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SUPPLIES & 
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INDUSTRIAL & SAFETY 


REFERENCE GUIDE 





With most in-stock items shipping the same day*, you'll get the 
products you need, when you need them. 


Round-the-clock customer service, on-demand expertise and after- 
hours emergency service options mean you can count on us 24/7. 


Simply go online for access to shipping info and local branch 
product availability. 


From safety and inventory solutions to mobile and technical support, 
we’re here to help keep your facility functioning safely and smoothly. 


“Within the continental U.S. when your order 
is received by 5 p.m. local time at your 

local shipping facility, which may be in a 
different time zone from you. Deliveries occur 
Monday-Friday, excluding holidays. May 

be subject to limited product availability on 
select high-demand, pandemic-related items. 








Improved features like Searc 


an enhanced experience make the Grainger L 


mobile app better than ever. 
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GRAINGER 


GRAINGER. 
Knowhow: 


Check out this mobile-friendly 
and searchable online source 
workplace news. Stay in the 


Know with our collection of insights, 
videos and interactive content. 


grainger.com/know-how “& 
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SCAN. ORDER. DONE. 


Simply scan the item number of the product you need from 


g, add it to your cart and quickly check out. 


Download it 


Apple, the Apple logo and iPhone are trademarks of Apple Inc. App Store is 
a service mark of Apple Inc. Google Play is a trademark of Google Inc. 


Get all the benefits of our print catalogs combined 


with the searchable convenience of the web! 
grainger.com/catalogonline 


Look for the Grainger Choice badge to quickly 


identify a wide range of items that help you 
balance quality, productivity and price. 


grainger.com/choice 
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ONLINE PURCHASING 


SOLUTIONS 





Check real-time product availability, access order history and lists, 
set up auto-reorder and view your account pricing with just a click 
of a button. Our improved search tools and express checkout help 
you complete your orders in no time. 


PRODUCTS ORDERING CHECKOUT 


Set controls on how much your employees can spend on orders, 
establish spending limits for specific time periods and set up an 
approval process tailored to your needs. It’s easy and customizable. 


USAGE 


THE APPROVAL 
YOUR SPEND PROCESS REPORTS 


This solution is a seamless electronic connection between your 
company and Grainger. An eProcurement system is set up to help 
you find products, place orders and make payments easily and 
efficiently. Grainger can integrate with JAGGAER, Oracle, SAP Ariba®, 
Coupa, Workday and so many more. 



















PROCUREMENT 
YOUR SPEND COMPLIANCE PROCESSES 


Use your smartphone or iPad® to place orders when you’re on the 
go. Get pricing and availability by simply scanning the item number 
of the product you need, adding it to your cart and quickly checking 
out. Looking for a Grainger branch? No problem. You can locate the 
nearest branch right from the mobile app. 


a ae os, Sal REAL-TIME THE NEAREST 
ee AVAILABILITY BRANCH 


SIMPLIFY YOUR ONLINE PURCHASING TODAY! 
VISIT 





pS ROURISeA GHG GETITON Apple, the Apple logo and iPhone are trademarks of Apple Inc. App Store is a service 
@ App Store § 


ae’ mark of Apple Inc. Google Play and the Google Play logo are trademarks of Google LLC. 
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, — Think Safety. 
Our goal is to help you send your people home , = . ® 
safe and healthy at the end of every day. It’s a Th l Nn k G rainger. 


huge responsibility; one that’s nearly impossible to 
accomplish alone. Building a safety mindset takes 
a total commitment from your crew—whether | Board-certified safety consultants equipped 
they’re on or off the clock. : with the resources and knowledge to 
: assist with your EHS, contingency 
and emergency response plans. 


















Look to Grainger for tools and resources to help 
you instill a 24/7 commitment to safety with your : 
people. Take advantage of our vast product , Online Solution Center packed with 
selection, safety expertise and relationships with : eo ee TO NENaIed Oya 
third-party safety service providers to help you: : eS ieee ean acre 
Dedicated technical support 
REDUCE INJURIES specialists to help you find the 


ENSURE COMPLIANCE right solution for your needs. 
MANAGE RISK 2 


INCREASE PRODUCTIVITY oe 
LESSEN ENVIRONMENTAL IMPACT 
LEARN MORE AT Technical Prod 


x 


Support Specialist 
26 years at Grainger 





GRAINGER. Keep 


FOR THE ONES WHO GET IT DONE 


Inventory Management 








What if there were an easier way to ensure you 
(die | ain oy=\qespmn cole) |w-lalem-j5) e)e)i(-\sm amaat> male lala e)'-\er-Malelalmualcia 
you need them? Put Grainger’s a for you. 
It’s almost like managing your stuff—those critical inventory 
items that help keep your operations running—on (ole 
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BRANCH DIRECTORY | ALABAMA TO INDIANA 





ALABAMA 

Birmingham 3735 First Ave. N., 35222 
Huntsville ......... 1912 Jordan Lane NW, 35816 
Mobile .............. 1241 Montlimar Dr., 36609 
541 George Todd Dr., 36117 


Montgomery ........ 


Anchorage ..............05: 6240 B St., 99518 
Tucson ...........4. 3415 S. Dodge Blvd., 85713 
PHOENIX AREA 

Gilbert .............. 775 E. Baseline Rd., 85233 
Phoenix ................ 960 N. 5ist Ave., 85043 
Phoenix ....... 2002 W. Rose Garden Lane, 85027 
Phoenix ........... 4465 E. Broadway Rd., 85040 


ARKANSAS 

se er 3807 Planters Rd., 72908 
Little Rock.............. 6100 Murray St., 72209 
Springdale ...... 1205 S. Old Missouri Rd., 72764 


CALIFORNIA 


Bakersfield ............. 3900 Easton Dr., 93309 
Citrus Heights ......... 6412 Tupelo Dr. #G, 95621 
FreSnO ..........0000: 1335 Tuolumne St., 93706 
SalinaS ............0005 1334 Dayton St., 93901 
Stockton .......... 2501 Stagecoach Rd., 95215 


West Sacramento ... . 3691 Industrial Blvd., 95691 
BAY AREA 


Burlingame ............ 1360 Rollins Rd., 94010 
CONCORG | sccte ites eeauads 2288 Pike Ct., 94520 
Rohnert Park....... 5760 Commerce Blvd., 94928 
San Jose ........... 2261 Ringwood Ave., 95131 


San Leandro ............ 444 Doolittle Dr., 94577 
INLAND EMPIRE AREA 


Rancho Cucamonga ...... 9220 Hyssop Dr., 91730 
Riverside .......... 1151 E. Columbia Ave., 92507 
LA AREA 

Compton ............. 1050 W. Walnut St., 90220 
Inglewood ...... 10804 S. La Cienega Blvd., 90304 
Los Angeles ......... 570 S. Alameda St., 90013 
Northridge........... 8930 Winnetka Ave., 91324 
OXMAlG secaasseve sane ce 101 S. Rice Ave., 93030 


Santa Fe Springs .. 10137 S. Norwalk Blvd., 90670 





CALIFORNIA cont. 

ORANGE COUNTY AREA 

Anaheim ................ 310 E. Ball Rd., 92805 
Garden Grove* 12871 Western Ave., Suite A, 92841 


Santa Ana ............. 2401 Pullman St., 92705 
SAN DIEGO AREA 

Chula Vista .............. 1150 Bay Blvd., 91911 
San Diego ........... 8001 Raytheon Rd., 92111 
San Marcos.......... 1321 Linda Vista Dr., 92078 
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Colorado Springs ....610 Popes Bluff Trail, 830907 
Fort Collins .......... 4531 Innovation Dr., 80525 
DENVER AREA 

Denver.............0008, 95 S. Tejon St., 80223 
Denver.............0008e 4885 Paris St., 80239 
Denver® ............0005 6935 Broadway, 80221 


CONNECTICUT 

HAMONG ks cetexacieecanwn 75 Maxim Rd., 06114 
North Haven ........... 124 Universal Dr., 06473 
DELAWARE 

New Castle ............ 117 Quigley Bivd., 19720 


DISTRICT OF COLUMBIA 


DC AREA 

Dulles ............. 101 International Dr., 20166 
Falls Church ........... 2947 Gallows Rd., 22042 
Lanham .............. 4748 Forbes Blvd., 20706 
Rockville ............... 701 Dover Road, 20850 


FLORIDA 


Clearwater ............ 12579 49th St. N., 33762 
Ft. Myers ............ 12431 Metro Pkwy., 33966 
Jacksonville .......... 8450 Phillips Hwy., 32256 
Ocala........ 2620 SW 17th Rd., Suite 300, 34471 
Orlando ............ 4180 LB McLeod Rd., 32811 
Orlando ..............0000. 902 Lee Rd., 32810 


Pompano Beach . .2131 SW 2nd St., Bldg. 8, 33069 
Sarasota .... 6685 Whitfield Industrial Ave., 34243 
Tallahassee ........ 3924 W. Pensacola St., 32304 
West Melbourne ...... 101 S. Wickham Rd., 32904 
West Palm Beach 1800 N. Florida Mango Rd., 33409 
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MIAMI AREA 
Doral .............. 2255 NW 89th Place, 33172 
Miami .............. 7200 NW 37th Ave., 33147 
TAMPA AREA 
Tampa ........... 1820 Tampa East Blvd., 33619 
Tampa ......... 4505 W. Hillsborough Ave., 33614 
[GEORGIA 
Athens .............. 1205 Commerce Rd., 30607 
Augusta.............. 1516 Gordon Hwy., 30906 
Garden City ..... 1324 US Highway 80 West, 31408 
Macon .............. 2048 Paul Walsh Dr., 31206 
ATLANTA AREA 
Atlanta .......... 1721 Marietta Blvd. NW, 30318 
Forest Park ........... 5300 Frontage Rd., 30297 
Marietta ........ 631 S. Marietta Pkwy. SE, 30060 
Norcross ............. 6655 Crescent Dr., 30071 


Mee ieeveNaeRE ees 2833 Paa St., 96819 


BOISE vc siveteuerere tees 5976 Irving St., 83706 


ee eee 6001 W. 115th St., 60803 
Arlington Heights ....475 E. Algonquin Rd., 60005 
Downers Grove ......... 2701 Ogden Ave., 60515 


Peoria ........... 1017 SW Jefferson Ave., 61605 
Rockford ............ 5862 Harrison Ave., 61108 
Waukegan............. 3585 Sunset Ave., 60087 
CHICAGO AREA 

Chicago............. 6450 S. Austin Ave., 60638 
Chicago............ 2356 S. Ashland Ave., 60608 
Chicago............. 2221 N. Elston Ave., 60614 


Franklin Park 
Morton Grove 


eae 3240 Mannheim Rd., 60131 
CaS a anaes 8045 River Dr., 60053 


SS eeea ee 837 N. Congress Ave., 47715 
Gal cc cveese Pose evenses 1701 Cline Ave., 46406 


Indianapolis ........... 1819 W. 16th St., 46202 
Indianapolis ........ 9210 Corporation Dr., 46256 
South Bend .......... 1750 Commerce Dr., 46628 


1-800-GRAINGER (472-4643) - Available 24/7 


“Grainger Express locations fulfill will-call orders only—no on-hand inventory. 
See Grainger.com® or the Grainger mobile app for additional branch information. 


AS 





BRANCH DIRECTORY | (OWA TO PENNSYLVANIA 








Cedar Rapids .......... 715 33rd Ave. SW, 52404 
Davenport ............... 961 E. 53rd St., 52807 
Des Moines ........ 1811 E. Sheridan Ave., 50316 


Lenexa .............. 14790 W. 99th St., 66215 
Wichita ............... 1920 S. West St., 67213 
Lexington ......... 1351 Georgetown Rd., 40511 
Louisville............. 1901 Plantside Dr., 40299 
LLOUISIANA. 
Lafayette ......... 1508 Eraste Landry Rd., 70506 
West Monroe............ 500 Thomas Rd., 71292 
Shreveport ......... 5126 Hollywood Ave., 71109 
Sulphur ....... 2502 S. Cities Service Hwy., 70663 
BATON ROUGE AREA 
Baton Rouge ....... 12455 Airline Highway, 70817 
Gonzales .............. 9506 Ashland Rd., 70737 
NEW ORLEANS AREA 
New Orleans ........... 601 S. Galvez St., 70119 
New Orleans ........ 825 Distributors Row, 70123 
MAINE) 
Portland ............... 425 Warren Ave., 04103 
DC AREA 
Lanham .............. 4748 Forbes Blvd., 20706 
Rockville ............... 701 Dover Road, 20850 
BALTIMORE AREA 
Annapolis Junction ....10981 Guilford Rd., 20701 
Baltimore .............. 2100 Haines St., 21230 
Baltimore ............. 8820 Citation Rd., 21221 
Springfield ............. 790 Cottage St., 01104 
BOSTON AREA 
Everett...............00. 160 Broadway, 02149 
Norwood ............ 428 University Ave., 02062 
Watertown ............. 400 Arsenal St., 02472 
WODUME -c.ccse cred aves ox cx 31 Cabot Rd., 01801 
[MICHIGAN 
Ann Arbor ........... 2915 Boardwalk St., 48104 
FUME 5 seed évee awardee 2711 Lapeer Rd., 48503 
Grand Rapids ... 3803 Roger B Chaffee SE, 49548 
Kalamazoo ..............5. 2476 Azo Dr., 49048 
Lansing ............. 5617 Enterprise Dr., 48911 
Saginaw .............. 220 W. Morley Dr., 48601 


DETROIT AREA 

Detroit........... 1201 W. Lafayette Blvd., 48226 
Farmington Hills ...... 23800 Haggerty Rd., 48335 
Madison Heights ... 1587 E. Whitcomb Ave., 48071 
Romulus ........... 6874 Middlebelt Rd., 48174 
Warren .......... 25940 Groesbeck Hwy., 48089 
MINNEAPOLIS/ST. PAUL AREA 
Plymouth......... 2450 Annapolis Lane N., 55441 
Bloomington ............. 201 E. 78th St., 55420 


St. Paul .... 345 Plato Blvd. East, Suite 120, 55107 


JACKSON ....... ccc eee eee 3551 I-55 S., 39212 
|MISSOURK 
Springfield ....... 808 N. Cedarbrook Ave., 65802 
KANSAS CITY AREA 
Kansas City ............. 2300 E. 18th St., 64127 
Lenexa .............. 14790 W. 99th St., 66215 
ST. LOUIS AREA 
Maryland Heights ....... 2535 Metro Blivd., 63043 
St LOUIS 2c2cacesececee: 2227 Clark Ave., 63103 
Billings ................ 221 Moore Lane, 59101 
Omaha................0005. 9345 J St., 68127 
PNEVADA 
Las Vegas ............ 2401 Western Ave., 89102 
Sparks ..........0.000ue 900 Packer Way, 89431 
/NEW HAMPSHIRE 
Manchester .......... 370 E. Industrial Dr., 03109 
Clifton ................. 308 Allwood Rd., 07012 
Eatontown......... 212 Industrial Way W., 07724 
Elizabeth ...... 560-596 Bercik St., Suite 1, 07201 
Mt. Laurel ............... 819 E. Gate Dr., 08054 
South Plainfield ........ 1001 Hadley Rd., 07080 
|NEWMEXICO€ 
Albuquerque ......... 3901 Osuna Rd. NE, 87109 
Farmington ......... 1201 San Juan Blivd., 87401 
Albany .............. 35 Corporate Circle, 12203 
Buffalo ............. 50 McKesson Pkwy., 14225 
East Syracuse ......... 6285 E. Molloy Rd., 13057 
Elmsford ......... 505 Saw Mill River Rd., 10523 
Rochester ............ 430 W. Metro Park, 14623 
Rochester .......... 1999 Mt. Read Blvd., 14615 


1-800-GRAINGER (472-4643) - Available 24/7 


For after-hours emergency branch access, call 1-800-CALL-WWG 
($50 fee may apply, see our Terms of Sale for details). 
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LONG ISLAND AREA 
Bohemia ..............5: 199 Orville Dr., 11716 
MGWIIG 2cccrcceecestecesenes 1 Park Dr., 11747 
NEW YORK CITY AREA 
Brooklyn ...........00000e 815 3rd Ave., 11232 
Maspeth (Queens) ...... 58-45 Grand Ave., 11378 
Asheville .............. 834 Riverside Dr., 28804 
Charlotte ............... 1401 S. Mint St., 28203 
Charlotte .. 1440 Westinghouse Blvd., Suite L, 28273 
Greensboro .......... 2506 Greengate Dr., 27406 
Raleigh ................ 4820 Signett Dr., 27616 
Wilmington .............. 505 Covil Ave., 28403 
Fargo .............05: 3825 12th Ave. N., 58102 
POHIO, 
Akron .............08. 420 Kennedy Rd., 44305 
Brooklyn Heights ..... 1035 Valley Belt Rd., 44131 
Canton................. 1721 6th St. SW, 44706 
Columbus ......... 3640 Interchange Rd., 43204 
Perrysburg .............. 1300 Third St., 43551 
Worthington .... 6999 Huntley Rd., Suite A, 43229 
Youngstown ............ 360 Victoria Rd., 44515 
CINCINNATI AREA 
GINGINNALl 26. 62es02 05088. 939 W. 8th St., 45203 
Cincinnati ...... 4420 Glendale Milford Rd., 45242 
Famed 222s2cce2cseee: 8700 LeSaint Dr., 45014 
DAYTON AREA 
Dayton.............. 2321 Needmore Rd., 45414 
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Wl6a oes otes ogc aece: 10707 E. Pine St., 74116 
LOREGON. 
Portland ............. 6335 N. Basin Ave., 97217 
Bethlehem............... 2011 Avenue C, 18017 
EMG: j2t iene dhes aed bbws 415 W. 12th St., 16501 
Harrisburg.............. 4320 Lewis Rd., 17111 

PHILADELPHIA AREA 

FOIGKON 34 0555084504404 1530 Delmar Dr., 19032 
Mt. Laurel ............... 819 E. Gate Dr., 08054 
New Castle ............ 117 Quigley Bivd., 19720 
Philadelphia .............. 401 N. 8th St., 19123 
Philadelphia ....... 10401 Drummond Rd., 19154 
PITTSBURGH AREA 

Pittsburgh........ 201 RIDC Park West Dr., 15275 
Pittsburgh ............. 3150 Liberty Ave., 15201 





BRANCH DIRECTORY | RHODE ISLAND TO WYOMING 








RHODE ISLAND 


Warwick ............. 78 Jefferson Blvd., 02888 
Greenville ............ 730 Congaree Rd., 29607 
North Charleston ... 7401 Pepperdam Ave., 29418 
West Columbia ............ 550 Chris Dr., 29169 
Sioux Falls ............ 500 E. 50th St. N., 57104 
Chattanooga .......... 902 Creekside Rd., 37406 
Knoxville ................ 6500 Baum Dr., 37919 
Memphis ......... 1901 Nonconnah Blvd., 38132 
Nashville ............ 1021 Charlotte Ave., 37203 
Nashville .............. 1938 Elm Tree Dr., 37210 
Amarillo .............. 5807 Canyon Dr., 79110 


Austin . .6006 E. Ben White Blvd., Suite 500, 78741 
Austin ..... 7950 Research Blivd., Suite 101, 78758 


Beaumont .............. 125 Sawyer St., 77702 
Bryan..........0: 1408 W. Villa Maria Rd., 77801 
Corpus Christi........... 430 Sun Belt Dr., 78408 
ElPaso .............4. 1400 Lomaland Dr., 79935 
Kenedy .. 322 West Main, Suites 120 & 140, 78119 
Laredo ..........ccc cee eaee 610 Gale St., 78041 
Longview ............ 1507 W. Cotton St., 75604 
Lubbock ................ 502 E. 40th St., 79404 
McAllen .............. 921 E. Pecan Blivd., 78501 
Midland......... 4110 S. County Rd. 1276, 79706 
San Antonio ......... 4924 NW Loop 410, 78229 
San Antonio .......... 5011 Rittiman Rd., 78218 
WACO ssc oeececicesas es 6901 Imperial Dr., 76712 


DFW AREA 
Arlington ..... 2251 E. Division St., Suite A, 76011 
Carrollton ......... 1305 N. Interstate 35E, 75006 
Dallas .............. 4242 Platinum Way, 75237 
Dallas ... 8321 John W. Carpenter Freeway, 75247 
Ft.Worth ........... 300 W. Vickery Blvd., 76104 
Ft.Worth .......... 5000 Northeast Pkwy., 76106 
Garland ............ 2701 W. Kingsley Rd., 75041 
Plano ..........0005 2601 E. Plano Pkwy., 75074 
HOUSTON AREA 
Conroe............... 2323 N. Frazier St., 77303 
Deer Park .............. 1251 Hall Court, 77536 
Houston........... 1222 South Loop West, 77054 
Houston................ 4545 Darien St., 77028 
Houston........ 6050 Southwest Freeway, 77057 
Houston.............. 8200 Pinemont Dr., 77040 
Houston........... 16741 North Freeway, 77090 
Houston............... 17010 Katy Fwy., 77094 
Stafford ............. 3900 Greenbriar Dr., 77477 
Ogden .............. 2958 South 1900 W., 84401 
Salt Lake City ............ 2775 S. 900 W., 84119 
VIRGINIA 
Dulles ............. 101 International Dr., 20166 
Falls Church ........... 2947 Gallows Rd., 22042 
Norfolk .......... 1401 Sewells Point Rd., 23502 
Richmond .......... 2424 Magnolia Court, 23223 





WASHINGTON 


Everett..............00, 3013 Walnut St., 98201 
FING .ccsaviacweaans 2802 Pacific Hwy. E., 98424 
PaSCO ........0ec eee 3306 W. Marie St., 99301 
Spokane Valley .... 5706 E. Broadway Ave., 99212 
SEATTLE AREA 


Seattle ................. 4930 3rd Ave. S., 98134 
Tukwila .............. 6725 S. Todd Blvd., 98188 
Charleston ............ 3000 7th Ave. W., 25387 
Huntington ................ 440 3rd Ave., 25701 
[WISCONSIN 
Appleton ............ 600 N. Lynndale Dr., 54914 
Green Bay ............5: 751 Morris Ave., 54304 
MadiSON iisseccsveeivees 501 Atlas Ave., 53714 
Milwaukee ........... 202 N. Jackson St., 53202 
Milwaukee ............ 5819 N. 117th St., 53225 


Waukesha .... N21 W23020 Watertown Rd., 53188 


Casper.............. 1110 Wilkins Circle, 82601 


EMERGENCY 
SUPPORT 
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After-Hours Emergency Service. Most 
(o) Mo) | mC le-llale(=1m o)e-laleial (eler-1ule)alsmr-lc-m-1e)(> me) 


Open anytime—even nights and weekends — 
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In an emergency, call 1-800-CALL-WWG 
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*$50 fee may apply, see ourTerms of Sale for details. Grainger account required We can establish a new account for business customers at the time of the emergency call. 
After-hours service may not be available in some locations, call 1-800-GRAINGER for more information. 
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1-800-GRAINGER (472-4643) - Available 24/7 


See Grainger.com® or the Grainger mobile app for additional branch information. 
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GRAINGER INTERNATIONAL 





ABOUT GRAINGER’S INTERNATIONAL PRESENCE 


Grainger understands international operations can be complex. When it comes to getting the maintenance, repair and 
operating (MRO) products and services you need, your business demands an easy, reliable and consistent experience. 
Whether you manage a large manufacturing plant that produces products for millions of people or a small local business 
that residents rely on, Grainger makes doing business across borders easier with international solutions, managed locally, 
that help alleviate challenges associated with MRO. 


WHY INTERNATIONAL OPERATIONS CHOOSE GRAINGER 

Grainger offers MRO products, services and solutions that are globally served with a local experience to help you with the 
pressures associated with keeping your operations running and people safe. Grainger carries 250K-1.5M products across 
28-35 categories within the US, Canada, Mexico and Uk, and serves businesses through Global Export across 120+ 
countries including Latin America, the Middle East and Asia Pacific with our dedicated export team that’s ready to take 
care of your export needs. 


GRAINGER IS READY TO HELP 
Contact your Grainger Representative, email export@grainger.com or call +1-847-588-5000 today! 


CANADA 


123 Commerce Valley Dr. East, 


Suite 700 


Thornhill, Ontario, Canada L3T 7W8 
Phone: +1-888-602-0000 


Website: grainger.ca 


MEXICO 

Avenida. Desarrollo #500 

Colonia Finsa. Guadalupe, 

N.L CP. 67132. México 

Phone: +52-818-1569800/9900 
Email: servicio_clientes@grainger.com 
Website: grainger.com.mx 


LATIN AMERICA & CARIBBEAN 


REGIONAL SALES OFFICE 
2255 Northwest 89th Place, 

Miami, Florida 33172-2428 

Phone: +1-305-591-2512 

Email: latin.america@grainger.com 


EUROPE, MIDDLE EAST 


& AFRICA SALES OFFICE 
Office 1067, Building 7WB, DAFZA 
Dubai, United Arab Emirates 

Phone: +971 -4-207-2904 

Email: gccsales@grainger.com 


UNITED KINGDOM 
(CROMWELL) 


65 Chartwell Drive 

Wigston, Leicester, LE18 2FS 

Phone: +44 (0)116 288 8000 

Email: international@cromwell.co.uk. 


PUERTO RICO 

105 Ave Conquistadores Catafo, Puerto 
Rico 00962 

Phone: +787-275-3500 

Email: puerto.rico@grainger.com 


SOUTHEAST ASIA PACIFIC 


& OCEANIA 

EightyEight at Kasablanka Office Tower 
Floor 18, Unit A-H 

Jl. Casablanca Raya Kav 88 

Jakarta 12870, Indonesia 

Phone: +6221 -29607523 

Email: globalexport_apac@grainger.com 


INDIA, NORTH CENTRAL ASIA 
SALES OFFICE 


9th Floor El Tara Building, 

Off Orchard Avenue 

Hiranandani Gardens, Powai 

Mumbai 400076, India 

Phone: +91-22-42872800 

Email: indiacustomersupport@grainger.com 


For more information, visit grainger.com/worldwide 
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*All products may not be available within the US, UK, Mexico and Canada or otherwise available for export depending on the country. 
May be subject to limited product availability on select high-demand, pandemic-related items. 





GRAINGER CHOICE” 


Find the wr. Find Solutions. Find Great Prices. 


Motor Selection Guidelines 


Motors are used in a wide variety of applications. In some applications more 
than one motor design would work; in others, if an exact replacement cannot 
be found, a similar motor with slight differences in mechanical and electrical 
characteristics will provide reliable operation. The following selection guide is 
designed to help you choose the correct motor for your application. 


STEP 1: GATHER MOTOR INFORMATION 

You will need the following information to properly select a motor. If you are 
replacing a motor, much of the information can be found on the existing motor 
nameplate. See the sample nameplate on this page: 

1-Phase (PH): Either single (1) or three (3). Match exactly. 

2-Voltage (Volts): Match exactly. 

3-Horsepower (HP): Very small motors are often rated in watts. Choose an 
equal or next higher HP. 

4-Frame: Match exactly. 

5-RPM: Match within 5%. 

6-Frequency (Hz): Match exactly. 

7-Service Factor (SF): Choose a motor of equal or greater number. 
8-Design: See table on this page. 

9-Enclosure (Encl.): See table on this page. 

10-Duty: If current motor is intermittent duty, you may upgrade to continuous. 
11-Bearing Type: Sleeve or Ball. 

12-Thermal Protection: See Thermal Protection Information on this page. 


STEP 2: DETERMINE THE RIGHT CATALOG SECTION 


By your category: Many motors are listed by category. You will find these cate- 
gories under "Motors" in the Product Index in the catalog. Turn to the specific 
page or section to find your motor. If your category is not listed in the index, 
choose your motor by its characteristics. 


By the characteristics: Motor design, horsepower, RPM, frame, voltage, and 

enclosure. Grainger carries General Purpose motors designed for reliable use in 

a wide variety of applications, Definite Purpose motors for specific applications, 
AC MOTOR TYPES 

Starting Torque 
as Percent of 

Full-Load Torque 


Very Low 
90-100% 


Low 75-150% 


Typical 
Design RPM 


1050, 
Shaded Pole 1550. 3000 
Permanent Split 825, 1075, 
Capacitor (PSC) 1625 


Comparative 
Efficiency 


Low 


Phase 
1 


Typical Uses 
Small direct-drive 
fans & blowers 


Direct-drive fans & blowers 


Belt-drive & direct- 
drive fans & blowers, 
small tools, centrifugal 
pumps, & appliances 
Pumps, compressors, tools, 
conveyors, farm equipment, 
& industrial ventilators 
Applications where 3-Phase 
power is available 


Moderate 


140 Low to Moderate 


1140, 
1725, 3450  130-170% Moderate 


Split-Phase 


Moderate 
to High 


High 


1140, Moderate to 
1 Capacitor-Start 1725, 3450 High 200-400% 


1140, Moderate to 
3-Phase 1725, 3450 High 200-300% 


MOTORS 
Motor Selection Guidelines 








D a ton ° Capacitor Start Motor SA\ &770 @- ogee 
yi Pala) or = @ 


MOD 
NO 























(5) hz 
INS MAX 

cL | jf @ | AMB | re @® 
enc | Q) | DUTY 
SHAFT OPP 
END BRG BRG 

MTR LR KVA 

REF CODE 


Manufactured for Dayton Electric Mfg. Co., Ni 








RPM | 


























Son mom 


SFA 


THERMALLY 
PROTECTED 




















(2) 








les, Il 60714 U.S.A. 


HVAC motors for various air moving applications, and Pump motors for 


applications moving water and gases. 


General Purpose Motors are designed for mechanical loads (also effec- 
tive for air moving), and for hard-to-start applications such as conveyors, 
belt-driven equipment, machine tools, and reciprocating pumps. These 


motors feature ball bearings to handle heavier 
heavier construction for industrial applications. 


radial and axial loads and 


Definite Purpose Motors are designed for specific applications such as 


washdown, hazardous location, farm-duty, etc. 
by the specific application's environment. 


HVAC Motors are designed mostly for air mov 


Motor features are driven 


ing and other light- to 


medium-duty applications, such as fans and centrifugal pumps, small 


tools, and office equipment. 
Pump Motors are used for pump applications 


like pool pumps, carbonator 


pumps, and close-couple pumps. Motor features are driven by the applica- 


tion and move water and gases. 


STEP 3: SELECT THE SPECIFIC MOTOR 
Match the information gathered in Step 1. 


ENCLOSURE TYPES 
How Can | Tell? 
Ventilation holes in shell 
and/or endshield 


No ventilation holes in 
shell or endshield 


Enclosure Type 
Open Dripproof (ODP)/ 
Open/Open Air-Over (OPAO) 
Totally Enclosed Fan-Cooled 
(TEFC)/Totally Enclosed 
Nonventilated (TENV) 


Where Do | Use This Enclosure? 
Clean, dry, nonhazardous 
environments 


Dirty, moist, nonhazardous 
environments 


Designed for use in hazardous 


environments as defined by National 


Enclosed. Must have a 
UL Hazardous Location 
nameplate on motor 


Hazardous Location 


Electrical Code (NEC) classifications. 


NEC Class and Group are 
designated on UL Hazardous 
Location nameplate mounted on 
motor. See page 6 for more details. 





Thermal Protection 
Information 


Motors that start automatically (e.g. ther- 
mostat controlled) after tripping and that 

are located out of operator sight must be 
protected against dangerous overheating due 
to failure-to-start or overloading. 

This protection may be a separate overcurrent 
device (e.g. motor starter) complying with 
Article 430 of the National Electrical Code 
(NEC), a thermally protected motor (internal 
motor protection), or an impedance-protected 
motor. 

Motors with automatic reset thermal protec- 
tion MUST NOT be used where automatic or 
otherwise unexpected starting of the motor 
could be hazardous. Applications where 
automatic restarting could be hazardous 
include compressors, conveyors, power tools, 
farm equipment, and some fans and blowers. 
Where such a hazard exists, always use a 
manual reset, thermally protected motor. 


UL 507 Standard 


Any motor used in a fan product, such as 
bathroom exhaust fans, wall-insert fans, 
ceiling-insert fans, attic-exhaust fans, 
whole-house fans, and duct fans, etc., 
which are built into or within the building 
structure and which are likely to operate 
unattended or in situations in which the 
operator may not detect a locked rotor 
(stalled motor) condition, must have 
either a manual reset thermal protector 
or a thermal cutoff (1-shot) device. 
Range hoods, circulating fans, pedestal 
fans, and ceiling-suspended fans are not 
included. Agricultural fans are included if 
they are built into the building structure 
and are likely to operate unattended or 
in situations in which the person operat- 
ing the fan may not detect a locked rotor 
(stalled motor) condition; they must have 
either a manual reset thermal protector 
or a thermal cutoff (1-shot) device. 


Premium Efficiency vs. 
Standard Efficiency 


If you operate a 25 HP premium efficiency motor at full load 
for 24 hr. a day (8760 hr. per yr.) and your cost per kilowatt 
hr. is 9 cents, you can save $532.00 annually. 

This comparison is based on a premium efficiency motor 
with a 94.1% efficiency rating vs. a high efficiency motor 
with a 91.0% efficiency rating. 

Increased efficiency leads to lower operating temp., result- 
ing in longer life. 

Cool Operation: The life of an insulation system doubles for 
each 10°C reduction in operating temp. 

Longer Bearing Life: The lower the temp., the longer the 
bearing grease will last. 


Annual Savings = 0.746 x HPXLXC XN (!2%, - 19%) 


HP 


Motor Horsepower 

Percent Load Divided by 100 

Energy Cost, Dollars per kW Hr. 

Running Time, Hr. per Yr. 

Efficiency (%) of Standard Efficiency Motor 
Efficiency (%) of Premium Efficiency Motor 





IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 


INFORMATION 


UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 


MOTORS Scan. Order. Done. 
NEMA Guidelines Details on page A1. 





Motor Dimensional Chart 


Standardized motor dimensions—established by the National Electrical HERA fis ae AU Dumansions in inns Bae i my ai ae : 
an rame is 5 In ide Ic ong 
Manufacturers Association (NEMA)—are tabulated below and apply to all 49 59 35 Ale De Yn slot 11h = Aa 
base-mounted motors listed herein that carry a NEMA frame designation. 48 3. 4% 2% ~—2% iYslot 1% % —__ ¥%a flat_ — 
48H 3. 4% 4% 2% slot 1% % — Ya flat_ — 
56 3% 4% 3 2% ~—Wslot TAT *T Act Vet 1%+t 
- 56H 3% 4% 3&5¢ 2% VYoslot tat *t Act Vet 1%t 
REAR END |FRONT END 56HZ a a a 2% Ye ve 1% 
66 4% 5A 5 3% %slot 2% % Ae Ve 1% 
143T 3% 5% 4 2% 2% a nk 


{457 315 5 5 oy Y2dia. —p7,—7y 
1aGAT 315 1, Th 
7 


Ve Vie 14% 
Ye «66 )~=61% 





MNNNMMMININL Sporn | ir] |) |) || | BS 
POS WO . 
NS 

















148AT 3% 5% 274 sm dig, 2A 2 Ye ve 1% 
{490TH BCH PU. OH Ae re 1% 
{412AT 3% 5% 11 2% a, 7% Ae Ve 1% 
182 a ee a, Ae Ve 1% 
184 A Th BOI sy, gin 2 ~%e Ve 1% 
182T 4, 7% 4 OY, 7 A. 1K ys 1% 
184T a 2% 1% 1, % 1% 
182AT 4% 7% 4% 2% a% 1% % % 1% 
Li82ACY 4% 7% 4% 2% oh, 7% %e Ve 1% 
Lig2AT 4% 7% 4% 2% a% 1% A % 1% 
186ACY 4% 7% 7 2% dia 2% % %e Ve 1% 
{86AT 4% 7% 7 2% I 1v% Kw  T% 
NEMA C- AND J-FACE MOUNTING DIMENSIONS a6AT aS Te oy 4M a E7 
ape : 189AT 4% 7% 10 2% 2% 1% % % 1% 
Mounting dimensions of the 56J Face are exactly the same as the NEMA 56C.  —p 34 5B 8 54% 3% yg, 26% Ye Ye 1H; 
56J-Face has a threaded shaft of stainless steel while all others have a keyed 204% 9 8 6% 3% 24 “”s___“Ae__1% 
teal chart See ilichat d ahlepelowt fi 213 5% 8% 5% 3% See ee 
steel shaft. See illustrations and table below for specifics. 15 5m 8% 7 3h wy 4 i = A A 
2131 5M 8% 5% 3% “9. “3% 1% 3% Ye  %e 2% 
2151 5% 8% 7 3% 3% 1% 3% ce ce 2% 
17/s 219AT 5% 8% TT 8% iy, gi, 2% 1% 2% Ve ie 1% 
P110AT 5% 8% 12% 3% - "9% 1h 2% he Ae 1% 
224# 5) eas Onenig aang ens { 2% % % 2? 
—| |<+11/16 3/8 - 16 UNC-2B TAP 05# =: Sa s/n / n/a 
9/16 DEEP 254# 6% 10 8% 4% "oda 3% 1% 3% Ah % 2% 
= 4 HOLES 254U 6% 10 8% 4% 3% 1% 3% Ye re 2% 
= 5/32 256U 6% 10 10 4% ,, . 3% 1% 3% Ye Ye 2% 
<a 2541 6a 1084 NO SCOSC 
1/32 X 45° jan 4.5 DIA. 2567 6% 10 10 4% 41% 3% HOH 
““CHAMFER | Po RABBET 284# 7 1 O% 4% Wdia 3% 1% 34 % % 2% 
\ L 284U 7 Wt 9% 4y, 4% 1% 4% *% % 3% 
+ igN 47 5.875 DIA 286U a iss 4% 1% 44 *% %% 3% 
AY 9/8 7/16-20 2 : : 284T Tit 9% 4% wy, gy, 4% 1% Th hh 3% 
\ e BOLT CIRCLE 2861 7. 1t 114% ‘dla. —q,-47%,-25%,—o—SCSCSSCSCSCO 
=a UNF-2A o8418 7.11. 0% 4% 37,% Th® 3% % 3 17H" 
THREAD 2861S 7 Wi =i 4% BU% 14% 3% % % TAA 
324# 8 12% 10% 5% 4% 1h 4% % £% 23% 
0 Yo bY . % 8 of 8 8 4 
—||1/8 56C, 56HC, 56J, 143TC AND 306f 8 12% 12 5% 4 4K 1% 4% ~~ H~—O 
145TC — FACE DIMENSIONS 324U 8 12% 10% 5% 54 1% 5% % % 4% 
326U 8 12% 12 5% 54 1% 5% % *% 4% 
56J SHAFT 324T Sa LSE Fay, AS 
3261 nn Pa -"5% 2% +5 % 3% 
as 8 12% 10% 5% 3% 1h* BhH% %H hh DA 
3261 8 12% 12 5%, 3%" Th&* 3% % Yh OK 
364# 9 14 T1% BT Bo 1% £7 AN 
364S# 9 14 11% 5% %Nodia 34 1% 3 %& %*% Th 
365# 9 14 12% 5% 5% 1% 5% % % 4% 
364U 9 14 11% 5% . 6% 22% 64% wb wb 45 
365U 9 4 1% 5%. “la. 33%, 9% 6% 
364T 9 14 11% 5% 5 2% 5% % % AY 
3651 Qu 14 12% 5% oy, gig 0 2% SR he eA 
3641S 0. 4. 14 oe oS ay 1A oe er 
3651S 9 14 12% 5% Bu 1A 3BH% % Ye DA 
404T 10 16 12% 6% 74 0% 7 % 4 5% 
405T 10 16 13% 6% A/T A 8 
1 5 V/A 1 3 
t82TC THRU 25670 — ITS ei ede ier ea 
FACE DIMENSIONS 404U 1016 12%, 6% 7h 0h bh % % 5% 
405U 10 16 13% 6% 7% 2% 64 % % OO” 
444T 1 18 14% 7% 8% 3% 8% Bf f 6% 
445T F 
11 18 16% 7% 8% 3% 8% % hf 6h 
peas He dia 
Bias ei A47TRRS 11 18 14% 7% 4% 234 4% 5% % Br 
eh rt ra Rabhet Circle me 1-18 ~—« 16% Me GF/,% D4% A He 3A 
ace : ia. ia. 444U 11-18 ~=«14%— 7% 8% 2% 8% % #%  ~T 
186 y ts 3 39, iat 8 8s YO. RB 
0 % 4 5 mae ; 0 8 4 8 8 8 
56C % 1% 45 5% 449TS 71 18 ~~ 25 7H F/,% D4%% ALK Se 5 3A 
S6HCFT 8 1% 4 oO” Dimension "D" will never be greater than Base of Dayton 56HZ frame motors 
56d % 26 4 WWE the above values on rigid mount motors, ** has holes and slots to match NEMA 56, 
1431 & 145TC VE 2 4 RY; * but it may be less so that shims up to %2" 56H and 145T mounting dimensions. 
{46ATC & 1412ATC i / 416 5% thick (Ve" on 364U and 365U frames) Certain NEMA 56Z frame motors 
i Benes j Beat ff Ae ate af may be required for certain machines. + ne a oe % as long shaft 
8 4 2 1% Desiaqnated 56H motors have ? sets with %a" flat." These exceptions 
{86ATC & 189ATC 1% DV, 8% 7M; 1 ed teeter Seat are noted in this catalog. 
of 2F mounting holes—3" and 5°. 
Zoli: Z1OnG 1% 348 8% 1% Dimension ‘V" is shaft length available 
OT9ATC & 2TTOATC iKZ 2y, 8 TVs » Standard short shaft for direct- § — for coupling, pinion, or pulley 
2541C & 2561C 1% 4 814 7%, drive applications. hub—this is a minimum value. 
2841C & 2861C 1% 4% 10% 9 # Discontinued NEMA frame. §§ The 2F dimension is 20. 


NEMA Letter Designations Following Frame Number 


C: Face-mount; see this page. T, U: Integral HP motor dimension standards set by NEMA in 1964 and 1953. 
H: Designated 56H motors have 2 sets of 2F mounting holes—3" and 5". V: Vertical mount. 


J: Face-mount for jet pumps; see this page for dimensions. Y: Nonstandard mounting; see manufacturer’s drawing for mounting 

K: Has hub for sump pump mounting; see column at left for dimensions. dimensions. 

M, N: Flange mount for oil burner; see page 59. Z: Nonstandard shaft (N-W+U dimensions); see manufacturer’s drawing for 
shaft dimensions. 
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CLOSE-COUPLED PUMP SHAFT DIMENSIONS 





FRAMES 213-365 JP FRAMES 143-184 
213-326 JM JP and JM 
BF HOLE BF HOLE 


4 Class 2RH 
t 


143-184 JP and JM 
213-365 JP 


143-184 JP and JM 213-326 JM 
213-365 JP 
213-326 JM 








Frame Dimensions (in.) 
Designations U EL EM EN EQ ET AH AJ AK’ BD BF 
143JM/145JM % 1% 1 %16x% % 2% 4% 5% 4% 6% %-16 
T43JP/145JP % 1% 1 %-16x% 1% 5i%s 7% 5A 4H 6% %-16 
182JM/184JM % 1% 1 B16x% % 22% 4% 5% 4% 6% %-16 
182JP/184JP % 1% 1 %16x% 1% 5% 7%6 5% 4% 6% %-16 
D13UM/215JM % 1% = «1 ~«16x% % 2% 4h 7h 8% #9 4-13 
ree. 913JP/215JP 1% 1% 1% V-13x1 2% 5% 8% 7% 8% 9 13 
: D54JM/256JM 11% 1% 1% %-13x1 % a) / ey A 3) ))/ 
213-326 JM Corner Detail O54JP/256UP 1¥s 134 13% -13x1 2% 5% 8% 7% 8% 9 4-13 
143-184 JP and JM Motor Manufacturer’s Choice 284JM/286UM 1% 1% 1% W-i3xt % >) bs 2) 


204UP/206JP_ 1% 1% 1% 4%-13x1 2% 54 8% 11 (22s eel 


IEC (International Electrotechnical Commission) 





ENCLOSURES Common Enclosure Ratings Common Motor Applications _Efficiency Ratings 

= IEC uses numbers to denote a particular enclosure type = |P 22 - Open Dripproof Motors IC 01 - NEMA Standard Open IEC uses the following 

= The numbers follow the letters IP (Ingress IP 44 or 54 - Totally Enclosed Motors ratings to designate motor 
TOAST ULSI FES VE (NEMA 12) IC 40 (IC 410) - Totally Enclosed, efficiencies: 

= The first digit signifies, on a rating scale, how IP 45 - Weatherproof Motors  Nonvented IE2 — Meets Epact levels 


well-protected the motor is against entry of solid 


objects such as dust, wire, tools, or fingers IP 55 - Washdown-Duty IC 41 (IC 411) - Totally Enclosed, 1IE3 = Meets NEMA Premium 
Beans age : Motors Fan-cooled _ 
= The second digit signifies, on a rating scale, the lE4 = Exceeds 
motor's ability to protect against water entry Peace 418) - Totally Enclosed, — \EMA Premium 


Are 
| 


<a 
TS 


ni [ele 


IEC and NEMA Dimensions and Frame Comparisons (mm) 





IEC and NEMA DIMENSIONS IEC and NEMA DIMENSIONS 
AND FRAME COMPARISONS (mm) AND FRAME COMPARISONS (mm) 
(IEC) (H) (A) (B) (K) (D) (C) (E) (IEC) (H) (A) (B) (K) (D) (C) (E) 
NEMA OD E F HU _BA N-W NEMA OD E F H_U_BA N-W 
IEC Flange Mount Motor Dimensions (mm) (Sb) 96 40 0300 90 0 9 go. 205 (i325) 1o2 0a 70 i238 89 OU 
63 cdl -a0y 223 213T 133.4 108 69.8 10.7 34.9 89 85,7 





63 
Ne oo 2-4 020.0) SZ 132 1G 96d" 912) 36) 69 sou 
(71) 1 6 45 14 45 30 215T 133.4 108 88.8 10.7 34.9 89 85.7 
IEC FLANGE MOUNT MOTOR DIMENSIONS (mm) 48 762 54 349 87 12.7635 38.1 (160M)* 160 127 105 15 42 108 110 
Large Flange (B5) D-Flange Small Flange (B14) C-Face (80) 80 625 50 10 19 350 40 2541 158.8 127 104.8 13.5 41.3 108 101.6 
Frame HB LA M ON P _ § T HB LA M ON P §6§ T 56 «88.9 61.9 38.1 8.7 15.9 69.9 47.6 (160L)* 160 12/ 127 15 42 108 110 
Cn Gi TL ie i aay ae ee a ae (905) 90 70 90 10 24 56 90 2561 158.8 lee 127 13-5: 41.3 108 101-6 
63 C22 7 EOS Ae SS SS SSS 1431 66.9) 696 50.6 Gy 22.2 57-2 572 (160M) We isolzia Ib 46 121 110 
71 AMEE i rE He 0a Cas (90L) 90 /0 625 10 24 56 930 204 177.6 loo.8A20-2 13-5 47.6 1219175 
80 126 S125 bo 1305 200125 3.390 126 9 100 260 120) Mos 3 1451 68.9! 69.5 63.5 68.7 22.2572 57.2 (lel) 180 139o138o 1s 46 121 110 
CU cs ae sa ee a aa a a a a (100L)t 100 80 70 12 28 63 60 200. 176 laSedao.6 a0 47-0 12 tit) 
SOL 1392 16a8 SO 20012 so S99 io 95 NAO Nios 3 (25) 112 95 of 12.28, 70 60 (200M) el) 159) 133.0 19> 90 183. 110 
1OOE WOES 219- 180250 2 lo 4 4 SUE 110 160 Ms 30 1827 11473. 95:2 57.2 107 28 70 69:9" 3241 6203.3 15851334 16.7 54 133 1334 
12] 188 1221 180) 250 No 48a 4A 130 0 160) M8: 23:5 (TZN Tze oes Ue zs 26 S70 60) (200L)" 200 159 ToZo0 19" oo" 133 110 
Oe ha ee eA a re SE aE aa ae 0) OES 184T 11453: 95:2,568:2 10.7 28 70 69:90 3261 2038. 2158.61524 16.7 04 133 1334 
* M2AA63 can be supplied with shaft extension D=11, E=23, F=4, * Shaft dimensions of these motors may vary 


and GA=125mm, and DB=M4, if flange M=115mm. among manufacturers. tT No NEMA equal. 


Energy efficiency is becoming more important for electric motors used in industrial, commercial, and residential applications. The U.S. Department 

of Energy (DOE) has established new standards for certain types of small electric motors that will become effective on March 9th, 2015 (March 9th, ie 
2017 for motors that require listing or certification). The motors governed under the small motor ruling include NEMA General Purpose two digit LEGISLATION 
frames 42, 48, and 56, open construction, continuous duty, 1/4 horsepower up through 3 horsepower in 3-phase, capacitor start induction run and capacitor 
start capacitor run designs. The small motor rule also includes metric designs built in IEC frames 63, 71, or 80, and kilowatt ranges from .18 kW to 2.2 kW. See 


tables for standard efficiency levels. 


2015 Energy Conservation Standards For Small Electric Motors Ss 


Table |.1—Standard Levels for 3-Phase Small Electric Motors Table 1.2—Standard Levels for Capacitor-Start Induction-Run and Capacitor-Start Capacitor-Run Small Electric Motors 


HP/kW  6-Pole (1200 RPM) 4-Pole (1800 RPM) 2-Pole (3600 RPM) HP/kW 6-Pole (1200 RPM) 4-Pole (1800 RPM) 2-Pole (3600 RPM) 
0.25/0.18 67.5 69.5 65.6 0.25/0.18 62.2 68.5 66.6 
0.33/0.25 714 73.4 69.5 0.33/0.25 72.4 70.5 
0.5/0.37 75.3 78.2 73.4 0.5/0.37 76.2 76.2 724 
0.75/0.55 81.7 i 0.75/0.55 

110.75 82.5 110.75 





IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 5 
INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 





MOTORS 
NEMA Guidelines 


= Replaces Energy 
Independence and 
Security Act of 2007 

= Takes effect 
June 1, 2016 

= Almost all motors will 
be covered at Premium 
Efficiency levels NEMA 
MG1, Table 12-12 or 
Part 20, Table B (IE3) 

= EISA 2007 Subtype 1 
and Il, 1-200 HP must 
now meet Table 12-12- 
NEMA Premium Efficient 

= 56 Frame 3-phase 
Enclosed motors must 
now meet Table 12-12- 
NEMA Premium Efficient 

= Custom 3-Phase 
motors must now meet 


3-Phase Motor 2016 Final IHP (Integral HP) Rule 


3-PHASE MOTORS COVERED 

UNDER IHP FINAL RULE 

= Is a Single speed induction motor 

= Is rated for continuous duty (MG 1) 
Operation or for duty type $1 (IEC) 

= Contains a squirrel-cage (MG 
1) or cage (IEC) rotor 

= Operated on polyphase alternating 
current (AC) 60Hz sinusoidal line power 

= Has 2-, 4-, 6-, or 8-pole configuration 

= Is rated 600V or less 

= Have a 3 or 4 digit NEMA frame size 
(or IEC metric equivalent), including: 
designs between 2 consecutive 
NEMA frame sizes (or IEC metric 
equivalent), or enclosed 56 NEMA 
frame size (or IEC metric equivalent) 

= 2-digit frame size TENV and TEFC 
motors that are 1.0 HP and larger 
must also be in compliance. 


Scan. Order. Done. 
Details on page A1. 


NEMA Premium Nominal Full-Load 


Open Motors 
RP 


Efficiency 
Enclosed Motors 


Table 12-12-NEMA 
Premium Efficient 


= Between 1 and 500 HP (or 
kilowatt equivalent) 

= Meets all performance requirements 
of NEMA design A, B, or C or IEC 
design N or H electric motor 


Motor Compliance Certification (CC) Numbers 


The Department of Energy (DOE) has mandated energy efficiency levels for 
certain classes of 1- and 3-phase electric motors. For certain categories 
within these groups of energy efficient motors, a Compliance Certification 
(CC) number that is unique to a specific motor manufacturer, assigned by 
the DOE, must appear on the motor's nameplate. The CC number is listed 
in the Tech Spec section on Grainger.com® for affected motors. 


Motor Compliance Certification (CC) Numbers 
National Brand 
CC029A 


Dayton Brand 
CCO05A 
CC029A 
CC030A 
CCO60A 


CCOO1A 
CCO03A 
CCO04A 
CCOO5A 


Hazardous Location Motor Temperature Codes 


In addition to identifying the Class, Group, and Division of the TEMPERATURE IDENTIFICATION NUMBERS 
hazardous location motor, you must also obtain the temperature Max. Temp. eae 

code or maximum surface temperature for the motor. This code or Nancatate 
temperature indicates the maximum surface temperature for all : T3A 
conditions including burnout, overload, single phasing, and locked a ate Se 

rotor. The maximum surface temperature or T-Code must be identi- T2B 500°F 


fied on the nameplate. T2C 446°F 
T2D 419°F 
T3 392°F 


“T” Number 

(T-Code On 

Nameplate) 
11 


Max. Temp. 
(For All Conditions) 
450°C 842°F 


(For All Conditions) 
180°C SOO 


329°F 
320°F 
2TOLr 
248°F 
ANE 
15°F 


National Electrical Code Explosive Atmosphere Classifications 


Certain locations are hazardous because the atmosphere may CLASS | CLASS Il 

contain gas, vapor, or dust in explosive quantities. The National Group A: Acetylene Group E: Aluminum, magnesium, 
Electrical Code (NEC) divides these locations into Classes and Group B: Butadiene, ethylene oxide, and other metal dusts with similar 
Groups according to the type of explosive agent which may be hydrogen, propylene oxide, manufac- characteristics 


present. Listed are some of the agents in each classification. For tured gases containing more than 30% Group F: Carbon black, coke, or coal 
a complete list, see NFPA (National Fire Protection Association) hydrogen by volume dust 


SUNT aU Group CG: Acetaldehyde, cyclopropane, Group G: Flour, starch, or grain dust 

Underwriters Laboratories tests motors and other devices for safety diethyl ether, ethylene CLASS I 

in explosive atmospheres, and publishes a list of those products Group D: Acetone, acrylonitrile, See Cae ; 

that meet its standards for each Class and Group. ARinGnid: bercenes Butane: cihancl asily ignitable fibers, such as rayon, 
cotton, sisal, hemp, cocoa fiber, oakum, 


Use of UL Listed devices does not necessarily make an installa- ethylene dichloride. aasoline. hexane ; ee 
tion conform to the NEC or local codes. Consult Chapter 5 of the eae aeihiane pea gas), pore, ang ather materials of similar 
nature 


NEC, local building codes, OSHA requirements, and insurance methanol, naphtha, propane, propylene, 
inspectors for detailed data as to proper procedures. This catalog styrene, toluene, vinyl chloride, xylene 
does not contain any motors designed for Class |, Groups A or B 

atmospheres. 
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AC—Alternating Currents 


Amb. (Ambient)—The temp. of the space around 
the motor. 
Auto—Automatic 
Bearings—Basic types: 
= Sleeve—Preferred where low noise level is 
important, as on fan and blower motors. Unless 
otherwise stated, sleeve bearing motors listed 
herein can be mounted in any position, including 
shaft-up or shaft-down (all-position mounting). 
= Ball—Used where higher load capacity 
is required or periodic lubrication is 
impractical. The 2 methods used to 
keep out dirt are: shields and seals. 
CSA—Canadian Standards Association 
DG—Direct Current 
Enclosure—Ihe motor's housing. Types: 
= Open Dripproof (ODP)—Ventilation 
Openings in endshields and shell placed 
so drops of liquid falling within 15° from 
vertical will not affect performance. Usually 
used indoors, in fairly clean locations. 
= Open Air-Over (OPAO)—Motors intended for fan 
and blower service. Must be located in the driven 
fan blade's air stream to provide motor cooling. 
= Totally Enclosed Air-Over (TEAO)— 
Air flow from driven or external device 
provides cooling air flow over the motor, 
but not airtight or waterproof. 
= Totally Enclosed Fan-Cooled (TEFC)— 
Includes an external fan in a protective 
shroud, to blow cooling air over the 
motor, but not airtight or waterproof. 
= Totally Enclosed Nonventilated 
(TENV)—Not equipped with an external 
cooling fan, but not airtight or waterproof. 
Depends on convection air for cooling. 
Energy Efficient—Any motor that has improved 
efficiency performance above a standard design as 
determined by the manufacturer, i.e., Enact levels 
in compliance with NEMA Table 12-11, but does 
not qualify for a NEMA Premium designation and 
or a small motor energy legislation model because 
the motor cannot meet the Federal and/or NEMA 
nominal efficiency guidelines, will be categorized as 
“Energy Efficient." 
FLA (Full Load Amps)—Line current (amperage 
shown on motor nameplate) drawn by a motor when 
operating at rated HP and voltage. 
Hz (Hertz)—Frequency, in cycles per sec., of AC 
power; usually 60 Hz in USA, 50 Hz overseas. 
HP (Horsepower)—Ihe amount of work a motor 
can do. 1 HP equals 746 watts. 
Imp.—Impedance 
Ins. (Insulation)—In motors, usually classified 
by max. allowable operating temp.: Class A-105°C 
(221°F), Class B-130°C (266°F), Class F-155°C 
(311°F), Class H-180°C (356°F). 


Motor Terminology 


Man.—Manual 
Max.—Maximum 
MFD—WMicrofarad 
piF—WMicrofarad 
Min.—Minimum 
Mtg. (Mounting)—Basic types 
= Bolted—Frame is attached to 
motor with removable bolts. 
= C-Face or Flange—Shaft end has a 
flat mounting surface, machined to 
standard dimensions, with holes to 
allow easy, Secure mounting to driven 
equipment. Commonly used on jet 
pumps, oil burners, and gear reducers. 
= Cradle/Resilient—Motor shell is 
isolated from base by vibration-absorbing 
material, such as rubber rings on the 
endshields, to reduce transmission of 
vibration to the driven equipment. 
= Rigid—Motor solidly fastened to 
equipment through metal base that is 
welded to, or cast into, motor shell. 
» Stud—Motor has bolts extending 
from front or rear, by which it is 
mounted. Often used on small, 
direct drive fans and blowers. 
= Yoke—Tabs or ears are welded to 
motor shell to allow bolting of motor 
to a fan column/pedestal or bracket. 
Nameplate RPM—The nominal speed at 
which an induction motor operates under 
rated load (HP) conditions. 
NEMA—National Electrical Manufacturer’s 
Association 
NEMA Premium Efficient—Any 3-phase 
motor that meets NEMA MG1 Table 12-12 
Nominal Premium Efficiency Levels for a 
particular HP, rom, and enclosure type rating 
and is required to display a CC Number 
on the nameplate, as registered with the 
Department of Energy, or single-phase motor 
that meet EISA standards, i.e. small motor 
rule, that are not required to display a CC 
Number, but do have the NEMA logo on the 
nameplate will be categorized as "NEMA 
Premium Efficient”. 
Nom.—Nominal 
0C—On Center 
PE—Pump end 
Premium Efficient—For 2-digit open enclo- 
sure, single and 3-phase motors that meet 
EISA standards, i.e. small motor rule, that are 
not required to display a CC Number on the 
nameplate, will be categorized as "Premium 
Efficient”. 
Prot.—Protection 
PSC—Permanent Split Capacitor 
Resil.—Resilient 


MOTORS 


Motor Terminology 





Rev.—Reversible 
Rotation—Basic types: 
=» CCW—Counterclockwise 
=» CW—Clockwise 
= CW/CCW—Reversible 
=» CWSE—Clockwise Facing Shaft End 
=» CWLE—Clockwise Facing Lead End 
=» CCWSE—Counterclockwise Facing Shaft End 
=» CCWLE—Counterclockwise Facing Lead End 
RPM—Revolutions per Minute 
SF (Service Factor)—A measure of the reserve 
margin built into a motor. Motors rated over 1.0 SF 
have more than normal margin, and are used where 
unusual conditions such as occasional high or low 
voltage, momentary overloads, etc. are likely to occur. 
Severe Duty—A totally enclosed motor with extra 
protection (shaft slinger, gasketed terminal box) to 
resist entry of contaminants. Used in extra dirty, damp 
or other nonhazardous contaminated environments. 
Syn.—Synchronous 
Standard Efficient—Any motor not required to 
meet any specific called out nominal efficiency 
specifications including federal guidelines will be 
categorized as "Standard Efficient”. 
Temperature Rise—I[he amount by which a motor, 
operating under rated conditions, is hotter than its 
surroundings. 
Thermal Protection—A temp. sensing device built 
into the motor that shuts off the motor if the temp. 
becomes excessive due to failure-to-start or over- 
loading. Basic types: 
= Auto (Automatic-Reset)—After motor 
cools, thermal protector automatically 
connects motor to power. 
= WARNING: Should not be used where 
unexpected restarting would be hazardous. 
= Imp (Impedance Protected)—Motor is 
designed so that it will not burn out in less than 
15 days under locked rotor (stalled) conditions, 
in accordance with UL standard No. 519. 
= Man. (Manual-Reset)—An external button must 
be pushed to reconnect power to motor. Preferred 
where unexpected restarting would be hazardous, 
as On saws, conveyors, compressors, etc. 
= T-Stat (Thermostat)—A temperature-sensing 
device installed inside the motor with separate 
leads brought out for connection into motor 
starter coil (control) circuit. Under failure- 
to-start or overload conditions, thermostat 
contacts will open. Thermostat contacts will 
reclose automatically when motor cools. 
Torque—Twist, or turning ability, as applied to a 
shaft. Measured in foot-pounds (ft.-Ib.), inch-pounds 
(in.-lb.), ounce-feet (0z.-ft.) or ounce-inches (02.-in.). 
= Breakdown—The maximum torque a 
motor will produce while running, without 
an abrupt drop in speed and power. 
= Locked Rotor or Starting—The maximum 
torque produced at initial start. 


Insulation Classes and Temperature Rise 


Heat is a byproduct of the operation of a motor. A 


motor's internal operating temp. depends on its design. 


Insulation classes are designated to meet the require- 
ments of the motor design. The insulation class is 
determined by the ability of each insulation system to 
handle a specified amount of heat: 


Class A: 105°C (221°F) 
Class B: 130°C (266°F) 
Class F: 155°C (311°F) 
Class H: 180°C (356°F) 


A newer design of general purpose 3-phase motors has been 
introduced to promote longer service life. These motors feature a 
higher insulation class (primarily Class F) with a lower temp. rise 
(primarily Class B rise). This allows for about 25°C reserve thermal 
Capacity in the motor. The reserve thermal capacity is what helps 


maintain the integrity of the insulation and lengthen motor life. 





IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 
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Split-Phase Open Dripproof Motors 


= Rotation: CW/CCW 
= Bearings: ball 
= Max. ambient temp.: 40°C 


Open dripproof motors are for use in clean, dry, and nonhazardous applications including fans, blowers, pumps, 
printing equipment, and other business machines. NEMA 42 frame is supplied with a relay instead of a centrifugal 
switch; relay mounting clip is included. UL Recognized and CSA Certified. 


Nameplate Thermal Full Load Service Ins. Nom. Shaft Shaft Overall Item 
HP RPM Frame Protection Voltage Amps _ Factor Class Efficiency Mounting Dia. Length Length No. 
1 Speed 
Yo 1f20 42 None 115 ot 
1725 48Z None 115 42 
1140 48Z None 115 45 
1140 56Z None 115 4.5 
890 56 None 115 7.0 
1725/1425 482 Auto 110/220 4.2/2.1 
1725 48Z None 115 od 
1720 48Z None 115 53 
1725 48Z None 230 25 
1725 48Z Auto 115 ee 
1720 56Z None 115 og 
1f20 56Z None 115 5.9 
1140 56 None 115 a5 
1140 56 None 208-230 2.7-2.9 
850 56 None 115 6.9 
3450 48Z None 115 5.4 
1725 48Z None 115 7.0 
1725 48Z None 145 7.0 
1/29 48Z None 230 ce 
1725 48Z Auto 115 7.0 
if2Zo 48Z Auto 230 30 
1720 56Z None 115 7.0 
1725 56Z None 115 7.0 
1725 56Z Auto 115 7.0 
1140 56 None 115/230 6.7/3.4 
3450 48Z None 115 7.8 
1/25 48Z None 115 8.9 


32.8% Cradle Base 3% 1%" 6%'  6K402 
43.4% Cradle Base 1%" 1%" 9%6' 6XH64 # 
50.0% Cradle Base 1%" 1%" 10%c' 6XH78 t# 
50.0% Cradle Base 1%" 1%" 10%6° 5K559 tt 
40.3% Cradle Base %' 1%" 11'%6" 6XH80 ** 
59.5% Rigid Base =" 1%" 9%" 6XJ46 * 
52.0% Cradle Base =" 1%" 9'%6" 6XH65 t# 
52.0% Rigid Base =" 2Vs' 9%" «X35 
53.7% Cradle Base = %" 1%" 9'1%6" 6XH61 
52.0% Cradle Base 1%" 1%" 9'1%6" 6K718 + 
52.0% Cradle Base 3%" 1%" 9'%6" 5K280 #tt 
52.0% Rigid Base =" 1%" 9%" 5K279 
53.6% Cradle Base %' 1%" 10'%6 6XJ57 ** 
58.7% Cradle Base %' 1%" 10'%6' 240177 
52.0% Cradle Base %' 1%" = 111%6' 6XH73 ** 
53.3% Cradle Base 1%" 1%" 10%6' 5K586 + 
54.3% Cradle Base ¥%' 1%" 91%6" 5K917 
54.3% Rigid Base = %" 2Vs" = 9%" 6XH45 
54.9% Cradle Base =" 1%" 9'%6" 6XH71 + 
54.3% Cradle Base 3%" 1%" 91%6" 5K601 + 
54.9% CradleBase 1%" 1%"  9'%e" 5K602 + 
54.3% Cradle Base =" 1%" 9'%6" 5K534 tt 
54.3% Rigid Base = 1%" 1%" 9%" 5K281 Tt 
54.3% Rigid Base =" 1%" 9%" 5K412 
60.3% Cradle Base %' 1%" 10'%6' 6XH74 ** 
57.5% CradleBase 1%" 1%" 10%" 6K844 + 
54.5% Cradle Base =" 1%" 10%c' 6K764 + 


Y% 





Rigid-Base Mount Vy 
No. 5K279 


ee a a | | ss | a | es fs | | es | ss | ss | ss ss J ss | ss | ss ss |] ss ss | ss | Ss] 
DO) DOIDI/ DY) DS] PS DY) DY] PO] PDS] G9] GI) GO} G9} GO) GO} G9} GI) GI) GO] DO) G9) G9) GO} GO) G9) GO) G9] GO) GO] G9} GO) Go| Go] B 
O11, O1f OF) OF OF O71) OF) OF) OF OF O71) OF) O71) O71) © O71) OT) ©) OF) O71] OF), OT) O71) ©), O71) ©) ©) ©) O71 O11] O71) O11) OT), C1] C 
OO DT TM) TM) | TM TH) MH] BD] WO} OI) WO CO) DW) OO) WO} CO) OO) OO] OS) 0) 09) WF) FO | © WM © | Dy 





1725 48Z None 115 8.9 58.8% Rigid Base =" 1%" 9'%6" 5K984 
Ys 1725 06 None aks 8.9 08.8% Cradle Base  %' 1%" 10%c' 5K283 
1725 56 None 230 46 09.7% Cradle Base  %' 17%" = 10'%e" 5K288 
1720 56 Manual 115 8.9 98.8% Rigid Base =" 17%" —9'%e" 5K597 
1725 56Z None 115 8.9 54.5% Cradle Base = 2" 1%" 10%6' 4K913 
1725 56Z None 115 8.9 58.8% Rigid Base —_—%" 2¥s" 10%" 6XH82 
yy 1725 56 None 115 lg ) 63.6% Cradle Base %' 1%" 11%6' 6XJ13 
1729 56Z None 115 es! 63.6% Rigid Base = %' 24s" 1144" 6X24 
Cradle-Base Mount 2 Speed 
Y%, Ys 1725/1140 482 None 115 4.0/2.4 1. 46.8% Cradle Base 1%" 1%" 9'%e" _6XH57 t# 





No. 6XH57 1725/1140 482 None 115 4.6/4.3 


1725/1140 _56Z None 115 4.9/3.3 


1 92.0% Cradle Base =" 17%" 10%" 5K671 Tt 
1 
1725/1140 482 None 115 5.9/3.4 
1 
1 


53.0% Cradle Base =" 1%" 10%6' 5K574 
56.7% Cradle Base 1%" 1%" 10'%6' 6XH75 t+t+# 
59.0% Cradle Base  %' 1%" 10%. 6XH7/6 t** 
59.0% Cradle Base 1%" 1%"  10%6" 5K554 


Ya, Ve 





* 8479571140 56 None 115 —~6.1/3.5 
¥3, Ye 1725/1140 _56Z None 115 6.1/3.8 
Yo, % 1725/1140 56 None 115 7.5/4.9 1.25 63.9% CradleBase  %' 17%" 10'%6" 6XH67 +** 
ty V4 1725/1140 56 None 115 7.5/5.4 1.25 63.9% CradleBase %' 17%" 10'%6" 5K423 + 

>“ 1725/1140 56 None 230 3.8/2.8 1.25 B 63.7% Cradle Base  %' 17%"  10'%6" 5K556 
* 60/50 Hz. ¢ 2-speed 115V switch No. 1DGZ9 available, see page 2929. ¢ Cradle base is notched to fit 48 and 56 frame mount. 
# Cradle with studs in a 35%" square pattern. ** Cradle with studs in a 4%6" square pattern. tt Supplied with %"-dia. shaft bushing. 








B 
B 
B 
B 
B 
B 
B 
B 


e Scan the Item Number 
e See Your Price 


e Place Your Order. Done. Scan. Order. Done 
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Split-Phase Totally Enclosed 


Fan-Cooled Motors 


= Rotation: CW/CCW 

= Thermal protection: none 
= Service factor: 1.00 

= Bearings: ball 

= Max. ambient temp.: 40°C 


Totally enclosed motors are for use in dusty, dirty, nonhazardous applica- No. 6XJ01 









No. 6XJ06 
tions including fans, blowers, pumps, and other business machines. Feature 
large conduit box for easy wiring. UL Recognized and CSA Certified. 
Nameplate Full Load Ins. Nom. Shaft Shaft Overall Item 
HP RPM Frame Voltage Amps Class Efficiency Mounting Dia. Length Length No. 
1 Speed 
% 1140 48Z 115 gad B 50.0% Cradle Base Y;" 17" 11%6' 6XJ01 
1725 48Z 115 3.2 B 54.1% Cradle Base yp" 17" 11%e6' 6XJ03 
Ve 1/25 48Z 115 oe B 54.1% Rigid Base Y," 17 11" 6XJ06 
1140 48Z 115 44 B 50.8% Rigid Base ¥;" 17 11%6' 6XH99 
1140 48Z 115 4.4 B 50.8% Cradle Base ¥," 17" 11%6' 6XJ04 
1725 48Z 115 4.9 B 59.2% Cradle Base Y," 17" iil 6K517_—st 
2) 1725 482 115 4.9 B 59.2% Rigid Base Ve 1% 10%" 6XJ07 
1140 06 115/230 5.8/2.9 B 04.1% Cradle Base 9" 17" 12" 6XJ14 
1725 48Z 115 5.9 B 61.4% Cradle Base ¥;" 1 ile 6K572 
% 1725 56 115 5.9 B 63.9% Cradle Base ¥" 14 11" 6XJ10 + 
1140 06 115 6.4 B 59.1% Cradle Base ¥%" 17" 121%" 6XJ47 
1725 56 115 8.0 F 63.9% Rigid Base %e" 1 11%" 5K596 
% 1725 56 115 8.0 F 63.9% Cradle Base ¥" 17 11%" 6XJ11_ + 
1140 56 115 8.7 B 63.4% Cradle Base 9" 17 13%6' 6XJ56 + 
2 Speed 
¥%, Yo 1725/1140 06 115 5.9/3.0 B 62.5% Cradle Base ¥" 17" 12%6' 6XJ15_* 
Yo, Vj 1725/1140 56 115 7.2/5.0 B 64.0% Rigid Base %" 17 111%" 5K618 = * 
1725/1140 56 115 Le2.0 B 64.0% Cradle Base ¥e" 17," 121%" 6XJ58 = *t 


* 2-speed 115V switch No. 1DGZ9 available, see page 2929. {Cradle with studs in a 3%" square pattern. Cradle with studs in a 4146" square pattern. 


marathon 


Motors 


Capacitor-Start/Run Open 
Dripproof and Totally Enclosed 


Fan-Cooled Motors 


= Rotation: CW/CCW 
= Insulation: Class B 
= Max. ambient temp.: 40°C 


Open dripproof motors are for use in clean, dry, and nonhazardous 
applications including fan and blower applications. 


Totally enclosed motors are suitable for the above and also dusty, dirty, 





and nonhazardous environments. UL Recognized and CSA Certified. oe eetet eee 
Nameplate Thermal Full Load Service Nom. Overall Mfr. Item 
HP RPM Frame Protection Voltage Amps Factor Efficiency Mounting Length Stock No. No. 
Open Dripproof 
% f2o 96 Auto 120/240 4.0-3.8/2.0-1.9 1535 70.2% Cradle Base 1034" E254 1K101 * 
Yo 1725 56 Auto 120/240 5.8-5.6/2.9-2.8 1.25 74.0% Cradle Base 1034" E263 1K103_* 
V4 1/25 56 Auto 120/240 9.0-8.8/4.5-4.4 1.00 75.2% Cradle Base 113%" E272 1K105 * 
1 1725 56H Auto 120/240 11.8-11.4/5.9-5.7 115 77.4% Cradle Base 1216" E281 1K107  * 
Totally Enclosed Fan-Cooled 
2 1725 56 None 120/240 5.8-5.6/2.9-2.8 1,25 74.0% Rigid Base 1116 E267 1K109 * 
¥, 1¥25 56 None 120/240 9.0-8.8/4.5-4.4 1.25 75.2% Rigid Base 12/6" EG276 1K110 * 
1140 36 None 115/230 10.6/5.3 1.00 67.3% Rigid Base 1316" C271 2K599 
1 1725 56 None 120/240 11.8-11.4/5.9-5.7 15 77.4% Rigid Base 1216" E285 1K111—* 
* 60/50 Hz. 


Minimum Wire Sizes (AWG) for 1-Phase Motor Circuits 


To connect motor for proper voltage and rotation, refer to the connection diagram —_Note: NEC Article 310-5 states that 14 AWG is the minimum conductor size for general wiring 
on the nameplate or inside the terminal/conduit box. at 115 to 40VAC. 


Motor 25 ft. 50 ft. 100 ft. 150 ft. 200 ft. 

HP 115V 230V 115V 230V 115V 230V 115V 230V 115V 230V 
% 14 (18)* 14 (18)* 14 14 (18)* il2 14 (18)* 10 14 (16)* 8 14 
% 14 (16)* 2 14 (18)* 10 14 (16)* 14 6 12 
VA 14 10 ‘ 14 il2 10 
V3 14 10 14 12 10 
VY iliz ‘2 10 

V4 10 10 8 

1 10 10 8 
1% 8 6 

2 6 

3 6 4 

* Smaller gauge (in parentheses) meets electrical requirements. 
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Nameplate Thermal Full Load Service Ins. Nom. Shaft Shaft Overall Item 
RPM Frame Protection Voltage Amps _ Factor Class _ Efficiency Dia. Length Length No. 
Open Dripproof, 1-Speed 
3450 48Z Auto 115/230 = 2.7/1.3 1.35 6 66.6% VY)" 1%" 10%c6' 30PT45 
1729 48Z Auto 115/230 = 3.1/1.5 1:35: B 68.5% Y" 1%" 10%c' 30PT46 
1/25 48Z None 115/230: -3a5 130 -B 68.5% Yy" 1%" 10%c' 30PT49 
WA 125 56 Auto 115/230. “3.1715 1.35 6B 68.5% Ye" 1%" 10%c' 30PT47 
1725 56 None 116/230 3.Ay/1-5 1.35 —_B 68.5% Ye" 1%" 10%c' 30PT48 
1140 56 Auto 115/230 3.7/1.9 1.35 —=B 62.2% Ye" 1%" 10'%c6' 30PT50 
1140 56 None 115/230 3.7/1.9 1.35 B 62.2% 7" 1%"  10'%6'  30PT51 
3450 48Z Auto 115/230 3.7/1.8 Igoe —B 70.5% Yn" 1%" 10%c" 30PT52 
125 48Z Auto 115/230 3.8/1.9 135 = B 72.4% Vy" 1%" 10%c' 30PT55 
1725 48Z None 115/230 3.8/1.9 1.35. B 72.4% Y" 1%" 10%c' 30PT56 
Vs 120 56 None 115/230 3.8/1.9 1,35  B 72.4% Ye" 1%" 10%c' 30PT53 
If20 56 Auto 115/230 3.9/1.9 igo _B 72.4% Ye" 1%" 10%c6' 30PT54 
1725 56 Manual 115/230 3.9/1.9 1.35 6B 72.4% Ye" 1%" 10%c' 30PT57 
1140 56 None 115/230 4.4/2.3 1.35. —B 66.6% Ye" 1%" 11%" 30PT58 
1140 56 Auto 115/230 4.4/2.3 1.35 ~— B 66.6% 9s" 1%" =11%6'  30PT59 
3450 48Z None 115/230 5.0/2.5 1.25 B 72.4% Yn" 1%"  10%c" 30PT61 
3450 56 Auto 115/230 5.0/2.5 1.25 B 72.4% Ye" 1%" 10%c' 30PT60 
1725 48Z None 115/230 5.0/2.6 1.25 8B 76.2% Y" 1%" 10%c6' 30PT64 
1/45 48Z Auto 115/230 5.0/2.6 1.25. 8B 76.2% YQ" 1%" 10%c' 30PT65 
% 1/25 56 Auto 115/230 5.0/2.6 1.25. 8B 76.2% Ye" 1%" 10%c' 30PT62 
1725 56 None 115/230 5.0/2.6 1.25: - B 76.2% Ye" 1%" 10%c" 30PT63 
1729 56H Auto 115/230 5.0/2.6 1.25 B 76.2% Ye" 1%" 11%6' 30PT66 
1140 56 None 115/230 4.8/2.4 1.25 _-B 76.2% Ye" 1%" 12%6' 30PT67 
1140 56 Auto 115/230 4.8/2.4 25. - B 16.2% Ye" 1%" _12%c' _30PT68 
3450 56 Auto 115/230 7.0/3.6 125 - B 76.2% Ye" 1%" 11'%6' 30PT89 
3450 56 None 115/230 7.0/3.6 1.25: - B 76.2% Ye" 1%" 11'%e' 30PT90 
172) 56 Auto 115/230 7.0/3.5 1.25 B 81.8% Ye" 1%" 12%6' 30PT69 
V4 1i25 56 None 115/230 = 7.0/3.5 12>. £6 81.8% Ye" 1%" 12%6' 30PT/0 
1f20 56H Auto 115/230 7.0/3.5 1.25. .B 81.8% Ye" 1%" 12% 30PT71 
1140 56 None 115/230 7.4/3.7 1.15 = B 80.2% 7" 1%" 13'%6" 30PT72 
1140 56 Auto 115/230 6.6/3.4 1.15 B 80.2% Ye" 1%" 13'%6' 30PT73 
3450 56 Auto 115/230 9.3/4.3 1.25 8B 80.4% Ye" 1%"  13%6" 30PT74 
3450 56 None 115/230 9.3/4.3 1.25 B 80.4% Ye" 1%" 13'%6' 30PT75 
If2Z0 56 None 115/230 8.8/4.4 115 B 82.6% Ye" 1%" 12%6' 30PT/6 
1 1725 56 Auto 115/230 8.8/4.4 15 .B 82.6% ¥e" 1%" 12%6' 30PT77 
ees 56H Auto 115/230 8.8/4.4 1.15 B 82.6% Ye" 1%" 12%6' 30PT78 
1140 56 Auto 115/230 8.9/4.6 115. -B 81.1% Ye" 1%" 13%6' 30PT79 
1140 56 None 115/230 8.9/4.6 115° 6B 81.1% 9" 1%"  13%6'  30PT91 
3450 56 Auto 115/230 13.3/6.7 1.15 B 81.5% Ye" 1%" 12'%c6' 30PT80 
No. 5FTR9 1% 3450 56 None 115/230 13.38/67 1.15 8B 81.5% Ye" 1%"  12'%6' 30PT88 
1425 56 None 115/230 13.4/6.7 1.15 B 83.8% 7" 1%"  12'%6'  30PT81 
3450 56H Auto 115/230 17.3/8.7 1.15 B 82.9% Ye" 1%" 13'%6" 30PT84 
D 3450 56H None 115/230 17.3/8.7 1.15 B 82.9% Ye" 1%" 13'%6' 30PT85 
1f20 56H Auto 115/230 17.0/8.5 1.15 B 84.5% 9" 1%" 13%6' 30PT86 
1/25 56H None 115/230 17.0/8.5 1.15 B 84.5% ¥e" 1%" 13%6' 30PT87 
Open Dripproof, 2-Speed 
Ys V4 1725/1140 56 None 119 Ales 1.25 - B 63.6% 7" 1%" 11%" — 5SFTR9 
1725/1140 56 Auto 115 LAs 1.25: —B 63.7% Ye" 1%" 11%" _ 5FTT0 
¥4, V4 1725/1140 56 None 115 7.9/4.9 1.25  B {3-010 ¥e" 1%"  10'%6' 6XJ26 
¥4, V5 1725/1140 56 Auto 115 9.8/5.2 1.25 B 69.7% 7s" 17%" = 11'%6" — SFTT1 
1725/1140 56 None 115 117.1 115  B 74.4% Ye" 1%" 11'%6" 6XJ34 
1,% 1725/1140 56 None 208-230 5.2-5.0/3.5 1.15 8B 76.3% 7s" 1%" 11'%c" 6XJ36 
1725/1140 56 Auto 115 11.9/60 1.15 8B 69.1% 9" 1%" 11'%6" 5FTT2 
Totally Enclosed Fan-Cooled, 1-Speed 
3450 48Z Auto 115/230 5.2/2.6 1.00 B 47.1% VY," 17%" 12. 5PHAO 
7, 3450 56 Auto 115/230 5.2/2.6 1.00 B 47.1% Ye" 17%" 12" 5PHA1 
1/25 48Z None 115/230 5.3/2.7 1.00 8B 54.3% Y" 1%" 11%" ~ 6XJ08 
1725 56 Auto 115/Zo0 - 5.3/2.7 1.00 8B 54.3% Ye" 1%" 11%" — 5K410 
3450 56 Auto 115/230 5.7/2.9 1.00 B 52.3% ¥e" 17%" TZ 5PHA3 
% Iv2o 56 Auto 115/230 5.8/2.9 1.00 B 54.3% ¥e" 1%" 11%" = 5K411 
1140 56 Auto 115/230 6.3/3.2 1.00 8B 57.6% 9" 1%" _12%c' _ 5PHA4 
3450 56 Auto 115/230 8.7/4.4 1.00 B 59.3% Ye" 17%" 11'%6" 5PHA5 
% Wess 56 Auto 115/230 10.1/5.1 1.00 B 60.3% Ye" 1%" 12%6'  6K477 
No. 5K410 1140 56 Auto 115/230 8.5/4.2 1.00 8B 59.0% 7" 1%" _13%6' _ 5PHAG 
3450 56 Auto 115/230 10.1/5.1 1.00 &B 65.4% Ye" 1%" 12'%6"  5PHA7 
V4 1720 56 Auto 115/230 12.2/61 1.00 &B 66.8% Ye" 1%" 12%"  6K478 
1140 56H Auto 115/230 10.4/5.2 1.00 B 73.7% 9" 1%" 14%" — 5PHA8 
3450 56 Auto 115/230 145/7.3 1.00 B 72.0% x" 1%" 13%6"  5PHA9 
1 Ii2Zo 56 Auto 115/230 13.1/66 1.00 B 72.3% Ye" 1%"  12'%6" 6K810 
1140 56H Auto 115/230 12.1/6.1 1.00 B 75.7% Ye" 1%" 14%"  5PHCO 


2015 
SMALL MOTOR 
LEGISLATION 


“a 





Capacitor-Start/Run Open 
Dripproof and Totally 
Enclosed Fan-Cooled 


Cradle-Base Mount Motors 


= Rotation: CW/CCW 

= Frame material: steel 

= Bearings: ball 

= Max. ambient temp.: 40°C 


Open dripproof motors are for use in clean, dry, and 
nonhazardous applications including fans, blowers, 
pumps, printing equipment, and other business machines. 
Totally enclosed motors can be used where open drip- 
proof motors are used, and are also suitable for dusty, 
dirty, and nonhazardous environments. UL Recognized 
and CSA Certified. 
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Find even MORE on Grainger.com® 


KeepStock 


Inventory Management 


TAKE CONTROL OF YOUR STUFF 


What if there were an easier way to ensure you have 
the right parts in the right place at the right time? 


Put Grainger’s expertise to work for you. It’s almost 
like managing your inventory on autopilot. 


Inventory managed. Space organized. 
Time and money saved. 


> Learn more at grainger.com/keepstock 
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* Capacitor-start. ¢ Cradle with studs in a 4546" square pattern. Complies with 2015 efficiency legislation for small-frame motors; 
see page 5 for more information. 


GRAINGER CHOICE” MOTORS 








Find the yi. Find Solutions. Find Great Prices. General Purpose AC Motors 
Nameplate Thermal Full Load Service Ins. Nom. Overall Item 

RPM Frame Protection Voltage Amps Factor Class Efficiency Length No. 
1725 48 Auto 115/208-230 2.4/1.2-1.2 1.30 B 68.5% 10%"  20CL63 

Vs 1725 56 Auto 115/208-230 2.4/1.2-1.2 i.oo B 68.5% 10%"  20VD04 
1725 56 None 115/208-230 2.4/1.2-1.2 1.35 B 68.5% 10%" = 20VD11 
1140 06 None 115/208-230 2.4/1.2-1.2 1.35 B 62.2% 12" 20VD16 
3450 48 Auto 115/208-230 3.0/1.6-1.5 1.35 B 70.5% 10%" = 20CL57 
3450 48 None 115/208-230 3.0/1.6-1.5 1,39 B 70.5% 10%"  20CL58 
1725 48 None 115/208-230 3.8/1.9-1.9 1.30 B 72.4% 10%" 20CL61 

; 1725 48 Auto 115/208-230 3.8/1.9-1.9 Ta B 72.4% 10%" —- 20CL64 
1/25 56 None 115/208-230 3.8/1.9-1.9 1,39 B 72.4% 11" 20VD05 
1725 56 Auto 115/208-230 3.8/1.9-1.9 1,35 B 72.4% hla 20VD07 
1725 56 Manual _—_115/208-230 3.8/1.9-1.9 135 B 72.4% 11" 20VD09 
1140 06 None 115/208-230 3.4/1 .8-1.7 ia B 66.6% 12" 31TR95 
3450 48 Auto 115/208-230 4.4/2.4-2.2 125 B 72.4% 10%" —20CL53 
3450 48 None 115/208-230 4.4/2.4-2.2 1.25 B 72.4% 10%" 20CL54 
3450 48 Manual —_115/208-230 4.4/2.4-2.2 1:25 B 72.4% 10%" 20CL62 
3450 56 Auto 115/208-230 4.4/2.4-2.2 1.25 B 72.4% 1" 20VD17 
3450 56 Manual —_115/208-230 4.4/2.4-2.2 1.25 B 72.4% 11" 20VD18 
3450 06 None 115/208-230 4.4/2.4-2.2 1.25 B 12.4% 11" 20VD19 


2 F795 48 Auto _115/208-230 4.6/2.4-2.3. 1.25 


1725 48 None 115/208-230 4.6/2.4-2.3 1.25 
1725 56 None 115/208-230 4.6/2.4-2.3 1.25 
1725 56 Auto 115/208-230 4.6/2.4-2.3 1.20 
1725 56 Manual —_115/208-230 4.6/2.4-2.3 1.25 
1140 26 None 115/208-230 9.6/3.0-2.8 1.25 
3450 48 None 115/208-230 7.2/4.0-3.6 1.25 B 
3450 48 Auto 115/208-230 7.2/4.0-3.6 129 B 
3450 56 Auto 115/208-230 7.2/4.0-3.6 1.25 B 76.2% 11%" — 20VD15 
3450 56 None 115/208-230 7.2/4.0-3.6 1:25 B 76.2% 11%" —_ 20VD20 
1/25 56 None 115/208-230 6.6/3.5-3.3 1,29 B 81.8% 13%" —_ 31TR72 

B 

B 

B 


76.2% 11%" _ 20CL56 
76.2% 11%" 20CL60 
76.2% 11%" _ 20VD06 
76.2% 11%" —_ 20VD08 
76.2% 11%" — 20VD10 
76.2% 12%" _ 31 TR96 
76.2% 11%" —_ 20CL55 
76.2% 11%" 20CL59 





B 
B 
B 
B 
B 
B No. 20CL62 


% 


1/25 56 Auto 115/208-230 6.6/3.5-3.3 1.25 81.8% 13%" —_ 31TR73 
1725 56 Manual —_115/208-230 6.6/3.5-3.3 1.25 81.8% 13%" — 31TR74 
1140 96H None 115/208-230 _—6.7/8.7-3.35 1.15 80.2%  13'%e'  31TT06 
3450 56 Auto 115/208-230 8.8/4.9-4.4 1.25 
3450 56 None 115/208-230 8.8/4.9-4.4 1.25 
3450 56 Manual _115/208-230 8.8/4.9-4.4 1.20 
1750 182 None 115/230 14.4/7.2 1.25 73.0% 1254" 0K480 
1725 143T None 115/208-230 —-14.8/7.5-7.3 120 71.5% 1244" 6K825 


B 80.4% 12%" «3 1TR94 
B 
B 
F 
B 
1 1725 o6H None 115/208-230 8.4/4.6-4.2 1.15 B 82.6% 12% 31TR75 
B 
B 
B 
B 
B 


80.4% 12%": 31TT03 
80.4% 12%": 31TT04 


1/2) d6HZ Auto 115/208-230 8.4/4.6-4.2 115 82.6% 13" 31TR77 
1725 o6H Auto 115/208-230 8.4/4.6-4.2 1,19 82.6% 13%" _ 3 1TR80 
1725 d6HZ None 115/208-230 8.4/4.6-4.2 1.15 82.6% 13%" —_ 31TR81 
1725 d6HZ Manual —_115/208-230 8.4/4.6-4.2 1:15 82.6% 13" 31TR86 
172 o6H Manual _115/208-230 8.4/4.6-4.2 1.15 82.6% 12%" __ 31TR87 


ee] ee tH tH HH HHH HH HH HE HH HH HH HH 





3450. 1431. None  115/208-230 18.6/9.8-9.3 1.15 B 70.0% 12%; 6K630.* 
3450 56H Manual  115/208-230  13.6/7.0-6.8 1.15 B 81.5% 121%  31TROT ¢ 
3450 56H Auto _115/208-230  13.6/7.0-6.8 1.15 B 81.5% 121%  31TR9B + 
3450 56H None _115/208-230  13.6/7.0-6.8 1.15 B 81.5% 121%  31TR9O + 
1750 194 None 115/230 22.0/11.0 1.15 F 74.3% 13%" 5K481_* 
sy 1725 145T None 115/208-2380 _19.2/10.0-96 1.15 B 74.0% 13% 6K826_* 
1725 56H None 115/208-230  12.6/6.9-6.3 1.15 B 83.8%  13%°  31TR76 ¢ 
1725 56H Manual  115/208-230  12.6/6.9-6.3 1.15 B 83.8% 13%  31TR78 + No. 6K634 
1725. 56HZ Auto _115/208-230  12.6/6.9-6.3 1.15 B 83.8% 13%  31TR79 + 
1725. 56HZ None  115/208-230 12.6/6.9-6.3 1.15 B 83.8%  13%°  31TR82 + 
1725 56H Auto. __115/208-230  12.6/6.9-6.3 1.15 B 83.8% 13%"  31TR83 + 
1725. 56HZ Manual _115/208-230 12.6/6.9-6.3 1.15 B 83.8% 1374" 31TR85 
3450. 1451 None 115/208-230  17.5/9.3-8.6 1.15 B 80.0% 13%  6KG631 
3450 56H Auto. _115/208-230 _17.8/9.2-8.9 1.15 B 82.9% 1116 311101 ¢ whe 7 
3450 56H None 115/208-230 _17.8/9.2-8.9 1.15 B 82.9% 121%  31TT02 + Dayton ae 
3450 56H Manual 115/208-230 _17.8/9.2-8.9 1.15 B 82.9% 1116’ 311 T05 SMALL MOTOR 
> __1740 213 None 115/230 24.6/12.3 1.15 F 76.1% 15° 5KA82 * LEGISLATION 
1730. 182T None 115/230 93.2/11.6 115 F 75.1%  14%°  5K953. * E 
725 56H None 115/208-23017.6/95:88 118 Be45% 13%" a1ta70 + +©Gapacitor-Start/Run 
1725 56H Auto. _115/208-230  17.6/9.5-8.8 1.15 B 84.8%  14%6  31TR71 + is a a 
1725. 56HZ None  115/208-230 17.6/9.5-8.8 1.15 B 84.5% 14%°  31TR84 + Open Dripproof Rigid 
1725. 56HZ Auto. _—‘115/208-230 17.6/9.5-8.8 1.15 B 84.5%  14%° _ 31TR88 
3540 182T None 115/230 32.0/16.0 1.15 F 84.9% 17"  6K632 * Base-Mount Motors 
3 3450 145T None 115/230 25.0125 145 B 84.1% 13% 5JE13 
1745 215 None 115/230 35.6/17.8 1.15 F 80.4% 16%" 5K483 = Rotation: CW/CCW 
17351847 None 115/230 32.0/16.0 1.15 78.1% 15% SKG7S ; = Bearings: ball 
3530. 1841 None 230 19.6 1.15 1% ; ae 
5 1745. 2131 None 230 29 1.15 F 85.0% 17% 5K676 =» Max. ambient temp.: 40°C 
— —— rene —- —. — : + — -— For use in clean, dry, and nonhazardous environ- 
one 3% 6" 1 Ba 
(2 1749 915T None 930 35.5 115 F 854% 197%" 5K677 ments. 1/2 HP and above feature side-mounted 
10 —~*1740 2151 None 230 42.2 1.15 F 88.2% 19% 6K100 ~~ Conduit box. UL Recognized and CSA Certified or 
* Capacitor-start. t Complies with 2015 efficiency legislation for small-frame motors; see page 5 for more information. UL Recognized for US and Canada. 
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Capacitor-Start Totally ; 
Enclosed Fan-Cooled 
Rigid Base-Mount Motors 


= Rotation: CW/CCW 
= Bearings: ball 


= Max. ambient temp.: 40°C ? 
For use in dirty, dusty, and nonhazardous 7H 
environments. Can be used in place of open 

dripproof motors. UL Recognized and CSA 10 


Certified or UL Recognized for US and Canada. 


DOWNLOAD 
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Nameplate 
RPM 
1725 
1725 
1725 
1140 
3450 
3450 
1725 
1725 
1725 
1725 
1140 
3450 
3450 
3450 
3450 
3450 
1725 
1725 
1725 
1725 
1725 
1140 
3450 
3450 
3450 
1725 
1725 
1725 
1140 
3450 
3450 
3450 
1740 
1725 
1725 
1725 
1725 
1725 
1/25 
1725 
3450 
3450 _ 
3450 
1750 
1725 
1725 
1725 
1725 
1725 
1725 
1725 
3450 
3450 
3450 
3450 
1740 
1725 
1725 
1725 
1725 
3540 
3450 
1740 
3540 
1745 
1740 
3530 
1745 
3535 
1730 


Frame 
48 
56 
56 
56 
48 
48 
48 
56 
56 
56 
56 
48 
48 
48 
56 
56 
48 


d6HZ 
S6HZ 
S6HZ 
143T 
56H 
56H 
143T 
184 
56H 
56H 
56H 
S6HZ 
d6HZ 
d6HZ 
145T 
56H 
56H 
56H 
145T 
182T 
56H 
56H 
S6HZ 
d6HZ 
182T 
145T 
184T 
184T 
213T 
184T 
2137 
2157 
215T 
215T 
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Thermal 

Protection Voltage 
Auto 115/208-230 
None 115/208-230 
Auto 115/208-230 
None 115/208-230 
Auto 115/208-230 
None 115/208-230 
Auto 115/208-230 
None 115/208-230 
Auto 115/208-230 
Manual 115/208-230 
None 115/208-230 
Auto 115/208-230 
Manual 115/208-230 
None 115/208-230 
Manual 115/208-230 
None 115/208-230 
Auto 115/208-230 
None 115/208-230 
Auto 115/208-230 
Manual 115/208-230 
None 115/208-230 
None 115/208-230 
None 115/208-230 
Manual 115/208-230 
Auto 115/208-230 
Auto 115/208-230 
Manual 115/208-230 
None 115/208-230 
None 115/208-230 
Manual 115/208-230 
Auto 115/208-230 
None 115/208-230 
None 115/230 
None 115/208-230 
Auto 115/208-230 
Manual 115/208-230 
None 115/208-230 
Manual 115/208-230 
Auto 115/208-230 
None 115/208-230 
Manual 115/208-230 
_Auto 115/208-230_ 
None 115/208-230 
None 115/230 
None 115/208-230 
Auto 115/208-230 
Manual 115/208-230 
None 115/208-230 
Manual 115/208-230 
Auto 115/208-230 
None 115/208-230 
Manual 115/208-230 
Auto 115/208-230 
None 115/208-230 
None 115/208-230 
None 115/230 
None 115/208-230 
Auto 115/208-230 
Auto 115/230 
None 115/208-230 
None 115/230 
None 230 
None 115/230 
None 230 
None 230 
None 230 
None 230 
None 230 
None 230 
None 230 


* Capacitor-start, capacitor-run. f Totally enclosed nonventilated. 


4 Download on the 
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Scan. Order. Done. 


Details on page A1. 


Full Load 
Amps 
5.6/2.7-2.8 
5.6/2.7-2.8 
5.6/2.7-2.8 
6.9/3.0-3.4 
4.7/2.4-2.3 
4.7/2.4-2.3 
6.6/3.0-3.3 
6.0/3.0-3.0 
7.0/3.3-3.5 
6.6/3.0-3.3 
6.8/3.4-3.4 
6.3/3.4-3.3 
6.5/3.5-3.4 
6.5/3.5-3.4 
8.0/3.8-4.0 
8.6/4.1-4.4 
8.5/4.2-4.3 
8.2/4.1-4.1 
9.0/4.3-4.5 
9.0/4.3-4.5 
9.0/4.3-4.5 
10.6/5.4-5.3 
11.1/5.4-5.6 
10.4/5.3-5.2 
10.4/5.3-5.2 
11.4/5.7-5.7 
11.4/5.7-5.7 
11.4/5.7-5.7 
10.6/5.4-5.3 
13.6/6.9-6.8 
13.6/6.9-6.8 
13.6/6.9-6.8 
13.8/6.9 
14.0/6.9-7.0 
9.9/5.2-5.0 
14.0/6.9-7.0 
14.0/6.9-7.0 
14.0/6.9-7.0 
14.0/6.9-7.0 
14.0/6.9-7.0 
14.6/8.1-7.4 
14.6/8.1-7.4 
14.6/8.1-7.4 
18.4/9.2 
14.4/8.0-7.2 
14.4/8.0-7.2 
14.4/8.0-7.2 
14.4/8.0-7.2 
14.4/8.0-7.2 
14.4/8.0-7.2 
14.4/8.0-7.2 
19.5/10.8-9.7 
19.5/10.8-9.7 
19.5/10.8-9.7 
19.5/10.8-9.7 
23.6/11.8 
18.9/10.3-9.4 
18.9/10.3-9.4 
18.9/9.4 
18.8/10.2-9.4 
32.0/16.0 
15.4 
30.0/15.0 
19.6 
23.0 
22.0 
30.3 
30 
40 
38.0 
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Service 
Factor 
1.00 
115 
1:15 
1.15 
1.00 
1.00 
115 
1:15 
1.15 
115 
1.00 
1.00 
1.00 
1.00 
1.00 
1.00 
1.00 
1.00 
1.15 
1.15 
115 
1.00 
1.00 
1.00 
1.15 
1.15 
1.15 
1215 
1:15 
1.00 
1.00 
1.00 
1.00 
115 
1.15 
1.15 
1.15 
1215 
1.15 
1.15 
1.00 
1.00 
1.00 
1.00 
1.15 
1:15 
LAS 
1.15 
1.15 
1.15 
1.15 
1.00 
1.15 
1.00 
1.00 
1.00 
1.00 
1.00 
1.00 
1.00 
1.00 
1.00 
1.00 
1215 
1.00 
1.00 
1.00 
1.00 
1.00 
1.00 


Ins. 
Class 


TTT) YT oT) TY TM TH THY BO) MT) TT) TM) GO| WO} DI) WO] OY) OB) OO) OO} WO} DO) OI) TM) OO) OY) OO} GO| OO} OO} WO) OO) OB) OS) TM OO} OD} WO] BI) TM) GI) TM, OW | TM] WO} WO) OY) ©) OI) TM) GO| | OD} WO) OS] OI) OS) OW OO} FO} TM Da] Go| Ga) Ga 
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127" 
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137%" 
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Item 
No. 
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5K485 
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6K562 
6K640 
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6K418 
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5K486 
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5UKGO 
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6K145 
5UKG8 
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6K146 
5K968 
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6K179 
6K176 
5UKHO 
5UKH1 
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GRAINGER CHOICE” MOTORS 


























Find the yi. Find Solutions. Find Great Prices. General Purpose AC Motors 
Capacitor-Start Open Dripproof and trees 
y' marathon: 
Totally Enclosed Face-Mount Motors Motors, 
. . P . i . Z SMALL MOTOR 
= Rotation: CW/CCW Open dripproof motors are for use in clean, dry, and nonhazardous applications including speed reducers, pumps, _esistarion 
= Bearings: ball blowers, conveyors, and other equipment that mounts directly to a NEMA C-face motor. Totally enclosed motors are also suit- 
= Max. ambient temp.: 40°C able for dusty, dirty, and nonhazardous environments. UL Recognized and CSA Certified or UL Recognized for US and Canada. 
Motor Motor 
Nameplate Thermal Full Load Service Ins. Nom. Item 
RPM Frame Protection Voltage Amps Factor Class _ Efficiency Brand No. 
Open Dripproof, Face-Mount 
Vs 56C None 115/230 3.1/1.5 1.35 B 68.5% Dayton  30PT38 “+ 
1725 56C Auto 115/208-230 2.4/1.2-1.2 1.35 B 68.5% Dayton _20VD14_ * 
7 1725 56C None 115/230 3.8/1.9 1.35 B 72.4% Dayton 30PT39 *t 
1725 56C Auto 115/208-230 3.8/1.9-1.9 1.35 B 72.4% Dayton _20VD12 * 
vs 1725 56C None 115/230 5.0/2.6 1.25 B 76.2% Dayton 30PT40 “ft 
1725 56C Auto 115/208-230 4.6/2.4-2.3 1.25 B 76.2% Dayton _20VD13 * 
5) 1725 56C None 115/230 7.0/3.5 1.25 B 81.8% Dayton 30PT41 “+ 
1725 56C Auto 115/208-230 6.6/3.5-3.3 1.25 B 81.8% Dayton _31TR92_ * 
; 1725 56C None 115/208-230 8.4/4.6-4.2 1.15 B 82.6% Dayton 31TR91 “+t 
1725 56C Auto 115/208-230 8.4/4.6-4.2 1.15 B 82.6% Dayton _31TR93_ * 
1 1725 56C None 115/230 13.4/6.7 1.15 B 83.8% Dayton _ 30PT42_—*t# No. 30PT38 
2 1725 56C None 115/208-230 17.6/9.5-8.8 1.15 B 84.5% Dayton  31TR89 “t# 
Open Dripproof, Face/Base-Mount 
% 1725 56C None 115/230 3.8/1.9 1.35 B 72.4% Dayton _30PT43_ * 
% 1725 56C None 115/230 5.0/2.6 1.25 B 76.2% Dayton 30PT44 * 
Zz 1725 560 None 115/208-230 6.6/3.5-3.3 1.25 B 81.8% Dayton _31TR90 * 
1 1725 145TC None 115/208-230 14.8/7.5-7.3 1.15 B 70.0% Dayton 4K811_ # 
Th 1725 T457C None 115/208-230 _19.2/10.0-9.6 1.15 B 74.0% Dayton 4K812_ # 
3 1750 184TC None 115/230 33.0/16.5 1.15 F 82.7% Dayton 4K815  *# 
Totally Enclosed Fan-Cooled, Face-Mount 
1725 4202 None 115/230 3.8/1.9 1.15 B 49.1% Dayton 1K057  # 
% 1725 56C None 115/208-230 4.3/1.9-2.1 1.15 F 52.9% Dayton 5GD53_—t# 
1140 56C None 115/208-230 3.8/1.8-1.9 1.15 B 54.1% Dayton 5GD54_ # 
1725 42CZ None 115/230 4.5/2.3 1.15 B 60.3% Dayton 1K058 # 
VA 1725 56C None 120/208-240 5.6/2.7-2.8 1.35 F 56.2% Dayton 6K975  # 
1140 56C None 115/208-230 5.6/2.7-2.8 1.00 B 58.5% Dayton 6XJ44_# 
3450 56C Auto 115/208-230 4.7/2.4-2.3 7.00 B 60.0% Dayton 6K181_ t# 
Ys 1725 4202 None 115/230 6.2/3.1 1.00 F 61.2% Dayton 1K059  # 
1725 56C None 115/208-230 7.7/3.9-3.9 1.15 B 52.7% Dayton 5K341_# 
3450 56C Auto 115/208-230 7.8/4.1-3.9 7.00 B 57.8% Dayton 6K182 # 
3450 56C Auto 115/230 7.4/3.7 1.15 B 64.0% | Marathon _2K376 
vs 1725 56C None 115/208-230 7.7/3.9-3.9 1.15 B 60.8% Dayton 6K342_ # 
1725 56C Auto 115/208-230 9.0/4.3-4.5 1.15 B 60.7% Dayton 5GD57_ # sia. AKOET 
1725 56C Auto 115/230 8.6/4.3 1.15 B 64.0% Marathon 21YZ93 ae 
1140 56C None 115/208-230 10.4/5.1-5.2 1.15 B 62.2% Dayton 5GD58_ # 
3450 56C Auto 115/208-230 10.4/5.3-5.2 1.15 B 67.8% Dayton 6K831_ # 
¥/ 3450 56C Auto 115/230 9.8/4.9 1.00 B 70.0% Marathon —2K388 
1725 56C None 115/208-230 11.0/5.4-5.5 1.15 B 70.2% Dayton 6K436 # 
1725 56C Auto 115/208-230 11.4/5.7-5.7 1.15 B 69.0% Dayton 5GD60 # 
; 3450 56C Auto 115/208-230 13.6/6.9-6.8 1.00 B 66.7% Dayton 6K197_ # 
1725 56C None 115/208-230 9.9/5.2-5.0 1.15 B 79.3% Dayton 6K674_*# 
3450 56C Auto 115/208-230 14.6/8.1-7.4 7.00 B 78.5% Dayton 6K832. *# 
1% 3450 56C Auto 115/230 16.4/8.2 1.00 B 75.5% Marathon _2K389 
1725 56C None 115/208-230 14.4/8.0-7.2 1.15 B 80.0% Dayton 6K702_ _*# 
3450 56C None 115/208-230 _‘19.5/10.8-9.7 1.15 B 80.0% Dayton 5GD67 *# 
5 3450 56C Auto 115/230 17.8/8.9 1.00 B 78.5% Marathon  —2K383 
3450 143TC None 115/208-230 ——-19.5/10.8-9.7 1.00 B 80.0% Dayton 5GD68 *# 
1725 56C None 115/208-230 ——-18.9/10.3-9.4 1.00 F 81.5% Dayton 1K075 *# 
Totally Enclosed Fan-Cooled, Face/Base-Mount 
/ 3450 56C Auto 115/208-230 6.6/3.2-3.3 1.15 B 51.6% Dayton 1K076 # 
1725 56C None 115/208-230 6.6/3.0-3.3 1.00 B 71.6% Dayton 1K077_# 
vs 3450 56C Auto 115/208-230 7.8/4.1-3.9 7.00 B 56.1% Dayton 1K078_ # 
1725 56C None 115/208-230 7.7/3.9-3.9 1.15 B 69.4% Dayton 1K079__# 
5) 3450 56C Auto 115/208-230 10.4/5.3-5.2 1.15 B 74.7% Dayton 1K080 # 
1725 56C None 115/208-230 11.0/5.4-5.5 1.15 B 71.3% Dayton 1K081_ # 
3450 56C None 115/208-230 13.9/6.9-7 1.00 B 75.1% Dayton 3K348_ # 
1 3450 56C Auto 115/230 13.0/6.5 1.00 B 70.0% Marathon —_2K380 
1725 56HC None 115/208-230 9.9/5.2-5.0 1.15 B 67.8% Dayton 6K045 *# 
Te 1725 56HC None __115/208-230 _14.4/8.0-7.2 1.15 B 80.0% Dayton 1K082  *# No. 1K081 


* Capacitor-start/run. ¢ Totally enclosed nonventilated. Complies with 2015 efficiency legislation for small-frame motors; see page 5 for more 
information. # Supplied with conduit box. 


Capacitor-Start/Run Totally Enclosed 





F M t Mot marathon” 
acGe- oun 0 ors Motors 
= Rotation: CW/CCW = Max. ambient Use in applications including speed reducers, pumps, blowers, convey- 
= 60/50 Hz temp.: 40°C ors, and other equipment that mounts directly to a NEMA C-face motor. 
= Insulation: Class B_ = Include side-mount Motors are suitable for dusty, dirty, and nonhazardous environments. UL 
= Bearings: ball conduit box Recognized and CSA Certified. 
Motor Motor 
Nameplate Thermal Full Load Service Nom. Mfr. Item 
HP RPM Frame Protection Voltage Amps Factor Efficiency Stock No. No. 
Face-Mount 
% 1725/1425 56C None 120/240 4.0-3.8/2.0-1.9 1.35 70.2% E256 1K125 
% 1725/1425 56C None 120/240 5.8-5.6/2.9-2.8 1.25 74.0% E265 1K128 
1 1725/1425 56C None 120/240. —-11.8-11.4/15.9-5.7 1.15 77.4% E283 1K134 
Face/Base-Mount 
, 1725/1425 56C Manual 120/240 4.0-3.8/2.0-1.9 1.35 70.2% E255 1K124 
1725/1425 56C Auto 120/240 4.0-3.8/2.0-1.9 1.35 70.2% E257 1K126 No. 1K132 
% 1725/1425 56C Auto 120/240 5.8-5.6/2.9-2.8 1.25 74.0% E266 1K129 
Ys 1725/1425 56C Auto 120/240 9.0-8.8/4.5-4.4 1.25 75.2% E275 1K132 
, 1725/1425 56C Manual 120/240. -11.8-11.4/15.9-5.7 1.15 77.4% EG282 1K133 
1725/1425 56C Auto 120/240 -11.8-11.4/15.9-5.7 1.15 77.4% EG284 1K135 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 13 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 








MOTORS 
General Purpose AC Motors 


Scan. Order. Done. 


Details on page A1. 





For assistance with motor selection, see pages 3 to 7. 



































Nameplate Full Load Service Ins. Nom. Overall Item 
HP RPM Frame Amps Factor Class Efficiency Length No. 
NEMA Premium Efficient 
1760  —-143-5T/S6HZ__3.2-3.1/1.6 1.15 F 85.5% 12156" 2NKX3 * 
, 1770 182/4 2.7/1.3 1.15 F 85.5% 14%" 36VE91 *t 
1165  —-143-5T/S6HZ_ —4.0/2.0 1.15 F 82.5% 14%6" 2NKX5 * 
1170 182/4 2.5/1.2 1.15 F 82.5% 13%" 36VE93 _ * 
3525. -143-51/56HZ —32.8/1.9 1.15 F 84.0% 12™e' 2NKY4 * 
3530 182/4 4.1/2.0 1.15 F 84.0% 13%" 36VE97  *t 
1760 56H 4.2/2.1 1.15 F 86.5% 13%6" 31LH33_ + 
1% 1750 ——-143-5T/S6HZ 4.5-4.3/2.1 1.15 F 86.5% 12-5/6" 2NKX7 * 
1770 182/4 4.1/2.0 1.15 F 86.5% 13%" 36VE92 *t 
1170 182/4 4.6/2.3 1.15 F 86.5% 14%" 36VE94 *t 
1165 182/4T 4.5/2.2 1.15 F 86.5% 13%" 36VF34_ *t 
3510 56H 5.3/2.1 1.15 F 85.5% 1216" 31LH34_ + 
3515: 143-5T/56HZ —5.0/2.5 1.15 F 85.5% 1216 2NKX9 * 
3520 182/4 5.1/2.2 1.15 F 85.5% 13%" 36VE98 *t 
2 1745. ——-143-5T/S6HZ_ —5.6/2.8 1.15 F 86.5% 12-5/6" 2NKY2 * 
No. 2NKY8 1750 182/4 6.2/3.1 1.15 F 86.5% 13%" 2N982 *t 
1165 182/4T 5.9/2.9 1.15 F 87.5% 1454" 36VF35 *t 
1170 213/5 6.2/3.1 1.15 F 88.5% 1616 2N990_ “t+ 
3490 -143-51/56HZ 7.4/3.7 1.15 F 85.5% 12™%e' ‘2NKY6 * 
3445 182/4 7.8/3.9 1.15 F 85.5% 13%" 36VE99 *t 
1760 —-143-5T/S6HZ _—8..1/4.0 1.15 F 90.2% 16%" 410773 *t 
3 1770 182/4T —_—‘8.3-7.8/3.9 1.15 F 89.5% 13-9/13"  2NKY8 * 
1740 213/5 7.9/3.9 1.15 F 89.5% 1616 2N983_*t 
1180 213/5° 8.6/4.4 1.15 F 88.5% 1656" 36VE95 *t 
1175 213/57 8.3/4.1 1.15 F 88.5% 165," 36VF36_ *t 
3520 182/41 12.2/6.1 1.15 F 86.5% 1494" 36VF37_ *t 
3550 213/5 12.0/6.0 1.15 F 86.5% 16%6" 36VF01 *t 
5 1760 182/4T 12.7/6.3 1.15 F 89.5% 1636" 36VF38 *t 
1740 213/5 12.7/6.4 1.15 F 89.5% 1616 2N984 *t 
1175 213/57 13.4/6.7 1.15 F 89.5% 16" 36VF39 *t_ 
1180 254/6U 14.6/7.3 1.15 F 89.5% 20" 36VE96 * 
3500 182/4T 17.3/8.6 1.15 F 88.5% 15%" 36VF40 *t 
3540 213/5 17.8/8.9 1.15 F 88.5% 16%6" 36VF02 *t 
7% 1770 213/57 18.5/9.2 1.15 F 91.0% 165" 36VF41 “t+ 
1770 254/6U 18.8/9.4 1.15 F 91.0% 21136" 2N985 *t 
1175 254/61 20.4/10.2 1.15 F 90.2% 20%" 36VF06 *t 
3535 213/51 23.3/11.6 1.15 F 89.5% 16" 36VF42 *t 
3540 254/6U 23.4/11.7 1.15 F 89.5% 204" 36VF03 *t 
10 1770 213/57 24.8/12.4 1.15 F 91.7% 1794" 36VF43 *t 
1770 254/6U 25.7/12.9 1.15 F 91.7% 21136" 2N986_ *t 
1180 254/61 27.8/13.9 1.15 F 91.7% 20%" 36VFO7 * 
: 15 3530 213/51 34.0/17.0 1.15 F 90.2% 18™e' 36VF44_ “t+ 
No. 20CL65 1770 254/61 36.4/18.2 1.15 F 93.0% 2215' 4GZC4_* 
00 3530 254/61 44.7/22.3 1.15 F 91.0% 207%" 36VF08 *t 
1770 254/61 48.5/24.3 1.15 F 93.0% 22V2" 4GZC7__* 
96 3530 254/61 58.2/29.1 1.15 F 91.7% 207%" 36VF09 *t 
‘de 1765 284/61 58.8/29.4 1.15 F 93.6% 2596) 4GZD1_ * 
8 30 1770 284/61 69.4/34.7 1.15 F 94.1% 2598" 4GZD4__* 
PF \¢eys] NEMA 40 3535 284/618 __ 89.6/44.8 1.15 F 92.4% 24" 4GZD6_* 
Premium} 50 3560 3241S 113/56.5 1.15 F 93.0% 27/6" 4GZD9 
: — «17880 326T 118.0/59 1.15 F 94.5% 2876 4GZE1 
= Premium Efficient 
3 Phase Open Dripproof 1725 48 1.0/0.50 1.35 B 69.5% 1056" 20CL67 *+ 
eT 7 1725 56 1.0/0.55 1.35 B 69.5% 1054" 20VD21 *+ 
Rigid Base Motors 1140 56 1.2/0.60 1.35 B 67.5% 11%6" 31TT09 *t 
sa 3450 48 1.4/0.70 1.35 B 69.5% 9%6 20CL65 “t+ 
= Rotation: CW/CCW r 1725 48 1.2/0.60 1.35 B 73.4% 10%  20CL68 “t+ 
= Thermal protection: none : 1725 56 1.2/0.60 1.35 B 73.4% 11%! 20VD22 *t 
Bel heey a 50 8 958080 28 re 
= Insulation: Class F motors have Class _ : We 7 593° 
Bt A afer if Vp 3450 56 1.8/0.90 1.25 B 73.4% 10 20VD23_ “+ 
emperature rise for longer life 1725 56 1.7/0.85 1.25 B 78.2% 11% 31TT08 | *t 
= St 
. 7 : : : . | /o 16 
= Bearings: ball és 1140 56H 3.5/1.8 1,25 B 81.7% 14° 31TT16 “+ 
= Max. ambient temp.: 40°C 3450 56 3.0/1.5 1.15 B 77.0% 10%e" 30PT92 *+ 
epee i760S6H 3.14.87 188 SL 
; ‘ : .0 /0 2 
143-5T/56HZ frames have 7" x 2%" shaft and base 1725 56H 3.0/1.5 1.15 B 83.5% 1116" 311715 *¢ 
bolt-hole configuration to match 56, 56H, 143T, and see ser oe. aie ‘ie : oer see aM ioe Hf 
: b A/1. ; 0% 8" 
145T. Steel frame. All models are suitable for clean, 1795 56H 17D A 115 B 86 59% 13 7/0 311113 
dry, nonhazardous applications with pumps, ventila- 5 3450 56H 5.4/2.7 1.15 B 85.5% 1216" 311107 *t 
tion equipment, machine tools, and other industrial 1725 GH OOS BAe’ SNTT22 “FE 
3 1735 56H 8.1/4.0 1.15 F 86.9% 13%6 31LH35 {t+ 


equipment. UL Recognized and CSA Certified or UL 
Recognized for US and Canada. 


No. : No. 
14RO028 
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Find even MORE on Grainger.com® 


* 60/50 Hz. t Usable at 200V at 1.0 SF. t Complies with 2015 efficiency legislation for small-frame motors; 
see page 5 for more information. 


JEGIC 


yA oa 
BEARING PROTECTION RING 


Looking for Shaft Grounding Rings? 


Help extend motor life by safely diverting harmful VFD-induced 
shaft voltages away from motor’s bearings to ground. Protect both to Grainger.com® 
motor bearings and the bearings in attached equipment. 


See page 17 or go 
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GRAINGER CHOICE” MOTORS 
Find the ww. Find Solutions. Find Great Prices. General Purpose AC Motors 


* 








Pye) NEMA 
Premium} 


3-Phase Totally Enclosed Nonventilated and 
Totally Enclosed Fan-Cooled Rigid Base Motors 


= Rotation: CW/CCW 

= Thermal protection: none 

= Voltage: 230/460 

= Insulation: Class F motors have Class B temperature rise for longer life 

= Inverter rated 

= Bearings: ball 

= Max. ambient temp.: 40°C 

= Usable at 208V 

= Warranty: 48, 56, and 143-5T/56HZ frame 1 yr.; 140T frame and above 3 yr. 


143-5T/56HZ frame motors have %" x 2%" shaft and mounting base holes/slots to match 56, 
56H, 143T, and 145T frame motors. Not for cooling tower applications. Suitable for dusty, dirty, 
nonhazardous applications with pumps, ventilation equipment, machine tools, and other industrial 
equipment. All are UL Recognized and CSA Certified. 





No. 48ZJ83 












Nameplate FullLoad Service Ins. Nom. Frame Overall Item 
HP RPM Frame Amps Factor Class Efficiency Material Length No. 
Totally Enclosed Nonventilated, NEMA Premium Efficient 
1 1750 56H 3.1-3.0/1.5 1.25 F 85.5% Rolled Steel 11%" 48ZJ83 *t 
Totally Enclosed Nonventilated, Premium Efficient 
Z; 1725 48 1.1-1.1/.5 1.00 B 69.7% _ Rolled Steel 96" 3N349_ * 
3450 48 1.2-1.1/0.60 1.15 B 72.0% Rolled Steel gy" 3N854 * 
Ys 1725 48 1.3-1.3/0.70 1.00 B 72.0% Rolled Steel  10%c' 3N350 * 
1765 56 1.4-1.5/0.70 1.00 F 72.0% Rolled Steel 10%" 3N694_ * 
Zz 1755 56 1.9/1.8-1.0 1.15 F 78.5% Rolled Steel 1036" 3N695 * 
Sa 1725 56 2.9-2.8/1.4 1.15 B 81.1% RolledSteel 11%’ 3N696 * 
Totally Enclosed Fan-Cooled, NEMA Premium Efficient 
3475 143T 2.8/1.4 1:15 F 80.0% Cast Iron 12%6' 2MXT3 
1755 56H 3.0/1.5 1.25 F 85.5% Rolled Steel 12%" 48ZJ84 *t 
1745 143T 2.7/1.4 1.15 F 85.5% Cast Iron 12%6 2MXT4 
1755 143-5T/56HZ —_3.1-3.0/1.5 1.25 F 85.5% Rolled Steel 13° 2NKX4 * 
1 1760 182/4 3.4/1.7 1.15 F 85.5% Steel 15%" 2N933. “Tt 
1155 56H 3.5/1.8 1.25 F 82.5% Rolled Steel 12%" 48ZJ85 *t 
1155 143-5T/56HZ 3.8/1.9 1.25 F 82.5% Rolled Steel 13° 2NKX6 * 
1160 145T 3.2/1.6 1.15 F 82.5% Cast Iron 13%6 2MXT5 No. 3N350 
1170 182/4 3.2/1.6 1.15 F 82.5% Rolled Steel 15%’ 36VE88 * 
3465 56H 3.9/1.9 1.15 B 84.0% Rolled Steel 12%" 48ZJ86 *t 
3485 143T 3.9/1.9 1.15 F 84.0% Cast Iron 12/6 2MXT6 
3515 143-5T/56HZ 4.0/2.0 1:25 F 84.0% Steel 13" 2NKY5 * 
3455 182/4 3.9/1.9 1.15 F 84.0% Steel 15%" 2N946 “tT 
1730 56H 4.1/2.0 1.15 F 86.5% Steel 1316" 6VPFO “*t 
1V% 1755 56H 4.3/2.1 1:25 F 86.5% Rolled Steel 12%" 48ZJ88 * 
1755 143-5T/56HZ —4.5-4.3/2.2 1.25 F 86.5% Rolled Steel 12-5/6" 2NKX8 ~* 
1740 145T 4.0/2.0 1.15 F 86.5% Cast Iron 13%6' 2MXT7 
1765 182/4 4.4/2.2 1.15 F 84.0% Rolled Steel 15% 36VF24 *t 
1170 182/4 4.5/2.2 1.15 F 85.5% Rolled Steel 16%" 36VE89 *t 
1170 182/4T 5.8/2.9 1.15 E 87.5% Steel 16%" 4GYY7 ~* 
1180 182T 4.7/2.4 1:15 F 86.5% Cast Iron 141V%6" 2MXT8 
3505 56H 5.0/2.5 1.25 F 85.5% Rolled Steel 12%" 48ZJ89 *t 
3505 143-5T/56HZ 4.8/2.4 1.25 F 85.5% Rolled Steel 12%" 2NKY1 ~* 
3480 145T 5.0/2.5 1.15 F 85.5% Cast Iron 13%6' 2MXT9 
3510 182/4 5.4/2.7 1,15 F 84.0% Rolled Steel 15%’ 36VF26 *t 
1745 56H 5.4/2.7 1:15 F 86.5% Rolled Steel 13%" 36VF93  *t 
D 1750 56H 5.7/2.8 1:25 F 86.5% Rolled Steel 12%" 48ZJ90 *t 
1750 143-5T/56HZ —_5.9-5.7/2.8 1.25 F 86.5% Rolled Steel 12-5/6" 2NKY3 * 
1730 145T 5.0/2.5 1.15 F 86.5% Cast Iron 13%6 2MXU1 
1765 182/4 6.0/3.0 1:15 F 84.0% Rolled Steel 15%" 36VF25 *t 
1165 182/4T 6.6/3.3 1.15 F 88.5% Steel 16%6' 4GYY8 * 
1180 184T 6.1/3.1 1:15 F 88.5% Cast Iron 1594" 2MXU2 
1175 213/5 6.3/3.1 1.15 F 88.5% Steel 19%" 2N943* No. 2MXT3 
3510 143-5T/56HZ L235 1.25 E 86.5% Rolled Steel 13° 41D774 *t 
3510 182/4 7.6/3.8 145 F 85.5% Rolled Steel 15%’ 36VF27 “tT 
3500 182T 7.4/3.7 1:15 F 86.5% Cast Iron 141%6" 2MXU3 
3540 182T/4T 7.8/3.9 1.15 F 87.5% Rolled Steel 14%’ 2NKY7 * 
3 1765 182/4T 7.6/3.8 1.15 F 89.5% Rolled Steel = 171%6' 36VF28 *t 
1760 182T 7.6/3.8 1.15 F 89.5% Cast Iron 141%6" 2MXU4 
1770 213/5 7.8/3.9 1:15 F 87.5% Rolled Steel 181%6' 36VE86  *t 
1170 213/5 8.9/4.5 1.15 F 89.5% Steel 19%" 2N944 *t 
1175 213/5T 8.3/4.1 115 F 89.5% Rolled Steel  19%c' 36VF29 *t 
1180 2131 8.4/4.3 1.15 F 89.5% Cast Iron 18" 2MXU5 
3500 182/4T 11.8/5.9 1315 F 89.5% Rolled Steel 17'%6' 36VF04 *t 
3500 184T 12/6.0 1:15 F 88.5% Cast Iron 1656 2MXU6 
3485 2139/5 12.4/6.2 1.15 F 88.5% Steel 19%" 2N949 “tT 
5 1750 182/4T 13.0/6.4 1.15 F 89.5% Rolled Steel 171%6' 36VF05 *t 
1750 184T 12.4/6.2 115 F 89.5% Cast Iron 1554" 2MXU7 
1770 213/5 12.4/6.2 1.15 F 87.5% Rolled Steel 18%" 36VE87 “tT 
1175 213/51. 13.4/6.7 1.15 F 89.5% Rolled Steel  20%c' 36VF30 *t 
1175 2157 13.8/6.9 1215 F 89.5% Cast Iron 19%" 2MXU8 
3540 213/5T 17.6/8.8 1.15 F 90.2% RolledSteel 20%" 36VF31 *t 
3510 2131 17.8/8.9 1.15 F 89.5% Cast Iron 18" 2MXU9 
rf 1770 213/51 18.1/9.0 1.15 F 91.7% Rolled Steel 181%6' 36VF32 *t 
1770 213T 19.6/9.8 1:15 F 91.7% Cast Iron 18" 2MXV1 
1770 254/6U 18.4/9.2 1:15 F 91.7% Steel 23 V8" 2N938 *t No. 36VE89 
1165 204T 20.9/10.4 1.15 F 91.0% Cast Iron 23'Ve" 2MXV2 
* 60/50 Hz. ¢ Usable at 200V at 1.0 SF. 
| CONTINUED | } 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 15 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 
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MOTORS Scan. Order. Done. 
General Purpose AC Motors Details on page Al. 
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* 





pe) NEMA 
Premium) 


3-Phase Totally Enclosed Nonventilated and Totally 
Enclosed Fan-Cooled Rigid Base Motors 





Nameplate FullLoad Service Ins. Nom. Frame Overall Item 

RPM Frame Amps Factor Class Efficiency Material Length No. 
3485 213/5T 23.9/12.0 1.15 F 91.0% Steel 20%" 4GYZ7 ~* 
3505 215T 23.0/11.5 1.15 F 90.2% Cast Iron 19¥" 2MXV3 

10 1755 213/5T 24.4/12.2 1415 F 91.7%  RolledSteel 19%6' 36VF33 *t 
1770 215T 25.8/12.9 1:15 F 91.7% Cast Iron 19¥," 2MXV4 
1180 256T 27.8/13.9 1.16 F 91.0% Cast Iron 25/6 2MXV5 

45 3540 254T OOF 14.7 1.15 F 91.0% Cast Iron 23'"e' 2MXV6 
1770 254T 37.5/18.8 lee F 92.4% Cast Iron 26%6° 2MXV7 

50 3500 256T 47.3/23.6 145 F 91.0% Cast Iron 25/6" 2MXV9 
1770 256T 48.5/24.3 1.15 F 93.0% Cast Iron 27'%6' 2MxW1 

95 3550 2841S 58/29 1.15 F 91.7% Cast Iron 25/6 2MXW3 
1775 284T 61.8/30.9 185 F 93.6% Cast Iron 30%" 2MXW4 

30 3550 2861S 68.8/34.4 1.15 F 91.7% Cast Iron 2816" 2MXW6 
1770 2861 73.2/36.6 1.15 F 93.6% Cast Iron 31%" 2MXW7 
3560 3241S 91.0/45.5 1.15 F 92.4% Cast Iron 28/6 2MXW9 

40 1775 324T 94.8/47.4 1.15 F 94.1% Cast Iron 2916" 2MXX1 
1185 364T 96.0/48.0 1.15 F 94.1% Cast Iron 32%6" 2MXX2 

50 1780 326T 119.0/59.5 1:15 F 94.5% Cast Iron 31/6" 2MXX4 

Totally Enclosed Fan-Cooled, Energy Efficient 

¥ 1140 56 1.4-1.4/0.70 1.00 B 70.0% _ Rolled Steel 1a 2N925_ * 

Ys 3450 48 2.0-2.0/1.0 1.15 B 76.0% ~ Rolled Steel 10%e' 10C901 * 
1155 56 2.0/1.0 1.26 F 77.0% Rolled Steel 121%" 2N926 * 
3500 56 2.4-2.2/1.1 1.00 F 75.5% Rolled Steel 111%c" 3N443 * 

4 1725 48 2.8-2.8/1.5 1.00 B 74.0% Rolled Steel 114%" 10C899 * 
1155 56H 3.0-2.9/1.5 1.15 F 78.5% Rolled Steel 12-10/16"  3N427 * 

Totally Enclosed Fan-Cooled, Standard Efficient 

V3 1765 56 1.5/0.70 1.25 F 72.0% Rolled Steel 111%c' 2N864 * 
3500 56 1.7-1.5/0.80 1.25 F 72.0% Rolled Steel 11'%e' 3N442 * 

Vp 25 48 1.9-1.9/1.0 1.00 B 74.0% Rolled Steel 114%" 100897 * 

1745/1425 56 1.8-1.7/0.90 1:25 F 75.5% Rolled Steel 111%c" 2N865 * 
V4 1750 56 2.7/1.3 1.25 F 78.5% Rolled Steel 111%c" 2N866_ * 
5 1175 254/6U 14.0/7.0 1.15 F 89.5% Rolled Steel 22%6' 36VE90 *t 





* 60/50 Hz. ¢ Usable at 200V at 1.0 SF. 


~ NEMA 
marathon Prarsioail 


Motors 


3-Phase Totally Enclosed Fan-Cooled 
Rigid Base Motors with Aegis® Rings 





= Rotation: CW/CCW Feature bearing protection rings that provide 
= Thermal protection: none =a grounding path to divert currents away from 
= Voltage: 230/460 bearings to ground. Design prevents bearing 
= Service factor: 1.15 fluting damage for motors controlled by vari- 
= Insulation: Class F able frequency drives. Cast-iron frame. Suitable 
= Inverter rated for use on blowers, compressors, conveyors, 
No. 402949 = Bearings: ball pumps, and other machinery in dirty and 
= Max. ambient temp.: 40°C — dusty environments. UL Recognized and CSA 
= 3-yr. warranty Certified. 
Nameplate FullLoad Nom. Overall Mfr. Item 
RPM Frame Amps _ Efficiency Length Model No. 
1% 1755 = 145T = 4.6/2.3 87.5% 14" 145TTFN16046 402949 
2 1755 145T ~—s- 6.0/3.0 87.5% 14" 145TTFN16045 402950 


3. 1765  182T 8.0/4.0 82.5% 15%  182TTFN16047 402951 
5 1755 184T 12.4/6.2 81.5% 17% 184TTFN16056 402952 
7h 1765  213T 19.2/9.6 91.7% 195 213TTFND16326  482P73 
10.1765 2157 26.6/13.3 91.7% 225’  215TTFND16057 _482R04 
15.1775 2547 37.5/18.8 94.5% 23%"  254TTFNA16074 402955 
20.1775 2567 48.0/24.1 94.5%  25%4’  256TTFNA16070 402956 
25 1775 284T —62.0/31.0 95.4%  26%%6' _ 284TTFNA16070 402957 
30.1775 286T 73.0/36.5 95.4%  27'%e" 286TTFNA16328 402958 
No. 402956 40 1780 324T 95.0/47.5 95.8% 30%’  324TTFS16066 402959 
50.1775 3267 120.0/60.0 96.2% 31%  326TTFS16073 402960 
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GRAINGER CHOICE” MOTORS 
Find the ww. Find Solutions. Find Great Prices. General Purpose AC Motors 


For assistance with motor selection, see pages 3 to 7. 














Rolled Steel Cast-Iron 
Frame Frame 
Nameplate Full Load Service Ins. Nom. Overall Mfr. Item 
HP RPM Frame Voltage Amps Factor Class Efficiency Length Model No. 
Rolled Steel Frame 
3525 56 230/460 9.1/0.45 65.6% 10%c" .25360T3E56-S 52XR10 ie NEMA 
v4 1765 56 930/460. -1.1/0.53 69.5% 9%" 2518013E56-S 52XR09 Weg Premium) 
1160 56 230/460 1.1/0.54 67.5%  10%c" .25120T3E56-S 52XR08 3 Ph 0 D 7 f 
3520 56 230/460 1.8/0.93 69.5% 10%c" .3336013E56-S 52XR13 = 
V5 1765 56 230/460 1.3/0.66 73.4%  — 10%c" 33180T3E56-S 52XR12 _- aSe pen ripproo 
1160 56 230/460 1.1/0.56 71.4%  — 10%c" 33120T3E56-S 52XR11 
3490 56 230/460 1.6/0.81 73.4% 10%c" 50360T3E56-S 52XR17 Rigid Base Motors 
Vp 1765 56 230/460 1.7/0.86 78.2% 1016" 50180T3E56-S 52XR16 sw Rotation: CW/CCW 
1155 56 230/460 1.8/0.93 75.3% 1016" 50120T3E56-S 52XR14 Th t aEnneaaal 
3485 56 930/460 9.9/1.1 76.8%  10'Ve" 7536013E56-S 52XR20. «-@ ~ ‘ermal protection: none 
¥% 1760 56 230/460 2.3/1.1 81.1% 11%’ 75180T3E56-S 52XR19 ~—= Voltage: 230/460 (usable at 208V) 
1160 56H 230/460 2.5/1.2 81.7% 1216" 75120T3E56-S 52XR18 _w Insulation: Class F motors have Class 
3470 56 230/460 3.0/1.5 77.0% 10/6" 001360T3E56-S 52XR23 Bt ren lif 
1 1765 56C 230/460 2.2/1.1 85.5% 131%" 00118ET3E56C-S 52XR30 emp. rise Tor longer lite 


1760 143/5T 230/460 3.0/1.5 
3510 143/5T 230/460 3.7/1.8 


85.5% 11%6° 001180T3E143T1-S 33HN85__—_= Inverter rated 


SS ee ee oo oe oe oe oe 
ef a] |] | | | a | A] 4] NO] Nd] RO] RO] PO] CO] CO] CO] CO] CO] GO 


O1) OF, OF OF OF OF) O71) OF OF) O71) O71), O71) O71 OT O71) OT) OT), O71) © O71) OT, OT), ©), © O71) O71), O71, ©, OC. 
THT TT TT) yy) 


84.0% 11%6' _00156013E1431-S _ 33HN89 soa 
"24760 143/5T 230/460. 4.1/2.1 86.5%  12%6  OO1580T3E1457-S  33HN91 sah pall; ted ieasanle on 
> 3510 143/6T 230/460 4.8/2.4 85.5% 12" 002360T3E145T-S  33HN9g «20 4T frame and above 
1730 143/5T —208-230/460 5.4/2.7 86.5% 12%6' ——-002180T3E1451-S | 33HN95 = Max. ambient temp.: 40°C 
3480 143/57 230/460 7.2/3.6 85.5%  12%6' _003360T3E1451-S  33HP06 ery 
3 “4765 182/4T _230/460___7.7/3.9 39.5% 15v¢" 003180TSE1827-s —agnpo2_ “ 100 HP and up are part-winding start capable 
; 3510 182/4T ——230/460_—*12.2/6.1 86.5% 14% _005360T3E182T-S  33HP12___™ Warranty: 56 frame 1 yr., 140T and above 3 yr. 
1760 182/4T 230/460 12.7/6.3 89.5% 16%6 005180T3E184T-S 33HP08 Corrosion-resistant finish. Gasketed conduit boxes 
vy, 3500 182/4T___—-230/460___—17.3/8.6 88.5% 15% OO7360TSET84T-S 33HP18_ 4s adad for easier installation, Stainless steel 
1770 213/5T 230/460 «18.5 /9.3 91.0%  16%6 _00718013E2131-S  33HP14 ation. j 
49 —-3085___213/5T__230/460__24.0/12.0 89.5% iz" 010360T3E213T-S _33HP24 _ laser-etched nameplate maintains information 
1770 213/5T —208-230/460 _24.8/12.4 91.7% 17% _010180T3E2151-S _ 33HP20 
45 3035 213/5T 230/460 34.4/17.2 90.2% 179" O1S360T3ED15-SaaHP26 OVE" long life. Suitable for clean, dry, nonhazardous 


1775. 254/61 230/460 ~~ 37.2/18.6 93.0% 20%"  015180T3E2541-S  33HM95 applications with pumps, ventilation equipment, 


Cast-Iron Frame machine tools, and other industrial equipment. UL 
3520 254T 230/460  —_ 49.2/24.6 


(0) 11 u = . ea a 
ot Bie TF BRE BREST NS — pg soit a CS rte Casto anes 
35 __ 3530 9561 230/460  59.6/29.8 1.15.  F 91.7% 2236"  025360T3E2561-wW40 1XTX5 «also CE Certified. 

17702847 230/460 59.8/28.9 1.15 FF 93.6% 23%" _‘025180TSEZB4T-W40_1XTX4 Note: Motors in a 143T frame and above are nameplated 60/50 
up SS pen 421g Fade GOATS 0 THT Fp ma amen reg ot 0 
qo 3035 286TS 230/460 94.2/47.1 1.15 ~F «93.0% 23%" —OA0360TSEZB6TS-W40 _ 1XTX9 
1775. 3247 +~~«230/460  +96.4/48.2 115  £F 94.1%  26%60  040180T3E3241-W40  1XTX8 
59 3055 3247S —-230/460—*118.0/59.1 115 F «93.6% —-24'%e" —O50360TSES24TS-W40 _1XTY2 
1775. 3261 + +~+«230/400~+«+122.8/614. 115. +£F 945%  27'%e"  050180T3E3261-W40  1XTY1 
59 3055 326TS ——230/460—*142.0/71.0 1.15 FF «93.6% 26%" —O60360TSES26TS-W40 1XTY4 
1780 3641 230/460 140.0/699 115  F 95.0% 29%"  060180T3E364T-W40  1XTY3 
“, 3650 364TS 230/460 *163.0/815 1.15  F 94.1% 27%" —O75360T3ES64TS-W40 1XTYG 
1780. 3651 230/460. 171.0855 115  +£F 95.0% 29%"  075180T3E3051-W40  1XTY5 
100 3050 S65TS 230/460 -222.0/111.0 115 FF 94.5% 27%" 100360T3E365TS-W40__1XTZ6 
1780. 4047 230/460  230.0/115.0 115 F 95.4% 34%  100180T3E4041-W40  1XTY7 
jon 3550 A04TS 230/460 72.0/136.0 115  F 94.5% 31%" 125360TSE404TS-W40__1XTZ7 
1780. 4051 230/460 284.0/143.0 115 F 95.4% 34%  125180T3E4051-W40  1XTY8 
150 3055 405TS 230/460 1620 115 ++-F 945% 31% 150360T3G405TS  1XTZ8 
1785. 4441 ~~-230/460 166.0 115  F 95.8% 391% 15018013G444T 1XTY9 
900 3575 4447S 230/460 9930 115. F 95.0%  36%e  200360T3G444TS  1XTZ9 
1780. 4451 230/460 9930 115. F 95.8% 391%  20018013G445T 1XTZ1 







= = SECA SGR 
Shaft Grounding Rings RE cea ae 
Help extend motor life by safely diverting harmful VFD-induced shaft voltages away 
from motor’s bearings to ground. Protect both motor bearings and the bearings in 
attached equipment. Aluminum construction. Include mounting brackets. 


1-PIECE | SPLIT RING 





Fits Item Item 
Shaft Dia. For Use With No. No. 
Grounding Rings 
He" Motor Frame 56 14R028 | 410790 
7h Motor Frames 1431, 145T 14R029 | 410791 
1%" Motor Frames 1821, 184T 14R030 | 410792 
134" Motor Frames 213T, 215T 14R031 | 41D793 
15," Motor Frames 2541, 2561, 284TS, 2861S 14R032 | 410794 
17," Motor Frames 284T, 286T, 324TS, 3261S, 364TS, 365TS 14R033 | 41D795 
2 V8 Motor Frames 324T, 326T, 404TS, 4051S 14R034 | 410796 = Y \ 
295" Motor Frames 364T, 3651, 444TS, 4451S, 447TS, 4497S 14R035 | 410797 @ = J 
27/5" Motor Frames 404T, 405T 14R036 | 410798 41D790 
33%" Motor Frames 444T, 4451, 447T, 449T — 410799 
Conductive Mounting Epoxy 
5 min., 0.50 oz. 140789 _ 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 17 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 





MOTORS 
General Purpose AC Motors 


Scan. Order. Done. 
Details on page A1. 













3-Phase Totally Enclosed 
Fan-Cooled Rigid Base Motors 


= Rotation: CW/CCW Corrosion-resistant finish. V-ring sling- 

= Thermal protection: none ers on both endshields block debris from 

= 230/460V; 125 HP and above are 460V entering bearing cavity. Automatic pres- 

= Service factor: 1.15 for Rolled Steel sure-compensated drain plugs. Gasketed 
and Cast-Iron 125 HP and up; 1.25 for conduit boxes are threaded for easier 
Cast-Iron to 100 HP and Premium installation. Stainless steel, laser-etched 

= Insulation: Class F motors have Class nameplate maintains information over long 
B temperature rise for longer life life. Not for cooling tower applications. 

= Inverter rated Suitable for dusty, dirty, nonhazardous 

= Bearings: ball, regreasable on applications with pumps, ventilation equip- 
254T frame and above ment, machine tools, and other industrial 

=» Max. ambient temp.: 40°C equipment. Motors meet IP55 enclosure 

= Usable at 208V ratings and can be operated in moist to 

= 125 HP and above are part-winding start wet environments. Cast-iron models offer 

= Warranty: 56 frame 1% yr., 140T and above 3 yr. 50 Hz operation on 190/380V at rated HP 

and 5/6 of 60 Hz rpm. Severe-duty rated. 


No. 35JF93 











No. 6AHZ5 : 
Rolled Steel Frames are UL Recognized 
Nameplate Full Load Nom. Overall Item and CSA Certified; Cast-Iron Frames are UL 
HP RPM Frame Amps Efficiency | Length No. Recognized, CSA and CE Certified. 
Rolled Steel Frame 
/, 3475 96 1.0-0.91/0.45 9/.9% 11%" 30JUF93 Nameplate Full Load Nom. Overall Item 
1765 96 1.1-1.0/0.52 10.0% 114%" 30dF94 HP RPM Frame Amps Efficiency Length No. 
V, 3485 56 1.3-1.2/0.60 62.0% 11%" 35JF95 3550 2841S 57.0/28.5 93.6% 25° 39J118 
1765 56 1.3-1.2/0.62 74.0% 11%" 35JF96 3535 2841S 57.0/28.5 91.7% 25 "6" 6AJD8 
2 1160 56 2.1-1.9/0.99 72.0% 126 35JF88 95 1775 284T 60.6/30.3 94.5% 26%" 39J119 
¥/ 3475 56 2.5-2.2/1.1 72.0% 117%" 35JF89 1765 284T 59.0/29.5 93.6% 26%”6' 6AJD7 
1155 56 2.9-2.6/1.3 75.5% 1254" 35JF91 1185 324T 61.6/30.8 94.1% 29%" 39J120 
1 3435 56 3.0/1.5 78.5% 11%" 52XR33 1180 324T 60.8/30.4 93.0% 29%" 6AJD6 
Cast-Iron Frame 3550 2861S 67.0/33.5 93.6% 26%" 39J121 
3485 143T 24/153 84.0% 1256" 39J093 3535 2861S 67.6/33.8 91.7% 26%6" 6AJE1 
{ 1760 143T 2.8/1.4 85.5% 1256" 6AHZ7 30 1775 2861 71.2/35.6 94.5% 27% 39J122 
1150 145T 3.4/1.7 82.5% 1396" 6AHZ6 1765 2861 70.2/35.1 93.6% 2716 6AJEO 
875 182T 4.6/2.3 78.5% 147%' 6AHZ5 1185 326T 73.4/36.7 94.1% 31%" 39J123 
3490 143T 3.8/1.9 84.0% 1296" 6AHZ9 1180 3261 71.6/35.8 93.0% 31%" 6AJD9 
3485 143T 3.9/1.9 86.5% 1256" 39J095 3565 3241S 93.0/46.5 94.1% 208" 39J124 
1% 1760 145T 3.9/1.9 88.5% 145%" 39J096 3555 3241S 91.6/45.8 92.4% 28%" 6AJE4 
1/55 145T 4.0/2.0 86.5% 1356" 6AJA0 40 1780 324T 97.8/48.9 95.0% 29%" 39J125 
1165 182T 4.7/2.4 87.5% 147%' 6AHZ8 1775 324T 96.4/48.2 94.1% 29%" 6AJE3 
860 182/4T 5.4/2.7 82.5% 157% 6AJA1 1185 364/5T 97.8/48.9 95.0% 34/3" 39J126 
3490 145T 5.1/2.6 87.5% 1356" 39J097 1180 364/5T 93.0/46.5 94.1% 34/3" 6AJE2 
3480 145T 5.0/2.5 85.5% 1336" 6AJA5 35/0 32618 114.0/57.1 94.5% 29%" 39J127 
D 1760 145T 5.3/2.6 88.5% 145" 39J098 3550 3261S 112.0/56.1 93.0% 29%" 6AJE7 
1750 145T 5.2/2.6 86.5% 1336" 6AJA4 50 1780 3261 120.0/60.1 95.4% 31%" 39J128 
1165 184T 6.4/3.2 88.5% 157% 6AJA3 1775 326T 118.0/59.2 94.5% 31%" 6AJE6 
870 2137 6.7/3.4 85.5% 18" 6AJA2 1185 364/5T 121.0/60.3 95.0% 34/3" 39J129 
3520 182T T.3/1.6 88.5% 147% 39J099 1180 364/5T 115.0/57.4 94.1% 34/3" 6AJE5 
3510 182T 7.2/3.6 86.5% 147%' 6AJA9 35/0 364/5TS 134.0/66.8 95.0% 32 Vs" 39J130 
1765 182T 7.5/3.8 91.0% 16" 39J101 3560 364/5TS 134.0/67.0 93.6% 32/4" 6AJFO 
3 1760 182T 7.7/3.8 89.5% 147%' 6AJA8 60 1780 364/5T 140.0/70.2 95.8% 34/3" 39J131 
1175 213T 8.6/4.3 90.2% 19%" 39J102 1775 364/5T 137.0/68.3 95.0% 343" 6AJE9 
1170 213T 8.8/4.4 89.5% 18" 6AJA7 1185 404/5T 144.0/72.2 95.4% 3994" 39J132 
865 2157 9.1/4.5 85.5% 19%" 6AJAG 1180 404/5T 139.0/69.5 94.5% 3993/4" 6AJE8 
3505 184T 12.0/6.0 90.2% 157%" 39J103 35/0 364/5TS 165.0/82.6 95.0% 32 V4" 39J133 
3500 184T 11.8/5.9 88.5% 157% 6AJC3 3555 364/5TS 164.0/81.9 93.6% 32/4" 6AJF3 
1755 184T 12.9/6.4 89.5% 157% 6AJC2 75 1780 364/5T 174.0/86.8 95.8% 34/3" 39J134 
5 1755 184T 12.8/6.4 91.0% ke 39J104 1775 364/5T 168.0/84.1 95.4% 34/3" 6AJF2 
1170 2157 13.6/6.8 91.0% 20%' 39J105 1190 404/5T 179.0/89.3 95.4% 3934" 39J135 
1160 2051 13.7/6.8 89.5% 19%" 6AJC1 1180 404/5T 170.0/84.9 94.5% 3934" 6AJF1 
880 2547 2/75 87.5% 234" 6AJCO 35/0 404/51S 222.0/111.0 95.4% 36374" 39J136 
3530 2t3al 17.6/8.8 91.0% 18° 39J106 3555 404/5TS 220.0/110.0 94.1% 3634" 6AJF6 
3520 PARAS 17.5/8.7 89.5% 18" 6AJC6 400 1780 404/5T 232.0/116.0 96.2% 3934" 39J137 
7% 1765 213T 18.0/9.0 91.7% 18" 6AJC5 1775 404/5T 222.0/111.0 95.4% 3934" 6AJF5 
1175 2547 19.0/9.4 91.0% 23 V4" 6AJC4 1190 444/57 248.0/124.0 95.8% 45" 39J138 
1175 2541 18.9/9.5 92.4% 234" 39J108 1185 444/57 242.0/121.0 95.0% 45" 6AJF4 
3500 2151 23.0/11.5 91.7% 197%" 39J109 3580 444/518 136.0 95.8% ATVs" 39J139 
g515 2051 23.2/11.6 90.2% 19%" 6AJC9 3570 444/5TS 134.0 95.0% 41 V6" 6AJF9 
10 1765 2051 24.0/12.0 93.0% 20%' 39J110 425 1785 444/57 144.0 96.2% 45" 39J140 
1760 2151: 24.8/12.4 91.7% 19%" 6AJC8 1780 444/57 139.0 95.4% 45" 6AJF8 
1180 2561 25.4/12.7 92.4% 25° 39J111 1190 444/57 152.0 95.8% 45" 39J141 
1175 2561 25.8/12.9 91.0% 25° 6AJC7 1185 444/5T 143.0 95.0% 44156 6AJF7 
3545 2547 34.8/17.4 92.4% 23 V4" 39J112 3580 444/5TS 163.0 96.2% ATVs" 39J142 
3530 2547 34.4/17.2 91.0% 234" 6AJD2 3570 444/5TS 161.0 95.0% 41s" 6AJG1 
15 1775 2547 35.6/17.8 93.6% 234" 39J113 150 1785 444/57 170.0 96.5% 45" 39J143 
1765 254/6T 36.0/18.0 92.4% 234" 6AJD1 1780 444/5T 170.0 95.8% 4415/6" 6AJGO 
1180 284T 36.2/18.1 93.0% 26%" 39J114 1190 447/9T 179.0 96.2% 56%" 39J144 
1175 2847 35.8/17.9 91.7% 26%6' 6AJDO 3515 445/718 217.0 96.2% 45" 39J145 
3545 2561 46.0/23.0 93.0% pL 39J115 3570 445/718 219.0 95.4% 4415/6" 6AJG3 
3520 256T 46.4/23.2 91.0% 2416 6AJD5 200 1785 447/9T 234.0 96.8% 56%" 39J146 
50 1770 2561 49.4/24.7 94.1% 25. 39J116 1780 445/7T 230.0 96.2% 4834" 6AJG2 
1765 2561 48.8/24.4 93.0% 2416 6AJD4 1190 447/9T 245.0 96.2% 56%" 39J147 
1180 2861 48.8/24.4 93.0% 27% 39J117 550 3515 445/718 267.0 96.5% 45" 39J148 
1175 2861 8.4/24.2 91.7% 2716 6AJD3 1785 447/9T 286.0 96.8% 56%" 39J149 
18 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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YT) NEMA 
Premium} 


3-Phase Face-Base and 
Face-Mount Motors. inverter ratea 






Open Dripproof, 








= Rotation: CW/CCW = Bearings: ball ; Face/Base-Mount 
= Thermal protection: none =» Max. ambient temp.: 40°C 
= Voltage: 230/460V (usable at 208V) = Warranty: 1 yr. 
= Insulation: Class F, except UL Recognized and CSA Certified. 
Nos. 3N841 and 3N842 are B 
Nameplate Full Load Service Nom. Overall Item 
RPM Frame Amps Factor Efficiency Length No. 
Open Dripproof, Face-Mount, NEMA Premium Efficient 
3520 56C 0.80/0.40 1.35 72.0% 10%6 31LH36 ft 
V4 1765 56C 1.1/0.53 1:35 69.5% 91%6 381LH37 ft 
1160 56C 1.1/0.55 1.35 67.5% 10%’ S1LH38 tf pia, fica 
3510 56C 1.1/0.60 1:55 72.0% 10%6 31LH39 ft ' 
% 1765 56C 1.3/0.68 1.35 73.4%  10%e  31LH40 + Face-Mount 
1160 56C 1.5/0.76 1,35 71.4% 10%6 31LH41 tf 
3490 56C 1.6/0.81 1:25 73.4% 10%6 31LH42 +t 
% 1765 56C 1.7/0.86 1.25 78.2% 10'%6' 31LH43 + 
1155 56C 2.0/0.99 1.25 72.0% 10'%6' 31LH44 + 
3485 56C 2.0/1.1 1.25 76.8% 10'%6' 31LH45 + 
4 1760 56C 2.3/1.2 1.25 81.1% 11%"  31LH46 ft 
1150 56C 2.6/1.3 1.15 81.7% 11%"  31LH47 + 
3470 56C 3.0/1.5 1.25 77.0% 10'%6' 31LH48 + 
{ 1760 143/5TC S216 115 85.5% 11%6'  36VF45 *t 
1760 56C S/T 1.15 83.5% 11%"  31LH49 + 
1140 145TC gol 1.15 82.5% 12%" 4THU1 * 
3510 56C 3.74.9 1.15 84.0% 1046’ 31LH50 + Totally Enclosed 
iy 3465 143/5TC 371.8 115 840% 11%  36VF46 *t Fan-Cooled, 
1760 56C 4.3/2.1 1:15 86.5% 13%6'  31LH51 + Face/Base-Mount 
1755 143/5TC 4.3/2.2 1.15 86.5% 11%6 36VF47 *t 
3500 143/5TC 5.0/2.5 1.15 85.5% 11%6' 36VF48 *t 
2 1745 143/5TC 5.8/2.9 1.15 86.5% 12" 36VF49 *t 
1740 56C 5.4/2.7 1.15 86.5% 13%6 31LH52 +t 
3 3475 143/5TC 7.3/3.6 115 85.5% (VA 36VF50 * 
1750 182TC 8.3/4.2 1.15 89.5% 16%" 11W342 * 
Open Dripproof, Face/Base-Mount, NEMA Premium Efficient 
% 1720 56C 1.0/0.50 1.35 69.5% 916 381LH54 ft 
3510 96C 1.1/0.60 1.35 72.0% 10%6' — S1LHS6 ft Nameplate FullLoad Service | Nom. Overall =item 
vj 1765 56C 1.3/0.68 1.35 73.4% 10%6" 31LH57 Ff RPM Frame Amps Factor Efficiency Length No. 
1140 56C 1.5/0.70 1.00 71.4% 10%6" 31LH58 fT Totally Enclosed Fan-Cooled, Face-Mount, Standard Efficient 
3490 56C 1.6/0.81 1.25 73.4% 10%6' 31LH59 + V4 42CZ 1.2/0.60 1.15 66.0% 9%6" 3N841 * 
ve) 1765 56C 1.7/0.86 1.25 78.2% 10'V%6' 31LH60 ft 1160 56C 1.0/0.55 1.15 68.0% 11%6' — 36VF55 
1155 56C 2.0/0.99 1.20 75.3% 10'V%6" 31LH61 ft 1765 56C 1.2/0.62 1.15 74.0% 11%6'  36VF57 
3485 56C 2.3/1.1 1.25 76.8% 10'%6' 31LH62 + Ys 1725/1425 42CZ 1.5/0.75 1.15 70.7% 10%6 ~=3N842 * 
a 1760 56C 2.0/1.2 1.25 81.1% 11%" 31LH63 + 1140 56C 1.5/0.70 1.15 70.0% 12%" ATHW4 * 
1160 56HC 2.5/1.3 1.15 81.7% 11%"  31LH64 ft Vs 1760 56C 1.7/0.86 1.15 77.0% 11%6'  36VF58 
3520 = 143-5TC/56HCZ 2.9/1.5 1.415 80.0% 13%"  31TU22 + 1160 56C 1.9/0.99 1.15 72.0% 12%6'  36VF59 
3470 56C 30/5 Io 77.0% 10's" 31LH65 ft V4 1755 56C 2.4/1.2 1.15 78.5% 11'%6' 36VF60 
{ 1760 143/5TC 3.0/1.5 1.15 85.5% 11%6"  36VF51 1135 56C 3.0/1.5 4:15 75.5% 12%'  ATHW8 * 
1760 56HC 3.1/1.6 113 83.5% 11%" 31LH66 Tt Totally Enclosed Fan-Cooled, Face/Base-Mount, NEMA Premium Efficient 
1755: 143-5TC/S6HCZ 3.1/1.5 1.15 85.5% 13%"  31TU23 t+ Ya 3460 56C 0.76/0.38 1.15 74.0% 111%6'  36VF17 
1165  143-5TC/56HCZ 4.0/2.0 1.15 82.5% 13%"  31TU24 + Yo 3435 56C 1.57/0.78 1.15 72.5% 11%6'  36VF76 
3525 —-143-5TC/56HCZ 3.8/1.9 1,15 85.5% 13%"  31TU25 t+ Sa 3520 56C 2.2/1.1 1.15 76.8% 11'%6' 36VF79 
3510 56C 3.7/1.9 V5 84.0% 10'V%6" 31LH67 ft 3525  =143-5TC/56HCZ 2.7/1.4 1.15 81.5% 13%" 31TU31 ft 
1% 1760 56HC 4.3/2.1 1.15 86.5% 13%6 31LH68 +t 3520 56C 2.8/1.4 1.15 77.5% 12%6 36VF81 *t 
1760 143/5TC 4.1/2.0 1:15 86.5% 12%" — 36VF52 1765 56HC 2.94/1.47 1.15 85.5% 13°%4"  48ZK03 
1750 143-5TC/56HCZ 4.2/2.1 1.415 86.5% 13%"  31TU26 t+ { 1765 143/5TC 2.9/1.4 115 85.5% 13%" — 36VF83 
3515 —-143-5TC/56HCZ 5.0/2.5 1.15 85.5% 13%" 31TU27 ft 1755 = 143-5TC/56HCZ 3.0/1.5 1:25 85.5% 13%" 31TU32 ft 
3510 56HC 4.8/2.4 115 85.5% 121Y6°  31LH69 ft 1155 = 143-5TC/56HCZ 3.5/1.8 1.25 82.5% 13%"  31TU33 + 
3510 56HC 4.8/2.4 115 85.5% 12'Y6 + 31LH70 ft 1145 56C 3.3/1.6 15 82.5% 13%" 36VF84 *t 
2 3450 143/5TC 5.0/2.5 1.15 86.5% 12" 36VF12 1145 143/5TC SAS 1.15 82.5% 13%" 36VF85 
1745 ~=143-5TC/56HCZ 5.6/2.8 1.15 86.5% 13%"  31TU28 t+ 3510 143/5TC 3.8/1.9 1:15 85.5% 13%6'  36VF87 
1740 56HC 5.4/2.7 1:15 86.5% 13%6 31LH71 + 3505 = =143-5TC/56HCZ 3.9/1.9 1:25 84.0% 13%"  31TU34 + 
1740 143/5TC 5.3/2.6 1:15 86.5% 12%"  36VF53 3470 56C 3.8/1.9 1.15 84.0% 12%6 36VF86 “tT 
3490  143-5TC/56HCZ = 7.4/3.7 1.15 85.5% 13%"  31TU29 + 1% 1755 = 143-5TC/56HCZ 4.3/2.1 1.25 86.5% 13%' 31TU35 ft 
3 3450 143/5TC TABS 1.15 85.5% 12%"  36VF13 1750 56C 4.4/2.2 1.15 86.5% 13%"  36VF88 “ft 
1750  143-5TC/56HCZ 7.6/3.8 1.15 89.5% 15%"  31TU30 ft 1750 143/5TC 4.0/2.0 1.15 86.5% 13%" — 36VF89 
Totally Enclosed Fan-Cooled, Face-Mount, NEMA Premium Efficient 1170 1821C 4.4/2.2 et 87.5% 16%6s 11W369 * 
% 3460 56C 0.76/0.38 1.15 74.0% 1116"  36VF14 3505 143/5TC 5.1/2.6 115 86.5% 13%' 4TJA8 * 
3 3500 56C 1.2-1.1/0.55 1.15 69.5% 11%." — 36VVF56 3505 —-143-5TC/56HCZ 4.9/2.5 1.25 86.5% 13%" 31TU36 tf 
i 3530 56C 1.4/0.70 1.15 73.4% 12%6 36VF15 9 3480 56HC 5.2/2.6 1.15 85.5% 13%"  36VF90 “ft 
Va 3520 56C 22/ NA 1:15 76.8% 111%6" 36VF1I6 1750 = 143-5TC/56HCZ 5.7/2.9 1:25 86.5% 13%"  31TU37 + 
3520 56C 2.8/1.4 1:15 77.5% 12%6 S36VF61 *t 1745 56HC 5.7/2.8 1.15 86.5% 13%"  36VF21 *t 
1765 56C 2.94/1.47 1.15 85.5% 13°%4"  48ZK02 1745 143/5TC 5.4/2.7 1.15 86.5% 14" 36VF20 
1 1760 143/5TC BAS 1.15 85.5% 13%" 36VF63 *t 3490 143/5TC 7A/3.5 115 86.5% 15%6" 36VF91 
1145 56C 3.3/1.6 1:15 82.5% 13%" 36VF64 *t q 3490 —143-5TC/56HCZ 7.2/3.6 1.25 86.5% 13%"  31TU38 tf 
1140 145TC Sot 1.15 82.5% 137%" 4THX5 = * 1765 182/4TC 7.6/3.8 1.15 89.5% 17'%6'  36VF22 
3480 143/5TC 3.8/1.9 Llp 84.0% 135" S6VF66 *T Totally Enclosed Fan-Cooled, Face/Base-Mount, Standard Efficient 
3470 56C 4.0/2.0 1.15 84.0% 12%6 S6VF65 *t Vs 1720 56C 1.0/0.50 1.15 68.0% 10%s" 11W365 * 
1% 1760 143/5TC 4.3/2.1 1.15 86.5% 13%" 36VF68 *t 1160 56C 1.0/0.55 1:15 68.0% 11%" 36VF18 
1750 56C 4.4/2.2 1:15 86.0% 13%"  36VF67 “Tt V5 1765 56C 1.2/0.62 1.15 74.0% 11%6s  36VF75 
1170 182/4TC 4.44/2.22 1.15 87.5% 162%4" 48ZK04 1140 56C 1.5/0.70 1:15 68.0% 12%"  11W368 * 
3500 143/5TC 5.1/2.5 1-15 85.5% 13%" 36VF70 *t Ys 1760 56C 1.7/0.86 1.15 77.0% 11%6'  36VF77 
D 3480 56C 5.2/2.6 1.15 85.5% 13%" 36VF69 “*t 1160 56C 1.9/0.99 1.15 72.0% 12%6 36VF78 
1755 143/5TC 5.9/2.9 1.15 86.5% 131%6 36VF72 *t Vy 1720 56C 2.4/1.2 115 78.5% 11'%6'  36VF80 
1745 56C 5.7/2.8 1.15 86.5% 13%"  36VF71 *t 1135 56C 3.0/1.5 1.15 75.5% 12'%6 ATHZ5 * 
3 3480 143/5TC LABS 1.15 86.5% 143%" S6VF73  *T Totally Enclosed Nonventilated, Face-Mount, Standard Efficient 
1765 182/4TC 7.6/3.8 1.15 89.5% 172%2"  48ZK01 7; 1780 56C 1.40/0.70 1.15 68.5% 10's" 36VF54 
* 60/50 Hz. ¢ Usable at 200V at 1.0 SF. 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 19 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 
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Open Dripproof, 
Face-Mount 





TEFC, Face-Mount 





TEFC, Face/Base-Mount 


TENV, Face-Mount 
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General Purpose AC Motors 












Scan. Order. Done. 
Details on page A1. 


For assistance with motor selection, see pages 3 to 7. 








marathon 


Motors 


3-Phase Face- and Face/Base-Mount Motors 


= Rotation: CW/CCW 

= Thermal protection: none 
= Frame material: steel 

= Bearings: ball 

= Max. ambient temp.: 40°C 
= Usable at 208V 


Use in pumps, speed reducers, machine tools, and other shaft-end-mounted industrial equipment 
applications. Open dripproof enclosures are for use in clean, dry, nonhazardous applications. 
Totally enclosed fan-cooled enclosures are for use in dusty or dirty applications. UL Recognized 
and CSA Certified. 

































































































































































































































































































































































































































































































































































































































































































































































Nameplate Full Load Service Ins. Nom. Overall Item 
_HP___RPM___Frame__ Voltage Amps Factor Class Efficiency Length _No. 
‘Open Dripproof, Face-Mount —_ ee Ss 7 An ro = 

3 3450 56C 230/460 1.8/0.90 1,75 Bo 61.0% 9%" —_3N817 
% 3450 56C 230/460 2.0/1.0 1.60 B 69.8% 10%c' 6MA11 
_ 3450 56C 230/460 2.6/1.3 1.50 B 74.0%  10'%c' 3N819 
1 3450 56C 230/460 3.2/1.6 1.40 B 74.0% 11%6' 3N820 
1% 3450 56C 230/460 4.8/2.4 1.30 B 80.0% 10%"  3N821 
ie 3450 56C 230/460 6.0/3.0 1.20 B 80.0% 11%6 3N822 | 
3510 145TC 230/460 7.6/3.8 1.15 B 86.5% 13" 52XR47 *# 
3 8450 S6C_——-208-230/460 8.2/4.1 118 B 84.0% 12%" 8N823 
«1760 =~: 182TC 230/460 8.0/4.0 1.15 F 87.5% 1334" 52XR52 *# — 
Open Dripproof, Face/Base-Mount __ area 7 ' he ae? 
—2 1750 —s*1457TC 230/460 ~—«O6.0/3.0 115 iB 86.5% 14" S8UF35 *# 
Totally Enclosed Fan-Cooled, Rigid Base-Mount a ‘ef ; ee 
4 3450 56C 208-230/460 3.0-3.2/1.6 115 B 85.5% 111%6' 41W522 
Totally Enclosed Fan-Cooled, Face-Mount ee ee ae Fie ee Ee et 
_% 1725 56C —-208-230/460 1.5-1.6/0.80 1.00 B 68.8% 10%. 3N686 
%,% 3600 56C =. 208-230/460 = 2.1-2.2/1.1/2.0/1.0 1.15 Bo 66.0% 117%" 305449 
_ 1725 56C 230/460 221 1.25 B 75.9% 10'%c' 3N687 * 
_ 1725 56C 230/460 2.8/1.4 1.20 B 78.5% 1134" 3N688 | 
1 1755 143TC 230/460 gold 1,15 F 85.5% 16%" 53UF03 # | 
An 1725 56C 230/460 3.3/1.6 1:20 B 85.5% 14%" 53UF25 *# 
1% 3450 56C 230/460 4.0/2.0 1.30 B 78.5%  13%6' 53DE53 *# 
_ 1725 96C 230/460 _ 4.6/2.3 1.15 B 86.5% 14%" —S8DE17 *# 
it 3450 6G 230/460 5.0/2.5 1.25 F 85.5% —_-*14%6' _—S38DE74 *# 
Totally Enclosed Fan-Cooled, Face/Base-Mount == ee. as See 
“” 1140 S6C _—208-230/460_ 2.0/1.0 1415 OF 86.5% 114" 30E461 *t 
hy - 1725 56C  —_-208-230/460 1.6/0.80 1.35 Bo 69.2% 11" 6N055 * | 
1140 56C  —-208-230/460 22/11 1.15 F 86.5% 11%" 308462 *t 
3450 56C —_—-208-230/460 2.2/1.1 120 B 85.5% 11%" —30E441 + 
7A 3450 56C  —_208-230/460 20-2 2/11 145 F 86.5% 111%" 41W478 
1725 56C 230/460 2.2/1.1 1.25 B 74.7% 11" 6N057 * 
1140 56C  —_—-208-230/460 Zi ilade 1.15 F 86.5% 117%" _30E463 *t 
3450 56C 230/460 3.2/1.6 1.15 F 86.5% 11%" 308457 *t 
Ys 1725 56C 230/460 a0/15 _ 125 B 70.8%  11%6' 5N115 * 
1140 56C 230/460 3.2/1.6 AS F 86.5% 12%" 306464 *t 
1,% 1725 56C 230/460 3.3/1.6 1.25 B 86.5% 14%" 53DE43 *# 
1% 3450 56C 230/460 4.0/2.0 AAS F 85.5%  13%6' 53DE13 *# 
3450 56C 230/460 5.0/2.5 115 B 86.5%  14%6' 53UF13 *# 
2 3450 56C 230/460 5.0/2.5 115 F 85.5% 14%6' 53DE14 *# 
a 1725 S6HC 230/460 6.0/3.0 1,15 B 85.5% 15%" 53UF33 *# 
3 3515 182TC 230/460 7.6/3.8 1.15 F 87.5% 14%" 306454 *t# 
= 000 “182 0G. 230/460 7.8/3.9 1.15 F 88.5% 14%" 308455 *t# 
Totally Enclosed Nonventilated, Face-Mount ee eee eee ae = a 
_% 1725 s6C _208-230/460_ 1.2/0.60 135 B 67.4% 92's N114 


















































Totally Enclosed Nonventilated, Face/Base-Mount 


V3 3450 56C 208-230/460 1.8/0.90 115 F 85.5% 10%s' 306456 *t 
* 60/50 Hz. t Removable base. # NEMA Premium® energy-efficient motors. 











FACILITY AUDIT 
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Schedule your facility audit to 
learn how much you can save with 
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General Purpose AC Motors 
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Nameplate Full Load Service Nom. Overall Mfr. Item 
RPM Frame Amps Factor Efficiency Length Model No. 
Cast-Iron Frame, Open Dripproof 
20. 1770 2561C 49.4/24.7 1.15 93.0% 2234" — 020180T3E2561C-W40 12N922 
25. 1770 28410  _59.8/29.9 93.6% 23%  025180T3E284TC-W40  12N924 
30 1770 2861C  35.4/15.3 941% 24% 030180T3E286TC-W40 12N926 
Rolled Steel Frame, Open Dripproof 
1% 1760 143/51C 4.1/2.1 1.15 86.5% 1276 001580T3E1451C-S  33HN92 
5 1760 182/4TC 12.7/6.3 115 89.5% 16%" 005180T3E1841C-S  33HP09 
7% 1770 ~=213/51C ~—«*18.5/9.3 115 91.0%  16%6' 007180T3E2131C-S  33HP15 
10. 1770 + 213/51C 248/124 115. 91.7% = 17%" 010180T3E2151C-S  33HP21 
15 1775 ~=254/61C ~ —«237.2/18.6 115 93.0% 20%" 015180T3E2541C-S  33HNO4 
Cast-Iron Frame, Totally Enclosed Fan-Cooled 
; 3495  —-143TC 2.8/1.4 1.25 785% 12% 00136ET3E143TC-W22  6FDP4 
1760 —~:1431C 2.8/1.4 1.25 85.5% 12%  00118ET3E1431C-W22  6PTP7 
4 —3490___143C 3.8/1.9 1.25. 84.0%  1256° —OO156ET3E143TC-W22 6FDTO nig CED s 
1755. —«145TC 4.0/2.0 1.25. 86.5% 1338" 00158ET3E1451C-W22  6FDP5 | l | Ez NEMA bi 
> 3480 145TC 5.0/2.5 1.25. 85.5% 13%" 00236ET3E1451C-W22 6FDP7 Premium| 
1750. —«-145TC 5.2/2.6 1.25. 86.5% 13%"  00218ET3E1451C-W22  6FDP6 
3510‘ 182TC 7.2/3.6 1.25 86.5% 14%" —00336ET3E182TC-W22 6FDP9 
3 i559 —agoTe 777881 28 80'8% 4474" 003 T8ETBEI82TC-w22 ropa «SCC " Phase Face/Base-Mount Motors 
3500  1841C _—*11.8/5.9 1.25. 88.5% 15%"  00536ET3E184TC-W22 6FDR1 ore : , _ : 
5 i755 1841 12.9/64 1.25 89.5% 15%"  00518ET3E1841C-W22 6FpRO += ‘Rotation: CW/CCW Corrosion-resistant finish. V-ring 
7 —-3020___213TC 17.5/8.7 1.25 89.5% 18" 00736ET3E213TC-W22 6FDR3 = Thermal protection: none Slingers on both endshields block 
sh — Ha —Beore 1) — nb — stor —oepesetepe— ee 7 Wolage: 290460 ders rom entering housing 
‘ : : .2/0 2 = . . 
10 “47602151 24.8/12.4 125 91.7% 19%" O1018ET3E215TC-W22  6FDR4 (usable at 208V) cavity. Automatic pressure- 
45 3080 254TC3.4.4/17.2 1.25 91.0% 23%" —_—(01536ET3E254TC-W22 _6FDR7 = Insulation: Class F motors compensated drain plugs. 
3500 25610 46403212891 0% 95" 0a036ETaEDSETC.W22—erDRO ©‘ NAVE Class Btemperature — Gasketed conduit boxes are 
20 "4765. 2561C 48.2/241 1.25. 93.0% 25" O2018ET3E2561C-W22  6FDR8 rise for longer life threaded for easier installation. 
95 3030 284TSC__57.0/28.5 1.25 91.7%  25%6  02536ET3E284TSC-W22 6FDT1 = Inverter rated Stainless steel, laser-etched name- 
1765 2841C —59.0/29.5 1.25. 93.6% 26%6 02518ET3E284TC-W22  6FDT2 nee petit 
39 —30389___2861SC__67.6/33.8 1.25. 91.7%  26%6  O03036ET3E2861SC-W22  6FDT3 = Bearings: ball, regreasable _ plate maintains information over 
1765 2861C 70.2/35.1 1.25 93.6%  27'%6  03018ET3E2861C-W22  GFDT4 2541C frame and above —_—_ong life. TEFC models are severe- 
4g 3000 324TSC__91.6/45.8 1.25 92.4% 28%" ~~‘ 04036ET3E324TSC-W22 6FDT5 =» Max. ambient temp.: 40°C — duty rated. All models meet NEMA 
1775. 324TC:~—S«96.4/48.2 1.25 941% 29%  04018ET3E324TC-W22  6FDT6 iWM® 
5) _3050__326TSC__112.0/56.1 1.25 93.0% 29%"  05036ET3ES26TSC-W22 _ 6FDT/ Premium® Standards and are UL 
1775. 32610  118.0/59.2 1.25 94.5% 31%  O5018ET3E3261C-W22  GFDT8 Recognized and CSA Certified. 
3560  364/51SC 134.0/67.0 1.25 93.6% 32%° O6036ET3E3641SC-W22 6FDT9 Note: Mot lat r 
60 1775 364/51C 137.0/68.3 1.25. 95.0% 34%" ~~ O6018ET3E364TC-W22  6FDUO circ sain 2 +s ang 
75 3009 364/5TSC_164.0/81.9 1.25 93.6% 3214" O7536ETSES65TSC-W22__ GFDUI 
1775 364/5TC ~—«168.0/84.1 1.25. 95.4% 34%" —07518ET3E365TC-W22 6FDU2 


® 


3-Phase IEC 
Metric Rigid 





‘ B3/B14 Base/ 
B3 Base 





B d FF C-Face Mount 
ase@- an ace- Mount 
= Enclosure: IP55 
= Rotation: CW/CCW ese ease) 
= Thermal protection: none D-Flange Mount 
= Voltage: 230/460 at 60Hz, 
200/400 at 50Hz B3 BASE MOUNT B3/B5 BASE/D-FLANGE MOUNT B3/B14 BASE/C-FACE MOUNT 
j . Nom. Nameplate Full Load Mfr. Item Mfr. Item Mfr. Item 
= Service factor: 1.15 HP kW Efficiency RPM Amps Frame Model No. Frame Model No. Frame Model No. 
a Insulation: Class F Cast Aluminum Frame 
= Bearings: ball y, O19 72.0% 3355 1.0/0.50 | — = = = = = D63C  192017.00 3GVP4 
: Aa 0.19 68.0% 1655  1.2/0.60| D63 192011.00 2NB50 = = = D63C  192018.00 2NE16 
« Max. ambient temp.: 40°C 0.25 72.0% 3355 +12/060| — — = = = = D63C__192027.00 2NE18 
Steel fan cover and low-noise % 0.25 68.0% 1705  1.4/0.70) — = = D71D  192025.00  3GVN3 D71C  192028.00 2NE20 
ee - 0.25 70.0% 1135  1.4/0.70 D80 19202200 3GVK6 = a = = = = 
fan Maximize alrtlow efticlency. y 037 74.0% 3435 1.6/0.80_D71 192030.00 _3GVK7 D7iD 19203400 3GVN5 _D71C  192037.00 3GVP7 
Inverter-Rated Insulation System 0.37 74.0% 1650. 2.0/1.0 D71 192031.00 2NB52 D71D  192035.00  2NB76 D71C  192038.00 2NE22 
(IRIS™) provides protection against 0.56 74.0% 3455 2.4/1.2 | D7i 192040.00 3GVK9 D71D _192044.00 _2NB78 D71C _192047.00 3GVP9 
Si est _ % 056 74.0% 1715 2.4/1.2 | D80 19204100 3GVL1 D80D  192045.00  3GVNG D80C  192048.00 3GVR1 
voltage spikes induced by vari 056 720% 1125 #2814) —  — = = = — D80C 192049.00 3GVR2 
able frequency drives. V-seals on , 075 75.5% 3475 3.0/1.5 | — _ = D80D  192265.00 3GVN8 *| D80C 19226600 2NE24 * 
both drive end and nondrive end. 0.75 82.5% 1150 3.4/1.7. D90S 19220000 5PGH2 * | D9O0SD 192201.00 5PGH3 *| — an = 
= 1% 112 86.5% 1725 4.0/2.0 | D90S 192202.00 5PGH4 * | D9O0SD  192203.00 5PGH5 * | D90SC 192204.00 5PGH6 * 
Multimount repositionable feet > 1d9 85.5% 3455 5.0/2.5 | D9OS 19220800 11N103 * | D9OSD  192210.00 11N104 * | D90SC 192213.00 17N105 
(aluminum frame units only) allow 149 86.5% 1725. 5.4/27 | D9OL 192205.00 5PGH7 * | D9OLD  192206.00 5PGH8 * | D90LC 192207.00 5PGH9 * 
3 conduit box positions. Terminal 3.224 875% 3425 7.0/3.5  D9OL 192209.00 11N106 * | D9OLD 192211.00 11N107 *| D9OLC 192214.00 11N108 * 
‘ : Cast-Iron Frame 
boards included. Suitable as — 3 294 895% 1770 80/40) — _ = = = = DF100LC 193359.60 5PGJ2 * 
replacement motors for machine 4 3.0 89.5% 1760 10.0/5.0| — = — DF100LD 193337.60 5PQJ4 *| — = — 
tools, textile machinery, and other 5 Vs 410 88.5% 3510 12.6/6.3 | -— _ _ DF112MD 193339.60 5PGJ7 ~* = = _ 
care 410 89.5% 1755 140/70) — = = DF112MD 19334060 5PGJ8 *| — = = 
equipment with metric dimensions. 79759 917% 1765 24.012.0| — = = DF132MD 19334660 S5PGK2 *|  — — = 
UL Recognized, CSA Certified,and 145 11.2 924% 1765  36.0/18.0|DF160M193316.60 5PGK3 * | DFIG0MD 193349.60 5PGK4 *| — = = 
CE Compliant. * NEMA Premium® energy-efficient motors. 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, ?1 


INFORMATION 


UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 


MOTORS Scan. Order. Done. 





Pump Motors Details on page A1. 
Nameplate Full Load Nom. Item Nameplate Full Load Nom. Item 
RPM Frame Amps Efficiency No. HP RPM Frame Amps Efficiency No. 
Shen Dripproof, JP Threaded, Rolled Steel Frame Totally Enclosed Fan-Cooled, JP Threaded, Cast-Iron Frame 


1760 —_-143/5JP 3.3-3.0/1.5 85.5% 33HN17 1 1765 143JP 3.1-2.8/1.4 85.5% 6FJX9 
3495 143/5JUP 4.0-3.71.8 84.0% 33HN21 3495 143JP 4.2-3.8/1.9 84.0% 6FJYO 





1 1 
Ve 1755 _—«143/5JP 4.5-4.1/2.0 86.5%  33HN26 us 1760 145JP 4.3-4.0/2.0 86.5%  6FJY1 
D 3510 —143/5JP 5.3-4.8/2.4 85.5%  33HN35 D 3490 145JP 5.6-4.0/2.5 85.5% 6FJY2 
1745 —-143/5JP 5.9-5.3/2.6 86.5%  33HN31 1755 145JP 5./-5.2/2.6 86.5%  6FJY3 
3 3475 —-143/5JUP 7.9-7.1/3.5 85.5%  33HN45 3510 182JP 8.1-7.2/3.6 86.5%  6FJY4 
3475 = 182/4JP 8.5-7.7/3.8 89.5%  33HN40 2 1760 182JP 8.5-7.7/3.8 89.5%  6FJY5 
5 3510 =182/4JP —-:13.5-12.2/6.1 86.5% 33HN55 3510 182JP 13.1-11.8/5.9 88.5%  6FJY6 
1750 »=182/4JP = 14.0-12.7/6.3 89.5% 33HN50 5 1755 184JP 14.3-12.9/6.4 89.5%  6FJY7 
7p 3900 = 182/4UP_ —-:19.2-17.3/8.6 88.5%  33HN66 7p 3930 213JP 19.4-17.5/8.7 89.5%  6FJY8 
1760 =213/5JP = 20.5-18.5/9.2 91.0% 33HN61 1770 213JP 19.9-18.0/9.0 91.7%  6FJY9 
10 3530 = 213/5JP = 26.5-24.0/12.0 89.5%  33HN78 10 3530 215JP —-.25.7-23.2/11.6 90.2%  6FJZO 
1760 = =213/5JP = 27.4-24.8/12.4 91.7%  33HN72 1765 215JP =. 27.4-24.8/12.4 91.7%  6FJZ1 
15 3525 = 213/5JP —_‘38.0-34.4/17.2 90.2%  33HN84 45 onan 254JP = 37.6-34.4/17.2 91.0%  6FJZ2 
Open Dripproof, JP Threaded, Cast-Iron Frame 1765 254JP 39.8-36.0/18.0 92.4%  6FJZ3 
Open Dripproof, 175 204JP —33.5-37.2/18.6 93.0% 4EUN5 50 3530 206JP —51.3-46.4/23.2 91.0%  6FJZ4 
JM Threaded 50 3520 254JP 44.3-49.2/24.6 91.0% 4EUNG6 1765 256JP —_53.3-48.2/24.1 93.0%  6FJZ5 
1775 206JP  —45.5-50.6/25.3 93.0% 4EUN7 95 3000 284JP  —63.0-57.0/28.5 91.7%  6FJZ6 
95 3530 256JP_ _—_—53.6-59.6/29.8 91.7% 4AEUNS8 1770 284JP _—_—«65.2-59.0/29.5 93.6%  6FJZ7 
1770 284JP  —-53.8-59.8/29.9 93.6% 4EUN9 30 3530 286JP _—74.8-67.6/33.8 91.7%  6FJZ8 
30 3530 284JP  _—_63.4-70.4/35.2 92.4%  4AEUP1 1765 286JP = 77.6-70.2/35.1 93.6%  6FJZ9 
1770 286JP _—_—(63.7-70.8/35.4 94.1% 4AEUP2 40 3500 324JP  101.0-91.6/45.8 92.4%  6FKAO 
40 3500 286JP  —84.8-94.2/47.1 93.0% 4EUP3 1775 324JP 107.0-96.4/48.2 941%  6FKA1 
1775 324JP  —_‘91.3-96.4/48.2 94.1%  4EUP4 50 3550 326JP  124.0-112.0/56.1 93.0% 6FKA2 
50 3000 324JP —106.2-118.2/59.1 93.6% 4EUP5 1780 326JP 131.0-118.0/59.2 945%  6FKA3 
1775 326JP =110.5-122.8/61.4 945%  4EUP7 60 3960 364/5JP 148.0-134.0/67.0 93.6% 6FKA4 


50 3055 326JP__127.8-142.0/71.0 93.6%  AEUPS 1780 364/5JP 151.0-137.0/68.3 95.0%  GFKAS 
le 1780 364JP 126,0-139.8/69.9 95.0% 4EUR1  -, 3560 _364/5JP_181.0-164.0/81.9 93.6%  6FKAT 
NEMA 75 3050 _364JP__146.7-163.0/81.5 94.1% — 4EUR3 1775 364/5JP 186.0-168.0/84.1 95.4%  GFKAS 

1780 _365JP_153.9-171.0/85.5 95.0% 4EURS5 3550 404/5JP _243.0-220.0/110.0 94.1%  6FKAQ 
3550 365JP 199.8-222.0/111.0 94.5%  4EUR7 1775 404/5JP 245.0-222.0/111.0 95.4%  GFKC1 


= r ® 100 1780 404JP 207.0-230.0/115.0 95.4%  4EUR9 Totally Enclosed Fan-Cooled, JM Threaded, Cast-Iron Frame 
3 Phase NEMA Premium Open Dripproof, JM Threaded, Rolled Steel Frame 1 1765 143JM 3.7-2.8/1.4 85.5% 6FKC3 
Energy-Efficient Close- 


— 


1760 —_143/5JM 3.3-3.0/1.5 85.5% 33HN16 3495 143JM 4.2-3.8/1.9 84.0% 6FKC4 


43495 143/5JM_——_4.0-3.71.8 84.0% 33HN20. |” 1760  145JM  4.3-4.0/20 86.5%  GFKC5 
Coupled Pump Motors 1755. 143/5JM 45-4.1/2.0 86.5%  33HN25 2 1755 145JM 5.7-5.2/2.6 86.5% G6FKC7 
3 3475 143/5JM__7.9-7.1/3.5 85.5% 33HN44 3510 ‘182M _—«8.1-7.2/8.6 86.5%  GFKC8 
= Rotation: CW/CCW 1765. 182/4JM  8.5-7.7/3.8 89.5%  33HN39 1760 182M 85-7.7/3.8 89.5%  GFKCS 
a =; 3510 182/AJM_13.5-12.2/61 86.5% 33HNSS , 3510 184M —13.1-11.8/5.9 88.5%  GFKDO 
=» Thermal protection: none 1750 182/4JM 14.0-12.7/6.3 89.5%  33HN49 1755 184JM  14.3-12.9/6.4 89.5%  G6FKD1 
we lae als aieaa ta 403830 213M 26240120 Bas% 3sHN7? 71970 DISIM 1S SASGI9O 91.75% BEKDS 
= Service factor: 1.25 Open enclosure, 153525 213/5J/M —38.0-34.4/17.2 90.2% 33HN83_ 3530 215M —_25.7-23.2/11.6 90.2%  BFKDA 
1.15 for Totally Enclosed models 20 3520 254/6JM 52.6-47.6/23.8 91.0%  33HT95 1765. 215JM  27.4-248/124 91.7%  GFKD5 
eu ee ae oh ST Ge OSIM ag Ra6 C180 924% GERD? 
‘ . ie ripproo readed, Cast-Iron Frame .8-36.0/18. 4% 
temperature rise for longer life 1775 254JM_—41.1-37.2/18.6 93.0% 4EUU7 4, 3530 256JM —_51.3-46.4/23.2 91.0%  GFKDB 
= Inverter rated ie 1775. 256JM  55.3-50.0/25.0 93.0%  4EUU9 1765. 256JM 53.3-48.2/241 93.0%  GFKD9 
= Mounting: tate/ ase oe a Ease ae eS 2 77 Dee ao cae 
1 . fe) af™ A a e (0) ier : é ‘s 0 
= Max. ambient temp.: 40°C 30-1779 986JM _78.3-70.8/35.4 94.1%  4EUVA 39 3030 286JM__74.8-67.6/33.8 91.7%  GFKE2 
Close-coupled motors meet or exceed NEMA 40 1778 S24 107.0°96.4/48.2 94.1% aEuvG 1765 266uN 17-6 70.2185.1 95.6% BFKES 
. so 555 0-118.0/59. 6%  4EUV7 555 0-91.6/45. A% 4 
Premium requirement for energy pel ao For = 50 7775 306M 132.0122 8/614 945% EUV 42 1775 324JM107-0-96.4/48.2 041% ~ GFKES 
additional ratings, see Grainger.com®. For use in g0 3055 326JM__157.0-142.0/71.0 93.6% 4EUW1 =, 3550_—-326JM_124.0-112.0/56.1 93.0%  GFKEG 
Se eT ee es anal ee aa ee ES ee 
pumps. TEFC motors are designed for severe 13 1789 365M 189.0-171.0/85.5 95.0% 4EUW7 °° 1780 364/5JM 151.0-137.0/68.3 95.0%  6FKES 
duty applications. All motors are UL Recognized 75 3560 364/5JM_181.0-164.0/81.9 93.6%  6FKF1 
and CSA Certified. 1775 364/5JM 186.0-168.0/84.1 95.4%  GFKF2 
1003005 405TCZ 243.0-220.0/110.0 94.1%  GFKF3 


1775 405TCZ_ = 245.0-222.0/111.0 95.4% 6FKFS 


FRAMES 213-365 JP FRAMES 143-184 
213-326 JM JP and JM 
BF HOLE BF HOLE 


a Class 2RH 
t 


ECCENTRICITY OF THESE 

SURFACES WITH INDICATOR MOUNTED 
STATIONARY (RELATIVE TO SHAFT) 
MUST NOT EXCEES 0.010 T.I.R. 





Frame Close-Coupled Pump Shaft Dimensions Frame Close-Coupled Pump Shaft Dimensions 

Designations U EL EM EN EQ ET AH AJ AK’ BD BF Designations U EL EM EN EQ ET AH AJ AK’ BD BF 

143JM/145JM "1% 2" 1" HB XH" Hl" OK!" AM" =F" OAV" OBS" «—%-16" 324JM M4" 1%" 1%" BAB x1" KB OM" 11" 12%" 14" -%-11" 
143JP/145JP "1% 2" 1" %H-16X%" 1% 6" 5'%6" 7%e" 5%" 4%" 6%" %-16' 324JP 1M" 1%" 1%" 18 x1" 2%" = =5%' 8%" 11" ~=+12%" 14° %11' 
182JM/184UM 1M" 1" HABE X Hs" Hl" OK!" OAM" =O" OAV" OBS" =—%-16" 326JM M4" 1%" 1%" V1Bxt" Kw 3 bv" 11") 12%" =14" %-11" 
182JP/184JP "1M" 1" HTB XH" 1%6" 51%6" THs 5K" AY" 6%" %-16' 326JP M4" 19%" 1%" 1B x1" 2%" 5K" BY" O11" 12%" =14" %-11" 
213JM/215JM 14%" 1" TB XK" KH OD" OAV" 7M" BY" QQ" -13" 364JM M4" 1%" 1% W1Bxt" * 3 5" 11" 12%" 14° %11'" 
213JP/215JP 1%" 1%" 1%" Ve-13x1" 2%" 5H" BY" 7%" BY" QO" Y-13" 364JP 1%" 2Y" 1%" —Y-13 x1" 23%" 5A" BY" 11" 12%" =14" %-11" 
254JM/256JM 1%" 1%" 1%" Y-i3xt" % 3 5M" 7%" BY" OM" 1-13" 365JM Mw" 1%" 1% 18x" ws OM" OT" 12%" =14" —&%-11" 
254JP/256JP 1%" 1%" 1%" V-13x1" 2%" 5H" BY" 7%" BY" OQ" Y-13" 365JP 1%" 2Y" 1%" Y-13x1" 2%" 5K" BY" 11" 12%" 14° %-11" 


284JM/286JM 1%" 1%" 1%" Y13xi Bw 3 5” 11" 12%" = 10" %-11" 404JP/405JP 1%" 2¥e" 1%" 13 x2" 2%" SR BY 11" 12%" 15%6' %-11" 
284JP/286JP_ 144" 144 1%" 13 x1" 2% = =54%' 8 1" 12%" —=—10" ~%-11' 


22 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” MOTORS 
Find the ww. Find Solutions. Find Great Prices. Pump Motors 










No. 26ZY32 
No. 26ZY45 


marathon’ (century: 


1- and 3-Phase Close-Coupled 


Pump Motors 


= Rotation: CW/CCW, except where noted 

= Thermal protection: none 

= Service factor: 1.15 except for No. 26ZY45 is 1.00 
= Insulation: Class F, except where noted 

= Max. ambient temp.: 40°C 


Motors are continuous-duty and for use in commercial and industrial pumping 


No. 26ZY10 














applications. TEFC motors are suitable for use in dirty, dusty, and nonhazard- No. S2NT96 
Ous applications. All models are UL Recognized and CSA Certified. 
Nameplate Full Load Nom. Item Nameplate Full Load Nom. Item 
RPM Frame Voltage Amps Efficiency Brand No. HP RPM Frame Voltage Amps Efficiency Brand No. 
Open Dripproof, JM Threaded, Capacitor-Start, Face/Base Totally Enclosed Fan-Cooled, JM Threaded, Capacitor-Start/Run, Face/Base 
1 1725 | 415/208-230 13.4/6.8-6.7 72.0% Marathon 26ZY32 Tf 1V2 3465 213JM 230 32.0 81.5% Marathon 26ZY45 
2 3500 145JM 19.1/10.6-9.5 78.5% Marathon 26ZY33 Tf Totally Enclosed Fan-Cooled, JM Threaded, 3-Phase, Face/Base 
3500 182JM 32.0/16.1 75.5% Century 26ZY58 * — 15 3540 254JM 508-230/460 39.0-35.0/18.0 91.0% Century 29NZ27 
3 3500 182JM 115/230 32.0/16.1 75.9% Marathon 26ZY36 20 3540 206JM 51.0-46.0/23.0 90.2% Century 29NZ28 
1747 184JM 33.5/16.8 75.5% Marathon 26ZY38 20 3560 284JM 230/460 56.0/28.0 94.1% Marathon 25VD75 
3930 184JM 22 78.5% Century 22UP53 * Totally Enclosed Fan-Cooled, JP Threaded, 3-Phase, Face 
5 1750 213JM 22.0 82.5% Century 26ZY60 * | 2 1760 145JPV 6.0/3.0 75.0% Marathon 29FH20 
3500 184JM 22.0 80.0% Marathon 26ZY37 3 1750 182JP 7.6/3.8 89.5% Marathon 29FH26 
1730 215JM 34.5 84.0% Century 22UP54 * TV 9510 213JP 17.4/8.7 91.7% Marathon 29FH32 
TV 3470 213JM 230 37.0 78.5% Century 26ZY56 ~* 1770 2 130P 19.2/9.6 90.2% Marathon 29FH34 
3470 213JM 37.0 78.5% Marathon 26ZY39 Tf 40 1768 215JP 230/460 25.6/12.8 92.4% Marathon 29FH38 
1730 215JM 34.5 84.0% Marathon 26ZY42 ; 3505 215JP _ 290/115 90.2% Marathon 29FH36 
4q —3910 2 15JM_ : 37.9 82.5% Century 26ZY57 * _ 45 3938 254JP _ ___39.0/17.5 93.6% Marathon 29FH40 
3465 215JM 47.0 81.5% Marathon 26ZY43 t+ 1770 254JP — 87.0/18.5 93.6% Marathon 29FH42 
Open Dripproof, JM Threaded, 3-Phase, Face/Base 20 1773 256JP 48.5/24.2 93.6% Marathon 29FH46 
1 1760 143JM 3.2-3.0/1.5 85.5% Marathon 26ZX83 Totally Enclosed Fan-Cooled, JP Threaded, 3-Phase, Face/Base 
1% - 3915 143JM 4.0-3.8/1.9 86.5% Marathon 26ZX81 1 1765 143JPV 530/460 of1.6 85.5% Marathon 29FG95° 
; 1755 145JM 4.4-4.4/2.2 86.5% Marathon 26ZX91 1% 1755 145JUPV ; 4.6/2.3 86.5% Marathon 29FHO8 
D 3510 145JM 6.0-5.6/2.8 86.5% Marathon 26ZX87 “2 — = 1760 145JPV 200 6.9. 85.5% Marathon 29FH19 
1750 145JM 6.2-5.8/2.9 86.5% Marathon 26ZX92 10 1768 215JP 575 10.3 92.4% Marathon 29FH39 
3 3490 145JM 8.0-7.2/3.6 86.5% Marathon 26ZX88 Totally Enclosed Fan-Cooled, Keyed, 3-Phase, Face/Base 
1765 182JM 208-230/460 8.4-8.0/4.0 86.5% Marathon 26ZX95 1 1760 143JM _ 3.2/1.6 85.5% Marathon 52NT96 
5 3495 182JM 13.2-11.8/5.9 89.5% Marathon 26ZX93 2 1745 145JM | 5.8/2.9 86.5% Marathon 52NU09 
1755 — 184JM _ — 14.0-12.8/6.4 90.2% Marathon 26ZX99 _3 1750 182JM 1.8/3.9. 87.5% Marathon 52NU13— 
a 3510 184JM 19.0-17.0/8.5 90.2% Marathon 26ZX97 5. 3495 184JM | 12.0/6.0 88.5% Marathon 52NU15 
a" 1768 213JM 21.0-19.0/9.5 89.5% Marathon 26ZY04 1740 184JM 230/460 12.4/6.2 88.5% Marathon 52NU17. 
10 1768 215JM 26.9-25.0/12.5 91.7% Marathon 26ZY08 7p - goeo 213JM © 17.8/8.9 90.2% Marathon 52NU19 
1775 254JM 40.0-38.0/19.0 91.7% Marathon 26ZY10 aap 1770 213JM — 18.6/9.3 86.5% Marathon 52NU21 
15°. 75 254JM O75 15.2 91.7% Marathon 26ZY11 10 - 3505 215JM 23.0/11.5 90.2% Marathon 52NU23 
3525 215JM 230/460 36.5/18.2 91.0% Marathon 482R03 1770 215JM 24.4/12.2 92.4% Marathon 52NU25 
3545 254JM 208-230/460 91.0-46.0/23.0 91.7% Marathon 26ZY12 7 * CWLE rotation. t Class B. 
20 ~—- 3520 254JM 230/460 46.0/23.1 91.7% Marathon 29AK18 | 
3520 254JM 200 53.1 91.7% Marathon 29AK19 { _ 


30 3555 284JM 508-230/460 76.0-68.0/34.0 94.5% Marathon 26ZY18 
40 3555 286JM 89.0/44.5 94.1% Marathon 52JA59 
Open Dripproof, JP Threaded, Capacitor-Start, Face/Base 


7% 3470 —213uP oA 37.0 78.5% Century 26ZY61 * MOTOR & PUMP UPGRADE Projects 





10 3510 215JP 37.5 82.5% Century 26ZY62 * 
Open Dripproof, JP Threaded, 3-Phase, Face/Base The Grainger Energy Services Team is your 
1 1760: 143UP 3.0/1.5 86.5% Marathon 32UP82 a ie 
3 1750 ~—*:182JP_ 7.6/3.8 89.5% Marathon 32UP93 resource to help with auditing, specifying, 
<p: 3505 182JP 12.4/6.2 85.5% Marathon 32UP26 ; supplying, installing and commissioning/ @ 
7% 1750  213JP 230/460 19.0/9.5 91.7% Marathon 32UR02 ca ae 
10.3450 213JP 23.0/11.5 89.5% Marathon 32up99_+~=«|:«Verifying energy-efficient motor and pump y) 
20. 1750  256JP 48.0/24.0 94.1% Marathon 32UR14 
25-3450 ~—Ss256JP 57.0/28.5 93.6% Marathon 32UR12 eIrOMt PIQIect>: ; 
Open Dripproof, Keyed, 3-Phase, Face/Base > Visit grainger.com/ energyservices 
25 1778 —-284JM = 208-230/460 66.0-62.0/31.0 94.1% Marathon 26ZY20 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 23 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 





MOTORS 
Pump Motors 














Scan. Order. Done. 


Details on page A1. 


Max. 
Nameplate Full Load Service Ambient Mfr. Item 
RPM Rotation Voltage Amps Factor Temp. Brand StockNo. No. 
Open Dripproof, 56C Frame, Face-Mount, Keyed Shaf 
3450  CCWSE 115 1.75 50°C Marathon 439 2K409 
V5 3450  CCWSE 115/230 6.2/3.1 1.75 50°C Marathon C1081 2K391 
3450  CCWSE 115/230 6.2/3.1 1.75 40°C Dayton  5K955  5K955 
yi 3450  CCWSE 115/230 8.2/4.1 1.60 50°C Marathon C1082  2K392 
3450  CCWSE 115/230 7.7/3.8 1.60 40°C Dayton _5K657_ —«»5K657 
3450  CW/CCW 115/230 11.2/5.6 1.50 40°C Marathon C332 4K110 
Ys 3450  CCWSE 115/230 13.0/6.5 1.50 50°C Marathon C1083A 35LF85 
ODP, Face-Mount, 3450  CCWSE 115/230 11.6/5.8 1.50 40°C Dayton 5K658 _5K658 
Keyed Shaft ODP, Face/Base-Mount, 3450  CW/CCW 115/208-230  13.2/6.5-6.6 1.40 40°C Marathon C334  4K111 
Threaded Shaft 1 3450  CW/CCW 115/208-230  12.8/6.7-6.4 1.40 40°C Dayton 5K659 5K659 
3450  CCWSE 115/230 14.2/7.1 1.40 50°C Marathon C1084 2K394 
3450  CW/CCW 115/208-230  —_18.4/9.8-9.2 1.30 40°C Marathon C336  4K112 
TEE 1% 3450 = CW/CCW115/208-230 ~—-18.2/9.2-9.1 1.30 40°C Dayton 5K469 5K469 
, 3450  CCWSE 115/230 15.8/7.9 1.30 50°C Marathon C1085 2K395 
Face-Mount, 3450  CW/CCW 115/208-230  21.2/11.5-106 1.20 40°C Marathon C338  4K113 
Threaded Shaft 2 3450  CCWSE  115/208-230 19.6/10.7-98 1.20 40°C Dayton 5K470  5K470 
3450 CCWSE 115/230 19.2/9.6 1.20 50°C Marathon C1086  2K396 
3 3450  CW/CCW 115/230 29 .4/14.7 1.15 40°C Marathon C340 4K114 
' Totally Enclosed Fan-Cooled, 56C Frame, Face/Base-Mount, Keyed Shaft 
sy > 3450  CW/CCW 115/230 7.4/3.7 1.25. 40°C Marathon C444 2K379 
e Open Dripproof, 56J Frame, Face/Base-Mount, Threaded Shaft 
marathon Dayton Ye 3450 + ~+~CCWSE 115 6.2 1.75. 50°C Marathon 685  5U259 
Motors 7m 3450  CCWSE 115/230 8.2/4.1 1.60 50°C Marathon C1462 5U170 
3450 CCWSE 115/230 9.0/4.5 1.60 40°C Dayton  6K580  6K580 
1-Phase Jet Pump Motors y, 3450 CCWSE _115/208-230 17.0/5.4-5.5 1.50 40°C ‘Dayton 6K581__GK581 
3450  CCWSE 115/230 11.6/5.8 1.50 50°C Marathon C1463  5U171 
= Thermal protection: auto ; 3450 CCWSE 115/208-230 13.2/6.8-6.6 1.40 40°C Dayton  6K582 6K582 
7 3450  CCWSE 115/230 14.2/7.1 1.40 50°C Marathon C1464 5U172 
i seen veal is 60/50 Hz 1, —3450___ CCWSE__115/208-230___18.2/9.2-9.1 1.30 40°C Dayton _6K516 —_6K516 
= Insulation: Class . 3450  CCWSE 115/230 15.8/7.9 1.30 50°C Marathon C1465 5U173 
= Mounting: horizontal or vertical, shaft down 2 3450  CCWSE — 115/230 19.2/9.6 1.20 50°C Marathon C1466 5U174 
= Bearings: ball Open Dripproof, 56J Frame, Face-Mount, Threaded Shaft 
3450  CCWSE 115 6.2 1.75 50°C Marathon H440 2K410 
=» Motor: capacitor-start, unless footnoted 3450  CCWSE  115/208-230 6.4/3-3.2 1.75 40°C Marathon C329 2K366 
Shaft slinger (all models) and gasketed conduit box (TEFC % __Sast few: __1 13/230 Lk 
models only) protect against moisture and contaminants. 1725/1425 CCWSE  115/208-230  6.0/3.2-30 1.35. 40°C. Marathon C683‘ 2K650 
ee eee ae ee 
: 2 F ? : aratnon 
56J frame shaft: stainless steel, “16-20 UNF-2A, RH threaded 3450 CCWSE 115/230 9.0/4.5 165. 40°C Dayton  5K660  5K660 
"Ae" from end, 2c" length. Use in jet pump water systems, 3450 CCWSE —115/208-23011.2/5.3-5.6 1.50 40°C —s Marathon =< C333_—-2K368 
centrifugal and hydraulic pumps, and other applications requir- Ys 3450 CCWSE 115/208-230 —-10.4/5.4-5.2 1.50 40°C Dayton 5K661 5K661 
; 50 CCWSE — 115/230 11.6/5.8 1.50 50°C Marathon C1089  2K399 
ing NEMA S56C- or 56J-face mounting. UL Recognized and CSA 3450  CCWSE  115/208-230  13.2/6.5-66 1.40 40°C Marathon C335  2K369 
Certified. 1 3450 CCWSE 115/230 14.2/7.1 1.40 50°C Marathon C1090 2K400 
Note: Must equal or exceed service factor and HP for proper replacement. a ewer eee bere ‘a ar Nevin aes ope 
MARATHON 1% 3450 CCWSE _ 115/230 18.4/9.2 1.30 40°C Marathon C337  2K370 
3450  CCWSE 115/230 15.8/7.9 1.30 50°C Marathon C1091 2K401 
2-compartment design with locked ball bearings on shaft end. ; en Hevee 11 ee ents +5 a pein ae aes 
. . : . : aratnon 
Voltage-change plug and enlarged conduit box for easy terminal 3450. CCWSE 115/230 19.2/9.6 1.20. 50°C Marathon C1092  2K402 
lead connection. 56C frame has 416 stainless steel shaft. 3 3450 CCWSE 115/230 29.4/14.7 1.15 40°C Marathon C341 2K372 
Totally Enclosed Fan-Cooled, 56J Frame, Face-Mount, Threaded Shaft 
DAYTON® 7) 3450 CW/CCW _ 115/230 5.6/2.8 1.00 40°C Marathon C1336 51B76 
Single-compartment design. 56C frame has carbon steel keyed 9 — 7579) _beBE_2 ties feet 940 aration _ftpo uae 
shaft. Y2-HP and higher motors include drip cover kit for vertical ~~ ~3450 ~~ CCWSE._‘115/230 17.8/8.9 1.00. 40°C Marathon C878 2K390 
mounting. * Split-phase. ¢ Capacitor-start, capacitor-run. 
Nameplate FullLoad Service Ins. Mfr. Item 
ODP, Face/ RPM Rotation Voltage Amps Factor Class Brand Stock No. No. 
? Open Dripproof, Face-Mount 
Base-Mount Ys 3450/2850 CW/CCW 208-230/460 1.5-1.8/0.90 1.75 B Marathon  K748 4N087 
na ror bs 3450 cwiccW 208-230/460  2.0-2.0/1.0 1.60 B Marathon __K217 4N062 
: 725 208-230/460 2.3-2.2/1.1 1.25 B Marathon 553 4N085 
marathon 7) 1725. CW/CCW 208-230/460  3.3-3.0/1.5. 1.25. +B Marathon K555  4NO86 
oe ; 3450 CW/CCW 208-230/460 3.3-3.2/1.6 1.40 B Marathon  K221 AN064 
Ph Pp M 1725 CW/CCW 208-230/460 3.6-3.8/1.9 1.15 B Marathon 750 4N089 
3-Phase Jet Pump Motors typ 3450 CW/CCW 208-230/460 5.0-4.8/2.4 1.30 B Marathon _K223_4NO65 
: 1725 CW/CCW 208-230/460 5.8-5.6/28 1.15 B Marathon  K751 4N090 
= O6J frame 2 3450 CW/CCW 208-230/460 6.0-6.0/3.0 _—‘1.20 B Marathon  K225 AN066 
=» Thermal protection: none 3 3450 CW/CCW = 208-230/460 = 8.9-8.2/4.1 1.15 B Marathon K227 4N067 
= Bearings: ball Open Dripproof, Face/Base-Mount 
ine y, 3030/2910 CW/CCW _208-230/460_2.3-2.2/1.1 1.15 B Dayton 3N088  3NO088 
=» Max. ambient temp.: 40°C 3450 CW/CCW 208-230/460 2.6-2.6/1.3 1.50 B Marathon K1483 5U264 
Shaft: stainless steel, 746-20 UNF-2A RH threaded 16" from Tae Feioes 5 can ‘benica cack bine 3.8/1.9 130  B Dayton _52Z2W08__52Z2W08 
end, 2/6'L. Open dripproof models have a shaft slinger y, 3450 CW/CCW 200-230/460 2.1-2.0/1.0 1.60 A Marathon 230 _—_-4NO7O 
and gasketed conduit box to protect against moisture and . 1725 CW/CCW 208-230/460 —2.3-2.2/1.1 1.00 B Marathon 550 — 4N084 
contamination 1% 3450 CW/CCW «230/460 4.0/2.0 1.30 B Marathon KG236A  53DE73 
ee 2 3450 CW/CCW «230/460 5.0/2.5 1.25 F Marathon K238A  53DE40 
Dayton® motors will operate at 50 Hz on 190/380V at 5/6 of 60 3 3450 CW/CCW 230/460 7.6/3.8 1.00 B Marathon K240A  53DE42 
inj i i i Totally Enclosed Fan-Cooled, Face/Base-Mount 
Hz i a tie For Sa retiree ser 1% 3450 + CWICCW 230/460 40/20 115. B Marathon J064A  53DE36 
and hydraulic pumps. ecognized an ertinled. Totally Enclosed Fan-Cooled, Rigid Base-Mount 
Note: Must equal or exceed service factor and HP for proper replacement. 1 3450 CW/CCW _—-230/460 3.0/1.5 1.15 B  Marathon _J063A__S3UF61 
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1-Phase and 3-Phase Square-Flange Pool Pump Motors 


Ccentury- 


MOTORS 
Pump Motors 











Max. 
Ambient Mfr. Item 
Temp. StockNo. No. 
50°C B845 16U451 
50°C B2846 6UEV2 * oO 
50°C B2661 16U450 
50°C -B2852 16447 2e0 rrame, . 
50°C B29853 16U442 Permanent Split 
50°C  B2848 6UEV4 * Capacitor 
50°C B2854 16U440 
50°C B2858  6FJF3 
50°C B2842 16U449 
50°C B849 16U443 
40°C B985 16U436 
50°C B2859 16U452 
50°C B2843 16U446 
50°C B855 16U441 
50°C B2748 6UEV5 * 
50°C B2840 16U448 
50°C B2844 16U444 
50°C  B2981 16U437 SG6Y Frame, 
50°C 8B2980 16U439 Capacitor 
50°C B2982 16U438 Start/Run 
50°C B2983 16U434 
50°C B2984 16U435 
50°C + SQ1302V1 2GMP9 * 
OU G H491 4AYY42 * 
aU G H492 §AYY43 * 
50°C H635 AYY44 * 
50°C H636 4YY45 * 
50°C H637 ©4YY46 * 
50°C H/755 + AYYA47 * 
50°C }3=Q3302V1 16U454 56Y Frame, 
40°C H995 16U481 3-Phase 


eS osue pee enppreo! Nameplate Full Load Service Ins Efficienc 
= Thermal protection: RPM Rotation Phase _ Voltage Amps _ Factor Class Group , 
auto, except 3-phase 56Y Frame, Permanent Split Capacitor 
3450 CCWSE 1 115/208-230 8.8/4.5-4.4 1.90 B Energy Efficient 
motors have none ” 3450 CCWSE 1 115/230 108/54 1.95 F Standard Efficient 
= Mounting: flange, y, 3450 CCWSE 1 _115/208-230_11.2/6.0-5.6 1.67 F Standard Efficient 
horizontal only 3450 CCWSE 1 115/230 10.8/5.4 1.25 -F Standard Efficient 
. : { 3450 CCWSE 1 115/230 13.0/6.5 1.25 F Standard Efficient 
= Bearings: ball 3450 CCWSE 1 115/230. 16.0/8.0 1.65. F Standard Efficient 
i 3450 CCWSE 1 115/230 16.0/8.0 1.10 F Standard Efficient 
Motors are equivalent 1% 3450 CCWSE 1 115/230 21.0/10.5 1.50 F Standard Efficient 
replacements for most 3450 CCWSE 1 208-230 96-88 147  F Standard Efficient 
oe 2. 3460/1725 CCWSE 230 {0.035 410-8 ~ Standard Efficient 
a, 0/3. andard Efficien 
manufacturers’ pumps. 3450 CCWSE 1 115/230 21.0/10.5 1140  F Standard Efficient 
Permanent split capacitor D 3450 CCWSE 1 208-230 11.0/10.2 =1.30 F Standard Efficient 
= 3450 CCWSE 1 230 10.0 1.10 B Standard Efficient 
and 3-phase motors are 3450 CCWSE 14 230 i15 130 F Standard Efficient 
single-compartment design. 2% 3450 CCWSE 1 230 11.5. 1.04. F Standard Efficient 
Capacitor-start motors are oe : aan anes 1 208-230 15.0-13.6 1.15 F Standard Efficient 
. 5 rame, Capacitor-Start/Run 
2-compartment design. 5h, Yoo 8400/1725 CCWSE 1 115 12.2/2.0 1.67  F Energy Efficient 
Shaft: 303 stainless steel, 4 103450/1725 CCWSE 1 230 5.8/0.90 1.67  F Energy Efficient 
3 _ 1, Yo 3450/1725 CCWSE 1 230 7.4/1.4 1.65 F Energy Efficient 
/2-20 UNF 2A Rr external 1%, % 3450/1725 CCWSE 1 230 10.0/1.6 1.47 F Energy Efficient 
threads. Additional square- ~2 1% 3450/1725 CCWSE 1 230 11.0/.8 130  F Energy Efficient 
flange pump motors are 3 3450  CCWSE 1 208-230 15.0-13.3. 1.15 B Standard Efficient 
ilab| Grai @ _96Y Frame, 3-Phase 
avaliable on Grainger.com™. ““yy 3450 CWCCW 3 _208-230/460 3.2-3.01.5 1.90 B Standard Efficient 
UL Recognized and CSA V4 3450 CW/CCW 3 = 208-230/460 3.8-3.6/1.8 1.65 B Standard Efficient 
Certified 1 3450 CW/CCW 3 = 208-230/460 5.0-4.6/2.3 1.65 B Standard Efficient 
. 1% 3450 CW/CCW 3 = 208-230/460 6.4-5.8/2.9 1.47 B Standard Efficient 
Note: Must equal or exceed 2 ae AATEC ; SN Sanden 7.1-6.8/3.4 1.30 B Standard Efficient 
i 5 - 9.8-9.6/4.8 1.15 B Standard Efficient 
st alone and HE TOF Prope 3 3450 CW/CCW 3 208-230/460  10.0/5.0 1.15. B Standard Efficient 
: 5 3450 CW/CCW 3 = 208-230/460 13.4-13.4/6.7 1.00 B Standard Efficient 
* Motor shafts also have 4-20 UNC-2B LH internal threads. 
Max. 
Nameplate FullLoad Service Efficiency Motor Flange Ambient Mfr. Item 
HP RPM Voltage Amps Factor Group Material Temp. Stock No. No. 
56C Frame, Capacitor-Start/Run 
Yo 3450 115/230 8.0/4.0 1.60 Energy Efficient Aluminum 50°C CK1052 5PE35 
V4 3450 115/230 11.0/5.5 1.50 Energy Efficient Aluminum 30°C CK10/2 5PE3/ 
1 3450 115/230 13.6/6.8 1.40 Energy Efficient Aluminum 50°C CK1102 5PE39 
1% 3450 115/230 19.4/9.7 1.30 Energy Efficient Aluminum 50°C SK1152 5PE45 
2 3450 230 11.2 1.30 Energy Efficient Aluminum 50°C SK1202 5PE46 
3 3450 208-230 15.0-13.3 119 Standard Efficient © Aluminum 50°C SK1302V1 3CZR4 
56C Frame, Permanent Split Capacitor 
Vy 3450 115/208-230  8.2/4.4-4.1 1.50 Energy Efficient Cast-lron 50°C B639 5PB/3 
3450 115/230 8.8/4.4 1.60 Standard Efficient © Aluminum 50°C B120 5PB61 
V4 3450 115/230 12.0/6.0 1.50 Standard Efficient © Aluminum 50°C B121 5PB62 
{ 3450 115/208-230 11.8/6.4-5.9 1.40 Energy Efficient Aluminum 50°C B653 5PB93 
3450 115/230 14.4/7.2 1.40 Standard Efficient © Aluminum 50°C B122 5PB63 
11% 3450 115/208-230 15.6/8./-7.8 1.30 Energy Efficient Aluminum aUG B/95 5PB9/ 
3450 115/230 18.4/9.2 1.30 Standard Efficient © Aluminum 50°C B123 5PB64 
3450 115/230 21.6/10.8 1.20 Standard Efficient © Aluminum 50°C B835 16U472 
2 3450 208-230 10.4 1.20 Energy Efficient Aluminum 50°C B808 5PE11 
3450 230 10.5 1.20 Standard Efficient Aluminum 90°C B124 5PB65 
3 3450 208-230 15.0-13.6 1A Energy Efficient Aluminum SUG B81/ 5PE15 
3450 230 14.1 149 Standard Efficient © Aluminum o0°G B125 16U473 
56J Frame, Capacitor-Start/Run 
Yo 3450 115/230 8.0/4.0 1.60 Energy Efficient Aluminum 50°C CT1052 5PE40 
¥, 3450 115/230 8.0/4.0 1.00 Energy Efficient Aluminum 50°C UCT1072 16U479 
3450 115/230 11.0/5.5 1.50 Energy Efficient Aluminum 50°C Gils? 5PE41 
1,Y%0 3450/1725 230 7.0/2.3 1.50 Energy Efficient Aluminum 50°C STS1102RV1 16U474 
{ 3450 115/230 11.0/5.5 1.00 Energy Efficient Aluminum 50°C UCT1102 16U477 
3450 115/230 13.6/6.8 1.40 Energy Efficient Aluminum 50°C CT1102 5PE53 
1%, % 3450/1725 230 9.0/3.3 1.30 Energy Efficient Aluminum 40°C STS1152R 5PE56 
11% 3450 115/208-230 19.6/10.4-9.8 1.47 Energy Efficient Aluminum 90°C Si iio2 5PE50 
3450 113/230 14.6/7.3 1.00 Energy Efficient Aluminum 50°C UCT1152 16U478 
D 3450 115/208-230 19.6/10.4-9.8 1.10 Energy Efficient Aluminum o0°G UST1202 5PE61 
3450 208-230 12.6-11.4 1.30 Energy Efficient Aluminum 50°C $11202 5PE51 
22 3450 208-230 12.6-11.4 1.06 Energy Efficient Aluminum 50°C UST1252 16U476 
3 3450 208-230 15.0-13.3 1.18 Standard Efficient © Aluminum 50°C S$1T1302V1 2LJF9 
56J Frame, Permanent Split Capacitor 
Yy 3450 115/208-230 7.4/4.0-3.7 1.60 Energy Efficient Aluminum 50°C B65/ 16U468 
3450 115/230 8.8/4.4 1.60 Standard Efficient © Aluminum 50°C B126 5PB66 
3450 115/208-230 10.0/5.4-5.0 TU Energy Efficient Aluminum oU°G B638 5PB91 
yy 3450 115/230 8.8/4.4 1.00 Standard Efficient © Aluminum 50°C B22/9E 5PB/9 
3450 115/230 12.0/6.0 1.50 Standard Efficient Cast-Iron 50°C 164360 5PB58 
3450 115/230 12.0/6.0 1.50 Standard Efficient Aluminum 50°C B12/ 5PB6/ 
3450 115/208-230 11.8/6.4-5.9 1.40 Energy Efficient Aluminum 50°C B654 5PB95 
1 3450 115/230 12.0/6.0 1.00 Standard Efficient © Aluminum 50°C B228SE 5PB81 
3450 115/230 14.4/7.2 1.40 Standard Efficient Aluminum 50°C B128 5PB68 
1%,% 3450/1725 115 14.6/4.4 1.10 Energy Efficient Aluminum 50°C B969 16U466 
3450 115/208-230 15.6/8./-7.8 1.30 Energy Efficient Aluminum 50°C B/96 5PB99 
1% 3450 115/230 14.4/7.2 1.00 Standard Efficient © Aluminum 50°C B229SE 5PB83 
3450 115/230 18.4/9.2 1.30 Standard Efficient Cast-Iron 50°C 164362 5PB60 
3450 115/230 18.4/9.2 1.30 Standard Efficient © Aluminum UG B129 5PB69 
3450 115/230 18.4/9.2 1.00 Standard Efficient © Aluminum 50°C B230SE 5PB85 
D 3450 115/230 21.6/10.8 1.20 Standard Efficient © Aluminum 50°C B836 16U471 
3450 208-230 10.4 1.20 Energy Efficient Aluminum SUG B809 5PE13 
3450 230 10.5 1.20 Standard Efficient Aluminum 50°C B130 5PB/1 
22 3450 230 10.5 1.00 Standard Efficient © Aluminum 50°C BZ 1OE 5PB8/ 
3, 4% 3450/1725 230 13.8/4.0 119 Energy Efficient Aluminum 40°C B966 16U465 
3 3450 208-230 15.0-13.6 1.19 Energy Efficient Aluminum 50°C B818 5PE17 
3450 230 14.1 1.15 Standard Efficient © Aluminum 50°C B131 16U470 


IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 
UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 


INFORMATION 






56C Frame, 
Permanent 
Split Capacitor 


56J Frame, 
Capacitor Start/Run 





56J Frame, 
(- Permanent Split 
Century? Capacitor 


1-Phase Face-Mount 
Pool Pump Motors 


= Enclosure: open 56C frame shaft: 
dripproof keyed steel, 2" dia. 
= Rotation: CCWSE xX 1%'L with %46"W 
= Thermal protection: keyway. 
auto 56J frame shaft: 303 
= Insulation: Class B stainless steel, 6-20 
= Bearings: ball UNF-2A RH threaded 
Motors are equivalent 1/6" from end. 
replacements for most All motors are UL 
popular pool and spa Recognized and CSA 
pump manufacturers’ Certified. 
pumps. Sealed switch Note: Must equal or exceed 
design prevents water service factor and HP for 
infiltration. Moisture/heat- proper replacement. 
resistant bearing lubricant. 
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MOTORS Scan. Order. Done. |= 
Pump Motors Details on page Al. = 





Cradle Base 









Rigid Base 

. marathon” Cantur ° 
Split-Phase Carbonator Pump Motors Motor G y 
= Enclosure: open dripproof Nameplate Full Load Service Shaft Mfr. Item 
= Rotation: CW/CCW ais mae Frame Voltage Hz Amps Factor Bearings Dia. Brand Stock No. No. 
= Thermal protection: auto 7 1725 48Y 115 60 5.0 1.00 Ball 4" Marathon 4725 3K067 
maton: a ea a ee 

H F ° : : a 2 aratnon 
= Max. ambient temp.: 40°C 1725 48Y 115 60 6.1 1.00. Ball. %" Marathon H682.  -5U256 
Motors have a threaded conduit Vs 1725 48Y 115/230 60/50 4.6/2.3 1.00 Sleeve %%' Century | CB2034AD 5DVX9 
1725 48Y 120/240. 60/50 5.5-5.6/2.7-28 1.00 Ball 54° Marathon H683 5U257 

hole. Short, slotted shaft permits 1725 48Y 120/240 60/50. 5.5-5.6/27-28 1.00 Sleeve 54" Marathon 4805. 3K987 
close-coupling the carbonator pump 1725 48Y 940 60/50 27 1.00 Ball 5° Marathon HG450.-2K457 
to the motor. Extended hub for direct- ” 1725 A8Y 115 60 72 1.20 Ball 54° Marathon H926 5XB87 

: ine 1725 48Y 115/230 60/50 6.8/3.4 1.00 Sleeve %° Century  CB2054AD  S5DVYO 
mounting pump to motor. Use for liquid gsr 48Y 115/230 60 10.4/5.2 100. Ball Marathon HG7i4  10A276 
transfer pumps, vending machine Rigid Base 
See a Maal LL a eT cee 80 25 3a" Manton Heeeo Bua 

. . : : a 2 aratnon 

applications. See page 2698 for an Kk 1725 48Y 120/240 60/50 5.6/2.8 1.00. Ball %" Marathon H712. 3VG37 * 
assortment of suitable pumps. UL i 1725 48Y {20/240 60/50 7.1-7.2/3.4-36 1.00 Ball 54° Marathon H684 5U258 
Recognized and CSA Certified. * Has 12" x 116" rear shaft extension. 





(te, 








= af 
No. 454X49 Oy rt 
No. 4UX55 
No. 21AJ16 ww : 
Dayton 
= marathon’ peyion 
1-Phase Gapacitor-Start Pressure Washer Pump Motors a 
= Enclosure: open dripproof Nameplate FullLoad Service —_ Shaft Mfr. Item 
= Rotation: CW/CCW, except No. 4UX55 is CWSE Fesliase Frame Voltage Amps Factor Dia. Brand Stock No. No. 
= Thermal protection: manual yy 1725 560 -115/208-230  11.0/5.4-5.5 ‘1.15 5% Marathon  G381  21AJ16 
= Insulation: Class B 1 1725 56C 115/208-230 13.4/6.8-6.7 1. ye" Marathon G382 21AJ17 
Sais “chi 3450 56HC 115/230 17.5/8.7 1.15 5%" Marathon K615 _21AJ14 
Speas ou eee 2 1725 —«SBHC~=«*d5/230~—~=~S*«8.«B/9.A i. Ys Marathon _K319__21AJ21 
= Max. ambient temp.: 40°C 5 3450 56HCZ 208-230 22.0-20.0 1.15 %" ‘Dayton  4UX55  4UX55  *t 


a : ‘ah. _ Rigid Base 
POR ON ese ale See var Te les 3450 56 115/230 17.8/8.9 1.15 Ys" Marathon C1269A _454X49 
sure washer applications. UL Recognized and CSA Certified. + ¢anacitor-start, capacitor-run. f ¥4"x 174" shaft. 


MOTOR & PUMP UPGRADE Projects 


The Grainger Energy Services Team is your 
resource to help with auditing, specifying, 


supplying, installing and commissioning/ 
verifying energy-efficient motor and pump 
retrofit projects. 


> Visit grainger.com/energyservices 
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GRAINGER CHOICE” MOTORS 
Find the ww. Find Solutions. Find Great Prices. DC Motors 
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No. 
4Z248 
90 and 180VDC 
Permanent Magnet 
Motors with Control — 
= Enclosure: totally enclosed Control regulates speeds within 1% 
fan-cooled, NEMA 1 control of nameplate rpm and provides full- 
* Davtonk = Rotation: CW/CCW wave rectification with adjustable 
= Insulation: Class F min./max. speed, current/torque 
= Mounting: C-face with limit, IR compensation, fixed acceler- 
12, 24. 90. and removable rigid base ation, transient and surge protection, 
J J J = Bearings: ball , and front-panel fuse protection. 
180VDC Permanent = Max. ambient temp.: 40°C No. 41D720 has adjustable min./ 
Magnet Motors = Input: 115 or 230VAC, 60/50 max. speed and IR compensation. 
« Hz (No. 42226 requires Speed regulation: +1%. Motors are 
= Rotation: CW/CCW asovpe 250V, 20A receptacle) UL Recognized and CSA Certified: 
= Service factor: 1.0 No. 4Z379 = 50:1 control speed range Speed Control is UL and C-UL Listed. 
= Bearings: ball Nameplate Full Load Max. Overall =item 
= Max. ambient temp.: 40°C HP RPM Frame Amps Torque Length No. 
: 115VAC Input, 90VDC Armature 
Designed for use with speed controls or NEMA Type K DC power supplies on 77 1750 56C 25 97 in-lb 15%" 47248 
constant or diminishing torque applications. Performance matched with Dayton® % 1750 56C 5.0 18.2 in.-Ib. 16%" ——«-1F800 
and Dart Speed Controls listed on pages 158 and 159. 90V and 180V models is 2500 966 7.6 18.9 in.-Ib. 16Y2" __ 22846 
feature a tapped hole on the fan end shaft to mount a No. 62392 or No. 5JJ65 4 5 ee ae aoe Nee ee 
pulse generator (see page 159). 56C frame models have a removable base. Find | “930VAC Input, 180VDC Armature an 
replacement brushes on Grainger.com®. 12V and 24V units are UL Recognized 1% 2500 56C 7.5 37.8 in.-Ib. 19%" 42226 
(E57948) and CSA Certified (LR33543); 90V and 180V units are UL Recognized AC Input HP @ HP @ External Item 
(E47479 Enclosure Voltage 90VDC 180VDC Switches W 4H D No. 
) Replacement Speed Control 
Nameplate Fuiead dng: Overall itein NEMA1  120/240VAC to 1 Yto2  FWD/OFF/REV 6° 5.13" 6.5" 41D720 * 
HP RPM Frame _ Enclosure Amps Class Length No. * Fuse protected. 
12VDC 
7 1800 56C TENV 21.0 F 10%" _ 6MK98 * : 
% 1800 56C TENV 27.0 F 103%" 6MK99 1 2VDC Dayton 
% 1800 56C TENV 39.0 H 11%  6MLO2 
7 1800 56C TEFC 58.0 F 13% 6MLO4 
1 1800 56C TEFC 80.0 H 131%"  6MLO6 Permanent 
24VDC 
% 1800 56C TENV 13.5 F 103" 6MLO1 Magnet Motor 
% 1800 56C TENV 20.0 F 11%" 6ML03 ; 
7 1800 56C TEFC 29.0 F 12*%6" __ 6MLO5 = Enclosure: totally enclosed 
1 1800 56C TEFC 39.0 H 13'%6"  6MLO7 nonventilated 
ee 1750 56C TEFC 2.5 F 10'%6"  2M167 ge aula hee 
4 : 16 oe \ 
Z 1750 56C TEFC 3.5 F 11%6" ___ 2M509 = Insulation: Class A w 
% 1725 56C TEFC 5.0 F 117%6" -2M168 = Bearings: sleeve he \ 
tte Settee fob Fea ip | * Max ambient temp: 470 — 
, 16 " " iT ‘ Wl 1 
180vpc Shaft is %" x 1" with flat. 3%"-dia. body 
Ye 1725 96C TEFC 2.5 F 11'%e" 42524 mounts with /2"-long studs, 2%6' on center. 
7 1750 56C TEFC 3.8 F 131%6" 472525 
1 1750 56C TEFC 5.0 F 141%6" 42378 Nameplate Full Load Overall Item 
1% 1750 143/5TC ——“TEFC 7.5 H 18%6" 47379 HP RPM Voltage Amps Length No. 
3 1750 143/5TC ~——sTEFC 15.0 H 22%68'  —*GZ791 Yas 2390 12VDC 3.8 Ai, 3LCH7 


Full Base Face ¥* , 
Nameplate FullLoad Load Ins. Shaft Overall Mounting Mounting Item Dayton 


HP RPM Torque Amps Class Dia. Length O.C. 0.C No 


12/24VDC 

%a, V4 1800/4300 0.81in-Ib. 24 B V4 5i%6" 3%x1%4" 1¥%4x1% 3XE19 

%, Yoo 1725/4000 1.81 in-Ib. 51 Be 62%4" 41%6x 1%" 13%4x1% 3XE20 12/24, 90, and yr 

%, V7 1750/3900 5.63in-lb. 140 B  % 8%" 6/6x2" 2%x2% 42143 ¢ 

‘ha 4780/4200 2.56 inlb- 69 BB AVexd” 2ex0m aziaa ~=0W DWOOVDC Permanent No. 3XE19 

% V6 1800/4200 6.38in-lb. 162 B  % 9%" 7iA6x2" 2%x2% 47529 

sovDC Magnet Motors 
53 2500 O5in-Ib 03 B va" 5i%6" 3%x1%" 1%4x1% 3XE21 g a 
Vy 1800 13in-Ib. 0.5 Bs 6s’ 41x 1 1%ix 1% BXEZ2 = Enclosure: totally Use with Type K DC rectified power sources matched 
8._ 1909 _ one 8 8 ae eee enclosed nonventilated to voltage (providing form factor does not exceed 
ee ee oe oe et eg _* Rotation: CW/CCW 1.3); see pages 158 and 159. For adjustable speed 
180VDC = Bearings: ball controls for 12/24V models, see page 159; for 90V 
% 1800 5.63 in-Ib. 0.9  — 9%" 7Asx2' 2%x 2% 12851 = Max. ambient temp.: 40°C and 180V models, see page 158. UL Recognized. 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 27 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 


Scan. Order. Done. 
Details on page A1. 


MOTORS 
Definite Purpose Motors 














Nameplate FullLoad Nom. Overall Mfr. 
HP RPM _ Frame’ Amps _ Efficiency Length Model No. 
3510 182T 3.6 86.5% 14% 00336ST3QIE1821-W22 6AGU9 
3 1800 182TC 3.8 89.5% 14%  00318ST3QIE182TC-W22  12N934 
1760 -182T 3.8 89.5% 14% 00318ST3QIE182T-W22  G6AGVO 
1200 213TC 44 89.5% 18"  00312ST3QIE213TC-W22 12N935 
3500 1847 59 88.5% 15%  00536SI3QIE1841-W22  6AGV2 
1800 18471C 64 89.5% 15%  00518ST3QIE1841C-W22  12N936 
5 1755  ~ 184T 6.4 89.5% 15% 00518ST3QIE184T-W22 G6AGV3 
1200 2151C 6.8 89.5% 19%"  00512ST3QIE2151C-W22  12N937 
EQ NEMA 1160. 215T 68 89.5% 19%6 _ 00512ST3QIE2151-W22  GAGV4 
Premium) 3520. 21371 +87 89.5%  18%6  00736ST3QIE2131-W22  6AGVS5 
1800 213TC 9.0 91.7% 18  00718ST3QIE213TC-W22  12N938 
3-Phase IEEE 841 NEMA 7% 1765 213T 9.0 91.7% 18468"  00718ST3QIE213T-W22  GAGVG 
® iis No. GAGW5 1200 2541C 9.4 91.0%  23%6'  00712ST3QIE254TC-W22  12N939 
1175. 254T 9.4 91.0% 23%" 00712ST3QIE2541-W22  GAGV7 
Premium Efficient Motors 3515. 2157 11.6 90.2%  19%6  O1036ST3QIE2151-W22 6AGVS8 
a Designed or dusty cy nntazarts |g iar ip —$ Tera — 
. : . . . 1% 46" - 
enclosed fan-cooled Ous applications, and especially suited 1900 D561@ 12.9 910% 25" O1012ST3QIF256TC-W22 12941 
= Rotation: CW/CCW for pulp, paper, and steel mills, petro- 1175 -256T ~~ 12.9 91.0% 25" 01012ST3QIE2561-W22  GAGWO 
= Thermal protection: none chemical, and applications requiring sont wis i ae rhe A ESTE TD 
. F 4/0 16 = 
= 460V severe-duty long-life motors. Internal '5 4765 254T 18.0 92.4% 23%"  O1518ST3QIE2541-W22  GAGW2 
= Service factor: 1.25 and external corrosion-resistant finish 1200  284TC 17.9 91.7% 26%" 01512ST3QIE284TC-W22  12N943 
= Insulation: Class F with B with stainless steel nameplate. Feature or ae eee i ee Rice icu a pach 
temp. rise for longer life Inpro-seal on drive end, and 50,000- 20 1765. 256T 241 93.0% 25"  O2018ST3QIE2561-W22  6AGWS 
= Inverter rated hr. extended bearing life. Nonsparking 1200  2861C 242 91.7%  27%'  02012ST3QIE286TC-W22  12N945 
= Frame material: cast-iron fan. Meet or exceed IEEE 841-2009 PAV S__2861 ete ere _ DAD Swe “oG 22s _ BAGG 
ee mee 35385. 2841S 28.5 91.7%  25%6  02536ST3QIE2841S-W22  6AGW7 
= Bearings: regreaseable ball specification and all NEMA Premium/CEE 1800 284TC 095 936% 963%" 02518ST30IE284TC-W22 1 2N946 
= Max. ambient temp.: 40°C requirements for energy efficiency. UL 25 4765 284T 29.5 93.6%  26%6'  02518ST3QIE284T-W22  6AGWS8 
. ; a 1200  324TC 30.4 93.0% 29%" _02512ST3QIE3241C-W22 _12N947 
Warranty: 5 yr. Recognized, CSA and CE Certified. 3535 2861S 33.8 91.7%  26%6  O3036ST3QIE2861S-W22  6AGXO 
Nameplate FullLoad Nom. Overall Mfr. Item 1800 2861C 35.1 93.6% 27%3' = 03018ST3QIE286TC-W22 12N948 
RPM Frame Amps _ Efficiency Length Model No. 30 1765 2861 35.1 93.6%  271%6  03018ST3QIE2861-W22  GAGX1 
1800 143TC 14 85.5% 12%  00118ST3QIE143TC-W22  12N928 1200 3261C 358 93.0% 31%  03012ST3QIE3261C-W22  12N949 
1 1760 143T 1.3 85.5% 12% 00118ST3QIE143T-W22  6AGU1 1180 326T 35.8 93.0% 31%" — 03012ST3QIE3261-W22  GAGX2 
1200 1451TC 1.7 82.5% 13%" 00112ST3QIE1451C-W22  12N929 49 1/75 324T 48.2 94.1% 29%  O4018ST3QIE3241-W22  GAGXA 
3490 1437 1.9 84.0% 12%  00156ST3QIE1431-W22  6AGU3 1180 364/5T 46.5 94.1% 34%" — 04012ST3QIE3641-W22  GAGX5 
1800 1451C 2.0 86.5% 13%  00158ST3QIE1451C-W22  12N930 3550 32018 56.1 93.0% 20%  05030S13QIE32015-W22  6AGX6 
1% 1755 1457 1.9 86.5% 13% O00158ST3QIE1451T-W22 GAGU4 50 1775 3267 59.2 94.5% 31% 05018ST3QIE3261-W22  G6AGX7 
1200 182TC 23 87.5% 14%  00152ST3QIE182TC-W22  12N931 1180 364/5T 57.4 94.1% 34%" —_ 05012ST3QIE3651-W22  GAGX8 
1165 1827 2.3 87.5% 14% —_ 00152ST3QIE182T-W22  6AGU5 60 3600 364/515 67.0 93.6% 32% 06030S13QIE3641S-W22  15G077 
1800 1451C 26 86.5% 13%  OO218ST3QIE1451C-W22  12N932 75 3600  364/51S 81.9 93.6% 32% 07536S13QIE3651S-W22  15G079 
2 1750 —-145T 2.6 86.5% 13% 00218ST3QIE1451-W22  6AGU7 109 3600 404/5TS 110.0 94.1% 36%" TO036ST3QIE405TS-W22 15G082 
1200 184TC 3.2 88.5% 15%" _00212ST3QIE1841C-W22 12N933 1800 404/5T 111.0 95.4% 393%"  10018ST3QIERB405T-W2  15G081 
Length 
Nameplate FullLoad Service Ins. Less Hazardous Loc. Mfr. Item 
RPM Frame Voltage Amps Factor Class Shaft Class & Group Model No. 
Capacitor-Start, Face-Mount 
% 1140 56CZ 115/208-230 6.8/3.1-34 1.00 B 11% 1C,D/2EFG 056C11G15504 1TUL4 t¢ 
y, 3450 56C__115/208-230_7.0/3.2-35 1.00 BB 11%" 1C,D/2E,FG 056C34G15521_1TUK4 * 
1725. 56C 115/208-2300 6.6/3.1-33 1.00 B 11% 1CD/2EFG 056C17G15526 1TUN8 
y, 3450 56C__115/208-230 8.4/4.0-4.2 1.00 B 11%" 1C,D/2E,FG 056C34G15514 1TUKS 
1725. 56C 115/208-230 88/4.2-44 100 B 11% 1CD/2EFG 056C017G15524 1TUNS 
y, 3450 56C_115/208-230 10.6/5.35.3 1.00 B 11%" 1CD/2EFG 056C34G15516 1TUK6 
1725. 56C 115/208-230 11.0/5.4-55 1.00 B 12% 1CD/2EFG 056C17G15530 1TUP1 
, 3450 56C__115/208-230_12.4/6.7-6.2 1.00 B 12%" 1 C,D/2E,FG 056C34G15513_1TUK7 
1725. 56C 115/208-230 13.4/6.8-6.7 1.00 B 12% 1CD/2EFG 056C17G15516 1TUK8 
Capacitor-Start/Run, Face-Mount 
% 1140 56CZ 115/208-230 9.6/4.7-48 1.00 B 12% 1C,.D/2EFG 056B11G15506 1TUL5S t+ 
1% 1725 56C 115/208-230 15.6/8.1-78 1145 B 14% 1CD/2FG  056B17G15510 2NLE6 
Capacitor-Start, Face/Base-Mount 
% 1725 56C 115/208-230 6.6/3.1-33 1.00 B 11% 1CD/2FG  056C17G5324 2NKY9 
y, 3450 56C 115/208-2380 8.4/4.0-42 71.00 B 11%" 1C,D/2FG  056C34G15523_2NLE7 
1725. 56C 115/208-230 8.8/4.4-42 115 F 11% 1CD/2FG  056C17G5328 2NKZ1 
7 ; 3450  56C 115/208-230 106/5.3-53 1.00 B 11% 1CD/2FG  056C34G5314 2NKZ2 
marathon %4 1795 56C 115/208-230 11.0/54-5.5 1.00 B 12% 1CD/2EG  056C17G5326 2NKZ3 
ae , 3450 56C _115/208-230 12.4/6.7-6.2 1.00 B 12%" 1C,D/2FG 056C34G15524 2NLEB 
1-Phase Hazardous Rigid Base-Mount 1725 56C 115/208-230 13.4/6.8-6.7 1.00 B 12% 10C,D/2FG  056C17G5327 2NKZ4 
Capacitor-Start/Run, Face/Base-Mount 
. 1% 1760 143TC 115/208-230 15.6/8.1-78 1.15 B 14% 1CD/2FG  143TBGR14033 2NLE9 
Location Motors Capacitor-Start, Rigid Base-Mount 
. 1725 56 = -115/208-230 4.8/2.3-24 100 B 10° 1CD/2EFG 056C17E15503 1TUL8 * 
= Enclosure: totally enclosed fan-cooled “1725. 48 ‘115/230 49/21 1.00. B 9%  1D/2FG  5KC36PNB169 3K793 * 
= Rotation: CW/CCW 1140 56  115/208-230 6.8/31-34 1.00  B 12° 1CD/2EFG 056011G15502 1TUL1 
= Thermal protection: auto, except thermostat 3450 56 115/208-230 =7.0/3.2-3.5 1.00 B 11%" 1C,D/2E,FG 056C034G15520 1TUN4 
for Nos. 2NLEG and 2NLE9 % 1725 56 115/208-230 66/31-33 1.00 B 11% 1CD/2EFG 056C17G15521 1TUL9 
badd 1140 = 56—«115/208-230 7.8/3.6-3.9 1.00 B 12° 1CD/2EFG 056C011G15503 1TUL2 
= Bearings: ball y, 3450 56 115/208-2308.4/4.0-4.2 1.00 B 11%" 1C,D/2E,FG 056C34G15515 1TUNS 
=» Max. ambient temp.: 40°C - "4725.—«+456—«1:15/208-230 8.8/4.2-44 1.00 B 12" 1C,D/2EFG 056C17G15523 1TUN1 
y, 3450 56 115/208-230 10.6/5.35.3 1.00 B12" 1C,D/2EFG 056C34G15517 1TUN6 
Motors have sturdy rolled-steel frames and meet 1725. 56  115/208-230 11.0/5.4-5.5 1.00 B 12% 1CD/2EFG 056C17G15525 1TUN2 
the National Electrical Code for hazardous locations. { 3450 56 =115/208-230 12.4/6.7-6.2 1.00 B 12%" 1C,D/2EFG 056034G15518 1TUN7 
:, -_ ,' 1725. 56H 115/208-230 13.4/6.8-6.7 1.00 B 12% 1CD/2EFG 056C17G15527 1TUN3 
Unmounted conduit box is included with all 56 frame Capacitor-Start/Run, Rigid Base-Mount 
motors. Use to power fans, blowers, pumps, or air % 1140 56 115/208-230 9.6/47-48 1.00 B 13° 1CD/2EFG 056B11G15505 1TUL3 
compressors in areas that meet the National Electrical si Pie Bi ae ine G57 1.00 B 14%" 1C,D/2E,-FG 056B17G15506 1TUL6 
. : o pilt-Pnase, igi ase-Nvioun 
Code for hazardous locations. UL Listed and CSA Certified. “1798 «56 115 54 100. B 10° 1CD/2EFG 056S17E15501 4TUP2 * 


Note: For assistance with hazardous location classification, see page 6. 
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* Totally enclosed nonventilated. £ Shaft is ¥%" x 214". 
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marathon 


Motors 


3-Phase Hazardous- 


Location Motors 


= Rotation: CW/CCW 

= Bearings: ball 

= Temp. code: [3B 

= Max. ambient temp.: 40°C 
= Duty: continuous 


Unmounted conduit box is included with all 56 frame motors. 
Totally Enclosed Nonventilated motors include an unmounted °tally Enclosed 
conduit box. Can be used to power fans, blowers, pumps, or yarns 
air compressors in areas that meet the National Electrical 

Code for hazardous locations. UL Listed and CSA Certified. 






Face/Rigid Base- 
Mount, Cast-Iron, 


Rigid Base- 
Mount, Cast-Iron, 
Totally Enclosed 

Fan-Cooled 


Face-Mount, Rolled 
Steel, Totally-Enclosed 


Nonventilated 
Note: For assistance with hazardous location classification, see page 6. 
Nameplate Thermal Full Load Service Ins. Nom. Hazardous Loc. Mfr. Item 
HP RPM Frame Protection Voltage Hz Amps Factor Class Efficiency Class & Group Model No. 
Face-Mount, Cast-Iron Frame, Totally Enclosed Fan-Cooled 
3 1765 182/4TC T-Stat 230/460 60/50 8.0/4.0 1.00 F 89.5% 1D/2FG 182TTGN4068 5VYF3 
5 3495 182TC T-Stat 230/460 60/50 12.4/6.2 1.00 F 88.5% 1D/2FG 184TTGN16004 52XR74 
1755 1821C T-Stat 230/460 60/50 12.4/6.2 1.00 B 86.5% 1D/2FG 184TTGN16027 52XR81 
10 1765 2131G T-Stat 230/460 60/50 26.6/13.3 1.00 F 93.6% 1D/2FG 215TTGND16029 52XR83 
Face-Mount, Rolled Steel Frame, Totally Enclosed Fan-Cooled 
V3 1725 56C Auto 230/460 60/50 1.2/0.60 1.00 B 87.5% 1C0,D/2E,FG 056117E15515 1TUES 
3450 56C Auto 208-230/460 60 2.1-2.4/1.2 1.00 B 66.5% 16D/2EFG 0567134G15545 11729 
Vp 1725 56C Auto 230/460 60/50 2.4/1.2 1.00 B 85.5% 1G D/2 EFG 056117G15536 1TUG1 
1140 56C Auto 208-230/460 60 2.4-2.7/1.35 1.15 B 85.5% 1¢6,D/2EFG 056111615512 1TUA1 
3450 56C Auto 230/460 60 3.0-3.2/1.6 1.15 B 74.0% 1€,0/2E,FG 056134G15541 1TUA2 
V4 1725 56C Auto 230/460 60/50 3.0/1.5 1.00 B 86.5% 16,D/2E,FG 056117G15537 1TUG2 
1140 56C Auto 230/460 60 3.2-3.2/1.6 115 B 85.5% 16.D/2E,FG 056711G15513 1TUA3 
Face-Mount, Rolled Steel Frame, Totally Enclosed Nonventilated 
Va 1725 56C T-Stat 208-230/460 60 1.1-1.1/0.55 1.00 B 87.5% 10,D/2FG 056117E5310 39P314 
Rigid Base-Mount, Cast-Iron Frame, Totally Enclosed Fan-Cooled 
1735 143TC T-Stat 230/460 60/50 3.0-3.0/1.5 1.15 F 86.5% 1D/2FG 143TTGN6551 39P309 
1 1735 143T T-Stat 230/460 60 3.0/1.5 15 F 85.5% 16,D/2FG 143TTGN6532 39P279 
1155 145T T-Stat 230/460 60/50 3.6/1.8 1.15 F 82.5% 1D/2FG 145TTGN6576 39P280 
oo15 143T T-Stat 230/460 60/50 4.0/2.0 1.15 F 85.5% 1D/2FG 143TTGN6501 39P281 
1% 1755 1451C T-Stat 230/460 60/50 4.6/2.3 1.45 F 86.5% 1D/2FG 145TTGN6536 39P310 
1755 1457 T-Stat 230/460 60/50 4.6/2.3 1.45 F 86.5% 1€0,D/2FG 145TTGN16532 39P282 
1175 182/4T T-Stat 230/460 60/50 4.4/2.2 145 F 87.5% 1D/25FG 182TTGN6576 5VYF2 
3500 1457 T-Stat 230/460 60/50 5.2/2.6 1.15 F 86.5% 1D/2FG 145TTGN6501 39P283 
2 1760 1457 T-Stat 230/460 60 6.0/3.0 1.15 F 86.5% 1€,D/2FG 145TTGN6550 39P284 
1755 1451C T-Stat 230/460 60/50 6.0/3.0 1:45 F 86.5% 1D/2FG 145TTGN6549 39P311 
3525 182/4T T-Stat 230/460 60/50 7.6/3.8 1.15 F 87.5% 1D/2FG 182TTGN6501 5VYFO 
3 1765 182/4T T-Stat 230/460 60 8.0/4.0 1.00 B 75.5% 1€,D/2FG 182TTGN16542 5VYE9 
1170 213/5T T-Stat 230/460 60/50 8.8/4.4 149 F 90.2% 1D/2FG 213TTGN6576 5VYG2 
3505 182/4T T-Stat 230/460 60/50 11.8/5.9 15 F 88.5% 1D/2FG 184TTGN6501 5VYF5 
5 1755 182/4T T-Stat 230/460 60/50 12.4/6.2 1.15 F 88.5% 1¢6,D/2EG 184TTGN6526 5VYF4 
1170 2151 T-Stat 230/460 60/50 13.8/6.9 145 F 89.5% 1D/2FG 215TTGND6576 482R15 
Tf 3025 2131 T-Stat 230/460 60/50 18.2/9.1 1.15 F 89.5% 1D/2FG 213TTGND6501 482P88 
1175 254T T-Stat 230/460 60/50 19.8/9.9 tia F 92.4% 1¢6,D/25G 254TTGN6576 5VYG7 
1765 F157 None 230/460 60 26.6/13.3 115 F 91.7% 1¢6,D/2FG 215TTGND6526 454X77 
10 1765 2151G T-Stat 230/460 60/50 26.6/13.3 1.15 F 91.7% 1¢6,D/2EG 215TTGND6528 482R13 
1180 256T T-Stat 230/460 60/50 26.2/13.1 145 F 89.5% 1€,D/2FG 256TTGN6576 5VYG9 
3550 254T T-Stat 230/460 60/50 25.0/17.5 145 F 94.1% 10,D/2FG 254TTGN6507 6KWG6 
15 15 254T T-Stat 230/460 60/50 37.5/18.8 115 F 94.1% 1¢6,D/25G 254TTGN6531 5VYG6 
1180 284T T-Stat 230/460 60/50 41.0/20.4 1.15 F 94.5% 1¢6,D/2FG 284TTGN6576 5VYHO 
3540 256T T-Stat 230/460 60/50 47 .0/23.4 data F 94.1% 10,D/2FG 256TTGN16509 5VYG8 
20 1775 256T T-Stat 230/460 60/50 48.0/24.1 1.15 F 90.2% 10,D/2FG 256TTGN6531 6KWG9 
1175 284/61 T-Stat 230/460 60 53.5/26.8 1.45 F 94.5% 1€,D/25FG 2861 TGN16577 5VYH1 
3560 2841S T-Stat 230/460 60/50 57.5/28.8 145 F 94.5% 1¢6,D/25G 284TSTGN6503 6KWH1 
25 1770 284T T-Stat 230/460 60/50 62.0/31.0 1.15 F 94.5% 16,D/2FG 284TTGN6533 6KWH2 
1180 3247 T-Stat 230/460 60/50 65.0/32.5 1.15 F 95.8% 1€0,D/2FG 324T1GS16577 5VYH6 
30 3959 2861S T-Stat 230/460 60/50 67.0/33.5 1.15 F 93.6% 1€0,D/2FG 2861TSTGN6501 6KWH4 
1180 324/61 T-Stat 230/460 60/50 77.0/38.5 1,15 F 95.8% 1€,D/2EG 3261 TGS6578 5VYJO 
3545 3241S T-Stat 230/460 60/50 94.0/47.0 1.15 F 95.4% 1€,D/2FG 324TSTGS6501 6KWH5 
40 1780 324T T-Stat 230/460 60/50 95.0/47.5 1.15 F 95.4% 10,D/2FG 324TTGS6529 6KWH6 
1185 364T T-Stat 230/460 60/50 100.0/50.0 1.15 F 12.4% 1€,D/25FG 36411TGS16577 5VYJ1 
3955 3eb1S T-Stat 230/460 60/50 118.0/59.0 1.15 F 95.8% 1C0,D/25G 326TSTGS6501 5VYH7 
50 1780 324/6T T-Stat 230/460 60/50 123.0/61.5 1.15 F 95.8% 1¢0,D/2FG 3261 TGS6532 5VYH8 
1180 365T T-Stat 230/460 60 123.0/61.5 1.15 F 82.6% 10,D/2EG 3651TGS16577 5VYJ2 
Rigid Base-Mount, Rolled Steel Frame, Totally Enclosed Fan-Cooled 
; 1725 56 Auto 230/460 60/50 1.2/0.60 1.00 B 85.5% 1€0,D/2E,FG 0561T17E15516 1TUE4 
1140 56 Auto 208-230/460 60 1.5-1.5/0.75 1315 B 76.5% 1G,D/2 EEG 056111G15515 1TUD1 
3450 56 Auto 208-230/460 60 2.1-2.4/1.2 1.00 B 66.5% 1¢6,0/2EFG 0567134G15543 1TUD2 
Vp 1725 56 Auto 208-230/460 60/50 2.3-2.4/1.2 1.00 B 86.5% 16,D/2E,FG 056117G15550 1TUE5 
1140 56 Auto 208-230/460 60 2.4-2.7/1.3 1.15 B 82.5% 1G D/2EFG 056111G15517 1TUD3 
3450 56 Auto 230/460 60 3.0-3.2/1.6 els B 74.0% 1¢,0/2E,-G 0567134615539 1TUD4 
V4 1725 56 Auto 230/460 60/50 3.0/1.5 1.00 B 86.5% 16,D/2 EG 056117G15551 1TUE6 
1140 56H Auto 230/460 60 3.2-3.2/1.6 1.15 B 81.1% 1¢,0/2EFG 056711G15518 1TUD6 
{ 1765 143T T-Stat 230/460 60 3:0) 1.65 1.00 B 81.5% 1€0,D/2E,F-G 143TTGR16026 6KWE7 
1725 56H Auto 208-230/460 60 3.3-3.2/1.6 1.00 B 86.5% 10,D/2E,-G 056117G15604 407M09 
9515 1457 T-Stat 230/460 60 4.0/2.0 1.00 F 92.1% 1€,D/2E,FG 145TTGR16005 6KWGO 
1% 1755 1457 T-Stat 230/460 60 4.6/2.3 1.15 F 81.5% 1GD/2 EEG 145TTGR16038 6KWF5 
1725 56H Auto 230/460 60 4.8/2.4 1.15 B 85.5% 1¢,0/2EFG 0567117G15606 407M10 
3500 1457 T-Stat 230/460 60 5.0/2.5 1.15 F 91.7% 1€0,D/2E,F-G 145TTGR16002 6KWFO 
2 1760 1457 T-Stat 230/460 60 6.0/3.0 1.15 F 15.5% 16,0/2 ERG 145TTGR16040 6KWF6 
1725 56H Auto 230/460 60 6.0/3.0 115 B 86.5% 16,D/2 E56 056T17G15608 407M08 
Rigid Base-Mount, Rolled Steel Frame, Totally Enclosed Nonventilated 
V4 1735 48 T-Stat 230/460 60 1.2/0.60 1.00 B 87.5% 1D/2FG 5K32GNB249 39P312 
1725 56 T-Stat 208-230/460 60 1.1-1.1/0.55 1.00 B 87.5% 10,D/2FG 056117E5308 39P313 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 29 


INFORMATION 


UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 


MOTORS Scan. Order. Done. 
Definite Purpose Motors Details on page A1. 


3-Phase NEMA Premium® en NEMA 
Efficient Cooling Tower Motors WEG oom 


= Enclosure: totally enclosed fan-cooled = Mounting: rigid base 





= Rotation: CW/CCW = Frame material: cast-iron 
Note: Motors are suitable for use at 50 Hz at rated HP and 1.25 service factor. =. Tharmal protection: none = Bearings: ball 
= Service factor: 1.25 = Max. ambient temp.: 40°C 
= Insulation: Class F, with B = Usable at 208V 
temperature rise for longer life = Warranty: 3 yr. 


= Inverter rated 

Durable synthetic enamel alkyd resin paint resists corrosion. V-ring slingers and umbrella 

seal on both endshields protect bearings from moisture and contaminants. Multiple endbell 
drains provide for shaft-up, -down, or -horizontal mounting. Include threaded conduit box with 
automatic drain and rubber lead separators at the motor frame. Stainless steel laser-etched 
nameplate maintains information over long life. Suitable for operation in 100% humidity and 
corrosive environments. For use in cooling tower applications where the motor is mounted in 
the airstream. Meet IP55 enclosure rating. UL Recognized and CSA Certified. 






































































































































































































































Nameplate Full Load Nom. Overall Mfr. Item 
HP RPM ___Frame__ Voltage Amps ___ Efficiency Length __ Model No. 
F1 Conduit Box Position ; a en a= ms 
1 1760 143T 230/460 2.8/1.4 85.5% 13%" 00118ET3ECT143TF1-W2 190670 
yy — 15 145T 200A 8% 13%" —_—OOISBETSPCTI45TF1-W2 190671 
1755 145T — 230/460 4.04/2.02 86.5% 13%'  OO158ETSECT1I45TF1-W2 190672 
5. 1750 145T 200° 6.0 86.5% 13%" 00218ET3PCT145TF1-W2 190673 _ 
1750 145T 230/460 5.2/2.6 86.5% 13%" — 0O218ET3ECT145TF1-W2 190674 
3 1760 182T 200 8.9 89.5% 14%" —_—:00318ET3PCT182TF1-W2 19C675 
F1 Conduit 1760 182T 230/460 7.8/3.9 89.5% 14%" 00318ET3ECT182TF1-W2 190676 
Box Position 5 1755 184T ~—.200 148 89.5% 15%" —00518ET3PCT184TF1-W2 19C677 
1755 184T 230/460 14.3/12.9-6.45 89.5% 15%' 00518ET3ECT184TF1-W2 190678 
7p 1765 2131 200 20.7 91.7% 18" 00718ET3PCT213TF1-W2 19C679 
1765 2131 230/460 18.0/9.0 91.7% 18" 00718ET3ECT213TF1-W2 190680 
1760 215T 200 28.5 91.7% 19%" OQ1018ET3PCT215TF1-W2 190681 





10 1760 2151 230/460 24.8/12.4 91.7% 19%" —O1018ET3ECT215TF1-W2 190682 
iif 2061 _ 230/460 20.8/12.9 91.0% oD Q1012ET3ECT256TF1-W2 190683 























































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































15 1765 254T 200 41.4 92.4% 234 O1518ET3PCT2541F1-W2 190684 
1765 2547 230/460 —36.0/18.0 92.4% 23%" O1518ETSECT2541F1-W2 190685 

59 1765 256T 200 55.4 93.0% 25° O2018ET3PCT256IF1-W2  19C686 

1765 2561 230/460 ~——48.2/24.1 93.0% _26%6" _02018ET3ECT2561F1-W2 19C687 

95, 1765 284T_ 200 67.9 93.6% 26%" O2518ET3PCT284TF1-W2 190688 

1765 284T ~—s« 230/460 ~——59.0/295 93.6%  —- 266’ —_02518ET3ECT2841F1-W2 190689 
39 1765 286T 20080. 93.6% 27H" _—dOBOISET3PCT286TF1-W2 190690 

1765 «2861 ~—«230/460~—S=—70.2/35.1 93.6% 27%" _03018ETSECT2861F1-W2 190691 

gp —1f7s  324T_ 200111. 94.1% 29%" _ OADIBET3PCT324TF1-W2 190692 
1775. 324T:~=s- 230/460 = (96.4/48.2 = 94.1% 29%"  04018ET3ECT324TF1-W2 190693 — 

F2 Conduit Box Position ee 7 — istees ae 

{ 1765 143T 230/460 2.82/1.45 85.5% 13%" —OOTTBETSECT1431-W22 _ GEGP2 

1150 145T _- 230/460 3.5/1.75 82.5% 13%" OO112ET3ECT1451-W22  GEGP3 

41760 145T 280/460 4.0/2.0 86.5% 13%"  OOTS8ETSECT145T-W22 _ 6EGP4 

1165 1827 230/460 4.8/2.4 87.5% 14%" _ 00152ET3ECT1821-W22  GEGP5 

5 1755 __-145T __ 230/460 5.2/2.6 86.5% 13%" OO2T8ETSECT1451-W22 _ GEGP6 

1165: 184T —_- 230/460 6.5/3.25 88.5% 15%" 00212ET3ECT1841-W22  6EGP7 

3 1760 182T 230/460 7.8/3.9 89.5% 147% O0318ET3ECT1821-W22  6EGPS 

1170-2137 230/460 8.8/4.4 89.5% _18%6" __00312ET3ECT2131-W22  6EGP9 

1755 184T_ 200 14.8 _ 89.5% 157%" O0ST8ETSPCT1841-W22 _ GEGRO 

5 1755 184T 230/460 12.8/6.4 89.5% 15%" O0518ET3ECT1841-W22 6EGR1 

1160. 215T ~~ 200 15.7 89.5% —-19%6' —_—O0512ET3PCT215T-W22  GEGR2- 

1160 2151 —_- 230/460 13.7/6.8 89.5% 19%6 _00512ET3ECT2151-W22  GEGR3 

1770-2131 ~—~«200 20.7 91.7%  18%6  OO718ET3PCT2131-W22  6EGR4 

vy, 1770 213T _230/460__*19.9-18/9 91.7% 18 %e" O07 18ETSECT213T-W22  GEGRS 

1170. 254T = s2000— (i O.% =" O07 12ET3PCT2541-W22  GEGRE 

F2 Conduit 1170 254T 230/460 —-21.0-19.0/9.5 91.0% 23%" «0071 2ET3ECT2541-W22  GEGR7 
Box Position 1765. 215T~=—200,St”ti‘iéiHSS*~<C«iSC«STHSSC«d*S@™~—SOTOTSETSPCI2151-W22  GEGRO 

19 1765 215T 230/460 25.2/12.6 91.7% —*19%6" __—OT0ISETSECT215T-W22 _ 6EGRO 

1170 2567 200 29.7 91.0% 25" —_ 01012ET3PCT2561-W22  G6EGTO 

1170-2561 230/460 26.5/12.9 91.0% 25" ~——«01012ETSECT2561-W22 _ GEGT1 

— 1765 2504T 200 A 92 AM 2B" —_—OOISTBETSPCT254T-W22  GEGT2- 

15 1765 2547 230/460 36.0/18.0 92.4% 23%" __OTSTBETSECT254T-W22 _ 6EGT3 

1180 -284T_ 200 41.2 91.7% — 26%e' —_—OIST2ET3PCT2841-W22 _ GEGT4 

1180 _-284T ~—«a230/460 ~——35.8/17.9 ——91.7% —26%6' __—01512ETSECT2841-W22 _ GEGTS5 

1765. 2561 ~~~+~200 554 93.0% 25° O201SET3PCI2561-W22  6EGTO 

o9 1765 256T —230/460_—48.2/24.1 93.0% 25°  02018ET3ECT2561-W22  6EGT7 

1180 286T ~—S>.200 55.7 91.7% 28" —_ 02012ET3PCT2861-W22 G6EGT8 

1180 286T —«230/460 484/242 91.7% 28" 0201 2ET3ECT2861-W22  6EGT9 

1770 284T_ 200 | 67.9 93.6% — 26%6" —_ 02518ET3PCT2841-W22  6EGUO 

o5 1765 2847 230/460_—59.0/29.5 93.6% 2674" _—O2518ETSECT284T-W22  GEGU1 

1175 —-324T~—Ss 200 69.9 "93.0% 2954" _ 02512ET3PCT3241-W22 G6EGU2 

1175 324T_~—«230/460 —=—60.8/30.4 93.0% 29%" —«02512ET3ECT3241-W22 _ 6EGU3 

1765 286T ~~ 200 807 93.6% 28" OB018ET3PCT2861-W22  GEGU4 

FIND MORE ONLINE 39 1765 286T 230/460 70.2/35.1 93.6% 28" 0 3018ETSECT286T-W22  GEGUS 
Seine 1175. 326T ~—S=—200 82.2 93.0% 31% —03012ET3PCT326T-W22 G6EGUG 
Can’t find it here? 1175 3261 230/460 71.6/35.8 93.0% 31%"  03012ET3ECT3261-W22  GEGUT7 
: ® ya, 1775-8247 ~—«230/460 Ss i96.5/48.3 94.1% 29%"  O4018ET3ECT3241-W22  GEGUS 

Go to Grainger.com today to see 40 4185 3647 230/460 94.2/47.1 94.1% 3314" _ 04012ET3ECT3641-W22  GEGU9 
our full selection of over 1.7 million 60 17803261 ~«=230/460 118.0/59.2 945% 31% O5018ET3ECT3261-W22  6EGVO 
: 1180 3651 ~—-230/460 ~~ 115.0/57.4 94.1% 34%" ~—«05012ETSECT3651-W22  GEGV1 

ee 50 17803641 2301460137. 0168.4 95.0%, 34Vs"OBDIBETSECTSGAT-W22 BECUZ 
solutions to help you get it done! 1180 4047 ~—« 230/460 ~—s141.0/704 94.5% 39%" —«06012ET3ECT404T-W22 _ GEGV3 
75 1775 3657 230/460 _168.0/84.1 95.4% 344" O7S18ETSECT3651-W22  BEGVA 

1180 4057 ~—«230/460 ~—-170.0/84.9 94.5% 3934" ——«07512ET3ECT4051-W22  GEGV5 

4o9 177s __ 405T__230/460___222.0/111.0 95.4% __ 39%" _—AOO18ETSECT405T-W22 __ GEGV6 






























































1190 444T = 230/460 242.0/121.0 95.0% ~=— 4514" ~~ 10012ET3ECT444T-W22  GEGV7 
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GRAINGER CHOICE* MOTORS 


Find the why. Find Solutions. Find Great Prices. 





1- and 3-Phase Stainless Steel Washdown Motors 


Definite Purpose Motors 
eee) 
= Rotation: CW/CCW = Thermal protection: none, except Nos. 12V772 to 12V775 are auto = Bearings: ball 
= Insulation: Class F = Max. ambient temp.: 40°C 


1-phase models are built to comply with NEMA MG1-1.26.6. All exterior components are 300 Series stainless steel to provide maximum corrosion resistance in 
severe-duty and washdown environments. Motors are well-sealed against moisture and condensation to protect internal components, and exteriors are completely 
paint- and coating-free. Heavy polyester insulating varnish applied to the windings for extra moisture and corrosion resistance. Moisture-resistant sealant between 
frame and endbells. Double-sealed oversized bearings with rust-inhibitive grease. Shaft-end bearing is locked internally to limit axial endplay. 4 drains in each 
endshield allow drainage of condensation in any mounting position. For use in the food processing, chemical processing, and beverage industries. UL Recognized, 
CSA Certified. 3-phase models are also CE Certified. 


Nameplate FullLoad Service Nom. Shaft Shaft Overall Item 
HP RPM Frame Voltage Amps Factor Efficiency Dia. Length Length No. 
1-Phase 


Totally Enclosed Fan-Cooled, Face-Mount 
V4 1745 56C =. 115/208-230 = 7.6/4.0-3.8 1.415 78.0% 7" 1%" 13%" 116244 


1 1745 96C 119/208-2380 11.2 /5.8-5.6 1.15 66.0% 7" 1%" 18%" _11G245 
1% 1745 96C_ —_-119/208-230 —14.8/7.6-7.4 1.15 81.0% 7" 1%" 14%" 11246 
D 3450 56C 208-230 8.9-7.4 1.15 83.0% 7" 17%" 14%" _11G247 
1745 56C 208-230 §.9-8.5 1.00 80.0% 7" 1%" 14%" _11G248 


Totally Enclosed Fan-Cooled, Face/Base-Mount 





VD) 1745 56HC 3 115/208-230 5.0/2.6-2.5 1.15 77.3% 3" 17%' 13%" 11G252 

Va 1745 56HC 3 115/208-230 =7.6/4.0-3.8 1.15 78.0% 3" 17%' 13%" 11G253 

1 1745 56HC 3 115/208-230 11.2/5.8-5.6 1.15 66.0% Ys" 1%' 13%" 11G254 

1% 1745 56HC 115/208-230 14.8/7.6-7.4 1.15 81.0% 3" 17%' 14%" 11G255 

D 3450 56HC 208-230 8.9-7.9 1.15 83.0% 3" 17%' 14%" 11G256 

1745 56HC 208-230 9.9-8.5 1.00 80.0% 3" 17%' 14%" 11G257 ic ng t 

Totally Enclosed Air-Over, Yoke-Mount a dl 
WA 1075 48YZ 115 3.5 1.00 55.3% yy" 4AVN6° 311%6' 12V772 

WY 1075 48YZ 115 5.8 1.00 63.3% 3" 4AVN6° 3=912%6' 12775 


3-Phase, Inverter Duty, 10:1 Variable and 6:1 Constant Torque 
Totally Enclosed Nonventilated, Face-Mount 


Ys 1745 d6C —_—-208-230/460 —-1.8-1.6/0.8 1.15 82.5% 7" 17%" 9%" _ 6WY53 
1155 d6C —_—-.208-230/460 ~—-1.9-1.8/0.9 1.15 80.0% 7" 17%" 9%" _ 6WY51 
¥, 1745 S6C _-208-230/460 —2.3-2.2/1.1 1.15 82.5% 7" 17%" 9%" _ 6WY55 
1155 S6C —_—.208-230/460 = 3.8-3.7/1.85 1.15 80.0% 7" 17%" 11%6" _6WY54 


1 1740 56C 230/460 3.0/1:5 LAS 85.5% 3" 1%" 11%6 6WY57 
Totally Enclosed Nonventilated, Face/Base-Mount 
3500 56C 


fs 208-230/460 —1.2-1.1/0.55 1.15 74.0% 7" 1%" 9%" _ 6WY29 
1745 d6C —_—-208-230/460 —1.4-1.2/0.6 1.15 82.5% 7" 1%" 9%" __ BWY28 
3460 96C —_—.208-230/460 = 1.6-1.5/0.75 1.15 17.0% ¥e" 17%" 9%" — 6WY32 
Ve 1745 96C ——.208-230/460 ~—-1.8-1.6/0.8 1.15 82.5% 7" 1%" 9%" _ 6WY31 
1155 d6C _-208-230/460 —«-1.9-1.8/0.9 1.15 80.0% 7" 1%" 9%" _ 6WY30 
3500 96C —.208-230/460 = 2.3-2.2/1.1 1.15 80.0% 7 1%" 9%" _ 6WY35 
Ys 1745 96C —_—-208-230/460 —2.3-2.2/1.1 1.15 82.5% 7s" 1%" 9%" __ 6WY34 
1155 S6HC —_208-230/460 —3.8-3.7/1.85 1.15 80.0% 7" 17%" 11%6'_6WY33 


1 1740 S6HC 230/460 3.0/1.5 1.15 85.5% 7" 1%" = 11%6" 6WY38 


3-Phase, Inverter Duty, 10:1 Variable and 3:1 Constant Torque 
Totally Enclosed Fan-Cooled, Face-Mount 


{ 1750 143TC 230/460 2.9/1.45 1,15 85.5% 7, 24s" 13%" _6WY58 
1165 56C 230/460 4.0/2.0 1.15 82.5% 7" 17%" 13%" _ 6WY56 

1% 1750 145TC 230/460 4.6/2.3 1,15 86.5% 7 2Ys" 13%" 6WY60 
1750 56C 230/460 4.0/2.0 1.15 86.5% 7" 1%" 13%" _6WY59 

D 1750 145TC 230/460 6.0/3.0 1.15 86.5% 7 24s" 13%" _6WY61 
1750 d6C 230/460 6.0/3.0 1.15 86.5% 7" 17%" 13%" _6WY62 


Totally Enclosed Fan-Cooled, Face/Base-Mount 


3470 d6HC 230/460 2.8/1.4 1.15 77.0% ¥" 1%" 11%" 6WY40 

{ 1750 143TC 230/460 3.0/1.5 1.15 85.5% 7 2%" _13'%e' 4GPR9 
1165 145TC 230/460 4.0/2.0 1.15 82.5% RZ 244" _12%6' 4GPT1 

1165 d6HC 230/460 4.0/2.0 1,15 82.5% 7" 1%" 13%" _6WY36 

3480 S6HC 230/460 4.0/2.0 1.15 84.0% 7%" 17%" 13%" _6WY44 

1% 1750 145TC 230/460 4.0/2.0 115 86.9% i 244" 12% 6' AGPT2 
1750 d6HC 230/460 4.0/2.0 1.15 86.5% ¥" 1%" 13%" 6WY42 

3480 145TC 230/460 4.8/2.4 1.15 85.9% 7 24%" _13'%e6' 4GPT3 

D 3480 d6HC 230/460 4.8/2.4 1,15 85.5% 7" 17%" 13%" _6WY48 
1750 145TC 230/460 6.0/3.0 1.15 86.5% 7, 244" 13'%6' 4GPT4 

1750 S6HC 230/460 6.0/3.0 1,15 86.5% 7" 17%" 13%" _6WY46 


3-Phase, Inverter Duty, 10:1 Variable and 4:1 Constant Torque 
Totally Enclosed Fan-Cooled, Face/Base-Mount 






3 3510  1821C 230/460 8.1/4.05 115 865% 1% 2% 161%6' 2RKYG 
1765 1821C 230/460 8.0/4.0 115 895% 1% 2%" 161%6' 2RKY5 

5 3525. +1841C 230/460 12.2/6.1 115 885% 1% 2% 161%6 2RKY8 
1765 1841C 230/460 125/625 1.15 895% 1% 2%" 161%. 2RKY7 

7p 1755. 2131C 230/460 18.6/9.3 115 917% 1% 3% 21%" 2RKYO yout 

10 3525 2151C —- 230/460 944/122 115 90.2% 1%" 334" ~—«225/%6" 2QRKZ3 adalah das 
1760 2151C 230/460 D44/122 115 917% 1% 3% 2256 2RKZ2 

15 3540  2541C 230/460 37.0/18.5 1.15 91.0% 1%' 4" 9334" ~2RKZ5 

20 3540  2561C 230/460 46.0/23.0 1.15 91.0% 1%' 4" -29%6' 2RKZ7 


3-Phase Wet Environment/Car Wash Motors ™arathon 





= Enclosure: totally 
enclosed fan-cooled 


= Mounting: face 
= Bearings: double- 


Use when frequent high-pressure washdown 
is required. Motors feature 303 stainless steel 





No. 5XB84 


= Rotation: CW/CCW sealed ball shafts with contact lip seal and V-ring slinger. UL 
= Thermal protection: auto «= Max. ambient Recognized and CSA Certified. Nos. 53DE48 to 
= Insulation: Class B temp.: 40°C 53DE50 are also CE Certified. 
Nameplate Full Load Service Nom. Item 
HP RPM Frame Voltage Amps Factor Efficiency No. 
7 1725 56C 230/460 3.0/1.5 1.15 77.0% 5XB84 
1 1760 56C 230/460 3.2/1.6 1.15 66.5% 53DE48 
WZ 1750 56C 230/460 4.8/2.4 1.15 72.5% 53DE50 
2 1745 56C 230/460 5.8/2.9 1.00 72.5% 53DE49 # 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 31 
INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 
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MOTORS Scan. Order. Done. 
Definite Purpose Motors Details on page A1. 


Wi 





* 


: i eT — Dayton marathon’ 
Yoke-Mount i i: es % otors 
| me 1-Phase Washdown Motors 


= Rotation: CW/CCW 

— = Thermal protection: auto on PSC 
| motors; none on capacitor-start 
= Insulation: Class F 
= Bearings: ball 
= Max. ambient temp.: 40°C 


= Duty: continuous 


Built to comply with NEMA standard MG1 -1.26.6 for 
washdown motors. 303 stainless steel shaft. V-ring 
rotating seal. Double-sealed, oversize bearings and 
spring-loaded contact seals in each endshield are 
lubricated with moisture-resistant grease. Conduit 
boxes have drains to shed excess moisture. White 
epoxy finish for superior resistance to caustic clean- 
ing solutions. For high humidity/wet environments 








po, a 





and areas where motor is occasionally exposed to 
Face/Base-Mount | — high-pressure washdowns. UL Recognized, CSA 
Face-Mount Certified, and USDA Approved paint finish. 
Nameplate Full Load Service Nom. Shaft Shaft Length Item 
HP RPM Frame Enclosure Voltage Amps Factor Efficiency Dia. Length Less Shaft Brand No. 
Permanent Split Capacitor, Yoke-Mount 
V4 1700 56YZ TEAO 115/230 SA: 1.00 57.6% Y;" 3 TR Dayton 5M063 
Ys 1700 o6YZ TEAO 115/230 4.9/2.5 1.00 60.8% Y;" a We Dayton 5M062 
ve 1700 56YZ TEAO 115/230 5.9/2.9 1.00 68.7% 7" a TR: Dayton 5M061 
Capacitor-Start, Face-Mount 
5 3450 56C TEFC 115/208-230 7.6/4.0-3.8 1.15 63.0% %e" 116" 854 Marathon 1TUR1 
1725 56C TEFC 115/208-230 8.8/4.1-4.4 1.15 66.0% %e" 17%' WA Marathon 1TUR5 
¥, 3450 56C TEFC 115/208-230 10.0/5.2-5.0 1.15 64.0% %e" 17%' WA Marathon 1TUR2 
1725 56C TEFC 115/208-230 10.8/5.6-5.4 1.15 70.0% %e" 17%' 93" Marathon 1TUR7 
{ 3450 56C TEFC 115/208-230 12.0/6.2-6.0 1.15 70.0% %e" 17%' 93/4" Marathon 1TUR3 
1725 56C TEFC 115/208-230 12.8/6.6-6.4 15 75.0% %e" 17%" 10%" Marathon 1TUR6 
Capacitor-Start/Run, Face-Mount 
2 1740 56C TEFC 115/208-230 20.0/10.2-10.0 1.15 80.0% %e" 17%' 1154" Marathon 1TUP9 
Capacitor-Start, Face/Base-Mount 
VY 1725 56C TEFC 115/208-230 8.8/4.4 1.15 66.0% %e" 17%' WA Marathon 1TUP4 
¥, 1725 56C TEFC 115/208-230 10.8/5.4 1.15 70.0% %e" 17%' 93" Marathon 1TUP5 
3450 56C TEFC 115/208-230 10.0/5.2-5.0 1.15 64.0% %" 17%' WA Marathon 1TUR4 
1 1725 56HC TEFC 115/208-230 12.8/6.4 1.15 75.0% %e" 17%' 10%" Marathon 1TUP6 
Capacitor-Start/Run, Face/Base-Mount 
1% 1740 56HC TEFC 115/208-230 14.8/7.8-7.4 1:15 80.0% ye" 17%" 11%" Marathon 1TUP7 
2 1740 56HC TEFC 115/208-230 20.0/10.2-10.0 1.15 80.0% %e" 17%' 1154" Marathon 1TUP8 


3-Phase Washdown 


Brake Motors 


= Rotation: CW/CCW 

= Service factor: 1.15 

= Insulation: Class F 

= Bearings: ball 

= Max ambient temp.: 40°C 

= Duty: continuous 

Built to comply with NEMA standard 
MG1-1.26.6 for washdown motors. 
Features 303 stainless steel shaft and 
V-ring rotating seal. Double sealed, 






Face-Mount 


Face/Base Mount 





Nameplate FullLoad © Nom. Shaft Shaft —_ Length Item oversized bearings and spring-loaded 
RPM Frame Enclosure _ Voltage Amps Efficiency Dia. Length Less Shaft Includes No. contact seals in each endshield are 
Face-Mount ; : : yack 
7, 1725 56C. TENV 230/460 13/065. 720% 3 1% 12% 3 ft-lb. Brake 4ezFie_—«*'WDricated with moisture-resistant 
Vp 1725 56C TENV 930/460. 1.8/0.90 78.5% 1 1255" 3 ft-lb. Brake 48ZF17 grease. Conduit boxes have drains to 
V4 1725 56C TENV 230/460 2.5/1.25 80.0% Ye" 17%" 13%" 6 ft.-lb. Brake 48ZF18 shed excess moisture. White epoxy 
1740. 143TC  TENV 930/460 2.8/1.4 85.5% 7A 5 159" 6 ft-lb. Brake  48ZF19 a : : : 
{ 1725 56C TENV 530/460 2.8/1.4 85.5% HA" 5% AS 6 ft-lb. Brake  48ZF20 finish resists Caustic cleaning solu 
1% 1740 145TC TEFC 230/460 4.8/2.4 86.5% Va 21%" 1634" 10 ft-lb. Brake  48ZF21 tions. For use in high humidity, wet 
2 1740 145TC TEFC 230/460 5.8/2.9 86.5% Us 2 Ve" 167%' 10 ft.-lb. Brake 48ZF22 environments or where motor is 
Face/Base-Mount Sle 
V, 1725 560 TENV 230/460  1.3/0.65 72.0% yy ‘17h 12%" 3 ft-lb. Brake 487F09 ~«~-« OCcasionally exposed to high-pressure 
% 1725 56C TENV 930/460 1.8/0.90 78.5% ye 11 125," 3 ft-lb. Brake 48ZF10 washdowns. Brake motors are suitable 
Ys 1725 56C TENV 230/460 2.0/1.3 80.0% ¥ 17" 13%" 6 ft.-lb. Brake 48ZF11 for use in drives for conveyors, food 
1740. 143TC  TENV 930/460 2.8/1.4 85.5% Te «OVG 159" 6 ft-lb. Brake  48ZF12 
; 1725. 56HC TENV 230/460 284.4 85.5% CO 1576 6 ft-lb. Brake 48ZF13. ~~ Packaging and processing equipment. 
1% 1740. 1451C  TEFC 930/460 4.8/2.4 86.5% 7h «ON 1634" 10 ft-lb. Brake 48ZF14 UL Recognized, CSA Certified, and 
9 1740. 1451TC  TEFC 930/460. 5.8/2.9 86.5% Ty OV 1674" 10 ft-lb. Brake 48ZF15 USDA Approved paint finish. 
32 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” MOTORS 





Find the ww. Find Solutions. Find Great Prices. Definite Purpose Motors 
3-Phase Painted Washdown Motors af Dayton] 
= Rotation: CW/CCW = Inverter rated 
= Thermal protection: none = Bearings: ball 
= Insulation: Class F = Max. ambient temp.: 40°C 


NEMA premium efficient motors built as washdown motors. Copper windings are cured in protec- 
tive polyester compound. 303 stainless steel shaft. V-ring rotating seal. Double-sealed, oversize 
bearings and spring-loaded contact seals in each endshield are lubricated with moisture-resistant 
grease. Conduit boxes have drains to shed excess moisture. Bearing cavities are packed to help 
keep moisture out. White epoxy finish provides superior resistance to caustic cleaning solutions. 
For high humidity/wet environments and areas where motor is occasionally exposed to high- 
pressure washdowns. UL Recognized, CSA Certified, and USDA Approved paint finish. 
Nameplate FullLoad Service Nom. Shaft Shaft Length Item 
HP RPM Frame __ Voltage Amps Factor Efficiency Dia. Length Less Shaft No. 


Totally Enclosed Fan-Cooled, Face/Base-Mount 


3505 145TC 230/460 4.9/2.4 86.5% 7 2% 111%6' —_—SXATS * 

















1.15 
2 1750 145TC 230/460 5.7/2.8 115 86.5% BOM 125" 5XAT4 * 
4 3535 182TC 230/460 7473.7 115 885% 1% 25%" 16%"  SXATT 
1765 182TC 230/460 7.6/3.8 115 895% 1% 25%" 14%" 5XAUO * 
5 1755 184TC 230/460 12.5/6.2 1.15 89.5% 1%" 2% 14%" 5XAU1 No. 5XAU2 
7% 1765 2131C 230/460 = 18.2/91 3115 917% 1% 3%' 16%" SXAVO * 
10 1760 21510 230/460 240/120 115 91.7% 1% 3%" 17%" 5SXAV1 * 
Totally Enclosed Fan-Cooled, Face-Mount 
3 1765 182TC 230/460 7.6/3.8 115 895% 1% 25%' 14%" 5XAU5 * 
5 3525 184TC 230/460 = -12.0/6.0 1.15 89.5% 1%” 2%' 14%" _ 5XAU6 * 
1755 184TC 230/460 = 12.5/6.2 31.15 89.5% 1% 2%' 14%" 5XAU7 * 
7 3920 2131C 230/460 =«'17.4/8.7 = 1.15 91.0% §=0s 1%" ~— 8%" 18%"  5XAU9 * 
1765 213TC 230/460 =—-18.2/9.1 = 1.15 = 91.7% )~—Ssd1%" 8% 16%"  2DAM7 
10 3515 2151C 230/460 23.1/11.6 = 1.15 = 91.0% )~=—0 1%" = 8% 18%"  2DAM8 
1760 21510 230/460 = 23.9/119 115 91.7% 1% 3%" 17%" 2DAMS 
15 3540 2151C 230/460 = 35.0/17.4 115 93.0% 1% 3%" 19%" 2DAN1 
Totally Enclosed Fan-Cooled, Rigid Base-Mount 
% 1750 56 230/460 1.6/0.8 1.15 78.5% ¥ 1% 11%" — 2DAK7 
Ys 1745 56 230/460 2.3/1.2 1.15 81.5% 1h 11%"  2DAK8 
1 1750 143T 230/460 3.0/1.5 115 85.5% Rh a%' 11%" 5XAT8 * 
1% 1755 145T 230/460 4.3/2.1 1.15 86.5% 7B De 12" 5XAT9 * 
2 1750 145T 230/460 5.7/2.8 115 86.5% Ra 12" 5XATS5 * 
3 1765 182T 230/460 7.6/3.8 115 895% 1% 3° 123" 5XAU2 * 
5 3525 184T 230/460 12.11/61 = 1.15 = 89.5% ~=91%' 3! 1234" 5XAU3 * 
1755 184T 230/460 = 12.5/6.2 1.15 895% 1% 3° 123%" 5XAU4 * 
ry 3520 2131 230/460 17.4/87 1.15 91.0% 1% 3%' 16%" —_ 5XAU8 * an 
° 1765 2131 230/460 182/91 1.15 917% 1% 3%" 14%"  dSXAV2 * No. 1TRZ6 
10 1760 215T 230/460 240/120 115 91.7% 1% 3%' 15%" — 5SXAV3 * 
Totally Enclosed Nonventilated, Face/Base-Mount 
/ 3550 56C —«-230/460 1.4/0.7 1.15 82.5% yf 2 Q'%6'  1TRZ7 
1750 SBC 280/460 1.6/0.8 115 80.0% 2 9%" ATRZ3 
¥/ 3500 56C —_—-230/460 2.0/1.0 1.15 80.0% x 2 9%‘ 1TRZ8 ‘ 
1745 56C —«-230/460 2.3/1.2 1.15 81.5% 5, 2 9%" 1TRZA4 
3520 56C —«-230/460 2.5/1.3 115 85.5% i, 2 916 1TRZ9 
1 1750 143TC 230/460 3.0/1.5 115 85.5% 72%" 10%6" —«TRZ2 
1750 56C —«-230/460 3.0/1.5 115 85.5% a z 10%" — 1TRZ6 
3505 56HC —_—«-230/460 3.6/1.8 115 86.5% a 2 10%" 1TTA1 
1% 1750 145TC —-230/460 4.3/2.1 115 86.5% 72%" 1016’ 1TRZ1 
1750 56HC —-230/460 4.3/2.1 1.00 86.5% i z 106" 1TRZ5 
Totally Enclosed Nonventilated, Face-Mount 
% 1765 56C —_—«-230/460 1.5/0.7 115 74.0% 5 z 8'%e' —1TTB1 
% 1750 56C —«-230/460 1.6/8.0 1.15 80.0% a = 9%6"  1TTBG 
5) 3500 56C —«-230/460 2.0/1.0 1.15 80.0% a z 9%6°  1TTA3 
1745 56C —«-230/460 2.3/1.2 115 82.5% yf 2 9%6" _ 1TTBS 
; 1750 56C —«.230/460 3.115 115 85.5% % 1% —-10%6' ~—« 48294 
1750 143TC 230/460 3.0/1.5 115 85.5% 72%" 10%6' ——«1TTB7 
1% 1750 145TC —- 230/460 4.3/2.1 1.00 86.5% 726" 101" ~— 1 TTB8 
Totally Enclosed Nonventilated, Rigid Base-Mount 
% 1750 56 230/460 1.6/0.8 1.15 78.5% % 1%' 8% —_-1TTC3 No. 48ZJ94 
Zz 1745 56 230/460 2.3/1.2 115 81.5% % 1%" 8% _‘1TTC2 
1 1750 56 230/460 3.0/1.5 115 85.5% 1% 9% _—*-1TTC1 
* 50/60 Hz. 
SS LE 
Painted Washdown Motors sHapldcsiment 
= Enclosure: totally Designed for use with speed controls or NEMA Type K DC No. ) ee ee 
enclosed fan-cooled power supplies on constant or diminishing torque applications. es on Graingelcom 
= Service factor: 1.0 Motors feature externally replaceable brushes and removable 
= Insulation: Class H bases. Suitable for use in drives for conveyors, food packag- 
= Bearings: ball ing and processing machinery where high humidity and wet 
= Max ambient temp.: 40°C environments exist, or where washdown procedures are used. 
= Duty: continuous UL Recognized. 
Nameplate Full Load Shaft Shaft Length Item 
HP RPM Frame Amps Dia. Length Less Shaft No. 
SOVDC Permanent Magnet, Face/Base-Mount 
% 1750 56C 2.5 a 17" 874" 1F654 
Z 1750 56C 3.5 i 17 934" 1F652 
%, 1750 56C 5 a 17 Q7h" 1F650 
eZ 1750 56C 7.6 a 17" 117" 1F646 
1 1750 56C 10.0 a 17' 127" 1F642 
180VDC Permanent Magnet, Face/Base-Mount 
%, 1750 56C 3.5 a 17 97," 1F648 
Ys 1750 56C 3.8 5 17," 117" 1F644 
1 1750 56C 5.0 i, 17 127" 1F640 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 33 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 





Scan. Order. Done. 
Details on page A1. 


MOTORS 
Definite Purpose Motors 





‘a 


Capacitor-Start 








Nameplate FullLoad Service Ins. Shaft Shaft Item 
HP RPM Frame Voltage Amps _ Factor Class Dia. Length No. 
Farm-Duty Motors High-Torque, Rigid Base 
Y3 1725 56 115/230 66/33 1.15 B %' 1% 6K710 
= Enclosure: totally 1725 56 115/230 9.045 115. +&F 9 41% GK714 
enclosed fan-cooled 7, 1725 56 115/230 11.4.7 115 B  %' 1%" 6K719 
= Rotation: CW/CCW 1 1725 56H 115/230 14.0/7.0 115 F  %' 1% 6K727 
eae 1725 56H 115/230 162/81 115 +#=¥—B  % 1% 6K740* 
Rigid Base = Thermal protection: manual "24795 143/5T 115/230 16.8.1. 1.15. Be" 2" 6K311 * 
= Bearings: ball 9 1725 56HZ 115/230 20.0/10.0 1.00 F  % 2%" 4KO090* 
= Max. ambient temp.: 40°C 1740 182T 115/230 236/118 1.00 F 1% 2%" 6K313 
. . 3 1740 184T 230 145 100 F 1% 2%" 6K610 
= Duty: continuous ; 1740 182/4T 230 220 1.00. F  1v" 254" 6K847 * 
= Color: green 1730 213T 230 23.0 1.00 F 1%" 3%" 6K130 * 
; 7% 1740 2151 230 30.0 100  F 1% 3%" 6K969 * 
Features include gasketed conduit box -7)-——73 5157 930 38.01.00. *F TK 815" GK97O 
and a capacitor cover; a rubber boot High-Torque, Face/Base with Removable Base 
over the manual protector reset button _% 1725 566 115/230 66/33 1.145 B %' 1%' 1TMW3 
Is the motor aaainst weather and % 1725 560 115/230 90/45 1.15 B  % 1% 1TTMW5 
se e ne he dreannuiee yy 1725 560. 115/230 11.457 1.15 B  % 1% TTMW7 
contaminants. UVErsized CONGUIT DOXeS =~ 4 ~—"“4795-— 56H 115/230 14.07.0115. +=&F  % 1% 1TMW9 
make connections easier. Shaft slinger 1% 1725 56HC 115/230 144/72 1.1 B % 1% 1TTMX2* 
included. For use with conveyors silo 2 1725 145TC 115/230 18.9/9.4 1.1 F i 243 1TMW2* 
Extra-High-Torque, Rigid Base 
unloaders, barn cleaners, compressors, “y""""\795{43/5T 115/230 15.075 115. F  % 2¥° GKQQ4 
and manure pumps. Extra-High-Torque 4% 1725 -143/5T 115/230 192/101 115 F  % 2s 6K886~ 
motors have up to 400% starting torque —2 1750 182TZ 115/230 25.6/12.8_ 1.15 FoR 2%" _ 6K887 * 
; a 3 1760 184T 230 17.0 115 F 1% 2%" 6K881 
for extremely hard-starting applications : 1740 1847230 940 15 E44 05," BKBB2 * 
Face/Base with and can start under full-load conditions. 1725. 2151Z +230 99 0 15. FF 1%" 33%" 6K883 * 
All motors are UL Recognized and CSA 1% 1715 2151Z 230 30.8 1.15 F 1%" 3%" 6K884 * 
Removable Base g 10. 1735. 2151 230 41.0 115. F 1% 3% 6K885 ~ 


Certified. 


“aaa 


3-Phase Farm-Duty Motors 


= Enclosure: totally = Bearings: ball Gasketed conduit box and shaft slinger provide added 
enclosed fan-cooled = Max. ambient protection against moisture, dust, and dirt. Use for driving 

= Rotation: CW/CCW temp.: 40°C augers, air compressors, conveyors, pumps, and other farm 

= Mounting: rigid base = Duty: continuous equipment where 3-phase power is available. UL Recognized 


* Capacitor-start, capacitor-run. 





and CSA Certified. 

Nameplate Thermal Full Load Service Ins. Item 

RPM Frame Protection Voltage Amps Factor Class No. 
Vv 1765 56 None 208-230/460 1.3-1.3/0.6 1:25 F 1EJR3 
Vp 1765 56 None 208-230/460 1.9-2.1/1.0 1.25 F 1EJR4 
V4 1745 56 None 208-230/460 2.4-2.4/1.2 1:25 F 1EJR5 
No. 48ZJ99 1 1/55 143-5T/56HZT None 230/460 3.0/1.5 1.25 F 352916 
1% 1745 56 Manual 208-230/460 4.5-4.5/2.2 1.15 F 48ZJ99 
1% 1755 143-5T/56HZT None 230/460 4.3/2.1 1:25 F 352917 
2 1750 143-5T/56HZ None 230/460 5.1/2.8 1.25 F 352918 
3 1765 182T None 230/460 7.8/3.9 1.15 F 352919 
5 1750 184T None 230/460 12.5/6.2 1.15 F 352920 
7% 1765 213T None 230/460 18.1/19.1 1.15 F 352921 
10 1760 215T None 230/460 24.0/12.0 1.15 F 352922 

1-Phase Auger Motors marathon: 


= Rotation: CW/CCW 
= Thermal protection: manual 
= Insulation: Class B, 
except Nos. 33K161 to 
33K165 are Class F 
= Bearings: ball 
= Max. ambient temp.: 40°C 


Guard on rotary switch protects against high-speed * — 
back-drive condition. Mounting flange assembles directly Bevery 
to gearbox on auger-drive systems. Capacitor-start 

models have shaft extensions beyond fan guard for hand 

cranking. Suitable as a replacement for Chore-Time, Cumberland, GSI, 

and other new and replacement OEM equipment. Nos. 33K161 to 33K165 
include conduit box. UL Recognized and CSA Certified. 





Nameplate Full Load Service Shaft Mfr. Item 
RPM Frame Voltage Amps Factor Mounting Dia. Brand Model No. 
Split-Phase, Totally Enclosed Nonventilated . 
1725 48NY 115/230 5.3/2.7 1.00 Face V;" Marathon 5KH39QN9508Y 4K118 
Vs 1725 56YZ 115/230 5.2/2.6 1.00 _Face Yj" Dayton — 3K994 * 
1725 56YZ 115/230 5.2/2.6 1.00 Face/Base 1" Dayton _— 5K043 * 
Capacitor-Start, Totally Enclosed Fan-Cooled 
V3 1725 48NZ 115/230 6.2/3.1 1.00 Face V;" Marathon 048C17F11005 33K161 
1725 48NZ  115/208-230 8/3.8-4 1.00 Face V;" Marathon 048C17F11006 33K162 
Vp 1725 56YZ 115/230 8.0/4.0 1.00 Face Y;" Dayton — 3K995 * 
1725 56YZ 115/230 8.0/4.0 1.00  Face/Base ¥" Dayton — 5K044 * 
1725 48NZ 115/208-230 10.8/5.3-5.4 1.00 Face Y" Marathon 048C17F11007 33K163 
Ya 1725 56YZ 115/230 10.6/5.3 1.00 Face V;" Dayton — 3K996 * 
1725 56YZ 115/230 10.6/5.3 1.00 Face/Base 2" Dayton — 5K046 * 
{ 1725 d6NZ 115/230 13.4/6.7 1.00 Face ¥e" Marathon 056C17F15537 33K164 
120 oby 115/230 12.8/6.4 1.15  Face/Base %' Dayton — 4K997 
/ 1% 1725 d6NZ 115/230 1.2/7.6 1.00 Face ¥e" Marathon 056B17F15516 33K165 Tf 
r 1725 56Y 115/230 16.2/8.1 1.15  Face/Base %' Dayton — 4K998 t+ 


* 60/50 Hz. ¢ Capacitor-start, capacitor-run. 
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GRAINGER CHOICE” MOTORS 





Find the we. Find Solutions. Find Great Prices. Definite Purpose Motors 
1-Phase Poultry/Livestock Direct-Drive Fan Motors Le Dayton} 
= Enclosure: totally enclosed air-over Motors feature shaft slinger. For fan duty only. Direct replacements for marathon 





= Max ambient temp.: 40°C Acme, Aerotech, Dayton®, GSI, LB White, and other direct-drive poultry 
fans. PSC and Capacitor Start/Run motors also have gasketed capaci- 
tor covers. All models are UL Recognized and CSA Certified. 
Nameplate Full Load Service Ins. Shaft Shaft Item 


HP RPM Frame Rotation Voltage Amps Factor Class Mounting Dia. Length Brand No. 
Permanent Split Capacitor 









No. 1YAZ4 
Permanent Split 
Capacitor 





1700 A48YZ CW/CCW_ 115/230 3.0/1.7 1.00 B  CradleBase %" 2/6" Dayton 1YAZ4 ~* 
72) 1725 48YZ CW/CCW 115/230 2.3/1.4 1.00 B Yoke Yo" DIAG" Dayton 1YAZ7 * 
1625 48Z CW/CCW 115/230 3.6/1.8 1.00 B Cradle Base 1%" 2%" Marathon 33L616 
/; 1700 A48YZ CW/CCW_ 115/230 3.8/1.9 1.00 B Cradle Base 1%" 2¥" Dayton 1YAZ5 * 
1725 48YZ CW/CCW 115/230 3.8/1.9 1.00 B Yoke Ye" ais" Dayton 1YAZ8 ~* 
1700 48YZ CW/CCW 115/230 5.0/2.5 1.00 B  CradleBase 1%" 2 V2" Dayton 1YAZ6 * 
Yo 1700 48YZ CW/CCW_ 115/230 5.5/2.8 1.00 F Yoke Y;," 2¥2" Dayton 1YAZ9 * 
1075 48Z CW/CCW 115/230 7.2/3.6 1.00 — CradleBase 1%" 2%" Marathon 331621 
850 56Y  CCWLE 208-230 3.7-3.6 1.00 B Stud ya" 1%" Marathon 33L622 
/; 1100 48Y CW/CCW 115/230 3.9/1.9 1.00 B Stud Y;" 2 V2" Dayton 1YBA5 
1100 48Y CW/CCW 115/230 3.9/1.9 1.00 B_ Rigid Base 1%" 35/4" Dayton 1YBA4 
Yo 850 48YZ CW/CCW_ 115/230 6.0/3.0 1:26 B Stud xe" 398" Dayton 1YAZ3 
850 56Z CW/CCW 115/230 6.0/3.0 1.00 B Rigid Base %' 2 V2" Dayton 1YBA6 
{ 850 56CZ CWSE 230 5.8 1.00 B Face 7s" 2¥2" Dayton 1YBA7 
Z WSE 2 2 ie B F ya" Yq" Dayton 1YBA1 
cae Man CWS 30 5 00 ace 3 ayto No. 33L623 
Ye 1725/1425 56 CW/CCW115/208-230 7/3.8-3.5 1.30 B Cradle Base %%' 1%" Marathon 33L623 Capacitor Start/Run 
1 1725/1425 56 CW/CCW115/208-230 10.6/5.5-5.3 1.30 B Cradle Base %' 1%" Marathon 33L624 
1% 1725 56 CW/CCW115/208-230 14.0/7.2-7.0 1.30 B  CradleBase %%' 1%" Marathon 33L625 
-Split-Phase 
% 1140 48 CW/CCW 115 ot 1.00 B Cradle Base 1%" 1%" Marathon 33L615 
2) 1140 56 CW/CCW 115 9.6 1.00 B Cradle Base %%' 1%" Marathon 33L617 
V3 1725 48Z CW/CCW 115 6.2 1.00 B  CradleBase 1%" 24%" Marathon 33L618 
Vp 1725 56 CW/CCW115/208-230 8.0/4.0-4.0 1.00 B Cradle Base %%' 1%" Marathon 33L620 
3-Phase 


No. 1YAZ2 
3-Phase 


1 850 56CZ_ CW/CCW 440/460 1,9-2.0 1.00 B Face ya" 3% Dayton 1YAZ2 


* Adjustable speed: Designed to operate from 100% down to 80% speed with optional speed controllers, see page 158. 
For use with fans only; not intended for mechanical applications. 


lef Dayton] 
1-Phase Poultry/Livestock Belt-Drive Fan Motors (century: Weta 


= Enclosure: totally enclosed air-over Motors have higher service factors and breakdown torque for the most-demanding applications. Feature shaft slinger, 







= Rotation: CW/CCW gasketed capacitor, and conduit box cover for added protection against dirt and moisture. Motors also have double-sealed 
= Thermal protection: auto bearings, condensation drain holes, and cooler-running windings to promote longer service life. For use in Dayton®, 
= Insulation: Class B Aerotech, American Coolair, Chore Time, Acme, Hired Hand, and other air-over belt drive livestock ventilation fans. UL 
= Max. ambient temp.: 40°C Recognized and CSA Certified. 
Nameplate FullLoad Service Mfr. Item 
HP RPM Frame Voltage Amps Factor Mounting Brand Model No. 
Capacitor-Start/Run 
% 1725 56 115/208-230 4.6/2.6-2.4 1.40  CradleBase Dayton — 5JKW9 
¥, 1720 56 = 115/208-230 6.1/3.4-3.1 1.30 Cradle Base _—_ Dayton — 4WNZ5 
1725 56 115/208-230 6.1/3.4-3.1 1.30  RigidBase _ Dayton — 4WNZ6 
1725/1425 56 ——- 115/230 9.0/4.5 1.30 Cradle Base Century PD6104AV2 3RCW9 
, 1725/1425 56 115/230 9.0/4.5 1.30 _RigidBase Century | PD6104AV3__— 3RCX1 
1725 56H 115/230 7.9/4.0 1.15 Rigid Base Dayton — 3K993 
1725 56H 115/230 7.9/4.0 115 Cradle Base _— Dayton —_— 4K124 
Split-Phase 
% 1725 48 115/208-230 3.0/1.6-1.5 1.00 Cradle Base Marathon 5KHC39QN9575T 2K349 * 
y, —1725 48 115/208-230 4.1/2.1-2.0 1.00 Resilient Base Marathon 5KHC39QN9581T 2K348 * Capacitor-Start/Run, 
1725 56 115/230 5.5/2.0 1.25 RigidBase _ Dayton — 1YBU8 Cradle Base 
1725/1425 56 115/208-230 4.8/2.4 1.30 Cradle Base Century | PD1050AV1 3RCW8 
yp —1725 56 115/230 7.6/3.8 1.25 _RigidBase _ Dayton — 1YBV8 
1725 56 115/230 7.6/3.8 125 Cradle Base _— Dayton — 1YBV9 
1725 56 115/230 7.6/3.8 125 Cradle Base —_ Dayton — 1YBW1 * 
¥, 1725 56 115/230. —11.5/5.7 ~—-:1.25 ~——s~Rigid Base _ Dayton — 1YBU9 Split-Phase, 
1 1725 56 115/230 ~—s«13.0/6.5 1.25 —RigidBase _ Dayton — TYBV1 Cradle Base 


* Includes 3%" x 3%" extended thru-bolts for fan guard mounting. 


Capacitor-Start Aeration Fan Motors 





= Enclosure: totally Use as a replacement motor for tube- 
enclosed air-over axial fan grain aeration systems made 

= Rotation: CW/CCW by Aero-Vent, Dynavent, Farm Fan, 

= Service factor: 1.0 and other manufacturers. Permanent 

= Insulation: Class B split capacitor motors have keyed 

= Mounting: rigid base shaft that is drilled on center 1"D, and 


= Max. ambient temp.:50°C tapped %4-20 UNC to allow fan mount- 
ing. UL Recognized and CSA Certified. 





Nameplate FullLoad Shaft Shaft Item 
HP RPM Frame _ Voltage Amps Dia. Length No. 
8 3450621151280 7.413.796 2a 
i z 8 4 
y, 3450 48 115/230 1.0/5.5." 1%" 4K057 eye eeeer 
3450 56Z 115/230 11.0/5.5 Ye" 2V4" 4K058 
1 3450 56Z 115/230 12.4/6.2 Ye" 2V4" 4K059 No. 4K059 


1% 3450 143TZ 115/230 17.4/8.7 7, 24" 4K060 
2 3450 143TZ 115/230. 22.2/11.1 RS 2A 4K061 
3 3450 145TZ 230 14.9 7 2M" 4K062 


IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 35 
INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 








MOTORS Scan. Order. Done. 
Definite Purpose Motors Details on page A1. 










marathon 


Wey 
(century: 






No. 


13L299 
1-Phase 
Hy Nameplate Thermal FullLoad Service Ins. Shaft Shaft Mfr. Item 
Air Compressor HP RPM Frame Rotation Protection Voltage Amps Factor Class Dia. Length Brand Model No. 
Motors Capacitor-Start 
Vp 3450 56. CCWSE Manual 115 11.5 100 B  % 1% Marathon 9031 3K781 
¥ 3450 56 CCWSE Manual 115 12.5 100.B% 17%" Marathon 9032 3K783 
= Enclosure: open dripproot 1725.56 CW/CCW Manual 115/23013.6/6.8 ~~ 115.-~&B 54" 174" Marathon C1480 391530 
= Mounting: rigid base | 3450 56 CCWSE Manual 115/230 16.0/8.0 100 B  %' 1% Marathon 9033 3K785 
= Bearings: ball yy 1725 56H CW/CCW__Manual_115/208-230 18/9.3-9.0 115  B  %" 1%" Marathon G951 391531 
« Max. ambient temp.: 40°C 3450 56 CWCCW Manual 115/230 213/106 115. B  %° 1%" Marathon C704 51B73 
- 1745 1841 CW/CCW Manual 208-230 186-175 115  #‘B 1%" 2% Weg  003180S1CCDOL1841 13L295 
Direct replacements for selected — 7% 3470. 213T CW/CCW None 208-230  40.0-37.0 1.19 B 1%" 3%” Marathon 1105 391541 
Capacitor-Start/Run 
Saeki ea nee % 1725.56 CWCCW Manual 115/208-230 11.055 125. B 54" 17" Marathon K016 6KHJ5 
Dayton®, Speedaire®, Ingersoll- 1 3450 56. CW/CCW Manual 115/208-230 10.6/55-53 1.15. B  %° 1% Marathon D010 391529 
Rand, Campbell Hausfeld, 1740 145T CW/CCW Manual 115/208-230 18.9/10.2-94 115 .B % 24° Marathon 1127 391532 
9 3450 56 CW/CCW Manual 115/230. +17.0/835 1.00. B %° 1% Marathon 9035 3K787 
Sanborn, Champion, Coleman, 3450-56 CW/CCW Manual 115/230.-178/891.15.~&B 9% 176" Marathon C703A A5AX48 
Quincy, and others. Designed to 1740. 184T CW/CCW None 930 12.1 115. B 1% 294" Marathon 7502 391534 
meet the high-torque require- 3 3450 56  CW/CCW Manual 230 14.5 1.00 B ¥" 1%" Marathon 9036 3K788 
3450 56 CCWSE Manual 930 15.0 100. B % 1% Marathon 9040 391535 
ments of air compressor loads. 3440 56HZ  CCWSE Manual 230 165 115. Bw 9%" Weg  O04360S1DCDGSOHZ 131296 
Mechanical features provide long 1740 184T CW/CCW None 208-230 23.0-210 1.15. F 1% 2%; Marathon 114A 391539 
He igor, bp a a ae a a eS 
: : 745 anua : p-21.5 fille gi 4" eg 5 
loads, which typically shorten 5 17601847 CW/CCW Manual 208-230 25.0-241. 4.15. =~B. 1%" 234" Marathon 119 391.538 
motor life. High breakdown 3450. 56Y  CCWSE Manual 208-230 99.0 115. 8B 7% 2% Century B384 TATAS * 
true Tees dpe ee ee ee a ee 
: : : : 5 5 anua ; 15 Ys" Us arathon 7 537 * 
service. Suitable for intermittent- §45739 3510 182/4Y  CCWSE Manual 240 93.0 100. B  % 2% Weg  006360S1XCD182/4Y 13L302 
duty, portable, and stationary air 1735 2151 CW/CCW None 208-230 375-345 115 F 1%" 3%" Marathon 1115 391542 
compressors. UL Recognized and 7% _ 1745 213/5T CCWSE — 908-230 333-313 115 +B 1% 3% Weg  007180S1CCD2151 131303 
CSA Certified 3515. 1841 CW/CCW None 208-230 34.0-31.0 1.15. F 1% 234° Marathon [108A 391540 
7 1730. 2151 CW/CCW None 208-230 49.0-440 115 F158 3%" Marathon 1116 391543 
Note: Use on other applications voids 1745 = 213/5T + CCWSE = 208-230 45 .0-43.0 115 Bo 1%" = 33%" Weg 010180S1CCD215T 13L304 
warranty. * Designed for light-duty, intermittent use. 


Universal AC/DC Motors {Payton 
= Enclosure: open dripproof 

= Rotation: CCWSE (nonreversible), except No. 2M034 is CWSE 

= 115V at 60 Hz 

= Insulation: Class A, except No. 2M139 is Class F 

= Max. ambient temp.: 40°C 

Full-load speeds can be adjusted 20% to 100% with proper speed control (sold separately). Average 
brush life is about 300 hr. Motors are series-wound. Gray hammer finish. UL Recognized. 


Full Length 

Nameplate Load 0.C. Mounting Body Shaft Shaft Less Item 

P RPM Voltage Amps Mounting Mounting Holes Bearings Dia. Dia. Length Shaft No. 
5000 1s 1.2 Hole 26 (2) #10-32 _ Ball 29/4" Ye BAY 6" =2M057* 
5000 115 2 Hole 2%6' (2) #10-32 Sleeve 2%! Ya" Yq" AAs’ 2M033~* 
Vs 5000 115 12 Hole 26 (2) #10-32 Sleeve 2%" V4" Yq" Ae’ 2M034~* 
9000 115 i Hole 26 (2) #10-32 Sleeve 2%" Ya" Ys" AAs’ =2M277* 
5000 115 1.2  RigidBase 2%6x3" 4 Sleeve 254" Ys" 1"& 1" 4%6" 2M066 *t 
Yio 8000 115 eS Hole 26 (2) #10-32 _Ball 29/4" VY," RB — A%e' 2M037* 
Y% 10,000 115 2.9 Stud 2/6 — Sleeve 3%" Ve" I 4V¥2" 2M139* 





Ye ___ 10,000 115 6.3 Hole 2xX2'%e (4) #10-32 Ball 3% x3%" %" 1%" —6%e' 2M145 
1 10,000 115 124 Face 3% x 34s" (4) #10-32 _ Ball 3% Ye. 14" 7 *%2" _2M191 


* Can be used with No. 5JJ60 speed control on page 158 . ¢ Dual shaft. 


3.3"'-Dia. Shaded-Pole lef Dayton| 
Vibrator Motor —— 


= Enclosure: open 

= Mounting: strap-type 

=» Max. ambient temp.: 40°C 

Equipped with 9-ft. 3-cond. cordset and inline On/Off switch. Bracket mounting 
holes are /s" x 3" 0.C.; includes bolt and nut to secure to motor. UL Recognized and 








CSA Certified. 
Nameplate Thermal Full Load Ins. Body Item 
HP Force RPM Protection Vel.* Voltage Amps Class Bearings Dia. No. 
Yoo 5.00 Ib. 1625 Auto 2.20ips 115 0.65 B Ball 3%" 5FTT3 
* ips = inches per second. 
36 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





MOTORS 
Definite Purpose Motors 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 






















Inlet 
Body Blower CFM@ Vacuum Max. Max. Overall Replacement Tube Mfr. Item 
Dia. Voltage Stages 2" Orifice (HO Sealed) Air Watts Amps Height Brushes Dia. Model Brand No. 
Peripheral Bypass Discharge Air 
Thermoset Mounting Brackets Discharge 
120 1 95.0 50.1 188 57 bY 2YUI7 — ~~ 116325-00 Ametek 2M428 
120 1 110.0 45.0 140 6.2 5 34DA21 2" 327N72 Dayton 32ZN72 
120 1 115.0 50.0 195 8.2 5%" 34DA21 2" 327N73__—-Dayton 32ZN73 
120 1 125.0 56.0 245 100 6: 34DA21 2" 327N82 + ~Dayton 32ZN82 
120 1 133.0 49.5 291 7.0 5%6' 2UV64 —  116196-00 Ametek 4960 Air Inlet 
120 2 90.0 85.0 240 8.8 6%" 34DA21 2" 32Z2N74 Dayton 32ZN74 
120 2 94.0 84.3 974 8.0 6%6" 2UV81 —  116336-01 Ametek 2M429 PERIPHERAL DISCHARGE 
120 5) 94.0 84.3 274 8.0 6%6 2UY15 —  119414-00 Ametek 3GXE9 
57" 120 2 96.0 88.1 292 8.0 66 2UV81 —~ 415757-P Ametek 2M265 Air flows into the bottom of the motor and ts 
120 9 100.0 90.3 313. 90 6%  2UV64 116493-50 Ametek 4M949 discharged through vents in the motor. 
120 2 101.0 93.2 332 91 61%6 2UV64 — 116448-00 Ametek 4IM955 
120 2 104.0 91.3 300 91 6%" 2UV81 — 116212-00 Ametek 4954 
120 2 105.0 95.0 3200 110 #7 34DA21 2" 327N75__- Dayton 32ZN75 
120 2 112.0 106.7 404 7 7 41RD41 —  116471-13 Ametek 4M953 * 
240 1 99.0 50.8 201 33. 5 2UV65 — 116271-00 Ametek 4957 Air 
240 2 112.0 95.4 360 4.9 re 2UV65 —  116036-13 Ametek 4M952 * Discharge 
240 2 107.0 97.8 389 57 a 2UV65 — ~116354-00 Ametek 4951 
Metal Mounting Brackets 
102.7 110.0 384 13.0 6%6 2XB23 — 15330 Ametek 2M173 
7.2" — 120 2 116.4 106.1 401 13.0 61%e6" 2XB23 — 415962 Ametek 2M187 * mm 
120 3 105.0 131.4 447.1477 1%" 2XB23 — 116118-00 Ametek 4891 * 
pe 3 126.0 88.2 360. 11.6. 9%e 2UV67 — 114787 _ Ametek 2M179 4 
240 3 122.0 84.2 354 52 Qe 2UV76 — 114789 Ametek 4877 
Acustek® (Low Noise), Thermoset Mounting Brackets ; 
120 2 97.0 84.9 255 79 6%" 2UV64 —  116757-13 Ametek 2M266 * Air Inlet 
120 2 97.0 84.9 255 79 6%" 2UV64 — 116024-13 Ametek 4917 * 
120 9 102.0 91.5 593. +92 6%  2UV64 —~416025-13 Ametek 4M916 * TANGENTIAL DISCHARGE 
Pn) ih — phe ah — = TT Ae Sy ons nt he tomo he mtr ands 
‘ ‘ F 16 — = “ . ‘ 
120 3 100.0 119.6 382.111. 71%«"  41RD41_ = — 116764-13 Ametek 4M914 * discharged through an air tube on the side of 
240 2 111.0 95.2 362 4.9 re 2UV65 —116296-13 Ametek 4915 * the motor. 
Tangential Bypass Discharge Air 
Thermoset Mounting Brackets Disch 
36VDC. 3 76.0 74.0 185. 17.9 71%  2UV7I —~116513-13 Ametek 4M918 * Ischarge 
36VDC 3 76.0 74.0 185 17.9 7'%e'  4HCHI1 —  119432-13 Ametek 3GXF2 
120 2 97.0 81.8 248 8.6. ov 2UV64 — 116392-00 Ametek 2M430 * 
120 2 105.5 88.2 285 8.2 6" 2UV81 17%" 116210-85 Ametek 4M928 THRU-FLOW 
120 D 104.0 91.3 300 90 6%' 2UV81 — ~116207-00 Ametek 2M201 
57 120 2 97.4 92.5 301 9.9 7' 41RD41 —  116474-37 Ametek 4M983 * DISCHARGE 
120 2 112.0 106.7 4044 7 7 41RD41 —  116472-13 Ametek 4937 * Air flows into 
120 3 99.0 117.4 368 10.7 7%.  41RD41 — 116565-13 Ametek 4923 * 
120 5 99.0 117.4 386 10.7 71%46"  41RD41 1%" 116565-29 Ametek 4924 * the bottom of 
240 2 108.0 87.5 317 44 61%  2UV65 — 116420-13 Ametek 4934 * the motor and is 
240 2 126.3 100.5 413 6.7 rT 2UV65 —~116353-13 Ametek 4936 , 
240 3 93.0 115.5 345 5.2 71%@ 2UV65_~— 116859-00 Ametek 4M944 discharged through 
72 120 D 110.0 123.0 455. 12.8. 718 2XB24 —__117467-13 Ametek 4889 * the top of the 
Metal Mounting Brackets motor to provide 
120 1 93.0 47.8 157 57 Ale 2YU17 —  116520-50 Ametek 4M941 cooling 
57" 120 3 101.2 137.1 485 135 8%' 2UV68 —~116765-00 Ametek 4922 
120 3 101.2 137.1 485. 135  8%' 2UV68 —  116765-13 Ametek 4™M921 * 
120 9 102.7 110.0 384. 13.0 6% 2XB23 —— 415334 _Ametek 2174 Air Inlet 
120 i) 105.4 110.1 392 127 61%e6 2XB23 — 415937. Ametek 2M178 * * 
120 3 92.0 134.0 403. 13.8 75% 2XB23 —  116103-00 Ametek 2M188 * ° 
120 3 92.0 134.0 403. 13.8 85%a" -2XB23 2” 116161-00 Ametek 4m884* ,AIMIETEK’ Dayton 
72° 420 3 94.0 134.0 438. 12.6 72342" 2XB23 — 116119-00 Ametek 2M202 LAMB ELECTRIC 
120 3 102.5 145.9 530. 14.0 8%" 2UV78 — 117500-12 Ametek 3HV25 
240 2 98.9 95.0 308. 5.5 6%  2QUVZ7 175950  Ametek 4888 * Vacuum Motors 
240 2 101.2 109.6 356 59 6%6' QUV77 — 115684 Ametek 4M887 
240 3 87.0 106.0 306 55 85%a"—-« QUVTT — _416136-00 Ametek 4mg83* = Enclosure: open 
Aluminum Mounting Brackets = Thermal protection: None, except where noted 
57" 10 197.2 485 73  81%6  2UV80 — 117123-00 Ametek 3EAK5 = Mounting: all-position 
Thru-Flow Discharge ; y : 
Thermoset Mounting Brackets = Bearings: ball, permanently lubricated 
120 1 112.0 63.0 189 6.8 434" 2UY15 —  119400-00 Ametek 3EAK8 = Max. ambient temp.: 40°C 
120 2 94.0 90.2 241 77 5'%6e  2UY15 — ~119402-00 Ametek 3GXE2 - :; 
57 120 1 105.0 60.0 195 71. 4%" 34DA21 2" 327N76 Dayton 32ZN76 = Duty: intermittent ‘i 
1 490 1 115.0 60.0 215. 98.2 4% ~~ 34DA21 2°  327N77_ Dayton 32ZN77 = Avg. brush life (Ametek only): 4.3 
120 1 125.0 70.0 280 10.1 5%" 34DA21 2" 32ZN78 Dayton 32ZN78 and 5.7" dia., 500 hr; 7.2" dia., 
120 2 105.0 105.0 340 11.0 6%" 34DA21 2" 327N80 Dayton 32ZN80 Sea ie 
Metal Mounting Brackets 700 hr; 7.5 dia., 1000 hr. 
120 2 94.0 90.2 241 7.7 5%e' 2UV81 — _116669-50 Ametek 2M421 + For use in moving clean and dry air. Motor should 
120 5) 94.0 90.2 241 77 5% 2UV64 —  116457-00 Ametek 2M420 + _ 
120 2 95.0 91.2 245 8.2 5%6 2UV64 —~416311-01 Ametek 2192 not come into contact with foam, liquids, m 
120 9 99.0 92.0 957. 8.0 5% 2UV81 —~ 115750 Ametek 2M262 moisture-laden air. Use with applications that 
120 2 99.0 92.0 257 8.0 5'%6' — 2UV64 — 115744 Ametek 2M198 + _ protect the motor's electrical components, fan 
120 2 99.0 92.0 260 8.0 5%6 2UV81 — 415737. Ametek 2M263 Ste anny aii 
120 2 104.0 100.0 323 9.0 6" 2UV81 —  116671-50 Ametek 4M898 + system, and housing. Units with alt sealed bear 
120 D 115.0 96.4 356. 95 5%6 2UVBI — ~~ 416146-00 Ametek 2M186 ings provide added protection against dirt and 
5.7" 120 2 115.0 ae 356 9.5 ane 264 — 15882. a eee moisture. Units with thermoset mounting brackets 
: . : 46" — - metek 4 5 ; ‘ati F 
120 D 101.3 114.4 365 106 5%  41RD41 — ~~ 116432-00 Ametek 2M422 at for light duty applications. For use in commer 
120 D 122.0 100.4 447 10.8  6%6  41RD41 — 115923 Ametek 4903 cial canister or utility vacuums, sprayer/foggers, 
an ; ee of jae 3 fae wee = ess Arete mer material handling and transfer systems, and car 
: 16" — mete ® 
240 2 102.0 87.8 248 4.0 5%«"  2UV65. — 116670-50 Ametek 24247 Wash and central vacuum systems. Ametek 
240 9 102.0 87.8 948 40 5i%6  2UV65 —~116312-00 Ametek 2M423 motors are UL Recognized and CSA Certified, 
240 2 119.0 98.9 345 o.1 6Y" 2UV65 —  116604-00 Ametek 4M900 + except No. 4M941 is UL Recognized only. Dayton® 
e/UMAnUnL AGUNG HISCkats motors are UL and C-UL Recognized 
57" 120 1 147.0 98.0 500. 12.0 434" 2UV81 — ~ 119347-00 Ametek 3EAK7 g 
* Air-sealed bearing protection. ¢ Auto thermal protection; all others have none. Note: Additional sizes available on Grainger.com®. 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 37 


INFORMATION 


UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 


MOTORS Scan. Order. Done. 











HVAC Motors Details on page Al. 
i 7"-Dia (Ydertnand Adjustable, built-in speed control makes a secondary pressure control device unnecessary. An external hose 
| oH MOTOR TECHNOLOG 
te ey is easily attached to the exhaust tube. Included wiring harness allows hard-wiring to external power. Manually 
Tangential Bypass controlled units have easily-adjusted built-in trim-pot. Electronically controlled models require a remote 
Brushless Blowers 0 to 10VDC reference signal (not included). For use in business machines, computer peripherals, material 
handling, air samplers/evacuators, packaging systems, photographic medical equipment, and air beds. 
= Enclosure: aie Vacuum MANUAL SPEED CONTROL BLOWERS {ELECTRONIC SPEED CONTROL BLOWERS 
= Thermal protection: auto Blow Max. Discharge o (He ne om at om 
ing: -nociti Watts Stages Voltage Amps 4H Dia. Sealed) CFM Mode 0. ode 0. 
: Mounting: tab, all-position 1 120-50 4% 1% 290 60 — — BBA14-111SET-00  1MCG8 
= Bearings: ball t 120 5.0 5% 1%" 280 64 | BBAI4-111SMB-00 1MCG9 BBA14-111SEB-00  1MCG7 
=» Max. ambient temp.: 50°C 1 120. 50 6% 1% 240 105 | BBA14-111HMB-00 1MCG6 BBA14-111HEB-00  1MCG5 
1 240 45 «#5 1% ~—° 30.0 ~=64:~| BBAT4-211SMB-00 1MCJ4 BBA14-211SEB-00  1MCJ3 
1 240 45 6%" 1%" 260 105 | BBA14-217HMB-00  1MCJ2 BBA14-211HEB-00  1MCJ1 
4002 1720. 50 5" 1% 500 60 — — BBA14-112SET-00  1MCH3 
2 120. 5.0 7%" 13%" 45.0 86.5 | BBA14-112HMB-00 1MCHi1 BBA14-112HEB-00  1MCH2 
2 240 45 =~ 7%" TY" ~~ *«450~=—86.5 — — BBA14-212HEB-00  1MCJ6 
3 120. «5.2 7%" 1% 65.0 47 | BBA14-113SMB-00 1MCH5 BBA14-113SEB-00  1MCH4 
i 3 240 «47 «7% V8 640 47 — — BBA14-213SEB-00  1MCJ8 
3 240 «47 «7H 1% 500 86 — = BBA14-213HEB-00  1MCJ7 
"Re 1 120 295 6% 1% 43.0 135 | BBA14-121HMB-00 1MCH6 — — 
x 800.2 120 95 7%" 1% 60.0 107 | BBA14-122HMB-00 1MCH7 — — 
3 120. 9.0 7%" 1% 90.0 68 | BBA14-123SMB-00 1MCH9 BBA14-123SEB-00  1MCH8 
No. 1 240 105 6%" 1% 55.0 176 | BBA14-227HMB-00 1MCK1 BBA14-221HEB-00  1MCJ9 
1MCG5 1200 2 240 105 7% 1% 88.0 151 | BBA14-222HMB-00 1MCK3 BBA14-222HEB-00  1MCK2 
bi 3 240 105 7% 1% 143.0 79 | BBAi4-223S5MB-00 1MCK5 BBA14-223SEB-00  1MCK4 





be ; 
Shaded Pole 
C-Frame Motors 


= No. of speeds: all motors are 1-speed 
except for No. 4M075 is 2-speed 

= Enclosure: open air-over 

= Service factor: 1.0 





Hole Mount 





: OEM OEM Item 
= Insulation: Class B Name Part No. No. 
ing: all- Nutone, Alr-King Various 4M180 * 
= Mounting: al-angle Stud Mount Nutone (65878 4M209 
= Max. ambient temp.: 40°C Broan 99080207 qM210 = 
Aubrey 2200-02 4Me1T* 
For use in small fans and blowers found in eeaiielé asco 0648-0007 4Mo12- 
bathroom ventilators, range hoods, elec- Mount Carrier High-Efficiency Furnaces 5M065 
tric heaters, hair dryers, slide projectors, Carrier High-Efficiency Furnaces SM066_— iT 
i idifi i 7 Nameplate Thermal Full Load Stack Shaft Shaft Length Cord Item 
peepee ae A HP RPM Rotation Protection Voltage Amps’ Bearings Size Dia. Length Less Shaft Length No. 
. Stud/Hole Mount 
Certified. ¥00 3000 CWSE 115 0.26 Sleeve ye" He 1 1H" 12" 4M067 
3000 CWSE 115 041 Sleeve A He 1 TH 12" 4M068 
Note: This product is NOT SUITABLE for any Y50 3000 CWSE impedan 230 Os Sleeve Yo" Ve" 1 1%" Vz: 4M069 
unattended equipment (including built-in bathroom 3000 CWSE We a - 120 0.37 Ball A Te 2 TH 12" 4M077 
exhaust fans), unless the listed Thermal Protection 3000 CWSE __ shot Backup —1° O04 Sleeve % 76 i 16 12" 4M070 
5 1 Shot %s0 3000 CWSE 230 0.24 ~~ Sleeve 75" He 1 TH 6 12" 4m071 
3000 CWSE 120 1.0 Ball 75" He e TH6" 2" 4078 
Hoo 3000 CWSE 115 0.62 Sleeve 7" Ae ik 2" 12" 4M072 
Stud/Hole Mount 3000 CWSE 151.2 Sleeve 7a" He" i" 0} 12" —4M073 
= Mounting: two #8-32 studs at Yn 3000 CWSE 230 0.48 Sleeve 7’ He i 7 12" 4074 
shaft end. and mounting holes on 3000 CWSE 11d 1.0 Sleeve Us Ve. 1 2: 12. 4M075 
cd ; f the stat rey "OC 3000 CWSE One-Shot ~ 120 0.96 Ball 7" He y TH 2" 4079 
€acn side oF the stator, 178 7" 3000 CWSE 115 12 Sleeve 1% yj" { yA 2" 4M076 
3000 CWSE 115 4 Ball TH" A e 215" 2" 4080 
Stud Mount Voy 3000 CWSE 120 29 Sleeve" Ve ik A 12" 5064 
= Mounting: two #8-32 studs on 1%" OC Stud Mount 
= OEM re reboot with 2-oronGplll 2750 CWSE One-Shot —120 052 Sleeve te 72" 2%" 25% 6" 4™M180 * 
p prong plug i 9800 CCWSE 120 0.93 Sleeve" ns (ee ACs 5" 4M209 * 
Hole Mount = 2800 CCWSE Impedance 120 0.59 Sleeve 5 Ae THe —*1%e 7" 4Mi210* 
ore Moun 2850 CWSE _withOne- 120. 0.61 Sleeve  %' He ‘the 1%" 5" 4M211 * 
= Mounting: two #6-32 threaded Yios 2750 CWSE ShotBackup 120 0.89 Sleeve iy He Ty" 130" 4" 4M 212 * 
9 Hole Mount 
holes on 1%" centers 
3200 CWSE 120 3.9 Ball 1" 2, He, 25, 5" 5M065 { 
= OEM replacement with OEM plug 0 3900 CWSE One-Shot ——p39 19 Ball 1%" Van, Vie”, SCO 5" 5066 + 
= Dual shaft * 2-prong non-polarized plug. t Molex 2-pin plug. 


Dayton acme 
“dS acne Qty 


ER oud 


Shaded Pole C-Frame Motor Kits 
for Ventilation/Refrigeration 





= Nameplate RPM: 3000 UL Recognized and 
= Enclosure: open air-over CSA Certified. 
ee oneae = Max. ambient temp.: 40°C 
Full Load Shaft Shaft Cord Mfr. Item 
HP Includes Rotation Thermal Protection Voltage Amps Bearings Dia. Length Length Brand Model No. 
2’ Long Break-Off Shaft, Adapters, Brackets, Impedance with 1 fF 1 = 
7200 Mounting Hardware and Instructions CWSE One-Shot Backup 120 0.26 Sleeve % 2% 6 Dayton 4mi249 
Yiso (2) H-Brackets, (4) Bushings and (3) Fan Blades CW/CCW Impedance 115 0.35 Ball Ya" 198" g Dayton = 3HEH1 
Hub Adapter, H-brackets, Screws, Washers ; , , __ 
Yi35 2 Double Male Electrical Terminals and 4" Dia. Fan Blade CCWSE Impedance Ho 0.30 Sleeve Jie. 1%" — Dayton — 3LC32 
Y%s Mounting Blocks and (3) Fan Blades (5, 5/2 and 6" Diameter) CW/CCW Auto 115/230 0.91/0.45 ~—‘ Sleeve Ae. RE —  Acme-Miami 7472 16U069 
(2) H-Brackets, (2) Fan Blades, Hardware and Shaft , , _ __ 
V5 Adapters to Fit / and 546’ Bores and Hubless Blades CW/CCW Auto 115/230 1.1/0.55 = Sleeve 6 1%6 Dayton 3HEH2 
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Shaded Pole Unit Bearing Motors 


MOTORS 
HVAC Motors 


“a 











= Enclosure: totally CLOCKWISE 
enclosed air-over Full Length Max, | LEADEND | FACING LEAD END 
= 60/50 Hz Output Nameplate Thermal Load Body Shaft Less Ambient Item Item 
= Service factor: 1.0 Watts HP RPM Protection Voltage Amps Dia. Length Shaft Temp. No. No. 
oa Cast-Aluminum Housing 
= Insulation: Class A Rear/Double Foot Mounting 
=» Mounting: 5 Vso 1550 Impedance 115 0.34 3%" % 25%" — 40°C 4YFF7 4YFF6 
horizontal or 6 2s 1550 Impedance 115 0.42 3%" % 25%" 40°C 4YFF9 4YFF8 
9  %3 1550 Auto 1145 062 3% % 2% 40° 4YFG2 4YFG1 
vertical shaft up 9 Ye 1550 Auto 230 0.33 3%" 2% 40°C | AYFG4 4YFG3 
Rear/Foot Mounting 
Use with commercial 2 v70 Impedance 115 025 3%" % 2% 40°C 4YFH5 — 
and industrial HVAC 2.3 Yao 1550 Impedance 115 0.25. 3%" "~~ 3% ~~ ~40°C_| 4YFG5 = 
and refrigeration 4 %ss ~=—1550 ~=Impedance 115 0.34 3%" % 3%" 40°C AYFJ2 A4YFJ3 
equipment, and 4 Y%es__1550__ Impedance 230 0.17 3%" 8%"__—40°C 4YFJ4 4YFJ5 No. 4YFG5 
ee 6 2s 1550 Impedance 115 0.42 3% "31%" ~~ 40°C 4YFJ6 — 
other applications 9 %3 1550 Auto 115. 062 3%" % 3% ~—* 40°C 4YFJ7 4YFJ8 
with 6" to 12" fan 9 %3 1550 Auto 230 033 3% %  31%6" 40°C 4YFJ9 4YFK1 
16 YM ‘1550 Auto 15 1100 3%" 4%" 40°C 4YFK4 4YFK5 
blades. Motors 16% ‘1550 Auto 230 060 3% 4%" ~~ 40°C 4YFK6 — 
have oil circula- Cast-Iron Housing 
tion system to help Rear/Foot Mounting 
extend the life of 2.5  %o0 1550 Impedance 115 0.25 3% % 3%" 40°C 4YFH6 — 
4 %4ss_ «1550 ~=Impedance 115 034 3%" % 3%' 40°C 4YFG8 4YFG9 
motor and bearings, 4 Ves 1550 Impedance 230 0.17. 3%"  % 3%" 40°C | 4YFK2 AYFK3 
and allow for vertical 6 Yes 1550 Impedance 115 042 3%" Yo" 31%—" =~ 40°C 4YFG7 4YFG6 
application 9  %3 1550 Auto 1145 062 3%" % — 3i%6' 40°C 4YFH3 4YFH2 
9  %3 1550 Auto 230 033 3% 31% 40°C 4YFH4 4YFH1 
16% ‘1550 Auto 1145 11 3%" % Ave 40°C 4YFH7 4YFH9 
16% ~—-1550 Auto 230 060 3% 4% 4ve 40°C 4YFH8 4YFJ1 No. 4YFF9 


Kryo™’ SSC ECM Unit Bearing Motors 


= Enclosure: totally = Service factor: 1.0 
enclosed air-over = Insulation: Class B 

= Rotation: CWLE = Mounting: rear/foot 

= Thermal protection: = 1/4"-20 threaded shaft 


electronic = Plug type: round 2-pin Recognized and IP65 compliant. 
= 60 Hz 
Max. 

Output Nameplate Full Load Body Shaft Length Ambient Mfr. Item 
Watts RPM Voltage Amps Dia. Length Less Shaft Temp. Model No. 
25 to 9 1550 115 0.60 3%" ¥e" 3%" 99°C oR999 39D813 
16 to 4 1550 115 0.40 BUS ¥" 3%" 59°C 5R031 39D812 
4 to 16 1550 208-230 0.15 3 ¥e" 3%" 50°C 5R030 39D811 


For use in commercial refrigeration evapora- 
tor fan applications and in most applications 
requiring high efficiency and output ratings 
between 4 and 25W. Aluminum housing. UL 


& morrillmotors’ 





& eS 


ECM Direct-Drive Unit Bearing Fan Motors 


= Enclosure: totally 
enclosed air-over 

= Thermal protection: auto 

= Insulation: Class A 

= Mounting: rear/double foot 


Output Nameplate Full Load Shaft Length Mfr. Item 

Watts HP RPM Rotation Voltage Amps Orientation Less Shaft Model No. 
14 to 16 %o 1550 CWLE 115 0.58  HorizontalorUp 3% | UTBICC1551EM56  5ULC9 No. SULCS 
6 to 12 Yeo 1550 CWLE 115 0.30 Horizontal or Up 3/4" UTB1CB1551EM56 = 5ULC8 


= Body dia.: 312" Suitable for evaporator fans, walk-in coolers and 

= Max. ambient temp.: 40°C freezers, ice machines, beverage merchandisers, 

= Plug type: round 2-pin and vending machines. Threaded 4-20 shaft. Cast- 
iron frame. Evaporator-duty only. Include speed nut 
and mounting screws. UL and C-UL Recognized. 





Shaded Pole Unit Bearing Motors 


= Service factor: 1.0 

= Mounting: rear/double foot 

= Max. ambient temp.: 40°C 

= Duty: continuous 

= Shaft orientation: horizontal or up 





= Plug type: round 2-pin 

= Original OEM replacement motor 
Feature precision-machined housing 
with positive-flow lubrication and a 
preoiled felt wick for extended use 
with no reoiling. #8 mounting holes, 


Output Nameplate Thermal Full Load Ins. Body Shaft 
Watts HP RPM _ Rotation Protection Voltage Amps _ Class Dia. Length 
Totally Enclosed Air-Over 
5 Vi50 1550 CWLE Impedance 115 0.40 B 3" ¥e" 
9 Ves 1550 CWLE Auto 115 0.60 B a ¥e" 
16 7 1500 CWLE Auto tle 0.80 A 3 Y," 
16 7 1500 CWLE Auto 230 0.40 A BUG ye 
25.30 1500 CWLE Auto 11S 1A A 3%" VY," 
25.30 1500 CWLE Auto 230 0.60 A 3%" VY" 
35 Yao 1500 CWLE Auto 115 1.4 A 3% Y," 
350 1500 CWLE Auto 230 0.70 A oe Y;" 
Open Air-Over 
900 M5 1500 CWLE Auto 115 1.7 A 3% 1%" 
90. M5 1500 CWLE Auto 208-230 1.1-1.2 A 3%" 1%" 
90. Ms 1500 CCWSE Auto 208-230 0.77-0.85 A 3%" ie 
50. Ms 1500 CWLE Auto 115 1:70 A 3% 1350" 
90) M5 1500 CWLE Auto 230 0.85 A ae 1¥30" 


IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 
UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 


INFORMATION 


GR 
2'%6" OC. %4-20 threaded shafts, except Nos. 4M159 and 4M160 “Qs &S 


have ¥" dia. with flat. No. 2MY41 has 6" dia., and motor leads 

and shaft exit the same side of housing. For use in commercial and industrial 
HVAC and refrigeration equipment, and other applications with 6" to 12" fan 
blades. All motors are UL Recognized and CSA Certified, except Nos. 5YJN8 
and 5YJN9 are UL and C-UL Recognized only. 





Length 
Less Mfr. Item 
Shaft Model No. 
A SPFBC51 5YJN8 R 
3 SPFBE91H 5YJNO 2 
315" ESP-LI16EM1 4153 
3/5" ESP-LI6EM2 4154 
315" ESP-L25EM1 4155 
315" ESP-L25EM2 4156 
3% ESP-L35EM1  4™M157 
315" ESP-L35EM2 4158 
45," ESP-OL50EM1  4M159 
WA ESP-OL60EM2  4M160 
331° ESP-OL50EMJR21  2MY41 No. 4M159 
51%"  ESP-OL50EM16H 40GN88 
519%)" ESP-OL50EM26H  40GN89 
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No. 
25TU24 


Arktic 59° Series 3.3" GI mortillmotors 6h 
ECM Direct-Drive Blower Motors ) 


= Enclosure: totally Feature higher efficiency than standard 


enclosed air-over induction motors for greater energy 3,3" EC Walk-in Cooler Hes 
Ly &S 





= Thermal protection: electronic savings. Can maintain the rated rom (+6%) 















= Insulation: Class B independent of static pressure for better Evaporator Motors 
= Mounting: stud air distribution through the refrigeration = Enclosure: totally Nos. 23TM13 and 23TM14 are counter clockwise 
= Bearings: ball : area. Can be used for replacing shaded enclosed air-over lead end and No. 23TM16 is clockwise lead end, 
= Max. ambient temp.: 40°C pole, PSC, and ECM motors. Suitable for = Thermal protection: auto featuring higher efficiency than standard induction 
= Shaft orientation: all-angle evaporator fan motors used in beverage = Insulation: Class B motors for greater energy savings. Can main- 
= Plug type: round 2-pin merchandisers, display cases, freezers, ice | = Mounting: stud tain the rated rpm (+6%) independent of static 
machines, vending machines, and walk-in | » Bearings: unit pressure for better air distribution through the 
coolers. UL Recognized. =» Max. ambient temp.: 40°C refrigeration area. Motors can be used for replac- 
COUNTER = Shaft orientation: ing shaded pole, PSC, and ECM motors. Suitable 
DA ERG | CERT EN horizontal or vertical for condenser and evaporator fan motors used in 
; Nameplate Pe eal Load _ irene eength Item Item shaft down display cases, ice machines, beverage merchan- 
oltage __ Amps ia. _Length Less Shaft) No. No. = Plug type: round 2-pin _disers, vending machines, walk-in coolers, and 
1550 115 11 Ae il 316 — 251U28 *t 9 'yP P f UL a C-ULR series F 
1550 115 11 ie 256 3i%e" | 251U24 | 25TU25 reézers. UL and L-UL hecognized. 
y,, —1990/800__115 i Ye 2%" 8% 0" _| AOTLZ2 40TL71 Nameplate FullLoad Shaft Shaft Length Item 
1550 208-230 0.60-0.60 %“e' id 31/6" _— 25TU33 * HP RPM Voltage Amps Dia. Length Less Shaft No. 
1550 208-230 0.60-0.60 “%e 2%  31%6' | 251U29 * | 25TU30 * 1550 115 1.2 He 2.6" 3%" ‘231M 13 
1550/800 208-230 0.63 He Sie’ |: AOTLED 40TL70 %s 1550 115 1.2 He 2.6" 3%" _‘23TM16 
* Front and rear mounting. ¢ Front mounting only. 1550 230 0.77 Ae 2.6" 3" 23TM14 
Nameplate Full Load Shaft Shaft Length Cord Item 
HP RPM Rotation Voltage Amps Dia. Length Less Shaft Length No. 
Open Air-Over 
”o0 1550 CW/CCW 120 0.22 V' 13" 4 20" 20HN87 +# 
%0 1550 CW/CCW 120 0.30 ii TH 4" 20" 20HN88_ +# 
%o 1550 CW/CCW 120 0.35 ii 1H 4' 20" 20HN89_ +# 
Yao 1550 CW/CCW 120 0.37 ii iW 4' 20" 20HN90_ +# 
%o 1550 CW/CCW 120 0.50 i 1H 4' 20" 20HN91 +# 
5 1550 CW/CCW 120 0.59 A TH 4' 20" 20HN92_ +# 
3000 CW/CCW 115 0.63 Ae 2%" 3 Ve 20" 6NZP6 
Von 1550 CW/CCW 115 0.80 Ae 21" 3 Ve 20" 3RCX2 
1550 CW/CCW 208-230 0.40-0.38 Ae 2%" 3 Ve 20" 3RCX8_t 
1550 CW/CCW 120 0.73 ii 1H 4' 20" 20HN93_ +# 
me »” No. 3000 CW/CCW 208-230 0.41-0.36 Ae 21" 31 20" 6NZRO + 
> & ~*~ 20HN78 1625 CWSE 115 1.00 Ae 204" 5 12" 3M499 * 
Dayton %s 1550 CW/CCW 115 1.0 Ae 2%" 3156" 20" 3RCX3 
1550 CW/CCW «208-230 0.50-0.46 Ae 215" 31/6 20" 3RCX9__f 
1550 CW/CCW 120 0.93 ii TH Ay" 20" 20HN94_ +# 
my 3000 CW/CCW 115 12 Ae 21" 4yj' 20" 6NZP8 
3.0 Dia. PSC Motors %o 1550 CW/CCW 115 14 Ae 2%" Ay" 20" 3RCX4 
: ; Totally Enclosed Air-Over 
= Service factor: 1.0 Yoo 1550 CW/CCW 120 0.21 YA 1%" 4 20 20HN78 +# 
= Insulation: Class B V0 1550 CW/CCW 120 0.27 Ya 1%" 4" 20° 20HN79 +# 
ees %o 1550 CW/CCW 120 0.32 i TH 4' 20" 20HN80 +# 
. mounting: stud Yao 1550. CW/CCW 120 0.37 VA 1 4" 00° 20HNE1 +# 
= Bearings: ball Vas 1550 cw/CCW 120 0.54 Va 1H" 4 20° 20HN83_+# 
= Max. ambient temp.: 40°C Von 3000 CW/CCW «208-230 0.32-0.29 Ae 2%" 316 20" 6NZR8_ t+ 
= Duty: continuous 1550 CW/CCW 115 0.70 Ae 215" 3 Ve 20" 3RCX5 
mane _ 3000 CW/CCW 115 0.80 Ae 21" 31/6 20" 6NZR3 
Deliver higher performance, efficiency, and Vs 3000 CW/CCW 208-230 0.40-0.38 Ae" 21" 3156" 20" 6NZR6 tf 
u 1550 CW/CCW 208-230 0.50-0.45 Ae 21%" 3%" 20" 3RCY3 
starting torque than Standard 3.3" shaded 1550 CW/CCW 120 0.85 ij iW Ay" 20" 20HN85 +# 
pole motors. Quick-reversing plug. Studs 7 3000 CW/CCW 208-230 _0.62-0.56 Ae WA Avi 20" 6NZR7_t 
on both endshields and longer shaft for 1550 cw/CCW 120 1.4 Vj 1%" 45" 20" 20HN86 +# 


replacing many OEM motors from Chandler, "tally Enclosed Fan-Cooled 


: . y; 3000 CW/CCW 115 1.30 Ae 26 516" 12" 3M292 
Climate Control, Heatcraft, Larkin, and : 3000 cW/CCW 230 0.60 ie 25/6" V6 12 4M090 _*t 
others. UL Recognized and CSA Certified. * Requires capacitor No. 2MDV3, available on Grainger.com®. ¢ 60/50 Hz. ¢ Includes bracket and removable studs. # 2-prong polarized plug. 


3-in-1™ HP 3.3"-Dia. PSC Motor 





= Enclosure: open = Service factor: 1.0 Open air-over motor replaces AC MOTORS & BLOWERS 
air-over = Insulation: Class B 1/12, 1/15, and 1/20 HP PSC and 
= Thermal protection: = Mounting: stud low-efficient shaded pole motors. Quick-reversing plug. Studs on 
auto = Bearings: ball both endshields and longer shaft for replacing many OEM motors 
= 60/50 Hz = Max. ambient temp.: 40°C — from Chandler, Climate Control, Heatcraft, Larkin, and others. UL 
= Duty: continuous Recognized and CSA Certified. 
Nameplate Full Load Shaft Shaft Length Item 
HP RPM Rotation Voltage Amps Dia. Length Less Shaft No. 
He 1550 CW/CCW 115/208-230 1.170.50 Ae 314" Ai, 2NFD1 
40 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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‘ae 


3.3"'-Dia. Shaded Pole Motors 


= All motors are 1-speed except For OEM and replacement use in air-over fan and blower 


No. 3M549 is 2-speed applications such as bathroom fans and range hoods. 
= Thermal protection: auto Internal fan on the totally-enclosed fan-cooled motors 
= Service factor: 1.0 makes these motors suitable for mechanical-duty 
= Insulation: Class B applications such as pumps, diaphragm compressors, 
= Max. ambient temp.: 40°C laboratory equipment, and business machines. All-steel 
= Duty: continuous construction. UL Recognized and CSA Certified. 

Full Stud/Base Length 
Nameplate Load Mtg. Stud Shaft Shaft Less Cord Item 


HP Key RPM Rotation Voltage Amps Bearings Mounting Pattern Location* Dia. Length Shaft Length No. 
Open Air-Over, 3.3" Body Dia. 

Vis 3000 CCWSE 115 0.49 Sleeve Face —3%'x3%'__2/BE Ya 3" 21/6" 6" 4M298 
3000 CWSE 115 0.60 Sleeve Stud 2 2/BE Ya 24" 29/4" 12" 3M537 
1550 CWSE 115 0.70 Sleeve Stud 27," 2/SE Ya 24" 2 Ve" 12"  —3M534 
1550 CCWSE 115 0.70 Sleeve Stud 27h" 2/SE V4 24" 29/4" 12" 3M535 
1550 CWSE 115 0.70 _ Sleeve Stud 27%" 2/BE Ya 24" 29/4" 12" _ 3M536 
3000 CWSE 115 0.70 Sleeve Stud 27h" 2/SE Ya 13" 3" 12" —4M299 
1550 CWSE 115 0.70 Sleeve Stud 27h" 2/BE Ls 2 V4" 37h" 16" ~—3M560 
1550 CWSE 115 0.75 Sleeve Stud 27," 2/BE Za 244" 2% 21" —-38M538 
1550 CCWSE 115 0.75 _ Sleeve Stud 27h" 2/BE Ya 2%," 258" 21" __ 3M539 
3000 CWSE 115 0.80 Sleeve Stud 27" 2/SE Ya 24" 2¥2" 12" — 3M729 
1550 CWSE 115 0.80 Sleeve Stud Ze 2/BE Ya 24" 36 21" 38M542 
1550 CCWSE 115 0.85 Sleeve Stud Le ws 4/0SE Ya 24" 24" 10" 4M193_ + 
1550 CWSE _230 0.50 _ Sleeve Stud 27" 2/SE 16" 24" oye 12" 3M726 
3000 CWSE 115 0.90 Sleeve Stud 27h" 2/BE YA 29," 3%6° 12" 3M545 


lop) ise] 


Yoo 


Yoo 


Yo 


3000 CWSE 115 1.20 Sleeve Stud 272° 2/SE Ya" 2 YA" 3 12" 3M728 
3000 CCWLE 115 0.98 Sleeve Stud 22% 2/BE YA" 2A 2/6 12": 3M730 
1550 CWSE 115 1.00 Sleeve Stud 27 2/BE Ae 2 4%e6 15" 3M562 


Yo 1550. CWSE 115. 1.10 Sleeve Stud 27 O/BE. Ye” —~SC«Sw’” S*C«Y“SSS*«*SC«MB 


1550 CCWSE 115 1.10 Sleeve Stud 272° 2/BE “Ae 2/6 3%" 12" 3M544 





1550 CWSE 115 0.97 Sleeve Stud 272" 2/SE Ve Z 3" 12" 3M722 
1550 CWLE 115 1.15 Sleeve Stud 22 2/BE Ae" 27/6" a" 12" _—3M724 
3000 CWSE _.230 0.60 Sleeve Stud 278 2/SE “Ae 2 V4" 3%" 6" 3M725 
3000 CWSE 115 1.20 Sleeve Stud 272" 2/SE Ae 2%" 3" 12" 3M777 


‘ 
a 1550 CWSE 115 1.20 Sleeve Stud 2" X 2" 4/BE Ve 2 YA" 3%" 16" 3M546 


1550 CWSE 115 1.20 Sleeve Stud 2" X 2" 4/SE Ae 2%" 272° 21" __ 3M549 
1550 CWLE 115 1.80 Sleeve Rin = 2/BE Ya" 298" & 2%" Ae! 10" 4M195 


Yas 





1550 CWSE 115 2.10 Sleeve Stud aXe 4/SE Ae 244" ALS 6" 3M778 
1550 CCWLE 115 2.10 Sleeve Stud 2" X 2" 4/BE “Ae 2/6" ove 12" — 3M083 
1550 CWSE 115 2.00 _ Sleeve Stud 2" X 2" 4/BE Ae" 2" 3" 16" 3M547 


Yo 


hs 3000 CWSE 115 2.00 Sleeve Stud 2X2 4/SE V6 2 V4" 
1550 CCWSE 115 2.50 Sleeve Lug 6%" 2/BE V6 2" 

Totally Enclosed Air-Over, 3.3" Body Dia. 

H 1550 CWSE 115 0.60 Sleeve Stud 27," 2/BE Ya 2%6 34 10" =3M552 + 
Yoo H 1550 CCWSE 115 0.60 Sleeve Stud 27" 2/BE Za 2M" 3%" 10" =3M660 + 
| 1550 CWSE _115 0.60 _Sleeve Stud 27h" 2/BE Za 2%" 27" 12’ 4M216 
| 1550 CWSE 115 0.70 Sleeve Stud 2% 2/BE Yq 24" 2% 12° — 3M554 
| 1550 CCWSE 115 0.70 _ Sleeve Stud 27h" 2/BE V4" 24" 2'/e6' 12' _ 3M661 
| 1550 CWSE 115 1.00 Sleeve Stud 2" 2/BE V6 244" 3%" 12°  — 3M555 
| 1550 CCWSE 115 1.00 Sleeve Stud 27" 2/BE V6 24" 3%" 12'  —3M662 
J 1550 CWSE__115 1.10 Sleeve Stud 27h" 2/SE V6 2%6 24" 12’ _ 3M556 
| 
| 


3%" 16" 3M548 
a 12" — 4M301 


GQ) OIM MH) LF] HO) | CE] OM OD} BM) W)C] HO) 69] 9) C9] | | BD BY] ID) 


Vo 


Yao 


3000 CWSE 115 1.20 Sleeve Stud 27h" 2/BE Yq 2%6 316 12° 4M094 
1550 CCWSE 115 1.20 Sleeve Stud 27h" 2/BE Ae 2," 3Y," 12° 4M199 
1550 CWSE 115 1.20 Sleeve Stud 2X2 4/BE pace 244" 3%" 15" 3M557 
Totally Enclosed Fan-Cooled, 4" Body Dia. 


V0 





L 1550 CWSE 115 20 Sleeve Stud 2x2" ASE He’ 2" 4’ =~ 12" ——«5KOOOT 
L 1550 CWSE 115 1.80 Ball Stud 2x2" ASE e's’ SAY S12" ~—s«S5KOOS 

Yo 1 1550 CWSE 230 0.90 Sleeve Stud 2x2" ASE Me" SAYS S12" «KOO 
L 1550 CWSE 230 1.00 Ball Stud 2x2" ASE Me’ "AY =~" «M001 
L 1550. CCWSE 115 1.80 Ball Stud 2x2" ASE Me’ AY 12" «3290 
L 3000 CWSE 115 1.80 Sleeve Stud 2x2 4/SE Ae 2%" 5 12" 4204 

ie —E 1550 CWSE 115 230 Sleeve Stud 2*x2" A/SE— e’—siHK" SCA 12" «3363 
L 1550 CCWSE 115 2.30 Sleeve Stud 27," 2/iSE os SKS 12" M291 
M 1550 CWSE 115 230 Sleeve Cradle Base 3%4'x 2%" 2/BE Ve’ Dh 5y" 12" ~~ 3M364 

* BE = Both Ends, SE = Shaft End, OSE = Opposite Shaft End. f 2-prong polarized plug. 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 41 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 


MOTORS 
HVAC Motors 





Shaded 
Pole, 
Totally 
Enclosed 
Fan-Cooled 


Shaded Pole, 
Totally 
Enclosed 
Nonventilated 


Permanent 
Split 
Capacitor, 
Open 

Dripproof 


Permanent Split 
Capacitor, 
Totally Enclosed 
Fan-Cooled 
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Shaded Pole, 
Totally Enclosed 
Air-Over 





Scan. Order. Done. 
Details on page A1. 





3.9''-Dia. 1-Phase Motors 


= Thermal protection: all auto except for No. 38N527 

= Service factor: 1.0 

= Max. ambient temp.: 40°C 

= Duty: continuous 

Suitable for air-moving or mechanical applications, including fans, air conditioners, heaters, pumps, and 
compressors. PSC motors include capacitor. Stud base pattern is 2’%" x 27", except No. 38N540 is 374" x 3%". 
UL Recognized and CSA Certified, except Nos. 32NA47, 38N515, 38N516, 38N528, 38N535, 38N538, 38N552, 
are UL Recognized only. 


AC MOTORS & BLOWERS 


























Nameplate No. of Full Load Ins. Stud Shaft Shaft Length Cord Mfr. Item 
RPM Speeds Rotation Voltage Amps Class Mounting Locationt Bearings Dia. Length Less Shaft Length Model No. 
Shaded Pole, Open Air-Over 
1550 1 CWSE 115 2.1 B Stud 4/BE Sleeve “es 3" ce 13" D1124 32NA49 ** 
1550 1 CWSE 208-230 1.0-1.0 B Stud A/SE Sleeve “es 2%' AY," 32" D470 32NA56 
1550 1 CCWSE _—208-230 1.1-1.1 B Stud A/SE Sleeve “es 21%" AY," 35" D471 32NA57 
the 1550 1 CCWSE 115 2.0 B Stud A/SE Sleeve “es 2% AY," 34" D473 32NA59 
1550 1 CWSE 115 2.0 B Stud A/SE Sleeve “es 2%' AY," 34" D472 32NA60 
1500 1 CCWSE 115 1.9 B Stud 4/BE Sleeve “es 2%" 274 15" D1101 32NA51 ** 
1500 1 CCWSE _— 208-230 1.15-1.35 B Stud 4/BE Sleeve “se 2%" a 15" D1103 32NA52 ** 
1450 1 CCWLE _208-230 0.9-1.0 B Stud 4/BE Sleeve “es  24%' 3M 14" _D0396 32NA47 ** 
4s 1550 1 CWSE 208-230 1.1-1.1 B Stud 4/BE Sleeve “es 3" 3%" 13" D1126 32NA50 ** 
1550 1 CCWSE 115/208-230 1.9/0.84-0.94 B Face — Ball “ese 2%" Ay," —  D671B 32NA58 
Shaded Pole, Open Dripproof 
Veo 600 1 CCWSE _208-240 0.50-0.50 B Stud 4/OSE Sleeve “oe 1" 2%" — D107 38N526 
Vas 1500 2 CCWLE 115 0.50 B Stud 4/BE Sleeve %' = 3%!" 2v6 — D129 38N527 t+ 
3000 1 CCWSE 115 0.62 A Stud 2/OLE Sleeve “% %%!' aA — D201 38N516 
Yoo 3000 1 CCWSE 120 0.60 B Stud 4/BE Sleeve %' 3%" 2/6 — D229 38N529 
1540 1 CW/CCW 115 0.60 B Lug — Sleeve %e 1" 3% — D1162 38N528 
Yoo 1300/1550 i CCWSE 240 0.40 B Stud 4/BE Sleeve “%' 1%! QV" —  D1119 38N530 
Ves 3000 1 CWSE 115 0.62 A Stud 2/OLE Sleeve %" 23%" ea — D200 38N515 
3000 1 CWSE 115 0.62 A Stud 4/BE Sleeve %' 2%" 258" — D202 38N531 
3000 1 CWSE 115 0.92 B Stud 4/BE Sleeve 1%" 2" 2" — D228 38N532 
Yo 2500/3000 1 CWSE 230 0.64 B Stud 4/BE Sleeve 4" 1%6 394 — D608 38N518 
1300 3 CWSE 120 1.1 B Stud 4/BE Sleeve %' 1%" 2/6 —  D1134 38N533 
1550 1 CCWSE 115 1.0 B Stud 2/OSE Sleeve YY" 1%" 24" — D106 38N535 
Vag 1550 1 CCWSE 115 1.0 B Stud 2/OSE Sleeve “%' 1%! 2n6° — D105 38N538 
1500/1250 = 1 CWSE 230 0.60 B Stud 4/BE Sleeve Ys" 2¥%" 2" — D190 38N536 
1500 3 CCWLE 115 1.3 B Stud 4/BE Sleeve %6 4" 21" — D128 38N537 
3000 1 CCWLE 115 1.1 A Stud 4/BE Sleeve %' 3%!" 3% — D209 38N519 t+ 
3000 1 CWSE 115 13] A Stud 4/BE Sleeve 1%" oi 3%" — D208 38N520 
1550 1 CCWSE 115 14 B Stud 4/BE Sleeve “es 2%" 2%" — D515 38N541 
V0 1550 2 CWSE 115 1.4 B Stud 4/BE Sleeve “es 1%" 21/6" — D532 38N542 
1500 1 CWLE 115 1.3 B Stud 4/BE Sleeve “se 2" 3%" — D136 38N539 t+ 
1500 1 CWSE 240 2.6 B Stud 4/BE Ball “es 3%!" cl — D1118 38N540 
1500 2 CCWSE 115 Lo B Stud 4/BE Sleeve “oe 24%" 298" — D181 38N543 
3000 1 CWSE 230 0.65 B Stud 4/BE Sleeve Y%" 2%!" 3M — D216 38N548 
1550 1 CWLE 115 1.8 B Stud 4/BE Sleeve “es 1%' 3 — D364 38N545 t 
Vos 1550 1 CWLE 115 2.0 B Stud 4/BE Sleeve “es 1%' 27 — D865 38N546 t 
1550 2 CWSE 115 15 B Stud 4/BE Sleeve “6s 2" 3M — D832 38N549 
1500/1200 1 CCWLE 230 0.90 B Stud 4/BE Sleeve “oe 3%! 3¥e" — D636 38N547 ft 
1550 1 CWSE 460 0.50 B Stud 4/BE Sleeve “es 2%%' 274" — D186 38N552 
Yao 1500 1 CWSE 230 0.90 B Stud 4/BE Sleeve “se 244" 278° — D188 38N550 
1500 1 CCWSE 230 0.90 B Stud 4/BE Sleeve “se 244" 27 — D189 38N551 
Vie 3000 1 CWLE 115 2.1 B Stud 2/BE Sleeve 4" 2%" 3% — _D213 38N553 f¢ 
3000 1 CWLE 230 1.0 A Stud 2/BE Sleeve %' 2%" 31/6" — D211 38N554 + 
V5 1600 1 CWSE 120 2.0 B Stud 4/SE Sleeve “se 3" 3s — D109 38N555 
1600 2 CCWSE 115 2.9 B Lug — Sleeve “6s 2" AY," — D1161 38N556 
Shaded Pole, Totally Enclosed Air-Over 
1550 1 CCWSE 115 0.70 B Stud 2/BE Sleeve “4 1%!" 2° 8" D1109 32NA46 # 
Yoo 1550 1 CWSE 115 0.60 B Stud 4/BE Sleeve %' 2%" 2/32" 13" D540 32NA53 # 
1550 1 CCWSE 115 0.60 B Stud 4/BE Sleeve YY" 2%!" 2732" 13" D541 32NA54 # 
Shaded Pole, Totally Enclosed Fan-Cooled 
3000 1 CWSE 115/230 1.7/0.80 A Stud A/SE Sleeve “se 61%" 4%" — D214 38N521 
Yoo 3000 1 CCWSE —_—- 115/230 1.7/0.80 A Stud A/SE Ball “es 6%" 4%" — D215 38N522 
3000 1 CWSE 115/230 1.7/0.80 A Stud A/SE Ball “es 6%" 4%" — D220 38N523 
Shaded Pole, Totally Enclosed Nonventilated 
Veo 1 115 0.60 B Stud 4/BE Sleeve 4" 2%" 2n6' — D122 38N561 
1500 1 CCWSE 115 0.60 B Stud 4/BE Sleeve %' 2%" 258" — D123 38N562 
3000 1 CWSE 115 0.75 A Stud 4/BE Sleeve Y%" = 1%! 298" — D402 38N563 
Yeo 3000 1 CCWSE 115 0.75 A Stud 4/BE Sleeve VY" 2'%6" 2146" — D403 38N564 
1500 1 CWSE 115 0.60 B Stud 4/BE Sleeve %e' 2'%e" 2" — D182 38N565 
1550 3 CWSE 115 0.90 B Stud 4/OLE Sleeve %o" 717% 9%" — 1139 38N534 
1500 1 CWSE 115 0.80 B Stud 4/BE Sleeve 4" = 2%" 2" — D124 38N566 
Yoo 1500 1 CCWSE 115 0.80 B Stud 4/BE Sleeve %" 2%!" 2%" — D125 38N567 
1500 1 CCWSE 115 0.90 B Stud 4/BE Sleeve 4" 2%" 2n6' — D601 38N568 
1500 1 CWSE 115 0.90 B Stud 4/BE Sleeve 4" = 2%" 2n6' — D602 38N569 
1500 1 CWSE 230 0.40 B Stud 4/BE Sleeve 4" 2%" 21/6" — D624 38N570 
Yao 3000 2 CCWLE 115 1.0 A Stud 4/BE Sleeve 4" — 21e" 2V" — D205 38N571 
V5 1500 2 CWSE 115 15 B Stud 2/OSE Sleeve 4" il 21/6 — D534 38N572 
Yo, Ys 1500 2 CCWLE 115 1.0 B Stud 4/BE Sleeve “oe 2'%6' 36" — _D137_ 38N573 + 
iis 1550 1 CWSE 115 1.2 B Lug 2/OSE Sleeve “es 1%' a — D184 38N544 + 
1550 1 CWSE 115/230 1.3/0.70 B Stud 2/BE Sleeve “es 2%" 3% — D1164 38N574 
Permanent Split Capacitor, Open Dripproof 
Vio 1550 1 CW/CCW __ 115/230 1.1/0.60 B Stud 4/BE Sleeve “es 3° 3" — D1127 38N557 
ve 3200 1  CW/CCW 208-230 0.80-0.80 B Stud 4/BE Ball ‘Ve 3%" AY," — D404 38N558 
1590 1 CWSE 230 1.0 B Stud 4/BE Sleeve “e' 3%" 45," — D503 38N560 
Permanent Split Capacitor, Totally Enclosed Fan-Cooled 
Yoo 3200 1 CW/CCW 115 0.80 B Stud A/SE Ball  “e'  2%" 4%" — D218 38N524 
Ve 3000 1  CW/CCW 115 1.8 B Stud A4/SE Ball ‘“e 2%" 5 Ve" — D219 38N525 
Permanent Split Capacitor, Totally Enclosed Nonventilated 
Vo 3200 1  CW/CCW 115 1.4 B Stud 4/BE Ball ‘“e' 3%' AY," — D405 38N559 





t Double shaft motor. ¢ Includes conduit box. # 2-prong polarized plug. ** Round 2-pin plug. 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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a Stud Mount 
OPAO, OPAO, No. 3M573 TEAO, 
Stud Mount Cradle-Base Mount Stud Mount 
No. 3M569 No. 3M577 No. 3M568 re 
Dayton} 
4.4"-Dia. Shaded Pole Fan Motors 
= Thermal protection: auto Nameplate No. of Full Load Stud/Base Shaft Shaft Length Item 
= Service factor: 1.0 4 ee Ak ger Speeds _ Rotation Voltage Amps Mounting Mtg. Pattern Dia. Length Less Shaft No. 
= Insulation: Class B : 1550 CWSE 115 2.5 Stud 24x24 2: sive 3M569 
= Bearings: sleeve, except Wis 1550 2 CWSE 115 2.5 Stud 294" x 23/4" ¥ = Ae 3M571 
No. 4M222 has ball 1550 1 CWSE 115 2.4 Cradle Base 1%6' x 3'%6' Ye" Zz 45," 3M577 
; en 1550 1 CWSE 230 1.2 Cradle Base 136" x 3'%6" ¥' 2" 45, 3M578 
= No. 4M222 body dia. is 5 Ti 1550 3 CCWSE ‘115 3.0 Stud 2x2 OB 25h 3%" AMI222 
= Max. ambient temp.: 40°C 1550 1 CWSE 115 3.3 Stud 254" x 294" ye 2" Ate 3M059 
: Yo 1550 1 CWSE 115 2.8 Stud 294" x 294" ¥,' Py 4/6 3M574 
= Duty: continuous 1550 2 CWSE 115 3.3 Stud 294" x 29/4" ¥, 2 47 3M779 * 
Motor shell is sturdy steel construction Open 
wih an oon amination design Can be — 83) ——}-— 1} 8 
. ‘ 4 4 8 
used as new or replacement motors in 40 4550 CWSE 115 33 Cradle Base Dex 3°96 98 2 5146 3M580 
a wide range of small fan and blower Totally Enclosed Air-Over 
icati 1550 1 CWSE 115 1.9 Stud 294" x 29/4" ¥," 2 46 3M567 
Sa UL Recognized and CSA Yoo 1550 1 CWSE 115 1.9 Stud 294" x 294" ¥' e 4/6 3M568 * 
ertined. 1550 1 CWSE 115 1.9  CradleBase 1Ae'x3'%e 2" 5 3M581 
* Has 5.0 cu.-in. junction box. 
lef Dayton} 
4,4"-Dia. Energy Efficient PSC Fan Motors Air-Over 





= Rotation: CW/CCW = Bearings: ball Compact, single-speed PSC motors run at a 
= Thermal = Max. ambient higher power factor, with a lower starting current 
protection: auto temp.: 40°C draw and lower running current draw than larger 
= Service factor: 1.0 = Duty: continuous shaded pole motors. Also provide higher start- 
= Insulation: Class B = Capacitor included ing torque and smoother, quieter operation. UL 
= Mounting: stud Recognized and CSA Certified. 
Nameplate FullLoad § Stud/Base Shaft Shaft Length Item 
HP RPM Voltage Amps Mtg. Pattern _—Dia. Length Less Shaft No. 
Open Air-Over 
Von 1625 115 12 294" x 25/4" V5 2" 3 V4" 10J172 
1625/1350 208-230 ~—Ss0.60/0.80 254" x 234" x 2, 3u;' 10J175 * 
hg 1625 115 1.6 294" x 294 ¥,' 2" 354" 10J173 
1625/1350 208-230 ~—s0.60/0.65 = 254" x 254" x 2" 354" 10J176 * 
Vs 1625 115 1.8 294" x 25" He 2% 35/4" 103174 
1625/1350 208-230 ~—s-0.80/0.95 == 254" x 254" x 2" 35/4" 10177 * 
Totally Enclosed Air-Over 
Von 162 115 1.2 294" x 25" V5 2" 354" 10J178 
1625/1350 ——- 208-230 ~—s0.60/0.80 254" x 254" ¥' 2" 354" 10J181 * 
1625 115 1.0 294" x 25" ¥;' 2" 3%" 10J179 
a 1625/1350 208-230 0.55/0.58 2% x2%" OVp" 3y"  10J182 * Totally Enclosed 
ip 1625 115 2.0 294" x 29," ¥;' 2%" 3%" 10J180 Air-Over 
1625/1350 208-230 ~—=s0.86/0.94 234" x 234" ¥,' 2V" 35/4" 10J183 * 
* 60/50 Hz. 


Attic Ventilator deere 
Replacement Motors 


No. 10J151 


= Enclosure: open air-over Single-speed motors feature stud mounting for many 

= Thermal protection: 1 shot common installations. Suitable as a replacement for 

= Mounting: stud many residential attic fan ventilators including Broan®. UL 

= Body dia.: 5" Recognized, CSA Certified. 

= Shaded pole-type Length 

Nameplate Full Load Stud/Base Shaft Shaft Less Item 

HP RPM Rotation Voltage Amps Mtg. Pattern Dia. Length _ Shaft No. 
V4 1000 CWSE 120 31 45 x 45% x 45" % 2¥/4' 2%6 103151 
¥j 1050 CWSE 120 45 45s x 45% x 454" y' 2" 2%" 103152 


* 
Shaft Adapter Bushing 


¥g" |.D. x Y2" 0.D. bushing increases %'-dia. shaft to /2" dia. Plated Item 





‘I N No. 
finish and hole for setscrew. 1%" L. Sys 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 43 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 





MOTORS 
HVAC Motors 
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Details on page A1. 








No. 4UY64 


(century: 





No. 4VA19 






No. 4UY52 





1-Phase OEM Replacement Fan and Blower Motors 


= For more specifications or cross reference, see Grainger.com® 


Nameplate 
For Use With HP RPM 
Fan and Blower Motors 
Permanent Split Capacitor 
V4 3200 
Vp 1100 
7 1075 
Aaon V4 1075 
VY, 1075 
7 1075 
7 1075 
Addison Y%toY 1075 
V2 825 
Amana A 895 
American Air Filter ¥% 700 
American Standard 1% 1075 
Arkia, Tappan& SJC = 825 
Arkla Vp 825 
V2 1100 
Yo 1100 
% 1075 
% 1075 
% 1500 
V5 825 
WV 1075 
WV 1075 
; 
Carrier/BDP_ = 7} 1000 
V3 1075 
V3 1075 
V3 1075 
V3 1075 
Va 1050 
Va 1075 
V2 1075 
Ya 1075 
% 1625 
% 1625 
Copeland Vs 1695 
V3 1625 
Fedders V4 1100 
First Company/ 
Sirti ‘ % 1500 
Friedrich V3 1075 
Gibson V3 1300 
% 1075 
Goodman vs 1075 
V3 1625 
Hill Refrigeration { 1075 
% 1550 
Hussmann Vh, 1075 
Kramer Trenton Yq 1075 


Frame 


48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
42Y 
48Y 
48Y 
48Y 
42Y 


42Y 


48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 
48Y 


Voltage 


460 
460 
460 
208-230 
460 
460 
460 
230 
208-230 
208-230 
115 
230 
115 
230 
208-230 
208-230 
208-230 
208-230 
208-230 
208-230 
208-230 
230 
208-230 
208-230 
208-230 
208-230 
208-230 
230 
460 
200-230/460 
208-230 
208-230 
230 
208-230 
208-230 
208-230 
208-230 


115 


230 

230 
208-230 
208-230 
208-230 
208-230 

230 
208-230 

115/208-230 


* 60/50 Hz. ¢ Capacitor required, sold separately. 


Ad 


/TTu 





GRAINGER. 


Find even MORE on Grainger.com® 


Mounting 


Band 
Band 
Band 
Band 
Band 
Band 
Band 
Stud 
Stud 
Stud 
Cradle Base 
Cradle Base 
Band 
Band 
Stud 
Stud 
Lug 
Band 
Stud 
Stud 
Lug 
Band 
Stud 
Lug 
Lug 
Lug 
Lug 
Stud 
Stud 
Lug 
Lug 
Band 
Cradle Base 
Stud 
Band 
Cradle Base 
Ring 
Cradle Base 


Lug 
Lug 
Stud 
Stud 
Cradle Base 
Cradle Base 
Cradle Base 
Stud 
Cradle Base 


Mfr. 
Model 


OAN470 
OANO10 
OAN1076V1 
OAN460 
OAN1076 
OAN747 
OAN140 
OAD1016 
OAM10088 
OAM1018 
0547A 
OAS40056 
OKB1038 
OKB1058 
OCA10086 
OCA10106 
9650 
OCA1016 
OCA1014 
OCA10208 
OCB1026A 
OCC1026A 
OCA1026 
OCE1036 
OCA1036 
OCF1036 
OCB1036A 
OMM1036 
FEH1056S 
OCA1056 
OCB1056 
OCD1056 
OCP0251 
174A 
OCP1024 
OCP0108 
515 


955 


OFR1036 
9648 
0GD1016 
0GD1026 
160A 
OHR1106 
OHS1004 
OHS10206 
OKT1026 


Item 
No. 


12N952 
12N953 
12N951 
12N954 
12N950 
12N955 
12N956 
4UY61 
AUY83 
A4UY84 
2FGP6 
4VA21 
4VA14 
4VA10 
4UY85 
A4UY86 
4ME21 
4UY92 
4UY87 
AUY88 
2GMR1 
2GMR3 
4UY89 
4ME23 
4ME11 
4ME19 
2GMR2 
AUY59 
3RCV9 
3RCV2 
4ME27 
AUY53 
4UY90 * 
2FGP5 
A4UY62 
2ZA22 
4UY66 


3RCW7 


4ME10 
4MB86 
3RCU8 
3RCWS5 
2FGP4 
4UY64 
4UY79 
4UY80 
4UY81 * 


Nameplate 
For Use With HP RPM Frame Voltage 
2 1075 A8Y 230 
V3 825 A8Y 230 
V3 1075 A8Y 208-230 
Lennox % 1075 A8Y 115 
V3 1075 A8Y 208-230 
1 1075 A8Y 230 
1 1075 A8Y 460 
: 
Penn Ventilator Z eee i He 
v% 825 A48Y 208-230 
v% 825 A8Y 208-230 
% 1075 A8Y 208-230 
Yto Vs 1075 A8Y 208-230 
V5 1075 A8Y 208-230 
VA 825 A8Y 208-230 
VA 1075 A8Y 116 
Rheem/Ruud = 895 48Y 208-230 
V3 1075 A8Y 208-230 
V3 1075 A8Y 208-230 
\% 825 A8Y 208-230 
Vp 1050 A8Y 116 
Vp 1075 A8Y 115 
4 1075 A8Y 115 
Shaded Pole 
5 950 42Y 115 
Yo 1000 42Y 115 
om Yo 1050. 42Y.-‘145 
Yo 1100 42Y 115 
Jenn Air 5 1550 4.3 115 
Penn Ventilator V0 1045 42Y 115 
Nameplate 
For Use With HP RPM Frame __ Voltage 


Room Air Conditioner, Evaporative Cooler and Other Shaft- 
Mounted Fan and Blower Applications 
Permanent Split Capacitor 


Ae “Ye 1625 += 42Y.~—S—«208-230 
% 1075. 48Y 115 
vy, 825. 48Y 200-230 
Trane % 1075. 48Y 115 
ve 1550. 42Y 208-230 
% 1650. 48Y 200-230 
Unilux he 1000 42 115 
1 1075. 48Y 115 
% 1090 48Y 208-230 
York % 1110 48Y 115 
vs; 850 48Y- 208-230 
% 1075. 48Y 208-230 
Shaded Pole 
Vs 1500. 42V 530 
Tecumseh Yoo 1500 42V 230 
Trane % 1550. 42Y 930 


No. 4ME17 





No. 4UY49 
Mfr. 
Mounting Model 
Ring OLE1026 
Ring OLE1038V1 
Lug OLG1036 
Ring OLE1036A 
Ring OLE1036H 
Band OLE1106 
Band OLE1106H 
Lug OPV747 
Lug OPV748 
Stud ORM1008 
Band ORM1008V1 
Stud ORM1016V1 
Stud ORM1016 
Stud | ORM10206V1 
Band ORM1028 
Stud ORM1026L 
Band ORM1038 
Stud ORM1036V1 
Stud ORM1036 
Band ORM1058 
Band ORM1056 
Band ORM10563 
Band ORM1076 
Band OBR40066 
Band OBR40086 
Lug 9649 
Band OBR40016 
Stud 484 
Stud 975 
Mfr. 
Mounting Model 
Ring OFC1024 
Ring OTR1036 
Stud OTR1028 
Ring OTR10206 
Stud OTR4513 
Stud OTR1004 
T-Flex 799 
Band OYK1106 
Stud OYK1056V1 
Band OYK1056S 
Stud OYK1028 
Stud OYK1006 
Face OTC6001 
Face OTC6004 
Ring 598 


Item 
No. 
4UY60 
4UY67 
4MB90 
2GMR4 
4VA13 
4UY51 
4UY52 
12N958 
12N957 
4UY91 
4VA26 
4UY74 
4UY70 
4UY93 
AVA28 * 
4VA15 
4VA30 * 
4UY71 
4UY95 
4VA33 * 
4VA31 
4VA32 
4VA34 


4VA23 
4VA24 
4ME17 
4VA25 
45GL41 
4VA19 
Item 
No. 


3RCV8 


4VA29 + 
AUY97 + 
AVA27 + 
AUY73 

AUY96 + 


3RCV4 


AUY98 
A4UY48 
4UY99 
4UY50 * 
4UY49 


3RCV3 
3RCU9 
4UY65 
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Ring Mount 


“Bae (century: 


Shaded Pole Room 
Air Conditioner Motors 


= Enclosure: open air-over 

= Thermal protection: auto 

= Service factor: 1.0 

= Bearings: sleeve 

= Max. ambient temp.: 40°C 

= Duty: continuous 

For room air conditioners, evaporative coolers, remote fan coil units, and other shaft-mounted fan 
and blower applications. UL Recognized and CSA Certified. 


Cradle Mount 





Nameplate No. of Full Load Ring to Resilient Stud Shaft Shaft Length Mfr. Item 
HP RPM Speeds Rotation Voltage Amps Mounting Ring Center Ring Dia. Pattern Dia. Length Less Shaft Model No. 
4.4 Frame, 4.4" Body Dia., Dayton 
Vo5 1550 3 CCWLE 115 1.4 Ring 39/4" 2¥," — ¥e" 64" AY," — 4M295 
Yoo 1550 =] CCWLE 115 2.0 Ring 3/4" 2," — Vp" 6%" AY," — 4M296 
Vis 1550 3 CCWLE 115 25 Ring 3/4" 2V" — Vy" 6Y4" AY," — 4M297 
Vio 1550 3 CCWLE 115 3.1 Ring 43," 24," — Ye" 64" 5 Ve" — 4M161 
1550 2 CCWLE 115 3.1 Ring 43," 2," — Vp" 6%" 5 Ve" — 4M162 
Vg 1550 4 CCWLE 115 4.3 Ring AY," 2¥," — Vp" 64" 56° — 4M163 
% 1550 4 CCWLE 115 4.9 Ring al 2," — Vp" 6% 6Y" — 4M164 
42Y Frame, 5" Body Dia., Century 
Vas 1050 4 CCWLE 115 2.0 oe 45/6" 215" 2%e"x4" Vs 8" A116" 9673 AUU46  * 
1050 4 CWLE 115 2.4 Cradle Base Ave 2," 2%6 x 4" 37g" 1y¥4' 4/6" 9674 4UU47 * 
V5 1050 4 CCWLE 115 2.4 Stud 4 to 5" 244" 2%6 x 4" Yj" 10%" 4" 389A 4UU37 * 
1050 4 CCWLE 115 2.4 Stud 4 to 5%" 24" 2%6 x 4" 3g" 84" and 8" 4" 393A 4UU65 
Vio 1050 3 CCWLE 115 4.0 Stud Avie" 244" 2%6 x 4" Yn" 8%" and 8" 34" 9672 4UU41 
1550 3 CCWLE 115 30 Cradle Base 1'%6 x 31%" —_— —_— VE Q" 4" DBL4404 3M721 
1550 4 CCWLE 115 30 Cradle Base Avie" 24," 244" x 3" Vp" 84" 4/6" DBL4410 4UU44 
1550 4 CCWLE 115 30 Cradle Base Ave 24," 244" x 3" 7g" 8/4" 4/6" DBL4411 4UU45 
Vio 1550 4 CCWLE 208-230 2.1 Cradle Base AN 6" 2," 344" x 344" ¥e" 8 4156" DBL4412 4UU48 
1050 2 CCWLE 115 3.7 Cradle Base Ave" 24," —_— Yn" 93/4" 4/6 DBL64062 4LY99 
1050 4 CCWLE 277 Pe! Cradle Base 4V6" 2V" — V3 816 AAs 7DB6408 3M864 
1050 5 CWLE 115 ou Cradle Base AV" 24," _— Yj" 106 4/6" 89 4MA19 ~* 
1050 5 CCWLE 115 3.0 Stud 3% to 4%" 24" 244" x 37" Vy," 10" and 97%" 43/6 DBL6409NB 4UU42 
1550 4 CCWLE 115 3.3 Cradle Base ANG 2)" 344" x 344" Y;" 9%" 415/6" 9675 4UU49 
Ve 1500 3 CCWLE 115 5.5 Stud 4¥ to 5Y" 244" 344" x 344" 7g" 8%" and 8" Ay," 9671 4UU40 
1050 4 CCWLE 115 4.4 Cradle Base a 24," 2%6 x 4" Yn" 10" 419/16" 9676 4UU50 
1550 4 CCWLE 115 4.0 Cradle Base A 6" 24," 3¥3" x 3 V8" Y" 8" 43," DCL4423 4UU51 
1050 2 CCWLE 115 5.8 Cradle Base Ay," 24" _— Yn" 8" 5/6 9636 4LY95 
% 1050 2 CCWLE 230 2.9 Cradle Base 43/4" 2)" — Y," 8 56° 9637 4LY97 
1050 o CCWLE 230 2.9 Stud 4% to 594" 244" 2%6 x 4" Yj" 10" 54" 348A 4UU43 
1050 4 CCWLE 115 8.6 Cradle Base  4'%e' 24," 2%6 x 4" Yn" 8" 5/6 9677 4UU52 
V4 1050 4 CCWLE 115 8.5 Cradle Base = 5'%e' 24," 2%6' x 4" Y" 8Y4" 6%6' 9678 4UU53 
42YZ Frame, 5" Body Dia., Century 
Yio 1050 4 CCWLE Dif 1.6 Cradle Base A 6" 2," — Yj" 8%" 419/16" 7RAB4010 4UB83 
* 60/50 Hz. 







‘mae 
Ring/Stud 


Permanent Split Capacitor ca 
Room Air Conditioner Motors 


= Enclosure: open air-over For heating/air condition- 










= Rotation: CW/CCW ing, fan coil units, furnace 
= Thermal protection: auto blowers, unit heaters, and Cradle Mount 
= Service factor: 1.0 other shaft-mounted fan and 
= Bearings: sleeve blower applications. Feature 
= Duty: continuous quick-change reversing plug. UL 
= Capacitor included Recognized and CSA Certified. 
Nameplate No. of Full Load Ring to Resilient Stud Shaft Shaft Length Max. Ambient — Item 
HP RPM Speeds Voltage Amps Mounting RingCenter Ring Dia. Pattern Dia. Length Less Shaft Temp. No. 
Non-Standard Frame, 4'%c" Body Dia. 
Ao 1550 3 115 1.43 Ring/Stud 4%6 20" 3%" x 34" Vy" 694" 41/6" 40°C 45EX57 
% 1550 4 115 1.9 Ring/Stud 4% 2" 3%" x 34%" yy" 634" 4 ib" 40°C 45EX58 
% 1550 4 115 2.5 Ring/Stud 5" 20" 3% x 31%" A 634" 5/6 40°C 45EX59 
Non-Standard Frame, 42%2" Body Dia. 
%o 1550 3 115 1.5 Stud 4" 20" 3%" x 31%" x 634" 4295" 40°C 45EX60 
42Y Frame, 5" Body Dia. 
Yoo 1075 4 115 0.90 Cradle Base 41%" 20" 3%6' x 36" y" 10%6" 53" 60°C 5WJA7 
As 1050 4 115 1.4 Cradle Base 43 20" 3%6' x 3%6" A 10%" 50" 60°C 5WJAS 
1075 4 115 1.7 Cradle Base 5" 2" 3%6' x 36" yy" 10" 53," 60°C 5WJC1 
%o 1050 4 27 0.70 Ring 4V' 2" 36° x 36" yy" A 45," 60°C 5WJAQ 
1050 4 115 1.62 Cradle Base AV 2" 3%6' x 3%6" x 10%" 45%" 60°C 5WJCO 
% 1075 4 27 0.72 CradleBase 41/6" 2" 3%6' x 36" yy A 5, 60°C 5WJC2 
% 1625 4 115 27 Cradle Base 416" 20" 3%6' x 3%6" A 10° 5, 60°C 5WJC3 
48Y Frame, 5%" Body Dia. 
7 1625 4 115 3.4 Cradle Base 5" 2V" 35%" x 35%" yy" A 335" 60°C 5WJC4 
%, 1075 4 115 6.5 Cradle Base 51540" 20" 35%" x 35%" A BY" 5156" 60°C 5WJC5 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 45 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 








MOTORS 
HVAC Motors 









Max. 
Nameplate No. of Full Load Ring to Resilient Shaft Shaft Length Ambient Mfr. Item Capacitor 
HP RPM Speeds _ Rotation Voltage Amps Mounting Ring Center Ring Dia. Dia. Length Less Shaft Temp. Model No. Req. 
42Y Frame, 5" Body Dia. 
Vs 1075 4 CCWLE 115 1.2 Cradle Base 4 V4" 2 2 in Ve 10%" 43/4" 40°C 9474 4MA85 2MDV4 
1625 3 CCWLE 115 1.3 Cradle Base 4vie' 2 2 in ve 816" 43/" 40°C DBL4500V1 4UU16 Included 
1500 3 CCWLE 208-230 0.70 Cradle Base AV" 2 2 in Va gy" 416" 40°C 9652 4UU18 Included 
Yo 1075 4 CCWLE 115 Vf Cradle Base Avie 2 2 in Ya" 816" 43/" 40°C DBL6501V1 4UU17 Included 
1075 4 CWLE 115 Wf Cradle Base 4" = Ve" 101% 4/6" 40°C 362A 4MB94 2MDV4 
1075 4 CCWLE 208-230 0.70 Cradle Base Avie" 2% in Ve 816" 437" 40°C DB6502V1_ —4UU19 Included 
1500 3 CCWLE 115 1:2 Cradle Base Ay," 2 Yin Yn gy" 415/6" 40°C 945A 4UU20 Included 
"vy 1075 3 CCWLE 115 2.4 Cradle Base Ae 2 2 in Yo" gy" 416" 40°C DBL6503  4UU21 Included 
1075 4 CCWLE 208-230 1.2 Cradle Base 4" 2 % in Ya" 10" 4/6" 40°C DB6503 4MA87 2MDV4 
1075 3 CCWLE 277 0.83 Ring 4" 2% in We BY," 4/6" 40°C 096 4UB79 2MDV4 
y; 1625 4 CCWLE 115 2.2 Cradle Base ag 2 % in Ve gy" o/s 40°C 9476A 4UU22 Included 
1075 3 CCWLE 208-230 1.4 Cradle Base 4%6' 2 Yin yp" gy" 415/6" 40°C DB6504 4UU25 Included 
1625 3 CCWLE 208-230 1.0 Cradle Base 5 2 Yin Ya" 9%6" 4156" 40°C 467A 4UU24 Included 
V5 1550 3 CCWLE 208-230 1.8 Ring — — Yn" 6" 4156" 40°C DCA4522 4ME15 Included 
1075 1 CWLE 208-230 1.4 Band — = yy 54" 4 15/6" 40°C OYK6518 4MB96 2MDV4 
48Y Frame, 55" Body Dia. 
Vs 1075 3 CCWLE 115 0.63 Ring Asc 2% in ie o/6' 457 40°C RAL10156 _4UB73 Tf 2MDV4 
1550 3 CCWLE 115 20 Stud — 2 Ya in Ya" ae 437" 40°C 9681 4UU56 * 2MDV6 
Ve 1075 3 CCWLE 115 2.0 Stud — 2 Ya in Vp 84" and 72" AY," 60°C RAL1006 4MA51 2MDV4 
1075 3 CCWLE 208-230 0.75 Stud — 2 Yain Yo" bY" 7A" Ay," 40°C RA1006 4MA93 _* 2MDV4 
% 1625 2 CW/CCW 115 2.4 Cradle Base 446 2 2 in ve ov 40°C DSB1016R_ _4UU30 Included 
Y%, Vio, is 1625 3 CCWLE 115 1.9 Stud = 2 % in Ye Oye om in 457" 60°C 9635A oDVT6 2MDV4 
1625 Z CW/CCW 230 13 Cradle Base = 4"/e' 2 Yin Yn" (a 5% 40°C DSB1016HR 4UU31 Included 
1550 3 CCWLE 115 21 Stud = 2 Ya in ve 7¥2" and 8" 4V" 40°C 9685 4UU60 * 2MDV7 
“ve 1075 3 CCWLE 115 oil Cradle Base AX 2 2 in Va 7' 4if, 40°C DSB1016 4UU33 Included 
1075 3 CCWLE 115 2.2 Stud — 2 Ya in Yo" 8Ya" and 72" 43/" 40°C RAL1016 4MA53 * 2MDV4 
1075 3 CCWLE 208-230 0.96 Stud = 2 Ya in Vp 84" and 72" AY," 40°C RA1016 4MA55 2MDV4 
1075 3 CCWLE 230 1.2 Cradle Base 4% 2 Yin ES 7' 47, 40°C DSB1016H 4UU34 Included 
1625 2 CCWLE 115 2.4 Cradle Base 45" 2 Yin Yo" 7' oa 40°C DSB1024  4UU28 Included 
1625 3 CCWLE 115 3.4 Stud = 2 Ya in Yo" 7%" and 72" 47, 40°C RAL1024 4MA99 2MDV4 
1625 3 CCWLE 208-230 1.9 Stud — 2 Ya in Yo" 7%" and 72" 47 40°C RA1024 4MB11 2MDV4 
1625 Z CCWLE 230 I Cradle Base 4% 2 Yin Ves c ov 40°C DSB1024H 4UU29 Included 
1550 3 CCWLE 115 49 Stud = 2 Ya in ve iy Dy 40°C 9687 4UU62 2MDV3 
V4 1550 3 CCWLE 208-230 2.2 Stud = 2 Ya in Ya" if o. 40°C 9688 4UU63 2MDV3 
1075 2 CCWLE 115 4.4 Cradle Base 4V" 2 Yin Va (& oO. 40°C DSB1026 4UU26 Included 
1075 3 CCWLE 115 3.4 Stud = 2 Yain Yo" 7%" and 7%" 43/," 40°C RAL1026A 4MA79 2MDV4 
1075 3 CCWLE 208-230 10 Stud — 2 Ya in Yo" 7%" and 72" 45" 60°C RA1026 4MA57 2MDV4 
1075 3 CCWLE 208-230 10 Stud = = Yn" 1h and oi AV," 60°C SA1026 4MA73 2MDV4 
1075 2 CCWLE 230 1.9 Cradle Base 4/6 2 2 in YQ" 4if, 40°C DSB1026H 4UU27 Included 
1075 3 CCWLE 2ff 13 Stud = 2 Ya in Va _ of Ye A 7%" 4V" 40°C 7RA1026 _ 4UB81 2MDV4 
1625/1350 1 CCWLE 208-240/220 2.4 Cradle Base — — Ya" 6%" and 6" 67%" 40°C RAB1034S 4ME31 Included 
1625 3 CCWLE 208-230 2.0 Stud = 2 Ya in Yo" 7¥e' and 7%" oY" 90°C RA1034 4MA63 2MDV4 
1625 3 CCWLE 230 2.0 Cradle Base ag 2 Yin ues £ oY" 40°C DSB1034H 4UU35 Included 
1365 3 CCWLE 230 21 Stud = — Yo" -7Ya" and 72" Ay," 60°C 399A 2CDU2 2MDV4 
i; 1100 a CCWLE 208-230 13-15 Stud a — Yo" 5 Ye" and 5%" 4" 60°C OWR1036 4MB82 2MDV4 
1075 3 CCWLE 115 50 Stud _ 2 Ya in Yo" 77" and 6%" 59" 40°C RAL1036 4MA59 2MDV4 
1075 3 CCWLE 208-230 1.9 Cradle Base o% 2 Vain Ve 9" and 6%" 5%" 60°C RA1036WB 4MB17 2MDV4 
1075 3 CCWLE 208-230 1.9 Stud = 2 Ya in ve 8s" and 61" as 60°C RA1036 4MA61 2MDV4 
1075 3 CCWLE 230 ell Cradle Base 47, 2 Yin Yo 7' 5%" 40°C DSB1036H 4UU36 Included 
1075 3 CCWLE 230 1.9 Stud — = Yo" AV" & 4" . 40°C RAB1036 — 4MB92 2MDV4 
1625 3 CCWLE 115 6.0 Stud — 2 Ya in Yo" 7%" and 634" 5%" 40°C RAL1054 4MB15 2MDV4 
1625 3 CCWLE 208-230 oe Stud = 2 Yain Yo" 7%" and 6%" a" 40°C RA1054 4MA67 * 2MDV4 
1075 4 CCWLE 115 fe Band = = Yo" 7Va" and 37%" 61," 40°C OCC1056 4ME25 2MDV6 
Ve: 1075 3 CCWLE 115 Due Stud = 2 Ya in Yo" 7¥8" and 694" 5 40°C RAL1056 4MA77 ~* 2MDV7 
1075 3 CCWLE 208-230 2.7 Cradle Base 5%" 2 Ya in Yo" 8Ye' and 7%" 61," 60°C RA1056WB 4MA81 2MDV6 
1075 3 CCWLE 208-230 2.7 Stud _ 2 Ya in Yo" 7%" and 634" 55" 60°C RA1056 4MA65 2MDV6 
1075 2 CCWLE 230 40 Cradle Base o/6 2 Yin yp" 7' of" 40°C DSB1056H —_4UU32 Included 
y 1625 3 CCWLE 208-230 3.8 Stud = 2 Ya in Yo" 7¥e' and 634" 61," 40°C RA1074 4MA71 2MDV6 
1075 3 CCWLE 208-230 3.6 Stud = 2 Yin Yo" 7¥e" and 694" a8. 40°C RA1076 4MA69 2MDV6 
56Y Frame, 612" Body Dia. 
y/ 1075 1 CCWLE 200-230 44-42 Cradle Base — 2 2 in ¥e" 6%" 10%" 60°C RA1176WB 4MA83 2MDW3 
1075 1 CCWLE 208-230 9.4-6.0 Cradle Base _ = ¥e" 7¥" gy," 40°C C024 4MB88 2MDV7 


a. 


Scan. Order. Done. 
Details on page A1. 


Ring Mount 


Ccentury- 


Permanent Split Capacitor 
Room Air Conditioner Motors 


= Enclosure: open air-over, except Nos. 4UB91, 
4MB92, and 4MA83 are open dripproof 
= Thermal protection: auto 
= Service factor: 1.0 
= Bearings: sleeve, except No. 4MA83 is ball and No. 4MB88 is ball/sleeve 
= Duty: continuous 


For room air conditioners, evaporative coolers, remote fan coil units, and other 
shaft-mounted fan and blower applications. UL Recognized and CSA Certified. 











* 60/50 Hz. ¢ Capacitor selection: single blower wheel/2MDV2, double blower wheel/2MDV3, triple blower wheel/2MDV4. 
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Band Mount 


(century: 


Shaded Pole Direct-Drive Blower/Fan Motors 


= 42Y frame (5" body dia.) = Service factor: 1.0 These motors are suitable for unit heaters, condensers, furnace blowers, air circulators, 
= Enclosure: open air-over, = Bearings: sleeve fans, and a wide range of other shaft-mounted fan and blower equipment. No. 4UU91 
except No. 4UU91 is = Max. ambient temp.: 40°C has a 5.0 cu.-in. junction box. Nos. 4KA23, 4KA20, and 4KA22 are used in Coleman 
totally enclosed air-over = Duty: continuous air-over furnaces. No. 4KA49 has a 2%" ring dia. and is for Lear-Siegler furnaces. All models are 
= Thermal protection: auto UL Recognized and CSA Certified. 







Ring Mount 
Stud Mount T-Flex Mount 


Cradle Base Mount 











Nameplate Full Load Ring to Stud Shaft Shaft Mfr. Item 
Mounting HP RPM Rotation Voltage Amps Ring Center Pattern Dia. Length Model No. 
1-Speed 
Yio 1050 CCWLE 115 3.1 = = Yo" 2V" BL6409 4KA23 
Band Yio 1050 CCWLE 115 3.9 — — Vy" 2V" BL6408 4KA20 
v% 1000 CCWLE 115 7.8 — — Vp" 2V" BL6407 4KA22 
V5 1000 CCWLE 115 oe Ave — 3" 3M" 9694 4UU96 
Yio 1050 CWSE 115/208-230 4.0/2.0-2.0 4% 6" 2V" x 2¥" 3" 2 YA" RF6402 4UU74 
Yio 1050 CCWLE 115/208-230 4.0/2.0-2.0 4% 6" 2V" x 2¥" ¥" 2Y4" RF6403 4UU76 
Cradle Base Yio 1550 CWLE 115/208-230 4.0/2.0-2.0 AN 6" 2" x 2)" ¥e" 2V4" RF4400 4UU75 
Yio 1550 CCWLE 115/208-230 4.0/2.0-2.0 4% 6" 2Y2" x 2V2" ¥" 2 V4" RF4401 4UU77 
Yio 1550 CWLE 230 2.9 4% 6" — Vp" 27 9638 4MA15 fT 
% 1550 CWLE 115 6.4 4% 6" = Vy" 246 9640 4MA23_ tT 
v% 1550 CCWSE 208-230 ce 4% 6" — Yo" 27 593 4MA13 
V5 1550 CWSE 115/208-230 2.8/1.4 be 2" x 20" 3" 294" 612A 4UU73 
V5 1550 CCWSE 115/208-230 2.8/1.4-1.4 ove 2V2" x 2Y0" ¥" 29/4" 613A 4UU78 
Ve 1050 CCWLE 115 Ove 41% 6" 2%6' x 4" Vp" 4" 9706 4VU34 
Ve 1050 CCWLE 115 Oe Ave 24" x 37%" Vy" a: BLR6403 4UU99 
Ring Ve 1050 CWSE 115 4.2 4Va" = Yo" 298" 9646 4KA49 
% 1050 CCWLE 115 ae 4% 6" 2MA" x 37%" Vy" 3 BLR6402 4UU97 
% 1050 CCWLE 115 7.0 4% 6" 2%6' x 4" yy" 3 YA" 345A 4VU35 
V5 1050 CCWLE 115 6.7 4% 6" 2%6' x 4" Vy" 3 YA" 9690 4UU89 
V4 1050 CCWLE 115 9.4 56" 2M" x 3%" VA 31/6" BLR640S 4UU81 
Stud M5 1050 CCWLE 115 2.8 =— 2MA" x 37%" ¥" 15%" BLR6407 4UU94 * 
M5 1050 CCWLE iis ee) = 24" x 37%" Yo" 2Y2" U6433 4UU91 
TFlex V5 1050 CCWLE 115 6.5 — — yy" 32" ONR6026 4MB32 
Ya 1050 CCWLE 115 8.9 — — Vp" 4V4" BL6531 4MB34 
2-Speed 
Stud M5 1050 CCWLE 115 3.48 == 2MA" x 37%" ¥" 1%" BLR6405 4UU92 * 
3-Speed 
Ve 1050 CCWLE 115 oO. 413/16" 2%6' xX 4" Ve. 34" 9703 4UU83 
Ring % 1050 CCWLE 115 6.3 4% 6" 2 MA" x 37%" yy" 316 9701 4UU79 
V5 1050 CCWLE 115 6.8 Ry ALE 2%6' x 4" Yo" 5 9695 4UY10 
Ya 1050 CCWLE 115 8.2 ovis’ 2YA" x 37%" Vp" 316 BLR6404 4UU80 
T-Flex Ya 1050 CCWLE 115 8.2 = a Vy" 43," BL6534 4MB48 
Bolt 
Nameplate Full Load Ring to Circle Shaft Shaft Mfr. Item 
Mounting HP RPM Rotation Voltage Amps Ring Center Dia. Dia. Length Model No. 
1-Speed, 3 Mounting Studs 
v% 1050 CCWLE 115 5.2 4V6" Ai/6" yp" aa BL6410 4KA21 
Ring v% 1050 CCWLE 208-230 2.6 4V6" Ai/6" Ya" 5 B6411 4KA45 
VW 1050 CCWLE 1S 6.0 46" 47/6" Vy" a BL6413 4KA46 
3-Speed, 3 Mounting Studs 
Rin V5 1050 CCWLE 208-230 2 4% 6" 4i/6" Vp" a3 B6415 4KA42 
9g W 1050 CWSE 208-230 3.4 4% 6" 45" Vy" 398" 429 4KA48 
4-Speed, 3 Mounting Studs 
Ring V5 1050 CCWLE 15 7.1 A 6" 4/6 ve 2 BL6416 4KA40 
V5 1050 CWSE 115 7.9 4% 6" 45" Vp" 39" 559 4KA47 
* Studs located on opposite shaft end of motor. f Include BX connector. 
(century: 
ECM Fan Coil Motor 
= Speeds: 3 For use in air condi- 
= 42 frame (5" body dia.) __tioners, fan coil units, 
= Enclosure: open air-over and blower applica- 
= Thermal protection: auto tions. UL Recognized. Sy 
= Mounting: cradle base we 
= Bearings: ball 
s Max. ambient Nameplate FullLoad Shaft Shaft Length Mtr. Item 
temp.: 40°C HP RPM Rotation Voltage Amps Dia. Length LessShaft Model No. 
= Duty: continuous Yo 1100 CWLE 115 1.6 y;" 9%6 316" CS89 100902 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 47 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 


MOTORS scan. Order. Done. |= ';; 
HVAC Motors Details on page A1. =a 





(century- 


MasterFit® Pro Direct-Drive Blower Motors 





= Speeds: 4 = Service factor: 1.0 Replace Emerson, Fasco, Genteq, 
= NEMA frame: 48Y = Insulation: Class B Marathon and Protech fan and blower 
; (5%" body dia.) = Mounting: ring/stud/band/hole motors in residential and light commer- 
c a = Enclosure: open = Duty: continuous cial HVAC systems. Motors have 
= Rotation: CW/CCW = Shaft orientation: horizontal predrilled holes for Rheem mounting. 
~~ «Thermal protection: auto = Capacitor included Include capacitor and reversing plug. UL 
ia Recognized and CSA Certified. 
Nameplate Full Load Shaft Shaft Length Max. Ambient Mfr. Item 
ed HP RPM Voltage Amps Bearings Dia. Length Less Shaft Temp. Model No. 
*hto% 1075 115 7.0 Sleeve 4 41" We 40°C FDL6001A 6 TWK6 
tov 1075 208-230 3.9 Sleeve 4% 4%" We 40°C -FD6000A _—« 6 TWK7 
i No. 6TWKG ¥toVs 1075 115 9.1 Ball Yr AY 54" 40°C FDL6002A ‘6 TWK8 
bh: ¥toVs 1075 208-230 4.0 Ball yr Ay 51/6" 40°C FD6001A  6TWK9 


‘a 


Multi-HP Permanent Split Capacitor 
Direct-Drive/Fan Multi-Speed Motors 












= Speeds: 4 = Service factor: 1.0 Energy-efficient motors 

= NEMA frame: 48YZ (5%" body dia.) = Insulation: Class B operate at multiple horse- 

= Enclosure: open air-over = Mounting: ring/stud/band powers, reducing inventory 
= Rotation: CW/CCW = Duty: continuous needs and expense. Feature 


= Thermal protection: auto = Shaft orientation: all-angle quick-change reversing 
= Refer to the Motor Nameplate —_ plug. UL Recognized and 
for correct capacitor value CSA Certified. 
Ma 


X. 
Nameplate Full Load Shaft Shaft Length Ambient Item 
HP RPM Voltage Amps_ Bearings Dia. Length Less Shaft Temp. No. | Capacitor Selection 


No.5RHTS ‘wto% 1075 115 87-24 Ball = S'S GUC BRHTB. | Stay ty io 8 54 HP Solus 
%tovs 1075 208-230 4.1-1.7 Ball" 6" = 60°C BRAT. | Seanv7 tor Ye 8 HP Setup 


6 
Yato% 825 208-230 _2.2-1.0 Ball ae 6%" 60°C _ SRHUO 2MDV6 
YotoY% 825 208-230 _3.9-1.4 Ball yo" __—*6" 6%" 60°C _ 5RHU1 2MDV7 


Sgenteq 
ECM Evergreen® EM Direct Drive Blower Motors 


= Speeds: 5 = Thermal protection: electronic Replace direct-drive blower motors in 

=» NEMAframe: 48 _ = Service factor: 1.0 residential and light commercial indoor 
(5%4" body dia.) = Insulation: Class B furnaces, air handlers, and package 

= Enclosure: open = Mounting: band systems that were designed with a 

= Rotation: CW/CCW_ = Duty: continuous standard ECM motor. Maintain ECM-level 

= Shaft orientation: horizontal efficiency up to 80%. Features Soft Start 

= Replacement for X-13 ECM motors and Off Ramp for quiet operation. UL and 

CSA recognized. 


Nameplate Full Load Shaft Shaft Length Max. Ambient Mfr. Item 
RPM Voltage Amps Bearings Dia. Length Less Shaft Temp. Model No. 

V3 1200 TS 438 Ball Yo" Ae" 5" 40°C 6103E 20JP27 
% 1200 208-230 2.8 Ball Yo" Ale" oY 40°C 6203E 20JP28 
Vp 1200 115 6.8 Ball Yo" Ale" 5/4" 40°C 6105E 20JP29 
Vp 1200 208-230 38§=4.1 Ball Yo" Ale" 54" 40°C 6205E 20JP30 
Ya 1200 115 8.4 Ball Yo" Ale" 6Y," 40°C 6107E 20JP31 
V4 1200 208-230 6.0 Ball Yo" Ae 61" 40°C 6207E 20JP32 

4 1200 115 10.9 Ball Yo" Ale" 7" 40°C 6110E 20JP33 
1 1200 208-230 7.6 Ball Yo" Ale" 7¥2" 40°C 6210E 20JP34 


Sgenteq 
ECM Evergreen® CM Brushless DC Motors 


= Speeds: 5 = Insulation: Class B More energy efficient than 

= NEMA frame: 48 (524" body dia.) = Mounting: band most PSC motors, and can 

= Enclosure: open air-over = Duty: continuous be used in indoor furnace 

= Rotation: CCW # Shaft orientation: horizontal and air handler applications. 

= Thermal protection: electronic = Replacement for Compatible with most build- 

= Service factor: 1.0 X-13 ECM motors ing automation systems. UL 

Recognized and CSA Certified. 

Nameplate Full Load Shaft Shaft Length Max. Ambient Mfr. Item 


HP RPM Voltage Amps Bearings Dia. Length Less Shaft Temp. Model No. 
¥g 1050 = 208-230/277 2.6 Ball Yo" 3%" 54 99°C 6703 = 12752 












No. 20JP30 





. Vp 1050 ——-208-230/277 3.6 Ball YN 8a" oy" 99°C 6705 ——- 12/753 
No. 12V752 Ys 1050 ——-208-230/277 = 4.9 Ball Yo" 3%" 6%" 45°C 6707 _—*12V754 


48 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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MOTORS 
HVAC Motors 





Ccentury- 


=>genteq 


PSC Direct-Drive ‘ 
Blower/Fan Motors 


= Enclosure: open air-over 

= Thermal protection: auto 

= Service factor: 1.0 

a 4" shaft dia. 

= Duty: continuous 

For furnace blowers and other shaft- 
mounted fan and blower applications. 


Motors are UL Recognized and CSA Certified. 


T-Flex Bracket 
Mount 





























Max. 
Nameplate Full Load Ins. Ring to Resilient Stud Shaft Length Ambient Item Capacitor 
HP RPM Rotation Voltage Amps Class Mounting Ring Center Ring Dia. Pattern Length LessShaft Temp. Brand No. Req. 
42Y Frame, 5" Body Dia., Sleeve Bearings 
1 Speed 
Ve 1075 CW/CCW 115 2.1 B Stud 46 2 Vain 3 Y%inx 3 Yin 6" 416" 40°C Century 4MA96 2MDV4 
3 Speed 
ro 1625 CW/CCW 115 2.1 B Stud 413/46" 2 Yin 3 Y%inx 3 Yin 54" 56" 40°C Century 4UY12 2MDV4 
1075 CW/CCW 115 1.6 B Rin 413/16" 2 Yin 2 %e in x 4 in 54" REACH 40°C Centur 4UY13 2MDV4 
Ve 1075 CW/CCW 115 2 B Stud 4% 6 2 Yin 3% inx 3 “in 6" 4116" 40°C Century _4IMB16 2MDV4 
“% 1625 CW/CCW 115 1.9 B Ring 5/6" 2 Vain 3 Y4inx 3 % in 5 v4" 516" 40°C Century 4UY18 2MDV4 
1075 CW/CCW 115 3.1 B Rin o/e 2 Yin 2 %e in x 4 in 5 YA" o'Ve' 40°C Centur 4UY19 2MDV4 
1075 CW/CCW 115 3.2 B Stud AN 6" 2 Yin 3 Yinx 3 Yin 5. 415/16" 40°C Century 4MB18 2MDV6 
% 1075 CW/CCW 230 13 B Stud AN 6" 2 Vain 3 Yinx 3 Yin 5 415/16" 40°C Century 4MB20 2MDV6 
1075 CW/CCW 230 13 B Ring AN 6" 2 Yin 3 Yinx 3 Yin 5" 415/16" 40°C Century _4KA44 2MDV6 
1625 CW/CCW 115 4.0 B Ring 516" 2 Yin 3 Y%inx 3 Yin 54" 6%e6 40°C Century 4UY20 2MDV6 
1075 CW/CCW 115 47 B Stud 413/16" 2 Yain 3 Yinx 3 Yin 4," a6 40°C Century 4MB22 2MDV4 
V4 1075 CW/CCW 115 4.8 B Ring 516" 2 Yin 2 %e6 in x 4 in 54" 6%e6 40°C Century 4UY21 2MDV6 
1075 CW/CCW 208-230 2.0 B Ring 5/6" 2 Vain 2 %6 in x 4 in 5 YA" 516" 40°C Century 4UY23 2MDV4 
1075 CW/CCW 230 2.0 B Stud 413/46" 2 Yin 3 %inx 3 “%in 4," REA 40°C Century 4MB24 2MDV4 
3 1075 CW/CCW 115 6.3 B Stud 413/16" 2 Ya in 3 %inx 3 Yin 4," 5/6" 40°C Century 4MB26 2MDV9 
48 Frame, 5%" Body Dia., Ball Bearings 
Vs 1075 CW/CCW 115 3.6 B Stud 5 Ve" 2 Yin 3 %inx 3 ¥%in 6Y2" Re ATE 40°C Genteq 136414 Included 
1075 CW/CCW 208-230 1.7 B Stud 5%" 2 Yin 3 %inx 3 ¥%in 6Y" REACH 40°C Genteq 136418 Included 
1075 CW/CCW 460 1.1 B Stud 5%" 2 Yain 3 %inx 3 ¥%in 6%" 516" 40°C Genteq 13G405 ~* | Included 
V3 1075 CW/CCW 11 47 B Stud 5%" 2 Yain 3 %inx 3 ¥%in 6Y2" 516" 40°C Genteq 13G415 Included 
1075 CW/CCW 208-230 25 B Stud 5%" 2 Ya in 3 %inx 3 ¥%in 6Y" 516" 40°C Genteq 13G419 *| Included 
1075 CW/CCW 460 1.6 B Stud 5%" 2 Yin 3 %inx 3 ¥%in 6%" 6%e" 40°C Genteq 13G406 *| Included 
Y 1075 CW/CCW 115 8.6 B Stud 6%" 2 Yain 3 %4inx 3 ¥%in 6Y" 6%e' 40°C Genteq 13G416 Included 
1075 CW/CCW 208-230 3.8 B Stud 6%" 2 Ya in 3 %inx 3 ¥%in 6%" 6%e° 40°C Genteq 13G420 * Included 
V4 1075 CW/CCW 115 10.0 B Stud 6%" 2 Yain 3 %4inx 3 ¥%in 62" 6%e' 40°C Genteq 13G417 Included 
4 Speed 
% 1075 CW/CCW 277/230 0.78 B Stud 45," 2 Yin 3 %inx 3 ¥%in 6%" 413/16" 40°C Genteq 13G399 *| Included 
Y4 1075 CW/CCW 277 1.1 B Stud 5%" 2 Yin 3 %inx 3 ¥%in 62" REACH 40°C Genteq 13G401 * Included 
v3 1075 CW/CCW 2/7 0.87 B Stud 5%" 2 Yain 3 %inx 3 %in 6%" 516" 40°C Genteq 13G402 *| Included 
Z 1075 CW/CCW 277 3:1 B Stud 6%" 2 Yin 3 %inx 3 ¥%in 6%" 6%e' 40°C Genteg 13G403 *| Included 
Ya 1075 CW/CCW 2tT 3.6 B Stud 6%" 2 Yain 3 ¥Zinx 3 ¥%in 6Y2" 616" 40°C Genteq 13G404 * | Included 
48Y Frame, 5%" Body Dia., Sleeve Bearings 
1 Speed 
% 1550 CCWLE  115/208-230 2.7/1.2-1.4 B Ring 4146" 2 Ya in _ 4" 5¥%" 40°C Century 4UU84 Included 
1050 CCWLE 115 2.4 A Ring 415/16" 2 Yin 3 %inx 3 ¥%in 415/16" 5%" 40°C Century _4UU71 Included 
1550 CCWLE 115/208-230 2.8/1.4-1.4 B Ring 4i/A6" 2 Yain — 4" 47," 40°C Century 4UU66 2MDV7 
% 1075 CW/CCW = 208-230 0.95 B Ring AY" 2 Ya in 3 %inx 3 ¥%in 5 49/4" 60°C Century 4HCH4 2MDV4 
1050 CCWLE _115/208-230 3.3/1.5-1.7 B Ring AN 6" 2 Yin 3 %4inx 3 ¥%in 358" REACH 40°C Century _2CDU1 2MDV4 
1550 CCWLE  115/208-230 4.9/2.5-2.5 B Ring 56" 2 Yain _ 4" 5" 40°C Century 4UU68 2MDV3 
Y4 1075 CCWLE 115 3.6 B Ring 416" 2 Yain 2 %6 in x 4 “Ae in 24." 5 Ve" 40°C Century 4UU86 Included 
1075 CW/CCW — 208-230 15 B Ring AN 6" 2 Yain 3 %Zinx 3 ¥%in > a 60°C Century 5ELK6 2MDV4 
3 Speed 
% 1075 CW/CCW 115 3.2 B Ring 4i/6' 2 Yin 3 ¥Zinx 3 ¥%in 51/6" 47," 50°C Century 4MB30 2MDV6 
1075 CW/CCW 115 2.7 B T-Flex — _ — 5" AY" 40°C Century _4IMB50 2MDV4 
1625 CW/CCW 115 3.0 A Stud 415/46" 2 Yain 3 %4inx 3 %in 516" 5%" 40°C Century 4MA80 2MDV7 
Va 1625 CW/CCW — 208-230 1.8 A Stud 415/16" 2 Ya in 3 %4inx 3 %in 516" 5%" 40°C Century 4MA82 2MDV4 
1075 CW/CCW 208-230 1.6 B T-Flex — — _ 6" 4," 50°C Century 4MB52 *| 2MDV4 
1625 CW/CCW 115 4.0 A Stud 5ve" 2 Yain 3 %inx 3 ¥%in 516" 5%" 40°C Century 4MA84 2MDV9 
1625 CW/CCW — 208-230 2.0 A Stud ave" 2 Yain 3 %4inx 3 ¥%in 516" 5%" 50°C Century 4MA86 2MDV4 
/; 1075 CW/CCW 115 4.2 A Stud ave" 2 Yain 3 %inx 3 ¥%in 516" 5%" 50°C Century 4MA66 2MDV6 
1075 CW/CCW — 208-230 2.4 B T-Flex — — — 6" 49," 50°C Century 4MB54 *| 2MDV6 
1075 CW/CCW — 208-230 3.2 A Stud ave" 2 Yain 3 %inx 3 ¥%in 516" 5%" 50°C Century 4MA68 2MDV4 
1075 CW/CCW 115 49 B Ring ee 2 Ya in 2 %6in x 4 “Ae in 5 5¥%" 40°C Century 4UU88 2MDV6 
1625 CW/CCW 115 7.6 A Stud 5'Vi6" 2 Yain 3 %4inx 3 ¥%in 516" 6%" 40°C Century 4MA88 2MDV9 
1625 CW/CCW — 208-230 2.8 A Stud 516" 2 Yain 3 %inx 3 ¥%in 516" 6%" 40°C Century 4MA90 2MDV6 
% 1075 CW/CCW 115 5.6 A Stud 5'Ve' 2 Yin 3 ¥inx 3 ¥%in 51/6" 6%" 50°C Century 4MA70 2MDV7 
1075 CW/CCW — 208-230 oud B T-Flex — — —_ 6" 47," 50°C Century 4MB56 2MDV7 
1075 CW/CCW 208-230 27 A Stud 5'Vi6" 2 Yain 3 %inx 3 ¥%in 5 6%" 50°C Century 4MA72 2MDV6 
1625 CW/CCW 115 85 A Stud 6%e6" 2 Yin 3 %inx 3 ¥%in 5!" 6%" 40°C Century 4MA92 2MDV9 
1625 CW/CCW — 208-230 4.0 A Stud 6%e 2 Ya in 3 %4inx 3 ¥%in 516" 6%" 40°C Century 4MA94 2MDV6 
Sa 1075 CW/CCW 115 9.8 B Stud 6%e 2 Ya in 3 %inx 3 ¥%in 516" 6%" 50°C Century 4MA74 2MDV9 
1075 CW/CCW 208-230 5.0 B T-Flex —_ — —_— 6" 5%" 50°C Century 4MB58 2MDV7 
1075 CW/CCW —s. 208-230 49 B Stud 516" 2 Yain 3 %inx 3 ¥%in 516" 6%" 50°C Century 4MA76 2MDV7 
4 Speed 
Y4 1075 CW/CCW 115 3.9 B T-Flex _ — 3 %inx 3 ¥%in 5" REACH 50°C Century _2CDT9 2MDV4 
V3 1075 CW/CCW 115 5.6 B T-Flex — — _ 5," 415/16" 40°C Century _2FGP7 2MDV4 
Vp 1075 CW/CCW 115 8.9 B T-Flex — — 3 %inx 3 ¥%in 5" 5" 40°C Century _2FGR1 2MDV6 
Ya 1075 CW/CCW 115 10.9 A T-Flex — _ — 6" 5%" 50°C Century 4MB40 *| 2MDV9 
5 Speed 
V4 1075 CW/CCW 115 8.0 B Stud 6%e' 2 Ya in 3 %inx 3 ¥%in 516" 6%" 40°C Century 4MA78 2MDW6 
* 60/50 Hz. 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 49 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 





MOTORS 
HVAC Motors 





= Enclosure: open air-over 
= Rotation: CW/CCW 
= Thermal protection: auto 
= Service factor: 1.0 
= Insulation: Class B 


= Mounting: ring/stud/band —_ = Stud pattern: 35" x 354" 


No. 4M098 









T-Flex Bracket 


No. 2MEY7 





No. 3LU92 


90 GRAINGER. 


/TTu 








Ya 

% 

Vp 
(Included w/Nos. 
7E647-7E682) 





Nameplate 
HP RPM 
Standard Efficient 
2 Speed 
y: 1075 A8Y 
4 
1075 A8Y 
y 1075 A8Y 
3 
1075 A8Y 
y: 1075 A8Y 
2 
1075 A8Y 
Vy 1075 A8Y 
1075 A8Y 
Nameplate 
RPM Frame 
Standard Efficient 
3 Speed 
Vs 1075 48YZ 
1075 48YZ 
7 1075 48YZ 
1075 48YZ 
Vo 1075 48YZ 
1075 48YZ 
yy 1075 48YZ 
1075 48YZ 
Energy Efficient 
Y% 1075 48YZ 
1625 48YZ 
1625 48YZ 
1075 48YZ 
1625 48YZ 
1625 48YZ 
1075 48YZ 
1625 48YZ 
1625 48YZ 
1075 48YZ 
1650 48YZ 
¥, 1625 48YZ 
1625 48YZ 
1075 48YZ 
1625 48YZ 
1 1625 48YZ 
1075 48YZ 
4 Speed 
Ve 1075 48YZ 
1075 48YZ 
V4 1075 48YZ 
1075 48YZ 
V5 1075 48YZ 
1075 48YZ 
"s 1075 48YZ 
1075 48YZ 
¥, 1075 48YZ 
1075 48YZ 
{ 1075 48YZ 
1075 = 48YZ 


PSC Direct-Drive Blower/Fan Motors 


= Bearings: sleeve, except No. 3LU87, 
3LU89, and 3LU90 are ball 

= Body dia.: 5%" 

= Duty: continuous 

= Ring dia.: 2%" 


models feature a typical energy savings of 10% over 
standard-efficiency motors. Dayton® motors include split ring adapter. 
Capacitor mounting hardware sold separately on Grainger.com®. 
Motors are UL Recognized and CSA Certified. 


Frame Voltage 


115 
208-230 
115 
208-230 
115 
208-230 
115 
208-230 


Voltage 


115 
208-230 
115 
208-230 
115 
208-230 
115 
208-230 


277 
115 
208-230 
aif 
115 
208-230 
ZiT 
115 
208-230 
277 
itp 
115 
208-230 
277 
15 
208-230 
277 


10 


208-230 
115 


208-230 


FullLoad Ringto Shaft Shaft 
Amps_ Ring Center Dia. Length Less Shaft 


3.9 
1.8 
4.9 
2.6 
6.5 
3.2 
8.9 
4.0 


Full Load 
Amps 


4176 
416 
AA" 
A5/" 


56 
5/6 
6%6' 
6%" 


Ring to 
Ring Shaft Shaft 





a)a)alal ala) als 


Length Max. Ambient 


oye 
oye 
59" 
598" 
of 
oR 
6%" 
678" 


Temp. 


40°C 
40°C 
40°C 
40°C 
40°C 
40°C 
50°C 
40°C 


Max. 


Length Ambient 


Center Dia. Length Less Shaft Temp. Brand 


ay" 
BY" 
BV" 
BV" 
6" 
59" 


oY" 
oy" 
5%" 
5%" 
oy" 
6" 
6%" 
6%" 


516" 


634" 
6%" 
7" 


616" 


Ay; 
5" 


52" 


5" 
oY" 
5%" 
54" 

6" 
6%" 
6%" 

rh 

7" 


y" 
Yo" 
y," 
Y," 
Y," 
Y," 
Y" 
Y," 


Y" 
y," 
Y," 
y," 
y," 
Yo" 
y," 
y," 
Y," 
y," 
y," 
y," 
y," 
Yo" 
Y," 


*For details on Bracket No. 2MEY7 go to Grainger.com®. 


REGISTER NOW! 
Enjoy These 


Features & More! 


[Vf Access your pricing 
[VY View order history 

[VM Save favorites to your personal lists 
[VW Check real-time product availability 


> Sign in or register on Grainger.com® today! 
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OL 


OL 


56 


516" 
516" 
516" 


6/6 
6%6' 
6/6 
6/6 


56" 
5/6 
5/6 
5/6 


516" 


6%" 
6%6' 
6%6' 
6%6' 


61%2" 
62432" 
62432" 


6/6 
7732" 
73732" 
TAG 


716 


56 


51340" 


56" 
5/6 


516" 


6932" 
632" 
6/6 


61%6' 
61%6" 


7/6 
The 





Find even MORE on Grainger.com® 


40°C Dayton 
40°C Dayton 
40°C Dayton 
40°C Dayton 
40°C Dayton 
40°C Dayton 
40°C Dayton 
40°C Dayton 


°o 


Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 


Oo; oO}; oO; oO}; oO} Oo 


° 


Oo oO}; oO Oo 


° 


fe) 


HH HH HHH HHH HH BH BH) BH 
aaa 2998/2219 /2/2/9 12/2/18 


fo) 


Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 


°o 


° 
C9} CD} CD) CD) CD) CD) C9) C9) C9) C9) C9) CD C9} CD} CD| CD) CD) CD) CD) CD) CD) CD) C9) C9) C9) CD) C9) 9 


Brand 


Century 
Century 
Century 
Century 
Century 
Century 
Century 
Century 


Item 
No. 


4M096 
4M097 
4M098 
4M099 
4M100 
4M101 
4M183 
4M184 


6GC93 
3LU73 
3LU74 
3M712 
3LU77 
3LU78 
3M713 
3LU81 
3LU82 
3M714 
3LU85 
3LU86 
6GC94 
3LU89 
3LU90 
6GC95 


3LU71 
3LU72 
3LU75 
3LU76 
3LU79 
3LU80 
3LU83 
3LU84 
3LU87 
3LU88 
3LU91 
3LU92 


Scan. Order. Done. 
Details on page A1. 


x ® 
(- Dayton 
Motors have quick-reversing leads. Energy-efficient (century: peuieel 


Mfr. 
Model 


DLOO1 
D0002 
DLO03 
D0004 
DLOOS 
D0006 
DLO07 
D0008 


Item 
No. 


4KA24 
4KA25 
4KA26 
4KA27 
4KA28 
4KA29 
4KA30 
4KA31 


MOTOR W/ 
MOTOR | NO. 2MEY7* 
ONLY T-Flex Bracket 
Item 
No. 


7E647 
7E648 
7E649 
7E650 
7E651 
7TE652 
7E653 
7E654 


7E657 
7E658 
7E659 
7E662 
7E663 
7E664 
7E667 
7E668 
7E669 
7E672 
7E673 


7E674 
7E677 
7E678 
7E679 
7E682 


7E655 
7E656 
7E660 
7E661 
7E665 
7E666 
7E670 
7E671 
7E675 
7E676 
7E680 
7E681 








Capacitor 
Req. 


2MDV4 
2MDV4 
2MDV6 
2MDV4 
2MDV7 
2MDV6 
2MDV9 
2MDV7 


Capacitor 
Req. 


2MDV4 
2MDV4 
2MDV4 
2MDV4 
2MDV4 
2MDV4 
2MDV9 
2MDV7 


2MDV3 
2MDV7 
2MDV4 
2MDV3 
2MDV9 
2MDV6 
2MDV3 
2MDV9 
2MDV6 
2MDV5 
2MDV9 
2MDV9 
2MDV7 
2MDV9 
2MDW3 
2MDW2 
2MDW4 


2MDV3 
2MDV4 
2MDV4 
2MDV4 
2MDV6 
2MDV5 
2MDV6 
2MDV6 
2MDV9 
2MDV7 
2MDW2 
2MDW2 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® MOTORS 
Find the ww. Find Solutions. Find Great Prices. HVAC Motors 


Find Dual-Run Capacitors on page 66. 
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Stud-Mount 
No. 4M205 


iL 
i nd 
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Century: * amg 








Cradle Base-Mount Oo 
PSC Stud- and Cradie-Mount No. 3M990 
Condenser Fan Motors Nameplate No. of Full Load Shaft Shaft Length Mfr. ltem (Capacitor 
HP RPM Speeds Frame _ Voltage Amps _ Bearings Dia. Length Less Shaft Brand Model No. Req. 
= Rotation: CW/CCW Stud-Mount, Open Air-Over, Shaft Horizontal 
a Z 1625 2. 48Y 460 0.90 Ball =" 6" 57% Century BDH1024 4MB91_| Included 
= Menmal piovechoneaut 10752 48Y_ 460 12 Ball "6" 6" Century BDH1036 4MB93__ Included 
= Service factor: 1.0 % 1625 2. 48Y 460 14 Ball" 6" 6%" Century BDH1054 4MB95_| Included 
= Insulation: Class B 7 1075 2 48Y 460 02 Bal = ~=©«6 6%" Century BDH1076 4MB97_| Included 
a 5/.Me Vu Stud-Mount, Open Air-Over, Shaft Up 
= Body dia.: 48 frame, 5% ; 56 frame, 672 % 1075-2 ~—«48Y ~—«208-230 0.80-0.90 Sleeve 4" 556" 5%" Century FS1016 4MB49 | 2MDV4 
= Max. ambient temp.: 60°C Vs 825 1 48Y 115 4.8 Ball 6" 594" Century FL1038_4MB71_| 2MDV6 
= Duty: continuous 1 1075 1 56Y 200-230/460 4.2-48/24 Ball % 6  10'%e6 Century C770 4MB79 | 2MDW3 
95h 5/ut Stud-Mount, Totally Enclosed Air-Over, Shaft Up/Down 
= oul palleliiiaze: Kaye excep! Yio 825 1 48VZ__ 208-230 1.0 Ball =" SAY" —CDayton = — ~——*4M223~| 2MDV2 
No. 4MB79 is 414%" x 4% % 825 1 48YZ_~—-208-230 —-0.95-0.80 Ball =" 6" 41%" Dayton — 4M224 | 2MDV4 
si 7 1075 1  48YZ 208-230 1.3 Bal % 6° 4-6/7" Dayton —  4M261 | 2MDV2 
Commercial duty motors feature higher start y 1075 2 48YZ 208-230 1.0-10 Ball % 6° 4'%6 Dayton —  3M839 | 2MDV4 
ing torque, cooler running temperature, and : a25 1 48YZ 208-230 10-11 Ball % 6° 41%« Dayton —  4M225 | 2MDV4 
reversing plug. Open air-over motors have totally 2 48YZ_ —-208-230 = 0.8-0.8 ~— Ball = Si" 41%" Dayton 3LU93 | 2MDV4 
a5 1 48YZ 208-230 15-14 Ball % 6%e 5% Dayton —  4M205 | 2MDV4 
enclosed shaft endshield and shell (except 
ee 107 1 48YZ 460 0.8 Ball  % 6 5% Dayton —  3LU94 | 2MDV6 
460V motors). Opposite endshield is open. Shaft 1% ~~ 1075 2 48YZ 208-230 20-19 Bal % 6 5% Dayton —  4M060 | 2MDV4 
up/down motors have both endshields totally 825 1 48YZ 208-230 2.0-2.0 Ball Yo" 6 5¥s" Dayton — 4M226 | 2MDV4 
825 2. 48YZ «208-230 1.4-13  ~=Ball =" 6" 5/6 Dayton —  3LU95 | 2MDV6 
enclosed with removable drain plugs. Can be 1075 1 48YZ 208-230 2.02.0 Ball" 6" 6%" Dayton — 4206 | 2MDV6 
mounted vertically or horizontally. Shafts are 1075 1 48YZ 460 1.0 Ball % 6 6% Dayton —  S3LU96 | 2MDVG6 
double flat (90° apart). Dayton® motors feature 4) 1075 2 48YZ 208-230 2.12.3 Ball Yo 6 9%" Dayton —  4M061  2MDV6 
P 825 1 48YZ_~—-208-230 2.1/2.1 Ball =" «6 5%" Dayt 4M262 | 2MDV7 
F F : a ayton = 
slinger on shaft. All models are suitable for 825 2 A8YZ 208-230 09 Ball "THE Dayton —~3LU97_| 2MDV6 
outdoor air conditioner condensers and refrigera- 1075 1 48YZ 208-230 3.1-3.1 Ball" 6" 6% Dayton —  4M207 | 2MDV6 
tion condensers. Two-speed models canbe used x, 1075 1 48YZ 460 2.1 Ball = "5 oe Dayton  — 3LU98 | 2MDV7 
' 1075 2 48YZ —_—-208-230 2.9 Ball  % 6 6/6 Dayton — 4M062 | 2MDV7 
on heat pumps. All motors are UL Recognized 825 1 48YZ 208-230 3.19/3.05. Ball 6" 6%" Dayton —  4M263 | 2MDV8 
and CSA Certified. 1075 1 48YZ 208-230 47-47 ~— iBall Ss" 6 7% Dayton —  4M208 | 2MDV7 
Ys 1075 1 48YZ 460 2.0 Bal =" 5 6%" Dayton —  3LU99 | 2MDV7 
1075 2 48YZ 208-230 40-45 Ball % 5 6%e" Dayton —  3M769 | 2MDV9 
Cradle Base-Mount, Open Air-Over, Shaft Up 
y: 1075 1 48YZ 208-230 2.3-2.0 sleeve _—' 6 o'%6' Dayton — _3M990 | Included 
: 1075 1 48YZ_ 208-230. —-2.3-2.5 Sleeve % 6 61%6 Dayton — 3M226__ Included 
1625 1 48YZ 208-230 3.1 Sleeve %" 6 5%" — Dayton _— 3M265 | Included 
% 1075 1 48YZ 208-230 2.3 Ball  %" 6" 5%" Dayton — 3M217 | Included 
825 1 48YZ_~—-208-230.—s2.3-2.2 ~—-Ball «=o "Ci 61%6 Dayton —  3M224 | Included 
1075 T  48YZ 208-230 3.1 Sleeve % 5 5'%6 Dayton — 3M221__ Included 
% 1075 1 48YZ 208-230 3A Ball  % 6 5% Dayton — 3M994 | Included 
825 1 56YZ 230 3.21 Ball  % 6 77/6’ Dayton — 3M295 | Included 


‘=a 


Motor Rainshields 


Disc-shaped rainshields prevent water 
from damaging open motors that are 
mounted either shaft-up or shaft- 
down in outdoor condenser units. 
Heavy-duty nylon construction resists 
heat and ultraviolet rays. No. 4UEZ6 
has a deep dish for added protection. 
Nos. 4M219 and 4M220 have internal 
cooling vanes to reduce motor temper- 
ature, and a removable center plug. 






No. 4UEZ3 


"a 
1%"- and ¥."-Dia. 
Anti-Windmilling Brakes 


Use to stop windmilling of rooftop motors. 





Bore Item No. 4M220 
Item Dia. Dia. No. 
For Use With No. Yo" 1 V4" 4UEZ6 
Motors Having ¥2"-dia. Shafts 4UEZ3 Yo" 634" 4M219° 
Motors Having %"-dia. Shafts 4UEZ4 5" 634" 4M220 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 51 


INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 


ad 


MOTORS Scan. Order. Done. 
HVAC Motors Details on page A1. 


Find Dual-Run Capacitors on page 66. 
(century 


MultiFit® Multi-Mount and 
Multi-HP PSC Condenser Fan Motors 


Wii 








= NEMA frame: 42 (5" body dia.) = Mounting: stud/band/hole 
= Enclosure: totally enclosed air-over = Bearings: ball 

= Thermal protection: auto = Max. ambient temp.: 60°C 
= Service factor: 1.0 = Duty: continuous 


= Insulation: Class B 

Motors replace 4.33", 4.42", and 4.62" mounting bolt circle without having to change capacitors 
or follow complicated wiring diagrams. Energy-efficient PSC design with high-efficiency rating 
ensures performance in elevated temperatures. UL Recognized and CSA Certified. 


Nameplate FullLoad _— Shaft Shaft Length Mfr. Item Capacitor 
No. 3RCRG RPM Voltage Amps Dia. Length Less Shaft Model No. Req. 
% to V2 1075 208-230 0.90 Ya" 3" 4" 9722 3RCR6 2MDV4 
Vato YE 1625 208-230 1.6 Vo" 3" 4V" 9724 3RCR7 2MDV4 
1075 208-230 2.0 Yn" 3 Ay," 9723 3RCR5 2MDV6 


‘aa 
Multi-HP PSC 2-Speed 
Condenser Fan Motors 















KI ‘ ci =» NEMA frame: 48YZ = Insulation: Class B 
Wa _— 5/a"! j ina: 
oon i © tan cane (5%8" body dia.) = Mounting: stud 
| ie ‘ my = Enclosure: totally =» Rheem mounting holes 
c a me enclosed air-over (screws included) 
‘ ss, = Rotation: CW/CCW = Bearings: ball 
mh = Thermal protection: auto «= Max. ambient temp.: 70°C 
= Service factor: 1.0 = Duty: continuous 
Nameplate FullLoad Shaft Shaft Length Item Capacitor Selection Multiple-hor wer desian eliminates the need to select 
RPM Voltage Amps Dia. Length Less Shaft No. Yeto 4 HP | Y%to 4% HP “ a raion on g Mg d a Ee : bi ee in 
Bto% 825 208-230 19-10 4 5" BVA 5RHU4 2viDve._|--2Mpve.. “pect Of Ciange Capacnor size CUNIG iisialalion. 1Orany 
1075 115 5.8-2.2 Ai 5 51/6" 5RHU2 2MDV7 2MDV7 enclosed construction allows all-angle mounting. Energy- 
a 1075 208-230 2.9-1.25 Va" o seas ORHU3 2MDV7 2MDV7 efficient PSC design with high-efficiency rating ensures 
ee 10 ss a eS seals one Included | Included performance in elevated temperatures. Feature quick- 
825 208-230 _3.2-1.4 Vp 6 6 Ve 5RHU5 2MDV7 2MDV7 ; _ 
825 400 1508 % 6 66" 5RHU7 included | Included Change reversing plug. UL Recognized and CSA Certified. 


Ccentury- 


4-in-1® Multi-HP PSC 
Single-Speed Condenser Fan Motors 
= NEMA frame: 48 (5%" body dia.) = Mounting: stud/band/hole 


= Enclosure: totally =» Rheem mounting holes 
enclosed air-over (screws included) 
= Thermal protection: auto = Duty: continuous 


= Service factor: 1.0 


Multiple-horsepower design eliminates the need to select speed or change 
capacitor size during installation. Totally enclosed construction allows all-angle 
mounting. Energy-efficient PSC design with high-efficiency rating ensures 
performance in elevated temperatures. Feature quick-change rotation reversal 
plugs and drain plugs. UL Recognized and CSA Certified. 


No. 3RCP7 


Nameplate Full Load Ins. Shaft Shaft Length Max. Ambient Mfr. Item Capacitor 
HP RPM Voltage Amps Class Bearings Dia. Length Less Shaft Temp. Model No. Req. 
% to Vis 1075 208-230 0.70-0.80 F Ball Y 6Y" 34" 70°C ORM5454BF SDVX6 2MDV4 
825 208-230 0.90-1.0 F Ball Ya 6" AV" 70°C ORM5484BF  5SDVX4 2MDV4 
825 208-230 2.1 B Sleeve Ya" 61" 47/ 60°C ORM5488 3RCP8 2MDV6 
ive 825 208-230 2.1 f Sleeve es 6" 53" 70°C ORM5488F 3RCR3 2MDV6 
825 208-230 2.1 F Ball yy" 6" 59" 70°C ORM5488BF 3RCR4 2MDV6 
825 460 1.0 F Ball Y 6" 34" 70°C ORM4688BF  5SDVX5 2MDV6 
1075 208-230 2.0 B Sleeve Y 6%" AV 60°C ORM5458 2CDT8 2MDV6 
1075 208-230 2.0 B Ball Y" 61" 4," 60°C ORM5458B 3RCP7 2MDV6 
Ys to Ye 1075 208-230 2.1 F Sleeve Ya" 6" 45%" 70°C ORM5458F 3RCR1 2MDV6 
1075 208-230 2.1 F Ball Ya" 6" 45%" 70°C ORM5458BF 3RCR2 2MDV6 
1075 460 1:2 F Ball Y 6Y" 47/ 70°C ORM4658BF _5DVX7 2MDV6 
825 208-230 2.1 B Ball Y" 61" 47f 60°C ORM5488B 3RCP9 2MDV6 
1075 208-230 3.6 F Ball Ya aes 53" 70°C ORM5459BF —-16A115 2MDV7 
v% to % 1075 460 1:5 F Ball ve ue 53" 70°C ORM4659BF _16A116 2MDV7 
825 208-230 25 F Ball ie ue 6%" 70°C ORM5489BF _16A114 2MDV7 
52 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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MOTORS 
HVAC Motors 


Find Dual-Run Capacitors on page 66. 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


HeatMaster® PSC High-Ambient 
Condenser Fan Motors 


= No. of speeds: 1 = Insulation: Class F 

= Frame: 48Y (5%" body dia.) = Rheem mounting holes 

= Enclosure: totally (screws included) 
enclosed air-over = Bearings: ball 

= Thermal protection: auto = Max. ambient temp.: 70°C 

= Service factor: 1.0 = Duty: continuous 








Ccentury- 


PSC motors are insulated and designed for 
trouble-free operation at full rated load at high 
temperature. Rotor cores have corrosion-resistant 
coating to ensure long motor life. Easy-to-remove 
drain plugs in each end shield and have 36" 
color-coded, high-temp. leads. For outdoor air 
conditioning and refrigeration condensing units 
and heat pumps. UL Recognized and CSA Certified. 







No. 4MBi9 


Nameplate Full Load Body Shaft Shaft Length Mfr. Item Capacitor 
HP RPM Rotation Voltage Amps Dia. Dia. Length Less Shaft Model No. Req. 
ve 825 CW/CCW 208-230 0.90-1.0 5%" yy" 5%e" 416" FE1008SF 4MB75 2MDV4 
7; 1075 CW/CCW 208-230 1.3-1.4 5" Yn" 6" 413/46" FE1016SF 1UME7 2MDV4 
825 CW/CCW 208-230 1.0-1.1 5%" Ya" 6" 415/16" FE1018SF 1UME8 2MDV4 
1075 CW/CCW 208-230 1.8-2.0 5%" Y" 6" 45" FE1026SF 4MB59 2MDV4 
Ya 1075 CW/CCW 460 1.0 5%" Yn" 6" 43/a" FEH1026SF 4ME14 2MDV6 
825 CW/CCW 208-230 13-155 0%" we 6" o/s FE1028SF 1UME9 2MDV4 
1075 CW/CCW 208-230 2.5°2.6 5%" Yn" 6" 47 FE1036SF 4MB61 2MDV6 
V3 1075 CW/CCW 460 3 5%" ie 6" 54" FEH1036SF 4ME16 2MDV6 
825 CW/CCW 208-230 19-2. 5%" Y" 5/6" 5%6" FE1038SF 4MB19 2MDV6 
1075 CW/CCW 208-230 3.6-4.0 a9" Yn" 6" 5%" FE1056SF 4MB63 2MDV7 
Yo 1075 CW/CCW 460 1 5%" Ya" 6" 6/6 FEH1056SF 1UMG2 2MDV7 
825 CW/CCW 208-230 22-25 5%" Yn" 6" 6/6 FE1058SF 1UMG1 2MDV7 
¥, 1075 CW/CCW 208-230 4.6-5.1 5%" Ve 6" De FE1076SF 4MB65 2MDV9 
1075 CW/CCW 460 oe a" Y" 6" 6%" FEH1076SF 4ME18 2MDV7 


HeatMaster® PSC Ultra Condenser Fan Motors 


= No. of speeds: 1 = Insulation: Class F Insulated PSC motors are designed for trouble-free operation and 

= Frame: 48 (5'6" =» Rheem mounting holes — feature a double flat shaft. Also feature ultra-high temperature 
body dia.) (screws included) synthetic bearing grease in double-sealed ball bearings to help 

= Enclosure: totally = Bearings: ball the bearings stand up to the most severe conditions. Rotor cores 
enclosed air-over = Max. ambient have corrosion-resistant coating to ensure long motor life. Include 

= Thermal protection: temp.: 80°C water-resistant reversing plug and 48" high-temp. leads. Speed 
auto = Duty: continuous Engineered® for speed control duty. For use with outdoor air 

= Service factor: 1.0 conditioning and refrigeration condensing units and heat pumps. 


Ccentury- 


No. 32NA62 


Nameplate Full Load Body Shaft Shaft Length Mfr. Item Capacitor 

RPM Rotation Voltage Amps Dia. Dia. Length Less Shaft Model No. Req. 
1075 CW/CCW =. 208-230 1.9 51Me' Y" 62" 43%" FE1026SU 32NA65 2MDV4 
Ya 1075 CW/CCW 460 0.90 A Yn" 62" 43/4" FEH1026SU 32NA69 2MDV6 
825 CW/CCW —. 208-230 1.2 5'"e Yo" 6" 45%" FE1028SU 32NA62 2MDV4 
1075 CW/CCW =. 208-230 25 51"e' Vp" 62" 4if" FE1036SU 32NA66 2MDV6 
V3 1075 CW/CCW 460 1.2 5'"e' VY" 62" 54" FEH1036SU 32NA70 2MDV6 
825 CW/CCW =. 208-230 1.6 51"e' Y" 62" 5Ye" FE1038SU 32NA63 2MDV6 
¥3 to Ye 825 CW/CCW =. 208-230 1.8 51"e' Y," 62" 47" ORM5488BU = 32NA72 2MDV6 
¥% to % 1075 CW/CCW — 208-230 1.9 516" yy" 61" AV" ORM5458BU  — 32NA73 2MDV6 
1075 CW/CCW =. 208-230 3.8 51"e' VY" 6Y2" 5%" FE1056SU 32NA67 2MDV7 
Yo 1075 CW/CCW 460 75 5'Me' VY" 62" 5%" FEH1056SU 32NA71 2MDV7 
825 CW/CCW —_. 208-230 23 516 yy" 62" 5%" FE1058SU 32NA64 2MDV7 
V4 1075 CW/CCW =. 208-230 5.1 516 Y," 62" 5%" FE1076SU 32NA68 2MDV9 


PSC Stud- and Cradle-Mount Condenser Fan Motors 


= NEMA frame: 56Y (612" body Multipurpose mounting in 
dia.), 48Y (5%" body dia.) cradle, band, or by thru-bolt 

= Rotation: CW/CCW extensions. For 5-ton and 

= Thermal protection: auto larger commercial outdoor 

= Service factor: 1.0 condensers. Also used for 

= Insulation: Class B commercial and industrial 

= Mounting position: vertical shaft up, except coolers, and other shaft- 
Nos. 4MA46 and 4MA48 are all-angle position mounted fan and blower 

= Bearings: ball equipment. UL Recognized 


= Shaft: 2" dia. have double flat; 5" and CSA Certified. 
dia. have flat and keyway 
Max. 
Nameplate Full Load Ring to Resilient Stud Shaft Shaft Ambient Mfr. Item Capacitor 
RPM Frame _ Voltage Amps Mounting Ring Center Ring Dia. Pattern Dia. Length Temp. Model No. Req. 
Open Air-Over 
1075 S6Y  200-230/460 2.6-2.5/1.2 Stud 9'%/e' ra AV x AV," ¥" 6" 60°C C513V1 4MA37 2MDV7 
Ye 850 d6Y _115/208-230 6.6/4.0-3.3 Stud 10'%e" 22" AVe x 4" 9" 6" 60°C C784 4MA39 2MDV9 
850 S6Y 200-230/460 3.5-3.4/1.7 Stud 10%e' 2" AV x 4¥," 9" 6" 60°C C512V1 4MA25 2MDV9 
1075 S6Y  200-230/460 4.4-4.0/2.0 Ring/Stud 9'e' 2" AV x 4V," 7" 6" 60°C W56P110RO040001A2A 4MA41 2MDV9 
Ys 1075 A8Y 208-230/460 5.0-5.0/2.5 Cradle Base 8%e 24 3% x 3%" Y" a 60°C FB1076V1 4MA35 Included 
825 S6Y  200-230/460 5.3-5.2/2.6 Stud 10'%e" 2s" AV x AV," ¥" 6" 60°C C660V1 4MA43 2MDV9 
1 1075 DS6Y  200-230/460 4.8-4.8/2.4 Stud 10%6' 2p" AVE x AY," 7s" 6" 60°C C770V1 4MA27 2MDW3 
Totally Enclosed Air-Over 
vs 075 A8Y  208-230/460 2.4-2.4/1.2 Cradle Base 8%e6 24 3% x 3%" Za 5. 40°C FB1056TE 4MA29 Included 
1075 A8Y 208-230/460 2.4-2.4/1.2 Stud 6%e' oe 3% x 35%" Y" oe 60°C FEH1056D 4MA46 2MDV7 
4 1075 A8Y 208-230/460 3.4-3.4/1.7 Stud 616" 2a 3% xX 3%" Y" 5 vA" 60°C FEH1076D 4MA48 2MDV7 
{ 1075 S6Y  208-230/460 4.2-4.2/2.3 Cradle Base i oe AVE x AV," ¥" 6" 40°C FB1106TE 4MA31 Included 
1075 D6Y 208-230/460 4.2-4.2/2.3 Stud 10'%e" 22" AV x 4," ¥" 6" 40°C C785 4MA50 2MDZ3 
1% 1075 DS6Y  208-230/460 6.6-6.6/3.3 Stud 10'%e" 2" AV x AV," ¥" 6" 40°C C786 4MA52 2MDW3 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 53 


INFORMATION 


UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 


MOTORS Scan. Order. Done. re 
HVAC Motors Details on page Al. 





Find A/C Condenser Fan Replacement Propellers on page 2950. 
Ccentu ry° 


HeatMaster® Permanent Split Capacitor 
OEM Fan Canopy Condenser Fan Motors 








= Speeds: 1 = Max. ambient temp.: 70°C 
= Frame: 48Y (5%" body dia.) = Duty: continuous 
= Enclosure: open air-over Motors provide a high-ambient alternative to 
= Rotation: CW/CCW OEM motors in many commercial condenser 
= Thermal protection: auto fan applications. The energy-efficient design 
= Service factor: 1.0 comes with an ultrahigh torque to ensure 
= Insulation: Class F performance in elevated temperatures. 
= Mounting: band High-efficiency rating helps to increase 
= Mounting position: motor life. Reversible design and supports 
vertical shaft up application flexibility. UL Recognized and 
No. 3RCT5 = Bearings: ball CSA Certified. 
Length | 
Nameplate FullLoad Shaft Shaft Less Mfr. Item Capacitor 
RPM Voltage Amps ___Dia. Length Shaft_ Model _ No. _|_—Req._ 


% 1075 200-230/460_ 4.0/2.0 %" v/s’ 8%" _FCIOBGAF 3RCT1 | 2MDY7_ 
1075  200-230/460 4.6/2.3. %" A%e’ 1048 FCIO86F 3RCT2 | 2MDW2 
1075  200-230/460 4.6/2.3 %"  4%e' 10148" FCIOB6AF 3RCT3 | 2MDW2 


11075 —_200-230/460 6.4/3.2 %" 41%’ 10'%e" FC1106F 3RCT4 | 2MDW3— 


1% 1075 _200-230/460 7.0/3.5 "Ate" 11%6' FCIIS6F_3RCT5 | 2MDW3_ 


3-Phase OEM Fan Canopy (century- 


Condenser Fan Motors 
=» NEMA frame: 48Y (55" body dia.) Provide a high-ambient alterna- 
























































= Enclosure: open air-over tive to OEM motors in commercial 
= Thermal protection: auto condenser fan applications. Energy- 
= Service factor: 1.0 efficient design with ultrahigh torque 
5) = Insulation: Class F ensures performance in elevated 
= Mounting: band temperatures. High-efficiency rating 
=» Mounting position: vertical shaft up increases motor life. The reversible 
= Bearings: ball design supports application flexibility. 
No. 2XJK4 = Max. ambient temp.: 70°C UL Recognized and CSA Certified. 
= Duty: continuous 
Nameplate FullLoad Shaft Shaft Length Mfr. Item 
HP RPM _—Voltage_ == Amps__ Dia. _ Length _LessShaft_ Model _—No. 
% 1140 ~~ 200-230/460  3.0-3.015 % 3%" 7'%6'  FC3056F 2XJK4 


1140 200-230/460_4.0-4.0/1.5 4" AVie" 10" FC3076F __2XJKS 
11140 200-230/460_ 5.6/2.8 6 10" __FC3106F__3RCT6 
1% 1120___—-200-230/460_ 5.8/2.9 8" Ae! 10" FCS156F__ 3RCT7 _ 





‘ae 
3-Phase 
Condenser Fan Motors 
With INPRO® Rings 


= NEMA frame: 56YZ (614" body dia.) 
= Enclosure: open air-over 
= Rotation: CW/CCW 





No. 20RK77 








































































































‘ Nameplate Full Load Shaft Shaft Length Max. Ambient Item 
= Thermal protection: thermostat, HP —_—«RPM _ Voltage _Amps_ ‘Dia. Length Less Shaft ‘Temp. No. 
eo a ean 140 208-230/460 43-430. 455" 9" 70% 20RKAD 
1 . _ ea CVOMCOUITUN STOTT OE. A _ _ 78 _ he 78 D74 2h dabei 
= Service factor: 1.0 1 850 208-230/460 5.0-5.0/2.5 «OH «10S 70°C 20RK79___ 
= Insulation: Class F ee 825 208-230/460 52-5226 *% 3" 10%" 60°C 20RK78 
= Inverter rated 1% 1140 208-230/460 9.3-5.3/2.6 KOs 10%" 70°C 20RK82_— 
ne — 2 1140 208-230/460 —7.8-7.8/3.9 KS 10%" 70°C 20RK83_— 
7 Mounting position: vertical shaft up RigidBaseMount = = = | — a =e 
= Bearings: ball % 575 230/460 _ “3.1/1.6: yi 8M" 1054" 60°C -20RK77 
aati 1140 208-230/460 4.3-4.3/2.1 Ye" 5% HE 70°C _20RK85 
Includes premounted INPRO grounding rings. Conduit entry | 1 “350 -208-230/460 50-5 0/95 i 56 10%" 70°C 20RK84 
located at shaft end. Keyed and flat shaft. UL Recognized 1% 1140 ———-208-230/460 ~——5.3-5.3/2.6 Yb 10%" 70°C -20RK87_ 
and CSA Certified. _ 2 1140 208-230/460_ 7.8-7.8/3.9 % 8 10%" 10°C _20RK88 
54 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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* 
3-Phase High-Ambient 
Condenser Fan Motors 


= NEMA frame: 56YZ (5%" body dia.) = Insulation: Class F Rugged design and features 
= Enclosure: open air-over = Mounting position: inverter-duty windings. 

= Rotation: CW/CCW vertical shaft up Suitable for use in commer- 
= Thermal protection: thermostat, = Bearings: ball cial air conditioners. Keyed 








except No. 24PR76 is auto = Duty: continuous and flat shaft. UL Recognized No. 24PR70 
= Service factor: 1.0 and CSA Certified. 
Max. 
Nameplate Full Load Shaft Shaft Length Ambient Item 
RPM Voltage Amps Dia. Length Less Shaft Temp. No. 
Band Mount fee 
1140 208-230/460 —_4.3-4.3/2.1 %e" O78 99" 70°C _—24PR72 
1 __850 208-230/460 _5.0-5.0/2.5 % O78" 10%" 70°C 24PR71 
825 208-230/460 _9.2-5.2/2.6 %e" 3 10%" 60°C _—-24PR70 
1% 1140 208-230/460 _5.3-5.3/2.6 %e" 7" 10%" 70°C 24PR74 
2 1140 ~—-208-230/460 ~—s 7.8-7.8/3.9 ye" 55%" 1034" 70°C —-24PR75 
Rigid Base Mount 
yw 575 80/460. CHSC 10%" «BOCA ene 
1 1140 208-230/460 —4.3-4.3/2.1 He" 55," 934" 70°C —-24PR78 
> 850_ 208-230/460 _5.0-5.0/2.5 a O78" 1094" 70°C 24PR77 
1% 1140 208-230/460 _5.3-5.3/2.6 % O78" 10%" 70°C __—-24PR80 
2 1140 208-230/460 _—7.8-7.8/3.9 ye 55," 10%" 70°C _—-24PR81 


JuggerNaut® 3-Phase High- 


Ambient Condenser Fan Motors 


=» NEMA frame: 56HZ = Bearings: ball 

(61%2" body dia.) = Max. ambient temp.: 70°C 
= Enclosure: open air-over = Duty: continuous 
= Thermal protection: auto = Stud pattern: 414" x 41%" 


= Service factor: 1.0 Replace OEM motors in commercial condenser fan appli- 

= Insulation: Class F cations. Energy-efficient design ensures performance in 

= Inverter rated elevated temperatures. 56H rigid base is easy to remove 

= Mounting: base/stud/band for mounting flexbility (except Nos. 426J46 and 490T58 

= Mounting position: horizontal go not have a removable base). Feature an innovative 

or vertical shaft up VCM™ (voltage change module) to ease installation and a 

large water slinger to help protect bearings. 60/50 Hz. UL 
Recognized and CSA Certified. 


Ccentury- 





Nameplate Full Load Shaft Shaft Length Mfr. Item 


RPM —_— Voltage = Amps — Mounting Dia. LengthLessShaft Model —/No. eo; oee 
1140 208-230/460 _3.8-4.0/2.0 Rigid Base % 6° 10%" -H1050AV1 —429J40 
1 — 850/715  208-230/460 5.1-5.4/2.7 RigidBase % 6" —-12%%/e’_~—=«H1053RBV1 490758 
850 208-230/460 5.1-5.4/2.7 Rigid Base %%' 6" 127%" H1053AV1 429344 
+ 850 208-230/460 _5.7-5.9/3.3 Rigid Base %" 6 12%" HI054RBVi__ 42946 
850 208-230/460 _5.7-5.9/3.3 RigidBase % 6° 1274" ~—s«xHIO54AV1 429/45 
2 1140 208-230/460 7.0-7.0/3.5 Rigid Base %' 6" 12%6' H1052AV1 429J42 


(century- 


3-Phase Condenser Fan Motors 
= NEMA frame: 56Y = Bearings: ball 

(61%2" body dia.) = Max. ambient temp.: 60°C 
= Thermal protection: auto = Duty: continuous 
= Service factor: 1.0 Energy-efficient motors have 
= Insulation: Class B cooler running temperature to 






= Mounting position: vertical — ensure longer life performance. No. 429438 
shaft up, except Nos. 4MB89 For 5-ton and larger commer- 
and 4ME20 are all-angle cial outdoor condensers. UL 
Recognized and CSA Certified. 
Nameplate Full Load Shaft Shaft Length Mfr. Item 
RPM Voltage Amps Mounting Dia. Length Less Shaft Model No. 
Open se 
1 1140 — 200-230/460 4.3-4.6/2.3 Stud YB 10%" H667V1 429J38 
Open Air-Over 
Ye 1140 200-230/460  2.8-2.6/1.3 Stud YO 10% 6 Ho64 AMB87 
z) 1140 -200-230/460 2.8-3.0/1.5 Stud. % «6 10%" H567 4MB85 No. 4ME20 
1 850 200-230/460 4.4-4.0/2.0 Band UC 934" H686_ 4ME24 
yy —1140__200-230/460 5.1-5.0/2.5 Stud "si 11" ___H767V1i____— 42939 
“ 1140 _-200-230/460 5.1-5.0/2.5 RigidBase %' 611% 6 SBTITORR40003A2 4ME22 
2 1140 ——-208-230/460 6.8-6.2/3.1 Band Y O*B 12%6" H699 4MB89 
Totally Enclosed Air-Over 
1 1140 —- 200-230/460 3.8-3.6/1.8 RigidBase % 3%" 934" H685V1 4ME20 


IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 
INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 
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MOTORS Scan. Order. Done. 
HVAC Motors Details on page Al. 





Ring- and Cradle-Mount G 
Evaporative Cooler Motors (century: 


= Thermal protection: auto Designed for evaporative coolers, pumps, and other devices in high- 
= Service factor: 1.0, except No. 5DVX1 moisture environments. Moisture-resistant features include: plated 

is 1.25 and No. 4UE50 is 1.15 hardware and switch parts and double-dip varnish. UL Recognized and 
= Insulation: Class B CSA Certified. 


= Bearings: ball 
= Max. ambient temp.: 40°C 
= Ring dia.: 212" 





Ring to Length 
Nameplate Full Load Ring Shaft Shaft Less Mfr. Item 
RPM Frame Rotation Voltage Amps Mounting Center Dia. Length Shaft Model No. 
1 Speed, Split-Phase, Open Dripproof 
; 1725 56Z CCWLE 115 6.5 Ring 7%”cin Yin 1¥%in 7 %ein VB2034V1 2HTK3 
1725 56Z CW/CCW 115 6.5 Cradle Base 7 “sin Yin 1 %in 7 ein VB2034BV1 2HTK4 
vs 1725 56Z CCWLE 115 7.8 Ring 7%”cin Yin 1¥%in 7 '%ein VB2054V1 2HTK7 
1725 56Z CW/CCW 115 18 Cradle Base 7 “Asin Yin 1 %in 7 %ein VB2054BV1 2HTK8 
¥, 1725 56Z CCWLE 115 10.6 Ring 7%”cin Yin 1¥%in 7 %ein VB2074V1 2HTL2 
1725 56 CW/CCW 115 10.6 Cradle Base 7 “Asin Yin 1 “in 7 %ein VB2074BV1 2HTL3 
1 Speed, Capacitor-Start, Open 
1 1725 56 CW/CCW 115/208-230 14.4/6.6-7.2 CradleBase 7 %in %in 1%in 9%in V1104BL 5DVX1 
1 Speed, Capacitor-Start, Open Dripproof 
1% 125 56Z CW/CCW _ 115/230 15.0/7.5 Cradle Base 11 %in “in 2%in 7 Yin V1154BV1 4UE51 
No. 5DVX1 1 Speed, Capacitor-Start/Run, Open Dripproof 
. 2 1725 56Z CW/CCW 115/230 17.0/8.5 Cradle Base 11 Ysin “in 2%in 11 %in 56B17DRS40004A2A 4UE50 
2 Speed, Split-Phase, Open Dripproof 
Ya; Yio 1725/1140 56Z CCWLE 115 6.9/4.0 Ring 7”csin Yin 1¥%in 7 '%ein SVB2034V1 2HTK5 
Ys Ye 1725/1140 56Z CW/CCW 115 6.9/3.4 CradleBase 7“6in Yin 1 %in 7 ein SVB2034BV1 2HTK6 
pe 1725/1140 56Z CCWLE 115 8.5/4.1 Ring 7%”csin Yin 1¥%in 7 %ein SVB2054V1 2HTK9 
* “1725/1140 56Z  CCWLE 230 4.4/2.0 Ring 7%”6in Yin 1¥%in 7 %ein SVB2054HV1 2HTL1 
ye Vj 1725/1140 56Z CCWLE 115 10.5/5.0 Ring 7%”6in Yin 1¥%in 7 '%ein SVB2074V1 2HTL4 
»“* 1725/1140 56Z  CCWLE 230 5.6/2.8 Ring 7”cin Yin 1¥%in 7 %ein SVB2074HV1 2HTL5 
Ya; Ye 1725/1140 56 CW/CCW 115 9.8/6.4 CradleBase 7 “sin %in 1%in 7 ein SVB2074BV2 2HTL6 


Evaporative Cooler Motors Weg 


= Enclosure: open dripproof Epoxy paint over a layer of zinc phosphate helps prevent corro- 
= Rotation: CWSE sion. For use in evaporative coolers, exhaust fans, blowers, and 
= Thermal protection: auto air conditioning equipment. UL and C-UL Recognized. 

= Service factor: 1.0 

= Insulation: Class B 

= Bearings: ball 

= Max. ambient temp.: 40°C 

= Ring dia. 212" 








Nameplate FullLoad Ringto Shaft Shaft Length Mfr. Item 
HP RPM Frame Voltage Amps RingCenter Dia. Length Less Shaft Model No. 
1 Speed, Split-Phase 
% 1725 56Z 115 6.6 7/6 Yo" 1'Ne" TR .33180S1AEC56 6AYP7 
Ys 1725 56Z 115 8.2 1/6 Yo" 1'Ve' 1% .50180S1AEC56 6AYP8 
1725 56Z 230 4.8 1/6 Yo" 1'Ve TR .00180S1DEC56 GAYPS5 
1 Speed, Capacitor-Start 
¥, 1725 56Z 115 10.4 7/6 Yo" 1"Ve' 7% .75180S1AEC56 6AYP9 
1725 D56 230 oD 7/6 % 1'Ne" TR .75180S1DEC56 GAYP6 
2 Speed, Split-Phase 
Ya, Yo 1725/1140 562 115 6.6/3.7 7/6 Yo" 1'Ve' TR .33820S1AEC56 6AYN8 
No. GAYNS Vy Vs 1725/1140 562 115 8.2/4.6 7/6 Yo" 1'Ve' TR .50820S1AEC56 6AYN9 
1725/1140 562 230 = 4.8/2.1 7/6" Yo" 1'Ve TR .50820S1DEC56 G6AYP2 
2 Speed, Capacitor-Start 
Vs, Vj 1725/1140 562 115 10.4/5.5 1/6 Yo" 11Ve' TR ./5820S1AEC56 6AYPO 
1725/1140 56Z 200. 9.5/2.6 7/6 Yo" 1'Ne" TR .75820S1DEC56 GAYP3 
1,% 1725/1140 56Z 230 —6..4/3.0 8/6 %' 1% 6" B25" 001820S1DEC56 6AYP4 
2 Speed, Capacitor-Start/Run 
1,% 1725/1140  56Z 115 121/76.1 87/6 %" 1'%6" B25" 001820S1AEC56 6AYP1 


PSC Cradle/Stud-Mount Direct-Drive Motors (century: 


= Enclosure: totally enclosed air-over | Energy-efficient motors are supplied with mounted capaci- 


= Thermal protection: auto tor. Terminal board on all motors. For use in exhaust fans, 
= Service factor: 1.0 air circulators, and other equipment operating in dusty, dirty, 
= Insulation: Class B noncombustible environments. UL Recognized and CSA Certified. 


= Bearings: ball 
= Max. ambient temp.: 40°C 
= Duty: continuous 


Nameplate FullLoad Ringto Body Shaft Shaft Length Stud Mfr. Item 
RPM Frame Rotation Voltage Amps’ RingCenter Dia. Dia. Length Less Shaft Pattern Model No. 


V4 1100 48Z CW/CCW 115/230 4.0/2.0 6" ee 7" 3% x 3%" CO45A  2FGR2 
vz 1100 48Z CW/CCW 115/230 4.5/2.3 674" 5%" 8 es 3% x 3%" CO46A  2FGP8 
Z 1100 48Z CW/CCW 115/230 6.5/3.2 TR 5% "8 84" 3% x 3%" CO47A 2FGP9 
Ys 1075 56 CCWLE 115/230 = =7.3/3.7 87 6%" 976 4%x4%" C060 4UB77 





No. 2FGR2 2 Speed 
V4 1100 48Z CW/CCW 115 3.4 7%6' 59" yp" 22" 7% 3% x 3% CO59A 4VYZ4 
56 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ELL! 





GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


MOTORS 


HVAC Motors 





Direct-Drive 
and Belt-Drive 
Ventilator Motors 


= Thermal protection: auto, except for 
Nos. 4YU38, 4YU39, 4YU40, and 6XWJO 
= Max. ambient temp.: 40°C, 
except No. 4YU31 is 65°C 








No. 6XWJO 




















= Duty: continuous No. 4HZ61 
= Permanent split capacitor motors include capacitor 
Designed specifically as replacement motors for 
® ' = 
Dayton® ventilators. UL Recognized and CSA Certified. een 
Nameplate Full Load Shaft Shaft Item 
HP RPM Frame Enclosure Rotation Voltage Amps Mounting Bearings Dia. Length No. 
Direct-Drive, Shaded Pole 
V0 1550/1300/1050 38 Open Air-Over CCWSE 115 13 Stud Sleeve 6" a 4YU32 
Vs 1550/1300/1050 oa Open Air-Over CCWSE 115 1.6 Stud Sleeve Ae 3 4YU33 
1550 3.0 Open Air-Over CCWSE 115 1.4 Stud Ball 6° 3 4HZ66 
Yoo 1550/1300/1050 4.4 Open Air-Over CCWSE 115 2.0 Stud Sleeve VY," 2y4" 1AGF8 
Direct-Drive, Permanent Split Capacitor 
Vio 85 A8Y Open Air-Over CCWSE 115 1.6 Stud Ball Y;" a 4HZ62 
850 A8Y Open Air-Over CCWSE 115 1.6 Stud Ball %e" 3 4HZ64 
1750 A8YZ Totally Enclosed Air-Over CWLE 115 17 Stud Ball Vy" AY," 4YY56 
vs 1550/1300/1050 A8Y Totally Enclosed Air-Over CCWSE 115 1.7 Stud Sleeve Yn" 334" 1AGF9 
1550/1300/1050 42Y Open Air-Over CCWSE 115 2.6 Stud Ball Y;" 294" 4YU34 
860 A8Y Open Air-Over CW/CCW 115 2.0 Stud Sleeve Y;" 2%" 4YU19 
1650 A8YZ Open Air-Over CCWSE 115 2.3 Stud Ball Y," 3 4HZ60 
Ve 1140 A8Y Open Air-Over CW/CCW 115 22 Stud Ball Yn" 2%" 4YU23 
1140 A8Y Open Air-Over CW/CCW 115 2,2 Stud Ball Yn 4" 5BE62 
850 A8Y Open Air-Over CCWSE 115 2.4 Stud Ball %e" o 4HZ68 
1725 A8Y Open Air-Over CW/CCW 115 3.6 Rigid Base Ball VY" 3Y%" 4YU27 
1725 A8Y Open Air-Over CW/CCW 115 4.2 Stud Ball VY," 3Y%4" 5BE52 
V4 1140 A8Y Open Air-Over CW/CCW 115 3.2 Stud Ball VY" 2%" 4YY54 
860 56Z Open Dripproof CW/CCW 115 48 Cradle Base Ball 7" 2%." 4YU20 
850 A8Y Open Air-Over CCWSE 115 3.2 Stud Ball 9" 3 4HZ65 
1650 A8Y Open Air-Over CW/CCW 115 4.0 Stud Ball VY," a 4HZ67 
1140 56Z Open Air-Over CW/CCW 115 47 Stud Ball %" 294" 5BE64 
1100 A8Y Open Air-Over CCWSE 115 4A Stud Ball %e" Z 4HZ69 
% 1100 56Z Open Dripproof CW/CCW 115 47 Cradle Base Ball Se" 234" 4YU24 
1100 56Z Open Dripproof CW/CCW 115 47 Face Ball Se" AY," 6TWL4 
860 56HZ Open Air-Over CW/CCW 115 9.5 Cradle Base Ball Ye" 344" 4YU21 
850 A8Y Open Air-Over CCWSE 115 4] Stud Ball %e" a 4HZ70 
1725 48Z Open Air-Over CW/CCW 115/230 6.0/3.0 Rigid Base Ball a 3 4YU28 
1725 48Z Open Dripproof CW/CCW 115/230 6.0/3.0 Stud Ball Vy" 3 5BE54 
Ys 1650 A8Y Open Air-Over CCWSE 115/230 8.0-4.0 Stud Ball Se" 3 4HZ63 
1140 56Z Open Air-Over CW/CCW 115/230 5.4/2.7 Stud Ball Se" 294" 5BE66 
1100 A8Y Open Air-Over CCWSE 115/230 5.2-2.4 Stud Ball %e" or 4HZ61 
860 48Z Open Air-Over CW/CCW 115/230 6.0/3.0 Rigid Base Ball Y;" ay 4YU22 
1725 48Z Open Air-Over CW/CCW 115/230 7.0/3.5 Rigid Base Ball yy" 3 4YU29 
¥, 1725 48Z Open Air-Over CW/CCW 115/230 7.0/3.5 Stud Ball A 2%" 5BE56 
1140 48Z Open Air-Over CW/CCW 115/230 8.0/4.0 Rigid Base Ball yy," 3 4YY55 
1100 A8Y Open Air-Over CCWSE 115/230 10.0-5.0 Stud Ball %" 3 V4" 4HZ71 
{ 1140 48Z Open Air-Over CW/CCW 115/230 11.4/5.7 Rigid Base Ball Y;" a 4YU26 
1140 48Z Open Air-Over CW/CCW 115/230 11.4/5.7 Stud Ball Se" 3 5BE68 
Direct-Drive, Capacitor-Start 
Ya 1725 56 Open Dripproof CW/CCW 115/208-230 10.6 Cradle Base Ball % 17%' 4YU35 
1 1725 56Z Open Dripproof CW/CCW 115/208-230 12.8/6.4-6.4 Stud Ball %e 23%" 5BE58 
1% 1725 56Z Open Dripproof CW/CCW 115/208-230 13.2/7.2-6.6 Stud Ball Se" 2Y4" 5BE60 
Direct-Drive, 3-Phase 
1 1725 56 Open Dripproof CW/CCW 208-230/460 3.4-3.4/1.7 Rigid Base Ball Se" 17%' 4YU38 
1% 1725 56H Open Dripproof CW/CCW 208-230/460 4.8-4.8/2.4 Rigid Base Ball Se" 17%' 4YU39 
2 1725 56H Open Dripproof CW/CCW 208-230/460 6.2-6.2/3.1 Rigid Base Ball % 17%' 4YU40 
é 1725 182T Open Dripproof CW/CCW 208-230/460 8.5-8.0/4.0 Rigid Base Ball 1%" 2y4" 6XWJO 
Belt Drive, Capacitor-Start 
V4 1725 A8YZ Open Dripproof CW/CCW 115/208-230 6.2/2.8-3.1 Cradle Base Ball Yn" 17%' 1AGG1 
Zi 1725 48Z Open Dripproof CW/CCW 115/208-230 5.8/3.1-2.9 Cradle Base Ball VY" 17%' 1AGG2 
% 1725 56 Open Dripproof CW/CCW 115/208-230 7.2/3.6-3.6 Cradle Base Ball %e 1%' 1AGG3 
1 1725 56 Open Dripproof CW/CCW 115/208-230 12.8/6.4-6.4 Cradle Base Ball %e" 17%' 4YU30 
1% 1725 56H Open Dripproof CW/CCW 115/208-230 13.2/7.2-6.6 Rigid Base Ball Se" 17% 4YU31 


Motor to Ventilator Cross Reference 


Motor Ventilator (Used In) Motor Ventilator (Used In) Motor Ventilator (Used In) 


Belt Drive 


1AGG1 1MBE6 2RB59 2RB60 2RB61 3HFL6 20FT09 


1AGG2 1MBE7 2RB62 


1AGG3 1MBE8 2RB63 2RB64 3ATT8 3HFL/ 


Direct Drive 


1AGF9 2RB86 
4YU19 4HZ44 


4YU30 1MBEO 2TE33 SATT9 3ATU7 3GY70 SPVO7 7A626,4YU20 4HZ52 


dTCK8 


1TAGF8 16D531 16D532 2RB53 SDVPO SDVP1 5DVP2 SDVP3 SDVR/ 


4HZ46_ 4HZ48 4HZ50 AYC6B 4YC7O AYCT2 exw 


4HZ54 4YC73 


Direct Drive 


4YY54 
4YY55 
4YY56 
DBES2 


4HZ49 
4HZ53 
4YC86 
4YC88 


4HZ51 
4HZ55 


4YC91 


4YC73 
4YC77 


4YC92 4YC93 


4YU31 2TE34 3ATUS 3ATU9 3GY71 3HFL8 5PV08 4YU21 4YC76 — oBED4 
AYU35 3ATU2 3ATU4 5PV06 AYU22 4HZ56 4HZ58 9BE56 
4YU38 3ATU1 3ATU3 3GY66 AYU23 16D538 20FT10 20FT12 4HZ36 4HZ38 4HZA0 qHZ42 5DVRO sDVTt STCLO 6KWK5) S5BES8 
4YU39 3ATU6 3GY67 4YU24 4YY75_ 5ICL1 JBE60 
4YU40 3ATU8 3GY68 3GY73 AYU26 4HZ57 4HZ59 DBE62 


4YC49 
4YC57 
4YC51 
4YC53 
4YC48 


4YC56 
4YC58 
4YC59 
4YC61 
4YC87 


4YC90 4YC94 


4YC89 


6XWJO 2TE35 3ATV1 3GY69 3GY74 


AYU27 16D535 20FT11 20FT13 2RB87 4HZ37 4HZ39 qHZA1 4HZ43 4YC69 SDVTO 6KWK6) SBE64 


4YU28 160536 16D537 4YC69 4YC71 5DVP8 S5DVP9 STCK9 


SBE66 


4YC50 
4YC52 


4YC54 


4YC60_ 4YC62 


A4YU29 4HZ45 4HZ47 
A4YU32 16D528 16D529 4HZ32 4HZ34 AYC6A SDVNG SDVNO 5DVRG BTCK6 
4YU33 16D530 4HZ33 4HZ35 4YC65 
4YU34 160534 4YC66 4YC67 SDVP6 SDVP7 


SBE68 4YC55 
6TWL4 4YC72 


4YC63 





IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 
INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 





MOTORS 
HVAC Motors 


Scan. Order. Done. [= 
Details on page A1. 








No. 3M505 





No. 3M827 





‘aaa 


Pedestal Fan Motors 


= Thermal protection: auto 
= Service factor: 1.0 

= Max. ambient temp.: 40°C 
= Duty: continuous air-over 
= Stud pattern: 35%" x 3%" 





No. 4UX67 








Designed with integral yoke bracket, except No. 3M827 includes yoke strap. Studs allow fan 


guard to be mounted directly to shaft endshield. UL Recognized and CSA Certified. 
WARNING: Motor overload could result if the fan blade is not correctly matched to the motor's HP and RPM rating. 

















10 Ft. Cord 
Nameplate No. of FullLoad Ins. Body Shaft Shaft Overall and Pull Item 
RPM Speeds Frame Enclosure Rotation Voltage Amps _ Class Bearings Dia. Dia. Length Length Chain Switch No. 
Shaded Pole 
“V5 1550 2 Non-Standard Open Air-Over CWSE 115 2.4 B Sleeve 4%" ¥e" 134" 7" Yes 3M827 
Permanent Split Capacitor, Capacitor Included 
2 48YZ Open Air-Over CWSE 115 3.1 B Ball 5%" Vy," 34" 1034" Yes 4UX60 
Va 1075 2 48YZ Totally Enclosed Air-Over CW/CCW 115 3.1 B Ball 5%" Yn" 2%" 10%" No 3M504 
1075 Z 48YZ Totally Enclosed Air-Over CWSE 115 ool B Ball 5%" Ya" 2 g'Vi6" Yes 4UX61 
vs 1075 2 48YZ Totally Enclosed Air-Over CW/CCW 115 Da B Ball 5%" Yn" 24%" 10%" No 3M469 
825 1 48YZ Totally Enclosed Air-Over CW/CCW 115 4.8 B Ball 5%" Yn 2%" 9%" Yes 4UX64 
1075 2 48YZ Totally Enclosed Air-Over CW/CCW 115 7.2 B Ball 5%" ¥e" 2%" 10'S" No 3M505 
Yo 1075 2 48YZ Totally Enclosed Air-Over CWSE 115 5.8 B Ball 5%" ¥e" 3%6 ~~ 10%A6e' Yes 4UX63 
825 1 48YZ Totally Enclosed Air-Over CW/CCW 115 6.4 B Ball 5°" 9" 1%' 10" No 4UX59 
Permanent Split Capacitor, Oscillating Fan, Capacitor Included 
Ya 1075/875 2 48YZ Totally Enclosed Air-Over CWSE 115 2.8 B Ball 5%" Yo 3%" 13'%e' Yes 40354 
Ye 875/1075 2 48YZ Totally Enclosed Air-Over CWSE 115 4.5 B Ball 5%" Ye" 3%6 13 '%6" Yes 5C040 
Split-Phase 
1725 1 48YZ Open Air-Over CWSE 115 4.9 B Ball 5%" Se" ze 10 Yes 4UX66 
Vs 1725 1 A48YZ Open Air-Over CW/CCW 115 4.9 B Ball 5%" Vy," 2 gY" No 6K403 
1725 1 A48YZ Totally Enclosed Air-Over CWSE 115 4.5 B Ball 5%" ¥e" 2 10 Yes 4UX67 
1725 1 48YZ Totally Enclosed Air-Over CW/CCW 115 4.5 B Ball 555" ve 2" 10 No 6K406 
1725 1 48YZ Open Air-Over CW/CCW 115 48 B Ball 5%" ¥e" 2" 10: Yes 4UX68 
% 1725 1 48YZ Open Air-Over CW/CCW 115 4.8 B Ball 5%" ye 2" 10%" No 6K410 
1725 1 48YZ Totally Enclosed Air-Over CW/CCW 115 4.8 B Ball 5%" Yn" 2" 10%" No 6K807 
1725 1 A48YZ Open Air-Over CW/CCW 115 6.5 B Ball 5%" 7p" A 10" Yes 4UX65 
Ys 1725 1 48YZ Open Air-Over CW/CCW 115 7.9 B Ball 5%" 9" = 10%" No 6K405 
1725 1 48YZ Totally Enclosed Air-Over CW/CCW 115/230 6.9/3.5 B Ball 5%" ¥e" 2. 10%" No 6K411 
1725 1 48YZ Totally Enclosed Air-Over CW/CCW 115 6.6 B Ball 5%" Se" 2 103%" No 6K809 





GRAINGER. 
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No. 4UY24 


(century- 


= Enclosure: totally enclosed air-over 

= Rotation: CW/CCW 

= Thermal protection: auto 

= 60/50 Hz 

= Service factor: 1.0 (No. 2WCE6); 
1.5 (No. 4UY24) 

= Insulation: Class B 

= Bearings: ball 

= Max. ambient temp.: 65°C 


No. 2WCE6 





Nameplate RPM@ Full Load Body 
HP RPM 50 Hz Frame Voltage Amps Mounting — Dia. 
Permanent Split Capacitor, Capacitor Included 
V3 1075 900 48Y 115/200-230 6.4/3.6-3.1 Rigid Base 5%" 
3-Phase 
V3 1140 950 56 =. 200-230/460 ~=1.9-1.8/0.09 Rigid Base 6%" 


Find even MORE on Grainger.com® 


Permanent Split Capacitor and 3-Phase 
Transformer Cooling Fan Motors 


= Duty: continuous 

= Shaft orientation: all-angle 

= Stud pattern: 3%" x 354" 
(PSC); 41%" x 4%" (3-Phase)" 

Specifically designed for use on 

outdoor transformer cooling fans. 

High-efficiency motors with stain- 

less steel shaft. UL Recognized 

and CSA Certified. 


Shaft Shaft Length 
Dia. Length Less Shaft 


Mfr. 
Model 


Item 
No. 


Va 2" TY" C723V1A 2WCE6 


% 1% 10%6' H1040 4UY24 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE MOTORS 
Find the wy. Find Solutions. Find Great Prices. HVAC Motors 








Cradle Base 


Permanent Split Capacitor Unit Heater Motors (century- 


= Enclosure: totally enclosed air-over Use with unit heaters and other shaft-mounted fan and blower equipment in dusty, dirty, noncom- 

= Rotation: CW/CCW bustible environments. Cradle base models have 1" x %6" mounting slots ina 116" x 3%" pattern. 
= Thermal protection: auto UL Recognized and CSA Certified. 

= Service factor: 1.0 

= Duty: continuous 





Length Ring to Max. 
Nameplate Full Load Ins. Body Shaft Shaft Less Ring Ring Stud Ambient Item 
HP RPM Voltage Amps Class Mounting Bearings Dia. Dia. Length Shaft Dia. Center Pattern Temp. _No. 
1-Speed, 42Y Frame 
1550 115 1156 B Ring Sleeve a ¥" 1%" 6 Me 2" 6% — 40°C  4UE31 
V2 1550 208-230 0.65-0.65 B Ring Sleeve oF ¥" 1%" 6s 2" 6%e = 40°C  4UE33 
1050 Tp ig B Ring Sleeve D. ¥" 1%" 6s 2" 6% = 40°C  4UE32 
% 1075 115 2.6 A Cradle Base Sleeve o ea 2%" Ale" 2" ANG = 40°C  4LY82 
1-Speed, 48Y Frame 
1075 115 22 B Ring/Stud Ball a9" Ya" 394" bye — — 3%" x 3%" SE, 41%" x 2%e' SE 60°C 4LY86 
% 1075 113 22 B Stud Ball n78 Y" 3%" 514" — — 3%" x 3%" OSE, 41%" x 2%6" SE 60°C  4LY94 
1075 115 2.2 B Cradle Base _ Ball 5%" Ya" a 54" 24" 41%6" 3%" x 3%" SE, 41%" x 2%6" SE 60°C 4UE26 Tf 
1140 115/208-230 3.1/1.6-1.6 B Cradle Base _ Ball 5%" Le 4% 6" 7¥4" 24" 6%" 3%" X 3%" SE 60°C 4HCJ2 
V/s 1075 115 49 B Ring/Stud Ball a" Y" 2¥" 5%" = = 3%" x 3%" SE, 412" x 2%6' SE 40°C _4LY90 
1075 115 4.9 B Cradle Base _ Ball o%' Ya a. 5%" 24" 41%" 3%" x 3%" SE, 41%" x 2%6' SE 40°C  AUE27 fT 
1075 208-230 1.8-1.8 B Cradle Base _ Ball 5%" Ya o 5%" 2%" Ae" 3%" x 3%" SE 40°C 4AUE30 fT 
1075 115 O03 A Cradle Base _ Ball 5%" iy 2¥" 5%" 2% oe 3%" x 3%" SE, 4%" x 2%6' SE 40°C 4HCH8 
V3 1075 115 O03 A Cradle Base _ Ball 5%" ea a 5%" 2 o/6 3%" X 3%" SE, 42" x 2%6'SE 40°C  4AUE28 fT 
1075 208-230 2.2-2.2 B Cradle Base _ Ball 5 Ve o. 5%" 244" ave" 3%" X 3%' SE 40°C AUE29 fT 
i 1140 115/208-230 5.6/2.5-2.8 B Cradle Base _ Ball 54 vem 4V" 8%," 24 TR 3%" xX 3%" SE 60°C 4HCH7 
2-Speed, 48Y Frame 
fs 1100 115 4.3-1.8 B Ring/Stud Ball 5%" vey a 61" 24% 5's 3%" X 3%" SE 40°C  4LY92 * 
1100 230 i Ga B Ring/Stud Ball 5%" Vg a 61" 244" Me" 3%" X 3%" SE 40°C 4LY88 * 


* Includes split rings to increase ring dia. from 24" to 22". t Unassembled cradle base. 





No. 4MA30 
No. 4MA22 
Ccontur ® 
K y = Thermal protection: manual, except No. 4GZK2 is auto 
1 -Phase Flan e-Mount = Service factor: 1.0, except No. 4MA22 is 1.35 and No. 4MA24 is 1.25 
g) = Max. ambient temp.: 40°C 
Oil Burner Motors NEMA oil burner flange for direct coupling to domestic oil burners. Feature quick- 
change reversing terminals, except for No. 4GZK2. Capacitor-start and permanent split 
capacitor motors include capacitor. UL Recognized and CSA Certified. 
Nameplate Full Load Motor Ins. Mfr. Item 
P RPM _ Frame Rotation Voltage Amps Design Class Bearings Model No. 
NEMA 48M, and 48N Totally Enclosed Nonventilated, Nonventilated Flange 
48M 48N Open, Ventilated Flange 
3" 7; Permanent 
; in aa = a % 3450 48M CCWSE 115 18 golitCapacitor Ball OBK6002V1 4GZK2 
Bi! By" % 3450 48N CW/CCW 115 3.4 Split-Phase B Sleeve £12022 4MA18 
7Y;" Max 87" Max y, —3450___48N_ CW/CCW_115/230_4.2/2.1__Split-Phase__B__Sleeve_OL2032_ 4MA26 
— 1725 48N CW/CCW 115 4.3 Split-Phase B Sleeve 012034 4MA20 


Open Dripproof, Nonventilated Flange 
Yi 3450 48N CW/CCW 115/230 4.2/2.1 Capacitor-Start B Sleeve OL1032D 4MA22 





2 HOLES ‘% 3450. 48N CW/CCW 115/230 6.4/3.2 Capacitor-Start B Sleeve OL1052DS 4MA24 
IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 59 
INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 





MOTORS Scan. Order. Done. 
HVAC Motors Details on page Al. 












Cradle Base-Mount, 
Split-Phase 





Ring-Mount, 
Split-Phase 






Face-Mount, 
3-Phase 


1- and 3-Phase Water Circulator Motors (Century: 


= 1725 rpm 

= Enclosure: open dripproof 

= 60 Hz 

= Insulation: Class B 

= Ring dia.: 2/2" 

These exact replacement motors are fully interchangeable with specific motors on Bell & Gossett, 
Armstrong, Teel, and Taco brand circulator pumps. Red finish. UL Recognized and CSA Certified. 


Cradle Base- 
Mount, 
Capacitor-Start 





Thermal Full Load Service Bolt Ring to Max. Ambient Mfr. Item 
HP Frame Rotation Protection Amps Factor Mounting Bearings Circle Dia. Ring Center Temp. Model No. 
Split-Phase, 115VAC 
ho 48YZ CCWLE Auto 20 170 Ring Sleeve = Ve. 50°C HW20084L 4HVG5 
48YZ CCWLE Auto 2.0 1.00 Cradle Base Sleeve 45 616" 50°C HW20084BL dELL6 
% A8Y CW/CCW Auto 3.1 1.00 Cradle Base Sleeve 45 51 40°C OBG2004 4UE22 
48Z CCWLE Auto 2.8 1.40 Ring Sleeve — it 90°C HW2004L SELLS 
% 48Z CCWLE Auto oP) re Cradle Base Sleeve D. 616" 50°C HW2014BL SELL7 
48Z CCWLE Auto oan 1:70 Cradle Base Sleeve 45%" 616" 50°C HW2014B1L dELL8 
Vk 48 CWLE Auto 46 1.25 Cradle Base Ball of" 8%" 40°C HW2024BL SELNO 
48Z CW/CCW Auto 320 1.70 Cradle Base Sleeve > 7' 90°C HW2024B1L SDVXO0 
A) 48Z CWLE Auto 5 1.30 Cradle Base Ball a" 816" 90°C HW2034BL dELN1 
Capacitor-Start/Run, 115/208-230VAC 
V4 o6YZ CW/CCW Auto 7.4/4.1-3.7 1.50 Cradle Base Ball 516" 9%6" 90°C A56B17DRZ40002A2A 4UE18 
3-Phase, 208-230/460VAC 
V4 56CZ CW/CCW None 2.7-2.8/1.4 1.50 Face Ball a" = 50°C H1042L SDVU8 


OEM Hot Water Circulator Motor Cross Reference 


OEM Motor 
Grainger Foundon | Armstrong B&G B&G B&G B&G B&G B&G B&G B&G B&G B&G B&G B&G B&G 
Item No. Page 2658 Model Model Model Model Model Model Model Model Model Model Model Model Model Model 
4UE18 | 3CFE3 = 811757-002 111047 80082 M80081 MAGOOD-7606B 169051 MOT259-6 MOT260-6 MOT335-6 MOT925-6 M80077 — 
5DVU8 _ 831012-083 111049 M80039 M80080 MAGOOG-7606B 169053 MOT236-6 MOT237-6 MOT337-6 MOT922-6 — — 
5DVXO0  3CFD8 —_ 111040 M10532 M95171 MBGOOA-2606B MOT102-6 MOT309-6 MOT442-6 M95172 _ — — 
5ELL6 = 3CFE7 =| 805316-010 111034 M09181 M09186 MOT101-5 MOT112-5 MO1T113-5 MOT132-5 MOT133-5 M09180 — — 
5ELL7 SCFE8 = 817025-001 111031 111036 10711 M10293 M10291 MOT109-6 MOT115-6 MOT300-6 MOT441-6 MOT911-6 M10294 
5ELL8  3CFE9 | 817025-005 111061 10711 M10293 M10292 — — —_ — — — — 
5ELNO _ 816141-001 169035 M10534 M97185 MAGOOA-2606B 169040 MOT203-6 MOT314-6 — _— — — — — 
5ELN1 3CFE1 816141-002 111042 M80121 M80026 MOT107-6 MOT108-6 MOT323-6 MOT325-6 111043 Mi0740 M10800 M80028 Mé80033 M80058 
5ELN1 816141-002 169038 M80027 M80059 MAGOOD-3306B 169041 M80062 MOT326-6 MO0OT937-6 — = a = = 






"aa 


Draft Booster Motors 

= Enclosure: open air-over 

= Studs are 2.85" bolt center, #8-32 studs 
= Bearings: ball 

= Body dia.: 3.3" 

= Max. ambient temp.: 40°C 


t 


Lug-Mount 


Nameplate Thermal Full Load Shaft Shaft Contact Contact Item : : 
RPM Rotation Protection Voltage Amps Mounting Dia. Length Make Break No. . Duty: continuous ; 
Shaded Pole, 60 Hz = Centrifugal safety switch 
¥%o 3000 CCWSE Auto 115/230 —1.3/0.65 Stud Ya 3%" 2500 rpm 800 rpm ~—- 1D093 * 
vs 3200 CWSE Auto 115 1.75 Stud Ye 1%6 2500 rpm 800 rpm 3Ma95._ +=“ Motors are required for most gas furnaces and help 


3000 CWSE Auto 115/230 22/1 Stud %' 3%"  2500rpm  800rpm 1D092* _ improve energy efficiency. Auxiliary contacts of SPST 
Ys 3000 CCWSE Auto 116/230 2.2/1.1 Stud Ya 3¥%4" 2500 rpm 800 rpm ~—-1D094 * centrifugal safety switch are included and rated 
11 


3000 CWSE Auto 208-230 .1-1.1 Stud Ya" 34" 2500 rpm 800 rpm 1D091 * . 
Permanent Split Capacitor, 60/50 Hz 120VA pilot duty. No. 1D089 also has 3 holes on 


% 3000 + ~CW/CCW Auto 230 0.60 Lug Ys": 3%" ~~: 1800rpm_ ~—-800rpm_~=—s'1p089 * 4.36" bolt circle. All models are UL Recognized and 
* Includes 46" dia. shaft bushing. CSA Certified. 
60 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE MOTORS 
Find the wy. Find Solutions. Find Great Prices. HVAC Motors 


Split-Phase Open Dripproof sy 
Belt-Drive Face-Mount Motors (century- 


= Rotation: CW/CCW 
= Insulation: Class B 
= Bearings: ball 








ventilators. Motors are compatible with 2-speed 115V 

= Max. ambient temp.: 40°C switch No. 1DGZ9 sold on Grainger.com®. For use in 
ae " exhaust ventilators in commercial cooking areas and 

NEMA service factors up to 1.40 provide areserve other moderate-starting torque equipment that can 


margin for applications where intermittent over- be directly connected to a NEMA 56CZ face-mounted 
loading or fluctuating (high/low) voltage conditions — motor UL Recognized and CSA Certified. 
may occur. Provide direct replacement in many 


; pees . : Note: Not intended for power transmission applications. 
Jenn-Air® and similar commercial kitchen exhaust P PP 








Nameplate Thermal Full Load Service Shaft Shaft Mfr. Item 
RPM Frame Protection Voltage Amps Factor Dia. Length _Brand Model No. 
1-Speed be ge 
1140 56CZ None 115 3.02 1.40 %" 2/6 Dayton _ 6XH90 No. 6XH49 
Ve 850 56CZ Auto 115 2.6 1.40 ¥" 24 Century F395  4MB80 
850 d6CZ None 115 acl 1.40 ¥" 2/6 Dayton — 6XJ02 
% 1140 56CZ Auto 115 3.0 1.40 %" 2A" Century F270  4MB60 
1725 56CZ None 115 3.4 1.35 ¥e" Z Dayton = 6XH46 
% 1140 56CZ Auto 115 3.6 1.30 %" 2A Century F271  4MB62 
1140 56CZ None 115 47 1.35 9" 2/6 Dayton — 6XH47 
1725 56CZ Auto 115 48 1.30 ¥" 24 Century F392 4MB68 
1725 56CZ None 115 8.6 1.35 %e" 2A Dayton — 6XH49 
% 1140 56CZ Auto 115 5.0 1.35 ¥" 2A Century F273  4MB66 
1140 56CZ None 115 bo liso Ye" 2/6 Dayton = 6XH44 
850 56CZ Auto 115 6.2 1,35 ¥e" 2A Century F274  4MB64 
W725 86CZ Auto 115 9.9 135 2%" Century F394 4MB76 
~; 1725 56CZ None 115 5.8 1.35 ¥" 2/6 Dayton — 6XH50 
1140 56CZ None 115 7.4 1.35 ¥ 2/6 Dayton = 6XH51 
850 96CZ Auto 115 8.6 1.00 9" 24 Century F276  4MB74 
Vs 1725 56CZ None 115 8.6 1.25 ¥" 2/6 Dayton = 6XH52 
1140 56CZ None 115 9.2 W20 ¥" 2/6 Dayton — 6XH53 
2-Speed 
%,%5 1140/8350 36CZ None 115 4.2/3.1 1.35 ¥" 2/6 Dayton — 6XH54 
Vs, Vip 1725/1140 ~— 56CZ Auto 115 5.0/3.0 1,35 ¥" QV" Century F393L 6FJFO 
1725/1140 — 56CZ None 115 5.4/2.8 1,35 ¥" 2/6 Dayton = 6XH84 
Y4, Yio: 1140/850 56CZ None 115 4.6/3.7 130 ¥" 2/6. Dayton — 6XH85 No. 6XH54 
%, Yio 1725/1140  56CZ Auto 115 5.4/2.3 1.35 ¥" 24" Century F262 4MB72 2 
%,Y% 1725/1140 —56CZ None 115 5.8/4.1 1.35 %" 2/6 Dayton — 6XH86 
YY 1725/1140 56CZ Auto 115 6.8/3.8 1.25 ¥e" 2A Century F263  4MB78 
%,Y% 1725/1140 —56CZ None 115 7.7/3.9 125 ya 2/6 Dayton = 6XH79 


ies 


Shaded-Pole Unit-Bearing 
Water Agitator Motors 


= Enclosure: totally enclosed 

= Rotation: CCW, facing shaft end 

= Service factor: 1.0 

= Mounting: double foot/rear 

= Body dia.: 37%" 

= Max. ambient temp.: 40°C 

= No. 5M067 has threaded shaft, 
No. 5M068 has 1" flat on shaft 


OEM replacement motors for beverage 
dispensers manufactured by Cornelius, Lancer, 
Alco, Wilshire, Booth, K-Way, Multiplex, and 
Manitowoc beverage. Cast-iron construction 


i : : : Output Nameplate Thermal Full Load Ins. Shaft Shaft Mfr. Item 
with machined 400 Series stainless steel shatt. Watts HP RPM Protection Voltage Amps Class Dia. Length Model No 


Eleven #8-36 mounting screws included. UL 15 %o 1500 Auto 115 0.60 A Ae 7 ESP-L15EMJR1B1 _5MO67 
Recognized and CSA Certified. 15 %o 1500 Auto 115 0.60 A Ae" 5" ESP-LI5EMJR1B2 5™M068 


No. 5M067 





DOWNLOAD 
the Grainger 


Mobile App! D> Ecce Py 
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IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 61 
INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 





MOTORS 
HVAC Motors 


Scan. Order. Done. 
Details on page A1. 





Cradle-Base 
Mount 


‘at 
(century: 


Split-Phase 
Open Dripproof 


Belt-Drive Motors 


= Rotation: CW/CCW 

= Thermal protection: auto, 
except No. 4RGX1 has no 
thermal protection 

= Insulation: Class B, except 
Nos. 6K857, 3K617, and 
4K259 are Class F 

= Max. ambient temp.: 40°C 


¥8''-dia. shaft bushing is supplied 
with all Dayton® motors having 

Yo" x 1¥" shafts, and with all A.0. 
Smith 56Z frame motors. Nos. 3K384 
and 3K386 are for attic fans and 
feature wiring connections on shaft 
end. Century adjustable ring-mount 
motors have 21%"-dia. resilient 
rings, and come with snap rings to 
increase diameter to 212". For use in 
fans, blowers, whole-house fans, air 
circulators, and air coolers where a 
quiet running motor is required. UL 
Recognized and CSA Certified. 


2-SPEED 


Dayton® motors have quick-connect 
terminal board. 


Looking For 
More? 


Find belts and pulleys 
on pages 97 to 114. 
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Rigid-Base 





Mount 
Ring Mount — 
— —— - —Ft - ri te 
Nameplate FullLoad Service Shaft Shaft Mfr. Item 
HP RPM Frame Voltage Amps Factor Mounting Bearings Dia. Length Brand Stock No. No. 
1-Speed Residential 
4 1725 48 115 5.3 1.35 Cradle Base Ball yy," 1%" Dayton — 3K771_ + 
V3 1725 48 115 5.8 1.35 Cradle Base Ball Y," 1%" Dayton _ 6K778 + 
Yo 1725 48 115 8.0 1.25 Cradle Base Ball Y," 1%" Dayton — 3K772 + 
V4 1725 56H WS 11.3 1.20 Cradle Base Ball Ye" 1%" Dayton — 1D170 
1-Speed Commercial 
Yo 1140 48Z 115 2.6 1.40 Cradle Base Ball Y," 1.88" Century BF20086V1 5DVU6 
7 1140 48Z 115 3.0 1.40 Cradle Base Ball Y," 1.88" Century BF2006L 4YHW3 
: 850 56 115 4.4 1.40 Cradle Base Ball 7" 1%" Century BF2008  4UE66 
1725 48 115 3.4 1.35 Cradle Base Ball VY" 1%" Dayton — 6K551 + 
% 1725 48 115/208-230  3.6/1.7-1.8 1.35 Cradle Base Ball Y," 1%" Dayton — 3K613 + 
1140 48Z 115 3.6 1.35 Cradle Base Ball Y," 1%" Century _815V2 4RGX1 
1725 48 115 5.4 1.35 Ring Sleeve Y," 1%" Century AR2024 4UE61 
1725 48 115 5.4 135 Cradle Base _— Sleeve Y," 1%" Century GF2024  4UE76 
es 48 115 Se) 1.35 Cradle Base Ball yy" 1%" Dayton _— 5K907 + 
7, 1725 48 115 a2 1.35 Cradle Base Ball Y," 1%" Dayton _ 6K870 “t+ 
1725 48 115/208-230  4.7/2.3-2.2 1.35 Cradle Base Ball Yn" 1%" Dayton — 3K091 + 
1725 48Z 115/208-230 —4.7/2.2-2.3 1.35 Cradle Base Ball ves 1%" Dayton _— 3ZP92 + 
Wes) 56 115 oO. 1.30 Cradle Base Ball ¥" 1%" Dayton _— 5K260 
1725 96Z 115 5.3 1.35 Cradle Base Ball Y," 1%" __ Dayton — 5K977 
3450 48Z 115/230 6.3/3.2 1.35 Cradle Base Ball Vy" 24%" Century F344V1 4UE70 
1725 48 115 5.6 1.35 Cradle Base Ball Y," 1%" Dayton — 3K384_ +# 
1/25 48 115 6.1 1,40 Rigid Base Ball Y 1%" — Century 889A 4RGX2 
1725 48 115 6.0 135 Ring Ball Vy" 1%" Century AR2034 4UE60 
1725 48 115 5.8 1:35 Cradle Base Ball Y," 1%" Dayton — 6K570 + 
y: 1725 48 18 4.1 1.38 Cradle Base Ball VY" 1%" Dayton — 6K871 *t 
: 1725 48YZ —115/208-230  6.6/3.1-3.3 1.35 Cradle Base Ball Y," 1%" Dayton — 4K252 + 
1725 482 115 6.0 1.35 Cradle Base Ball Yn" 1%" Century 922L 2JFT8 
1725 48Z 115 Ne. 1.15 Rigid Base Ball VY," 2%6 Century 889V2 4HCH5 
1725 56 115 5.8 1.0 Cradle Base Ball ye" 1%" Dayton _— 5K261 
1725 56Z 115 5.8 1.00 Cradle Base _—‘Sleeve vo 1%" Century 807L 5DVT5 
1725 96Z 13 od eae Cradle Base Ball Ve 1%" __ Dayton = 6K030 
Y, Vr 1725/1140 56 115 6.6 1.25 Cradle Base Ball %" _1'%e' Century — 490156 
1725 48 115 8.0 1.25 Ring Sleeve Y," 1%" Century AR2054 4UE62 
1/25 48 115 8.0 125 Cradle Base _— Sleeve yy" 1%" Century GF2054 4UE85 
1725 48 115 7.9 1.25 Cradle Base Ball Yn" 1%" Dayton _ 6K589 + 
1725 482 115/208-230 8.6/4.2-4.3 1.25 Cradle Base Ball Yn" 1%" _ Dayton — 4K259 + 
Yy 120 56 115 12 1:25 Cradle Base Ball 3" 1%" Dayton = 5K416 
1725 56 115/208-230  8.6/4.2-43 1.25 Cradle Base Ball 4" 1%" Dayton — 6K729 
1725 56Z 115 6.6 1.00 Cradle Base Ball Yo" 1'%e" Century F6/0A 4UE86 
1725 56Z 115 7.9 1.25 Cradle Base Ball Y," 1%" Dayton _ 5K258 
1729 562 115 5.3 1,25 Cradle Base Ball Y" 1%" Dayton — 6K872 * 
1140 56 115/230 9.2/4.6 1.25 Cradle Base Ball 7" 17%" Century BF2056D _4UE95 
1725/1425 56 115/230 9.6/4.8 1.25 Cradle Base Ball %"  —-1'%6' Century — 490157 
Va 1725 56 WE 8.3 1.25 Cradle Base Ball 7" 1%" Dayton _ 6K857 * 
1725 56H 115/208-230 11.2/5.6-5.6 1.25 Cradle Base Ball %e" 1%" Dayton — 3K617 
2-Speed Commercial 
%, Vis 1725/1140 482 115 4.4/2.1 1.35 Cradle Base Ball Yo" 11%6" Century BGF2014L 5ELL4 
Ya, Vi2 1725/1140 48 230 2.1/1.3 136 Cradle Base Ball Y" 1%6 Century 927AL 5ELK8 
Ya, Via 1725/1140  48Z 115 4.4/2.2 140 Cradle Base Ball Yo" 1'%e6" Century 927L 5ELK5 
Ya, Ya 1725/1140 562 115 5.9/3.8 1.35 Cradle Base Ball Yn" 1%" Dayton — 6K425 
Ys, Vo 1725/1140 48 115 5.9/3.4 1.35 Cradle Base Ball yy 1%" Dayton — 3K371 
1725/1140 48 115 5.9/4.8 1.35 Cradle Base Ball Y" 1%" Dayton —_ 3K386 # 
3, M1 1725/1140 48 115 6.6/2.4 1.00 Cradle Base Ball Vy" 1%6 Century 925AL 5ELK7 
%,% 1725/1140 56 119 6.1/3.8 1.39 Cradle Base Ball ¥e" 1%" Dayton — 5K654 
%, Vit 1725/1140 56 115 5.0/3.0 1.35 Cradle Base Ball 7" 1%" Century F390 4UE93 
3, Ye 1725/1140 562 115 6.1/3.8 1.35 Cradle Base Ball Y," 1%" Dayton — 6K426 
Ys, Ye 1725/1140 _56Z 115 5.0/3.0 1.00 Cradle Base Ball Yn" 2" _ Century SGF2034V2 4UE98 
3, M5 1725/850 562 he 5.2/3.0 1.00 Cradle Base Ball Y" 1%" Century SGF2034V3 4UE97 
%, V4 1725/1140 56 115 9.2/6.0 1:25 Cradle Base Ball 9" 1%" Dayton _— 6K394 


* Split-phase, capacitor-run. # Notched for 48 or 56 frame mount. # Leads exit shaft end. 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


MOTORS 
HVAC Motors 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


(century 


Split-Phase Air-Over 


Belt-Drive Motors 


= Rotation: CW/CCW, except 
No. 2HUB3 is CWLE 
= Insulation: Class B 
= Body dia.: 48 frame, 5°"; 56 frame, 612" 











Rigid-Base 
Mount 





Cradle-Base 


= Max. ambient temp.: 40°C 


= Duty: continuous 


Mount 


Energy-efficient motors feature extended studs for mounting fan guard on shaft 
endshield. No. 2HUB3 is a replacement for OEM motors used in Triangle belt-drive 
exhaust fans. For use in exhaust fans, air circulators, and other air-over fan applications. 
Open motors are for use in clean, dry, nonhazardous locations. Enclosed motors are for 
use in dusty, dirty, nonhazardous locations. UL Recognized and CSA Certified. 









2-SPEED 





Designed specifically for diminishing torque air-moving applications, 
such as belted or direct-drive fans. 








Ring to 
Nameplate Thermal Full Load Service Shaft Shaft Length Ring Stud Mfr. Item 
HP RPM Frame Protection Voltage Amps Factor Mounting Bearings Dia. Length Less Shaft Center Pattern Model No. 
1-Speed, Open 
Ys 1725 56 Auto 115/230 9.6/4.8 1.29 Cradle Base Ball %" 17%" 86° 7'%6 AYE xX 4Y RB2054DV2 5ELN2 
1725 962 Auto 115/230 8.8/4.4 20 Cradle Base Ball yy" 2" 86° 7'/6 AY X 4 RB2054DV3 4YHW4 * 
1-Speed, Open Air-Over 
1725 48 Auto 115 5.1 1.30 Rigid Base _— Sleeve Vy" 1%" TAs — — 0$2014LA 4UE67 
Ye 1/20 48 Auto 115 9.1 1.30 Cradle Base _— Sleeve yy" 1%" 1% 6'%6" — GF2014 4UE81 *t 
1/20 48Z Auto 115 9.1 1.30 Cradle Base Ball Vy" 1%" TY 6'1%6' = BBX 3% RB2014 4UE73 { 
1/25 96Z Auto 115 b1 1.30 Cradle Base _—_ Sleeve Yn" 17%" (eZ 61%6" — RS2014 4UE68 * 
1/25 48 Auto 115/208-230 5.2/2.6-2.6 1.35 Cradle Base Ball Yn" 142" 1% 1%6 = 3%X3% BF2024 4UE/9 *T 
7, 1/25 48Z Auto 115 5.4 1.15 Rigid Base Ball Yn" 2 V4" TY" — 348 X 38" 0B2024 4UE77 
1/25 56Z Auto 115 5.4 1.35 Cradle Base Sleeve Vy" 1%" 1%" 1/6 — RS2026 4UE83 * 
1140 96 Auto 115 5:5 1.30 Cradle Base Ball %" 1%" 81%6" 8%6 AY XA" RB2026 4UE69 
i; 1/25 48 Auto 115/230 6.4/3.2 1.35 Cradle Base Ball Yn" 1%" 16" 1/6 =3%X3% BF2034 4UE63 *Tt 
1/20 962 Auto 115/208-230 6.6/3.2-3.3 1.35 Cradle Base Ball Vp" 2 V4" 1% 1/6 3%X3%" BF2034B 4UE80 * 
1725 48 Auto 115/208-230 = 8.2/4.1 1.25 Cradle Base Ball Vy" 1%" 8/6 1'%6 8X 3% BF2054 4UE88 *t 
Yo 1725 48Z Auto 115/208-230 = 7.2/4.1 1.25 Cradle Base Ball Yn" 2 V4" 8/6 1'%6 8X 3% BF2054V1 4UE99 * 
1/25 962 Auto 115 8.1 1:15 Rigid Base Ball %" 298" 84" — 38 X 38" 0$2050 4UU10 
V4 17425 962 Auto 115 9.6 1.00 Rigid Base Ball %" 298 8% — 348 X 38" 082074 4UU11 
1-Speed, Open Dripproof 
Yo 1/25 562 Auto 115 8.0 1.00 Rigid Base Ball yy 1%" 1As. — — OTEB2054AV1 2HUB3 
1-Speed, Totally Enclosed Air-Over 
1725 A8Y Auto 115/208-230 2.8/1.4-1.4 1.00 Cradle Base Ball yy" 1%" 1% 6%" BBX BH" ARB2014L 5XRZ7 T 
% 1725 A8Y None  115/208-230 2.8/1.4-1.4 1.00 Cradle Base Ball yy" 1%" 1¥4' 6%" BBX BH ARB2014L2 5ELKO t+ 
1140 562 Manual 115 3.8 1.00 Cradle Base —_ Sleeve Ya" 1%" 8/6. 1'%6 AYE X4¥ ARB2016M 4UB94 
1725 A8Y Auto 115/208-230 3.3/1./-1./. 1.00 Cradle Base Ball Ya" 1%" 16" 1V2" BAX 3% ARB2024L3 4HVG6 T+ 
1725 A8Y None  =115/208-230 3.3/1./7-1.7 1.00 Cradle Base Ball Yn" 1%" 1% — 348 X 398" ARB2024L4 5DVU1 Tt 
A 1/25 56Z Manual 115 4.3 1.00 Cradle Base Sleeve Yn" 1%" 86° 7'Ye —AYe x 4¥' ARB2024M 4UB95 
1725 56Z Auto 115 ome 1.00 Cradle Base Ball yy" 1%" 1% TVs" BAX 38H" ARB2024ML 4YHW2 
1140 A8Y Auto 115/208-230 6.2/2.8-3.1 1.00 Cradle Base Ball Vy" 1%" 8" — 3%8 X 38" ARB2026SV1 5DVU2 Tt 
1140 A8Y None —_115/208-230 6.2/2.8-3.1 1.00 Cradle Base Ball Yn" 1%" 8" — 348 X 348" ARB2026SLV1 5DVU3 tT 
1725 A8Y Auto 115/208-230 4.9/2.3-2.5 1.00 Cradle Base Ball Ya" 1%" BY" 1Ys BAX 3% ARB2034L6 4HCH6 {+ 
1725 A8Y None = 115/208-230 4.9/2.3-2.5 1.00 Cradle Base Ball Yn" 1%" 89 — 3%8 X 3%" ARB2034L2 5DVU4 t+ 
V3 1725 962 Auto 115/208-230 7.3/3.8-3.8 1.35 Cradle Base Ball Yn" 1%" 89" — Awx4y' ARB2034L5 5DVU5 ~ 
1725 562 None  115/208-230 5.6/2.8 1.30 Cradle Base Ball Yn" 1%" 898 — Awx4y' ARB2034L4 4YHW5 * 
1140 96 None —_115/208-230 6.0/3.0-3.0 1.00 Cradle Base Ball %" 17%" 9% 6° 9Vie = AMX AMG" ARB2036SL 4UY45 
Y 1/25/1425 06 Auto 115/208-230 6.8/3.1-3.4 1.30 Cradle Base Ball Ye" 145 8'%6" — 4x4)’ ARB2054L3 4YHW6 
iy, Vs 1725/1140 06 Auto 115 8.2/5.3 1.00 Cradle Base Ball %" 2" O'16" 9%6e §=4AK’xX4 ARB2054L1 5ELL1 
1725/1140 56 None 115 8.2/5.3 1.00 Cradle Base Ball %" 2" 913/46" 9% =X AY ARB2054L2 5ELL2 
Ys 1725 56 Manual 115 fA 1.00 Cradle Base Ball %" 173° gy," 9%6 = =—4%X4%' ~PD6S1/TRS40002A2A  4UB97 
1425 56 None = 115/208-230 6.8/3.1-3.4 1.00 Cradle Base Ball %e" 2 8116" 8%6 — ARB2054L4 5ELL3 
1-Speed, Totally Enclosed Nonventilated 
V3 1140 56 Auto 115/208-230 6.0/3.0-3.0 1.00 Cradle Base Ball %e" 17%" 9%6° 9Vie =A X 4AM ARB2036S 4UY46 
2-Speed, Open Dripproof 
Ya, Ve 1725/1140 56 Auto 230 5.3/2.4 1.00 Cradle Base Sleeve %" 17%" 85 1% AVX AY" SGF2054HL 5XTAS 
2-Speed, Totally Enclosed Air-Over 
Vs, Vio 1725/1140 56Z Auto 115 4.4/3.0 1.00 Cradle Base Ball Vy" 1%" 93" — Awx4' ARB2024L1 5DVT9 * 
1725/1140 56Z None 115 4.4/3.0 1.00 Cradle Base Ball Yn" 1%" 9" — Avwx4' ARB2024L2 5DVUO * 
Ys, Vo 1725/1140 962 Auto 115 9.0/4.0 1.00 Cradle Base Ball Vy" 1%" 95" 8% = AV x 4" ARB2034L1 5XRZ8 * 
1725/1140 56Z None 115 5.6/3.2 1.00 Cradle Base Ball Vy" 1%" 93" g" AVs x AV ARB2034L3 5ELLO * 





* Includes %" shaft adapter/key. t Cradle base has 48/56 mounting holes. # Usable on 208V at 1.0 service factor. 


High-Temperature Belt-Drive Motors 


= Enclosure: open = Insulation: Class B For use in roof ventilators. Single-speed, 


‘aa 





dripproof = Mounting: cradle/stud —=_1-phase, continuous-duty with quick- 
= Rotation: CW/CCW __ = Bearings: ball connect terminals. 48Y frames are notched to replace 
= Thermal = Max. ambient 48 or 56 frame. Steel frame. No. 4VAG8 is capacitor 
protection: auto temp.: 60°C start, capacitor run. UL Recognized and CSA Certified. 
Length Ring to 
Nameplate FullLoad Service Body Shaft Shaft Less Ring Stud Item 
HP RPM Frame Voltage Amps Factor Dia. Dia. Length Shaft Center Pattern No. 
Split-Phase 
4 1725 48Y  115/208-230 5.1/24-26 115 5% % 1% TR The 3%'x3%' AVAF9 
3 1725 48Y  115/208-230 6.6/3.1-33 115 5% 1% B76 B8%6' 35%'x3%' AVAGI 
% 1725 56  115/208-230 8.3/43-42 1.25 6% % 1% 8% 8% 4x4" AVAG2 
Ys 1725 56 115/208-230 11.8/6.0-61 1.15 6% % 1% 7% The 4x4 AVAG3 
Capacitor-Start 
1725 48Y  115/208-230  4.5/2.2-2.3 5% "OTR TH" BH’ X 3%" ~AVAGA 
% 1725 48Y —_115/208-230 —5.9/2.8-3.0 5% OTH CO eRe’ = 3%" X 3% ~—AVAGS 
% 1725 56 115/208-230 8.2/4.1 115 5% *% £1 8% 8" 3858" x 3% AVAGE No. 4VAF9 
Ys 1725 56 115/208-2380 11.1/55-55 1.25 6% % 1% Oy QAM" xX 4s AVAGT 
Capacitor-Start/Run 
1 1725 56 = 115/208-230 7.8/4.4-40 1.25 6% % 1% 10% 915%6' 4%'x4%" AVAGS 


IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 
INFORMATION | UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 
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MOTORS 
HVAC Motors 


Scan. Order. Done. 
Details on page A1. 





Open Dripproof Capacitor-Start Belt-Drive Motors 


For use with belt-drive applications, including furnace blowers, exhaust 
fans, industrial blowers, and ventilators. 2-speed motors are for use in 

diminishing-torque air-moving applications such as belt- or direct-drive 
fans and blowers. 


= Rotation: CW/CCW 

= Thermal protection: auto 
= Cradle bases 

= Max. ambient temp.: 40°C 


HP 


1% 
2 





Cradlie-Base 
Mount 






2-Speed 
Voto M% 
Vo Vr 
Ya: Vs 
% to V5 
¥4 to V4 
¥% to V3 
1 to 43 
1:% 
1 to % 


Rigid-Base 
Mount 


1-Speed, Century 
3 


Nameplate 
RPM 


450 
1725 
3450 
1725 
3450 
3450 
1725 
1725 
3450 


1725 


1-Speed, Dayton 
Vs 


1725 
1725 
1725 
1/25 
1725 
1725 
1725 
1725 


, Century 


1725/1140 
1725/1140 
1725/1140 
1725/1140 
1725/1140 
1725/1140 
1725/1140 
1725/1140 
1725/1140 


Frame 


48Y 
56 
56 
56 
56 
56 
56 
56Z 
56 


56H 


48Z 
56 
48Z 
56H 
56 
56H 
56 
56H 


56 
56 
56 
56 
56 
56 
56 
56 
56 


Voltage 


115/208-230 
115/208-230 
115/208-230 
115/208-230 
115/208-230 
115/208-230 
115/208-230 
115/208-230 
115/208-230 


115/208-230 


115/230 

115/230 

115/230 
115/208-230 


115-230/110-220 


115/208-230 
115/208-230 
115/208-230 


115 
115 
115 
115 
208-230 
230 
115 
208-230 
208-230 


3-Phase Belt-Drive Motors 
= Rotation: CW/CCW 








Full Load 
Amps 


8.0/3.8-4.0 
8.2/4.0-4.1 

9.2/4.7-4.6 
10.4/5.5-5.2 
12.0/6.6-6.0 
12.0/6.6-6.0 
13.2/6.6-6.6 
12.6/6.2-6.3 
16.0/8.6-8.0 


19.6/9.8 


9.4/2.7 
7.7/3.8 
8.2/4.1 
7.7/3.7-3.8 
9.8/5.0 
9.8/5.2-5.0 
13.6/6.9-6.9 
13.6/6.9-6.9 


6.8/4.8 
6.9/4.1 
8.6/6.1 
10.0/4.0 


9.0-5.0/2.7-2.8 


9.0/3.2 
12.4/7.8 


6.3-6.0/3.3-3.8 
6.4-6.0/3.4-3.5 


* 60/50 Hz. ¢ 3%" x 3%" stud mounting pattern. 4%" x 414%" stud mounting pattern. # Capacitor-start, capacitor-run. 


Service Ins. 
Factor Class 
1.25 B 

1.25 

125 A 
125 B 
1.25 A 
1.25 B 
1.25 

1,15 B 
1.2 B 
1.15 B 
1,35 B 
1.25 B 
1.25 B 
1.25 B 
125 B 
125 B 
1,15 B 
lee B 
1.0 A 
1325 B 
1.0 A 
1.25 B 
125 B 
1.0 A 
115 B 
1.0 B 
12t5 B 


Body 

Mounting Bearings Dia. 
Cradle Base __ Ball 5 ¥% in 
Cradle Base Ball 6%ein 
Cradle Base Sleeve 6 in 
Cradle Base ___ Ball 6 “in 
Cradle Base Sleeve 6 %in 
Cradle Base __ Ball 6 Yin 
Cradle Base Ball 6%ein 
Cradle Base Ball 6 Yin 
Cradle Base __ Ball 6 Yin 
Resrent Ball 6 %4in 
Cradle Base __ Ball 5 ¥% in 

Cradle Base __ Ball — 
Cradle Base ___ Ball 5 % in 
Cradle Base __ Ball 6 “in 
Cradle Base Ball 6 Yin 
Cradle Base ___ Ball 6 Yin 
Cradle Base __ Ball 6 Yin 
Cradle Base ___ Ball 6 Yin 
Cradle Base Sleeve 6 in 
Cradle Base Ball 6 Yin 
Cradle Base ___ Ball 6 Yin 
Cradle Base ___ Ball 6 Yin 
Cradle Base __ Ball 6 Yin 
Cradle Base Sleeve 6 in 
Cradle Base Ball 6 Yin 
Cradle Base Ball 6 Yin 
Cradle Base __ Ball 6 “in 





Shaft 
Dia. 


Y% in 
¥ in 
¥ in 
¥s in 
¥ in 
¥s in 
¥s in 
¥s in 
¥ in 


¥ in 


Y in 
¥s in 
Y in 
¥ in 
¥% in 
¥ in 
¥s in 
¥ in 


¥ in 
¥s in 
¥ in 
¥% in 
¥ in 
¥ in 
¥ in 
¥ in 
¥ in 


Shaft 
Length 


1 Yin 
1% in 
1% in 
1 in 
1 in 
1 in 
1 1%e in 
2 %ein 
1%”in 4 


1% in 


1% in 
1 in 
1% in 
1% in 
1 Zin 
1% in 
1% in 
1 Ain 


1% in 
1% in 
1 in 
1%”in 1 
17%”’in 4 
1%”’in 1 
1% in 
1% in 
1 in 


Century “Ba 


Nos. 4UB57 and 4UB98 include %'-key shaft 
adapter. No. 4UB57 is notched for 48 or 56 NEMA 
frame mount. UL Recognized and CSA Certified. 


Length 


Less 
Shatt 


8 “ein 


9 Yin 


9 %e in 


9 Yin 


9% in 
9 %e in 


10 in 





9 %e6 in 


0 %ein 
11 in 


9 % in 
9 % in 
8% in 
9% in 
8 Ain 
9% in 
9% in 


10 % in 
9% in 


Mfr. 
Model 


B590 
C412V2 
B642 
C426V2 
B701 
B589 
C692V1 
C523V1 
B722L 


RB1204AV1 


6K490 

3K199 

6K965 
240180 
6K376 

240181 
6K321 

240182 


C678V1 


Item 
No. 


4UB57 + 
490753 
4LY81 
4UB63 + 
4LY83 
4UB65 
490755 
4UB98 + 
2LTA1 


ARGW9 # 


6K490 * 
3K199 * 
6K965 
240180 
6K376 * 
240181 
6K321 
240182 


4LY80 


9% in Ad56C64DRS40001A2A 4UB50 + 
10 in A56C64DRS40003A2A 4LY85 


0 %e in 
0 %e in 
0 %e in 


10 1%e in 
10 1%e in 
10 1%e in 


© 


C533 
C534V1 
C742V1 
C471A 
C472V1 
C472A 


4UB51 + 
4UB52 + 
4LY87 

4UB53 + 
4LY89 + 
4UB55 + 


ntury® marathon” 


Motors 


ii Nameplate Thermal Full Load Service Shaft Shaft Length Stud Mfr. Item 
= Insulation: Class B, except RPM Frame Protection Voltage Amps — Factor Mounting Dia. Length Less Shaft Pattern Brand Model No. 
No. 10K089 is Class F 1-Speed, Open 
= Bearings: ball 1 1725 56H Auto -208-230/460 3.2-3.0/15 115 Rigid Base %° 1%" 12%" “7°. X Century -H8B2LES- «SB AVH98 
= Max. ambient temp.: 40°C = AV" x 
1% 1725 56H Auto 208-230/460 4.4-4.4/2.2 1.15 Rigid Base % 1% 12% "7° X Century H884LES 54VH96 
Use with pumps, industrial fans, 7:5 paso TT us 
blowers, and exhaust fans. UL % 1725 56 None _200-230/460 1.4-1.6/0.80 1.35 CradleBase % 2 9% | — Century H262V2 __10K091 
Recognized and CSA Certified. y, 345056 Auto __-200-230/460 1.9-2.0/1.0 1.60 Cradle Base %" 17%" 10%e" — Century H840 4MA38 t 
1725 56 None  200-230/460 1.8-2.0/1.0 1.25 CradleBase %" 2" 9%’ 4¥4'x 4%" Century H275V2 12N863 
3450 56 Auto  200-230/460 2.8-2.8/1.4 1.50 CradleBase 5° 1%  10'%0' 4%'x4'%' Century H841V1 ALY72 + 
% 1750 56 Auto  200-230/460 3.0-3.2/1.6 1.25 CradleBase 5%" 1% 914" — ~~ Century H851V3 429J47 
1725. 56 Auto  200-230/460 3.0-3.2/1.6 1.25 CradleBase 5" 11%46’ 9" —~~ Century H582V3 490759 
, 3450 56H Auto 200-230/460 3.5-3.6/1.8 1.40 Cradle Base %" 1%" 10'%e" 414" x 4¥4" Century H842V1 ALY73 + 
1725 56 None  200-230/460 3.4-3.6/1.8 1.25 CradleBase 9%" 1'%«' 9%’  4¥%'x 4%" Century H615V2 6PWAG 
3450 56H Auto  200-230/460 4.7-4.6/2.3 1.30 CradleBase 5 1%  11%«' 4%'x4‘% Century H843V1 4LY74 + 
1% 1725 56H None  200-230/460 5.0-4.8/2.4 1.20 CradleBase 9 1% 10° — ~~ Century 56117DRS40003A2 G6PWA7 
1725. 56H Auto  200-230/460 5.0-5.6/2.8 1.15 CradleBase % 11%’ 11° 4%'x 4%" Century H853V2 14L703 
3450 56H Auto  200-230/460 6.0-5.8/2.9 1.20 CradleBase 5 1% 12% 4x4‘ Century BK3202L 2LTA2 
3450 56H Auto 200-230/460 6.0-5.8/2.9 1.20 CradleBase 5° 1% 126°. — Century H844 4MA40 + 
2 1725 56H = Auto 208-230/460 6.0/3.0 1.20 Rigid Base % 17° 12% 4” X Century  HIO4SLES.—B4VHQ7 
1725. 56H Auto  208-230/460 5.8-5.8/29 1.15 CradleBase % 1% 11° 4%'x 4%" Century RB3204A aly71 *t 
Cradle-Base Mount, 3 1725 56HZ Auto 200-230/460 9.4-8.9/4.5 1.15 Rigid Base 14" 2%" 12 7°. X Century H887L 10K089 
Open Oripproot 5 3450 S6HZ Auto 208-230/460 443%'— 1.15 CradleBase %" 2%" 12%e" 4%" x 414" Century H1039L 3DGD1 + 
1-Speed, Totally Enclosed Air-Over 
1 1725 56 None 200-230/460 3.3-3.4/1.7 1.15 CradleBase % 1'%6' 9%"  4%'x 4%" Century H1031L 6PWAS 
% 1725 56 None 208-230/460 2.3-2.2/1.1 1.00 CradleBase %' 17%’  8%6' “47° Marathon  5K42HN4128 403797 
46 
1-Speed, Totally Enclosed Nonventilated 
y, 1725 48Y None —_200-230/460 1.4-1.5/0.75 1.00 CradleBase 2" 1%" 6/4 394" x 356" Century H1025A 4EAH1 * 
1140 56 None  200-230/460 1.3-1.2/0.60 1.15 CradleBase % 1%" 8% 4¥%'x 4%" Century H1026 aLy4g 
Ye 1725. 48Y None  208-230/460 1.2-1.2/0.60 1.00 CradleBase %" 1% 7%" 4¥%'x 4%" Century H1027A 5DVU7 * 
% 1140 56 None  200-230/460 2.1-2.0/1.0 1.15 CradleBase 5 1%  9%60° 4%'x 4%" Century H1029 ALY52 
% 1725 56 None  200-230/460 2.3-2.4/1.2 1.15 CradleBase % 2" 916"  4¥4"x 4¥4" Century H1030L 6FJFA 
2-Speed, Open Dripproof 
%, 1745/1140 56Y None 200-230 8131-1 4.05 CradieBase 44" 1%" 9%" 46" x 416" Century H655V1 5XTAO 
) 
“474571140 56Y None 460 0.95/0.60 1.25 CradleBase 3% 1% 9%60° 44'x 4‘ Century He56V1 5XTAI 
y, 1745/1140 56 None 460 1.3/0.82 1.25 CradleBase 5 1% 8% 4% x 4% Century H658V/1 5XTA2 
Ye 1725/1140 56Y None 200-280 2949/1" 455 GradleBase %" 1%" © 8%" 414x416" Century H657V1 6FUF2 
1, 1745/1140 56 None 200-230 343/18" 445 CradleBase 54° 1%" © 9" 44" x 416" Century H717V1 5XTA3 
Cradle-Base Mount, Wp ot - wi en 
Totally Enclosed i 1745/1140 56Y None 460 ; TAT 115 CradleBase % 1% 9% 4x4‘ Century H718V1 5XTA4 
Nonventilated yj" 1745/1140 56H None 200-230 *8S928 145 CradleBase % 1%" 101%" 4¥6' x 414" Century H1034V1 5XRZ9 
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* 60/50 Hz. ¢ Horizontal mounting only. 
Find even MORE on Grainger.com® 
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Motor Supplies 
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Motor Start Capacitors 


7 
= 60/50 Hz 
= Temp. range: -40° to 65°C (-40° to 149°F) 
Electrolytic, nonpolarized capacitors are designed for normal intermittent service on single-phase AC motor 
starting circuits. Round, molded cases protect the capacitor from oil, dirt, moisture, and grease. Round 
shape. 60/50 Hz. UL Recognized. 





MFD Overall Item MFD Overall Item 
Rating Dia. Height No. Rating Dia. Height No. 
110-125VAC 165VAC 
36-43 1/6 24" 6FLK7 145-174 1/6" 356" 6FLU6 
56-75 17/6" 2/4" 6FLL2 161-193 17/6" 3%" 6FLU7 
72-88 17/6" 2/4" 6FLL6 189-227 17/6" 3%" 2MEP8 
88-108 17/6" 274" 2MDN9 216-259 1'%e 39," 6FLUS8 
108-130 17/6" 2/4" 2MDR1 233-280 11%e 358" 6FLU9 
124-149 1/6" 24" 6FLK1 243-292 1'%e 3%" 6FLVO 
130-156 17/6" 274" 2MDR2 270-324 1'%e' 3%," 2MEP9 
145-174 17/6" 2/4" 2MDR3 340-408 1'%e 3%," 6FLV1 
161-193 17/6" 274" 2MDR4 378-455 1'%e 43," 6FLV2 
189-227 1/6" 274" 2MDR5 400-480 1'%e 35" 2MER1 
200-240 17/6" 24" 6FLK3 940-648 1'%e 3%" 6FLV3 
216-259 17/6" 2/4" 2MDR6 710-850 2Ve 39," 6FLV4 
216-259 17/6" 39" 2MDR7 710-850 2ve 43/ 6FLV5 
233-280 1/6" ALS 2MDR8 810-972 2Vie 43," 6FLV6 
233-280 17/6" 398" 2MDR9 220-250VAC 
243-292 17/6" 274" 2MDT1 2120 17/6" 29/4" 12N969 
243-292 17/6" 398" 2MDT2 25-30 17/6" 29/4" 6FLW2 
270-324 17/6" 398" 2MDT3 30-36 17/6" 29/4" 6FLW5 
270-324 17/6" 274" 6FLK4 36-43 17/6" 29/4" 6FLW6 
300-360 17/6" 45" 6FLK5 43-53 17/6" 29/4" 2MER2 
324-388 17/6" 294" 2MDT4 43-53 17/6" 3%" 2MER3 
324-388 116" 3%" 2MDT5 53-64 1/6" 3%" 2MER4 
324-388 17/6" 39" 2MDT6 53-64 17/6" 29/4" 2MER5 
340-408 1'%e' 39" 2MDT7 64-77 17/6" 29/4" 2MER6 
340-408 17/6" 398" 6FLK6 64-77 17/6" 39," 2MER7 
378-455 1'%e 398" 2MDT8 72-88 1'%e 3%," 6FLW8 MFD Overall Item 
378-455 17/6" 398" 6FLK8 88-108 1'%e' 3%," 2MER8 Rating Dia. Height No. 
400-480 11%e' 398" 2MDT9 105-126 2Vve 3%," 6FLV7 330VAC 
400-480 17/6" 398" 6FLK9 108-130 1'%e' 3%," 2MER9 21-25 17/6" 358" 6FLU1 
430-516 116" REAS 2MDU1 124-149 116" 43," 2MET1 25-30 1/6" 3%" 6FLU3 
430-516 17/6" 3%" 6FLLO 130-158 1'%e 3%" 2MET2 30-36 1/6" 39," 6FLU4 
460-552 17/6" 39" 2MDU2 130-158 11%e' 43; 2MET3 43-53 1'%e 394" 6FLU5 
460-552 11%e' 398" 2MDU3 145-174 1'%e' 3%," 2MET4 53-64 1'%e 39," 2MEL2 
460-552 1'%e 43" 2MDU4 145-174 2Ve 3%" 2MET9 64-77 1'%e 358" 2MEL3 
940-648 1'%e 43" 2MDU5 161-193 2%" 3%" 2MET6 72-88 11%e" 3%" 2MEL4 
940-648 1'%e 398" 6FLL1 189-227 2Ve 3%," 2MET7 72-88 2Ve 358" 2MEL5 
990-708 1'%e 45" 2MDU6 189-227 2Ve 43," 6FLV8 88-108 2Vie 39," 2MEL6 
990-708 11%e" REAS 6FLL3 216-259 2%e" 43," 2MET8 108-130 2%" 43," 2MEL7 
645-774 1'%e 45" 4UHC7 216-259 2Vvie 3%," 6FLV9 108-130 2Vie 358" 2MEL8 
708-850 1'%e' 45g" 2MDU7 233-280 2Ve 43/ 2MET9 124-149 2Ve 43" 2MEL9 
708-850 2”e 45" 6FLL4 233-280 26 3%," 6FLWO 130-158 26 45" 2MEP1 
708-850 1'%e 398" 6FLL5 243-292 2Ve 39," 6FLW1 135-162 26 437" 6FLT8 
800-960 11%e" 3%" 6FLL7 270-324 26 43/ 2MEU1 145-174 2Ve 43" 2MEP2 
815-978 1'%e 45" 2MDU8 270-324 2Ve 3%" 6FLW3 145-174 2%6 43" 6FLT9 
829-995 1'%e' 45" 6FLL8 280-336 2Ve 437" 6FLW4 161-193 2Vie 43" 2MEP3 
829-995 2"e 45" 6FLL9 320-384 26 43," 2MEU2 189-227 2%6 43" 2MEP4 
850-1020 2"%e 43" 6FLNO 340-408 2Ve 43/" 2MEU3 189-227 26 43" 6FLUO 
1000-1200 2"e 45" 2MDU9 378-455 2%6 43/" 2MEU4 216-259 2%6 437" 2MEP5 
1290-1548 2"e 45" 6FLK2 400-480 2Ve 437 2MEU5 216-259 2Vie 43" 6FLU2 
430-516 2%6 43/ 2MEU6 270-324 2%6 43" 2MEP6 
630-750 2%6" 43," 6FLW7 300-360 2%6" 43," 2MEP7 


‘aaa 


Motor Start Capacitor Accessories 


Mounting Brackets—Use in conjunction 
with end caps to provide secure and electri- 
cally safe mounting. 


End Caps—Provide weatherproofing for 
lead connections and facilitate mounting 
capacitor in bracket. With bottom lead hole, 
leads exit through bracket; with top lead 
hole, leads exit opposite bracket. 


Item Pkg. Item Pkg. 
Type No. ty. Type No. Qty. No. 2MEWG6G No. 2MEY1 
Mounting Brackets End Caps (Top Lead Hole) 
2%" Length 2MEW5S 5 1%” Diameter with Top Lead Hole 2MEY1 5 
3%8" Length 2MEW4 5 11%e" Diameter with Top Lead Hole 2MEY2 5 
434" Length 2MEW3 5 2Vse' Diameter with Top Lead Hole 2MEY3 5 
End Caps (Bottom Lead Hole) 2%ce' Diameter with Top Lead Hole 2MEY4 5 No. 2MEW14 
1c" Diameter with Bottom Lead Hole 2MEW6 5 Resistors : 
11%6" Diameter with Bottom Lead Hole 2MEW7 5 2 Watt, 15,000 Ohm 2MEW1 10 
2Vie' Diameter with Bottom Lead Hole 2MEW8 5 2 Watt, 15,000 Ohm With oMEW2 10 
2%e' Diameter with Bottom Lead Hole 2MEW9 5 Ys" Female Terminals 
Jumper Wire Sets ae Soageua 
Includes 4" Wire with 1" o. 
Female Terminals 2MEV8 10 
Includes 6" Wire with 1%" oMEVO 10 


Resistors—Bleed off electrical charge 
when soldered across capacitor terminals. 
Prevent contact-point arcing and welding 
under rapid cycling. 


Jumper Wire Sets—Connect 2 capacitors 
in series or parallel. 


Female Terminals 










No. 2MEW3 


IMPORTANT MOTOR | Refer to pages 3-7 for selection guidelines, standardized dimensions, thermal protection information, 


INFORMATION 


UL 507 Standard location information, NEMA & IEC guidelines, energy legislation information, and terminology. 
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Motor Supplies Details on page A1. 


MOTORS Scan. Order. Done. [= 





Motor Run Capacitors fDayton] 


= Temp. range: -40° to 85°C (-40° to 185°F) ROUND RUN CAPACITORS 














= 60/50 Hz 370VAC 440VAC 

Aluminum, hermetically sealed capacitors improve the electrical id 7 “ae am - ee vm 

performance of motors, air conditioners, and refrigeration equipment. are ae a: 8: a: 

PCB-free, the capacitors feature an aluminum case with steel cover and 5 |1%6' 3%6° 2MEC1 | 1%. 2'4e' 2MEG4 

4" male quick-connect terminals with plastic insulators. Protected to Se 2 Ae OES 4} 

40.000 AFC. UL Recoanized 7.5 | 1%e  21%6"  2MEC2 | 1%" 3" 2MEGS 

g 10 |1%6" 3°  2MEC3 | 1%6 3" 2MEG6 

OVAL RUN CAPACITORS 12.5 [1%6 3° 2MEC4 | 1%e' 3 2MEG7 

370VAC A4A0VAC 15 |1%. 3° 2MEC5 | 1%’ 3° 2MEGS8 

MFD Overall Item Overall Item 17.5 | 1%6' 3" 2MECH | 1%c" —3%e" —s2MEGI 

Rating H Ww D No. H Ww D No. 20 |1%6° 3%6° 2MEC7 | 1% 3%6°  2MEH1 

Motor Run 225 | 1%" 3%" 39P226| — — = 

2 D145" 1V"" 2MDV1 | 234" iy 1V%:" AUHA5 25 | 1%" 3% 2MEC8 |) 1% 4° 2MEH2 

3 die oO 1Vs" 2MDV2 | 27%" 1v%"  AUHAG 30 |11%6 454" 2MEC9 | 11% 4" 2MEH3 

4 D1%45° 2" 1v" 2MDV3 | 2146" 1v"‘ 2MDY4 35 |1i1%6 3%" 2MEE1 | 11%c° 47%’ 2MEHA4 

5 D1%45° 2" tv" 2MDV4 | 2146" 1v"  2MDY5 40 |11%46" 47/6’ 2MEE2 | 11%6’ 47%6’ = 2MEHS 

6 a1hg 1 2MDV5 | 27%" 1" 2MDY6 45 \11%6' AiAc’ 2QMEES | 11%’ 47/6’ 2MEHG 

75 | 21%¢— tv" 2MDV6 | 2146" tv" 2MDY7 50 |1i%e 47%c’ 2MEE4 | 11%’ 5%6°  2MEH7 

10 35," a 1%" 2MDV7 | 3" 2" 1" 2MDY8 55 |11%6 4%" 4UHC3 | 11%’ 5%c°  2MEHS8 

125 | 3% 2" 1%" 2MDV8 | 3%" ry 1V%" 4UHA7 60 | 2% 4c’ 2MEE5 | 2%" 5%c°  2MEH9 

15 | 33%4" 2" tv" 2MDV9 | 3%" iy tv" 2MDY9 70 | 2%' 5%"  GFLP4 | 2%" 5%c’ G6FLR8 

175 | 3% 2" 1%" 2MDW1 | 3%" Dy 1V%s" 2MDZ1 80 | 2% 4c’ 2MEE6 | 23° 514"  2MEJT 

Goat aachap Gun 20 37," 2 Tv" 2MDW2 | 234" z 1%" 2MDZ2 100 | 2%" 5%" G6FLP2 |) — = = 
, 25 3%" 2%)" 1%) 2MDW3 | 4%" 2%" 134"  2MDZ3 Dual Run 

No. 2MDV2 25 = = = = 455° 2% 135° GFLN7 * 20/5) —  — = 45°  4UHC6 

30 3%" 2%) 1%) 2MDW4 |) 41%" 2%" 134" ~—2MDZ4 25/3 | 2" 45% 6FLP5 | — = = 

35 3% 25%; 1%) 2MDW5 |) 4%" 23%," 134°  2MDZ5 25/4| 2" 4%" 12N967| — = = 

40. | Ate 2%" 13%" =~ DMDWE | 416 = 2%" =~ 1%" ~~ 2M ZB 25/5 | 2" 45%" 2MEE7 ) 2" 456" 2MEJ2 

45 Ay" 1%" SC DMDW7 | 415" 2%" 13%" =~ 2MDZ7 2517.5] — __— — 2" 45%" ~—*GFLR 

50 AV" "1%" ~~ DMDWB | 415" 23%" 13" ~~ 2MIDZB 30/3 | 2° 45° GFLP6 2° 45%"  6FLTO 

55 5Y; 5%" 15%" 2MDW9 | 576’ 2%" ~~ 134" ~s 2MDZ9 30/4| 2" 4%" G6FLP7 | — = = 

60 Bie Ys SOY’ =~ DMX | «OAc 2%" 134" ~~ 2MEAT 30/5 | 2" 454° 2MEE8 | 2° 454" 2MEJ3 

70 5% = 2%," = 194" ~~ GFLNI | 51a’ = 23" S134" ~~ FLNB 30/7.5| 2" 4%" 4UHC4 | 2" 4%"  2MEJ4 

80 5% 2%, 135  2MDX2 | 5% 2% 134°  GUHA8 35/3 | 2" 41% GFLP8 | 2° 41%6°  GFLTI 

Dual Run 35/4, —  — = 2" At%—"  GFLT2 

15/3 | 3%" 2%" 1%" GFLN2 | — = me = 35/5 | 256° 455" 2MEES | 2%c' 45%" 2MEJ5 

15/4. | 3%" 2% 1%) GFLN3 | — = = = 35/7.5|2%6e 45%" 2MEF1 | 2%6 454" 2MEJG 

15/5 | 3%6' 2% 1% 2MDX3 | 3% 2% 13%"  GFLNO 40/3 | 238" 45" 6FLP9 | 2%" 45%" —_GFLT3 

17.5/5 | 3% 2%" 1%  2MDX4 | — _ = — 40/5 | 2%' 4%" 2MEF2 | 2%" 454"  2MEJ7 

20/5 | 4% 2% 1% 2MDX5 | — = = = 40/7.5| 236" 5s" 2MEF3 | 2% 5%" 2MEJ8 

25/5 | AY" 2%" 1% 2MDX6 | 4%" 2%" 1%"  2MEA2 45/3 | 235" 5% GFLRO | 2% 5%°  6FLT4 

30/5 | 416" 2%" = 1%" ~—SODMIDX7 | 45%" = 2%" 1%" ~~ DMEAB 45/5 | 238" 54" 2MEF4 | 238" 514" 2MEJ9 

30/75 | 4%" 2% 1% AUGZ8 | 4%" 2%" 1%"  4AUHAS 45/7.5| 2%" 5 Vs" 2MEF5 | 2%" = 5%" — 2MEK1 

35/3 | 4% 2% 1%  GFLNS | 4%" 234" 134"  GFLPO 50/3 | 2% 5%" G6FLR2 | — = -_ 

35/4 | 4% 2% 1%  G6FLNG | — = = = 50/5 | 238" 5%" 2QMEF6 | 2%" 51%"  2MEK2 

35/5 | AY" 2% 1% 2MDX8 | 45%" 2%" 1%"  2MEAA 50/7.5| 23%"  5Vs"  2QMEF7 | 2%" 54°  2MEK3 

35/7.5 | 5Ys" 2% 1%" ~~ 2MDX9 | 5%" 234" ~~ 134" QUHCT 50/10| 2%" 51%" 6FLR1 | — = = 

35/10 | 5Y%" 2%" 1%  G6FLN4 | — = = = 55/5 | 2%" 544° 2MEF8 | 2%" 51%"  2MEKA4 

40/5 | 5Ys" DY" 1%" ~~ OMDY1 | 5%" = 234" 134" 2MIEAS 55/7.5| 2%" 5Vs" 6FLR4 | 238" 514" — 2MEK5 

407.5 | 5% 25%" 13%" QMDY2 | 5%" =25%4" 13%" ~~“ AUHC2 55/10| 2%" 5%" GFLR3 | — = = 

40/10 | 5%" 2%" 1%" 12N962 | — = = = 60/3) —  — — 2%" 5 Vs" GFLT5 

45/5 | 5Ys" DY" 1%" ~~ OMDY3 | 5%" = 23" ~—- 134" ~—sDMEAG 60/5 | 2%" 5%" 2MEF9 | 2%" 5%"  2MEK6 

45/75 | — — = = BY 2%; 1%, 12N964 60/7.5| 2%" 5%" 2MEG1 | 2%" 514" ~2MEK7 

45/10 | 5%" 2%" 1%" 12N963 || — = = = 60/10; — — = 2%" 5s" 2MEK8 

Round, 50/5 | 5% 2% 1%  AUGZ9 | Sie 2% 1%  2MEAT7 70/5 | 2%" 5%° G6FLR5 | 2% 554°  GFLT6 

Motor Run 55/5 | 6% 29% 135°  QAUHA1 | 6%c 2%" 134°  2MEAS 70/7.5| 2% 5%  GFLR6 | 2%" 5%  G6FLT7 

No. 2MEC1 55/75 | 6% 2% 13%" AUHA2 | — = = a 80/5 | 2%" 5%"  2MEG2 | 2% 5%°  2MEK9 

55/10 | — — — — 6% 2%, 154° ~~ GFLP1 80/7.5| 2%" 5% 2MEG3 | 2%" 55° 2MEL1 

60/5 | 6% 2% 1%  AUHA3 | 6c 2% 1%"  2MEAQ 80/10 | 2%" 51%" GFLR7 | 2%" 51%c’ 12N968 
60/7.5 | 6% 2% 13% AUHA4 | — = — = * A80VAC. 


MFD Overall Item MFD Overall Item 


x " 
. pE\/veye) Rating H WD No. Rating H W OD __ No. 
Motor Run Capacitors eae 370VAC A40VAC 


2 1%" Ae’ Var’ —22F163. 21's’ Yo" 22F 172 
= Temp. range: -40° to 85°C (-40° to 185°F) 1%" Te’ ?¥ac" _ 22F164 1" The" 2%" 22F173 
= 60/50 Hz 


3 3 

4. 1% 1%e' 7%" —«o22F165 4. 1h 1s — th" _—s«22F 174 

5 1% the % 22F166 5 1% 16 %  22F175 
Feature ABS case constructed with self-healing dielectric 7.5 2" 1%" 1" _22F167 75 2" 1% 1" 22F176 

8 2" 1% 1" ~—-22F168 8 2° 1% 1" ~—«22F177 






1 1 [ 5 7] A = [ 
metalized polypropylene film, with V4" blade, quick connect 10 DY OU As DOB Ty COMEE TLS: 
No. terminals, and metal tab mounting bracket. For use in blower, 125 2s" 2%" 1%6 22F170 125 2%" 2%" 1%6' 22F179 
22F163 fan, and pump motors. Rectangular shape. C-UL Recognized. 15 2% 2%" 1%6' _22F171 19 2%" 2%" 1%6' _22F180 





* Dayton} fDayton] 
Motor Run Motor Run a 





Capacitor Terminal Guard Capacitor Mounting Kit 


Plastic guard weatherproofs capacitor connections Fits oval cans 2"W x 1%"D. Includes metal bracket, 


for long service life. Fits oval cans 2"W x 1%"D. ak rubber boot, and hardware to mount capacitor and ah 
Includes sheet metal mounting screws. 2MEU9 protect wire connections. 2MeEV1 
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POWER TRANSMISSION 


Selecting a Gearmotor 


A gearmotor is an electro/mechanical device using an electric 
motor to drive a geartrain encased in a housing. The geart- 
rain reduces output speed while increasing available torque. 
Gearmotors move an object in a given direction at a rate of 
speed (RPM), and provide the required twisting force (torque). 
Select your model once load input performance require- 


ments are identified. You must know the speed and torque 
requirements of the load to be driven. Unusual loads or harsh 
environments need to be considered before selecting a driving 
device. Horsepower (HP) is not a factor in selecting a standard 
gearmotor, since each model is designed for a specific perfor- 
mance level. 


Parallel-Shaft have helical and spur gears. First stage 
gears are phenolic, nylon, or steel and typically helical for 
low noise. Subsequent gears are usually metallic (sintered 
or hardened cut steel) depending on the performance level 
of the gearmotor. Parallel-shaft models offer high effi- 
ciency in compact sizes. 

Right-Angle include mainly worm-type gears of preci- 
sion-machined steel. Worm wheel is often bronze, but may 
be phenolic or cast iron. These gearmotors can be heavier 
construction, handle higher shock loads, and run quieter 
than comparably-sized parallel-shaft designs, but often 
less efficiently. 





Mechanical Considerations 


Speed. How fast should equipment or an object move? Output 
speeds are available from less than 1/2 rpm (revolution per 
minute) to nearly 350 rpm, depending on motor type and gear 
ratio. Based on your application, you may need to consider 
whether additional modified speeds will be produced through 
sheaves or sprocket type drive systems before determining 
gearmotor output speed. 

Starting Torque provides initial power to get things moving. 
On large conveyers, starting torque requirement may be high 
while a small rotating display cabinet may require very little 
torque to overcome resistance. Small gearmotors typically 


have "start" and "run" torque specifications shown due to their 


lower overall output capabilities. Starting torque ratings 
can be lower than maximum running torque ratings. 
Heavier duty gearmotors are usually only rated for their 
full-load (running) torque capability since starting torque is 
relatively high. 

Running Torque (Full Load) is the continuous twist- 

ing force to keep things moving after initial start and 

must maintain power under all variable load situations 

to provide adequate service. Running torque listed in the 
catalog is the maximum torque available for safe, continu- 
ous operation. Frequent starts and stops will require use of 
starting torque more frequently. This could result in exces- 
sive heat build-up, causing premature motor failure. 


How To Measure Torque 
Caution: Disconnect Power Before Proceeding 


Torque required to drive a machine may be measured by using 
a flat grooved pulley, a cord and a spring scale rated in lbs. 
Pulley must be rigidly attached to machine's drive shaft, with 
cord wrapped several times around pulley. Do not allow cord 
to overlap. The other end is tied to the scale. When the scale 
is pulled, it will turn the pulley. When the pulley first starts to 
turn, the scale will register starting force required in pounds. 
Force registered on scale, in pounds, when multiplied by 
radius of pulley (radius is measured from the center of 
machine shaft to center of cord), in inches, yields the starting 
torque, in in.-lbs. required by machine. 


Electrical Considerations 


Type 
Before you can select the best gearmotor for Shaded Pole 
your application, you need to identify your ieee 
intended power supply. AC and DC input gearmo- Capacitor-Start 
tors from 12VDC to 460VAC are available. This 3-Phase 


chart provides typical characteristics of different 
motor types as a guide for your selection. 


C 
Universal AC/DC 


If torque characteristics of the machine (load) vary during 
its operating cycle, torque must be determined at the point 
in the cycle where it is the greatest. 

If pulley can be turned (by pulling on cord) at a rate equal 
to normal speed of driven equipment, an indication of 
running torque can be obtained. If load of machine is 
almost entirely due to friction, running requirement will 
be essentially the same regardless of speed. However, if 
load is primarily the result of inertia or windage (air drag), 
characteristics of the inertia or windage elements must 
be known. 


Starting Speed 
Controllable 


Torque Reversible 
Low No No 
Medium lies No 
Med/High Yes No 
High Nes No 
High ies No* 
High Nes Vest 
High Yes Yest 


gearmotor listings. 


Loads 


Driven items connected to and driven by the gear- 
motor output shaft constitute the load. Not all loads 
coupled to gearmotors have steady speed and 
torque requirements. Some loads demand power 
surges from the gearmotor during running cycle. 
This can be abusive to gears. Also, environmental 
conditions and space restrictions need to be taken 
into account. Two types of loads that require careful 
consideration before selecting a gearmotor are 
Overhung (Radial) Load and Shock Load. 
Overhung (Radial) Load (OHL) is the perpen- 
dicular force pushing against the side of an output 
shaft. This force is either from a weight hanging on 
the output shaft or from a sprocket, pulley or gear 
being used on the shaft. Every gearmotor has an 
OHL specification which should not be exceeded. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


If you plan to use a sprocket, pulley, gear or any weight suspended 
directly on the shaft, calculate OHL to aid selection of the gearmotor. 
First, use the formula below to determine the pounds of load. Second, 
multiply pounds of load by the appropriate drive factor at right to 
determine actual OHL ratings in pounds on center of output shaft. 


Full-Load Torque (Requirement of Gearmotor) x 2 


= Lbs. of Load 


Pitch Dia. of Sprocket, Pulley or Gear 


Shock Load. Some applications subject gearmotors to loads that 
transmit shock or abrupt peak loads back to the gearmotor. Shock 
load can create peak loads several times greater than gearmo- 

tor torque rating. For example, when a heavy object accidentally is 
dropped on a running conveyor, this causes shock to gears and may 
even break them. Be sure the gearmotor is rated high enough to 
handle maximum anticipated shock load conditions. 


Gearmotor Terminology 





No. 4ZJ45 





— Speed 


2Q0 Torque 


Multiply 
From Into By 
in.-lb. ft.-Ib. 0.0833 
ft.-Ib. in.-Ib. 12 
in.-OZ. in.-Ib. 0.0625 
in.-Ib. in.-OZ. 16 


Torque - Force Times 
Radius (R) 





Machine Shaft 


Features 


Rugged, Relative Low Cost 
Reversible, Quiet Operation 


Fairly High Start Torque 


Heavy-Duty Start-Ups, Dual Voltage 
Simple, Reliable, High Start Power and Efficiency 
Speed Controllable, High Start Torque 
Speed Controllable, Relatively Low Cost, Simple Operation 
* Inverter-Duty motors can be controlled with an inverter. f Performance matched speed controls are available for many catalog 


Drive Factors 
Sprocket ...1.00 
Pulley...... 1.50 
Gear....... 1.25 


Shock Load 
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115VAC Shaded Pole 


Parallel-Shaft Gearmotors 


= Enclosure: open 
= Gearcase: die-cast zinc 
= Lubrication: grease filled 
= Gears: heat-treated cut steel and acetal 
= Bearings: porous bronze sleeve 
on both case and motor 


Nameplate Max. Overhung am 





RPM Torque Load 

1 50.0 in.-lb. A1 |b. Ye70 
2.2 32.0 in.-lb. A1 |b. Va76 
6.6 25.0 in.-lb. A1 |b. Yoog 
11 26.0 in.-lb. A1 |b. Vi38 
20 15.0 in.-lb. A1 |b. Vi39 
30.6 12.0 in.-lb. 41 |b. Vj12 
66 4.7 in.-lb. 41 |b. Yjag 
130 2.7 in.-lb. 41 |b. Yas 
197 1.2 in.-lb. A1 |b. Yas 


115VAC Shaded Pole 


Parallel-Shaft Gearmotors 


= Enclosure: open 

= Gearcase: gasketed die- 
cast zinc with screws 

= Lubrication: grease filled 

= Gears: hardened steel and phenolic 

= Bearings: roller on case; ball and 
porous bronze sleeve on motor 

= Mounting: all-position 


Nameplate Max. Overhung 
RPM Torque Load Input HP 
1 100.0 in.-Ib. 54 Ib. Yate 
6.7 50.0 in.-Ib. 41 |b. Vit 
13 50.0 in.-Ib. 18 Ib. Yea 
214 5.0 in.-Ib. 2 Ib. V3 
368 3.3 in.-lb. 1 Ib. Yao 


115VAC Shaded Pole 


Parallel-Shaft Gearmotors 


= Enclosure: open 
= Gearcase: die-cast zinc with steel cover 
= Lubrication: grease filled 
= Gears: sintered steel 
= Bearings: porous bronze 
sleeve on case and motor 


Nameplate Starting Max. Overhung Input 
RPM Torque Torque Load HP 
Magnetic Brake 
25 11 in.-lb. 20.0in.-lb. = 30 Ib. Yoo 
50 4.5in.-lb. 10.0in.-lb. 30 Ib. Vio 
Cone Brake 
25 11 in.-lb. 13 in.-lb. 30 Ib. Yoo 
50 4.5in.-lb. 10.0in.-lb. 30 Ib. Vio 


115 and 230VAC Shaded Pole 
Parallel-Shaft Gearmotors 


= Enclosure: open 
= Gearcase: die-cast zinc with steel cover 
= Lubrication: grease filled 
= Gears: sintered steel 
= Bearings: porous bronze sleeve 
on both case and motor 


‘ae 
= Mounting: all-position 

= 60 Hz 

= Rotation: clockwise facing output shaft 
= Thermal protection: impedance 

= UL Recognized 


Gear Full Load Length Item 
Ratio Amps Less Shaft No. 
3231:1 0.38 4" 1MBF3 
1526:1 0.38 4" 1MBF4 
504:1 0.38 4" 1MBF5 
294:1 05r 3% 1MBF6 
168:1 D5 oe 1MBF7 
107:1 0.57 3% 1MBF8 
a1 0.57 3%" 1MBF9 
26:1 0.57 3% 1MBG1 
1631 0.38 3" 1MBG2 





‘ma 
= 60/50 Hz 


= Rotation: clockwise facing output shaft 
= Thermal protection: auto 

= Insulation: Class B 

= UL Recognized and CSA Certified 

Note: Ratings shown are at 60 Hz. Gearmotors are 


also operable at 50 Hz, with HP and rpm at 5/6 of the 
60 Hz rating. 


Gear Full Load Length Item 
Ratio Amps Less Shaft No. 
320171 0.62 43/," 1MBG3 
904:1 0.62 49/4" 1MBG4 
25271 1.2 45," 1MBG5 

16:1 1.4 47," 1MBG6 

9:1 1.4 47," 1MBG7 





aaa 
= 60 Hz 


= Rotation: clockwise facing output shaft 
= Thermal protection: auto 

= Ambient: 40°C 

= UL Recognized and CSA Certified 


Full Length Gearmotor 
Gear Load Less Mounting Item 
Ratio Amps _ Shaft Position No. 


125.51 0.75 4% 52JD92 
60.21 075 4% AllAngle —s55p93 
125.51 0.75 44% 52JD91 


60.21 075 414° Uorizontal 5 Inga 


‘mal 
= Mounting: all-position 


= Rotation: clockwise facing output shaft 
= Thermal protection: impedance 

= Ambient: 40°C 

= UL Recognized and CSA Certified 


Nameplate Max. Overhung = Input Gear Full Load Length Item 
RP Torque Load HP Ratio Brake Amps _Less Shaft No. 
115VAC, 60 Hz 
7.0 30.0 in.-lb. 30 Ib. Yioo 439.3:1 Magnetic 0.52 34" 52JE19 
7.0 30.0 in.-lb. 30 Ib. Yioo 439.3:1 Cone 0.52 oye 52JE20 


230VAC, 50 Hz (3 leads) 


5.8 30.0 in.-Ib. 30 Ib. Yioo 439.3:1 Magnetic 0.26 34" 92JE18 
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115 and 230VAC Shaded Pole ef Dayton] Nameplate Max. Overhung Input Gear Full Load ray Item 


































































































































































































































































































































































































[Pp | | Sh fi if t Key RPM _ Torque__—-— Load ~=—sHP___—sCRRatio. ~3F 0 Amps__—Shaft__—No. 
arallei-ona earmotors 115VAC,60Hzs—s—~CSs~S a aa 
sacs a _A 11 90.0in.-Ib. 80 Ib. 50_ 28471 0.38 28" IEE 
= Enclosure: open = Mounting: all-position A 69 30.0in-Ib. 30Ib. Yoo 430.31 0.52 29%" ‘5 2JE27 
= Gearcase: die-cast zinc = Rotation: clockwise _B 18 13.0in-Ib. 30 lb. Yoo ~—'172:1 ~——«0.50 2%; 52JE29 
with steel cover facing output shaft ; 23 nt i tb. He 1 14.5: 0.50 276 S2JE30 
= Lubrication: grease filled = Thermal protection: impedance ; 2 Ie —* 810.8 a8 
:; : 6 pb 30 2 in.-Ib. 30 lb. Yoo «69.15:1 0.50 2% S2JE28 
= Gears: sintered steel = Ambient: 40°C ‘230VAC,50Hz a Sl nn ann 
= Bearings: porous bronze sleeve = UL Recognized and CSA Certified A 09 50.0in-Ib.  30lb. —%s0 += 28471 0.25 2%" 2JE21 
A 5.8 35.0in-Ib. 30lb. ‘Yo 439.3:1 0.26 2%" 52JE22 
onneeeneen “B16 13.0inlb. 30 lb. __Vo —‘167.41_0.25 ——D¥' _—B2JEZA 
Bo at 9B int. 80 ID. oo. 114.3:1 0.25 276" S2JE25 © 
B 44 4.2 in.-lb. 30lb.  Vioo 69.15:1 0.26 2%" 5 2JE23 
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A 6.0 80.0in-Ib. 30lb. Yo  529.2:1 1.0 4% 5 2JE02 * 
Parallel-Shaft Gearmotors A 63 190.0in-Ib. 30lb. % 52921 15 AY; 52JD98 
A 25 25.0in.-lb. 301b. Yo  145:1 1.3 45%"  52JD99 
= Enclosure: open = Rotation: clockwise A 29 27.0in-Ib. 30lb. Yo 145-1 13 45° 52JE03 * 
= Gearcase: die-cast zinc facing output shaft A 50 12.0 in.-Ib. 30 Ib. Yoo___—63.4:1 1.3 4¥4' _ 52JE01 
= Lubrication: grease filled = Thermal protection: auto is a ae $0lb. Yeo 63.4.1 1S 47" _S2JE04 
- Oin-lb. 30lb. Yo 294: 19 42." 52JD97 
= Gears: sintered steel = Ambient: 40°C ‘Q30VAC,50Hz(3leads) = # © =| 
= Bearings: porous bronze = UL Recognized and CSA Certified A 5.0 —-180.0in-Ib. 30lb. Yo 529.21 0.75 4¥s" 52JD95 
-230VAC, 60/50 Hz(3leads) 
Sleeve on case and motor A 50  140.0in-Ib. 30lb. Yo 52921 055 4%" 52JD96 *t 
” Mounting: all-position * Includes magnetic clapper brake. ¢ Ratings shown are at 60 Hz. Gearmotors are also operable 


at 50 Hz, with HP and rpm at 5/6 of the 60 Hz rating. 
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No. 52JE05 








Commonly used 
in pellet and corn 
stoves and other 

appliances requiring 
higher torque 


115VAC Shaded Pole * : 
Parallel-Shaft Gearmotors 


= Enclosure: open = Mounting: all-position 

= Gearcase: die-cast zinc = 60/50 Hz 

= Lubrication: grease filled = Ambient: 40°C 

= Gears: Delrin® and sintered steel = UL Recognized and CSA Certified 
= Bearings: needle on case; porous Note: Ratings shown are at 60 Hz. Gearmotors 


bronze sleeve on motor are also operable at 50 Hz, with HP and rpm at 
5/6 of the 60 Hz rating. 


No. 52JE16 


115 and 230VAC Shaded Pole 
Parallel-Shaft Gearmotors 


= Enclosure: open 

= Gearcase: die-cast zinc 

= Lubrication: grease filled 

= Gears: sintered steel 

= Bearings: porous bronze 
sleeve on case and motor 


‘a 


= Mounting: all-position 
= Rotation: clockwise 
facing output shaft 
= Thermal protection: impedance 
= Ambient: 40°C 
= UL Recognized and CSA Certified 


No. 1LNF7 


115VAC Shaded Pole 
Parallel-Shaft Gearmotors 


‘at 


= Enclosure: open = 60/50 Hz 
= Gearcase: die-cast zinc with = Rotation: clockwise 
screws and gasketed cover facing output shaft 


= Lubrication: grease filled 

= Gears: sintered steel 

= Bearings: needle on cover; ball 
bearing and bronze on motor 

= Mounting: all-position 


GRAINGER. 


TTT 


= Thermal protection: auto 

= Insulation: Class A 

= UL Recognized 

Note: Ratings shown are at 60 Hz. Gearmotors 


are also operable at 50 Hz, with HP and rpm at 
5/6 of the 60 Hz rating. 
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1.30+.02 


WITH SHAFT 
PUSHED IN 
ial | 75 F 















































CW CCW 
ROTATION ROTATION 


Full Length 

Nameplate Max. Overhung Input Gear Load ies Thermal Item Item 
RPM Torque Load Ratio Amps Shaft Protection) No. No. 
1.0 200 in.-lb. 30lb. ‘Yoo 2851.8:1 0.45 3%" Impedance 52JE10 |52JE05 
2.0 135 in-lb. 30lb. %o 1428.7:1 0.45 3%" Impedance) 52JE09 (52JE06 
4.0 75 in.-lb. 30lb. Yeo 823.4:1 0.45 3%" Impedance) 52JE11 (52JE07 
6.0 140 in.-lb. 30lb. Yo 525:1 1.30 3%' Auto 52JE12 (52JE08 
10 100 in.-lb. 30lb. Y%o 333.6:1 1.30 3% Auto 52JE13 _ 
25 50 in.-lb. 30lb. Yo 145:1 1.30 3%' Auto 52JE14 _ 
50 25in.-lb. 30lb. Y%o 63.4:1 1.30 3%' Auto 52JE15 _ 

















TAPPED #8-32 UNC-2B 
x .250 MIN. (5) 





Nameplate Max. Overhung Input Gear Full Load ~=Length Item 

RPM Torque Load HP Ratio Amps Less Shaft No. 
115VAC, 60 Hz 

46 40.0 in.-lb. 30 Ib. Y250 709.17:1 0.32 27" 52JE17 
230VAC, 50 Hz (3 leads) 

4.1 40.0 in.-lb. 30 Ib. Y250 709.17:1 0.32 27" 52JE16 





#10-32 UNF-28 
X.59 DEEP 
4 HOLES) 





































































































Nameplate Max. Overhung Input Gear FullLoad Length Item 
RPM Torque Load HP Ratio Amps _ Less Shaft No. 

1 100.0 in.-lb. 56 Ib. Yeo 2976:1 0.5 AY," 1LNG2 

4 130.0 in.-lb. 56 Ib. Yeo 762:1 0.7 AVA" 1LNF7 

6 150.0 in.-lb. 65 Ib. Y50 529:1 ies: 45" 1LNF8 

26 45.0 in.-Ib. 15 1b. Y50 126:1 1 457" 1LNF9 

pe 25.0 in.-lb. 10 1b. Y50 63:1 1.3 45" 1LNG1 
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#8-32 UNC-2B 
£50 + 02 DEE Y .50+.02 (4) 
x .50 + .02 DEEP 1.00 r— 

ae 





Lo tet. + 





250 844 4 09 


7.00 [ Y .204 


TYP 


t .204 i. UNC-28 
#8-32 UNC-2B THRU (2) 
THRU (2) ( 1— 1.09 
3.86 MAX 
3.50 MAX ——>} . 





8441 09 










































































___ #8-32 UNC-2B 
V .50+.02 (4) 







































































; S #10-32 UNF-2B 
#8-32 UNC-2B ais, - : THRU (4-HOLES) 
THRU (2) , 


























115VAC Permanent Split Capacitor ef Daycor] tes 
Parallel-Shaft Gearmotors op ee, ee ee ee 


Torque Load P Ratio Amps _ Shaft No. 
4 30.0in.-Ib. 30lb. Yoo 643.5:1 0.35 3%"  S52JE32 * 
= Enclosure: open = 60/50 Hz 20. 13.0in-lb. 30lb. Yoo 1231 0.35 3%"  52JE36 
= Gearcase: die-cast zinc = Rotation: reversible A 30 75in-lb.  30lb. Yoo ~——99.8:1 0.3534" B2JEB3 
with steel cover = Thermal protection: auto 60 A a a a re 
ae ; 100 2.0in-Ib. 30lb. ‘Yoo 30.6.1 0.35 3%"  52JE35 
= Lubrication: grease filled = Capacitor: No. 2MDV3 required 1 420in-lb 301b.  Vnn—541-1 035 52 JE38 
= Gears: sintered steel (order separately on page 66) B 4 26.0 in-Ib. 30 Ib. Yoo 654.2:1 0.35 31h 52JE39 
= Bearings: porous bronze = Brake: friction (B. and C. only) fg en _ — __ at _t  e 
sleeve on case and motor =» Ambient: 40°C 18 8.0in.-Ib.  30lb. Yoo 174.7:1 0.35. 3%  S2UE42 
= Mounting: all-position (A. = UL Recognized and CSA Certified C 29 6.0in-Ib.  30lb. oo 1241 0.358%" JEAB 
d D. only): outout shaft f 55 2.6in-Ib.  30lb. Yoo 57:1 0.36 3%" S2JE44 
an v only); output sha Note: Ratings shown are at 60 Hz. Gearmotors 98 15in-lb. 30 |b. oo 306:1 0.35 374°  52JE45 
horizontal (B. and GC, only) are also operable at 50 Hz, with HP and rpm at D 10 560in-lb 30lb. Vioo 281-1 0.35 qf" 52JE37 
5/6 of the 60 Hz rating. * Shaft dia.: 0.313". 


* 
115VAC Shaded Pole Parallel-Shaft Gearmotors 



































































































= Gearcase: die-cast zinc Nameplate —_ Overtung Input ad i Load : Length item 
5 aE ‘ orque oa atio mps ess Shaft 0. 
= Lubrication: grease filled Open, Fan-Cooled, No Brake 
= Gears: acetal and steel 7 113.0in-Ib. 1501b. Yo 250-1 26 77 1LPN5 
= Bearings: porous 13 113.0in-Ib.  150lb. Wo 128-1 26 77° 1LPN2 
ronzeslecve.On 30 113.0in-Ib.  150lb. Wo 52:1 26 77° 1LPL8 rd 
bro eri veo ' 60 59.0in-Ib.  150lb.. Yo 27:4 26 77° 1LPL6 | } 
case; Dall on motor Open, Fan-Cooled, Power Off Disc Brake — see 
= Mounting: all-position a 113.0in.-lb. 150 Ib. Yo —- 75071 2.6 874" 1LPN7 1706 | —| | yve-eanexsre 
= 60 Hz 7 113.0in-Ib.  1501b. Wo 25071 26 87%  1LPN4 ey 
9 :; 13 113.0in-Ib.  1501b. Vo 128-1 26 87%" 1LPN1 bess 
: Rotation: clockwise 30 113.0in-Ib.  150lb. Wo 52-1 26 87%  1LPL7 = 
facing output shaft 60 59.0in-Ib. 1501. Yo 271 26 87s" 1LPL2 
= Thermal protection: none TEFC, No Brake 
ant: Ae 9 113.0in-Ib.  1501b. 0 750-1 16 7¥5" 1LPN8 7 
7 panel 40 7 d 7 113.0in-Ib.  1501b. Yo 25071 16 7¥5°  1LPNG6 Ten f\ 7 = 
. ecOunized al 13 113.0in-Ib.  1501b. Yo 12871 1.6 7¥5° 1LPN3 : Cont ia 
CSA Certified 30 42.0 in.-lb. 150 Ib. Yoo 52:1 1.6 7%" 1LPL9 


115/230 and 115VAC Lf navtonl 
Permanent Split Capacitor 
Parallel-Shaft Gearmotors 


= Gearcase: die-cast aluminum = Thermal protection: none 





= Lubrication: permanent = Ambient: 40°C 
heavy gear oil = Capacitor: included 
rs: hardened steel Brake: table to No. 5X400 (order 
7 Gears arde ed stee = Brake adap able to No. 5 { ( ler ie Sno si HEBD 
= Bearings: needle separately; see page 95) using 1 disc in brake 
throughout; ball on motor = UL and C-UL Recognized, and Nos. 2H604 
= Mounting: all-position, and 2H602 are also CE Certified 1/8x3/4 KEY eye Ke 
optional mounting bracket Note: Ratings shown are at 60 Hz. Gearmotors Nos. 2H604 and 1 27/64 
No. 2A754, see page 72 2H602 are also operable at 50 Hz, with HP and rpm at 5/6 of 2 5/8 SQ 7] 
= Rotation: reversible the 60 Hz rating. 
Full Length 
Nameplate Max. Overhung Input Gear Load Less Item —— 
RP Torque Load HP Ratio Amps Shaft No. 1/24 | 
TENV, 115/230VAC, 60/50 Hz, 1/20 Input HP jesse FLAT. 
46 160.0in.-Ib. 115 Ib. Yoo 362:1 — 0.38/0.22 7%" 2H604 1 1/8 
17 150.0in-lb. 150 Ib. Yoo 96:1 0.56/0.29 64" 2H602 
Open, 115VAC, 60 Hz, %o Input HP 
33 165.0in.-lb. 130 Ib. %o 49:1 1.05 75" 2H600 17/64 
63 90.0in.-Ib.  230lb. vo 25:1 1.05 7 V2" 2H598 OVER FLAT Pinna 
124 47.0 in.-lb. 220 Ib. Ko 13:1 1.05 7% 2H596 
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ve ; 
115, 230, and 
115/230VAC Permanent 
Split Capacitor Parallel- 


Shaft Gearmotors 


Note: Ratings shown are at 60 Hz. 60/50-Hz gearmotors 

are also operable at 50 Hz, with HP and rpm at 5/6 of the 
60-Hz rating. Nos. 6Z081, 6Z082, 6Z083, 6A197, 62084, 
and 6A196 are operable at 60 Hz only. 


A. 

= Gearcase: die-cast aluminum Sian alih 

= Lubrication: permanent heavy gear oil conduit box 

= Gears: 1st stage steel, subsequent stages accessory 
steel or heat-treated powdered metal 

= Bearings: Heavy-duty needle on case; ball on motor 

= Mounting: all-position, optional mounting bracket No. 2A754 

= Rotation: reversible 

= Thermal protection: none; impedance 
on Nos. 6Z073 to 62076 

= Ambient: 40°C 

= Brake: adaptable to No. 5X400 
(order separately; see page 95) 

= UL and C-UL Recognized, and 
230VAC are CE Certified 


1/8x3/4 KEY I-————-._ 3 5/8 SQ 


2 5/8 SQ 
#10-32 
¢4)HOLES 
h 








1 
4] 





17/64 
OVER FLAT 












































B. 
= Enclosure: totally enclosed, nonventilated 
= Gearcase: CNC 
machined, die-cast aluminum 
= Lubrication: grease-filled 
= Gears: first stage high-strength polymer and powdered metal 
= Bearings: ball bearings for motor, needle for output shaft 
= Mounting: all-position (optional foot bracket No. 2A754) 
= Rotation: reversible 
= Thermal protection: none 
= Ambient: 40°C 
= Brake: adaptable to No. 5X400 (order 
separately; see page 95) P -——— 5 174 ——__~ 
= UL and C-UL Recognized 


C. 
= Enclosure: totally enclosed, nonventilated 
= Gearcase: die-cast zinc 

= Lubrication: grease-filled 

= Gears: steel, 1st stage acetal 

= Bearings: sleeve on case; ball on motor 

= Mounting: all-position 






























































9/32 
OVER FLAT 





#10-32 UNF 


= Rotation: reversible Ph! C@HULES Spgs 


= Thermal protection: none 
= Ambient: 40 
= UL and C-UL Recognized, and CE Certified 








Length Length 
Nameplate Max. Overhung Input Gear FullLoad Less Capacitor Item Nameplate Max. Overhung Input Gear FullLoad Less Capacitor Item 
Key RPM Torque oad 4H Ratio Amps Shaft Req. No. Key RPM Torque oad HP Ratio Amps _ Shaft Req. No. 
Open, 115VAC, 60/50 Hz TENV, 230VAC, 60/50 Hz 
1.2 100.0 in.-lb. 90lb. Yo 1369:1 0.3 7%" 2MDV3 62073 17 100.0 in.-lb. 90lb. Yo 96:1 0.3 8" Included + 1L527 
23 100.0 in.-lb. 90lb. ‘Yo 702:1 0.3 7%" 2MDV3 62074 32 86.0 in.-lb. 90lb. Yo 49:1 0.3 8" Included = 1L523 
4.5 100.0 in.-lb. 90lb. Yo 361:1 0.3 7%" ~~ 2MDV3 62075 A 63 46.0 in.-lb. 90 lb. Yo 25:1 0.3 8" Included + 1L520 
8.8 76.0 in.-lb. 90 lb. Yo 186:1 0.3 7%"  2MDV3 62076 95 30.0 in.-Ib. 90 lb. Yo 17:1 0:3 8" Included 1L517 
A 16 100.0 in.-lb. 90lb. Yo 96:1 0.62 7%  2MDV6 62077 124 29.0 in.-Ib. 90 lb. Yo 13:1 0.3 8" Included 1L530 
32 96.0 in.-lb. 90lb. Yo 49:1 0.62 7% 2MDV6 62078 154 18.0 in.-lb. 90 lb. Yo 10:1 0.3 8" Included + 1L528 
63 49.0 in.-lb. 90lb. Yao 25:1 0.62 7%  2MDV6 62079 TENV, 115VAC, 60/50 Hz 
95 30.0 in.-Ib. 90lb. Yo 17:1 0.62 7%  2MDV6 6A195 16 67.0 in.-lb. 50 lb. 5 106:1 0.52 6¥3" 2MDV4 453R93 
124 29.0 in.-lb. 90lb. Yo 13:1 0.62 7%  2MDV6 62080 29 50.0 in.-Ib. 50 lb. %5 58.5:1 0.51 6¥3" 2MDV4 453R94 
Open, 230VAC, 60/50 Hz B 60 30.0 in.-Ib. 50 lb. %5 28.3:1 0.52 6%" 2MDV4 453R95 
12 100.0 in.-lb. 90lb. Yo 1369:1 0.2 7% Included 1L532 105 20.0 in.-lb. 50 lb. %5 15.9:1 0.53 6¥%3" 2MDV4 453R96 
2.3 100.0 in.-lb. 90lb. Yo 702:1 0.2 7% Included 1L525 139 14.0 in.-lb. 50 lb. = %5 12.1:1 0.52 6¥3" 2MDV4 453R97 
4.5 100.0 in.-lb. 90lb. Yo 362:1 0:2 7% Included 1L522 164 12.0 in.-lb. 50 lb. Ys 10.2:1 0.52 6¥3" 2MDV4 453R98 
A 8.8 76.0 in.-lb. 90lb. Yeo 186:1 0.2 7% Included 1L519 TENV, 115/230VAC, 60/50 Hz 
17 100.0 in.-lb. 90lb. Yo 96:1 0.3 8%" Included 1L526 4 50.0 in.-Ib. S0lb. Yo 491:1 0.62/0.33 6%" Included 1LPU6 
32 86.0 in.-lb. 90lb. Yo 49:1 0.3 8%" Included 1L524 7 50.0 in.-Ib. 50 lb. Yo 239:1 0.62/0.33 6%" Included 1LPU7 
63 46.0 in.-lb. 90lb. Yo 25:1 0.3 8%" Included 1L521 c 36 50.0 in.-Ib. 50 lb. Yo 47:1 0.62/0.33 5%" Included 1LPU8 
95 30.0 in.-Ib. 90lb. Yo 17:1 0.3 8%" Included 1L518 68 30.0 in.-Ib. 50 lb. Yo 26:1 0.62/0.33 5%" Included 1LPU9 
TENV, 115VAC, 60 Hz 96 20.0 in.-Ib. 50 lb. Yo 18:1 0.62/0.33 5%" Included 1LPV1 
17 100.0 in.-lb. 90lb. Yo 96:1 0.6 7¥%' 2MDV6~ 62081 181 12.0 in.-lb. 50 lb. Yo 10:1 0.62/0.33 534" Included 1LPV2 
Jo 96.0 in.-lb. 90lb. Yao 49:1 0.6 7%  2MDV6 62082 For Use Item 
A 63 49.0 in.-lb. 90lb. Yo 25:1 0.6 7¥%' 2MDV6~ 62083 Description With No. 
95 30.0 in.-Ib. 90lb. Yo 17:1 0.6 7% 2MDV6~ 6A197 Accessories 
124 25.0 in.-lb. 90 lb. Yo 0.6 7% 2MDV6~ 62084 L-Shaped Mounting Bracket A and B Gearmotors 2A754 
154 20.0 in.-lb. 90 lb. 20 0.6 7¥%'  2MDV6 6A196 Conduit Box A and B Gearmotors 4JV45 
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‘=a 
115/230VAC 


Permanent Split 
Capacitor Parallel- 
Shaft Gearmotors 


= Gearcase: die-cast aluminum = Ambient: 40°C 
= Lubrication: permanent heavy gear oil = Capacitor: included 
= Gears: hardened steel, AGMA Class 9 = Brake: adaptable to No. 5X400 










































= Bearings: needle throughout with (A. and B. units) 
thrust ball on case and ball on motor = Motors A, and B. are UL and C-UL 
= Mounting: all position Recognized; Motors C, are UL 
= 60/50 Hz Recognized and CSA Certified ae yesinaye eer 
= Rotation: reversible Note: Ratings shown are at 60 Hz. Gearmotors are 
= Thermal protection: none also operable at 50 Hz, with HP and rpm at 5/6 of 
the 60-Hz rating. 
Nameplate Max. Overhung Input Gear  FullLoad Length Item 
Key RPM Torque Load HP Ratio Amps Less Shaft No. 
TENV 
A 1:2 710.0in.-Ib. 900 Ib. Yg —-1427:1  0.36/0.21 9156" 2H618 
TEFC 
6 710.0 in.-Ib. 900 lb. % 2761 2.4/1.1 115%" 2H616 * 
B 12 700.0 in.-Ib. 900 Ib. % 138:1 2.1/1.1 11%" 2H614 * 
14 630.0 in.-Ib. 900 Ib. % 116:1 2.1/1.1 11%" 2H612 * 
30 660.0 in.-Ib. 650 Ib. Y 54:1 5.2/2.8 16" 2H610 + 
C 58 490.0 in.-Ib. 600 Ib. % 28:1 5.2/2.8 16" 2H608 + 
81 345.0 in.-lb. 550 Ib. % 20:1 5.2/2.8 16" 2H606 + 








1/4-20UNCx5/8 DEPTH 
<6.HOLES 


* Capacitor remotely mounted. ¢ No rear-shaft extension. 


we ‘ 
115/230VAC Permanent Split 
Capacitor Parallel-Shaft Gearmotors 


= Enclosure: totally enclosed fan cooled = Thermal protection: none 
= Gearcase: machined die-cast aluminum = Motor dia.: A. 4", B, 5.5" 























= Lubrication: permanent = Ambient: 40°C 
heavy-duty gear oil = Capacitor: included 
= Gears: hardened steel, AGMA Class9 __—_= Brake: adaptable to 
= Bearings: ball and needle No. 5X400; see page 95 
on case, ball on motor = UL and C-UL Recognized 
= Mounting: all position Note: Ratings shown are at 60 Hz. Gearmotors are 
= 60/50 Hz also operable at 50 Hz, with HP and rpm at 5/6 of 
= Rotation: reversible the 60-Hz rating. 
3/16x1 KEY 
No. of 
Length Brake eo 
Nameplate Max. Overhung Input Gear FullLoad Less _ Discs Item T 
Key RPM Torque Load HP Ratio Amps Shaft Req. No. 
6 500.0in.-Ib. 300lb. 2 2661 1.2/063 9%" 1 1LPX6 
A 10 500.0in.-lb. 300lb. 2 1641 1.2/063 9%" 1 1LPX5 
14 340.0in.-Ib. 300lb. Vo 114:1 1.2063 9%" 1 1LPX3 
15 500.0in.-Ib. 400lb. % 108:1 2.05/1.05 10° 2 1LPX4 
20 500.0in-lb. 400lb. % 80:1 2.05/1.05 10° 2 1LPX2 
30 360.0 in.-Ib. 400lb. % 54:1 2.05/1.05 10° 2 1LPX1 
B 43 265.0in.-Ib. 400lb. % 38:1 2.05/1.05 10° 2 1LPW9 ions oa 
63 180.0in-Ib. 4001b. % 26:1 2.05/1.05 10° 2 + 1LPW8 OVER FLAT (4) 1/4-200NF Sauk _| 
91 130.0in-Ib. 4001b. % 18:1 2.05/1.05 10° 2 1LPW7 
156 77.0in-Ib. 400lb. % 10:1 2.05/1.05 — 10° 2 1LPW6 





* 
115/230VAC Permanent Split 
Capacitor Parallel-Shaft Gearmotors 


= Enclosure: totally enclosed fan cooled «= Thermal protection: none 
No. 1LPL3 


































= Gearcase: die-cast zinc = Ambient: 40°C 
= Lubrication: grease filled = Capacitor included 
= Gears: heat-treated steel/phenolic = Brake: adaptable to No. 5X400 
= Bearings: porous bronze sleeve using 1 disc in brake; see page 95 
on case; ball on motor = UL and C-UL Recognized, WOODRUFF KEY 
= Mounting: all-position and CE Certified 
= 60/ 90 Hz Note: Ratings shown are at 60 Hz. Gearmotors are 
= Rotation: reversible also operable at 50 Hz, with HP and rpm at 5/6 of 
the 60 Hz rating. i 
3/ 2 1/4 
Nameplate Max. Overhung Input Gear Full Load Length Item : { 
RPM Torque Load HP Ratio Amps Less Shaft _No. i : 
6 600.0in-Ib. 250 Ib. 1/12 267:1 1.2/0.63 97" 1LPL5 17/64 1 ve 1 7/16 i 
12 400.0in-b. 2501. -'1A2 ~~+135:1 ~—+1.2068~~*<97*"~~—~—«SALPLA tad [LE se — 
20 250.0in.-Ib. 250 Ib. 1/12 81:1 1.2/0.63 97" 1LPL3 
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3/16x1 KEY 


33/8 Sa 3/16x1 KEY 


1 1/2] j= 
1/4-20UNC _ 
CHOLES \—J | CHOLES 








17/64 EY _ 17/64 
IVER FLAT 
OVER FLAT | OVER FLA 49/32 = me 


(4)1/4 
THRU HOLES 





3 1/2 


115/230VAC Permanent Split Capacitor Parallel-Shaft Gearmotors * 





= Enclosure: totally = Ambient: 40°C Full Length No. of 
: : Nameplate Max. Overhung Input Gear Load Less _ Brake 
enclosed fan-cooled = Capacitor: included Key RPM rt, Load HP Ratio Amps. Shatt Dises Req. No. 
 die- 5 Oin-Ib.  1751b. 5s 107-1 1.2/0. A 475 
; Gearcase: er amine _ ee 30 135.0in-Ib.  175Ib. Vs 53:1 1.2/0.63 8%" 1 47519 
= Lubrication: permanent heavy gear oil = using number of discs shown in 45 92 0inlb. 175 1b Ms 85-11 2/063 8" 1 47590 
= Gears: hardened steel, AGMA Class9 _ table; see page 95 for dimensions io on ib. He ie ve 94 57063 By 49822 
r . : eID. : 5 . : 
= Bearings: heavy-duty needle = UL and C-UL Recognized, 139 30.0in-Ib. 175 lb. Vis 121 12/063 8% 1 47523 
roller and thrust ball bearings and CE Certified ie an ib. i 7: + al a AAR a g bre 
on case; ball on motor Note: Ratings shown are at 60 Hz. ; 30 278.0 ini. 175 b. y 58:1 2. h : a 62618 
Hz t | le at 50 Hz. with Oin.-Ib. 175 Ib. 6 AA, 6. 
. el sa oa oe i nai 60 157.0in-Ib.  175lb.  % 28:1 24/1.1 9%" 2 62820 
= Rotation: reversible SUSIE Ora ese one 93 100.0in-Ib.175Ib._% 191 21/1 9%" 2 62821 
= Thermal protection: none 161 60.0in.-Ib.  175lb. “% 11:1 21A1 9%e' 2 62822 





115/230VAC Permanent Split Capacitor and ‘a 
230/460VAC 3-Phase Parallel-Shaft Gearmotors 

















= Gearcase: die-cast aluminum = Oversized output bearings for = Thermal protection: none 
= Lubrication: permanent heavy gear oil greater overhung load capacity «= Ambient: 40°C 
= Gears: hardened, AGMA Class 9 = Mounting: all-position, except a Ye" X 1" key 
= Bearings: motor has ball bearings; shaft up (optional bracket = UL Recognized and 
gearbox has needle bearings and No. 6XF03 for base mounting) CSA Certified 
thrust ball bearings throughout = 60/50 Hz Note: Ratings shown are at 60 Hz. No. 6MK74 
= Rotation: reversible Gearmotors are also operable at 50 Hz, with 
Nameplate Max. Overhung Input Gear FullLoad Length Item HP and rpm at 5/6 of the 60-H7z rating. 
RP Torque Load HP Ratio Amps _ Less Shaft No. 
Permanent Split Capacitor, TENV, 115/230VAC, Capacitor Included 
5 310.0in-Ib. 5651b. V2 336:1 —-1.30/0.65 9%" 6MK70 4/4-28 UNF-28 
9 341.0 in-Ib. 491 Ib. Ap 180:1 —-1.30/0.65 = 9%" ~——« 6 MK71 ! 63 Deep 
14 330.0 in.-Ib. 459 Ib. Az 1241 -1.30/0.65 9%" =~ 6MK72 we) he (4) Places 
19 250.0 in.-Ib. 3/4 Ib. Az 91:1 1.30/0.65 93%" «6 MK73 
Permanent Split Capacitor, TEFC, 1 Weiestvne, Capacitor Included 
29 270.0 in.-Ib. 327 Ib. 58:1 2.90/1.45 1134" 6MK74 
34 250.0 in.-Ib. 330 ID. 7” 50:1 2.90/1.45 1134" —‘ 6MK75 
40 180.0in.-Ib. 303 1b. % 43:1 2.90/1.45 1134" 6MK76 s H Hagen NA 
59 135.0in.-Ib. 267 Ib. % 29:1 2.90/1.45 1134" 6MK77 Conduit Box i 
75 90.0 in.-Ib. 256 Ib. % 23:1 2.90/1.45 1134" 6MK78 Capacitor fra (Optional): a = 
113 68.0 in.-Ib. 222 Ib. % 15:1 2.90/1.45 1134" 6MK79 (6) Motor Leads oan poole errant t 50~' typ ai 18 Ref. 
160 45.0 in.-Ib. 196 Ib. % 10:1 2.90/1.45 1134" ‘6 MK80 a sea 450-—~+! (Optional) ame 4 d 
340 25.0in.-lb. 190lb.  % 5-1 2.90/1.45 11%"  6MK81 enn 
3-Phase, TEFC, 230/460VAC, Conduit Box Included Item 
85 218. 0i in.- “Ib. 300 Ib. V3 20:1 1.60/0.80 117%" 6MK83 Accessories 
173 109.0in.-Ib. 300 1b. % 10:1 1.60/0.80 11%" ~—«s6 MK84 L-Shaped Mounting Bracket 6XF03 
345 55.0 in.-Ib. 300 Ib. % 5 1.60/0.80 11%" ~——« 6 MK85 Conduit Box 6XFO1 


115VAC Split-Phase lef Dayton} 
Parallel-Shaft Gearmotors 













= Enclosure: totally = Mounting: all-position 
enclosed fan cooled = 60 Hz 
No. 6K331 = Gearcase: die-cast aluminum = Rotation: reversible 
= Lubrication: permanent = Thermal protection: none 
heavy gear oil = Ambient: 40°C 
= Gears: hardened steel, = Brake: adaptable to No. 5X400 
AGMA Class 9 brake using number of discs 
HOLES = Bearings: heavy-duty needle shown in table; see page 95 
roller and thrust ball bearings = UL and C-UL Recognized 
on case; ball on motor No. of 
Nameplate Max. Overhung Input Gear FullLoad Length Brake Item 
RPM Torque Load HP Ratio Amps_ Less Shaft Discs Reg. No. 
14 350.0in.-Ib. 175lb. 2 127:1 1.75 934" 1 6K325 
27 -275.0in-Ib. 175lb. % 65:1 3.8 97" 2 6K328 
17764 40 225.0in-Ib. 175lb. % 43:1 38 97" 2 6K329 
OVER FLAT sasaae 60  150.0in-Ib. 175lb. % 28:1 3.28 97" 2 6K331 
HOLES THRU. HOLES 90 100.0in-lb. 175Ib. % 19:11 3.8 97%" 2 6K332 
135 65.0in-Ib. 175Ib. % 13:1 328 97" 2 6K334 
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115VAC Shaded Pole and Split-Phase 
Parallel-Shaft Gearmotors 


= Enclosure: totally enclosed fan cooled 

= Gearcase: die-cast aluminum 

= Lubrication: permanent heavy gear oil 

= Gears: hardened steel, AGMA Class 9 

= Bearings: heavy-duty needle roller and 
thrust ball bearings on case; ball on motor 

= Mounting: all-position 


= Thermal protection: none 
= Ambient: 40°C 





‘aah 


= Rotation: clockwise facing output shaft on shaded 
pole models; reversible on split-phase models 


= Brake: adaptable to No. 5X400. 1 brake disk 
required for all units, sold separately on page 95 
= Shaded pole motors are UL Recognized; split- 


POWER TRANSMISSION 
AC Gearmotors 





Find the CAD files you need on Grainger.com® 
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= 60 Hz phase motors are UL and C-UL Recognized 
Nameplate Max. Overhung — Input Gear Full Load Length Item 
RPM Torque Load HP Ratio Amps Less Shaft No. 
Shaded Pole 
4.1 200.0 in.-lb. 175 Ib. Yao 396:1 1 898" 3M326 
6.1 200.0 in.-lb. 175 Ib. Yao 265:1 13 898" 3M327 
14 200.0 in.-lb. 175 Ib. Yoo 118:1 1.9 BY," 3M328 
30 126.0 in.-lb. 175 Ib. V5 Jo: 23 8%" 3M329 
70 99.0 in.-lb. 175 |b. Vis 23:1 2.3 8%" 3M330 
Split-Phase 
14 200.0 in.-lb. 175 Ib. “p5 118:1 15 97," 22817 
30 125.0 in.-lb. 175 Ib. V5 5021 15 97," 6K303 
68 55.0in.-Ib. 175 Ib. As 201 15 97" 22818 OVER FLAT 
100 38.0 In.-lb. = 175 Ib. V5 17:4 1.5 9%" 22841 
A. 







19/64 
¢(4)HOLES 


7 WOODRUFF KEY 


(3/16x5/8) 
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7 1/8 








2 3/4 
suas, aT SIDE 


8 1/8 





WOODRUFF KEY 
(3/16 x 5/8) 


. Nameplate Max. Overhung Input Gear Full Load Length Item 
1 1 HVAC Split-Phase MDa ton} Key RPM Torque Load HP Ratio Amps __ Less Shaft No. 
ry! 6 600.0 in.-Ib. 300 Ib. V, 286:1 3.1 97 {LPP7 * 
Parallel-Shaft Gearmotors 12 600.0in-Ib. 3001b. 44t 3.3 995" 1LPP6* 
bes 18 -550.0in.-Ib. 300 Ib. % 97:1 3.6 5%" {LPP5 * 
= Enclosure: open dripproof = Mounting: all-position ‘ 30 400.0 in.-Ib. 190 Ib. Uh 57-1 3.9 954" {LPP4 
r : die-cast zin Hz 40 330.0 in-Ib. 190 Ib. V, 43:1 44 OF," TLPP3 
= Gearcase ue Gast Zine = 60 iz 60 200.0 in-Ib. 190 Ib. Vh 09°1 3.0 O54" {LPP2 
= Lubrication: grease filled = Rotation: reversible 90 450.0 in lb 150 Ib. v, 194 a4 95%" {LPP 
= Gears: cut steel and phenolic = Thermal protection: none 120 a in. i i I. ve 3 sd PN 
. . : : ° .O in.-Ib. ; D : . i 
= Bearings: A. porous bronze = Ambient: 40°C B 62 400.0 in-Ib. 400 Ib. Vs 38:1 83 10" {LPU4 
sleeve on case; ball on motor = UL and C-UL Recognized 92 287.0 in-Ib. 400 Ib. % 19:1 8.3 10" {LPU3 


B. ball on case and motor 


‘oat 


115VAC Split-Phase and 
208-230/460VAC 3-Phase 
Parallel-Shaft Gearmotors 


= Enclosure: open dripproof = 60 Hz 

= Gearcase: cast-iron = Rotation: reversible 
= Lubrication: factory filled with AGMA4 oil = Thermal protection: none 
= Gears: steel = Ambient: 40°C 

= Bearings: ball on case; ball on motor = UL Recognized and CSA Certified 
= Mounting: horizontal 


Nameplate Max. Overhung Input Gear Full Load 
RPM Torque Load HP Ratio Amps A C 
Split-Phase, 115VAC 
45 438.0 in.-lb. 385 |b. V3 38:1 5.9 LA 14.27 
89 219.0 in.-lb. 245 Ib. V3 19:1 5.9 6.50 13.65 
19 125.0 in.-lb. 245 Ib. V3 ae 5.9 6.50 13.65 
288 69.0 in.-Ib. 245 |b. V3 6:1 5.9 6.50 13.65 
3-Phase, 208-230/460VAC 
19/ 125.0 in.-lb. 245 Ib. V3 1 1.4-1.3/0.7) 6.50 13.65 
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3.125 
2.790 
2.190 
2./90 


2./90 


* Output torque is gear limited. 




















No. 4FDY9 








Dimensions (in.) Shaft Item 

H N S U Z Length No. 
0.410 .2900 x 1.375 43," 1" 4.750 2.25" 4FDY9 
0.344 1875 < 1.125 3:01 %e" 4.688 1.63" 4FDZ1 
0.344 BOX LiZo. OZ. %e" 4.688 1.63" 4FDZ2 
0.344 WioxX ilgo 3.82 %e" 4.688 1.63" 4FDZ3 
0.344 BIO X 1.129 3.81" %e" D120 1.63" 4FDZ4 


POWER TRANSMISSION Scan. Order. Done. 
AC Gearmotors Details on page Al. 
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115VAC Split-Phase and 
208-230/460VAC 3-Phase 
Parallel-Shaft Gearmotors 
























































= Enclosure: totally = Mounting: all-position 
enclosed fan-cooled = Rotation: reversible 
= Gearcase: die-cast aluminum = Thermal protection: none 
= Lubrication: permanent » Ambient: 40°C ve 
heavy gear oil = Brake: for split-phase adaptable 
= Gears: hardened steel, to No. 42447; for 3-phase 
AGMA Class 9 adaptable to No. 2LYV2 (order 
= Bearings: heavy-duty ball and separately, see page 95) 
needle roller, and thrust balls = UL Recognized and CSA Certified 
on case; ball on motor 
Nameplate Max. Input Gear Full Load Length Item 
RPM Torque HP Ratio Amps Less Shaft No. 
Split-Phase, 115VAC, Overhung Load 325 Ib. 
54 1087.0 in.-Ib. 7 316:1 4 1256" 62399 * 
8.5 974.0 in.-Ib. 7 210:1 4 12/6" 62400 8 
12 992.0 in-Ib. ” ‘1431 4 125/46" 6K351 Dayton 
18 800.0 in.-Ib. 7 95:1 4 12/6" 62401 
18 1017.0 in.-Ib. %; 95:1 5.5 12/6" 62402 
22 1105.0 in.-Ib. % 80:1 7.8 1254" 62403 = ty = 
27 500.0 in.-Ib. / 64:1 4 12/6" 6K352 230VAC Inverter Du 3 Phase 
27 700.0 in.-Ib. Y; 64:1 55 12%6" 6K396 ei 
¢—Su0 nb et 129 eee —— | Parallel-Shaft Gearmotors 
wy 3 ne ie so a ies on = Enclosure: totally = Mounting: all-position 
.U 1f.-1D. 4 ; 16 
59 320.0 in.-Ib. 7 29:1 55 126 6K369 enclosed fan-cooled = 60/50 Hz 
61 480.0 in.-Ib. % 29:1 7.8 1291" 6K583 = Gearcase: die-cast aluminum = Rotation: reversible 
3 ee ne : io 38 a ae = Operating range: 6 to 90 Hz = Thermal protection: thermostat 
.0 in.-Ib. 2 4 : a ak mags 
+34 100.0 inclb. Vh 134 4 19%%6 6K354 = Constant torque: 6 to 60 Hz = Ambient: 40 C 7 
137 215.0 in.-Ib. % 13:1 7.8 1254" 6K506 = Constant HP: 60 to 90 Hz = UL Recognized and CSA Certified 
in _ 1 . 5A pl . . : 
soe Goan. a i 22 ne oe = No gear-limited ratios: Note: Ratings shown are at 60 Hz. Gearmotors 
3-Phase, 208-230/460VAC, Overhung Load 325 Ib. = Lubrication: lifetime oil sealed are also operable at 50 Hz, with HP and rpm at 
18 1028.0 in.-Ib. Zz 95:1 _—‘1.32/0.66 12%6' 62404 * = Gears: hardened steel, 5/6 of the 60 Hz rating. 
21 1017.0 in.-Ib. % 80:1 _1.79/0.89 12/6" 62405 
27 687.0 in.-Ib. Y; 64:1 _‘1.32/0.66 12/6" 47384 * AGMA Class 9 
40 483.0 in.-lb. UB 43:1 1.32/0.66 12%6 47385 * Nameplate Max. Overhung Input Gear FullLoad Length Item 
40 737.0 in.-lb. VE 43:1 1.79/0.89 12%6 42390 Key RPM Torque Load HP Ratio Amps_ Less Shaft No. 
59 493.0 in.-Ib. % 29:1 __‘1.79/0.89 12/6" 47391 60 244.0in-Ib. 257lb. % 28:1 0.75 11%2" 47252 * 
60 322.0 in.-Ib. Y; 29:1 _‘1.32/0.66 126" 47386 * A 90 165.0in.-Ib. 238lb. % 19:1 0.75 11%2" 47254 * 
89 327.0 in.-Ib. % 19:1 _‘1.79/0.89 12/6" 47392 155 917in-Ib. 206Ib. % 11:1 0.75 11%2" 47255 * 
90 214.0 in.-Ib. % 19:1 ——-1.32/0.66 1256" 47387 * 19 717.0in-Ib. 900lb. % 90:1 0.75 1034" 4ZJ49 
133 219.0 in.-Ib. % 13:1 _1.79/0.89 12/6" 47393 B 24 580.0in-Ib. 750Ib. % 70:1 0.75 10%" 4ZJ50 
155 124.0 in.-Ib. %; 11:1 _1.32/0.66 12/6" 47388 * 63.1 440.0in-Ib. 600lb. % 28:1 1.6 145%" ‘42353 
276 105.0 in.-Ib. % 6:1 1.79/0.89 12/6" 47394 C 29 941.0in-Ib. 600lb. % 59:1 1.6 13%" 4251 
279 69.0 in.-Ib. Y; 6:1 1.32/0.66 126" 47389 * 282 100.0in.-Ib. 491lb. % 6:1 1.6 137%" _‘4ZJ56 
* Operable on 190/380V, 50 Hz at 5/6 of 60 Hz ratings for HP and RPM. * Unit has rear shaft extension. 
76 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yf. Find Solutions. Find Great Prices. AC Gearmotors 
230/4G60VAC Helical Inverter-Duty z No 
3-Phase Inline Gearmotors DRIVESYSTEMS 
= Enclosure: totally enclosed fan-cooled/IP55 = NordBloc™ motors have 
= Washdown duty 20:1 variable torque (VT) and No. SNUA2 
= Lubrication: oil-filled 5:1 constant torque (C7). 
= 60/50 Hz Unicase™ 1-pc. housing is 
= Mounting: factory-filled with oil for dimensionally interchange- 
horizontal foot mount, other mounting able with SEW Eurodrive. 
= Finish: cast-aluminum Gearmotors are also operable at 50 
= UL Recognized, CE and CSA Certified Hz, with HP and rpm at 5/6 of the 
60-Hz rating. 
Mounting Dim. (in.) Outline Dim. (in.) 
Series A B E F BA D V 
SK172.1 5.31 5.45 4.33 4.33 2.28 2.95 T.57 
SK372.1 571 6.3 4.33 5.12 2.95 3.54 1.97 
SK572.1/SK573.1 7.48 7.87 5.31 6.5 3.94 4.53 2.15 
SK673.1 8.27 9.25 5.94 7.68 3.94 5.12 2.75 
SK772.1/SK773.1 9.06 9.65 6.69 8.07 4.53 551 3.15 
SK873.1 11.42 122 8.46 10.24 5.51 7.09 3.94 
Nameplate Max. Overhung Input Gear Full Load Shaft Keyway Length Mfr. Item 
RPM Torque Load HP Ratio Amps Dia. (Dim. U) Size Less Shaft Model No. 
28 1328 in.-Ib 1317 Ib. % 60.8:1 1.90/0.95 T Ya x Ve" x 1V4' 15.9" SK372.1-71L/4, 60.83 5NUA2 
28 3983.0 in.-Ib. 2271 Ib. 1 60.9:1 1.57 ' He x a2" x 2V6' 173%" SK573.1-80LP/4, 60.97, 1.25 39RK85 
28 3983.0 in.-Ib. 2271 Ib. 1 60.9:1 T.57 1%” Ae x Hao" x 206" 1732" SK573.1-80LP/4, 60.97 39RK79 
29 5045.0 in.-Ib. 3766 Ib. 5 61:1 6.5 2%, Vo x Va" x 258" 247%" SK873.1-112MP/4, 61.07 39RL04 
31 7523.0 in.-Ib. 2111 Ib. 3 57.6:1 3.84 1% Wx He x 2/4" 204%64" SK773.1-100LP/4, 57.64 39RK83 
40 1505.0 in.-Ib. 1189 Ib. 1 43.2:1 T.57 id Ya x Ve" x 1V4' 162%2" SK372.1-80LP/4, 43.26 39RL01 
40 7700.0 in.-Ib. 1389 Ib. 5 43.41 6.5 1% Hi x He" x 2/4" 2237/64" SK773.1-112MP/4, 43.43 39RK98 
43 5664.0 in.-Ib. 2241 Ib. 3 47.5.1 3.84 1% Ve x 2" x 2V8' 21170" SK673.1-100LP/4, 41.54 39RK94 
44 752 in.-Ib 629 Ib. % 38.7:1 1.90/0.95 Ys Ae x Yao x 1V4' 13.35" SK172.1-71L/4, 38.75 5NUA5S 
51 761.0 in.-Ib. 629 Ib. % 34.5.1 1.90/0.95 Ya Ae x Yao" x 1Va' 13.35" SK172.1-71L/4, 34.52 5NUAS 
51 1682.0 in.-Ib. 1224 Ib. 1 33.8:1 1.57 T Va x Ve" x 1V4' 162%2" SK372.1-80LP/4, 33.84 39RK87 
57 3894.0 in.-Ib. 1567 Ib. 3 30.9:1 3.84 1% He x a0" x 208" 204%64" SK573.1-100LP/4, 30.93 39RL02 
65 7257.0 in.-Ib. 1639 Ib. 5 26.8:1 6.5 1% Bx He x 24" 223764" SK772.1-112MP/4, 26.86 39RK82 
71 814.0 in.-Ib. 629 Ib. % 24.8:1 1.90/0.95 Ya Ae x Yao" x 1V' 13.35" SK172.1-71L/4, 24.8 5NUC3 
75 1770.0 in.-Ib. 1237 Ib. 1 2a] 3.14/1.57 ih Tax Vex 1V4' 162%2" SK372.1-80LP/4, 23 39RK99 
90 3540.0 in.-Ib. 1846 Ib. 3 19.5:1 3.84 Thi Ae x Ho" x 2V6' 204%64" SK572.1-100LP/4, 19.57, 1.25. 39RK97 
90 3540.0 in.-Ib. 1846 Ib. 3 19.5:1 3.84 1%” Ae x Hao" x 206" 204%64" SK572.1-100LP/4, 19.57 39RK86 
90 3540.0 in.-Ib. 1109 Ib. 5 19.5:1 6.5 13 Ae x Hao" x 2V6' 22% SK572.1-112MP/4, 19.57 39RK77 
110 752.0 in.-Ib. 630 Ib. 1 15.7: 1.57 Ya Ae x Vo x 1Vs" 147564" SK172.1-80LP/4, 15.76 39RL03 
111 289.0 in.-Ib. 629 Ib. % 15.7.1 1.90/0.95 Ya Ae x Yao" x 1V4' 13.00" SK172.1-71L/4, 15.76 5NUC8 
114 3806.0 in.-Ib. 1209 Ib. 5 15.3:1 6.5 1H” Ae’ x Hao" x 206" 2298 SK572.1-112MP/4, 15.38 39RL07 
130 3629.0 in.-Ib. 1796 Ib. 3 13.6:1 3.84 i Ve x Ho" x 2V6' 202%" SK572.1-100LP/4, 13.67, 1.25. 39RK93 
130 3629.0 in.-Ib. 1796 Ib. 3 13.6:1 3.84 1%” Ae x Hao" x 2V6' 204%4" SK572.1-100LP/4, 13.67 39RK90 


230/460VAC Helical Bevel MoRP 


Inverter-Duty 3-Phase Gearmotor 
H DRIVESYSTEMS 
Right-Angle Gearmotors 
= Enclosure: totally enclosed = Finish: stainless steel paint, 
fan-cooled/IP55 USDA H1 Compliant 
=» Washdown duty = UL Recognized, CE and CSA Certified 
= Lubrication: oil-filled = 20:1 variable torque and 5:1 constant 
= Mounting: factory-filled with oil torque. Dimensionally interchangeable 
for the horizontal foot mount; with SEW Eurodrive. Unicase™ 1-piece 
other mounting positions housing. 
obtainable by field modification Note: Ratings shown are at 60 Hz. Gearmotors 
= 60/50 Hz are also operable at 50 Hz, with HP and rpm at 
5/6 of 60-Hz rating. 
Nameplate Max. Overhung — Input Gear Full Load Mfr. 
RPM Torque Load HP Ratio Amps Model 
17 93tin-lb  1607lb. % 97:1 1.1/0.56  SK9012.1-63L/4-97.36-A 
17 1770in-Ib  1530lb. % 97:1 1.9/0.95 — SK9012.1-71L/4-97.36-A 
18 3540.0 in.-lb. 1076 Ib. 97.3:1 1.57 SK9012.1-80LP/4-97.36-A 
19 13722.0in.-Ib. 2504 Ib. 95.5:1 3.84 SK9032.1-100LP/4-93.5-A 
23 3540.0in.-lb. 1319 Ib. 76.5:1 1.57 SK9012.1-80LP/4-76.53-A 
23 13720.0in.-Ib. 1694 Ib. 75.9:1 6.5 SK9032.1-112MP/4-75.91-A 
24 13719.0 in.-Ib. 2502 Ib. 75.1:1 3.84. SK9032.1-100LP/4-75.16-A 


4] 797 in.-Ib 1616 Ib. 42:1 1.9/0.95 SK9012.1-71L/4-41.65-A 


42 3040.0 in.-lb. 592 Ib. 41.6:1 3.84 9K9012.1-100LP/4-41.65-A 
41.6:1 2.10 9K9012.1-90SP/4-41.65-A 
43 13718.0 in.-lb. 1949 Ib. 40.3:1 6.9 SK9032.1-112MP/4-40.36-A 
13/ 117.0 in.-lb. 1321 Ib. 12:1 1.1/0.56 9K9012.1-63L/4-12.23-A 
137 222 in.-lb. _ 1296 |b. 12:1 1.9/0.95 $K9012.1-71L/4-12.23-A 


1225] 15/ $K9012.1-80LP/4-12.23-A 
12271 3.84 $K9012.1-100LP/4-12.23-A 
12251 6.9 9K9012.1-112MP/4-12.23-A _39RK84 


142 1947.0 in.-Ib. 1629 Ib. 


1 
3 
1 
9 
3 
Ye 
3 
42 3040.0 in.-lb. 1438 Ib. Ye 
y) 
4 
~ 
1 
144 1947.0 in.-Ib. 1575 Ib. 3 

9 


144 1947.0 in.-lb. 1460 Ib. 


Gearmotor $K9012.1 $K9032.1 
Series FP C C 
63L ae 17.09 = 
7iL ral 18.66 — 
80LP 6.5 19.65 — 
90SP tae 21.26 — 
100LP 7.91 22.44 20.39 
112MP 8.87 23.50 26.30 
Mounting Dim. (in.) Outline Dim. (in.) Output Shaft Dim. (in.) 
Series A B E EB F FA FB H BA DB EA 0 QB V Key 
SK9012.1 6./7 Jil 3.12 O12 4.72 1.38 1.46 0.43 2.99 4.41 0.39 Dae 7.64 20 1.25 2.36 V4 x V4 x 2 


SK9032.1 9.06 7.68 9.91 748 6.9 1.57 2.00 0.71 4.47 7.09 0.94 ite 11.61 4.41 1.70 3.04 8X X24 
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POWER TRANSMISSION Scan. Order. Done. 
AC Gearmotors Details on page Al. 
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115VAC Permanent Split Capacitor Right-Angle Gearmotors 
= Gearcase: zinc alloy = Thermal protection: none 
‘patinn: _ iant: 4° Nameplate Max. Overhung Input Gear FullLoad Capacitor Item 
7 Lubrication: TENV models grease = Ambient: 40°C Key RPM Torque load” HP Ratio Amps Req. No. 
filled; TEFC models oil-filled = Brake: adaptable to No. 5X400 TENV | 
= Gears: TENV models hardened-steel worm, using 1 disc with 1/20-HP, 2 a oe es ae 
phenolic output gear; TEFC models hardened- discs with 1/12- and /%-HP 173. 13.0in-Ib. 50lb.  %0 ‘10:1 a 2MDV3 ua 
i ; 43 55.0in-Ib. 1101b. ‘2 40:1 3. 2MDV5_1XFY5 
steel worm, forged-bronze output gear models; see page 95 _ B a6 4-0 mlb 90 Ibe 804 "3-—OMDV5 AXFY6 
= Bearings: ball on case and motor = UL Recognized and CSA Certified 173. 23.0in-Ib. 70lb. 2 10:1 1.3 2MDV5__1XFY7 
san: all-naciti TEFC 
= Mounting: all-position except Note: Ratings shown are at 60 Hz. 29 85.0in.Ib. 1301. % 6012  2MDVO 4XFY8 
input motor shaft up Gearmotors are also operable at 50 Hz, with 43 77.0in-Ib. 110th. % 40:1 2 2MDV9__1XFY9 
= 60/50 Hz HP and rpm at 5/6 of the 60 Hz rating. C o/ 68.0 In.-Ib. 100 Ib. Ve 30:1 2 2MDV9__-1XFZ1 
86 55.0in-lb. 90lb. % 20:1 2 2MDV9__1XFZ2 
= Rotation: reversible 173. -31.0in-Ib. 70lb.  % 10:1 2 2MDV9__ 1XFZ3 


115/230VAC Permanent Split lf Dayton] 
Capacitor Right-Angle Gearmotors 


= Enclosure: totally enclosed fan-cooled = Thermal protection: none 





No. 3XA87 


































= Gearcase: die-cast aluminum = Dual output shafts 
= Lubrication: oil-filled = Ambient: 40°C 
= Gears: hardened steel worm, = Capacitor: included 
bronze output gear = Overall depth 934" 
= Bearings: needle bearing = Brake: adaptable to No. 5X400 
on case; ball on motor (order separately; see page 95) 
(il = Mounting: all-position = UL and C-UL Recognized 
ae IS = 60/50 Hz Note: Ratings shown are at 60 Hz. Gearmotors are 
« = Reversible shaft output also operable at 50 Hz, with HP and rpm at 5/6 of 
7764 = Rotation: reversible 60 Hz ratings. 
Nameplate RPM Max. Overhung Input Gear Full Load Item 
= @ 60 Hz @ 50 Hz Torque Load HP Ratio Amps No. 
; aaa Ss 55 48 130.0 in.-Ib. 200 1b. V 30:1 2.35/1.25  3XA90 
/ oe rer 80 71 108.0in.-Ib. 200 Ib. i 20:1 2.35/1.25  3XA89 
fares ai 160 138 62.0 in.-Ib. 200 Ib. Vs 10:1 2.35/1.25  3XA88 
nae 330 276 15.0 in.-Ib. 200 Ib. / 5:1 2.35/1.25 _ 3XA87 


115/230VAC Dual Shaft Payton) 
Permanent Split Capacitor 
Right-Angle Gearmotors 


No. 1LPZ3 = Enclosure: totally enclosed fan-cooled «= Ambient: 40°C 












































= Gearcase: die-cast zinc = Brake: adaptable to No. 5X400 
= Lubrication: grease-filled using 1 disc; see page 95 
= Gears: heat-treated steel = Overall depth 11%" 
= Bearings: sleeve on case; ballon motor = Capacitor included 
= Mounting: all-position = UL and C-UL Recognized, 
= 60/50 Hz and CE Certified 
= Rotation: reversible Note: Ratings shown are at 60 Hz. Gearmotors are 
ees = Thermal protection: none also operable at 50 Hz, with HP and rpm at 5/6 of 
60 Hz ratings. 
Nameplate Max. Overhung Input Gear Full Load Item 
RPM Torque Load HP Ratio Amps No. 
15 250.0 in.-Ib. 100 Ib. Hp 1205:1 1.2/0.63 1LPZ3 
17/64 3 200.0 in.-Ib. 100 Ib. Az 525.1 1.2/0.63 1LPZ2 
ee 5.6 200.0 in.-Ib. 100 Ib. He 275:1 1.2/0.63 TLPY9 
wei 9.5 200.0 in.-Ib. 100 Ib. Hp 161:1 1.2/0.63 1LPZ1 
-— 3 ve — io 21 170.0 in.-Ib. 100 Ib. Hp 70:1 1.2/0.63 1LPY8 
40 89.0 in.-Ib. 100 Ib. He 37:1 1.2/0.63 TLPY5 
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115/208-230VAC Capacitor-Start and 230/460VAC 3-Phase Right-Angle Gearmotors 


= Enclosure: totally = Mounting: horizontal, 
enclosed fan-cooled vertical, or at 90° angles 





: : : : Nameplate Max. Overhung Input Gear Full Load Item 
= Gearcase: die-cast aluminum = Rotation: reversible RPM Torque Load HP Ratio Amps No. 
= Lubrication: oil-filled = Thermal protection: none Kye 208-230/460VAC, 60/50 Hz* 

. 1 . ° 
= Gears: hardened-steel worm, = Ambient: 40°C _ 30 680.0 in.-Ib. 980 Ib. h% 581 2.0-1.9/0.95  4CWUT 
forged-bronze output gear = UL Recognized and CSA Certified 37 855.0 in.-Ib. 980 Ib. 7 47:1 2.7-3.0/1.5  4CVY1 
samen weet kh — BR —.— st — Se 
.U In.-1D. : 4 : wh? : 

on case; ball on motor 966.0 in.-Ib. 980 Ib. 1 39:1 3.4-3.4/1.7  4CVX5 
Nameplate Max. Overhung Input Gear Full Load Item 56 633.0 in.-lb. 980 Ib. Ya O13 2.7-3.0/1.5 ACVY2 
RP Torque Load HP Ratio Amps No. 835.0 in.-Ib. 980 Ib. 1 atl 3.4-3.4/1.7. ACVY4 
Capacitor-Start, 115/208-230VAC, 60 Hz 367.0 in.-Ib. 932 Ib. % 26:1 __2.0-1.9/0.95  4CVU9 
Key A 68 537.0 in.-Ib. 932 Ib. 7 26:1 2.7-3.0/1.5  4CVY7 
30 381.0 in.-Ib. 670 Ib. Y; 58:1 5.6/2.8 4CVT9 796.0 in.-Ib. 882 Ib. 1 26:1 3.4-3.4/1.7  4CVX2 
AG 299.0 in.-Ib. 670 Ib. Y; 39:1 5.6/2.8 4cvu1 84 605.0 in.-Ib. 882 Ib. 1 a 3.4-3.4/1.7  4CVY5 
456.0 in.-Ib. 670 Ib. % 39:1 6.6/3.3 4CVU3 100 265.0 in.-Ib. 831 Ib. % 18:1 -2.0-1.9/0.95 4CVX1 
56 390.0 in.-Ib. 670 Ib. % 31:1 6.6/3.3 4CVT7 522.0 in.-Ib. 831 Ib. 1 18:1 3.4-3.4/1.7  4CVX3 
100 163.0 in.-Ib. 670 Ib. Y; 18:1 5.6/2.8 4CUK7 269.0 in.-Ib. 722 Ib. 7 Th 2.7-3.0/1.5 _ 4CVY9 
254.0 in.-Ib. 670 Ib. % 18:1 6.6/3.3 4CVU5 155 357.0 in.-Ib. 722 Ib. 1 11:1 3.4-3.4/1.7  4CVX4 
155 173.0 in.-Ib. 670 Ib. %, 11:1 6.6/3.3 4CVUE 711.0 in.-Ib. 723 Ib. 2 Ta 6.4-6.4/3.2 _ 4CVX6 

Capacitor-Start, 115/208-230VAC, 60/50 Hz Key D 
Key B 30 876.0 in.-Ib. 883 Ib. 7 57:1 2.7-3.0/1.5  4FDY8 
30 680.0 in.-Ib. 980 Ib. % 58:1 8.4/4.2 4CVZ3 1168.0 in.-Ib. 883 Ib. 1 57:1 3.4-3.4/1.7  4FDY4 
45 743.0 in.-Ib. 980 Ib. 7 39:1 11.2/5.6  4CVZ4 45 2410 in.-Ib. 894 Ib. 2 37:1 6.4-6.3/3.2  4FDY5 
84 456.0 in.-Ib. 882 Ib. 7 ad 11.2/5.6  4CVZ2 68 1143.0 in.-Ib. 827 Ib. 2 25:1 6.4-6.4/3.2  4FDY6 


* Operable on 190/380V, 50 Hz, with HP and rpm at 5/6 of the 60-Hz ratings. 
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115VAC and 230VAC Hypoid Powersi8 
Hollow-Shaft Right-Angle Gearmotors BISGON 









= Enclosure: TEFC = Bearings: ball PowerSTAR™ design delivers higher torque 
= Gearcase: die- = Mounting: all-position at improved efficiencies for packaging and 
cast aluminum = Rotation: reversible light- to medium-duty conveying applica- 
= Lubrication: extreme- = Thermal protection: tions. Lightweight aluminum shell keeps 
pressure grease none unit running cool, while ground gearing 
= Gears: hardened steel; == Max. ambient: 40°C provides quiet, precise, low-backlash 
1st stage hypoid AGMA ~ = IP-54 rating operation. Compact profile and mounting 
Class 10, subsequent # UL and C-UL is dimensionally interchangeable with 
stages are helical Recognized, and Brother F3 series and many European 
No. 46E525 AGMA Class 9 CE Certified gearmotors. Flange version also available 
= 60 Hz for 115VAC; on Grainger.com®. For PowerSTAR acces- 
6-90 Hz for 230VAC sories, see page 85. 
115VAC, 1 PHASE 230VAC, 3 PHASE, INVERTER DUTY 
Nameplate Max. Input Gear Full Load Overall Capacitor Mfr. Item FullLoad Overall Mfr. Item 
one Torque HP Ratio Amps* Length Req. Model No. Amps* Length Model No. 
720 Series 
7 470.0 in.-Ib. 1/15 240:1 1 1312 AM A7 _026-720A0240___46E563 0.39 13.09" 027-720G0240 _-46E576 
9.3 355.0 in.-Ib. 1/15 180:1 1 13.12" 026-720A0180 _ 46E562 0.39 13.09" 027-720G0180 _ 46E575 
16.8 365.0 in.-Ib. % 100:1 1.70 14.14" 026-720A0100 _46E559 0.63 13.09" 027-720G0100 _ 46E572 
21 295.0 in.-Ib. % 80:1 1.70 14.14" 026-720A0080 _ 46E558 0.63 13.09" 027-720G0080 __ 46E571 
33.6 180.0 in.-Ib. % 50:1 1.70 14.14" 026-720A0050 _ 46E556 0.63 13.09" 027-720G0050 46569 
42.2 145.0 in.-Ib. % 40:1 1.70 14.14" oAMAdg -026-720A0040_46E555 0.63 13.09" 027-720G0040 __- 46E568 
56.2 105.0 in.-Ib. % 30:1 1.70 14.14" 026-720A0030 _46E554 0.63 13.09" 027-720G0030 _ 46E567 
84.3 73.0 in.-Ib. % 20:1 1.70 14.14" 026-720A0020 _46E553 0.63 13.09" 027-720G0020 _ 46E566 
112.4 55.0 in.-lb. % 15:1 1.70 14.14" 026-720A0015 _46E552 0.63 13.09" 027-720G0015 _ 46E565 
. if 68.6 35.0 in.-Ib. % 10:1 1.70 14.14" 026-720A0010 _46E551 0.63 13.09" 027-720G0010 46564 
725 Series 
9.3 680.0 in.-Ib. % 180:1 1.86 13.62" 026-725A0180 410218 0.85 13.62" 027-725G0180 410231 
11.2 570.0 in.-Ib. % 150:1 1.86 13.62" 410241 026-725A0150 _41C217 0.85 13.62" 027-725G0150 410230 
14 450.0 in.-Ib. % 120:1 1.86 13.62" 026-725A0120 _41C216 0.85 13.62" 027-725G0120 410229 
21 480.0 in.-Ib. % 80:1 2.6 ibikva 026-725A0080 410227 14 13.62" 027-725G0080 410240 
28 360.0 in.-Ib. % 60:1 2.6 ya 026-725A0060 _41C226 14 13.62" 027-725G0060 410239 
33.6 300.0 in.-Ib. % 50:1 2.6 or 026-725A0050 _41C225 14 13.62" 027-725G0050 410238 
56.2 180.0 in.-Ib. % 30:1 2.6 ibKya 410242 — 026-725A0030 41223 14 13.62" 027-725G0030 410236 
84.3 120.0 in.-Ib. % 20:1 2.6 15.37" 026-725A0020 _41C222 1 13.62" 027-725G0020 410235 
112.4 90.0 in.-Ib. % 15 2.6 15.37" 026-725A0015 41221 14 13.62" 027-725G0015 410234 
a0 68.6 60.0 in.-Ib. % 10:1 2.6 ira 026-725A0010 _41C220 14 13.62" 027-725G0010 410233 
730 Series 
11.2 1090.0 in.-Ib. ~ 150:1 3.35 14.34" 026-730A0150 _46E535 1.55 14.34" 027-730G0150 _- 46E548 
14 871.0 in.-Ib. % 120:1 3.35 14.34" 24MA49 _ 026-730A0120 _ 46E534 1:55 14.34" 027-730G0120 _ 46E547 
16.8 725.0 in.-Ib. % 100:1 3.35 14.34" 026-730A0100 _46E533 1.55 14.34" 027-730G0100 _ 46E546 
21 766.0 in.-Ib. 3 80:1 4.84 16.09" 026-730A0080 _ 46E532 1.70 14.34" 027-730G0080 _ 46E545 
33.6 479.0 in.-Ib. 73 50:1 4.84 16.09" 026-730A0050 _46E530 1.70 14.34" 027-730G0050 _ 46E543 
42.2 382.0 in.-Ib. 3 40:1 4.84 16.09" 026-730A0040 _ 46E529 1.70 14.34" 027-730G0040 _- 46E542 
56.2 286.0 in.-Ib. 3 30:1 4.84 16.09" 24MA50 _ 026-730A0030 _ 46E528 1.70 14.34" 027-730G0030 _ 46E541 
84.3 191.0 in.-Ib. % 20:1 4.84 16.09" 026-730A0020 _46E527 1.70 14.34" 027-730G0020 _ 46E540 
112.4 143.0 in.-[b. % 15:1 4.84 16.09" 026-730A0015 _46E526 1.70 14.34" 027-730G0015 _ 46E539 
168.6 95.0 in.-Ib. % 10:1 4.84 16.09" 026-730A0010 _ 46E525 1.70 14.34" 027-730G0010 _ 46E538 
* @60 Hz. 
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Universal 115VAC/DC Right-Angle Gearmotors 





Right-Hand 
Output : 
= Enclosure: vented = Brushes: replaceable; approx. 300-hr. life 
= Gearcase: die-cast zinc = Ambient: 40°C 
= Lubrication: grease filled = Overall depth: 874" 
= Gears: input gear steel; = Input power: 1/15 HP 
output gear cast iron = UL and C-UL Recognized 
= Bearings: bronze sleeve Note: Ratings shown are at 60 Hz. Gearmotors are also operable at 50 Hz, 
on case and motor with HP and rpm at 5/6 of the 60 Hz rating. 
ina: all-nositi LEFT HAND RIGHT HAND! DUAL 
« Mounting: all-position Full | OUTPUT | OUTPUT | OUTPUT 
= 60/50 Hz ee ee wie hee rote ren is 7 
ion: j orque oa atio Amps 0.* 0. 0. 
= Rotation: reversible 45 250 in.-lb. 100lb. 1714:1 1.1 | 1LRA6 1LRA7 — 
= Thermal protection: none = je, 8 150in-lb. 100lb. 747:1 1.3. 1LRA4 | 4LRA5 = 
Description No. 13 84in.-lb. 100lb. 391:1 1.3 | 1LRA2 TLRA3 — 
Replacement Parts 24 85in.-lb. 100lb. 229:1 1.3 | 1LPZ8 1LPZ9 1LRA1 f 
AC/DC Input Motor, 115V, 5000 rpm 1MDU9 55 39in.-Ib. 100lb. 100:1 1.3 | 1LPZ5 1LPZ7 — 
Brushes, Pkg. of 6 TYNR3 90 18in.-Ib. 100lb. 52:1 1.3 | 1LPZ4 1LPZ6 — 
*Output shaft viewed facing lead end of motor. {Double output shatt. 
80 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 1LNG7 


12VDC Subfractional Permanent- ' 
Magnet Parallel-Shaft Gearmotors 


= Enclosure: totally enclosed = Mounting: all-position, face 
nonventilated = Rotation: reversible 

= Gearcase: die-cast zinc = Brushes: externally replaceable 

= Lubrication: grease-filled = Ambient: 40°C 


1.000+.031 

























= Gears: spur 
= Bearings: bronze sleeve on 
both case and motor 


SHAFT LOCATION 
FOR ITEM #'S 
ILNG8-1LNH2 





























Nameplate Max. Overhung Input Gear FullLoad Length Item @D .68 MAX 

RP Torque Load HP Ratio Amps ___Less Shaft No. 

0.5 50.0in-Ib. 40 Ib. 1/2000 ~—«2476:1 0.15 3 VA" TLNG3 SHAFT LOCATION 

15 25.0in-Ib. 40 1b. 1/1000 931-1 0.16 3 Vs" 1LNG4 FOR ITEM #°'S 

45 38.1 in.-lb. 40 Ib. 1/200 530:1 0.60 3 Vi" TLNG6 ILNG3-1LNG7 3125 
9 35.0 in.-lb. 40 Ib. 1/120 492-1 1.00 3 VA" 1LNG7 3120 
12 40.0in-lb. 40 Ib. 1/90 254-1 1.10 31," 1LNG8 TAPPED #10-32 UNF-2B 10 
17 16.0in.-lb. 13 1b. 1/160 254-1 0.75 3" TLNG9 THRU HOLE (4 PLCS) 
25 16.0in.-lb. 13 1b. 1/150 1721 1.00 3 VA" 1LNH1 

50 10.0in.-Ib. 13 1b. 1/90 74:4 1.10 3/7," TLNH2 


12VDC and 24VDC Subfractional *oo 
Permanent-Magnet Parallel- 
Shaft Gearmotors 


= Enclosure: totally enclosed nonventilated = Mounting: all- 
= Gearcase: die-cast zinc position, face 
= Lubrication: grease-filled = Rotation: reversible No. 52JE46 
= Gears: spur, power metal and steel = Ambient: 40°C 


= Bearings: bronze sleeve on both case and motor 






































Nameplate Max. Overhung Input Gear FullLoad Length Item 
Torque Load HP Ratio Amps __Less Shaft No. 
12VDC 
0.5 90.0 in.-lb. 30 Ib. 1/2800 4672:1 0.10 a. 52JE46 
ime 46.0 in.-lb. 30 Ib. 1/2800 3822:1 0.30 2 o2JE47 
3.4 44.0 in-lb. 30 |b. 1/425 15751 0.50 a 52JE48 Sf earns 
4.5 43.0 in.-lb. 30 Ib. 1/325 2027:1 0.70 a 52JE49 ae , 
8.8 41.0 in.-lb. 30 Ib. 1/175 938.2:1 1.00 a o2JE50 
12 40.0 in.-lb. 30 Ib. 1/125 594.4:1 1.30 a 92JE51 GAlZ uy 
17 30.0 in.-lb. 30 Ib. 1/125 384°] 1.40 3 o2JE52 
20 20.0 in.-lb. 30 Ib. 1/125 2/3.8:1 1.30 2. 92JE53 
90 10.0 in.-lb. 30 Ib. 1/125 139.8:1 1.10 a 92JE54 
24VDC 
13 90.0 in.-lb. 30 Ib. 1/230 4672:1 0.16 3" 52JE59 
4.4 90.0 in.-lb. 30 Ib. 1/230 2478:1 0.35 3" 52JE56 ia 
8 34.0 in.-lb. 30 Ib. 1/200 1430.8:1 0.38 2 52JE57 
12 24.0 in-lb. 30 1b. 1/200 938.2:1 0.38 3 o2JE58 P68 BOSS 


22 50.0 in.-Ib. 30 Ib. 1/50 300:1 1.40 33464" 92JE59 
45 28.0 in.-lb. 30 Ib. 1/50 78.6:1 1.40 32%" 92JE60 


12VDC and 9OVDC Permanent- * 
Magnet Parallel-Shaft Gearmotors 


= Enclosure: totally enclosed = Brushes: externally replaceable 
nonventilated = Ambient: 40°C 
= Gearcase: die-cast zinc = Seals: O-ring type on output shaft 
= Lubrication: grease-filled = 90VDC models accept direct 
= Gears: heat-treated steel and acetal motor-mount speed control 
= Bearings: porous bronze sleeve No. 2PUX3, sold on page 85 
on case; ball on motor = UL and C-UL Recognized No. 1LPV8 


= Mounting: all-position 
= Rotation: reversible 


(4)#10-32 UNF-2B 


Nameplate Max.  Overhung Input Gear FullLoad Length Item hae Ld 
RPM Torque Load HP Ratio Amps _Less Shaft No. 
12VDC 
6 90.0 in.-lb. 50 Ib. 1/30 430:1 2.10 614" 1LPV8 
9 50.0 in.-lb. 50 Ib. 1/30 2731 2.10 64%" 1LPV7 
1% 90.0 in.-lb. 50 Ib. 1/30 141:1 2.10 5%" 1LPV6 
24 40.0 in.-lb. 50 Ib. 1/30 100:1 2.10 5%" 1LPV5 
39 26.0 in.-lb. 50 Ib. 1/30 62:1 2.10 5%" 1LPV4 
76 13.0 in.-lb. 50 Ib. 1/30 32:1 2.10 5%" 1LPV3 
90VDC 
id 90.0 in.-lb. 50 Ib. 1/30 430:1 0.35 61%" 1LPV9 
11 50.0 in.-lb. 50 Ib. 1/30 2fa01 0.35 61%" 1LPW1 
21 50.0 in.-lb. 50 Ib. 1/30 141:1 0.35 5%" 1LPW2 
29 40.0 in.-lb. 50 Ib. 1/30 100:1 0.35 5%" 1LPW3 
47 26.0 in.-lb. 50 Ib. 1/30 62:1 0.35 o%" 1LPW4 
93 13.0 in.-lb. 50 Ib. 1/30 32:1 0.35 5%" 1LPW5 
Replacement Motor Brush Sets 
12VDC 6YHY4 
90VDC 6YHY3 
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Scan. Order. Done. 
Details on page A1. 
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12VDC Permanent-Magnet 


‘aa 
Parallel-Shaft Gearmotors 
= Enclosure: totally enclosed = Rotation: reversible 


nonventilated = Brushes: externally replaceable 
= Gearcase: die-cast aluminum = Ambient: 40°C 
= Lubrication: permanent = Seals: on input and output shafts 
heavy fluid gear oil = UL and C-UL Recognized 
= Gears: hardened steel = Accept pulse generators 
= Bearings: needle roller and thrust Nos. 62392 or 5JJ65, 
balls on case; ball on motor sold on page 159 
= Mounting: all-position, face/base 


Nameplate Max. Overhung Input Gear 
RPM Torque Load HP Ratio Amps 


Full Load = Length Item 
Less Shaft No. 


23 280.0 in.-lb. 150 Ib. 1/6 82:1 9.75 10%" 12820 ~ 
31 278.0 in.-lb. 150 Ib. 1/6 58:1 14.50 10%" 12822 
50 183.0 in.-lb. 150 Ib. 1/6 36:1 14.50 10%" 12824 
64 150.0 in.-lb. 150 Ib. 1/6 28:1 14.50 10%" 12826 
94 102.0 in.-lb. 150 Ib. 1/6 19:1 14.50 10%" 12831 
170 57.0 in.-Ib. 150 Ib. 1/6 11:1 14.50 10%" 12833 

Replacement Part 

Motor Brush Set 6YHY5 


* Gear limited. 


‘ae 


12VDC Permanent-Magnet 
Parallel-Shaft Gearmotors 


= Enclosure: totally enclosed = Mounting: all-position 
nonventilated = Rotation: reversible 

= Gearcase: die-cast zinc = Brushes: externally replaceable 

= Lubrication: grease-filled = Ambient: 40°C 

= Gears: phenolic and = Seals: O-ring type on output shaft 
hardened steel = UL and C-UL Recognized 

= Bearings: porous bronze sleeve 
on case; ball on motor 


Nameplate Max. Overhung Input Gear FullLoad Length Item 
P Torque Load HP Ratio Amps Less Shaft No. 
6 900.0 in.-lb. 250 Ib. Vs 267:1 6.20 BY," 1LPK9 
ur 250.0 in.-lb. 250 Ib. V5 13921 6.20 BY," 1LPK7 
20 150.0 in.-Ib. 250 Ib. V5 81:1 6.20 BY" 1LPK4 
42 75.0 in.-lb. _ 250 Ib. V5 38:1 6.20 BY," 1LPK3 
58 75.0 in.-lb. 250 Ib. Yio Doc 9.00 8/2" 1LPK2 
84 50.0 in.-lb. 250 Ib. Yio 38:1 9.00 BY," 1LPK1 

Replacement Part 

Motor Brush Set 6YHY5 


“a 


24VDC Permanent-Magnet 
Parallel-Shaft Gearmotors 


= Enclosure: totally enclosed = Brushes: externally replaceable 
nonventilated = Ambient: 40°C 

= Gearcase: die-cast aluminum = Seals: spring-loaded lip-type 

= Lubrication: permanent on input and output shafts 
heavy fluid gear oil = Gear limited 

= Gears: hardened steel = UL and C-UL Recognized 

= Bearings: needle with thrust = Accept pulse generators 
balls on case; ball on motor Nos. 62392 or 5JJ65, 


= Mounting: all-position, face/base sold on page 159 
= Rotation: reversible 
Nameplate Max. Overhung Input Gear FullLoad Length Item 
RPM Torque Load HP Ratio Amps Less Shaft No. 
8.3 310 in.-lb. 695 Ib. Vg 216:1 2.50 103%" 4ZJ45 
20 204 in.-lb. 500 Ib. Vg 88:1 4.50 10%" 4ZJ46 
30 204 in.-lb. 291 Ib. Ye 60:1 5.45 10%" 1L848 
64 113 in.-lb. 291 Ib. Vg 28:1 5.45 10%" 4ZJ47 
120 60in.-lb. 250 Ib. v% 15:1 5.45 10%" 4ZJ48 
Replacement Part 
Motor Brush Set 6YHY5 
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No. 6A193 


(499/32 
HOLES 


THRU HOLES 





Nameplate Max. Overhung Gear FullLoad Length Replacement Item 
RPM Torque Load Ratio Amps_ Less Shaft Brushes No. 
Yo Input HP 

90VDC Permanent-Magnet * eo. 24 227.0in-Ib. 1501b. 336: 0.408 6YHY3 6A193_* 
Dayton 8.7 250.0in.-Ib.  1501b. 2081 0.53 85," 6YHY3 6A194 * 

Parallel-Shaft Gearmotors 18 150.0in-Ib.  150lb. 101-1 0.62. 8%" 6YHY3 42134 

34 82.0in.-Ib.  150lb. 53:1 0.62 85," 6YHY3 47133 

= Enclosure: totally enclosed = Brushes: externally replaceable 51 55.0 in.-b. 150 Ib. __35:1 0.62 856" 6YHY3 47132 

nonventilated = Ambient: 40°C ae 27.0in.-Ib.  150lb. 17:1 0.62 85% 6YHY3 47131 
= Gearcase: die-cast aluminum _= Seals: on input and 9 980.0in-Ib. 1501p. 82:1 141 10% 6YHY6 47130 * 

=» Lubrication: permanent output shafts 31 220.0in.-Ib.  1501b. ‘58:1 1.41 10%" 6YHY6 47383 

heavy fluid gear oil = UL and C-UL Recognized 50 138.0in-lb. 150lb. 36:1 1.41 1014" 6YHY6 47129 

. 64 113.0in.-Ib. 1501b. 28:1 1.41 10%’ 6YHY6 47382 

. a lh 
= Gears: hardened steel = 1/20- and %-HP units 94 77.0in.-Ib. 150lb. 19:1 1.41. ~+10% ~~~ ~<GYHY6 47381 
= Bearings: needle roller accept direct motor-mount 170 43.0in-Ib. 150Ib. 11:1 +141 ~~ ~+‘10%" 6YHY6 47128 
and thrust balls on speed control No. 2PUX3, Ya Input HP 

42 280.0in.-Ib.  215|b. 43:1 2.30 12%" 6YHZO 2H579 

“te | motor a fee 85 62 235.0in.-Ib. 235lb. 29:1 2.51 121%" 6YHZO 2H577 

= Mounting: all-position, = Accept pulse generator 90 160.0in-Ib.  200Ib. 191 251 12% 6YHZO 2H575 

face/base Nos. 62392 or 5JJ65, 165 90.0in.-lb.  200lb. 11:1 2.51 12%" 6YHZO 2H573 

= Rotation: reversible sold on page 159 350 40.0in.-lb. 170 Ib. 5:1 2.51 12%" 6YHZO 2H571 





* Gear limited. 













3/16x1 1/8 KEY 





SOVDC Permanent- 
Magnet Parallel- 
Shaft Gearmotors 


= Enclosure: totally enclosed nonventilated 

= Bearings: needles throughout with 
thrust balls on case, ball on motor 

= Optional mounting bracket, No. 2H630, 
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No. 2H588 





174-20UNCxS/8 DEPTH 
C6)HOLES 


available on Grainger.com® sionan BRUSH SETS 
7 Seals: spring-loaded lip-type Nameplate Max. Overhung Input Gear Full Load Length Item Item 
on input and output shafts RPM Torque Load HP Ratio Amps _Less Shaft No. No. 
i 1.3 710in.-lb. 900 Ib. Yoo 1413:1 0.36 974" 2H594 6YHY3 
: re a C pescado 67392 6.5 710 in-Ib. 900 Ib. % 276:1 1.00 12%" 2H592.—* 6YHY6 
= ACCept pulse generator NOS. 13 660.0in.-Ib. 900 Ib. % 138:1 1.70 121%" 2H590 6YHY6 
or 5JJ65, see page 159 15 570.0in.-Ib. 900 Ib. % 116:1 1.70 124%" 2H588 6YHY6 


* Gear limited. 


90VDC Permanent-Magnet 
Parallel-Shaft Gearmotors 


‘ea 


= Enclosure: totally enclosed 
nonventilated 

= Gearcase: machined 
die-cast aluminum 

= Lubrication: permanent 
heavy-duty gear oil 

= Gears: hardened steel 

= Bearings: ball and needle 
on case; ball on motor 


= Mounting: all-position, face 
= Rotation: reversible 


= Brushes: externally replaceable 


= Ambient: 40°C 


= Seals: lip-type on input 


and output shafts 
= UL and C-UL Recognized 


= Accept direct motor-mount speed 
control No. 2PUX3, sold on page 85 








Nameplate Max. Overhung Input Gear FullLoad Length Item 
RPM Torque Load HP Ratio Amps _ Less Shaft No. 
6 900 in.-lb. 300 Ib. V1 264:1 1.10 87h" 1LPY4 
12 350 in.-Ib. 300 Ib. Yio 13431 1.10 87h" 1LPY3 
29 156 in.-lb. 300 Ib. Yio boil 1.10 87%" 1LPY2 
42 105 in.-lb. 300 Ib. Yio 37:1 1.10 87h" 1LPY1 ) 
61 78 in.-lb. 300 Ib. Yio 26:1 1.10 8%" 1LPX9 
152 30 in.-lb. 300 Ib. Yio 10:1 1.10 8%" 1LPX8 ae 
Replacement Motor Brush Set Se eee 3 5/8 Sa 
Motor Brush Set 6YHY6 
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90VDC Permanent-Magnet * 
Parallel-Shaft Gearmotors 











= Enclosure: totally enclosed = Bearings: needle on case = Ambient: 40°C 
nonventilated output shaft; ball on motor = Seals: spring-loaded lip-type 
= Gearcase: die-cast aluminum = Mounting: all-position; for on input and output shaft 
= Lubrication: permanent optional base mounting = UL and C-UL Recognized 
heavy fluid gear oil bracket No. 2A754, available = Accept direct motor-mount 
= Gears: 1st stage steel, on Grainger.com® speed control No. 2PUX3 
ee helical; subsequent stages = Rotation: reversible sold on page 85 
7 steel or heat-treated = Brushes: externally = Accept pulse generator 
powdered metal spur replaceable Nos. 62392 or 5JJ65, 
sold on page 159 
REPLACEMENT 
1/8x3/4 KEY |_—<-—_—— MOTOR 
: ee Full Length BRUSH SETS 
1 27/64 a Nameplate Max. Overhunginput Gear Load Less | Item Item 
RPM Torque Load HP Ratio Amps Shaft | No. No. 
2.6 100.0in-Ib. 90lb. Yao 702:1 0.36 7%" | 62910 6YHY3 
5  100.0in-Ib. 901b. Yo 3621 0.36 7%" | 62911 6YHY3 
160.0 in-Ib. 115\b. %o0 362:1 0.26 8" | 2H569 * 6YHY3 
96  100.0in-Ib. 90lb. ‘ao 186:1 0.36 7%" | 62912 6YHY3 
19 150.0in-Ib. 150lb. %0 96:1 0.58 7%" | 2H567 * 6YHY3 
4 20. 100.0in-Ib. 90lb. 40 96:1 0.62 7%" | 62913 6YHY3 
29/64 FLAT 37/40 in-Ib. 90 Ib. Yao 49:1 0.62714" | 67914 6YHY3 
150.0 in-Ib. 130Ib. “%o 49:1 1.08 834" | 2H565 6YHY6 
7,  A0.0in.-Tb. 90 Ib. Yoo 25:1 0.627" | 62915 6YHY3 
83.0 in.-Ib. 230lb. Yo 25:1 1.08 834" | 2H563 6YHY6 
139 20.0 in-Ib. 90 1b. Yo 13:1 0.627" | 62916 6YHY3 
ae 42.0in-lb. 220lb. Vio 13:1 1.08 834" | 2H561 6YHY6 





* Gear limited. 


90VDC Permanent-Magnet * : 
Parallel-Shaft Gearmotors 














= Enclosure: totally enclosed = Rotation: reversible 
No. 1LPL4 nonventilated = Brushes: externally replaceable 
= Gearcase: die-cast zinc = Ambient: 40°C 
= Lubrication: grease-filled = Seals: O-ring type on output 
LincyPaeey = Gears: phenolic and = UL and C-UL Recognized 
hardened steel = Accept direct motor-mount 
= Bearings: porous speed control No. 2PUX3, 
= Mounting: all-position sold on page 85 








Nameplate Max. Overhung Input Gear FullLoad Length Item 
RPM Torque Load HP Ratio Amps _Less Shaft__No. 
6.5 900.0 in.-lb. 250 Ib. V5 267:1 0.84 BY," 1LPL1 

1 290.0 in.-Ib. 250 Ib. “5 13521 0.84 by," 1LPK8 


























21 150.0 in.-lb. 250 Ib. V5 81:1 0.84 82" 1LPK5 
er 46 75.0 in.-lb. 250 Ib. V5 38:1 0.84 8Y" 1LPK6 
(4) HOLES Replacement Motor Brush Set 

Motor Brush Set 6YHY6 


90VDC Permanent-Magnet * 
Parallel-Shaft Gearmotors 


= Gearcase: die-cast aluminum = Mounting: all-position 
= Lubrication: permanent, = Rotation: reversible 
heavy fluid gear oil = Brushes: externally replaceable 


= Gears: hardened steel; 1st stage = Ambient: 40°C 

helical, subsequent stages spur = Seals: lip-type on input 
= Bearings: heavy-duty ball and and output shafts 

thrust balls on case, ballon motor «= UL and C-UL Recognized 





Nameplate Max. Overhung Input Gear FullLoad Length Item 
No. 62406 ree Torque Load HP Ratio Amps __Less Shaft No. 

9 1087 in.-lb. 325 Ib. VA 196:1 2.00 113%" 62406 

14 960 in.-lb. 325 Ib. 2) 13121 2.60 11%" 62407 

20 72/ in.-lb. 325 Ib. VA 87:1 2./0 11%" 62408 

43 353 in.-Ib. 325 Ib. 7) 44:4 2./0 11%" 62409 

63 238 in.-lb. 325 Ib. VA 28:1 2./0 113%" 62410 

91 152 in.-lb. 325 Ib. VA 19:1 2./0 11%" 62411 

148 = 101 in.-lb. 325 Ib. 2) 12:1 2./0 11%" 62412 

11/2 TEFC 

SIEKY MERE 20 =1112 in.-lb. 325 Ib. Vp 87:1 4.20 14" 62413 
34 822 In.-lb. 325 Ib. Ya 50:1 5.00 14" 62414 

40 664 In.-lb. 325 Ib. Ya 44:1 5.00 14’ 62415 

60 464 in.-lb. 325 Ib. i 28:1 5.00 14" 62416 

90 305 in.-Ib. 325 Ib. 2 19:1 5.00 14" 62417 

144. = 202 in.-lb. 325 Ib. Vp 12:1 5.00 14" 62418 

Item 
Description For Use With No. 
newiacewent Farts 62406, 62407, 62408, 62409, 62410, 62411, 62412 
olor srushive! 62413B, 624148, 62415B, 62416B, 624178, 624188 SYHY9 





62406A,62407A,6Z408A,62409A, 62410A,62411A 
Motor Brush and Spring Set 62412A,6Z413,62414,62415,62416,6Z417,62418,  11N180 
62413A,6Z414A,62415A,62416A,6Z2417A,6Z418A 
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Magnet Parallel- Li avtonl 
Shaft Gearmotors ee Tie] | year — [2 Oe dies, . 
= Enclosure: totally enclosed = Mounting: all-position, except omnes feos. saigera as) Oe ail 
nonventilated shaft up; for base mount, 
= Gearcase: die-cast aluminum use optional mounting aaa 
= Lubrication: permanent, bracket No. 6XF03 
heavy fluid gear oil = Rotation: reversible 
= Gears: hardened steel, = Brushes: externally replaceable Na | A 
AGMA Class 9 = Ambient: 40°C 4 pm see” hae cee 
= Bearings: ball on motor, needle on = Seals: spring-loaded, = =A (Optona —_|-1.50-h- 2.500 --| 
6.00 








gearbox, thrust balls throughout; heavy-duty industrial 
oversize output bearings for = UL Recognized and CSA Certified 
greater overhung load capacity 


Gearmotor Voltage ‘ 






VDC 
Nameplate Max. Overhung Input Gear Dim. Dim. Full Load Item Full Load Item 

RPM Torque Load HP Ratio XL XH Amps No. Amps No. 

7 330.0 in.-lb. 965 Ib. Y% 336:1 1131" 9.31" 0.70 6ML63 0.35 6ML64 

14 341.0 in.-lb. 465 Ib. Ve 180:1 131 9.31" 1.00 6ML65 0.50 6ML66 

21 371.0 in.-Ib. 413 lb. 4 124:1 13.31" 11.31" 1.10 6ML67 0.55 6ML68 

2/ 305.0 in.-lb. 3/4 Ib. 4 91:1 13.31" 11.31" 1.50 6ML69 0.75 6ML70 

42 280.0 in.-lb. 327 Ib. 4 98:1 13:31" 11.31" 2.30 6ML/1 1.20 6ML72 

50 250.0 in.-lb. 310 1b. 4 90:1 13.01" 1131" 2.30 6ML73 1.20 6ML74 No. 6ML51 

62 220.0 in.-lb. 303 Ib. 4 43:1 13:31" 13T 2.30 6ML51 1.20 6ML52 

83 155.0 in.-lb. 26/7 |b. W 29:1 13.31" 1131" 2.30 6ML53 1.20 6ML54 Item 
125 100.0 in.-lb. 256 Ib. 2) 20:1 13:31" WaT" 2.00 6ML55 1.00 6IML56 Description No. 
165 70.0 in.-lb. 232 Ib. 4 15:1 13.31" aT" 2.00 6ML57 1.00 6ML58 Accessories 
290 45.0 in.-lb. 201 Ib. 4 10:1 13.31" Meat 2.00 6IML59 1.00 6ML60 L-Shaped Mounting Bracket 6XF03 
900 25.0 In.-lb. 194 lb. W Su] 13.31" WaT" 2.00 6ML61 1.00 6ML62 Conduit Box 6XF02 


Units Compatible with No. 2PUX3 
iDayion | ae re 
77 
Day ton 1LPK8 1LRB1 3XA/8 42383 
1LPL1 1LRB2 3XA/9 42528 
1LPV9 1LRB3 3XA80 6A193 


Motor-Mounted Speed Control 





= IP30 enclosure For 90VDC permanent magnet motors and gearmotors a f ABs StABt io 
= 4A max. up to 1/6 HP. SCR controller direct-mounts to motor {LPW3| 12856 4212862971 
= Operating temp: endbell. Features adjustable current/torque limit and ! Bid spe are BAe 
104°F (40°C) maximum and minimum speed pots. Easy assembly. {LPX8 9H565 47131 62914 
= Accepts tach feedback 1LPX9 | 2H567 | 42132 62915 
TLPY1 2H569 | 42133 62916 
Voltage AC Input Speed Speed Item 1LPY2 2H588 42134 —_ No. 2PUX3 
Output HP Voltage Range Regulation No. 1LPW3 2H590 42140 —_ 
0 to 9OVDC Ys to Vo 120VAC 15:1 10 to 30% 2PUX3 1LPY4 | 2H592 | 42141 — 
Full 
Nameplate Max. Overhung Input Gear Load Overall Mfr. Item 
RPM Torque Load HP Ratio Amps Length Model No. 


720 Series, For Shaft Dia. 3/4" 
8 442.0 in-Ib. 7251. Vis 40:1 1.00 112%" 021-720D0240 36TV25 
10332 in-Ib. 670 Ib. Vis 180:1_1.00_11%%o" 021-720D0180_a5TV24 
12277 im=lb. 635 Ib. Ys __150:t_1.00_ 112%" 021-720D0150 36TV23 
15415 in=lb. 550 Ib. Ys 120: 1.45 13%" 021-720D0120 35TV22 
18 346in-Ib. 525 1b. Ys 100: 1.45 135%" 021-720D0100 35TV21 
22277 in-Ib. 490 lb. s_ 80:1 1.45 13°44" 021-720D0080 35TV20 . 
30208 in-Ib. 455 1b. Ys 60:1 1.45 13%" 021-720D0060 a5TV19 0. 
35 _173in-Ib. 430 lb. 5011.45 13%%4" 02172000050 351V18_ FBR SINE 35TV25 
44 139in.-I. 400 Ib. _40:1_ 1.45 _13°%4"_021-720D0040_ 35TV17 
59 104in-Ip. 3/01. Ys 30°1_1.45 13/4" 021-720D0030 35TV16 = 
Bn ee ene ereoeoren POWRLSISR 
11852 in-Ib.3051b. Ve 15:1 1.45 13374" 021-720D0015 S51V14 


ienjetuim: | SOVDE Hypoid Hollow Shaft 
2819.0 inlb820 1b. Ye 150-1 1-45 18260" 091-7 2800150-aBTV82 Right-Angle Gearmotors 


15 415 in-lb. 780lb. Ye 120:1 1.45 152%4" 021-725D0120 35TV81 






18 346.0 in-Ib._740 Ib. % 100:1 1.45 152%" 02172500100 s6Tveo__-—«-™ Enclosure: totally enclosed PowersTAR'” compact design delivers 
22 443.0 in.-Ib. 6201b. 5 80:1 2.24 14%s"_021-725D0080_35TV79 nonventilated higher torque at improved efficiencies 
29 9392.0 int. 980 1D. 60:1 eet 1a es, 02 1-72900060 SSTV78 aw Gearcase: die-cast aluminum for packaging and light-to medium-duty 


35. 277.0in-Ib. 550 lb. 50:1 2.24 14¥4s" 021-725D0050 351V77 pam wae 
43. 222.0in-lb. 510lb.  % 40:1 2.24 14%," 021-725D0040 351v76 + +#© = Lubrication: extreme pressure grease —_ conveying applications. Lightweight 


a a a ig iL é a oe Vee aE gaWvis = Gears: hardened steel hypoid aluminum shell keeps unit running cool, 
.O in.-Ib. 5 64 3 . . : , ; : 
115 83.0in-Ib. 400lb. % 15:1 2.24 14¥o«"_021-725D0015 a5Tv73_ "Bearings: ball while ground gearing provides quiet, 
173 55.0in-Ib. 355lb. 9% 10:1 2.24 14 %s" 021-725D0010 35TV72 = Mounting: all position precise, low backlash operation. 12 
730 Series, For Shaft Dia. 1-1/4" aia . : 
3 1638 in-lb. 1120 1b. v4 240-1 3.00 1619/0" 021-73000240 35TW37ti«‘ we Rotation: reversible and 24VDC eeaumignnts are available on 
11 1228 in.-Ib. 1050lb. % 180:1 3.00 16342" 021-730D0180 35TW36 = Brushes: externally replaceable Grainger.com 


13 1024 in.-lb. 1010lb. %  150:1 3.00 161%" 021-730D0150 35TW35 Max. ambient: 40°C 
16 819 in.-lb. 965lb.  %  120:1 3.00 16%%s" 021-730D0120 351W34 " He d C-ULR a 
20 682 in-lb. 910lb. % 100:1 3.00 161342" 021-730D0100 351W33 # UL and L- ecognize 


25 546 in=Ib. 820 Ib. __% 80:1 3.00 16'%c" 021-730D0080 351W32 , , | 
33 409in.-Ib. 760 lb. Ys 60:1 3.00 161%" 021-730D0060 351W31 ee oa ee tae 
39341 in=Ib. 720 bY 50:1 3.00 16°%o" 021-730D0050 351W30 Daseiiptini Model ia sacdal sia sail ae 


49 273in-Ib. 6751b. % 40:1 3.00 167%" 021-730D0040 35TW29_ = gcessories 

69 209 in.-Ib.__ 625 1b. 330-1 3.00 16 '%s2"_021-730D0030 35TW28 Output Shaft Cover P171-720-1000W 24MA51|P171-725-1020W 24MAS2 | P171-730-1000W_24MA53 
98 136 in-Ib. 5651b.  % 20:1 3.001640" 021-730D0020 35TW27 Mounting Plate | P125-720-T000W 24MA54|P125-725-1000W 24MA55 | P{25-730-1000W 24MA56 
131702 in.-Ib.5201b. 15:7 3.00 16"%2"_021-730D0015 35TW26 Torque Arm P{25-720-1030W 24MA57 |P125-725-1030W 24MA58 | P125-730-1030W 24MA59 
19668 in-Ib. 465 lb. 10:7 3.00 _16"%2"_021-730D0010 35TW25 Output Shaft Insert, P108-720-5000W 24MA60|P108-725-5000W 24MA61 | P108-730-5000W 24MA62 


Sign in to Grainger.com® to see YOUR Pricing and MORE $9 
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9.83 MAX 


WOODRUFF KEY 
(1/8 x 1/2) 





9/32 
¢(30HOLES 





No. 3XA77 


1/8 HP = 9 7/8 MAX 1/4 HP = 11 3/4 MAX 





J se — 





(495/16 
HOLES 














36.00 -1.0 


1.0 -.13 - 


SJTO CORD 



























































6250 

















Scan 


. Order. Done. 


Details on page A1. 


90VDC Permanent-Magnet 
Right-Angle Gearmotors 


= Enclosure: totally enclosed 
nonventilated 

= Gearcase: die-cast zinc 

= Lubrication: grease packed 

= Gears: input gear steel; 
worm hardened steel; 
output gear cast iron 

= Bearings: bronze sleeve 


on case, ball on motor 
= Mounting: all-position, base 
Nameplate Max. Overhung Input 
RPM Torque Load HP 
a 250.0 in.-lb. 100 Ib. Yoo 
6 177.0 in.-lb. — 100 Ib. Yoo 
10 228.0 in.-lb. 100 Ib. Yoo 
24 102.0 in.-lb. 100 Ib. Yoo 
45 96.0 in.-lb. 100 Ib. Yoo 
90 34.0 in.-lb. 100 Ib. Yo 


Replacement Motor Brush Set 
Motor Brush Set 





= Rotation: reversible 

= Brushes: externally replaceable 

= Ambient: 40°C 

= Seals: on output shaft 

= Gear limited 

= UL and C-UL Recognized 

= Units are compatible with 
speed control No. 2PUX3, 


sold on page 85 
Gear Full Load Item 
Ratio Amps No. 
520.1 0.59 1LRA8 
210.1 0.59 1LRA9 
161:1 0.59 1LRB1 
70:1 0.59 1LRB2 
CTA 0.59 1LRB4 
LTA 1.14 1LRB3 
6YHY6 


lef Dayton} 
90VDC Permanent-Magnet oe 
Hollow-Shaft Right-Angle Gearmotors 


= Enclosure: totally enclosed 
nonventilated 

= Gearcase: die-cast aluminum 

= Lubrication: permanent, 
heavy fluid gear oil 

= Gears: worm-hardened steel, 
output gear bronze alloy 

= Bearings: ball on 
output and motor 

= Mounting: all-position, base 


= Ambient: 40°C 

= Reversible shaft output 

= Seals: lip-type on input 
and output shafts 

= UL and C-UL Recognized 

= '-HP units accept direct 
motor-mount speed control 
No. 2PUX3, sold on page 85 

= Accept pulse generator 
Nos. 6Z392 or 5JJ65, 


= Rotation: reversible sold on page 159 
= Brushes: externally replaceable 
Nameplate Max. Overhung Input Gear Full Load Item 
P Torque Load HP ___ Ratio Amps 0. 
30 94.0 in.-lb. 175 Ib. Ve 60:1 1.28 3XA82 
40 82.0 in.-Ib. 175 Ib. Ye 45:1 1.28 3XA81 
60 60.0 in.-lIb. 175 Ib. Ve 30:1 1.28 3XA80 
120.0 in.-lb. 175 |b. Va 30:1 2.53 3XA86 
90 49.0 in.-lb. 175 Ib. Ve 20:1 1.28 3XA7/9 
100.0 in.-lb. 175 Ib. 2) 20:1 2.30 3XA85 
180 27.0 in.-Ib. 175 Ib. Ve 10:1 1.28 3XA78 
99.0 In.-Ib. 175 |b. Va 10:1 2.33 3XA84 
360 14.0 in.-lb. 175 Ib. Ve 0:1 1.28 3XA// 
30.0 in.-Ib. Tol. Va 5:1 #30 3XA83 
Replacement Motor Brush Set 
Motor Brush Set 6YHY6 


Right-Angle 
Gearmotors 


= Enclosure: totally 





= Lubrication: 
heavy gear oil 











= Gears: metal 


enclosed nonventilated 
= Gearcase: die-cast zinc 


= Bearings: needle roller 


12, 24, and 90VDC 


‘a 


= Rotation: reversible 

= Brushes: externally 
replaceable 

= Ambient: 40°C 

= Seals: lip-type on input 
and output shafts 

= UL and C-UL Recognized 










6245 DIA. = Mounting: all-position 





GEARMOTOR VOLTAGE 
12VDC 24VDC 90VDC 
Length Full Full Full 
pn eee Max. Overhung Input Gear ress Nameplate Load Item Nameplate Load Item Nameplate Load Item 
Torque Load HP Ratio Shaft RPM Amps_ No. RPM Amps_ No. RPM Amps_ No. 
280.0in.-lb. 1751b. Ye 82:1 11%! 20 10.4 5LAF4 20 5.2 5LAGO 22 1.41 5LAE8 
266.0in.-Ib. 1751b. Ye 60:1 11% — — _- — 26 6.3 5SLAG1 30 1.72 5LAE9 
196.0in.-lb. 175lb. Ye 44:1 11%!" — — —_ — 36 6.3 5LAG2 40 1.72 5LAFO 
_ For Use Item 165.0 in.-lb 175lb. Ye 28:1 11%" 54 16 5LAF7 54 8 5LAG3 _ — —_ — 
Description With No. 123.0 in.-lb. 1751b. Ye 28:1 11%!" — — —_ — — —- — — 64 1.72 5LAF1 
Replacement Motor Brush sets BLAFO. dat Bene 175 Ib. % 23:1 WH! — _ _- — 65 8 5LAG4 _ _ _- — 
Motor Brush Set 5LAGO thru 5LAGS Qin-lb 175lb. VY 23:1 11% — — —_ — — —- — — if 1.73 5LAF2 
90VDC Motor 5LAES8, 5LAE9, 5LAFO 63.0in.-lb. 175lb. Ye 10:1 11%!" 150 16 SLAF9 150 8  SLAGS = = 
Brush Set thru 5LAF3 33K906 47.0in-Ib. 175lb. % 101 11%| —  — #— —| —  — ——| d7 201 5SLAFS 
86 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yf. Find Solutions. Find Great Prices. Speed Reducers 
SSS SSS SSS, SSE ES ————— Sas | 
SHAFT OUTPUT ASSEMBLY ; F ; 
bene Won se, ttyl a Right — |Double Output Find the CAD files you need on Grainger.com® 
Output NEMA Center Nom. Input Output Item Item Item 
RPM* Frame Distance Ratio HP Torque No. No. No. 
56C 1.33" 60:1 0.25 309in-Ib.| 42284 | 4RN71 47001 
56C 1.54" 60:1 0.25 280in-Ib.| 4RN80 | 4RN88 4RN96 
56C 1.75" 60:1 0.3 415in-Ib.| 42292 | 3GD39 4RPO05 
99 56C 2.06" 60:1 0.5 636in-Ib. | 47300 | 4RP13 47008 
56C 237° 60:1 0.5 663in-Ib.| 4RP21 | 4RP28 4RP35 Left Shaft 
56C 2.62" 60:1 0.75 1021 in.-lb.| 42730 | 3GD47 4RP42 Assembly 
56C 3.00" 60:1 0.75 1034in.-lb.| 4RP50 | 4RP58 4RP66 No. 42292 
56C 3.25" 60:1 1 137/1in.-lb.| 3GD55 | 4RP74 42015 
56C 1.33" 50:1 0.25 225in.-Ib.| 42285 | 4RN72 4RN79 
56C 1.54" 50:1 0.25 267in-lb.| 4RN81 | 4RN89 4RN97 MDa tonh 
56C 1.75" 50:1 0.5 449in-Ib.| 42293 | 3GD40 4RP06 
95 56C 2.06° 50:1 0.5 581in-lb.| 42301 | 4RP14 — 
56C 2.37 50:1 0.5 582in-lb.| 4RP22 | 4RP29 4RP36 c F Ri ht A i 
56C 2.62" 50:1 0.75 895in-Ib.| 42731 | 3GD48 4RP43 = = 
56C 3.00" 50:1 1 1233in.-lb.| 4RP51 | 4RP59 4RP67 S ng Ig ng € 
56C 3.25" 50:1 1.5 1857in.-lb.| 3GD56 | 4RP75 62130 
56C 1.33" 40:1 0.25 220in-Ib.| 42286 | 4RN73 42002 peed educers 
56C 1.54" 40:1 0.3 310in-Ib. | 4RN82 | 4RN9O 4RN98 
56C 1.75" 40:1 0.5 477in-Ib.| 42294 | 3GD41 4RPO7 and Bases 
44 abe Tae A i Fo = 29 to 350 rpm, Interchangeable with most Grove (Flexaline) 
56C 2.37 40:1 0.75 758in-lb.| 4RP23 | 4RP30 4RP37 . 
56C 9 62" 40-1 1 1028 in-lb. 42732 3GD49 ARP44 continuous duty and Ohio (Uniline) reducers. Thread-rolled 
56C 3.00" 40:1 1 1011in.-lb.| 4RP52 | 4RP60 4RP68 = All-position mounting with and hardened alloy steel worm for higher 
06C 3.25° 40:1 1.51563 in.-Ib.| 3GD57__| ARP76_ | __ 42016 optional bases, except strength and lower power loss; forged 
56C 1.33" 30:1 0.3 233in-Ib.| 42287 | 4RN74 42003 
56C 154" 30:1 0.3 248in-lb.| 4RN83 4RNO1 4RN9Q9 input motor shaft up bronze and hardened worm gear. Ball bear- 
56C 1.75" 30:1 0.5 401 in.-Ib. | 42295 | 3GD42 4RP08 = Shipped with Klubersynth UH1 ings on input shaft, tapered roller bearings 
58 ait 2.06" _30:1_0.75 610 in.-Ib. | 42303 | 4RP16__| 42010 6-460 gear oil No. 34K212 on output shaft. Cast-iron housing. For 
56C 237° 30:1 1 809in.lb.| 4RP24 | 4RP31 4RP38 shapes 
56C 262 30:1 1.5 983in.-Ib.| 42733 | 3GD50 | 4RP45 = Double-lipped and low-speed/high-torque applications when 
at 2.00 a0 15 ie fb aRPas nes an spring-loaded shaft coupled to a NEMA 56C-Face, 1750-rpm 
vay in.-Ib. 5 4RP77 42017 , 
56C 1.33" 201 05 212in-Ib.| 42288 | 4RN75 42004 seals; large oil sump motor (not included). 
56C 1.54" 20:1 0.5 280in.-lb. | 4RN84 4RN92 4RP01 SHAFT OUTPUT ASSEMBLY 
56C 1.75" 20:1 0.75 436in-Ib.| 42296 | 3GD43 4RPO9 Nom. Worm Max. Max. Left Right {Double Output 
38 960 2.06" 20:1 1586 in.-Ib. | 42304 4RP17 42011 Output NEMA Center Nom. Input Output Item Item Item 
96C 2.37" 20:1 = 1.5 892in.-lb. | 4RP25 4RP32 4RP39 RPM* Frame Distance Ratio HP Torque No. No. No. 
56C 2.62" 20:1 15 891in.-lb.| 42734 | 3GD51 4RP46 56C 1.33" 51 1  163in-Ib.| 42291 | 4RN78 42007 
140TC/180C 3.00" 20:1 2 1204in-Ib.| 4RP54 | 4RP62 4RP70 56C 154" 51 1  163in-lb.| 4RN87 | 4RN95 4RP04 
180TC/210C 3.25" 20:1 +3 1816in-lb.| 3GD59 | 4RP78 47018 56C 1.75" 51 2 276in-lb.| 42299 | 3GD46 4RP12 
56C 1.33" 15:1 0.5 203in-Ib.| 42289 | 4RN76 47005 350 56C 2.06 5:1 2 329in-lb.| 42307 | 4RP20 42014 
56C 1.54" 15:1 0.5 218in-Ib.| 4RN85 | 4RN93 4RP02 56C 262 51 3 496in-lb.| 42737 | 3GD54 4RP49 
56C 1.75" 15:1 1 430in-Ib.| 42297 | 3GD44 4RP10 180TC/210C 3.00" 5:1 5 834in-Ib.| 4RP57_ | 4RP65 4RP73 
447 56C 2.06 15:1 1.5 614in-Ib.| 427305 | 4RP18 42012 2101C/250UC 3.25" 5:1 7.5 1260in.-lb.| 3GD62 | 4RP81 42021 
56C 237° 15:1 1.5 686in.-lb.| 4RP26 | 4RP33 4RP40 HORIZONTAL VERTICAL 
56C 2.62" 15:1 2 925in-lb.| 42735 | 3GD52 4RP47 Worm Center Bolt Hole Item Item 
140TC/180C 3.00" 15:1 3 1405in.-lb.| 4RP55 | 4RP63 4RP71 Distance Dia. No. No. 
180TC/210C 3.25" 15:1 3 1407in-lb.| 3GD60 | 4RP79 47019 Mounting Bases 
56C 1.33" 10:1 0.75 182in-Ib.| 42290 | 4RN77 47006 1.33" 0.34" 6X499 6X502 
56C 1.54" 10:1 0.75 233in-Ib.| 4RN86 | 4RN94 4RPO3 1.54" 0.41" 4RN65 4RNG8 
56C 1.75" 10:1 1.5 407in-Ib.| 42298 | 3GD45 4RP11 1.75" 0.41" 6X093 6X094 
175 56C 2.06' 10:1 2 554in-Ib.| 427306 | 4RP19 47013 2.06" 0.47" 6X500 6X503 
56C 2.37 10:1 2  651in-lb.| 4RP27 | 4RP34 4RP41 2.37" 0.47" 4RNG6 4RNG69 
56C 2.62, 10:1 3 972in-Ib.| 42736 | 3GD53 4RP48 2.62" 0.53" 1A507 1A508 
180TC/210C 3.00" 10:1 3 97Qin-lb.| 4RP56 | 4RP64 4RP72 3.00" 0.53" 4RN67 4RN70 
180TC/210C 3.25" 10:1 5 1629in-lb.| 3GD61 | 4RP80 47020 3.25" 0.53" 6X501 6X504 
*@ 1750 rpm. 


“ah 
GROVE GEAR 


EvecTRa.cear Dayton C-Face Right- 
Get Ratio % : Angle Speed Reducer 
Multipliers on Dimensional Drawings —— F (TAP) 


Grainger.co m® Right- and left-hand shafts are deter- pete eee 
» Use as a speed reducer mined while facing reducer C-Face input. 


or increaser a 
- : otor 
= Die-cast aluminum, cast Frame Dimensions Input Shaft 


iron, and stainless steel No. R S U Keyway 
56C 44" 6.62" 5.88" w 0.41" 0.188 x 1.38" 
housings available _ 140TC 44" 6.62" 5.88" 5 0.41" 0.188 x 1.38" 
Dual-purpose ratio multipliers 180TC : 9.26" 7.25" a 0.53" : 0.250 x 1.13" 


from Grove Gear can function 210TC : 9.00" eon iy 0.53" r OLB 3 Weskey 
as stand-alone inline reducers Wann . 56C/ 182TC/184TC 
or work with C-face reducers to Center Overhung Dimensions Output Shaft 140TC 213TC/215TC 


: : : Distance Load F G M N W Keyway 0 01 
multiply the overall reduction ratio 1.33" 275" | 3.50" 4.25" 3.00" 3.00" V20" 4.94" 1.75" 1.33" 2.13" 4,38" |0.625" 2.00" 0.188 x 1.25] 3.94 


to meet your application's torque Le ki eee eee ee "478" 0.188x 1.14" 4.50 
requirements. A full line of these 1.75700" 13.60" 5.50" ™ e108" 5.75" 2.06" "178" 0.188x 1.14" 4.69 


: si 2.06" 875" | 3.81" 6.00" 3.00" 4.75" %6-18" 6.38" 2.26" 2.06" 3.00" 4.69" "2.09" 0.250x 1.32"| 5.06 
compact, versatile multipliers can 037 845" "6.38" 288° 5.00" %-16" 6.94" 250° 237 3.19" 5.08 "9.37" 0.250% 1.64") 5.25 
be found on Grainger.com; search 62" 1300" "7.38" 3.38" 6.38" %-16" 8.00" 2.94 263 3.60" 5.63" 3.63" 0.250x 1.93)| 5.75 
for “ratio multipliers." 3.00" 967" | 5.25" 8.12" 4.00" 7.00" Me-14" 8.88" 3.25" 3.00" 4.06" 6.75" "3.95" 0250x231! 6.20 

3.05" 1500" 9.00" 4.00" 7.50" Ve-14" 9.38" 3.50" 3.25" 5.03" 7.06" "3.5" 0.375x 2.50 6.56 
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Speed Reducers Details on page A1. =— |= 
Nominal Worm Max. Max. 
aa tl ere aut moe ae en , Item 
: is rame istance Ratio orque ode No. 
Boston 4907 1.00° 40:1 0.16 128in.-lb. F710-40-B4-G  1L238 
BACT O88 Mlb, F13-AOcBee ALD TO 
- 5 33° 78 in.-lb. _F/13-40-B5- 7 
C-Face Right-Angle 56C 1.54" 40-1 0.3 855in.-Ib.F715-40-B5-G 11283 
44 56C 1.75" 40:1 0.3 355in.-Ib. F718-40-B5-G _1L297 
Speed Reducers 56C 2.06" 40:t 0.5 _533in-Ib. _F721-40-B5-G__1L326 
56C 2.38 40:1 1  1206in-lb. F/724-40-B5-G _1L331 
and Bases 560 2.62° 40:1 1  1066in.-Ib. F/26-40-B5-G _1L364 
OTe ABO 3.25 40:1 136 2i3i nb F732-40E-B7 & uk 
00° in.-Ib. _F710-30-B4- L239 
Sa uaaag Sh ee TLL ELE 
= All-position mounting (mountin 9 4 in.-Ib. -30-Bo- 11284 
E 9 ( g 58 56C 1.75" 30:1 05 416in-Ib. F718-30-B5-G 11298 
a bases sold separately) 560 2.06 30: 0.75 624 n=. £721-30-B5-6 11327 
oO. = Shipped without oil, use No. 34K212 o 38 in.-Ib. F/24-30-Bo- L332 
Ee , 56C 2.62 30:1 1.5 1247in-lb. F726-30-B5-G  1L366 
Heavy-duty worm gear speed reducers with long-life seals have value-engi- T40TC/180C 2.62" 30:1 1.5 1247 in-Ib. F726-30-B7-G L365 
neered features for flexible installation and simplified maintenance. Integral oe ea ee 
input worm and shaft of case-hardened alloy steel. Oversize ball and roller bear- 70 a t 1 i ae 350 nb ii 8:79-B5-6 11299 
— 3 ; 5 06" 5: 702 in.-lb. _F721-25-B5- 
ings for maximum performance. Fine-grain cast-iron housing. ee an 238 25 15 1056 nb E724-28-B8-G 11333 
Note: Models with stainless steel housing are available on Grainger.com®. 38° 9: 010056 In.-Ib._F724-25-B7- 4 
a ea oer arirene ee A9C7 100" 20+ 0.25 130 in.-Ib. F710-20-B4-G  4L240 
Nominal Worm Max. Max. 56C 1.00" 20:1 0.25 130in.-lb. F/10-20-B5-G 1L254 
Output NEMA Center Nom. Input Output Mfr. Item 39 56C Too 20:1 0.3 197 in.-lb. F/13-20-B5-G 1L273 
RPM* Frame Distance Ratio HP Torque Model No. 56C 1.54" 20:1 0.5 295In.-lb. _F/15-20-B5-G 1L286 
56C 1.75" 60:1 0.3 440in-Ib. F718-60-B5-G 11295 56C 1.75" 20:1 ~(0.75 ~443in.-Ib. F718-20-B5-G _1L300 
56C 2.06" 60:1 0.5 6/0in-Ib. [F721-60-B5-G 11324 56C 2.06" 20:1 1 590in-lb. F721-20-B5-G _1L318 
99 56C 2.38" 60:1 0.5 6/0in-lb. F724-60-B5-G —_‘1L329 * @ 1750 rpm. 
560 2.62" 60:1 0.75 1004in.-Ib. F726-60-B5-G _1L370 
1401C/180C 3.75" 60:1 2 26/8 iIn.-lb. F/38-60E-B/-G 1L869 Reducer WormCenter | Base Mounting Hole Pattern Base Base Item 
1801C/210C 5.15" 60:1 5 _ 7392 In.-lb. RF/52-60E-B9-G_ —_1L878 Model Distance Width Length Width Length No. 
42CZ 1.00" 90:1. 0.16 120 In.-lb. F/10-50-B4-G 1L237 Cast Iron Mounting Bases 
56C 1.00" 50:1 0.16 120in-Ib. F710-50-B5-G _-1L251 710 1.00' 2.88" 3.75" 3.69" 4.63 4NY17 
56C 1.33" 50:1 0.16 205in.-Ib. F713-50-B5-G _‘1L269 713 EY RGN 4.38" 4.19" 5.38 4YA78 
35 560 1.54" 50:1 (0.25 315in-Ib. F715-50-B5-G _—‘-1L282 715 1.54" 431" 5.25" 544" 6.44 4YA79 
56C 1.75" 50:1 0.3 420in-Ib. F718-50-B5-G —_—‘1L296 718 1.75" 4.50" 5.75" 5.69" 7.00 4YA80 
56C 2.06" 50:1 0.5 630in-Ib. F721-50-B5-G 11325 721 2.06" 4.69" 6.38" 5.94" 7.15 4YA81 
56C 2.62 50:1 1  1260in-lb. F726-50-B5-G 11363 724 2.38" 4.88" 7.06" 6.19" 8.50 4YA82 
56C 3.25" 50:1 2 2520in-lb. F732-50E-B5-G _1L858 726 2.62" 5.25" 8.00" 6.66" 9.63 4YA83 


Boston Gear C-Face Right-Angle Speed Reducer Dimensional Drawings 


Gear 


Right- and left-hand shafts are Speed Reducer Dimensions 
determined while facing reducer Wan : 480TC 


C-Face input. Reducer Center Overhung 56C 180TC 210TC Tap 

Model Distance Load 42CZ 140TC 210TC 250TC, E Size Depth OD1 OU ONW Keyway 
1.00" 150 Ib. 0") 4.78" 556° — oo a20: = 208 1 ecu Ua: Pio UD00; 1 Vex Ye 

113 200 Ib. 6.06" 2 1%6-18| 0.00 | 1./2° 0. 00" %6x1" 
(io 204: 300 Ib. 7.06" “(70-18 0.00 | 1.91 0.450 1/8 ext 
718 ; 600 Ib. %i6-18 | 0.50" | 2.06" 0. Wie X 1° 
.06" 700 Ib. " |%-16 | 0.56" "1.000" 2.099 “%x1M%' 

724 30: 900 Ib. "134-16"| 0.56" | 2.50" 1.125" 2.38" Vaxtv 
726 62" 1000 lb. " 1%-16 | 0.56 | 2.94" 1.125° 263° Yxi'%e 
(32 Sa ROO " |As-14" UsoUL e385. 3.20. ie X26. 
138 "2000 Ib. 0" | -13"[ 0.81" | 3.88" " 3.00°  ¥x2Va 
"2200 Ib. "[%-11' | 1.00" | 5.31" " 416° ’x2'n"e 


Output Shaft 
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1.50 LONG 
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excise) \ |_| 63 912 | C-Face Right-Angle 


Speed Reducers 


= 29 to 173 output rpm, continuous duty 
= Double-output shaft 
= Horizontal floor or ceiling mount 
64 53 = 2.63" worm center distance 
= Shipped with Klubersynth UH1 
6-460 gear oil No. 34K212 
= Ball bearings 
For use with % to 3% HP, NEMA 56C, 1725 rpm 
motors. Case-hardened, ball bearing-supported 
worm. High-strength bronze, tapered roller bearing- 
supported output gear. Cast-iron housing. For 








CAD DRAWINGS 1-phase C-face motors, see page 13; for 3-phase 
: i C-face motors, see pages 19 and 20. 
Available Online ts ~ 
Grainger’s CAD capability lets you Nominal Overhung Nom. Input Output Item 
Output RPM* Load Rat HP T No. 
download 2D drawings and 3D CAD files A ee "29 1117 I 60:1 0.5 537 in. b. 67128 
in your choice of format. <All re 870. 10: 038 431 Inclbs 67129 
> CAD available on select products. os b 7h or ie nb az 
Go to Grainger.com® 173 432 Ib. 10:1 0.75 996 in-lb 22936 
*@ 1725 rpm. 
88 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
TUT 
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POWER TRANSMISSION 
Speed Reducers 





Nominal 
Output 
RPM* 


17 


Ze 


29 


35 


43 


58 


86 


115 


172 


345 


*@ 1725 rpm. ft To complete Mfr. Model No., 


NEMA 


Worm 
Center Overhung Nominal 


Frame Distance Load 
56C 2.38 1025 |b. 
56C 2.63' 1025 Ib. 
56C 3.50" = 2130 Ib. 
56C 2.38 1025 |b. 
56C 2.63' 1025 Ib. 
56C 3.00 2130 Ib. 
56C 1.33" 290 Ib. 
56C 1.75" 650 Ib. 
56C 2.00" 650 Ib. 
56C 2.38 1025 |b. 

56C/140TC 2.63" ~=1025 Ib. 
56C/140TC 3.00" =1350 Ib. 
140TC 3.50" = 2130 Ib. 
56C 1.33" = 290 Ib. 
56C 1.75" 650 Ib. 
56C 2.00" 650 Ib. 
56C 2.38 1025 |b. 
56C/140TC 3 =2.63" = 1025 Ib. 
56C/140TC 3.00" 1350 Ib. 
140TC 3.50" = 2130 Ib. 
56C 1.33" = 290 Ib. 
56C 1.49 690 Ib. 
56C 2.00° 650 Ib. 
56C 2.38 1025 Ib. 
56C/140TC 2.63" =1025 Ib. 
56C/140TC 3.00" = 1350 Ib. 
56C/140TC 3 =3.50° = 2130 Ib. 
56C 1.33" = 290 Ib. 
56C 1.75" 650 Ib. 
56C 2.00" —650 Ib. 
56C 2.38 1025 |b. 
56C/140TC = =2.63" = 1025 Ib. 
56C/140TC 3.00" ~=1350 Ib. 
1401C 3.50" = 2130 Ib. 
1801C 3.00" 1350 Ib. 
1801C 3.50" = 2130 Ib. 
56C 1.33" = 290 Ib. 
56C 1./9 —- bal Ib: 
56C/140TC 2.00" 650 Ib. 
56C/140TC § =2.38" = 1025 Ib. 
56C/140TC 32.63" = 1025 Ib. 
56C/140TC 3.00" =1350 Ib. 
1801C 3.00" = 1350 Ib. 

1801C 3-00 2130 ID: 
56C 1.33" 290 Ib. 

56C/140TC 3 =1.75" ~—650 Ib. 
56C/140TC 2.00" 650 Ib. 
56C/140TC =—2.38" ~—- 1025 Ib. 
56C/140TC = =2.63" = 1025 Ib. 
56C/140TC = =3.00° = 1350 Ib. 
1801C 3.00" = 1350 Ib. 
1801C 3.50° = 2130 Ib. 
966 1.33" = 290 Ib. 
56C/140TC 3 =1.75' ~— 650 Ib. 
56C/140TC 2.00" 650 Ib. 
56C/140TC 32.38" = 895 Ib. 
56C/140TC 3 2.63" = 895 Ib. 
180TC 3.00" = 1298 Ib. 
56C 1.33" = 290 Ib. 
300/14U0IG Tb — 3/2 1D. 
56C/140TC 2.00" 5/2 |b. 
56C/140TC 2.38" 748 Ib. 
1801C 2.63 748 |b. 


Rati 
100:1 


1 
1 
1 
1 
1 


— 
[SIONS 


Flange Dimensions 


Motor Frame 


140TC 
9.88 


Max. 
Input 
HP 
0.25 


3 
i 
3 
i 


3 
9 
19 


0 

0 

0 

0 

1 

0.16 
0.25 
0 

0 
0. 


Ped Re | te ee 


SS 
nX 


(on) 
—I- — 
AAA ANN 


= 
oT 


a) O 
ol 


Max. 
Output 
Torque 

933 In.-lb. 
744 in.-lb. 


1243 in.-Ib. 


638 In.-Ib. 
3/9 IM.-10; 


2146 in.-lb. 


181 In.-Ib. 
386 In.-Ib. 
9268 in.-Ib. 
810 in.-Ib. 


1268 in.-Ib. 
1766 in.-Ib. 
30/73 In.-ID. 


209 in.-Ib. 
449 in.-lb. 
706 In.-Ib. 


1083 in.-Ib. 
1481 in.-lb. 
2300 in.-Ib. 
3076 in.-Ib. 


206 In.-Ib. 
980 in.-Ib. 
980 In.-ID. 


1203 in.-Ib. 
1223 in.-Ib. 
2016 in.-Ib. 
3/87 in.-ID. 


2/6 in.-Ib. 
452 in.-lb. 
687 in.-Ib. 
938 in.-Ib. 


1427 in.-lb. 
1937 in.-Ib. 
2906 in.-lb. 
1937 in.-Ib. 
2906 in.-lb. 


202 in.-lb. 
482 in.-lb. 
690 in.-Ib. 


1311 in.-Ib. 
1322 In.-lb. 
2009 in.-lb. 
2009 in.-lb. 
3334 in.-ID. 


238 in.-ID. 
494 in.-Ib. 
749 in.-Ib. 


1003 in.-Ib. 
1912 in.-Ib. 
2042 in.-Ib. 
2042 in.-lb. 
2042 in.-lb. 


2468 in.-Ib. 
907 in.-Ib. 
68/7 in.-Ib. 


1021 in.-Ib. 
1027 in.-lb. 
1722 in.-lb. 


171 in.-lb. 
344 in.-Ib. 
018 in.-Ib. 
863 in.-Ib. 
1299 in.-lb 


Mfr. 
Modelt 
E24MWNS 
E26MWNS 
E35MWNS 
E24MWNS 
E26MWNS 
E35MWNS 
E13MWNS 
E1/MWNS 
E20MWNS 
E24MWNS 
E26MWNS 
E30MWNS 
E35MWNS 
E13MWNS 
E1/MWNS 
E20MWNS 
E24MWNS 
E26MWNS 
E30MWNS 
E35MWNS 
E13MWNS 
E1/MWNS 
E20MWNS 
E24MWNS 
E26MWNS 
E30MWNS 
E35MWNS 
E13MWNS 
E1/MWNS 
E20MWNS 
E24MWNS 
E26MWNS 
E30MWNS 
E35MWNS 
E30MWNS 
E35MWNS 
E13MWNS 
E1/MWNS 
E20MWNS 
E24MWNS 
E26MWNS 
E30MWNS 
E30MWNS 
E35MWNS 
E13MWNS 
E1/MWNS 
E20MWNS 
E24MWNS 
E26MWNS 
E30MWNS 
E30MWNS 
E35MWNS 
E13MWNS 
E17/MWNS 
E20MWNS 
E24MWNS 
E26MWNS 
E30MWNS 
E13MWNS 
E17MWNS 
E20MWNS 
E24MWNS 
E26MWNS 








Item 
No. 
4GAN8 
4GAN9 
4GAP1 
4GAP2 
4GAP3 
4GAP4 
4GAP5 
4GAP6 
4GAP7 
4GAP8 
4GAP9 
4GAR1 
4GAR2 
4GAR3 
4GAR4 
4GAR5 
4GAR6 
4GAR7 
4GAR8 
4GAR9 
4GAT1 
4GAT2 
4GAT3 
4GAT4 
4GAT5 
4GAT6 
4GAT/ 
4GAT8 
4GAT9 
4GAU1 
4GAU2 
4GAU3 
4GAU4 
4GAU6 
4GAU5 
4GAU7 
4GAU8 
4GAU9 
4GAV1 
4GAV2 
4GAV3 
4GAV4 
4GAV5 
4GAV6 
4GAV7 
4GAV8 
4GAV9 
4GAW1 
4GAW2 
4GAW3 
4GAW4 
4GAW5 
4GAW6 
4GAW7 
4GAW8 
4GAW9 
4GAX1 
4GAX2 
4GAX3 
4GAX4 
4GAX5 
4GAX6 
4GAX7 


dd Nominal Ratio and NEMA Frame information. 





No. 1L382 





No. 4GAP6 


WINSMITH 


C-Face Right-Angle Speed 
Reducers and Bases Leen 


= Interchangeable with Winsmith MDNS models 
= Double-shaft assembly 
= Filled with Mobil Glygoyle® 460 synthetic lubricant 


Black coating system is scratch resistant and suitable for washdown and 
outdoor applications. Exceeds ASTM B-117, 1000-hr. salt spray test. Shaft 
slingers prevent contaminants from contacting oil seals. Open/close vent. Can 
be mounted with or without optional base using predrilled and tapped holes. 
Lubricant meets NSF requirements and is acceptable for incidental food contact 
(H1) areas. 


Worm Center BoltHole Base Mounting Hole Pattern Base Mfr. Item 
Distance Dia. Length Width Thickness Model No. 
Top Bases 
aa 0.406" 4.000" 2.500" 0.250" E13WB 1L382 
Lio 0.406" 4.000" 3.500" 0.500" E17WB 1L402 
2.00" 0.406" 4.000" 3.500" 0.250" E20WB 1L383 
2.38" 0.563" o.fo0 4.500" 0.750" E24WB 1L399 
2.63" 0.563" bf 50° 4.500" 0.3/5" E26WB 1L397 
3.00 0.563" O20" 8.250" 0.500" E35WB 1L396 
Top and Bottom Base 
3.00" 0.563" 6.500" 5.200. 0.500" E30WT 1L381 
Bottom Bases 
oo 0.406" 4.000" 2.500" 0.375" E13WT 1L379 
mes 0.406" 3.810" 3.500" 0.500" E17WT 1L401 
2.00" 0.406" 3.810" 3.900" 0.500" E20WT 1L380 
2.38" 0.563" 9.750" 4.500" 0625" E24WT 1L400 
253° 0.563" D.f OU 4.500" 0.375" E26WT 1L398 
3.90" 0.563" 5.200" 8.250" 0.500" E3SWT 1L395 


WINSMITH 


HIGH QUALITY 
SPEED REDUCERS 


See table for input 
shaft bore & keyway 
size 
—| | BE BF DIA 
4 holes 


Led 


Zane 





H Tap 





Vax Ve 
1.1255" 


Keyway 16 X 932" Vie X ¥32" 
Bore* 0.6255" Orsi 50:: 
* Bore tolerances +0.001, -0.000. 


G Depth 


Worm 
Center 
Dist. 
iEy 3. 
1eeO: 4. 
2.00" icine) 
23f0 (aay 
ay 

6. 
i 


Reducer 
Model 

E13MWNS 
E17MWNS 
E20MWNS 
E24MWNS 
E26MWNS ZbS: 
E30 MWNS 3U0S 3.00: 
E35MWNS Sole wa 

t Shaft dia. tolerances +0.000, -0.001. 


uuipae Shaft 


©) GO? CO GI NI) OG) CO GS 
NI 69 69 0 G2 Co 
et et a a OO] CO 
G9 G91) —1100. 00. 
tt /09 09 09 09 © 
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BIO OO DB) BICor 
QAIGOR Ro 
ONIN 
© CORD OG) Go} Co © 
09107 G2 09 63 
Noo a A 
© 0 0101S NO"? 
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LONI NN 
~| C0 CO CO 0101/0 & 
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POWER TRANSMISSION 
Speed Reducers 


Scan. Order. Done. 
Details on page A1. 








7 WINSMITH 
<p. C-Face Right-Angle Hollow-Shaft Speed Reducers Vw 
= Interchangeable with Winsmith MDSS models Note: Additional sizes are available on Grainger.com®. mma 
Py = Symmetric hollow output shaft pleas 
| ‘) for flexibility in mounting can ser ie es 
| = Filled with Mobil Glygoyle® 460 synthetic lubricant Output NEMA Center Overhung Nom. Input Output Mfr. Item 
4 ; ' RPM* Frame Distance Load Ratio HP Torque Modelt No. 
White coating system Is scratch resistant and suit- 56C_ 2.00" 1345 lb. 60:1 0.3 528in.-Ib, E2OMWSS  3XJD2 
No. SKICs able for washdown and outdoor applications. Exceeds 99 ae 2.63 ; we b in 075 a in aes —_ 
: , 5 00" 766 in.-lb. 5 
ASTM B-117, 1000-hr. salt spray test. Open/close vent. 56C/1401C 3.50" 3186 lb. 60:12 3573 in-Ib. E35MWSS  3XJF1 
Predrilled and tapped holes on top and bottom for 35. DOC/T40TC 2.63" 1823 1b. 50:1 —'1_—‘1481 in-Ib. E26MWSS — 3XJD6 
bracket attachment. Lubricant meets NSF requirements eee se are "4 4 i 2 a re Se ty 
: sa 00" in.-Ib. 
and is acceptable for incidental food contact (H1) areas. 43 SeeaagTe 3.00" 2020 lb” 40.1516 nib ESOMWSS aX JES 
345 180TC 3.00" 11751b. 5:1 7.5 1301in-Ib. E30MWSS  3XJD8 
feaitae. SeHee ‘Wei fceue  eee: ae ene ics 58 soc/140TC 2.63" 18231b. 301 1.5 1427 in-Ib. E26MWSS  3XJD4 
Model No. Distance _ No. Model No. Distance 0.D. Keyway No. gg  oC/140TC 2.00" 1345 tb. 20:1 1650 in.-Ib. E2OMWSS__3XJC7 
Torque Arm Kits Bronze Bushing Kits 56C/1401C 2.63" 1823lb. 20:1 2 1322in-lb. E26MWSS 3XJD3 
EZ0MWSS 200°  3XJF9 ES0MWSS 2.00" 1%" Vaxth" 3XJF2 172. S6C/140TC §=2.00" = 1345 1b. 10:1 2 _687in.-lb. E2O0MWSS  3XJC6 
F26MWSS 263°  3XJG1 F26MWSS 9 63" 1" hx Ve" 3XJF3 345 S6C/140TC =2.00" = 1265Ib. 5:1 3518 in.-lb. E20MWSS — 3XJC5 
E30MWSS 300°  3XJG2 E2X6MWSS 763" 1h xt 3XJF4 08 96C 2.00" 13451b. 30:1 0.75 —687in.-Ib. E20MWSS — 3XJC8 
E30MWSS 3.00" 1/e" ex He 3XJF6_ = * @ 1725 rpm. ¢ To complete Mfr. Model No., add Nominal Ratio and NEMA Frame information. 


WINSMITH 


Winsmith C-Face Right-Angle Hollow-Shaft Speed Reducer Dimensional Drawings 





HIGH QUALITY 


See table SPEED REDUCERS 


for input 
shaft bore 
& keyway 


Flange Dimensions 
Motor Frame 
140TC 
5.88" 
4.50" 
0.19" 
6.50" 
Oile 
0.406" 

Ve xX ¥32" 
08755) 


H Tap — 
G4 Depth 


BF DIA 
(4) HOLES 





56C 
5.88" 
4.50" 
0.19" 
6.50" 
Ost 
0.406" 
Ae xX ¥32" 
O16 255: 


180TC 
Wc 
8.50" 
0.19" 
9.00" 
0.38" 
0.531" 
Vax Ye" 
11255" 























2 set screws 
at 65° apart 
each end 











Keyway 
Bore* 
* Bore tolerances +0.001, -0.000. 








Dimensions 
Center G H 
Dist. A B F F1 Depth Tap K P 
2.00" Valen 525) : 2.19" 1.69" 0.63" %-16" 2.63" Bro 
E26MWSS | 2.63" Bilge 5.88" 2.44" 2.44" 0.69" = %-13" 2.81" BDU! 
E30MWSS | 3.00" BrUs 6.62" Patol ay 0.75" ¥-13" 3.00" 3.69" 
t Shaft dia. tolerances +0.000, +0.002. 


Output Shaft 
Reducer 
Model 
E20MWSS 


Keyway 
¥% x Ye" 
¥% x Ve" 
Ya x Ve" 








™ P p 
FLEXBLOC™ C-Face Right-Angle Hollow-Shaft Speed Reducers NOR 
= Universal gear housing Motor coupling provides __Fine-grained bronze alloy worm gear and hardened alloy steel DRIVESYSTEMS 
= Adaptable to any accurate motor shaft worm pinion gear for durability. Oversize output ball bearings 
mounting position alignment, minimizes provide high radial and axial load capacities and long service life. 
= Filled with food grade fretting, and creates Double-lip oil seals. Aluminum alloy housing. 
synthetic lubricant a low backlash/ high- Note: Additional sizes are available on Grainger.com®. 
= Includes single and strength connection. 
No. 29TL62 double output shafts 
with standard keys ae Won Max Max 
Output NEMA’ Center Overhung Nom. Input Output Mfr. Item 
Nom. Worm Max. Max. RPM* Frame Distance Load Ratio HP Torque Modelt No. 
Output NEMA’ Center Overhung Nom. Input Output Mfr. Item 56C 1.22", 405lb. 40:1 0.37 248in.-lb. SKISI31Y  29TL83 
RPM* Frame Distance Load Ratio HP ‘Torque _—Modelt No. 560. 1.57" 7201b. —40:1 0.5  407in-lb. SKISI40Y 29TL84 
56C 1.57" 7201b. 100-1 0.25 301 in-Ib. SK1SI40Y _ 29TL62 44 5601.97" 1080 Ib. 40:1 -0.88-735in-Ib. SK1SI50Y  29TL85 
18 566 1.97" (1080 Ib. _100:1 0.37 __549 in.-Ib. SKISI50Y__ 29TL63 56C. 2.95" 2250lb. 40:1 2.25 2212in-lb. SK1SI75Y  29TL88 
56C_ 2.48" 1415 lb. 100:1_ 0.63974 in.-Ib. SK1SI63Y _29TL64 - 560. 1.22" 405lb. 20:1 0.5  239in-lb. SK1SI31Y 29TMO9 
96C 1.57" 720 Ib. 8010.25 327 in.-lb. SKISISOY  29TL67 560. 1.57" 720 lb. 20:1 ~— 0.75 += 398 in.-lb. SKISI40Y 29TM10 
99 966 1.97" 1080 Ib. 80:1 0.44593 in-Ib. SKISISOY _ 29TL68 56C. 1.57" 720 lb. 15:1 ~—«'1.06 434 in-lb. SKISI40Y 29TM19 
56C 2.48" 1415 1b. 80:1 0.75 = 1044 in.-Ib. SK1SI63Y —_ 29TL69 117 -56C ~— 1.97" 1080lb. 15:1 = 1.75 ~~ 770in.-lb. SKISI50Y 29TM21 
56C_ 2.95" 2250 lb. _80:1__—1.06 1779 in.-Ib. SKISI75Y__ 29TL70 56C —s. 2.48" = 1415|b. 15:1 3.06 + 1372in.-lb. SK1SIG3Y 29TM23 
56C 1.22" 4051b. 60:1 0.25 212 in.-Ib. SKISI31Y _29TL71 175 0001.22" 405 Ib. 10:1 0.75 230 in.-Ib. SK1SI31Y__29TM29 
96C 1.57" 720 1b. 60:1_—0.37 354 in.-Ib. SKISI40Y__ 29TL72 5601.57" 720lb. 10:1 ~—1.25 + 372in.-lb. SKISI40Y 29TM30 
29 560. 1.97" 1080lb. 60:1 0.5 646 in.-Ib. SKISI50Y _ 29TL73 93g 00C_ 2.48" 1415 Ib. 7.51 5.06 1230 in-Ib. SKISI63Y__29TM45 
96C 2.48" 1415 Ib. 60:1 0.88 1150 in.-Ib. SK1S163Y — 29TL74 140TC 2.48" 1415 |b. 7.5:1 5.06 1230in.-Ib. SK1SI6G3Y 29TM46 
56C 2.95" 2250 lb. 60:1 (1.37 -1956in.-Ib. SK1SI75Y 29TL75 


*@ 1750 rpm. fTo complete Mfr. Model include NEMA Frame and Nominal Ratio values. 


NORP 


DRIVESYSTEMS 


Motor Frame 
Dimensions 
CC 


s6C = 140TC 
ler = 

1.46" 1.93" 
1.46" _ 1.93" 
1.46" 1.93" 
16161: 


Nord FLEXBLOC™ C-Face Right-Angle Hollow- 
Shaft Speed Reducer Dimensional Drawings 

















Worm 
Reducer Center 




















Dimensions 
Model Distance) A E F 0 







































































SK1S131 
SK1S140 
SK1S150 
SK1S163 
SK1S175 


122) 
Bye 
Ye 
2.48" 
2.90! 


3.15" 
3.94" 
4.72" 
DOr: 
ee 


2 AS: 
216° 
hey 
3.94" 


ER 
2.36" 
iS 
3.35" 
3.04" 


3.82" 
4.78" 
9.67" 
6.85" 
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GRAINGER CHOICE” POWER TRANSMISSION 
Find the wf. Find Solutions. Find Great Prices. Speed Reducers 








? ‘ Find the CAD files you need on Grainger.com® 
Indirect-Drive Right-Angle Speed Reducers . : 


= Reversible rotation extension. Worm is thread-rolled * Dayton ‘ 
= All-position mounting, except and alloy-hardened for higher 


input shaft down; optional strength and low power loss. 











bases available on page 87 _Left-hand facing input shaft. 
= Shipped with Klubersynth Input shaft has ball bearings and 
UH1 6-460 gear oil output shaft has tapered roller 
No. 34K212 bearings. Cast-iron housing. 
= Double-lip, spring- Flange coupling kits to adapt 
loaded oil seals; large, NEMA 56C-145TC motors to 
prefilled oil sump Dayton® right-angle speed reduc- 
Interchangeable with most ers sold separately; see below. 
Grove (Flexaline) and Ohio FLANGE COUPLING KITS 





(Uniline) models. The output = Bolt circle dia.: 5.88" 


shaft on single-output models = Mounting hardware and nis65415 





can be field-converted from ing i 4 HOLES TOP 
shaft coupling included AND BOTTOM 
standard left-hand to right-hand 
Worm Dimensions Shaft Dimensions 
Center Input Shaft Output Shaft 
Distance A B D E F G H J AN K L V Keyway M N W Keyway 


1.00" 2.00. 3.20 1.69" 2.62 %-20° 3.63. 1.31 1.00" 1.63" 2.88 0.375 081  0.093x0./5 | 2.88" 0.499" LAG, 0.125 x 0.64" 
1.33" 3.00 4.29 3.00" 3.00" %-20° 4.94" 1/0: 1.33" 2.13 3.91 0.500" 1.31" 0.125 x 1.38" | 4.38" 0.625" 2.08" 0.188 x 1.25" 
ek 3.69" 9.00" 2/9 419 %e-18 9.0 2.06" 1. ey 4.88" 0.625 1.06 0.188 x1.50) | 431 0.875 1./8° 0.188 x 1.14" 
2.06" 3.81 6.00" 3.00" Alo 6-18 6.38" 2.28 2.06 3.00" D.1d. 0.625" 1.06° 0.188 x 1.50" | 469° 1.000" 2.09" A320 X 1.32 


2.62 4,44" 7.38" 3.38" 6.38"  %-16" —_8.00' 2.94" 2.63" 3.69" 6.31" | 0.750" 2.00"  0.188x1.63" | 5.63" 1250" 2.62" 250 x 1.93" 
DOUBLE SINGLE Worm Overall Length Motor Reducer Reducer 
Nom. Worm Max. Max. OUTPUT OUTPUT Center Input Motor Reducer Coupling Coupling Coupling Item 
Output Center Overhung Nom. Input Output Item Item Distance _Frame Size _—& Flange Bore Bore Keyway No. 
RPM* Distance Load Ratio HP Torque No. No. Flange yountng Kits 5c +35 a as’ osc ug a 
u a in - P Y s 5 P X F 
1.33" 275 Ib. 60:1 0.25 209 it 62419 62439 wae 40.38" 063" 063" 079x009" 6HI79 
1:75 700 Ib. 60:1 0.3 415 in.-lb.| 62420 62440 1.75 i 7 7 7 
29 i —— 143TC/145TC 10.28 0.88 0.63 0.19 x 0.09 6HJ80 
2.06 875 Ib. 60:1 0.5 636 in.-lb. | 62421 62441 56C +131" 0.63" 063" 019 7 
. : é ; , 19 x 0.09 6HJ81 
262 1300 1b 60-1 0.75 1021 in-tb.| 62422 ee 2.06" -FaBTC/45TC 11.31" 0.88" 0.63" 0.19.x 0.09" 6HJ82 
44 2.06" 875 |b. 40:1 0.5 492 in.-Ib.| 62424 62449 9 62" 56C 1.16" 0.63" 0.75" 0.19 x 0.09" 3A706 
2.62" 1300 Ib. 40:1 1 1028 in.-Ib.| 62425 62450 1431C/145TC 13.16" 0.88" 0./5" 0.19 x 0.09" 3A/07 
1.9" 700 Ib. 30:1 0.5 401 in.-lb.| 62426 62453 
58 2.06" 875 Ib. 30:1 0.75 610in.-lb.| 62427 62454 
2.62" 1300 Ib. 30:1 iB 983 in.-lb.| 62428 62455 
38 19: 700 Ib. 20:1 0.75 436in.-lb.| 62429 62457 
2.06" 875 Ib. 20:1 1 586 in.-lb. | 62430 62458 
350 1.00" 150 Ib. a1 0.5 79 in.-lb. 62436 62469 
*@ 1750 rpm. 
Boston 


Indirect-Drive Right-Angle Single-Shaft Speed Reducers Gear 


= All-position mounting 
(bases sold separately) 
= Shipped without oil, use No. 34K212 


Heavy-duty worm gear speed reducers 
have value-engineered features for flex- 
ible installation, long life, and simplified 
maintenance. Integral input worm and 
shaft are made from case-hardened alloy 
steel. Oversized ball and roller bearings 
assure maximum performance. Fine- 
grained cast-iron housing and output 
shaft (left-hand facing input shaft). 





No. 1L244 
Worm Shaft Dimensions 
Center Overhung Dimensions Input Shaft Output Shaft 
Dist. Load A B H1 X Y Z ID1 INW IU Keyway 0D1 ONW OU Keyway 
1.00" 150 Ibs. 2.00" S20 3.05. 1.69" 2.03. 2.03: 2.31 0.81" U.3/0 ¥32 X 38" ed | 1.19" 0.500" Vax ¥" 
1.33: 200 Ibs. 2.88" 4.25" 4.66" 2.00" Bw D.20° 3.05" iid 0.500" Vex ¥e Tez 2.00" 0.625" Vig xX 1" 
1.54" 300 Ibs. 3.69" HE S00) 20 4.19" 4.19" 3.45" 1.56" 0.625' Vex Ae 1.91" Lig: 0.750" Vie X 1" 
1.fo. 900 Ibs. 3.69" 9.00" ofa 213: 4.19" 4.19" 3.01. Ao 0.625' Ye x Ae 2.06" 1.78" 0.875" Vie X 1" 
2.06" 700 Ibs. 3.81" 6.00" 6.38" 2.88 9.00" 9.00" 4.34" 1.56" 0.625' Vie x Ae 2.20 2.09" 1.000" Vax 14 
2.30 900 Ibs. 4.06" 6.38" 6.94" 2.00. 9.00" 9.00" 4:33" 2.00" 0.750" Vie X 1° 2.00 2.31 1.1209, Vax 14 
202. 1000 Ibs. 4.44" 1.38° 8.00" 3.30) 6.38" 6.38" 9.00" 2.00" 0.750" Vie X 1° 2.94" 2.62. 1.120. Vax 16° 
Nom. Worm Max. Max. Nom. Worm Max. Max. Worm 
Output Center Nom. Input Output Mfr. Output Center Nom. Input Output Mfr. Center Base Base Mfr. Item 
RPM* Distance Ratio HP Torque Model Item RPM* Distance Ratio HP Torque Model Item Distance| Width Length Model No. 
29 2.38 60:1 0.5 772in.-lb. 724-60-G 1L347 1.00" 20:1 0.25 138in.-lb. 710-20-G 1L247 Cast Iron Mounting Bases, Horizontal 
1.00" 50:1 0.16 153in.-lb. 710-50-G 1L244 38 1.33" 20:1 0.3 197 in.-lb. 713-20-G 1L262 1.00" 3.69" 4.63" 87874 4NY17 
35 1.33" 50:1 0.16 198in.-lb. 713-50-G 1L265 1.54" 20:1 0.5 302in-lb. 715-20-G 1L278 ido 4.19" 5.ga 96437 4YA78 
1.54" 50:1 0.25 306in.-lb. 715-50-G 11275 2.38 20:1 1.5 948in.-lb. 724-20-G  1L341 1.54" 5.44" 6.44" 56438 4YA79 
2.38' 50:1 0.75 1014 in.-lb. 724-50-G  1L348 1.54" 15:1 0.75 353 in.-lb. 715-15-G 1L279 eee 5.69" 7.00" 96439 4YA80 
1.00" 40:1 0.16 148in.-lb. 710-40-G 1L245 Wy 2.38" 15:1 2 990in.-lb. 724-15-G 1L342 2.06" 5.94" (wey 56440 4YA81 
44 1.33" 40:1 0.16 165in.-lb. 713-40-G 11259 2.62" 15:1 2 994 in.-lb. 726-15-G 11353 2.38" 6.19" 8.50" 56441 4YA82 
1.54" 40:1 0.3 342in.-lb. 715-40-G 1L276 1.54" 10:1 1 330 in.-lb. 715-10-G 1L280 2.62" 6.66" 9.63" 96442 4YA83 
2.38 40:1 0.75 837in.-lb. 724-40-G 1L343 175 1.75" 10:1 1.5 499 in.-Ib. 718-10-G__1L801 
58 1.54" 30:1 0.3 274in-lb. 715-30-G 1L277 2.38" 10:1 2 6/2in-Ib. 724-10-G 11345 
2.38" 30:1 1 902 in.-lb. 724-30-G 1L344 2.62" 10:1 3 1024 in.-lb. 726-10-G 1L354 
70 1.33" 25:1. 0.3  238in.-lb. 713-25-G _1L261 1.54" 5:1 1.5  254in-lb. 715-5-G  1L281 
* @ 1750 rpm. lio a1 2  338in.-lb. 718-5-G  1L302 
350 =2.06" = 5:1 2  338in.-lb. 721-5-G  1L310 
200 > ol 3 508 in.-lb. 724-5-G 11346 
262°. — 5:1 3 508 in.-lb. 726-5-G 11355 
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POWER TRANSMISSION 
Speed Reducers 


scan. Order. Done. |= f= 
Details on page Al. 


























No. 4GAX8 


Indirect-Drive Right-Angle Double-Shaft Speed Reducers and Bases 


= Interchangeable with 
Winsmith XDNS models 

= Double-shaft assembly 

= Filled with Mobil Glygoyle 
460 synthetic lubricant 


Reducer 
Model A B C1 D E 
E13XWNS | 2.00" 3.88" 1.33" 3.08" 0.69" 
E20XWNS | 2.38" 5.25" 2.00" 4.13" 0.88" 
E26XWNS | 3.13" 5.88" 2.63" 5.75" 1.13" 
E30XWNS | 3.50" 6.62" 3.00" 6.50" 1.31" 
ESoXWAS 13.75" 7.69" 3.50" 7.50" 1.31’ 
** Shaft diameter tolerance +0.000, -0.001. 
Nominal Worm 
Output Center Overhung Nom. 
RPM* Distance Load Ratio 
2.00" 650 Ib. 60:1 
29 2.63" 1025 Ib. 60:1 
3.00" 1350 Ib. 60:1 
35 2.00" 650 Ib. 50:1 
3.00" 1350 Ib. 50:1 
1.33" 290 lb. 40:1 
43 2.00" 650 Ib. 40:1 
2.63" 1025 Ib. 40:1 
3.00" 1350 Ib. 40:1 
133° 290 lb. 30:1 
58 2.00" 650 Ib. 30:1 
2.63" 1025 Ib. 30:1 
3.00" 1350 Ib. 30:1 
(REE 290 lb. 20:1 
86 2.00" 650 Ib. 20:1 
262° 1025 Ib. 20:1 
3.00" 1350 Ib. 20:1 
1.33° 290 lb. 1531 
415 2.00" 650 Ib. 151 
3.00" 1350 Ib. 15a 
3.50" 2130 Ib: 154 
URRY 290 lb. 10:1 
172 2.00" 650 Ib. 10:1 
3.00" 1298 lb. 10:1 
133° 290 Ib. bl 
345 2.00" 572 |b. 571 
3.00" 1116 Ib 5 


* @ 1750 rpm. ft To complete Mtr. Model No., add 
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Indirect-Drive Right-Angle 
Single-Shaft Continuous- 
Duty Speed Reducers 


= 2" worm center distance 
= 700 Ib. overhung load 
= All-position mounting 
= Shipped with Klubersynth UH1 6-460 gear oil No. 34K212 
= Double-lip oil seals on input and output shafts; spring-loaded inner lip 
For high-torque, low-speed applications. Tapered roller bearings. Hardened steel 
worm gear. Forged bronze worm wheel. 
Dimensions (in.) 
A C D D1 cE F H N WM O- Uw 


0.7500- 0.6250- 
9.79 6.79 2.5 4.5 2.38 4.75 0.34 1.89 2 5.81 0.7490 0.6245 


V V1 AB_ XL 
1.62 1.88 2.46 8 


Max. 
Nominal Nom. Max. Output Item 
Output RPM* Ratio Input HP Torque No. 

30 58:1 0.3 285.00 in.-lb. 22306 

45 39:1 0.5 337.00 in.-Ib. 22307 

67 26:1 0.75 385.00 in.-Ib. 22308 

96 18:1 1 360.00 in.-lb. 22309 

11:1 302.00 in.-lb. 22310 





Black coating system is scratch-resistant and suitable for washdown and outdoor applications. Shaft slingers 


prevent contaminants from contacting oil seals. Open/close vent. Can be mounted with or without optional base 


using predrilled and tapped holes. Lubricant meets NSF requirements and is acceptable for incidental food contact 
(H1) areas. Exceeds ASTM B-117, 1000 hour salt spray test. 


Dimensions 
G 
E1 F Fi Depth 
0.69" 1.56" 1.19" 0.56" 
0.88" 2.19" 1.69" 0.56" 
1.13" 2.44" 2.44" 0.69" 
Lat 2.75 2.75 O75" 
at’ 3.25" 3.25. 1.00 
Max. 
Input Output 
HP Torque Mfr. Model 
0.3 528 in.-lb. EZOXWNSt 
0.75 1268 in.-lb. EA6XWNSt 
1 1766 in.-lb. E3OXWNSt 
0.5 706 in.-lb. EZOXWNSt 
1.5 2305 in.-lb. ESOXWNSt 
0.25 256 in.-lb. EXSXWNSt 
0.5 585 in.-lb. EZOXWNSt 
1 1223 in.-lb. EA6XWNSt 
2 2516 in.-lb. E3OXWNSt 
0.3 2/6 in.-lb. EY3XWNSt 
0.75 687 in.-lb. EZOXWNSt 
1.5 1427 in.-lb. EA6XWNSt 
2 1937 in.-lb. E3OXWNSt 
0.3 202 in.-lb. E1Y3XWNSt 
1 650 in.-lb. EZOXWNSt 
2 1322 in.-lb. EZ6XWNSt 
3 2009 in.-lb. ES0XWNSt 
0.5 238 in.-lb. EXSXWNSt 
1.5 749 in.-lb. EZOXWNSt 
5 2542 in.-lb. E3OXWNSt 
5 2542 in.-lb. ES5XWNSt 
0.75 248 in.-lb. EX3XWNSt 
2 687 in.-lb. EZOXWNSt 
5 1722 in.-lb. E3OXWNSt 
1 171 in.-lb. EY8XWNSt 
3 518 in.-lb. EZOXWNSt 
7.5 1301 in.-lb. E3OXWNSt 
Nominal Ratio. 


Find even MORE on Grainger.com® 


H 
Tap J 
/16-18" 
¥e-16' 
Y-13" 
Yo-13" 
%e-11" 


Item 
No. 
4GAX8 
4GAX9 
4GAZ1 
4GAZ2 
4GAZ3 
4GAZ4 
4GAZ5 
4GAZ6 
4GAZ7 
4GAZ8 
4GAZ9 
4GCA1 
4GCA2 
4GCA3 
4GCA4 
4GCA5 
4GCA6 
4GCA7 
4GCA8 
4GCA9 
4GCC1 
4GCC2 
4GCC3 
4GCC4 
4GCC5 
4GCC6 
4GCC7 


172. 
2.13" 
3.13" 
3.50" 
4.00" 


L 


2.83" 
3.44" 
4.50" 
4.63" 
5.06" 


WINSMITH 
HIGH QUALITY 
SPEED REDUCERS 
Shaft Dimensions 
Input Shaft Output Shaft 
M 0 P U** N V Keyway w** § T Keyway 
4.12" 4.33" 4.00" |0.625" 1.81" 1.63" 0.19 x 0.09" |0.750" 2.06" 1.88" 0.19 x 0.09" 
5.00" 5.63" 4.75" |0.750" 2.19" 1.75" 0.19 x 0.09" |1.000" 2.56" 2.31"  0.25x 0.13" 
6.00" /.86° 5.50" |1.000° 2./5° 2.38" 025x013" 11.250" 2.87" 263° 0.25% 0.13" 
7.00" 9.00" 5.88" {1.000" 3.06" 2.38" 0.25x0.13" |1.375" 2.88" 2.75" 0.31x0.16" 
7.38 10.13" 7.00" |1.000° 231° 250° 0.25x0.13" 11.750" 3.75" 3.63" 0.38 x 0.19" 
Worm Center Bolt Hole Base Mounting Hole Pattern Base Item 
Distance Dia. Length Width Thickness No. 
Top Bases 
Hoo 0.406" 4.000" 2.500" 0.250" 1L382 
1.f0. 0.406" 4.000" 3.500" 0.500" 1L402 
2.00" 0.406" 4.000" 3.500" 0.250" 1L383 
2.38" 0.563" 5.750" 4.500" 0.750" 1L399 
2.63" 0.563" 9.750" 4.500" 0.375" 1L397 
3.50" 0.563" 5.250" 8.250" 0.500" 1L396 
Top and Bottom Base 
3.00" 0.563 6.500" 5.200" 0.500" 1L381 
Bottom Bases 
33" 0.406" 4.000" 2.500" 0.375" 1L379 
vor 0.406" 3.810" 3.500" 0.500" 1L401 
2.00" 0.406" 3.810" 3.500" 0.500" 1L380 
2.38" 0.563" OF oU 4.500" 0.625" 1L400 
2.63" 0.563" 5.750" 4.500" 0.375" 1L398 
3.50" 0.563" 5.250" 8.250" 0.500" 1L395 
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GRAINGER CHOICE° POWER TRANSMISSION 
Find the i. Find Solutions. Find Great Prices. Speed Reducers 










No. 2Z932 


56C-Face Parallel-Shaft * 
Speed Reducers 


= 660 Ib. overhung load ‘Precision machined cast-iron housing 

= Horizontal mounting —‘ for accurate alignment of gears. 

# Shipped with Hardened steel pinions, helical and 
Klubersynth UH1 6-460 spur gears are computer-matched for 
gear oil, No. 34K212 high efficiency; designed per AGMA 

= Spring-loaded double standards. Input shaft is ball bearing 


















lip seals on input supported. Output shaft has deep- 
and output shaft grooved ball bearings. o 
0.9985 
Max. -6255 DIA 
Nominal Nom. Input Max. Item fs alia 

Output RPM* Ratio HP Output Torque No. 
30 57.511 0.5 955 in.-Ib. 22932 
44 39:1 0.5 651 in.-Ib. 22933 
60 29:1 0.5 478 in.-Ib. 22934 
91 19:1 0.5 326 in.-Ib. 22935 

*@ 1725 rpm. 


C-Face Parallel-Shaft Speed Reducers A Boston 
= All-position mounting aiid 
# Shipped with Klubersynth UH1 6-460 gear oil No. 34K212 


Powdered epoxy paint. Dimensionally interchangeable with SEW Eurodrive inline helical reduc- 


ers. Ratios up to 71:1 in only 2 stages; increases efficiency and reduces case size. No. 1F880 
Oo. 





Nominal Max. Max. 
Output NEMA Overhung Nom. Input Output Mfr. Item 
RPM* Frame Load Ratio HP Torque Model No. 
D4 56C 1600 Ib. FAM 1 2303 in.-lb. F862B-71K-B5-M1  1F828 
56C 770 Ib. Tt 0.5 1186 in.-lb. F842B-71K-B5-M1  =1F846 
27 140TC/180C =: 1360 Ib. 63:1 15 3027 in.-lb. F862B-63K-B7-M1 1F830 
31 56C 1360 Ib. 56:1 1 2018 in.-lb. F862B-56K-B5-M1 —1F832 
56C 770 Ib. 56:1 0.5 970 in.-lb. F842B-56K-B5-M1 =‘ 1F850 
35 56C 770 Ib. 50:1 O75 1280 in.-lb. F842B-50K-B5-M1 —-1F852 
38 56C 770 Ib. 45:1 0.75 1180 in.-lb. F842B-45K-B5-M1 = 1F854 
48 56C 770 Ib. 36:1 1 1254 in.-lb. F842B-36K-B5-M1 = 1F856 Ee 
62 56C 620 Ib. 28:1 1 994 in.-lb. F842B-28K-B5-M1  1F858 (4) T DIA. iu 
96C 385 Ib. 20:1 0.5 491 in.-lb. F832B-28K-B5-M1 —‘1F876 HOLES i 
79 140TC/180C ~— 620 Ib. 22:1 1.5 1158 in.-lb. F842B-22K-B7-M1 1F860 cl 
56C 385 Ib. 2251 0.75 574 in.-lb. F832B-22K-B5-M1 —-1F878 A E TAPPED HOLE 
97 140TC/180C ~— 620 Ib. 18:1 2 1192 in.-lb. F842B-18K-B7-M1 1F862 TT UNF X DD DEEP 
56C 385 Ib. 18:1 1 483 in.-lb. _F832B-18K-B5-M1 ——-1F880 
*@ 1725 rpm. 
Reducer Dimensions TT DD M W - Key 
Model A B C D E G H K L U V (UNF) (DEEP) 56C 140TC 180TC 210TC SQ ___Length 
F832B 5.44" 433" 433" 3.35" 1.05" 0.48" $2.95" 5.79" 2.28" 0.75" 1.57" 0.25 0.63" 9.82" 9.82" 10.65" — 0.19" 1.28" 
F842B 5.71" 6.30" 4.33" 5.12" 1.48" 0.67" 3.54" 6.99" 2.95" —=1.00" ~=1.97" 0.25" 0.63" 10.73 - W073" - 71.55" — O25": 175" 
F862B 7.48" 7.87" 5.31" 6.50" 2.19" 0.81" 4.53" 9.06" 83.54" 1.25" 2.36" 0.38" 0.87" 12.26" 12.26" 14.61" 14.61" | 0.25" — 2.00" 
BISON 


96C-Face Parallel-Shaft Speed Reducers eee 


Provide the power required for applications in many different industries. 
Designed with a precision machined die-cast aluminum housing, these 
reducers can be aligned seamlessly to drive most OEM equipment. 
Equipped with high quality helical and spur gearing. Factory lubricated 






































































































































for life. Mfr. Item 
i : . Item Model No. 
Note: Additional siz8s are available Mounting Brackets ; ss ; ee ume 
on Grainger.com®. Mounting L Bracket _P125-880-0003 _ 35FT55 ee = 
Mounting Footplate P125-880-0004 35FT56 6 © * 
Nom. Max. Max. 
Output Overhung Nom. No.of Input Output Mfr. Item —— 
RPM* Load Ratio Stages HP Torque Model No. a Ae —_ 
12 =1383 lb. 142.9:1 o 0.25 992in-lb. 060-881-2143 35FT53 675 | #1007 
22 = =1165lb. 79:1 a 0.5 1195in.-lb. 060-881-2079 35FT51 aa bl @ 
60 §=838lb. 27.8:1 3S 1 1137 in.-lb. 060-881-2029 35FT45 = ap 
97 ~=680lb.  17.8:1 2 1.25 902in.-lb. 060-881-2018 35FT43 
203 d06lb. 6.8:1 2 1.5  399in.-lb. 060-881-2007 35FT39 | @y © ae 
339 467 |b. a1 2 1.5 275in.-lb. 060-881-2005 35FT37 re 7/16-14 UNC — 2B X .63 OP. ee 
457 = 425 |b. 3.8: 2 1.5  204in-lb. 060-881-2004 35FT35 ance ae es Face Mount aCe Sana EY 








*@ 1725 rpm. 
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POWER TRANSMISSION 
Speed Reducers 


scan. Order. Done. |= f= 
Details on page Al. 





3 29/32 ——-— 3/16x1 KEY 


7/16 
OVER FLAT 


2 25/32 1/2 4 
| 1 3/8 


(499/732 
HOLES 














5/8 |- ¢4)1/4 


THRU HOLES 





—-|1 ve 


3/16x1 KEY 





3 3/8 SQ 


COHOLES 






A. and B, 


Indirect Drive 


__| ede Le 


(49174 
THRU HOLES 


3/16x1 KEY 
3 3/8 SQ 


(HOLES 


4 31/32 


3 11/32 





C. 


42CZ/48C-Face 


€499/32 
HOLES 


=i 





.19 SQUARE X 
1.38 LONG KEY 


2.00 
' .25 SQUARE X 
1.25 LONG 


SLOT DETAIL 
(4 REQUIRED) 


Indirect-Drive 


.29 SQUARE X 
1.25 LONG KEY 





| 56C-Face 
SLOT DETAIL 
(4) REQUIRED 
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Indirect-Drive and 
42CZ/48C-Face 
Parallel-Shaft Speed 
Reducers with Base 


= All-position mounting using 

face, base, and top 
= Shipped with heavy-duty SAE 80W- 

90 oil lubricant in gearcase 
= Spring-loaded lip oil seals on 

input and output shafts 
Base allows high or low positioning of output 
shaft; face-mounting holes on output side of 
reducer. Heat-treated steel pinion with helical 
first stage gearing. Heavy-duty needle and ball 
bearings with thrust balls. Die-cast aluminum 
gearcase housing. 


Item Dimensions (in.) 
No. Key B 
47498 B 3.328 2.625 4.953 
47499 to 42503 —=iB 3./18 3.000 9.344 


t C-Face units contain a 0.500" dia. bore with 0.125 x 
0.062" keyway. 


Nom. Max. Max. 
Output Nom. No. of Input Output Item 
Key RPM* Ratio Stages HP Torque _ No. 


Indirect Drive Speed Reducers 


to. 1e.o1 3 Yo 200 in.-lb. 2Z819 
A oo. O41 2 Yo 1/75 iIn.-lb. 2Z820 
A {223.41 2 Y% 100 in.-lb. 2Z821 
B 19 92:1 3 Yo 290 in.-lb. 42498 
B 34 01:1 3 Y 260 in.-lb. 42499 
B 48 36:1 3 Ys 295 in.-lb. 42500 
B 61 28. 2 Ys 225 in.-lb. 42501 
B 90 19:1 2 Ys 225 in.-lb. 42502 
B 130 13 z Ys 1/75 In.-lb. 42503 
42CZ/48C-Face Speed Reducers f 
C 20 =87.8:1 3 Yo 254 in.-lb. 1L515 
C 30 58.3:1 3 Ye 2/8 in.-lb. 1L537 
C 49 35.8:1 3 Ys 295 in.-lb. 1L514 
C 62 =28.1:1 2 Ys 240 in.-lb. 1L513 
CG ff — 2241. 22 Ys 184 in.-lb. 1L512 
C 92 19.11 2 Ys 226 in.-lb. 1L511 
C i i i Ys 1/6 in.-lb. 1L516 
* @ 1725 rpm. Maximum input speed is 1750 rpm. 


‘aad 


Indirect-Drive and 
56C-Face Parallel- 
Shaft Speed Reducers 


= Horizontal mounting 
= Shipped with Klubersynth UH1 

6-460 gear oil, No. 34K212 
= Spring-loaded double-lip seals 

on input and output shafts 
Hardened steel pinions, helical and spur gears 
are computer-matched for high efficiency; 
designed per AGMA standards. Ball bearing- 
supported input shaft; deep-grooved ball 
bearing output shaft. Cast-aluminum gearcase. 


Nom. Max. Max. 
Output Overhung Nom. Input Output Item 
RPM* Load Ratio HP _ Torque No. 
Indirect Drive Speed Reducers 
20. =1192lb. 87:1 03 998in-lb. 42856 
30 885 lb. 57.5:1 0.5 998in.-lb. 42857 
45 863 lb. 38.5:1 0.5 665in.-lb. 42858 
56 712lb. 31:1 =—-0.75 816 in.-lb. 42859 
100 = //3lb. 17.5:1 0.75 454 in-lb. 42860 
140 =/09lb. 12.5:1 1 427 in-lb. 42861 
56C-Face Speed Reducers 
20. =1192lb. 87:1 03 998in-lb. 42720 
30 885 lb. 57.5:1 0.5 998 in.-lb. 42614 
45 863 lb. 38.5:1 0.5 665 in.-lb. 42615 
56 712 lb. 31:1 0.75 816 in.-lb. 42616 
100 = //3lb. —17.5:1_ 0.75 454 in-lb. 42617 
140 —/09lb. = 12.5:1 1 427 in-lb. 42719 
*@ 1725 rpm. 
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Find the wy. Find Solutions. Find Great Prices. Brakes & Clutches 
oe lef Dayton} : 
Double C-Face Magnetic Disc Brakes y 
= Service factor: 1.0 Standard Dripproof—Used in Note: Not intended for accurate q ° 
=» Max. ambient: 40°C indoor applications such as convey- aie 
. ee length: 15 ors and door openers. vertical conveyors or hoists. i 4 
; ee Waterproof/Dust-tight—Used <a 
ppactadiaenaiiass Saeeiee in indoor and outdoor applications eo iain 
irect-acti ing- uU : STANDARD | WATERPROOF/ 
moving part to engage and hold load where dirt and moisture are present. Max. HP Max.HP| DRIPPROOF | DUST-TIGHT | WASHDOWN 
under power-off conditions. Brake is Washdown—Used in food and dairy = tome = frame npn rom) Noe No No 
designed to convert C-face motors and applications. Comply with 3A dairy v5 “est, se “22iN, a0/0 a 6K233 oLYUt 11388 
gearmotors to brake motors or brake salva Hae ae sti -b. zo, 3/1 Aon ea son 3 3M366 2LYU2 {L389 
gearmotors. Models with 56C/140TC contact Surfaces and WI eb BROFLAGTC 2. aLYTG SLYUS SLYUF 
NEMA frame have 7" 0.D. x %" ILD. soe eer for aah 208-230/460V, 174-190/380V, 6 60/50 Hz as an a 
shaft bushing. CSA Certified; washdown Machines. ~approved white 
- ; tcl BBCIMaOTe 3 2LYTS 2LYU5 2LYU9 
brakes BISSC Certified. epoxy paint. 10 ft-lb. 56C/140TC 3 5 2LYTS 2LYU6 aLvVi 


pa 


End-Mount Standard Dripproof 
Magnetic Disc Brakes 


oo 


Magnetic Disc Brakes, 
no.suRaA0 =| = and 2-Disc Design 








7 ie factor: ee with fans. Suitable for use in conveyors, = Service factor: 1.0 shaded-pole, split-phase No. 42447 
= Max. ambient: av 4 packaging machines, hoist end-trucks, = Max. ambient: 40°C and permanent split- 
= Coil lead length: 18 security/toll booth gates, and sorting = Coil lead length: 15" capacitor gearmotors. 
= 60/50 Hz machines. ; = Max. % HP for 3/4 
= Mounting: horizontal Note: Not intended for accurate positioning, 1-Disc—includes replace- ft.-Ib., 2-disc use 
= Interchangeable with indexing, or vertical holding applications such as ment fan and endbell for = Max. 1/15 HP for 3 
Stearns Series 56,000 vertical conveyors or hoists. converting TEFC gearmotors ft ‘lb 1-disc use 
lb., 
Direct-acting spring-set HP@ HP@ to brake gearmotors. To see enue puanaea ; 
, ar aa EMA 1725 rate Item which gearmotors use this GE NON Menger Or ace ulale 
brakes have single-point air ; t 
Tor rpm No. brake, go to Grainger.com® positioning, indexing, or vertica 
gap adjustment, factory set Te 2aH30VA0, 8 “95/1 ae a0 Hz , ‘holding applications such as No. 5X400 
for plug-and-run assembly for : ft Te ee ? y ate 2-Disc—Factory set to vertical conveyors or hoists. 
easy maintenance, Have no ee 5 tH — | Provide % fb. stopping —aesigion __—_faue 
j ' . escription orque 0. 
a aa vice life a a Bae — ss "BURA sites ae 7 15930 60H 1% ft-lb 4744 
extend service iifeé. ANOCKOU 1D. reduce toraue to °% ft.-lbs. Z 2 Tt.-Ib. 447 
,; 6 ft.-Ib. 56C t ) 5URAS ql ‘i a 230/460, 60 Hz 1% ft-lb. 2LYV2 
hole in cover accommodates 10 fe-Ib- 14314510 3 5URAG remove 1 disc. Use with 2-Disc 
through-shaft brake motors 15 ft-lb. 143145TC 3 5 _5URA7 115, 60 Hz ¥% and % ft-lb. _ 5X400 
Warner’ 
Electric 


C-Face Clutches and Brakes 


Patented Autogaps™ technology allows clutch and brake 
to automatically adjust for wear, requiring no lubrication 
or maintenance. 


Packaged NEMA C-face clutch/brake modules offer 
high-performance starting and stopping of loads, with 
the motor running, in an easy-to-install package. Mount No. 2DBN1 *,. 
to NEMA C-face motor or between motor and reducer. 
Power on engagement of the brake and clutch. Use the 









No. 2DBK6 


. Static Shaft Max. NEMA/IEC Mfr. Item 
HP vs. Shaft Speed Selection Table to select the proper Series Torque Dia. Enclosure rpm Frame Length Width Model No. 
unit for your application. UL Listed and CSA Certified. saves tl 
Note: Brake is not intended for accurate positioning applications or EM-180 30ft-Ib. % Vented 3600 182C/143TC/84C/1451C 5%" 6%" EM180-20-24 2DBNG 
vertical holding applications, such as vertical conveyors or hoists. 90 Volts (DC) 
EM-50 _—16ft.-ib, = %' Vented _—3600 56C 5%6e 6%" _ EM50-20-90 _2DBN1 
Clutch/Brake Controls—Mount on standard module EM-100 30ft.-lb %' Vented 3600 56C 5%e 6%" EM100-20-90 2DBN3 


) ile FM-180 30 ft-lb. 74" Vented 3600  182C/143TC/184C/1451C 5%" 63"  EN180-20-90  2DBN5 
conduit boxes. Green LED indicates power to clutch; red ¢:Face Clutches ; newer 


indi 90 Volts (DC) 
LED indicates power to brake. UM-50  ~—167t-Ib, %° Vented 3600 96C 6%" —-6%4" —_ UM50-1040 2DBL5 
HP vs. SHAFT SPEED SELECTION TABLE UM-100 30ft-lb % Vented 3600 96C 6%" 6% UM100-1040 2DBL6 
CAUTION: RPM refers to shaft speed at clutch or brake. Clutch/Brakes 
Based on 2.75 service factor. 90 Volts (DC) 

RPM UM-50  ~—167t-Ib, %' Vented 3600 96C 634" _6%4" UM50-1020-90 2DBK6 
x UM-100  30ft-lb. %' Vented 3600 96C 6%" 6%" UM100-1020-90 2DBK8 
100 UM-180  30ft-lb. %' Vented 3600 182C/143IC/184C/1451C 634" — 6%" ~UM180-1020-90 2DBL1 
HP| 2 | 4} 6 | 8 | 10| 12 | 15 | 18 | 20 | 24 | 30 | 36 Mfr. ltem 
Va Description Length Width Model No. 
V3 Clutch/Brake Controls, For Use with All Series 90V Clutch/Brakes 
% 16 Ft.-Lbs. Torque 120VAC Input, 9OVDC Output 33 26. CBC-150-1 2DBN9 
4 220-240VAC Input, 9OVDC Output 3% 26. CBC-150-2 2DBP1 
1 Motor Mounting Kits 

1% 30 Ft.-Lbs. Torque For Use With Series UM-50/UM-100 iis VA 93/0-101-078 2DBP2 
2 For Use With Series UM-180 ile VA 93/0-101-079 2DBP3 
3 95 Ft.-Lbs. Torque (210 Series) Accessories , Ws HaGe eased HOWE 
2 over Kit, to Convert Vented Housing to Enclosed Housing, age 13/0" and 

7%; 95 Ft.-Lbs. Torque For Use With Series UM-50/UM-100/UM-180 anya 2'%e ——_-98/0-101-076 ~— 2DBPS 
10 (215 Series) Conduit Box Kit, For Use with Series 50, 100, and 180 Models 34 2v6: 03/0-101-042 2DBP6 
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POWER TRANSMISSION Scan. Order. Done. |= 
Link Belts & Diagnostic Tools Details on page A1. = 





No. 401P91 










No. 48ZY73 


POWERTWIST 


Fenner Dives GYDRIVE POWERTWIST o 
a . No. 49YL81 . % 
Premium Link Belts Ba? = 


= Composite polyurethane/polyester construction PowertTwist Roller Drive™ Belts—Quickly and PowerTwist Standard Round Belts—Round- 
= Superior resistance to oil, water, and chemicals — permanently replace belts on live roller conveyors. profile belts drop right into your existing equipment 
= Temp. range: -40° to 240°F Drop-in replacement for B section V-belts on any and are extremely flexible, making them ideally 
Belts can be easilv installed without dismanitlin live roller conveyor or %6" round profile belts on suited for use with small pulley/idler diameters. 

y g 
drives. Rapistan® Conveyor Systems. Replace round rubber or urethane belts. 

. . . ‘ Outside V-Belt Top Mfr. Item Outside V-Belt Top Mfr. Item 
PowerTwist® Drive V-Belts—This long-lasting, L Section Width Color Model _No. L Section Width Color Model _No. 
permanent upgrade for V-belt drives offers reduced PowerTwist Drive V-Belts PowerTwist Standard V-Belts 

eewuihrati ands 3L V5 Red 0405010 48ZY71 5 tt. A, 4L Yo Gray 0428035 + = 49YL73 
drive vibration and fit-and-forget installation with no iar oa SRE ITUSIR emer rhe _ B aL mA Gray 0428056 49YL76 
need to re-tension. The belts assemble to any length 20 ft. B, 5L 5A Red 0405050  48ZY75 3L 3" Gray 0450025  49YL71 
so you need not stock multiple belt sizes. C 77 Red 0405070  48ZY77 25 ft A, 4L yy" Gray 0450125  49YL74 

; . 3L V5 Red 0408010 48ZY72 "BSL Ys Gray 0450225 49YL77 
PowerTwist Wedge Belts—Heavy-duty abrasive- jooft, —A4L A Red 0408030  48ZY74 C 7f Gray 0450325  49YL79 

: "BSL He Red 0408050  48ZY76 3L ¥ Gray 0450000  49YL72 
resistant belts pees drop-in upgrade for ead rub ber C 7 Red 0408070  48ZY78 A, 4L % Gray 0450100 49YL75 
wedge belts in big shock-loaded applications with | PowerTwist Wedge Belts 100ft “BSL 9%" Gray 0450200 49YL78 
multi-belt drives. Easily adjust to any length within 25 ft 3V ¥,' Blue 0460025  401P89 C 7 Gray 0450300  49YL80 
seconds 5V 3" Blue 0460125  401P91 PowerTwist Roller Drive V-Belts 

100 ft 3V V5 Blue 0460000  401P90 25 ft. B yf Red 0410300-25 19RUO4 
ment for failed rubber V-belts can be assembled Length Dia. Pulley Dia. Color Model —No. 
to any length so you always have the right belt on PowerTwist Standard Round Belts 
hand. 25ft.  %e' 55," Gray 0451225 49YL81 


100ft. = %e' a" Gray 0451200 49YL82 
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No. 3PEA7 






No. 31CD50 
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Electronic Alignment and Tension Meter 
Tension Diagnostic Tools Tension Master™ measures the vibration frequency of the actual belt, not the 


Laser Alignment Tool—Confirms horizontal and vertical sheave alignment air around the belt, for a more accurate reading than competitive systems. The 
; a i free downloadable app includes all the required belt parameters, requiring much 
Designed for sheaves 60mm dia. or greater. CE Certified. PP q p quiring 


less data input by the end user than other systems require. Can also be used to 


No. 3PEA8 


TensionRite® Belt Frequency Meter—Optical sensor indicates belt tension. measure vibration frequency in any type of equipment. Includes tension meter, 
Use on all rubber compound belts. CE Certified. batteries, sensor, and adhesive pads. 
Item Mfr. Item 
Description Includes No. Description Model No. 
Laser Alignment Tool (2) Magnet Targets, AA Battery 3PEA7 Belt Tensioning Kit BUI 4006 31CD50 
nD; Calibration Tuning Fork, Protective Replacement Sensor with Cord BUI 4009 30NX23 
TensionRite® Belt Frequency Meter Case, (4) AA Batteries SPEA8 Replacement Adhesive Tabs, Pkg. of 30 BUI 4010 30NX24 
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GRAINGER CHOICE® POWER TRANSMISSION 


Find the wy. Find Solutions. Find Great Prices. V-Belts 





Selection Guidelines 


FOR DIRECT REPLACEMENT WHEN ORIGINAL BELT PART NUMBER IS AVAILABLE oe BELT INTERCHANGED 
Match ARPM (Association of Rubber Products Manufacturers) number/manufacturer's Belt Size BROWNING A OKBYERE: GATES DAYCO 


part number (from your existing V-belt), then make selection from the following pages. BL, 4L, SL FHP Fractional HP Truflex ~urapowe FHP 
Dayton® V-belts conform to ARPM standards. A,B,C | Super Gripbelts Hy-T Hi-Power RIBBGn: 


WHEN ORIGINAL BELT PART NUMBER IS NOT AVAILABLE AX, BX, CX | — Gripnotch Torque-Flex | Tri-Power | SOS BF" 


When replacing V-belts with worn markings, use the belt cross-sections at the top of 3VX, 5VX 358 HY-T Wedge | HY-T Wedge Peoceeet 
each page to identify the belt type. Belt length can be determined by using either V-Belt ~~ Cail 4-800-GRAINGER (472-4643) for assistance with 


Rule No. 6AGK6 (available on page 105), or by using the Belt Length Formula calcula- cross-referencing specific part numbers. 
tion on this page Additional V-belt lengths are available on Grainger.com® 


Sheave Pitch Diameters V-Belt Length Formula 
TO CALCULATE TO CALCULATE FORMULA Dayton® V-belts interchange with major brands such as Browning®, Carlisle, ContiTech, 


® ® ® 
MOTOR SHEAVE DRIVEN SHEAVE angncreve Dayco®, Gates®, Goodyear®, and others. 
PITCH DIAMETER § PITCH DIAMETER = pp ) x (Motor BELT LENGTH FORMULA Pulley 1 


Multiply driven Multiply motor Sheave rpm) = Svat Diameter 
sheave rpm by sheave rpm by (Driven Sheave <— approximate — (D -a)° 
driven sheave motor sheave PD.) x (Driven L = 2C + 1.57 (D+d)|+ “Ga 
pitch diameter and pitch diameter and Sheave rpm) = Pitch Length of Belt Pulley 2 
divide by motor divide by driven = Center Distance | Diameter 


sheave rpm. sheave rpm. = Pitch Diameter of Large Sheave | Center (D) 
= Pitch Diameter of Small Sheave Distance 
(C) 





2L, 3L, 4L, and 5L Fractional jf Payton 


Horsepower V-Belts 
All belts are oil- and heat-resistant. 3L, 4L, and 5L belts are static- Ww Ww 
conductive. 2L belts are cogged. These Dayton® V-belts interchange with 
4L SL 


major brands such as Browning®, Carlisle, ContiTech, Dayco®, Gates®, OL 3L 

Goodyear®, and others. They are manufactured to tolerances set by the 1/4" x 5/0" ey" x 7/30" 1/2" x 5/16" 21/30" x 3g" 

ARPM (Association of Rubber Products Manufacturers). 

Industry Outside Item Industry Outside Item Industry Outside Item Industry Outside Item Industry Outside Item 
No. L 0. No. No. No. No. No. No. No. L No. 
2L (14" Top Width by 542" Thick) 3L (6" Top Width by 72" Thick) (Cont.) 4L (2" Top Width by 4c" Thick) (Cont.) 4L (12" Top Width by 546" Thick) (Cont.) 5L (2%2" Top Width by 
2L100 10" 13V770 3L450 45" 3L450 4340 34" 41340 41830 83" 3GWD9 | %" Thick) (Cont.) 
2L110 it 13V771 3L460 46" 3L460 41350 35" 41350 41840 84" 4.840 5L530 53" 5L530 
2L120 ‘Py 13V772 3L470 47" 3L470 41360 36" 4360 41850 85" 3GWE1 5L540 54" 5L540 
2L130 ik 13V773 3L480 48" 3L480 41370 oF 4370 4860 86" 4.860 5L550 55" 5L550 
2L140 14" 13V774 31490 49" 3L490 41380 38" 41380 4870 87" 3GWE2 5L560 56" 5L560 
2L150 15" 13V775 3L500 50" 3L500 41.390 39" 41390 4880 88" 4880 5L570 Ya 5L570 
2L160 16" 13V776 31510 51" 3L510 41400 40" 4400 4890 89" 3GWE3 5L580 58" 5L580 
2L170 iva 13V777 3L520 52" 3L520 41410 At" 4410 4900 90" 4900 5L590 59" 5L590 
2L180 18" 13V778 31530 53" 3L530 4420 42" 4420 41910 QT" 3GWE4 5L600 60" 5L600 
2L190 19" 13V779 31540 54" 3L540 41430 43" 4430 4920 92" 4920 5L610 61" 5L610 
21200 20" 13V780 31550 55" 3L550 41440 4q" 4.440 41930 93" 3GWE5 5L620 62" 5L620 
2L240 24" 13V781 3L560 56" 3L560 41450 45" 4.450 41940 94" 4.940 5L630 63" 5L630 
21.260 26" 13V782 31570 57" 3L570 4460 46" 4460 41950 95" 3GWEG 5L640 64" 5L640 
21.280 28" 13V783 3L580 58" 3L580 4470 47" 4470 4.960 96" 4L960 5L650 65" 5L650 
21340 34" 13V784 3L590 59" 3L590 41480 48" 4480 41970 97" 3GWE7 5L660 66" 5L660 
3L (3" Top Width by 742" Thick) 3L600 60" 3L600 41490 49" 4.490 41980 98" 4.980 5L670 67" 5L670 

3L110 11" 3GWD2 3L610 61" 3L610 41500 50" 4.500 41990 99" 3GWES 5L680 68" 5L680 
3L120 iz 3GWD3 3L620 62" 13V785 41510 BT 41510 411000 100" 3X543 5L690 69" 5L690 
3L130 eG 3GWD4 3L630 63" 13V786 4520 52" 41520 — 5L (2%42" Top Width by 3%" Thick) 5L700 70" 5L700 
3L140 14" 3GWD5 3L640 64" 13V787 41530 53" 41530 5L230 23" 5L230 5L710 rail 5L710 
3L150 15" 3L150 3L650 65" 13V788 41540 54" 4.540 5L240 24" 5L240 5L720 72. 5L720 
3L160 16" 3L160 3L660 66" 13V789 41550 55" 4.550 5L250 25" 5L250 5L730 (El 5L730 
3L170 ia 3L170 3L670 67" 13V790 41560 56" 4L560 5L260 26" 5L260 5L740 7. 5L740 
3L180 18" 3L180 3L680 68" 13V791 4570 57" 41570 5L270 or 5L270 5L750 75" 5L750 
3L190 19" 3L190 3L690 69" 13V792 41580 58" 41580 5L280 28" 5L280 5L760 76" 5L760 
3L200 20" 3L200 3L700 70° 13V793 41590 59" 41590 5L290 29" 5L290 5L770 77" 5L770 
3L210 oT 3L210 3L710 rele 13V794 4600 60" 4600 5L300 30" 5L300 5L780 78" 5L780 
3L220 oF 3L220 3L720 72. 13V795 41610 61" 4.610 5L310 aI 5L310 5L790 79" 5L790 
31.230 23" 3L230 3L730 gy 13V796 41620 62" 4620 5L320 32" 5L320 5L800 80" 5L800 
3L240 24" 3L240 3L740 74" 13V797 4L630 63" 4.630 5L330 33" 5L330 5L810 81" 3GWE9 
3L250 25" 3L250 — 4L (4" Top Width by %c" Thick) 41640 64" 4.640 5L340 34" 5L340 5L820 82" 5L820 
3L260 26" 3L260 41.150 15" 3GWD6 41650 65" 4.650 5L350 35" 5L350 5L830 83" 3GWF1 
3L270 27" 3L270 4160 16" 3GWD7 4L660 66" 4L660 5L360 36" 5L360 5L840 84" 5L840 
3L280 28" 3L280 4.170 if 4L170 4670 67" 4670 5L370 37" 5L370 5L850 85" 3GWF2 
31.290 29" 3L290 4.180 18" 4.180 4L680 68" 4L680 5L380 38" 5L380 5L860 86" 5L860 
3L300 30" 3L300 41190 19" 4.190 41690 69" 4.690 5L390 39" 5L390 5L870 87" 3GWF3 
31310 31" 3L310 41200 20" 41.200 4700 70" 4700 5L400 40" 5L400 5L880 88" 5L880 
31320 32. 3L320 41210 aT 4210 4L710 71" 41710 5L410 4t" 5L410 5L890 89" 3GWF4 
31330 33" 3L330 41220 i 41.220 4720 2. 41720 5L420 42" 5L420 5L900 90" 5L900 
31340 34" 3L340 41.230 2a 4230 41730 73° 4730 5L430 43" 5L430 5L910 Qt" 3GWF5 
3L350 35" 3L350 41240 24" 41240 41740 74" 4740 5L440 44" 5L440 5L920 92" 5L920 
3L360 36" 3L360 41.250 25" 41250 41750 75" 4L750 5L450 45" 5L450 5L930 93" 3GWF6 
3370 ar 3L370 41.260 26" 4260 4760 76" 4L760 5L460 46" 5L460 5L940 94" 5L940 
31380 38" 3L380 41270 or 41270 41770 77" 4L770 5L470 47 5L470 5L950 95" 3GWF7 
31390 39" 3L390 41.280 28" 4280 41780 78" 4780 5L480 48" 5L480 5L960 96" 5L960 
3400 40" 3L400 41290 29" 4290 41790 79" 41790 5L490 49" 5L490 5L970 97" 3GWF8 
3L410 At" 3L410 41300 30" 4300 41800 80" 4.800 5L500 50" 5L500 5L980 98" 5L980 
3L420 42" 3L420 41310 3T" 4310 4810 81" 3GWD8 5L510 51" 5L510 5L990 99" 3GWF9 
3L430 43" 3L430 41320 32" 41320 41820 82" 4820 5L520 52" 5L520 5L1000 100" 3X544 
3L440 44" 3L440 41330 eKh 4330 
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POWER TRANSMISSION 
V-Belts 
























x , 
A, B, C, 3V, and 5V V-Belts Dayton 
All belts are oil- and heat-resistant, and static-conduc- 
tive, and interchange with brands such as Browning®, Carlisle, ContiTech, 
7 = c oy ey Dayco®, Gates®, and Goodyear®. These Dayton V-belts are built to match- 
Yo" x 5/46" 21/30" 13/39" Ya" x 17/30" 3" x 56" 5/," 17/30" ing specifications, so all belts of the same size are within the tolerences 
set by the ARPM (Association of Rubber Products Manufacturers). 
Industry Outside Item Industry Outside Item Industry Outside Item Industry Outside Item Industry Outside Item 
No. L No. No. L No. No. L No. 0. L No. 0. L No. 
A (2" Top Width by %6" Thick) A (4" Top Width by 46" Thick) (Cont.) _B (2%2" Top Width by C (%4" Top Width by 1%2" Thick) (Cont.) C (74" Top Width by 172" Thick) (Cont.) 
A18 20 3GWG1 A105 107" 3X351 | 1%2" Thick) (Cont.) C51 55" 4FJ14 C185 189" 3GWT8 
A19 oT 3GWG2 A106 108" 3GWH2 B95 98" 5X478 C53 Ya 3GWL5 C190 194" 3GWT9 
A20 an 3GWG3 A110 112" 6L201 B96 99" 5X479 C54 58" 13V823 C195 199" 4FH99 
A21 23" 3GWG4 A112 114" 3X352 B97 100" 3X649 C55 59" 4FJ15 C206 210" 3GWU1 
A22 24" 3GWG5 A115 117 3GWH3 B98 101" 6L215 C56 60" 13V824 C208 212" 13V843 
A23 25" 3GWG6 A120 122" 3X371 B99 102" 6A166 C57 61" 13V825 C210 214" 4FJ01 
A24 26" 3GWG7 A128 130" 3X633 B100 103" 5X480 C58 62" 13V826 C220 224" 13V844 
A25 27" 3GWG8 A133 135" 3GWH4 B101 104" 6L216 C59 63" 13V827 C225 227' 4FJ02 
A26 28" 3X697 A136 138" 6L202 B102 105" 3GWH8 C60 64" 4FJ16 C240 242" 4FJ03 
A27 29" 6A139 A144 146" 6L203 B103 106" 5X481 C62 66" 3GWL6 C255 257" 4FJ04 
A28 30" 6A140 A152 154" 45A157 B104 107" 3GWH9 C63 67" 13V828 C270 272' 13V845 
A29 31" 6A141 A158 160" 6L204 B105 108" 3X650 C64 68" 3GWL7 C285 287' 13V846 
A30 32" 1A095 A173 175" 6L205 B106 109" 13V798 C65 69" 3GWL8 C300 302" 13V847 
A31 33" 3X654 A180 182" 6L206 B107 110" 3GXD8 C68 72 4FJ17 C315 317° 13V848 
A32 34" 6A142 __B (2%42" Top Width by 1342" Thick) B108 ge 5X482 C70 74" 3GWL9 C390 392" 13V852 
A33 35" 5X995 B25 28" 3GWH5 B110 113° 3GXD9 C71 75" 3GWN1 C420 422' 13W522 
A34 36" 6A143 B26 29" 3GWH6 Bi11 114" 6L217 C72 76" 4FJ18 — 3V Narrow (3%" Top Width by %c" Thick) 
A35 ar 3X620 B27 30" 3GWH7 B112 115" 3X353 C73 ir 3GWN2 3V250 25" 13V704 
A36 38" 6A144 B28 31" 6L207 Bi14 117: 3GWJ1 C75 79" 4FJ19 3V265 2614" 13V705 
A37 39" 6A145 B29 32" 6L208 B115 118" 3GWJ2 C76 80" 3GWN3 3V280 28" 13V706 
A38 40" 3X545 B30 33" 1A103 B116 119" 6A167 C78 82" 3GWN4 3V300 30" 13V707 
A39 41" 6A146 B31 34" 6L209 B117 120" 3GWJ3 C79 83" 3GWN5 3V315 3114" 13V708 
A40 42" 1A109 B32 35" 6A153 B118 121" 3GWJ4 C80 84" 13V829 3V335 3314" 13V709 
At 43" 1A100 B33 36" 1A099 B120 123" 3X354 C81 85" 4FJ20 3V355 3514" 13V710 
A42 44" 3X621 B34 37" 6A154 B122 125" 3GWJ5 C82 86" 3GWN6 3V375 3714 13V711 
A43 45" 3X699 B35 38" 3X634 B123 126" 3GWJ6 C83 87" 3GWN7 3V400 40" 13V712 
A44 46" 6A147 B36 39" 6A155 B124 127' 6A168 C84 88" 13V830 3V425 421" 13V713 
A45 47" 1A105 B37 40" 6L210 B126 129" 3GWJ7 C85 89" 4FJ21 3V450 45" 13V714 
A46 48" 3X471 B38 41" 3X635 B128 131" 3X372 C86 90" 3GWN8 3V475 47V' 13V715 
A47 49" 1A098 B39 42" 6L211 B130 tog 3GWJ8 C87 91" 13V831 3V500 50" 13V716 
A48 50" 3X472 B40 43" 3X698 B131 134" 3GWJ9 C89 93" 13V832 3V530 53" 13V717 
A49 51 1A096 B41 44" 6A156 B133 136" 6A169 C90 94" 4FJ22 3V560 56" 13V718 
A50 52" 3X546 B42 45" 3X636 B134 137" 3GWK1 C91 95" 13V833 3V600 60" 13V719 
A51 53" 3X473 B43 46" 1A107 B135 138" 13V799 C93 97" 3GWN9 3V630 63" 13V720 
A52 54" 3X702 B44 47 6X571 B136 139" 5X483 C94 98" 13V834 3V670 67" 13V721 
A53 55" 6X565 B45 48" 1A094 B137 140" 13V801 C95 99" 13V835 3V710 71" 13V722 
A54 56" 3X700 B46 49" 3X637 B138 141" 13V802 C96 100" 4FJ23 3V750 75" 13V723 
A55 57" 3X622 B47 50" 1A106 B140 143" 6L218 C97 101" 4FJ24 3V800 80" 13V724 
A56 58" 3X704 B48 51" 3X474 B141 144" 13V803 C98 102" 3GWP1 3V850 85" 13V725 
A57 59" 6A148 B49 52" 1A097 B142 145" 3GWK2 C99 103" 4FJ25 3V900 90" 13V726 
A58 60" 3X547 B50 53" 3X475 B144 147° 3X651 C100 104" 4FH83 3V950 95" 13V727 
A59 61" 6A149 B51 54" 3X638 B147 150" 3GWK3 C101 105" 13V836 3V1000 100" 13V728 
A60 62" 3X623 B52 55" 6X874 B148 151" 6L219 C103 107° 3GWP2 3V1060 106" 13V729 
A61 63" 6A150 B53 56" 3X611 B149 152" 3GWK4 C104 108" 3GWP3 3V1120 12" 13V730 
A62 64" 3X624 B54 57" 6X875 B150 153" 6L220 C105 109" 4FH84 3V1180 118" 13V731 
A63 65" 5A290 B55 58" 3X612 B152 155" 3GWK5 C106 110" 3GWP4 3V1250 125" 13V732 
A64 66" 3X625 B56 59" 6X876 B153 156" 3GWK6 C107 111" 3GWP5 3V1320 132" 13V733 
A65 67" 5A291 B57 60" 3X706 B154 157’ 61221 C108 112" 4FH85 3V1400 140" 13V734 
A66 68" 6X569 B58 61" 6X998 B156 159" 13V804 C109 113: 4FH86 —_ 5V Narrow (5" Top Width 
A67 69" 6L182 B59 62" 1A108 B158 161" 3X374 C110 114" 3GWP6 _| by *%2" Thick) 
A68 70" 3X626 B60 63" 3X639 B160 163" 13V805 CTii 115° 3GWP7 5V500 50" 13V735 
A69 71" 6L183 B61 64" 1A104 B162 165" 6A170 Gii2 116" 4FH87 5V530 50" 13V736 
A70 72 6A151 B62 65" 3X613 B165 168" 13V806 0115 119" 4FH88 5V560 56" 13V737 
A71 IE 3X627 B63 66" 3X703 B168 171" 3GWK7 CHiz 121 3GWP8 5V600 60" 13V738 
A72 74" 5A292 B64 67" 3X614 B170 173" 13V807 C118 122" 3GWP9 5V630 63" 13V739 
A73 75" 6L184 B65 68" 6X999 B172 175" 13V808 C120 124" 4FH89 5V670 67" 13V740 
A74 76" 5A293 B66 69" 3X640 B173 176" 5X484 C122 126" 13V837 5V710 71 13V741 
A75 77 3X628 B67 70" 6A157 B175 178" 3GWK8 0124 128" 4FH90 5V750 75" 13V742 
A76 78" 6L185 B68 71" 3X641 B180 183" 6A171 C125 129" 3GWR1 5V800 80" 13V743 
A77 79" 6L186 B69 72 1A102 B185 188" 3GWK9 C126 130" 13V838 5V850 85" 13V744 
A78 80" 6X570 B70 72 5X475 B190 193" 6L222 0128 132" 4FH91 5V900 90" 13V745 
A79 81" 6L187 B71 74" 3X642 B195 198" 6A172 C130 134" 3GWR2 5V950 95" 13V746 
A80 82" 3X629 B72 75" 3X615 B205 208' 6L223 C131 135" 3GWR3 5V1000 100" 13V747 
A81 83" 6L188 B73 76" 3X705 B206 209' 3GWL1 C132 136" 3GWR4 5V1060 106" 13V748 
A82 84" 6L189 B74 Te 6A158 B210 PRY 6L224 0135 139" 3GWR5 5V1120 112" 13V749 
A83 85" 6L190 B75 78" 3X643 B225 226' 6L225 C136 140" 4FH92 5V1180 118" 13V750 
A84 86" 5A294 B76 79" 6A159 B224 aa7 13V809 C140 144" 3GWR6 5V1250 125" 13V751 
A85 87" 3X630 B77 80" 6A160 B237 238" 3GWL2 C141 145" 3GWR7 5V1320 132" 13V752 
A86 88" 6L318 B78 81" 3X644 B240 241" 6L226 C144 148" 4FH93 5V1400 140" 13V753 
A87 89" 6L191 B79 82" 6A161 B255 256' 6L227 0147 TST 3GWR8 5V1500 150" 13V754 
A88 90" 5A295 B80 83" 5X476 B270 o7T 6L228 C148 152" 3GWR9 5V1600 160" 13V755 
A89 91" 6L192 B81 84" 3X645 B285 286' 13V810 C150 154" 4FH94 5V1700 170" 13V756 
A90 92" 3X631 B82 85" 1A101 B290 291" 13V811 C151 155" 3GWT1 5V1800 180" 13V757 
A91 93" 6L193 B83 86" 3X646 B293 294' 13V813 C152 156" 3GWT2 5V1900 190" 13V758 
A92 94" 6A152 B84 87" 6A162 B300 301" 13V814 C156 160" 3GWT3 5V2000 200" 13V759 
A93 95" 6L194 B85 88" 3X647 B315 316" 13V815 C158 162" 4FH95 5V2120 212" 13V760 
A94 96" 6L195 B86 89" 6A163 B330 331" 13V816 C160 164" 13V839 5V2240 224" 13V761 
A95 97’ 6L196 B87 90" 6A164 B345 346" 13V817 C162 166" 4FH96 5V2360 236' 13V762 
A96 98" 3X632 B88 91" 3X701 B360 361" 13V818 C169 173" 3GWT4 5V2500 250" 13V763 
AQ7 99" 6L197 B89 92" 6L212 B433 434" 13V819 C170 174" 3GWT5 5V2650 265" 13V764 
A98 100" 6L198 B90 93" 3X648 CC (74" Top Width by 1742" Thick) Cir3 177' 4FH97 5V2800 280' 13V765 
A100 102" 6L199 B91 94" 6L213 C38 42" 3GWL3 C175 179" 3GWT6 5V3000 300" 13V766 
Ai01 103" 3GWG9 B92 95" 6A165 C42 46" 3GWL4 C177 181" 3GWT7 5V3350 335" 13V768 
A102 104" 3GWH1 B93 96" 5X477 C48 52" 13V821 C180 184" 4FH98 
A103 105" 6L200 B94 97" 6L214 C50 54" 13V822 
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AX, BX, GX, 3VX, and 5VX 


Raw Edge Cogged V-Belts 
For medium/high HP industrial applications that require single 
or multiple V-belt drives. Belts resist oil and heat, and are static 
AX BX cx 








conductive. Belts interchange with brands such as Browning®, 
Carlisle, ContiTech, Dayco®, Gates®, and Goodyear®. These 
Dayton V-belts are built to matching specifications, so all belts 
of the same size are within the tolerences set by the ARPM 
(Association of Rubber Products Manufacturers). 


Industry Outside Item Industry Outside Item Industry Outside Item Industry Outside Item 
No L No L No L N No L 


3VX 5VX 


Yo" x Hie" 21/30" x 13/30" 7" x 17/2" ¥g" x Sie" 3g" x 17/32" 





. No. ; : 0. ; No. 
AX (12" Top Width by “ce” Thick) AX (¥2" Top Width by %c" Thick) (Cont.) BX (2¥%42" Top Width by 1342" Thick) (Cont.) 3VX (%" Top Width by %c" Thick) (Cont.) 
AX19 21" 3VU38 AX105 107' 6L257 BX92 95" 3GXC5 3VX425 421" 2L386 
AX20 22" 3VU39 AX110 112" 6L258 BX93 96" 6L290 3VX450 45" 2L387 
AX21 23° 3VU40 AX112 114° 6L259 BX94 97" 13W532 3VX475 47¥2" 2L388 
AX22 24" 3VU41 AX120 122" 6L260 BX95 98" 6L291 3VX500 50" 2L389 
AX23 25" 3VU42 AX128 130° 6L261 BX96 99" 6L292 3VX530 oo 2L390 
AX24 26" 3VU43 AX136 138" 6L262 BX97 100" 6L293 3VX560 56" 2L391 
AX25 2 3VU44 AX144 146" 6L263 BX99 102" 6L294 3VX600 60" 2L392 
AX26 28 6A115 AX158 160" 13W526 BX100 103° 6L295 3VX630 63" 2L393 
AX27 29" 3GWU2 AX173 175° 13W527 BX103 106" 3VU45 3VX670 67' 2L394 
AX28 30" 6L233 AX180 182" 13W528 BX105 108" 6L296 3VX710 rola 2L395 
AX29 31" 3GWU3 BX (2142" Top Width by 132" Thick) BX106 109" 3GXC6 3VX750 15>: 2L396 
AX30 32" 3GWU4 BX25 28" 5TXL1 BX108 111" 6L297 3VX800 80" 2L397 
AX31 30° 6A116 BX27 30" 5TXL2 BX112 115" 6A137 3VX830 83" 13W537 
AX32 34" 1YVU7 BX28 oe 5TXL3 BX113 116° 6L298 3VX850 85" 2L398 
AX33 30 6A117 BX29 32° 5TXL4 BX115 118" 6L299 3VX900 90" 2L399 
AX34 36" 6L234 BX30 30° 5TXL5 BX116 119" 6L300 3VX950 95" 2L400 
AX35 of 6A118 BX31 34" 5TXL6 BX120 123° 6L301 3VX1000 100" 2L401 
AX36 38" 6A119 BX32 aby 3GWZ8 BX124 127" 6L302 3VX1060 106" 2L402 
AX37 39" 6L235 BX33 36" 5TXL7 BX126 129" 3GXC7 3VX1120 112" 2L403 
AX38 40" 6A120 BX34 oT 3GWZ9 BX128 13%" 6L303 3VX1180 118" 2L404 
AX39 41" 3GWU6 BX35 38" 6L267 BX133 136° 6L304 3VX1250 125" 2L405 
AX40 42" 1YVU8 BX36 39" 6A123 BX136 139" 6L305 3VX1320 132" 2L406 
AX41 43" 1YVU9 BX37 40" 3GXA1 BX144 147" 6L306 3VX1400 140" 2L407 
AX42 44" 6A121 BX38 41" 6A124 BX150 153° 6L307 5VX (52" Top Width by 1742" Thick) 
AX43 45" 6L236 BX39 42" 3GXA2 BX158 161" 6L308 5VX450 45" 2L408 
AX44 46" 3GWU9 BX40 43" 3GXA3 BX162 165" 6L309 5VX470 47" 2L409 
AX45 47' 1YVX1 BX41 44" 3GXA4 BX173 176" 6L310 5VX490 49" 2L410 
AX46 43" 6A122 BX42 45" 6A125 BX180 183" 6L311 5VX500 50" 2L411 
AX47 49" 3GWX2 BX43 46" 3GXA5 BX195 198" 6L312 5VX510 a1" 2L412 
AX48 50" 6L237 BX44 47" 3GXA6 BX210 213° 6L313 5VX530 a0: 2L413 
AX49 51" 1YVX2 BX45 48" 5TXL8 BX225 226" 3GXC8 5VX540 54" 2L414 
AX50 52" 3GWX4 BX46 49" 6A126 BX240 241" 6L314 5VX550 55" 2L415 
AX51 5a 6L238 BX47 50" 13W529 CX (74" Top Width by 172" Thick) 5VX560 56" 2L416 
AX52 54" 3GWX5 BX48 51 6A127 CX51 55" 4FJ43 5VX570 5/" 2L417 
AX53 55 6L239 BX49 52" 13W530 CX55 59" 13W533 5VX580 58" 2L418 
AX54 56" 6L240 BX50 53° 6L268 CX60 64" 4FJ44 5VX590 59" 2L419 
AX55 bf 6L241 BX51 54" 6L269 CX68 72" 4FJ45 5VX600 60" 2L420 
AX56 58" 6L242 BX52 55. 6L270 CX70 74' 13W534 5VX610 61" 2L421 
AX57 59" 3GWX6 BX53 56" 6L271 GX75 79" 4FJ46 5VX630 oo: 2L422 
AX58 60" 3GWX7 BX54 57’ 6L272 CX81 85" 4FJ47 5VX650 65" 2L423 
AX59 61" 3GWX8 BX55 58" 6A128 CX85 89" 4FJ48 5VX660 66" 2L424 
AX60 62" 6L243 BX56 59" 6A129 CX90 94" 4FJ49 5VX670 67" 2L425 
AX61 63" 3GWX9 BX57 60" 6L273 CX96 100" 4FJ50 5VX680 68" 2L426 
AX62 64" 6L244 BX58 61" 6L274 CX101 105" 4FJ26 5VX690 69" 2L427 
AX63 65" 3GWY1 BX59 62" 6L275 CX105 109" 4FJ27 5VX710 ral 2L428 
AX64 66" 6L245 BX60 63" 6A130 CX109 ey 4FJ28 5VX730 i 2L429 
AX65 67" 3GWY2 BX61 64" 6L276 CX111 115° 3GXC9 5VX740 74' 2L430 
AX66 68" 6L246 BX62 65" 6L277 CX112 116" 4FJ29 5VX750 7). 2L431 
AX67 69" 3GWY3 BX63 66" 6L278 CX115 119" 3GXD1 5VX780 78" 2L432 
AX68 70" 6L247 BX64 67" 6L279 CX120 124" 4FJ30 5VX800 80" 2L433 
AX69 ral 3GWY4 BX65 68" 6A131 CX123 Ze 3GXD2 5VX810 81" 2L434 
AX70 72" 6L248 BX66 69" 6L280 CX128 132° 4FJ31 5VX830 83" 2L435 
AX71 13 6L249 BX67 70" 6L281 CX133 137" 3GXD3 5VX840 84" 2L436 
AX72 74' 3GWY5 BX68 71" 6A132 CX136 140" 4FJ32 5VX850 85" 2L437 
AX73 fei 3GWY6 BX70 13 6L282 CX144 148" 4FJ33 5VX860 86" 2L438 
AX75 it 6L250 BX71 74' 6A133 CX150 154" 4FJ34 5VX880 88" 2L439 
AX77 79" 3GWY7 BX72 iD: 3GXA7 CX158 162" 4FJ35 5VX900 90" 2L440 
AX78 80" 6L251 BX73 76" 3GXA8 CX162 166" 4FJ36 5VX930 93" 2L441 
AX79 81" 3GWY8 BX74 77 3GXA9 CX173 177' 4FJ37 5VX950 95" 2L442 
AX80 82" 6L252 BX75 78" 6A134 CX180 184" 4FJ38 5VX960 96" 2L443 
AX82 84" 3GWY9 BX76 79" 3HFC9 CX195 199" 4FJ39 5VX1000 100" 2L444 
AX83 85" 3GWZ1 BX77 80" 6L283 CX210 214" 4FJ40 5VX1030 103" 2L445 
AX85 87" 6L253 BX78 81" 6L284 CX225 221" 3GXD6 5VX1060 106" 2L446 
AX86 88" 3GWZ2 BX79 82" 6L285 CX240 242" 4FJ41 5VX1080 108" 2L447 
AX87 89" 3GWZ3 BX80 oo" 6L286 3VX (%" Top Width by ce" Thick) 5VX1120 112" 2L448 
AX88 90" 3GWZ4 BX81 84" 6L287 3VX235 232" 13W535 5VX1150 115" 2L449 
AX90 92" 6L254 BX82 85" 6L288 3VX250 25" 2L377 5VX1180 118" 2L450 
AX92 94" 6L255 BX83 86" 6L289 3VX265 26V2" 2L378 5VX1230 173" 2L451 
AX94 96" 3GWZ5 BX84 87" 3GXC1 3VX280 28" 2L379 5VX1250 125" 2L452 
AX95 97" 3GWZ6 BX85 88 6A135 3VX300 30" 2L380 5VX1320 132" 2L453 
AX96 98" 6L256 BX86 89" 3GXC2 3VX315 31%" 2L381 5VX1400 140" 2L454 
AX98 100" 3GWZ7 BX87 90" 3GXC3 3VX335 33/2" 2L382 5VX1500 150" 2L455 
AX100 102" 13W525 BX88 91" 13W531 3VX355 35/2" 2L383 5VX1600 160" 2L456 
BX89 92" 3GXC4 3VX360 36" 13W536 5VX1700 170" 2L457 
BX90 93" 6A136 3VX375 37 V2" 2L384 5VX1800 180" 2L458 
BX91 94" 3HFD1 3VX400 40" 2L385 5VX1900 190" 2L459 
5VX2000 200" 2L460 
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POWER TRANSMISSION Scan. Order. Done. 
V-Belts Details on page Al. 





Banded V-Belts 


Top cover protects belt from oil and heat, and maintains dimensional stability. Durable transverse tensile cords 
create a permanent connection between individual belts. For use with multiple belt systems where shock loads, 





aoacd pulsation, or misalignment cause belts to whip, flip over, or jump off of the sheave. Manufactured to tolerances set 
by the ARPM (Association of Rubber Products Manufacturers). Additional banded V-belts are available on Grainger.com®. 
Industry Outside Item Industry Outside Item Industry Outside Item Industry Outside Item 
No. L No. L 0. No. L 0. No. L No. 
B 2 Rib (114" Top Width by 12" Thick) B 3 Rib (2" Top Width by 1" Thick) (Cont.) B 5 Rib (314" Top Width by 2" Thick) (Cont.) _B 6 Rib (4" Top Width by 1%" Thick) (Cont.) 
2/B46 499," 13G875 3/B85 8854" 3HFC6 5/B48 5194" 13V581 6/B83 8694" 13W349 
2/B48 5194" 3HEX5 3/B87 9054" 13V496 5/B50 5394" 13V582 6/B85 8894" 13W350 
2/B50 5394" 13G876 3/B90 9354" 13V497 5/B51 5454" 13V583 6/B87 9034" 13W351 
2/B51 5494" 13G877 3/B93 964" 13V498 5/B52 55 yA" 13V584 6/B90 9394" 13W352 
2/B52 5594" 13G878 3/B95 9854" 13V499 5/B53 5694" 13V585 6/B93 9694" 13W353 
2/B53 5694" 13G879 3/B96 9934" 13V501 5/B54 5794" 13V586 6/B95 9894" 13W354 
2/B54 5794" 13G880 3/B97 10034" 13V502 5/B55 5834" 13V587 6/B96 9994" 13W355 
2/B55 5894" 13G881 3/B99 10254" 13V503 5/B56 5954" 13V588 6/B97 10034" 13W356 
2/B56 5994" 13G882 3/B100 10354" 3HFA4 5/B57 6054" 13V589 6/B99 10254" 13W357 
2/B57 6094" 13G883 3/B103 10634" 13V504 5/B58 6194" 13V590 6/B100 10354" 13W358 
2/B58 6194" 13G884 3/B105 10834" 3HFA2 5/B59 62594" 13V591 6/B103 10634" 13W359 
2/B59 6294" 13G885 3/B108 11154" 13V505 5/B60 6354" 13V592 6/B105 10834" 13W360 
2/B60 6394" 13G886 3/B112 11594" 3HEZ5 5/B61 6454" 13V593 6/B108 11154" 13W361 
2/B61 6454" 13G887 3/B116 11994" 13V506 5/B62 6594" 13V594 6/B112 11594" 13W362 
2/B62 6594" 3HEZ2 3/B120 12354" 3HFA1 5/B63 6654" 13V595 6/B116 11954" 13W363 
2/B63 6694" 13G888 3/B124 12794" 13V507 5/B64 6794" 13V596 6/B120 12354" 13W364 
2/B64 6794" 13G889 3/B126 12994" 13V508 5/B65 6854" 13V597 6/B124 12794" 13W365 
2/B65 6894" 13G890 3/B128 13154" 13V509 5/B66 6994" 13V598 6/B126 12954" 13W366 
2/B66 6994" 13G891 3/B133 13654" 13V510 5/B67 7034" 13V599 6/B128 13154" 13W367 
2/B67 703%" 13G892 3/B136 13954" 13V511 5/B68 7194" 13W269 6/B133 13654" 13W368 
2/B68 7194" 13G893 3/B144 14794" 13V512 5/B70 7394" 13W270 6/B136 13954" 13W369 
2/B70 7394" 3HFC4 3/B148 15194" 3HEZ8 5/B71 7494" 13W271 6/B144 1479/4" 13W370 
2/B71 7494" 13G894 3/B150 15354" 13V513 5/B72 7594" 13W272 6/B148 15154" 13W371 
2/B72 7594" 3HEY9 3/B157 16054" 13V514 5/B73 7694" 13W273 6/B150 15354" 13W372 
2/B73 7694" 3HFA7 3/B158 16154" 13V515 5/B74 7194" 13W274 6/B157 16034" 13W373 
2/B74 7794" 3HFA3 3/B162 16554" 13V516 5/B75 7894" 13W275 6/B158 16154" 13W374 
2/B75 7894" 13G895 3/B173 17654" 13V517 5/B77 8054" 13W276 6/B162 16554" 13W375 
2/B77 8034" 13G896 3/B180 18354" 13V518 5/B78 8154" 13W277 6/B173 17654" 13W376 
2/B78 8194" 13G897 3/B195 19854" 13V519 5/B79 8259/4" 13W278 6/B180 18354" 13W377 
2/B79 8294" 3HEX7 3/B210 21394" 13V520 5/B80 8394" 13W279 6/B195 19854" 13W378 
2/B80 8394" 3HEY3 __B 4 Rib (224" Top Width by 1" Thick) 5/B81 845/4" 13W280 6/B210 213%" 13W379 
2/B81 845/4" 13G898 4/B46 499/;' 13V523 5/B82 8594" 13W281 6/B225 22694" 13W380 
2/B82 8594" 13G899 4/B48 5194" 13V524 5/B83 8674" 13W282 6/B240 2419/4" 13W381 
2/B83 8694" 3HEX6 4/B50 5394" 13V525 5/B85 8894" 13W283  C 2 Rib (13%4" Top Width by %" Thick) 
2/B85 8894" SHEY1 4/B51 54/4" 13V526 5/B87 9054" 13W284 2/C85 8978" 13W382 
2/B87 9034" 13G901 4/B52 5594" 13V527 5/B90 9354" 13W285 2/C90 947," 13W383 
2/B90 9394" 3HEX9 4/B53 5694" 13V528 5/B93 9654" 13W286 2/C100 10474" 13W384 
2/B93 9694" 13G902 4/B54 5794" 13V529 5/B95 9854" 13W287 2/0105 1097" 13W385 
2/B95 9894" 3HEZ6 4/B55 5894" 3HEY4 5/B96 993" 13W288 2/C108 11274" 13W386 
2/B96 9994" 13G903 4/B56 5994" 13V530 5/B97 10034" 13W289 2/0109 11374" 13W387 
2/B97 10094" 13G904 4/B57 6054" 13V531 5/B99 10254" 13W290 2/0112 1167" 13W388 
2/B99 10294" 13G905 4/B58 6154" 13V532 5/B100 10354" 13W291 2/C120 1247" 13W389 
2/B100 103%" 13G906 4/B59 6294" 13V533 5/B103 10634" 13W292 2/C123 1277" 13W390 
2/B103 1064" 3HEX8 4/B60 6394" 13V534 5/B105 10834" 13W293 2/0124 12874" 13W391 
2/B105 10894" 13G907 4/B61 6454" 13V535 5/B108 11194" 13W294 2/0126 1307" 13W392 
2/B108 11194" 13G908 4/B62 6594" 3HFC5 5/B112 11594" 13W295 2/C128 13274" 13W393 
2/B112 11594" 3HFC7 4/B63 6654" 13V536 5/B116 11954" 13W296 2/C136 1407" 13W394 
2/B116 11954" 13G909 4/B64 6794" 13V537 5/B120 12354" 13W297 2/0144 1487" 13W395 
2/B120 12394" 3HEY2 4/B65 6854" 13V538 5/B124 12794" 13W298 2/0158 16274" 13W396 
2/B124 12794" 3HEZ4 4/B66 6994" 13V539 5/B126 12954" 13W299 2/0162 16674" 13W397 
2/B126 12954" 13G910 4/B67 7094" 13V540 5/B128 13194" 13W301 2/C173 1777" 13W398 
2/B128 13194" 3HEY7 4/B68 7194" 13V541 5/B133 13654" 13W302 2/C180 18474" 13W399 
2/B133 13694" 3HEZ1 4/870 7394" 13V542 5/B136 13954" 13W303 2/0195 1997," 13W401 
2/B136 13994" 3HEY8 4/B71 7494" 13V543 5/B144 14794" 13W304 2/C210 214%" 13W402 
2/B144 14794" 3HEZ3 4/B72 7594" 13V544 5/B148 15194" 13W305 2/C225 227%" 13W403 
2/B148 15194" 13G911 4/873 7694" 13V545 5/B150 15394" 13W306 2/C230 232%" 13W404 
2/B150 153%" 3HEY6 4/B74 7194" 13V546 5/B157 16054" 13W307 2/C240 2427" 13W405 
2/B157 16094" 13G912 4/B75 7894" 13V547 5/B158 16154" 13W308 2/C255 25778" 13W406 
2/B158 16194" 13G913 4/B77 8054" 13V548 5/B162 16594" 13W309 2/C270 2728" 13W407 
2/B173 176974" 13G915 4/B78 8194" 13V549 5/B173 17694" 13W310 2/C285 28778" 13W408 
2/B195 19894" 13V462 4/B79 8294" 13V550 5/B180 18354" 13W311 2/C300 30274" 13W409 
2/B210 21394 13V463 4/B80 83594" 13V551 5/B195 19854" 13W312 2/0315 317%" 13W410 
2/B225 22694 13V464 4/B81 8454" 13V552 5/B210 213% 13W313 2/C330 33278" 13W411 
2/B240 24194" 13V465 4/B82 8594" 13V553 5/B225 22674" 13W314 2/0345 3477" 13W412 
B 3 Rib (2" Top Width by 1" Thick) 4/B83 8694" 13V554 5/B240 2419 13W315 2/C360 36274" 13W413 
3/B46 499," 13V466 4/B85 8894" 13V555 —_B 6 Rib (4" Top Width by 12" Thick) 2/C375 3778 13W414 
3/B48 5194" 13V467 4/B87 9054" 13V556 6/B46 493" 13W316 2/C390 39274" 13W415 
3/B50 5394" 13V468 4/B90 9354" 3HFC3 6/B48 5194" 13W317 2/0420 4227," 13W416 
3/B51 5494" 13V469 4/B93 9654" 13V557 6/B50 5394" 13W318 | C 3 Rib (274" Top Width by 5" Thick) 
3/B52 5594" 13V470 4/B95 9854" 13V558 6/B51 5494" 13W319 3/C85 8974" 13W417 
3/B53 5694" 13V471 4/B96 9994" 13V559 6/B52 5594" 13W320 3/C90 947" 13W418 
3/B54 5794" 13V472 4/B97 10054" 13V560 6/B53 5694" 13W321 3/0100 10474" 13W419 
3/B55 5894" 13V473 4/B99 10254" 13V561 6/B54 5794" 13W322 3/0105 1097" 13W420 
3/B56 5994" 13V474 4/B100 10354" 3HFC8 6/B55 5894" 13W323 3/C108 11274" 13W421 
3/B57 6034" 13V475 4/B103 10634" 13V562 6/B56 5994" 13W324 3/0109 11374" 13W422 
3/B58 6154" 13V476 4/B105 10854" 3HFC2 6/B57 6054" 13W325 3/0112 1167" 13W423 
3/B59 6294" 13V477 4/B108 11194" 13V563 6/B58 6154" 13W326 3/0120 12474" 13W424 
3/B60 6394" 3HFC1 4/B112 11594" 13V564 6/B59 6254" 13W327 3/0123 12774" 13W425 
3/B61 6454" 13V478 4/B116 11954" 13V565 6/B60 6354" 13W328 3/0124 1287" 13W426 
3/B62 6594" 13V479 4/B120 12354" 13V566 6/B61 6454" 13W329 3/C126 1307" 13W427 
3/B63 6694" 13V480 4/B124 12794" 13V567 6/B62 6594" 13W330 3/C128 13274" 13W428 
3/B64 6794" 3HFA8 4/B126 12954" 13V568 6/B63 6654" 13W331 3/C136 14074" 13W429 
3/B65 6894" 13V481 4/B128 13154" 3HEZ7 6/B64 6794" 13W332 3/0144 1487," 13W430 
3/B66 6994" 13V482 4/B133 13654" 3HFAS 6/B65 6894" 13W333 3/0158 16274" 13W431 
3/B67 709%" 13V483 4/B136 13954" 3HFA5 6/B66 6994" 13W334 3/0162 16674" 13W432 
3/B68 7194" 13V484 4/B144 1479/4" 13V569 6/B67 7034" 13W335 3/0173 1777" 13W433 
3/B70 7394" 3HEY5 4/8148 15194" 13V570 6/B68 7194" 13W336 3/C180 1847" 13W434 
3/B71 7494" 13V485 4/B150 15354" 13V571 6/B70 7394" 13W337 3/0195 19972" 13W435 
3/B72 7594" 13V486 4/B157 16054" 13V572 6/B71 7494" 13W338 3/C210 21474" 13W436 
3/B73 7694" 13V487 4/B158 16154" 3HFAG 6/B72 7594" 13W339 3/0225 22778" 13W437 
3/B74 7794" 13V488 4/B162 16554" 13V573 6/B73 7634" 13W340 3/C230 23278" 13W438 
3/B75 7894" 3HEZ9 4/B173 17694" 13V574 6/B74 71%" 13W341 3/C240 2427" 13W439 
3/B77 8094" 13V489 4/B180 18354" 13V575 6/B75 7894" 13W342 3/0255 25778" 13W440 
3/B78 8194" 13V490 4/B195 19854" 13V576 6/B77 8054" 13W343 3/C270 272%" 13W441 
3/B79 8294" 13V491 4/B210 21394 13V577 6/B78 8154" 13W344 3/C285 28774" 13W442 
3/B80 8394" 13V492 4/B225 22694" 13V578 6/B79 8294" 13W345 3/C300 302%" 13W443 
3/B81 8454" 13V493 4/B240 24194" 13V579 6/B80 8394" 13W346 3/0315 317%" 13W444 
3/B82 8594" 13V494 |B 5 Rib (3%4" Top Width by 14" Thick) 6/B81 8454" 13W347 
3/B83 864" 13V495 5/846 499," 13V580 6/B82 8594" 13W348 | CONTINUED | ] 
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Find the yf. Find Solutions. Find Great Prices. V-Belts 
Banded V-Belts [Payton 
aa aad Outside a Te Outside ae aut as Outside a a ake Outside ne 
0. 0. 

C 3 Rib (2%%" Top Width by %" Thick) jeont ) C 6 Rib (514" Top Width by 5%" Thick) (Cont.) 3V5 Rib “( 74" Top Width by ¥2" Thick) (eu: ) 5V 4 Rib "(2vs" Top Width by %" Thick) (Cont.) 
3/6330 332% 13W445 6/C300 302%' 11X764 5/3V1400 140%" 11X990 4/5V670 6734" 13F979 
3/0345 3477" 13W446 6/0315 317%' 11X765  3V 6 Rib (214" Top Width by %" Thick) 4/5V710 7154" 13F980 
3/0360 362%" 13W447 6/C330 332% 11X766 6/3V400 40%" 11X991 4/5V750 7534" 13F981 
3/0375 3/14 13W448 6/0345 347%' 11X767 6/3V425 43 4" 13F881 4/5V800 8034" 13F982 
3/€390 392%" 13W449 6/C360 362%' 11X768 6/3V450 455%" 13F882 4/5V850 8554" 13F983 
3/0420 422753: 13W450 6/0375 377% 11X769 6/3V475 484" 13F883 4/5V900 9034" 13F984 

C 4 Rib (312" Top Width by %" Thick) 6/C390 392%" 11X770 6/3V500 50%" 13F884 4/5V950 95344" 13F985 
4/085 897%" 13W451 6/C420 422%" 11X771 6/3V530 53%" 13F885 4/5V1000 10034" 13F986 
4/C90 947%" 13W452 | 3V 2 Rib (%4" Top Width by %" Thick) 6/3V560 56%" 13F886 4/5V1060 10654" 13F987 
4/C100 1047" 13W453 2/3400 405" 11X898 6/3V600 60%" 13F887 4/5V1120 11254" 13F988 
4/0105 109%" 13W454 2/3V425 43 Ye" 11X899 6/3V630 6358" 13F888 4/5V1180 11854" 13F989 
4/C108 1127%' 13W455 2/3V450 45%" 11X901 6/3V670 67%" 13F889 4/5V1250 12554" 13F990 
4/C109 113%" 13W456 2/3V475 48 Ve" 11X902 6/3V710 71%' 13F890 4/5V1320 13254" 13F991 
4/0112 1167%' 13W457 2/3V500 50%" 11X903 6/3V750 75%" 13F891 4/5V1400 14034" 13F992 
4/0120 1247%' 13W458 2/3V530 53%" 11X904 6/3V800 80%" 13F892 4/5V1500 15054" 13F993 
4/0123 127%" 13W459 2/3V560 56%" 11X905 6/3V850 85%" 13F893 4/5V1600 16054" 13F994 
4/0124 128%' 13W460 2/3600 60%" 11X906 6/3V900 90%" 13F894 4/5V1700 17054" 13F995 
4/0126 1307" 13W461 2/3V630 63%" 11X907 6/3V950 95%" 13F895 4/5V1800 18054" 13F996 
4/0128 132%" 13W462 2/3V670 67%" 11X908 6/3V1000 100%" 13F896 4/5V1900 19054" 13F997 
4/0136 1407" 13W463 2/3V710 71%" 11X909 6/3V1060 10698" 13F897 4/5V2000 200%" 13F998 
4/0144 1487" 13W464 2/3V750 75%" 11X910 6/3V1120 11258" 13F898 4/5V2120 212%" 13F999 
4/C158 1627" 13W465 2/3800 80%" 11X911 6/3V1180 11858" 13F899 4/5V2240 22434" 13G001 
4/C162 1667" 13W466 2/3V850 855%" 11X912 6/3V1250 125%" 13F901 4/5V2360 236%" 13G002 
4/0173 1777%' 13W467 2/3900 90%" 11X913 6/3V1320 1325" 13F902 4/5V2500 250%" 13G003 
4/C180 1847" 13W468 2/3V950 95%" 11X914 6/3V1400 140%" 13F903 4/5V2650 265%" 13G004 
4/0195 199%" 13W469 2/3V1000 100%" 11X915 = 5V 2 Rib (114" Top Width by %" Thick) 4/5V2800 280%" 13G005 
4/0210 214%' 13W470 2/3V1060 106%" 11X916 2/5500 5034" 13F904 4/5V3000 30034" 13G006 
4/0225 221% 13W471 2/3V1120 1125%" 11X917 2/5530 5374" 13F905 4/5V3150 315%" 13G007 
4/C€230 2328" 13W472 2/3V1180 1185" 11X918 2/5V560 5634" 13F906 4/5V3350 335%" 13G008 
4/€240 2427" 13W473 2/3V1250 125%" 11X919 2/5600 6034" 13F907 4/5V3550 35574" 13G009 
4/0255 257%" 13W474 2/3V1320 1325%" 11X920 2/5V630 6354" 13F908 5V5 Rib se Top Width by %" Thick) 
4/€270 212% 13W475 2/3V1400 1405" 11X921 2/5V670 6734" 13F909 5/5V500 5034" 13G010 
4/0285 287% 13W476 3V3 Rib At Ho Top Width by ¥2" Thick) 2/5V710 7134" 13F910 5/5V530 5354" 13G011 
4/€300 302%" 13W477 3/3 405" 11X922 2/5V750 1534" 13F911 5/5V560 5654" 13G012 
4/0315 317%" 13W478 TaVaS 43 Ye" 11X923 2/5V800 8034" 13F912 5/5V600 6034" 13G013 
4/€330 332% 13W479 3/3V450 45%" 11X924 2/5V850 8534" 13F913 5/5V630 6354" 13G014 
4/0345 3477" 13W480 3/3V475 48 Ve" 11X925 2/5V900 9034" 13F914 5/5V670 6734" 13G015 
4/C360 362%" 13W481 3/3V500 50%" 11X926 2/5V950 954" 13F915 5/5V710 7154" 13G016 
4/0375 3/1 13W482 3/3V530 535%" 11X927 2/5/1000 10034" 13F916 5/5V750 75 %4" 13G017 
igo 392%" 13W483 3/3V560 56%" 11X928 2/5/1060 10654" 13F917 5/5V800 8054" 13G018 

420 4227%3' 13W484 3/3V600 60%" 11X929 2/5/1120 11254" 13F918 5/5V850 8554" 13G019 

C5 r ae Top Width by %" Thick) 3/3V630 639%" 11X930 2/5V1180 11854" 13F919 5/5V900 9034" 13G020 

897%" 13W485 3/3V670 67%" 11X931 2/5/1250 12554" 13F920 5/5V950 9554" 136021 
2a 947%" 13W486 3/3V710 71%' 11X932 2/5/1320 13254" 13F921 5/5/1000 100%" 13G022 
5/C100 1047" 13W487 3/3V750 75%" 11X933 2/5/1400 14054" 13F922 5/5/1060 10654" 13G023 
5/€105 109%" 13W488 3/3V800 80%" 11X934 2/5/1500 15054" 13F923 5/5V1120 11254" 13G024 
5/0108 1127%' 13W489 3/3V850 85%" 11X935 2/5/1600 16054" 13F924 5/5V1180 11854" 13G025 
5/0109 113%" 13W490 3/3V900 90%" 11X936 2/5/1700 17054" 13F925 5/5V1250 12554" 13G026 
5/0112 1167" 13W491 3/3V950 955%" 11X937 2/5V1800 18054" 13F926 5/5V1320 13254" 13G027 
5/0120 1247" 13W492 3/3V1000 100%" 11X938 2/5V1900 19054" 13F927 5/5/1400 14034" 136028 
5/0123 12773" 13W493 3/3V1060 106%" 11X939 2/5/2000 200%" 13F928 5/5V1500 15054" 13G029 
5/0124 1287" 13W494 3/3V1120 1125%" 11X940 2/5/2120 212%" 13F929 5/5/1600 16054" 13G030 
5/0126 130%" 13W495 3/3V1180 1185" 11X941 2/5/2240 224%" 13F930 5/5/1700 17034" 13G031 
5/0128 1327" 13W496 3/3V1250 125%" 11X942 2/5/2360 236%" 13F931 5/5/1800 18054" 13G032 
5/0136 1407" 13W497 3/3V1320 1325" 11X943 2/5/2500 250%" 13F932 5/5V1900 19034" 13G033 
5/0144 1487" 13W498 3/3V1400 1405" 11X944 2/5/2650 265%" 13F933 5/5/2000 200%" 136034 
5/0158 1627" 13W499 3V4Rib tT e Top Width by ¥2" Thick) 2/5/2800 280%" 13F934 5/5V2120 212%" 13G035 
5/0162 1667" 13W501 4/3 405" 11X945 2/5/3000 300%" 13F935 5/5/2240 22434" 136036 
5/0173 1777" 13W502 TRVEDS 43 Ye" 11X946 2/5V3150 315%" 13F936 5/5/2360 236%" 136037 
5/0180 1847" 13W503 4/3V450 455%" 11X947 2/5V3350 335%" 13F937 5/5/2500 250%" 136038 
5/0195 199%" 13W504 4/3V475 48 Ve" 11X948 2/5V3550 355%" 13F938 5/5/2650 265%" 13G039 
5/C210 214%' 13W505 4/3500 50%" 11X949 | 5V3 Rib i ie Top Width by 2" Thick) 5/5/2800 280%" 13G040 
9/G225 221% 13W506 4/3V530 53%" 11X950 3/5V 5034" 13F939 5/5V3000 30034" 136041 
5/C230 2328" 13W507 4/3V560 56%" 11X951 sevEaO 5374" 13F940 5/5V73150 315%" 136042 
5/C240 2427" 13W508 4/3600 60%" 11X952 3/5V560 5634" 13F941 5/5V3350 33574" 136043 
5/0255 257%" 13W509 4/3V630 639" 11X953 3/5V600 6034" 13F942 5/5V3550 355%" 136044 
5/C270 212% 13W510 4/3V670 67%" 11X954 3/5V630 6354" 13F943 5V6 Rib (a Top Width by %" Thick) 
5/C285 287% 13W511 4/3V710 71%" 11X955 3/5V670 6734" 13F944 6/5V 5034" 13G045 
5/C300 302%" 13W512 4/3V750 75%" 11X956 3/5V710 7134" 13F945 eeveaO 5354" 136046 
5/0315 317%" 13W513 4/3800 80%" 11X957 3/5V750 7534" 13F946 6/5V560 5654" 136047 
5/C330 332° 13W514 4/3V850 85%" 11X958 3/5V800 8054" 13F947 6/5V600 6034" 136048 
5/0345 347%" 13W515 4/3900 905%" 11X959 3/5V850 8534" 13F948 6/5V630 6334" 13G049 
5/€360 362/78" 13W516 4/3V950 95%" 11X960 3/5V900 903%" 13F949 6/5V670 6754" 13G050 
5/0375 371% 13W517 4/3V1000 100%" 11X961 3/5V950 9534" 13F950 6/5V710 715%" 13G051 
ee 392%" 13W518 4/3V1060 106%" 11X962 3/5V1000 10054" 13F951 6/5V750 7554" 13G052 
5/0420 4227%' 13W519 4/3V1120 112%" 11X963 3/5V1060 10654" 13F952 6/5V800 8034" 136053 
C6 uP ee Top Width by %" Thick) 4/3V1180 11854" 11X964 3/5V1120 11254" 13F953 6/5V850 85344" 13G054 
897%" 13W520 4/3V1250 1259" 11X965 3/5V1180 11854" 13F954 6/5V900 9034" 13G055 
meee 947%" 13W521 4/3V1320 1325%" 11X966 3/5V1250 12554" 13F955 6/5V950 95341" 13G056 
6/C100 1047" 11X740 4/3V1400 1405" 11X967 3/5V1320 13254" 13F956 6/5V1000 10034" 13G057 
6/C105 1097%' 11X741 | 3V5 Rib at e Top Width by ¥2" Thick) 3/5V1400 14034" 13F957 6/5V1060 10654" 13G058 
6/C108 1127%' 11X742 5/3 405" 11X968 3/5V1500 15034" 13F958 6/5V1120 11254" 13G059 
6/C109 113%" 11X743 savas 43 Ve" 11X969 3/5V1600 16034" 13F959 6/5V1180 11854" 13G060 
6/0112 1167%' 11X744 5/3V450 455%" 11X970 3/5V1700 17034" 13F960 6/5V1250 12554" 13G061 
6/C120 1247" 11X745 5/3V475 48 Ve" 11X971 3/5V1800 18054" 13F961 6/5V1320 13254" 13G062 
6/0123 127%" 11X746 5/3500 50%" 11X972 3/5V1900 19034" 13F962 6/5V1400 14034" 13G063 
6/0124 1287" 11X747 5/3V530 535%" 11X973 3/5V2000 200%" 13F963 6/5V1500 15034" 13G064 
6/0126 1307%' 11X748 5/3V560 56%" 11X974 3/5V2120 212%" 13F964 6/5V1600 16054" 13G065 
6/0128 1327" 11X749 5/3600 60%" 11X975 3/5V2240 224%" 13F965 6/5V1700 17034" 13G066 
6/0136 1407" 11X750 5/3V630 639%" 11X976 3/5V2360 236%" 13F966 6/5V1800 18054" 13G067 
6/0144 1487" 11X751 5/3V670 67%" 11X977 3/5V2500 250%" 13F967 6/5V1900 19034" 13G068 
6/0158 1627" 11X752 5/3V710 71%" 11X978 3/5V2650 265%" 13F968 6/5/2000 200%" 13G069 
6/0162 1667" 11X753 5/3V750 75%" 11X979 3/5V2800 280%" 13F969 6/5V2120 212%" 13G070 
6/0173 177%" 11X754 5/3V800 80%" 11X980 3/5V3000 300%" 13F970 6/5/2240 22434" 13G071 
6/C180 1847%' 11X755 5/3V850 859%" 11X981 3/5V3150 315%" 13F971 6/5/2360 236%" 13G072 
6/0195 1997%'" 11X756 5/3900 90%" 11X982 3/5V3350 335%" 13F972 6/5/2500 250%" 13G073 
6/C210 214%' 11X757 5/3V950 95%" 11X983 3/5V3550 355%" 13F973 6/5/2650 265%" 13G074 
6/0225 221% 11X758 5/3V1000 100%" 11X984 —5V 4 Rib (212" Top Width by %" Thick) 6/5/2800 280%" 13G075 
6/C230 2328" 11X759 5/3V1060 106%" 11X985 4/5V500 5034" 13F974 6/5V3000 300%" 13G076 
6/C240 2427" 11X760 5/3V1120 1125" 11X986 4/5V530 5374" 13F975 6/5V3150 315%" 13G077 
6/0255 257%" 11X761 5/3V1180 118%" 11X987 4/5V560 5634" 13F976 6/5V3350 335%" 13G078 
6/C270 212% 11X762 5/3V1250 125%" 11X988 4/5V600 6034" 13F977 6/5V3550 3559/4" 13G079 
6/0285 287% 11X763 5/3V1320 132%" 11X989 4/5V630 6354" 13F978 
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POWER TRANSMISSION Scan. Order. Done. 
V-Belts Details on page Al. 





3L, 4L, and 5L Fractional @ntinentals. 
Wy Horsepower V-Belts cone 
Static conductive, plus heat-, ozone-, and abrasion-resistant. 4L and 5L belts are cogged. 


3L 4L 5L 
¥g" x 7/32" Yo" x He" 21/30" x 25/64" 


All are manufactured to tolerances set by the ARPM (Association of Rubber Products 
Manufacturers). For additional sizes, go to Grainger.com®. 
Industry Outside Item Industry Outside Item Industry Outside Item Industry Outside Item Industry se ia Item 


0. No. No. No. No. No. No. No. No. No. 
3L (34" Top Width by 742" Thick) 3L G4 Top Width by 72" Thick) (Cont. ) 41 (2" Top Width by 546" Thiex] (Cont. ) AL (%2" Top Width by 4c" Thick) (Cont.) 5L (2/2" Top Width by 
3L 150 15" 459H76 | 31440 44" J06 | 41290 29" J51 | 41580 58" 459J80 | 256s" Thick) (Cont.) 





3L160 16° 459H77 3L450 45" 15007 4.300 30" 150082 4L590 99" 499J81 9L340 34 499K09 
3L170 17° 459H78 3L460 46" 459J08 4L310 31" 499J53 4L600 60" 459J82 9L350 39" 459K10 
3L180 18° 459H79 3L470 47" 459J09 4.320 32" 499J54 4L610 61" 499J83 9L360 36° 459K11 
3L190 19” 459H80 3L480 48" 459J10 4L330 33" 499J55 4L620 62" 459J84 9L370 3f" 459K12 
3L200 20" 459H81 3L490 49" 499J11 4340 34" 499J56 4L630 63" 459J85 9L380 38" 499K13 
3L210 21" 459H82 3L500 90" 459J12 4.350 30. 499J57 4L640 64" 459J86 oL390 3g 459K14 
3L220 22 459H83 3L510 1" 459J13 4.360 36" 499J58 4L650 65" 459J87 oL400 40" 499K15 
3L230 23" 499H84 3L520 52 459J14 4.370 3/" 499J59 4L660 66" 459J88 oL410 4" 459K16 
3L240 24" 459H85 3L530 93" 459J15 4.380 38" 459J60 4L670 67" 459J89 9L420 42" 459K17 
31250 20" 459H86 3L550 JO. 459J16 4.390 39" 499J61 4L680 68" 459J90 0L430 43" 459K18 
3L260 26" 459H87 3L560 96" 459J17 4.400 40" 499J62 4L690 69" 459J91 oL440 44" 459K19 
3L270 ef 459H88 3L590 99" 459J18 4L410 4y" 459J63 4L730 i 459J92 9L450 45" 459K20 
31.280 28" 459H89 3L600 60" 459J19 4.420 42" 459J64 4L780 18" 459J93 oL460 46" 499K21 
31.290 20 459H90 3L610 61" 459J20 4.430 43" 499J65 4L790 19" 459J94 9L470 47’ 459K22 
3L300 30" 459H91_ | 4L te Top Width by %c" Thick) 4L440 44" 459J66 4800 80" 459J95 9L480 48" 499K23 
3L310 31" 459H92 4L160 16° 459J38 4L450 45" 499J67 4820 82" 459J96 9L490 49" 459K24 
3L320 32" 459H93 4L170 iva 459J39 4L460 46" 499J68 4.880 88" 459J97 9L500 90" 499K25 
3L330 33" 459H94 4L180 18° 459J40 4.470 47" 459J69 4L920 92" aPerag 9L510 D1 459K26 
3L340 34" 459H95 4L190 19° 459J41 4L480 48" 459J70 4L980 98" 99J99 5L520 2 499K27 
3L350 39" 459H96 4L200 20" 459J42 4L490 49" 459371 SL (?¥z" Top Width by 24%6a" thick) 9L530 93" 459K28 
3L360 36" 459H97 4L210 All 459J43 4L500 90" 499J72 9L260 26" 459K01 9L540 04" 459K29 
3L370 37° 459H98 4L220 Be 459J44 4L510 1" 499J73 9L270 2/" 459K02 9L550 5D. 459K30 
3L380 38" 459H99 4L230 23" 459J45 4L520 D2 499J74 9L280 28° 459K03 9L560 96" 499K31 
3L390 39" 459J01 4L240 24" 459J46 4L530 93" 499J75 9L290 20. 459K04 9L570 Df 459K32 
3L400 40" 459J02 4L250 20. 459J47 4L540 04" 499J76 9L300 30" 459K05 9L580 98" 459K33 
3L410 4q" 459J03 4L260 26" 459J48 4L550 DD 499J77 9L310 31" 459K06 9L590 99" 459K34 
3L420 42" 459J04 4L270 ‘Te 459J49 4L560 96" 499J78 9L320 32" 459K07 9L600 60" 499K35 
3L430 43" 459J05 4L280 28" 459J50 4L570 o/" 459J79 9L330 33" 459K08 Teen 3 papee 

) : 459K37 


HY-T° Plus HY-T? Wedge | A,B,C, 3V,and5VV-Belts = @ntinental’s 





HY-T® Plus and HY-T® Wedge wrapped belts are engi- ContiTech 
neered with high-grade rubber for static conductivity and resistance to heat, 
ozone, oil, and abrasion. Built to Matchmaker® specifications so all belts of the 
A B Cc 3V 5V same size are within the matching tolerances set by the ARPM (Association of 
Ya" x Ae" ?¥a2" x 2" Ve" & M2" Ye" x 6" Ye" x 1/2" Rubber Products Manufacturers). For additional sizes, go to Grainger.com®. 
air eed Outside Item ei Outside a ed oa ie ih Industry st Item ered Outside a 
0. 0. 0. 0. 

A(z" Top Width by 4c" Thick) A (%" Top Width iy Ae" ny (Cont.) B (2%2" Top Width by B (212" Top Width by C (%4" Top Width by 1%" Thick) (Cont.) 
A19 21" 459K62 A71 73" 459L15 | 1342" vista (Cont. I 1340" Thick) (Cont.) C75 79" 459M76 
A20 2" 459K63 A72 74" 459L16 qt" 459L94 B89 g2" 45946 C81 85" 459M77 
A21 25° 459K64 A73 (eh 459L17 830 42" 459195 B90 93" 459M47 C85 89" 459M78 
A22 24" 459K65 A74 76" 459L18 B40 43" 459196 B91 94" 459M48 C90 94" 459M79 
A23 25 459K66 A75 7T 459L19 B41 44" 459197 B92 95" 45949 C96 100" 459M80 
A24 26" 459K67 A76 78" 459120 B42 45" 459198 B93 96" 459M50 C105 109" 459M60 
A25 aT: 459K68 AT7 79" 459121 B43 46" 459199 B94 97" 459M51 C109 113: 459M61 
A26 28" 459K69 A78 80" 459122 B44 47" 459M01 B95 98" 45952 C112 116" 459M62 
A27 29" 459K70 A79 81" 459123 B45 48" 459M02 B96 99" 45953 C115 119" 459M63 
A28 30" 459K71 A80 82" 459124 B46 49" 459M03 B97 100" 459M54 C120 124" 459M64 
A29 or 459K72 A81 83" 459125 B47 50" 459M04 B98 101" 45955 C128 132" 459M65 
A30 32" 459K73 A82 84" 459126 B48 51" 459M05 B99 102" 45956 C136 140" 459M66 
A31 ag 459K74 A83 85" 459L27 B49 52" 459M06 B100 103" 459143 C144 148" 459M67 
A32 34" 459K75 A84 86" 459128 B50 53" 459M07 B101 104" 459144 C150 154" 459M68 
A33 35" 459K76 A85 87" 459129 B51 54" 459M08 Bi02 105" 459145 C158 162" 459M69 
A34 36" 459K77 A86 88" 459130 B52 55" 459M09 B103 106" 459146 C162 166" 459M70 
A35 37" 459K78 A87 89" 459131 B53 56" 45910 B104 107" 459L47 C173 177" 459M71 
A36 38" 459K79 A88 90" 459132 B54 Ya 459M11 B105 108" 459L48 C180 184" 459M72 
A37 39" 459K80 A89 Qi" 459133 B55 58" 459M12 B106 109" 459149 C195 199" 459M73 
A38 40" 459K81 A90 92" 459134 B56 59" 45913 B108 111" 459150 C210 214" 459M74 
A39 41" 459K82 A91 93" 459135 B57 60" 459M14 B110 113" 459L51 — 3V (36" Top Width by 5c" Thick) 

A40 42" 459K83 AQ2 94" 459136 B58 61" 459M15 B111 114" 459152 3V315 3114" 459J21 
At 43" 459K84 A93 95" 459137 B59 62" 459M16 B112 115" 459153 3V335 3314" 459J22 
A42 44" 459K85 A94 96" 459138 B60 63" 459M17 B114 ie 459154 3V355 3515" 459J23 
A43 45" 459K86 A95 97" 459139 B61 64" 459M18 B115 118" 459155 3V375 37" 459J24 
A44 46" 459K87 A96 98" 459L40 B62 65" 459M19 Bi16 119" 459156 3V400 40" 459J25 
A45 47" 459K88 AQ7 99" 459141 B63 66" 459M20 B118 121" 459L57 3V425 4275" 459J26 
A46 48" 459K89 A98 100" 459L42 B64 67" 459M21 B120 123° 459158 3V475 47V3' 459J27 
A47 49" 459K90 A100 102" 459K52 B65 68" 459M22 B123 126" 459159 3V500 50" 459J28 
A48 50" 459K91 A102 104" 459K53 B66 69" 459M23 B124 127" 459160 3V530 53" 459J29 
A49 BT 459K92 A103 105" 459K54 B67 70" 459M24 B126 129" 459161 3V560 56" 459J30 
A50 Be 459K93 A105 107" 459K55 B68 ral 459M25 B128 iki 459162 3V600 60" 459J31 
Adi 53" 459K94 A110 112" 459K56 B69 72. 45926 B130 133° 459L63 3V630 63" 459J32 
A52 54" 459K95 A112 114" 459K57 B70 73° 459M27 B133 136" 459164 3V670 67" 459J33 
A53 ath 459K96 A120 122" 459K58 B71 74" 459M28 B135 138" 459165 3V710 (al 459J34 
Ab4 56" 459K97 A128 130" 459K59 B72 7" 45929 B136 139" 459166 3V750 75" 459J35 
A55 Th 459K98 A136 138" 459K60 B73 76" 45930 B140 143" 459L67 37800 80" 459J36 
A56 58" 459K99 A144 146" 459K61 B74 ih 459M31 B142 145" 459168 3V900 90" 459J37 
A57 59" 459L01 —B (2142" Top Width by 1342" Thick) B75 78" 459M32 B144 147° 459L69 | 5V ie Top Width i 179" Thick) 
A58 60" 459102 B25 28" 459181 B76 79" 459M33 B148 iti 459L70 5V710 (ab 459K47 
A59 61" 459L03 B26 29" 459182 B77 80" 45934 B150 153" 459L71 5V750 75" 459K48 
A60 62" 459L04 B27 30" 459L83 B78 81" 459M35 B154 157" 459L72 5V850 85" 459K49 
A61 63" 459L05 B28 31" 459184 B79 82" 45936 B158 161" 459L73 5V900 90" 459K50 
A62 64" 459L06 B29 32" 459185 B80 83" 459M37 Bi62 165" 459L74 5V950 95" 459K51 
A63 65" 45907 B30 33" 459186 B81 84" 459M38 B173 176" 459L75 | 5V1000 100" 459K38 
A64 66" 459L08 B31 34" 459L87 B82 85" 45939 B180 183" 459L76 | 5V1060 106" 459K39 
A65 67" 459L09 B32 35" 459L88 B83 86" 45940 B190 193" 459L77 | 5V1120 ite. 459K40 
A66 68" 459L10 B33 36" 459L89 B84 87" 459M41 B195 198" 459L78 | 5V1250 125" 459K41 
AG7 69" 459111 B34 eV 459190 B85 88" 459M42 B210 ARG 459L79 | 5V1320 132" 459K42 
A68 70" 459L12 B35 38" 459191 B86 89" 459M43 B240 243" 459180 | 5V1400 140" 459K43 
A69 71" 45913 B36 39" 459L92 B87 90" 459M44 ane ie Width by 1742" men 5V1500 150" 459K44 
A70 TZ 459114 B37 40" 459193 B88 Qt" 459M45 C60 64" 59M75 | 5V1700 170" 459K45 

5V2120 212° 459K46 

102 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ar T | 





GRAINGER CHOICE® POWER TRANSMISSION 


Find the wy. Find Solutions. Find Great Prices. V-Belts 





Torque-Flex® HY-T® Wedge 





@ntinental’> 


Pantin Yo" x 6" 21/40" x 13/30" 7g" x 17/32" ¥e" x S16" 5/e" x 17/32" 
AX, BX, CX, 3VX, and 5VX 
Raw Edge Cogged V-Belts 











Torque-Flex® and HY-T® Wedge belts are fully cogged to provide the flex- static-conductive EPDM, providing a broader temperature range than ever 
ibility needed to keep their high-traction rubber edges in contact with the before (-40° to 230°F). Built to Matchmaker® specifications so all belts of the 
sheave grooves, helping you achieve the horsepower you need at a lower same size are within the matching tolerances set by the ARPM (Association of 
total drive cost. Produced with highly engineered oil- and heat-resistant and Rubber Products Manufacturers). For additional sizes, go to Grainger.com®. 
Industry Outside Item Industry Outside Item Industry Outside Item Industry Outside Item 
No. L No. No. L No. No. L No. No. 5 No. 
AX (4" Top Width by 4c" Thick) BX (2142" Top Width by 1342" Thick) (Cont.) BX (2%2" Top Width by 1342" Thick) (Cont.) 5VX (5" Top Width by 172" Thick) (Cont.) 
AX20 22" 459N66 BX31 34" 459P61 BX120 123" 459P44 5VX490 49" 459N30 
AX21 23" 459N67 BX32 35" 459P62 BX124 127" 459P45 5VX500 50" 459N31 
AX22 24" 459N68 BX33 36" 459P63 BX126 129" 459P46 5VX510 51" 459N32 
AX23 25" 459N69 BX34 ar 459P64 BX128 ik 459P47 5VX530 53" 459N33 
AX24 26" 459N70 BX35 38" 459P65 BX133 136" 459P48 5VX540 54" 459N34 
AX25 on 459N71 BX36 39" 459P66 BX136 139" 459P49 5VX550 55" 459N35 
AX26 28" 459N72 BX37 40" 459P67 BX144 147" 459P50 5VX560 56" 459N36 
AX27 29" 459N73 BX38 41" 459P68 BX150 153" 459P51 5VX570 57" 459N37 
AX28 30" 459N74 BX39 42" 459P69 BX158 161" 459P52 5VX580 58" 459N38 
AX29 or 459N75 BX40 43" 459P70 BX162 165" 459P53 5VX590 59" 459N39 
AX30 32" 459N76 BX41 44" 459P71 BX173 176" 459P54 5VX600 60" 459N40 
AX31 33" 459N77 BX42 45" 459P72 BX180 183" 459P55 5VX610 61" 459N41 
AX32 34 459N78 BX43 46" 459P73 BX195 198" 459P56 5VX630 63" 459N42 
AX33 35" 459N79 BX44 47' 459P74 — CX (74" Top Width by 1742" Thick) 5VX650 65" 459N43 
AX34 36" 459N80 BX45 48" 459P75 CX90 94" 459R35 5VX660 66" 459N44 
AX35 37" 459N81 BX46 49" 459P76 CX105 109" 459R29 5VX670 67" 459N45 
AX36 38" 459N82 BX47 50" 459P77 CX112 116" 459R30 5VX680 68" 459N46 
AX37 39" 459N83 BX48 51" 459P78 CX120 124" 459R31 5VX690 69" 459N47 
AX38 40" 459N84 BX49 52" 459P79 CX128 132" 459R32 5VX710 a 459N48 
AX39 41" 459N85 BX50 53" 459P80 CX136 140" 459R33 5VX730 7 459N49 
AX40 42" 459N86 BX51 54" 459P81 CX144 148" 459R34 5VX740 74" 459N50 
AX41 43" 459N87 BX52 55" 459P82 — 3VX (%" Top Width by 46" Thick) 5VX750 75" 459N51 
AX42 44 459N88 BX53 56" 459P83 3VX250 25" 459M86 5VX780 78" 459N52 
AX43 45" 459N89 BX54 57" 459P84 3VX265 26 V2" 459M87 5VX800 80" 459N53 
AX44 46" 459N90 BX55 58" 459P85 3VX280 28" 459M88 5VX810 81" 459N54 
AX45 47' 459N91 BX56 59" 459P86 3VX300 30" 45989 5VX830 83" 459N55 
AX46 48" 459N92 BX57 60" 459P87 3VX315 31%" 459M90 5VX840 84" 459N56 
AX47 49" 459N93 BX58 61" 459P88 3VX335 33" 459M91 5VX850 85" 459N57 
AX48 50" 459N94 BX59 62" 459P89 3VX355 351" 459M92 5VX860 86" 459N58 
AX49 51" 459N95 BX60 63" 459P90 3VX375 37%" 459M93 5VX880 88" 459N59 
AX50 52" 459N96 BX61 64" 459P91 3VX400 40" 45994 5VX900 90" 459N60 
AX51 53" 459N97 BX62 65" 459P92 3VX425 42¥5' 459M95 5VX930 93" 459N61 
AX52 54" 459N98 BX63 66" 459P93 3VX450 45" 459M96 5VX950 95" 459N62 
AX53 55" 459N99 BX64 67" 459P94 3VX475 47 V5" 459M97 5VX960 96" 459N63 
AX54 56" 459P01 BX65 68" 459P95 3VX500 50" 459M98 5VX1000 100" 459N11 
AX55 57" 459P02 BX66 69" 459P96 3VX530 53" 459M99 5VX1030 103" 459N12 
AX56 58" 459P03 BX67 70" 459P97 3VX560 56" 459N01 5VX1060 106" 459N13 
AX57 59" 459P04 BX68 al 459P98 3VX600 60" 459N02 5VX1080 108" 459N14 
AX58 60" 459P05 BX70 73" 459P99 3VX630 63" 459N03 5VX1120 112" 459N15 
AX59 61" 459P06 BX71 74" 459R01 3VX670 67" 459N04 5VX1150 115" 459N16 
AX60 62" 459P07 BX72 75" 459R02 3VX710 al 459N05 5VX1180 118" 459N17 
AX61 63" 459P08 BX73 76" 459R03 3VX750 75" 459N06 5VX1230 123" 459N18 
AX62 64" 459P09 BX74 ae 459R04 3VX800 80" 459N07 5VX1250 125" 459N19 
AX63 65" 459P10 BX75 78" 459R05 3VX850 85" 459N08 5VX1320 132" 459N20 
AX64 66" 459P11 BX76 79" 459R06 3VX900 90" 459N09 5VX1400 140" 459N21 
AX65 67" 459P12 BX77 80" 459R07 3VX950 95" 459N10 5VX1500 150" 459N22 
AX66 68" 459P13 BX78 81" 459R08 3VX1000 100" 459M81 5VX1600 160" 459N23 
AX67 69" 459P14 BX79 82" 459R09 3VX1060 106" 459M82 5VX1700 170" 459N24 
AX68 70" 459P15 BX80 83" 459R10 3VX1120 112" 459M83 5VX1800 180" 459N25 
AX69 al 459P16 BX81 84" 459R11 3VX1180 118" 45984 5VX1900 190" 459N26 
AX70 72" 459P17 BX82 85" 459R12 3VX1250 125" 459M85 5VX2000 200° 459N27 
AX71 ie 459P18 BX83 86" 459R13 | 5VX (94" Top Width by *742" Thick) 
AX72 7s 459P19 BX84 87" 459R14 5VX450 45" 459N28 
AX73 75" 459P20 BX85 88" 459R15 5VX470 47' 459N29 
AX75 au 459P21 BX86 89" 459R16 
AX77 79" 459P22 BX87 90" 459R17 
AX78 80" 459P23 BX88 91" 459R18 
AX79 81" 459P24 BX89 92" 459R19 
AX80 82" 459P25 BX90 93" 459R20 Ki Ss Ik. 
AX82 84" 459P26 BX91 94" 459R21 eep toc ‘ 
AX83 85" 459P27 BX92 95" 459R22 Inventory Management 
AX85 87" 459P28 BX93 96" 459R23 
AX86 38 459P29 BX9d ar asazza__ | TAKE CONTROL OF YOUR STUFF 
all s. angel oKg2 ae. aoghes What if there were an easier way to ensure you have 
AX88 90 459P31 BX96 99 459R26 ; 
AX90 go" 459P32 BX97 100" 459R27 the right parts in the right place at the right time? 
AX95 97" 459P33 BX99 102" 459R28 
Tyan oF qaapaa aGO Te qeaeae Put Grainger Ss expertise to work for you. It’s almost 
AX105 107" 459N64 BX103 106" 459P36 like managing your inventory on autopilot. 
AX120 122" 459N65 BX105 108" 459P37 : 
BX (2142" Top Width by *%42" Thick) BX106 109" A59P38 Inventory managed. Space organized. 
BX27 30" 459P57 BX108 111" 459P39 Time and money saved. 
BX28 31" 459P58 BX112 115" 459P40 
BX29 32" 459P59 BX113 116" 459P41 : 
BX30 33" 459P60 BX115 118" 459P42 > Learn more at grainger.com/keepstock 
BX116 119" 459P43 
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Find more information on V-Belts on page 97. 





Ontinental’s. 
ContiTech 
= Banded V-Belts 
Ny TENN NNN. HY-T® Torque Team® belts are designed and built to deliver superior perfor- 


mance. Belts provide high-strength and high-horsepower capacity. The 
tough fabric backing provides the maximum longitudinal flexibility and lateral 
strength to withstand the dynamic forces acting on the belt. Static conduc- 
tive and resistant to heat, oil, ozone, and abrasion. Ideal for pulsating loads, 
high-capacity drives, and short center heavy-duty drives. Manufactured to 
tolerances set by the ARPM (Association of Rubber Products Manufacturers). 
For additional sizes, go to Grainger.com®. 





Industry Outside Item Industry Outside Item Industry Outside Item Industry Outside Item 
No. L No. No. L No. No. L No. No. L No. 
BX 2 Rib (12%a" Top Width by '%42" Thick) BX 3 Rib (15%6a" Top Width by 132" Thick) (Cont.) BX 4 Rib (24%a" Top Width by 1322" Thick) (Cont.) BX 5 Rib (3'%a" Top Width by 1342" Thick) (Cont.) 
2/BX46 49" 458V37 3/BX59 62" 458X48 4/BX79 82" 458272 5/BX90- 93" 459088 
2/BX48 51" 458V38 3/BX61 64" 458X50 4/BX80 83" 458273 5/BX93 96" 459089 
2/BX50 oa 458V39 3/BX63 66" 458X52 4/BX81 84" 458274 5/BX95 98" 459C90 
2/BX51 54" 458V40 3/BX64 67" 458X53 4/BX82 85" 458275 5/BX97 100" 459092 
2/BX52 55" 458V41 3/BX66 69" 458X54 4/BX83 86" 458276 5/BX99 102" 459093 
2/BX53 56" 458V42 3/BX67 (iia 458X55 4/BX85 88" 458277 5/BX100 103" 459028 
2/BX54 57" 458V43 3/BX68 fal 458X56 4/BX87 90" 458278 5/BX108 111" 459031 
2/BX57 60" 458V46 3/BX70 ren 458X57 4/BX90 93" 458279 5/BX110 143 459032 

2/BX58 61" 458V47 3/BX71 74" 458X58 4/BX93 96" 458Z80 BX 6 Rib (3312" Top Width by 132" Thick) 
2/BX59 62" 458V48 3/BX72 (5 458X59 4/BX95 98" 458281 6/BX46 49" 459F57 
2/BX61 64" 458V49 3/BX73 76" 458X60 4/BX99 102" 458Z83 6/BX48 51 459F58 
2/BX63 66" 458V51 3/BX74 LE 458X61 4/BX100 103" 458Z19 6/BX50 53° 459F59 
2/BX64 67" 458V52 3/BX75 78" 458X62 4/BX108 111" 458222 6/BX51 54" 459F60 
2/BX65 68" 458V53 3/BX77 80" 458X63 4/BX110 113 458223 6/BX52 Jd 459F61 
2/BX67 70" 458V54 3/BX78 81" 458X64 ~— BX 5 Rib (3'%6a" Top Width by 132" Thick) 6/BX54 7" 459F62 
2/BX68 als 458V55 3/BX79 82" 458X65 5/BX46 49" 459052 6/BX55 58" 459F63 
2/BX70 13 458V56 3/BX80 83" 458X66 5/BX48 oT 459C53 6/BX57 60" 459F64 
2/BX71 74" 458V57 3/BX81 84" 458X67 5/BX50 53 459054 6/BX58 61" 459F65 
2/BX72 7a 458V58 3/BX82 85" 458X68 5/BX51 54" 459055 6/BX60 63" 459F66 
2/BX73 76" 458V59 3/BX87 90" 458X69 5/BX52 bo 459056 6/BX61 64" 459F67 
2/BX74 ‘is 458V60 3/BX88 91" 458X70 5/BX53 56° 459057 6/BX62 65" 459F68 
2/BX75 78" 458V61 3/BX90 93" 458X71 5/BX54 of 459058 6/BX63 66" 459F69 
2/BX77 80" 458V62 3/BX93 96" 458X72 5/BX55 58" 459C59 6/BX64 67" 459F70 
2/BX78 81" 458V63 3/BX99 102" 458X74 5/BX56 59" 459C60 6/BX65 68" 459F71 
2/BX79 82" 458V64 ~— BX 4 Rib (24%a" Top Width by 1342" Thick) 5/BX57 60" 459C61 6/BX66 69" 459F72 
2/BX80 ao: 458V65 4/BX46 49" 458243 5/BX58 61" 459062 6/BX67 70" 459F73 
2/BX81 84" 458V66 4/BX48 51 458244 5/BX59 62" 459063 6/BX68 71" 459F74 
2/BX82 85" 458V67 4/BX50 53: 458245 5/BX60 63" 459064 6/BX70 ‘es 459F75 
2/BX83 86" 458V68 4/BX51 54" 458246 5/BX61 64" 459065 6/BX71 74" 459F76 
2/BX85 88" 458V69 4/BX52 50 458247 5/BX62 65" 459C66 6/BX72 15 459F77 
2/BX87 90" 458V70 4/BX53 56" 458248 5/BX63 66" 459C67 6/BX73 76" 459F78 
2/BX88 91" 458V71 4/BX54 oF 458249 5/BX64 67" 459C68 6/BX74 ta 459F79 
2/BX90 93" 458V72 4/BX57 60" 458252 5/BX65 68" 459C69 6/BX75 78" 459F80 
2/BX93 96" 458V73 4/BX58 61" 458253 5/BX66 69" 459C70 6/BX77 80" 459F81 
2/BX95 98" 458V74 4/BX59 62" 458254 5/BX67 vy 459C71 6/BX78 81" 459F82 
2/BX99 102" 458V76 4/BX60 63" 458255 5/BX68 71" 459C72 6/BX79 82" 459F83 
2/BX100 103" 458V12 4/BX61 64" 458256 5/BX70 3 459C73 6/BX80 83" 459F84 
2/BX108 111" 459G57 4/BX63 66" 458258 5/BX71 74" 459C74 6/BX81 84" 459F85 
2/BX110 113" 458V15 4/BX64 67" 458259 5/BX72 15, 459C75 6/BX82 85" 459F86 
2/BX112 115 459G58 4/BX65 68" 458260 5/BX73 76" 459076 6/BX83 86" 459F87 
2/BX120 123° 459G59 4/BX66 69" 458261 5/BX74 Li 459C77 6/BX85 88" 459F88 
2/BX128 131. 459G60 4/BX67 70" 458262 5/BX75 ie 459C78 6/BX87 90" 459F89 
BX 3 Rib (1°%6" Top Width by 132" Thick) 4/BX68 71" 458263 5/BX77 80" 459C79 6/BX90 93" 459F90 
3/BX46 49" 458X38 4/BX70 is 458264 5/BX78 81" 459C80 6/BX93 96" 459F91 
3/BX48 51" 458X39 4/BX71 74" 458265 5/BX79 82" 459C81 6/BX95 98" 459F92 
3/BX50 oo 458X40 4/BX72 ‘ey 458266 5/BX80 83" 459C82 6/BX97 100" 459F93 
3/BX52 55° 458X41 4/BX73 76" 458267 5/BX81 84" 459C83 6/BX99 102" 459F94 
3/BX53 56" 458X42 4/BX74 it 458268 5/BX82 85" 459084 6/BX100 103" 459F36 
3/BX54 57° 458X43 4/BX75 78" 458269 5/BX83 86" 459C85 6/BX108 111" 459F39 
3/BX57 60" 458X46 4/BX77 80" 458270 5/BX85 88" 459C86 
3/BX58 61" 458X47 4/BX78 81" 458271 5/BX87 90" 459C87 
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GRAINGER CHOICE° POWER TRANSMISSION 
Find the wy. Find Solutions. Find Great Prices. V-Belts & Accessories 


a» 








Metric Raw-Edge Cogged V-Belts 


Suitable for industrial applications such as textile mills, machine applications, and food processing, where 
metric cross sections are required. Manufactured to tolerances set by the ARPM (Association of Rubber 
Products Manufacturers). SPA, SPB, SPC, and XPC belt types are available on Grainger.com®. 





Industry Outside Item Industry Outside Item Industry Outside Item Industry Outside Item 
No. L No. No. L 0. No. L No. No. L 0. 
XPZ (10mm Top Width by 8mm Thick) XPZ (10mm Top Width by 8mm Thick) (Cont.) XPA (13mm Top Width by 10mm Thick) (Cont.) |= XPA (13mm Top Width by 10mm Thick) (Cont.) 
XPZ630 630mm 1NKH2 XPZ1537 1537mm 1NKA9 XPA1432 1432mm 1NJU9 XPA2682 2682mm 1NKE1 
XPZ737 737mm 1NJX7 XPZ1562 1562mm 1INJY4 XPA1457 1457mm 1NJW1 XPA2800 2800mm 1INJY9 
XPZ787 787mm 1NJU4 XPZ1587 1587mm 1NKA6 XPA1500 1500mm 1INJV3 XPA2882 2882mm 1NKE8 
XPZ850 850mm 1NKB4 XPZ1700 1700mm 1NJP5 XPA1532 1532mm 1NKA1 XPA3000 3000mm 1NKA3 
XPZ862 862mm 1NKG6 XPZ1737 1737mm 1NKH8 XPA1550 1550mm 1INKF7 | XPB (17mm Top Width by 13mm Thick) 
XPZ925 925mm 1NJZ4 XPZ1750 1750mm 1NKE2 XPA1582 1582mm 1NKE6 XPB1250 1250mm 1NJZ8 
XPZ937 937mm 1NKE3 XPZ1800 1800mm 1NJZ3 XPA1600 1600mm 1NJT4 XPB1320 1320mm 1NKF9 
XPZ950 950mm 1INJP8 XPZ1837 1837mm 1NJX6 XPA1632 1632mm 1NJN7 XPB1340 1340mm 1NKH9 
XPZ962 962mm 1INKF2 XPZ1862 1862mm 1NJT1 XPA1657 1657mm 1NKF6 XPB1450 1450mm 1NKH4 
XPZ987 987mm 1NJX3 XPZ1900 1900mm 1INJU2 XPA1700 1700mm 1NJR6 XPB1500 1500mm 1NJU8 
XPZ1012 1012mm 1NJW5 XPZ1950 1950mm 1INJR9 XPA1732 1732mm 1INKF4 XPB1590 1590mm 1NJZ1 
XPZ1024 1024mm 1NKD8 XPZ2000 2000mm 1NJT2 XPA1757 1757mm 1NKG2 XPB1627 1627mm 1NKJ9 
XPZ1060 1060mm 1NJW6 XPZ2120 2120mm 1NJT9 XPA1782 1782mm 1NKD4 XPB1700 1700mm 1NJP6 
XPZ1087 1087mm 1NKE5 XPZ2240 2240mm 1NKB1 XPA1800 1800mm 1NJR7 XPB1800 1800mm 1INJR2 
XPZ1120 1120mm 1INJV8 XPZ2500 2500mm 1NKG7 XPA1832 1832mm 1NJU7 XPB1900 1900mm 1NJR5 
XPZ1137 1137mm 1NJY1 | XPA (13mm Top Width by 10mm Thick) XPA1857 1857mm 1NKG1 XPB2000 2000mm 1NJT6 
XPZ1150 1150mm 1NKC8 XPA1000 1000mm 1NJV4 XPA1882 1882mm 1NJV1 XPB2020 2020mm 1NKD1 
XPZ1180 1180mm 1NJR4 XPA1032 1032mm 1NJV7 XPA1900 1900mm 1NJT5 XPB2120 2120mm 1NJR1 
XPZ1187 1187mm 1NKB8 XPA1060 1060mm 1NJN8 XPA1932 1932mm 1NKD3 XPB2150 2150mm 1NKB6 
XPZ1202 1202mm 1NKB5 XPA1120 1120mm 1INJV2 XPA1950 1950mm 1NKH1 XPB2180 2180mm 1NKF5 
XPZ1212 1212mm INJY8 XPA1150 1150mm INJV5 XPA1982 1982mm 1NKH5 XPB2240 2240mm 1INJP9 
XPZ1250 1250mm 1NKA8 XPA1157 1157mm 1NKJ4 XPA2000 2000mm 1NJU6 XPB2280 2280mm 1NKG4 
XPZ1270 1270mm 1INKA2 XPA1180 1180mm 1NKA4 XPA2120 2120mm 1NJT7 XPB2300 2300mm 1INJX2 
XPZ1287 1287mm 1NKG3 XPA1207 1207mm 1NJZ5 XPA2132 2132mm 1NKA5 XPB2360 2360mm 1NJP4 
XPZ1312 1312mm 1NJR3 XPA1232 1232mm 1NJZ6 XPA2182 2182mm 1NKB9 XPB2410 2410mm 1NJX1 
XPZ1320 1320mm 1NJX8 XPA1250 1250mm 1INJV9 XPA2240 2240mm 1NKC7 XPB2500 2500mm 1INJP2 
XPZ1340 1340mm 1NKE4 XPA1257 1257mm 1INKF1 XPA2300 2300mm 1NKB3 XPB2530 2530mm 1NKA7 
XPZ1400 1400mm 1NJT3 XPA1307 1307mm 1NJW8 XPA2360 2360mm 1INJP3 XPB2650 2650mm 1NJP1 
XPZ1450 1450mm 1NKC6 XPA1320 1320mm 1NKC1 XPA2382 2382mm 1INKK2 XPB2680 2680mm 1NKD2 
XPZ1462 1462mm 1NKC2 XPA1357 1357mm 1NKB2 XPA2500 2900mm INJY2 XPB2800 2800mm 1NJP7 
XPZ1500 1500mm 1NKD5 XPA1400 1400mm 1NJU1 XPA2650 2650mm 1NJX9 XPB3000 3000mm 1NJR8 
XPZ1512 1512mm 1NKC3 


Micro Ribbed V-Belts *« , 
Dayton 
for Compressors mane 


6-rib belts for many Dayton®, Speedaire®, and other 
brand compressors. High tensile strength; oil and heat 
resistant. Manufactured to tolerances set by the ARPM 
(Association of Rubber Products Manufacturers). 






No. 
SHEUS 





* ; . 
Industr To Outside Item 
Day’ fon No. : Width L No. 
410J6 Ye 41" 3X707 
= 460J6 Ae 46" 3X655 
Variable Speed Belts 490J6 Ti 4g 3542 


Oil- and heat-resistant top cover for dimensional 

stability. Use with belt systems that have smaller 

pulleys, wide speed ranges, high-horsepower 

demands, or high-heat applications. Manufactured 

to tolerances set by the ARPM (Association of C 








Rubber Products Manufacturers). SN Y — 
Industry Top Outside Item | Fadenasatonsnogeaucauesauaanatsaunassaptasesacenaqanccedsssqnuetazsnateas ” CG esses 3») . | 
No. Width L No. Me. SRGKS 
1228V255 Yq" 26" 3HEU3 No. GAGK6 
1422V290 75 29 1," 3HEU4 
1626V290 if 291" 3HEUS 
1922V277 iE 281%0"  3HEUB wry See 
1922V298 16 301942" 3HEU7 ; 3 {y" 
1922V338 1/6" 34199" 3HEU8 PowerDrive Gp No. GAGK7 : 
1922V363 1%6 362952" 3HEUS 
1922V386 1%6 39/4" 3HEV1 Tex 
1922V403 1%6' 402942" 3HEV2 1B Wood = 
1922V426 1/6 43 V4' 3HEV3 
1922V443 1/6 4429;9" 3HEV4 7 
3 u u 
igo0vaed AV ‘7a | W-Belt Accessories 
ose ao es ae Wall Rack—36"L with mounting holes and 

16 ' ' 1 TT 
1999604 V6" BT" 3HEVO includes six 6" hooks. Not for V-belts over 72"L. 
2230V273 13" 28" 3HEW1 ; 

3930075 1H Dave 3HEW2 Rule—Aluminum slide adjustment and measures No. 10Y311 
2230V345 134" 35%52" 3HEW3 (3L, 4L, 5L, A, B, 3V, and 5V) V-belts up to 100". 

2322V441 1/6 4435/4" SHEW4 With mounting holes. 

2322V481 T/6 482952" 3HEW5 

oe ae Aner ae Tension Checker—Compact, spring-loaded. ; 

16 32 : " " em 
2426V343 17" 35" 3HEW8 Adjustable for 10" to 170" belt span and up to 35 Description Brand No. 
2428V345 1%" 354" 3HEW9 lb. of tension. Wall Rack Power Drive 6AGK5 
2430V345 1H" 35 V4" 3HEX1 Rule Power Drive GAGK6 
2430V354 1%" 36942" 3HEX2 Sheave Groove Gauge—Handy tool lets you Tension Checker Power Drive 6AGK7 
2830V363 14" 37 VA SHEXS quickly check belt section and sheave groove wear. _Sheave Groove Gauge TB Woods 10311 
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POWER TRANSMISSION 
Timing Belts 


Scan. Order. Done. 
Details on page A1. 








No. 1DHH8 


No. of Pitch 
Teeth Length 
XL ¥%" Pitch 14" Wide 
30 6 
35 ig 
40 8" 
45 g" 
50 10 
99 11 
60 12 
65 13 
70 14 
fa 15 
80 16 
85 17 
90 18 
95 19 
100 20 
105 al 
110 22 
115 23° 
120 24" 
125 25° 
130 26" 
XL 1%" Pitch ¥" Wide 
30 6" 
35 és 
40 8" 
45 g" 
50 10" 
e}e) 11" 
60 12. 
65 1s 
70 14" 
(ie eh 
80 16" 
85 Fas 
90 18" 
95 19" 
100 20" 
105 21" 
110 22° 
115 23° 
120 24" 
125 20° 
130 26" 
L %" Pitch 12" Wide 
33 12.375) 
40 15° 
50 18.75 
96 21 
60 220 
64 24 
68 20:0 
12 ai" 
76 28.5 
80 30: 
86 220: 
92 34.5 
98 36.75" 
104 39" 
112 42" 
120 45" 
128 48" 
136 51 
144 04" 
160 60" 
L 3%" Pitch 1" Wide 
33 12.375" 
40 15: 
50 16.75" 
56 21" 
60 22.0 
64 24 
68 20.0 
72 are 
76 28.5 
80 30" 
86 02.20 
92 34.5 
98 o6./0° 
104 39" 
112 42" 
120 45" 
128 48" 
136 51” 
144 04" 
160 60" 
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Timing Belts afDayton] 
= XL, H,L, and HT Series 

= For timing belt pulleys, see page 114 

Quiet operating, low-maintenance synchronous timing belts ensure nonslip, positive performance with low 


tension requirements. 
Note: 50mm, 85mm, and 115mm wide timing belts are available on Grainger.com®; search for "timing belts" and Filter Results by 


desired width. 
Industry Item No. of Pitch Industry Item 
No. No. Teeth Length No. No. 
H 12" Pitch 1" Wide 
60XL025 1DHE7 48 24" 240H100 1DHR8 
70XL025 1DHE8 54 ar 270H100 1DHR9 
80XL025 1DHE9 60 30" 300H100 1DHT1 
90XL025 1DHF1 66 3a 330H100 1DHT2 
100XL025 1DHF2 72 36" 360H100 1DHT3 
110XL025 1DHF3 78 39" 390H100 1DHT4 
120XL025 1DHF4 84 42" 420H100 1DHT5 
130XL025 1DHF5 90 45" 450H100 1DHT6 
140XL025 1DHF6 96 48" 480H100 1DHT7 
150XL025 1DHF7 102 oe 510H100 1DHT8 
160XL025 1DHF8 108 54" 540H100 1DHT9 
170XL025 1DHF9 114 5c 5/0H100 1DHU1 
180XL025 1DHG1 120 60" 600H100 1DHU2 
190XL025 1DHG2 126 63 630H100 1DHU3 
200XL025 1DHG3 132 66" 660H100 1DHU4 
210XL025 1DHG4 140 70" 700H100 1DHU5 
220XL025 1DHG5 HT 8mm Pitch 20mm Wide 
230XL025 1DHG6 60 480mm 4808M20 1DHU6 
240XL025 1DHG7 70 560mm 5608M20 1DHV1 
250XL025 1DHG8 fi 600mm 6008M20 1DHV5 
260XL025 1DHG9 80 640mm 6408M20 1DHV9 
90 720mm 7208M20 1DHW4 
60XL037 1DHH1 100 800mm 8008M20 1DHW8 
70XL037 1DHH2 110 880mm 8808M20 1LVR7 
80XL037 1DHH3 120 960mm 9608M20 1LVT2 
90XL037 1DHH4 130 1040mm 10408M20 1LVT6 
100XL037 1DHH5 140 1120mm 11208M20 1LVU1 
110XL037 1DHH6 150 1200mm 12008M20 1LVU5 
120XL037 1DHH7 160 1280mm 12808M20 1LVU9 
130XL037 1DHH8 180 1440mm 14408M20 1LVX4 
140XL037 1DHH9 200 1600mm 16008M20 1LVX8 
150XL037 1DHJ1 220 1760mm 17608M20 1LVZ3 
160XL037 1DHJ2 225 1800mm 18008M20 1LVZ7 
170XL037 1DHJ3 250 2000mm 20008M20 1LWA2 
180XL037 1DHJ4 HT 8mm Pitch 30mm Wide 
190XL037 1DHJ5 60 480mm 4808M30 1DHU7 
200XL037 1DHJ6 70 560mm 5608M30 1DHV2 
210XL037 1DHJ7 ‘eC 600mm 6008M30 1DHV6 
220XL037 1DHJ8 80 640mm 6408M30 1DHW1 
230XL037 1DHJ9 90 720mm 7208M30 1DHW5 
240XL037 1DHK1 100 800mm 8008M30 1DHW9 
250XL037 1DHK2 110 880mm 8808M30 1LVR8 
260XL037 1DHK3 120 960mm 9608M30 1LVT3 
130 1040mm 10408M30 1LVT7 
124L050 1DHK4 140 1120mm 11208M30 1LVU2 
150L050 1DHK5 150 1200mm 12008M30 1LVU6 
187L050 1DHK6 160 1280mm 12808M30 1LVX1 
210L050 1DHK7 180 1440mm 14408M30 1LVX5 
225L050 1DHK8 200 1600mm 16008M30 1LVX9 
240L050 1DHK9 220 1760mm 17608M30 1LVZ4 
255L050 1DHL1 225 1800mm 18008M30 1LVZ8 
270L050 1DHL2 250 2000mm 20008M30 1LWA3 
285L050 1DHL3 HT 14mm Pitch 40mm Wide 
300L050 1DHL4 85 1190mm 119014M40 1LWB5 
322L050 1DHL5 100 1400mm 140014M40 1LWB9 
345L050 1DHL6 115 1610mm 161014M40 1LWC4 
367L050 1DHL7 127 1778mm 177814M40 1LWC8 
390L050 1DHL8 135 1890mm 189014M40 1LWD3 
420L050 1DHL9 150 2100mm 210014M40 1LWD7 
450L050 1DHN1 165 2310mm 231014M40 1LWE2 
480L050 1DHN2 175 2450mm 245014M40 1LWE6 
510L050 1DHN3 185 2090mm 259014M40 1LWF1 
540L050 1DHN4 200 2800mm 280014M40 1LWF5 
600L050 1DHN5 220 3150mm 315014M40 1LWF9 
250 3500mm 350014M40 1LWG4 
124L100 1DHN6 210 3850mm 385014M40 1LWG8 
150L100 1DHN7 HT 14mm Pitch 55mm Wide 
187L100 1DHN8 85 1190mm 119014M55 1LWB6 
210L100 1DHN9 100 1400mm 140014M55 1LWC1 
225L100 1DHP1 115 1610mm 161014M55 1LWC5 
240L100 1DHP2 150 2100mm 210014M55 1LWD8 
259L100 1DHP3 165 2310mm 231014M55 1LWE3 
270L100 1DHP4 175 2450mm 245014M55 1LWE7 
285L100 1DHP5 185 2590mm 259014M55 1LWF2 
300L100 1DHP6 200 2800mm 280014M55 1LWF6 
322L100 1DHP7 229 3150mm 315014M55 1LWG1 
345L100 1DHP8 210 3850mm 385014M55 1LWG9 
367L100 1DHP9 
390L100 1DHR1 
420L100 1DHR2 
450L100 1DHR3 
480L100 1DHR4 
510L100 1DHR5 
540L100 1DHR6 
600L100 1DHR7 
Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Conti® Dual 
Falcon Pd Synchrochain Hi-Performance Pd 
Carbon 





Hawk Pd 


. «4, Conti® Synchrochain Carbon—Developed for extreme applications that 
Timin Belis @ntinental require reliable transmission of large power outputs, high torques, and high 
¢ Contitech Speeds, or with high dynamic stressing. Belts allow reverse flexing in multipulley 
= 8mm pitch drives. Compatible with other heavy-duty profiles. 


= Or MING Del: Pulleys; Seepage 124 Hawk Pd®—universal-profile belts made with advanced compounded materials 


Versatile positive drive belts combine the advantages of V-belts with chain and are designed to fit the majority of high-capacity synchronous drive requirements. 
gear for power transmission belting that is efficient and precisely accurate. They 


are engineered to be adaptable to almost any type of drive, from printers to Note: 85mm Hawk Pa timing belts are available on Grainger.com®. 

heavy industrial milling machines and grinders. Dual Hi-Performance Pd® —Double-sided belts provide compactness and 
Falcon Pd®—Designed to handle applications with increased horsepower and greater horsepower capacity in precision drives with synchronized babel 
low torque, as well as those requiring backside idlers. High-grade rubber blend ‘tation drive shafts. Specialty rubber compound has excellent oil, heat, ozone, 
compound is formulated to resist tooth deformity, increase tooth rigidity, and and abrasion resistance, for extended belt life. 


withstand much higher temperatures than polyurethane belts. Note: Additional size Continental ContiTech timing belts are available on Grainger.com®. 
12mm 21mm 36mm 20mm 30mm 50mm 
WIDE WIDE WIDE WIDE WIDE WIDE 
No. of Pitch Mfr. Item Item Item No. of Pitch Mfr. Item Item Item 
Teeth Length Model* No. No. No. Teeth Length Model* No. No. No. 
Falcon Pd® Hawk Pd® 
80 640mm 8GTR-640 2UVY8 2UVY9 2UVZ1 75 600mm 600 8M 2UVL4 2UVL5 2UVL6 
90 720mm 8GTR-720 2UVZ2 2UVZ3 2UVZ4 80 640mm 640 8M 2UVL8 2UVL9 2UVN1 
100 800mm 8GTR-800 2UVZ5 2UVZ6 2UVZ7 90 720mm 720 8M 2UVN3 2UVN4 2UVN5 
112 896mm 8GTR-896 2UVZ8 2UVZ9 2UWA1 100 800mm 800 8M 2UVN7 2UVN8 2UVN9 
125 1000mm 8GTR-1000 2UVP6 2UVP7 2UVP8 110 880mm 880 8M 2UVP2 2UVP3 2UVP4 
140 1120mm 8GTR-1120 2UVP9 2UVR1 2UVR2 120 960mm 960 8M 2UWA2 2UWA3 2UWA4 
150 1200mm 8GTR-1200 2UVR3 2UVR4 2UVR5 130 1040mm 1040 8M 2UVF3 2UVF4 2UVF5 
160 1280mm 8GTR-1280 2UVR6 2UVR7 2UVR8 140 1120mm 1120 8M 2UVF7 2UVF8 2UVF9 
180 1440mm 8GTR-1440 2UVR9 2UVT1 2UVT2 150 1200mm 1200 8M 2UVG2 2UVG3 2UVG4 
200 1600mm 8GTR-1600 2UVT3 2UVT4 2UVT5 160 1280mm 1280 8M 2UVG6 2UVG7 2UVG8 
224 1792mm 8GTR-1792 2UVT6 2UVT7 2UVT8 180 1440mm 1440 8M 2UVH1 2ZRU5 2UVH2 
250 2000mm 8GTR-2000 2UVT9 2UVU1 2UVU2 200 1600mm 1600 8M 2UVH4 2UVH5 2UVH6 
280 2240mm 8GTR-2240 2UVU3 2UVU4 2UVU5 220 1760mm 1760 8M 2UVH8 2UVH9 2UVJ1 
300 2400mm 8GTR-2400 2UVU6 2UVU7 2UVU8 225 1800mm 1800 8M 2UVJ3 2UVJ4 2UVJ5 
alo 2520mm 8GTR-2520 2UVU9 2UVX1 2UVX2 250 2000mm 2000 8M 2UVJ7 2UVJ8 2UVJ9 
355 2840mm 8GTR-2840 2UVX3 2UVX4 2UVX5 300 2400mm 2400 8M 2UVK2 2UVK3 2UVK4 
400 3200mm 8GTR-3200 2UVX6 2UVX7 2UVX8 325 2600mm 2600 8M 2UVK6 2UVK7 2UVK8 
450 3600mm 8GTR-3600 2UVX9 2UVY1 2UVY2 350 2800mm 2800 8M 2UVL1 2UVL2 2UWP7 
560 4480mm 8GTR-4480 2UVY6 2UVY7 — WIDE WIDE WIDE 
12mm 21mm 36mm No. of Pitch Mfr. Item Item Item 
WIDE WIDE WIDE Teeth Length Model* No. No. No. 
No. of Pitch Mfr. ltem Item ltem Dual Hi-Performance Pd® 
Teeth Length Model* No. No. No. 90 720mm D720 8M 2UWF1 _ _ 
Conti® Synchrochain Carbon 100 800mm D800 8M — 2UWF2 — 
80 640mm CTD8M-640 39GC56 = 39GD55 | 39GC15 120 960mm D960 8M — 2UWF3 — 
90 720mm CTD8M-720 39GC66 39GC64 | 39GC45 130 1040mm D1040 8M 2UWA6 — — 
100 800mm CTD8M-800 39GD03 | 39GC80 | 39GC53 140 1120mm D1120 8M — 2UWA7 — 
112 896mm CTD8M-896 39GC40  § 39GD46 | 39GC31 150 1200mm D1200 8M — 2UWA8 — 
125 1000mm CTD8M-1000 39GC41 39GC29 §=39GD23 160 1280mm D1280 8M — 2UWA9 — 
140 1120mm CTD8M-1120 39GD39 | 39GD41 39GD26 180 1440mm D1440 8M 2UWC1 2UWC2 2UWC3 
150 1200mm CTD8M-1200 39GD91 39GC81 39GD12 200 1600mm D1600 8M 2UWC4 2UWC5 2UWC6 
160 1280mm CTD8M-1280 39GD06 | 39GC96 | 39GD57 220 1760mm D1760 8M — 2UWC8 2UWC9 
180 1440mm CTD8M-1440 39GD80 | 39GC57 | 39GD44 225 1800mm D1800 8M 2UWD2 2UWD3 — 
200 1600mm CTD8M-1600 39GC86 | 39GD77 | 39GD69 250 2000mm D2000 8M — 2UWD5 — 
224 1792mm CTD8M-1792 39GD27 | 39GC59 | 39GD97 300 2400mm D2400 8M 2UWD6 2UWD7 2UWD8 
250 2000mm CTD8M-2000 39GC89 | 39GC62 | 39GD61 325 2600mm D2600 8M — 2UWD9 2UWE1 
280 2240mm CTD8M-2240 39GD92 | 39GC92 39GD90 350 2800mm D2800 8M 2UWE2 2UWE3 2UWE4 
300 2400mm CTD8M-2400 39GD30 | 39GC39 | 39GC99 381 3048mm D3048 8M — — 2UWE5 
g15 2520mm CTD8M-2520 39GD67 | 39GC42 | 39GD36 410 3280mm D3280 8M — — 2UWE7 
ooo 2840mm CTD8M-2840 39GC28 | 39GD49 | 39GC60 450 3600mm D3600 8M — 2UWE8 2UWE9 
400 3200mm CTD8M-3200 39GD79 | 39GC13 39GC20 * To complete Mfr. Model No., add millimeter width. 
450 3600mm CTD8M-3600 39GC73 | 39GD56 | 39GD21 
500 4000mm CTD8M-4000 39GC69 | 39GD73 | 39GD66 


FIND MORE ONLINE 


Can’t find it here? Go to Grainger.com® today to see our 
full selection of over 1.7 million products and the services 
and solutions to help you get it done! 
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POWER TRANSMISSION 
Round Belting & Welding Kits 





Hollow Core = Solid Core Solid Core 





No. 15V470 No. 15V482 Reinforced 
No. 15V503 
Solid Core Metal- 
Detectable 
No. 30D659 
>< Fenner Drives’ 


Connector 
No. 15V476 


Eagle® Round Belting 


= Temp. range: -22° to 150°F 

= Sold in 100-ft. lengths 

Polyurethane belts can be cut to required length; weld endless or use 
connectors for hollow-core belts to extend length. Smooth belts are FDA 
compliant. Solid-core metal-detectable belting is used in food processing and 
pharmaceutical applications. 


Min. Mfr. Item Min. Mfr. Item 
Dia. Pulley Dia. Model No. Dia. Pulley Dia. Model No. 
Hollow Core Solid Core (Cont.) 


Clear, Smooth, Shore A 85 Green, Rough, Shore A 89 
a6" 2 4934009 15V470 2mm yy" 4905302 15V506 
Va" 21" 4934012 15471 3mm ii 4905303 15V507 
6" a 4934015  15V472 4mm 17/6" 4905304 15V508 
x" 31" 4934018 15V473 5mm 13/4" 4905305 15V509 
i" AY," 4934024 = 15V474 6mm 21," 4905306  15V510 
if" 5Y5" 4934030  15V475 7mm 21" 4905307. = 15V511 
Yellow, Smooth, Shore A 85 8mm 25%" 4905308 15V512 
je" my 4934021 15V465 10mm 314" 4905310 15V513 
Va" 21," 4934022 15V466 12mm AV," 4905312 15V514 
Ae" 3" 4934023  15V467 15mm 5 YA" 4905315  15V515 
34" 3" 4934025 15V468 Solid Core Reinforced 
Y," 4Y," 4934026 15V469 Orange, Smooth, Shore A 85 
Solid Core Va" 2" 4940058  15V503 
Orange, Smooth, Shore A 85 V6" 3" 4940059 15V504 
Ha" 4" 1032003 15482 3" 394" 4940060  15V505 
Ye" 15/6" 1032004 15V483 Solid Core Metal-Detectable 
a6" 1%" 1032006  15V484 Blue, Smooth, Shore A 80 
Va" a 1032008 15V485 a6" 1/6" 4941100  30D659 
6" 21" 1032010  15V486 Va" 13%" 4941101  30D660 
i" a 1032012 15487 Ae" 236" 4941102  30D661 
i" 4" 1032016  15V488 3" 25" 4941103  30D662 
6" AY," 1032018 15489 Pkg. Mfr. Item 
if 5" 1032020  15V490 Dia. Qty. Model No. 
mS ‘ & si x wee 15V491 Aluminum Round Belt Connectors, 
ear, Smooth, Shore F ith Holl Belt 
HQ" 1 4907003  15V492 a - 5 - arta 15V476 
i 17" 4907006  15V493 Vj" 25 LO4CON6S 15V477 
6" 17%" 4907009 15V494 Ae" 25 LO4CON8S  15V478 
Va" DY," 4907012 15495 I 20 LO4CON10S 15479 
6" 314" 4907015 15V496 7" 20 LO4CON13S 15480 
Hf" 394" 4907018  15V/497 of 15 4935030  15V481 
i" 5" 4907024 15V498 
6" 55," 4907027. 15499 
i" 6 YA" 4907030  15V501 
3/4" 7V" 4907033  15V502 
a 
oie - 
‘'s 
hw Ls t = a, = * = 
VY, = an? eee ee) 
>< Fenner Drives ae 
Overall Mfr. Item 
® i Length Model No. 
i Twisted 6" 5050003 19RT86 
- 10%" 5050015 19RT98 
Ings 105’ 5050004 19RT94 
= Clear, smooth texture, ae aaTT aut 
Shore A 85 hardness 5 S500 {9RT9O 
= Sold in packages of 50 12%" 5050005 19RT87 
; , 123" 5050002 19RT92 
Quick-connect polyurethane twisted 197% 5050006 {9RT88 
O-rings are a great fast-fit solution 13" 5050007 19RT89 
for live roller conveyors. No need to ae pede ay 
" ' - Z 
dismantle drive components, provid- 139% 5050014 {9RTO6 
ing an easy way to avoid system 14" 5050008 19RT93 
downtime. Metal hooks are included. 14%7" 9050010 19RT91 
108 GRAINGER. 
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Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. = 





a> 


Round Endless Belts 
= -30° to 140°F 

Allow minimal stretch and have no splice, making them extra durable and 
efficient. Made from rubber with nylon reinforcement cords and designed 
for 1-quarter turn or twisted drives where more than an O-ring is required. 
Also suitable for serpentine drives, power turn and line shaft conveyors, and 
commercial sewing machines. 





Inside Min. Mfr. Item 
Dia. Length Pulley Dia. Model No. 
Reinforced Gum Rubber, Black, Shore A 80 

yp" 36" 88201234 1NKL7 
98" 3" 88201486 1INKK4 
The 34" 88201835 1INKL4 
17% 88202008 1NKL9 
166" 88203491 1INKN4 
176" 88203492 INKN5 
190" 88203493 1INKN2 
200" 88203469 1NKL8 
210° 88203486 1NKL3 
233. 88203470 1NKK7 
250" 88203494 INKK5 
2/0" 88203471 1INKK6 
Ae" 308" 513/30" 88203472 1INKK9 
got" 88203473 1NKL2 
345" 88203495 1NKL5 

386" 88203474 1NKL1 
416" 88203475 1NKL6 
447" 88203484 1NKN1 
465" 88203476 INKN3 
564" 88203477 1NKK8 
660" 88203478 1INKN6 

>< Fenner Drives 


Eagle® Cordless 
Belt Welding Kit 


Freestyle cordless welder is powered by 2 rechargeable batteries to complete 
up to 30 welds per charge. Features built-in profile clamping dies for both round 
and V belt profiles. Kit includes cordless welder, flat plate adapters, battery 
charger, 4 NiMH D batteries, cutting shears, flash cutters, blade release tape, 
and tool bag. 


Mfr. Item 
Description Model No. 
Used for Round and V-Belts 5700539 5HYN7 


FACILITY AUDIT 


The Grainger Energy Services 
Team is your resource to help 
identify and implement efficient 


energy solutions for your business. 
Schedule your facility audit to 
learn how much you can save with 
Grainger Energy Services. 


> Visit grainger.com/energyservices 
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GRAINGER CHOICE”° POWER TRANSMISSION 
Find the we. Find Solutions. Find Great Prices. V-Belt Pulleys 








Variable-Pitch Adjustable Die-Cast V-Belt Pulleys ae 


GLOBAL LEADERS! 
180 9001: 2008 CERTIFIED 








=» Zamak/zinc alloy BORE DIA. | 
= Solid construction oe | en 
Outside D B te Oh D Bel P oh D model No Ne 
icinn- i i utside Dia. elt Pitch Dia. elt Pitch Dia. odel* 0. 0. 
Pr eoten machined threaded maund 3.5 in 2.4 in to 3.4 in 2.9 in to 3.5 in VP350 1L844 1L845 
sections provide as much as 30% down- 3.25 in 21 in to 3.1 in 24 in to 3.2 in Vp325 54XM75 = 
j in ni j j /5 in .6 in to 3.6 in .1 in to 3.7 in fo 1L846 — 
ward adjustment in pitch dia. for setting 4.0in 2.9 in to 3.9 in 3.2 in to 4.0 in VP400 3LC27 | 54XM95 No. 
precise speed. Furnished with socket- 45in 3.3 in to 4.3 in 3.7 in to 4.5 in VP450 3LC29 | 3LC30 54XM75 
head setscrews. * To complete Mfr. Model, add X050 for 2" bore dia. and XO62KW for Ys" bore dia. 
Variable-Pitch Fixed-Bore : 
TB Wood's: 
Cast-lron V-Belt Pulleys Incorporated 
= Solid construction Adjust by loosening setscrews in hubs, turning threaded flange to 
desired setting, and then retightening setscrews. Standard keyway, 
see chart on this page. /2" bore dia. has no keyway. 
BORE DIA. 
Y" 3g" x," yy" 1" 1 Yo" 1 3g" 1 5" 
Outside 3L Belt 4L, A, or AX 5L, B, or BX 5V Belt Mfr. Item Item Item Item Item Item Item Item 
Dia. Pitch Dia. Belt Pitch Dia. Belt Pitch Dia. Pitch Dia. Model* No. No. No. No. No. No. No. No. 
Single Groove 
2.58" 1.79" to 2.44 — — — {VP25 5UHP5 | 5UHP6 — — — — — — 
2.87" 1.87" to 2.69" — — — {VP30 5UHP7 | 5UHP8 — — — — — — 
3.15" 2.08" to 2.90" | 2.32"to 3.04" | 2.78" to 3.19" — {VP34 5UHP9 | 5UHR1 | 5UHRO | 5UHR2 — — — — 
3.75" 2.26" to 3.18" | 2.39" to 3.62" | 2.95"to 3.77" — {VP40 5UHR3 | 5UHR5 | 5UHR4 | 5UHR6 — — — — 
415" 2.66" to 3.58" | 2.79" to 4.02" | 3.35"to 4.17" — {VP44 5UHRO | 5UHT1 5UHTO 5UHT2 | 5UHR7 | 5UHR8 — — 
475" 3.26"to 4.18" | 3.39" to 4.62" | 3.95"to 4.77" — {VP50 5UHT5 5UHT7 5UHT6 5UHTS 5UHT3 5UHT4 — — 
5.35" 3.86" to 4.78" | 3.49" to 5.22" | 4.55"to 5.37" — {VP56 5UHU1 5UHU3 | 5UHU2 | 5SUHU4 | 5UHT9 | 5UHUO — — 
5.95" 4.46" to 5.38" | 4.59" to 5.82" | 5.15"to 5.97" | 5.07"to 5.87" {VP62 — 5UHV1 — 5UHV2 | 5UHU8 | 5UHU9 | SUHVO — 
6.00" — 4.12" to 5.85" | 4.68" to 5.91" — {VP60 — 52YP80 — 5UHU7 — 5UHU5 | 5UHU6 — 
6.50" — 4.62" to 5.85" | 5.18" to 6.41" | 5.10" to 6.33" {VP65 — — — 5UHV5 — 5UHV3 | 5SUHV4 — 
6.55" 5.06" to 5.98" | 5.19" to 6.42" | 5.75"to 6.57" | 5.67"to 6.49" {VP68 — — — 5UHV9 | S5SUHV6 | S5UHV7 | 5SUHV8 — 
7.10" — 5.22" to 6.45" | 5.78"to 7.01" | 5.70" to 6.93" {VP71 — — — 5UHW2 — 5UHWO | SUHW1 — 
x 7.50" — 5.62" to 6.85" | 6.18"to 7.41" | 6.10" to 7.33" {VP75 — — — 5UHW5 — 5UHW3 | 5SUHW4 — 
roove 
3.35" 2.27'to 2.78" | 2.50'to 3.22 | 2.76' to 3.3/7" — 2VP36 — 5UHW7 | 5UHW6 | 5SUHW8 — — — — 
3.35" 2.58" to 2.78" | 3.02" to 3.22 | 3.17/"to 3.37" — 2VP36 — — — — — 52YP81 — — 
3.95" 2.46" to 3.38" | 2.70" to 3.82" | 3.15"to 3.97" — 2VP42 — 5UHX1 — 5UHX2 | 5UHW9 | 5UHXO — — 
475" 3.26'to 4.18" | 3.37"to 4.62" | 3.95"to 4.77" — 2VP50 — 5UHX5 — 5UHX6 | 5UHX3 | 5UHX4 — — 
5.35" 3.86" to 4.78" | 3.99" to 5.22" | 4.55"to 5.37" — 2VP56 — — — 5UHX9 | 5UHX7 | 5UHX8 — — 
5.95" 446" 4.59" to 5.82" | 5.15"to 5.97" | 5.07" to 5.89" 2VP62 — — — — — 5UHYO | SUHY1 — 
6.50" — 4.62" to 5.85" | 5.18"to 6.41" | 5.10" to 6.33" 2VP65 — — — — — 5UHY2 | 5UHY3 | 5SUHY4 
6.55" 5.06" 5.19" to 6.42" | 5.75"to 6.57" | 5.67"to 6.48" 2VP68 — — — — — 6PFH6 5UHY5 — 
7.10" — 5.22" to 6.45" | 5.78"to 7.01" | 5.70" to 6.93" 2VP71 — — — — — 5UHY6 | 5UHY7 | 5UHY8 
7.50 5.62" to 6.85" | 6.18"to 7.41" | 6.10" to 7.33" 2VP75 — — — — — 5UHY9 | 5UHZO 5UHZ1 


00" — 
* To complete Mfr. Model, add Bore 


Fixed-Bore Die-Cast V-Belt Pulleys 


= Zamak/zinc alloy 


Precision sheaves have machined grooves and bores for high concentricity. Hollow-head setscrews. 6" dia. and larger are i 
spoke construction to further reduce weight. All bores above 2" (except No. 3X893) have keyways, see chart on this page. | ; 


S 
rt) 


la. 






BORE DIA. 
¥en Y" e" xs," i" 1" 1 35" 
Outside 3L Belt 4LorA Mfr. Item Item Item Item Item Item Item 
Dia. Pitch Dia. Belt Pitch Dia. Model* No. No. No. No. No. No. No. Solid 
Solid Construction : 
15" 1.35" CA0150 3X891 3X892 | 3X893 — — — — Construction 
2. 150° 135: CA0200 3X894 3X895 54XN25 3X897 — — — No. 54XN13 
2.25' 1.80" mld CA0225 — 3X898 54XN28 — — — — 
2.5. 2.05 2.30 CA0250 — 3X900 3X901 3X902 — — — 
210 2.30" 2.6 CA0275 3LC06 1L837 1L838 — — — — 
3" 250 2.00. CA0300 3LC08 3X903 54XM35 3X905 3LC09 54XM69 — 
3:5" 3:05: B00. CA0350 54XM65 | 54XN10 3X907 3X908 3L012 3LC010 — 
4" 350. 3.85" CA0400 3L014 54XN13 3X910 3X911 3L015 3LC013 — 
4.5" 4.05" 430. CA0450 — 3X912 3X913 54XN18 3L017 3LC016 — 
5 4.55" 4.85" CA0500 — 3X915 3X916 54XN01 3L019 3LC018 — 
Spoked Construction 
6" 5.55 5.85" CA0600 — 3X918 54XN03 54XN04 3LC20 3X921 — 
im 6.55" 6.85" CA0/00 — 3X922 3X923 — 3LC21 3X925 — 
8" (Es 1:05. CA0800 — 54XM36 | 54XM37 3X928 3LC22 54XM39 — 
Q" 8.55" 8.85" CA0900 — 3X930 3X931 3X932 3LC23 3X933 — 
10" 9.55" 9.85" CA1000 — 3X934 3X935 3X936 3KZ99 3X937 — 
11" 10.55" 10.85" CA1100 — — 1L839 1L840 — 1L841 — 
12" 1:55" 11.85" CA1200 — 3X938 54XM49 | 54XM50 3LC02 54XM51 — Spoked 
14" 13.55 13.00" CA1400 — — 54XM76 3X942 3LC03 3X943 54XM54 Construction * 
* To complete Mfr. Model, add X037 for ¥", add X050 for 12", add XO62KW for 4" (except 3X893 add X062), add XO75KW for 34", add X087KW for 7%", No. 3X918 : 
add X100KW for 1", and add X118KW for 136". zi — 


Standard Keyway and Setscrew Machining Guide 


Dia. of Keyseat Dia. of Dia. of Keyseat Dia. of 
Shaft Width x Depth Setscrew t Shaft Width x Depth Setscrew t 
V6 - As. 532 X Yea" #8-32' 3146-419" AX ee fa 
z re ans eh x Ae #1 vee a mA i x e. a 
gi= Ye: 16 X ¥32) 4 age” 728 2x Ya" i 
16-14" Ya x Ve" Ae 6% 6-/ Vor 'Y4 x Ze! ill 
Ie- 13" 6 X 2" Ae %|e-8'/6" 2 xls alk 
WAg-19/4" ex V6" ¥e" 9-101 6" 2Vp Xx 14" : 


{ 
1159/4 6-2 1/4" Yo x Ya" Ye" t Setscrew size may vary depending on hub wall thickness. As a general rule, the hub wall 
25/1 6-25/4" % x Ve 7" over the keyway should be equal to or greater than the dia. of the setscrew. 

2154 6-9 4" V4 x Ye" 4" Note: Maximum bore guidelines should be adhered to in order to ensure maximum product 
33/46-39/4" Bx As 4" quality standards. 
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POWER TRANSMISSION Scan. Order. Done. ; 
V-Belt Pulleys Details on page A1. ie 











Find more information on Standard Keyway and Setscrew Machining on pages 109, 11 








= Zamak/zinc alloy 
= Reducer bushing included Mir. Item 


é ; Pulley Outside Dia. Model No. 
» Solid construction FCT GAGS TSI tep 








, , 1.87", 2.50", 3.31" SCA300-3X062KW _54XM91 
Bore and grooves are machined together to provide 700" 3.00" 4.00" SCA400-3X062KW 4X559 
ici in pai i i ~~ 3.00", 4.00", 5.00" SCA500-3X062KW 11842 _ 
high concentricity. Use in pairs (1 inverted), in any 4:00" 5.00" 6.00' SCA600-3X062KW 3LC25 
so aed combination, for effective speed regulation. Will fit a 4 Step 
" ¥g" or Yo" dia. shaft. Designed for use with 4L or A __ 2.00", 2.62", 3.37", 4.00" SCA400-4X062KW X60 


. oo 1 . . 2.00", 3.00", 4.00", 5.00" SCA500-4X062KW 54XM80 
Type V-belts. Pitch dia. is 0.15" less than outside dia. 3°00" 4.00" 5.00" 6.00" SCA600-4X062KW 54X93 





TB Wood's: 


Incorporated 


Fixed-Bore Light-Duty 
Cast-iron V-Belt Pulleys 


= Efficient and lightweight 








Solid Construction Arm Construction Web Construction = Standard keyway with setscrew 
No. 5RHY3 No. 5RHX2 No. 5UHL3 1." ‘ 
AK Series AK Series BK Series = 4" bore dia. has no keyway but has setscrew 
BORE DIA. 
Y," af" xy," i" 1 i] 1 Ye" 1 ¥u 
Outside 3L Belt 4L, A, or AX 5L, B, or BX Mfr. Item Item Item Item Item Item Item 
Dia. Pitch Dia. Belt Pitch Dia. Belt Pitch Dia. Construction Model* No. No. No. No. No. No. No. 
Wit — 5 — olid AK1/ | ORHYS | ORHY4 | — [| — | — [| = | — 
05" A6 8 — olid AK20 _SRHYS | ORHY7 | SRHY6 | — | — | — | — 
ad. .66 — olid AK _SRHY8 | SRHZO | SRHY9 | — | — | — | — 
iy .96 — Web AK25 _SRHZ1_ | SRHZ3 | SRHZ2 | SRHZ4 | Oo —- | — 
89° 26 O = Web AK28 _5RHZ5 | SRHZ/7 | SRHZ6 | SRHZB  — | — | — 
05" A6 8 — Web AK30 | — | ORHZY | — | SRJAD | — | — | — 
pe: .66 = Web AK _14A165 | 14A166 | 14A167 | 14A168 = 14A169 | — | — 
A" 36 = Web AK34 __SRJAT | SRJAS | SRJA2Z | SRJA4 | — | — | — 
hea 16 5 — Web AK39 __SRJA6 | SRJA8 | SRJA7 | SRJAQ | SRJAD | — | = 
J .30 = Web AKA __SRJC7 | ORJCS) | ORJC2 =| 6 ORJC4 = ORJCO | OC = 
4. .66 4 — Arm AK44 _ — | — _|}| o2yPés2 | oRJGS | — | — | = 
4.4 .00 4 = Arm AK46 _oRJC7 | oRJC9 | SRJCS =6SRJDO | SRUC6 = = 
4. 4.16 4 — Arm AKA9 | — | — | — | KeJDT | — [| — | — 
4.9 4.36 4 — Arm AK _SRJD3 | SRJDD | ORJD4 | SRJD6 | SRJD2  — | = 
: 4.00 = Arm AK : RES a eee eee ee eee eee — 
5.45" 4.86" D2. — Arm AK56 5RJDS 5F 5RJEO 5F 5RJDE a — 
90/0 0.16 J.J = Arm AKS9 |. — | — | — | ORES [| — | — | — 
9.99 0.36 Wa = Arm AK6 | — | — | — | — {| o2¥Pss | — | — 
0.20 0.66" 6 = Arm AK64 —_ — | oRJE6 | oRJES | SRJE7 | ORJE4A | — | — 
6.45" 5.86" 6.2" — Arm AK66 es ee :) 
1.20" 6.66" ri — Arm AK74 —__— | oRJFO | ORJE9 | SRJFT | ORJES | — | — 
ee 0.16 fo = Arm AK/9 | oo d||hrhUr — CO | S| —_— ds eH |CLU— Te 
8.25" 7.66" 3" = Arm AK84 —__ — | oRJF4a | oRJFS | SORJFO | ORJF200 | — 
9.25" 8 66" Q" — Arm AK94 —_ — | SRJF8 | ORJF/ | SRJFO | OORJF6 | = =—— | — 
U.20° 9.66" 0 = Arm AK104 —_ = | | RHXS | OORHX4 | ORHX2 Oe — 
25 0.66 — Arm AK114 — = | — | SRHX6 | SRHX7 | ORHXD | OO 
vy 56 — Arm AKi24 | — SRAXO | SRHXB 
5 st = Arm AKi34_— RYO 
425" 66" 4 — Arm AK144 PF ot OS EO | ORKY2 | ORHYT | — — 
AK Series 2 Groove 
20. .66' — olid AK _SUHGO  SUHG? | — | — | => | = — 
Do: 96" — olid AK25 | OUHG2 | SUHGS | — [| — | — [| — | — 
Alay 6 6 — olid AK28 | | sunaa | — | — | — | = | — 
45" 86 — olid AK34 | — | sunt | — | — | — | = | = 
4.19 4.16 4.5 = Web AK49 Ee ee eee eee ed — 
Sy 6.66 / 2 Arm AK? 4 Ss ee es ee ee — 
BK Series Single Groove 
: — — 8 olid BK20 | — | oRJHi | ORJHO [| — | — [| — | = 
6 — : olid BK _ORJH2 | ORJH4 | ORJHS | ORJHO | — | — | = 
8 — Web BK as _ORJHG6 | SRJHS  — | — | = 
J = 0 Web BK28 —SsRJJO | SRJH9 | SRJJT | oe = 
— d Web BK30 _oRJS | SRD | ORJ4 | SRG = — 
: — G Web BK __— | _ SRJKO | SRJJ9 | ORJKT | SRB | = — FT = 
= ; Web BK34 — — ___| oRJKO | SRJK4 | OORJK6 | SRUKS CO 
75" = d Web BK36 —ORJL1 | SRJLO | oRJL2 | ORJK8 | SORUKI | = — 
JO" = 6 Web BK40 —_ — | oRJL7 | oRJL6 | SRJL8 | OORJL4 = ORJLD | — 
405" = 5 : Web BK45 =| 5UHD3 | 5UHD2_ 5UHD4_—SRJNO | SUHDi = — 
475" — Ad Arm BK50 =| SUHEO | 5UHD9 | = — | SUHD7 | 5UHD8 | — 
4.95" = ‘ 4.6 Arm BKO __— ___| SUR _ SUHE4 | SUHE6 | SUHE2 | SUHES | — 
BK Series 2 Groove 
65" — 9" Rey olid BK25 —__— | SUHH4 | SUHHS | SUHHS | [| = 
Elk — : a. olid BK2/ __— ___| SUHH7 |  — | SUHH8 | SUHHE = 
95" = 6 olid BK28 __ — | SUHJT | — | — __| SUHHS | SUHJO = 
99" = = 6 olid BK28 _ — | — | — | sun2 [| — | — | — 
aby = 4 8 olid BK30 —_ _ — | SUHJ6 | SUHJS | SUHJ7 | SUHJ3 | SUHJ4 = 
Ki — 6" ' olid BK = | |__| SUKI | SUHJ9 | SUHKO | — 
55" = 8" wh olid BK34 —__— | SUHKS | SUHK4 | SUHK6 |= = — | SUHK3 | — 
WEY = : 4 olid BK36 — — | SUHLO | — | SUHLT | — | SUHK8 | SUHKS 
95" — 2 6" Web BK40 | | — | — | — | suHLS | oUHL4 | — 
4.25 — 0: 9" Web BK45 = | ee LG | UHL? =| UHL 
4.45" — © i 4.1 Web BK47 = |e ee UNO | SUHNT — 
4.15" — 4" 4.4" Web BKSO ee ee ee ee ee ee — 
A 95" = ey 4.6" Web BKS | — | =| | =| | = | =| {OUR — 
* To complete Mfr. Model, add Bore Dia. 
110 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” POWER TRANSMISSION 
Find the we. Find Solutions. Find Great Prices. V-Belt Pulleys 


Find more information on Standard Keyway and Setscrew Machining on pages 109, 119 









































VY, ee 

%€ Fenner Drives 

Fixed-Bore Composite V-Belt Pulleys 

= Spoke construction BORE DIA. 

. . | eu 4" 

= Sintered metal drive ue Outside AL orA Mfr. Item Item Item 

= Standard keyway with %6-18 setscrew —S Dia. _ Belt PitchDia. Model* | No. | No. | No. 

= Directly interchangeable with ae ap ArDSS EVES _/_6VPEA vFFS 

ee ne 8.25" "AFD | BVPF9 | 6vPGO_ | 6vPGT 

High-strength corrosion-resistant 9.25" g" AFD94 _| | 6VPG3 | 6VPG4 

PowerMax™ DriveN V-Pulleys are molded 10.20" 10’ AFD 104 | GVPGS | GVPGG | 6VPG7 
No. 6VPF3 of lightweight glass-reinforced nylon. 49.95" 19" AFD124 | 6VPH1 | 6VPH2 | 6VPH3 





























* To complete Mfr. Model, add Bore Dia. — 


Web Construction 
No. 5UHD5 





TB Wood's: 


Incorporated 


Bushed-Bore Light-Duty 





Arm Construction 


















































































































































































































































































































































































































































































































































































































































































































































Cast-Iron V-Belt Pull — 

ast-Iron V-Belt Pulleys 

= Efficient and lightweight Solid Construction a 

= Require 21 quits Oetachal’e OUSIKIDS; aaa oOia Pitch Dia Pitch Dia Construction Model No 
order separately on page 115 BK Series 2 Groove ; 

AL, A, 5L, B, AL, A, 5L, B, ou 2.6" a Solid 2BK32 5UHJ8 
or AX or BX or AX or BX 200 2.8" a2 Solid 2BK34 5SUHK2 

Outside _ Belt Belt Mfr. = Item Outside _ Belt Belt Mfr. — Item 3.75 ad 3.4" Solid 2BK36_ 5UHK7 
Dia. Pitch Dia. Pitch Dia. Construction Model No. Dia. Pitch Dia. Pitch Dia. Construction Model _No. 3.95" 3.2" 3.6" Solid 2BK40 SUHL2 

AK Series Single Groove 6.25. 5.5. og Web BK65  ~—5UHF1 4.25" 3:5" 39 Solid 2BK45 5UHL5 
6.45" 6.2" = Arm AK66 _6YRD4 6.45" al 6.1" Web BK67 5UHF2 4.45" 3.7" 4.1" Web 2BK47 _5UHL9 
6.75: 6.5" = Arm AK69 _6YRD3 6.75" 6" 6.4" Arm BK70 5UHF3 4.75" 4" 4.4 Web 2BK50 SUHN2 
125° 7" — Arm AK74__ 6YRD1 6.95" 6.2" 6.6" Arm BK72 _5UHF4 4.95" 4.2" 4.6" Web 2BK52_ _SUHN4 
(Pes ay — Arm AK79 6YRDO 120" 6.5: 6.9" Arm BK75 = 5UHF5 5.25" 4.5" 4.9" Web 2BK55 SUHN6 
O25" Q" — Arm AK94_ 6YRD2 Lie ‘al 74" Arm BK80 5UHF6 5.45" 47' D1 Web 2BK57 SUHN7 

BK Series Single Groove 8.25" ia 7.9" Arm BK85_ _ SUHF7 fo" a 5.4" Web 2BK60 SUHN8 
o.15° 2.4" 2.8" Solid BK30 5RJJ2 8.75" 8" 8.4" Arm BK90 5UHF8 a05: oe 5.6" Web 2BK62 5SUHN9 
205° 26° 2. Solid BK32  5SRJJ7 9.25" eal 8.9" Arm BK95 5UHF9 6.25" oa 5.9" Arm 2BK65 SUHPO 
355° 2.8" 3.2" Solid B34 SRJK2. 9.75". Arm BK100 5RJGO 6.45557 BT Arm 2BK67__ 5UHP1_ 
Wil a 3.4" Web BK36  SRJK7 10.25" 9.5" 9.9" Arm BK105  5RJG1 6.75" 6" 6.4" Arm 2BK70 SUHP2 
3.95" 3.2" 3.6" Web BK40 _5RJL3 10.75" 10' 10.4" Arm BK110 5RJG2 Io 7 74" Arm 2BK80 S5UHP3 
4.25" 20 3.9" Web BK45  —5RJL9 11.25" 10:5" 10.9" Arm BK115 5RJG3 CWay 8" 8.4" Arm 2BK90 S5UHP4 
4.45" 3.7" 4.1" Web BK47 5UHD5 11,75" iil 11.4" Arm BK120 5RJG4 9.75" g" 9.4" Arm 2BK100 S5UHG6 

ATs 4 AY Web BKSO__SUHDG_ 10.75" 10" 10.4" Arm 2BK110_ SUHG7_ 
4.95" 4.2" 4.6" Web BK52 5SUHE1 13.75" 13° 13.4" Arm BK140 5RJG6 11,75° 11" 11.4" Arm 2BK120 5UHG8 
o20- 4.5" 4.9" Web BK55 ~~ 5UHE7 14.75" 14" 14.4" Arm BK150 =5RJG7 12:75" 12' 12.4" Arm 2BK130 S5UHG9 
5.45" 47' 5 Web BK57.  SUHE8 _—_15.75" 15° 15.4" Arm BK160 5RJG8 13.75" 13" 13.4" Arm 2BK140 5UHHO 
weg a 5.4" Web BK60 5UHE9 18.75" 18" 18.4" Arm BK190 5RJG9 15.75" 15 15.4" Arm 2BK160 5UHH1 
5.95" ws 5.6 Web BK62 _5UHFO 18:75" 18° 18.4" Arm 2BK190 5UHH2 
































24/7 EMERGENCY SERVICE 


When you need products in a pinch, count on our After 


Hours Emergency Service to open the Grainger branch 
nearest you, any time of day or night (a $50 fee may apply). 


> After hours, dial 1-800-CALL-WWG 





Sign in to Grainger.com® to see YOUR Pricing and MORE 111 


POWER TRANSMISSION 
V-Belt Pulleys 


Scan. Order. Done. 
Details on page A1. 












Arm Construction 
No. 5YKC5 








































































































































































































































































































































































































































































































































































































































































































































































































































































































Outside 4L, A, or AX 5L, B, or BX Bushing Mfr. Item 
___Dia. _ Belt Pitch Dia. __ Belt Pitch Dia. Req. Construction Model No. 
375 St 3.4" SH Solid 342B_———«SYKEO 
3.95" 3.2" 3.6 SH Solid 3628 5YKE4 
4.15" 3.4" 3.8 SH Solid ~-382B.~~~—«<SYKE5 
4.35" 3.6" 4 SH Solid 4028. 5YKE6 
4.55" 3.8" Ag SH Solid 422B _5YKE8 
4.75" 4” 4.4" “SH Solid 442B _5YKFO 
4.95" 4.2" 4.6" SDS Solid 462B _5YKF2 
5.15" 4.4" 4.8" SDS Solid 482B  5YKF6 
5.35" 4.6" 5" SDS Solid 5028. 5YKF9_ 
5.55" 4.8" 5.2" SDS Solid 5228. ‘SYKG3 
5.75" 5 54 SDS Solid 5428. 5SYKG6_ 
5.95" 5.2" 5.6" SDS Solid 5628 5YKG9 
6.15" 5.4" 5.8" SDS Solid 5828. 5YKH2_ 
6.35" 5.6" 6" SDS Solid 602B  5YKH4 
6.55" 5.8" 6.2" SDS Solid 6228. 5YKJO 
6.75" 6" 6.4". SDS Solid 6428. _SYKJ3__ 
6.95" 6.2" 6.6" SDS Solid 662B _5SYKJ5 
7.15" 6.4" 6.8" SDS Solid 682B.  5YKJ8_ 
7.35" 6.6" al SK Solid 702B _5YKKO 
Solid (AEs a 74 ok Web 742B 5YKK7 
Construction a5 Le. = FF - SK Web 802B  5YKL3 | 
No. 5YKE1 8.95 8.2" 8.6" SK Web 862B  5YKN3 
~~ 9.35" 8.6" 9 SK Arm 9028. GUDRG 
9.75" g' 9.4 SK Arm 9428. 5YKP1 
11.35" 10.6" Ta SK Arm 11028 5YKAO 
WZ 12 12.4 SK Arm_ 12428 OYKA8 
13.95" 13.2" 13.6 SK Arm 13628. 5YKC1__ 
~ 45.75" 15" 15.4 SK Arm 1542B _5YKC6 
TB Wood's: 16.35" 15.6 16" SK Arm 16028 5YKC8 
rateacinale 18.75 18° 18.4 SK Arm 1842B  5YKD3 
20.40" 19.6" 20.0". SF Arm 20028 5SYKD4 
2 2 25.35" 24.6 25 SF Arm 25028. SYKD7 
Quick-Detachable Classical Es 2¢§_8F_Arm _26028__syKo7_ 
Cc t [ Vv B lt P i 3.75" ea _38 SH Solid 343B SYKE1 
aSt-iron V¥-be ulleys 3.95" 3.9" 3.6 SH Solid 3638. GYRF1 
; 5 ie ; AAS" ca 3.8" SH Solid. 383B 6G YRF2 _ 
= Fine-grain, high-tensile cast-iron 4.35 3.6 4 SH Solid 403B _5YKE7 
= Require bushings, sold separately on page 115 __ 4.55" 3.8" 4.2" SH Solid 423B 6UDR4 
For use with single or banded V-belts with either wrapped or cogged construc- +e ip + a eons ws orice 
tion. Not for use with banded A belts. 5.15" | 44" 4.8" SD _ Solid. 483B BYKF7 _ 
5.35" 4.6" 5" SD Solid 5038. SYKGO 
Outside 41,A,orAX SL, B,orBX — Bushing ; Mfr. Item 5.55" 4.8" 5.2 SD Solid 523B _5YKG4 
% Di _beit Pitch Dia. Belt Pitch Dia. |_- Req. _ Construction Model No. 5 755 5" 54 SD Solid 543B 5YKG7 
Sige ees —_ a seas See ee 5.95" 5.2 5.6" SD Solid 563B 5YKHO | 
3.75" 3" 34" SH Solid. 341B _SYKD9_ ~ 6.15" 5.4" 58 SD Solid 583B —5YKH3__ 
3.99" 3.2 3.6 SH Solid: 861B SY KES 6.35) 5.6" 6" SD Solid 603B. 5YKH5 
4.55" 3.8" 4.2" _ SH Solid. 421B _ 6YRD9 6.55 58" 62 SD Solid 6238. 5SYKJ1 
4.75" ce 4.4" SH Solid: 441B __SYKE9 6.95' 6.2" 6.6" SD Web 663B. 5YKJ6 
495" 42 4.6" SDS___Solid. 461B SYKF1 715° 6.4" 6.8" SD Web 6838. 5YKJ9 
5.15" 4a 4.8" SDS_ Solid —481B_SYKF5 7 35 6.6" 7’ SK. Solid 703B_~~~‘SYKK2 — 
__ 9.35" 4.6" o” SDS _ Solid S01B__SYKF8 7.15" 7" 7.4 SK Solid 743B _ 5YKK8 
9.95" 4B 5.2" SDS____ Solid. 9218 10Y268 8.35" 76 8" SK Web 8038 SYKL5 _ 
8.75" 5.4 SDS Solid S41B  10Y269g 95 8.2" 8.6" SK Web 8638. ‘SYKN4 
5.95" 5.2 5.6" SDS solid S61B_SYKG8 __ 9.35" 8.6 Q" SK. Arm 903B  GUDR7 
6.15" 5.4 5.8" SDS Solid “581B_10Y271__ ae a oar kK Arm 8B BY KP 
6.35) 9.6 GT SDS Solid. 601B___‘6YREO 11,35" 10.6" it SK Arm 11038 5YKA1 
6.99" 8.8" 6.2" SDS” Solid’ 621B_—sGYRE1 12.75" 12 12.4 SK Arm 1243B  5YKA9 
6.75" 6 6.4" SDS Solid ss 641B_s6YRE2 13.95" 13.2" 13.6" SK Arm 1363B  5YKC2 
6.99" 6.2" 66 SDS Solid 661B___—sGYRES 15.75" 15" 15.4" SK Arm 1543B  6YREQ 
a a a a 18" 138.4" SK Arm ——=«*1843@B~—S«GYRFO 
7 2bAd- x soe ee ee _SDS_ Web 741B JYKK6 4 Groove Pree 
Ee) ess = Sa EE 3 3.4" SD Solid 344B _ 39P329 
Se ae ae oe ee. alr 3.4" 38 SD Solid 384B_——«39P330 
ae 2 au Am ue eae 4.55" 3.8 4.2" SD Solid 424810265 
nee we a a AML ol — ae 475" 4" 44" SD Solid 4448 10Y266 
12.70" ar 124 SDS Arm 1241B BYRDS 4.95" 4.2" 4.6" SD Solid 464B _5YKF4 
13 Q5" Wg. 13.6" SDS Arm 1361B 6YRD6 7 5 15" 4 4’ 48" SD : Solid 484B _ - 6YRE7 7 
ie i iE ak i a 5.35 4.6 5" SD Solid 5048 10Y267 
16.35" 15.6" 16" SK Arm 16018 6YRD7? enor 43° 5 OF 8D Sold 354B KGS 
i Us a sis all EE NG 5.75 5 54 SD Solid 5443 _ 10Y270 
25.35" 24.6" 25" SF Arm 25018 10¥264 5.95" 5.2" 56 ~*SD Solid 5648. _SYKH1 
6.15" 5.4" 5.8" SD Solid 584B 10272 
_ 6.35 5.6" 6 SD Solid 604B OYKH7 
6.55 58 6.2" SD Solid 6248. SYKJ2 
Get More 6.75" ca ~~ 6.4" SD Solid 6448 GYRE8 
: 6.95 6.2" 6.6" SD Solid 6648. 10Y292_~ 
Online 7.15" 6.4" 6.8" SD Solid 684B 10293 
7.35" 6.6" Bu SK Solid 7048.‘ 10Y294_ 
For our full selection 7.75" il 74 SK Web 744B 5YKK9 
of V-Belts and 8.35" 7.6" 3" SK Web 804B__5YKL7_ 
8.95" 8.2" 8.6 SK Web 8648 10Y295 
V-Belt Pulleys go 9.35" 8.6" 9" SK. web 9048 10Y297 
to Grainger.com®. 9.75" gt 9.4 SK Web 9448 5YKP3_ 
11,35" 10.6" it SK..—SArm 1104B 107259 
12.75" iz er SK Arm 12448 5YKCO 
13.95" 13.2" 13.6" SK Arm 13648 10Y260 
15.75" 15° 15.4" SF Arm 15448. 5YKC7 
~ 16.35" 15.6" ~ 16" ‘SF. Arm 16048 10Y262 
18.75" 18 18.4" SF Arm 18448 10Y263__ 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE”° POWER TRANSMISSION 
Find the wi. Find Solutions. Find Great Prices. V-Belt Pulleys 


TB Wood's: 


Incorporated 


Quick-Detachable Narrow-Wedge 
Cast-Iron V-Belt Pulleys 


= Fine-grain, high-tensile cast iron 















= Require bushings; order separately on page 115 Solid Web 
Ultra-V pulleys utilize single or banded V-belts with either wrapped or cogged Construction Construction 
construction. No. 5YKR4 : No. 5YLE2 —_ 
Outside 3V Belt 5V Belt Bushing Mfr. Item Outside 3V Belt 5V Belt Bushing Mfr. Item 
Dia. Pitch Dia. Pitch Dia. Req. Construction Model No. Dia. Pitch Dia. Pitch Dia. Req. Construction Model No. 
Single Groove 3 Groove (Cont.) 
2.65" 2.65" — JA Solid 3V2651 _ 5YKR4 9.25" — 9.25" SF Web 5V9253—«SYLF1 
3.00" 3.00" — JA Solid 3V301  6UDPO 9.75" = 9.75" SF Web 5V9753 _ 5YLF4 
3.15" 3.15" — JA Solid 3V3151  6UDP2 10.30" — 10.30" SF Web 5V1033 _ 5YKW8 
3.35" 3.35" = JA Solid 3V3.351 _ 5YKR6 10.60" 10.60" = SK Arm 3V1063 _ 5YKP8 
3.65" 3.65" — SH Solid 3V3651  6UDP4 10.90" — 10.90" SF Web 5V1093 5 YKX2 
4.12" 4.12" = SH Solid 3V4121  6UDP5 11.30" - 11.30" SF Arm 5V1133 _ 5YKX7 
450° 4.50" — SH Solid 3V451 _‘GUDP6 11.80" — 11.80" SF Arm 5V1183__5YKY1 
4.75" 4.75" — SH Solid 3V4751  6UDP7 12.50" — 12.50" E Arm 5V1253__5YKY4 
5.00" 5.00" — SH Solid 3V501 GUDP8 13.20" — 13.20" E Arm 5V1323__ 5YKY8 
5.30" 5.3" = SH Solid 3V531__5YKU8 14.00" = 14.00" E Arm 5V1403 5 YKZ3 
5.60" 5.60" — SH Solid 3V561  6UDP9 14.00" 14.00 — SK Arm 3V1403 _ 6YRF5 
6.00" 6.00" = SH Web 3V601 _ 6UDRO 15.00" = 15.00" E Arm 5V1503 _ 39P332 
6.50" 6.50" = SH Web 3V651 _6UDR1 16.00" — 16.00" E Arm 5V1603 _ 5YKZ6 
6.90" 6.90" — SH Web 3V691  6UDR2 18.70" — 18.70" : Arm 5V1873 _ 5YLAO 
8.00" 8.00" = SDS Web 3V801  6UDR3 21.20" = 21.20" E Arm 5V2123 ‘5 YLA1 
10.60" 10.60" — SDS Arm 3V1061  6YRF3 28.00" — 28.00" E Arm 5V2803._5YLA5 
14.00" 14.00" = SK Arm 3V1401  6YRF4 4 Groove 
19.00" 19.00 — SK Arm 3V1901  6YRF6 3.00" 3.00" — SH Solid 3V304_ ‘5S YKT1 
2 Groove 3.35" 3.35 = SH Solid 3V3.354 _ 5YKR9 
2.65" 2.65 — JA Solid 3V2652 5YKR5 3.65" 3.65" — SH Solid 3V3654 _5YKT5 
3.00" 3.00 = JA Solid 3V302 5 YKTO 4.42" 412 — SH Solid 3V4124 5 YKT8 
3.15" 3.15 — JA Solid 3V3152  5YKT2 4.40" — 4.40" SD Solid 5V444_ 10279 
3.35" 3.35 = SH Solid 3V3.352 _ 5YKR7 4.50" 450" = SDS Solid 3V454 ‘5S YKU1 
3.65" 3.65 — SH Solid 3V3652 _ 5YKT3 4.65" — 4.65" SD Solid 5V4654 _10Y282 
4.12" 4.12 — SH Solid 3V4122 _ 5YKT6 4.90" = 4.90" SD Solid 5V494 10284 
4.40" — 4.40" SH Solid 5V442 10277 5.00" 5.00" — SDS Solid 3V504 _5YKU6 
4.50" 4.50 = SH Solid 3V452 «5S YKT9 5.20" — 5.20" SD Solid 5V524 10287 
4.65" — 4.65" SDS Solid 5V4652_10Y280 5.30" 5.3" — SDS Solid 3V534_—sSYKV1 
4.75" 4.75" — SH Solid 3V4752_ 5YKU2 550" = 550" SD Solid 5V554 _—‘ 10Y288 
4.90" — 4.90" SDS Solid 5V492_‘5YLA9 5.60" 5.60" — SDS Solid 3V564 _‘B5YKW4 
5.00" 5.00" = SH Solid 3V502_‘5YKU4 5.90" = 5.90" SD Solid 5V594 _-10Y290 
5.20" — 5.20" SDS Solid 5V522 10285 6.00" 6.00" — SK Solid 3V604 _ 5YKV7 
5.30" 5.3" = SH Solid 3V532_5YKU9 6.30" = 6.30" SK Solid 5V634__‘5YLC5 
5.50" — 5.50" SDS Solid 5V552 _‘5YLCO 6.50" 6.50 — SK Solid 3V654__‘5YKW1 
5.60" 5.60" = SH Solid 3V562 _ 5YKV2 6.70" = 6.70" SK Solid 5V674 _10Y291 
5.90" — 5.90" SDS Solid 5V592_-10Y289 7.10" — 7.10" SF Solid 5V714 _ 5YLDO 
6.00" 6.00" — SH Web 3V602_—SYKV5 7.50" = 7.50" SF Solid 5V754__‘5YLD5 
6.30" — 6.30" SK Solid 5V632_‘5YLC3 8.00" 8.00" — SK Web 3V804 _ 5YKW6 
6.50" 6.50" = SDS Solid 3V652 ‘5S YKV9 8.00" = 8.00" E Solid 5V804 _5YLD9 
6.70" — 6.70 SK Solid 5V672_5YLC6 8.50" — 8.50" E Solid 5V854__‘SYLE4 
6.90" 6.90 = SDS Web 3V692_ 5YKW2 9.00" = 9.00" E Solid 5V904 _‘5SYLE8 
7.10" —_ 7.10 SK Solid 5V712_‘5YLC8 9.25" — 9.25" : Solid 5V9254 ‘5 YLF2 
7.50" — 7.50 SK Solid 5V752_‘5YLD3 9.75" — 9.75" E Web 5V9754 _5YLF5 
8.00" 8.00 = SDS Web 3V802_5YKW4 10.30" = 10.30" E Web 5V1034 _ 5YKW9 
8.00" — 8.00" SK Solid 5V802_‘5YLD7 10.60" 10.60" — SK Arm 3V1064 _5YKP9 
8.50" — 8.50" SK Web 5V852_‘SYLE2 10.90" = 10.90" E Web 5V1094_ _ 5YKX3 
9.00" — 9.00" SK Web 5V902_‘5SYLE6 11.30" — 11.30" : Web 5V1134__ 5YKX8 
9.25" — 9.25" SK Web 5V9252  5YLFO 11.80" — 11.80" : Web 5V1184_ _ 5YKY2 
9.75" — 9.75" SK Arm 5V9752 _5YLF3 12.50" — 12.50" : Web 5V1254__‘5YKY5 
10.30" — 10.30" SK Arm 5V1032 _ 5YKW7 13.20" — 13.20" : Arm 5V1324__ 5YKY9 
10.60" 10.60 — SK Arm 3V1062 _5YKP7 14.00" 14.00" — SK Arm 3V1404_ 5 YKR1 
10.90" — 10.90" SK Arm 5V1092 _5YKX1 14.00" — 14.00" E Arm 5V1404__ 5YKZ4 
11.30" — 11.30 SK Arm 5V1132 _ 5YKX6 15.00" — 15.00" Arm 5V1504 _ 39P333 
11.80" — 11.80" SK Arm 5V1182 _ 5YKYO 16.00" — 16.00" : Arm 5V1604  5YKZ7 
12.50" — 12.50" SF Arm 5V1252  10Y273 18.70" — 18.70" : Arm 5V1874  10Y276 
13.20" — 13.20" SF Arm 5V1322  5YKY7 19.00" 19.00" — SF Arm 3V1904_ _5YKR3 
14.00" 14.00" — SK Arm 3V1402_5YKRO 21.20" — 21.20" E Arm 5V2124 _‘ 5YLA2 
14.00" —_ 14.00 SF Arm 5V1402 _5YKZ2 23.60" = 23.60" F Arm 5V2364 _ 5YLA3 
15.00" — 15.00" SF Arm 5V1502 _39P331 28.00" — 28.00" F Arm 5V2804 _ 5YLA6 
16.00" = 16.00" SF Arm 5V1602  10Y274 31.50" = 31.50" F Arm 5V3154_ _5YLA8 
18.70" — 18.70" SF Arm 5V1872  10Y275 
19.00" 19.00" — SK Arm 3V1902 _ 5YKR2 
25.00" 25.00" — SF Arm 3V2502  6UDN8 
3 Groove 
2.65" 2.65" — JA Solid 3V2653  6UDN9 
3.00" 3.00" — SH Solid 3V303 _ 6UDP1 
3.15" 3.15" — SH Solid 3V3153  6UDP3 > 
3.35" 3.35" — SH Solid 3V3.353 _ 5YKR8 
————— oe 
Ae Az’ — oli 
4.40' = 4.40' SDS Solid 5V443__ 10Y278 RAINGER MOBILE 
ee | ee your snerthone 
65" = 65" oli 5V465 i 
4.75" 4.75" — SDS Solid 3V4753__5YKU3 Use your Sie pHene TO connec wien 
4.90 = 4.90" ns Solid BvA93 10Y283 Grainger on the go. Now you can find 
5.00" 5.00" — oli 5 5YKU5 . 
5.20" = 500" SDS Solid 5V523 10286 products, get real-time product 
5.30" 5.3" — SDS Solid 3V533_‘5SYKVO ilabili 
it a ene aa sues} — EYL availability, place an order and locate the 
eet 5.60" = oe als sik SYKV3 nearest branch from the palm of your hand. 
90" = 90" oli ! 
6.00" 6.00" — SDS Solid 3v603 5YKV6 Anytime, anywhere. 
Bat 650" 6.30 ens aor vent ain > Download at grainger.com/content/mobile-features 
6.70" = 6.70" SK Solid 5V673__‘5YLC7 
6.90" 6.90" — SDS Web 3V693_5YKW3 
7.10" = 7.10" SF Solid 5V713_5YLC9 
7.50" — 7.50" SF Solid 5V753_‘SYLD4 
8.00" 8.00" = SK Web 3V803_5YKW5 
8.00" — 8.00" SF Solid 5V803_5YLD8 
8.50" — 8.50" SF Solid 5V853__—«SYLE3 
9.00" — 9.00" SF Solid 5V903._—‘SYLE7 
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POWER TRANSMISSION Scan. Order. Done. |= 
Timing Belt Pulleys Details on page A1. = | ence 
No. of Bushing Pitch Outside Flange Construc- Item 
Grooves Req. Dia Dia. Dia. Width tion No. 
Bushed Bore, %2" Pitch for 2" Wide L Timing Belts 
— 
= 4 : . " Ys" 4" 0 5 
Timing Belt Pulleys 20 G 2.387" 2.357" 254" 75" Solid GFFV6 
_ 21 G 2.507" 2.477" 294" Ys Solid 6FFV7 
= For XL, L, and H timing belts, see page 106 22 G 2.626 2.596" 3 Ya Solid GFFVS 
; ee , ie 24 H, QT 2.865" 2.835" 31/4" Ys Solid 6FFV9 
No-slip positive drive pulleys with wide belt 2 H aT 3 - 3.074 _ a Solid 6GEGE 
j j j ; 342" JZ, 16. 4" oll 7 
speed and load capacity ranges maintain a an HOT Seam ceom 558 an Solid BEG 
constant speed ratio. 32 HQT 3.820" 3.790" 4Vi6" i Solid 6GEG9 
: a 36 H, QT 4.297" 4267" Atif." Ys Solid 6GEHO 
Plain Bore—For light-duty applications up to % 40 i, ar 4776 4745 2 a Solid SGEH! 
F AF : : : : : : a: 4" oll 
HP. Aluminum material. Each includes 2 hollow 48 HOT 5930! 5 700" a 77) Solid 6CEH3 
head setscrews; no keyway. : 60 i ou = ae orgies — 5! Web 6GEH4 
aa ushed Bore, %" Pitch for 1" Wide L Timing Belts 
7 Standard keyway and setscrew machining 18 C 9449" 0440! 7," WA Solid 6GEHS 
guide located on pages 109, 119 19 G 2.268" 2.238" 25 i Solid 6GEH6 
. 20 G 2.387" 2 ODT 258" iA Solid 6GEH7 
Bushed Bore—Sieel material. Select %" pulleys . al f a mh a ns ealid ae ait 
; : ‘i . : . 4 
for applications up to 4 HP, 2" pulleys for appli- = Fs 24 HQT 2.865" 2.835" 3" vA Solid 6GEJO 
— si —— ot 
i j : WwW nstruction S42 312 16 4 oll 
= Require bushings; order ie cea 30 HQT 3.510" 3.551" 3%" ST _—“Solid __—_—‘GGEJ3 
separately on page 115 . ey H, QT 3.820" 3.790 4V6" 1H" Solid 6GEJ4 
36 H, QT 4.297" 4267" 4t7A." 1H" Solid 6GEJ5 
Max. 36 1 4.297" 4267" At" 1H" Solid 6GEJ6 
No. of Bore Bore Pitch Outside Flange Construc- Item 40 H, QT 4.715" 4.745" a 14%" Solid 6GEJ7 
Grooves Dia. Dia Dia. Dia. Dia. Width tion No. 44 H, QT D202: 222. 52" 14" Solid 6GEJ8 
Plain Bore, 5" Pitch for i", ¥e" Wide XL Timing Belts 48 H, QT 5.730" 5.700" 6" 14%" Solid 6GEJ9 
10 Ae" Y' 0.637" (0.617 7B Ae Solid 6FFR3 60 H, QT 7.162" Gig — 1H" Web 6GEKO 
1 V6" V6" 0.700" _—_(0.680" 1/6" V6" Solid 6FFR4 Bushed Bore, ¥, Pitch for 1" Wide H Timing Belts 
12 Ae He 0.764" 0.744" ili Ae Solid 6FFR5 14 G 2.228" 2.174" 298 1V;' Solid 6GEK1 
14 Aa x 0.891" 0.871" Th Ae Solid 6FFR6 16 G 2.546" 2.492" 2y4' 1%" Solid 6GEK2 
15 Aa x 0.955" 0.935" THe" Ae Solid 6FFR7 18 H, QT 2.856" 2.811" 31," 1H Solid 6GEK3 
16 A Ae 1.019" 0.999" iw Ae Solid 6FFR8 20 H, QT 3.183" 3.129" 3%e 1H Solid 6GEK4 
18 A yy 1.146" 1.126" 13" Ae Solid 6FFR9 22 H, QT 3.501" 3.447" 394" i Solid 6GEK5 
20 A Ae 12/3 1.200" iA Ae Solid 6FFTO 22 P1 3.501" 3.447" cE 1H Solid 6GEK6 
21 A ye 1.337" 1.317" 1% 6" Ae Solid 6FFT1 24 H, QT 3.820" 3.766" Ave" i Solid 6GEK7 
eH. A ye {401 1.318" 15" Ae Solid 6FFT2 24 P4 3.820" 3.766" 46" i Solid 6GEK8 
24 A yf 1.528" 1.508" kA Ae Solid 6FFT3 26 H, QT 4.138" 4.084" 4" iw Solid 6GEK9 
28 5 7 1.783" 1.763" j Ae Solid 6FFT4 28 H, QT 4.456" 4 402" Ate" 1H; Solid 6GELO 
30 Ae Tg" 1.910" 1.890" 21% Ae Solid 6FFT5 30 H, QT 4775" 4721" 5 i Solid 6GEL1 
32 Ae T 2.037" 2.017" — Ae Web 6FFT6 30 P4 4775" 4721" 5 iA Solid 6GEL2 
36 Ae iu 2.295' 2.2/2" — Ae Web 6FFT7 32 Qi 5.093" 5.093" 5/6 i Solid 6GEL3 
40 Ae il 2.456" 2.526" — Ae Web 6FFTS8 36 Q1 5.730" 5.676" 6" i Solid 6GEL4 
42 Ae il 2.674" 2.654" — Ae Web 6FFT9 40 Q1 6.366" 6.312" 6%e i Solid 6GEL5 
44 Ae il 2.801 2.781" — Ae Web 6FFVO 44 Qi 7.003" 6.949" 7/6 iA Solid 6GEL6 
48 Ae ilk 3.056" 3.036" — Ae Web 6FFV1 48 Qi 7.639" 7.585" 8" i Solid 6GEL7 
60 x ib 3.820" 3.800" — Ae Web 6FFV2 60 01 9.549" 9.495" — iA Web 6GEL8 
72 x T" 4584" 4.564" — Ae Web 6FFV3 72 Qi 17.459" 17.405" — 1% Web 6GEL9 
12mm WIDE 21mm WIDE 36mm WIDE 
No. of Pitch Outside Bushing Item Bushing Item Bushing Item 
Grooves Dia Dia Required No. Required No. Required No. 
Bushed Bore For Use With Falcon Pd® and Contitech Synchrochain® Timing Belts 
22 23mm 42mm 1008 2UWF4 008 3PDV4 — — 
25 63.662mm 62.06mm 1108 2UWF5 1108 2UWF6 — — 
26 66.209mm 64.61mm 1108 2UWF7 1108 2UWF8 — — 
yy 68.755mm 67.37mm — — 1108 2UWF9 — — 
28 71.302mm 69.70mm 1108 2UWG1 1108 2UWG2 — — 
30 76.395mm 74.79mm 1108 2UWG3 1610 2UWG4 1615 3PDW4 
32 81.488mm 79.89mm 1210 2UWG7 1610 2UWG8 1615 2UWG9 
33 84.034mm 82.65mm — — 1610 2UWH1 — — 
34 86.581mm 84.98mm 1610 2UWH2 1610 2UWH3 1615 2UWH4 
36 91.674mm 90.07mm 1610 2UWH6 1610 2UWH7 1615 2UWH8 
38 96.767mm 95.17mm 1610 2UWJ1 1610 2UWJ2 1615 2UWJ3 
40 101.860mm__100.26mm 1610 2UWJ4 1610 2UWJ5 2012 2UWJ6 
42 106.953mm 105.58mm — — 1610 2UWJ8 — a 
45 114.592mm__‘112.99mm 2012 2UWJ9 2012 2UWK1 2012 2UWK2 
48 122.231mm___120.63mm 2012 2UWK3 2012 2UWK4 2012 2UWK5 
50 127.324mm_ _‘127.32mm 2012 2UWK6 2012 2UWK7 2012 2UWK8 
53 134.964mm_ __—‘133.59mm — — 2012 2UWK9 — — 
56 142.603mm_ _‘147.00mm 2012 2UWL1 2012 2UWL2 2517 2UWL3 
60 152.789mm_ _‘151.19mm 2012 2UWL4 2517 2UWL5 2517 2UWL6 
75 190.986mm_ _—*‘189.39mm 2012 2UWL8 2517 2UWL9 3020 2UWN1 
80 203.719mm __202.12mm 2012 2UWN2 3020 2UWN3 3020 2UWN4 
112 285.200mm _-283.80mm — — — — 3020 3PDU9 
140 356.500mm _—-355.10mm — — — — 3020 3PDV2 
20mm WIDE 30mm WIDE 50mm WIDE 
No. of Pitch Outside Bushing Item Bushing Item Bushing Item 
Grooves Dia Dia Required No. Required No. Required No. 
Bushes pare For Use With Hawk Pd® and Dual Hi-Performance Pd® Timing Belts 
61.120mm 74mm JA 3PEC1 3PED1 — — 
ti tal % 75300 Ean HOT SPECS H, OT 2UWN = = 
1 390mm 13mm : 5 _— — 
@n Inenta OZ 81.484mm 80.16mm — — H, QT 2UWN6 — — 
Sanchuch 34 86.580mm 85.22mm SH 3PEC4 SH 2UWN7 SH 3PED4 
enna 36 at 870mm 90.30mm SH 3PEC5 SH ZUWN8 SH 3PED5 
LI a . mm 40mm — a a —_ 
Timing Belt Pulleys 40 101.860mm _100.48mm SH 3PEC6 SH 2UWP1 SH 3PED6 
44 112.040mm 110.67mm — = SDS 2UWP2 — — 
it icin — tan | S68 | 
mi 4] 600mm 2omm 
= Timing belts sold separately on page 107 64 162.967mm 161.59mm = = SK 2UWP4 SK 3PED9 
= Bushings sold separately on page 115 72 183.350mm___‘181.97mm SDS 3PEC9 SK 2UWP5 SK 3PEF1 
Bosiivecdiivectaath Peiainet 80 203.708mm_ _—-202.34mm — — SK 2UWP6 SF 3PEF2 
OSI ive arive-too engagemen e mina es No. of Bore Max. Pitch Outside Flange ltem 
slippage and speed variation. Cast-iron pulleys >I Grooves , wie icon Pa® Bore Dia. 5 Siac _ — Dia. Dia. Width No. 
F F ain Bore For Use Wi aicon and Gontilec nchrochain® Timing Belts 
provide uniform speed transfer. 7 aH sae 9:51 SOLS — 36mm SPDVE 
 Additi i i i Ba tinai 28 yp" 14%" 71.302mm 69./0mm — 36mm 3PDV9 
la aac al a pei ome PvE: unin Plain Bore For Use With Hawk Pd® and Dual Hi-Performance Pd® Timing Belts 
CUE ae avaavie Ora er On: 22 % 1%" 56.020mm 54.66mm 65.00mm 28.6mm 3PEA9 
28 We 13" 71.300mm 70.08mm 80.00mm 60.5mm 3PED3 
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1008 
TRITAN Series 





Taper-Lock® Bushings 
For use with sheaves, sprockets, pulleys, gearbelt 
pulleys, and chain couplings. Include set screws. 























QT Series Bushing Series/ Item Bushing Series/ Item Bushing Series/ Item 
Bore Dia. No. Bore Dia. No. Bore Dia. No. 
‘.. yp" 45PW98 yp" 45PX74 Yj" 45PY36 
TB Wood's He A5PX06 5A A5PX79 7A A5PY38 
Incorporated 14 45PX04 7A 45PX80 Ti/6" 45PY26 
e . Tig" 45PW99 i 45PX73 T 45PY22 
= Vs! 45PX03 THe 45PX63 TH 45PY10 
Quick Detachable Bushings 7 45PX05 Th A5PX66 THe" A5PY14 
sald 1 Bee | 
Split through flange and taper to provide a true clamp. All series except for JA Ai 45PX10 T%' 45PX68 17/6" 45PY19 
and QT have a setscrew over the key to help maintain the bushing's position " TPPyis ae a PPxEd te PYG 
until the screws are tightened. For use with sheaves, sprockets, and pulleys. yj, 45PX14 154! 45PX70 Tie 45PY11 
Bushing Series/ Item Bushing Series/ Item Bushing Series/ Item iE a PPxTG 2012 5" A5PY04 1 a ePYoa 
Bore Dia. No. Bore Dia. No. Bore Dia. No. y, ; ASPY13 vy, : A5PX98 TE ; A5PY13 
ar sD a 1210 : vy, 45PY03 a A5PY35 
a SUnIZ6 Z aE aie ange vp! A5PX23 vA A5PY05 D6 A5PY27 
z ae - oe us ae v 45PX28 6 45PYO01 i 45PY30 
si SUJAZ a aD eee La ate ui A5PX27 i" A5PX96 a6 A5PY31 
7h 5UJA5 TR 410884 THe 410891 y, : wl ale 
: ; ; 7h A5PX29 1%" A5PX85 D9," A5PY32 
: ouniz2 i ane LE ov LJs 1! A5PX22 He A5PX89 aTh6 A5PY34 
1H 5UHZ5 1% 41D879 176 38H450 a5 TEPXOO TH! AEPYEA a APY28 
1/6" 5UHZ7 T/6" 10Y301 17" 5YLJO , V, : APY ; on : ASPX? (3020 2 
17 5UHZ4 1H" 410878 1% 410894 WH a 
13" 5UHZ8 13," 5YLG7 15," 410893 4 49PX19 1% 49PX91 ! 40PY83 
i ; 
176" 5UJAO 17/6" 5YLGQ 1/6! 5YLHg | 1610 aE ailvth ike atl 
: ae ; yp" 45PX55 Tv" 45PX83 13%" 45PY77 
1V% 5UHZ3 1% 410877 17 5YLJ2 a a a 
14mm 41D905 1%" 410881 17 5YLJ4 elie Le elie th LEE pola 
: ; Va! 45PX59 TH68" 45PX86 1% A5PY69 
19mm 410906 1% 5YLG8 116 5YLJ1 ac" a5PY57 175 a5PXG0 a EPV75 
24mm 5UJA1 16 10Y298 2" 5YLJ5 TF a - 
at a A 45PX61 16 45PX87 1% 45PY76 
28mm 41D907 1% 5YLHO 2V, 5YLJ6 5c" aSPY5S 175 aSPYG5 173 aEPVET 
35mm 5UJA3 THe" 10¥299 276 5YLJ7 a ASPY54 TF ASPYS8 EST A5PY74 
38mm 41D908 24mm 41D917 27; 41D895 i EPA 7 TEPYO? 7 ASPZ01 
JA 28mm 410918 29%" 5YLJ8 a ASPYA7 a ASPYG8 
6" 5YLG6 38mm 41D919 21/6" BYLJ9 et : ASPYA8 oF: : A5PYG? 
Ai 5YLG4 42mm 410920 28mm 41D927 7 TEPYAG aT; A5PY37 
yj" 5YLG3 | SK 38mm 410928 oa : ASPYRD oa aEPYO 
7h 5YLG5 Yj" 41D903 42mm 410929 wa A5PX49 Th : A5PYG7 
ih 5YLF7 7 410904 48mm 410930 78 ASPX? a A5PY86 
1% 5YLF9 He" 41D899 55mm 410931 7H ASPYA5 ooh A5PY9G 
Tie oYEGO lb M308 IB 1% A5PX53 59} A5PY93 
17 5YLF8 1% 410898 154" 5YLNG 13 ASPY5i se 5" A5PYO} 
19mm 410909 He" 10Y309 TH68" 5YLN3 : 7 ASPZ02 
20mm 5YLG1 TV; 5YLL3 Ty" 5YLN5 
24mm 410910 THe 10Y310 17 5YLN7 ee SS a a 
25mm 5YLG2 13%" 5YLL6 TH6" 5YLN4 S li f T 
28mm 410911 THe 5YLL8 ea 5YLN8 Es re 
SH Ty," 5YLL2 21, 5YLP3 p | aper 
' 41D896 1%6" 410901 26" 5YLP4 A . 2 WA, 
i 10307 1%" 5YLL7 27," 5YLP1 Bushings PowerDrive Gs" 
Yj" 5YLK9 TH68" 5YLL1 PxLY 5YLP6 sn fini 
“A 5YLLO 13 5YLL5 Die! syLp7_ | " Black oxide finish 
Tig" 41D897 17% 5YLL9 21" 5YLPO = Taper: 3%" per ft. 
i 5YLK1 THe" 5YLL4 21g" 5YLN9 . 
17%" 5YLKA mi 410902 OE 5YLP5 Feature solid flange. External key on bushing provides B Series 
i 5YLK3 2 V5 5YLNO 27 5YLP8 positive drive, except series G. For use with sheaves, 
13%" 5YLK5 2/6" 5YLN1 D156" 5YLP2 
a7 SYK] se SyENZ oF SyLPS sprockets, pulleys, gearbelt pulleys, and chain couplings. Include cap screws. 
17" 5YLK2 24," 20LU82 3/6 oYLRO Bushing Series/ Item Bushing Series/ Item Bushing Series/ ltem 
198" 5YLK6 24mm 41D921 38mm 41D932 Bore Dia. No. Bore Dia. No. Bore Dia. No. 
24mm 5YLK8 28mm 410922 42mm 410933 B G Q1 
28mm 410912 38mm 410923 45mm 5YLR1 i" 6PTT4 ¥" 6PTUS ys" 6PTX4 
SDS 42mm 410924 48mm 41D934 14 6PTU3 7% 6PTUG 7A 6PTX5 
yp" 41D885 48mm 410925 55mm 410935 Ys" 6PTU2 5" 6PTVO ih 6PTW5 
i 10Y305 55mm 410926 |F 13g" 6PTT5 Ya" 6PTU8 Th 6PTX6 
yi" 5YLH8 1V;' 41D860 7h 6PTU4 7A 6PTV1 THe" 6PTX8 
7A 10Y306 13% 41D863 Tig" 6PTT6 T5/g" 6PTU7 Tv; 6PTW7 
Tg" 41D887 THe 41D865 i 6PTP9 ie 6PTU5 13" 6PTX9 
ie 5YLH1 TV" 41D859 He 6PTRO | P1 THe 6PTY1 
1% 5YLH4 1%" 41D864 1h 6PTR3 if" 6PTV9 Tv" 6PTW6 
THe 41D886 215/46" 5YLRG THe 6PTRG Ya" 6PTV8 THe 6PTX1 
TV; 5YLH3 cy 5YLT4 TV; 6PTR2 7A 6PTWO 15," 6PTYO 
1% 5YLH5 31% 41D869 The 6PTR9 i 6PTV2 TH68" 6PTX7 
He 5YLH7 3/6" 41D871 13%" 6PTR8 TH 6PTW1 TH" 6PTW9 
Ty" 5YLH2 37," 5YLTO THe 6PTT1 He" 6PTV5 17 6PTXO 
1% 5YLH6 395 5YLT8 Tv," 6PTR1 Tv; 6PTV4 THe" 6PTW8 
TH68" 10Y302 37/6 5YLT9 1%6 6PTT3 13%" 6PTW2 21%, 6PTX2 
17H 10Y304 3%; BYLT5 1%" 6PTTO THe 6PTV7 2¥5' 6PTX3 
Tie" 10Y303 356 41D873 TH68" 6PTR4 17," 6PTV3 
24mm 410913 316" 41D870 TH" 6PTR7 1%" 6PTV6 
28mm 410914 394" 41D872 17" 6PTT2 | P2 
38mm 410915 37% 41D874 THe" 6PTR5 1%" 6PTW3 
42mm 410916 316" BYLT7 ey 6PTT7 13%" 6PTW4 
48mm 410936 DV 6PTT9 
55mm 41D937 2/6" 6PTUO 
60mm 5YLU0 OV," 6PTTS 
80mm 5YLU1 x,y 6PTU1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 115 


POWER TRANSMISSION Scan. Order. Done. 
Chain Details on page Al. 





x ; 
Dayton rm 
pave ZT TSLBAKI 
Roller Chain and Individual Links 











Hardened carbon steel construction. Fully Conveyor—Designed specifically for transport 
st interchangeable with other ANSI roller chains. applications such as material handling, pack- 
andard : . ; oe ome ' : 
No. 2YDW8 Factory preloading, lube-grooved bushings, aging, road building machinery, commercial 
and prelubrication minimize wear elongation. bakeries, bottlers, and farm equipment. 


jan wots oroceedeal nel requraments,  Comeeting Ost and Roller Links — 

Connecting links join 2 ends of chain together. 
Heavy Additional sizes and styles of roller chain are available on Sizes 25 to 60 assemble with spring clips. Size 
No. 1YGT2 Benneeyet 80 and higher, as well as Heavy and Curved 
Lube-Free Lambda®—Oil-impregnated bush- — connecting links, assemble with cotter pins. 
ings, coated pins, and solid rollers. Maximum 
allowable load is the same as standard roller 
chain. 


British Standard—Conforms to ISO 606, DIN 








Offset links are used for strands when an odd 
number of chain links is required. 


Roller links serve as replacements for damaged 


roller links. 
8187, and BS 2280 dimensions. 
Conveyor 
No. 2YDY3 Heavy—Chain features thicker side plates for 
increased working load and fatigue resistance. 
Roller Max. CHAIN CONNECTING LINKS OFFSET LINKS ROLLER LINKS 
ANSI Bushing Roller Allowable Tensile Item Item Pkg. Item Pkg. Item Pkg. 
Chain Size _ Pitch Width Dia. Overall Width Load Strength L No. No. Qty. No. Qty. No. Qty. 
Standard Riveted, Single Strand 
Dayton® 
30 ¥e" 0.188" 0.200" 0.514" 480 |b. 1760 Ib. 10 ft. 2YDW4 2YEA5 5 2YEA6 5 2YEA7 9 
30 Ye" 0.188" 0.200" 0.514" 480 Ib. 1760 Ib. 100 ft. 2YDX5 2YEA5 5 2YEA6 a 2YEA7 5 
40 y;" Giz O.d1Z 0.695" 810 Ib. 3120 Ib. 10 ft. 2YDW5 2YEA8 5 2YEA9 5 2YEC1 5 
40 Y O12 O.31Z 0.695" 810 Ib. 3120 Ib. 100 ft. 2YDX6 2YEA8 i 2YEA9 9 2YEC1 5 
4} ¥;" 0.250" 0.306" 0.587" 470 |b. 1500 Ib. 10 ft. 2YDW6 2YEC2 5 2YEC3 5 2YEC4 0 
4} VA 0.250" 0.306" 0.587" 470 |b. 1500 Ib. 100 ft. 2YDX7 2YEC2 5 2YEC3 a 2YEC4 i 
90 7%" 0.375" 0.400" 0.851" 1430 Ib. 4880 |b. 10 ft. 2YDW/7 2YEC5 5 2YEC6 5 2YEC7 o 
90 7%" OR veey 0.400" 0.851" 1430 Ib. 4880 |b. 100 ft. 2YDX8 2YEC5 5 2YEC6 5 2YEC7 5 
60 5/4 0.500" 0.469" 1.049" 1980 Ib. 7030 Ib. 10 ft. 2YDW8 2YEC8 9 2YEC9 5 2YED1 9 
60 fa" 0.500" 0.469" 1.049" 1980 Ib. 7030 Ib. 100 ft. 2YDX9 2YEC8 5 2YEC9 i 2YED1 5 
80 1" 0.625" 0.625" 0.386" 3300 Ib. 12,500 Ib. 10 ft. 2YDW9 2YED2 1 2YED3 1 2YED4 1 
100 1Y%" 0.750" 0.750" 1.704" 9070 Ib. 19,531 Ib. 10 ft. 2YDX1 2YED5 1 2YED6 1 2YED7 1 
120 1%" 1.000" 0.8/5" 2122 6790 |b. 28,120 Ib. 10 ft. 2YDX2 2YED8 1 2YEE2 1 2YEE5 1 
140 194" 1.000" 1.000" 2.269" 8900 Ib. 38,280 Ib. 10 ft. 2YDX3 2YED9 1 2YEE3 1 2YEE6 1 
' é el 2 1.250" 1.125. 2.691" 11,880 1b. _ 50,000 Ib. 10 ft. 2YDX4 2YEE1 1 2YEE4 1 2YEE7 1 
subaki 
30 Ye" 0.188" 0.200" 0.500" 480 Ib. 2030 Ib. 10 ft. 2W092 5X290 5 5X291 5 5X292 5 
30 5g" 0.188" 0.200" 0.500" 480 Ib. 2030 Ib. 100 ft. 2W192 5X290 5 5X291 5 5X292 3 
40 Y" 0.312" OKs Wala 810 Ib. 4290 |b. 10 ft. 2W093 5X293 3 5X294 a 5X295 5 
40 yA O.d1z U.d12 0./17" 810 Ib. 4290 Ib. 100 ft. 2W193 5X293 5 5X294 5 5X295 5 
4] Ye 0.250" 0.306" 0.579" 900 Ib. 2640 Ib. 10 ft. 2W094 5X296 J 5X297 J 5X298 5 
4] Ya 0.250" 0.306" 0.579" 900 Ib. 2640 Ib. 100 ft. 2W194 5X296 5 5X297 5 5X298 5 
90 7%" 0.375" 0.400" 0.878" 1430 Ib. 7050 Ib. 10 Tt. 2W095 5X299 o 5X300 Hi 5X301 3 
90 %e" Udi 0.400" 0.878" 1430 Ib. 7050 Ib. 100 ft. 2W195 5X299 5 5X300 5 5X301 9 
60 5/4" 0.500" 0.469" 1.087" 1980 Ib. 9920 Ib. 10 ft. 2W096 5X302 5 5X303 5 5X304 o 
60 fa" 0.500" 0.469" 1.087" 1980 Ib. 9920 Ib. 100 ft. 3W098 5X302 5 5X303 5 5X304 3 
80 ii 0.625" 0.625" 1.398" 3300 Ib. 17,640 Ib. 10 ft. 2W221 6X529 1 6X530 1 6X531 1 
100 1%" 0.750" 0.750" 1.678" 9070 Ib. 26,460 Ib. 10 ft. 2W222 6X532 1 6X533 1 6X534 1 
120 1 1.000" 0.875" 2.118" 6830 Ib. 37,480 Ib. 10 ft. 6L481 6L490 1 6L493 1 6L496 1 
140 19/4" 1.000" 1.000" 2.307" 9040 Ib. 48,510 Ib. 10 i. 6L482 6L491 1 6L494 1 6L497 1 
160 a 1.250" 1.125 2./05" 11,900 lb. —_ 60,630 Ib. 10 ft. 6L483 6L492 1 6L495 1 6L498 1 
Standard Riveted, Double Strand 
Dayton® 
30-2 ye" 0.188" 0.200" 0.898" 805 Ib. 3020 Ib. 10 ft. 2YDY5 2YEE8 5 2YEF5 5 — — 
40-2 y;" Oaiz: Oai2 1.247" 1360 Ib. 6250 Ib. 10 ft. 2YDY6 2YEE9 5 2YEF6 o — — 
90-2 7%" G.diD 0.400" 10/1 2360 Ib. 9770 Ib. 10 ft. 2YDY7 2YEF1 9 2YEF/ 5 — — 
60-2 ya" 0.500" 0.469" 1.961" 3300 Ib. 14,060 Ib. 10 ft. 2YDY8 2YEF2 5 2YEF8 5 _— — 
80-2 1" 0.625" 0.625" 2.943" 9600 Ib. 25,000 Ib. 10 ft. 2YDY9 2YEF3 1 2YEF9 1 — — 
: i we 1%" 0.750" 0.750" 3.0/0" 85/0 Ib. 39,062 Ib. 10 ft. 2YDZ1 2YEF4 1 2YEG1 1 — — 
subaki 
30-2 Ye" 0.188" 0.200" 0.898" 810 Ib. 9060 Ib. 10 ft. 6L484 6L499 5 6L505 5 — — 
40-2 Y;" 0.312 U.312 1.283" 1370 Ib. 8980 Ib. 10 ft. 6L485 6L500 5 6L506 5 _ — 
20-2 7%" 0.375" 0.400" 1.595" 2430 Ib. 14,100 Ib. 10 ft. 6L486 6L501 5 6L507 5 — — 
60-2 ya" 0.500" 0.469" 1.988" 3360 Ib. 19,840 Ib. 10 ft. 6L487 6L502 5 6L508 5 _— — 
80-2 {" 0.625" 0.625" 2.002. 9610 Ib. 35,280 Ib. 10 ft. 6L488 6L503 1 6L509 1 — — 
100-2 1%" 0.750" 0.750" 3.090" 8610 Ib. 92,920 Ib. 10 ft. 6L489 6L504 1 6L510 1 — — 
Lube-Free Lambda® 
40 y" 0.297" 0.312" O90 816 Ib. 4300 Ib. 10 ft. 1YGP9 1YJK8 5 1YJK9 2 — — 
0 7s" 0.365" 0.400" 0.913" 1430 Ib. 7050 Ib. 10 ft. 1YGR4 1YJX4 5 1YJX5 5 — — 
British Standard 
Tsubaki 
06B e 0.225" 0.250 0.551 — 2310 Ib. 10 ft. 1YGZ8_ *| 1YGN3 2 1YGN4 i — — 
08B 2 0.305" 0.335 0.724 — 4410 |b. 10 ft. 1YGZ9 1YGN5 5 — — — — 
10B % 0.380" 0.400 0.819 — 9840 Ib. 10 ft. 1YHA1 1YGN7 J 1YGN8 5 — — 
12B 4 0.460" 0.475 0.953 — 7900 Ib. 10 ft. 1YHA2 1YGN9 5 1YGP1 5 — — 
Heavy Riveted 
Tsubaki 
60H 4" 0.500" 0.469" 1292" 2200 Ib. 9920 Ib. 10 ft. 1YGT2 1YKK8 a 1YKK9 5 1YKL1 5 
80H 1" 0.625" 0.625" 1.543" 3630 Ib. 17,640 Ib. 10 ft. 1YGT/ 1YKV8 1 1YKV9 1 1YKW1 1 
Conveyor 
Dayton® 
C2040 ile OaaZ’ 0.312" 0.697" 934 Ib. 3120 Ib. 10 ft. 2YDY1 2YEG2 1 2YEG6 1 2YEH1 1 
C2050 1%" 0.3/9 0.400" 0.856" 721 Ib. 4880 Ib. 10 ft. 2YDY2 2YEG3 1 2YEG/ 1 2YEH2 1 
C2060H 1" 0.500" 0.469" 1.248" 1032 Ib. 7227 |b. 10 ft. 2YDY3 2YEG4 1 2YEG8 1 2YEH3 1 
: coed 2 0.625" 0.625" 1.512 1610 Ib. 12,886 Ib. 10 ft. 2YDY4 2YEG5 1 2YEG9 1 2YEH4 1 
subaki 
C2040 1" U.312 0.312" Oi 999 Ib. 3/50 Ib. 10 ft. 6L511 6L515 1 6L519 1 6L523 1 
C2050 1" 0.375" 0.400" 0.878" 970 Ib. 6170 Ib. 10 ft. 6L512 6L516 1 6L520 1 6L524 1 
C2060H 1%" 0.500" 0.469" 1.225" 1410 Ib. 9040 Ib. 10 ft. 6L513 6L517 1 6L521 1 6L525 1 
C2080H 2" 0.625" 0.625" 1.543" 2400 Ib. 15,400 Ib. 10 ft. 6L514 6L518 1 6L522 1 6L526 1 
* 06B chain has conveyor-style flat side bar. 
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POWER TRANSMISSION 
Chain, Links & Chain Tools 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


* 
Dayton o 
Z TSUBAKI 


Corrosion-Resistant Roller 
Chain and Individual Links 


Each 10-ft. length includes 1 connecting link. 








Neptune®—Resists corrosion in difficult environments including seawater 
spray. Chromium-free topcoat protects chain from impact and provides 
superior rust resistance. Zinc-and-aluminum undercoating ensures maximum 
corrosion resistance with the same strength as standard ANSI chain. 


Nickel-Plated—Useful for decorative applications or in moderately corrosive 
environments and outdoor conditions. Not suggested for direct food contact. 





304 Stainless Steel—Excellent for corrosive conditions involving food, salt- 
water, chemicals, and pharmaceuticals. 


No. 1YJH1 No. 1YJH2 


Roller Max. CHAIN CONNECTING LINKS OFFSET LINKS 
ANSI Bushing Roller Overall Allowable Tensile Item Item Pkg. Item Pkg. 
Chain Size Pitch Width Dia. Width Load Strength L No. No. Qty. No. Qty. 
Neptune® 
Tsubaki 
SONT ¥" 0.188" 0.200" 0.500" 480 |b. 2530 Ib. 10 ft. 1YGP6 1YJH1 3) 1YJH2 5 
AONT Vp" 312" 0.312" O71r 810 Ib. 4290 lb. 10 ft. 1YGR2 1YJP2 5 1YJP3 5 
SONT ¥e" 0.375" 0.400" 0.878" 1430 lb. 7050 Ib. 10 ft. 1YGR6 1YJZ6 4 1YJZ7 5 
60NT ¥4" 0.500" 0.200" 1,087" 1980 lb. 9920 Ib. 10 ft. 1YGT1 1YKG6 a 1YKG7 5 
Nickel-Plated 
Dayton® 
40NP ye 0.312" 0.851" 0.695" 648 Ib. 3700 Ib. 10 ft. 2YDZ2 2YDZ8 5 2YEA2 5 
SONP ¥e" 0.375" 0.400" 0.851" 1144 |b. 6100 Ib. 10 ft. 2YDZ3 2YDZ9 5 2YEA3 5 
60NP ¥4" 0.500" 0.469" 1.049" 1584 Ib. 8500 Ib. 10 ft. 2YDZ4 2YEA1 5 2YEA4 5 
Tsubaki 
40ONP Y," 0.312" 0.312" 0.717" 660 Ib. 4250 Ib. 10 ft. 6L073 6L091 5) 6L082 h) 
SONP 9" 0.375" 0.400" 0.878" 1140 lb. 7050 Ib. 10 ft. 6L074 6L092 5 6L083 3) 
60NP ¥4" 0.500" 0.469" 1.087" 1630 lb. 9900 Ib. 10 ft. 6L075 6L093 4] 6L084 5 
304 Stainless Steel 
Dayton® 
4088 Y," 0.312" 0.851" 0.695" 100 Ib. 2750 Ib. 10 ft. 2YDZ5 — — — — 
5088S ¥e" 0.375" 0.851" 0.851" 152 Ib. 4950 Ib. 10 ft. 2YDZ6 — — — — 
60SS ¥4" 0.500" 0.469" 1.049" 230 Ib. 6050 Ib. 10 ft. 2YDZ7 — — — — 
Tsubaki 
2599 Ya" 0.125" 0.130" 0.339" 26 Ib. — 10 ft. 1YGP4 1YJF9 5 
3599 ¥" 0.188" 0.200" 0.500" 60 Ib. — 10 ft. 1YGP7 1YJJ9 5 
4088 Y," 0.312" 0.312" 0.717" 100 Ib. — 10 ft. 6L076 6L094 i] 
5088S ¥e" 0.375" 0.400" 0.878" 154 Ib. = 10 ft. 6L077 6L095 5 
60SS ¥4" 0.500" 0.469" 1.087" 231 Ib. = 10 ft. 6L078 6L096 oD 
80SSRB 1" 0.625" 0.625" 1.398" 397 |b. — 10 ft. 1YGT9 1YKW9 1 








A-1 SK-1 
yt yf 
Z TSUBAKI 
F 7 A-1 D-1 D-3 K-1 SK-1 
Chain Attachment Links Ans fen in i he sk 
ain Size 0. 0. 0. No. No. 
Fixtures can be mounted to attachments for | aE aVIG3 aVIGE aVIG7 va walt 
smoother transfer. Sold in pkg. of 5, except single- 40 1YJK3 1YJK6 1YJK7 1YJL4 1YJP8 
pitch size 80. Spring clips standard on sizes 35 i ve — — Te ne 
; +4: 5 5 
to 60. Cotter pins standard on sizes 80. ena a qVKDS qVKES aVREA TES 4YKHA 
styles and sizes are available on Grainger.com®. 80 4YKN7 1YKP2 1YKP3 4YKP6 1YKT6 
e Daytona a 
Z TSUBAKI >< Fenner Drives 
Roller Chain Tools 
Mfr. Item 
ANSI Size Brand Model No. 
Chain Detacher 
25-60 Tsubaki D-35 1A911 
35-50 Dayton 2YEH5 2YEH5 
60-100 Dayton 2YEH6 2YEH6 
60-100 Tsubaki D-60 1A912 
Chain Puller 
29-39 Fenner Drives 9800250 34XX39 Chain Detach : 
35-60 Fenner Drives 5800350 5TZL3 ce ame Chain Puller 
40-80 Fenner Drives 5800500 332791 . No. STZL3 
80-240 Fenner Drives 5800800 5TZL4 
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Sprockets Details on page Al. 
BORE DIA. 
3" yn" 5g" yy" 
Pitch No. of Mfr. Item Item Item Item 
ANSI No. 40 ANS; . hee Teeth Model No. No. No. No. 
procket No. 
noe 1.260" 1.097" 9 35B9F 6L774 — — — 
1.380" 1.214" 10 35B10F 6L775 6L776 6L777 * — 
1.500" 1.301 11 35B11F 6L778 6L779 6L780 6L781 * 
r ANSI No. 41 ee an iF a — ee oraae eee 
=| No. 6L889 OU Of 2) — 789 fi 187 
hla ee ee 
Single-Strand Fixed-Bore Sprockets — 211012213 sss = — 6795 —61:796 6L797 
; . 2.230 2.041" ia 35B1/F — 6L799 6L800 6L801 
ANSI standard sprockets for use with standard roller chain. Constructed ~~2.350" 2.160' 18 35B18F — 6L803 | 61804 6L805 
iah_ : 2.4/0" 2.219 19 35B19F — 6L807 6L808 6L809 
of high-carbon and heat treated steel alloy. Standard keyway (see 5 OT 0497" 50 a5BOOF = 6Lai1 1 61812 6813 
pages 109, 119 for more info.) and 2 setscrews included. Setscrews 2.830" 2.635" 22 35B22F — — — 6L821 
i ° RYAL 3.070" 2.8/3. 24 35B24F — 6L827 6L828 6L829 
oa sire Over ele a 90 a aor mS apse * 3190" 2.992" 95 35B25F | — | L831 61832 61833 
an 2 pore laa ave no Keyway. tonal Sprockets avaliabie on * Setscrew located 90° and 180° from keyway. 
Grainger.com®. BORE DIA. 
Y" 5g" 4" i" 1" 1 Ya" 1 3A" 1 y" 1 iy 5. 1 y" 
Pitch No. of Mfr. Item Item Item Item Item Item Item Item Item Item 
0.D. Dia. Teeth Model No. No. No. No. No. No. No. No. No. No. 
ANSI Sprocket No. 40 
1.674" 1.462 9 40B09F 6L835 6L836 — — — — — — — — 
1.839" 1.618" 10 40B10F 1L104 1L105 1L106 — — — — — — — 
2.000" Tio" 11 40B11F 6L837 6L838 6L839 6L840 — — — — — — 
2.1/0" 1.932" 12 40B12F 1L108 1L109 1L110 1L111 1L112 — — — — — 
2.330" 2.089" 13 40B13F 6L841 1L113 1L114 1L115 1L116 — — — — — 
2.490" 2.24/- 14 40B14F 1L117 1L118 1L119 1L120 1L121 — — — — — 
2.650" 2.405" 15 40B15F 6L842 1L122 1L123 1L124 1L125 20UF10 20UF11 * 6L843 * — — 
2.810" 2.003" 16 40B16F — 1L126 1L127 1L128 1L129 20UF12 20UF13 6L844 — — 
2.980" 2.121 ive 40B17F — 1L130 1L131 1L132 1L133 20UF14 20UF15 6L845 — — 
3.140" 2.8/9" 18 40B18F — 1L134 1L135 1L136 1L137 20UF16 20UF17 6L846 — — 
3.300" 3.038" 19 40B19F — 6L847 1L138 6L848 1L139 20UF19 20UF20 6L849 20UF21 20UF22 
3.460" 3.196" 20 40B20F — 6L850 1L140 1L141 1L142 20UF23 20UF24 6L851 20UF25 20UF26 
3.620" S00" 21 40B21F — 20UF30 6L853 20UF31 6L855 20UF27 — 20UF28 20UF29 — 
3.780" g.013- 22 40B22F — 20UF35 6L858 20UF36 6L860 20UF32 — 20UF33 20UF34 — 
3.940" 3.672" 23 40B23F — 20UF40 6L863 20UF41 6L865 20UF37 — 20UF38 20UF39 — 
4.100" 3.031. 24 40B24F — — 1L143 20UF42 1L144 — — — — — 
4.260" 3.989" 20 40B25F — — 6L871 — 6L873 — — — — — 
4.420" 4.148" 26 40B26F — — 6L876 — 6L878 — — — — — 
4.740° 4.465" 28 40B28F — 6L880 6L881 — 6L883 — — — — — 
5.060" 4.783" 30 40B30F — 6L885 6L886 —— 1L145 — — — — — 
5.860" eyicy 35 40B35F — — — — 1L146 — — — — — 
* Setscrew located 90° and 180° from keyway. 
BORE DIA. 
Vp ¥~ 4 1 
Pitch No. of Mfr. Item Item Item Item 
0.D. Dia. Teeth Model No. No. No. No. 
ANSI Sprocket No. 41 
1.670" 1.462" 9 41B9F 6L889 6L890 — — 
1.840" 1.618" 10 41B10F 6L891 6L892 6L893 — 
2.000" Latta: 11 41B11F — — 6L896 — 
2.110. 1.932" 12 41B12F — 6L898 6L899 — 
2.330" 2.089" 13 41B13F — — — 6L903 
2.490" 2.24/° 14 41B14F — — — 6L907 
2.650" 2.405" 15 41B15F 6L908 — 6L910 — 
2.810" 2.563" 16 41B16F — — 6L913 — 
3.140" 2.8/9" 18 41B18F — 6L918 — 6L920 
3.460" 3.196" 20 41B20F — 6L924 6L925 6L926 
BORE DIA. 
" xs," yy" 1" 1 Ya" 1 346" 1 y" 1 Ye" 1 Y," 1 3" 
Pitch No. of Mfr. Item Item Item Item Item Item Item Item Item Item 
0.D. Dia. Teeth Model No. No No. No. No. No. No. No. No. No. 
ANSI Sprocket No. 50 
2.090" 1.828" 9 50B09F — 6L927 — — — — — — — — 
2.300" 2020. 10 50B10F —_ 1L147 6L928 6L929 * — — — — — — 
2.500" 2.210: 11 50B11F 20UF44 1L148 20UF45 6L931 — — — — — — 
2./10° 2A1D 12 50B12F 20UF48 1L149 6L932 1L150 1L151 6L933 6L934 — — — 
2.910" AES 13 50B13F 20UF51 1L152 20UF52 1L153 20UF50 6L936 6L937 — — — 
S110" 2.809" 14 50B14F 20UF56 1L155 20UF5/ 1L156 20UF54 | 20UF55 1L230 — — — 
3.320" 3.006" 19 50B15F 20UF61 1L157 6L941 1L158 1L159 6L942 1L160 20UF60 — — 
3.520" 3.204" 16 50B16F 20UF6/ 1L161 6L943 1L162 1L163 20UF64 1L164 20UF65 | 20UF66 — 
3./20° 3.401" 17 50B1/F — 20UF74 | 20UF/5 1L166 20UF69 | 20UF/0 1L168 20UF71 | 20UF/2 | 20UF/3 
3.920" 3.599" 18 50B18F — 6L947 20UF80 6L949 20UF/76 | 20UF/7 6L952 20UF78 | 20UF/9 —_ 
4.120" 3./98" 19 50B19F — — 20UF86 6L955 20UF82 | 20UF83 — 20UF84 | 20UF85 — 
4.320" 3.995" 20 50B20F — 1L169 20UF93 1L170 20UF88 | 20UF89 6L962 20UF91 | 20UF92 — 
4.520" 4.194" 21 50B21F — — — 6L965 — — — — — — 
4.720° 4.392" 22 50B22F — — — 6L971 — — — — — — 
4.920" 4.590" 23 50B23F — — — — — — 6L980 — — — 
5.120" 4.788" 24 50B24F — — — 1L171 — — 6L985 — — — 
2.020 3, aa: 26 50B26F — — — 6L994 — — — — — — 
6.320" 5.979" 30 50B30F — — — 6G019 — 66021 6G022 — — — 
* Setscrew located 90° and 180° from keyway. 
BORE DIA. 
yy" i," 1" 1%" 1/6" 1%" 1%" 1/6" 1%" 15%" 134" 116" 
Pitch No. of Mfr. Item Item Item Item Item Item Item Item Item Item Item Item 
0.D. Dia. Teeth Model No. No. No. No. No. No. No. No. No. No. 0 No. 
ANSI Sprocket No. 60 
2.010 2.193 9 60B09F | 20UG50 — 66023 — — — — — — — — — 
2./60° = 2.427" 10 60B10F | 1L172 20UF94 6G024 — — — — — — — — — 
3.000" 2.663" 11 60B11F | 20UF95 — 1L173 1L174 — 1L175 ~* — — — — — — 
3.250" 2.898" 12 60B12F | 20UF98 | 20UF99 1L176 20UF96 | 20UF97 1L177 * — — — — — — 
3.490" = 3.134" 13 60B13F — — 1L178 20UG01 | 20UG02 1L180 — 20UG03 * 6G028 * — — — 
3./40° 3.3/1" 14 60B14F — — 1L181 20UG04 | 20UG05 1L182 — 20UG06 * 6G032 ~* — — — 
3.980° 3.608" 15 60B15F | 20UG12 | 20UG13 1L183 20UG07 | 20UG08 1L185 — — 20UG09 20UG11 | 20UG10 * — 
4.220° 3.845" 16 60B16F | 20UG20 | 20UG21 1L186 20UG14 | 20UG15 | 20UG16 — 20UG17 20UG18 20UG19 — — 
4460" 4.082" 17 60B1/7F — — 20UG22 | 20UG23 | 20UG24 | 20UG25 20UG26 | 20UG27 20UG28 20UG29 — — 
4.700" 4.319" 18 60B18F — — 1L189 20UG31 | 20UG32 | 20UG33 — 20UG34 20UG35 20UG36 — 20UG30 
4.950" 4.557" 19 60B19F — — — 20UG3/7 | 20UG38 | 20UG39 20UG40 | 20UG41 20UG42 20UG43 — 20UG44 
5.190" 4.794" 20 60B20F — — — 20UG45 | 20UG46 | 20UG4/ 20UG48 | 20UG49 6G057 — — — 
5.910" 5.508" 23 60B23F — — 6G070 — — 6G072 — — — — — — 
6.150" 5.746° 24 60B24F — — 6G076 — — 6G078 — — 6G081 — — — 


* Setscrew located 90° and 180° from keyway. 
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gf pcg 
Z TSuUBAKI 
Single-Strand Bushed-Bore Sprockets = auicx 
: : Detachable 
= Bushing required No. 5XXW9 ! 
ANSI standard sprockets for use with standard roller chain. Constructed of Taper-Lock® Split Taper 
hardened high-carbon, heat-treated steel alloy. No. 5XXN1 No. 5PTW5 
QUICK DETACHABLE TAPER-LOCK® SPLIT TAPER 
Pitch No. of Bushing Mfr. Item Bushing Mfr. Item Bushing Mfr. Item 
OD. Dia. Teeth Req. Model No. Req. Model No. Req. Model No. 
ANSI Sprocket No. 40 
2.490" 2.247 14 — — — 1008 40BTL14 5XXN1 * — — — 
2.650 2.405" 15 JA 40JA15 5XXW9 * 1008 40BTL15 5XXN2 H or QT 40H15 5PTZ7 
2.810" 2.563" 16 JA 40JA16 5XXY0_ * 1008 40BTL16 5XXN3 H or QT 40H16 5PTZ8 
2.980" pw aN 17 JA 40JA17 5XXY1 * 1210 40BTLI7 5XXN4_ * H or QT 40H17 5PTZ9 * 
3.140" 2.879" 18 JA 40JA18 5XXY2__* 1210 40BTL18 5XXN5_ * H or QT 40H18 5PTW5  * 
3.300" 3.038" 19 JA 40JA19 5XXY3__* 1210 40BTL19 5XXN6 H or QT 40H19 5PTW6 
3.460" 3.196" 20 SH 40SH20 5XXY4__* 1610 40BTL20 5XXN7__* H or QT 40H20 5PIW7 * 
3.620" 3.355" 21 SH 40SH21 5XXY5__* 1610 40BTL21 5XXN8 PY 40P21 5PVAO 
3.780" 3.513. 22 SH 40SH22 5XXY6 1610 40BTL22 5XXN9 H or QT 40H22 5PVA1 
3.940" 3.672" 23 SH 40SH23 5XXY7 1610 40BTL23 5XXPO PY 40P23 5PVA2 
4.100" 3.831" 24 SH 40SH24 5XXY8 1610 40BTL24 5XXP1 H or QT 40H24 5PTW8 
4.260" 3.989" 25 SH 40SH25 5XXY9 1610 40BTL25 5XXP2 — — — 
4.420" 4.148" 26 SH 40SH26 5XXZ0 1610 40BTL26 5XXP3 — — — 
4.740" 4.465" 28 SH 40SH28 5XXZ1 1610 40BTL28 5XXP4 H or QT 40H28 5PVA3 
5.060" 4.783" 30 SH 40SH30 5XXZ2 1610 40BTL30 5XXP5 Pi 40P30 5PTW9 
5.380" 5.101" 32 SH 40SH32 5XXZ3 1610 40BTL32 5XXP6 PY 40P32 5PVA4 
5.860" 5.578" 35 SH 40SH35 5XXZ4 1610 40BTL35 5XXP7 PY 40P35 5PVA5 
6.020" 5.737" 36 SDS 40SDS36 5XXZ5 1610 40BTL36 5XXP8 PY 40P36 5PTXO 
6.660" 6.373" 40 SDS 40SDS40 5XXZ6 1610 40BTL40 5XXP9 PY 40P40 5PTX1 
6.970" 6.691" 42 SDS 40SDS42 20UE85 1610 40BTL42 20UE88 PY 40P42 5PVA6 
7.450" 7.168" 45 SDS 40SDS45 5XXZ7 1610 40BTL45 5XXRO PY 40P45 5PTX2 
7.930" 7.645" 48 SDS 40SDS48 5XXZ8 1610 40BTL48 5XXR1 Py 40P48 5PTX3 
8.890" 8.599" 54 SDS 40SDS54 20UE86 1610 40BTL54 20UE89 PY 40P54 5PVA7 
9.840" 9.554" 60 SDS 40SDS60 5XXZ9 1610 40BTL60 5XXR2 Qi 40060 5PTX4 
17.430" 11.145" 70 SK 40SK70 20UE87 2012 40BTL70 20UE90 Q1 40070 5PTX5 
ANSI Sprocket No. 50 
2./10' 2.415" 12 JA 50JA12 5XYA0 1008 50BTL12 5XXR3_* — — — 
2.910" 2.612" 13 JA 50JA13 5XYA1 1008 50BTL13 5XXR4 H or QT 50H13 20UE99 
cm bth 2.809" 14 JA 50JA14 5XYA2 1008 50BTL14 5XXR5 H or QT 50H14 20UF01 
3.320" 3.006" 15 JA 50JA15 5XYA3 1210 50BTL15 5XXR6__* PY 50P15 5PVA8 
3.520" 3.204" 16 JA 50JA16 5XYA4 1610 50BTL16 5XXR7_* PY 50P16 5PVA9 
3.720" 3.401" 17 SH 50SH17 5XYA5 1610 50BTL17 5XXR8_* PY 50P17 5PVCO 
3.920" 3.599" 18 SH 50SH18 5XYAG 1610 50BTL18 5XXR9 H or QT 50H18 5PTX6 
4.120" 3.798" 19 SH 50SH19 5XYA7 1610 50BTL19 5XXT0 PY 50P19 5PVC1 
4.320" 3.995" 20 SDS 50SDS20 5XYA8 1610 50BTL20 5XXT1 PY 50P20 5PTX7 
4.520" 4.194" 21 SDS 50SDS21 5XYA9 1610 50BTL21 5XXT2 PY 50P21 20UF02 
4.720" 4.392" 22 SDS 50SDS22 5XYCO 1610 50BTL22 5XXT3 PY 50P22 5PVC2 
4.920" 4.590" 23 SDS 50SDS23 5XYC1 2012 50BTL23 5XXT4 Q1 50023 5PVC3 
5.120" 4788" 24 SDS 50SD524 5XYC2 2012 50BTL24 5XXT5 Pi 50P24 5PTX8 
5.320" 4987" 25 SDS 50SD$25 5XYC3 2012 50BTL25 5XXT6 a1 50025 5PVC4 
5 520" 5.185" 26 SDS 50SD$26 5XYC4 2012 50BTL26 5XXT7 — — — 
5.920" 5 582" 28 SDS 50SD$28 5XYC5 2012 50BTL28 5XXT8 Py 50P28 20UF03 
6.320" 5.979" 30 SDS 50SDS30 5XYC6 2012 50BTL30 5XXT9 Qi 50030 5PVC5 
6.720" 6.376" 32 SDS 50SDS32 5XYC7 2012 50BTL32 5XXU0 Qi 50032 5PVC6 
7.320" 6.973" 35 SDS 50SDS35 5XYC8 2012 50BTL35 5XXU1 — — — 
7.520" 7.471" 36 SDS 50SDS36 5XYC9 2012 50BTL36 5XXU2 Qi 50036 5PTX9 
8.320" 7.966" 40 SDS 50SDS40 5XYD0 2012 50BTL40 5XXU3 Qt 50040 5PTYO 
8.720" 8.363" 42 SDS 50SDS42 20UE91 2012 50BTL42 20UE93 Qt 50042 5PVC7 
9.310" 8.960" 45 SDS 50SDS45 5XYD1 2012 50BTL45 5XXU4 Qi 50045 5PTY1 
9.910" 9.556" 48 SDS 50SDS48 5XYD2 2012 50BTL48 5XXU5 Q1 50048 5PTY2 
17.110" 10.749" 54 SK 50SK54 20UE92 2012 50BTL54 20UE94 Qi 50054 5PVC8 
12.300" 11.942" 60 SK 50SK60 5XYD3 2012 50BTL60 5XXU6 Q4 50060 5PTY3 
ANSI Sprocket No. 60 
250 12 JA 60JA12 5XYD4 1008 60BTL12 20UE96 — — — 
3.490" 3.134" 13 JA 60JA13 5XYD5 1210 60BTL13 20UE97 Pi 60P13 5PTY4 
3.740" 3.371" 14 SH 60SH14 5XYD6 1210 60BTL14 5XXU7 Pi 60P14 5PTY5 
3.980" 3.608" 15 SH 60SH15 5XYD7 1610 60BTL15 5XXU8 PY 60P15 5PTY6 
4.220" 3.845" 16 SH 60SH16 5XYD8 1610 60BTL16 5XXU9 PY 60P16 5PVC9 
4.460" 4.082" 17 SDS 60SDS17 5XYD9 1610 60BTL17 5XXV0 PY 60P17 5PVDO 
4.700" 4.319" 18 SDS 60SDS18 5XYE0 1610 60BTL18 5XXV1 PY 60P18 5PTY7 
4.950" 4.557" 19 SDS 60SDS19 5XYE1 1610 60BTL19 5XXV2 PY 60P19 5PVD1 
5.190" 4.794" 20 SDS 60SDS20 5XYE2 2012 60BTL20 5XXV3 Q1 60020 5PTY8 
5.430" 5.033" 21 SDS 60SDS21 5XYE3 2012 60BTL21 5XXV4 Qi 60021 20UF05 
5.670" 5.270" 22 SDS 60SDS22 5XYE4 2012 60BTL22 5XXV5 Qi 60022 5PTY9 
5.910" 5.508" 23 SDS 60SDS23 5XYE5 2012 60BTL23 5XXV6 Qi 60023 20UF06 
6.150" 5.746" 24 SDS 60SDS24 5XYE6 2012 60BTL24 5XXV7 Q1 60024 5PTZ0 
6.390" 5.984" 25 SDS 60SD525 5XYE7 2012 60BTL25 5XXV8 Q1 60025 5PTZ1 
6.630" 6.222" 26 SK 60SK26 5XYE8 2012 60BTL26 5XXV9 Qi 60026 20UF07 
6.870" 6.460" 27 SK 60SK27 20UE95 — — — Qi 60027 5PVD2 
7.110" 6.698" 28 SK 60SK28 5XYE9 2012 60BTL28 5XXWO Qi 60028 5PVD3 
7.590" 7.105 30 SK 60SK30 5XYFO 2012 60BTL30 5XXW1 Qi 60030 5PTZ2 
8.070" 7.652" 32 SK 60SK32 5XYF1 2012 60BTL32 5XXW2 Q1 60032 5PVD4 
8.780" 8.367" 35 SK 60SK35 5XYF2 2012 60BTL35 5XXW3 Qi 60035 20UF08 
9.020" 8.606" 36 SK 60SK36 5XYF3 2012 60BTL36 5XXW4 Q1 60036 20UF09 
9.980" 9.560" 40 SK 60SK40 5XYF4 2012 60BTL40 5XXW5 Qi 60040 5PTZ3 
11.180" 10.752" 45 SF 60SF45 5XYF5 2012 60BTL45 5XXW6 Qt 60045 5PTZ4 
11.890" 11.468" 48 SF 60SF48 5XYF6 2012 60BTL48 5XXW7 Qi 60048 5PVD5 
14.760" 14.330" 60 SF 60SF60 5XYF7 2517 60BTL60 5XXW8 Qi 60060 5PTZ5 
17.630" 17.194" 72 — — — 2517 60BTL72 20UE98 a1 60072 5PTZ6 


* Has recessed groove in hub for chain clearance. 


Standard Keyway and Setscrew Machining Guide 


V6 - Ae. 332 X Yea #8-32. Dia. of Keyseat Dia. of 
Ya-%6' Vex Vie" #10-24" Shaft Width x Depth Setscrew t 
%- 6 X ¥2" YA" aga" V4 Xx Ye" Ya" 
1%6-1Y4" Va x Yar Ae 916-0" 1%) x Ya" ilk 
IM6- Ye" 6 X ¥32" Ae OY 6-/ Vo" 1Y4 Xx Ze il 


WAg-13/" Ye x 6" Ye Me-/ig Gk ilk 

NS4g-2Y/4" Yo x Va" Y," Q- 1015/16" 2%) x V4" al: 

25/1 6-25/4" xX V6 ¥" t Setscrew size may vary depending on hub wall thickness. As a general rule, the hub wall 
215/54 6-9 V4" ¥4x Ye ya over the keyway should be equal to or greater than the dia. of the setscrew. 

3946-394" BXAG Yq Note: Maximum bore guidelines should be adhered to in order to ensure maximum product 
3146-42" (cae Yq" quality standards. 
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POWER TRANSMISSION Scan. Order. Done. 
Sprockets, Pulleys & Tighteners Details on page Al. 








it VY 4 ® 
Composite Idler Sprockets 2s Fenner Drives 
Quiet, lightweight idlers require no lubri- 
cation and are corrosion-resistant, with 
wear-resistant glass-reinforced nylon and ane noo! Dubie a ne om 
- F F ain 91ze ee la. la. odelv 0. 
insertion-molded ABEC-1 6203-2RS bearing 40 17 7 98" 7a CS4002/CR0004 ~~ 3ZP37 
with 72" bore adapter. Compatible with 50 15 3.40' i CS5002/CB0004  3ZP38 
tensioners on page 121; order separately. 60 13 3.92" Ya CS6002/CB0004 _-3ZP39 
Steel Idler Sprockets aS PowerDrive 
Maintain proper chain tension, ANSI No. of Outside Bore Shaft Mtr. Item 


Chain Size Teeth Dia. Dia. Req. Model No. 
guide chain around obstacles Ball Bearing Idler Sprockets 





and prevent excessive chain 40 17 23V/30 al = HB40A17X5/3  GAGNO 
wear and vibration. Hardened 90 15 3%6 % — HB50A15X5/8_ _ GAGN1 
60 13 3% 7 = HBG0A13X5/8  GAGN2 


steel teeth. Special tightener 








12 4%, yf — HB80A12X3/4  GAGN3 
me nescaeeene shaft not required on ball Needle Bearing Idler Sprockets 
bearing sprocket idlers. 35 13 1% Ai 6AGL5 HN35B13 —- 6AGN4 
; 40 19 3%2 i: 6AGL6 HN40B19 _—‘GAGN5 
Required shaits for needle 50 17 3292 ik GAGL6 HN50B17 _ 6AGNG 
sia GHA bearing models sold sepa- 60 17 A15/9 + GACLE HN6OB17 6AGN7 
i rately, this page. 80 uk 42V39 ik 6AGL6 HN80B13 6AGN8 
V-Belt Idler Pulleys <i” PowerDrive 
Prevent belt slippage and position belt Belt Outside Bore Shaft Mfr. Item 
away from obstacles. Needle bearings. Te pe. ia. sit: ee sNapa 
ired ti AL, A : : 
Required tightener shafts sold sepa- 3 05" Vi 6AGL5 NAK30 6AGP5 
rately, this page. 5L, B 4.96" ik 6AGL6 NBK52 6AGP8 
Flat-Face Idler Pulleys <i” PowerDrive 
Prevent belt slippage. Can be used with flat belts, Outside Bore Mtr. Item 
gearbelts, or the back side of V-belts. Include AF mia: shalt net: us AE 
nears 1% % 6AGL5 N1DO5F 6AGPO 
needle bearings. For use with drive tighteners and rn 1" 6AGL6 N4D1E 6AGP2 
tightener shafts, sold separately, this page. 1" 6AGL/ N4D2F 6AGP3 
Timing Belt Idler Pulleys “9 PowerDrive 
Position belt away from obstacles. Prevent Belt No. of Outside Bore Shaft Mfr. Item 
belt slippage. Include needle bearings. For ——lype _____Grooves pias ate ie mate) Llu 
a a et H 16 2.50 1 6AGL6 N16H100 _ GAGN9 
use with drive tighteners and tightener [ 9 9 60" 1 6AGL6 N22L100 GAGP1 





shafts, sold separately, this page. 










No. GAGL5 
No. 6AGL9 






No. 6AGK9 


& 
PowerDrive “Ss. 
Drive Tighteners and Shafts 


Drive Tighteners—Provide controlled tensioning in drives to eliminate shock loading Tightener Shafts—Hardened and ground for maximum life. Use 
through excessive chain vibration and horsepower loss through belt slippage. with idlers and drive tighteners. Include set collar and grease fitting. 
Use with Overall Shaft Shaft Mfr. Item 
Tightner Use With V-Belt Use With Use With Flat Timing Belt Mfr. Item Length Dia. Length Model No. 
Description Shaft Req. Idler Pulley Idler Sprocket Face Idler Pulley Idler Model No. Tightener Shafts 
Drive Tighteners 256" Ai 1%" N1 6AGL5 
Adiusting Tighiener Included  6AGP4, 6AGP5 6AGN4 6AGPO — ATN1 _ 6AGK9 35," | OV," NO 6AGL6 
ae 6AGL6 6AGP8 6AGN5 to6AGN8 GAGP2,6AGP3  6AGN9,6AGP1  ATQ  G6AGLO 
Single Adjusting Tightener  6AGL6 6AGP8 6AGN5 to6AGN8 GAGP2,6AGP3 6AGN9,6AGP1 SATQ  GAGL9 
120 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” POWER TRANSMISSION 
Find the wy. Find Solutions. Find Great Prices. Pulleys & Tensioners 












No. 
vy, — 2ZRT2 
>€ Fenner Drives 
Glass-Reinforced Nylon Idler Pulleys No. 
= 17mm bore dia. hia 
Excellent for washdown applications and corrosive environments. YY — 
ABEC-1 6203-2RS bearings. ws Fenner Drives 
ba oust ws, wn | Self-Adjusting 
ype ia. ode 0. 7 . 
5%" Flat 3.5" FA3501 2ZRT1 - 
Fa 35 FASO ze! _ | W-Belt and Chain Tensioners 
A 3 VA3001 2ZRT3 = Tensioning arm deflects up to 45° either side of neutral for 
3.98" VA4001 2ZRT5 ‘aries 7(\° 
310" VA3002 O7RTG wound springs; 70° for torsional wrapped springs 
B 4.00" VA4002 27RT7 = Alloy steel springs 
5.04" VA5001 2ZRT4 


Maintain correct tension on belt and chain drives without requiring manual 
retensioning. Reduce resonant frequency of chain drives. 

Nos. 2ZRT8, 2ZRU1, 2ZRU2, and 16A169 feature accurately wound compression 
springs for constant tensioning force. Nos. 16A170, 2ZRT9, 2ZRU3, and 2ZRU4 





CAD DRAWINGS feature reversible torsional wrapped spring for bidirectional use. 
Idler Force Mfr. Item 
Available Online cae Description OD. Range Model No. 
oa yr » Tensioner for V-Belt Size 
Grainger’s CAD capability lets you 4 TF | A 3.00 0-30 b ib ELLY 
in your choice of format. a Ee 2-B 4.00" 0-42 ib. FS0608 16A170 
, Tensioner for ANSI Chain Size 
> CAD available on select products. 35 2.48" 0-30 Ib. FS0072 2ZRU1 
Go te Gra a 40 2.98" 0-30 Ib. FS0071 2ZRU2 
0 to Srainger.com 50 3.34" 0-42 Ib. FS0567 27RU4 
60 3.52" 0-42 Ib. FS0568 2ZRU3 
Mounting Bracket 
Compatible with NEMA 48, 56, and 143T Designs B1265 16A171 


Linear Chain Tensioners > Fenner Drives 


= Die-cast aluminum construction 

= Single bolt for mounting and tension adjustment 

= Built-in spring mechanism absorbs momentary overloads and reduces vibration 
=» UHMW head is self-lubricating 


Offer fully automatic straight-line take up for single chain applications. 





LARGE ARCH UHMW HEAD SMALL ARCH UHMW HEAD 
ANSI Force Mfr. Item Mfr. Item 
Chain Size Range (Ib.) Model No. Model No. 
35 15 to 40 CT1101 19RU06 CT1201 19RU12 
40 15 to 40 CT1102 19RU07 CT1202 19RU13 
50 20 to 60 CT2101 19RU08 CT2201 19RU14 
60 20 to 60 CT2102 19RU09 CT2202 19RU15 
80 45 to 100 CT3101 19RU10 CT3201 19RU16 
100 45 to 100 CT3102 {9RU11 CT3202 {9RU17 No. TenUCG 


Elastomeric Tensioners 


= 1-bolt mounting J Loveyoy | 


= Temp. range: -40° to 180°F 
Employ no metal-to-metal connections; no lubrication required. Withstand dirt and grime; can be used indoors or out. Mounting bolt 


and idler bolt included. Nos. 1L833, 1L834, and 1L835 include %" bushing. Idler sprockets not included; for compatible sprockets see # 
page 120. 
ANGLE OF PRETENSION 2 
10° 20° 30° ia 
Arm Arm Arm is 
Movement Movement Movement aa 
ANSI V-Belt Flat Belt} Normal Hard Normal | Normal Hard Normal | Normal Hard Normal Mfr. Item rr 
Chain Size Size Range Width | Force Force Force Force _‘ Force Force Force Force Force Model No. *» 
20 A — 3.4 lb. 4.5 Ib. O55" 9.0 lb. 17.9lb. 1.10" 18.0lb. 23.9lb. 1.57" RT11  3KZ08 RT27 
35 A, B, 3L = 5.6 lb. 7.0 Ib. 0.67" | 14.6lb. 18.2Ib. 1.34" 30.4 lb. 37.8lb. 1.97" RT15 ~=1L833 
35, 40, 41 B,C,4L,5L 1,2" | 16.9lb. 209lb. 067" | 40.5lb. 50.6lb. 1.34" 78.7 |b. 98.2 lb. 1.97" RT18  1L834 
40, 41, 50, 60 D,E 2,3,4' | 33.8lb. 43.8lb. 0.87" | 854lb. 117.11b. 1.73" 179.8 lb. 233.8 lb. 2.56" RT27 ~=1L835 





80 4, 5° | 65.3lb. 81.4b, 1.18" | 164.1 Ib. 205.0 lb, 2.36" 337.2 lb. 421.5 lb. 3.43" RT38_ _ 1L836 
80, 100, 120,160, 180, 200 = D, 6 


112.5 1b. 140.51b. 1.54" | 292.5 Ib. 365.6 Ib. 3.07" 084.5 Ib. 730.7 lb. 4.41" RT45_ _3KZ09 


Sign in to Grainger.com® to see YOUR Pricing and MORE 121 


POWER TRANSMISSION Scan. Order. Done. |= [> 
Shaft Couplings & Collars Details on page Al. 





2 x 
a 

mV 
ERS A 


Chain Couplings PowerDrive 


= Operating temp.: -25° to 150°F 

= Max. parallel misalignment: 0.005" 

Complete unit consists of 2 coupling sprockets, double-strand roller chain, 
and coupling cover. Split-taper bushings required for 50 and 60 pitch 
couplings, see page 115. Coupling sprockets are steel construction with 
fixed-bore versions having standard keyway and set screw. Coupling covers 
are cast-aluminum with seals, grease fitting, and hardware for installation. 


COUPLING SPROCKETS |COUPLING CHAIN) COUPLING COVER 
HP (2 REQUIRED)* (1 REQUIRED) (OPTIONAL) 
Bore Rating @| Bushing Mfr. Item Mfr. Item Mfr. Item 
Dia. 100 RPM ‘Req. Model No. Model No. Model No. 


Fixed Bore* 
C4016X5/8 GAGR/| C40-16 6AGR2| AL40 6AGP9 


i" 





Coupling Sprocket 





Ws 0.90 | —  C4016X3/4 GAGR6 | C40-16 GAGR2) AL40_ 6AGP9 

7 0.90 | —  C4016X7/8 GAGR8 | C40-16 GAGR2) AL40_ 6AGP9 

Complete Coupling ih 0.90 | —  C4016Xi GAGR4| C40-16 6AGR2,  AL40 GAGP9 
Recambiy TH 0.90 | — C4016Xi % GAGR5 | C40-16 GAGR2) AL40 6AGP9 

vA 0.90 | — C4016X1% GAGR3| C40-16 6AGR2, AL40 GAGP9 


Coupling Cover 
(2 Shown) 


Bushed Bore 
Y-1%2" 0.90 QT orH C5016XH 6AGTO| C50-16 6AGR9! AL50 G6AGRO 
Y-2”6 3.86 B C6020XB 6AGT2; C60-20 6AGTI AL60 6AGR1 


* Sprockets work with Delrin® coupling chain, this page. 





Coupling Chain 





“ Delrin® 
Cut-to-Length |_ 2 2 . oh5- 
cheba Coupling Chain PowerDrive “yw 
= Operating temp.: -25° to 150°F 
oh S ecnaaindh “ , = Angular misalignment tolerance: 1° (10T-19T), 2° (20T-24T) 
ating ain Coupling Dim. I. em anil ‘ T 
For Use With @100RPM*| 0.0. — W Model No. Max. parallel misalignment: 0.005 
ron Pitch 12-Tooth Sprock 0.51 2.370' 1.2500 N412CPLG 6AGTA ssa eile eras wy 
itch 12-Tooth Sprockets 310 ; 
2 40 Pitch 16-Tooth Sprockets 0.90 3.000" 1.2500" N416CPLG 6AGTs Complete coupling consists of 2 sprockets (sold separately) and one 
“ Oe Cac to-aathe Sprockets 2.02 4.270 1.2500" N424CPLG 6AGT6 coupling chain. Corrosion-resistant. Use with stainless steel sprockets 
40 Pitch Delrin Coupling Chain, 10 Ft. N4 10FTCPLG CHAIN _6AGT3 for washdown applications. No lubrication required. Slip-fit coupler pin 
* Based on 1.0 service factor. included with Nos. 6AGT4 through 6AGT6. 


¥* ® 
Dayton RULAN 
Set Screw Shaft Collars peucie RULAND@) 


For soft or predrilled shafts. Lock onto shaft by tightening cup point socket set screw. 
Zinc-plated and black oxide-coated steel collars have alloy screws; stainless steel 
has stainless steel screws. 





Ruland—Machined to a burr-free finish from solid bar stock sourced exclusively 














Dayton® Zinc- Ruland Black Ruland 303 from North American mills. High-grade forged screws meet or exceed ANSI standards. 
Plated Steel Oxide 1215 Stainless Steel = TIR <0.002" (0.05mm) 
Lead-Free Steel =» RoHS2 and REACH compliant 
BLACK OXIDE 1215 | 303 STAINLESS 
ZINC PLATED STEEL STAINLESS STEE LEAD-FREE STEEL STEEL 
Bore Outside Screw Item Pkg. Item Pkg. Bore Outside Screw Mfr. Item Pkg. Item Pkg. 
Dia. Dia. W Size No. Qty. No. Qty. Dia. Dia. W Size Model No. Qty. No. Qty. 
Dayton Ruland 
Ye" Ye" Za #6-32 1L625 3 1L630 1 Ve Ye" Za #6-32 — SC-2-* 2AEB4 3 2AEB6 1 
Ae. Ae. Ya" #8-32 1L626 3 1L631 1 Ae. Ae. Ya" #8-32 —_ SC-3-* 2AEE1 3 2AEE3 1 
Ya" A A6 #10-32 2X739 a 1L632 1 Ya" A %32" #8-32 —_SC-4-* 2AEF4 3 2AEF8 1 
As. 7p" A6 #10-32 2X736 3 1L633 1 As. %e" 1Y9! #10-32 _ SC-5-* 2AEG3 3 2AEG/ 1 
Ye" a" Ye" V4'-20 2X737 3 1L634 1 Ye" a Ye" Ya-20 _ SC-6-* 2AEH2 3 2AEH6 1 
Ae. Ze Ae. V4'-20 1L627 3 1L635 1 Ae. Ze Ae Ya-20 _SC-/-* 2AEJ1 g 2AEJ3 1 
y" 1" Ae V4'-20 2X568 Q 1L636 1 Y;" 1" Ae Ya-20 __ SC-8-* 2AEJ7 3 2AEK2 1 
Ae 1" Ae. V4'-20 3ZN88 3 — — Ae. ily “6. Ys'-20 __ SC-9-* 2ARD1 a — — 
7s" 1%" Ya /16--18 2X569 3 1L637 1 78" 1%" Y" %6-18 _SC-10* 2ADP3 a 2ADP7 1 
M6 1%" Ae /16--18 3ZN89 3 — — 6 1%! V6 %e-18 SC-11* 2ADP9 3 — — 
fa 1%" V6 /16-18 2X570 fe 1L638 1 fa" 1%" V6 %6-18 SC-12* 2ADR4 3 2ADR8 1 
6 WA V6 16-18 3ZN90 3 — — Hig 1%6 V6 %e-18 _SC-13* 2ADT1 3 — — 
Ze 1% V6 /16--18 2X738 3 1L639 1 Ye 1% V6 %6-18 SC-14* 2ADT5 3 2ADT9 1 
1/6" 1%" %e" /16--18 3ZN91 a — — M6" 1%" V6 %ie-18 _SU-19" 2ADU2 3 — — 
1" 1%" 7s" 16-18 2X571 3 1L640 1 1" 1%" Se %6-18 _SC-16* 2ADU6 3 2ADV1 1 
16" 134" %e" %16-18 3ZN92 1 — — Me 13/4" %e" %e-18 SC-1/* 2ADV2 1 — — 
1%" 134" %e" %16-18 2X739 1 1L641 1 1%" 134" 7s" %e-18 _SC-18" 2ADV4 1 2ADV8 1 
1/6 Z. Ne 8-16 5X643 1 1L642 1 16 2" Ne ¥'-16 _SC-19"_ | 2ADW1 1 2ADW3 1 
1%" 2 Me ¥e'-16 2X740 1 1L643 1 1%" 2 Ne ¥'-16 _SC-20* | 2ADW5 1 2ADW9 1 
1/6 2 6 48-16 1L628 1 1L644 1 16 2% 6 ¥-16 _ SU-21" 2ADX2 1 2ADX4 1 
13" 25 fa ¥e'-16 5X644 1 1L645 1 13" 25 fa ¥s-16 _ SC-22* 2ADX6 1 2ADY1 1 
1/6: 24 ya" 8-16 5X645 1 1L646 1 T/A6 24 ya" ¥-16 50-23" 2ADY3 1 2ADY5 1 
1%" 2 Vs" ya" ¥e'-16 4X228 1 1L647 1 1%" 2 V4" ya" ¥e-16 SC-24* 2ADY7 1 2ADY9 1 
1%6' 22. 6" 43-16 3ZN81 1 — — 1%6 242. Hig" ¥-16 50-25" 2ADZ2 1 — — 
1%" 2/2 6 48-16 1L629 1 1L648 1 1%" 22 Vig ¥-16 _SC-26" 2ADZ4 1 2ADZ6 1 
"6 22. 6 ¥3'-16 5X646 1 1L649 1 16 22 1Y6" ¥g-16  SC-2/* 2ADZ8 1 2AEA1 1 
13/4" v4" Pe Y'-13 4X229 1 1L650 1 19/4" 2/4" Pe Yo'-13 — §C-28* 2AEA3 1 2AEA/ 1 
te 2/4" Ze Yoi-13 3ZN82 1 — — 16 2y4" %e W-13 __ SU-29* 2AEA9 1 — — 
1% 2y4' Ze V'-13 4X230 1 — — 17% 2/4" 7 Yo'-13 _ SC-30-* | 2AEB8 1 2AEC1 1 
1%e 3 Ze V'-13 4X231 1 1L652 1 1/6 a Ye Y-13 _ $C-31-* | 2AEC3 1 2AEC5 1 
2" a. Ze V2'-13 4X232 1 1L653 1 2" cl 7 Y-13 __ $C-32-* | 2AEC/ 1 2AED2 1 
24 34 6 V'-13 3ZN83 1 — — 24 34 1%" Yo'-13 _ SC-36-* | 2AED4 1 — — 
2/6. 3 1" V'-13 3ZN84 1 — — 2/6. 3% ils Yo'-13  SC-39-* | 2AED6 1 — — 
22 3% 1" V'-13 3ZN85 1 — — 242. 3% ils Yo'-13 _ SC-40-* | 2AEE5 1 — — 
2'"6- AY," 1%" V'-13 3ZN86 1 — — 2'"6 AYA" 1¥%' Yo'-13  SC-47-* | 2AEE7 1 — — 
3. AY," 1¥%' Vi-13 3ZN87 1 — — 3 Ay" TV Yo'-13_ SC-48-* | 2AEE9 1 — — 
* To complete manufacturer model number substitute "F" for black oxide and "SS" for 
Stainless steel. 
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Adjustable Drill 
Depth Stop 
Collar Set 


1/8" 
3/16" 


1/4" 
5/16" 
3/8" 
7/16" 
WES 





Ruland 





Black Oxide 1215 
Lead-Free Steel Ruland 

Threaded 303 

Stainless Steel 


: <r : 
Dayton 
1-Pc. Clamp Shaft Collars and Collar Sets edna RULAND@ 





= Ruland: TIR <0.002" (0.05mm) steel socket cap screws. Threaded collars offer superior axial holding power 
= Ruland collars are ROHS2 and REACH compliant compared with smooth bore units and are easier to install and adjust. Ruland 
Design wraps tightly around the shaft for even distribution of clamping forces collar materials are sourced exclusively from North American mills. 


without the shaft damage caused by set screws, and with greater holding power. adjustable Drill Depth Stop Collar Sets—Include seven 1-pc. clamp-style 
Forged clamp screws meet or exceed ANSI standards. Black oxide-coated shaft collars (from ¥%" to 12" in Ye" increments) with hex wrenches in a sturdy 
steel and aluminum have alloy socket cap screws. Stainless steel has stainless plastic box. 

















BLACK 
OXIDE STEEL |STAINLESS STEEL BLACK OXIDE 1215 303 STAINLESS 
Bore Outside Screw Item Item LEAD-FREE STEEL 2024 ALUMINUM STEEL 
: a Dia. W Size No. No. a Sutsite . pid Ae fom a a 
ayton ia. ia. ize ode 0. 0. 0. 
a yp" Vs #4-40 1L654 — 1%6" 2%" _‘e" As'-24 CL-29-* 2AKN2 2AKN1 2AKN3 
He a Ve #4-40 11655 1L674 1%" 214" We" He'-24 CL-30-* 2AKN8 2AKN7 2AKNQ 
ai Te" Ae #4-40 1L656 1L675 1%e" 3" e" *Ae'-24 CL-31-* 2AKP2 2AKP1 2AKP3 
6 16" Ae #4-40 1L657 1L676 2" 3" 6" Ae'-24 CL-32-* 2AKP5 2AKP4 2AKP6 
Hp" 7A Yap" #6-32 1L658 1L677 26 38" 4’ ‘As'-24 CL-33-* 2AKP8 2AKP7 2AKP9 
Ae Hg" He #6-32 1L659 1L678 205" 3%" ~—Ys"“%e'-24 CL-34-* 2AKR2 2AKR1 2AKR3 
i 1%' Yap" #8-32 1L660 1L679 2%6' 3s" "—“e'-24 CL-35-* 2AKR5 2AKR4 2AKR6 
i" 1%6 Ae #10-32 1L661 1L680 2%" 3% 4" Ae'-24 CL-36-* 2AKR8 2AKR7 2AKR9 
ai 1%' i Va'-28 1L662 11681 2%6 395" " ~“Ve'-24 CL-37-* 2AKT2 2AKT1 2AKT3 
7 154" % Ya'-28 1L663 11682 2%" 3%" —%'  %e'-24 CL-38-* 2AKT5 2AKT4 2AKT6 
ik 194" a Ya'-28 1L664 11683 26 3" Ys’ ~“Ag'-24 CL-39-* 2AKT8 2AKT7 2AKTS 
1% 1% A Va'-28 1L665 11684 2%" 39" 5" *%'-24 CL-40-* 2AHV1 2AKU4 2ARE9 
16 26 A Ya'-28 3ZP02 — 2%6 3%" ‘1h’ %'-24 CL-41-* 2ARF1 — 2ARF2 
1V4' 26 a Ya'-28 1L666 11685 2%" 3%" fs’ *Ys'-24 CL-42-* 2ARF3 = 2ARF4 
134" 205" re Ya'-28 1L667 11686 21/6" 4" H'-24 CL-43-* 2ARF5 — 2AKU5 
1/6 205" Ae Ya'-28 3ZN93 — 2%" «A" "24 CL-44-* 2AKU7 2AKU6 2AKU8 
17% 29," Ae Va'-28 1L668 11687 2156"  4Vs" 1A’ _‘¥'-24 CL-45-* 2AKUS — 2AKV1 
154" 2%," THe Ve'-24 1L669 —_ 218" AY" 5" ‘Y'-24 CL-46-* 2AKV3 2AKV2 2AKV4 
16 295" THe Ae'-24 3ZN94 — 21/6" 4Vs —’ -¥e'-24 CL-47-* 2AKV6 2AKV5 2AKV7 
19/4" 295" THe Ve'-24 1L670 1L689 3" AY Hh" %"-24 CL-48-* 2AKV9 2AKV8 2AKW1 
17%" 2 TY" V6'-24 1L671 = * To complete manufacturer mode! number, substitute "F" for black oxide, "A" for aluminum, 
116 3. Wie’ /i6'-24 3ZN95 _ and "SS" for stainless steel. 
2 a Ye" Vi6'-24 1L672 1L691 BLACK OXIDE 
2V5" 3 V4" Ti Ae'-24 3ZN96 — 1215 LEAD- | 303 STAINLESS 
2/6 315" ai Ae'-24 3ZN97 — FREE STEEL STEEL 
2 39/4" 7 ¥3'-24 3ZN98 — Bore Outside Screw Mfr. Item Item 
915/16" 4Y' 7A" 3"-94 3ZN99 =a Dia. Dia. W Size Model No. No. 
3 AVA 7 ¥"-24 3ZP01 — Ruland Threaded = : 
BLACK OXIDE 1215 303 STAINLESS oe i a ee ae 
LEAD-FREE STEEL | 2024 ALUMINUM STEEL rae vp 7 ah (CESSES SALCH ANG 
Bore Outside Screw Mfr. Item Item ltem ei ai oe “9 = 
Dia. Dia. W_ Size Model No. No. No. ee a a per eee te ae 
Rulan - : -6-16- 
6 ; 5’ Yo" #4-40_ CL-2-* 2AKNS5 2AKN4 2AKNG ee a iL a 2ALE3 2ALES 
He 8" “2 —-#4-40_ CL-3-* 2AKU2 2AKU1 2AKU3 ae es 2ALE7 2ALE9 
Ys" so" —-#4-A0._—CL-4* 2AKW4 2AKW2 2AKW6 as # ie we eee eee are ote 
Hee" %2"_#4-40 CL-5-* 2AKX1 2AKW 2AKX 2" 8 32 : -8-13- 
3" Tf" 19" nen ae 2AKX7 ane are a Le es #8-32 TCL-8-20-"_ 2ALG1 2ALG3 
Te Ae 140" #6-32 CL-7-* 2AKY4 OAKY2 OAKYG cel 1 alt ial #10-32 TCL-10-11-" 2ADC8 2ADD2 
1%" 1%." #8-32_ CL-8-* 2AKZ1 2AKY8 2AKZ3 i 2 SS ea a 2ADDS 2ADD8 
Ae 1% Ae’ ~#10-32 CL-9-* 2AKZ7 2AKZ5 2AKZ9 = ea l-28 _1CL-12-10-" 2ADE2 2ADES 
%  1%6' Ac’ #10-32 CL-10-* 2AKF8 2AKF7 2AKF9 ciel | aE a Yal-28 _1CL-12-16-" 2AKW3 2AKW5 
He" 1%" ‘Ae’ _#10-32 CL-11-* 2AKG2 2AKG1 2AKG3 Als We Ye Wv-28 _TCL-14-14-" 2AKW7 2AKW9 
vi 1%" “Va'-28 CL-12-* 2AKG5 2AKG4 2AKG6 #-9 196 Ya W-28 AV CL-14-9-" 2AKX2 2AKX4 
He" 15%" —“Va'-28 CL-13-* 2AKG8 2AKG7 2AKG9 V2 ie Ye W-28 _TCL-16-12-" 2AKX6 2AKX8 
7 1° 5" Vy'-98 CL-14-* 2AKH2 2AKH1 2AKH3 1 14 1" ye /a'-28 TCL-16-14-" 2AKY1 2AKY3 
He 194" "“Va'-28 CL-15-* 2AKH5 2AKH4 2AKH6 a ka o Yal-28 TV CL-16-8-" 2AKYS 2AKY7 
TIE M98 CLG OAKH8 oAKH7 OAKHG Te 1A" A Wa-28 TCL-18-12-* 2AKY9 2AKZ2 
Te 1" "—Va'-28 CL-17-* 2AKJ2 2AKJ1 2AKJ3 ae coe a weg Lane ee ae 
1%" 1%" 6" Va'-28 CL-18-* 2AK 2AKJ4 2AK ae 16 ‘ ie -20-/- 
135" DVig" V5 abe Ae ae ae ae 19-122" Ae Wi-28TCL-22-12-* 2ALA3 2ALA5 
1 265" % W-28 CL-20-* OAKK2 OAKK1 2AKK3 VAi12 2% Ae /4'-28 TCL-24-12-" 2ALA7 2ALA9 
ee OM Me M98 CL-21-* OAKK5 oAKKA OAKKG 1H'-16 2% Ye Ae'-24 __ TCL-28-16- 2ALB2 2ALB4 
134" OV" %e" Va'-28 CL-22-* 2AKK8 2AKK7 2AKK9 2-12 3 Ye" %e'-24  TCL-32-12-* 2ALB6 2ALB8 
1/6" 2%" We" V4"-28 CL-23-* 2AKL2 2AKL1 2AKL3 * To complete manufacturer model number, substitute "F" for black oxide, "A" for aluminum, 
1%" 234" Ae" Va'-28 CL-24-* 2AKL5 2AKL4 2AKL6 and "SS" for stainless steel. 
1%" 236" Ae Va'-28 CL-25-* 2AKL8 2AKL7 2AKL9 DAYTON RULAND 
156" 254" 46" He'-24 CL-26-* 2AUU8 2AUU7 2AUU9 Item Item 
18" 2%" 6" Ae'-24 CL-27-* 2AUV2 2AUV1 2AUV3 Description No. No. 
19" 254" Me" He'-24 CL-28-* 2AUV5 2AUV4 2AUVE Adjustable Drill Depth Stop Collar Sets 1F616 2ADN8 
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Ruland Black Oxide | Se Ruland 303 















* 1215 Lead-Free Steel Stainless Steel 
Dayton RUL AND@) 
Carefully Made Shaft Collars and Couplings Ruland 2024 
Aluminum 
= BLACK OXIDE 1215 2024 303 STAINLESS 
2 Pc. Clamp Shaft Collars LEAD-FREE STEEL | ALUMINUM STEEL 
Wrap around hard or soft shafts without marring. Easy Bore Outside Screw Mir. Item Item Item 
. . . . . Dia. Dia. W Size Model No. No. No. 
to install without having to disassemble machinery or Ruland 
components. Black oxide-coated steel and aluminum Ys ye Yo" #4-40 SP-2-* 2APP5 2APP2 2APP8 
have alloy socket cap screws; stainless steel has stain- ue eo a oan oe as anes canes 
4 8 32 Si “4- 
less steel socket cap screws. He Vg Ho" #4-40 SP-5* 2ACWE 2ACW3 2ACWS 
x 7 Tap" #6-32 SP-6-* 2ACZ3 2ACY9 2ACZ6 
Ruland—Collars are made exclusively from North Te Hg" Yap! 46-30 Cp-7-* OADA3 PACTS OADAG 
American bar stock and mated throughout the manu- Ai 1% TH" #8-32 SP-8-* 2ADB2 2ADA9 2ADB5 
facturing process to assure a proper fit. Machined to oe te os ao aa Bate ae ae 
ss . 8 16 16 = -1U- 
a burr-free finish. High-grade forged screws meet or ihe 154" Tel #10-32 SP-t1-* OANUS > ANU? OANUB 
exceed ANSI standards. Y,' 1H" yy VA'-28 SP-12-* 2ANV5 2ANV2 2ANV8 
. " 1H" 15%" Ai Vy'-28 SP-13-* 2ANW5 2ANW2 2ANW8 
Ne eee liant 7, 1%" Ai Vj'-28 SP-14-* 2ANX5 2ANX2 2ANX8 
# hOMoc an compan 15/6" 194" A V'-28 SP-15-* 2ANY5 2ANY2 2ANY8 
BLACK STAINLESS ls 194" ¥," V4'-28 SP-16-* 2ANZ5 2ANZ2 2ANZ8 
OXIDE STEEL| STEEL 1Ve 17%" Ai Vj'-28 SP-17-* 2APA5 2APA2 2APA8 
Bore Outside Screw Item Item 1¥e" 17" YA" %'-28 SP-18-* 2APB5 2APB2 2APB8 
Dia. Dia. Ww Size No. No. 1%e 2%e" Ai Vj'-28 SP-19-* 2APC5 2APC2 2APC8 
Dayton 1V4' 2%e" Ai Vj'-28 SP-20-* 2APD5 2APD2 2APD8 
Ye yy Yy' ———«-#4-40 1L692 1L711 1/6 2%," Ae V4'-28 SP-21-* 2APE5 2APE2 2APE8 
He He Ae _—«#4-40 1L693 1L712 1%' 24" Ae Vj'-28 SP-22-* 2APF5 2APF2 2APF8 
Y' The" Ae _—«#4-40 1L694 1L713 Te 24" Ae V'-28 SP-23-* 2APG5 2APG2 2APG8 
Ae The" Ye _—«#4-40 1L695 1L714 1%" 25," Ae V4'-28 SP-24-* 2APH5 2APH2 2APH8 
He 7 Te" #6 -32 1L696 1L715 1%e 25," Ae Vj'-28 SP-25-* 2APJ5 2APJ2 2APJ8 
Ae 16" Ys «#6 -32 1L697 1L716 1%' 25," The" e'-24 SP-26-* 2APK5 2APK2 2APK8 
i 11%" TY" 8-32 1L698 1L717 1 29/4" The" e'-24 SP-27-* 2APL5 2APL2 2APL8 
7 The" Te‘ #10-32 1L699 1L718 1%" 29/4" The" He'-24 SP-28-* 2AUZ2 2AUY8 2AUZ5 
Vp 11%" Yo V'-28 1L700 1L719 11%e 27," The" Ae'-24 SP-29-* 2APN5 2APN2 2APN8 
7, 15" yy  f'-28 1L701 1L720 17% 274" The" /e'-24 SP-30-* 1BEZ4 1BBE3 1CEZ9 
i 1%" yy f'-28 1L702 1L721 1%e a The" e'-24 SP-31-* 2APT5 2APT2 2APT8 
1%" 17%" Yo Y'-28 1L703 1L722 2" o The" Ae'-24 SP-32-* 2APU5 2APU2 2ARF6 
1%e" Me Yo f'-28 3ZN80 _ 2Ve' 3%" Ys e'-24 SP-33-* 2APV3 2APU9 2APV6 
Vs" 2%" Yo f'-28 1L704 1L723 2¥," 3V4" Ys! /e'-24 SP-34-* 2APW3 2APV9 2APW6 
1%" 2s" Ae s«Va'-28 1L705 1L724 26" 3V4" Ya Ae'-24 SP-35-* 2APX3 2APW9 2APX6 
Te 2%" Ae ——s*Va'-28 3ZN72 — 24" 3V4" Ys Ae'-24 SP-36-* 2APY3 2APX9 2APY6 
1%" 254" Ae ———«Ma'-28 1L706 1L725 25/6" 354" ya Ae'-24 SP-37-* 2APZ3 2APY9 2APZ6 
15%" 25," The" Ae'-24 1L707 1L726 256" 3%" Ys e'-24 SP-38-* 2ARA3 2APZ9 2ARAG 
Te 2%" The /e'-24 3ZN73 — 27/6" 3%" Ys e'-24 SP-39-* 2ARB3 2ARA9 2ARB6 
1%" 25/4" The Ae'-24 1L708 1L727 2" 35/4" 7 ¥'-24 SP-40-* 2AUF4 2AUF1 2AUF7 
17%' 27h" The Ae'-24 1L709 1L728 27/6" 37," 7, ¥'-24 SP-41-* 2AUH1 — 2AUH3 
11%e" S The Ae'-24 3ZN74 — 25," 37," 7, ¥'-24 SP-42-* 2ACK2 — 2AVJ9 
2 a The He'-24 1L710 1L729 21/6" 4" 7, ¥'-24 SP-43-* 2AUH6 — 2ACL2 
24" 3V;" Ys" Hp'-24 3ZN75 = 294" 4" if ¥e'-24 SP-44-* 2ACL8 2ACL5 2AUK8 
268 3h" Ys He"-24 3ZN76 — 21/6" AY Va ¥'-24 SP-45-* 2AUL2 — 2AUL5 
2%" 35/4" ei H'-24 3ZN77 — 278" 4Y/;' 7, ¥'-24 SP-46-* 2ACN5 2ACN2 2ACN8 
216 AMA" Bi H'-24 3ZN78 — 21/6" 4Y/;' 7, ¥'-24 SP-47-* 2ACP5 2ACP2 2ACP8 
3' 4Y/;' ei H-24 3ZN79 — 3" 4Y/;' 7, ¥'-24 SP-48-* 2ACR5 2ACR2 2ACR8 


* To complete manufacturer model number substitute "F" for black oxide, "A" for aluminum, and "SS" for stainless steel. 


RULAN D@) Bore Outside Screw Mfr. Item 


Carefully Made Shaft Collars and Couplings Dia . Dia . WW Size Mod el No : 
1 7 Yi 1%" 394" M3 _—sSQCL-6-A_—SDFH1 
Quick-Clamping Shaft Collars 1% 304" M3 QCL-8-A__ SDFH2 
Yes 1%" 394" M3 _—_—QCL-10-A__5DFH3 
= TIR <0.002" (0.05mm) ye 18%" 512" M4 QCL-12-A _ 5DFH4 
= ROHS2 and REACH compliant 1" 18%" 512" M4 —QCL-16-A_—_ 5 DFH5 


fi ; , a ere , TV" 1%a" 512" M4 _—QCL-18-A _ SDFH6 
Designed for quick and easy installation or repositioning with no tools required. —47;—ysi,, ~g9]" is OCL-20-A- SDEH7 


Constructed of lightweight anodized aluminum, with stainless steel screws. All ~ 734" 26%" 591" M5  QCL-22-A  5DFH8 
materials sourced exclusively from North American mills. yh 26%" S91" OMS QCL-24-A_SDFH9 





Looking for Fasteners? 


Grainger carries a large selection of Fasteners in a variety of types and sizes. Besides Hex Head and Socket Head Cap 
Screws, we also carry Nuts, Washers, Wedge Anchors, Anchor Screws, Sleeve Anchors, and more. 


For our full selection, go to Grainger.com® and search for Fasteners. 
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¥* , 
a j Dayton 
Set Screw Rigid Couplings edna RULAND@ 


For soft or predrilled shafts in applications where alignment is critical, no backlash is desired, and flexibility is not required. 
Lock onto shaft by tightening alloy cup point socket set screws. Dayton® brand has 2 screws. Ruland brand rigid shaft 
couplings are precision honed with 4 screws. 








Bore Outside Overall Screw Keyway Max. Max. Mfr. Item & 
Dia. Dia. Length Size Width Torque RPM Model No. 
Dayton Zinc-Plated Steel 
Without Keyway 
Va Vr" Ya #10-32 = 70 in.-lb. 3500 6L012 6L012 
Ae ¥, T #10-32 = 90 in.-lb. 3500 6L013 6L013 ry 
yy, Ys 1 V;'-28 = 180 in.-lb. 3500 6L014 6L014 
With Keyway 
A 1% V;'-28 V,' 240 in.-Ib. 3500 6L015 6L015 
if TV" 2 Ae'-18 Ae 475 in.-Ib. 3500 6L016 6L016 
yp" 1%" 2 Ae'-18 Ag 575 in.-lb. 3500 6L017 6L017 : 
7 1¥e 9" e-18 ie 660 in.-[b. 1800 6L018 6L018 Piel koe tele 
1" Py 3" “Ae'-18 7 750 in.-lb. 1800 6L019 6L019 Se Our meyway 
1% 25 3 ¥'-16 Va" 1200 in.-Ib. 1800 3ZN53 3ZN53 
1v%' oY, 4 ¥'-16 Yj" 1300 in.-Ib. 1800 3ZN50 3ZN50 
13%" 255" AV" ¥5'-16 Ye 1500 in.-Ib. 1800 3ZN51 3ZN51 
1%" av" 4" ¥5'-16 yf, 1600 in.-Ib. 1800 3ZN52 3ZN52 
Ruland 1215 Black Oxide Lead Free Steel 
Without Keyway 
Va 13 1" #10-32 = 80 in.-lb. 4000 SCX-4-4-F 2AEK6 
Ve 7A 1%' V;'-20 = 150 in.-lb. 4000 SCX-5-5-F 2AEK7 
yf, 7A 1%' V'-20 = 200 in.-Ib. 4000 SCX-6-6-F 2AEK8 
With Keyway 
f' 1% Ty; V;'-20 V,' 240 in.-Ib. 4000 SCC-8-8-F 2AEK5 
¥, 1/6" ay Ae'-18 Ae 475 in.-Ib. 4000 SCC-10-10-F 2ARD3 
Ya 1%" Wi Ae'-18 He 600 in.-Ib. 4000 SCC-12-12-F 2ARD4 
7h 1%" 2" Ae'-18 Ae 675 in.-Ib. 4000 SCC-14-14-F 2ARD5 
ih 13" a" “Ae'-18 Va" 750 in.-lb. 4000 SCC-16-16-F 2ARD6 
1%" 17; 35" ¥5'-16 Va" 1200 in.-Ib. 4000 SCC-18-18-F 2ARD7 
Vi" ove 3 V4" ¥5'-16 Ya" 1350 in.-Ib. 4000 SCC-20-20-F 2ARD8 Ruland 1245 Black Oxide 
13%" Wi 35%" ¥'-16 Ve 1450 in.-Ib. 4000 SCC-22-22-F 2AEK3 i 
1H" D5," 37; 5-16 i 1600 in-lb. 4000 SCC-24-24-F 2AEKA ead bree steel with Rey way 


x ® 
— . Dayton 
1- and 2-Pc. Clamp Rigid Couplings bd 
= Max. rpm: 4000 
= Black oxide steel 


For applications where alignment is critical, no backlash is desired, and flexibility is not required. Wrap around hard or soft 
shafts without marring. Utilize vibration-resistant socket cap screws. The 2-pc. designs are easy to install; no need to disas- 
semble machinery or components. 








Bore Outside Overall Screw Keyway Max. Item 
Dia. Dia. Length Size Width Torque No. 
1-pc. Without Keyway 
Yq" %e" 1%" #4-40 — 25 in.-lb. 3ZN29 
Ae TY" 1%" #4-40 — 60 in.-lb. 3ZN30 
Ye" 7 13%" #6-32 — 190 in.-Ib. 3ZN31 : 
Yn" 1%" 134" #8-32 — 480 in.-lb. 3ZN32 1-pe. Without 
Ye" 16 2" #10-32 — 940 in.-lb. 3ZN33 Keyway 
fa 1%" 2 V4" VA"-28 — 1950 in.-lb. 3ZN34 
Ze 1%" 2V" V4'-28 — 2280 in.-lb. 3ZN35 
1" 13%" 3 V4"-28 — 2600 in.-lb. 3ZN36 
1-pc. With Keyway 
Y;" 1 ¥e" 13%" #8-32 Ve" 480 in.-lb. 3ZN57 
Se" 1%6 a #10-32 He" 940 in.-lb. 3ZN58 
Ja 1%" 24" V4"-28 Ae" 1950 in.-Ib. 3ZN59 
Ze 1%" 2 V2" V4"-28 He" 2280 in.-lb. 3ZN60 
1" 13%" a V4'-28 YA" 2600 in.-lb. 3ZN61 
2-pc. Without Keyway 
Ye" 7 13" #6-32 — 190 in.-Ib. 3ZN43 
VY" 1%" 13%" #8-32 — 480 in.-lb. 3ZN44 
7s" 1%6" 2 #10-32 — 940 in.-lb. 3ZN45 
fa 1%," 2 V4" V4"-28 — 1950 in.-lb. 3ZN46 
Ze 1%" 2V2" V4'-28 — 2280 in.-lb. 3ZN47 
1" 13%" a V4"-28 — 2600 in.-lb. 3ZN48 
2-pc. With Keyway 
Yj" 1%" 13%" #8-32 Ve" 480 in.-lb. 3ZN66 
7s" 1%6 2 #10-32 Ve" 940 in.-lb. 3ZN67 
5/4 1%" 24" V4'-28 He" 1950 in.-lb. 3ZN68 : 
7 154 Op" VA'-28 Ve 2280 in.-lb. 3ZNG69 =perme 
1" 194" cg VA'-28 Ya! 2600 in.-Ib. 3ZN70 Keyway 


SMALL PART, BIG PROBLEM 


Your job just got easier. Whether it’s routine 
maintenance or an emergency repair, our < 
repair parts center has the parts you need to RLS 

.; S 
get back on the job. 


> Get started today at grainger.com/repairparts 
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POWER TRANSMISSION Scan. Order. Done. 
Shaft Couplings Details on page A1. 
1215 BLACK OXIDE 
RULANI =e LEAD FREE STEEL 303 STAINLESS STEEL 
' ai ne ee ee hi we donc) Fs oO a i: 
la. la. eng Ize | ode orque 0. orque 0. 
1- and 2-Pc. Clamp ‘pce Wtaeat Ry 
== . Ya Yr" 1H%_"  -#2-56 = GlLX-223" 60 in.-Ib. 2ALX4 90 in.-Ib. 2ALX7 
Rigid Couplings We %e me —«#2-5B_ SS ———«CL-3-8* 60in-Ib. _2AMB1 | 20in-Ib. _2AMBA 
Vex a #4-40 = CLX a3" 200 in.-lb. 2AMC1 60 in.-Ib. 2AMC4 
=» Max. rpm: 4000 Va" if f #4-40 = CLX-4-4-* 900 in.-Ib. 2AMD1 60 in.-lb. 2AMD4 
= Tolerance: +0.002"/0.0005" V'x%' 7" 134" #6-32 = CLX-6-4-* 475 in.-lb. 2AME1 145 in.-lb. 2AME4 
ne : ee Ag! 7A He : = -5-5-* 450 in.-lb. 2ADN — — 
For applications in which alignment is critical, no ee 7 We Ta =n kee Te ae SANT 145 in-lb.  2AMF4 
backlash is desired, and flexibility is not required. A 1%" 1%" —_—«#8-32 — CLX-8-8-* 950 in.-Ib. 2AMG7 275 in.-lb. 2AMH1 
ex %" 1546" 2 #10-32 = CLX-10-4-" 1600 in.-lb. 2ALN3 475 in.-lb. 2ALN5 
The couplings wrap around hard Of soit shafts xv 1%" ays"  —'-28 = CLXal2-a=" 3200 in.-lb. 2ALP6 950 in.-lb. 2ALP8 
without marring. Honed straight bores improve xt 1%" a" V;'-28 — CLX-16-8-* 4000 in.-Ib. 2ALT8 1200 in.-Ib. 2ALU1 
accuracy. Nypatch®-coated hardware resists xx 1%" 1%" ——«#8-32 — CLX-8-6-* 950 in.-lb. 2AMF7 275 in.-lb. 2AMG1 
eer a er ee y, 1%6" 2 #10-32 = CLX-10-10-* 1600 in.-Ib. 2AUW5 475 in.-lb. 2ALN1 
loosening caused by vibration. Utilize vibration Mx vy 11" 2%" ——-‘Va'-28 = CLY-12-10-" 3200 in.-Ib. 2ALN7 950 in.-lb. 2ALNQ 
resistant socket cap screws. Black oxide-coated Kx 15" V5" Vs'-28 = CLX14-10-" 3600 in.-lb. 2ALR1 1100 in.-Ib. 2ALR3 
steel couplings have alloy screws; stainless steel Ya 1%" 2%" Va'-28 — CLX-12-12-* 3200 in.-Ib. 2ALP2 950 in.-lb. 2ALP4 
Ys" x1" 19%" cy V;'-28 = CLX-16-12-* 4000 in.-Ib. 2ALR9 1200 in.-Ib. 2ALT2 
couplings have stainless steel screws. All are RoHS2 7A 154" ay"  V'-28 = GLa ta 3600 in.-Ib. 2ALR5 1100 in.-Ib. 2ALR7 
and REACH compliant. T 13/4" 3" Vi-28. CLX-16-16-* 4000 in.-lb. QALTA 1200 in.-Ib. 2ALT6 
1-pc. couplings are machined from solid bar stock = 47477 5§ 7 37 TB Tb PAL] TSO IAL 
" . " 4 16 4 42 —_— -2U-10- AID. 7D. 
sourced exclusively from North American mills. "x1% 2" 35%" e-24.——S SS CLX22-16-* | 9600 in lb. 2ALW1 2900 in-lb. 2ALW3 
2-pc. couplings are easy to install without having to 1" xc Ya" oe ee oe = capers 1 ee nt. ee er nt ate 
: , , ry g gi pe = ete in.-lb. in.-lb. 
disassemble machinery or components. An opposing 1, D6 3%" ~~ ‘Ve-08 ~~ —  CLX-20-20-" 5000 in.-lb.  2ALV6 1500 in.-lb.  2ALV8 
screw design improves balance and allows opera- 13%" ai" 3% ‘Ag'-24 = GLX -29-00.7 9600 in.-Ib. 2ALW5 2900 in.-Ib. 2ALW7 
tion at higher speeds. 17" 25%, 3% Ae'-24 — CLX-24-24-* 10,250 in.-Ib. 2ALY7 3100 in.-Ib. 2ALZ1 
13/3" 31%" Ay" -¥'-24 = CLX28-08-" 18,500 in.-Ib. 2ALZ4 5500 in.-Ib. 2ALZ7 
o 394" Ai H'-24 = GLY ga-ga" 20,250 in.-lb.  2AMA1 6100 in.-Ib. 2AMA4 
1-pc. With Keyway 
¥, 7A 1%" ~—« #6-32 Yap" CLC-6-6-* 475 in.-lb. 2ALL9 145 in.-lb. 2AUV8 
Vr" 1%" 1%" ——«#8-32 V5 GLG-ssa-" 950 in.-lb. 2AUW1 275 in.-lb. 2AUW3 
Hf, 16" yy #10-32 %e" CLC-10-10-* 1600 in.-lb. 2ALG5 475 in.-lb. 2ALG7 
Ya" 1%" oY" ~——Va'-28 Vg" CLG" 3200 in.-lb. 2ALG9 950 in.-lb. 2ALH2 
7A 15" 2Y" ——Va'-28 Ag" CLG-14-14-" 3600 in.-Ib. 2ALH4 1100 in.-Ib. 2ALH6 
il 13; a V;'-28 vj CLC-16-16-* 4000 in.-Ib. 2ALH8 1200 in.-Ib. 2ALJ1 
1%" 17" 3% ——Va'-28 vj; CLG=16-16-" 4400 in.-Ib. 2ALJ3 1325 in.-lb. 2ALJ5 
Vi" Ws 3% ——*Va'-28 vj CLC-20-20-* 5000 in.-Ib. 2ALJ7 1500 in.-Ib. 2ALJ9 
1-pe. 1215 13" ai" 3% Ae'-24 He" CLO-22-92-* 9600 in.-lb. 2ALK2 2900 in.-Ib. 2ALK4 
Black Oxide 17" 25%, 3%  ‘Ae'-24 yf; CLG-24-04-" 10,250 in.-Ib. 2ALK6 3100 in.-Ib. 2ALK8 
Lead-Free 13/3" 3%" AV" '-24 ¥,' GLO2e-2e-" 18,500 in.-Ib. 2ALL1 5500 in.-Ib. 2ALL3 
Stee! Without Ey 334" Ai H'-24 Vr" GLG-32-42-° 20,250 in.-Ib. 2ALL5 6100 in.-Ib. 2ALL7 
2-pc. Without Keyway 
Keyway Va" yf" 1 #4-A0 — SPX-4-4-* 200 in.-Ib. 2ACP1 60 in.-lb. 2ACP4 
VX ys" 1% «6-32 — SPX-6-4-* 475 in.-lb. 2ACP7 145 in.-lb. 2ACR1 
yf; 7A 1% —«#6-32 = SPX-6-6-* 475 in.-lb. 2ACR4 145 in.-lb. 2ACR7 
wx 1%" 1%" —«-#8-32 = SPX-8-6-* 950 in.-lb. 2ACT1 275 in.-lb. 2ACT4 
Vr" 1%" 1%; —«#8-32 = SPX-8-8-* 950 in.-lb. 2ACT7 275 in.-lb. 2ACU1 
ex 5%" 1546" 2 #10-32 = SPX-10-8-* 1600 in.-lb. 2APV7 475 in.-lb. 2APW1 
Vx Vs 1%" 2%" ~~ ‘Va'-28 = SPX-12-8-* 3200 in.-lb. 2APX7 950 in.-lb. 2APY1 
xt 1% ey V;'-28 _ SPX-16-8-* 4000 in.-Ib. 2ARB2 1200 in.-Ib. 2ARB5 
Hf, 1%6" ey #10-32 = SPX-10-10-* 1600 in.-lb. 2APV1 475 in.-lb. 2APV4 
Kx" 115" OV" —-Vs'-28 = SPX-12-10-* 3200 in.-Ib. 2APW4 950 in.-lb. 2APW7 
Mx 198" 2Y"  ——Va'-28 = SPX-14-10-* 3600 in.-Ib. 2APY4 1100 in.-Ib. 2APY7 
1-pc. 303 Ya 17%" avs" ——V'-28 = SPX-12-12-" 3200 in.-Ib. 2APX1 950 in.-lb. 2APX4 
Stninigcs Steel Ys xt" 19%" ey V;'-28 = SPX-16-12-* 4000 in.-Ib. 2APZ8 1200 in.-Ib. 2ARA2 
Baie ie 7A 15," 2%" ——Va'-28 = SPX-14-14-* 3600 in.-Ib. 2APZ1 1100 in.-Ib. 2APZ5 
nent Mey way "x1%" 2%" 3% Ae'-24 = SPX-22-16-* 9600 in.-lb. 2AUH5 2900 in.-Ib. 2AVJ8 
Txth" 25%" 3% Ae'-24 = SPX-24-16-* 10,250 in.-Ib. 2ACL4 3100 in.-Ib. 2ACL7 
ik 13/4" a V;'-28 = SPX-16-16-* 4000 in.-Ib. 2ARA5 1200 in.-Ib. 2ARA8 
"xi%"  1%' 3% ——Va'-28 = SPX-18-16-* 4400 in.-Ib. 2ARB8 1325 in.-lb. 2ARC2 
Txiv 2%e" 3% ——*Va'-28 = SPX-20-16-* 5000 in.-lb. 2AUF3 1500 in.-Ib. 2AUF6 
1%" 17," 3%" ——'-28 = SPX-18-18-* 4400 in.-Ib. 2ARC5 1325 in.-lb. 2ARC8 
Vi" Ws 3% —— *Va'-28 = SPX-20-20-* 5000 in.-lb. 2AUF9 1500 in.-Ib. 2ACJ7 
134" oi" 3% Ae'-24 — SPX-22-22-* 9600 in.-Ib. 2AVK2 2900 in.-Ib. 2ACL1 
1%" 25%" 3%  ‘Ae'-24 = SPX-24-24-* 10,250 in.-lb. | 2AUK7 3100 in.-Ib. 2AUL1 
13/3" 3%" 4V3"—-'-24 = SPX-28-28-* 18,500 in.-lb.  2AUL4 5500 in.-Ib. 2ACN1 
Dy 334" 4 H'-24 = SPX-32-32-* 20,250 in.-lb. | 2ACN4 6100 in.-Ib. 2ACN7 
2-pc. With Keyway 
Vax ys" 13%" #6-32- %o"x ¥%s" ~—sSPC-6-4-* 475 in.-lb. 1DYF2 145 in.-lb. 1DYF4 
¥,' 7A 1%" —«#6-32 Yap" SPC-6-6-* 475 in.-lb. 2APT3 145 in.-lb. 2APT6 
2-pc.1215 ex %" 156" 2" #10-32 %e'x Vs" SPC-10-8-* 1600 in.-lb. 2APB9 475 in.-lb. 2APC3 
Black Oxide xh 1%" oY" —-*Va'-28 ~~ ex Vs" _—*SPC-12-8-* 3200 in.-Ib. 2APD9 950 in.-lb. 2APE3 
Lead-Free Steel xt 1%" a Vi'-28 Vax Ve" * SPC-16-8-* 4000 in.-Ib. 2APH3 1200 in.-Ib. 2APH6 
With Keyway x 1%" 1%" ——«#8-32,—S "x %o" —«SSPC-8-6-* 950 in.-lb. 2APT9 275 in.-lb. 2APU3 
Aa 1%" 1%" #8-32 i SPC-8-8-* 950 in.-lb. 2APU6 275 in.-lb. 2ARF7 
yf, 1%6" 2 #10-32 He" SPC-10-10-* 1600 in.-lb. 2APB3 475 in.-lb. 2APB6 
M'xv 1%" 2%" ———*Va'-28 Hg" SPC-12-10-" 3200 in.-Ib. 2APC6 950 in.-lb. 2APC9 
Mx 158" 2%" Va'-28 Ag" SPC-14-10-* 3600 in.-lb. 2APEG 1100 in.-Ib. 2APE9 
Ys" 1%" 2Vs'  —-Vs'-28 Ag" SPo-12-12-" 3200 in.-lb. 2APD3 950 in.-lb. 2APD6 
Yr xt" 1%" cl V'-28  Va"x%e' ‘SPC-16-12-* 4000 in.-Ib. 2APF9 1200 in.-Ib. 2APG3 
7h 154" 2Y" ——Va'-28 Hg" SPC-14-14-* 3600 in.-Ib. 2APF3 1100 in.-Ib. 2APF6 
1" 13" a V;'-28 vi SPC-16-16-* 4000 in.-Ib. 2APG6 1200 in.-Ib. 2APG9 
"xt 1% 3%" —a'-28 Vy; SPC-18-16-* 4400 in.-Ib. 2APH9 1325 in.-lb. 2APJ3 
Txt" Ve" 3% ——*Va'-28 vi SPC-20-16-* 5000 in.-Ib. 2APK3 1500 in.-Ib. 2APK6 
Txt% 2%" 3%  Ae-24 ex Vs"  SPC-22-16-* 9600 in.-Ib. 2APL6 2900 in.-Ib. 2APL9 
: "x1" 25%" 3% Ae-24 %' xs  SPC-24-16-* 10,250 in.-lb.  2AUZ6 3100 in.-Ib. 2APN3 
z Ap 1%" 17; 3% ——*Va'-28 Vj; SPC-18-18-* 4400 in.-Ib. 2APJ6 1325 in.-lb. 2APJ9 
> Vi" a V6 3%" —— *Va'-28 vi SPC-20-20-* 5000 in.-lb. 2APK9 1500 in.-Ib. 2APL3 
ws ~~“ 2-pc. 303 1% 2%" «BY Se'-24 ——Se’_—=SSPC-22-22-* | 9600in-Ib. | 2AUY9 | 2900in-Ib. 2AUZ3 
, Stainless Steel 1" 25% 3% Ae'-24 yf; SPC-24-24-* 10,250 in.-lb. | 2APNG 3100 in.-Ib. 2APN9 
With Keyway 13/3" 31%" 4V;"——-"-24 ¥,' SPC-28-28-* 18,500 in.-lb.  2APP3 5500 in.-Ib. 2APP6 
2 394" 4 —'-24 V' SPC-32-32-* 90,250 in.-lb.  2APP9 6100 in.-Ib. 1CFD3 


* To complete manufacturer model number substitute "F" for black oxide and "SS" for stainless steel. 
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POWER TRANSMISSION 
Sleeve & Shaft Couplings 








TB Wood's: 
Incorporated 
Sure-Flex Plus® poland Flange on 
Coupling Coupling Ratings Assembled 
Sleeve Couplings Assembly Coupling Rated = Max.| HP Rating @ Listed RPM | Coupling Dim. 
in Size Torque RPM, 100 1200 1800 3600 0O.D. Length 
= Max. angular misalignment: 1° with Coupling Flanges Couplings Assembled with Sleeve Type JE, JES 
EPDM sleeves, 14° with Hytrel® sleeves = Type 3J, 4J, and 5J: sintered carbon steel ; ae ane ee ie ar e a 5a 
= EPDM temp range: -30° to = Type 6J and all S: cast iron Couplings Assembled with Sleeve Type E, JE, JES 
275°F (-34° to 135°C) = Each has a keyway and 2 set screws 2 a a ann nee Sear be ate on ce 
.. ° In.-ID. P : ; ? : : 
= Hytrel temp. range: “65° to Coupling Sleeves 7 940in-Ib. 5250 1.49 17.90 26.85 53.69 | 4.625" 3.94" 
250°F (-54° to 121°C) » JE: 1-pc. solid EPDM rubber 8 1475in-Ib. 4500 | 2.34 28.08 42.13 84.25 | 5.450" 4.44 
oe : : 9 2340 in.-Ib. 3750! 3.71 44.55 66.83 133.66 | 6.350" 5.06" 
Elastomer-in-shear design offers exceptional, JES: split 1-pc. EPDM 10 3735in-Ib. 3600 | 5.93 71.11 106.67 213.34|7.500° 5.69" 
torsional flexibility to help protect equipment, FE: 2-pc. EPDM rubber with retaining ring © Couplings Assembled with Sleeve Type H, HS 
from misalignment, vibration, and shock H: 1- Ided Hvtrel 6 1800 in.-lb. 6000) 290 34.27 51.41 98.53 | 4.000" 3.50 
loads, No lubrication required = H: 1-pe. molded Hytre 7 2875in-Ib. 52501 4.60 54.74 82.11 157.38 4.625" 3.94" 
= HS: 2-pc. molded Hytrel 8 4530 in.-Ib. 4500) 7.20 86.25 129.38 247.97 5.450" 4.44" 
Note: A complete coupling consists of 2 flanges and 1 9 7200 in.-lb. 3750 | 11.40 137.09 205.63 394.13 | 6.350" 5.06" 
sleeve, sold separately. 10 11,350 in.-lb. 3600 18.00 216.10 324.16 621.30 | 7.500" 5.69" 
JE JES E H HS 
Coupling Bore Dia. Sleeves | Sleeves | Sleeves | Sleeves | Sleeves 
Size y" ye" 34" i," 1" 1%" 1%" 1%" 1%" 15%" 1%" 2" Item No. | Item No. | Item No. | Item No. | Item No. 
Coupling Flange (Complete Assembly Requires 2 Coupling Flanges and 1 Sleeve, Sold Separately) 
Type J Flanges 
3 32Z2R12 322ZR13 32ZR14 32ZR15 — — — — — — — — 32ZP54 | 32ZP62 — — — 
4 32ZR16 32ZR17 32ZR18 32ZR19  32ZR20 — — — — — — — 32ZP55 | 32ZP63 | 32ZP70 — — 
5 32ZR21 32ZR22 32ZR23  32ZR24 32Z2R25 32ZR26 — — — — — — 32ZP56 | 32ZP64 | 32ZP71 — — 
6 — 32ZR27  32Z2R28 32ZR29 32ZR30 32ZR31 32ZR32 32ZR33 — — — — 32ZP57 | 32ZP65 | 32ZP72 — — 
Type S Flanges 
6 — — — — 49EP53  49EP54 49EP55 49EP56 49EP57 49EP58 — — 32ZP57 | 32ZP65 | 32ZP72 | 32ZP98 | 32ZR05 
re — — — 32ZR35  32ZR36 32ZR37 32ZR38 32ZR39 32ZR40 32ZR41 — — 32ZP58 | 32ZP66 | 32ZP73 | 32ZP99 | 32ZR06 
8 — — — 32Z2R44 32ZR45 32ZR46 32Z2R47 32ZR48 32ZR49 32ZR50 32ZR52 32ZR53 | 32ZP59 | 32ZP67 | 32ZP74 | 32ZR01 | 32ZR07 
9 — — — — — 32Z7R55 32ZR56 32ZR57 32ZR58 32ZR59 32ZR61 32ZR63 | 32ZP60 | 32ZP68 | 32ZP75 | 32ZR02 | 32ZR08 
10 — — — — — — — 32ZR67 32ZR68 48VF31 32ZR69 32ZR71 | 32ZP61 | 32ZP69 | 32ZP76 | 32ZR03 | 32ZR09 
TB Wood's: No. 15E696 No. 15E635 
Incorporated 
Dura-Flex® Shaft Taper-Lock® Taper-Lock® FIXED BORE HUB 
- Coupling} Coupling Required Bore Dia. 
Couplings Size Hub Bushing 5a 7A" ilk 11%" 13%" 154" 17%" 214" 235" 27/4" 334" 
Coupling Hubs (Complete Assembly Requires 2 Coupling Hubs and 1 Element) 
rT Temp. range: -40° to 200°F WE2 — — 156635 156637 156638 15E636 — _— _— — _— — — 
~~ , WE3 15E696 1008 15E639 156640 156641 156642 156644 — — — — — — 
Split-in-half design allows easy WE4 | 15E697 1008 — 156645 — 156646 156648 15b649  — # —  —  —  — 
element installation without disturb- WE5 15E698 1108 — 156650 156651 156652 156653 156654 156655 — — — — 
7 WE10 | 15E699 1310 — — 156656 156657 156658 156659 15-660 — — — — 
ing shaft connection; no need to 5 WE20 | 15E701 1610 — — — 156662 156663 156664 — 156666 15667 — — 
move connected equipment. 100% WE30 | 15E702 2012 —__ S668 15E669 = —  15E671 156672 156673 — 
part-for-part interchangeable with WE40 | 15E703 2517 — — — — — 156674 — — 15£675 156676 15E677 15E678 
WE50 | 15704 2517 — — — — — — — 156680 156681 — 156682 
popular bonded tire couplings, with WE60 | 15E705 3020 ee ae “5683 156684 — 156685 
that are superior to common orange Coupling Rated Max. HP Rating @ Listed RPM Assembled | Element | Element 
polyurethane coupling elements. tome element RPM 100 1200 1800 3600 0.D. Item No. | Item No. 
The couplings accommodate shaft WE2 190 in.-Ib. 7500 30 35 5.3 11 We 15E615 | 15E625 
misalignment and minimize vibration WE3 360 in.-Ib. 7500 .08 6.7 10 20 4.2" 15E616 15E626 
WE4 550 in.-Ib. 7500 88 10 15 31 45" 15E617 | 15£627 
to help prevent damage to connected WES 995 in.-Ib. 7500 15 17 26 51 5 4" 15E618 | 15E628 
equipment, and offer a large range of WE10 1450 in.-Ib. 7500 28 27 40 81 6.5" 15E619 | 15E629 
spacing with few parts. WE20 2300 in.-lb.  6600/4800* 3.6 42 64 128 7.4" 15E620 | 156630 
WE30 3650 in.-Ib.  5800/4200* 5.8 67 101 203 8.4" 15E621 15E631 
Note: A complete coupling assembly consists WE40 5500 in.-lb. _ 5000/3600* 8.8 101 153 305 9.7" 15E622 15E632 
of 2 hubs and 1 element, sold separately. WE50 7650 in.-lb.  4200/3100* 12 141 212 425 11.3 15E623 | 15£633 
Taper-Lock® coupling hubs require Taper- WE60 12500 in.-lb. 3800/2800* 19 230 347 694 12.5" 156624 | 156634 
Lock® bushings. * Max. rpm for spacer elements. The higher max. rpm is applicable for spacer elements when using high-speed rings. 
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POWER TRANSMISSION Scan. Order. Done. 
Shaft Couplings Details on page Al. 








Find information on Keyways and Spiders on page 129. 


x ‘ 
‘ Dayton 
Jaw Couplings 


L-type couplings are designed for close-coupling applications. Spider Inserts—Oil- and 
high temperature-resistant 
inserts conform to the 
sintered alloy couplings to 
help them maintain posi- 
tion and structure for equal 





Coupling Hubs—WMaintenance-free couplings connect to drive 
shafts to provide dependable power transfer, even in high- 
temperature applications. Plated metal construction requires 

no lubrication. Simple design helps assure easy installation and 
consistent performance. Coupling keyway dimensions conform to 








par eaca DIN 6885, JIS B 1310-1976, UNI 6604-1969, USAS B17.1-1967, Power transfer. 
i alec clas = Temp. range: -40° to 
GB 1095-1979 standards. 100°C (Buna N); -51° 
= Max. angular misalignment: 1° to 121°C (H trel®) 
Hytrel Spider = Max. parallel misalignment: 0.015" y 
pineal Note: a complete assembly requires 2 hubs and 1 spider, sold separately. 
Rated HP Rating @ Listed RPM Item Rated HP Rating @ Listed RPM Item 
Size Torque 100 1200 1800 3600 No. Size Torque 100 1200 1800 3600 No. 
Buna N Spider Inserts (Black Color) Hytrel® Spider Inserts (Tan Color) 
L050 26 in.-lb. 0.04 0.49 0.73 1.47 29HZ10 L070 114 in.-lb. 0.18 ZAf 3-29 6.51 29HZ16 
L070 44 in.-lb. 0.07 0.83 1.25 2.01 29HZ09 L075 227 in.-lb. 0.36 4.32 6.48 12.97 29HZ17 
L075 90 in.-lb. 0.14 1.67 2.01 5.03 29HZ11 L090/L095 561 in.-Ib. 0.63/0.89  7.63/10.68 11.45/16.02 22.90/32.04 29HZ18 
L090/L095 315 in.-lb. 0.23/0.30 2.74/3.69 4.11/5.54 8.23/11.08 | 29HZ08 L099/L100 1134 in.-lb. 1.36/1.80  16.37/21.59  24.56/32.39 49.12/64.78 29HZ15 
L099/L100 415 in.-lb. 0.49/0.65 5.99/7.9 8.99/11.85  17.99/23.7 | 29HZ07 L110 2268 in.-lb. 3.59 43.18 64.77 129.55 | 29HZ14 
L110 788 in.-lb. 1.25 15 22.5 45.01 29HZ12 L150 3708 in.-lb. 5.88 70.6 105.9 211.8 29HZ13 
L150 1260 in.-lb. 1.99 23.99 35.98 71.97 29HZ05 L190 4680 in.-lb. 7.42 89.1 133.66 2672 29HZ19 
L190 1702 in.-lb. 2.70 32.4 48.6 97.22 29HZ06 
Outside Overall Bore Dia. 
Size Dia. Length** %" Ve" ye" Ae" yy" ye" yn i" 1" 1%" 1%" 1%" 1%" 15%" 1%" 1%" 
Sintered Iron Coupling Hubs 
LO50 1.08" 1.71" | 29HY94* 29HY57 * 29HY74* 29HY97 * 29HY75 * 29HY76 * _ — —_ — — _ —_— — — — 
L095 2.10" 2.48" — —_ — 29HY59 29HY98 * 29HY99 29HY88 29HY89 29HY90 29HZO1 * _— — _— — — —_ 
L070 1.36" 1.98" — — —_ 29HY95 * 29HY77 * 29HY78 29HY79 — — —_ _ —_ _ — _ _ _— 
LOS. 1.78. 2:12" — —_ —_— 29HY96 * 29HY80 * 29HY81 29HY82 29HY83 — _ —_ _ — _ _ _ 
LO90 2.10" 2.12" — — — — 29HY84 * 29HY85 29HY86 29HY87 — —_ — — — — — — 
L110 3.31" 4.26" _ _ _ _ _ _ 29HY58 29HY67 29HY68 29HY69 29HY70 29HY71 29HY72 29HY73 — _ 
L100 2.53" 3.46" — _ _ _ _ _ 29HZ02 29HZ03 29HZ04 29HY91 29HY92 29HY93 — — _ — 
L150 3.75" 4.50" — — —_ —_ — —_ — 29HY49 —  29HY50 29HY51 29HY52 29HY53 29HY54 29HY55 29HY56 
Steel Coupling Hubs 
L190 4.50" 4,90" — _ — — — — — —  29HY60 29HY61 29HY62 29HY63 29HY64 29HY65 — 29HY66 
* No Keyway. ** Total length of assembled coupling with jaws engaged to full depth (assembled coupling = 2 hubs + 1 spider). 
: Boston 
Jaw Couplings Gear 
Coupling Hubs—3-jaw insert design Synthetic Rubber Spider Inserts— 
is complete with keyway and set Recommended where minimal noise is 
screw. No lubrication required. desired, particularly at motor speeds. 
= Standard tolerance: +0.001/- = Qil-resistant 
0.000", all bore dimensions = Temp. range: -32° to 
Note: A complete assembly requires 2 hubs and 200°F (-35° to 93°C) 
Bost-Bronze Steel Coupling : 7 
Snider insort “ub 1 spider, sold separately. Polyurethane Spider 
Scape. had HP Rating @ Listed RPM faa Bost-Bronz® Spider Inserts— Inserts—Recommended where 
Size Range Torque | 100 300 690 870 1750 | No. Recommended for high-torque loads, | Moderate-to-heavy shock loads are 
Rest eronzele pide Inserts particularly at slower speeds. encountered. 
FC12 7-5/8" 200 in.-Ib. 0.30 1.0 2.2 2.8 5.6 2L064 “ps » 990 
FIs «A —«45OOin-Ib. | 080 24 +55 69 13.9 | 2067 ~~ 7 Dil-impregnated " Temp. rane: 32 i 
FC20. %-1% 1000in-lb. 160 48 +109 +138 +2 +#— | 2070 » Temp.range:-60° to 200°F (-35° to 93°C) 
FC25 4-194" 1800 in.-lb. | 2.90 8.6 19.7 24.8 = 2L073 OF (571° ° 
FC30 1-1%"  3200in.-lb. | 5.10 15.2 35.0 = = 2L076 250 Fs or 121 C) 
FC38 1%-1%"  7000in.-lb. | 11.10 30-0 = = = 2L079 Shaft Dia. Rated HP Rating @ Listed RPM Item 
FC45 13%4-2%" 11,000 in.-lb.| 17.50 — — — — 2L082 Size Range Torque 100 300 690 870 1750 No. 
Synthetic Rubber Spider Inserts Polyurethane Spider Inserts 
FC12 ¥% - ¥" 65 in.-lb. 0.10 0.3 0.7 0.9 1.8 2L065 FC12 ¥ - YZ" 125 in.-lb. 0.19 0.56 1.2 1.6 3.0 2L066 
FC15 Yo-if" 125 in.-lb. 0.20 0.6 1.4 1: a) 2L068 FC15 YVo-7f73" 250 in.-Ib. 0.37 1.1 2:0 3.1 6.0 2L069 
FC20 %-1%' 250 in.-Ib. 0.40 1.2 20 a0 6.9 2L071 FC20 Y-1¥%' 470 in.-lb. 0.70 2:1 4.6 bf 11.1 2L072 
FC25 ¥ - 13" 450 in.-lb. 0.70 2.1 49 6.2 12.5 2L074 FC25 Y% - 13" 845 in.-lb. 1.20 out 8.1 10.1 19.3 2L075 
FC30 1- 1%" 800 in.-Ib. 1.30 3.8 8.8 11.0 22.2 2L077 FC30 1-1%'  1500in.-lb. | 2.20 6.5 14.4 17.9 34.3 2L078 
FC38 1%-1%" 1600in.-lb. | 2.50 15 175 22.1 44,4 2L080 FC38 1%-17%" 3000in.-lb. | 4.30 12.9 28.4 30:0 67.3 2L081 
FC45 1%-2¥" 2800in.-lb. | 4.40 Lee) 30.7 00.1 ee 2L083 FC45 13%4-2%8" 5250 in.-lb. | 7.50 22.4 49.2 61.0 115.9 2L084 
Outside Overall Bore Dia. 
Size Dia. Length*; %" Ae" " 6" ye" ¥qn i" 156" 1" 1%" 168" 1%" 1%" 1%6e" 1%" 1W%68" 1%" 1H" 1%" 2 DV" 
Steel Coupling Hubs 
FC12 120. 2.31" | 2L028 21029 2L030 — — — — — — — — — — — — — _— — — — — 
FC15 1:50: 2.15" _ — 2L031 21032 21033 21034 2L035 _ — — — — — _— — — — — — — — 
FC20 2.00" 3.69" — — 2L036 2L037 21038 21039 2L040 21041 6G234 — _ — — — — — — — — _— — 
FC25 2.50" 4.13" _ — —_ _— — 2L042 21043 — 21044 21045 2L046 2L047 — —_ — _ _ — — _ _ 
FC30 3.00" 5.47" _ _ —_ — _ _ — — 21048 2L049 — 21050 21051 21052 2L053 — — —_ _— _ _ 
FC38 3.15" 6.31" — — _— _— —_— — — _— _— —_— — 21054 — — 21055 21056 2L057 2L058 2L059 — — 
FC45 4.50" 7.19" — — _ —_ — — — —_ — — —_ — — — —_ _ — — 2L061 2L062 2L063 
Stainless Steel Coupling Hubs 
SSFC12. 1.25" 2.31" | 36GG27 — 36GG28 — — — — —_ — —_- — — — —- -—- Ee Ee ee 
Sorbo 1.50" 2.75" _— — 36GG30 — 36GG31 36GG32 — — — —_- — — — —- —- Ee ee ee 
SSFC20 2.00" _—3.69" — — — — 36GG34 36GG35 36GG36 — 36GG37 — — — — —- -—- -—- Fe ee ee 
SSFC25 2.50" 4.13" — — — — — 36GG39 — — 366G40 — — 36GG41 — =—- -—- Ee ee i 
SSFC30 3.00" ~—_ 5.47" — — — — — — — — 366643 — — 366644 366645 — — — —- — — — — 
* Total length of assembled coupling with jaws engaged to full depth (assembled coupling = 2 hubs + 1 spider). 
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GRAINGER CHOICE° POWER TRANSMISSION 
Find the yw. Find Solutions. Find Great Prices. Shaft Couplings 


How to Determine Keyways and Spiders for Jaw Couplings 











Spider Selection Procedure = Design Torque = Application Keyway Chart Bore Keyway | Bare __Keyway p __Keyway 
1. Select a Service Factor (SF) Torque (T) x SF or Design Use the coupling's bore diameter 54" —stsx5s0"| 19 Mex Sa} OU x VE 
based upon the load classification. HP = Application HP x SF to determine the required keyway. 7 Yiex fe") Ver Wax He — 
= Uniform = SF of 1.00 = T = [HP(63025)|/rpm 1 Vax e | 1H %x Fo" "Mx de" 
= Moderate Shock = SF of 1.75 —3. Select coupling size that has a a 8 Snes 
= Heavy Shock = SF of 2.50 HP rating equal to or greater than 
2. Determine design load. the design load. 
: TB Wood's: 
Jaw Cou plings Incorporated i 
An economical choice that's 100% interchange- Buna N Spider Inserts—Made of oil-resistant, long-life material Hub 


able with industry-standard L-jaw couplings. No with excellent flexibility. 

lubrication required. Standard keyway on ¥s" and == Temp. range: -40° to 212°F (-40° to 100°C) 
larger bore sizes; Nos. 4X177, 3KX86, and 14" to 
Yo" coupling hubs have no keyway (except where 
footnoted). Spiders have 0.015" max. parallel 
misalignment. Buna N and urethane spiders have 
1° max. angular misalignment and Hytrel® have 


Urethane Spider Inserts—Provide 1.5-times greater torque 
capability than Buna N but with less dampening. Good resistance 
to oil and chemicals. 

= Temp. range: -30° to 160°F (-34° to 71°C) 


Wr? Hytrel® Spider Inserts—Provide 2.5-times greater torque capability with 
Note: A complete assembly requires 2 hubs and 1 spider excellent oil and chemical resistance compared with Buna N and urethane. Buna N 
sold separately. = Temp. range: -60° to 250°F (-51° to 121°C) Spider Insert 
Outside Overall Bore Dia. 
Size Dia. Length**) 1%" Ve" 3," re" V," 5A" ya" 7," 1" 1%" 1%" 1%" 1%" 15" 1H" 1H" 


Coupling Hubs (Complete Assembly Requires 2 Hubs and 1 Jaw-Coupling Spider Insert, Sold Separately) 
Sintered Iron 
L050 ~—s- 1.08" 1.72" 4X236 + 1A417 + 4X175 + 6X070 + 4X176 + 4X177 ¢ — — — — — — — — — — 


L070 ~—: 1.36" 2.00" — 5X401 + 4X178 + 4X179 4X180 — — — — —_— = = — = 
LO75 1.75" 213° — — — 5X402 + 4X181 + 4X182 4X183 4X184 — — — — — — = — 
LO75. 1.75" 213° — — — 1A073 * 5X447 * — — —_ — — —_ = = _ a = 
LO90. = 2.11" 210° — — — 6JAW6 t+ 4X185 + 4X186 4X187 4X188 — — — — —_ _ — — 
L095 = 2.11" 2.50" — — — 1A914 + 6X071 + 6Xx072 4X191  4X192 4X193 6X073 — — — —_ —_ — 
L100 =2.54" 3.50" — — — — — — 6X074 6X075 6X076 4X194 4X195 4X196 — — — — 
L110) = 3.32" 4.23" — — — — — — 1A418 3X708 3X709 3X710 3X711 4 3X712 3X713 = =63X714 — — 
Lt50: _ 3.75" 4.50" — — — — — — — 1A405 6JAW7 1A406 1A407 1A408 1A409 1A410 1A411 = 1A412 
L190 = 4.50" 4.88" — — — — — — — — 1A916 1A917 1A918 1A919 1A920 1A921 6JAW8 1A922 
Aluminum 
ALO50 ~——‘1.08" 1.72" 3KX82 + 3KX83 + 3KX84 + — 3KX85 + 3KX86 + — — — — — — — —_— _ — 
ALO70 1.36" 2.00" — — — 3KX88 + 3KX89 + 3KX90 3KX91 — — — — — — — _ — 
ALO75 ~~ 1.75" 213° — — _ — 3KX93 + 3KX95 3KX96 3KX97 — — — — _ — = = 
ALO75 1.75" 2.13" — — — — 3KX94 * — — _ = — ease = = = as = 
ALO90 = =.2.11" 2Ad — -_ — — 3KX98 + 3KX99 3KZ01 3KZ02 — — — — _ — — — 
ALO95 = 2.11" 2:50" — — — — 3KZ10 + 3KZ11 3KZ12 3KZ13 3KZ14 3KZ15 — — — — — — 
AL100 2.54" 3:50" — — — — — — 3KZ16 3KZ17 3KZ18 3KZ19 3KZ20 3KZ21 — — — — 
AL110 = 3.32" 423° — — — _— — — — — 3KZ22 3KZ23 6JAW9 3KZ24 6JAXO0 3KZ25 — — 
150: 3:75" 4.50" — = — — m= — — — — A8VF26 48VF25 48VF27 48VF24 48VF28 48VF30 48VF29 
Stainless Steel 
So0/s 71.75" 2.13" — — — — 3KA91 * 3KA93 3KA95 — — — — —_ — — — a 
$S095 2.11" 2.50" — — — — 3KA98 * 3KA99 3KB10 3KB11 3KB12 3KB13 — — — — — = 
$S100 = 2.54" 3.50" — — — — — — 3KB14 3KB15 3KB16 3KB17/ — 3KB18 — — — — 
$8110 = 3.32" 4.23" — — — — — — — — — — — 3KB21 3KB22 — — — 
* 1/8" x 1/16" keyway. f 3/32 x 3/64 keyway. ¢ No keyway. ** Total length of assembled coupling with jaws engaged to full depth (assembled coupling = 2 hubs + 1 spider). 

Outside Overall Bore Dia. 


Size Dia. Length** | 9mm 10mm 11mm 12mm 14mm 15mm 16mm 17mm 18mm 19mm 20mm 22mm 24mm 25mm 28mm 30mm 32mm 35mm 38mm 40mm 42mm 45mm 48mm 
Metric Coupling Hubs (Complete Assembly Requires 2 Hubs and 1 Jaw-Coupling Spider Insert, Sold Separately) 

Sintered Iron 

LO50 27mm 44.00mm |1CXN8 1CXN9 1CXP1 1CXP2 1CXP3 1CXP4 1CXP5 — — — — — — — — — — — — — — — — 


LO70 35mm 51.00mm > — 1CXP6 — — _— — — — — — — — — — — — — — — — —— _— a 
LO75 44mm 54.00mm) — — — — — — — — — 1CXP7 1CXP8 1CXP9 — — — — — — — — — — — 
LO90 54mm 54.00mm, — — — 1CXR1 1CXR2 1CXR3 1CXR4 — _  1CXR5 1CXR6 1CXR7 1CXR81CXR9 — — — — — — — — — — 
LO95 54mm 64.00mm) — — — — 1CXT1 1CXT2 1CXT3 1CXT4 1CXT5 1CXT6 1CXT7 1CXT8 1CXT9 1CXU1 1CXU2 — — — — — — — — 
LO99 65mm 73.00mm)| — _ _ _ _ — 1CXU4 — _ 1CXU5 1CXU6 1CXU7 1CXU8 1CXU9 1CXW11CXW21CXW3 — — — — — — — 
L100 65mm 89.00mm| — —_— _ — 1CXW41CXW51CXW6 — 1CXW7/1CXW81CXW9 1CXY1 1CXY2 1CXY3 1CXY4 1CXY5 1CXY6 1CXY7 — — — — — 
L110 84mm 107.00mm| — — — — — — — — — 1CXY8 1CXY9 10XZ1 10XZ2 10XZ3 10XZ4 10XZ5 1CXZ6 1CXZ7 1CXZ8 1CXZ9 1CYA1 — — 
L150 95mm 114.00mm) — —_— _ _ — _ _ — _ _ — — 1CYA2 1CYA3 — 1CYA5 — _ 1CYA6 1CYA7 1CYA8 1CYA9 1CYB1 1CYB2 
Cast Iron 
L190 114mm 124.00mm) — — — — — — — — — — — — — — — — — — — — 1CYB7 — — 
Outside Overall Bore Dia. 
Size Dia. Length** 38mm 40mm 42mm 45mm 48mm 50mm comm 60mm 
Metric Coupling Hubs (Complete Assembly Requires 2 Hubs and 1 Jaw-Coupling Spider Insert, Sold Separately) 
Cast Iron 
L225 127mm 137.00mm 1CYB9 1CYC1 1CYC2 1CYC3 1CYC4 1CYC5 1CYC6 1CYC7 
Rated HP Rating @ Listed RPM Item Rated HP Rating @ Listed RPM Item 
Size Torque 300 1200 1800 3600 No. Size Torque 300 1200 1800 3600 No. 
Spider Inserts Spider Inserts (Cont.) 
Buna N (Black Color) Urethane (Blue Color) (Cont.) 
L050 26 in.-lb. 0.1 0.5 0.8 1:5 1X409 LO99/L100 = 477 in.-lb. 3.0 12 18 36 3KZ04 
L070 43 in.-lb. 0.2 0.8 1.2 2.0 1X408 L110 1188 in.-lb. of 23 30 69 3KZ05 
LO/5 90 in.-lb. 0.4 dé 2.6 D0 2X814 L150 1860 in.-lb. 9.0 36 04 108 3KZ06 
LO90/L095_—s 144 in.-lb. 0.7/0.9 2.8/3./ 4.1/5.5 8.3/11 1X407 L190 2592 in.-lb. 12 49 74 147 3KZ07 
LO99/L100 = 318 in.-Ib. 2.0 1.9 12 24 1X406 220 3910 in.-lb. 16 66 100 200 3EMP1 
L110 792 In.-lb. 3.8 13 23 46 3X715 Hytrel (Tan Color) 
L150 1240 in.-lb. 6.0 24 36 72 1A413 L070 114 in.-lb. 0.5 2.1 ce) 6.5 1A923 
L190 1726 In.-lb. 8.1 OZ 49 98 1A928 L075 22/ in.-lb. 1.1 4.2 6.4 13 1A924 
L225 2340 in.-lb. 11 44 67 133 3EMN9I LO90/LO095 — 401 in.-lb. 1.9/2.7 71/11 12/16 23/32 1A925 
Urethane (Blue Color) LO99/L100 = /92 in.-lb. 0.0 22 32 65 1A416 
L050 39 in.-lb. 0.2 0.8 1A 2.3 3KZ67 L110 2268 in.-lb. 11 43 65 130 1A415 
L070 69 in.-lb. 0.3 1.3 1.8 Gut 3KX87 L150 3/08 in.-lb. 18 71 106 212 1A414 
LO/5 135 in.-Ib. 0.6 20 3.9 Tf 3KX92 L190 4680 in.-lb. 20 89 134 266 1A927 
LO90/L095 =. 216 in.-lb. 1.0/1.4 4.1/5.6 6.2/8.3 12/17 3KZ03 L225 6228 in.-lb. 29 118 178 356 3EMP2 
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POWER TRANSMISSION 
Universal Joints 


Scan. Order. Done. 
Details on page A1. 





Selection Guide for Universal Joints 


Step 1: Find the appropriate correction value for your particular application 
using the Correction Factor table on the the right. The table is based on "inter- 
mittent" application—more than 1 start/stop per hr., with sufficient time for 
cooling before starting. If your application is continuous—sustained operation 
with less than 1 stop/start per hr. for up to 8 hr. per day—multiply the value in 
the table by 2. 


Step 2: Multiply your specific torque requirements by the correction value 
found in Step 1. (Be sure to use in.-lb.) 

Step 3: Refer to the "Static Breaking Torque" column in the Universal Joints 
table to select a joint (solid type or bored type) with the same or greater 
torque than the in.-lb. number you calculated in Step 2. 


SOLID TYPE 
Manufacturer’s Model 
Boston Browning 


Outside 
Dia. Lovejoy Curtis 
Part Number Cross Reference Guide 
Yo" D-2 C-642 
ye" C-643 
3/4" C-644 
Us C-645 
iz C-646 
1%" C-647 
1Y%" C-648 
1%" C-650 
1%" C-651 
De C-652 
C-653 
C-654 


Operating 
RPM 0° efi 
Correction Factor Table 
1800 9 20 34 45 
1500 8 16 28 39 
1200 i ie 22 ay 
900 6 11 16 20 
600 5 8 dl 15 
4 
3 


Angle of Operation in Degrees 
Alves Apex : ro 10° 15° 
J-50 
J-62 
J-75 
J-87 
J-100 
J-125 
J-150 
J-175 
J-200 
J-250 
J-300 


UJ-45 
UJ-55 
UJ-65 
UJ-75 
UJ-85 
UJ-95 
UJ-10S 
UJ-128 
UJ-14S 
UJ-16S 
UJ-20S 
UJ-24S 


S-500 
$-625 
S-750 
S-875 
S-1000 
oF l29 
S-1250 
S-1500 
S-1750 
S-2000 
S-2500 
S-3000 


300-8 
300-10 
300-12 
300-14 
300-16 
300-20 
300-24 
300-28 
300-32 
400-40 
400-48 


300 5 i 8 
100 4 4 5 


222999 
CO) NI) > O71) -&) Go 


AAA SAY 
pany ary faery] feary par 
& ow po) +!) oO 








Needle 
Bearing Type 





Static BORED TYPE SOLID TYPE 
f Loveyoy | Outside Overall Breaking Max. Std. Mfr. Item Max. Std. Mfr. Item 
Dia. Length Torque Keyway | Bore * Bore Model No. Bore * Bore Model No. 
7 7 Steel, D Type with Keyway and Setscrew 
Universal Joints i 335" 1560in-Ib. ex Ye | A D-6Bkw/ss {CYP6 = = = = 
is WA 2880 in-Ib. Vex" | ye D-7Bkw/ss 1CYP7 — — — — 
Special tapered shape of yokes TVA 39" 5220 in-lb. Asx Zao" | 1" 7 D-8B 5/8BE kw/ss 1CYP8 = = = = 
rovides exceptional strength, 14" 3/4" 5220 in.-lb.  %ex %2" li xX V4" D-8B ¥% x 3% kw/ss 1CYP9 — — — — 
ae allowin P full free 9 i 394" 5220in-Ib. exo | 1 7 D-8B 3/4BE kw/ss 1CYR1 — — — — 
gi Th AV; 7920in-Ib. Vex %o" | 1% Fe D-10B 5/8BEkw/ss  1CYR2 — — — — 
movement of joint. Standard Th 4V5 7920in.-Ib. Vex %o" | 1%" Ya D-10B 3/4BEkw/ss  1CYR3 — — — — 
industrial-type universal joints Steel, D Type, No Keyway or Setscrew : 

Vp Zz 378 in.-lb. — ¥' Wi D-2B 1L742 ye Solid D-2 1L730 
have pin-and-block design as A wh 540 in.-lb. = A ie" D-3B {L743 ie Solid D-3 {L731 
well as boot-retaining grooves. Sa" 26 768 in.-Ib. _ 78. SB D-4B 1A929 75" Solid D-4 1L732 

weet : 7B ek 1176 in.-Ib. = He" Te D-5B 1L744 THe Solid D-5 1L733 
For applications with angles up i" 39° 1560 in-Ib. 7 A D-6B 1A930 7 Solid D-6 {L734 
to 25° and speeds up to 1750 is 3y" 2880 in.-Ib — 7 Ae D-7B 1L745 7 Solid D-7 1L735 
7 i 394" 5220 in.-lb. — ih ye D-8B 1A931 T Solid D-8 1L736 
rpm (6000 rpm for needle 14 49" 7990 in-lb.. | 1 D-10B {A932 1%" Solid D-10 {L737 
bearing units). Stainless Steel ik 5" 10,680 in-lb. TV; 7 D-118 {L746 tv" Solid D-T1 1L738 
is grade 303. 2" 5%6 15,600 in.-lb. — i il D-12B 1A933 1% Solid D-12 1L739 
Steel, Needle Bearing Type, No Keyway or Setscrew 
; 334" 1150 in.-lb. — Ys! Ai NB-6B 1CYR4 — — — — 
i 394" 2500 in.-Ib. — ih ye NB-8B 1CYR5 — — — — 
i LWA 4400 in.-Ib. — TH 7 NB-10B 1CYR6 — — — — 
2 5%6 10,500 in.-lb. — iv ilk NB-12B 1CYR7 = = = = 
Stainless Steel, D Type, No Keyway or Setscrew 
Y," 2116" 512 in.-lb. — ye x D-4BSS 1CYT4 ye Solid D-4SS 1CYR8 
ik 334" 1040 in.-Ib. — 5 A D-6BSS TCYT5 7 Solid D-6SS TCYR9 
TH" 39/4" 3480 in.-Ib. — ik ye D-8BSS TCYT6 ik Solid D-85S 1CYT1 
TH" LWA 5280 in.-Ib. — TH" 7 D-10BSS 1CYT7 TH Solid  D-10SS 1CYT2 
2" 5%6 10,400 in-lb. — is il D-12BSS 1CYT8 1% Solid  D-12SS 1CYT3 


* Units may be re-bored to maximum diameter shown. 


QUICKLY ORDER 
Items From This 


Scan. Order. Done. 





e Scan the Item Number 
e See Your Price 
e Place Your Order. Done 


Catalog With Your 
Mobile Device 
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POWER TRANSMISSION 


Keyed Shafting 





GRAINGER CHOICE° 
Find the wr. Find Solutions. Find Great Prices. 
Length 
3" 6" 9" 12" 18" 24" 36" 48" 60" 72" 
Item Item Item Item Item Item Item Item Item Item 
Dia. Keyway No. No. No. No. No. No. No. No. No. No. 
304 Stainless Steel 
3g" ¥0" xX Yea" 30F850 30F851 30F852 30F853 — 30F854 30F855 30F856 30F857 30F858 
Y," Ye" x Ye" 30F859 30F860 30F861 30F862 — 30F863 30F864 30F865 30F866 30F867 
yf" He" X 332" 30F868 30F869 30F870 30F871 — 30F872 30F873 30F874 30F875 30F876 
34" He’ xX ¥o" 30F877 30F878 30F879 30F880 — 30F881 30F882 30F883 30F884 30F885 
ili Ya" x Vp" 30F886 30F887 30F888 30F889 — 30F890 30F891 30F892 30F893 30F894 
16° Ya" x Vp" — — — 30F895 — 30F896 30F897 30F898 30F899 30F901 
14%" Ya" x Vp" 30F902 30F903 30F904 30F905 — 30F906 30F907 30F908 30F909 30F910 
1/6 ¥" x V6" — — — 30F911 — 30F912 30F913 30F914 30F915 30F916 
1¥," ¥e" x V6" 30F917 30F918 30F919 30F920 — 30F921 30F922 30F923 30F924 30F925 
2" Yo" x Ya" 30F926 30F927 30F928 30F929 — 30F930 30F931 30F932 30F933 30F934 
2/6 Yo" x Ya" 30F935 30F936 30F937 30F938 — 30F939 30F940 30F941 30F942 30F943 
2/6 "xX V6" 30F944 30F945 30F946 30F947 — 30F948 30F949 30F950 30F951 30F952 
316 Stainless Steel 
3g" ¥0" X Yea" 30F953 30F954 30F955 30F956 — 30F957 30F958 30F959 30F960 30F961 
yp" Ya" x Vig" 30F962 30F963 30F964 30F965 — 30F966 30F967 30F968 30F969 30F970 
¥" He" x %o" 30F971 30F972 30F973 30F974 — 30F975 30F976 30F977 30F978 30F979 
4" He’ xX %o" 30F980 30F981 30F982 30F983 — 30F984 30F985 30F986 30F987 30F988 
1" Ya" x Ye" 30F989 30F990 30F991 30F992 — 30F993 30F994 30F995 30F996 30F997 
16 Ya" x Ye" — — — 30F998 — 30F999 30G001 30G002 30G003 30G004 
1%" Ya" x Ve" 30G005 30G006 30G007 30G008 — 30G009 30G010 30G011 30G012 30G013 
1%/6' ¥" x V6" — — — 30G014 — 30G015 30G016 30G017 30G018 30G019 
1¥;" ¥e" x V6" 30G020 30G021 30G022 30G023 — 30G024 30G025 30G026 30G027 30G028 
2" Yo" x V4" 30G029 30G030 306031 30G032 — 306033 30G034 30G035 30G036 30G037 
2/6 Yo" x Ya" 30G038 30G039 30G040 30G041 — 30G042 30G043 30G044 30G045 30G046 
2/6 ¥" xX V6" 30G047 30G048 30G049 30G050 — 30G051 30G052 30G053 30G054 30G055 
Aluminum 
6 ¥30" x Yea" — 30G056 — 30G057 — 30G058 — — — — 
3" ¥" xX Yea" — 30G059 — 30G060 — 30G061 — — — — 
YA" Ya" x Vie" — 30G062 — 30G063 — 30G064 — — — — 
ye" He’ xX ¥e" — 30G065 — 30G066 — 30G067 — — — — 
4" He’ X ¥o" — 30G068 — 30G069 — 30G070 — — — — 
1 Ya" x Ye" — 30G071 — 30G072 — 30G073 — — — — 
Carbon Steel Grade 1045 
6" 330" x Ya" 30F543 30F544 30F545 30F546 30F547 30F548 30F549 30F550 30F551 30F552 
3" ¥o" X Yq" 30F553 30F554 30F555 30F556 30F557 30F558 30F559 30F560 30F561 30F562 
Y," Ya" x Vig" 30F563 30F564 30F565 30F566 30F567 30F568 30F569 30F570 30F571 30F572 
ye" He" x %o" 30F573 30F574 30F575 30F576 30F577 30F578 30F579 30F580 30F581 30F582 
Ye" He’ xX %o" 30F583 30F584 30F585 30F586 30F587 30F588 30F589 30F590 30F591 30F592 
4" He’ xX %o" 30F593 30F594 30F595 30F596 30F597 30F598 30F599 30F601 30F602 30F603 
16" He" xX ¥o" 30F604 30F605 30F606 30F607 30F608 30F609 30F610 30F611 30F612 30F613 
Us He’ xX ¥%o" 30F614 30F615 30F616 30F617 30F618 30F619 30F620 30F621 30F622 30F623 
16" Va" x Ye" 30F624 30F625 30F626 30F627 30F628 30F629 30F630 30F631 30F632 30F633 
ilk Ya" x Ve" 30F634 30F635 30F636 30F637 30F638 30F639 30F640 30F641 30F642 30F643 
1¥;" Ya" x Vp" 30F644 30F645 30F646 30F647 30F648 30F649 30F650 30F651 30F652 30F653 
1%6" Ya" x Ye" 30F654 30F655 30F656 30F657 30F658 30F659 30F660 30F661 30F662 30F663 
14%" Ya" x Ve" 30F664 30F665 30F666 30F667 30F668 30F669 30F670 30F671 30F672 30F673 
1%6° Ae" X %32" 30F674 30F675 30F676 30F677 30F678 30F679 30F680 30F681 30F682 30F683 
13; Ae X Ye" 30F684 30F685 30F686 30F687 30F688 30F689 30F690 30F691 30F692 30F693 
1” ¥%" x Ve" 30F694 30F695 30F696 30F697 30F698 30F699 30F701 30F702 30F703 30F704 
1¥," 3" x V6" 30F705 30F706 30F707 30F708 30F709 30F710 30F711 30F712 30F713 30F714 
1%" ¥" x V6" 30F715 30F716 30F717 30F718 30F719 30F720 30F721 30F722 30F723 30F724 
13" ¥" x V6" 30F725 30F726 30F727 30F728 30F729 30F730 30F731 30F732 30F733 30F734 
11%6" Yo" x Ya" 30F735 30F736 30F737 30F738 30F739 30F740 30F741 30F742 30F743 30F744 
2" Yo" x Yq" 30F745 30F746 30F747 30F748 30F749 30F750 30F751 30F752 30F753 30F754 
26" Yo" x Va" 30F755 30F756 30F757 30F758 30F759 30F760 30F761 30F762 30F763 30F764 
24" Yo" x Ya" 30F765 30F766 30F767 30F768 30F769 30F770 30F771 30F772 30F773 30F774 
2/6 ¥" X V6" 30F775 30F776 30F777 30F778 30F779 30F780 30F781 30F782 30F783 30F784 
22" ¥" X V6" 30F785 30F786 30F787 30F788 30F789 30F790 30F791 30F792 30F793 30F794 
Length 
300MM 500MM 1000MM 1200MM 1500MM 1800MM 
Item Item Item Item Item Item 
Dia. Keyway No. No. No. No. No. No. 
Carbon Steel Grade 1045 
8mm 2mm x 1.2mm 30F795 30F796 30F797 30F798 30F799 30F801 
10mm 3mm x 1.8mm 30F802 30F803 30F804 30F805 30F806 30F807 
12mm 4mm x 2.5mm 30F808 30F809 30F810 30F811 30F812 30F813 
15mm 5mm x 3mm 30F814 30F815 30F816 30F817 30F818 30F819 
20mm 6mm x 3.5mm 30F820 30F821 30F822 30F823 30F824 30F825 
24mm 8mm x 4mm 30F826 30F827 30F828 30F829 30F830 30F831 
25mm 8mm x 4mm 30F832 30F833 30F834 30F835 30F836 30F837 
40mm 12mm x 5mm 30F838 30F839 30F840 30F841 30F842 30F843 
50mm 14mm x 5.5mm 30F844 30F845 30F846 30F847 30F848 30F849 


Buy Rotary Shaft Seals on Grainger.com® 


AVOID DOWNTIME: LIPPED 

SEALS HELP KEEP YOUR 
MACHINES AND EQUIPMENT 
RUNNING AT PEAK EFFICIENCY 
Rotary seals from Grainger are 
designed to keep lubricants in and 
contaminants out, so rotating or 
oscillating components can function 
at their best. Search for "rotary shaft 
seals" on Grainger.com. 


Single Lip 
with Garter 
Spring Seal 


Single 
Lip Seal 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





No. 
30F543 


KEYSHAFT™ 
Keyed Shafting 


= Dia. tolerance: 
-0.0005"/-0.0035" 

= Key width tolerance: 
+0.003"/-0.000" 

= Straightness tolerance: 
0.012" per ft. 


All material is furnished as cold- 
drawn, ground, and polished. 
Manufactured to ANSI B17.1- 
1967, R1973 standards. 


Stainless Steel, Type 
304/316—Corrosion-resistant 
shafting is suitable for use in 
food processing applications. 
Meet ASTM A-276/479, cond. 
A and QQ-S-763, cond. A 
specifications. 


Aluminum—Lightweight, 
screw machine-grade aluminum 
is ideal for robotic applications. 


Carbon Steel, Grade 1045— 
Grade 1045 steel is tougher 
than basic low-carbon steel, 
but can still be easily machined 
for secondary operations. Meet 
ASTM A-108. 


Lip with 
Garter Spring 
and Static 
Dust Lip Seal 
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POWER TRANSMISSION 
Rod Ends 


Scan. Order. Done. 
Details on page A1. 





Steel Spherical Rod Ends GAL 


Rod ends allow pivoting in the housing — steel ball and 300 Series stainless 

to compensate for misalignment in steel body with bonded PTFE fabric 
industrial applications. Metric sizes race. Excellent for low to moderate 
are available on Grainger.com®. load applications where lubricating 


Note: Not for automotive or aircraft use. the parts Is not desirable. 


Self-Lubricating—Feature a preci- 
sion-ground, chrome-plated hardened 
52100 steel spherical ball, 1045 
carbon steel body, and nylon/PTFE 
compound molded race. Ideal for low 
to moderate load applications where 


mt A Economical—feature a precision- 


+ AEH 


ground, chrome-plated hardened 
52100 steel spherical ball and 1045 
carbon steel body. 





Stainless Steel—Feature a preci- 


Female, Male, Plain Female, Male, . . meal ‘ 
Plain Ball Ball Studded Ball | Studded Ball. = 5!0N-round, hardened 4400 stainless __ parts lubrication is not desirable. 
ECONOMICAL STAINLESS STEEL 
Left Hand | Right Hand Left Hand | Right Hand 
Thread Size Dimensions Static Item Item Static Item Item 
A E G H J N Radial Load No. No. Radial Load No. No. 
Female Plain Ball 

#10-32' 0.190/0.192" 0.625" 1.062" 0.500" 13D U.312 2079 |b. 20F960 20F959 1190 Ib. 206025 206024 
4-28" 0.250/0.252" 0.750" 132 0.687 1.667" 0.375 4197 |b. 20F962 20F961 2165 Ib. 206027 206026 
6-24" 0.3125/0.3145" 0.875" 1.315. 0.687 OTs 0.437 5110 Ib. 20F964 20F963 32/8 Ib. 206029 206028 
¥g-24" 0.375/0.314- 1.000" 1.625" 0.812 2.125: 0.500 6323 Ib. 20F966 20F965 4527 |b. 206031 206030 
/6-20° 0.4375/0.4395" Twi2Zo: 1.812° 0.937 2.01) 0.562 1897 |b. 20F968 20F96/ 5689 Ib. 206033 206032 
Y2-20" 0.500/0.502" 1312 2120 1.062" 2./81 0.625" 10,046 Ib. 20F970 20F969 1352 Ib. 206035 206034 
%-18" 0.625/0.627" 1.500" 2.500" 1375 O.20U: 0.750" 11.385 IB: 20F972 20F971 8200 Ib. 206037 206036 

sl a 6" Gall 0./50/0./752" 1.750" 2.010 1.562" 3./50° 0.875" 15,894 Ib. 20F974 20F973 11,595 Ib. 206039 206038 
ale Plain Ba 

#10-32' 0.190/0.192" 0.625" 1.250" 0.750" 1.563" 0.317 1558 Ib. 20F976 20F975 1190 Ib. 206041 206040 
Y4-28" 0.250/0.252" 0.750. 1.562" 1.000" 1.937" 0.375" 2835 ID. 20F978 20F977 2165 Ib. 206043 206042 
%6-24 0.3125/0.3145" 0.875" 1.875" 1.250" 2.313. 0.437" 4517 |b. 20F980 20F979 32/8 |b. 206045 206044 
3-24" O.3( 3/0316 1.000" 1.938" 1.250" 2.438 0.500" 6323 Ib. 20F982 20F981 4527 |b. 206047 206046 
/6-20" 0.4375/0.4395" (RERY 2120: Lot 2.688" 0.562" 1897 |b. 20F984 20F983 5689 Ib. 206049 206048 
Yo-20" 0.500/0.502" 1.312: 2.438 1.500" 3.094" 0.625" 10,046 Ib. 20F986 20F985 1352 Ib. 20G051 206050 
%-18° 0.625/0.627" 1.500" 2.025: 1.629° meen 0.750" 171,385 Ib. 20F988 20F987 8200 Ib. 206053 206052 
¥4-10° 0./50/0./52° 1.750" 2.0/9. 1.750" Jf OU. 0.875" 15,894 Ib. 20F990 20F989 171,595 Ib. 20G055 206054 

ECONOMICAL STAINLESS STEEL 
Left Hand | Right Hand Left Hand | Right Hand 
Thread Size Dimensions Static Item Item Static Item Item 
A B C E G H J Radial Load No. No. Radial Load No. No. 
Female Studded Ball (Female With Stud) 

#10-32' 0.500" 0.500" 0.625" 1.062" 0.500" lato 2079 Ib. 20F992 20F991 1190 Ib. 206057 206056 
4-28" 0.469 0.562" 0.750" Tole. 0.687" 1.687 4197 |b. 20F994 20F993 2165 Ib. 206059 206058 
16-24" O33. 0.687" 0.875" Lore. 0.687" 1.813 5110 Ib. 20F996 20F995 32/8 Ib. 20G061 20G060 
¥g-24" 0.656" 0.906" 1.000" 1.625" 0.812 2.125 6323 Ib. 20F998 20F997 4527 |b. 206063 206062 
“6-20 0.688" 1.062" 1.125 1012 0.937" 2315 1897 |b. 20G001 20F999 — — — 
Yo-20" 0.875" 1.125" Tol2. 2.125. 1.062" 2./81 10,046 Ib. 206003 20G002 1352 Ib. 20G067 20G066 
%-18" 1.000" 1.500" 1.500" 2.500" 13f0. 3.200 11,385 Ib. 20G005 20G004 8200 Ib. 20G069 20G068 
4-16" 1.188" 1.812 1.750" 2.8/5 1.562" 3./50° 15,894 Ib. 20G007 20G006 11,595 Ib. 206071 206070 

Male Studded Ball (Male With Stud) 

#10-32' 0.500" 0.500" 0.625" 1200) 0.750" 1563: 1558 Ib. 20G009 206008 1190 Ib. 206073 206072 
4-28" 0.469" 0.562" 0.750" 1.562" 1.000" 1.937" 2835 ID. 206011 206010 2165 Ib. 20G075 206074 
6-24" 0.537. 0.687" 0.8/5" 1.875" 1.250" ey 4517 |b. 206013 206012 — — 206076 
¥g-24" 0.656" 0.906" 1.000" 1.938" 1,250" 2.438" 6323 Ib. 20G015 206014 4527 |b. 206079 206078 
“6-20 0.688" 1.062" 1120. 2.125. 1.3: 2.688" 1897 |b. 206017 20G016 5689 Ib. 206081 206080 
Yo-20' 0.875" 1.123" 1.312" 2.438 1.500" 3.094" 10,046 Ib. 20G019 206018 fdo2 ID: 206083 206082 
%-18" 1.000" 1.500" 1.500" 2.625. 1.625" Budd 11,385 Ib. 206021 206020 8200 Ib. 20G085 206084 
4-16 1.188" 1.812 1.750" 201) ef BU: BLO: 15,894 Ib. 206023 206022 — —— 206086 

SELF-LUBRICATING 
Left Hand | Right Hand 
Thread Size Dimensions Static Item Item 
A AA E G H J Radial Load No. No. 
Female Plain Ball 

#10-32' 0.190/0.192" 0.625" 1.062" 0.562" 13f3. 0.312 1210 Ib. 20F895 20F894 
Yo-20" 0.500/0.502" Iod2. 2.125. 1.187" 2./81- 0.625 6430 Ib. 20F906 20F905 
4-28" 0.250/0.252" 0.750" ate: 0.750" 1.687" 0.375 2470 |b. 20F897 20F896 
Y4-16° 0.750/0./52" 1.750" 2.8/5. 1.750" of DU 0.875" 10,900 Ib. 20F910 20F909 
¥-24" 0.375/0.377" 1.000" 1.629" 0.937" 2.120. 0.500" 4100 Ib. 20F902 20F901 
Vi6-24" 0.3125/0.3145" 0.8/5" Ivey 0./50° 1.813" 0.437" 2/40 Ib. 20F899 20F898 
%-18 0.625/0.627" 1.500" 2.500" 1.500" 3.200. 0.750 8300 Ib. 20F908 20F907 
% 6-20" 0.4375/0.4395" 1129. 1oT2 1.062" 2.31) 0.562" 5350 Ib. 20F904 20F903 

Male Plain Ball 

#10-32° 0.190/0.192" 0.625" 1.250" 0./50° 1.563. siz. 1210 Ib. 20F912 20F911 
Y-20" 0.500/0.502" 1.312. 2.438" 1.500" 3.094" 0.625" 6430 Ib. 20F922 20F921 
4-28" 0.250/0.252" 0.750" 1b: 1.000" 1.937" 0.3/5" 2470 |b. 20F914 20F913 
¥4-16" 0.750/0.752" 1.750" 2:01 1.450" Bf OU. 0.875" 10,900 Ib. 20F926 20F925 
%-24" O.3/5/0. 300 1.000" 1.938" 1.250" 2.438" 0.500" 4210 |b. 20F918 20F917 
Vi6-24" 0.3125/0.3145" 0.875" 1.8/9: 1.250" Ky 0.437" 2/40 |b. 20F916 20F915 
%-18" 0.625/0.627°" 1.500" 2.625" 1.625" ERE 0./50 8300 Ib. 20F924 20F923 
%6-20° 0.4375/0.4395" 1125- 2.125. 13ho 2.688" 0.562 5350 Ib. 20F920 20F919 

SELF-LUBRICATING 
Left Hand | Right Hand 
Thread Size Dimensions Static Item Item 
A B C E G H Radial Load No. No. 
Female Studded Ball (Female With Stud) 

#10-32" 0.500" 0.500" 0.625" 1.062" 0.562" 1375. 1210 Ib. 20F928 20F927 
4-28" 0.469" 0.562— 0.750" 1.312 0.750" 1.687" 2470 |b. 20F930 20F929 
Vi6-24" 0.532" 0.687" 0.875" 1.3f): 0.750" 1.813: 2/40 |b. 20F932 20F931 
%-24" 0.656" 0.906" 1.000" 1:629 0.937" 2.120. 4100 Ib. 20F934 20F933 
%-20" 0.688" 1.062" Tez: 1812 1.062" 2.310. 5350 Ib. 20F936 20F935 
Yo-20" 0.875" 1.125. Tol2. 2.120. 1.187" 2.101. 6430 Ib. 20F938 20F937 
%-18" 1.000" 1.500" 1.500" 2.900" 1.500" 3.200 8300 Ib. 20F940 20F939 
¥4-16" 1.188" 1.812° 1450" 2.010. 1.750" 3.( 00. 10,900 Ib. 20F942 20F941 

Male Studded Ball (Male With Stud) 

#10-32' 0.500" 0.500" 0.625" 1.250" 0.750" 1.563 1210 Ib. 20F944 20F943 
4-28" 0.469" 0.562" 0.750" 1.562" 1.000" 1.937" 2470 |b. 20F946 20F945 
6-24" 0.532" 0.687" 0.875" 1.875" 1.250" 2313. 2/40 lb. 20F948 20F947 
¥-24" 0.656" 0.906" 1.000" 1.938" 1.250" 2.438" 4210 Ib. 20F950 20F949 
% 6-20" 0.688" 1.062" BEY 2.120 133 2.688" 5350 Ib. 20F952 20F951 
Y-20" 0.875" 1.129° Tol2. 2.438" 1.500" 3.094" 6430 Ib. 20F954 20F953 
%-18° 1.000" 1.500" 1.500" 2.625. 1625— 3.010 8300 Ib. 20F956 20F955 
¥4-16" 1.188" 1.812° 1.750" 2.0/0 1.750" 3./50° 10,900 Ib. 20F958 20F95/ 
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GRAINGER CHOICE” POWER TRANSMISSION 
Find the Wi. Find Solutions. Find Great Prices. Mounted Bearings 





Bearing Selection Guide 
Factors to consider include unit costs, desired life, shaft) that a bearing can support without causing calculated by multiplying P, the max. pressure in 
load ratings, operating environment, maintenance, permanent deformation. Max. speed ratings are _ psi on the bearing surface, by V, the max. sliding 
and mounting configurations. Testing in the actual = based on light loads and expressed by bore size: velocity in surface ft. per min. on the shaft. Actual 
operating environment is recommended to deter- Y" = 6000 rpm, %" = 5000 rpm, %" = 4500 rpm, PW factor should not exceed rated max. PV. P and 
mine if a particular bearing unit is suitable for a i= 3000 rpm, V are calculated using the following formulas: 


given application. LOAD RATINGS FOR BRONZE AND pe __ Bearing Load 

LOAD RATINGS FOR BALL BEARING UNITS UHMW-PE BEARING UNITS Bearing Dia. X Bearing Length 

Dynamic load capacity is the max. constant Bronze and UHMW-PE bearings do not have V = Shaft Diameter x Shaft rom x 0.262* 

radial load that a bearing can support for 1 million | moving parts and allow for smooth, low-friction * 0.262 is the constant used for sleeve bearings (dimensions 
revolutions (at 331 rpm for 500 hr.). Static load motion between 2 solid surfaces. Their load in inches). 

capacity is the max. static load (nonrotating Capacities are expressed as a PV factor, which is 


‘ma 


Pillow Block and Flange 


Mount Bearings 

BALL BEARINGS 

Prelubricated ABEC-1 tolerances. Wide inner race with 
setscrews. Neoprene seal. Temp. range: -30° to 200°F. i 2-Bolt Flange 

Mount Mount 























Rigid Type—Strong load support in limited mounting 
area. 


Self-Aligning Type—Corrects misalignment up to 2°. 
Rustproof plated finish. Base mount is 2-pc. and flange 
mount is 1-pc. 


BRONZE BEARINGS 


Porous for continuous lubrication. Use in lighter-duty 
mounted bearing applications. Temp. range: -5° to 
220 Te 


Rigid Type (Pillow Block Only)—Press-fit plain sleeve 
bearings. Oiler hole for lubrication. 


Self-Aligning Type—Press-fit flanged sleeve bearings. 
Rustproof plated finish. Large, felt-lined oil reservoir. Oil 
fillers on base-mount models can be rotated to 4 differ- 
ent positions. Flange-mount models have oil filler at 45° 
from bolt holes. 


UHMW-PE BEARINGS 


For washdown applications in wet/harsh environments. 
Self-lubricating. Interchangeable with most metal units. 
Temp. range: -60° to 180°F. USDA and FDA approved. 











Dynamic _ Static Dynamic Static 
Bore Load Load Dimensions Item Bore Load Load Dimensions Item 

Key Dia. Cap.t Cap. A B D E H J L No. Key Dia. Cap.t Cap. B D E H J L No. 
Pillow Block Ball Bearing, Die Cast Housing, Rigid Type 2-Bolt Flange Mount Ball Bearing, Die Cast rousing: Rigid Type 

A Yo" 2877 \b. 1479lb. | 1%" 2%6 4%" 3%" Ys  %' = 1%6' | 4X723 HY" 2152\b. 1075 Ib. 3V%4 2 2% =e %eSqg. 1%6 | 1A396 

A %  28//\b. 1479lb. | 1%" 2%6 4%" 54%" As %' ~=1%6' | 4X724 H % 2152lb. 10/75lb. | — 305 2. 24% Me He Sqg. 1%6 | 1A397 

A 4  2877\b. 1479lb. | 1%" 2%68 4%" 33%" As %' 1%6' | 4X725 H 4%" 28/77\b. 1479lb.| — 3%" 2%" 2'%6 % Sq. 1% | 1A398 

A 1" 3153lb. 1768lb.) 1%" 2%" 45%" 35%" Yo" xe 1%" | AX726 H 71 3153lb. 1/68lb.| — 3% 24% 3 Yo '%32 Sq. 1%6 | 1A399 
Pillow Block Ball Bearing, Pressed Steel Housing, Self- “Aligning Type, Standard 2-Bolt Flange Mount Ball Bearing, Pressed Steel Housing, Self-Aligning Type 

BY = 2152\lb. 10/75|b. | %e° 1%" 4%6' 3%6 “Zs “As 1%6' | 2X897 | Ye" 2152 lb. 1075 Ib. 2 3. Ve &% 1 4X727 

B %  2152\lb. 10/75|b. | %e° 1%" 4%6' 3%6 %s' “As 1%6' | 2X898 | %  2152lb. 10/75lb. | — Zz 3. Ve * 1 4X728 

Bo ¥' = 287/\b. 1479 lb. | 1%6 2%6' 4%6' 3%6 Ye “As 1%' | 2X899 | = %" 2877 lb. 1479lb. | — 4%" 2%" 3% Ye “Ase 1% | 4X729 

B 1° 3153lb. 1768lb. | 1%6 2%6' 4%6' 3%6 Ye “As 1%6' | 2X900 | = 67) 3153lb. 1/768lb. | — 44%" 24%" 3% Ve “As 1% | 4X730 
Pillow Block Ball Bearing, Pressed Steel Housing, Se Self- “Aligning Type, Heavy pauge 2-Bolt Flange Mount Ball Bearing, Pressed Steel Housing, Self-Aligning Type, oa page 

C Ye" 2877 lb. 1479 lb. | 1%6' 2%" 4%6 3%6 Yas" As’ 2X403 J" 2877 \b. 1479 lb. 3 4  % Ye 1% A400 

C %' = 2877 \b. 1479 lb. | 1%6' 2%" 4%6' 3%6 Yas" As’ rae 2X404 J % 28/7 \b. 14/9lb. | — 3 ch 4 2 Ya 1% Aa 

C 4" 2877 lb. 1479 lb. | 1%6' 2%" 4%6 3%6 Yas" As 1'Vie' | 2X405 J ¥%' 2877 \b. 1479 lb. | — a a 4 2 Ys 1% | 1A402 

C 1" 3153lb. 1768lb. | 1%" 2%" 5%e 4" Ms" "1%" | 2X406 JT 3153 lb. 1/68 lb. | — a 3 4  %2 Yo 1% | 1A403 
Pillow Block Bronze Bearing, Die vast Housing, Rigid Type 2-Bolt Flange Mount Bronze ze Bearing, Pressed Steel Housing, ser -Aligning Type 

D  % 50,000lb. — 1%" 3%6' 2's %' =e. Ss 1:'%' «| «1F630 * + K — ¥%" 50,000 Ib. Ax" 2%" 3% ”~e  =1% | 4X815 * Ft 

D  %' 50,000lb — 1%" 3%68 26 %' =e’ Ss 1:*Y8' ~*|«1F628 * + K  %' 50,000lb. — — 4% 2% 3% te ~e 1% | 4X816 * Ft 

D %' 50,000lb. — 1" 14% 3%6 2'%e 6%" He's 1:*Y%8' «| «F626 * + K  %" 50,000lb. — — 4% 2% 3% Vw Ase 1% | 4X817 *t 
Pillow Block Bronze Bearing. Pressed Steel Housing, Self-Aligning Type K 1" 50,000 Ib. — 4% 2 3% % “6 1% | 4X818 * + 

E  %' 50,000 lb. 1" 2%2" 4 3° Ys" Ae’ S'S" =| 2XB67 = * Ft 2-Bolt Flange Mount UHMW- PE Bearing, Pressed Steel Housing, Self-Aligning Type 

E %' 950,000lb — 1" 2%2" 3° %s" Ae 18" | 2X529 * Ft LY" 3000 Ib. 4%" 2%" 38% Ve S18 =| «1FD/6 * Ft 

E 4" 50,000 Ib, = — 1" 2%" 3 Ys As 1%" «| 2X530 = * L  %' 3000 lb. _ — 4% 2% 3% VY Ae 1% | 1F5/4 “ft 

E 1" 50,000lb — 1" 2%" 4 3%" Ae 1Y8' | 2X5381 * Ft L  %' 3000 Ib. — — 4% 2%" 3% %Y “Ae 1% | 1F5/72 * + 
Pillow Block UHMW-PE Bearing, 207 Housing, Rigid Type L 1° 3000 Ib. = — A 2%" 3% ‘YY “Ae 1% | 1F5/0 *F 

F  % 3000 Ib. He 2%6 = 494" 8%" Hw’ 1:2" * | 1FO22 * Ft 4-Bolt Flange Mount Ball Bearing, Die Cast Housing, Rigid Type 

F  ¥' 3000 Ib. — Me 2Y2" 5M" 8H" Aw 1%" | 1F620 “FT M We" 2152 lb. 1075 Ib. 3 1% 2% %*% Ye 1% | 1F552 * 

F 1" 3000 Ib. — Ae 25%" 5" AN OS "12" '| 1F618 * $ M  % 21o2lb. 10/dtb. | — 3 1% 2% *% Ye 1¥%2 | 1F550 * 
Pillow Block UHMW-PE Bearing, Pressed td) Housing, Self- “Aligning Type M %' 2877\lb. 1479lb.| — 3%" 2%6 2% e ¥ 1% | 1F548 * 

G % 3000 lb. ily 4" 3 UT 1%" =| F638 * Ft M 1° 3153lb. 1768lb. | — 3%" 23%" 2% Ya “As 1% | 1F546 * 

G %' 3000/b. — ili 5 4" 3. OOH 1%" | 1F636 = * Ft 4-Bolt Flange Mount UHMW-PE Bearing, Solid Housing, Rigid Type 

G % 3000 lb. — 1" 2" 4" 3. 4 1% | 1F634 “ft N %'  3000Ib. — — 3 — 2% — “se 1% | 1F560 *t 

G 1° 3000 lb. _ ul 2 4" 3. OOH 1%" '*| « 1F632 * Ft N %' 3000 Ib. _ — Zi — 2% — Ye 1% | 1F558 *f 

* To calculate PV factor, see bearing selection guide. { Load capacities are based on the ball N %" 3000 Ib. — — 3% — ew — Fe 1% | 1F556 *+t 

bearing inserts in each unit. # Max PV Dynamic Load Cap. N 1" 3000 Ib. _— — 34 — wm — Fe 1% | 1F554 *¢ 


ooh 
Ge 
Go 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


POWER TRANSMISSION Scan. Order. Done. 
Mounted Bearings Details on page Al. 











Mounting Bolt Hole 
Bore Surface- Center- _Bolt Overall Dim. Mfr. Item 

































































Dia. to-Shaft Center to-Center Size H W L Model No. 
1/6 218 A i" | A" 26" 7150" | UCPL-1.11/16M _ SRYVA 
TH" 2 V8 WA "| AY" 26" 71%" | UCPL-1.3/4M _—‘SRYV7 
1/6 276" Cia" | AIS" 23%" 8%" | UCPL-1.15/16M 5RYV5 
2" 2/6 bie "| «AR 236" «BH UCPL-2M 5RYW4 
26 21/6" bie 8" | «AK 29%" 8%" | UCPL-2.316M SRYW8 
2/6 Die 7190" 8" | ‘ST o" 294" 9%" | UCPL-2.746M _ SRYXO 
2156 3%6" OV" Ys | 6" 22%" 12" | UCPL-2.15/16M  SRYW7 
Pillow Block, Eccentric Locking Collar 
Standard Duty Ultra-Class 
y5" 1%" 3%" | OMe OCC UELP-3/4M 5RZH6 
i" TA6 4 V3 Ys | 2250" 1 OB" UELP-1M 5RZF2 
TH" 1/6 45, | 3%" 1% 6%" UELP-1.1/83M _5RZFG 
1%6" 1/6 45 | 3%" 1% 6%" | UELP-1.3/16M _5RZF9 
TH TH" 5 Ve "| 320" 17%" 6%e' |  UELP-1.1/4M _5RZF4 
1H" i 5ve "| 320" 17%" 6%" | UELP-1.3/3M _5RZG1 
TAs" 17" 5 Ve "| 32%" 174" 6%e"_| UELP-1.7/16M _5RZG3 
TH" Tie 598 Ye" | 32%0" Ve" 7" UELP-1.1/2M _5RZF3 
1%¢" 15/6" 598 "| 32%ho" 26" 7s" | UELP-1.9/16M _5RZG5 
o TH" 218 A "| A%e" 26" 710" | UELP-1.5/8M _—5SRZG2 
Mounted Ball Bearin S Rl i Pel Tie 2 V6 WA er | A%e' 26" 7 1%0" | UELP-1.11/16M _5RZF7 
3 vo 59" Bis” ua — DB UELP2SM—— BDH 
‘ ° ° 2 24" Yaa. 7B" 9" 8" Ye" : 5 4 
= Temp. range: -20° to 250°F a A 6 15/6" 5a" | ASian" O54" 5% yeep aM SRZGB 
7 ae ee 26 215" Bie "| «AB Zo" 298" BH" 2. 5 
Feature cast-iron housings. Elastomeric seal with flinger preserves lubricant O54" ay! 7iVagh HP Bg OO! UELP-2 3/8M SRZH? 
and keeps contaminants out. Ultra-Class units have solid base construction for 276 294" 71%" "| Be 24%" 9%" | UELP-2.7/16M 5 RZH3 
optimum load and shock stability and black oxide coating for superior environ- — -2'" _3 7 Fe ar | Bie Sore ee Ee OM one 
mental protection. Pillow Block, Low Base, Eccentric Locking Collar 
. Standard Duty General Line 
Mounting _Bolt Hole Yq" A 394 Ys | 2" 1%" 5 (UELPL204-012D1W3_5ZUTA 
Bore Surface- Center- _ Bolt Overall Dim. Mfr. Item T 16" AV," ¥e" | 216" 11%" 5%" |UELPL205-100D1W3 5ZUT5 
Dia. to-Shaft Center to-Center Size | 4H W L Model No. TH" TV" AVg Vo" | 3540" 1%" 61%" [UELPL206-102D1W3 5ZUT6 
tight Duty ult Sel Screw 1%" 1% 43" He | 3%2" es 5 ue UELPL206-1030) ae BzUT? 
: Tv 11/6 ' | 31%" 1% 6%e 7- 5 
Ye Ihe 378 Ww | 2he ko ARP-1/2 oZMX1 1H 1% 2 Y* | 31%" 174" 6 %e" UELPL207-106D1W3 5ZUT9 
7 1/6 378 % | 246 1h 9 ARP-9/8 9ZMX3 i 11/6 iy Be | 31%" 174" 6%e’_UELPL207-107D1W3 5ZUU0 
Ae 1/6 Se 8 ee 2 ARP-3/4 oLMX2 vA 11/6 Bix" "| 32%o" 24" 7%" UELPL208-108D1W3 5ZUU1 
il Als 48 We | 2% koe ARP-1 oZMW9 1/6 26" BY Be | 4%" 2¥8" 77%" UELPL209-111D1W3 _5ZUU2 
gi an a0 Lie IL Aye | 342 i 6 ARP-1.1/48 SZMXO 1H" 26 BY * | 4%" 2V8" 71%" UELPL209-112D1W3 _5ZUU3 
tandard Duty General Line 1/6 2/6" WA 5" | At" 236" 8s" UELPL210-115D1W3 5ZUU4 
a Ife 37 wo 2%e 1 9 | UCP 201-008D1___SZUF7 a oThe 82 Se Ait O98 35 UELPLD11-200D1W3 5ZUU5 
7 Ife 3/4 wo 2%e 1 9 | UCP202-010D1__—SZUF8 2% 27/6 62%" "| «A 2%" 854" UELPL211-203D1W3 5ZUU6 
A The 374 | 2%6 1% 9 | UCP204-012D1 _SZUF9 21/6 216" TVs Se | Bt" 2%" 9" UELPL212-207D1W3 5ZUU7 
he" 1/6 AY, Vs" 22730" 1%" 5Y" UCP205-014D1 5ZUGO Standard Duty Ultra-Class 
1" 1/6 4¥" Ye" | 22%2" 1 OY" UCP205-100D1 oZUG1 oA" 16" 357" ye | 2% Th" 4x UELPL-5/8M 5RZL4 
14" "6 Ay" Yo" | 3%2 1%" 6" UCP206-102D1 9ZUG2 3" Ti 3 25/0" yy" | DA" 1%" 5" UELPL-3/4M 5RZL3 
1/6 Ye Ay" Yo" | 3%" 1%" bY" UCP206-103D1 9ZUG3 7A" The AV," ¥e | 216 1%" 5% UELPL-7/8M BRZL5 
14" Ye Ay" Yo" | 3%2' 1% bY UCP206-104D1 oZUG4 THA Te AV, ¥e | 21% 14" 5% UELPL-15/16M BRZK3 
14" 17% a Yo" | 3232" 1%" 6%e' | ~UCP207-104D1 9ZUG5 {" 16" AV," ¥e | 216 1%" 5%" UELPL-1M 5RZH9 
18 17 a Yo | 3°%32 1% 6%6 | UCP207-106D1 _—SZUG6 1% 1%e 45" Yo" | 3%" 1%" 6" | UELPL-1.1/8M _—5SRZU2 
1A6 17 a Yo | 3°%32 1% 6% | UCP207-107D1 _—SZUG7 1%e 1%e 45" Yo" | 3%" 1%" 64" | UELPL-1.3/16M _5RZJ5 
1¥2" 1/6 oleae Yo" | 3272" 2¥8' 1'%e | ~UCP208-108D1 9ZUG8 1%" 16" Ay," Vo" | 354." 1%" 61" UELPL-1.1/4SM  5RZJ1 
19%" 28 a4" Yo" | Ave 2%" 7'%2" | ~UCP209-110D1 9ZUG9 TH" 11/6" a Yo" | 31%" 17%" 6Y%6" UELPL-1.1/4M 5RZJ0 
Ye 28 a4" Yo" | Ave 2¥8" —7'"%2" | ~UCP209-111D1 9ZUHO 134" Ti5" BVA Yo" | 31%" 17%" 66" UELPL-1.3/8M 5RZJ7 
A. ALS a4 Ye | ave 2¥e "32 | UCP209-112D1 SS ZUH1 i 11%6" 5% Yo" | 31%" 1%" 6%" | UELPL-1.7/16M _ 5RZKO 
1/6 aL 6%" Ys" | Ave" 2%" 88" UCP210-115D1 9ZUH2 154" a," BTA Vo" | 430" 20%" 71540" |  UELPL-1.5/8M 5RZJ9 
2 272 6°28 | AP 8% | UCP 211-200D1 __SZUHS Tie" 216" 57 Ye | 4¥0" 25" 7140" | UELPL-1.11/16M _5RZJ3 
one A 62%2" Ye" | A8%0" 2%" 8B" UCP211-203D1 oZUH4 13" a1," BTA Ve" | 4%" 2%" 715%." |  UELPL-1.3/4M 5RZJ6 
26 24 vi % | o%e 2%" 9! | UCP212-207D1 __—SZUHS 17 2%6 628 | 41%" 234" BV" | UELPL-1.7/8M _5RZK1 
Standard Duty Ultra-Class Te 2%16" 6752" Ye | 41%" 258" 8%" | UELPL-1.15/16M 5RZJ4 
2 Ihe 378 Z| 2/6 123 UCP-1/2M ORYTS 2" UE bie BK | «CA OOH" «BK UELPL-2M 5RZK4 
7 Ife 3% | he We UCP-5/3M SRYUS 26 21/6" Give "| «4% 2368" 8%" | UELPL-2.316M _5RZKQ 
7 1/6 3*72 | ee 2 UCP-3/4M SRYU 20; 2iK6' 71%" "| BT" DH" 9%" | UELPL-2.1/4M_—_—5RZK5 
Pe Ae 4% We | 2%/2 A OV2 UCP-7/8M SRYUS 2% 216" 71%" "| *BTao" DH" 9%" | UELPL-2.3/8M_ _—5SRZLO 
MAB. 1A 4M A | 2% VR 92 UCP-15/16M ORYT9 27/6 216" T1%39" "| Tao" 2H" 9%" | UELPL-2.7/16M —_5RZL1 
il Al Ay | 2°%32) NO UCP-1M SRYRS Dig a 8" Ys | CVs 22750" 101%42"| UELPL-2.11/16M _ 5RZK7 
TY Ae AY | 3$%2 I 6% UCP-1.1/8M SRYR/ 2156" 3/6 gi" Ye | 6a" 22%" 12" | UELPL-2.15416M 5RZK8 
1/6 Tie 45, | 3%" 1% 6%" | UCP-1.3/16M _5RYTO Pillow Block, Set Screw 
TH" tie 45/5 "| 3%" 1% 6%" | UCP-1.1/4SM__—5RYR6 Medium Duty General Line 
1" 12% a Yo" | 32%" 1K" 6%" UCP-1.1/4M oRYRO 7" TH A146" ye 13%” 2 6%" UCPX05-100D1 5ZUH6 
1%6 12% a Yo" | 32%2" 1K" 6%6 UCP-1.5/16M ORYT3 16" 17," 5 A" | 32140" 9% 67% UCPX06-103D1 52ZUH7 
1% 1% o/8 | 3% Ve 66 UCP-1.3/8M ORYT2 TAs" 21% Bei" | Ae OD" 8" | SUCPXO7-107D1 —_5ZUH8 
TAs 1 2/8 Ye | 3*¥%2 Ve 66 | CUCP-T.7/16M__—SRYTS TZ" 2/6 6%. | «AK 25%" BY" | UCPX08-108D1 —_ 5ZUH9 
ives Te O78 Yo | 8°%32) Ye Ya UCP-1.1/2M ORYR4 TT6" 2/6" 6%" | «AM 6' 25%" —«8H%4"_| ~UCPXO9-111D1  5ZUJO 
178 ALS o8 Yeo | Ave  2¥e "32 | UCP -1.5/8M oRYT4 EA 2/6" 65" | «A%6' 25%" ~—«8B%"_| ~UCPXO09-112D1  5ZUJ1 
16 28 a Yo" | Ave 2¥" —7'%2" | UCP-1.11/16M JRYRS 115/46" OV" 62940" 6 | 43a" 274" OIA" UCPX10-115D1 5ZUJ2 
14" 28" a Yor | Ae 2Y8 1"%2! UCP-1.3/4M oRYT1 3 A 62940" i | Qiao" 27%" OV UCPX10-200D1 5ZUJ3 
17 ALS O42 | Ae oe Be UCP-1.7/38M ORYT6 2%6' 294" 7V' Ye | 51%" 3%" 10%" | UCPX11-203D1 —— 5ZUJ4 
1/6 Vas 62" Ys | Ave" 2% 8" UCP-1.15/16M oRYRY DTA" 3" 3" Hy" | 5156 39%" 11%" | UCPX12-207D1 5ZUJ5 
2 als O42 | AY oe Oe UCP-25M IRYUS 2%" a 8" Ye | CVs" 3%" 11%" | UCPX13-208D1 —_ 5ZUJ6 
2 2/2 Oe 8 | A8n Oe OE UCP-2M ORYUO 21%6 315" QV" | 63%" 13" | ~UCPX15-215D1 ——-5ZUJ7 
26 215" Bie "| «AB o" «23 BY" | ~——-UCP-2.3/16M ——‘ SRYU2 Medium Duty Ultra-Class 
298" 2¥4" U'%32" ¥" | oAe 2%" 9" UCP-2.3/8M JRYU3 15/6" 116" Ay," ye | 3% 1h ove UCPX-15/16M BRYY2 
a/c 2¥4' racy %' | ove 2%" 9" UCP-2.7/16M oRYU4 {" 1/65" Ay," Vo" | 3%" 1%" 61" UCPX-1M BRYX4 
2'Ve- 34 8A" Ya" | 612" 22%2" 10'%e'| UCP-2.15/16M oRYU1 Te" Ti" aA Vo" | 320" 1%" 6%c6" UCPX-1.3/16M BRYX9 
3 374 872" Ay | W732" 27/32" 10'6" UCP-3M SRYU6 is 2V6' 5%," He | Ave 1%" Tie" | UCPX-1.1/4M _—SRYX6 
20mm 16 3°72 | oe UCP-20 46E983 i 2¥%6' 5%" He | Av 1%" Tie" | UCPX-1.7/16M _‘5SRYY1 
2omm 1A6 47 Ws \2hhe 2 5 UCP-25 4GES84 1" 2¥%6' 57 He | A%e 208" 71%" | UCPX-1.1/2M _ SRYX5 
30mm 1 ie" 4% | shiz 1 6 UCP-30 46E985 Tie" 20," CoS | A 2%" BV" | UCPX-1.116M _ 5RYX7 
35mm 17’ 5%" A | 322" 1%" 6% UCP-35 46E586 TH" 204" 6" | «AY OOK" BI" UCPX-1.3/4M _ 5RYYO 
Stamfard Duty row Base, set Screw 1/6 215" Bie" "| *A8Van" —« 2%" «BD UPA T af 6M BRYKE 
: 215" He 8 | ABV" 258" «BK - 5 
Ye he 378 | 2% 1% 4% UCPL-1/2M oRYW2 26 2%; ive Ge | Bie De aA UCP X-2 3/1600 5RYY8 
7 TAs 378 * | 2” ve 4 UCPL-5/8M ORYX2 20; 291" 71%" "| Se 2%" 9%" | UCPX-2.1/4M _—sSRYY5 
7 1a Se A UCPL-3/4M oRYX1 276 ch 8" Ys | Be’ 2270" 101940") UCPX-2.7/16M _ 5SRYY9 
Be 1/6 4% Ww |2he Vk ove UCPL-7/8M SRYXS 21" ch 8" Ys | Be’ 22%0" 101%", UCPX-2.1/2M __— SRYY4 
I 1/6 48 Ww | athe I ove UCPL-1M ORYVO 216" 3%" g" Yi | 7 3% 13" | UCPX-2.11/16M _5RYY6 
1%" 1%e 4%" Yo" | 38%" 1%" 6" UCPL-1.1/8M oRYV3 D156" BY," 9" 3" 7 <n UCPX-2.15/16M  5RYY7 
1% 1% 4%" Yo" | 38%" 1h" 6 UCPL-1.3/16M oRYV6 3" WA 9" xy" 7 3%" 3" UCPX-3M BRYZO 
1" 1%e 4%" Yo" | 38%! 1K" 6 UCPL-1.1/4SM ORYV2 37/6" 4" 103140" 3" 8 4%" 14" UCPX-3.7/16M BRYZ2 
1" 16 a Yo" | 3'%2" 1h" 6%6 UCPL-1.1/4M oRYV1 31," q" 103140" 3" 8 4%" 14" UCPX-3.1/2M BRYZ1 
1/6 1/6 bv "| 31%" 17%  6%e' | UCPL-1.5/16M _5RYV9 
134" 11/6" bv "| 31%" 1%  6%e' | UCPL-1.3/3M _—SRYV8 
Ae 1% 5%" Ve" | 31%" 17%" 6%" | UCPL-1.7/16M —_ SRYWO |} 
134. GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yl. Find Solutions. Find Great Prices. Mounted Bearings 
. | CONTINUED: . bel i ij Bore Bolt Hole Bolt Overall Dim. Mfr. Item 
Mounted Ball Bearings Dia. Center-to-Center Size H W L Model No. 

2/6 5 Ve" 7" 2'%a" 648" 638" UCF211-203D1 5RGX2 
; 2/6: 59" ¥" 2*%a" 673" 6%" UCF212-207D1-8 5ZUC8 

Bore Bolt Hole Bolt Overall Dim. Mfr. Item Standard Duty Ultra-Class 

Dia. Center-to-Center Size H W L Model No. YA" OV," 3" 11%" a 3" UCFU-1/2M BRYL1 
fears a i 

Yq" 22" 3" 1190" Ye" 3p" FU- 

YA" a Ys" 11% 4" 2'332" 3272" ARFLU-1/2 5ZMW6 isd EA 3a" 117/30" ae oes Nera oR YNE 

78" a. 3" 11%" 21332" 32732" ARFLU-5/8 5ZMW8 ag D3)" 3f" 1170" 35/0" 3 2/ao" UCFU-1M 5RYJ6 

y4" 312" ¥g" 12%q" 2'332" 4/6 ARFLU-3/4 5ZMW7 TH" BY," 3a" 12/50" AY30" AY30" UCFU-1.1/8M BRYKO 

1" 3°%a! Ae | 1964" 29 APY 2" ARFLU-1 oZMW2 1/6" 3 V4" He | 1250" AY" AY" UCFU-1.3/16M 5RYK3 

16 41Y30" “Ag 18% 4" 3932" 51930" ARFLU-1.3/16 5ZMW4 TV" BY," 3a" [2,40" AY30" AV" UCFU-1.1/4SM BRYJ9 

14" 41Y30" “Ag 138%64" 3932" 51930" ARFLU-1.1/4S 5ZMW3 TV" 35,4" Tg" 15%a" A 12/45" A250" UCFU-1.1/4M BRYJ8 
gas 10 a i “Ag 19364" 32932" 632" ARFLU-1.7/16 5ZMW5 The 35,4" Tg! 15%a" A1%/49" A2Vq" UCFU-1.5/16M BRYK6 

tandard Duty General Line Ye" 73" Ue 15364" 4leo" 4 2Yo" FU-1.3/8M RYK5 

YA" 3°64" Ys" 1/6 2¥3° 4/6 UCFL201-008D1 5ZUC9 in ee 3H. The 153%a" AiG A210" ieee ae ae 

73" 33964" 3" 1%6 23%" 4/6 UCFL202-010D1 5ZUD0 1" 4" T/Ag" %a" 5/0" 55/40" UCFU-1.1/2M 5RYJ7 

J 32764" %e | 1%6 2% ANG UCFL204-012D1 oZUD1 1%6' 4" Ae’ | 2%" 550" 550" UCFU-1.9/16M 5RYLO 

Ui 3°%q" YA" 11339" ane" bY" UCFL205-014D1 5ZUD2 15" AZ" Tg" V%a" 51340" B 139" UCFU-1.5/8M BRYK7 

19/46" 3°%a" YA" 11332" 2'Ve 5 UCFL205-015D1 5ZUD3 THs Ai," Tage DV%a" 1350" BIA." UCFU-1.11/16M BRYK1 

1 3°%a" YA" 11339" ane" bY" UCFL205-100D1 5ZUD4 TH" Ai," Tg! V¥% a4" B1xa0" 5130" UCFU-1.3/4M BRYK4 
1¥e" 43%6q" Ys" 13% 4" 332" 516" UCFL206-102D1 5ZUD5 17" Ax" 5A" 225/64" B2a0" B20" UCFU-1.7/8M BRYK9 

1/16 43964" Ys" 13% 4" 332" 516" UCFL206-103D1 5ZUD6 16" Ax aA 7 2B/q" 52a." Bevan" UCFU-1.15/16M BRYK2 

14" bY, yp" 19/4" 312" 6130" UCFL207-104D1 5ZUD7 om A¥5" 5A" 225/64" B2Va5" B20" UCFU-2SM BRYN1 

1%" 5s YA" 1%" 312" 6132" UCFL207-106D1 5ZUD8 Oy BV aA D175" 6 1340" 6 1349" UCFU-2M BRYL3 

1/6 5" YA" 1%" 312" 6132" UCFL207-107D1 5ZUD9 DA" a 5A" O15" 6 1340" 6 1349" UCFU-2.1/8M BRYL5 

TV" 549%64" YA" 2 Yea" 316 6%' UCFL208-108D1 5ZUE0 D6" a oA D175" 6 1340" 6 139" UCFU-2.3/16M BRYL8 

1"6' 59a" ye" 2"e AV" 1'332" UCFL209-111D1 5ZUE1 OV/;" Bo," aA D2Y/y0" 67," 67," UCFU-2.1/4M BRYL4 

194" 5°64" Ys" 2"e. 4yy" 11332" UCFL209-112D1 5ZUE2 EA 5," ol 22%, 5" 67," 67" UCFU-2.3/8M BRYLS 

11%" 66 x" 2732" 417/30" 13% UCFL210-115D1 5ZUE3 DI/6" 5," 5A" 2 2%/,5" 67," 6A UCFU-2.7/16M BRYNO 
§ 7 10 te ey x3" 2'¥6a" bY" 86 UCFL211-200D1 5ZUE4 a1V6 A ol BY," 719/35" 719/45" UCFU-2.11/16M BRYLG 

tandard Duty Ultra-Class 16" : 3/4" 2364" 1% 1% FU-2.15/16M RYL7 

YA" a Ye" 11%64" 21352" 32/2" UCFLU-1/2M 5RYG8 é ze c 3/4" ae 77 Tih uC ICHAT” anyN 

73" 2 3" 11%" 21332" 32732" UCFLU-5/8M 5RYH4 20mm oy" 3," 11542" 35," 33," UCFU-20 46E578 

4" 312" Ys" 11932" 2'30" 4/6 UCFLU-3/4M 5RYH3 25mm EA 3a" 1t7A30" 3 2a5" 3 25/49" UCFU-25 46E579 

19/46" 3°%a" Ys" 117732" 2%" 42¥0" UCFLU-15/16M 5RYGI 30mm By," 3" 12/50" AYa0" 4930" UCFU-30 46E580 

1" 3°%a" ¥z" 117/32" 2%" 42430" UCFLU-1M 5RYF3 35mm 35,4" Tg" 15%a" A249" A219" UCFU-35 4665811 

14," 41Y30" Ye" 1230" 3932" 51%" UCFLU-1.1/8M 5RYF/ 40mm q" Tg Va" 550" 5 ya0" UCFU-40 46E582 

1% A'Y30" Ye" 12yee" 3%2" 0!9%32" UCFLU-1.3/16M oRYGO 4-Bolt Flange, Eccentric Locking Collar 

1V," 41Y30" ye" 12Y%39" 3932" 51%" UCFLU-1.1/4SM 5RYF6 Standard Duty General Line 

14" 5 Ye" Ae. 155%" 32942" 6%2" UCFLU-1.1/4M 5RYF5 3" Al 3" 15%" 335" 3%" | UELFU204-012D1W3  5ZUP4 

198" 5 Ye" “Ae 155%" 32932" 6%2" UCFLU-1.3/8M 5RYG2 7" EE 3" 116" 3 25/5" 325/49" | UELFU205-100D1W3  5ZUP5 

1/6 bY, “ge 1964" 32932" 6%2" UCFLU-1.7/16M 5RYG5 THe" 317/64" 3a" %a" V4" AV" UELF206-103D1 5ZUP6 

12" 52Y30" “Ag 2%4° 4¥3" 62942" UCFLU-1.1/2M 5RYF4 1H" 35/4" ye V6" A215" 4245" | UELFU207-104D1W3  5ZUP8 

1%6' 52Y30" “Ag 2%4° 4Ys" 6292" UCFLU-1.9/16M 5RYG7 1H" 33/1" val [57%a" 13s" AY," | UELFU206-104D1W3  5ZUP7 

198" 527/30" “Ag 2%4" 433" 1¥32' UCFLU-1.5/8M 5RYG4 13" 35/9" ih DV%a" A215" 42145" | UELFU207-106D1W3  5ZUP9 

116 527/30" “ge 2%4° 433" 1¥32' UCFLU-1.11/16M 5RYF8 1/6" 35/4" Tg" OV%a" A195" 41940" | UELF207-107D1W3  5ZURO 

19/4" 527/30" Us 2%4° 433" 1¥32' UCFLU-1.3/4M 5RYG1 1%" q" yh DM1¥%4" BVA 5%" | UELFU208-108D1W3  5ZUR1 

116 66° Ys" 22%" 4%6' 11932" UCFLU-1.15/16M 5RYF9 THs A%a" ye 215/64" 51350" 51349" | UELFU209-111D1W3  5ZUR2 

a 6%6" Ye | 2°64" AN V2" UCFLU-25M oRYH2 1/6" AY" Ye | 22564" 555" 553" | UELF210-115D1W3 5ZUR3 
2" Ty Ye | 24 %s2" 043281732! UCFLU-2M ORYHO 2 5 Ye | 245%" 634" 63" | UELF211-200D1W3 5ZUR4 
26. 1%! ¥3" 2! 732" 5Y39" 81732" UCFLU-2.3/16M 5RYH1 V5" BV aA 74/4" 634" 634" UELF211-203D1W3  5ZUR5 
20mm 31% 32" Ye | Wyse" 4 Ae 20! UCFLU-20 46£588 2/6 55, Ye" | 28564" A 6%" | UELF212-207D1W3 5ZUR6 
20mm 3°44" Ye" 1a" 4299" 29/4" UCFLU-25 46E589 Standard Duty Ultra-Class 

30mm 41¥30" he | 1230" 51%" 3932" UCFLU-30 46E590 3/5" DV" 3" 15 Va" 35/5" 33; UELFU-3/4M BRZE9 

35mm 5 “Ae 1°3%a" 6%2" 32932" UCFLU-35 46E591 T5A6" D3" 3A" {135° 325/40" 2 25/ap" UELFU-15/16M 5RZD9 

40mm o7%32 Ae | 2 %a" 6292" AV UCFLU-40 46E592 7" D3" 3A {13%,5" 325g" 325/p" UELFU-1M BRZC4 
Standard bog qocentic Joking Collar THe" 3 V4" Hr | 130" 4¥32" 4 Hp" UELFU-1.3/16M 5RZD1 
Ya" Ya" 3" 130" 4%30" 4930" ELFU-1.1/4SM RZC7 

1" 3°64" ye" 1% 2/4" 42430" | UELFLU205-100D1W3 5ZUR7/ a 30. 3a" V0" Hid} A219" it an Ler ante 
16° A'Y30" Ye" 1349" 3%32" 0'%2" | UELFLU206-103D1W3 5ZUR8 TH" 35,4" 3" D¥y0" Ate" 420" UELFU-1.3/8M 5RZD3 

1%" oye YI 2%" 32939" 6%2" |UELFLU207-104G-6#02 SZUR9 THe 35,4" 3a" 30" A1%_y" 420" UELFU-1.7/16M 5RZD5 

198" 2" Ya 2932" 3232" 6%2" | UELFLU207-106D1W3  5ZUTO Ty" 4" 3%" D6" 50" 5/0" UELFU-1.1/2M 5RZC5 

1/6 o%' Va 292" 32%" 6%e2" | UELFL207-107D1W3 — 5ZUT1 1V6" 4" FA" D6" 50" 55/0" UELFU-1.9/16M 5RZD7 

Stag i Ties ey Ya 26. AS," 7%32" | UELFLU209-112D1W3 5ZUT3 15," AV 3" re" BIxx9" «+5 13/0" UELFU-1.5/8M 5RZD4 
tandard Duty Ultra-Class 116" 4¥ 3" 26: 1330" 1339" ELFU-1.11/16M 5RZC9 
y 3 Ye | V2 2%2 822" UELFLU-1/2M ORZA7 TH" We Ke | He Bye Bye Zi ELFU 3AM 5RZD2 
%e' 3 Ye" 1230" 2'3%2" 32/2" UELFLU-5/8M oRZC2 17" Ax" Al 73964" B2Vaq" «+ 2Va0" UELFU-1.7/8M 5RZD6 
6" 3°64" Ye" We 2/4" 42Y30" UELFLU-15/16M oRZAS Te Ax" 5A" 73% 4" B2Va0" «+ 2Vay" UELFU-1.15/16M 5RZDO 
1" 3°%ea ye" 16° 2" 42939" UELFLU-1M oRYZ3 yy Ax" ol 23% 4" B2Va0" «+ 2Vay" UELFU-2SM 5RZE7 
1%6° A1Y30" Ae | 1¥32" 3%2" 0!9%32" UELFLU-1.3/16M oRZAO De aA 5A" D156" 61940" «6 1349" UELFU-2.3/16M BRZE4 

14%" A'% 9" 3B" 13130" 3932" 51%" UELFLU-1.1/4SM DRYZ6 ay" 5a," al 3H 6" 6 6A" UELFU-2.1/4M 5RZE1 

1%" a Y 292" 329/32" 6%2" UELFLU-1.1/4M ORYZ9 EA 5," of" 3% 6" 67%" 6A UELFU-2.3/8M 5RZE5 

1/6 o%' Ve 292" 3292" 6%2" UELFLU-1.7/16M ORZAS DI/6" 5," 5A" 3h 6" AD 6A UELFU-2.7/16M 5RZE6 

1%" 02432" ye 276 AV," 629/32" UELFLU-1.1/2M DSRYZ4 D116" 5634" 3" 317/40" 7190" 7 1940" UELFU-2.11/16M BRZE2 

"ee 02/32" Ya 276 49" 1332" UELFLU-1.11/16M oRYZ8 O16" 6" 3" 349% 4" Tif Tif" UELFU-2.15/16M 5RZE3 

13/4" 52/50" YA" 2/6 438" 1332" UELFLU-1.3/4M 5RZA1 4-Bolt Flange, Set Screw 

17%" 66 yf" 2364" 4% 6 11932" UELFLU-1.7/8M 5RZA6 Medium Duty General Line 

11%6" 66° ye" 23%64" 46" 11939" UELFLU-1.15/16M 5RYZ9 {" 3817/4" A" 137%" AV V/s UCFX05-100D1 5ZUE5 

2 Ty Ye | 2'e OMe BNA" UELFLU-2M ORZAS THe" 35/5" wy) Ty AiY 9" 41H" UCFX06-103D1 5ZUE6 
26° 1Y4 ¥" 2'"e 9432" 810" UELFLU-2.3/16M 5RZCO 6" “A Vea" yh" Vea" aA aA UCFX07-107D1 5ZUE7 
2-Bolt Flange, Set Screw 1%" 4% a" Z| 2%e' 5IYa" 51940" UCFX08-108D1 5ZUE8 
Medium Duty Ultra-Class 16" 4x" | 26 59," 55" UCFX09-111D1 5ZUE9 
6" A'Y30" ye" 1272" 3%2" Dae" UCFLUX-15/16M oRYJ4 13/3" “A34" 5" D6" 5a 55, UCFX09-112D1 5ZUFO 
1" ANY so" A | V2 8% 82! UCFLUX-1M ORYH6 1/6 5 Yer | 219" 634" 634" UCFX10-115D1 5ZUF1 

1/6 a re | 19%" 3°32. 6%2" UCFLUX-1.3/16M 5RYJ1 my Bi, oA" O10" 634" 63" UCFX10-200D1 5ZUF2 

1%" Oe Ae | 1°%6a" 32939" 6%2" UCFLUX-1.1/4M ORYHS D6" 55," 57," 745/64" 67," 6 UCFX11-203D1 5ZUF3 

1/6 Dear Ae 2%a" AV," 629/32" UCFLUX-1.7/16M oRYJ3 DV" 55564" 5A" 3350" 7TH5 TH UCFX13-208D1 5ZUF4 

ye 02/32" Ae 2%a" 45" 1332" UCFLUX-1.1/2M oRYH7 a8 5o¥q" 3/4" 31%64" 7yq" rk UCFX14-211D1 5ZUF5 

Ve 66 Ye | 22%a" AN '%2" UCFLUX-1.11/16M oRYHY 715/46" Hox%q" 3" 33% 4" rk THs" UCFX15-215D1 5ZUF6 

1%" 66" Ye | 22%64" 4% 6 1'%2" UCFLUX-1.3/4M 5RYJ2 Medium Duty Ultra-Class 

1%e 1¥4 Ae | 2!" o%2" 81732" UCFLUX-1.15/16M oRYJO THA 6" BY," 3A" 2750" AY30" 4930" UCFUX-15/16M BRYP4 

2" 1Y4 He | 2!" 5¥32" 81732" UCFLUX-2M oRYJO sly BY," vl 2/50" AYa0" AV" UCFUX-1M BRYNG 
Standard Doe pet Screw THe" 358" Ae | 15%6a" 41%" si Hsu GSE a 

1Y%" 73" Ue 15364" 4l2o" — 42Vo" -1. 5 

7 25%! Ye | 16 3 398" UCF202-010D1 ORGV8 17/6 ra Ae | 2¥6a" BY" BY" UCFUX-1.7/16M 5RYP3 
J 25%4" Ye | 1/6 38 398 UCF204-012D1 oRGVS 1% AV, Ae | 2464 Baa" IG" UCFUX-1.1/2M 5RYN7 
Re 274" Ye | "Ye" 34" 34" UCF205-014D1 oRGWO T6" 495" Ye | 2254" 52750" 520" | UCFUX-1.1116M  5RYNQ 

i 24" Ys" 11332" 3%" 3%" UCF205-100D1 5RGW1 13/5" Ax" Al 2 25/4" B2ia0" B2V/q" UCFUX-1.3/4M BRYP2 
1¥e" 31%a" Ys" 13% 4" 4" 4V" UCF206-102D1 5RGW2 116" aA 5A" DT i/ap" 61940" 613/49" UCFUX-1.15/16M BRYPO 

16 31%a" Ys" 13% 4" 4" 4" UCF206-103D1 5RGW3 yy BV al D175" 6 1349" G10" UCFUX-2M BRYP5 

14" 3%3' “Ag 19/4" 41%0" 41Y30" UCF207-104D1 5RGW4 V5" BoA" va 729/35" 67h 67" UCFUX-2.3/16M BRYRO 

198" 3¥3' “Ag 19/4" 41%0" A41Y30" UCF207-106D1 5RGW5 ay" 55, oA" D235" 67; UA UCFUX-2.1/4M BRYP7 

1/6 373" “Ag 19/4" 41%30" 41Y30" UCF207-107D1 5RGW6 DI/g" BTA 5A" 3)" 71945" 719/45" UCFUX-2.7/16M BRYR1 

1" 4 V4" YA" 24" bY" 5 Ys" UCF208-108D1 5RGW7/ OWA BTA oA 31)" 7190" 71945" UCFUX-2.1/2M BRYP6 

11%6' 4%q" yp" 2"e. 513/30" 51330" UCF209-111D1 5RGW8 IVE 6" 3" 3234" UA Tih! UCFUX-2.11/16M BRYPS 

1%" 4%" YA" 2"6° 51340" 5130" UCF209-112D1 5RGW9 a6" 6" ay BV 6" ri Tih! UCFUX-2.15/16M BRYPO 

11%" 43," YA" 2732" 5%" 5%" UCF210-115D1 5RGX0 i 6" 3/4" 3H 6" Ti Tih UCFUX-3M 5RYR2 

2" 5 Ye" ye" 2'%a" 638" 638" UCF211-200D1 5RGX1 
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POWER TRANSMISSION 
Mounted Bearings 





4-Bolt 

















Flange Rubber 
Mount Mount 
No. 3FCX4 No. SFDF1 
Pillow Block Mount 2-Bolt Flange Mount 
No. 3FCP4 No. 3FCV3 
Bolt Hole 
M t d B il B Hy Bore Center- Bolt Overall Item 
oun e a earings Dia. to-Center Size H W L No. 
= Temp. range: -20° to 200°F Nickel-Plated Bearings—For 2 Bolt Flange, Mant Duty, Set Screw 1¥%ea DV," 37; 3FCN2 
= 92100 Grade 10 chrome corrosive environments or where a a 3" ¥ 1%" 245" 3% 3FCN3 
. . a ar fq" 17/4" 3/" 3" 3/" 7/6" 
steel ball bearings decorative finish is preferred. 5 Soe i i ae ae are 
Pillow block and flange-mount Air Handling and Rubber-Mounted 1%6 41%39" Ae 137%4" 34 oe 3FCN6 
bearings are prelubricated and ; 17" As2 fe 1a 37 eats SFCN7 
: Bearings—Designed to reduce noise The a ih 1/5" 2317/0" 6140" 3FCN8 
regreaseable with a rubber seal and and vibration in HVAC applications. 2-Bolt Flange, Standard Duty, Set Screw 
cast-iron housing. Rubber-mounted Rubber mounted 52100 chrome steel a 3M a a! 2 a9 3FCU7 
bearings are lubricated, not regrease- us aa itt bse ih a grees 
ball bearing features rubber seals and Vs 317/49 ¥; 190 95 A159" 3FCU9 
aie feature a rubber seal and is designed to reduce noise and vibra- va 357/64" Te 11%2" 29 aif 3FCVi 
. ca ae Ie" 5%4" 6 13/39" Yq 7 
ousing tion in HVAC applications. ee ws ies on we aN 
Mounting 1%" A139" Ae 1387/4" BVA" 5/6" 3FCV4 
Surface to Bolt Hole 1% 4'%e0" Ae 18%a" 34 oe: 3FCVS 
Bore Shaft Center- Bolt Overall Item 14! ove y, 1/4! 374" 6" 3FCV6 
Dia. Center —_ to-Center Size H W L No. 13" 54" Y" 13/4" 3/4" 64" 3FCV7 
Pillow Block, Light Duty, Set Screw 17/6" ove Y" 13/4" 3/4" 6%" 3FCV8 
VY" 16 3%" Ye" 2A" 12" 47," 3CUR1 1" 52430" y," 2 Yea AVs" 6%" 3FCV9 
% 16 3%" ye" 2A" 12" 47," 3CUR2 11%6 5272" 6" 26a" 43" 7%e 3FCW1 
fa" 1%6' 354" Ae 23464" 1" 5 3FGA3 15/4" 527/32" %6 2 ¥6a 43," "6 3FCW2 
1" 1/6 AY," Ae 274" 1" 5" 3FGA4 11%6" 616 %6 27/32" AV 71/6 3FCW3 
1Y%" 11%" 43" Y;" 3/6 1%" 6%" 3FCN1 2 7A" %e" 2n6 5A" BY" 3FCW4 
Pillow Block, Standard Duty, Set Screw 2-Bolt Flange, Nickel-Plated Standard Duty, Set Screw 
Y;" 16 35/4 ye" 21Y32" 1¥," 5 3FCN9 %e" 317/32" Je" 1%0" 246" A139" 3FDD9 
%" 156 35/4 ye" 21932" 1," 5 3FCP1 5/4" 317/52" Je" 1%2" 246" A139" 3FDE1 
5/4" 1%6' 33/4" 3g" 23464" 1¥," 5 3FCP2 i 3574" Ae 115/30" 254" Ai 3FDE2 
Re 1/6 AY," Je" 274" 1" 5 3FCP3 1%e6' A1%9" Ae 13/%a" 3Y4" 5/6" 3FDE3 
1" 1%”/6 AV," 37g" 24" 1 57" 3FCP4 2-Bolt Flange, Air Handling Standard Duty, Set Screw 
1%" 11%" 43" y," 3/6 1%" 6%" 3FCP5 5/4" 312" 36" 1%2" 246" A139" 3FDA8 
116 11%" 43" y," 3/6 17%" 6%" 3FCP6 1546" 35%a" Ae 119/30" 254" 47 3FDA9 
1Y%" 1%" 5 Vy" 32432" 17%" 6%6" 3FCP7 1" 35%a" Ae 115/30" 254" 47 3FDC1 
1Y%" 11%6" 49" Vy" 3/6 17%" 6%" 3FCP8 1%6' A1Y39" Ae 137/q" BMA" 5/6" 3FDC2 
13" 1a 5. ye CEVAYa 17%" 66" 3FCP9 2-Bolt Flange, Standard Duty, Eccentric Locking Collar 
1/6" 17%" 5 y," 32430" 17%" 6%6" 3FCR1 1' 3°44" Je" 11546" 254" 47, 3FCW5 
1¥," 11%6" 51342" y," 327/52" 24" 7 3FCR2 1%6 A139" 5" Zz 3 Ye" 5/6" 3FCW6 
15%" 26" 5 iy" y," 4/6 246" 71%" 3FCR3 14%" 5 Ye Vy," 2 %6a 3%" 6%" 3FCW7 
11%" 26" 5x4" Vy" AV 2 Ye" 71932" 3FCR4 1”6 5" Vy," 21%" 3%" 6%" 3FCW8 
15/4" 26" 5x4" Y;" AY 26" 71932" 3FCR5 1¥," 52430" y," 246" AVe" 6¥4" 3FCW9 
116" 2 V4" 6Y4" ¥e" AAs 298" 8" 3FCR6 4-Bolt Flange, Standard Duty, Set Screw 
2" 2." 623/42" %e" 47 298" 8%" 3FCR8 %e" 22" Je" 1%6' 346" 346" 3FCX1 
2K6 2 6293/2" 3" 47, 258" 8%" 3FCR7 3/4" 2p" Je" 1%6 356" 346" 3FCX2 
2/6 234" 7 se" 56 294" gy" 3FCR9 a 254" 35" 11349" 3¥4" 354" 3FCX3 
Pillow Block, Nickel-Plated Standard Duty, Set Screw il 29/4" ¥e" 1 1942" 3/4" 39/4" 3FCX4 
%" 1%6 35/4" Ye" 23464" 1¥," 5 3FDD5 1" 3 YA" Je" 1387/4" Aya" Aya" 3FCX5 
ya" 1%6 33 ye" 23464" 1¥," 5 3FDD6 1%6' 3M" Je" 13774" AY" AYa" 3FCX6 
1" 1/6 AY," Ye" 294" 1" 5" 3FDD7 1%" 378" y;" 1%" Aye" Aye" 3FCX7 
1%6 11%" 43" yy" 3/6 17%" 6%" 3FDD8 154" 398" y," 1%! Aye" Ay," 3FCX8 
Pillow Block, Air Handling Standard Duty, Set Screw 1/6" 35%" Y," 194" 45 45" 3FCX9 
%" 1%6' 35/4 35" 23464" 1" 5 3FDA3 14" 4" y," 2 Yea 5 Ve" 5 3FCY3 
ya" 1%6' 35/4 Ye" 23464" 1," 5 3FDA4 11%6" AVe" y," 26 56" 5¥" 3FCY1 
1" 1/6 AY," Je" 294" 1¥" 5" 3FDA5 15/4" 4s" y," 26 5¥6" 5¥ 3FCY2 
1%6 11%" 43" Y;" 3/6 17%" 6%" 3FDA1 1'%6' A¥e" y;" 2 %6a 5%" 5% 3FCY6 
1Y%" 1%" a Y" 32432" 17%" 6%6" 3FDA2 2 54 %3" 296" 646" 646 3FCY4 
1/6 1%" 5 Y;" 32432" 17%" 6%6" 3FDA6 2K6 5" ¥e" 296" 656" 646" 3FCY5 
116" 24" 6%" y," Ais 298" BY" 3FDA7 2/6 5% %s" 254" 6% 6% 3FCY7 
Pillow Block, Standard Duty, Eccentric Locking Collar 4-Bolt Flange, Nickel-Plated Standard Duty, Set Screw 
% 1%" 35 ¥e" 21/0" 15/4" 5 3FCT1 y/4" 2p" Je" 1%6' 3546" 396" 3FDE4 
ya" 1%" 33/4" Je" 217/32" 15/4" 5 3FCT2 1" 2¥4" Je" 115/30" 3 yA" 354" 3FDE5 
1" 1%6' AY," Je" 2'"6' 154" 5" 3FCT3 1%e' 3 YA" Je" 137/a" 4a" AY" 3FDE6 
14%" 1%" 43/4" VY," 3%6° 2" 6%" 3FCT4 4-Bolt Flange, Standard Duty, Eccentric Locking Collar 
16 1%6' 43" y," 36 2 6%" 3FCT5 5/4" 2" 3g" 17%' 36" 346" 3FCY8 
1Y%" 11346" 53% y," 31/6 2 (s 3FCT6 1" 244" Ae 157%" 354" 3 YA" 3FCY9 
15%" 1153/46" 5% Y" 31/6" 2" ia 3FCT7 1%6' SYA" Ae 2 Yea Aya Aya" 3FCZ1 
1/6 11346" 53%" Yj" 31/6" Z i 3FCT8 14%" 35% Ae 2164" 45" 4% 3FCZ2 
1," 1156" 51342" Y;" 327/32" 21/32" 7% 3FCT9 1%" 3M" Ae 2 Vea AY" AY" 3FCZ3 
11% 2" 5x4" y," A164" 2/32" 734 3FCU1 154" 3%" Ae 21%6a" Aye" Ay," 3FCZ4 
15/4" 2" 534" y," A164" 21/32" 73% 3FCU2 1%/6' 376" y," 2164" Aye" Aye" 3FCZ5 
116" 2%6' 6%" VY" Ais 21530" 856" 3FCU3 1%" 4" y," 246" 56" 5" 3FCZ6 
Z 2/6. 7% se" 41% ;6" 216" VA 3FCU4 11%6" AYe" y," 246" 56" 5 3FCZ7 
2K6 2/6. 7% 3" 4156" 2'e' gy" 3FCU5 116° 43," 6" 2%" 5% 5% 3FCZ8 
2/6 2146" 7%" se" 5/6 36 93%" 3FCU6 2" 54 %s" 216" 646" 646" 3FCZ9 
Pillow Block, Medium Duty, Set Screw Bore Overall Outside Item 
" 154" 4146" y," 396" 2 6M" 3FDC3 Dia. Width Dia. No. 
1%6 1%" 5" Y;" 31/6" 244" 6% 3FDC4 Rubber Mounted, Set Screw 
1”/6' 26" 52Y30" Y" As" 244" 8" 3FDC5 ¥ 1%" A 3FDF2 
1¥," 2n6' 62" se" Ay," 2%" 854" 3FDC6 ¥" 1% a" 217/50" 3FDF3 
11% 2”6' 632" Se" AN 6 2%" 854" 3FDC7 5/4" 12" 21/50" 3FDF4 
15/4" 2/6 62" oe" A%6 2%" 85" 3FDC8 1 1%2" 217/50" 3FDF5 
11%6' 2a 622" ¥" 48 V0" 27h g¥" 3FDC9 Rubber Mounted, Eccentric Locking Collar 
2" 234" 7 fq" 51Y32" 3%" 10%" 3FDD1 ¥;" 1%" 217/50" 3FDE7 
2n6' 294" 7% fq" 51Y32" 3%" 10%" 3FDD2 %" 1%" 21/39" 3FDE8 
2/6 ce 8" 4" 53432" 3932" 11%" 3FDD3 5/4" 11542" 21/50" 3FDE9 
216" 3%" 9 V0" e 6% 3%" 13° 3FDD4 1' 1152" 21/50" 3FDF1 
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Mounted Bearings 
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G. H. 
No. 406U58 No. 46N874 


Corrosion-Resistant Mounted Ball Bearings NTN 


= Setscrew locking Solid, flat base construction prevents buildup of particles in difficult to clean areas. Self-aligning design provides 
= Temp. range: -4° to 230°F for optimal performance under high rotational speeds. Replacement inserts are interchangeable; stainless steel inserts 
thermoplastic (PBT) housing units offer superior corrosion resistance compared with zinc-plated inserts. 


= Temp. range: -4° to 248°F for Note: See the extended product offering on Grainger.com®. For additional end caps, search for "bearing accessories." For additional stainless 
stainless steel housing units steel items, search for "stainless steel" and the product category, such as "stainless steel insert bearings." 


D. ‘ei F. 


No. 5ZMX4 No. 5TPW4 No. 5TPV8 No. 406U46 No. 406U52 


Mounting Bolt Hole Mounting Bolt Hole 


Bore Surfaceto Center- Bolt | Overall Dim. (mm) Mfr. Item Bore Surfaceto Center- Bolt | Overall Dim. (mm) Mfr. Item 
Key Dia. Shaft Center to-Center Size 4H Model No. Key Dia. Shaft Center to-Center Size Model No. 
PBT Housing and Zinc Chromate Insert with USDA-H1 Grease D 1% = 92mm Mi2 /}118 469 118 MUCFPL207-23 oZMY4 
Pillow Block D 1%" _ 102mm Mi2 | 130 53.2 130 MUCFPL208-24 5ZMY5 
A 33.3mm 95mm M8 | 65 38 ~~ 127 ZUCPPL204-12 46N892 D 20mm — 63.5mm M10 | 86 363 86 MUCFPL204 5TPV8 
A i 36.5mm 105mm M8 | 71 38 ~~ 140 ZUCPPL205-16 46N893 D 25mm — 70mm M10 95 368 95 MUCFPL205 5TPWO 
A 1%. 429mm 119mm M10} 83 46 162 ZUCPPL206-19 46N894 D 30mm — 83mm M10 107 41.1 107 MUCFPL206 5TPW1 
A 1%" 429mm 119mm M10} 83 46 162 ZUCPPL206-20 46N895 D 40mm — 102mm Mi2 | 130 53.2 130 MUCFPL208 5TPW3 
A 1%6 47.6mm 127mm M10} 94 48 ~~ 167 ZUCPPL207-23 46N896 PBT Housing and Stainless Steel Insert with USDA-H1 Solid Grease and Closed End Cap 
A 1%" 492mm 137mm M10} 98 54 ~~ 184 ZUCPPL208-24 46N897 Pillow Block 
2-Bolt Flange A 1%" 34" Ye" | 2%6' 2%" 5" |MUCPPL204-12CCFG1 406U28 
Bo — 90mm M10 648 33.7 130 ZUCNFL204-12 46N880 A ile 17/6" 4g" Ye" 213416" 216" 5%" |MUCPPL205-16CCFG1 406U29 
B 1” — 99mm M10 | 70 36.7 130 ZUCNFL205-16 46N881 A 1%e' 116 416" Yo" | 3%" 3%6' 6%" |MUCPPL206-19CCFG1 406U30 
Bo 1%" — 117mm M10) 80 41.2 148 ZUCNFL206-19 46N882 A 1%, 17%" a Yo" (3'V6' 3%6' 6%6' MUCPPL207-20CCFG1 406U31 
Bo 1Y' — 117mm M10 | 80 41.2 148 ZUCNFL206-20 46N883 A 1%6' 1%' 5 Yo" (3'%6" 3%6' 6%6' |MUCPPL207-23CCFG1 406U32 
Bo 1%e6 _ 130mm Mi2 90 434 163 ZUCNFL207-23 46N884 A 1%, 16 5%" Yo" | 8%" 4v%e6' 7%" |MUCPPL208-24CCFG1 406U33 
B 1¥" — 144mm M12 100 51.7 175 ZUCNFL208-24 46N885 2-Bolt Flange 
3-Bolt Flange Bo — 31% 32" Ye" | Ac’ 1'%6' 2%6' | MUCNFL204-12CCFG1 406U34 
4" — 1%" M10 | 108 33.7 62 ZUCFBL204-12 490727 B 1 — 34" Ye" | 5M" = 2" 23/4" | MUCNFL205-16CCFG1 406U35 
C 1" — 19%" M10 {120.6 41.2 63.5 ZUCFBL205-16 490728 B 1%e' _ 45" 3g" 516" 2Y4" 3%" |MUCNFL206-19CCFG1 406U36 
C 1%" _— 17" M10 |138.5 41.5 76 ZUCFBL206-19 490729 Bo 1%! _ ove Yo" | 6%6' 26’ 3%6' | MUCNFL207-20CCFG1 406U37 
C 1%" _ 1%' M10 |138.5 41.5 76 ZUCFBL206-20 490730 Bo 1%6 _ 5%" Yo" \6%6' 26’ 3%6' | MUCNFL207-23CCFG1 406U38 
CC 1%6 — 2" Mi2 | 157 47.1 89 ZUCFBL207-23 490731 Bo 1%" — 5146" Yo" | 6%" 2'%6' 3'%6" | MUCNFL208-24CCFG1 406U39 
4-Bolt Flange 4-Bolt Flange 
D ¥' — 63.5mm M10 | 86 36.3 86 ZUCFPL204-12 46N886 D %' — 24." ¥e" | 358" 31%" 35%" | MUCFPL204-12CCFG1 406U40 
D 1 _ 70mm Mi0 | 95 368 95 ZUCFPL205-16 46N887 D i _ ALS 3g" | 354" 2" ~~ 3%" | MUCFPL205-16CCFG1 406U41 
D 1%6" _ 83mm M10 107 41.4 107 ZUCFPL206-19 46N888 D 1%" _ 3Y%4" Ye" | A%6" 2%6' 4%6' | MUCFPL206-19CCFG1 406U42 
D 1%" _ 83mm M10 107 41.4 107 ZUCFPL206-20 46N889 D 1%" _ 3%" Yo" | 4%" 2%" 4%" | MUCFPL207-20CCFG1 406U43 
D  1%s6' _ 92mm Mi2 118 469 118 ZUCFPL207-23 46N890 D 1%s6" _ 3%" Yo" | 4%" 2%" 4%" |MUCFPL207-23CCFG1 406U44 
D 1¥%" — 102mm M12 | 130 53.2 130 ZUCFPL208-24 46N891 D 1%" — 4" Yo" | 5Ye" 21%6' 5%" | MUCFPL208-24CCFG1 406U45 
PBT Housing and Stainless Steel Insert with USDA-H1 Grease Stainless Steel Housing and Insert with USDA-H1 Solid Grease and Closed End Cap 
Pillow Block Pillow Block 
A *% 33.3mm 95mm M8 | 65 38 ~~ 127 MUCPPL204-10 5TPT9 E 1%" 34" 3" | 2%6' = 1594" 4'%6'| SUCP204-12CCFG1 406U46 
A 33.3mm 95mm M8 | 65 38 ~~ 127 MUCPPL204-12 5ZMX4 E il 17/6" 4p" 3g" | 254" 17%" 5%" | SUCP205-16CCFG1 406U47 
A 1" 36.5mm 105mm M8 | 71 38 ~~ 140 MUCPPL205-16 5ZMX5 E 1%6" 116" 49/4" Yo" | 3Y%4" 2%e' 6%" | SUCP206-19CCFG1 406U48 
A 1%6' 429mm 119mm M10 | 83 46 _ 162 MUCPPL206-19 5TPV2 E 1¥' 1%' 5 Yo" (3'Ve' 2%6' 6%6' | SUCP207-20CCFG1 406U49 
A 1%" 429mm 119mm M10} 83 46 162 MUCPPL206-20 5TPV3 E 1%6" 17%" 5" Yo" (3'Ve6' 2%6' 6%6' | SUCP207-23CCFG1  406U50 
A 1% 476mm 127mm M10 | 94 48 167 MUCPPL207-20 5ZMX8 E—E 1%" 1'%e 5%" Yo" (3'%6' 254" 7%" | SUCP208-24CCFG1 406U51 
A 1%6 =47.6mm 127mm M10) 94 48 ~~ 167 MUCPPL207-23 5TPV5 2-Bolt Flange 
A 1%" 492mm 137mm M10} 98 54 184 MUCPPL208-24 5TPV7 FY _ 3172" Ye" AAs’ 1%6' 2%6' | SUCFL204-12CCFG1 406U52 
A 20mm 33.3mm 95mm M8 | 65 38 ~~ 127 MUCPPL204 5TPT8 F 1 — 35%" Yo" \4'%6" 1%6' 2'%6'| SUCFL205-16CCFG1 406U53 
A 25mm 36.5mm 105mm M8 | 71 38 140 MUCPPL205 5TPVO F 1%" — 45," Yo" \5%6" 15%" 3%" | SUCFL206-19CCFG1 406U54 
A 30mm 42.9mm 119mm M10 | 83 46 162 MUCPPL206 5TPV1 Fo 1%" — 5%" Yo" | 6%' 1%" 3%6' | SUCFL207-20CCFG1 406U55 
A 35mm 47.6mm 127mm M10 94 48 167 MUCPPL207 5TPV4 Fo 1A — 5¥" Yo" | 6%" 1%" 3%6' | SUCFL207-23CCFG1 406U56 
A 40mm 49.2mm 137mm M10 | 98 54 ~ 184 MUCPPL208 5TPV6 FW —_— 5'Vie" Yo" | 6%" 2%" 3'%6"| SUCFL208-24CCFG1 406U57 
2-Bolt Flange 4-Bolt Flange 
B® — 90mm M10 648 33.7 130 MUCNFL204-10 5TPW5 G %' _ 31/32" ¥e" | 358" 1%6' 3%" | SUCF204-12CCFG1 406U58 
Bo ' — 90mm M10 648 33.7 130 MUCNFL204-12 5TPW6 G i — 35%" ¥e" | 354" = 1%6" 354" | SUCF205-16CCFG1 406U59 
B a _ 99mm M10 | 70 36.7 130 MUCNFL205-16 5ZMY6 G 1%6' _ 45," Ye" 4Ma" 134" = 4¥%4" | SUCF206-19CCFG1 406U60 
Bo 1%" — 117mm M10) 80 41.2 148 MUCNFL206-19 5ZMY7 G 1% _ 54%" Yo" |4%6" 17%" 4%6' | SUCF207-20CCFG1 406U61 
Bo 1Y' — 117mm M10 80 41.2 148 MUCNFL206-20 5TPW9 G 1%6' — 5%" Yo" |4%6" 17%" 4%6' | SUCF207-23CCFG1 406U62 
Bo 1Y' — 130mm Mi2 90 434 163 MUCNFL207-20 5ZMY8 G 1¥' _ 5146" Yo" | 5Ye" 2%" 5%" | SUCF208-24CCFG1 406U63 
Bo 1%6 _ 130mm Mi2 90 434 163 MUCNFL207-23 5TPXO Bore Mfr. Item 
B 1¥" — 144mm M12 100 51.7 175 MUCNFL208-24 5TPX2 Key Dia. Outside Dia. W Model No. 
B 20mm _ 90mm M10 648 33.7 130 MUCNFL204 5TPW4 Bearing Inserts with USDA-H1 Grease 
B 25mm — 99mm M10 | 70 36.7 130 MUCNFL205 5TPW7 Zinc Chromate 
B 30mm — 117mm M10 | 80 41.2 148 MUCNFL206 5TPW8 H ya 47mm 31.0mm ZUC204-12 46N874 
B 40mm — 144mm M12 100 51.7 175 MUCNFL208 5TPX1 H le 52mm 34.14mm ZUC205-16 46N875 
3-Bolt Flange H 1%6" 62mm 38.1mm ZUC206-19 46N876 
C — 1%" M10 | 62 33.7 108 MUCFBL204-12 490721 H 14%" 62mm 38.1mm ZUC206-20 46N877 
C i — 19%" M10 |63.5 41.2 120.6 MUCFBL205-16 490722 H 1/6 72mm 42.9mm ZUC207-23 46N878 
C 1%" — 17%' M10 | 76 41.5 138.5 MUCFBL206-19 490723 H 1%" 80mm 49.2mm ZUC208-24 46N879 
C1 _— 17' M10 | 76 41.5 138.5 MUCFBL206-20 490724 Stainless Steel 
CC 1%6' _ 2" Mi2 | 89 47.1 157 MUCFBL207-23 490725 H 1% 62mm 38.1mm MUC206-19 5ZMZ1 
C 20mm — 38.1mm M10 | 62 33.7 108 MUCFBL204 490716 H 1/6 72mm 42.9mm MUC207-23 5ZMZ4 
C 25mm — 41.3mm M10 (63.5 41.2 120.6 MUCFBL205 490717 H 1%" 80mm 49.2mm MUC208-24 5ZMZ5 
C 30mm — 476mm M10 76 41.5 138.5 MUCFBL206 49C718 Bearing Inserts with USDA-H1 Solid Grease 
C 35mm —_— 50.8mm Mi2 | 89 47.1 157 MUCFBL207 49C719 Stainless Steel 
4-Bolt Flange H ya 47mm 31.0mm SUC204-12FG1 46N985 
D %' _ 63.5mm M10 | 86 36.3 86 MUCFPL204-12 5TPV9 H iy 52mm 34.1mm SUC205-16FG1  46N986 
D lg — 70mm Mi0 | 95 368 95 MUCFPL205-16 5ZMY1 H 16" 62mm 38.1mm SUC206-19FG1 46N987 
D 1%" _ 83mm M10 107 41.4 107 MUCFPL206-19 5TPW2 H 1%" 62mm 38.1mm SUC207-20FG1  46N988 
D 1%" — 83mm M10 107 41.4 107 MUCFPL206-20 5ZMY2 H 1/6 72mm 42.9mm SUC207-23FG1 46N989 
D 1%! — 92mm Mi2 118 469 118 MUCFPL207-20 5ZMY3 H 1%," 80mm 49.2mm SUC208-24FG1 46N990 
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POWER TRANSMISSION 
Bearings 
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. Order. Done. 


Details on page A1. 











NTN 


Insert Ball Bearings 


= Relube type: prelubricated at factory 


= Setscrew locking 

= Include snap ring and groove 

= Wide inner ring and protective 
flinger included 


ae 





J 


Bore 
Dia. 
Y," 
Hi 
yj 


1 
1% 


7h" 


6" 


1%" 


1/ 
2 


1%" 


6" 


Outside 
Dia. 
47mm 
47mm 
47mm 
52mm 
52mm 
62mm 
62mm 
72mm 
80mm 
100mm 


NTN 


Tapered Roller Bearings 


Carry maximum combinations of radial and thrust loads simultaneously. Feature 
roller guiding inner ring construction. Roller bearing cones have steel cages and 
are nonlubricated. Use in lower-speed applications where there is a high degree 
of thrust or radial load, shock loads, and/or alternating thrust and radial loads. 


31.0mm 
31.0mm 
31.0mm 
34.0mm 
34.0mm 
38.14mm 
38.14mm 
42.9mm 
49.2mm 
55.6mm 


Dynamic Load 


Cap 


2890 Ib. 
2890 Ib. 
2890 Ib. 
3150 Ib. 
3150 Ib. 
4400 Ib. 
4400 Ib. 
5750 Ib. 
6950 Ib. 
9750 Ib. 


Mfr. 

Model 
UCS201-008LD1NR 
UCS202-010LD1NR 
UCS204-012LD1NR 
UCS205-014LD1NR 
UCS205-100LD1NR 
UCS206-103LD1NR 
UCS206-104LD1NR 
UCS207-107LD1NR 
UCS208-108LD1NR 
UCS211-200LD1NR 


Item 
No. 
5ZUJ8 
5ZUJ9 
5ZUKO 
5ZUK1 
5ZUK2 
5ZUK3 
5ZUK4 
5ZUK5 
5ZUK6 
5ZUK7 





Cone Cup Note: When replacing bearings, replace both cone and cup to ensure optimum performance and 
No. 1YTV2 No. 1YTV3 longer life. 
Min. Max. 
Bore Cone Max. Shaft Dynamic Static Mfr. Item Max. House Housing Housing 
Dia. Width _ Fillet Radius Load Cap. _ Load Cap. Model No. Outside Cup Bearing Fillet | Shoulder Shoulder Mfr. Item 
Cone Dia. Width Width Radius Dia. Dia. Model No. 
0.75 in" (0.655 in 0.05in’  6,300Iblb. 6,500lbib. 4T-LM11949V1  1YTV2 Cup 
1.0 in" 0.58 in 0.05in’ 6450lblb. 7,650lblb. 41-L44643 1YTV6 1.781 in" 0.475in O0.61in" 0.05in" 1.555in" 1.634in" 4T-LM11910 —1YTV3 
Tin’ 0.813 in 0.14in’  10,500lb lb. 12,100Iblb.  41-15100 1YTUS 1.98in" 0.42in 0.56in"  0.05in" 1.752in" 1.85in"  41-L44610 —‘1YTV7 
1.25in" _0.66in = 7,750 Iblb. 9,200 Ib lb. 4T-LM67048V2  1YTV8 2.328 in" 0.465in 0.625in"  0.05in"  2.047in" 2.205in"  4T-LM67010 —‘1YTV9 
1.375 in’ 0.72 in 0.005 in" 10,500 lb lb. 12600 lblb. 41-LM48548  ~—-1YTV4 2.328 in" 0.47in 0.625in" 0.05in" = = 4T-L68110  1YTW4 
1.38 in” 1.0 in 0.09 in’ 14,600 1b lb. 19,000 Ib lb. 41-HM88649PX1 1YTW1 2.447 in" 0.563in 0.75in" 0.05in’ 2.165in" 2.284in" 41-15245 1YTV1 
1.378 in" 0.66 in = 8,000 Iblb. 10,700 Iblb. 4T-L68149V1  1YTW3 2.563 in" 0.55in  O.71in’  0.05in’ 228in"  2.4in’  4T-LM48510 —‘1YTV5 
1.75in" 1.193 in 0.14 in" 22,900 Ib Ib. 30,000 Ib Ib. 3782 1YTW9 2.844 in" 0.781in  1.0in"  0.09in’ 2.362in" 2717 in" 4T-HM88610PX1 1YTW2 
1.781 in’ 0.78 in 0.14 in"  12,100lblb. 17,100lblb. 4T-LM102949  1YTU7 2.891 in" 0.62in O./7in’ 0.03in’ 2.6/7in" 2.756in" 4T-LM102910  1YTU8 
2.0in’ 0.875 in 0.14in" 15,600 Ib lb. 21,100lblb. 4T-LM104949 ~—1YTUS 3.25in" 0.65in 0.85in"  0.05in’ 2.953in" 3.071in’ 4T-LM104911 1YTU6 
2.625in" ‘1.51 in 0.14 in" 46,500 Ib lb. 62,500 Iblb. HM212049 1YTX8 3.672 in" 0.938in 1.188in" 0.13in" 3.228in" 3.465 in’ 3720 1YTX1 
2.63in’ _1.188in 0.14 in" 31,000 Ib Ib. 43,000 Ib Ib. 39590 1YTX4 4.438 in" 0.938 in 1.188in"  0.13in" 3.976in" 4.213 in’ 39520 1YTX5 
2.875 in" 1.188in 0.14 in" 28,100 1b Ib. 43,500 Ib Ib. 33287 1YTX6 4.724 in" 0.923 in 1.173in" 0.03 in’ = = 33472 1YTX7 
3.25in" 1.313 in 0.14 in" 38,500 Ib Ib. 61,500 Ib Ib. 47686 1YTX2 4813 in" 1.47in  1.5in"  0.43in" 4.252in" 4.567 in" | HM212011 1YTX9 
3.25in" 1.421 in 0.14 in" 42,500 1b Ib. 64,500 Ib Ib. 580 TYTW5 5.25in" 1.031in 1.313in" 0.13in"  4.685in" 5.039 in’ 47620 1YTX3 
3.5in" 1.563 in 0.25 in" 61,000 Ib Ib. 90,000 Iblb. | HM518445 1YTY3 5.788 in’ 1.28in 1.575in" 0.14in’ 5.236in" 5.551in’ HM218210 —‘1YTY2 
3.542 in" 1.575 in 0.28 in" 51,000 Ib Ib. 76,000 Iblb. HM218248 1YTY1 6.0in" 1.188in 1.563in" O.13in"  5.43in" 5.79in" | HM518410 —‘1YTY4 
3.75in’ ‘1.43 in 0.2in" 44500 1b Ib. 71,000 Ib Ib. 594A 1YTW7 6.0in" 1.188in 1.563in" 0.13in" 5.315in" 5.669 in" 592A 1YTW8 
Dynamic _ Static 
Bore Outside Cone Width Load Load Mfr. Item 
Dia. (mm) Dia. (mm) (mm) Cap. (Ib.) Cap. (Ib.) Model No. 
15mm 35 mm 10 mm 3,000 Ib 2,770\Ib 30202 55PX43 
20 mm 42 mm 12mm 5,600 |b 6,250 Ib 32004X 55PX54 
20 mm 47 mm 12mm 6,350 1b 6,450 Ib 30204 55PX44 
No. 55PX43 20 mm 52 mm 13 mm 7,950 lb 7,600 Ib 30304 55PX51 
20 mm 52 mm 13 mm 8,000 Ib 7,650 Ib 30304A 55PX52 
25 mm 47 mm 11.5 mm 6,250 lb 7,600 Ib 32005X 55PX55 
25 mm 52 mm 13 mm 7,100Ib 7,650 1b 30205 55PX45 
° 25 mm 52 mm 18mm 10,700 Ib 12,900 Ib 33205 55PX65 
NTN 30 mm 55 mm 13 mm 8,400 Ib 10,400 Ib 32006X 55PX56 
30 mm 62 mm 14mm 9.800 lb 10,800 Ib 30206 55PX46 
= = 30 mm 62 mm 17mm 12,300 1b 14,400 Ib 32206 55PX61 
Tapered Roller Bearing Assemblies 30mm 62mm 195mm 14,600lb 17,300lb 33206 55PX66 
; 30 mm 72 mm 23mm ‘18,200 1b 20,200 Ib 32306 55PX62 
Commonly used in vehicles where the wheel bearings must handle large vertical 31.75mm  59.13mm 11.81mm  7,750lb 9,200 1b LM67048/LM67010 55PZ11 
(radial) and horizontal (axial) forces at the same time. Held together by an inner 35mm 72mm 15 mm 12,500 Ib 13,800 Ib 30207 95PX47 
race that has a tapered surface for the bearings to roll against, and a flat inner i min _6¢ my __ 19 mi 1200 32008X SSPXS7 
mm 80 mm 16mm ‘13,800 1b 15,100 Ib 30208 55PX48 
radial surface to slide over a shaft. The outer race is the opposite design with 40 mm 90 mm °7 mm 97,500 Ib 33,500 Ib 39308 55PX63 
the inner surface that’s tapered, and the outer surface being flat. These tapered oo mm 90 mm 17.5mm_ 18,100 1b 26,400 Ib 32011X SOPX58 
roller bearing assemblies are case-hardened steel construction and resist heat, San eee Doe sua aity ee 
heavy loads, humidity, and shocks. Suitable for use in hydraulic engines, gear 95 mm 170 mm o7 mm 51.000 Ib 65,000 Ib 30219 55PX50 
motor transmissions, and locomotive axles. 120 mm 180 mm 29mm 99,000 Ib 94,500 Ib 32024X dUPX60 


Find the Bearings You Need on Grainger.com® 


Ball 
Bearing 
No. 35JC74 


Roller 
Bearing 
No. 1YUA7 


Slewing 
Ring 
No. 4LFR7 


Spherical 
Bearing 
No. 19RT51 


= Standard and metric sizes 

= Automotive, marine, machining, robotics, 
semiconductor production, and more 

= Popular brands you can trust 
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Grainger carries a wide range of bearings and bearing accessories for industrial and commercial 
applications—from agricultural disc bearings and angular contact bearings to unground radial 
ball bearings and wear sleeves, with plenty of choices in between. Click "Bearings" under Power 
Transmission on Grainger.com®. 





Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SMITH Bearing® 


accurate 
= bushing 
mpany 


Cam Followers 


Feature materials and finishes that provide | WOW 
minimum friction. Outer race is high-carbon 
chrome bearing steel, hardened and ground; inner 
race is low-carbon alloy steel, carburized and 
case hardened on raceway area. Full comple- 
ment needle rollers are made from high-carbon 
chrome bearing steel, hardened, ground, and 







lapped. Additional styles and sizes are available on Screwdriver i big 
i ® Slot Head nseale 
Grainger.com eb; ns dave 
Stud Type and Heavy Stud Type—Siud Type No. 13W661 
models are for loads and shock that are moderate. 
Heavy Stud Type is for applications with high loads 
and/or heavy shock and where deflection is low. 
‘ 4 Hex Socket 
Yoke Type—Features an inner race made for shaft —_ Head, Sealed 
or clevis mounting. No. 13W746 
SCREWDRIVER SCREWDRIVER 
SLOT HEAD, UNSEALED SLOT HEAD, SEALED HEX SOCKET HEAD, UNSEALED HEX SOCKET HEAD, SEALED 
Roller Roller Stud Stud Thread Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Dia. Width Dia. Length Size Model No. Model No. Model No. Model No. 
Stud Type 
0.5000" 0.3750" 0.1900" 0.625" = 10-32 CR-1/2 13W661 CR-1/2-X 13W682 CR-1/2-B 13W704 CR-1/2-XB 13W725 
0.5625" 0.3750" 0.1900" 0.625" ~—- 10-32 CR-9/16 13W662 CR-9/16-X 13W683 CR-9/16-B 13W705 CR-9/16-XB 13W726 
0.6250" 0.4375" 0.2500" 0.750" %-28 CR-5/8 13W663 CR-5/8-X 13W684 CR-5/8-B 13W706 CR-5/8-XB 13W727 
0.7500" 0.5000" 0.3750" 0.875" = %-24 CR-3/4 13W664 CR-3/4-X 13W685 CR-3/4-B 13W707 CR-3/4-XB 13W728 
0.8750" 0.5000" 0.3750" 0.875" %24 CR-7/8 13W665 CR-7/8-X 13W686 CR-7/8-B 13W708 CR-7/8-XB 13W729 
1.0000" 0.6250" 0.4375" 1.000" = 6-20 CR-1 13W666 CR-1-X 13W687 CR-1-B 13W709 CR-1-XB 13W730 
1.1250" 0.6250" 0.4375" 1.000" = %e-20 CR-1-1/8 13W667 CR-1-1/8-X 13W688 CR-1-1/8-B 13W710 CR-1-1/8-XB 13W731 
1.2500" 0.7500" 0.5000" 1.250" %-20 CR-1-1/4 13W668 CR-1-1/4-X 13W689 CR-1-1/4-B 13W711 CR-1-1/4-XB 13W732 
1.3750" 0.7500" 0.5000" 1.250" = 4-20 CR-1-3/8 13W669 CR-1-3/8-X 13W690 CR-1-3/8-B 13W712 CR-1-3/8-XB 13W733 
1.5000" 0.8750" 0.6250" 1.500" %%-18 CR-1-1/2 13W670 CR-1-1/2-X 13W691 CR-1-1/2-B 13W713 CR-1-1/2-XB 13W734 
1.6250" 0.8750" 0.6250" 1.500" %-18 CR-1-5/8 13W671 CR-1-5/8-X 13W692 CR-1-5/8-B 13W714 CR-1-5/8-XB 13W735 
1.7500" 1.0000" 0.7500" 1.750" = %-16 CR-1-3/4 13W672 CR-1-3/4-X 13W693 CR-1-3/4-B 13W715 CR-1-3/4-XB 13W736 
1.8750" 1.0000" 0.7500" 1.750" %-16 CR-1-7/8 13W673 CR-1-7/8-X 13W694 CR-1-7/8-B 13W716 CR-1-7/8-XB 13W737 
2.0000" 1.2500" 0.8750" 2.000° %14 CR-2 13W674 CR-2-X 13W695 CR-2-B 13W717 CR-2-XB 13W738 
2.2500" 1.2500" 0.8750" 2.000° %14 CR-2-1/4 13W675 CR-2-1/4-X 13W696 CR-2-1/4-B 13W718 CR-2-1/4-XB 13W739 
2.5000" 1.5000" 1.0000" 2.250" 1-14 CR-2-1/2 13W676 CR-2-1/2-X 13W697 CR-2-1/2-B 13W719 CR-2-1/2-XB 13W740 
2.7500" 1.5000" 1.0000" ~— 2.250" 1-14 CR-2-3/4 13W677 CR-2-3/4-X 13W698 CR-2-3/4-B 13W720 CR-2-3/4-XB 13W741 
3.0000" 1.7500" 1.2500" 2.500" 14-12 CR-3 13W678 CR-3-X 13W699 CR-3-B 13W721 CR-3-XB 13W742 
3.2500" 1.7500" 1.2500" 2.500" 1%4-12 CR-3-1/4 13W679 CR-3-1/4-X 13W701 CR-3-1/4-B 13W722 CR-3-1/4-XB 13W743 
3.5000" 2.0000" 1.3750" 2.750" 1%-12 CR-3-1/2 13W680 CR-3-1/2-X 13W702 CR-3-1/2-B 13W723 CR-3-1/2-XB 13W744 
4.0000" 2.2250" 1.5000" 3.500" 1%-12 CR-4 13W681 CR-4-X 13W703 CR-4-B 13W724 CR-4-XB 13W745 
Heavy Stud Type 
0.5000" 0.3750" 0.2500" 0.625" %-28 HR-1/2 13W767 HR-1/2-X 11006 HR-1/2-B 11Y026 HR-1/2-XB 11Y046 
0.6250" 0.4370" 0.3125" 0.750" %e-24 HR-5/8 13W768 HR-5/8-X 11007 HR-5/8-B 11Y027 HR-5/8-XB 11047 
0.7500" 0.5000" 0.4375" 0.875" 6-20 HR-3/4 13W769 HR-3/4-X 117008 HR-3/4-B 11Y028 HR-3/4-XB 11Y048 
0.8750" 0.5000" 0.4375" 0.875" 6-20 HR-7/8 13W770 HR-7/8-X 11009 HR-7/8-B 11Y029 HR-7/8-XB 11049 
1.0000" 0.6250" 0.6250" 1.000" %-18 HR-1 13W771 HR-1-X 11010 HR-1-B 11Y030 HR-1-XB 11Y050 
1.1250" 0.6250" 0.6250" 1.000" %-18 HR-1-1/8 13W772 HR-1-1/8-X 117011 HR-1-1/8-B 11Y031 HR-1-1/8-XB 11Y051 
1.2500" 0.7500" 0.7500" 1.250" %-16 HR-1-1/4 13W773 HR-1-1/4-X 11012 HR-1-1/4-B 11Y032 HR-1-1/4-XB 11Y052 
1.3750" 0.7500" 0.7500" = 1.250" = %4-16 HR-1-3/8 11X992 HR-1-3/8-X 11013 HR-1-3/8-B 11Y033 HR-1-3/8-XB 11Y053 
1.5000" 0.8750" 0.8750" 1.500" = 7-14 HR-1-1/2 11X993 HR-1-1/2-X 11014 HR-1-1/2-B 11Y034 HR-1-1/2-XB 11Y054 
1.6250" 0.8750" 0.8750" 1.500" %14 HR-1-5/8 11X994 HR-1-5/8-X 11Y015 HR-1-5/8-B 11Y035 HR-1-5/8-XB 11Y055 
1.7500" 1.0000" 1.0000" —‘1.750" 1-14 HR-1-3/4 11X995 HR-1-3/4-X 11016 HR-1-3/4-B 11Y036 HR-1-3/4-XB 11056 
1.8750" 1.0000" 1.0000" _‘ 1.750" 1-14 HR-1-7/8 11X996 HR-1-7/8-X 11017 HR-1-7/8-B 11Y037 HR-1-7/8-XB 11Y057 
2.0000" 1.2500" 1.1250" 2.000' 1%-12 HR-2 11X997 HR-2-X 11018 HR-2-B 11Y038 HR-2-XB 11Y058 
2.2500" 1.2500" 1.1250" 2.000" 1%-12 HR-2-1/4 11X998 HR-2-1/4-X 11019 HR-2-1/4-B 11Y039 HR-2-1/4-XB 11Y059 
2.5000" 1.5000" 1.2500" 2.250" 1%4-12 HR-2-1/2 11X999 HR-2-1/2-X 117020 HR-2-1/2-B 11040 HR-2-1/2-XB 11Y060 
2.7500" 1.5000" 1.2500" 2.250" 14-12 HR-2-3/4 117001 HR-2-3/4-X 117021 HR-2-3/4-B 11Y041 HR-2-3/4-XB 11Y061 
3.0000" 1.7500" 1.5000" 2.500" = 14-12 HR-3 11002 HR-3-X 11022 HR-3-B 11Y042 HR-3-XB 11Y062 
3.2500" 1.7500" 1.5000" 2.500" 1%-12 HR-3-1/4 11003 HR-3-1/4-X 117023 HR-3-1/4-B 11043 HR-3-1/4-XB 11Y063 
3.5000" 2.0000" 1.7500" 2.750" = =1%-12 HR-3-1/2 11004 HR-3-1/2-X 11024 HR-3-1/2-B 11Y044 HR-3-1/2-XB 11Y064 
4.0000" 2.2500" 2.0000" 3.500" 2-12 HR-4 11005 HR-4-X 11025 HR-4-B 11045 HR-4-XB 11Y065 
HEX SOCKET HEAD, SEALED UNSEALED SEALED 
Roller Roller Stud Stud Thread Mfr. Item Bore Roller Roller Mfr. Item Mfr. Item 
Dia. Width Dia. Length Size Model No. Dia. Dia. Width Model No. Model No. 
Stud Type, Eccentric Yoke Type 
0.5000" 0.3750" 0.1900" —0.625" 10-32 CR-1/2-XBE 13W746 0.2500" 0.7500" ~—0..5000" YR-3/4 11Y167 YR-3/4-X 11185 
0.5625" 0.3750" 0.1900" —0.625" 10-32 CR-9/16-XBE 13W747 0.2500" 0.8750" ~—-0.5000" YR-7/8 11Y168 YR-7/8-X 11186 
0.6250" 0.4375" 0.2500" ~—0..750" Y-28 CR-5/8-XBE 13W748 0.3125" 1.0000" —(0.6250" YR-1 11Y169 YR-1-X 11Y187 
0.7500" 0.5000" 0.3750" 0.875" ¥%-24 CR-3/4-XBE 13W749 0.3125" 1.1250" 0.6250" | YR-1-1/8 11Y170 YR-1-1/8-X 11Y188 
0.8750" 0.5000" 0.3750" ~—0.875" ¥%-24 CR-7/8-XBE 13W750 0.3750" 1.2500". 0.7500" | YR-1-1/4 117171 YR-1-1/4-X 11Y189 
1.0000" 0.6250" 0.4375". 1.000" = Av-20 CR-1-XBE 13W751 0.3750" 1.3750". ~—-0.7500" | YR-1-3/8 11¥172 YR-1-3/8-X 11Y190 
1.1250" 0.6250" 0.4375". 1.000" = As-20 CR-1-1/8-XBE 13W752 0.4375" 1.5000". ~—-0.8750" | YR-1-1/2 11173 YR-1-1/2-X 11Y191 
1.2500" 0.7500" 0.5000" ~—- 1.250" %-20 CR-1-1/4-XBE 13W753 0.4375" 1.6250" ~—-0.8750" | YR-1-5/8 11Y174 YR-1-5/8-X 11¥192 
1.3750" 0.7500" ~—-<0.5000" ~—- 1.250" %-20 CR-1-3/8-XBE 13W754 0.5000" 1.7500". ~—- 1.0000" | YR-1-3/4 11¥175 YR-1-3/4-X 11Y193 
1.5000" 0.8750" 0.6250" ~— 1.500" ¥-18 CR-1-1/2-XBE 13W755 0.5000" 1.8750" ~—1.0000" | YR-1-7/8 11Y176 YR-1-7/8-X 11¥194 
1.6250" 0.8750" ~—-:0.6250" ~— 1.500" %-18 CR-1-5/8-XBE 13W756 0.6250" 2.0000" ~—- 1.2500" YR-2 11Y177 YR-2-X 11Y195 
1.7500" 1.0000" 0.7500" ~——‘1.750" Y-16 CR-1-3/4-XBE 13W757 0.6250" 2.2500" ~—s- 1.2500" | YR-2-1/4 11Y178 YR-2-1/4-X 11Y196 
1.8750" 1.0000" 0.7500" ~——‘1.750" Y-16 CR-1-7/8-XBE 13W758 0.7500" 2.5000" 1.5000" | YR-2-1/2 11Y179 YR-2-1/2-X 11Y197 
2.0000" 1.2500" 0.8750" ~—«.2.000" 7-14 CR-2-XBE 13W759 0.7500" 2.7500". ~=—- 1.5000" | YR-2-3/4 11¥180 YR-2-3/4-X 11Y198 
2.2500" 1.2500" 0.8750" ~—.2.000" -14 CR-2-1/4-XBE 13W760 1.0000" 3.0000" ~—‘ 1.7500" YR-3 117181 YR-3-X 11¥199 
2.5000" 1.5000" 1.0000" —2.250" 1-14 CR-2-1/2-XBE 13W761 1.0000" 3.2500". 1.7500" | YR-3-1/4 11¥182 YR-3-1/4-X 11Y201 
2.7500" 1.5000" 1.0000" ~—2.250" 1-14 CR-2-3/4-XBE 13W762 1.1250" 3.5000". ~—- 2.0000" | YR-3-1/2 11¥183 YR-3-1/2-X 11202 
3.0000" 1.7500" 1.2500" 2.500" 1%-12 CR-3-XBE 13W763 1.2500" 4.0000" ~—- 2.2500" YR-4 11Y184 YR-4-X 11Y203 
3.2500" 1.7500" 1.2500" 2.500" 1%-12 CR-3-1/4-XBE 13W764 
3.5000" 2.0000" ~—'1.3750" = 2.750" —-:13%4-12 CR-3-1/2-XBE 13W765 
4.0000" 2.2250" 1.5000" 3.500" 1%12 CR-4-XBE 13W766 
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Bearings Details on page Al. 
Dynamic Static DOUBLE SHIELDED DOUBLE SEALED 
Bore Outside Flange Flange Load Load Industry Item Industry Item 
Dia. Dia. W Dia. Thickness Cap. Cap. No. No. No. No. 
Inch Series 
: 0.3750" 0.1562" — — 14? Ib. 49 Ib. R2-27 1ZGB8 R2-2RS 1ZGC8 
0.1250" 0.5000" 0.1719" = — 992 Ib. 51 Ib. R2A-Z7 1ZGB9 R2A-2RS 1ZGC9 
0.1875" 0.5000" 0.1960" _ — 592 Ib. 110 Ib. R3ZZ 1ZGC1 R3-2RS 1ZGD1 
0.2500" 0.6250" 0.1960" = — 333 Ib. 140 Ib. R477 1ZGC2 R4-2RS 1ZGD2 
0.2500" 0.7500" 0.2812" — — 526 Ib. 199 Ib. R4AZZ 1ZGC3 R4A-2RS 1ZGD3 
0.3750' 0.8750" 0.2812" = — 742 Ib. 315 Ib. R6ZZ 1ZGC4 R6-2RS 1ZGD4 
0.5000" 1.1250" 0.3125" — — 879 Ib. 504 Ib. R8ZZ 1ZGC5 R8-2RS 1Z7GD5 
0.6250' 1.3750" 0.3438" = — 1035 Ib. 624 Ib. R102ZZ 1ZGC6 R10-2RS 1Z7GD6 
0.7500' 1.6250" 0.4375" = — 1628 Ib. 1003 Ib. R1277 1ZGC7 R12-2RS 1ZGD7 
T.0000" 2.0000" 0.5000" = — 2261 Ib. 1364 Ib. R16-2Z 21XU35 | R16-2RS  21XU40 
Inch Series With Flange 
Double 0.1250' 0.3750" 0.1562" 0.440" 0.031" 142 Ib. 49 |b. FR2-277 1ZGD8 FR2-2RS 1ZGE4 
Shielded 0.1875" 0.5000" 0.1960" 0.565" 0.042" 292 Ib. 110 Ib. FR3ZZ 1ZGD9 FR3-2RS 1ZGE5 
No. 1ZGD8 0.2500' 0.6250" 0.1960" 0.690" 0.042" 333 Ib. 140 Ib. FR4ZZ 1ZGE1 FR4-2RS 1ZGE6 
bade 0.3750' 0.8750" 0.2812" 0.969" 0.062" 749 |b. 320 Ib. FR6ZZ 1ZGE2 FR6-2RS 1ZGE7 
0.5000" 1.1250" 0.3125" 1.225" 0.062" 884 Ib. 501 Ib. FR8ZZ 1ZGE3 FR8-2RS 1ZGE8 
Special Standard Bore Series 
0.5000" 32mm 10mm — — — = 62012Z/12.7-C3 21XU45 = — 
0.6250" 40mm 12mm — = _ — 620322/15.875-C3 21XU41 — — 
DOUBLE SHIELDED DOUBLE SEALED 
Dynamic _ Static Dynamic Static 
Bore Outside Flange Flange Load Load Industry Item Load Load Industry Item 
Dia. Dia. W Dia. Thickness | Cap. lb. Cap. No. No. Cap. lb. Cap. No. No. 
Metric Series 
6mm 19mm 6mm = = — = = — 525lb.  2011b.  626-2RS-C3  21XU46 
7mm 19mm 6mm — = — — — — 5251b.  2011b. 60/-2RS-C3  21XU48 
22mm 7mm — = 739 |b. 3101b. 62727-C3 21XU34 = = = — 
8mm 22mm 7mm _ — 740 lb. 3101b.  608ZZ-C3 21XU33 | 7401b. 3101b.  608-2RS-C3  21XU39 
mm d4mm 7mm — = 754 1b. 324 Ib. 609ZZ  21XU44 = = = — 
Double 19mm 5mm — — 934 Ib. 169 lb. 680027  1ZGH6 — _ = — 
Sealed 40mm 22mm 6mm 25.0mm 1.5mm 605 Ib. 2066 Ib. 690027 1ZGJ7 — — — — 
d6mm 8mm — — 1030 Ib. 4451b. 60002Z  1ZGE9 | 10301b. 440 Ib. 6000-2RS 1ZGF6 
No.1ZGE4 30mm 9mm = = 1147 lb.  535lb. 620027 1ZGG3 | 1150lb. 540 |b. 6200-2RS 1ZGG9 
* Samm em 26 5mm mm 860 Ib 328 b> 6001771268 | = = 
P mm mm £mm mm 50 Ib. . — — — — 
Dayton 12mm 98mm 8mm — = 1147 Ib. = 600177 42GF1| 11471b.5351b.6001-2RS -1ZGF7 
32mm 10mm = = 1533 lb.  6861b. 620122 1ZGG4 | 1370lb. 615 /b. 6201-2RS 1ZGH1 
on a 
- mm 7mm mm mm 71 Ib. a ; = = = = 
Single Row 15mm 32mm 9mm _ = 1254|lb.  6411b. 600272 1ZGF2 | 12541b. 641 Ib. 6002-2RS 1ZGF8 
R di iB i 35mm Timm = = 1720 lb.  8361b. 620277 1ZGG5 | 1720lb. 836)b. 6202-2RS 1ZGH2 
adlali ba 42mm 13mm = = = = = — | 2563 lb. 1225 Ib. 6302-2RS-C3_ 21XU47 
3 26mm 5mm = = 490 lb.  2881b. 680322  1ZGH9 = — = — 
Bearings 30mm 7mm 2.omm_ _f.5mm_ | 1032lb. 573lb. _6903ZZ_——«TZGK1 — — — — 
rn m8 1005 Th 890827 126662180 Ib; 4008 Ib. 6208. 9R&——A7GH3 
: j . mm mm — — 59 Ib. 5 |b. 59 Ib. ; - 
Operating temp. range: 47mm 14mm = = 3057 Ib. 1494 1b. 6303ZZ-C3 21XU52 | 3057lb. 14941b.  6303-2RS-C3 21XU56 
ear an — 4 — aoa — ath rh — ene — ee 
; +4 3/mm mm .Omm .Omm 7 Ib. — — — — 
Motor-quality low-friction, — 20mm ~ 42mm 12mm — — | 2109 1b. 1129 |b. 600422 42GF4_| 21091b.11201b.  6004-2RS  1ZGG1 
52100 chrome steel industrial azmm Vimm = — 9221 1b.  1394lb. 6204727  12ZGG7 2271 Ib. 1394 Ib. 5 S204 RS 3 A2GHt 
; F 52mm 5mm — — — — — — . . - - 
ball bearings are suitable for 47mm 12mm = = 5971 Ib. 1315 |b. 600522 1ZGF5 | 2271 1b. SO 6005-2RS  1Z7GG2 
radial and thrust load appli- 25mm sgmm Smm = — 2429 |b. 1569lb. 620527 1ZGG8 2479 Ib. i 969 Ib. 5 8205 2RS 3 AZGHS 
i j j mm mm — a — a — _— : . 7 fz 
cations that require precise 55mm 13mm = = = = = ——}-9967 Ib. 1854 1b. 6006-2RS-C3 21XU42 
Sacer et" — Yan tenn == Bite PRS aa — Bebe a 
; F 72mm mm — — 5957 Ib. 70 Ib. - 5 } . - - 
flanged bearings for easier 62mm 14mm = = = = = — | 3640 Ib. 2329 Ib. 6007-2RS-C3 21XU43 
plate mounting. Noncontact, 35mm 72mm 17mm = = 5793 1b.  34821b. 6207Z7-C3 21XU37  5778lb. 34621b.  6207-2RS-C3 21XU50 
isi 40mm 80mm 18mm = = 6542 |b.  4001Ib. 620827-C3 21XU38 | 6542lb. 4001 1b. 6208-2RS-C3  21XU51 
contamination without adding Ec eu 25mm — — 10,993 lb. 6631lb. 6309277-C3 21XU55 | 10,993 lb. 6631 1b. 6309-2RS-C3 21XU61 
idht- etric Series With Flange 
drag. Light contact rubber 40mm 19mm 5mm 21.0mm 1.0mm 382 Ib. 188 Ib. F6800Z7 3§=6. 1ZGJ2 
seals protect the bearing, but 22mm 6mm _25.0mm 1.5mm | 5871b. 275 b. F6900ZZ —_1ZGK3 
with slightly higher drag All ran 21mm 5mm 23.0mm 1.4mm 429 lb. 2034 Ib. F6801 22 1ZGJ3 


24mm 6mm 26.omm_ _it.omm 636 Ib. 31/7 lb. F6901ZZ —1ZGK4 


are lubricated with general- 24mm 5mm 26.0mm 1.1mm | 466lb. 282lb. F680222  1ZGu4 


15mm 


28mm 7mm 30.5mm 1.5mm | 971lb. 508lb. _F69027Z ~~ 1ZGK5 
Pup OSe J leaee- Meet industry 17mm 26mm 5mm 28.0mm 1.1mm | 502lb.  327lb. F6803ZZ  1ZGJ5 
standard ABEC specifications. 30mm 7mm 32.5mm 1.5mm | 10311Ib.  577lb. F6903ZZ ~—1ZGK6 


Single-Row Radial NTN y= FAG 
Ball Bearings with Food ; -Aliani 
Grade Solid Lubrication a i 





| Double-Row 
440C stainless steel cage. Double sealed. Temp. range: 14° 7 
to 212°F. FDA/USDA Approved H1 Solid Grease. Radial Ball 
B i Mtr. 
je ae ae Bearings 
6000 Series Provide support for radial and axial 


10mm 26mm 8mm 96000 2RS FG1_ _—-54DD78 
12mm 28mm 8mm 96001 2RS FG1 —_54DD79 
15mm 32mm 9mm $6002 2RS FG1 54DD81 


loads on shafts that are constantly 
misaligning and deflecting. Double 





17mm 35mm 10mm $6003 2RSFG1 54DD83 iher- 
20mm 42mm 12mm _S60042RSFG1 _54DD85 contact sealed with a glass fiber 
25mm 47mm 12mm _S60052RSFG1 _54DD87 No. 4YVY6 reinforced polyamide cage. 
30mm 55mm 13mm _S60062RSFG1 _54DD89 
35mm 62mm 14mm $6007 2RS FGi _54DD91 nee eee enc ae 
6200 Series ORS. 
12mm 32mm 0mm $6201 2RSFGi 540080 peo gemma at ye 
15mm 35mm 1imm $6202 2RS FG1 =. 54D 82 17mm 40mm 16mm 9903-2RS-TVH 4YVY8 
17mm 40mm 12mm ___—$6203 2RSFG1_ —S4DD 84 0mm 47mm 18mm 9904-2RS-TVH AYVY9 
No. 54DD78 20mm 47mm 14mm__ $6204 2RS FG1 _54DD86 25mm 52mm 18mm 2205-2RS-TVH 4YVZ1 
29mm 92mm 15mm $62052RSFG1 54DD88 30mm 62mm 20mm 2206-2RS-TVH 4YVZ2 
30mm 62mm 16mm _S62062RSFG1 _54DD90 35mm 72mm 23mm 2207-2RS-TVH AYVZ3 
35mm 72mm 17mm $6207 2RSFG1 _54DD92 40mm 80mm 23mm 2208-2RS-TVH AYVZ4 
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Single-Row Radial Ball Bearings NTN 


Prelubricated, permanently sealed bearings offer a lifetime of quiet, maintenance-free opera- 
tion. Seal is made of synthetic rubber molded to a steel plate. V-shaped groove acts as a 





"flinger' to keep dirt out. Shielded bearings have a shield made of rust-resistant metal. Cages Double ay wed Double 
constructed of pressed steel. Bearings are individually wrapped and boxed to protect from pte ‘ " AN ae eas 
contaminants during shipping and storage. Meet or exceed industry standards. = : - 
DOUBLE SHIELDED DOUBLE SEALED DOUBLE CONTACT SEALED 
Bore Outside Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Dia. Dia. W Model No. Model No. Model No. Mode No. 
600 Series 
4mm 13mm 5mm _— _ 62422/1K 5U55/ _— _ — —_ 
5mm 16mm 5mm — — 6252203/5K 5U592 — — — _ 
6mm 19mm 6mm — — 62622C3/L627 5U593 626LLBC3/L627 5U558 — — 
7mm 19mm 6mm — — 6072ZC3/1K 5U526 607LLBC3/L627 5U591 — — 
7mm 22mm 7mm — — 62722C3/L627 L002 627LLB/1K 1L036 — — 
8mm 22mm 7mm — — 608ZZC3/L627 L001 608LLBC3/5C 1L035 — — 
8mm 24mm 8mm — — 628ZZ/1K 5U560 628LLB/1K 5U559 — — 
9mm 24mm 7mm — — 609JX22Z/1K 5U530 — _ —_— —_ 
5000 amin 26mm 8mm — — 629X50ZZ03/L627 1L003 629X50LLBC3/L627 1L037 — — 
eries 
{0mm 26mm 8mm 60003 47XA3 6000Z2C3/L627 1L010 6000LLBC3/L627 1L044 6000LLUC3/L627 4ZXA4 
{2mm 28mm 8mm 600163 4ZXA5 6001Z2C3/L627 1L011 6001LLBC3/L627 11045 6001LLUC3/L627 4ZXA6 
{5mm 32mm 9mm 600203 AZXAT 60022203/L627 5U494 6002LLBC3/L627 5U493 6002LLUC3/L627 4ZXA8 
17mm 35mm 10mm 600363 4ZXA9 6003Z2C3/L627 5U496 6003LLBC3/L627 5U495 6003LLUC3/L627 47XC1 
20mm 42mm {2mm 600403 47XC2 6004Z203/L627 5U498 6004LLBC3/L627 5U497 6004LLUC3/L627 47XC3 
25mm 47mm {2mm 6005C3 47XC4 6005Z203/L627 1L012 6005LLBC3/L627 11046 6005LLUC3/L627 47XC5 
30mm 55mm 13mm 600663 47XC6 60062203/L627 5U500 6006LLBC3/L627 5U499 6006LLUC3/L627 47XC7 
35mm 62mm 14mm 600703 47XC8 6007Z2C3/L627 5U502 6007LLBC3/L627 5U501 6007LLUC3/L627 47XC9 
40mm 68mm {5mm 6008C3 47XD1 6008Z2C3/L627 5U504 6008LLBC3/L627 5U503 6008LLUC3/L627 47XD2 
45mm 75mm {6mm 600903 47XD3 6009Z2C3/L627 5U506 6009LLBC3/L627 5U505 6009LLUC3/L627 47XD4 
50mm 80mm {6mm 601063 4ZXD5 6010Z2C3/L627 5U508 6010LLBC3/L627 5U507 6010LLUC3/L627 47XD6 
55mm 90mm 18mm 601163 4ZXD7 — — 6011LLBC3/L627 5U582 6011LLUC3/L627 47XD8 
s00 95mm 18mm 601203 47XD9 60122Z03/L627 5U511 6012LLBC3/L627 5U510 6012LLUC3/L627 AZXE1 
eries 
10mm 30mm 9mm 620003 47ZXE2 62002ZC3/L627 {L013 6200LLBC3/L627 6L022 6200LLUC3/L627 47ZXE3 
{2mm 32mm 10mm 620103 4ZXE4 6201ZZ03/L627 {L014 6201LLBC3/L627 6L023 6201LLUC3/L627 4ZXE5 
{5mm 35mm Timm 620203 47XE6 62027Z03/L627 1L015 6202LLBC3/L627 6L024 6202LLUC3/L627 4ZXE7 
17mm 40mm {2mm 620363 47XE8 62032ZC3/L627 1L016 6203LLBC3/L627 6L025 6203LLUC3/L627 4ZXE9 
20mm 47mm 14mm 620403 AZXF1 62042ZC3/L627 1L017 6204LLBC3/L627 6L026 6204LLUC3/L627 47XF2 
25mm 52mm {5mm 620503 47XF3 6205ZZC3/L627 1L018 6205LLBC3/L627 6L027 6205LLUC3/L627 4ZXF4 
30mm 62mm {6mm 620663 4ZXF5 62062ZC3/L627 1L019 6206LLBC3/L627 6L028 6206LLUC3/L627 47XF6 
35mm 72mm 17mm 6207063 4ZXF7 6207ZZC3/L627 L020 6207LLBC3/L627 6L029 6207LLUC3/L627 47XF8 
40mm 80mm 18mm 6208063 4ZXF9 6208ZZC3/L627 1L021 6208LLBC3/L627 6L030 6208LLUC3/L627 47XG1 
45mm 85mm 19mm 620963 47XG2 6209Z2C3/L627 11022 6209LLBC3/L627 6L031 6209LLUC3/L627 47XG3 
50mm 90mm 20mm 621063 47XG4 6210Z2C3/L627 1L023 6210LLBC3/L627 6L032 6210LLUC3/L627 47XG5 
55mm 100mm 21mm 621163 47XG6 6211Z203/L627 1L024 6211LLBC3/L627 6L033 6211LLUC3/L627 4ZXG7 
a0 110mm 22mm 621203 47XG8 62122203/L627 1L025 6212LLBC3/L627 6L034 6212LLUC3/L627 47XG9 
eries 
10mm 35mm Timm — — 63002ZC3/L627 5U562 6300LLBC3/L627 5U561 6300LLUC3/L627 47XH1 
{2mm 37mm {2mm 630103 47XH2 6301ZZC3/L627 5U564 6301LLBC3/L627 5U563 6301LLUC3/L627 4ZXH3 
{5mm 42mm 13mm 630203 4ZXH4 63022203/L627 5U566 6302LLBC3/L627 5U565 6302LLUC3/L627 4ZXH5 
17mm 47mm 14mm 630363 47XH6 63032203/L627 6L035 6303LLBC3/5C 6L052 6303LLUC3/L627 4ZXH7 
20mm 52mm {5mm 630463 47XH8 6304Z203/L627 6L036 6304LLBC3/L627 6L053 6304LLUC3/L627 4ZXH9 
25mm 62mm 17mm 630563 42XJ1 63052203/L627 6L037 6305LLBC3/L627 6L054 6305LLUC3/L627 47XJ2 
30mm 72mm 19mm 630603 47XJ3 63062203/L627 6L038 6306LLBC3/L627 6L055 6306LLUC3/L627 47XJ4 
35mm 80mm 21mm 630/63 47XJ5 630/722C3/L627 6L039 630/7LLBC3/L627 61056 630/7LLUC3/L627 47XJ6 
40mm 90mm 23mm 630863 47X37 63082203/L627 6L040 6308LLBC3/L627 6L057 6308LLUC3/L627 47XJ8 
45mm 100mm 25mm 630963 42XJ9 6309Z2C3/L627 6L041 6309LLBC3/L627 6L058 6309LLUC3/L627 4ZXK1 
50mm 110mm 27mm 631063 4ZXK2 6310Z203/L627 61042 6310LLBC3/L627 6L059 6310LLUC3/L627 47XK3 
55mm {20mm 29mm 631163 4ZXK4 6311ZZ03/L627 6L043 6311LLBC3/L627 6L060 6311LLUC3/L627 4ZXK5 
60mm 130mm 31mm 631203 4ZXK6 63122203/L627 6L044 6312LLBC3/L627 5U567 6312LLUC3/L627 4ZXK7 
DOUBLE SHIELDED DOUBLE SEALED 
Bore Outside Mfr. Item Mfr. Item 
Dia. Dia. W Model No. Model No. 
R Series 
0.1875" 0.5000" 0.1960" RA3ZZ/2AS 5U482 RA3LL/L627 5U481 
0.2500" 0.6250" 0.1960" R4ZZC3/2AS 5U490 R4LL/2AS 5U489 
0.3750" 0.8750" 0.2812" R6ZZC3/L627 1L004 R6LLBC3/5C 1L038 
0.5000" 1.1250" 0.3125" R8ZZC3/5C 1L005 R8LLBC3/5C 1L039 
0.6250" 1.3750" 0.3437" R10ZZC3/L627 L006 R10LLBC3/L627 1L040 
0.7500" 1.6250" 0.4375" R12Z703/L627 1L007 R1i2LLBC3/L627 {L041 
0.8750" 1.8750" 0.5000" R14ZZ/2AS 1L008 R14LLB/2AS 1L042 
1.0000" 2.0000" 0.5000" R16ZZ/2AS 1L009 R16LLB/2AS 1L043 
1.1250" 2.1250" 0.5000" R18ZZ/2AS 5U486 R18LLU/2AS 5U485 
1.2500" 2.2500" 0.5000" R20ZZ/2AS 5U488 R20LL/2AS 5U487 
Special Standard Bore Series 
0.3125" 22mm 7mm 6082Z/7.938PX2/5C 5U528 608LLB/7.938PX2/5C 5U527 
0.5000" 32mm 10mm 6201ZZ/12.7C3/L627 5U532 6201LLB/12.7C3/L627 5U531 
0.6250" 1.3750" 0.4375" — — SC0228LLUC3/L627 5U491 
0.6250" 35mm fimm — — 6202LLB/15.875C3/L627 5U533 
0.6250" 40mm {2mm 6203ZZ/15.875C3/L627 1L097 6203LLB/15.875C3/L627 5U537 
{6mm 35mm fimm 62022Z/16C3/L627 5U536 6202LLB/16C3/L627 5U534 


Cartridge Single-Row Radial Ball Bearings NUN 


Identical to NTN Single-Row Radial Ball Bearings above, except wider. 





Bore Outside Mfr. Item Bore Outside Mfr. Item Double- 

Dia. Dia. Ww Model No. Dia. Dia. Model No. Shielded 
Double Shielded Double Sealed (Cont.) No. 4ZXL2 
35mm 72mm 2/mm 63207ZZC3/L627 4ZXL2 30mm = 72mm  30.2mm =—~63306LLBC3/L627 4ZXN6 
35mm 80mm 349mm 63307ZZC3/L627 4ZXN9 35mm 72mm 2/mm 63207LLBC3/L627 4ZXL1 
40mm 80mm — 30.2mm 63208Z2C3/L627 4ZXL4 35mm 80mm 349mm  63307LLBC3/L627 4ZXN8 
45mm 85mm  30.2mm 63209ZZ7C3/L627 4ZXL7 40mm 80mm  30.2mm  63208LLBC3/L627 4ZXL3 
45mm 100mm  39.7mm 63309Z7C3/L627 4ZXP4 40mm 90mm 365mm  63308LLBC3/L627 4ZXP1 
50mm 90mm 30.2mm 632102703/L627 4ZXL9 45mm 85mm 30.2mm 63209LLBC3/L627 4ZXL5 Bore Outside Mfr. Item 
70mm 125mm = 39.7mm 63214Z703/L627 4ZXN2 45mm 100mm 39./mm  63309LLBC3/L627 4ZXP3 Dia. Dia. W Model No. 


Double Sealed 50mm 90mm 30.2mm _~ 63210LLBC3/L62/7 42ZXL8 Double Contact Sealed 
20mm 52mm 22.2mm  63304LLBC3/L627 4ZXN3 50mm 110mm 444mm — 63310LLBC3/L627 4ZXP5 17mm 40mm 17.5mm = 63203LLUC3/L627 4ZXK8 
25mm 62mm 254mm  63305LLBC3/L627 4ZXN4 55mm 100mm 333mm  63211LLBC3/L627 42ZXN1 25mm 62mm  25.4mm  63305LLUC3/L627 4ZXN5 
30mm = 62mm  23.8mm  63206LLBC3/L627 4ZXK9 60mm 130mm 54mm 63312LLBC3/L627 4ZXP8 30mm =72mm ~—s. 330.2mm_~—sC 63306LLUC3/L627 4ZXN7 
65mm 140mm 58.7mm  63313LLBC3/L627 42ZXR1 45mm 85mm  30.2mm  63209LLUC3/L627 42ZXL6 
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POWER TRANSMISSION Scan. Order. Done. 
Bearings Details on page Al. 





Banded Ball Thrust Bearings 


Support axial forces in a single direction. Grooved race and steel cage. 


Dynamic _ Static Dynamic Static 
Bore Outside Load Load Max. Mfr. Item Bore Outside Load Load Max. Mfr. Item 
Dia. Dia. H Cap. Cap. RPM Model _ No. Dia. Dia. H Cap. Cap. RPM Model No. 


0.500" 1.219" 0.563" 3850 lb. 5600lb. 7000 Di 4ZZP5 1.188" 2.094" 0.625" 6900 lb. 14,000 lb. 3600 Di2 42Z2R6 
0.625" 1.344" 0.563" 4100 lb. 6700lb. 6000 D3 4ZZP6 1.250" 2.344" 0.625" 7200 lb. 15700lb. 3200 DI3 4ZZR7 
0.688" 1.344" 0.563" 4100 lb. 6700lb. 6000 D4 4ZZP7 1.313" 2.344" 0.625" 7200 lb. 15700 lb. 3200 D4 42ZZ2R8 
0.750" 1.469" 0.563" 4250 Ib. 7300 lb. 5500 Do AZZP8 1.375" 2.469" 0.625" 7300 lb. 16,600 lb. 3000 Did 42ZZR9 
0.813" 1.469" 0.563" 4250 Ib. 7300lb. 5500 D6 4ZZP9 1.5" 2.094" 0.625" 7/00 lb. 18.300 lb. 2800 Di/ 42271 
0.875" 1.844" 0.625" 6600 Ib. 12,200 Ib. 4100 D/ —_4ZZR1 1.625" 2.969" 0.813" 10,300 Ib.25,000 lb. 2400 Di9 42773 
0.938" 1.844" 0.625" 6600 Ib. 12,200 lb. 4100 D8 4ZZR2 1.75" 3.094" 0.813" 10,600 lb.26,500 lb. 2300 D21 42274 





1 1.969" 0.625" 6700 lb. 13,100 lb. 3800 D9 —4ZZR3 2" 3.344" 0.813" 10,800 !b.29,000 Ib. 2100 D25 42275 
No. 4ZZP5 1.063" 1.969" 0.625" 6700 lb. 13,100 lb. 3800 DIO 4ZZR4 2.0" 3.969" 0.813" 11,500 1b.34,000 Ib. 1800 D33 42277 
se 1.125" 2.094" 0.625" 6900 lb. 14,000 lb. 3600 Dil  422R5 2.063" 3.969" 0.813" 11,500 1b.34,000 lb. 1800 D34 42278 





















Bore Outside Mfr. Item Bore Outside Mfr. Item 
Dia. Dia. W Model No. Dia. Dia. W Model No. 
Inch 1.125" 1.375" 0.750" SCE1812  4XFJ9 
0.187" 0.344" 0.375" SCE36 AXFF9 1.250" 1.500" 0.750" SCE2012 _ 4XFK1 
0.437" 0.250" SCE44 4XFG1 1.500" 1.000" SCE2016  4XFK2 
0.250" 0.437" 0.437" SCE47 AXFG3 1.375" 1.625" 0.500" SCE228 AXFK3 
0.437" 0.313" SCE45 AXFG2 1.625" 0.750" SCE2212  4XFK4 
0.500" 0.313" SCE55 4XFG4 15" 1.875" 0.750" SCE2412 _ 4XFK6 
0.313" 0.500" 0.437" SCE57 4XFG5 1.750" 2.125" 1.000" SCE2816  4XFK7 
0.500" 0.563" SCE59 4XFG6 Bore Outside Mfr. Item 
0.563" 0.313 SCE65 4XFG7 Dia. Dia. W Model No. 
0.375" 0.563" 0.500" SCE68 4XFG8 Metric 
0.563" 0.625" SCE610 _4XFG9 4mm 8mm 8mm HK0408  4ZZW1 
0.437" 0.625" 0.500" SCE78 4XFH1 5mm omm omm HK0509  ~4ZZW2 
0.687" 0.370" SCE86 4XFH4 6mm 10mm omm HK0609  4ZZW3 
0.500" 0.687" 0.750" SCE812 _4XFH3 7mm Timm omm HKO709. 42ZW4 
0.687" 0.500" SCE88 4XFH5 8mm 12mm 8mm HK0808  4ZZW5 
0.687" 0.625" SCE810 _ 4XFH2 8mm f2mm 10mm HKO810  4ZZW6 
No. 4XFF9 0.813" 0.437" SCE107 _4XFH7 Omm 13mm tOmm HKO910 4ZZW7 
; 0.625" 0.813" 0.500" SCE108  4XFH8 {0mm 14mm tOmm HKi010  4ZZW8 
a ee 
687" EVey .500" mm mm mm 412 4ZZX1 
Drawn Cup Needle 1.000" 0.500" SCE128__AXFU2 i5mm_ 21mm 12mm HK1512___4Z2X2 
7 0.750" 1.000" 0.625" SCE1210 _4XFJ3 20mm 26mm 20mm HK2020. 42ZZX3 
Roller Bearings 1.000" 0.750" SCE1212  4XFJ4 25mm 32mm 12mm HK2512  42Z2X4 
j . = 0.875" 1.125" 0.500" SCE148 AXFJ5 30mm 37mm {2mm HK3012 4ZZX5 
ve une aber yan tact | 280" —0.600"— SCE 168 ——aXEI? amma mmm HAA 
: r : . mm mm mm 
space. Caged with open ends for through ! 1.250" 0.750" SCEI612 _AXFJ8 45mm 52mm 20mm HK4520 __4ZZX8 
shafts. Mount with press fit in housing. 60mm 68mm 12mm HK6012 4ZZY2 
F ei al 1: ai Needle Roller ; acid pynainte pale ' ' 
“ oe Ln ght - ore utside 0a 0a ax. fr. Item 
na : Thrust Bearings Dia. Dia. H Cap. Cap. RPM Model No. 
Inch Needle Roller and Cage Assemblies 
Needle Roller and Cage 0.250" 0.687" 0.078"  1370lb.  3000lb. 20,000 TC411 4XFL8 
Assemblies—Consist of an axial cage with 0.375" 0.812" 0.078" 1620 lb. 4000 lb. —-16,000 TC6134XFN1 
., 0.500" 0.937" 0.078" 1920 lb. 5300 Ib. 13,000 TC815 AXFN2 
needle rollers. Support axial loads in 1 direc 0.625" 1.125" 0.078" 21701b.  6600lb. +1100 +‘TC1018 ~~ ~4XFN3 
tion. Use directly with surrounding hardened 0.750" 1.250" 0.078"  2410lb. 8000 Ib. 9500 TC1220  4XFN4 
faces or separate thrust washers to provide 028/75" 1.437" 0.078" 2900 lb. 10,500 Ib. 8000 101423 4XFN5 
; 1" 1.562" 0.078" 3150 Ib. 12,100 Ib. 7500 TC1625 4XFNG6 
the most compact thrust solution. 1.125" 1.750" 0.078" 3850lb. 16300Ib. 6500 TC1828  4XFN7 
; , 1.25" 1.937" 0.078" 4500 Ib. 20,500 lb. 6000 TC2031 4XFN8 
Thrust Washers—Use as fatigue liners for 1375" 2.062" 0.078" 4600 lb. 21600lb. 5500. ~+1C2233. ~~~ 4XFNQ 
No. 4XFL8 soft housing faces. Combine with needle roller 15" 9 187" 0.078 4850 lb. 23,700 |b. 5000 TC2435 AXFP1 
and cage assembly to form a complete needle ney 2.500" 0.078" 9600 lb. 30,000 Ib. 4400 102840 AXFP2 
roller thrust bearing a 2.750" 0.078" 5800 Ib. 32,500 Ib. 4000 TC3244—“AXFP3 
2.5" 3.250" 0.078" 6200 Ib. 37,500 Ib. 3300 TC4052. -4XFP5 
V2" WIDTH 46" WIDTH 340" WIDTH ¥4" WIDTH 
Inside Outside Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Dia. Dia. Model No. Model No. Model No. Model No. 
Inch Thrust Washers 
0.250" TWA4T1 4XFP6 = = TWC411 4XFU4 = = 
0.313" 0.750" TWA512 4XFP7 = = = = = = 
0.375" 0.813" TWA613 4XFP8 TWB613 4XFT4 = = = = 
0.500" 0.938" TWA815 4XFP9 TWB815 4XFT5 TWC815 4XFU5 = = 
0.625" 1.125" TWA1018 4XFR1 TWB1018 4XFT6 TWC1018 4XFU6 = = 
0.750" 1.250" TWA1220 AXFR2 TWB1220 4XFT7 TWC1220 4XFU7 TWD1220 AXFV3 
0.875" 1.438" TWA1423 AXFR3 = — TWC1423 4XFU8 TWD1423 AXFV4 
1.000" 1.563" TWA1625 4XFR4 TWB1625 AXFT8 TWC1625 4XFU9 TWD1625 4XFV5 
1.125" 1.750" TWA1828 4XFR5 TWB1828 AXFT9 TWC1828 AXFV1 TWD1828 4XFV6 
1.250" 1.938" TWA2031 4XFR6 TWB2031 4XFU1 = — TWD2031 AXFV7 
1.375" 2.063" TWA2233 4XFR7 = — TWC2233 AXFV2 = = 
1.500" 2.188" TWA2435 AXFR8 TWB2435 AXFU2 — = TWD2435 4XFV8 
1.750" 2.500" TWA2840 4XFR9 TWB2840 4XFU3 = = TWD2840 4XFV9 
_ 
250" 4 = = = = = = 
No. 4XFP6 2500" 3.250" TWA4052 4XFT3 = = = = = = 
Bore Outside Dynamic Load _ Static Load Max. Mfr. Item Inside Outside Mfr. Item 
Dia. Dia. H Cap. (N) Cap. (N) RPM Model No. Dia. Dia. Model No 
Metric Needle Roller and Cage Assemblies Metric Thrust Washers, 1mm Wide 
8mm 21mm 2mm 7,800 19,400 18000 AXK0821-TV _ 4ZZN3 8mm 21mm AS0821 47211 
fOmm 24mm omm 9,200 25 500 17000 AXK1024 4ZZN4 10mm 24mm AS1024 427212 
{2mm 26mm omm 9900 99 000 15000 AXK1226 4Z2N5 {2mm 26mm AS1226 427713 
t5mm 28mm omm 11,300 36,000 13000 AXK1528 4ZZN6 t5mm 28mm AS1528 42274 
t7mm 30mm omm 11,900 39,500 12000 AXK1730 4ZZN7 t7mm 30mm AS1730 427715 
20mm 35mm omm 13,100 46,500 10000 AXK2035 4ZZN8 20mm 35mm AS2035 4276 
25mm 42mm omm 14,700 58,000 8500 AXK2542 4ZZN9 25mm 42mm AS2542 42217 
30mm 47mm omm 16,300 70,000 7500 AXK3047 427P1 30mm 47mm AS3047 427218 
35mm 52mm 2mm 17,800 81,000 6500 AXK3552 427P2 35mm 52mm AS3552 42219 
40mm 60mm 3mm 28,000 114,000 6000 AXK4060 427P3 40mm 60mm AS4060 4ZZN1 
45mm 65mm 3mm 30,000 128,000 5000 AXK4565 42Z7P4 45mm 65mm AS4565 4Z2N2 
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Spherical Plain Bearings 


ELGES double-sealed, spherical plain bearings support high radial loads with 
shocks that would damage rolling element bearings. Transmit motion and 
loads, but allow pivoting to prevent stress on adjacent structure. Suitable for 
supporting hydraulic cylinder connections to structures that can warp or twist. 
Maintenance type has lubrication holes and grooves on inner and outer compo- No. 4Z2ZT9 
nents allowing grease to be pumped through the shaft or housing. 

















MAINTENANCE TYPE MAINTENANCE-FREE TYPE 

Width Dynamic Static Load Mfr. Item Dynamic Static Load Mfr. Item 

Bore (mm) Outside Dia. (mm) (mm) Load Cap. (N) Cap. (N) Model No. Load Cap. (N) Cap. (N) Model No. 
ils 30 14 21,200 106,000 GE17-DO-2RS 4ZZT9 48,700 81,200 GE17-UK-2RS 4ZZU1 
- 20 35 16 | 30,000 146,000 GE20-DO-2RS 4ZZU2 67,500 112,000 GE20-UK-2RS 4ZZU3 
25 42 20 48,000 240,000 GE25-D0-2RS 4ZZU4 127,000 212,000 GE25-UK-2RS 4ZZU5 
30 47 22 62,000 310,000 GE30-DO-2RS 4ZZU6 165,000 275,000 GE30-UK-2RS 4ZZU7 
30 95 20 80,000 400,000 GE35-D0-2RS 4ZZU8 210,000 350,000 GE35-UK-2RS 4ZZU9 
40 62 28 100,000 500,000 GE40-DO-2RS 4ZZV1 277,000 462,000 GE40-UK-2RS 4ZZV2 
45 68 32 _—— — = =—_ 360,000 600,000 GE45-UK-2RS 4ZZN3 
50 19 35 156,000 780,000 GE50-DO-2RS 4ZZV4 442,000 737,000 GE50-UK-2RS 4ZZV5 
60 90 44 245,000 1,220,000 GE60-DO-2RS 4ZZV6 690,000 1,150,000 GE60-UK-2RS 4ZZNV7 
70 105 49 315,000 1,560,000 GE70-DO-2RS 4ZZV8 885,000 1,475,000 GE70-UK-2RS 4ZZNV9 





oo 















Steel Reducer No. 61100 
Bushings Inside Outside Item 
Dia. Dia. L No. 
= Pkg. qty. 3 Vi He" rT 6L100 
He THe" 6L101 
Instantly adapt larger bores Te %i Ve 61102 
of various tools (pulleys, me Te Ti" 61.103 
gears, sprockets) to smaller A le 4X664 No. 1X868 
dia. shafts. Galvanized steel ue el ie aa 
i Va 1 2X774 ah @ 
346" open slot for keyway ¥i 7 17 2x75. | W D ° ) No. 1X968 
and setscrew. cs r Ie" 2X653 ayton 
Bronze Sleeve Bearings/Bushings 
=» Maximum PV: 50,000. 
fe . = Temperature range: -5° to 220°F. 
Dayton No. Oil-impregnated and self-lubricating bearings are high-quality sintered bronze 
; 3ZN23 alloy. 
Inside Outside Item 
UHMW-PE Sleeve Dia. Dia. L No. 
. vi Ae Va 2X355 . . 
Bearings vA 3," 1" 3799 ae ed a 
Va ¥ iy 2X380 ee Mn to 
= Max. PV: 3000 : ' , Dia. Dia. 
; ; ¥, % % 3ZN01 7a she 
= Temp. range: -60° to 180°F Inside Outside Item 1 i" ia 1X871 7H 7 
. . j j Z We" We" 
UHMW-PE (ultra-high molecular weight —U!a-____Dia. = at 2 os oe aA Bi 
Y E Vp 3ZN23 Vp 3 TV, 1X868 7a 7a 
polyethylene) provides excellent dura- i i i 3ZN24 i he" 1% 1X866 A We 
bility and low friction. Self-lubricating yy! 7% ik 3ZN20 Ya" Ya 1 1X870 TA yj 
bearings. Great for applications involv- ia ee 4 a a) L uxeG7 v6 ve 
bearings. Gree PP 7 Vs ¥°  3ZN22 7 Ve Ti 1X869 sai wi 
ing slow rotational or linear motion. yj" ib i 3ZN18 ¥5" ik 1% 1X872 77 7. 
White color. USDA/FDA approved. ils 1" 1 3ZN19 56-Pc. Bronze Sleeve Bearing Kit 1X968 


: | Portable “— 
Get Your Bushing irbor Press 
and Bearing Tools , oe oe 
on Grainger.com® \ | thls 
| 


= 


Bushing drivers, bearing pullers, bench and 
portable arbor presses, and more are available at 


online. Search for them by name and select from SE a . | 1 | 
our wide assortment. We've even got handy sets awd ; -  4“@ 
of often-used bushing and bearing tools in plastic 3 7ciea ca oe 5 Le Driver Set 


carrying cases. Find more on Grainger.com®. No. 1X351 ast No. 4X083 


Bearing Bushing 


Sign in to Grainger.com® to see YOUR Pricing and MORE 143 


POWER TRANSMISSION Scan. Order. Done. 
Sleeve Bearings Details on page A1. 























Inside Outside Flange Flange Mfr. Pkg. Item Inside Outside Mfr. Pkg. Item 
Dia. Dia. L Dia. Thickness Model Qty. No. Dia. Dia. L Model Qty. No. 

SAE 841 Flanged SAE 660 (Cont.) 
Flanged Hee O's’ ——o' ~—SEFO30504 3 12R645 Ae" Ve 1%" CB091114 3 137525 
Hee Ke’ ~—Se’ ~—«EFO30506 3 12R646 He" yj" 1%" CB091214 3 137532 
He ee’ Se" ~—«EFO30508 3 12R647 F5" yj" %" CB101204 3 137545 
; wy" i" Mie' ~——«EFO40604 3 12R648 A yA" 1" CB101208 3 131547 
. yy "He" —«=EFO40606 3 12R649 75" yj" 1%" CB101210 3 137549 
yy "he" Ve’ ——C*EFO40608 3 12R650 He" yj" 1%" CB101212 3 137550 
Bronze Sleeve SN AL A 
- . lh ve 8 4’ 2 16. ye 4" 2° __CB101216 3 137552 
ne As Ye’ EFO50706 3 12R653 ie" 4 2%" CB101220 3 137554 

Bearings/ Bushings ath oe Ee ts ve Sai : iene i5" yj" 3" CB101224 3 137555 
wa: . 7 16° ie a" Vee 16" 00 %e" ie 1" €B101308 3 137556 

gona si and aa a9 660: need ; %e A # rae fe EFOSD8D6 3 T2RSE 5a" T3/;6" 1%" €B101310 3 131557 

available on Grainger.com®. ronze—Machine @" rn 16. of ys" Ps 1" _CB101408 3 131565 

fom Gontinuolc: ye" He" THe He’ ~—C«EFOG0806 3 12R658 A 7 2" CB101416 3 137570 

SAE 841: ye" "THe He’ ~—S«EFOG0808 3 12R659 75" 7 2%" CB101420 3 131572 

Oil-I ted—Si cast C93200 bronze. _% 4" —%"_—e’ —e’_——SEFOGO812 3 12R660 ¥5" 7 3" CB101424 3 131573 

il-impregnated—Sintered Provide a uniform ye" "THe" e"_—S=EFOG0816 3 12R661 75" Te i" CB101508 3 131574 

bronze bearings conform 3" (ne Ye’ EF061008 3 12R662 Ye" il 1" CB101608 3 131578 

toASTM chemical and rome grace ERs bee le tn 

8" 8 : 8" 16" 8" 8" Yo" _CB101812 3 131584 
physical properties. Vacuum-  ‘hroughout the Yo" ——*Ys"_~——~EFO81006 3 12R665 ws" 12%" CB101818 3 ——*‘13T586 

: ted with SAE 30 oil bearing, free from ye Ye" EF081008 3 12R666 WZ 1" 17" CB111610 3 131607 

Impregnated wi Ol orosity and hard ye %"_EFO81010 3 12R667 v4" 7 1" CB121408 3 137611 

that provides lubricant which porosity AK VR Ye" EF081012 3 12R668 yA" 7 1" CB121410 3 137612 

‘a qietered iroumine beard particle inclusions. wT" Ye" EF081016 3 12R669 y4" 7 1" CB121412_ 3 131613 

Boa eed: a Mae PV 75.000 Yer" He" CEFO81020 3 12R670 a 7 2" CB121416 3 137615 

the shaft during rotation. en ea By AT Ye" EF081208 3 12R671 v4" He 1" CB121508 3 137618 

= Max. PV: 50.000 = Temp. range: a a Ye" EFO81210_ 3 12R672 a Me" 2" CB121516 3 137623 

» FV. OU, -40° to 500°F | an ar Ye" EF081212 3  12R673 7 1 %" CB121606 3 137629 

= Temp. range: 10° to 220°F 7 rh Ye" EFO81216 3 12R674 yA" il 7s CB121607 3 137630 

yy ww wT Ye" EF101210 3  12R675 V4" t" 1" CB121608 3 137631 

Inside Outside Mtr. Pkg. Item a a a aaa 3 12R676 bs 1" 1" CB121609 3 131632 
8 4 8 ; : ‘ 

SA i Te ENB 3 TORI i" 1" 19 CBto e123 137635 
Wg" oe" Va EPO30504. +3 ~ ~+12R701 ye 1K" CEFIO1410 3 —-12R679 yA" ik 1%" CB121614 3 131636 
Ae Yes’ —~—S—S=EPO30506 = 3_~—«'12R702 B is a bee es rate 3 i 74, ih 2 —yblclel6 _s 137638 
Ae" ie" Yo" g" " " A 5 jl ; " 
ws oo, <i —Eppanend 3 Tong ee AV Ase ENO 3 ADB a fy“ GB 51804— 34383 
yj; yh," vy," Ep040604. 3. 12R705 yy ee" 1" Oe" ——C*EF (21408 3 12R683 yA" 16" 1" CB121708 3 137645 
yj; %° 5" ——Epgdge06 3 12R706 ye OM 1 OV CEFA21412 3 ~—«12R684 v4" Th" 1" CB121808 3 137651 
yj ¥;! v" EP040608. 3 12R707 yy He Hs" 1 CEFA21512 3 12R685 yA" i 1" CB121812 3 137652 
yj; %° ¥" —Epod0610 3. 12R708 yy 1%" 1 He'_—C*EFA21610 3 12R686 v4" 1H" 2" CB121816 3 13T653 
yj; ys" 3" —Epod0612 3 42#R709 yy 1 OM 1 He’ _——C*EFA21612 3 12R687 V4" i 1%" CB122014 3 13T659 
i ye 3" EP040812 3. 12R711 " i a 1%" 16" 8" " 4" _CB141610 3 137681 
ij; ip" f' Fpodost6. 3. 12R712 YT 1 H%e'__—*EFA21624 3 12R690 7 t" 1" CB141612_ 3 13T683 
wg" 76° ¥— ~~ EP050706. 3. 12R713 wR 1% 1%" ve _*=EFA41812._—«3~—«12R691 7 T" 1%" CB141613 3 137684 
wg" Ag" Vs" EP050708. 3. 12R714 he 1ve' 1" 1%" ie" C*EFV41816 3 12R692 7 T 2" CBI41616 3 137685 
wg! 7s" Ys" ~~ EPO50710 3. ~~ 12R715 : es 4 7 i satuy. 3 ee 7 Tc 2" CBI41716 3 137690 
Ye" l/c" V4" " 4 " o : Ze : " 
us jo —Epoeovig 3 OR fate ETB 9020-3 TOROS AAV OBLATBIO 3A 
vg" yo" % EP050806. 3. 12R718 1 TV" 1h" 1" ve" EF162024_ 3: 12R696 7 i 2" CB141816 3 137701 
Fg" vA ¥" EP050808. 3 12R719 Ty" 1%" 1" 1%" He" _——*EF202416 1 12R697 73 i 1%" CB142012 3 131713 
wg" i" ¥" EP050812 3 12R720 Ty" 1%" 1%" 1%" He" ___—«EF202420 1 12R698 7 i 2%" CB142020 3 131717 
Fg" Vy f EP050816. 3.” 12R721 Te TH 1 2 Ye" _EF242824 1 12R699 7 13%" 1%" CB142212 3 131721 
Ae" Yer 1%" EP050820 3 12R722 Inside Outside Mfr. Pkg. Item i iM 1 _CB161808 3 131742 
— ee ee er | | 
8 2 8 : i 
x VA Ai EP060808 3 12R725 Ae Ae 1" CB030508 3 137437 ik is 17a" CB161814 3 131749 
x VA i EP060810 3 12R726 Ai x 1" CB040608 3 137442 tl 1% 2 CBIG1816 8 131746 
He VA Ya EP060812 3 12R727 Ya % 1%" CB040610 3 137443 ik 178" 2%e _GB161820 3 131747 
ee ee ee TT 
8° 8° 2 16" 16" 4" 44 ; 16 : 

7 Ys -%'~———S«EPOGIOIN = 3.——«12R730 Ae Ui 1%" CB050710 3 137451 i Ie T' CBI61912 3 131791 
7 Ys’ ——*EPOGIOI2 ~— 3S 12731 Ae 7" xs" CB050806 3 137452 i 1 1 _CB162008 3 131796 
7 7 1" EPO61016 3 12R732 “6 Ai i" CB050808 3 137453 il 1 Tva CBI62012 3 13T760 
Ai ye Ys _EPO81006 3 12R733 ye Ai %" — CB060804 3 131456 ik is 174" CB162014 3 137762 
Ye i Yo" EP081008 3S 12R734 7 A x" CB060806 3 137457 i im 2 __CB162016 3 131764 
A Ys -%' ~———S*EPOBI010. ~=— 3 12R735 ¥e A i" CB060808 3 137458 ik 1 2% _CB162018 3 13T765 
A Ys ' ———*EPOBI012 3S 12R736 ¥e A 1" CB060810 3 13T459 ib 1 2%" _CB162020 3 131766 
% 7 ik EP081016 3 12R737 Ay A 1%" CB060812 3 13T460 Ll VA 3 CB162024 3 131768 
A % 1%" EPO81020. 3s 12R738 ye Ae x" CB060906 3 137461 il im 3%2' _€B162028 3 131769 
A op %"_EP081208 ~~ 3S 12R739 ye Ae" 1%" CB060910 3 137463 i 1 4 __©B162032 3 131771 
Ls ys" %" ——«=EPOBI210 ~—Ss 3S 12R740 ye" 3" %s"  CB061006 3 13T464 il 4 4% _—(0B162036 3 131772 
ve yy" *EPOB1212— 312741 7 7 i" CB061008 3 137465 ik 16 Ty CBI62112 3 131773 
% 7 ik EP081216 3 ~—-12R742 A oe 1" CB061012 3 137467 i 1%6 2 CB162116 3 131774 
Ae Her Ya" —EPOOT12——— 3 12R743 Ae Ae i" CB070908 3 137468 il 148 1 _CB162208 3 131780 
ye 7 Yo" EP101208 3S 12744 Ae oe 1%" CB071012_— 3 131475 E 198 1%" _CB162210 3 131781 
a 7 Ye" EP101210 ~=— 3S 12R745 Ae oe 2" CBO71016 3 131476 V 198 2 CB162216 3 131784 
a Ys" ¥s' ——*EPI01212_—— 3 12R746 Ae yf 1v"CB071210 3 137479 i 198 3 CB162224 3 131787 
% ya T" EP101216 = 3S 12R747 a A %" _ CB081005 3 137482 ii iA Ta CBI62412 3 137792 
He Ys" 1%" EP101224_ 3 12R748 A oe ys" CB081006 3 137483 ih ibs 2 _CB162416 3 131794 
a A Yo" EP101408 3S 12R749 y, oe 1" CB081008 3 137485 ik ibe 2% _CB162420 3 137795 
a 7% ———S«EPIOI410. ~—3.—Ss 12750 %, ye 1%" CB081010 3 137486 tk 1% 3 CB162424 3 131796 
a 7 Ys ——S*EPI01412—— 312751 %, oe 1%" CB081011 3 137487 Vo il 3 __CB163224 3 137804 
%s A t" EP101416 3 ~—-12R752 A 7 1%" CB081012 3 137488 16 1%8 2 CBI/2216 1 137812 
ye 71%" EP101420. 3 12R753 A i 1¥%"CB081014 3 137489 1% 1 TA CBI82012 131817 
7 7 %"_EP121408 3S 12RR754 Ai ye 2" CB081016 3 137490 1% 1 17a" CB182014 131818 
7 EP (214123 12R755 A i 2Vs" CB081018 3 137491 1% ie 2 __CB182016 1 131819 
7 He Ya" EP (215123 12R756 A He" x" CB081106 3 13T492 1¥8 1%6 2’2' _0B182120 137821 
yh 1" %"_EP121608 ~~ 3S 12R757 Ai THe" 2" CBO81116 3 131497 1% 198 VY CB182208 131822 
7 ib Ye EP121610 3 12R758 Ai THe" 2%" CB081120 3 137499 1% 178 1% CB182210 131823 
yp t" yy" _*EP121612, 3S 12R759 Ai 7 ys" CB081206 3 137501 1% 148 Tv’ CBI82212 137824 
7 t" T" EP121616 3 12R760 Ai ya 1" CB081208 3 137502 1¥8' 148 2 CB182216 137826 
va 1 1%" EP121620. 3 12R761 Ai ya 1%" CB081210 3 137503 1¥8 178 2%2 CB182220 137828 
Va 1" 1%" EP121624. 3 12R762 Ai ya 1%" CB081212 3 137504 1% 1/6 Ta CBI82312 131833 
7 Ty" " —EP141812,— 3 12R763 Ai ya 1%" CB081214 3 137505 1% ibs Tv! CBI82412 131837 
7 Tw T" EP141816 3 12R764 Ai ya 2" CB081216 3 137506 1% Ve 2 CB182416 131838 
1" Tw T" EP161816 3 12R765 Ai 7 2%" CB081220 3 137508 1¥8 Ve 3 0B182424 137840 
ib Tv" %" *EP162008 = 3S: 12R766 Ai ya 2%" CB081222 3 13T509 1% ibe 4’ __CB182432 137842 
1" TV" %" —EP162012—— 3 12R767 Ai TH6" 1" CB081308 3 137510 1% 178 Ty" CB182614 137843 
1" wT" EP162016 3 12R768 Ai TH6" 1%" CB081312 3 13511 ive 198 2 CB182616 137844 
1 1" 1%" EP162020. 3 12R769 A A i" CB081408 3 131513 1X6 1% 1a CB192214 131893 
1 TV" 1%" EP162024- 3 12R770 Ai 7 2" CB081416 3 131517 Ihe 198" 2 0B192216 137894 
es L ye ki aoe 6 1 12R771 Ai il i" CB081608 3 131518 1/6 1% 2% CB192220 131859 
q 0" ry 20. 1  12R772 Ai i 1" CB081612_ 3 137519 
119" 1" EP249824 1 12R773 Ke Ve" 1%" CBOVITI2 313524 | CONTINUED | } 
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Find the y&. Find Solutions. Find Great Prices. Sleeve Bearings 
«EI 5 
Bronze Sleeve Bearings/Bushings Lie 
Inside Outside Mfr. Pkg. Item Inside Outside Mfr. Pkg. Item Inside Outside Mfr. Pkg. Item 
Dia. Dia. L Model Qty. No. Dia. Dia. L Model Qty. No. Dia. Dia. L Model Qty. No. 

SAE 660 (Cont.) i SAE 660 (Cont.) ' SAE 660 (Cont.) : 
1/6 1/6 1%" _€B192310 1 137856 196" 1%" 194" CB222414 1 137952 TY" 1% 2" _CB243016 1 13U024 
16 1/6 3° CB192324 1 137860 196" 1%" 2%" CB222420 1 137954 1V%" 2" 2° _CB243216 1 13U033 
16 1%e' 2° _CB192716 1 131872 15" 1% 1%" —CB222610 1 137955 TY" " 3° CB243224 1 13U035 
1%" 1/6 2° _CB202316 1 137876 156" 19%" 1%" CB222612 1 137956 1%" 1%" 2%" C€B263018 1 13U051 
1%" 1/6 3° CB202324 1 131878 156" 1% 2° _ CB222616 1 131957 1%" 2 134" CB263214 1 13U054 
1%" 1%" 1" CB202408 1 137879 156" 19%" 3° CB222624 1 137958 134" 2" 1%" CB283212 1 12D340 
1%" 1%" 1%" _CB202409 1 137880 156" 15/4" 2° _ CB222816 1 131964 134" Zz 2° _ CB283216 1 12D341 
1%" 1%" 1%" —CB202410 1 137881 15" 15/4 3° CB222824 1 131967 134" 2 2% C€B283218 1 12D342 
1%" TY" 1%" —CB202411 1 137882 19" 15/4" 4" CB222832 1 13T969 134" 2 3° CB283224 1 12D344 
1%" 1%" 1%" —CB202412 1 137883 1/6 19%" 134" CB232614 1 131977 134" 24" 2% _C€B283420 1 12D349 
1%" TY" 134" CB202414 1 137885 1/6 19%" 3° CB232624 1 137979 134" 24" 3° CB283624 1 12D360 
1Y%' 1%" 2° _ CB202416 1 137886 1/6 15/4" 2%"  C€B232818 1 137985 1%" 24" 2%" _C€B303420 1 12D373 
1%" 1%" 2%" _CB202422 1 137889 1/6 15/4 3° CB232824 1 137986 2 24" 2° _ CB323616 1 12D403 
1% 1%" 3° CB202424 1 137890 1/6 19/4" 4" €B232832 1 131987 2" 2\A" 2° _ CB324016 1 12D416 
1Y%" 1%" AY" CB202436 1 137895 1/6 14% 3° CB233024 1 137994 Zz 2%" 2%" _C€B324020 1 12D417 
1% 1%" 9° CB202440 1 137896 1/6 1'%e' 3° CB233124 1 137999 a 2 3° CB3824024 1 12D418 
1%" 1%6° 2° _ CB202516 1 137898 1/6 2 4" €B233232 1 13U006 2 21" 9° _ CB324040 1 12D422 
1% 15%" 1%" CB202614 1 137904 1 19%" 2" _ CB242616 1 13U007 2/6. 2°" 5" _CB354240 1 12D434 
14%" 19" 2' _ CB202616 1 137905 1%" 1%e' 2%" CB242722 1 13U008 24" 24" 3° CB364024 1 12D443 
1%" 19%" 2%" _CB202620 1 131906 1Y2" 15/4" 1" CB242808 1 13U009 2/6. 2'"6- 5° CB394740 1 12D471 
1%" 19%" 3%" _CB202628 1 137909 1%" 15/4" 1%" —CB242810 1 13U010 2/6. ch 3% _CB394830 1 12D473 
1%" 19/4" 1%" _CB202810 1 131917 1%" 154" 1%" CB242812 1 13U011 2" 2/4" 3° CB404424 1 12D476 
1%" 15/4" 134" CB202814 1 137918 1¥" 15/4" 2° _CB242816 1 13U013 2" o 3° CB404824 1 12D481 
1%" 15/4" 3° CB202824 1 137923 1%" 154" 3° CB242824 1 13U016 3 3" 9" CB485672 1 11Y938 
1/6 1%" 134" CB212414 1 137935 1%" 1%' 1%" CB243012 1 13U023 4" Ay," 4" CB647232 1 11Y961 






No. 45ZM98 





No. 4TDJ6 





No. 6PFH7 
RESSEY 
Induction Bearing Heaters No. 45ZM99 


= 60 Hz 


Can be used on bearings, sprockets, gears, couplings, and sleeves. Raising blocks lift bearing heater crossbar to accommodate larger diameter bearings. 
Nos. 45ZM98, 45ZM99, and 45ZN01 include heat protective gloves rated to 300°F. 


Bearing Max. Bearing Max. Crossbars Mfr. Item 
Voltage Amps OD Width Temp. Included Model No. 
Bearing Heaters 
120 17 11" 4" 200°F Ya" 2" SC 110V 4TDJ6 
240 30 22" 72" 200 F 14%", 3" BC 220V 41DJ7 
240 30 22' 11%" 200°F 14%", 3" BCS 220V 39F028 
480 20 22' 1" 200°F APES BC 440V 4TDJ8 
480 20 22" 1142" 200°F 1%", 3" BCS 440V 39F029 
Bearing Heater with Temperature Probe, Preset Temperature/Time Digital Display, and Auto Shut-Off 
" 4" 200°F V4", 2" $C110D 6PFH7 
Portable Bearing Heaters with Magnetic Probe and Temperature/Time Control Digital Display 
120 15 40mm 4%", 120mm 302°F Ya", Ye", V2", Ys", 198" PV2412 45ZM98 
120 15 380mm 9%", 135mm 464°F Ya", Ye", V2", Ya", 198" PVH3813 45ZM99 
Bearing Heater with Swivel Arm, Magnetic Probe, and Temperature/Time Control Digital Display 
120 15 520mm 9", 230mm 464°F Yo" 1%", 258" SVH5223 45ZN01 
Mfr. Pkg. Item 
Description For Use With W H Model Qty. No. 
Optional Bearing Heater Raising Blocks 
Increases Bearing Max. OD to 14° SC Model Bearing Heaters 248° 298. SCRB 2 4TDJ9 
Increases Bearing Max. OD to 32" BC & BCS Model Bearing Heaters 38" a. BCRB 2 4TDK1 


Cone Bearing Heaters 
= 120V, 60/50 Hz BESSEY! 


= GA, 725W ——= 
= Max. temp.: 248°F 

= cCSAus and CE Certified 

Use heaters on bearings, sprockets, gears, couplings, and sleeves. Include heat 
protective gloves rated to 300°F. 






No. 
52HZ27 


Bearing Bearing Dim. Mfr. Item 

ID Range Max. Weight W H Model No. 
Includes: Heat Sensitive Marking Crayon 

¥e to 84" 15.43 Ib. 84" gy," GCS-NCB 52HZ27 
Includes: Temperature Control Box 

¥e to 84" 15.43 Ib. 8%" gy," GCS-CB 52HZ28 
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Scan. Order. Done. 
Details on page A1. 


POWER TRANSMISSION 
Linear Actuators 








No. 5FTD8 




















~ Duff-Norton 
Compact Linear | 
Actuators q 








Totally 






Enclosed = Die-cast aluminum housing 
Nonventilated = Aluminum inner and outer t ; : 
sia uminu er and outer tubes; —_ only. Battery backup. 6-ft. AC cable. 





inner tube is keyed and polished 
= Limit switches: nonadjustable 
= Duty cycle: 20% 


Use No. 5FTJ5 to connect actuator 
to controller/power supply. Actuator 
movement is not synchronized. If using 


— = Self-locking Acme screw gear drive multiple actuators on 1 controller, load 
= Clevis mount must not exceed capacity of a single 
= IP66 sealing protection actuator. 

Internal limit switches are factory- HANDSET 


preset. Actuators are CE Compliant. 


Features 2 buttons with up/down 






Totally 












Enclosed CONTROLLER/POWER SUPPLY arrows and snap-on hook. For use with 
‘ ie ae Use for AC applications. Features Controller/Power Supply No. 5FTJ2 only. 
ie = 120VAC input and 3 x 24VDC outputs. 5-ft. cable. 
i Speed 
D ay’ ton TEFC Rated Stroke @ Rated FullLoad Retracted Mfr. Item 
Ve Length Load Amps Length Model No. 
j Do: 78 in./min. 25 6" LT25-1-50 _ 5FTD3 
General Purpose Linear Actuators ee — ee 
= Linear motion: 10" to 12"; can be applications. For additional stroke 57 Ib. nee B nem. 2 i et ped aah 
aps “ee . 32 In./min. : ia la 
modified to shorter stroke lengths modification, remove outer and trans- 91% 6" 8 in /min 5 1 [T95-4-050 BETD7 
» 115VAC, 60 Hz PSC motor lator tubes and replace with included 1176" 78 in./min. 25 16" T25-1-300  5FTD8 
= Automatic thermal protection driver nut. Single-lead, rolled-thread i ie nme: 32 2 iz ae pane 
a ; At ses . in./min. -1- 
= Limit switches: adjustable lifting screw for long life and smooth ra 30 in /min. 35 gi (7100-1100 SETEA 
= Duty cycle: 25%, 1 min. operation. Built-in worm gear is set 112 Ib. 5 29/0" 30 in./min. 3.5 10" [T100-1-150 _ 5FTE2 
On/3 min. Off max. for quiet gear reduction. Outer tube Tr 30 in./min. 3.9 12 LT 100-1-200_SFTES 
= Single right-hand Acme screw ee a and nut from dust ane ee pe eae 
gle rig p u USL. 111%6" 30 in./min. 3.5 16" _LT100-1-300 _5FTE5 
Adjustable internal limit switches Includes capacitor. UL Recognized z 12 in./min. 3.5 6" [T225-1-50 ——‘ SFTE6 
nie F37403) and CSA Certified. 4" 12 in./min. 3.5 8" LT225-1-100 _5FTE7 
provide control in positioning eo ree ania eamnie) 908 fp, oa 12 in./min. 3.5 10" _L1225-1-150 _SFTE8 
No. A B Cc D E G H J L M N 9156" 12 in./min. od 14" LT225-1-250 oFTFO 
IXFYT) 5.43" 0.382/0.376" 1.66" 1.30" 75108" 18.92" 18.63" 4.63" 20° 32" 11%" 12 in./min. 3.5 16" _-L1225-1-300 _5FTF1 
TXFXQ/ 5.43" 0.382/0.376" 1.66" 1.38" 75108" 18.92" 18.63" 4.63" 20° 32" 4" 24VDC 
1XP7/ 3.94" 0.38010.376" 1.681.387 t0 6” 18.94" 10.38" 4.47" 20/5" 3975" 7 30 in in 9100-950 B TE 
; i : : ‘ 0 F ‘i : 2 2 2 “a j j M <= 
1XFX6| 3.94" 0.505/0.500" 2.5" 2” 1to5" 19" 19.20" 5.30" 20%" 3010" _%" s ee 5° Tg gg ETE 
Speed 29a" i oe 
Rated Stroke @ Rated Full Load Item vel oe 0 nem. 5; i it ah o-pen as 
Load Length Load Amps AE 915g! 30 in./min. D 14° L1100-2-250  5FTF7 
Totally Enclosed Nonventilated TAL 50 te 5 1a7 1100-300 ETFS 
19.4 in./min. 14 1XFY1 iu: nem. —— aa 
400 Ib. 12 8.4 in./min. 1.4 1XFX9 Hieseslaiion Model Na 
Totally Enclosed Fan-Cooled Accessories 
1000 Ib. 12 8.9 in./min. 1.8 IXFX8 Controller/Power Supply LC2B-223112 5FTJ2 
1000 Ib. 12" 20 in./min. 4.2 1XFX7 39" Extension Cable with DIN Plug PREG 5FTJ5 
1300 Ib. 10" 8.9 in./min. 42 1XFX6 Handset CH1-111-1016 5FTJ3 
Linear Actuators = Aluminum alloy housing Warner: 
Speed 12VDC 24VDC = Totally enclosed Linear 
Rated Stroke @Rated Retracted| FullLoad litem FullLoad = Item nonventilated motor 
ik jeu Load Length Amps No. Amps No. w 25% duty cycle 
2” 7 in/min. 6V# 45 186681 = —— ® Clevis mount . 
100 Ib 2" 30in/min. 6% — — —| 23 18G684 == 115VAC are UL Recognized 
K2Series | _M-Track Series 0 oe ae 2 eee 3 eee M-Track 1 Series—Compact, self-contained 
Speed 12VDC ~ 94VDC 115VAC design is excellent for use in small spaces. 
Rated Stroke @Rated | Retracted FullLoad Item Retracted FullLoad Item Retracted FullLoad Item Typical uses include throttle control, air vent 
era Load Length Amps No. Length Amps No. Length Amps No. opening, remote window/mirror positioning, and 
4" 60in/min.| 10%" 25 _—«18G641 10V4" 13 -18G651 15" 5 18G661 gate opening. 
600 Ib. 8°60 invmin: | tava" 25 418643 | 14" 13180689 | 19" s-tecen3 = MAX ambient temp.: 150°F 
P In./min. 4 4 imi H 7 i 
12" 60inJ/min.| 187% 25 186644 180 13 18G654 23) 5 1ec6e4  _™ Limit switch: nonadjustable 
18° 60in./min.| 247%" 25 18G645 24; 13 18G655 29" 5 _18G665 = CE compliant 
6° —30inimin| 127-28 486647 12%" 13486687 17" s-tg067 2 Serles—Hybrid nut and screw design 
1200 Ib._8" 30 in/min.| __14¥' 25. 180648. 14/4" 13 18G658 19° 5 1ecess _ ‘“equires no brake. Intended for severe applica- 
12" 30 in/min. | 18/4" 25 —-18G649 18%" 13: 18G659 23" 5 18G669 _ tions such as fertilizer gate control, mower 
4° 54 inJ/min.| 12" 25. 18G750 12 13 18G760 15" 5 18G770  @ Max. ambient temp.: 140°F 
6" 54 in/min. | 14" 25 18751 14° 13186761 17° 5186771 __— = Load-limiting clutch: nonadjustable 
cee Ba nmin | 20" 2841878320" 48G763 238486773 _K2X Series—Ball screw with load control wrap 
18° 54in/min.| 26" 25. 18G754 26" 13. 18G764 29" 5 _18G774 __ Spring brake. Excellent for severe, high-load 
Oe 7 2 be A Q eee 2 2 be applications such as commercial mower decks, 
In./min. : : 
2200 Ib. 8° 30in/min.| 16 25 18G757 16 13 186767 19 5 tea777___SPFay booms, and construction equipment. 
12° 30in/min.| 20° 25. 18G758 20' 13 18G768 BB) 5 18G778 += Max. ambient temp.: 140°F 
18" 30 in./min. 26" 25 18G759 26" 13 18G769 29" 5 18G779 = Load-limiting clutch: nonadjustable 
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GRAINGER CHOICE’ POWER TRANSMISSION 
Find the wy. Find Solutions. Find Great Prices. Linear Actuators 





D | DuffNorton 


Industrial-Duty 
Linear Actuators 


= Higher speeds and duty cycles 
» Aluminum housing ; 

= Can replace pneumatic and hydraulic cylinders I sega 
= Limit switches and clutch: adjustable - B. Gear Driven 
= Double male clevis mount No. 5ZC29 


Dependable systems are designed to handle the rated 
load in tension and compression applications. Fast 
installation. Belt-driven models have a stainless steel 
translating tube. Gear-driven actuators have a zinc- 
plated translating tube. 12VDC models have permanent 
magnet motors. 115VAC thermally protected actuators C. Gear Driven 
have 60-Hz permanent split capacitor motors. UL and No. 5ZC41 
C-UL Listed, and CSA Certified. 









RETRACTED DIMENSION 





Speed Dimensions 
Rated Stroke @ Rated Duty Full Load Retracted Mfr. Item 
Key Load Length Load Cycle* Voltage Amps Length B C D E F G Model No. 

Double Clevis Mount, Belt Driven with 2 External Adjustable Reed Limit Switches 

A 00 Ib. 4" 42in/min. 25% 12VDC 7 8/4" 1" 210 ig 1.08" 0.63" 3.20. TMDO01-1906-4 52045 

A 100 Ib. 8" 42 in/min. 25% 12VDC 7 1234" cl 210 20 1.08" 0.63" D20. TMDO01-1906-8  52ZC46 

A 100 Ib. 12" 42 in/min. 25% 12VDC 7 1634" ily 219 Vy 1.08" 0.63" Wil TMD01-1906-12 52044 

A 250 Ib. 4" 24 in./min. 25% 12VDC 7 Q" 1.8" 2.88 20 1.59" 0.75" 6.06" TMD02-1906-4 52ZC48 

A 250 Ib. 8 24 in./min. 25% 12VDC 7 Ky ieey 2.88° iy 1.59" 0.15. 6.06° TMD02-1906-8  5ZC49 

A 250 Ib. 12. 24 in/min. 25% 12VDC 7 Ly 1.8" 2.88 20 1.59" Ufo: 6.06" TMD02-1906-12 52ZC47 
Double Clevis Mount, Gear Driven with Adjustable Travel/Load Limiting Friction-Disc Clutch 

B 500 Ib. 6" 42in/min. 18% 12VDC 11 14 1.38" 7.69" 0.51" 132 0.75" cPy es MPD6405-6 57034 

B 500 Ib. irs 42 in/min. 18% 12VDC 11 201" 1.38" 7.69" 0.51" 1.32" 0.75" 320 MPD6405-12 52032 

B 500 Ib. 18" 42 in/min. 18% 12VDC 11 264" lac 7.69" 0.51" ioe 0.75" S26. MPD6405-18 52033 
Double Clevis Mount, Gear Driven with 2 Internal Adjustable Limit Switches 

B 500 Ib. 6" 35 in./min. 28% 115VAC 2.2 144" 1.75" 8.19" 0.51" wea 0.75" 5.69" GMPB6905-6 52031 

B 500 Ib. 12 35 in./min. 28% 115VAC 2.2 20%" (Peg 8.19" U1. Lhe 0.75" 5.69" GMPB6905-12 52029 

B 500 Ib. 18" 35 in./min. 28% 115VAC 2.2 264" 1.7/5" 8.19" 0.51" TfZ. 0.75" 5.69" GMPB6905-18 5ZC30 

GC 1500 Ib. 6 50 in/min. 17% 115VAC 6.5 20" 212. wi res 23 ily wey SPA6415-6 52043 

C 1500 Ib. iz: 50in/min. 17% 115VAC 6.5 26° Ale D.f0. iy 233 lg wey SPA6415-12 52041 

C 1500 Ib. 18" 50in/min. 17% 115VAC 6.5 2 212 wes rig 2.3. 1" Ewe SPA6415-18 52042 


* Duty cycle is based on 75°F ambient temperature. To prevent motor overheating, the actual operating time should be equally spaced throughout any period of elapsed time. 











BP DufFf-Norton 
Commercial-Duty Get More Online 
Linear Actuators A. Male For our full selection of 


Clevis Machine Screw Actuators 


= Lower duty cycles No. 1DAV6 go to Grainger.com®. 


= Die-cast aluminum housing 

= Can replace pneumatic and 
hydraulic cylinders 

= Limit switches: adjustable 


Clevis-mount models have nonventilated 










enclosures. They feature a cross hole in B. Female iy alia 
the extension tube to speed installation. Clevis No. 1DAW8 


AC models have totally enclosed, perma- No. 1DAW6 
nent split capacitor motors with auto 
thermal protection and onboard capacitor; 
UL Listed. DC models have perma- 

nent magnet motors without thermal 


protection. 
No. 2DGF8 motor is totally enclosed 


RETRACTED DIMENSION 


D. Pipe and 





nonventilated. The actuator installs easily Segall 
with pipe mount on the housing and a - 
spherical rod end on the extension tube. 
Speed Dimensions 
Rated Stroke @ Rated Duty Full Load Retracted Mfr. Item 
Key Load Length Load Cycle* Voltage Amps Length B C D E F G Model No. 
Male Clevis Mount, Gear Driven 
A 50 Ib. 4" 16in./min. 17% 115VAC 1.4 11" 1.46" 4,54" 0.39" Lie 0.79" 6.72" LS25-1B5TN-04 1DAV6 
A 450 Ib. 8" 16in./min. 17% 115VAC 1.4 15 1.46" 4.54" 0.39" ieee 0.79" 6.72" LS25-1B5TN-08  1DAV7 
A 450 Ib. 12° 16in./min. 17% 115VAC 1.4 19/7," 1.46" 4,54" 0.39" 1.77' 0.79" 6.72" LS25-1B5TN-12  1DAV8 
A 560 Ib. 4" 13in/min. 17% 115VAC 1.4 11" 1.46" 4,54" 0.39" iPvs 0.79" 6.72" LS26-1B5TN-04  1DAV9 
A 560 Ib. 8" 13in/min. 17% 115VAC 1.4 15y;" 1.46" 4,54" 0.39" 1.77" 0.79" 6.72" LS26-1B5TN-08  1DAW1 
A 560 Ib. 12' 13in/min. 17% 115VAC 1.4 19/4," 1.46" 4,54" 0.39" Lit 0.79" 6.72" LS26-1B5TN-12 1DAW2 
A 675 lb. 4" 9 in./min. 17% 115VAC 1.4 11" 1.46" 4,54" 0.39" iva 0.79" 6.72" LS28-1B5TN-04 1DAW3 
A 675 lb. 8" 9 in./min. 17% 115VAC 1.4 15/2" 1.46" 4.54" 0.39" iis 0.79" 6.72" LS28-1B5TN-08  1DAW4 
A 675 lb. 12; 9 in./min. 17% 115VAC 1.4 19/4" 1.46" 4,54" 0.39" Le 0.79" 6.72' LS28-1B5TN-12  1DAW5 
Female Clevis Mount, Gear Driven 
B 675 lb. 12 13in./min. 17% 12VDC 10 19/7," 1.46" 4,54" 0.39" 1.67" (wey 7.04" LS35-3B4TN-12 1DAW6 
B 675 lb. 24" 13in/min. 17% 12VDC 10 31%" 1.46" 4,54" 0.39" 1.67" 1.43 7.04" LS35-3B4TN-24 1DAW7 
C 675 lb. 12' 16in/min. 17% 115VAC 1.6 19/7," 1.46" 4.54" 0.39" Lee (Wey 6.72" LS35-1B4TN-12  1DAW8 
C 675 lb. 24" 16in./min. 17% 115VAC 1.6 31 1.46" 4.54" 0.39" Lif We 6.72" LS35-1B4TN-24  1DAW9 
Pipe and Rod End Mount, Gear Driven 
D 660 Ib. 24" 9 in./min. 17% 115VAC 1.4 3874" 1.46" 4.54" 0.512" L.6/° 1.43" fe LS48-S001 2DGF8 


* Duty cycle is based on 75°F ambient temperature. To prevent motor overheating, the actual operating time should be equally spaced throughout any period of elapsed time. 
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* . 
Daytonvieeo 
VIBRATORS 


Electric Vibrators 


Dayton®—Quiet-operating units have a 





SPRT Series 













Dayton No. 4HR16G pressurized aluminum housing and feature 
No. 1DYN1 prelubricated bearings; oversize vacuum- 
impregnated windings that withstand vibration 
; and high centrifugal force; and steel end caps. 
2P Series nae crada Use in bins, chutes, hoppers, screens, feeders, 
never eae . . " compaction tables, and concrete pumping. CE 
Force Voltage Overall Dim. Bin Wt. Mfr. Item Certified 
Rating VAC Phase Amps Speed dBA | LW Cap. Model No. ertinled. 
Dayton Micro with TENV Motor : ; 
20 Ib. 115VAC i 08  3600vpm 76 | 5% 3% 3° | 1321b.  1DYN5 {DYN5 Dayton Micro models are compact for use in 
64 Ib. 115VAC 1 0.8 3600vpm 76 | 5%" 4%" 3° | 704\b. 1DYNG6 1DYN6 small spaces. 
5 a pan way ee 1 0.5 3600 vpm 60 6%" 4%6 3%" | 1433 Ib. 23Y181 23Y181 = Force adjustable with eccentric weights 
ayton wi otor : ; 
a 115VAC 1 1.03 3600vpm 76 | 8% 5% 5%" | 1300lb.  1DYNI1 1DYN1 (except No. 1DYNS is not adjustable) 
230/460VAC 3 0.36/0.18 3600vpm 76 | 84° 5% 5% | 1300Ib. 1DYL3 1DYL3 = Continuous duty at 100% output force 
115VAC 1 12 3600 vpm 76 | 8%" 5% 5%" | 2430 Ib. 1DYN2 1DYN2 . ; 
209 lb. —930/460VAC 3 0.36/0.18 3600 vpm 76 | 8% 5% 5%" | 2430Ib.  1DYL4._1DYLA VIBCO® 2P and 4P Series—High-heat- 
An 115VAC 1 262  3600vpm 76 | 9%: 5% 6%" | 4170\b. 1DYN3 1DYN3 resistant winding and oversize bearings 
—TavAC 8.48 360m 78108 FL 70 iowa ava —— CIP Improve safety and extend service Ite, 
[AC | 43 vpm ; g" : ’ 
“2 lb. —930/460VAC.-30.900.45 3600 vpm 76 ~| 10° 6% 7 | 71201b. 1DYL6~-1DYL6 Terminal box offers easy connection and 
1177 1b. 230/460VAC_ 3 ~—*1.94/0.97 3600 vpm 76 | 13% 6%" 8" |11,770Ib.  1DYL7 1DYL7 change of voltage. Meet ASTM and ASME 
1766 |b. 230/460VAC 3  3.00/1.50 3600vpm 76 | 12%" 9% 8%" | 17,640 Ib. 1DYL8 1DYL8 standards. CE Certified. 
2233 Ib.  230/460VAC 3 3.90/1.95 3600vpm 76 | 15%" 8% 8% |22,330lb.  1DYL9 1DYL9 . . 
VIBCO 2P & 4P Series with TENV Motor 2P models are designed for use on bins 
90 to 100 Ib. Hae 2 vpm oS ae 2. 2 oa ier ois containing fine to granular materials, to pack 
vpm 16" 8" : -100- 
100 to 175 lb. ——qenvae 3 07 3600 vom 63 BY" 41H" S| 1500 Ib. 2P-100-3-460V 4HR29 coarse materials, and to consolidate concrete. 
180 to 250 lb. —panjag0uAe 3 06/0.33600 vpm-—63 1094" 478" BV" 3000. 2P-150-3—eLrap 1° Models are designed for bins containing 
. F 4 8 4 . = = . , . 
8010 400 b 1 13/230VAC_1 3.0/1.5 3600 vpm __62_| 1114" 5%’ 6%" | 4500Ib. 2P-200-1 _—_—6LTA1 lumpy or sticky materials, to pack light fluffy 
230/460VAC_ 3 —-*'1.0/0.5  3600vpm 62 | 11%" 5% 6%" | 4500lb. | 2P-200-3 —~GL742 materials, and for typical screen vibrator uses. 
1100lb. _ —Ba0rA60VAC 312/08 3600 wpm 64 [12548 78” 000. 2P-450.3——eLtaa——"__Llustabe eccentrics for 
.  230/460VAC 3 2/0. vpm s' 6% 7H" -450- 744 
100 to 115/230VAC. 1 + 8.0/4.0 3600vpm 70 |15% 7%" 8%" |17,000lb.  2P-800-1 4HR46 rhe pe 
1750 lb. — 230/460VAC_ —-3-—Ss 2.0/1.0 3600vpm 70 | 14% 7%" 8%" |17,000Ib.  2P-800-3 4HR47 = Lontinuous uty motor 
50to 200 lb. 230/460VAC 3 1.0/0.5 1800vpm 60 |11%" 5%" 6%" | 3000lb.  4P-350-3 4HR70 = Oversize electric motor for higher 
400 to 500 Ib 115/230VAC 1 6.0/3.0 1800 vpm 63 | 13%" 6%" 7%" | 7000 Ib. 4P-700-1 4HR77 safety factor (watts/Ib. impact) 
“930/460VAC 3 (1.2/0.6 1800vpm 63 |13% 6%" 7%" | 7000Ib.  4P-700-3 6L745 
250 to 800 lb. 230/460VAC 3 1.2/0.6 1800vpm 63 | 15%" 6%" 7%" |10,000lb. 4P-1000-3 4HR60 VIBCO Small-impact Line—Designed to 
VIBCO SPR Small-Impact Line with Open Motor 
sis 115VAC 1 0.4 1600vpm 60 | 5" 5° 3%") 150lb. SPR-20 4HR12 ain small Hloete easels Hee tables 
115VAC 1 0.7/3.2  3200vpm_ ~=—-60—| «SY ~—SOS* 84" | 2001. SPR-21 6L727 and Thing macnines where a sma snake Is 
VIBCO SPR Small-Impact Line with TEFC Motor needed. Compact, noiseless vibrators help 
25 Ib. ee sha 1500 vpm =e f 5 ra | 2 be: oe wae provide controlled flow of all materials, includ- 
27/0. vpm 4 - ae | igs 
on 115VAC. 1 ~-1.27/0.64  3200vpm. 60. 7 ~~ 6 4¥%s' | 600lb.  SPR-GOHD  4HR13 ing fine powders, flakes, pills, bottle caps, and 
Dib T15VAC 1 1.36/0.64 3200vpm 60. 7 6 4% | 800Ib.  SPR-80  6L730 jars. Meet ASTM and ASME standards. 
115VAC 1 1.36/0.64 3200vpm 60 | 7 6 4%" | 800lb.  SPR-80HD  4HR14 
VIBCO SPRT Small-Impact Line with TENV Motor Heavy-duty Nos. 4HR13, 4HR14, 4HR16, and 
20 |b. 115VAC 1 0.6/0.24  =3200vpm__—60 5" 5" 3%" | 200 Ib. SPRIT-21 4HR15 4HR17 have oversize bearing, and the end bell 
ou — Te TEED 0h —e tne 08 eet — ang — Sto or x-ong 
6/0. vpm i 4 ; - . 
sik T15VAC 1 0.6/0.24 3200vpm 60 | 5% 6 4% | 800lb.  SPRI-80  GL732 = Speed and force can be adjusted 
ees 115VAC 1 0.6/0.24 3200vpm_~=—s 60) 5%" = 6" 4%" | 800lb.  SPRT-80HD —_4HR17 with rheostats or speed adjusters 
VIBCO SPWT Small-Impact Line with Watertight, TENV Motor = Nos. 4HR18, 4HR19, and 6L733 have 
20 Ib. 115VAC 1  0.7/0.32 3200vpm 60 | 5%" 5%" 6%" | 200lb.  SPWT-21 4HR18 _ “fi 
60 Ib. 115VAC-1~~0.7/0.32 3200 vpm—-60.| «5% 5% 6%" | GOO lb. -SPWT-60-GL733 a oad oe he eralulgy motor 
80 Ib. 115VAC 1  0.7/0.32 3200vpm 60 | 5% 5%" 6%" | 800Ib. SPWT-80 4HR19 with convenien plugin 
MEE) 


VIBRATORS 





Electric Vibrators with 
Adjustable Speed and Force 


= Continuous duty 950 to 2500 vpm 

= Intermittent duty 2500 to 4000 vpm 

= 1 phase 

Heavy-duty vibrators’ easy speed/impact dial control helps keep even hard- 
to-move materials in motion. The 115V plug fits standard outlets; with the 
TENV housing, these vibrators are great for outdoor and indoor use. 





Force Overall Dim. Bin Wt. Mfr. Item 
_Rating Amps dBA L W Cap. Model No. 
No. 6L736 100 Ib. i 68 634" 6" 4%" | 1000 Ib. SCR-100 6L734 
200 Ib. 2.60 70 8%e 4%" 4" | 2000 Ib. SCR-200 _6L735 
500 Ib. 3.0 70_| 13%6' 5%" 6%" | 5000 Ib. SCR-500 _6L736 
1000 lb. 6.50 12 14%" 6%" 7%" | 10,000lb. SCR-1000  6L/37 
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GRAINGER CHOICE® POWER TRANSMISSION 
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MILEEO) 


VMIBRATORS 


12VDC Vibrators ‘a 


Battery-operated units are great for mobile applications. They 
are totally enclosed, watertight, and weather-resistant for use 
on farm equipment, heavy dump trucks, tailgate spreaders and salters, concrete pumps, and 
screens. Also for cleaning and to aid the flow of material from bins and chutes. Big Bertha™ 
standard dump truck vibrator No. 6L765 comes with a wiring and mounting kit. 








Force Overall Dim. Bin Wt. Mfr. Item 

Rating Amps Speed dBA L W H Cap. Model No. 
Dayton® Continuous Duty 

110 Ib. 6.60 3000 vpm 76 BY oY" 5%" 1100 lb. 1DYN7 1DYN7 

437 |b. 13.30 3000 vpm 76 876" 6%" 5" 4370 lb. 1DYN8  1DYN8 
VIBCO® DC Series Continuous Duty 

100 Ib. 12/6 4000 vpm 72 674 6" AV\6" 1000 lb. DC-100  4HP5/ 

300 Ib. 14/7 4000 vpm 73 878" AV\6" AY," 2000 lb. DC-200  6L/69 

390 Ib. 16/8 4000 vpm 74 g" A4Vi6 AYA 3000 lb. DC-300 4HP59 

400 Ib. 22/11 7000 vpm 15 A Ai, A 6" 4000 lb. DC-450T  6L768 
VIBCO® DC Series Intermittent Duty 

700 Ib. 20/13 6000 vpm ie TY" 5%" o%6. 7000 lb. DC-700  4HP60 ~* 

1000 !b. = 32/16 ~=— 5000 vpm 82 11%" 5%" 6%" _|10,000 lb. DC-1600 6L/66 ~* 
3000 lb. 105/75 4000 vpm 70 11%!" 10%" 9%6 39,000 lb. DC-3500  6L/765 f{ 





* Duty based on 30 min./hr. ¢ Duty based on 15 sec./min. 











No. 
488H55 


Pneumatic 
No. 4HP68 





wy CO. 
Division of Badger Meter 


Internal Concrete Vibrators 
# 115VAC, 15A, 3 HP 


= UL Listed 
Motors can drive any head and shaft combination, for a convenient, consolidated 


solution. Square-head technology provides consistent, outstanding finishes with 





Electric 
No. 4HP70 








easy-to-use operation. Rugged, highly durable construction. Internal 
Force Head = Shaft =‘ Max. Cubic Mfr. Item Concrete | = 
Rating Speed Size Length Yd. per Hr. Model No. Vib t . 
Electric Vibrators =. 
inet 7 ft. W995G1T-100-7  488H55 I ra ors . . ww . 
300 Ib 1" 10 ft. 7 W995G1T-100-10  488H56 Pneumatic—Low-maintenance vibrators offer high force performance with low 
14 ft. W995G1T-100-14  488H57 
ir consumption and only 1 moving part. Each incl 10-ft. hose. 
+ W995G77-138:74BBHES air consumption and only 1 moving part. Each includes 10 ose 
1% 5 : tt 12 een aed pei Electric—Portable, lightweight, and easy-to-carry machines come with a 
100to 10,500 -138- 
1100lb. vom a7 WOOSG1T175.7  288HO1 shoulder pack for extra convenience. 
194! 10 ft. 16 W995G1T-175-10  488H62 = 11,000vpm . 
14 ft. W995G1T-175-14  488H63 = 115VAC plug-in with waterproof switch 
er 7 ft. W995G1T-200-7  488H64 = UL Listed 
2500 b oF 10 ft. 20 W995G1T-200-10  488H65 
14 ft. W995G1T-200-14 488H66 Force CFM Speed Head Size Max. Cubic Mfr. Item 
Mfr. Item Rating _@ 80 psi @ 80 psi (Dia. x Length) Yd.perHr. Model No. 
Description Model No. Pneumatic 
Internal Concrete Vibrator Motor 450 Ib. Zl 18,000 VPM 13" x 10%" 20 KA-1-3/8 4HP67 
Square Heads and Flexible Shafts Sold Separately W995G1T 488H67 800 Ib. 26 17,000 VPM 144" x 112" 35 KA-1-3/4 _ 4HP66 
Square Vibrator Heads 2100 Ib. 36 16,000 VPM 24 x13" 40 KA-2-1/2 4HP68 
1" Sq. W877-526 20CL38 3200 Ib. 40 16,000 VPM 3" x 15" 42 KA-3  4HP69 
1%" Sq. W878-533 20CL39 Force Head Size Shaft Max. Cubic Mfr. Item 
1%" Sq. W878-540 20CL40 Rating (Dia. x Length) Length Yd. per Hr. Model No. 
2" Sq. W878-563 20CL41 Electric 1% HP, 15 AMP 
Vibrator Flexible Shafts For Use With 1" Square Heads 430 Ib V4" x 14" rein 3 JVS7-1-1/4 4HR11 
7 ft. W988-907 20CL42 ' 10 ft. JVS10-1-1/4 _ 4HP96 
10 ft. W988-910 20CL43 ee Fit. JVS7-1-1/2 4HR10 
14 ft W988-914 20CL44 a ce aces (0) ue JVS10-1-1/2  4HP95 
Vibrator Flexible Shafts For Use With 142" to 2" Square Heads Electric 2/2 HP, 17 AMP 
7 ft. W989-507 20CL45 760 lb. 1%" x 14" 10 ft. 12 ACE10-1-1/2 _ 4HP70 
10 ft. W989-510 20CL46 naiae 7 ft. ACE7-1-3/4 4HP91 
14 tt W989-514 20CL47 arias Pas ot = ACE10-1-3/4  4HPT1 


Fluidization Nozzles and ‘< 
Vibrating Bin Aerators 


Fluidization Nozzles—Emit Bin Aerators—Devices combine product aeration with an additional 
a continuous low-pressure air — slight vibration on the silo wall to aid flow of fine powdery materials 
flow to keep dry powders and __ inside silos or bins. Will not damage silos. No. 24A968 stainless steel 
granular products moving effi- construction is for use in more demanding applications. 

ciently through bins or silos. = FDA 177-2600 Approved 






No. 24A965 
Air Overall Dim. Item 
Consumption Material Inlet Port L Ww H No. 
Low Pressure Fluidization Nozzles 
0.03 cfm @ 2.9 PSI Polymer Yn" 1%6 1%6 2% 24A965 
1.1 cfm @ 14.5 PSI Polymer ¥e" 2% 2% 1% 24A966 
Vibrating Bin Aerators 
8.82 cfm @ 87 psi Aluminum 3" 4V% 4V% 2% 24A967 No. 24A967 
8.82 cfm @ 87 psi Stainless Steel ¥" AV, AV, 2% 24A968 
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ae KeepStock: 


Inventory Management 


Hydraulic Vibrators | TAKE CONTROL OF YOUR STUFF 

=» Adjustable speed ; What if there were an easier way to ensure you have 
Unaffected by dirty, muddy, or wet the right parts in the right place at the right time? 
locations, hydraulic vibrators offer a Put Grainger’s expertise to work for you. It’s almost 


low-cost solution for OEM applications. : e like managing your inventory on autopilot. 


They produce high-frequency vibra- : 
tion with low noise levels and can be Inventory managed. Space organized. 


mounted in any position. No. 4HT14 Time and money saved. 









Force Rating GPM@ Speed @ Overall Dim. Bin Wt. Inlet/Outlet Mfr. Item . 
@1000 psi 1000 psi 1000psi| LW  H | Cap. PortNPT Model No. = Learn more at grainger.com/keepstock 
488 Ib. 6.5 7400VPM| 5% 3% 4%" | 3320lb. %' B-190 4HT14 
534 Ib. 6.5. S5800VPM| 7° 3% 5% | 3970." B-250 4HT15 
617 Ib. 7.0  5300VPM| 6% 35 5% | 4450. B-320 4HT16 
MIE Oo) 
VMIBRATORS 
Pneumatic Railroad Carshakers 
= Max. 100 psi 


= 1" NPT inlet port 


Heavy-duty rotary vibrators can move even the most stubborn materials, with 
30% less air consumption than comparable piston vibrators. Lightweight, 
portable, and easy to handle, they fit all standard wedge brackets on railroad 
cars. Virtually noiseless operation. 


No. 6L764 is designed for unloading grain, cement, and similar materials. It 
includes an 18" flex hose with muffler and quick-disconnect fittings. 


No. 4HV43 handles materials with moisture content as well as salts, clay-lime 
lumps, and like materials. 


Force CFM@ Speed@ dB@ Overall Dim. Mfr. Item 
Rating _80 psi 80 psi 80 psi L W H Model No. 
7000 Ib. 48 7200 VPM 78 8%" 8%" =H" CCW-5000 6L764 
7200 Ib. 58 8800 VPM 85 8%" 8%" 97%" | SVRWS-6500 4HV43 


No. 6L764 








Silent Pneumatic Turbine Vibrators 


Turbine has integrated flyweights that rotate on 2 oversize ball bearings. Units provide 
. high-frequency, controllable speed, and low-amplitude, gentle vibration. Aluminum 
ir] housing. For use with applicators, silos, hoppers, piping, and chutes. 


Force Speed@ (|CFM@ Speed@ dB@ Overall Dim. Bin Wt. Inlet Outlet Item 
Rating 60 psi 80 psi 80 psi 80 psi L WwW 4H Cap. Port Port Muffler No. 
581 lb. 20,000VPM | 10.1 21,000VPM 64 AY" 1%" 2%" | 5810lb. Ya" NPT %"BSPP_ Included 1DYP6 
659 lb. 28500 VPM | 10.1 31,000VPM _ 61 AY" 1%" 2%" | 6590lb. Ya" NPT  %"BSPP Included 1DYP5 
1157 lb. 19,000VPM | 16.0 23,000VPM 66 5° 24%" = 3%" 111,570 lb. Ys" NPT %'BSPP Included 1DYP7 
1718 lb. 12,500VPM | 26.5 14500VPM 67 6%" 2%" 4" |17,180lb. %' NPT %'BSPP Included 1DYP9 






No. 1DYP6 


A CLEVELAND 


VIBRATOR COMPANY 


Silent Pneumatic Turbine Vibrators 


Acetal plastic and stainless steel body construction. Great for use 
in cleanroom and other sterile environments. Have very low air 
consumption to force ratio. Grade 5 mounting, fasteners included. 





mos FORGES No lubrication required. 
Force CFM@ Speed @ dB @ CFM@ Speed @ dB @ Overall Dim. Bin Wt. Inlet Outlet Mfr. ltem 
Rating 60 psi 60 psi 60 psi 80 psi 80 psi 80 psi L W H Cap. Port Port Muffler Model No. 
11 Ib. 0.61 19,250 VPM 74 0.81 20,000 VPM 78 1Y%" 23/39" Re 100 Ib. #10-32 UNF #10-32 UNF Included  CVT-P-1 18K887 
25 lb. 1.1 20,500 VPM 64 1.4 20,900 VPM 85 1¥," 30" 1%2" 200 Ib. #10-32 UNF #10-32 UNF Included CVI-P-10 18K888 
47 |b. 2.2 10,580 VPM 79 2.8 11,300 VPM 90 2y4" 14%," 1%," 300 Ib. Ye" NPT Ye" NPT Included CVT-P-30 18K889 
147 lb. 2.8 6280 VPM 74.5 3.6 6560 VPM 76 4YVe" 28 = 2'%e6" | 2000 Ib. Ya" NPT Ya" NPT Included CVTI-P-60 18K890 
150 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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POWER TRANSMISSION 
Vibrators 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Find Mounting Brackets and more Vibrator Accessories on Grainger.com®. 





MILES) 


VIBRATORS 


Silent Pneumatic Turbine Vibrators 


Vibrators make no more noise than an GIO Series—Can be used with all types of 
electric motor. Maintenance-free, no bins that contain fine to granular materials, or 
lubrication required. Use 30% less air for packing coarse materials and unjamming 
than comparable pneumatic vibrators and _ parts in conveyor lines, chutes, and pipes. 
outlast ball and piston vibrators 3 to 1. Corrosion-resistant housing has excellent 
resistance to solvents. Single-bolt mount for 
maximum flexibility. 









VS Series 
No. 6L747 





BVS Series 
No. 6L752 


VS Series—For rough applications 

or where exhausted air will not affect 
production. Simple, compact design. CE 
and ATEX Certified. 


BVS Series—Threaded exhaust for 
closed-air environments and other 
applications where exhausted air must 
be remotely discharged. CE and ATEX 
Certified. 


BBS Series—For continuous duty in 
small applications such as parts feeders, 
tracks, and foundry matchplates. Versatile 
1-bolt mount. CE and ATEX Certified. 


CCF/CCL Series—For heavy-duty appli- 
cations on large bins, hoppers, chutes, 


; ; BBS Series ' 
MLT Series—Prelubricated for continuous No.6L759 ©." 
duty and maintenance-free operation in sani- ; 
tary applications or where harsh chemicals 
are present. Threaded exhaust ports seal the 
system to help you maintain a clean environ- 
ment. MLTSS HA model vibrator No. 30FW99 
features high amplitude, and is better suited soe 
for lumpy or sticky applications. MLTSS § ew 
HT model vibrator No. 30FX02 and MLT HT 
vibrator No. 30FW95 are suited for higher 
temperature applications. 


MHI Series—Same as MLT Series but 
designed for intermittent duty, to produce high 
frequency and maximum forces. MLI HT model 







CCF/CCL 
Series 


No. 6L763 


i igs Gy 


oer | 






MLT Series 
No. 30FW93 





packing tables, screens, and concrete vibrator No. 30FW88 designed for higher GIO Series 
forms. temperature applications. Washdown-safe. No. 14K260 
Force CFM Speed dB CFM Speed dB Overall Dim. Bin Wt. Inlet Outlet Mfr. Item 
Rating  @60psi @60psi @60psi| @80psi @s80psi @ 80 psi L W Cap. Port Port Muffler Model No. 
VS Series, Cast Iron Housing 
20 Ib. Zz 12,000 VPM —s66 — — — 3% 17%" Z 200 Ib. Ye" NPT — Included VS-100 4HV35 
75 Ib. 2 8000 VPM — 2 10,500 VPM ~~ 67 41," 2" 2/6" 750 Ib. Ye" NPT — Included VS-130 6L746 
160 Ib. 2.3 10,000 VPM — 20 12,000 VPM = 70 5 V3" 2% a 1600 lb. =" NPT — Included VS-160 4HV36 
2/0 |b. 3 4200 VPM — 3.0 12,000 VPM = 70 a/6 34" 3/6" 5000 lb. = %" NPT — Included VS-190 6L747 
900 Ib. 3 9900 VPM — 30 12,000 VPM = 7/0 0 V2" 3%" 36 9000 lb. =" NPT — Included VS-250 6L748 
600 Ib. 4.5 9200 VPM — O00 6800 VPM 69 54," 4" 43/4" 7000 lb. %' NPT — Included VS-320 6L749 
725 Ib. 8 4600 VPM — 10 5200 VPM 72 6%" 49/4" 41; 7250 lb. =" NPT — Included VS-380 6L750 
900 Ib. 18 4000 VPM — 21 4500 VPM tf 61%6" 49/4" 58" 9000 lb. %' NPT — Included VS-510 6L751 
1000 Ib. 18 4000 VPM — 21 4500 VPM 7/ 1% A136" 8" 10,000 Ib. 1%" NPT — Included VSP-510 4HV37 * 
BVS Series. Cast Iron Housing 
20 Ib. 2 12,000 VPM _—‘66 _— _— — 316" 1%" 2/6. 200 Ib. Ye"NPT Ye" NPT 1A325 BVS-60 4HV01 
75 Ib. 2 8000 VPM — 2 10,500 VPM 67 41," 17%" 2x8" 750 Ib. Ye"NPT Ya" NPT 1A326 BVS-130 6L752 
160 Ib. 2.3 9500 VPM — 2.5 11,000 VPM = 70 5Y2" 2% 378" 1600 lb. = Y' NPT = %' NPT 1A327 BVS-160 4HT96 
2/0 Ib. 3 5500 VPM — on 7200 VPM 71 54" 3Vie 3/6 2/00lb. Ys'NPT %' NPT 1A327 BVS-190 6L753 
480 Ib. 3 5200 VPM — ow 7200 VPM 72 64" 3%6 316 4800 lb. Y' NPT %' NPT 1A327 BVS-250 6L754 
600 Ib. 4.5 5900 VPM — 0 6800 VPM 70 6%" 4" 41" 5300 1b. %' NPT ‘Y%' NPT 1A328 BVS-320 6L755 
670 Ib. 8 4500 VPM — 10 5000 VPM 74 1'%6" 49/4" 516 6/700lb. %' NPT Y%' NPT 1A328 BVS-380 6L756 
900 Ib. 12 4000 VPM — 13 4500 VPM 7/ 816" 43/4" 54" 9000 lb. Y%' NPT %' NPT 6F600 BVS-510 6L757 
1050 Ib. 21 3600 VPM — 26 4000 VPM 83 106" a/6 7V4" 10,500 Ib. = %" NPT 1" NPT 6F601 BVS-570 6L758 
BBS Series, Aluminum Housing 
20 Ib. 2 10,000 VPM __—s66 — — 34" 1%" 2. 200 Ib. Ye"NPT ‘Ye NPT 1A325 BBS-100 6L759 
75 Ib. 2 12,000 VPM — 30 17,000 VPM ——s 67 3Vi6e 17%" 2 V4" 750 Ib. Ya"NPT Ya" NPT 1A326 BBS-130 6L760 
160 Ib. 2 10,000 VPM — 7 12,000 VPM —s67 AY," 2. 2”6" 1600 lb. =" NPT = 4" NPT 1A326 BBS-160 6L761 
250 Ib. 2 10,000 VPM — 7 15,000 VPM 70 4," 2. 2”6" 2500!b. Ys" NPT = Y%' NPT 1A326 BBS-190 4HT88 
CCF/CCL Series, Cast Iron Housing 
2000 Ib. 30 4000 VPM — 40 6000 VPM 78 1 V2" 8Vie 7 V8" 20,000 lb. %4"NPT %'NPT Included CCF-2000 6L762 
9000 Ib. 35 4000 VPM — 90 6000 VPM 75 10%" 8%" 8%" 90,000 Ib. = =1° NPT "NPT — Included CCF-5000 6L763 
5000 Ib. 35 4000 VPM — 50 6000 VPM 75 93" 8°" 8%" 50,000 Ib. 1" NPT 1"NPT Included CCL-5000 4HV03 
GIO Series, High Density Plastic Housing 
20 Ib. 305 12,000 VPM __—66 — — 34" 1%" 2. 200 Ib. Ye"NPT ‘Ye NPT 1A325 GIO-100 14K260 
79 Ib. 4.5 8000 VPM 67 5.5 10,500 VPM ~—s 67 34" 17%" 2 V4" 750 Ib. Ya"NPT Ya" NPT 1A326 GIO-130 14K261 
160 Ib. hy) 9900 VPM 67 7 9000 VPM 67 4," Z 2”6" 1600 lb. =" NPT = %' NPT 1A326 GIO-160 14K262 
200 Ib. hy) 8500 VPM 70 7 10,000 VPM = 70 4," Z 2”6" 2500!b. Ys" NPT = Y%' NPT 1A326 GIO-190 14K263 
MLT Series, Aluminum Housing 
0 Ib. 12,000 VPM 68 — — 3y" 17%" 2 V2" 200 Ib. Ye"NPT = Ye NPT Optional MLT-100 30FW92 
79 Ib. 4.5 8600 VPM 68 0 10,500 VPM ~—s68 3Y," 17%" 2 V2" 750 Ib. Ye"NPT = Ys" NPT Optional MLT-130 30FW93 
2/0 |b. (ES 5500 VPM 71 8.5 7200 VPM 71 4," 16 3/6" 2/00lb. Y'NPT %' NPT _ Optional MLT-190 30FW94 
2/0 |b. (ES 5500 VPM (al 8.5 7200 VPM 71 4," 11%e' 3/6" 2/00lb. Ys'NPT %' NPT — Optional MLT-190HT 30FW95 
480 Ib. 8 5200 VPM 72 9 7200 VPM 72 a BY" 38" 4800 lb. Y'NPT %'NPT — Optional MLT-250 30FW96 
600 Ib. 9 9900 VPM 70 10 6800 VPM 70 6%" 4" AY" 5000 lb. %' NPT ‘Y%'NPT — Optional MLT-320 30FW97 
MLT Series, 303 Stainless Steel Housing 
79 Ib. 4.5 8600 VPM 68 J.) 10,500 VPM 68 3Y," 17%" 2”6" 750 Ib. Ye"NPT = Ya" NPT Optional MLTSS-130 30FW98 
79 Ib. 4.5 8600 VPM 68 J.) 10,500 VPM ~—s68 3Y" 1%" 2”6" 750 Ib. Ye"NPT = Y'NPT ~=Optional MLTSS-130HA  30FW99 
2/0 Ib. in 5500 VPM 71 8.5 7200 VPM 71 5 V3" 398" 3/6" 2/00lb. Y'NPT %' NPT — Optional MLTSS-190 30FX01 
270 |b. 7.5 5500 VPM 71 8.5 7200 VPM 71 5" 398" 3/6" 2/00lb. Y'NPT %'NPT ~~ Optional MLISS-190HT  30FX02 
600 Ib. 9 5900 VPM 70 10 6800 VPM 70 6" 4" 3/6 6000 lb. %' NPT ‘Y%'NPT _ Optional MLTSS-320 30FX03 
MLT merles, 316L Stainless Steel Housing 
600 Ib. 9 5900 VPM 70 10 6800 VPM 70 6" 4" 3/6 6000 lb. %' NPT Y%'NPT — Optional MLTSS-320-316L 30FX04 
MHI Series, Aluminum Housing 
80 Ib. 4 24,000 VPM C68 — — — 3Y" 17%" 2 V2" Ye"NPT = Ye’ NPT Optional MHI-100 30FW82 
80 Ib. 4 24.000 VPM 68 — — — 3 17° 2V2" — Ye'NPT ~=-Ye NPT Optional MHI-100S 3OFW83 Tf 
300 Ib. 4.5 17,200 VPM ___—s68 a0 21,000 VPM __—s68 3Y," 17%" 2948" Ye"NPT = Ya" NPT Optional MHI-130 30FW84 
eye | ta 8000 VPM 71 8.5 10,500 VPM =s71 4," 3% 3/6" — Ys"NPT = ¥e' NPT Optional MHI-190 30FW85 
965 Ib. 8 7400 VPM 72 9 10,200 VPM 72 a 3Y," 398" Ys"NPT = ¥e' NPT Optional MHI-250 30FW86 
1300 Ib. 9 7200 VPM 70 10 10,000 VPM = 70 6" 4" AY" — ¥e'NPT = Y%' NPT — Optional MHI-320 30FW87 
1300 Ib. 9 7200 VPM 70 10 10,000 VPM = 70 6%" 4" AYA" — ¥e'NPT  Y%' NPT — Optional MHI-320HT 30FW88 
MHI Series, 303 Stainless Steel Housing 
300 Ib. 4.5 17,200 VPM ___—s68 5.5 21,000 VPM _—s68 3Y," 17%" 298" — Ye"NPT = Ya" NPT Optional MHISS-130 30FW89 
O/0 1D. (0 8000 VPM 71 8.5 10,500 VPM 71 4," 3%" 3"6" — Ys"NPT = ¥e' NPT Optional MHISS-190 30FW90 
1300 Ib. 9 7200 VPM 70 10 10,000 VPM = 70 6" 4" AN — ¥e'NPT = Y%' NPT — Optional MHISS-320 30FW91 
* For portable mounting; requires Bracket No. 4HW6/, sold separately at Grainger.com®. f Stainless steel turbine wheel. 
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POWER TRANSMISSION 
Vibrators 




















Scan. Order. Done. 
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* : Dayton® peecatl — 
IBY: \Y( wo) a) No. 1DYN9 VIBCO® V Series VIBCO® BV Series VIBCO® BB Series 
MIECO) 
pevoe VIBRATORS enna a tae No. 4HT84 
= - Force CFM Speed dB Overall Dim. Bin Wt. Inlet Outlet Mfr. Item 
Pneumatic Ball Vibrators Rating @ 80 psi_@ 80 psi_@ 80 psi|_L__W__H_|_Cap._Port_Port_Murfler_Model_No. 
ayton 
DAYTON® 249 lb. 9.9  19500VPM 76 | 4%" 2 9%" | 2420lb. Va NPT %'BSPP Included 1DYN9 1DYN9 
nok 378 lb. 12.0  16500VPM 76 | 5° 2% 3% | 3780lb. % NPT %BSPP Included 1DYP1 1DYP1 
Suitable for continuous operation in harsh outdoor 451lb. 15.0  14,000VPM 80 5" 2% 3% | 4510lb. NPT %'BSPP Included 1DYP2 1DYP2 
conditions with small- to medium-size hoppers 706 lb. = 20.1 12,900 VPM 80 64%" 3%" 4 7060 lb. %' NPT %'BSPP Included 1DYP3 1DYP3 
,; _ tlb. 238 1 VPM Hy 3% 4" 10 lb. %'NPT %'BSPP Incl 1DYP4 _1DYP4 
bins, chutes, and pipes. Anodized aluminum housing. 7 b om 7 7 a = ae ; 7 = = neluded aT? 

: : : . orce pee vera Im. In fi nie utle I. em 
ea when used with filtered/lubricated Rating @ 60 psi_@ 60 psi_@60psi_t _W__H_| Cap.’ _Port_Port_Muler_Mode!_No. 
air. ertified. 

V Series 
VIBCO® 55 |b. 6 24000VPM 75 | 3% 1i%e' 2 | 550lb. NPT "NPT Included V-100  4HV27 
bcs Fesiiea , 80lb. 7.5 19,000VPM 72 | 4%" 1'%46" 2546") 800lb. NPT  %"NPT Included V-130  4HV28 
Simple ball design is built for rough use and continu- ~260 ib. 10. 14,000VPM 73 | Sis’ 2%6' 3%0"| 2600 Ib. Vv" NPT NPT  1A326  V-190  4HV29 
Ous Operation on a wide variety of hoppers, bins, and _380 Ib. 11 10,500 VPM 729% 2%6 3%" | 3800lb. Y4' NPT Y%' NPT —_1A826 ~—*V-250 ~~ 4HV30 
beat 600 lb. 15 6200 VPM 78 | 6% 216 47%" | 6000 lb. % NPT %' NPT  1A327  V-380  4HV32 
chutes. Clean air and lubrication are recommended = ~¢5qih- 448900 VPM 78 5c" 23%" 474" | 6500 Ib. 946" NPT 34” NPT 1A327V-320 4HV31 
for longer life. Threaded exhaust ports. BV Series 
55 Ib. 6 24000VPM 74 | 3% Ti4e DY") 550lb. “NPT "NPT 1A325  BV-60  4HT95 
Vand BY Series series nts ar ult tft in gE fa) he Abe We — eet — TA Ba 
minimal space locations. BV series vibrators are : Fi ge on as - 

male 380 lb. 11 10,500VPM 79 | 6%" 26 3'%e'| 3800lb. “NPT %4'NPT  1A326  BV-250 4HT92 
designed with industry-standard bolt pattern for 480 lb. 14 7500 VPM 80 66" 2%" 47%" | 4800lb. %'NPT %"NPT  1A327 BV-320 4HT93 
easy interchange. 600 Ib. 15 6200 VPM 82 | 7 216 5%" | 6000 lb. % NPT %' NPT 1A327  BV-380 4HT94 

BB Series 
sac) |i 55 Ib. 6 24000VPM 75 | 3%" 1% 2 | 550lb. NPT "NPT 1A325 BB-100 4HT84 
BB Series Built for small fo medium amounts of 75 19,000VPM 72 | 3% 1'%e 2%" 800lb. "NPT NPT  1A326  BB-130 4HT85 
vibration on laboratory equipment, small hoppers, 140 lb. 8  15,000VPM 76 |4%" 2 9%) 1400lb. “NPT “NPT  1A326  BB-160 4HT86 
parts feeders, chutes, and match plates. 290 Ib. 14 15,500 VPM 11 Aye 2" 2% | 2500lb. Y' NPT Y%' NPT 1A326 ~BB-190 4HT87 
lef Dayton) 
= = = MILECO) 
Pneumatic Piston Vibrators mena Vissaroms BASLEVEGAND 










DAYTON® 

Cast-iron vibrators are maintenance-free when 
used with filtered/lubricated air. Start in every 
mounting orientation to keep material flowing 
from bins, hoppers, chutes, and pipes. For sticky, 
coarse, or high-moisture materials. Nos. 1DYR1 
and 1DYR2 are CE Certified. 


VIBCO® 
High-impact and efficient energy transfer ensure 


a smooth flow of material through bins, chutes, 
and weigh batchers. Can be used in any mount- 


50 Series—All-steel construction withstands abuse and handles 
tough flow applications including sticky, high-moisture, and 
coarse materials. Hardened ground piston for long life. No. 4HT60 
long-stroke, low-frequency version is great for material packing 
applications. 


Dayton® 
No. 1DYR1 


55 Series—Low-cost, 1-pc. cast-iron housing, and only 3 parts, 
total. 


CLEVELAND 


Dual-diameter piston allows units to be mounted at any angle 
without use of springs. Excellent for automatic parts track 
vibration, packaging/filling machine, and small bin and hopper 





VIBCO® 10 ing orientation. Lubrication required. For industry, applications. Include mounting fasteners and push-fit hose 
Series mining, chemical plants, plastics, manufacturing, Gonnections for quick setup 
No. 4HT24 


NEES Fae DOPEr Praise Cerlled: All models have a 304 stainless steel housing. Nos. 18K850 and 


18K852 have mild steel end caps; for use in manufacturing and 
packaging industries. No. 18K851 has 304 stainless steel end 
caps; well-suited for chemical and pharmaceutical industries. 


10 Series—Basic vibrators for foundry match- 
plate applications feature all-steel construction 
with end-mounted single attaching head. 














Force CFM Speed dB Overall Dim. Bin Wt. Inlet Outlet Mfr. Item 
Gating @80psi @80psi @80psi L W Cap. Port Port Muffler Model No. 
ayton 
19.3lb. 2.8  2340VPM 87 2" Q° A" | 193 Ib. 4" NPT ¥" BSPP 1A325 23Y178 —«-23Y178 
33.9lb. 3.7 2220VPM 90 | 2%" 23° 4%" | 339/b. Va" NPT Vi" BSPP 1A326  23Y179  23Y179 
VinCO* EO 397 Ib. 7.1  3500VPM 91 5Y 3% 3% | 3970Ib. Vs" NPT YA BSPP Included 1DYR1 1DYR1 
: 1323 1b. 106 3000VPM 96 | 5% 3%° 43° | 13230lb. 3" NPT %BSPP Included 1DYR2  1DYR2 
Series VIBCO 
No. 4HT46 10 Series 
148 lb. 45 14500VPM 90 | 5% 1% 1% | 100/Ib. i" NPT i" NPT 1A325 10% 4HT28 
182 lb. 5 13000VPM 91 BY" 1%" «11%6" | 200 Ib. 3" NPT i" NPT 1A325 10% 4H1T27 
242 lb. 5 11,000VPM 93 | 5%e° 1% 11%6°) 400Ib. ¥" NPT 7%" NPT 1A325 10-1 4H124 
cd lb. 9 7O00VPM 95 | 9% 2% Did%6°) 1000 Ib. Vs" NPT Vs" NPT 1A326 10-1-1/4 4HT26 
Soe 50 Series 
- 247 lb. 5  11,000VPM 90 | 4%° 2 4%! 400Ib. i" NPT i" NPT 1A325 50-1 4HT46 
VIBCO® 55 325lb. 9  7O00VPM 92 6° 2%" 6%" | 1000Ib. Va" NPT Va" NPT 1A326 50-1-1/4. 4HT51 
ia 585 lb. 11 5200VPM 95 | 7%" 3° 7156") 4000 Ib. Vs" NPT V/s" NPT 1A326  50-1-1/2  4HT47 
ones 610lb. 15 5O000VPM 99 9 8%" = 77%6'| 10,000lb. “4° NPT Vs" NPT A326 50-2 4HT58 
No. 4HT74 770 Ib. 31 2400VPM 99 9" 3%" 9/6" | 20,000 Ib. Vs" NPT Vi" NPT 1A326 50-2L 4HT60 
55 Series 
242 lb. 5  11,000VPM 91 4% 2" 37%" | 400Ib. Vi" NPT Ye" NPT 1A326 55-1 4H174 
325lb. 9 7000VPM 94 6" 2%" 55%" | 1000 Ib. Va" NPT 7s" NPT 1A326 _55-1-1/4 _4HT77 
Cleveland 585 lb. 11  5200VPM 96 9 83%" 7%" | 4000 Mb. Vi" NPT Yi" NPT 1A326 55-1-1/2 _ 4HT75 
sc 610lb. 15  5O00VPM 99 9 83%" = 7% | 10,000 lb. %' NPT Va" NPT 1A326 55-2 4HT80 
: 1900lb. 30 3800VPM 99 | 10%" 5° 9c’ | 30,000lb. %° NPT ¥" NPT 1A327 55-3 4HT82 
18K850 Cleveland 
15 Ib. 2 _16,000VPM 95 | 2% % 1%" | 100lb. %'ODHose #10-32UNF  1EJX3 VM-25  18K850 
15 Ib. 2. 16,000VPM 95 | 2% % 1% | 100lb. ™%'ODHose #10-32UNF  1EJX3 VM-25SS 18K851 
21 lb. 21 11,400VPM 10 2% = 1% | 100lb. %"ODHose #10-32UNF 1EJX3  VM-38  18K852 
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GRAINGER CHOICE” 
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ELECTRICAL 
AC Drives 





Schneider 


Electric 


Altistart® Soft Starters 


Adjust current inrush to protect motors from mechanical 
shock and stress during motor start-ups and help reduce 
utility costs. Set both initial voltage and ramp-up timing. 


Ambient temp.: -10° to 40°C. Suitable for fans, pumps, 


conveyors, compressors, saws and sanders, and mixers 


and ag 


itators. 


ALTISTART 01N1 AND 01N2 


All feature Power "On" and "Full Voltage" LEDs. 


01N1 models have a 1- to 5-sec. soft start adjustment dial 
(no soft stop). 
01N2 models feature 1- to 10-sec. soft start and soft stop 
adjustment dials. Voltage boost (kickstart) logic input. 2- or 
3-wire compatible. For use with TeSys U-line (no separate 
control voltage required), GV2, GV3, or other motor starters. 


ALTISTART 22 AND 48 


Rated for 6 standard starts per hour. An RJ45 Modbus port 
enables use with a Modbus network connection, remote 


keypad, or SoMove PC software. 


22 Series units feature 1 PTC probe analog input, 3 logic 


inputs, 


and 2 relay outputs. 


48 Series units feature 1 PTC probe analog input, 4 logic 
inputs, 1 analog output, 2 logic outputs, and 3 relay 
outputs. Nominal motor current can be adjusted from 0.4- 
to 1.3-times the starter nominal current. 


Output 
Current _ Voltage 120V  240V 
Altistart® 01N1, 1 or 3 Phase 
3A = 120to480VAC — 2 
6A 120to480VAC % Yo 
9A 120to480VAC % 1 
12A 120to480VAC % 2 
Altistart® 01N2, 3 Phase 
6A  208to 240VAC — —_ 
6A 480VAC — — 
9A 208to 240VAC — _— 
9A 480VAC — — 
12A 208to 240VAC — == 
12A 480VAC — = 
22A 208to240VAC — _ 
22A 480VAC 
32A 208to 240VAC — = 
32A 480VAC _— 
Output Control 
Current Voltage Voltage 
Altistart® 22, 3 Phase 
17A 120VAC 208 to GOOVAC 
32A 120VAC 208 to 600VAC 
47A 120VAC 208 to 600VAC 
63A 120VAC 208 to 600VAC 
75A 120VAC 208 to 600VAC 
88A 120VAC —_ 208 to 600VAC 
110A 120VAC 208 to 600VAC 
140A 120VAC 208 to 600VAC 
170A 120VAC 208 to 600VAC 
210A 120VAC 208 to 600VAC 
200A 120VAC 208 to 600VAC 
320A 120VAC 208 to 600VAC 
410A 120VAC —_—-208 to 600VAC 
480A 120VAC 208 to 600VAC 
990A 120VAC 208 to 600VAC 


HP@ HP@ HP@ HP@ 
Input/Output 1-Phase 1-Phase 3-Phase ie 
4 


1to1% 
2103 


240V 


i; 
Ye 
2 
3 


1to1%2 


3 
5to/% 


10 


Altistart® 22, 3 Phase, 208-600VAC Output 
Optional Remote Keypad, IP54 NEMA 12 
Optional Remote Keypad, IP65 

Altistart® 48, 3 Phase 


17A 
22A 
32A 
38A 
47A 
62A 
TOA 
88A 
110A 
140A 
170A 
210A 
200A 
320A 
410A 
480A 
o90A 
660A 
790A 


120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
120 to 240VAC 208 to 600VAC 
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1% 


9 


2to3 


1% 


10 to 15 


9 


20 


208V = 240V 
3 ) 
1% 10 
— 15 
15 20 
20 29 
29 30 
30 40 
40 90 
90 60 
60 15 
1 100 
100 125 
125 150 
150 = 
200 
3 9 
9 ae 
1% 10 
10 = 
= 18 
15 20 
20 29 
20 30 
30 40 
40 50 
50 60 
60 1d 
19 100 
100 125 
125 150 
150 = 
— 200 
200 290 
290 300 


H 


3.94" 
3.94" 
4.88 
4.88" 


4.88" 
4.88" 
4.88" 
4.88" 
4.88" 
4.88" 
6.06" 
6.06" 
6.06" 
6.06" 
HP@ HP@ HP@ 
Input/Output 3-Phase 3-Phase eT 


600 


W 


0.90" 
0.90" 
ee 
1.77° 


(ere 
1.77" 
177 
(Pie 
(Pie 
177° 
Lit 
Lr 
17 
(ie 


H 


9.80" 
9.80" 
9.80" 
10.90" 
10.90" 
10.90" 
13.00" 
13.00" 
13.00" 
15.60" 
15.60" 
15.60" 
15.60" 
15.60" 
15.60" 


10.83" 
10.83" 
10.83" 
10.83" 
10.83" 
11.42" 
11.42" 
11.42" 
17.42" 
13.39" 
13.39" 
14.96" 
14.96" 
14.96" 
26.38" 
26.38" 
26.38" 
26.38" 
39.04" 





No. 6VMD5 








No. 6VMA2 


heal bas baal hae al be bam Gag ae bee) bas ban hen ben 


W 


53.10" 
5,10" 
3.10" 
5.70" 
9.70" 
0.70" 
9.90" 
9.90" 
9.90" 

8.10" 

8.10" 

8.10" 
8.10" 
8.10" 
8.10" 


6.30" 
6.30" 
6.30" 
6.30" 
6.30" 
748" 
748" 
748" 
748" 
7.87" 
7.87" 


12.60" 
12.60" 
12.60" 
15.75" 
19:79. 
1.79. 
1:70 
30.31" 


BN ENS I EN EN ESN EN ESN ES ES BEN Fe) fe) | [=] 
a ad ba Daal Dae fae fae fa fae Tae, Fe le” fa: 


Item 
No. 


6VMD1 
6VMD2 
6VMD3 
6VMD4 


13E165 
6VMD5 
13E166 
6VMD6 
13E167 
6VMD7 
6VMD8 
6VMD9 


6 
6 


- £0} 0} <0} 00) Go| Co] G>} D>} > 
coc Oo) OC) ©} +) +) +) Od) Gd) Od) o 
aoaeagaqcqggds 


11.80" 
11.80" 
11.80" 
11.80" 


7.48" 
7.48" 
7.48" 
7.48" 
748" 
8 .20° 
9.25" 
O20: 
9.25" 


10.43" 
10.43" 
10.43" 
10.43" 
10.43" 
11.81" 
11.81" 
11:87 
TLV 
12.40" 


VME1 
VME2 


Item 
No. 


'_6VLZ6 


6VLZ7 
6VLZ8 
6VLZ9 
6VMAO 
6VMA1 
6VLZ3 


'_ 6VLZ4 
'_ 6VLZ5 
17.80" 


13E159 
" 18E160 
13E161 
13E162 
13E163 
13E164 


13E226 
13E227 


6VMC3 
6vVMC4 
6VMC5 
6VIMC6 
6VMC7 
6VMC8 
6VMC9 
6VMDO 
6VMA2 
6VMA3 
6VMA4 
6VMAS 
6VMA6 
6VMA7 
6VMA8 
6VMA9 
6VMCO 
6VMC1 
6VMC2 


oo 


Hybrid and Digital Adjustable 
Frequency Drives 


= Digital models operate with GFCI circuits 


Provide overload protection, prevents motor 
burnout, and eliminates nuisance tripping. 
Suitable for constant torque and variable 
torque (HVAC) applications. Hybrid drives 

do not require programming and utilize an 
analog interface, with trimpots and settable 
jumpers, to make adjustments such as input 
voltage, min. and max. frequency, acceleration, 





No. 13E660 





No. 13E661 





deceleration, and motor horsepower. Digital No. 13E662 
drives contain a keypad display with LED 
status indicators. Simple to program; all similar 
functions are presented in common groups ‘ 
(CSP™). NEMA 4X/IP65 models are housed in ° —~a4 
a rugged die-cast aluminum enclosure with No. 13E632 aa 
hinged covers; ideal for harsh indoor/outdoor ey 
applications that may require watertight integrity. wal 
UL Listed. —— | 
Note: For Adjustable Frequency Drive Accessories, go to Grainger.com®, No. 4 or he 
and search for "Liquid Tight Fittings for NEMA-4 Controls." te 
WHITE FDA 
Max. BLACK/GRAY | APPROVED 
Max. Output Digital Item Item 
HP Amps_ Enclosure Readout 4H W No. No. 
1-Phase 120/208-240VAC 50/60 Hz Input, 3-Phase 240VAC Output 
% 24  NEMA1 No 6.06" 3.92" 3.65" | 13E660 — 
1 3.6 NEMA No ru 5.10" 4.15" | 13E661 — 
1 3.6 NEMA1 Yes ri 5.10" 4.15" | 13E662 — 
1 3.6 NEMA4X No 9.53" 551" 5.86" | 13E632 13E633 
1 3.6 NEMA4X Yes 9.53" 5.51" 5.86" | 136644 13E645 
2 67  NEMA4X No 9.8" ; 55° 7.25" | 135634 13E635 
2 67  NEMA4X _ Yes 98" 7.55" 7.25" | 13E646 13E647 
1-Phase 208-240VAC 0/60 Hz TP 3-Phase 240VAC Output 
3 9 NEM Li 9.8" 7.55" 2 13E636 13E637 
3 9 NEMA aK 9.8" 7.55" 13E648 13E649 
1 or 3-Phase 208-240VAC S060 Hz Input, 3-Phase 2aavAC Outout 
3 9 NEMA4X No 9.8" 7.55" 13E638 * | 13E639 * 
3-Phase 208-240VAC 50/60 Hz Input, 3-Phase 240VAC mee 
1 3.6 NEMA4X Yes 53 7 a 5.86" | 13E650 13E651 
3 9 NEMA4X Yes 9.8" 7.25" | 13E652 13E653 
3-Phase 480VAC ee Hz Input, 3: Phase sa0VAG Output. 
1 2 MA4X Yes 9.8" 7.25" | 13E654 13E655 
3 46 NEMA 4X No 9.8" , 3B 7.25" | 13E640 13E641 
3 46 NEMA4X _ Yes 9.8" 7.55" 7.25" | 13E656 13E657 
5 83  NEMA4X No 9.8" 7.55" 7.25' | 13E642 13E643 
5 83 NEMA4X _ Yes 9.8" 7.55" 7.25" | 13E658 13E659 
* Rated 2 HP with 1-phase input. 
AC Adjustable- x - No. 
J 7 PE Meet] = 305570 
Frequency Drives 


= |P20 


Provide overload protection, prevent motor burnout, and 
eliminate nuisance tripping. Feature flux vector compensation 
with static auto-tune that provides excellent speed regulation 
with high-torque loads throughout the entire speed range. 
Local/remote key can be used to switch from process control 
to manual control if a process fault occurs. Electronic inrush 
current limit eliminates harmful inrush AC line current during power-up. Five 
isolated multifunction inputs with sink or source mode control logic, 1 analog 
input, 1 multifunction output relay, and 1 analog output. Built-in potentiometer 
changes motor speeds. Regeneration protection eliminates tripping due to high 
bus voltage caused by rapid deceleration of high inertial loads. Undervoltage 
and overvoltage protection shuts down the drive if the AC line input voltage goes 
above or below the operating range. Short circuit protection shuts down the 
drive if a short circuit occurs at the motor, phase-to-phase. UL Listed. 





Max. Max. Output Item 
HP Amps H W D No. 
1-Phase 120/240VAC 50/60 Hz Input, 3-Phase 240VAC Output 
Y 2.4 (ey a4 oul 32J5/0 
1 ay L2o- 3.4" ull, 32J5/1 
2 20: 3.4" Oa 32J5/2 * 
3-Phase 240VAC 50/60 iz Input, 3- hase 240VAC Sutpat 
3 9 7.8" 4.4" 6.1" 32J5/6 
3-Phase 480VAC 50/60 Hz Input, 3-Phase 480VAC Output 
1 2 7.8: 4 4! 6.1" 3235/7 
a Did ay 4 4! 6.1" 3235/8 
5 5.3 7.8: 44 bt" 323579 
* 115VAC ratings: 1/2 HP (1.2kW), 5.5A. 


ELECTRICAL Scan. Order. Done. 
AC Drives Details on page Al. 





Adjustable-Frequency Drives, HVX Series 


Designed for HVAC, pump, and fluid control applications. control. Backlit LCD English HOA keypad/terminal/network 
NEMA 12 models feature a metallic housing. Drives feature control. Protections: overcurrent, overvoltage, undervoltage, 
3-phase AC input, 60/50 Hz, and 3-phase output variable earth fault, input phase and motor phase supervision, over- 





speed/frequency 0 to 320 Hz. 3% AC line reactor and EMI/ temp., and motor overload, stall, and underload. UL Listed, 
RFI filter standard. Standard 1/0 includes 0-10VDC, 4-20mA, CSA and CE Certified. 








6 digital inputs, 2 NO/NC outputs, and 1 analog output. Note: For Adjustable Frequency Drive Accessories, go to Grainger.com®, 
Frequency control (V/f) and open-loop sensorless vector and search for "Eaton Variable Frequency Drive Accessories." 
NEMA 1 NEMA 12 
Max. Max. Output Mfr. Item Mfr. Item 
HP Amps H W D Model No. Model No. 
3-Phase 240VAC 50/60 Hz Input, 3-Phase 240VAC Output 
1 4.8 12.9' 5" 75° HVX001A2-2A1B1 4LRT1 
2 7.8 12.9" 5 (en HVX002A2-2A1B1 4LRT2 
3 11 12.9 5 75 HVX003A2-2A1B1 4LRT3 
5 17.5 165° 5.6" 8.4 HVX005A2-2A1B1 A4LRT4 
7% 25 16.5" 5.6" 8.4" HVX007A2-2A1B1 4LRT5 
10 31 16.5" 5.6" 8.4" HVX010A2-2A1B1 4LRT6 
15 48 22 7.6 9.3" HVX015A2-2A1B1 4LRT7 
20 61 22" 7.6 9.3" HVX020A2-2A1B1 4LRT8 
25 75 248° 9.3" 10.1" HVX025A2-2A1N1 4LRT9 
30 88 24.8" 9.3" 10.1" HVX030A2-2A1N1 4LRU1 
40 114 48° 93° 401" HVX040A2-2A1N1 4LRU2 
50 140 30.1 iio 13.5" HVX050A2-2A1N1 4LRU3 
60 170 30.1" Ths 13.5" HVX060A2-2A1N1 4LRU4 
75 205 30.1 Tio 135° HVX075A2-2A1N1 4LRU5 
3-Phase 480VAC 50/60 Hz Input, 3-Phase 480VAC Output 
1% 3.3 12.9" 5 15. HVXF15A2-4A1B1 4LRU6 
2 43 12.9 5 75 HVX002A2-4A1B1 4LRU7 
3 5.6 12.9" 5 15 HVX003A2-4A1B1 4LRU8 
5 7.6 12.9 5 75 HVX005A2-4A1B1 4LRU9 
10 16 165° 5.6" 8.4" HVX010A2-4A1B1 4LRV2 
15 23 16.5" 5.5" 8.4" HVX015A2-4A1B1 4LRV3 
NEMA 12 20 31 16.5" 5.6" 8.4" HVX020A2-4A1B1 4LRV4 
No. 4LRT4 25 38 22" 7.6" 9.3" HVX025A2-4A1B1 4LRV5 
30 46 22" 7.6" 9.3" HVX030A2-4A1B1 A4LRV6 
40 61 D2! 7.6 9.3" HVX040A2-4A1B1 4LRV7 
50 72 248° 9.3" 10.1" HVX050A2-4A1N1 4LRV8 
60 87 248° 93" 10.1" HVX060A2-4A1N1 4LRV9 
75 105 248 93° 10.1" HVX075A2-4A1N1 4LRW1 
100 140 30.1 513.5" HVX100A2-4A1N1 ALRW2 
125 170 30.1 11.5" 13.5" HVX125A2-4A1N1 4LRW3 
150 205 30.1" Ha 135° HVX150A2-4A1N1 4LRW4 
200 261 453° 18.9 13.4" HVX200A2-4A1N1 4LRW5 
250 300 45g 189 134° HVX250A2-4A1N1 4LRW6 
7% 12 12.9" 5: Te HVX007A2-4A1B1 4LRV1 
Max. Max. Output Mfr. Item 
HP Amps H W D Model No. 
1-Phase 115VAC 50/60 Hz Input, 1-Phase 115VAC Output 
Y%, 7 7.24" 3.19" 4.88" DC1-S17DONN-A20CE1 20RA39 
ys 10.5 9.09" 4.21" 5.98" DC1-S1011NB-A20CE1 20RA40 
1-Phase 200-240VAC 50/60 Hz Input, 1-Phase 200-240VAC Output 
V%, 4.3 7.24" 3.19" 4.88" DC1-S24D3NN-A20CE1 20RA41 
1-Phase 220-240VAC 50/60 Hz Input, 1-Phase 220-240VAC Output 
1 7 724" 3.19" 4.88 DC1-S27D0NN-A20CE1 20RA42 
1% 10 9.09" 4.21" 5.98" DC1-S2011NB-A20CE1 20RA43 
1-Phase 120VAC 50/60 Hz Input, 3-Phase 240VAC Output 
Y% 2.3 7.24" 3.19" 4.88" DC1-1D2D3NN-A20CE1 20RA44 
1 43 7.24" 3.19" 4.88" DC1-1D4D3NN-A20CE1 20RA45 
No. 20RA39 1% 5.8 9.09" 4.21" 5.98" DC1-1D5D8NB-A20CE1 20RA46 
3-Phase 240VAC 50/60 Hz Input, 3-Phase 240VAC Output 
Y% 2.3 7.24" 3.19" 4.88" DC1-322D3NN-A20CE1 20RA47 
1 4.3 7.24" 3.19" 4.88" DC1-324D3NN-A20CE1 20RA48 
2 7 7.24" 3.19" 4.88" DC1-327D0NN-A20CE1 20RA49 
2 7 9.09" 4.21" 5.98" DC1-327D0NB-A20CE1 20RA50 
3 10.5 9.09" ay 5.98" DC1-32011NB-A20CE1 20RA51 
5 18 10.75°  —+5.16" 6.89" DC1-32018NB-A20CE1 20RA52 
3-Phase 480VAC 50/60 Hz Input, 3-Phase 480VAC Output 
rl 1 2.2 7.24" 3.19" 4.88" DC1-342D2NN-A20CE1 20RA53 
ali® 2 44 7.24" 3.19" 4.88" DC1-344D1NN-A20CE1 20RA54 
. 2 44 9.09" 421" 5.98" DC1-344D1NB-A20CE1 20RA55 
Adjustable-Frequency 3 5.8 9.09" 4.21" 5.98" DC1-345D8NB-A20CE1 20RA56 
’ 5 9.5 9.09" 421" 5.98" DC1-349D5NB-A20CE1 20RA57 
7V2 14 10.75°  —+5.16" 6.89" DC1-34014NB-A20CE1 20RA58 
Drives, DCT / DAI Series 10 18 10.75°  —+5.16" 6.89" DC1-34018NB-A20CE1 20RA59 
Designed for use with 3-phase inverter-duty motors and feature a 15 4S 1075" 516" 689" iC 1-34024NB-AZOCE1 ss 20RAGO 
sensorless flux vector to provide optimal motor performance for low- -SENASS:BAUNEE SO/S0/e SE UD SO 
speed, high-starting torque applications. Drives feature 3-phase AC 777 99" ~~ 4:2" ~SC*S=«3"—S*~*~*~*“‘*«~*S~SOT 3.2 7DEB-AQNC——CORAA 
input, 60/50 Hz, and 0 to 500 Hz variable speed/frequency output. 3 10.5 9.09" 4.21" (EE DA1-32011FB-A20C 20RA29 
Feature selectable, LED readout. DC1 models are compact and work rt ee op ge Ni re a ioe aa Sayer ali 
. . . . er . . . ?) : . 4 - - 
well in simple applications. Fast commissioning with 14 basic param- 3-Phase 480VAC 50/60 Hz Input, 3-Phase 480VAC Output =3=3=2=2S2SOOté=C<i~=Ci=<‘“‘<‘<‘<CSCi‘:™S™S 
eters and easy mounting and installation. DA1 models are ideal for 1 9.2 9.09" 4.21" 8.03" DA1-342D2FB-A20C 20RA32 
demanding, speed-dependent jobs including lifting or tractive applica- eee 2s 
tions. Include integrated EMC filter and braking transistor. All are UL 5 Se ay OEE AVE DAL adODSFE-ADOC ORAS 
Listed and CE Certified. 7p 14 10.75 5.16 ~~-8.03" DA1-34014FB-A20C 20RA36 
Note: For Adjustable Frequency Drive Accessories, go to Grainger.com®, and search for 10 18 10.75" 5.16" 8.03" DAT -34018FB-AZ0C 20RABT 
"Eaton Variable Frequency Drive Accessories." 45 A 10-75" 5" 8.03" CDA -34024FB-A20C — 20RABB 
154 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° ELECTRICAL 
Find the yf. Find Solutions. Find Great Prices. AC Drives 
Max. Max. 
Max. Output Mfr. Item Max. Output Mfr. Item 
HP Amps UH W Model No. HP Amps H W D Model No. 
Altivar 212, 3-Phase 240VAC 50/60 Hz 20 70.2 26.50" 8.90" 10.67” ATV630D15Mi3 53RF64 
Input, 3-Phase 240VAC Output 25 95.1 26.50" 8.90" 10.67 ATV630D18M3 53RF66 
1 46 563" 421" 5.91° ATV212HO75M3x 6MUZ6 30 117.6 26.50" 8.90" 10.67 ATV630D22M3  53RF68 
. 75 563" 4.21" 5.91" ATV212HU15M3x 6MUZ7 40 138.9 36.30" 11.42" 12.72" ATV630D30M3 53RF70 
3 10.6 5.63" 4.21" 591° ATV212HU22M3X 6MUZ8 50 184.5 36.30" 11.42" 12.72" ATV630D37M3_53RF72 
4 13.7 7.24" 559° 591° ATV212HU30M3X 6MUZ9 60 223.5 36.30" 11.42" 12.72" ATV630D45M3_53RF74 
5 187 7.24" 559° 591° ATV212HU40M3X GMVAO  ‘Altivar 630, 3-Phase 380 to 4S0VAC 50/60 
7% 24.9 913" 7.09" 6.60" ATV212HU55M3X 6MVA1 Hz Input, 3-Phase 480VAC Output 
10. 32 9.13" 7.09" 6.69" ATV212HU75M3x 6MVA2 1 24 13.78" 5.67 7.99" ATV630U0/N4 53RF79 
15 46.2 12.99" 9.65" 7.48" ATV212HD11M3xX 6MVA3 2 44 13.78" 5.67" 7.99" ATV630U15N4  53RF81 
20 61 12.99" 9.65" 7.48" ATV212HD15M3x 6MVA4 3. 62 13.78" 5.67" 7.99"  ATV630U22N4  53RF83 
95 74.8 12.99" 9.65" 7.48" ATV212HD18M3x 6MVA5 4 84 13.78" 5.67" 7.99"  ATV630U30N4 _53RF85 
30. 88 16.54" 9.45" 8.43" ATV212HD22M3x 6MVAG 5 108 13.78" 567° 7.99  ATV630U40N4 _ 53RF87 
40.117 24.8" 12.6" 1.42 ATV212HD30M3X 6MVA7 7% 14 13.78" 5.67" 7.99"  ATV630U55N4 _ 53RF89 Altivar 212 
Altivar 212, 3-Phase 480VAC 50/60 Hz 10. 19.1 16.10" 6.73 917" ATV630U75N4  53RF91 
Input, 3-Phase 480VAC Output 15 25.9 16.10 673° 917" ATV630D11N4  53RF63 
1 22 563" 4.21" 5.91"  ATV212HO75N4  6MVA8 20 353 21.50" 831° 9.13"  ATV630D15N4  53RF65 Saat 
. 37 563" 491" 5.91"  ATV212HU15N4  6MVAS 95 476 21.50" 831" 9.13"  ATV630D18N4  53RF67 Altivar 630 
3. 51 5.63" 421" 5.91"  ATV212HU22N4 6MVCO 30. 588 2150 831 913° ATV630D22N4  53RF69 ve Laer bets 
4.7.2 7.24" 559° 591° ATV212HU30N4 6MVC1 40 69.5 26.50" 8.90° 10.67  ATV630D30N4 _ 53RF71 
5 91. 7.24" 559" 5.91"  ATV212HU40N4 6MVC2 5092.3 26.50" 8.90" 10.67" ATV630D37N4 5373 AC Adiustabl 
7% 12 7.24" 559° 591° ATV212HU55N4 6MVC3 60 111.8 2650" 8.90" 10.67 ATV630D45N4  53RF75 justanie- 
10. 16 9.13" 7.09" 6.69" ATV212HU75N4  6MVC4 75 132 36.30" 11.42" 12.72" ATV630D55N4  53RF76 2 
1522.5 9.13" 7.09" 660° ATV212HDTINA GMCS 100 189.5 36.30" 11.49" 12.72" ArVexoD75Na_sarF77_ Frequency Drives, 
2030.5 12.99" 965" 7.48" ATV212HD15N4  6MVC6 Accessories Altivar® 212 and 630 
95 37 12.99" 9.65" 7.48" ATV212HD18N4 6MVC7 raphic Term Adapter for 
3043.5 16.54" 9.45" 843" ATV212HD22N4GMVCB—_Altvar 212,812, 61,71 Huseyin _-NOREE on a 
4058.5 16.54" 9.45" 8.43" ATV212HD30N4 6MVC9 D Graphic Keypad for = Enclosure rating: 
Se ee eater eto ee COG oy Cn Raa Rathate MoURTNG SS Suitable for ici torque applications such 
Hz Input, 3-Phase 240VAC Output VW3A1102 13E220 Z 
1 5.1 12.60" 5.67" 7.99 ATV630U07M3_53RF78 Kit for Altivar 212, 312, 61, 71 as air-handling supply and return fans, ventila- 
> 88 12.60" 5.67" 7.99" ATV630U15M3  53RF80 Remote LCD Keypad Cable for VW3A1104R50 136225 4 
i i i Altivar 212, 312, 61, 71, 16.4-ft. tion fans, exhaust fans, cooling tower fans and 
3 123 12.60" 5.67" 7.99 ATV630U22M3  53RF82 Ra LRA Kay oad SabICtas ( 
416.8 12.60" 5.67" 7.99" ATV630U30M3 _53RF84 YP d VW3A1104R10 13E223 pumps, hot water and chilled water pumps, 
520.6 12.60 6.67" 7.99" ATV630U40M3—S3RF86_— —Remote LcD Keypad Cable for domestic water supply pumping, and fountain 
7% 28.1 15.94" 6.81" 9.09" ATV630U55M3 53RF88 Altivar 212. 312. 61. 71. 9-ft VW3A1104R30 13E224 : ® he aes 
10 38.1 15.94" 6.81" 9.09" ATV630U75M3 _53RF90 Remote icant ir boaciar pumps. See Grainger.com® for additional or 
15 51.5 21.50" 8.31" 9.13" ATV630D11M3_—S3RF62_—_Altivar 212, 312, 61, 71 YWSATTO3 135221 higher HP ratings and Type 1 Conduit Entry Kits. 
Max. Max. 
Max. Output Mfr. Item Max. Output Mfr. Item 
HP _Amps H W D Model No. HP Amps H W Model No. 
Altivar 12, 1-Phase 115VAC 50/60 Hz Altivar 320, 3-Phase 200 to SANNA 50/60 Hz 
Input, 3-Phase 230VAC Output Input, 3- Phase 200 to 240VAC Output 
1 42 559" 413" 615° ATVI2HO75Fi1 5WIK2  % 1.5 5.62" 2.83" 4.72" ATV320U02M3C 443L20 
Altivar 12, 1-Phase 120VAC 50/60 Hz 3.3 5.62" 9.83" 472" ATV320U04M3C  443L23 —=— 
Input, 3-Phase 240VAC Output % 3.75.62" 2.83" 511" ATV320U06M3C 443L28 3 | 
vi 148.63" 289 402 ATVI2HOTBET SWS 148562" 2.83" B11 ATVG20UO7MGC 443133 all 
i 24 563° 2.83" 477°  ATV12HO37F1  5WJJB 6 6. 62" 5.51 5.17 
var 12a 240 060 ae eee 
SS ao ra ehO site 4. 13.7 7.24" 5.51" 5.90" ATV320U30M3C 443L54 © Altivar 12 
Gi a ee 7% 275 913" 5.90" 6.69" ATV320U55M3C 443L61 _® 
43.5 5.63" 2.83" 5.17" ATVI2HO55M2 5 WJK1 ope - 
; ae Altivar 320, 3-Phase 380 to 480VAC 50/60 Hz 
{4.2 5.63" 2.83" 5.17" ATVI2HO75MI2_—SWJK3_— EN ee a eave output 
2 75 512" 413" 6.15"  ATVI2HU15M2  SWJK5 api See eu 
See ATH EWIR7- 215 12.80" 1.77 9.65" ATV320U04N4B 443124 
; : ee % 15 5.62" 421" 590"  ATV320U04N4C 443125 
SLUT ee AE LIS ULE J 19 12.80" 177" 9.65" ATV320U06N4B 443129 
Input, $-Fliase 220VAG Output % 19 562" 421" 5.90" ATV320U06N4C _443L30 
, 5.63" 2.83" 4.02" ATV12HO18M3 _5WJJ7 
142 5.63" 283" 517" ATV12HO75M3  SWJK4 Input, 3-Phase S75VAC Output 
2 75 512 413" 517° ATVI2HUISM3 _5WJK6 Toe 6.62) 4.21 9.90" AIVS20U07S60 443196 
meals 3. 3.9 7.24" 5.51" 590" ATV320U22S6C 443L53 
4.122 669" 5.51" 556"  ATV12HU30M3 _SWJK9 BT A ease antes 
9 gg OOF O51 000 AT IZHUSOMS _SWJLO_ 78 9 9.13" 5.90" 6.69" ATV320U55S6C  443L63 
Altivar 320, 1 or 3-Phase 200 to 240VAC 50/60 10 479.43" 5.90" 660" ATV300U7586C 443166 
Hz Input, 3-Phase 200 to 240VAC Output ya(s Nala LP Tc 
WAG Ou 15 17 12.99" 7.08" 7.48" ATV320D11S6C  443L14 
1554 12.99" 7.08" 7.48" ATV320D11M3C_443L12_ Steet 
2066 12.99" 7.08" 7.48" ATV320D15M3C__443L15 "CeSSOles 
Altivar 320, 1 or 3-Phase 380 to 480VAC 50/60 ee VW3A8126  5WJN1 aieac aon 
Hz Input, 3-Phase 380 to 480NAG Output EMC Conformity Kit for Ivar 
12.8 12.80" 1.77" 9.66" ATVS20U07N4B 443134 aryi2 Drives 2.83" W VW3A9523 5 WJN3 
, "45 80-500" 9.65" ATV320UT NAB 443.40 EMC Conformity Kit for 
1% 35,62" 5.90" 5.90" ATV320U11N4C 443L41_ Atv Hriwet43" W VW3A9524  5WJN4 
eee Bic ae ANE ee vit 
PS ANunuoae eats SNGRar NZDT aaa Ls 
SEE eae Esa es 1-Phase Input, Up to 1 HP 
411 7248.90" 590" ATV320U30N4Caaacog EMC Filler for ATVI2 Drives VW3A4419  SWJLT 
59.5 12.80" 2:36" 9.65" ATV320U40N4B443L58 2, !@S@ Input, 2 to 3 HF Schneid 
59.57.24" 551" 5.90" ATV320U40N4C443L59 MUL Filter for ATV12 Drives VW3A4418 — SWJL6 gy | arama 
7% 1439.25" 5.90" 9.13" ATV320U55N4B443L62 —>,P "ase Input, Up to 1 HP oie 
1017 9.95" 5.90" 913" ATV320U75N4Ba4aL65 Mounting Plate for ATV12 VW3A9804  SWJNG 0 
1527.7 13.00" 7.08" 9.13" ATV320D11N4B 4aaLi3_  —pywes.2.83 AC Adjustable- 
20 3313.00" 7.08" 9.13" ATV320D15N4B443Lig ‘Mounting Fate tor ATV 12 VW3A9805  SWJN7 
Altivar 320, 1-Phase 200 to 240VAC 50/60 H pies te F Dri 
tivar ase 200 to 160 Hz Program Multiloader for VW3A8121 5 WJNO requency rives, 
am ae IDBO TTT 86s ATV320U02M2— —aaatie —AIV12.312, 61, 71 Drives Alti ® 12 and 320 
wt 5.62" 283" 397" ATV320U02M2C aagLig remote Keypad, IPod VW3A1006 — SWJL2 ivar an 
3313.80" 1.77" 9.65" ATV300U04M2Baaai21 Or ATV12 Drives 
me 2 ee Feel for conar-lxqe site machine 
I, 3.75.62" 2.83" 531" ATV320U0GM2C443L27_ pre qucuram “oacer Tor VW3A8120  SWJL9 ‘ q P 7 
1 4.8 12.80" 1.77" 9.65" ATV320U07M2B 443L31 USB to RJ45 Adaptor Kit such as conveyors, mixers, gate control, 
d, 48 5.67, 2.83" 5.31" ATVS20U07M2G 443132 _for altivar and Altistart TCSMCNAM3MO002P SWJL1 = machine movement, small pumps and fans, 
5 : ieee ra 2 be. ATOR SE ee replacements for reversing motor controls and 
3. 11 12.80" 2.36" 9.65" ATV320U22M2B 443L48 2-speed motor controls. See Grainger.com® 
3. 11 5.59" 4.13" 5.90" ATV320U22M2C 443L49 for Conduit Entry Kits. 
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ELECTRICAL Scan. Order. Done. 
AC Drives Details on page Al. 





Schneider 


Electric 


AC Adjustable-Frequency Drives, Altivar® 71 


= Enclosure rating: IP20 


Quick-start drives provide excellent torque performance and speed regulation. Large, easy-to-read customiz- 
able display uses plain text words and features a navigation wheel that allows users to scroll through dropdown 
menus. Integrated Modbus/CANopen port allows easy integration into automation systems and also provides 
other optional communications connectivity. Excellent for constant torque applications like conveying, hoisting, 
grinding, and crushing. 


Note: Additional Type | Conduit Entry Kits are available; see Grainger.com®. 





Max. Max. Output Mfr. Item 
Scheider ———— HP Amps H W D Model No. 
1 or 3-Phase 240VAC 50/60 Hz Input, 3-Phase 240VAC Output 
Anvar 7 ; 8, 9.06" ed 6.89" ATV71HU15M3 14L809 
a eS 8,11 10.24" 6.10" 7.36" ATV71HU22M3 14L810 
3,4 Wis tock 10.24" 6.10" 100° ATV71HU30M3 14L811 
45 13./, 17.5 10.24" 6.10" 7.36" ATV71HU40M3 14L818 
5, 7% 17.5, 27.5 1161 6.89" (ely ATV71HU55M3 14L819 
7, 10 2103.30 11.61" 8.21" 8.39" ATV71HU75M3 14L812 
3-Phase 240VAC 50/60 Hz Input, 3-Phase 240VAC Output 
—- - Va, 1 3, 4.8 9.06" Sle 6.89" ATV71H075M3 14L808 
No. 14L808 % 3 9.06" SlZ. 6.89" ATV71H037M3 14L817 
3-Phase 480VAC 50/60 Hz Input, 3-Phase 480VAC Output 
1 2.0 9.06" Ble 6.89" ATV71HO75N4 141821 
Schneider 
Electric 


Enclosed AC Adjustable-Frequency Drives, Altivar® 212 


= NEMA Type 12 enclosure 

= Help reduce energy consumption by up to 30% 

Use drives to adjust motor speed. Help lower installation costs by eliminating the need for throttling valves, 
dampers, or inlet guide vanes that are typically used in fluid control applications. Excellent for air or fluid appli- 
cations including HVAC supply and return fans, exhaust and ventilation fans, cooling tower fans and pumps, 
chiller water and hot water pumps, and domestic water pumps. 


Max. Max. Output ‘4 Mfr. Item 





HP Amps W Model No. 
Altivar 212, 3-Phase 480VAC 50/60 Hz Input, 3-Phase 480VAC Output 

1 9.2 11.69" 8.46 ATV212W075N4 13E168 

2 Ws 11.69" 8.46" 7.56" ATV212WU15N4 13E169 

3 51 11.69" 8.46" 7.56" ATV212WU22N4 13E170 

4 {2 13.39" 9.06" 8.19" ATV212WU30N4 13E171 

5 9.1 13.39" 9.06" 8.19" ATV212WU40N4 13E172 

7% 12 13.39" 9.06" 8.19" ATV212WU55N4 13E173 

10 16 13.39" 9.06" 8.19" ATV212WU75N4 13E174 

; 15 995 99.05" 11.41" 12.4 ATV212WD11N4 13E175 

Altivar 212 20 30.5 99.05" Tar 12.4" ATV212WD15N4 13E176 

No. 13E168 25 37 96.13" ips 13.4" ATV212WD18N4 13E177 

30 435 98.35" 11.18" {2.4 ATV212WD22N4 13E178 

40 58.5 98.35" 11.18" 2.4" ATV212WD30N4 13E179 
Schneider 
Electric 


S-Flex Drives 





am = NEMA Type 1 enclosure 
Compact drives are designed specifically to provide commercial pump and fan start-up programming with the simplest operation and 
ft quickest payback. Excellent for HVAC applications in residential high-rise and mixed-use buildings, commercial office buildings, and in 
= schools and campus environments. 
WITH BYPASS 
Max. WITHOUT BYPASS WITH BYPASS AND LINE CONTACTOR 
Max. Output Mfr. Item Mfr. Item Mfr. Item 
EP HP Amps H W D Model No. Model No. Model No. 
3-Phase 208VAC 50/60 Hz Input, 3-Phase 208VAC Output 
7% 25.3 40.375" 9.038" 10.141" | SFD212GG2WD07 14H036 SFD212GG2YD07 14H047 SFD212GG2YB0/D07  14H058 
1 48 40.375" 9.038" 10.141" | SFD212CG2WD07 14H032 SFD212CG2YD07 14H043 SFD212CG2YB07D07  14H054 
2 7.8 40.375" 9.038" 10.141" | SFD212DG2WD07 14H033 SFD212DG2YD07 14H044 SFD212DG2YB07D07  14H055 
3 17.5 40.375" 9.038" 10.141" | SFD212EG2WD07 14H034 SFD212EG2YD07 14H045 SFD212EG2YB07D07  14H056 
17.5 40.375" 9.038° 10.141" | SFD212FG2WD07 14H035 SFD212FG2YD07 14H046 SFD212FG2YB07D07 _14H057 
25.3 40.375" 9.038" 10.141" | SFD212HG2WD07 14H037 SFD212HG2YD07 14H048 SFD212HG2YB07D07  14H059 
48.3 45.142" 12.538" 10.99" SFD212JG2WD07  14H038 SFD212JG2YD07  14H049 SFD212JG2YB07D07  14H060 
62.1 45.142" 12.538" 10.99" SFD212KG2WD07 14H039 SFD212KG2YD07 14H050 SFD212KG2YB0/7D07 — 14H061 
78.2 45.142" 12.538" 10.99" SFD212LG2WD07 14H040 SFD212LG2YD07 14H051 SFD212LG2YB0/7D07 14062 
92 62.006" 12.532" 13.181" | SFD212MG2WD07 14H041 SFD212MG2YD07 14H052 SFD212MG2YB07D07 14H063 
120 64.9" 15.243" 14.217" | SFD212NG2WD07 14H042 SFD212NG2YD07 14H053 SFD212NG2YB0/D07  14H064 
= 3- Phase seen 50/60 Hz Input, 3-Phase 480VAC Output 

7% 40.375" 9.038" 10.1 SFD212GG4WD07 14H069 SFD212GG4YD07 14H080 SFD212GG4YB0/D07 __14H091 
1 7 40.375" 9.038" 10. a SFD212CG4WD07  14H065 SFD212CG4YD07 14H076 SFD212CG4YB07D07 — 14H087 
2 3.4 40.375" 9.038" 10.141" | SFD212DG4WD07 14H066 SFD212DG4YD07 14H077 SFD212DG4YB0/D07  14H088 
3 48 40.375" 9.038" 10.141" | SFD212EG4WD07 14H067 SFD212EG4YD07 14H078 SFD212EG4YB07D07 14H089 
5 7.6 40.375" 9.038" 10.141" | SFD212FG4WD07 14H068 SFD212FG4YD07  14H079 SFD212FG4YB07D07  14H090 
10 14 40.375" 9.038" 10.141" | SFD212HG4WD07 14H070 SFD212HG4YD07 14H081 SFD212HG4YB07D07 14H092 
15 21 40.375" 9.038" 10.141" | SFD212JG4WD07 14H071 SFD212JG4YD07 14H082 SFD212JG4YB07D07  14H093 
20 27 45.142" 12.538" 10.99" SFD212KG4WD07 _14H072 SFD212KG4YD07 _14H083 SFD212KG4YB07D07 __14H094 
25 34 45.142" 12.538" 10.99" SFD212LG4WD07 14H073 SFD212LG4YD07 14H084 SFD212LG4YB07D07 14H095 
No. 14H032 30 40 62.006" 2.532" 13.181" | SFD212MG4WD07 14H074 SFD212MG4YD07 14H085 SFD212MG4YB07D07 _14H096 
40 52 62.006" 2.532" 13.181" | SFD212NG4WD07 14H075 SFD212NG4YD07 14H086 SFD212NG4YB0/D07  14H097 
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FC Fuji Electric 


AC Adjustable-Frequency 
Drives, FRENIC-Mini C2 


= Accept 4 to 20mA, 0 to 5VDC, or 0 to 10VDC inputs 


= Output frequency: 0 to 400 Hz 
= PID control function 

= Built-in Modbus RTU 

# Synchronous motor control 


Compact design for areas with limited space; zero clearance V, 


required when mounting side-by-side. Automatic energy savings __”4 
reduce motor loss and electric costs. High starting torque. Soft- 1 


switching insulated gate bipolar transistors (IGBT) allow use with — 2 


standard general-purpose motors. Include built-in dynamic brake : 
control, single-turn trim pot for speed control, and LED display. 


For use in fans, blowers, conveyors, machine tools, and other % 


industrial equipment. C-UL Listed and CE Certified. 
Note: Do not use with hazardous location motors. Contact your local Grainger 


branch for complete specifications. 


AC Drive DIN Rail Kits 


Mir. No. FRNF1201S-6U, FRNF25C1S-6U, FRNF5001S-6U, FRNF25C1S-7U, FRNF50C1S-7U, FRNOO1C1S- 
7U, FRNF2501S-2U, FRNF5001S-2U, FRNO0101S-2U, FRNF12C1S-7U, FRNF1201S-2U 
Mir. No. FRNF5001S-4U, FRNO0101S-4U, FRNOO2C1S-4U, FRNOO3C1S-4U, FRNO01C1S-6U, FRNO02C1S-7U, 4RG3/7-4RG38 


3XA44, 4RG39 and 5HT20 AC Adjustable Frequency Drives 
AC Drive NEMA 1 Kits 
Mfr. No. FRNO01C1S-4U 


4RG30, 4RG34, 5HT21 and 5H122 AC Adjustable Frequency Drives 


Mfr. No. FRNF5001S-7U, FRNF5001S-2U 

4RG36 AC Adjustable Frequency Drive 

Mfr. No. FRNO01C1S-7U 

3XA3/ and 3XA38 AC Adjustable Frequency Drives 
Mfr. No. FRNF5001S-6U 


Mfr. No. FRNO02C1S-4U, FRNOO3C1S-4U, FRNO02C1S-2U, FRNO0301S-2U 


3XA40 AC Adjustable Frequency Drive 

Mfr. No. FRNO02C1S-7U 

3XA45 AC Adjustable Frequency Drive 

Mfr. No. FRNO05C1S-4U, FRNO05C1S-2U, FRNO03C1S$-7U 
Remote Keypads 


3XA3/ through 3XA56, 4RH30 thru 4RG39, SHT20, SHT21 & SHT22 


Remote Keypad with Gaskets 


3XA3/ through 3XA56, 4RH30 thru 4RG39, SHT20, SHT21 & SHT22 


E-T-N 


Adjustable-Frequency Drives, DG1 Series 


= Graphic LCD display and keypad 
= [P21 and IP54 enclosure 


These general purpose drives are designed for more demanding commercial 
and industrial applications. These drives feature Active Energy Control for 
increased efficiency, safety, and reliability. Additional features include: brake 
chopper; dual overload ratings—110% variable torque, 150% constant torque; 


integrated common mode reduction 5% DC link choke with input surge; EMI/RFI 


filters; real-time clock; local/remote operation from keypad and 2 configurable 
soft keys; external auxiliary control capability; standard I/O-8DI, 1DO2Al, 2A0, 
3 relays; Ethernet IP and modbus communications; and 2 expansion slots to 


support additional I/O or communication protocols. 


Description 

Accessories 

Clock Battery, Real Time 

Control Module Kit with Keypad 
Fan Kit with Frame, Frame 1 

Fan Kit, Frame 1 

Fan Kit, Frame 2 

Fan Kit, Frame 3 

Fan Kit, Frame 4 

Fan Kit, Frame 5 

Flange Kit with Frame, Frame 2 
Flange Kit, Frame 1 

Flange Kit, Frame 2 

Flange Kit, Frame 3 

Flange Kit, Frame 4 

Flange Kit, Frame 5 

Frame Kit, Frame 3 

Input Option Card, (6) Digital Inputs 
Keypad Hole Plug, lype 12, IP54 
Option Card, Isolated Control 
Relay Dry Contact, Option Card 
Remote Keypad Cable 

Remote Keypad Cable 

Remote Keypad Kit 

Remote Keypad Mounting Holder 
Standard Keypad, DG1 Keypad 
Thermistor Input Card, (3) Digital Input, (3) Digital Output 
Thermistor Input Card, RID 








AC Drives 
Max. 
Max. Output Mfr. Item 
HP _ Amps W D Model No. 
1-Phase 120VAC saga Hz Input, 3-Phase 240VAC Output 
Vs 0.7 3.15" 3.94" FRNOOOIC2S-6U  3XA37 
V 14 i a5 3.15" 3.94" FRNOO02C2S-6U  3XA38 
Vp 25 4.72" 3.15° 453" FRNOOO3C2S-6U  3XA39 
1 42 512" 433" 5.47" FRNOO05C2S-6U  3XA45 
1-Phase 240VAC 50/60 Hz Input, 3-Phase 240VAC Output 
7 15 472" 315" 3.15"  FRNOOO2C2S-7U  4RG30 
Vp 3 4.72" 3.15° 3.74" FRNOOO4C2S-7U  4RG31 
1 5 4.72" 3.15" 5.51" FRNOQO6G2S-7U  4RG32 
i] 8 5.12" 4.33" 5.87" FRNOO10C2S-7U  4RG33 
3 11 7.09" 5.51" 5.47" FRNOO12C2S-7U _5HT20 
3-Phase 240VAC 50/60 Hz Input, 3-Phase 240VAC Output 
0.8 4.72" 3.15" 3.15"  FRNOOO1C2S-2U  5HT22 
15. 4.72" 3.15" 3.15" FRNOOO2C2S-2U  4RG34 
% 3 4.72" 3.15" 3.74" FRNOOO4C2S-2U  4RG35 
5 4.72" 3.15° 4.72" FRNOOO6C2S-2U  4RG36 
8 5.12" 4.33" 5.47" FRNOO10C2S-2U  4RG37 
ih s 12" 433" 547" FRNOO12C2S-2U  4RG38 
17 09" 5.51" 5.47"  FRNOO20C2S-2U  4RG39 
3-Phase 480VAC 50/60 Hz Input, 3-Phase 480VAC Output 
15 5.12" 433" 453"  FRNOOO2C2S-4U  3XA40 No. 3XA37 
1 25 5.12" 433° 5.47" FRNOOO4C2S-4U  3XA41 
2 3.7 5.12" 433° 5.47" FRNOOO5C2S-4U  3XA42 
3 55 5.12" 4.33" 5.47" FRNOOO/C2S-4U  3XA43 
5 9 7.09 5.51° 5.47" FRNOO11C2S-4U  3XA44 
Mfr. Item 
For Use With Model No. 
RMA-C_-0.75 3XA58 
RMA-C_-2.2 3XA59 
RMA-C_-3.7 3XA60 
NEMA1-0.75C1-4 3XA52 
NEMA1-C2-101 3XA46 
NEMA1-C2-102 3XA47 
NEMA1-C2-103 3XA48 
NEMA1-C2-104 3XA54 
NEMA1-C2-105 3XA56 
NEMA1-C2-106 3XA61 
NEMA1-C2-201 3XA49 
NEMA1-C2-202 3XA51 
NEMA1-C2-204 3XA55 
NEMA1-C2-205 3XA62 
NEMA1-C2-301 3XA50 
TP-E1 33M428 
TP-E1W 33M434 
No. 40HY75 
Max. ie ee Mfr. Item 
HP H Ww Model No. 
3-Phase 240VAC Boe Hz Input, 3-Phase BAOAG Cat 
0.75 Sf 11.5" 602" 7.89" DG1-323D7FB-C21C 40HY78 
4.8 11.5" 602" 7.89" DG1-324D8FB-C21C 40HY82 
15 6.6 11.5" 602" 7.89" DG1-326D6FB-C21C 40HY90 
D 7.8 11.5" 602" 7.89" DG1-327D8FB-C21C 40HZ35 
3 11 11.5" 602" 7.89" DG1-32011FB-C21C 40HY86 
5 175 14.96" 661° 9.63" DG1-32017FB-C21C 40HY83 
5 17.5 14.96" 661 9.63" DG1-32012FB-C21C 40HZ13 
75 25 14.96" 661° 9.63" DG1-32025FB-C21C 40HZ29 
Mfr. Item 10 31 20.43" 8.06" 10.44" DG1-32031FB-C21C 40HZ12 
Model No. 15 48 90.43" 8.06° 10.44"  DG1-32048FB-C21C 40HZ30 
20 61 93.27 936" 11.57" DG1-32061FN-C21C 40HZ25 
pao TBAT __Atuzze Is 7593.97" 9.36" 41.57" DG1-32075FN-C21c 40HZ27 
DXG-ACC-4ERINTOKIT 40H¥89 30 88 93.07° 936° 11.57" DG1-32088FN-C21C 40HY99 
DXG-SPR-FRIFAN 40HY79 40 114 2/.83 11.34" 18.41" DG1-32114FN-C21C 40HZ15 
DX%G-SPR-FROFAN AOHZ06 50 143 7A a GT. a DG1-32143FN-C21C 40HY91 
DXG-SPR-FR3FAN 40HZ14 60 170 27.83" 11.34" — 13.41" DG1-32170FN-C21C 40HY87 
DXG-SPR-FR4FAN 40HY88 3-Phase 480VAC 50/60 Hz Input, 3-Phase 480VAC Output 
DXG-SPR-FR5FAN 40HZ31 1 9.2 11.5" 6.02" 7.89" DG1-342D2FB-C21C 40HZ08 
DXG-ACC-FRONT2KIT  40HY93 1.5 5.3 11.5" 602" 7.89" DG1-343D3FB-C21C 40HY81 
DXG-ACC-FRIN12FK  40HZ19 4.3 11.5" 602" 7.89" DG1-344D3FB-C21C 40HY84 
DXG-ACC-FR2N12FK  40HZ28 3 5.6 11.5" 602" 7.89 DG1-345D6FB-C21C 40HZ18 
DXG-ACC-FR3N12FK  40HZ26 5 7.6 11.5" 602" 7.89 DG1-347D6FB-C21C 40HY75 
Dee rene nee 75 12 1496" 661° 9.63" DG1-34012FB-C21C 40HY76 
DeAe at —tiee "jpg Ser tubers ose — ee 
Te EEE SeLuG 40HY98 15 23 14.96° 661° 9.63" DG1-34023FB-C21C AQHY95 
“KEY” 40HY85 30 31 90.43" 8.06" 10.44" DG1-34031FB-C21C 40HZ33 
DXG-EXT-1AI2A0 40HZ05 yee 4 
DXGEXT-3R0 10H703 95 38 90.43" 8.06" 10.44 DG1-34038FB-C21C 40HZ02 
DXC-CBL-3M0 A0H710 30 46 20.43" 8.06" 10.44" DG1-34046FB-C21C 40HZ01 
DXC-CBL-1 MO AQH732 40 61 cy a: a DG1-34061FN-C21C 40HZ04 
DXG-KEY-RMTKIT 40H711 50 12 23.21" 9.36" 11.57" DG1-34072FN-C21C A40HY92 
DXG-KEY-HOLDER A0HY96 60 8/7 23.2/" 9.36" 11,57" DG1-34087FN-C21C 40HZ23 
DXG-KEY-LCD 40HY77 75 105 97.83" 11.34 13.41" DG1-34105FN-C21C 40HZ09 
DXG-EXT-3DI3D011  40HZ24 100 140 YA DG1-34140FN-C21C 40HZ07 
DXG-EXT-THER1 40HY94 125 170 97.83" 11.34 13.41" DG1-34170FN-C21C 40HY97 
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DART 


CONTROLS 


Adjustable AC Voltage Supplies 


Operable on 60/50 Hz at +10% rated line voltage. NEMA 1 = 


For universal, shaded pole, and PSC (permanent split — Feature rugged housing, power On/Off switch, 
capacitor) 1-phase AC motors. Suitable for use in power indicator lamp, front-access fuse protection, 
fans, blowers, pumps, vibratory feeders, and heating —_and input and output cords and plugs. 


and lighting applications. 120VAC 


Note: Check with motor manufacturer before using. Not for use ; ? 
: Include a standard male wall plug with 18" cord 


with split-phase or capacitor-start motors. 
and female output connector integral to housing. 
CHASSIS 
240VAC 


Supplied with speed pot, knob, and dial plate. 
Include 6-ft. input and output cords. Cord leads are 
prepped for wiring to suitable connector. 














No. 5JJ60 


Input Max. Voltage W L D Mfr. Item 
Description HP Voltage Amps Output (in.) (in.) (in.) Model No. 
Chassis Yq 120VAC 20 120VAC 1.0 Z 0.40625 AC03-055 dJJ60 
NEMA 1 1 120VAC 10 120VAC 4 5.53 3.8 d0AC10E SJPF3 
NEMA 1 15 120VAC 15 120VAC 4 5.53 3.8 DDAC15E SJPF4 
No. 5JPF3 NEMA 1 2 240VAC 10.0 240VAC 4 9.03 3.8 0/AC10E oJPFS 
: NEMA 1 2% 240VAC 15.0 240VAC 4 o.08 3.8 9/AC15E oJPF6 
: lef Dayton DART 
DG Adjustable-Speed Controls coNTROLs 











Operable on 60/50 Hz at +10% rated line voltage. 
Inhibit circuit allows Start/Stop without breaking AC 
lines. No. 2LHT5 features electronic safety interlock. 
Agency standards: Nos. 62385, 6Z386, 2LHT6, and 
reversing/cycling chassis models are UL and C-UL 
Listed. All others are UL and C-UL Recognized. 

Nos. 2M510, 5DYG9, 2LHT5, and 2LHT4 are also CE 
Certified. 


Reversing/Cycling 

= Cycle rate: 3 cpm 

Provide instant reversing, precise stopping, or 
cycling. Fit industry standard footprint for both verti- 
cal and horizontal mounting. Automatic dynamic 
braking on power loss. Zero-speed detect circuit 
eliminates contact arcing and motor plug reversing. 


= Built-in transient and surge suppression 


For permanent magnet or shunt-wound DC motors 
and gearmotors. Solid-state speed controls 

convert line voltage input to full-wave DC power 

on constant- or diminishing-torque applications. 

No. 42829 includes isolated voltage/current follower 
input with an auto manual switch. No. 13A944 
includes an isolated 4-20 current follower only. 


DAYTON® 

= Adjustable min./max. speed and IR compensation 
= Speed regulation: +1% 

DART 

= Adjustable min./max. speed and IR compensation 


= Speed regulation: +1% with armature voltage 
feedback and +0.5% with tach feedback 





No. 4Z827 





ene No. 2M510 = Chassis models include speed Note: No. 2M511 has a cycle rate up to 30 cpm. No. 2LHT6 is 
No. 62386 pot, knob, and dial plate reversing only, and is not a cycling control. 
Current/ Accepts 
AC Input HP @ HP@ Speed Linear Linear Torque Shunt Tach Dynamic External Mfr. Item 
Enclosure Voltage 9OVDC 180VDC Range Accel. Decel. Limit Wound Volts Feedback Braking Switches WwW H OD Model No. 
Dayton® DC Adjustable Speed Controls 
Chassis 120/240VAC 1/50 to 1/6 1/25t0 4 2571 Fixed 0.5 sec. = None  100/200VDC No No ON/OFF 4.9" 4" 9" 47807 47827 
NEMA 1 120/240VAC 1/50 to 1/6 1/25 to Vs 25'1 Fixed 0.5 sec. = None 100/200VDC No No ON/OFF 4.25" 5" 1.88" 47507-47527 
NEMA1 120VAC  1/50to 1/6. — 251 Fixed 0.5 sec. = None == No No ON/OFF 6’ 6" 6.38" 5X412 5X412 # 
NEMA 4/12 120/240VAC 1/50to% 1/25to% 50:1 Fixed 1to3sec. Fixed 0.5sec. Adjustable 100/200VDC Yes Yes Sa 5" 95" 5.5"  6X165 + 6X165 *# 
NEMA 4/12 120/240VAC ‘%to1  Yato2 50:1 Fixed 1to3sec. Fixed 0.5 sec. Adjustable 100/200VDC Yes Yes Toent hh D! 5° gsr 5.5"  OMI71 — 2MI71 *# 
NEMA 4/12 120/240VAC ‘tot  Yato2 50:1 Fixed 1 to 3sec. Fixed 0.5 sec. Adjustable 100/200vDC Yes Yes [Grn ERD! 5 gsr 55"  tF794 F794 *t¥ 
NEMA 4/12 120/240VAC veto1 Vato? 50:1 Fixed 1 to 3sec. Fixed 0.5 sec. Adjustable 100/200VDC Yes No anor = 5" 95" 55" 5X485 5X405 # 
NEMA 4/12 120/240VAC ‘eto1  Yto2 50:1 Fixed1to3sec. Fixed 0.5sec. Adjustable 100/200VDC Yes Yes a OPIREM 5" 95" 5.5" 47829 47829 * 
NEMA1 120/240VAC tol eto? 50-1 Fixed Fixed Adjustable — No No FWD/OFF/REV. 6" 5.13" 6.5" 41D720 410720 # 
Dart DC Adjustable Speed Controls 
Chassis  120/240VAC 1/50 to 1/6 1/25to 4 2571 Fixed 0.5 sec. = None  100/200VDC No No None 98" 13" 33"  {5DViA  5JJ56 ¢ 
Chassis 120/240VAC 1/50to 1/6 1/25to% 25:1  Fixed0.5sec. Fixed0.5sec. None  100/200VDC No No None 2.8' 1.5' 3.3" —15DV2A 5JJ57 ft 
NEMA 4/12 120/240VAC 1/50 to 6 1/2510 % 25 Fixed 0.5 sec. = None 100/200VDC No No ON/OFF-3.81" 55" 35" 15DVE5JU58 # 
Chassis 120/240VAC 1/50to% 1/25to%4 50:1 ee oe Adjustable 100/200VDC Yes No None 3.63" 4.25" 1.31" 125D-12C-2A 5DYG9 
Chassis 120/240VAC ‘eto % Ya to 1 90:1 Fixed6sec. Fixed6sec. Adjustable 100/200VDC Yes No None 3.63" 4.25" 1.3" 125DV-C-K 2M510 
Chassis 120/240VAC_vato’s “tot 50:1 Fixed 0.5 sec. = Adjustable 100/200VDC Yes No None 3.63" 4.25" 1.3" 125DV-C-1 2LHT5 
Chassis 120/240VAC Veto  Yatot 50:1 05 to 8 set ee Adjustable 100/200VDC Yes No None 3.63" 4.25" 1.3" 125DV-C-2A 2LHT4 
Chassis 120/240VAC Yto1 Yato2 50:1 eee - Adjustable 100/200VDC Yes No None 5.53" 7" 1.63" 253G-200C 62385 # 
NEMA 4/12 120/240VAC ‘tol Yato2 50:1 poe = Adjustable 100/200VDC Yes No ON/OFF 5.53" 7.25" 2.75" 253G-200E 62386 # 
NEMA4X 120/240VAC ‘tot  “%to2 50:1 Fee = Adjustable 100/200VDC Yes No STAT 5.53" 7.25" 2.75" 253G-200E-7 13A944 
Chassis 120/240VAC %to1 Yato2 50:1 Sea re Adjustable 100/200VDC Yes No None 6.7" 9" 2" 530BC 62387 # 
NEMA 4/12 120/240VAC ‘tol Yato2 50:1 ee ee Adjustable 100/200VDC Yes No ON/OFF 6.7". 10" 4.75" 530BRE 62388 # 
Chassis 120/240VAC Yeto1% Yato3 50:1 ae eer Adjustable 100/200VDC Yes No None 6.7" 9" 2 533BC 5WJ59 # 
Dart DC Adjustable Speed Controls For Reversing/Cycling Applications 
Chassis 120VAC 1/50 to % — 50:1 ‘Fixed 0.5 sec. —_— Adjustable 100VDC No Yes None 3.75" 6.25" 2.65" 130LC12 5HA32 
Chassis. 120VAC.—-—«s ato ——50:'1 Fixed 0.5 sec. Adjustable T00VDC No Yes None 3.75" 6.95" 9.65" 130LC100  5HA33 
= ~—Adjustable 0.3 Adjustable 0.0, ON/OFF FWD) ss ass oes : 

NEMA4/12 120VAC = %to1 501 Oe sec. to iasec. Adlustable 100VDC_—Yes_—Yes_Sropimey 67" 10" 4.75" S30BRE-36MA 2M511 # 
NEMA 4/12 120/240VAC “tot  Yato2 50:1 a Fixed Adjustable 100/200VDC Yes No  FWD/OFF/REV 5.53" 7.25" 2.75" 253G-200E-29 2LHT6 # 
Chassis 240VAC 1/25to% 1/25to% 50:1 Fixed 0.5 sec. — Adjustable 200VDC No Yes None 3.75" 6.25" 2.65" 132LC25 5HA34 
Chassis. 240VAC.——s@ to 1 ~—Ss Matto 1 ~~ <50-1 Fixed 0.5 sec. = Adjustable 200VDC No Yes None 3.75" 6.25" 0.65" 132LC200  5HA35 


* Braking kit included; installation voids UL. f Washdown with booted switches. ¢ L and J refer to shape of the speed pot bracket. # Fuse protected. 
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ELECTRICAL 
AC & DC Drives 





90/180VDC Field Programmable Closed Loop Controls 


Designed for use with 90/180V perma- 
nent magnet DC motors and gearmotors. 
Microprocessor-based with nonvolatile 
memory. Easy front-panel programming 
with lockout capability. Set speed can be 
= Pulse generator required; displayed in rpm, fom, gpm, process time, 


=» NEMA rated 4X (panel 
mount), 4, and 12 

= Support any AC 
voltage from 85 to 
265VAC, 60/50 Hz 


sold separately, this page or other engineering units. Digital closed installation. 
= ror Destiesuils, L rer volt Hi heed, It oh. Ww H D Std 
ower Volts igher Volts ype : 
recommend 500 1/50t0%  1/25to1 %DIN 3.62" 1.66" 4.13 cULus 
pulses/min. % to 1 to 2 “DIN 3.62" 3.5" 4.63" cULus Recognized 
Y% to 1 Ya to 2 Wall 55 - 74° 4" cULus Recognized 


DC Tachometer and Pulse Generators 


TACHOMETER/PROCESS METER 
= 4-digit 2" LED 
= NEMA 4X rating (faceplate 
with supplied gasket) 
= Includes option board for 
proximity sensor input 
Microprocessor-based digital system 
can measure shaft speed lower than 
1 rpm and can operate as a digital 
rate meter, timer, or process counter. 
Operates on 5V square-wave pulse 
supplied by pulse generator, sold 


separately. An onboard microcom- 
puter equipped with sophisticated 
software, quartz crystal controlled 
reference frequency, and display 
updating on every pulse permits 
accuracy of +0.04%. Offers a 5A, 
form C relay alarm output that can 
be adjusted for a number of trigger 
conditions. Selectable alarm output 
modes: low, high, window, or not 
window. Nonvolatile memory stores 
custom settings. 


Input Pulses per 
Description Voltage Revolution 
Tachometer and Process Meter 120/240VAC — 
Pulse Generator 45 to 24VDC 1 
Pulse Generator 45 to 24VDC 10 
Pulse Generator 45 to 24VDC 20 


Low-Voltage DC Adjustable-Speed Controls 


= Adjustable min./max. speed 

and IR compensation 
= HP is adjustable by built-in trim pot 
= Inhibit capability 
= Free-wheeling diode 
= Chassis models include speed 

pot, knob, and dial plate 
Provide wide-range, adjustable-speed control of 
permanent magnet or shunt-wound DC motors 
and gearmotors on constant- or diminishing- 
torque applications. Controls operate on +10% 
rated input voltage, with low-voltage compensa- 
tion and transient voltage protection. Suitable 
for conveyors, assembly lines, packaging, food 
processing, silk-screening, and photo processing 
equipment. 


HP HP @ Input 
Lower Volts Higher Volts 








Max. 


PULSE GENERATORS 


D 
in.) 
55 


ee = 


NN 
ne 


_—_ 
On oe 
— 
> 





12/24VAC CHASSIS SCR CONTROLS 

= Compact panel mount 

= Max. HP and current can be doubled 
with suitable auxiliary heat sink 


NEMA 4/12 SCR CONTROLS 
= Mounted speed pot and On/Off switch 
= Internally fused 


PULSE-WIDTH MODULATED 

= Adjustable acceleration: Nos. 2LHT8, 
2LHT9, 6YC43, 6YC44 are 0.5 to 8 sec.; 
Nos. 38EG40 to 38EG43 and Nos. 2LHT8 
and 2LHT9 are 0 to 10 sec. 

= All pulse-width modulated controls have 
fixed deceleration of 0.5 seconds 


FET PWM design results in cooler, quieter motor. 


Voltage Speed 







Enclosure Voltage Amps Output Range W H 
SCR Controls 
Chassis 1/40 1/20 12/24VAC 2 0 to 11/22VDC 2571 2.8 1.3" 
Chassis 1/40 1/20 12/24VAC 2 0 to 11/22VDC 2571 2.6: lo) 
NEMA 4 1/25 1/12 12/24VAC 3 0 to 11/22VDC 2571 3.01. 0 
Pulse-Width Modulated Controls 
Chassis 1/50 to 1/6 Wp 12/48VDC 10 0 to 48VDC 30:1 425° 3.6" 
Chassis 1/25 to V3 1 12/48VDC 20 0 to 48VDC 30:1 4.25" 3.6" 
Chassis % to 1 YW to V2 24/36VDC 40 0 to 24/36VDC 30:1 ‘Wa di 
Chassis % to 1 % to 3 12VDC 60 0 to 12VDC 30:1 6.7" Q" 
Chassis Ya to 2 % to 3 24/36VDC 60 0 to 24/36VDC 30:1 6.7" Q" 
Chassis Vp — 12VDC 40 0 to 12VDC 30:1 “Wa i 
NEMA 4X/12 1/50 to 1/6 Vp 12/48VDC 10 0 to 48VDC 30:1 5 53" fo 
NEMA 4X/12 = 1/25 to 4% 1 12/48VDC 20 0 to 48VDC 30:1 5 53" feo: 
CONTROLS 
— —— a 
a i us iP. é 
Potentiometer Kits eon 
7= = =| 
Input Voltage Mfr. Item r= = 
Type Voltage Output Display _ Includes - = Model No. Bi yrs 
_ __ la peed Pot, Knob, Dia ; 2 eer 10 
5K Ohm Plate Pat and gy Leads SA-STOK-WO 2LHT7 
ed 85 to 0 to asket Kit for 5K Ohm 
Digital og5vac e4vpc LED ay Panel Installation DP4 ss 2LHU1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


loop accuracy +’ rpm. 2" program- 
mable digital display features adjustable 
intensity and shows any time or rate 
base units. Operate in master or follower 
modes. Sturdy aluminum case construc- 
tion. Screw-type terminal strip for easy 


= Operating temp. range: -10° to 45°C 
= Max. shaft speed: 5000 rpm 
Provide square-wave pulses with 
frequency proportional to shaft 

rpm of unit to which it is mounted. 
Stainless steel ball bearing, compact 
Santoprene™ rubber housing, and 6-ft. 
rubber-jacketed output cable with 
3-wire 18 AWG conductors. Mount 
directly to motor shaft being monitored 
using single #10-32 screw. 





DART 


CONTROLS 

















Mfr. 
Model : 
MD10P 1XC92 
MD3P 2LHU3 
MD3E 2LHU2 


DART 


CONTROLS 


No. 1XC92 











No. 3VU57 


Mfr. Item 
Model No. 
DM8000 38VU5/ 
PU-2E 62392 
PU-20E 5JJ65 
PU-40E 38D074 





No. 6Z392 


DART 


CONTROLS 













No. 5JJ53 





No. 38EG40 
Mfr. Item 
D Model No. 
3.3" 13DV1A 5 JJ53 
ey T3DV2A 5Jd54 
3.5" T3DVE 5JJ55 
1.68" 65E10C  38EG40 
2.03" 65E20C 38EG41 
Wa 65E40 2LHT8 
227 65E60-12  6YC43 No. 6YC43 
207° 65E60 6YC44 
Le 65E40-12  2LHT9 
478" 65E10E 38EG42 
478" 65E20E 38EG43 


Digital 
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Motor Starters & Contactors Details on page A1. 
FUSIBLE CIRCUIT BREAKER 
Thermal Enclosure HP@ HP@ HP@ HP@ 
NEMA — Unit NEMA Amps |3-Phase 3-Phase Item 3-Phase 3-Phase Item 
Size Code* ARatin AC 240V 480V Series No. 240V 480V _ Series No. 
Separate Control, 120VAC Coil 
0 D1 1 18 — 5 8538SBG  1H689 3 5 8539SBG  1H695 
0 D1 12 18 — 5 8538SBA  1H688 3 5 8539SBA  1H694 
1 D1 1 ra 75 10 8539SCG  1H699 
1 D1 12 21 7.5 10  8539SCA  1H697 
2 D4 1 45 10 25 8539SDG 1YDU3 
2 D4 12 45 = 25 8538SDA 1H692 10 25 8539SDA 1YDU4 
3 D5 1 90 30 50 8538SEG 2FL22 30 50 8539SEG 1YDU5 
With Hand/Off/Auto Switch, 1 Red/1 Green LED Pilot Lights, Separate Control, 120VAC Coil, 2NO/2NC 
1 D1 12 2/ = — — 
1 D1 12 2/ — — — = 
1 D1 12 2/ — = = = 
1 D1 12 2/7 = — — _— 
1 D1 12 2/ — = = 
1 D1 12 21 75 10 8538SCA 12N649 — — — — 


With Hand/Off/Auto Switch, 1 Red/1 Green LED Pilot Lights, Separate 
Control, 120VAC Coil, 2NO/2NC, Solid State Overload Rela 

















1 — 12 7 | — — —  — | 2 5 8539SCA 39N409 
1 = 12 7 | —  — — — | 75 10  8539SCA  39N406 
2 = i2 45 10 25. 8539SDA  39N408 
2 = 12 27 = = = — 
Sn ce: 2 — 12 ~~~ 75 15 8530SDA _39N410 
sig. AEG 2 — 12 45 10 25. 8539SDA  39N411 
: 2 = 12 45 = = = — 
2 = 12 45 = = = = 
With Hand/Off/Auto Switch, 1 Red Pilot Light, and 480V Control Transformer, 120VAC Coil, 1NO/1NC 
0 D1 1 18 = — — — 
0 D1 12 18 3 5 8539SBG  1YDW3 
1 D1 1 27 = = = = 
eecaic Sale Scaniet 1 Di 12 27 — — — — 
2 D4 1 45 — 25  8538SDG  1YDV7 — — — — 
No. 1H694 2 D4 12 45. | 15. 25  8538SDA  1YDV8 70. 25  85398DG  1YDW5 
[D]) scuareD With Push-Button Start/Stop Switch, 1 Red Pilot Light, and 480V Control Transformer, 120VAC Coil, 1NO/1NC 
0 D1 1 18 3 5 8539SBG_ 1YDV9 
by Schneider Electric 0 D1 12 18 — — — — 
NEM A c bi ti Mi t 1 D1 1 27 = = = 
1 D1 12 27 75 10  8539SCG  1YDW1 
ombpination 0 or 2 D4 1 45 15 25  8538SDG  1YDV1 — — — — 
Starters and Accessories 2 D4 12 45 15 25  8538SDA  1YDV2 10 25. 8539SDG 1YDW2 
Starter Mfr. Item 
= 3-pole, 60/50 Hz, 600VAC max. -hazinfary Coatdet for DISC sock Switches —-"*"*° ——_Mou#.-_____te___ 
‘i uxillary ontact for Disconnect Switches 
= Thermal units sold separately, see page 166 0 and 1 SPDT 9999TC11 4RM84 
= Class RK5 (600V) fuses on page 178 Description/ Max. Disconnect Mfr. Item 
Motor starter disconnect switches have a flange-operated “Fysa eel Features ____Tyne____Voltage___Switch Size ___Mode!_No.__ 
visible blade switch. Fusible combination starters have a NEMA 0 1 Class R 250 30A RFK03 iH715 
fusible disconnect switch and come complete with fuse blocks EN es 0 Err 
for RK5 type 6OOV fuses. Class R fuse clips sold separately. Hat —_ acai Class R 600 60A RFKOGH 2CR85 
Circuit breaker combination starters feature a PowerPact® ~100VA, 240/480VAC Primary, 120VAC Secondary, 3.43Wx5.82Hx5.38'D -9070G02D1 —-‘1De44 
motor circuit protector. * See page 166. 
. * ° HAND/OFF/ 
Dayton START/STOP | AUTO SELECTOR 
HP @ HP @ PUSH BUTTON; SWITCH 
ae ag ae . ae seae a ty 
a = ransiormer ran 0. 0. 
IEC Combination aan 3 5 No GE | 39N385 | 30N301 
' 3 5 Yes GE 39N397 
Motor Starters 901g 372 No GE 30N392 
— : 3 7V Yes GE | 39N405 | + 39N398 
= Short-circuit and motor jade 5 10 No Dayton 6PXJ7 
With Start/Stop overload protection 9 10 Yes Dayton | — _|__6PXK1 
Push Buttons and Transformer «= 3-pole, 60/50 Hz 14 to 20 2 1 ve ne fon __6PX4 a 
No. 4LVX6 = Ts 
= 120VAC coil 19 to 25 7% 15 No Dayton 6PXJ9 
2 Self-protected, Type E 1% 15 Yes Dayton | — | 6PXK3 
= 1NO auxiliary contact (GE includes 1NC) 24 to 32 ul eo no eayion arene 
y 10 20 Yes Dayton | — | G6PXK4 
= Hand/Off/Auto models have Enclosure NEMA Rating 4X 
DIN rail-mount terminal blocks 41016 % % Yes GE 41H798 
i Wy Ya No GE 39N369 
for external accessories WA | Yes GE 41H799 
1.5 to 2.5 
= 100VA transformer (where applicable) % 1 No GE 39N370 
. . . ee 3 
Adjustable motor circuit protector eliminates 25104 o é res ie sonar 
the need for heater elements (thermal units). ieee 1; 3 Yes GE 41H802 
Sinn academe ich Starters have visual short-circuit indicator | 2 : ie ae RG 
| an uto SWITC H i 7 fi 
si EMI and LED pilot light. UL Listed, CSA Certified. 6.3 to 10 5 5 No GE 39N373 
HAND/OFF/ 91013 2 1% No GE 39N374 
START/STOP | AUTO SELECTOR 3 The Yes GE 41H804 
HP @ HP @ PUSH BUTTON, = SWITCH 5 10 No GE | .— | 29HZ79 
Amps 3-Phase 3-Phase Control Item Item 11 to 16 5 10 Yes GE | — | A4LVX2 
AC 240V 480V Transformer Brand No. No. 5 10 No GE 4LVU7 
Enclosure NEMA Rating 1 5 10 No GE | — | __ 29HZ80 
Nie aG % Ys No GE | 39N381 | 39N387 14 to 20 5 10 Yes GE | — | 4LVX3 
% Ys Yes GE | 39N399 |  39N393 5 10 No GE 4LVU8 
151025 % 1 No GE | 39N382_ | —-39N388 7% 15 Yes GE 4LVX4 
ee % 1 Yes GE | 39N401 | 39N394 19 to 25 7%, 15 No GE | — | 29HZ81 
25to4 7 2 No GE | 39N383 | 39N389 7%, 15 No GE | — | 4Lwu9 
Y, 2 Yes GE | 39N402 | 39N395 10 20 Yes GE | — | 4LVX5 
rrr 1% 3 No GE 39N390 24 to 32 10 20 No GE | .— | 29HZ82 
1% 3 Yes GE | 939N403 | —_—39N396 10 20 No GE 4LVX1 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


ELECTRICAL 


Motor Starters & Contactors 





NEMA Magnetic Motor Starters with 


Solid State Overload Relays 


= Class 10/20 selectable thermal protection 
= 3-pole, 60/50 Hz, GOOVAC max. 
= Accessories and replacement 

parts on page 163 


Full-voltage starters start and stop 3-phase AC 
motors. Manual push-to-test and visible trip indi- 
cator. Trip-free construction allows overload relay 


to trip even if reset lever is blocked or inthe reset _ Certified. 


NONREVERSING | NONREVERSING | NONREVERSING |NONREVERSING) REVERSING | REVERSING | REVERSING | REVERSING 
NEMA 8R, 12} NEMA 4, 4X 


NO ENCLOSURE NEMA 1 NEMA 3R, 12 

NEMA Amps CHOOSE: Item Item Item 
Size AC Coil Volts No. No. No. 
9 H4844 H4843 — 

0 18 120VAC H5173 H5178 H5183 

1 2/ 208VAC H5174 H5179 H5184 

2 45 240VAC H5175 H5180 H5185 

3 90 480VAC H5176 H5181 H5186 

4 130 H5177 H5182 H5187 


by Schneider Electric 


Type S, NEMA-Style 











by Schneider Electric 





position. Overload relay has heaterless construc- 
tion and adjustable full load amp setting. 


Normally open holding circuit contact allows 
3-wire control. Angled contacts provide high 
contact pressure and positive seating. Spring- 
assisted gravity dropout on de-energizing quickly 
extinguishes any arcing. UL Listed and CSA 


NEMA 4, 4X (NO ENCLOSURE 
Item Item 
No. No. 
— H4846 
H5188 H5193 
is H5189 H5194 
* H5190 H5195 
H5191 H5196 sf 
H5192 H5197 


FOR 3-PHASE MOTORS | FOR 1-PHASE MOTORS 


NEMA 1 


Item 
No. 
H4845 
H5198 
H5199 
H5200 
H4854 
H5008 





Item 
No. 


H4847 
H4849 
H4851 
H4853 
H4858 





Item 
No. 


H4848 
H4850 
H4852 
H4859 
H5009 


i Nonreversing, Open 
No. H5173 








Reversing, Open 


* 480VAC coil not available. f 240VAC and 480VAC coil not available. No. H5197 


Open 
REVERSING REVERSING 
NO ENCLOSURE NEMA 1 
Item Item 
No. No. 
H7711 — 
— H7717 
H7710 — 
H7712 H7718 
H7722 — 
— H7728 
H7723 H7729 
— H7730 
H7724 — 


Open 
No. H5148 


NONREVERSING 
NEMA 3R, 12 


Thermal 
Unit Code 


C2 
C3 
C4 
Co 


H9198 
Ho199 
H9160 
H5161 








NEMA 
3R, 12 
REVERSING REVERSING 
NEMA 3R, 12 | NEMA 4, 4X 
Item Item 
No. No. 
H7733 — 
— H7737 
H7/734 — 


H Current Mfr. Item Mfr. Item 
Magnetic Motor Starters wage Madel__ No a 
verida elays 
= 600V max., 50/60 Hz 0.40 to 0.63A | LRDO4L  19YC99 LR3D04L  19YC87 
: 0.63to1.00A | LRDOSL 19YD01 LR3D05L  19YC88 
For full-voltage starting and stopping (also reversing —+oi54¢0a|-LRDOéL49YD02 LR3D06L 1989 
for models indicated) of AC squirrel-cage motors. 1.60 to 2.50A.| LRDO7L  19YD03 -R3D07L.19YC90 
Requires an overload relay, sold separately, that an te coat CEBYOE iaYoaS REBT OL sayGae 
provides motor overload protection. Reversing 5 50 7 800A | LRDi2L 19YD06 [R3D12L 19093 
models consist of a full-voltage contactor and a 7.00 to 10.04 LAD TAL 19Y07 SHE ee 
: ie .00 to 13. 5 
Class 8536 starter that are mechanically and electri 77-0018 0A | TRD21L19¥D09 [RSD21L ASV CoG 
Cally interlocked; enclosed devices use horizontally 17.0to 24.0A  LRD22L 19YD10 [R3D22. 19YC97 
arranged components. UL Listed and CSA Certified. _23.0 to 32.0A | LRD32L_ 19YD11 LR3D32L__ 19¥C98 
NONREVERSING | NONREVERSING | NONREVERSING | NONREVERSING 
ee sendede NO ENCLOSURE NEMA 1 NEMA 3R, 12 NEMA 4, 4X 
mps : tem tem tem tem 
ue AC Coil Volts No. No. No. No. 
-Fole 
00 9 T20VAC, 208VAC, 240VAC, 480VAC H7707 H7713 = — 
T20VAC, 240VAC — = = = 
T20VAC, 208VAC, 240VAC, 480VAC H7708 H7714 = = 
0 18 T20VAC a = = = 
1 97 T20VAC, 208VAC, 240VAC, 480VAC H7709 H7715 = = 
T20VAC — = — = 
3-Pole 
T20VAC, 208VAC, 240VAC, 480VAC H7719 H7725 — = 
00 9 120VAC, 240VAC — = = = 
T20VAC, 480VAC = — = = 
5 ' T20VAC, 20BVAC, 240VAC, 480VAC H7720 H7726 H7731 H7735 
T20VAC, 240VAC — — = = 
T20VAC, 208VAC, 480VAC -_ — = — 
T2OVAC, 480VAC _ = = — 
1 27 TOOVAC = = = = 
T2OVAC, 208VAC, 240VAC, 480VAC H7721 H7727 H7732 H7736 
[D) sauaRED — 
by Schneider Electric ) 
NEMA Magnetic Motor =) cua: 
= 5* a 
Starters with Standard = No. 5142 
Overload Relays 
= Melting alloy thermal overload relays =e 
= Class 20 thermal protection SS 
= 2- oF 3-pole, 60/50 Hz, 6O0VAC max. NONREVERSING | NONREVERSING 
= Thermal units sold separately, page 166 NO ENCLOSURE NEMA 1 
j NEMA PCHOOSE: Thermal Item Thermal — Item 
= Accessories and replacement parts on page 163 ee Canvanclinitenie Ne. WiiesdG. Ne 
Full-voltage starters start and stop 1- and 3-phase AC ‘2-Pole 
motors. Manual push-to-test and visible trip indicator. 7 — yo0vac. /_ bo Here ea 
Trip-free construction allows overload relay to trip even 1 208VAC B3__H5139 A3_H5143 
if reset lever is blocked or in the reset position. iP 240VAG | __ Be _he140 ae 
j ircul -Wi 3-Pole 
Normally open holding circult contact for 3-wire vi 4 S146 a4 W575 
control. Angled contacts provide high contact pressure 0 120VAC D2 H5147 C2 15153 
n itiv ting. Spring-assisted gravity dropout on 1 208VAC D3____-H5148 C3 HO154 
and pos We Sealing Sp dels ed Ulavity d OpOnkG y) 240VAC D4 _H5149 C4. _—«H5155 
de-energizing contacts quickly extinguishes any arcing. 3 A80VAC D5 H5150 C5 H5156 
UL Listed and CSA Certified. 4 D6___—H5 151 C6 Ho 157 


C6 


H9162 


_ NEMA 12 
)) No. H5158 
REVERSING REVERSING 
NO ENCLOSURE NEMA 1 
Thermal Item Thermal Item 
Unit Code _ No. Unit Code No. 
D1 H5163 D1 H5168 
D2 H5164 D2 H5169 
D3 H5165 D3 H5170 
D4 H5166 D4 H5171 
D5 H5167 D5 H5172 
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ELECTRICAL 
Motor Starters & Contactors 


Scan. Order. Done. 
Details on page A1. 











HP@ HP@ 
Aare NEMA Amps > CHOOSE: 3-Phase 3-Phase Mfr. Item 
Orr tor Size AC Coil Volts 240V 480vV wW H D Model No. 
NEMA Size 3 Nonreversing Contactors, No Enclosure 
0 18 3 560304 4 OH CR305B00 H2444 
{ 27 7% 10 394 45 34 CR305C00 H2445 
2 45 120VAC; 240VAC: 480VAC 15 25 55 6.02 55 CR305D00 H2446 
3 90 30 50 65 881 67 CR305E00 H2447 
4 135 50 100. 65 881 67 CR305F00 H2448 
Nonreversing Motor Starters, No Enclosure 
Motor Starter 00 9 tv 2 371 78 3.94 CR306A00 H2440 
NEMA Size 0 0 18 3 5 371 8 3.94 CR306B00 H2aa1 
{ 27 . 7 10. 371 7. 44 
, i. 745 120VAG; 240VAG; 480VAG 75-95 5 449.12 5.50 CR306D00 H2443 
4 —— a 
7 5 5 5 
NEMA Magnetic Contactors monreversiqg Motor Starters, Enclosed 7 , 5 i" 83 cRIGERTD rere 
2 2 
and Motor Starters a a 
7 1% : 
= 3 pole MOTOR STARTERS 2 45 120VAC; 240VAC: 480VAC i 5 25 7-38 13.25 6.1 3 CR306D10 H2432 
: 3 90 5 75 20.25 7. 4 
= Include 1NO aux. contact Protect against motor 4135 50100875 25 7.31 CR306F10 H2434 
UL Listed. overload on 3-phase motor We 270 voter Start «th Eleetont ee Ree ; ale 45.12 11.00 CR306G10 H2435 
F F onreversing Motor otarters Wi ecitronic Uverioa elay, NO Enciosure 
CONTACTORS circuits. Manual weld check. "7°" 519 13.5 1%, 10. 3.71 7 3.94 CR306C00 00XAAAAG H2425 
. Toolless disassembly. Class 2251050 soqyac- oagvac: 480VAC —12 25 5.44 9.12 5.50 CR306D00 OOXAAAAJ —H2426 
For use with resistance 3 35to 70 30 50 6.62 11.62 6.50 CR306E00 OOXAAAAL H2427 
heating“and:capacitor cinvulls 20 overload protection with 4 135 50100662 11.62 650 CR30GF00 OOXAAAAM H2428 
> visible trip indicator and Nonreversing Motor Starters with Electronic Overload Relay, Enclosed 
may be used to control 1 6510135 120VAC: 240VAC: 480VAC 1% 10 ofl 3.94 CR306C10 OOXAAAAG H2436 
ego without electronic overload 0 120VAC: 240VAC: 480VAC ——2 5 494° {4 459 CR309B10 H2438 
rotection is provided { 27 7% 10 494 14 459 CR309C10 H2439 
relays require 3 heaters, see 
separately ys req J 2 Speed Motor Starters, Enclosed 
below for selection. { 27. 120VAC: 240VAC: 480VAC. 7% 10 888 7 3.94 CR309C10 AKA _—~-H2437 
Replacement 
Motor Starter Heaters aie ] ; 
and Accessories Auxiliary Contact 
Adder Block 
= 3-pole starters require 3 heaters (thermal units) NEMA Current Mfr. Item 
: Size Range Model No. 
= Amps shown are for motors with Overload Relays 
1.15 to 1.25 service factor 00, 0, 1 _ CR324C360F 6ANH5 
00, 0, 1 = CR324C660F 6ANH6 
Full-Load Amps @ 3-Phase NEMA Overload Relays 
NEMA Size 3 NEMA Size 4 Mtr. Item 0,1 6.5 to 13.6A CR324CXGS 6ANH7 
Regular Encl. Large Encl. RegularEncl. _ Large Encl. Model No. 0,1 13.0 to 27.0A CR324CXHS 6ANH8 
Heaters Mount Adapters 
— on ee = = o_o 
34.30 376 36.7 36.8 | GR12364308 SHYY2 NEMA Size 00,0.ort NEMA Size 2 Mtr tem 
44-70 ar7 466 464 CRI23F5678 aH fegular Encl. Large Encl. Regular Encl. Large Encl. Model No. 
51.00 52. 52. 53. 5 
—_——— | a ier) ey em cA 
29-40 o0.f 29. OU CRI eSEAB Sy 6.92 720 6.48 to 7.35 7.35 CR{23C778A  3HYW3 
63.30 68.1 TA 69.9 ORI est/f2B Sry 7.99 8.09 7.36 to 8.06 8.06 CR123C867A  3HYWA 
66.10 £19 £06 ff CRI esredeR shy 8.47 879 8.07 to 9.03 9:03 CR123C955\  3HYWS 
£3.90 {8.2 £b.3 (3.9 CRI esrgteB SZ 919 9.67 90410961 961 CR{23¢104B  3HYR1 
82.20 87.9 88./ 92.3 CRT ese sro 10.00 10.40 9.62 to 10.5 10.50 CR{23C113B  3HYR3 
20 20 3 i, cae ete 10.70 11.00 10.6to 11.6 11.60 CR123C1258  3HYR5 
_ — 12.00 12.40 11.7 to 12.5 12.50 CR123C137B  3HYR7 
110 ibs CRI2sF gol _ SFY 19.9 13.2 1264136 13.6 CR123C151B  3HYR9 
= = ie Wt Kee 15.10 15.40 13.7 16.7 16.70 | CR123C163B__ 3HYT2 
— — 735 ei CRTSSET74C SHS 16.30 17.10 16.8 to 17.9 17.90 CR123C180B  3HYT3 
7340 193 as = CRYSaEDa3 — SHYXA 17.90 18.10 18.0 to 18.7 18.70 CR123C198B  3HYTG 
: : — — 19.70 20.00 18.8 to 20.4 20.40 CR123C2148  3HYT7 
aati a = = Bete sB __3HYN 91.20 51.50 30.510 22.7 59.70 CR123C228B  3HYT9 
5610 ot — — CRID3ES00B SHYX7 99.30 99.50 99.8 to 24.7 24.70 CR123C250B  3HYU2 
: — — 23.50 23.80 24.8 to 26.3 26.30 CR1230273B  3HYU4 
28.00 29.1 CR123732/B _ SHY XS 95 50 26.30 96.410 29.5 59.50 CR123C303B 3HYUG 
120VAC | 277VAC | 240VAC | 480VAC 97.00 97.00 99.6 to 32.5 32.50 CR123C330B  3HYU8 
Starter Item Item Item Item = = 32.6 to 30.7 36.70 CR123C3668  3HYV1 
geonze No. No. No. No. = = 36.8 to 41.9 41.90 CR123C400B  3HYV3 
Replacement Coils c 04 SACHS = = 42.0 to 43.2 43.20 cRizC4408 SHYVS 
0, = = = =< = 4 
2 SAGHS | GAMRO | 3AGH9 | SHYN' 0.43 0.45 wees 2S CRI 3COBAA HYP 
00,1 = GAMP8 | SAGH6 | 3AGH7 0.48 0.49 = = CR123C060A__ 3HYP4 
3 SHYN2 | G6AMXS | SHYNS | SHYNG 0.53 0.53 — — CR123C066A__ 3HYP5 
4 SHYNS | GAMXo | SHYNG | SHYN7 0.58 0.59 — — CR123C071A _ 3HYP6 
2 GAMX6 = = GAMX8 0.64 0.65 — — CR123C0/8A__ 3HYP7 
No. of NC No. of NO Starter Mfr. Item 0.74 0.76 —_ _ CR123C087A 3HYP8 
Aux. Contacts Aux. Contacts Size Model No. 0.84 0.84 = = CR123C097A 3HYP9 
NEMA Adder Auxiliary Contact Blocks 0.92 0.93 = = CR123C109A  3HYR2 
0 1 00 to 4 CR305X100D 3HWN3 1.02 1.04 = = CR123C118A  3HYR4 
i 0 00 to 4 CR305X100E 3HWN4 110 115 = = CR123C131A  3HYRG 
NEMA Auxiliary Contact Blocks 1.23 127 = = CR123C148A  3HYR8 
{ 1 00, 0, 1 CR305X100C 3HWN2 1.38 1.39 = = CR123C163A  3HYT1 
1 1 2 CR305X200C 3HWN5 1.49 1.55 = = CR123C184A  3HYTA 
1 1 3,4 CR305X300C 3HWNG 1.67 1.73 = = CR123C196A  3HYT5 
Starter Mtr. Item 1.79 1.89 = = CR123C220A  3HYTS 
Legend Size Model No. 1.98 2.05 = = CR123C239A  3HYU1 
Push Button Kits 2.94 2.28 = = CR123C268A  3HYU3 
Start/Stop/Momentary Contact 00 to 1 CR305X120N 3HYP1 2.43 2.4/ — — CR123C301A —_ 3HYU5 
Start/Stop/Momentary Contact 2 CR305X220N 6AND1 2.10 2.19 — — CR123C326A _ 3HYU7 
Start/Stop/Momentary Contact 3,4 CR305X320B 6AND5 3.29 3.31 — — CR123C356A _‘ 3HYU9 
Start/Stop/Momentary Contact 5 CR305X520B 6AND9 3.43 3./0 — — CR123C379A __— 3HYV2 
Selector Switch Kits 4.03 4.06 = = CRI23C419A  3HYW4 
Hand/Off/Auto 00 to 1 CR305X130N 3HYP2 4.43 4.47 = = CR123C466A  3HYV7 
Hand/Off/Auto 2 CR305X230N 6AND3 4.94 4.95 — — CR123C526A  3HYV8 
Hand/Off/Auto 3,4 CR305X330B GAND6 5.36 5.49 = = CR123C592A  3HYV9 
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Electrically Electrically Mechanically 
Held Type L Held Type S Held Type LX 


Multipole Lighting Contactors 55>” 


Open-type contactors have 120V coils operable on 50 Hz at eee . Sag e 
110V, 277V at 60 Hz. UL Listed and CSA Certified. : 
ELECTRICALLY HELD TYPE L AND MECHANICALLY HELD TYPE LX 
Field-convertible contacts have normally open and normally closed indicators. 
Max. 8 normally closed contacts. Silver cadmium oxide double-break contacts. 
ELECTRICALLY HELD TYPE S 


Feature mixed load ratings (lighting and motors), factory-wired controls, and 
clearly marked termination points. 


No. of FullLoad CHOOSE: Mfr. Item No. 2BZ24 

































Poles Amps Coil Volts H W D Model No. 
Elsctrically Held Type L 
2 30 5.00" 2.88" = 3.12" ~—-8903L020 H5201 
3 30 5.00" 2.88" = 3.12" ~—-8903L030 H5202 
4 30 420VAC 5.00" 2.88" =—3.12" ~—-8903L040 H5203 
6 30 O77VAC 2:00" 4.25" 3.12" ~~ 8903L060 H5204 
8 30 5.00" 5.63" 3.12" —8903L080 H5205 
10 30 5.00" 5.63" 3.12" —8903L01000 H5206 
5.00" 563" 3.12" 8903L01200 H5207 
Electrically Held Type S 
2 30 4.34" 3.22" 4.22" _ 8903SMO1__H5212 
2 60 5.33 4.31" 4.94" _ 8903SP01_ _H5213 
—— a ee ccs 
3 60 Sevag _p33°__4.31" 4.94" 8903SP02__ H5216 D) No. 5F593 
3 100 7.09" 5.45" 6.50" —_-8903SQ02_ _H5217 by Schneider Electric 
——s eater es 
4 en oa —boar—¢-20"—seossaos—teszg | NEMA Motor Starter and Contactor 
Mechanically Held Type LX = 
4 30 get" 268° 3.25" so0acxo40 n5208- | ACCessories and Replacement Parts 
6 30 120VAC = 8.81" 4.25" 3.25" = 8903LX060 H5209 
8 30 277VAC = 8.81" —s 5.63" ~—- 3.25" = 8903LX080 H5210 _ Mfr. Item 
T2 30 8.81" 5.63" 3.25" 8903LX01200 H5211 Description Model No. 
Replacement Coils, 120VAC Contact Kits, Includes Movable and Stationary Contacts 
L Electrically Held — — — 9998L44  2FK33 3-Pole, Fits Size 00 9998SJ1 1H567 
SM/SP Electrically Held Unlatch 120VAC — — —  2959S13W30B 2FJ89 3-Pole, Fits Size 0 9998SL2 1H569 
LX Mechanically Held Unlatch — —= = 9998LX44_ 2FK39 3-Pole, Fits Size 1 9998SL3 1H570 
a a ee ae 3-Pole, Fits Size 2 9998SL4 1H571 
3-Pole, Fits Size 3 9998SL/ 1H572 
3-Pole, Fits Size 4 9998SL9 1H573 
3-Pole, Fits Size 5 9998SL11 1H568 
Auxiliary Contacts 
Open 4-Pole 1 NO, Fits Sizes 00 to 5 9999SX6 1H591 
No. H5222 1 NC, Fits Sizes 00 to 5 9999SX7 1H592 
‘“ 1 NO/1 NC, Fits Sizes 00 to 5 9999SX8 1H593 
tee Internal Nonconvertible Contacts 
eeecel? 1 NO, Fits Sizes 00 to 2 9999SX11 1H589 
tees 1 NC, Fits Sizes 00 to 2 9999SX12 1H590 
oe Transient Suppression Modules, RC Circuit Suppresses Coil Transients up to Approx. 240V 
Mile . For Type S 120V Coils Only, Fits Sizes 00 to 2 9999ST1 1H587 
‘aay For Type S 120V Coils Only, Fits Sizes 3 to 5 9999ST2 1H588 
s i Separately Mounted Dvarigat pe ay: Melting Alloy Design wit ree Reset _— 
= - ss -Pole, Fits Sizes 00 to 1, 25A Max. 
Lighting Contactors — Replacement Overload Relays for Class 8536 Starters 
; ; a = 3-Pole, Fits Sizes 00 to 1 9065SD05 2FK24 
= Rated 30A inductive and resistive 3-Pole, Fits Size 2 9065SD08 2FK25 
= 7.4"H x 4.2"W x 3.9"D Enclosed 12-Pole External Overload Reset Mechanism 
; igs . No. H5432 NEMA 1 or 12, Fits Sizes 00 to 4 9066RA1 OCF48 
= Electrically held and Enclosures up to 9%" D 
; a ; Control Circuit Fuse Holders, 600V Max. 
Design allows additional power poles to be added to a max. of six 1- or 2-pole Single, Series KTK Fuse, Fits All Sizes 9999SF3 4H577 
blocks. Poles are supplied in the NO position on contactor. Up to 4 power pole Two, Series KTK Fuse, Fits All sizes 99995F4 1H578 
. ; : ; Push-Button Kits 
blocks are field convertible to NC. UL Listed. Mechanically held contactors have Start/Stop, NEMA 1, Fits Sizes 00 to 3 9999SA? OFM51 
ilt-i inimi Start/Stop, NEMA 1/3R/12, Fits Sizes 00 to 7 9999SA3 1H574 
built-in control module delays to minimize excessive operation from faulty SyOif, NEMA T. Fits Sizes’ 00 to 4 Geccenis men 
ll NEMA Fis Sues 0003 9999SC2 1H575 
, Fits Sizes 00 to 
NOENCLOSURE NEMA 1 NEMA 1/3R/4/12, Fits All Sizes 9999SC8 1H576 
No. of > CHOOSE: Mfr. Item Item On/Off Selector Switch 
Poles Coil Volts viene x hay pss NEMA 1, Fits Sizes 00 to 4 9999SC22 2CC08 
é as ear “ eee HD a Red Pilot Lights, G00V Max. 
63L40 9 9 NEMA 1, Fits Sizes 00 to 1 and 1P 9999SP2R 1H583 
6 120VAG pet eee ee NEMA 1, Fits Size 2 9999SP3R 1H584 
8 277VAC 65L80 9 Green Lens (for above) 9999SPGi 1H586 
10 CR463LB0A H5225 H5431 Red Pilot Light, 120VAC 
12 CRA6SLDOA H9226 Ho432 NEMA 3R/12, Fits Sizes 0 to 7 9999SP28R 1H582 
Mfr. Item Mfr. Item Motor Logic™ Accessories (Type 9065) 
Type Model No. Type Model No. DIN Adapter Kit, Fits All Sizes 9999DA01 5F593 
Power Poles, 30A Enclosure Remote Reset, Fits Sizes 0 to 4, 9999RR04 5F596 
CR460XP31 3HXY2 NEMA 1 CR460XE1B 3HXZ5 120VAC Signal up to 150 ft. 
2 Pole CR460XP32 SHXY3 Coil Kit Isolated Auxiliary Contact, Fits Sizes 9999AC04 5F592 
Auxiliary Contacts 115to 120V — CR460XCJ 3HYNS8 0 to 7, NO or NC, A600 Rated 
1 CR460XB1 3HWN7 2/71V CR460XCN S3HYNS Line and Load Lug Kit, Fits NEMA Size 0 and 1 9999LLO 5F595 
2 CR460XB2 3HWN8 Lug Extender Kit, Fits Sizes 0 to 1 9999LB0 5F594 
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Scan. Order. Done. [= 
Details on page A1. 




















NEMA Current Mfr. Item 
by Schneider Electric Size Range Model No. 
= For Retrofit of Square D Type S Motor 
F Starters or Separate Mounting 
Motor Logic Overload Relays 00B 1.5 to 4.5A 9065SFB20  21TV77 
00C 3.0 to 9.0A 9065SFC20 ——‘21TV78 
= 3-phase, 60/50 Hz, 600VAC 
0 6.0 to 18.0A 9065SF020 _21AM84 
= 3:1 current adjustment range 1 9.0 to 27.0A 9065SF120  21AM85 
= Class 10/20 selectable thermal protection é 48 ie aeak aypeeE4op aes 
Heaterless construction with adjustable full-load amps. Relays are 4 45.010 135.0A  9065SF420  211V76 
protected against phase loss and phase imbalance. Mount separately For Retrofit of Square’ Type s Motor Starters a. 
eine or use to retrofit an existing Square D Type S starter. Select overload 3 30.0 to 90.0A 9065ST320  21AM82 
sede relay by full load amp current range. 4 45.0 to 135.0A 906581420 21AM83 
—— . . [D] sauaReE DD 
———« Replacement Magnetic Coils — 
24VAC | 120VAC | 208VAC | 240VAC | 480VAC 
ee ecciia Wak an ta 7 Hh ath ra 
ize or Use Wit ode 0 0. 0. 0. 0. 
00 SA Series B 9998SAC 1H561 TH562 1H563 1H564 1H565 
00, 1 SA Series A, SB, SC, SM 31041400 1H423 — 1H425 1H426 1H427 
00, 0, 1 SA Series A, SB, SC, SM 31041400 — 1H424 — — — 
eae re re 
an if 5 _ —_ 
3,4 SE, SF and SV 31091400 — 1H441 — — — 
as 4 SE, SF, and SV 31091400 — — 1H442 | 2MNG8 — 
0. 1424 5 SG and SX 31096400 = {H446 | 2MNGO | 2MNH1 | 1H449 





Enclosed 


Open, 








Open, Enclosed Enclosed Enclosed 
Nonreversing Reversing NEMA 1 NEMA 3R NEMA 4/4X NEMA 12 
- ‘Teh NONREVERSING | NONREVERSING | NONREVERSING | NONREVERSING | NONREVERSING REVERSING 
a NO ENCLOSURE NEMA 1 NEMA 3R NEMA 4X NEMA 12 NO ENCLOSURE 
NEMA Overload Relay CHOOSE: Item Item Item Item Item Item 
NEMA Motor Size Amp Setting Coil Volts No. No. No. No. No. No. 
00 0.33 to 1.65A J0884 J0901 J0905 J0909 J0913 J0893 
Starters 00 {to 5A H0472 H0484 J0906 H0498 H0505 H0478 
: 00 4to 20A J0883 J0902 H0491 J0910 J0914 J0892 
oe ae ‘38 — 6s — — a — ry —— ig 88 
: to 
NEMA starter with C440 0 4 t0 20A vine H0473 H0485 H0492 H0499 H0506 H0479 
electronic overload | 0.33 to t ‘S5A {20VAC 40889 — — — — 40898 
7 to — — — — 
= Selectable Trip Class | 410 20k S08VAC HO474 HO486 H0493 J0912 HO507 10897 
10A, 10, 20 or 30 1 9 to 45A J0888 J0904 J0908 H0500 J0916 H0480 
= 3-pole with 1NO aux. contact 5 ae “ue mbt = = = = ‘age 
: 5 310 5A 0475 H0487 HO494 HO501 H0508 0481 
j ifi to 49 
UL Listed and CSA Certified. 3 20 to 100A H0476 H0488 H0495 H0502 H0509 H0482 
Accessories and replacement parts —~q 30 to 150A H3831 Ho489 Ho496 H0503 HO510 H3832 
are available on Grainger.com®. 2 60 to 300A H0477 H0490 H0497 H0504 H0511 H0483 
~ > i = — 
Enclosed ed Enclosed = Enclosed cn 
NEMA 1 NEMA 4/4X NEMA 12 
—_— ——— 
é —— 
* € t ; Cc t 
[i © 0 
: 
S _ EEE 
NONREVERSING | NONREVERSING | NONREVERSING |NONREVERSING! REVERSING 
NO ENCLOSURE NEMA 1 NEMA 4, 4X NEMA 12 NO ENCLOSURE 
NEMA Overload Relay § CHOOSE: Item Item Item Item Item 
Size _ Amp Setting Coil Volts* No. No. No. No. No. 
00 0.25 to 1A J0917 J0926 — — H3838 
Open, 00 0.75 to 3.4A J0918 J0927 — — J0954 
Open Reversing 00 3 to 12A H0526 H0535 — — J0955 
N a 0 0.25 to 1A J0919 J0928 J0943 J0935 J0951 
onrSvetsiny 0 0.75 to 3.4A H0527 J0929 J0944 J0936 J0952 
0 3 to 12A J0920 H0536 H3776 H3767 J0953 
0 9.50 to 22A OAVAC J0921 J0930 J0945 J0937 H3837 
1 0.25 to 1A 420 to 240VAC J0922 J0931 J0946 J0938 J0956 
1 0.75 to 3.4A {20VAC J0923 J0932 J0947 J0939 J0957 
1 3 to 12A D08VAC J0924 J0933 J0948 J0940 J0958 
SIEMENS 1 5.50 to 22A SAAC H0528 J0934 J0949 J0941 J0959 
1 10 to 40A ASOVAC J0925 H0537 J0950 J0942 H3839 
NEM A M t i St rt r 1% 10 to 40A H0529 H0538 H3778 H3769 H3840 
oto arters 0 43 to 52A H0530 H0539 H3779 H3770 H3841 
600 VAC 2% 25 to 100A H0531 H0540 H3780 H377/1 H3842 
- 3 25 to 100A H0532 H0541 H3781 H3772 H3843 
= Selectable Trip Class 5, 10, 20 or 30 3% 50 to 200A H0533 hee 3182 sti ee 
= 3-pole with 1NO aux. contact zap toa HoSs8 oe ; 3183 ee i Sef 
UL Listed and CSA Certified. * 24VAC coils only available on enclosed versions. ¢ Dual voltage coils not available in NEMA Size 5. 
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a 
NEMA Size M-0 NEMA Size M-1 NEMA Size M-1P 
1 HP @ 120VAC, 2 HP @ 230VAC 2 HP @ 120VAC, 3 HP @ 230VAC 3 HP @ 120VAC, 5 HP @ 230VAC 
Enclosure Thermal Mfr. Item Thermal Mfr. Item Thermal Mfr. Item 
NEMA Rating | Unit Code Model No. Unit Code Model No. Unit Code Model No. 
1-Phase, 2 Pole 
No Enclosure J1 2510MBO1 2BW14 K1 2510MCO1 2PYE1 L1 2510MCO2 2PYE2 
1 J2 2510MBG1 1H411 K2 2510MCG1 1H415 LZ 2510MCG2 1H416 
12 Je 2510MBA1 2BWO7 K2 2510MCA1 2BW22 L2 2510MCA2 2BW23 Open NEMA 12 NEMA 4X 
4, 4x J2 2510MBW1 2PYD9 — — —_— L2 2510MCW2 2PYE8 No. 1H413 No. 1H410 No. 1H414 
7. 9 Al 2510MBR1 2PYD8 K2 2510MCR1 2PYE3 L2 2510MCR2 2PYE4 
1-Phase, 2 Pole, Stainless Steel Enclosure NEM A Manual 
4, 4X J2 2510MBW11 2BW20 K2  2510MCW11  2PYE6 [2 2510MCWi2 2PYE7 [D] sauaRED 
NEMA Size M-0 NEMA Size M-1 eee: 
3 HP @ 240VAC, 5 HP @ 480VAC Th% oe @ ss a HP @ Bi Motor Starters ae 
Enclosure Thermal Mfr. Item Therma I. tem . 
NEMA Rating Unit Code Model No. Unit Code Model No. = GOOVAC max.; 250VDC max. 
3-Phase, 3 Pole = Required thermal units sold 
No Enclosure M1 2510MBO2 1H413 N1 2510MCO3 2BW31 
1 M2 2510MBG2 1H412 N2 2510MCG3 1H417 separately, See page 166 
12 M2 251 0MBA2 1H410 No 2510MCA3  2BW25 = Auxiliary contacts Nos. 1H589 and 
4, 4x M2 2510MBW2 1H414 ~*~ N2 2510MCW3 2BW36 * 1H590 available on page 163 
7,9 M2 2510MBR2 2BW18 N2 2510MCR3 2PYE5 : . 
3-Phase, 3 Pole, Stainless Steel Enclosure Push-button motor starters provide On/Off operation 
4, 4x M2 2o10MBWi2 __2BWe1 N2 co OMOW 3 E39 and overload protection for small 1-phase, 3-phase, 
Description Model No. or DC motors. For use on small machine tools, 
Internal Lever for use with Type M Integral HP in NEMA 4, 4X, 7, 9, and 12 Enclosures 9998IL1 1H418 pumps, fans, and conveyors. UL Listed. 
Replacement Contacts For 2- or 3-Pole M-0 9998ML1 1H559 
Replacement Contacts For 2- or 3-Pole M-1 and M-1P 9998ML2 1H560 Note: NEMA Type 12 enclosures can be converted for 3R outdoor 
* Toggle switch operator. use by drilling two /%" holes in the bottom. 


E:TeN 
Manual Motor Starters 


NEMA manual starters provide control and overload 
protection to single- and 3-phase motors. Feature 
straight-through wiring and field-mounted auxiliary 
contacts. Come standard with a lockout device to lock 





No. 11Z490 No. 11Z492 No. 112496 No. 12M046 














motor in Off position. NEMA rated 1, 4, 7, 9, and 12. 
HP @ HP @ No Enclosure NEMA 4 NEMA 7D, 9E, 9F, 9G NEMA 12 
NEMA 3-Phase 3-Phase Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Size 240V 480V Model No. Model No. Model No. Model No. 
Toggle Operator 
M-0 2 5 B100M0C 112488 B100S0C 112490 B100WO0C 112492 B100U0C 112494 B100J0C 112496 
M-1 3 10 B100M1C 112489 B100S1C 112491 B100W1C 112493 B100U1C 112495 B100J1C 112497 
Push Button Operator 
M-0 2 5 BIOOMOCA 12M044 B100SOCA 12M046 _— — — _— — — 
M-1 3 10 BIOOMiCA = 12M045 B100S1CA  12M047 _— _ — _ — = 
Mfr. Item Full Load Mfr. Item Full Load Mfr. Item Full Load Mfr. Item Full Load Mfr. Item 
Description Model No. Amps Model No. Amps Model No. Amps Model No. Amps Model No. 
Accessories Thermal Units 1.05 to 1.14 FH16 12M066 4.04 to 4.40 FH3O0 —-12M080 | 13.60to14.90  FH44  12M094 
Auxillary BiA 12048 0.28 to 0.29  FHO3 12M053 1.15 to 1.25 FH1/ 12M067 4.41 to 4.81 FH31 12M081_ | 15.00to16.00  FH45  12M095 
Contact, 1NO 0.30t0 0.33 FHO4  12M054 | 1.26 to 1.39 FH18 12M068 4.82 to 5.26 FH32.-12M082 ~~) 16.10to1/7.10 FH46  12M096 
Auxiliary BiB 12M049 0.34t0 0.36 FHOS 12M055 | 1.40 to 1.54 FH19 12M069 9.2/ t0.9./4 FH33_—- 12M083_ | s17.20t0 18.30 FH4/ _12M097 
Contact, 1NC 0.37to 0.40 FHO6 12M056 | 1.55to1.71 FH20 12M070 9./9 to 6.26 FH34_—-12M084_~| 18.40t019./0 FH48  12M098 
Red Pilot Light, | 4.54 42Mo50 0.41t0 0.45 FHO/  12MO05/ | 1./2 to 1.89 FH21 12M071 6.27 to 6.83 FH39  —-12M085 | 19.80to21.20 FH49  12M099 
120VAC 0.46t0 0.50 FHOS  12M058 | 1.90 to 2.10 FH22 12M072 6.84 to 7.45 FH36 = 12M086 | 21.30to22.80 FH50  12M101 
Red Pilot Light, | 4.09 42mMo51 0.51t00.56 FHO9 12M059 =| 2.11 to 2.32 FH23 12M073 7.46 to 8.11 FH3/ —-12M087 =| 22.90to 24.50 —_-FHO1 12M102 
208-240VAC 0.5/to0.63  FHIO 12M060 | 2.33 to 2.54 FH24 12M074 8.12 to 8.81 FH38 —- 12M088 =| 24.60t026.40 FHo2  12M103 
Red Pilot Light, LK-26 12IM052 0.64t00./0 FHI 12M061 | 2.55 to 2./9 FH25 12M075 8.82 to 9.58 FH39  —12M089 | 26.50to28.50  FHo3  12M104 
480-600VAC 0./1t0 0.78 FHI2  12MO062 | 2.80 to 3.0/7 FH26 12M076 9.59 to 10.40 FH40 12M090 | 28.60to30.80 FHo4 12M105 
0.79to 0.86 FHI3 12M063 | 3.08 to 3.36 FH2/ 12M077 | 10.41 to 11.30 FH41 12M091 | 30.90to33.30 FHd55 12M106 
0.87t0 0.95 FHi4 12M064 | 3.37 to 3.68 FH28 12M078 | 11.40 to 12.20 FH42  12M092 | 33.40to36.00 FHo6 12M107 
0.96to 1.04  FHI5 12M065 3.69 to 4.03 FH29 12M079 | 12.30 to 13.50 FH43  12M093 | 36.10to038.90 FHo/  12M108 
; ha] 
NEMA Fractional Horsepower Manual Starters eee 
= 1-pole 277VAC max.; 2-pole Provide overload protection and manual On/Off control for small motors. Toggle-operated 
277VAC/230VDC max. fractional HP starter for single-phase motors up to 1 HP. 2-pole starters can also be used 
= Required thermal units with DC motors to %4 HP. Manual reset. 
sold separately Binder head screw terminals are suitable for #10 or smaller copper wire and are acces- 
sible from the front. For use in fans, conveyors, pumps, and small machine tools. 
1-POLE 
Amps Enclosure Pilot Description/ Mfr. Item : 
AC NEMA Rating Operator Light Special Features H W D Model No. Model No. 
Manual Motor Starter 
16 1 Toggle No — 240° 4.25" 2.44" 2010FG1 1H385 2010FG2 1H387 
16 1 Toggle Red: On — 200° 4.25" 2.44" 2010FG1P 1H386 2010FG2P 1H388 
16 No Enclosure — Toggle No Stainless Steel Flush Plate 2.34" 4.12" 1.06" 2510Fol 1H396 2010FS2 1H397 
16 No Enclosure Toggle No — 4.12" 1.69" 1.59" 2510F01 1H392 2010F02 1H393 
16 il Toggle No Handle Guard Lock-Off 2.88° 4.25" 2.44" 2010FG5 1H389 2010FG6 1H390 
16 4 Rocker No Handle Guard Lock-Off 4.56" 4.25" 240° 2010FW1 1H398 2510FW2 1H399 
16 49 Rocker No Handle Guard Lock-Off 4.38" 6.38" 3.94" 2510FR1 1H394 2010FR2 1H395 
Full Load Mfr. Item Full Load Mfr. Item Full Load Mfr. Item Full Load Mfr. Item 
Amps Model No. Amps Model No. Amps Model No. Amps Model No. 
Thermal Units, 1 Required 1.05 to 1.16 Al.29 9B629 2./6 to 2.84 A3.61 9B690 6.80 to /.9/ A9.85 9B661 
0.41 to 0.44 A.49 5B619 1.17 to 1.29 A1.39 5B630 2.89 to 3.06 A3.95 5B651 (00 10 0:10 Ai1.0 5B636 
0.45 to 0.49 A.54 5B620 1.30 to 1.37 Ai.54 5B631 3.07 to 3.45 A4.32 5B652 8.16 to 8.98 Ai1.9 5B637 
0.50 to 0.53 A.59 5B621 1.38 to 1.47 A1.63 5B632 3.46 to 3./0 A4.79 5B693 8.99 to 9.67 A13.2 5B638 
0.54 to 0.58 A.65 5B622 1.48 to 1.56 A1./5 5B633 3./1 to 4.07 Ad.30 5B654 9.68 to 9.95 Al4.1 5B639 
0.59 to 0.65 A./1 5B623 1.0/ 10 1,69 A1.86 5B634 4.08 to 4.32 Ad./8 5B695 9.96 to 10.80 A14.8 5B640 
0.66 to 0.71 A./8 5B624 1.66 to 1.79 A1.99 5B635 4.33 to 4.90 A6.20 5B696 10.90 to 12.10 A16.2 5B641 
0.72 to 0.78 A.86 5B625 1.80 to 1.95 A2.15 5B644 4.91 to 5.35 A6.99 5B697 12.20 to 13.10 A179 5B642 
0.79 to 0.85 A.95 5B626 1.96 to 2.15 A2.31 5B645 9.36 to 5.85 A/.69 5B698 13.20 to 13.90 A19.8 5B643 
0.86 to 0.96 A1.02 5B627 2.16 to 2.38 A2.9/ 5B646 5.86 to 6.41 A8.38 5B699 14.00 to 15.00 A21.3 5B648 
0.97 to 1.04 A1.16 5B628 2.39 to 2./5 A2.81 5B647 6.42 to 6.79 A9.25 5B660 15.10 to 16.00 A25.2 5B649 
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ELECTRICAL 


Motor Starters & Contactors 


All thermal unit specifications are 
based on the motor and controller 
being operated in an ambient temp. 
of 40°C (104°F) or less. 


A Regular Enclosure is defined as 


the standard-size enclosure that is 
included with an "enclosed" starter. 
The Large Enclosure column should 
be used when the starter is being 
installed in an oversized control 
panel or cabinet. 


Thermal Unit Selection Guidelines 
3. Motor and controller in different 


1. Determine motor full load 
current (amperage) rating and 
service factor. 

2. Motor and controller in same 
ambient temp.: 


For 1.15 to 1.25 service factor 
motors, use 100% of motor full load 
current for thermal unit selection. 
For 1.0 service factor motors, use 
90% of motor full load current for 
thermal unit selection. 


ambient temp.: 


If motor ambient temp. is 18°F higher 


than motor starter's ambient temp., 


Scan. Order. Done. 
Details on page A1. 


derate full load current value from step 
2 by an additional 10%. If motor ambient 
temp. is 18°F lower than motor starter's 
ambient temp., increase full load current 
value from step 2 by an additional 5%. 
Use the resultant full load current value 


for thermal unit selection. 


4. Locate the proper thermal 

unit selection column using the 
thermal unit code associated with 
the motor starter. 


5, Match motor full load amper- 
age to the closest thermal unit 
code without going over. 

6. Do not exceed amp rating of 
motor starter. 

7. 1-phase starters require 1 


thermal unit. 3-phase starters 
require 3 thermal units. 








No. 1H600 No. 1H669 





by Schneider Electric 


Thermal Units for 
NEMA Motor Starters 


= 1-phase starters require 1 thermal unit 
= 3-phase starters require 3 thermal units 








THERMAL UNIT CODES 
1-Phase Class 8536 3-Phase Class 8536 1-Phase Class 8911 3-Phase Class 8911 1-Phase Class 2510M 3-Phase Class 2510M 
Regular Large Regular Large Regular Regular Large Regular Large Regular Large 
Enclosure Enclosure, Enclosure ee Enclosure Enclosure Enclosure Enclosure Enclosure Enclosure | Enclosure | Mfr. Item 
A1-A3 A4 A5 | B38 B4!| C3 C4 | D3 D4) E3_ £4 E5 | F3 F4 Fb | G3 G4 G5 | J2~ K2 L2 | Ji Ki L1 | M2 N2 | Mi N1 {Model _ No. 
031 — — {033 — }030 — (031 — |— — — |— — — |— — — |036 0.36 0.36 0.38 0.38 0.38 |0.32 0.32 | 0.32 0.32) B0.44 1H594 
0.34 — — |036 — |034 — (036 — |— — — |— — — |— — — |040 040 040 (043 0.43 0.43 |0.36 0.36 | 0.37 0.37} B0.51 1H595 
0.38 — — |040 —}|037/ — (038 — |— — — |—- — — |— — — (045 045 0.45 |0.48 0.48 0.48 0.39 0.39 | 0.39 0.39} B0.5/ 1H596 
045 — — |048 —|044 — |046 — |— — — |—- — — |—- — — (0.52 0.52 0.52 |0.56 0.56 0.56 (0.47 0.47 | 0.48 0.48} B0.63 1H597 
0.54 — — |05/ —}053 — (055 — |— — — | —- — — |— — — (0.59 0.59 0.59 |0.63 0.63 0.63 (0.56 0.56 | 0.57 0.57} BO./1 1H598 
0.61 — — |064 — {059 — |061 — |— — — |-—- — — |—- — — (0.66 0.66 0.66 |0./1 0.71 0.71 (0.63 0.63 | 0.64 0.64) BO.81 1H599 
0.66 — — |0./0 —|064 — |066 — |— — —- |—- — — |—- — — |0.73 0.73 0.73 |0./8 0.78 0.78 0.69 0.69 | 0.70 0.70; BO.92 1H600 
0.73 — — |0/7/ —\0/2 — (075 — | — — — |—- — — |—- — — |0.81 0.81 0.81 |0.88 0.88 0.88 0.7/7 0.7/7 |0./8 0.78) B1.03 1H601 
0.81 0.92 — (0.85 0.92)}0.380 — (083 — |— — —- |—- — — |-—- — — |0.91 0.91 0.91 |0.99 0.99 0.99 0.86 0.86 | 0.8/7 0.87; B1.16 1H602 
0.94 1.07 — (0.99 1.07'0.90 — (093 — (0.88 1.11 — {0.95 1.02 — (10.98 104 — (}1.02 1.02 1.02 |1.15 1.15 1.15 (0.96 0.96 | 0.98 0.98) B1.30 1H603 
1.05 1.14 — }|1.10 1.14)1.03 — |1.06 — }|1.02 1.27. — (|1.09 115 — 41.13 1.18 — 11.14 1.14 1.14 }1.23 1.23 1.23 1.11 1.11 | 1.138 1.13} B1.45 1H604 
1.22 1.26 — |1.28 1.261114 — {1.18 — }1.19 136 — /1.21 1.27 — {1.26 1338 — 41.29 1.29 1.29 |1.43 1.438 1.43 }1.23 1.23 | 1.25 1.25|B1.67 1H605 
1.34 149 — |1.41 1.49)1.27 — {1.31 — (1.37 1.53 — (1.35 139 — }1.38 148 — (1.42 1.42 1.42 |1.51 1.51 1.51 |1.37 1.37 | 1.40 1.40) B1.88 1H606 
1.51 1.738 — |1.58 1.73)1.48 — {1.47 — 11.62 1.78 — (1.56 1.61 — {1.62 167 — (1.64 1.64 1.64 |1.75 1.75 1.75 }1.55 1.55 | 1.58 1.58) B2.10 1H614 
1./1 1.89 — |1.80 1.891162 — |167 — (1.90 202 — (1.76 184 — }|1.82 188 — |1.80 1.80 1.80 |1.93 1.93 1.93 }1.75 1.75 | 1.79 1.79) B2.40 1H615 
1.93 2.16 — |2.03 2.16)1.77 — |1.83 — (212 220 — (1.94 203 — }|204 209 — 1210 2.10 2.10 |2.25 2.25 2.25 |1.92 1.92 | 1.91 1.91) B2.65 1H616 
2.14 2.3/ — {2.25 2.3711.97 — (2.04 — |246 252 — }|2.22 234 — (236 241 — 1230 230 2.380 |2.47 247 247 (2.16 2.16 | 2.20 2.20| B3.00 1H620 
2.40 2.66 — (2.51 2.66)2.32 — (238 — (283 294 — |25/7 269 — (2.72 2/9 — }261 261 2.61 |2.81 2.81 2.81 (2.50 2.50 | 2.55 2.55) B3.30 1H621 
2.2 2.99 — |2.83 2.99}2.51 — |260 — (3.19 330 — |287 302 — 13.07 315 — 1299 2.99 2.99 }3.20 3.20 32 (2.81 2.81 | 2.8/7 2.87) B3./0 1H622 
3.15 3.40 — (3.29 3.40)}2.99 — (313 — (361 370 — {3.21 339 — 13.44 354 — 1337 3.3/7 3.37 |3.63 363 3.63 3.16 3.16 | 3.24 3.24) B415 1H625 
3.55 3.94 3.74 (3.75 3.94) 3.42 3.40 (3.59 3.51 (3.89 402 — |350 365 — (|369 375 — (3.94 394 3.94 |419 419 419 340 3.40 | 3.48 3.48) B485 1H626 
400 4.15 4.23 |4.22 415\3.75 3.76 13.94 3.89 432 446 422 \3.79 404 3.89 |411 411 409 4.24 424 424 |453 453 453 (3.76 3.76 | 3.85 3.85) B5.50 1H629 
440 449 468 4.65 449'3.98 400 14.19 414 457 469 449 |404 428 415 |434 446 435 454 454 454 |489 489 489 4 400 |410 4.10) B6.25 1H632 
488 5.15 5.22 5.16 5.15'448 457 |4.72 4.73 519 537 5.14 |453 485 4.76 |489 509 5.07 (5.29 529 529 |568 568 568 468 468 |4.79 4.79 B6.90 1H633 
5.19 5.// 5.6/7 15.53 5./714.93 5.03 [5.21 5.22 15.79 594 5.78 [5.03 538 530 1544 561 579 15.73 573 5.73 [6.2/7 6.2/7 6.2/ 15.18 5.18 [5.31 531]B/./0 1H635 
5./3 6.61 6.13 [6.09 6.67]5.21 5321551 553 16.16 6.34 6.23 [5.36 5.77 570 1580 599 6.2/7 [6.35 6.35 635 [6.85 6.85 6.85 [5.51 5.571 [565 565|B8.20 1H638 
6.39 7.14 6.91 |6.80 7.14|5.84 5.97 6.17 6.21 |6.94 7.09 7.03 |5.97 639 646 647 6.70 7.16 |7.08 7.08 7.08 |7./3 7.73 7.73 (6.19 6.19 | 6.35 6.35|B9.10 1H640 
7.13 7.97 7.70 |7.60 7.97|6.67 6.88 | 7.07 7.17 |7.99 846 8.23 |6.89 753 765 7.45 819 858 |7.83 7.83 7.3 |850 850 85 (7.12 7.12 | 7.31 7.31|B10.2 1H607 
7.90 8.15 8.56 |8.35 8.15} 7.54 7.82 8.05 8.19 |8.99 932 9.31 |7.79 834 855 849 879 955 |847 84/7 8.47 |9.29 929 929 815 815 | 8.34 834|B11.5 1H608 
8.55 9.32 9.39 |9.04 9.32}8.14 8.47 869 8.90 |9.98 10.2 10.1 853 914 936 929 966 10.2 983 983 983 |104 104 104 860 8.60 | 8.84 884|B12.8 1H609 
9.53 9.97 10.4 (9.99 9.97\8.72 9.15 (932 9.47 106 10.9 10.7 |9.09 9.74 990 999 10.2 109 (105 10.5 105 |11.38 11.3 11.3 9.21 9.21 (9.47 9.47) B14.0 1H610 
10.6 10./ 11.6 [11.1 10.7]9.66 10.7 [10.20 10.60/11.6 12.7 17.9 19.99 10.7 10.9 {108 11.4 11.9 [11.4 11.4 17.4 [12.3 123 12.3 [10.1 10.1 [10.4 10.4]B15.5 1H611 
17.8 12.0 12.9 [12.3 12.0]10.50 11.2 [11.30 11.80]13.1 13.4 13.1 [10.9 711.8 12.0 [12.7 126 13.1 [12.8 12.8 12.8 113.9 13.9 139 [11.2 11.2 [11.5 11.5] B1/.5  1TH612 
13.2 13.9 14.6 [13.7 13.9111.30 12.0 [12.10 12./0]14.2 142 13.9 [11./ 12.2 12.8 113.1 13.5 140 [138.9 13.9 13.9 [15.0 15 15 | 12 12.1 | 12.0 12.4) B19.5 1H613 
14.9 15.7 16.5 |}15.4 15.7:12.00 13.6 |13.70 14.40/15.4 160 159 |134 144 142 |146 151 148 |16.1 16.0 160 (5180 174 174;!— 136! — 14.0} B22.0 1H617 
16.6 18.4 18.5 |18.0 18.4/14.10 15.2 |15.20 16.10/17.6 18.1 180 |15.4 16.4 16.0 |16.4 17.2 17.0 |18.0 176 176)— 192 192);— 153 |) — 15.8} B25.0 1H618 
18.9 21.6 21.0 19.4 21.6/15.90 17.1 |17.20 18.20}20.0 205 208 |179 189 185 |189 199 196|— 206 206)|)— 22 220|;— 1173 | — 17.8} B28.0 1H619 
21.2 24.0 23.6 \21./ 24.0\17.50 19.0 118.90 20.20)22./ 23.5 23.1 }20.2 21.3 21.2 (209 225 221 |— 23.1 231 |— 246 246) — 19.1 | — 19.7| B32.0 1H623 
23.0 28.6 26.3 |23.9 28.6|19./0 21.5 21.40 22.80) 26.1 27.2 26.9 }23.2 23.3 249 (241 26.2 260|— 260 2/71);— 26 291|)|— 217 | — 22.4) B36.0 1H624 
25.5 30./ 29.3 | 26.0 30.7|21.90 24.1 (23.70 25.60)29.6 30.8 31.4 |258 27.9 280 27.2 299 294;|— — 292|— — 31/7) — 242 | — 25.1} B40.0 1H627 
26.0 33.5 35.1 | — 33.5|24.40 27.0 (26.00 28.80/30.0 35.0 36.0 |286 31.4 31.7 300 340 340);— — 330}— — 360) — 260 | — 26.0)| B45.0 1H628 
— 36.0 36.1) — 36.0/26.00 28.7 | — 3060|' — 37.2 38.8 |29.7 325 346|— 362 364|/— — 3960;— — — |— — | — —|B50.0_ 1H630 
— — 3991)/— —)|) — 304] — 3240|' — 400 41.7 \300 365 374 |)|— 387 392)/— — —- |—- — — |— — | — — | B56.0_ 1H631 
— — 4145)— —)| — 322) — 3460'— — 463 )— 400 400!— 400 424|)/— — —- |—- — — |— — | — — |B62.0 1H634 
— — 4500';— —)— 354] — 3860'— — 500|— — 464);— — 493 |)— — —- |—- — — |— — | — —|B/0.0_ 1H636 
— — —)]— —|] — 882) — 4500); — — — |— 50.0}— — 500)/— — —- |—- — — |— — | — — |B/7/9.0 1H637 
— — — |— —) — 4.00) — —}—- — — JF —- — — }— —|- — | —- —- — | —- — — | — — | — — | BB.0 1H639 
3-Phase Class 8536 3-Phase Class 8536 3-Phase Class 8536 
Regular Enclosure | Large Enclosure Regular Enclosure | Large Enclosure Regular Enclosure | Large Enclosure 
Code Code Code Code Mfr. Item Code Code Code Code Mfr. Item Code Code Code Code Mfr. Item 
C5 C6 D5 D Model No. C5 C6 D5 D6 Model No. C5 C6 D5 D6 Model No. 
14.50 — 15.4 — CC20.9 1H650 30.00 — O21 — CC46.6 1H662 61.30 66.2 65.1 1 CC103.0  1H641 
15.50 — 16.4 — GG22.8 1H653 32.30 — 34./ — CC50.1 1H663 63.50 12.4 6/./ 19 CC112.0 1H642 
17.40 — 18.5 — CC24.6 1H654 34.90 — 3/.3 — CC54.5 1H664 66.30 18.1 70.9 84./ CC121.0  1H643 
18.50 — 19.6 — GG26.3 1H655 3/.60 — 40.1 — CC59.4 1H665 69.00 80./ 13.9 91.1 CC132.0  1H644 
19.90 — Zi — CC28.8 1H656 40.00 43.5 42.6 48.2 CC64.3 1H666 70.90 86.5 76.5 98.1 CC143.0  1H645 
21.50 — 22.1 — CC31.0 1H657 42.80 46.8 45.8 52.4 CC68.5 1H667 13.10 93.9 80.2 104 CC156.0  1H646 
22.90 — 24.4 — GC33.3 1H658 45.30 50.0 48.3 56.4 CC74.6 1H668 76.50 100 83.1 113 CC16/7.0 1H647 
24.50 — 26.1 — CC36.4 1H659 49.10 54.9 52.6 61.2 GG31.5 1H669 18.40 112 86 123 CC180.0  1H648 
26.30 — 28.1 — CC39.6 1H660 53.40 RS 56.8 66.1 CC87./ 1H670 86.00 117 — 133 CC196.0  1H649 
28.20 — 30 — CC42./ 1H661 57.40 61.8 60.9 71.4 CC94.0 1H671 — 123 — — CC208.0 1H651 
— 133 — — CC219.0 1H652 
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ELECTRICAL 


Motor Starters & Contactors 





NEMA Manual Motor Switches 


Nonreversing switches provide On/Off control of 
1- or 3-phase AC motors where overload protec- 
tion is not required or is provided separately. Open 
switches fit standard single-gang switch boxes 
and work with any cover plate that has a standard 


toggle cutout. 


2-POLE 3-POLE 
Amps _ Enclosure Description/ Pilot Mfr. ltem Mfr. Item 
AC NEMA Ratin Special Features Light H W D Model No. Model No. 





by Schneider Electric 





HUBBELL. 
<p) 
Wiring Device-Kellems 
All switches rated 1, 11%, 2 HP at 90/115/230VDC respec- 
tively. 2-pole, 10 switches rated 2 HP at 115/230V. 3-pole, 
30 switches are rated 7/2 HP at 230V and 10 HP at 460 
to 575V. For use in small machine tools, pumps, fans, 
conveyors, and electrical machinery. Also for nonmotor 
loads such as resistance heaters. UL Listed. 














U Aluminum Enclosure No 4.70 20" 3.10" | HBL1372D 1MTD4 | HBL13/9D 1MTD6 
0 ermoplastic Enclosure No 4.52" 3.97" 3.43" | HBL1392D 1IMTD5 | HBL1389D iMTD7 
0 R — No 4.75" 3.00" 4.55" | HBL13R22D 1MTD8 HBL13R23D 1MTDS 
0 No Enclosure — No 3.70" 2.20" 2.40" | HBL/7832D 2EAV3 | HBL/810D SHAS 
40 No Enclosure = lo 3.70" 2.20" 240" HBL7842D 5HA31 | HBL7843D 1N No. 1H406 No. 1H408 
50 No Enclosure — \lo 18 2.25) 44" | HBL/7852D 1IMTE3 | HBL/853D VITE4 
00 No Enclosure _— No 10° 2.20! 40" | HBL/862D 1MTE5 | HB 7863D VITEE 
85 No Enclosure — Vo 3.28" 3.56" 1.58" | HBL/882D 1IMTE/7 | HBL/883D 1MTE@ 
quare [ 
0 eneral Purpose Surface Mount No 4.25° 2.44" 2.75° OK H400 510K H40 
0 Oversized Enclosure No 4.25" 2.88" 2.75 | — = =— | 2510K H40 
0 440 to 600VAC Pilot Light Yes 425° 2.44" 275'| — = — ___|{ 2510KG2C_ 2BV90 | 
0 OVAC Pilot Light Yes 4.25" 2.44" 15" OKG1B VINE — — 
0 5VAC Pilot Light Yes 425° 2.88 2./5' | 2510KG1A 2BV8/ — — 
0 R, /,9 Hazardous Location No 6.36" 3.95" 4.25" OKR BV9E 510KR BV97 
0 R, /,9 4 Pipe lap on Top and Bottom lo 6.36 9 4. ee OKR2H 2BV9E 
0 é Water Tight and Dust Tight Vo 4. 00" 4.25") 2510KW1 1H408 | OKW H409 
0 4 440 to 600VAC Pilot Light Yes 4.36 0° 456°), #— — | OKW Wh 
0 d 4 Pipe Tap on Top and Bottom lo 438° 3.00° 4. —2010KW1H 2MNH4 | OKW2H WOE 
0 d OVAC Pilot Light Yo 4.38" 3.00" 4.56 OKWIB 2IVINH — — 
U “ VAC Pilot Light Yes 4.38 00" 4. OKWTA 2BWO = <= 
0 No Enclosure ray Flush Plate lo 4.50 50" | 2510KFi 2BV82 OK BV 82 
0 No Enclosure Open Motor Switc No 4.12" 1.69" 2.34" 510K0 H404 510K0 H405 
0 No Enclosure OVAC Pilot Light Yes 4.25" 2.44" 2.75" OKSIB 2BWO —= — 
0 No Enclosure tainless Steel Flush Plate No 450° 2.75" 1.44" OK H406 510K H407 
Mfr. Item 
Description Brand Model No. 
Accessories For Use with NEMA 1 aces 
ed Pilot Light Kit, 115 to uare 4 
Red Pilot Light Kit, 170 to 120VAC Square D 9999PL11 1H420 
Red Pilot Light Kit, 208 to 277VAC Square D 9999PL12 1H421 
Rad Filot Cah i, FAG fo GOO gua Pe Pilot Light Kit, 440 to 600VAC Square D 9999PL13 1H422 No. 1H405 No. 5HA30 
andle Guard Kit w/Padlock Provision uare 5 
Emergency Off Actuator Square D 2510PB1 6B401 
Enclosure ir Nos. 2EAV3 and 5HA30 Hubbell HBL1390 1GUD2 
* 230VAC pilot light. ¢ 440 to GOOVAC pilot light. 
PEM cey,) |B] SGUARE DS) 
by Schneider Electric 
For starting and reversing of 
motors. Wiring diagram included. 
Should be used in conjunction 
with a motor that has overload 
protection or where no overload 
protection is required. 
DAYTON® 
Heavy copper drum contacts and 
metal enclosure with pressed steel 
case and frame. No. 4UYES No. 2BW44 
SQUARE D® 
Nonmetallic NEMA enclosure. 
600VAC max. Field-convertible 
from maintained to momentary 
operation. nen eaaoe 
HP @ HP @ HP @ HP @ 
NEMA 1-Phase 1-Phase 3-Phase 3-Phase HP @ HP @ Starter Handle Mfr. Item 
Rating 115V 230V 240V 460V 115VDC 230VDC Type Material H W D Std. Model No. 


Drum Switches—For Motor Reversing Applications 





Dayton 
1 1% 2 2 1 W4 V4 Momentary Plastic AD 2.25" 4" UL Listed, CSA Certified 4UYE7 4UYE7 
1 1% 2 2 1 V4 WA Momentary Steel ABT 225" 4" UL Listed, CSA Certified 4UYE8 4UYE8 
1 1% 2 — — Ws Ws Momentary Plastic 45" 2.25! 4" UL Listed, CSA Certified 5DJN3 5DJN3 
1 1% 2 — — W4 4 Momentar Steel 45" 225" 4" UL Listed, CSA Certified 5DJN4 5DJN4 
1 1% 2 — — WA Ws Maintained Plastic AS 225 4" UL Listed, CSA Certified 2X440 2X440 
1 1% 2 — — W4 WA Maintained Steel Ab” 2.25" 4" UL Listed, CSA Certified 4UYE9 4UYE9 
1 1% 2 2 1 W4 Ws Maintained Plastic AB! 225" 4" UL Listed, CSA Certified 2Xx441 2X441 
1 1% 2 2 1 WA WA Maintained Steel AS" 2.25" 4" UL Listed, CSA Certified 4UYF1 4UYF1 
1 1% 2 2 2 1 1 Maintained Plastic 5 5 or ar — 2X442 2X442 
1 2 | 5 1% 2 Z Maintained Plastic. 5.75. oo. 6.25" UL Listed, CSA Certified 2X443 2X443 

Square D 
1 1% 2 2 2 Ws Ws Maintained/Momentary Plastic 4.6" 26 5.4" UL Listed, CSA Certified 2601AG2 2BW44 
| 1% 3 5 1% 2 2 Maintained/Momentary Plastic 4.9" go" 6.6" UL Listed, CSA Certified 2601BG1 2BW46 
4 1% 2 2 2 WA V4 Maintained/Momentary Plastic 46° 45° 5.4" UL Listed, CSA Certified 2601AW2 2BW45 
4 1% | 5 1% 2 2 Maintained/Momentary Plastic 4.9" oor 6.6" UL Listed, CSA Certified 2601BW1 2BW47 
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ELECTRICAL 
Motor Starters & Contactors 





E.T-N 
IEC Magnetic Motor Starters 


= 3-phase applications, Enclosures are easily mountable, 
600VAC max., 60/50 Hz and accessible with only 1 screw 

= Electronic overload with to close the enclosure. Come with 1 
Class 10A, 10, 20, and 30 normally open auxiliary contact for 
selectable protection 3-wire control purposes. Feature both 

= IP20 rating, NEMA 1 manual and automatic reset options 
metallic enclosure as well as selectable trip class. 

= 5:1 overload adjustment range Low-wattage coils. Provide phase loss 


Feature Eaton XT/DIL M Series motor and unbalance protection. Models with 
starter and motor overload protection 24VAC and DC coils are available on 





“No. H2559 
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No. H2554 ; ; 
with Eaton C440 electronic overload.  Grainger.com®. UL Listed. 
WITH HAND/OFF/ WITH START/ 
WITH HAND/OFF/| AUTO SELECTOR | WITHSTART/ | STOP PUSH 
HP @ HP @ WITHOUT | AUTO SELECTOR | SWITCH AND RED | STOP PUSH | BUTTON AND RED 
Amps Overload Relay > CHOOSE: 3-Phase 3-Phase CONTROLS SWITCH RUN PILOT LIGHT | BUTTON | RUN PILOT LIGHT 
AC Amp Setting Coil Volts 240V 480V Item No. Item No. Item No. Item No. Item No. 
9.0 0.3 to 1.6 3 % H2559 H2549 H2554 H2564 H2569 
9.0 1.0 to 5.0 420VAC. 208VAC 1 3 H2560 H2550 H2555 H2565 H2570 
9.0 4.0 to 20.0 DAQVAC, AB0VAC D 5 H2561 H2551 H2556 H2566 H2571 
25.0 9.0 to 45.0 , 7%, 15 H2562 H2552 H2557 H2567 H2572 
32.0 9.0 to 45.0 10 20 H2563 H2553 H2558 H2568 H2573 
Magnetic Motor Starters SIEMENS 
" SPRING 
INC/INO SCREW TYPE, LOADED MIXED 
= Open enclosure type HP@ HP@ | CONNECTION | CONNECTION | CONNECTION 
=» 24VDC Amps Overload Relay Coil 3-Phase 3-Phase | Item Item Item 
. AC Amp Setting Volts 240V 480V No. No. No. 
Starters provide prolonged Nonreversing 
fsee lh 0.5 0.1 to 0.5 — — | 19YM23 19YM25 19YM27 
service life and reduced heat 2.0 0.410 2.0 24VDC Vs 7, | 19YM29 {9YM31 {9YM33 
losses thanks to hybrid switch- 70 I 6 to 70 1% 3 19YM35 19YM37 16YM39 
5 1 to 0.5 — — 4 
ing technology. Offer the ideal 2.0 DATO 20 oy eye 7, | 19YM30 | 19YM32 {9YM34 
solution for space-saving appli- : 7.0 1.6 to 7.0 1% 3 19YM36 19YM38 19YM40 
i i i eversing 
cations in the control cabinet. 0.5 0.11005 YA {9YM43 {9YM45 
2.0 0.4 to 2.0 24VDC % I, 19YM47 T9YM49 T9YM51 
7.0 1.6 to 7.0 in 3 T9YM53 T9YIMI55 19YM57 
0.5 0.1 to 0.5 ina = —~ | {9YM42 T9YIM44 19YM46 
2.0 0.4 to 2.0 oAnvac/oc —.2 yr T9YM48 T9YIMI50 T9YM52 
7.0 1.6 to 7.0 Tv, 3 T9YIMI54 T9YIMI56 T9YM58 
IEC Contactors and Overload Relays SIEMENS 
Modular design with screw terminals and plug-in accessories. Easy assembly of components to form motor starters. 
Energy efficient design. Only 2 groups of accessories for 5 frame sizes. UL Listed and CSA Certified. 
Frame/ — Full Load Aux. HP @ HP @ Current Item 
Series Amps Contact > CHOOSE: 3-Phase 3-Phase Mfr. Item Range No. 
Class/Code (Inductive) Config. Coil Volts 240V 480V Model No. Thermal Overload Relays, 
Nonreversing IEC Magnetic Contactors, 3-Pole Trip Class 10 
S00 7 NC 2 3 3R120151 H2622 SO Frame/Series/Class/Code 
S00 7 {NO 2 3 3RT20151 H2575 1.80 to 2.50A 13A206 
S00 9 INC 3 5 3RT20161 H2629 2.20 to 3.20A 13A207 
S00 9 INO 3 5 3RT20161 H2576 9 80 to 4.00A 13A208 
S00 12 1NC 3 7% 3RT20171 H2630 3.50 to 5.00A 13A209 
S00 12 {NO 3 7% 3RT20171 H2577 450 to 6.30A 13A210 
S00 16 INC 5 10 3RT20181 H2631 550 to 8.00A 13A211 
S00 16 TNO 5 10 3RT20181 H2578 7.00 to 10.0A 13A212 
SO 12 {NO/INC 24VAC; 24VDC; 120VAC; 3 7% 3RT20241 H2579 9.00 to 12.5A 13A213 
SO 16 {NO/ANC 208VAC; 240VAC 5 10 3RT20251 H2580 11.0 to 16.0A 13A214 
SO 25 {NO/ANC 7%, 15 3RT20261 H2581 14.0 to 20.0A 13A215 
SO 32 {NO/ANC 10 20 3RT20271 H2582 17.0 to 22.0A 13A216 
SO 38 TNO/ANC 10 25 3RT20281 H2583 90.0 to 25.0A 13A217 
S2 40 — 15 30 3RT10351 H2584 93.0 to 28.0A 13A218 
S2 50 — 15 40 3RT10361 H2585 97.0 to 32.0A 13A219 
S3 65 — 25 50 3RT10441 H2586 30.0 to 36.0A 13A220 
S3 80 — 30 60 3RT10451 H2587 34.0 to 40.0A 13A221 
53 95 — 30 15 3R110461 H2588 $00 Feame/Serfes/Class Cate 
S6 115 2NO/2NC 2avaG i FOVAG, POAC 50 100 3RT10546 H3806 0.11 to 0.16A A184 
0.14 to 0.20A 1aA185 
S6 150 2NO/2NC DC: 240VAC/DC 60 125. 3RT10556 H3807 UN ERGLIW 434186 
S6 185 2NO/2NC  24VAC; 120VAC; 240VAC 75 150 3RT10566 H3808 0.22 to 0.32A 13A187 
Honteversing IEC Magnetic Contactors, 4-Pole ; g aRTOSI61~ HO80? 0.28 to 0.40A 13A188 
, — 0.35 to 0.50A 13A189 
Roversing Contactor S00 12 —_  24VAC: 24VDC: 110VDC; — 3 7% 3RT25171_H2608 0.45 to 0.63A 13A190 
S00 16 = 120VAC; 240VAC 5 10 3RT25181 H2609 0.55 to 0.80A 13A191 
SO 25 {NO/ANC 7%, 15 3RT25261 H2610 0.70 to 1.00A 13A192 
Reversing IEC Magnetic Contactors, 3-Pole 0.90 to 1.25A 13A193 
S00 7 NC 2 3 3RA23158 H2611 1.10 to 1.60A 13A194 
S00 9 2 NC 3 5 3RA23168 H2612 1.40 to 2.00A 13A195 
S00 12 2 NC 3 7% 3RA23178 H2613 1.80 to 2.50A 13A196 
S00 16 2 NC 5 10 3RA23188 H2614 9.20 to 3.20A 13A197 
S0 12 2NO/2NC 3 7% 3RA23248 H2620 9.80 to 4.00A 13A198 
Se ABA oh 
p 4.50 to 6.30A 13A201 
SO 32 ONO/2NC 24VDC; 120VAC; 240VAG ——F9 20 3RA23278 H2624 550 to 8.00A 13A202 
SO 38 2NO/2NC 10 25 3RA23288 H2625 7.00 to 10.0A 13A203 
S2 40 2 NC 15 30 3RA13358 H2615 9.00 to 12.5A 13A204 
S2 50 2 NC 15 40 3RA13368 H2616 11.0 to 16.0A 13A205 
S3 65 2 NC 25 50 3RA13448 H2617 
S3 80 2 NC 30 60 3RA13458 H2618 
S3 95 2 NC 30 75 3RA13468 H2619 


Thermal Overload Relay 


ITT 


GRAINGER. 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


ELECTRICAL 
Motor Starters & Contactors 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 












e bil 
G@eeéee 


em ate 61) OTH) 








Nonreversing, 4-Pole 
No. H2543 





Nonreversing, 3-Pole 
No. H2508 





Reversing, 3-Pole 
No. H2500 


Nonreversing, 3-Pole 
No. H2517 


E-T-N 
IEC Contactors and Overload Relays 


= IP20 rated "AWE 
= Contactors rated: -25° to 50°C eo. 
= Relays rated: -25° to 65°C 

Designed for industrial applications, Eaton XT/DIL M Series heavy-duty contac- : 
tors and reversing contactors can be combined with electronic overload relays e¢ © € 
to make a starter. All contactors are available for panel and DIN-rail mounting. 











690VAC max., 50/60 Hz. Feature low-wattage coils, auxiliary contacts, front 8 86 
access coil terminals, toolless assembly, and dual clamps for multiwire. Electronic ee ee 


Timer Module 


Overload Relays have selectable trip class and phase unbalance, to protect motor Overload Relay 


, No. 4TZJ1 
life. Feature 5:1 current adjustment, Class 10A, 10, 20, 30 selectable protection, No. 5XHK7 
and are self-powered. Status LED indicates the overload operational status. UL With 
i ifj i i Standard | Ground Fault 
Listed, CE Approved, and CSA Certified. ATEX Listed and ROHS Compliant. Works current i | f He r - 
FullLoad Aux. HP@ HP@ LG ange ote 0. 0. 
Amps _ Contact > CHOOSE: 3-Phase 3-Phase Mfr. Item Electronic Overload ne ays _— WTOEPSES THN RHINE 
Key (Inductive) Config. Coil Volts 240V 480V—— Model No. g eo t0 Z StL 2 
Nonreversing IEC Magnetic Contactors, 3-Pole Ato D 1.00 to 9.00A XTOEQOSB_S OXHK1 OXHK2 
A 7 {NO D4VAC; 24VDC: y) 3 XTCE007B10 H2517 Ato D 4.00 to 20.0A XTOEO20B_S OXHK7 oXHK8 
120VAC; 208VAC; EtoG 0.33 to 1.65A XTOE1P6C_S 5XHN7 5XHN9 
A / INC 540VAC: 480VAC . 3 XTCEQ07B01 2536 EtoG 1.00 to 5.00A XTOEO05C_S 5XHK3 5XHK5 
24VAC; 24VDC; Eto G 4.00 to 20.0A XTOEO20C_S 5XHK9 5XHL1 
120VAC; 208VAC; Eto G 9.00 to 45.0A XTOE045C_S 5XHL3 5XHL5 
B 9 1NO  p4ovac: 3govac: 9 AEE ena Hto K 9.00 to 45.0A XTOEO45D.S 5XHL7 5XHL8 
; : a 480VAC : —— H to K 20.0 to 100A XTOE100D_S 5XHL9 5XHNO 
MtoQ 20.0 to 100A XTOE100G_S 5XHN1 5XHN3 
C 12 INO 3 10 XTCEO12B10 _H2519 Independently Mounted Electronic Overload Relays 
C 12 INC 3 10___—XTCEO12B01 _H2938 — 0.33 to 1.65A XTOETP6C_SS 5XHN8 5XHPO 
u 13 Ne 2 if STeER EET ioeen = 1.00 to 5.00A XTOE005C_SS 5XHK4 5XHK6 
: 73 iNO 10 XTCEOTSC1O HOES — 4.00 to 20.0A XTOEO20C_SS 5XHLO 5XHL2 
- 18 INC 5 10 XTCEOTSCOT HOB 40 — 9.00 to 45.0A XTOEO45C_SS 5XHL4 5XHL6 
F 25 NO _24VAC; 24vDC; 10 15 XTCEO25C10__H2522 Gvsrlaad Relay BeseSeiee Sts aL SES ALG Sil 
F 25 INC 120VAC; 208VAC; — 10 15 XTCEO25C01 H2541 SS CGRANT AT RGIS HG EHTCM SESE 
G32 iNO_ 240VAC; 480VAC ___ 10 20 XTCEO32C10 _H2523 a CUO Mabie anil Bele C440-XCOM 6PXK9 — 
G32 iNC 1020 XTCE032C01__H2542 18 to SOVDC, Modbus RTU, RS485 
J 50 = 0 40 XTCEO50D00 H2509 Remote Reset Module, 24VAC ZEB-XRR-24 5XHP7 — 
K 65 — 25 50 XTCEO65D00 H2510 Reset Bar ZEB-XRB OXHPS = 
L 72 = 25 50 XTCEO/2D00__H2511 safely Cover ZEB-XSC SXHPS = 
M 80 — 30 60 _XTCEQ80F00 H2512 No. of NO No. of NC 
N 95 — 40 75 XTCEO95FO0 2513 Works ae Aux. Aux. Mfr. Item 
0 115 = DAVAC, 24VDC: 50 100. XTCE115G00 H2514 with Key contact Description Contacts Contacts Model No. 
P 150 — 120VAC: 240VAC; 60 125 XTCE150G00_ H2515 uxiliary Contacts 
0 170 = AS0VAC 60 195. XTCE170G00 H2516 AtoG Front Mounting, Rated 16A 1 1 XTCEXFAC11 41ZG3 
Nonreversing IEC Magnetic Contactors, 4-Pole AtoG Front Mounting, Rated 16A 2 2 XTCEXFAC22 41ZG4 
Cc {2 = 3 {10 XTCFO20B00 H2524 AtoG Front Mounting, Rated 16A 4 0 XTCEXFAC40 4 TZG9 
E 18 TNO DAVAC; 24VDC: Tif 10 XTCF032C10 H2543 H to Q Front Mounting, Rated 16A 1 1 XTCEXFBG11 4TZG6 
F 05 INO 120VAC: 208VAC: 10 15 XTCF045C10 H2544 H to Q Front Mounting, Rated 16A Z 2 XTCEXFBG22 4TZG7 
H 40 = 240VAC: 480VAC 15 30 XTCFO63D00 H2525 H to Q Front Mounting, Rated 16A 4 0 XTCEXFBG40 4TZG8 
J 50 = 0 40 XTCFO80D00 H2526 G Side Mounting, Rated 10A 1 1 XTCEXSCC11 4TZH9 
DAVAC; 24VDC: IEC Timer Modules, Front Mounting 
M 80 = ae 30 60 XTCF125G00 H2527 AtoG ae Le | | XTCEXTED100C11A 4TZJ1 
24VDC; 120VAC; Off Delay, 200-240VAC, 5.00 
N 95 = SA0VAC: 480VAC 40 75 XTCF160GO0 H2528 AtoG set to 100,00 seo, seo, 1 1 XTCEXTED100011B 4TZJ2 
24VAC; 24VDC; elay, a 
0 115 — 120vAC, 24QvAc, 50 100  XTCF200G00 H2529 ae 5 Sec, to 100.00 see St ! ! eee 
n Delay, 100- , 0. 
Reversing IEC Magnetic Contactors, 3-Pole XTC = 0 Dek; LO RRS "5 00 | ! —— 
7 2 3 TCRO07B21 H2530 n Delay, 200- 1D: 
g nN 2 NG § : xTR00982 1253 7 Ato G ec f 100 00 se ec, 1 1 XTCEXTEEC11B 4TZJ5 
3 10 TCRO12B21 H2532 n Delay, 0; 
E 18 2NO/ANC 5 10 _XTCRO18C21 H2533 ns : sec. to 1.00 sec. sec. AIEEE ee 
F 25. 2NOANC 24VAC; 24VDC; 10 15 XTCRO25C21 H2534 Mechanical Interlocks 
G 32 2NO/INC 120VAC; 208VAC; 10 20 _XTCRO32C21 H2535 Ato D = = = XTCEXMLB 41ZG9 
H 40 {NO/AINC 240VAC; 480VAC 15 30 XTCRO40D11 H2500 EtoG = = = XTCEXMLC 4TZH1 
J 50 {NO/INC 20 40 XTCRO50D11 2501 H to K = = = XTCEXMLD ATZH2 
K 65 1NO/INC 25 50 XTCRO65D11 H2502 MtoQ = = = XTCEXMLG ——_—ATZH3 
M 80 1NO/INC 30 60 XICRO80F11 H2503 Reversing Link Kits 
N 95 1NO/INC 40 75 XTCRO95Fi1 H2504 Ato D — — — XTCEXRLB 4TZH4 
0 115 {NOANC —24VAC; 24VDC: 50 100 XTCR115G11__H2505 Eto G — — — XTCEXRLC 4TZH5 
P 150 {NO/INC 120VAC; 240VAC: 60 100 XTCR{50G11__H2506 H to K — — — XTCEXRLD 4TZH6 
Q 170 1NO/AANC 480VAC 60 125 XTCR170G11__H2507 M to Q — — — XTCEXRLG 4TZH7 
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IEC Contactors, Motor Starters * 
and Overload Relays 








CONTACTORS AUXILIARY CONTACT BLOCKS 
= 3-yr. warranty = Front mount 
= DIN rail or panel mount = Compatible with Dayton® IEC contactors = 3-Pole — Time Delay Auxiliary 
; ee - oe ' tact 
For industrial motor control. Mechanical life: Allow for additional indicator lights, signals, alanis ei Contact Block 
i Works Current Item Works Current Item 
10 million cycles. 3-pole contactors should — or alarms. with Key, - Range No. with Key = Range - aa 
j j verioad helays to .00 to 13. 
be paired with overload relays. 9 to 32A TIME DELAY AUXILIARY CONTACT BLOCKS ~jioC 010 io 0.16A  GECA3 KtoC 12.010 180A 6ECCS 
3-pole contactors have 1NO auxiliary contact. | cont mount AtoC 0.1610 0.25A  GECAd DE 17.00 25.0A GECC6 
: ; AioC 0.25t00.40A  6ECA5 FtoK  23.0t032.0A 6EAZ7 
To pene Compatible with Dayton® IEC contactors ~AtoC 0.4010 0.63A  GECAG DE 23.00 32.0A 6ECC7 
auxiliary contacts. UL and C-UL Listed. : AtoC 0.63 to 1.00A  6ECA7 DE 98.010 36.0A GECC8 
Timer combines with a contactor to create a 
AioC 1.00to1.60A 6ECA8 FtoK  30.0t040.0A 6EAZ8 
OVERLOAD RELAYS time delay contactor. AtoC 1.6010 2.50A  GECA9 FtoK  37.0to050.0A 6EAZ9 
= Bimetallic AtoC 2.50 to 4.00A 6ECCO F to K 48.0to65.0A 6ECA0 
For o-nhasecanplcatinns REPLACEMENT COILS AtoC 4.00to6.00A _ GECC1 FtoK _59.0to 70.0A GECAt 
ae aie fd uicrelceenncens: MOO AtoC 5.50 to 8.00A  6ECC2 FtoK 63.0 to 80.0A  6ECA2 
7 ible wi ; At 7.00 to 10.0A E F to K ‘0 to 93.0A 6E 
me ee = Compatible with Dayton® IEC contactors Oa ene SEES oR ko 
Feature continuously readjustable current Coil can be changed without replacing the with Key Ai, Gontarts Aue. Contacts No. 
settings. Have temperature compensation, entire block Awaitbary 1 vontact Blocks, 3 amps 240VAC, 1.5 Amps @ TAAL SEARS 
tripped indicator, test button, stop button, a 5 0 6EATO 
manual and automatic reset button, finger- All 0 2 6EAT1 
safe terminals, and 1NO/1NC contacts. UL ‘I Q 3 ae 
and C-UL Listed. All 4 0 6EAT4 
i i 
FullLoad Aux. HP@ HP@ |NONREVERSING | REVERSING 
Amps _ Contact > CHOOSE: 3-Phase 3-Phase Item Item AtoE Mechanical Interlock OFZJ1 
Key (Inductive) Config. Coil Volts 240V  480V No. No. Works ON DELAY | OFF DELAY 
3-Pole IEC Magnetic Contactor with Contacts Contacts Range of Item Item 
A 9 TNO 24VAC, 120VAC, 240VAC 2 5 H2449 _ Key NC _NO Time Delay No. No. 
A 9 {NO 24VAC, 24VDC, 120VAC, 240VAC 2 5 — H2459 Time Delay Auxiliary Contact Blocks 
B {9 INO DAVAC, 120VAC, 240VAC 3 7h H2450 —= All 1 1 0.10 sec. to 3.00 sec. 6EAT/ 6EAU0 
B {2 {NO 24VAC, 24VDC, 120VAC, 240VAC 3 7% — H2460 All 1 1 0.10 sec. to 30.00 sec. 6EAT8 6EAU1 
C 18 TNO 24VAC, 120VAC, 240VAC 5 10 H2451 — All 1 1 10.00 sec. to 180.00 sec. 6EAT9 6EAU2 
C 18 {NO 24VAC, 24VDC, 120VAC, 240VAC 5 10 — H2461 Works Encl. Item 
D 25 TNO 24VAC, 120VAC, 240VAC 7% 15 H2452 an with Key Type H Ww D No. 
D 25 {NO 24VAC, 24VDC, 120VAC, 240VAC 714 15 — H2462 Enclosures 
: 32 TNO 24VAC, 120VAC, 240VAC 10 20 H2453 = A NEMA 4 (e2. _Af2 5.11 6FZJ4 
F 32 1NO/iNC 10 30 H2454 = C NEMA 4 7.32 4.72" 5.11" 6FZJ5 
G 50 _ 1NO/iNC 15 40 H2455 — D NEMA 4 8.48" 5.66 5.31" 6FZJ6 
H 65 1NO/INC 24VAC, 24VDC, 120VAC, 240VAC _20 50 H2456 = E NEMA 4 8.48" _—5.66" 5.31" 6FZJ7 
J 80 TNOFING 25 60 H2457 = A NEMA 12 6.37" 3.42" 551" 6FZJ2 
K 95 1NO/iNC 25 60 H2458 = D NEMA 12 7.08" 3.81" 6.10" 6FZJ3 
4-Pole 2Nn/2NC) IEC b Magnetic Contactor Works 24VAC 120VAC 240VAC 
A = — H2463 _ with Key Item No. Item No. Item No. 
B r 2 — — — H2464 — Replacement Coils 
D 25 —~~ 24VAC, 24VDC, 120VAC, 240VAC — H2465 — AtoC 6EAU3 6EAU5 6EAU7 
F 40 — — — H2466 — D.E — 6EAZ5 6EAZ6 
G 50 — — — H2467 — Fto K 6EAU4 6EAU6 6EAUS 
Full Load Aux. HP @ HP@ |NONREVERSING! REVERSING 
Amps Contact > CHOOSE: 3-Phase 3-Phase Item Item 
Key (Inductive) Config. Coil Volts 240V 480V No. No. 
3-Pole IEC Magnetic Contactor 
A 9 {NO/ANC 2 5 G3478 G3486 
No. G3476 B 12 {NO/ANC 3 7% G3479 G3487 * 
C 18 {NO/ANC 5 10 G3480 G3488 
Schneid —— a 
E 32 4 490 * 
Cc fae tere F 40 {NO/ANC 208VAC, 10 30 G3475 
G 50 {NO/ANC 240VAC, 15 40 G3476 — 
™ IEC H 65 {NO/INC 480VAC 20 40 G3477 — 
TeSys J 80 iNOANC 30 60 G3483 = 
K 115 {NO/ANC 40 75 G3484 — 
Contactors and L 150 iNO/INC 50 100 63485 = 
ate C Mf | pig ¢ Mf | ate C Mf | 
wit urrent I. tem wit urrent I. tem wit urrent I. tem 
Overload Relays Key ' quae R Model No. Key Range Model No. Key Range Model No. 
i i inati i tyle Overload Relay 
For industrial motor control applications, combine a ix'sS "9. i000. 16A LADO? 3EA37| AtoE 4.00 to 6.00A LRD10 3EA45 | FtoH 23.0 to 32.0A LRD332  6KYC5 
contactor with an overload relay to make acomplete AtoE 0.1610 0.25A LRDO2 3EA38 | AtoE 5.50to 8.00A a 3EA46 Fto i 30.0 to 40.04 LRD340 BkYCE 
a AtoE 0.25100.40A LRDO3 3EA39 | AtoE 7.00 to 10.0A toH 37.0 to 50. 5 7 
motor starter. Rated 600VAC. saddle clamp termi AtoE 0.40100.63A LRDO4 3EA40 | BtoE 9.00to13.0A LRD16 3EA10 H 48.0 to 65.0A LRD365 6KYC8 
nals. DIN rail- or panel-mount. UL Listed, CSA and AtoE 0.63t01.00A LRDO5 3EA41 | CtoE 12.0to180A LRD21 3EA11 J _55.0to 70.0A LRD3361 3DE30 
CE Certified AtoE 1.00to1.60A LRDO6 3EA42 DE 16.0to24.0A LRD22 3EA12 J 63.0 to 80.0A LRD3363 3DE31 
AtoE 1.60t02.50A LRDO7 3EA43 DE 23.0t0 32.0A LRD32 3EA13 KL 80.0 to 104A LRD4365 2MMY1 
AtoE 2.50t04.00A LRDOS 3EA44 30.0 to 38.0A LRD35 3EA14 KL 95.0to 120A LRD4367  2MMY2 
CONTACTORS Terminal Block 
Inclined wire guides and captive screws. 60/50 Hz Square Series D, K, and F Overload Relays;LR3D01 to D35 and LRDO1 to 35 LAD7B106 2UWY3 
coil. P20 touch-safe with removable terminal cover,  —2verlead Relay Mounting Kit 
; ; Square D Overload Relay Series LRD3, LR3D3 and LR2D35 LA7D3064 2UWY4 
Works No. ofNO No. of NC Works No. of NO No. of NC 
OVERLOAD RELAYS with Aux. Aux. Mfr. | th mn , Aux. : Aux. eae ) am 
For 3-oh lications. Bimetallic elements. Cl Key Contacts Contacts Mode 0. ey ontacts Contacts ode 0. 
" 3 Piles aphilte 0 : dase i . Class Auxiliary Contact Blocks, Front Mounting All 2 0 LADN20 3DB60 
10 trip characteristics with 1-phase sensitivity. All 9 D} LADN22 3DB62 All 0 y) LADHOE 3DB61 
Ambient compensated. Adjustable current range. All | 3 LADNi3 _ SDB63 J 1 0 LADN10 3DB97 
P "9 All 4 0 LADN40 —_ 3DB64 J 0 1 LADNO1 3DB58 
Lockable, sealable, manual/auto reset, test trip. All 0 4 LADND S0BBS Aupillary Contact Blocks. 3h Side Mounting, 1 Max. eh 2 Max. AU OOK 
Mount to underside of contactor. All 3 1 oils Only 
All 1 1 LADNi{ _3DB59 | All (AC Coils Only) } 0 LADSN20 __— 3DB69 
Works ON DELAY OFF DELAY 24VAC | 120VAC | 208VAC | 240VAC | 480VAC 
with Contacts Contacts Range of Mfr. Item Mfr. Item Works with Key Item No. | Item No. | Item No. | Item No. Item No. 
Key NC NO Time Delay Model No. Model No. Replacement Coils 
Time Delay Auxiliary Contact Blocks, Front Mount A, B,C, D, and E 3DB96 3DB97 2MMY5 3DB98 3DB99 
All 1 1 0.10 sec. to 3.00 sec. LADTO 3DB73 LADRO  3DB77 J 3DE10 3DE11_ | 2MMY3 | 3DEi2 | 2MMY4 
All 1 1 0.10 sec. to 30.00sec. | LADT2 3DB74 LADR2  3DB78 * Not available with 208VAC coil. 
All 1 1-10.00 sec. to 180.00 sec.| LADT4 3DB75 LADR4 —- 3DB79 
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IEC Mini Contactors Cte 
= 3-pole OVERLOAD RELAYS 

= 50/60 Hz = Trip Class 10 i ig 4 
= Enclosures not included Feature phase loss sensitivity, ambient temperature compensation, 

Feature a modular design that permits various configurations. automatic or manual reset, trip indication, and trip test. fonicversina 





Dual-mounting system. Mechanical life: 10 million operations, 
and electrical life: 1 million operations. Finger and back-of-hand 
protection. UL Listed and CSA Certified. 


AUXILIARY CONTACT BLOCKS 
Contacts rated 10A, A600. Max. 600V. 








Aux. HP @ HP @ NONREVERSING REVERSING 
Full Load > CHOOSE: Contact 3-Phase 3-Phase Mfr. Item Mfr. Item 
Amps (Inductive) Coil Volts Config. 240V 480V Model No. Model No. 
6 1NO 1% 3 MCOA310AT H2474 THIEN H2490 
1 
6 2AVAC: 120VAC: 208VAC: 1NC 1% 3 MCOA301AT H2468 TLIE1U H2483 
9 940 to 277VAC: 480VAC 1NO 3 a MC1A310AT H2475 TLIE2T H2491 
9 1NC 3 5 MC1A301AT H2499 TLIE2U H2484 
12 1NO 4 1% MC2A310AT H2477 _— _ 
2 208VAC; 240 to 27/VAC; 480VAC 1NC 4 1% MC2A301AT H2469 _— _— 
Current Mfr. Item 
Range Model __ No. No. of NO No. of NC Mfr. Item 
Overload Relays For Use With Aux. Contacts Aux. Contacts Model No. 
0.11 t00.17A MIT03A 6CLA9 suxiary Contact Blocks 
0.17 to 0.264 MT03B 6CLCO ront Mount 
Ba Ia eee a Ee MCrTE Gontsctors i | MAGNDtAT— 6CkY9 
40 to 0.65A MT03D 6CLC2 ontactors 
TR MTORE ecLee— LGEIEC MC/TL Contactors 1 3 MACN413AT _ 6CKZO poner 
GE IEC MC/TL Contactors 2 2 MACN422AT —_6CKZ1 
0.85to1.30A MIO03F 6CLC4 
ide Moun 
OWT EELET GE IEC MC Contactors 0 i MACLTOTAT  6CKYA 
AM GE IEC MC Contactors 1 0 MACLI10AT 6CKY6 
2.20 t03.20A_ MT03J 6CLC8 ~~ GETEC TL Reversing Contactors 0 1 MACLI01ATS  6CKY5 
3.00 to 4.70A_MI03K_6CLC9_ ~~ GETEC TL Reversing Contactors 1 0 MACLTTOATS  6CKY7 
4.00 to 6.30A_ MI03L_6CLDO ~~ GETEC MC/TL Contactors, Not Used In Combination w/Top Aux. Contacts 0 1 MARLIOTAT _ 6CKZ3 
9.00 to 8.00A_ MI03M 6CLD1 GE TEC MC/TL Contactors, Used In Combination w/Top Aux. Contacts 0 | MARLIO01ATS 6CKZ4 =a 
7.00 t010.5A MI03N 6CLD2 GE IEC MC/TL Contactors, Not Used In Combination w/Top Aux. Contacts 1 0 MARLI10AT  6CKZ5 Auxiliary Contact 
10.0t014.0A MI03P 6CLD3 GE IEC MC/TL Contactors, Used In Combination w/Top Aux. Contacts 1 0 MARL110ATS  6CKZ6 


Miniature IEC Contactors and Overload Relays E-TeN 


= 3- and 4-pole configurations directly to mini-contactors. Feature phase failure sensi- 

= |P20 rated tivity, manual and automatic reset by selector switch, 

= 12 to 600VAC, 12 to 220VDC Test/Off button, and trip-free release. Suitable for 

Eaton XT/DIL M Series miniature contactors are avail- light-duty applications like hoisting, packaging, material 

able with screw or spring-cage terminals and panel handling, heating, lighting, and automation systems. 

or DIN-rail mounting. Miniature overload relays mount Quiet operation. Contact dimensions: 2.28"H x 1.77" W x 
2.05"D. UL Listed, CSA, and CE Approved. 






Aux. HP @ HP @ 
Full Load > CHOOSE: Contact 3-Phase 3-Phase Mfr. Item 
Amps (Inductive) Coil Volts Config. 240V 480V Model No. 
3-Pole 
6 1NO 2 3 XTMC6A10 H2547 
6 1NC 3 3 XTMC6A01 H2545 
9 24VAC, 24VDC, 120VAC, 208VAC, 240VAC, 480VAC {+NO 3 5 XTMC9A10 H2548 No. 4WXC4 
9 1NC 3 5 XTMC9A01 H2546 
4-Pole 
24VAC, 24VDC, 120VAC, 208VAC, 240VAC, 480VAC — 3 5 XTMF9A00 =H2574 
c Mi No. of NO No. of NC Mfr. Item 
fanae angi a aH Model a Amps __Aux. Contacts _Aux. Contacts Model No. 
Overload Relays 7,00 to 1.60A  XTOM{P6ACI AWXE2 auc ary Contact, Front Mounting _ XTMCXERTY "AW 
0.10 to 0.16A XTOMP16AC1 AWXE4 1.60 to 2.40A XTOM2P4AC1 AWXE3 10 D) 9 XTMCXFA22 AWXC5 
0.16 to 0.24A  XTOMP24ACT 4WXE5 2.4010 4.00A  XTOMOO4AC1 4WXD7 10 0 XTMCXFAZO AWXC6 
0.24 to 0.40A XTOMP40AC1 AWXE6 4.00 to 6.00A XTOMOO6AC1 4WXD8 Accessories 
0.40 to 0.60A XTOMP60AC1 AWXE7 6.00 to 9.00A XTOMOO9AC1 4WXD9 Mechanical Interlock XTMCXML 4WXC7 
0.60 to 1.00A XTOMOO01AC1 AWXD6 9.00 to 12.0A XTOMO012AC1 4WXE1 Reversing Link Kit XTMCXRL 4WXC8 
ee Schneider 
TeSys™ Minicontactors and Overload Relays Electric 
DIN rail- or panel-mount general- MINICONTACTORS OVERLOAD RELAYS 


duty TeSys minicontactors and 
overload relays fit into small spaces. 
Combine a minicontactor with an 
overload relay to make a complete 


Mechanical life: contactors, 10 
million operations; reversing contac- 
tors, 5 million operations. Inclined 
wire guides and captive screws. IP20 


For 3-phase applications. Bimetallic 
elements. Class 10 trip characteris- 
tics with 1-phase sensitivity. Ambient 
compensated. Adjustable current 





motor starter. Rated GOOVAC. Screw-  touch-safe with removable terminal range. Lockable, sealable, manual/ age Ragan 
clamp terminals. UL Listed and CSA cover. auto reset, test trip. Mount to under- = 
Certified. side of contactor. 
Full Load HP@ HP@ Current Mfr. Item Current Mfr. Item Current Mfr. Item 
Amps > CHOOSE: 3-Phase 3-Phase Mfr. Item Range Model No. Range Model No. Range Model No. 
(Inductive) Coil Volts 240V 480V Model* No. Overload Relays 
Nonreversing, 1NO Auxiliary Contact 0.11 to 0.16A —LR2K0301 6B182 0.54to 0.80A LR2K0305 6B186 2.60 to 3.70A LR2K0310 6B190 
6 120VAC, 208VAC, 1% 3 _LC1K0610 G3491 0.16 to 0.23A LR2K0302 68183 0.80 to 1.20A LR2K0306 6B187 3.80 to 5.50A LR2K0312 6B191 
9 240VAC, 24VAC, 3 9 _ LC1K0910 G3492 0.23 to 0.36A LR2K0303 6B184 1.20to1.80A LR2K0307 6B188 5.50 to 8.00A LR2K0314 6B192 
12 24VDC 3 7% ~ 1LC1K1210 G3493 0.36 to 0.54A LR2K0304  _6B185 1.80 to 2.60A LR2K0308 6B189 8.00 to 11.54 LR2K0316 6B451 
Reversing, 1NC Auxiliary Contact Overload Relay Mounting Kit, 35mm DIN Rail or Panel Mount LA7K0064 6B405 
6 120VAC, 208VAC, _ 1% 3___LC2K0601_G3494 No. of NO No. of NC Mfr. Item No. of NO No. of NC Mfr. Item 
9 240VAC, 24VAC, 3 5  LC2K0901 G3495 Aux. Contacts Aux. Contacts Model No. Aux. Contacts Aux. Contacts Model No. 
24VDC Auxiliary Contact Blocks 
12 iia aio 3 7%  LC2K1201 G3496 2 0 LA1KN20 6B200 2 2 LA1KN22 6B201 
1 1 LA1KN11 6B199 4 0 LA1KN40 6B202 
* 24VDC models are Schneider Electric LP series. 
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Full Load Aux. HP@ HP@ NONREVERSING REVERSING 
Amps > CHOOSE: Contact 3-Phase 3-Phase Mfr. Item Mfr. Item 
Key (Inductive) Coil Volts Config. 240V 480V Model No. Model No. 
=- mormer wantactrs 1NO k} 5 CLOOA310T H2476 LAROOA H2492 
4 
B 13.8 See aR iNO.3 7%; \CLO1A3101 H2478 LARO1A _H2493 
@ 17 , TNO 5 10 CLO2ZA3101 H2479 LARO2A 2494 
D 22 DAVAC, 120VAC, 240VAC_ INO 7% 15 CL25A3101 H2480 — — 
D 29 208VAC TNO 7% 15 CLO3A300T H2480 — — 
D 29 A80VAC 1NO 7% 15 EC25A311B H2480 = = 
E 32 1NO 10 20 |CLO4A310M 2481 LARO4A —-H2496 
F 34  24VAC, 120VAC, 208VAC, INO 10 25 \CL45A310M H2482 LAR45A _‘-H2497 
G 48 2A0VAC, 480VAC INO/INC 15 30. (CLO6A311M H2470 LARO6A _H2485 
H 62 {NO/INC 20 40‘ \CLO7A311M H2498 LARO7A  H2486 
‘ 80 = Pv 1NO/INC 25 50 (CLO8A311M H2471 = — 
K 80 INO/INC 30 60 (CLO9A311M H2472 LAROSA H2488 
L 96 24VAC, 120VAC, 208VAC,1NO/INC 40 75. (CLI0A311M H2473 LAR10A _H2489 
D 22 2A0VAC, 480VAC TNO 7; 15 = — LAR25A _-H2495 
J 68 TNO/INC 25 50 — = LARO8A _-H2487 
MANUAL RESET MANUAL AND AUTO RESET | MANUAL AND AUTO RESET 
Works TRIP CLASS 10 TRIP CLASS 10 TRIP CLASS 20 
with Current Mfr. Item Mfr. Item Mfr. Item 
Key Range Model No. Model No. Model No. 
Overload Relays 
A to F 0.16 to 0.26A RTN1B 6CLH1 — — = — 
Overload Relay Ato F 0.25 to 0.41A RTNIC 6CLH2 RTIC 6CLE8 — — 
A to F 0.40 to 0.65A RTN1D 6CLL5 RT1D 6CLE9 RT12D 6CLD4 
IEC Contactors A to F 0.65 to 1.10A RTN1F 6CLH3 RTF 6CLFO RT12F 6CLD5 
A to F 1.00 to 1.50A RTNiG 6CLH4 RTIG 6CLF1 RT12G 6CLD6 
= 3-pole A to F 1.30 to 1.90A RTN1H 6CLH5 RT1H 6CLF2 RT12H 6CLD7 
A to F 1.80 to 2.70A RTNiJ 6CLH6 RT1J 6CLF3 = — 
= 50/60 Hz AtoF 2.50 to 4.10A RTN1K 6CLH7 RTIK 6CLF4 RT12K 6CLD8 
= Enclosures not included A to F 4.00 to 6.30A RTNIL 6CLH8 RTIL 6CLF5 RT12L 6CLD9 
. < A to F 5.50 to 8.50A = — RTIM ALWH6 RT12M 6CLEO 
UL Listed and CSA Certified. AtoF 8.00 to 12.0A RTNIN 6CLJO RTIN 4LWH7 RT12N 6CLE1 
B to F 10.0 to 16.0A RTN1P 6CLJ1 RTIP ALWH8 RT12P 6CLE2 
OVERLOAD RELAYS CtoF 14.5 to 18.0A RTN1S 6CLJ2 RT1S 3HYK7 RT12S 6CLE3 
wai D to F 17.5 to 22.0A RTN1T 6CLJ3 RTIT ALWJ1 RT12T 6CLE4 
Feature phase loss sensitivity, ambient temperature EF 97.0 to 26.0A RTNIU 6CLJ4 RTIU 3HYKQ RTI2U 6CLE5 
compensation, trip indication, weld check, and trip EF 25.0 to 32.0A RTNIV 6CLJ5 RT1V 4LWJ2 RT12V 6CLE6 
test. F 30.0 to 40.0A RTNiW 6CLJ6 RTIW 6CLF6 = — 
GtoL 11.5 to 15.0A RTN2A 6CLJ7 RT2A 6CLG4 — — 
GtoL 14.5 to 19.0A RTN2B 6CLJ8 RT2B 6CLG5 = — 
AUXILIARY CONTACT BLOCKS GtoL 18.5 to 25.0A RTN2C 6CLJ9 RT2C 6CLG6 — — 
Front mount. Contacts rated 10A, A600. Max. 600V. GtoL 24.0 to 32.0A RTN2D 6CLKO RT2D 6CLG7 RT22D 6CLF7 
GtoL 30.0 to 43.0A RTN2E 6CLK1 RT2E 3HYL2 RT22E 6CLF8 
IEC TIMER MODULES GtoL 42.0 to 55.0A RTN2G 6CLK2 RT2G ALWJ6 RT22G 6CLF9 
: H to L 54.0 to 65.0A RTN2H 6CLK3 RT2H ALWJ7 RT22H 6CLGO 
Provide accurate, repeatable time delay upon ener- JtoL 64.0 to 82.0A RTN2J  6CLK4 RT2) 6CLGB R122) 6CLG1 
gization. Easily snap on the front of contactor or L 78.0 to 97.0A RTN2L 6CLK5 RT2L 6CLG9 RT22L 6CLG2 
relay. 1NO/1NC contacts, rated 10A, A600. L 90.0 to 110A RTN2M 6CLK6 RT2M 6CLHO RT22M 6CLG3 
, , Range of Time Delay 
1NO 1NC Delay Terminal 1.00 sec. to 30.00 sec. | 1.00 sec. to 60.00 sec. 
Mfr. Item Item Type Type Item No. Item No. 
Type Model No. No. IEC Timer Modules 
Auxiliary Contact Blocks On Dela Screw Clamp 4LWE8 4LWE9 
Screw Clamp Terminals BCLF 6AMY3 6AMY1 y Ring 6AMZ1 6AMZ3 
Screw Clamp Terminals, Overlapping Contacts BOLF 6AMY4 6bAMY2 Off Dela Screw Clamp 4LWF1 4LWF2 
Ring Terminals BCRF 6AMY6 6AMY5 y Ring 6AMZ2 6AMZ4 


Schneider 


= Bimetallic thermal 
overload relays 

= 3-pole 

= Trip test 








IEC Manual Motor Starters 


Can be used alone for local, 
manual control of a single motor. 
Operating current of instanta- 
neous magnetic trip is approx. 


= Phase loss sensitivity 13 times the max. thermal trip 
protection (nonadjustable setting). 10K AIR 
= 35mm DIN rail at 480V. Mechanical and electri- 
mounting cal life: 100,000 operations, 
Push-Button = Class 10 overload max. 25 operations per hr. UL 
No. 3CY82 protection Listed and CSA Certified. 
PUSH BUTTON | ROTARY KNOB 
Overload Relay Item Item 
Amp Setting No. No. 
0.7 to 0.16A 2MINH5 2MNH8 
0.16 to 0.25A 2MNH6 2MNH9 
0.25 to 0.4A 3CY82 2MNJ1 
0.4 to 0.63A 3CY83 2MNJ2 
0.63 to 1A 3CY84 2MNJ3 
Tto 1.6A 3CY85 2MNJ4 
1.6 to 2.5A 3CY86 2MNJ5 
2.5 to 4A 3CY87 2MNJ6 
4 to 6.3A 3CY88 2MNJ7 
6 to 10A 3CY89 2MNJ8 
9 to 14A 3CY90 2MNJ9 
13 to 18A 3CY91 2MNK1 
17 to 23A 3CY92 2MNK2 
20 to 25A 3CY93 2MNK3 
Rotary 24 to 32A 2MNH7 2MNK4 
No. 2MNH8 No. of NO No. of NC Item 
Mounting Aux. Contacts Aux. Contacts No. 
Auxiliary Contact 
Front 1 1 3DA33 
Side 2 0 3DA34 
Side 1 1 3DA35 
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Push-Button 
No. 4WXG2 





Rotary 
No. 4WXH7 


E:T-N 
IEC Manual Motor Starters 


= Bimetallic thermal overload relays 
= 3-pole 

= Trip test 

= Phase loss sensitivity protection 

= 35mm DIN rail mounting 

= Class 10 overload protection 


XT/PKZ Series features push-button or rotary On/Off 
manual disconnect with lockout provision. Available 
with screw terminals. Built-in heater and magnetic 
trip protect motor. Suitable for applications requiring 
manual starting and stopping of motors. UL 508 Type 
E and F rated with use of line side adapter. UL Listed 
and CSA Certified. Meet IEC standards. 


PUSH BUTTON | ROTARY KNOB 


Amps Item Item 
AC No. No. 
0.10 to 0.16A 4WXH3 _ — 
0.16 to 0.25A 4WXH4 —_ — 
0.25 to 0.40A 4WXH5 _ — 
0.40 to 0.63A 4WXH6 _ — 
0.63 to 1.00A 4WXG2 4WXH7 
1.00 to 1.60A 4WXG9 4WXK4 
1.60 to 2.50A 4WXH1 4WXK5 
2.00 to 4.00A 4WXG3 4WXH8 
4.00 to 6.30A 4WXH2 4WXK6 
6.30 to 10.00A 4WXG4 4WXH9 
8.00 to 12.00A 4WXG5 4WXJ1 
10.00 to 16.00A 4WXG6 4WXJ2 
16.00 to 20.00A 4WXG7 4WXJ4 
20.00 to 25.00A 4WXG8 4WXJ5 
29.00 to 32.00A — — | 4AWXJ7 
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* 
SQUARED 
a Electric E:TeN 


Definite Purpose Contactors 


Square D 8910DP Series—Quick-connect terminals and binder 
head screws enable easy straight-through wiring. Double-break 
contacts. Mechanical life: 500,000 operations. Compact design. 
Box lugs are standard on 40A and higher models. Auxiliary contact 
modules snap onto either side of standard models. Suitable for air 
compressors, agricultural equipment, pumps, food service equip- 
ment, and HVACR equipment. 277VAC and 480VAC coil voltages 
available on Grainger.com®. UL Recognized and CSA Certified. 

= 600VAC max. Square D Dayton 

= Industry-standard mounting mo. n2eoe males? 














Dayton®—Captive screw and quick-connect terminals for easy 
wiring. Double-break contacts. Suitable for HVACR equipment. UL 
Recognized. 

= 3-year warranty 

= 60/50 Hz 

= Nonreversing 


Eaton 625 Series—Feature a compact, efficient design with a 
low VA coil and straight-through wiring. Housing design limits dust 
and other contaminants from magnet structure and reduces noise. 
3- and 4-pole contactors are dual-rated for inductive and resistive 
ratings. Quick connect terminals and box lugs come standard on 
all contactors. UL Recognized. 

= Direct replacement to most HVAC contactors 

= Mounting holes align to 60 amps Eaton 








Dayton 
= GO0VAC max. No. H4827 No. H2669 
Full Load SQUARE D DAYTON EATON 
No. of Amps > CHOOSE: Mfr. Item Mfr. Item Mfr. Item 
Poles (Inductive) Coil Volts Model No. Model No. Model No. 
Compact Definite Purpose Contactors With Solid Neutral (Shunted) 
1 20 AVAC 8910DP11 H2632 — H2660 — _ 
1 29 {20VAC 8910DP21 H2633 — H2661 C25CNB125 —_ H4831 
1 30 908/240VAC 8910DP31 H2634 — H2662 C25CNB130 _ H4832 
1 8910DP41 H2647 — H2663 C25CNB140 —_H4833 
Compact Definite Purpose Contactors 
1 20 — — — — C25ANB125 —_H4824 
1 30 — _ _ _ C25ANB130 _ H4825 
1 40 24VAC — — — —_— C25ANB140 —_—-H4826 
2 20 120VAC 8910DP12 H2635 — H2664 C25BNB220 H4827 
zZ 25 208/240VAC 8910DP22 H2636 — H2665 C25BNB225 _ H4828 
2 30 8910DP32 H2637 — H2666 C25BNB230 _ H4829 
2 40 8910DP42 H2638 — H2667 C25BNB240 _—_ H4830 
Standard Definite Purpose Contactors 
2 20 8910DPA12 _ H2648 — H2668 _ _ 
2 20 8910DPA22 _ H2649 — H2669 —_— _ 
2 30 8910DPA32 _ H2650 — H2670 { — — 
2 40 8910DPA42 _H2651 — H2671 — — 
2 90 8910DPA52_ _ H2639 — H2672 — — 
2 60 8910DPA62 _H2640 — H2673 + — — 
5 60 BOTODPAO2—H2642 = H2675 = = 
2 90 4 — — — 
3 20 oAVAC 8910DPA13 _H2652 —~~H2676 = = sduare.E 
3 25 SD0VAC 8910DPA23 __H2653 —~_H2677 C25DND325 _H4834 No. H2654 
3 30 908/240VAC 8910DPA33 _H2654 _ H2678 { C25DND330 _ H4835 
3 40 8910DPA43 —_ H2659 — H2679 C25DNF340 _ H4836 
3 950 8910DPA53_ —_—xH2643 — H2680 C25DNJ350 —_— H4837 
3 60 8910DPA63 _H2644 — H2681 + C25FNF360 H4840 
] 19 8910DPA73 _ H2645 _ H2682 C25FNF3/5 H4841 
3 90 8910DPA93 _ H2646 — H2683 C25GNF390 _H4842 
4 20 8910DPA14 _ H2656 — _ — _ 
4 20 8910DPA24 —_H265/7 — _ C25END425 _—_ H4838 
4 30 8910DPA34 _ H2658 — _ C25END430 _ H4839 
4 40 8910DPA44 _ H2659 — _ — _ 
Mfr. Item 
Description Brand Model No. 
NEMA 1 Enclosures and Accessory 
Fits: 2 and 3 Pole Definite Purpose Contactors, 20 to 40 Amps Square D 9991DPG1 4B978 | 
Fits: 2 and 3 Pole Definite Purpose Contactors 50 to 60 Amps, 4 Pole 20 to 40 Amps Square D 9991DPG2 20G22 
Fits: 2 and 3 Pole Definite Purpose Contactors, 90 Amps Square D 9991DPG4 4DF74 | 
35mm DIN Rail Mounting Bracket for 20 to 60 Amp Contactors Square D 9999DMB1 2CG39 
Mfr. 1NC 1NO | 1NO/iNC, 2NO 2NC | 2NO/2NC 
Description Brand Model | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. 


Auxiliary Contacts* 
For Use with Standard Contactors 20 to 40A SquareD 9999DD | 11D183 | 11D184 | 5CHJ7 5CHJ8 — — 
For Use with Standard Contactors 50 to 90A SquareD 9999D | 4B973 | 4B972 | 2CG37 | 2C0G38 





2-Pole 50 to 90A, All 3-Pole Dayton 

For Use with DP Contactors 15 to /5A Eaton C320 — — 490108 490106 | 490107 | 490109 

For Use with DP Contactors 90A Eaton C320DP — — 490110 a — — Sniince'o 

> CHOOSE: Mtr. Item <— plete 
Description Voltage Brand Model No. or 

Replacement Coils For Standard Contactors* 

For 50 to 60A DP Contactors 24VAC; 120VAC; 208 to 240VAC; 277VAC; 480VAC Square D 9998DA2 H3829 

For 75 to 90A DP Contactors 24VAC; 120VAC; 208 to 240VAC; 480VAC Square D 9998DA3  H3830 

For 20 to 40A Contactors 24VAC; 120VAC: 208 to 240VAC Dayton — H3827 

For 50 to 63A Contactors 120VAC Dayton — H3825 

For 75 to 90A Contactors 24VAC Dayton _— H3826 


* Brands are not interchangeable, match to brand of contactor. t Rated 32A. ¢ Rated 634A. 
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No. of 


No. H2686 


Amps 


Poles AC 


G9) G9) GO) GO) G9} G9} NO) DO) PO/ PO) PO 


Optional Control Kits 


20 
20 
20 
30 
40 
20 
20 
25 
30 
30 
40 








No. H5238 


> CHOOSE: 
Coil Volts 
120VAC 
120VAC 
120VAC; 208 to 240VAC 
24VAC; 120VAC; 208 to 240VAC; 480VAC 
24VAC; 120VAC; 208 to 240VAC; 480VAC 
24VAC; 120VAC; 208 to 240VAC; 480VAC 
24VAC; 120VAC; 208 to 240VAC; 480VAC 
120VAC; 208 to 240VAC; 480VAC 
120VAC; 208 to 240VAC; 480VAC 
24VAC; 120VAC; 208 to 240VAC; 480VAC 
24VAC; 120VAC; 208 to 240VAC; 480VAC 


Scan. Order. Done. 


Definite Purpose Motor Starters 


= Melting alloy overload block 


=» 600VAC max. 


= Industry-standard mounting 
= 2-pole starters require 1 thermal unit 
= 3-pole starters require 3 thermal units 
= Match thermal unit code to 
thermal units on page 166 


HP @ HP @ HP @ HP @ 
1-Phase 1-Phase 3-Phase 3-Phase 
120V 240V 240V 480V 
1% 8 — — 
2 5 — — 

2 5 — — 

2 5 — — 

3 72 — — 
1% 3 71% 7% 
2 5 10 15 
2 5 10 15 
2 5 10 15 
2 5 10 15 
3 71% 10 20 


Description 


Start/Stop Push-Button Kit (Requires 1 Normally Open Aux. Contact No. 11D184) 

Hand/Off/Auto Selector Switch Kit 

Isolated Overload Relay Alarm Contact 
* See page 166 for codes. 








Contactor 
No. H2702 


Thermal Units 
No. 6GDX1 


Full Load 
Amps 





Thermal 


Unit Code* 


G2 
G3 
G4 
Gi 
G2 
G3 


G4 


Mfr. 
Model 


8911DPS022 


8911DPS032 
8911DPS042 
8911DPS013 


8911DPS023 
8911DPS033 


8911DPS043 


Details on page A1. 


NEMA 1 ENCLOSURE 


Item Thermal 
No. Unit Code* 
— E1 

11W212 — 
— E2 
H2684 E3 
H2685 E4 
H2686 F1 
— Fe 
H2687 — 
H2688 = 
— F3 
H2689 F4 

Mfr. 

Model 
8911DPB1 
8911DSS1 

9999S04 


Eaton Enclosed Definite Purpose 


Contactors and Starters 





Thermal Units, Freedom Series, For Use with 


Enclosed Starters Only, Pkg. of 3 
1.79 to 2.9 
2.15 to 3.49 
3.23 to 5.23 
4.55 to 7.4 
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6.75 to 11 











Vibration Switches 


Feature SPDT and DPDT switch options, and are available with or without remote reset and a variety of 
voltages for the reset coil. Aluminum switches do not require external power to operate, and are explosion-, 
flame-, and weatherproof. NEMA 4 and 4X. UL and C-UL Listed. Plastic switches feature a weatherproof 
NEMA 4 housing and are CSA Certified. 


Temp. 
Amps Voltage Range (°F) 
Aluminum 

> 0.5-7 Max. — -13 to 140 
0.5-7 Max. 120VAC -13 to 140 
Noy seEes 0.5:7 Max. 24VDC 13 to 140 
5 Max. 24VDC -13 to 140 
5 Max. 120VAC -13 to 140 

Plastic Cover, Aluminum Base 
0.5-7 Max. — -40 to 200 
No. SLUL6 0.5-7Max.  120VAC  -40 to 200 
0.5-7 Max. 24VDC -40 to 200 
5 Max. 120VAC -40 to 200 

GRAINGER. 


ITT 





Frequency 
Range (Hz) 


0 to 300 
0 to 300 
0 to 300 
0 to 300 
0 to 300 


0 to 300 
0 to 300 
0 to 300 
0 to 300 


Horiz. 
Range 


0to 4.5G 
0to 4.5G 
0to 4.5G 
0to 4.5G 
0to 4.5G 


0to 4.5G 
0to 4.5G 
0to 4.5G 
0to 4.5G 


Find even MORE on Grainger.com® 


r- 


92] G2} 02] 2/02 


5.38" 
9.38" 
5.38" 
9.38" 


= 


92] G2} 92] 2/02 


3.15. 
3./9" 
3.75" 
3.75" 


H 








ees, 





by Schneider Electric 


Mfr. 
Model 
8911DPSG12 
8911DPSG22 
8911DPSG32 
8911DPSG42 
8911DPSG13 
8911DPSG23 


8911DPSG33 
8911DPSG43 


Quick-connect terminals and binder head screws enable 
easy straight-through wiring. Trip-free reset mechanism. 
Double-break contacts. Mechanical life: 500,000 operations. 
Compact design. Box lugs are standard on 40A and higher 
models. Auxiliary contact modules snap onto either side of 
standard models. Suitable for air compressors, agricultural 
equipment, pumps, food service equipment, and HVACR 
equipment. UL Recognized and CSA Certified. 


NO ENCLOSURE 


Item 
No. 
H5238 
H2690 
H2691 
H2692 
H2693 
H2694 


H2695 
H2696 


Item 
No. 


3KL81 
3KL82 
3KK15 


E-T-N 


Dual-rated with inductive and resistive ratings. Quick connect terminals are standard. Contactor design 
limits dust and other contaminants from magnetic coil. Reduce or eliminate noise. Feature compact design 
with low VA coil and straight-through wiring. Motor starters require 3 thermal units (1 pkg.), sold sepa- 
rately. UL Listed, CSA and CE Certified. ROHS Compliant. 


9.13" 
9.13" 
913° 
9.13" 
9.13" 


3.06" 
3.06" 
3.06" 
3.06" 


Full Load HP @ HP @ HP @ HP @ 
peterey Amps DP-CHOOSE: 1-Phase 1-Phase 3-Phase 3-Phase Mir. 
. (Inductive) Coil Volts 120V 240V 240V 480V H W D Model 
Definite Purpose Contactors , 3-Pole 
15 /4 2 3 5 6.75" 4.10" 3.50" €25DGD315 
25 2AVAC 2 3 1% 10 6.75" 4.10" 3.50"  C25DGD325 
30 120VAC 2 5 10 15 6.75" 4.10" 3.50" €25DGD330 
40 208/240VAC 3 1% 10 20 6.75" 4.10" 3.50"  C25DGF340 
50 480VAC c 10 15 30 6.75" 4.10" 3.50" C25DGJ350 
60 10 20 40 Gal" 5.62" 4.81" C25FGF360 
Definite Purpose Magnetic Motor Starters , 3-Pole 
25 2 71% 10 10.17" 5.63" 5.81" —A25CGC25 
30 ane 2 5 10 15 10.17" 5.63" 5.81"  A25CGC30 
ena 40 508/240VAC 3 1% 10 20 13.27' 7.64" 6.67" A25CGE40 
puatary Comacs 50 ABOVAC — — 15 30 13.27" 7.64" 6.67" A25CGE50 
No. 6GDW8 60 — — 20 40 13.27" 7.64" 6.67" A25CGE60 
item Full Load Mfr. Item No. of NO No. of NC 
Model No. Amps Model No. Aux. Aux. Mfr. 
914to 14 H2011B-3 6GDX6 Amps Voltage Contacts Contacts Model 
14 to 22.8 H2012B-3 6GDX7 Auxiliary Contacts, Side Mounting 
H2006B- DX 18.7 to 30.7 H2013B-3 6GDX8 10 __600 1 0 __C320KG1 
SORES ey 23.5 to 38.5 H2014B-3 6GDX9 10 __600 0 1 C320KG2 
H2008B-3 6GDX3 29 to 44.1 H2015B-3 6GDY0 10 600 1 1 C320KG3 
H2009B-3 6GDX4 39.6 to 57.4 H2016B-3 6GDY1 
H2010B-3 6GDX5 53.9 to 74.9 H2017B-3 6GDY2 


Item 
No. 


H2702 
H2703 
H2704 
H2705 
H2706 
H2707 


H2697 
H2698 
H2699 
H2700 
H2701 


Item 
No. 


6GDW8 
6GDW9 
6GDX0 


Robertshaw, 


Mfr. 
Model 


365AA0 
365AA8 
365AA2 
365AD2 
365AD8 


366A0 
366A8 
366A2 
366D8 


Item 
No. 


SLUL1 
SLUL2 
SLUL3 
SLUL4 
SLULS 


SLUL6 
SLUL7 
SLUL8 
SLUL9 
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NEMA 1 NEMA 3R 
Siemens Square D Siemens Square D 
Amps No.of No. of Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
AC Voltage Poles Wires Model No. Model No. Model No. Model No. 
1-Phase, Fusible, Neutral Assembly Included 
30 240VAC 2 g HF221N 6GNC7 | H221N 1H328 |HF221NR 6GNC8 |H221NRB 1H329 
60  240VAC 2 3 HF222N 20RA99 | H222N 1H330 |HF222NR 20RC04 | H222NRB 1H331 
100  240VAC 2 a HF223N 20RC01 | H223N 1H332 |HF223NR 20RC05 | H223NRB 1H333 
200  240VAC 2 3 HF224N 20RC02 | H224N 1H334 |HF224NR 20RC06 | H224NRB 1H335 
3-Phase, Fusible 
30. 600VAC q 3 HF361 6GND3 | H361 1H344 | HF361R 6GND7 | H361RB 1H349 
60 600VAC 3 3 HF362 20RC23 | H362 1H350 | HF362R 20RC29 | H362RB  1H355 a5 
100 600VAC 3 3 HF363 20RC24 | H363  1H356 | HF363R G6GNE2 | H363RB  1H361 Siemens Square D 
200 G00VAC 3 3 HF364 20RC25 | H364 1H362 | HF364R 20RC30 | H364RB  1H367 No. 20RA99 No. 1H344 
3-Phase, Fusible, Neutral Assembly Included 
30 240VAC 3 4 HF321N 6GNC9 | H321N 1H336 |HF321NR 6GNDO |H321NRB 1H337 ] ecuaren 
60 _240VAC 3 4 HF322N 6GND1 | H322N 1H338 |HF322NR 6GND2 | H322NRB 1H339 
100 240VAC 3 4 HF323N 20RC03 | H323N 1H340 |HF323NR 20RCO7 | H323NRB 1H341 py Schinelder’Earele SIEM ENS 
200 240VAC 3 4 HF324N 31ED29 | H324N 1H342 |HF324NR 31ED30 | H324NRB 1H343 
30. 600VAC 3 4 HF361N 6GND5 | H36iN 1H347 |HF36iNR 6GND6 | H36GiNRB 1H348 7 
60 600VAC_ 3 4—/HF362N~6GND9~| H362N-—1H353~HF362NR-eaneo/Hocanre tHasa Heavy-Duty Safety Switches 
100 600VAC 3 4 HF363N 6GNE1 | H363N 1H359 |HF363NR 20RC31 | H363NRB 1H360 
200  600VAC 3 4 HF364N 20RC27 | H364N 1H365 |HF364NR 6GNE3 | H364NRB 1H366 Higher amp ratings and NEMA 4X and 12 enclosures are 
3-Phase, Nonfusible i i ® 
30 600VAC 3 3 | HNF361~6GNE7 | HU361 1H373 /HNF361R GGNEQ HU361RB 1H375 2Vallable on Grainger.com®. 
60 600VAC 3 3 HNF362  6GNF1 | HU362 1H376 |HNF362R 20RC33 | HU362RB 1H378 NOTE: G00V 30 to 200A switches are field adjustable for Class J fuses. 
100 600VAC 3 3 HNF363 132538 | HU363 1H379 |HNF363R 6GNF2 | HU363RB 1H381 
200 600VAC 3 3 HNF364 132539 | HU364 1H382 |HNF364R 31ED51 | HU364RB 1H384 ##SIEMENS 
Sinicd Saar Brin 5 Designed with quick-make, quick-break switching action 
Amps No. of No. of Mfr. Item Mfr. Item Mfr. Item for severe applications. Feature highly visible self-aligning 
Phe Woah e es} Model No. Model No. Model__No. blades to ensure positive contact and highly visible On/Off 
30 600VAC 3 3 — HU361AWK  2CR39 | HU361DS 1H374 _ handle indication. Padlockable cover latch and handle. 
60 600VAC 3 3 — HU362AWK  2CR52 | HU362DS 1H377 
100 600VAC 3 3 — — HU363AWK  2CR60 | HU363DS 1H380 SQUARED 
200 600VAC 3 3 — — HU364AWK  2CR65 | HU364DS 1H383 a 
100 GOOVAC 3 3 — HUS65AWK ~~ 2JYD6~ HU365DS 2JYD7 Designed to withstand short circuits up to 200kA rating 


3-Phase, Nonfusible, Neutral Assembly Included when used with, or protected by, Class R fuses with Class 
30 GOOVAC 4 HUS6INRB  2UXW2 | HUSGTNAWK’  2dXX4 R kits installed (this page). See Class RK5 fuses on page 





3 = = 
60 600VAC 3 4 —_ _ HU362NAWK 2JYR8 _— —_ ; 
100 600VAG 3 4 HU363NRB  2JWR1 | HU363NAWK  2JWE5 _ = 178. Switches meet NEMA Standards KS1-1990, Enclosed 
200 600VAC 3 4 HU364NRB  2JXP9 | HUS64NAWK  2JXJ6 = = Switches, and UL 98. UL Listed. 
te 
(on 
Safety Switch Accessories meso iwee = 
AMP "7 AMP ne AMP ay AMP « . ° 
a tem tem tem : — a 
Description No. No. No. No. 2BW64 = ao > 
Interlock Kit, for a General Duty (30 to 20 and Heavy-Duty Switches aie nur — = 
1 NC 2CP56 2CP56 2CP56 ris 





HOPNE = We3 2CP5/ 2CP5/ 2CP5/ 
Equipment Ground Kit 
General Duty 5B/17 5B/17 2BW64 2DH17 
Heavy Duty 2GND8 2BW64 2BW64 2DH17 
Double Throw 1H313 Included Included 1H312 
Neutral Assembly For Double Throw and Heavy-Duty Switches 
Heavy Duty 6NU11 2GNE5 2GNE5 _ 
Double Throw 2GNE3 2GNE3 2GNE3 _ 
Fuse Kits _— 
Class R 6NU10 2GNF1 2CR86 1H368 r ss 
Y" xy," 1 1 y" 1 yy" a" 4 | . 
ie Item ie Item Item Item 
No. No. No. No. - 
Hubs; Tiron Plated Watertight for NEMA ‘4X and NEMA 12 Disconnect s Switches 
M 1H324 1H325 3 H326 _ — 
Bolt-On n Hubs for NEMA 3R Disconnect Switches 
NEMA Mfr. ltem a Te) 
Amps __Encl. Type W H D Model No. (eee) 
Switched Twist-Lock® Enclosure {Receptacles Not Included) 
30 3R, 12K 4.9 11.4" 4.2" SETLS 6C655 Wiring Device-Kellems 


Mechanical Interlock for Safety Shroud Twist- Locks 





30 4,4X,12K 4.9" 2 HBLMITL 4CV76 r 
Circuit-Lock Disconnect Switches, 3-Pole Switched Enclosures 
4,4X,12K 5.1" 7.6 4.1" HBLDS3 3D383 a ® 
30 4 4X 12K 5.1" 7.6' aT HBLDS3AC _2EAV9 * TWIST LOCK ENCLOSURE 
30 4, aX, ik 3 u 7.6 a HBLDSSSACNK 2EAVE *T Nonmetallic enclosure has large, replaceable, 
50 4AX 1K 6S 10! 59} HBLDS6 ACV74 gasketless door and hinge assembly for easy 
60 4,4X, 12K 6.9" 10" 5.9" HBLDS6GAC _ 2EAW3 * access and weatherproofing. Receptacle not 
ee ie HBLDS10__ZEAVG ___ included; order separately. Use with any NEMA 
100 44X, 12K 6.9 10" 59 HBLDS{0AC _-4CV/73 
Fused Switched Safety Enclosure, 3-Pole, Use with Class J Fuses rated 2-pole, 3-wire to 4-pole, 5-wire Twist- 
30 “4X, 12K 11.5" 15" ee FDS30 3D340 Lock® receptacle. 
60 4,4X,12K 11.5" 15" fa FDS60 2EAU7 said aaa 
Circuit-Lock® Accessories a ® 
Auxiliary Contact; Break After Break; 30, 60, and 100 Amp; HBLACT OFAVA CIRCUIT-LOCK® DISCONNECT 
Max Voltage 600; For Use With 3D383, 4CV74, and 2EAVE SWITCH ENCLOSURES 
uxillary Contact; Break Before Break; 30, 60, and 100 Amp; : : 
Max Voltage 600: For Use With 30383, 4CV74, and HBLDS11 HBLAC2 2EAV5 Nonmetallic enclosures have strong, galvanized a 
NEMA 4x; Replacement Cover; Nonfused; 100 Amp HBLDS10RC  2EAV7 Steel internal frame that bonds grounds and a No. 3D383 
NEMA 4X; Replacement Cover; Nonfused; 30 Amp HBLDS3RC 2EAW1 i + fitti ; 
NEMA 4X; Replacement Cover; Nonfused; 60 Amp HBLDS6RC = 2EAW4 watertight conduit fitting. They enclose disconnect 
Replacement Switch; Nonfused; 30 Amp: Max Voltage 600 HBLDS3RS  2EAW2 switches that provide On/Off switched control of 
* Includes No. 3D305 Auxiliary Contact Kit preinstalled. + Without knockouts. direct-wired motor loads. 
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ELECTRICAL scan. Order. Done. |=" 
Safety & Disconnect Switches Details on page A1. = 
Air Conditioning Disconnect Switches E-1-N 
No. 5XHP9 For indoor or outdoor use. — 
Amps cireat Max. HP Mfr. Item 
AC Voltage Protection For Use With @240V W H D Brand Model No. 


Polycarbonate 
30 240VAC Fuse Class RK1 Fuse 3 HP D 84%4 3 Eaton ACD221RNM-A2 5XHR5 








60 240VAC None =< TOHP 5" ~—- 8a" 3%" ~——«Eaton ACD222URNM-A2 5XHR3 
60 240VAC Fuse Class RK1 Fuse 10HP 5° 8s" 3%" Eaton | ACD222RNM-A2 5XHR4 
60  240VAC Circuit Breaker = TOHP 6%" 8.8" 32%" SquareD QO200TRNM 6HD95 
Galvanized Steel 
30 240VAC Fuse Class HFuse 3HP 51340" 84544" 3134" Eaton DPF221R _ 5XHR1 
60 _240VAC None = TOHP 43%4" 614": 32%0" Square D Q0200TR _—*1H245 
60 240VAC None = TOHP 51342" 8%" 37364" __ Eaton DPU222R _5XHP9 
60 _240VAC None — TOHP 62%a" 113%" 47340" Eaton DPU222RGF20 5XHR2 * 
No. 6HD95 No. 1H245 60 240VAC Fuse Class H Fuse 10HP 5'%2" 84%4" 31364" Eaton DPF222R 5XHRO 
wade * Includes 20A GFCI receptacle. 
NEMA 1 NEMA 3R 
Siemens Square D Siemens Square D 
Amps No. of No. of Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
; AC Voltage Poles Wires For Use With Model __No. Model No. Model No. Model No. 
(s 1-Phase, Nonfusible 
30 240VAC 2 2 ClassH, R, 1 Fuse GNF221A 55CH43 — — GNF221RA 55CH54 — — 
30  240VAC 2 2 — — — = — = — DU221RB 1H259 
60 240VAC 2 2 ClassH,R, 1 Fuse (GNF222A 55CH53 — _ LNF222RA 55CH42 — — 
60 240VAC 2 2. ClassH,R,TFuse | — — — — GNF222RA 55CH52 — — 
60 240VAC 2 2 = — — — — — _ DU222RB 2CL85 
1-Phase, Fusible 
30 240VAC 2 3 Plug Style Fuse D211N  1H246 — — D211NRB 2JXU1 
30 240VAC 2 3. Class H, R, 1 Fu Be GF221NA S5CH51 — — GF221NRA 55CH50 = — 
No. 55CH38 30 240VAC 2 3 Class H, K, R, | Fus D221N 1H247 — — D221NRB 1H248 
60 240VAC 2 3. ClassH, R, T Fe GF222NA 55CH49 = — GF222NRA 55CH48 = — 
60 240VAC 2 3 Class H, K, R, | Fus D222N  1H249 — — D222NRB 1H250 
No. 2DP81 100 240VAC 2 3 ClassH, K,R, T Fu se GF223N GFNFS D223N 5B662 | GF223NR GFNF7 | D223NRB 1H251 
200 240VAC 2 3  ClassH,K,R,1Fuse| — D224N  2CL71 — — D224NRB  2CL72 
[D) sauareD 1-Phase with Circuit Breaker 
SIEMENS 3 aicnsciccne 100 240VAC 2 — — — _ |Q02000NS 2DP82 * — — —_ |Q02000NRB 2DP81 * 
3-Phase, Nonfusible 
30 240VAC 3 3. Class H, R, 1 Fuse |GNF321A 55CH41 — — — — — — 
General-Duty 30. 240VAC. 3.3 = = DU321 1H260 = = DU321RB 1H261 
= 60 240VAC 3 3 Class H, R, 1 Fuse GNF322A 55CH39 — — GNF322RA 55CH38 — — 
Safety Switches 60 240VAC_ 33 — —~ —__|_DU3224H262__(GNF321RA 55CH40__| DU322RB 1H263 
100 240VAC 3 3 — — — DU323 1H264 — — DU323RB 1H265 
Fast and reliable switches are primarily sae Pele = ——— Sa hah _ = HERP zc eye 
intended for use with circuits where the 30 zine 3 | pulass HRT ie GF321NA 55CH47 — — GF321NRA 55CH46 — — 
ass H, K, R, D32iN 1H252 = — D321NRB 1H253 
available current Is less than 100,000A 60 240VAC 3 4 Class H, R, T Fuse GF322NA saCHA5 — — GF322NRA 55CH44 — — 
when used with Class R or T fuses or 60 240VAC 3 4 Class i k i fuse = D322N  1H254 = = D322NRB 1H255 
ass D323N 1H256 | GF323NR 6FNG2 | D323NRB 1H257 
10,000A Atle used with Class H fuses. 200 240VAC 3 4 Class H, KR, T Fu fee GF324N 6FNG3 D324N 1H258 | GF324NR GFNG4 | D324NRB 2CL77 
Feature quick—make, quick-break, and Mir. Item Mir. Item 
ici itchi j Description Voltage Model No. Description Voltage Model No. 
visible blade switching action. Padlockable Siemens Safety Switch Accessories 200A Neutral Kit 600V HN64 6GNE6 
in OFF position and door in closed position. “70, Auxiliary Contact, 1NO/1NC 240V HA161234 GFNG9  ~ 30A Fuse Rejection Kit, Class R D40VACHR21 6GNF3 
Suitable for use as service entrance equip- 30/60A Neutral Kit 600V HN612 6GNE4 30/60A Fuse Rejection Kit, Class R_240/600VAC_ HR612 _6GNF4 
tR . . 7 dina kit: 60/100A Neutral Kit 600V HN623 6GNE5 60A Fuse Rejection Kit, Class R 600VAC HR62 + 6GNF5 
ment. hequire equipment grounding KIt; SE@ Fh res circuit breaker 100A Fuse Rejection Kit, Class R 600VAC HR63___ 6GNF6 
page 175. Switches meet UL 98. UL Listed. 200A Fuse Rejection Kit, Class R 600VAC HR64_ _ 6GNF7 
Double-Throw Safety Switches — 


Each switch is continuous-duty rated for its nameplate ampere value. Equipment grounding kits are available for service 
equipment and included in 30 to 100A DTU devices. NEMA Type 3R switches use bolt-on hubs; see page 175. All switches 
meet UL 98 Standard for Safety, Enclosed, and Dead Front Switches, and meet or exceed NEMA Standard KS1-1990. 








NONFUSIBLE FUSIBLE 
NEMA 1 NEMA 3R NEMA 1 NEMA 3R 
Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
HP Voltage Model No. Model No. Model No. Model No. 
— 240VAC 92251 —_—-1H299 — — — — — 
10 HP @ 240VAC 240VAC/DC DTU222 _1MN30 — — — — — — 
15 HP @ 240VAC 240VAC/DC DTU223  1MN31 | DTU223RB 1MN40 | DI223 2JWC3 | D1223RB  2JWC5 
15 HP @ 240VAC 240VAC/DC — — DTU224NRB  2JYV9 — — — — 
10 HP @ 240VAC 240VAC DTU321 1MN32 — — DT321_ 2JUXV8 | DT321RB  2JXW1 
20 HP @ 600VAC 600VAC — — — — DT361  2JXW3 | DI361RB  2JXW5 
30 HP @ 600VAC 600VAC DTU361 1MN35 | DTU361RB 41V405 — — — — 
15 HP @ 240VAC 240VAC DTU322 _1MN33 — — DT322  2JYP7 | D1322RB  2JYP8 
No. 1H299 60 50 HP @ 600VAC 600VAC DTU362  1MN36 | DTU362RB 1MN43 | DT362 2JYP9 — — 
100 30 HP @ 240VAC 240VAC DTU323 1MN34 | DTU323RB 1MN41 | DI323 2JWC7 | DT323RB  2JWC9 
100 75 HP @ 600VAC 600VAC DTU363 1MN37 | DTU363RB 1MN44 | D1363 2JWD2 | DT363RB 2JWD4 
200 15 HP @ 240VAC 240VAC 82354 1H298 | DIU324NRB  1H317 — — — — 
200 15 HP @ 480VAC 480VAC 82344 1H294 82344RB _‘1H295 — = — — 
4-Pole 
100 75 HP @ 600VAC 600VAC DTU463 41/407 — — — — — — 
IEC Di t Switch yoo 
isconnect switcnes = 
Switches are suitable for use acs RED HENDEE oe Ce 
motor disconnect. “On 
ae oaks disco S 0 / HANDLE |KNOCKOUTS| HANDLE | KNOCKOUTS 
Off” indicator and built-in No. of No. of NEMA Item Item Item Item 
handle interlock that prevents Amps Poles Wires Encl. Type Brand No. No. No. No. 
| in “On” posit 3 3 3R, 12 Dayton | 35JF51 | 35JF55 | 35JF59 35JF63 
cover removal In Un position. 39-3 4-1, 3R,4, 4X, 12 Square D | 13E228 — = = 
OSHA lockout/tagout compat- — 32 3 3 R, 12 Dayton | 35JF52 | 30uF56  |3ouF60 | 3dJFo4 
4 « 50 3 3 3R, 12 Dayton | 35JF53 | 35JF57 | 35JF61 35JF65 
a eon ac akaReA re Sa a ik three 60.34 ~-1,9R, 4, 4X, 12 Square D | 13k229. SS — = = 
Padlocks. isted. 63 3 3 3R, 12 Dayton | 35JF54 | 35JF58 | 35JF62 35JF66 
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ELECTRICAL 


Fuses 





Class RK1 


A 
FERRAZ SHAWMUT IS NOW MERSEN | . 


mersen BUSSMANN 


4 Littelfuse 


Expertise Applied | Answers Delivere d 


These fuses are more current-limiting than RK5 fuses to react more quickly to overcurrent. They 
have a rejection feature that prevents an accidental downgrade from a current-limiting system. 


Amps 
250VAC 
Yo-30 
30-60 
70-100 
110-200 
229-400 
450-600 


Amps 


Lengt 


Fuse Size Chart 


h Dia. 
(in.) — (in.) 


2 Ae 
3 16 
5A 81% 
71% 1%6 
8% 2% 
10% 2% 


Series 


Length Dia. 


Amps 
600VAC 
Yio-30 


30-60 5% 


(in.) (in.) 


136 
16 


70-100 7% 1% 


110-200 
229-400 
450-600 


Brand 


250VAC Time-Delay UL Class 
RK1 Fuses, Nonindicating 
Equivalent Series A2D-R, LLNRK, LPN-RK-SP 


Cylindrical Body Style 
: A2D-R 


Yo 
1%/00 A2D-R 
0 A2D-R 
Ao A2D-R 
EAL A2D-R 
Y LPN-RK-SP 
Y A2D-R 
Vo LPN-RK-SP 
“0 2D- 
0 LPN-RK-SP 
0 2D- 
1 LPN-RK-SP 
1 A2D-R 
1 LLNRK 
1% LPN-RK-SP 
1% 2D-R 
1% LPN-RK-SP 
1% A2D-R 
1%o 2D-R 
1%o0 —LPN-RK-SP 
1%o A2D-R 
1%o A2D-R 
1%0 —LPN-RK-SP 
2 LPN-RK-SP 
2 A2D-R 
2 LLNRK 
2/4 2D-R 
2% LPN-RK-SP 
2% 2D- 
2%0 LPN-RK-SP 
2%/0 A2D-R 
3 LPN-RK-SP 
3 2D-R 
3 LLNRK 
3%0 LPN-RK-SP 
3/0 A2D-R 
3% LPN-RK-SP 
3% 2D-R 
4 A2D-R 
4 LPN-RK-SP 
4Vs LPN-RK-SP 
AV A2D-R 
5 LPN-RK-SP 
3 A2D-R 
5 LLNRK 
5%o0 —_LPN-RK-SP 
5%o0 A2D-R 
6 LPN-RK-SP 
6 A2D-R 
6 LLNRK 
6% LPN-RK-SP 
6% A2D-R 
7 A2D-R 
8 LPN-RK-SP 
8 LLNRK 
9 LPN-RK-SP 
10 LPN-RK-SP 
10 LLNRK 
12 LPN-RK-SP 
15 LPN-RK-SP 
15 LLNRK 
17%  LPN-RK-SP 
20 LPN-RK-SP 
20 LLNRK 
25 LPN-RK-SP 
25 LNRK 
30 LPN-RK-SP 
30 LNRK 
39 LPN-RK-SP 
30 LLNRK 
40 LPN-RK-SP 
40 LNRK 
45 LPN-RK-SP 
45 LNRK 
90 LPN-RK-SP 
90 LNRK 
60 LPN-RK-SP 
60 LNRK 
Blade Body Style 
70 LPN-RK-SP 
70 LLNRK 
80 LPN-RK-SP 
80 LLNRK 
90 LPN-RK-SP 
90 LLNRK 


Mersen 
Mersen 
Mersen 
Mersen 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Littelfuse 
Bussmann 
Mersen 
Bussmann 
Mersen 
Mersen 
Bussmann 
Mersen 
Mersen 
Bussmann 
Bussmann 
Mersen 
Littelfuse 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Littelfuse 
Bussmann 
Mersen 
Bussmann 
Mersen 
Mersen 
Bussmann 
Bussmann 
Mersen 
Bussmann 
Mersen 
Littelfuse 
Bussmann 
Mersen 
Bussmann 
Mersen 
Littelfuse 
Bussmann 
Mersen 
Mersen 
Bussmann 
Littelfuse 
Bussmann 
Bussmann 
Littelfuse 
Bussmann 
Bussmann 
Littelfuse 
Bussmann 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 


Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 


9%  1'%2 
11% 2% 
13% 2% 


Item 
No. 


ATAV4 
ATAVS 
ATAV6 
ATAV7 
ATAV8 
1DG98 
ATAVI 
1DH16 
ATAW1 
1DH19 
ATAW2 
1DH01 
4TAW3 
486N04 
49ZV03 
ATAW4 
1DG92 
4TAW5 
4TAW6 
1DG95 
4TAW7 
4TAW8 
4TWU8 
1DH06 
4TAW9 
486N05 
ATAX1 
1DH02 
ATAX2 
1DH04 
ATAX3 
1DHO09 
ATAX4 
486N06 
1DH08 
ATAX9 
1DH07 
ATAX6 
ATAX7 
4TWX1 
1DH10 
ATAX8 
1DH14 
ATAX9 
486N07 


486N19 
4XF59 


486N22 


Amps 


Series 
LPN-RK-SP 


LLNRK 
LPN-RK-SP 
LLNRK 


LPN-RK-SP 
LPN-RK-SP 
LLNRK 


Brand 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Bussmann 
Littelfuse 
Bussmann 
Bussmann 
Littelfuse 


600VAC Time-Delay UL Class 


RK1 Fuses, Nonindicatin 


Item 
No. 
4XF61 
486N23 
6F317 


486N32 


g 
Equivalent Series A6D-R, LLSRK, LPS-RK-SP 


Cylindrical Body Style 
; A6D-R 


Yo D 
1100 A6D-R 
2/0 A6D-R 
Si0 6D-R 
0 LPS-RK-SP 
%Ai0 6D- 
Vp LPS-RK-SP 
Y A6D-R 
“0 A6D-R 
S10 A6D-R 
0 LPS-RK-SP 
1 LPS-RK-SP 
1 A6D-R 
1% A6D-R 
1% LPS-RK-SP 
1% LPS-RK-SP 
1% 6D- 
1% LPS-RK-SP 
1%0 6D- 
1% LPS-RK-SP 
1%o0 LPS-RK-SP 
1%o A6D- 
1%o LPS-RK-SP 
1%o A6D- 
2 LPS-RK-SP 
2 A6D-R 
2 LLSRK 
24 LPS-RK-SP 
24 6D- 
22 LPS-RK-SP 
22 A6D-R 
20 LPS-RK-SP 
20 6D- 
3 LPS-RK-SP 
3 6D-R 
3 LLSRK 
3710 LPS-RK-SP 
3710 6D- 
3% LPS-RK-SP 
3% 6D- 
4 LPS-RK-SP 
4 6D- 
4% LPS-RK-SP 
4% 6D- 
5 LPS-RK-SP 
5 A6D-R 
5 LLSRK 
5%0 LPS-RK-SP 
5%0 6D- 
6 LPS-RK-SP 
6 A6D-R 
6 LLSRK 
6% LPS-RK-SP 
6% 6D- 
Z LPS-RK-SP 
rd A6D-R 
7 LLSRK 
8 LPS-RK-SP 
9 LPS-RK-SP 
10 LPS-RK-SP 
10 LLSRK 
12 LPS-RK-SP 
15 LPS-RK-SP 
15 LLSRK 
17% ~~ LPS-RK-SP 
20 LPS-RK-SP 
20 LLSRK 
25 LPS-RK-SP 
25 LLSRK 
30 LPS-RK-SP 
30 LLSRK 
35 LPS-RK-SP 


Mersen 
Mersen 
Mersen 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Mersen 
Mersen 
Bussmann 
Bussmann 
Mersen 
Mersen 
Bussmann 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Littelfuse 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Littelfuse 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Littelfuse 
Bussmann 
Mersen 
Bussmann 
Mersen 
Littelfuse 
Bussmann 
Mersen 
Bussmann 
Mersen 
Littelfuse 
Bussmann 
Bussmann 
Bussmann 
Littelfuse 
Bussmann 
Bussmann 
Littelfuse 
Bussmann 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 


4TCD1 
4TCD2 
4TCD3 
4TCD4 
1CL68 
4TCD9 
1BW73 
4TCD6 
4TCD7 
4TCD8 
ATWX3 
1BW74 
4TCD9 
4TCE1 
ATWX2 
1BW67 
ATCE2 
1BW69 
4TCE3 
1BW66 
1BW70 
ATCE4 
1BW71 
ATCES 
1CL62 
4TCE6 
486N33 
1CL59 


Amps Series 
30 LLSRK 
40 LPS-RK-SP 
40 LLSRK 
45 LPS-RK-SP 
45 LLSRK 
20 LPS-RK-SP 
90 LLSRK 
60 LPS-RK-SP 
60 LLSRK 

Blade Body Style 
70 LPS-RK-SP 
70 LLSRK 
80 LPS-RK-SP 
80 LLSRK 
90 LPS-RK-SP 
90 LLSRK 
100 LPS-RK-SP 
100 LSRK 
110 LPO-RK-SP 
110 LLSRK 
125 LPS-RK-SP 
125 LSRK 
150 LPS-RK-SP 
150 LSRK 
175 LPS-RK-SP 
175 LSRK 
200 LPS-RK-SP 
200 LSRK 
220 LPS-RK-SP 
229 LLSRK 
290 LPS-RK-SP 
290 LSRK 
300 LPS-RK-SP 
300 LSRK 
390 LPS-RK-SP 
390 LLSRK 
400 LPS-RK-SP 
400 LLSRK 
450 LPS-RK-SP 
900 LPS-RK-SP 

00 LPS-RK-SP 


6 
250VAC Time-Delay UL Class 
RK1 Fuses, Indicating 


4 ALMYNO Ssne y 
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Brand 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 


Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Littelfuse 
Bussmann 
Bussmann 
Bussmann 


No. 
486N43 
4XF76 


486N47 


4XF79 
486N48 


Equivalent Series A2D-R, LLNRK, LPN-RK-SP 


Cylindrical Body Style 
A2D-R 


8 

9 A2D-R 
10 A2D-R 
12 A2D-R 
1 A2D-R 
17% A2D-R 
20 A2D-R 
23 A2D-R 
30 A2D-R 
39 LPN-RK-SPI 
oo A2D- 
40 LPN-RK-SPI 
40 A2D-R 
45 LPN-RK-SPI 
45 A2D- 
90 LPN-RK-SPI 
90 A2D-R 
60 LPN-RK-SPI 
60 A2D-R 
Blade Body Style 

70 A2D- 
70 LPN-RK-SPI 
79 A2D-R 
80 A2D-R 
80 LPN-RK-SPI 
90 A2D- 
90 LPN-RK-SPI 
100 A2D-R 
100 —_LPN-RK-SPI 
110 — LPN-RK-SPI 
110 A2D-R 
125 — LPN-RK-SPI 
125 A2D-R 
150 — LPN-RK-SPI 
150 A2D- 
175 — LPN-RK-SPI 
175 A2D-R 
200 —LPN-RK-SPI 
200 A2D- 
225 _ LPN-RK-SPI 
220 A2D-R 
250 — LPN-RK-SPI 
290 A2D-R 
300 —LPN-RK-SPI 
300 A2D- 
350 — LPN-RK-SPI 
390 A2D-R 
400 —_LPN-RK-SPI 
400 A2D- 
450 — LPN-RK-SPI 
450 A2D-R 
900 — LPN-RK-SPI 
900 A2D-R 
600 —LPN-RK-SPI 
600 A2D-R 


Mersen 
Mersen 
Mersen 
Mersen 
Mersen 
Mersen 
Mersen 
Mersen 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 


Mersen 
Bussmann 
Mersen 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 
Bussmann 
Mersen 


ATAYS 
ATAY6 
ATAY7 
ATAY8 
ATAY9 
4TAZ1 
ATAZ2 
ATAZ3 
4TAZ4 
2AAJ9 
4TAZS 
1PVT3 
4TAZ6 
1PVTS 
ATAZ7 
1PVT7 
4TAZ8 
1PVU1 
4TAZ9 


4TCA1 
ONLE4 
ATCA2 
4TCAS 
ONLES 
4TCA4 
ONLE6 
4TCAS 
ONLES 
2AAH9 
4TCA6 
2AAJ1 
4TCA7 
2AAJ2 
ATCA8 
2AAJ3 
4TCA9 
2AAJ4 
4TCC1 
2AAJ5 
ATCC2 
2AAJ6 
ATCC3 
2AAJ7 
4TCC4 
2AAJ8 
ATCCS 
1PVT1 
4TCC6 
1PVT4 
4TCC7 
1PVT6 
4TCC8 
1PVT9 
4TCC9 


a 
a 
23. 
o -~ 
26 
= 
es 
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No. 1DG46 


Amps Series Brand 
600VAC Time-Delay UL Class 
RK1 Fuses, Indicatin 


Item 
No. 


g 
Equivalent Series A6D-R, LLSRK, LPS-RK-SP 


Gylindrical Body Style 


LPS-RK-SPI | Bussmann 
6% LPS-RK-SPI Bussmann 
7 LPS-RK-SPI Bussmann 
8 LPS-RK-SPI Bussmann 
8 A6D-R Mersen 
9 LPS-RK-SPI Bussmann 
9 A6D-R Mersen 
10 LPS-RK-SPI | Bussmann 
10 A6D- Mersen 
12 LPS-RK-SPI Bussmann 
12 A6D-R Mersen 
15 LPS-RK-SPI Bussmann 
15 A6D- Mersen 
17% ~~ ~LPS-RK-SPI Bussmann 
17% A6D-R Mersen 
20 LPS-RK-SPI | Bussmann 
20 A6D- Mersen 
25 LPS-RK-SPI Bussmann 
25 A6D-R Mersen 
30 LPS-RK-SPI Bussmann 
30 A6D-R Mersen 
35 LPS-RK-SPI | Bussmann 
30 A6D- Mersen 
40 LPS-RK-SPI | Bussmann 
40 A6D-R Mersen 
45 LPS-RK-SPI | Bussmann 
45 A6D- Mersen 
50 LPS-RK-SPI Bussmann 
50 A6D-R Mersen 
60 LPS-RK-SPI | Bussmann 
60 A6D-R Mersen 
Blade Body Style 
70 A6D-R Mersen 
70 LPS-RK-SPI Bussmann 
80 LPS-RK-SPI | Bussmann 
80 A6D-R Mersen 
90 A6D-R Mersen 
90 LPS-RK-SPI | Bussmann 
100 LPS-RK-SPI |= Bussmann 
100 A6D-R Mersen 
110 LPS-RK-SPI = Bussmann 
110 A6D- Mersen 
125 LPS-RK-SPI | Bussmann 
125 A6D-R Mersen 
150 LPS-RK-SPI | Bussmann 
150 A6D- Mersen 
175 LPS-RK-SPI | Bussmann 
175 A6D-R Mersen 
200 LPS-RK-SPI Bussmann 
200 A6D-R Mersen 
225 LPS-RK-SPI | Bussmann 
225 A6D- Mersen 
250 LPS-RK-SPI | Bussmann 
250 A6D-R Mersen 
300 LPS-RK-SPI |= Bussmann 
300 A6D- Mersen 
350 LPS-RK-SPI = Bussmann 
350 A6D-R Mersen 
400 LPS-RK-SPI Bussmann 
400 A6D-R Mersen 
450 LPS-RK-SPI Bussmann 
450 A6D- Mersen 
500 LPS-RK-SPI | Bussmann 
500 A6D-R Mersen 
600 LPS-RK-SPI Bussmann 
600 A6D-R Mersen 
250VAC Fast-Acting UL Class 


RK1 Fuses, Nonindicatin 


1PWB3 
1PWB2 
2ABU2 
2ABU4 
4TCG2 
2ABU6 
ATCG3 
1PVU7 
4TCG4 
1PVX2 
ATCGS 
1PVX4 
4TCG6 
1PVX5 
4TCG7 
1PVX9 
ATCG8 
1PVZ4 
4TCG9 
1PVZ6 
4TCH1 
1PVZ9 
4TCH2 
1PWA2 
4TCH3 
1PWADS 
4TCH4 
1PWA7 
4TCHS 
1PWB1 
4TCH6 


4TCH7 
ONLE7 
2ABU3 
4TCH8 
4TCH9 
ONLE8 
1PVU6 
ATCJ1 
1PVU8 
ATCJ2 
1PVX1 
ATCJ3 
1PVX3 
4TCJ4 
1PVX7 
ATCJS 
1PVX8 
ATCJ6 
1PVZ1 
4TCJ7 
1PVZ3 
ATCJ8 
1PVZ5 
ATCJ9 
1PVZ8 
4TCK1 
1PWA1 
ATCK2 
1PWAS 
ATCK3 
1PWA6 
4TCK4 
1PWA8 
ATCKS 


g 
Equivalent Series A2K-R, KLRN, KTN-R 


Cylindrical Body Style 
30 KT 


N-R Bussmann 
50 KTN-R Bussmann 
Blade Body Style 
250 KTN-R Bussmann 
400 KTN-R Bussmann 
600VAC Fast-Acting UL Class 


RK1 Fuses, Nonindicatin 


1DG40 
1DG46 


1EM16 
1DW47 


g 
Equivalent Series AGK-R, KLSR, KTS-R 


Cylindrical Body Style 
20 KTS-R 


Bussmann 
45 KTS-R Bussmann 
50 KTS-R Bussmann 
60 KTS-R Bussmann 

Blade Body Style 

70 KTS-R Bussmann 
80 KTS-R Bussmann 
100 KTS-R Bussmann 
125 KTS-R Bussmann 
200 KTS-R Bussmann 
300 KTS-R Bussmann 
600 KTS-R Bussmann 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


10X05 
10X11 
10X13 
10X15 


10X16 
1EL32 
1EL23 
1EL25 
1EL28 
1EL31 
1EP19 


177 





ELECTRICAL Scan. Order. Done. 
Fuses Details on page Al. 





vcreazsnammurisvownerser (ARO 
Class RK5 Fuses MERSEN _ BUSSMANN 


These fuses provide moderate current limitation for general use applications 
where more current-limiting RK1 fuses aren't needed. They have an interrupt- 
No. 1A698 ing rating (IR) of 200kA and have a rejection feature that prevents an accidental 
downgrade from a current-limiting system. 





Fuse Size Chart Item Item Item 
Length Dia. Length Dia. Amps Series Brand No. Amps Series Brand No. Amps Series Brand No. 
Amps (in.) (in.) | Amps (in.) — (in.) 200 TR-R Mersen 4YZG5 60 FRN-R Bussmann _1A700 5 TRS-R Mersen 4YZK3 
250VAC 600VAC 500 FRN-R Bussmann __ 6F221 60 TR-R Mersen 4YZE6 5%o FRS-R Bussmann 3W686 
Yo-30 2 He | Yo-30 5 16 600 TR-R Mersen 4YZG6 70 ECNR Bussmann 12W261 5%0 TRS-R Mersen 4YZK4 
35-60 3 SMe | 35-60 5% 1%6 600 FRN-R Bussmann 6F222 100 ECNR Bussmann 13M228 6 TRS-R Mersen 4YZK5 
70-100 5% 1% | 70-100 /*% 1% Cylindrical Body Style 600VAC Time-Delay Class RK5 6 FRS-R Bussmann _6€214 
110-200 7% 1%6 110-200 9% 11% Vo TR-R Mersen 4TCK6 Fuses, Non-Indicating 6% FRS-R Bussmann _4A463 
225-400 8% 2% |225-400 11% 2% Yo FRN-R Bussmann _ 6F201 Equivalent Series ECSR, FLSR, FRS-R, TRS-R 6% TRS-R Mersen 4YZK6 
450-600 10% 2% |450-600 13% 2% VB FRN-R Bussmann 1DF53 Blade Body Style 7 FRS-R Bussmann _2A160 
Item 1/100 TR-R Mersen 4TCK7 65 FRS-R Bussmann  1DP87/ 7 TRS-R Mersen 4YZK7 
Amps Series Brand No. '/oo0 FRN-R Bussmann _ 6F202 70 TRS-R Mersen 4YZN4 1% FRS-R Bussmann _1EM08 
250VAC Time-Delay UL Class Ao TR-R Mersen 4TCK8 70 FRS-R Bussmann _ 6A835 8 TRS-R Mersen 4YZK8 
RK5 Fuses, Indicating “Ao FRN-R Bussmann _6F 203 io TRS-R Mersen 4YZN5 8 FRS-R Bussmann _ 60215 
Equivalent Series FLNR-ID, LRN-R-ID, TR-RID i) FRN-R Bussmann 1DF52 75 FRS-R Bussmann _‘ 6 F237 9 TRS-R Mersen 4YZK9 
Blade Body Style Ho TR-R Mersen 4TCK9 80 TRS-R Mersen 4YZN6 9 FRS-R Bussmann _ 6F235 
70 TR-RID Mersen 4YZT8 Ho FRN-R Bussmann 60172 80 FRS-R Bussmann 6A836 10 FRS-R Bussmann 2A161 
80 TR-RID Mersen 4YZT9 A0 TR-R Mersen 4TCL1 90 TRS-R Mersen 4YZN7 10 TRS-R Mersen 4YZL1 
90 TR-RID Mersen 4YZU1 A0 FRN-R Bussmann 6F204 90 FRS-R Bussmann 6A837 12 FRS-R Bussmann 2A162 
100 TR-RID Mersen 4YZU2 Va TR-R Mersen A4TCL2 100 FRS-R Bussmann  2A163 12 TRS-R Mersen 4YZL2 
110 TR-RID Mersen 4YZU3 Yo FRN-R Bussmann 6F205 100 TRS-R Mersen 4YZN8 15 FRS-R Bussmann _1A703 
125 TR-RID Mersen 4YZU4 “Ho TR-R Mersen 4TCL3 110 TRS-R Mersen 4YZN9 15 TRS-R Mersen 4YZL3 
150 TR-RID Mersen 4YZU5 %o FRN-R Bussmann 6C173 110 FRS-R Bussmann _ 6F238 17% TRS-R Mersen 4YZL4 
175 TR-RID Mersen AYZU6 0 TR-R Mersen 4TCL4 125 FRS-R Bussmann  4A465 17% FRS-R Bussmann _ 6 F236 
200 TR-RID Mersen 4YZU7 "Ho FRN-R Bussmann —_ 6F206 125 TRS-R Mersen 4YZP1 20 FRS-R Bussmann  1A/704 
225 TR-RID Mersen 4YZU8 1 TR-R Mersen A4TCL5 150 FRS-R Bussmann 4A466 20 TRS-R Mersen 4YZL5 
250 TR-RID Mersen 4YZU9 1 FRN-R Bussmann 4TWL3 150 TRS-R Mersen 4YZP2 25 FRS-R Bussmann  1A/705 
300 TR-RID Mersen 4YZV1 Ve TR-R Mersen 4TCL6 175 TRS-R Mersen 4YZP3 25 TRS-R Mersen 4YZL6 
350 TR-RID Mersen 4YZV2 Ve FRN-R Bussmann _‘ 6F207 175 FRS-R Bussmann _‘ 6 F239 30 ECSR Bussmann 12W262 
400 TR-RID Mersen 4YZV3 Ys FRN-R Bussmann _ 4A449 200 FRS-R Bussmann _ 4A467 30 FRS-R Bussmann _1A706 
450 TR-RID Mersen 4YZV4 V4 TR-R Mersen 4TCL7 200 TRS-R Mersen 4YZP4 30 TRS-R Mersen 4YZL7 
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500 TR-RID Mersen 4YZV5 “0 TR-R Mersen 4TCL8 220 TRS-R Mersen 4YZP5 35 TRS-R Mersen 4YZL8 
600 TR-RID Mersen 4YZV6 “A0 FRN-R Bussmann 6F208 225 FRS-R Bussmann 6F240 35 FRS-R Bussmann 6A833 
Cylindrical Body Style Yo FRN-R Bussmann _—‘1DF51 250 TRS-R Mersen 4YZP6 40 FRS-R Bussmann 4A464 
8 FRN-R-ID Bussmann 3FKH9 "Ao FRN-R Bussmann 4A447 250 FRS-R Bussmann 6F241 40 TRS-R Mersen 4YZL9 
8 TR-RID Mersen 4YZR4 “0 TR-R Mersen 4TCL9 300 TRS-R Mersen 4YZP7 45 FRS-R Bussmann  3\W685 
9 FRN-R-ID Bussmann = 3FKJ1 1%o0 FRN-R Bussmann 4A448 300 FRS-R Bussmann 6A838 45 TRS-R Mersen 4YZN1 
9 TR-RID Mersen 4YZR5 1%o0 TR-R Mersen ATCN1 350 TRS-R Mersen 4YZP8 50 TRS-R Mersen 4YZN2 
10 FRN-R-ID Bussmann 3FKG6 2 FRN-R Bussmann  2A155 350 FRS-R Bussmann  6C€204 50 FRS-R Bussmann  6A834 
10 TR-RID Mersen 4YZR6 2 TR-R Mersen 4TCN2 400 TRS-R Mersen 4YZP9 60 FRS-R Bussmann 1A707 
12 FRN-R-ID Bussmann  3FKG7 2V%4 TR-R Mersen 4TCN3 400 FRS-R Bussmann  6A839 60 TRS-R Mersen 4YZN3 
12 TR-RID Mersen 4YZR7 24 FRN-R Bussmann __- 6F209 450 TRS-R Mersen 4YZR1 600VAC Time-Delay UL Class 
1D FRN-R-ID Bussmann _3FKG8 22 TR-R Mersen 4TCN4 450 FRS-R Bussmann _ 6 F242 RK5 Fuses, Indicating 
15 TR-RID Mersen 4YZR8 2% FRN-R Bussmann  6F210 500 TRS-R Mersen 4YZR2 Equivalent Series FLSR-ID, FRS-R-ID, TRS-RID 
17% _FRN-R-ID Bussmann _—3FKG9 2%0 TR-R Mersen 4TCN5 500 FRS-R Bussmann _ 6 F243 Blade Body Style 
20 FRN-R-ID Bussmann  3FKH1 2%0 FRN-R Bussmann _6F211 600 TRS-R Mersen 4YZR3 70 TRS-RID Mersen 4YZX3 
20 TR-RID Mersen 4YZR9 3 TR-R Mersen 4TCN6 600 FRS-R Bussmann 6F244 80 TRS-RID Mersen 4YZX4 
25 FRN-R-ID Bussmann —_‘ 3FKH2 3 FRN-R Bussmann _6C174 ~_—s_ Cylindrical Body Style 90 TRS-RID Mersen AYZX5 
95 TR-RID Mersen 4YZT1 3%0 FRN-R Bussmann  1A688 Vo TRS-R Mersen 4YZG7 100 TRS-RID Mersen 4YZX6 
30 FRN-R-ID Bussmann  3FKH3 37/10 TR-R Mersen 4TCN7 Yo FRS-R Bussmann 6F223 110 TRS-RID Mersen 4YZX7 
30 TR-RID Mersen 4YZT2 3% FRN-R Bussmann 4A450 1500 TRS-R Mersen 4Y7G8 125 TRS-RID Mersen 4YZX8 
35 FRN-R-ID Bussmann 3FKH4 3% TR-R Mersen 4TCN8 15/00 FRS-R Bussmann 6F224 150 TRS-RID Mersen 4YZX9 
35 TR-RID Mersen 4YZT3 4 FRN-R Bussmann 4A451 7A0 TRS-R Mersen 4YZG9 175 TRS-RID Mersen 4YZY1 
40 FRN-R-ID Bussmann  3FKH5 4 TR-R Mersen 4TCN9 A FRS-R Bussmann 6F225 200 TRS-RID Mersen 4YZY2 
40 TR-RID Mersen 4Y7T4 4\ TR-R Mersen 4TCP1 i FRS-R Bussmann 1EM07 225 TRS-RID Mersen 4YZY3 
45 FRN-R-ID Bussmann 3FKH6 4% FRN-R Bussmann __ 6F212 Ho TRS-R Mersen 4YZH1 250 TRS-RID Mersen 4YZY4 
45 TR-RID Mersen 4Y2Z15 A) FRN-R Bussmann  1A689 Ho FRS-R Bussmann 6F226 300 TRS-RID Mersen 4YZY5 
50 FRN-R-ID Bussmann 3FKH7 5) TR-R Mersen 4TCP2 WAL TRS-R Mersen 4YZH2 350 TRS-RID Mersen 4YZY6 
50 TR-RID Mersen 4YZT6 "0 FRN-R Bussmann  2A156 0 FRS-R Bussmann 6F227 400 TRS-RID Mersen 4YZY7 
60 FRN-R-ID Bussmann  3FKH8 5% TR-R Mersen 4TCP3 VW TRS-R Mersen 4YZH3 450 TRS-RID Mersen 4YZY8 
60 TR-RID Mersen 4YZT7 6 TR-R Mersen 4TCP4 7p FRS-R Bussmann 6F228 500 TRS-RID Mersen 4YZY9 
250VAC Time-Delay UL Class 6 FRN-R Bussmann 6C€175 Yo TRS-R Mersen 4YZH4 600 TRS-RID Mersen 4YZ71 
RK5 Fuses, Non-Indicating 64 FRN-R Bussmann _ 1A690 %o FRS-R Bussmann _— 6 F229 Cylindrical Body Style 
Equivalent Series ECNR, FLNR, FRN-R, TR-R 6% TR-R Mersen 4TCP5 0 TRS-R Mersen 4YZH5 6 FRS-R-ID Bussmann —_ 3FKK5 
Blade Body Style 7 FRN-R Bussmann _1A691 Yo FRS-R Bussmann _ 6F230 6% FRS-R-ID = Bussmann _—3FKK7/ 
70 TR-R Mersen AYZE7 ri TR-R Mersen 4TCP6 1 FRS-R Bussmann 4A457 ‘i FRS-R-ID Bussmann  3FKK8 
70 FRN-R Bussmann 6A828 1% FRN-R Bussmann 1DF54 1 TRS-R Mersen 4YZH6 1% FRS-R-ID Bussmann 3FKK9 
75 TR-R Mersen AYZE8 8 FRN-R Bussmann 1A692 11% TRS-R Mersen 4YZH7 8 FRS-R-ID Bussmann = 3FKL1 
15 FRN-R Bussmann 6F214 8 TR-R Mersen 4TCP7 1% FRS-R Bussmann 6F231 8 TRS-RID Mersen 4YZV7 
80 TR-R Mersen AYZE9 9 TR-R Mersen 4TCP8 1% FRS-R Bussmann — 1A701 9 FRS-R-ID Bussmann 3FKL2 
80 FRN-R Bussmann 6A829 9 FRN-R Bussmann  6C205 1% TRS-R Mersen 4YZH8 9 TRS-RID Mersen 4YZV8 
90 TR-R Mersen AYZF1 10 FRN-R Bussmann 1A693 1%0 FRS-R Bussmann 4A458 10 FRS-R-ID Bussmann  3FKJ2 
90 FRN-R Bussmann 6A830 10 TR-R Mersen 4TCP9 1%0 TRS-R Mersen 4YZH9 10 TRS-RID Mersen 4YZV9 
100 FRN-R Bussmann 2A157 12 FRN-R Bussmann 1A694 1% FRS-R Bussmann  1EM06 12 FRS-R-ID Bussmann 3FKJ3 
100 TR-R Mersen AYZF2 12 TR-R Mersen 4TCR1 1%0 TRS-R Mersen 4YZJ1 12 TRS-RID Mersen 4YZW1 
110 TR-R Mersen AYZF3 15 ECNR Bussmann 13M229 1%o FRS-R Bussmann  6€212 15 FRS-R-ID Bussmann  3FKJ4 
110 FRN-R Bussmann 6F215 15 FRN-R Bussmann 1A695 1%o FRS-R Bussmann 4A459 15 TRS-RID Mersen 4YZW2 
125 FRN-R Bussmann 4A454 15 TR-R Mersen 4TCR2 1%o TRS-R Mersen 4YZJ2 17% FRS-R-ID Bussmann  3FKJ5 
125 TR-R Mersen AYZF4 17% TR-R Mersen 4TCR3 2 FRS-R Bussmann 2A158 17% TRS-RID Mersen 4YZW3 
150 FRN-R Bussmann 4A455 17% FRN-R Bussmann 6F213 2 TRS-R Mersen 4YZJ3 20 FRS-R-ID Bussmann 3FKJ6 
150 TR-R Mersen AYZF5 20 ECNR Bussmann 13M230 2% TRS-R Mersen 4YZJ4 20 TRS-RID Mersen 4YZW4 
175 TR-R Mersen AYZF6 20 FRN-R Bussmann 1A696 2% FRS-R Bussmann 6F232 25 FRS-R-ID Bussmann  3FKJ/ 
175 FRN-R Bussmann 6F216 20 TR-R Mersen 4YZD8 2% FRS-R Bussmann  2A159 25 TRS-RID Mersen 4YZW5 
900 FRN-R Bussmann 4A456 2 FRN-R Bussmann 1A697 2% TRS-R Mersen 4YZJ5 30 FRS-R-ID Bussmann 3FKJ8 
200 TR-R Mersen 4YZF7 25 TR-R Mersen 4YZD9 20 FRS-R Bussmann 4A460 30 TRS-RID Mersen 4YZW6 
225 TR-R Mersen 4YZF8 30 ECNR Bussmann 12W254 2% 0 TRS-R Mersen 4YZJ6 30 FRS-R-ID Bussmann 3FKJ9 
225 FRN-R Bussmann 6F217 30 FRN-R Bussmann _ 1A698 3 TRS-R Mersen 4YZJ7 35 TRS-RID Mersen 4YZW7 
250 TR-R Mersen 4YZF9 30 TR-R Mersen 4YZE1 3 FRS-R Bussmann 60213 40 FRS-R-ID | Bussmann 3FKK2 
950 FRN-R Bussmann 6F218 35 FRN-R Bussmann 4A452 37/0 TRS-R Mersen 4YZJ8 40 TRS-RID Mersen 4YZW8 
300 TR-R Mersen 4YZG1 35 TR-R Mersen 4YZE2 3%0 FRS-R Bussmann 6F233 45 FRS-R-ID Bussmann  3FKK3 
300 FRN-R Bussmann 6A831 40 FRN-R Bussmann 1A699 3% FRS-R Bussmann 4A461 45 TRS-RID Mersen 4YZW9 
350 TR-R Mersen A4YZG2 40 TR-R Mersen 4YZE3 3% TRS-R Mersen 4YZJ9 50 FRS-R-ID Bussmann  3FKK4 
350 FRN-R Bussmann 6F219 45 TR-R Mersen 4YZE4 4 FRS-R Bussmann 4A462 50 TRS-RID Mersen 4YZX1 
400 TR-R Mersen 4YZG3 45 FRN-R Bussmann  6C€206 4 TRS-R Mersen 4YZK1 60 FRS-R-ID Bussmann 3FKK6 
400 FRN-R Bussmann 6A832 50 FRN-R Bussmann 4A453 4% TRS-R Mersen 4YZK2 60 TRS-RID Mersen 4YZX2 
450 TR-R Mersen 4YZG4 20 TR-R Mersen 4YZE5 4 FRS-R Bussmann 6F234 
450 FRN-R Bussmann _6F220 60 ECNR Bussmann _12W260 5 FRS-R Bussmann _1A702 
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ELECTRICAL 
Fuses 





Midget Fuses 


= Fuse Size 14"L x 1%" dia. 

= These fuses supplement the primary branch-circuit fuse or breaker 
to provide backup overcurrent protection for lighting, solenoid, motor, 
and transformer circuits. They are noncurrent-limiting, so they won't 
limit exposure to the full magnitude and duration of an overcurrent. 
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AC Volt Item AC Volt Item AC Volt Item AC Volt Item 
Amps Rating Series Brand No. Amps Rating Series _Brand No. Amps Rating Series _ Brand No Amps Rating Series __ Brand No. 
Fast Acting Midget Fuses, Nonindicating 4  600VAC KLM _ Bussmann 4TWT8 1%0 250VAC FNA Bussmann 4TWJ1 AY 5S00V AC FNQ Bussmann 1CT87 
Equivalent Series ATM, KLK, KTK 5  600VAC KLM Bussmann 1CW7/5 2  200VAC  FNA Bussmann 1CT35 * “500VAC ATO Mersen  4ZCL9 
yo “WRiVAe Aw —‘Weae™ ees —7 anova tascam auurs) 2) e30rae HA eer as © uovae Seta 
ersen ussmann 2 ussmann ersen 
600VAC KIK Bussmann 6F126 8  600VAC KLM _ Bussmann 4TWT9 2%0 250VAC FNA Bussmann 4TWJ6 5540 S00V AC FNQ Bussmann 6F155 
10  600VAC KLM _ Bussmann 1CW64 3 250VAC FNA_ Bussmann 1CT42 BOOVAC  ATQ Mersen 4ZCN2 
y (3 00V AC KLM~Bussmann1¢Wos 4. 280VAGFNA™ Bussmann 1cT48- © ~S00VACATQ. Merson. 4ZCN3 
8 a ussmann +) bh) ussmann 4 4) ersen 4 
S00WAG ATM Mersen 42066 “90 600V-AC__KLM Bussmann 1¢W68 4/6 250VAC_FNA Bussmann 4TWKT ,,, _500VAC FN Bussmann 6F156 
25 600VAC KLM _ Bussmann 1CW69 D9 250VAC FNA Bussmann 1CT51 S00VAC ATQ Mersen 4ZCN4 
30 600VAC KLM _ Bussmann 1CW73 6 250VAC  FNA_ Bussmann 1CT53 7 5S00V AC FNQ Bussmann 4XC57 
x, —O00VAC  KIK Bussmann 6F127 —_ Equivalent Series BAF, BLF, OTM 6% 125VAC FNA Bussmann 4TWK2 5OOVAC ATQ  Mersen 42ZCN5 
600VAC ATM Mersen  42C0G7 Ys 250VAC BAF Bussmann 4TWH2 7 125VAC  FNA_ Bussmann 1CT56 g —00VAC FNQ Bussmann 4XC58 
7, 600V AC KIK Bussmann 6F128 Yo 250V AC BAF Bussmann 1CR/7/1 8  125VAC FNA_ Bussmann 1CT57 S00V AC ATQ Mersen 4ZCN6 
600V AC ATM Mersen 4ZCG8 %o0 250VAC BAF Bussmann 4TWH3 9 125VAC  FNA Bussmann 4TWK4 9 S00VAC FNQ Bussmann 6F157 
Yio  600VAC  KIK Bussmann 1CW81 1 250VAC BAF Bussmann 6F159 10 125VAC FNA_ Bussmann 1CT31 500VAC ATQ  Mersen 4ZCN7 
¥o0  600VAC KIK Bussmann 1CW83 1% 250VAC BAF Bussmann 1CR70 12  125VAC  FNA_ Bussmann 1CT32 10 S00V AC FNQ Bussmann 4XC59 
a ee a ee 
ersen D ussmann ussmann ussmann 
12 
%o 600VAC  KIK Bussmann 1CW87 3 250VAC BAF Bussmann 60167 25  32VAC  FNA’ Bussmann 4TWJ5 500VAC ATQ  Mersen 4ZCN9 
y, —S00VAC KIK Bussmann _6F130 4  250VAC BAF Bussmann _ 6F161 Time-Delay Midget Fuses, Nonindicating 44 —00VAC  FNQ Bussmann _6F158 
SIVAC Rous ely 6 SVS Gat cuca Sees SMNMSRGTUS™ ALOR orig. S80 a0 FD leon at 
ussmann ussmann { ussmann ussmann 
: 600V AC ATM Mersen _ 4ZCH2 6% 250VAC BAF Bussmann 1CR77 Ao BOOVAC ATQ Mersen 4ZWY9 15 500V AC ATQ Mersen 4ZCP2 
vy, B00 AC KTK Bussmann 6F131- —8—De0VACBAF Bussmann BF162-_ B00VAG—ATQ— Merson -azwer 22 —S0QVAC ATO Merson. azeP3 
1 ussmann ° ussmann a] ersen 4 ° ersen 4 
— ONAL Aer AE ASSO AC AE Buserann TRE yg SOO A ENG Bussrann E95 SOIV AC FG Busan — AYER 
ussmann 5 ussmann 7 5 ersen 4 5 ersen 4ZCP4 
2 600VAC ATM Mersen  4ZCH4 12 250VAC BAF Bussmann 1CR72 3 500V AC FNQ Bussmann 6F138 500VAC FNQ Bussmann 4XC64 
2%  600VAC KIK Bussmann 1CW79 15  250VAC BAF Bussmann 6C171 "6 BOOVAC ATQ Mersen 4ZWZ3 30 500VAC ATQ Mersen 4ZCP5 
3 600VAC KIK Bussmann 4XC39 20 250VAC BAF Bussmann 1CR74 a0 s00V AC FNQ Bussmann 6F139 Equivalent Series FLM, FNM, TRM 
600V AC AIM Mersen 4ZCH5 25  200VAC BAF Bussmann 1CR7/5 S00VAC ATQ Mersen  4ZWZ4 Yo 250VAC FNM _ Bussmann 6F166 
3% 600VAC  KIK Bussmann _ 1CW80 30. 250VAC BAF Bussmann 1CR76 y, —200VAC  FNQ Bussmann 6F140 = "%00 _250V AC FNM Bussmann _6F167 
4 —S00VAC_KIK Bussmann 6F132_ —_ Equivalent Series BBS, BLS, SBS 5O0OVAC ATQ  Mersen 4ZWZ5 %o0  250VAC FNM Bussmann  6F168 
600V AC ATM Mersen _4ZCH6 Yio 600VAC BBS _ Bussmann 1CR98 y,. —200VAC  FNQ Bussmann 6F141 Ys 250V AC FNM _ Bussmann 1CT79 
5 600V AC KIK Bussmann 4XC40 410 600VAC BBS Bussmann 1CT05 s00V AC ATQ Mersen 4ZWZ6 ¥o 250VAC FNM _ Bussmann 6F169 
600VAC ATM Mersen _4ZCH7 Ys 600VAC BBS Bussmann 1CTO1 44) —200V.AC FNQ Bussmann _ 6F142 ¥% 250VAC FNM Bussmann  6F170 
6 600V AC KIK Bussmann 4XC41 ¥%0 600VAC BBS Bussmann 1CT12 BOOVAC ATQ Mersen 4ZWZ7 Yo 250V AC FNM _ Bussmann 6F171 
G0OV AC KTK Bussmann 1CW88- OO AG BES Bussmann qeris” _ ~800V AG ATO Merson. -aZW2B- 90 De0V. AGEN Bussmann 44 WKS 
10 4 
rea Ae AI _Mesen 20H OOVAG BBS Bussmann 161M, BOOVAC ENG Busmarn SEM fhe S30 AG EMM _Gussrann 672 
2 ussmann 410 ussmann ersen ussmann 
6 Eavie Athena" dain ae iss sina tense” segue ate "Veta" —tya 250/46 Fst ae 
9  600VAC KTK Bussmann 1CW90 1%o 600V AC BBS Bussmann 1CR96 500VAC FNQ Bussmann 4XC48 1% 250V AC FNM _ Bussmann 6F175 
49 —O00VAC KTK Bussmann 4XC42 2 600VAC BBS Bussmann 1CT04 ' “S00VACATQ Mersen  4ZCK2 1%  250VAC FNM Bussmann 1CT78 
600VAC AIM _Mersen _—_4Z2CJ2 3 600VAC BBS Bussmann 1CT08 4 200VAC  FNQ Bussmann 6F145  1%0 250V AC FNM Bussmann _6F176 
jo —SO0OVAC  KTK Bussmann 6F134 4 600VAC BBS Bussmann 1CT11 5OOVAC ATQ Mersen 4ZCK3 1%0 250VAC FNM _ Bussmann  6F177 
600V AC AIM __Mersen _42ZCJ3 5 600VAC BBS Bussmann 1CT13 yy, 200VAC  FNQ Bussmann 6F146 2 250VAC FNM _ Bussmann 4XC10 
i SONA —At— Chetry —) S006 Hee isn tere tv SONrAS ard — Naser —ae6 2) 220746 FIs 
ersen ussmann 10 ersen 2 ussmann 
99 —S00VAC  KIK Bussmann 4XC44 8  250VAC BBS Bussmann 1CT17 yy 200VAC  FNQ Bussmann 6F148 250 250V AC FNM Bussmann _6F 180 
600V AC ATM Mersen  42ZCJ5 10  250VAC BBS _ Bussmann 1CT02 s00V AC ATQ Mersen  4ZCK6 3 250VAC FNM _ Bussmann 4XC11 
95 600V AC KTIK Bussmann 4XC45 15 48VAC BBS _ Bussmann 1CT03 1640 S00V AC FNQ Bussmann 4XC49 3%0 250VAC FNM _ Bussmann 6F181 
600V AC ATM Mersen 4ZCJ6 20 48VAC BBS _ Bussmann 1CT06 s00V AC ATQ Mersen  4ZCK7 3% 250VAC FNM _ Bussmann  6F182 
30 600V AC KIK Bussmann 4XC46 30 48VAC BBS Bussmann 1CT10 1%0 5O00VAC ATQ Mersen  4ZCK8 4  250VAC FNM _ Bussmann 6F183 
00V AC KTK-—Bussmann 1GW82- Equivalent Serics FLA ENA. GEN 2 -So0v'AG ATO Mersen.47CK9- — 5 250 AC FNM Bussmann--aXC12 
ussmann quivalent Series FLA, : ersen ussmann 
35 600V AC ATM Mersen  42ZCJ8 Yio 250VAC FNA Bussmann 4TWH7 2% 500VAC_ ATQ Mersen 42ZCL1 5%o0 250VAC FNM _ Bussmann 6F185 
40 600V AC KIK Bussmann 1CW84 4%o  250VAC FNA_ Bussmann 1CT39 OVA 500VAC FNQ Bussmann 6F151 6  250VAC FNM _ Bussmann 6F186 
600V AC ATM Mersen 4ZCJ9 Ys 250V AC  FNA Bussmann 1C€129 S00VAC ATQ Mersen 42ZCL2 6%  250VAC FNM _ Bussmann 60208 
59 —C0OVAC KIK Bussmann 1CW86 Yo  250VAC  FNA Bussmann 4TWJ7 oy, —200V AC FNQ Bussmann 4X51 7 _250VAC FNM _ Bussmann _6C€209 
_ 600VAC ATM Mersen _ 4ZCK1 ¥0 250VAC FNA_ Bussmann 1CT50 BOOVAC ATQ Mersen 42ZCL3 8  250VAC FNM _ Bussmann 6C€210 
Equivalent Series ATM, KLKD, KLM % 250VAC FNA Bussmann 1CT28 2%0 500VAC ATQ Mersen 42ZCL4 9  250VAC FNM Bussmann 6F187 
CONV EU Scrat ae USWA HA assum dno S0nraS ate "Votan us SAS Abus 
4 ussmann 4 ussmann ersen ussmann 
Yio 600VAC KLM _ Bussmann 4TWT7 Yo 250VAC__FNA Bussmann 4TWK3 = 35,, _S500VAC_ FNQ Bussmann _4XC53 15 250VAC FNM _ Bussmann 1CT81 
CRNA AHIR trie ihe S30rAS Fl Busan ai, Wa etna arias 22007 AM Busta ER 
ussmann 8 20 ussmann 4 ig 2 ussmann 4) 2) n) ussmann 
1% 600VAC KLM _ Bussmann 4TWT4 1% 250VAC FNA Bussmann 1CT22 3% B5OOVAC ATQ Mersen  42ZCL7 30  250VAC FNM _ Bussmann 1CT84 
2 600VAC KLM _ Bussmann 1CW66 1% 250VAC FNA Bussmann 4TWH9 4 —200VAC  FNQ Bussmann 4X54 35  32VAC FNM _ Bussmann 1CT85 
2¥2  600VAC KLM _ Bussmann 49ZU77) 1% 250VAC FNA Bussmann 1CT21 BOOVAC ATQ Mersen  42ZCL8 40  32VAC FNM Bussmann 1CT86 
3 600VAC KLM _ Bussmann 4TWT6 1% 0 250VAC FNA Bussmann 1CT25 
AC Volt Item AC Volt Item AC Volt Item AC Volt Item 
zi Amps Rating Series _ No. Amps Rating Series No. Amps Rating Series _ No. Amps Rating Series _ No. 
a = Fact-Acting UL Class T 90 = 300VAC JJN 4XH20 600 300VAC JJN 4XH34__ Bolt-On Body Style 
= Fuses, Nonindicating 60 300VAC JJN  4XH21 700  300VAC JJN 4TWR2 70  600VAC JJS  6F486 
i Equivalent Series A3T, Bolt-On Body Style 800 300VAC JJN 4TWR3 80 600VAC JJS  6F487 
F JJN, JLLN, TIN 70 300VAC JJN 4XH22 Equivalent Series AGT, JJS, JLLS 90 600VAC JJS  6F488 
E-.T-N Bolt-On Body Style 80 300V AC JJN 4XH23 Cylindrical Body Style 100 600VAC JUS 6F489 
BUSSMANN No. 6F338 1000 300VAC JUN 4TWP6 90 300VAC JJN 4XH24 1 600V AC JJS  6F473 110 600VAC JJS  6F490 
SERIES 1,200 300VAC JJN 4TWP7 100 300VAC JJN  4XH25 2 600V AC JJS  1DF89 125 600VAC JJS  6F491 
Cylindrical Body Style 110 300VAC JJN 4XH26 a 600V AC JJS  6F474 150 600VAC JJS  6F492 
Class T Fuses | 300VAG JUN 49ZU63 125. 300VAC JJN  4XH27 6 600V AC JJS  6F475 175 =600VAC JJS  6F493 
SNAG —UN—akey 175-300 AG—JUN-ATPB” 15 GOO AC—US—6F477- 225 GOO AC US 6495 
6 300VAC JJN  4XH17 
mote eectia federsand AA IR SERS G28 VA IN dines 2 VAG IS fete 0) VAG Us dr 
15 300VAC JJN  6F339 
protect electrical feeders and 270  300VAQ JJN  6F340 250 300VAC JJN  6F346 30 600VAC JJS  6F480 350 600VAC JJS  6F497 
branch ts f t 
rancn circuits Trom Overcurrent. 55 300VAC  JJN  6F341. 300 300VAC JUN 4XH30 35. GO00VAC JJS 6F481 400 G6O00VAC JJS 4TWR4 
They have an interrupting rating (IR) 30 300VAC JJN 4XH18 350  300VAC JJN  4XH31 40 600VAC JJS  6F482 450 600VAC JJS 4TWR5 
f 200KA and Pinicrch - 35. 300VAQ JJN  6F342 400 300VAC JJN 4XH82 45  600VAC JJS  6F483 900 600VAC JS 4TWR6 
0 and are not intercnange 40. 300VAC JJN  4XH19 450 300VAC  JJN 4TWR1 50 GO0VAC JUS 6F484 600 GO0VAC JJS 4TWR7 
able with any other UL fuse class. 45. 300VAC JUN  6F343 900 300VAC JJN 4XH33 60 600VAC JJS  6F485 800 600VAC JS 4TWR8 
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Fuses Details on page Al. 
Mersen Littelfuse Bussmann Mersen Littelfuse Bussmann 
Item Item Item A Seri ih se a Seri bh 
: : ; mps | veries 0. eries 0. eres 0. 
amps sees .No Seren Me. Sanies Nei, MBBS Toe aznie. CCM —asokoaEP-C8 108 
7 ATMR 4ZAZ8KLKR _486M71__| KTK-R_1cw92 Equivalent Series ATOR, FNQ-R, KLDR 
8 | ATMR 4ZAZ9 (KLKR  486M72___KTK-R__ GF197 Ao | ATOR AZAR | — —_= 
9 /ATMR 4ZCA1KLKR 486M73__KTK-R_ 6F198 ae ic —__= 
No. 42AU3 ee en 
4 486M7 -R__ 6F199 = = rae 
F 15 | ATMR 4ZCA4 | KLKR 486M77__KTK-R 4XC26 “| AOR 42003 |KLDR  486M17_| FNQ-R 1094 
Be TINT ccscsusimurisnow uersen 20, ATMR4ZCA5S KLKR ~~ A86M79~~KTK-RAXC27 %o | ATOR 4ZCC4 KLDR 486M18 | FNQ-R 1CT99 
BUSSMANN MeRSEN 25 | ATMR 4ZCA6 | KLKR 486M80_KTK-R 6F200 9 70. ATOR 42005 KLDR  486M19 | FNG-R  1CVOz 
SERIES 30 AZCA7 | KLKR _486M82_| KTK-R _ 4XC28 “2 | ATOR 42006 [KLDR  486Mi20_ | FNG-R 10193 
Time-Delay UL Class CC Fuses, Nonindicating Yio | ATQR 4Z0C7 |KLDR  486M21 | FNQ-R__ 1¢V04 
UL Class CC Fuses Equivalent Series ATDR, CCMR, LP-CC y | ATOR 4ZCC8 KLDR  486M22 | FNO-R  1CVO1 
PT EM oe ae teecae | CAR Re ee ee 
oe a eT %e | ATDR 4ZAU3 |CCMR 486K39 | LP-CC  1CX45 : : 
= Fuse Size 1/2°L x13/32" dia. 0 | ATDR 4ZAW4 CCMR 486K40 | LP-CC__1CX65 oN ieee iD —aSEMMG | FIMCR Ore 
These fuses provide a high interrupting rating and Yio | AIDR 4ZAU4 |CCMR 486K41_ | LP-CC__ 10X69 1 ENO-R~4CT9O 
{| ATDR 4ZAU5 CCMR  486K42_ LP-CC__1CX41 ol = : 





current limitation for overcurrent protection. Their 1% ATDR 4ZAU6) — — LP-CC1CX43 1%o | ATOR 42€D4 | KLDR _486M33_| FNQ-R__1CTS1 
rejection feature ensures a match with Class CC 1™_[AIDR_ 4ZAU7 [CCMA 486KG7_| LP-CC_1CX42. 2 1 5 Aska SN RR ae 
ae 1%0 | ATDR 4ZAU8 CCMR  486K51 | LP-CC  1CX44 to | ATQR 4ZCD6 |KLDR  486M35 | FNQ-R_ 6F113 
rejection fuse blocks and holders. These 600VAC 1% | ATDR 4ZAU9 [CCMR  486K52| LP-CC 3Hz64 1%o | ATOR 4ZCD7 |KLDR 486M36 | FNQ-R_ 1CT92 
fuses have an interrupting rating (IR) of 200kA. 1%0 | ATDR 4ZAV1 |CCMR 486K53 | LP-CC_3HZ65 a Ee EN roe 
1%o | ATOR 4ZAV2 CCMR  486K54 | LP-CC  3HZ66 Fh An aoe eT eLDR-ARBMO ENE Bet 
Mersen Littelfuse Bussmann 7 | ATDR 4ZAV3 |CCMR  486K43 | LP-CC 1CX49 Si-O AIUED 486M40 QR G6FI15 
Item Item Item 9¥, | ATDR 4ZAV4 CCMR  486K68 | LP-CC 1CX51 a pe WEES “OR a ree 1CT96 
Amps Series No. |Series No. Series _No. 9% | ATDR 4ZAV5 CCMR  486K58 | LP-CC 1X50 a RTA AGEL KLE seco QR 6F116 
Fast-Acting UL Class CC Fuses, Nonindicating 20 | ATDR 4ZAV6 | — — LP-CC _ 1CX52 ot A aPRES A0GM4s | PNG-R 1G198 
Equivalent Series ATMR, KLKR, KTK-R 3 | ATDR 4ZAV7 \CCMR  486K44 | LP-CC 1CX55 Ve QR 4ZCES |KLDR 486M44_| FNQ-R 1197 
Yo | ATMR 4ZAX9 |KLKR  486M60 | KTK-R 6F189 3240 ATDR 4ZAV8 CCMR  486K61 _LP-CC 1X57 4 AOR 4ZCEG (KLDR  S86Mi27 | PNO-R bFate 
%; | ATMR 4ZAY1 — = KTK-R  6F190 3% | ATDR 4ZAV9 CCMR  486K62 | LP-CC 1CX56 4% | ALQR 4ZCE/ | — = FNQ-R__492ZU36 
0 | ATMR 4ZAY2 | — — | KTK-R__ 6F191 4 ATDR 4ZAW1 CCMR  486K45 | LP-CC _1CX59 i WA 2 
% | ATMR AZAY3KLKR  486M61 | KTK-R  6F192 4% | ATDR 4ZAW2 |CCMR  486K64_ LP-CC 1CX60 O70 alae arte = = a 492U37 
%o | ATMR 4ZAY4 KLKR  486M62__KTK-R 6F193 5 | ATDR 4ZAW3 CCMR  486K46 | LP-CC _1CX61 6 ALOFT RLOR  Sg6Mi2g | ENGR Org 
a es = = KTK-R 1CW91 50 | — — |CCMR  486K65  LP-CC  1CX62 6% | ALQR 42CF2 | KLDR  486M47 | FNQ-R__ 1CV03 
Ye | ATMR AZAY5 KLKR  486M63_| KTK-R _4XC17 6 | ATDR 4ZAWS CCMR  486K47 | LP-CC _1CX63 ORR SEES TERR ape Rie FENER anos 
i S| = = KTK-R 4TWU3 6% | ATDR 4ZAW6 CCMR  486K69 | LP-CC  1CX64 The aan i SrBE 486M45 | FNQ-R  1CV05 
% | ATMR 4ZAY6  KLKR  486M64 | KTK-R  4XC18 7 | ATDR 4ZAW7 (CCMR  486K48 | LP-CC  1CX66 8 aa 4ZCF9 |KLDR  486M31_ | FNQ-R_ 6F121 
1 | ATMR 4ZAY7 |KLKR  486M65 | KTK-R  4XC19 7% | ATDR 4ZAW8 CCMR  486K66 | LP-CC 1CX67 3 QR 4ZCF6 |KLDR  486M32_ | FNQ-R_ 1CV07 
1% | ATMR 4ZAY8 |) — = = — 8 | ATDR 4ZAW9 CCMR  486K49 | LP-CC 1CX68 10 | ATOR 42ZCF7 |KLDR 486M37 | FNQ-R_ 6F122 
1% | ATMR 4ZAY9 KLKR  486M74 | KTK-R  4XC20 9 | ATDR  4ZAX1 (CCMR  486K50 | LP-CC  3KT37 12 AR 4ZCF8 | KLDR  486M38 | FNQ-R_4TWK6 
2 /ATMR 4ZAZ1_KLKR  486M66 | KTK-R 4XC21 TO_[ATDR— 4ZAX2 |CCMR486K55_[ CP-CC_1CX46_ 9 72 A ee KU 480g a aTWKG 
9% | AIMR 42AZ2.\KLKR  486M78 | KTK-R  6F194 12 | ATDR 4ZAX3 |CCMR  486K56 | LP-CC  1CX47 5° aan nea io a FNQ-R_ 4TWK8 
3 | ATMR 4ZAZ3 |KLKR 486M67 | KTK-R  4XC22 15 | ATDR 4ZAX4 |CCMR 486K57_| LP-CC 1CX48 Sp A 4Z0G2_KLDR  486M41 | FNQ-R_4TWK9 
3% | ATMR 4ZAZ4_\KLKR  486M81 | KTK-R 6F195 17% ATDR 4ZAX5 |) — = = = 9 QR 4Z0G3 KLDR  486M42 | FNQ-R 4TWL1 
4 | ATMR 4ZAZ5 |KLKR  486M68 | KTK-R 4XC23 20 | ATDR 4ZAX6 |CCMR  486K59 | LP-CC  1CX53 30 | ATQR 420G4 | — = FNQ-R__49ZU35 
5 | ATMR 4ZAZ6 | KLKR  486M69 | KTK-R  4XC24 55 | ATDR 4ZAX7 |CCMR 486K60 | LP-CC 1CX54 
ltem 
Saf TOU I cube) Th Del a 
aré-10uc ug-in Lube) time-Velay 
Safe-Touch (Plug-In Cube) E:TeN u sanees puesta 
. quivalent Series 
Time-Delay UL Class J Fuses *®°™ss "sé Tor 2KANS 
= AC Voltage Rating 600VAC 19 TCF 2ABZ7 
g g 170; TCE 2ABZ8 
= Plug In Body Style 30 TCE 2ABZ9 
= These are finger-safe time-delay fuses that tolerate 5° tee oe 
temporary inrush currents without opening, which 40 TCF OACAA 
prevents nuisance-blowing. They have a square shape ze Ter oe 
that provides a small footprint for limited-space 60 TCE OAANG 
applications and makes them compatible with finger- ep GF oN 
safe Class J fuse blocks and holders. They have a visual 90 TCE OAANG 
indicator to make it easier to identify blown fuses. 100 TGF 2ABZ6 
ltem Item ltem Item 
Amps Series _No. Amps Series _No. Amps Series _No. Amps Series _No. 
No. 125 JKS  AXF22 100 DFJ 30YE16 Blade Body Style 5 LPJ  4XF28 
aovpaa 150 JKS 6F354 110 DFJ 30YE17 70 LPJ-|  4TWU7 50 [PJ 1DG88 
175 JKS 6F355 125 DFJ 30YE18 80 LPJ-| 2AAH4 6 [PJ 4XF29 
200 JKS  AXF23 150 DFJ 30YE19 90 LPJ-| 2AAH6 7 [PJ 1DG89 
E-TeN 995 JKS  6F356 175 DFJ 30YE20 100 LPJ-| 2ABR1 8 [PJ 4XF30 
Class J Fuses = 250 JKS 6F357 200 DFJ 30YE21 110 LPJ-I|_2ABR3 9 LPJ1DG91 
BUSSMANN 300 JKS. 6F358 995 DFJ 30YE22 125 LPJ-| 2ABR4 10 LP) 4XF31 
= AC Voltage Rating 600VAC SERIES 30 uKs 6F359 950 DFJ 30YE23 150 LPJ-| 2ABRG6 12 [PJ 6F365 
= These fuses have a high interrupting rating 450JKS6F360 350 DF] 30YE25. 200 LP‘ 201 17 LP 6F 366 
for protecting against short circuits and are ; au ; JKS 6F362 ue NE} SIYESE 225 LPJ-| 2ABT3 20 LPJ 4XF33 
ideal for IEC motor starter applications. These y's DFJ. So0———DEI—agYeea” | 300 LPT ABT 5) ——[P]} axis 
fuses are not interchangeable with any other = Cylindrical Boty Style ctimeDelyULCIassd- ey ——100—LPI—iMaHa- ——a0——LP] AXP 
SS cage 4 ime-Delay ass - 
UL fuse class. They are current-limiting to 2 DFJ 30YD95 ~—_Fuses, Indicating 450 LPJ-|  1VXY9 45 LPJ _6F367 
prevent electrical damage by disconnecting ; DF _ Equivalent Series 500 Le IWXZ2 50 LP ee 
ae ; AJT, JTD-ID, LPJ-I - 
circuits before they re exposed to the full 5 DFJ 30YD98 Cylindrical Body Style Time-Delay UL Class J Blade Body Style 
magnitude and duration of an overcurrent. 6 pi 30yD99 6 LPJ-l  1WXZ7 pasrsnh de eae ed io in ee 
7 LPJ-| 1WXZ8 uivalent Series 
. Item Item 10 DFJ  30YE02 8 LPJ-| 2AAH5 AIT. JTD, LPJ 90 LPJ _6F368 
Amps __ Series _No. Amps Series _No. 12 DFJ 30YE03 9 LPJ-| 2AAH7 _—_Cylindrical Body Style 100 LPJ _4XF42 
Fast-Acting UL Class J 25 JKS —-4XF13 15 DFJ  30YE04 10 LPJ-| 2ABR2 1 LPJ  6F363 110 LPJ _— 6 F369 
Fuses, Nonindicating 30 JKS  4XF14 20 DFJ 30YE05 12 LPJ-|  2ABR5 1V; LP) 1DG79 125 LP)  6F370 
Equivalent Series 35 JKS _AXF15 95 DFJ 30YE06 15 LPJ-| 2ABR7 1%40 CPJ 1DG80 150 LPJ _6F371 
A4J, JKS, JLS 40 JKS  6F351 30 DFJ 30YE07 17% LPJ-l 2ABR8 1%o LP) 1DG81 175 [PJ 6F372 
Cylindrical Body Style 45 JKS  4XF16 35 DFJ 30YE08 30 LPJ-|  2ABT2 9 [PJ 4XF25 200 LPJ 6F373 
{ JKS  1DR85 50 JKS AXF17 40 DFJ 30YE09 95 LPJ-| 2ABT5 OV; LP) 1DG83 225 LPJ _6F374 
3 KS AXFO8 60 JKS  AXF18 45 DFJ 30YE10 30 LPJ-| 2ABT7 DV) LP) 1DG82 250 LP) 6F375 
4 JKS 1DR86. _Bolt-On Body Style 50 DFJ 30YE11 35 LPJ-| 2ABT9 % 0 [PJ 1DG84 300 LP)  6F376 
5 JKS 4DR87 70 JKS  4XF19 60 DFJ 30YE12 40 LPJ-| 4PWE4 3 LP) 4XF26 350 LP) 6F377 
6 JKS 4XFO9 80 JKS_4XF20 Blade Body Style 45 LPJ-l 1VXZ1 3% 0 [PJ 1DG86 400 LP)  6F378 
10 JKS 4XF10 90 JKS  6F352 70 DFJ 30YE13 50 LPJ-l1VXZ3 3% LP) 1DG85 450 LPJ _6F379 
15 JKS. 4XF11 100 JKS 4XF21 80 DFJ 30YE14 60 LPJ-| 1VXZ6 4 [PJ 4XF27 500 LPJ _6F380 
30 IKS 4XFA2 110 JKS  6F353 90 DFJ 30YE15 AV LP) 1DG87 600 LP) 6F381 
180 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ELL! 
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E:T-N 
Semiconductor Fuses BUSSMANN — 
These fuses provide overcurrent protection for solid-state components in power i — 
electronics applications. Also Known as rectifier fuses, they are extremely 2s0if to a. eEeiG 
current-limiting to prevent electrical damage by disconnecting circuits before No. 4XC87 : 
they're exposed to the full magnitude and duration of an overcurrent. E ‘Teh 
AC Volt Item AC Volt Item AC Volt Item 
Amps __ Rating L Series No. Amps _ Rating L Series No. Amps _ Rating L Series No. BUSSMANN 
Fast-Acting Semiconductor Fuses, Indicating 45 5O0VAC 3%6in FWH-B 1BZ91 150 /00VAC 5%2in FWP-A_ 6F427 
Equivalent Series 170M, PC, 50  500VAC 3%sin FWH-B  6F389 175 700VAC 5%2in FWP-A  6F428 Cl L F 
PSR: Bolt-On Body 60 500VAC 3%cin FWH-B 6F390. 200 700VAC 5 cin FWP-A  6F429 aSs uses 
350 700VAC 1%%42in 170M 141635 60 5OOVAC 3%cin FWH-A 1CV34 225 700VAC 5%2in FWP-A 6F430 
Equivalent Series 170N: Bolt-On Body 70 500VAC 3%in FWH-A 1DX46 250 700VAC 5 %40in FWP-A 6F431_| ™ AC Voltage Rating 600VAC 
65 660VAC 3%in 170N 14L650 70 500VAC 3%in FWH-B  6F391 300 700VAC 5 %2in FWP-A__6F432_| m Bolt-On Body Style 
Fast-Acting Semiconductor 80 500VAC 3%in FWH-A 4TWN2 350 700VAC 5%2in FWP-A  6F433 Thaset fackalociical 
prensa sh BOOVAe 30h AEE Res Fonr At 775.8 —Eloh SE | " feeders and service equpme 
Equivalent Series A15QS, FWA, ¥en : 900 7 1 %21n : 435 feeders and service equipment from 
LA5S: Bolt-On Body 100 500VAC 35in FWH-A 1DX45 600 700VAC 7%2in FWP-A  6F436 These f ae 
+000 150VAC 3%in  FWA-A 1DL41 _100 S5O0VAC 35in FWH-B 6F394 800 700VAC 6%in FWP-A__1EPO2 overcurrent. These fuses are not 
70. 150VAC 22%2in FWA-B  4XC79 _129 SOO0VAC 3%in FWH-A 1DF59_ Equivalent Series A70P, A70QS, interchangeable with any other UL 


80 150VAC 22%oin FWA-B 4XC80 _120 SO00VAC 3%in FWH-B_  6F395 FWP, L70QS: Cylindrical Bod 

100 TE0V ACD 2/einEFWACB6r254- 150 500V AC 356inFWH-B6F396. 10° 700VAC 2 in FWP-A14r Graig | fuse class. Class L fuses bolt onto 

150 150V AC 22\4 in FWA-B 4XC81 _175 500VAC 3%in FWH-B 6F397_ 15 = 700VAC_ 2 in _FWP-A14F 6F411 their mountings for a secure hold. 

900 150VAC 22%2in FWA-B 4xC82 200 SOOVAC 3%in FWH-B_ 6F398 20 700VAC 2in FWP-A14F 6F413 

550 150VAC 2242in  FWA-B  4XC83. 229 DOOVAC 4i/2in FWH-A 6F399 25 700VAC  2in FWP-A14F 6F415 Item Item 
300 450V AC 2 2i40in FWA-B 4X84. 250. DOOVAC 4%%4:in FWH-A 6F400 30  700VAC  2in FWP-A14F 6F417 | Amps Series No. Amps Series No. 
400 150V AC 22% in FWA-B 4XC85 275 D5OOVAC 4'%in FWH-A 1DL17 32 700VAC  2in  FWP-A14F 1EH96 | Fast-ActingULClassL 3,000 KRP-C 6F524 


Equivalent Series A150S, FWA, 300 S500VAC 41% in FWH-A  6F401 40 700VAC 2in FWP-A14F 1EH99 | Fuses, Nonindicating 4000 KRP-C  6F525 
L15S: Cylindrical Body 325 5O00VAC 4%%42in FWH-A 1EM09 50 700VAC  2in FWP-A14F 1EJ02 | Equivalent Series 601 _KRP-C 49ZU93 
+000 130VAC 1 %in EWA:AH 4EH41 300 500VAC 47/%2in FWH-A  6F403 50  700VAC 2% in FWP-A22F 1EJ03 | A4BY, KLPC, KTU 650 KRP-C 49ZU94 


1500 130VAC 1%in FWA-AH 4EH44 _400 SOOVAC 4'Y2in FWH-A  6F404 63 700VAC 2%2in FWP-A22F 1EJ05 1,000 KIU  1EX15 700 KRP-C _1EW37 
2000 130VAC 1%4in FWA-AH 1EH45 _ 450 S5O0VAC 4 ‘in FWH-A 4TWN1 80 700VAC 2 %2in FWP-A22F 1EJ07 1,200 KIU  1EX16 790 KRP-C_49ZU95 
3.000 130VAC 1%in FWA-AH 1EH47 _200 SOOVAC 4'%2in FWH-A  6F406 100 700VAC 2 %2 in FWP-A22F 1EH91 1600 KTU  1FF40 800 KRP-C 6F518 
4000 130VAC 1%in FWA-AH 1EH49 600 SOOVAC 4'%2in FWH-A_6F407_ Equivalent Series A70QS, FWJ: Bolt-On Body 2,000 KIU 4TWU5 — 801  KRP-C 49ZU96 

5 150VAC 1% in FWA-A1OF 4XC71 700 S00VAC 6 '%2in FWH-A_ 6F408 2,000 1000VAC 6'%c6in FWJ  1EH71 601 KTU 4TWU6 900 _KRP-C 49ZU97 
10. 150VAC 1% in FWA-A10F 4XC73  _.000 SOOVAC 6'Y2in_ FWH-A  6F409 50 1000VAC  5in FWJ  1EH84 800 KTU  1EX20 Equivalent Series A4BQ, 


15. 150VAC 1% in FWA-A10F 4XC74_ Equivalent Series ASOP, A50QS, 80 1000VAC 4%%cin  FWJ  1EH88 | Time-DelayULClassL  _A4BY, KLPC, KRP-CL 
20 150VAC 1% in FWA-A10F 4XC75_ _FWH, L50S: Cylindrical Body 150 1000VAC 5‘%cin FWJ  1EH67 | Fuses, Nonindicating 600 KRP-CL 492ZV01 
95 150VAC 1% in FWA-A10F 4XC76. 2 DOOVAC 1%in FWH-AGF 4TWL7 200 1000VAC 5‘%cin FWJ  1EH72 | Equivalent Series A4BQ, Equivalent Series A4BY, 
30. 150VAC 1% in FWA-A10F 4XC77.__10  500VAC  2in FWH-A14F GF382_ 300 1000VAC 5%4in FWJ  1EH76 | A4BY, KLPC, KRP-C KLLU, KLPC, KLU 

35. 150VAC. 2in FWA-A21F GF251.__19 5O0VAC 2in FWH-A14F 6F383 Equivalent Series A70QS, 1,000 KRP-C 6F519 1,000 KLU 4XC66 
40 150VAC. 2 in FWA-A21F 4XC78 __16  DOOVAC 1 %in FWH-AGF 4TWL8 FW4J: Cylindrical Body 1,200 KRP-C 6F520 1,200 KLU  4XC67 


45. 150VAC. 2in FWA-A21F 1EH50 _ 20 SOOVAC  2in  FWH-A14F 6F384 20 1000VAC 2% In FWJ-A14F 1EH75 1,600 KRP-C 6F521 1,600 KLU  4XC68 
50 150VAC 2in FWA-A21F 6F252 20. SOOVAC  2in FWH-A14F 6F385 30 1000VAC 2% in FWJ-A14F 1EH77 1,100 KRP-C 49ZU82 _1,800 KLU 49ZU81 


60. 150VAC  2in FWA-A2iF 6F253 30 SOO0VAC  2in FWH-A14F 6F386 Equivalent Series AFX: Blade Body 1,350 KRP-C 49ZU83 _2,000 KLU  4XC69 
250 150VAC 22%: in FWA-ASI4 4TWL4_ Equivalent Series A60Q, 70 125VAC 3%in AFX 1EN15 1,400 KRP-C 49ZU84 2,000 KLU  6F526 
Equivalent Series A300S, FWX, FWC: Cylindrical Body 100 125VAC 3%iIn AFX 1ENO7 1,500 KRP-C 49ZU85 3,000 KLU 4TWU1 
L25S: Bolt-On Body 6 600VAC 1%in FWC-A10F 4TWL6 Equivalent Series KAJ: Cylindrical Body 1,800 KRP-C 49ZU86 4,000 KLU 4TWU2 
35. «~D50VAC 3%e6in FWX-A 1DM19 10 600VAC 1%in FWC-A10F 4TWL5 60 600VAC  3in KAJ 1DZ67 1,900 KRP-C 492U87 601 KLU  1EW32 
40 250VAC 3%c6in FWY-A 4XC94. _ 12  600VAC 1%in FWC-A10F 1EH53 Very Fast-Acting Semiconductor 2,000 KRP-C 6F522 650  KLU  1EW33 
90. 250VAC 3%6in FWX-A_ 4XC95 16 600VAC 1 '2in FWC-A10F 1EHO4 Fuses, Indicating 2,000 KRP-C 49ZU89 700 KLU  1EW34 
60. 250VAC 3%ein FWY-A 4XC96 20 G6O0VAC 1%in FWC-A10F 1EH55 Equivalent Series A70P, A700S, 2,001 KRP-C 49ZU88 _ 800 KLU 4XC65 


70. 250VAC 3%in FWX-A 4xC97 _ 29 600VAC 1 Zin FWC-A10F 1EH56 FWP, L70QS: Cylindrical Body 
80 250VAC 3%in FWX-A 4xC98 __32  600VAC 1 %in FWC-A10F 1EHS7 =~=50 = 700VAC 21%2in FWP 49ZU47 


100 250VAC 3%in FWX-A  4XC99 Equivalent Series AGOX, KAC, Very Fast-Acting Semiconductor jw oad - 
125 250VAC 3%in FWX-A  6F268 _KLC:Bolt-OnBody Fuses, Nonindicating Rag 8 Sh [ 
150. 250VAC 3%in FWX-A 4XF00 _ 20 GOO0VAC 2%in KAC  1DK16 Equivalent Series A15QS, FWA, =. 33 cag 
175 250VAC 3%in FWX-A 4TWN3 25 600VAC 2%in KAC 4TWR9_ 1156: Bolt-On Body —r . 
200 250VAC 3¥%in FWX-A 4XFO1 — 30 600VAC 2%in  KAC  1DKI9 495° 450V AC 22%2in FWA 49ZU38 No. 1CP16 
225 250VAC 32%42in FWX-A 1DL19 60 600VAC 4%in KAC  4TWT1 600 150VAC 3%in FWA  49ZU39 

250 250V.AC 3 2/2in FWX-A 4XFO2 70 600VAC Sin _-KAC__1EM13_ “Equivalent Series A300S, FWX, E:-TeN 


300 250VAC 32%2in FWX-A 4XF03 _ 100 600VAC Sin KAC _1EM12_ | 95S: Bolt-On Body 

350 250VAC 3242in FWX-A 4XF04 125 600VAC 5%sin KAC 1DM65 “99 o5qVAC 3%in FWY  49ZU51 BUSSMANN 

400 250V AC 32%2in FWX-A  4XF05 150 600VAC 5%sin KAC  2GWC6 —7q9 —o50V AC 3 2740 in  FWX 49249 ee 

500 250VAC 3242in FWX-A 4XF06 175 600VAC S%sin  KAC  2GWC7 ~ qq o50V AC 32%: in FWX  49ZU50 Cl if F 

600 250VAC 32%2in FWX-A 4XF07 200 600VAC 5 %sin KAC  1DM68 “Equivalent Series A5OP, A500S, aSs uses 

Equivalent Series A30QS, FWX, 200 G00VAC 6%iein KAC  2GWC8 Fwy L50s: Bolt-On Body = Cylindrical Body Style 

L25S: Cylindrical Body 300 600VAC 6 %isin _KAC  2GWC9 ~“ay”“s00VAC 3 %6in FWH a9zuag |" “Y eed 

5 250VAC 2in FWX-A14F 4X87 400 GO0VAC 6%cin KAC 1ENG8 Equivalent Series AGO, These fuses protect against overcurrent 


10  250VAC  2in FWX-A14F 4xC89 _900 600VAC 6 %in  KAC  1EV21 - Cvlindri oe 
12250V AC 2 in FWX-A14F 6F267 600 600VAC 6 Vin _KAC 2cwoi FWCrGyindiical Body | in nondemanding applications. Each 


15 250V AC 2 in FWX-A14F 4XC90 Equivalent Series A7OP, A70QS, 30 600VAC_1%in FWC 492U41 | Class G fuse size will only fit its matching 


20 250V AC 2 in FWX-A14F 4XC91__FWP, L70QS: Bolt-On Body 
55 D50V ACD in FWX-A14F 4Xcg2 1,000 700VAC 754in FWP-A 1EH90 coins KAC, Class G fuse block or holder to prevent 


30 250V AC 2 in__FWX-A14F 4xC93 35 /00VAG 4 Yein FWP-B  1EH98 —“35"“ qo ac 43%in  KAC  49ZU66 | the wrong size fuse from being installed. 





Equivalent Seri es ASOP, A500S, 40 700VAC 4%in FWP-B  6F419 
apr Bolt-On Body ? 50 700VAC 4% in FWP-B 6F420. 2) SPR 4 nee ieg. | Phey are not interchangeable with any 
1,000 ia aa a 2 ON FOV AR a tyes EWP-B—bkao>- Equivalent Series A7OP, A70QS, other UL fuse class. These fuses have an 
1400 500VAC 10% in FWH-A 1EH60 _ 80 700VAC 4'322in FWP-B  6F423 FW LDS: Bolt-On Badly FWP 49245 interrupting rating (IR) of 100kA. 
1,600 500VAC 10 %2in FWH-A 1EH61 90  /00VAC 4 "in FWP-B 6F424 ea ATOP, A7008 AC Volt Item 
35 5O0VAC 3%sin FWH-A 1Bz87 100 700VAC 4 "cin FWP-B  GF425  EROVioe Sets BF Amps Rating ‘Series _—_No 
35 500VAG 3 %ein FWH-B  6F387_ 100 700V AC 47/s in FWP-A1DJa0_ FUT L70AM: Gylindiical Body ag | (Fast-Acting UL Class G Fuses; Nonindicating) 
40  500VAC 3%6in FWH-A 1Bze8 _ 125 /00VAC 5 %2in FWP-A_ 6F426 Equivalent Series AG, SC, SLC 
aaa Ea a PS a  ( B00V ACSC ACP IG 
F-T-N ee 
BUSSMANN Fe 3 B00VAC _SC__‘1CP23 
a 
5 5 
Time-Delay UL Class H ang ACO! coring tom rime. slay UL CHRO eo wom eatin 
= - = mps ating eries 0. ime-Delay ass G Fuses, Nonindicating 
Fuses, Nonindicating Time-Delay UL Class H Equivalent Series AG, SC, SLC 
Cylindrical B Fuses, Nonindicating AC Volt Item 8 600V AC SC 1C0P27 
= Cylindrical Body Style Equivalent Series REN, Rr, RLN Amps | Rating Saris ae. 10 600 AC SC 1CP19 
= These fuses have a 10KA interrupting rating (IR 9 4XH67_ _ Equivalent Series RES, RFS, AG SC 1€P20 
' | They h pang f eh ) 250VAC REN  1EX50 6 GOOVAC RES  4XH78 15 600V AC SC 1CP21 
ne feet canihioiedaceu ier aieneaaiay i 280V AG REN aXHG9- 15600 ACRES 4xH0- | 25 480 AC 8 ABW. 
link that can be replaced after the fuse blows. 9 4 9 4 9 84 
These f tol ; ' nner ae 15 250VAC REN 4XH70 20 GOOVAC RES  4XH81 30 480V AC SC 1BW85 
ese Tuses tolerate temporary inrush Currents tO ~99 250VAC REN 4XH71 25 600VAC RES  1EM38 35 480V AC SC 1DH42 
prevent nuisnce-bowing but open when exposed 7) 5/80 fe) Mie vac hs | eA 
: Soils ce 44 
to sustained loads and short circuits. These fuses —59 —d50vAC REN 10286. 40 GO0VAC RES  4XH83 50 A80V AC SC 1DH45 
have no indicator for identifying a blown fuse. 60  250VAC REN 4XH74 60  GOOVAC RES  4XH84 60 480V AC SC 1DH46 
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ELECTRICAL Scan. Order. Done. 
Fuses Details on page Al. 





AC Volt Item Pkg. 
Amps Rating Series No. Qty. 
UL Class H Replacement 





Fuse Links 
Se OROVAC LEN 1CL39~20 
bonne tories 2 vein | | tense 
5 4 EW b 
15 250VAC_LKN_4XH91 20 BUSSMANN 
a EU Bis 
5 4 ‘ 
a Ue Ta te a 
4 = = 
60 250VAC LKN 4XH95 20 [Ee L el 
E-Ten 70 250VAC_LKN 1CX33_ 10 ae ain Limiter Fuses | 
ace MAAN in Rave ren ie 0 SERIES These fuses provide overcurrent protection for 
SERIES 125 250VAC LKN 1CX30 5 UL Cl H heavy-duty loads in lift trucks, scissor lifts, pallet 
cl K HF 150 250VAC_LKN 1CK31 5 aSs movers, and other DC battery-powered equipment. 
ass K5 and uses 555 -SEOVAC-LRN ADG71 Replacement They bott onto their mountings for a secure hold. 
These fuses are for general purpose use. They're 200 250VAC LAN AXHBE 5 F Link They have either a cylindrical body for standard 
highly sensitive to changes in current flow and open 5 600VAC LKS 41CL48 20 use LINKS installations or a flat body for use where installa- 
within seconds of being exposed to overloads and 6 600VAG LKS 4XH99 20 These fuse links replace | tion space is limited. ACK, ACL, and ALS Series 


ria “a ara: 1 VAC LKS 4XK00 2 meiars Se eee 
short circuits. They have no indicator for identifying a ie SOOYAG te ane At a blown link in Class H fuses have no indicator for identifying a blown 


blown fuse. Class H fuses have an interrupting rating | 2 BOO he Abeta 54 renewable fuses. These _| fuse, so they're sometimes used with an indicating 
(IR) of 10kA. Class K5 fuses have an IR of 50kA and 40 600VAC LKS 4XKo4 20 metal elements restore __ | fuse block or cover. ANL Series fuses are time- 


are current-limiting to prevent electrical damage. oh SASL ToRae-1o- function to the fuse, delay and have a see-through window that reveals 
AC Volt Item 100 GOOVAC LKS 4xK06 10 allowing the fuse body _| whether the fuse wire is intact or has melted. ANN 

Amps _ Ratin Fuse Size Series No. 200 600VAC_LKS 4XK07 5 tg be reused rather than | series fuses are fast-acting and have a see- 

Fast-Acting UL Class H& KS Fuses, Nonindicatin 225 600VAC LKS 1DN86 5 

Equivalent Series NLN, NON, OT g 600 600VAC LKS 1CX37 2 replaced. through window. The fuse block holds flat-body 

Cylindrical Body Style | Series ANL and ANN fuses. 

i ziti 2" Lx %e' dia. NON 1DH27 . sare “Wed ; 
5 2° Lx %e' dia. NON 1DH26 Bussmann = 0 ody em 
7 250VAC OLX Ye dia. NON 1DH35 E:-TeN ht = —_ Amps Rating _ Style Fuse Size _— Series __No. 
1 250VAC 2° Lx “%e' dia NON 4XF85 a - — Fast-Acting Forklift Fuses, Indicating 
"2. DB0VAG >" Lx Ve" a NON tiga — | BUSSMANN anes "BOA BOVDC  BoltOn —3%@'Lx7"dia. ANN 105 
2%8 ~~ 2B0VAG LX dia NON 1DH33 : 60h s0VDG Zale MeL x6 dla on anes 
3. 250VAC 2" Lx %e' dia. NON 4XF86 olt-On 3%6' Lx %' dia. 
4 DB0VAG "Lx %" dia NON 6C165 Medium Voltage Fuses 100A 80VDC Bolt-On _3%e' Lx "dia. ANN 1D€71 
u Ay . . - " Tho" Ai 
3 SOOVAG EL x fe, dia. NON _6¢166_ | These fuses provide overcurrent protection at a ee 
6%, 250VAC "Lx Ae" dia, NON 1DH36._-| Voltages greater than GOOVAC for use in medium- : i ne Bolt-On 3%e'Lx dia. ANN  1DC74 
"di iit rei Bolt- %e'LxZ' dia. ANN  1DC7 
f SOOVAG StL x Ye dia. NON _6f271 | voltage transformers, feeder circuits, motor circuits, SOO NR Bete ee ge ala _ Ae 
10 250VAC 2" Lx %e" dia. NON 4XF89__ | and fused switches. They meet American National 250A 80VDC Bolt-On 3%e'Lx "dia. ANN 1DC77 
1 SOO ETL x Yi a. NON _6F272_ |) Standards Institute (ANSI) design standards. The Ba Oe Bee ae qe ANY ab eeo 
y) 50VA Lx %e' dia. NON AXF91 fuses are current-limiting to prevent electrical 325A 80VDC Bolt-On 3%eLx%'dia. ANN  1DC80 
55 SeOVAC 2 LxY al NON XF9? 350A 80VDC Bolt-On 3%e'Lx "dia. ANN  1DC82 
i ° "Lx %e' dia. 4 = . 16 8" dia. 
$3 Re orgie NON AXES damage. E-rated fuses are for general purpose use. | sq, —sqvpeBoltGn ave" Lx 74" diay ANN ADCB4 
35. 250VAC. 3" Lx %e" dia. NON 4xF94 | R-rated fuses are for backup applications. PT-rated | 500A 80VDC Bolt-On 3%«"Lx7'dia. ANN  1DC86 
40 oOVAG SL x Me dia NON __4XF95__ | fuses are for protecting potential transformers. ae ee ee 
16 : : 
50 250VAC_ 3" Lx e' dia. NON 4XF96 AC Volt Visual Item | General Purpose Forklift Fuses, Nonindicating 
60 250VAC 3" Lx "%e'dia. NON 4XF97 Amps _ Rating Indication Fuse Size No. Equivalent Series ALS 

Blade Body Style E-Rated Medium-Voltage Fuses S00A  48VDC Bolt-On 3%4'Lx1%e'dia. ALS 1EW67 
70 250VAC. SL xiv%e'dia. NON  1DX82 Equivalent Series ABWNA 550A 48VDC Bolt-On 4%4"Lx1'%o"dia. ALS 1EW68 
80 250VAC SL xiVe'dia. NON —_1DX83 1/2A _5500VAC_——Nonindicating 5'%o"Lx "dia. 4YEX2 | 290A 48VDC Bolt-On 3% Lx1%e6 dia. ALS 386732 
90 250VAC 5A"Lxi%e'dia. NON  1DX84 1A 5500VAC —Nonindicating 5 1%o"L x 1"dia. 4YEX5 | 300A 80VDC_ Bolt-On 3% Lx1%6 dia. ALS 386733 
100 250VAC AL xiVe'dia. NON _'1DH28 2A 5500VAC _—Nonindicating 5'%o"Lx1"dia. 4YEY3 | 400A 48VDC_ Bolt-On 3% Lx1%e dia. ALS 380734 
125 250VAC7"Lx1%e'dia. NON _1DH30 3A 5500VAC_——Nonindicating 5%2"Lx1"dia. 4YEY2 | 179A 130VDC_ Bolt-On 3% Lx1%e dia. ALS 492191 
150 250VAC 7" Lxi%e'dia. NON _‘1DH31 5A 5500VAC__Nonindicating 5'%o"Lx1"dia. 4YEZ6 | 200A 48VDC_ Bolt-On 3% Lx1%e dia. ALS 492792 
175 250VAC74"Lx1%e'dia. NON _1DH32 Equivalent Series CAVH 220A __48VDC Bolt-On 3%"Lxi%e'dia. ALS 49ZT93 
200. 250VAC  7%'Lxi%e'dia. NON  1DRO8 1/2A 15,500VAC Indicating —127%"Lx1%"dia. 4YEV2 | 390A  48VDC Bolt-On 3%'Lxi1%e dia. ALS 492794 
300 250VAC 84" Lx2%e'dia. NON  1EM27 1A 15,500VAC_ _Nonindicating 12%"Lx 156" dia. 4YEW4 | 490A 48VDC__ Bolt-On 3%4'L x16 dia. ALS 492795 
350 250A Men Hat uit es a OOVAG gh onundlicating 12%"L x 1%" dia. 4YEY6 Ennivalent Series ANC CNL Indicating 

¥e" LX 2%e' dia. quivalent Series , ‘ — 

gem zai ee eas dia. NON _‘1ET97 an pore on Indicating 17%" Lx 3" dia. 4YEX8 et ae poten Sys EX di. AN ude 
uivalent Series NLS, , uivalent Series 16 8 ala. 

Cylindrical Body Style tPA 2750/5500VAC Nonindicating 7%46"Lx1%e' dia. 4YEX6 | 90A  80VDC_ Bolt-On 3%6'Lx% dia. ANL  1DC66 
1 B00VAC 5" Lx %e" dia. NOS 1EM30 1A _2750/5500VAC Nonindicating 7%46"L x 1%e' dia. 4YEX3 | 60A  80VDC_ Bolt-On 3%6' Lx” dia. ANL 1DC68 
2 6O00VAC 5" Lx e' dia. NOS _1EM31 2A 2750/5500VAC Nonindicating 7%6'Lx1%c'dia. 4YEW2 | 80A_  80VDC Bolt-On 3%6e Lx dia. ANL  1DC69 
3. BOOVAC 5" Lx "%e' dia. NOS 1EM32 3A __2750/5500VAC Nonindicating 7%6"Lx1%e' dia. 4YEW7 | 100A 80VDC_ Bolt-On 3%6 Lx dia. ANL  1DC91 
4 GO00VAC 5" L x %e' dia. NOS 1EM33 Equivalent Series JCY 125A 80VDC__ Bolt-On 3%e'Lx dia. ANL _1DC52 
5 GOOVAC 5" Lx "%e' dia. NOS 4XH02 200A —_5500VAC Indicating  15%"Lx3'dia. 1FG16 | 130A  80VDC_ Bolt-On 3%6 Lx” dia. ANL  1DC08 
6 6O00VAC 5" L x %e" dia. NOS 4XH03 PT Medium-Voltage fuses 150A 80VDC__ Bolt-On 3%e"Lx “' dia. ANL 1DC54 
7 600VAC 5" Lx e' dia. NOS 1EM34 Equivalent Series A240T, JCD 175A 80VDC Bolt-On 3%e'Lx "dia. ANL _1DC55 
8  GOOVAC 5" L x "%e' dia. NOS 6F293 2A _2750VAC _Nonindicating 4%"L x ves" dia. 4YEWS | 200A 80VDC_ Bolt-On 3%6 Lx % dia. ANL 1DC06 
10 600VAC 5" Lx %e" dia. NOS 4XH04 Equivalent Series A480T, AMWNA 225A _80VDC__ Bolt-On 3%6"Lx "dia. ANL 1DC57 
12 600VAC 5" Lx 1%" dia. NOS 6F294 1/2A 5500VAC Nonindicating 51%2" Lx 5Vea" dia. 4YEW3 | 290A  80VDC__ Bolt-On 3%6 Lx % dia. ANL 1DC08 
15 600VAC 5" Lx %e' dia. NOS 4XH05 1A 5500VAC Nonindicating 5'%40"L x 5¥ea" dia. 4YEW6 | 279A 80VDC__ Bolt-On 3%6'Lx%' dia. ANL 1D59 
20. GOO0VAC 5" Lx ™e'dia. NOS 4XH06 2A 5500VAC _—Nonindicating 5'%2"Lx 5Ya" dia. 4YEV9 | 300A 80VDC Bolt-On 3%6 Lx dia. ANL  1DC60 
25. 600VAC i" Lx *%e" dia. NOS 4XH07 3A 5500VAC _Nonindicating 5'%2"L x 5¥ea" dia. 4YEY5 | 320A  80VDC Bolt-On 3%6 Lx“ dia. ANL 1DC61 
30 GOOVAC 5" Lx ™o' dia. NOS 4XH08 5A 5500VAC__Nonindicating 5'%2"Lx5Y"dia. 4YEVS | 300A  80VDC Bolt-On 3%6e' Lx “dia. ANL  1DC63 
35. GOOVAC — "Lx 1Ve'dia. NOS 4XHO09 Equivalent Series ABFNA 400A__80VDC__Bolt-On_3%6 Lx % dia. ANL 1DC65 
7 SuntEe oe ie te ils oan SAE BERN 0 Nonindicating 10"Lx1"dia.  4YEY4 Fime- Delay Forklift Fuses aia ii ANL  1DC67 
50 6O00VAC Parle" da NOS 4XH12 aA S500VAC : Indicating 9" Lx 13%" dia. 4YEZ7 | Equivalent Series ACK, CCK a 

BIg : oovac 5%" Lx 1Ve' dia. NOS 4XH13 panat mealiie voltae fie ann 130 Re poten a Exe di ae renee 
ade Body Style quivalent Series A240R, - 6" dia. 

70 GOOVAC = 7'%e Lx iMedia. NOS  1DR15 70A Indicating 11%4"Lx3'dia. 1FG56 | 140A  /2VDC_ Bolt-On 3% Lx 132 dia. ACK 1EM94 


15% 4" Lx 3" dia. 4YEX1 200A /2VDC_ Bolt-On 3%4'Lx1%2'dia. ACK 1EM98 
15%" L x 3" dia. 4YEV6 300A 48VDC_ Bolt-On 3%'Lxi¥%'dia. ACK  1ENO2 
15%" L x 3" dia. 4YEZ1 80A 130VDC Bolt-On 3%'Lx1¥%'dia. ACK  1ENO5 
15%" L x 3" dia. 4YEV7 175A  /72VDC Bolt-On 3%4"Lx1%2'dia. ACK  492ZT88 
vy" Lx 3" dia. 1FG61 Equivalent Series ACL, CCL 

15%" L x 3" dia. 4YEW9 BOA /2VDC_ Bolt-On 2%'Lx%e'dia. ACL 492189 


80  GOO0VAC 7i%46°Lx1%e'dia. NOS 1DR16 100A  2540VAC Indicating 
90 GO00VAC 7i%46°Lx1%e'dia. NOS 1DR17 130A  2540VAC Indicating 
100  G600VAC 7i%6°Lx1%e'dia. NOS 1DR09 150A  2540VAC Indicating 
110  600VAC 95%4"Lx 11%" dia. NOS 1DR10 170A  2540VAC Indicating 
125. 600VAC 95%4"Lx 11%" dia. NOS 1DR11 200A  2540VAC Indicating 
150  G600VAC 954"Lx 11%" dia. NOS 1DR12 230A  2540VAC Indicating “di 
175 600VAC 9%"Lx11%c" dia. NOS 1DR13 390A  2540VAC Indicating %a"L x3" dia. 4YEW8 | 650A /72VDC Bolt-On 2”'Lx%e'dia. ACL 492790 
200 GO00VAC 9%'Lx 11%e' dia. NOS 1DR14 450A 2540VAC Indicating 1%a" Lx 3" dia. 4YEX4 DC Volt Compatible Item 
250 600VAC 11%'L x 2'%2"' dia. NOS 1DT01 Equivalent Series JCR Amp Range Rating Fuse Series Series _No. 
300  GO0VAC 11%°Lx21%"dia. NOS 1DT02 130A  8300VAC Indicating 152%o"Lx 3" dia. 4YEY7 | Fuse Blocks for Forklift Limiter Fuses 

400 6O0VAC 11%"Lx21%"dia. NOS 1DT04 170A  8300VAC Indicating 152%o"Lx 3" dia. 4YEY1 | 10to 800A 80VDC ANL,ANN,CNL,CNN 4164  1DK98 
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Glass Fuses 


These fuses provide overcurrent protection for low-current circuits. They're used for applications where they 





won't be exposed to high heat that could shatter the glass. Their small, cylindrical body is see-through for No. 1CC56 
checking whether the fuse wire is intact or has melted. 
AC Volt Item Pkg. AC Volt Item Pkg. AC Volt Item Pkg. 
Amps __ Rating Series Brand No. Qty. Amps _ Rating Series Brand No. Qty. Amps Rating Series Brand No. Qty. 
Fast-Acting Glass Fuses 2 250V AC AGC Bussmann  4XH38 5 1%0  300VAC SLR Mersen 5LOC8 =5 
Equiv. Series 217, GDB, GSB, $500, Size 20mm L x 5mm dia Vp 250V AC GGC Mersen 5LAW2 5 2 300V AC SLR Mersen 5LCC9 5 
1 250V AC GDB Bussmann 10C62 5 "Ao 250V AC GGC Mersen 5LAY5 5 3 300V AC SLR Mersen 5LCD0 5 
1 250V AC $500 Bussmann 2ABV4 5 “o 250V AC AGC Bussmann 6F010 5 4 300V AC SLR Mersen 5LCD1 5 
1% 250V AC GDB Bussmann 10056 5 V4 250V AC AGC Bussmann 4XH39 5 5 300V AC SLR Mersen 5LCD2 5 
1% 250V AC $500 Bussmann 2ABU7 5 7) 250V AC GGC Mersen 5LAX8 5 6 300V AC SLR Mersen 5LCD3 5 
1%0  250V AC GDB Bussmann 10C57 5 0 250V AC AGC Bussmann 6F011 5 7 300V AC SLR Mersen 5LOD4 =5 
1%0  250V AC $500 Bussmann 2ABU8 5 1 250V AC AGC Bussmann 4XH40 5 8 300V AC SLR Mersen 5LCD5 5 
2 250V AC GDB Bussmann 1CC66 5 1 250V AC GGC Mersen 5LAWO 5 10 300V AC SLR Mersen 5LCC4 5 
Z 250V AC $500 Bussmann 2ABV8 5 1% 250V AC GGC Mersen 5LAW7 (5 12 300V AC SLR Mersen 5LCC6 5 
22 250V AC GDB Bussmann 1CC63 5 1% 250V AC AGC Bussmann 6F012 5 15 300V AC SLR Mersen 5LCC7 5 
2” 250V AC $500 Bussmann 2ABV5 5 1% 250V AC AGC Bussmann 4XH41 5 Equiv. Series GLR, LGR, SLR, Size 2% in L x % in dia 
3'%00  250V AC GDB Bussmann 1CC67 5 1% 250V AC GGC Mersen 5LAW6 5 Y) 300V AC GLR Bussmann 10/10 1 
3'%00  250V AC $500 Bussmann 2ABV9 5 1%0  250V AC GGC Mersen 5LAXO 5 1 300V AC GLR Bussmann 1CJ06 1 
4 250V AC GDB Bussmann 1€C72 5 1%0  250V AC AGC Bussmann 6F013 5 1% 300V AC GLR Bussmann 1CJ08 1 
4 250V AC $500 Bussmann 2ABW5 = 5 2 250V AC AGC Bussmann 4XH42 3 1%0  300VAC GLR Bussmann 1CJ09 1 
5 250V AC GDB Bussmann 10075 5 2 250V AC GGC Mersen 5LAX1 5 2 300V AC GLR Bussmann 10J14 1 
5 250V AC $500 Bussmann 2ABW8 5 2% 250V AC AGC Bussmann 6F014 5 3 300V AC GLR Bussmann 10J16 1 
6%0 8=©250V AC GDB Bussmann 10C76 5 2% 250V AC AGC Bussmann 4XH43 5 4 300V AC GLR Bussmann 10J17 1 
6%0 §250V AC $500 Bussmann 2ABW9 5 2% 250V AC GGC Mersen 5LAX4 5 5 300V AC GLR Bussmann 10/18 1 
8 250V AC GDB Bussmann 1CD03 5 3 250V AC AGC Bussmann 4XH44 5 6 300V AC GLR Bussmann 10J19 1 
8 250V AC $500 Bussmann 2ABX5 5 3 250V AC GGC Mersen 5LAX6 5 fd 300V AC GLR Bussmann 10J20 1 
10 250V AC GDB Bussmann 10059 5 3%0  250V AC GGC Mersen 5LAY1 5 8 300V AC GLR Bussmann 10/21 1 
10 250V AC $500 Bussmann 2ABV1 5 38%0 §250V AC AGC Bussmann 6F015 5 10 300V AC GLR Bussmann 10J11 1 
32m  250V AC $500 Bussmann 2ABW2 5 3% 250V AC AGC Bussmann 1BZ08 5 12 300V AC GLR Bussmann 10J12 1 
32m 250V AC GDB Bussmann 4TWN8 5 4 250V AC AGC Bussmann 4XH45 5 15 300V AC GLR Bussmann 10J13 1 
90m = 250V AC $900 Bussmann 2ABW/ 5 4 250V AC GGC Mersen SLAY2 5 One-Piece Time-Delay Glass Fuses with Knob 
63m  250V AC GDB Bussmann 10078 5 5 250V AC AGC Bussmann 4XH46 5 Equiv. Series GMF, LMF, SMF, Size 12%22 in L x /% in dia 
63m 250V AC $500 Bussmann 2ABX2 5 5 250V AC GGC Mersen 5LAY3 5 iD 300V AC SMF Mersen 5LCD7 5 
80m  250V AC $500 Bussmann 2ABX4 5 6 250V AC AGC Bussmann 4XH47 5 %o 300V AC SMF Mersen 5LCE6 5 
100m 250V AC GDB Bussmann 10058 5 6 250V AC GGC Mersen 5LAY4 5 1 300V AC SMF Mersen 5LCD6 5 
100m 250V AC $500 Bussmann 2ABU9 5 6% 250V AC AGC Bussmann 1BZ13 5 1% 300V AC SMF Mersen 5LCD9 5 
125m 250V AC GDB Bussmann 1CC60 5 6%0 250V AC GGC Mersen 5LAY6 5 1%0  300VAC SMF Mersen 5LCEO 5 
125m 250V AC $500 Bussmann 2ABV2 J rj 250V AC AGC Bussmann 1BZ14 5 2 300V AC SMF Mersen 5LCE1 5 
160m 250V AC GDB Bussmann 1CC61 5 7 250V AC GGC Mersen 5LAY7 5 3 300V AC SMF Mersen 5LCE2 5 
160m 250V AC $500 Bussmann 2ABV3 5 1% 250V AC GGC Mersen 5LAY8 5 3%0 3800V AC SMF Mersen 5LCE3 5 
200m 250V AC GDB Bussmann 10064 5 1% 250V AC AGC Bussmann 6F018 5 4 300V AC SMF Mersen 5LCE4 5 
200m 250V AC $500 Bussmann 2ABV6 a 8 250V AC AGC Bussmann 4XH48 5 5 300V AC SMF Mersen 5LCE5 5 
250m 250V AC GDB Bussmann 1CC65 5 8 250V AC GGC Mersen 5LAY9 5 10 300V AC SMF Mersen 5LCD8 5 
250m 250V AC $500 Bussmann 2ABV7 2 9 250V AC AGC Bussmann 1BZ15 5 Equiv. Series GMF, LMF, SMF, Size 2% in L x ¥% in dia 
315m  250V AC GDB Bussmann 10C68 5 10 250V AC AGC Bussmann 4XH49 5 Ao 300V AC GMF Bussmann 10K41 1 
315m  250V AC $500 Bussmann 2ABW1 5 10 250V AC GGC Mersen 5LAW5 5 Yp 300V AC GMF Bussmann 10K34 1 
400m 250V AC GDB Bussmann 10C70 5 12 32V AC AGC Bussmann 1BZ05 5 %o 300V AC GMF Bussmann 10K45 1 
400m 250V AC $500 Bussmann 2ABW3 5 12 125V AC GGC Mersen 5LAW8 5 0 300V AC GMF Bussmann 1CK46 1 
500m 250V AC GDB Bussmann 10073 5 14 32V AC AGC Bussmann 1BZ06 5 1 300V AC GMF Bussmann 10K31 1 
500m 250V AC $500 Bussmann 2ABW6 5 15 32V AC AGC Bussmann 1BZ07 5 1% 300V AC GMF Bussmann 10K32 1 
630m 250V AC GDB Bussmann 10C77 by) 15 125V AG GGC Mersen 5LAW9 5 1%0  300VAC GMF Bussmann 10K33 1 
630m 250V AC $500 Bussmann 2ABX1 5 20 32V AC AGC Bussmann 4XH51 5 2 300V AC GMF Bussmann 1CK36 1 
800m 250V AC GDB Bussmann 10079 5 20 32V AC GGC Mersen 5LAX3 a 2” 300V AC GMF Bussmann 1CK37 1 
800m 250V AC $500 Bussmann 2ABX3 9 25 32V AC AGC Bussmann 4XH52 5 2%0 3800V AC GMF Bussmann 10K38 1 
Equiv. Series 235, GGM, GMA, Size 20mm L x 5mm dia 25 32V AC GGC Mersen 5LAX5 5 3 300V AC GMF Bussmann 10K39 1 
1 250V AC GMA Bussmann 6F097 a 30 32V AC AGC Bussmann 4XH53 5 3%0 3800V AC GMF Bussmann 1C0K40 1 
1% 250V AC GMA Bussmann 10J35 A) 30 32V AC GGC Mersen 5LAY0O 5 4 300V AC GMF Bussmann 10K42 1 
12 250V AC GMA Bussmann 6F099 3 3D 32V AC AGC Bussmann 1BZ09 5 a 300V AC GMF Bussmann 10K43 1 
1%0  250V AC GMA Bussmann 6F100 5 40 32V AC AGC Bussmann 1BZ10 5 6% 300V AC GMF Bussmann 10K44 1 
2 250V AC GMA Bussmann 6F101 5 50 32V AC AGC Bussmann 1BZ12 5 10 300V AC GMF Bussmann 10K35 1 
2%  250V AC GMA Bussmann 6F102 a] Equiv. Series 361, 362, AGX, GGX, Size 1 in Lx “% india Equiv. Series GMQ, Size 2% in L x % in dia 
3 250V AC GMA Bussmann 6F103 5 “Yo 250V AC AGX Bussmann 6F048 5 Vp 300V AC GMQ Bussmann 1CK50 1 
3'%100 125V AC GMA Bussmann 10J39 4) Y% 250V AC AGX Bussmann 6F049 5 "Ao 300V AC GMQ Bussmann 10K58 1 
3% 125V AC GMA Bussmann 10J40 5 WY 250V AC AGX Bussmann 6F051 5 1 300V AC GMQ Bussmann 10K47 1 
4 125V AC GMA Bussmann 6F104 5 Y 250V AC GGX Mersen 5LAZ1 5 1%0 300V AC GMQ Bussmann 1C0K49 1 
5 125V AC GMA Bussmann 6F105 5 2 250V AC AGX Bussmann 6F053 5 | 300V AC GMQ Bussmann 10K53 1 
6 125V AC GMA Bussmann 6F106 5 1 250V AC GGX Mersen 5LAZO 5 3%0  3800V AC GMQ Bussmann 10K54 1 
rs 125V AC GMA Bussmann 10J45 5 1 250V AC AGX Bussmann 6F055 5 5 300V AC GMQ Bussmann 10K56 1 
8 125V AC GMA Bussmann 10J46 5 1% 250V AC AGX Bussmann 6F056 5 6% 300V AC GMQ Bussmann 1CK57 1 
10 125V AC GMA Bussmann 1C0J36 h) 2 250V AC GGX Mersen 5LAZ2 5 Time-Delay Glass Fuses 
15 125V AC GMA Bussmann 10J37 4] Z 250V AC AGX Bussmann 6F057 5 Equiv. Series 218, GDC, GDG, $506, Size 20mm L x 5mm dia 
63m 250V AC GMA Bussmann 6F087 5 2% 125V AC AGX Bussmann 6F058 5 1 250V AC GDC Bussmann 1CD09 5 
100m 250V AC GMA Bussmann 6F088 A] 3 125V AC GGX Mersen 5LAZ3 5 1 250V AC $506 Bussmann 2AUH7 5 
125m 250V AC GMA Bussmann 6F089 a) 3 250V AC AGX Bussmann 6F059 5 1% 250V AC GDC Bussmann 1CD04 5 
200m 250V AC GMA Bussmann 6F090 5 4 250V AC AGX Bussmann 6F060 5 1% 250V AC $506 Bussmann 1XFF5 5 
250m 250V AC GMA Bussmann 6F091 5 5 125V AC GGX Mersen 5LAZ4 5 1%0  250V AC GDC Bussmann 1CD05 5 
300m 250V AC GMA Bussmann 10J41 5 5 250V AC AGX Bussmann 6F061 5 1%0 250V AC $506 Bussmann 2AAL4 5 
315m —250V AC GMA Bussmann 40X54 5 6 125V AC AGX Bussmann 1DJ63 5 2 250V AC GDC Bussmann 1€D13 5 
500m 250V AC GMA Bussmann 6F093 5 10 250V AC AGX Bussmann 1DJ53 5 2 250V AC $506 Bussmann 2ABY7 3 
600m 250V AC GMA Bussmann 40X55 a) 15 250V AC AGX Bussmann 1DJ54 5 VAP, 250V AC GDC Bussmann 10D10 5 
750m = 250V AC GMA Bussmann 6F094 5 20 250V AC AGX Bussmann 1DJ56 5 2% 250V AC $506 Bussmann 2AUH8 5 
800m  250V AC GMA Bussmann 6F096 5 Equiv. Series AGU, BLN, GGU, Size 11 in x 1542 in 3'%o0  200V AC GDC Bussmann CD14 5 
Equiv. Series 311, 312, 3AG, AGC, GGC, 2 250V AC AGU Bussmann 1DJ21 1 3'%00 250V AC $506 Bussmann 2ABY8 5 
MMB, Size 1% in L x % in dia 5 32V AC AGU Bussmann 1DJ29 1 4 250V AC GDC Bussmann 10D19 5 
Yoo.  250V AC AGC Bussmann 1BZ02 5 10 32V AC AGU Bussmann 1DJ19 1 4 250V AC $506 Bussmann 2ABZ4 5 
Yoo 250V AC AGC Bussmann 1BZ01 5 20 32V AC AGU Bussmann 1DJ22 1 5 250V AC GDC Bussmann 10D22 5 
Yio 250V AC AGC Bussmann 6F003 3 29 32V AC AGU Bussmann 1DJ23 1 5 250V AC $506 Bussmann 2AUJ1 5 
Vg 250V AC AGC Bussmann 4XH36 5 30 32V AC AGU Bussmann 1DJ25 1 6%0 250V AC GDC Bussmann 10D23 5 
Vg 250V AC GGC Mersen 5LAW4 5 50 32V AC AGU Bussmann 1DJ30 1 6%0 250V AC $506 Bussmann 2AUJ2 5 
Moo 250V AC AGC Bussmann 6F002 5 One-Piece Fast-Acting Glass Fuses with Knob 8 200V AC $506 Bussmann _2AAN1 5 
V6 200V AC AGC Bussmann 6F005 5 Equiv. Series GLQ, Size 2% in L x ¥s in dia 10 200V AC $506 Bussmann 2AAL6 5 
4/0 250V AC GGC Mersen 5LAX2 5 1 300V AC GLQ Bussmann 1CH97 1 12% 250V AC $506 Bussmann 2AAL7 5 
7/0 250V AC AGC Bussmann 6F006 5 1% 300V AC GLQ Bussmann 1CH98 1 32m 250V AC $506 Bussmann 2ABZ1 5 
W4 250V AC AGC Bussmann 4XH37 5 3 300V AC GLQ Bussmann 1CJ03 1 50m  250V AC $506 Bussmann 1VNE1 5 
4 250V AC GGC Mersen 5LAW3 5 5 300V AC GLQ Bussmann 10J04 1 50m 250V AC GDC Bussmann 4TWP3 5 
Ho 250V AC GGC Mersen 5LAX7 5 10 300V AC GLQ Bussmann 1CJ01 1 100m 250V AC GDC Bussmann 1CD06 5 
10 250V AC AGC Bussmann 6F007 5 Equiv. Series GLR, LGR, SLR, Size 12%2 in L x % india 100m = 250V AC $506 Bussmann 2AAL5 5 
3g 250V AC GGC Mersen 5LAX9 5 Vp 300V AC SLR Mersen 5LCC3 5 125m 250V AC GDC Bussmann 1CD07 5 
Jp 250V AC AGC Bussmann 6F008 5 1 300V AC SLR Mersen 5LCC2 5 125m 250V AC $506 Bussmann 2AAL8 5 
AA0 250V AC AGC Bussmann 6F009 5 1% 300V AC SLR Mersen 5LCC5 5 160m 250V AC GDC Bussmann 1CD08 5 
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Fuses Details on page Al. 
qd | CONTINUED F-TeN FERRAZ SHAWMUT IS NOW MERSEN 
MeRS 
Glass Fuses BUSSMANN en 
AC Volt Item ~—— Pkg. AC Volt Item =‘ Pkg. AC Volt Item = Pkg. 
Amps _ Rating Series Brand No. Qty. Amps _ Rating Series Brand No. Qty. Amps _ Rating Series Brand No. Qty. 
Time-Delay Glass Fuses (Cont.) 3 250V AC GMD Bussmann 1CK26 5 1%0 250V AC GDL Mersen 5LAT9 4] 
Equiv. Series 218, GDC, GDG, $506, Size 4 250V AC GMD Bussmann 2ABP5 5 1%0  250V AC MDL Bussmann 6F031 5 
20mm L x 5mm dia (Cont.) 125m —_250V AC GMD Bussmann  1CK19 5 1%0 —200V AC MDL Bussmann 1€M26 5 
160m 250V AC $506 Bussmann 2AAL9 5 250m 250V AC GMD Bussmann 10K23 5 2 250V AC MDQ Bussmann 10M74 865 
200m 250V AC GDC Bussmann 10D11 5 300m 250V AC GMD Bussmann 10K25 5 2 250V AC MDL Bussmann 4XH59 5 
200m 250V AC $506 Bussmann 2AUH9 5 315m 250V AC GMD Bussmann 40X62 5 Z 250V AC GDL Mersen 5LAU0 5 
250m 250V AC GDC Bussmann 1C0D12 5 400m 250V AC GMD Bussmann 40X63 5 24 250V AC MDL Bussmann 1CM34 5 
250m 250V AC $506 Bussmann 2ABY6 5 500m 250V AC GMD Bussmann 1CK27 5 22 250V AC MDQ Bussmann 10M75 = =5 
315m  250V AC GDC Bussmann 1€D15 5 630m 250V AC GMD Bussmann 2ABP7 5 22 250V AC MDL Bussmann 4XH60 5 
315m 250V AC $506 Bussmann 2ABY9 5 750m = 250V AC GMD Bussmann 2ABP8 5 22 250V AC GDL Mersen 5LAU3 5 
400m 250V AC $506 Bussmann 2ABZ2 5 800m  250V AC GMD Bussmann 2ABP9 5 2%0 250V AC MDL Bussmann 6F032 5 
500m = 250V AC GDC Bussmann 10D20 5 Equiv. Series 313, 315, GDL, GDV, MDL, MDQ, 3 250V AC MDQ Bussmann 1CM80 5 
900m = 250V AC $506 Bussmann 2ABZ5 5 MDV, MDX, Size 1% in L x % in dia 3 200V AC MDL Bussmann —_ 4XH61 i] 
630m 250V AC GDC Bussmann 10D24 5 Yoo 250V AC MDL Bussmann 1CM27 5 3 250V AC GDL Mersen 5LAU5 5 
630m 250V AC $506 Bussmann 2AUJ3 5 V0 250V AC MDL Bussmann 1CM28 5 3%0  290V AC MDQ Bussmann 1CM82 5 
800m 250V AC GDC Bussmann 1CD26 5 Ne 250V AC GDL Mersen 5LATO 5 3%0  250V AC GDL Mersen 5LAVO 5 
800m 250V AC $506 Bussmann 2AUJ5 5 Ye 250V AC MDL Bussmann 6F020 5 3%0  2900V AC MDL Bussmann 6F033 5 
Equiv. Series 239, GMC, GSC, Size 20mm L x 5mm dia “Yo 250V AC GDL Mersen 5LARY 5 3% 250V AC MDL Bussmann 1CM37 5 
1 250V AC GMC Bussmann 10J52 5 Yo 250V AC MDL Bussmann 6F021 5 3% 250V AC MDQ Bussmann  1CM81 5 
1%  250V AC GMC Bussmann 2ABN8 5 VB 250V AC MDQ Bussmann 1CM68 5 4 200V AC MDQ Bussmann 10M87 5 
1% 250V AC GMC Bussmann 10J47 5 % 250V AC GDL Mersen 5LAT3 5 250V AC MDL Bussmann 4XH62 5 
1%0 250VAC GMC Bussmann 10/48 2 Vp 250V AC MDL Bussmann 6F022 5 4 250V AC GDL Mersen 5LAV1 5 
2 250V AC GMC Bussmann 10K02 5 00  250V AC MDL Bussmann 1CM382 5 a] 250V AC MDQ Bussmann 1CM89 5 
2” 250V AC GMC Bussmann 1C0J53 5 */A0 250V AC GDL Mersen 5LAU1 5 a] 250V AC MDL Bussmann 4XH63 5 
3 250V AC GMC Bussmann 1CK06 §=5 Ao 250V AC MDL Bussmann 6F023 5 a 250V AC GDL Mersen 5LAV3 5 
3'%00  250V AC GMC Bussmann 40X57 5 V4 250V AC MDQ Bussmann 1CM67 5 6 250V AC MDQ Bussmann 1CM90 5 
3% 125V AC GMC Bussmann 10K03 5 VW 250V AC MDL Bussmann 4XH54 5 6 250V AC GDL Mersen 5LAV4 5 
4 125V AC GMC Bussmann 1CK08 5 WA 250V AC GDL Mersen 5LAT2 5 6 250V AC MDL Bussmann 6F034 a 
5 125V AC GMC Bussmann 1CK10 a Ho 250V AC GDL Mersen 5LAU6 5 6% 250V AC MDQ Bussmann  1CM91 5 
6 125V AC GMC Bussmann 10K13 5 Ho 250V AC MDL Bussmann 6F024 5 6% 250V AC GDL Mersen 5LAV6 5 
6%0 §=6125V AC GMC Bussmann 2ABN9 5 ¥ 250V AC MDQ Bussmann 1CM86 = 5 6% 250V AC MDL Bussmann 6F035 a 
7 125V AC GMC Bussmann 4CX59 5 ¥ 250V AC GDL Mersen 5LAU8 5 i 200V AC MDQ Bussmann 1€M93 5 
8 125V AC GMC Bussmann 1CK16 5 ¥ 250V AC MDL Bussmann 6F025 5 ri 200V AC MDL Bussmann oC774 5 
10 125V AC GMC Bussmann 1C0J50 2 PAL 250V AC GDL Mersen 5LAV2 5 7 250V AC GDL Mersen 5LAV7 5 
638m 250V AC GMC Bussmann 2ABP2 5 v0 250V AC MDL Bussmann 6F026 5 7% — 250V AC MDL Bussmann 1€M39 5 
100m 250V AC GMC Bussmann 10J49 5 Y 250V AC MDQ Bussmann 1CM66 5 8 250V AC MDL Bussmann 4XH64 5 
125m 250V AC GMC Bussmann 10J51 5 Vp 250V AC MDL Bussmann 4XH55 5 8 250V AC GDL Mersen 5LAV8 5 
150m 250V AC GMC Bussmann 40X56 5 Vp 250V AC GDL Mersen 5LAT1 5 9 32V AC MDL Bussmann 1CM41 5 
200m 250V AC GMC Bussmann 10J54 5 “o 250V AC GDL Mersen 5LAV5 5 9 32V AC MDQ Bussmann 1CM97 5 
250m 250V AC GMC Bussmann 1CK01 5 “o 250V AC MDL Bussmann 6F027 5 10 32V AC MDL Bussmann 1CM29 5 
300m = 250V AC GMC Bussmann 1CK04 5 ‘0 250V AC MDL Bussmann 1CM40 5 10 32V AC MDQ Bussmann 1CM69 5 
315m = 250V AC GMC Bussmann 1CK05 5 V4 250V AC MDL Bussmann 4XH56 5 10 125V AC GDL Mersen 5LAT4 h) 
400m 250V AC GMC Bussmann 4TWP4 5 V4 250V AC GDL Mersen 5LAU7 5 irs 32V AC MDL Bussmann 1CM30 5 
500m 250V AC GMC Bussmann 1CK09 5 %o 250V AC GDL Mersen 5BLAVO = 5 12 32V AC MDQ Bussmann 1CM70 5 
600m 250V AC GMC Bussmann 2ABP1 5 "0 250V AC MDL Bussmann 6F028 5 12 125V AC GDL Mersen SLAT/ h) 
750m = 250V AC GMC Bussmann 10K14 §=65 1 250V AC MDQ Bussmann 1CM59 5 15 32V AC MDL Bussmann 10M31 5 
800m 250V AC GMC Bussmann 10K15 5 1 250V AC MDL Bussmann 4XH57 5 15 32V AC MDQ Bussmann  1CM/1 AB) 
Equiv. Series 239, GMD, GSC, Size 20mm L x 5mm dia 1 250V AC GDL Mersen 5LAR8 5 15 125V AC GDL Mersen 5LAT8 5 
1 250V AC GMD Bussmann 1CK20 5 1%0 =§=©250V AC MDL Bussmann 6F029 5 20 32V AC MDL Bussmann 1CM35 5 
1% 250V AC GMD Bussmann 2ABP4 5 1%  250V AC GDL Mersen 5LAT6 5 20 32V AC GDL Mersen OLAU2 5 
1% 250V AC GMD Bussmann 10K17 = 5 1% 250V AC MDL Bussmann 6F030 5 20 32V AC MDL Bussmann 1CM36 5 
1%0 250V AC GMD Bussmann 10K18 §=65 1% = 250V AC MDQ Bussmann 1CM60 5 20 32V AC GDL Mersen OLAU4 5 
2 250V AC GMD Bussmann 10K24 5 1% 250V AC MDL Bussmann 4XH58 5 30 32V AC MDL Bussmann 1CM38 5 
22 250V AC GMD Bussmann 1C0K21 a 1% 250V AC GDL Mersen 5LAT5 5 30 32V AC GDL Mersen 5LAU9 = =5 
Item Pkg. Item Pkg. Item Pkg. 
Amps _ Series Brand No. Qty. Amps __ Series Brand No. Qty. Amps _ Series Brand No. Qty. 
Fast-Acting Ceramic Fuses 2 ABC Bussmann 6F039 5 6%0 $505 Bussmann 1XFF2 5 
ee Equiv. Series 216, GDA, GSD, 2 GAB Mersen 5LAP6 5 8 $505 Bussmann 1XFF4 5 
$501, Size 20mm L x 5mm dia 22 ABC Bussmann 6F040 5 10 $505 Bussmann 2ABX9 5 
re 1 GDA Bussmann 1C€C39 5 2% GAB Mersen 5LAP8 5 500m $505 Bussmann 1TEG9 5 
ra Fe 1% GDA Bussmann 1C€C€34 5 J ABC Bussmann 6F041 5 Equiv. Series 326, GSA, MDA, 
No. 5LAPO 1%o GDA Bussmann 10035 5 3 GAB Mersen 5LARO 5 Size 1% in L x % in dia 
a 2 GDA Bussmann 1C0C43 5 4 ABC Bussmann 6F042 5 VA MDA Bussmann 1CL92 5 
2 $501 Bussmann 2AAK3 5 4 GAB Mersen 5LARS 5 Vp MDA Bussmann 1CL90 5 
22 GDA Bussmann 1C0C40 5 5 ABC Bussmann 6F043 5 V2 GSA Mersen 5LAZ6 5 
2% $501 Bussmann 1VXR7 5 a) GAB Mersen 5LAR4 5 V4 MDA Bussmann 1CM08 5 
TIAN ceecscsnsnris now nersen 3'%100 GDA Bussmann 1C€C44 5 6 ABC Bussmann _6F044_ 5 %/o MDA Bussmann 1C€M19 5 
= 3'%00 = 501 Bussmann 2AAK4 5 6 GAB Mersen 5LARD 5 1 MDA Bussmann 1CL85 5 
BUSSMANN mersen 4 GDA Bussmann 1CC47 5 7 ABC Bussmann 6F045 5 1 GSA Mersen 5LAZ5 35 
aE 4 S501 Bussmann 2AAK5 5 fd GAB Mersen 5LAR6 5 1% MDA Bussmann 1CL87 5 
- 5 GDA Bussmann 1CC50 5 8 ABC Bussmann 6F046 5 1% GSA Mersen 5LCAO 5 
Ceramic Fuses 5 S501 Bussmann 2AAK8_— 5 8 GAB Mersen _ 5SLAR7 5 1% MDA Bussmann 1CL86_— 5 
60 GDA Bussmann 1C0C51 5 9 ABC Bussmann 1BX50 5 1% GSA Mersen 5LAZ9 5 
= AC Voltage Rating 250VAC 63%10 $501 Bussmann 2AAK9 5 10 ABC Bussmann _6F047_ ‘5 2 MDA Bussmann 1CL98 5 
. 8 $501 Bussmann 2ABX6 5 10 GAB Mersen 5LAP3 5 2 GSA Mersen 5LCA3 5 
These fuses protect against overcur- 10 S501 Bussmann 1VXR3 5 7 ABC Bussinall l ue : 2% MDA Bussmann 1CL99 5 
in hiqh- irciii i 50m GDA Bussmann 4TWN6 5 ersen a” GSA Mersen 5LCAD5 5 
rent in high current circuits found in 63m GDA Bussmann 10053 5 15 ABC Bussmann 1BX45 5 3 MDA Bussmann 1CM05 5 
AC or DC electronics, appliances, and 100m GDA Bussmann 4TWN4 5 1 5 GAB _Mersen SLAPS 5 3 GSA Mersen  5LCAG 5 
i i i 160m GDA Bussmann 1CC38 5 ussmann 4 MDA Bussmann 1CM11 5 
electrical equipment. They have higher 200m GDA Bussmann 1C€C41 5 20 GAB Mersen 5LAP7 5 4 GSA Mersen 5LCA7 5 
interrupting ratings and withstand higher ~200m $501 Bussmann 2AAK1 5 26 ABC ZTE u _ 5 5 MDA Bussmann 1CM13 5 
i 250m GDA Bussmann 4TWN5 5 ersen 5 GSA Mersen 5LCA8 5 
temperatures than glass fuses. Ceramic —539°—<eqi Bussmann 2AAK28 30 ABC Bussmann 1BX49_5 6 MDA Bussmann 1CM14_5 
fuses shows no outward signs when 400m @DA Bussmann —1€C46 5 30 : GAB 7 Mersen a SLAR2 5 G GSA Mersen  5LCA9 5 
! 500m GDA Bussmann 1C€C48 5 quiv. Series 322, , size 1% in L x % in dia 64 MDA Bussmann 1CM15 5 
the fuse has blown, 2 they fe typically 500m $501 Bussmann 2AAK6 5 12 GBB Bussmann 1€C€12 5 7 MDA Bussmann 1CM17 5 
tested with a multimeter or ohmmeter to ~630m GDA Bussmann 1€C52. 5 : : G88 sITeSuET ua : 7 GSA Mersen 5LCCO 5 
i i -acti 800m GDA Bussmann 4TWN/ 5 ussmann 8 MDA Bussmann 1C0M18 5 
check their function. Fast-acting fuses (oi series 314, ABC, GAB, 30 GBB Bussmann 1CC18 5 8 GSA Mersen 5LCC1 5 
open within seconds of being exposed Size 1% in Lx Va in dia paeay ai 10 MDA Bussmann 1CL94 5 
ircui % ABC Bussmann 1BX43 5 quiv. Series 215, GSF, : 10 GSA Mersen BLAZ8 5 
to overloads and short circults. They ale Ws ABC Bussmann 1BX42 5 Size 20mm L x 5mm dia 12 MDA Bussmann 1CL95 5 
sensitive to changes in current flow and vs GAB Mersen  SLAP2 5 a S505 Bussmann 2ABY1 5 12 GSA Mersen_—LGAT 5 
ime- 2 Vp ABC Bussmann 1BX41 5 4 505 ussmann 1-5 5 A Bussmann 1CL96 5 
power surges. Time-delay fuses toler te GAB~ Mersen SLAP1 5 140 $505 Bussmann 2ABX8 5. 15. GSA Mersen  SLCA2 5 
ate temporary inrush currents without 3%, ABC Bussmann 6F037__5 2 $505 Bussmann 2ABY3 5 20 MDA Bussmann 1cM03 5 
j j = j 4 GAB Mersen 5LAR1 5 2 505 ussmann 5 ersen 5LCA4 5 
Opening to prevent nuisance blowing, but ABC Bussmann 6F038 5 3'%00 $505 Bussmann 2ABY4 5 25) MDA Bussmann 1CM04 5 
they open when exposed to sustained 1 GAB Mersen  5LAPO 5 4 $505 Bussmann 2ABY5 5 30...MDA Bussmann 1CM10 5 
loads and short circuits. 1% ABC Bussmann 1BX40 5 i S505 = Bussmann 1TEH1 5 
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A 
E-T-N AC Volt DC Volt Body Color Item 
BUSSMANN Amps Rating Rating Style Code Series No. 
SERIES Fast-Acting Telecom Fuses, Indicating 
A Equivalent Series 481, GMS, GMT 
Telecom Protection Fuses 1-1/3A 125VAC 60VDC Pin White GMT 1CK62 
ae 1A 125VAC_60VDC Pin Gray GMT 1CK60 
These fuses open within seconds of being exposed to oA 495VAC BOVE Pin Orange GMT 1CK67 ee 
overloads and short circuits. They are highly sensitive 3A 125VAC 60VDC Pin Blue GMT 1CK68 
to changes in current flow and don't tolerate temporary : on eae aaa a 5 eae vl wae 
: = In ac Ite 

overload currents or power surges. Sometimes called 10 125VAC GOVDC Pin Red/White GMT-1CK65 
alarm fuses, they trigger an LED or audio alarm when Equivalent Series TPA 
they've blown to aid fuse replacement. 20A NotRated 65VDC Cylindrical NoColorCode TPA 4CX91 





E.T-N Fast Acting E-1-N 
BUSSMANN Plug Fuses *®™:5 





= AC Voltage Rating 125VAC 


























- ™ No. 1DC08 
Time-Delay Plug Fuses = Screw-In Body Style 
= AC Voltage Rating 125VAC These are Type W fuses for 
= Screw-In Body Style protecting lighting, heating, and 
These are medium- to heavy-duty fuses for seer - a Fits Fuse item Pkg. 
protecting residential or industrial electrical scant Sea can, tS pene Series No. Aly. 
circuits with motors, relays, or solenoids. oie hiastaceaialtae an Equivalent Series GW, W, WOO 
These slow-blow plug fuses tolerate tempo- cuits. Al lled fast-bl | 1A Nonrejection W  1pC08 4 
rary inrush currents without opening. peters eave Cee ee ee .. 228. - Nonteecton. -_Wo ADGi0 4 
Fits F It Pk Fits F It Pk ieee Tey are nigiy Sensitive BA Noneection Ww tpCt2 ; 
Its Fuse em g. tS Fuse em g. : onrejection 
Amps Block Style Series No. Qty. Amps Block Style Series No. Qty. to changes in current flow and 6A Nonrejection W 6F467 4 
Time-Delay Plug Fuses Equivalent Series GTL, TL, TLO don't tolerate temporary overload BA Nonrejection W  1Dc13 4 
Equivalent Series GSL, SL 20 _Nonrejection TL 6F459 4 currents or power suraes. 10A Nonrejection W 6F468 4 
i Rejection SL  6F462 4 20 Nonrejection TL 6F460 4 P g 
20 Rejection SL 6F463 4 30 Nonrejection TL 6F461 4 E ‘Teh 
30 Rejection SL 6F465 4 Equivalent Series S$, SLO, SOO a 
Equivalent Series GT, T, TOO 1% Rejection S 10204 4 BUSSMANN 
%1o _ Nonrejection T 10264 4 1%0 Rejection S 1€Z07 4 Plug Fuse Holders SERIES 
; taal taal . . 
at Nonrejection {we ae Felection = —4Ez95—g-— | These carry screw-in plug fuses for overcurrent protection 
180 _ Nonrejection T 1C€251 4 3% Rejection S 10222 4 of motor circuits and supplemental protection of residen- 
ot eee i eo j iw pelecton : eee ; tial and industrial branch circuits. They have a threaded 
3 cnreiecton 7 4ez61 5 Rejection S 40799 a receptacle for the fuse and a lid that covers the fuse to 
3%10 _ Nonrejection T  1C263 4 5%o Rejection S 1C€Z30 4 protect against accidental contact with live clips. They're 
3% _Nonrejection 1 16262 4 6% Rejection |S 1232 4 | commonly used in equipment such as pumps, power 
4 Nonrejection T 10265 4 7 Rejection S  1C€Z34 4 tool d HVAC bl 
4% Nonrejection 1  1CZ66 4 8 Rejection S 1¢€235 4 o0!s, an owers. 
5¥in —Nonrejection tT 1¢z69-— 4 10 Rejection Stat 4 ee con wie er 
10 onrejection ejection Cover Unit Fuse On/0 0. of 125 ax. Item 
6 Nonrejection T 1€Z70 4 12 Rejection S  1€Z12 4 Configuration Holders Switches Receptacles HP No. 
6% — Nonrejection T 1€Z71 4 14 Rejection S 1€Z13 4 Plug Fuse Holders 
7 Nonrejection T  1€Z73 4 15 Rejection S 10214 4 214" Handy Box Type 
8 Nonrejection T 10274 4 20 Rejection S 10219 4 Integrated Receptacle 1 0 1 Y  1DH48 
9 Nonrejection T 10Z76 4 25 Rejection S  1€Z20 4 Integrated Switch 1 1 0 % 1DH49 
10 Nonrejection T 10254 4 30 Rejection S  10€Z25 4 Plain 1 0 0 ¥, 1DD98 : 
12 Nonrejection T 10255 4 Equivalent Series TC 254" Switch Box Type No. 1DH48 
14 Nonrejection T 1€Z56 4 25 Nonrejection Tc 1DC02 4 Integrated Receptacle 1 0 1 Y% 1DK48 
15 Nonrejection T 3W757 4 4" Square Box Type 
20 Nonrejection T 3W758 4 Integrated Switch 1 1 0 Y% 1DL58 
25 Nonrejection T 3W759 4 Plain 2 0 0 ¥4 1DNO02 
30 Nonrejection T 3Ww760 4 Plain 1 0 0 ¥, 1DL56 
Total Total 
#of Fuse By of ae. 
Fuses Kit Amp tem uses Kit Amp tem 
Incl. Range Fuses Included Tool Included _ No. Incl. Range Fuses Included Tool Included _No. = 
Glass Fuse Kits Midget & CC Class Fuse Kits = 
Fuse Series Included ABC, AGC, GJV, GMA, GMC, MDA, MDL, MDV Fuse Series Included FNQ, FNQ-R, KTK-R PP 
(5) MDL %, V4, %, %, 1, 1%, 2, eto (2) FNO-R %, 1, 2, 3, 4, 5; (2) (1) FP-2 = 
3,4, 5, 6; (5) MDA 8, 10, 15, 20, 36 gq —_—-FNQ, 10, 15, 20; (2) KTK-R Fuse Puller 1Ed87 — 
30; (5) MDV ¥%, 1, 2, 3; (5) AGC 1, 2, 3, 5, 6, 10, 15, 20, 30 g 
Ye, Va, V2, ¥4, 1, 1%, 2, 2%, 3, Fuse Series Included FNQ-R, LP-CC, KTK-R 
oy ato 6, 7, 8: (5) ABC 10, 15, 20, Voto (3) FNGR %, 3, 5, 10; (3) (1) Fuse Tester/ 
30A (5) GMA Y%, %, 1, 2, 3, 4, 6; None TEJ86 45 ay LP-CC 5, 10, 15, 20, 30; (3) Puller, (1) 6" 4YY90 
oe 2.3 A ° £6) GV Ye KTK-R 5, 10, 15, 20, 30 Wire Strippers 
» £5 9s rocUe-e TUS UL Class Fuse Kits 
ee eee Fuse Series Included FRN-R E:T-N 
HTB-28M Fuse Holder; (2) 4121 (2) FRN-R 3-2/10, 6%, 10 (2) No. 1 Cl 
Fuse Clips; (1) HHB Fuse Holder 3-010 12 08 95 40, 50, 106: 3) elas: (2) No BUSSMANN 
Fuse Series Included ABC, AGC, GLH, GMA, MDL 28 aon ac iAV Eon ae 4 FF19 Fuse SERIES 
6) AGC, 115.4. 67.8, to 100A A . 20, 60, (4) FRN-R an Clamps; 
: -R Reducers use Puller - 
tie ees Fuse Series Included FRN-R, FRS-R Assortment Kits 
205 208 Moy ‘4, RG Me > aby at ’ ee gg 10 to 60, 100: (3) FRSA 1 i. 15 : Piller 1) 6 ayyg | Nese kits include multiple fuses of 
7: (5) GMA V2, 1, 2, 3, 5 100A Reducer. (1) 663-R Sate Wire Strippers different styles, series, or amperage 
Fuse Series included ee are ou er MDA, MDL Fuse Series Included LPJ ratings for use in new installations or 
15; (5) GMC 2, 5 10; (5) MDL 3g to 3) LPJ-SP 3. 5, 6, 10, 15, : (t) ie einen replacements for blown or faulty 
vito Ya 116,83, 3%,3,4,8,6, (1) FT-3 Fuse 100A 20, 25, 30, 40, 50, 60, 10 eet fuses. They help reduce downtime by 
260 0A 18, Oe 20: AGC YA ei Wite Sinpbers Fuse Series Included LPN-RK, LPS-RK providing a supply of commonly used 
1,2: 2%5.3.4,5,6,7, 8.4 3) LPN-RK-10SP. 15, 20, 25, fuses for maintaining overcurrent 
15, 20; (5) ABC'5, 10, 12, 15, 20 39 10 to 59, 60, 100; (3) LPS-AK-10SP, (1) FP-2 Fuse joven g 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


100A 15, 20, 30, 60, 100; (1) 263-R 


Puller: aa 
Reducer; (1) 663-R Reducer 


Lineman Pliers 


protection on electrical systems and 


equipment. 
185 


ELECTRICAL Scan. Order. Done. 








Fuses Details on page Al. 
E-TeN 
BUSSMANN 
SERIES 
Finger-Safe 
Fuse Blocks A Volt C t Visual ‘Nem “item” ‘a 
These are IP20-rated blocks that No. ste Rating "Tyn6 i Indication Series No. No. No. 
enclose fuses to protect against acci- 13M216 Finger-Safe Fuse Blocks for UL Class J Fuses 


Fuse UL Class J, Compatible Fuse Series A4J, AJT, DFJ, 
HSJ, JKS, JLS, JTD, JTD-ID, LDFJ, LPJ, LPJ-I 





dental contact with live wires, clips, and 


i} 
icating- ut Oto30A 600VAC/DC Box Lug Indicating CH 49ZU14 | 49ZU16 49ZU18 
terminals. Indicating-style fuse blocks - FF Oto 30A  GOOVAG/DC Box Lug Nonindicating JT. SKK55 |= — 
have a visual indicator to make it easier ._-- Oo 30A BOOVAC/DC Box Lug __ Indicating JT 5KK57 — = 
to30A —_ 600VAC/DC Box Lug _Nonindicating CH 49ZU13 | 49ZU15 | 49ZU17 
to identify blown fuses for replacement. 3110 60A  600VAC/DC Box Lug Indicating CH 497U20  492U22 | 49ZU24 
1-POLE | 2-POLE | 3-POLE 31to60A 600VAC/DC Box Lug _Nonindicating JT 5KK56 — — 
Amp Voltage Connector Visual Item Item Item 31 to 60A 600VAC/DC Box Lug Indicating JT 5KK58 — — 
Range Rating Type Indication Series No. No. No. 31 to 60A 600VAC/DC Box Lug _Nonindicating CH 49ZU19 | 49ZU21 | 49ZU23 
Finger-Safe Fuse Blocks for Midget Fuses Fuse UL Class J, Compatible Fuse Series FCF, TCF 
Fuse UL Class Midget, Compatible Fuse Series A600, AGU, ATM, ATQ, BAF, BLF, BLN, Oto 30A 600VAC/300VDC BoxLug Nonindicating TCFH 5CFKO — — 
FLM, FLO, FNM, FNQ, FWC, GGU, HC10S, KLK, KLKD, KLM, KTK, OTM, TRM 2 jo SN pox rug ponmnetcating ust aie — — 
Clamp/ ee 0 ox Lug Nonindicating — — 
0 to 30A 600VAC/DC Spade Lug Nonindicating CHM 13M221, 13M223 | 13M225 ae sae aa Be at Renee Salo ae 
Clamp/ ware use ass CC, Compatible Fuse Series ‘ : 
Oto30A 600VAC/DC Box Lug Indicating OPM-1038; — _ 4CX73 0 to 30A 600VAC Box Lug Indicating CCP 14L599 | 14L601  14L602 
Finger-Safe Fuse Blocks for UL Class CC Fuses 0 to 30A 80VDC Box Lug Indicating CCP 14L606 — — 
Fuse UL Class CC, Compatible Fuse Series ATDR, ATMR, Oto 30A 600VAC/300VDC Box Lug Indicating OPM-1038, — — 4CX77 
ATQR, CCMR, FNQ-R, KLDR, KLKR, KTK-R, LP-CC e to ea pak ug repeating OPM-1038; — — 4CX78 
Clamp/ ee use ass J, Compatible Fuse Series 
Clamp/ are to ox Lug ndicating 4 4 4 
O0to30A  600VAC/DC Spade Lug Nonindicating CHCC 49ZU26; — = i to oe GOOVAC BOX Lug § os ced AGU nie AYO BAF. ALE RL 14L616 
Clamp/ a use ass Midget, Compatible Fuse Series A ; , ; , BLF, ; 
O0to30A 600VAC/DC Box Lug Indicating OPM-1038| — — 4CX75 0 to 30A 80VDC Box Lug Indicating CCP 14.607 — — 
Oto 30A 600VAC/DC Box Lug Indicating OPM-1038,| — — 4CX76 0 to 30A 240VAC Box Lug Indicating CCP 14L603 141604 | 14L605 


1-POLE |2-POLE| 3-POLE 


Voltage Connector Mounting Item Item | Item 
Amp Range Rating Type Style No. No. No. 
—E ‘Te Fuse Blocks for Class J Fuses 
Compatible Fuse Series A4J, AJT, DFJ, HSJ, JKS, JLS, JTD, JTD-ID, LDFJ, LPJ, LPJ-1 
BUSSMANN Oto 30A  600VAC/300VDC —_ Box Lug Bolt-Down; DIN Rail | 40LG78 40LG79 


SERIES 


Fuse Blocks 


Provide a single unit for holding one 
or more fuses. They have an open top 


for abt ess to Tuses, clips or studs for Compatible Fuse Series A2D-R, A2K-R, FLNR, FRN-R, 
securing fuses within the block, and KLNR, KTN-R, KWN-R, LLNRK, LPN-RK, TR-R 


terminals for connecting to the circuit. Oto 30A  250VAC/125VDC Pressure Plate Bolt-Down; DIN Rail | 40LG83 40LG69 40LG73 


Oto 30A  600VAC/300VDC Pressure Plate Bolt-Down; DIN Rail | 40LH04 }40LG99| 40LH23 
0to30A 600VAC/300VDC Screw Bolt-Down; DIN Rail | 40LH05 49ZU64 40LG64 
No. 31 to 60A  600VAC/300VDC  BoxLug Bolt-Down; DIN Rail | 40LG90 40LG88 40LG97 
1CP54 61to 100A 600VAC/300VDC Box Lug Bolt-Down; DIN Rail | 39P398 39P399 39P401 
101 to 200A 600VAC/300VDC Box Lug Bolt-Down; DIN Rail | 39P402 39P403) 39P404 
201 to 400A 600VAC/300VDC Box Lug Bolt-Down; DIN Rail | 39P405 39P406 39P407 
401 to 600A 600VAC/300VDC —_—Box Lug Bolt-Down; DIN Rail | 39P408 39P409 39P410 
Fuse Blocks for Class RK1 & RK5 Fuses 





Oto30A  250VAC/125VDC  BoxLug __Bolt-Down; DIN Rail | 40LH34 40LG74\ 40LH25 
1-POLE |2-POLE! 3-POLE 0 to 30A 250VAC Screw Bolt-Down: DIN Rail | 49ZV33 (49ZV34) 49ZV35 
Voltage Connector Mounting Item | Item | Item 31 to 60A  250VAC/125VDC BoxLug _Bolt-Down; DIN Rail | 40LH32 40LG94 40LH19 
Amp Range Rating Type Style No. No. No. 61 to 100A 200VAC/DC Box Lug _Bolt-Down; DIN Rail | 39P346 39P347) 39P348 
Fuse Blocks for Class CC Fuses 101 to 200A 250VAC/DC Box Lug _ Bolt-Down; DIN Rail | 39P349 (39P350, 39P351 
Compatible Fuse Series ATDR, ATMR, ATQR, CCMR, FNQ-R, KLDR, KLKR, KTK-R, LP-CC 201to 400A 250VAC/DC Box Lug _Bolt-Down; DIN Rail | 39P352_(39P353, 39P354 
Oto 30A  GOOVAC/300VDC Pressure Plate Bolt-Down; DIN Rail | 40LH16 |40LH14| 40LH08 401 to 600A 250VAC/DC Box Lug __Bolt-Down; DIN Rail | 39P355_39P356 39P357 
0 to 30A 600VAC/DG Box Lug Bolt-Down: DIN Rail | 49ZT96 |49ZT99|  — Compatible Fuse Series AGD-R, AGK-R, FRS-R, KLSR, KTS-R, KWS-R, LLSRK, LPS-RK, TRS-R 
Pressure Plate Oto30A G6O0VAC/300VDC_ — BoxLug _Bolt-Down; DIN Rail | 40LG61 |40LG77| 40LG60 
0 to 30A 600VAC/DC with Quick  Bolt-Down; DIN Rail | 49ZT97 |49ZU01) 49ZU03 0 to 30A 600VAC Screw Bolt-Down; DIN Rail | 49ZV36_ | — —49ZV37 
cas sooth SOORESOODE “Enc lag’™ BotDoun DW es) —a0eHe aNUy aLeH 
Screw with to ox Lug olt-Down; all | 4 4 40LG87 
Oto30A = BOOVAC/DE Quick Connect Bolt-Down; DIN Rail | 49ZT98 492U02) 492U04 61 to 100A 600VAC/300VDC Box Lug Bolt-Down: DIN Rail | 39P378 (39P379| 39P380 
0to30A  GO0VAC/300VDC  BoxLug _Bolt-Down; DINRail — — | 40LG68 101 to 200A 600VAC/300VDC BoxLug _Bolt-Down; DIN Rail | 39P381 39P382| 39P383 
Fuse Blocks for Class G Fuses 201 to 400A 600VAC/300VDC  BoxLug _Bolt-Down; DIN Rail | 39P384 (39P385| 39P386 
Compatible Fuse Series AG, SC, SLC ch ue SLUR Box Lug _Bolt-Down; DIN Rail | 39P387 | — | 39P389 
Screw with use Blocks for Class T Fuses 
0 to 15A 600VAC/1 70VDC Quick Connect Bolt-Down 1DP74 |1DZ15) 1EK92 Compatible Fuse Series A3T JUN, oe 
Screw with to ox Lug Bolt-Down —  (|2GWA5S| 2GWA6 
20A 600VAC/1 70VDC Quick Connect Bolt-Down 1DP77 — | 1EK95 31 to GUA Ea eee Box Lug Bolt-Down = 1DT31 — 
Screw with to ox Lug olt-Down — — | 1DX10 
25 to 30A 480VAC/300VDC Quick Connect Bolt-Down 1DP80 |1DZ21| 1EK98 Bi to 100A, Sata BOE Lug Boli-Down 2GWAS 2GWC1 49ZV38 
Box Lug with to ox Lug olt-Down GWC4  — | 2GWC5 
31 060A 480VAC/S00VDC Retaining Clip _Bolt-Down — | — | 1DP89 = ~40+%0 600A 300VAC/DC Box Lug Bolt-Down 1cP53.)— | — 
Fuse Blocks for Class H & K Fuses Compatible Fuse Series AGT, JJS, JLLS, LPT 
Compatible Fuse Series NLN, NON, OT, REN, RF, RLN 0 to 30A 600VAC/DC Screw Bolt-Down 492V39 |49ZV40) 49ZV41 
Oto 30A  250VAC/125VDC  BoxLug _ Bolt-Down; DIN Rail | 40LG59 |40LH10) 40LH20 ie uN ae Bo rug poo iit an ICFED 
Screw with ' ; ) ox Lug olt-Down 
Oto 30A = 250VAC/125VDC Quick Connect Bolt-Down; DIN Rail 40LG72 — | — 61 t0 100A G00VAC/DC Box Lug Bolt-Down 2GWC2 2GWC3) 1EMet 
Oto 30A 250VAC/125VDC Pressure Plate Bolt-Down; DIN Rail | 40LH11 40LG76 40LH18 101 to 200A__—BDOVAC/DC Box Lug Bolt-Down 1EK69 | — — 


Oto 30A = 250VAC/125VDC Screw Bolt-Down; DIN Rail | 40LH22 40LG67| 40LH09 Fuse Blocks for Midget Fuses 
31 to 60A  250VAC/125VDC BoxLug _ Bolt-Down; DIN Rail | 40LG95 40LG84) 40LH12 Compatible Fuse Series AGU, ATM, ATQ, BAF, BLF, BLN, FLM, FLQ, 


a to 100A 250VAC Box Lug Bolt-Down 39P334 |) — — FNM, FNQ, GGU, HC10S, KLK, LK? KLM, RIK, OTM, TRM 
to 100A 250VAC/125VDC —_ Box Lug Bolt-Down — (39P335 39P336 crew wit ; ; = 
101 a 200K 250VAC Box Lug Bol-Down 39P337 39P338/ 39P339 Oto 30A  600VAC/300VDC Quick Connect Bolt-Down; DIN Rail | 40LG86 40LH13 
to 5 ox Lug olt-Down 39P340 | — | 39P342 crew wit : ; == =: 
401 to 600A 250VAC Box Lug Bolt-Down — | — | 39P345 Oto 30A = BOOVAC/DC quick Connect _20!t-Down: DIN Rai 492U09 
Compatible Fuse Series NLS, NOS, OTS, RES, RLS, RFS 0 to 30A 600VAC/DC Box Lug Bolt-Down; DIN Rail | 49ZU07 49ZU08| 49ZU10 
0 to 30A 600VAC Pressure Plate Bolt-Down; DIN Rail | 40LG75 |\40LH30| 40LG96 Pressure Plate 
0 to 30A 600VAC Box Lug Bolt-Down; DIN Rail | 40LH26 |40LH17) 40LG81 Oto30A  600VAC/300VDC withQuick  Bolt-Down; DIN Rail | 40LG58 | — | 40LH15 
0 to 30A 600VAC Screw Bolt-Down; DIN Rail | 40LH28 |49ZU58 40LG91 ; Connect 
31 to 60A 600VAC BoxLug __Bolt-Down; DIN Rail | 40LG62 40LG92 40LH36 Glass & Ceramic Fuse Blocks 
61 to 100A 600VAC Box Lug Bolt-Down 39P366 (39P367| 39P368 Compatible Fuse Series 311, 312, 313, 314, 315, 322, 326, 3AG, ABC, ACG, 
101 to 200A 600VAC Box Lug Bolt-Down 39P369 | — | 39P371 GAB, GBB, GDL, GDV, GGC, GSA, MDA, MDL, MDQ, MDV, MDX, MMB 
201 to 400A 600VAC Box Lug Bolt-Down 39P372 | — | 39P374 0 to 30A 300VAC/DC Screw Bolt-Down 10243 | 1DK46| 1DL55 
401 to 600A 600VAC Box Lug Bolt-Down 39P375 | — _— 0 to 30A 300VAC/DC — Quick Connect Bolt-Down 10242 _ _ 
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ELECTRICAL 
Fuses 





E-T-N 


BUSSMANN 
SERIES 


In-Line Fuse Holders 


These are wire-mounted holders that 


No. 1CV50 

















connect anywhere along a circuit to a] 
protect specific lines. They allow these —— 
lines to be isolated in the event of | 
a fault so that the rest of the wiring : 
system won't be affected. 
No. of Voltage Connector Fuse Block Item 
Poles Amp Range Rating Type Design No. 
In-Line Fuse Holders for Class CC & Midget Fuses 
Compatible Fuse Series AGU, ATM, ATQ, BAF, BLF, BLN, FLM, FLQ, 
FNM, FNQ, GGU, HC10S, KLK, KLKD, KLM, KTK, OTM, TRM 
1 0 to 30A 600VAC/DC Crimp Non-Breakaway 1BW56 
1 0 to 30A 600VAC/DC —_Crimp/Setscrew Breakaway with Boots 1CV50 
1 0 to 30A 600VAC/DC Crimp Breakaway with Boots 6F453 
1 0 to 30A 600VAC/DC —_Crimp/Setscrew —_— Non-Breakaway 49ZU52 
2 0 to 30A 600VAC/DC Crimp Non-Breakaway 49ZU55 
2 0 to 30A 600VAC/DC Crimp Breakaway with Boots 49ZU56 
In-Line Fuse Holders for Glass & Ceramic Fuses 
Compatible Fuse Series 311, 312, 313, 314, 315, 322, 326, 3AG, ABC, ACG, 
GAB, GBB, GDL, GDV, GGC, GSA, MDA, MDL, MDQ, MDV, MDX, MMB 
1 0 to 15A 32VAC/DC Wire Leads Non-Breakaway 1DL30 
1 Oto20A 250VAC/125VDC Crimp Non-Breakaway 1DD10 
Compatible Fuse Series SFE-20 
1 0 to 20A 32VAC Wire Leads Non-Breakaway 1DL29 
No. 
ETN a 
BUSSMANN 
SERIES 
Panel-Mount Fuse Holders 
These fuse holders have a cylindrical body that houses fuses and fits 
into electrical control panels and enclosures. 
Voltage Connector Fuse Mounting Item 
Amp Range Rating Type Cap Style Hole No. 
Panel-Mount Fuse Holders for Class CC & Midget Fuses 
Compatible Fuse Series AGU, ATM, ATQ, BAF, BLF, BLN, FLM, FLQ, 
FNM, FNQ, GGU, HC10S, KLK, KLKD, KLM, KTK, OTM, TRM 
0 to 15A 600VAC Ya" Quick Connect Screw Knob 1%4'dia. 49ZU62 
0 to 30A 600VAC/DC Ys" Quick Connect Screw Knob %'x'%e6' 1DW14 
0 to 30A 600VAC/DC Ya" Quick Connect Screw Knob 1%4' dia. 6F455 
0 to 30A 600VAC Ya" Quick Connect Screw Knob 1%4'dia. 49ZU60 
Panel-Mount Fuse Holders for Glass & Ceramic Fuses 
Compatible Fuse Series 215, 216, 217, 218, 235, 239, GDA, GDB, GDC, 
GDG, GGM, GMA, GMC, GMD, GSB, GSC, GSD, GSF, S500-506 
Oto16A 250VAC/32VDC ¥%16' Quick Connect Screw Knob 1%" x 2%" 6 F456 
Compatible Fuse Series 311, 312, 313, 314, 315, 322, 326, 3AG, ABC, ACG, 
GAB, GBB, GDL, GDV, GGC, GSA, MDA, MDL, MDQ, MDV, MDX, MMB 
Oto15A  250VAC/125VDC Solder Bayonet Knob %'x%%4" 1CV80 
Oto15A  250VAC/125VDC Ys" Quick Connect Bayonet Knob %" x 1%" 1CV90 
Oto20A  250VAC/125VDC Ya" Quick Connect Bayonet Knob 2" x '%2" 10V89 
Oto20A  250VAC/125VDC ¥i6' Quick Connect Screw Knob %' x 2%a'_ =1DD27 
Oto20A  250VAC/125VDC Right Angle %4" Quick Connect Screw Knob ‘%'x2%a"_ 1DD33 
Oto20A  250VAC/125VDC Ya" Quick Connect Screw Knob %' x '%2" 1DD47 
Oto30A  250VAC/125VDC Solder Bayonet Knob %" x 1542" 6F457 
Panel-Mount Holders for Glass & Ceramic Fuses with Knob 
Compatible Fuse Series GLQ, GMQ 
0 to 1-6/10A 300VAC Wire Leads — Ze x 4%s" 1CW02 
0 to 1/2A 300VAC Wire Leads — Ze x 4s" 1CW03 
0 to 3-1/2A 300VAC Wire Leads — Ze x 4%" 1CW05 
0 to 5A 300VAC Wire Leads — Ze’ x 4%" 1CW06 
0 to 6-1/4A 300VAC Wire Leads — Ze x 4%s" 1CW07 
0 to 10A 300VAC Wire Leads — Ze x 4a" 1CW04 
Compatible Fuse Series GLR, GMF, GRF, LGR, LMF, SLR, SMF 
0 to 12A 300VAC Wire Leads — Ze x 4%" 1C0W08 
0 to 15A 300VAC Wire Leads — Ze x 4s" 49ZU57 
ite 
Fuse E-1-N No. 6F448 
Reducers s“ans 
SERIES 


Adapt lower-rated fuses to fit 
higher-rated fuse blocks, fuse 


holders, and fused disconnect Max. Max. 
switches. They're used on fuses Amp Range Amps Voltage 
Fuse Reducers 
of the same class and voltage For Fuse Class H, K 
itchi iaher 0to30A  60A  250VAC 
when switching from highe yeag8 —poa —sonvae 
amperage to lower amperage 31to60A 100A 250VAC 
inas. main- 31to60A 100A  600VAC 
ratings These reducers : For Fuse Class RK1, RK5 
tain a strong electrical contact 01030A  60A  250VAC 
to help ensure proper fuse Qto30A_ _60A__—6OOVAC 
Pp oe 31to60A 100A 250VAC 
operation. UL Listed and CSA 21t060A 100A 6O00VAC 
Certified. 31to60A 200A 600VAC 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








Fits Fuse 
Block Style 


Nonrejection 
Nonrejection 
Nonrejection 
Nonrejection 


Rejection 
Rejection 
Rejection 
Rejection 
Rejection 


Item 
No. 


6F448 
6F451 
6F450 
6F452 


1DH24 
1DX81 
1EN80 
1EP28 
1EV68 


No. 2G462 





E-T-N 


BUSSMANN 
SERIES 


Fuse Block Covers 


These covers fit over fuses in open fuse blocks to protect against accidental 
contact with live wires, clips, and terminals. 


Nonindicating Indicating 
Item Item 
Amp Range For Use With H No. H No. 
CVR Fuse Block Covers 
For Fuse Class CC and wicget = Gulch 
ussmann Blocks with Quick- i i 
0 to 30A : Conneot Terminals 3.7/0" 40LG80 3.70" 40LH31 
ussmann Blocks without F ; 
0 to 30A Guick-Conneet leaninals 3.7/0" 40LHO2 3.70" 40LG85 
For Fuse Class H, RK5 and RK1 
0 to 30A Most Brands of Fuse Blocks 3.90" 40LG66 3.90" 40LH06 
0 to 30A Most Brands of Fuse Blocks 7.20" 40LG63 |) 7.20" 40LH29 
31 to 60A Most Brands of Fuse Blocks 4.20" 40LHO3 | 4.20" 40LG65 
31 to 60A Most Brands of Fuse Blocks 7.20" 40LH35 | 7.20" 40LH27 
Mfr. Model No. HM60100-1CR, HM60100- 
61 to 100A 2CR, HM60100-3CR, RM60100-1CR, 2.90" 39P390 2.90" 39P394 
RM60100-2CR, RM60100-3CR 
Mfr. Model No. HM25100-1CR, HM25100- 
61 to 100A 2CR, HM25100-3CR, RM25100-1CR, 2.80" 39P358 2.80" 39P362 
RM25100-2CR, RM25100-3CR 
Mfr. Model No. HM25200-1CR, HM25200- 
101 to 200A 2CR, HM25200-3CR, RM25200-1CR, 3.70" 39P359 3.70" 39P363 
RM25200-2CR, RM25200-3CR 
Mfr. Model No. HM60200-1CR, HM60200- 
101 to 200A 2CR, HM60200-3CR, RM60200-1CR, 3.60" 39P391 3.60" 39P395 
RM60200-2CR, RM60200-3CR 
Mtr. Model No. HM60400-1CR, HM60400- 
201 to 400A 2CR, HM60400-3CR, RM60400-1CR, 4.60" 39P392 4.60" 39P396 
RM60400-2CR, RM60400-3CR 
Mfr. Model No. HM25400-1CR, HM25400- 
201 to 400A 2CR, HM25400-3CR, RM25400-1CR, 4.60" 39P360 4.60" 39P364 
RM25400-2CR, RM25400-3CR 
Mfr. Model No. HM60600-1CR, HM60600- 
401 to 600A 2CR, HM60600-3CR, RM60600-1CR, 6.00" 39P393 6.00" 39P397 
RM60600-2CR, RM60600-3CR 
For Fuse Class J 
0 to 30A Most Brands of Fuse Blocks 4.30" 40LG70 | 4.30" 40LHO7 
31 to 60A meet Srands of tuse pees 7.20" 40LH33 | 7.20" 40LG98 
r. Model No. -1CR, i i 
61 to 100A seo 00-2CR, JM60100-3CR 2.90" 39P411 2.90" 39P415 
r. Model No. -1CR, i i 
101 to 200A JM60200-2CR, JM60200-3CR 3.60" 39P412 3.60" 39P416 
r. Model No. -1CR, i i 
201 to 400A JM60400-2CR, JM60400-3CR 4.60" 39P413 | 4.60" 39P417 
r. Model No. -1CR, i i 
401 to 600A JM60600-2CR, JM60600-3CR 6.00" 39P414 6.00" 39P418 
SAMI Fuse Block Covers 
For Fuse Class CC and Midget 
0 to 100A Most Brands of Fuse Blocks 3.82' 2G464 | 3.82" 2G462 
For Fuse Class H, K5, RK5 and RK1 
0 to 30A Most Brands of Fuse Blocks 2.07" 2G444 7.03" 2G442 
31 to 60A Most Brands of Fuse Blocks 2.18 2G456 | 8.20 2G454 
For Fuse Class H, K5, RK5 and RK1 (250VAC), J (G00VAC) 
0 to 60A Most Brands of Fuse Blocks 1.94" 2F994 5.02" 2F986 
For Fuse Class H, K5, RK5 and RK1 (250VAC), T (G00VAC) 
0 to 30A Most Brands of Fuse Blocks 3.82' 2G472  3.82' 2G470 


No. 
1HCH1 














No. 
6F44e «OE Teh 
BUSSMANN 





Fuse Pullers 


Safely remove fuses from blocks and holders without breaking them. 


SERIES 


Overall Item 
Length Color For Use With Material Brand No. 
Small Fuse Pullers 
2' ‘Yellow ass The and Bre Uses. Nylon Bussmann 5KK54 
i Fuse Types 0-30, or 0-60, 
4) Blue 250V, 13%0" to 1346" dia. Fuses Nylon Bussmann 6F446 
7¥4" White For 0 to 60A I-Tron Fuses ward too oy Bussmann 1BZ81 
" " "oat ig a ie ectric, ass- 
5 Yellow For 250V, %2" to 2" dia. Fuses Filled Polypropylene IDEAL 39N412 
: For 0 to 30A/250V, 4" 
3) Yellow io 16° dia Fses Nylon IDEAL 39N415 
Medium Fuse rulers. 1 ia 0 TOG 
1 "to 194" dia. 0 to 
71% Gray to 60 Amperes Fuses 7 ia . Bussmann 6F447 
" " nos ig ae ie ectric, ass- 
7¥" Yellow Yo" to 1" dia. Fuses Filled Polypropylene IDEAL 3KUU6 
Medium Fuse Pullers. wiTest Holts. : 
' ulls “6' to 1" dia. Fuses , 
Large Fuse Pullers 
7%" Gray 1¥4" to 2¥" dia. Fuses ako teen a Bussmann _1BZ80 
i i fog igh-Dielectric, Glass- 
11%" Yellow Ya" to 22" dia. Fuses Filled Polypropylene IDEAL 1HCH1 
7¥4" Yellow %e' to 1" dia. Fuses Nylon IDEAL 3KUU8 


ELECTRICAL Scan. Order. Done. 
Circuit Breakers Details on page Al. 








by Schneider Electric 


Q0® (Plug-in) and QOB (Bolt-On) Circuit Breakers 











= 120/240VAC Qwik-Open® (QO) breakers are for use only with QO load centers and 
= Visi-Trip® indicator NQ/NQOD panelboards. QOB breakers are for use only with NQ/NQOD 
= Standard and VH breakers are UL Listed as HACR type panelboards. Rated for aluminum and copper conductors. 
1-POLE 2-POLE 3-POLE 
1-Pole QO® QO Plug-In QOB Bolt-On QO Plug-In QOB Bolt-On QO Plug-In QOB Bolt-On 
Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Plug-In Amps| __ Model No. Model No. Model No. Model No. Model No. Model No. 
Standard 10kA at 120/240V AC IR 
10 Q0110 5B720 QOB110 —_ 1H822 Q0210 —_5B738 Q0B210  2DM53 Q0310 10320 QOB310 2DM79 
15 Q0115 10230 * | QOB115 —‘1H823 Q0215  —1D254 QOB215 —_-1H884 Q0315 —_-1D321 QOB315 —_-1H893 
20 Q0120 10234 * | Q0B120 —_‘1H824 Q0220 —-1D301 QOB220 —_1H885 Q0320 —_-1D322 Q0B320 —_1H894 
25 Q0125 5B723 Q0B125 2DM46 Q0225 _-5B741 Q0B225 2DM65 Q0325 —_5B760 Q0B325  2GNF6 
30 Q0130 1D239 Q0B130 ——«1H825 Q0230 _-1D307 Q0B230 —_—-1H886 Q0330 —_-1D324 Q0B330 —_1H895 
35 Q0135 5B726 Q0B135 — 2GNE9 Q0235 «5 B743 Q0B235 2DM70 Q0335 ‘5 B761 Q0B335  2GNF9 
40 Q0140 10243 QOB140 —«1H826 Q0240 —-1D311 QOB240 —_—1H887 Q0340 —-1D326 Q0B340 —_—-1H896 
45 Q0145 5B727 Q0B145 ——- 2GNF3 Q0245 «5 B744 Q0B245 _2DM72 Q0345 5762 Q0B345 2DM95 
50 Q0150 10244 QOB150 —«1H879 Q0250 —-1D313 QOB250 —_—-1H888 Q0350 —-1D327 QOB350 —_—-1H897 
60 Q0160 1D246 QOB160 —_—1H880 Q0260 —-1D315 QOB260 —_1H889 Q0360 —_-1D328 QOB360 —_‘1H898 
70 Q0170 10247 QOB170 —-2GLE4 Q0270 —-1D317 QOB270 —_1H890 Q0370 —_:1D329 QOB370 _ 2DNO1 
80 — — — — Q0280 —-1D318 QOB280 2GLJ6 Q0380 —_: 1D330 QOB380 —_ 2DN04 
90 = — = — Q0290 —-1D319 Q0B290 —- 2GLJ8 Q0390 —_-1D331 Q0B390 —_‘ 2GLN7 
100 — = = — Q02100 1D251 QOB2100 _1H881 Q03100 _5A539 Q0B3100 _1H891 
1-Pole M10 = — = — Q02110  1D252 Q0B2110 2DM56 — — = — 
QOB Bolt-On Q02125  1D253 Q0B2125  1H882 — — — — 


wi (vig Interrupting Capacity), 22kA at 120/240V AC IR 
QO115VH  2GLP4 QOB115VH  2GLC4 QO215VH 2GLR4 QOB215VH 2GLF3 QO315VH 2DG81 QOB315VH 2GNH2 





Mi QO120VH  1D238 QOB120VH  2DM45 QO220VH  1D306 QOB220VH  2GLF8 QO320VH  2GLX2 QOB320VH  2GLL1 
30 QO130VH = 1D242 QOB130VH  2DM48 QO230VH  1D310 QOB230VH  2GLG6 Q0330VH  1D325 QOB330VH  2GLL5 
40 — _ — QO0240VH  2DH30 QOB240VH 2GLH2 QO340VH  2DG87 QOB340VH  2GLL8 
20 — _ — = QO250VH = 2GLV5 QOB250VH  2GLH7 QO350VH  2GLY2 QOB350VH  2GLN2 
60 — _ — _ QO260VH  2GLV8 QOB260VH  2GLJ2 QO360VH  5B/64 QOB360VH 2DM99 
80 — = _ _ QO280VH  2GLW3 QOB280VH  2GLJ7 QO380VH  2GNG6 QOB380VH  2GLN6 
100 — _ — _ QO2100VH 2GNG3 QOB2100VH 2GLE/ QO3100VH 2DG78 QOB3100VH 2GLK4 
125 — _ — _ Q02125VH 2DG53 QOB2125VH ae _ _ QOB3125VH 2DM83 
150 Q02150VH 2GLR6 QOB2150VH 2GLF4 —_— _ QOB3150VH 2DM84 
Shunt Trip, Type 1021 Provide Remote Trip f from a Separate Circuit, 20/208 eA OVAE Control, 10kA at razaav AC IR 

ID Q01151021 =2GLP5 QOB1151021 2GLC5 002151021 2GLR7 0082151021 LF5 Q03151021 2GLW8 QOB3151021 2GLK8 
20 Q01201021  2CT17 QOB1201021 2GLC8 Q02201021 2DG56 QOB2201021 SELES Q03201021 2GLX3 QOB3201021 2GLL2 
30 | Q01301021  2GLP6 Q0B1301021 2GLD7 =| Q02301021 2DG61 Q0OB2301021 2DM66 Q03301021 2DG84 Q0B3301021 2GLL6 
40 | Q01401021  2GNH5 QOB1401021 2GLD9 | Q02401021 2GLV2 Q0B2401021 2GLH3 Q03401021 2GLX9 QOB3401021 2GLL9 


1-Pole 90 | Q01501021  2GLR1 QOB1501021 2GLE2 = Q02501021 2GLV6 QOB2501021 2GLH8 Q03501021 2DG88 QOB3501021 2GLN3 
Tandem 60 | Q01601021 2GLR2 QOB1601021 2GLE3 = Q02601021 2GLV9 QOB2601021 2GLJ3 Q03601021 2GLY3 QOB3601021 2GLN4 
10 = = QOB1701021 2GLE5 = Q02701021 2GLW2 QOB2701021 2GLJ5 Q03701021 2GLY4 QOB3701021 2DN02 
80 = = = = Q02801021 2GLW4 QOB2801021 2GNH8 Q03801021 2GLY5 QOB3801021 2DN05 
90 = = — — Q02901021 2GLWS5 QOB2901021 2GLK1 Q03901021 2GLY7 QOB3901021 2GLN9 


100 Q021001021 2DG50 QOB21001021 2GLE8 Q031001021 2DG77 ~=—|Q0B31001021 2DM80 
HID (High Intensity Discharge), For Use In Li Lighting Panels, Switch Rated, 10kA IR 

15 QO115HID ~=1D232 QOBI15HID  2GLC2 QO215HID 1D256 QOB215HID 2GLF2 QO315HID 2GLW6 QOB315HID 2GLK6 

20 QO120HID  1D236 QOBI20HID  2DM43 QO220HID 1D305 QOB220HID 2GLF7 QO320HID 2GLW9 QOB320HID 2GLK9 

30 QO130HID 1D241 QOBI30HID 2GLD6 QO230HID 1D309 QOB230HID 2GLG4 _ —_ = —_ 

90 — — — — — — QOB250HID 2GLH6 — — — — 
HM (High Magnetic), Recommended For High Initial Inrush Loads, 10 kA IR 


15 QO115HM =: 1D233 * § QOBI15HM = 2GLC3 — _ _ — — — — — 

20 QO120HM ~—=- 1D237 QOB120HM 2DM44 — — — — — — 
H ae Listed 5kA IR on 3-Phase Corner Grounded Delta Systems), 10KA at 120/240 AC IR 

100 QOB2100H 2GLE6 — _ —_— — 


“" (Switch Neutral), 2 Pole Breakers Have 1 Hot, 1 Neutral, 3 Pole Bi Breakers Have 2 Hot, 1 Neutral), 10kA IR 
_ QO215SWN_ 5B/39 QOB215SWN 2DM59 QO315SWN 2GLW7 QOB315SWN 2GLK7 


20 = — = — QO220SWN 5B740 QOB220SWN 2GNJ2 QO320SWN 2GLX1 QOB320SWN 2DM8&7 

2-Pole 30 = — = = QO230SWN 5B742 QOB230SWN 2GLG5 QO330SWN  2GLX7 QOB330SWN 2GLL4 
QO Plus-I 40 — — — _— QO240SWN_ 2GLV1 QOB240SWN 2GLH1 QO340SWN 2GLX8 QOB340SWN  2GLL7 
morin 90 = QO250SWN 2GLV4 — = QO350SWN 2GLY1 QOB350SWN 2GLN1 


GFCI (Ground Fault Circuit Ir Interrupter), 6mA Trip, Used Where Personal Protection is Required, 10kA IR 
15 QO115GFI —-1D231 QOB115GFI_ 2GLC1 QO215GFl 1D255 QOB215GFl_ 2GLF1 QO315GFl 6RHG1 QOB315GFl_ 6PHL6 
20 QO120GFI  1D235 QOB1i20GFI  2DG99 QO220GFl 1D304 QOB220GFI_ 2DHO05 Q0320GFl 6RHG3 QOB320GFl 6PHL8 
30 QO130GFI 1D240 QOB130GFl  2DH03 QO230GFl 1D308 QOB230GFI 2DH06 QO330GFl 6RHGS5 QOB330GFI 6RHFS 
40 — _ — _ QO240GFl 1D312 QOB240GFI 2GLG8 QO340GFl 6RHG7 QOB340GFI 6RHF7 
90 = _ _ _ QO250GFl 1D314 QOB250GFI 2GLH5 QO350GFl 6RHG9 QOB350GFI 6RHF9 
60 — — = — QO260GFl 1D316 QOB260GFI 2GLJ1 — _ — _— 
EPD (Equipment Protection Device), 30mA Trip, Used Where Equipment Ground Fault Protection is Required, 10kA IR 
ie QO115EPD  2GLP3 QOB115EPD  2GLA9 QO215EPD 2DM35 QOB215EPD 2GLE9 QO315EPD 6RHGO QOB315EPD 6PHL5 
20 QO12Z0EPD 2DM33 QOB120EPD  2GLC7 QO220EPD 2DM36 QOB220EPD 2GLF6 QO320EPD 6RHG2 QOB320EPD 6PHL/ 
30 QO130EPD 2DM34 QOB130EPD 2GLD5 QO230EPD 2DM37 QOB230EPD 2DM6/ QO330EPD 6RHG4 QOB330EPD 6RHF4 


40 — _— — _— — — QOB240EPD 2GLG7 QO340EPD 6RHG6 QOB340EPD 6RHF6 
90 = = = = QO250EPD 2GLV3 QOB250EPD 2GLH4 QO350EPD 6RHG8 QOB350EPD 6RHF8 
60 = QO260EPD 2GLV7 QOB260EPD 2GLH9 — = — 


AFI (Arc Fault Ir interrupter), h Meets NEC Code Section 210-12 Requirements (Consult Local Codes | for Required Locations), 40KA IR 
15 QO115CAFI 12R454 ¢ | QOB115AFl  2GLA8 
15 QO115AFl = 3XE17 QOB115CAFI| 12R458 tf 
15 | QO115PCAFI 30YE76 tt — _— 

20 | QO120PCAFI 30YE78 t+ — — 
20 QO120CAFI 12R455 t | QOB120AFl 2GLC6 
20 QO120AFl = 3XE18 QOB120CAF| 12R459 tf 

AFI (Arc Fault Interrupter), pee NEC Code Section 210-12 Requirements (Consult Local Codes for Required Locations), 
15 |Q0115VHPCAFI 30YE77 
15 | QO115VHCAFI 12R456 ft QOBT15VHCAFI 12R460 ii — 

20 | QO120VHCAFI 12R457 + QOB120VHCAFI 12R461 + — 
20 Q0120VHPCAFI 30YE79 t+ — 

Q0 Tandem, Used on Older Non-CTL QO Load Centers, 10k at 120/240V AC IR 
15 01515 1D245 
20 Q01520 5B728 — — — 

20 Q02020 1D250 — — 
30 — 0020303020 20649 

QOT Tandem, Used on Newer Me Load Centers that have a Mounting Ra Rail Slot 10kA at 120/240V 
15 QOT1515 1D336 

15/20 Q0T1520 5B778 — — — — 

20 QOT2020 1D337 — — — — 
SB Surge Suppressor, 27kKAKA IR 
3-Pole — — — — — Q02175SB  3XB84 — — — — — — 


QO® Plug-In * UL Listed as SWD (switching duty) rated. t{ Combination are fault interrupter senses both parallel and series arcing. # Plug-on neutral. 
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GRAINGER CHOICE° ELECTRICAL 
Find the yf. Find Solutions. Find Great Prices. Circuit Breakers 


Square D Load Center Selection 
To choose the proper Load Center for your needs, start by asking yourself the following: 
= Do you need a Load Center (14'2"W residential enclosure) = What is the max. amperage size of the service? 


or a panelboard (20"W commercial enclosure)? = How many total spaces does the Load Center require? 

= What type of service do you need: single-phase or 3-phase? = If QO is selected, will you require a Plug-On 

= Do you need an indoor or outdoor Load Center? Neutral arc fault breaker Load Center? 

= What type of Load Center is required, Main Breaker or Main = Verify the Short Circuit Current Rating (SCCR) of the voltage 
Lug? (Main Lug has no main disconnect in the load center.) system to ensure correct Load Center for the application 




















[D] sauaRED 
Q0°® Load Centers pacer eicai: 
= 120/240VAC INDOOR, NEMA 1 OUTDOOR, NEMA 3R 
= Use only QO circuit Can be rotated for top or bottom feed. = Main frame size: QOM1 for convertible 
breakers (see page 188) Required low-profile covers with auto- 100 to 125A; QOM2 for 150 to 225A 
= Accessories available; matic flush adjustment are included = Complete with cover and door 
see Grainger.com® or with some models; see table. Feature split-branch neutral terminals. Can be bottom- 
call 1-800-GRAINGER fed, but wires must be routed to the top of the panel. 
(472-4643) 
INDOOR, NEMA 1 OUTDOOR, NEMA 3R 
Max. No. Rec. Rec. 
No.of of Tandem Flush Surface Item Item 
Phase Amps Spaces _ Breakers W H Cover Cover No. W H No. 
Convertible, Main Circuit Breaker 
1 24 0 14% in 20 2%2 in 1D433 1D434 30YE81 = = = 
1 200 A 30 0 14% in 292% in 1D435 1D436 30YE83 = = = 
1 200 A 42 0 14% in 37 ®%a in 1D441 1D442 2GNU1 = = = 
1 200 A 42 0 14% in 37 ®%a in 1D441 1D442 30YE85 = = — 
1 200 A 54 0 14% in 3934in Mfr. No. QOC54UF Mfr. No. QOC54US 30YE87 a = = 
1 200 A 60 0 14%sin 43 %2in Included Included 30YE88 = = — 
1 225 A 42 0 14% in 37 ®%a in 1D441 1D442 2GNU4 14 %ain 37 8%ain  2GNW1 
3 100 A 27 0 14% in 2927/2 in 1D435 1D436 1D772 14 4%a in 292%2in _ 1D769 
3 125 A 30 0 14% in 39 %in 3XB93 3XB94 2GNU7 144% in 39%in 2GNW4 
3 150 A 30 0 14% in 39 %in 3XB93 3XB94 3XB89 144%4in 39%in 2GNW7 
3 200 A 30 0 14% in 39 %in 3XB93 3XB94 3XB90 144%ain 39%in  2GNX1 
3 200 A 42 0 14% in 39 %in 3XB93 3XB94 3XB91 14 %ain 393%in _2GNX6 , 
3 225 A 42 0 14% in 39 %in 3XB93 3XB94 3XB92 14 4%4 in 39%in  2GNX4 
Convertible, Main Lug 
1 125 A 24 0 14.%in 20 2%2 in 1D433 1D434 30YE80 = = — 
1 150 A 30 0 14% in 292/42 in 1D435 1D436 5F690 = = = 
1 200 A 30 10 14% in 2927/2 in 1D435 1D436 30YE82 = = = 
1 200 A 40 20 = = = = = 14% in 33 2%2in _ 6PHL2 
1 225 A 42 0 14% in 37 ®%a in 1D441 1D442 5F704 = = = 
1 225 A 42 0 14% in 37 ®%a in 1D441 1D442 30YE84 = = =m 
1 225 A 54 0 14% in 3934in Mfr. No. QOC54UF Mfr. No. QOC54US 30YE86 = = — 
Main Lug 
1 30 A 2 0 3 1%6in 6 47a in = Included 5B755 * = = — 
1 40 A 9 0 = = = = = Avhin 9%in _5B756 eueeeer 
1 70 A 2 2 45¥4in 9 1%ain = Included 1D390 4%%in  9%in  1D389 
1 100 A 6 6 82%2in 12 %ein = Included 10420 + | 8%2in 124%sin  1D419 
1 100 A 6 6 8%2in 12 %ein = Included 5B767 = = = 
1 100 A 8 8 8 %2in 12 %ein = Included 5B770 8 °%2in 12 4Veain  1D423 
1 100 A 8 8 8°%2in 12 %ein Included — 5B769 — = = FLUSH | SURFACE 
3 60 A 3 0 Sin 13 Yain = Included 1D413 6%ein 13%ein  1D412 Item Item 
3 125 A 12 0 14.Vin 17 2%2in 1D427 1D428 1D400 144% in 18%oin  1D401_ op Tye No. No. 
3 125 A 20 0 14% in 20 2942 in 1D433 1D434 1D405 144%ain 22 %in 1D406 16 Spaces 1D427 10428 
3 125 A 24 0 14a in 20 2%42 in 1D433 1D434 6B460 — — = 24 Spaces | 1D433 | 1D434 
3 200 A 18 0 14V%ain 29 2/2 in 1D435 1D436 1D402 14 %ain 292%2in  1D403 30 Spaces | 1D435 | 1D436 
3 200 A 30 0 14% in 29 27/2 in 1D435 1D436 1D407 14 4%a in 29 %2in _1D408 42 Spaces | 1D441 | 1D442 
3 225 A 42 0 14% in 37 ®%a in 1D441 1D442 1D409 14 %ain 37 5¥%4in  1D410 42 Spaces |3XB93___| 3XB94 


* Mains rated 25A when aluminum wire is used. Will not accept GFI breaker. ¢ Includes 4 end plates. # Without door. 


2POLE | 3-POLE [| SGUARE'S 





AC Volt Low Amp High Amp Item Item 
Amps Rating Trip Setting Trip Setting No. No. by Schneider Electric 
Standard . 
LAL Series, 42kA at 240V AC 
125A 600V AC 625A 1,250A | 2GMD1 — Adjustable 
150 A 600V AC 750A 1,500A | 2GMD2 5B912 
175A 600V AC 875A 1,750A | 2GMD3 — Molded Case 
200 A 600V AC 1,000A  2,000A | 2GMD4 5B913 H H 
225 A 600V AC 1,125A  2250A | 2GMD5 5B914 Circuit Breakers 
250A 600V AC 1,250A  2500A | 2GMD6 5B915 
300 A B00V AC 1500A 3.000 A 5B910 5B916 Adjustment is set at the front of the breaker. 
350A 600V AC 1,750 A 3,500 A 2GMD7 5B917 MOTOR CIRCUIT PROTECTORS 
400 A 600V AC 2,000A  4000A | 2GMD8 5B918 (MAG-GARD®) 
04 Series, 25kA at 120/240V AC no 3 
250A 240V AC 1,250A  2500A | 2GMD9 5B962 = Magnetic trip only—provides 
300 A 240V AC 1,500 A 3,000 A 5B960 2KDF1 no overload protection 
350A 240V AC 1,750A  3,500A | 2GME1 2KDF2 . 
400 A 240VAC 2,000A 4,000 | 5B961 | 5B965 +‘ For Supplementary protection 
Motor Circuit Protector within equipment 
GL Series, 13KA at GOOV AC = Trip setting tolerances are 
3A 347/600V AC 8.8A a2 A — 2JWT6 20% of salal 
LAL Series, 42kA at 240V AC +2U/0 OF Nominal values 
00 i eae Me re A‘ con A = ae Provide adjustable instantaneous trip when 
400A 600V AC 1 750A 3.500 A — 5B920 used in combination with motor starters with ness 
400 A 600V AC 2000A  4,000A — 5B921 overload relays. “Pole 
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ELECTRICAL 
Circuit Breakers 


Scan. Order. Done. 
Details on page A1. 














NQ/NF Panelboards 


= Complete panelboard requires interior, 


enclosure, and flush or surface cover 


= NQ panelboards are for use with Q0® (plug-in) 
or QOB (bolt-on) breakers; see page 192 


= NF panelboards are for use with EDB 
(bolt-on) breakers; see page 192 
= Tin-plated aluminum or silver- 


by Schneider Electric 





= Use NQ adapter kits with Q and L frame 
breakers, available on Grainger.com® 

= Use NF adapter kits with H and J frame 
breakers; see page 192 

Preassembled main lugs save installation time. Convertible to 

main breaker. End-mounted split neutrals put neutral connections 

on the mains end of the panelboard, away from the high-density 


Interior ; 
No. 4HGX5 plated copper construction . wiring area of the panel-side gutters. UL Listed. 
= Use with ground bar kit No. 5B716 (not included) 
ALUMINUM 
Rec. Rec. BUS COPPER BUS 
No. of Rec. Flush Surface Mfr. Item Item 
Amps Spaces Enclosure Cover Cover Model No. No. 
Panelboard Interior, 1-Phase, 120/240VAC 
1D687 for Main Lug 31X77 for Main Lug 31X78 for Main Lug 
100 18 6B429 for Main Breaker 31X81 for Main Breaker 31X82 for Main Breaker NQ18L1 | 4HGW8 4HGWS 
1D691 for Main Lug 4HGZ9 for Main Lug 31X80 for Main Lug 
100 30 {D698 for Main Breaker 4HHA1 for Main Breaker 37X84 for Main Breaker 'VQS0L1 | 4HGX1 4HGX2 
1D691 for Main Lug 4HGZ9 for Main Lug 31X80 for Main Lug 
225 «30 1D698 for Main Breaker © 4HHA1 for Main Breaker 31X84 for Main Breaker @S0L2 | 4HGX3 4HGX4 
6B429 for Main Lug 4HHA1 for Main Lug 31X84 for Main Lug = 
225042 {D700 for Main Breaker 37X91 for Main Breaker 31X92 for Main Breaker “O42L2 | 4HGXS 
6B429 for Main Lug 4HHA1 for Main Lug 
225 42 1D700 for Main Breaker 37X91 for Main Breaker 31X82 NQ42L2 — 4HGX6 
1D700 for Main Lug A4HHA2 for Main Lug 31X88 for Main Lug 
400 30 {2N640 for Main Breaker 37X94 for Main Breaker 12N641 for Main Breaker 'VQ30L4 | 4HGX7 4HGX8 
1D700 for Main Lug A4HHA2 for Main Lug 31X88 for Main Lug 
400 42 {2N640 for Main Breaker 37X94 for Main Breaker 12N641 for Main Breaker “Q42L4 | 4HGX9 4HGY1 
1D700 for Main Lug AHHA2 for Main Lug 31X88 for Main Lug = 
600 30 {2N640 for Main Breaker © 31X94 for Main Breaker 12N641 for Main Breaker NQSOL6 4HGY2 
1D700 for Main Lug 4HHA2 for Main Lug 31X88 for Main Lug _ 
60042 12N640 for Main Breaker © 31X94 for Main Breaker 12N641 for Main Breaker N@42L6 4HGY3 
Panelboard Interior, 3-Phase, 120/208 to 240VAC 
1D687 for Main Lug 31X77 for Main Lug 31X78 for Main Lug 
100 18 6B429 for Main Breaker 31X81 for Main Breaker 31X82 for Main Breaker NQ418L1 | 4HGY4 4HGY5 
1D691 for Main Lug 4HGZ9 for Main Lug 31X80 for Main Lug 
100 30 {D698 for Main Breaker © 4HHA for Main Breaker 31X84 for Main Breaker NQ430L1 | 4HGY6 4HGY7 
1D691 for Main Lug 4HGZ9 for Main Lug 31X80 for Main Lug 
<n 22530 1D698 for Main Breaker 4HHA( for Main Breaker 31X84 for Main Breaker “@490L2 | 4HGY8 anal 
6B429 for Main Lug 4HHA1 for Main Lug 31X84 for Main Lug 
ooaueee 225 2 {D700 for Main Breaker 31X91 for Main Breaker 37X92 for Main Breaker NQ442L2 | 4HGZ1 4HGZ2 
1D700 for Main Lug 4HHA2 for Main Lug 31X88 for Main Lug 
400 30 {2N640 for Main Breaker © 31X94 for Main Breaker 12N641 for Main Breaker V@430L4 | 4HGZ3 4HGZ4 
1D700 for Main Lug A4HHA2 for Main Lug 31X88 for Main Lug 
400 42 {2N640 for Main Breaker 37X94 for Main Breaker 12N641 for Main Breaker NQ442L4 | 4HGZ5 4HGZ6 
1D700 for Main Lug 4HHA2 for Main Lug 31X88 for Main Lug _ 
600 30 {2N640 for Main Breaker 37X94 for Main Breaker 12N641 for Main Breaker NQ430L6 4HGZ7 
1D700 for Main Lug 4HHA2 for Main Lug 31X88 for Main Lug _ 
600 42 {2N640 for Main Breaker 37X94 for Main Breaker 12N641 for Main Breaker VQ442L6 4HGZ8 
Panelboard Interior, 3-Phase, 277/480YVAC 
1D687 for Main Lug 31X77 for Main Lug 31X78 for Main Lug 
125 18 6B429 for Main Breaker 31X81 for Main Breaker 31X82 for Main Breaker NF418L1 | 31201 31202 
1D691 for Main Lug 4HGZ9 for Main Lug 31X80 for Main Lug 
125 30 1D698 for Main Breaker 4HHA( for Main Breaker 3TX84 for Main Breaker NP480L1 | 31203 31204 
6B429 for Main Lug 4HGZ9 for Main Lug 31X80 for Main Lug 
250 30 {D700 for Main Breaker  4HHA1 for Main Breaker 31X84 for Main Breaker 'F430L2 | 31205 31206 
1D698 for Main Lug 4HHA1 for Main Lug 31X84 for Main Lug 
250 42 29P067 for Main Breaker 37X91 for Main Breaker 31X92 for Main Breaker NP442L2 | 81208 31209 
1D700 for Main Lug A4HHA2 for Main Lug 31X88 for Main Lug 
400 30 {2N640 for Main Breaker © 37X94 for Main Breaker 12N641 for Main Breaker NP480L4 | 381207 22P072 
22P067 for Main Lug 31X91 for Main Lug 31X92 for Main Lug = 
400 42 29P068 for Main Breaker 31X96 for Main Breaker 31X97 for Main Breaker F442L4 | 22P074 
Flush 1D700 for Main Lug 4HHA2 for Main Lug 31X88 for Main Lug = 
bey rate 600 30 {2N640 for Main Breaker © 31X94 for Main Breaker 12N641 for Main Breaker NF480L6 22P073 
. 600 42 22P067 for Main Lug 31X91 for Main Lug 31X92 for Main Lug NF449L6 _ 22P075 
22P068 for Main Breaker 31X96 for Main Breaker 31X97 for Main Breaker 
D Mfr. ltem Mfr. Item 
L W (in.) Model No. Description Model No. 
Panelboard Enclosures, NEMA 1, Indoor Accessories 
96.00" 50.00" BY MH26 {D687 NQ Neutral Bar, Copper, 100A NONTCU 4HHAG 
32.00" 50.00" By MH32 1D691 NQ Neutral Bar. Copper, 225A NON2CU 4HHA7 
38.00" 50.00" By MH38 6B429 NO Neutral Bar, Copper, 600A NON6CU 4HHAS 
44.00" 50.00" By MH44 1D698 NF Neutral Bar, Copper, 125A NFNICU 29P077 
50.00" 50.00" By MH50 1D700 NF Neutral Bar, Copper, 225A NFN2CU 29P078 
56.00" 50.00" 59 MH56 22P067 NF Neutral Bar, Copper, 600A NFN6CU 29P079 
62.00" 20.00" 54 MH62 12N640 Ground Bar Kit, 27-Terminal, Aluminum PK2/7GTA 5B716 
68.00" 50.00" By MH68 22P068 NO Filler Plate, Pkg. of 15 NOFP15 4HHAS 
FLUSH SURFACE NE Filer Pate, Pia o 15 : NFFP15 22P076 
Mfr. Item Item ain Circuit Breaker Adapter Kit, 
Description Model No. No. 250A, H and J Frame Breakers nOMIBENY ial 
Covers NQ Main Circuit Breaker Adapter Kit, 250A, Q Frame Breakers NQMB2Q 4HHA4 
Nonventilated, 26"H x 23"W x 5%'D NC26 31X77 31X78 NQ Main Circuit Breaker Adapter Kit, 400A, L Frame Breakers NQMB4LA 4HHA5 
Nonventilated, 32"H x 20"W x 534'D NC32 4HGZ9 3TX80 NF Main Circuit Breaker Adapter Kit, 150A, H Frame Breakers N150MH 22P069 
Nonventilated, 38°H x 20"W x 534"D NC38 31X81 31X82 NF Main Circuit Breaker Adapter Kit, 250A, J Frame Breakers N250MJ 22P070 
Nonventilated, 44°H x 20'W x 534"D NC44 4HHA1 31X84 NF Main Circuit Breaker Adapter Kit, 400A, L Frame Breakers N400M 22P071 
Ventilated, 50°H x 20°W x 5¥"D NC50V 4HHA2 31X88 
Ventilated, 56"H x 20°W x 5%'D NC56V 3TX91 31X92 
Ventilated, 62°H x 20°W x 5%'D NC62V 3TX94 {2N641 
Ventilated. 68°H x 20°W x 5¥"D NC68V 31X96 31X97 
Max. Surge Current per Phase 
Nominal 80kA | 100kKA | 120kA | 160kKA | 200kA | 240kA 
Modes of Discharge Mfr. Item Item Item Item Item Item 
Voltage Phase Protection MCOV VPR Current Model No. No. No. No. No. No. 
SPD Internal, For NQ Panelboards, Field Installable Using 12 Circuits In Panelboard 
High Leg Delta ete a ite, OW AG H-6) WOORY (HNL Lt} poe (HEL) 20kA  SSPO3BIA_PBQ1 | 30FW76 | 30FW77 | 30FW78 | 30FW79 | 30FW80 | 30FWS1 
120/208VAC Wye 3 L-G, L-L_L-N.N-G 150V AC 600V (N-G), 700 (6 -Nl), 1000V (L-L) 20kA SSPO2BIA_PBOT | 3OFW70 | 3OFW71 | 30FW72 | 30FW73 | S0FW74 | 30FW75 
120/240VAC 1 L-G. L-L_L-N, N-G t50V AC G00V (N-G), 700V(L-G, L-N), t000V(L-L)20kA SSPO1BIA-PBOT | 30FW64 | 30FWo5 | 30FW66 | 30FW67 | 30FWos | 30FW69 
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GRAINGER CHOICE” _ ELECTRICAL 
Find the yf. Find Solutions. Find Great Prices. Circuit Breakers 
: 7 ‘“ [BD] ssuaRED 
HomeLine® Load Centers and Circuit Breakers ee 
= 120/240VAC 1-phase = 3 ground bar-mounting locations 
= 10K AIR with main lugs = UL Listed as HACR type 
= Split-branch neutral 
Max. No. Rec. Rec. Rec. NEMA 1 NEMA 3R 
No. of of Tandem Flush Surface Ground Mfr. Item Mfr. Item 
Amps Spaces Breakers Cover Cover BarKit| H Ww oO Model No. H W OD Model No. 


Load Centers 








2 2 — Included 5B/17 |9'%6a" 45%4" 34" HOM24L70S 1D512 | 9%" 4%° 4" HOM24L70RB~ 1D511 
100 6 6 Included = — 1D374 |12%6' 82%2" 44" HOM612L100F 1D519 —_- — — — _— 
100 6 6 — Included 1D374 |12%6' 82%2" 4%" HOM612L100S 1D521 |1241%64"82%2" 4%" HOM612L100RB 1D520 
1-POLE 2-POLE 1-POLE 2-POLE 
Mfr. Item Mfr. Item Mfr. Item Mfr. Item NEMA 3R 1-Pole Standard 
Amps Model No. Model No. Amps Model No. Model No. No. 1D520 No. 1D340 
Miniature Circuit Breaker, Standard Miniature Circuit Breaker, Arc Fault Circuit Interrupter 
15 HOM115 1D340 ~* HOM215 1D350 15 HOM115AFI 3XE15 —_— —_— 
20 HOM120 1D342 ~* HOM220 1D352 15 HOM115CAFI 12R452_ Tt — —_— 
25 HOM125 2KDF4 HOM225 5B684 20 HOM120AF|I 3XE16 —_— — 
30 HOM130 1D344 HOM230 1D354 20 HOM120CAFI 12R453 OT —_— —_— 
35 — — HOM235 5B685 Miniature Circuit Breaker, Ground Fault 
40 HOM140 1D345 HOM240 1D356 Circuit Interrupter (Class A - 5mA) 
45 — — HOM245 5B686 15 HOM115GFI 1D341 HOM215GFI 1D351 
50 HOM150 1D346 HOM250 1D358 20 HOM120GFI 1D343 HOM220GFI 1D353 
60 — — HOM260 1D359 25 — — HOM225GFI 2GNY1 
70 — — HOM270 1D360 30 — — HOM230GFI 1D355 
80 — — HOM280 1D361 40 — —_— HOM240GFI 1D357 
90 — — HOM290 1D362 50 — — HOM250GFI 2GNY3 
100 — — HOM2100 1D349 Miniature Circuit Breaker, Tandem 
110 — — HOM2110 2GNX8 15 HOM1T1515 1D364 —_— _ 
125 — — HOM2125 5B681 15/20 HOMT1520 5B709 _ — 7 
150 —_— — HOM2150 5B682 + 15/30 — — HOMT1515230 5B/08 - 
200 — — HOM2200 22P066 + 20 HOMT2020 1D365 HoMTooonoaG at 
* UL Listed as SWD (switching duty) rated. t Combination are fault 20/30 = = 1-Pole GFCI Tandem 
interrupter senses both parallel and series arcing. + Requires 4 spaces. Surge Protection Device 
P P g. # Req P Bk —_ —__ HOM2175SB.3XB85 No. 1D341 No. 5B710 


rt tt 


we E_4 


No. 1D339 No. 1D249 





Fo 


No. 1D525 No. 1D248 





No. 5B777 





~ x 





No. 2DK43 
No. 5B719 No. 1D373 No. 2DH55 No. 2DM13 
No. 2DJ87 
[D] scuareD 
ara ae Mfr. Item 
Description Model No. 
Load Center and Panelboard Accessories eae Te Cones on halacent TDO/S4OVAC Single- aR cGRaa 
. Pole QO Breakers to Independent Trip 2-Pole 
UL Listed. Handle Tie, Converts Any 2 Adjacent 120/240VAC, Single-Pole sone 40030 
Mt Side-by-Side QOT Breakers to Independent Trip 2-Pole 
fi Item Ground Bar Kits 
Description Model No. ; : 
circuit Broakerand Panclbeard [ecbime Devi 4-Terminal, for #14 to 4 Cu or #12 to 4 Al Wire PK4GIA _5B718 
CUES akon aie hang moareockng pavlces 7-Terminal, for #14 to 4 Cu or #12 to 4 Al Wire PK7GIA _1D374 
handle Clamp, Clip for Fixing QO and QOU Breaker Handle HLO1  1H235 9-Terminal, Aluminum PKOGIA 1D375 
in “ON’ or “OFF” Position (1-, 2-, and 3-Pole) 12-Terminal, Aluminum PK12G1A _5B711 
Handle Lockoff, Clip for Fixing QO Breaker Handle QO1LO 5B735 15-Terminal, Aluminum PKI5GTA 10369 
Pee etn ole) -eor4-Pale OG 16-Terminal Plus 1 Terminal with a 1-4/0 Al/Cu Lug PKI5GIAL _5B713 
Bruakers in “ON or “OLE” Pesition - Fined QO1PA  1D249 18-Terminal, Aluminum PK18GIA _ 1D370 
ae dle Padlock Atachment teed Fo >and 3-Pol 19-Terminal Plus 1 Terminal with a 1-4/0 Al/Cu Lug PK18GTAL _5B714 
QO Breakers ia’ON' or ‘OLE Position -fived QO1PL  1D384 23-Terminal, Aluminum PK23GIA __1D371 
Handle Polock Atachment Fort -Pale Side-by Sid 24-Terminal Plus 1 Terminal with a 1-4/0 Al/Cu Lug PK23GTAL _5B/715 
aor Peewee in ON or “OFE" Position Igecy S10 QOTHPA 1D338 Insulator Kit, For Use With Square D PK9GTA thru PK27G1A Ground Kits | PKGIAB _5B719 
Handle Padlock Attachment, Loose, For 1-Pole QO Load Genter and Panelboard Accessories 
any etal os ered QOHPL  2DHO9 Fusible Switch, For Use With QMB Panelboards QMB364W 2DK43 
Breakers in "ON" or "OFF" Position - Loose Miniature Circuit Breakers 
ea eee QO1HPL 10248 70 Amps, For Use With QO Load Center, Homeline Load Center QOM70VH__5B777 
7 aa Tee hm or 1 Wins DOO 100 Amps, For Use With Square D 125 Amp Single Phase QOM100VH 1D332 
TOOb Mindi chet QO2DTl  2DH32 Convertible Load Centers (QOM1 Frame Size) 
in i Cent a CRC Ese ee Wies D 125 Amps, For Use With QO Load Center, Homeline Load Center QOM2125VH_ 5B776 
aOA REP Ene ade PK6FL  1D373 125 Amps, For Use With QO Load Genter, Homeline Load Genter COM 25VH SB774 
Panelboard Lock Kit, For Use With Square J NQOD Mono-Flat Fronts PKGFL __ 2DJ87 000 ape For Use With OO Loat Genter: Homeline Load Center OOMS200VH 1D334 
Trim Clamps, For Use With Square D NQOD Panelboards LP9501 3KJ18 Panelboard Covers, Enclosures and Kits 
Circuit Breaker and Panelboard Lugs Filler Plate, For Use With Square D HOM Load Centers HOMFP  1D525 
Neutral Lug Kit, For Use With Homeline and QO Load Centers LK/OAN 1D421 Filler Plate, For Use With Square D NF Panelboards FFP 3TW52 
Neutral Lug Kit, For Use With Homeline and QO Load Centers LK100AN 2DM13 Filler Plate. For Use With Square D NOOD 
Circuit Breaker and Panelboard Mounting Accessories Lightning and Appliance Panelboards QOFP 1D443 
pouting pose epee aaa a i AME ae tee Filler Plate, For Use With Square D QO Load Centers QOMIFP _1D445 
GIT pase, «Oe Ue ee Load Center Cover, For Use With Square D HOM Load Centers HOMC30UFL 6PHC8 
Mounting Base, 3-Pole, QOB Bolt On, 100 Amp QON3B 2DH58 Spray Paints 
Retaining Kit - For Q0612, L100 F/S, RB, DF/S, QO816L 100F/S, RB, DFS PK2MB 10372 fray touch Up Paint 16-oz, Aerosol Can PKAOSP —9CRBG 
Sign in to Grainger.com® to see YOUR Pricing and MORE 191 





ELECTRICAL 
Circuit Breakers 














Amps_ Wire Size 


Max. 


Scan. Order. Done. 
Details on page A1. 


295kKA IR @ 240V, 18.0kA 
IR @ 480V, 14kA IR @ 600V 


2-Pole 
Mfr. Item 
Model No. 


HDL/HGL Series, Replaces FAL Series 
15 3A H 


3-Pole 
Mfr. Item 
Model No. 


65kA IR @ 240V, 35.0kA 
IR @ 480V, 18kA IR @ 600V 


2-Pole 
Mfr. Item 
Model No. 


3-Pole 
Mfr. Item 
Model No. 











WG |HDL26015 1MAJ5 |HDL36015 1MAU2 |HGL26015 1MAK8 |HGL36015 1MAV7 
20. 3AWG |HDL26020 1MAJ6 |HDL36020 1MAU3 |HGL26020 1MAK9 |HGL36020 1MAV8 
25 3AWG |HDL26025 1MAJ7 |HDL36025 1MAU4 |HGL26025 1MAL1 |HGL36025 1MAV9 
H-Frame ‘rraine 30. 3AWG |HDL26030 1MAJ8 |HDL36030 1MAU5 |HGL26030 1MAL2 (HGL36030 1MAW1 
2.Pole mEcl 35. 3AWG — — — |HDL36035 1MAU6 — — _HGL36035 1MAW2 
oe 40 3 AWG |HDL26040 1MAJ9 |HDL36040 1MAU7 |HGL26040 1MAL3 |/HGL36040 1MAW3 
45. 3 AWG — — _HDL36045 1MAU8 — —  |HGL36045 1MAW4 
50 3 AWG |HDL26050 1MAK1 |HDL36050 1MAU9 |HGL26050 1MAL4 |HGL36050 1MAW5 
60 3AWG |HDL26060 1MAK2 HDL36060 1MAJ4 |HGL26060 1MAL5 |HGL36060 1MAW6 
70 3AWG |HDL26070 1MAK3 HDL36070 1MAV1 'HGL26070 1MAL6 |HGL36070 1MAW7 
80 3AWG |HDL26080 1MAK4 |HDL36080 1MAV2 |HGL26080 1MAL7 |HGL36080 1MAW8 
90 3AWG = — _|HDL36090 1MAV3 |HGL26090 2JWN5 |HGL36090 1MAW9 
100 3AWG |HDL26100 1MAK5 |HDL36100 1MAV4 |HGL26100 1MAL8 |HGL36100 1MAX1 
125 3 AWG |HDL26125 1MAK6 |HDL36125 1MAV5 |HGL26125 1MAL9 |HGL36125 1MAX2 
3 AWG |HDL26150 1MAK7 |HDL36150 1MAV6 |HGL26150 1MAU1 |HGL36150 1MAX3 
by Schneider Electric s/s Siena ee eonee 
= = 5 4 — — — — — — 
= = 120 4 AWG JDL36150 1MAZ5 |JGL26150 1MAX9 |JGL36150 1MBB1 
H- and J-Frame Circuit Breakers 1504 AWG aapayg SOc sB150 1MAZS JGL26150 1MAK9IGL36150 1M 
= 600VAC, 250VDC max. H-frame: 6.4"L; J-frame: 7.5"L. Accessories are fe sae WDNR JDL36175 1MAZ6 (| JGL26175 1MAZ1_|JGL36175 1MBB2 
= Lug in/lug out available to customize H- and J-frame breakers 500. 350MCM —  |JDL36200 1MAZ7 JGL26200 1MAZ2 |JGL36200 1MBB3 
= Mounting height: 3.4" for individual needs; call 1-800-GRAINGER (472- soe a0 vet JDL26225 1MAX7 10136025 TMAZE"IG(0609% AMAZ3— (ICL 36298 AMES 
=» Box lug terminals 4643). On Grainger.com®, search by Grainger 250 300 MCM JDL26250 1MAX8 —_ = — _ —_ — 
Item Number and click to "Optional Accessories." 200 350 MCM _— _ JDL36250 1MAZ9 |JGL26250 1MAZ4 |JGL36250 1MBB5 
Max. 1-POLE 2-POLE 3-POLE Max. 1-POLE 2-POLE 3-POLE 
[D] sausaReED Amps Wire Size Item No. Item No. Item No. Amps Wire Size Item No. Item No. Item No. 
QOU Series, Standard, 240V Max., 10kA at 120/240V AC IR 25 2AWG = 2JXE4 2JXP1 
iy Schrieldak Eicibe 10 2AWG 5B966 5B982 5B996 30. 2AWG | 2JWN6 2JXF5 2KDE8 
15 2AWG 5B968 5B984 5B998 40-2 AWG 2JWP6 2JXG6 2KDE9 
QOU ODL and 20. 2AWG 5B970 5B985 5B999 50. 2AWG | 2JWR7 2JXH5 2JXR1 
] ] 25. 2AWG 5B972 5B986 5U993 60 2AWG 2JWT8 2JXJ4 2JXR4 
. . 30. 2AWG 5B973 5B987 5U994 70 2/0 AWG — 25XJ7 2JXR7 
QBL Circuit 35 2 AWG | 5B974 5B988 5U995 80 2/0AWG | — 2IXK1 2JXT1 
402 AWG 5B975 5B989 5U996 90 2/0 AWG — 2JXK7 2JXT4 
Breakers 45 2AWG | 2JXP7 | 5B990 5U997 100 2/0AWG | — 2JXL1 
50 2AWG 5B977 5B991 5U998 125. 2/0 AWG 2.JWZ9 
QOU 60 2AWG 5B978 5B992 5U999 QDL Series, Standard, 240 Max., 25kA at 240V AC IR 
70. 2AWG 5B979 — — 70  300MCM 2JWRQ 2JXC8 
= UL Listed as HACR 70 2/0 AWG = 5B993 6B008 80 300 MCM = 2JWT5 2JXD4 
type (except 10A) 80 2/0AWG | 2JWX2 5B994 6B009 90 300 MCM — 2JWU1 2JXD9 
90 2/0AWG | 2JWX8 2JXK4 6B010 100 300 MCM = 2JWU7 2JXE5 
© Mee rated at ORR Sanaa Sbar faa | SBT 125300 MCM-D 
a — 5 = 2JXF6 
Reversible line and load Q0U Series, High Magnetic, 240V Max., 150 300 MCM = 2JWY7 2JXG2 
lugs for flush- or surface- ame at eis AC ri = ! 75 300 McM = 2IW24 25X67 
mount wiring on 10 to 70A = 595. awe 5B971 = 295 300MCM | — 2IXA7 2JXH6 
units. 35mm DIN/EN 50022 ‘Q0U Series, VH (High Interrupting Capacity), 250 300 MCM — 2JXC3 2JXJ1 
mountable. 4.05" 4.45" 240V Max., 22kA at 120/240V AC IR QBL Series, Standard, 240V Max., 10kA at 240V AC IR 
ee i 15 2 AWG 2JWJ4 2JXA6 — 125 300 MCM — 3XB95 3XE10 
on 80 to 125A) x 0.75"W 20. 2AWG | 2JWK3 2JXC7 — 150 300 MCM — 3XB96 3XE11 
1-Pole QOU per pole x 2.98"D 95 2 AWG 2JWL2 2JXD8 — 175 300 MCM — 3XB97 3XE12 
. : 30 2 AWG 2JWN1 2JXE9 — 200 300 MCM — 3XB98 3XE13 
QDL 40 2 AWG — 2JXG1 — 225 300 MCM — 3XB99 3XE14 
| ; 50 2AWG | 2JWR2 2JXH1 — Mfr. Item 
250A Q-frame. 2-pole models are 6.47"L x 3"W a ; 22 AT ' a : eanah _ ; . pbescr ton _ aE No. 
In. 9. " u eries, igh Interrupting Capacity), quare ircuit Breaker Circuit Breaker 
: ie D; 3-pole models are 6.47°L x 4.5"W x 240v Max., 22kA at 240V AC IR a Accessories (10 to 1008 Only) 
‘ : _ — umper bar base, , [-Fnase, 
20. 2 AWG = = 2NXN1 4-Pole Right-Side Wiring COU14100UBAR 2DH72 
QBL 25. 2AWG — — 2JXN7 2-Pole Mounting Foot QOUMF2B ——«2DN37 


2 AWG — — 2JXP4 


= AC magnetic trip setting: hold 1400A; trip 2400A aaU Series, Shunt Trip, Type 1021 (120VAC Control), 3-Pole Mounting Foot OUMFS —__2DN38 


Q 
Enclosures for 2 or 3 Pole, 100 to 225A QBL and DOL Breakers 


250A Q-frame. 2-pole models are 6.44"L x 3"W 


Normally Spon. 240V Max., 10kA at 120/240V AC IR 
10 2 AWG 2 


Indoor, NEMA 1, Surface Mount 


Q23225NS 4B257 








UD. r r JWH9 2JWY6 — Indoor, NEMA 1, Flush Mount Q23225NF 2JXF8 
x 3.16"D; 3-pole models are 6.44°L x 4.5" W x 15 2AWG | 2JWJ8 | 2UXC2 2JXL7 Outdoor, NEMA 3R, Surface Mount Q23225NRB  4B256 
3.16"D. 20 2 AWG 2JWK7 2JXD3 2JXN4 

1-POLE | 2-POLE | 3-POLE 1-POLE | 2-POLE | 3-POLE 
Fae Item Item Item Max. Item Item Item 
mps Wire No No. No. Amps Wire Size No. No. No. 
ae 18kA at 2a 240V AC IR EPD (Equipment Protection Device), 30mA 
15 6 AWG 3TW12 — — Trip, 18kA at 120/240V AC IR 
20 6 AWG 3TW13 _— _— 15 6 AWG (Cu), 4 AWG (Al) |2JWC2 — — 
25 6 AWG 2JWD1 _ _— 20 6AWG (GU) 4 AWG (Al) 2JWC6 — _ 
30 6 AWG 3TW15 — = 30 6 AWG (Cu), 4 AWG (Al) 2JWD5 — — 
35 2 AWG 2JWK8 — _ 40 6 AWG (Cu), 4 AWG (Al) 2JWD9 — = 
1-Pole Standard 40 2 AWG 31Wi7 | — — 50 4 AWG (Al), 2 AWG (Cu) 2JWE6 | — — 
45 2 AWG 2JWL3 = _— Shunt Trip, Type 1021 (120VAC Control), 
00 2 AWG 2JWE4 = = Normally Open, 18kA at 120/240V AC IR 
60 2 AWG 3TW20 _ _ 15 6 AWG 2JWC4 _ — 
70 2 AWG 2JWF2 — a 20 6 AWG 2JWC8 — = 
Standard, 18kA at 277/480V AC IR 05 6 AWG 2JWD3 = = 
[D]) sauaRED 6 AWG — 3TW22 = /3TW37 30 6 AWG 2JWD7 = = 
20 6 AWG — 3TW23 = 3TW38 40 2 AWG 2JWE2 = — 
by Schneider Electric 53 : we = owas aan Shunt Trip, Type 1021 (120VAC Control), 
— Normally Open, 18kA at 277/480V AC IR 
EDB (Bolt- 35 2 AWG —__ 2s |sTwai BANG | [QUWEB2JWN7 
40 2 AWG _ 3TW27 = =|38TW42 20 6 AWG = 2JWN2 2JWP3 
0 Ci it 45 2 AWG _ 2KDF5 =(3TW43 25 6 AWG = = 2JWP7 
n Ircul 90 2 AWG —_ 3TW29 = (3TW44 30 6 AWG = 2JWG5 2JWR3 
60 2 AWG _ 3TW30 (3TW45 40 2 AWG = 2JWG8 2JWR8 
Breakers 70 2 AWG —_3TW31_3TW46 50 2 AWG —2JWH2 _ 2JWT3 
80 2 AWG _— 3TW32 = (3TW47 60 2 AWG = —= 2JWT9 
= UL Listed as HACR type 90 2 AWG — _2JWJ5__|STW48 70 2 AWG 2JWF5 |2JWH6 2JWU6 
480/277VAC 100 2 AWG —_ 3TW34 = |3TW49 80 2 AWG = 2JWJ1  (2JWX3 
. 110 2 AWG — 3TW35 = |3TW50 90 2 AWG — 2JWJ9  |2JWX9 
Used with NF panelboards. —12° 2 AWG — __l2JWR4 [ST WS! 100 2 AWG = —___2dWY5 
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Find the yf. Find Solutions. Find Great Prices. Circuit Breakers 
Curve 1-POLE | 2-POLE | 3-POLE | 4-POLE 
ams Type Brand Series Item No. | Item No. | Item No. Item No. E-TeN Schneid 
A-Curve, UL1077 DIN Rail-Mount Supplementary Protectors chneider 
A Siemens mS  30XT80 = = = SIEMENS $8®USSMANN ""G@ electric 
TA A Siemens 5SY4 30XU27 | 30XU74 | 30XV23 | 30XV74 7 
1.6A A Siemens 5SY4_ | 30XT82 | 30XU94 | 30XV45 | 30XWO6 UL 1 077 Circuit 
2A A Siemens 5SY4 30XU43 | 30XU77 | 30XV25 | 30XV77 
3A A Siemens 5SY4_|_-30XU52_ | 30XU79 | 30XV28 | 30XV80 Protectors _ 
4A A Siemens 5SY4 30XU60 | 30XU81 | 30XV29 | 30XV83 ae O—_ 
6A A Siemens 5SY4 30XU73 | 30XU85 | 30XV32 | 30XV88 = B curve = magnetic trip between ean ' 
8A A Siemens 5SY4 30XZ35 | 30XU87 | 30XV34 | 30XxV92 wu! 
10h. A Siemens 5SY4| 30XT85 | _30XU26_30XV36.| 30XV95 3.2 and 4.8 times rated current "1 | ; 
13A_ A Siemens S5SY4_| 30XU05 | 30XU89 | 30XV39 | 30XV99 (computer, electronic, and | | , 
16 A A Siemens 5SY4 30XU16 | 30XU97 | 30XV47 | 30XWO9 generator applications) 
20A A Siemens 5SY4 30XU30 | 30XV01 | 30XV52 | 30XW13 _ ee 
32 A A Siemens 5SY4 30XU47 | 30XV07 | 30XV58 | 30XW21 = C curve = magnetic trip between : 
50 A A Siemens  5SY4 | 30XU63 | 30XV15 | 30XV65 | 30XW29 7 and 10 times rated current 
63 A A Siemens 5SY4 30XU69 | 30XV19 | 30XV70 | 30XW33 (general purpose applications) 
25 A A Siemens 5SY4 — 30XV03 | 30XU36 | 30XW17 = D curve = magnetic trip 
40A A Siemens 5SY4 — 30XV11_ | 30XV61 | 30XW25 
Schneider Electric Eaton Siemens between 10 and 14 times rated i 
Amps Series Item No. Series Item No. Series Item No. current (motors, transformers, ’ 
B-Curve, 1-Pole UL1077 DIN Rail-Mount SHBBIEHIO Ray Protectors bot _— 
O52 Cé0SP A82K44 ~~ — — and similar applications) . 
1A C60SP 482K27 FAZ 19YE45 — = UL1077 listed supplementary protec- 
3A C60SP 482K29 FAZ 19YE47 = — ae 
4A Cé0SP _482K30 FAZ 19YE48 5SY6 30XX91 devices with branch circuit protection 
5A C60SP_—482K31 FAZ 19YE49 = = that is not sensitive enough for down- =. 
ga pote —__ABENSE as anrEol eye pete stream components or where branch ' 
8A C60SP 482K33 FAZ 19VE51 — = protection isn't required. They open the 
10A C60SP 482K34 FAZ 19YE52 5SY4 30XU01 circuit upon overload or in the event 
10A — — — - 5SY6 30XX94 seri 
13 A C60SP _«482K35 FAZ i9vE53 sya 30xuog-—«- 4 Short circuit to protect equipment 
13A = — = — 5SY6 30X712 from damage. They mount on standard 
15 A = — FAZ 19YE54 — _— 35mm DIN rail to protect sensitive sa OVERS 
iA OSE __-S02Kab ae iaiEse soy _S0KUTT equipment, like luminaires, appliances, 
20A C60SP 482K37 FAZ 19YE56 5SY4 30XU32 control circuits, contro! power trans- 
20A = ~~ = — oSY6 30XY09 formers, and other electrical equipment. 
25A C60SP 482K38 FAZ 19YE57 5SY4 30XU40 
25A = — — ae 5SY6 30XZ15 Schneider Electric Eaton Siemens 
32 A C60SP 482K39 FAZ 19YE58 5SY4 30XU48 Amps Series Item No. Series Item No. Series Item No. 
32 A = = — — 5SY6 30XZ16 45A C60SP 482K85 — — — — 
40A C60SP 482K40 FAZ 19YE59 5SY4 30XU56 50 A C60SP 482K86 = _ 5SY4 30XW30 
40 A = — — = 5SY6 30XY10 63 A C60SP 482K87 — — 5SY4 30XW34 
45 A C60SP 482K41 = = — =a C-Curve, 1-Pole UL1077 DIN Rail-Mount Supplementary Protectors 
50 A C60SP 482K42 — — 5SY4 30XU64 0.3 A = = = _— 5SY4 30XT77 
50A _ = = _ 5SY6 30XZ17 0.3A — _— — = oSY6 30XZ13 
63 A C60SP 482K43 — — 5SY4 30XU70 0.5A = — — — 5SY4 30XT79 
63A = = — = 5SY6 30XY11 0.5 A im _— = _— oSY6 30XX83 
63 A = 5SY6 30XZ18 1A C60SP 482K88 FAZ 19YE60 5SY4 30XU28 
B-Curve, 2-Pole uLi077 DIN Rail- “Mount Supplementary Protectors 1A = = = _ 5SY6 30XX54 
1A C60SP 482K45 FAZ 19YF10 = = 1.6A — — — — 5SY4 30XT83 
2A C60SP 482K46 FAZ 19YF11 — = 1.6A — — — — 5SY6 30XZ14 
3A C60SP 482K47 FAZ 19YF12 — = 2A C60SP 482K89 FAZ 19YE61 5SY4 30XU44 
4A C60SP 482K48 FAZ 19YF13 — — 2A = — — — 5SY6 30XX55 
5A C60SP 482K49 FAZ 19YF14 = = 3A C60SP 482K90 FAZ 19YE62 5SY4 30XU53 
6A C60SP 482K50 FAZ 19YF15 5SY4 30XU86 3A — — — — 5SY6 30XX56 
8A C60SP 482K51 FAZ 19YF16 = — 4A C60SP 482K91 FAZ 19YE63 5SY4 30XU61 
10 A C60SP 482K52 FAZ 19YF17 5SY4 30XU88 4A = — — — 5SY6 30XZ26 
13 A C60SP 482K53 FAZ 19YF18 5SY4 30XU90 oA C60SP 482K92 FAZ 19YE64 5SY4 30XU67 
15 A = —_ FAZ 19YF19 = = 6A C60SP 482K93 FAZ 19YE65 5SY6 30XX57 
16A C60SP 482K54 FAZ 19YF20 5SY4 30XU98 6A — — — — 5SY4 30XZ28 
20A C60SP 482K55 FAZ 19YF21 5SY4 30XV02 8A C60SP 482K94 FAZ 19YE66 5SY6 30XX58 
25 A C60SP 482K56 FAZ 19YF22 5SY4 30XV04 8A = — — — 5SY4 30XZ42 
32 A C60SP 482K57 FAZ 19YF23 5SY4 30XV08 10A C60SP 482K95 FAZ 19YE67 5SY4 30XU03 
40A C60SP 482K58 — — 5SY4 30XV12 10A — — — — 5SY6 30XZ27 
45 A C60SP 482K59 = — = _ 13A C60SP 482K96 FAZ 19YE68 5SY4 30XU10 
50A C60SP 482K60 — — 5SY4 30XV16 13A — — — — 5SY6 30XX59 
63 A C60SP 482K61 — 5SY4 30XV20 15 A = _— FAZ 19YE69 5SY4 30XU15 
B- cine 3-Pole UL1077 DIN Rail-Mount Supplementary Protectors 16 A C60SP 482K97 FAZ 19YE70 osY4 30XU18 
2A C60SP 482K62 — = - 16A — — — — 5SY6 30XX60 
6A C60SP 482K63 = — = _— 20A C60SP 482K98 FAZ 19YE71 5SY4 30XU37 
8A C60SP 482K64 — — = = 20A — — — — 5SY6 30XX61 
10A C60SP 482K65 — — = = 25 A C60SP 482K99 FAZ 19YE72 5SY4 30XU41 
13 A C60SP 482K66 — — = = 25 A — — — — 5SY6 30XX62 
16 A C60SP 482K67 — — = = 30A — _ — — 5SY4 30XU46 
20A C60SP 482K68 — — = _ 32 A C60SP 482101 FAZ 19YE73 5SY4 30XU49 
25 A C60SP 482K69 — —_ = — 32A — = — — 5SY6 30XX63 
32 A C60SP 482K70 — — = = 35 A — — — — 5SY4 30XU51 
40A C60SP 482K71 — = — = 40A C60SP 482L02 FAZ 19YE74 5SY4 30XU57 
45A C60SP 482K72 — = = = 40A — — — — 5SY6 30XX64 
50A C60SP 482K73 — — = = 45 A C60SP 482L03 — — 5SY4 30XU59 
63 A C60SP 482K74 — = — 50A C60SP 482104 FAZ 19YE75 5SY4 30XU65 
B-Curve, 4-Pole UL1077 DIN Rail-Mount Supplementary Protectors 90 A = — — _ 5SY6 30XX99 
2A C60SP 482K75 — = my 60A — — — — 5SY4 30XU68 
6A C60SP 482K76 = = 5SY4 30XV89 63 A C60SP 482L05 FAZ 19YE76 5SY4 30XU71 
8A C60SP 482K77 = — = = 63 A — — — — 5SY6 30XX65 
10A C60SP 482K78 — — 5SY4 30XV96 80 A — 5SY4 30XZ33 
13A C60SP 482K79 — = 5SY4 30XW01 C-Curve, 2-Pole UL10 077 DIN Rail- -Mount Supplementary Protectors 
16A C60SP 482K80 — — 5SY4 30XW10 0.3A 5SY6 30XY20 
20A C60SP 482K81 = = 5SY4 30XW14 1A C60SP 482107 FAZ 19YE92 5SY6 30XX66 
25A C60SP 482K82 — — 5SY4 30XW18 1.6A = = — — 5SY6 30XY21 
32 A C60SP 482K83 — — 5SY4 30XW22 2A C60SP 482L08 FAZ 19YE93 5SY6 30XX67 
40 A C60SP 482K84 = = 5SY4 30XW26 3A C60SP 482L09 FAZ 19YE94 5SY6 30XY12 
EI» 
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Circuit Breakers Details on page Al. 
i P . E-T-N Schneider 
UL 1077 Circuit Protectors siEMENS "saw ~"eetectric 
Schneider Electric Eaton Siemens Schneider Electric Eaton Siemens 
Amps Series Item No. Series Item No. Series Item No. Amps Series Item No. Series Item No. Series Item No. 
4A C60SP 482L10 FAZ 19YE95 OSY6 30XZ32 16A C60SP 482L59 FAZ 19YE87 oSY4 30XU25 
DA C60SP 482L11 FAZ 19YE96 OSY6 30XX68 20A C60SP 482L60 FAZ 19YE88 oSY4 30XU38 
6A C60SP 482112 FAZ 19YE97 oSY6 30XX69 25 A C60SP 482L61 FAZ 19YE89 oSY4 30XU42 
8A C60SP 482L13 FAZ 19YE98 OSY6 30XY17 32A C60SP 482L62 FAZ 19YE90 oSY4 30XU50 
10A C60SP 482114 FAZ 19YE99 OSY6 30XX70 40A C60SP 482L63 FAZ 19YE91 oSY4 30XU58 
13A —_ _ FAZ 19YF01 5SY6 30XX71 45 A C60SP 482L64 _ _ — — 
15A _ _ FAZ 19YF02 — _ 530A C60SP 482L65 — _ oSY4 30XU66 
16A C60SP 482L16 FAZ 19YF03 OSY6 30XZ22 63A C60SP 482L66 _ — — 
20A C60SP 482L17 FAZ 19YF04 OSY6 30XZ31 D-Curve, 2-Pole UL1077 DIN Rail- smo Supplementary Protectors 
25A C60SP 482L18 FAZ 19YFO05 oSY6 30XX96 0.3A — _ oSY4 30XU93 
30A — _ — _ oSY4 30XV06 0.5A — _ _ _ oSY4 30XU84 
32A C60SP 482L19 FAZ 19YF06 oSY6 30XY03 1A C60SP 482L68 FAZ 19YF24 oSY4 30XU76 
35 A = _ = — osY4 30XV10 1.6A = _ = _ oSY4 30XU96 
40A C60SP 482L20 FAZ 19YFO7 oSY6 30XX90 2A C60SP 482L69 FAZ 19YF25 oSY4 30XU78 
45A C60SP 482L21 — _ oSY4 30XV14 3A C60SP 482L70 FAZ 19YF26 oSY4 30XU80 
350A C60SP 482L22 FAZ 19YF08 OSY6 30XY14 4A C60SP 482L71 FAZ 19YF27 5SY4 30XU82 
63A C60SP 482L23 FAZ 19YFO9 OSY6 30XY15 DA C60SP 482L72 FAZ 19YF28 —_— _ 
C-Curve, 3-Pole UL1077 DIN Rail-Mount Supplementary Protectors 6A C60SP 482L73 FAZ 19YF29 5SY4 30XU31 
0.3A = _ = _ oSY4 30XV43 8A C60SP 482L74 FAZ 19YF30 oSY4 30XU13 
0.5A — _ = _ oSY4 30XV31 10A C60SP 482L75 FAZ 19YF31 oSY4 30XU33 
1A — _ FAZ 19YF41 5SY4 30XV24 13A C60SP 482L76 FAZ 19YF32 oSY4 30XU92 
1.6A — _ _ _ 5SY4 30XV46 15A = _ FAZ 19YF33 — _ 
2A C60SP 482124 FAZ 19YF42 5SY4 30XV26 16A C60SP 482L77 FAZ 19YF34 oSY4 30XU99 
3A — _ FAZ 19YF43 oSY4 30XU22 20A C60SP 482L78 FAZ 19YF35 oSY4 30XU34 
4A — _ FAZ 19YF44 5SY4 30XV30 25 A C60SP 482L79 FAZ 19YF36 oSY4 30XV05 
5A — _ FAZ 19YF45 oSY4 30XV38 32A C60SP 482L80 FAZ 19YF37 oSY4 30XV09 
6A C60SP 482L25 FAZ 19YF46 oSsY4 30XZ23 40A C60SP 482L81 FAZ 19YF38 oSY4 30XV13 
8A C60SP 482L26 FAZ 19YF47 oSY4 30XV35 45A C60SP 482L82 = _ — _ 
10A C60SP 482L27 FAZ 19YF48 oSY4 30XU07 50A C60SP 482L83 FAZ 19YF39 oSY4 30XV17 
13 A C60SP 482L28 FAZ 19YF49 oSY4 30XV41 63A C60SP 482L84 FAZ 19YF40 5SY4 30XV22 
15A = _ FAZ 19YF50 oSY4 30XV51 D-Curve, 3-Pole UL1077 DIN Rail-Mount Supplementary Protectors 
16A C60SP 482L29 FAZ 19YF51 oSY4 30XV49 0.3A — _ — _ oSY4 30XV44 
20A C60SP 482L30 FAZ 19YF52 oSY4 30XU06 0.5A —= _ = _— oSY4 30XT87 
20A — _ — _ 5SY6 30XX98 1A = _ FAZ 19YF58 oSY4 30XT86 
25A C60SP 482L31 FAZ 19YF53 oSY4 30XU14 1.6A = _— — _ oSY4 30XT98 
30A _ _ — _ oSY4 30XV57 2A C60SP 482L85 FAZ 19YF59 oSY4 30XV27 
32A C60SP 482L32 FAZ 19YF54 oSY4 30XU08 3A — _ FAZ 19YF60 oSY4 30XT91 
35 A _ _ — _— oSY4 30XV60 4A — _ FAZ 19YF61 oSY4 30XT96 
40A C60SP 482L33 FAZ 19YF55 oSY4 30XV63 DA — _ FAZ 19YF62 — _ 
45A C60SP 482L34 = _ oSY4 30XV64 6A C60SP 482L86 FAZ 19YF63 oSY4 30XT92 
50A C60SP 482L35 FAZ 19YF56 oSY4 30XV67 8A C60SP 482L87 FAZ 19YF64 oSY4 30XT88 
60A _ _ — _ oSY4 30XV69 10A C60SP 482L88 FAZ 19YF65 oSY4 30XU02 
63A C60SP 482L36 FAZ 19YF57 oSY4 30XV72 13A C60SP 482L89 FAZ 19YF66 oSY4 30XV42 
80A _ oSY4 30XZ20 15A — _ FAZ 19YF67 — — 
C- Cures, 4-Pole UL10 077 DIN Rail- “Mount Supplementary Protectors 16A C60SP 482L90 FAZ 19YF68 5SY4 30XV50 
2A C60SP 482L37 _ — _ 20A C60SP 482L91 FAZ 19YF69 oSY4 30XV54 
6A C60SP 482L38 — _ — _ 25A C60SP 482L92 FAZ 19YF70 oSY4 30XV56 
8A C60SP 482L39 — _ — _ 32A C60SP 482L93 FAZ 19YF71 5SY4 30XZ21 
10A C60SP 482L40 = _ = _— 40A C60SP 482L94 FAZ 19YF72 oSY4 30XT95 
13 A C60SP 482L41 = _ = _ 45A C60SP 482L95 _ _— — _ 
16A C60SP 482L42 — _ = _ 350A C60SP 482L96 FAZ 19YF73 oSY4 30XV68 
20A C60SP 482L43 — _ — _ 63 A C60SP 482L97 FAZ 19YF74 oSY4 30XV73 
25A C60SP 482L44 — _ — _ D-Curve, 4-Pole UL1077 DIN Rail-Mount Supplementary Protectors 
32A C60SP 482L45 = — = _ 0.3A = _— —= _— oSY4 30XW05 
40A C60SP 482L46 — _ _ _ 0.5A — _ = _ oSY4 30XV87 
45A C60SP 482L47 — _ = _ 1A = _ = _ oSY4 30XV76 
350A C60SP 482L48 — _ — _ 1.6A _ _ — _ oSsY4 30XW08 
63 A C60SP 482L49 _ — _ 2A C60SP 482L98 — _ oSY4 30XV79 
D-Curve, 1-Pole UL1077 DIN Rail-Mount Supplementary Protectors 3A = _ — _ osY4 30XV82 
0.3A — _ oSY4 30XT78 4A = _ — _ oSsY4 30XV85 
0.5A C60SP 482167 = — oSY4 30XT81 6A C60SP 482L99 — _— oSY4 30XV91 
1A C60SP 482L50 FAZ 19YE77 oSY4 30XU29 8A C60SP 482M01 — _ oSY4 30XV94 
1.6A — _ — _ oSY4 30XT84 10A C60SP 482M02 — _ oSY4 30XV98 
2A C60SP 482L51 FAZ 19YE78 oSY4 30XU45 13A C60SP 482M03 = _ oSY4 30XW03 
3A C60SP 482L52 FAZ 19YE79 oSY4 30XU54 16A C60SP 482M04 = _ oSY4 30XW12 
4A C60SP 482L53 FAZ 19YE80 osY4 30XU62 20A C60SP 482M05 = _ oSY4 30XW16 
DA C60SP 482L54 FAZ 19YE81 = _ 25A C60SP 482M06 = _ oSY4 30XW20 
6A C60SP 482L55 FAZ 19YE82 oSY4 30XZ30 32A C60SP 482M07 — _ oSY4 30XW24 
8A C60SP 482L56 FAZ 19YE83 oSY4 30XZ43 40A C60SP 482M08 — _ oSY4 30XW28 
10A C60SP 482L57 FAZ 19YE84 oSY4 30XU04 45A C60SP 482M09 = _ = _ 
13 A C60SP 482L58 FAZ 19YE85 osY4 30XU11 530A C60SP 482M10 — _ oSY4 30XW32 
IDA — _ FAZ 19YE86 = _ 63A C60SP 482M11 = _ oSY4 30XW36 
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E-1-N Schneider 
SIEMENS ®BUSSMANN “@electric 


UL 489 Circuit Protectors 


= C curve = magnetic trip between 
7 and 10 times rated current 
(general purpose applications) 

= D curve = magnetic trip between 10 
and 14 times rated current (motors, 
transformers, and similar applications) 


These miniature circuit breakers are UL489 
listed for use as branch circuit protection or as 
supplementary electrical protection. Also known 
as branch circuit overcurrent devices, they open 
the circuit upon overload or in the event of a 
short circuit to protect equipment from damage. 
Mount these circuit breakers on standard 35mm 
DIN rail in control panels, motor control centers, 
panelboards, and other low-voltage electrical 


No. 30YA79 











applications. 
Siemens Schneider Electric 
DC Volt 
Series i Item No. Series i Item No. 
C-Curve, 2-Pole UL489 DIN Rail-Mount Miniature Circuit Breakers 
0.03 A 5SJ4 125V DC 30YC78 — — — 
0.5A 5SJ4 60V DC 30YA79 — — — 
0.5A 5SJ4 125V DC 30YC74 PU O—OC—i = — = 
1A 5SJ4 60V DC 30YA75 FAZ-NA 48V DC 19YG18 C60BP Not Rated 482M30 
1A 98J4 125V DC 30YC70 a ee ee eee = = — 
1.6 A 684 OVC OVA i ae = = — 
1.6 A oSJ4 125V DC 30YC79 a ee eee ee = = = 
2A FAZ-NA 48/96V DC 19YG19 C60BP Not Rated 482M31 
3A 5SJ4 60V DC 30YA77 FAZ-NA 48/96V DC 19YG20 C60BP Not Rated 482M32 
3A o9J4 125V DC 30YC72 a ee — = = _ 
4A FAZ-NA 48/96V DC 19YG21 C60BP Not Rated 482M33 
5A FAZ-NA 48/96V DC 19YG22 C60BP Not Rated 482M34 
6A me FAZ-NA 48/96V DC 19YG23 C60BP Not Rated 482M35 
TA Cee ANNA 48/96V DC 19YG24 — — — 
8A | FAZ-NA 48/96V DC 19YG25 C60BP Not Rated 482M36 
10A FAZ-NA 48/96V DC 19YG26 C60BP Not Rated 482M37 
13A 5SJ4 125V DC 30YC77 FAZ-NA 48/96V DC 19YG27 — — — 
15A FAZ-NA 48/96V DC 19YG28 C60BP Not Rated 482M38 
16A 95J4 125V DC 30YC80 OU O—OCOCS — — — 
16A FAZ-NA 48/96V DC 19YG29 — = _ 
20A FAZ-NA 48/96V DC 19YG30 C60BP Not Rated 482M39 
25A mn FAZ-NA 48/96V DC 19YG31 C60BP Not Rated 482M40 
30 A FAZ-NA 48/96V DC 19YG32 C60BP Not Rated 482M41 
32 A 5SJ4 60V DC 30YA19 FAZ-NA 48/96V DC 19YG33 — — — 
32 A 5SJ4 125V DC 30YC84 ee — = — 
35 A FAZ-NA 48/96V DC 19YG34 C60BP Not Rated 482M42 
40A FAZ-NA 48/96V DC 19YG35 C60BP Not Rated 482M43 
45 A ee CORP Not Rated 482M44 
50A ee ee OBP Not Rated 482M45 
60 A 5SJ4 60V DC 30YC20 a ee eee ee = = — 
63 A ee OB Not Rated 482M46 
D-Curve, 2-Pole UL489 DIN Rail-Mount Miniature Circuit Breakers 
0.5A — 684 OVD OKC ae — = = 
0.5 A 9SJ4 125V DC 30YA87 a ns an = = = 
1A | FAZ-NA 48/96V DC 19YG36 C60BP Not Rated 482M82 
1.6A 9SJ4 60V DC 30YA91 = a ee ee = = = 
2A FAZ-NA 48/96V DC 19YG37 C60BP Not Rated 482M83 
3A er FAZ-NA 48/96V DC 19YG38 C60BP Not Rated 482M84 
4A | FAZ-NA 48/96V DC 19YG39 C60BP Not Rated 482M85 
5A mee FAZ-NA 48/96V DC 19YG40 C60BP Not Rated 482M86 
6A Bm FAZ-NA 48/96V DC 19YG41 C60BP Not Rated 482M87 
7A Pee ANA 48/96V DC 19YG42 = = = 
8A a ee ee ee FAZ-NA 48/96V DC 19YG43 C60BP Not Rated 482M88 
10A me FAZ-NA 48/96V DC 19YG44 C60BP Not Rated 482M89 
13 A eee ANA 48/96V DC 19YG45 — — — 
15A a FAZ-NA 48/96V DC 19YG46 C60BP Not Rated 482M90 
16 A Pee eA 48/96V DC 19YG47 = = = 
20A | FAZ-NA 48/96V DC 19YG48 C60BP Not Rated 482M91 
25A a FAZ-NA 48/96V DC 19YG49 C60BP Not Rated 482M92 
30 A | FAZ-NA 48/96V DC 19YG50 C60BP Not Rated 482M93 
32 A eee ANA 48/96V DC 19YG51 — — — 
35 A | FAZ-NA 48/96V DC 19YG52 C60BP Not Rated 482M94 
40A | FAZ-NA 48/96V DC 19YG53 C60BP Not Rated 482M95 
45 A eee BOP Not Rated 482M96 
50 A ec (Oe I Not Rated 482M97 
60A — $84 OVC OKC eS — — — 
63 A — 584 B0VDC OVER eae BP Not Rated 482M98 
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Circuit Breakers Details on page Al. 





Spectra Adjustable Molded Case 
Circuit Breakers and Protectors 


= GOOVAC, 3-pole =65and100kA: Spectra RMS™ solid-state system uses interchangeable rating plugs 
= Lug-in/lug-out Current limiting | and modular accessories for application-specific flexibility. Adjustable 





= Suitable for = HACR rated short-time and instantaneous trip characteristics. Front-mounted 
reverse feed rating plugs (sold separately) establish or change the breaker ampere 
rating. UL Listed and CSA Certified. 
65KA at 120/240V AC 100kA at 120/240V AC 200kA at 120/240V AC 
Low Amp _— High Amp Mfr. Item Mfr. Item Mfr. Item 
Amps _ Trip Setting Trip Setting Model No. Model No. Model No. 
Circuit Breaker with Interchangeable Rating Plug 
30A 43 A 415A | SEHA36AT0030 3HWT2 — — — = 
60 A 118A 777A __| SEHA36AT0060 3HWT3 SELA36AT0060 3HWU2 SEPA36AT0060 3HWX1 


Circuit Breaker 
No. 3HWT2 


100 A 206 A 1,280 A | SEHA36AT0100 SHWT4 SELA36AT0100 3HWU3 SEPAS6AT0100 3HWX2 
150 A 328 A 1,991 A | SEHA36AT0150 3HWT5 SELA36AT0150 SHWU4 SEPAS6AT0150 — 3HWX3 
200 A 205 A 2,000 A | SFHAS6AT0250 3HWX4 SFLAS6AT0250 — 3HWX6 SFPAS6AT0250 SHWX8 


400A 1,210A 4,080 A = — SGLAS6AT0400 6CPHO SGPA36AI0400 6CPH2 
600A 1,830 A 6,075 A = = SGLAS6AT0600  6CPH1 SGPA36AT0600 6CPH3 
800 A 2,440 A 8,/50A | SKHA36AT0800 6CPH4 SKLAS6AT0800 _ 6CPH6 SKPAS6AT0800  6CPH8 
1,200 A 3,650A 12,215 A_ | SKHA3S6AT1200 6CPHS SKLAS6AT1200 —_ 6CPH7 SKPAS6AT1200 6CPH9 


Motor Circuit Protector with Interchangeable Rating Plug 
7A 11A 90A 
30A 43 A 415A 
60A 118A 777A 
100A 206A 1,280 A 
150A 328 A 1,991A 
250A 205 A 2,000 A 


SELAS6AI0007 — 3HWT6 SEPAS6AI0007 —3HWUD 
SELAS6AI0030  3HWT7 SEPA36AI0030 3HWU6 
SELAS6AI0060 — 3HWT8 SEPAS6AI0060 3HWU7 
SELAS6AI0100 — 3HWT9 SEPA36AI0100 3HWU8 
SELAS6AI0150 — SHWU1 SEPAS6AI0150 3HWU9 
SFLAS6AI0250 — 3HWX5 SFPAS6AI0250 — SHWX7 





Motor Circuit 















Protector 

Sensor Plug Sensor Plug Sensor Plug 

Amp Amp Mfr. Item Amp Amp Mfr. Item Amp Amp Mfr. Item No. 3HWX5 

Rating Rating Model No. Rating Rating Model No. Rating Rating Model No. 

Rating Plugs 90A _SRPF250A90__3HXA7 250A _SRPG600A250_6CPJ9 

7A 3A SRPE/A3 _ 3HWZ5 100A__SRPF250A100_ 3HWZ7 300A _SRPG600A300 6CPKO 
7A SRPE/A/ _ 3HWZ6 110A SRPF250A110 3HWZ8 350A _SRPG600A350_ 6CPK1 7" 
15A _SRPE30A15_ 3HWY7 125A SRPF250A125 3HWZ9 600A _ 400A _SRPG6OOA400 6CPK2 ‘Type 

30A 20A__SRPE30A20 3HWY8 250A (150A SRPF250A150 3HXA1 450A _SRPG600A450_ 6CPK3 ESRPEto9, 
25A_ _ SRPE30A25 3HWY9 175A _SRPF250A1/75__3HXA2 500A __SRPG6O0A500 6CPK4 a Wang 
30A _SRPE30A30 3HWZ1 200A _SRPF250A200_ _3HXA3 600A _SRPG6O0AG00_ 6CPK5 Liiose | td -Pinge 
40A  SRPEGOA40 SHWZ2 225A SRPF250A225 3HXA4 300A _SRPK800A300 6CPL1 Eh a Bidg 

60A S0A _SRPEGOA50 3HWZ3 200A SRPF250A250 3HXA5 400A _SRPK800A400 6CPL2 s7hn HigerA 
60A SRPEGOAGO 3SHWZ4 125A SRPG400A125 6CPJO 800A 900A _SRPK800A500 6CPL3 A 
70A  SRPE100A70 3HWY1 150A SRPG400A150 6CPJ1 600A _SRPK800A600 6CPL4 

100A 80A SRPEI00A80 3HWY2 175A SRPG400A1/5_ 6CPJ2 700A SRPK800A/700 6CPL5 PTs ra 
90A SRPEI00A90 3HWY3 200A SRPG400A200_ 6CPJ3 800A _SRPK800A800 6CPL6 E In vga 
100A SRPE100A100 3HWX9 400A 225A SRPG400A225 6CPJ4 600A SRPK1200A600 6CPK8 
110A SRPE150A110 3HWY4 250A SRPG400A250_ 6CPJ5 700A _SRPK1200A/700 6CPK9 

150A 125A SRPE150A125 3HWY5 300A SRPG400A300 6CPJ6 1200A _ 800A SRPK1200A800 6CPLO Rating Plug 
150A SRPE150A150 3HWY6 350A SRPG400A350 6CPJ7 1000A_ SRPK1200A1000 6CPK6 No. 3HWY2 

250A __/0A__SRPF250A/70 3HXA6 400A SRPG400A400_ 6CPJ8 1200A_ SRPK1200A1200 6CPK7 ds 


Plug In and Bolt On Circuit Breakers 


TJJ SERIES THED SERIES 

Feature 22kA IR ratings. Overall dim.: 10.13"L x Feature 25kA IR ratings. Overall dim.: 1-pole, 6.31"L x 
8.25"W x 4.31"D. 1.38"W x 3.63"D; 2-pole, 6.31"L x 2.75'"W x 3.63"D; 
THQP 1- and 2-pole have 10kA IR ratings; THQC 1- TED SERIES 


and 2-pole have 22kA IR ratings; THQMV have 22kA 1-pole breakers have 14kA IR ratings; 2-pole models 
IR ratings. Dim.: 1-pole, 3.875"L x 1"W x 2.562"D; have 18kA IR ratings; and 3-pole breakers have 14kA 
2-pole, 3.875'L x 2"W x 2.562"D. IR ratings. Overall dim.: 1-pole, 6.31"H x 1.38"W x 
4.09"D; 2-pole, 6.31"H x 2.75'W x 4.09"D; 3-pole, 





THHQC SERIES i : : 
1- and 2-pole have 22kA IR ratings. Overall dim.: Enns Nea enea @ 
1-pole, 3.875"L x 1"W x 2.5625"D; 2-pole, 3.875"L x = 
O'"W X 2. 5625"D. No. GAXLG6 No. 6CPN7 
No. of Item No. of Item No. of Item No. of Item No. of Item 
Amps Poles No. Amps Poles No. Amps Poles No. Amps Poles No. Amps Poles No. 


TJJ Series, Line/Load Lug 


Terminals, Instantaneous Trip 45 2 6AXW6 60 1 6AXT6 25A 2 6AXN2 50A 2 6CPR7 
200A Z GAXX4 50 1 6AXV9 60 Z 6AXU5 25A 3 6AXN6 50 A “| 6AXH6 
200A 3 6AXY3 50 2 6AXW7 THHOC Series, Lug Terminals 30A 1 6AXL9 60A 1 6CPP5 
225A 2 6AXX5 THQMV Series, Lug Terminals 15 1 6AXN8 30A 2 6AXN3 60A 2 6CPR8 
225 A 3 GAXY4 100 2 6AXU6 15 2 6AXP7 30A 3 6AXN7 60A 3 6AXH7 
250 A Z GAXX6 125 Z 6AXU7 20 1 6AXN9 TED Series, Line/Load Lug Terminals 70A 1 6CPP6 
250 A 3 6AXY5 150 2 6AXU8 20 2 GAXP8 15A 1 6CPN7 70A 2 6CPR9 
300A 2 6AXX7 175 Z 6AXU9 25 1 6AXPO 15A 2 6CPRO 70A 3 6AXH8 
300A 3 GAXY6 200 Z 6AXVO 30 1 6AXP1 20A 1 6CPN8 80A 1 6CPP7 
350 A 2 GAXX8 220 2 6AXV1 30 2 6AXP9 20A Z 6CPR1 80A Z 6CPTO 
350A 3 GAXY7 THOC Series, Lug Terminals 35 1 6AXP2 20A 3 6CPT7 80A 3 6AXH9 
400A 2 GAXX9 15 1 6AXR8 35 2 6AXRO 25A 1 6CPN9 90 A 1 6CPP8 
400A 3 GAXY8 15 2 6AXT7 40 1 GAXP3 25A 2 6CPR2 90A 2 6CPT1 

THOP Series, Lug Terminals 20 1 6AXRI 40 2 6AXR1 20 A 3 6CPT8 90A ) 6AXJO 

15 1 GAXV2 20 2 6AXT8 45 1 GAXP4 30A 1 6CPPO 100A 1 6CPP9 
15 2 6AXWO 29 1 6AXTO 45 2 6AXR2 30A 2 6CPR3 100A 2 6CPT2 
20 1 6AXV3 25 2 6AXT9 50 1 6AXP5 30A 3 6CPT9 100A 3 6AXJ1 
20 2 6AXW1 30 1 6AXT1 50 2 6AXR3 30 A 1 6CPP1 110A 2 6CPT3 
25 1 GAXV4 30 2 6AXU0 60 1 6AXP6 359A 2 6CPR4 110A 3 6AXJ2 
25 2 6GAXW2 a0 1 GAXT2 60 2 6AXR4 35A 3 6CPVO 125A 2 6CPT4 
30 1 6AXV5 Oo 2 6AXU1 THED Series, Line/Load Lug Terminals 40A 1 6CPP2 125A 3 6AXJ3 
30 Z 6AXW3 40 1 6AXT3 2A 1 6AXL7 40A 2 6CPR5 150A 2 6CPT5 
35 1 6AXV6 40 2 6AXU2 15A 1 6AXL6 40A 3 6CPV1 150A 3 6AXJ4 
35 2 6AXW4 45 1 6AXT4 15A 2 6AXNO 45A 1 6CPP3 
40 1 6AXV7 45 2 6AXU3 20A 2 6AXN1 45 A Z 6CPR6 
40 Z 6AXW5 50 1 6AXT5 20A 3 6AXN5 45A 3 6AXH5 
45 1 GAXV8 50 2 6AXU4 25A 1 6AXL8 50 A 1 6CPP4 
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THOQL (Plug-In) and THQB ($6) 
(Bolt-On) Circuit Breakers 
= 1-pole 120VAC; 2-pole 120/240VAC; 3-pole 240VAC Bolt-on breakers are for use in 120/240V AQ light- 









= Screw clamp connection up to 30A; box ing panels. Plug-in breakers are for use in AQL 
lug connection 35A and higher lighting panels and Power Mark Gold load centers. 
1-POLE |2-POLE| 3-POLE 1-POLE |2-POLE! 3-POLE 
Item Item Item Item Item Item 
Amps Series No. No. No. Amps Series No. No. No. 
Standard, 10kA at 120/240V AC Max. AIR Rating 60 THHQL 3HXG4 | 3HXG8 | 3HXH2 
15 THQL 3HXH4 | 3HXK5 | 3AGG8 60 THHQB 3HXP5 | 3HXP8 | 3HXR2 
15 THQB 3HXR3 | 3HXU2 | 3HXW2 100 THHQL — 3HXG5 | 3HXH3 
20 THQL SHXH8 §3HXK8 | 3AGG9 HID (High Intensity Discharge Lighting Loads), Standard 
20 THQB 3HXR6 | 3HXU5 | 3HXW3 10kA at 120/240V AC Max. AIR Rating Plug-In 
25 THQL 3HXJ3_ | 3HXL2 | 3HXN1 15 THQL 3HXH6 =| 3HXK7 — 4-Pole 
25 THQB 3HXR9 | 3HXU8  3HXW4 15 THQB 3HXR5 | 3HXU4 — 
30 THQL 3HXJ4 | 3HXL3 | 3HXN2 20 THQL 3HXJ1 | 3HXL1 — 
30 THQB 3HXT1 | 3HXU9 | 3HXW5 20 THQB 3HXR8 | 3HXU7 — Standard 
35 THQL 3HXJ7_ | 3HXL6 | 3HXN3 30 THQL 3HXJ6_ | 3HXL5 — ones 
35 THQB 3HXT4 | 3HXV3.| 3HXW6 30 THOB 3HXT3 | 3HXV2 — Bolt-On 
40 THOL 3HXJ8 | 3HXL7 | 3HXN4 Switching Neutral (Thermal Magnetic Pole 2-Pole 
40 THQB SHXT5 | 3HXV4 = 3HXW7 and Nonautomatic Pole for Switching Neutral), 
45 THQL 3HXJ9 | 3HXL8 | 3HXN5 10kA at 120/240V AC Max. AIR Rating 
45 THQB 3HXT6 | 3HXV5 | 3HXW8 15 THQL — 3AGG5 — 
50 THQL 3HXK1 | 3HXL9 | 3HXNG6 20 THQL — 3AGG6 — 
50 THQB 3HXT7 | 3HXV6 | 3HXW9 30 THQL — 3AGG7 — 
60 THQL 3HXK2 | 3AGG1 | 3HXN7 High Magnetic (High Inrush Loads), 10kA 
60 THQB 3HXT8 | 3HXV7 | 3HXX1 at 120/240V AC Max. AIR Rating 
70 THQL 3HXK3 | 3AGG2 | 3HXN8 15 THQL 3HXH7 = _— Standard 
70 THQB 3HXT9 | 3HXV8 | 3HXX2 20 THQL SHXJ2 = = Bolt-O 
80 THQL — 3AGG3 | 3HXN9 Arc Fault Circuit Interrupter, 10kA at —e 
80 THOB = 3HXV9 | 3HXX3 120/240V AC Max. AIR Rating 3-Pole 
90 THQL -- 3AGG4 | 3HXP1 15 THQB 32HY01 = a 
90 THQB — 3HXW1 | 3HXX4 15 THQL 32HY05 = = 
100 THQL — 3HXK4 | 3HXP2 20 THOB 32HY02 = = 
100 THQB — 3HXU1 | 3HXX5 20 THQL 32HY06 = = 
High Interrupting Capacity, 22kA a Accessories 
120/240V AC Max. AIR Rating Bolt-On Mounting Base _ _ SHWP3 
20 THHQL 3HXG2 | 3HXG6 3HXG9 Main Breaker Retainer, RK1 — _ 32WR76 
20 THHQB 3HXP3 | 3HXP6 | 3HXP9 Main Breaker Retainer, RK2 = = 32WR77 Switching Neutral 
30 THHQL 3HXG3 | 3HXG7 > 3HXH1 Main Breaker Retainer, RK3 = = 32WR78 Plug-In 
30 THHQB 3HXP4 | 3HXP7. 3HXR1 Main Breaker Retainer, RK4 — — 32WR79 2-Pole 
Surge Arrester — _ 32WR80 


THQL Load Centers 


Designed with sturdy copper bus and galvanized box to increase durability and reliability. Reduce total cost through 
faster, easier installation. Enhanced application flexibility and reduced inventory requirements. Side mounted main 
breaker allows top or bottom feed. Maintain optimum wire-bending space. Load center accessories available, see Grainger.com®. 


NEMA 1 INDOOR NEMA 3R OUTDOOR - 
No. of Mfr. Item Mfr. Item 
Amps Spaces H W D Model No. H W D Model No. 


1-Phase, 120/240V AC, Tin Plated Copper Bus 

Convertible, Main Lug 
125A 8 12%ain 12'%2in 3 *%ain TLM812FCUD =32WR94*) 11'%2in = 11%in 4'%ein TLM812RCU 32WR95 
125A 8 112%ain 113%4in 3 2%ain TLM812SCUD  32WR96 Tt — — — — 
125A 24 26%4in 15% 4in 3% in TLM2412CCU = 32WR88 30%6ein 14°%4in 5 Zein TLM2412RCU 32WR89 





200 A 40 40 %%4in 152%4in 3% in TLM4020CCU 32WR90 43 %2in 14°%4in 61%2in TLM4020RCU 32WR91 ia 
225A 42 445%ain 152%4in 3% in TLM4222CCU = =©32WR92 43 %2in 14°%4in 61%42in TLM4222RCU 32WR93 ns 
Main Circuit Breaker 
125A 24 26 %4in 152%4in 3% in TM2412CCU 32WR99 30%6ein 14%4in 5 Zin TM2412RCU 32WT01 
200 A 40 40 %%4in 152%4in 3% in TM4020CCU 32WT04 43 2in 142%2in 61%42in TM4020RCU 32WT05 
225A 42 445%ain 152%4in 3% in TM4222CCU 32WT06 43 %42in 142%2in 61'%2in TM4222RCU 32WT07 
3-Phase, 120/208V AC, Aluminum Bus ’ 
100A 18 24%in 152%%4in 3 %in T™M18410C 32WR97 27 in 13 % in 5 Yin TM18410R 32WR98 li 
200 A 30 36 *VYesin 152%4in 3% in TM30420C 32WT02 36 Yin 12 %in 5 Yin TM30420R 32WT03 F 
3-Phase, 208Y/120V AC, Aluminum Bus 
225A 42 44'%6in 152%4in 4% in TM42422C 32WT08 411¥%2in 13%in 6 4Ya<in TM42422R 32WT09 
Main Lug 
125A 12 20%in 152%%4in 3 %in TL12412C 32WR81 21%in 13%in 5 %%4in TL12412R 32WR82 
225A 30 44'%6in 152%4in 4% in TL30422C 32WR83 — _ _ _ — 
225A 42 441%6in 152%4in 4% in TL42422C 32WR84 411¥%2in 13Y%in 64Ya4in TL42422R 32WR85 
No. 32WR97 


* Flush enclosure. ¢ Surface enclosure. 


TEY (Bolt-On) Circuit Breakers 96) 





= 1-pole 277VAC; 2- and . hea 20K 3-POLE 
ax. tem tem tem 
3-pole 277/480VAC Amps _ Wire Size No. No. No. 
=» 14K AIR 15 A 10 AWG | 3HXA9 3HXD4 3HXE8 
0A 10AWG | 3HXC1 3HXD5 3HXE9 
= Screw clamp 25 A 10 AWG | 3HXC2 3HXD6 3HXF1 
connection up to 30A; 30 A TO AWG | 3HXC3 3HXD7 3HXF2 
x | nnection 35 A 4 AWG 3HXC4 3HXD8 3HXF3 
ze A ug ae hi ° 40 A 4 AWG 3HXC5 3HXD9 3HXF4 
and higner 45 A 4 AWG 3HXC6 3HXE1 3HXF5 
: 50A 4 AWG 3HXC7 3HXE2 3HXF6 
Molded fase breaker S for 60 A 4 AWG 3HXC8 3HXE3 3HXF7 
use in 1" pole spacings 70 A 1/0 AWG | 3HXC9 3HXE4 3HXF8 
in 480/277V AE lighting 80 A 1/0 AWG _| 3HXD1 3HXE5 3HXF9 
panels 90 A 1/0 AWG | 3HXD2 3HXE6 3HXG1 
100 A 1/0 AWG | 3HXA8 3HXD3 3HXE7 1-Pole 2-Pole 3-Pole 
Bolt-On Mounting Base _ —_ SHWP3 
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ELECTRICAL Scan. Order. Done. 
Circuit Breakers Details on page Al. 











Circuit Breaker Accessories 
Mfr. Item 
For Use With Voltage Amps Model No. 
Lug Kit 
GE Spectra Series SK800 Circuit Breakers 600V AC 20A FCALK12 6CNU4 
GE Spectra Series SK800 Circuit Breakers 600V AC 60A FCALK13 6CNU5 
GE Spectra Series SK800 Circuit Breakers 600V AC 100 A FCALK14 6CNU6 
GE Spectra Series SK800 Circuit Breakers 600V AC 800 A TCALK381 460458 
GE Spectra Series SK800 Circuit Breakers 600V AC 600A TCLK365 6CPL9 
A: Spectra Series SK800 Circuit Breakers 600V AC 800A TCAL81 6CPL8 
ug 2 
GE Spectra Series SF Circuit Breakers 600V AC 150A TCAL18 3HZE6 Lug Kit 
GE Spectra Series SF Circuit Breakers 600V AC 250A TCAL29 SHWP6 No. 6CPL9 
Panel Mounting Kit 
GE TED, THED4 and SE Circuit Breakers _— — ASPTED3P 6CYV8 
Bell Alarm Switch 
GE Spectra Series Circuit Breakers 30V AC 15 A, 1,200 A SABAG1 SHWNI 
GE Spectra Series Circuit Breakers 240V AC/125V DC 15A,1,200A SABAP1 SHWP1 
Replacement Trip Coil 
GE Spectra Series Circuit Breakers — 15 A, 1,200 A SACTUATOR  3HWP2 
Raintight Hub Closing Cap 
aa Oe eark Gold and Plus Load Centers Circuit Breakers — — TCCP 32WR64 
round Kit 
PowerMark Gold and Plus Load Centers — 225A; 220 TGK24 32WR68 Filler Plat 
PowerMark Gold and Plus Load Centers — 225 A, 225 TGK42 32WR71 en ee 
Screw Hardware Kit No. 32WT13 
GE PowerMark Gold and Plus Load Centers Circuit Breakers — — THDWRKIT = 32WR75 
Neutral and Ground Lug Kit 
eee Gold and Plus Load Centers 120/240V AC 200 A, 200 TLK20 32WR86 
iller Plate 


TQLFP1 32WT13 


PowerMark Gold and Plus Load Centers — 
Undervoltage Release 













GE Spectra Series Circuit Breakers 120V AC/125V DC =15A,1,200A SAUV1 3HWR7 
GE Spectra Series Circuit Breakers 240V AC/250V DC 15A,1,200A SAUV2 3HWR8 34 Untervotage Release 
GE Spectra Series Circuit Breakers 24V AC/24V DC —15 A, 1,200 A SAUV3 3HWR9Y Eating Wala Pun tary ont 
ae Spectra Series Circuit Breakers ABV AC/48V DC =15A,1,200A SAUV4 3HWT1 ont ieee 
unt Trip 
GE Spectra Circuit Breakers 120V AC/125V DC 0.62 A SAST1 3HWR2 
GE Spectra Circuit Breakers 240V AC/250V DC 0.31A SAST2 3HWR3 
GE Spectra Circuit Breakers 24V AC/24V DC 3.12A SAST3 3HWR4 Undervoltage Release 
GE Spectra Circuit Breakers A8V AC/48V DC 1.56A SAST4 SHWR5 No. 3HWR7 
GE Spectra Circuit Breakers Not Rated/12V DC 6.25A SAST5 3HWR6 
1-POLE 2-POLE 3-POLE 
Max. Wire Mfr. ae Mfr. Item Mfr. Item 
Am Size (AWG) Model Model No. Model No. 
ED, 120/240VAC. For Use With SB Switchboards, senian Panelboards 
15 A 10 ED21B015 6FMY1 = — — — 
20A 10 = ED23B020 6FNA1 
25A 10 FD21B B025 6FMY2 £D22B025 6FMZ1 ED23B025 6FNA2 
30A 4 ED21B030 6FMY3 _ = ED23B030 6FNA3 
35A 4 ED21B035 6FMY4 ED22B035 6FMZ2 = = 
40A 4 ED21B040 6FMY5 ED22B040 6FMZ3 ED23B040 6FNA4 
45 A 4 = — ED22B045 6FMZ4 ED23B045 6FNA5 
50A 4 ED21B050 6FMY6 ED22B050 6FMZ5 ED23B050 6FNAG 
60A 4 ED21B060 6FMY7 ED22B060 6FMZ6 ED23B060 6FNA7 
70A 1/0 ED21B070 6FMY8 ED22B070 6FMZ7 ED23B070 6FNA8 
80 A 1/0 ED21B080 6FMY9 ED22B080 6FMZ8 ED23B080 6FNA9 
90 A 1/0 — — ED22B090 6FMZ9 ED23B090 6FNCO 
100A 1/0 ED21B100 6FMZO ED22B100 6FNAO ED23B100 6FNC1 
ED, 277/480VAC, For Use With 2B Switehoards, Sentron Panelboards 
15 A 10 D41B015 3CMG4 ED42B015 3CMH5 ED43B015 3CMJ6 
20A 10 on B020 3CMG5 ED42B020 3CMH6 ED43B020 3CMJ7 
25A 10 ED41B025 6FNC2 — — ED43B025 6FNC9 
30A 4 ED41B030 3CMG6 ED42B030 3CMH7 ED43B030 3CMJ8 
35 A 4 ED41B035 6FNC3 — — ED43B035 6FNDO 
40 A 4 ED41B040 3CMG7 ED42B040 3CMH8 ED43B040 3CMJ9 
450A 4 ED41B045 6FNC4 ED42B045 6FNC6 ED43B045 6FND1 
50A 4 ED41B050 3CMG8 ED42B050 3CMH9 ED43B050 3CMK1 
60A 4 ED41B060 3CMG9 ED42B060 3CMJ1 ED43B060 3CMK2 
70A 1/0 ED41B070 3CMH1 ED42B070 3CMJ2 ED43B070 3CMK3 ED 1-Pole 
80 A 1/0 ED41B080 3CMH2 ED42B080 3CMJ3 ED43B080 3CMK4 
90 A 1/0 ED41B090 3CMH3 ED42B090 3CMJ4 ED43B090 3CMK5 
100A 1/0 ED41B100 3CMH4 ED42B100 3CMJ5 ED43B100 3CMK6 
T10 A 2/0 — — ED42B110 6FNC7 ED43B110 6FND2 
125 A 2/0 ED42B125 6FNC8 ED43B125 6FND3 HED 2-Pole 
HED, For Use With SB Switchboards, Sontron Famal vas 
15A 10 HED41B015 3AFK9 HED42B015  3CMP1 HED43B015 3CMR2 S| E Mi IE N S 
20A 10 HED41B020.  3CMN1 HED42B020 3CMP2 HED43B020  3CMR3 
25 A 10 HED41B025 6FNHO — — HED43B025 6GNC2 7 > 
30 A 4 HED41B030 _ 3CMN2 HED42B030 _ 3CMP3 HED43B030 _ 3CMR4 Circuit Breakers for 
35 A 4 HED41B035 6FNH1 HED42B035 6FNH3 HED43B035 6GNC3 Sj p Ib d 
40A 4 HED41B040 3CMN3 HED42B040  3CMP4 HED43B040  3CMR5 
450A 4 HED41B045 6FNH2 HED42B045 6FNH4 HED43B045 6GNC4 lemens anemoards 
50A 4 HED41B050 3CMN4 HED42B050  3CMP5 HED43B050  3CMR6 
60A 4 HED41B060  3CMN5 HED42B060  3CMP6 HED43B060  3CMR7 and Switchboards 
70A 1/0 HED41B070  3CMN6 HED42B070  3CMP7 HED43B070  3CMR8 = Box lug 
80A 1/0 HED41B080  3CMN7 HED42B080  3CMP8 HED43B080  3CMR9 
90A 1/0 HED41B090  3CMIN8 HED42B090  3CMP9 HED43B090 3CMT1 ED 
100A 1/0 HED41B100  3CMN9 HED42B100  3CMR1 HED43B100 3CMT2 ; . 
110A = = = HED42B110  6GNCO HED43B110  6GNCS = 1-pole: 10kA IR at 120/240VAC; 
7 25 A = ; = HED42B125  6GNC1 HED43B125  GGNC6 1-pole: 22kA at 277VAC 
FXD, For Use With SB Switchboards wit out Lugs, Sentron Panelboards == 2 : 
ini oe ai. = FXOSTETOG SENES 2- and 3-pole: 18kA at 480VAC 
125A = — — FXDO2BI 25 6FNE1 FXD63B125 6FNEG HED 
150A — — — FXD62B150 6FNE2 FXD63B150 6FNE7 
175 A = = = FXD62B175 GENES FXD63B175 GFNE® = 1-pole: 65kA IR at 277VAC, 12 to 30A; 
O50 A = = = FXDGIB250 BENE | FXD638250 —— 6ENF1 ee ee 
JXD, For Use With SB Switchboards Without Lugs, Sentron Panelboards = 2- and 3-pole: 42KA IR at 480VAC 
900 A 500 kemil JXD22B200 6GNF8 JXD23B200 6GNG4 FXD 
225 A 500 kcmil — — JXD22B225 6GNF9 JXD23B225 6GNG5 
250 A 500 kemil — — JXD22B250 —« 6GNGO JXD23B250 _—‘ 6GNG6 = 2- and 3-pole: 22kA IR at 600V 
300 A 500 kcmil = — JXD22B300 6GNG1 JXD23B300 6GNG7 
350 A 500 kemil = — JXD22B350 6GNG2 JXD23B350 6GNG8 JXD 
400 A 500 kcmil — JXD22B400 6GNG3 JXD23B400 6GNG9 = 2- and 3-pole: 65KkA IR at 240VAC 
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Find the yl. Find Solutions. Find Great Prices. Circuit Breakers 
Max. AIR Item Max. AIR Item 
S i E M E io S Amps Phase Rating Series No. Amps Phase Rating Series No. 
BQ & BQH Series, Bolt-On Siemens Miniature Circuit Breakers 70 1 10kA at 120/240V AC IR BQ 6FMK5 
1-Pole, High Interrupting Capacity 80 1 10kA at 120/240V AC IR BQ 6FMK7 
BQ (Bolt-On) 15 1 29kA at 120V AC IR BOH  6FMH4 90 1 10kA at 120/240V ACIR BQ  GFMLO 
: . 20 1 29KA at 120V AC IR BOH  3HZW4 125 1 10kA at 120/240V ACIR BQ  G6FML4 
Circuit Breakers 30 1 29KA at 120V AC IR BOH  3HZW5 15 1 10kA at 120/240V ACIR BQ  3HZU1 
S) BaSTANAG sok Sue 9) ) MRNAS 80 a 
j ini j i at 7 at 
These BQ and BQH eErIeS miniature circutt breakers 60 1 29kA at 120V AC IR BOH  3HZW8 40 1 TOkA at 120/240V ACIR BQ  3HZU4 
are bolted into place in panelboards, so they're more 70 . 1 : SOKA at 120V AC IR BOH  3HZW9 50 1 10kA at 120/240VACIR BQ 3HZU5 
3 1-Pole, Shunt Trip 60 1 10kA at 120/240V ACIR. BQ  3HZU6 
stable than plug-in breakers. They interrupt currents 15 1 TOKA at 120V AC IR BQ 3HZZ3 100 1 10kA at 120/240V AC IR BQ 3HZV1 
when low-level faults are detected in the circuit. 20 1OKA at toy AC IR BY 3H7ZZ4 15 1 10kA at 240V AC IR BQH 6FML7 
its} at 3HZZ5 20 1 T0kA at 240V AC IR BOH  6FML8 
They have a lug orientation to allow for straight-in 40 1 TOKA at 120V AC IR BQ 3HZZ6 30 1 T0kA at 240V AC IR BOH  6FMNO 
wiring through bus bars, which eliminates the need 20 Bok at 120V aC R Bor EMH 3-Pole, High Interrupting Capacity 
iatail wi at 8 15 3 29kA at 240V AC IR BOH  6FMN8 
to pigtail wires and helps organize the panelboard. 1-Pole, Standard a ; SSE OTC ACIB SH BEM? 
10 1 TOKA at 120V AC IR BQ 6FMH3 35 3 29kA at 240V AC IR BOH  6FMP4 
25 1 TOKA at 120V AC IR BQ G6FMHG6 45 3 29kA at 240V AC IR BOH  6FMP8 
35 1 TOKA at 120V AC IR BQ 6FMH9 80 3 29KA at 240V AC IR BOH  6FMR6 
45 1 TOKA at 120V AC IR BQ 6FMJ1 90 3 29kA at 240V AC IR BOH  6FMTO 
55 1 TOKA at 120V AC IR BQ 6FMJ2 20 3 29kA at 240V AC IR BOH  3HZY3 
70 1 TOKA at 120V AC IR BQ GFMJ4 30 3 29KA at 240V AC IR BOH  3HZY4 
15 1 T0kA at 120V AC IR BQ 3HZT2 40 3 29KA at 240V AC IR BOH  3HZY5 
20 1 10kA at 120V AC IR BQ 3HZT3 50 3 29kA at 240V AC IR BOH  3HZY6 
30 1 10kA at 120V AC IR BQ 3HZT4 60 3 29KA at 240V AC IR BOH  3HZY7 
40 1 10kA at 120V AC IR BQ 3HZT5 70 3 29kA at 240V AC IR BOH  3HZY8 
50 1 10kA at 120V AC IR BQ 3HZT6 100 3 29KA at 240V AC IR BOH  3HZZ2 
60 1 10kA at 120V AC IR BQ 3HZT7 3-Pole, Shunt Trip 
2-Pole, High Interrupting Capacity 15 3 10kA at 240V AC IR BQ 3CLZ2 
80 1  22kAat120/240VACIR BQH  6FMK9 20 3 10kA at 240V AC IR BQ 3CLZ3 
20 1 22kAat120/240VACIR BQH  3HZX2 30 3 T0kA at 240V AC IR BQ 3CLZ4 
30 1 22kAat120/240VACIR BQH  3HZX3 40 3 10kA at 240V AC IR BQ 3CLZ5 
40 1 22kAat120/240VACIR BQH  3HZX4 50 3 T0kA at 240V AC IR BQ 3CLZ6 
50 1 22kAat120/240VACIR BQH  3HZX5 60 3 T0kA at 240V AC IR BQ 3CLZ7 
60 1 22kAat120/240VACIR BQH  3HZX6 100 3 10kA at 240V AC IR BQ 3CMA1 
70 1 22kAat120/240VACIR BQH  3HZX7 45 3 10kA at 240V AC IR BQ GFMP7 
100 1 22kAat120/240VACIR BQH  3HZY1 70 3 T0kA at 240V AC IR BQ 6FMR2 
2-Pole, Shunt Trip 80 3 10kA at 240V AC IR BQ 6FMR5 
BQ 1-Pole 15 1 TOkA at 120/240V ACIR BQ  3CMA4 90 3 10kA at 240V AC IR BQ 6FMRQ 
20 1 T0kA at 120/240V ACIR BQ  3CMA5 15 3 22kA at 240V AC IR BQH  6FIMNS 
No. GFMH3 30 1 TOkA at 120/240VACIR BQ  3CMAG 20 3 29kA at 240V AC IR BOH  6FMPO 
40 1 10kA at 120/240VACIR BQ 3CMA7 50 3 29kA at 240V AC IR BQH  6FMP9 
50 1 10kA at 120/240V AC IR BQ 3CMA8 60 3 29kA at 240V AC IR BQH  6FMRO 
60 1 10kA at 120/240V ACIR. BQ 3CMA9 70 3 29kA at 240V AC IR BQH  6FMR3 
100 1 10kA at 120/240V ACIR. BQ 3CMC3 80 3 29kA at 240V AC IR BQH  6FMR7 
25 1 10kA at 120/240V ACIR BQ  GFMJ9 3-Pole, Standard 
70 1 10kA at 120/240V ACIR. BQ  6FMK6 25 3 TOKA at 240V AC IR BQ 6FMP1 
80 1 10kA at 120/240VACIR BQ  G6FMK8 45 3 TOKA at 240V AC IR BQ GFMP6 
90 1 10kA at 120/240V ACIR. BQ G6FML1 70 3 TOKA at 240V AC IR BQ 6FMR1 
125 1 10kA at 120/240V ACIR BQ  6FML5 80 3 TOKA at 240V AC IR BQ 6FMR4 
20 1 22kKA at 120/240V AC IR BQH  6FMJ7 90 3 TOKA at 240V AC IR BQ 6FMR8 
30 1 29kA at 120/240V AC IR BQH  6FMK1 15 3 TOKA at 240V AC IR BQ 3HzVv2 
100 1 29kA at 120/240V AC IR BQH  G6FML2 20 3 TOKA at 240V AC IR BQ 3HZV3 
~ 2-Pole, Standard 30 3 TOKA at 240V AC IR BQ 3HZV4 
BQ 1-Pole 10 1 10kA at 120/240V AC IR BQ  GFMJ5 40 3 T0KA at 240V AC IR BQ 3HZV5 
‘ 25 1 10kA at 120/240VACIR BQ  GFMJ8 50 3 10kA at 240V AC IR BQ 3HZV6 
Shunt Trip 35 1 10kA at 120/240V ACIR BQ  6FMK2 60 3 10kA at 240V AC IR BQ 3HZV7 
No. 3HZZ3 45 1 10kA at 120/240V ACIR BQ  6FMK4 100 3 10kA at 240V AC IR BQ 3HZW2 


SIEMENS 


HBL Frame 
opoe Gircuit Breakers 








1-Pole 
= Bolt-on panelboard mount 
= 1-pole: 65kA IR at 120VAC 
= 2-pole: 65kA IR at 120/240VAC 
= 3-pole: 65kA IR at 240VAC 
1-POLE 2-POLE 3-POLE = 
Mfr. Item Mfr. ltem Mfr. Item 

Amps Model No. Model No. Model No. 

Standard 
15 B115HH 6EUZO B215HH 6EVG3 B315HH 6EVU1 
0 B120HH 6EUZ7 B220HH 6EVH1 B320HH 6EVUG 
95 B125HH GEVA3 = = B325HH 6EVX2 i 
30 B130HH GEVAS B230HH 6EVJ5 B330HH 6EVX7 | : No. 

35 B135HH 6EVC3 B235HH 6EVK3 B335HH 6EVY3 6FMX1 

40 B140HH 6EVC7 B240HH 6EVK8 B340HH 6FIMAG 

45 = = B245HH 6EVL6 B345HH 6FIMC2 : 

50 B150HH 6EVD6 B250HH 6EVN1 B350HH 6FMC7 No. GDNT5S sciae 

60 B160HH 6EVE2 B260HH GEVNG B360HH 6FMD2 

70 — = B270HH 6EVP6 B370HH 6FMD8 7 . . 

30 = = BO80HH 6EVR3 B380HH 6FME4 Siemens Circuit SIEMENS 
90 = = B290HH GEVTO B390HH 6FMFO : 

100 = = B2100HH GEVES B3100HH GEVT6 Breaker Accessories 

125 = = B2125HH 6EVF8 = —_ 

Shunt Trip Mfr. Item 
15 B115HHOOSO1  6EUZ1 B215HH00S01 6EVG4 B315HH00S01 6EVU2 Description For Use With Model _No. 
20 B120HHOOSO1  6EUZ8 B220HH00S01 6EVH2 B320HH00S01 6EVU7 Padlocking Device pemens BL, BLE BE, BEE Circuit Breakers ECPLD{ G6DNTO 
30 B130HH00S01  GEVAO B230HHO0SO1  6EW6 ~~ B330HHOOSO1  BEVX8 Padlocking Device _BQ Circuit Breakers poe, SON 

= = = — Handle Blocking Siemens BQXD, BL, BQ, BQH, HBQ, 

35 B335HH00S01 6EVY4 ee ECQL1 6DNT2 
40 — _ B240HH00S01 6EVK9 = = Device BLH, HBL Circuit Breakers 

50 B150HH00S01  GEVD7 B250HHOOSO1  GEVN2 B350HHO0SO1  6FMC8 Locking Device SU rie uel HBQ, ECQLD3 6DNT3 
S — — oe ae SE LSaL MO oo Mechanical Interlock Siemens BQ Circuit Breakers ECQML12 6DNT4 
30 — — BO80HHOOSO1 6EVR4 B380HHOOSOi GFMES anes oo Siemens QP and QT Circuit Breakers ECQTH3 6DNT5 
90 = = B290HH00S01 6EVT1 B390HH00S01 6FMF4 nevide Siemens BQD, CQD, NGG Breakers BQDHBD 6FMX1 
100 = = B2100HHO0SO1 _—GEVFO B3100HHO0SO1 _—GEVT7 Padlocking Device Siemens BOD, CQD Breakers BODPLD 6FMX2 
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ELECTRICAL 
Circuit Breakers 


Scan. Order. Done. 
Details on page A1. 

















OP Plu «In and S| IE M ENS Max. AIR Item Max. AIR Item 
g ane : hase 22kA AV AC IR sens SEMI Ames hase 22kA rau AC IR saa SFMCO 
= = at 5 at 
BL (Bolt-On) Circuit Breakers 60 1  22kAat120/240VACIR BFH GFMH2 50 3  22kAat240VACIR BL GFMC5 
for Si Load Cent eae et ECT ae, | nyc oS 
at at 
or lemens 0a en ers 20 1 10kA at 120/240V ACIR BLE 3HZL8 80 3 22kA at 240V AC IR BL 6FME2 
= Fixed lug 30 1 10kA at 120/240V ACIR BLE 3HZL9 90 3 22kA at 240V AC IR BL  6FME8 
: = 40 1 10kA at 120/240V ACIR BLE 3AGJ1 100 3 22kA at 240V AC IR BL  6EVT4 
= UL Listed and CSA Certified a ae at ay - E BLE 3AGIZ Qa ie. ae caine all Seu Breakers 
+ nee F F F at 1-Pole, Combination Arc Fault Circuit Interrupter 
These miniature circuit breakers are compatible with Siemens 2-Pole, Standard 15 4 10kAat120VACIR OA 34AN31 
panelboards and load centers and interrupt the flow of current , ° 1 zt Reet ite li sone wt ul 10kA at 120V AC IR QA _34AN33 
a -Pole, Duplex 
when low-level faults are detected. They prevent damage caused 30.1 10kA at 120/240VACIR BL  3CMZ6 15/15 1  10kAat120VACIR Q 6DNRS5 
by overcurrents and short circuits in residential, light commercial, 40. 1 10kA at 120/240VAC IR BL 3CMZ8 = 15/201 10kA at 120V AC IR Q _6DNR7 
: : 50 1 10kA at 120/240V ACIR BL 3CNA1 20/20 1 10kA at 120V AC IR Q  6DNR8 
and industrial Max. AIR Item 60 1 10kA at 120/240V ACIR BL S3CNA2 1-Pole, Duplex, Non CTL 
applications where Amps Phase Rating Series _No. 100 1 TOkA at 120/240VAC IR BL 3CMZ1. = 15/15 1 10kAat 120VACIR —-Q_—«GDNRG 
ane gets B Series, Bolt-On Siemens Miniature Circuit Breakers 25 1 10kAat120/240VACIR BL  6EVH5 20/20 1 10kA at 120V AC IR Q  6DNR9 
sensitive circuit 1-Pole, Ground Fault Circuit Interrupter 35.1 10kA at 120/240VAC IR BL GEVJ9 1-Pole, Ground Fault Circuit 
protection iS 15 1 10kA at 120V AC IR BF 3HZN4 45 1 10kA at 120/240V ACIR' BL 6EVL2 Interrupter (Class A - 5mA) 
20 1 10kA at 120V AC IR BF 3HZN5 70 1 10kA at 120/240V ACIR BL 6EVP2 15 1 10kA at 120V AC IR QF 8CNL3 
needed. 30 1 10kA at 120V AC IR BF 3HZN6 80 1 10kA at 120/240V ACIR BL 6EVP9 20 1 10kA at 120V AC IR QF 3CNL4 
= NOTE: QP and 25 1 10kA at 120V AC IR BF 6FMG4 90 1 10kA at 120/240V ACIR BL 6EVR6 30 1 10kA at 120V AC IR QF 3CNL5 
15 1 22kA at 120V AC IR BFH 6FMG1 110 1 10kA at 120/240VACIR BL GEVF2 1-Pole, Standard 
BL breakers are ~20 D9kA at 120V AC IR. BFH 6FMG2 125. 1  10kAat120/240VACIR BL GEVFS 1 1 10kA at 120V AC IR Q  3CNE5 
UL Approved 1-Pole, Ground Fault Equipment Protection 15 1 22kA at 120/240V AC IR BL  6EVG2 20 1 10kA at 120V AC IR Q _3CNE8 

15 1 10kA at 120/240V AC IR BLE 3HZL4 20 1 22kAat120/240VACIR BL 6EVG9 30 1 10kA at 120V AC IR Q 3CNF3 
replacements 20.1 10kA at 120VACIR BLE  3HZL5 25. 1 22kAat120/240V AC IR BL GEVH7 40.1 TOKA at 120V AC IR Q  3CNF6 
for ITE breakers. 30.1. 1O0kAat120VACIR BLE SHZL6 30 1 22kAat120/240VACIR BL  GEWJ3 50.1  10kAat120VACIR Q  3CNF7 

15 1 22kA at 120V AC IR BLE 6FMF2 35 1 22kA at 120/240V AC IR BL 6EVK1 2-Pole, Ground Fault Circuit 

1 20kA at 120VACIR BLE GFMF3. 40 1 22kAat120/240VACIR BL  GEVK6 _—_Interrupter (Class A - 5mA) 
Standard 45 1  22kAat120/240V ACIR BL 6EVL4 90 | 10kA at 120V AC IR QF  3CNL7 
1 10kA at 120/240V ACIR BL 3CMX8 50 1 22kA at 120/240V ACIR BL G6EVL9I 40 | 10kA at 120V AC IR QF  3CNL9 
1 10kA at 120/240V ACIR BL 38CMY1 60 1 22kA at 120/240V ACIR BL 6EVN6 50 | 10kKA at 120/240V ACIR QF  § 3AFL1 
1 10kA at 120/240V ACIR BL 3CMY4 70 1 22kA at 120/240V ACIR BL 6EVP4 60 | 10kA at 120/240V AC IR QF  3AFL2 
1 10kA at 120/240V ACIR BL  8CMY5 80 1 22kA at 120/240V AC IR BL 6EVR1 2-Pole, High Intensity Discharge 
1 10kA at 120/240V ACIR BL  8CMY6 90 1 22kA at 120/240V AC IR BL 6EVR8 15 | 10kA at 120V AC IR Q  3CNG9 
1 10kA at 120/240V ACIR BL  38CMY7 100 1 22kA at 120/240V AC IR BL 6EVE/ 90 | 10kA at 120V AC IR Q  3CNH4 
1 10kA at 120/240V ACIR BL 6EUZ9 110 1 22kA at 120/240V AC IR BL GEVFS8 30 | 10kA at 120V AC IR Q  3CNH8 
1 10kA at 120/240V ACIR BL 6EVCO 125 1 22kA at 120/240V AC IR BL 6EVE/ 2-Pole, Standard 
1  10kAat120/240V AC IR BL  6EVC9 3-Pole, Standard 15 | 10kA at 120V AC IR Q  3CNG7 
1 10kA at 120/240V ACIR BL 6EVD8 15 3 10kA at 240V AC IR BL  3CNA6 90 | 10kA at 120V AC IR Q  3CNH1 
1 10kA at 120/240V ACIR BL _ GEVE3 20 3 10kA at 240V AC IR BL 3CNA7 30 | 10kA at 120V AC IR Q  3CNH6 
1 22kA at 120/240V AC IR BL 6EUY8 380A 3 10 kA IR B 3CNA8 40 | 10kA at 120V AC IR Q  3CNH9 
1 22kA at 120/240V AC IR BL 6EUZ5 40 =) 10kA at 240V AC IR BL 3CNA9 50 | 10kA at 120V AC IR Q 3CNJ1 
1 22kA at 120/240V AC IR BL 6EVA1 50 3 10kA at 240V AC IR BL  3CNC1 60 1 10kA at 120V AC IR Q 3CNJ2 
1 22kA at 120/240V AC IR BL 6EVA6 60 3 10kA at 240V AC IR BL 3CNC2 100 1 10kA at 120V AC IR Q  3CNG5 
1 22kA at 120/240V AC IR BL 6EVC5 100 3 10kA at 240V AC IR BL 3CNA4 95 | 10kA at 120V AC IR Q  6DNRO 
1 22kA at 120/240V AC IR BL 6EVD4 25 3 10kA at 240V AC IR BL  6EVU8 125 1 10kA at 120V AC IR Q  6DNR1 
1 22kA at 120/240V AC IR BL 6EVE1 35 3 10kA at 240V AC IR BL  6EVX9 70 1 10kA at 120V AC IR Q  6DNR2 
1 22kA at 120V AC IR BL  6EVE5 45 3 10kA at 240V AC IR BL 6FMA8 80 | 10kA at 120V AC IR Q  6DNR3 
Ground Fault Circuit Interrupter 70 3 10kA at 240V AC IR BL 6FMD4 90 1 10kA at 120V AC IR Q  6DNR4 
1 10kA at 120/240V AC IR BF 3HZN7 80 3 10kA at 240V AC IR BL 6FMEO 3-Pole, Standard 
1 10kA at 120/240V ACIR BF 83HZN8 90 3 10kA at 240V AC IR BL 6FME6 15 3 10kA at 120V AC IR QP 3CNJ7 
1 10kA at 120/240V ACIR BF 3HZN9 15 3 22kA at 240V AC IR BL  6EVT9 90 3 10kA at 120V AC IR Q 3CNJ8 
1 10kA at 120/240V AC IR BF 3HZP1 20 3 22kA at 240V AC IR BL 6EVU4 30 3 10kA at 120V AC IR Q  3CNK1 
1 10kA at 120/240V AC IR BF  3HZP2 25 3 22kA at 240V AC IR BL  6EVX0 40 3 10kA at 120V AC IR Q  3CNK4 
1 10kA at 120/240V ACIR BF 8HZP3 30 3 22kA at 240V AC IR BL  6EVX5 50 | 10kA at 120V AC IR Q  3CNK6 
1 22kA at 120/240V AC IR BFH 6FMG9 35 3. 22kAat120/240VACIR BL 6EVY1 60 3 10kA at 120V AC IR QP  3CNK7 
1 22kA at 120/240V AC IR BFH 6FMHO 40 3. 22kAat120/240VACIR BL 6EVY6 100 3 10kA at 120V AC IR QP 3CNJ6 
1-POLE 2-POLE 3-POLE 
Max. Mfr. Item Mfr. Item Mfr. Item 
Amps Wire Size Model _No. Model No. Model No. 
15 6 AWG BQD115 6FMT3 BQD215 6FMU6 BQD315 6FMV9 
BQD 3-Pole 20 6 AWG BQD120 6FMT4 BQD220 6FMU/ BQD320 6FMWO 
No. 6FMV8 25 6 AWG BQD125 6FMT5 BQD225 6FMU8 BQD325 6FMW1 
Sl E M E N S 30 6 AWG BQD130 6FMT6 BQD230 6FMU9 BQD330 6FMW2 
35 6 AWG BQD135 6FMT/ BQD235 6FMVO BQD335 6FMWS3 
BaD (Bolt-On) 40 6 AWG BQD140 6FMT8 | BQD240 6FMV1 | BQD340 6FMW4 
45 1/0 AWG BQD145 6FMT9 BQD245 6FMV2 BQD345 6FMW5 
H A 50 1/0 AWG BQD150 6FMUO BQD250 6FMV3 BQD350 6FMW6 
Circuit Breakers 60 1/0 AWG BQD160 6FMU1 BQD260 6FMV4 BQD360 6FMW7 
: 70 1/0 AWG BQD170 6FMU2 BQD2/70 6FMV5 BQD3/70 6FMW8 
| - - 
1-pole 277V; 2-pole 80 1/0 AWG BQD180 6FMU3 | BQD280 6FMV6 | BQD380 6FMW9 
277/480V; 3-pole 277/480V ~~ 90 1/0 AWG BOD190 6FMU4 | BOQD290 6FMV7 | BQD390 6FMXO 
= 14kKA IR 100 1/0 AWG BQD1100 6FMT2 BQD2100 6FMU5 BQD3100 6FMV8 
A 
. E-1-N Reset Item Reset ltem 
Automotive BUSSMANN Type Amps Voltage No. Type Amps Voltage _No. 
CB211 & 212 CB1911 Series, Maxi Footprint Automatic _—_30 14VDC 6CJD5 
; CB221 & 222 Ci it B k Automatic _20 12VDC_ _—SKDK6 Automatic _40 14VDC 6CJD6 
Series Satice irculit breakers Automatic 30 12VDC 5KDK7 Automatic 50 14VDC  6CJD7 
Reset Item Automatic _ 40 12VDC___—sSKDK8 CBT-M Series, For Mack Trucks 
Modified 30 12VDC 5KDL8 CBC-B Series, Stud Mount with Bracket Modified 15 12VDC 6CJD9 
Series Automatic 10 12VDC 5KDL9 Automatic 15 14VDC 6CJC7 Modified 20 12VDC 6CJE1 
Automatic 15 t2VDe SKDNO Automatic 20  14VDC  6CJC8 Modified 30 12VDC  6CJE2 
Automatic 20 12VDC5KDN1 Automatic 25 14VDC___—«6CJC9 CBT-N Series, For Navistar Trucks 
Automatic 25 {VDC BKDN2 Automatic 30 14VDC 6CJDO Modified 15 12VDC 6CJE3 
Reset Automatic 30 t2VDe BKDN3 Automatic 40 14VDC  6CJD1 Modified 20  12VDC  G6CJE4 
Type _ _Amps__ Voltage No. CB222 Series, ATC Footprint Automatic _50 14VDC__—«6C D2 Modified 25 12VDC___—«BCJES 
CB211 Series, ATM Footprint Modified 10 {VDC 5KDN4 CBC Series, Stud Mount Modified _30 12VDC 6CJE6 
Automatic 10 14VDC 5KDLO Modified 15 12VDC 5KDN5 Automatic 10 14VDC 6CJA9 CB185 Series, Waterproof 
Automatic 15 14VDC 5KDL1 Modified 0 12VDC 5KDNG Automatic 15 14VDC 6CJCO Manual 50 48VDC 6CHZ5 
Automatic 20 14VDC 5KDL2 Modified 5 12VDC BKDN7 Automatic _ 20 14VDC 6CJC1 Manual 60 48VDC 6CHZ6 
Automatic 25 14VDC 5KDL3 Modified 30 12VDC 5KDN8 Automatic 25 14VDC 6CJC2 Manual 70 48VDC 6CHZ7 
Automatic 30. 14VDC  6CJA3 (B227 Series, ATC Footprint Automatic 30 14VDC _-6CJC3 Manual 80  48VDC  6CHZ8 
CB212 Series, ATM Footprint Manual 10 28VDC 6CJA4 Automatic _ 40 14VDC 6CJC4 Manual 100 48VDC 6CHZ9 
Modified 10 12VDC  5KDL4 Manual 15~ 28VDC 6CJAS Automatic 50 14VDC —_6CJC5 Manual 120  48VDC _ 6CJAO 
Modified 15 12VDC —«5SKDL5 Manual 0 28VDC  6CJAG CBP-BA Series, Stud Mount with Bracket Manual 135  48VDC _6CJA1 
Modified 90 12VDC 5KDL6 Manual 5 28VDC 6CJA7 Automatic —_20 14VDC 6CJD3 Manual 150 48VDC 6CJA2 
Modified 95 12VDC 5KDL7 Manual 30 %8VDC 6CJA8 Automatic 25 14VDC 6CJD4 
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GHB Bolt-On Circuit Breakers 


These panelboard breakers are suitable for reverse-feed applications. 480VAC. UL Listed and CSA Certified. 
1-POLE 


Wire Size 
10 AWG 
10 AWG 
1/0 AWG 
1/0 AWG 
1/0 AWG 
1/0 AWG 
1/0 AWG 
1/0 AWG 
1/0 AWG 
1/0 AWG 
1/0 AWG 
1/0 AWG 
1/0 AWG 


Mfr. 
Model 
GHB1015 
GHB1020 
GHB1025 
GHB1030 
GHB1035 
GHB1040 


GHB1050 


2-POLE 
Item Item 
No. Model No. 
46MX30 GHB2015 46MX37 
46MX31 GHB2020 46MX38 
46MX32 GHB2025 46MX39 
46MX33 GHB2030 46MX40 
46MX34 — —_— 
46MX35 GHB2040 46MX41 
46MX36 GHB2050 46MX42 
— GHB2060 46MX43 
— GHB2070 46MX44 
— GHB2080 46MX45 
— GHB2090 46MX46 
—_— GHB2100 46MX47 


Molded Case Series C Circuit Breakers 


Designed with standard load terminals and suitable for reverse-feed use. Thermal magnetic trip type. UL Listed and CSA Certified. 


Max. 
Amps Wire Size 
EHD Series 
1-Pole, 277V AC 
15A 1/0 AWG 
20A 1/0 AWG 
25 A 1/0 AWG 
30 A 1/0 AWG 
40A 1/0 AWG 
50A 1/0 AWG 
2-Pole, 480V AC 
15A 1/0 AWG 
20A 1/0 AWG 
25A 1/0 AWG 
30 A 1/0 AWG 
35 A 1/0 AWG 
40 A 1/0 AWG 
50 A 1/0 AWG 
60 A 1/0 AWG 
70A 1/0 AWG 
80 A 1/0 AWG 
3-Pole, 480V AC 
15A 1/0 AWG 
20A 1/0 AWG 
25A 1/0 AWG 
30 A 1/0 AWG 
35 A 1/0 AWG 
40 A 1/0 AWG 
50 A 1/0 AWG 
60 A 1/0 AWG 
70A 1/0 AWG 
80 A 1/0 AWG 
90 A 1/0 AWG 
100A 1/0 AWG 
FD Series 
1-Pole, 347V AC 
20A 1/0 AWG 
30 A 1/0 AWG 
2-Pole, 600V AC 
15A 1/0 AWG 
20A 1/0 AWG 
25 A 1/0 AWG 
30A 1/0 AWG 
40A 1/0 AWG 
5OA 1/0 AWG 
60A 1/0 AWG 
70A 1/0 AWG 
80A 1/0 AWG 
Max. AIR 
Amps Rating 
EG Series 
15A 35kA at 240V AC 
20A 35kA at 240V AC 
25 A 35kA at 240V AC 
30 A 35kA at 240V AC 
35 A 35kA at 240V AC 
40 A 35kA at 240V AC 
50 A 35kA at 240V AC 
60 A 35kA at 240V AC 
70A 35kA at 240V AC 
80 A 35kA at 240V AC 
100 A 35kA at 240V AC 
125A 35kA at 240V AC 
JG Series 
100 A 25kA at 240V AC 
150 A 25kA at 240V AC 
1/5 A 25kA at 240V AC 
200 A 25kA at 240V AC 
250 A 25kA at 240V AC 
LG Series 
350 A 65kA at 240V AC 
400 A 65kA at 240V AC 
500 A 65kA at 240V AC 
600 A 65kA at 240V AC 
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Mfr. 
Model 


EHD1015 
EHD1020 
EHD1025 
EHD1030 
EHD1040 
EHD1050 


EHD2015 
EHD2020 
EHD2025 
EHD2030 
EHD2035 
EHD2040 
EHD2050 
EHD2060 
EHD2070 
EHD2080 


EHD3015 
EHD3020 
EHD3025 
EHD3030 
EHD3035 
EHD3040 
EHD3050 
EHD3060 
EHD3070 
EHD3080 
EHD3090 
EHD3100 


FD1020 
FD1030 


FD2015 
FD2020 
FD2025 
FD2030 
FD2040 
FD2050 
FD2060 
FD2070 
FD2080 


Mfr. 
Model 


EGE3015FFG 
EGE3020FFG 
EGE3025FFG 
EGE3030FFG 
EGE3035FFG 
EGES040FFG 
EGES0S0FFG 
EGESO60FFG 
EGE3070FFG 
EGES080FFG 
EGE3100FFG 
EGE3125FFG 


JGE3100FAG 
JGE3150FAG 
JGE31/5FAG 
JGE3200FAG 
JGE3250FAG 


LGE3350FAG 
LGE3400FAG 
LGE3SSOOFAG 
LGES600FAG 


Item 
No. 


46MW70 
46MW71 
46MW72 
46MW73 
46MW74 
46MW75 


46MW76 
46MW77 
46MW78 
46MW79 
46MW80 
46MW81 
46MW82 
46MW83 
46MW84 
46MW85 


46MW86 
46MW87 
46MW88 
46MW89 
46Mw90 
46MW91 
46MW92 
46MW93 
46MW94 
46MW95 
46MW96 
46MW97 


46MW98 
46MWw99 


46MX01 
46MX02 
46MX03 
46MX04 
46MX05 
46MX06 
46MX07 
46MX08 
46MX09 


Item 
No. 


46MY17 
46MY18 
46MY19 
46MY20 
46MY21 
46MY22 
46MY23 
46MY24 
46MY25 
46MY26 
46MY27 
46MY28 


46MY53 
46MY54 
46MY59 
46MY56 
46MY57 


46MY68 
46MY69 
46MY70 
46MY71 


Max. 
Amps Wire Size 
90A 1/0 AWG 
100A 1/0 AWG 
3-Pole, 600V AC 
15A 1/0 AWG 
20A 1/0 AWG 
25 A 1/0 AWG 
30A 1/0 AWG 
35 A 1/0 AWG 
4O0A 1/0 AWG 
45A 1/0 AWG 
50A 1/0 AWG 
60A 1/0 AWG 
70A 1/0 AWG 
80A 1/0 AWG 
90A 1/0 AWG 
100 A 1/0 AWG 
125A 1/0 AWG 
150A 1/0 AWG 
175A 1/0 AWG 
200A 1/0 AWG 
225 A 1/0 AWG 
HFD Series 
1-Pole, 277V AC 
20A 1/0 AWG 
30A 1/0 AWG 
2-Pole, 600V AC 
15A 1/0 AWG 
20A 1/0 AWG 
30A 1/0 AWG 
3-Pole, 600V AC 
15A 1/0 AWG 
20A 1/0 AWG 
25 A 1/0 AWG 
30A 1/0 AWG 
4OA 1/0 AWG 
50A 1/0 AWG 
60A 1/0 AWG 
70A 1/0 AWG 
80A 1/0 AWG 
90A 1/0 AWG 
100A 1/0 AWG 
125A 1/0 AWG 
150A 1/0 AWG 
175A 1/0 AWG 
200A 1/0 AWG 
225 A 1/0 AWG 
Max. AIR Mfr. 
Rating Model 
100kA at 240V AC EGH3015FFG 
100kA at 240V AC EGH3020FFG 
100kA at 240V AC EGH3025FFG 
100kA at 240V AC EGH3030FFG 
100kA at 240V AC EGH3040FFG 
100kA at 240V AC EGH3050FFG 
100kA at 240V AC EGH3060FFG 
100kA at 240V AC EGH30/70FFG 
100kA at 240V AC EGH3100FFG 
100kA at 240V AC EGH3125FFG 
100kA at 480V AC JGH3100FAG 
100kA at 480V AC JGH3150FAG 
100kA at 480V AC JGH3175FAG 
100kA at 480V AC JGH3200FAG 
100kA at 480V AC JGH3250FAG 
100kA at 480V AC LGH3350FAG 
100kA at 480V AC LGH3400FAG 
100kA at 480V AC LGH3500FAG 
100kA at 480V AC LGH3600FAG 


3-POLE 

Item 

No. 
GHB3015 46MX48 
GHB3020 46MX49 
GHB3025 46MX50 
GHB3030 46MX51 
GHB3035 46MX52 
GHB3040 46MX53 
GHB3045 46MX54 
GHB3050 46MX55 
GHB3060 46MX56 
GHB3070 46MX57 
GHB3080 46MX58 
GHB3090 46MX59 
GHB3100 46MX60 


Mfr. 
Model 
FD2090 
FD2100 


FD3015 
FD3020 
FD3025 
FD3030 
FD3035 
FD3040 
FD3045 
FD3050 
FD3060 
FD3070 
FD3080 
FD3090 
FD3100 
FD3125 
FD3150 
FD3175 
FD3200 
FD3225 


HFD1020 
HFD1030 


HFD2015 
HFD2020 
HFD2030 


HFD3015 
HFD3020 
HFD3025 
HFD3030 
HFD3040 
HFD3050 
HFD3060 
HFD3070 
HFD3080 
HFD3090 
HFD3100 
HFD3125 
HFD3150 
HFD3175 
HFD3200 
HFD3225 


Item 
No. 


46MY29 
46MY30 
46MY31 
46MY32 


46MY33 
46MY34 
46MY35 
46MY36 


46MY37 
46MY38 


46MY58 
46MY59 
46MY60 
46MY61 
46MY62 


46MY72 
46MY73 
46MY74 
46MY75 


‘Teo 
E: e || 
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Item 
No. 
46MX10 
46MX11 


AGMX12 
46MX13 
46MX14 
46MX15 
46MX16 
46MX17 
46MX18 
46MX19 
46MX20 
46MX21 - 
AGMX22 é 
46MX23 | de 
46MX24 esa 
46MX25 
46MX26 
A6MX27 
46MX28 
46MX29 








46MX63 
46MX64 





46MX65 8 
46MX66 
46MX67 





46MX68 
46MX69 
46MX70 
46MX71 bin 
46MX72 =: pa 
A6MX73 Fae 
46X74 _ 
46MX75 

46MX76 he 
46MX77 = 
46MX78 | 
46MX79 
46MX80 
46MX81 
46MX82 
46MX83 


2929 


No. 46MX68 


—_ =< 





’ 
9.9. 
— — 
’ 
No. —— * 
46MY68 
= inst i 
A § e : 
E.T-N 8 er8. 


Molded Case Series 
G Circuit Breakers 


These 3-pole breakers are suitable for global appli- 
cations and feature the ability to add alarm circuits 
and auxiliary contacts easily to the unit. Thermal 
magnetic trip type. UL Listed and CSA Certified. 
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ELECTRICAL 
Circuit Breakers 


Scan. Order. Done. 
Details on page A1. 























No.of AC Volt DC Volt Mounting Terminal Mfr. Item 
Amps Poles Rating Rating Type Connec. L W D Model No. 
Push-Button Style, Thermal Trip 
5A 1. 125/250VAC 32VDC  % in Collar YoinTab 1.15 in 0.55in 1.78in CMB-053-27G3N-W-A/05 4VA62 
5A 1. 125/250VAC 32VDC  %inCollar YinTab 1.38 in 0.57in 2.31in CLB-053-27E3N-W-A/05 4VA75 
5A 1 125/250VAC 32VDC 11mm Collar YinTab 1.15 in 0.55in 1.78in CMB-053-11C3N-W-A/05 4VA71 
TOA 1  125/250VAC 32VDC  %inCollar YainTab 1.15 in 0.55in 1.78in CMB-103-27G3N-W-A/10 4VA63 
TOA 1  125/250VAC 32VDC  %inCollar YinTab 1.38 in 0.57in 2.31in CLB-103-27E3N-W-A/10 4VA76 
10A 1  125/250VAC 32VDC 11mm Collar YoinTab 1.15 in 0.55in 1.78in CMB-103-11C3N-W-A/10 4VA72 
15A 1 125/250VAC 32VDC  %inCollar YoinTab 1.15 in 0.55in 1.78 in CMB-153-27G3N-W-A/15 4VA64 
15A 1  125/250VAC 32VDC  %inCollar YainTab 1.38 in 0.57in 2.31in CLB-153-27E3N-W-A/15 4VA78 
15A 1 125/250VAC 32VDC 11mm Collar YoinTab 1.15 in 0.55in 1.78 in CMB-153-11C3N-W-A/15 4VA73 
20A 1  125/250VAC 32VDC  %in Collar YainTab 1.15 in 0.55in 1.78in CMB-203-27G3N-W-A/20 4VA65 
Push-Button Style Rucké 200A 1  125/250VAC 32VDC  %inCollar YinTab 1.38 in 0.57in 2.31in CLB-203-27E3N-W-A/20 4VA77 
ush-to- 200A 1 125/250VAC 32VDC 11mm Collar YinTab 1.15 in 0.55in 1.78in CMB-203-11C3N-W-A/20 4VA74 
No. 4VA62 Reset Style 30A 1 125/250VAC 32VDC  %in Collar Yaintab 1.38 in 0.57in 2.31in CLB-303-27E3N-W-A/30 4VA79 
No. 10C603 40A 1  125/250VAC 32VDC  %in Collar YinTab 1.38 in 0.57in 2.31in CLB-403-27E3N-W-A/40 4VA80 
Push-to-Reset stile, Magnetic Trip 
2A 1 250V AC  80V DC Snap-In YinTab 1.38 in 0.68in 1.85in MU1-B-34-420-1-C21-B-E 100603 
5A 1 250V AC 80V DC Snap-In YinTab 1.38 in 0.68in 1.85in MU1-B-34-450-1-C21-B-E 100604 
10A 2 250V AC 80V DC Snap-In YinTab 1.38 in 1.3in 1.85in MU2-B-34-610-1-A21-B-E 100605 
Rocker Style, Magnetic Trip 
5A 1 250V AC  32V DC Snap-In YoinTab 1.56 in 0.77in 1.9in MA1-B-34-450-1-A26-B-E 100598 
75A 2 250VAC 32V DC Snap-In YainTab 1.56 in 1.39in 1.9in MA2-B-34-475-1-A16-B-E 10C601 
10A 1 250VAC  32V DC Snap-In YinTab 1.56in 0.77in 1.9in MA1-B-34-610-1-A26-B-E 100599 
Rocker oie, Thermal Trip 
5A 125/250V AC 50VDC  Snap-in Bezel YinTab 0.76 in 0.76in 2.23 in CTB-B-B-05 4VA66 
7A | 125/250V AC 50VDC  Snap-In Bezel YinTab 0.76 in 0.76in 2.23 in CTB-B-B-07 4VAG7 
10A 1  125/250VAC 50VDC  Snap-In Bezel YinTab 0.76 in 0.76in 2.23 in CTB-B-B-10 4VA68 
Rocker Style 12 A 125/250V AC 50VDC  Snap-In Bezel YainTab 0.76 in 0.76in 2.23 in CTB-B-B-12 4VA69 
No. 4VA66 15A 125/250V AC 50VDC  Snap-in Bezel YinTab 2.23in 0.76in 1.9in CTB-B-B-15 4VA70 
Toggle Style Magnetic Trip 
7 Carling Toggle Style 5A 1 250/277VAC 80VDC Threaded Insert #10-32 Screw 2.0in 0.75in 2.03in AA1-BO-34-450-5D1-C 100588 
a Technoloaies’ 75A 1 250/277VAC 80VDC Threaded Insert #10-32 Screw 2.0in 0.75in 2.03in AA1-B0-34-475 -5D1-C 10C589 
g No. 3XC62 10A 1 977VAC  80VDC Threaded Insert  “%inlab 2.0in 0.75in 2.12in BA1-BO-34-610-111-D  3XC62 
TOA 1  250/277VAC 80VDC Threaded Insert #10-32 Screw 2.0in 0.75in 2.03in AA1-BO-34-610 -5D1-C 100590 
Panel-Mount 10A 1 250VAC  65VDC Threaded Insert #10-32 Screw 2.0 in 0.75in 2.69 in  AA1-B0-34-610-SD1-| 10¢594 
. . 10A 2 277V AC 80VDC Threadedinsertt ‘%4intab  2.0in 1.5in 2.12in BA2-BO-34-610-111-D 3XC66 
Circuit Breakers 15A 1 277V AC 80VDC Threaded Insert  ‘%4intab  2.0in 0./5in 2.12in BA1-BO-34-615-111-D | 3XC63 
15A 1. 250/277VAC 80VDC Threaded Insert #10-32 Screw 2.0in 0.75in 2.03in AA1-BO-34-615 -5D1-C 100591 
THERMAL TRIP 15A 1 250VAC  80VDC Threaded Insert #10-32 Screw 2.0in 0.75in 2.69in AA1-BO-34-615 -5D1-I 100595 
15A 2 277V AC 80VDC Threadedinsert ‘%intab  2.0in 1.5in 2.12in BA2-BO-34-615-111-D 3XC67 
Bao el aan ce SUA 1 280STIV.AC-BOV DE Threaded Insert #10-32 Screw 2.0: O.7e in 9.09 in AMT-B0-34-600 -SDI-C 410802 
= . readed Insert crew 2.0in 0.75in 2.03 in -B0-34- 5 5 
| ee 
icign- j 5 1/ readed Insert 4in Ta Oin 0.75in 2.09 in -B0-34-625 606 
Compact, precision-design breakers have few 380A 1 277V AC 80VDC Threaded Insert  ‘%4intab 2.0in 0./5in 2.12in BA1-BO-34-630-111-C  3XC65 
moving parts—a cost-effective alternative to 30 240/277 AC 125V ive Threaded insert #10°32 Stud 2.5 i 0.75. 2.48 in CA1-BO-34-630-111-C  3XC70 
j j 50/277 readed Insert - crew 2.0in 0.75in 2.03 in AA1-BO0-34-630-5D1-C 100593 
hydraulic/magnetic breakers. They offer extremely 5), “etn eer threaded Insert 410-32 Screw 2.0 in O7ein 2.60 in AA1-B0-34-630-BD1-110GS06 
reliable circuit protection with a push-to-reset 30 ; a AC 80V OC Threaded Insert ak in Ta 2.0 ts in 912 in  BA2-B0-34-630-111-C  3XC69 
77 5 readed Insert -32 Stu 5in 1.52in 2.48in CA2-BO-34-630-111-C  3XC73 
function. 50/60 Hz. UL Recognized. 40A 1. 240/277V AC 125VDC Threaded Insert #10-32 Stud 2.5in 0.75in 2.48in CA1-BO-34-640-111-C | 3XC71 
MAGNETIC TRIP 40A 1 277V AC  80VDC Threaded Insert #10-32 Screw 2.0in 0.75in 2.12in BA1-BO-34-640-521-E 10C607 
40A 2  240/277V AC 125VDC Threaded Insert #10-32 Stud 2.5in 1.52in 2.48in CA2-BO-34-640-111-C  3XC74 
= Functionally equal: Heinemann, Sensata, 40 , 217 AG 80V DC Threaded insert #10-32 Screu 2.0 1851n 2.12in BA2-B0-34-640-521-¢ 10C608 
j i 5 5 5 readed Insert - crew 2.0in 0.75 in 2.69 in -B0-34-650 -5D1-| 100597 
AlrpaX, and Potter & Brumfield 50A 1 250V AC 80VDC Threaded Insert #10-32 Stud 2.56in 0.75in 2.52in CA1-B0-34-650-121-D 10C610 
Designed for world market applications requir- 50 A 2 277 AG a ue Threaded iis LUBA EAM SH A in Pe eer iae eon 
: : : readed Insert - tu 56 1in 1.52 in 2.52 in -B0-34-650- 
ing extra insulation and tongue/groove half-shell = gy. 4 4 240/277. AC_125V DC Threaded Insert #1/4-20 Stud 2.5 in 0.75 in 2.48 in CA1-BO-34-660-311-C_ 3XC72 
construction. Series trip design. Trip point is 604 2 AC 80v a LUTE iis i RSET — — al aT aE CURLER ee 
: readed Insert - tu £56 in 0.75 in 2.52 in -B0-34-670-321- 
not affected by temperature fluctuations. UL 70A 2 240/277V AC. 125V DC Threaded Insert #1/4-20 Stud 2.56 in 1.52 in 2.52 in CA2-B0-34-670-321-D 10C614 
Recognized and CSA Certified. 100A 1 250VAC_ _ 80V DC Threaded Insert #1/4-20 Stud 2.56 in 0.75in 2.52in CA1-B0-34-810-321-R 10612 
1-POLE 2-POLE 1-POLE 2-POLE 
Connecticut == ws Hectric Item Item Item Item 
Amps Brand W No. W No. Amps Brand W No. W No. 
Re lacement 50 Zinsco — — 0.75 in 3YMX6 290A Federal Pacific | 71.0in 56DY24 | 2.0in 56DY25 
p alt Zinsco — — iin tL a0 ue Pacific 1.0in 56DY30 a SSDY2E 
. r insco 5 in ederal Pacific — — Oin 5 7 
Circuit Breakers For Use With Zinsco Load Centers, Series UBITBFP 50 A Federal Pacific | — — 2.0in 56DY28 
150 Zinsco — — 3.0 in 3YMX7 60A_ Federal Pacific | — — 2.0in 56DY29 
for Obsolete 200 Zinsco — — 3.0 in 3YMX8 70A_ Federal Pacific | — — 2.0in 56DY45 
ror Use an Zinsco Mat Centers. sores a eDv3 an roderal pacihc — — oon soo ae 
insco in 5in 5 4 ederal Pacific — — Oin 56DY47 
No. 3YMR7 Load Centers a cisco ee in Ae 1.2m ony oan federal pacific — — ep in at 
insco 5 in 5 5 in Ss a] ederal Pacific — in 56DY4 
= 1-phase =» 120/240VAC = 10kKAIR 40 A Zinsco 19 in Sit Eg rain Favor Pacific = (Penters: ar es le 
os ; insco — — 5in 5 5 ederal Pacific ali 0 in 4 
Circuit Breakers have been tested in accordance 60 Zinsco — 15 in 50D¥39 16 Federal Pacific | 1.0in 3YMP9 | 2.0in 3YMR2 
with the National Electrical ii insco = = in S6DY4 ederal Pacific | 0.5in SYMP3 | 1.0in_ 3YMPo 
eae Code and the Standard 80A Zinsco _ — 1.5 in 56DY41 20 Federal Pacific | 1.0in 3YMR1 | 2.0in 3YMR3 
for Molded-Case Circuit Breakers Enclosures, ANSI/ 90.8 Zinsco =a 5 in S6DY42 30 Federal Pacific | 1.0in  G6YEY4 | 2.0in 3YMRA4 
L 489. 10th Edition. Th moly with standar insco = = in Ss6DY4 ederal Pacific | 0.5in 6YEYO 1.0 in  3YMP6 
: es 0 ; ’ Seer aoa 125A Zinsco 1.5in 56DY44 40 _—‘ Federal Pacific | 0.5in 6YEY1 1.0in 3YMP7 
or Endurance, Interrupting Ability, Voltage Withstand, For Use With Wadsworth Load Centers, Series UBIA na 40 Federal Pacific 1.0in BYEYS 2.0 3YMR5 
and performance under various types of loads and 9 adswort in in 9 ederal Pacific | 1.0 in 0 in__3YMR6 
; ds. HACR and SWD rat a t d 20. Wadsworth | 1.0in 3YMY1 | 2.0in 3YMY3 50 Federal Pacific | 0.5in 6YEY2 | 1.0in 3YMP8 
overioads. an rated. vieel OF EXCee 30. Wadsworth | 1.0in 15F784 | 2.0in 3YMY4 60 Federal Pacific 2.0in 15F790 
ANSI/UL 489 Standard. 40 Wadsworth | 1.0in 15F785 | 2.0in_ 3YMY5 For Use With Challenger and Thomas ; and Betts 
90 Wadsworth — _ 2.0in 3YMY6 Load Centers, Series UBITBA Right 
1-POLE 2-POLE 70 Wadsworth — — 2.0in 15F787 15 Challenger | 0.5in 3YMN3 ¢| — — 
Item Item 100 Wadsworth — 2.0in 3YMY7 20 Challenger 0.5in 3YMN5 tT); — — 
Amps Brand WwW No. Ww No. For Use With Pushmatic Load Centers, Series UBIP 30 Challenger 0.5in 15F783 — | — _— 
For Use With Zinsco Load Centers, Series UBIZ 30 Pushmatic _| 1.81 in _6YEY3 — = For Use With Challenger and Thomas and 
15 Zinsco 0.75in 3YMV9 | 71.5in 3YMW2 For Use With Pushmatic and Bulldog Betts Load Centers, Series UBITBA Left 
15 Zinsco — — 0.75 in 3YMX2 Load Centers, Series UBIP 1 Challenger 0.5in S3RAL4 *| — _ 
15/15 Zinsco 0./5in 3YMW9 = — 1D Pushmatic 1.5in 3YMR7 | 1.5in 3YMR9 20 Challenger 0.5in 3YMN4*) — _— 
20 Zinsco 0.75 in 3YMW1 1.5in 3YMW3 15/15 Pushmatic 1.5in 3YMT6 = — 30 Challenger 0.5in 15F/762 * | — — 
20 Zinsco _ _ 0.75in 3YMX3 20 Pushmatic 1.5in 3YMR8 1.5in 3YMT1 For Use With Challenger and Thomas and 
20/20 Zinsco 0./5in 3YMX1 _ _ 20/20 — Pushmatic 1.5in 3YMT7 _— _ Betts Load Centers, Series U UBITBA 
30 Zinsco 0./5in 6YEY9 1.5in 3YMW4 30 Pushmatic —_— — 1.5in 3YMT2 15 Challenger = 1.0in 3YMN6 
30 Zinsco — — 0./5in 3YMX4 40 Pushmatic — — 1.5in 3YMT3 90 Challenger — — 1.0in 3YMN7 
35 Zinsco — — 0./5in 6YEY7 50 Pushmatic — — 1.5in 3YMT4 30 Challenger — = 1.0in 3YMN8 
40 Zinsco 0./5in 6YEZO 1.5in 3YMW5 100 Pushmatic — 1.5in 3YMT5 40 Challenger — = 1.0in 3YMN9 
40 Zinsco — — 0./5in 3YMX5 For Use With Federal Pacific NBLP 50 Challenger = = 1.0in 3YMP1 
45 Zinsco — — 0./5in 6YEY8 Commercial Panels, Series UBIF * Left clip. ¢ Right clip 
50 Zinsco 0.75in GYEZ1 | 1.5in 3YMW6 15A_ Federal Pacific | 1.0in 56DY23 — — ; ; 
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Find the yf. Find Solutions. Find Great Prices. Surge Protection 
Surge Protection Devices (SPDs) SOLAHD 
= Compact and narrow design Provide point-of-use, all-mode protection against damaging transients at the dedicated i 
= Low clamping levels equipment level. Install in electronic control cabinets on the factory floor or at remote 
locations. Provide sine wave tracking, LED status indication, form C dry contacts. 
Nominal 
Modes of Discharge Mfr. Item No. 6GNN78& 
Voltage Phase Protection MCcOV VPR Current Model No. 
120V 1 L-G, L-L, L-N, N-G 150V 500V 3kA STV25K-10S _ 6NN78 
240VAC 1 L-G, L-L, L-N, N-G 275VAC 900V 3kA STV25K-24S _ 6NN79 
480VAC Delta 3 L-G, L-L 575/640VAC 2000V (L-G, L-L) 3kA STV100K48D _‘ 19.440 
No. 19H479 
by Schneider Electric 
Surge Protection Devices (SPDs) 
Nominal Max. Surge 
Enclosure Modes of Discharge Current Mfr. Item 
NEMA Rating Voltage Phase Protection MCOV VPR Current Per Phase Model No. 
SPD Type 1 
4X 120/240VAC 1 L-L, L-N 150VAC 700V (L-N), 1200V (L-L) 10kA 36kA SDSA1175 3XB86 
4X 120/240VAC 1 L-G, L-L,L-N,N-G _150VAC 600V (L-N), 700V (L-G), 1000V (L-L, N-G) 10kA 80kA HEPD80 22P065 
4X 347/600VAC Wye 3 L-L, L-N 510VAC 1800V (L-N), 3000V (L-L) 10kA 40kA SDSA3650 3XB87 
4X 6O00VAC Delta 3 L-L 1020VAC 3000V (L-L) 10kA 40kA SDSA3650D 19H479 
MAX. SURGE CURRENT PER PHASE 
Nominal 50kA 80kA 100kA 36kA 40kA 
Modes of Discharge Mfr. Item Item Item Item Item 
Voltage Phase __ Protection MCOV Current Model No. No. No. No. No. 
SPP parcwired, NEMA 4X, sanejuces eee Alarm, Overvoltage, Ween 1003 Sine Wave Tracking 
High Leg Delta 3 L-G, L-L. LN. N-G 150/270VAC L-G), 1500V (H-G, L-L), 1800V (H-L) 20kA  TVS3HWA_X|30EG13 (30EG14 | 30EG12 — — 
240VAC Delta 3 LG. LE 300VAC 1500V (L-G, L-L) 20kA __TVS6HWA_X |30EG22  |30EG23 | 30EG21 _ — 
480VAC Delta 3 L-G, L-L 640VAC 2500V (L-G, L-L) 20kA _TVS5HWA_X|30EG19 (30EG20 —‘|30EG18 — — 
600VAC Delta 3 L-G, L-L 840VAC 3000V (L-G, L-L) 20kA _TVSOHWA_X|30EG28 (30EG29 —|30EG27 — — 
120/208VAC Wye 3 L-G,L-L,L-N,N-G T150VAC _700V(N-G), 900V (L-N), 1200V (L-G), 1500V (L-L) — 20kA_~—s TVS2HWA_X|30EG10 —(30EG11 —(| 30EG09 = = 
120/240VAC 1 1-G,L-L, -N, N-G  150VAC —_700V (N-G), 900V At: N), 1200V (U: G), 1500V (L-L) — 20kA_~—s TVSTHWA_X|30EGO7 ~—« 30EGO8 ~=—| 30EG06 — — 
347/600VAC Wye 3 L-G,L-L,L-N,N-G 420VAC 1500 A -N, N-G), 2500V (L-G), 3000V (L-L) 20kA TVSS8HWA_X |30EG25  |30EG26 | 30EG24 = _ 
ee 0re77VAC Wye 3 L-G,L-L,L-N,N-G 320VAC 1000V (N-G), 1200V (L-N), 2000V (L-G), 2500V (L-L) 20kA —- TVS4HWA_X|30EG16  |30EG17  |30EG15 — — 
PD Type 1 
120/240VAC 1 L-G,L-L,L-N,N-G 150VAC 600V (L-N), 700V (L-G), 1000V (L-L, N-G) 10kA HEPD_ — 22P065 — = — 
600VAC Delta 3 L-L T020VAC 3000V (L-L) TOkKA ——«SDSA36_D | — — 19H479 
120/240VAC 1 L-L, L-N T50VAC 700V (L-N), 1200V (L-L) TOkKA —sSDSAT175 | — — — 3XB86 — 
347/600VAC Wye 3 L-L, L-N 510VAC T800V (L-N), 3000V (L-L) TOKA SDSA36_ | — — — 3XB87 
A 
E-T-N 
= = No. No. 
Surge Protection Devices (SPDs) 30UJ07 6YTP2 
Service entrance surge protection provides AC power protection, and LED status indication 
for indoor/outdoor applications. Connect to the outside of any UL-approved loadcenter. Base 
Mount feature thermally-protected metal oxide varistors for high energy capacity. Small 
size allows device to be installed close to the equipment being protected. 
Nominal Max. Surge 
Modes of Discharge Current Mfr. Item 
Voltage Phase Protection MCOV VPR Current Per Phase Model No. 
Panelboard Mount, NEMA 1 
24VDC 1 — 30VAC/DC — 3kA 6kA AGCF02410-DIN 30UJ08 
120VAC 1 L-G, L-N, N-G 150VAC 500V (L-G, L-N, N-G) 5kA 40kA AGCF12010-DIN 30UJ07 
240VAC 1 L-G, L-N, N-G 275VAC 800V (L-N), 900V (L-G, N-G) 3kA 30kA AGCF24010-DIN 30UJ09 
Loadcenter Mount, NEMA 4 
120/240VAC 1 L-G, L-L, L-N, N-G 150/300VAC 600V (L-G, L-N), 800V (N-G), 1000V (L-L) 5kA 36 kA CHSPT2SURGE 6YTP2 
120/240VAC 1 L-G, L-L, L-N, N-G 150/300VAC 600V (L-G, L-N), 800V (N-G), 1000V (L-L) 20kA 108kA CHSPT2ULTRA 6YTP4 
DIN Rail Mount, NEMA 1 
120VAC 1 L-G, L-N, N-G 150VAC 330V (L-G, N-G), 400V (L-N) 10A 60kA AGPH12010 30UJ04 
120VAC 1 L-G, L-N, N-G 150VAC 330V (L-G, N-G), 400V (L-N) 15A 60kA AGPH12015 30UJ05 
120VAC 1 L-G, L-N, N-G 150VAC 330V (L-G, N-G), 400V (L-N) 20A 60kA AGPH12020 30UJ06 
Base Mount, NEMA 4X, Includes %" Conduit Fitting 
120/240VAC 1 L-G, L-L, L-N, N-G 150VAC 700V (L-N), 800V (N-G), 1200V (L-G, L-L) 20kA 50kA CVX050-240S 5RAADS 
120/240VAC 1 L-G, L-L 150VAC 700V (L-N, N-G), 800V (C a 1200V (L-L) 20kA 100kA CVX100-240S 5RACO 
120/208VAC Wye 3 L-G, L-L, L-N, N-G 150VAC 600V (L-N), 700V (L-G, N-G), 1000V (L-L) 20kA 100kA CVX100-208Y 5RAAS 
240VAC Delta 3 L-G, L-L 320VAC 1200V (L-G), 1300 (L-L) 20kA 100kA CVX100-240D 5RAAS 
277/480VAC Wye 3 L-G, L-L, L-N, N-G 320VAC 1200V (L-G, L-N, N-G), 1800V (L-L) 20kA 100kA CVX100-480Y 5RAC2 
480VAC Delta 3 L-G, L-L 550VAC 1800V (L-G), 3000V (L-L) 20kA 50kA CVX050-480D 5RAAG 
* L 
LXAISENTREX (IBSENTREX 
I] oO - o rasa == 
Hardwired Surge Protection Devices (SPDs) 22 No. 19592 
= NEMA rated 4X = Short circuit rating of 10kA oie 
= 80kA (PA) or 160kA (PB) max. surge = UL 1449 3rd Edition sc" 
Current protection per phase 
o__ _—_—* Nominal 
Modes of Discharge Mfr. Item 
Voltage Phase Protection MCOV VPR Current Model No. 
120/240VAC 1 L-G, L-L, L-N, N-G 150/300VAC 700V (N-G), 800V (L-N), 1200V (L-G), 1500V (L-L) 10kA PBi20T 19D592 
120/208VAC Wye 3 L-G, L-L, L-N, N-G 150/300VAC 700V (N-G), 800V (L-G, L-N), 1500V (L-L) 10kA PBi20Y 19D591 
120/240VAC High Leg Delta 3 H-G, H-L, H-N, L-G, L-L, L-N, N-G —_150/300VAC —_800V (L-N, N-G), 1200V (H-N, L-G), 1500V (H-G, L-L), 1800V (H-L) __10kA PB240DCT 19D593 
277/480VAC Wye 3 L-G, L-L, L-N, N-G 320/640VAC 1200V (L-L, L-N, N-G), 2000V (L-G) 10kA PB277Y  19D594 
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ERICO SIEMENS 


Surge Protection Devices (SPDs) 
SIEMENS, UL 3RD EDITION 


Siemens Transient Protection System (TPS3) is a complete line 
of hard wired surge protection solutions designed to provide 
robust surge protection for your electrical and electronic equip- 
ment. Most SPDs carry UL’s highest I-n rating of 20kA with 
surge current capacities ranging from 50 to 300KA. Suitable 
for commercial, industrial, and residential SPDs. See the table 
below for surge current ranges based upon the average ratings 
specified by US consulting engineers. 


ERICO 


Compact models can be directly mounted to panel and installed 
in small spaces. LED status monitoring. Modular models allow 
individual modules and fuses to be field-replaceable. Built-in 


No. 19T311 No. 13W846 No. 19T319 disconnect and fusing eliminates the need for external fusing. 
Nominal Max. Surge 
Modes of Discharge Current Mfr. Item 
Voltage Phase Protection MCOV VPR Current Per Phase Brand Model No. 
NEMA 1, 3R, 4, 12, Surge Counter 
120/240VAC 1 L-G, L-L, L-N, N-G 150VAC 700V (L-G, L-N, N-G), 1200V (L-L) 20kA 200kA Siemens TPS3A12200X02 191307 
120/240VAC 1 L-G, L-L, L-N, N-G 150VAC 700V (L-G, L-N, N-G), 1200V (L-L) 20kA 300kA Siemens TPS3A12300XD2 191308 
120/208VAC Wye 3 L-G, L-L, L-N, N-G 150VAC 700V (L-G, L-N, N-G), 1200V (L-L) 20kA 200kA Siemens TPS3012200X02 191303 
120/208VAC Wye 3 L-G, L-L, L-N, N-G 150VAC 700V (L-G, L-N, N-G), 1200V (L-L) 20kA 300kA Siemens TPS3012300XD2 197304 
120/240VAC High Leg Delta 3 L-G,L-L,L-N, N-G 150/320VAC  700V (N-G), 700/1200V (L-G, L-N), 1800V (L-L) 20kA 200kA Siemens TPS3B12200X02 191305 
120/240VAC High Leg Delta 3 L-G,L-L,L-N, N-G 150/320VAC 700V (N-G), 700/1200V (L-G, L-N), 1800V (L-L) 20kA 300kA Siemens TPS3B12300XD2 191306 
240VAC Delta 3 L-G, L-L 320VAC 1200V (L-G, L-L) 20kA 200kA Siemens TPS3D12200X02 191298 
240VAC Delta 3 L-G, L-L 320VAC 1200V (L-G, L-L) 20kA 300kA Siemens TPS3D12300XD2 191299 
2/7/480VAC Wye 3 L-G, L-L, L-N, N-G 320VAC 1200V (L-N, L-G, N-G), 2000V (L-L) 20kA 200kA Siemens TPS3E12200X02 197309 
2///480VAC Wye 3 L-G, L-L, L-N, N-G 320VAC 1200V (L- N, L-G, N-G), 2000V (L-L) 20kA 300kA Siemens TPS3E12300XD2 197310 
A80VAC Delta ] L-G, L-L 552VAC 1800V (L-G, L-L) 10kA 200kA Siemens TPS3F12200X02 197301 
A80VAC Delta ] L-G, L-L 552VAC 1800V (L-G, L-L) 10kA 300kA Siemens TPS3F12300XD2 197302 
NEMA 4, Flush/Surface 
120/208VAC Wye i] L-G, L-L, L-N, N-G = 170/276VAC 600V (L-N, N-G), 700V (L-G), 1000V (L-L) 40kA 100kA = NventErico TDX1000120/208 18K854 
120/208VAC Wye ] L-G, L-L, L-N, N-G = 170/276VAC 600V (L-N, N-G), 700V (L-G), 1000V (L-L) 50kA 100kA NventErico TDX100M120/208  18K858 ~ 
120/208VAC Wye 3 L-G, L-L, L-N, N-G = 170/276VAC 600V (L-G, L-N, N-G), 1000V (L-L) 80kA 100kA = NventErico TDX2000120/208 18K864 
120/208VAC Wye ] L-G, L-L, L-N, N-G = 170/276VAC 600V (L-G, L-N, N-G), 1000V (L-L) 100kA 200kA = NventErico TDX2008120/208 18K867 * 
120/208VAC Wye 3 L-G, L-L, L-N, N-G = 170/276VAC 700V (N-G), 800V (L-G, L-N), 1200V (L-L) 120kA 300kA NventErico TDX3008120/208 18K871 ~ 
120/208VAC Wye 3 L-G, L-L, L-N, N-G = 170/276VAC 700V (N-G), 800V (L-G, L-N), 1200V (L-L) 160kA A400kKA = NventErico TDX400S120/208 18K874 ~* 
120/240V High Leg Delta 3 L-G, L-L, L-N, N-G = 170/276VAC 600V (L-G, L-N, N-G), 1000V (L-L) 50kA 100kA = NventErico TDX100M120/240D 18K860 ~ 
240VAC Delta i] L-G, L-L 275/550VAC 1000V (L-G, L-L) 40kA 100kA = NventErico TDX100M240D 18K861 ~ 
2///480VAC Wye 3 L-L, L-N, N-G 320/550VAC 1200V (L-L, L-N, N-G), 1800V (L-L) 40kA 100kA = =NventErico TDX1000277/480 18K857 
2///480VAC Wye 3 L-L, L-N, N-G 320/550VAC 1200V (L-L, L-N, N-G), 1800V (L-L) 40kA 100kA = NventErico TDX100M2/7/480 18K862 ~ 
2///480VAC Wye ] L-G, L-L, L-N, N-G = 320/550VAC 1000V (L-N), 1200V (L-G, N-G), 1800V (L-L) 80kA 200kA = NventErico TDX200C277/480 18K866 
2///480VAC Wye 3 L-G, L-L, L-N, N-G = 320/550VAC 1000V (L-N), 1200V (L-G, N-G), 1800V (L-L) 80kA 200kA = NventErico TDX2008277/480 18K869 ~ 
2///480VAC Wye 3 L-G, L-L, L-N, N-G  320/550VAC 1000V (N-G), 1200V (L-G, L-N), 1800V (L-L) 120kA 300kA NventErico TDX3008277/480 18K873 ~ 
2///480VAC Wye 3 L-G, L-L, L-N, N-G 320/550VAC 1000V (N-G), 1200V (L-G, L-N), 1800V (L-L) 160kA 400kA = NventErico TDX4008277/480 18K876 * 
A80VAC Delta 3 L-G, L-L 610/1220VAC 1800V (L-G, L-L) 40kA 100kA = NventErico TDX100M480D 18K863 * 
A80VAC Delta 3 L-G, L-L 610/1220VAC 1800V (L-G, L-L) 80kA 200kA NventErico  [DX200S480D 18K870 * 
NEMA 4, Panelboard, 4" Straight Nipple 
120/240VAC 1 L-G, L-L, L-N,N-G = 170/276VAC 700V (N-G), 800V (L-G, L-N), 1200V (L-L) 120kA 300kA NventErico 1TDX3008120/240 18K872 ~ 
120/240VAC 1 L-G, L-L, L-N,N-G 170/276VAC 700V (N-G), 800V (L-G, L-N), 1200V (L-L) 160kA 400kKA = NventErico TDX400S120/240 18K875 ~* 
NEMA 4, Panelboard, %" Straight Nipple (Optional Flush Mounting Plate for Drywall) 
120/240VAC 1 L-G, L-L, L-N,N-G 170/276VAC 600V (L-N, N-G), 700V (L-G), 1000V (L-L) 40kA 100kA = =NventErico TDX1000120/240 18K855 
120/240VAC 1 L-G, L-L, L-N,N-G = 170/276VAC 600V (L-N, N-G), 700V (L-G), 1000V (L-L 50kA 100kA = NventErico TDX100M120/240 18K859 ~ 
120/240VAC 1 L-G, L-L, L-N, N-G = 170/276VAC 600V (L-G, L-N, N-G), 1000V (L-L) 80kA 200kA NventErico TDX200C120/240 18K865 
120/240VAC 1 L-G, L-L, L-N,N-G  170/276VAC 600V (L-G, L-N, N-G), 1000V (L-L) 100kA 200kA NventErico TDX2008120/240 18K868 * 
120VAC 1 L-G, L-N, N-G 170VAC 600V (L-G, L-N, N-G) 40kA 100kA = Nvent Erico TDX1000120 18K853 
240VAC 1 L-G, L-N, N-G 2/5VAC 1000V (L-G, L-N, N-G) 40kA 100kA _—Nvent Erico TDX1006240 18K856 
NEMA 4X, Audible Alarm, Dry Contacts 
120/240VAC 1 L-G, L-L, L-N, N-G 150VAC  —500V (N-G), 600V (L-N), 700V (L-G), 1000V (L-L) — 20kA 100kA Siemens TPS3A0910D00 6DNY4 
120/240VAC 1 L-G, L-L, L-N, N-G 150VAC 600V (N-G), 700V (L-G, L-N), 1000V (L-L) 20kA 150kA Siemens TPS3A1115D2 13W838 
120/240VAC 1 L-G, L-L, L-N, N-G 150VAC  500V (N-G), 600V (L-N), 700V (L-G), 1000V (L-L) = 20kA 200kA Siemens TPS3A1120D2 191317 
120/208VAC Wye 3 L-G, L-L, L-N, N-G 150VAC  500V (N-G), 600V (L-N), 700V (L-G), 1000V (L-L) = 20kA 100kA Siemens TPS3C0910D00 6DNY6 
120/208VAC Wye i] L-G, L-L, L-N, N-G 150VAC 600V (N-G), 700V (L-G, L-N), 1000V (L-L) 20kA 150kA Siemens TPS301115D2 13W839 
120/208VAC Wye 3 L-G, L-L, L-N, N-G 150VAC 600V (N-G), 700V (L-G, L-N), 1000V (L-L) 20kA 200kA Siemens TPS301120D2 191314 
120/240VAC High Leg Delta i] L-G,L-L,L-N,N-G 150/320VAC  600V (N-G), 700/1200V (L-G, L-N), 1000V (L-L) 20kA 150kA Siemens TPS3B1115D2 197315 
120/240VAC High Leg Delta 3 L-G, L-L,L-N,N-G 150/320VAC  600V (N-G), 700/1200V (L-G, L-N), 1000V (L-L) 20kA 200kA Siemens TPS3B1120D2 191316 
240VAC Delta i] L-G, L-L 320VAC 1200V (L-G), 2000V (L-L) 20kA 150kA Siemens TPS3D1115D2 191311 
240VAC Delta 3 L-G, L-L 320VAC 1200V (L-G), 2000V (L-L) 20kA 200kA Siemens TPS3D1120D2 191312 
2///480VAC Wye i] L-G, L-L, L-N, N-G 320VAC 1000V (N-G), 1200V (L-G, L-N), 1800V (L-L) 20kA 100kA Siemens TPS3E0910D00 6DNY8 
2/1/480VAC Wye 3 L-G, L-L, L-N, N-G 320VAC 1200V (L-N, L-G, N-G), 2000V (L-L) 20kA 150kA Siemens TPS3E1115D2 13W840 
2/1/480VAC Wye i] L-G, L-L, L-N, N-G 320VAC 1200V (L-N, L-G, N-G), 2000V (L-L) 20kA 200kA Siemens TPS3E1120D2 191318 
A80VAC Delta 3 L-G, L-L 952VAC 1800V (L-G, L-L) 10kA 100kA Siemens TPS3F0910D00 6DNY9 
A80VAC Delta 3 L-G, L-L 952VAC 1800V (L-G), 2000V (L-L) 10kA 150kA Siemens TPs3ki115b2 13W841 
A80VAC Delta 3 L-G, L-L 952VAC 1800V (L-G), 2000V (L-L) 10kA 200kA Siemens TPS3F1120D2 191313 
NEMA 4X, Audible Alarm, Dry Contacts, Surge Counter 
120/240VAC 1 L-G, L-L, L-N, N-G 150VAC 700V (L-G, L-N, N-G), 1200V (L-L) 20kA 200kA Siemens TPS3A1220VX02 13W842 
120/208VAC Wye 3 L-G, L-L, L-N, N-G 150VAC 700V (L-G, L-N, N-G), 1200V (L-L) 20kA 200kA Siemens TPS3C1220VX02 13W843 
2/1/480VAC Wye a] L-G, L-L, L-N, N-G 320VAC 1200V (L-N, L-G, N-G), 2000V (L-L) 20kA 200kA Siemens TPS3E1220VX02 13W844 
A80VAC Delta 3 L-G, L-L 952VAC 800V (L-G, L-L) 10kA 200kA Siemens TPS3F1220VX02 13W845 
NEMA 4X, Audible Alarm, Dry Contacts, Surge Counter, Disconnect Switch 
120/240VAC 1 L-G, L-L, L-N, N-G 150VAC 700V (L-G, L-N, N-G), 1200V (L-L) 20kA 300kA Siemens  TPS38A1230VXD2 13W846 
120/208VAC Wye ) L-G, L-L, L-N, N-G 150VAC 700V (L-G, L-N, N-G), 1200V (L-L) 20kA 300kA Siemens  TPS3C1230VXD2 13W847 
2///480VAC Wye 3 L-G, L-L, L-N, N-G 320VAC 1200V (L-N, L-G, N-G), 2000V (L-L) 20kA 300kA Siemens TPS3E1230VXD2 13W848 
A80VAC Delta 3 L-G, L-L 552VAC 800V (L-G, L-L) 10kA 300kA Siemens TPS3F1230VXD2 13W849 
NEMA 4X, Mounting Hardware 
120/240VAC 1 L-L, L-N 150VAC 600V (L-N), 1000V (L-L) 20kA 50kA Siemens TPS3A03050 13W834 
120/240VAC High Leg Delta 3 L-G,L-L,L-N, N-G 150/320VAC 600V (L-N), 1000V/1500V (L-L), 1200V (L-G) 20kA 50kA Siemens TPS3B030500 191320 
240VAC Delta 3 L-G, L-L 320VAC 1200V (L-G), 1500V (L-L) 20kA 50kA Siemens TPS3D030500 191319 
A80VAC Delta 3 L-L, L-N 552VAC 1800V (L-G), 3000V (L-L) 10kA 50kA Siemens TPS3F030500 13W837 
* Modular design includes internal fusing. 
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Controls 





tr ; 
White-Rodgers: 


WHITE RODGERS 
Energy limiting to power 24VAC control 
systems, and step down available line voltage. 


RIB® 20 TO 100VA 
= Class 2 rated, except where footnoted 
= 1-phase, 60/50 Hz 


Designed with split-bobbin construction and 





Class 2 Transformers 


JOHNSON CONTROLS DAYTON® 


Designed for use on digital = 1-phase, 60/50 Hz 

controllers, gas controls, ignition | 100VA models and Nos. 4TGX7 and 4VZF1 
systems, motor actuators, staging are UL and C-UL Listed. Most others are UL 
controls, and most other 24VAC and C-UL Recognized, except 50VA models 
HVACR control systems. UL 1585, are UL Recognized and CSA Certified. 

UL 506, and CSA C22.2 No. 66. 








VA Input Output Item iatail wi ifj No. 6WU94 
Rating vance Voltage varuties pean. Na: pigtail wires. UL and C-UL Listed, CE Certified. 
Y in Hub, Foot Mount 
4V AC 24V AC Inherently Isolated RIB 2ETC5 VA Input Output Item 
20 VA 120V AC 24V AC Inherently Isolated RIB 2ETC4 Rating Voltage Voltage Includes Brand _No. 
277V AC 24V AC Inherently Isolated RIB 2ETC6 150 VA 120V AC DAV AC = RIB 41D402 * 
24V AC 24V AC _Inherently Isolated RIB 2ETC8 175 VA 120V AC 24V AC = RIB _41D405 * 
120/208/240V AC 24V AC Inherently Isolated RIB 2ETC9 Foot, Plate), Universal (72 in Hub Mount 
‘ian 120/208/240V AC 24V AC Internal Thermal RIB 41D382 120/208/240V AC 24V AC Multi Mount plate WR  6WU93 
120V AC 24V AC Inherently Isolated RIB 2ETC7 40 VA 120V AC 24V AC Thermal Breaker Dayton 4VZE5 
120V AC 24V AC Inherently Isolated RIB 6ZEP2 120V AC 4V AC Multi Mount plate WR  6WU92 
208/240/277/480V AC‘ 120V AC _ RIB 41D381 Foot Mount 
120/208/240/277/480V AC 24VAC Circuit Breaker RIB 2ETD3 5 VA 120V AC {10V AC = Edwards 14W012 
120/208/240V AC 24VAC Circuit Breaker RIB 41D391 10 VA 120V AC 16V AC — Edwards 14W013 
i ia ee oe a 
use 4 15VA @ 12V AC, 18V 
50 VA 120V AC 24V AC Fuse RIB 6ZEP4 18VAC, 15VA 120V AC AC, 6.0V AC = Edwards 14W015 
120V AC 24V AC Circuit Breaker RIB GZEP6 @ 12VAC 
i a er rl rr 
rai ircuit Breaker 16VAC, 10VA 16V AG, 24V 
977V AC O4V AC Circuit Breaker RIB 2ETD2 @ 8VAC, 20VA 120V AC AC, 8.0V AC — Edwards 14W014 
2TIV AC 24V AC Fuse RIB 41D387 @24VAC 
120/208/240/480V AC 24V AC Circuit Breaker RIB 2ETD6 arn 120/208/240V AC 24V AC = Dayton 4VZE2 
75 VA 120V AC 24V AC Circuit Breaker RIB 2ETD4 0 120V AC 24V AC — Dayton _4VZE1 
77 = 45 30VA @ 24 16V AC, 24V 
soova __120/240/277/480V AC 24 AC Circuit Breaker RIB 41D399 VAC, 30VA 120V AC AC, 8.0V AC — cowed aNONe 
120V AC 24VAC Circuit Breaker RIB 2ETD7 @ 16VAC 
120V AC 24V AC CircuitBreaker RIB 6ZEP7 DAV AC 24V AC = Johnson 29YK06 
ieaua 120V AC 24V AC = RIB 41D401 * 120/208/240V AC 24V AC 4"x4" Plate Johnson 29YKO7 
208/240/277/480V AC 120V AC = RIB _41D403 120/208/240V AC 24V AC Thermal Breaker Dayton 4VZE4 
175 VA 120V AC 24V AC = RIB _41D406 * 40 VA 120/208/240V AC 24V AC = WR 6WU91 
240 VA 120V AC 24V AC = RIB 41D407 * 120V AC 24V AC = Johnson 29YK03 
375 VA 120V AC 24V AC = RIB _41D409 * 120V AC 24V AC Thermal Breaker Dayton  4WZE3 
Dual 1 in Hub, Foot Mount _ 120V AC 24V AC = Edwards 14W017 
90 VA 120/208/240/277V AC 24V AC Inherently Limited RIB 41D378 eae 120/208/240V AC 24V AC = Dayton _4VZE8 
208V AC 24VAC_Inherently Limited RIB 41D377 120/277V AC 24V AC = RIB 41D394 
120/208/240/277V AC 24VAC Inherently Limited RIB 2ETD8 120/208/240/480V AC 24VAC Circuit Breaker Dayton 4VZF2 
40 VA 120V AC 24V AC _Inherently Limited RIB 41D379 60 VA 120/208/240V AC 24VAC Circuit Breaker Dayton 4VZF1 
120V AC 24V AC = RIB _23NT19 120/208/240V AC 24V AC = WR  6WU94 
120/208/240/277/480V AC _24V AC None RIB 45DR71 7aWA 120/208/240/480V AC 24VAC Circuit Breaker Dayton 4VZF5 
120/208/240V AC 24VAC Circuit Breaker RIB 41D390 120/208/240V AC 24V AC = WR 6WU95 
120/240/277/480V AC 24VAC Circuit Breaker RIB 41D386 92 VA 120/208/240V AC DAV AC — Johnson 29YK01 
50 VA 120V AC 24V AC Fuse RIB _41D384 96 VA 120/208/240/480V AC 24VAC Circuit Breaker Dayton 4VZF8 
208/240/277/480V AC‘ 120V AC = RIB 41D389 175 VA 208/240V AC 24V AC = RIB _41D404 * 
208/240V AC 24V AC Fuse RIB _41D385 300 VA 120/208/240/480V AC 24V AC = RIB _41D408 * 
277V AC 24V AC Fuse RIB _41D388 Plate Mount 
ue 120/208/240/480V AC 24VAC Circuit Breaker RIB 41D396 120/208/240V AC 24V AC 4"x4"Plate Johnson 29YK08 
120V AC 24VAC Circuit Breaker RIB 41D395 120V AC 24V AC 4"x 4" Plate Johnson 29YKO04 
120/208/240/277/480V AC 24V AC = RIB 45DR91 40 VA 120V AC 24V AC Thermal Breaker Dayton 4TGX7 
120/208/240/277/480V AC 24V AC = RIB 45DR92 120V AC 25V AC = WR 3A358 
400 VA 120/240/277/480V AC 24V AC Circuit Breaker RIB 41D398 277/480V AC 24V AC 4"x4" Plate Johnson 29YKO5 
120V AC 24V AC Circuit Breaker RIB 41D397 50 VA 120/208/240V AC 24V AC 4"x 4" Plate Johnson 29YJ99 
120V AC 24VAC Circuit Breaker RIB 6ZEP8 92 VA 120/208/240V AC 24V AC Mounting Plate Johnson 29YKO2 
208/240/277/480V AC‘ 120V AC = RIB 23NT20 * Non-Class 2 rated. 
No. 23NTO14 No. 23NT12 No. GNWO4 | sishsiezs 
. eneteeies 
SOLAHD 
Power Conditioners 





= 1-phase, 60 Hz 

= Hardwired, panel-mount 

= 25-yr. typical mean time before failure (MTBF) 
Constant-voltage transformers regulate voltage, filter noise, and suppress 
surges to protect connected equipment. They utilize patented ferroresonant 
transformer technology to function as both step-up and step-down trans- 


Prepackaged Controt Transformers 


= 24VAC Output Feature On/Off control, overcurrent 

= 1-Phase, 60/50 Hz protection, LED power indicator, high/low 
= Includes circuit breaker separation, 120VAC convenience outlets, 
= 40VA to 500VA and fully-enclosed finger-safe terminals. 


Rating yeh Paina Cannecnan Ww Oo eo formers. For use where a constant voltage level is required to help reduce 
120V AC put Voltage eiss ; unscheduled downtime, incorrect data, or scrapped production. UL Listed. 
40 V Enclosed Pigtails 45in 5.43in 4.5in 23NT01 
40 VA Enclosed 3 ft Cord with Plug 45in 5.43in 45in 23NT03 Power Input Output Mfr. Item 
100 VA Enclosed screw Terminals 6.25 in 4.25in 5.62in 23NT07 Rating Voltage Voltage W 4H D Model No. 
100 VA Enclosed Pigtails 45in 5.44in 45in  23NT08 +f 1 Voltage Regulation, CVS Series 
100 VA Enclosed 3 ft Cord with Plug 45in 5.44in 4.5in  23NTO9 30VA 120V 120V 4in 7in 5in 23-13-030-2 6NW04 
(2) 100VA Enclosed Pigtails 45in 8.62in 4.5in  23NT10 60VA 120V 120V 4in 7in 5in 23-13-060-2 6NW05 
100 VA Open Screw Terminals 5.2in 3.75in 5.25in 23NT06 120VA 120/240 120V Ain 8in 5in 23-22-112-2 6NW06 
120V AC, 208V AC, 240V AC, 277V AC, 480V AC Input Voltage 250VA 120/240/480V 120V Gin 11in 8in  23-23-125-8 6NWO7 
75 VA Enclosed Piatals 45in 5.43in 4.5in  23NT04 5OOVA 120/208/240/480 120/240V. 9in 13in 7in 23-23-150-8 6NWO08 
(2) 75VA Enclosed Pigtails 45in 862in 4.5in 23NT05 1kVA 120/208/240/480V 120/240 Qin 17in 7in  23-23-210-8 6NWO9 
120V AC, 240V AC, oTTV AC, 347V AC, 480V AC Input Voltage 2kVA 120/208/240/480V 120/240  13in 18in 10in 23-23-220-8 6NW10 
(5) 40VA Enclosed Screw Terminals 45in 5.44in 4.5in  23NT11 3kVA 120/208/240/480V 120/240 13in19in 10in 23-23-230-8 6NW11 
(5) 40VA Open Screw Terminals 11. 33 in 11.4in 4.5in  23NT12 af se Voltage Regulation, MCR Series 
120V AC, 240V AC, 277V AC, 480V AC Input Voltage OVA —_120/208/240/480V 120V 6in 10in 8in 63-23-125-4 5EU14 
(3) 1 OOVA Enclosed Screw Terminals 12.13 in 12.12in 6.0in  23NT13 SOOVA 120/208/240/480V_ —-120/208/240V Qin 13in 7in 63-23-150-8 5EU15 
(5) 100VA Enclosed Screw Terminals 12.13 in 12.12in 6.0in  23NT15 1kVA 120/208/240/480V = 120/208/240V Qin 17in 7in  63-23-210-8 5EU16 
(3) 100VA Open Screw Terminals 11.33in 11.4in 4.5in  23NT14 2kVA 120/208/240/480V_ —- 120/208/240V 13in 18in Qin  63-23-220-8 5EU17 
(5) 100VA Open Screw Terminals 11.33in 11.4in 4.5in  23NT16 3kVA 120/208/240/480V_ ——-120/208/240V 13in 19 in Qin  63-23-230-8 5EU18 
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ELECTRICAL Scan. Order. Done. 
Transformers Details on page Al. 





Square D 
Nonfused 


by Schneider Electric Acme Electric’ 


Control Transformers 


Without Primary Fuse Blocks 
120/240VAC 24VAC 31EH/5 =~ 4JWU2 4R886 491250 
120VAC 12/24VAC | 31EH93 4JWU1 4R876 —_ 


euch Sucaren {rater Sre|souane o| Stic J, 
VA Input Output : A 
Rating Voltage Voltage | Item No. Item No. Item No. | Item No. bp SStaneeaay oe 
& 
oF A 


208/240/480VAC _120VAC 4R884 — 





— = — — — ope = | 
ANA {ROVAC STEHT = = = Asse biota ah available, see Square D—Copper wound, vacuum 
oh — ic ANAS gee aver — tai iaaeeia Mi deca 
940/480VAC o4VAC | 31EH39 = AMTL6 4R882 | 491Y88 Dayton® Encapsulated—Fully- 55°C temp. rise; 200 to 350VA 


277VAC 120VAC — 4MTL9 4R890 — encapsulated coil eases wire routing models: 80°C temp. rise; 500 to 
277VAC 24VAC | 3fEH57 * 4MTL8 


AB0VAC {O0VAC ak — 123 ¢ around transformer, and provides durable 2000VA models: 115°C temp. rise, 
120/240VAC_——s«24VAC | s«OSTEH76 * 4MTN2 4R900 | 491251 construction. 55°C temp. rise. Panel meet NOM requirements. Fused 
sb Ke ee ATT __4R690 —_sivss— Mounting. Include secondary fuse clips. models include 2 primary fuse clips 

75 Be blue oe AWiN 22LR9t ro1v39 3-yr. warranty. to accommodate Class CC time 
240/480VAC_ 120VAC | 31EG83 * 4MTN5 4R894 | 491W87 Dayton® Finger Safe—Open 1-phase delay, rejection type fuses; see page 

277VAC 120VAC — 4MTN7 22LR92 — ; 180. 1 secondary fuse clip uses a 

O77VAC d4VAC | 31EH58 = AMTNG = = isolating/control transformers feature qantas in dadt tise! 
T20/240VAC __24VAC | StEH77_~ _|_4MING | 4R832__| 491252 separate insulated windings with heat- 74 7). 2 t Set Page 

SBP AN MTAC eee SIEHS = {YUR2 = tempered varnish that protects against a oe any: 
20 ae STEH13  * = ws 491Y56 dust, humidity, and corrosion. For fixed | Acme Electric—Constructed of 
nave 08VAC FOOVAC = = 4R834 — installation in cabinets or switchboards. _ silicon steel lamination to minimize 
240/480VAC 24VAC | S1EH41 * AMTP2 4R830_ | 491 Y90 Require separate overload and short- core losses and increase efficiency. 
240/480VAC  120VAC | 31EG84 * 4MTP3 4R822 | 491W88 na ee ; eee ee 
SAD/AS0VAC 1 DOVAC — = 4R828 * | 491226 circuit protection. Handle high inrush Feature precision wound coils, 
2/7VAC 24VAC | S1EHS9  * AMTP4 = = currents associated with contactors and copper windings, and series-parallel 

277VAC T20VAC — 4MTP5 4R836 — ‘ 5 eae ts e 

ASOVAC TOOQVAC = = C124 +} — relays. 50°C temp. rise, 45°C ambient. connecting links. 80°C temp. rise. 
120/240VAC 24VAC | 31EH78 * 4MTP7 4R850 491253 DAYTON DAYTON ACME 

T20VAC 2/24VAC | 31EH96 4MTP6 4R842 — VA Input Output | ENCAPSULATED | FINGER SAFE|SQUARE D| ELECTRIC 

208/240/480VAC _120VAC — —_ 4R848 — Rating Voltage Voltage | Item No. Item No. Item No. | Item No. 
208/277VAC _120VAC | 31EH14 * — — 491Y57 OkVA 208/277VAC _120VAC | 31EH23 * — — — 
450VA 208VAC 120VAC — — TYUR4 — 240/480VAC 120VAC | 31EG94 * — 4RM78 | 491W98 
208VAC 24VAC — — 1YUR6 = With Primary Fuse Blocks 
240/480VAC 24VAC | 31EH42 * 4MTP9 4R846 |‘ 491Y91 120/240VAC 24VAC | 31EH84 — — _ 
240/480VAC _120VAC | 31EG85 * 4MTR1 4R840 | 491W89 {20VAC 12/24VAC | 31EJ06 — — — 
277VAC T20VAC — 4MTR3 4R852 — 208/277VAC _120VAC | 31EH26 * — — 491Y64 
277VAC 24VAC | 31EH60 * 4MTR2 — — 50VA 208VAC {20VAC — — TYUW3 *)  — 
120/240VAC 24VAC | 31EH79 * — TYUR3 | 491254 240/480VAC _120VAC_ | 31EG97 — 4R924 *| 491X02 

120VAC 12/24VAC | 31EH97 — TYUR7 — 240/480VAC 24VAC | 31EH48 _ TYUWT * | 491798 
208/277VAC _120VAC | 31EHi5 * _ _ 491Y58 977VAC 24VAC | 31EH66 * — — — 

208VAC 120VAC — — TYUR5 — 120/240VAC 24VAC | 31EH85 — — — 

200VA 208VAC 24VAC — — 22LR65 — T20VAC T2/24VAC | 31EJ07 — — — 
240/480VAC _120VAC | 31EG86 * — 4R856 | 49190 75VA 208/277VAC  120VAC | 3tEH27 * — —_ 491Y65 
240/480VAC 24VAC | 31EH43 * — TYUR1 | 491Y92 240/480VAC  120VAC | 31EG98 _ 4R930 * | 491X03 
277VAC {20VAC — — 22LR67 — 240/480VAC 24VAC | 31EH49 — — 491Y99 
277VAC 24VAC | 31EH61 * — — — 277VAC 24VAC | 31EH67 * — — — 
120/240VAC 24VAC | 31EH80 * 4MTR5 TYUT2 491255 120/240VAC 24VAC | 31EH86 — — — 
{20VAC 12/24VAC | 31EH98 4MTR4 4R860 — 120VAC T2/24VAC | 31EJ08 — — — 
208/240/480VAC _ 120VAC — — TYUR9 — 208/240/480VAC _ 120VAC — — 4r906 *| — 
208/277VAC 120VAC | 31EHi6 ~* —_ — 491Y59 soova —208/277VAC_120VAC_ | 31EH28 * — — 491Y66 
o50VA 208VAC 120VAC — — TYUT3 — 208VAC T20VAC — — TYUW6 — 

208VAC 24VAC — — TYUT4 — 240/480VAC 24VAC | 31EH50 — TYUW5 *| 491201 
240/480VAC 24VAC | 31EH44 * 4MTR7 2cVi8 | 491Y93 240/480VAC _120VAC | 31EG99 _ 4R904 * | 491X04 
240/480VAC  120VAC | 31EG87 * 4MTR8 4R858 | 491W91 977VAC 24VAC | 31EH68 * — — — 

277VAC {20VAC — 4MTT1 TYUTI — 120/240VAC 24VAC | 31EH87 — — — 

277VAC 24VAC | 31EH62 * 4MTR9 = — T20VAC {2/24VAC | 31EJ09 — — — 
120/240VAC 24VAC | 31EH81 * — 22LR74 491256 208/240/480VAC _ 120VAC — — 4AR9i2 *;  — 
120VAC 12/24VAC | 31EH99 — 4R866 — 1s0vA —208/277VAC 120VAC_ | 31EH29* — _ 491Y67 
208/277VAC _120VAC | 31EHt7 * _ — 491Y60 208VAC {20VAC — — TyUwe *>  — 
300VA 208VAC 120VAC — — 22LR75 — 240/480VAC _120VAC | 31EHO1 _ 4R910 *| 491X05 
240/480VAC 24VAC | 31EH45 * — 22LR72 | 491Y94 240/480VAC 24VAC | 31EH51 — TYUW7 *| 491202 
240/480VAC _120VAC | 31EG88 * — 4R864 | 491W92 977VAC 24VAC | 31EH69 * — — — 
277VAC 24VAC | 31EH63 * — — — 120/240VAC 24VAC | 31EH88 — — — 
120/240VAC 24VAC | 31EH82 * 4MTT3 TYUT5 | 491257 {20VAC 12/24VAC | 31EJ10 — — — 
120VAC T2/24VAC | 31EJ01 4MTT2 22LR77 — 200VA — 208/277VAC _-120VAC | 31EH30 * — — 491Y68 
208/277VAC _120VAC | 31EHi8 * — — 491761 240/480VAC 24VAC | 31EH52 _ — 491203 
350VA 208VAC {20VAC — — TYUT6 — 240/480VAC _120VAC_| 31EHO2 — 4R914 *| 491X06 
240/480VAC _120VAC | 31EG89 * 4MTT6 4R868 | 491W93 120/240VAC 24VAC | 31EH89 — — — 
240/480VAC 24VAC | 31EH46 * 4MTT5 22LR79 | 491Y95 120VAC T2/24VAC | 31EJ11 — — — 
277VAC 120VAC — 4MTT8 22LR81 _ 250VA — 208/277VAC  120VAC | 31EH31 * — — 491Y69 

277VAC 24VAC | 31EH64 * 4MTT7 — — 240/480VAC 24VAC | 31EH53 — —_ 491204 
120/240VAC 24VAC | 31EH83 * 4MTU1 TYUT9 | 491258 240/480VAC  120VAC | 31EHO3 — 4RO16 *;  — 

120VAC T2/24VAC | 31EJ02 4MTT9 4R872 — 120/240VAC 24VAC | 31EH90 — — — 
208/277VAC _120VAC | 31EH19 * — — 491Y62 120VAC T2/24VAC | 31EJ12 — — — 

500VA 208VAC {20VAC — — TYUVi — soya —208/277VAC_ 120VAC_ | 31EH32_* — — 491Y70 
240/480VAC 24VAC | 31EH47 * 4MTU3 TYUR8 | 491796 208VAC 120VAC — — TYUX2 *{ — 
240/480VAC _120VAC | 31EG90 * 4MTU4 4R870 | 491W94 240/480VAC 24VAC | 31EH54 — — 491205 
277VAC {20VAC — 4MTU6 TYUTS8 — 240/480VAC _120VAC | 31EH04 — 4R918 *| 491X08 
277VAC 24VAC | 31EH65 * 4MTU5 — — T20VAC T2/24VAC | 31EJ13 — = —— 
120/240VAC 24VAC — 4MTUS8 22LR88 | 491259 g5qva ——208/277VAC_ 120VAC_ | 31EH33_* — — 491Y71 

T20VAC T2/24VAC | 31EJ03 — 22LR85 — 240/480VAC _120VAC | 31EH05 — 4R920 *| 491Xx09 

208/277VAC  120VAC | 31EH20 * — — — 240/480VAC 24VAC — — — 491206 
750VA 208VAC T20VAC _ — TYUV4 — 120/240VAC 24VAC | 31EH92 — — — 
208VAC 24VAC — — 22LR86 — T20VAC 12/24VAC | 31EJ14 — — — 
240/480VAC 24VAC — 4MTV1 22LR87 | 491Y97 208/277VAC _120VAC | 31EH34 * — _ 491Y72 
240/480VAC _120VAC | 31EG91 * 4MTV2 4R892 | 491W95 500VA 208VAC {20VAC — — TYUX5 *|  — 
277VAC {20VAC — 4MTV4 TYUV3 _ 240/480VAC _120VAC | 31EH06 — 4R922 *| 491X10 
120/240VAC 24VAC —_ — 22LR60 | 491260 240/480VAC 24VAC | 31EH56 — — 491207 
{20VAC T2/24VAC | 31EJ04 4MTV5 22LR57 — 977VAC 24VAC | 31EH74 * — — = 
208/240/480VAC 120VAC | 31EJ44 * — — — 120VAC 12/24VAC | 31EJ15 — — — 
1KVA 208/277VAC _120VAC | 31EH21 * — — — 750VA — 208/277VAC _120VAC | 31EH35 * — — 491Y73 
208VAC T20VAC — — 22LR61 — 240/480VAC _120VAC | 31EHO7 — 4R928 *| 491X11 
240/480VAC 24VAC — 4MTV8 22LR59 | 491249 120VAC {2/24VAC | 31EJ16 — — — 
240/480VAC _120VAC | 31EG92 * 4MTV9 2F456 | 491W96 1KVA 208/277VAC _120VAC | 31EH36 * — — — 
277VAC {20VAC — 4MTW2 TYUV5 — 208VAC {20VAC _ — TYUX6 *|  — 
120/240VAC 24VAC — 4MTW4 — — 240/480VAC_ _120VAC_ | 31EH08 — 4R902 *| 491X12 
120VAC T2/24VAC | 31EJ05 — — — T20VAC T2/24VAC | 31EJ17 — — — 
208/277VAC _120VAC | 31EH22 * — — — 1.5kVA ~ 208/277VAC  120VAC | 31EH37 * — — — 
1.5kVA 208VAC 120VAC — — TYUV7 — 240/480VAC  120VAC | 31EHO9 — TYUX7 * | 491Xx13 
240/480VAC 24VAC — 4MTW6 — = OkVA 208/277VAC  120VAC | 31EH38 * — -- = 
240/480VAC _120VAC | 31EG93 * 4MTW7 4RM77__| 491W97 240/480VAC  120VAC | 31EH10 _ TYUX8 * | 491X14 
2//VAC 120VAC = 4MTW9 22LR62 — * Includes secondary fuse block. Wire lead connections. 
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by Schneider Electric Acme Electric’ a cay 3 ae - — | 
1-Phase Transformers ee - 
= 120/240VAC output Pe —_— te 
= 60 Hz, except 60/50 Hz where noted =| Cu= FO 
= Wall mount, except where noted [D] SauaARED | See 
. | @ r " 
NEMA 3R enclosures, except NEMA 2 where footnoted. by Schneider Electric pee 
Weather shields to adapt indoor NEMA 2 enclosures for \ _ ea 
outdoor NEMA 3R use are available; call 1-800-GRAINGER (472- 4643) = 7 
® No. 1H270 
or search Grainger.com®. UL Listed and CSA Certified. Acme Electric’ 
SQUARE D | , ACME ELECTRIC 
VA Temp. Mfr. tem emp. I. tem 
sean aBVAC SeOVAC sot No. Rise Model No. Buck-Boost Transformers No. 4LEFS 
1 : , 24 , 217 nput ‘ : 
+kKVA — oo 115°C 1279740S  4WUDS5 = 120/240VAC Input Protect connected equipment from damage by reducing 
1 BA = = = ee peace aebe = 1-phase, 60 Hz (bucking) or raising (boosting) line voltage 5% to 20%. 
3kVA = = = 115°C 12797438 4WUD8 = Wall mount Primary and secondary lead wires can be interconnected 
Ne = = — 38 ere ee =» Enclosure type: for use as an autotransformer. For use in induction 
120VAC, 240VAC Input indoor/outdoor motors and air conditioning, lighting, and heating 
TKVA 10 joer acre = = = systems. 24/48VAC output models are available on 
BkVA ripe SSErIS 2¢Ns0 — = = Grainger.com®. UL Listed and CSA Certified. 
7 5KVA 115° 7S6F| 2CN76 — — 
{SQVAC, 2O0VAC, 20BVAC, 220VAC, 3B0VAC, 400VAC, A1GVAC, A40VAC Input - faint Te ica se ca 
7 5KVA C (S6/t 20N75 — Rating Rise Model No. Rise Model No. 
TOOVAC, o0eVAC. 200 VAC, AAG, S80VAC, 416VAC, AAOVAC, AB0VAC Input : 12VAC, 24VAC Output 
ut 115°C" iSe7k CTS * | 115°C TF279260S —4WUCE* 50VA 115°C 50SV43A _2CN44 80°C 1181047 4LEFS 
2kVA 115°C 2S6/F 2CT10 15°C TFOTOSBIS 4WUC7 s00VA 55°C s00SV43A 1H66 80°C 181048 ALEF6 
ae A AS 150VA 55°C 150SV43A  1H268 80°C 1181049 4LEF7 
ath Lit 2ub/t eu 308 Teas oee WOR ¥ 250VA 80°C -250SV43B —‘1H271 115°C 1181050 —4LEF8 
{0kVA — = — 115°C 1F279265S  4WUD2 © S00VA 80°C 900SV43B_1H275 119°C —_—*1181051 ALEF9 
T5kVA = = = 115°C  1F279266S 4WUD3 * TOOVA 115°C 7908V43F 1H279 115°C ~——-‘1181052 4LEG1 
OBKVA = = = 115°C 1F279967S AWUD4 = TkVA 115°C 1S43F 1H270 115°C 7111683 ~~ 4LEG2 
208VAC Input 1.5kVA 115°C 1.5S43F __- 2CL92 115°C 7111684 —«4LEG3 
{kVA 115°C 1S7F 2CT07 — — — 2kVA 115°C 2S43F 2CM81 115°C 7111685  —«4LEG4 
3kVA 105°C 3S7FIS 20720 — — = 3kVA 115°C 3S43F 2CN17 115°C 1111686 4LEG5 
SkVA 115°C 5S7FIS _2CN51 — — — 5kVA - = — 115°C 1111687 —‘4LEG6 
OR aren 50SViA__1H727 80°C 7153004 4WTZ8 one a = = Here Tote ALG 
TOkVA — — 115°C 1211689 4LEG8 
{00VA 55°C. 100SV1A _‘1H719 80°C 1153005  AWTZ9 {6VAC, 32a Output 
150VA 50 150SV1A 1H720 80°C 1153006 4WUA1 50VA 115°C 50SV46A 9CN45 80°C T181054 4LEG9 
250VA 80°C. 250SV1B ‘1H722 115°C 12530075  4WUA2 100VA age i00SV46A 2CL95 80°C 1181055” A LEH 
750VA 115°C 750SVIF_1H728 115°C 7253009 4WUA4 aB0VA 30°C D508V46B  AH272 715°C 1181057 4 LEH 
a a ea A | Mee —tpeage Ai 500VA | 80°C S00SV46B_1H276 115°C 1181058 4LEH4 
OkVA | 15°C as F 1H723 115°C 125301 IS AWUAT 750VA 1 15°C 750SV46F 1H280 1 15°C T1 81 059 4LEH5 
3kVA 115°C 3S 1F 1H724 115°C 12530138 4WUA8 TkVA 15°C 1S46F___2CM61 M5°C 1113073 LENG 
BkVA 115°C 5S1F 1H277 115°C 1253014S  4WUA9 1.5kKVA 1 19°C 1.5S46F 2CL93 1 15°C 1113074 4LEH7 
7.5kVA 115°C 7S1F 5B613 115°C 125351535  4WUC1 2kVA 115°C 2S46F 2CM82 115°C 7113075 4LEH8 
TOKVA 115°C 10S1F 5B605 115°C 125351635  4WUC2 3kVA 115°C 3S46F 20N18 115°C 1113076 —_‘ 4LEH9 
T5kVA = — — 115°C 125351735  4WUC3 5kVA — — — 115°C 1113077 = LEV 
25kVA 150°C EE25S3H_ 1TBP7_ ‘t+ 115°C 125351835  4WUC4 7.5kVA — — — 115°C 1213078 —«4LEJ2 
37.5KVA_| 150°C _EE37S3H  1TBP8 + 150°C TP530193S 4LCY7_ f+ TOKVA — — — 115°C 1213079 «4 LEJ3 
BOkVA 150°C _EE50S3H  1TBP9 +t 150°C _TP530203S  4LCY8 + 24VAC, 48VAC Output 
480VAC Input 50VA 115°C -50SV82A _—«22L P83 80°C 1181061 4LEJ4 
SKVA M9 °C 3S40F ACN 16 = = = TO0VA 115°C 100SV82A_——-22LP76 80°C T181062 AL EJS 
DKVA M5  MPZ5S40F __2CP01 = = = 150VA 55°C _-‘150SV82A _22LP77 80°C 1181063 4LEJ6 
A a Pert Ane = = a 250VA 80°C 250SV82B  22LP79 115°C 1181064. 4LEU7 
ia —|—44bo ean RL Ob = = = 500VA 80°C _500SV82B _22LP82 115°C 1181065 4LEJ8 
TOkVA 74550—NIPZIOSAOR OCIA = = — 750VA 115°C 750SV82F —22LP84 115°C 1181066  4LEJ9 
TBkVA 715°C iEGAOE ~~ OCM35 — — — TkVA 115°C 1S82F _22LP78 115°C 1137920 4LEK1 
DKA 715°C o5840F ~~ 2CM75¥ = = — T.5kVA 115°C 1.5S82F  22LP75 115°C 1137921 «AL EK2 
GOOVAC Input 2kVA 115°C 2582F  22LP80 115°C 1137922 ALEK3 
50VA 55°C SOSVS1A D9L R54 = = = 3kVA iia 3S82F _ 22LP81 115°C 7137923 4LEKA 
100VA 55°C 100SV51A 22LR45 — — — okVA = = = 115°C 1137924 ALEKS 
{50VA 55°C 150SV51A _22LR46 = = = 7.5KVA — — — 115°C 1243570 —— 4LEK6 
250VA 80°C 250SV51B _22LR48 — = = TOKVA — — — 115°C 1243571 «ALEK 
500VA 80°C 500SV51B  22LR53 — — = 
750VA LEE EUSVEIE HAN = — — al ea 
TkVA 5° 5 47 — — = y 
T.5kVA 115°C -1.5S51F _ 2CTO2 — — — TRIPP-LITE | 
2kVA 115°C 2S51F _22LR49 — — = : _~ 
OO Isolation Transformers |: . pgm - 
TOkVA 115° 10S4F 2CL97 — = — | 
D5kKVA 150°C EE25S3534H 1TBR1 tf = = = = 120VAC input/output 
50kVA 150°C _EE50S3534H_ 1TBR2_ + — — — 


* 60/50 Hz. t NEMA 2 enclosures and floor mount. 


Harmonic Mitigating 
Transformers 


= Enhanced common mode 4 
surge suppression = 


A <= Transformers offer line isolation and Bl 


continuous line filtering to protect sensi- 





Acme Electric” tive electronic equipment against electrical A — 
= 30 480VAC input, 208Y/120VAC output noise disturbances. Include circuit breaker. No. 3RY96 
= Floor mount UL and C-UL Listed. 
=» NEMA 3R enclosure | mL Lit of , ; a | _ 
° : ; g ating utlets ode 0. 

. 190 C temp. bss No. - Isolation Transformer 
Eliminates harmonics to improve power and 49NR92 a 250VA é 4.50 4.75 C5 8-260 a 
energy efficiency. Reduce supply voltage VA Mtr. Item 1kVA f 7.25" 7.25% 10.5" IS-1000 2KGD4 
flat-topping, transformer heat, and voltage Rating Model No. Hospital Grade Isolation Transformer 

Sci ; 30kVA H3030K0014BCS 49NR92 O50VA 4.5 4.75" 7.75" 1S250HG 3RY96 
distortion. For use where nonlinear loads A5kVAH3045K0014BCS 49NR93 500VA 4 575" 6.25" 9.05" iS500HG  3RY97 
generate high levels of harmonic currents 75kKVA__H3075K0014BCS 49NR94 {kVA d 7.15" 7.15" 10.5" IS1O00HG 3RY98 
that feed back into the distribution system. _112.5kVA_H3112KO0T4BCS_49NR95 T.8kVA 6 7.15" 8.25% 42.20" iS1800HG TAYB2 
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Transformers Details on page Al. 
: ACME 
* [DJ sauareD A DAYTON | ELECTRIC | SQUARE D 
by Schneider Electric Acme Electric’ VA Temp. Item Item Item 
Ph T fi Rating Mounting Rise No. No. No. 
= 208VAC Delta Input Voltage 
3 ase Iransformers 480VAC Wye, 277VAC Output Voltage 
The Department of Energy #§ ACME ELECTRIC ea na eae 44YV20 = isuTTA 
: ae oor _ _ 
(DOE) has mandated new, — Acme’s low voltage distribution 30kVA Floor 150°C | 44YV16 | 49NT21 ~~ 45Nz48 
more stringent efficiency transformers are designed for AD5kKVA Floor 150°C | 44YV21 49NT22 | 45NZ56 
standards for 15 to 1000KVA industrial and commercial applica- ESN eer ene eA janten au 
' ; ; r _ 
transformers. Transformers tions. All of Acme’s general purpose ~750kVA Floor 150°C — A9NT25 | 45NZ16 
15kVA and higher in these transformers are rated for 600V 225kVA Floor = 150°C | ~— 49NT26 | 45NZ32 
Dayton Wall Mount tables meet this new legisla- and below. Encapsulated units 3O0KVA Floor 150°C — 49NT27 45NZ40 
, al are offered in ratings up to 15kVA. ‘“240VAC Delta Input Voltage 
help lower operating costs, Ventilated units are available in 208VAC Wye, 120VAC Output Voltage 
lower cost of ownership, —_—_ratings from 30kVA to 300KVA. a ta a ae Sie | 
fitability, and 15kVA.—Ss Wall:~Ss«115°C:'| 44YW12 — — 
Increase protitabnity, SQUARE D 15kVA Floor 150°C | — — 45NZ25 
reduce overall greenhouse nai ee rini i 15KVA Floor = 115°C | — 31XG72 — 
icgj ransformers minimum clear- — 30kKVA Floor —-150°C | 44YVO6 | 49NT13 | 45NZ49 
a rec ance side and rear is Yo" All units A45kVA Floor 150°C | 44YV23 49NT14 45NZ57 
; " 75KVA—s Floor ~=—s« 150°C | 44YV26 | 49NT15 | 45NZ67 
call 1-800-GRAINGER (472- designed to operate atleast 3dB = 442.5kVA_ Floor 150°C | — A9NT16 | 45NZ09 
® below ST-20 sound level. The 150kVA_—s Floor = 150°C | — 49NT17 | 45NZ17 
Te eae ALC terminals are sized to handle lug 225KVA Floor 150°C | — 49NT18 | 45NZ33 
DAYTON oe : : 300kVA Floor 150°C — — 45NZ41 
kits, increasing ease of instal- 480VAC Wye, 277VAC Output Voltage 
These transformers are lation. Designed with increased 30KVA__ Floor 150°C | — 49NT38 — 
designed for indoor locations wiring compartments that provide —42KVA_Floor_1S0°G | —_A9NT28__— 

. : . . lf — — 
and feature a 220°C insula- a bending radius for 250% primary ~442.5kVA Floor 150°C. — 49NT30 = 
tion system (150°C rise) that cables and multiple feeds on the 150kKVA~—s Floor = 150°C | —— 49NT31 — 
is self-extinguishing. secondary. Feature 200% neutral Janae Wye, 12OVAC Onto Voltage 

Square D Floor Mount to allow customers to feed stan- 3kVA_—Wall_:~=S=«1 15°C | 44YV25 | AWTY8 | 1H725 
No. 45NZ06 dard and nonlinear panels. NA ier Hee ee wie wee 
a ° 
VA Input Output Encl. Temp. Item 15kVA Wall 115°C | 44YV18 — _ 
Rating Voltage Voltage Mounting Rating + Rise Brand No. 15kVA Floor 150°C — — 45NZ26 
a STON Delt 240VAC Delt Wall NEMA3R 115°C S D —*5B611 TSKVA Floor _ 130°C | wm TT AONZ27 
elta elta a quare 30kVA sé 150°C | 44YV24 | 49NT35 | 45NZ51 
7.5kVA 460VAC Delta 230VAC Wye, 133VAC Wall NEMA3R 115°C Acme Electric 3AFL5 30kVA Floor 15°C) OO AONTO3 — i 
7.5kVA 460VAC Delta 460VAC Wye, 266VAC Wall NEMA3R 115°C Acme Electric 3CNN1 30kVA Floor 80°C — AONTO4 — 
kVA 480VAC Delta 240VAC Delta Wall NEMA3R 115°C  SquareD  5B618 A5kVA Floor 150°C A4YVO9” 49NT36 45NZ58 
11kVA 460VAC Delta 230VAC Wye, 133VAC Floor NEMA3R 115°C Acme Electric 3AFL6 A5KVA Floor 115°C) AQNTOS — 
TTkVA 460VAC Delta 460VAC Wye, 266VAC Floor NEMA3R 115°C Acme Electric 3CNN2 A5kVA Floor 80°C — AQNTOG — 
T4kVA 460VAC Delta 230VAC Wye, 133VAC Floor NEMA3R 115°C AcmeElectric 3AFL7 a Fane to = A5NZ55 
T4kVA 460VAC Delta 460VAC Wye, 266VAC Floor NEMA3R 115°C Acme Electric 3CNN3 TAR Floor ipoeeaawung: aaa i 
T5kKVA 208VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C  SquareD 45NZ23 oor = 
T5kVA 480VAC Delta 480VAC Wye, 277VAC Floor NEMA1 150°C  SquareD  45NZ22 POKVA Floor 115°C | 49NTO7 = 
T5kVA GOOVAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C. SquareD  45NZ28 TOKVA Floor 80°C | — 49NT08 = 
190 VAC Delta, 200VAC 112kVA Floor 150°C 44YV13 — — 
30kVA Delta, 208VAC Delta, 220VAC + 400VAC Wye, 231VAC = Floor ~NEMA3R 150°C AcmeElectric 49NT19 112.5KVA Floor = 115°C | — 49NTO9 — 
Delta, 240VAC Delta 112.5kVA_ Floor 150°C | — 49NT10 | 45NZ11 + 
30kVA 208VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C SquareD  45NZ47 112.5kVA Floor 150°C | — — 45NZ10 
30kVA 480VAC Delta 480VAC Wye, 277VAC Floor NEMA1 150°C SquareD  45NZ46 150kKVA Floor 150°C | 44YV14_ | 49NT11_—|:45NZ18 
30kVA 600VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C SquareD  45NZ52 150KVA. ‘Floor ~=150°C |) — — 45NZ19 + 
A5kKVA 208VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C Square D _45NZ55 D25kKVA Floor 150°C | 44YV02 A49NR97 | 45NZ35 + 
45kVA 240VAC Delta 400VAC Wye, 231VAC Floor NEMA3R 150°C Acme Electric 49NT20 595kVA Floor 150°C. | — _ 45NZ34 
45kVA 480VAC Delta 480VAC Wye, 277VAC Floor NEMA1 150°C Square D _—45NZ54 300kVA Floor 150°C = 49NT12 | 45NZ42 
45kVA 480VAC Delta 480VAC Wye, 277VAC Floor NEMA3R 150°C Acme Electric 49NR96 300kVA. Floor. 150°C. = A5NZ43 + 
A5kKVA 600VAC Delta 208VAC Wye, 120VAC Floor NEMA 1 150°C Square D 45NZ60 240VAC Delta. 120VAC Center Tap Output Voltage 
75KVA 208VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C SquareD  45NZ65 BkVA Wal 115°C | AWTYS — 
75KVA 480VAC Delta 480VAC Wye, 277VAC Floor NEMA1 150°C  SquareD  45NzZ64 BkVA Wall 115°C) AWTZ2 — 
75KVA 480VAC Delta 480VAC Wye, 277VAC Floor NEMA3R 150°C Acme Electric 49NTO2 OkVA Wall 115°C AWTZ4 — 
75KVA 600VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C SquareD  45NZ70 30kVA Floor 150°C 44YV10 ANT32~ 45NZ53 
112.5kVA 208VAC Delta 208VAC Wye, 120VAC Floor + NEMA1 150°C  SquareD  45NZO07 TERA 150°C 1 44vvoa 1 49NT33—1 4SNZEi 
112.5kVA 480VAC Delta 480VAC Wye, 277VAC Floor NEMA1 150°C SquareD  45NZ06 TaRUA Floor rn0ec ct aavvo7 1 BONTSa oT ABNZTA 
112.5kVA 6O00VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C  SquareD 45NZ12 oN i 
150kVA 208VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C  SquareD  45NZ15 W2kVA Floor _150°C_| 44YWV15 = om 
T5OkVA 480VAC Delta 480VAC Wye, 277VAC. Floor NEMA1 150°C. SquareD  45NZ14 W12.5kKVA__ Floor 150°C | — 49NR98 | 45NZ13 
T50kVA 6O0VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C  SquareD 45NZ20 1SOKVA Floor ‘150°C | 44YW27__| 49NR99__| 45NZ21 
225kVA 208VAC Delta 208VAC Wye, 120VAC Floor NEMA 150°C  SquareD  45NZ31 225kVA__Floor 150°C | 44YV19_ | A9NTOI | 45NZ37 
225kVA 480VAC Delta 480VAC Wye, 277VAC Floor NEMA1 150°C  SquareD 45NZ30 SOOKVA Floor = 150°C | — — = 45NZ45 
225kVA 600VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C SquareD 45NZ36 240VAC Delta Output Voltage 
300kVA 208VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C SquareD  45NZ39 3kVA Wall 115°C | 44YVO05 — = 
300kVA 480VAC Delta 480VAC Wye, 277VAC Floor NEMA1 150°C SquareD  45NZ38 6kVA Wall 115°C | 44YU98 = = 
300kVA 600VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C  SquareD  45NZ44 kVA Wall 115°C | 44YV08 = — 
500kVA 600VAC Delta 208VAC Wye, 120VAC Floor NEMA1 150°C  SquareD  45NZ63 15kVA Ss Wall, «~SSs«115°C:*| 44YVO1 — — 
t Copper windings, all others are aluminum. # NEMA 1 enclosures convertible to NEMA 3R with field installed weathershield, sold separately. 
7 Ht a 
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Find even MORE on Grainger.com® 


= Complete surge and line noise protection 

By automatically regulating incoming voltage from 89 to 140VAC to provide nominal 
120VAC power, conditioners keep equipment working through low-voltage (i.e., brownout) 
and high-voltage conditions. 


Output No. of NEMA Plug Cord Foot- Mfr. Item 
Watts Outlets Config. Length W H D notes Model No. 
600 6 5-15P 6 ft. AY" OY" 43/," 1 LS 606M 5JK13 
1200 4 5-15P 7 tt. 6" 14" [' a) LC 1200 oJK08 
1800 6 5-15P 7 tt. 6" [' ‘a 3 LC 1800 oJK10 
2400 6 5-15P 6 tt. 6" T' gy," 3,6 LC 2400 oJK11 
2400 14 5-15P 12 ft. 19" 6%" a 2.0 LCR 2400 =5JK12 


1—Has 3 LEDs (High Voltage, Normal Voltage, Low Voltage). 2—Has 5 LEDs (Very High Voltage, High Voltage, 
Normal Voltage, Low Voltage, Very Low Voltage). 3—Has 7 LEDs (Very High Voltage, High Voltage, Normal Voltage, 
Low Voltage, Very Low Voltage, Line Fault, Line OK). 5—Rack mount model. 6—Has 4 NEMA 5-15R; 2 NEMA 5-20R. 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


ELECTRICAL 
Phase Converters & Inverters 








No. e \ 
Static Phase zmvas 
Converters 


= No moving parts to wear out 
= For light to moderate loads only 
= Knockout size: 2" 


Quiet, easy-to-install units run 220V, 
3-phase AC motors from a 220V, 1-phase = 
power source at % of the rated horsepower. 

When used with a belt-driven air compressor, the motor pulley 
dia. must be reduced by 3. For full- or near-full-horsepower 





No. 6LM57 





No. 5KB73 


TRIPP-LITE 





applications, the converter can be used to start an additional 
idler motor, producing even greater horsepower. Can be used 
for lathes, mills, grinders, drills, saws, metalworking and wood- 
working equipment, printing equipment, sewing machines, food 
blenders, mixers, processors, meat grinders, etc. 


Note: Not recommended for use in damp or wet locations. The largest motor on your 
machine must fall within the minimum and maximum ranges of the converter. Please 
call 1-800-GRAINGER (472-4643) before ordering. 


Output W H D Mfr. Item 


Inverters and Inverter/Chargers 


Hardwired units provide consistent, computer-grade AC power output from a DC source. 
Instantaneous peak output provides up to 200% of continuous output for short durations to start 
motors. 


Pure Sine Wave Inverter/Chargers—Provide stable, microprocessor-controlled output and 
the pure sine wave power required by equipment such as variable-speed power tools and 
devices with PFC power supplies. Help your equipment run cooler and last longer, and help 


HP Range Amps in. in. in. Model No. : 
%to vl 7 (n.} (in) a.) PAM-100HD  2MV45 prevent the malfunctions and reduced performance that can be caused by substandard power. 
Wtotw 52 5% 9% 25%  PAM-200HD  2MV46 
Tio 3 9.6 5% 9% 25% PAM-300HD 2MV47 Inverter/Chargers—Pass 120VAC power to equipment, keep user-supplied batteries charged, 
8toS 15.2 9% 92 2% PAM-600HD__ 2MV48 nd function tomatic UP tems when utility power is not available. Frequency control 
4 to 8 22 5% 9% 25%  PAM-900HD  2MV49 ‘ , pens et sd or sia Li . . Pe 3. iaciahleck : i ee 
Bio 1? 336 5% 129, 954 PAM-1200HD  2MV50 elps equipment perform at its peak. Battery charger is 3-stage selectable. Feature electronic 


overload shutdown and input polarity protection. Backup time is based on size of user-supplied 


Rotary Phase batteries. 





setae Utility Work Truck Inverters—tdeal for powering lights, tools, and electronic devices from your 
PHASE-A-MATIC vehicle battery system. GFCI outlets. No. 4HHH7 is remote controllable (remote included). 
Rotary Pit ase Utility Work Truck Inverters/Chargers—Provide quiet mobile power directly from work truck 
batteries. Can be used as an alternative to portable generators as a backup power source for 
Converters sump pumps and in other emergency applications. GFCI outlets. Have a built-in charger to main- 


= For heavy-load applications tain supplied batteries. Remote control included. UL Listed. 


= Knockout size: 1" et output etna is Output Lit of ; W ; Sl item 
z 7 oltage Voltage atts ower utlets ode 0. 
Provide full running 3 phase power to 220V 3-phase motors, Hisar IW vESTS With EU WCAC ESE AU EOTE 
normally with full running torque, in multiple-motor, multiple- 12VDC 115VAC 1250W 1250W D 7.00" 875" 9.00" PV1250FC 1ZE20 
speed, and resistive applications. Quiet operation. Easy to install. Pine evn san say ; i aot eos eri anon 
For use In metalworking, woodworking, farm, food processing, ParaiSielWarlnne ta CATO 
and printing equipment; pumps; air conditioners; compressors; 24VDC 230VAC 3000W 6000W — 10.10" 8.90" 12.40"  APSX3024SW _ 19N905 
elevators; transmitters; lasers; mills; sewing machines; etc. For invorter/Chargers a aa 55 E78 88 y7SG0T TaN 
multiple-motor applications, contact Grainger technical support. 12VDC T15VAC-750W 1500W 5 700" 875" 9:00" APS750 5KB73 
Note: 460V phase converters and voltage stabilizers are available on 12VDC_115VAC_ 1250W___—2500W = 7.00" 8.75" 9.00" RVI2Z50ULHW_ __—-19N907 
Grainger.com®. 12VDC 115VAC 1250W  2500W 2 7.00" 8.75" 9.00" APS1250 5KB74 
12VDC 115VAC 1250W 2500W 2 7.00° 8.75" 9.00" EMS1250UL 19N910 
ata (Arias) ree (in) (in) (in) aaae| ne 12VDC 115VAC 1500W  3000W — 8.00" 10.50" 17.50"  RV1512UL _‘19N908 
/ iT 7. 0 6 15 R-1 SED? 12VDC 115VAC 2000W 4000W — 8.00" 10.50" 17.50° MRV2012UL 19N909 
5 15 57 10 10 15 RD 3EDXG 12VDC 115VAC 2000W 4000W — 7.25° 8.50" 16.25" APS2012 5JJ86 
3 50 94 19 73 19 R-3 3EDX4 D4VDC 115VAC 2400W 4800W = 7.25° 8.50" 16.25" APS2424 2GZU5 
5 30 13.9 19 13 19 R-5 3EDX1 36VDC 115VAC 3600W 7200W — 7.25" ~=8.50" =16.25" APS3636VR 1AYB1 
7 50 53 16 16 16 B-7 3EDX5 A8VDC_ 115VAC 2400W 4800W = 7.25" 8.50" 16.75" APS2448UL 2GZR7 
10 60 28 16 16 16 R-10 3EDX6 Utility Work Truck Inverters 
15 100 4) a4 oy 31 R-15 3EDX7 12VDC_ 115VAC 1800W 3600W 2 4.00" 6.00" 15.00" PV1800GFCI 6RHW6 
90 125 55 94 94 34 R-20 3EDX8 12VDC 115VAC 3000W 6000W 4 4.30" 12.50" 14.80" PV3000GFCI 4HHH7 
25 160 70 24 94 31 R-25 3EDY1 Utility Work Truck Inverter/Chargers 
30 200 82 24 D1 31 R-30  3EDY3 12VDC 115VAC 750W 1500W 2 7.00" 8.75" 9.00" UT750UL 4HHH8 
40 250 +102 24 5 32 R-40 3EDY5 12VDC 115VAC 2000W 4000W a 7.25° 8.50" 16.25" UT2012UL 4HHJ1 
50 300 126 24 25 32 R-50 3EDY7 Remote Control Module 
100 600 235 48 50 64 R-100 3EDZ4 For Use With Tripp-Lite Inverters, Includes Remote Control 
Module, Face Plate, 50 ft. Remote Control Cord, 25 ft. Master APSRM4 2GZU6 


* Typically requires sizing the converter 50% larger or more than the largest 
HP motor on your machine. 


SL Silver Line Series Power Supplies 


= Adjustable input voltages from 


Override Cord, LED Labels and Instruction Manual 


SOLAHD 





Output Output Input Mfr. Item 

100, 120, 200, 230, or 240VAC Voltage Amps Voltage W H D Model No. 

= 60/50 Hz 5VDC 3 100/120/220/230/240VAC 4.84" 3.99" 1.62" SLS-05-030-1T 5JV98 
n° ° 5VDC 6  100/120/220/230/240VAC 4.87" 5.62" 25"  SLS0506011T 10G801 

= Operating temp. range: 0° to 50°C 5VDC 9 100/120/220/230/240VAC 7" 4.87" 2.75" SLS-05-090-11 3TA29 
= Short-circuit and overvoltage 12/15VDC 1.7/1.5 100/120/220/230/240VAC 4.84" 3.99" 1.62" SLS-12-017T 5JV99 
protection on 5V outputs 12VDC 3.4 100/120/220/230/240VAC 4.87" 5.62" 2.5" SLS-12-034T 5JWO1 
- Leunoutaut noise: dail 12VDC 5.1 100/120/220/230/240VAC 7" 4.87" 2.75" SLS120511 10G802 
utpu 12VDC_ 6.8  100/120/220/230/240VAC 9" 4.87" 2.75" SLS-12-0681 3TA30 
Industryv-standard footprint has easy screw 15VDC 4.9 100/120/220/230/240VAC 7’ 4.87" 2.75" —SLS15045T 10803 
eal P ‘i | y acl 15VDC 6  100/120/220/230/240VAC 9" 4.87" 2.75" SLS150601 10G804 
ermina! connection. Linear, (Ow-nolse tecnnol-  ~“gaypc 1.2 100/120/220/230/240VAC_ 4.84" 3.99" 1.62" SLS-24-012T 5JWO2 
ogy provides quiet, smooth DC performance. 24VDC_ 2.4: 100/120/220/230/240VAC 4.87" 5.62" 25" SLS-24-024T 5JWO03 
: O/C; 24VDC 3.6 100/120/220/230/240VAC 7" 4.87" 2.75" SLS-24-0361 5JWO4 
Tight load and line regulation at 0.05%, Suitable —sa756—4's 4 o7t20/900/230/240VAC 9” 4.87" 0.75" SL8-24-048T 5 JWOS 
for industrial control and process systems. UL D4VDC 7.2 100/120/220/230/240VAC 13.98" 4.87" 275° SLS-24-0721 5JWO6 
24VDC 12  100/120/220/230/240VAC 16.85" 4.92" 3.46" SLS-24-120T 5JWO7 


and C-UL Recognized, and CE Certified. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 
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ELECTRICAL 
Power Supplies 


Scan. Order. Done. 
Details on page A1. 














* e Output Output Input Item 
Dayton Voltage Amps Voltage WwW H D No. 
Plastic Case 

12VDC 1.25  90to264VAC 0.90" 3.54" 4.02" 33NT15 
2 f2VDC_ 2.5. 90to264VAC 0.90" 3.54" 4.02"  33NTI16 
Power Supplies 12VDC___4.17 90 to 264VAC__ 1.26" 3.54" 4.02" _33NT17 
24VDC 0.63. 90to 264VAC 0.90" 3.54" 4.02" 33NT18 
Designed with narrow width that 24VDC_ 1.25 90to 264VAC 0.90" 3.54" 4.02" 33NT19 
conserves valuable space on DIN rail. 24VDC 2.1 90 to 264VAC 1.26" 3.54" 4.02" 33NT20 
Adjustable output voltage compensates Woual (ase SLOAN Aa a ae 
for voltage drop. Touch-safe enclosure _ 24VDC 90 to 264VAC 1.97" 4.88" 4.13"  33NT10 
; 24VDC_ 3.8. -‘90t0 264VAC 1.26" 4.88" 4.02"  33NT11 
and terminals. Capable of parallel 24VDC_ +5 90to264VAC 1.57" 4.88" 4.45" 33NT12 
No. 33NT16 No. 33NTi9o CoMnection to provide redundancy for  —“24vDC__ 1090 to 264VAC__ 2.36" 4.88" 4.45" 33NTI3 
p i critical load applications. 24VDC 20 90 to 264VAC 6.14" 4.96" 5.12"  33NT14 

SDN Series DC Power Supplies (DIN Mounted) SOLAHD 
= Can be connected in parallel Output Output yinput . © fs Ae a 
= 24VDC output models are adjustable from 22.5 to 28VDC seve Sate ave a: 
= C-series: ATEX, class 2/zone 2 per NEC codes and IECEx _24VDC 5 85 to 264VAC 1.97" 4.85" 4.36" SDN5-24-100C _ 5DJL8 
a 4VDC 10 85to 264VAC 2.36" 4.85" 4.36" SDN10-24-100C 5DJL9 
Feature narrow width on DIN rail for space-critical applica- | —24VDC 10380 to 480VAC 2.36" 4.85" 4.36" SDN10-24-480C_10G785 
D4VDC 20 8510 264VAC 3.42" 4.85" 4.98" SDN20-24-100C _5DJNO 
tions, rugged metal case, and DIN connector. Large, sturdy, — —s7\n 49 —380 to 480VAC7.09" 4.85" 4.66" SDN40-24-480C 406790 

multiple-point screw terminations for quick connection. P Series 
‘ah-effici Of -caitahi 12VDC 9 _115to230VAC_ 2.56" 4.88" 4.55" SDN9-12-100P  5DJL5 
High-efficiency >88%, switching power supply. Extra boost 15755 —s¢ +48 45 S30VAC 338 4.88" 4.55" SDN16-12-100P _ 5DJL7 
capacity for high inrush loads without foldback or shutdown. ~o4vpC2.5 85 to 264VAC 1.97" 4.88" 4.55" SDN2.5-24-100P_3WY62 
: D4VDC 3.8 115to 230VAC_ 2.50" 4.88" 4.55" SDN4-24-100LP 3WY63 
Auto-select voltage input. For industrial control and process. —jjune—"s° 48 40 93VAG 0.56" 4.88" d.55"— SDNS-24-100P —3WY64 
control applications including DC input solenoids, valves, 24VDC__ 10 115 to 230VAC__ 3.26" 4.88" 4.55" SDN10-24-100P_3WY65 
switches (prox switches), relays, PLCs, and sensors. ULand _48VDC Vis to 230VAC_ 3.23 4.68 4.55 SDNS-48-100P__ SDJL6 
ot Redundant Modules 

C-UL Listed, and CE Certified. Meet SEMI F47 SAG Immunity. ~“s4ypc 90 OAVDC 197" 488" 455" SDN2.5-20RED 10G787 
24VDC 40 24VDC 2.56" 4.88" 4.55"  SDN30/40RED 10G789 

SDP Series DC Power Supplies (DIN Mounted) SoOLAHD 


= Class 2 limited power source 

= Adjustable output voltage 

= Operating temp. range: -10° to 60°C, full power 
= Short-circuit protection 

= Low output noise: <bOmV p/p 


Easy-to-install units provide clean, stable DC power with a 
special industrial overload design that can start high inrush 
loads without oversizing. Compact and lightweight, with no 
derating necessary until above 60°C. DIN rail mount. cULus 
Recognized Component. Meet UL, C-UL, CE, and Class 2 NFPA 





= DC OK signal 70, except No. 1GYK4 meets UL, C-UL, and CE standards. 
Output Output Input Mfr. Item 
Voltage Amps Voltage W H D Model No. 
9 to 6VDC 9 89 to 264VAC 1.77" 2.99" 3.00. SDPo-9-100T AFB83 
10 to 12VDC 2.0103 85 to 264VAC ines 2.99" 3.08 SDP2-12-100T —_ 4DA92 
12 to 15VDC 3.4 to 4.2 85 to 264VAC ikeg 2.90. 3.00. SDP3-15-100T —_— 4FB84 
24 to 28VDC 0.6 85 to 264VAC 0.9" 2.95" 3.8" SDP06-24-100T _ 4FB82 
24 to 28VDC 1.3 85 to 264VAC 177° 2.95" 3.98" SDP1-24-100T _ 4DA90 
No. 1GYK4 24 to 28VDC 2.1 85 to 264VAC 177° 2.95' 3.08 SDP2-24-100T _ 4DA91 
24 to 28VDC 3.8 89 to 132VAC, 176 to 264VAC 280° 2.95" 20 SDP4-24-100LT _1GYK4 
No. 4FB82 24 to 28VDC 4.2 85 to 132VAC, 176 to 264VAC 200 2.95" 3.8" SDP4-24-100RT _10G792 
48 to 56VDC 1 85 to 264VAC Pie 2.95" 3.08" SDP1-48-100T —_ 4FB85 


DC Power Supplies (DIN Mounted) E-.TeN 


= 60/50 Hz Switching-style units provide clean, stable DC power for a variety 
= Operating temp. range: -20° to 80°C of industrial applications. Simple screw terminal connections allow 
= Short-circuit and overvoltage protection easy installation, and the narrow footprint permits installation 

= Low output noise: <bOmV in applications where space is at a premium. Hold up time: >22 





= DC OK signal msec. UL Listed. CSA and CE Certified. IEC, EN. 
Output Output Peak Input Case Mfr. Item 
oltage Amps Amps Voltage Material W H D Model No. 

1-Phase 
12VDC 1.25 1.88 100 to 240VAC  PlasticCase 1.26" 3.94" 476"  PSG15E12SP  31HL49 
{2VDC 2.50 3.75 100 to 240VAC  —~PlasticCase = s'1.26" 3.98" 476°  PSG30E12SP 31HL53 
12VDC 5 7.50 100 to 240VAC Aluminum Case 1.26" 4.53" 4.76" ~~ PSG6OE12SM _—-31HL60 
{2VDC 8.30 12.49 100 to 240VAC Aluminum Case 1.97" 4.69" —«4.76" = PSG100E12SM —_31HL45 
24VDC 2.50 3.75 100 to 240VAC AluminumCase 1.26" 4.72" 476° PSG60E 31HL59 
24VDC 2.50 3.75 100 to 240VAC —*~Plastic Case ~=—s«'1.26" 4.45" 4.76"  PSG60E24SP  — 31HL62 
24VDC 3.75 3.75 100 to 240VAC AluminumCase 1.26" 4.92" 4.76" PSG60E24RM  31HL61 * 
24VDC 5 75 100 to 240VAC_ Aluminum Case 1.97" 4.84". 4.76" ~~ PSG120E24RM_ _31HL47_—* 
24VDC 5 7.50 100 to 240VAC Aluminum Case 1.26" 4.72" 4.76" PSG120E 31HL46 
24VDC 10 15 100 to 240VAC AluminumCase 3.35" 469° 476" PSG240E 31HL50 
24VDC 10 15 100 to 240VAC AluminumCase 3.35" 4.88" 4.76" PSG240E24RM  31HL51 * 
24VDC 20 30 100 to 240VAC AluminumCase 6.30" 453° 476" PSG480E 31HL55 

; tse 20 30 100 to 240VAC AluminumCase 5.67" 488" 4.76" PSG480E24RM  31HL56 * 

-Pnase 
24VDC 2.50 3.75 320 to 600VAC AluminumCase 1.97" 4.61" 4.76" PSG60F24RM  31HL63 * 
24VDC 5 7.50 320 to 600VAC_ AluminumCase 1.97" 4.61" 4.76" PSGi20F24RM  31HL48 * 
24VDC 10 15 320to 600VAC_ AluminumCase 2.76' 461° 4.76" PSG240F24RM  31HL52 * 
24VDC 20 30 320 to 600VAC_ AluminumCase 5.51" 461° 4.76" PSG480F24RM  31HL57 * 
No. 31HL47 24VDC 40 60 320to 600VAC Aluminum Case 10.04" 4.61" 4.76" PSG9GOF24RM  31HL65 * 
Buffer Module 
Ee eee ; 20 20 24VDC Aluminum Case 1.97" 480" 4.76" PSG480B24RM  31HL54 * 
ass 

24VDC 2.50 2.50 100 to 240VAC ‘Plastic Case 1.26" 469" 4.76"  PSG6ON24RP  31HL64 * 

Redundancy Module 
24VDC 20 20 2410 48VDC Aluminum Case 1.97" 4.80" 4.76" PSG480R24RM  31HL58 * 
24VDC 40 40 24to 48VDC Aluminum Case 1.97" 4.80" 4.76" PSG960R24RM  31HL66 * 

* Finger safe terminals. 
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Switching Power Supplies 
C-SERIES 


These power supplies are highly reliable in a compact 
metal housing with a power range from 80 to 480W. 
Additional features include high efficiency, long life, 
20% current reserves, extremely low AC inrush, screw 
terminals, Class |, Div. 2 approval and a temperature 
range of -25° to 70°C. Units are available in single or 
3-phase with output voltages from 12 to 56VDC. 


MINILINE 


These compact, lightweight power supplies in a robust 
plastic housing cover low-power requirements from 15 
to 100W. Additional features include a wide tempera- 
ture range with select models rated down to -40°C, 
spring clamp terminals on standard models, and screw 






No. 45ET77 


No. 45ET86 








Output Output Input Mfr. Item 
terminals on the compact models. These units are Voltage Amps Voltage Ww H D Model No. 
C-Series 
neat with output er bia 9 fee ane 24 to 28VDC 3.3 100 to 240VAC 32mm 124mm 102mm  CS3.241  45ET79 
single-phase input or select models with 380-480VAC. ~~“s4tg o8vDC 5.0 100 to 120VAC, 200to 240VAC. 32mm 124mm 117mm _CS5.241  45ET80 
Q-SERIES 24 to 28VDC 10.0 100 to 120VAC, 200 to 240VAC 60mm 124mm 117mm CS10.241 45ET77 
_— 24 to 28VDC 10.0 380 to 480VAC 62mm 124mm 117mm CT10.241 45ET81 
With state-of-the-art technology and flexibility for 24 to 28VDC 20.0 100 to 240VAC 65mm 124mm 127mm CPS20.241 45ET76 
demanding tasks. these power supplies are highly 48 to 52VDC 5.0 100 to 120VAC, 200 to 240VAC 60mm 124mm 117mm CS10.481 45ET78 
; ; MiniLine 
reliable in a compact metal housing with a power 5 to 5.5VDC 3.0 100 to 240VAC 225mm 75mm 9imm  ML15.051 45ET70 
range from 80 to 960W. Additional features include 5 to 5.5VDC 5.0 100 to 240VAC 45mm 75mm 91mm _‘ML30.101 45ET87 
outstanding efficiency, long life, 50% current reserves, 10 to 12VDC 3.0 100 to 240VAC 45mm 75mm «91mm _—*ML30.102 _45ET88 
12 to 15VDC 1.3 100 to 240VAC 225mm 75mm Q9imm  ML15.121 45ET71 
extremely ine . inrush, mn i K contact set temper 12 to 15VDC 4.5 100 to 240VAC 45mm 75mm Q9imm  ML60.121 45ET74 
ature range of -25° to 70°C. Units are available in 12t0 15VDC_ 7.5 10010 120VAC, 200 to 240VAC 725mm 75mm 103mm _ML100.102 45ET86 
single or 3-phase input with output voltages from 12 to 24 to 28VDC 0.63 100 to 240VAC 225mm 75mm 9imm  ML15.241 45£T72 
55VDC and an extensive agency approval package. 24 to 28VDC 1.3 100 to 240VAC 22.5mm 7omm 9imm ML30.241 45ET73 
24 to 28VDC 2.5 100 to 240VAC 45mm 75mm Q9imm ML60.241  45ET75 
SILVERLINE 24 to 28VDC 3.9 100 to 120VAC, 200 to 240VAC = 72.5mm =975mm = ~=103mm = ML95.100 45ET91 
+ ant , 24 to 28VDC 4.2 100 to 120VAC, 200 to 240VAC = 72.5mm == 75mm_~—Ss'103mm~—~—sSM1L100.100 45ET85 
Designed for general applications with a proven track 48 to 56VDC 1.05 100 to 240VAC 45mm 75mm 91mm _ML50.105  45ET90 
record for over 20 years, the SilverLine model offers 212/15VDC__—‘1.4-2.8 100 to 240VAC 45mm 75mm 91mm ML30.106 _45ET89 
reliability in a metal housing. Additional features include _Q-Series 
a 0 12 to 15VDC 15.0 100 to 240VAC 60mm 124mm 117mm QS10.121 45ET82 
high laa long life, 20% curr o oe yaa =n 24 to 28VDC 20 380 to 480VAC 65mm 124mm 127mm  Q120.241 45ET83 
terminals and a temperature range of -10° to 70°C. 2410 28VDC 40.0 380 to 480VAC 110mm 124mm 127mm _Q140.241  45ETB4 
Units are available in single or 3-phase input with SilverLine 
output voltages from 12 to 56VDC. 24VDC 4.0 100 to 120VAC, 200 to 240VAC 65mm 124mm 102mm  SL4.100 45ET92 
OMRON. Compact Compact Plastic 
INDUSTRIAL AUTOMATION Case Case with 
- . No. 21XP04 Maintenance Monitor 
Switching Power No. 2REJS 
Supplies 
= 100-240VAC, 60 Hz 
= DIN rail mount 
= Temp. range: -13° to 149°F 
Versatile units provide a wide range of power ratings, 
output voltages, and styles, matching most design and 
performance requirements. UL Listed (508), and CE —— — — : ss 
if: | : utpu utpu npu ower I. 
Certified. S8VS and S8VM models are also C-UL Listed. Voltage Amus Voliage Rating W H D Micdel’ _.’temNio: 
S8JX models are also CSA and EN/VDE Approved. S8VK, Compact Case 
5VDC 3 100 to 240VAC 15W 22mm 90mm 90mm _S8VK-GO15 _-21XP02 
S8VK SERIES 5VDC 5 100 to 240VAC_30W 32mm 90mm 90mm S8VK-GO30 __21XP05 
= Class 2 output on 15, 30, and GOW models 12VDC 1.2 100 to 240VAC 15W 22mm 90mm 90mm _S8VK-GO15 _21XP03 
12VDC 2.5 100 to 240VAC 30W 32mm 90mm 90mm _S8VK-G030 _21XP06 
This compact class has a robust design and construc- 12VDC 4.5 100 to 240VAC_ 60W 32mm ~~~~-‘90mm~~~~+‘110mm ~~~ ~S8VK-GO60 _21XPO8 
tion to withstand harsh environments and provide 24VDC 0.65 100 to 240VAC 15W 22mm 90mm 90mm ___ S8VK-GO15 —_-21XP04 
24VDC 1.3 100 to 240VAC 30W 32mm 90mm 90mm S8VK-G030 _21XP07 
stable operation ot wide operating temperatur 24VDC 2.5 100 to 240VAC 60W 32mm 90mm 110mm S8VK-GO60 _21XP09 
range: -40° to 158°F. Minimal wiring requirements 24VDC 5 100to240VAC_  120W 40mm 125mm 122mm S8VK-G120  21XP10 
and easy 1-handed mounting with enhanced DIN rail 24VDC 10 100 to 240VAC —- 240W 60mm 125mm 150mm ~—S8VK-G240_—-21XP11 
mounting clips 24VDC 20 100 to 240VAC ——480W 95mm 125mm 150mm S8VK-G480 _21XP13 
48VDC 5 100 to 240VAC  —-240W 60mm 125mm 150mm S8VK-G240 _21XP12 
COMPACT PLASTIC CASE. S8VS SERIES 48VDC 10 100 to 240VAC  —— 480W 95mm 125mm 150mm S8VK-G480 21XP14 
Cl 9 output 60W , del S8VS Series, Compact Plastic Case with Maintenance Monitor 
= Ulass ¢ output on models 24VDC 2.5 100to0240VAC ‘GOW 40mm 95mm 108mm _S8VS-O60A _ 2REJ8 
= SEMI F47 24VDC Wis 100 to 240VAC 90W 50mm 115mm 121mm _—_—sS8VS-090A _—2REK1 
, , , 24VDC 5 100 to 240VAC —«120W 50mm 115mm 121mm _‘S8VS-120A _- 2REK3 
Feature LED display maintenance forecast monitor, DAVDC 75 100to 240VAC_ 180W 75mm 115mm 125mm S8VS-180A  2REK5 
which shows output voltage, current, peak current, and 24VDC 10 100 to 240VAC —- 240W 3.94" 115mm 125mm _—_—S8VS-240A__—2REK7 
lifetime in years. 24VDC 20 100 to 240VAC = 480W-S 150mm ~—s 115mm —s127mm_—sS8VS-480A_—_—-21XN77 
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ELECTRICAL Scan. Order. Done. 
Power Supplies Details on page A1. 
‘ Schneider 
Phaseo® Power Supplies G Electric 
= 60/50 Hz Feature LED status indicator light. UL Listed, CSA 
= DIN rail mount and CE Certified. 
= SEMI F47, except Nos. 5AER9 and 5AETO 
Output Output Input Mfr. Item 
Voltage Amps Voltage WwW H D Model No. 
Plastic Case 
5VDC 4 100 to 240VAC, 120 to 250VDC 2.12" 433" 2.32" ABL8MEM05040  5SAEUO 
12VDC 5 100 to 240VAC, 110 to 220VDC Age. Ale. 212" ABL7RP1205 BAETI 
2AVDC 0.3 100 to 240VAC, 120 to 250VDC 1.42" 4.33" 2.32" ABL8MEM24003  —sSAET3 
DAVDC 0.6 100 to 240VAC, 120 to 250VDC 1.42" 4.33" 2.32"  ABL8MEM24006 —‘*SAET5 
2AVDC 1.2 100 to 240VAC, 120 to 250VDC 9.12" 4.33" 239"  ABL8MEM24012 ‘SAET7 
| - D4VDC 05 100 to 240VAC 983° 433° 2.32"  ABL7RM24025 22P064 
DADC 3 100 to 120VAC, 200 to 500VAC 4.72 5.27" 1.73" ABL8RPS24030 361736 
plactla@ 2AVDC 3 100 to 240VAC, 110 to 220VDC 1.06" 4.72" 4.72" ~~ ABL8REM24030 BAET 
este Vase 24VDC 5 100 to 120VAC, 200 to 500VAC 472° 527° 2.0"  ABL8RPS24050 361737 
No. SAEUO 24VDC 5 100 to 240VAC, 110 to 220VDC 912° 472" 472" ABL8REM24050 5AET4 
2AVDC 10 100 to 120VAC, 200 to 500VAC 551" 5.27" 3.35'  ABL8RPS24100 5AETG 
D4VDC 20 100 to 120VAC, 200 to 240VAC 551 5.63 5.71°  ABL8RPM24200 5AETS 
———— D4VDC 20 380 to 500VAC 6.1’ 5.63" 3.74  ABL8WPS24200 361738 
“Gaeta = D4VDC 40 380 to 500VAC 6.1" 5.63° 6.5"  ABL8WPS24400 367739 
48VDC 3 100 to 240VAC, 110 to 220VDC Ae 410 210 ABL7RP4803 361735 
Metal Case 
12VDC 5 100 to 240VAC, 120 to 370VDC 5.91" 3.9" 1.5"  ABLIREM12050 361740 
{2VDC a3 100 to 240VAC, 120 to 370VDC 7.87" 3.9" 1.5" ABLIRPM12083 361743 
24VDC 25 100 to 240VAC, 120 to 370VDC 15" 3.9" 5.91"  ABLIREM24025 5AERY 
D4VDC 4.2 100 to 240VAC, 120 to 370VDC 7.8 93.9 1.5" ABLIREM24042 361741 
DAVDC 49 {00 to 240VAC, 120 to 370VDC 7.07" 3.9" 1.5" ABLIRPM24042 361744 
D4VDC 6.2 100 to 120VAC, 200 to 240VAC el 3.9" 1.9"  ABLIREM24062 361742 
= DAVDC 6.2 100 to 120VAC, 200 to 240VAC pk 3.9" 1.97"  ABLIRPM24062 361745 
Metal Case DAVDC 10 100 to 120VAC, 200 to 240VAC 7.87' 3.9 2.56"  ABLIRPM24100 361746 
No. 5AETO DAVDC 10 100 to 120VAC, 200 to 240VAC, 180 to 370VDC 2.6" 3.9" 7.8"  ABLIREM24100 5AETO 
* Rated IEC/EN 61000-3-2. 


Precision-Regulated DC Power Supplies TRIPP-LITE 


Efficiently convert 120VAC to 13.8VDC while protecting against overcurrent. Crowbar protection on units 
larger than 15A prevents damage to connected equipment. Regulated output voltage maintains up to 95% 
of no-load value. A heavy-duty power transformer provides complete isolation from noise on incoming AC 
power. Chassis-mount fuse included. No. 30EF37 is programmable and includes instruction manual with 
warranty information. 





Output Output Input Mfr. Item 

Volts (DC) Current (A) Voltage W H D Model No. 
13.8 3 120 3.00: 5.50" 7.0" PR3UL 30EF37 
q K22 13.8VDC ri 120VAC 6.5: ewe (ay PR 7 5JK22 
o. SJ 13.8VDC 9.5 120VAC 6.75" 4.5" (fa. PR 12 oJK18 
13.8VDC 20 120VAC 6.5" 6/5. 10.25" PR 25 oJK19 
13.8 40 120VAC 105° 6.75" 113" PR 40 oJK20 
13.8VDC 48 120VAC 10:5" 6.15. 11 PR 60 oJK21 





SITOP Power Supplies SIEMENS 


Feature a slim, space-saving design with high efficiencies across the entire load range. The Compact 
models reduce temperature dissipation in a cabinet and save energy costs. These switched-mode power 
supplies have plug-in terminals for simple electrical connection and minimized connection time. Ideal for 
low-power applications. The Modular models feature power boost functionality that supplies up to 3 times 
the rated current, allowing free start-up of loads with high inrush current. They also offer a robust metal 
design, and a comprehensive set of certifications. Ideal for demanding and complex applications. 





i : 
nr y 
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No. 12A051 No. 12A042 
Output Power Input Output Peak Hold Up Mfr. Item 
Voltage Rating Voltage Mounting Amps Amps Time H W D Model No. 
Compact Switching, Metal Case 
140W 85 to 264VAC, 176 to 550VAC DIN Rail 5 15 25 msec 4.92" 215° 4.76" 6EP13333BA10 38UZ91 
240W 85 to 264VAC, 176 to 550VAC DIN Rail 10 30 — — — — 6EP13343BA10 38UZ92 
24VDC 480W 85 to 275VAC, 88 to 350VDC DIN Rail 20 60 >20 msec 125mm 90mm 125mm 6EP1336-3BA10 12A048 
960W 85 to 132VAC, 176 to 264VAC DIN Rail 40 120 >20 msec 125mm 240mm 125mm 6EP1337-3BA00 12A049 
960W 320 to 575VAC DIN Rail 40 120 >15 msec 125mm 150mm 150mm 6EP1437-3BA10 12A051 
48VDC 960W 320 to 575VAC DIN Rail 20 60 >6 msec 125mm 240mm 125mm 6EP1457-3BA00 12A053 
Compact Switching, Plastic Case 
12VDC 78W 120 to 230VAC, 110 to 300VDC __—sCODIIN Rail 6.5 31 >20 msec 80mm 52mm 100mm 6EP13225BA10 20AZ53 
14W 85 to 264VAC, 110 to 300VDC DIN Rail 0.6 1 >20 msec 80mm 22mm 100mm 6EP1331-5BA00 12A042 
30W 85 to 264VAC, 110 to 300VDC DIN Rail 1.3 3.1 >20 msec 80mm 30mm 100mm 6EP1331-5BA10 12A043 
60W 85 to 264VAC, 110 to 300VDC DIN Rail 25 3 >20 msec 80mm 45mm 100mm 6EP1332-5BA00 12A044 
24VDC 60W 120 to 230VAC DIN Rail 2.5 27 >20 msec 125mm 32mm 120mm 6EP13321LB00 20AZ55 
96W 85 to 264VAC, 110 to 300VDC DIN Rail 4 4.8 >20 msec 80mm 52mm 100mm 6EP1332-5BA10 12A045 
120W 93 to 187VAC, 132 to 264VAC DIN Rail 5 32 >20 msec 125mm 50mm 120mm 6EP13331LB00 20AZ56 
240W 93 to 187VAC, 132 to 264VAC DIN Rail 10 65 >20 msec 125mm 70mm 120mm 6EP13341LB00 20AZ57 
Harsh Environment, Switching, Aluminum Case, IP Rating 67 
SAVDC 120W 120 to 230VAC Wall 5 15 40 msec 181mm 120mm 60.5mm 6EP13337CA00 32UL18 
192W 120 to 230VAC Wall 8 15 40 msec 181mm 120mm 60.5mm 6EP13347CA00 32UL19 
Modular Switching, Aluminum Case 
{VDC 6 85 to 264VAC Wall 3 60 >15 msec 98mm 97mm 38mm 6EP13211LD00 20AZ58 
100W 85 to 264VAC Wall 8.3 15 >15 msec 158mm 97mm 38mm 6EP13221LD00 20AZ59 
50W 100 to 240VAC Wall 2.1 60 >15 msec 128mm 97mm 38mm 6EP13311LD00 20AZ60 
75W 85 to 264VAC Wall 3.1 60 >15 msec 128mm 97mm 38mm 6EP13321LD00 20AZ61 
24VDC 100W 85 to 264VAC Wall 41 75 >15 msec 158mm 97mm 38mm 6EP13321LD10 20AZ62 
150W 85 to 264VAC Wall 6.2 75 >15 msec 178mm 97mm 38mm 6EP13331LD00 20AZ63 
300W 85 to 264VAC Wall 125 60 >15 msec 199mm 105mm 41mm 6EP13341LD00 20AZ64 
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Find the yf. Find Solutions. Find Great Prices. UPS Systems 
UPS Systems TRIPP-LITE 
Provide cost-effective backup power and power LINE INTERACTIVE SMART TRUE-ON-LINE LINE INTERACTIVE 
protection for critical equipment. Agency approved. — Provide nominal, conditioned For mission-critical applica- Meet strict leakage requirements for medical 
STANDBY 120VAC for applications in tions. Double-conversion equipment used in nonlife-support applica- 

which fluctuating voltage Online operation with zero _ tions (UL 60601-1). Keep computers working 


For basic battery backup to support individual 











computers and PLC applications. ECO high-efficiency (low/high) affects equipment transfer time to battery through routine emergency power checks, low 
operation. Units also provide _isolates sensitive equipment voltage (brownout), and high voltage condi- 
POGE SNCS ain aii) NOs neo Support backup power during power ‘from every power problem. _ tions without using battery power. Also provide 
BICenr energy Savings Wit) selecr sule-anly OUiiets sinckout enone ; . " | ortable power oh com fe on carts : 
that can be configured to automatically power off. p P Pp " 
Backup Time 

Power Input (Half/ NEMA Plug’ No. of Foot- Mfr. Item 

Rating Watts Voltage Full Load) Config. Outlets W H D notes Model No. 

Standby 

350VA_ 180W 120VAC 10/2.5 min. 5-15P 6 8.0" 3.0° 64° 46 BC350 30UJ37 

350VA  180W 120VAC 11/3 min. 5-15P 6 8.0° 30° 64° 46 ECO350UPS 4HHH4 

350VA  180W 120VAC 12/4 min. 5-15P 6 8.0° 30° 64° 46 INTERNET350U 4GU32 

500VA 280W 120VAC 15/4 min. 5-15P 6 5.2" 82" 7.0" 46 INTERNETOFFICE500  5JKO1 

550VA  300W 120VAC 10/3.5 min. 5-15P 8 108 31 57° 46 ECO550UPS 4HHH5 

550VA  300W 120VAC 10/3.5 min. 5-15P 8 10.8 3.1 57° 46,9 ECO550UPSTAA 6FXL7 

550VA  300W 120VAC 10/3.5 min. 5-15P 8 10.8 3.1 57 46 INTERNET550U 4GU33 

600VA  375W 120VAC 11.1/3 min. 5-15P 6 5.2" 10.7 7.5" 48 BC600SINE 13J033 

650VA  325W 120VAC 10/3 min. 5-15P 8 10.8" 3.5" 5.8" 46,8 ECO650LCD 13J028 

700VA  425W 120VAC 17/5 min. 5-15P 6 5.2" 10.8" 7.5" 46 INTERNETOFFICE700  5JJ98 

750VA  450W 120VAC 1.4/2.4 min. _5-15P 12. da? oa 6.0" 46 INTERNET750U —- 30UJ42 

750VA  450W 120VAC 11.5/2.5 min. _5-15P 12 122 31 6.9 46 ECO750UPS 4HHH6 

750VA  450W 120VAC 11.5/2.5 min. —_5-15P 12 dao 30 6 46,9 ECO750UPSTAA 6FXL8 

850VA 425W 120VAC 13/2.8 min. _5-15P 2 120" 30° 70" 46,8 ECO850LCD 13J029 Standby, ECO 
Line Interactive with Voltage Regulation High-Efficiency 
500VA  300W 120VAC 11/5 min. 5-15P 3 5.2" 10.8" 7.5" 4 OMNI5001SO 2GZR2 No. 4HHH4 
550VA  300W 120VAC 9/3 min. 5-15P 8 11.3" 3.5" 6.0" 46 AVR550U TAYA4 

650VA  350W 120VAC 12/3.5 min. 5-15P 5 of i220 12 4 OMNI650LCD 15D973 

700VA  450W 120VAC 17/4 min. 5-15P 6 5.2" 10.8" 7.5" 3,4,6 OMNISMART 700  ~—-3TA20 

750VA  450W 120VAC 10/3 min. 5-15P 12 12.0" 4.0" 7.0" 4 AVR750U 9FG79 

900VA 475W 120VAC 10/3 min. 5-15P 8 3.7" 12.0° 7.2" 4 OMNISO0LCD 2GZR1 

TKVA 500W 120VAC 14/3.5 min. 5-15P S 82 407 fo 46 OMNIVS1000 30UJ44 

T.5kVA  940W 120VAC 13/4.5 min. 5-15P 8 7.2" 13.8" 7.5" 46,9 OMNIVS1500XLTAA 6FXL9 

T.5kVA  810W 120VAC 24/7.5 min. 5-15P 10 5.7" 80° 15.4" 46 OMNITS00LCDT  36HV95 

2.2kVA 1.92kW 120/230VAC 30/12 min.  5-20P/C20 8 17.5" 5.2" 25.2" 3,4,8 SM2200RMDVTAA  14A327 

Intelligent Line Interactive 

550VA  300W 120VAC 15/4 min. 5-15P 6 58" 5.0° 6.5" 46 SMART550USB. = 33WA17 

550VA  300W 120VAC 15/4 min. 5-15P 6 50° 85" 65" 46,9 SMART550USBTAA  6FXN9 

700VA  450W 120VAC 55/22 min. 5-15P 6 9.0" 10.2" 12.5" 3,4,7,8,9 SMART700DV 6FXPO 

750VA  450W 120VAC 11/3 min. 5-15P 6 5.2" 10.8" 7.5" SMART750USB 6FXP7 

750VA  450W 120VAC 11/3 min. 5-15P 6 5.2" 10.8" 7.5" 46,9 SMART/50USBTAA  6FXP1 

750VA  450W 120VAC 16/5.5 min. 5-15P Go yo dir fo 412 SMART750 2KGF6 

TKVA 500W 120VAC 9/3 min. 5-15P 8 3.8" 12.0" 7.2" 46,9 SMARTIO00LCDTAA 6FXN4 

TKVA —500W 120VAC 10/3 min. 5-15P a of oO 46,15 Smartt 000LCD TAYAG 

T.05kVA 705W 120VAC 23/8 min. 5-15P 6 (2 oa Te 412 SMART 1050 NET 5JK30 

T.5kVA 900W 120VAC 13/3.5 min. 5-15P G 35 72 105" 3,46 Smartt500LCD TAYA5 

T.5kVA  900W 120VAC 20/8 min. 5-15P , oF, Wo tac 46,8 SMARTI500SLT  30UJ52 

2.2kVA  1.6kW 120VAC 13/5 min. 5-20P 7 99 105° 125° 3,4,7,8 SMART2200SLT  6FXP6 

2.2kVA  1.6kW 120VAC 13/5 min. 5-20P 7 89 105" 12.5" 3,4,7,8,9 SMART2200SLTAA  6FXN7 

2.2kVA_ 1.77kW 120VAC 27/11 min. 5-15P 6 9.0° 17.0° 12.5" 1,3,10,12 SMART 2200 NET  5JK33 

Intelligent Line Interactive, Rack Mount 

500VA  300W 120VAC 8/3 min. 5-15P a ea a 3,4,10,12 SMART500RT1U  4GU31 

750VA  450W 120VAC 13/5 min. 5-15P 6 17.5" 1.7" 16.8" 3,4,10,12 Smart750RM1U TAYA7 

TKVA 640W 120VAC 14/4 min. 5-15P 6 17.5" 1.7" 16.8" 3,4,10,12 SMARTIO000RM1U —-5JK31 

TkKVA _700W 120VAC 17/7 min. 5-15P 6 17.5" 3.5" 13.5" 3,4,7,8,9 SM1000RM2UTAA  6FXNO ; ; 
T5kKVA  900W 120VAC 12/4 min. 5-15P 8 ts 35° 105" 3,46 SMART1500LCDXL 150972 Intelligent Line 
T.5kVA kW 120VAC 19/7 min. 5-15P 8 175" 3.5" 13.5" 3,4,10,12 Smartt500RM2U —«sTAYA8 Interactive 
T.5kVA 1kW 120VAC 21/7.5 min. 5-15P 8 175" 3.5" 13.5" 3,4,7,8,9 SM1500RMXL2UTAA  6FXN1 No. 5JK33 
2.2kVA 1.92kW 120VAC 12/4.5 min. 5-15P 417.3" 3.4" 19.5" 8 SMART2200RM2U  30UJ55 

2.2kVA  1.6kW 120VAC 16/6 min. 5-20P 8 175" 3.5" 19.0" 3,4,7,8,9 SM2200RMXL2UTAA 6FXN2 

2.2kVA  1.6kW 120VAC 16/6 min. 5-20P 8 175" 3.5" 19.0" 1,2,3,4,10,12 Smart2200RMXL2U  AYA9 

3kVA__2.88kW 120VAC 10/3 min. L5-30P 9 175" 3.5" 19.0" 3,4,7,8,9 SM3000RMXL2UTAA  6FXN3 

3kVA_2.25kW 120VAC 11/4 min. L5-30P 9 17.0" 3.5" 19.0"  1,3,4,10,12 SMART3000RM2U 5 JK35 

5kVA.4kW 208VAC 38/16 min. L6-30P 14 17.5" 5.2" 22.5" 3,4,9 SMART5000RT3U ‘6 FXN8 

Smart True-On-Line/Double Conversion 

T.5kVA  1.2kW 120VAC 14/4.5 min. 5-15P 6 9.0" 10.2" 19.5" 46,8 SU1500XL 30UJ70 

3kVA_-2.4kW 110/120VAC 14/5 min. L5-30P 9 9.0" 10.3" 20.5" 1,2,3,46,10,12 SU3000XL 2GZR5 

Smart True-On-Line/Double Conversion, Rack Mount 

1kVA  800W 100/110/120VAC 14/4.5 min. 5-15P 6 17.5" 3.5" 13.5" 1,2,3,46,10,12  SU1000RTXL2UA  3WA13 

T.5kKVA 1.2kW 100/110/120VAC 14/5 min. 5-15P 6 17.5" 3.5" 19.0" 3,4,6,7,8 SU1500RTXL2Ua —«6FXP9 

2.2kVA 1.6kW 110/120VAC 14/45 min. 5-20P 7 175" 3.5" 19.0" 1,2,3,4,10.12  SU2200RTXL2UA  3WA14 

3kVA_-2.5kW 120VAC 15/6 min. L5-30P 7 17.3" 3.5" 26.0" 48 SU3000RTXL2U  —-30UJ72 : 
3kKVA-2.5kW 230VAC 15/6 min. 5-15P 10 17.3" 3.5" 26.0" 48 SUINT3000RTXL2U  30UJ84 

3kVA-2.4kW 110/120VAC 30/12 min. L5-30P 9 17.8" 5.2" 26.0" 1,2,3,4,6,8,10,12 SU3000RTXL3U 3WAT8 

5kKVA —-3.8kW 120/208/240VAC 14/6 min. L14-30P 12 17.5" 7.0° 30.8 1,3,4,10,12 SU5000RT4U 2GZU2 

6kVA4.2kW 120/208/240VAC 20/8 min. L14-30P 12 17.5" 7.0" 30.8"  1,3,4,10,12 SU6000RT4U 2GZU1 Smart 
8kVA -6.4kW 208VAC 13.5/5.5 min. Not Applicable 18 17.5" 5.3" 25.8" 12,5; 12 SU8000RT3U1TF  2GZT9 True-Online 
8kVA _6.4kW 208VAC 13.5/5.5 min. Not Applicable 18 17.5" 5.3" 25.8"  1,2.3,12,20  SU8000RT3UN50TF  3ACG1 No. 3WA13 
TOkVA -8kW 208VAC {2.5/4.3 min. Not Applicable 30 17.5" 5.3" 25.8" 1,2,3,12 SU10000RT3U2TF § 2GZT8 

TOKVA 8kW 208/240VAC 12.5/4.3 min. Not Applicable 0 17.5" 5.3" 25.8" 12542 SUT0KRT3U 2GZ17 

12kVA_ 10.8kKW 200/208/220/230/240VAC 8.5/2 min. NotApplicable 0 17.5" 6.8" 20.7" 2,3,4,8 SU12KRT4UHW —«-14A328 

T6kKVA 11.2kW 120/208/240VAC 2/5 min. NotApplicable 13 17.5" 7.0° 40.5"  1,3,4,12,20 SU16000RT4U 3ACF9 

T6KVA 14.4kKW 200/208/220/230/240VAC 13.5/5.5 min. Not Applicable 8 17.5" 5.3" 25.8" 2,3,4,8 SU16KRTG 14A329 

T6KVA 14.4kKW 200/208/220/230/240VAC 13.5/5.5 min. Not Applicable 0 17.5" 5.3" 25.8" 2,3,4,8 SU16KRTHW 14A330 

20kVA  18kW 200/208/220/230/240VAC 12.5/4.3 min. Not Applicable 8 17.5" 5.3" 25.8" 2,3,4,8 SU20KRTG 14A331 

20kKVA 18kW  200/208/220/230/240VAC 12.5/4.3 min. Not Applicable 0 17.5" 5.3" 25.8" 2,3,4,8 SU20KRTHW 14A332 

Line Interactive 

330VA  225W 120VAC 46/18 min. 5-15P 4 5.2" 10.7" 7.2" 3,6,14 OMNISMART350HG  3RY95 

700VA  450W 120VAC 42/18 min. 5-15P 4 75" 12.7" 9.0" 3,4,14 SMART 700 HG 5JK37 

TKVA —_750W 120VAC 27.5/11 min. 5-15P 4 75" 12.7" 9.0" — 1,3,4,12,14 SMART1200XLHG  3RY93 

Accessories, TAA-GSA Compliant 

UPS Battery, For Use With Tripp Lite Model Numbers: SM2200RMXL2UTAA, SM3000RMXL2UTAA BP48V242UTAA 6FXL5 

UPS Battery, For Use With Tripp Lite Model Numbers: SM2200RMXL2UTAA, SM3000RMXL2UTAA BP48V60RT3UTAA  GFXL6 


Footnotes: 1—Expandable with external battery pack. 2—50/60 Hz compatible. 3—DB9 serial port. 4—USB port. 6—Fax/modem line surge suppression. 7— 
Emergency power off. 8—SNMP/Web interface slot. 9—TAA-GSA compliant. 10—Remote rebootable receptacles. 12—Includes full featured software with voltage 
and battery monitoring capability. 14—Hospital grade plug and receptacles. 15—Coax protection. 20—Contact Grainger Technical Support before ordering. 
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No. 5AHD4 No. 26WC24 


Power 






APC 


by Schneider Electric 


UPS Systems 


Provide backup power and power protection for critical electronic equipment. Line Interactive—This line interactive USP features LCD display and desktop 
mounting. Designed with RS232 or USB ports, and delivers 4 to 6ms transfer 
time. 120VAC input and output voltage and 600VA rating. 1-phase, 60 Hz. 6-ft. 
cord length. 








Back-UPS—Basic battery backup and surge protection with enough backup 

power to work through short- and medium-length power outages. Feature 

audible alarm, LED status indicator, replaceable battery, push-button circuit 

breaker, and transformer-block spaced outlets. No. 4NZT2 includes software that Smart-UPS®—Provide computer-grade power for workstations, computers, 

automatically saves open files and shuts down the computer during extended modems, wiring closets, and peripherals. Protect networking equipment and 

outages. UL and C-UL Listed. FCC Part 15 Class B. point-of-sale (POS) devices from power disturbances and outages. PowerChute® 
Business Edition software provides entry-level network UPS management. UL 
Listed and CSA Certified. FCC Part 15 Class A. 


Power Backup Time NEMA Plug No. of Outlet NEMA Recep. Foot- Mfr. Item 

Rating Watts (Half/Full Load) Config. Outlets Type Config. W H D notes Model No. 
Back-UPS, 120VAC, APC 

500VA 300W 15 min./4 min. o-15P 6 (3) UPS/Surge, (3) Surge 5-15R co 6.5" ues 2,4,6 BK500BLK 4NZT2 

700VA 420W 15 min./5 min. 5-15P 6 (3) UPS/Surge, (3) Surge 5-15R 5.4" (ey 12.2" 46 BR700G 5AHD4 
Line Interactive, 120VAC, Power First 

600VA 300W 10 min./2 min. 5-15P 6 (3) UPS/Surge, (3) Surge 5-15R 6.1” 8.3" 4.3” _— 26WC24 26WC24 


Smart-UPS®, 120VAC, APC 


450VA 280W 19 min./5.9 min. Sills) ig 4 515A o-10R 17.0" 1.7" Tae = SC450R1X542 = 31 XF62 
450VA 280W 19 min./5 min. 5-15P 4 UPS/Surge 9-15R 17.0" iva 15.2 2,3,6 SC450RM1U 4NZT7 
S00VA 325W 25 min./8 min. Not Applicable 0 Hardwired No Configuration 14.2" 0.0. 6.7" of SUASO0PDRS  43Y948 
620VA 390W 15 min./5 min. 5-15P 4 UPS/Surge 9-15R 47' 6.6" 14.5" 2,6 $C620 4NZT4 
750VA 480W 23 min./7 min. D1bP 4 UPS/Surge 9-15R 17.0" 1 26.0" 2,3,4,7 SUA750RM1U = ANZT8 
750VA S00W 15 min./5 min. OF 10 6 UPS/Surge 515K 5.4" 6.3" 14.3" 47 SMT750C 43Y979 
750VA 600W 37.8 min/14.2 min. —_5-15P 8 9-15R 9-15R a0 17.0" 19:3" = SMX750NMC 3 1XF64 
1kVA 600W 19 min./7 min. 9°15P 8 UPS/Surge 5 15R 6.7" 8.4" ieee 2,4 SMC1000C 39A359 
1kVA 640W 14 min./5 min. 9-15P 4 UPS/Surge 5-15R eee ra 26.0" 2,3,4,7 SUA1000RM1U  4NZT9 
1.4kVA 1kW 16.6 min./4.8 min. 5-15P 4 5-15R 9-15R 17.0" 1.7" 26.2" = SMT1500RM1U  31XF61 
1.5kVA 865W 20 min./7 min. 57 15P 8 UPS/Surge 5-15R 6.7" 8.6" 1s 2,4 SMC1500C 39A360 
1.5kVA 1kW 35 min./10 min. 5-15P 6 UPS/Surge 9-15R rey ok 18.0" 47 SMT1500RM2UC 43Y978 
Network Card, For Use With APC Smart-UPS with Smart-Slot AP9630 43Y980 


Footnotes: 2—50/60 Hz compatible. 3—Includes DB9 serial port. 4—Includes USB communication port. 6—Fax/modem line surge suppression. 7—Includes Smart-Slot. 


UPS Systems 3 


Reliable, secure, power protection LP11 Series-Hardwired—True, 
for all critical loads. 1-phase, 50/60 online double conversion UPS with 
Hz. Include auto voltage regulation, an internal transformer. Robustly 
automatic shutdown software, USB, designed to handle industrial 
contact interface with RS232, and _applications with short-circuit, high 
relay connections. Optional SNMP __ overload and overheating condi- 
and relay cards available for remote tions, reducing maintenance and 
communication. service costs. Small footprint with 
be automatic and manual bypass with 
me eee ve online Coe GE’s unique RPA (Redundant Parallel 


COE OT cee nen emg Architecture) technology allowing to 
performance for all mission-critical is oy ie 
parallel up to 4 UPS with no single 


applications. Highly efficient with nt of failure. PDU options avail- 


0.9 power factor to deliver more Soi a ctidaaniesannechore 
actual power to the load. Provides piugg 


LP11 Series fail safe bypass and GE’s superior 








; No. SEFAO battery management to provide 
VH Series : ; 
No. 12P694 maximum power protection and 
security. 
NEMA 
Power Output Backup Time Plug No. of NEMA Recep. Mfr. Item 
Rating Watts Voltage (Half/Full Load) Config. Outlets Config. W H D Model No. 
VH Series, Double Conversion UPS, Rack/Tower 
700VA 630W 18 min./8 min. 5-15P 4 5-20R vey 3.4" 18.6" 25510 12P694 
1kVA 9OO0W 18 min./8 min. 5-15P 6 5-15R vey 3.4" 18.6" 25511 12P695 
TokVA Task «= }OOMTTO/ITS/N20/127VAG 18min/7min.  5-15P 6 5-15R 173° 34" 215" 95512 12P696 
2kVA_ —s 1.74kW 18 min./8 min. 5-20P 7 5-20R, L5-20R vey a4 215° 25513 12P697 
LP11 Series-Hardwired, Double Conversion UPS, Tower 
5kKVA 4kW — 25 min./10 min. — 0 No Configuration 12.3" 26.8" 28.7" UPS105LP2230000 5EFA0 
6kVA 4.8kW 20 min./8 min. — 0 No Configuration 12.3" 26.8" 28.7" UPS106LP2230000 5EFA1 
8kVA 6.4kW 120/208/220/230/240VAC 29 min/11 min. — 0 No Configuration 12.3" 26.8" 28.7" UPS108LP2230000 5EFA2 
10kVA 8kW 22 min./8 min. — 0 No Configuration 12.3" 26.8" 28.7" UPS110LP2230000 5EFA3 
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0. AC 
of Contact Status Push To Contact 


















Socket > CHOOSE: Item 
Code* Pins Form Indicator Test Rating Coil Volts Brand _No. 
Octal Base 
6VAC; 6VDC; 12VAC; 12VDC; 
8 DPDT Flag No 10A 24VAC; 24VDC; 48VDC; Dayton H7955 
110VDC; 120VAC; 240VAC 
A 8 DPDT LED/Flag Lockable 10A ie Ae Ae Dayton H7956 
A 8 DPDT Flag Lockable 10A 120VAC: S40VAC Omron H7946 
A 8 DPDT LED/Flag Lockable 10A Omron H7942 
A 8 DPDT LED/Flag No TOA Omron H7943 
A 8 DPD? LED/Flag mae 10K a ha oe SCH 
A 8 DPDI _ Flag 0 , mron H/945 
A 8 DPDT Flag No 40A Dayton H7954 Pg fats Styrene so iecee 
‘ 3 —DPDT Ne Ne 108 {2VDC; 24VDC er THEE * = ° ~ 7 
A 8 DPDI No 0 quare 4 ® 
A 8 DPDT No_No__10A___2VAG; 120VAC; 240VAC Square D H7953 Dayton omrone Schneider hee 
A 8 DPD1T LED No {0A 24VDC; 120VAC Square D H7952 Electric by sebhelder Elvarte. 
B 11 3PDT LED/Flag Lockable 10A ne ee Dayton H7974 Socket M t Rel 
B 11 3PDT_ LED/Flag Lockable 10A Omron H/960 oc e oun e ays 
B11 3PDI LED/Flag No {0A Omron H7961 
B11 3PDT LED/Flag No TOA Dayton H7973 0. AC 
B11 3PDT LED/Flag Lockable 10A 12VDC; 24VAC; 24VDC; Schneider J2412 Socket of Contact Status Push To Contact > CHOOSE: Item 
B 11 3PDT Flag No 10A 120VAC; 240VAC Omron H7963 Code* Pins Form Indicator Test Rating Coil Volts Brand _No. 
B11 3PDT Flag Lockable 10A Omron H7964 E41 3PDT LED Manual 10A_yoyp¢- o4vac: 24vbc: _,mron_H8024 
B 11 3PDT Flag No 10A Dayton H7966 E 11. 3PDI_ LED/Flag Lockable 15A 120VAC: S40VAC Schneider H8027 
B11 3PDI Flag No {0A Schneider J2411 E__11_3PDT Flag No 15A schneider H8029 
B 11 3PDT No No 10A 24VAC; 24VDC; 120VAC Square D H7972 E 11 - 3PDT No Manual 10A_ 12VDC; 24VAC; 24VDC; 240VAC Omron H8025 
5 B11 3PD1 LED No TOA 24VAC; 120VAC Square D H7971 E11 _ 3PDI No No 10A — ON IC Omron H8025 
quare Base 
C5 SPDT No Manual 1089.07 oavac. ogvpc-120vac_omron Heong =| “PPT No Manual’ 10 _2aVDC; 120VAC; 240vac_Ymnron EDS 
C 5 SPDT LED Manual  10A Omron H8003 a 14 4PD1T LED Manual__10A 4VDC: 24VAC: 24VDC: Omron _H8032 
TOVDC; 24VAC, 2AVDC: a 14 4PDT_ LED/Flag Lockable 159A 420VAC: 240vAC schneider H8036 
C 8 DPDT No Manual 10A 110VDC; 120VAC; 240VAC Omron H7992 F 14 4PDT Flag No 15A Schneider H8037 
C 8 DPDT LED/Flag Lockable 10A Dayton H8002 F 14 4PDI __No No 15A 24VDC; 120VAC Square D H8033 
C8 DPDT LED/Flag Lockable 10A 12VDC: 24vAC: 24vpe: Schneider J2415 Fo 14 4PDT LED No _TSA STD AAC: SIC: Dayton 8039 
p——§— PERT ED __ Manual 1 120VAc; 240vac ”  —imron_ Fae G 14 4PDT No Manual ox ae eiQVLC Omron HB058 
C 8  DPDT Flag No 10A Scheider Joai3 G 14 4PDIT LED Lockable 5A  12VDC; 24VAC: 24VDC, 120VAC Omron H8056 
C 8 DPDT No Manual 15A 24VAC Square D H7991 G14 4PDT No _Manual_3A Omron H8041 
C 8 DPDT No No TOA DAVDC; 120VAC Square D H7995 G 14 4PDT LED/Flag Lockable 3A 42VDC: 24VAC: 24VDC: schneider J2423 
T2VDC; 24VAC; 24VDC: G 14 4PDI __ Flag No 3A 420VAC: 240VAC Schneider J2422 
C = 11 SPDT LED/Flag Lockable 10A = s40ync' to0vAc: 240vac “Dayton -H7987 G 14 4PDT LED/Flag Lockable 6A Schneider J2425 
C11 3PDT No Manual 5A Omron H8023 G14 4PDT _ Flag No 6A puneaNNC schneider J2424 
11 3PDT LED/FI {0A Dayton H7986 ; 
6 —HSPDT LED Fee Coane Toa «120; 24VAC; 24vc; gan te See ee ae 120VAC; 240VAC ero’ epist 
ag Lockable 120VAC; 240VAC cnneide 
¥ 11 3PDT Flag No T0A Dayton H7982 G 14 4PDI __LED No oA 24VAC Omron H805/ 
C 11 3PDT Flag Manual 10A Schneider J2416 G 14 4PDT No No oA 24VDC; 120VAC Square D H8059 
C6711 3PDT LED Manual 10A 12VDC; 24VAC; 24VDC; 240VAC Omron H7978 H 9 SPDT LED/Flag Manual _10A Omron H8069 
T2VDC; 24VAC; T10VDC; H 5 SPDI Flag Manual 110A 12VDC; 24VAC; 24VDC: Omron H8070 
C 11 3PDT No Manual 10A 120V/AC: 240VAC Omron H7980 J..8 DPDT LED/Flag Manual 5A 120VAC; 240VAC Omron H8071 
C11 3PDT LED Manual 5A {2VDC; 24VDC; 240VAC “Omron H8022 J 8  DPDI Flag Manual 5A Omron H8072 
C 11 3PDT No No 10A DAVAC; 24VDC Square D H7981 K 8 DPDI No Manual 5A 12VDC; 24VAC; 24VDC; 120VAC Omron H8073 
¢ 11 3PDT No No 10A 24VDC Omron H7980 5 ee A 12VDG: 24vAc: 2avDC; alton BAAS 
C11 3PD1 LED No 10 120VAC Omron H7978 K 8 _DPDT Manual 12A 120VAC: 240VAC Schneider J2420 
D 8 SPDT No Manual 715A {2VDC; 24VAC; 24VDC; Omron H8019 K 8 DPDT CED/PIag Lockable 12A schneider J2421 
D 8 SPDT LED Manual  15A 120VAC; 240VAC Omron H8021 K 8 DPDI LED Manual dA 12VDC; 24VAC: 120VAC Omron H8075 
T2VAC; 12VDC; 24VDC: K 8 DPDI LED Manual _ 110A 24VDC; 240VAC Omron H8075 
D 8 DPDT LED No TOA {2VDC; 24VAC Omron H8011 L 9 SPDT LED/Flag Lockable 15 : ayton ) 
D8 DPD Manual 5A soy. ogvac: aye. ,omronH8007 [5 SPDT _LED/Flag Lockable 15a 12W0U AVC: 2 AVC; Schneider J2419 
D 8 DPDT LED/PlaG Lockable 15A {20VAC: 240VAC Schneider H8013 L 9 SPDT _ Flag No 15A Dayton H8083 
D 8 DPDI Flag No {5A Schneider H8016 L 9 SPDT Flag No TOA schneider J2426 
D 3 DPDT No No TOA DAVAC Omron H8009 L 3. SPU No No 15A 24VAC; 24VDC; 120VAC Square D H8078 
D 8 DPDT LED Manual 10A 24VDC; 120VAC;240VAC Omron H8011 R17 3PDT_—LED_ ~—_—Manual__5A 24VAC; 120VAC Omron H8022 
D 8 DPDI No Manual _15A 120VAC Square D H/991 * See page 216 for sockets 
Latching Relays omrone¢ ee > 
; ; ® ‘ ‘ 
Contacts hold position after energy is applied momentarily to the coil. OMRON 
oe DJ sausre . ane 
Socket of Contact Contact > CHOOSE: Item * ount 
Code* Pins Form _ Rating Coil Volts No. by Schneider Electric ' No. H8010 
Octal Base 
B 11 DPDT  10A — 12VDC; 24VAC; 24VDC; 120VAC; 240VAC —OH7975 x . 
Square Base Dayton 
C 9 DPDT 110A 12VDC; 24VAC; 24VDC; 120VAC H7988 
G 10 + DPDT 3A 12VDC; 120VAC H8066 
* See page 216 for sockets. No. H7975 Flange Mount Relays 
lef Dayton} ‘ot c S To, CHOOSE | 
aycon of Contact ce tatus 0 ; tem 
Schneider Fins Form Rating Indicator Test Coil Volts Brand _No. 
ide Flange 
| No. H7949 12VDC; 24VAC; 
omrone [D] scuarRED 5 SPDT 10A No 120VAC: 240VAC Omron H8100 
by Schneider Electric 8 DPDT  10A No — Ae PAV, Dayton H8097 
Hi rm ti || | R | S 8 DPDT 10A No — o40VAC Omron H8095 
e eulca y Sea ed e ay 8  DPDT  12A No —~_ 24VAC: 120VAC Square D H8096 
No. AC ‘ 11 3PDT —_‘10A No — ee Dayton H8091 
Socket _ of Contact Contact CHOOSE: Item 
Code* Pins Form _ Rating Coil Volts Brand No. 1 Ser _ Wh __ Mp o4ovac Omron H8090 
Sorat eas DPDT {2A _ 12V/DC; 24VAC; 24VDC; 120VAC; 240VAC _— Schneider El H7948 - rept 
A 8 : chneider Electric = _ 
A 8 DPDT12A oAVDC; 120VAC Dayton H7949 4 “wo 10A__—iNo Omron 8109 
B 11 3PDT {2A __ 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Schneider Electric  H7967 5 SPDT __10A No — Omron H8108 
5 B 1 3PDT 12A 24VDC; 120VAC Dayton H7968 8 Sot {5A No Manual 4 ope. sayac: Omron H8020 
quare Base 0 = i :. Omron 
G14 4PpT 3A 12VDC; DAAC; DAVDC- 120VAC Omron H8042 8 DPDT 170A No Manual @4VDS |@0VAC; “Omron _H8010 
G 14 4PDT 3A T2VDC; 24VAC; 24VDC; 120VAC; 240VAC ‘Schneider Electric  _H8043 11 3PDT —i5A No Omron H8103 
G 14 4PDT 3A 24VAC; 24VDC; 120VAC Dayton H8044 11 3PDT —_—‘10A No Manual Omron H8104 
G 14 4PDT 5A 24VDC; 120VAC Square D H8060 14 4PDT 3A No — Omron H8105 
* See page 216 for sockets. 14 4PDT 10A No Manual Omron H8106 
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Module 


Compatible 
A. No. 1EGP5 


No. 
Socket Socket of 


Code* Style Pins 

A Octal 8 

A Octal 8 

A Octal 8 

A Octal 8 

A Octal 8 

B Octal 11 

B Octal 11 

B Octal 11 

B Octal 11 

B Octal 11 

C Square 11 

C Square 11 

C Square 11 

C Square 11 

C Square 11 

D Square 8 

D Square 8 

D Square 8 

D Square 8 

D Square 8 

E Square 11 

E Square 11 

E Square 11 

F Square 14 

F Square 14 

F Square 14 

F Square 14 

H. No. 6C898 G Square 14 

- i G Square 14 

f ; G Square 14 

* = G Square 14 

| G Square 14 

S 7 H Square 5 

A | H Square 9 

J Square 8 

J. No. 6C899 1 Square 

K Square 8 

K Square 8 

L Square 5 

M Square 6 

R Square 11 

Module Compatible 

A Octal 8 

A Octal 8 

A Octal 8 

A Octal 8 

K. No. 4KN18 B Octal 11 

- B Octal 11 

_ B Octal 11 

4 C Square 11 

d . C Square 11 

al tage y puuare é 
. _f eh quare 

rs (ie QV F Square 14 

’ x G Square 14 

py G Square 14 

G Square 14 

Module G Square 14 

Compatible i equate ; 
quare 

K. No. 1EGR2 [sae 

+“ Pe, R_ Square 11 







Cy 
™ 





Module 
Compatible 


R. No. 1EGP9 


216 


TTT 





Se 2 Expansion Modules 
" oe be Diode, 6-250VDC Expansion Module, For Use With G, L, Q, R Module Sockets 
LED, 120/240VAC/VDC Expansion Module, For Use With G, L, Q, R Module Sockets 
LED, 24VAC/VDC Expansion Module, For Use With G, L, Q, R Module Sockets 
Metal Oxide Varistor, 120VAC/VDC Expansion Module, For Use With G, L, Q, R Module Sockets 
Metal Oxide Varistor, 240VAC/VDC Expansion Module, For Use With A, B, C Module Sockets 
Metal Oxide Varistor, 240VAC/VDC Expansion Module, For Use With G, L, Q, R Module Sockets 
Metal Oxide Varistor, 24VAC/VDC Expansion Module, For Use With A, B, 
Metal Oxide Varistor, 24VAC/VDC Expansion Module, For Use With G, L 
Socket Accessories 
30mm DIN Rail Mounting Track 
30mm DIN Rail Mounting Track 
30mm DIN Rail Mounting Track 
30mm DIN Rail Mounting Track 
Clip, Metal, For Use With No. 1FC14 
Clip, Metal, For Use With No. 1FC15 
Clip, Metal, For Use With Nos. 1EGP7, 1EGP8, 1EGR2, 1EGP9, 1EGR1 
Clip, Metal, For Use With Nos. 5X853, 5X852, 6X156, 1EGP2, 1EGP3, 1EGP4, 1EGP5, 1EGR3 
Clip, Plastic, For Use With Nos. 1EGP7, 1EGP8, 1EGR2, 1EGP9, 1EGR1 
DIN Rail Adapter, For Use With Schneider/Magnecratt W9A Series Power Relays (Nos. H8128, H8130) 


* Like letters have same pin configuration. + Finger safe. 


GRAINGER. 








C. No. 5B583 
B. No. 6X156 
Contact 
Mounting Rating Terminals 
DIN Rail oR e poe Screw 
5 
DIN Rail 10A @ B00VAC Screw Clamp 
; 15 
DIN Rail/Surface 10A @ BOOVAC Screw 
DIN Rail/Surface 15A @ 300VAC Screw 
DIN Rail/Surface 16A @250VAC Screw Clamp 
DIN Rail oR e pone Screw 
: 5 
DIN Rail 5A @ BOOVAC Screw Clamp 
DIN Rail/Surface 15A @ 300VAC Screw 
DIN Rail/Surface 15A @ 300VAC Screw 
DIN Rail/Surface 16A @ 300VAC Screw 
DIN Rail 15A @ 300VAC Screw Clamp 
DIN Rail/Surface 15A @ 300VAC Screw 
DIN Rail/Surface 15A @ 300VAC Screw 
DIN Rail/Surface 10A @ 300VAC Screw 
Surface 10A @ 600VAC Screw 
DIN Rail 10A @ 300VAC Screw Clamp 
DIN Rail/Surface 10A @ 300VAC Screw 
DIN Rail/Surface 16A @ 300VAC Screw 
DIN Rail/Surface 10A @ 300VAC Screw Clamp 
DIN Rail/Surface 15A @ 250VAC Screw 
DIN Rail/Surface 10A @ 250VAC Screw 
DIN Rail/Surface 10A @ 300VAC Screw Clamp 
DIN Rail/Surface 16A @ 300VAC Screw 
DIN Rail 10A @ 250VAC Screw 
DIN Rail/Surface 16A @ 300VAC Screw 
DIN Rail/Surface 10A @ 250VAC Screw 
DIN Rail/Surface 10A @300VAC Screw Clamp 
DIN Rail 5A @ 250VAC eee 
DIN Rail 10A @ 300VAC Screw Clamp 
DIN Rail/Surface 5A @ 250VAC Screw 
DIN Rail/Surface 10A @ 300VAC Screw 
DIN Rail/Surface 10A @ 300VAC Screw Clamp 
DINRail  10A@250VAC eee 
DIN Rail/Surface 10A @ 250VAC Screw 
DIN Rail 5A @ 250VAC ee 
DIN Rail/Surface 5A @ 250VAC Screw 
DINRail  10A.@250VAC cae 
DIN Rail/Surface 7A @ 250VAC Screw 
DIN Rail/Surface 154A @ 300VAC Screw Clamp 
DIN Rail 30A @ 300VAC Screw Clamp 
DIN Rail 5A @ 250VAC Screw 
- Accepts Expansion Modules 
DIN Rail 12A @ 300VAC Screw 
DIN Rail 16A @ 300VAC Screw 
DIN Rail 12A @ 300VAC Screw Clamp 
DIN Rail 16A @ 300VAC Screw Clamp 
DIN Rail 12A @ 300VAC Screw 
DIN Rail 12A @ 300VAC Screw Clamp 
DIN Rail 16A @ 300VAC Screw Clamp 
DIN Rail 25A @ 300VAC Screw 
DIN Rail 25A @ 300VAC Screw Clamp 
DIN Rail 16A @ 300VAC Screw Clamp 
DIN Rail 16A @ 300VAC Screw Clamp 
DIN Rail 16A @ 300VAC Screw Clamp 
DIN Rail 10A @ 300VAC Screw 
DIN Rail 10A @ 300VAC Screw 
DIN Rail 10A @ 300VAC Screw Clamp 
DIN Rail/Surface 10A @ 300VAC Screw 
DIN Rail 12A @ 300VAC Screw 
DIN Rail 12A @ 300VAC Screw Clamp 
DIN Rail 16A @ 300VAC Screw Clamp 
DIN Rail 10A @ 300VAC Screw 





D. No. 


Voltage 
200VAC 


300/600VAC 


300/600VAC 


200VAC 
200VAC 
200VAC 


300/600VAC 


300VAC 
200VAC 
200VAC 
300VAC 
300VAC 
200VAC 
300VAC 
600VAC 
300VAC 
300VAC 
300VAC 
200VAC 
200VAC 
200VAC 
200VAC 
300VAC 
200VAC 
300VAC 
200VAC 
200VAC 


250VAC 


300VAC 
200VAC 
300VAC 
200VAC 


250VAC 
200VAC 
250VAC 
200VAC 
250VAC 


200VAG 
200VAC 
300VAC 
2900VAC 


300VAC 
300VAC 
300VAC 
300VAC 
300VAC 
S00VAC 
300VAC 
SO00VAC 
300VAC 
300VAC 
SO0VAC 
300VAC 
SO00VAC 
300VAC 
300VAC 
300VAC 
300VAC 
300VAC 
300VAC 
300VAC 


C Module Sockets 
, Q, R Module Sockets 


2DT94 


Contact 
Rating 
10A @ 250VAC 
15A @ 300VAC, 
10A @ 600VAC 
15A @ 300VAC, 
10A @ 600VAC 
15A @ 300VAC 
16A @ 250VAC 
10A @ 250VAC 
15A @ 300VAC, 
dA @ 600VAC 
15A @ 300VAC 
15A @ 300VAC 
16A @ 300VAC 
15A @ 300VAC 
15A @ 300VAC 
15A @ 300VAC 
10A @ 300VAC 
10A @ 600VAC 
10A @ 300VAC 
10A @ 300VAC 
16A @ 300VAC 
10A @ 300VAC 
15A @ 250VAC 
10A @ 250VAC 
10A @ 300VAC 
16A @ 300VAC 
10A @ 250VAC 
16A @ 300VAC 
10A @ 250VAC 
10A @ 300VAC 


dA @ 250VAC 


10A @ 300VAC 
dA @ 250VAC 
10A @ 300VAC 
10A @ 300VAC 


10A @ 250VAC 
10A @ 250VAC 
dA @ 250VAC 
dA @ 250VAC 
10A @ 250VAC 


7A @ 250VAC 
15A @ 300VAC 
30A @ 300VAC 
dA @ 250VAC 


12A @ 300VAC 
16A @ 300VAC 
12A @ 300VAC 
16A @ 300VAC 
12A @ 300VAC 
12A @ 300VAC 
16A @ 300VAC 
20A @ 300VAC 
20A @ 300VAC 
16A @ 300VAC 
16A @ 300VAC 
16A @ 300VAC 
10A @ 300VAC 
10A @ 300VAC 
10A @ 300VAC 
10A @ 300VAC 
12A @ 300VAC 
12A @ 300VAC 
16A @ 300VAC 
10A @ 300VAC 


Schneider [Ss =u 


Scan. Order. Done. 
Details on page A1. 


Electric 
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by Schneider Electric 


Relay Sockets and 


Accessories 

UL Recognized and CSA Certified. 

LE W D Brand 
2.20° 1.61" 0.83" Omron 
2.12' 1.60" 0.97" Schneider Electric 
2.12" 1.60" 0.97" Dayton 
2.40" 1.60" 0.86" Square D 
2.02" 1.60" 1.13" Square D 
2.21' 1.69" 0.83" Omron 
2.32 2.16" 0.97" Schneider Electric 
220 2G OST Dayton 
2.df 2.33 0.86 Square D 
2.20 1,50" 1,44’ Square D 
3.14" 1.69" 1.03" Schneider Electric 
o15 -- 1.70". 1.03" Dayton 
310 1.70" 1,03" Square D 
3-00" 1.70" 1,03" Omron 
3.15° 1.89" 0.88" Omron 
2./3° 1.17" 1.02" Schneider Electric 
210 Ait’ | 1,02" Dayton 
300 Ue - We Dayton 
2.49 1:18 1.00 Square D 
3.09" 1.12" 1.28" Omron 
3.09" 1.46" 1.18" Omron 
2.4) 1.58" _ 1.00" Square D 
3:00. 1257 118" Dayton 
3.09" 1.79" 1.30" Omron 
3.14" 1.96" 1.18" Dayton 
3.09" 1.79" 1.18" Omron 
2.1) 2.00" 1:00" Square D 
30) 22 126 Omron 
2./1° 1.20" 1.00" Schneider Electric 
2.99" 1.16" 1.22" Omron 
2.50" 1.19" 1.00" Dayton 
2.65' 1.20" 1.00" Square D 
3.02) O71" 150° Omron 
3.57" 0.63" 1.88" Omron 
3.62" 0.71" 1.50" Omron 
3.65" 0.63" 1.88" Omron 
B00 06 ieee 12 Omron 
3.09" 1.45" 1.18" Omron 
2.15 1.50" 1.00" Square D 
2./9° 2.13" 0.93" Schneider Electric 
2.83 1.16" 1.18' Omron 
2.95" 1.49" 1.06" Dayton 
3.//° 1.40" 1.77" Dayton 
2.95" 1.49" 1.06" Schneider Electric 
3./7' 1.40" 1.77" Schneider Electric 
2.95" 1.49" 1.06" Dayton 
2.95" 1.49" 1.06" Schneider Electric 
3./7' 1.40" 2.48" Schneider Electric 
3./0" 1.40" 2.48" Dayton 
3./0" 1.40" 2.48" Schneider Electric 
3.33" 1.18" 1.18" Schneider Electric 
3.33° 1.57" 1.18" Schneider Electric 
3.33° 1.96" 1.18" Schneider Electric 
3.12' 1.06" 1.69" Dayton 
3.34" 1.06" 2.40" Dayton 
3.30" 1.18" 1.57" Schneider Electric 
S41 ie Wer Dayton 
3.34" 1.06" 2.40" Dayton 
3.34" 1.06" 2.40" Schneider Electric 
3.33 0.82" 1.18" Schneider Electric 
3.34" 1.06" 2.40" Dayton 

0.3 05 1.1 Dayton 

0.3 0.5 1.1 Dayton 

0.3 0.5 1.1 Dayton 

0.3 05 _ 1,1 Dayton 

0.4 14 1.6 Dayton 

03 05 1.1 Dayton 

0.4 14 1.6 Dayton 

0.3 U5 1:1 Dayton 
12.00 1.38 0.31 GA 
24.00 1.38 0.31 GA 
39.07 1:38 0:31 
39.37 1.38 0.30 Schneider Electric 

— — = Dayton 

— — — Dayton 

— — = Dayton 

= _ = Dayton 

= = = Dayton 


Find even MORE on Grainger.com® 


Schneider Electric 


GRAINGER 
APPROVED 
Mfr. Item 
Model No. 
PFO83A-E 1YAX4 
70-464-1 6CVD6 
5X852 5X852 
8501NR51 5B586 
8501NR52 2DW02 
PF113A-E  1YAX5 
70-465-1 6CVD7 
6X156 6X156 
8501NR61 5B585 
8501NR62 5B584 
10-463-1 6CVD5 
5X853 5X853 
8501NR82 5B583 
PTF11PC 5ZJ16 
PTF21PC 5ZJ18 
10-459-1 6CVD3 
10E075 10E075 
TRGI3 1FC13 
8501NR42 2DT94 
PTFO8A-E 4DG59 
PTFI1A 2XC08 
8501NR43 2DT96 
TFG14 1FC14 
PTFI4A-E 1YAX3 
TFG15 1FC15 
PTFI4A 2XC09 
8501NR34 2DT92 
PYF14S 1YAW8 
70-461-1 6CVD4 
PYF14AE 5ZJ21 
2A584 2A584 
8501NR45 2DT97 
P2RF-05-S 1YAW5 
P2RF-05-E  6C898 
P2RF-08-S 1YAW6 
P2RF-08-E 6C899 
PYFO8S 1YAW7 
PYFO8A-E 4KN18 
8501NR41 2DT93 
10-725-1 6AGTS8 
PYF11A 1YAX2 
1EGP3 1EGP3 
1EGP5 1EGP5 
70-750E8-1 6CVD9 
70-750EL8-1 6CVE1 T 
1EGP2 1EGP2 
70-750E11-1 6CVD8 
70-750EL11-1 6CVEO Tt 
1EGR3 1EGR3 
70-788EL11-1 6CVE8 T 
70-782D8-1A 6CVE4 T 
70-783D11-1A 6CVE6 T 
70-784D14-1  6CVE7 Tf 
1EGP8 1EGP8 
1EGR1 1EGR1 
70-782D14-1 6CVE3 T 
1EGP/ 1EGP7 
1EGR2 1EGR2 
70-782EL8-1 6CVE5 
70-781D5R-1A 6CVE2 + 
1EGP9 1EGP9 
1EGT1 1EGT1 
1EGT2 1EGT2 
1EGT3 1EGT3 
1EGT4 1EGT4 
1EGR9 1EGR9 
1EGT6 1EGT6 
1EGR8 1EGR8 
1EGI5 1EGT5 
182759 182759 
182760 182760 
182758 182758 
16-700DIN 6CUR2 
EGA8 1EGA8 
1EGA9 1EGA9 
1EGA/ 1EGA7 
1TND8 1TND8 
1EGA6 1EGA6 
16-9ADIN-1 6AGT9 


1-800-GRAINGER (472-4643) 


ELECTRICAL 
Relays 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Heavy-Duty 
Power Relays 


= Screw-head terminals 
= Silver alloy, self-wiping contacts 
= Molded thermoset plastic base 





Dissuaree Schneider 


Electric 








* 
Dayton 
P| En 


Use for switching motor loads in applications such 
as elevators, machine tools, air handling, and HVAC 
equipment. Minimum operating voltage for AC relays is 
85% of nominal voltage. 0.75 power factor. Relays with 





by Schneider Electric 








magnetic blowout feature suppress arcing. No. H8162 No. H8151 No. H8122 
No. AC 
of Contact Contact HP@ HP@ > CHOOSE: Mfr. Item 
Pins Form Features Rating 120V 240V Coil Volts Brand Model No. 
Power Relays 
4 SPST-NO — 40A @ 300V 2 2 12VDC; 24VAC: 24VDC; 120VAC; 240VAC Dayton — H8153 
4 SPST-NO Riveted Construction 40A @ 300V 2 2 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Schneider Electric 199DX  H8146 
4 SPST-NO — 40A @ 300V 2 2 120VAC; 277VAC; 480VAC Square D 8501C06 H8162 
a] SPDT — 40A@300V 1%  NotRated 12VDC; 24VAC; 24VDC; 120VAC Dayton — H8143 
5 SPDT — 40A @ 300V 2 2 120VAC Square D 85010015 2DR55 
6 DPST-NO — 40A@300V 1% 1% 12VDC; 24VAC; 24VDC; 120VAC; 208VAC; 240VAC Dayton — H8156 
6 DPST-NO Riveted Construction 40A @ 300V 2 2 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Schneider Electric _199X H8150 
8 DPDT — 40A@300V 1% 1% 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Dayton — H8151 
8 DPDT Auxiliary Switch 40A@300V 1% 1% 24VDC; 120VAC Dayton — H8155 * 
8 DPDT — 40A @ 300V 2 2 120VAC Square D 8501C016 H8137 
8 DPDT — 30A @ 277V 2 2 480VAC Square D 8501C016 H8137 
11 3PDT Excellent Contact Wiping Action, Enclosed Coil 25A @ 240V 1 1 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Struthers-Dunn 425XCX  H8122 
Power Relays with Magnetic Blowout 
4 SPST-NO Magnetic Blowout 40A@300V. — — 24VDC; 120VAC Dayton — H8154 
4 SPST-NO Magnetic Blowout 40A@300V. — _— 24VDC; 120VAC; 240VAC Schneider Electric 199DBX H8147 
8 DPDT Magnetic Blowout 40A@300V. — — 12VDC; 24VDC; 120VAC; 240VAC Schneider Electric 199BX H8148 
8 DPDT Magnetic Blowout 40A@300V. — — 24VDC; 120VAC Dayton — H8152 
Enclosures for Power Relays 
For Use With 199 Series Power Relays Schneider Electric 5089 6CVA2 
NEMA 1 Indoor Rating, 5.31L x 3.38W x 3.13"D, Knockouts for 2" Conduit Dayton 1EGH7 —1EGH7 
* Includes auxiliary switch. 
x ‘ 
Schneider Dayton OmROoN® 
rl Dayton® Schneider 
Enclosed Power Relays — meet 
| y No. H8138 
Flange-type mounting bracket. OMRON 


DAYTON® 


Top-mounted terminals. Dielectric strength: 





AQ00VAC at 1 min. G7L series has push-to-test 












Bottom-mounted %" quick-connect VE 
terminals. Silver cadmium oxide contacts. buttons. Schneider 1 ~ Gicon P, 
Operating temp. -30° to 50°C DC; -30° to SCHNEIDER ELECTRIC as e No. H8123. 
° ; ; . . O. 
65°C AC. Pull-in at 85% of nominal voltage Feature top-mounted terminals and locating slot 
for AC coils or 80% for DC coils. for DIN rail mounting. Silver tin oxide contacts. : 
50/60 Hz. UL Listed. 
No. AC 7 
of Contact Contact HP @ HP @ > CHOOSE: Item 
Pins Form Rating 120V 240V Coil Volts Brand No. 
Bottom Flange, Din Rail Mount, /4" Tab Terminals 
4 ST-NO 30A @ 277V 1% 3 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Schneider Electric H8131 
6 DPST-NO 30A @ 277V 1 3 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Dayton H8139 
6 DPST-NO 30A @ 277V 1 2 12VDC; 24VAC; 120VAC; 230VAC Schneider Electric H8138 
6 DPST-NO 250A @ 277V 1 2 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Schneider Electric H8118 
6 DPST-NO 30A @ 277V 1 3 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Schneider Electric H8140 
8 DPDT 30A @ 277V (NO), 3A @ 277V (NC 1 3 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Dayton H8134 
8 DPDT 30A @ 277V (NO), 3A @ 277V (NC 1 3 12VDC; 24VAC; 24VDC; 120VAC; 230VAC Schneider Electric H8135 
8 DPDT 30A @ 277V (NO), 3A @ 277V (NC) 1 3 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Schneider Electric H8136 
Bottom Flange, Din Rail Mount, Screw Terminals 
6 PST-NO 250A @ 277V 1 2 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Schneider Electric H8121 
Bottom Flange Mount, 1%" Tab Terminals 
4 SPST-NO 30A @ 240V 1% 3 12VDC; 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8129 
4 SPST-NO 30A @ 240V 1 2 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Schneider Electric H8130 
5 SPDT 30A @ 240V (NO), 15A @ 240V (NC) 1 Z 12VDC; 24VAC; 24VDC; 120VAC; 240VAC Schneider Electric H8128 
6 DPST-NO 25A @ 240V 1% 3 12VDC; 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8117 
Bottom Flange Mount, Screw Terminals 
4 SPST-NO 30A @ 240V 1% 3 12VDC; 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8133 
6 DPST-NO 25A @ 240V 1 3 12VDC; 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8120 
Bracket Mount, 14" Tab Terminals 
6 DPST-NO 20A @ 240V 1% 3 12VDC; 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8116 
10 SPST-NC, 3PST-NO 290A @ 240V (NO), 8A @ 240V Nee 1% 3 12VDC; 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8125 
10 APST-NO 290A @ 240V (NO), 8A @ 240V (NC) 1% 3 12VDC; 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8127 
Bracket Mount, Screw Terminals 
4 SPST-NO 30A @ 240V 1% 3 12VDC; 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8132 
6 DPST-NO 290A @ 240V 1% 3 12VDC; 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8119 
10 DPST-NC, DPST-NO 25A @ 240V (NO), 8A @ 240V (NC) 1% 3 12VDC; 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8123 
10 SPST-NC, 3PST-NO 25A @ 240V (NO), 8A @ 240V Ne} 1% 3 12VDC; 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8124 
10 4PST-NO 25A @ 240V (NO), 8A @ 240V (NC) 1% 3 24VAC; 24VDC; 100/120VAC; 200/240VAC Omron H8126 
Schneider * : 
Flange-Mount Power Relays ““2%:::; OMRON® és 
= 60/50 Hz _ Feature side flange and silver alloy contact material. 
No. AC 
of Contact Contact HP @ HP @ > CHOOSE: Mfr. Item 
Pins Form Rating 120V 240V Coil Volts Brand Model No. 
5 SPDT 250A @ 300V 1 1% Dayton — H8158 
5 SPDT 25A @ 300V 1% 1% Schneider Electric  389FXAXC1 H8160 
8 DPDT 25A @ 300V 1% 1% 12VDC, 24VAC, Dayton — H8159 ~ 
8 DPDT 25A @ 300V 1% 1% 24VDC, 120VAC, Schneider Electric _ 389FXBXC1 H8161 No. H8161 
8 DPDT 10A @ 480/600V Z 1% 240VAC Omron MJN2CE H8099 . 
14 3PDT 20A @ 150V V2 V, Dayton — H8094 
14 3PDT 20A @ 150V 2 V Schneider Electric __ 389FXCXC1 H8093 
Sign in to Grainger.com® to see YOUR Pricing and MORE 217 


ELECTRICAL Scan. Order. Done. [=f] 
Relays Details on page Al. 





Compact, 
CA2/3 Series 
No. H2709 











Schneider wnat 
(= (ME « if TOE 
cies CAD Series MS 
TeSys IEC Control Relays meets N 2 ARS ‘ 
= 600V, 10A rating (A600) CAD SERIES a meni Mechanical AC Latch 
= DIN rail mounting capability Serrated contacts provide a wiping Ganiral Aaiay cote 
UL Listed and CSA Certified. action to ensure excellent performance No. H2715 
COMPACT with low control voltage (24V). Basic 
, 5-pole relay can be installed with [D] SauaReED 
ste jor aH ae ue sree a snap-on adder cartridge. Built to <a aa 
ae al vets y SIMPITIes INSertOn OF as gasign specification of 30 million 
pal olE HPS renee mechanical operations. Standard NEMA Control Relay 
PSTAnIan eds ala EOMAEL NCES | i Operating temp. range: -40° NEMA CONTROL RELAY 
are available. See listing on page 170. to 71°C (-40° to 160°F) = 600V, 10A rating (A600) 
monet Gone ih = Mechanical tie between All contact poles are usable since no 
Compact, CA2/3 Series all cartridges overlapping contacts are needed. Relays 
id ae Rugged, heavy-duty design ensures _ have plug-in contact cartridges for easy 
ONO/2NC 24VAC, 24VDC, 120VAC, 240VAC, 480VAC ~H2712 improved performance, reliability, contact conversion, from Normally Open 
arta He and long life. Feature field convertible to Normally Closed, and replacement; 
CAD Series color-coded contact cartridges and removal of terminal screws or wires is 
eral 2AVAC, 24VDC, 120VAC, 240VAC, 480VAC Har replaceable coils. Average operating not necessary. Self-lifting pressure wire 
time in milliseconds: AC is 15 pickup, connectors. Straight-through wiring. 
16 dropout; DC is 37 pickup, 21 Note: A maximum of 8 NC contacts is allowed on 


dropout. UL Listed and CSA Certified.  12-pole relays. 


MASTER NEMA CONTROL RELAY 
= GOOV, 20A rating (A600) 






Note: Attachments are not permitted on this relay. 









a Contact > CHOOSE: Accessory Mfr. Item 
oe we Rel Coil Volts Group Model No. 
= ontrol Relay 
3 2 => 2NO _-24VDC, 24VAC, 240VAC, 480VAC, 120VAC A 8501X020 H2715 
9 J ' @seo 3N0 24VAC, 240VAC, 480VAC, 120VAC A 8501X030 H2716 
w= ™ ra 4NO __—-24VDC, 24VAC, 120VAC, 240VAC, 480VAC A 8501X040 H2717 
Mini Cantril 6NO 24VDC, 24VAC, 240VAC, 120VAC B 8501X060 H2718 
| 8NO _ 24VDC, 24VAC, 240VAC, 480VAC, 120VAC C 8501X080 H2719 
ai® No. H2733 No. H2730 10NO 120VAC E 8501X01000___H2720 
{2NO 24VAC, 240VAC, 120VAC D 8501X01200 _-H2721 
IEC Control Rela S Latching NEMA Control Relay 
y NO HOA &BeOT KORO H9726 
= DIN rail mount Provide AC control from 12V to 550V ANO oAVDC, T20VAC C BB0TXO40OXLHO797 
= Front access contact 50 Hz, 600V 60 HZ, and DC control 6NO T20VAC, 480VAC H 8501XO60XL H2728 
and coil terminals from 12V to 220V. Silver tin oxide alloy | yd eowen panera ela T20VAC H BoOTXOBOAL _H2729 
XT/DIL M Series feature positively contact material. Screw or spring-cage 2NO 24VAC, 120VAC F 8501XM020  —-H2722 
riven contacts Detween tne relay 6NO 120VAC, 480VAC, 240VAC F 8501XMO60___-H2724 
and auxiliary contact modules, and Nonlatching type. UL Listed, CSA and Accessory Mfr. Item 
thi ili CE Certified. Description Group Model No. 
within the auxiliary contact modules. Accessories for Class 8501 Relays 
Contact > CHOOSE: Mfr. Item Mechanical AC Latch A, B, C 8501XLV02 4B518 
Form Coil Volts Model No. On Delay Pneumatic Timer, 0.2 to 60 sec., 1 NO, 1 NC A 8501XTE1  4B532 
IEC Mini Control Relays, 10A Off Delay Pneumatic Timer, 1NO, 1NC A 8501XTD1 4B531 
2NO/2NC 24VAC, 120VAC, 208VAC, XTRM10A H2733 Adder Deck with 2 Convertible Contacts ALF 8501XB20 4B512 
4N0 240VAC, 480VAC XTRM10A H2732 Adder Deck with 4 Convertible Contacts A, F 8501XB40 4B513 
IEC Control Relays, 16A NEMA 1 Enclosure All 9991UE/7 4B533 
2NO/2NC 24VAC, 120VAC, 208VAC, XTRE10B H2730 Contact Cartridge Standard (Break Before Make), 10A, Black A, B, C 8501XC1 4B514 
4N0 240VAC, 480VAC XTRE10B H2731 Master Contact Cartridge, 20A, Blue F 8501XC4 4B516 


SIEMENS 
IEC Control Relays 


= 10A Control output signals and interlock switching devices 
= UL Listed and CSA and CE Certified —in control and auxiliary circuits. Cross-ribbing technique 
ensures high contact reliability as low as 1mA and 17V. 





AC COIL DC COIL 

Contact Mfr. > CHOOSE: Item > CHOOSE: Item 

Form Model Coil Volts No. Coil Volts No. 
2NO/2NC  3RH21221 | 24VAC, 120VAC, 220VAC, 240VAC H2626 24VDC, 110VDC, 125VDC H3802 
SNO/1NC =3RH21311 | 24VAC, 120VAC, 220VAC, 240VAC ~H2627 24VDC, 110VDC, 125VDC, 220VDC ~—+H3803 
No. H2626 . « 4NO 3RH21401 24VAC, 120VAC, 240VAC H2628 24VDC, 110VDC H3804 

ee With Permanent Mounted Auxiliary Contacts 

No. 13A182 6NO/2NC  3RH22621 120VAC 44P008 24VDC 44P009 
‘ A4NO/4NC = 3RH22441 120VAC 13A182 24VDC 13A183 
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Solid-State Relays 


Fast response and long service life, with no moving parts to wear out or arcing contacts to deteriorate. Feature 
heavy-duty SCR for high inrush loads, a standard, light-duty resistive triac, and medium-duty alernistor triac. 
3 to 32VDC INPUT 


“ae 


90 to 280VAC INPUT 


ELECTRICAL 
Relays 











Max. Output 24 to 280VAC 48 to 480VAC | 24 to 280VAC | 48 to 480VAC 
Amps w/ = Switch Heat Relay Turns Output Output Output Output 
Heat Sink Type Sink OnA Mounting Item No. Item No. Item No. Item No. 
8 Triac Integral Zero Crossing DIN Rail _ —_ — 1EJG5 
10 SCR ___ Not Included Zero Crossing Surface 1EGH9 1EGL2 1EGH8 1EGL1 
10 SCR Integral Zero Crossing DIN Rail/Flange | 1EJK2 _— 1EJK1 1EJK7 * 
10 Triac NotIncluded Instantaneous/Random Surface 1EGJ3 _ — _— 
10 Triac Not Included Zero Crossing Surface 1EGJ1 1EGL3 _ _ 
10 Triac Not Included Zero Crossing Surface 1EGJ2 _ —_ — 
25 SCR ___Not Included Zero Crossing Surface 1EGJ5 1EGL5 1EGJ4 1EGL4 
20 SCR Integral Zero Crossing DIN Rail/Flange | 1EJK4 1EJL1 * 1EJK3 1EJK9 * 
40 SCR Not Included Zero Crossing Surface 1EGJ9 1EGL8 1EGJ8 1EGL7 
40 SCR Integral Zero Crossing DIN Rail/Flange | 1EJK6 1EJL3 * 1EJK5 _ 
40 Triac Not Included Zero Crossing Surface _ 1EGL9 _ — a | No. 1EJK4 
50 SCR___Not Included Zero Crossing Surface 1EGK4 1EGN2 1EGK3 1EGN1 S ; - 
15 SCR Not Included Zero Crossing Surface 1EGK6 1EGN4 1EGK5 1EGN3 No. 1EGH8 
90 SCR Not Included Zero Crossing Surface _ 1EGN6 ~* _ 1EGN5 * oe. 
* 48 to 660VAC output. 
DC INPUT AC INPUT 
24 to 280VAC Output 48 to 530VAC Output 24 to 280VAC Output 48 to 530VAC Output 
Max. Output Input or Input or Input or Input or 
Amps w/ Relay Turns Control Item Control Item Control Item Control Item 
Heat Sink On At Voltage Range __No. Voltage Range _No. Voltage Range No. Voltage Range __No. 
1-Pole, SCR Normally Closed Output 
25 Zero Crossing 3to32VDC  1DTJ7 = _ — — — — 
1-Pole, SCR Output 
10 Zero Crossing 3to32VDC_ _1DTE9 — _ 90 to 280VAC 1DTG1 — — 
12 Zero Crossing — _ 4to32VDC  1DTF5 — — 90 to 280VAC 1DTG6 
18 Zero Crossing 3t015VDC 1DTK4 — —- — — — — 
20 Zero Crossing — _— _— —_ 90 to 280VAC 1DTG2 90 to 280VAC 1DTG7 
20 Zero Crossing 3to32VDC  1DTF1 4to32VDC 1DITF6 18 to 36VAC 1DTH6 18 to 36VAC 1DTH8 
20 Instantaneous/Random| 3to32VDC  1DTJ1 4to32VDC ~=1DTJ4 — — — — 
90 Zero Crossing — —_— — _ 90 to 280VAC 1DTG3 90 to 280VAC 1DTG8 
90 Zero Crossing 3to32VDC 1DTF2 4to32VDC —1DTF7 18 to 36VAC + 1DTH/ 18 to 36VAC 1DTH9 
50 _Instantaneous/Random) 3to32VDC  1DTJ2 410 32VDC —-1DTJ5 — — — — No. 1DTK6 
15 Zero Crossing 3to32VDC —1DTF3 4to32VDC  1DTF8 90 to 280VAC 1DTG4 90 to 280VAC 1DTG9 crydom 
90 Zero Crossing 3to32VDC 1DTF4 4to32VDC  1DTF9 90 to 280VAC 1DTG5 90 to 280VAC 1DTH1 
90 Instantaneous/Random) 3to32VDC 1DTJ3 4to 32VDC = 1DTJ6 — _— —_ _— = 
1-Pole, SCR Output, Includes Integral Heat Sink, DIN Rail/Flange Solid-State Relays 
10 Zero Crossing 4to 32VDC 1DTN3 4to32VDC 1DIN/ — — — — ' 
20 Zero Crossing 4 to 32VDC 1DTN4 4t0 32VDC1DTN8 | 110 to 280VAC 1DTP2 110 to 280VAC 1p1P4 * Reliable performance even in harsh 
30 Zero Crossing 4to 32VDC 1DITN5 4to32VDC 1DTN9 110 to 280VAC 1DTP3 {110 to 280VAC 1DTP5 ~* environments. Quiet operation and 
30 Instantaneous/Random| 4to32VDC 1DTN6 4to 32VDC_ ~=1DTP1 — — — — reat flexibilit 
45 Zero Crossing _— _ 4to32VDC 1DTP6 — — 90 to 140VAC 1DTR1 g y. 
op ee ScR 0 Ate Crossing — = 3 to 32VDC 1DTP8 —= = 90 to 140VAC 1DTR2 Note: Heat sink required to achieve max. amp 
-Pole, utpu ; 
25 Fer Crossing 4to15VDC 1DTH2 4to15VDC 1DTH4 — = = -_ capacity. Sold separately, this page. 
40 Zero Crossing 410 15VDC 1DTH3 410 15VDC 1DTHS _ — — — Description Item No. 
3-Pole, SCR Output Accessories 
90 Zero Crossing = — 4to32VDC _1DTK6 = — 90 to 280VAC__1DTK8 Fingersafe Cover, 1-Phase 1DTR3 
50 Instantaneous/Random — — 4to32VDC 1DITK7/ — — 90 to 280VAC 1DTK9 Fingersafe Cover, 3-Phase 1DTR4 
* 24 to 530VAC output. 
 & = fe ® 
“ae = om RON 
= eit ie 4 
% 2, # = Solid-State 
BS | 4c hE Vp. Relays 
sal = rae, ! Feature zero cross isola- 
Schneider ahi | tion device. Built-in varistor 
F Electric No. 6CVA3 No. 6CWZ6 No. 6CWX3 #2 effectively absorbs external 


surges. Include protective cover. 
Nos. 6C900 to 6C908 have LED 
operation indicator. 


Solid-State Relays 


Panel mount and DIN rail mount SSRs with standard LED indicator, internal snubber (AC output 





versions), Zer0-CrOSs switching, and finger safe (P20) terminals. DIN rail mount models come with Note: Heat sink required to achieve No. 6C900 
integrated heat sinks. Ideal solutions for industrial automation, heating elements, lighting controls, max. amp capacity, sold separately. 
packaging equipment, conveyors, plastic extrusion equipment, and commercial ovens. Max. Input a Output or 
utput ontrol Controlle 
Max. Output 24 _ SeNe oer to a ete aa to Amps w/ Voltage Voltage Switch Item 
Amps w/ 2a0VAC Output 4B0VAC Output 2a0VAC Output 4B0VAG Output Heat Sink Range Range Type No. 
eat Sin tem No. tem No. tem No. tem No. 10 Phototri 6C 
SCR, Includes Integral Heat Sink, Relay Turns On At Zero Crossing ote Pais canine a 
10 6CWZ7 6CXA3.* 6CWZ6 6CXA2. * i 0 0 Phototri ZH2A 
30 6CWZ9 6CXA5 6CWZ8 6CXA4 : ane ae we? 
45 6CXAT 6CXA7 = 6CXAO {| 6CXA6 {T° 10 0 0. “Bitacnudl , 
SCR, Relay Turns On At Zero Crossing ; “aii ; ve ane ne iogouper BEND 
10 6CVA4 6CVC4 6CVA3 6CVC3 0 0 
25 6CVAG 6CVCG 6CVAS 6CVC5 0 240VAG _240VAC euoiegoupee  <beale 
40 6CVA8 6CVC8 6CVA7 6CVC7 0 0 
50 6CVCO 6CVDO 6CVAS 6CVC9 = Te ea Photpeouplen “State 
75 6CVC2 6CVD2 6CVCT 6CVD1 0 0 
Triac, Includes Internal Heat Sink, Relay Turns On At Zero Crossing : : : 25 ee eaAE Photocoupler 6C904 
6CWX3 6CWX5 6CWX2 6CWX4 0 0 
Description Model No. Oty. 100 to 400 to 
Accessories for SCR Type Relays at _ 240VAC___ 600VAC econ saar 
Heat Sink, Aluminum SSR-HS 6CXA8 1 Accessories 
Thermal Pad, Mounts On Relay & Heat Sink, Eliminates the Need for Thermal Grease SSR-TP 6CXA9 10 Heat Sink, 20 Amps or Less 6C911 
* Output rated 48 to GOOVAC. ¢ Input rated 90 to 140VAC. Heat Sink, 25 Amps and Greater 6C912 
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Scan. Order. Done. 
Details on page A1. 


ELECTRICAL 
Relays 








STRUTHERS-DUNN 


K) 


Mercury Displacement Contactors 


= Normally open contacts 
= Matching footprint to DP contactors 
= Hermetically sealed 


Sealed liquid-mercury contactors have frictionless plunger that elimi- 





fe 
pee 





















oF nates metal-to-metal wear. Ambient temp. range: -30° to 165°F under 
SPST DPST 3PST continuous load. Vertical mounting only. Suitable for heating and motor 
No. 12N665 No. 12N667 No. 12N676 loads with frequent On/Off cycles. UL Listed and CSA Certified. 
Contact 24VAC COIL | 120VACCOIL | 208VACCOIL | 240VAC COIL 
Amp Rating Contact Mfr. Item Item Item Item 
(Resistive) Form H W D Model No. No. No. No. 
35A SPST 5.05" 1.94" 2.30" M35A — 12N665 12N666 — 
35A DPST 4.95" 3.51" 2.54" M35AA — 12N667 — 12N668 
35A 3PST 4.98" 3.75" 3.39" M35AAA 12N669 12N670 — 12N671 
60A SPST 5.05" 1.94" 2.30" M60A — 12N672 = 12N673 
60A DPST 4.95" 3.51" 2.54" M60AA — 12N674 — 12N675 
60A 3PST 4.98" 3.75" 3.39" M60AAA — 12N676 _— 12N677 
Contact Coil HP@ HP@ Mfr. Item 
Form Volts Description 120V 240V Dim. Model No. 
SS es ee Emergency Lighting Relay, 20A 
T Riguic SPDT 24VAC/DC, 120VAC Bypass/Shunt 1 —  2.3'Hx3.2'Wx1.8'D ESR2401B 21GP48 
cemrmmenecne OBVCRE WE: WL SPDT 24VAC/DC, 208 to 277VAC Bypass/Shunt 1 — 2.3'Hx3.2'Wx1.8'D ESR2402B 21GP49 
> coun mae DPDT 120VAC Bypass/Shunt 1 2 4.0'Hx4.0'Wx1.8"D ESRO1P 21GP53 
me mad fc DPDT 208 to 277VAC Bypass/Shunt 1 2. 40'Hx4.0'Wx1.8'D ESRO2P 21GP54 
Emergency Lighting Relay, UL924, 10A 
DPDT 24VAC/DC, 208 to 277VAC Bypass/Shutt %% %,% 1.7'Hx2.8'Wx1.5'D ESR2402D 21GP50 
ene Pilot Duty, 10A 
SPST 10 to 30VAC/DC, 120VAC Override Switch 4, 1/6 %, 1/6 2.3'Hx3.2';Wx1.8'D RIBU1S 2ERZ9 
SPST 10 to 30VAC/DC, 208 to 277VAC Override Switch 1%, 1/6 14, 1/6 2.3'Hx3.2Wx18'D RIBH1S 2ERZ8 
SPDT 10 to 30VAC/DC, 120VAC — %, 1/6 V3, 1/6 1.7Hx2.8Wx1.5"D RIBUIC  5LE35 
SPDT 10 to 30VAC/DC, 120VAC NEMA 4X Enclosure %, 1/6 4, 1/6 1.7°Hx 2.8'Wx 1.5'D RIBUIC-N4 2ERZ5 
SPDT 10 to 30VAC/DC, 208 to 277VAC — %, 1/6 V3, 1/6 1.7°Hx2.8Wx1.5"D RIBHiC  5LE34 
SPDT 24VAC/DC, 120 to 277VAC — % 1 1.7°Hx2.8'Wx1.5'D RIB2421C 2ETA6 
No. 5LE35 SPDT 120 to 277VAC Dry Contact Relay 1 1.7'Hx2.8'Wx1.5'D RIB21CDC 2ETA5 
DPDT 24VAC/DC, 120VAC — he vo, Ve 1.7°Hx2.8'Wx1.5"D RIB2401D 2ETA3 
DPDT 24VAC/DC, 208 to 277VAC — vo, V8 1.7°Hx2.8'Wx1.5"D RIB2402D 2ETA4 
(3) SPST, SPDT 10 to 30VAC/DC 3 Relays %, 1/6 V3, 1/6 4.0°Hx4.0'Wx1.8'D RIBL3C  2ETA1 
(3) SPST, SPDT 10 to 30VAC/DC 4 Relays %, 1/6 ¥3,1/6 4.0°'Hx4.0'Wx1.8"D RIBL4C  2ETA2 
(2) SPDT 10 to 30VAC/DC, 120VAC 2 Relays %, 1/6 V3, 1/6 2.3Hx3.2Wx1.8'D RIBU2C  2ERZ6 
(2) SPDT 10 to 30VAC/DC, 208 to 277VAC 2 Relays %, 1/6 V3, 1/6 2.3Hx3.2Wx1.8'D RIBH2C  2ERZ7 
Pilot Duty, 20A 
SPST 24VAC/DC, 120/208 to 277VAC —_ Override Switch 1 — _2.3'Hx 3.2'Wx 1.8'D RIB2421SB 21GP32 
SPST 24VAC/DC, 120VAC Override Switch 1 —_2.3'Hx3.2Wx 1.8'D RIB2401SB 2ETA7 
Functional SPST 24VAC/DC, 208 to 277VAC Override Switch 1 —~_2.3'Hx3.2Wx 1.8'D RIB2402SB 2ETA8 
RIB) Davices Ine SPDT 24VAC/DC, 120/208 to 277VAC — 1 —~ 2.3'Hx3.2Wx1.8'D RIB2421B 21GP31 
, SPDT 24VAC/DC, 120VAC — 1 —_2.3'Hx3.2Wx1.8'D RIB2401B 5LE36 
® : ® SPDT 24VAC/DC, 208 to 277VAC — 1 —~ 2.3'Hx3.2Wx1.8'D RIB2402B 5LE37 
RIB Relay ina Box SPDT 120VAC Dry Contact Relay 1 —2.3'Hx3.2Wx1.8'D RIBO1BDC 21GP41 
SPDT 208 to 277VAC Dry Contact Relay _‘1 — _2.3'Hx3.2Wx1.8'D RIBO2BDC 21GP42 
= NEMA 1 enclosure with 2" NPT nipple, DPDT 24VAC/DC — 1 2. 2.3Hx3.2Wx1.8'D RIB24P  2ETAQ 
37,11 DPDT 120VAC — 1 2. 4.0'Hx4.0'Wx1.8'D  RIBOIP 2ETC1 
except 74" on Nos. 2ERZ6 and 2ERZ7 DPDT 208 to 277VAC — 1 2. 4.0'Hx4.0'Wx18'D RIBO2P  2ETC2 
= General purpose; ready to install DPDT 480VAC = 1 2 4.0'Hx4.0Wx1.8'D  RIBO4P 2ETC3 
= LED indicators 3PST 24VAC/DC — 1 2 4.0'Hx4.0'Wx1.8'D RIB243P 21GP33 
= 16" leads 3PST 120VAC — 1 2 4.0'Hx4.0'Wx1.8'D RIBO13P 21GP34 
a 3PST 208 to 277VAC — 1 2 4.0'Hx4.0'Wx1.8'D RIBO23P 21GP35 
Prewired; multivoltage coil inputs enable 1 relay 3PST 480VAC — 1 2. 40'Hx4.0'Wx1.8'D RIBO43P 21GP36 
loreplace many allierent types ol-Terays. Easy ee m 120VAC 1 2 4.0'Hx 4.0'Wx 1.8'D RIBO1P30 21GP39 
to mount. Use for controlling high-voltage appli- DPST 308 to 277VAC = i 9 4.0Hx4.0Wx1.8'D RIBO2P30 21GP40 
ances with low-voltage signals, such as exhaust DPDT 12VAC/DC — 1 2 2.3'Hx 3.2'Wx 1.8"D RIB12P30 21GP37 
fans, vacuums, and motors. UL and C-UL Listed. DPDT 24VAC/DC — 1 Z 2.3'H x 3.2'W x 1.8"D RIB24P30 21GP38 


E-T-N 


Current Sensors 


Solid-state adjustable current switch is self-powered and able to sense current 
and provide output above and below setpoint. Suitable for applications such as 
jam detection, overload prevention, and critical loads. 






No. 39F066 


1NC 1NO 
Core Sensing Status Mfr. Item Mfr. Item 
Type AmpRange Indicator Model No. Model No. 
Solid 1.00 to 150.00A LED ECSNCFSC 39F064 ECSNOASC  39F063 
1.00 to 150.00A LED ECSNCASC 39F062 ECSNOFSC 39F065 
Split 1.75 to 150.00A LED ECSNCASP 39F067 ECSNOASP  39F068 
1.75 to 150.00A LED ECSNCFSP 39F069 ECSNOFSP 39F066 
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GRAINGER CHOICE° ELECTRICAL 
Find the yf. Find Solutions. Find Great Prices. Relays 
Universal AC » payor... Scimais 
® chneider 
Current Sensors Bsvoroncs gba oS G electric 
Sensors detect locked rotor, loss of current, open heater, or lamp load. Dayton and Schneider models feature 
switch-selectable overcurrent or undercurrent sensing. Toroidal sensor has 0.36" through hole on Dayton models. 
Contact Input Contact Trip Trip Electrical Mfr. Item 
Amps Voltage Form Point Delay Connection Model No. 
Airotronics 
1.00A 3 to 50VDC 1NO _ Adjustable 3.00 to 45.00A 0.30 sec. Quick Connect Tabs  HCSDCO45A _—21EU16 No. 21EU16 
1.00A _Self Powered 1NO _ Adjustable 6.00 to 30.00A 0.30 sec. Quick Connect Tabs  HCSDCO30A —_—21EU15 
pooee Self Powered LED Adjustable 1.00 to 20.00A None Wire Leads CSW/LED 21EU14 
ayton 
10.00A 24VAC SPDT Adjustable 2.00 to 20.00A (0.50 to 50 sec. Quick Connect Tabs 6C054 6C054 
10.00A 24VAC SPDT Adjustable 5.00 to 50.00A ~—0.50 to 50 sec. Quick Connect Tabs 15V826 15V826 
10.00A 120VAC SPDT Adjustable 2.00 to 20.00A (0.50 to 50 sec. Quick Connect Tabs 6C055 6C055 
10.00A {20VAC SPDT Adjustable 5.00to50.00A 0.50to 50sec. Quick Connect Tabs 15V827 15V827 
10.00A 240VAC SPDT Adjustable 2.00 to 20.00A —(0.50 to 50 sec. Quick Connect Tabs 6C057 6C057 No. 6C054 
10.00A 240VAC SPDT Adjustable 5.00 t050.00A 0.50to 50sec. Quick Connect Tabs 15V828 15V828 
15.00A 24 to 240VAC SPDT Adjustable 0.10to7.00A 0.10 to 10 sec. Terminal Strip TEJF3 TEJF3 
15.00A 24 to 240VAC SPDT Adjustable 0.20to2.00A 0.10 to 10 sec. Terminal Strip TEJF4 TEJF4 
15.00A 24 to 240VAC SPDI Adjustable 0.50to5.00A _0.10 to 10 sec. Terminal Strip TEJF5 TEJF5 
15.00A 24 to 240VAC SPDT Adjustable 0.80to8.00A 0.10 to 10 sec. Terminal Strip TEJF6 TEJF6 : 
Macromatic 2 
10.00A 24VAC SPDT Adjustable 0.10 to 10.00A —_0.10 to 10 sec. Terminal Strip CAP10AD68 —_ 485R28 =“ 
Benn {20VAC SPDT Adjustable 0.10 to 10.00A 0.10 to 10 sec. Terminal Strip CAPTOAD62 _ 485R27 
0.40A 30VAC/DC 1NO Fixed 0.25A Less than 1 sec. Terminal Strip RIBXKTF 21AJ42 "2 = 
0.40A 30VAC/DC 1NO Fixed 0.25A Less than 1 sec. 16" Wire Leads RIBXKF 21AJ44 
0.40A 30VAC/DC 1NO Fixed 0.35A Less than 1 sec. Terminal Strip RIBXGTF 21AJ45 
0.40A 30VAC/DC 1NO Adjustable 0.75 to 150.00A —_Less than 1 sec. Terminal Strip RIBXGTA 21AJ46 7 
0.40A 30VAC/DC 1NO Fixed 0.35A Less than 1 sec. 16" Wire Leads RIBXGF 21AJ47 ms F. 
0.80A 30VAC/DC 1NO Adjustable 0.50 to 150.00A —_Less than 1 sec. Terminal Strip RIBXKTA 21AJ43 
T.00A 120VAC {NO Fixed 0.50A Less than 1 sec. Terminal Strip RIBXGHTF  21AJ48 : i 
1.00A 120VAC 1NO Fixed 0.50A Less than 1 sec. 16" Wire Leads RIBXGHF 21AJ49 & — £ 
Schneider Electric ~~ = 
15.00A 24 to 240VAC SPDT Adjustable 0.10 to 1.00A 0.10 to 10 sec. Terminal Strip 841CS1-UNI  6CWUO i 4 
15.00A 24 to 240VAC SPDI Adjustable 0.20 to 2.00A _0.10 to 10 sec. Terminal Strip 841CS2-UNI  6CWU1 No. 6CWU3 = 
15.00A 24 to 240VAC SPDT Adjustable 0.50to5.00A 0.10 to 10 sec. Terminal Strip 841CS5-UNI  6CWU2 oO 
15.00A 24 to 240VAC SPDT Adjustable 0.80to8.00A 0.10 to 10sec. Terminal Strip 841CS8-UNI  6CWU3 
1-Phase Voltage Sensing Relays ( ~ 
= Field adjustable for pull-up and dropout Solid-state sensor works as an overvoltage or . =... 
= LED status indicators undervoltage detecting relay to prevent equipment ee 
= 0.1- to 10-sec. activation delay burnout and offer brownout protection. | : oat 
Contact . @ SES 4 
Input Contact Amp Rating Pick-Up Base Mfr. Item ah " 
Voltage Form (Resistive) Range Drop-Out Range Type Socket Model No. Ph 3 e 
{2VDC___DPDT 10 9 to 15VDC 7to14VDC Octal ~5X852,1EGP3, 1EGP5 VAKP012D 45LV06 eg 21 ive 
24VDC___DPDT 10 18to30VDC_ —«14to 28VDC_ —Octal_~—«5X852, 1EGP3, TEGP5 VAKPO24D 45LV07 | 1 ¥ 
120VAC SPDT 15 80 to 150VAC 30% to 95% _ DIN Rail — VWKE120A 23NV46 mt oC 
T20VAC _ DPDT 10 90to 150VAC  68to142VAC Octal 5X852,1EGP3, 1EGP5 VAKP120A 45LV08 ‘e aD 
240VAC SPDT 10 180 to 300VAC 135 to 285VAC Octal 5X852 VAKP240A _ 45LV09 
240VAC SPDT 15 160 to 276VAC 30% t0 95% DIN Rail — VWKE240A_ 23NV47 No. 23NV46 No. 45LV09 
3-Phase Line Monitors/ Dar schneider maa 
Phase Failure Relays ee — 
=» Automatic reset Input Contact Voltage Mfr. Item A waa a) 
= LED indicator sianale Voltage Form Unbalance Socket Brand Model No. 2 - aseue: 
SIg 190to500VAC SPDT  2to10  5X852 Dayton PMPU-B18  31EE08 — 
normal operation 190 to 500VAC_ SPDT —-2to10 5X852 ~~ Macromatic PMPU SWMJ3 Mane 
sani 190 to 500VAC SPDT 6 5X852 Dayton PMPU-FA8B18 31EE09 ~aeuPe — 
= Wye or delta 3-wire hookup 190 to 500VAC_SPDT 6 5X852  Macromatic  _PMPU-FA8 _ 6MPP2 ame a 
Units protect against phase 190 to 500VAC SPDT — 5X852___“ Macromatic PCPU 45LU83 7 
loss, phase unbalance (except 190 to 500VAC_ DPDT — — Macromatic PMDU 45LU85 2 
208 to 480VAC SPDT <1 — ~~ Schneider Electric RM17TA00 12N827 c 
Nos. 5WMJ4, 5WMJ5, and 5WMJ6), ~208to 480VAC SPDT <1 — ~~ Schneider Electric  RM17TEOO 12N828 . . 
208 to 480VAC_ DPDT 2 — Schneider Electric  RM35TF30  12N826 Fae ‘6 
phase reversal, and undervoltage. 208VAC SPDT — 5X852__ Macromatic PAP208  5WMJ4 eae 
Adjustable undervoltage setting. 240VAC SPDT —~5X852___ Macromatic PAP240_ 5 WMJ5 Serpe 
Nos. 12N828 and 5WMJ3 also 480 to 600VAC_ SPDT = 9X802 Macromatic PMP575 45LU84 
detect it 480 to 600VAC DPDT — — Macromatic PMD575 + 45LU86 No. 5WMJ3 No. 12N826 
ELECT OVETVOILAQe. 480VAC SPDT — 5X852____ Macromatic PAP480 _ SWIMJ6 
Alternating Relays ye 
= Octal Base Relays alternate the operation of 2 loads, sharing their run time. Selector switch allows Wy _ a= 
= LED status alternating or individual operation of either load. Dual-stage load capacity permits * aes 
indicators simultaneous operation of 2 motors, solenoids, compressors, pumps, valves, or heaters. . ame” No 
The relays return to load "A" after power outage. UL Recognized and CSA Certified. ~~ 6MPNO 
COIL VOLTS Of <i 
24VAC 120VAC 240VAC ae 
Contact Mfr. Item Mfr. Item Mfr. Item -- 
Form Pins Socket Amps _ Brand Model No. Model No. Model No. . ee 
SPDT 8 5X852 10 — Macromatic — — | ARP120A6R 6MPP1 — a “ar 
DPDT Cross-Wired 8 5X852 10 Macromatic | ARP024A3R 6MPN8| ARP120A3R 6MPN9 | ARP240A3R 6MPPO 
DPDT Cross-Wired 8 5X852,1EGP3,1EGP5 10 Dayton 6C051 —‘6C051 60052  —‘6C052 60053 —~6 C053 
. BPNod Xo) v- Walked > 
Pump Seal Failure Relay v Spaive 
= 8-pin octal base = LED status indicator Designed to monitor shaft seals in submersible pumps, ‘== ae 
' ! ce 5WMJ7 
Switch Max. Mfr. Item and to provide an early warning of seal leak. No. SWMJ7 — 
Voltage aS Ae oO sWa7 —. is a single-channel unit, and No. SWMJ8 is a dual- = 
120VAC (2) SPNO 10 SFP120C100  S5WMJ8 channel unit capable of monitoring 2 pumps. “a 
Sign in to Grainger.com® to see YOUR Pricing and MORE 221 


ELECTRICAL Scan. Order. Done. 
Relays Details on page A1. 





Time-Delay Relay Selection Guide se 


Description of Time Delay Operation Operation Timing Periods Code 


ON DELAY: When power is APPLIED to the coil, the ON DELAY Power |On) On On) On| Off 
timing period begins. The contacts do not transfer at this time. At 

the end of the ON DELAY time period the contacts transfer, either 

connecting (normally open contacts) or disconnecting (normally 

closed contacts) the load. The contacts stay in the transferred Load 

state until power is REMOVED from the coil. They then return 

to their original state and the unit is ready for a new cycle. 





No. 6A857 No. 21EW No. 21EP67 
OFF DELAY |: Power is applied to the coil at all times. Upon ones ° on . : 


CLOSURE of the start switch (a "dry" external contact), the 


nee transfer, ae omen ie net) x Da tonl A 

or disconnecting (normally closed contacts) the load. When 

the start switch is OPENED, the OFF DELAY timing period - AIROTRONICS —<—T 
begins. The contacts stay in the transferred position until Timers & Control 

the OFF DELAY timing period ends. They then return to their 


Original position and the unit is ready for a new cycle. Encapsulated Time-Delay Relays 

OFF DELAY II: Power is applied to the coil at all times. Upon the Power id- j j j j inte- 
MAKE and RELEASE of the start switch (a "dry" external contact), Switch Solid-state technology provides a long service life, revues mainte 

the OFF DELAY timing period begins and the contacts transfer, either nance costs and production loss due to downtime. “%4" quick-connect. 
connecting (normally open contacts) or disconnecting (normally : 

closed contacts) the load. When the timing period ends, the contacts 024 Function Pins oe re voltave ante ri 


return to their original position and the unit is ready for a new cycle. Solid-State Output, Dayton 
S 


F F 5 SPSI-NO 1A = 24-240VAC 0.50 sec.-10.00 sec. 6A857 
INTERVAL DELAY: When power is APPLIED to the coil (the start Power 
switch must be jumped in multifunction timers), the INTERVAL 9 SPSI-NO 1A 24-240VAC__ 3.00 sec.-60.00 sec. _ 6A898 
timing period begins and the contacts transfer, either connecting 9 SPST-NO_ 1A 24-240VAC 15.00 sec.-300.00 sec. 6A859 
(normally open contacts) or disconnecting (normally closed Off Delay 9 _SPSI-NOQ_ 1A 24VAC 0.05 sec.-1.00 sec. SWML4 
contacts) the load. When the INTERVAL timing period ends, the 5 SPSI-NO 1A = 12-125VDC (0.05 sec.-1.00 sec. SWML7 
contacts return to their original position. The unit resets when power 5 SPSI-NO 1A = 12-125VDC 0.50 sec.-10.00 sec. 5WML8 
is removed from the coil, making the unit ready for a new cycle. 5 SPSI-NO 1A = 12-125VDC 3.00 sec.-60.00 sec. SWML9 
i 24-240VAC/12- : 
CYCLE 1 SHOT (EQUAL TIME OFF/ON): Upon application of Power {On)On|On|On Sore eam Se et. aa 
power to the timer, timing starts. The output relay is OFF for the Switch |Off| Off Off On i : . : 
set time and then ON for the set time for 1 cycle only. The timer Load (Off On |Off| Off On Delay 2 SPST-NO 1A 48VDC 0.25 sec.-5.00 sec. 2A560 
is reset when power is removed or a reset input is applied. > SPST-NO 1A er ia 0.50 sec.-10.00 sec. 2A561 
REPEAT CYCLE (EQUAL ON AND OFF DELAY TIME PERIODS): Power On|On On On 7 24-240VAC/12- ; 
When power is APPLIED to the coll the OFF time period is inated: 2 SPST-NO 1A “" agvpc _ 3-00 sec.-60.00 sec. 2A62 
the contacts do not transfer. At the end of the OFF time period, the Relay Output, Airotronics 
ON time period begins. The contacts transfer, either connecting 6 SPDI 10A 120VAC 1.00 sec.-100.00 sec. 21EW97 
(normally open contacts) or disconnecting (normally closed Interval/Watchdo 6  SPDI- 10A 24VAC 1.00 sec.-100.00 sec. 21EW98 
contacts) the load. At the end of the ON period, the contacts transfer 9-6 "SPDT 10A 24-28VDC 1.00 sec.-100.00 sec. 21EW99 
and the cycle continues until power is removed from the coil. 6 SPDT 10A TOVDC 1.00 sec.-100.00 sec. 21EX01 
19-265VAC/10- 
REPEAT CYCLE (INDEPENDENT ON AND OFF DELAY TIME Power 2 SPSTNO 1A y20vpc _9-01 Sec.-102.30 sec. 2TEWS7 
PERIODS): When power is APPLIED to the coil, the ON 19-265VAC/10- 
period is initiated by contact transfer (normally open contacts On Delay 2 SPST-NO 1A 420VDC 1-00 sec.-1023.00 sec. 21EW88 
close, normally closed contacts open). At the end of the ead 19-265VAC/10- 10.00 sec.- 
OFF period, contacts release and the ON period begins. The Oa 2 SPST-NO 1A 120VDC 10.230.00 sec,  21EWS89 
cycle continues until power is removed from the coil. on Delay, Off 6 SPDT 140A TIOVAC 0.10 sec.-1023 min. 24EW77 
SIGNAL INTERVAL/OFF DELAY: Power is applied to the coil at Power Delay, 1-Shot, —@—Spry7—t Ss aia 
all times. Upon CLOSURE of the start switch (a "dry" external Switch Interval, Reset 6 SPDT 10A TOVDC 0.10 sec. -1023 min. TEWS0 
contact), the INTERVAL cycle begins; the contacts transfer, either 1-Shot/Watchdog 6 SPDT 410A ADC 010 003 min o1EWS1 
connecting (normally open contacts) or disconnecting (normally tn Dela On 6 SPDT 10k ; io 106 uu STEWED 
closed contacts) the load. At the end of the INTERVAL cycle, taal D a i ay +0 fee el LLLP 
the OFF DELAY cycle begins and the contacts stay transferred 0a ee : : aa 6 SPDT 10A___—230VAC 1.00 sec.-100 min. _21EW83 
until the OFF DELAY cycle ends. The contacts then return to Hie i pe 6 SPDT 110A 24VAC 1.00 sec.-100 min. _27EW84 
their original positions and the unit is ready for a new cycle. “Shot On Break, “6 SPDT _10A 12VDC 1.00 sec.-100 min. 21EW85 
Retrigger Interval, 
: : : Retrigger 1-Shot, 
SIGNAL ON DELAY/OFF DELAY: Power is applied to the coil at Power ; 
all times. Upon CLOSURE of the start switch (a “dry external Switch ae ee ee NO ee. Se 
ory nee oe ORE ue pegs, the contacts HD not ane! Cycle On/Oft Delay 
t the end of the cycle the contacts transfer, either 
connecting (normally open contacts) or disconnecting (normally 9 SPDT 10A 120VAG 0.10 sec.-102.30 sec. 21EWS1 
, 5  SPDI 10A 120VAC 1.00 sec.-1023.00 sec. 21EW92 
closed contacts) the load. Upon RELEASE of the start switch, 
the OFF DELAY cycle begins; the contacts remain transferred. Repeat Cycle 9 SPDT _10A 24V/AC 0.10 sec.-102.30 sec. 21EW93 
At the end of the OFF DELAY cycle, the contacts return to their 9 SPDT 110A 24VAC__—i1.00. sec.-1023.00 sec. 21EW94 
original positions and the unit is ready for a new cycle. 2 SET ra ue Aly See ee a Wae 
.00 sec.- .00 sec. 
POWER OFF DELAY: When power is APPLIED to the coil, Repeat Cycle 3 24-240VAC/12- 
the contacts transfer, either connecting (normally open Equal Time : vel nw 48VDC CON OSS “BIEN aN 
contacts) or disconnecting (normally closed contacts) the Relay Output, Macromatic 
load. When power is removed from the coil, the OFF DELAY On Delay, Off 94-240VAC/12- 
timing period begins; contacts remain transferred. At the Delay, Interval, 9 SPDT 10A 125VDC 0.10 sec.-100 min. 21EP67 
end of the OFF DELAY cycle, the contacts return to their 1-Shot 
Original positions and the unit is ready for a new cycle. lee ene 
qual Time, - - : 
WATCHDOG (RETRIGGERABLE SINGLE SHOT): Upon application Power {On)On Watchdopt-snar PEPE MU Goaypg «UO seceneD min. -ANErGG 
of input voltage, the time delay relay is ready to accept trigger Switch Off! On Falling Edge 
signals. Upon application of the trigger signal, the relay is Repeat Cycle 
energized and the preset time begins. At the end of the preset asap sabaQUAeD 
time, the relay is de-energized unless the trigger signal is closed an elay Time - - , 
and opened prior to time out (before preset time elapses). Load Off On Periods, Delayed , et 125VDC 0.10 sec.-1000 min. 21EP69 


Continuous cycling of the trigger signal at a rate faster than Interval, Triggered 
the preset time will cause the relay to remain energized. Delayed Interval 


* See this page for operating function information. 





| * 
| +e. : Poel) Schneider 
a= Extended Time-Delay Relays Grlectric 





om y, SCHNEIDER 
Waa SS = Contact Min. Max. | DAYTON | ELECTRIC 
_. Base Contact Amp Rating Operating Socket > CHOOSE: Time Time ltem Item 
No. H7851 Pins _—‘ Type Form (Resistive) Functions Codet Coil Volts Setting Setting No. No. 
a On Delay 
gS 8 Square DPDT oA 1 Q 12VDC; 24VAC; 24VDC; 0.10 sec. 100 hr. H7851 H7849 
= 14 Square APDT 3A 1 G 120VAC; 240VAC 0.10sec. 100 hr. H7850 H7848 
- t See page 216 for sockets. 
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Multifunction Time-Delay Relays 








Contact Min. Max. 
Contact Amp Rating Function Socket > CHOOSE: Time Time item 
Function Pins Form (Resistive) Code* Codet Coil Volts Setting Setting No. 
oo 24VAC/DC; 100 
to 
8  DPDT 3A 10 A 120V/AC: 200 to 240VAC 0.05 sec. 10 sec. H7853 
Power OM Delay 24VACIDC; 100 to : 
ee 8  DPDT 3A 10 A 120V/AC: 200 to 240VAC 3.00 sec. 10 min. H7854 
ignal On Delay, Flicker, Flicker 1, Signa 
Delay, Signal On/Off Delay, interval 11. SPDT 5A 6 B 100 to 240VAC 0.05 sec. 100 hr. H7856 
Dayton —— : 
On Delay, Interval On, Flasher (Off First), Flasher (On First), Off Delay, © SPPT tA eg’ — 12 to 240VAC/DG = 0.1 sec. 240 hr. STEETI No. H7781 
Single Shot, On/Off Delay, Latching Relay, Pulse Generator, Watchdog 9  DPDT 15A Ve oy _ 12 to 240VAC/DC 04sec. 240 hr. 31EE12 
On Delay, Interval On, Flasher (Off First), Flasher (On First), Off ~ CO ay) 
Delay, Single Shot, Watchdog (Retriggerable Single Shot), Single 1,253; 4 10.230 ue ; 
Shot (Falling Edge), Triggered On Delay, Repeat Cycle (Off First), 8 SPDT 10A D, 0,4, A 120VAC/DC 50 msec hr 31EE10 Peyton) h, 
Repeat Cycle (On First), Delayed Interval, Triggered Delayed 8, 9, 11 ~+7— ‘i 
Interval, On/Otf Delay, Single Shot/Flasher, On Delay/Flasher = 
On Delay, Interval On, Off Delay, Single Shot, Flasher 1234 42VDC: 24VAC/DC: neat Spe f 
(Off First), Flasher (On First), On/Off Delay, Single Shot 11. DPDT 10A 6°79 11 B {20VAC: 240VAC 0.05 sec. 999 hr. H7785 ma ; 
Falling Edge, Watchdog, Triggered On Delay i , i — y 
J J J Di oe 
On Delay, Off Delay, Interval Delay, Cycle 1 Shot, Repeat per) __ eG 1210 240VAC/DC 0.1 sec. 9990 hr. 1EIN7 = =~ 
Cycle, Signal Interval/Off Delay, Signal On Delay/Off Delay 11. DPDT 1A 1,2,4,5, 12 to 240VAC/DC 0.1sec. 9990 hr 1EJNG No. H7785 
Eaton -_ 
8 _DPDT 10A 1,2,0;4. A 24VAC/DC; 120VAC _—0.1 sec. 600hr. H7786 2 
ON Delay, Interval, Cycle (Off First), Cycle (On First) 11 DPDT 10A 1220, 4 C 24VAC/DC 0.1 sec. 600hr. H/784 ae ft 
ONDay Val : Teg) OFF Delay WiC RTS 11 DPDT 10A pees B 120VAC 0.1 sec. 600hr. H/784 ; a 
elay (Voltage Controlled), elay (with Control Input), Single ,9,10+ <> 
Shot Leading Edge (Voltage Controlled), Symmetric Pulse Generator 8 SPDT BA 1 Others 24 to 240VAC/DC 0.5 sec. 100 hr. 20XF98 we 
Macromatic ) r 
On Delay, Interval On, Flasher(Off First), Flasher(On First), 6 SPDT 15A ae he = 12 to 240VAC/DC 0.1 sec. 240hr. 23NV42 = 
Off Delay, Single Shot, On Delay/Off Delay, Latching 19-4 2S Sy 
Relay, Pulse Generator(Pulse=0.5 Sec.),Watchdog 9  DPDT 15A 69°11 — 12 to 240VAC/DC 0.1 sec. 240hr. 23NV43 AS / 
on Delay, interval On, Flasher (Off First), Flasher (On First), = SS 9 
elay, Single Shot, Watchdog, Single Shot (Trailing Edge), 1, 2, 3, 4, 
Triggered On Delay, Repeat Cycle (Off First), Repeat Cycle 8 SPOT 10A 5,6,7,9, A — AVAGIDY, AAUVAC/ 50 msec 1°90 7781 
(On First), Delayed Interval, Triggered Delayed Interval, On +8 Others 
qeavin Delay, Single Shot-Flasher & On Delay/Flasher 
mron 
On Delay, Interval Delay, Cycle 1 Shot 6. UPUT oA 1, 4,9, 6 A 24 eae ue 0.05 sec. 300 hr. H/806 
On Delay, Interval Delay, Repeat Cycle Equal On/Off Times ae te 14,6 K 200to 240vac _—9- sec. 10 min. H7793 
an DSI a icles Eaaal 14. 4PDT 3A 1, 4,6 G 120VAC 0.1 sec. 10min. 4KN17 
n Delay, Interval Delay, Repeat Cycle Equa 
On/Ot Times, Cycle. Shot sate “ 8  DPDT 5A 1,4,5,6 A 120 to 240VAC 0.05 sec. 300 hr. H7806 
n Delay, elay 1, elay 2, Interval Delay, 
Cycle 1 Shot, Repeat Cycle Equal On/Off Time, Signal 11 SPOT = 3A SE sete TDG ~ 0-1 sec. 9990 hr. 1A983 
Interval/Off Delay, Signal On Delay/Off Delay es : : 
8 _DPDT DA 10 A 120VA 0.05 sec. 12sec. 6C759 
Power Ou Delay 8 DPDT 5A 10 A 120VAC 3 sec. 12min. 2A436 
Repeat Cycle 8  DPDI dA i A 120VAC 0.05 sec. 30hr. 2A179 
Schneider Electric 
On Delay, Off Delay, Interval Delay, Cycle 1 Shot, Repeat Cycle 11. DPDT 12A Noe B 12 to 240VAC/DC 0.1 sec. 9990 hr. 6AGT7 
On Delay (Power On), Repeat Cycle (Starting Off), Interval (Power On) 8 DPDT 12A 1, 2, 4,5 A 12 to 240VAC/DC 0.1 sec. 9990 hr. 6CXD1 


On Delay (Power On), Repeat Cycle (Starting Off), Interval 


(Power On), Off Delay (S Break), Retriggerable One Shot, 
Repeat Cycle (Starting On), Pulse Generator, One Shot, On/ 8 SPDT 12A 1.2.4.5 A 12 to 240VAC/DC 0.1 sec. 9990 hr. 6CXDO 


Off Delay (S Make/Break), Memory Hold (S Make) 














Square D 
Off Delay, On Delay, Interval, One shot, Repeat Cycle 11 DPOT) = 10A eh gp RAVAG II MOVAC; 0.05 sec. 999 min. H7788 
* See page 222 for timing functions. t See page 216 for sockets. 
Contact Min. Max. DAYTON {MACROMATIC 
Base Contact Amp Rating Operating Socket > CHOOSE: Time Time Item Item LD t . y N 
fins une Form (Resistive) Functionst Codet Coil Volts Setting Setting | No. No. ay on “<—_ 
nterval On 
0.10sec. 10sec. | H7811 H8234 
12VDC; 24VAC/DC; 0.60sec. 60sec. | H7822 H7794 
8 = Octal =DPDT = =—10A 4 A "420VAC; 240VAC’ ~ 1.80 sec. 3 min. | H7820 H7795 
3.00sec. 5 min. | H7821 H7796 
Off Delay 
0.10sec. 10sec. | H7824 H7797 
_ 0.60sec. 60sec. | H7800 H7801 
11 Octal DPDT — 10A 2 BU Ning: _1-80-sec. 3 min. | H7826 H7802 
3.00 sec. 5min. | H/7827 H7803 
9.00sec. 15min. | H7825 H7804 
On Delay 
0.01 sec. 11sec. | H7805 —_— 
0.05sec. 5sec. | H7808 H7829 
0.05sec. 999hr. | H7809 — 
12VDC; 24VAC/DC; 0.10sec. 10sec. | H7810 H7830 
8 Octal ~DPDT —=—10A | A "{20VAC; 240VAC’ ~0.60 sec. 60 sec. | H7816 H7831 No. H7800 No. H7827 
1.80sec. 3min. | H/815 H7832 
3.00sec. 5 min. | H7823_| _H7833 tent | 
9.00 sec. 15min. | H7813 H7834 a 
Power Off Delay (True Off Delay) UNC DAVACINC rt ot 
8 Octal DPDT 10A 10 A {20VAC: 240VAC. 0.05 sec. 30min. | H7807 H7840 D fi ar 
Repeat Cycle (On First) wily on eee 
0.10sec. 10sec. | H7812 H7835 —I Geese 
; . 0.60 sec. 60 sec. | H7819 H7836 ca : a oo 
8 Octal DPDT  10A 7 Bee ada ipc! _1.80 sec. 3 min. | H7817 H7837 * pe 
| 3.00 sec. 5min. | H7818 H7838 Sr 
9.00 sec. 15min. | H7814 H7839 
t See page 222 for timing functions. See page 216 for sockets. No. H7812 No. H7840 
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ELECTRICAL Scan. Order. Done. 
Logic Relays Details on page A1. 
Logic Relays and Extension Modules Schneider 
ap soneeeet = 16 counters and timers 24VDC {100 to 240VAC| 24VAC 
int I displ No. of No. of Mfr. Item Item Item 
= Integral display Inputs Outputs W 4H D Model No. No. No. 
i i elay Output 
| Expandable design allows users to manage a simple ‘ 1580 404 3-34 SRODIOT | GNA >GNLA — 
automation system with multiple inputs and outputs, 19 94.91" 4.94" 934" SRIE201 | 2GNL1 — 
j without the need for a complex programmable control- _Relay Output with Clock 
ee ee Pies pity 8 42.80" 4.24" 2.34" SR2E121 | 2GNK7 2GNL7 — 
@eeee? ler. 6-button navigation allows direct programming 15 34.91" 404" 934" SROPD01T | — 2GNN1 = 
one in any of several computer languages. Compact, Relay Output with Display 5 O30 RORY PER TGR 
space-saving design. Extension modules add inputs G 49°50" 3.50" 3 900" SROAINT | {CNL2 — 
and outputs to customize systems for specific needs. Relay Output with Display and Clock 
, 8 4 2.80" 4.24" 2.34" SR2B121 | 1CNL1 TCNL3 2GNJ3 
en cable No. 1CNL7 permit uploading programs from aPC, 4284.94" 4.24" 2.34" SR2B201 2GNH6 | 2GNK1 _/ 2GNJ5 
a, eoeee directly to multiple relays. Use for small machinery and _16 10 4.91" 4.24" 2.34" SR3B261 | 2GNP4 2GNT2 2GNR4 
° tal | hi t ti t Transistor Output with Display and Clock 
- san wine supp ementai large mac Inery automation SyStemMs, 6 4 280° 424° 234" SR3B102 | 2GNN9 — — 
_ lighting management, security systems management, 8 4 2.80) 420 2.34 SR2B122 2GNG9 — _ 
and HVAC management. 16.10 4.91" 424° 9.34" SR3B262 | 2GNP7 = = 
Discrete Inputs/Outputs Extension Modules, For Use With SR3B Series Above 
Accessories 4 2 — —  — __ SR3X161 | 2GNT8 2GNU5 2GNU2 
CD-ROM Programming Software SR2SFT01 _1CNL6 6 4 —__— _— _SRdX1101| 10NL4 2GNV2 2GNU8 
“in PC Connection Cable, RS-32 Connector = SR2CBLO1 _1CNL7 8 6 —  — — — _ $R8xX1141 | 2GNV5 1CNL5 2GNV8 
a z PC Connection Cable, PC USBto 1CNL7 SR2CBLO6 2GNW5 Analog Inputs/Outputs Extension Module, For Use With SR3B Series Above 
— PC Connection Cable, PC USB to Relay SR2USBO1 2GNW8 2 2 =. = — — $R3xX7143 | 2GNW2 — — 
Memory Cartridge, EEPROM SR2MEM02 2GNX2 Communications Extension Module, For Use With SR3B Series Above 
No. 1CNL4 Add-In Memory, EEPROM SR2MEMO1 1CNL8 0 0 — —  —  SR3MBU01| 2GNT5 — — 
A 
Programmable Relays EF: TeN 
= 16 counters and timers (easy 500/700) the need fora complex programmable _for specific needs. They are also easy to 
= 32 counters and timers (easy 800) controller. Large front display with calen- connect via Ethernet or Profibus to other 
Easy to use Programmable Relays feature dar and clock allows easy navigation PLC's or automation systems. Use for 
expandable design that allows you to for alarms, operator messages, or direct small machinery and supplemental large 
=—_—— manage a simple automation system programming. Compact, space-saving machinery automation systems, lighting 
@000000 7 with multiple inputs and outputs, without design with extension modules that add © management, security systems manage- 
Sece inputs and outputs to customize systems ment, and HVAC systems. 
ag ea Output Input No.of No. of Mfr. Item 
E-T. Memory Slots Clock Type Voltage Inputs Outputs W H D Model No. 
La | Programmable Relay 
16KB Expand Upto 40 Yes Relay 120/240VAC 12 6 4.23" 3.54" 2.08" EASY719-AC-RC 20JM18 
16 KB Expand Upto40 No Relay 120/240VAC 12 6 4.23" 3.54" 2.08" EASY719-AC-RCX 20JM19 
16KB Expand Upto 40 Yes Relay 12VDC_—s«12 6 4.23" 3.54" 2.08" EASY719-DA-RC 20JM20 
16KB Expand Upto 40 Yes Relay 24VDC «12 6 4.23" 3.54" 2.08" EASY719-DC-RC 20JM21 
saree 16KB Expand Upto 40 No Relay 24VDC 12 6 4.23" 3.54" 2.08" EASY719-DC-RCX 20JM22 
HLS 16KB Expand Upto 40 ‘Yes Transistor 24VDC «12 6 4.23" 3.54" 2.08" EASY721-DC-TC 20JM23 
2 | uh | 16KB Expand Upto 40 No Relay 24VDC_—s:12 6 4.23" 3.54" 2.08" EASY721-DC-TCX 20JM24 
lt 32 KB Expand Up to 320 Yes Relay 120/240VAC 12 6 4.23" 3.54" 2.08" EASY819-AC-RC 20JM31 
—,. 32 KB Expand Up to 320 No Relay 120/240VAC 12 6 4.23" 3.54" 2.08" EASY819-AC-RCX 20JM32 
No. 20JM39 32 KB Expand Up to 320 Yes Relay 24VDC 12 6 4.23" 3.54" 2.08" EASY819-DC-RC 20JM33 
32 KB Expand Up to 320 No Relay 24VDC 12 6 4.23" 3.54" 2.08" EASY819-DC-RCX 20JM34 
32 KB Expand Up to 320 ‘Yes Relay 24VDC 12 6 4.23" 3.54" 2.08" EASY820-DC-RC 20JM35 
32 KB Expand Up to 320 No Relay 24VDC 12 6 4.23" 3.54" 2.08" EASY820-DC-RCX 20JM36 
IR 32 KB Expand Up to 320 ‘Yes Relay 24VDC—s'12 6 4.23" 3.54" 2.08" EASY821-DC-TC 20JM37 
*P°e2800000 32 KB Expand Up to 320 No Relay 24VDC —s'12 6 4.23" 3.54" 2.08" EASY821-DC-TCX 20JM38 
32 KB Expand Up to 320 ‘Yes Transistor 24VDC —s'12 6 4.23" 3.54" 2.08" EASY822-DC-TC 20JM39 
& KB Expand Up to 320 No Relay 24VDC—s'12 6 4.23" 3.54" 2.08" EASY822-DC-TCX 20JM40 
oftware 
Programming Software for Easy 500/700 Series _ _ —_ _ EASY-SOFT-BASIC 20JM52 
Programming Software for Easy 800 Series and Titan Displays — — — — — — _ EASY-SOFT-PRO 20JM53 
Extension Module 
(2) Analog In (1) Analog Out, i ae pat =a an ay aS - 24VDC 2 1: 2.81" 3.54" 2.08" EASY406-DC-ME 20JL97 
Network, Ethernet Gateway, Serial Interface, For Use With Easy 7 _ ; u u : 
Programmable Relays and MFD-Titan Multi-Function Displays 0 0 14) 36" 21 EASY209-SE 20JL93 
Profibus DP Gateway, Interface to Easy 500, 700, 800 or Titan Displays _— 0 0 - - = Easy204-DP  20JM45 
Relay Output, For Use With Easy 700 and 800 Series 120/240VAC 12 6 — — — _ EASY618-AC-RE 20JM13 
No. 20JM23 Relay Output, For Use With Easy 700 and 800 Series 24VDC 12 6 — — — __ EASY618-DC-RE 20JM14 
Transistor Output, For Use With Easy 700 and 800 Series 24VDC lz 8 — — — _ EASY620-DC-TE 20JM16 
Connecting Cable 
Programming Cable for Easy 500/700 with USB _— _— _ -—- - = EASY-USB-CAB 20JM56 
Programming Cable for Easy 800/MFD with USB —_ _ _— — — _—_ EASY800-USB-CAB 20JM28 
a as Input Output No. of No. of Mfr. Item 
"es Se0000e 86 sheeees OMRON. Voltage Type Amps Inputs Outputs W H D Model No. 
28 uaa aie Nee sn I OAOVAC Rel 45 6 42.75" 3.54" 2.20" ZEN-10C1AR-A-V2 2REN9 
aa 0 elay dO, 3.04 2.20" - -A- 
oo Programmable TO0to 240VAC_ Relay 45 #12 + « #48 4.82" 354" 2.0" ZEN-20C1AR-A-V2 2REP7 
: : {2 to 24VDC Relay 300 6 42.75" 3.54" 2.20" ZEN-10C1DR-D-V2 2REP1 
=a om Relays {2to 24VDC Transistor 30.0 6 42.75" 3.54" 2.20" ZEN-10CiD1-D-V2 2REP2 
— aut 12to 24VDC Transistor 30.0 12 8 482" 3.54" 2.20" ZEN-20C1DT-D-V2 2REP8 
Ea = 56 timers and 17 counters Nonexpandable 
LCD with calend a clock 100to0 240VAC_ —-Relay 45 £6 42.75" 3.54" 2.20" ZEN-10C3AR-A-V2_2REP3 
No. 2REP7 . with calendar and cloc T00to 240VAC_ Relay 45 #212 +~ °« #4+€8 +. 4.82" 354" 2.0" ZEN-20C3AR-A-V2 2REP9 
{2 to 24VDC Relay 300 6 42.75" 3.54" 2.20" ZEN-10C3DR-D-V2 2REP4 
~"an Beesdee Provide relay, ues counter, and ‘ime {2 to 24VDC Relay 30.0 12 8 482" 3.54" 2.20" ZEN-20C3DR-D-V2 2RER1 
switch functions; easily programmable -\ith RS-485 Communication 
rete cS in ladder-view format. With weekly 100to 240VAC ~=Relay 45 #46 3 2.75" 3.54" 2.20" ZEN-10C4AR-A-V2 2REP5 
a me , : . : f : : : aD 
meen O,. and calendar timers, flexible mounting ae Relay 300 6 3. 2.75" 3.54" 2.20" ZEN-10C4DR-D-V2 2REP6 
= CO expansion via 8-point I/O units, twin- 100-240VAC Relay — 4 4 — ZEN-8E1AR 2RER2 
{2-24VDC Relay — 4 4 —_ CO ZEN-8E1DR 2RER3 
|_| acy timer operation, and multilanguage 12-24VDC ‘Transistor. ~— 4..~«<4~~~S—~C~C~CStStS ZEN-8E1DT  2RER4 
hee: cane display. DC models have analog inputs. ‘Wecessories 
<0 in time- 2 Support Software ZEN-SOFT01V4 = 2RER®5 
Ferrer ports) ue enone a0 ama) Connecting Cable ZEN-CIFO1 2RER6 
scale applications such as lighting and Memory Cassette 7EN-MEO1 ORERZ 
No. 2REP1 air conditioning. Battery Unit ZEN-BATO1 2RER8 
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CUB4 Series 
No. 13C874 





CUBS5 Series 
No. 13C888 





red lon’ 


CUB Series Miniature Panel Meters 


=» NEMA 4X/IP65 sealed front bezel 

Backlight units require external power, typically 12/24VDC. 

CUB4 Series have 0.46"H (12mm) digits, a large display, and a NEMA 4X 
front panel with a faster count rate and push buttons that can be displayed. 
CUB7 Series have 0.35"H (9mm) digits with a NEMA 4X front panel, and 
faster count rate and push buttons that can be displayed. 


CUB5 Series have 0.46"H (12mm) digits, and are designed to include option 
cards for setpoints and communications. 


No. of Item 
Description Digits No. 
Counter, CUB4 Series 
Electronic Counter, Backlit Red LCD 6 130874 
Electronic Counter, Backlit Red LCD 8 130877 
Electronic Counter, Backlit Yellow-Green LCD 6 130873 
Electronic Counter, Backlit Yellow-Green LCD 8 130876 
Electronic Counter, LCD 6 130872 
Electronic Counter, LCD 8 130875 


Counter, Fit Standard 12 DIN Panel Cutout, Internal Lithium Battery Powered, CUB7 Series 


ELECTRICAL 
Panel Meters 


4f FA Ph ry ae 


red Iie 





No. 13D034 


red lon’ 
Digital Panel Meters 


= NEMA 4X, IP65 rated 


No. 13D001 


Ye DIN cutout with LED display. 4.1" deep; screw terminal connection. 


28VDC Max. Input, 10 KHz, Backlit Red LCD 8 130902 
28VDC Max. Input, 10 KHz, Backlit Yellow-Green LCD 8 130901 
28VDC Max. Input, 10 KHz, LCD 8 130903 
90 to 250VAC/DC Input, 1 Hz, Backlit Red LCD 8 130905 
50 to 250VAC/DC Input, 1 Hz, Backlit Yellow-Green LCD 8 130904 
90 to 250VAC/DC Input, 1 Hz, LCD 8 130906 
Counter/Rate, CUB5 Series 

20 KHz Input, Backlit Red/Green LCD 8 130881 
20 KHz Input, LCD 8 130888 
DC Current, CUB4 Series 

0 to 200mADC Input, Backlit Red LCD 3% 130871 
0 to 200mADC Input, Backlit Yellow-Green LCD 3% 130870 
0 to 200mADC Input, LCD 3% 130869 
DC Current, CUB5 Series 

0 to 200mADC Input, Backlit Red/Green LCD i] 130884 
0 to 200mADC Input, LCD hy) 130885 
DC Process, CUB5 Series 

0 to 50mADC, 0 to 10VDC Input, Backlit Red/Green LCD 5 130886 
0 to 530mADC, 0 to 10VDC Input, LCD 3 130887 
DC Voltage, CUB4 Series 

0 to 200VDC Input, Backlit Red LCD 3% 130880 
0 to 200VDC Input, Backlit Yellow-Green LCD 3% 130879 
0 to 200VDC Input, LCD 3% 130878 
DC Voltage, CUB5 Series 

0 to 200VDC Input, Backlit Red/Green LCD 5 130898 
0 to 200VDC Input, LCD hy) 130899 
Temperature, CUB5 Series 

RTD Input, Backlit Red/Green LCD ° 130890 
RTD Input, LCD hy) 130891 
Thermocouple Input, Backlit Red/Green LCD by) 130894 
Thermocouple Input, LCD hy) 130895 
Timer, CUB5 Series 

Preset Timer and Cycle Counter, Backlit Red/Green LCD 7 130893 
Preset Timer and Cycle Counter, LCD 7 130896 


Timer, Fit Standard 12 DIN Cutout, Internal Lithium Battery Powered, CUB7 Series 


28VDC Max. Programmable Input, Times on High Input, BacklitRed LCD = 8 130922 
28VDC Max. Programmable Input, Times on 3 130920 
High Input, Backlit Yellow-Green LCD 

28VDC Max. Programmable Input, Times on High Input, LCD 8 130924 
28VDC Max. Programmable Input, Times on Low Input, Backlit Red LCD 8 130921 
28VDC Max. Programmable Input, Times on 8 13C919 
Low Input, Backlit Yellow-Green LCD 

28VDC Max. Programmable Input, Times on Low Input, LCD 8 130923 
50 to 250VAC/DC Programmable Input, Backlit Red LCD 8 130926 
50 to 250VAC/DC Programmable Input, Backlit Yellow-Green LCD 8 130925 
50 to 250VAC/DC Programmable Input, LCD 8 130927 
Accessories for Use with CUB4, CUB5 Panel Meters 

Plastic Enclosure For Single Units 130944 
Accessories for Use with CUBS Panel Meters 

CUB5 or MLPS DIN Rail Base Mount Kit 12N114 
CUB5 Single Relay Option Card, Form C Output 130889 
Dual Sinking Open Collector Output Card, NPN Output 130892 
Micro Line/Sensor Power Supply +12VDC, 12VDC Output 130978 
Micro Line/Sensor Power Supply +24VDC, 24VDC Output 130979 
Plastic Enclsoure for Units with an MLPS1 attached 130945 
RS232 Serial Communication Card, RS232 Cards Output 130883 
RS485 Serial Communication Card, RS485 Cards Output 130882 
USB Serial Communication Card, USB Output 130897 


Power Input Display 
Req. Range Digits — Excitation 
AC Current 
115/230VAC 0 to 2AAC 3% — 
115/230VAC 0 to 5AAC 3% — 
AC Voltage 
115/230VAC 0 to 300VAC 3% — 
115/230VAC 0 to 600VAC 3 — 
AC Voltage/AC Current 
85 to 250VAC 0-300VAC/0-5AAC 5 — 
Clock/Timer 
85 to 250VAC Programmable 6 12VDC 
18 to 36VDC/24VAC Programmable 6 12VDC 
DC Current 
115/230VAC 0 to 2ADC 3% — 
DC Voltage 
115/230VAC 0 to 8300VDC 3% — 
85 to 250VAC +25VDC 3/2 24VDC 
DC Voltage/DC Current 
50 to 250VAC/22 to 250VDC  0-200VDC/0-200mADC 5 24VDC 
85 to 250VAC +300VDC/ +2ADC a 24VDC 
18 to 36VDC/24VAC +300VDC/ +2ADC D 24VDC 
Electronic Counter 
115/230VAC, 11 to 14VDC 25,000 8 9 to 17VDC 
85 to 250VAC 34,000 6 12VDC 
18 to 36VDC/24VAC 34,000 6 12VDC 
Electronic Counter Rate Meter 
50 to 250VAC/22 to 250VDC 25,000 6 24VDC 
85 to 250VAC 34,000 6 12VDC 
18 to 836VDC/24VAC 34,000 6 12VDC 
Process 
85 to 250VAC (2) +10VDC or (2) +20mADC 5 18VDC 
18 to 836VDC/24VAC (2) +10VDC or (2) +20mADC 5 18VDC 
85 to 250VAC 0 to 50mADC 3% 24VDC 
85 to 250VAC 0-10VDC/0-20mADC o 24VDC 
18 to 36VDC/24VAC 0-10VDC/0-20mADC a] 24VDC 
Process Time 
115/230VAC/10 to 16VDC 25 KHz 6 9 to 17VDC 
Rate 
115/230VAC/10 to 16VDC 25 KHz 6 9 to 17VDC 
85 to 250VAC 34 KHz 6 12VDC 
18 to 36VDC/24VAC 34 KHz 6 12VDC 
Strain Gauge 
85 to 250VAC 0-240mVDC 5 5VDC / 10VDC 
18 to 836VDC/24VAC 0-240mVDC 5 SVDC / 10VDC 
85 to 250VAC +2VDC 3% 5VDC/10VDC 
Temperature 
50 to 250VAC/22 to 250VDC TC/RTD 5 24VDC 
85 to 250VAC TC/RTD a — 
18 to 36VDC/24VAC TC/RTD a — 
Timer 
85 to 250VAC Programmable 6 12VDC 
18 to 36VDC/24VAC Programmable 6 12VDC 
Universal Digital Input 
50-250VAC/22-250VDC Universal 6/9 18VDC 
Universal Process 
40-250VAC/21.6-250VDC Universal 6/9 18VDC 
Universal Strain Gauge 
50-250VAC/22-250VDC Universal 6/9 18VDC 


PAX Meter Accessories 

DIN Rail Pax Base Mount Kit 

Fiberglass Enclsoure for 1 Pax Unit 

Fiberglass Enclosure for 2 Pax Units 

RS485 Serial Communications Output Card with Terminal Block, RS485 Output 
Extended RS485 Serial Communications Output Card 

with Dual RJ11 Connector, RS485 Output 

RS232 Serial Communications Output Card with Terminal Block, RS232 Output 
Extended RS232 Serial Communications Output Card 

with 9 Pin D Connector, RS232 Output 

PAXCDC DeviceNet Output Option Card, DeviceNet Output 

PAXCDC MODBUS Output Option Card, RS485 Modbus Output 

PAXCDC MODBUS Output Option Card with RJ11 

Connector, RS485 Modbus Output 

PAXCDC PROFIBUS-DP Communications Card, Profibus Output 

PAXCDL Analog Output Plug-In Option Card, 0-20mA/0-10V Output 
PAXCDS Quad Relay Output Plug-In Option Card, (2) Form C Relay Output 
PAXCDS Dual Relay Output Plug-In Option Card, (4) Form A Relay Output 
PAXCDS Quad Sinking Open Collector Output Card, (4) NPN Output 
PAXCDS Quad Sourcing Open Collector Output Card, (4) PNP Output 
Label Kit for PAX Meters 189 labels 

Label Kit for PAX Lite Analog Meters 

PAX USB Programming Option Card, USB Output 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Mfr. 
Model 


Item 
No. 


PAXLIAOO 13D032 
PAXLITOO 13D034 


PAXLVA00 13D040 
PAXLHV00 13D031 


PAXHO000 13D022 


PAXCK000 13D016 
PAXCK010 13D017 


PAXLIDOO 13D033 


PAXLVD00 13D041 
PAXLPV00 13D036 


PAXLAQUO 13D025 
PAXD0000 13D018 
PAXD0010 13D019 


PAXLC800 13D028 
PAXC0020 13D001 
PAXC0030 13D002 


PAXLCRUO 13D030 
PAX10020 13D023 
PAX|0030 13D024 


PAXDP000 13D020 
PAXDP010 13D021 
PAXLCLOO 13D029 
PAXP0000 13D042 
PAXP0010 13D043 


PAXLPT00 13D035 


PAXLROOO 13D037 
PAXRO0020 13D044 
PAXR0030 13D045 


PAXS0000 13D046 
PAXS0010 13D047 
PAXLSGO00 13D038 


PAXLTOUO 13D039 
PAXT0000 13D048 
PAXT0010 13D049 


PAXTM000 13D050 
PAXTM010 13D051 


PAX2D000 186530 
PAX2A000 186529 
PAX2S000 186531 


BMK90000 12N115 
ENC5B000 130942 
ENC5C000 130943 
PAXCDC10 13D003 


PAXCDC1C 13D004 
PAXCDC20 13D005 
PAXCDC2C 13D006 


PAXCDC30 13D007 
PAXCDC40 13D008 


PAXCDC4C 13D009 


PAXCDC50 13D010 
PAXCDL10 13D011 
PAXCDS10 13D012 
PAXCDS20 13D013 
PAXCDS30 13D014 
PAXCDS40 13D015 
PAXLBK10 13D026 
PAXLBK30 13D027 
PAXUSBO00 13D052 
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Large Display 
Panel Meters 


=» NEMA 4X/IP65 rated 
=» 24VDC sensor excitation 





1 = 2.25"D 
mesieere porate Power required; bracket mounting. 
2.25" HIGH LED 4" HIGH LED 
Power Input No. of Mfr. Item Mfr. Item 
Item Req. Range Digits Model No. Model No. 
Electronic Counter 90 to 250VAC/22 to 250VDC 20,000 4 LD200400 130962 LD400400 130968 
Electronic Counter 90 to 250VAC/22 to 250VDC 20,000 6 LD200600 130963 LD400600 130969 
Electronic Counter Rate Meter 90 to 250VAC/22 to 250VDC 20,000 6 LD2006P0 130964 * LD4006P0 130970 * 
Timer 90 to 250VAC/22 to 250VDC Programmable 6 LD2T06P0 130967 * LD4T06P0 130973 * 
DC Voltage/DC Current 90 to 250VAC/22 to 250VDC 0-200VDC/0-200mADC 9 LD2A05P0 130965 * LD4A05P0 130971 * 
Large Serial Slave Display — _ Up to 6 LD2SS6P0 130966 * LD4SS6P0 130972 * 
* RS232/485 interface. 





E:TeN 
Electronic Totalizers 


and Count Controls 


Panel mounted. CE Certified. AC-supplied units are UL and 
C-UL Recognized. 


E5 Series—'P65 front panel for use in moist environ- 
ments. NPN or PNP inputs accept almost any 3-wire DC 
sensor. Totalizers have rear screw terminal connections. 
No. 2MRU6 accepts direct AC/DC count input. 


Encoders—Quadrature output signal provides extremely 





ES Series accurate position indication, ensuring that count is correct 

Encoder No. 2RET4 regardless of which direction the shaft is rotating. ABEC 

No. 3KTD2 3 double-sealed ball bearings keep foreign matter out. 
Housing is sealed against dust, oil, vapor, and moisture. 

Input No.of Max. Counts Output Mfr. Item 

Description Voltage Digits per Sec. Rating L W D Model No. 

E5 Series 
Counter, “6 DIN, 2 Presets 90 to 260VAC 6 55,000 3A @ 250VAC, 3A @ 110VDC Multifunction Counters 1.89" 1.89" 3.58" _E5-648-C2421 10D289 
Counter, “6 DIN, 2 Presets 10 to 30VDC 6 59,000 3A @ 250VAC, 3A @ 110VDC Multifunction Counters 1.89" 1.89" 3.58" E5-648-C2422 10D290 
Counter, 32 DIN, Multifunction 10 to 30VDC 6 20,000 — Multifunction Counters 1.89" 0.94" 2.32’ _E5-424-E0402 2RET8 
Counter, % DIN, Multifunction 90 to 260VAC 6 60,000 24VDC Multifunction Counters 3.18. 1.89" 3.25" _E£5-496-E0401 2REU1 
Counter, % DIN, Multifunction 10 to 30VDC 6 60,000 —_ Multifunction Counters S8 1.89" 3.25" _ E5-496-E0402 2REU2 
Digital Panel Meter, Electronic 10-30VDC ° = — Digital Panel Meters 1.89" 0.94" 2.32' E5-324-E0402 2RET9 
Totalizer, 32 DIN 4 to 30VDC 8 12,000 — Multifunction Counters 0.94" 1.89" 1.88" E5-024-C0400 2MRU1 
Totalizer, 32 DIN 10 to 260VDC 8 12,000 — Multifunction Counters 0.94" 1.89" 1.88" E£5-024-C0408 2MRU6 
Totalizer, 32 DIN 4 to 30VDC 8 12,000 — Multifunction Counters 1.89" 0.94" 1.88" E£5-024-C0410 2RET4 
Totalizer, 32 DIN, Single Function 10 to 30VDC 6 20,000 — Multifunction Counters 1.89" 0.94" 2.32' £5-024-E0402 2RET7 
Encoders 

12" Circum. Measuring Wheel, Aluminum w/Rubber Rim — Encoder Accessories — — — 20154300  10E074 
12" Circum. Measuring Wheel, Aluminum w/ Urethane Rim _ Encoder Accessories _— _ _ 20144303  3KTD4 
Aluminum Encoder Bracket — Encoder Accessories = = = 40460402 3KTD5 
Quadrature Encoder, 120 Pulses/Rev., 6000 rom Max., 5 to 28VDC _ Shaft Encoder Transducers _— — _— 38151120 3KTD3 
Quadrature Encoder, 60 Pulses/Rev., 6000 rpm Max., 5 to 28VDC _— Shaft Encoder Transducers _ _ _— 38151060 3KTD2 


Preset Digital Counter OmMRON® 
and Counter/Tachometer 


= Reset: External/manual/automatic 

= Input signal: No voltage/voltage switchable 

= PNP/NPN selectable input 

These high-speed response, electronic preset units have 6 digits and 11 

(No. 5FY60) or 12 (No. 5FYG1) operating modes. Enhanced features allow configu- 
rations as a 1-stage or 2-stage total, batch, or dual counter. (No. 5FYG1 can 

also be used as a tachometer.) Display color is programmable to alert change in 
output status. All parameters can be set via front membrane keys or DIP switches. 
Units provide 12VDC output for external sensors. Negative transmissive LCD and 
EEPROM memory backup, sustained and 1-shot outputs. Key protect function. “6 
DIN panel mount (includes adapter). NEMA 4/IP66 front panel. 17%" square x 446" 





No. 5FYGO : ss 
long. UL Listed and CE Certified. 
Switch Input Prescaling Mfr. Item 
Item Output Rating Voltage Range Model No. 
Digital Counter SPDT, 3A 250VAC/30VDC Resistive 100 to 240VAC 0.001 to 9.999 H7CX-A-N AC100-240 5FYGO 
Digital Counter/Tachometer SPDT, 3A 250VAC/30VDC Resistive 24VAC/12 to 24VDC 0.001 to 9.999 H7CXAWD1NDC1224AC24 5FYG1 
226 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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CONTROL COMPANY 
Digital, Traceable®, and Unique Products 


_ 


ELECTRICAL 
Counters & Hour Meters 









F-TeN Mechanically Mechanically Electromechanically Electronically Electronically 
Hand-Held Bench Top Operated, Lever Arm Operated, Rotating Operated Operated Operated 
Counters Yandtally = Hand Tally No. 6X596 No. 2REUS5 No. 20XG41 No. 2PAT7 No. 20XG38 
No. 6X164 No. 1A189 
Input No. of Max. Counts Reset Mfr. Item 
Type Digits Mounting per Sec. Type H Ww D Brand Model No. 

Mechanical Tally Counter 
Hand Operated 4 Hand Held — Knob 1a 1:38’ = Dayton 6X164 6X164 
Hand Operated 4 Hand Held — Knob 101 155° _‘ 1.81 ENM M45 2PAU4 
Hand Operated 4 Bench Top = Knob 2.66" ~——- 1.14" = Dayton 1A189 1A189 
Hand Operated 4 Bench Top — Knob 2./6' 1.55" 1.81 ENM M4501NF  2PAU5 
Hand Operated 4 Bench Top — Knob/Side 2/6 2.68 2.36" ENM M4502 5AAK7 * 
Hand Operated 4 Bench Top — Knob/Side 2/6 6.26" _ 2.36" ENM M4505 SAALO { 
Hand Operated 4 Hand Held —_ Knob 13/4" 1% — Control Company 3125 9PX59 
Digital Tally Counter 
Hand Operated a] Hand Held _ Push Button 17 yy," Yo" Control Company 3129 9GGFO0 
Mechanical Counter 
Ratchet with Stop, Right Hand, Top Coming 3) Base 8.3 Knob 225 245 1.73" ENM M3CA50A  2PAU1 
Ratchet with Stop, Right Hand, Top Coming 6 Base 8.3 None 2.25 2.19" 1.69" ENM M2BA60A 2PAV3 
Lever Arm, Right Hand, Top Coming 2) Base 16 Manual 1.44" 2.53" 1.25" Dayton 6X157 6X157 
Lever Arm, Right Hand, Top Coming 5 Base 16 Manual 1.44" 3.13" 1.38" Dayton 6X158 6X158 
Lever Arm, Right Hand, Top Coming 6 Base 16 Manual Lor 5.67" 2a Dayton 6X596 6X596 
Rotary Shaft, Clockwise, Front and Rear, Worm Drive a Base 13 Wing Nut 2.00" 3.69" = 2.00" Eaton 9-D-6-1-CL 2REU5 
Rotary Shaft, Counter Clockwise, Front and Rear, Worm Drive 5 Base 13 Wing Nut 2.00" 3.69" 2.00" Eaton 5-D-6-1-AC 2REU6 
Rotary Shaft, Clockwise, Right Hand, Spur Drive a) Base is Wing Nut 1.72’ 3.80" . 1.62" Eaton 9-D-7-1-R-CL 2REU7 
Rotary Shaft, Counter Clockwise, Right Hand, Spur Drive 4] Base 13 Wing Nut iz. 3.00" — 1:62" Eaton 9-D-7-1-R-AC 2REU8 
Electromechanical Counter 
24VDC 6 Base 10 Nonresettable 0.90" 1.36" 2.18' Dayton 32UJ97 32UJ97 
115VAC 4 Panel 10 Push Button 1.80" 1.80" = 2.99" Dayton 6X594 6X594 
115VAC 6 Panel 15 Push Button 1.97" 3.54" 3.39" Dayton 32UJ95 32UJ95 
115VAC 6 Base 10 Nonresettable 0.90" 1.36" 2.18' Dayton 32UJ96 32UJ96 
115VAC 6 Base 10 Nonresettable 2.38" 1.63" = 2.37' Dayton 32UJ98 32UJ98 
24VDC 6 Panel 10 Nonresettable 1.00" 1.45" = 1.40" ENM E6B65GM36 20XG40 
24VDC 8 Base 25 Nonresettable 2.34" 1.50" 1.60" ENM E8B85GN _20XG36 
24VAC 6 Base 10 Nonresettable 1.00" 1.45" = 1.40" ENM E6B64GN 2PAT1 
115VAC 5 Panel 10 Wheel TAS 2.75" -— 225" ENM P3B52A 2PAW3 
115VAC 6 Panel 10 Nonresettable 1.00" 1.45" = 1.40" ENM E6B62GM36 20XG41 
115VAC 6 Base 10 Nonresettable 1.00" 1.45" = 1.40" ENM E6B62GN 2PAV7 
115VAC 8 Base 25 Nonresettable 2.34" 1.50" — 1.60" ENM E8B82GN  20XG37 
Electronic Counter 
4.5 to 28VDC 6 2-Hole Rectangular 50 Remote Signal 0.94” 1.42" = 0.82" ENM C1121BB 2PAT/ 
4.5 to 28VDC 6 — Rectangular- Snap-In 50 Remote Signal 2" 1.42" — 0.82" ENM C1141BB 2PAT8 
4.5 to 16VDC 6 PCB 50 Remote Signal 0.73" 1.30" 1.58" ENM C1101BB  20XG35 
4.5 to BOVAC/DC (50/60 Hz) 6 Panel 50 None 2.81" — 135° ENM C44B65B 20XG38 
115 to 275VAC/DC (50/60 Hz) 6 Panel 50 None 2.81" — 1.35" ENM C44B69B 20XG39 
10 to 40VDC 6 Panel 20 Remote Signal 2.31" — 1:51" ENM PC1210FO 49Y067 
85 to 265VAC/90 to 360VDC 6 Panel 20 Remote Signal 2.31" — TT ENM PC1210GO 49Y068 
265VAC 6 Panel 20 Remote Signal 2.31" — Lb" ENM T39FB48 20XG42 
Hour Meter/Counter 
4.5 to 28VDC 6 Round 100 Electrical — 2.00" ENM T39AC 2PAX8 
85 to 265VAC/90 to 360VDC 6 Panel 99  FrontPanel Push 55g = 1.54" ENM T39FC48  20JNO5 


Button or Remote 
* 2-gang. f 5-gang. 


Electrically Operated Counters 
= High-impact styrene housing 

= White digits; black background 

Sturdy bases enable fast, convenient mounting. No. 6X159 has a die-cast frame. No. 6X160 is a universal 
replacement, panel, or base mount. No. 1A124 is front or rear panel mount. CE Certified. Nos. 6X159 to 
6X161, and 1A124 are UL Recognized; Nos. 6X159 to 6X161 are also CSA Certified. 


* . ° 
a mm REDINGTON 











Reset Input No. of Max. Counts Min. On/Off Mfr. Item 
Type Signal Digits Mounting per Sec. Pulse Model No. No. 1A188 
Dayton 
None Resettable 24VDC 6 Rear 10 50/50 msec. 1A788 1A788 
None Resettable 24VAC 6 Rear 10 50/50 msec. 1A789 1A789 
None Resettable 115VAC 6 Rear 10 50/50 msec. 1A188 1A188 
Push Button 115VAC 6 Panel 10 50/50 msec. 1A124 1A124 
Redington 
Knob 115VAC 6 Base 16.6 30 / 30 msec. 2-1006 6X159 
Knob 115VAC 6 Panel 16.6 30 / 30 msec. P2-1006-115AC 6X160 
Key 115VAC 6 Panel 16.6 30/30 msec. _ P32-1026-115AC 6X161 No. 6X160 No. 6X161 
C48 Count ion 
ounters red | TD omax. 2 LINE LCD 2 LINE BACKLIT LCD 
= V6 DIN Counts Power Mfr. Item Mfr. Item 
us oo per Sec. Req. Output Model No. Model No. 
= 2-line x 6-digit display 1,500 85 to Zo0VAC (2) Form A Relay C48CD002 12N119 c4ecb 102 12N121 
‘ait haidht 1) 2! a 85 to 250VA (2) Form A Relay — — 48CD107 12N122 * 
. Digit height: 0.3" (7.62mm), main; 11500 85 to 250VAC (2) NPN OC CABCD005 12N120 * = = 
0.2" (5.08mm), secondary 17,800 85 to 250VAC_ (2) Form A Relay, 1-NPN — — C48CB108 12N118 * 
11,800 85 to0 250VAC —(2) Form A Relay, 1-NPN — — C48CB103 12N116 
: NEMA 4x/ P65 bezel 11,800  85to0 250VAC —«(2) FormA Relay, 1-PNP — — C48CB104 12N117 
Units include bidirectional counting, up/ 12,400 18 to 36VDC/24VAC (1) Form A Relay, 1-NPN | C48CS013  12N125 C48CS113 12N129 
12,400 18 to 36VDC/24VAC (1) Form A Relay, 1-PNP | C48CS014 12N126 C48CS114 12N130 
down control, programmable user inputs, — —+5'499 — 5 fo 250VAC (1) FormA Relay. 1-NPN | C48CS00312N123 | C48CS10312N127 japan 
and front-panel function key. Status indica- ~42400 85 to 250VAC__(1) Form A Relay, 1-PNP | C48CS004 12N124 C48CS104 12N128 No. 12N116 
tors for outputs. * Includes RS485 serial communication interface. 
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ELECTRICAL 
Counters & Hour Meters 


Scan. Order. Done. 
Details on page A1. 








rs, Hour Meters, Controllers, Indicators 


mm REDINGTON 
= “ 


Redington Hour Meters 








No. 
_Ne., and Counters 
10 to 120 to 
No. of Bezel 80VDC | 240VAC 
Description Digits Face Size | Item No. | Item No. 
Electromechanical Hour Meters, 722/732 Series, 0.93H x 1.43W x 2.17"D 
2-Hole Rectangular 6 _2.05'x 1.03" | 3AE15 3AB98 
Flush Rectangular 6 _1.60"x 1.10" | 3AE13 3AB99 
No. Flush Round 6 2.24" dia. 3AE14 3AE10 
praia 2PPU8 3-Hole Round 6 2.80" dia. 3AE12 3AE11 
Round Cup Mount S.8. Bezel 6 2.00" dia. 2PPU5 _— 
Square Panel Mount 6 ~=1.89"x 1.89" | 2PPU4  2PPU3 
Round Stirrup Mount $.S. Bezel 6 2.00 dia. 2PPU6 _ 
Item 
10 to 300VDC, For Use With No. 
No.of | DryContact | 3to30VDC | 20to 300VAC Gaskets 
Description Digits Item No. Item No. Item No. 2PPX/, 4XKHY, 4XKJ1, 2PPW6, 2PPW/7, 2PPW3, AETE7 
LCD Electronic Counters, 63 Series, Panel Cutout: 1.79W x 0.89"H, 2.0W x 1.10"H Flange 2PPW4, 2PPW5, 2PPX2, 2PPX3, 2PPX4 
Counter, Dual Range, 40/500 Hz, Resettable 8 2PPW3 2PPW4 2PPW5 2PPU8, 2PPV6 4ETF3 
LCD Hour Meters, 63 Series, Panel Cutout: 1.79W x 0.89"H, 2.0W x 1.10"H Flange 3AE11, 3AE12 4ETF5 
Hour Meter, Hours and Tenths, Nonresettable 8 2PPW6 2PPX7/ 2PPW/ 3AB99, 3AE13 4ETF6 
Hour Meter, Hours and Tenths, Remote Reset 8 4XKH9 4XKJ1 _ 3AE15, 3AB98 4ETF8 
2-Hole 3-Hole Mini Flush SAE Flush 
Rectangular Round Rectangular Round Snap In 
Input No. of Mfr. 1.10" Flange 2.87" Flange 1.60" Flange 2.21" Flange | 1.10" Flange 
Type Digits Model Item No. Item No. Item No. Item No. Item No. 
LCD Hour Meters, 3410 Series, 0.95H x 1.45W x 0.75"D, 1%" Spade Terminals 
10 to 300 VDC or 20 to 300 VAC 3410 2PPV5 2PPV6 2PPV7 2PPV8 2PPW1 
Electronic Counters, 3400 Series, 0.93H x 1.3W x 0.75"D, 14" Spade Terminals 
10 to 300VDC, 20 to 300VAC (50/60 Hz) 3400 2PPU7 2PPU8 — — — 


ooo00g8 
HOURS 
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No. 2PAN6 





No. 2PAT2 


ENM 


Hour Meters 


No. 20JNO0O3 No 





. 2PAZ6 





No. 2PAR5 


No. 2PAU9 


No. 2PAR7 





No. 2PAX6 


Most display hours and 10ths. No. 2PAT2 displays hours and minutes. Nos. 2PAV1 and 2PAZ6 display hours and 10ths. Nos. 2PAT3 and 2PAT4 display hours and 


100ths. 
Input Operating Reset Bezel Bezel Face No. of Mounting Fits Panel Mfr. Item 
Type Voltage Type Face Size Type Digits Method Cut Out Model No. 
Electromechanical 
Electrical 10 to 80VDC Non Resettable 2./9. dia. Flange Mount 6 3-SCrew 2.00" dia. T40B45 2PAN/ 
Electrical 10 to 80VDC Non Resettable 2.30 Old: Flush Mount 6 Retainer 2.00" dia. T40A45 2PAN6 
Electrical 10 to 80VDC Non Resettable 1./7°x 1.25" _ Flange Mount 6 Retainer 1.45" x 0.95" 141D45 2PAR3 
Electrical 10 to 80VDC Non Resettable 2.13'X1.29' Flange Mount 6 2-9Crew 1.45" x 0.95" T41£45 2PAR4 
Electrical 10 to 80VDC Non Resettable 2.33 dla. Flush Mount 6 Retainer 2.00" dia. 140A4507 2PAR8 
Electrical 24VAC — 2.80 dia. Flange Mount 6 3-OCrew 2.00" dia. T50B4 2PAY7 
Electrical 24VAC Non Resettable 2.33 dla. Flush Mount 6 Retainer 2.00" dia. T50A4 2PAY5 
Electrical 24VAC — 1.77'x 1.25" — Flush Mount 6 Clip 1.45" x 0.95" 151D4 2PAY9 
Electrical 24VAC Non Resettable 2.13'X1.25' Flange Mount 6 2-SCrew 1.40. X 0.95" TS1E4 2PAZ2 
Electrical 24VAC Non Resettable 2.33 dla. Flush Mount 6 Retainer 2.00" dia. T50A479 2PAZ4 
Electrical 115/230VAC Non Resettable 2.80' dia. Flange Mount 6 3-Screw 2.00" dia. T50B52 2PAR2 
Electrical 120 to 240VAC Non Resettable 2.33 dla. Flush Mount 6 Retainer 2.00° dia. T50A52 2PAR1 
Electrical 120VAC Non Resettable 2./0" dia. Flange Mount 6 3-Screw 2.22’ dia. T55B2A 2PAT3 
Electrical 120VAC Manual 2./0" dia. Flange Mount 6 3-Screw 2.22' dia. T55A2A 2PAT4 
Electrical 120VAC Manual 3.50" dia. Flange Mount 6 3-Screw 2.22' dia. T55A2B 6LVT2 
Electrical 240VAC Non Resettable 2.33 dla. Flush Mount 6 Retainer 2.00" dia. 150A5279 2PAZ5 
Electrical 240VAC Remote 2.13'X1.25' Flange Mount 6 2-SCrew 1.45° x 0.95" ToTES2 2PAN8 
cen etc 240VAC Remote 1./7'x 1.25" — Flush Mount 6 Clip 149X095" 151D52 2PAN9 
Electrical 5 to 28VDC Non Resettable 2.13'X1.25' Flange Mount 6 2-SCreWw 1.45° x 0.95" 11121BB 2PAR5 
Electrical 5 to 28VDC Non Resettable 1.72'x 1.22" — Flush Mount 6 Retainer 1.49: x 0.99" 11141BB 2PAR6 
Electrical 5 to 28VDC Non Resettable 2.20 dia. Flush Mount 6 Retainer 2.00" dia. 11161BB 2PAR/ 
Electrical 10 to 240VAC, 5 to 110VDC Front Panel Push Button or Remote 1.88°x 0.94" — Flush Mount 7 Retainer 170X069 L6C 2PAT2 
Electrical 120VAC Non Resettable 2.13'xX1.25' Flange Mount 6 2-SCreWw 1.45: x 0.95" 11120EB 2PAW9 
Electrical 120VAC Non Resettable 1./2'x 1.22" — Flush Mount 6 Retainer 1.45° x 0.95" 11140EB 2PAX2 
Electrical 120VAC Non Resettable 2.20' dia. Flush Mount 6 Retainer 2.00" dia. 1T1160EB 2PAX4 
Electrical 240VAC Non Resettable 2.20 dia. Flush Mount 6 Retainer 2.00" dia. 11160FB 2PAX5 
Electrical — Non Resettable 2.80’ dia. Flange Mount 6 3-Screw 2.00" dia. TB44B69A 20JN03 
Electrical — Non Resettable 2.80 dia. Flange Mount 6 3-SCrew 2.00" dia. TB44B65A_ _—20JN04 
Inductive _ Manual 2.89 x 1.82" _ Flange Mount 3 2-Screw MT1071R 2PAZ6 
Vibration = Remote 2.13 X 1.20. Flange Mount 6 2-SCrew 1.45" x 0.95" 154C1 2PAU8 
Vibration — Non Resettable 2.13 X 1.40" Panel Mount 6 2-Screw 1.45" x 0.95" 1T54D1 2PAU9 
LCD, Dual Display 
Electrical 8 to 32VDC Remote 2.33. dla. Flush Mount 6 Retainer 2.00" dia T39AA 2PAX6 
LCD, Hourmeter/Tachometer 
Inductive Non Resettable 2.13' Xx 1.40" Surface Mount 8) 2-Screw Piloee 2PAV1 
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ELECTRICAL 
Temperature Controllers 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








OMRON® 


E5CS Series—Easy setting through internal 

DIP and rotary switches. On-demand auto-tune. 
Multiple input. Deviation indicator for easy moni- 
toring. 8-mode alarm output and sensor error 
detection. Input shift function adjusts display to 
reflect known sensor offsets. CE Certified. 


Temperature Controllers 


Designed to monitor and control heating and/or cooling process 
applications. Thermocouple input, no calibration required. Hardware 
included for panel mounting. 


E5C2 Series—Manual dial setting; Type J thermocouple input. 
8-pin octal relay socket mountable; order No. 5X852 on page 216. 





DIN Input Switch Control Mfr. Item 
Size Voltage Function Output Mode* D Model No. 
E5C2 Series 

Ye 100 to 240VAC SPDT (1) 3A Relay On/Off 4.00 E5C2R20JWAC 10024032392 4A481 

V6 100 to 240VAC SPDT (1) 3A Relay PD 4.00 E5C2R40JWAC 10024032392 4A482 
E5CS Series 

Ye 100 to 240VAC SPST NO (1) Relay On/Off or PID Cech E5CSVR1TF AC100-240 1BEF8 

Vie 100 to 240VAC SPST NO 12VDC On/Off or PID cei E5CSVQ1TF AC100-240 1BEH2 


* PID=Proportional-integral-derivative. PD=Proportional-derivative. 


Analog Temperature Controllers 


Proportioning controls feature dial/potentiometer setpoint. 5A output relay. 20-sec. 
cycle time. Temp. range: 50° to 850°F. UL Recognized, CSA and CE Certified. 


oncn O 
TEMpco Sy * 












J TYPE K TYPE 
DIN Description/ Input Mfr. Item Mfr. Item 
Size Special Features Voltage Output D Model No. Model No. 
6 Dial Setpoint 100 to 130VAC (1) 5A Relay 3.75" | TEC17112 3FXJ3 | *TEC17126 3FXJ4 
Vs Dial Setpoint, Deviation Meter Display 120/240VAC (1) 5A Relay 2.56" | TEC5/201  3FXJ5 | +TEC5/7203 3FXJ6 Analog Analog w/ 
%, Dial Setpoint, Single Red LED Digital Display 90 to 264VAC (1) 5ARelay 2.56" | TEC5/7401  3FXJ7 ~~ ~*TEC57403 3FXJ8 Digital Display 
es g fy" e 7 
i GAS ) Analog Digital 
EMPco sacalis Control Box re : } Control Box 
Temperature Control Boxes oe 
. a ae 
Include 6-ft. cord. All components are UL Listed or O a 
Recognized, CSA and CE Certified. - 
PCT Series—Feature pilot light and 15A straight-blade 
heater receptacle. For indoor use. Analog boxes have Contry P eee pli ‘ an Ee a input aa A 
blue metal housing, mounting slots, and 4° typical Analog mps Temp. Tange __lype utput__|_Voltage one 0. omage oe 0: 
hysteresis. Digital boxes have plastic housing, TEC-220 On/Off 15  60°to250°F_ _—Bulb — 120VAC _PCT10001 _5FYL4 240VAC___PCT10003 _5FYL6 
; “im On/Off 15 150°to550°F Bulb —~\420VAC PCT10002 SFYL5 | 240VAC  PCT10004 5FYL7 
electronic temp. controller, and red illuminated On/Oft = — png 45 30° fo 1o00°F 120VACPCT20001 5FYL8 | 240VAC PCT20003 5FYNO 
rocker switch. Nos. SFYL4 to SFYL7 have Invensys-type “On/Off 15 32°to 1000°F  -K T20VAC PCT20002  5FYL9 | 240VAC  PCT20004_ 5SFYN1 
th 4" " eani Digital 
mechanical thermostat with 4° bulb and 48° capillary. PID 15 0° to 1200°F J (1) Relay | 120VAC PCT30001 SFYN2 | 240VAC  PCT30002 5SFYN3 
a : PID 15 0° to 2400°F K (1) Relay | 120VAC PCT30003. SFYN4 | 240VAC  PCT30004 SFYNS 
PCM Series—NEMA 12 enclosure. Feature TEC-9100 PID 16 0° to 1200°F J (1) Relay | 120VAC PCM10001 5FYN6 | 240VAC PCM10002 5FYN7 
electronic temp. control. Nos. SFYN6 to SFYN9 have PID 16  O°to2400  K (i) Relay | 120VAC PCM10003 SFYN8 | 240VAC PCM10004 5FYN9 
20A straight-blade heater receptacle and standard PID 24 ee Universal Contactor | 240VAC PCM10005 5FYPO | 480VAC PCM10006 S5FYP1 
thermocouple jacks. Nos. 5FYPO to 5FYP3 have internal Denendent 
PID 4 pendent on Universal tactor | 240VAC_ PCM10007 5FYP2 | 480VAC_ PCM1 FYP 
blocks and can be used on single or 3 phase. 2 -Sensormype_<-VeSe Contactor | eine reMner ea Se re 
2 ® 
red lon _ 
Pye Singl —— 
ingle . —— 
= 3 fy" 
T-Orco Sy Display PXU Series Temperature 


Digital Temperature Controllers 
Controllers ee 


Microcontroller-based controls with autotuning 
fuzzy logic PID are designed for industrial and 
commercial heating and cooling applications. 
Universal thermocouple or RTD programmable. 
90 to 250VAC power input. NEMA 4X front. 


= 100 to 240VAC or 24VDC 

Accept a wide variety of thermocouple and 

RTD sensor inputs to meet varying application 
requirements. Designed for simultaneous viewing 
of temperature/process, and setpoint values. 


No. 45PD57 


= berm, 
_ eee ae 


Dual 
Display 








DIN Mfr. tem Features on demand auto-tuning for easy set 
Size Output D Std. Model No. : 

Single Red LED Digital Display up and provides 2 control outputs, which can be 

(ae (i) Said State Relay Drive-SVDC and (IV 2A Relay-437" —ULCSACE —Tecoso13apxx1— | ("dlvidually configured for reverse or direct appli- 

30 olid State Relay Drive- an elay 4. ,CSA, . : F 

Vo (2) 2A Relay 437° ULCSACE  TECO3002 3FXJ9 cations using front panel push-button or Crimson® 

Ve (1) 4 to 20mA and (1) 2A Relay 3.75' _UL,CSA.CE _TEC15023 3FXK5 software. Large dual line, 4-digit displays. IP65 

Ye (1) Solid State Relay Drive-5VDC and (1) 2A Relay 3.75" UL,CSACE _TEC15011 3FXK4 ’ No. 45PD58 
7 (0) DA Relay 375" —ULCSACE ~~ TEC{3002 3FXK3 ingress protection. UL Listed, 61010-1 approved. 

High Limit, Single Red LED Digital Display 100 to 240VAC 24VDC 
6 1) 2A Relay 3.75" UL,CSA,CE,FM TEC16001 3FXK6 DIN Switch Mfr. Item Item 
Dual Red LED Digital Display Size Function D Model No. No. 
Ke (1) 2A Relay 4.96" UL,CSA,CE _TEC14044 3FXK7 Ag SPST NO 3.14" PXU100 45PD47 45PD49 
Ke (1) 4 to 20mA 4.96" UL,CSA,CE TEC 14092 3FXK9 Ke (2) SPST NO 3.14" PXUT1A | 45PD51 45PD54 
Ke (1) Solid State Relay Drive-5VDC 4.96" UL,CSACE TEC14040 3FXK8 Ae NPN 3.14" PXU200 45PD57 45PD59 
Ke (2) 2A Relay 4.96" UL,CSA,CE TEC18002 5FYK7 Ag NPN/SPST 3.14" PXU21A | 45PD62 45PD64 
% (1) 2A Relay 3.12" UL,CSACE _TEC34034 3FXL1 Ag 4 to 20mA 3.14" PXU300 45PD66 45PD67 
% (1) 4 to 20mA 3.12" UL,CSA,CE TEC34018 5FYJ4 Ag SPST NO, 4 to 20mA 3.14" PXU31A_| 45PD69 45PD72 
% (1) 4 to 20mA and (1) 2A Relay 3.12" UL,CSA,CE TEC34026 5FYJ5 % NPN 2.82° _ PXU200 45PD58 45PD60 
% (1) Solid State Relay Drive-5VDC 3.12" UL,CSA,CE EC34016 5FYJ3 % (2) SPST NO 2.82" PXU11A | 45PD52 45PD55 
% (1) Solid State Relay Drive-5VDC and (1) 2A Relay 3.12" UL,CSA,CE TEC34015 5SFYJ2 % NPN/SPST 2.82" PXU21A | 45PD63 45PD65 
% (2) 2A Relay 3.12" UL,CSACE 1TEC34025 3FXL2 % SPST NO 2.82'  PXU100 45PD48 45PD50 
7 (1) 2A Relay 2.56' UL,CSA,CE _TEC56025 3FXL3 % SPST NO, 4 to 20mA 2.82" PXU31A | 45PD70 45PD73 
7 (1) 4 to 20mA 2.56 UL,CSA,CE TEC56019 5FYJ7 7 (2) SPST NO 2.82" PXU11A | 45PD53 45PD56 
7 (1) Solid State Relay Drive-5VDC 2.56' UL,CSA,CE TEC56013 5FYJ6 7 SPST NO, 4 to 20mA 2.82" PXU31A_ | 45PD71 45PD74 
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ELECTRICAL 
Temperature Sensors 


Scan. Order. Done. |= 
Details on page A1. 
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Bendable 





Thermocouple 
No. 5ZY12 Standard 
Plug 
No. 5ZY31 





Heavy-Duty 
Thermocouple 
No. 5ZY26 





Thermocouple 
ee 
ble Depth No. SAGF4 peerage 
Adjust t 
Biietiec ollpte No. 5ZY34 
No. 5ZY15 
Thermocouples, RTDs, Lead Wire, and Accessories TEOrco ay 
THERMOCOUPLES Adjustable Depth RTD 


Thermocouples adjust to immersion well depth. 
For extruders and platens. Spade terminals and 
adjustable bayonet cap. 


Resistance temperature detectors (RTDs) offer greater 
repeatability and interchangeability than thermocouples 
or thermistors over the standard temperature scale. 
Thermocouple Wire 


Senses temperature of an object and feeds that informa- 
tion to a temperature control device that regulates power 
to the heating source or to a measuring instrument or 
temperature monitoring device. 


Bendable, Mineral Insulated 

Plug and jack connectors allow probe to measure 
temperature in hard-to-reach areas. 

Lug Type 

Y4"-hole thermocouples are held in place by a 
bolt to measure surface temperatures. 


Heavy-Duty 

Rugged, pipe-protected thermocouple element is for 
use in heavier industrial applications. Easy field wiring 
of enclosed terminals found inside protected head. 


Temp. Item Item Item Item 
Description Limit (°F) Length No. Length No. Length No. Length No. 
Thermocouples, Mineral Insulated, Bendable 
Ye" OD Probe Mini Plug/Jack, Type J 1300 — _ 12" Probe 3AEY1 18" Probe 3AEY2 24" Probe 3AEY3 
Ye" OD Probe Mini Plug/Jack, Type K 2100 — _ 12" Probe 3AEY4 18" Probe 3AEY5 24" Probe 3AEY6 
¥%16' OD Probe, Plug/Jack, Type J 1300 _ _ 12" Probe 5ZY10 18" Probe 5ZY11 24" Probe 3AEX8 
%16' OD Probe, Plug/Jack, Type K 2100 — _ 12" Probe 5ZY12 18" Probe 5ZY13 24" Probe 3AEX9 
Thermocouples, Mineral Insulated w/AL Connection Head 
Ys" OD, ¥2" NPT, 316 SS, Type J 6" Probe 3AEY7 12" Probe 3AEY8 18" Probe 3AEY9 24" Probe 3AEZ1 
Ys" OD, ¥%2" NPT, Alloy 600, Type K 2100 6" Probe 3AEZ2 12" Probe 3AEZ3 18" Probe 3AEZ4 24" Probe 3AEZ5 
Thermocouples, Heavy-Duty Construction 
Yo" Pipe, 304 SS Sheath, Type J 1300 — _ 12" Probe 5ZY22 18" Probe 5ZY23 — _ 
Ya" Pipe, 601 Inconel Sheath, Type K 2100 — _ — _ 18" Probe oZY 26 24" Probe oZY27 
Yo" Pipe, Carbon Steel Sheath, Type J 1200 _— _ 12" Probe 5ZY24 18" Probe 5ZY25 _ _ 
Thermocouples, Adjustable Depth, *4c" OD 
Bayonet, Spring, SS Overbraid, Type J 900 4' Leads 5ZY15 6' Leads 5ZY16 8" Probe 5ZY17 10' Leads 5ZY18 
Compression Fitting, SS Armor, Type J 900 _— _ 6' Leads 3AAA5 8" Probe 3AAA6 10' Leads 3AAA7T 
Thermocouples, Lug Type, 4" Hole 
SS Overbraid, Spade Terminals, Type J 900 _— _— _— _ 12' Leads 3AEZ7 _ _ 
SS Overbraid, Spade Terminals, Type K 900 4' Leads 3AEZ6 _— _ 12' Leads 3AEZ8 _ _ 
Thermocouples, General Purpose 
Tube and Wire, %s6' OD Probe, Type J 900 —_— _— _— _ 12" Probe, 6' Leads 3AAA1 _ _ 
Tube and Wire, %6' OD Probe, Type K 900 3" Probe, 3' Leads 3AAA2 | 6"Probe,6'Leads 3AAA3 12" Probe, 6' Leads 3AAA4 _ _ 
RTD, Std. Tube, 316 SS 
Ys" OD, 3-Wire, 1000 0° to 392° _ _ 6" Probe, 6' Leads  5ZY14 — — — — 
¥%i6' OD, 2-Wire, 10000 0° to 900° — _— 6" Probe, 6' Leads 3FWX4 — —_ — —_ 
¥%i6' OD, 3-Wire, 1000 0" to 392° _ _— — _ 12" Probe, 8' Leads 3FWX3 — — 
Plug w/Jack, %s6" OD, 1000 0° to 392° 12" Probe 3FWX8 — — 24" Probe 3FWY1 — — 
Thermocouple Wire, Fiberglass Jacket 
20-Ga. Solid 900°F — _ Type J, 250' 3HWL5 — _ Type K, 250’ 3HWL2 
20-Ga. Stranded 900°F Type J, 100’ 3HWL6 Type J, 250' 3HWL8 Type K, 100’ 3HWL7 Type K, 250’ 3HWL9 
24-Ga. Solid 900°F Type J, 100’ 3AGF1 — _ Type K, 100’ 3AGF3 — _ 
24-Ga. Stranded 900°F _— _ — _ Type K, 100’ 3AGF4 _ _ 
Thermocouple Extension Wire, PVC jacket 
20-Ga. Solid 221°F _— _ — _— — — Type KX, 250’ 3HWL3 
Plugs/Jacks 
Miniature Bezel Panel Jack — J Type, 2-Pin 3FXR4 K Type, 2-Pin 3FXR5 — — — _ 
Miniature Jack — J Type, 2-Pin 3FXN5 K Type, 2-Pin 3FXN6 — —_— — _ 
Miniature Plug — J Type, 2-Pin 3FXN3 K Type, 2-Pin 3FXN4 — — = _ 
Standard Bezel Panel Jack = J Type, 2-Pin 3FXR1 K Type, 2-Pin 3FXR2 — _ = _ 
Standard Jack _ J Type, 2-Pin 5ZY33 K Type, 2-Pin 5ZY34 _ _— _ _ 
Standard Plug — J Type, 2-Pin 5ZY31 K Type, 2-Pin oZY32 — _ — _ 
Bayonet Adapters 
Y%-27 NPT — 7" Length 5ZY30 1%" Length 3AGA8 1%" Length 3AGA9 2" Length 3FXN1 
Compression Fittings Ys" (M)NPT 
Adjustable Brass, For Use With: _ Ye" OD Probes 3FXP7 ¥16' OD Probes 3FXP8 Ys" OD Probes 3FXP9 _ _ 
Non-Adjustable Brass, For Use With: — Ye" OD Probes 3FXP5 ¥%16" OD Probes 5ZY28 Ys" OD Probes 3FXP6 — — 
Cable Clamps 
SS Construction, For Use With: = Standard Plugs/ — &7y99 = = = = Grommets-Mini — sxpq 
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TEMpPco @&y 
Types MG, TGGT, and PTFE 
High-Temp. Lead Wires 


For commercial or industrial applications, heaters, furnaces, 





: : : Type MG 
kilns, and food service equipment. se Beene 
TYPE MG 
= Rated for 600V 
Mica glass composite insulation over stranded nickel-clad 
copper conductors. Covered by fiberglass overbraid with 
high-temp. finish for superior insulation and dielectric 
strength. UL 5335/5107, CSA AWM Class 1 Group A/B FT-1. 
TYPE PTFE 
" Rated for 300V Spool _—_ Jacket Max. 22 AWG | 20AWG | 18AWG | 16AWG | 14AWG | 12AWG | 10 AWG 
PTFE insulation is extruded over silver-plated copper Length Color Temp. (°F) | Item No. | Item No. | Item No. | ItemNo. | ItemNo. | Item No. | Item No. 
conductors for high-temp. performance. UL 1180, CSA AWM 100 f. Natural 349° — — OKE36 oKF37 OKE38 OKE39 OKF40 
Class 1 Group A/B FT-1. mei ft. Natural 842° _ — 3GRK2 | 3GRK3 | 3GRK4 | 3GRK5 | 3GRK6 
pall oe 
@ ° = = 

neulated with PT st — Settee Henne Senne S6RRS- Seno —Sennt == 

i j E ; ac : 4 _ _ 
Insulated with PTFE tape over stranded nickel plated copper Sone Rad G50 SCRPA—13GRPS—1_3GRP> 1 3GRP7—1 3GRNG = = 
conductors, then 2 layers of fiberglass insulation. Covered 550 ft. White 399° 3GRP9. | 3GRP8 | 3GRP7.| 3GRPG6.|  3GRP5 = = 

é igh- TGGT 

by PTFE treated fiberglass overbraid for safe, high-temp. ai ——Natural 155° = = oRER REDS REA OKEAG ORES 
applications. UL 5256, CSA AWM Class 1 Group A/B. 250 ft. Natural 482° = = 3GRK7_| 3GRK8 | 3GRK9 | 3GRL1 | 3GRL2 





oo 


Thermocouples 


and Accessories 


= Type J: 32° to 1380°F 

= Type K: -325° to 2280°F 
These MgO-insulated ther- 
mocouples are made using 

the highest purity MgO for 
temperatures up to 2300°F 
(1260°C). Thermo elements are 
all ANSI special limits of error 
to give your measurements the 


No. 
36GL12 





No. 41A062 





No. 41A072 


—____ —% 






best possible results. No. 36GK84 No. 36GL03 
TYPE J TYPE K 
304 Stainless Steel Inconel 600 
Probe Plug or Item Item 
Length Connector Type No. No. 
ee Mini Pl 36GL10 36GL14 
: 0 in Plug 
pelea 6.0" Standard Plug 36GL12 36GL16 
12.0° Mini Plug 36GK68 36GK71 
18.0" Mini Plug 36GK69 36GK72 
24.0" Mini Plug 36GK70 36GK73 
0.125 0.D., Ungrounded 
6.0" Mini Plug 36GL09 36GL13 
6.0" Standard Plug 36GL11 36GL15 
12.0" Mini Plug 36GK74 36GK77 
24.0 Mini Plug 36GK76 36GK79 
oy int Plug 
Honeywell 0.188 0.D., Grounded 
12,0: Standard Plug 36GK92 36GK94 
T t ip b 18.0" Standard Plug 36GK93 36GK95 
emperature Fronpes eee = Standard Plug 36GL05 36GL06 
ae ee : .D., Ungrounde 
Maximize your component and product performance for many applications. 12.0" . Standard Plug 36GK96 36GK98 
These probes provide enhanced reliability, repeatability, precision, and 18. plandard Pie ae seek 
responsiveness. Feature wide operating temperature. TYPES | TYPEK 
Probe Plug or Black Yellow 
Temp. Probe Temp. Probe Contact Mfr. Item Connector Type Characteristics Item No. | Item No. 
Range (F) Measuring Element Connection _Material Model No. Thermocouple Jack : 
nero Tempers ob nue rags Ao ago | ats Sa 
-40° to 302° 2000 ohm ais anata Mini Brass ES120-0026 _— 41A060 Miniature Flat Pins, Single Screw Design 36GK86 | 36GK89 
-40° to 302° i Mini Brass ES120-0030 41A062 standard 2 Pin 36GLO3 | 36GL04 
oa 300 Stainless ean ature: Flat P 36GK81 | 36GK8 
-76° ° i 2 iniature at Pins 4 
= aa ea Thermistor Bare Wire Steel 590-53AD33-104 41A072 Mint Flt Pins, No Loup suck SuGKB 
urface Temperature Probe iniature at Pins, Single Screw Design 
-40° to 302° 10K Ohm NTC Thermistor Spade Stainless Steel 535-34AB03-103 41A075 Standard 2 Pin 36GL01 | 36GL02 
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No. 5JC04 No. 22HU69 No. 19YY54 





No. 3XJV5 
“ : No. 6KCK5 
GChemtronics seams | TECHSPRAY 
Soldering Accessories 
Mfr. Item Pkg. 
Description Model No. ty. 
Chemtronics 
Circuitworks® Silicone Heat Sink Compound, 6.5g Syringe Dispenser CW7100 1UYE2 1 
Circuitworks Overcoat Pen, 4.99 CW3300G 5JCO1 1 
Ultrajet® 70 Duster, 10 oz. Aerosol ES1015 5JCO4 1 
Foamtips™ Cleaning Swabs, 5.1°L CF2050 1UYE1 50 
Techspray 
Diagnostic Freezer, 100% Pure HFC-134a 1672-10S 22HU69 1 
Ecoline Blue Shower Cleaner/Degreaser, 10 oz. 1620-10S 19YY54 1 
G3 Blue Shower Cleaner/Degreaser, 16 oz. 1630-165 22HU91 1 
70% Isopropyl! Alcohol Cleaning Wipes, Pop-Up Tub 1608-100DSP 22HU58 1 
70% Isopropyl! Alcohol Cleaning Wipes, Flip-Top Tub 1608-100FL 22HU54 100 
70% Isopropyl Alcohol Cleaning Wipes, Refill 1608-100R 22HU55 100 
70% Isopropyl Alcohol, 1 gal. 1608-G4  22HU53 1 


1610-50PK 3XJV6_ 1 
1610-100DSP_ 3XJV5__ 1 
1610-100FL_ 22HU56 100 


99.8% Isopropyl Alcohol, Individually Wrapped Packets 
99.8% Isopropyl Alcohol, Wipes, Pop-Up Tub 
99.8% Isopropyl Alcohol Cleaning Wipes, Flip-Top Tub 


99.8% Isopropyl Alcohol Cleaning Wipes, Refill 1610-100R 22HU57 100 
99.8% Isopropyl Alcohol, 1 gal. 1610-G4  6KCK5 1 
99.8% Isopropyl Alcohol, 5 gal. 1610-5G 19YY52 1 
Diagnostic Freezer, 15 oz. 1672-155 22HU70 1 
Conformal Coating, PCB Coating 2108-125 22HU90 1 
Silicone-Free Heat Sink Compound, 4 oz. 1978-DP 19YY66 1 


//T WChemtronics 
Me xicn SM sooce-wex 


Desoldering Braid 


Desoldering Braids 

Used to wick solder away from circuit boards. 
Antistatic braids are packaged in a ESD-safe, static 
dissipative bobbins. 

No-clean flux type braid is nonionic. Nonconductive 
residue does not have to be cleaned off the board. 





No. 19YP77 








No. 5HZ97 

Flux Braid Mfr. Item Pkg. 
Type Number Color W L Brand Model No. Qty. 

No-Clean — Black/Red %2' _8 ft. American Beauty 485-8C 19YP/7 1 

Rosin 3 Copper — __i0it. Chemtronics 80-4-10 24JY90 1 

Rosin 3 Green 0.0/5" Ott. Soder-Wick 80-3-5 — 5HZ97 1 
Rosin 3 Green 0.075" ft. American Beauty 484-3 49W641 20 
Rosin 4 Blue 0.098" 5ft. American Beauty 484-4 49W642 25 

No. 19YP78 
a 
No. 3W887 


rx PEER E 





No. 23Z363 


TS pmerican 
Beauty 


Weller’ = 6 JONARDTOOLS’ 
Desoldering Hand Pumps 


Remove and clean unwanted solder. One-handed operation. 
Pumps are self cleaning. 


Mfr. Item 

Item Characteristics L Brand Model No. 
Desoldering Bulb —_— 3%" American Beauty SS-8 19YP78 
Desoldering Pump ESD Safe V2: Weller 78/4B _3W887 
High Vacuum Desoldering Pump PTFE Tip 13" Ok Industries DP-100 232363 


High Vacuum Desoldering Pump PIFE Tip, ESD Safe 13" OkIndustries DP-200 232364 
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@Chenmtronics’ => TEGHSPRAY 
No. 5JC0O2 


PLATE \Veller 


Flux and Flux Removers 
FLUX PENS 


No. 5JC02 is an innovative, halide-free organic 
no-clean flux that meets Bellcore TR-NWT- 
000078 and IPC-SF-818 for surface insulation 
resistance. No. 5JCO03 is Type R flux that 
meets MIL-F-14256 E+F Type R and RMA. 


FLUX-OFF® ROSIN REMOVERS 
Flux-Off Rosin Remover Nos. 5JC06 and 






No. 19YY51 

1UYD9 are plastic safe and effective on all 

rosin and rosin-based no-clean flux. Available 

with Brush-Clean System No. 5JCO6. E-line : 

Flux Remover No. 19YY55 is a powerful, 

plastic-safe and economical flammable. 

Effective on rosin, RMA, con-clean, and OA “ur 

flux. G3 Flux Remover No. 22HU60 is powerful => 

and nonflammable. Effective on rosin, RMA, 

and no-clean flux. No. 22HU6GO  No«. 19YY74 

Mfr. Item 
Description Size Brand Model No. 

Flux Removers 
Flux-Off® Rosin Remover 5 oz. Chemtronics ES835B 5JC06 
Flux-Off® Rosin Remover 16 0z. Chemtronics ES1035 1UYD9 
Flux Pens 
No-Clean 0.32 oz. Chemtronics CW8100 5JC02 
Rosin 0.32 oz. Chemtronics CW8200 5JC03 
Flux Removers 
Dissolves Type R, RMA, SaA and Most No-Clean Fluxes 0.32 0z. Techspray 2506-N 3JDK/ 
SMT Reflow Oven Cleaner 1qt._Techspray _15/73-QT 19YY51 
E-LINE Flux Remover 10 0z. Techspray 1621-105 19YY55 


G3 Flux Remover 160z. Techspray 1631-165 22HU60 
Flux Dispensers 

Needle Tip, 0.50mm 2 02. Plato FD-2. = 19YY73 
Needle Tip, 0.25mm 2 OZ. Plato FD-21 19YY74 
Needle Tip, ESD, 0.25mm Z 02. Plato SF-01 =19YY75 
Needle Tip, 0.02", ESD _ Weller FD2D _6W/19 








No. 19YP76 
No. 19YP60 No. 32TV33 
No. 22HU71 
y BAmerican a o U 
BBeaty WHAKCO. = 


No. 22HU66 


PLATE \VVeller 
Soldering Tip Maintenance 





No. 1UNE7 
Cleans and renews soldering tips for longer life. 
Mfr. Item Pkg. 
Description Size Model No. Qty. 
American Beauty 
Soldering Iron Tip Cleaner, Brass 215X275" CS-BS1 19YP75 1 
Soldering Iron Tip Cleaner, Brass 4"L CS-BS2 19YP76 1 
Soldering Iron Tip Cleaner, Includes i 
Cellulose Sponge and Tray a'L 481 19¥P60 1 
Replacement Sponge — 4818 49W654 6 
Hakko 
Solder Tip Cleaner Refill, Brass — 599-029 32TU30 Ss 
Tip Cleaner, Brass Sponge S 999B-02 32TV33 1 
Plato 
Tip Cleaning Sponge 22 X10 X71 CS-1 22HU71_—‘1 
Tip Cleaning Sponge 2./'X2.7'xX 0.625" CS-44/625 22HU80 1 
Tip Cleaning Sponge 21 X20 x1 CS-44 22HU79 1 
Tip Cleaning Sponge 2.05 K215 X17 CS-14 22HU72 1 
Tip Cleaning Sponge Je X20 XT CS-47 22HU82 1 
Tip Cleaning Sponge 3 X 2.20 X 1 CS-36 22HU77 1 
Tip Cleaning Sponge 4.5"x 3.5'x 0.625" CS-9/625 22HU83 1 
Tip Cleaning Sponge, Cut-to-Fit Sheet 17" x 8.5" x 0.9" CS-17 22HU74 1 
Tip Cleaning Sponge, Cut-to-Fit Sheet 17" x 8.5"x 0.625"  CS-17/625 22HU75 1 
Tip Cleaning Sponge, Includes Holes 2.45 X210 XT CS-14M 22HU73 1 
Tip Tinner, Oxi Tips Solder/Cleaner Combo — TT-95 22HU66_ 1 
Weller 
Replacement Wool Ball _— 10051384099 1UNG4 2 
Soldering Sponge 4.625" x 3" x 1.5 EC205 5VZZ4 1 
Soldering Sponge, Swiss Cheese Style _— EC305 5VZZ5 = 1 
Sponge _— WCC104 20UX42_ 1 
Tip Cleaner, Dry Tip Cleaner — T0051512599 20UX60 1 
Tip Dry Cleaning System, Includes 
Stand and One Wool Ball 7 10051512499 1UNG3 1 
Tip Polishing Bar — WPB1 1UNE7 1 
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Weller 


Fume Extractors 


Bench Top—Both units feature 
a rotary vane pump. No. 2UV21 is 
designed for removing flux fumes 
from a soldering work bench. 


Air Input 
Item Flow Voltage 
Soldering Fume Extractors 
Benchtop Solder Smoke Absorber 87 to 107 cfm 120VAC 
Stationary Fume Extractor _ 120/230V 
Portable Fume Extractor — 120V 


Soldering Fume Extractor Accessories 
Replacement Filter 
Pre-Filter 
Replacement Filter 
Replacement Carbon Filter 
Arm Kit 
Inlet Fitting 
Tee Inlet Fitting 
Tube 
Tube 
Soldering Iron 
Parts Kit 


Fume Extractors 


Benchtop Soldering Fume Extractor—Designed 
to be used in either a vertical, standing up position 
or a horizontal, laying down position. Horizontal 
position increases efficiency and airflow. Standard 
activated carbon filter absorbs up to 80 percent of 
odors from the air. 


No. of 
Description Inlets 
Fume Extractors 
Benchtop Soldering Fume Extractor, Activated Carbon Foam Filter 1 
Soldering Fume Extractor, Activated Carbon Filter 2 


Accessories 

For Use With Mfr. No. FA400 

Fume Extractor Carbon Filter, Polyurethane Foam, Pkg. of 5 
For Use With Mfr. No. FA430 

Fume Extractor Loc Line Kit, Neoprene, Round Nozzle 

Fume Extractor Duct Kit, ESD Safe Plastic, Rectangular Nozzle 
Fume Extractor Duct Kit, ESD Safe Plastic, 55mm dia x 1.2m 
Fume Extractor Carbon Odor Filter, Pleated Media, Pkg. of 1 
Fume Extractor Pre Filter, Polyethylene, Pkg. of 10 

Fume Extractor Main Filter, Pleated Paper Medium, Pkg. of 1 
Fume Extractor Loc Line Kit, Neoprene, Rectangular Nozzle 


MASTER 


APPLIANCE 


Designers and Mt Tools for Industry 


(WESTWARD 


Butane-Powered Micro Torches 


Master Appliance®°—A|| No. 5HD24 has larger flame 
torches are self-igniting. Meet hands-free mode with safety 
CPSC requirements. lock. Runs 30 min. 


Nos. 32MC12 and 5PYT3 are 
palm size and feature pinpoint 
flame with lever adjustment. 


No. 32MC12 includes '6-0z. 
canister of butane fuel. 


No. 5PYT4 table-top mount 
features low-profile hands free 
operation with safety lock and 
table base. Runs 1 hr. 


Nos. 1WG61, 5PYT6, and 
1YMK6 are designed for hand- 
held or tabletop use. Run 2 hr. 
Nos. 1WG61 and 5PYT5 are 
open flame only. 


Nos. 5PTY6 have miniature 
torch with slide lock, instant 


Run thr. 


Nos. 1YMK5 and 6NE94 are 
handheld/tabletop tools that 
feature slide lock, gas adjust- 
ment wheel, and instant Off. 
Run 2 hr. 


Westward®—Nos. 462439 
feature a windproof flame and 
waterproof ignition. 


Off, and gas adjustment wheel. 


No. 2UV21 


Includes 


1 Carbon Filter 
Extraction Unit, Extraction Arm, Angled Nozzle, Stop 
Valve, Bench Mounting Bracket, and Extraction Hose 
Fine Dust Filter and Compact HEPA Gas Filter 


For Use With Mfr. No. WFE2P 
For Use With Mfr. No. WFE2P 
For Use With Mfr. No. WFE2S 
For Use With Mfr. No. W5A350 
For Use With Mfr. No. WFE2S 
For Use With Mfr. No. WFE2S 
For Use With Mfr. No. WFE2S 
For Use With Mfr. No. WFE2S 
For Use With Mfr. No. WFE2S 
For Use With Mfr. No. WFE2S 
For Use With Mfr. No. WFE2S 


MHAKCO:; 


Soldering Fume Extractor—This extractor 
features powerful suction, quiet operation, High, 
Medium, and Low airflow adjustment, free-standing 
ducts, and a filter replacement indicator that notifies 
you when it's time to replace the filter. 





No. 32TV20 





Mfr. 
Model 


WSA350 
U-100-1056-ESDN 
T0053660299N 


10053641099 
10053642199 
10058735937 
WSAS350F 
T0053657199N 
10058762769 
10058762766 
T0052918699N 
T0052918599N 
T0052916699N 
10058744876 





Air Input Mfr. Item 
Flow Voltage Model No. 
38.8 cfm 120VAC FA400-04 32TV20 
16/7 cfm 120VAC FA430-16 32TV21 
A1001 321V15 
999-205-01B 3821V12 
G15/1 321V18 
G15/2 321V19 vo) 
999-245 321V14 
A1585 32TV16 
A1586 32TV17 
999-205-028  32T1V13 No. 32TV21 
No. 1WG61 No. 5PYT5 No. 5HD24 
Mfr. 
Includes Model 
Master Appliance Micro Torches 
Refillable Fuel Cell MT-11 
32MC12 and '%6 oz. (1YMK4) Can of Butane MT-11K 
Built In Refillable Metal Fuel Tank MT-30 
Built in Refillable Fuel Tank and Hands Free Lock MT-51 
1WG61 and '%e oz. (1YMK4) Can of Butane MT-51B 
1WG61, Hot Air Tip and Heat Shrink Attachment MT-51H 
Built in Refillable Metal Fuel Tank and Removable Base GT-70 
Built in Refillable Fuel Tank and Removable Base MT-70 
Soldering Tip, Hot Air Tip and Removable Base MT-76 
1YMK5 Hand Torch, Table Top Stand, Wire Cutter and Needle 
Nose Pliers, 4 Tips (Soldering/Shrink/Polyfoam Cutter/ MT-76K 
Hot Knife), Roll of Lead Free Solder, Plastic Case 
Westward Micro Torches 
Extended Nozzle Micro Jet Torch, 1%" 462439 
Westward Flameless Micro Torches 
Replacement Nozzle, For Use With 4VAA3 oCYY4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


No. 5WAC1 


Item 
No. 


2UV21 
SWAC1 
20UX28 


20UX40 
20UX41 
20UX20 
2UV22 

20UX22 
20UX29 
20UX31 
20UX36 
20UX37 
20UX38 
20UX39 











No. 1YMK5 


Item 
No. 


32MC12 
oPYT3 
oPYT4 
1WG61 
oPYTS 
1YMK6 
SHD24 
oPYT6 
1YMK5 


6NE94 


462439 
oCYY4 
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MASTER , 


APPLIANCE ° 


Designers and Manufacturers of Heat Tools for Industry 


Butane-Powered Soldering 


lrons/Flameless Heat Tools 


MASTER APPLIANCE® 3-in-1 Ultratorches® 


Copper-based tips provide long Soldering iron/flameless heat 
life and high thermal conduc- tools also offer torch mode 
tivity; excellent with lead-free with adjustable pinpoint flame. 
solder. Kits include the tool Manual ignition. Run times: 
with the same beginning Mfr. No. 3W774 20 min. 


Model, tips, a plastic or metal ~—s Eggnojron® Kit 4-in- 
case, and other accessories 1 Heat Tool 


ISietee eee: Manual ignition. Run time: 60 

Self-Igniting Ultratorches® —_ min. 

Convenient On/Off gas control WESTWARD® 

and adjustable temperature 

control. Durable tank has 
No. 4UZZ8 built-in fuel filter. Run times: 





No. 3W772 


4-in-1 Auto-Ignition Tool 
No. 4UZZ5 operates as rapid 












Ns. NESE and SPY 80 
min.; Nos. 3W772 and 3W773 ied Boos pie 
54 hr sion torch. Run time: 160 min. 
Nos. 4UZZ6 and 4UZZ9 feature 
refillable fuel cells (LECs) for cold 
weather operation. No. 4UZZ6 
has heavy-duty plated copper 
soldering tips. 
emp. Mfr. Item Item Pkg. 
Includes Rating Model No. Description No. Qty. 

Master Appliance Self-Igniting Ultratorches® Accessories 
lron, Soldering and Hot Air Tips, Protective Cap 392 to 1202°F UT-40SI 6NE96 Master Appliance 
lron, Hot Air Tip, Heat Shrink Attachment, Protective Cap, Manual 1202°F Max. UT-40SiH 5PYR9 Butane Refill Canister, ‘16 Oz 1YMK4 12 
lron, Soldering and Hot Air Tips, Shrink Attachment, Protective Cap 482 to 1202°F UT-100S! 3W772 Butane Refill Canister, 5% oz 3W799 1 
3W772, 5 Tips, Shrink Attachment, Cap, Wire Cutter, ° . Butane Refill Canister, 5% oz 3KMT5 24 
Needle Nose Pliers, Solder Coil, Plastic Case age I) 10e Fr VISE. aun Westward 
3W772, Soldering and Hot Air Tips, Shrink Attachment and Metal Case 482 to 1202°F UT-100SIK 5HD27 Hot Knife, For Use With BCYX3 { 
3W772 Torch, Hot Knife Tip 482 to 932°F UT-100Si-HK — 5PYTO 4UZZ9, 4UZZ5, 4UZZ8 
Iron, Soldering and Hot Air Tips, Heat Shrink Attachment, Protective Cap 482 to 1004°F UT200SI 3W773 Hot Blower, For Use With 5CYX4 { 

Master Appliance 3-in-1 Ultratorches® 4UZZ9, 4UZZ5, 4UZZ8 
lron, Soldering and Hot Air Tips, Protective Cap 392 to 2372°F UT-50 3W774 Replacement Orifice, For Use 5CYX6 { 

Master Appliance Econoiron® Kit 4-in-1 Heat Tool ean Ae ee 
OPYR7, Soldering, Hot Air, Hot Knife and Torch ° z eplacement lip, 1.omm, BCYX8 1 
Tips, Solder, Sponge and Plastic Case 395 to 2370°F EI-20K 1wa6o For Use With 4UZZ6 

Westward Butane Soldering Irons Hot Blower, For Use With 4UZZ6 5CYY0 1 
Soldering Tip and Protective Cap 480° to 1000°F — 4UZ25 Deflector for Hot Blower, BCYY2 { 
Chisel Tip, 7mm and Refillable LEC, PK2 480° to 1000°F — 4UZZ6 For Use With 4U226 . 

Westward Butane Soldering Iron Kits Refillable Fuel Cell, For Use With 4UZZ6 5CYY3 1 
Orifice Assembly, Sponge, Solder Dispenser, Protective Cap and Tips 480 to 1000 — 4UZZ8 Refillable Fuel Cell, For Use With 4UZZ9_—SCYY5 { 
Orifice Assembly, Sponge, Solder Dispenser, Energy Cell, Protective Cap and Tips 480 to 1000 — 4UZZ9 

No. 20JH92 
Cordless Soldering Irons Weller 
BATTERY-POWERED Pyropen—No. 5WAC3 operates for 3 hr. per fill and 
LED—Feature LED light to illuminate work surface, include iron, soldering and hot alr tip. 
30-sec. heat-up, auto shut-off, and safety cap. Torches—No. 5VZZ6 features a spring-loaded cap, 
No. 20JH92 includes conical tip. No. 20JH93 electronic igniter, LED worklight, and adjustable 
includes conical and chisel tips. flame height. 
BUTANE-POWERED No. 5VZZ7 features an adjustable flame, ergonomic 
No. GNESS Self-Igniting—Nos. 6NE59, 5JH60, and 5JH87 are (UU GIP. OUI Stand, and a flame look for 
_ refillable. No. 6NES8 includes iron No. 6NES9 with P 
4 tips, deflector, sponge, tray, and case with tool 
holder. 
Temp. Mfr. Item 
Description Watts Rating Model No. 
Battery Powered 
LED Soldering Iron 45 900°F BP650MP 20JH92 
LED Soldering Iron 6 to 8 900°F BP865MP 20JH93 
Butane-Powered 
Self-Igniting Piezo Ignition 2010 75 850°F P2C 6NE59 
Self-Igniting Piezo Ignition Kit 25 to 75 _ P2KC 6NE58 
Professional Self-Igniting Kit 125 _ PSI100K 5JH60 
Professional Self-Igniting 25 to 60 482 to 932°F WPA2N 5JH87 
Pyropen = 932°F WSTA3 SWAC3 
Microtorch — 2400°F ML100 5VZZ6 
Table Top Torch — 2400°F ML200 5VZZ7 
No. GNESS Fuel for Butane-Powered Irons, 2 oz. — — TTWB1 5JH81 
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Soldering Irons and Kits 


Heating elements are wound around steel spools, creating large reservoirs of 
heat to run longer seams, solder large joints, and have quicker thermal recov- 
ery. High top-end temps. make irons suitable for lead-free soldering. 


Heavy-duty and Ergo irons have hardwood handles that provide thermal and 
electrical insulation. Pencil irons have plastic handles and plug-style tips 

for superior heat transfer. Ergo irons have a near 90° angle in the casing to 
reduce stress on hands and wrists. Soldering iron kits include soldering iron 
with stand, lead-free solder wire, flux, tip tinner, brass sponge tip cleaner, 
desoldering braid, and cleaning pad. 





No. 5ZGV9 












No. 5ZHC6 


CHISEL, 438" LENGTH 


Tip Temp. Mfr. Item No. 5ZGV6 
Tip Size Watts Rating Model No. 
Ergo Soldering Iron 
Diamond Style 2) 60 805°F 3125E-60 5ZGW4 
Diamond Style an: 930°F 3125E-75  5ZGW3 saicacamaiad 
Diamond Style ¥~ 100 Q55°F 3138E-100 5ZGW2 
Diamond Style ¥~ 150 1010°F 3138E-150 5ZGW1 
Diamond Style 37" ieee 1025°F 3138XE-175 5ZGWO 
Pencil-Style Soldering Iron 
Chisel Style Ve 20 805°F 3108-20 5ZGV9 
Screwdriver Style 2) 40 950°F 3112-40 5ZGV8 
Plier-Style Soldering System 
Carbon Block Ya" 1800 — 105L5 5ZHC2 
Carbon Block Vp" 1800 — 10505 5ZHC1 
Probe-Style Soldering System 
Copper Coated Carbon Rod YA" 1100 —_— 10509 5ZHC5 
Soldering Iron 
Chisel Style 0.87mm 300 — 3178E-300 19YP56 
Chisel Style 0.56mm 550 = 3198E-550 19YP57 No. 5ZHC7 
Chisel Style h 300 1000°F 3178-300 5ZGVO0 
Chisel Style 1% 590 1010°F 3198-550  5ZGU9 
Diamond Style 0.62mm 250 = 3158XE-250 19YP55 
Diamond Style 2) 60 850°F 3125-60 5ZGV7 
Diamond Style 2) 75 930°F 3125-75 5ZGV6 
Diamond Style ¥~ 100 855°F 3138-100  5ZGV5 
Diamond Style ¥e" 150 1010°F 3138-150 52ZGV4 
Diamond Style ¥~ 175 1025°F 3138X-175 5ZGV3 
Diamond Style % 200 1000°F 3158-200 5ZGV2 
Diamond Style % 250 1000°F 3158X-250 5ZGV1 
Diamond Style %,%,1¥%e 200 1000°F 1010°F 3158E-200 19YP54 
Screwdriver Ya" 60 1000°F 3112 120-60 49W655 
Soldering Plumbing System 
Carbon Block Y," 3000 — 10577 5ZHCO 
Tweezer-Style Soldering System 
Copper Coated Stainless Steel 64" 250 —_— 10502 5ZHC7 
Copper Coated Stainless Steel Ve" 1800 _— 105K5 5ZHC3 
Copper Coated Stainless Steel Ve" 1100 _— 105L7 5ZHC4 
Copper Coated Stainless Steel Ye" 250 — 10504 5ZHC6 
Soldering Iron Heating Element 
Fits With 5ZGU9 9279-550 SZGY9 
Fits With 5ZGV0 9277-300  52ZGZ0 
Fits With 5ZGV1 9275X-250 5ZGZ1 
Fits With 5ZGV2 9275-200 52ZGZ2 aa 
Fits With 5ZGV3 9273X-175  5ZGZ3 No. 19YP62 
Fits With 5ZGV4,5ZGW1 9273-150 5ZGZ4 
Fits With 5ZGV5, 5ZGW2 9273-100 5ZGZ5 
Fits With 5ZGV6,5ZGW3 9271-75 52ZGZ6 
Fits With 5ZGV7,5ZGW4 9271-60  52ZGZ7 
Fits With 5ZGV8 9012-40 5ZGZ8 No. 5ZHA5 
Fits With 5ZGV9 9014-20 52ZGZ9 
CHISEL DIAMOND SCREWDRIVER 
Tip Overall Mfr. Item Mfr. Item Mfr. Item Mfr. 
Dia. Length (in.) For Use With Model No. Model No. Model No. Model 
Soldering Tips 
Ye 2.25 5ZGV9, 5ZHAI 501 5ZGY6 505 5ZGY7 507 5ZGY8 — 
Ye" 2.25 5ZHA8 643 5ZGY3 610 5ZGY4 618 5ZGY5 — 
Zs 3.375 5ZGV6, 5ZGV7, 5ZGW3, 5ZGW4 42C 5ZGX7 42D 5ZGX8 42S 5ZGX9 — 
Zi 2.25 5ZGV8, 5ZHA7 704 5ZGY0 709 5ZGY1 720 5ZGY2 — 
¥" 4.375 5ZGV3, 5ZGV4, 5ZGV5,5ZGWO, 5ZGW1, 5ZGW2 — _— 43D 5ZGX5 43S 5ZGX6 43C 
Ye" 4.685 5ZGV1, 5ZGV2 44C 5ZGX1 44D 5ZGX2 44S 5ZGX3 — 
7" 5.14 5ZGV0 45C 5ZGW8 45D 5ZGW9 45S 5ZGX0 — 
1%" 5.87 5ZGU9 46C 5ZGW5 46D 5ZGW6 46S 5ZGW7 — 
Mfr. 
Tip Watts Temp. (°F) Includes Model 
Soldering Kit 
° 25W Precision Pencil-Style Soldering Iron with Stand, 6 oz. Lead-Free Solder Wire, Flux Pen, 
Chisel 25 875 Tip Tinner, Brass Sone Tip Sleaner Desoldering Braid, Heat Sink, Cleaning Pad PSK25 
° 50W Heavy-Duty Pencil-Style Soldering Iron with Stand, 6 oz. Lead-Free Solder Wire, 2 oz. Flux, Ti 
lron Plated Copper 50 1050 winner, Brass Sponge Tip Cleaner, Besoldering Braid, Heating Element Cleaner, Cleaning Pad : PSKSO 
° 150W Heavy-Duty Soldering Iron with Stand, % lb. of Lead-Free Solder Wire, 6 oz. Flux, Ti 
lron Plated Copper 150 1000 Tinner, Brass eres Tip leaner Desoldering Bulb, Heating Element Cleaner, Cleaning Pad PSK150 
Chisel 300 4050° Carrying Case, Soldering Iron Cradle, Abrasive Cleaning Pad, Brass Sponge Tip Cleaner, Paste Flux, PSK300 
Liquid Flux, Spiral Bore Brush, Lead-Free Solder, Solid Sal Ammoniac Block, Solder Sucker 
° Carrying Case, Soldering Iron Cradle, Abrasive Cleaning Pad, Brass Sponge Tip Cleaner, Paste Flux, 
Chisel 300 1050 Liquid Flux, Spiral Bore Brush, Lead-Bearing Solder, Solid’Sal Ammoniac Block, Solder Sucker Puree 
Soldering Iron Maintenance Kit 
For Use With Soldering Iron 5ZGV8, 5ZHA7, 5ZGV6, 
5ZGV7, 5ZGW3, 5ZGW4, 5ZGV3, 5ZGV4, 5ZGV5, 5ZGWO, Bore Brushes for 4" thru 1" Heavy-Duty Irons (5 total) CS-ABKIT 


oZGW1, 5ZGW2, 5ZGV1, 5ZGV2, 5ZGV0 and 5ZGU9 
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Item 
No. 


Item 
No. 


19YP61 
19YP62 
19YP63 
36JT53 
36JT54 


3ZHAS 
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MHAKCO. 
Soldering/Desoldering Stations and Tips 





Soldering Stations—Digital Soldering Station No. 32TV10 allows you to Rework and Desoldering Stations—Hot Air Pencil Station No. 32TU94 is 
choose between 5 preset temperatures. It features new password protection perfect for soldering and desoldering small surface-mount components, shrink- 
and a low temperature alarm that provides process control and helps protect ing tubing, heating test, and other local heating operations. Ultra-light setting 


against cold solder joints. ESD safe. No. 32TV11 features superior heat transfer _ for air volume control. ESD safe. Desoldering Stations Nos. 32TU99 and 32TV01 

and thermal recovery, a lockout key card, low temperature alarm, and automatic have a self-contained, built-in vacuum. No. 32TVO01 includes a conversion port. 

shutoff after 30 min. Stations Nos. 32TU96 and 32TU97 include process control © Rework Stations Nos. 32TV04, 32TV06, and 32TV07 can power any Hakko 

so you can select any temperature without changing the tip. LED in handpiece FM Series handpiece. Graphic user interface is designed for easy setup and 

tells the operator the iron is hot. Include automatic shutoff and sleep mode. No operation. Features 3 simultaneous powered ports, self-contained pump, digital 

calibration necessary. airflow indicator, manual or automatic profile for hot air, auto shutoff with sleep 
function, passcode protection, and security lock. 


Temp. Mfr. Item 
Range (F) Watts Includes Model No. 
Soldering Station 
20° to 899° 70 Mfr. No. FX-8801 Soldering Pencil, 118-D16 Tip and FH-800 Holder FX888D-23BY 32TV10 
19 Mir. No. FM-2027 Soldering Handpiece and FH-200 Series Holder FX951-66 =32TV11 
400° to 840° 140 Mfr. No. FM-2027 Soldering Handpiece and FH-200 Series Holder FM203-01 32TU96 
140 Mfr. No. 2X FM-2027 Soldering Handpiece and 2X FH-200 Series Holders FM203-DP 32TU97 
400° to 930° 140 Mfr. No. FM-2030 Heavy Duty Soldering Handpiece and FH200-01 Holder FM203-HD 32TU98 
Soldering Iron 
30° to 540°F 67 Mfr. No. 119-D5 FX601-02/P 32TV29 
neeork Statlee Mfr. No. FM-2024 Desoldering Handpiece, FM-2027 
° ° r. No. FM- esoldering Handpiece, FM- : 
ae ead ia Soldering Handpiece and 2X FH-200 Series Holders ar Solu 











° ° Mfr. No. FM-2024 Desoldering Handpiece, FM-2027 Soldering Handpiece, FM- 3 
660° to 840 410 9999 Hot Air Pencil Handpiece and 2X FH-200 Series Holders and 1 C5034 Holder 'M206-DSA 32TV04 
aaOrE Eh iw aoe Mfr. No. FM-2024 Desoldering Handpi FM-2022 SMD T 
to 840°F, Hot Tweezer r. No. FM- esoldering Handpiece, FM- weezers, . 
400° to 750°F Soldering 419 FM-2027 Soldering Handpiece, 3X FH-200 Series Holders FM206-DTS 32TV06 
yon 400 Bi Mfr. No. FM-2027 Soldering Handpi FM-2022 SMD Ti FM-2029 
° ° r. No. FM- oldering Handpiece, FM- weezers, FM- : 
660° to 840 410 Hot Air Pencil Handpiece and 2X FH-200 Series Holders and 1 C5034 Holder -FM206-STA 32TV07 
Hot Air Pencil Station 
Soldering Station 212° to 1004° 85 (1) 2.0mm Nozzle 851-2 32TU94 
No. 32TV14 Desoldering Station 
. 400° to 840° 80 Mfr. No. FM-2024 Desoldering Handpiece and FH-200 Series Holder FM205-01__ 32TV02 
120 Mfr. No. FM-2024 Desoldering Handpiece and FH-200 Series Holder FM204-01 32TU99 
660° to 930° 140 Case, Maintenance Accessories FR-301-03/P 481V08 
Mfr. Item Mfr. Item 
Type Size Model No. Type Size Model No. 
Desoldering Tweezer Tip For Use With Mfr. No. FM-2027 
For Use With Mfr. No. FX-8804, 950 0.8mm x 3.5mm x12mm 115-JD08 32TV70 
Flat Blade 1.0mm A13/79  32TV35 Bent Chisel 1.4mm x6mmx/7mm_ %115-JD14 32TV71 
Fac Use With Hc Wo- FE we m A1378  32TV34 1.6mm x6mmx4.5mm 115-JD16 32TV72 
or Use Wit r. No. a 
0.5mm T16-1002 32TV85 7.9m 115-JS02_ S2TW74 
Flat Blade 1.0mm 716-1003 32TV86 — Bent Conical 0.2mm x 3 aati x12mm 115-J02 32TV69 
2.0mm 716-1004 32TV87 0.2mm x 7.5mm T15-JLO2 32TV73 
6.0mm 116-1005 32TV88 x 9.3mm 
Pointed 0.5mm 116-1001 32TV84 0.6mm x 14mm 1T15-SBC04 32TV82 
For Use With Mfr. No. FM-2023 1mm x 11.5mm T15-BC1 }§=32TV43 
Conical, Micro 0.2mm T9-| 32TW24 1mm x 11.5mm 1T15-BCF1 32TV49 
Flat Blade. Micro 1.0mm T9-L1 32TW25 1mm x 12mm T15-C1 = 32TV51 
; 2.0mm T9-L2 32TW26 1.2mm x 15mm T15-BC12 32TV44 
Nozzle Havel 1.5mm x 17mm 1T15-BC15 32TV45 
For Use With Mfr. No. FR-801, FR-802, FR-803B ie 2mm x 11.5mm 1T15-BC2 32TV46 
Hot Air, Bent Single 1.5 x 3.0mm A1142B = 32TU46 2mm x 19mm T15-CF2 = 32TV53 
Soldering/Desoldering Station Hot Air, Single Jet 2.5mm A1124B 32TU44 2.8mm x 17.6mm T15-BC28 32TV47 
No. 32TV04 4.4mm A1130 32TU45 3mm x 10mm T15-BC3  32TV48 
For Use With Mfr. No. FM-2024 3mm x 19.5mm T15-CF3 =32TV54 
Extra Long 1.0 x 2.3mm N3-L10  32TU88 4mm x 11.5mm 115-C4 = 332TV52 
0.6 x 1.9mm N3-06 32TU81 0.8mm x 9.5mm T15-D08 32TV55 
0.8 x 2.0mm N3-08  32TU82 1.2mm x 10mm T15-D12 32TV56 
1.0 x 2.2mm N3-10 32TU83 1.5mm x 3mmxi9mm_ 115-1605 32TV40 
Round 1.3mm x 2.6mm N3-13  32TU84 1.5mm x 17mm 715-1603 32TV39 
1.6 x 3.0mm N3-16  32TU85 1.6mm x 10mm T15-D16 32TV57 
2.0 x 3.4mm N3-20 32TU86 2.0mm x 5mm T15-D2 32TV58 
2.3 X 3.8mm N3-23 32TU87 Chisel 2.4mm x 10mm T15-D24 32TV59 
For Use With Mfr. No. FM-2029 3.2mm x 5mm T15-D32 = 32TV60 
2.0mm N4-01 32TU89 3.2mm x 10mm T15-DL32 32TV63 
Hot Air, Single Jet 4.0mm N4-02  32TU90 4.0mm x 7.5mm 115-D4 —32TV61 
6.0mm N4-03 32TU91 4.0mm x 22mm T15-DL4 32TV64 
For Use With Mfr. No. 802, 807, 808, 817 5.2mm x 8mm 715-D52» - 32TV62 
Evie ten 7 0x 2. 3mm A1394 32TU48 5.2mm x 12mm T15-DL52 = 32TV65 
g 1.3 x 2.3mm A1395 32TU49 0.15mm x 13.5mm T15-ILS = 32TV68 
0.6 x 1.5mm A1487 = 32TU51 0.2mm x 7.5mm T15-B) =. 32TV41 
0.8 x 1.8mm A1002 32TU35 0.2mm x 9.5mm T15-| 32TV66 
0.8 x 2.3mm A1004 =32TU37 0.2mm x 12.7mm T15-IL = 32TV67 
Raand 1.0 x 2.0mm A1003 32TU36 Conical 0.2mm x 14mm T15-SB02 32TV79 
1.0 x 2.5mm A1005 32TU38 0.2mm x 15mm T15-BLL 32TV50 
1.3 x 3.0mm A1006 32TU39 0.3mm x 16.5mm T15-SB03 32TV80 
1.6 x 3.0mm A1007 32TU40 0.4mm x 14mm T15-SBS04 32TV83 
2.3 X 4.0mm A1396 32TU50 0.5mm x 10mm T15-B2  32TV42 
Thin Pad 1.0x 1.4mm A1393 32TU47 0.8mm x 10.5mm 1T15-SB08 32TV81 
Soldering Tip 10.4mm 115-1401 32TV36 
No. 32TU99 For Use With Mfr. No. FX-8801, €1148B Flat Blade 15.7mm 715-1402 32TV37 
Bent Conical 0.2mm x 4mm x 10.5mm 118-BRO2 32TV94 21.2mm 715-1403 32TV38 
0.8mm x 14.5mm 718-D08 32TV99 3mm x 11mm T15-KU = 32TV78 
1.2mm x 14.5mm 718-D12 32TWO1 Knife Blad 4.7mm x 11mm T15-KL = 32TV77 
1.2mm x 22.5mm _118-DL12 32TWO5 = SMe bade 4.7mm x 15mm T15-K _32TV75 
1.6mm x 14.5mm 718-D16 32TW02 4.7mm x 17mm T15-KF  32TV76 
Chisel 2.0mm x 22.5mm 718-DL2 32TWO06 For Use With Mfr. No. FM-2030 
2.4mm x 14.5mm 118-D24 32TW03 — Chisel, Heavy Duty 4.5mm 722-D45 32TW22 
3.2mm x 14.5mm 118-D32  32TW04 = Solder Tip 
3.2mm x 22.5mm 118-DL32 32TWO7 For Use With Mfr. No. FX-1001 
5.2mm x 18mm 718-S3  32TW11 ~~ Chisel 0.20" x 0.30" 131-01D52 45LR63 
Conical 0.5mm x 14.5mm T18-B = 82TV92 
Knife Blade 5.0mm x 14mm T18-K 32TW10 
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No. 1UNG1 








No. 1UNF4 







No. 481D59 








No. 481D58 





Mfr. Item 
Type Size Brand Model No. 
Soldering Tweezers 
For Use With Mfr. No. WMRTMS 
Micro Yo" Weller T0054465799N 20UY21 
1Y%6q" Weller T0054465999N 20UY23 
Soldering Tips 
For Use With Mfr. No. WMRPMS 
Needle 4mm Weller T0054461599N 20UX84 
Round 4mm Weller T0054460173N 20UX82 No. 483N57 
RT5MS Needle 8mm Weller T0054461999N 20UX87 
RT6MS Needle 1.2mm Weller T0054462099N 20UX88 
RT/7MS Needle 2.2mm Weller T0054462199N 20UX89 
For Use With Mfr. No. WP120 
Chisel 0.8mm Weller 10054471399 20UX74 
3.2mm Weller 10054471099  20UX71 
Long Conical imm Weller 10054471499  20UX75 
Round, Sloped 1.6mm Weller T0054470899  20UX70 
Round Sloped 1.2mm Weller 10054471899  20UX77 
For Use With Mfr. No. WXP65 
Chisel 2.4mm Weller 70054485799 20UY07 No. 5JH84 
For Use With PES51, WES51, WESD51 
Conical 0.63" Weller ETP 1UNG8 
015" Weller TETS 1UNF8 
Long Conical 015" Weller ETO TUNF9 
0.63" Weller ETH 1UNG2 
Screwdriver 0.63" Weller ETA 1UNG7 
0.63" Weller ETB 1UNG1 
For Use With SP40L, WLC100 
Conical Yo" Weller ST7 3JDP2 
Yo" Weller TST6 3JDN9 
Screwdriver ¥30" Weller S12 3JDN3 
V6 Weller TST4 3JDN7 


For Use With SP40L, WLC100, WP35 
Screwdriver Vy" Weller TST3 3JDN5 
For Use With WD1002, WSP80 


0.38" Weller 70054444099  1UNG5 
0.43" Weller 70054443799  1UNF7 
Chisel 0.43" Weller 70054440599  1UNF4 
0.43" Weller 70054440799 1UNF5 
0.73 Weller 70054443899  1UNF6 
Round 0.59" Weller 70054443699  1UNG6 
For Use With WSM1, WSM1C, WD1000M, WD2000M, WMRS No. 5ZHA7 
Bent Chisel 032" Weller T0054460599N  6KCL4 
032" Weller 10054460999N  6KCL8 
052" Weller _10054460399N  6KCL2 
Chisel 062" Weller 10054460499N  6KCL3 
088" Weller 10054460899N  G6KCL7 Weller’ Me iicn 
144" Weller _10054461199N  6KCNO uty 
Fine Point 032" Weller 10054460299N  6KCL1 
Gull Wing 048" Weller 10054461099N  6KCL9 cu j 
Knife 088" Weller 10054460799N  6KCL6 Digital and Analog Soldering/ 
Abe ec wrerT .048" Weller T0054460699N  6KCL5 Desoldering Stations 
or use Wi 
Conical Frag" Weller PTP7 3JDR6 
Yao" Weller PTH7 3JDR4 sensitive components : 
Screwdriver a9" Weller TPTB7 3JDP7 ists, students, and do-it-yourself 
ne Nee bree the DIGITAL SOLDERING STATIONS projects. Uses Weller® ST series iron- 
416 eller : 
Receseanes No. 481D58 provides accurate adjust- plated copper soldering tips. 
pe niaee ment Fae ait Eat Noe nie Weller  0052918099N 20ux5g Ment of hot air through brushless Professional Grade—Heating 
No. WD1 and WD2 Soldering Stations turbine. Desianed with up to 5 presets 
Temp. Mir. item irae p's E elements are wound around steel 
Type Range (F) Watts Brand Model No. that can be set to run automatically. —gnoojs, creating large reservoirs of 
Digital Soldering Stations No. 481D59 features front panel power ee: - 
SIGUE ERE Weller WTHATN -481D58 SHiicheeaacl aac ate or : ie heat and resulting in the ability to run 
Digital 150° to 850° «95 Weller WT1013N  481D59 hens , temp longer seams, solder large joints, and a 
200° to 850° 70 Weller WET010NA  483N57 window, standby, auto-off, andLCD — shorter thermal recovery time. 
Analog Soldering Stations 2 ais wal WCCIO0 ~ KING display. No. 483N57 has standby mode, 
arladie Gontro 0 eer : ‘ys : : 
1100°F 60 American Beauty  V36GL3  5ZHA7 auto shut off, intuitive navigation, — 
Professional-Grade _1000°F 40 American Beauty V36GM3 _5ZHA8 password lockout, LCD, and lightweight 
800°F 20 American Beauty V36GS83 5ZHA9 soldering pencil. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 23/7 





ELECTRICAL 
Soldering 


Scan. Order. Done. 
Details on page A1. = 





No. 4Z766 









No. 5JH78 


No. 28EA36 





No. 39WE09 





No. 1UNE4 






No. 5JH70 _ No. 20UX43 


Weller 


Soldering Irons 


Note: For soldering stations, see page 237. For all replacement tips and parts, call 
1-800-GRAINGER (472-4643); or go to Grainger.com® and search for "soldering iron replacement 
tips". 

Professional—Feature quick-change knurled collar, stainless steel barrel, 
cushion-grip handle, and plug-in heating element. 6-ft., 3-wire cord. Irons are 
7%'L. UL Listed. 


Controlled Output—Portable line-voltage irons require no base station. 
Temperature controlled by tip, with modular plug-in heater and fast heat-up. 
6-ft. cord. 


Marksman®—Pencil-handle irons have On indicator light, stainless steel 
barrel, and heat- and impact-resistant handle. LED light in handle illuminates 
workspace. 6-ft. cord. UL Listed. Kits include 3 tips, soldering aid tool, and lead- 
free solder. 


General-Purpose—Lightweight pencil irons have burn-resistant silicone 






No. 5VZZ2 


No. 458T18 





No. 4Z764 


—— 
ai 


No. 31LW10 


Weller si 


Soldering Guns 


Trigger selection switch delivers high or low temperature output. Built-in lamp. 
6-ft., 2-wire cord. Kits include gun with pretinned copper tip, 2 extra untinned 
copper tips, flux brush, soldering aid tool, coil of 40/60 rosin-core solder, and 
blow-molded carrying case. Industrial gun includes coil of low-lead solder. 





Mfr. Item 
Description Tip Watts Features Model No. 
Soldering Guns = 
Soldering Gun Kit  — 200 eee ee Feet = 550PK 42764 
Soldering Gun Standard 300/200 2 Wite Cord, Trigger Control, pesq —sByzz9 


2 Wattage Positions 
6 sec. Heat Up, 3 Built-In 


Soldering Iron Kit Chisel Style 100 to 140 Led's, 2-Trigger Positions 


Q9400PKS 458118 


Gun Tips 
For Use With 42764, 5VZZ2 7250W  31LV96 
For Use With 42764 6150 31LW10 








No. 6A908 





Qa \ 
No. 2ACO8 A. No. 6A907 


rs) i 
.i . : 
No. GA912 “4 No. 6A913 = %.. 
&, “SS No. 6A916 


Weller 


Modular Soldering Irons 


Preassembled Irons are a combination of the most popular modular compo- 
nents, and include handle, heater, and tip. For a customized iron, combine 

No. 6A907 soldering handle with choice of heating element and thread-on tip. 
Handle is 3-wire grounded with 412-ft. cord and features "soft touch" acid- and 
flux-resistant grips. UL Listed (E21922). 


* 


rubber cord. 
Temp. Mfr. Item 
Description Tip Watts _ Rating Model No. 
Professional 
Industrial 35-Watt Soldering ° 
Iron, Industrial, Single Chrome Plated 35 850°F WP35 42766 
Soldering Iron, Professional-Grade Screwdriver 30 800°F WP30 3KMT9 
Controlled Output 
Soldering Iron a 60 600to800°F  W60P3  SJH79 
Soldering Iron Pope 100 600° to 800°F + W100P3 5JH78 
Marksman® 
LED Soldering Iron, Compact Conical 20: 7 50°F 7 50°F SP25NUS  28EA35 
LED Soldering Iron, Compact Chisel 15 (90 Frau SPISNUS  28EA34 
LED Soldering Iron, Compact Chisel 40  900°F900°F SP40NUS  28EA37 
LED Soldering Iron, Compact Chisel 80 900°F900°F SP80NUS 28EA39 
LED Soldering Iron Kit, Compact Conical 25 750°F750°F SP25NKUS 28EA36 
LED Soldering Iron Kit, Compact Chisel 40 900°F900°F SP40NKUS 28EA38 
Soldering Iron Chisel 175 900°F SP175 3KMT8 
General-Purpose 
Soldering Iron EPH101 20 350°to850°F EC1302B 24AC60 
Soldering Iron Screwdriver 50 350 to 850°F PESOS 1UNE4 
Soldering Iron XNT Series 65 200° to 850°F T0052921599N 39WEO9 
Soldering Iron, Light Nickel Plated ° 
Weight and Compact Copper 80 900°F SPG8OL SJH70 


Soldering Tool Stand 

For Use With Mfr. No. EC1201P, 

EC1204P, EC1201A, TC201T Irons 

For Use With Mfr. No. PES50 — 
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PH1201ESD 20UX43 


PH50 


20UX44 


Temp. Mfr. Item 
Description Watts Rating Model No. 
Preassembled Irons 
Iron with Pencil Point Tip 23 700°F $L325 2AC08 
Iron with Chisel Tip 33 800°F $L335 2AC09 
Handle Only 
Modular Soldering Handle — —_ 7500 6A907 
Yq" Thread On Heating Elements 
Heating Element 23 700°F 5375 6A908 
Heating Element oo 800°F 12375 6A909 
Heating Element 45 900°F 140378 6A910 
Heating Element 50 1000°F 37UG 6A911 
Mfr. Item 
Description Model No. 
Ya" Thread On Tips 
Precision Electronic Tip PL100 6A912 
Chisel Tip PL113 6A913 
Large Taper Chisel Tip PL133 6A914 
Screwdriver Tip PL151 6A915 
Large Chisel Tip PL350 6A916 
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Sas. ——a yy) Wb DD a) 
a cee — —S._ 
UAS, cui * ——S No. 1UYD8 
iF: SSF 
% ad SS = 
“fo maf — 
No. 400HO2 No. 5EGAG6G No. 5EGA8 
> - " i ft BAmerican 
AUT WORTHINGTON ED Beauty cy No. 3THF6G 
©Chemtronics’ > Dues, 
a Ms rie a 
Electrical/ kona 
= No. 19YP70 No. 1UYH9 No. 3THF5 Sane 
Electronic Solder 
ia tn Container Item 
Con a. (in.) Application Size Std. Brand No. 
AquaSafe 100 aa ae Solder 1/8in iF : a | mann 
; or joining copper and dissimilar metals in drinking water _ 7 
ee Silver % lines. Works, melts and solders drinking water lines. 1 Lb All-State 400H02 
ar Solder 
40% Lead, 60% Tin — Used For Waste, Sheet Metal And Non Potable Water 1 Ib. ASTM B32 Worthington 5EGA6 
50% Lead, 50% Tin — Used For Waste, Sheet Metal And Non Potable Water 1 Ib. ASTM B32 Worthington 5EGA7 
50% Lead, 50% Tin A6 Used For Waste, Sheet Metal And Non Potable Water 0.50 Ib. ASTM B32 Worthington 5EGA8 
50% Lead, 50% Tin — Used For Waste, Sheet Metal And Non Potable Water 0.32 Ib. ASTM B32 Worthington 5EGA9 
50% Lead, 50% Tin — Used For Waste, Sheet Metal And Non Potable Water 0.43 Ib. ASTM B32 Worthington 5EGCO 
50% Lead, 50% Tin ”6 Used For Waste, Sheet Metal And Non Potable Water 0.50 Ib. ASTM B32 Worthington 5EGC1 
50% Lead, 50% Tin on Sheet Metal, Roofing 8 o2. = American Beauty  36JT60 
60% Lead, 40% Tin — Used For Waste, Sheet Metal And Non Potable Water 1 Ib. ASTM B32 Worthington 5EGC2 
70% Lead, 30% Tin — Used For Waste, Sheet Metal And Non Potable Water 1 Ib. ASTM B32 Worthington 5EGC3 
noes pe Saat eh Sheet Metal, Roofing 6.4 oz -_ American Beauty  36JT59 
Leaded Solder 
40% Tin, 60% Lead, Rosin Core 0.062 Used For Speaker Wire, Motors, Appliances and General Wiring 1 Ib. ASTM B-32 Worthington 1UYH7 
60% Lead, 40% Tin, Acid Core 0.062 Used For Tin Repairs, Sheet Metal, Auto Radiators, Metal Gutters 1 Ib. ASTM B-32 Worthington 1UYH8 
60% Tin, 40% Lead, Rosin Core 0.031 Used For Speaker Wire, Motors, Appliances and General Wiring 1 Ib. ASTM B-32 Worthington 1UYH4 
60% Tin, 40% Lead, Rosin Core 0.062 Used For Speaker Wire, Motors, Appliances and General Wiring 1 Ib. ASTM B-32 Worthington 1UYH3 
epee wig Lead, Rosin Core 0.125 Used For Speaker Wire, Motors, Appliances and General Wiring 1 Ib. ASTM B-32 Worthington 1UYH6 
ead Free Solder 
94% Tin, 6% Silver 0.118 For HVAC Soldering 1 Ib. ASTM B-32 Sn94 NSF61 Worthington 1UYH1 
ae eae un, Sage einer Nee Copper _0.032 For All Lead-Free Soldering Needs 6 02. SOSTHE WAPI Tae HOW American Beauty _19YP69 
o% Tin, 3.0% Silver, 0.5% : u -Of , ype : 
Copper, Rosin Core 0.040 Used on All Solder Joints 125 flux per IPG J-STD-004 Chemtronics 1UYD8 
96% Tin, 4% Silver 0.118 For HVAC Soldering 1 Ib. ASTM B-32 Sn96 NSF61 Worthington 1UYG6 
97% Tin, 3% Copper 0.093 For All Lead-Free Soldering Needs 4 0z. — American Beauty 19YP/0 
97% Tin, 3% Copper, Acid Core 0.125 Used For Tin Repairs, Sheet Metal, Auto Radiators, Metal Gutters 1 Ib. ASTM B-32 Worthington 1UYK6 
97% Tin, 3% Copper, Rosin Core 0.031 Used For Speaker Wire, Motors, Appliances and General Wiring 1 Ib. ASTM B-32 Worthington 1UYH9 
97% Tin, 3% Copper, Rosin Core 0.062 Used For Speaker Wire, Motors, Appliances and General Wiring 1 Ib. ASTM B-32 Worthington 1UYK5 
97% Tin, 3% Copper, Rosin Core 0.100 Used For Speaker Wire, Motors, Appliances and General Wiring 1 Ib. ASTM B-32 Worthington 1UYK7 
ate we: Ses Gopper Rosin Core 0.125 Used For Speaker Wire, Motors, Appliances and General Wiring 1 Ib. ASTM B-32 Worthington 1UYK8 
olid Wire Solder 
96% Tin, 4% Silver 0.125 Used in HVAC For All Metals With the Exception of Aluminum 8 OZ. NSF 51 Harris 3THF5 
Solid Wire Solder Kit 
96% Tin, 4% Silver O2120 Used in HVAC For All Metals With the Exception of Aluminum = ASTME B32 Harris STHF6 * 


* Includes 1/2 oz. solder and 1/2 oz. flux. 






No. 5ZHE9S 











No. 19YP58 





~~ No. 5ZHF1 

BAmerican Qe 
Solder Pots Mees” SHAK. Ol 
American Beauty—For lead- Hakko—Analog Pot No. 32TV27 
free soldering. Chemically stable, features analog functionality and a Mir. — 
cast-iron crucibles are resistant to rugged ceramic heating element. Solder Pot Description Watts Brand Model No. 

; - i : olaer Fots 
corrosion. Cartridge heating elements Lead-free compatible and can _ 7 1b, Lead-rree 320 American Beauty 300  5ZHE9 
are inserted directly into the crucible. accommodate two pot sizes. Digital 25 , Lead Free 600 American Beauty x 00 73 SZHEO 

nalog Lead-Free akko : 
Internal removable dross skimmer Pot No. 32TV28 is used for dip Digital Lead-Free 590 Perio FX3018-03 32TV28 
increases safety and maintains soldering and tinning the ends of wire Lane Lead-Free 135 American Beauty MP-9 19YP58 
; ccessories 
solder purity and temperature. Use —_leads. Features four different heating ~“Reniacement Thermostat ——~American Beauty 8055 5ZHF3 
for pretinning wires, connectors, programs and convenient timer, Solder Pot Heating Element, u 60 Watts, Eis No. SZHES u 60 American Beauly 9301 va vial 
5 ha older Pot Heating Element, atts, Fits No. merican Beauty : Hy} 

and other assembly components. which is useful where reliable control —ciderPot Heating Element Fits No. 19YP58 — American Beauty MP-9H  49W653 
110-120VAC. of solder temperature is essential. Voltage Control Unit — American Beauty V3700 _ 5ZHA6 
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Scan. Order. Done. 
Details on page A1. 


ELECTRICAL 
22mm Operators 





Looking for additional Dayton components? 
See Grainger.com® for even more Illuminated 
and Nonilluminated Push Buttons, Selector 
Switches, LED Modules, and Contact Blocks. 





22mm Iiluminated Push 
<i> Buttons—Complete Units 


‘a 








i = LED 


= 1NO/1NC contact 

= NEMA 1, 2, 3, 4, 4X, 12, and 13 rated 

Feature flush head and momentary action. Chrome construction. 
UL Listed. CSA and CE Certified. 


> CHOOSE: Lamp > CHOOSE: Item 
Module Voltage Color No. 
No. 30G082 No. H7743 No. 30G154 No. 30G294 24VAC/DC, 120VAC Green, Red, Yellow H6943 








22mm Nonilluminated Push 
Buttons—Complete Units 


= Momentary action 
= NEMA 1, 2, 3, 4, 4X, 12, and 13 rated 


‘aa 


Round shape. UL Listed. CSA and CE Certified. 


PLASTIC CHROME DIE CAST ALUMINUM 
Type of Contact Black Green Red Black Green Red Yellow 
Operator Form Legend Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. 
Flush Button 1NO/1NC No Legend 30G232 | 306233 306234 306236 | 30G237 | 30G238 _ 
Flush Button 1NO No Legend 30G224 | 30G225 _ 30G227 | 30G228 _ _ 
Flush Button 1NO | _ _ _ _ 30G240 _ _ 
Flush Button 1NC No Legend _ _ 306230 _ — _— — 
meee NG NoLegend | 32UK43 | — — | 306242 306243 — | 30G244 
No. 30G234 Extended Button 1NC No Legend — — 32UK48 — — 30G246 — 
40mm 1NO No Legend — | 32uK29 | — | 306247 | 32UK32  32UK34 — 








Mushroom Head 


22mm Selector Switches—Complete Units 
= 10A 


Chrome construction. Black Lever. UL Listed. 


‘aa 


= NEMA 1, 2, 3, 4 and 4X rated CSA and CE Certified. 

PLASTIC | METAL 

Type of Key Contact Item Item 

Position Action Operator Removal Form No. No. 
Z Maintained / Momentary Keyed Left 1NO _ 30G259 
Zz Maintained / Maintained Keyed Left 1NO — 30G269 
Z Maintained / Maintained Keyed Left/Right 1NO 30G270 | 30G271 
2 Maintained / Maintained Lever No Key 1NO 30G264 | 30G265 
Z Maintained / Maintained Extended Lever No Key 1NO 30G266 306267 
3 Momentary / Maintained / Momentary Lever No Key 2NO 30G260 | 30G261 

3 Momentary / Maintained / Momentary Extended Lever No Key 2NO 30G262 _ 
3 Maintained / Maintained / Maintained Keyed Any Position 2NO — 30G277 
3 Maintained / Maintained / Maintained Keyed Center 2NO 30G278 | 30G279 
No. 30G262 3 Maintained / Maintained / Maintained Lever No Key 2NO 30G272 306273 
3 Maintained / Maintained / Maintained Extended Lever No Key 2NO 30G274 | 30G2/5 


22mm LED Pilot Lights—Complete Units 


Designed with screw-clamp terminal connection. Round shape. LED lamps provide 
10,000 hr. of average life. UL Listed. CSA and CE Certified. 


= NEMA 1, 2, 3, 4, 4X, 
12, and 13 rated 


ae 


PLASTIC METAL 
Green Red White Yellow Green Red 
Voltage Item No. | Item No. | ItemNo. | ItemNo. | Item No. | Item No. 
No. 30G209 24VAC/DC 30G209 30G210 306208 306211 306213 30G214 
120VAC 30G217 306218 306216 306219 306221 30G222 





22mm Push-Button Control 
Stations—Complete Units 


=» ABS NEMA 4X enclosures 
= 600VAC 


= Station contact rating: 3A at 240VAC, 6A at 


‘a 


Surface-mount stations are 600VAC/DC. Gray 
enclosures. UL Listed, IEC, CSA and CE Certified. 
No. 32W279 is UL Listed, IEC and CSA Certified. 


120VAC, 0.27A at 250VDC, 0.55A at 125VDC 











No. of Contact Operator Encl. Item 
Action Operators Legend Form Color Material H WwW D No. 
te aay banirol rations Start 1NO Black ABS 1.98" 2.92" 2.69 32W265 
omentary a ac 93" 92° 2.69" 
No. 32W267 No. 32W274 Momentary Stop TNC Red ABS 1.98" 2.92" 260° 32W266 
Momentary 2 Start/Stop 1NO/iNC Black/Red ABS 1.98" 4.09" 2.69" 32W267 
Momentary 2 Forward/Reverse 2NO Black ABS 1.98° 4.09" 269° 32W268 
Momentary 3 Open/Stop/Close 2NO/1NC Black/Red ABS 1.98" 5.27" 2.69 32W27/1 
Momentary 3 Forward/Stop/Reverse 2NO/1NC Black/Red ABS 1.98" 527° 2.69 32W272 
Momentary 3 Up/Stop/Down 2NO/1NC Black/Red ABS 1.98" 5.27' 2.69 32W273 
Momentary 1 Stop INC Red ABS 1.98" 2.92" 269° 32W2/4 
Twist-to-Release 1 Twist to Release Arrows —_1NC Red ABS 1.98" 2.92" 2.69" 32W27/5 
Key-to-Release 1 Emergency Stop 1NC Red ABS 1.98" 2.92" 2.69" 32W2/6 
Push / Pull 1 No Legend 1NC Red ABS 1.98" 2.92" 2.69° 32W277 
Pushbutton Enclosures 
— — — — Plastic 1.98" 2.68" 2.91° 32W279 
— — — — Die-Cast Aluminum 2.91° 2.68' 2.10° 32W278 
a cio aia h Mfr. No. 32W265, 32W267, 32W268, 32W2/1, 32W2/2, 32W273, 32W2/8, 32W279 32W280 
, For Use Wit r. No. : ; ; ; 
ote oie INC, For Use With Mfr. No. 32W266, 32W267, 32W271, 32W272,32W273 aeVAG4 
82W274,32W275,32W276,32W277, 32W278,32W279 
240 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ELECTRICAL 
22mm Operators 





22mm Illuminated Push Buttons—Complete Units E:TeN 


=» NEMA 1,3, 4X,12,and 13 rated These push buttons feature an all-in-one design. They also help you reduce inventory and 
increase functionality. Maintained push buttons are field-convertible to momentary. 








120VAC 24VAC/DC 
Blue Green Red White Blue Green Red White 
Type of Contact Legend/Back Item Item Item Item Item Item Item Item 
Operator Form Legend GroundColor _ IP Rating No. No. No. No. No. No. No. No. 
Maintained / Momentary 
Extended Button 1NC — — 67, 69K — — 20AX66 — — — 20AX67 — 
Extended Button 1NC 0 White/Red 67, 69K — — 20AX68 — — — 20AX69 — No. 20AX54 
Extended Button 1NO — — 67,69K | 20AX60 | 20AX62 — 20AX70 | 20AX61 20AX63 — 20AX71 
Extended Button 1NO | Black/Green 67, 69K _— 20AX64 _ _ _— _ — — 
Extended Button 1NO | White/Green 67, 69K _ _— _ —_ _ 20AX65 — — 
Extended Button 1NO 0 Black/White 67, 69K — — — 20AX72 — — — 20AX73 
Flush Button 1NC — — 67, 69K — — 20AX74 — — — 20AX75 — 
Flush Button 1NC 0 Black/Red 67, 69K — — 20AX76 _— — — 20AX77 — 
Flush Button 1NO — — 67,69K | 20AX54 | 20AX56 — 20AX78 | 20AX55  20AX57 — 20AX79 
Flush Button 1NO | White/Green 67, 69K — 20AX58 — — — 20AX59 — — 
Flush Button 1NO | Black/White 67, 69K — — — — — — — 20AX81 
Flush Button 1NO 0 Black/White 67, 69K — — — 20AX80 — — — — 
Maintained 
Extended Button 1NC — — 67, 69K — — 20AW82 — — — 20AW83 — 
Extended Button 1NO — — 67,69K | 20AY20 | 20AY22 —_ 20AW84 | 20AY21 | 20AW81 —_ 20AW85 
Flush Button 1NC — — 67, 69K — — 20AW86 — — — 20AW87 — 
Flush Button 1NO — — 67,69K | 20AY16 | 20AY18 — Z20AW88 | 20AY17 | 20AY19 — 20AY31 





TeN 
E. 


22mm Nonilluminated Push 


Buttons—Complete Units 


=» NEMA 1,3,4X, These units help you reduce inventory and 
12, and 13 rated increase functionality with their all-in-one design. 
1NC | 1NO |1NO/INC} 2NC | 2NO 
Legend/Back Item | Item Item Item | Item 


Legend Color Ground Color IP Rating) No. No. No. No. No. 
Momentary Push, Extended Button 
| 


Green White/Green 6/7,69K | — _ |20AX33)\ 20AX34| — _ | 20AX35 

No Legend Black — 67, 69K 20AX42, — _ | 20AX44 |\20AX43);  — 
No Legend Green — 67,69K | — | 20AX30\ 20AX31| — «| 20AX32 
No Legend Red — 67, 69K 20AX36; — | 20AX38 |20AX37; — 
No Legend White — 67,69K | — |20AX48 20AX49| — _ | 20AX50 

0 Black White/Black 67, 69K |20AX45, — _ | 20AX47 20AX46 — 

0 Red White/Red 6/7, 69K 20AX39| — _ | 20AX41 |20AX40| — 

0 White Black/White 67,69K | — _ |20AX51)| 20AX52| — §(20AX53 
Momentary Push, Flush Button 

| Green White/Green 67,69K | — _ |20AX27\ 20AX28| — _ | 20AX29 
No Legend Green = 67,69K | — |20AX24 20AX25| — _ | 20AX26 
No Legend Red — 67, 69K 20AY13); — | 20AY15 |20AY14; — 
Maintained Push, Extended Button 

| Green White/Green 67,69K | —  |20AX91 | 20AX92| — _ | 20AX93 
No Legend Black — 67, 69K 20AY01; — | 20AY03 |20AY02| — 
No Legend Green — 67,69K | — |20AX88 20AX89| — _ | 20AX90 
No Legend Red — 67, 69K \20AX94; — _ | 20AX96 20AX95| — 
No Legend White — 67,69K | — |20AY07 | 20AY08 | — _ | 20AY09 

0 Black White/Black 6/7,69K 20AY04, — _ | 20AY06 |20AY05| — 

0 Red White/Red 67, 69K 20AX97, — _ | 20AX99 |20AX98| — 

0 White Black/White 67,69K | — _ |20AY10) 20AY11 | — | 20AY12 
Maintained Push, Flush Button 

Green White/Green 67,69K | — _  |20AX85 | 20AX86 | — _ | 20AX87 

No Legend Black — 67, 69K 20AY35) — | 20AY37 |20AY36| — 
No Legend Green = 67,69K_ | — | 20AX82| 20AX83 | — _ | 20AX84 
No Legend No Cap — 67, 69K 20AY41) 20AY43 | 20AY44 |20AY42) 20AY45 
No Legend Red — 67, 69K 20AY32; — | 20AY34 |20AY33; — 
No Legend White — 67,69K | — | 20AY38| 20AY39 | — _ | 20AY40 


22mm Selector Switches—Complete Units E-TeN 


=» NEMA 1, 3, 4X, 12, and 13 rated These switches are rated for 1 million mechanical operations. Field-convertible from 
momentary to maintained, and maintained to momentary. 


E .T-N 
22mm LED Pilot 
Lights—Complete Units 


=» NEMA 4X and 13 


These units combine a durable bright LED unit and 
modern lenses designed to create a bright and visible 
indicating light. 





No. 20AX11 


BLUE GREEN RED WHITE | YELLOW 


Voltage IP Rating Item No. | Item No. | Item No. | Item No. | Item No. 
Raised Indicator Light 
24VAC/DC 67, 69K 2Z0AWS90 | 20AW92 | 20AW94 | 20AW96 — 20AX11 
120VAC 67, 69K 20AW89 | 20AW91 = 20AW93 | 20AW95 | 20AX10 
Raised Indicator Light Without Lens 
24VAC/DC 67, 69K Z0AW99 | 20AX03 | 20AX06 | 20AX09 —_ 
120VAC 67, 69K 20AW97 | 20AX01 20AX04 | 20AX0/ —_— 
230VAC 6/7, 69K 2Z0AW98 | 20AX02 | 20AX05  20AX08 — 


E.TeN 
22mm Emergency Stop Push 


Buttons—Complete Units 
= NEMA 1, 3, 4X, 12, and 13 rated 


Durable and reliable solution to a variety of e-stop applica- No. 20AX20 
tions. They help eliminate the need for self-monitoring 
contact blocks. 





1NO/iNC; 2NC 


Type of Item Item 
Operator Includes _IP Rating) No. No. 
Maintained Push / Turn To Release 
45mm Mushroom Head — 67, 69K | 20AX21 | 20AX20 
60mm Mushroom Head — 67, 69K | 20AX23 | 20AX22 


Maintained Push / Key Release 

45mm Mushroom Head MS1 Coded Key _66 20AX13 | 20AX12 
45mm Mushroom Head MS2 Coded Key — 66 20AX15 | 20AX14 
60mm Mushroom Head MS1 Coded Key 66 20AX17 | 20AX16 No. 20AX12 
60mm Mushroom Head MS2 Coded Key — 66 20AX19 | 20AX18 











Switch Switch Switch INC 1NO 1INO/INC) = 2NC 2NO 
Type of Key Bezel @ @ @ IP Item Item Item Item Item 
Position Operator Removal Color Pos.A Pos.B Pos. C Rating No. No. No. No. No. 
Maintained / Momentary 
Z Knob with 60° Rotation No Key Silver X X = 69 20AY54 20AY56 = 20AY5/ =| 20AY55 | 20AY58 
2 Knob with 40° Rotation No Key Silver X X — 65 20AY49 20AY51 = 20AY52 = 20AY50 =| 20AY53 No. 20AY47 
2 Keyed, Number MS1 Left Silver X X — 65 20AY93 20AY95 | 20AY96 | 20AY94 | 20AY97 
Maintained / Maintained 
2 Knob with 60° Rotation No Key Silver X X = 65 20AY6/ 20AY69 20AY/0 | 20AY68 | 20AY/1 
2 Knob with 40° Rotation No Key Silver X X — 65 20AY62 20AY64 20AY65 20AY63 | 20AY66 
2 Keyed, Number MS2 Left and Right _ Silver X X — 69 20AY85 20AY8/ | 20AY88 | 20AY86 | 20AY89 
2 Keyed, Number MS1 Left Silver X X — 69 20AY75 20AY7/ | 20AY78 20AY/6 | 20AY/9 
2 Keyed, Number MS1 Left and Right Silver X X = 65 20AY80 20AY82 | 20AY83 | 20AY81 | 20AY84 
Momentary / Maintained / Momentary 
3 Knob with 40° Rotation No Key Silver XO 00 OX 65 _— _ 20AY4/ | 20AY46 | 20AY48 
] Keyed, Number MS1 Center Silver XO 00 OX 65 — — 20AY91 | 20AY90 | 20AY92 
Maintained / Maintained / Maintained 
3 Knob with 40° Rotation No Key Silver XO 00 OX 69 20AY59 —_ 20AY60 _ 20AY61 No. 20AY73 
3 Keyed, Number MS1 No Key Silver XO 00 OX 69 20AY72 _— 20AY73 _ 20AY74 
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SIEMENS 


22mm LED Illuminated 
Push Buttons— 
Complete Units 


= Flush button operator 
= Contact rating 10A @ 600VAC, 5A @ 600VDC 





No. 411310 No. 411H64 No. 411K08 
SIEMENS 


22mm illuminated Push Buttons 





= NEMA rated 1, 2, 3, 3R, 4, 4X, and 12 sa aneae = NEMA rated 1, 2, 3, 3R, 4, 4X, and 12 
= Momentary action = UL Listed, CSA and CE Certified. 
Include 1NO/1NC contact block. UL Listed, CSA Saul _ oad ae 7 i pi 
+: ype o asic em em em em em 
and CE Certified. Operator Action Material) No. No. No. No. No. 
Blue Green Red White Yellow Nickel Plated Brass and Zinc Die Cast Bezel 
Basic Item Item Item Item Item Extended Button Momentary Metal | 411J07 | 411J10 | 411J09 | 411J08 = 411J11 
Voltage _‘ Material No. No. No. No. No. Flush Button Momentary Metal | 411H99 | 411J03 | 411J02 | 411J01 | 411J04 
Nickel Plated Brass and Zinc Die Cast Bezel Flush Button Maintained Metal — 411339 | 411J38 | 411337 =| 411340 
24VAC/DC Metal 411K65 411K25 411K24 411K26 411K64 Polyamide Bezel 
120VAC Metal 411K69 411K68 411K66 411K70 411K67 40mm Mushroom Head Maintained — Plastic — _ — | 411K08 _ 
Plastic Bezel Extended Button Momentary _ Plastic — __| 411H82 | 411H81 | 411H80 — 
24VAC/DC _ Plastic 411K44 411K31 411K30 411K32 411K43 Flush Button Momentary Plastic | 411H62 | 411H65 |) 411H64 | 411H63 |411H66 


120VAC Plastic 411K48 411K47 411K45 411K49 411K46 Flush Button Maintained Plastic — | 411423 | 411022 | 411d21 | 411324 


SIEMENS 


22mm Selector Switches—Complete Units 


= NEMA rated 1, 2, 3, 3R, 4, 4X, and 12 UL Listed, CSA and CE Certified. 
Switch Switch Switch 
@ @ @ 














Type of Key Basic Item 
No. 411K09 Action Operator Removal Material Position Pos. A Pos.B Pos.C No. 
Illuminated Selector Switch Operator 
Maintained / Maintained / Maintained Lever = Plastic 3 X 0 X 411H98 
Key-Operated Switch 
Maintained / Maintained Keyed All Positions Metal 2 X 0 — _411K11 
ie =o bas Keyed Right Plastic 3 X 0 X 411K07 
‘ Maintained / Maintained / Maintained Keyed Center and Right Metal 3 X 0 X 411K09 
: Maintained / Maintained / Momentary Keyed Left/Center Metal 3 X 0 X 411K10 
Non-Illuminated Selector Switch Operator 
Keyed Any Position Metal 2 0 X —  411K03 
er ae Keyed Left Metal 2 0 X —  411K04 
Maintained / Maintained Keyed Left Metal D 0X — 44iKi2 
Keyed Right Metal 2 0 X — 411K13 
Lever No Key Plastic 3 X 0 X 411H97 
ee a ee Keyed Left Metal 3 X 0 X 411K06 
Maintained / Maintained / Maintained Keyed Left Metal 3 X 0 X 411K15 
Keyed Right Metal 3 X 0 X 411K16 
Maintained / Maintained / Momentary Lever No Key Plastic 3 X 0 X 411328 
pee cen tenes Lever No Key Plastic 2 X0 — 44125 
Maintained / Momentary Keyed Left Metal 2 0 X —  411K05 
Keyed Left Metal 2 0 X —  411K14 
Momentary / Maintained / Maintained Lever No Key Plastic 3 X 0 X 411327 
Momentary / Maintained / Momentary Lever No Key Plastic 3 X 0 X 411326 
Switch Switch Switch 
Sl |= M E N S Type of Contact Key Basic @ @ @ Item 
Operator Position Form Removal Material Pos.A Pos.B Pos.C_ No. 
22mm Selector Maintained / Maintained 
Keyed 2 1NO Any Position Plastic 0 X —  411J98 
Switches Keyed 2 1NO Any Position Metal 0 X —  411J99 
Keyed 2 INO/INC Any Position Plastic XO OX —  411K35 
= 10A @ GOOVAC, Keyed 2 INO/INC Any Position __ Metal XO OX —  411K63 
Lever 2 1NO No Key Plastic 0 X — ___411J56 
1A @ 600VDC Lever 2 TNO/ANC No Key Metal XO OX —  411K60 
Maintained / Maintained / Maintained 
s NEMA rated 1, 2, 3, Keyed 3 Any Position — Plastic XX 00 XX 411K01 
so aang SR, 4, 4X, and 12 Lever 3 2NO NoKey Plastic XX OO XX  441J62 
oO. Lever 3 2NO/2NC No Key Plastic XOXO OXOX XOXO 411K34 
UL Listed, CSA and CE Lever 3 9NO/2NC No Key Metal. XOXO OXOX XOXO 411K61 
Certified. Momentary / Maintained / Momentary 
Lever 3 2NO No Key Plastic XX 00 XX__ 411373 
No. 411K34 Lever 3 2NO/2NC NoKey Plastic XOXO OXOX XOXO 411K42 
Lever 3 2NO0/2NC No Key Metal XOXO OXOX XOXO 411K62 
No. No. 
SIEMENS 411H41 411H51 No. 411J66 
« NEMA rated 1, 2, 3, 3R, 22mm Lamp 
4, 4X, and 12 UL Listed, Modules 
vonane ee cemiied, _ UL Listed, CSA and CE Certified. 
Black | Blue | Clear | Green| Red | White | Yellow 
Connec. | Item | Item | Item | Item | Item | Item | Item Dart Mi rots ace ee ede Oa 
For Use With Type No. | No. | No. | No. | No. | No. | No. y 1 ule Mi Hf No No ae No. No. 
Non-IIluminated “a age oae 0. 0. 0. 0. 0. 
Siemens Flat Push Button 3SU1 Series Snap On |411H45|411H39| —  |411H41 | 411H42|411H46|411H44 
Wcdeatet a BP D4VAC/DC 3SU1401-1BB | 411d77 | 411076 | 411J75 | 411078 «41174 
Siemens Raised Push Button 3SU1 Series Snap On | — |411H27) —  (411H28)411H29| —  (411H30 120VAC 3SU1401-1BC | 411J66 | 411J65 | 411J64 | 411J67 411J63 
Siemens Flat Push Button 3SU1 Series Snap On — | 411H51 | 411H40 411H47 411H48 |411H43 | 41149 240VAC 3SU1401-1BF 411371 | 411370 | 411J69 | 411J72 411J68 
242 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ELECTRICAL 
22mm Operators 










No. a No. 
411K56 ie 411K28 
SIEMENS 


22mm Nonilluminated Push 


Buttons—Complete Units 
= NEMA rated 1, 2, 3, 3R, 4, 4X, and 12 
UL Listed, CSA and CE Certified. 





No. 411J82 


SIEMENS 
22mm LED Pilot Lights 


= NEMA rated 1, 2, 3, 3R, 4, 4X, and 12 
UL Listed, CSA and CE Certified. 





Blue Green Red White Yellow 
Basic Item Item Item Item Item 
Voltage Material No. No. No. No. No. 
24VAC/DC Polyamide 411J82 411J81 411J79 411J83 411J80 
120VAC Zinc Alloy 411J91 411J90 411J88 — 411J89 


Black Blue | Green Red White | Yellow 


Type of Basic Item Item Item Item l 
Operator Action Material No. No. No. No. 
Metal Bezel 


Extended Button Momentary Zinc Alloy | 411K54 | 411K5/7 | 411K56 | 411K55 
Flush Button Momentary Zinc Alloy | 411K22 | 411K52 | 411K51 | 411K23 | 41 
Plastic Bezel 

Extended Button Momentary Polyamide | 411K39 | — — | 411K40 
Flush Button Momentary Polyamide | 411K27 | 411K37 | 411K29 | 411K28 | 41 





No. 411K17 No. 411J32 No. 411H57 


SIEMENS 


22mm Nonilluminated 


Push Button Operators 
= NEMA rated 1, 2, 3, 3R, 4, 4X, and 12 
UL Listed, CSA and CE Certified. 





tem | Item SIEMENS 


No. No. 


———— | 22mm Multihead Operators 
1KS3 | 411K50 | NEMA rated 1, 2, 3, 3R, 4, 4X, and 12 
= Momentary action UL Listed, CSA and CE Certified. 


4K38 | 411K36 


Type of No. of Item 
Operator Heads Color No. 
Iiluminated Multi-Head Operator 
(1) Flush Button, (1) —)—— Green/Red —— 41154 
Extended Button 
2 Black/White 411J55 
(2) Flush Buttons 2 Green/Red 411J52 


Non-Iluminated Multihead Operator 
(1) Flush Button, (1) 
Extended Button 


(2) Flush Buttons 





Green/Red 411J49 
White/Black 411357 No. 411J52 
Green/Red 411J47 
White/Black 411J48 


ROP) PO Po 


SIEMENS 
22mm Emergency 
Stop Push Button 


= 10A @ GO0VAC, 1A @ 600VDC 








ape v — aad = NEMA rated 1, 2, 3, 3R, 4, 4X, and 12 
perator ac e . we: 
Basic item bet UL Listed, CSA and CE Certified. 
Material No. No. Contact Item 

Maintained Form Material No. 

40mm Mushroom Head Metal — 411J60 Maintained Push / Pull 

40mm Mushroom Head Plastic —_— 411J51 1NC Metal 411387 
Maintained / Key Release 1NO/1NC Plastic 411K41 No. 411J86 
40mm Mushroom Head CES SSG10 Key Metal _ 411K17 1NO/1NC Metal 411K58 
40mm Mushroom Head Ronis SB30 Key Metal mo 411K02 Maintained Push / Twist 

40mm Mushroom Head Ronis SB30 Key Plastic 411J97 1NC Metal 411J386 
Maintained / Trigger Action 1NO/1NC Metal 411K59 

/ Turn to Release 

40mm Mushroom Head Metal — 411J59 

40mm Mushroom Head Plastic — 411J50 

Momentary si = M EN Ss 

3omm Mushroom Head Metal 411J41 | 411J42 7 — 
35mm Mushroom Head Plastic 411J29 411J30 22mm Joystick Operators 
40mm Mushroom Head Metal 411J43 411J44 H 

40mm Mushroom Head Plastic 411J31 411J32 Complete Units 

60mm Mushroom Head Metal 411J45 411J46 a 

60mm Mushroom Head Plastic 411J35 411J36 . saudi bess SR, 4, 4X, and 12 

Black Blue Green Red White Yellow y os 
Type of Basic Item Item Item Item Item Item Include contact blocks. UL Listed, CSA and CE Certified. 
Operator Material No. No. No. No. No. No. 

Maintained No. of Item 

Flush Button Metal 411313 | 411317 | 411316 | 411314 | 411318 | 411315 Directions No. 

Flush Button Plastic | 411H91 | 411H95 | 411H94 | 411H92 | 411H96 | 411H93 Polycarbonate Bezel No. 411K18 
Momentary 2 411K18 

Extended Button —_ Metal 411H85 | 411H89 | 411H88 | 411H86 | 411H90 | 411H87 : 4 : ; 411K20 

Extended Button Plastic | 411H74 | 411H78 | 441H77 | 411H75 | 411H79 | 411H76 Nickel Plated Brass and Zinc Die Cast Bezel 

Flush Button Metal 411H68 | 411H72 | 411H71 | 411H69 | 411H73 | 411H70 2 411K19 

Flush Button Plastic | 411H53 | 411H57 | 411H56 § 411H54 | 411H58 | 411H55 4 411K21 
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ELECTRICAL Scan. Order. Done. [=f] 
22mm Operators Details on page Al. 











22mm illuminated Push Schneider 
Buttons—Complete Units G Electric 
» LED =» NEMA rated 1,2,3, © Come complete with contact block, ready for easy 
= Momentary operation 4, 4X, 12, and 13 installation. UL Listed, CSA Certified, and CE Certified. 
= No-notch mounting Meet IEC standards. 
> CHOOSE: > CHOOSE: > CHOOSE: Basic Item 
Type of Operator Lamp Module Voltage Color Material No. 
Round Button; Round Guarded Button 24VAC/DC; 120VAC Red; Green; Blue; Yellow; White Metal H6941 
22mm Nonilluminated Push Schneider 
Buttons—Complete Units G Electric 
= Momentary action Come complete with contact block, ready for 
= No-notch mounting easy installation. UL Listed, CSA Certified, and CE 
= NEMA rated 1, 2, 3, 4, 4X, 12, and 13 Certified. Meet IEC standards. 
> CHOOSE: > CHOOSE: > CHOOSE: Contact Item 
Type of Operator Head Material Color Form Legend No. 
Flush Button Plastic, Metal Black, Green, Yellow, Blue 1NO No Legend H/077 
Flush Button Plastic, Metal Black, Green, Red, Yellow 1NO/1NC No Legend H7079 
Flush Button Plastic, Metal Green 1NO | H7075 
Flush Button Plastic, Metal Red 1NC 0 H7075 
Chrome/Full Guard Plastic/Full Guard Flush Button, Extended Button Plastic, Metal Red 1NC No Legend H7076 
40mm Mushroom Head Plastic Black 1NO No Legend 6HL41 
40mm Mushroom Head Metal Black 1NO No Legend 6HK58 
. - Schneider 
22mm Selector Switches—Complete Units GeElectric 
= No-notch mounting Complete with contact block for fast, easy installation. UL Listed, 


= NEMA rated 1, 2, 3, 4,4X,12,and13 CSA Certified, and CE Certified. Meet IEC standards. 
PLASTIC | METAL 








Type of Key Contact Switch Switch Switch Item Item 
Position Operator Removal Form @Pos.A @Pos.B @Pos.C IP Rating No. No. 
Maintained / Momentary 
Keyed Left 1NO 0 X — 65 — 6HK66 
Maintained / Maintained 
2 Keyed Left 1NO 0 X _— 65 2UZC7 6HK63 
Standard 2 Keyed Left/Right TNO 0 x = 65 6HL48 | 6HK65 
Lever fi Lever No Key 1NO 0 X — 65 6HL42 6HK59 
2 Extended Lever No Key 1NO 0 X — 65 2UZC8 6HK6/ 
Momentary / Maintained / Momentary 
3 Lever No Key 2NO XO 00 OX 65 2UZD1 6HK61 
3 Extended Lever No Key 2NO XO 00 OX 65 2UZD2 6HK69 
Maintained / Maintained / Maintained 
Extended 3 Keyed Any Position 2NO XO 00 OX 65 6HL45 6HK62 
3 Keyed Center 2NO XO 00 OX 65 6HL47 6HK64 
Lever 3 Lever No Key 2NO XO 00 OX 69 2UZD3 6HK60 
3 Extended Lever No Key 2NO XO 00 OX 65 6HL51 6HK68 
Selector Switch Key 
For Use With Schneider XB4 and XB5 Series Selector Switches —_ 6HZ23 
° No. 6HM22 ° No. 6HK93 
Schneider Schneider 
Electric Electric 





22mm Chrome Joystick 22mm LED Pilot 
Controllers—Complete Units Lights—Complete Units 


= No-notch mounting  1-step, 1NO contact per direction. Complete with = No-notch mounting 
= NEMA rated 1, 2,3, contact block for fast, easy installation. UL Listed, = NEMA rated 1, 2, 3, 4, 4X, 12, and 13 
4, 4X, 12, and 13 CSA Certified, and CE Certified. Meet IEC standards. Come complete with lamp module, ready for easy installation. 





No. of Item UL Listed, CSA Certified, and CE Certified. Meet IEC standards. 
Action Directions Bezel No. 
Z Chromium Plated Metal _ 6HM17 ; PLASTIC ; METAL 
Momentary 4 Plastic 6HM22 White | Green | Red | Yellow | White | Green | Red | Yellow 
4 Chromium Plated Metal 6HM18 Item Item Item Item Item Item Item Item 
2 Plastic 6HM19 Voltage No. No. No. No. No. No. No. No. 
Maintained 2 Chromium Plated Metal 6HM15 24VAC 2UZC1 | 2UZC03 | 2UZC4 | 2UZC5 |6HK91 | 6HK92 | 6HK93 | 6GHK94 
4 Chromium Plated Metal 6HM16 110 to 120VAC 2UZC2 | 6HL81 | GHL82 | 2UZC6 |6HK96 | 6HK97 (6HK98 | GHK99 
, p 22mm Illuminated Push Buttons Schneider 
( and Incandescent BA9s Modules G Electric 


= NEMA rated 1, 2,3, A complete push button requires an operator, mounting base, contact block, and incandescent 
4,4X,12,and13 module. Some lamps sold separately, see page 246. UL Listed, CSA Certified, and CE Certified. 


Chrome PLASTIC, ZB5 SERIES CHROME, ZB4 SERIES 
Extended Type of White | Green Red Yellow | Blue White | Green Red Yellow Blue 
Operator Action Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. 
Illuminated Push Button Operators 
Flush Button Momentary | 6HW94 | GHW96  GHW98 | GHXO1 | GHXO3 | GHRSS | GHRS/ | GHR59 GHR61 | GHR63 








Extended Button Momentary | 6HW84 | 6GHW86 | GHW88 _ 6HW91 | 6HR45 | 6HR47 | GHR48 | GHRSO | GHRDS2 
1NO 1NC 2NO 1N0/1NC 
Description Voltage Item No. Item No. | Item No. | Item No. 
Mounting Base, Contact Block, and Incandescent Module, For Use with Plastic, ZB5 Series Operators 
Lamp Module and Contact Block, Includes 6V Lamp 120VAC 6HW37 — — 6HW38 
Lamp Module and Contact Block, Includes 6V Lamp 240VAC — — — 6HW39 
Lamp Module and Contact Block (Lamp Required) Max. 250V 6HW40 6HW41 6HW42 6HW43 
Mounting Base, Contact Block, and Incandescent Module, For Use with Chrome, ZB4 Series Operators 
Base Base Lamp Module and Contact Block, Includes 6V Lamp 120VAC 6HP98 — —_ 6HP99 
No. 6HRO1 No. GHW41 Lamp Module and Contact Block (Lamp Required) Max. 250V 6HRO1 6HRO2 6HRO3 6HRO4 
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ELECTRICAL 
22mm Operators 





22mm illuminated Push 
Buttons and LED Modules 


= NEMA rated 1, 2, 3, 
4, 4X, 12, and 13 


White 
Item 
No. 


Type of 
Operator Action 
Illuminated Push Button Operators 


PLASTIC, ZB5A SERIES 
Green | Red | Yellow! Blue 
Item Item | Item 
No. No. No. 


Item | | 
No. 


White 


Schneider 


A complete push button requires an operator, mounting base, contact 
block, and LED module. UL Listed, CSA Certified, and CE Certified. 


CHROME, 
Red | Yellow 
Item 
No. 


Green 
Item 
No. 


tem 
No. 


ZB4 SERIES 


Item 


No. No. 


Blue 
Item 


Flush Button Momentary 
Flush Booted Button Momentary 
Extended Button Momentary 
Flush Button Maintained 
Extended Button Maintained 


6HW95 | GHW97 | GHW99 | 6HXO2 
6HX06 | 6HXO7 | GHXO8 | BHXO9 


6HX04 | 6BHRO6 
6HX10  6HR66 


6HW85 | GHW87 GHW89 GHW90 |6HW92) BHR46 


6HT96 | BHT99 | GHVOZ | GHVO4 
6HVO8 | 6HV11 | GHV1I3 | GHV15 


PLASTIC, ZB5 SERIES 


White 


Green 


Red Yellow Blue 


6HVO6 6HNS9 
6HV17 | 6GHN70 


6HRO8 GHR6O) 6BHR62Z 
6HR67 6HR68 | GHR69 
6HR49 6HRO1 
6HN62 6GHNG4 | 6HNG6 
6HN73|6HN/75 6HN77 


CHROME, ZB4 SERIES 


White 


Green 


Red Yellow 


6HR64 
6HR70 
6HRO3 
6HN68 
6HN79 


Blue 


Item 
No. 


Item 
No. 


Contact 
Voltage Form 


24VAC/DC INC — HW49 


Item 
No. 
Mounting Base, Contact Block, and LED Module 

6 6HW53 


Item 
No. 


Item 
No. 


Item 
No. 


6HW57 


Item 
No. 


6HR14 


Item 
No. 


Item 
No. 


Item 
No. 


24VAC/DC_ _ 1NO |6HW44 
24VAC/DC _1NO/1NC 6HW47 
24VAC/DC  2NO (6HW46 
INC |6HW65 
1NOQ | 6HW64 
1NO/1NC |6HW67 
2NO _|\6HW66 


120VAC 
120VAC 


22mm Nonilluminated 


Push Buttons 


6HW48 
6HW51 
6HW50 
6HW69 
6HW68 
6HW71 
6HW70 


6HWE0 
6HW63 
6HW62 


6HW80 
6HW83 


6HW52 
6HW55 
6HW54 
6HW73 
6HW72 
6HW75 
6HW74 


6HW56 
6HW59 


6HW76 
6HW79 
6HW78 


6HROS 
6HROS 
6HRO7 
6HR26 
6HR25 
6HR28 
6HR27 


6HROI 
6HR12 
6HR11 
6HR30 
6HR29 
6HR32 
6HR31 


Schneider 


HeElectric 


= No-notch mounting Plastic models are for applications that require chemical 


= NEMA rated: 1, 2, 3, 
4, 4X, 12, and 13 


Certified, and CE Certified. 


resistance and/or double electrical insulation. Contact 
blocks sold separately, see page 246. UL Listed, CSA 


6HR13 
6HR16 
6HR15 
6HR34 
6HR33 
6HR36 
6HR35 


6HR17 
6HR20 
6HR19 


6HR37 
6HR40 
6HR39 





6HR21 
6HR24 


6HR41 
6HR44 


Toggle 


@ ®' 





@ 6“ 
a ‘| 


Booted 











Base 
No. 6HROS 


Base 
No. 6HW48 









Extended Guard 


Full Guard 





> CHOOSE: 
> CHOOSE: Basic > CHOOSE: Item 
- Une of Operator Material Color No. 
aintaine 

9-Position Toggle Switch Plastic, Metal Black H7004 meauerd hace s0ram Turn: |0hnmn rua 
Maintained Push Push-Pull to-Release to-Release 
Extended Button, Flush Button Plastic, Metal Black, Blue, Green, Red, White, Yellow | H6990 > CHOOSE: 
Maintained Push / Maintained Pull > CHOOSE: Basic > CHOOSE: ltem 
30mm Dia. Mushroom Head Plastic Black H7020 Type of Operator Material Color No. 
40mm Mushroom Head Plastic, Metal Black, Blue, Green H6954 Momentary Push 
40mm Mushroom Head Plastic, Metal Red H6977/ 2-Position Toggle Switch Plastic, Metal Black H7005 
60mm Mushroom Head Plastic, Metal Black H6976 30mm Dia. Mushroom Head _ Plastic, Metal Black, Blue, Green, Red, Yellow H6951 
Maintained Push / Turn To Release 40mm Mushroom Head Plastic, Metal Black, Blue, Green, Red, Yellow H6952 
30mm Dia. Mushroom Head _ Plastic, Metal Black H6981 60mm Mushroom Head Plastic, Metal Black, Blue, Green, Red, Yellow H6953 
40mm Mushroom Head Plastic, Metal Black, Yellow H6982 Booted Button Plastic, Metal _ Black, Blue, Green, Red, White, Yellow _ H6995 
40mm Mushroom Head Plastic, Metal Red H6983 Extended Button, Flush Button Plastic, Metal Black, Blue, Green, Red, White, Yellow, Multi H6993 
60mm Mushroom Head Plastic, Metal Black H6984 Recessed Button Metal Black, Blue, Green, Red, White, Yellow _ H6999 

Type of Legend/Back PLASTIC METAL 

Operator Legend Ground Color Item No. Item No. 
Non-Illuminated Multihead Operator 
(2) Flush Buttons, (1) Extended Button Left Arrow/Right Arrow/Stop White/Green, White/Red = 48K701 
(2) Flush Buttons, (1) Extended Button Up Arrow/Down Arrow/Stop White/Green, White/Red 48K818 48K702 
(2) Flush Buttons, (1) Extended Button +/-/Stop White/Green, White/Red — 48K703 
(2) Flush Buttons, (1) Extended Button Blank/Blank/Stop Black/Red _ 48K707 
(2) Flush Buttons, (1) Extended Button +/-/Stop White/Green, White/Red — 48K752 
(2) Flush Buttons, (1) Extended Button Up Arrow/Down Arrow/Stop White/Green, White/Red — 48K753 
(2) Flush Buttons, (1) Extended Button Blank/Blank/Stop Black/Red — 48K756 

2) Flush Buttons /0 Black/White, White/Black 23V7715 23V768 
15 Flush Buttons No Legend White/Black 23V/74 6UDN2 
(2) Flush Buttons No Legend Green/Red 6XTG3 6UDN3 
(2) Flush Buttons /0 White/Green, White/Red 6XTG4 6UDN4 
(2) Flush Buttons No Legend Black 48K824 — 
(1) Flush Button, (1) Extended Button No Legend Green/Red 23V780 — _ 
(1) Flush Button, (1) Extended Button No Legend White/Green, White/Red — 6UDNS _— 
(1) Flush Button, (1) Extended Button 1/0 White/Green, White/Red 6XTG5 6UDN6 No. 6UDN2 
Multihead Operators with Contacts 
(2) Flush Buttons 1/0 White/Green, White/Red _— 48K767 * 
(1) Flush Button, ) Extended Button /0 White/Green, White/Red 6UDN1 * | 6BUDNO * 
Illuminated Multi-Head Operator 
(2) Flush Buttons, (1) Light Blank Black 48K777 — 
(2) Flush Buttons, (1) Light Up Arrow/Down Arrow Black/White, White/Black 48K775 48K656 
(2) Flush Buttons, (1) Light +/- Black/White 48K776 48K657 
(2) Flush Buttons, (1) Extended Button Up Arrow/Down Arrow/Stop Black/White, Red/White = 48K751 
(2) Flush Buttons, (1) Extended Button Up Arrow/Down Arrow/Stop White/Black, Black/White, White/Red | 48K821 48K754 = 
(2) Flush Buttons, (1) Extended Button +/-/Stop Black/White, White/Red 48K822 48K759 No. GUDNO 
(2) Flush Buttons, (1) Extended Button +/-/Stop White/Green, White/Red 48K819 — . 
(2) Flush Buttons, (1) Extended Button Up Arrow/Down Arrow/Stop White/Green, White/Red 48K820 — Schneider 
(2) Flush Buttons, (1) Extended Button Stop White/Red 48K823 — & Electric 
Prune ia hier ied —|—=— 4 
ush Buttons ite/Green, White/Re —= 

(2) Flush Buttons Blank Black = 48K757 22mm 2-Head 
(2) Flush Buttons /0 Black/White, White/Black — 48K711 M Pp In B 
(2) Flush Buttons /0 White/Green, White/Red 6XTG6 6XTGO 
(2) Flush Buttons /0 Bla nite, peter Brack aie 23V772 omentary US uttons 
(2) Flush Buttons No Legend Black/White, White/Blac U — =» NEMA rated: 1. 2. 3. 4. 4X. 12. and 1 
(2) Flush Buttons No Legend White/Green, White/Red 23V783 6UDN7 IP6G : se pesarayaeslerane ie 
(2) Flush Buttons No Legend White/Green, White/Red — 23V771 an 
(2) Flush Buttons /0 White/Black, Black/White — 48K712 
'F} Flush Button (1) Extended Button 0 White/Green, White/Red = 48K710 For contact blocks and lamp modules see 
(1) Flush Button, (1) Extended Button No Legend White/Green, White/Red 230784 | 6XTG1 page 246; both sold separately. UL Listed, 
(1) Flush Button, (1) Extended Button /0 White/Green, White/Red 6XTG/ 6XTG2 


* Includes 1NO/1NC contact block. 
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CSA Certified, and CE Certified. 
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22mm Operators Details on page A1. 
‘= 
~ Replacement Lamps for 17 

22mm illuminated Operators 

= Incandescent = Miniature bayonet base 

= 13-1/4 bulb shape = Fits BAY style modules 

Standard Keyed Trade Item 
Plastic 
Volt No. No. 

onrene oe eve AVDXG 

12 12VMB-1 4VDY1 

24 24VMB-1 4VDY2 

— 130 130VMB-1, Functional Equivalent to 949-99 _ 4VDY3 No. 4VDY2 
oy rs 240 240V/MB-1 5GED5 
, 
Extended \ 
Chrome a 
Plastic Chrome 
Illuminated 
Schneider ene 
& Electric 






22mm Selector Switches 

Choose 1 selector switch and a contact block sold separately, depending on the 
action required (see selector codes, this page). 

Keyed selector switches are keyed alike. An illuminated switch requires a lamp 
module and base assembly, sold separately, see page 245. UL Listed, CSA Certified, 


Light Module 
(Quick-Connect 
Terminals) 





and CE Certified. 
Desired Mounting Position 
Contact Configuration Plastic Chrome Wiring Directions 
L R L R L R 2-Position Selector Switches “ 
Off On —__ 6HX27_ | — __ GHR88 Wire Individually Schneider 
On Off 6HX29_ — 6HR88_ — Wire Individually & Electric Light Module 
On On 6HX27 _6HZ09 | GHR88 _6HZ09 Wire Individually (Screw Terminals) 
Desired Mounting Position 7 7 
i cada : i ee Wiring Directions 22mm LED Pilot Lights 
R 3-Position Selector Switches 
On Off On | 6HX27__GHZ06_| GHR88_ 6HZ06 Wire Individually EMEMA Tear aoh; teen otaee | | 
ui an at GHALY ae GHRSO gneee ge it Series A complete pilot light consists of a head and light module with mounting 
On Off Off | 6HX27 — 6HRSS — Wire individually base. UL Listed, CSA Certified, and CE Certified. 
PLASTIC METAL Material Voltage Item No. | Item No. | Item No. | Item No. | Item No. 
Type of Operator Key Mfr. Item Mfr. Item Pilot Light Head 
Position Operator Action* Color Removal Model No. Model No. Plastic _ 6HW15 6HW17 6HW19 6HW21 6HW23 
Non-Iiluminated Operator Chrome — 6HP75 6HP7/ 6HP79 6HP81 6HP83 
Lever M/M__ Black No Key ZB5AD2_ 6HT55 | ZB4BD2 G6HN36 Pilot Light Lens 
Lever M/M/M_ Black No Key ZB5AD3_ 6HT60 | ZB4BD3  6HN38 Lama Mo fale With Bulb = GYENS | 6YEPO = = 
ete ke ee Chrome 24 to 120VAC/DC | 2UYY2 | 2UYY3 | 2UYY4 | 2UYY5 | 2UYY6 
Lever M/s__Black _No Key | 2BoAD4 _6HT64 | 780804 _6HN39_| “Chrome 24VAC/DC_ | 6HP88_| 6HP89 | 6HP90 | GHP91 | 6HP92 
Lever S/M/M_ Black No Key ZB5AD/ 6HT73 | ZB4BD/7 6HN42 Plastic FAVAC/DC 6HT43 6HW28 6HW29 6HW30 6HW31 
Lever S/M/S__ Black No Key ZB5AD5_ _6HT69 | ZB4BD5 _6HN41 Chrome T20VAC 6HP93 6HP94 6HP95 6HP96 6HP97 


Keyed M/M _ Black Left ZB5AG2 6HT87 | ZB4BG2 6HN50 Plastic 120VAC 6HW32 6HW33 6HW34 6HW35 6HW36 
Keyed M/M _— Black Leftand Right) ZB5AG4 6HT89 | ZB4BG4_ 6HN52 ——— 
Keyed M/M/M_ Black Any Position | ZB5AGO 6HT83 = ZB4BGO 6HN46 
Keyed M/M/M_ Black Center ZB5AG3 6HT88 | ZB4BG3_ 6HN51 
Keyed M/M/M_ Black Left ZB5AG9 2UYW5 | ZB4BG9 _ 6HN57 
Keyed M/M/M_ Black Left/Right ZB5AG5 2UYW7 | ZB4BG5  6HN53 
Keyed M/M/M_ Black Right ZB5AGO9 2UYW6 ZB4BG09 6HN48 
Keyed M/M/S_ Black Center ZB5AG8 2UYW8 | ZB4BG8 _ 6HN56 
Keyed M/M/S_ Black Left ZB5AGO8 2UYW9 ZB4BG08 6HN47 
Keyed M/S Black Left ZB5AG6 _‘6HT91 ZB4BG6_ 6HN54 
Keyed S/M/M_ Black Right ZB5AG1 6HT86 | ZB4BG1 6HN49 
Keyed S/M/S__ Black Center ZB5AG7 6HT92 ZB4BG/_ 6HN55 

Extended Lever M/M __ Black No Key ZB5AJ2 6HV18 | ZB4BJ2 6HN80 

Extended LeverM/M/M_ Black No Key ZB5AJ3. 6HV19 | ZB4BJ3 6HN81 

Extended LeverM/M/S_ Black No Key ZB5AJ8 6HV23 | ZB4BJ8 6HN85 

Extended Lever M/S Black No Key ZB5AJ4_ =6HV20 | ZB4BJ4 6HN82 

Extended LeverS/M/M_ Black No Key ZB5AJ7 ~6HV22 | ZB4BJ7 6HN84 

Extended Lever S/M/S__ Black No Key ZB5AJ5_ ~—«6HV21 ZB4BJ5 6HN83 





G9) G9) NY) GO) G9) NY} GO) G9} DO} GO) GO) GO) G9) GO) GO) G9) NO} NO) G9) GO} NO) GO) GO) PO 


Iiluminated Operator (Order Lamp Modules Separately) No. 6HZ06 No. GHR88 No. 6GHX27 
2 Lever M/M Green = Z7B5AK1233 6HV25 |ZB4BK1233 GHN87 . 
2 Lever M/M. Red = ZB5AK1243 6HV26 |ZB4BK1243 6HN8S_ | SChneider 
2 Lever M/M Yellow = ZB5AK1253 6HV27 | ZB4BK1253 GHN89 MeElectric 
3 Lever M/M/M Green = Z7B5AK1333 6HV30 | ZB4BK1333 GHN92 
3 Lever M/M/M _ Red = ZB5AK1343 6HV31 | ZB4BK1343 GHN93 
3 Lever M/M/M._ Yellow | 2B5AK1353 6Hv32__zeaBk1353 eHNad~ | GONtact Blocks for 22mm Operators 
3 Lever M/M/S Red = ZB5AK1843 2UYX1_|ZB4BK1843 BHP14 | | pated 40 conti 
3 Lever. M/M/S_ Yellow = ZB5AK1853 2UYX3 | ZB4BK1853 GHP15 ate Continuous 
3 Lever M/M/S Green = ZB5AK1833 6HV50 |ZB4BK1933 GHP13 Base Only} 1NO | 1NC | 2NO | 2NC |1NC/1NO 
2 Lever M/S Red — — —  |ZB4BK1443 6HN98 _ Item Item | Item | Item | Item | Item 
2 Lever M/S Yellow = = —~_|ZB4BK1453 6HN99 Description No. No. No. | No. No. No. 
2 Lever M/S Green = 7B5AK1433 GHV35 |ZB4BK1433 GHNQ7 Aer ee — | GHZ06 | GHZO9 | GHZ12 | GHZ13 | GHZ14 
3 Lever __S/M/M_Green — | ZB5AK1733 GHV45_|ZB4BK1733 6HPOB_ | —A oo? Pe ae 
3 Lever S/M/M Yellow — — —_(2B4BK1753 GHP10_ | Bacetor Chrome 2B4 Operators | — | SHR | 6HRSO | GHR9Z | GHR94 | GHR9G 
3 Lever S/M/S Red = ZB5AK1543 6HV41 | ZB4BK1543 GHPO4 Contact Block with Mounting = bauoel ane umarlcan | Gane 
| Lever S/M/S_ Orange — — — ZB4BK1553 6HPO5 Base for Plastic ZB5 Operators 
3 Lever S/M/S_ Green = ZB5AK1533 6HV40 | ZB4BK1533 6HPO3 Metal Mounting Base For ZB4 6HR&6 — — — — = 
3 Lever S/M/S_ Yellow — ZBDAK1953 6HV42 = — Plastic Mounting Base For 6HX25 | 6GHX28) — -_ = = 
* M=maintained contact, S=spring return momentary contact. ZB5 and Plug In Connectors 
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GRAINGER CHOICE* ELECTRICAL 
Find the ~. Find Solutions. Find Great Prices. 22mm Operators 


22mm Nonilluminated Selector Switches 


Black knob. Keyed operators are keyed alike. Contact blocks sold separately, 
this page. UL Listed and CSA Certified. 








Bezel Key Mfr. Item 
Fasition Action Material Removal Cam Model No. 
no 
2 Maintained / Maintained Metal No Key D POCSMDON 6AMK8 
2 Maintained / Maintained Metal No Key D POMSMDON _ 6AMNO 
2 Maintained / Maintained Metal No Key | POMSMION 6AMN1 * 
Zz Maintained / Maintained Plastic No Key D POXSMDON _—_49A829 
3 Maintained / Maintained / Maintained Metal No Key Z P9CSMZON 6AMK9 
a] Momentary / Maintained / Momentary Metal No Key Zz POMSMZ3N 6bAMN2 
3 Momentary / Maintained / Momentary Metal No Key Z POMSMZoN 6bAMNS 
3 Maintained / Maintained / Maintained Plastic No Key Z POXSMZON 49A831 
4 Maintained / Maintained / Maintained / Maintained Metal No Key X P9CSMXON 49A832 
: 4 4 Maintained / Maintained / Maintained / Maintained Plastic No Key X POXSMXON _—_ 49A833 
eye 
2 Maintained / Maintained Metal Leftand Right D  P9CSCDOK95  6AMK7 No. 49A829 
2 Maintained / Maintained Metal Left D POXSCDOA95 6AMPS5 
og Momentary / Maintained / Maintained Plastic Left Z P9XSCZ5A95_ ~=—s BAMP6 


* Operates from center to right, 45° travel. 


22mm illuminated Push-Button Operators $6) 
= LED lamp modules Round shape. Contact Blocks and Lamp Modules 

= NEMA rated 1, 3, 3R, 4,4X,12,and13 available separately. UL Listed and CSA Certified. 

= Type C-2000 





Type of > CHOOSE: > CHOOSE: > CHOOSE: Item 
Operator Lamp Module Voltage Basic Material Color No. 
Momentary 
No Guard 120VAC, 24VAC/DC Plastic, Metal Red, Green, Yellow, Blue, White, Orange H7058 
40mm Mushroom Head _120VAC, 24VAC/DC Plastic, Metal Red, Green, Yellow, Blue, White, Orange H7057 
AO OO Head 120VAC, 24VAC/DC Pl Metal Red, G Yellow, Blue, White, O H7056 
mm Mushroom Hea ; astic, Meta ed, Green, Yellow, Blue, White, Orange 
40mm Mushroom Head Module Not Included Plastic Red 6AMP2 No. H7058 No. GAMJ9 
40mm Mushroom Head Module Not Included Metal Red 6AMJ9 


22mm Nonilluminated @ 
Push-Button Operators 


=» NEMA rated 1, 3,3R, Round shape. Contact blocks 
4, 4X, 12, and 13 available separately. UL Listed 


No. H7001 @B No. GAMJ6 


Contact Blocks 





= Type C-2000 and CSA Certified. for 2oamm 
> CHOOSE: > CHOOSE: > CHOOSE: > CHOOSE: Item 
Type of Operator Contact Form _ Basic Material Color No. Operators 
Momentary Push / Maintained Intermediate / Momentary Pull 
40mm Mushroom Head = Metal Red 6AMK2 = 10A, 600V For use with GE operators. 
Momentary Push ‘et 
Flush Button, Extended Button = Plastic, Metal Red, Green, Yellow, Blue, White, Black _H7001 UL Listed and CSA Certified. 
Flush Button, Extended Button 1NC, 1NO Plastic, Metal Red, Green, Yellow, Blue, White, Black _H/078 Contact Terminal Mtr. Item 
Flush Button, Extended Button 1NO/INC Plastic, Metal Red, Green, Yellow, Blue, White, Black _ H081 Form Connec. Model No. 
40mm Mushroom Head = Plastic, Metal Red H/016 INC Screw POBOIVN  6AMJ1 
Maintained Push / Turn To Release TNC Quick-Connect POBOIFN 6AMJO 
40mm Mushroom Head — Plastic Red 6AMP1 INC/1NO Screw POB11VN  6AMJ6 
40mm Mushroom Head — Metal Red 6AML8 INO Screw POBIOVN  6AMJ5 
40mm Mushroom Head 1NC Plastic Red 49A602 1NO Quick-Connect POBIOFN  6AMJ3 
Maintained Push / Maintained Pull 1NO Quick Connect POBIOFN-AA 6AMJ4 
40mm Mushroom Head — Plastic, Metal Red H6979 2NC Screw POBO2VN  6AMJ2 
Maintained Push / Key Release Accessory/Modification Kit 
40mm Mushroom Head _— Metal Red 6AMJ7 Printed Circuit Board Adapter, Pkg.of 5 P9ACAG6 6AMH8 


22mm Multihead and Joystick Operators 


= Plastic construction —_ Plastic construction. Contact blocks and lamp modules 
= Momentary operation both sold separately. UL Listed and CSA Certified. 
WHITE/GREEN, WHITE/RED | WHITE/BLACK, WHITE/RED 
Type of Mfr. Item Mfr. Item No. 6AMLO No. 6AMP4 
Operator Legend Model No. Model No. 
Illuminated Multi-Head Operator 
15 Flush Buttons No Legend | P9DPLVRGOO  6AMLO | P9DPLNRGOO 49A840 
Flush Buttons I/O P9DPLVRGO1 6AML1 PO9DPLNRGO1 49A841 
1) Flush Button, Hy Extended Button NoLegend P9DPLVRSOO 49A846 | P9DPLNRSOO 49A842 
1) Flush Button, (1) Extended Button /0 PO9DPLVRSO1  49A847 | P9DPLNRSO1 49A843 


Joystick Operator 
5 Positions, 4 Directions —_— — —_— POXMNAT 6AMP4 








No. 49A676 


22mm LED Pilot Lights No. 490805 


=» NEMA rated 4X 


Rated for 100,000-hr. operation. Pilot light heads require lamp modules 
sold separately at Grainger.com®. All are UL Listed, CSA Certified. 


PLASTIC METAL 
Lamp Blue Green Orange Red White Yellow Blue Green Orange Red White Yellow 
. poitae Type Item No. Item No. Item No. Item No. Item No. Item No. Item No. Item No. Item No. Item No. Item No. Item No. 
ilot Lights 
24VAC/DC Refracted LED 49A710 49A708 49A712 49A707 49A711 49A709 49A704 49A702 49A706 49A701 49A705 49A703 
24VAC/DC Diffused LED 49A685 49A683 49A687 49A682 49A686 49A684 49A679 49A677 49A681 49A676 49A680 49A678 
120VAC Refracted LED 49A722 49A720 49A724 49A719 49A723 49A721 49A716 49A714 49A718 49A713 49A717 49A715 


120VAC Diffused LED 49A697 49A695 49A699 49A694 49A698 49A696 49A691 49A689 49A693 49A688 49A692 49A690 
Pilot Light Heads (Lamp Module Sold Separately) 
— LED 49A813 49A823 49A815 49A822 49A814 49A824 49A807 49A805 49A809 49A804 49A808 49A806 

— LED 49A825 49A811 49A827 49A810 49A826 49A812 49A819 49A817 49A821 49A816 49A820 49A818 
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ELECTRICAL 
Indicating Lights & Enclosures 


Scan. Order. Done. 
Details on page A1. 





= 
 PaynAGRAINGER > 
APPROVED 


Indicator Lights —...:.,. 
Nylon bodies include self-locking a 





ears. For use in machine and ee, 
equipment control panels. 
Note: LED flat versions are available in No. 
blue and white on Grainger.com®. 20C842 
RED YELLOW | GREEN 
Mounting Electrical Item Item Item 
Item Voltage Dia. Connection No. No. No. 
Incandescent, Nylon Body With Polycarbonate Lens and Stainless Steel Bezel 
Flush 12VAC/DC "Wire Leads 200840 _ _ 
Flush 24VAC/DC 2" 6" Wire Leads 200841 — — 
Raised 12VAC/DC 6" Wire Leads 200844 — — 
Raised 24VAC/DC —" 6" Wire Leads 200845 | 200842 *| 200843 
Raised 24VAC/DC A" 0.187" Tab 200846 — — 
LED, Brass Plated, Chrome, Plastic (ABS) 
Flat VDC 6mm Lead for Soldering 24M032 | 24M033 24M034 
Flat 1YBC 8mm Male .110 Connector 24M060 | 24M061 24M062 
Flat 12VDC_ — 10mm Male .110 Connector | 24M093 | 24M094  24M095 
Flat 12VDC = 12mm Male .110 Connector 24M127 | 24M128 24M129 
Flat 12VDC ~=16mm Male .110 Connector | 24M163 | 24M164  §24M165 
Flat 24VDC 6mm Lead for Soldering 24M037 | 24M038 | 24M039 
Flat 24VDC 6mm Male .110 Connector | 24M065 | 24M066 24M06/ 
Flat 24VDC = =10mm Male .110 Connector | 24M098 | 24M099 §24M101 
Flat 24VDC = 12mm Male .110 Connector | 24M132 | 24M133 | 24M134 
Flat 24VDC =16mm Male .110 Connector 24M168 | 24169 24M170 
Flat 110VAC 8mm Male .110 Connector 24M070 | 24M0/1 24M072 
Flat 110VAC 10mm Male .110 Connector | 24M104  24M105 24M106 
Flat 110VAC 12mm Male .110 Connector | 24M137 | 24M138 = 24M139 
Flat 110VAC 16mm Male .110 Connector | 24M173 | 24M174 == 24M175 
Protruding 12VDC_ 6mm Lead for Soldering 24M026 | 24M027 =| 24M028 
Protruding 12VDC 8mm Male .110 Connector | 24M051  24M052 24M053 
Protruding 12VDC_ 10mm Male .110 Connector | 24M084 | 24M085 | 24M086 
Protruding 12VDC =—12mm Male .110 Connector | 24M118 | 24M119 = 24M120 
Protruding 12VDC_ 16mm Male .110 Connector | 24M154 | 24M155 | 24156 
Protruding 24VDC 6mm Lead for Soldering 24M029 | 24M030 | 24M031 
Protruding 24VDC_ 8mm Male .110 Connector | 24M054 | 24M055 | 24M056 
Protruding 24VDC_ 10mm Male .110 Connector | 24M087 | 24M088 | 24M089 
Protruding 24VDC_ = 12mm Male .110 Connector | 24M121 | 24M122 24M123 
Protruding 24VDC = 16mm Male .110 Connector | 24M157 | 24M158 =| 24M159 
Protruding 110VAC 8mm Male .110 Connector | 24M057 | 24M058 | 24M059 
Protruding 110VAC 10mm Male .110 Connector | 24M090 | 24M091 24M092 
Protruding 110VAC 12mm Male .110 Connector | 24M124 | 24M125 24M126 
Protruding 110VAC 16mm Male .110 Connector | 24M160 | 24M161 24M162 
Round 12VDC 6mm Lead for Soldering 24M020 | 24M021 24M022 
Round 12VDC 6mm Male .110 Connector | 24M042 | 24M043 24M044 
Round 12VDC_ 10mm Male .110 Connector | 24M075 | 24M076 24M077 
Round 12VDC_ 12mm Male .110 Connector | 24M109 | 24M110 24M111 
Round 12VDC_ 16mm Male .110 Connector | 24M145 | 24M146 24M147 
Round 24VDC = 6mm Lead for Soldering 24M023 | 24M024 | 24M025 
Round 24VDC 6mm Male .110 Connector | 24M045 | 24M046 24M047 
Round 24VDC = =10mm Male .110 Connector 24M078 | 24M079 24M080 
Round 24VDC = 12mm Male .110 Connector | 24M112 | 24M113 © 24M114 
Round 24VDC =16mm Male .110 Connector 24M148 | 24M149 24M150 
Round 110VAC 8mm Male .110 Connector | 24M048 | 24M049 | 24M050 
Round 110VAC 10mm Male .110 Connector 24M081 | 24M082 24M083 
Round 110VAC 12mm Male .110 Connector 24M115 | 24M116 24M117 
Round 110VAC 16mm Male .110 Connector 24M151 | 24M152 24M153 
Neon, Nylon Body With Polycarbonate Lens 
Miniature Flush 120VAC V6" 6" Wire Leads 200859 | 200857 *| 200858 
Neon, Nylon Body With -orvearhonale Lens and Stainless Steel Bezel 
Flush 120VAC 6" Wire Leads 200849 | 200847 *| 200848 
Raised 120VAC B 0.187" Tab 200855 _ 20C852 
Raised 120VAC Yn 6" Wire Leads 200854 | 200850 *| 20C851 
Raised 240VAC VY," 6" Wire Leads 200856 — 20C853 
* Amber color. 


‘a ms. 


LED Indicator Lights . 


Nylon body with polycarbonate lens. 
UL Listed. 


RED GREEN | AMBER 


Item Item Item Green 


Voltage No. No. No. No. 22NY92 
Y2" Mounting Dia. Flush, 6" Wire Leads 
12VAC/DC 2ONY41 _ 
24VAC/DC 22NY44 _— RED GREEN | AMBER 
120VAC/DC | 22NY49 | 22NY52 22NY5A Item Item Item 
Yo" Mounting Dia. Raised, 0.187" Tab Voltage No. No. No. 
24VAC/DC 22NY43 — — 12mm Mounting Dia. Raised, M2.5 Screw 
120VAC/DC | 22NY48 | 22NY51 _ 6VAC/DC 22NY84 | 22NY83 | 22NY85 
Yo" Mounting Dia. Raised, 6" Wire Leads 12VAC/DC 22NY8/ | 22NY86 | 22NY88 
12VAC/DC 22NY40 _ _ 24VAC/DC 22NY90 | 22NY89 | 22NY91 
24VAC/DC 22NY42 | 22NY45 22NY46 120VAC/DC_ | 22NY93 | 22NY92 | 22NY94 
120VAC/DC_ | 22NY47 | 22NY50 | 22NY53 240VAC/DC | 22NY96 | 22NY95 | 22NY97 
240VAC/DC 22NY55 | 22NY56 —_— 18mm Mounting Dia. Raised, 0.187" Tab 


120VAC 
240VAC 


22NY60 | 22NY61 | 22NY63 
22NY64 | 22NY69 | 22NY6/ 


8mm Mounting Dia. Flush, 0.110" Tab 
6VAC/DC 22NY69 | 22NY68 | 22NY7/0 


12VAC/DC 22NY/2 — 22NY73 22mm Mounting Dia. Raised, M3.5 Screw 

24VAC/DC 22NY75 | 22NY74 | 22NY/6 24VAC/DC 22NZ01 | 22NY98 | 22NZ03 

120VAC/DC | 22NY78 | 22NY77 | 22NY79 120VAC 22NZ06 | 22NZ04 | 22NZ08 

240VAC/DC | 22NY81 | 22NY80  22NY82 240VAC 22NZ11 | 22NZ09 | 22NZ13 
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a 
. ® 
Schneider 
& Electric & 
Enclosures for 
22mm Operators © ® 
= Plastic NEMA rated 1, 4X, 12, 13 No. 4B588 
= Metal NEMA rated 4, 13 oy orto 
Contact 
No. of Block Conduit Item 
Holes Material Depth Size H W D No. 
1 Plastic — — 2.68" 2.68" 2.00" 6HK19 
1 Metal 1.93" fa" 2.03" O10" Cmiky 4B588 
1 Metal 2.93" fa 3.03" CRY od: 4B589 
2 Plastic — Y," 4.10" 2.68" 2.00" 6HK20 
2 Metal 193° fa" 2:03" 3.10. me 4B590 
2 Metal 2.93" fa 303" O10 Oul2 4B591 
3 Plastic — Y;" Ger 2.68" 2.00" 6HK21 
3 Metal 1.93" fa 2.03" G10: 6.90" 4B592 
] Metal 2.93" fa" 3.03 omy 6.90" 4B593 
4 Plastic — Ve 6.46" 2.68" 2.00" 6HK22 
4 Metal 1.93" fa" 6.90" O10. 2.03" 2UYY7 
4 Metal 2.93" fa" 303" Slo 8.66" 4B594 
a] Plastic — Y," (OES 2.68" 2.00" 6HK23 
a Metal 2.93. fa 12.20" 3.00. 3.03. 2UYY8 
Contact Blocks and Accessories 
Blanking Plug, Closes 22mm Hole, Gray, Nonmetallic 6HX77 
Contact Block, 1NC For Use With Schneider Empty Enclosure 6JC92 
Contact Block, 1NO For Use With Schneider Empty Enclosure 6JC91 
: 
- 2p e é 
1 WIEGMANN 





| Oiltight Enclosures 
| for 22mm Operators 


; a 
% | | a NEMA rated 12 and 13 

a — «JIC Standard EL-1-71 
Neoprene gasket and mounting flange ensure oilt- 
ight seal. Captive cover screws are threaded into 
deep-well hubs. Carbon steel with ANSI 61 gray 


No. 2VB59 





¢ polyester powder-coated finish. Seam welded 
and ground smooth. Grounding stud included. UL 
Listed and CSA Certified. 

No. of No. of Mfr. Item 

Holes Columns 4H W D Model No. 

1 1 3.25" 2.75" 3.50" PBGX1 2VB59 

2 1 5.13" 2.75" 3.50" PBGX2 2VB60 

P 3 1 7.00° 2.75" 3.50" PBGX3 2VB61 
4 1 8.88" 2.75" 3.50" PBGX4 2VB62 

6 2 8.50° 5.00" 4.25" PBGX6 2VB63 

No. 2VB64 9 3 8.50° 6.50° 4.25" PBGX9 2VB64 


ee 
e@ 6 
©@@ 
 —_— 
No. 2HRW6 


22mm Operators 


Plastic enclosures are made of impact- and 
corrosion-resistant Valox® crystalline thermo- 
plastic polyester. Molded internal bosses for 

back panel, component mounting, and DIN rails. 
Silicone gasket; no hinge. Cover and base meet 
with tongue-and-groove design for tight seal. 
Include nonmetallic cover screws. Sheet Steel and 
304 Stainless Steel enclosures are wall mount- 
able and for use with C-2000. UL Listed and CSA 
Certified. Plastic enclosures are rated IP66. 









No. of _ No. of Item 
Holes Columns H W D No. 
Plastic 
1 1 402" 284 3.31° 2HRW1 
2 1 469° 272° 2.72' 2QHRW2 
3 1 6.38" 2.84" 331° 2HRW3 
4 1 8.7/4" 2.84" 3.31" 2HRW4 
6 Z 665° 469" 472" 2HRW5 
9 3 6.65' 665° 472" 2HRW6 
Sheet Steel 
1 1 5.50" 3.50" = 4.25" = 6CJW9 
1 775° 3.50" = 4.25" ~— 6CJX1 
: 1 10.00" 3.50" 4.25" 6CJX3 
1 13.38" 3.50" 4.25"  6CJX5 
304 Staines Steel 
1 1 5.50" 3.50" 4.25"  6CJY9 
: 2 1 775° 3.50" 4.25" = 6CJZ1 
3 1 10.00" 3.50" 4.25" 6CJZ3 
No. 6CJZ5 4 1 13.38" 3.50" 4.25" 6CJZ5 
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Find the yi. Find Solutions. Find Great Prices. Pendant Stations 
NEMA 4X Push-Button Pendant Stations INDUSTRIES 
=» NEMA 4X Push-Button — ssa ditt. Mech iCAl sii 1NO ‘ se ; 
. 0.0 0.0 ecnanica r. em r. em 
Pendant Stations es ‘ Action Speeds _ Interlock Model No. Model No. 
: p/Down Legen 
Ergonomical design for one Mom. i No 1CPC02-C00-000A 30PL52 = = 
handed operation. These 5 Mom. Yes CPAQZ-AAC-OOUA S0PL73 = = 
om. es -C00- 15 — — 
stations feature high-impact Mom: 9 ves | CPEO2-D00-000A 30PL74 = = 
ABS enclosure, 2- Dc. design for User Configurable Legend ' ATR TTNN—SUPTEE 
alin. 0 = a = z 
easy wiring with shock- and F Mom: i No = ———-CPHO2-A00-000A-30PL53 
vibration-resistant construc- Mom. t Yes CP HO2-COe-OOTR SUPLES = = 
i om es -D00- 5 — — 
tion. Ideal for overhead cranes Main. 7 Mom: i Yes = — —)CPHO4-B1C-000A 30PL58 
ier eet lee ey Moe ‘ Jo OP ROECTOBOORSOPL60— PHOS RIC GOD aOPLe7 
j = om. om. es - - - - 7 
control, assembly lines, work Mom-7Mom: 9 Yes |CPHO4-D1D-000A 30PL61 = = 
Stations, and monorail control. Main. /Mom. / Mom. i Yes = = CPH06-B2C-000A 30PL63 
UL and C-UL Listed. 6 Main. / Mom. / Mom. 2 Yes — — CPH06-B2D-000A 30PL65 No. 30PL75 
Mom. /Mom./Mom. i Yes |CPHO6-C2C-000A 30PL66 | CPHO6-A2C-000A 30PL62 
Mom. /Mom. / Mom. 2 Yes  |CPHO6-D2D-000A 30PL67 | CPHO6-A2D-000A 30PL64 
Main. / Mom. / Mom. / Mom. 1 Yes — — CPH08-B3C-000A 30PL69 
Main. / Mom. / Mom. / Mom. 2 Yes — — CPH08-B3D-000A 30PL71 
8 Mom. / Mom. / Mom. i Yes = = CPH08-A3C-000A 30PL68 
Mom./Mom./Mom./Mom. 1 Yes CPH08-C3C-000A 30PL72 = — No. 30PL54 
Mom./Mom./Mom./Mom. 2 Yes — — CPH08-A3D-000A 30PL7/0 
Pendant Stations by Schneider Electric 


Come unassembled, except for 2-Button Pendant Station 
Nos. 2EV30 and 2EV31. UL Listed, CSA Certified, and CE Certified. 











30MM 22MM 
yw D ° = NEMA rated 1, 3, 4, 4X, = NEMA Type 1, 4, 4X, and 
ayton nneOCaIa and 13 plastic enclosures 5 plastic enclosures 
= ¥," NPT conduit entry = 8 to 26mm cable eniry 
Pendant Stations Use with any 30mm corrosion- Use with a variety of 22mm 
- No. 20C806 resistant, nonilluminated corrosion-resistant, nonmetal- 
= BOOVAC/DE UL Listed. CSA and CE Certified. operators. Interlocked push lic, nonilluminated operators. 
No.of Contact Housing = NEMA Item buttons include contact blocks; Contact blocks; rated NEMA 
Legend Operators Form Color Rating H W D No. 
Momentary with Nylon Cord Grip (0.375" to 0.625" Cord alae ) rated NEMA A-600. A-600, Q-150DN. 
Start/Stop 2 1NO/INC Yellow AX 7.56° 1.73" 2.83" 200815 Mir. hein 
Up/Down 2 2NO Yellow 4X 7.56 1.73° 2.83° 200814 Description Model No. 30mm 
Momentary, /2" 14 NPT Entrance 30mm Components Enclosure 
Forward/Reverse Z 2NO Yellow 1, 3,3R,4,4X 4.62" 2.19" 2.98" 200806 9-Hole Enclosure 9001SKYP2 2ER80 No. 2ER81 
Start/Stop 2 INO/INC Yellow 1, 3,3R,4,4X 4.62" 2.19" 2.98" 200808 4-Hole Enclosure 9001SKYP4 2ER81 ; 
Up/Down 2 2NO Yellow 1,3, 3R,4,4X 4.62" 2.19" 2.98" 200809 6-Hole Enclosure 9001SKYP6 2ER82 
Up/Down 2 2NO Red 1,3, 3R,4,4X 4.62" 2.19" 2.98" 200810 8-Hole Enclosure 9001SKYP8 2ER83 
Up/Down 2 2NO Black 1,3,3R,4,4X 4.62" 2.19" 2.98" 200811 10-Hole Enclosure 9001SKYP10 2ER79 
Up/Down 2 2NO___Yellow_1,3,3R,4,4X__8' 2.19" 2.98" 200812 2 Momentary Push Buttons, 2 NO, Interlocked 9001SKRU1 2ER60 
Up/Down Z 2NO___Yellow ,AX, 59.25" 2.08" 2.91" 200813 2 Maintained Push Buttons, 1 NO, 1 NC, Interlocked 9001SKRU11 2ER62 
User Configurable 2 2NO/2NC Yellow 1,3,3R,4,4X 4.62" 2.19" 2.98" 200804 2 Maintained Push Buttons, Interlocked w/o 
User Configurable _—2 2NO Yellow 1, 3, 3R, 4, 4X 4.62" 2.19" 2.98" 200805 Contacts, Universal Color, Includes Black, Red, 9001KR11U 5315 
Maintained, 12" 14 NPT Entrance Green, Yellow, Orange, Blue and White 
On/Off 2 1NO/iNC Yellow 1, af 3R, 4, 4X 4.62" 2.19" 2.98" 200807 2 Momentary Push Buttons, 2 9001SKRU2 2ER63 
Contact Blocks No sateia NO, interlocked ec opeed 9 
pee = = = = = = 2 Momentary Push Buttons, 
1 Speed = aie = = ST NO, Interlocked 5-Speed Ce eenes 
Legend Plate (Hoist Up/Down) 9001SKN201 2ER36 
22mm Components 
2-Hole Enclosure XACA02H7 = 2EV25 
3-Hole Enclosure XACA03H/ 243875 
4-Hole Enclosure XACA04H/ = 2EV26 
[D) sauaReD 6-Hole Enclosure XACAQ6H/ = 2EV27 
8-Hole Enclosure XACAO8H/ = 2EV28 
by Schneider Electric 12-Hole Enclosure XACA12H/ = 2EV29 
Push Buttons, Booted Single Black Button XACA9412 2EV34 
[P h B tt [Pp d t 1 NO/Spring Return/1 Speed Contact Block ZB2BE101 4B696 
USN-DUTION rendan T NG/Spring Return/t Speed Contact Block 7B2BE102  4B699 Sana 
= arly Close + an 
Stations—Assembled Spring Return/2 Speed Contact Block XENG1191 2EW17 Enclosure 
Interlock for contact ee Peadaat’§ XACAO009 _2EV24 No. 2EV30 
22mm Assembled Pistol Grip Pendant Station 
s NEMA rated 1, 3, 3R, 4, AX, 2 Button, Up/Down, 2NO XACA201 =2EV30 
and 13 plastic enclosures 2 Button, Up/Down, INO/INC XACA205 _ 2EV31 
= %" conduit entry 
= 5A contact rating NEMA Type 4X — 
Include strain relief. GOOVAC/DC max. Pendant Stations 
Rated NEMA B600-P600. UL Listed, menaoteoraaar 


= Rated 6A at 120V and 3A at 240V 
= Max. voltage: 240V 





CSA Certified, and CE Certified. 





Type of Contact Mechanical Housing Mfr. Item ; ' 
rhenend nsratar Form interlock Color st tte att. Nylon cord grip and sealing ring keep out dust and moisture. 
p/Down ush Button eS ac ion: ircui 
Up/Down Bue Buties —ONG ies Fe] SUT BWOOR— BRTPS Momentary operation; for control circuit operation of electric | 
Up/Down Push Button ONO Yes Yellow 9001BW92Y  5FTP7 motor hoists and other machinery. No. 5C317 has mechanica 
Start/Stop Push Button Nort NC No a 9001 BWS5Y Bal interlock to prevent activating both buttons simultaneously. 
tart/Stop ush Button eS ellow r r r ae 
Forward/Reverse Push Button _2NO Yes Yellow  9001BW93Y _5FTP9 9.2°L x 1.1°W x 2.4"D. UL Listed and CSA Certified. 
On/Ott Push Button 1NO/1NC Yes Yellow  9001BW94Y _5FTRO Type of Contact Housing Mfr. Item 
User Configurable Push Button 2NO Yes Yellow 9001BW90YU 12N832 Legend Operator Form Color Model No. 
User Configurable Push Button 2NO/2NC No Yellow 9001BW91YU 5FTR1 Up/Down — Push Button 2NO Yellow CPB21 50317 
User Configurable Push Button 2NO Yes Yellow 9001BW100YU 5FTR2 Start/Stop Push Button 1NO/1NC Yellow CPB20 3D319 No. 5C317 
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ELECTRICAL 
Control Stations 


Scan. Order. Done. 
Details on page A1. 








Assembled Control Stations 

= Metal NEMA enclosures NEMA 1 AND NEMA 4 (INDOOR) 
= G00VAC/DC max. Contact blocks rated 0.6A at 600VAC, 0.75A at 480VAC, 
Surface-mount stations foruse 1.5A at 240VAC, 3.75A at 120VAC. Grainger 2XV series are 
with magnetic motor starters also CSA Recognized, CE Certified, and NEMA B600-P600. 
to control functions of electric NEMA 1, 3, 4, AND 13 


motors. Not for direct starting or 
stopping of motors. UL Listed. Contact blocks rated 1.2A at GOOVAC, 1.5A at 480VAC, 3A 





by Schneider Electric 


sjoP 





j 


lt 





NEMA 4 NEMA 1, 3, 4, and 13 at 240VAC, 6A at 120VAC. 
No. 2EK13 No. 2EK34 No. 2NMC8 NEMA RATING 
1 4 1, 3, 4, 13 
No. of Type of Contact Mfr. Item Contact Mfr. Item Contact Mfr. Item 
Operators Legend Operator Action* Form Model No. Form Model No. Form Model No. 
1 Emergency Stop Mushroom Head Push / Pull — — — 
1 Emergency Stop Mushroom Head Twist-to-Release) —  — — | NC 9001KYG1Y2 5GEL1 | — — — 
1 Hand/Off/Auto Selector Switch — 2NO  9001BG112 2EK12 |§ — = =—  — | {NO/1NC 9001KYK111 2NMC5 
1 No Legend Guarded Red Pilot Light Push/Pull | — = — — | INC  9001KYG11 5GEK8 —§ — — — 
1 No Legend Guarded Green Pilot Light Push/Pull | — = — — | INC  9001KYG12 5GEK9  — — — 
1 Off/On Selector Switch M -INO/1NC 9001BG111 2XVF6 = — —  — | {NO/INC 9001KYK110 2NMC4 
1 Start Push Button 5 INO/INC 9001KYK11 2NMC3 
1 Stop Push Button 5 INO/INC 9001KYK13 2NMC6 
1 Stop Mushroom Head S — INC 9001BG103 2XVF5 § —  —  — ~~ | 4NO/INC 9001KYK14 2NMC7 
2 Forward/Reverse Push Buttons $/S 2NO/2NC 9001KYK24 2NMD2 
2 Open/Close Push Buttons S/S 2NO/2NC 9001KYK26 2NMD4 
2 Raise/Lower Push Buttons S/S — — aa 
2 Start/Stop Push Buttons M/M INO/INC 9001KYK27 2NMD5 
2 Start/Stop Push Buttons S/S 2NO/2NC 9001KYK23 2NMD1 
2 Start/Stop Mushroom Head 5/5 2NO/2NC 9001KYK22 2NMC9 
2 Start/Stop Push Buttons 5/5 2NO/2NC 9001KYK21 2NMC8 
2 Up/Down Push Buttons ES 2NO/2NC 9001KYK25 2NMD3 
3. -Forward/Reverse/Stop Push Buttons S/S/S | 2NO/3NC 9001BG302 2EK22 | — = =— — | 8NO0/3NC 9001KYK31 2NMD6 
3 Jog/Run/Start/Stop Selector Switch/Flush Button/Extended Button M/S/S | — — — | —  —  — ~~ }8NO0/3NC 9001KYK36 2NMD9 
3 Open/Close/Stop Push Buttons $/S/S | 2NO/3NC 9001BG303 2EK23 | — = =—  — | 3NO0/3NC 9001KYK33 2NMD8 
3 Raise/Lower/Stop Push Buttons S/S/S | 2NO/3NC_9001BG304 2XVG2 0) — = =— 
3 Start/Jog/Stop Push Buttons S/S/S | 2NO/3NC_9001BG316 2XVG3_ pe — = = 
3 Up/Down/Stop Push Buttons S/S/S | 2NO/3NC 9001BG305 2EK24 | — = — — ~~ | 8NO0/3NC 9001KYK32 2NMD7 
* M = maintained contact, S = spring return momentary contact. 
No. of Contact NEMA Item 


No. 200797 





“aa 


Control 


Stations 
=» 600VAC/DC 


tart/Sto ; ; . 
= Surface mount —>} down ON 88 08008 Up/Down ONO Rey 3.69" 2.06  20C795 
—_—>) how Nr 277 925" 075" 20803 


Operators 


Legend 


Form 


Ratin H W 


D 


No. 


ae 
3 Forward/Reverse/Stop __2NO/2NC, 1NC 219° 3.60" 2.06" _20C796 








o Legen 19" .69" 06" ‘t 
2 Open/Close 2NO 1 2.19" 3.69" 2.06" 200792 
3 Open/Close/Sto 2NO/2NC, 1NC 1 2.19" 3.69" 2.06" 200797 
3 Raise/Lower/Stop 2NO/2NC, 1NC 1 2.19" 5.00" 2.06" 200798 
2 Start/Sto 1NO/1NC 1 234 3.69" 2.06" 200794 
2 Start/Sto 1NO/1NC 4 oar 2.05 2./6° 200801 


De) 


/Down 2NO 


1 
4 3.2/" 219 


2./6" 


200803 








3 Up/Down/Stop 2NO/2NC, 1NC 1 2.19" 3.69" 2.06 200799 
aintaine 
— f———— Hand/Off/Auto =—Sté<‘<‘éz OUNS””””!”!”!™!™C~«dC~C<‘;«;‘é TO 8B" Ss«i2007890—~CiCt*” 
2 ___ Start/Stop ~ INO/TNC 1 2.19" 3.69" 2.06° 200793 
* Lockout on stop. 
30mm Control Stations SIEMENS 
NEMA 1 stations feature internal mounting holes. NEMA 4 and 4X have external mount- 
ing holes. UL Listed and CSA Certified. ices NEA Ncaax 
No. of Type of Contact Item Contact Item Contact Item 
Operators Legend Operator Form No. Form No. Form No. 
aintaine 
1 Hand/Off/Auto 3-Position Selector Switch 1NO/INC GEXA4 | 1NO/1NC GEXC5 
1 Off/On 2-Position Selector Switch 1NO/1NC 6EXA7 1NO/1NC 6EXC9 
Viomentar 
1 Start Button 1NO/INC 6EWZ3 | 1NO/INC GEXA5S | iNO/iNC GEXC6 
1 Stop Mushroom Head TNO/iNC 6EWZ5 | — —  |1NO/INC GEXC8 
1 Stop Button TNO/INC 6EWZ4 | 1NO/INC GEXA6 | 1NO/1NC 6EXC7 
2 Forward/Reverse Button TNO/INC 6EXA9 — — 
2 Open/Close Button 1NO/INC 6EXCO — — 
ERA 7 2 Start/Stop Button TNO/INC 6EWZ7 | 1NO/iNC GEXA8 | 2NO/2NC 6EXD1 
2 Up/Down Button — ee __ ANO/INC 6EXDO 
No. GEWZ7 3 Forward/Reverse/Stop Button 2NO/2NC, 1NO/INC GEXAO | 1NO/1NC GEXC2 | 1NO/1NC 6EXD2 
NEMA 4X 3 Open/Close/Stop Button 2NO/2NC, 1NO/INC GEXA1 | 1NO/1NC GEXC1 | 1NO/1NC GEXD3 
No. 6EXD1 3 Start/Jog/Stop Button 2NO/2NC, 1NO/INC GEXA3 | 1NO/1NC G6EXC4 — — 
: 3 Up/Down/Stop Button 2NO/2NC, INO/1NC GEXA2 | 1NO/1NC G6EXC3 | 1NO/1NC 6EXD4 





Hazardous Area Control Stations <>) 


sealing plate has a molded gasket and KILLARK 
is attached to the operator cover for easy wiring and 
assembly. UL Listed and CSA Certified. 

Note: Nos. 2AV81, 2AV91, 2AY16, and 2AV85 are not for direct 


starting or stopping of motors. Nos. 2AV95, 2AV98, 2AY11, and 
2AY14 are used to start and stop small horsepower electric motors. 


= For locations defined as hazardous in NEC Class 
|, Div. 1 or 2; Class Il; or Class Ill, Div. 1 or 2 
= Cast-aluminum cover and body 
= Stainless steel bolts are captivated to prevent loss 


For use in areas where flammable gases or combus- 
tible dusts may exist. Raintight NEMA 3 factory-sealed 





HUB SIZE 
yn" x," 

Contact Mfr. Item Mfr. Item 

Legend Form Amps Model No. Model No. 

On/Off T-Pole 50 FXS-41C 2AV95 FXS-51¢ 2AV98 

Start/Stop Pole 50 ESS OAY 11 

No. 2AV95 Start/Stop 3-Pole 50 Sa ae ao: OAY14 

Push Button 

No. 2AY16 Blank ONO/2NC TOA @ GOOVAC, 2.5A @ 250VDG FXCS-4B7._ 2AV81 FXCS-5B7 -2AV91 

Start/Stoo  1NO/INC TOA @ 600VAC. 2.5A @ 250VDG FXCS-4B4.- 2AYI16 FXCS-5B4. 2AV85 
250 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE”° ELECTRICAL 
Find the wi. Find Solutions. Find Great Prices. 30mm Operators 








Find more Dayton® 30mm Operators and Accessories at Grainger.com®. 


“ae 


30mm Nonilluminated Push Buttons—Complete Units 





= NEMA 4 and 13 rated Direct-acting operation. UL Listed. CSA and CE Certified. 
> CHOOSE: > CHOOSE: > CHOOSE: Contact Item 
Type of Operator Color Head Material Form No. 
Momentary Push 
Red; Green; Universal; Black Metal 1NO/1NC H7067 
SHS Ue eaenbe neuen Red: Green: Black; Universal Plastic iNOANC H7071 : : 
5/mm Mushroom Head; 40mm Mushroom Head Green; Black; Red Metal; Plastic 1NC H7085 No. H7067 No. H7071 
Maintained Push / Maintained Pull 
40mm Mushroom Head Red; Green; Black Metal; Plastic 1NO/1NC H7094 


oo" 


30mm Selector Switches, Complete Units 












= NEMA 4 and 13 rated Include operator, key, and contact block. UL Listed. CSA and CE Certified. 
PLASTIC CHROME 
Contact Key Switch Operation @ Positiont NEMA 4, 4X, 13) NEMA 4, 13 
Position Action* Form Cam Removal @Pos.A @Pos.B @Pos.C | Item No. Item No. 

Lever 
2 M/M 1NO/1NC E No Key X0 OX — 30G297 30G296 
2 M/M 2NO/2NC E No Key XOXO OX0X — 31XH91 30G298 
2 M/S 1NO/1NC D No Key OX X0 — 306301 30G299 
3 M/M/M_ 1NO/1NC F No Key 00 OX X0 — 30G302 
3 M/M/M_ 1NO/1NC D No Key 00 OX XO 31XH92 — 
3 M/M/S  1NO/1NC C No Key XO 00 OX 30G306 30G305 
3 S/M/S_— 1NO/1NC C No Key X0 00 OX 30G304 306303 

Extended Lever 
2 M/M 1NO/1NC E No Key X0 OX — 32UK01 30G308 
2 M/M 1NO/1NC E No Key XO OX — 31XH93 306307 {7 
2 M/S 1NO/1NC D No Key OX X0 — — 30G310 4 
3 M/M/S_ 1NO/1NC ¢ No Key XO 00 Ox — 306314 4 
3 S/M/S_— 1NO/1NC C No Key XO 00 OX — 30G312 ‘| =) 

Keyed # 

2 M/M 1NO/1NC E Left X0 OX — — 30G316 a 
2 M/M 1NO/1NC E Left/Right X0 OX — — 30G315 
2 S/M 1NO/1NC D Right OX XO — — 30G317 No. 30G315 


* M=maintained contact, S=spring return momentary contact. f X=Closed/On, O=Open/Off. 


‘aad 


30mm Joystick 
Operators 


Chrome-plated zinc die-cast construction. 
UL Listed. CSA and CE Certified. 





No. H7014 No. H6967 
No. of Direction of Item 
Directions Action Operation No. 
4 Momentary cena 306490 


“ne 


30mm Contact Blocks 
=» 10A @ 600VAC/DC 





= Direct-acting No. 30G321 
Contact Item 
Form No. 
INC 30G318 
TNO 30G319 
TNC/INO 306320 


‘aa 


30mm Nonilluminated Push Buttons 


= NEMA 4 and 13 rated 
Direct-acting operation. Contact blocks sold separately, this page. 


‘aa 


30mm Potentiometers 





=» 4mA Feature a heavy-duty dial 
= 500VAC plate with graduation from > CHOOSE: > CHOOSE: > CHOOSE: Item 
. = Type of Operator Color Basic Material No. 
=» 2W 0% to 100%. Momentary Push 
NEMA Item Flush Button; Extended Button Green; Red: Black Metal: Plastic H7014 
Ohms Rating No Flush Button; Extended Button Multi Metal: Plastic H7015 
1000 4 13 306484 40mm Mushroom Head Black Metal: Plastic H6966 
60mm Mushroom Head Red; Green Metal: Plastic H696/ 
2500 4,13 30G485 Maintained Push / Maintained Pull 
9000 4,13 30G486 40mm Mushroom Head Red: Black Metal; Plastic H7009 
5000 4, 4X, 13 306489 No. 30G484 Maintained Push 
10,000 4,13 306487 Emergency Break Glass Operator Yellow Plastic 30G321 
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Scan. Order. Done. 
Details on page A1. 


ELECTRICAL 
30mm Operators 








No. H4402 No. H7064 
A 
E:TeN 
30mm Illuminated Push 
Buttons, Complete Units E:-TeN 
= Heavy-duty metal operators . - 
= HT800 series has anodized aluminum mounting rings 30mm Nonilluminated Push 
= Momentary action, except mushroom head are maintained push/pull Buttons Complete Units 
= UL Listed, CE, and CSA Certified AGA pars as 
=» NEMA 3, 3R, 4, 4X, 12, and 13 rated : : . . . . 
aa 5. enacee ss einnsE: = HT800 series has anodized aluminum mounting rings 
Lamp Type of > CHOOSE: Lamp Module CHOOSE: Item = UL Listed, CE, and CSA Certified 
- We Operator Color Voltage Contact Form No. : Momentary action 
1025 eries 
Full Voltage > CHOOSE: CHOOSE: PCHOOSE: CHOOSE: Item 
Incandescent ‘i ae ae f 1NO-; 1NC H4389 otra Operator Color Contact Form Action Legend No. 
@ar; Green; ned; eries 
alee 24VAC/DC; 1NO/INC 4385 
Round Button White; Yellow Black; Green; 
LED Amber: Blue; Green: 120VAC Pa Lion #4396 40mm Mushroom Head Red: Yellow el Momentary Push NoLegend H4402 
ed; White; Yellow ack; Green; 
Transformer 40mm Mushroom Head Red: Yellow ONO: 2NC Momentary Push NoLegend H4405 
40mm 24VAC; Black; Green; 
iuchroont lead = i . 4{20VAC/DC ae a 65mm Mushroom Head Red: Yellow a Momentary Push NoLegend H4404 
mber; bIUe; Ureen; : ack; Green; ; 
LED Red: White: Yellow *NO/INC 4384 65mm Mushroom Head “Rag-’Vellow 2NO:2NG Momentary Push No Legend H4407 
po aca mL ca 120VAC INO; 1NC___H4386 65mm Mushroom Head Red NO: 1NC Momentary Push a H4406 
White: Yellow _ INO/ING H4387 1NO/1NC; Emergency 
HT800 Series 65mm Mushroom Head Red ONO: 2NC Momentary Push Stop H4409 
run Nortage 1NO: iNCH4184 dene aon 1NO;1NC = Momentary Push No Legend 4399 
Green; Red 1 : : 
, H4189 Flush Button; Black: Green; 1NO/1NC; 
4imm {NO/INC ~He948 Extended Button Red: Yellow. 2NO:2NC Momentary Push No Legend H4400 
Mushroom Head Red H6949 * HT800 Series = ; — 
1NO; 1NC H6950 40mm Dome ack; Green; aintained Pus 
iNO H4180 Mushroom Head Red INO; INC A Maintained Pull No Legend H7087 
Round Button 24VAC/DC; 1NC H5317 mm Dome ack: Green; aintained Pus 
LED 120VAC ONO/2NC -H4191 Mushroom Head Red INO/ING — ;\jgintained Pull No Legend H7091 
Round Extended aaa ttad Ne teeaG 40mm Mushroom Head pHa areal 1NO;1NC Momentary Push NoLegend H7083 
Guarded Button "White: Yellow ONO/2NC H5300 Black: Green: Maintained Push 
Round Extended Ke, ¥e 40mm Mushroom Head Red INO; 1NC ined Pili NoLegend H7088 
Guarded Button; 1NO/1NC H4187 Black; Green; 
— Round Button 40mm Mushroom Head . Red 1NO/1NC Momentary Push NoLegend H7089 
ranstormer ack; Green; 
Amin eae nea 1NO: INC -H4186 40mm Mushroom Head Red | 2NO/2NC Momentary Push NoLegend H7095 
Mushroom Head ING AN Hee Extended Button jah haa {NOMNC Momentary Push No Legend H7070 
Round Button ANAC Hee Extended Button i ae QNO/2NG Momentary Push No Legend H7074 
LED Amber, Blue, 120VAC ONO/2NCH5306 Black: Green: 
ge welt Red; +NO H5302 Flush Button Red 1NO/1NC Momentary Push NoLegend H7069 
ite; Yellow 
ee Hea A Nate Flush Button eH ore 2NO/2NC Momentary Push No Legend H7073 
2NO/2NC H4192 Flush Button; Black; Green; ; 
* Finger safe terminals. Edended Button Red 1NO;1NC Momentary Push NoLegend H7064 
KNOB LEVER 
Contact ltem Item 
Position Action* Form Color No. No. 
10250T Series 
2 Position M/M TNO/INC Black 39P805 39P806 
M/M TNO/TNC Red 39P807 39P808 
M/M/M ONO Black 39P809 39P810 
3 Position M/M/M ONO Red 39P811 39P812 
M/M/M ONO/2NC Black 39P813 39P814 
M/M/M ONO/2NC Red 39P815 39P816 
4 Position M/M/M/M ONO/2NC Black 39P817 39P818 
M/M/M/M ONO/2NC Red 39P819 39P820 
HT800 Series 
M/M TNO Black 12V188 12Y201 
No. 12Y206 S/M TNO Black 12Y189 12Y202 
M/S TNO Black 12V190 12¥203 
M/M ONO Black 12V191 12Y204 
2 Position S/M ONO Black 12V192 12¥205 
M/S ONO Black 12V193 12Y206 
M/M ONO/2NC Black 12V194 12Y207 
S/M ONO/2NC Black 12V195 12¥208 
‘ M/S ONO/2NC Black 12V196 12¥209 
EF: TeN M/M/M ONO Black 12Y214 12Y226 
Ws on comes me! 
= 7 2 Black 
30mm Selector Switches, Complete Units _,...... STMTS 2NO Black | 42217 12¥229 
M/M/M ONO/2NC Black 12Y218 12¥230 
=» 600VAC S/M/M ONO/2NC Black 12Y219 12Y231 
= HT800 series has anodized aluminum mounting rings Mie SOONG eee ery eee ee 
» UL Listed and CSA Certified M/M/M/M Allele Black 12V237 12V243 
, ; : iti ONO/2N 44 
Switches are rated NEMA 1, 2, 3, 4, 4X, 12, and 13. Red units are illuminated, 4 Position MTS SNR ONG Beek sys eyoae 


120V incandescent lamp included. 


202 
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GRAINGER. 








* M=maintained contact, S=spring return momentary contact. 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


ELECTRICAL 
30mm Operators 





Find more Eaton 30mm Operators and Accessories at Grainger.com®. 


E:T-N 
30mm Illuminated Push Buttons 


= Heavy-duty metal operators 

= LED lamp 

= Momentary action, except mushroom head are maintained push/pull 
= HT800 series has anodized aluminum mounting rings 

= UL Listed and CSA Certified 














Mush 
Rated NEMA 3, 3R, 4, 4X, 12, and 13. Contact blocks sold separately. Extended Extended/Guarded sta edema 
Lamp > CHOOSE: > CHOOSE: > CHOOSE: Item 
Type Type of Operator Color Lamp Module Voltage No. 
10250T Series 
Full Voltage 
Incandescent Extended Button No Cap 6VAC/DC; 12VAC/DC; 24VAC/DC; 32VAC/DC; 48VAC/DC; 120VAC; 240VAC H4390 
Transformer 
ncanecsoent Extended Button No Cap D4VAC; 120VAC; 240VAC; 277VAG; 380VAC; 480VAC; BOOVAC et 
HT800 Series 
Full Voltage 
Green; Red 24VAC/DC; 120VAC H4183 
24VAC 12K626 * 
LED 40mm Mushroom read Red D4VAG/DC: 120VAC H7061 7 
120VAC 12K624 * 
Extended Guarded Button; Extended Button Amber; Blue; Clear; Green; Red; White; Yellow 24VAC/DC; 120VAC H4179 
Transformer 
LED 40mm Mushroom Head Green; Red 420VAC H4185 
Full Guarded Button; Extended Button Amber; Blue; Clear; Green; Red; White; Yellow H4181 
* Finger safe terminals. ¢ Low profile version. 
A 
E-TeN 
7 HT800 series has anodized aluminum mounting rings P No. Ha398 No. H7007 
= UL Listed and CSA Certified 
Rated NEMA 1, 2, 3, 3R, 4, 4X, 12, and 13. 
> CHOOSE: > CHOOSE: > CHOOSE: Item 
Type of Operator Color Action No. 
10250T Series 
Half Shroud Button; Flush Button; Extended Button Black; Red; Green; Yellow; Gray; White; Blue; Orange Momentary Push H4398 
Flush Button/Flush Button; Flush Button/Extended Button Black/Green; Green/Black; Black/Red; Green/Red Maintained H4408 
65mm Mushroom Head Black; Red: Green; Yellow Momentary Push H4403 
40mm Mushroom Head Black; Red; Green; Yellow; Blue Momentary Push H4401 
HT800 Series 
Flush Button; Extended Button Momentary Push H7011 
. Momentary Push H7006 
40mm Mushroom Head pack ned Glee Maintained Push / Maintained Pull H7007 
Maintained Push / Maintained Pull H7008 


E:T-N 
30mm Selector Switches A 
= NEMA 3, 3R, 4, 4X, 12, and 13 rated 


= Black knob/lever 


Designed with chrome-plated housing and mounting 
nut on 10250T series and anodized aluminum on 
HT800 series. Contact blocks sold separately. 


E-T-N 








ie 
ly » 


KNOB LEVER 
Item Item ’ 
Position Cam Action* No. No. 30mm Contact Blocks 
10250T Series 
2 1 M/M 39P984 39P995 Designed with posidrive saddle clamp-type screw terminals. 
2 1 M/S 39P985 39P996 
32 _M/M/M__| 39986 | 39P997 Pe “Form Color Rating. Mode 
3 2 M/M/S 39P992 39R004 No. 39P995 For Use With Eaton HT800 Operators 
3 2 S/M/M 39P988 39P999 1NC Clear 12A @ 600VAC HT8B 
3 2 S/M/S 39P990 39R002 1NC Late Break Clear 12A @ 600VAC HT8D 
3 3 M/M/M 39P987 39P998 1NO Clear 12A @ 600VAC HT8A 
3 3 M/M/S 39P993 39R005 1NO Early Make Clear 12A @ 600VAC HT8C 
3 3 S/M/M 39P989 39R001 For Use With Eaton 10250T Operators 
a) | S/M/S 39P991 39R003 1NC Gray 10A @ 660VAC/DC 10250751 
4 7 M/M/M/M 39P994 39R006 1NC/1NO Gray 10A @ 660VAC/DC 1025071 
HT800 Series 1NC Late Break Black 10A @ 660VAC/DC 10250771 
2 3A M/M 12Y185 12Y197 1NC Late Break/1NO Early Make Black 10A @ 660VAC/DC = 10250T55 
Pi] 3A M/S 12Y187 12Y199 1NC Logic Level Gray 0.5A @ 120VAC 10250T51E 
2 3A S/M 12Y186 12Y198 1NC Standard/1NO Early Make Black 10A @ 660VAC/DC 102507147 
3 1D M/M/M 12210 12Y222 1NO Gray 10A @ 660VAC/DC =10250T53 
| 1D M/M/S 12Y212 12Y224 1NO/1NC Logic Level Gray 0.5A @ 120VAC 10250T1E 
3 1D S/M/S 12213 12Y225 2NC Gray 10A @ 660VAC/DC 1025073 
4 8E M/M/M/M 12Y234 12Y240 2NC Logic Level Gray 0.5A @ 120VAC 10250T3E 
4 8E M/M/M/S 12Y236 12Y242 2NO Gray 10A @ 660VAC/DC 1025072 
4 8E S/M/M/M 12Y235 12Y241 2NO (1) Early Make, (1) Standard —_ Black 10A @ 660VAC/DC 10250157 
* M=maintained contact, S=spring return momentary contact. 2NO Logic Level Gray 0.5A@120VAC 10250712 
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Item 
No. 


14A136 
14A138 
14A135 
14A137 


H4379 
H4380 
39R043 
39R047 
39R028 
39R044 
H4379 
39R030 
39R029 
H4380 
39R031 
H4380 
39R045 
39R032 
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ELECTRICAL Scan. Order. Done. 
30mm Operators Details on page Al. 





Find more Siemens 30mm Operators and Accessories at Grainger.com®. 


30mm Illuminated Push Buttons—Complete Units SIEMENS 


H6930 = Include 1NO/1NC contact block Rated NEMA 1, 3, 3R, 4, 4X, 12, and 13. UL Listed and CSA Certified. 
= Material: chrome-plated zinc die-cast 





INCANDESCENT LED 








Type of > CHOOSE: > CHOOSE: > CHOOSE: Lamp Item Item 
Operator Color Contact Form Lamp Module Voltage Module Type No. No. 
maintained { Momeatary ber; G 24VAC/DC Full Vol H6930 H6935 
mber; Green; ull Voltage 
Round Button Red: White INO/INC 120VAC Transformer H6932 H6937 
Maintained Pull / Maintained Push 
Amber: Green: 24VAC/DC; 120VAC Full Voltage _— H5373 
N 44mm Mushroom Head Red: White 1NO/1NC; 2NC 24VAC/DC; 120VAC Full Voltage H5390 H5391 
o- 120VAC; 240VAC; 480VAC Transformer H5392 H5393 
H5390 Momentary 3 Position Push/Pull 
44mm Mushroom Head Green 1NO/1NC 120VAC Transformer 6bEWU7 — 
Turn to Release 
45mm Mushroom Head Amber; Green; Red  1NO/1NC; 2NC 24VAC/DC; 120VAC Full Voltage H5376 H5376 


30mm Nonilluminated Push Buttons SIEMENS 


= Round shape Rated NEMA 1, 3, 3R, 4, 4X, 12, and 13. Contact blocks sold separately, this page. 








UL Listed and CSA Certified. 
> CHOOSE: > CHOOSE: Bezel Mfr. Item 
Type of Operator Color Material Head Material Model No. 
Momentary Push / Maintained Intermediate / Momentary Pull 
45mm Mushroom Head Red Chrome Plated Zinc Die Cast Plastic 52PP3 6EWP9 
momentary Push Ch Plated Zinc Die C P| 52PA8 H7012 
; rome Plated Zinc Die Cast astic 
Flush Button; Extended Button Black; Green; Red Epoxy Coated Zinc Die Cast Plastic 5OPKS H7013 
Flush Button Mult Chrome Plated Zinc Die Cast Plastic 52PA8 41H102 
63mm Mushroom Head Green ghrome pyated sinc ue east HES cae Sones 
rome Plated Zinc Die Cast astic 3 1 
44mm Mushroom Head Red Black Epoxy Coated Zinc Die Cast Plastic 5BM932GG52 
Full Guard Maintained Push / Maintained Pull 
ghrome Plated Zinc Die east asic ae ORD 
hrome Plated Zinc Die Cast eta 5 

45mm Mushroom Head Red Epoxy Coated Zinc Die Cast Plastic US2:541H193 
Black Epoxy Coated Zinc Die Cast Metal o2BP2 41H060 


SIEMENS 
30mm Selector Switches SIEMENS 





Rated NEMA 1, 3, 3R, 4, 4X, 12, and 13. Include Contact Blocks for 
operator and knob. UL Listed and CSA Certified. 
vag | RTENBE 30mm Operators 
som faa = 600VAC/DC 
= Action* Cam No. No. = 10A AC/5A DC 
“7 | | 
M Th _ A 6EXFO 6EXE9 — Feature screw terminal type. For use with 
3, - A 6GEXF2 6GEXF1 Siemens 30mm pushbuttons and selector 
osition . ; sips 
M/M/M B GEXF5 6EXF3 ; switches. UL Listed and CSA Certified. 
No. 6EXFO M/M/M C 6EXF6 6EXF4 No. GEXDS Contact Mfr. Item 
M/M/S C 6EXF8 6EXF7 Form Model No. 
S7M/S B 6EXGO 6EXF9 NO 52BAK 6EXD5 
4 Position TNC 52BAJ 6EXD6 
M/M/M/M H 6EXG2 6EXG1 TNC Late Break 52BAU 6EXD7 
* M=maintained contact, S=spring return momentary contact. INC/AINO o2BJK 6EXD8 


vo. 30mm Illuminated Push Buttons, Complete Units § °<insider 


H6931 Complete push buttons include interchangeable operators, contact blocks, and light modules. Oiltight, watertight, and 
dust-tight. Ring nuts are interchangeable. Lamp included. NEMA 4 operators are chrome-plated die-cast zinc for rugged 
installations. NEMA 4X operators are black plastic for corrosion resistance. UL Listed, CE and CSA Certified. 





> CHOOSE: 
> CHOOSE: > CHOOSE: > CHOOSE: Lamp Lamp Lamp Contact Item 
Type of Operator Color Basic Material Module Voltage Type Module Type Form No. 
aera ded B 120VAC | d Transt 1NO/INC H6931 
ound Guarded Button; a. ncandescent ransformer 
Round Extended Guarded  AmM@r. Green Red, Plastic; Metal -pqyacjDc: 120VAC. LED Full Voltage 1NO/1NC H6934 
Button; Round Button Metal; Plastic 24VAC/DC Incandescent Full Voltage 1NO/iNC H6929 
Maintained Pull / Maintained Push 
41mm Mushroom Head Green; Red; White: Yellow __ Plastic; Metal 120VAC Incandescent Transformer %1NO/1NC H6946 


n 5 «=... Schneider 
30mm Nonilluminated Push Buttons, Complete Units ~~ 2:.-<:-- 
Complete push buttons include interchangeable operators, contact blocks, and light modules. Oiltight, watertight, 

and dust-tight operators with interchangeable ring nuts and color inserts make design changes easy. NEMA 4 

operators are chrome-plated die-cast zinc for rugged installations. NEMA 4X operators are black plastic for corro- 
SS sion resistance. UL Listed, CE and CSA Certified. 








> CHOOSE: > CHOOSE: > CHOOSE: > CHOOSE: Item 
Type of Operator Color Head Material Contact Form No. 
Momentary Push 
No Guard; Flush Button; Extended Button 5 pniversa rai reste, ela ies Ma He 
ack: Green; Re etal: Plastic ; 1 
Flush Button; Extended Button Universal Plastic: Metal iNO: INC H7066 
No. Flush Button; Extended Guard; Extended Button Red; Black: Green; Yellow Metal; Plastic 1NO/1NC H/068 
H7068 57mm Mushroom Head; 35mm Mushroom Head Black; Green; Red peste Ne enee 
Maintained Push / Maintained Pull 
j 40mm Mushroom Head Red; Black: Green Plastic 1NO/1NC H7093 
254 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE”° ELECTRICAL 
Find the wi. Find Solutions. Find Great Prices. 30mm Operators 





METAL | PLASTIC — 















Contact Switch Switch Switch Switch | Item Item 
Fosition Action* Form Cam @ Pos. A @ Pos.B @Pos.C @Pos.D) No. No. 
ever 
2 M/M  1NO/iNC E OX XO — — |2EN52 | 5GEV1 
a M/M  1INO/iNC E Ox XO — —~~|2EN53 | 45J160 
2 M/M INO/iNC E Ox XO = —  |\7A161 ft) — 
2 M/M  2NO/2NC E  OXOX XOXO = —~|2EN54 | 45J161 
2 M/S  1NO/iNC D XO Ox — — |5GETO | 5SCFJ1 
2 S/M iNO/ANC E Ox XO — —~|5GER8 | 5SEAV7 
3. M/M/M INOANC B Ox XO XO — ~~ 1450539 — 
3. M/M/M INOANC B XO XO Ox — ~~ |5GET3 | 45J168 
3. M/M/M 2NO/2NC B  XOOX XOXO OXXO —~~ 1450540 | 45J169 No. 5GER2 
3. M/M/M INOANC C Ox 00 X0 — ~~ |5GET5 | 5CFJ3 
3. M/M/M INOANC C Ox 00 XO —~ |2EN61 | 45J170 
3. M/M/M 2NO/2NC C  OXOX 0000 XOXO = — 45J171 
3 M/M/M 1INOANC D 00 XO OX — |5GET8 | 45J172 Standard 
3. M/M/M INOANC OD 00 XO Ox —~_|WAlbs tT] — No. 5GET3 
3. M/M/M 1INO/INC F 00 Ox X0 — | 5GET9 — 
3. M/M/M 2NO/2NC F  O00X OX00 XOXO —~~ 1450542 | 453174 
OOXor XO0or OXOor 
3  M/M/M 1NO/2NC F “goy 0X0 X00 — |7A164¢) — 
3. M/M/M INO/INC F OX 00 XO — — 45J173 
3. M/M/M INO/INC F OXor00 000r0X XOorxO — | 7A162F|) — 
3. M/M/M 2NO/2NC J  OXOX XOXO  OXXO —~ 450544 453175 
3. M/M/S INO/INC C Ox 00 XO —~|5GEU6 | 5CFJ5 P 
3. S/M/M INO/INC C Ox 00 XO —~~|5GEU3 | 5GERO Schneider 
3. S/M/S INO/iNC C Ox 00 XO — ~~ |450545 — Electric 
3 S/M/S 1INO/INC C Ox 00 XO —~ |5GEU0 | 5GEP8 7 
3. S/M/S 2NO/2NC C  OXOX 0000 XOXO — ~~ 450546 — 
| WIM snonne 0800" XOGer 00K or O09" agg | 30mm Selector Switch 
oe ae Combinations, Complete Units 
MM or OX XO or 00 OO or XO OX or 00) 7A166+ | — ie 
MIM / Oiltight, watertight, and dust-tight. Include operator and contact block. NEMA 
4 owym 2NONC HH O00X X000 = =00X0 —OX00 |SGEUS | SCFG rated: 3,3R,4,4X,6,13, plastic models also 4X. UL Listed, CSA and CE Certified. 
Extended Lever ; mrt 
5 M/M~aANOANCE OX x0 — ——5GER3 1451164 RoHS compliant and ABS Certified. 
2 M/M_1NO/ING E _Ox XO = —__|SGER2 _|40J163 Switch Switch Switch Switch METAL 
2 M/M  2NO/2NC E  OXOX XOXO — —~~|5GER4 | 45J165 Contact Key @ @ @ @ item 
2 M/S  1NO/INC D XO OX = — _|5GET1 | SCFJ2 Position Action Form Cam Removal Pos.A Pos.B Pos.C Pos.D_ No. 
f] S/M 1NO/INC E Ox XO — — |5GER9 | 5CFJO Keyed 
3. M/M/M 1INOANC B XO XO Ox —~ |5GET4 _ 2 M/M  1NO/INC E Left OX XO — —  5GER5 
3. M/M/M INOANC C Ox 00 XO —~ 450541 — 2 M/M  1NO/iNC E Right Ox. - XO. — ~~ 5GER6 
3. M/M/M INOANC C Ox 00 XO —~|5GET6 | 5CFJ4 2 M/M  1NO/iNC E Left/Right Ox X00 — ~~ 5GER7 
3. M/M/S INO/iNC C Ox 00 XO — ~~ |5GEU7 — 2 M/M  2NO/2NC  E  Leftand Right OXOX XOXO — — ~~ 450538 
3. S/M/M INOANC C Ox 00 XO — ~~ |5GEU4 | 5GER1 2 M/S 1NO/iNC D Left x Ox. — ~~ 5GET2 
3. S/M/S INOANC C OX 00 XO — ~~ 1450547 | 453178 3 M/M/M iINO/ANC C AnyPosition OX 00 XO —~—_ 5GET7 
3. S/M/S 1INO/ANC C OX 00 XO —  |5GEU1 | 5GEP9 3 S/M/M 1NO/INC CC CenterandRight OX 00 XO — ~~ 5GEU5 
3. S/M/S 2NO/2NC C  OXOX 0000 XOXO — 1450548 | — 3. S/M/S iNO/ANC C Center Ox 00 XO — ~~ 5GEU2 
4 Mia INO/INC H O00X X000  O0XO OXO0 SGEU9 | SCFU7 4 Wii. INO/INC H — AnyPosition OO00X X000 OOXO OXOO 5GEVO 
Note: X=Closed/On, O=Open/Off. * M=maintained contact, S=spring return momentary contact. } Unassembled versions. 
: Schneider 
30mm Iiluminated Operators G Electric 
= Momentary operators Oiltight, watertight, and dust-tight. Ring nuts are interchangeable. 
= Caps not included Premium long-life, incandescent lamp included. A complete push button 
= NEMA rated 4 and 13 without boots requires a contact block (see page 256) and cap, sold separately. UL 
= Plastic operators are NEMA 4X rated (corrosion-resistant) Listed, CE and CSA Certified. 
> CHOOSE: > CHOOSE: > CHOOSE: Item > 
Lamp Module Voltage Type of Operator Bezel No. 
Full Voltage 
hee 12VAC/DC; 24VAC/DC; 120VAC No Guard: Full Guarded Button; Extended Guarded Button Plastic; Metal H4484 
ransrormer 
p 1 ee enya 240VAC; 480VAC No Guard; Full Guarded Button; Extended Guarded Button Plastic; Metal H4530 
ush Button Cap . 
For Use With Schneider Illuminated Push Buttons K1L, K2L, K3L, SK1L and SK2L Series Yellow; White; Red; Green; Clear; Blue; Amber H/108 No. H4530 
Schneider | 
G@ Electric No. H4522 No. H4518 No. H4517 
30mm Nonilluminated 
Operators > CHOOSE: > CHOOSE: CHOOSE: Item 
; Type of Operator Color Basic Material No. 
=» Notch-mount with contact Momentary Push / Maintained Intermediate / Momentary Pull Sa" BISGE BLUSE Saar VEI Peat A599 
mm Wwiusnroom Hea mber; blaCk; DIUe; Ureen; Hed; Yellow etal: astic 
blocks, sold separately ; 40mm Mushroom Head No Cap Metal; Plastic H4528 
=» NEMA rated 4 and 13 without boots Momentary poe aaARTTN TIS = = = = i 
H mm Wwiusnroom nead; mm Wwiusnroom nea ack; ureen; he eta 
= Plastic models are NEMA 4X Extended Button: Flush Button Black: Green: Red Metal: Plastic H4518 
rated (corrosion-resistant) Extended Bion. Fish Button Multi Metal; Plastic H4517 
Are : : : Maintained Push / Turn To Release 
Oiltight, watertight, and dusttight operators with 30mm Dia. Mushroom Head; 40mm Mushroom Head Red Plastic: Metal H7010 


interchangeable ring nuts and color inserts make  =_Maintained Push / Maintained Pull | 
design changes easy. A complete push button 40mm Mushroom Head; 60mm Mushroom Head Black; Green; Red; Amber; Blue; Clear; White; Yellow Metal: Plastic H4526 


: 40mm Mushroom Head Black; Green; Red Metal H4539 * 
requires a contact block, sold separately, 40mm Mushroom Head No Cap Metal; Plastic H4533 
see page 256 60mm Mushroom Head Black: Green; Red Metal H4540 

Maintained Push / Maintained Intermediate / Maintained Extended Key Lockable 
Flush Button No Cap Metal 2EN06 
EMERGENCY BREAK GLASS OPERATOR Maintained Push 
Glass disc holds operator in depressed position. siahteey eas Pperatae , Black Metal 2EL29 
a aintaine osition, Interlocke 
When disc is broken, button returns to normal Full Guard Black/Red: Green/Red: Red/Green Meial: Plastic H4531 


extended position. Includes hammer and 5 discs. _—* Metal head. 
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Scan. Order. Done. 
Details on page A1. 


ELECTRICAL 
30mm Operators 





aie Liceanad 


Multiple cam/contact block arrangement provides maximum flexibility. 
Knob or key is included, unless otherwise indicated. UL Listed, CSA 


30mm Selector Switches 


= Notch-mount 
=» NEMA 4X operators are corrosion-resistant 















= NEMA rated 4 and 13 without boots Certified and CE Certified. 
NEMA 3, 3R, 
4, 4X, 12, 13 NEMA 3, 3R, 4, 12, 13 
Type of Key Maintained Maintained | Momentary R | Momentary L |Momentary L/R 
Extended Knob Cam Operator Removal Item No. Item No. Item No. Item No. Item No. 
NEMA 4, 13 2 Position 
No. 2NLTS D Operator Not Included No Key 2NMN1 2NLR8 2NLT4 — — 
D Lever No Key 2NMN2 2EN56 5B504 —_— —_— 
D Keyed Left and Right —_ 2NLT2 — — — 
D Keyed Left _ 2NLR9 2EN59 _ _ 
D Keyed Right _ 2NLT1 — — — 
E Operator Not Included No Key 5B449 5B510 — 2NLT3 _ 
E Lever No Key 5B448 5B509 —_— 5B505 _ 
E Keyed Left/Right _ 5B506 _ _ _— 
E Keyed Left _— 5B508 _ _— _ 
E Keyed Right _ 5B507 —_— 2EN5/ —_— 
3 Position 
B Operator Not Included No Key 6B328 5B502 5B486 5B488 5B491 
B Lever No Key 5B447 5B501 2NLY6 2NLW6 2EN72 
B Keyed Center _ 2NLT9 2NLY8 2NLW8 2NLV2 
B Extended Lever No Key 2NMN5 2NLT8 2NLY7 2NLW7 2NLV1 
Standard Knob ¢ Operator Not Included No Key 5B446 5B499 5B485 5B487 5B490 
NEMA 4, 4X, 13 C Lever No Key 5B445 5B498 2NLY9 2EN80 2EN74 
No. 5B445 C Keyed Any Position _— 2EN64 —_— — —_— 
C Keyed Center _ 2EN65 2NLZ2 2NLX1 2EN/6 
C Extended Lever No Key 2NMN6 2EN63 2NLZ1 2NLW9 2EN75 
F Operator Not Included No Key 2NMN8 5B495 6B360 2NLX3 5B489 
F Lever No Key 6B326 5B494 2NLZ4 2NLX4 2NLV4 
F Keyed Any Position — 2EN/0 — — — 
F Keyed Center _ 2NLU2 2NLZ5 _ 2NLV5 
G Operator Not Included No Key _ _ 2NLZ6 _— 2NLV6 
G Lever No Key 2NMP1 5B493 2NLZ7 2NLX7 2NLV7 
G Keyed Any Position — 2NLU3 — —_— — 
Standard G Keyed Center — — 2NLZ8 — 2NLV8 
Switch Knob J Operator Not Included No Key 2NMP2 2NLU5 2NLZ9 _ 2NLV9 
No. 5B576 J Lever No Key 2NMP3 5B492 2NMA1 2NLY1 2NLW1 
J Keyed Any Position —_— 2NLU6 —_— —_ _— 
J Keyed Center —_— 2NLU7 2NMA2 2NLY2 2NLW2 
L Operator Not Included No Key 2NMN3 2NLT5 — — 2NLU8 
L Lever No Key 2NMN4 5B503 2NLY4 2NLW4 2EN7/1 
L Keyed Center _ 2NLT7 2NLY5 _— 2NLU9 
4 Position 
H Operator Not Included No Key 0B444 0B484 — 
H Lever No Key 6B325 5B483 — — — 
H Keyed Any Position — 9B482 — 
Amber Black Blue Clear Green Orange Red White Yellow 
Extended Handle Item Item Item Item Item Item Item Item Item 
Switch Knob : Style No. No. No. No. No. No. No. No. No. 
No. 5B580 Selector Switch Knobs 
Lever 5B5/6 5B5/4 5B470 5B568 5B560 2NME4 5B462 5B438 5B432 
Extended Lever 5B580 5B5/3 5B474 5B5/2 5B564 5B459 5B466 5B442 5B436 


30mm Schneider Electric Selector Switch/Contact Block Configurations 
Contact Block Descriptions: 
No. 5B535 = 1 Normally Closed; No. 5B536 = 1 Normally Open; No. 5B537 = 1 Normally Open and 1 Normally Closed 
When viewed from the back, bottom side is side 1, and top side is side 2. 


2-POSITION SELECTOR SWITCHES 3-POSITION SELECTOR SWITCHES 3-POSITION SELECTOR SWITCHES 








Putting On a selector Will give a When Putting On a selector Will give a When Ona 
a contact switch contact mounting a contact switch contact mounting Putting a selector When 
block: with Cam: configuration of: it to: block: with Cam: configuration of: it to: contact switch Will give a contact mounting 
9B535 D Off On Side 2 9B930 B n Off Off Side 2 block: with Cam: configuration of: it to: 
5B536 ae ice 2 9B936 : On a ede 5 B23 i au Off 0 ide 5 
t ide 1 n ide ide 
SOUT On Side 1 oH B Side? Jenene ah Of Side 1 
JBI30 On Side 2 fe) eyesets) C Side 2 F Off Side 1 
5B536 Off Side 2 9B536 C Side 2 5B535 G On Side 2 
5B537 On Side 1 elev C Side 1 5B536 G Off Side 2 
Off Side 1 C side 1 5B537 G Off Side 1 
4-POSITION SELECTOR SWITCHES 9Bo30 D side 2 G On side 4 
Putting Ona selector Will give a When 9B936 D side 2 9B935 J On side 2 
a contact switch contact mounting 5B537 D side 4 9B936 J Off side 2 
block: with Cam: configuration of: it to: D side 1 5B537 J On side 1 
5B535 H On Off Off Off  Side2 9B939 E side 2 J Off Side 1 
5B536 H Off Off On Off Side 2 5B536 E Side 2 5B535 L Off Side 2 
5B537 H Off Off Off On Side 1 5B537 E side 1 5B536 L On Side 2 
H Off On Off Off Side 1 E side 1 5B537 L Off side 1 
L Off Side 1 
Schneider 
IN 30mm Contact Blocks Electric 
, = = NEMA rated A600-P600 Finger-safe terminals are at 20° angle to eliminate interference with 
3 = #12 to 24 AWG wire range allows use other contact blocks mounted in tandem. Feature double-break fine 
got of more common small wire sizes silver contacts with wiping action. 
1NO INC 1NC/1NO 
Contact Mfr. Item Mfr. Item Mfr. Item 
Description Rating Model No. Model No. Model No. 
Standard Direct Acting 10A @600VAC | 9001KA2  5B536 9001KA3 _5B535 | 9001KA1 _5B537 
Early Closing 10A @ 600VAC — — — — 9001KA4  5B534 
Late Opening 10A @ 600VAC _— _ 9001KA5_ _ 5 B533 — _ 
Hermetically Sealed, Low Energy Reed Switch 0.5A@120VAC | 9001KA42  2EL93 9001KA43_ _2XVK5 | 9001KA41__2EL92 
No. 5B537 Hermetically Sealed, Power Reed 3A @ 240VAC | 9001KA52 2XVK6 9001KA53 2EL98 | 9001KA51 2EL96 
. Alternate Action (Push-On/Push-Oft) Module, Holds Contacts in Maintained Position, Use w/Max. of 2 Contact Blocks | 9001K85 _—5B539 


GRAINGER. 
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ELECTRICAL 
30mm Operators 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





30mm Nonilluminated Push Buttons— 
Complete Units 


= Contacts rated: 10A,600V Universal colors include 4 separate color caps. UL Listed and CSA Certified. 





> CHOOSE: > CHOOSE: > CHOOSE: > CHOOSE: Item 
Type of Operator Color Contact Form Legend No. 
Momentary Push 
35mm Mushroom Head: 60mm Mushroom Head Black; Green; Red; Yellow INC; 1NO No Legend H4169 
39mm Mushroom Head; 60mm Mushroom Head Black; Green; Red; Yellow 1NO/1NC No Legend H4171 
35mm Mushroom Head; 60mm Mushroom Head Black; Green; Red; Yellow 2N0/2NC No Legend H4154 
35mm Mushroom Head; 60mm Mushroom Head No Cap 1NC; 1NO No Legend H4168 
35mm Mushroom Head; 60mm Mushroom Head No Cap 1NO/1NC No Legend H4170 
35mm Mushroom Head; 60mm Mushroom Head No Cap 2N0/2NC No Legend H4172 
Flush Button Universal INC Stop; Off H/063 
Flush Button Universal 1NO Start; No Legend; On H/065 
Flush Button; 6mm Mushroom Head Universal 2NO/2NC No Legend H5311 
Flush Button; Extended Button Universal 1NC; 1NO No Legend H4176 
Flush Button; Extended Button Universal INC; 1NO No Legend H5309 
Flush Button: Extended Button Universal 1NO/1NC No Legend H4177 
Flush Button; Extended Button Universal 1NO/1NC No Legend H5310 
Flush Button; Extended Button Universal 2N0/2NC No Legend H4178 
Momentary 
30mm Mushroom Head Red 1NC Emergency Stop 6CKE2 
Maintained Push / Jun To Release 7 - _ : g me 
omm Mushroom Hea e mergency Stop 
Maintained Push / Maintained Pull No. 6CKH4 
30mm Mushroom Head Red 1NC Emergency Stop 6CKE3 
35mm Mushroom Head Red 1NO/1NC No Legend 6CKH4 


30mm Selector Switches 





= Material: chrome Includes 1NO/1NC contact 30mm Contact Blocks 
= Maintained block and legend plate. UL | ina: 
operation Listed and CSA ae | Bilateral nee tay coe oe 
p No. 6CKHO = For use with GE CR104P operators No. 6CKH6 
= Black knob 
; ; ; Contact Mfr. Item 
Switch Switch Switch Item Form Color Model No. 
Position Includes @Pos.A @Pos.B @ Pos. C No. INC Red CR104PXC01 6CKH6 
2 Legend Plate with Off-On Marking OX XO No Third Position 6CKHO 1NO Green CR104PXC1 6CKH7 
3 Legend Plate with Hand-Off-Auto Marking | OOX 0x0 X00 6CKH2 TNC/1NO White CR104PXC91 6CKH8 


E:TeN SIEMENS 
Schneider 


‘nae 
Electric 


30mm Pilot Lights 


» Roundshape Models with LED lamps provide 





= Plastic lens 100,000 hr. of life. Rated NEMA 1, 3, 
= Screwclamp — SR, 4, 12, and 13. Plastic versions also eiainahe Eaton Dayton Schneider 
terminals NEMA 4X. UL Listed and CSA Certified. No. H5398 No. H6724 No. H6726 No. H4506 
Lamp Lamp > CHOOSE: > CHOOSE: > CHOOSE: Item 
Module Type Type Voltage Basic Material Color Brand/Series No. 
Pilot Light Complete 
facadescant 24VAC/DC; 120VAC Metal Amber; Blue; Clear; Green; Red; White; Yellow Eaton 102501 Series H4429 
24VAC/DC; 120VAC Metal Amber; Green; Red; White Siemens H5398 
12VAC/DC; 24VAC/DC; 120VAC Metal: Plastic Amber; Green; Red; Yellow; Blue; White Schneider Electric H4515 
Full Voltage 24VAC/DC; 120VAC Metal Amber: Blue; Clear; Green; Red; White; Yellow Eaton HT800 Series H6/24 
24VAC/DC; 120VAC Metal Amber; Blue; Green; Red; White; Yellow Eaton 102501 Series H4426 
24VAC/DC; 120VAC Metal Amber: Green; Red; White Siemens H5402 
24VAC/DC; 120VAC; 120VAC/DC Plastic; Metal Amber; Blue; Green; Red; White; Yellow Dayton H6726 
120VAC Plastic; Metal Amber; Green; Red; White; Yellow Schneider Electric H4506 
Incandescent 120VAC Metal Amber: Blue; Clear; Green; Red; White; Yellow Eaton 102501 Series H4427 
120VAC; 240VAC; 480VAC Metal Amber; Green; Red; White Siemens H5400 
Transformer 120VAC Plastic; Metal Amber; Blue; Green; Red; White Dayton H6729 
LED 120VAC Metal Amber; Blue; Clear; Green; Red; White; Yellow Eaton HT800 Series H6727 
120VAC Metal Amber; Blue; Green; Red; White; Yellow Eaton 10250T Series H4423 
120VAC; 240VAC; 480VAC Metal Amber: Green; Red; White Siemens H5404 
Pilot Light Without Lens 
Fill Voltane 6VAC/DC; 12VAC/DC; 24VAC/DC; 32VAC/DC; 48VAC/DC: 120VAC; 240VAC Metal — Eaton 10250T Series H4392 
g ineandestent 6VAC/DC; 12VAC/DC; 24VAC/DC; 120VAC Plastic; Metal — Schneider Electric H4477 
120VAC; 208VAC; 240VAC; 480VAC Plastic; Metal — Schneider Electric H4495 
Transformer 120VAC; 240VAC; 27/7VAC: 380VAC; 480VAC: 600VAC Metal — Eaton 10250T Series H4393 
LED 120VAC; 240VAC; 277VAC; 380VAC; 480VAC: 600VAC Metal — Eaton 102507 Series H4391 
Push to Test Pilot Light Complete 
12VAC/DC; 24VAC/DC; 120VAC Plastic; Metal Green: Red; Yellow; Amber; Blue Schneider Electric H4513 


24VAC/DC; 120VAC Metal Amber; Blue; Clear; Green Eaton HT800 Series H67/35 


Full Voltage LED 


24VAC/DC; 120VAC Metal Amber; Blue; Green; Red; White; Yellow Eaton 102507 Series H4420 
24VAC/DC; 120VAC; 120VAC/DC Metal; Plastic Amber; Blue; Green; Red; White; Yellow Dayton H6736 
iaeandeseant 120VAC Metal: Plastic Amber; Green; Red; White; Yellow Schneider Electric H4510 
120VAC Metal Amber; Blue; Clear; Green; Red; White; Yellow Eaton 10250T Series H4421 
Transformer 120VAC Plastic; Metal Amber; Blue; Green; Red; White; Yellow Dayton H6738 
LED 120VAC Metal Amber; Blue; Clear; Green Eaton HT800 Series H6/37 
120VAC Metal Amber; Blue; Green; Red; White; Yellow Eaton 102501 Series H4418 

Push to Test Pilot Light Without Lens 
Full Voltage 6VAC/DC; 12VAC/DC; 24VAC/DC; 32VAC/DC; 48VAC/DC; 120VAC; 240VAC Metal — Eaton 102507 Series H4395 
ge Incandescent 6VAC/DC; 12VAC/DC; 24VAC/DC; 120VAC Plastic; Metal — Schneider Electric H4497 
TT anetornien 120VAC; 240VAC; 380VAC; 480VAC; 600VAC Metal — Eaton 102507 Series H4394 
LED 120VAC; 240VAC; 380VAC; 480VAC; 600VAC Metal — Eaton 102507 Series H4419 
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ELECTRICAL 
30mm Operators 


Scan. Order. Done. 
Details on page A1. 








Standard 
No. 2W836 


Slimline 
No. 2VB70 


Extra Deep 
No. 2VB69 


304 Stainless Steel 
No. 4KP15 


30mm JIC and NEMA 12 and13 _. 
Oiltight Push-Button Enclosures wiecmann 





= JIC Standard EL-1-71 No. of No. of Mfr. Item 

= 14-ga. carbon steel Holes Columns _H W D Model _ No. 

= ANSI 61 gray polyester 1 =f 4.00" 2.50" 2.50" PSL1 2VB70 
powder-coated finish, © —3;———te or eee 
except stainless steel Ty" 2.500 2.50" 7 

= Seam welded and ee 1350" 395" 2.8" PBT 2Wa34 — 
ground smooth 2 15.75" 3.25" 2.87" PB2 2W835 

Neoprene gasket and rT 10.25" 3.05" 281" PB4  3A934 iy ; oe Pe if 

mounting flange ensure 6 2 ao o> 3.09" PB6 oneae 

oiltight seal. Captive cover ; nat Bo 309 Bg 393 

screws are threaded into aioe eerie 


deep-well hubs. Grounding 
stud included. UL Listed and 
CSA Certified. 


1 6.00" 4.00" 4.81" 

1 8.00" 4.00" 4.81" 

1 10.00" 4.00" 4.81" 

2 9.50" 8.50" 4.81" 
tainless Stee 

3 3202.01 


PBXD2_ 2VB66 
PBXD3__2VB6/ 
PBXD4__2VB68 
PBXD6__2VB69 


PBSS1__4KP15 
PBSS02 4KP16 
PBSS03 4KP17 
PBSS4 4KP18 
PBSS06 4KP19 


1 Do O20 20 
1 8.00" 3.25" 2.81" 
1 W225 3.20 2.00: 
2 9.50" 6.25" 3.09" 


@ Bloor = Fo) A) colpo 


Metal Die-Cast Zinc 
Enclosure Enclosure 
No. 2EP71 with Guard 

No. 5GCD9 






Die-Cast Zinc Metal 
Enclosure Enclosure 
No. 5B478 No. 2EP86 
Schneider 
EI Electric 


30mm Push-Button Enclosures 
= ¥%" NPT conduit entry Surface mounted. Type KN-1, KN-6, and KN-7 
legend plates will not fit on these enclosures. 





No. of NEMA Mfr. Item 
Holes Color Ratin H W D Model No. 
Metal Enclosures 
1 Gra 1,3, 13 524" 4.18" 3.63" 9001KYAF1 2NMA9 
2 Gra 13.13 114 4.18" 3.63"  9001KYAF2 2EP71 
3 Gra 1.2.18 10.24" = 4.18" 3.63'  9001KYAF3 2NMC1 
4 Gra 1, 3. 4o 12.74" 4.18" 3.63'  9001KYAF4 2NMC2 
Die-Cast Aluminum Enclosures with Guard 
1 Gra 4 obo: 5.50: 4.00" 9001KYG1 5GCD8 
1 Gray and Yellow 4 3.63 5.50" 400" 9001KYGTY 5GCD9 
Die-Cast Aluminum Enclosures 
ray 3, 4, ; ; 53" 5B47 
2 Gray 1,3, 4, 13 51D: 3.63" 3.50. 9001KY2 5B477 
3 Gra 12324. 13 (ey 3:00" 350: 9001KY3 5B476 
4 Gray 1,3,4, 13 O25 Goa @.o0. Q001KY4 5B475 
etal Enclosures 


1 — 1,0,4, 4%, 13 5.24" 4.18" 3.63" 9001KYSS1 2EP86 
304 Stainless Steel Enclosures 

2 — 1,0;4,4%. 130. 7.44" 4.18" 3.63"  9001KYSS2 2NME1 

astic Enclosures 


1 Gray 1,3,4,4X%,13 6.63" 3.81" 3.88" ~~ 9001SKY1 —2ER70 
2 Gra 1,3,4,4X%,13 6.63" 3.81" 3.88" ~~ 9001SKY2 ~2NMR3 
1,3,4 


4 ay GAY TO 0.09 OT 9.00 UU TORY ec CNM 
3 Gray ,3,4,4X,13 8.88" 3.81" 3.88" 9001SKY3 2NMR4 
anking Plugs 
= ray = = = = 9 JB04 
= ac = = = = 9 JB04 
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Enclosure 
No. 2AAR9 





Push-Button Enclosure 





No. 2VB54 
os — 
= a 
| , 
| + om = 
Base Column 
No. 2VB99 No. 2VE11 





WIEGMANN’ 


JIC and NEMA 12 and 
13 Sloped Enclosures 


= Carbon steel Push-Button 


= ANSI 61 gray polyester Accept all standard 30mm 4-way push 


powder-coated finish buttons, switches, and pilot lights. Top 
= Seam welded and ground smooth —_and bottom mounting plate. 


UL Listed, CSA Certified. PEDESTAL COLUMNS AND BASES 


ENCLOSURES Supports sloped-top enclosures. 
Angled face ensures all installed 
devices face operator. Enclosures have 
grounding provision. Captive cover 
screws are threaded into deep-well 


Columns 

Pedestal columns provide passage- 

way for wiring. Flanged at both ends 
with a gasketed cover plate. Include 


hubs. 

access plate, gaskets, screws, and box 
Sloped Top connective fittings. Angled pedestal has 
Enclosure can be mounted to create a 45° angle at top. 
either a 30° or 60° angle for the control — 


surface. Continuously hinged cover 


along bottom edge. Floor-mounted with a square pattern 


of holes to fit a wiring column or other 
flanged device. Include leveling screws. 


Item 
Description H W D No. 
nclosure ‘ " 00" 
nclosure 
nclosure 
nclosure 





nciosure 


0 

0 

0 

0 

0 

0 

op enciosure 
op enciosure 
0 

0 

0 

0 

0 

0 

0 


on p i 
op p Enclosure : : : 
op p 
op p 


0 nclosure 

0 00" 00" 00" 

0 nclosure 00" 00" 00" 

Sloped Top Enclosure 16.00" 30.00" 17.00" 2AAT3 

Sloped Top Enclosure 20.00" 20.00" 13.00"  2VB98 
Sloped Top Enclosure 20.00" 24.00" 13.00" 2ACB7 
Sloped Top Enclosure 20.00" 30.00" 13.00" 2AUB4 
Sloping Front Pushbutton Enclosure, 1 Column, 1 Hole 3.50" 3.25" 478" 2VB54 
Sloping Front Pushbutton Enclosure, 1 Column, 2 Hole 3.50 50" 478" 2VB55 
Sloping Front Pushbutton Enclosure, 1 Column, 3 Hole 3.50" Wiey 478" 2VB56 
Sloping Front Pushbutton Enclosure, 1 Column, 4 Hole 3.50 10.00" 478" 2VB57 
Sloping Front Pushbutton Enclosure, 3 Column, 6 Hole 7.25" 8.50" 6.66" 2VB58 
Strai ht Pedestal Column 35.00" 4.00" 4.00" 2VE11 
Angled Pedestal Column 47.00" 4.00" 4.00" 2VE12 
Straight Pedestal Column 35.00" 6.00" 6.00" 2VE13 
Pedestal Base T.00" 18.00" 18.00"  2VB99 
d IB 1.00" 24.00" 24.00" 2VE10 


edestal Base 
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ELECTRICAL 
Toggle Switches 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





¥ Power 





Panel-Mount 


Switches 
= Bat toggle: '/4c6'L on Nos. 2VLN2, 
2VLNQ, 2VLP2, 2VLP4, 2VLU1, 
and 2VLU2; 34"L on all others 
= Toggle switch stem is 1" dia. x Ya"L 
Applications include appliances, equip- 
ment, power tools, lighting control, and 
other switching functions. UL Listed. 









Toggle switches include mounting nut. Screw Terminals 2-Pole Quick Connect Push Switch Rotary Switch 
Tabs are 1/4" quick-connect. No. 2VLN5 No. 2VLU1 Tab Terminals No. 2VLN3 No. 2VLR8 
No. 2VLT8 
1-POLE 2-POLE 3-POLE 
Switch AC Contact Contact Item Contact Item Contact Item 
Function Rating HP Terminals Form No. Terminals Form No. Terminals Form No. 
Toggle Switches, 0.50" dia. Mounting Hole 
Momentary On/Off 20A @ 125VAC, 15A @ 277VAC 1% Quick Connect SPST 2LMZ1 — — — — — = 
Momentary On/Off/Momentary On 20A @ 125VAC, 15A @ 277VAC 1% Screw SPDT 2VLT2 — — — — — — 
On/Momentary Off 20A @ 125VAC, 15A @ 277VAC 1% Screw Pol 2VLT1 — — — — — — 
On/Momentary Off 20A @ 125VAC, 15A @ 277VAC 1% Quick Connect Seo 2LMZ2 — — — — — — 
On/Off 6A @ 125VAC, 3A @ 250VAC _ Screw Pol 2VLN2 — — — — — — 
On/Off 16A @ 125VAC, 8A @ 250VAC 1 _— _ _ Screw DPST 2VLP2 — — — 
On/Off 20A @ 125VAC, 15A @ 277VAC 2 Screw SPL 2VLN5 § QuickConnect DPST 2WLU1 | QuickConnect 3PST 2LMY7 ~* 
On/Off 20A @ 125VAC, 15A @ 277VAC 2 Quick Connect Sror 2VLT7 _ _ _ Screw 3PST —2VLT3 
On/Off/Momentary On 20A @ 125VAC, 15A @ 277VAC 1% Quick Connect SPDT 2LMZ4 — — — — — — 
On/Off/On 20A @ 125VAC, 15A @ 277VAC 2 Screw SPDT 2VLN7 — — — — — — 
On/Off/On 20A @ 125VAC, 15A @ 277VAC i Quick Connect SPDT 2VLT9 — — — — — — 
On/On 20A @ 125VAC, 15A @ 277VAC 2 _— _ _ Quick Connect DPDT 2VLU2 Screw 3PDT 2VLP6 
On/On 20A @ 125VAC, 15A @ 277VAC 2 Quick Connect SPDT 2VLT8 Screw DPDT 2VLN9 | QuickConnect 3PDI 2LMY8 *f 
AC Contact Contact Item Pkg. AC Contact Contact Item Pkg. 
Description Rating Form Terminals No. Qty. Description Rating Form Terminals No. Qty. 
Toggle Switch Accessories Off/Momentary On 16A @125VAC, 10A @ 250VAC SPST Screw 2VLP7 1 
Legend Plate, _ _ _ OVLP5 «25 Rotary Switches, 2" Mounting Hole 
On/Off Off/On/On/On 13A @ 125V, 6.5A @ 250V Pol Solder Lug 2VLR8 1 
Miniature Push Button Switches, 2" Mounting Hole Off/On/On/On/On 13A @ 125V, 6.5A @ 250V SPAT Solder Lug 2VLT6 1 
On/Off 6A @ 125VAC, 3A @ 250VAC SPST Screw 2VLN3___ 1 * Rated 24A @ 125VAC. ¢ Includes seal boot and legend plate. 
Standard Lever Lever-Lock Standard Lever 
: No. 24D288 No. 24D323 No. 24D363 
Honeywell = 


TL Series Toggle Switches 
= Rated 10A up to 277V 

= Temp. range: -85° to 160°F 

= 4" dia. hole mounting 


Feature thermoset phenolic case and silver cadmium 
oxide contacts. UL Listed and CSA Certified. 





1-POLE 





4-POLE 
Switch Contact Mfr. Item Contact Mfr. Item Contact Mfr. Item 
Function Terminals HP Form Model No. Form Model No. Form Model No. 
Standard Lever 
Momentary On/Off Screw Yo SPST 1TL1-6 24D311 DPST 21L1-6 240344 — — — 
Momentary On/Off Screw 1 SPST 1TL1-61 24D312 DPST 21L1-61 24D345 4PST 4TL1-6 24D365 
Momentary On/Off Screw 1 — — — — — — 4PST 4TL1-61 24D366 
Momentary On/Off/Momentary On Screw Yp SPDT 1TL1-7 240313 DPDT 2T1L1-/ 240347 4PDT 4TL1-7 24D367 
Momentary On/Off/On Screw Yo SPDT 1TL1-5 24D309 DPDT 21L1-5 24D337 A4PDT 4TL1-5 24D362 
Momentary On/On Screw Yp SPDT 1TL1-8 24D316 DPDT 21L1-8 24D351 4PDT 4TL1-8 24D370 
Momentary On/On Solder Lug Vp — — — DPDT 12TL1-8 240293 — — — 
Momentary On/On/Momentary On Screw Y — — — DPDT 21L1-72 24D349 APDT 4TL1-70 24D368 
Momentary On/On/Momentary On Screw Yo = = _ = = —_ A4PDT ATL1-72 24D369 
Momentary On/On/Momentary On Screw 1 — — —_— DPDT 21L1-70 24D348 — = — 
Momentary On/On/On Screw Yp — — — DPDT 21L1-50 240338 A4PDT 4TL1-50 24D363 
Momentary On/On/On Screw Yp — — — DPDT 21L1-56 240342 — — — 
Off/On Solder Lug 1 SPST 117TL1-2 24D288 — — — — — — 
On/Momentary Off Screw Vp SPST 1TL1-4 24D308 DPST 2TL1-4 24D336 — — — 
On/Momentary On Screw Yo — — — DPDT 21L1-51 240341 A4PDT 4TL1-51 240364 
n/Oft Screw 1 SPST 1TL1-2 240298 DPST 21L1-2 24D328 4PST 4TL1-2 24D356 
On/Off Screw 1 SPST 1TL1-21 24D299 DPST 21L1-21 24D329 4PST A4TL1-21 240357 
On/Off/On Screw 1 SPDT 1TL1-1 24D295 DPDT 21L1-1 240321 A4PDT 4TL1-1 24D352 
On/Off/On Solder Lug 1 SPDT 12TL1-1 24D290 — — — — — — 
On/On Screw 1 — — — DPDT 21L1-31 24D333 A4PDT 4TL1-31 24D359 
On/On Screw 1 SPDT 1TL1-3 24D303 DPDT 21L1-3 240331 A4PDT 4TL1-3 24D358 
On/On Solder Lug 1 SPDT 117TL1-3 24D289 — — — — — — 
On/On/On Screw 1 — — — DPDT 21L1-10 24D322 A4PDT 4TL1-10 24D353 
On/On/On Screw 1 — — — DPDT 21L1-12 240324 A4PDT 4TL1-12 240354 
Lever-Lock 
Momentary On/Off/Momentary On Screw Yo SPDT Pe 24D315 _ = _— _— _— _— 
Momentary On/Off/Momentary On Screw Yo SPDT 1TL1-7E 240314 DPDT 21L1-7E 24D350 — — — 
Momentary On/On Screw Yo SPDT 1TL1-8F 240317 — — — — — — 
Momentary On/On/On Screw Yo — — — DPDT 2TL1-50E  24D339 — — — 
On/Off Screw 1 SPol 1TL1-2G6 24D302 — — — — — — 
On/Off Screw 1 SPol 1TL1-2D 24D301 — — — — — — 
On/Off/On Screw 1 SPDT 1TL1-1L 24D297 DPDT 21L1-1A 24D326 — — — 
On/On Screw 1 SPDT 1TL1-3D 24D305 DPDT 21L1-3D 24D334 4PDT 41L1-3D 24D360 
On/On Screw 1 SPDT 1TL1-3F 24D306 DPDT 21L1-3G 24D335 — — — 
On/On/On Screw Yp — — — DPDT 21L1-56M 24D343 — — — 
On/On/On Screw 1 — — — DPDT 21L1-12A 24D325 — — — 
On/On/On Screw 1 — — — DPDT 21L1-10A 24D323 4PDT 4TL1-12A  24D355 
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Scan. Order. Done. 
Details on page A1. 


ELECTRICAL 
Toggle Switches 








Tool and Motor Control Switches 


= Brass/nickel-plated bushings — Excellent for power tool and motor control switch applications. 









ae ea on of , ee ap ea , feat 
orm unction onnec. erminals ole ode 0. 
pital Pull Chain Lever Switch, 6A @ 120V, 3A @ 250V 
DPoL On/Off Wire Lead '%9 Dia.” — 774035 1XWT3 
Toggle Switch, 20A @ 125VAC, 10A @ 250VAC 
SPol On/Off 2 Screw 0.50" dia. Sa 774019 1XWT5 
SPST On/Off 2 Screw 0.50" dia. a 7/4011 4FRL6 
SPDT On/Off/On 3 Quick Connect 0.50" dia. 4 714027 4FRL7 * 
DPST On/Off 4 Quick Connect 0.50" dia. 1% 7/4005 1XWR1 
DPDT On/On 6 Screw 0.50" dia. 1% 7/4015 1XWR4 
DPDT On/OFf/On 6 Quick Connect 0.50" dia. 1% 7/4003 1XWR8 
Seu Momentary On/Off/Momentary On 6 Screw 0.50" dia. 1% 7/4000 1XWT1 
DPDT On/OFff/On 6 Screw 0.50" dia. 1% 7/4016 1XWR7/ 
Toggle Switch Boot, Screw-On, Pkg. of 2 7/4020 4FRL8 
No. 1XWR1 No. 1XWT1 * Includes On/Off faceplate. 
_.. Panel-Mount Switches TW cating 
. tir echnologies° 
Applications include electric motors, appliances, power Note: Toggle switches have '%/s2-32UNS-2A threads. ? 
tools, light fixtures, and instruments. 
| 1-POLE 2-POLE 
Switch Mounting AC Contact Contact Item |Contact Item 
Function Hole Rating Form Terminals No. | Form Terminals No. 
Lighted Rocker 
| On/Off 0.830" x 1.450" — SPST 0.250" Quick Connect Tab 100587, — — — 
Lighted Rocker with 120V Light 


0.470" x 1.070" 

















16A @ 1295VAC, 10A @ 250VAC 


oPST 


0.250" Quick Connect Tab 1A824 





No. 3XC60 No. 4X216 On/Off 0.860" x 1.070" 15A @ 250VAC, 20A @ 125VAC | — DPST 0.250" Quick Connect Tab 3XC58 
On/Off 0.830" x 1.450" 15A @ 125VAC, 10A @ 250VAC | SPST 0.250" Quick ¢ Connect Tab 3XC59 — — — 
On/Off 0.830" x 1.450" 15A @ 125VAC, 10A @ 250VAC | SPST Screw 3XC60) — — — 
On/Off 0.625' x 1.625" 15A @ 125VAC, 10A @ 250VAC | SPST Screw 4X216)  — — — 
Lighted Rocker with 12V Light 
On/OFff/On 0.830" x 1.450" 20A @ 12V SPDT 0.250" Quick Connect Tab 100585; — — — 
On/OFff/On 0.830" x 1.450" — — — — | DPDT 0.250" Quick Connect Tab 100586 
Miniature Push Button 
On/Off Yo" dia. 6A @ 125VAC, 3A @ 250VAC | SPST Screw 1X692 | — — — 
On/Off Yo" dia. 20A @ 125VAC, 10A @ 250VAC | SPST Screw 10C568) — — — 
On/Mom. Off Yo" dia. 15A @ 125VAC, 10A @ 250VAC | SPST Screw 2X901 | — — — 
On/Mom. Off Yo" dia. 6A @ 125VAC, 3A @ 27/VAC | SPST Wire Lead 10C567, — — — 
Off/Mom. On Yo" dia. 15A @ 125VAC, 10A @ 250VAC | SPST Screw 2X894 | — — — 
Off/Mom. On Yo" dia. 6A @ 125VAC, 3A @ 250VAC | SPST Wire Lead 100566, — — — 
Polarity Reversing 
On/Off/On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | — — — | DPDI Quick Connect 10C576 
Reversing Toggle 
n/On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | — — — _ | DPDI Quick Connect 100577 
Rees On/Off/Mom. On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | — — — | DPDI Quick Connect 10580 
ocker 
On/Off 0.830" x 1.450" 15A @ 125VAC, 10A @ 250VAC | SPST 0.250" Quick Connect Tab 3XC53 | DPST 0.250" Quick Connect Tab 3XC55 
On/Off 0.830" x 1.450" 15A @ 125VAC, 10A @ 250VAC | SPST Screw 3XC54 | DPST Screw 3XC56 
On/Off 0.860" x 1.070" 20A @ 125V. 15A @ 250V SPST _0.250" Quick Connect Tab 3XC57)  — — — 
On/Off 0.470" x 1.070" 164A @ {25VAC, 10A @ 250VAC | SPST 0.250" Quick Connect Tab 1A822 | — — — 
On/Off 0.470" x 1.070" 16A @ 125VAC, 10A @ 250VAC | SPST 0.250" Quick Connect Tab 1A823 | — — — 
On/Off 0.830" x 1.450" 20A @ 12V SPST _0.250" Quick Connect Tab 100582, — — — 
Mom. On/Off/Mom. On 0.830" x 1.450" 20A @ 12V — — — | DPDI_ 0.250" Quick Connect Tab 100583 
Mom. On/Off 0.830" x 1.450" 15A @ 125VAC, 10A @ 250VAC | SPST 0.250" Quick Connect Tab 100584, — — — 
No. 1A823 No. 10C582 __ Rotary 
On/Off ye" 3A @ 125VAC SPST 6" Wire Lead 4X215  — — — 
Off/On/On/On/On 1y30" 6A @ 125VAC SP4T Solder Lug 4X739  — — — 
' Sis 1930" 4A @ 125VAC Droll. Solder Lug 4X087  — — — 
oggle 
On/On/On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | SP3T Quick Connect 100575) — — — 
; On/On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | SPDT Quick Connect 4X847 | DPDT Quick Connect 4X850 
‘ On/On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | — — — | DPDI Quick Connect 10C570 
; On/On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | SPDT Screw 2X465 | DPDT Screw 2X468 
wis On/Off/On 0.50" dia. 20A @ 125VAC, 10A @ 250VAC | — — — _ | DPDI Screw 100563 
\ ; On/Off/On 0.50" dia. 20A @ 125VAC, 10A @ 250VAC | — — — _ | DPDI Quick Connect 100561 
On/Off/On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | — — — | DPDI Quick Connect 10C571 
; On/Oft/On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | SPDT Quick Connect 4X848 | DPDT Quick Connect 4X851 
No. 4X087 No. 2X464 On/Off/On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | SPDT Screw 2X466 | DPDT Screw 2X469 
On/Off 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | SPST Quick Connect 4X846 | DPST Quick Connect 4X849 
On/Off 0.50" dia. 20A @ 125VAC, 10A @ 250VAC | SPST Quick Connect 100565) DPST Quick Connect 10C560 
On/Off 0.50" dia. 16A @ 125VAC, 8A @ 250VAC — — — _ | DPST Screw 2X488 
On/Off 0.50" dia. 6A @ 125VAC, 3A @ 250VAC | SPST Screw 1X687 | — — — 
On/Off 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | SPST Screw 2X464 | DPST Screw 2X467 
On/Off 0.50" dia. 20A @ 125VAC, 10A @ 250VAC | — — — _ | DPST Screw 100562 
On/Off 0.50" dia. 15A @ 125VAC, 10A @ 250VAC — — | DPST Quick Connect 10C569 
On/Off 0.50" dia 20A @ 125VAC, 10A @ 250VAC | SPST Quick Connect 100564) DPST Screw 2X633 
On/Off 0.50" dia 6A @ 125VAC, 3A @ 250VAC | SPST Wire 1X878 || — — — 
On/Mom. Off 0.50" dia 15A @ 125VAC, 10A @ 250VAC | SPST Screw 4X201,  — — — 
See cut o.s0'dia.  15A@ 125VAC, 104 @ 250VAC | — = — |DPDT — QuickConnect  10C581 
Mom. On/Oft/Mom. On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | SPDT Screw 4X203,  — — — 
No. 100560 Mom oa 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | SPST Screw 4Xx200, — — — 
ircult n, iat . 
Circut { On Off ; 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | SPDT Quick Connect 10€579,; — — — 
osition, Circuit aa 3 
On, Circuit 1 On, Off 0.50" dia. 15A @ 125VAC, 10A @ 250VAC | SPDT Quick Connect 100578; — — — 
Toggle with 12V Light 
On/Off/On 0.50" dia. 20A @ 12V SPDT Quick Connect 100573) DPDT Quick Connect 100574 
, i 4 On/Off 0.50" dia. 20A @ 12V SPST Quick Connect 100572); — — — 
, Fe Contact Switch Mounting AC Contact Item 
© Form Terminals Function Hole Rating No. 
2 a 3-Pole Toggle Switches 
J le 3PST Screw On/Off 0.50" dia. 15A @ 125VAC, 10A @ 250VAC 4X208 
3PDT Screw On/On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC 2X650 
No. 2X488 No. 10C569 3PDT Screw On/Off/On 0.50" dia. 15A @ 125VAC, 10A @ 250VAC 2X594 
Accessory For Toggle Switches 
On/Off Legend Plate, Nickel Finish 2X642 
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ELECTRICAL 
Toggle Switches 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





QUICK CONNECT 


SCREW 
TERMINALS, STEP BASE TERMINALS, STEP BASE | QUICK CONNECT TERMINALS 

















Contact Switch Mfr. Item Mfr. Item Mfr. Item 
Form Function HP Model No. Mode No. Model No. 
Mom. On/Off WZ 1NT1-6 240390 — — 31NT91-6 240435 
Mom. On/Off % TNT1-61 240391 — — — — 
SPST _On/Mom. Off Y%, 1NT1-4 240387 — — — — 
On/Off 1 TNT1-21 240384 — — 31NT91-21 240430 
On/Off 1 {NT1-2 240383 — — 31NT91-2 240429 
Mom. On/Off/Mom.On {NT1-7 240392 — — 31NT91-7 240437 
Mom. On/Off/On % {NT1-5 240388 — — 31NT91-5 240433 
Mom. On/On % {NT1-8 240393 — — 31NT91-8 240438 
SPDT _On/Mom. On Y%, TNT1-51 240389 — — 31NT91-51 240434 
On/Off/On 1 TNTI-1 240382 — — 31NT9T-1 240428 
On/On 1 {NT1-3 240385 — — 31NT91-3 240431 
On/On 1 1NT1-31 240386 — — — — 
Mom. On/Off % 2NT1-6 240413 2NT91-6 _24D424 32NT91-6 240449 
Mom. On/Off % 2NT1-61 240414 — — 32NT91-61 24D450 
ppst Mom. On/On/On % — — — — 32NT91-50 240448 
On/Mom. Off Vo 2NT1-4 24D409 — -— 32NT91-4 240446 No. 24D454 
On/Off 1 2NT1-21 240406 — 32NT91-21 240443 
On/Off 1 2NT1-2 240405 2NT91-2 240420 32NT91-2 240442 
Mom. On/Off/Mom.On 2NT1-7 240415 2NT91-7 _ 24D425 32NT91-7 240451 No. 24D428 
Mom. On/Off/Mom.On — — — — 32NT391-7-C08 240474 * 
Mom. On/Off/On % 2NT1-5 240410 2NT91-5 24D 422 32NT91-5 240447 
Mom. On/On ZA ONTI-8  24D417 ONT91-8  24D427 32NT91-8  24D453 Honeywell 
Mom. GnvOnikom. On 2 ani 70 240416 2NT91-70 24D426 32NT91-70 _ 24D452 
om. Un/Un/UnN 2 = = al = — 4 
DPDT ~On/Mom. On Ye ONTI-51 240412 = = = = NT Series Toggle 
On/Off/On 1 2NT1-1 240402 2NT91-1 _ 24D418 32NT91-1 240439 2 
On/Off/On 1 — — — — 32NT391-1-CO8 _24D481_ * Switches 
On/On 1 2NT1-31 24D408 — — 32NT91-31 240445 pitts ; 
oon aNTt3 240407 — = 32NT91-3 240444 = 4" dia. hole mounting 
n/On/On - 40404 — —_— — —_ = » _Qb° ° 
On/On/On 1 2NT1-10 _ 24D403 — — 32NT91-12 240441 Temp. range: -85° to 160°F 
4PST Mom. On/Off V 4NT1-61 240462 — — — — Feature a movable seal between the toggle 
CT an a = = = = lever and bushing and a sealed case to 
om. On/Off/Mom.On  % 4NT1-7 24D463 — — — — 
Mom. On/Off/On Vs ANT1-5 °4D459 _ = — = meet NEMA 3, 3R, 4, 13 and IP67/IP68 seal 
Mom. On/On % 4NT1-8 24D465 — — — — i i i i 
Mom. On/On/Mom.0n 4NT1-70 _ 24D464 — — — — baie mks “ fae reece He 
4PDT ~Mom. On/On/On % | 4NT1-50 240460 = — = — ruck-mounted telenanalers, cranes and 
On/Off 1 4NT1-2 24D457 — — — — construction, agriculture and material handling 
a ar Sade = = = = equipment, factory-floor control units, and 
On/On/On 1 ANT1-12 24D456 = — = = machine tool equipment manufacturers. UL 
On/On/On 1 4NT1-10___-24D455 = = = = Recognized. CSA Certified and CE Approved. 
* Yellow flattened actuator lever. 
QUICK CONNECT 
SCREW TERMINALS TERMINALS SOLDER LUG TERMINALS 
Contact Switch Mfr. Item Mfr. Item Mfr. Item 
Form Function HP Model No. Model No. Model No. 
On/Off Zi 7500K14. ss 21EW88 =| = 7501K1i5 21EV90 | 7546K38 = 21EV98 
SpsT On/Off Ys 7546K36  21EV97 | XTDIA1A2 21EW16 | 7501K13 = 21EV89 
On/Off Ys XTD1A2A2 24EW17 | =7546K40 ~—s 21EV99_~| XTDIA3A2 21EW18 
Mom. On/Off Ys XTD1F2A2 21EW20 | XTDIFIA2 21EW19 | XTDIF3A2  21EW21 
On/On YA 7504K4 21EV94 | XTD2CIA 21EW25 | 7505K4 21EV95 
On/On Ys XTD2C2A _—-21EW26 — — XTD2C3A _—-21EW27 
On/Off/On Ys 7502K13_ -21EV91_ | = XTD2BIA 21EW22 | 7503K13 = 21EV92 
SPDT On/Off/On YA XTD2B2A 21EW23 | 7503K15 = 21EV93_ | «=XTD2B3A ~—s 21EW24 
On/Off/Mom. On Zi XTD2G2A 21EW35 | XTD2G1A  21EW34 | XTD2G3A  21EW36 
On/Mom. On Ys XTD2D2A 21EW29 | XTD2D1A  21EW28 | XTD2D3A  21EW30 ' 
Mom. On/Off/Mom. On % 7509K5 21EV96 — — — — No. 21EV90 No. 21EW16 
Mom. On/Off/Mom. On YA XTD2E2A  21EW32 | XTD2E1A  21EW31 | XTD2E3A —21EW33 
On/On YA 7564K6 —-21EW07 — — 7565K5 —« 21EW08 
On/Off Ys 7560K5 —« 21EW01 7561K6 21EWO3 | 7561K4  —21EW02 iT eh 
DPST On/Off YA 7803K31 _ 21EW10 — — 7803K11 —- 21EW11 - 
On/Off 5 7818K1 21EW40 — — — — T | S - t h 
Off/On Zi — — 7565K7_ —«27EWO09 — — 
DPDT On/Off/On Ys 7562K4 —- 21EWO04 | =97563K6 = 21EW06 | =7563K4_ ~—Ss- 21EWO5 ogg € owitcnes 
On/Off/On 1% XTD4B2A —-21EW38 XTD4B1A —-21EW37 = = Include panel mounting. XT-Series are easy 
3PDT On/On Ys 7702K2 ss 21EW13 = — — — , Modi : 
APST On/Off yA 7690K8 21EW14 — — — — to install and have 0.48 dia. hole mounting. 
4PDT On/On Ys 7694K4 ss. 21EW15 — — = = 7000-Series feature design flexibility to meet a 
SPST On/Off Ys 7700K2 21EW12 = = —= — variety of applications. 
Honeywell 


TS Series Toggle Switches 


= HP rating: 1-pole 4 HP, 2-pole 12 HP 


= Rated 20A at 125VAC, 10A at 277VAC 


Switch 

Function 
Momentary On/Off 
Momentary On/Off 
Momentary On/Off/Momentary On 
Momentary On/Off/Momentary On 
Momentary On/Off/On 
Momentary On/On/Momentary On 
On/Off 
On/Off 
On/Off/On 
On/Off/On 
On/On 


Contact 


SCREW TERMINALS 


Mfr 
Model 
111$15-6 
121$15-6 
111$15-7 
121S15-7 
111$15-5 


111515-2 
121519-2 
111$15-1 
1215195-1 
121$19-3 


Item 
No. 
24D488 
24D498 
24D489 
24D499 
24D487 


24D486 
24D496 
24D485 
24D495 
24D497 


a 4" dia. hole mounting 
QUICK CONNECT TERMINALS 


Mfr. 


Model 
T1TS05-7 


12TS95-70 
1{TS95-2 


12TS05-3 


Item 
No. 


24D491 


240502 
24D490 


240501 





No. 24D501 
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ELECTRICAL Scan. Order. Done. |=" 


Toggle Switches Details on page A1. = 











BLACK RED IVORY 
Screw Tab Screw Tab Screw Tab 
Terminals | Terminals | Terminals | Terminals | Terminals | Terminals 
Contact No. of Switch AC Contact Item Item Item Item Item Item 
Form Connec. Function Rating No. No. No. No. No. No. 
0.540" x 1.140" Mounting Hole 
SPDT 3 On/OFf/On 16A @ 125V,12A@250V|  — 2LNA1 — 2LNA2 — — 
SPDT 3 On/On 16A @ 125V,12A@250V}  — 2LNA3 — — — — 
0.830" x 1.450" Mounting Hole 
No. 2VLP9 No. 2LND7 SPST 2 Momentary On/Off 20A @ 125V, 15A @ 250V| 2LNC2 2LNC3 2LNC4 2LNC5 2LNC6 2LNC7 
ie SPST 2 On/Off 20A @ 125V, 15A @ 250V| 2VLR1 2VLP9 2LNA6 2LNA7 2LNA8 2LNA9 
SPST 3 On/Off Lighted 20A @ 125V, 15A @ 250V)  2VLT5 — — — — — 
SPST 3 On/Off Lighted 20A @ 125V, 15A @ 250V| 2VLR7 — — — — — 
SPDT 3 Momentary On/Off/Momentary On 20A@125V,15A@250V| 2LND5 | 2LND6 | 2LND7 | 2LND8 | 2LND9 2LNE1 
SPDT 3 On/Off/On 20A @ 125V, 15A @ 250V| 2LNC8 2LNC9 2LND1 2LND2 | 2LND3 — 
SPDT 3 On/On 20A @ 125V, 15A @ 250V| 2LNE2 2LNE3 2LNE4 2LNE5 2LNE6 2LNE7 
¥ Power DPST 4 Momentary On/Off 20A @ 125V, 15A @ 250V| 2LNF3 2LNF4 2LNF5 2LNF6 2LNF7 2LNF8 
DPST 4 On/Off 20A @ 125V, 15A @ 250V| 2VLR3 2VLR2 2LNE8 2LNE9 2LNF1 2LNF2 
DPDT 6 Momentary On/Off/Momentary On 20A @ 125V, 15A @ 250V| 2LNH3 — 2LNH5 | 2LNH6 | 2LNH7 2LNH8 
; DPDT 6 On/Momentary On 20A @ 125V, 15A @ 250V| 2LNH9 2LNJ1 2LNJ2 2LNJ3 2LNJ4 2LNJ5 
No. 2LNAS “DPpT 6 On/Off/Momentary On 20A @ 125V, 15A @ 277V | 29FG39 — 29FG41 | 29FG42 | 29FG43 | 29FG44 
Rocker Switches DPDT 6 On/Off/On 20A @ 125V, 15A @ 250V| 2LNF9 — 2LNG2 | 2LNG3 | 2LNG4 | 2LNG5S 
DPDT 6 On/On 20A @ 125V, 15A@ 250V| 2LNG6 | 2LNG7 | 2LNG8 | 2LNG9 | 2LNH1 2LNH2 
Panel-mount switches are for appli- oe x1 160" Mounting Hole sk @ WRRRDY shag 
ances, equipment, power tools, motor ~ppst 4 Momentary On/Off 20A @ 125/250V = 29FG27 = - = — 
and lighting control, and other uses. DPST 4 On/Off 20A @ 125/250V ~ 29FG25 ~ 29FG26 ~ — 
j VA" qnick- DPDT 6 Momentary On/Off/Momentary On 20A @ 125/250V _ 29FG35 _ 29FG36 _ _ 
UL Listed. Tabs are 74" quick-connect. DPDT 6 On/Momentary On 20A @ 125/250V — — — 29FG34 — — 
Nos. 2VLN1, 2VLR5, 2VLR6, 2VLR7, DPDT 6 On/Off/On 20A @ 125/250V — 29FG29 — = — = 
and 2VLT5 feature indicating light. DPDT 6 On/On 20A @ 125/250V _— 29FG31 _— 29FG32 _— _— 
NGR Series Illuminated Rocker Switches E:-TeN 
= Rated % HP Durable and ergonomic design with a matte finish. Suitable for a variety of vehicle and 


» ¥," tab terminals mobile applications. Illuminated models require rocker switch, 2 lenses, switch cover, 
and connector available separately. 





Contact Switch Mfr. Item GREEN RED AMBER BLACK 
Form Function Model No. Item Item Item Item 
SPST Off/On NGR15061BNAAN 21EV72 Description No. No. No. No. 
On/On NGR15481BNAAN 21EV73 Accessories For Illuminated Switches 
SPDT On/Off/On NGR15681BNAAN 21EV74 Rocker Switch Lens 21EV84 | 21EV85 | 21EV86 — 
Momentary On/Off/Momentary On NGR15881BNAAN 21EV75 Rocker Switch Cover, Top 7 = _ O1EV83 
DPST Off/On NGR25061BNAAN 21EV77 and Bottom Opening 
On/On NGR25481BNAAN 21EV78 Rocker Switch Connector — — — 21EV87 
No. 21EV72 DPDT On/Off/On NGR25681BNAAN 21EV79 


Momentary On/Off/Momentary On NGR25881BNAAN_ 21EV80 


0 0 


eee Lo : ” . 
Lighted Rocker Lighted Toggle Push Button Rubber Boot Switch Boots @pm HEXSEAL 
No. 3JC04 No. 3HZ81 No. 3HZ97 No. 3JC12 = Temp. range: -80° to 400°F 


Silicone sealing boots prevent moisture, salt spray, 


Panel-Mount DC Toggle ® | dirt, fungus, and other damaging materials from 


seeping into electronic equipment through switch 





€ 





No. 1UDJ7 


& 














and Rocker Switches Wiring Device-Kellems connections. Ozone- and sunlight-resistant silicone 
Popular replacement switches for marine applications. 12VDC rated, 5A lamp load, re pie apni ne ee a pas a Riser 
15A inductive load. Toggle switches fit panels to 346" thick with provided backup wae sh aa .. a a ‘hs Ing nuts a 
nut, to /%" thick without that nut. Toggle switches require a 1" mounting hole. ce ee 
Rocker switches require a 1%" x ’" rectangular opening. Meee ae stan: ) a ‘on 
Contact Switch Mfr. Item Toggle Switch Boot “ a: a 
Description Form Function Model No. V-40NS Fea! VAL N50328 1 {UDJ9 
Rocker SPST On/Off MR11SP 3JC02 74-40NS 6 Yi N5030L 3 {UDK1 ; 
Rocker SPST Momentary On/Off MR1IiMSP —_-3JC01 7-40NS Vie" T9750" N5030S 1 {UDK2 
Rocker SPDT On/OFff/On MRi23SP _—_—3JC07 15/40-3ONS ea ee N1030B {UDJ7 
Rocker SPDT Momentary On/Off/On MR123MSP 3JC06 1/50-39NS Tol 7A! N1030 1 TUDJ3 * 
Rocker SPDT Momentary On/Off/Momentary On MRi23MMSP_ 3JC05 15/50-39NS Tao" 7A! IN1030 TUDJ5 
Rocker DPol On/Off MR21SP 3JC08 i i 
Rocker DPDT On/Of/On MR223SP__3JC11 35ND a 
Rocker DPDI —__ Momentary On/Off/Momentary On MR223MMSP_ 3JC10 reJeNs ps Vs qieaae 13s | nae 
Lighted Rocker (Red) SPST On/Off MRI1LRSP _ 3HZ99 e30N& Tao” TON 030 5-32 TAU IA 
Lighted Rocker (Red) SPDT On/Off/On MR123LRSP__3JC04 -32NS Tap" 77a IN1030 4-321  1UDJ6 
Toggle SPST Momentary On/Off M11MSP 3HZ85 Armored Toggle Switch Boots 
Toggle SPDT On/Ofi/On M123SP__—-3HZ92 15/49-39NS Wap" 7p N1030A 1 {UDJ2 
Toggle SPDT Momentary On/Off/On Mi23MSP___3HZ91 Push Button Boots 
joule a Momentary One Momentary On MMe onze /4-40NS 6" 6" N5040 2 TUDL2 + 
oggle n Ya-A0NS Vac’ 6" N5040R 2 4UDL 
Togae DPDT On/Ot/On Moz3sP—3HZ96 Fe DBNS et 5a” —N3080 78 AUD KS 
oggle n/Of/On r Te-28NS 27a" 2%" _NC3030 74-284 1UDK8 No. 1UDK5 
Toggle DPDI Momentary On/Ofi/Momentary On =M223MMSP___3HZ95 ip BONG TA 1% N3030 3 {UDK5 
Lighted Toggle (Green) —— SPST On/Off MiiLRGSP  3HZ81 15/40-32NS TL NC3030 2 {UDK7 
Lighted Toggle (Red) oPoT On/Oft M1iLRSP  3HZ82 -39NS 2a" s/eq" NH3030 2 {UDLi1 
Lighted-Tip Toggle (Red) = SPST On/Oft MIILTR _3HZ83 -D4NEF 33%" 3% q" N3040 2 {UDKO 
Push Button oPsT Oft/Momentary On MH11 3HZ97 Rotary Switch Shaft Seals 
ia ee | SEE a 
Description Model __No. 8- 4 32. 
Black Silicone Rubber Boot Bonded to Brass Nut, Fits Any Nonlighted Toggle Switch MSBi  3JC12 +] d | safety feature. + 0.141" i | No. 1UDL5 
Black Push Button (Horn) Boot, Fits No. 34297 Horn Push Button MBIT SHINE | “clarence 2p Ne an eLigadesae 
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ELECTRICAL 
Foot Switches 








No. 5KX03 





ln a 
LINEMASTER 
Linemaster® 
Foot Switches 
Contact Current 
Series Form Rating 
Light Duty Foot Switch, Momentary Action 
Alr-Seal - Air SPDT 20 
SPDI-NO 10 
Compact SPDI-NO 10 
SPDT 10 
Executive aa uo 0 
. - o 
Treadlite || SPDT 15 
Treadlite II - SPST 3 
Stainless Steel SPDI-NO 3 
Vanguard - Air SPDT 20 


Clipper - Single 


General Purpose Foot Switch, Momentary Action 


Aquiline® - Metal (2) SPDT-NO 
Classic IV - Guarded 9} SPDT 
Classic IV - No Pol he 
uae >) SPDT 
PST-NO 
Clipper - Single SPDT 
2) SPDT 
Clipper - Twin & PDT 
Wide Treadle 2 SPDT 
Explosion Proot PDT 


- Industrial 500 (2) SPDT 


) 
Medium Duty Foot Switch, Momentary Action 
N/A i 


Varior - 
Potentiometer 


Heavy Duty Foot Switch, Momentary Action 
SPDT 2 


Hercules Anti- Trip 


SPDT 
Hercules - Full Shield DPDT 
Hercules - OX Shield SPDT 


Foot Switch Guards 


For use with general purpose and light-duty foot switches 


13 


HP 


2 
% 
% 
% 
% 
% 
% 


C2) 
General Purpose Foot Switch, Maintained Action 
DT 20/10 


— —t 1 


Voltage 
Rating 


125/250VAC 
125/250VAC 
125VAC 
125/250VAC 
125/250VAC 
125VAC 
125/250VAC 
125/250VAC 
125VAC 
125/250VAC 


125/250VAC 


125/250VAC 
125/250VAC 
125/250VAC 
125/250VAC 
125/250VAC 
125/250VAC 
125VAC 
129/250VAC 
125/250VAC 
125/250VAC 
125/250VAC 
129/250VAC 
129/250VAC 


— ___ 125 to 250VAC 


125/250VAC 
125/250VAC 
125/250VAC 
125/250VAC 


For use with general purpose and light-duty foot switches, oversized 


For use with twin foot switches 


For use with twin foot switches, oversized 


Footnotes: 1—Includes piggy-back plug and connector. 3—Reversing with mechanical interlock. 4—Includes foot guard. 5—Antitrip and gate help prevent accidental actuation. 6—Extra-large 
opening. 7—ITwo-stage switching. 8—Air bulb/electric snap switch. 9—Two pedal operation. 10—Includes integral strain relief. 


by Schneider Electric 


Square D Foot 


Switches 


= 120-600V 
= Yellow 
= NEMA 2,4,13 rating 





Features 
Heavy Duty Foot Switch 
Fully Shielded 
Guarded 
Guarded 
Guarded 
Oversized Guard 
Oversized Guard with Safety Door 
Oversized Guard with Safety Door 
Shielded 
Shielded 
Shielded 
Unguarded 
Unguarded 
Unshielded 
Unshielded 


It is the responsibility of the foot switch user to determine the suitability of a particular foot switch for its intended use and to be certain that it complies 


with all federal, state, and local safety and health regulations. Using foot switches on machinery that lacks effective point-of-operation safeguards can 
Cause serious injury. Foot switches should be used only where point-of-operation and pinch-point guarding devices have been properly installed and are 
utilized to protect the operator's hands. 








Contact 
Form 


SPDT 


SPDT 
(2) DPDT 


No. 2W809 





No. 2W810 








No. 1AGR4 









No. 1AGP3 
NEMA Foot- Cord Cord 
Rating notes Type _ Length Material Color 
4 8 Air Switch 10 ft. Steel Black 
1 — 16/3 6 tt. Steel Black 
1 1 16/3 8 tt. Steel Black 
1 10 — — Steel Black 
1 3 — — Die Cast Zinc Gray 
1 1 14/3 8 tt. Steel Black 
1 10 — — Steel Black 
1,4X,6,6P — 18/3 8 Tt. Stainless Steel Oo 
1,4X%..6-6P 18/3 8 tt. Stainless Steel ch 
1 8 Air Switch = 10 ft. PVC Black 
1 10 — — Cast lron Black 
1 9 16/4 8 tt Die Cast Zinc Black 
2, 4.0, OF, to 24 — — Aluminum Orange 
2.4.0. 0r. 10 49 — — Aluminum Org/Blk 
2,4,6,62 13 — 14/3 8 tt Aluminum Black 
2,4,6,6P 13 — — — Aluminum Black 
2,4,6,6P13 9 — — Aluminum Black 
1 1 14/3 8 tt. Cast Iron Black 
1 10 _— — Cast Iron Black 
1 7,10 — — Cast lron Black 
1 10 — — Cast lron Black 
1 9 — — Cast lron Black 
2, /D, 9F 4 — — Aluminum Org/Blk 
2, /D, 9F 49 — — Aluminum Org/BIk 
1 — 18/6 20 It. Steel Black 
1 — 18/6 25 ft. Steel Black 
1 — 18/6 SU Tt: Steel Black 
2,4, 13 45 — — Cast Iron Orange 
2,4,13 4 — — Cast Iron Orange 
2,4, 13 4 — — Cast Iron Orange 
2, 4, 13 46 — — Cast Iron Orange 
Steel Orange 
Steel Orange 
Steel Orange 
Formed Steel Orange 


No. 2ET95 
Current Voltage 
Action Rating Rating 
Momentary 10 120/240/480VAC 
Maintained 6/3 120VAC 
Momentary 1, 120 to 600VAC 
Momentary a] 120 to 6B00VAC 
Momentary 1 120 to GB00VAC 
Momentary 15 120 to GB00VAC 
Momentary 10 120 to 6B00VAC 
Momentary _ 120/240VAC 
Momentary 10 120/240/480VAC 
Spring Return 10 120/240/480VAC 
Momentary 15 120 to 600VAC 
Momentary 3 120 to 6B00VAC 
Maintained — 120/240VAC 
Momentary 10 120/240/480VAC 


NEMA 
Rating 


2,4, 13 
2,4, 13 
2,4, 13 


— 
oO) 


MMS YM YS DYN hy Pe 
RSH SSH L LS 
a mn a a a 


GI GY Gd) G9) GO GO GO G9) GO) GO) 









No. 1AGP2 
L W 
275 2YA" 
275 DVR" 
275 DVA" 
Di" 25" 
ays" AY," 
Bu" 29," 
AMAL 
AAS 
APES 
295" Av" 
AV" 3Y5" 
A ALC 
=o 
it 

7 4s 
7 4y 
7 1% 
AVe BY" 
AV" 3Y5" 
Ve 3Y5" 
A a 
AV" 85% 
1ov“" it" 
10%" TT" 
12%" 4¥5" 
10%" 4%" 
tov" 4%" 
io" 6" 
gy 6" 
gy 6 
gy 6" 
Be ue 
6 6 
6 it" 
6 dt" 


No. 2ET87 


Color 


Orange 
Yellow 
Yellow 
Yellow 
Yellow 
Yellow 
Yellow 
Orange 
Orange 
Orange 
Yellow 
Yellow 
Orange 
Orange 


Foot Switch Safety 


Material 


Cast Aluminum 
Cast Aluminum 
Steel 
Steel 
Steel 
Steel 
Steel 
Cast Aluminum 
Cast Aluminum 
Cast Aluminum 
Cast Aluminum 
Steel 
Cast Aluminum 
Cast Aluminum 






51/39" 
51732" 
51/39" 
6132" 
61¥32" 
6132" 


5.38" 
WA 


4¥" 
4.90" 


10.87" 
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D 
1%" 


12" 


1%" 
Ay 
Ay, 
278 
298 
298 
1 








D 


427/30" 
427/39" 
427/30" 
6'1%a" 
61%4" 
6'%a" 


3s 
38 
3.88" 
J./0. 


No. 2W463 


No. 2W807 
Mfr. Item 
Model No. 
41SH12 5KX03 
491-SC36MP 1AGP5 
491-SC3 2A190 
491-S 2W809 
f2 4A714 
T-91-SC3-A 2A191 
1-91-S 2W810 
T-91-SWANO38S 5KX08 
1-91-SWANO3S  1AGP6 
81SH12 1AGP7 
632-DA 2W808 
TWIN 971-SMC48 1AGP4 
88SH1-05 1AGR3 
TWIN 88SH1-05 1AGR4 
88SN1B-05 1AGR2 
88SN1-05 1AGP9 
TWIN 88SN1-05 1AGR1 
632-SC3 2W463 
632-S 5X361 
636-S 4A713 
642-S 5WB13 
TWIN 632-S 1AGP3 
592-EX 1AGP1 
597-EX 1AGP2 
OHASAA-1K 4KA16 
OHASAB-10K 4KA17 
OHASAD-10K 4KA18 
511-BG 3X680 
531-SWH 2W807 
532-SWH 4A712 
531-SWHOX 5KX05 
522-B14 2W811 
522-F28 4KA15 
522-B12 4KA19 
522-D28 1AGP8 
No. 2ET85 
Mfr. Item 
Model No. 
9002AW119 2ET88 
9002AW12 2ET89 
9002AW2 2ET95 
9002AW14 2ET94 
9002AW132 2ET92 
9002AW117 2ET87 
9002AW124 2ET90 
9002AW133 2ET93 
9002AW6 2ET97 
9002AW7/ 2ET98 
9002AW1 2ET85 
9002AW13 2ET91 
9002AW11 2ET86 
9002AW5 2ET96 
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ELECTRICAL 
Limit Switches 


Scan. Order. Done. 
Details on page A1. 




















by Schneider Electric 





Class 9007 Heavy-Duty Limit Switches 


= Enclosures: NEMA 1, 2, 4, 6, 6P, 
12, and 13 (IP65, IP66, IP67) 

= Contacts rated 10A, 600V 

= Limit switch arm required 

= '/" NPT conduit entry 


Bodies and heads are die-cast zinc alloy. Oiltight for efficient operation. 
For additional limit switch replacement parts, see Grainger.com®. 


UL Listed and CSA and CE Certified. Hazardous location units are UL 
Listed for Class | Div. 1 Groups B, C, D and Class II Groups E, F, G. 


Contact Mfr. Item | Item Item Item 
Description Form Model No. No No | No 
Lever Arm Types Adjustable Standard Low Light Torque Maintained 
‘aver Arm Side Plunger CW and CCW, Spring Return, 10° Travel Differential 25 0z./in. rauannias 
Lever Arm Required ; 5° Travel 10° Travel 
No. 5B087 No. 5B083 Standard Box Plug-In INC/TNO 9007054 5B087 5B088 5B080 5B086 
Standard Box Plug -In 2NC/2NO 9007C62 5B078 5B079 2UYH3 5B077 
tandard Box Plug-In, 2-Stage NC/2NO 9007066 | 2EFS20 | CSCS | — 
© ‘ompact Box Plug-In CHINO 9007C52_| 2EF74 |S 2EF73. |= 2EF80 |< 2UYH7 
Hazardous Location NC/TNO 9007CR53_| 2EGI7— | SC Ss—~SsSCUYH = 2H 
Hazardous Location NC/2NO 9007CR6 —$eps¢ rer —1- ke — UYHS 
Replacement Heads for Above 9007 R090 ee 1 
Neutral (Off 2NC/2NO 9007C68T — seo 5B070 _ 
: : Side Roller a Site — ide Maintained 
Side Plunger Types Spring Return Side Push Rod Push Rod Push Rod 
Standard Box Plug-In 1NC/1NO 9007054 5B082 2UYJ9 
Standard Box Plug-In 2NC/2NO 9007C62 5B073 sb40g 2UYK1 
Compact Box Plug-In 1NC/1NO 9007052. | SO 2EF77— | CUS stst—‘ié™SsSCéDQYYSZ— <s—s|QUYK2 
’ Hazardous Location INC/1NO 9007CR53 2UYJ3 2UYJ5 — — | 2UYK3 
| Hazardous Location 2NC/2NO 9007CR61 2UYJ4 2UYJ6 2UYJ8 2UYK4 
P| Replacement Heads for Above — 9007 URS a A 2UYK5 
Ss op Plunger Types Spring Return ‘Roller = PushRod _ Adj. Push Rod Palm Operatec 
_ Standard Box Plug-In 1NC/1NO 9007054 9B085 5B084  2EF85  ~—|_—s 2QUYL4 
‘ ; Standard Box Plug-In 2NC/2NO 9007C62 5B076 5B075° 2UYK9 2UYL5 
a ees papers Compact Box Plug-In TNC/1NO 9007052 | 2EF75 2EF76 SUYL1 2UYL6 
. Hazardous Location 1NC/1NO 9007CR53_ (| 2EG18 =| 2UYK7 — 2QUYL2 2UYL7 
No. 5B065 Hazardous Location 2NC/2NO 9007CR61 —2UYK6 —2UYKE — 203 2UYL8 
Replacement Heads for Above — 9007 2UYL9 
: we De Ta — aseag— pring : 
Wobble Stick Types | . Extensions Extensions Cat Whiskers 
Standard Box Plug-In 1NC/1NO 9007054 | 2EF86 _| _5B081 __2F990 ~—s|_—2F992 
Standard Box Plug-In 2NC/2NO 9007C62 2UYN2 9B072 2UYN6 2UYP1 
Compact Box Plug-In 1NC/1NO 9007052 2UYN3 2EF79 2UYN7 —_—_ 
Hazardous Location 1NC/1NO 9007CR53 2UYN4 2UYN8 2UYP3 
Hazardous Location 2NC/2NO 9007CR61 2UYN5 2UYN1 2UYN9 2UYP4 
2 Replacement Heads for Above — 9007 2EG75 | 2EG74 | 2EG82 ~=|—so2EG83 
! LA | ROLLER DIA. x WIDTH 
j : A 0.63" x 0.25"| 0.63" x 0.63" | 0.75" x 0.25" | 0.75" x 0.63" |1.00" x 0.63" 
; Actuator Roller Arm Item Item Item Item Item 
Pas > y ] Type Material Length No. No. No. No. No. 
y ever Arms for Rotary Heads a a as _— pate ane 
Ww standard Roller Oil Impregnated Sintered Iron 38 __2EF62 =| 2EF67 | 2EF63 YP — 
es & - tandard Roller Oil Impregnated Sintered Iron 1.50" — 2EG86 | 2UYPo | = 5B009) ss 2EGS7 = 
tandard Roller Oil Impregnated Sintered Iron .00" — QEF94 | 2EGO2 = 2EF95 | 2UYP7 —_ 
Standard Forked Lever Arm tandard Roller Oil lmpregnated Sintered Iron. 2.50" | 2EG26.|.+#=— |  2EG27 | 2eG28. | — 
Lever Arm No. 5B060 tandard Roller Oil Impregnated Sintered Iron Oo" | = 2EG38.— | CS si—YSS EGS | EGAN — 
No. 5B058 tandard Roller Nylon 1.38" | 2UYP8 =| =2UYR4 |S 2UYR9 | — S| UT 
Standard Roller \lylon 50" | 2UYP9_ | 2UYR5 | 5B058 | — | 2UY 
tandard Roller Nylon 2.90 | 2UYR/ | — | — | = 
tandard Roller \iylon oo | URE 
“orked Roller Oil Impregnated Sintered Iron 00" —_ 26G84 | — | 58060 = — | == 
Bendable Roller Oil Impregnated Sintered Iron 0.88'to4.00'| 5BO063 © = 2EG72 = — | — | — 
Adjustable Roller Oil Impregnated Sintered Iron 0.88"to4.00"| 5B065 | 26G64 | — | — | — 
Adjustable Roller Nylon 0.88"to 4.00"; 5BO64 |  — | — | — | B7 
Contact Mfr. Item Arm Item 
Description Form Model No. Description Length No. 
Replacement Contact Bodies Replacement Rods 
Standard Bod INO/INC 90070054 ~=2EG11 tainless Stee .00" H) 
Standard Body 2NO/2NC  9007C062 2EG13 : +) 
Compact Bod INO/INC 9007C052 2EG10 
Standard Body 2-Stage 2NO/2NC _9007C066 2UYJ1 
Standard Body Neutral Off 2NO/2NC _9007C068 2UYJ2 





oll Spring Extension 50" 





Bec ea eT 
epraceme eceptacies 


or Use With Standard Bo nits 


For Use With Standard Body, 2NO/2NC Units 2NO/2NC 9007CT62 2EG23 
For Use With Compact Body, 1NO/1NC Units INO/INC 9007CT52 2EG21 


Replacement Replacement 
Contact Body Receptacle 
No. 2EG11 No. 2EG22 
Looking for more Dayton and Honeywell ef Dayton] 
Heavy-Duty Switches? See Grainger. 
com® for even more options. Honeywell 
Top Push Rod 
— Plunger 
e ! Adjustable No. 12V052 
1 No. 11X452 
+ 





Looped Arm 





No. 5B066 aan _ 
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ELECTRICAL 
Limit Switches 


GRAINGER CHOICE* 


Find the why. Find Solutions. Find Great Prices. 





by Schneider Electric 





Type AW Limit Switches 


= 600V max. 

= 15A 

= Enclosures: NEMA 1, 2, 4, 12, and 13 

= Plunger types feature a micrometer adjustment 


Precision switches are oiltight and dust-tight and can be used 

in extremely low ambient temps.: -65°F for lever types, 0°F for 
plunger types. Die-cast zinc housing. Lever arms sold separately; 
see page 264. UL Listed, CSA and CE Certified. 


Contact 
Actuator Form Operating Body Body Body Mfr. Item 
Actuator Style Location Travel Movement Switches Force Width Height Depth Model No. 
ompact Limit Switch Bo on-Plug In _ ; ; 
Rotary, No Lever ide otal Travel 90° W, CCW NC/ANO /5 in-lb. 2.38" AL 38° 9007A016 if! 
ompact Limit Switch Body, Plug In a 7 iat 
Rotary, No Lever ide otal Travel 90° W, CCW VC/iNO Jo in-lb. 2.28° 3.47" 38 —9007A0 ifs 


eneral Purpose Limit Switc 





Rotary, No Lever ide otal Travel 300° W W NC/1NO ./5 in.-lb. 00" 68" 44" = 9007AW16 4 
Rotary, No Lever ide otal Travel 300° W. CCW NG/INO 79 in.-lb. 39" 68" 44" _9007AW 40 
Rotary, No Lever ide otal Travel 300° W. CCW NC/INO ./5 In.-lb. .00" 68 44" =9007AW14 4 
Rotary, No Lever ide otal Travel 300°. CW, CCW __2NC/2NO0 /oin-lb. 3.00" 3.68" 1.44" 9007AW18 A 
Plunger, Roller 0 O20. Horizonta VC/1NO .00 Ib. ney 68" 9007AW 4 












0 
t Field convertible to CW operation. 








by Schneider Electric 


Severe-Duty Oiltight Limit Switches 


UL Listed, CSA and CE Certified. 














Operating Contact Form Mfr. Item 
Movement Force Switches Model No. 
otary, No Lever 
CW 12.00 in.-lb. SPDT 9007TUB1 5B056 
CCW 12.00 in.-lb. SPDT 9007TUB5 5B053 
.00 in.-lb. 7 5 4 
CW, CCW 12.00 in.-lb. SPDT 9007TUB4 5B054 
.00 in.-lb. 1 
CW Maintained, CCW Maintained 8 in.-lb. SPDT 9007TUB12 5B055 
Actuator Arm Roller Roller Roller Mfr. Item 
Wye Leng Position Dia. Width Model No ; 
tandard Roller : utside Offset ; i 5B090 ~ 
tandard Roller utside Offset 5B089 No. 5B056 ‘ 
tandard Roller ; ront : . ay 
Forked Roller, 90° 1:50" Same Side 0.75" 0:25" 9007X1 5B052 — 
Forked Roller, 120° 1:50" Same Side 1.00" 0.25" 9007J2 5B062 No. 5B090 
Conveyor Edge Guide 8/6. Vertical Mount 1.50" why 9007R21 5B057 


* Foundry duty. 


Series D4A Limit Switches OmRON® 
= Y%"-14 NPT conduit entry, terminal screw connection 
= Operating temp.: side rotary, -40° to 238°F; except No. 2CLR9; 
all top plungers and flexible rods, 21° to 238°F 
= Enclosures: NEMA 3, 4, 4X, 6P, 12, and 13; IP67 
= Load rating: SPDT double break, 10A max. at 125VAC; 
DPDT double break: 5A max. at 125VAC 
= Mechanical life: SPDT double break, 50 million operations; 
DPDT double break, 30 million operations 


Heavy-duty plug-in switches have a double seal on the head and complete gasket 





cover. Provide Class 1 protection against electrical shock. ey ee 
Side rotary switches are user-selectable CW, CCW, or both. UL Listed and CSA Certified. es Y ea 
HIGH Side Rotary Top Plunger, Top Plunger, 
STANDARD | SENSITIVITY LOW TORQUE) MAINTAINED Standard Roller 
Description Item No. Item No. Item No. Item No. 
ide Rotar 
SPU 2CLP9 2CLR1 2CLR2 2CLR3 
DPDT 2CLR9 ae ee ee — 
DPDT, Sequential 2CLT3 ee — 
DPDT, Center Neutral 2CLT4 ee ee — 
Replacement Heads 2CLU2 2CLU3 2CLU4 2CLU5 
STANDARD ROLLER ADJUSTABLE 
Description Item No. Item No. Item No. 


2CLT1 2CLT2 
2CLU6 2CLU7 
PLASTIC ROD| COIL SPRING 





Replacement Heads 








Description Item No. Item No. 
exible Rods 
SPDT 2CLR8 
Replacement Heads 2cLV1 
RECEPTACLE | SWITCH BOX = 
Description Item No. Item No. Hee 
4A Replacement Plug-in Units ris 
1 NO/1 NC 2CLT7 — 
2 NO/2 NC 2CLT8 & 
2 NO/2 NC, Sequential = | 2cLyg ; 
2 NO/2 NC, Center Neutral YT — | clu Top Plunger, Flexible Rod, 
)ptional Levers Adjustable Coil Spring 
ront-Mount ee Vv 
Back-Mount | Sr” V 
Adjustable a V4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Scan. Order. Done. 
Details on page A1. 


ELECTRICAL 
Limit Switches 





E-T-N 


E50 Series Limit Switches 


= Rated NEMA 3, 3S, 4X, 6P, and IP67 

= 10A 

= Operating temp. range: 14° to 250°F 

= '"-14 NPT conduit entry 

Switches feature modular, plug-in components that provide application flexibility, 
reduced inventory, and less downtime. Rugged construction withstands harsh 
cutting fluids and chemicals. Designed with terminal identification on the name- 
plate for a visual wiring checkout without guesswork. Heads and switch bodies 





No. 49A926 No. 49A927 No. 49A922 No. 49A932 can be replaced without rewiring. UL Listed and CSA Certified. 
STANDARD SEALED 
1NC/1NO 2NC/2NO 1NC/1NO 2NC/2NO 
Actuator Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Description Location Model No. Model No. Model No. Model No. 
Plunger Side 50AH1 49A921 E50BS1 49A982 E50AS16P 49A995 E50BS16P  49C001 
Plunger Top E50AT1 49A928 E50BT1 49A986 E50AT16P 49C005 ES50BT16P 49C009 
Plunger, Adjustable Side ES0AS2 49A926 E50BS2 49A983 E50AS26P 49A996 E50BS26P 49C002 
Plunger, Adjustable Top E50AT2 49A929 E50BT2 49A987 E50AT26P 49C006 ES50BT26P 490010 
Plunger, Maintained Side E50AS1 49A925 E50BH1 49A985 E50AH16P 49C004 E50BH16P 49C008 
Plunger, Roller Side E50AS3 49A927 E50BS3 49A984 E50AS36P 49C003 E50BS36P 490007 
Plunger, Roller Top E50AT3 49A930 E50BT3 49A988 E50AT36P 490011 E50BT36P 490014 
Rotary Head, No Lever, 15° Travel Side E50AL1 49A922 E50BL1 49A980 E50AL16P 49A993 E50BL16P 49A998 
Rotary Head, No Lever, 5° Travel Side E50AR1 49A924 E50BR1 49A979 E50AR16P 49A992 E50BR16P 49A997 
Rotary Head, No Lever, Maintained Side E50AM1 49A923 E50BM1 49A981 E50AM16P 49A994 E50BM1i6P 49A999 
Rotary Head, No Lever, Neutral Position, 15° Travel Side _ — ESONN2 49A967 = — — — 
Rotary Head, No Lever, Neutral Position, 5° Travel Side = —_ ESONN1 49A965 = — — _ 
Rotary Head, No Lever, Neutral Position, SS Shaft, 5° Travel Side — — ESONNISPL 49A966 — — — —_ 
Wobble Stick Head Top E50AW1 49A931 E50BW1 49A989 E50AW16P 490012 E50BW16P 49C015 
Wobble Stick Head, Heavy Duty Top ES50AW2 49A932 E50BW2 49A990 E50AW26P 490013 E50BW26P 490016 
Arm Arm Arm Roller Roller Mfr. Item Arm Arm Arm Roller Roller Mfr. Item 
Length Depth Material Dia. Width Model No. Length Depth Material Dia. Width Model No. 
Limit Switch Lever Arm Clamp, Rod Actuator 8./5" 0.19" _ Stainless Steel — — E50KL220 _49A939 
1.50" 0.19" _ Metal or Nylon — _ E50KL35 —_ 49A945 17.60" 0.25° _ Stainless Steel _ _— ES0KL421  —_- 49A952 
— 0.12° Metal or Nylon — — E50KL36 —_—-49A947 12.00" Ute Metal — — E50KL226 —_49A940 
— 0.25" Metal or Nylon — ES50KL41 49A951 12.12. 0.25" Nylon _ — ES0KL5596_ —49A961 
Limit Switch Lever Arm, Standard Roller Actuator 12:12" 0.50" Nylon = — E90KL533  49A954 
0.12" Metal 0.69" O25 ES0KL26 49A943 Limit Switch Lever Arm, Flexible Loop Rod Actuator 
1,50" 0.12' Metal UFO 0.32" E50KL25 _—_—-49A942 6.00" U.19° Nylatron — — E50KL142 —49A933 
1.90" 0.12" Nylatron 0./5" 0.32" E90KL24 49A941 Limit Switch Lever Arm, Adjustable Roller Actuator 
1,50" 0.20" Nylatron 0./5" 0.32" E50KL204 _49A938 Vo to3.20  U.19 Nylatron 0./5" 0./5" E50KL31 49A944 
Lau" 0.32" Nylatron 0./5" 0.32" E50KL200 _49A934 U0 to'3.20 0-50 Nylatron 0.75" 1.00" E50KL543  49A958 
1.50" 0.32" Nylatron 0.79: 1.00" E50KL3// _ 49A949 U.00 103.20 O50 Nylatron 4.00" 0.11" E50KL598  49A963 
1.50" 0.50" Metal 0.69" 0.29. E50KL545 49A960 100 to3./9 0-50" Metal 0.69" U.20° E50KL539  49A957 
1.50" 0.50" Metal OL£9: 0.32" E50KL544 —_- 49A959 1.00" to 3.75" 0.50" Metal U./" 0.32" E50KL538 —_ 49A956 
1.50" 0.50" Nylatron 0.85" 0.85" E50KL3/ = 49A948 1.00" to 3.75" 0.50" Nylatron Usha 0.32" E50KL201 —_ 49A935 
1.50" 0.64" Metal Ut 3. 0.32" E50KL355  _49A946 1.00" to 3.75" =~ -0.50" Nylatron O20" 0.32" E50KL201SPL 49A936 
Limit Switch Lever Arm, Rod Actuator 1.00" to 3.75" 0.50" Nylatron 0.75" 1.00" E50KL537 49A955 
9.90 0.12 Metal = EQOKL202 _49A937 T.00"to 3.75" 0.75" Nylatron 0.75" 0.50" E50KL599  49A964 
9.00" 0.19" Nylon = = ESOKL399 _ 49A950 1.63" to 3.75" 0.50" Nylatron 1.50" 0.29" E50KL443 _ 49A953 
8./5" 0.12" Metal — E50KL581_ _—_— 49A962 


E-T-N 


LS Series Limit Switches 


= 1NO/1NC 

= 4A 

= Operating temp. range: -13° to 158°F 

Modular switches are suitable for use in safety applications designed to protect 
persons or processes. Feature plug-in system, positive opening NC contacts, 
and operating heads that can be rotated 90° to suit a specific direction. LSM 
Series are designed with metal bodies, and LS Series feature more economical, 
plastic bodies. UL Listed. CSA and CE Certified. 











Mfr. Item 
Description Model No. 
LSM Series 
Horizontal Roller Lever, Angled LSM-11S-LA 49A883 
Horizontal Roller Lever, Long LSM-11S-L 49A882 
Plunger, Roller LSM-115-P 49A881 
No. 49A871 No. 49A870 No. 49A867 No. 49A880 RodiLever Metal CSi-11S-RRM A9A887 
Rod Lever, Plastic LSM-11S-RR 49A886 
Rotary Lever LSM-115-RL 49A884 
Rotary Lever, Adjustable LSM-11S-RLA 49A885 
Wobble Stick LSM-115-S 49A888 
LS Series 
Horizontal Roller Lever, Angled LS-S11$-LA 49A871 
Horizontal Roller Lever, Large Lo-5115-LB 49A870 
Horizontal Roller Lever, Long LS-5115-L 49A868 
Horizontal Roller Lever, Short L$-S118-LS 49A869 
Plunger, Roller Lo-9115-P 49A86/ 
Rod Lever L5-5115-0OR 49A880 
Rod Lever, Adjustable, Metal LS-S11S-RRM 49A878 
Rod Lever, Adjustable, Plastic L$-S115-RR 49A877 
Rotary Lever LS-S11S-RL 49A872 
Rotary Lever, Adjustable, 18.0mm dia. Roller LS-S11S-RLA 49A873 
Rotary Lever, Adjustable, 30.0mm dia. Roller LS-$11S-RLA30 49A874 
Rotary Lever, Adjustable, 40.0mm dia. Roller LS-$11S-RLA40 49A875 
Rotary Lever, Adjustable, 40.0mm dia. Roller, Rubber LS-S11S-RLA40R 49A876 
No. 49A878 No. 49A872 No. 49A873 No. 49A874 Wobble Stick L5-9119-5 49A879 
266 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Honeywell 
MICRO SWITCH™ Global Limit Switches 


= Enclosures: NEMA 1, 4, 12, and 13 























= Operating temp. range: -13° to 185°F . No. 
= ¥"-14 NPT conduit entry Pewee neue18 
Contact 
Actuator Form AC Contact Mfr. Item 
Actuator Style Location Movement Switches Rating Model No. 
GLA/GLS Series 
Plunger Top Linear 1NC/INO 10A@600V GLAAO1B 12U227 
Plunger, Roller Top Linear 1NC/INO 10A@600V  GLAAOIC 12U228 Contact 
Plunger, Roller Top Linear 2NC/2NO 10A@600V GLAA20C 12U929 Actuator Form AC Contact Mfr. Item 
Plunger, Roller Lever Top Linear = INC/INO 10A@600V GLAAOID 12U229 Actuator Style Location Movement Switches Rating Model No. 
Plunger, Roller Lever Top Linear 2NC/2NO 10A@600V GLAA20D 12U930 GLD/GLS Series 
Rotary, Adjustable Rod Side CW,CCW 1NC/INO 10A@600V GLAAO1A4J 120920 Plunger Top Linear 1NC/INO 10A@600V GLDAO1B 12U937 
Rotary, Adjustable Rod Side | CW,CCW 2NC/2NO 10A@600V GLAA20A4J 12U927 Plunger, Roller Top Linear 1NC/INO 10A@600V  GLDAOIC 12U938 
Rotary, Roller Lever Side CW,CCW 1NC/iNO 10A@600V GLAAOTAIA 12U223 Rotary, Adjustable Rod Side CW,CCW 1NC/INO 10A@600V GLDAO1A4J 120241 
Rotary, Roller Lever Side  CW,CCW 1NC/INO 10A@600V GLAAOIA1B 12U224 Rotary, Roller Lever Side  CW,CCW 1NC/INO 10A@600V GLDAOIA1A 12U239 
Rotary, Roller Lever Side CW,CCW 1NC/iINO 10A@600V GLAAO1A2A 12U225 Rotary, Roller Lever Side CW,CCW 1NC/INO 10A@600V GLDAO1A1B 12U240 
Rotary, Roller Lever Side CW,CCW 1NC/INO 10A@600V GLAAO1A2B 12U226 Rotary, Roller Lever Side CW,CCW 1NC/iNO 10A@600V GLDAO1A2A 12U935 
Rotary, Roller Lever Side CW,CCW 2NC/2NO 10A@600V GLAA20A2B 12U231 Rotary, Roller Lever Side CW,CCW 1NC/iINO 10A@600V GLDAO1A2B 12U936 
Rotary, Roller Lever Side CW,CCW 2NC/2NO 10A@600V GLAA20A1A 12U924 Rotary, Roller Lever Top Linear 1NC/INO 10A@600V  GLDAO1D 12U939 
Rotary, Roller Lever Side CW,CCW 2NC/2NO 10A @600V GLAA20A1B 12U925 Wobble Stick Top Wobble 1NC/INO 10A@600V GLDAO1E7B 12U940 
Rotary, Roller Lever Side CW,CCW 2NC/2NO 10A@600V GLAA20A2A 12U926 GLE/GLS Series 
Wobble Stick Top Wobble 1NC/iNO 10A @600V GLAAOQIE7D 12U921 Plunger, Roller Top Linear 1NC/INO 10A@300V  GLEAO1C 12U946 
Wobble Stick, Cat Whisker Top Wobble 1NC/INO 10A @600V GLAAOIK8B 12U922 Plunger, Roller Top Linear 2NC/2NO 10A@300V  GLEA24C 12U246 
Wobble Stick, Cat Whisker Top Wobble 1NC/INO 10A @600V GLAAOIK8C 12U923 Plunger, Roller Lever Top Linear 2NC/2NO 10A@300V  GLEA24D 12U950 
Wobble Stick, Cat Whisker Top Wobble 2NC/2NO 10A @600V GLAA20K8C 12U931 Rotary, Roller Lever Side CW,CCW 1NC/iNO 10A@300V GLEAO1A1A 120941 
GLC/GLS Series Rotary, Roller Lever Side CW,CCW 1NC/INO 10A@300V GLEAO1A2A 12U942 
Plunger Top Linear 1NC/INO 10A@300V  GLCA01B 12U235 Rotary, Roller Lever Side CW,CCW 1NC/INO 10A@300V GLEAO1A2B 12U943 
Plunger, Roller Top Linear 1NC/INO 10A@300V  GLCAO1C 12U236 Rotary, Roller Lever Side  CW,CCW 1NC/INO 10A@300V GLEAO1A5A 12U945 
Rotary, Adjustable Rod Side CW,CCW 1NC/1NO 10A@300V GLCAO1A4J 12U933 Rotary, Roller Lever Side CW,CCW 2NC/2NO 10A@300V GLEA24A1B 12U245 
Rotary, Roller Lever Side CW,CCW 1NC/iINO 10A@300V GLCAO1A1B 12U232 Rotary, Roller Lever Side CW,CCW 2NC/2NO 10A@300V GLEA24A2A 12U948 
Rotary, Roller Lever Side CW,CCW 1NC/INO 10A @300V GLCAO1A2A 12U233 Wobble Stick Top Wobble 1NC/INO 10A@300V GLEAO1E7B 12U947 
Rotary, Roller Lever Side CW,CCW 1NC/INO 10A@300V GLCAO1A2B 12U234 GLL/GLS Series 
Rotary, Roller Lever Side CW,CCW 1NC/INO 10A@300V GLCAO1A1A 12U932 Plunger Top Linear 1NC/INO 10A@300V  GLLAO1B 12U918 
Rotary, Roller Lever Top Linear 1NC/ANO 10A@300V GLCAO1D 12U934 Plunger, Roller Top Linear 1NC/INO 10A@300V  GLLAOIC 12U919 
Wobble Stick Top Wobble 1NC/INO 10A @300V GLCAO1E7B 12U237 Rotary, Roller Lever Side CW,CCW 1NC/INO 10A@300V GLLAO1A1B 12U916 
Wobble Stick Top Wobble 1NC/INO 10A @300V GLCAO1K8A 12U238 Rotary, Roller Lever Side CW,CCW 1NC/INO 10A@300V GLLAO1A2B 12U917 
Contact Form AC Contact Mfr. Item No. 12U985 
Description Movement Switches Rating Model No. / 
Paddle Manual 1NC/INO 15A@480V  EX-AR50 12U991 / 
Plunger Linear INCANO 15A@480V EX-Q _—‘12V002 
Plunger, Boot Sealed Linear 1NC/INO 10A@480V  EX-N15 12V001 
Plunger, Class 1 Group B Linear INC/INO = 15A@480V_ EX-Q800 12V005 
Plunger, High Temp. Linear INC/INO) = =SA@480V_—EX-Q400 =: 12003 , 
Plunger w/ 3 ft. Leads Linear 2NC/2NO 10A@250V  EXD-Q-3 12U996 No. 12U991 
Rod Lever w/o Mounting Bracket cw {NC/INO 15A @600V EX-AR1613 12U985 
Roller Lever CW INCAINO i5A@600v_EX-AR _i2U9@2 + Honeywell ere 
Roller Lever w/o Mounting Bracket CW,CCW  1NC/INO 15A@600V EX-AR16 120984 . a : 
Roller Lever w/o Mounting Bracket CW iNC/iNO 15A@6oov_Ex-ARi4i 12u9893 Hazardous Location Limit Switches 
Rotary Head, w/o Lever cw 1NC/INO 15A@600V  EX-AR20 12U987 
Rotary Lever Arm CW 1NC/INO 20A @ 480V EXA-AR 12U977..- = Aluminum construction Designed with flame paths in the housing 
Rotary Lever Am SCORES nee REARS ere aany EAARSO eURee = NEMA rated 1, 7 that cool exploding gases below the 
otary Lever Arm, 2 Conduit Openings 5 14 rT rT rT alli 
Rotary Lever Arm, 2 Conduit Scenings CW 2NC/2NO 140A @ 250V 4exi-312U976.-" 2-06" Hx 2.78" Wx 2.02" D kindling temperature before they reach the 
Rotary Lever Arm, Class 1 Group B cw iNC/iNO 175A @480V EX-AR800 120992 = ‘4" NPT conduit entry explosive gases surrounding the housing. 
Rotary Lever Arm, High Temp. cw {NC/INO 15A@600V EX-AR400 12U990 , saione 1 
Rotary Lever Arm, Maintained Contact CW INC/INO 10A@250V___—EX-XR3_—ss12V006 Operating pe Applications include control valves and 
Rotary Lever Arm Hermetically av Tie ako, cues aad -40° to 160°F (except actuators, petrochemical plants, conveyors, 
Sealed w/10.5 ft. Leads j j j 
Nos. 12U990 and 12V003 = and material handling. ATEX, IEC Ex, Div. 
Rotary Lever Arm w/3 ft. Leads cw 2NC/2NO 10A@250V EXD-AR-3 12U994 2 eae 
Rotary Lever Arm w/3 ft. Leads CCW 2NC/2NO 10A @ 250V EXD-AR30-3 12U995 are rated to 400°F) 1, & 2, Class I, Groups C, & D; Div. 1 & 2, 
Rotary Lever Arm w/Nylon Roller CW INC/INO 154 @ 480V__EX-AR182_ 12U986 Class Il, Groups, E, F, & G; Il 2 G, EEx d IIB + 
pala Avan nt Wid CW INC/NO 20A@480V EXA-AR62 12U979 H2 T6. UL, CSA, ATEX, IEC Ex. 


Mounting Bracket 


Waterproof Limit Switches 

= Temp. range: -40° to 185°F 

Submersible with proper wire sealing. For the harshest environments. 
E-SERIES SWITCHES 

Large overtravel capability and adjustable mounting brackets. Feature 1-way 


Control Products, Ir 





ontro| Products, Inc. 
Switches & Sensors 





vertical and horizontal movement. Stainless steel bracket included. No. 5DKF7 No. 5DKF4 No. 5DKF6 No. 5DKF8 No. 5DKGO No. 5DKG5 
has an ultralong actuating lever for extreme overtravel flexibility. Contact Form Actuator Body Body Body Mir. Item 
Actuator Style Switches Length Width Height Depth Model No. 
J-SERIES SWITCHES E Series 
Water-resistant flat-lever Nos. 5DKF8 and SDKF9 models have an ultralow aa Sepp a ee ees 
profile with high overtravel actuators for applications with limited space. Roller, Lever SPDT 0.56" 1.75" 1.53" 0.97" E1134-505 __ SDKF6 
1-way vertical and horizontal movement. Each includes stainless steel bracket. --guei.t-£2l SPDT 1 OS E204 503 SDKE? 
Plunger-style Nos. 5DKGO and 5DKG1 feature omnidirectional movement. Lever, Leaf NC 0.65" 2.47" 0.27" 0.87" _J3006-563 5SDKF8 
Patented ball design eliminates actuator jamming for precise control. Plunger- Lever, Leal INO 0.69 2.47 0.27 0.8/7 J3010-048 _ SDKF9 
Plunger, Roller 1NO 0.12 0.87° 0.89" 0.87' J4001-522 5DKGO 
style No. 5DKG5 has a rugged, long-plunger actuator and vertical movement. Plunger, Roller TNC 0.12” 0.87" 0.89 0.87" J4002-518 5DKG1 
Includes a Deutsche connector. Plunger, Roller 1NO 0.56" 0.87" = 2.85" ~—0.87" ~—- J4401-517 =SDKG5 
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ELECTRICAL 
Limit Switches 








No. 12T957 





No. 5WJHO 
Actuator Style 
Plunger 
Plunger 


Plunger, Roller 

Plunger, Roller 

Plunger, Roller Lever 
Rotary, No Lever 

Rotary, Roller Lever 
Rotary, Roller Lever 
Rotary, Roller Lever 
Wobble Stick, Cat Whisker 


-14° to 158°F 
Body Body Body Item 
Actuator Style Height Width Depth No. 
Plunger 2.41" 1.12" 1.01" 127957 
Plunger, Roller 2.41" 112" 1.01 127958 
Rotary, Roller Lever 2.41" 112 1.01" 127959 
Rotary, Adjustable Rod 2.41" tale 1.01 127960 
Rotary, Roller Lever RAT. 1.12" Lor 127961 
No. 12T962 Wobble Stick, Coil Spring 2.41" 112" 1.01" 127962 
* Adjustable lever arm. 
Mfr. Item 
Description Model No. 
XCMD Replacement Parts 
Miniature Limit Switch Body, 1NO/1NC ZCMD21 21HK59 
Sensors Miniature Limit Switch Body, M12 Connection, 1NO/1NC ZCMD21M12 21HK60 
. -_ - Miniature Limit Switch Body, 1NO/1NC ZCMD25 ~—«-21HK61 
XCMD Series Miniature Limit Switch Head Steel Roller Plunger, Roller Plunger ZCEO2  4AJ59 
. . . Limit Switch Lever Arm, Wobble Stick ZCE06 21HK36 
Limit Switches Limit Switch Head Metal End Plunger, Plunger ZCE10 4AJ58 
Limit Switch Head, Rotary ZCE01 4AJ57 
= 1NO/1NC Limit Switch Head, Roller Lever Plunger Z7CE24  21HK62 
= Enclosures: NEMA 1, 2, 4, 12, Limit Switch Head, Plunger ZCEFO 21HK63 
Limit Switch Head, Roller Plunger ZCEF2 21HK64 
and 13 (IP67, IP68) Limit Switch Lever Arm, Standard Roller ZCY15 21HK65 
= 6A, 240VAC Limit Switch Lever Arm, Standard Roller 7CY17 2RVU7 
= Operating temp. range: -25° to 70°F Limit Switch Lever Arm, Adjustable Roller ZCY44 2RVU8 
eee Limit Switch Lever Arm, Rod ZCY91 2RVU9 
Modular limit switches have integral snap-action =e vich Lever Arm_Plunger FCE14 ORVX2 
contacts. Bodies are Zamak® zinc alloy. Class Limit Switch Base w/1m Cable ZCMC21L1  21HK66 
protection agansteeche shox. Son wire. | Te rer iM 
tion resistance, and 25 gn shock resistance. For ~Timit Switch Base w/5m Cable ZCMC21L5  21HK69 
short-circuit protection, use 6A cartridge fuses, Booted Steel Plunger Head 7CE11 2RVX1 
type gG. UL Listed and CSA Certified. Wobble Stick Head ZCE08 2RVX3 
1m Cable, 2m Cable, 3m Cable, 5m Cable, M12 4-Pin 
5 Wire 5 Wire 5 Wire 5 Wire Connector 
Threaded Roller Mfr. Item Item Item Item Item 
Stem Material Model No. No. No. No. No. 
No — XCMD2110 5WJH5 2RVU6 5WJH6 21HK45 5WJH7 
Yes — XCMD21F0 5WJJ2 21HK55 21HK56 21HK57 21HK58 
No Steel XCMD2102 5WJHO 21HK43 — 5WJH2 5WJH3 
Yes Steel XCMD21F2 5WJJ3 21HK51 21HK52 21HK53 21HK54 
No Thermoplastic XCMD2124 5WJJO — — 21HK50 5WJJ1 
No — XCMD2101 2RVU5 — — _ — 
No Thermoplastic XCMD2115 5WJH8 21HK46 21HK47 21HK48 21HK49 
No Thermoplastic XCMD2515 5WJJ4 * — — — — 
No Steel XCMD2116 5WJH9 — — — _ 
No — XCMD2106 21HK44 — — — 5WJH4 
* Slow-break contact. 
Sensors 





XCKP 


d = a —e Complete switches are double insu- switches. Head, body, lever, and connec- 
Series Series Series Series lated with di ired t dularit 
No. 5WJG1 No. 5WJG6 No. 5WJD8 No. 5WJD1 ated with no grounding required. of moautarity. 
M12 G11 Mfr. Item 
Ys"NPT |CONNECTOR) METRIC Description Model No. 
Body Body Body Mfr. Item Item Item XCKP/XCKD Replacement Parts 

Actuator Style Movement Height Width Depth Model No. No. No. Compact Limit Switch Body, 1NO/1NC ZCP21 4AE97 

XCKP Series Compact Limit Switch Body, 
Plunger, Roller Horizontal 2.56" 1.22" 1.18" XCKP2102|1MDY9 | 5WJF9 | SWJF8 M12.Connection, 1NO/NC ZCP2IMI2  21HK95 
Wobble Stick, Cat Whisker Any Direction 2.56" 1.22" 1.18" XCKP2106/1MDZ1 | 5WJGO | 21HK32 Limit Switch Head, Roller Lever Plunger ZCE27 _21HK37 
Plunger Vertical 2.56" 1.22" 1.18" XCKP2110|1MDZ2 | 5WJG1 21HK33 Plastic Cable Entry, 2' NPT ZCPEN12 _ 4AJ45 
Rotary, Roller Lever CW, CCW 2.56" 1.22" 1.18" XCKP2118| 3DZR8 | 5WJG3 5WJG2 Plastic Cable Entry, Pg 11 Connection ZCPEG11 _21HK39 
Plunger, Roller Lever Horizontal, One Way 2.56" 1.22" 1.18" XCKP2121/1MDZ3 | SWJG4 | 21HK34 Plastic Cable Entry, Pg 13.5 Connection ZCPEG13 _ 4AJ39 
Plunger, Roller Lever Vertical, One Way 2.56" 1.22" 1.18" XCKP2127| 1MDZ4 —— — Compact Limit Switch Body, 1NO/1NC ZCD21 4AJ16 
Rotary, Adjustable Roller Lever cw, CCW 2.56" 1.22" 1.18" XCKP2145|1MDZ5 | 5WJG6 5WJG5 ST ES ZCD21M12 21HK42 

oe Series | amaraih Limit Switch Head Steel Roller 
unger, Roller Horizontal 2.56" 1.22" 1.18" XCKD2102)5WJD2 | 5WJD1 = Plunger, Roller Plunger ZCEO2 4AJ59 
Wobble Stick, Cat Whisker Any Direction 2.56" 1.22" 1.18" XCKD2106|) 5WJD4 5WJD3 — Limit Switch Lever Arm, Wobble Stick 7CE06 °1HK36 
Plunger Vertical 2.56" 1.22" 1.18" XCKD2110| 5WJD6__ | SWJD5 a Limit Switch Head Metal End Plunger, Plunger | ZCE10 4AJ58 
Rotary, Roller Lever CW, CCW 2.56" 1.22" 1.18" XCKD2118)5WJD8 | 5WJD7 — Limit Switch Head, Rotary Z7CEOQ1 4AJ57 
Plunger, Roller Lever Horizontal, One Way 2.56" 1.22" 1.18" XCKD2121) S5WJEO SWJD9 — Limit Switch Lever Arm, Roller Lever Plunger ZCE21 4AJ53 
Plunger, Roller Lever Vertical, One Way 2.56" 1.22" 1.18" XCKD2127, — 21HK41 _— Limit Switch Lever Arm, Standard Roller ZCY18 4AJ54 
Rotary, Adjustable Roller Lever cW, CCW 2.56" 1.22" 1.18" XCKD2145| 5WJE2 | 5WJE1 — Limit Switch Lever Arm, Adjustable Roller ZCY45 _21HK38 
Metal Conduit Entry, %" NPT Conduit ZCDEN12  4AJ52 
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No. 12T958 No. 12T959 No. 12T960 No. 12T961 


No. 5WJJ1 








Scan. Order. Done. 
Details on page A1. 


Compact Limit Switches 
= Enclosures: NEMA 1 (IP65) = SPDT 

= 10A, 300VAC/DC 
= Operating temp.: 





XCK Series Limit Switches 


7 


= 3-yr. warranty 
UL Listed. CSA and CE Certified. 





= 1NO/1NC 

= 10A, 240VAC/250VDC 

= Operating temp. range: -13° to 158°F 
XCKP SERIES 

= Enclosures: NEMA 1, 4, 


and 12 (IP66, IP67) 
= Mechanical life: 10 million operations 


Lever-operated CW and CCW in 5° and 
90° increments. Slim body with metal 
head and plastic enclosure. 


XCKD SERIES 
» Enclosures: NEMA 1, 2, 4, 6, 
12, and 13 (IP66, IP67) 


Compact metal enclosure protects 


GRAINGER. 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” ELECTRICAL 
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Sensors 


XCKM Series 


Limit Switches 


= 1NO/1NC, snap action 
= Enclosures: NEMA 1, 2, 4, 
12, and 13 (IP66) 
= 10A, 240VAC 
= Operating temp. range: -13° to 158°F 
= 4" NPT cable entry port 




















No. 4B805 sia 40a = Max. wire size: 2x #16 ss EA 
Sensors AWG per terminal 
XGKL Series Compact Limit Switches Foe TIVE eestor nea ng abit lead 
(field convertible) and captive saddle clamp 
= 1NO/INC, snap action terminals in convenient ready-to-wire 
= Enclosures: NEMA 1, 2, 3, 4, and 12 (IP66) position. 25 gn (10 to 500 Hz) vibration 
a TOK COOVAGIZOUNDY. , resistance, 50 gn shock resistance, and 
. pperating temp. range: -13° to 158°F max. 25 m contact resistance. For short- 
= 2" NPT conduit thread circuit protection, use 10A fuses, type SC. ers 
General-duty switches offer greater versatility for applications such as machine | UL Listed, CSA and CE Certified. 
tools, material handling, etc. Feature positive opening contact and Finger Body Body Body Mfr. Item 
™ i : Actuator Style Height Width Depth Model No. 
Guard™ protection and captive screws and gaskets. Pinger Roller 5 de 55D aa XEKMINOH? SWHIFA 
Body Body Body Mfr. Item Wobble Stick 2.48" 2.52" 1.18" XCKM106H7 — 5WJF5 
Actuator Style Height Width Depth Model No. Plunger 2.48" 2.2. 1.18" XCKM110H7 = SWJF6 
Plunger, Roller 2.83" 2.04" 1.18" XCKLI02H7 _4B805 Rotary, Roller Lever 2.48" 2.52" 1.18" XCKM115H7 ——_ SWJF7 
Wobble Stick 2.83" 2.04" 1.18" XCKL106H7 —_ 4B804 XCKM Replacement Parts 
Plunger 2.00. 2.04" 1.18" XCKL110H7 4B803 Body, 1NO/1NC ZCKM1 2FM18 
Rotary, Roller Lever 2.83" 2.04" 1G XCKL115H7 ~=—s- 4B802 Roller Plunger - Head Z7CKD02 2EH96 
Plunger, Roller 2.83" 2.04" 1.18" XCKL121H7 4B801 Cat Whisker - Head ZCKDO6 2EH97 
Rotary, Roller Lever 2,03. 2.04" LAG: XCKL10041H7 2EH73 Rod Plunger - Head 7CKD10 2EH99 
Rotary, Roller Lever 200° 2.04" 1.18" XCKL141H7 = 5SWJF3 Offset Lever Arm - Head ZCKD15 2EJ02 
XCKL Replacement Parts 
Body, 1NO/1NC ZCKL1H7 2EJ31 
Roller Plunger - Head ZCKD02 _—_—a2EH96 
Cat Whisker - Head ZCKD06 2EH97 Sensors 
Rod Plunger - Head ZCKD10 2EH99 . 
Offset Lever Arm - Head ZCKD15 2EJ02 
One-Way Lever Arm - Head ZCKD21 2EJ05 XCKJ Series 
Rotary - Head, CW and CCW ZCKD41 21HK25 
Adjustable Lever Arm - Head ZCKGO0 2EJ19 Limit Switches 
Steel Roller Lever - Head ZCKD16 2EJ03 = Enclosures: NEMA 1, 2, 
Wobble Spring, Steel - Head ZCKD08 2EH98 
Limit Switch Lever Arm, Adjustable Roller, Delrin ZCKY41 2EJ34 3, 4, and 12 (IP66) 
Limit Switch Lever Arm, Rod, Plastic ZCKY59 2EU38 = 10A, 240VAC/250VDC 
2-Pole NO+NC Snap Action XE2SP2151 __4AJ31 = Operating temp. range: -13° to 158°F 


= Mechanical life: lever types, 
30 million operations; neutral 
positions, 5 million operations 








Complete switches have die-cast zinc No. 5WJE3 
enclosures. Field convertible: CW, CCW, or | ive 
both. Delrin® roller is adjustable in 5° or No. 5WJE7 
90° increments for Nos. 4B811 and 4B810. 
SCREW M12 5-PIN 
Contact TERMINALS | CONNECTOR 
Actuator Actuator Form Body Body Mfr. Body Item Body Item 
Style Length Switches Width Depth Model (Height No. Height No. 
oer 1.61" 1NC/INO 1.57" 2.36" XCKJ10511| 4.01" 5WJE3 | 4.01" 21HK27 
No. 1MDZ6 No. 1MDZ8 Rotary, 1.57't 
Sensors Adjustable 295" 1NC/INO 1.57" 2.36" XCKJ10541| 4.01" 4B811 | 4.01" 21HK28 
XCKT Series Limit Switch oa 1S 
otary, i 
eres Limi witcnes Adjustable 2NC/2NO 1.57" 2.36" XCKJ20541| 4.01" 4B810 | — — 
=» 1NO/1NC Rioler Lever 
; otary, 
= Enclosures: NEMA 1, 2, 4, 6, 12, and 13 (IP66 and IP67) Adjustable 8.35" 1NC/INO 1.57" 2.36" XCKJ10559| 4.01" 21HK29 | 4.01" 5WJE5 
= 10A, 240VAC/250VDC Rod 


Plunger 0.28" 1INC/INO 1.57" 2.36" XCKJ161_ | 4.01" SWJE6 | 4.01" 21HK30 


= Operating temp. range: -13° to 158°F Plunger : 
; Roller 0.79" 1INC/1NO 1.57" 2.36" XCKJ167 | 4.01" SWJE7 — — 
Compact plastic design features 2 side cable entries and modular head. Polar 
Body Body Body Mir. item Nin Lever 2NC/2NO 1.57" 2.36" ZCKJ404 | 4.01" 4B777 
Actuator Style Height Width Width Model No. Mfr. Item 
Plunger, Roller 2.00" 2.28" 2.28" XCKT2102N12__—-1MDZ6 Description Model No. 
Wobble Stick 2.00" 2.28" 2.28" XCKT2106N12  5WJG7 XCKJ Replacement Parts 
Plunger 2.00" 220° 2.28" XCKT2110N12 1MDZ7 Limit Switch Body, 1NO/INC ZCKJ1H7 2EJ20 
Rotary, Roller Lever 2.00" Per 2.28" XCKT2118N12  1MDZ8 Limit Switch Body,M12 Connection, 1NO/1NC ZCKJ1D 21HK31 
Rotary, Roller Lever 2.00" 2.28" 2.28" XCKT2145N12 —_ 5WJG9 Limit Switch Body, 2NO/2NC ZOKJ2H7 2EJ22 
XCKT Replacement Parts Limit Switch Head, Rotary ZCKEO05 2EJ07 
Compact Limit Switch Body, /" NPT Connection, 2 TCT21N12.—s«21HK40 Limit Switch Head, Plunger ZCKEG1 2EJ14 
Pole NO/NC, Snap Action, /2" NPT Connection Limit Switch Head, Roller Plunger ZCKE67 2FM17 
Limit Switch Head Steel Roller Plunger, Roller Plunger ZCE02 4AJ59 Limit Switch Lever Arm, Standard Roller, Delrin ZCKY11 4B773 
Limit Switch Lever Arm, Wobble Stick ZCE06 21HK36 Limit Switch Lever Arm, Standard Roller, Steel ZCKY13 4B772 
Limit Switch Head Metal End Plunger, Plunger ZCE10 4AJ58 Limit Switch Lever Arm, Adjustable Roller, Delrin ZCKY41 2EJ34 
Limit Switch Head, Rotary 7GE01 4AJ57 Limit Switch Lever Arm, Adjustable Roller, Steel ZCKY43 2EJ35 
Limit Switch Lever Arm, Roller Lever Plunger ZCE21 4AJ53 Limit Switch Lever Arm, Rod, Plastic ZCKY59 2EJ38 
Limit Switch Lever Arm, Standard Roller ZCY18 4AJ54 Limit Switch Lever Arm, Rod, Steel ZCKY91 2EJ42 
Limit Switch Lever Arm, Adjustable Roller ZCY45 21HK38 2-Pole NO+NC Snap Action XE2SP2151 4AJ31 
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ELECTRICAL Scan. Order. Done. |= 








Limit Switches Details on page Al. 
it 1) it it it it it x ® 
Miniature Precision Limit Switch 
= NEMA 1 and IP67 = SPDT 
= Operating temp.: -14° to 158°F = 3-yr. warranty 
= Strain relief series: 5A, 250VAC UL Listed. CSA and CE Certified. 


= Connector series: 1A, 250VAC 





Screw Terminals 





Body Body Body Item 

Actuator Style Height Depth Width No. 
Plunger 12e OFT 2.20. 13F515 
No. 13F515 No. 13F516 Plunger, Roller Ler 0.71" eee. 13F513 
Plunger, Roller Lever Ler 0.71" 2.29" 13F516 











ni r = = = * ® 
ve Enclosed Limit Switches 
eS as! a 4" NPT conduit entry = SPDT 
_ = Operating temp.: -14° to 176°F = 3-yr. warranty 
et f = 15A, 480VAC/DC max. UL Listed. CSA and CE Certified. 
5 STANDARD WITH FLANGE BASE 
Operating Body Body Body Item Body Item 
No. 12T906 No. 12T908 No. 12T909 Actuator Style Force Height Width Depth No. Depth No. 
NEMA 1 with Inline Side Mounting Holes 
9 oz. to i i i 
Plunger 1567 1.76 3.39 1.01 127906 — — 
Plunger, Cross Roller 3 — 1.76" 3.39" 1.01" 127908 _ — 
Plunger, Roller Lever 20 oz. 1.76" 3.39" 101° 127909 1.01" 127928 
NEMA 3, 4, 13 with Diagonal Side Mounting Holes 
Plunger, Cross Roller 18 02. 176: 3.39" 101 12T917 — _ 
Plunger, Roller 18 07. 1.76 3.39" 101° 127925 = — 
Plunger, Roller Lever 22.66in.-oz. 1.76" 3.39" 1.01" 127923 — — 
Wobble Stick 5 07. 1.76" 3.39" 1.01" 127924 — — 
NEMA 3, 4, 13 with Inline Side Mounting Holes 
Plunger 28 02. 1.76 3.39" 1:01" 127910 — — 
Plunger, Cross Roller 18 02. 1.76" J.09- _ —_ 1.01" 12T919 
No. 12T930 Plunger, Roller 18 07. 1.76" 3.39" 1.01 127912 = = 
Plunger, Roller Lever 22.66in.-oz. 1.76" 3.39" — — 1.01" 127930 
No. 12T914 Wobble Stick 5 07. 1.76" 3.39" 101 127914 1.01" 127929 
i a i] = ® 
plunger gt ues, «=: Series ZE, ZV2, and ZV Limit Switches = O/NIROM) 
— —s = Standard unit enclosures: ZE SERIES an : 
' ou : eale em 
. Ld NEMA 1; IP60 : ah 14 NPSM conduit Actuator Style Actuator No. 
a ,) [See tah f = Sealed (booted) unit Opening and side ZE Series, Side Mounted Switches 
enclosures: NEMA 1, mounting bolts ence ace; i wee 
2, 3, 4, and 5; IP65 = 15A, 480VAC/250VDC Punvar Grose ROWS) No 3X7 
Large, easy-to-wire switch = Operating temp.: Plunger, Roller Lever No 3XG59 
| cavity. Die-cast housing. 39.6° to 201.6°F Plunger, Lever No___3XG60 
Sealed units feature a Plunger ves __ 2038 
. ca . ZV2 AND ZV SERIES Plunger, Roller Yes 2939 
tea rubber boot and clamping = Screw terminals on internal _ Plunger, Cross Roller Yes _ 3XG55 
band on head to seal out : Plunger, Roller Lever Yes 3A095 
a= dirt. UL Listed and CSA pultonsate inale Wobble Stick, Coil Spring No _3A096 
a de when cover is opened ZV2 Series, Diagonal Side Mounted Switches 
Gian ow Certified. = 15/15/10A, 125/250/480VAC _ Plunger Yes 2CMA8 
y = Operating temp.: Plunger, Roller Yes 2CMA9 
- at 6°t a ee Plunger, Roller Lever Yes 2CMC1 
: im # ae 0 : ZV Series, Flange Base-Mounted Switches 
Roller Arm Cross Roller ZV2 units are gang-mountable. unger Roll ves es 
Lever Plunger F ; unger, holler es 
’ Corl Spnng Plunger. Roller Lever Yes 2CMC4 


MICRO SWITCH™ Enclosed 








Basic Switches Honeywell 
= |P40, NEMA 1, except Seal Boot models Silver contacts with zinc, 
are IP66, NEMA 1, 3, 4, and 12 die-cast housing. Side mount 
= 14" NPT conduit entry models include mounting 
& = Operating temp.: -25° to 160°F hardware. Models without 
eee en uenree eee No. 12U167 SPDT rated up to 6O0VAC and up to 15A Seal Boot are UL Listed and 
* = DPDT rated up to 250VAC and up to 10A CSA Certified. 
SIDE MOUNT SIDE MOUNT W/SEAL BOOT! FLANGEMOUNT {FLANGE MOUNT W/SEAL BOOT 
a | Dp" Mfr. Item Mfr. Item Mfr. Item Mfr. tem 
15 = _ IRCA Style Model No. Model No. Model No. Model No. 
e> Notes Plunger BZE6-2RO 12U165 BZE6-2RN7 12U173 | BZV6-2RQ 12U180 | BZV6-2RN  12U168 
Plunger — = BZE6-2RN _12U161 * — — — — 
Plunger, Cross Roller BZE6-2RQ81 12U176 BZE6-2RN81 12U174 |BZV6-2RQ81 12U184 | BZV6-2RN38i 12U179 
Plunger, Lever BZE6-2RQ62_12U175 BZE6-2RN62 12U163  |BZV6-2RQ62 12U182 | BZV6-2RNG2 120177 
Plunger, Roller BZE6-2RQ8 12U167 BZE6-2RN80 12U164 BZV6-2RQ8 12U183 | BZV6-2RN80  12U178 
Plunger, Roller Lever BZE6-2RQ2 12U166 BZE6-2RN2 120172 BZV6-2RQ2 12U181 BZV6-2RN2 120170 
uiobbie Stick, Coil Spring — — BZE6-2RN18 12U162 — — BZV6-2RN18 12U169 
2NC/2N 
No. 12U166 Plunger — — DTE6-2RN 12U185 — — DTV6-2RN _ 12U186 
Plunger, Roller Lever — — DTE6-2RN2  12U171 — — DTV6-2RN2 _ 12U187 
* Installed with #8 screws, all others use #6 screws. 
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GRAINGER CHOICE” ELECTRICAL 
Find the yf. Find Solutions. Find Great Prices. Limit Switches 
OmRON® General- | Sealed 
fal tg a 
- escription tem No. tem No. 
Series D4C and D4CC DAC Series, SPDT 
-— = Plunger, Roller with 3m Cable 2CLV6 2CLW1 
Compact Limit Switches Plunger, Roller with 3m Cable 2cLW4 | 2cLW2 
: Plunger, Roller Replacement Head 2CLW7 2CLX2 
= DAC are prewired; D4CC D4CC 1A max. at Plunger, Roller with 3m Cable 2CLV7 — 
j . Cross Roller Plunger Replacement Head | 2CLW8 2CLX3 
never single ale ae ee Plunger with 3m Cable 2CLV5 2CLV9 
keyway 4-pin connector = Mechanical life: 10 Pin Plunger Replacement Head 2CLW6 | 2CLX1 
= Operating temp.: million operations Roller Lever 38mm with 3m Cable 2CLV8 — 
40° to 184°F :; : Roller Lever 38mm with 5m Cable 2CLW5 _ 
Switches have triple- Roller Lever Replacement Head 2CLW9 — 
= Enclosure: NEMA 3, sealed construction. Wobble Stick with 3m Cable 2CLW3 — 
4, and 13; IP67 Wobble Stick Replacement Head 2CLX4 _ 


D4C and No. 2CLX6 can DACC Series, SPDT - 


= Load rating: D4C a Plunger, Roller, AC 4-pin 2CLX5 2CLX8 
5A max. at 250VAC: be gang mounted up to 6 Plunger, Roller, DC 4-pin 2CLX9 2cLY1 
: ; switches. UL Listed, CSA at —_ 
Plunger, Roller, AC 4-pin 2CLX6 Roller PI Plastic Rod Roller L 
and CE Certified. Plunger, AC 4-pin —_ 2CLX7 oer unger astic RO oler Lever 
[D] sauaReD 


Compact Enclosed Limit Switches 


= Enclosure: NEMA 1,2,  # Temp. range: -4° to 
4, 6, 6P, 12, and 13 221°F (-20° to 105°C) 


by Schneider Electric 


For use in limited access areas, these dependable 
switches feature a die-cast zinc housing and bottom 











= SPDT = Completely sealed cable exit. Similar to Honeywell MICRO SWITCH™ 
= 40mm mounting holes 914CE. UL Listed, CSA and CE Certified. 
Boot 
Sealed Threaded Electrical AC Contact Body Body Body Mfr. Item 

Actuator Style Actuator Stem Connection Rating Width Height Depth Model No. No. 2F996 , 
Plunger No No 3 ft. Cable, 4 Wire 0A @ 300V 1.58" 1.75" 0.62" 9007MS01S0100 3KL68 7 No. 2G436 No. 2G432 
Plunger No No 6 ft. Cable, Side Exit, 4 Wire 10A@300V 1.58" 1.75" 0.62" 9007MS01S0206 6HCG1 
Plunger No No 9 ft. Cable, 4 Wire 10A @ 300V 1.58" 1.75" 0.62" 9007MS01S0300 2F996 
Plunger No No 18 ft. Cable, 4 Wire, 16 AWG 10A @300V 1.58" 1.75" 0.62" 9007MS01S0502 6HCG2 
Plunger Yes No 9 ft. Cable, 4 Wire 10A @ 300V 1.58" 1.75" 0.62" 9007MS10S0300 2G436 
Plunger Yes No 18 ft. Cable, Side Exit, 4 Wire 10A @ 300V_ 1.58" 1.75" 0.62" 9007MS10S0506 6HCH3 
Plunger, Cross Roller No No 3 ft. Cable, 4 Wire 10A @ 300V 1.58" 1.75" 0.62" 9007MS03S0100 6HCG6 = No. 2EF10 
Plunger, Cross Roller No No 9 ft. Cable, 4 Wire 10A @ 300V 1.58" 1.75" 0.62" 9007MS03S0300 26430 No. 2G434 
Plunger, Roller No No 3 ft. Cable, 4 Wire 10A @300V 1.58" 1.75" 0.62" 9007MS02S0100 3KL72 _ Mfr. Item 
Plunger, Roller No No 6 ft. Cable, 4 Wire 10A @ 300V 1.58" 1.75" 0.62" 9007MS02S0200 6HCG4 Description Model__ No. 
Plunger, Roller No No 9 ft. Cable, 4 Wire TOA @ 300V_ 1.58" 1.75" 0.62" 9007MS02S0300 2F998  _Levers aaeteiae 
Plunger, Roller No No M12 4-Pin Connector 3A @240V_ 1.58" 1.75" 0.62" 9007MS02S0054 6HCGS5 oe Sea ae e Ne 7MN 2EF10 
Plunger, Roller No No M12 4-Pin Connector 6A @240V 1.58" 1.75" 0.62" 9007MS02S0084 6HCG3 Sas WaT LEE 4 E Badius 7" 
Plunger, Roller No Yes 3 ft. Cable, 4 Wire 10A @ 300V 1.58" 1.75" 0.62" 9007MS07S0100 6HCH1 Dia. xa" W Wheel. Front Mount - 7A1 2EFO9 
Plunger, Roller No Yes 9 ft. Cable, 4 Wire 10A @ 300V_1.58"_1.75" 0.62" 9007MS07S0300 6HCHO  —cia5j Roller Lever 15° Radius. 37 
Rotary, No Lever No No 3 ft. Cable, 4 Wire 10A @ 300V 1.58" 1.75" 0.62" 9007MS04S0100 4B833 Dia. x Ve W Wheel. Back Mount 7XA1 2F988 
Rotary, No Lever No No 6 ft. Cable, 4 Wire, 16 AWG 10A @ 300V_7.58" 1.75" 0.62" 9007MS04S0202 GHCG8 — ~ NWyion Adjustable Radius Lever, 1% to 3" 
Rotary, No Lever No No 9 ft. Cable, 4 Wire 10A @ 300V_ 1.58" 1.75" 0.62" 9007MS04S0300 26432 Radius, 34" Dia. x Vs" W Wheel. Front Mount “DN 2EF20 
Rotary, No Lever No No 12 ft. Cable, 4 Wire 10A @ 300V 1.58" 1.75" 0.62" 9007MS04S0400 6HCG9 Steel Adjustable Radius Lever, 1% to 3" 
Rotary, No Lever No No _M%24-PinConnector 6A @240V 1.58" 1.75" 0.62" 9007MS04S0084 GHCG7 _ Radius, 3%" Dia. x 4" W Wheel, Front Mount ’2 2EF19 
Wobble Stick, Cat Whisker No No 9 ft. Cable, 4 Wire 10A @ 300V 1.58" 1.75" 0.62" 9007MS05S0300 26434 Delrin Rod with Spring, 12" Radius, 0.3" Dia. 7S  2EF24 


‘al 


Compact Prewired Limit Switches 


= Enclosure: NEMA 4,6, = Operatingtemp.: = 10A,300VAC/DC = 3-yr. warranty 













6P, 12, 13, and IP67 -14° to 185°F = SPDT UL Listed, CSA and CE Certified. 
Boot Mounting PREWIRED CABLE M12 4-PIN CONNECTOR No. 12T931 No. 12T946 No. 12T932 
Sealed Threaded Hole Body Body Body Item Body Item 

Actuator Style Actuator Stem Spacing Width Depth | Height No. Height No. 
Plunger No No 20mm _—~—swxi1.18" ~—0..63" ya 127944 — _— 
Plunger No Yes 20mm 1.18" 0.63" 1.97" 12T956 — 
Plunger No Yes 25mm 1.57" 063" 1.97" 127931 — — 
Plunger No Yes 25mm 1:57". 0:63" 1.97" 12T946 = 
Plunger Yes No 25mm ior - 063° 1.97" 12T932 = — 
Plunger, Cross Roller No No 25mm 1.57" _-0..63" 1.97" 12T934 = — 
Plunger, Cross Roller No Yes 25mm or 063° = _ 1.97" 12T953 ; 
Plunger, Cross Roller Yes No 25mm dar 2053: = — 1.97" 12T949 No. 12T934 No. 12T933 No. 12T937 
Plunger, Roller No No 20mm 1.18" 0.63" 1.97" 127955 — —_— 
Plunger, Roller No No 25mm 1.57" 0.63" 1.97" 127933 1.97" 127941 
Plunger, Roller Yes No 2omm_~—s-1.57" 0.63" 1.97" 127935 1.97" 127942 
Rotary, Roller Lever No No 2omm_~—s«'1.57" 0.63" 1.97" 121937 1.37" 127943 
Wobble Stick Yes No 25mm: __1.57" __0.63" 1.97" 127939 1.97" 127951 
Wobble Stick, Cat Whisker No No 2omm_ ~=—s«'1.5/" 0.63" 1.97" 127938 — _— 

™ = 
MICRO SWITCH™ 914CE Series 
Compact Limit Switches Honeywell 


= Enclosure: NEMA 1, 2,3, 3R, = Operating temp.: Mechanical life up to 10 million operations. Precabled 





4, 6, 6P, and 13; IP66/67/68 35° to 160°F wiring. Zinc die-cast housing with bottom exit. UL Listed, 
= 5A, 250VAC = SPDT CSA and CE Certified. 
3 FT. CABLE, | 9 FT. CABLE, 
3 FT. CABLE | 6FT. CABLE | 9FT. CABLE | SIDE EXIT SIDE EXIT No. 
Boot Sealed Threaded Mfr. Item Item Item Item Item 12U190 

Actuator Style Actuator Stem Model No. No. No. No. No. 
Plunger No No 914CE1 12U188 12U189 12U210 12U201 — 
Plunger Yes No 914CE18 | 12U190 12U207 12U208 12U206 12U209 + N 
Rotary, No Lever No No 914CE16 | 12U202 * 12U204 * 12U205 * — — ida 
Wobble Stick No No 914CE20 | 12U212 12U213 12U214 — — 12U212 
Plunger, Cross Roller No No 914CE3 | 12U216 12U217 12U219 — — 
Plunger, Ball Bearing No No 914CE66 | 12U221 12U222 — — —— 
Plunger, Cross Roller No Yes 914CE29 | 12U215 — —_ — — 
Plunger, Cross Roller Yes No 914CE55 | 12U220 — —_— — — 


* Requires lever, sold separately, see Grainger.com®. f 9 ft. Cable. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


ELECTRICAL Scan. Order. Done. 



































Limit Switches Details on page Al. 
™ | a 
MICRO SWITCH™ Snap-Action Switches Honeywell 
= SPDT BZ, BA, and BE Series feature wide operating characteristics and enhanced mechanical life up to 20,000,000 cycles. They 
= Screw terminal type, except meet 125, 250, and 480VAC, regardless of amperage. Rugged construction, low operating force, and differential travel 
No. 6DXDO has solder terminals with momentary or mechanical contact action. Elongated mounting holes allow easy and accurate mounting. Compact 
= 1" on center mounting holes and lightweight with accurate repeatability. Suitable for building controls and fire suppression systems, communication 
= Overall dim.: 1"H x 2"L x 0.7"D systems, machine tools, door latching mechanisms, and most simple On/Off actions. UL Listed and CSA Certified. BZ and 
BA Series are ENEC Certified. Lever 
Actuator Actuator Operating Mfr. Item 
' Lever Type Length Force Model 0. 
Actuator Actuator Operating Mfr. Item Panel Mount, Plunger N/A _9.0 to 13.0 02. BZ-2RQ// 24A059 
Type Length Force Model No. Panel Mount, Plunger N/A __9.0 to 13.0 oz. BZ-2RQ/84 24A060 
BZ Series, 1A @ 240V Panel Mount, Plunger N/A 9 to 13 02z. BZ-2RN/7/0 24A044 
Lever, Roller 7.05" 6 02. BZ-2RW82272-A2 24A078 — Pin, Plunger N/A 9 02. BZ-R88-A2 24A110 
No. 24A083 BZ Series, 5A @ 120V Pin, Plunger N/A 9 02. BZ-R-A2 24A111 
Lever, Long, Roller 2.50" 2.47 02. BZ-2RW8244-A2  24A082 ‘Pin, Plunger N/A 9.0 to 13.0 oz. BZ-2R-P4 24048 
= BZ Series, 10A @ 120V Pin, Plunger N/A 9.0 to 13.0 oz. BZ-2RQ1 24049 
Hinge, Lever 1.00" 1.25N BZ-7RW8055151-A2-S 24A104 — Pin, Plunger N/A 9.0 to 13.0 oz. BZ-2RT 24A065 
BZ Series, 15A @ 120V Pin, Plunger N/A 15 02. BZ-2R5551-A2 «24029 
Hinge, Lever 6.00" 1 0z. BZ-2RW863-A2 _ 24A091 ‘Pin, Plunger N/A 16 to 26 oz. BZ-3YST 24A098 
Hinge, Lever 1.03" 6 Oz. BZ-2RW80147-A2 _24A068 — Wobble Stick 6.70" 2.5 OZ. BZ-2ROW1-A2 _—«24A063 
Lever, Long, Roller 1.90" 3:0 02: BZ-2RW8255-A2-S 24A086 BZ Series, 15A @ 480V 
Lever, Roller, Short 1.03" 6 Oz. BZ-2RW82299-A2 24079 _ Hinge, Lever 2.50" T 0z. BZ-2RW84-A2 6DXD4 
NCO ahaa Panel Mount, Plunger N/A 9.0 to 13.0 oz. BZ-2RN702 24A042 — Hinge, Lever 2.50" 2.5 OZ. BZ-2RW80-A2 6DXC9 
a Panel Mount, Plunger N/A 9.0 to 13.0 oz. BZ-2RQ-A2 24A062 _Lever, Long, Roller 1.90" 3. OZ. BZ-2RW82-A2 6DXD3 
P Pin, Plunger N/A 2.5N BZ-R178 24A107 — Lever, Long, Roller 1.26" 6 Oz. BZ-2RW826-A2 _ 6DXD2 
Pin, Plunger N/A 13 02. BZ-2R72-A2 24K031 — Lever, Roller 1.95" 5 OZ. BZ-2RL2-A2 6DXC3 
BZ Series, 15A @ 240V Lever, Roller 105" 6 OZ. BZ-2RW822 6DXDO 
Hinge, Lever 2.50" 0.22N BZ-RW84-A2 24A116 — Lever, Roller 1.03" 6 Oz. BZ-2RW822-A2 _ 6DXD1 
" Hinge, Lever 2.50" 2.47 02. BZ-2RW805551-A2 24A070 — Overtravel, Plunger N/A 9.0 to 13.0 oz. BZ-2RD-A2 6DXC2 
Hinge, Lever 2.50" 2.5 OZ. BZ-2RW80 24A067 — Overtravel, Plunger N/A 9.0 to 13.0 oz. BZ-2RQ1-A2 6DXC6 
Hinge, Lever 6.31" — BZ-2RW53-A2 24A066 — Overtravel, Plunger N/A__9.0 to 13.0 oz. BZ-2RS-A2 6DXC8 
Hinge, Lever, Long 2.50" 0.7N BZ-2RW824-A2 _ 24A083 —_Overtravel, Plunger N/A 15 02. BZ-2RS5551-A2__‘ 6DXC7 
: Leaf, Lever 1.95" 5 Oz. BZ-2RL-A2 24A039 — Overtravel Roller, Plunger N/A 9.0 to 13.0 oz. BZ-2RQ181-A2 6DXC4 
No. 6DXC4 Lever, Long, Roller 1.90" 3.5 OZ. BZ-2RW82 24A071 — Overtravel Roller, Plunger N/A 9.0 to 13.0 oz. BZ-2RQ18-A2 6DXC5 
Lever, Long, Roller 1.90" 5 OZ. BZ-7RW82132T-S 24A105 — Pin, Plunger N/A BN BZ-3A557T 244095 
Lever, Long, Roller 1.05" 6 02. BZ-2RW82212T 24074 _ Pin, Plunger N/A 7.22N BZ-3AT 24A096 
Lever, Long, Roller 1.90" 8 02. BZ-2RW825551-A2 24A084 Pin, Plunger N/A 7.78N BZ-R31 24A109 
Lever, Roller, Short 1.05" 2.510 6.5 oz. BZ-2RW8222-A2 24A075 _‘~Pin, Plunger N/A 9.0 to 13.0 oz. BZ-2R-A2 6DXC1 
Lever, Roller, Short 1.05" 6 02. BZ-2RW82212-A2 24A073 ~~ Pin, Plunger N/A 13 02. BZ-2R291-P4 24028 
No. 24A109 Lever, Roller, Short 1.03" 6 02. BZ-2RW8225551-A2 24A076 BA alee 20A @ 480V 
Lever, Roller, Short 1.05" 6 02. BZ-2RW82255-A2-S 24A077 _ Hinge, Lever 2.50" 2.5 OZ. BA-2RV-A4 24A017 
Lever, Roller, Short 1.03" 6 02. BZ-2RW822-P4 _ 24A080 —_ Hinge, Lever 2.50" 2.5 OZ. BA-2RVT 24A018 
Lever, Roller, Short 1.03" 6 02. BZ-2RW822T 24A081 — Hinge, Lever 2.50" 2.5 OZ. BA-2RV-A2 6DXA9 
Lever, Roller, Short 1.04" 8.5 OZ. BZ-2AW822T 24A025 — Hinge, Lever 2.50" 8 02. BA-2RV241-A2 __ 24A016 
Lever, Simulated Roller _1.02" 6 Oz. BZ-2RW80147-P4 _24A069 — Lever, Long, Roller 1.65" 14.0 to 22.0 oz. BA-2RL2-A2 24013 
Overtravel, Plunger N/A 14.0 to 20.0 oz. BZ-3RQ1-A2 24A097 — Lever, Roller 1.90" 3.5 OZ. BA-2RV2-A2 6DXA8 
Overtravel, Plunger, Short N/A 9.0 to 13.0 oz. BZ-2RD 24A032 — Lever, Roller 1.05" 6 Oz. BA-2RV22-A2 6DXA7 
Overtravel, Plunger, Short N/A 9.0 to 13.0 oz. BZ-2RD42-P4 24A033 — Overtravel, Plunger N/A 14.0 to 22.0 oz. BA-2RB-A2 6DXA5 
Overtravel, Plunger, Short N/A 9.0 to 13.0 oz. BZ-2RS 24A064 _Overtravel, Plunger N/A___14.0 to 22.0 oz. BA-2RQ1-A2 6DXA6 
Overtravel, Plunger, Short N/A 19 02. BZ-2RDS5551-A2_ — 24A034 Panel Mount, Plunger N/A 9 072. BA-2RQ1 24A014 
Panel Mount, Plunger N/A 6 to 9.5 oz. BZ-RQ1-A2 24A112 — Pin, Plunger N/A 14.0 to 22.0 oz. BA-2R708-P7 24009 
Panel Mount, Plunger N/A 6 to 9.5 oz. BZ-RQ66 24A113 — Pin, Plunger N/A 14.0 to 22.0 oz. BA-2R-A2 6DXA4 
Panel Mount, Plunger N/A __ 9.0 to 13.0 02. BZ-2RN/30 24A043 BE Series, 25A @ 480V 
Panel Mount, Plunger N/A _9.0 to 13.0 oz. BZ-2RQ181T 24K052 — Hinge, Lever 2.50 3.5 02. BE-2RV-A4 24023 
Panel Mount, Plunger N/A__9.0 to 13.0 02. BZ-2RQ1T 24A054 _Lever, Long, Roller 1.90" 6 02. BE-2RV2-A4 24A022 
Panel Mount, Plunger N/A 9.0 to 13.0 02. BZ-2RQ66 24A056 Lever, Roller, Short 1.05° 14.0 to 22.0 oz. BE-2RV22-A4 24A021 
Panel Mount, Plunger N/A 9.0 to 13.0 02. BZ-2RQ68 24A05/ —_ Overtravel, Plunger N/A 2.0 OZ. BE-2RB-A4 24A019 
No. 6DXAG6 Panel Mount, Plunger N/A 9.0 to 13.0 oz. BZ-2RQ69 24A058 — Overtravel, Plunger N/A 14.0 to 22.0 oz. BE-2RQ1-A4 6DXCO 
Contact Lever 
P eu ae at One sting son | om 
yw witches Lengt ating orce ode 0. 
tel Aaa "ep bao 0.1A@120V  0.88N  V7-2S17D A 
™ 7-2517D8-201 24A286 
No. 24A293 MICRO SWITCH SPDT 0.82" 3A@240V 3.1 0z. V7-2B17D8-201 24A281 
* 2 SPDT 0.82" 3A @240V  100z. _‘V7-7B17D8-201 24A313 
Miniature Switches SPDT 0.82" 15A@240V_ 6.1 0z. _ V7-1C13D8-201 24A249 
SPDT 0.82" 15A@240V  6.10z. _V7-1C17D8-201 24A254 
= 0.63"H x 1.14"L x 0.4"D = 74" mounting centers SPDT 0.82" 15A@240V 6.10z. _V7-1C17E9-201 24A260 
= Quick-connect terminals = Temp. range: -40° to 180°F Fever Short ay 8-009 Daas 
Contact Lever SPDT 0.87" 15A@240V 1460z. V7-6C18D8-002 24A309 
No. 24A297 Form Actuator AC Contact Operating Mfr. Item SPDT 1.41" 3A @ 240V V7-1B1/D8-022 24A241 
Switches Length Rating Force Model No. SPDT 1.41" 3A @ 240V V7-1B19D8-022 24A247 
Lever, Long SPDT 1.63" 3A@240V 042N  V7-1B17D8-122 24A244 
SPDT 0.09" 3A @240V  1.940z. V7-6B19D8-057 24A299 Lever, Simulated Roller 
SPDT 0.09" 15A@240V 3 oz. V7-6C17D8-057 24A306 SPDT 0.97’ 10A@240V 33qfmax. V7-3E19E9-263 24A291 
SPDT 1.08" 3A @240V 215 gfmax. V7-6B19E9-022 24A301 SPDT 1.15" 3A@240V  0.30z. V7-5F17D8-289 24A296 
SPDT 1.29" 15A@240V 0.912N V7-6C13D8-132 240302 SPDT 1.29" O.7A@120V 3.170z.  V7-1S17D8-263 24A268 
SPDT 1.41" O1A@120V 3 o2z. V7-1517D8-022 244266 SPDT 1.20" 3A@240V  3.170z. V7-1B17D8-263 24A246 
SPDT 1.41" O1A@120V 1.090z.  V7-3517D8-022 24A292 SPDT 1.29" 11A@240V 5 oz. V7-7B19D8-263 24A314 
- SPDT 1.41" 3A @240V 1.44 V7-2B17D8-022 244277 SPDT 1.20" 15A@240V  3.20z. _V7-1C17D8-263 24A256 
SPDT 1.41" 10A@240V  0.29N —*V7-3E17E9-022 24A290 SPDT 1.29" {5A@240V 8 02z. V7-6C17D8-263 24A308 
SPDT 1.41"  15A @ 240V V7-1C17D8-022 24A252 ‘Pin, Plunger 
No. 24A316 No. 24A275 SPDT 2.00" 3A @240V 60 gfmax. V7-7B17D8-048 24A312 SPDT NA O1A@120V —5o0z. V7-1517D8 _ 24A265 
SPDT 2.02" 3A@240V  049N  V7-1B17D8-048-S 24A243 SPDT N/A 3A @240V  5.30z. V7-1B17D8 24240 
SPDT 2.02" 5A@240V  045N _—*V7-1A17D8-048 24A236 SPDT N/A 3A @240V 2.63 0z. V7-2B17D8 __24A276 
SPDT 2.34" O1A@120V O0.16N _-V7-3517D8-048 24A293 SPDT NA  3A@240V  0.74N V7-2B17E9 _ 24A283 
SPDT 2.34" 3A @240V  1.70z. V7-1B17D8-048 24A242 SPDT N/A  3A@240V 0.53 oz. V7-5F17D8 _ 24A295 
SPDT 2.34" 3A @240V  0.710z.  V7-2B17D8-048 24A278 SPDT N/A 3A@240V 6tol4oz. V7-6B19D8  24A298 
SPDT 2.34" 15A@240V  1.590z. _V7-1C17D8-048 24A253 SPDT NA 3A @240V 8 02. V7-7B17D8 _24A311 
SPDT 2.34" 21A@240V 1.940z. V7-1V19E9-048 24A270 SPDT N/A 3A @240V 8 OZ. V7-7B19E9 _- 24A315 
SPDT 2.44" 5A @240V 0.37N _—*V7-1A17D8-057 24A237 SPDT N/A 5A@240V  1.47N V7-1A17D8 24235 
SPDT 400° 3A @240V 0.1N V7-2B17D8-162 24A279 SPDT N/A  5A@240V  0.25N V7-4A17D8 24294 
No. 24A286 SPDT 400° 15A@240V  0.83N —_—*V7-6C017D8-162 24A307 SPDT N/A 10A@240V 1.7 0z. V7-3E17D8 _ 24A288 
{NO 1.41" 3A. @ 240V 0.4N V7-2B27D8-022 24A284 SPDT N/A  10A@240V  0.49N V7-3E17E9 _—- 24A289 
. NC 1.75" 15A@240V—s«1.67N —_—s'V7-6C37E9-036 24A310 SPDT N/A 15A@240V 5.3 0z. V7-1C17D8 24250 
Lever, Long, Paddle SPDT N/A 15A@240V 150 gfmax. V7-1C17D844 24A257 
SPDT 2.55" 3A @240V  O.f0z.  V7-5F17D8-336 24A297 SPDT N/A 15A@240V  5.30z. V7-1C17E9 _ 24A259 
Lever, Long, Roller SPDT N/A  15A@240V 6tol4oz. V7-6C17D8 —_24A303 
SPDT 1.35" 1A @120V 5 02. V7-7D17D8-207 24A316 SPDT N/A 21A@240V 7.9 0z. V7-1Vi9E9 ‘24269 
SPDT 1.35" 3A @240V  1.590z.  V7-2B17D8-207  24A282 SPDT N/A 25A@240V  7.90z. V7-1Z19E9 _—-24A273 
: SPDT 1.35" 15A@240V 3.470z. V7-1C17D8-207 24A255 TNO N/A 15A@240V__'1.47N V7-1C27E9 _—- 24A262 
No. 24A268 No. 24A265 SPDT 1.35" 21A@240V 0.97N _—‘V7-1V19E9-207 24A271 TNO N/A 21A@240V_—2.22N V7-1V29E9 __—-24A272 
Lever, Roller TNC N/A 3A@240V__—*1.47N V7-1B37D8 _24A248 
SPDT 1.35" 5A@240V  0.42N _—*V7-2A17D8-207 24A275 TNC N/A 15A@240V__5.3 oz. V7-1C37D8 _ 24A263 
212 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yy. Find Solutions. Find Great Prices. Limit Switches 
i 
) 
OMRON® 7 | — — 
Snap-Action Switches 
Functionally interchangeable with Unimax 
2HB series. UL Recognized and CSA Certified. 





: a No. 3XG30 No. 3XG50 No. 6X284 No. 6X285 No. 2XC12 
Series A—For heavy-duty applications. 






Series Z—High-precision general-purpose | f 
switches. No. 3XG49 is dripproof (IP62). 

Series X—For DC applications. —s 
Series DZ—Switches have 2 circuits. 

Series TZ—High-temperature switches with 


max. ambient and operating temp. of 752°F 





(400°C). No. 3XG53 No. 6X286 No. 2XC11 No. 6X283 No. 3XG52 
SERIES A, SPDT, 20A @ 480VAC SERIES Z, SPDT, 15A @ 480VAC SERIES X, SPDT, 10A @ 120VDC 
Lever Screw Terminal Solder Lug Terminal Screw Terminal Solder Lug Terminal Screw Terminal | Solder Lug Terminal 
Actuator Actuator Operating Operating Operating Operating Operating Operating 
Type Length Force Item No. Force Item No. Force Item No. Force Item No., Force ItemNo.| Force Item No. 
Cross Roller, Panel Mount, Plunger N/A 22.24 OZ. 2KRJ7 22.24 OZ. 2KRK4 | 8.8t012.30z. 3XG50 19.06 oz. 2KRL8 | 18.00 0z. 2KRP2 | 18.00 0z. 2KRR5 
Hinge, Lever 2.50" 2.5 OZ. 6X289 2.47 02. 2KRK6 2.5 02. 6X284 2.47 02. 2KRN1 | 3.88 0z. 2KRP4 | 3.880z. 2KRR6 
Hinge, Lever 2.00" — — = _— 0.99 oz. 3XG54 0.99 oz. 2KRN3 | 0.88 0z. 2KRP6 = — 
Hinge, Lever, Short 1.12" 5.65 02. 2KRJ9 5.65 02. 2KRK8 _— _ —_ _ —_ _ —_ _ 
Hinge, Lever, Short le _— _— — — 5 bn02. 2KRL1 = —_ = — 8.83 0z. 2KRR9 
Hinge Roller, Lever 1.91" 3.2 OZ. 6X290 3.1802. 2KRK7 3-5 02. 6X285 — _ 5.120z. 2KRP5 | 5.120z. 2KRR7 
Hinge Roller, Lever 1:05" — — = — — — 4.59 oz. 2KRN2 = — — — 
Hinge Roller, Lever, Short 1.03" 5.6 02. 2XC10 5.65 02. 2KRK9 — — — — — — —_ — 
Hinge Roller, Lever, Short 1.05" = — — _— 5.6 02. 2xC12 7.06 02. 2KRNS | 7.77 0z. 2KRP8 | 7.77 0z. 2KRT1 
Lever, Roller 1.26" — — — — 6.0 0z. 3XG53 6.35 02z. 2KRN6 _— — _— _— 
Panel Mount, Plunger N/A |} 14.1 to 22.00z. 6X288 | 14.12to22.060z. 2KRK3 | 88t012.30z. 6X286 19.06 oz. 2KRL7 | 18.00 0z. 2KRP1 _— _ 
Panel Mount, Plunger, Roller N/A 22.24 02. 2KRJ8 22.24 02. 2KRK5 | 8.8t012.30z. 2XC11 | 8.83 to 12.36 oz. 2KRL9 | 18.00 0z. 2KRP3 — —_ 
Pin, Plunger N/A |14.1 to 22.00z. 6X287 | 14.12 to 22.060z. 2KRK1 | 8.8to12.30z. 6X283 8.83 to 12.36 oz. 2KRL2 | 18.00 0z. 2KRN7 | 18.000z. 2KRP9 
Plunger N/A — —_ _ —_ 19.1 02. 3XG52_ | 8.83 to 12.36 oz. 2KRL4 = — = — 
Plunger N/A = — — — 8.8 t0 12.302. 3XG51 | 8.83 to 12.36 oz. 2KRL3 = _— 18.00 oz. 2KRR1 
Plunger, Short N/A = — = — 19.1 02. 3XG49 19.10 02. 2KRL6 — — — _— 
Plunger, Short N/A |\14.1 to 22.0 0z. 3XG30 | 14.12 to 22.06 0z. 2KRK2 | 881t012.30z. 3XG48 | 8.83 to 12.36 0z. 2KRL5 | 18.000z. 2KRNY = —_ 
SERIES TZ, SPDT, SERIES TZ, SPDT, 
SERIES DZ, DPDT, 10A @ 240VAC 1A @ 240VAC SERIES DZ, DPDT, 10A @ 240VAC 1A @ 240VAC 
Actuator Over Screw Terminal | Solder Lug Terminal | Screw Terminal Actuator Over Screw Terminal | Solder Lug Terminal | Screw Terminal 
Type Travel Item No. Item No. Item No. Type Travel Item No. Item No. Item No. 
Hinge, Lever 0.016" 3XG31 2KRI4 — Hinge Roller, Lever 0.047" 6C919 2KRT8 — 
Hinge, Lever 0.063" 6C917 2KRI/ — Hinge Roller, Lever 0.138" —_ —_ 2KRU3 
Hinge, Lever 0.181" — — 2KRU2 Hinge Roller, Lever, Short _ 0.075" — — 2KRU4 
Hinge Roller, Lever 0.005" 3XG32 2KRI6 _ Pin, Plunger 0.005" 60916 2KRT3 2KRU1 
Hinge Roller, Lever 0.035" 60918 2KRI9 _ 


a 
Snap-Action Switches APPROVED 


Designed with 10, 15, 20, 25A ratings and a wide variety of actuators for differer 
applications. Provide high precision with long mechanical life. V Series feature 
low operating force and miniature size. Z Series have a high motor-load rating. 
For use with direct-to-switch loads like motors, halogen lamps, and solenoids; 
also for use with foot switches, flow switches, door interlocks, and applications 
requiring compact or miniature switches. UL and C-UL Listed. RoHS compliant. 





Lever 
ce AC Contact Actuator Operating Item — 
ype Rating Length Force Height Width Depth No. 
S Series, Te Quick Connect Terminals, 1.00" Centers, DPDT 
Hinge, Lever 15A@240V 1.50" 7.4807. 1.12" 1.82" 0.64" 5JEH2 ponent Mo. Gk292 
Hinge Roller, Lever 15A@240V 1.39" 7.480z. 1.12" 1.82" 0.64" 5JEH3 
Hinge Roller, Lever 20A @ 240V 1.39" 14.980z. 1.12" 1.82" 0.64" 5JEH8 
Pin, Plunger 20A@240V N/A 45.11 0z. 1.12" 1.82" —  5JEH5 


S Series, %" Quick Connect Terminals, 1.00" Centers, SPDT 
Panel Mount, Plunger 15A@240V N/A 14.98 0z. 0.64" 1.82" 0.64" 6A887 
V Series, 4c" Quick Connect Terminals, 0.87" Centers, SPDT 





Hinge, Lever 10A@240V 1.07" 1.31 0z. 0.62" = 1.09" —  6X292 
Hinge, Lever 10A@240V 1.09" 2650z. 0.62" 1.09" —  5JDZ7 
Hinge, Lever, Long 10A@240V 2.01" 0.720z. 0.62" 1.09" 0.41" 5JDZ9 
Hinge, Lever, Long 15A@240V 2.01" 3.110z. 0.62" 1.09" 0.41" 5JEDO 
Hinge, Lever, Short 10A@240V 1.09" 7.050z. 0.62" 1.09" —  5JEA4 
Hinge, Lever, Short 15A@240V 1.09" 7.050z. 0.62" ~ 1.09" —  5JEC1 
Hinge, Lever, Short 15A @240V 1.09" 10.580z. 0.62" 1.09" —  5JEC8 
Lever, Long, Roller 15A@240V 1.00" 4.410z. 0.62" 1.09" 0.41" 5JEC6 
Lever, Simulated Roller 10A@240V 2.01" 4.410z. 0.62" 1.09" 0.41" 5JEA7 
Plunger 15A@240V N/A 7.050z. 0.62" 1.09" —  5JECO 

Z Series, Screw Terminals, 1.00" Centers, SPDT 
Hinge, Lever 15A@480V 2.50" 0.990z. 1.51" 1.94" 0.69" 5JEE1 No. 5JEE4 No. 5JEE9 
Hinge, Lever 25A@480V 1.50" 3.530z. 0.64" 1.82" 0.64" 5JEG2 Lever 
Hinge, Lever, Short 15A@480V 1.12" 3.700z. 1.35" 1.94" 0.69" 5JEE2 Actuator AC Contact Actuator Operating Item 
Hinge Roller, Lever 15A @ 480V 1.04" 5.640z. 1.66" 1.94" 0.69" SJEE4 Type Rating Length Force Height Width Depth No. 
Hinge Roller, Lever 20A @480V 1.91" 3.530z. 2.02" 1.94" 0.69" 5SJEF2 Panel Mount, Plunger 2A@480V N/A 22.03 0z. 1.28" = 1.94" —  5JEF8 
Hinge Roller, Lever 25A @ 480V 1.39" 3.530z. 0.64" 1.82" 0.64" 5JEG3 Panel Mount, Plunger, Roller 15A @480V N/A 12.340z. 1.70" 1.94" —  5JED9 
Leaf, Lever 15A @480V 1.94" 5.290z. 1.18" 0.69" —  5JEE6 Pin, Plunger 15A@480V N/A 12.340z. 0.95" 1.94" —  5JED4 
Leaf Roller, Lever 15A@480V 1.94" 5.290z. 1.62" 1.94" —  5JEE7 Pin, Plunger 2A@480V N/A 14.98 0z. 0.64" 1.82" —  5JEGO 
Panel Mount, Plunger 15A@480V N/A 12.340z. 1.24" 1.94" —  5JED7 Plunger, Short 15A@480V N/A 12.340z. 1.23" 1.94" —  5JED5 
Panel Mount, Plunger 20A@480V N/A 22.03 0z. 1.28 1.94" —  5JEFO Plunger, Short 20A@480V N/A 22.03 0z. 1.45" = 1.94" —  5JEE9 
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ELECTRICAL 
Machine Safety 


Scan. Order. Done. 
Details on page A1. 





= Die-cast alloy case 


= NEMA 6 (IP66) 





AC Contact Operating 
Rating Force 
Cable Pull Emergency Cable Pull Switch Switch 
6A @ 120VAC, 3A @ 240VAC 28 Ib. 
Cable Pull Cable Kit Mfr. 
Emergency No. 10N099 Saul Rie Use With Model ltem No. 
. able Kits 
stopowitch Mfr. No. ER6022-O21NE 44506-2705 10N099 
Mfr. No. ER6022-021NE 44506-2710 10N101 
Mfr. No. ER6022-021NE 44506-2720 10N104 
Mfr. No. ER6022-021NE 44506-2730 10N111 






11CPSA Series 
No. 11T746 


= 15A, 300VAC/DC 
= Maintained contacts 


= Vibration tolerant—no nuisance tripping 


Combination cable and push button-actuated switch 
handles cable spans up to 246 ft. (75m). Built-in 
tension status indicator eases installation and 

troubleshooting. Heavy-duty housing stands up to 


Cable Pull Emergency Stop 
Switch and Cable Tension Kits 


OmRON 


demanding industrial applications and withstands 
water washdown cleaning. An integral E-stop button 
provides emergency stopping capability at the end of 


a Cable run. Lid-mounted status indicator allows easy 


setup and maintenance. Designed for a minimum of 
1 million actuations. Cable tension kit required, sold 


Contact Mfr. 
Reset Form Model Item No. 
Push Button 2NC/1NO 44506-5220 10N118 
Mfr. 
Description Model Item No. 
Mounting Accessories 
Eyebolt 44506-0720 2LCE5 
Spring Tension 44506-0730 2LCE6 
Honeywell 


Emergency Cable Pull Switches 


separately. UL and C-UL Listed and CE Certified. 


NEMA rated 1, 4, 12, 13, and IP67. Rotary knob 
reset. /2" NPT conduit entry. 


INDICATOR 
NONE 24VDC RED LED 120VAC RED LED 
Contact Mfr. Item Mfr. Item Mfr. Item 
Form Model No. Model No. Model No. 
1CPSA Series, Single Cable, Left or Right Side Actuated, 250 ft. Cable usban 
1NC/1NO, Gold-Plated 1CPSA5 111756 _— — _— 
1NC/1NO, Silver 1CPSA1 117746 1CPSA1A 111747 1CPSA1B 117748 
2NC/2NO, Gold-Plated — — 1CPSA6A 117758 1CPSA6B 111759 
2NC/2NO, Silver 1CPSA2 117749 1CPSA2A 117750 1CPSA2B 111751 
ANC, Silver 1CPSA4 117755 — — — 
2CPSA Series, Dual Cable, Left and Right Side Actuated, 500 Ft. Cable S Span 
2CPSA Series 2NC/2NO, Gold-Plated 2CPSA1A1 117762 2CPSA1A1A 117763 2CPSA2A1B 117782 * 
No. 117762 2NC/2NO, Gold-Plated — — 2CPSA2A1A 117781 * 2CPSA1A1B 111764 
. 3NC/1NO, Gold-Plated 2CPSA1B1 111771 — — — — 
2CPSA Series, Single Cable, Left Side Actuated, 250 ft. Cable Span 
2NC/2NO, Gold-Plated — — 2CPSA1A2B 111767 
2CPSA Series, Single Cable, Right Side Actuated, 250 ft. Cable Span 
2NC/2NO, Gold-Plated 2CPSA2A3 111786 7 2CPSA1A3A 117769 — — 








XY2CE Series 
No. 4B785 


Li Series 
No. 2FM0O1 


_ — ™ r 
ay —, */, a 


Cable Kit 
No. 4B778 
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Find even MORE on Grainger.com® 


* Includes removable contact blocks. 


i EaAPe ELS 


Sensors 


4B784 are recommended for outdoor applications 
where icy conditions are likely. No 2FM0O1 provides 
600VAC max. service for industrial applications. 


CABLE KITS 


Contain 1 galvanized steel cable with red jacket, 
1 turnbuckle, 4 cable grip clamps, 1 fixed cable 
support, 1 end spring, and 3 wire end protective 








by Schneider Electric 


Cable Pull Switches 


Switches signal an emergency or normal stop at 

any point along a 165-ft. cable. Taut-cable principle 
ensures switch will activate if the cable is broken. 
Positive latching, force, and adjustment indicators. 
UL Listed and CSA Certified. 

Emergency cable pull features latching contact 
(reset by push button) and positive opening contacts. 
Normal cable pull provides momentary action (no 


reset) and snap-action contact. Nos. 4B787 and auaney 
Cable 
Switch Connection Contact Mfr. Item 
Function Location Reset Form Indicator Brand Model No. 
L1 Series Cable Pull Switches 
Maintained Right Not Applicable 1NC/1NO None Square D L1432M 2FM01 * 
XY2CE Series Cable Pull Switches 
Maintained Right Push Button 1NC/1NO None Telemecanique Sensors XY2CE1A150H/7 4B789 
Maintained Right Booted Push Button 1NC/1NO None Telemecanique Sensors XY2CE1A250H/7 4B7/87 
Maintained Right Push Button 2NC/2NO 24/120VAC LED Telemecanique Sensors XY2CE1A196H/  4B7/88 
Maintained Left Push Button 1NC/1NO None Telemecanique Sensors XY2CE2A150H/ 4B/86 
Maintained Left Booted Push Button 1NC/1NO None Telemecanique Sensors XY2CE2A250H/7 4B7/84 
Maintained Left Push Button 2NC/2NO 24/120VAC LED Telemecanique Sensors XY2CE2A196H/ 4B/85 
Momentary — Right Push Button 1NC/1NO None Telemecanique Sensors XY2CE3A010H/ 4B7/83 
Momentary Left — 1NC/1NO None Telemecanique Sensors XY2CE4A010H/7 4B782 
Cable Kits and Accessories 
Cable Kit, 82 ft. Telemecanique Sensors XY2029325 4B779 
Cable Kit, 164 ft. Telemecanique Sensors XY2C2Z9350 4B778 
Cable Grip, Single, For 0.118" to 0.196" Cable Dia. Telemecanique Sensors XY202503 4B781 
Cable Support, 0.35" Deep, %6' Coarse Thread Telemecanique Sensors XY2CZ601 4B780 
Cable Pull Lever Arm for Use With No. 2FM01, 3° Aluminum Square D KB 2EH3/ 


* Requires lever arm No. 2EH37, sold separately. 
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‘al Schneider 


22mm Emergency Stop 
Mushroom-Head Push 
Buttons—Complete Units 


= Red, 40mm dia. trigger-action operator 
= No-notch mounting 


22mm E-Stops, 
Mushroom-Head Push 


Buttons—Complete Units 
= Red, 40mm-dia. head 








. ees Se beanies No. 306254 | « NEMArated 1,2, 3, 4, 4X, 12, and 13 — 
" es a i baie Include operator, cap, and contact block for easy installation. ; 
CHROME DIE + fi 
Coutie: PLASTIC | CAST ALUMINUM UL Listed, CSA Certified, and CE Certified. Meet IEC standards. 
Relea nC SG282 aaas Description poet fentie feria 
Push / Turn To Rel 5 5 : 
Push tum To Release TNO/1NC 30G254 30G255 Turn to Release, Maintained, Trigger Release INO/1NC 6HL63 6HK79 
Push / Pull - Trigger Release TNO/1NC 306250 30G251 Turn to Release, Maintained, Trigger Release INC 33HP37 = 
Push / Pull INC 306248 30G249 Push-Pull, Maintained, Trigger Release INO/INC 2UZD4 6HK82 
Push / Key Release 1NC 30G256 30G257 Push-Pull, Maintained 1NC 33HP38 33HP36 
Push / Key Release 1NO/1NC 32UK35 30G258 Key Release, Maintained, Trigger Release 1NO/1NC 2UZD6 6HK80 
Emergency Stop Switches, soi 
Enclosure, and Legend Plates omron 
SWITCHES Switches allow direct disconnect of circuit contacts in emergency situations. Easy to spot, No. 2LCB1 


= Plastic construction 
= Red operator 


access, and use. On/Off operation, push to lock, turn to reset. Safety lock mechanism 
prevents operating errors; finger protection mechanism for added safety. Easy mounting 
and removal of switch blocks, using a lever. Oil-resistant to IP65. UL Listed and CE Certified. 












NONLIGHTED LIGHTED 
Contact Mfr. Item Mfr. Item 
Type Size Model No. Size Voltage Model No. 
16mm Mount, 5A at 125VAC, 3A 7 250VAC 
SPST-NC 16mm 11002-7007 2LCB3 16mm 24VAC/DC 11002-7003 2LCB1 
DPST-NC 16mm 11002-7008 2LCB4 16mm 24VAC/DC 11002-7004 2LCB2 
22mm Mount, 10A at 110VAC, 6A at 220VAC 
DPST-NC 29mm 11004-7002 2LCB8 22mm 24VAC/DC 11004-7010 2LCB7 No. 2LCB6 
DPST-NC 22mm A22EM02B 2LCB9 * — — — = aie 
DPST-NC, SPST-NO 22mm 11004-7051 2LCC1 = — — — 
DPST-N 22mm 11004-7013 2LCB6 — — = _— 
* With integrated control box. Mfr. Item 
Description Model No. 
No.of Hole H W D cee Block Mfr. Item Legend Plates 
Holes Size (in.) (in.) (in.) Depth (in.) Model No. Blank, For Use with 16mm Push-Buttons, Yellow Field 11001-6115 2LCB5 
Control Box Pushbutton Enclosure, NEMA 4X, Yellow Plastic “Emergency stop’, For Use with 22mm Push-Buttons, Black Letters on Yellow Field 11003-0053 2LCC3 
1 22mm _ _2.6/ _—2.67 273 ZA 11003-0061 2LCC2 “Emergency Off’, For Use with 22mm Push-Buttons, Black Letters on Yellow Field _11003-0154 2LCC4 
A 
E .T-N No. Emergency 
22mm and 30mm zon vo. | Push-Button 
39P798 7 
Emergency Stop . Stations 
= 600VAC Designed with red 


Push Buttons 


=» Red mushroom head 
= Nonilluminated 


= Contact: 1NC 


hie operator. Wall-mountable. 
= = Contact rating: 


Metallic series includes 








Contact Head Mfr. Item 10A, A600/Q300 legend. UL Listed, CSA No. 29YK60 
Action Form Legend Material Model No. Certified = 
22mm Hole Dia., 45mm Mushroom Head ; 
Main. Push / Main. Pull TNC NoLegend Plastic | M22-PV-KO1 —_ 30XF74 Type of Mr. Item 
Main. Push / Turn To Release TNC No Legend Plastic _M22-PVT-KO1 —_30XF75 __Operator H WwW OD Model No. 
Main. Push /Turn To Release 2NC NoLegend Plastic _M22-PVT-K02 _ 30XF73 Non-Metallic, NEMA 4X ; : ; 
30mm Hole Dia., 40mm Mushroom Head Push Button with Mushroom Head 2.83 2.83 2.10 GE-ESNM 29YK51 
Main. Push / Main. Inter./Mom. Pull — 1NC No Legend Metal  10250T9B62-3X 39P798 Push Button with Flag 2.83" 2.83" 2.10" GE-ESNMF__ 29YKS2 
Main. Push / Main. Pull TNC Emergency Stop Metal 10250T5B63-71X 39P790 Mushroom Head with Key 2.83" 2.83" 2.10" GE-ESNMK__ 29YKS3 
Main. Push / Main. Pull TNC NoLegend Plastic 1025015B62-71X 39P789 Cast Aluminum, NEMA 4X 
Main. Push / Main. Pull TNO/INC Emergency Stop Metal _10250T5B63-1X 39P794 Push Button with Mushroom Head__3.43" 3.43" 2.95" GE-ESCA__29YK60 
Main. Push / Main. Pull TNO/INC” No Legend Metal _10250T5B62-1X_ _39P793 Mushroom Head with Flag 3.43 3.43" 2.99 GE-ESCAF_29YK61 
Mom. Push/ Main. Inter. /Mom. Pull NC No Legend Metal 10250T4B62-3X 39P802 + Mushroom Head with Key 3.43" 3.43" 2.95" GE-ESCAK __29YK62 
Mom. Push/ Main. Inter. /Mom. Pull — 1NC No Legend Metal 10250T10B62-1X 39P804 + Stainless Steel, NEMA 4X 
30mm Hole Dia., 65mm Mushroom Head Push Button with Mushroom Head _9.00" 3.50" 4.25" GE-ESSS —29YK57 
Main. Push / Main. Pull 1NC Emergency Stop Metal 10250T5J63-71X 39P792 Push Button with Flag 9.00" 3.50" 4.25" GE-ESSSF__29YK58 
Main. Push / Main. Pull TNC No Legend Metal 10250T5J62-71X 39P791 Push Button with Key 9.00" 3.50" 4.25" GE-ESSSK_—_29YK59 
Main. Push / Main. Pull TNO/INC Emergency Stop Aluminum 10250T5J63-1X 39P795 Carbon Steel, NEMA 12 
Main. Push / Main. Pull 1NO/1NC Emergency Stop Aluminum 10250ED1080-2 39P796 * us paren a Mushroom Head 20 $20 1 ce oie 
* i ity i i ian: ush Button with Flag ; : 
Atel sontigration OX 0G XE” Beats Comtacy cant guralon narod Mushroom Head with Key 5.00" 3.50" 4.95" GE-ESCSK  29YK56 
Momentary | Maintained 
x , Item Item 
Dayton Description HW D No. No. 
Stainless Steel, NEMA 4X 
40mm Dia. Head 5.50° 3.50" 4.25" | 36UX17 36UX18 
Emer enc Push- 65mm Dia. Head 5.50" 3.50" 4.25" | 36UX19 36UX20 
g y 40mm Dia. Illum. Head, 24VAC/DC 5.50" 3.50" 4.25" | 36UX21 36UX22 
B tt St ti 40mm Dia. Illum. Head, 120VAC/DC 5.50" 3.50" 4.25" | 36UX23 36UX24 
UTION stations Carbon Steel, NEMA 12 
40mm Dia. Head 5.50° 3.50" 4.25" | 36UX25 36UX26 
= Contact: 1NC 65mm Dia. Head 5.50" 3.50" 4.25" | 36UX27 | 36UX28 
=» Contact rating: 10A at GOO0VAC 40mm Dia. Illum. Head, 24VAC/DC 5.50" 3.50" 34.25" | 36UX29 36UX30 
= Maintained operators are push/pull action ETT — Head, 120VAC/DC 5.50" 3.50" 4.25" | 36UX31 36UX32 
Gray enclosures. Red plastic operator heads ae pia ea fae a ot ee ee 
: : T TT : ld. . : : 
have imprinted "Emergency Stop." UL Listed 40mm Dia. Illum. Head, 24VACIDC 4.36" 3.18" 3.66" | 36UX37 | 36UX38 kgs ee 
and CSA Certified. 40mm Dia. Illum. Head, 120VAC/DC 4.36" 3.18" 3.66" | 36UX39 36UX40 : 
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ELECTRICAL Scan. Order. Done. 
Machine Safety Details on page A1. 





Sti. 
Safety Interlock Switches omron 


TONGUE-OPERATED 
Heads can be rotated in 4 directions, 8 for T2007 Series. Rated 


C < dA at 100VAC, 2A at 250VAC, 1A at 500VAC, 2A at 24VDC, 0.5A at 


No. 20LE98 £No. 2LCC7 No. 2LCC9 No. 2LCE8 No. 2LCJ4 No. 2LCH6 250VDC. Includes 2" NPT conduit adapter. 
1NO/INC | 1NO/2NC 2NC 





. ; : i om item Adjustable| Right | D4NS Series—Switches handle both standard loads and micro- 
0. 0. 0. Straight | Straight Angle j 

Tongue-Operated, DANS Series, 250VDC/S500VAC, IP67, oa ae tem loads. Actuation keys sold separately. 

-30° to 70°C, M20 Conduit Size, Requires Key No. No. No. . : 

179" 14% eq! 175" | DOLFO >0LFO3 | 20LF02 Actuation Keys D4BS Series—Actuation key (sold separately) prevents malfunc- 
Tongue-Operated, D4BS Series, 250VDC/S00VAC, IP67, peice L 2LCC9_ | 2LCC8 tions and false operation. Switches conform to EN (TUV), BIA, and 
-40° to 80°C, M20 Eondult Size, Requires Key ctuation Keys ei 

Vie Tie" | 2OLE9S - S0LEQ9 oicb4 | 2LCD6 1 2Lcp5 SUVA standards. UL Listed and CSA Certified. 

tae | EOC ANC ane | ANO2NG  TL4019 Series—Withstand water washdown cleaning. Feature 
; queserintion _ 7 VD ul OV By dey’: 5 No, =e No. 5; No. _ io: 4 contacts and rear manual release. Narrow profile with rotatable 
ongue-Operate 19 Series, 25 5 -4° to 131° onduit Size, Include Flat Key : : : 

DAVAC Soleaia Flat actuator 57 26" sf = . 40N125 head. Optional key release and optional slide bolt. 
Tongue-Operated, T5009 Series, 250VDC/500VAC, NEMA 6, -4° to 176°F, M20 onduit ize, include Flat nove se __\N/ 7 
PEC ACHUAIOT 505 374 196°) — LCI T5009 and 12007 Series Withstand water washdown clean 

Standard Actuator 2.05" 3.74" 71.26") — 2LCI5 — ing. Min. 1 million actuations. Miniature T2007 Series fit on 1 

Tongue-Operated, T2007 Series, 250VDC/S00VAC, NEMA 6, -4° to 176°F, M16 Conduit Size, Include Flat Key square tubing 

90° Actuator 0.98" 114° 295°) — 2LCH8 — 2LCH6 

Flat Actuator 0.98" 1.14" 2.955); — 2LCH9 2LCH7 — . 

Magnetically Actuated, MA-16 Series, ABS Body, NEMA 6, 14° to 131°F, Includes Actuator MAGNETICALLY ACTUATED, MA-16 SERIES 

F ‘2 SIVEC eu Cable oes nae gat, 2LCEE 2LCFT ree ae — Completely encapsulated for use in harsh or wet environments. 
) m Cable — a ; : 

12 to 24VDC, 3m Cable 0.75" 0.75" 3.31" | 2Lcr7 | 2LCr9 | 2LcG4 | 2L¢c2 | — _ Olerate guard door misalignment up to 10mm (0.39"). Min. 1 

12 to 24VDC, 5m Cable 0.75" 0.75" 3.31" | 2LCF8 2LCG1 2LCG5 2LCG3 — million actuations. UL and C-UL Listed and CE Certified. 





Safety Interlock Switches 


40p245 CS models are used for packaging, food and beverage, automotive/machine tool, 
and material handling applications. XCSLE and XCSLF models are used for cutting, 
slicing, shredding, grinding, mixing, packaging, and other processes where chemicals 
or fumes may be dangerous. IP67 rated. 


No. 


1 hae 10D243 








For Use With 
XCSA, XCSB, 
XCSC, XCSE XCSPA, XCSTE XCSMP 
Mfr. Item Mfr. Item Mfr. Item 
Item Model No. Model No. Model __No. 
8. No. No. No. Actuating Keys 
1 op 285 14L743 14L754 _ 10D253 Straight Actuating Key XCSZ01_ 100260 _| XCSZ17_ 100264 | XCSZ81_10D269 
Wide Mounting Actuating Key XCSZ02_ 10D261 XCSZ12_ 100265) — 
Pivoting Actuating Key XC$Z03 10D262 | XCSZ13 100266, — — 
Sliding Bolt Actuating Key XC$Z05 10D263 
Right Angle Actuating Key — _ XCSZi4 100267 XCS784 100271 
Pivoting Actuating Key for Right-Hand Door =— _ — __|XCSZ83 100270 
Pivoting Actuating Key for Left Hand Door — _— XCSZ85_ 100272 
Guard Retaining Device = _— XCS724 100268 = _ 
Actuator Solenoid Contact Mfr. Item Contact Mfr. Item 
Description Length Voltage H W D Form Model No. Form Model No. 
Actuating Key 
Yo" NPT Conduit Key Dependent — imAN 1L.0/- 4.47" 1NO/2NC XCSA/03 10D242 — — _— 
Yo" NPT Conduit Key Dependent — 1.18" 1.18" 4.21" 2NC XCSPA793 10D252 1NO/1NC XCSPA593 10D251 
6.6 ft. Dead End Cable Key Dependent _— 0.59" 1.18" 3.42" 1NO/1NC XCSMPd9L2 10D247 1NO/2NC XCSMP70L2 100248 
6.6 ft. Dead End Cable Key Dependent — 0.59" iG. 3.42" 2NC XCSMP79L2 10D249 3NC XCSMP80L2 100250 
Actuating Key, Push Button Release 
Yo" NPT Conduit Key Dependent — RAS 2.05" 4.47" 1NO/2NC XCSB703 10D243 — — _— 
Actuating Key, Solenoid Locking 
Yo" NPT Conduit Key Dependent 24V REY 3.86" 5.75 1NO/2NC XCSE7313 10D245 — — _— 
Yo" NPT Conduit Key Dependent 120V Ay 3.86" O00. — _— _ 1NO/2NC XCSE7333 10D246 
Yo" NPT Conduit Key Dependent 24VAC/DC 1.30" 4.33" 3.68" 2NC XCSTE/313 10D258 — — _ 
Yo" NPT Conduit Key Dependent 120VAC 1.30" 4.33" 3.68" — — _ 2NC XCSTE/7333 10D259 
Actuating Key, Tubular Key Unlock 
Yo" NPT Conduit Key Dependent — iMey 2.05" 4.47" 1NO/2NC XCSC703 10D244 — — _ 
Elbowed Lever Operated 
Yo" NPT Conduit 2.00. — 1.18" 1.18" 7.06" 1NO/1NC XCSPL583 10D254 2NC XCSPL/83 10D256 
Magnetically Actuated Safety Interlock Switch 
Compact Rectangular, 6.6 ft. Cable 2.01" 0.63" 0.28" 1NO/1NC XCSDMC5902_ ~—- 10D277 2NC XCSDMC7902 100279 
Compact Rectangular, 6.6 ft. Cable 2.01" 0.63" 0.28" 1NO/1NC XCSDMC5912_ ~—- 10D278 2NC XCSDMC7912 ~10D280 
Cylindrical, 30mm, 6.6 ft. Cable 1.52" — — 1NO/1NC XCSDMR5902 = 10D285 2NC XCSDMR7902 10D287 
Rectangular, 6.6 ft. Cable 3.46" 0.98" 0.52" 2NO/1NC XCSDMP5002 = 10D281 1NO/2NC = XCSDMP7002 10D283 
Self Contained, SIL 2, 6.6 ft. Cable 3,94" 1.34" 126° 2NO XCSDM379102  10D273 — — _ 
Self Contained, SIL 3, 6.6 ft. Cable 3.94" 1.34" 1.26" 2NO XCSDM480102 = 10D275 _— — _ 
With LED, Cylindrical, 30mm, 6.6 ft. Cable toe — — 1NO/1NC XCSDMR5912~—Ss« 10D286 2NC XCSDMR7912 ~=10D288 
With LED, Rectangular, 6.6 ft. Cable 3.46" 0.98" 0.52" 2NO/1NC XCSDMP5012 ~~ ~=10D282 1NO/2NC =XCSDMP7012 10D284 
Metal Locking 
Yo" NPT Conduit _ 120VAC 8.07" 171" 2.01" — — _ 1NO/2NC — XCSLF3737333 141750 
Yo" NPT Conduit — 120VAC 8.07" 1.71" 2.01" 2NC XCSLF2727333 141744 2NO/1NC = XCSLF3535333 14L746 
Yo" NPT Conduit —_— 24VAC/DC 8.07" Pals 201" 2NC XCSLF2/27313  14L743 2NO/1NC = XCSLF3535313 = 14L745 
Yo" NPT Conduit —_— 24VAC/DC 8.07" 1.71" 2.01" 1NO/2NC = XCSLF3737313 ~=14L749 3NC XCSLF3838313 14L753 
Metal Locking with Power 
Yo" NPT Conduit — 24VAC/DC 8.07" Lt 2.01" 2NO/INC ~— XCSLF3535513 = 14L747 1NO/2NC = XCSLF3737513 =14L751 
Yo" NPT Conduit — 120VAC 8.07" Tek 2.01" 2NO/INC ~—- XCSLF3535533 = 14L748 1NO/2NC = XCSLF3737533 ~=14L752 
Plastic Locking 
Yo" NPT Conduit — 24VAC/DC 8.07" Lek 2.01" 2NC XCSLE2727313 141755 — — —_ 
Yo" NPT Conduit — 120VAC 8.07" ial 2.01" 2NC XCSLE2727333 141756 —_— — _— 
Plastic Locking with Power 
Yo" NPT Conduit — 24VAC/DC 8.07" 1.71" 2.01" TNO/INC = XCSLE2525513 = 14L754 — — _ 
Rotary Shaft 
Yo" NPT Conduit 1.18" — 2.30. 118" 4.61" 1NO/1NC XCSPR553 10D257 — — _ 
Straight Lever Operated 
Yo" NPT Conduit 2.95. — 1.18" 1.18" 7.06" 1NO/1NC XCSPL553 10D253 _— —_— _ 
Yo" NPT Conduit 280° — 1.18" 1.18" 7.06" 2NC XCSPL/53 10D255 — —_— _ 
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GRAINGER CHOICE’ ELECTRICAL 
Find the yl. Find Solutions. Find Great Prices. Machine Safety 
a a Honeywell 
Description Model No. ™ 
Safety Interlock Switches, 1/2" NPT MICRO SWITCH Safety 
Front and Top Open, 90° Key, 1NC/1NO GKBA1L7 117849 * + 
Front and Top aa 90° Key, 1NC/1NO GKBA3L7 117854 interlocked Switches 
Front and Top Open, 90° Key, 2NC/2NO GKBA14L7 117846 » 10A 
Front and Top Open, 90° Key, 4NC GKBA10L7 117844 
Front and Top Open, No Key, 1NC/1NO GKBA1LX 11T850 * . NEMA 12,13 
Front and Top Open, No Key, 2NC GKBAGLX 111855 = Silver contacts 
Front and Top Open, Strt. Key, 1NC/1NO GKBA3L6 11T853 
Front and Top Open, Strt. Key, 2NC/2NO GKBA14L6 117845 
Front and Top Open, Strt. Key, 3NC/1NO GKBA16L6 117847 
Multi-entry Key Operated (Strt., 90°, or Spring Key), 2NC/1NO GKNA21 117872 
Multi-entry Key Operated (Strt., 90°, or Spring Key), 3NC GKNA30 111873 No. 117905 
Rotating Head, Front and Top Open, 90° or Strt. Key, 1NC/1NO GKEA01L 11T869 * 
Rotating Head, Front and Top Open, 90° or Strt. Key, 1NC/1NO GKEA03L 11T870 
Rotating Head, Front and Top Open, 90° or Strt. Key, 2NC GKEAO6L 117871 
Safety Interlock Switches, Prewired 
Strt. or 90° Key, Bottom Exit 1m Cable, 1NC/1NO GKMB13 117905 
Strt. or 90° Key, Bottom Exit 1m Cable, 2NC GKMB16 11T906 
Strt. or 90° Key, Bottom Exit 2m Cable, 1NC/1NO GKMB23 11T909 
Strt. or 90° Key, Bottom Exit 3m Cable, 1NC/1NO GKMB33 117910 
Strt. or 90° Key, Bottom Exit M12 Connector, 1NC/1NO GKMD03 117916 
Strt. or 90° Key, Side Exit 3m Cable, 1NC/1NO GKMA33 11T903 
Mfr. Item 
Item Model No. 
Accessories For GK and GKL/GKR Series 
Straight Actuating Key GKZ56 11T892 
Right Angle Actuating Key GKZ57 11T893 
Locking Slider Bolt with Actuating Key, 90° GKZ72 117897 No. 117844 
Locking Slider Bolt with Actuating Key, 0° GKZ71 11T896 
Left/Right Spring-Loaded Actuating Key GKZ59 11T895 
Accessories For GKE and GKM Series 
Straight Actuating Key GKZ51M 11X201 
Right Angle Actuating Key GKZ52M 11X202 
Accessories For GKN Series 
Straight Actuating Key GKZ41 11T874 
Right Angle Actuating Key GKZ42 117875 
Multidirectional Actuating Key GKZ45 117878 No. 11T872 
Funnel Actuating Key GKZF1 117879 


* Snap-action contacts. 


E.T-N 
Safety Interlock Switches 


= NEMA 1, 12, and 13 
= Contact rating: 6A at 24V, 4A at 400V 


= Metal contact material 
= DC rating 300mA at 24V 


= IP65 
Description/ Solenoid Contact Actuator Mfr. Item 
Movement Special Features Voltage Form Length H W D Model No. 
Lateral Miniature Din — INOAINC = 1.42" 5.37" 2.36" 1.21" LS-S11-ZB 45MZ38 
Lateral Locking by Solenoid, Power to Unlock 120VAC 1NO/1NC~ 1.42" 5.37" 2.36" 1.21" LS-S11-120AFT-ZBZ-X 45MZ39 
Lateral Locking by Solenoid, Power to Unlock 240VAC 1NO/1NC~ 1.42" 5.37" 2.36" 1.21" LS-S11-230AFT-ZBZ-X 45MZ41 
Lateral Locking by Solenoid, Powerto Unlock 24VDC 1NO/1NC~ 1.42" 5.37" 2.36" 1.21" LS-S11-24DFT-ZBZ-X 45MZ42 
Lateral Locking by Solenoid, Power to Lock 120VAC 1NO/1NC 1.42" 5.37" 2.36" 1.21"  LS-S11-120AMT-ZBZ-X 45MZ40 No. 45MZ38 
Lateral Locking by Solenoid, PowertoLock 24VDC 1NO/1NC~ 1.42" 5.37" 2.36" 1.21" LS-S11-24DMT-ZBZ-X 45MZ43 
Lateral Din Door Switch — INOANC 1.42" 3.78") 1.18" 1.31" LS4-S11-1-I-ZB 45MZ48 
Rotation Flap Door Switch — 2NC 200 O45" "1.10" 1.26" LSR-S02-1-I-TKG 45MZ44 
Rotation Flap Door Switch — INOANC 82.83" = 3.15") 1.18" 1.26" LSR-S11-1-I-TKG 45MZ46 
Rotation Hinge Operated Switch = 2NC 230 345° 1.18" 126" LSR-S02-1-I-TS  45MZ45 No. 45MZ44 
Rotation Hinge Operated Switch — ING/ING 2.32" 3.15" 71.18" _ 1.26" LSR-S11-1-I-TS 45MZ47 
Sti SAFETY, 
OmRON 


Force-Guided Relays and Sockets 


Compact relays with force-guided contacts help avoid hazardous machine status when used as part of an interlock 
circuit. Designed for use where it is necessary to monitor relay contacts for safety purposes and to support the CE 
marking of machinery. Reinforced insulation between inputs and outputs. Terminal arrangement simplifies PCB pattern. 
Conform to EN standards (EN50205 Class A, approved by VDE). UL Recognized and CSA Certified. 





No. 2LCL1 





Contact Contact Input Response Mfr. Item 
Config. Load Rating For Use With Voltage Time H W Model No. 
Force Guided Relays 
2NO/2NC 6.0A 2LCL6 or 2LCL7 Socket 24VDC 10 msec 0.94" 1.57 11051-0002  2LCL1 
3N0/1NC 6.0A 2LCL6 or 2LCL7 Socket 24VDC 10 msec 0.94" 1.57" 11051-0001 2LCL2 
3N0/3NC 6.0A 2LCL8 or 2LCL9 Socket 24VDC 10 msec 0.94" 2.36" 11051-0005 2LCL3 
5NO/1NC 6.0A 2LCL8 or 2LCL9 Socket 24VDC 10 msec 0.94" 2.36" 11051-0003 2LCL5 
No. of Contact Mfr. Item 
Pins Mounting Terminals Voltage Rating L W D Model No. 
Force Guided Relay Sockets 
10 DIN Rail Screw 24VDC 6A 3.54" 0.88" 2.30" 11059-0012 2LCL6 
14 DIN Rail Screw 24VDC 6A 3.54" 1:13" 2.38" 11059-0009 2LCL8 No. 2LCL6 
Force Guided, LED Relay Sockets 
10 DIN Rail Screw 24VDC 6A 3.54" 0.88" 2.38" 11059-0010 2LCL7 
14 DIN Rail Screw 24VDC 6A 3.54" 1.18" 2.38" 11059-0014 2LCL9 
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Safety Mat aaa 
Mounting 








Details on page A1. 
Light Curtains (in ifm efector 


These Safety Light Curtains consist of an emitter and receiver pair that create a 
multi-beam barrier of infrared light in front of, or around, unsafe work areas. If 
any of the beams are blocked by personnel, the light curtain sends a signal to 
the machine to place it in a safe state. They meet the highest achievable safety 
level requirements: Type 4, SIL 3, and PLe. Available in both finger (14 mm) and 





untin hand (30 mm) resolutions and are simple to wire and install. 
Trim Kit MAX. SENSING DISTANCE 
Safety Contact Mats Bas am 39.4 ft 
TECHNOLOGY | Protected Beam Mfr. Item Beam Mfr. ltem 
= 8.5 lb. per sq. in. minimum activation force Light offen Spacing _Model_No. Spacing _Model__No. 
= Can handle forklift traffic up to 270 Ib. per sq. in. OMRON 11.0° 14mm OY001S 52RR12 30mm OY041S 52RR22 
Controller and pressure-sensitive mat sold separately. Mats have a PVC cover on ioe uae aaoae ate Soe aod aie 
24-ga. galvanized steel conductive plates. 24.1" T4mm__OY004S_—_52RR15 30mm OY044S 52RR25 
: —_ . . 29.9) T4mm  OY005S 52RR16 30mm OY045S 52RR26 
Mounting Trim Kits—2-part perimeter and joining trim simplifies installation 36.2" 14mm OY006S ~—52RR17 30mm OY046S 52RR27 
and provides a custom appearance. Secures mats to the floor to meet safety as jane ee ane som andes anne 
regulations and can be used to join multiple mats. 53.5" 14mm OY009S 52RR20 30mm OY049S _52RR30 
-— 59.8" 14mm OYO10S 52RR21 30mm OY050S 52RR31 
Controllers—Designed with LED indicators and selectable automatic Start or Controllers 
Start/Restart Interlock.Up to 12 mats may be connected in a series to a single SED See RN, = = — $e ae 
zone. No. 2LCT7 has removable terminal blocks. Steel units are rated NEMA 4, ney 
12. Nos. 2LCU4 and 2LCU6 add Start Interlock mode and feature zone status ae = 
indicators, full-featured diagnostics, 2-digit numeric display, DIP switch mode Paoensa 
selection, equipment monitoring, selectable auxiliary output mode, and remote 7 7 7 
access to reset functions. UL Listed and CE Certified. Perimeter Light Curtain OMRON 
SAFETY SWITCH MAT | MOUNTING TRIM KIT Guarding Systems 
Mfr. Item Mfr. Item : . 
Ww L _IP Rating Std. Model No. Model No. = Safety yellow aluminum housing 
Safety Mat System ilt-i itari 
12" 60" 67 CE,UL UMA12601  55JA34 | 43782-1260 10N115 = Built-in contro! monitoring 
18° 72”~SC« CEUL | UMA18721 _55JA35 | 43782-1872 10N122 | =" NEMA4 
a Bf an Shasta eunae 3G aa Self-contained systems consist of an infrared 
24" 24" GT CEUL | UMA24241 55JA38 | 43782-2424 ton1o9__| {ansmitter and receiver which contain the 
60" 67 CE,UL = — —_| 43782-2460 _10N120 control circuitry—no separate control box 
72! 67 CE,UL UMA24721 _SoJA39 = = is required. Selectable Automatic Start and 
18" 67 CE,UL UMA30181  55JA40 — — Gt a ferr ntarlochmades. Geld site PRP , 
30° 24 67 CEUL | UMA30241 —_55JA41 — — arUnestart Interlock Modes. oOld-State | 
30" 67 CE,UL UMA30301 _55JA42_| 43782-3030 10N112 ‘| outputs. Visual alignment indicators aid instal- Long-Range 
fe C6 CEUL = —___| 43782-3072 10N130__ | Jation. Light curtains: UL Listed, CE Certified, Safety Light 
12 67 CE,UL UMA36121  55JA43 | 43782-3612 10N110 CSA Certified. All No. 2LB7 : 
18" 67 CEUL UMA36181 55JA44 __ _ ertified. curtains except 0. 9 Curtain 
24" 67 CE,UL UMA36241 55JA45 | 43782-3624 10N113 meet IEC Type 4 ESPE; TUV. Cordsets: UL No. 2LB2Z9 
30" 67 CE,UL UMA36301  55JA46 — — a7 fi ’ 
36° 36°67 CE'UL ~~ UMA3636155JAa7 43782-2636 tontte | L'Sted, CE Certified, CSA Certified. Resource =o. sgna6o 
54° «67 CE.UL | UMA36541 55JA48 | 43782-3654 10N124 | Modules: UL Listed, CE Certified. 
60' 67 CE,UL UMA36601  55JA49 | 43782-3660 10N127 
a Gf CEUL | UMA36721 _55JA50 | 43782-3672 _10N132 Heloht iene: ‘aint Uae ae 
24" 67 CE,UL UMA42241 55JA51 | 43782-4224 10N114 Light Curtains, 65 ft. Range, Cordsets, M12 Connector, 20VDC, 
4g — 36 _67 GEOL | UMAt2361 _sadAs2 > — 24VDC, 500mA Rating For Use With No. 2LBZ9 
54" 67 CE,UL UMA42541  55JA53 | 43782-4254 10N128 173" 40N160 on oLCAA OLCA 
60" 67 CE,UL UMA42601 55JA54 = — 93 6" 40N161 15m — OLCA2 
24" 67 CE,UL UMA48241 55JA55 = _ 99.9" 10N163 30m OLCAG — 
30” C6 CEUL | UMA48301__SSJAS6 = = 36.2" 10N165 Cordsets, M12 Connector, 20VDC, For 
4g 38 67 CE,UL UMA48361__SSJAS7 = = 40.9" 10N166 —_ Use With Nos. 10N160 to 10N169 
48 67 CE,UL = —__| 43782-4848 _10N129 47,2" 10N167 10m 10N098 10N097 
66" 67 CE,UL UMA48661  55JA58 | 43782-4866 10N133 BB f" 10N168 i5m 40N103 40N102 
72" 67 CE,UL UMA48721 _ SSJA59 — = 59.8" 10N169 30m 10N106 10N105 
Safety Mat Cableset Long-Range Safety Light Curtain, 230 
Cable Lengthi0Om 67 — ULListed 2661 _ — 19251-0100 24M989 ft. Range, 24VDC, 625 mA Rating 
Input Safety — Max. Switching Encl. No. of Item Variable 2LBZ9 
Power Output Config. Noltage Material Inputs No. Input Safety Auxiliary Environmental 
1 Detection Zones, 35mm DIN Rail Mounting, IP Rating 20 Power Outputs Output Protection Mounting W H D _iItem No. 
24VDC 2NO/2NC 240VAC/24VDC Polycarbonate | 2LCT7 Relay Output Resource Modules 
24VDC Not Specified 240VAC/24VDC = 4 55JA33 1NO, 1 BSnien 
6 Detection Zones, Wall Mounting, IP Rating 65 24VDC N/nic P20 DINRail 229mm = 75mm 110.0mm 2LCA7 
24VDC 2NO/1NC 240VAC/24VDC_ _—‘14 Ga. Steel 6 2LCU4 100to 2NO, j 
100 to 240VAC _2NO/INC DA0VAC/24VDC 14Ga.Steel 6 2LCUG odovac inc 2% NOMNC IP65 Chassis 166.0mm 283mm 70.0mm  2LGA9 
: : Schneider power Mfr. RED | ORANGE | GREEN | BLUE 
Rotating Mirror Beacons GeElectric 6h tas Model ltemNo. _(ItemNo. [Item No. _|Item No. 
= 20 flashes per minute Provide long-distance, high visibil- ~142VAC/DC  XVRO8J | 5FZE7 — 5FZE9 5FZFO 
= 100,000-hr. lamp life ity for machines and industrial siden Meme SFZF1 SFZF2 SFZFS SFZF4 
= Dome lens design vehicles. LED lamps for long life. 12VAC/DC  XVR10J BFZF5 — — 5FZF8 
= Temp. range: 14° to 122°F Prewired for easy installation; ‘aims bie we oFZF9 oFZG0 oFZG1 oFZG2 
Fi Pi . mm Viameter 
polychloroprene rubber gaskets CE Certified. 24VAC/DC _-XVR12B_ | 30N596 30N598 | 30N594 —| 30N601 
item 120mm Diameter, Includes Buzzer 
Hestription No 12VAC/DC  XVR12JS | 30N606 | 30N608 | 30NG04 | 30N610 
RECESERNIGS : 24VAC/DC_XVR12BS | 30N597 | 30N599 | 30N595 —| 30NG02 
Mounting Tube and Base For 106mm Rotating Mirror Beacons 5FZG3 130mm Diameter 
L-Shape Mounting Bracket For 84mm, 106mm Rotating Mirror Beacons _ 5 FZG4 12VDC XVRISJ | 30N617 3ONG18 = = 
—_ mh Reflecting Prism, For Use With Mfr. No. XVRO8 30N623 24VAC/DC__XVR13B__| 30N611 —_| SON613 = = 
eee ey Reflecting Prism, For Use With Mfr. No. XVR10 30N624 130mm Diameter, Includes Prewired Cable 
bide Reflecting Prism, For Use With Mfr. No. XVR12, XVR13 30N625 24VAC/DC _XVRI3BL | 30N612 30N614 = = 
Warning Light Rubber Base, For Use With Mfr. No. XVR08 30N621 120VAC_ _—XVR13GL | 30N615 30N616 — — 
Warning Light Rubber Base, For Use With Mfr. No. XVR10 30N622 230VAC XVRI3ML | 30N619 30N620 
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50mm and 56mm Dia. Tower 
and 86mm Dia. Warning Lights 


‘a 
= IP65 polycarbonate housing 

= Lead wire type 

56mm dia. tower lights feature steady and flashing stackable LED modular 
components. Available pole with surface, or wall mounting bracket, or direct 
mounting. Optional modular buzzer kits. 86mm dia. warning lights feature 
high-intensity LED lights, selectable steady/flashing/rotating modes. Available 
pole mounting or wall-mount bracket. UL Listed and CSA Certified. 





om * 





AMBER | BLUE RED 
Item Item Item 
Voltage Watts No. No. No. 
Tower Light Module Flashing, 50mm Diameter 
DAVAC/DC 1.50 30XT69 | 30XT70 = 
120VAC 0.80W = = 30XT72 . 
DA0VAC 0.80W 30XT63 = = rT 
240VAC 0.70W 30XT55 RED a No. 30XT55 No. 26ZT21 No. 26ZT50 
RED, | YELLOW, 
RED, | YELLOW,| GREEN, - fan 
RED, |YELLOW, GREEN, BLUE, _ 
RED GREEN GREEN’ BLUE | CLEAR YELLOW reise me For Use With No. 
ltem ltem ltem ltem Item Item 
Mounting __Voltage__|_No. No. | No. | No. _|_No. No. Tower Light Sounder Tier, 100dB eee ed a ae 74 
Tower Light LED Assembly, Steady, Flashing, 20" Cord Length, 56mm Diameter : : , 
Support Tube 2AVAC/DC 262720 262121 262123 262124 262125 __ Surface Mount, luminum Base, luminum, 10% H 26Z120-262131 262117 
Support Tube 90to 240VAC 262126 (262127 262729 262130 | 26ZT31 = Wall Mount, Steel Base, luminum, 942" H 262120-262131 262116 
Direct 90 to 240VAC | 262139 (262140 262142 | 262143 | 262144 262741 Terminal Holder, White, Nylon, 2*3%64" H TEL AOMTET GaViEe. . BUxTAS 
RED YELLOW GREEN CLEAR BLUE : 30XT46 30XT47 30XT53 to 
: ; 30XT46, 30XT47,30XT53 to 
Warning Light, Stud Mounting, 86mm Diameter Terminal Holder, Black, Nylon, 2'%a" H 30XT76, 30XT51, 30XT52 30XT50 
ae oe 262151 aks co a Base Unit, Black, Nylon, 41342" H 30XT48, 30XT49, 30XT50 30XT51 
- — 30XT48 to 30XT50 and 
Warning Light, Includes Buzzer, Stud Mounting, 86mm Diameter aa Tower Light Sounder Tier, 75dB to 85dB 30XT51, 30XT52 30X46 
z =e = 4 = 30XT48 to 30XT50 and 
90-240 267165 = 267167 267169 267168 Tower Light Sounder Tier, 75dB to 85dB 30XT51, 30XT52 830X147 


E-T-N 


Indicate machine states with high-performance LEDs that are designed to be 
used in adverse conditions. UL Listed, CSA and CE Certified. 


Modular Tower Lights, 40mm and 70mm Diameter 


= IP66 polycarbonate housing 
= For outdoor or indoor use 





RED AMBER YELLOW GREEN BLUE WHITE 
Mfr. Item Item Item Item Item Item 
Description Voltage Model No. No. No. No. No. No. 
SL4 Series, 40mm Diameter 
eechina Light 24VAC/DC —_SL4-BL24 | 20PZ10 20PZ07 20PZ12 20PZ09 20PZ08 20PZ11 
gilg 120VAC —SL4-BL120 | 20PZ04 20PZ01 20PZ06 20PZ03 20PZ02 20PZ05 
Steady Light 24VAC/DC SL4-L24 20PZ46 20PZ43 20PZ48 20PZ45 20PZ44 20PZ47 
y il 120VAC SL4-L120 20PZ39 20PZ36 20P241 20PZ38 20PZ37 20PZ40 
Strobe Light 24VAC/DC —_—SL4-FL24 — 20PZ19 20PZ29 20PZ23 20PZ21 20PZ27 
g 120VAC SL4-FL120 | 20PZ16 20PZ13 20PZ18 20PZ15 20PZ14 20PZ17 
Strobe Light, Multiple Sequences 24VAC/DC SL4-FL24-M | 20PZ26 20PZ20 20PZ30 20PZ24 20PZ22 20PZ28 
SL7 Series, 70mm Diameter 
Fashing Link 24VAC/DC —_SL/-BL24 | 20PZ81 20PZ78 20PZ83 20PZ80 20PZ79 20PZ82 
gi! 120VAC —_SL/-BL120 | 20PZ75 20PZ/2 20PZ77 20PZ74 20PZ73 20PZ76 
Steady Light 24VAC/DC SL/-L24 20RA23 20RA20 20RA25 20RA22 20RA21 20RA24 
y LI 120VAC SL/-L120 | 20RA16 20RA13 20RA18 20RA15 20RA14 20RA17 
24VAC/DC_ __SL/-FL24_ | 20RA05 20RA02 20RA07 20RA04 20RA03 20RA06 
Strobe Light 120VAC SL/-FL120 _ 20PZ95 20RA01 20PZ97 20PZ96 20PZ99 No. 20PZ72 
120VAC SL/-FL120 | 20PZ98 _ _ _ _— — . 
RED, YELLOW, 
RED, GREEN GREEN 
Mfr. Item Item 
Dia. Voltage Model No. No. 
Tower Light Assemblies 
40mm 24VAC/DC SL4-100-L-24LED 20PY94 _ 
40mm 24VAC/DC SL4-100-L-RAG-24LED _ 20PY95 
70mm 24VAC/DC SL/-100-L-24LED 20PZ63 — No. 20PY94 
70mm 24VAC/DC SL/-100-L-RAG-24LED _— 20PZ64 
Mfr. Item Mfr. Item 
Description Model No. Description Model No. 
Audible Sounders 400mm Aluminum Tube Base Unit, Banjo Belt SL4-PIB- 1-400 20PZ58 
For Use With SL4 Tower Lights Aluminum Tube Base Unit, Fixing Holes Push-In SL4-PII-EMH 20PZ59 
120VAC SL4-AP120 20PY96 For Use With SL4, SL7 Tower Lights 
24VAC/DC SL4-AP24 20PY98 Plastic Bracket, Vertical Mount SL//4-FW 20PZ61 
For Use With SL7 Tower Lights For Use With SL7 Tower Lights 
120VAC SL/-AP120 20PZ65 Metal Bracket, Vertical Mount SL//4-FW-T 20PZ62 
120VAC, External Actuation SL/-AP120-E 20PZ66 100mm Aluminum Tube Base Unit, Plastic Feet SL/-CB-100 20PZ84 
120VAC, Multi-Tone SL/-AP120-M 20PZ6/ 290mm Aluminum Tube Base Unit, Plastic Feet SL/-CB-250 20PZ85 
24VAC/DC SL/-AP24 20PZ68 400mm Aluminum Tube Base Unit, Plastic Feet SL/-CB-400 20PZ86 
24VAC/DC, External Actuation SL/-AP24-E 20PZ69 2-Side Base, Ext Fix Holes, Vertical Mount SL/-CB-D 20PZ87 
24VAC/DC, Multi-Tone SL7-AP24-M 20PZ70 Base, Ext Fix Holes, Horizontal Mount SL/-CB-EMH 20PZ88 
Mounting Bases 1-Side Base, Bracket, Vertical Mount SL/-CB-FW 20PZ89 
For Use With SL4 Tower Lights Base, Int Fix Hole, Horizontal Mount SL/-CB-IMH 20PZ90 
Rapid Mount with Aluminum Pole, Base Cover, 636° SL4-FMS-100 20PZ31 Base, Built In Fix Screws, Horizontal Mount SL/-CB-IMS 20PZ91 
Rapid Mount with Aluminum Pole, 12%2" SL4-FMS-250 20PZ32 100mm Aluminum Tube Base Unit, Banjo Belt SL/-CB-I-100 20PZ92 
Rapid Mount with Aluminum Pole, 18° SL4-FMS-400 20PZ33 250mm Aluminum Tube Base Unit, Banjo Belt oL/-CB-1-250 20PZ93 
100mm Aluminum Tube Base Unit, Plastic Belt SL4-PIB-100 20PZ49 400mm Aluminum Tube Base Unit, Banjo Belt SL/-CB-1-400 20PZ94 
250mm Aluminum Tube Base Unit, Plastic Belt SL4-PIB-250 20PZ50 100mm Aluminum Tube Base Unit, Rapid Mount SL/-FMS-100 20RA08 
400mm Aluminum Tube Base Unit Plastic Belt SL4-PIB-400 20P2Z51 200mm Aluminum Tube Base Unit, Rapid Mount SL/-FMS-250 20RA09 
2-Side Base, Ext Fix Holes, Vertical Mount SL4-PIB-D 20PZ52 400mm Aluminum Tube Base Unit, Rapid Mount SL/-FMS-400 20RA10 
1-Side Base, Bracket, Vertical Mount SL4-PIB-FW 20P2Z53 Base Adapter For SW-DT SL/-SWD 20RA26 
Aluminum Tube Base Unit, Fixing Holes SL4-PIB-IMH 20P254 Accessories 
Aluminum Tube Base Unit, Fixing Screws SL4-PIB-IMS 20PZ55 For Use With SL4, SL7 Tower Lights 
100mm Aluminum Tube Base Unit, Banjo Belt SL4-PIB-T-100 20P256 Lamp Mounting and Removal Tool SL//4-BET 20PZ60 
200mm Aluminum Tube Base Unit, Banjo Belt SL4-PIB-I-250 20PZ5/ 
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Machine Safety Details on page A1. 
: . Schneider 
Tower Lights, 40, 60, and 100mm Diameter G Electric 
= IP54 polybutylene housing Towers have up to 5 super-bright LEDs for optimum luminosity. Assembled and prewired. For 
= For outdoor or indoor use long-distance indication of the operating states or sequences of a machine. 1%c6" lights are 


primarily used in the food-processing and medical sectors. 2%" lights are used in semicon- 
ductor factories or on conveyor belts. UL Listed, CSA and CE Certified. 





RED, ORANGE, 
RED, ORANGE, RED, ORANGE, GREEN, 
Mfr. RED RED, ORANGE GREEN GREEN, BLUE | BLUE, CLEAR 
Mode Voltage Model Item No. Item No. Item No. Item No. Item No. 
40mm Diameter, Base Mounting 
Steady 24VAC/DC XVC4B SFTK6 5FTK7 5FTK8 5FTK9 5FTLO 
40mm Diameter, Support Tube Mounting 
Steady 24VAC/DC XVC4B oFTJ6 oFTJ7 oFTJ8 oFTJ9 SFTKO 
Steady 100 to 240VAC XVC4M 34D586 34D589 34D593 34D607 34D608 
Steady, Flashing with Buzzer 24VAC/DC XVC4B 5FTK1 5FTK2 5FTK3 5FTK4 5FTK5S 
Steady, Flashing with Buzzer 100 to 240VAC XVC4M 34D594 34D598 34D604 34D609 34D614 
60mm Diameter, Base Mounting 
Steady 24VAC/DC XVC6B _ 5FTN4 5FINS _ 5FIN7 
Steady 100 to 240VAC XVC6M 34D585 34D587 34D592 34D599 34D611 
Steady, Flashing with Buzzer 24VAC/DC XVC6B 5FTNS 5FTNQ 5FTPO 5FTP1 5FTP2 
Steady, Flashing with Buzzer 100 to 240VAC XVC6M 34D590 34D596 34D601 34D606 34D613 
60mm Diameter, Support Tube Mounting 
Steady 24VAC/DC XVC6B _ 5FTL4 5FTL5 5FTL6 5FTL7 
Steady 100 to 240VAC XVC6M 34D588 34D591 34D597 34D603 34D612 
Steady, Flashing with Buzzer 24VAC/DC XVC6B _ 5FTL9 5FTNO 5FIN1 5FIN2 
Steady, Flashing with Buzzer 100 to 240VAC XVC6M 34D595 34D602 34D605 34D610 34D615 
100mm Diameter, Base Mounting 
Steady, Flashing 100 to 240VAC XVC1M 34D616 34D617 34D619 34D621 34D623 
Steady, Flashing with Buzzer 100 to 240VAC XVC1M 34D618 34D620 34D622 34D624 34D625 
Description Item No. 
Accessories 
Die-Cast Mounting Base For Pole-Mount Style 40mm Tower Light oFTL1 
Mounting Base For Pole-Mount Style 40mm Tower Light oFTL2 
Die-Cast Mounting Base For Pole-Mount Style 60mm _ Tower Light oFTP3 
Stamped Metal Plate For Base-Mount Style 60mm Tower Light 5FTP4 





Side Entry for Rear Conduit 
. Cable Only Adapter 
70mm Nonstackable 70mm Stackable 60mm Audible Tower Body No. GHM29 No. 6GHM23 
Illuminated Beacon w/Base Lens Unit Sounder No. 30EF22 
No. 6HM55 No. G6HM33 No. 30EF30 ‘ * r 
, ‘ Schneider Luna 
Illuminated Beacons, 60 and 70mm Diameter G Electric 


Highly visible 360° beacons provide instant communication within work groups and across factory floors, enabling factory personnel to monitor and 
control production quality in large automated areas. NEMA 1, 4X, 12, and IP65. For indoor use only. UL Listed, CE and CSA Certified. 


AMBER/ 
Mtr. RED ORANGE YELLOW GREEN BLUE CLEAR/WHITE 
Description Voltage Model Item No. Item No. Item No. Item No. Item No. Item No. 
60mm Stackable Lens Units without Base or Cover 
Steady w/Lamp 24VAC/DC XVUC2 30EF24 30EF25 — 30EF23 30EF26 30EF27 
Flashing, Steady, Blinking, Rotating, w/Multi-Color Lamp 24VAC/DC XVUC29 30EF28 30EF28 30EF28 30EF28 30EF28 30EF28 
70mm Nonstackable Illuminated Beacons with Base 
Strobe w/Lamp 24VAC/DC XVBL8B 6KX89 5GAD9 5GAE2 5GAD8 5GAEO 5GAE1 
Strobe w/Lamp 120VAC XVBL8G 6KX95 6KX62 6KX98 _ 6KX96 6KX97 
Steady w/o Lamp 250VAC/DC XVBL3 6HM55 6HM56 6HM59 6HM54 6HM57 6HM58 
Flashing w/o Lamp 24VAC/24 to 48VDC XVBL4B 6KX77 6KX78 6KX81 6KX76 6KX79 — 
Flashing w/o Lamp 48 to 230VAC XVBL4M — — 6KX87 6KX82 — 6KX86 
70mm Stackable Lens Units without Base or Cover 
Steady w/Lamp 240VAC XVBC3 6HM32 6HM33 6HM36 6HM31 6HM34 6HM35 
Flashing w/o Lamp 48VAC/DC XVBC4B 6HM38 — 6HM42 6HM37 6HM40 — 
Flashing w/o Lamp 240VAC XVBC4M 6HM44 6HM45 — — 6HM46 — 
LED Lamps for 70mm Beacons 
Steady 24VAC/DC DLiBDB 6HJ97 _ 6HJ99 _ — _ 
Steady 120VAC DLiBDG 6HKO3 _ 6HKO5 6HKO2 6HKO4 6HKO1 
Flashing 24VAC/DC DL1BKB — — _ —_— 3XB59 3XB56 
Flashing 120VAC DL1BKG — — 3XB65 _ _ _ 
Mfr. Item Mfr. Item 
Description Model No. Description Model No. 
Audible Sounders Fixing Plate, Silver XVUZ02Q 30EF34 
60mm, 24VAC/DC, 85dB, Black XVUC9S 30EF29 Adjustment Pole, Black XVUZ05 30EF35 
60mm, 24VAC/DC, 85aB, Silver XVUC9SQ 30EF30 70mm Accessories 
70mm, 12 to 48VAC/DC, 90 dB Nonadjustable XVBC9B 6HM52 Side Entry for Cable Only XVBC14 6HM29 
70mm, 120 to 230VAC, 70-90 dB Adjustable XVBC9M 6HM53 Rear Conduit Adapter XVBC00 6HM23 
60mm Accessories Stackable Base and Cover for Component Lenses XVBC21 6HM30 
Body Extender, Black XVUC020 30EF16 Beacon Support Base, 2%4"H, Black Aluminum XVBZ02 1CNP2 
Body Extender, Silver XVUC0200 30EF17 12VAC/DC | 24VAC/DC | 48VAC/DC |120VAC/DC | 230VAC/DC 
Tower Body, Black, 3'%a" H, 24VAC/DC XVUC21B 30EF18 Watts Item No. | Item No. | Item No. | Item No. | Item No. 
Tower Body, Silver, 31%" H, 24VAC/DC XVUC21BQ 30EF19 Incandescent Lamps for 50, 60, or 70mm, T6 Lamp Shape, LumaPro Brand 
Tower Body, Black, 5°%4" H, 100-240VAC, NPN XVUC21M 30EF20 9.0 _ 4VCW7 — — — 
Tower Body, Black, 55%a" H, 100-240VAC, PNP XVUC21MP 30EF21 7.0 AVCX1 | 4VCW6 | 4VCW8 | 4VCWS | AVCX2 
Tower Body, Silver, 55%a" H, 100-240VAC, PNP XVUC21MaP 30EF22 10.0 AVCX6 | 4VCX3 | 4VCX4 | AVCXS | AVCX7 
Mounting Plate, Black XVUZO01 30EF31 
Mounting Plate, Silver XVUZ01Q 30EF32 
Fixing Plate, Black XVUZ02 30EF33 
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No. 2A183 
omron _— 
INDUSTRIAL AGTOMATION 
No. 4A334 
Sensors 
THROUGH 
RETROREFLECTIVE DIFFUSE BEAM SET 
Photoelectric Output Max. Max. Max. Max. 
Power Foot- Operating Circuit Load Sensing Item Sensing Item Sensing Item 
Width Height Depth Requirement notes Mode Type Current Brand Distance No. Distance No. Distance No. 
Cylindrical Photoelectric Sensors 
18mm 18mm —  24to0240VAC/DC — Light On Solid State Relay, SPST 200mA Telemecanique} 3.0m  5JV46 — — 20.0m 5JV44 
18mm 45mm — 9 to 30VDC 4,5 — Selectable Light On/Dark On NPN 100mA Omron = — 100mm 20RD60 | 20.0m 20RD59 
18mm 18mm — 24to240VAC/DC — Dark On Solid State Relay, SPST 200mA_ Telemecanique _ _ —_ 20.0m 5JV43 
18mm 18mm — 24 to 240VAC/DC 4 Dark On Solid State Relay, SPST 200mA Telemecanique} 3.0m  5JV45 = — — — 
18mm 45mm — 5 to 30VDC = Selectable Light On/Dark On PNP 100mA Omron = — 100mm 20RD65 | 100mm 20RD63 
18mm 45mm — 5 to 30VDC — Selectable Light On/Dark On PNP 100mA Omron — — 100mm 20RD66 | 100mm 20RD64 
18mm 45mm — 10 to 30VDC = Selectable Light On/Dark On NPN 100mA Omron = — — — 100mm _ 20RD69 
18mm 45mm — 5 to 830VDC — Selectable Light On/Dark On NPN 100mA Omron = _— 100mm _ 20RD70 = — 
Fiber Optic 
6-Ft. Fiber Optic Sensor Cable Omron — — —  4A339 —  4A340 
Rectangular Photoelectric Sensors 
10mm 30mm 20mm 12 to 24VDC 4 Selectable Light On/Dark On NPN 100mA Omron 300mm 1DU39 | 100mm _ 1DU40 15.0m 1DU38 
10mm 30mm 20mm 12 to 24VDC 4 Selectable Light On/Dark On PNP 100mA Omron 100mm 1DU44 | 200mm 1DU47 15.0m 1DU45 
23mm 20mm 50mm 10 to 30VDC 3,4 Selectable Light On/Dark On NPN/PNP 100mA Omron — _ 700mm _ 4A334 30.0m_ 6C770 
23mm 20mm 57mm 10 to 30VDC 3,4 Selectable Light On/Dark On NPN/PNP 100mA Omron — — 700mm _ 6C769 30.0m 60771 
23mm 20mm 50mm 10 to 30VDC 2,3,4 Selectable Light On/Dark On NPN/PNP 100mA Omron 3.0m 4A335 | 500mm 2UUK9 — _— 
gomm 185mm 64mm 4210 ZA0VAG/24 4 3.7,8.9 Selectable Light On/Dark On DPDT 10A Omron 10.0m 2A183 | 500mm 2A184 | — — 
Footnotes: 1—Reflector included. 2—Polarized. 3—NEMA 4X. 4—Prewired with 6.5 ft. of cable. 5—-NEMA 4. 6—On-delay, Off-delay, 1-shot 0.1-5 seconds. 7—Conduit connection. 
8—Opaque objects only. 9—Sensitivity adjustment. 
. 
Sensors No. 32342 
a ™ a 
Osisense™ Photoelectric Sensors 
= LED status indicator No. 4AJ36 
= NEMA rated 4X 
= Smaller, compact body saves machine space 
Multimode sensor adapts to numerous sensing applications with 
the touch of a button. M12 and Mini-connector cables are sold a 
separately at Grainger.com®. UL Listed; CSA and CE Certified. 
Max. CONNECTION TYPE 
Sensing Circuit Sensing Power Max. Load Mfr. Electrical Item Electrical Item 
Method Type Distance Requirement Current Model Connection No. Connection No. 
Cylindrical, 18mm Diameter 
NPN 800mm 12 to 24VDC 100mA XUB5ANAN 2m Cable 32J330 4-Pin M12 Male Connector 32J338 
Diffuse NPN, NC 800mm 12 to 24VDC 100mA XUB5ANBN 2m Cable 32J331 4-Pin M12 Male Connector 32J339 
PNP 800mm 12 to 24VDC 100mA XUB5APAN 2m Cable 32J332 4-Pin M12 Male Connector 32J340 
PNP, NC 800mm 12 to 24VDC 100mA XUB5APBN 2m Cable 32/333 4-Pin M12 Male Connector 32J341 
NPN 3.0m 12 to 24VDC 100mA XUB9ANAN 2m Cable 32J326 4-Pin M12 Male Connector 323334 
Ratrorefaciive NPN, NC 3.0m 12 to 24VDC 100mA XUB9ANBN 2m Cable 323327 4-Pin M12 Male Connector 32J335 
PNP 3.0m 12 to 24VDC 100mA XUB9APAN 2m Cable 32J328 4-Pin M12 Male Connector 32/336 
PNP, NC 3.0m 12 to 24VDC 100mA XUB9APBN _— _ 4-Pin M12 Male Connector 32/337 
Rectangular 
Diffuse PNP, NO/NC 800mm 12 to 24VDC 100mA XUMD5APCN 2m Cable 32J345 4-Pin M8 Male Connector 32J351 
Multimode NPN/PNP, NO/NC 60.0m 12 to 24VDC 100mA XUXOAKSA | Screw Terminal 4AJ29 4-Pin M12 Male Connector 4AJ36 
Relay, NO/NC 60.0m 24 to 240VAC/DC 3000mA XUXOARCT | Screw Terminal 4AJ46 — _ 
Ratraratlacive NPN, NO/NC 5.0m 12 to 24VDC 100mA XUM9ANCN 2m Cable 32J346 — — 
PNP, NO/NC 5.0m 12 to 24VDC 100mA XUM9APCN — _ 4-Pin M8 Male Connector 32J353 
Throual Bean Set NPN, NO/NC 15.0m 12 to 24VDC 100mA XUM2ANCN 2m Cable 323342 4-Pin M8 Male Connector 32J348 
g PNP, NO/NC 15.0m 12 to 24VDC 100mA XUM2APCN 2m Cable 323343 4-Pin M8 Male Connector 32J349 
Through Beam Transmitter 60.0m 24 to 240VAC/DC 3000mA —_XUXOARCTT | Screw Terminal 4AJ48 — _ 
Transmitter Transmitter 60.0m 12 to 24VDC — XUXOAKSAT | Screw Terminal 4AJ32 4-Pin M12 Male Connector 4AJ41 
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ELECTRICAL Scan. Order. Done. 
Sensors Details on page Al. 
2-METER | 4-PIN 
Comet Thru-Beam oe Max. CABLE MICRO 
Receiver with Cable _ Power Circuit Max. Load Sensing ltem ltem 
No. 2XCA8 Description Requirement Type Current Distance Dia. No. No. 
o: Cylindrical Photoelectric Sensor 
ruse 
Comet 10 to 30VDC NPN/PNP 250mA 610mm 18mm |2XCD1 | 2XCD3 
Comet 10 to 30VDC NPN/PNP 250mA 100mm 18mm | 2XCD9 _ 2XCE2 
Comet 10 to 30VDC NPN/PNP 250mA 50mm 18mm | 2XCE4 | 2XCE6 
Comet 20 to 264VAC/15 to 30VDC_  +NPN  300mA 100mm 18mm 2XCD8 | 2XCE1 
Comet 20 to 264VAC/15 to 30VDC NPN  300mA 50mm 18mm | 2XCE3 | 2XCE5 
Comet 20 to 264VAC/15 to 30VDC NPN  300mA 610mm 18mm | 2XCC9 | 2XCD2 
ein Gait Comet, 90° View 10 to 30VDC NPN/PNP 250mA 610mm 18mm |2XCD5 | 2XCD7 
ielaaiet Comet, 90° View T0 to 30VDC NPN/PNP 250mA 50mm 18mm | 2XCE8 | 2XCF1 
Retro-Reflective, Comet, 90° View 10 to 30VDC NPN/PNP 250mA 100mm 18mm | 2XCF5 | 2XCF3 
Background — Comet, 90° View 20 to 264VAC/15 to 30VDC_ NPN  300mA 50mm 18mm | 2XCE7 | 2XCE9 
Rejection with Cable _ Comet, 90° View 20 to 264VAC/15 to 30VDC_ NPN 300mA 100mm 18mm 2XCF4_ | 2XCF2 
No. 2XDL4 , Comet, 90° View 20 to 264VAC/15 to 30VDC_ NPN  300mA 610mm 18mm 2XCD4 | 2XCD6 
CON etre Reterzive —5M, Dark On 10 to 30VDC NPN/PNP{00mA 50mm 18mm | 2XDL8 | 2XDL9 
: fle SM, Dark On 10 to 30VDC NPN/PNP 100mA 100mm 18mm |2XDN7 | 2XDN8 
EF -T eh with 4-Pin Micro SM, Dark On 10 to 30VDC NPN/PNP 100mA 200mm 18mm | 2XDR5_| 2XDR6 
= No. 2XCK1 SM, Dark On _18to264VAC/18to 50VDC_ NPN 200mA 50mm 18mm |2XDL4 __ 2XDL5 
Photoelectric Sensors SM, Dark On  18to264VAC/18to 50VDC_ NPN 200mA 100mm 18mm |2XDN3  2XDN4 
SM, DarkOn 18 to 264VAC/18 to 50VDC_ NPN 200mA 200mm ‘18mm _|2XDR1_| 2XDR2 
COMET SERIES 508 Certified thru-beam source SM, Light On 10 to 30VDC NPN/PNP 100mA 50mm 18mm _ | 2XDN1 2XDN2 
SM, Light On 10 to 30VDC NPN/PNP 100mA 100mm 18mm |2XDNQ | 2XDP1 
= IP69K rating Nos. 2XCA3 to 2XCA7 and polar- =~ SM. Light On 10 to 30VDC NPN/PNP 100mA 200mm 18mm 2XDR7__| 2XDR8 
= Solid-state AC/DC models ized retroreflective No. 2XCG3 are a ae An a 10 NRCS 10 ae iat sone on ao STEN SONG 
. o , LIQ n 0 0 mM mm mm 
Laat ae chee See CSA and CE Certified. SM, LightOn  18to 264VAC/18to50VDC NPN 200mA 200mm 18mm | 2XDR3 | 2XDR4 
models rate or m ENHANCED 50 SERIES Retroreflective 
NPN and 100mA PNP Comet 10 to 30VDC NPN/PNP 250mA 4.5m 18mm |2XCG4 | 2XCG6 
; = Light/dark operation Comet 10 to 30VDC NPN/PNP 250mA 7.6m ——' 18mm | 2XCH3__| 2XCH5 
= Light/dark operation = Temp. range: -13° to 151°F Comet 20 to 264VAC/15 to 30VDC_ NPN  300mA 7.6m 18mm | 2XCH2 | 2XCH4 
= Temp. range: -4° to 158°F Comet 20 to 264VAC/15 to 30VDC_ NPN  300mA 4.5m 18mm |2XCG3 | 2XCG5 
thru-beam source Nos, 2UUT5, [Ully potted construction for use — _ Comet, 90° View 10 to 30VDC NPN/PNP250mA 4.5m 18mm _| 2XCH7__| 2XCH9 
’ in areas subject to washdown, Comet, 90° View 15 to 30VDC NPN/PNP 250mA 3.0m 18mm |2XCG8 | 2XCH1 
2UUT6, 2XCA1, and 2XCA2, ante , Comet, 90° View 20 to 264VAC/15 to 30VDC NPN 300mA 3.0m 18mm |2XCG7 | 2xCG9 
and -13° to 151°F for high shock, or high vibration. High “Comet, 90° View 20 to 264VAC/15 to 30VDC_ NPN  300mA 4.5m 18mm 2XCH6 | 2XCH8 
optical performance. Adjustable SM, Dark On 10 to 30VDC NPN/PNP__100mA 3.0m 18mm_| 2XDP6__| 2XDP7 
Nos. 2XCA3 to 2XCA7 inncteall ‘sa adjust SM, DarkOn  18to264VAC/18to50VDC NPN  200mA 3.0m 18mm |2XDP2 | 2XDP3 
= Temp. range: -40° to gain pots allow precise adjust- SM, Light On 10 to 30VDC NPN/PNP 100mA 3.0m 18mm | 2XDP8 _| 2XDP9 
158°F all oth ment. CSA, CE, and UL 508 SM, Light On 18 to 264VAC/18 to 50VDC NPN 200mA 3.0m 18mm | 2XDP4 | 2XDP5 
08°F all others Certified Cylindrical Photoelectric Sensor Receiver 
Industry-standard 18mm threaded rough Seam heceWver 
Comet 10 to 30VDC NPN/PNP 250mA 240m 18mm |2XCA9 | 2xCC2 
flat tubular body canbe mounted SMSERIES = = Comet 20 to 264VAC/15 to 30VDC_ + NPN  300mA  24.0m 18mm 2XCA8 | 2XCC1 
ke aula Sensor OS E ——_S ne——_ANPeoe — sour || 
at : LI 
any flat surface. Visible sensing « Threaded barrel Cylindrical Photoelectric Sensor Transmitter 
beam simplifies setup and align- * alles lens saat Through Beam Transmitter ee ee 
: : =» Miniature size fits ome 0 m ransmitter mm 
ment. Solid polyurethane housing , Comet 20 to 264VAC/15 to 30VDC +=NPN  300mA Transmitter 18mm |2UUT5 | 2XCA1 
is highly resistant to shock and small spaces SM 10 to 30VDC NPN/PNP 100mA Transmitter 18mm | 2XD1T4 | 2XDT5 
vibration. Adaptable modulation 7 Temp. range: -13° to 151°F Photoelectric Sensor 
‘ : F = : ‘ igi ruse 
circuit protects against crosstalk. Visible sensing beam simplifies Enhanced 50 10 to 40VDC NPN/PNP 250mA 3.0m 46mm | 2XCF8 | 2XCG2 
Backaround rejection model setup and alignment. TaraetLock™ —Enhanced50 24 to 240VAC/12 to 240VDC SPDT 3A 3.0m 46mm | 2XCF7 | 2XCF9 
pc ae d rejection models P Ng arg Enhanced 50 24 to 240VAC/12 to 240VDC SSRSPST 300mA 3.0m 46mm |2XCF6 | 2XCG1 
reliably detect targets regardless ensures reliable operation. LEDS —_-Retroreflective 
of color, reflectance, contrast, indicate output/power/TargetLock. — Enhanced 50 10 to 40VDC NPN/PNP 250mA 4.9m 46mm | 2XCJ9__‘| 2XCK3 
and ciirace-<hage ULand C-UL Enhanced 50 T0 to 40VDC NPN/PNP 250mA 9.0m 46mm | 2XCJ3 | 2XCJ6 
pe. | Enhanced 50 24 to 240VAC/12 to 240VDC SSRSPST 300mA 4.9m 46mm | 2XCJ7 | 2XCK2 
Listed and CE Certified, except UL Enhanced 50 24 to 240VAC/12 to 240VDC SPDT 3A 49m 46mm | 2xCJ8 | 2XCK1 Ff 
jan Enhanced 50 24 to 240VAC/12 to 240VDC SSR SPST 300mA 9.0m 46mm 2XCJ1 | 2XCJ5 
ae Enhanced 50 24 to 240VAC/12 to 240VDC SPDT 3A 9.0m 46mm | 2XCJ2_ | 2XCJ4 { 
Description No. Through Beam Receiver 
Accessories 
: Enhanced 50 10 to 40VDC NPN/PNP 250mA 152.0m 46mm | 2XCC5 | 2XCC8 
For Hse With Enhanced 50,_30mm Photoelectric Sensors oXCKE Enhanced 50 24to 240VAC/12 to 40VDC_ SPDT 3A 152.0m 46mm | 2XCC4  2XCC6 
er gang mind Enhanced 50 24 to 240VAC/12 to 240VDC SSR SPST 300mA 152.0m 46mm | 2XCC3 | 2XCC7 
Nickel-Plated Tall Right Angle Mounting Bracket 2XCK5 Through Beam Transmitter 
Plastic Ball Swivel Mounting Bracket EXEKG Enhanced 50 10 to 40VDC — — 152.0m 46mm | 2XCA4 2XCA7 
For Use With 18mm Photoelectric Sensors 
Enhanced 50 24 to 240VAC/12 to 240VDC. = 152.0m 46mm | 2XCA3 | 2XCA5 
Plastic Ball Swivel Mounting Bracket 2XDG3 
Aluminum Right Angle Mounting Bracket 2XCK7 Enhanced 50 24 to 240VAC/12 to 240VDC — 7 152.0m 46mm —- 2XCA6 
Aluminum Flat Mounting Bracket 2XCK8 t 5-pin micro style connector. 








Reflectors Ee TON fia i seco 
CORNER CUBE REFLECTORS 


aeiebakialte Retroreflector prisms return a beam in the same direction it came from—even if the reflector and the source are skewed—for a 


high degree of reliability. For use with retroreflective photoelectric sensors. The only reflective surface that works with polarized 
photoelectric sensors. Select reflector smaller than your target. 








Mounting Luminance Max. Mfr. Item 
Item Shape Color Material Hole Factor Temp. Dia. L W D Brand Model No. 
For Use With Polarized Retroreflective Photoelectric Sensors 
Corner Cube Rectangular Amber Acrylic — 4000X 150°F = — 3%" 1%"  — _ Telemecanique RF13 5B319 
Reflector Rectangular _ Black/Silver Acrylic Right/Left _6000X 150°F = — 1.3" =+1.1"° —=— ___ Telemecanique XUZC24  5B151 
Square Black/Silver Acrylic Right/Left 6000X 10°F — 2 2" — Telemecanique XUZC50 5B150 
Round Silver Acrylic Center 4000X Tou" r ; oe — __ Telemecanique RF30 5B317 
Flat Reflector Round Silver Acrylic Center 4000X T30"F 2 —- = — __ Telemecanique RF20 5B318 
Round Silver Acrylic _ 4000X 150°F tT —- — — __ Telemecanique RF10 5B320 
Round Silver Plastic Center 3000X iis 3 Ve Eaton E51KR84 2XCK9 
Reflective Tape Rectangular Silver Paper = 2000X 140°F — 39° *%o" Ya" __ Telemecanique XUZBi1 2DCO01 
P Rectangular Silver Paper — 2000X 140°F — 196" 2%2" Yes" Telemecanique XUZB15 2DC02 
For Use With Retroreflective Sensors 
Round White/clear Plastic _ _ 140°F tT — — 6 ifm E20003 351436 
Flat Reflector Round White/clear Plastic = — 140°F if — — Ve ifm E20004 351437 
Round White/clear Plastic Center _ 140°F 3 — — YE ifm E20005 351438 
et : Rectangular White Paper _ 200X 200°F — 12 3 Ya" ___ Telemecanique RF/590 2CWO9 
: Reflective Tape _ Rectangular White Paper —_ 6/70X 10°F — 12 3 Yes" _ Telemecanique RF3930 2CW08 
No. 5B317 Rectangular White Paper = 900X i ae | es Yes" __ Telemecanique RF/610 2CW10 
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18mm Diameter Photoelectric Sensors 


= Long sensing ranges 


Max. Photoelectric Max. 
Sensing Power Circuit Load Operating Sensing Mfr. Item 
Method Requirement Type _ Current Mode Distance Model No. 
3-Pin 12" Male Connector 
Diffuse 20 to 250VAC/DC AC 180mA Light On 600mm OG0035 357392 
Diffuse 20 to 250VAC/DC AC 180mA Dark On 600mm 0G0041 357393 
Retroreflective 20 to 250VAC/DC AC 180mA Light On 3.0m O0G0044 351394 
Retroreflective 20 to 250VAC/DC AC 180mA Dark On 3.0m 0G0033 357395 
Through Beam Receiver 20 to 250VAC/DC = AC 180mA Light On 15.0m 0G0031 357396 
Through Beam Receiver 20 to 250VAC/DC AC 180mA Dark On 15.0m O0G0039 351397 
Through Beam Transmitter 20to 250VAC/DC AC = Light On Transmitter OGO0030 351398 
4-Pin M12 Male Connector 
Diffuse 10 to 36VDC PNP  200mA Selectable Light On/Dark On 300mm OGH500 351399 
Diffuse 10 to 36VDC NPN  200mA Selectable Light On/Dark On 300mm OGH502 357401 
Retroreflective 10 to 36VDC PNP  200mA Selectable Light On/Dark On 5.0m OGP500 3571402 
Retroreflective 10 to 36VDC NPN  200mA Selectable Light On/Dark On 5.0m OGP503 3571403 
Through Beam Receiver 10 to 36VDC PNP 200mA Selectable Light On/Dark On  25.0m OGE500 3571404 
Through Beam Receiver 10 to 36VDC NPN  200mA Selectable Light On/Dark On  25.0m OGE503 357405 
Through Beam Transmitter 10 to 36VDC = =NPN/PNP) — _ Selectable Light On/Dark On Transmitter OGS500 351406 
Mounting Brackets 
Die Cast Zinc Short Swivel Bracket, For Use With 18mm Dia. Series Photoelectric Sensors E20/18 357434 
Stainless Steel Short Swivel Bracket, For Use With 18mm Dia. Series Photoelectric Sensors E208/0 351435 
Rectangular Photoelectric Sensors (i. 
ifm efector 
= Max. load rating: 200mA 
Output Photoelectric Max. 
Sensing Power Circuit Operating Sensing Mfr. Item 
Method Requirement Type Mode Distance Model No. 
Right Angle, 4-Pin M12 Male Connector 
Diffuse 10 to 30VDC PNP Light On 100mm —OGH280 3571414 
Diffuse 10 to 30VDC NPN Light On 100mm —_ OGH282_ 357415 
Diffuse 10 to 30VDC PNP Light On 200mm ___OGH281 «357416 
Diffuse 10 to 30VDC NPN Light On 200mm _ __OGH283 357 417 
Diffuse 10 to 30VDC PNP Selectable Light On/Dark On 200mm  OGH580 351418 
Diffuse 10 to 30VDC NPN Selectable Light On/Dark On 200mm  OGH581 357419 
Retroretlective 10 to 30VDC PNP Dark On 4.0m OGP280 351420 
Retroreflective 10 to 30VDC PNP Light On 4.0m OGP281 351421 
Retroreflective 10 to 30VDC NPN Dark On 4.0m OGP282 351422 
Through Beam Receiver 10 to 30VDC PNP Dark On 20.0m OGE280 351423 
Through Beam Receiver 10 to 30VDC PNP Light On 20.0m OGE281 357424 
Through Beam Receiver 10 to 30VDC NPN Dark On 20.0m OGE282 351425 
Through Beam Transmitter 10 to 30VDC Transmitter Selectable Light On/Dark On  20.0m  OGS280 351426 
Rectangular, 4-Pin M12 Male Connector 
Diffuse 10 to 36VDC PNP Selectable Light On/Dark On 1.8m O5H500 357427 
Diffuse 10 to 36VDC NPN Selectable Light On/Dark On 1.8m QO5H504 357428 
Retroreflective 10 to 36VDC PNP Selectable Light On/Dark On —_—‘10.0m O5P500 351429 
Retroreflective 10 to 36VDC NPN Selectable Light On/Dark On —_—‘10.0m O5P502 ~—351430 
Through Beam Receiver 10 to 36VDC PNP Selectable Light On/Dark On —_25.0m O5E500 351431 
Through Beam Receiver 10 to 36VDC NPN Selectable Light On/Dark On —_25.0m O5E502 351432 
Through Beam Transmitter 10 to 36VDC —_ Transmitter _ Selectable Light On/Dark On —_25.0m 058500 351433 
Mounting Bracket 
For Use With 05 Series Photoelectric Sensors E2108/ 351439 
Prox. Prox. Sensor Max. 
Sensor Prox. Sensor Output Detecting Output Prox. Sensor Case Mfr. Item 
Dia. Power Reqd. Circuit Type Distance Mode Elec. Connection Material Model _No. 
Cylindrical Proximity Sensor 
18.0mm 10 to 36VDC 3 Wire PNP 12.0mm NO/NC 4 Pin M12 Connector PBT KG5066 351516 
18.0mm 20 to 250VAC/DC 2 Wire 8.0mm NO 2m Cable PBT KGO009 351522 
18.0mm 20 to 250VAC/DC 2 Wire 8.0mm NC 2m Cable PBT KG0010 351523 
18.0mm 20 to 250VAC/DC 2 Wire 12.0mm NO/NC 2 Pin 2" UNF Connector PBT KG0016 351529 
30.0mm 10 to 86VDC 3 Wire NPN 15.0mm NO/NC 2m Cable PBT K15208 351518 
30.0mm 10 to 86VDC 3 Wire PNP 15.0mm NO/NC 2m Cable PBT KI5207 351517 
30.0mm 10to36VDC 3WirePNP/NPN 20.0mm NO/NC 4 Pin M12 Connector PBT KI5082 351519 
30.0mm 10to36VDC 3WirePNP/NPN 8.0mm  NO/NC 4PinM12Connector 316L Stainless Steel KI5084 351520 
30.0mm 10to36VDC 3WirePNP/NPN 15.0mm NO/NC 4Pin M12 Connector 316L Stainless Steel KI5086 351521 
30.0mm 20 to 250VAC/DC 2 Wire 15.0mm NO 2m Cable PBT Kl0202 351524 
30.0mm 20 to 250VAC/DC 2 Wire 15.0mm NC 2m Cable PBT K10203 351525 
S0.0rim. Sy eee 2Wire 20.0mm NO/NC 2Pin ¥%5" UNF Connector PBT Kl0054 357530 
Rectangular Proximity Sensor 
— 10 to 30VDC PNP 12.0mm  NO/NC M12 Connector PBT KQ6005 351528 
— 10 to 30VDC PNP/NPN 12.0mm  NO/NC 2m Cable PBT KQ6001 351526 
— 10 to 30VDC PNP/NPN 12.0mm NO/NC Mé8 Connector PBT KQ6003 351527 
— 24 to 240VAC/DC PNP/NPN 60.0mm NO/NC %-16 UN Connector PPE KD3500 351533 
Rectangular Proximity Sensor Accessories 
Fixing Strap, Set of 5 E10880 351532 
Mounting Adapter E121903 351931 
il 
M8, M12, and 1." Cordsets ED sn tee 
= Female connector to flying leads CABLE LENGTH 
: ; : 2m om 10m 
Deliver high quality and excellent value. No.of End1 Jacket Max. Item | Item | Item 
Designed with a lock-in-place coupling nut Siraiokt Thread __ Color Voltage No. | No. | No. 


that secures the cordset to a quick disconnect 3 


sensor and resists high 


levels of shock and 


3 


vibration. High-flex, PUR-jacketed cable is rated —a 
to over 5 million flex cycles. Features a special 4 
insert that acts as a mechanical end-stop 

preventing damage to the O-ring. Designed to : 
resist harsh conditions in industrial automation 4 
and oils and coolants. Silicon and halogen free. __4 
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= Visible red light enables easy setup 


%-20 Yellow 300VAC/DC 
M8 Black d0VAC/60VDC 
M8 Black dOVAC/60VDC 

Mi2 Black —_ 250VAC/300VDC 


Mi2 Orange 250VAC/300VDC 
Right Angle 


%-20 Yellow 300VAC/DC 
Ms Black dOVAC/60VDC 
M8 Black dOVAC/60VDC 

M12 Black —_ 250VAC/300VDC 


M12 Orange _250VAC/300VDC 


391482 | 351483 
391466 | 351467 
391470 351471 
391474 351475 
— _ |351478 


391484 | 351485 
391468 | 351469 
391472 357473 
391476 357477 
— __|351480 | 357481 





(in ifm efector 


Designed and tested to withstand industrial 
automation applications. Integrated microprocessor- 
based electronics offer high performance and are 
completely sealed in compact housings. Background 
suppression versions reliably differentiate between 
target and background regardless of background 
color. Reliable position detection in conveying, 
material handling, packaging, and automotive 
applications. 


mm § 
oO©O No. 35T399 









No. 35T392 
RIGHT ANGLE that eliminates false trig- 
= Max. range: 65-ft. gers from shiny targets 


= AC version has 2 wires anda 13 ft. range with 
for quick installation | a80mm dia. reflector. 


= 18mm dia. Metal body. 
mounting thread RECTANGULAR 

Cube sensor occu- = Max. range: 82-ft. 

pies less space than = Rugged housing 


traditional tubular 
sensors and is ideal 

for applications with 
limited mounting space. 
Polarized retro-reflective 
models contain a filter 


Connector rotates 270° 
for versatile mount- 

ing options. Protective 
metal frame withstands 
mechanical damage in 
applications. 


No. 
35T430 





No. 35T420 


Capacitive 
Proximity Sensors {9 0.«« 


Ideal for noncontact detection of nonmetallic 
targets. NEMA IP67. 








No. 35T529 


No. 35T526 


No. 35T466 


No. 35T468 


ELECTRICAL Scan. Order. Done. 




















Sensors Details on page Al. 
7 Telemecanique Cylindrical 
hel (Geant : | Inductive Proximity Sensors 
y - 
= Temp. range: -13° to NEMA 4X rated. UL Listed, CSA and CE Certified, 
Unshielded, Shielded, Food and Beverage 158° F; except food and RoHS compliant. 
Brass Case Brass Case Unshielded, Plastic Case _490 ° 
ee us aa 4euLe i eae beverage, -13° to 185°F —_ Food and beverage sensors are rated IP69K for 
high-pressure, high-temp. washdown applications. 
8.0mm Dia. 12.0mm Dia. 18.0mm Dia. 30.0mm Dia. 
Prox. Sensor Prox. Sensor Output Prox. Sensor Max. Detecting Item Max. Detecting Item Max. Detecting Item Max. Detecting Item 
Power Reqd. Output Circuit Type Mode Elec. Connection Distance No. Distance No. Distance No. Distance No. 
XS6 Series, Shielded, Nickel Plated Brass Case, Long Barrel, Increased Range 
24 to 240VAC/DC 2 Wire N 2m Cable — — 4.0mm 1EXJ5 8.0mm 1EXK3 15.0mm 1EXL1 
24 to 240VAC/DC 2 Wire NO 3 Pin %2-20 UNF Male Connector — — 4.0mm 1EXJ6 8.0mm 4AJ18 15.0mm 1EXL2 
24 to 240VAC/DC 2 Wire NC 2m Cable — — 4.0mm 1EXJ7 8.0mm 1EXK4 15.0mm 1EXL3 
24 to 240VAC/DC 2 Wire NC 3 Pin %-20 UNF Male Connector — — — — 8.0mm 1EXK5 — — 
12 to 48VDC 3 Wire NPN NO 2m Cable 2.5mm 1EXJ2 4.0mm 1EXJ8 8.0mm 1EXK6 15.0mm 1EXL4 
12 to 48VDC 3 Wire NPN NO 4 Pin M12 Connector 2.5mm 1EXJ3 4.0mm 1EXJ9 8.0mm 1EXK7 15.0mm 1EXL5 
12 to 48VDC 3 Wire PNP NO 2m Cable 2.5mm 1EXN5 4.0mm 1EXK1 8.0mm 1EXK8 15.0mm 1EXL6 
12 to 48VDC 3 Wire PNP NO 4 Pin M12 Connector 2.0mm 1EXN6 4.0mm 1EXK2 8.0mm 1EXK9 — — 
XS5 Series, Shielded, Nickel Plated Brass Case, Short Barrel, Standard Range 
24 to 240VAC/DC 2 Wire NO 2m Cable — — 2.0mm 30UH36 5.0mm 30UH42 10.0mm 30UH48 
12 to 48VDC 3 Wire PNP NO 4 Pin M12 Connector — — 2.0mm 30UH40 — — 10.0mm 30UH50 
12 to 24VDC 3 Wire NPN NO 2m Cable 1.5mm 1WVN6 2.0mm 1WVNS 5.0mm 1WVP3 10.0mm 1WVP6 
12 to 24VDC 3 Wire NPN NO 4 Pin M12 Connector 1.5mm 32J323 2.0mm 1EXH6 5.0mm 1EXH8 10.0mm 1WVP9 
12 to 24VDC 3 Wire PNP NO 2m Cable 1.5mm 1WVN7 2.0mm 1WVP1 5.0mm 1WVP4 10.0mm 1WVP7 
12 to 24VDC 3 Wire PNP NO 4 Pin M12 Connector 1.5mm 32J324 2.0mm 1EXH7 5.0mm 1WVP8 10.0mm 32J329 
XS2 Series, Unshielded, Nickel Plated Brass Case 
12 to 24VDC 3 Wire NPN NO 2m Cable 2.0mm 1EVZ2 4.0mm 1EWC8 8.0mm 1EWH4 15.0mm 1EWL9 
12 to 24VDC 3 Wire NPN NO 4 Pin M12 Connector — — — — 8.0mm 1EWH6 15.0mm TEWN2 
12 to 24VDC 3 Wire PNP NO 2m Cable 2.5mm 1EWA1 4.0mm 1EWD7 8.0mm 1EWJ3 15.0mm 1EWN8 
12 to 24VDC 3 Wire PNP NO 4 Pin M12 Connector 2.0mm 1EWAS 4.0mm 1EWD9 8.0mm 1EWJ5 _— — 
XS1 Series, Shielded, Nickel Plated Brass Case 
12 to 24VDC 3 Wire NPN NO 2m Cable 1.5mm TEVJ2 2.0mm 1EVL4 5.0mm 1EVP5 10.0mm 1EVT6 
12 to 24VDC 3 Wire NPN NO 4 Pin M12 Connector 1.5mm TEVJ4 2.0mm 1EVL6 5.0mm 1EVP7 10.0mm 1EVT8 
12 to 24VDC 3 Wire PNP NO 2m Cable 1.5mm 1EVK1 2.0mm 1EVN3 — — 10.0mm 1EVU5 
12 to 24VDC 3 Wire PNP NO 4 Pin M12 Connector 1.5mm 1EVK3 2.0mm 1EVN5 5.0mm 1EVR6 10.0mm 1EVU7 
Food and Beverage Sensors, XS2 Series, Unshielded, Plastic Case 
24 to 240VAC/DC 2 Wire N m Cable — — — — 12.0mm 1EWY8 22.0mm 1EWZ3 
24 to 240VAC/DC 2 Wire NO 3 Pin ¥2-20 UNF Male Connector — — — —— 12.0mm TEWZ2 22.0mm 1EWZ6 
12 to 24VDC 3 Wire NPN NO 2m Cable — — 7.0mm TEWX5 12.0mm 1EWX9 22.0mm 1EWY4 
12 to 24VDC 3 Wire NPN NO 4 Pin M12 Connector — — 7.0mm 1EWX8 12.0mm 1EWY3 22.0mm 1EWY7 
12 to 24VDC 3 Wire PNP NO 2m Cable — — 7.0mm TEWV2 12.0mm 1EWV6 22.0mm 1EWX1 
12 to 24VDC 3 Wire PNP NO 4 Pin M12 Connector — — 7.0mm TEWV5 12.0mm 1EWVS 22.0mm 1EWX4 
Food and Beverage Sensors, XS2 Series, Unshielded, 316L Stainless Steel Case 
24 to 240VAC/DC 2 Wire N 2m Cable — — — — 12.0mm 1EWU3 22.0mm 1EWU7 
24 to 240VAC/DC 2 Wire NO 3 Pin %2-20 UNF Male Connector — — — — 12.0mm 1EWU6 22.0mm 1EWV1 
12 to 24VDC 3 Wire NPN NO 2m Cable — — 7.0mm 1EWR9 12.0mm 1EWT4 22.0mm 1EWT8 
12 to 24VDC 3 Wire NPN NO 4 Pin M12 Connector — — 7.0mm 1EWTS3 12.0mm 1EWT7 22.0mm TEWU2 
12 to 24VDC 3 Wire PNP NO 2m Cable — — 7.0mm 1EWP6 12.0mm 1EWR1 22.0mm 1EWR5 
12 to 24VDC 3 Wire PNP NO 4 Pin M12 Connector — — 7.0mm 1EWP9 12.0mm 1EWR4 22.0mm 1EWR8 
: 12.0mm Dia. 18.0mm Dia. 30.0mm Dia. 8.0mm Dia. 
\ = Prox. Sensor Max. Max. ax Max. 
Prox. Sensor Output Output Prox. Sensor Detecting Item Detecting Item Detecting Item Detecting Item 
Power Reqd. CircuitType Mode Elec. Connection Distance No. Distance __No. Distance _No. Distance _No. 
iProx®, Unshielded 
20 to 132VAC 2 Wire NO 2m Cable 10.0mm 2XDJ2 18.0mm 2XDK3 29.0mm 2XDK9 — — 
a Sire 20 to 132VAC 2 Wire NO 3Pin Micro AC Connector) 10.0mm 2XDJ1 18.0mm 2XDK2 29.0mm 2XDK8 — — 
6 to 48VDC Programmable NO 2m Cable 10.0mm 2XDJ3 16.0mm 2XDJ9 29.0mm 2XDL1 — 
No. 2XCT1 No. 2XCU4 = ~G io 48VDC Programmable NO 4 Pin Micro DC Connector) 10.0mm 2XDJ4 | 16.0mm 2XDK1 | 29.0mm  2XDL2 = — 
r iProx®, Shielded 
E 5 off 20 to 132VAC 2 Wire NO 2m Cable — — 8.0mm 2XDJ8 15.0mm 2XDK5 — — 
an 20 to 132VAC 2 Wire NO 3Pin Micro AC Connector; 4.0mm 2XDH7 8.0mm 2XDJ7 15.0mm 2XDK4 _— — 
[E t C li al = [ 6 to 48VDC Programmable NO 2m Cable 40mm 2XDH8 8.0mm 2XDJ5 15.0mm 2XDK6 — — 
aton Lylinarica 6 to 48VDC Programmable NO 4 Pin Micro DC Connector) 4.0mm 2XDH9 | 8.0mm 2XDJ6 | 150mm 2XDK7 | — 
2 = = E57 Long Range Series, Unshielded 
Inductive Proximity 20 to 250VAC _—-2 Wire NO 2m Cable — — — _ 15.0mm_ 2xCV7 * | — — 
20 to 250VAC 2 Wire NO 3Pin Micro AC Connector) — — — — 15.0mm 2XCV8 * — — 
Sensors 20 to 250VAC 2 Wire NC 2m Cable — — — — 15.0mm 2XCW4 ~ — — 
20 to 250VAC 2 Wire NC 3 Pin Micro AC Connector) — —_— = —_ 15.0mm_ 2XCW65 * — _ 
Stainless steel sensors for use with 20 to 132VAC 2 Wire NO 2m Cable 10.0mm 2XCN4 20.0mm 2XCT1 — — — — 
metallic targets. NEMA rated 4, 4X, 20 to 132VAC 2 Wire NO 3Pin Micro AC Connector) 10.0mm 2XCN7 20.0mm 2XCT4 _— _ _— _ 
20 to 132VAC 2 Wire NC 2m Cable 10.0mm 2XCN5 20.0mm 2XCT2 — — — 
6, 6P, 12, and 13 (IP67, IP69K). C-UL 90%0 132VAC 2 Wire NC 3Pin Micro AC Connector| 10.0mm 2XCN6 | 20.0mm 2XCT3 = = = 
Listed. Models with NPN and PNP 10to30VDC 3WireNPN NO 2m Cable 4.0mm 40HX87 8.0mm 40HX67 15.0mm 40HX42 2.0mm 39F034 
circuits also CE Certified 10to30VDC 3WireNPN NO 4Pin Micro DC Connector; 4.0mm 40HX75 8.0mm 40HX47 15.0mm 40HX78 2.0mm 39F035 
: 10to30VDC 3WirePNP NO 2m Cable 4.0mm 40HX63 8.0mm 40HX57 15.0mm 40HX66 2.0mm 39F036 
IPROX® 10to30VDC 3WirePNP NO 4PinMicroDC Connector) 4.0mm 40HX59 8.0mm 40HX44 15.0mm 40HX62 2.0mm 39F037 
6to48VDC 3WireNPN NO 2m Cable 10.0mm 2XCP3 20.0mm 2XCT9 — — — — 
= AC models rated for 6to48VDC 3WireNPN NO 4Pin Micro DC Connector! 10.0mm 2XCP6 20.0mm 2XCU3 — — — — 
250mA max. load 6to48VDC 3WirePNP NO 2m Cable 10.0mm 2XCN8 20.0mm 2XCT5 — — — — 
2 6to48VDC 3WirePNP NO 4Pin Micro DC Connector! 10.0mm 2XCP2 20.0mm 2XCT8 — — — — 
= DC models rated for E57 Long Range Series, Shielded 
300mA max. load 10to30VDC 3WireNPN NO 2m Cable 2.0mm 40HX79 5.0mm 40HX84 10.0mm 40HX85 1.0mm 39F030 
aT --40° to 158°F 10to 30VDC 3WireNPN NO 4PinMicroDC Connector) 2.0mm 40HX49 5.0mm 40HX64 10.0mm 40HX45 1.0mm 39F031 
emp. range: 0 10to 30VDC 3WirePNP NO 2m Cable 2.0mm 40HX83 | 5.0mm 40HX70 | 10.0mm 40HX73 | 1.0mm 39F032 
Extended sensing ranges. Shock- 10 to 30VDC 3WirePNP NO 4 Pin Micro DC Connector! 2.0mm 40HX69 5.0mm 40HX41 10.0mm 40HX72 1.0mm 39F033 
istant front Wired NO: E57 Long Range Series, Semi-Shielded 
resistant tront Cap. Wire 20t0132VAC _—2 Wire NO 2m Cable 6.0mm 2XCL1 | 12.0mm 2XCP7 22.0mm 2XCU4 — — 
advanced features can be configured 20 to 132VAC 2 Wire NO 3PinMicro AC Connector} 6.0mm 2XCL4 12.0mm 2XCR1 22.0mm 2XCU7 — — 
20 to 132VAC 2 Wire NC 2m Cable 6.0mm 2XCL2 12.0mm 2XCP8 22.0mm 2XCU5 — — 
using optional software No. 2XDL3, 5940 439VAe 2 Wire NCS Pin Micro AC Connector’ 60mm 2XCL3/12.0mm2XCP9| 29. 0mm 2XCU6 [a 
sold separately. For automotive, 6to48VDC 3WireNPN NO 2m Cable 6.0mm 2XCL9 12.0mm 2XCR6 22.0mm 2XCV3 — — 
6to48VDC 3WireNPN NO 4PinMicro DC Connector! 6.0mm 2XCN3 12.0mm 2XCR9 22.0mm 2XCV6 — — 
machine tool, material handling, and 6to48VDC 3WirePNP NO 2m Cable 6.0mm 2XCL5 12.0mm 2XCR2 22.0mm 2XCU8 — — 
metalworking applications. 6to48VDC  3WirePNP NO 4PinMicroDC Connector! 6.0mm 2XCL8 | 12.0mm 2XCR5 22.0mm 2XCV2 — — 
Mfr. Item 
E57 SERIES Description For Use With Model No. 
= AC and DC models rated Accessories 
for 250mA max. load Programming Software, Includes RS-232 Programming Cable, ProxView Software iProx® E59 Proximity Sensor ED9RP1 2XDL3 
ae % Right Angle Proximity Sensor Mount, Stainless Steel 12mm Dia. Proximity Sensor E9/KM12 2XDT6 
= Temp. range: -13° to 158°F Right Angle Proximity Sensor Mount, Stainless Steel 18mm Dia. Proximity Sensor E57KM18 2XDT7 
= 360° LED status indicator * Rated 20-250V. 
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Inductive Proximity Sensors 


Ideal for noncontact detection of metal targets in position sensing 
applications and part presence application. Extended sensing 
ranges reduce failure from mechanical damage. Robust housing is 









No. 35T376 


designed for industrial applications. 4 visible LED outputs indicate No. 35T311 
status, making troubleshooting quick and easy. NEMA IP67. 
Prox. Sensor SHIELDED UNSHIELDED 
Prox. Sensor Output Output Prox. Sensor Case Max. Detecting Mfr. Item Max. Detecting Mfr. Item 
4 Power Reqd. Circuit Type Mode Elec. Connection Material Distance Model No. Distance Model No. 
.Omm Dia. 
2 Wire PNP/NPN NO 2m Cable Brass White Bronze Coated 1.0mm E5207 3513/5 — — — 
10 to 36VDC 3 Wire NPN NO 2m Cable Brass White Bronze Coated 1.0mm E5123 391368 — — — 
3 Wire PNP NO 2m Cable Brass White Bronze Coated 1.0mm E5121 351361 — — — 
stam 3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 2.0mm [E5312 351307 4.0mm IE5288 3571308 
12.0mm Dia. 
3 Wire NPN NO 4 Pin M12 Connector Brass White Bronze Coated 4.0mm IFS242 40KH14 7.0mm IFS243 40KH18 
3 Wire NPN NC 4 Pin M12 Connector Brass White Bronze Coated 4.0mm IFS249 40KH16 7.0mm IFS251 40KH20 
3 Wire NPN NO 2m Cable Brass White Bronze Coated 4.0mm IFS254 40KH38 7.0mm IFS255 40KH40 
3 Wire NPN NO 4 Pin M12 Connector Brass White Bronze Coated 4.0mm IFS246 40KH50 7.0mm IFS247 40KH54 
3 Wire NPN NC 4 Pin M12 Connector Brass White Bronze Coated 4.0mm IFS262 40KH52 7.0mm IFS263 40KH56 
3 Wire NPN NO 2m Cable Brass White Bronze Coated 4.0mm IFS258 40KH74 7.0mm IFS259 40KH76 
10 to 30VDC 3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 4.0mm IFS204 351309 7.0mm IFS205 351310 
3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 4.0mm IFS212 351313 7.0mm IFS213 3571314 
3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 4.0mm IFS240 40KH13 7.0mm IFS241 40KH17 
3 Wire PNP NC 4 Pin M12 Connector Brass White Bronze Coated 4.0mm IFS248 40KH15 7.0mm IFS250 40KH19 
3 Wire PNP NO 2m Cable Brass White Bronze Coated 4.0mm IFo2 02 40KH37 7.0mm IFS253 40KH39 
3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 4.0mm IFS244 40KH49 7.0mm IFS245 40KH53 
3 Wire PNP NC 4 Pin M12 Connector Brass White Bronze Coated 4.0mm IFS260 40KH51 7.0mm IFS261 40KH55 
3 Wire PNP NO 2m Cable Brass White Bronze Coated 4.0mm IFS256 40KH73 7.0mm IFS25/ 40KH75 
10 to36VDC = 2 Wire PNP/NPN NO 2m Cable Brass White Bronze Coated 2.0mm IF5/20 3513/6 4.0mm IF5/19 20XG34 
3 Wire NPN NO 4 Pin M12 Connector Nickel Plated Brass 2.0mm IF/102 351311 4.0mm IF7/103 351312 
15 to 30VDC 3 Wire NPN NO 2m Cable Nickel Plated Brass 2.0mm IF/106 351369 4.0mm IF/10/ 351370 
3 Wire PNP NO 2m Cable Nickel Plated Brass 2.0mm IF7104 391362 4.0mm IF7105 351363 
20 to 140VAC/DC 2 Wire NO = 3 Pin %-20 UNF Male Connector Brass White Bronze Coated 4.0mm 1F0311 351329 7.0mm IFO312 351330 
90 to 250VAC 2 Wire NO 2m Cable Brass White Bronze Coated 2.0mm 1F0303 351349 4.0mm IFO302 351351 
48 Gian Di 2 Wire NC 2m Cable Brass White Bronze Coated 2.0mm |FO006 351350 4.0mm IFO008 351352 
.Omm Dia. 
3 Wire NPN NO 4 Pin M12 Connector Nickel Plated Brass 5.0mm IG/102 351317 8.0mm IG/103 351318 
3 Wire NPN NO 4 Pin M12 Connector Brass White Bronze Coated 8.0mm 1GS$234 40KH22 12.0mm IGS235 40KH26 
3 Wire NPN NC 4 Pin M12 Connector Brass White Bronze Coated 8.0mm 1GS241 40KH24 12.0mm IGS243 40KH28 
3 Wire NPN NO 2m Cable Brass White Bronze Coated 8.0mm IGS246 40KH42 12.0mm IGS24/ 40KH44 
3 Wire NPN NO 4 Pin M12 Connector Brass White Bronze Coated 8.0mm 1GS$238 40KH58 12.0mm IGS239 40KH62 
3 Wire NPN NC 4 Pin M12 Connector Brass White Bronze Coated 8.0mm 1GS$254 40KH60 12.0mm IGS255 40KH64 
3 Wire NPN NO 2m Cable Brass White Bronze Coated 8.0mm IGS250 40KH/8 12.0mm IGS251 40KH80 
10 to 30VDC 3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 8.0mm IGS232 40KH21 12.0mm IGS233 40KH25 
3 Wire PNP NC 4 Pin M12 Connector Brass White Bronze Coated 8.0mm IGS240 40KH23 12.0mm IGS242 40KH27 
3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 8.0mm IGS212 351319 12.0mm IGS213 351320 
3 Wire PNP NO 2m Cable Brass White Bronze Coated 8.0mm IGS244 40KH41 12.0mm IGS245 40KH43 
3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 8.0mm 1GS236 40KH57 12.0mm IGS23/ 40KH61 
3 Wire PNP NC 4 Pin M12 Connector Brass White Bronze Coated 8.0mm IGS252 40KH59 12.0mm IGS253 40KH63 
3 Wire PNP NO 2m Cable Brass White Bronze Coated 8.0mm IGS248 40KH77 12.0mm IGS249 40KH79 
3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 8.0mm IGS204 351315 12.0mm IGS205 351316 
10 to 36VDC 2WirePNP/NPN NO 2m Cable Brass White Bronze Coated 5.0mm IG5/17 3513/8 — — — 
15 to 30VDC 3 Wire NPN NO 2m Cable Nickel Plated Brass — — — 8.0mm IG/10/7 351372 
3 Wire PNP NO 2m Cable Nickel Plated Brass 5.0mm 1G7104 351364 8.0mm IG7105 351365 
2 Wire NO 2m Cable 316L Stainless Steel 5.0mm 1G0328 391353 — — — 
90 to 250VAC/DC 2 Wire NC 2m Cable Brass White Bronze Coated 9.0mm IGO327_ 35 T354 8.0mm IG0313__ 351356 
2 Wire NO 3 Pin %-20 UNF Male Connector Brass White Bronze Coated 8.0mm 1G0344 351331 12.0mm 1G0345 351332 
2 Wire NO 2m Cable Brass White Bronze Coated — — — 8.0mm IG030/ 351355 
30.0mm Dia. 
3 Wire NPN NO 2m Cable Brass White Bronze Coated 15.0mm 11S240 40KH46 22.0mm 11S241 40KH48 
3 Wire NPN NO 4 Pin M12 Connector Nickel Plated Brass 10.0mm 117102 351323 — — — 
3 Wire NPN NC 4 Pin M12 Connector Brass White Bronze Coated 15.0mm 11$235 40KH32 22.0mm 1S23/7 40KH36 
3 Wire NPN NO 4 Pin M12 Connector Brass White Bronze Coated 15.0mm 11$232 40KH66 22.0mm 11S233 40KH70 
3 Wire NPN NC 4 Pin M12 Connector Brass White Bronze Coated 15.0mm 11$248 40KH68 22.0mm 11S249 40KH72 
3 Wire NPN NO 4 Pin M12 Connector Brass White Bronze Coated 15.0mm 11$228 40KH30 22.0mm S229 40KH34 
3 Wire NPN NO 2m Cable Brass White Bronze Coated 15.0mm 11$244 40KH82 22.0mm $245 40KH84 
10 to 30VDC 3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 15.0mm 11S230 40KH65 22.0mm S231  40KH69 
3 Wire PNP NC 4 Pin M12 Connector Brass White Bronze Coated 15.0mm 11S246 40KH6/ 22.0mm S247 40KH71 
3 Wire PNP NO 2m Cable Brass White Bronze Coated 15.0mm 11$238 40KH45 22.0mm S239 40KH47 
3 Wire PNP NO 4 Pin M12 Connector 316L Stainless Steel 15.0mm 11$210 351325 22.0mm $211 357326 
3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 15.0mm 11$226 40KH29 22.0mm S227 40KH33 
3 Wire PNP NO 4 Pin M12 Connector Brass White Bronze Coated 15.0mm 11S204 351321 22.0mm S205 351322 
3 Wire PNP NO 2m Cable Brass White Bronze Coated 15.0mm $242 40KH81 22.0mm $243 40KH83 
3 Wire PNP NC 4 Pin M12 Connector Brass White Bronze Coated 15.0mm 11$234 40KH31 22.0mm S236 40KH35 
15 to 30VDC 3 Wire NPN NO 2m Cable Nickel Plated Brass — — — 15.0mm 117107 351374 
3 Wire PNP NO 2m Cable Nickel Plated Brass 10.0mm 117104 351366 — — — 
90 to 250VAC/DC 2 Wire NC 2m Cable Brass White Bronze Coated — — — 15.0mm 10275 351360 
2 Wire NO 3 Pin %-20 UNF Male Connector Brass White Bronze Coated 15.0mm 110340 351333 22.0mm 110341 351334 
Rectangular Proximity Sensor 
10 to 36VDC 3 Wire PNP NO M12 Connector Polyamide 20.0mm IM5115 391327 35.0mm IM5116 351328 
3 Wire NO = 3 Pin %-20 UNF Male Connector PPE, PPS 20.0mm IM0054 20XG33 — — — 


din ifm efector 


Feature 2m cable connection, PBT case, shielded 
body, and 1 yellow LED for output state. 


Inductive Proximity Sensors 
= NEMA rated IP67 

= Operating temp. range: -13° to 176°F 

= 0.40" W x 1.09" L x 0.63" D 





OUTPUT MODE 
NO NC 
Prox. Sensor Prox. Sensor Max. Detecting Mfr. Item Mfr. Item No. 24JY94 
Power Reqd. Output Circuit Type Distance Model No. Model No. 
10 to 30VDC PNP 2.0mm IS5001 24JY94 1S5002 24JY95 
10 to 36VDC NPN 2.0mm 1S5003 24JY96 1S5004 24J5Y97 
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ELECTRICAL 
Sensors 


Scan. Order. Done. |= 
Details on page A1. 
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Tubular Proximity Sensors 


= LED status indicator(s), = Inductive sensors: for = Capacitive sensors: for metallic 
unless noted in table ferrous-metal targets and nonmetallic targets 


24 to 240VAC, | 24 to 240VAC, | 12 to 24VDC, 3 12 to 24VDC, 3 | 12 to 24VDC, | 12 to 24VDC, 3 























Prox. Max. 2 Wire, NO 2 Wire, NC | Wire NPN, NO | Wire PNP, NO | 2 Wire, NO | Wire NPN, NC 
Sensor Detecting Prox. Sensor Mfr. Item Item Item Item Item Item 
Dia. Distance Elec. Connection Model; No. No. No. No. No. No. 
Shielded, Inductive, Nickel Plated Brass Case 
8.0mm 1.5mm 2m Cable E2E — — — 6C809 _ 
8.0mm 1.5mm  4PinM12Connector E2E —_ _ _— 2AKC7 _— — 
8.0mm 2.0mm 2m Cable E2E — — — — 6C817 
12.00mm 2.0mm 2m Cable E2E | 2A186 6C810 2A264 2A189 — — 
12.00mm 2.0mm 2m Cable E2E2 | 60796 6C797 6C798 2AJZ8 _— — 
12.0mm 2.0mm 4PinM12Connector E2E | 1EA58 _ _ —_ —_ — 
12.0mm 2.0mm 4PinM12Connector E2E | 1EA56 — 1EA54 2AKC6 —_ _ 
12.00mm 2.0mm 4Pin M12 Connector E2E2 | 1EA68 — 1EA64 2AKAD5 — — 
12.0mm 3.0mm 2m Cable EZE — — — — 60818 — 
12.0mm 3.0mm 2m Cable E2E2 — — — — 1EA60 — 
a eee 180mm 5.0mm Om Cable For | 3XCO5 = 3XC06 6C806 = = 
18.0mm 5.0mm 2m Cable E2E2 | 60799 6C800 6C801 2AJZ9 _— — 
18.0mm 5.0mm 4PinM12Connector E2E | 1EA59 — _— —_ —_ —_— 
18.0mm 5.0mm 4PinM12 Connector E2E | 1EA57 —_ 1EA55 2AKC5 —_ _ 
18.0mm 5.0mm 4PinM12 Connector E2E2 | 1EA69 — 1EA65 2AKA4 — — 
18.0mm 7.0mm 2m Cable E2E — — — _— 6C819 — 
18.0mm 7.0mm 2m Cable E2E2 — —_— — — 1EA61 —_— 
30.0mm 10.0mm 2m Cable E2E | 2AKB2 — 4A332 6C805 2AKB9 — 
30.0mm 10.0mm 2m Cable E2E2 | 6C803 6C804 6C802 2AKA1 2AKA9 — 
30.0mm 10.0mm 3PinM12 Connector E2E | 2AKB5 —_ _ —_ —_ — 
30.0mm 10.0mm 3PinM12 Connector E2E2 | 2AJZ6 — _ —_ _ — 
30.0mm 10.0mm 4PinM12Connector E2E | 2AKB6 — 2AKC3 2AKC4 — — 
30.0mm 10.0mm 4PinM12Connector E2E2 — —_— 2AKA3 — — — 
Shielded, Inductive, Plastic Case 
8.0mm = 1.5mm 2m Cable E2F | 60824 — 60825 1EA7/5 — 2AKF4 
12.0mm 2.0mm 2m Cable E2F | 60823 2AKE7 3XC02 1EA/6 2AKF3 
18.0mm 5.0mm 2m Cable E2F | 1EA78 2AKE6 6C826 1EA77 — 2AKF2 
30.0mm 10.0mm 2m Cable E2F — — 60827 2AKF1 2AKE9 
Shielded, Inductive, Stainless Steel Case 
8.0mm 1.5mm 2m Cable E2E | 6C811 60812 6C807 — —_ _— 
8.0mm 1.5mm  4PinM12Connector E2E — —_ 1EA53 —_— _ 
Unshielded, Capacitive, Plastic Case 
12.00mm 4.0mm 2m Cable E2K | 60837 *# 6C838 *# 6C840 ~* — _— — 
18.0mm 8.0mm 2m Cable E2K | 2AKD3 # 2AKD4 # 60841 * 2AKD8 — — 
30.00mm 15.0mm 2m Cable E2K | 60839 *# 3XC03 *# 6C843 ~* 2AKD6 ~* — — 
34.0mm 25.0mm 2m Cable E2K | 4A331 “t# | 4A341 “t# 60835 *T 2AKF5 *t — 6C836 “Tt 
Unshielded, Inductive, Nickel Plated Brass Case 
8.0mm 2.0mm 2m Cable EZE —_— 1EA50 _ 
12.00mm 5.0mm 2m Cable E2E | 2AKB3 — 1EA51 — — — 
12.0mm 5.0mm 2m Cable E2E2 | 1EA73 _— _ —_ 
12.00mm 8.0mm 2m Cable EZE2 — — — — 1EA62 — 
18.0mm 10.0mm 2m Cable E2E _— — 1EA52 —_— — — 
18.0mm 10.0mm 2m Cable E2E2 | 1EA74 _— _— _— _ _ 
18.0mm 10.0mm 4Pin M12 Connector E2E2 —_— — 1EA6/ — — — 
18.0mm 14.0mm 2m Cable E2E2 — — — — 1EA63 — 
30.0mm 20.0mm 2m Cable EZE2 — — — — 2AKB1 — 
Unshielded, Inductive, Stainless Steel Case 
No. 3XC02 8.0mm 2.0mm 2m Cable E2E | 2AKB4 —_— —_— _ _ _— 
* No LED status indicator. ¢ Includes L-shaped bracket. $ 90-140VAC only. # 90-250VAC only. 
Inductive Proximity Sensors omrRonN?® 
= -13° to 158°F Note: Mounting brackets are available; call 1-800-GRAINGER (472-4643). 
H ® iW . H H ii 
CE Certified. On Grainger.com®, search for "proximity sensor mounting brackets. 
Prox. Sensor Max. Max. 
Prox. Sensor Output Detecting Output Current Mfr. Item 
Power Reqd. Circuit Type Distance Mode Load L W D Model No. 
Subminiature Flat-Pack Style 
10 to 30VDC 3 Wire NPN 3.0mm NO 100mA 27mm 10mm 6mm TL-W3MC1 6C829 
10 to 30VDC 3 Wire NPN 5.0mm NO 100mA 31mm 18mm 10mm TL-W5MC1 6C830 
No. 6C829 10 to 30VDC 3 Wire NPN 5.0mm NO 200mA 52mm 25mm 10mm TL-W5E1 6C831 
10 to 30VDC 3 Wire NPN 5.0mm NC 200mA 52mm 25mm 10mm TL-W5E2 6C832 
10 to 30VDC 3 Wire NPN 20.0mm NO 200mA 53mm 40mm 23mm _— TL-W20ME1 6C833 
10 to 30VDC 3 Wire NPN 20.0mm NC 200mA 73mm 40mm 23mm _— TL-W20ME2  6C834 
. = = as 
Telemecanique XS Series Proximity Sensors Sensor 
= 40mm square body = -13° to 158°F 
>> = Plastic case UL Listed, CSA and CE Certified. 
= Prox. Sensor Prox. Sensor Max. Detecting Output Max. Mfr. Item 
Power Reqd. Output Circuit Type Distance Mode Current Load Model No. 
a Cubic C2 Shielded 
\ See poo ce 12 to 48VDC 3 Wire PNP 20.0mm NO/NC 200mA XS8C2A1PCM12 32J310 
24 to 240VAC/DC 2 Wire 15.0mm NO 200mA X$/C2A1MAU20 32J303 
24 to 240VAC/DC 2 Wire 20.0mm NO 200mA XS8C2A1MAU20 32J304 
Cubic C2 Unshielded 
12 to 48VDC 3 Wire PNP 40.0mm NO/NC 200mA XS8C2A4PCM12 32J312 
24 to 240VAC/DC 2 Wire 40.0mm NO 200mA XS8C2A4MAU20 32J305 
12 to 24VDC 2 Wire Analog 25.0mm 4 to 20mA 20mA XS9C2A2A2M12 32J318 
12 to 24VDC 3 Wire Analog 25.0mm 4 to 20mA 10mA XS9C2A2A1M12 32J317 
Rectangular C4 Shielded 
12 to 48VDC 4 Wire PNP 20.0mm NO/NC 200mA XS8C4A1PCN12 32J314 
24 to 240VAC/DC 2 Wire 15.0mm NO/NC 300/200mA XS/7C4A1MPN12 32J306 
24 to 240VAC/DC 2 Wire 20.0mm NO/NC 300/200mA XS8C4A1MPN12 32J308 
nectar 3 a eaiaaa 4 Wire PNP 40.0 NO/NC 200mA XS8C4A4PCN12 32J316 
to ire mm m 
No. 323303 No. 323306 24 to 240VAC/DC 2 Wire 40.0mm NO/NC  300/200mA  XS8C4A4MPN12 324309 
12 to 24VDC 2 Wire Analog 25.0mm 4 to 20mA 20mA XS9C4A2A2N12 32J321 
12 to 24VDC 3 Wire Analog 25.0mm 0 to 10V 10mA XS9C4A2A1N12 32J319 
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Find the yy. Find Solutions. Find Great Prices. Pressure Switches 
FACTORY ON/OFF SETTING wa 
60/80 psi | 80/100 psi | 95/125 psi |105/135 psi!120/150 psi|135/175 psi 
Pressure Manual HP@ HP @ Range: Range: Range: Range: Range: Range: 
agin Switch 1-Phase 1-Phase |20-100 psi} 20-100 psi | 40-150 psi | 40-150 psi | 40-150 psi | 60-200 psi 
Unloader Action 120V 240V_ | Item No. | Item No. Item No. | Item No. | Item No. | Item No. No. 5B418 
(1) Port, 1%" FNPS, Series 9013FHG - 
No Auto/Off 1% 2 2PXL5 | 1V628 1V624 2PXJ1 2PXJ4 3AY91 
Ys Compression Auto/Off 1% 2 2PXL6 | 31V98 3AY90 2PXJ2 2PXJ5 B3AY92 
ve Comp None——ts 2 2PXL7—BB17 | 2FG79|2PX13 | 2FGB1— | 2F G90 (O] SauARe Se 
4’ Compression one 2 FG79 2PXJ3 2FG81 2FG90 Ss OD 
No Auto/Off 2 3 2PXK8 | 3AY93 2PXN4_ | 2PXL9 | 2PXN7 | 2PXR1 —_—__— 
Ys Compression Auto/Off 2 3 2PXK9 — 2PXN5 | 2PXN1 = _ ae 
No None 2 3 2PXK7 | 2FG84 2PXN3_| 2PXL8 2FG87 2DC08 ® A; 
TeComoression None eg —_3_L_2PALT_| 2388 | 2PRNG_|_2PXN2_|_2FS88_| 2009 Pumptrol® Air Pressure 
ort, 1%" , series 901 = — ey . 
Ys Compression _ None 1% 2 2PXR5 | 2FG83 “| 2PXK4 | 2PXK2 | 2PXK6 | 2PXH7 _— 
0 one 5 XP7 2PXH8 ‘ : : 
(4) Port, ¥é" FNPS, Series 9013FHG 7 2-pole, HP rated Control electrically driven air compres- 
7 Compression puto/Ot I~ 2 — SAOt8 5020 ZPXIG ZPXI6 dita = Diaphragm sors. Unloader models feature a small 
4" Compression one 2 — 1 7 
vs Compression Auto/Of 2 3 ——/1V626 | 2PXP1 | 2PXN | 2PXP3| 2PXR2 aCtuated valve that opens at shutoff, releasing 
7 Compression None 2 3 — 2PXL2 2PXP2 | 2PXN9 | 2PXP4 | 2PXR3_ -# Contacts open air pressure from the compressor 
ressure Switc . : ° ° 
No None 1% 9 -_ a -_ _ -_ oF G89 on pressure rise head. Temp. range: “22 to 257°F. UL 
* Factory On/Off Setting = 70/100 psi, Range: 40-150 psi. =» NEMA 1 enclosure Listed and CSA Certified. 
Pumptrol® Air and Water Pressure : 
Switches—Adjustable Differential —— 
= 2-pole, HP rated Control electrically driven air compressors or pumps. Unloader models 
= Diaphragm actuated feature a small valve that opens at shutoff, releasing air pressure from the 


= Contacts open on pressure rise compressor head. Temp. range: -22° to 257°F. UL Listed and CSA Certified. 
= NEMA 1 enclosure 











Pressure Manual HP@ HP@ FACTORY ON/OFF SETTING | | 
ee Switch 1-Phase 1-Phase) 60/80 psi | 75/100 psi | 80/100 psi | 100/125 psi | 125/150 psi | 140/175 psi) 145/175 psi 
Unloader Action  120V_ 240V_(ltemNo. (ItemNo. (ltemNo. | Item No. ltem No. ltem No. | Item No. . | 
(1) Port, %4" "ENPS, Series 9013GHG, Pressure Switch Range: 40 to 200 psi, Pressure Switch Differential 20 to 40 psi ) 
No None 2 3 2FH1/ 6B438 6B441 2FH22 2FH26 2FH28 5B409 
No AutosOft/On 5 3 2PXR6 6B440 6B443 2PXR7 2PXR8 2PXR9 2PXT2 
Ya" Compression a] — 6B442 2FH23 _ 2PXT1 5B408 
(1) Port, ¥e" FNPS, Basins 901 0H, Pressure Switch | Range: 40 to 200 psi, Pressure switch Differential 20 to 40 psi No. 2FHi7 
No None 2 c 2PXT3 2PXT6 2FH32 2PXU4 2PXU7 — 
No Auto/Off/On =2 3 2PXT4 2PXT7 2PXT9 2PXU2 2PXU5 2PXU8 — 
Ys" Compression —_None 2 3 2PXT5 2PXT8 2PXU1 2PXU3 2PXU6 2PXU9 — 
Pressure Manual HP@ HP@ FACTORY ON/OFF SETTING Pressure Manual HP@ HP@ FACTORY ON/OFF SETTING 
Switch Switch 1-Phase 1-Phase, 130/175psi | 145/175psi | 215/250 psi Switch Switch 1-Phase 1-Phase| 130/175 psi | 145/175psi | 215/250 psi 
Unloader Action 120V) 240V — Item No. Item No. Item No. Unloader Action 120V 240V — Item No. Item No. Item No. 
(1) Port, 4" FNPS, Series 9013GHG, Pressure Switch Range: 32 (1) Port, ¥c" FNPS, Series 9013GHG, Pressure Switch Range: 32 
to 250 psi, Pressure Switch Differential 24 to 45 psi to 250 psi, Pressure Switch Differential 24 to 45 psi 
No None 2 3 6B444 — — No None 2 Q 2PXV4 1V632 2PXV8 
No Auto/Off/On 2 3 2PXV1 — 2PXV2 No Auto/Off/On 2 3 2PXV5 2PXV7 — 
Ya" Compression —_None 2 3 _ _ 2PXV3 Ya" Compression —_None 2 3 _ 1V634 2PXW1 
= [D] sausreD 
Pumptrol® Water Pump Pressure Switches <= 
= 1- and 2-pole, HP Rated Designed for direct control of electrically driven pumps. Can be used with motor starters to control higher 
= Y," female connection horsepower motors. Low pressure cutoff switches operate at approximately 10 psi below the cut-in 
= Diaphragm actuated setting and will turn the pump off. Switches with a pulsation plug sense change over a longer interval and 
= NEMA 1 enclosure does not respond to spikes. Temp. range: -22° to 257°F. UL Listed and CSA Certified. 
Pressure FACTORY ON/OFF SETTING 
Manual Pressure Pressure Switch HP@ HP@ 20/40 psi 30/50 psi 40/60 psi 50/70 psi 60/80 psi 
Switch Switch Switch Contact 1-Phase 1-Phase 
Action Range Differential Form 120V 240V Series Item No. Item No. Item No. Item No. Item No. 
Standard Action (Open on Rise) 
None oto 6o psi __15 to 30 psi DPST 1% 2 9013FSG 5B415 2FHO2 2FHO8 — _ 
None 9 1 80 psi _ 15 to 30 psi DPST 2 g 9013GSG 6B446 2FH38 2FH40 2PYD4 — 
None dto80psi 20 to 30 ps! DPST 2 g 9013FYG 5B411 5B410 2PYA2 2PYA9 2FH15 
None 10 to 80 psi _15 to 30 psi DPST 1% 2 9013FSG — — — 2PXZ3 2PXY8 
Auto/Off dto65psi 15 to 30 psi DPST 1% 2 9013FSG 2FG98 2FHO5 2PXY6 — — 
Auto/Oft Sto 80psi _15 to 30 psi DPST 2 a 9013GSG 6B449 2PYC4 2PYC7 2PYD5 2PYC9 
Auto/Off oto80psi 20 to 30 psi DPST 2 3 9013FYG 2PXZ7 2PXZ9 2PYA3 2PYC1 2PYA6 
Auto/Off {0 to 80 psi 15to 30 psi DPST 1% 2 9013FSG — — — 2PXZ4 2PXY9 No. 1V630 
Standard Action (Open on Rise), With Low Pressure Cut-Off 
Auto/Oft/Start 5to6dpsi 15 to 30 psi DPST 1% 2 9013FSG 5B414 2FHO6 — — — 
Auto/Off/Start oto80psi 20 to 30psi DPST 2 g 9013FYG 2PXZ8 2PYA1 2PYA4 2PYC2 2PYA7 
Auto/Off/Startt 10to80psi 15 to 30 psi DPST 1% 2 9013FSG — — — — 2PXZ1 
Standard Action (Open on Rise), With Pulsation Plug 
None dto65psi _15 to 30 psi DPST 1% 2 9013FSG 5B413 5B412 2PXY7 — — 
None oto80psi 15 to 30psi DPST 2 3 9013GSG 6B447 6B448 2PYC8 2PYD6 2PYD1 
None dto80psi 20 to 30 psi DPST 2 3 9013FYG 2DC10 20011 2PYA5 2PYC3 2PYA8 
FACTORY ON/OFF SETTING 
Pressure Pressure Pressure HP @ HP @ 10/5 psi | 22/16 psi | 40/20 psi 50/30 psi | 80/60 psi 
Switch Switch Switch 1-Phase 1-Phase Item Item Item Item Item 
Range Differential Contact Form 120V 240V Series No. No. No. No. No. 
Reverse Action (Close on Rise) 
4 to 45 psi 6 to 20 psi SPST 1 1 9013FRG 2PXX8 | 2PXX4_— ‘| 2PXX6 = = No. 5B340 
4 to 45 psi 6 to 20 psi DPST 1 1 9013FRG 6B452 | 2FG93 = 2PXW7 — — 
8 to 65 psi 15 to 30 psi SPST 1 1 9013FRG — — 2PXW2 (2PXW4 _— 
8 to 65 psi 15 to 30 psi DPST 1 1 9013FRG — — 5B416 =| 2PXX2 — 
20 to 100 psi 20 to 30 psi DPST 1 1 9013FRG — — 1V630  (2PXY4 | 2PXY2 
5 to 80 psi 15 to 30 psi DPST 2 3 9013GSG — — 2PYC6 | 6B437 | 2PYD3 
Reverse Action (Close on Rise), With Pulsation Plug 
© to 80 psi 15 to 30 psi DPST 2 a 9013GSG — — 2PYC5 |2PYD7 | 2PYD2 
Mfr. Item Mfr. Item 
Description Model No. Description Model No. 
Replacement Contact Kits Replacement Unloaders 
For All FSG Series and FRG (20 to 100 psi range) Series Switches 9998PC241 5B340 9013 GHG Form X Only 9049A12 2FJ18 
For All FYG Series Switches 9998PC242 _ 5B 339 9013 FHG Form X Only 9049A56 2FJ24 
For All GSG Series Switches 9998PC205 _—3AY95 
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ELECTRICAL 
Pressure Switches 


Scan. Order. Done. 
Details on page A1. 





Dayton® Water Pump 
Pressure Switches 


= Diaphragm actuated 

= Pressure range: 10 to 100 psi 

= Differential pressure range: 15 to 50 psi 
= 20/12A at 120/240V 


‘= 


Rated 1% HP at 1-phase, 120V; 2 HP 
at 1-phase, 230V. Temp. range: -22° 
to 250°F. Switches with low pres- 
sure cutoff will turn the pump off at 





= DPST approximately 10 psi below the cut-in 
a VY" FNPT setting. UL Listed and CSA Certified. 
=» NEMA 1 enclosure 
= 3-yr. warranty 
PRESSURE SWITCH 
Manual FACTORY ON/OFF SETTING 
ads ae raha rian erie 
ction eatures tem No. tem No. tem No. 
No. 12T081 No. 12T084 None = 127081 127082 127083 
Auto/Off — 127087 127088 127089 
Auto/Off/Reset Low Pressure Cut-Off 127084 127085 127086 


Air Compressor Pressure Switches 


For all global air compressor and water MDR3 AND MDR3/OL SERIES 
applications. Rotatable unloader valve = 3PST Switch 

simplifies retrofit onto compressors. = Rated 30A, 1-phase/24A, 3-phase 
Diaphragm actuated. For 4 to %2" brass = Temp. range: -22° to 257°F 
adapters, see pages 2793. MDR-3/0L Series combines the func- 
MDR11 SERIES tion of a pressure switch and magnetic 
= DPST switch Starter into 1 unit. Built-in overload 








MDR11 Series MDR3 Series = Rated 26A protection. All are UL Listed, CSA and 
w/Unloader w/Unloader . ° ° CE Certified 
= 2 : 
and Auto/Off Switch and Auto/Off Switch Temp. range: -22 to 257 F 
No. 3AFU8 No. 3FWE3 UL Listed and CSA Certified. 
RANGE: 20 to 105 psi RANGE: 25 to 160 psi RANGE: 40 to 175 psi | RANGE: 50 to 200 psi 
Diff.: 20 to 45 psi Diff.: 25 to 65 psi Diff.: 30 to 65 psi Diff.: 40 to 65 psi 
Pressure Manual HP @ HP @ Factory Preset Factory Preset Factory Preset Factory Preset 
Switch Switch 1-Phase 1-Phase 60/80 psi 80/100 psi 100/125 psi 105/135 psi 120/150 psi 140/175 psi 160/200 psi 
Unloader Action 120V 240V Item No. Item No. Item No. Item No. Item No. Item No. Item No. 
MDR11 Series, (1) Port, 4" FNPT 
No None 2 3 3AFU5 3EYN4 3EYP3 3EYR2 3EYT1 3EYT9 3FWC5 
No Auto/Oft 3 3AFU6 3EYND5 3EYP4 3EYR3 SEYT2 3EYU1 3FWC6 
Ys" Compression None 2 3 3AFU7 SEYN6 3EYP5 3EYR4 3EYT3 3EYU5 3FWC7 
Ys" Compression Auto/Oft 2 3 3AFU8 3EYN7 3EYP6 3EYR5 3EYT4 3EYU6 3FWC8 
MDR11 Series, (4) Port, /" FNPT 
No None 2 3 3AFU9 SEYNS 3EYP/ 3EYR6 SEYTS 3EYU7 3FWC9 
No Auto/Ott 2 3 3EYN1 3EYNI 3EYP8 3EYR/ 3EYT6 3FWC2 3FWD1 
Ys" Compression None 2 3 3EYN2 3EYP1 3EYP9 3EYR8 3EYT/ 3FWC3 3FWD2 
Ys" Compression Auto/Ott 2 3 3EYNS3 3EYP2 3EYR1 3EYR9 3EYT8 3FWC4 3FWD3 
RANGE: 45 to 160 psi RANGE: 60 to 232 psi RANGE: 40 to 360 psi 
Diff.: 15 to 70 psi Diff.: 30 to 110 psi Diff.: 40 to 105 psi 
Pressure Manual HP @ HP @ HP @ HP @ Factory Preset Factory Preset Factory Preset 
Switch Switch 1-Phase 1-Phase 3-Phase 3-Phase 60/80 psi | 80/100 psi | 100/125 psi) 120/150 psi 140/175 psi | 160/200 psi 215/250 psi | 310/360 psi 
Unloader Action 120V 240V 240V 480V _ Item No. Item No. Item No. Item No. Item No. Item No. Item No. Item No. 
MDR3 Series, (1) Port, ¥c" FNPT 
No None Z I 1% 15 3FWE1 3FWE7 3FWF4 3FWG1 3FWG7 3FWH4 3FWJ1 3FWJ7 
Ys" Compression None a 5 1% 15 3FWE2 3FWE8 3FWF5 3FWG2 3FWG8 3FWH5 3FWJ2 3FWJ8 
Ys" Compression Auto/Off a 5 1% 15 3FWE3 3FWES 3FWF6 3FWG3 3FWG9 3FWH6 3FWJ3 3FWJ9 
MDR3 Series, (4) Port, (1) 9s" FNPT, (3) /" FNPT 
No None Z a (42 15 3FWE4 3FWF1 3FWE/ 3FWG4 3FWH1 3FWH/ 3FWJ4 3FWK1 
Ys" Compression None 2 a 1% 15 3FWES 3FWF2 3FWF8 3FWG5 3FWH2 3FWH8 3FWJ5 3FWK2 
Ys" Compression Auto/Off 2 2 (V2 15 3FWE6 3FWF3 3FWF9 3FWG6 3FWH3 3FWH9 3FWJ6 3FWK3 
RANGE: 45 to 160 psi RANGE: 60 to 232 psi RANGE: 40 to 360 psi 
Diff.: 15 to 70 psi Diff.: 30 to 110 psi Diff.: 40 to 105 psi 
Pressure Manual HP@ HP@ HP@ HP@ Factory Preset Factory Preset Factory Preset 
Switch Switch 1-Phase 1-Phase 3-Phase 3-Phase Overload 80/100 psi 100/125 psi = 120/150 psi 140/175 psi | 160/200 psi 215/250 psi | 310/360 psi 
Unloader Action 120V 240V 240V 480V_ Protection Item No. Item No. Item No. Item No. Item No. Item No. Item No. 
MDR3/OL Series with Oveload Protection, (4) Port, (1) 3s" FNPT, (3) /" FNPT 
Ys" Compression Auto/Off/Reset % V3 1 2 2.5 to 4A 3FWK4 3FWL2 3FWL9 3AFZ7 3FWN5 3FWP3 3FWR1 
Ys" Compression Auto/Off/Reset 4 VY 1% 3 4 to 6.3A 3FWK5 3FWL3 3AFZ1 3AFZ8 3FWN6 3FWP4 3FWR2 
Ys" Compression Auto/Off/Reset % 1% 3 ] 6.3t010A | 3FWK6 3FWL4 3AFZ2 3AFZ9 3FWN7 3FWP5 3FWR3 
Ys" Compression Auto/Off/Reset 1 2 5 10 10 to 16A 3FWK7 3FWL5 3AFZ3 3FWN1 3FWN8 3FWP6 3FWR4 
Ys" Compression Auto/Off/Reset 1% 3 — — 16 to 20A 3FWK8 3FWL6 3AFZ4 3FWN2 3FWN9 3FWP7 3FWR5 
Ys" Compression Auto/Off/Reset Zz _— 7% 15 20 to 24A 3FWK9 3FWL7 3AFZ5 3FWN3 3FWP1 3FWP8 3FWR6 
Ys" Compression Auto/Off/Reset 2 5 _— — 22 to 30A 3FWL1 3FWL8 3AFZ6 3FWN4 3FWP2 3FWP9 3FWR7 
120VAC | 208VAC | 240VAC | 277VAC | 480VAC 600VAC 
Description Item No. | Item No. | Item No. | Item No. | Item No. | Item No. 
MDR3 Series Auxiliary Attachments 
Low Voltage Protection (Trips at </0% Rated Voltage) 3FWR8 3FWT1 3FWT3 3FWT5 3FWT7 3FWT9 
Shunt Trip (Trips when Rated Voltage is Supplied) 3FWR9 3FWI2 3FWI4 3FWI6 3FWI8 3FWU1 
FOR MDR3 Description Item No. 
FOR MDR11| AND MDR3/ MDR3 Series Contact Blocks 
SERIES OL SERIES 24 Amps, Standard Replacement 12T090 
Description Item No. Item No. 24 Amps, Standard Replacement with Auto/Off 127091 
Accessories MDR3 Series Thermal Overload Block 
Quick-Connect Unloader Valve (For 4" Plastic Tubing Only) 3FWD4 SFWU2 0.63 to 1 Amps 127092 
Delayed Unloader Valve for Compressors with Difficulty Starting, /4" Compression Fitting 3FWD95 3FWU3 1 to 1.6 Amps 127093 
Standard Replacement Unloader Valve, 4" Compression Fitting 3FWD7 3FWU4 1.6 to 2.5 Amps 127094 
Replacement Cover, Standard 3FWD8 3FWU5 2.0 to 4 Amps 127095 
Replacement Cover, with Auto/Off Feature 3FWD9 3FWU6 4 to 6.3 Amps 127096 
Quick-Connect Electrical Terminal, /4', Pkg. of 50 3FWD6 — 6.3 to 10 Amps 127097 
Compression Nut for 6mm Unloader Fitting, Pkg. of 10 3FWU7 SFWU7/ 10 to 16 Amps 127098 
Pipe Plugs, 4° NPT (For Sealing Unused Manifold Ports), Pkg. of 10 3FWU8 3FWU8 16 to 20 Amps 12T099 
Pipe Nipple, 2 x %" NPT (For Mounting Switch), Pkg. of 5 3FWUY 3FWUS 20 to 24 Amps 127101 
30 Amps, 2-Pole 127102 
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GRAINGER CHOICE° ELECTRICAL 
Find the wy. Find Solutions. Find Great Prices. Pressure Switches 





by Schneider Electric 


Machine Tool, Dual Stage, and 


Differential Pressure Switches 


= Y," NPT female inlet, except male No. 3FJZ8 

= Rated 10A 

= Temp. range: -10° to 185°F 

Can be applied to a wide variety of pneumatic and hydraulic machine and process applications to 
control or monitor system pressure and protect equipment. UL Listed and CSA Certified. 

















Actuation NEMA Contact Mfr. Item 
Range Differential* Type Rating Form Model No. 
Pressure Switches 
1.5 to 75 psi 4.5 to 15 psi Diaphragm 7,9 SPDT 9012GAR4 3FJZ6 
3 to 150 psi 9 to 35 psi Diaphragm 7,9 SPDT 9012GAR5 3FJZ7 
0.2 to 10 psi 0.6 to 2 psi Diaphragm 4, 4X, 13 SPDT 9012GAW1 6B450 
0.2 to 10 psi 0.6 to 2 psi Diaphragm 4, 4X, 13 SPDT 9012GAW1Z 3FJZ8 No. 6B450 
1 to 40 psi 1.6 to 8 psi Diaphragm 4, 4X, 13 SPDT 9012GAW2 5B427 
1.5 to 75 psi 3.5 to 15 psi Diaphragm 4, 4X, 13 SPDT 9012GAW4 5B426 
3 to 150 psi 6 to 30 psi Diaphragm 4, 4X, 13 SPDT 9012GAW5 5B425 
3 to 150 psi 6 to 30 psi Diaphragm 4, 4X, 13 SPDT 9012GAW5G17 3FKA1 
3 to 150 psi 6 to 30 psi Diaphragm 4, 4X, 13 SPDT 9012GAW5G18 1V620 ** 
3 to 150 psi 6 to 30 psi Diaphragm 4 4X, 13 SPDT 9012GAW5K1 SFKA2 # 
5 to 250 psi 10 to 49 psi Diaphragm 4, 4X, 13 SPDT 9012GAW6 5B423 
1.5 to 75 psi 3.9 to 15 psi Diaphragm 4, 4X, 13 DPDT 9012GAW24 3FJZ9 
3 to 150 psi 6 to 30 psi Diaphragm 4, 4X, 13 DPDT 9012GAW25 3KL86 
13 to 425 psi 16 to 90 psi Diaphragm 4, 4X, 13 SPDT 9012GBW1 5B422 
20 to 675 psi 27 to 130 psi Diaphragm 4, 4X, 13 SPDT 9012GBW2 3FKA3 
20 to 1000 psi 59 to 200 psi Piston 4, 4X, 13 SPDT 9012GCW1 5B421 
20 to 1000 psi 99 to 200 psi Piston 4, 4X, 13 SPDT 9012GCW1G18 1V622 ** 
90 to 2900 psi 170 to 560 psi Piston 4, 4X, 13 SPDT 9012GCW2 5B420 
170 to 5600 psi 289 to 1260 psi Piston 4, 4X, 13 SPDT 9012GCW3 3FKA4 
0.2 to 10 psi 0.6 to +0.1 psi Diaphragm 4, 4X, 13 SPDT 9012GDW1 3FKA5 
1 to 40 psi 1.6 to 0.4 psi Piston 4, 4X, 13 SPDT 9012GDW2 3FKA6 
1.5 to 75 psi 3 psi Diaphragm 4, 4X, 13 SPDT 9012GDW4 3FKA7 
3 to 150 psi 6 to 0.8 psi Diaphragm 4, 4X, 13 SPDT 9012GDW5 3FKA8 
3 to 150 psi 6 to 0.8 psi Diaphragm 4, 4X, 13 SPDT 9012GDW5E3 3FKA9 
3 to 150 psi 6 to 0.8 psi Diaphragm 4, 4X, 13 SPDT 9012GDW5G22 3FKC1 
3 to 150 psi 6 to 0.8 psi Diaphragm 4 4X, 13 SPDT 9012GDW5K1 3FKC2 # 
5 to 250 psi 10 to 1.5 psi Diaphragm 4, 4X, 13 SPDT 9012GDW6 3FKC3 
20 to 1000 psi 59 psi Diaphragm 4, 4X, 13 SPDT 9012GFW1 3FKC4 
90 to 2900 psi 170 to 15 psi Diaphragm 4, 4X, 13 SPDT 9012GFW2 3FKC5 
90 to 2900 psi 170 to 15 psi Diaphragm 4, 4X, 13 DPDT 9012GFW22 3FKC6 
Dual Stage Pressure Switches 
1.5 to 75 psi 6 to 30 psi Diaphragm 4, 4X, 13 SPDT 9012GKW4 3FKC9 No. 1V620 
3 to 150 psi 12 to 75 psi Diaphragm 4, 4X, 13 SPDT 9012GKW5 3FKD1 
5 to 250 psi 22 to 110 psi Diaphragm 4, 4X, 13 SPDT 9012GKW6 3FKD2 
Differential Pressure Switches 
0 to 175 psi 0.5 to 36 psi Diaphragm 4, 4X, 13 SPDT 9012GGW4 3FKC8 
0 to 175 psi 0.5 to 36 psi Diaphragm 4, 4X, 13 DPDT 9012GGW24 3FKC7 
Mfr. Item 
Description For Use With Model No. 
Repair Kits 
Actuator Assembly, Nitrile (Buna-N) Diaphragm Square D 9012GB, GE, GH Series Pressure Switches 9998PC178 3CTT3 
Diaphragm Assembly, Nitrile (Buna-N) Diaphragm Square D 9012GA, GD, GN Series Pressure Switches 9998PC265 3CTT4 
Diaphragm Assembly, Nitrile (Buna-N) Diaphragm Square D 9012GA, GD, GG, GK, GN Series Pressure Switches 9998PC267 3CTT5 
Actuator Assembly, Nitrile (Buna-N) Diaphragm Square D 9012GA, GD, GG, GK, GN Series Pressure Switches 9998PC268 3CTT6 
Actuator Assembly, Nitrile (Buna-N) Diaphragm Square D 9012GA, GD, GG, GK, GN Series Pressure Switches 9998PC269 3CTT7 
Piston Assembly, Stainless Steel Piston, Fluorocarbon (VITON) Diaphragm and O Rin Square D 9012GC, GF, GJ, GQ Series Pressure Switches 9998PC271 3CTT8 
Piston Assembly, Stainless Steel Piston, Fluorocarbon (VITON) Diaphragm and O Rin Square D 9012GC, GF, GJ, GQ Series Pressure Switches 9998PC273 3CTT9 
DPDT Snap Switch Square D 9012GA, GB, GC, GD, GE, GF, GG, GJ Series Pressure Switches 9998PC314 3CTU1 





* Differential adds to range setting and determines operating point on rising pressure. t “4"-18 NPT external thread (male). # With 120V neon pilot light. # External range adjustment slotted 
for a screwdriver. ** With 120VAC/DC red neon pilot light. t{} Locks on rising pressure; manual reset only. #4 With 24VDC LED pilot light. 


Pressure Control Switches 




















= NEMA B300 (5A/300V) = Temp. range: -40° to 160°F Feature a clear cover with visible 
= 6A, 12VDC; 15A/250VAC a Y%" FNPT pressure scale. UL and C-UL 
resistive = P54 enclosure (CE) Listed. CE Certified. 
= '/4 HP at 120/240V = NEMA 1 (UL) 
Factory On/ Mfr. Item 
Range Off Settin Differential Model No. 
0.6 to 29 psi 8/20 psi 1 to 28 psi MDR-F 2H-S UL 127103 
1 to 58 psi 15/40 psi 2.2 to 54 psi MDR-F 4H-S UL 127104 
2.9 to 116 psi 30/60 psi 4.4 to 112 psi MDR-F 8H-S UL 127105 
4.4 to 145 psi 60/75 psi 5.8 to 138 psi MDR-F 10H-S UL 127106 
5.8 to 232 psi 80/160 psi 8.7 to 225 psi MDR-F 16H-S UL 12T107 
11.6 to 464 psi 145/290 psi 17.4 to 450 psi MDR-F 32H-S UL 127108 
58 to 870 psi 290/580 psi 58 to 810 psi MDR-F 60HH-S UL 127109 No. 12T103 
116 to 1740 psi 580/1160 psi 116 to 1610 psi MDR-F 120HH-S UL 127110 
203 to 3625 psi 1450/1900 psi 174 to 3450 psi MDR-F 250HH-S UL 127111 
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ELECTRICAL 
Pressure Switches 


scan. Order. Done. |= f= 
Details on page Al. 








by Schneider Electric 


Industrial Pressure 


Switches 


= SPDT switch 

= Y," female inlet, except male No. 3FJY9 

= Rated 10A 

= Ambient temp. range: -10° to 185°F 

= Media temp. range: -40° to 250°F 
Designed to control or monitor pressure using 
air, oil, water, or other compatible fluids. 
Easily adjustable range and differential. Buna 








SASHCROFT 


Harsh Environment 


Pressure Switches 


= Y" FNPT inlet port 

= Stainless steel pressure connection 
= Viton® actuator seal 

= Temp. range: 20° to 300°F 





No. 5LB44 





vet No. 1A352 
For harsh environments using pumps, compressors, hydraulic systems, and N diaphragms. UL Listed and CSA Certified. 

HVAC equipment. Watertight enclosure meets NEMA 3, 4, 4X, and 13, and IP66. : aise pena _ Se be 
: : ange ifferentia ype ating : 
Fixed deadband. Switch rated 15A at 125/250VAC; 0.5A at 125VDC. 0.2 to 10 psi 0.4 to 0.9 psi Diaphragm 1 9012GNG1 3FJY6 

Contact Mfr. Item 1 to 40 psi 1.2 to 3.6 psi Diaphragm 1 9012GNG3 3FJY7 

Range Form Model No. 1.5 to 75 psi 2.2 to 6.6 psi Diaphragm 1 9012GNG4 3FJY8 

1.5 to 15 psi SPDT B424VXCYLM15 5LB41 1.5 to 75 psi 2.2 to 6.6 psi Diaphragm 1 9012GNG4Z  3FJY9 

3 to 30 psi SPDT B424VXCYLM30 5LB42 3 to 150 psi 4.2 to 13.2 psi Diaphragm 1 9012GNG5 = 1A352 

6 to 60 psi SPDT B424VXCYLM60 5LB43 5 to 250 psi 7.4 to 33.6 psi Diaphragm 1 9012GNG6 = 1A353 

10 to 100 psi SPDT B424VXCYLM100 5LB44 5 to 250 psi 7.4 to 33.6 psi Diaphragm 1 9012GNO6 —- 3FuZ1 

20 to 200 psi SPDT B424VXCYLM200 5LB45 20 to 675 psi 19 to 58.8 psi Diaphragm 1 9012GPG2 3FKD3 

40 to 400 psi SPDT B424VXCYLM400 5LB46 90 to 2900 psi 141 to 455 psi Piston 1 9012GQG2 3FJz2 

60 to 600 psi SPDT B424VXCYLM600 36K013 170 to 5600 psi 200 to 950 psi Piston 1 9012GQG3 —-3FUZ3 

100 to 1000 psi SPDT B424BXCYLM1000 36K014 3 to 150 psi 4.2 psi Diaphragm 1 9012GRG5 3FJz4 

300 to 3000 psi SPDT B424BXCYLM3000 36K015 1.5 to 75 psi 2.2 to 0.4 psi Diaphragm 1 9012GRO4  —- 3FUZ5 
Honeywell 


Pressure Switches 


= 5000 series = Glass reinforced 








= ¥-27" MNPT Port polyester enclosure 
= Temp. range: -40° to 250°F = Screw terminal connection 
Factory On/ Contact NEMA Mfr. Item 
Range Off Setting Form Rating Model No. 
146 208 1.5/3 psi SPST-NO Not Rated 76051 232327 
P 1.5/3 psi SPST-NC Not Rated 76061 232333 
3.1107 psi 3.1/7 psi SPST-NO Not Rated 76575 232336 
nee 3.5/7 psi SPST-NC Not Rated 76577 237337 
10 psi SPST-NO Not Rated 76576 232343 
8 to 13 psi 8/13 psi SPST-NC Not Rated 76578 232344 
8/13 psi SPDT-NO/NC Not Rated 76580 232345 
{Ate oA os 14/23 psi SPST-NO Not Rated 76052 232328 
P 15/24 psi SPDT-NO/NC Not Rated 76072 232341 
25 to 50 psi 35 psi SPST-NO Not Rated 76053 232329 
60/90 psi SPST-NO Not Rated 76054 232330 
51 to 90 psi 60 psi SPST-NC Not Rated 76064 232335 
No. 232333 60 psi SPDT-NO/NC Not Rated 76074 232342 
91 to 150 psi 100 psi SPST-NO Not Rated 76055 232346 
Pressure Switch Boot Direct Action Blade Contact 79380 232347 
— 
(in Ga a Sensors 
ifm efector i. f= 
_ 
Pressure Transmitters (¢ .’ ee 
eb hsireeoee! " Transmitters 
~~ = 4" 18 NPT 


Provide high-burst and overpressure protection 
and exceptional reliability. Feature stainless 
steel housing. 0.15% of full range repeatabil- 
ity. Models available for vacuum, pneumatic, 
hydraulic, and hydrostatic level applications. 


= Temp. range: -22° to 185°F 
These compact transmitters 
feature a thin film technol- 
ogy that reduces noise levels, 








No. 35T575 
9.6 to 32VDC, 16 to 32VDC, temperature coefficients, 7 
4 to 20mA Output 0 to 10VDC Output and helps to achieve a high 
Mfr. Item Mfr. Item i 
Aanige Model No. Model No. level of accuracy. Compatible 
1," MNPT with most types of fluids, and 
-14.5 psi to 0 psi PX3229 351575 PX9119 351587 can be mounted in the most 
0 to 100 "H20 PX3228 351576 PX9118 351588 No. 25UX05 
nfin ; 
0 to 15 psi PX3227 351577 PX9117 351589 confined spaces 
0 to 30 psi PX3226 351578 PX9116 357590 Item 

0 to 100 psi PX3294 351579 PX9114 357591 Range Power Required Output Wetted Materials No. 

0 to 150 psi PX3244 351580 = = 0 to 150 psi 12t024VDC = 4 to 20maDC TAAL Staines Steel, 25UX05 

0 to 200 psi PX3234 357581 PX9134 357592 RATES eS 

0 to 250 psi PX3233 351582 — — 0 to 1000 psi 12 to 24VDC 4to20mADG "34 peri ' 25UX09 

0 to 500 psi PX3223 351583 — — ; yoo. 1/-4PH Stainless Steel, peo 

0 to 1000 psi PX3222 357584 PX9112 357593 0 to 2000 psi 14 to 30VDC 0 to 10VDC 304 Stainless Steel | 29UX20 

0 to 3000 psi PX3111 351585 PX9111 351594 17-4PH Stainless Steel, 

0 to 5000 psi PX3220 357586 PX9110 357595 0 to 3000 psi 14 to 30VDC Oto 10VDC "304 Stainless Steel 2UX21 
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GRAINGER CHOICE” ELECTRICAL 
Find the yl. Find Solutions. Find Great Prices. Float & Vacuum Switches 
a [D] sauareD 
Float Switches by Schneider Electric 
= Rated up to 5 HP at 230VAC Designed to control small motor loads directly. HP rating: 2 HP at 115YV, 
= 2-pole 3 HP at 230V 1-phase, 5 HP at 230V 3-phase. Side-mount switches 


= Rated 10A, 600VAC 
= Ambient temp. range: -22° to 220°F 
= Conduit entry: NEMA 1, 2"; NEMA 4, 7, 9, %4" 


include external pointer, nameplate, rod, and float. Class 9036 
switches are single-lever operated. 




















NEMA 1 NEMA 1 NEMA 4 NEMA 7, 9 
Close On Rise Open On Rise Close On Rise Close On Rise - ; 
Mfr. Item Mfr. Item Mfr. Item Mfr. Item ie | 
Description Model No. Model No. Model No. Model No. \ 
Class 9036 Open Tank Float Switches \ ie 
Top Mount 9036DG2 2FH59 9036DG2R 2FH61 9036DW31 2FH65 9036DR31 2FH62 . 
Top Mount, Compensating Spring 9036DG2C 2FH60 9036DG2CR 3DZR9 9036DW31C 3DZU1 9036DR31C 3DZT9 
Top Mount, Flange Mount 9036DG2S1 2FP39 — — — — — — ‘ 
High Force, Top Mount 9036GG2 2FH68 9036GG2R 2FH/0 9036GW1 2FH72 9036GR1 3DZU6 
High Force, Top Mount, Compensating Spring 9036GG2C 2FH69 — — — — — — 
Class 9038 Open Tank Alternators 
Single Lever 9038AG1 2FJO1 — — 9038AW1 2FJ05 9038AR1 3DZY1 
Single Lever, Compensating Spring 9038AG1C 3DZX5 — _— — — — — 
Class 9038 Closed Tank Alternators No. 2FH59 
Top Mount, 2%" Hinge Post, Min. Water Level 9038DG7 2FJ15 _— _ _— — — — 
Top Mount, 2%" Hinge Post, Max. Water Level 9038DG8 2FJ16 — — 9038DW8 3EAA1 9038DR8 3DZZ9 
Top Mount, 41%6" Hinge Post, Min. Water Level 9038DG9 2FJ17 _— _ _— — — — 
Class 9037 Closed Tank Float Switches 
Top Mount, 2%" Hinge Post, Min. Water Level 9037EG8 2FH77 (9037EG8R1F1 3DZV3 — — — — 
Top Mount, 4'M%6" Hinge Post, Min. Water Level | 9037EG10 3DZV2 — _ — — — — 
Top Mount, 2%" Hinge Post, Max. Water Level 9037EG9 2FH/8 = _ 9037EW9 3DZV4 = — 
Accessories 
Float Kit, 7" Tapped 3048S Float, 5' Brass Rod, 2 Stops 9049A6 2FJ26 
Float Kit, 7" Center Hole 304SS Float, 5' Brass Rod, 4 Stops 9049A6C 3EAAS 
Float Kit, 7" Center Hole 316SS Float, 5' SS Rod, 4 Stops 9049A6CS 2FJ28 
Float Kit, 7" Center Hole 3168S Float, 5' Brass Rod, 2 Stops 9049A6S 3EAA6 
NEMA 1 NEMA 1 NEMA 4 
Min. Water Max. Water Close On Rise Open On Rise Close On Rise 
Float Rod Level Level Mfr. Item Mfr. Item Mfr. Item 
Angle Adjustment Adjustment Model No. Model No. Model No. 
Class 9037 Closed Tank Float Switches, Right Float Position 
45° 2 Q 9037HG33 2FH90 9037HG33R 2FH91 9037HW33 2FH98 
90° 2 5 9037HG35 2FH93 — — 9037HW35 3DZX4 
90° 2 7 9037HG37 2FH96 — — — — 
90° 2 11% 9037HG31 2FH85 9037HG31R 3DZV8 — — 
Class 9038 Closed Tank Alternators, Right Float Position 
90° 6% 13 9038CG31 2FJ08 — — 9038CW31 3DZZ5 
90° 4 1% 9038CG33 2FJ10 — — 9038CW33 3DZZ6 
Class 9037 Closed Tank Float Switches, Left Float Position 
45° 2 5 9037HG34 2FH92 9037HG34R 3DZW5 9037HW34 3DZX3 
90° 2 5 9037HG36 2FH94 — — — — ~ 
90° 2 rs 9037HG38 3DZX1 — — — — 
90° 2 Bu 9037HG30 2FH83 9037HG30R  3DZV6 9037HW30  3DZX2 No. 2FH90 
90° 2 11% 9037HG32 2FH86 — — _— _— 
Class 9038 Closed Tank Alternators, Left Float Position 
90° 6% 13 9038CG32 2FJ09 — — 9038CW32 2FJ14 
90° 4 1% 9038CG34 3DZY8 — — — — 
90° A/a 9% 9038CG36 2FJ11 — — — — 
Accessories 
Rod, Ss, 144" Long 9049ER1 SEAA7 
Rod, SS, 12%" Long 9049ER12 3EAA8 
Rod, 5s, 3%" Long 9049ER3 3EAA9 
Rod, $s, 5%" Long 9049ER5 3EAC1 
Float 2.5" dia., Length 7", 3045S 9049HF3 3EAC3 
Float 3.62" dia., Length 4%", 3048S 9049EF1 2FJ35 
; [D] sauareED 
Vacuum Switches by Schneider Electric 
= Diaphragm actuated SERIES GVG ¢€ 
= Rated 10A, 600VAC Designed as companions to Class 9036 
= Ambient temp. range: -10° to 185°F — and Class 9037 Type GG float switches 
= Media temp. range: -40° to 250°F commonly used on vacuum heating ' 
Monitor and control vacuum conditions in pumps. HP rating: 2 HP at 110VAC, 3 
sensitive control applications. UL Listed, | HP at 220VAC, 5 HP at 440-550VAC. 
CSA Certified. GAW series is CE Certified. GAW Series GVG Series 
Port Contact Mfr. Item 
Range Differential Type Features Form Model No. 
Series 9013GAW 
0 to 25"Hg 5 to 20"Hg 1-Port %4-18" FNPT — SPDT 9016GAW2 2FH46 
0 to 28.3'Hg 0.8 to 9"Hg 1-Port %4-18" FNPT — DPDT 9016GAW21 2FH47 
0 to 28.3"Hg 1 to 9"Hg 1-Port %4-18" FNPT Mounting Feet DPDT 9016GAW21F  3HAM1 
Oto 28.7'Hg 0.8 to 9"Hg 1-Port %4-18" FNPT — SPDT 9016GAW1 2FH45 
Oto 28.7'Hg 0.8 to 9"Hg 1-Port %4-18" FNPT Mounting Feet SPDT 9016GAW1F 3HAL7 
Oto 28.7'Hg 0.8to9"Hg 1-Port %4-18" FNPT, 1-Port %-14" MNPT Yo" - 14 NPT external, 4" - 18 NPT internal SPDT 9016GAW1Z16 3HAL9 
Series 9013GVG 
0 to 25"Hg 5 to 10"Hg 1-Port %4-18" FNPS — DPST  9016GVG1J09 2FH48 
0 to 25'Hg 5 to 10"Hg 1-Port %4-18" FNPS — DPST  9016GVG1J10 2FP36 
0 to 25"Hg 5 to 10"Hg 1-Port %4-18" FNPS — DPST  9016GVG1J13 2FP38 
5 to 25'Hg 5 to 10"Hg 1-Port %4-18" FNPS 3 Way Lever, Namplate Marked: Float Only, Vacuum and Float, Continuous DPST 9016GVG1J09E S3HAM3 
5 to 25'Hg 5 to 10"Hg 1-Port %4-18" FNPS With Mounting Bracket, 3 Way Lever, Marked: Float Only, Vacuum and Float, Continuous DPST 9016GVG1JO9EF 3HAM4 
5 to 25"Hg 5 to 10"Hg 2-Port 4-18" MNPT Ya" male pipe thread on pressure connection DPST 9016GVG1J09Z 3HAM5 
5 to 25'Hg 5 to 10"Hg 1-Port %4-18" FNPS With Mounting Bracket DPST  9016GVG1J10F 3HAM6 
5 to 25'Hg 5 to 10"Hg 1-Port %4-18" FNPS — DPST  9016GVG1J12 3HAM/7 
5 to 25'Hg 5 to 10"Hg 1-Port %4-18" FNPS 3 Way Lever, Namplate Marked: Float Only, Vacuum and Float, Continuous DPST 9016GVG1J13E 3HAM8 
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CAUBBELL) 


WIEGMANN Hallman 
NEMA 3R 


Provide protection in outdoor applications against 
rain, sleet, and snow, or indoors against dripping 
water. Use as wiring box or junction box. Feature 
slip-on cover that is securely fastened with screws. 
Drip shield top and smooth seamless sides and front. 


Screw Cover Pull Boxes 

Suitable for use as a junction or pull box in commercial 
and industrial applications. UL Listed and CSA Certified. 
NEMA 1 


Feature mounting holes on back of box. Cover design 
allows easy removal without extracting cover screws. 


NO KNOCKOUTS WITH KNOCKOUTS 
Painted Galvanized Painted Galvanized 
Wiegmann | Hoffman Wiegmann | Hoffman | Wiegmann Hoffman | Wiegmann | Hoffman 
Item Item Item Item Item Item Item Item 
H D No. No. No. No. No. No. No. No. 
NEMA 1 
8" 8 Ye" 6" 1ZHL2 — — — — — — — 
4.00" 4.00" — 3.00" — — — — — — — 32FG37 
4.00" 4.00" = 4.00" 1ZHK7 32FG35 6JYU7 32FG34 4KP26 32FG32 6JZA5 32FG33 
6.00" 4.00' 4.00" | 4DMU2 32FG39 6JYX9 32FG38 4DMU1 — 6JYX8 — 
6.00" 6.00" — 3.00" — — — — — 32FG36 — — 
6.00" 6.00’ 4.00" 1ZHK8 32FG43 6JYU8 32FG42 4KP27 32FG40 6JZA6 32FG41 
6.00" 6.00" 6.00" | 4DMU3 32FG47 6JYYO 32FG46 1ZHK9 32FG44 6JYU9 32FG45 
8.00" —_6.00' 4.00" | 4DMU6 32FG50 6JYY3 — 4DMU4 32FG48 6JYY1 32FG49 
8.00" 6.00" 6.00" | 4DMU7 32FG53 6JYY4 32FG52 4DMU5 32FG51 6JYY2 — 
8.00" 8.00° 4.00" 1ZHL1 32FG57 6JYVO 32FG56 4KP28 32FG54 6JZA/ 32FG55 
8.00" 8.00’ 6.00" — 32FG61 6JYV1 32FG60 4KP29 32FG58 6JZA8 32FG59 
8.00" 8.00" 8.00" | 4DMT6 32FG64 6JYX6 32FG63 4DMT1 32FG62 6JYX1 — 
10.00" 8.00" 4.00" | 4DMU8 32FG67 6JYY5 32FG66 4DMR6 32FH41 6JYW7 32FG65 
10.00" 8.00" 6.00" | 4DMU9 32FG7/1 6JYY6 32FG70 4DMR9 32FG68 6JYX0 32FG69 
10.00" 10.00" 4.00" 1ZHL3 32FG75 6JYV2 32FG74 4KP30 32FG72 6JZA9 32FG73 
10.00" 10.00" 6.00" 1ZHL4 32FG79 6JYV3 32FG78 4KP31 32FG76 6JZC0 32FG77 
12.00" 8.00’ 4.00" — — — — — 32FH42 — — 
12.00" 10.00" 4.00" | 4DMV2 — 6JYY8 32FG82 4DMR7 32FG80 6JYW8 32FG81 
12.00" 10.00" 6.00"  4DMV3 32FG85 6JYY9 32FG84 4DMV1 — 6JYY7 32FG83 
12.00" 12.00" 4.00" 1ZHL5 32FG89 6JYV4 32FG88 4KP32 32FG86 6JZC1 32FG87 
12.00" 12.00" 6.00" 1ZHL6 32FG93 6JYV5 32FG92 4KP33 32FG90 6JZC2 32FG91 
12.00" 12.00" 8.00" | 4DMV5 32FG97 6JYZ1 32FG96 4DMV4 32FG94 6JYZ0 32FG95 
15.00" 12.00" 4.00" | 4DMV8 — 6JYZ4 — 4DMV6 — 6JYZ2 — 
15.00" 12.00" 6.00" | 4DMV9 — 6JYZ5 — 4DMV7 — 6JYZ3 — 
15.00" 15.00" 4.00" | 4DMT3 32FHO6 6JYX3 32FHO5 4DMR8 — 6JYW9 — 
15.00" 15.00" 6.00" 1ZHL8 — 6JYV7 — 1ZHL7 — 6JYV6 — 
16.00" 12.00" 4.00" — 32FH10 — 32FG99 — 32FH43 — 32FG98 
16.00" 12.00" 6.00" — 32FHO4 — 32FHO3 — 32FHO1 — 32FHO2 
16.00" 15.00" 6.00" — — — — — — — 32FHO8 
16.00" 16.00" 4.00" 6HYF8 — 6HYGO — 6HYF/ — 6HYF9 — 
16.00" 16.00" 6.00" — 32FH44 — 32FHO9 — 32FHO7 — — 
18.00" 12.00" 4.00" — — — — — 32FH45 — — 
18.00" 12.00" 6.00" — 32FH47 — — — 32FH46 — — 
18.00" 18.00" 4.00" | 1ZHN1 32FH13 6JYV9 32FH59 1ZHL9 32FH11 6JYV8 32FH12 
18.00" 18.00" 6.00" | 1ZHN3 32FH17 6JYW1 32FH16 1ZHN2 32FH14 6JYWO 32FH15 
18.00" 18.00" 8.00" | 4DMW2 32FH20 6JYZ7 32FH19 4DMW1 — 6JYZ6 — 
18.00" 18.00" 10.00" — — — — — 32FH18 — — 
24.00" 12.00° 4.00" — 32FH22 — — — — — — 
24.00" 18.00" 4.00" | 4DMW6 — 6JZA1 — 4DMW3 — 6JYZ8 — 
24.00" 18.00" 6.00" | 40MW7 32FH24 6JZA2 — 4DMW4 32FH48 6JYZ9 32FH23 
24.00" 18.00" 8.00" | 4DMW8 — 6JZA3 32FH26 4DMW5 32FH25 6JZA0 — 
24.00" 20.00" 8.00" — 32FH32 — — — — — — 
24.00" 24.00" 4.00" | 4DMT4 32FH28 6JYX4 32FH27 — 32FH21 — — 
24.00" 24.00" 6.00" | 1ZHN5 32FH30 6JYW3 32FH29 1ZHN4 32FH51 6JYW2 — 
24.00" 24.00" 8.00" | 1ZHN7 32FH52 6JYW5 32FH61 1ZHN6 32FH31 6JYW4 — 
24.00" 24.00" 10.00" — 32FH49 — — — — — — 
24.00" 24.00" 12.00" — 32FH50 — 32FH60 — — — — 
30.00" 24.00" 6.00" | 4DMT5 32FH35 6JYX5 32FH34 4DMW9 32FH33 6JZA4 — 
30.00" 24.00" 8.00" | 4DMT7 32FH37 6JYX7 32FH36 4DMT2 — 6JYX2 — 
30.00" 30.00" 8.00" | 1ZHN8 32FH54 6JYW6 32FH38 — — — — 
30.00" 30.00" 12.00" — 32FH53 — — mo — — — 
36.00" 24.00" 8.00" — 32FH39 — — — — — — 
36.00" 36.00" 6.00" — 32FH56 — — — — — — 
36.00" 36.00" 8.00" — 32FH5/ — 32FH63 — — — — 
36.00" 36.00" 12.00" — 32FH55 — 32FH62 — — — — 
48.00" 48.00" 12.00 — 32FH58 — — — — — — 
NEMA 3R 
4.00" 4.00" 4.00" — — 6HYG1 — 1ZHH5 32FH66 6JZC3 32FG03 
6.00" 4.00" 4.00" — — 6HYG2 — 3A909 — 6JZE4 32FG04 
6.00" 6.00" 4.00" — 32FH96 6HYG3 32FG18 * 1ZHH6 32FH6/ 6JZ04 — 
6.00" 6.00" ~— 6.00" — 32FH97 6HYG5 — 1ZHH7 32FH68 6JZC5 32FG05 
8.00" 6.00" 4.00" — — 6HYG4 — 60725 32FH98 6JZF2 — 
8.00" 6.00" — 6.00" — — 6HYG6 — 60727 — 6JZF4 — 
8.00" 8.00" 4.00" — 32FH99 6HYG7 32FG19 * 3A910 32FH69 6JZE5 32FG06 
8.00" 8.00" — 6.00" — 32FJ01 6HYHO 32FG20 * 1ZHH8 32FH7/0 6JZC6 32FG07 
10.00" 8.00" 4.00" — — 6HYGS8 — 3A911 32FH80 6JZE6 — 
10.00" 8.00" 6.00" — — 6HYG9 — 60728 32FH81 6JZF5 — 
10.00" 10.00" 4.00" — 32FH78 6HYH2 — 1ZHH9 32FH/1 6JZC7 32FG08 
10.00" 10.00" 6.00" — 32FH79 6HYH3 — 1ZHJ1 32FH7/2 6JZC8 32FG09 
12.00" 8.00" 6.00" — — 6HYH1 — — — — — 
12.00" 10.00" 4.00" — — 6JYR8 — 6C726 — 6JZF3 — 
12.00" 10.00" 6.00" — — 6JYRI — 3A912 32FH82 6JZE7 — 
12.00" 12.00" 4.00" — 32FH83 6JYTO 32FG14 * 1ZHJ2 32FH73 6JZC9 32FG10 
12.00" 12.00" 6.00" — 32FH85 6JYT1 32FG15 * 1ZHJ3 32FH84 6JZD0 32FG11 
12.00" 12.00" 8.00" — 32FH86 — — 4DMR4 32FH7/4 6JZE8 32FG12 
15.00" 12.00" 4.00" — — 6JYT3 — 2W833 — 6JZE3 — 
15.00" 12.00" 6.00" — — 6JYT4 — 4DMT8 — 6JZFO — 
16.00" 12.00" 6.00" — — — — — 32FH87 — — 
18.00" 12.00" 6.00" — — 6JYT5 — — 32FH88 — — 
18.00" 15.00" 6.00" — — 6JYT6 — 60729 — 6JZF6 — 
18.00" 15.00" 8.00" | 4DMR5 — — — — — 6JZE9 — 
18.00" 18.00" 4.00 — — 6JYT7 — — — — — 
18.00" 18.00" 6.00 — 32FH89 6JYT8 32FG16 ~* 1ZHJ4 32FH7/5 6JZD1 32FG13 
18.00" 18.00" 8.00 == 32FH90 = — 4DMT9 32FH/6 6JZF1 — 
24.00" 18.00" 6.00 — —_ 6JYT9 — — — — — 
24.00" 24.00" 6.00 — 32FH94 6JYU0 — — 32FH93 — — 
24.00" 24.00" 8.00 6HYC1 32FH95 — 32FG17 * — 32FH/7 — — 
24.00" 24.00" 12.00 —— 32FH92 —— — — 32FH91 —_ — 
30.00" 30.00" 12.00 — — — — — 32FH64 — — 
36.00" 36.00" 12.00 — — — — — 32FH65 — — 
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Find the wy. Find Solutions. Find Great Prices. Enclosures 
NEMA 1 NEMA 3R ; 
Wiegmann Hoffman Wiegmann Hoffman CRUBBELL) 
Interior Item Interior Item Interior Item Interior Item = Hollman 
H W | Panel* OD No. Panel* OD No. Panel* OD No. Panel* OD No. WIEGMANN 
ent eon 4.00" 1ZHF6 32FT21 4.00" 32FA83 H 
8.00" 6.00", 2W821 4.00" 2W818 | 32FT22 4.00" 32FA84 = Sn es = Hinged Cover NEMA 1 
8.00" 6.00°| 2W821 6.00" GHXY6 — oo = = 
8.00" 8.00"| 6C754 4.00" GHXY7 | 32FT23 4.00" 32FA85 = = = and 3R Enclosures 
8.00" 8.00°| 6C754 6.00" GHXY8 39FT23 6.00" 32FA86 So — oo 
10.00" 8.00") 3A904 4.00" 3A903 | 32FT05 4.00" 32FA73 =a =e Steel with ANSI 61 gray polyester powder-coated 
10.00" 8.00} 3A904 6.00" 6HXY9 32FT05 6.00" 32FA74 See Ss inich inci 
PeOTAAO" CH EADO LOG" BHT SOrTOT 1b OETA = = = = = = finish inside and out. NEMA 1 enclosures include a 
10.00" 10.00") 31LA20 6.00° 14ZHF7 | 32FT04 6.00° 32FA72 = = flush style latch and NEMA 3R enclosures have a 
12.00" 10.00" 3A937 4.00" GHXZ1__| 32FTO6 6.00" _32FA75 SS =a padlockable hasp. Optional interior panels are avail- 
12.00" 10.00". 3A937 6.00" 3A905 = SS = = =a a bI tabla below Ul Listed and CSA Certified 
12.00" 12.00" 2W822 4.00" 2W819 | 32FT07 4.00" 32FA76 Se Se able, See ladle DEIOW. Isted an ertined. 
12.00" 12.00") 2W822 6.00" 1ZHF8 39FT07 6.00" 32FA70 SS a 
12.00" 12.00" 2W822 8.00" GHXZ2 39FT07 8.00" 32FA77 S—— = 
14.00" 12.00" 2W823 6.00" 2W820 39FT08 4.00" 32FA78 = =a 
14.00" 12.00", 2W823 8.00" 3A940 39FT08 6.00" 32FA79 =a =e 
14.00" 12.00". — = 39FT08 8.00" 32FA80 =< = | 
16.00" 12.00" 31LA17 6.00° 6HXZ3 39FT09 9.62" 32FA54 | 2W827 6.00° 3A921 | 32F125 6.00° 32FC26 NEMA 1 
16.00" 12.00" Included 6.00" 3A906 3°FT10 6.00" 32FA81 ——. ee 
16.00 12001 — .—. — 39FT09 6.62" 32FA53 = = No. 2W818 
16.00" 16.00" Included 6.00" GHXz4 39FT11 6.62" 32FA55 | 31LA18 6.00° GHYA7 | 32F128 6.00° 32FC29 | sj 
18.00" 18.00" — = =e = 32FT30 6.00" 32FC37 
18.00" 18.00". — — = SoS =e 32FT30 10.00° 32FC36 
20.00°12.00) — — — | KB. 6.09" 32FA82 Se. = SS] eS le | 
30.00" 16.00"! Included 6.00° 3A907 32FT12 6.62 32FA56 | 2W828 6.00 6C718 | 32FT31 6.00 32FC30 | 
20.00" 16.00"! Included 8.00" 3A908 32FT12 9.62" 32FA57 = =. 
20.00" 20.00"! Included 6.00" GHXZ5 32FT13 6.02" 32FA51 | 3A922 9.00" 5W278 | 32FT35 8.00" 32FC31 
20.00" 20.00" Included 8.00" 6HXZ6 32FT13 9.62" 32FA58 a == 
24.00° 16.00" — = 39FT14 6.62" 32FA59 — = = = =. 
94.00" 20.00" Included 6.00" 6C714 32FT15 6.02" 32FA60 | 2W829 9.00" 6OHYAS | 32F140 0.00 32FC32 ; 
24.00" 20.00" Included 8.00" 5W275 39FT15 9.62" 32FAG1 = = a 
24.00" 24.00" 340523 6.00" 6HXZ7 39FT16 6.62" 32FAG2 | 2W829 9.00° 4KP25 | 32F144 10.00° 32FC38 J 
24.00" 24.00"| Included 8.00° 6HXZ8 | 32FT16 8.62" 32FA63 —  —  — | 32FT44 8.00" 32FC33 NEMA1 5 , He 
30.00" 24.00" Included 8.00" 6C715 30FT17 6.02" 32FA64 | 3A924 8.00" 6C719 | 32FT50 8.00 32FC34 No. 4KN71 a ‘a 
30.00" 24.00"! Included 10.00° 5W276 3°FT17 9.62" 32FA65 a — J Ve 
30.00" 30.00) — = 39FT18 9.62" 32FA66 | 31LA19 12.00° GBHYAQ | 32F154 12.00° 32FC39 + 
36.00" 24.00" Included 8.00° 6C716 32FT19 6.62" 32FAG7 | 3A932 12.00° 6C720 | 32FT55 12.00" 32FC35 ie 
36.00" 24.00". — ee 32FT19 9.62" 32FA52 a eres ae ee wk 
36.00" 30.00°| None 12.00° 5W277 39FT20 6.62" 32FA68 a 39F157 12.00° 32FC40 om 
36.00" 30.00) — == 39FT20 8.62" 32FA69 =. = = . 
36.00" 36.00. — = = = 340493 12.00" GHYCO | 32FT61 12.00" 32FC41 
With Knockouts 
5.00" 4.00"| — 3.00" 1ZGY6 =a a a oe ee = 
6.00" 6.00"| — 4.00" 4KN71 So = 30FT21 4.00" 32FC52 eT 
8.00" 6.00 | — =: SS 2W821 4.00" 3A913 | 32FT22 4.00" 32FC53 
8.00" 8.00°| — 4.00" 4KN72 = 60754 4.00" GHYA5 | 32FT23 6.00° 32FC47 | 
8.00" 8.00") — = =a 60754 6.00" 6C717 ee 
10.00" 8.00", — == So 34904 6.00" 1ZHH4 | 32FT05 6.00" 32FC49 | 
2.00" 10.00" — 4.00" 6HXV6 — 3A937 6.00" 3A939 | 32FT06 6.00" 32FC50 | 
12.00" 12.00". — 4.00" 4KN73 =n 2W822 6.00° 6HYAG | 32FT07 10.00" 32FC51 | NEMA oR 
12.00"12.00". — 6.00" 1ZGY7 Ss = << e 3°FT07 6.00" 32FC48 | 
18.00" 12.00" — 4.00" 6HXV7 = — — oS No. 32FC28 
18.00" 15.00" — 4.00" 6HXV8 [a Se = SS oe, | 
18.00" 18.00". — 6.00" 6HXV9 = — — — 
24.00" 18.00". — 6.00" 6HXWO SS i Ss  =— SS | 
* Panel ordering information for Wiegmann is on page 300; ordering information for Hoffman is on page 297. 
_ —f 
— Fi (| 
| { ) 
Zw if )\ . 
Qo No. 2VE20 Geni 
; Sle No. GHYD5 
WIEGMANN WIEGMANN: 


NEMA 1 Wireway Duct and Fittings NEMA 3R Wiring Troughs 


= 16-ga. carbon steel bodies 4" 4" WIREWAY | 6"x6"WiREWay __ | Protect wiring in outdoor installations from rain, sleet, and snow, or 


: soho sie Anite without | With = Without | Wit indoors against dripping water. Feature drip shield top and smooth 
PONE ndetenlile | roeeots Ante outs | Knoetouts | Knockouls | seamless sides that prevent rain, snow, and sleet from entering enclo- 

Straight wireway duct protects electrical | No. No. No. No. _| sure. Embossed mounting holes on back. Slip-on removable cover is 

wiring in locations where dust, dirt, oil, and —f-|_ gu eee __su ech | _¢veso |_ve3>— | fastened with screws located along the bottom edge. Knockouts are 

water are not serious problems. Hinged 3ft.| 2VE26 | 2VE25 | 2VE40 | 2VE39 | located on bottom of enclosure. Gray polyester powder-coated finish 

covers allow easy lay-in of wires. Doors = 24. fueeB | gue | fet ——Svea3— | oF unpainted galvanized steel. UL Listed and CSA Certified. 

can be hung In open position or removed 6 ft. | OVE32 OVE31 OVE46 OVE45 ANSI 61 

from tub. UL Listed and CSA Certified. 10 it.) 2VE34 2VE33 — ast POLYESTER POWDER : GALVANIZED 

0 it 0 With 
WIREWAY | WIREWAY Knockouts | Knockouts | Knockouts | Knockouts 
fata re i H Ww D No. No. No. No. 
Telescope Fitting, Adjustable 9.50 to 15.00" Length 2VE49 2VE50 ae a sa OE ae aye ane 
Bracket Hanger, Hangs From Overhead 2VE51 2VE52 4.00" 4.00" 36.00" 6HYES 1ZHJ7 6HYD7 6JZD4 
Connector 2VE53 2VE54 ot or ao 
End Cap SyEEE—{OVESE 4.00 4.00 48.00° | GHYES 1ZHJ8 | GHYD8 6JZD5 
75° Fibow S¥ES7 1 3VESS 4.00" 4.00" 60.00" | 6HYFO 1ZHJ9 | GHYD9 6JZD6 
3a° Elbow SVEBB | OVERDO 6.00" 6.00" 12.00" | GHYF1 1ZHK1 | 6GHYEO 6JZD7 
Panel Adapter OVEG1 OVE62 6.00" 6.00" 24.00" 6HYF2 1ZHK2 6HYE1 6JZD8 
90° Sweep Elbow OVE64 2VE65 6.00" 6.00" 36.00" 6HYF3 1ZHK3 | 6GHYE2 6JZD9 
Tee 2VE66 2VE67 6.00" 6.00" 48.00" 6HYF4 1ZHK4 | 6HYE3 6JZEO 
Cross 2VE68 | 2VEG9 6.00" 6.00" 60.00" | GHYFS 1ZHK5 | GHYE4 6JZE1 
Reducer, Reduces From 6x6 $q In To 4x4 Sq In = 2VEG3 6.00" 6.00" 72.00" | 6HYF6 1ZHK6 | GHYE5 6JZE2 
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Enclosures Details on page Al. 
304 STAINLESS|316L STAINLESS 
STEEL STEEL 
PAINTED STEEL; NEMA3R, NEMA 3R, 
NEMA 4,12,13) 4, 4X, 12 4, 4X, 12 
1] Interior Item Item Item 
H W D Panel* No. No. No. 
Screw Cover Junction Boxes 
6.00" 6.00" 4.00" — 1ZHP7 ‘+ — — 
| 8.00" 8.00" 4.00" = 17HP8 + = = 
12.00" 12.00" 6.00" — 1ZHR1— t+ _ — 
-— Hinged Cover Enclosures Red 
7 6.00" 4.00" 50" 4LV58 6HXX3 — — 
= 6.00" 4:00" rey 4LV58 — 6HXX4 — 
No. 1ZHP7 No. 4KN97 6.00" 6.00" 4:00" 6XC20 4KN97 6XC06 4KN96 
8.00" 6.00" 3.50" 3A926 4KN98 — — 
8.00" 6.00" 4.00" 3A926 — 6XC07 — 
de 10.00" 8.00" 4.00" 3A928 4KP01 6XC08 4KN99 
; 10.00" 8.00" 6.00" 3A928 4KP02 — — 
hi 12.00" _ 10.00" 5.00" 6XC22 4KP03 — — 
‘ 12.00" _ 10.00" 6.00" 6XC22 — 4KP05 4KP04 
Fr 12.00" _‘ 12.00" 6.00" 4KP36 4KP06 1ZHA3 — 
14.00" 12.00" 6.00" 1TDM5 — 6XC09 — 
No. 2W830 14.00" 12.00" 6.00" 6XC23 4KP08 4KP07 
b 16.00" 14.00" 6.00" 3A930 4KP10 6XC10 4KP09 
¥ Hinged Cover Enclosures, Includes Padlockable Hasp and Print Pocket 
16.00" 12.00" 6.00" 2W827 2W830 6XC24 — 
16.00" 12.00" 8.00" 2W827 6XC16 6XC26 — 
z 16.00" 16.00" 6.00" 31LA18 6HXZ9 6HYC2 _ 
20.00° 16.00" 6.00" 2W828 2W831 60734 — 
| ren 50.00" 1800"10.00°>we28 | BHYAD 1 BHYC3 = 
WIEGMANN’ 90.00" 20.00" 6.00" 3922 | GHYAT GHYC4 = 
20.00° 20.00" 8.00" 3A922 3A923 — 6HYC5 
NEMA 4 and 4X Pcincurek 24.00" 20.00" 6.00"  6XC19 6XC15 6XC25 = 
24.00" 20.00" 8.00" 6XC19 6HYA2 1ZHP4 — 
= 14- S 2400" 24.00" 8.00" 2W829 2W832 6XC27 — 
14-ga. carbon steel and 16-ga. stainless steel . Aa PA A ao SHY = 
= ANSI 61 gray polyester powder-coated finish on painted steel units 30.00" 24.00" 500" aK994 60733 {ZHP5 = 
a 30.00" 24.00" 10.00" _—-3A924 5W279 — _ 
Neoprene gasket on NEMA 4 (JIC) 30.00° 24.00" 12.00" _3A924 —_ 1ZHP6 — 
= Polyurethane foam-in-place seamless gasket on NEMA Type 4 36.00" 94.00" 800" 3N939 6XC17 6XC28 = 
Provide nonsubmersible watertight protection indoors and outdoors where 3b LT = = 
splashing, dripping, or hose-down of noncorrosive liquids can occur. Cover is 36.00° 30.00" 12.00" 3A933 6HYA4 6XC29 — 
mounted to box with a sturdy continuous hinge. All hardware, door clamps, Kecar 36.00 12.00" 340493 — GHYC7 — 
and hinges are stainless steel. Interior panels sold separately (see page 300). Recacement Clamp = = AKP42 
UL Listed and CSA Certified. * Panel ordering information is on page 300. ¢ Rated NEMA 3, 4 only. 
304 304 STAINLESS STEEL |316L STAINLESS STEEL 
PAINTED STEEL | STAINLESS STEEL NEMA 3, 3R, NEMA 3, 3R, 
_! NEMA 4, 12,13 | NEMA3R, 4, 4X,12) 3RX, 4, 4X, 12, 13 3RX, 4, 4X, 12, 13 
— 7 ' i oo : ne : 7 . Htem : Item 
— anel* eries 0. eries 0. eries 0. eries 0. 
—s q 400" 4.00" 3.00" = A51NF 32FE39 = — = — = — 
« 6.00" 4.00" 3.00" 32FR89 | A5iNF 32FE27 — — — — 
i Painted Steel 6.00" 4.00" 3.00" 32FR89 | A5iNF 32FE40 = — — — = — 
| No. 32Fc54 6.00" 4.00" 4.00"  32FR89 — — A51S 32FE44 — _ — — 
1 . 6.00" 6.00° 4.00" 32FR66 | AS5INF 32FE28 A51S 32FE43 — _ — — 
6.00" 6.00° 4.00" 32FR66 | A5INF 32FE41 — — — _ — — 
| 1 8.00" 6.00" 3.50" 32FR93 | A5INF  32FE29 = _ — — = _ 
1 > 8.00" 6.00" 3.50" 32FR93 | A51NF 32FE42 — — — — — —_ 
\ 8.00" 6.00" 4.00"  32FR93 — —_ A51S 32FE46 = —_ = — 
— 10.00" 8.00" 4.00" 32FR67 | A5iNF 32FE30 A51S 32FE47 = —_ = — 
——~ 10.00" 8.00" 4.00" _32FR67 | ASINF  32FE36 — _ — _ — — 
10.00" 8.00" 6.00" 32FR6/ | AS5iNF 32FE31 = _ = — = — 
12.00" 10.00" 5.00" 32FR63 | A5INF 32FE32 — — — — — —_ 
12.00" 10.00" 5.00" 32FR63 | A5iNF 32FE37 — — = _ — — 
12.00" 10.00° 6.00°  32FR63 = _ A51S 32FE49 = _ = — 
12.00" 12.00" 6.00"  32FR68 | A5INF 32FE33 A51S 32FE51 = _ = — 
14.00" 12.00" 6.00°  32FR80 | ASiNF 32FE34 A51S 32FE52 = = 
ea 14.00" 12.00" 6.00"  32FR80 | ASINF 32FE38 — — — —_ — —_ 
a 16.00" 12.00" 6.00°  32FT25 A4 ——-32FC54 — — A4SW3  32FD07 A4SW3 32FD09 
. 16.00" 12.00" 8.00"  32FT25 A4 —_—-32FC55 — — A4SW3  32FD08 A4SW3 32FD10 
16.00" 14.00" 6.00° 32FR69 | ASINF 32FE35 A51S 32FE54 — — — — 
. 16.00" 16.00" 6.00"  32FT28 A4 —_—-32FC56 — — A4SW3  32FD12 A4SW3 32FD11 
eee 20.00° 16.00° 6.00° 32F131_| Ad  32FC57 =e A4SW3  32FD13 = = 
: 20.00° 16.00" 8.00"  32FT31 A4 —-32FC58 — — A4SW3  32FD15 A4SW3 32FD14 
20.00" 16.00° 10.00"  32FT31 A4——-32FC59 — — A4SW3  32FD16 — —_ 
20.00" 20.00" 6.00"  32FT35 A4 _-32FC60 — — A4SW3  32FD17 — _ 
20.00" 20.00" 8.00"  32FT35 A4 _—-32FC61 = — A4SW3  32FD19 A4SW3 32FD18 
24.00" 16.00" 8.00"  32FT37 = — = — A4SW3  32FD20 = _ 
24.00" 20.00" 6.00°  32FT40 A4 —_—-32FC62 = — A4SW3  32FD21 — — 
24.00" 20.00" 8.00"  32FT40 A4 ——-32FC63 = — A4SW3  32FD23 A4SW3 32FD22 
24.00" 20.00" 10.00"  32FT40 A4 ——-32FC69 = _ A4SW3  32FD24 — _ 
24.00" 24.00" 6.00"  32FT44 A4_—-32FC70 — — A4SW3  32FD25 = — 
24.00" 24.00" 8.00"  32F144 A4_—-32FC71 — — A4SW3  32FD27 A4SW3 32FD26 
"4 24.00" 24.00" 12.00°  32F144 — —_ — _— A4SW3  32FD28 = — 
30.00" 24.00" 8.00"  32FT50 A4 —-32FC64 — — A4SW3  32FD30 A4SW3 32FD29 
30.00" 24.00" 10.00" 32FT50 A4——-32FC65 — — A4SW3  32FD31 — 
. 30.00° 24.00" 12.00"  32FT50 A4 ——-32FC72 — — A4SW3  32FD32 — — 
Hinged-Cover NEMA 4 30.00" 30.00" 8.00" 30FT54| Ad 32FC73.)~=s — A4SW3 32FD33 = = 
36.00° 24.00" 8.00"  32F155 A4 —-32FC66 = _ A4SW3  32FD34 = — 
and 4X Enclosures 36.00" 30.00" 8.00" 32FT57_| Ad 32FC74._| = — SS — A4SW3_32FD35. | — SS 
36.00° 30.00" 10.00° 32FT57 A4 —_-32FC67 — — A4SW3  32FD36 — —_ 
= ANSI 61 gray polyester powder-coated 36.00" 30.00" 12.00" 32FT57 A4__-32FC68~—s| A4SW3-32FD42 A4SW3 _32FD37 — — 
ini 36.00° 36.00° 12.00"  32FT61 — _ — — A4SW3  32FD39 A4SW3 32FD38 
finish of painted steel units 48.00" 36.00" 10.00° 32FT70 A4 —-32FC75 — — — — — — 
= Continuous hinge 48.00" 36.00" 12.00" 32FT70 A4—-32FC76~—s| A4SW3. 32FD43 A4SW3  32FD40 — — 
= IP66 rated 48.00" 36.00" 16.00"  32FT70 A4 —-32FC77 — — — _ — — 
60.00" 36.00" 12.00"  32FT73 — — A4SW3 32FD44 A4SW3  32FD41 = — 
Covers feature screw-down clamp latches for 60.00" 36.00° 16.00° 32FI73 Ad 32FC78 = = a = _ — 
reliable seal. UL Listed and CSA Certified. * Panel ordering information is on page 297. 
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eas) | ‘ 
WIEGMANN @ No. 2NE71 No. 2HAY1 
Wiegmann N412C ULTIMATE ; 
Series Enclosures | 





Protect electrical and electronic components form harsh environments. 304 
Designed with a 20° sloped-top and feature fabricated bodies and doors from carton: eed Carhon Steel Stainless Steel 
14- or 16-ga. steel with continuously plasma welded seams. Doors are inter- 3R, 4, 12 4, 12, 13 4, 4X, 12 
changeable, easily removable and have flush latching. Have concealed hinges si 4 ee ra a ih 
and doors are sealed with a closed cell neoprene gasket. Increased tub opening Sloped Top Enclosure 
provides better access. Smooth grain finish. 12.00" 6: 2NJ26 _— 2HAX1 — 
oT 
CaEMA | ONEMASK | NEMA,” © 160071600" 8.00 2NJ3O = 2HAXS 2HCA2 
3R, 4, 12 4, 12, 13 4, AX, 12 20.00" 16.00" 6.00" 2NJ32 — 2HAX4 — 
Interior Item Item Item 20.00" 16.00" 8.00" 2NJ32 — 2HAX5 2HAZ8 
H Ww D Panel No. No. No. 20.00" 16.00" 12.00" 2NJ32 — — 2HCC3 
Enclosure 20.00" 20.00" 6.00" 2NJ34 — 2HAX6 — 
12.00" 12.00" 6.00" — 2NJ26 or 2NJ27 2NE71 — 2NE72 20.00" 20.00" 8.00" 2NJ34 — 2HAX7 2HCA1 
16.00" 12.00" 6.00" —- 2NJ28 or 2NJ29 2NE73 — 2NE74 20.00" 20.00" 12.00" 2NJ35 — — 2HCC1 
16.00" 12.00" 8.00" —- 2NJ28 or 2NJ29 2NE75 — 2NE76 24.00" 20.00" 8.00" 2NJ38 — 2HAX8 2HCA3 
16.00" 16.00" 6.00" _—- 2NJ30 or 2NJ31 2NE77 — 2NE78 24.00" 24.00" 8.00" 2NJ40 — 2HAY2 2HAZ9 
16.00" 16.00" 8.00" —_ 2NJ30 or 2NJ31 2NE79 — 2NE80 24.00" 24.00" 10.00" 2NJ40 — 2HAX9 — 
16.00" 20.00" 8.00" — 2NJ32 or 2NJ33 2NE81 — 2NE82 24.00" 24.00" 12.00" 2NJ40 — 2HAY1 2HCA6 
20.00" 16.00" 6.00"  2NJ32 or 2NJ33 2NE83 — 2NE84 30.00" 24.00" 8.00" 2NJ42 — 2HAY6 2HCA4 
20.00" 16.00" 8.00"  2NJ32 or 2NJ33 2NE85 — 2NE86 30.00" 24.00" 12.00" 2NJ42 — 2HAY4 2HCA5 
20.00" 20.00" 6.00"  2NJ34 or 2NJ35 2NE87 — 2NE88 30.00" 24.00" 20.00" 2NJ42 — 2HAY5 — 
20.00 20.00" 8.00"  2NJ34 or 2NJ35 2NE89 — 2NE90 30.00" 30.00" _ 8.00" 2NJ44 — — 2HCA7 
20.00" 20.00" 12.00"  2NJ34 or 2NJ35 2NE91 — 2NE92 30.00" 30.00" 8.00" 2NJ42 — 2HAY7 — 
24.00" 16.00" 8.00" 2NJ36 or 2NJ37 2NE93 — 2NE94 36.00" 30.00" 8.00" 2NJ48 — 2HAZ2 — 
24.00" 20.00" 8.00"  2NJ38 or 2NJ39 2NE95 — 2NE96 36.00" 30.00" 10.00" 2NJ48 — 2HAY8 — 
24.00" 24.00" 8.00"  2NJ40 or 2NJ41 2NE97 — 2NE98 36.00" 30.00" 12.00" 2NJ48 — 2HAY9 2HCC2 
24.00" 24.00" 12.00" 2NJ40 or 2NJ41 2NE99 — 2NJ10 36.00" 30.00" 16.00" 2NJ48 — 2HAZ1 2HCC5 
30.00" 24.00" 8.00"  2NJ42 or 2NJ43 2NJ11 — 2NJ12 36.00" 36.00" 12.00" 340492 — 2HAZ3 2HCA9 
30.00" 24.00" 12.00"  2NJ42 or 2NJ43 2NJ13 — 2NJ14 48.00" 36.00" 10.00" 340483 — 2HAZ4 — 
30.00° 30.00" 8.00"  2NJ44 or 2NJ45 2NJ15 — 2NJ16 48.00" 36.00" 12.00" 340483 — 2HAZ5 — 
36.00" 24.00" 8.00"  2NJ46 or 2NJ47 2NJ17 — 2NJ18 48.00" 36.00" 16.00" 346483 — 2HAZ6 — 
36.00" 30.00" 8.00"  2NJ48 or 2NJ49 2NJ20 — 2NJ22 60.00" 36.00" 12.00" 340472 — 2HAZ7 — 
36.00" 30.00" 12.00"  2NJ48 or 2NJ49 2NJ24 — 2NJ25 60.00" 36.00" 16.00" 340472 — — 2HCC7 


Hollman —<s 


Aluminum Enclosures, NEMA 12 and 13 


Lightweight enclosures protect components and controls : 
in indoor applications. Designed with seams that are . 





: Item No. 32FD71 
continuously welded and ground smooth. Stainless steel H Ww D No. 
screws and clamps secure cover that is removed by ane ae a pai 
pulling stainless steel continuous hinge pin. Weldnuts are 10.00" 8.00" 4.00" 32FD70 
furnished for mounting optional panels and terminal block ~42.00" 10.00" 6.00"  32FD71 a] 
kit. Oil-resistant gasket. Enclosures are unpainted; cover _14.00° 12.00" 6.00" 32FD72 
and sides of body have smooth, brushed finish. 16.00" 14.00" 6.00" _32FD78 
Designed with a 20° sloped-top, these enclosures feature 14- or 16-ga. steel with continuously welded 
and ground seams. Carbon steel versions have gray polyester powder paint inside and out. Ideal for smaller 
control cabinets for applications requiring the mounting of controls at an ergonomic height. NEMA 12 and 13 No. 32FJ89 
for carbon steel and NEMA 3R,4,4X, and 12 for stainless steel. e 
CARBON {304 STAINLESS CARBON STEEL 
STEEL STEEL Item 
Item Item H W D No. 
H W D No. No. Pedestal/Table Mount, Screw On Cover 
Wall Mount, Hinged Cover 8.00" 8.00" 7.09" 32FJ07 eS . 
12.00" 12.00" 6.00" 32FJ89 — 8.00" 12.00" 7.09" 32FJ08 t 
16.00" 12.00" 8.00" — 32FK76 8.00" 16.00" 7.09" 32FJ09 
16.00" 16.00" 8.00" 32FJ90 32FK77 8.00" 90.00 7.09" 32FJ10 
20.00" 16.00" 8.00" 32FJ91 32FK78 12.00" 12.00" 9.09" 32FJ11 
20.00" 20.00" 8.00" 32FJ92 32FK79 12.00" 16.00" 9.09" 32FJ12 
20.00" 20.00" 12.00" — 32FK82 12.00" 20.00° 9.09" 32FJ13 
24.00" 20.00" 8.00" 32FJ93 32FK83 12.00" 24.00" 9.09" 32FJ14 
24.00" 24.00" 8.00" 32FJ94 — 16.00" 16.00" 11.09" 32FJ15 
24.00" 24.00" 10.00" 32FJ95 — 16.00" 20.00" 11.09" 32FJ16 i aca 
24.00" 24.00" 12.00" 32FJ96 32FK84 16.00" 24.00" 11.09" 32FJ17 
30.00" 24.00" 8.00" — 32FK86 16.00" 30.00" 11.09" 32FJ18 ut F 
30.00" 24.00" 12.00" 32FJ97 32FK85 16.00" 36.00" 11.09" 32FJ22 7 
30.00" 30.00" 8.00" — 32FK80 20.00" 20.00" 13.09" 32FJ19 sj 
36.00" 30.00" 10.00" 32FJ98 — 20.00" 24.00" 13.09" 32FJ20 
36.00" 30.00" 12.00" 32FJ99 32FK87 20.00" 30.00" 13.09" 32FJ21 
36.00" 36.00" 12.00" — 32FK88 
60.00" 36.00" 16.00" — 32FK81 
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be q _ € 
No. 1ZHD4 No. 3A927 
a) 
WIEGMANN 13 i 


13 Enclosures 


= ANSI 61 gray polyester powder-coated finish 
= 14-ga. steel 


Screw-cover models have a removable cover 4 
fastened at the corners with captive, plated screws. onsimad 
Hinged-cover models have continuous hinged door 


with plated screw-fastened clamps or keyed handle. | NEMA 12 and 13 Enclosures 


+. 





UL Listed and GSA a ” ' Constructed of 16- or 14-ga. steel, and feature seams continuously welded and ground smooth. Bonding 
4 Ww D Panel” Model. = Ne__|_ Provision on door. A51SC Series have ANSI 61 gray polyester powder paint inside and out. Designed with 
Screw Cover ae Enclosures, Neoprene Gasket S90 17H screw cover and is secured in each corner for a positive seal that is easily removed for modifications. A51CH 
400" 3.00" 9.50" ———Jic0403025-tzHpg =| Series have ANSI 61 gray polyester powder paint inside and out. Designed with screw-down clamps for 
ave avi ave = siannaes ae secure closure and can be used in a wide variety of applications. A12 Series have a white inside with ANSI 


600" 4 00" 4 00" 4LV59 BOG0404SC Azezt | 61 gray finish on the outside. Designed for applications requiring a bright white interior to increase visibility; 


6.00" 6.00" 4.00" 6X20 ~~ B060604SC_ —1ZGZ2_~| includes a padlocking hasp and staple for security and screw-down clamps for secure closure. 
8.00" 6.00" 3.50"  3A926  BO80603SC  3A925 E gneee P y P peut 


8.00" 8.00" 4.00"  =6XC21 BO80804SC 1Z2GZ3 Interior Mfr. Item Interior Mfr. Item 
10.00" 8.00" 4.00" 3A928 B100804SC 12ZGZ4 H W D Panel* Model No. H W D Panel* Model No. 
10.00" 8.00" 6.00" 3A928  B100806SC 3A927 Screw On Eover, A51SC Series 24.00" 16.00° 8.00° 32F13/ A241608LP 32EZ5/ 
12.00" 10.00" 5.00° 6XC22 B121005SC 12625 400° 4.00" 3.00" — A404SC 32FE// 24.00" 20.00° 6.00° 32FT40 A242006LP 32EZ58 
12.00" 12.00" 6.00° 4KP36 6B121206SC 12G2Z6 400° 4.00" 4.00" A4044SC 32FE64 24.00" 20.00° 8.00°' 32FT40 A242008LP 32EZ59 


14.00" 12.00" 6.00" —6XC23 == B141206SC —-1ZGZ7 6.00" 4.00" _ 3.00" 32FR89 A604SC 32FE78 24.00" 20.00" 10.00" 32FT40 A242010LP _32EZ60 
16.00" 14.00" 6.00" 3A930 B161406SC 3A929 6.00" 4.00" 4.00" —_32FR89 Ab044SC 32 FE65 24.00" 20.00" 12.00" 32FT40 A242012LP _32EZ86 
Hinged- -Cover JIC Enclosures, Neoprene Gasket 6.00" 6.00" 4.00" 32FR66 A606SC 32FE66 24.00° 24.00° 6.00° 32FI44 A242406LP _32EZ61 
4.00" 4.00" 3.50" — B040403CH 60730 8.00" 6.00" 3.50" 32FR93 A806SC 32FE6/ 24.00" 24.00" 800°  32F144 A242408LP _32EZ62 
6.00" 400" 3.50" 4LV58 ~~ B060403CH 4KN93 8.00" 6.00" 6.00" —_ 32FR93 A8066SC_ _—_—32FE/9 24.00" 24.00" 10.00" 32F144 A242410LP __32EZ63 
6.00" 400" 4.00"  4LV58 ~—B060404CH 1ZGY9 8.00" 8.00" 4.00" _32FR96 A808SC 32FE68 24.00" 24.00" 12.00°  32F144 A242412LP _32EZ64 
6.00" 6.00" 4.00" ~~ 6XC20 ~—B060604Ch _6XC00 10.00" 8.00" 4.00" _32FR6/ Ai008SC_ __—32FE69 24.00" 30.00" 8.00" —32FT50 A243008LP _32EZ65 
8.00" 6.00" 3.50" ~~ 3A926 = B080603CH 60731 10.00" 800° 6.00" _32FR6/ Ai0086SC_ __—32FE/0 24.00" 42.00" 8.00" —32FT63 =A244208WFLP_ 32EZ78 
8.00" 8.00" 4.00" —_—«6XC21 ~—-BO80804CH __6XC01 10.00" 10.00" 4.00" —32FR/0 Ai010SC_ —32FE/6 24.00" 48.00" 8.00"  32FT68 A244808WFLP 32EZ79 
10.00" 8.00" 4.00" —3A928 ~=—B100804CH 4KN94 10.00" 10.00" 6.00" —32FR/0 Ai0106SC_ —_32FE/5 30.00" 20.00" 8.00" —32F 148 A302008LP _32EZ66 
10.00" 8.00" ~—-6.00" ~—3A928 = B100806CH 6XC02 12.00" 10.00" 5.00" — 32FR63 Ai210SC_—_—32FE/1 30.00" 20.00" 10.00"  32F148 A302010LP _32EZ87 
12.00" 10.00" 5.00" 6XC22 ~——B121005CH _6XC03 12.00" 12.00" 6.00" — 32FR68 Ai2125C_ ——32FE/2 30.00" 24.00" 6.00" — 32FT50 A302406LP __32EZ67 
12.00" 12.00" 6.00" = 4KP36 ~——B121206CH 4KN95 14.00" 12.00" 6.00" —_ 32FR80 A1412SC_ —_32FEZ3 30.00" 24.00" 8.00" —32FT50 A302408LP _32EZ68 
14.00" 12.00" 6.00" —_—-6XC23 =~ B141206CH _6XC04 16.00" 14.00" 6.00" —32FR69 Ai614SC 32 E74 30.00" 24.00" 10.00" 32FT50 A302410LP _32EZ69 


16.00" 14.00" 6.00" 3A930_ ~—-B161406CH 6XC05 Hinged Cover, AS1CH Series 30.00" 24.00" 12.00" 32F150 A302412LP _32EZ70 
20.00" 16.00" 7.00" 2W828 ~—B20160/7CH 60721 4.00" 4.00" 3.00" — A404CH 32FD76 30.00" 30.00" 8.00°  32FI54 A303008LP__32EZ71 
20.00" 16.00" 9.00" = 2W828 = B201609CH 12628 4.00" 4.00" 4.00" A4044CH_ —32FD/7 30.00" 30.00" 12.00" 32F154 A303012LP _32EZ88 


50.00" 20.00" 7.00" 3922 B202007CH 60722 6.00" 4:00" 3.00" 32FR89~ AGO4CH -32FD78-« 30.00" 36.00" 8.00" 32FT57 A303608LP32E789 
50.00" 20.00" 9.00"  3A929 B202009CH 1ZGZ9 6.00" 4.00" 4.00" 32FR89. AG044CH  32FD79. 30.00" 42.00" 10.00" 32FT64  A304210WELP 32EZ90 
Sr O00 S00 ENC ROZSO0CHTTHAT | O06 00350 SOFRGd——AROBCH—S9FET ne ee 
. . . i . FE . " u u [; O. 

54.00" 24.00" 9.00"  2W829 B249409CH 60724 8:00" 6.00" 600" 32FR93 A8066CH 32FD82 ~—- 20-20" 60.00" 10.00" AS06010WFLP 32EZ92 
30.00" 24.00" 9.00"  3A924  B302409CH 1ZHA2 | ~ 800" 8.00" 4.00" 32FRO96 A808CH  32FD83. ~~ 36.00" 24.00" 8.00"  32FT55  A362408LP  32E772 
Hinged-Cover, Wall-Mount with Padlockable 10.00" 8.00" 4.00" 32FR67 A1008CHS 32FD94_ 36.00" 24.00" 10.00" 39FT55  A362410LP 32E773 
Hasp, Polyurethane Seamless Gasket 10.00" 8.00" 4.00" 32FR67 A1008CH  32FD84. 36.00" 24.00" 12.00" 30FT55  A362412LP  32E774 
16.00" 1200' 600" W827 Ni2161206 2we2a | 10.00" 800" 600" 32FR67 A10086CH 32FD85. ~ 36.00" 30.00" 8.00" 32F157 A363008LP 39EZ75 
1600" 46.00" 8.00" 31LA18 N12461608-4ZHb7 | 10.00" 10.00" 6.00" 32FR70 A10106CH 32FD86 ~ 36.00" 30.00" 10.00" 39FT57 A363010LP  32EZ93 
0:00" 16.00" 6 00" 2828 N122016062we25 | 12.00" 6.00" 4.00" 32FR79A12064CH 32FD95 ~~ 36.00" 30.00" 12.00" 39FT57 A363012LP  32Ez94 
50:00" 16.00" 8.00" W828 N12901608 6XC12 | 12.00" 10.00" 500" 32FR63 Ai210CH  32FD87 36.00" 30.00" 16.00" 32F157 A363016LP  32EZ95 
50:00" 20:00" 8.00" 34920 N12902008 3A931 | 12.00" 10.00" 800" 32FR63 A12108CH 32FD88 ~~ 36.00" 36.00" 8.00" 32FT61  A363608LP  32EZ96 
54.00" 16.00" 8.00" 6XC18 N12941608 6XC13 | 12.00" 12.00" 600" 32FR68 Ai212CH  32FD89. ~~ 36.00" 36.00" 12.00" 32FT61  A363612LP  32E776 
54.00" 20.00" 6 00" 6X19 N42942006 1zHbs | 14.00" 8.00" 6.00" 32FR82 A14086CH 32FD96 ~~ 36.00" 42.00" 12.00" 32160 A3G4212WFLP 32EZ97 
54.00" 90.00" 8.00" 6XC19 N12940008 41ZHD9 | 14.00" 12.00" 600" 32FR80 A1412CH  32FD90. ~~ 36.00" 48.00" 12.00" 32FT70  A304812WFLP 32E798 
5400" 04 00" 6 00" DW829 NT DO49406WW 6XC11 | 14.00" 12.00" 800" 32FR80A14128CH 32FD91. 42.00" 30.00" 8.00" 32FT64  A423008LP  32E799 
400" 24.00" 8 00" W829 -N12940408 —2we26 | 16.00" 10.00" 6.00" 32FR83 A16106CH  32FD97 42.00" 30.00" 10.00" 32FT64  A423010LP  32FA01 
5400" 04 00" 10.00" 9W829 N129404101ZHE1 | 16.00" 14.00" 600" 32FR69  A1614CH  32FD92 ~ 42.00" 30.00" 12.00" 32FT64  A423012LP  32FA02 
30:00" 04.00" 6.00" 3A924 —N12300406- 4 ZHE2? | 16.00" 14.00" 6.00" 32FR69  A1614CHS 32FD99 ~ 42.00" 36.00" 8.00" 32FT66A423608LP  32FA03 
30:00" 24.00" 8. 00" 8904 N12300408° 6C748° | ~ 16.00" 14.00" 8.00" 32FR69  A16148CH 32FD93 ~ 42.00" 36.00" 10.00" 32FT66 A423610LP  32FA04 
30.00"24.00" 40.00" 8904 NT2300410 5wae0 | 16.00" 14.00" 10.00" 32FR69  A161410CH 32FD98  ~ 42.00" 36.00" 12.00" 39FT66  A423612LP  32FA05 
30.00" 30.00" 8.00" 31LA19 12303008  1ZHE3 Hinged Cover, A12 Series ae ee 42.00" 36.00" 16.00" 32FT66_AM23616LP_— S2FAOB 
36.00" 24.00" 8.00" 3932 -N12362408  6XC14 j Mir. No 

36.00" 0400" 10.00" 3930 19360410 BW28T | 16.00" 12.00" 8.00" 32FT25  Ate120eLP 32Ez49 42:00 60.00" 12.00" pggpepgo A426012WFALP 32FA07 
36.00" 24.00" 12.00" 8932 NT2360412 1ZHEd- | 16.00" 16.00" 6.00" 32FT28 A161606LP 32E750 48.00" 30.00" 10.00" 32FT69  A483010LP  32FA08 
36.00" 30.00" 12.00" 3A933- NT236301> Bw2e2 | 16.00" 16.00" 800" 30FT28 A161608LP 32E251 ~ 48.00" 36.00" 8.00" 32FT70  A483608LP  32FA09 
48.00" 36 00" 12.00" 0VB87 NT24836121ZHES | ~16.00" 20.00" 6.00" 32FT31 At62006LP 32E780 ~ 48.00" 36.00" 10.00" 32FT70 A483610LP 32FA10 
Enclosure Accessories 16.00" 20.00" 800" 32FT31 AT62008LP 32E781. 48.00" 36.00" 12.00" 32FT70  A483612LP  32EZ77 
Key Lock Kit for JIC Enclosures WACLJIC 4KP38. | 20.00" 16.00" 6.00" 32FT31 A201606LP 32E752. 48.00" 36.00" 16.00" 32FT70  A483616LP  32FAT1 
Key Lock Kit for NEMA 12 Enclosures WACLSN12 A938 | ~20.00" 16.00" 8.00" 32FT31 A201608LP32EZ53_ 48.00" 48.00" 12.00" 39FT/2A484812WFLP 32FAT2 
Latch Kit for NEMA 12 Enclosures, 20.00" 16.00" 10.00° 32FT31 A201610LP 32E754. 60.00" 36.00" 10.00" 32FT73  AGO3610LP  32FA13 


Single-Point Key Locking WAL2A = 2W839_| —50:00" 16.00" 12.00" 32FT31  A201612LP 32EzZ82 60.00" 36.00" 12.00" 32FT73  AGO3612LP  32FA14 

Padlock Kit for JIC Enclosures WAPLKJIG4KP4S_ | 20.00" 20.00" 6.00" —32FT35—AZ02006LP —$2E785 60.00" 36.00" 16.00" S2FT73 —AGOSOT6LP—S2FATB 

Replacement Clamp Assembly .00" 00" 8.00" i] 5 : : ; r. No. 

for JIC Enclosures WAJICRA = 4KP39_ | —50:00" 90.00" 10.00" 32FT35 A202010LP 32Ez83./2-00° 96.00 12.00" j7opggg —AZ23612LP — 32FAT6 

Replacement Clamp Assembly WAN12RA  4KP41 20.00" 24.00° 8.00'  32F140 A202408LP _32EZ84 Locking Accessories 

for NEMA 12 Enclosures 24.00" 16.00" 6.00" 32FT3/A241606LP 32EZ85 Replacement Clamp For Makes orca 

* Interior panels sold separately; see page 300. * Interior panels sold separately; see page 297. Clamp-cover Enclosures 
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CONCEPT™ NEMA 12 Wall-Mount Enclosures Hoffman | 





= NEMA rated: 4,12,13 These enclosures are ideal for machine control applications. Designed with © No. 32FJ27 

= Hinged cover streamlined styling, flush quarter-turn latches, and an attractive, durable finish. 

= CW1 Series Gray, ANSI 61 polyester powder-coated finish except where noted. Stainless / 

steel versions are available on Grainger.com®. | 
j Interior Mfr. Item 
' w D Panel” Model No H W D Panel* Model No. 

12.00" 12.00" 6.00" 3°FK08 CSD12126 32FJ23 24.00" 24.00" 10.00" 32FK22 CSD242410 32FJ62 
12.00" 12.00" 6.00" 32FK08 CSD12126LG 32FJ47_—‘f 24.00" 24.00" 12.00" 32FK22 CSD242412 —_32FJ36 
16.00" 12.00" 6.00' 39FK10 CSD16126 32FJ24 24.00" 24.00" 16.00" 32FK22 CSD242416 32FJ63 
16.00° 12.00° 8.00" 32FK10 0SD16128 32FJ25 24.00" 30.00" 8.00" 32FK26 CSD24308 32FJ66 
16.00" 12.00" 10.00" 32FK10 CSD161210 _ 32FJ48 24 00" 30.00" 10.00" 32FK26 CSD243010_ __—-32FJ65 
16.00" 16.00" 6.00" 32FK12 CSD16166 32FJ26 24.00 42.00 8.00 32FK24 C1D24428 32FJ87 + 
16.00" 16.00" 6.00" 32FK12 CSDI6166LG  32FJ43_f 30.00 20.00 8.00 32FK25 CSD30208 32FJ68 
16.00" 16.00' 8.00" 39FK12 CSD16168 32FJ27 30.00" 20.00" 10.00" 32FK25 CSD302010 32FJ67 
16.00" 16.00" 8.00" 32FK12 CSD16168LG _32FJ50 + 30.00" 24.00" 8.00" 32FK26 CSD30248 32FJ37 
16.00" 16.00" 10.00" 32FK12 CSD161610 32FJ49 30.00" 24.00" 10.00" 32FK26 CSD302410 32FJ69 
16.00" 90.00" 6.00" 32FK14 CSD16206 32FJ51 30.00" 24.00" 12.00" 32FK26 CSD302412 —_- 32FJ38 
16.00" 20.00" 8.00" 32FK14 CSD16208 32FJ28 30.00" 30.00" 8.00" 32FK28 CSD30308 32FJ39 
20.00" 16.00" 6.00" 32FK14 CSD20166 32FJ29 30.00" 30.00" 10.00" 32FK28 CSD303010 _ 32FJ70 
20.00" 16.00" 8.00" 32FK14 CSD20168 —— 32FJ30 30.00" 30.00" 12.00" 32FK28 CSD303012  32Fu71 
20.00" 16.00" 8.00" 32FK14 CSD20168LG 32FJ44_ ‘tf 36.00" 24.00" 8.00 32FK30 CSD36248 —-32FJ40 
20.00" 16.00" 10.00" 32FK14 CSD201610 _ 32Fub2 36.00" 24.00" 10.00" 32FK30 CSD362410 _—-32FU72 
20.00" 20.00 6.00" 32FK16 CSD20206 32FJ31 36.00" 24.00" 12.00" 32FK30 CSD362412 —_-32FJ73 
20.00 20.00 8.00" 32FK16 CSD20208 32FJ32 36.00" 30.00" 8.00" 32FK32 CSD36308 32FJ41 
20.00" 20.00" 8.00" 32FK16 CSD20208LG 32FJ45 ‘t+ 36.00" 30.00" 10.00" 32FK32 CSD363010 _-32FU74 
20.00" 20.00" 10.00" 32FK16 CSD202010 ——32FJ53 36.00" 30.00" 12.00" 32FK32 CSD363012 _ 32FJ42 
20.00" 20.00" 12.00' 32FK16 CSD202012 ——-32FJ33 36.00" 30.00" 16.00" 32FK32 CSD363016 _32FJ75 
20.00" 24.00" 8.00" 32FK20 CSD20248 32FJ55 36.00" 36.00" 8.00" 32FK34 CSD36368 32FJ78 
20.00" 24.00" 10.00" 32FK20 CSD202410 —-32FU54 36.00" 36.00" 10.00" 32FK34 CSD363610 —_ 32FJ76 
24.00" 16.00" 6.00" 32FK18 CSD24166 32FJ57 36.00" 36.00" 12.00" 32FK34 CSD363612 _32FJ77 
24.00" 16.00" 8.00" 32FK18 CSD24168 32FJ34 36.00" 48 00" 12.00" 32FK39 CTD364812 —-32FJ88_ + 
24.00" 16.00" 10.00" 32FK18 CSD241610 —_ 32FJ56 42.00" 36.00" 10.00" 32FK37 CSD423610 _-32FU79 
24.00" 20.00" 6.00 32FK20 CSD24206 32FJ60 42.00" 36.00" 12.00" 32FK37 CSD423612 _ 32FJ80 
24.00" 20.00" 8.00' 32FK20 CSD24208 32FJ61 48.00" 24.00" 12.00" 32FK38 CSD482412 ——-32FJ81 
24.00" 20.00" 10.00" 32FK20 CSD242010 —_—-32FJ58 48.00" 36.00" 10.00" 32FK39 CSD483610 _ 32FJ82 
24.00" 20.00" 12.00" 32FK20 CSD242012 ——-32FJ59 48.00" 36.00" 12.00' 32FK39 CSD483612 _ 32FJ83 
24.00" 24.00" 6.00" 32FK22 CSD24246 —«-32FJ64 48.00" 36.00" 16.00" 32FK39 CSD483616 _ 32FJ84 
24.00" 24.00" 8.00" 32FK22 CSD24248 —-32FJ35 60.00" 36.00" 10.00" 32FK41 CSD603610 —_32FJ85 
24.00" 24.00" 8.00" 32FK22 CSD24248LG  32FJ46_‘t 60.00" 36.00" 12.00" 32FK41 CSD603612  — 32FJ86 


* Interior panels sold separately, this page. f Light gray, RAL 7035 textured polyester powder finish. £ 2-door model. 


Interior Panels Hoffman No. 32FR62 


Install inside enclosure to allow mounting of components. 
Panel mounting hardware included. 


Mfr. Item Mfr. Item Mfr. Item 
H W Model No. H W Model No. H W Model No. 
Aluminum 14.75" 8.88" A16P10G 32FR84 12.10. 6.88" A14P8 32FR82 
4.88" 4.88" A6P6AL 32FR91 14:75 12.88" A16P14G 32FR86 12.75" 10.88" A14P12 32FR80 
6./5" 4.83" A8P6AL 32FR94 17.00" 13.00" A20P16G 32F 133 13.00" 9.00" A16P12 32F125 
8./5° 6./5" A10P8AL 32FR/2 17.00" 14.50" A20N16MP 32F112 13.00" 13.00" A16P16 32F128 
10.75" Ota: A12P10AL 32FR/5 17.00" 17.00" A20P20G 32F 136 14.20" 10.20" CP1612 32FK10 
12:70" iowa A14P12AL 32FR81 17.00" 18.50" A20N20MP 32F113 14.20" 1420 CP1616 32FK12 
13.00" 9.00" A16P12AL 32F126 18.20" 14.20" CP2016G 32FK15 14.75" 8.88 A16P10 32FR83 
14.75" 12.88" A16P14AL 32FR89 18.20" 18.20" CP2020G 32FK1/ 1470 12.88" A16P14 32FR69 
16:75" 14.88" A18P16AL 32FR88 18.50" 21.00" A24N20MPP 32FR99 15.00" 15.00" A18P18 32F130 
17.00" 13.00" A20P16AL 32F 132 21.00" 13.00" A24P16G 32F138 16.75" 14.88" A18P16 32FT29 
21.00" 17.00 A24P20AL 32F 141 21.00" 14.50" A24N16MP 32F114 17.00" 13.00" A20P16 32F131 
21.00" 21.00" A24P24AL 32F1T45 21.00" 17.00" A24P20G 32FT42 17.00" 17.00" A20P20 32FT39 
2/.00" 21.00" A30P24AL 32F151 21.00" 18.50" A24N20MP 32FT15 18.20" 14.20" CP2016 32FK14 
33.00" 27.00" A36P30AL 32F158 21.00" 21.00" A24P24G 32FT46 18.20" 18.20" CP2020 32FK16 
Stainless Steel 21.00" 2250 A24N24MP 32F116 21.00" 13.00" A24P16 32FI3/ 
6./5" 4.88" A8P6SS 32FR95 22.20 14.20" CP2416G 32FK19 21.00" 17.00" A24P20 32F140 
Weel 6./5" A10P8SS 32FR/4 22.20. 18.20" CP2420G 32FK21 21.00" 21.00° A24P24 32FT44 
10.75: 8./5" A12P108S 32FR// 22.50" 21.00" A24N24MPP 32F 101 22.20 14.20 CP2416 32FK18 
17: 1.75" A12P128S 32FR/8 22.50" 32.00" A36N24MPP 32F 102 22.20 18.20" CP2420 32FK20 
13.00" 9.00" A16P12SS6 32F12/ 26.00" 22.50" A30N24MP 32FI1/ 22.20 22.20 CP2424 32FK22 
14.75" 12.88" A16P14SS 32FR8/ 26.00" 28.50" A30N30MP 32F118 2/.00° 17.00" A30P20 32F148 
17.00" 13.00 A20P16SS6 32F134 2/.00° 17.00" A30P20G 32FT49 2/.00° 21.00" A30P24 32FT50 
21.00" 13.00" A24P16SS6 32F139 2/.00° 21.00" A30P24G 32F 152 2/.00° 2/.00° A30P30 32F 154 
21.00" 17.00" A24P20SS6 32F143 32.00" 22.50 A36N24MP 32FT19 28.20° 18.20" CP3020 32FK25 
21.00" 21.00" A24P24SS6 32FT47 32.00" 28.50" A386N30MP 32FT20 28.20" 22.20" CP3024 32FK26 
2/.00" 21.00" A30P24SS6 32FT53 33.00" 21.00" A36P24G 32F 156 28.20" 28.20" CP3030 32FK28 
33.00" 27.00" A36P30SS6 32FT60 33.00" 2/.00" A36P30G 32FT59 33.00" 21.00" A36P24 32FT55 
Steel, Galvanized 39.00" 2/.00" A42P30G 32FT65 33.00" 27.00" A36P30 32FT5/ 
4.88" 2.88° A6P4G 32FR90 39.00" 33.00" A42P36G 32F 167 33.00" 33.00" A36P36 32FT61 
4.88 4.88" A6P6G 32FR92 45.00" 33.00" A48P36G 32F1/1 34.20" 22.20" CP3624 32FK30 
6.75" 4.88" A8P6G 32FR62 56.00" 44.00" A60P48G 32FR57 34.20" 28.20" CP3630 32FK32 
8.25" 6.25" A10N8P 32FT05 56.00" 56.00" A60P60G 32FR59 34.20" 34.20" CP3636 32FK34 
8.25" 0.25" A10N10P 32FT04 57.00" 33.00" A60P36G 32F174 37.00" 29.00" A40P30 32FT62 
S75: 6.88" A10P8G 32FR73 68.00" 56.00" A/2P60G 32FR61 39.00" 21.00" A42P24 32FT63 
o.75° 8.88" A10P10G 32FR/1 Steel, White 39.00" 2/.00" A42P30 32FT64 
10.20" 10.20" CP1212G 32FKO09 425: 425 A6N6P 32F121 39.00" 33.00" A42P36 32FT66 
10.25" 0.25" A12N10P 32FT06 4.88" 2.08 A6P4 32FR89 40.20" 34.20" CP4236 32FK37 
10.25" 10:25" A12N12PP 32FR97 4.88" 4.88" A6P6 32FR66 44.00" 44.00" A48P48 32FT/2 
10.25" 10.25 A12N12P 32F 107 6.25" 4.25" A8N6P 32F 122 45.00" 21.00" A48P24 32FT68 
10.75" 8.88" A12P10G 32FR/6 6.25" 6.25" A8N8P 32FT23 45.00" 27.00" A48P30 32FT69 
10.75" 10.88" A12P12G 32FR64 WED 4.88" A8P6 32FR93 45.00" 33.00" A48P36 32FT70 
12.00" 12.00" PB1212PP 32FT03 6.75" 6.88" A8P8 32FR96 46.20" 22.20 CP4824 32FK38 
12.25" 10.25" A14N12P 32F108 0:10: 6.88" A10P8 32FR6/ 46.20" 34.20" CP4836 32FK39 
12.75" 10.88" A14P12G 32FR65 8.75" 8.88" A10P10 32FR/0 56.00" 44.00" A60P48 32FR56 
13.00" 10.50" A16N12MP 32FT09 9.00" 21.00" A12P24 32FT24 56.00" 56.00" A60P60 32FR58 
13.00" 14.50" A16N16MP 32FT11 10.20" 10.20" CP1212 32FK08 57.00" 33.00" A60P36 32FT73 
14.20" 10.20" CP1612G 32FK11 10.75" 4.88" A12P6 32FR/9 58.20" 34.20" CP6036 32FK41 
14.25" 10.25" A16N12P 32F1T10 10.75" 8.88" A12P10 32FR63 68.00" 56.00" A/2P60 32FR60 
14.50" 17.00" A20N16MPP 32FR98 10.75" 10.88" A12P12 32FR68 69.00" 33.00" A72P36 32FT75 
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ELECTRICAL Scan. Order. Done. 
Enclosures Details on page Al. 





No. 4B995 





Schprider 


Door-Mount, Nonfusible 


Load Break Switches 
= 3-pole 

For applications where motor branch circuit protection is provided upstream of 
the switch. UL 508 nonfusible load break switches; UL 508 Listed as manual 








Disconnect Switch motor controllers. Complete with mounting handle operator, 13" shaft, door 
ne. aress interlock plate, and line terminal shroud. 
Amps HP @ Mfr. Item 
AC 240V HP@480V HP @600V Model No. 
Mechanisms 
20 5 10 10 VCCF1 4B996 
25 5 10 15 VCCF2 4B995 
45 15% 30 40 VCCF3 4B994 
[D] sacuareE DD Mir. fain 
by Soincidertiacueis Description For Use With Model No. 
Add-On Contact Modules 
Flange-Mounted Disconnect Switches ain oe varie Mode ofa 
Main Pole Vario Model V2 VZ2 4B992 
Complete kit requires a disconnect switch, handle, and door-closing mechanism. Auxiliary Contact, 1NO/INC Vario Motor Control Switch VZ7 4B990 


NONFUSIBLE AND FUSIBLE MECHANISMS 
= Include disconnect switch and operating 
mechanism; handle sold separately 


UL 98 Listed and suitable as the main disconnect switch for a control panel. =| 
Ship assembled for right-hand operation, but can be easily converted to left- = 


hand with no additional parts. RITTAL Hollman | = 








ne 
DOOR-CLOSING MECHANISMS teres a 
= Operating mechanism only; disconnect switch and handle sold separately Oiltight Hole Seals 
Primarily for flange-mounted disconnect switches and circuit breaker operat- Provide a seal for unused push-button or conduit holes. 
ing mechanisms, but can be used independently. For small- and medium-size Carbon Steel have a gray powder-coat finish. Rated NEMA 12. 
single-door control enclosures. P ARBON STAINLESS P ARBON STAINLESS 
Mtr. em Mt Hem | Mf em Mtr. tem ee ee Me tem =| Gonduit == Hole =| item Item 
Model No. __| Model_No. | Model _No.__| ‘Model _No, Siza (in) Dia fin) NOL NO Sia in) Dia.) | NL al, 
Nonfusible Mechanisms 
Q422TCN30 3KK34 | 9422TDNGO 2ETH7 |9422TEN10 2ETH8 | 9422TF1  4B983 4 Saree = e Fe sone peal 
Fusible Mechanisms (Class H,K,J,R Fuses) - 7 SUUKS — : ie SoFFG0 | SDF 61 
9422TCF30 2VRN5 | 9422TDF63 3KK37 | 9422TEF10 3KK38 Q422TF2  4B982 W liv SUUKA — iy; lie} 39FF62 | 32FF63 
_ Mfr. Item 1% 2 6UUK5 — 1% 2 32FF64 | 32FF65 
Description Model __No. 2 2% 6UUK6 — 2 2% | 32FF66 | 32FF67 
6" Handles For Use With All NEMA Enclosures a 3 6UUK7 = a 3 32FF68 = 
For Use With NEMA Steel Enclosures 9422A1 _4B989 3 35 6UUK8 = 3 35/4 32FF69 — 
For Use With NEMA SS Enclosures 9422A2 48988 3% AV 6UUK9 = 3% AV, 32FF70 = 
Door Closing Mechanisms Hinged Left 4 454 6UULO = 4 Af 32FF71 = 
For Use With NEMA 4, 12 9423M4 _4B980 22mm 7% 6UUJ9 — 22mm 7 32FF73 | 32FF74 
For Use With 6" Door Latch Handle 9423M9 4B979 30mm 1% 6UUK2 — 30mm 1% 32FF72 32FF/5 
Optional 3 Point Locking for Nos. 4B980 and 4B979 Door Latches 9423M3 4B981 Condensate Drain 6UUL1 — 


Hollman 


Fiberglass Enclosures 


i =» NEMA 4, 4X, — These enclosures are durable in corrosive environments. Compression-molded fiberglass 
12, and 13 has outstanding chemical- and temperature-resistance, and is easily punched, drilled, filed, 
= IP66 or sawed. Gasket assures water-tight and dust-tight seal. Corner latches provide unob- 
, structed access. The continuous hinge provides a secure seal, and double-latching creates 
j added security. Fiberglass material is light-gray inside and out. 
\ SOLID COVER WITH COVER WITH SOLID COVER 
j Nominal Nominal Nominal QUICK RELEASE LATCH QUICK RELEASE LATCH WITH SCREW COVER 
i Enclosure Enclosure Enclosure — Interior Mfr. Item Mfr. Item Mfr. Item 
Height Width Depth Panel* Model No. Model No. Model No. 
: 6" 6" 4" 32FR66 | AG64CHORFG  32FC94 — — A6G4CHSCFG 32FC95 
i 8' 6" 4" 32FR93 | A864CHORFG  32FC96 | ASG4CHORFGW 32FC97 | A864CHSCFG 32FC98 
10" 8 6" 32FR67 | A1O86CHQRFG 32FC79 | A1086CHQRFGW 32FC80 | A1086CHSCFG 32FC81 
12" 10" 6" 32FR63 | A12106CHQRFG 32FC82 | A12106CHQRFGW 32FC83 | A12106CHSCFG 32FC84 
No. 32FC79 14" 12" 8" 32FR80 | A14128CHQRFG 32FC85 | A14128CHQRFGW 32FC86 | A14128CHSCFG 32FC87 
16" 14" 8' 32FR69 | A16148CHQRFG 32FC88 | A16148CHQRFGW 32FC89 | A16148CHSCFG 32FC90 
18" 16" 10" 32FT29 | A181610CHORFG 32FC91 | A181610CHQRFGW 32FC92 |A181610CHSCFG 32FC93 
* Interior panels sold separately; see page 297. 
298 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


/TTu 





GRAINGER CHOICE” ELECTRICAL 

















Find the yf. Find Solutions. Find Great Prices. Enclosures 
é 
' A STAHLIN 
J Series Nonmetallic Enclosures STAHLIN 
= Fiberglass Designed for general electrical and electronic applications No. No. 
=» Rated: NEMA 4X, 6P,12 and any application that has associated environmental 52XE79 52XC04 
= Hinged covers concerns. Built-in mounting capabilities and the strength 
characteristics associated with a protective wraparound =a 7 ~— 
cover. They enhance any instrument installation. ay ia 
SCREW-DOWN CLOSURE PADLOCKABLE LATCH CLOSURE 
Nominal Nominal Nominal Light Gray White Light Gray White 
Enclosure Enclosure Enclosure Interior Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Height Width Depth Panel Model No. Model No. Model No. Model No. 
6" 4" 4" None — — | HW-WHJ60404CHSCWW_ 52XE81 — — __| HW-WHJ60404CHQRWW_ 52XE80 
6" 6 4" 52XC69, 52XC70 or 52XC71 | HW-J60604CHSCWW 52X34 | HW-WHJG0604CHSCWW 52XE83 | HW-J60604CHQRWW 52XC32) HW-WHJ60604CHORWW_ 52XE82 
8" 6 4" 52XC72, 52XC73 or 52XC74 | HW-J80604CHSCWW 52XC42) HW-WHJS0604CHSCWW 52XE85 | HW-J80604CHORWW 52XC40 | HW-WHJ80604CHOQRWW_ 52XE84 
10° 8 4" 52XC50, 52XC51 or 52XC52 | HW-J100804CHSCWW_ 52XA77 |HW-WHJ100804CHSCWW 52XE69 |HW-J100804CHQRWW 52XA75 HW-WHJ100804CHQRWW 52XE68 
12" 10 4" 52XC53, 52XC54 or 52XC55 — — _|HW-WHJ121005CHSCWW_52XE71 — — _|HW-WHJ121005CHQRWW 52XE70 
iz 10 5" 52XC53, 52XC54 or 52XC55 — — — — _|HW-J121005CHORWW _ 52XA83 — — 
12" 10 6" 52XC53, 52XC54 or 52XC55 | HW-J121005CHSCWW 52XA85 — = — — — — 
14" 12 6" 52XC56, 52XC57 or 52XC58 | HW-J141206CHSCWW_ 52XA94 |HW-WHJ141206CHSCWW 52XE73 HW-J141206CHQRWW 52XA92 HW-WHJ141206CHQRWW 52XE72 
16" 14 6" 52XC59, 52XC60 or 52XC61 | HW-J161406CHSCWW_ 52XC06 | HW-WHJ161406CHSCWW 52XE75 HW-J161406CHQRWW 52XC04 | HW-WHJ161406CHQRWW 52XE74 
18" 16 8" 52XC62, 52XC63 or 52XC64 | HW-J181608CHSCWW_ 52XC15 |HW-WHJ181608CHSCWW 52XE77 HW-J181608CHQRWW 52XC13 HW-WHJ181608CHQRWW 52XE76 
20" 16 8" 52XC65, 52XC66 or 52XC68 | HW-J201608CHSCWW_ 52XC23 |HW-WHJ201608CHSCWW 52XE79 HW-J201608CHQRWW 52XC21 HW-WHJ201608CHQRWW 52XE78 
t . is, 
| 
it it it it N Ep 
J Series Nonmetallic Enclosures With Window STAHLIN gi 
= Fiberglass These enclosures are ideal for general electrical and electronic applications and any applications 
=» NEMA 4X, 6P, and 12 ‘that are associated with environmental concerns. They feature window and built-in mounting 
= Hinged covers capabilities with the strength characteristics associated with a protective wraparound cover. 
Nominal Nominal Nominal LIFT OFF COVER, 4 SCREWS SCREW-DOWN CLOSURE TWIST-LATCH CLOSURE PADLOCKABLE LATCH CLOSURE 
Enclosure Enclosure Enclosure Interior Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Height Width Depth Panel Model No. Model No. Model No. Model No. 
6" 6" 4" 52XC69, 52XC70 or 52XC71| HW-J60604SCWWW 52XC39 | HW-J60604CHSCWWW 52XC35 | HW-J60604CHTLWWW  52XC37 | HW-J60604CHQRWWW  52XC33 
8" 6" 4" 52XC72, 52XC73 or 52XC74) HW-J80604SCWWW  52XC48 | HW-J80604CHSCWWW 52XC43 | HW-JS0604CHTLWWW  52XC45 | HW-J80604CHQRWWW  52XC41 
10" 8" 4" 52XC50, 52XC51 or 52XC52|HW-J100804SCWWW 52XA82_ HW-J100804CHSCWWW 52XA78 | HW-J100804CHTLWWW  52XA80 | HW-J100804CHORWWW  52XA76 
12 10° 6" 52XC53, 52XC54 or 52XC55|HW-J121005SCWWW_ 52XA91 HW-J121005CHSCWWW 52XA86 | HW-J121005CHTLWWW  52XA88 | HW-J121005CHQRWWW  52XA84 
14" (Pa 6" 52XC53, 52XC54 or 52XC55 — — _|HW-J141206CHSCWWW_ 52XA95 — — —— — 
14" iz 6" 52XC56, 52XC57 or 52XC58|/HW-J141206SCWWW_ 52XC03 — — __| HW-J141206CHTLWWW_ 52XA97 | HW-J141206CHQRWWW  52XA93 
16" 14" 6" 52XC59, 52XC60 or 52XC61 |HW-J161406SCWWW_ 52XC12 HW-J161406CHSCWWW 52XCO7 | HW-J161406CHTLWWW 52XC09 | HW-J161406CHORWWW  52XC05 
18" 16" 8" 52XC62, 52XC63 or 52XC64|HW-J181608SCWWW 52XC20 HW-J181608CHSCWWW 52XC16 | HW-J181608CHTLWWW 52XC18 | HW-J181608CHQRWWW  52XC14 
20" 16 8" 52XC65, 52XC66 or 52XC68|HW-J201608SCWWW_ 52X31 HW-J201608CHSCWWW 52XC24 | HW-J201608CHTLWWW 52XC25 | HW-J201608CHORWWW_ 52XC22 
Nominal Nominal Nominal 
. = ue aire ee oe sedal om 
eight idt ept ane ode 0. 
RJ Series Nonmetallic 6" 4" 6" None HW-RHJ60405CHQRWW _52XE64 
E | STAHLIN 6" 6" 6" 52XC69, 52XC70 or 52XC71 _ HW-RHJ60606CHORWW _52XE65 
nciosures serattneem By 6" 6 52XC72, 59XC73 or 52XC74 HW-RHJBOG06CHORWW  S2XE6B 
. r. No. - 
= Fiberglass These enclosures are 8" 8 6" HW-MP80scSWW, HW-RHJ80806CHORWW 52XE67 | 
ee ends Ne 10" 8" 6" BOXCHO, BOXCS | or BOXCE? HW-RHJ100806CHQRWW  52XE57 | 
1 ; or a | 
= Hinged covers polyurethane seamless gasket ——45» 49 6, B2KC58, 92454 or S2XCOO_HWERHUIZTOOSCHORWW O2KEDS 
= Light Gray that provides a watertight and 12" iz 8" None HW-RHJ121207CHQRWW 52XE59 | 
dust-ticht environmental seal 14" 12" 8" 52XC56, 52XC57 or 52XC58 HW-RHJ141207CHQRWW 52XE60 
gn 16" 14" 8" 52XC59, 52XC60 or 52XC61 HW-RHJ161407CHQRWW 52XE61 
Molded-in panel flange. 18" 16" 10" 5 2XC62, 52XC63 or 52XC64_ HW-RHJ181610CHQRWW 52XE62 No. 52XE63 
20" 16" 10" 5 2XC65, 52XC66 or 52XC68 HW-RHJ201610CHQRWW 52XE63 
Nominal Nominal Nominal OPAQUE COVER CLEAR COVER 
Enclosure Enclosure Enclosure Mfr. Item Mfr. Item 
Height Width Depth Model No. Model No. 
: : 2" HW-S605055WW 52XD74 HW-S605055SWW 52XD75 


HW-S808005WW 92XD84 HW-S808005CCWW 92XD85 
HW-S808009WW 92XD86 HW-S808009CCWW 92XD87 
— — HW-S808009SSWW 92XD88 
HW-S808010WW 92XD89 HW-S808010CCWW 92XD90 
HW-S906003WW 92XD91 HW-S906003CCWW 92XD92 
HW-S1208055 WW 92XD02 HW-S1208055CWW 92XD03 
— — HW-S1208055CCWW 92XD04 
HW-S1208080WW 92XD05 HW-S1208080CCWW 92XD06 
HW-512012055WW 92XC97 HW-S12012055CCWW 92XC98 
HW-512012075WW 92X99 HW-512012075CCWW 92XD01 
HW-$120120110WW 92XC95_ | HW-S120120110CCWW ——82XC96 
HW-S1608055WW 92XD22 HW-S1608055CCWW 92XD23 
HW-S1608090WW 92XD24 HW-S1608090CCWW 92XD25 
HW-S16012055WW 92XD16 HW-516012055CCWW 92XD17 
HW-516012075WW 92XD18 HW-516012075CCWW 92XD19 
HW-S16012090WW 92XD20 HW-516012090CCWW 92XD21 
HW-5160120140WW 92XD14 | HW-S160120140CCWW 52XD15 =) 
HW-S20012055 WW 92XD26 HW-S20012055CCWW 92XD27 STAHLIN 
HW-S20012075WW 92XD28 HW-S20012075CCWW 92XD29 ——vivvw.stahtincom ‘ 
HW-S20012090WW 92XD30 HW-S20012090CC WW 92XD31 


HW-S200150100WW__52xD32_| HW-S200150100ccww__52x033‘§ Series Nonmetallic Enclosures 


HW-S200150130WW 92XD34 — HW-S200150130CCWW ss 82XD35 
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10° HW-S25016090WW 52XD54 | HW-S25016090CCWW —*52XD55_~—Ss_= Polycarbonate 
10° HW-S250160110WW_ 52XD48 | HW-S250160110CCWW 52XD49_. Gcraw-on covers 
f EN Sarsrsoin! — bes TASES er cc — BBR 

: -$25 5 52XD5 $25 5 52XD5 i 
io a TW SSUOD OSS a Dra HW a ODadSSCeW ape Constructed with foam gasket, these enclosures are lightweight and 
12" 10" HW-S$300230110WW.52XD68 | HW-S300230110CCWW 52X69 _-~«OWattertight. They include accessory hardware bag and are designed 
14" 8" HW-S360200150WW _52XD72_| HW-S360200150CCWW _52XD73__—for wall mounting. 
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ELECTRICAL Scan. Order. Done. 
Enclosures Details on page Al. 





Be cente S Series NEMA 4X Nonmetallic Enclosures sm 


= Fiberglass These lightweight and watertight enclosures are designed with a foam gasket. 
They are wall mountable and include accessory hardware bag. IP66 rated. 





SCREW ON COVER HINGED COVER 
Nominal Nominal Nominal Opaque Clear Opaque Clear 
Enclosure Enclosure Enclosure Interior Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Height Width Depth Panel Model No. Model No. Model No. Model No. 

7 5" Bu 52XA68 or 52XA69 HW- o/ooWW Dek 76 — — — — — 
‘a@ 5" 5 None HW-S755CCWW 52XD77 — — — — 
10" {" 6" 52XA53, 52XA54 or 52XA55 — HW-S1076CTWW 52XC91 — — — — 
14" 10 6" 52XA56, 52XA5/ or 52XA58} HW-S14106WW 52XD07 — — — — HW-S14106CTWW 52XD08 
28" 14 8" 52XA64 or 52XA65 HW-S28148WW 52XD56 HW-S28148CT WW 52XD57 — — — — 
23° 21 8 52XA66 or 52XA6/ HW-S28218WW 52XD62 HW-S28218CT WW 52XD63 — — — — 


N Series NEMA 4X Nonmetallic 





«meet GCONntrol Enclosures STAM 
I = Fiberglass Designed to accommodate electrical, electronic, instrumentation, and 
=» NEMA 4X, 12 mechanical controls indoors and outdoors to provide protection against 


= Stainless steel hinge windblown dust and rain, splashing and hose directed water. 
= Latch down cover 





Nominal Nominal Nominal OPAQUE COVER CLEAR COVER 

Enclosure Enclosure Enclosure Interior Mfr. Item Mfr. Item 

Height Width Depth Panel Model No. Model No. 

20" 16" 8" 52XD93 or 52XD94 | HW-N4X201608CHWW = 52XC75 — — 
20" 16" 10" 52XD93 or 52XD94 | HW-N4X201610CHWW = 52XC76 | HW-N4X201610CHWWW = 52XC77 
24" 20" 8" 52XD95 or 52XD96 | HW-N4X242008CHWW = 52XC78 | HW-N4X242008CHWWW 52XC79 

No. 52XC75 = 30" 20" 8" 52XD9/ or 52XD98 | HW-N4X302008CHWW 52XC80 — — 
 —_ 30" 20" 10" 52XD9/ or 52XD98  HW-N4X302010CHWW = 52XC81 | HW-N4X302010CHWWW = 52xC82 

36" 30" 10" 52XD99 or 52XE01 | HW-N4X363010CHWW 52XC83 — — 
No. 52XC77 36" 30" 12" 52XD99 or 52XE01 | HW-N4X363012CHWW = 52XC84 | HW-N4X363012CHWWW 52XC85 
48" 36" 12" 52XE02 or 52XE03 | HW-N4X483612CHWW = 52XC86 |) HW-N4X483612CHWWW = 52XC87 





No. 52XA72 ™ 









oe = No. 6C739 

DuraBoxx® Series WIEGMANN: 

Nonmetallic Electrical Enclosure SS | 
Enclosures Window and ——————— 
Bele ee Louver Plate Kits —— 


= NEMA 4x, 6P, and 12 
= Screw-on covers 


Designed for durable performance in both commercial and industrial indoor and 





Easy to install: Simply make a cutout in the enclosure and attach the 
window or louver and frame. All necessary hardware included. 


a Wind Wind F F Cut Out Cut Out It 
outdoor environments like mining, oil, gas, wastewater treatment, and petro- Height (in.) Width (in.) Height Width Height Width ia. 
chem. Sleek design with shallow depths and flush cover construction makes Steel Window Kits, For MEMA 12 Enclnsures, ANSI ot Polyester Powder nist Fully Gaceted 
; a 50° : 69" 69" 4KP44 
them well suited for high-end electronic applications like wireless communica- 9.00 550 {par ae 10.69" 719! AKPAG 
tions and operator interfaces. 13.0 8.00 15.50" 10%" 14.69" 9.69" 4KP48 
P Type 304 Stainless Steel Window Kit, For NEMA 12 and 13 Enclosures, Fully Gasketed 
Nominal Nominal Nominal Enclosure 13.0 8.00 15. 50" 10" 14.69" 9.69" 
Enclosure Enclosure Enclosure Cover Mfr. Item 14-Ga. Steel Louver Plate te Kits, ANSI! Enamel Finish 
Height Width Depth Features Model No. 4/9 Ay," 3.00. O20. 2AAR6 
: 5" 4" Opaque HW-D554SCWW 52XA70 3.00 £00 450" bi" 3.50" 425" 60739 
5 5" 4 Clear HW-DCC554WWW ‘5 2XA72 — — 5.62. by" 437" 425" 2AAR7 
5 Q" 3 Clear HW-DCC593WWW —«52XA73 400 6.00 5.63" 7% 437 6.25" 60740 
5 g" 3 Clear HW-DCC594WWW ‘5 2XA74 — — 7.87" 7% 6.62" 6.25" 2AAR8 
6 6" 4 Opaque HW-D774SCWW 52XA71 6.00 8.00 8.19" gv" 6.93" 8.25" 60741 
Panguit FBn 
gABenRe 
ys % 


No. 1LLU8 _ No. 3A922 


Adhesive-Lined 4 
Grommet Edging 


= Sold in 100-ft. lengths 
Pressure-sensitive adhesive 





WIEGMANN’ 
Interior Panels 


For use with JIC and 





secures edging in place to NEMA enclosures. 
protect wires and cables against 
: é Item Item Item 
chafing. Slotted-wall items are H L No. H L No. H L No. 
425° 4.25" —— TZHF9_=| 10.25" 10.25" 2W822 | 21.00"  17.00° 6XC19 
for irregularly shaped and round 4.88" 2.88" ALV58 10.88" 8.88" 6X22 21.00" 21.00" 2829 
panel holes. Solid-wall items are 4.88 458 8X¢20 10.88 10.88" AKP36 27.00" 17.00" _ 6C755 
25" 25" 25" 823 | 27.00° 21.00°  3A924 
for straight edges. Natural color. 6.25" —  6C754_| 12.88" 10.88"  6XC23_| 33.00" 21.00"  3A932 
SLOTTED SOLID 6.88" 488"  3A926 | 13.00" 9.00"  2W827 | 33.00° 27.00" 3A933 
Min. Panel Max. Panel Mfr. Item Mfr. Item 6.88" 6.88" 6XC21 14.88" 12.88  3A930 50.00" 38.00° 1ZHG8 
Thickness Thickness Model No. Model No. 8.25° 6.25" 3A904_ | 17.00° 13.00"  2W828 | 60.00°  48.00° 1ZHG9 
036" 0.062" GEE62F-A-C TLLJ8 GES62F-A-C TLLJ9 8.88 6.88" _3A928 | 17.00" 17.00"  3A922 | 60.00° 60.00" 1ZHH1 
0.062" 0.099" GEE99F-A-C 1LLK1 GES99F-A-C ILL K2 10.25" 8.25" —«3A937_~| «21.00" 13.00" 6XC18 | 72.00° 72.00" 1ZHH3 
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Enclosure Air Conditioners 9 “9462 


These units feature head pressure control for low ambient operation, compres- 
sor heater, coated condenser coil, malfunction switch, and thermostat and 
heater package. They are ideal for industrial automation, telecommunications 
equipment, package handing equipment, and security and defense systems. 



































Cooling Item 
Cap. Voltage Amps H W D No. 
Sate Phe Rated NEMA 12 i No. No. 
ingle-Phase eee —— = = aaa 32FP61 32FP71 
908/1023 BtuH 110/115 FAB 17.64" 12.00" 8.40" 32FP57 _ wn il 
~969/1184 BtuH _220/208-230 2.3/2.1 17.64" 12.00" 840" 32FP56 ill Hil I 
969/1184 BtuH 400/460 12/2 22.14" 12.00" 8.40" 32FP87 ‘HII il 
1398/1776 Buy, ~—Ss110/115 SS —(itsC707-1~SS—=«Y7«4" ~=«'12.00" 8.40" = 32FP5D 
~ 1513/1727 BtuH _220/208-230 4.0/3.6 to 3.5 17.64" 12.00" 8.40" 32FP58 
1513/1727 BtuH 400/460 2.0/2.0 22.14" 12.00' 8.40" 32FP88 
2200/2200 BtuH 115 9.8/9.0 10.25" 17.00" 21.08" 32FP29 
2200/2200 BtuH 220/230 5.9/4.6 10.25" 17.00" 21.08" 32FP28 
3300/4000 BtuH 110/115 14.7/13.6 10.25" 17.00" 21.08" 32FP31 Cooling Item 
3300/4000 BtuH 220/230 8.0/7.5 10.25" 17.00" 21.08" 32FP30 Cap. Voltage Amps H W D No. 
3800/4000 BtuH 113 117/103 28.55" 16.97" 10.10" 32FP61 Enclosures Rated NEMA 4X 
4600/4900 BtuH 230 4.6/5.8 28.55" 16.97° 10.10° 32FP84 —Single-Phase ; . oo 
6000/6400 BtuH 115_ 9.9/11.4 28.55" 16.97" 10.10" 32FP67 1800/2000 BtuH 115 a 20.00" 10.00" 9.90" _32FP27 
6000/6400 BtuH 230 4.6/5.8 28.55" 16.97" 10.10" 32FP65 3800/4000 BtuH 115 11.7/10.3 28.55" 16.97" 10.10" 32FP62 
7075/8133 BtuH 115 18.8/20.4 15.25" 17.00" 25.19" 32FP32 4600/4900 BtuH 230 4.6/5.8 28.55" 16.97" 10.10" 32FP60 
7075/8133 BtuH 230 9.4/10.2 15.25" 17.00" 25.19" 32FP33 6000/6400 BtuH 115 9.9/11.4 28.55" 16.97" 10.10" 32FP68 
7300/8200 BtuH 115 ~11.2/12.3 52.69" 17.12" 11.66" 32FP73 6000/6400 BtuH 230 46/58 28.55" 16.97" 10.10" 32FP66 
7300/8200 BtuH —_230/208-230 5.6/7.0to6.2 52.69" 17.12" 11.66' 32FP71 7300/8200 BtuH 115 ~11.2/12.3 52.69" 17.12" 11.66" 32FP74_ 
12,000/12,500 BtuH 115 ~ 16.1/21 52.69" 17.12" 11.66" 32FP79 7300/8200 BtuH —_230/208-230 5.6/7.0to6.2 52.69" 17.12" 11.66" 32FP72 
12,000/12,500 BtuH 230/208-230 9.1/10.6to 9.5 52.69" 17.12" 11.66" 32FP77 12,000/12,500 BtuH 115 ~-16.1/21.0 —-+52.69" 17.12" 11.66" 32FP80 
19.00/20, 000 BtuH 230 19.0/22.0 57.69" 20.87" 15.28" 32FP85 , 2000/12. 900 BtuH 230/208-230 9.1/10.6 to 9.5 52.69" 17.12" 11.66" 32FP78 
ase ase 
~ 4600/4900 BtuH 400/460 1.7/1.9 28.55" 16.97" 10.10" 32FP63 4600/4900 BtuH 400/460 1.7/1.9 28.55" 16.97" 10.10" 32FP64 
5400/6000 BtuH 400/460 1.3/1.4 28.55" 16.97" 10.10" 32FP69 5400/6000 BtuH 400/460 1.7/1.9 28.55" 16.97" 10.10" 32FP70 
8800/9800 BtuH 400/460 Oe liged 92.69" 17.12" 11.66" 32FP75 8800/9800 BtuH 400/460 3.1/3.2 02.69" 17.12" 11.66" 32FP76 
11,100/12,000 BtuH 400/460 3.6/3.5 52.69" 17.12" 11.66"  32FP81. 11,100/12,000 BtuH 400/460 3.6/3.5 52.69" 17.12" 11.66" 32FP82 
21,400/23,400 BtuH 400/460 6.0/6.8 57.69" 20.87" 15.28" 32FP83 =». 21,400/23,400 BtuH 400/460 6.0/6.8 57.69" 20.87" 15.28" 32FP86 
Enclosure Air Conditioners = —_—— 
NEMA 12 and 4X RITTAL QB oo 
, BT 
= Adjustable temp. setpoint: Wall-mount units greater 
68° to 131°F (except than 3600 BtuH and all top-mount 
Nos. 2PUX6 and 2PUX7) units have an integrated conden- 
= Status display includes sate evaporator. Roof-mount 
enclosure temperature models feature 4 cold-air outlets 
= Terminal-block connection and a central hot-air inlet. al 
Condenser coil is coated to stay Nos. 2PUX6 and 2PUX7 have basic No. 2PUZ7 enero 
cleaner for consistent performance — display and controls with over- 
even in harsh environments. temperature alarm, and can only 
Feature icing protection, startup be set down to 86°F. All others 
delay, and connection for a door feature configurable alarm, logging 
limit switch. Side-mount models Capability, master-slave operation 
feature air inlets and outlets posi- —_— for up to 10 units. 3-phase units 
tioned for optimal heat dissipation. include phase monitoring. No. 2PUX8 laa 
Cooling Item Cooling Item 
Cap. Voltage Phase Amps H W dD No. Cap. Voltage Phase Amps H W D No. 
Enclosure Air Conditioners, NEMA 12 Enclosure Air Conditioners, NEMA 4X 
Wall Mount a _ Wall Mount Se a ee eee 
1093 BtuH 115 Single 3.3 22.00" 11.00" 6.00" 2PUX6 *{t 2252 BtuH ~ 115 Single 5.7 24.00" 11.00" 12.00" 2PVA8 *f 
1093 BtuH 230 Single 1.6/1.7 22.00" 11.00" 6.00" 2PUX7 tt 2252 BtuH 230 Single 2.6/2.6 24.00" 11.00" 12.00" 2PVA9 { 
2083 BtuH _ “Tis. Single 5.7 22.00" 11.00" 8.00" 2PUX8 *t 3753 BtuH 115 Single 10.6/11.1 40.00" 16.00" 14.00" 2PVC1 
2083 BtuH — 230 Single 2.6 22.00" 11.00" 8.00" 2PUX9 + 3753 BtuH 230 _ Single 3.9/4.3 40.00" 16.00" 14.00" 2PWC2 
2664 BtuH 115 Single 5.3 22.00" 11.00" 11.00" 2PUY1 “fT 3753 BtuH ~ 400/460 3 2.2/2.1 40.00" 16.00" 14.00" 2PVC3. 
2664 BtuH 230 Single 2.7/2.7 22.00" 11.00" 11.00" 2PUY2 tf 9459 BtuH 115 Single 12.1/13.6 40.00" 16.00" 14.00" 2PvC4 
3620 BtuH 115 Single 10.6/11.1 37.00" 16.00" 10.00" 2PUY3 5459 BtuH 400/460 3 2.6/2.8 40.00" 16.00" 14.00" 2PVC6 
3620 BtuH _ 230 Single 5.4/5 37.00" 16.00" 10.00" 2PUY4 7506 BtuH 230 ‘Single 6.1/6.6 65.00" 16.00" 15.00" 2PVC8 
3620 BtuH 400/460 3 2.5/2.6 37.00" 16.00" 10.00" 2PUY5 | 7506 BtuH 400/460 3 2.8/3.3 65.00" 16.00" 15.00" 2PVC9 
5119 BtuH 110-240/380-480VAC — 37.00" 16.00" 12.00" 56DY99 == 8701 BtuH 230 Single 8.2/9.3 65.00" 16.00" 15.00" 2PVD2 
5157Btuy  ——ss115 Single 11.5/12.5 37.00" 16.00" 10.00" 2PUY6 8701 BtuH 400/460 3 3.7/3.8 65.00" 16.00" 15.00" 2PVD3 
Sera adutoo 3388800 toa aeuva —— “Matregone ton 
5157 Btu 7.00" 00" 10.00" 2PUY8 = _ i : 
8824 BiuH 110-240/380-480VAC_-——- _— 63.00" 18.00" 12.00" 56DZ01 BtuH oe ee 
8026 BtuH 115 Single 13.4/14.8 62.00" 16.00" 11.00" 2PUY9 10,236 BtuH 115VDC = — 37.00" 16.00" 6.00" 56DZ05 
8026 BiuH 230 Single 6.1/6.6 62.00" 16.00" 11.00" 2PUZ1 17,060 BiuH 230VDC = = 99.00" 18.00" 9.00" 56DZ07 
8026 BtuH 400/460 3 2.8/3.3 62.00" 16.00" 11.00" 2PUZ2 Mfr. Item 
9392 BtuH 119 Single 17/22 62.00" 16.00" 11.00" 2PUZ3_— ———————s«&For Use With © an Material Model _—No. 
9392 BtuH 230 — Single 8.2/9.3 62.00" TRO" 11.00" 2PUZ4 ; Electrical Enclosure Air Conditioners Accessories 
Seem viozateetaoc =e eS AS geome 
BtuH — 63.00" 2.00" 5 “Aluminum _ 3286310 2PVD5 
14,343 Btu _380-480VAC_ ——_ 63.00" 18. 00" 15.00" 56DZ03 | 2PUX6, 2PUX7, 2PUX8, 2PUX9, 2PUY1, 2PUY2 Polyurethane 3286300 _2PVD4 
15,027 BtuH 400/460 3 4.2/4.2 62.00" 20.00" 13.00" 2PUZ6 2PUY3, 2PUY4, 2PUY5, 2PUY6, 2PUY7, 2PUY8, 2PUY9, Aluminum 3286410 2PVD7_ 
19,808 BtuH __-380-480VAC_ = = 63.00" 18.00" 15.00" _56DZ04 2PUZ1, 2PUZ2, 2PUZ3, 2PUZ4, 2PUZ5, 2PUZ6 Polyurethane 3286400 2PVD6 
Roof Mount — ase ol OPUZZ, 2PUZ8, 2PUZ9, 2PVA1, Aluminum 3286510 2PVD9 
1742 BtuH 115 Single 4.7/5.4 16.00" 24.00" 15.00". 2PUZ7_— 2PVA2, 2PVA3, 2PVA4, 2PVA5. Polyurethane 3286500 2PVD8 
1742 BtuH 230 Single 2.3/2.6 16.00" 24.00" 15.00" 2PUZ8 — 3285900 56DY95 
3688 BtuH _ 115° Single 6.2/8.4 16.00" 24.00" 19.00" 2PUZ9 - — 3285910 56DY96 
3688 BtuH 230 Single 2.9/3.9 16.00" 24.00". 19.00" 2PVAT. Door-Operated Switches — —_ 
9191 BtuH W5 Single 8.5/15.3 16.00" 24.00" 19.00" 2PVA2 ~ 2PUX6, 2PUX7, 2PUX8, 2PUX9, 2PUY1, 2PUY2, 2PUY3, 
0191 BtuH 230 Single 3.9/4.8 16.00" 24.00" 19.00" 2PVA3 2PUY4, 2PUY5, 2PUY6, 2PUY7, 2PUY8, 2PUY9, 2PUZ1, 
7274 BtuH 115: ‘Single 14.2/15.4 16.00" 24.00" 19.00" 2PVA4 2PUZ2, 2PUZ3, 2PUZ4, 2PUZ5, 2PUZ6, 2PUZ7, 2PUZ8, 4127010 2PVG5 
7274Btuy = ‘Single 5.9/6.3 16.00" 24.00" 19.00" 2PWA5 2PUZ9, 2PVA1, 2PVA2, 2PVA3, 2PVA4, 2PVA5, 2PVAB, _ 
11,270 BiuH 400/460 3 3.4/3.4 19.00" 31.00" 23.00" 2PVAG 2PVA7, 2PVAS, 2PVAQ, PVC1, PVC2, PVC3, PVC4, 
14,346 BtuH 400/460 3. 3.9/3.9 19.00" 31.00" 23.00" 2PVA7 PVC5, PVC6, PVC7, PVC8, PVC9, PVD1, PVD2, 2PVD3 


* 60 Hz only. ¢ No condensate evaporator. ¢ Basic controller. 
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ELECTRICAL Scan. Order. Done. 
Enclosures Details on page Al. 





Enclosure Filter Fans Hollman 


Feature click-fit design to quickly install into enclosure wall with no tools or screws required. 


i ———— — They open with a flick of the finger for easy filter replacement. 


CFM @ 115 V AC 24V DC 230 V AC 230VAC 
0.000" Fan Fan Fan Mfr. Item Mfr. Item Mfr. Item Mfr. Item 

SP Height Width Depth Model No. Model No. Model No. Model No. 
Wet-Location Square Axial Fan 










3 21 A274" 427g" B97" HF0416414 53DE04 = — HF0426414 53DD99 _ _— 
| 35 6%" 6%" 4" HF0516414 53DE03 HF0524414 53DD93 HF0526414 53DE07 _ —_ 
70 8%e =e" AV 6" HF0916414 53DD98 = _ HF0926414 53DE05 = _ 
. 159 10%" 10%" 4'%e" | HFI016414 53DD94 = _— HF1026414 53DE06 = _— 
395 = 125%" 12°V6s" 6%" | HF1316414R 53DD97 — — HF1326414R 53DD95 — — 
484 = 125%4" 125%64" 698" HF1316424 53DD90 — —_— — _— — _ 
-* Exhaust Grill and Filter 
> — 12.60" 1.70" 12.62" = _ = _ = _ HG1300404 53DD91 
’ a — 10.13" 1.69" 10.14" = _ = _ — _ HG1000404 53DD92 
— No. 53DD90 = 8.19" 1.65" 8.21" —_— —_— = —_— = —_— HG0900404 53DD96 
— 6.15 1.53' 6.16" — _ — _ — _ HG0500404 53DE01 
_— 4.42" 1.60" 4.44" _— _— _— _ — _ HG0400404 53DE02 
| I) oggiudie _ Enclosure Heaters  wiccmann 
Thermo-Electric — woe = Anodized, extruded RADIANT (15 TO 150W) 
aluminum body Positive temperature coef- 


Enclosure Coolers 


| =» 35mm DIN rail clip count ficient heaters maintain 
Minimize downtime and component loss by 


Heaters maintain minimum — stable enclosure tempera- 








} removing heat around critical components within temperatures in enclo- tures, promoting reliable 
}) an enclosure. Compact and low-profile coolers use sures and help prevent performance and extending 
Tit the Peltier effect to allow cooling of small indoor condensation. component life. Fitted with 
No. 32FP91 and outdoor enclosures without a compressor. WARNING: Do not mounton —-Ppush-type terminal connec- 
Cooling fiat wooden structures. Avoid tions. Black color. Class 
Cap. Voltage Amps H W D No. No. 1ZHC14 placement near heat-sensitive 1 Protection; tested for 
321 BtuH _24VDC 8.5 12.01" 6.18" 7Ag 32FP91 components. grounding at 1600V. 
321 BtuH  48VDC 4.4 12.01" 6.18" Ae 32FP92 
567 Btuy  24VDC 14.7 15.94" 7.36" 7.01" 32FP93 Mfr. Item 
ee Type Watts —_‘Volts/Phase H L W Model No. 
Radiant 75 110-250 /1 A rh Dif EHG075  ‘1ZHC1 
L s St 
+ SSSssso. — 
> vill Enclosure Heaters ==} 
pnt ; Provide freeze and condensation protection in ee 
=e cabinets, control panels, and other enclosures. —— 
= ——— 
120VAC 240 VAC eee eee 
Item Item ee 
| Wats H WL _| No. No. ———— 
—S 100 5% 4" 4156" | 32FL34 — — 
200 5%" 4" 4'%e" | 32FK99 32FK96 ee 
sete 400 716"  4¥s" _5%e" | 32FLO1 | 32FKQ7 — 
earer 800 7% 4% 5%6' | 32FL02 32FK98 i 
VORTE No. 2AVH5 
Industrial — 
COUBBELL) 
Enclosures Enclosure Fans WIEGMANN’ 
Quick Install models are 78% = Vertical mount MUFFIN FANS 


quieter and can be top-, side-, or = 1-phase, 50/60 Hz 
front-mounted. Hazardous Location 
models include cold air check 
valve and require a separate purge | For cooling or pressurizing indus- 
system. Class |, Div.2; Groups trial enclosures. Slim-profile grille 

A-D Class Il, Div.2; Groups F and protrudes less than %" and snaps into 
G Class Ill. All models include ther- | place for easy mounting. 


Designed for reliable cooling of 
FILTER FANS enclosures where space is limited. 
Glass-reinforced plastic impeller; 
black, die-cast aluminum housing, 24" 
lead wire with 90° attached plug, and 
wire mesh guard. 





No. 6XT27_ mostat, 5-micron auto-drain filter, CFM @ 
and cold air ducting kit. Fan 0.000" Housing — Item 
g Dia. Shape Voltage SP Watts dBA H W D Material No. 
NEMA TYPE Filter Fans 
SCFM @ 12 4 4X Haz. Loc. — Square 115VAC 423 122) 71 = 125%4" 12¥%5" 6%" Polycarbonate 2AVH5 
BtuH _ 100 psi item No. ltem No. Item No. Item No. Muffin Fans 
Mechanical Thermostat, Quick Install — Square 115VAC 88/110 17/15 37  42%2' 4-5/7" 1%" Plastic/Steel 1ZHR3 
900 1 13M181 13M185 13M185 13M177 = ey ay Le EVA 
Square 230VAC 88/110 17/15 37 42%" 4-5/7" 1%"  Plastic/Steel 1ZHR4 
1500 25 13M182 13M186 13M186 13M178 : a <a 
6 Round 115VAC 190/235 26/35 46 6%%2" 6-7/9" 2"  Plastic/Steel 1ZHR9 
2500 35 13M183 13M187 13M187 13M179 ; ; a 
5000 70 73184 13188 {3188 3180 6 Round 230VAC 190/235 26/35 46 67%2' 6-7/9" 2" __Plastic/Steel_1ZHT1 
Electric Thermostat 10". Round 115VAC 547 oo. - 5b 10 10" 3%"  Plastic/Steel 1ZHP9 
400 8 6X126 — — — ; Item 
900 15 6X123 6X124 6X125 — Radiator Connection Material No. 
1500 95 6XT28 6X1T27 ¥ — = Replacement Muffin Fan Finger Guards, Mountable on Either Side of Fan 
1700 20 — 6XT30 6XT32 — 423/30" Electroplated Nickel Chrome Steel 1ZHV8 
2500 oo 6X29 6XT31 6XT33 — 625/32" Electroplated Nickel Chrome Steel 1MDU5 
* Mechanical thermostat controlled. 10" Electroplated Nickel Chrome Steel 1ZHV7 
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Find the wf. Find Solutions. Find Great Prices. Wiring Duct 
WIDE SLOT NARROW SLOT 
ThomaséBetts Gray White Gray White 
A Member of the ABB Group Item Item Item Item 
ira Wiring Duct 
Wiring Duct 1.25" 2.19" | 53UH76 | 53UH93 | 53UJ11_ | 53UJ23 
= Flame-retardant, lead-free PVC 1.25" 3.14" ~ 53UH94 | 53UJ12 | 53UJ24 


1.75" 2.19" | 53UH80 | 53UH97 | 53UJ14 | 53UJ26 
Straight, deep slots accommodate larger ~ 1.75" 3.14" | 53UH81 | 53UH98 | 53UJ15 | 53UJ27 


ire si : 1.75" 4.46" | 53UH82 | 53UH99 | 53UJ16 | 53UJ28 
ie las back A dais poe oat Bauer 1 balsa 1 balty 1 bales 
ons Ip snap-on Covers In er OCK WI 995° 3.14" | 53UH85 | 53UJ03 | 53UJ18 | 53UJ30 
duct sidewalls. North American and DIN 2.25" 4.33" | 53UH86 | 53UJ04 | 53UJ19 | 53UJ31 
3.25° 3.14" | 53UH88 | 53UJ06 | 53UJ20 | 53UJ32 
standard mounting holes. 3954467] BaUHeO | BaUio7 1 B8ude1 63033 
4.25" 4.46" | 53UH91 | 53UJ09 | 53UJ22 | 53UJ34 . 
Wiring Duct Cover Wide Slot 

_53UH79 | 53UH96 | 53UH79 | 53UH96 

_ 53UH83 


_53UH83_ | 53UJ01 53UJ01 
_53UH87 | 53UJ05 | 53UH87 
_53UH90 | 53UJ08_ | 53UH90__ 
_S3UH92 | 53UJ10 | S3UH92 | 53UJ10 


Panouir cserertiin 
Wiring Duct (ORL 


FLEXIBLE WIRING DUCT 
= Polypropylene 

= 1.64-ft. length Flexible 

= UL Recognized continuous use temp.: 149°F Wiring Duct 
= UL 94 flammability rating: V-2 


Duct routes electrical wiring at extreme angles, Item Pk 
around corners, and inside enclosure doors. UL Description =O. sy, 


Recognized and CSA Certified. Flexible Wiring Duct,NoCoverRequired 
¥" Deep x 4" Wide 1LEL7 5 
HINGED AND G AND F SERIES 1" Deep x 1° Wide 1LEL8 5 
=» Lead-free PVC; hinged are flame retardant —fveen we Wile __10 509 __}_ ae Wide WLEL9 
= Standard 6-ft. length Divider Wall Mounting Base 2ETW7 100 
= UL Recognized continuous use temp.:122°F — Wide Finger Wire Duct Cutting Tool 2ETW8 _—‘1 
ili ina: \V- Wire Duct Cutting Tool 2ETW9 1 
= UL 34 flammability rating: v-0 ; Wiring Duct Notching Tool 2ETX1 1 
Nonslip covers sold separately. UL Recognized, Nylon Rivets B3EYF7 —-100 
CSA Certified, CE Certified. Nylon Rivet Installation Tool 3EYF6 1 


HINGED, 
HINGED, WIDE SLOT; NARROW SLOT (HINGED, SOLID WALL; HINGED COVERS* 
Gray White | Gray | White Gray White Gray White 












Wire Duct 
Cutting Tool 








Hinged 
Wide Slot 


Item Item Item Item Item Item Item Item 

W H No. No. No. No. No. No. No. No. 
1.75" 1.98" 1LEN6 
1:75" 3.06" 1LENG 
ZAt 1.98" ALENT —[ALENG-[-SEDNG-[-DETXT | ALET2 | ALET3 | 1LEPa — TLEPS 
2.17" 3.06" | 1LEN9 | 1LEP1 | 2ETX8 | — | 1LET4 | 1LETS | 1LEP4 | 1LEPS 
2.17" 410° | 1LEP2 | 1LEP3 | 2ETY1 | — | — | 1LET7 | 1LEP4 | 1LEPS 
3.20" 3.06" | 1LEP6 | 1LEP7) 2ETY3 | — | 1LET8 | 1LET9 | 1LER1 | 1LER2 
3.25" 410" | 1LEP8 | 1LEP9 | 2ETYS | — | 1LEU1 | 1LEU2 | 1LER1 | 1LER2 
4.25" 4.10" 1LER6 

Dividers Narrow Slot 












For 2" Nom. Duct Height 
For 3" Nom. Duct Height 
For 4" Nom. Duct Height 


2ETW4 |S —_—| 2ETWA —_|| 2ETW1 
2ETW5 | = —_=S| 2ETWH5 SC —_sC'|s 2 ETW2 
2ETW6 | — | 2ETW6,| — || 2ETW3 






F SERIES 
NARROW 
SLOT, 
F SERIES | STANDARD 
G SERIES NARROW | MOUNTING 
WIDE SLOT, SLOT, HOLES FLUSH COVERS 


ADHESIVE F SERIES ADHESIVE, WITH FOR G AND F SERIES 
G SERIES WIDE SLOT | MOUNT | NARROW SLOT | MOUNT | ADHESIVE) — Gray White 







Gray White Gray Gray | White Gray Gray Item Item 
W H | Item No. | ItemNo. | Item No. Item No.|Item No.) Item No. | Item No. No. No. . 
1.25" 1.12"|  3FVK2 | 3FVK4_ | 3EXV8_ | 3EXY2 | 3EXY3 | 3EYC8_ | = — | 3EYE3 | 3EYE4 F Series 
1.25" 1.62") 3FWJ8_ | SFVK1 | SEXV7_—| SEXX9 | SEXY1 | 3EYC7 = = =— _|_3EYE3_|_—_SEYE4 Narrow Slot 
1.25" 2.12") 3FVKS | 3FVK7 | SEXV9_—| SEXY4 | 3EXYS ==— | _3EYC9_ ~~ 3EYE3 | SEYE4 
1.25" 3.12"| 3FVK9 | 3FVL2 | 3EXW1 | 3EXY6 | 3EXY7 | 3EYD1 |= — | _ 3EYE3 SEYE4 
1.25" 4.10") 3FVL4 | 3FVL6 | 3EXW2_ | 3EXY8 | 3EXY9 |» 3EYD2 = = — | _3EYE3 | _—3SEYE4 
1.75" 1.62"| 3FVH2 | 3FVH4 | 3EXV3_ | 3EXX1 | 3EXX2 | 3EYC3 | — | 3EYE1 | 3EYE2 
1.75" 2.12") 3FVH6 | 3FVH8 | SEXV4 ~~ SEXX3 | 3EXX4_ SEYC4 | = =O— | SEYET | 3EYE2 
1.75" 3.12") 3FWJ1 | 3FWJ2_ | SEXV5_—SEXX5 | 3EXX6_ 3EYCD | =— ~— so SEYET | 3EYE2 


1.75" 4.10") 3FWJ4 | 3FVJ6 = 3EXV6_ | 3EXX7 | 3EXX8_ | 3EYC6 = —— ~—S Ss SEYE1 | _ EYE 
2.20 2.12'| 3FVL8 | 3AFY1 | 3EXW3 | 3EXZ1 | 3EXZ2_| 3EYD3 | — | SEYES | 3EYE6 
2.25" 3.12'| 3AFY3 | 3AFY5 | 3EXW4 | 3EXZ3 | 3EXZ4 | 3EYD4 | — | 3EYES | 3EYE6G 
2.20" 4.10", 3EXTS | 3EXT6 | 3EXWS | 3EXZ5 | 3EXZ6) 3EYDD | — | SEYES | 3EYE6 
2.20" 5.10") SEXT7 | 3EXT8 |= = — | — | — | — | — | SEYES | 3EYE6 
3.25" 3.12"| 3EXT9 | 3EXU1 | 3EXW6 | 3EXZ9 | 3EYA1 | 3EYD6 | -— | 3EYE7 | 3EYE8 : 
3.25" 4.10") 3EXU2 | 3EXU3 | 3EXW/ | 3EYA2 | 3EYA3 | 3EYD7 | — | 3EYE/ | 3EYE8 G Series 
3.25" 5.10"| 3EXU4 | 3EXU5 | — | 3EYA4 | 3EYA5 | — | — | 3EYE? | 3EYE8 Wide Slot 
4.25" 3.12'| 3EXU6_ | 3EXU7 | — | 3EYA6 | 3EYA7 | — | — _ | 3EYE9 | 3EYF1 

4.25" 4.10") 3EXU8 | 3EXU9 | 3EXW8 | 3EYA8 | 3EYA9 | 3EYD8 |§ — | 3EYE9 | 3EYF1 

4.25" 5.10") 3EXV1 | 3EXV2 | 3EXW9 | 3EYC1 | 3EYC2 | 3EYD9 | — | 3EYE9 | 3EYF1 

Panduit Corner Duct 


4.40" 3.5/"'| SEYF2 | 3EYF4 | — | — | — | — | 





5.33" 4.58"| 3EYF3 SEYF5 | — | — | — | — | 


* Hinged covers open up to 100° from either side. 
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Corner Duct 


ELECTRICAL Scan. Order. Done. 
Raceways Details on page Al. 





FW ® 
<> 


Wiring Device-Kellems 








fees, 
a 
BaseTrak® and Super BaseTrak® — 
A =: 
Nonmetallic Raceway Systems de iueee 
= Office white color No. 3YEG66 
= BaseTrak® (PB3): 3-channel, 4.5"H x 1.63"W x 120"L a 
= Super BaseTrak® (PS3): 3-channel, 6.7"H x 1.97"W x 120"L ; a 
UL Listed and CSA Certified to 600V. = - 
SUPER a ® 
BASETRAK® | BASETRAK® — Li legrand 
(PB3) (PS3) & 
Item Item H - 
Description No. No. gaa 300 Series Plastic 
3 Channel Raceway Base and Cover 1MBK6 1MBR4 =p5 
Conduit Adapter 1MBK7 1MBR5 Duct and Fittings 
End Cap 1MBK8 1MBR6 
External Elbow, Base and Cover 1MBK9 1MBR8 = Ivory color 
External Elbow, Cover Only — 1MBR7 » Paintable 
1 Gang Box 1MBL1 1MBR9 ' . , 
2 Gang Box {MBL2 — Easy peel and press installation. Hides a single 
3 Gang Box — 1MBT3 cord, such as a lamp cord. 
Flat Elbow 1MBL3 1MBT1 lien 
Internal Elbow 1MBL4 1MBT2 
Splice Cover 1MBL5 — Item L No. 
Tee 1MBL6 MBTS race ot vee 
Wire Clip a a Flat Elbow 1.625" 3YE68 
Switch Faceplate 1MBK1 1MBK1 ae 
Internal Elbow 1.625 3YE69 
Blank Faceplate 1MBK2 1MBK2 External Elbow 1 62" 3YE70 
3-Jack Faceplate 1MBK3 1MBK3 No. 1MBK1 
Styleline Faceplate 1MBK4 1MBK4 
Duplex Faceplate 1MBK5 1MBK5 ee 
° ets —— No. 1MBW1 _ No. 4WX77 
| ® te ip . 
CT legrand Wiring Device-Kellems 
Prewired Raceway Systems 
= 120VAC receptacles (NEMA 5-15) 
= Individual receptacles on metallic units, duplex receptacles on nonmetallic units 
Multioutlet, hardwired units have multiple spacing configurations for great flexibility in designing wire and 
cable installations. Optional entrance fittings adapt raceways to existing power circuits. 
Note: other lengths and configurations are available on Grainger.com®; optional entrance fittings are also available online. 
Outlet 
No. of Center Mfr. Item 
Amps _ Outlets Distance Color Material L Brand Model No. 
15 12 6" Ivory Aluminum _ 6 ft. Legrand V20GB606 2W607 
20 8 18" Office White PVC 6 ft. Hubbell Wiring Device-Kellems P1206118 1MBW1 
® 1-Channel . : : ® 
nee Latching Raceway = { ; co) 
ings Semame Wiring Teaesiclen. 
s Splice Cover 
® ® ® = = 
Premisetrak , LANTrak®, and WallTrak Aluminum Service Poles 
Nonmetallic Raceway Systems = Prewired and ready to install (except No. 4WX82) 
=» Rated 600V tel hl aera Tanne visrtted ™ : ee 
: : on-Latching atching atching atching = lvory color 
= Office white color PT1 Series | PP1 Series | PL1 Series | PW2 Series | 
= PT1 Series: 0.75"H seReaii liom tem tem tem Service poles mount anywhere in a room—floor to 
escription 0. 0. 0. QO. lingq— | | ] 
X 0.68"W X 60"L Thane Raceway oo" +MBU7 — = Me ceiling to provide power, voice, and data services. 
= PP1 Series: 0.84"H f Channel Haceway its — TMBP6 TMBN5 <a Ceiling trim plate/mounting bracket (included) 
I anne! naceway —_ = = j if] ] j iTIONI 
X 0.77°W X 84"L > Channel Raceway 84" — — _ {+MBWa simplifies installation and repositioning. Both power 
= PL1 Series: 1.38"H end Cap <Tbow Cover Onl iMBUS 1MBP7 TMBN6 TMBW6 and communication devices mount on the same 
" " ema ow Lover Unly — = = j " zs j 
x 1.04°W x 84°L Fxternal Elbow Base & Cover = {MBP8 imeNe—|—tmpw7— | Side of the 2.13°W x 2.13°D poles. Accessible data/ 
= PW2 Series: 2.12"H Flat Elbow Cover Only 1MBV1 — — — communication section of pole allows mounting of 2 
Xx 1.04"W x 60"L Teor SE Cee ay? INBPS IMIBNG TMIBWS Style Line® communication outlets. UL Listed. 
Internal Elbow Base & Cover — 1MBR1 1MBP1 1MBW9 Note: other colors and configurations are available on 
Latching PVC eee install Splice Cover TMBV3 1MBR2 1MBP3 1MBX1 Grainger.com® : 
easily for secure routing of Tee Fitting Base and Cover | MBV4 {MBR3 IMBP4 1 MBx2 on 
j j onduit Adapter MBT7 _ 5 5 Mfr. Item 
Ee ee and data Nice: Found Ceiling Box 1MBT8 1MBL8 1MBL8 1MBL8 L Includes Model No. 
SE VERS Mat — Ws — BIN — | of ason Si S8Bun tron ana 
and eee ine oe wcnhe =HBLPP1OAl 4WX77 
2 Gang Box Divided — 1MBN1 1MBN1 1MBN1 Receptacle, (1) Circuit 
Divider 1 Gang — 1MBN3 iMBNS iMBNS iho a uae HBLPPO15Al_ 1MXT3 
Divider 2 Gang — 1MBN4 4 4 ; oV Duplex 
Mounting Clip = = {MBP2 = 15 ft. 2° Receptacles, (1) Circuit TBLPP1SAl 4WX81 
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1-Pc. 90° Flat 
Raceway Elbow 











No. 38G167 No. 38G171 | 
7 7 
Pee 5 Ae: -_ 
) 2-Gang ; - s 
7 Power Box Fr 
WIREMOLD® ae ay 
7 ™ . —————— i! 
Eclipse Nonmetallic eaiiemal 
R acew ay Sy sit ems e! No. 38G169 | No. 38G183 
oe sms | EME EE ’ 
adhesive backing Item | Item | Item , 
= Locking hinges Description No. No. No. \ , 
= Rated 600V 1-Pc. Raceway 3YE22 | 3YE38 | 3YE40 ~A-LINE. , = 4 
= Ivory color Cover Clip 3YE23 | 3YE31 | 3YE41 
: Blank End Fittings 3YE29 | 3YE37 | 3YE47 7 
= PNO3 Series: 0.5"H Drop Ceiling Connectors; — | aveaa aveas’ | D=Line Cable Management 
uN " Entrance End Fittin — — | 3YE50 : 
x 0.81 sides 361 ; 90° Flat Elbow - a: aye24 | 3YE32 | 3YE42 Fast-fit decorative raceway conceals wires where time and appearance matter. 
= PNOS Series: 0.63 H Bend Radius Designed with hinge and click-lock lid. Self-adhesive and paintable. Cable Tidy 
x 1.13" W x 96°L , cue 3YE26 | 3YE34 | 3YE44 | products help organize and hide cable clutter. Additional components available 
: ae ae 7 90° External Elbow 3YE27 | 3YE35  3YE45_ | on Grainger.com®. 
is | eee 3YE28 | 3YE36 | 3YE46 Item Pkg. 
1-pc. raceways conceal wires Tee Fitting - 1° Description Color No. ty. 
without tearing into existing walls. _ Bend Radius SHEZS | OYEGS | SYESS Ts Tee = ——— 
-ceili 1 Gang Power Box 3YE52 | 3YE52 | 3YE52 aceway, 116" L, Adhesive Backe ite 
Drop-celling connectors slip over — Gong PowerBox | 3¥ES3 | 3YE53 | 3YE53_ | Flat Bend White 386194 1 
suspended ceiling grids. Small Data Box 1 Insert. | 3YU35 | 3YU35 | 3YU35 Internal Bend White 38G195 1 
Large Data Box 2 Inserts | 3YU36 | 3YU36 | 3YU36 External Bend White 3861961 
Equal Tee White 38G197 1 
Connector White 38G198 1 
End Cap White 38G199 1 
Half Round TV Drop, 2" x 1" 
TV Drop 60" L, PVC, Adhesive Backed White 38G165 1 
TV Drop Accessory Pack, Smooth Fit, ABS, Includes 
4 2-Flat Bend, 1-Internal Bend, 1-External, 1-End Cap White  $8G166 1 
. 2-Compartment TV Drop 60" L, PVC, Adhesive Backed Black 38G167 1 
Base TV Drop Accessory Pack, Smooth Fit, ABS, Includes Black 386168 1 
* 2-Flat Bend, 1-Internal Bend, 1-External, 1-End Cap 
WI R EMOLD® Half Round Mini Raceway, 136" x %" 
IVORY | WHITE Mini 79" Length, PVC, Adhesive Backed White 38G171 1 
Cc bli Sm rt tem tein Mini PVC 118" Length, Adhesive Backed White 38G172 1 
a e a Description No. No. Internal Bend, Clip Over, ABS White 38G174 1 
S H [i t ili AON2 SERIES External Bend, Clip Over, ABS White 38G175 1 
EFIES NONMETAMIC 2 o conparment Base 3YE71 | 3YE72 | _Flat Bend, Clip Over, ABS White 38G173_1 
BR S Cover 3YE73. 3YE74 Door Top Bend, Clip Over, ABS White 38G176 1 
aceway ystems Base Seam Clip 3YE75 | 3YE76 Equal Tee, Clip Over, ABS White 38G177 1 
. Cover Cli 3YE77. | 3YE78 Connector, Smooth Fit, ABS White 38G180 1 
Nonadhesive = Sar tbo 3” Radin 3YE79 | 3yYEg0~ | _End Cap, Smooth Fit, ABS White 38G181 1 
= 2.0"H x 4.0"W x 96"L rm eT Circular Adapter, Smooth Fit, ABS White 38G178 1 
Tee Fitting ~ 2" Radius SYEST | _3vee2 Round Base Adapter, Smooth Fit, ABS White 38G179 1 
7 . Internal Elbow, 2" Radius 3YE83 | 3YE84 
2-pc., 2-channel PVC systems are External Elbow 3” Radiue | 3YEBS-1-3YE86~ | Cutting Tool, (works with Mini, Micro & Floor Trim lengths) = 386182 1 
extremely tamper-resistant. Corner EndCap 3YE87 | 3YE88 Half Round Micro Raceway, 54" x 6" | 
drop feed helps feed horizontal runs. ~ Divided Entrance End 3YE89 | 3YE90 See ee eee ee et Gee ERE 
: j j cCessory FaCk, oM00 It, , INCIUGES 4-Flat bend, 4-Interna . 
Paintable. pain Coven Deion Seca) SyEwt Lee Bend, 4-External Bend, 3-Equal Tee, 7-Coupler, 2-End Cap White 38G170 | 
Quarter Round Floor Trim Raceway, “" x 7" 
Floor Trim 79” Length, PVC, Adhesive Backed White 38G183 1 
Floor Trim Internal Bend, Clip Over White 19RZ70 5 
I d’ - Floor Trim External Bend, Clip Over White 19RZ71 5 
> Floor Trim Connector, Smooth Fit White 19RZ72 5 
I egran ~~ Floor Trim End Cap Pack (1x left & 1x right), Smooth Fit White 19RZ73 2 
= - Cable Protector Internal Elbow Brown 19RZ74 5 
2-Pc. Nonmetallic Raceway No. 4GVNG Cable Protector External Elbow Brown 19RZ75 5 
oe a Cable Protector Connector Brown 19RZ76_ 5 
Designed for communication or power applications, Cable Protector End Cap Brown 19RZ77 2 
and ideal for classrooms, offices, hotel applications, or Raceway, Adhesive Backed LOTS 
: : Stainable Accessory Pack, Includes 2-Flat Bend, 
anywhere a low-profile raceway is needed. Can also : 2-External Bend, 1-Connector, 1-Cable Outlet, Brown 38G202 1 
be used for power and/or communications wiring. > 4 sei et CERO (ap vont, Jen ap Left 
Adhesive backing is suitable for low voltage applica- 9-Internal Bend, 2-External Bend " Brown 386203 1 
tions. Available is 3 sizes. UL and C-UL Listed. No. 4GVN7 Stainable Coupler and End Cap, Includes Brown 386204 1 
2-Connector, 1-End Cap Right, 1-End Cap Left 
_ L W H Mfr. Item Cable Tidy 
Description (in.) _(in.) ___(in.) | Model __No. Cable Tidy Unit, ABS, 12%" Wx 5"D x 4%4"H Black 38G187 1 
Raceway 60 % “”s__A00BAC __4GVN6 Cable Tidy Unit, ABS, 1234" Wx 5"D x 4%" H White 38G188 1 
Raceway 60 1% “Ae __ 800BAC__4GVN7 Cable Tidy Tube, Split Flex, 1° 1D, 43" L Black 38G189 1 
Raceway 60 2/4 "As __2300BAC 4GVN8 Cable Protector Unit White 19RzZ88 1 
pee ee Box im 3 im a“ say? Cable Protector Unit Black 19RZ89 1 
eVvice BOX 4 8 Black, Blue, Brown, 
Entrance End 4% 1ve 1% 810A2__4GVP5 PETIA DO LEN wikecnetacar ‘Green Red, Violet, 206100) “4 
Blank Faceplate 44 1% — _5507B 4JA50 No. 4GVN8 COL OPE aE Pore eet ADS Ulpelle parne White, Yellow 
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ELECTRICAL 
Raceways 


Scan. Order. Done. 
Details on page A1. 


























WIREMOLD| HUBBELL 


WIREMOLD| HUBBELL 





: 500 HBL500 700 HBL750 
Raceway Bushing Item Item Item Item 
Description No. No. No. No. 
Raceway 3YY43 | 1RZB7 3YY50 | 1RZB8 
Bushing 3YY44 __ 3EAC6 3YY51 — 
Mounting Strap 3YY45 1RYT/ 3YY52 —_— 
Connection Cover 3YY46__| 1RYT8 3YY53 _— 
Flat Elbow 90° 3YY47 | 1RYT9 3YY54 | 1RYX1 
ae Internal Elbow 3YY48 | 1RYU1 3YY55 | 1RYX2 
- ~ mh External Elbow 3YY49 | 1RYU2 3YY56 — 
am f Tee 3YY5/7_ | 1RYU4 3YY57 | 1RYU4 
Conduit Connector 1%" 2VB52 | 3EAC9 * | 2VB52 | 3EAC9 * 
Tee Box Extender SYY65 | 1RYV5 * | 3YY65 | 1RYV5 * 
q Deep Device Box Two 2" KO 3YY63_ | IRYV3 * | 3YY63 | 1RYV3 * 
nee ough are Receptacle BOx sey 1RYUS * AEH TRYUS * 
ound Ceiling Fan Box i} — 9 — 
Support Box Extender Adjustable Offset Round Fixture Box 3YY58 TRYU6 * | 3YY58 | 1RYU6 * 
Clip Deep Connector 1/2" KO Extra Shallow Device Box One 2" KO 3YY64 = 3YY64 = 
Shallow Device Box One 2" KO 3YY60 — 3YY60 — 
Shallow Device Box Two ¥%" KO 3YY62_ | 1RYV1 * | 3YY62 | 1RYV * 
| — 2 Gang Box 4JA47_ | 1RYV2 * | 4JA47 | 1RYV2 * 
| ‘ 2 Gang Deep Box 4JA46 | 1RYU7 * | 4JA46 | 1RYU7 * 
Support Clip — 1RYU3 * — 1RYU3 * 
Box Extender Deep _ 1RYV4 * _— 1RYV4 * 
Adjustable Offset Connector 2" KO — 1RYV6 * — 1RYV6 * 
"| Entrance Connector _ 3EAC7 * _ 3EAC7 * 
Conduit Connector 44" _ 3EAD1 * _ 3EAD1 * 
ae J WIREMOLD HUBBELL 
| | ag 3000 SERIES HBL3000 SERIES 
Deep Switch and Raceway Raceway Wire Clip Device fan ina aha ee 
Receptacle Box Base Cover Bracket Description No. No. No. No. 
Raceway Base, 10 ft. 3YY96 3ZA21| 1MBY1 | 1MBY2 
x 2 Raceway Cover, 5 ft. 3YY97 |3ZA22 | 1MBY3 | 1MBY4 
“=a ] Supporting Clip 3ZA10 (3ZA23| — | 2GMA3 
N, ih Cover Clip 3ZA11 |3ZA24| 1RYK5 | — 
a a " Entrance End, %" KO 3ZA13 |3ZA25| — — 
> 2 | a3 a —_—_ »> Entrance End 2", $4", and 1" KO 3ZA14 | — | 1RYL1 | 1RYL2 
ay t | * _ 90° Flat Elbow 3ZA15 | 3ZA27| 1RYL3 | — 
ac> _ - 1 Tee 3ZA16 |3ZA28| 1RYL5 | 1RYL6 
' ~ un Single Receptacle Cover, 1.60" Dia. Hole 3ZA19 | — — _| 1RYN4 
- = ° ~S lS, — Duplex Receptacle Cover 3ZA20 | 3ZA33 | 1RYNS | 1RYNG 
_ _ Be te Internal Corner Coupling — (3ZA29| — — 
_— " 7 wile Receptacle Cover, 1.40" Dia. Hole — aceon sHBY 1RYNZ 
ire Clip ° BY5 
Rectangular ae Prank ene eet External Rigid Inside Coupling 3YY99 3YY99| 1MBY6 | 1MBY6 
Receptacle Cover Fitting Elbow Elbow Device Bracket 3ZA12 |3ZA12 | 1RYK7 | 1RYK7 
Knockout Entrance Fitting, External Corner Coupling) — — _ | 1RYK8 | 1RYK9 
=a © External Corner _— — | 3EAC8 | 1RYL9 
I a Rectangular Receptacle Cover _ — | 1RYN/ | 1RYN8 
Wirin cramer LI legrand WIREMOLD HUBBELL 
° G4000 SERIES | HBL4750 SERIES 
7 Gray | Ivory | Gray Ivory 
Metallic Surface Raceway Systems 7 item | Item | Item | item 
Wiremold 500 and 700 Series—1- Hubbell HBL3000 Series—2-pc. units a a shia Sora Ag 
channel, 1-pc. steel units are paintable. 500 are made of steel; designed for small- to Raceway Cover, 5 ft. 3ZA35 | 3ZA50 | 1RYP2 | 1RYP3 
Series: 0.53"H x 0.75"W x 120"L base; 700 medium-sized applications. 1.47"H x pa end Fitting ae see ne vemad 
Series: 0.66"H x 0.75"W x 120"L base. 2.73" W x 120"L base. Intemal Clbow 37A45 | 3ZA57 1RYR3 | 2GMAG 
Hubbell® HBL500 Series—1-channel,  Wiremold G4000 Series—2-pc. steel units <2" *!™ Sete ee a Seman 
1-pc. steel units are paintable. 0.53"H x can be divided for multiservice applications ~ Device Mounting Bracket 3ZA69 | 3ZA60 | — | 1RYTG 
0.76'"W x 120"L base. in large installations. 1.75"H x 4.75"W x Duplex Receptacle & Phone Outlet Cover —__| 5KY82 | — = 
120"L base Plate, 2 Gang, 1 Duplex, 1 Blank — | 5KY83 | 1RYR9 | 1RYT1 
Hubbell HBL750 Series—1-channel, 1-pc. Pate - ans. ee Line, 1 Blank suye7 aryoe IRYT4 | IRYTS 
: ‘ ; -Gang Device Plate = = 
units easily accommodate o Cat oe cables Hubbell HBL4750 Series—2-pc. units Plate, 2 Gang, 1 Single Round, 1 Blank 3NYP9 | 3NYR1 4RYT2 | 
or 3 Cat 6 cables. 0.85"H x 0.76"W x 120"L_ can be configured for 1 channel or as a Wire Clip 3ZA39 | 3ZA39 | 1RYP5 | 1RYP5 
base. 2-channel raceway that can be divided into _Divider_ 3ZA36_| 3ZA36_| IRYP4 | 1RYP4 
9 50/50 or 70/30 split for max. capacit Rigid Inside Coupling 3ZA37 | 3ZA37 | 1RYP6 | 1RYP6 
Wiremold 3000 Series—2-pc. steel units P ocean: Divider Clip 8ZA38 | 3ZA38_ IRYP7 | 1RYP7 
are fer small-40 mediuin=si , i ; 1.75"H x 4.76"W x 120"L base. Plate, 2 Gang Duplex — —__| 1RYR5 | 1RYR6 
of ear 1o MEBIEI SiZeG appiivalelis: Plate, 2 Gang, 1 Duplex, 1 Modular Furniture = —~4RYR7 | 1RYR8 
1.47"H x 2.75"W x 120"L base. * These accessories fit Hubbell 500, 700, and 750 series. 
2400 Series Single- and Dual- 
Dual-Compartment ia [ d’ 
Base Compartment Steel Raceways #legran 
= Low-profile 0.87"H x 1.9"W x 60"L = Paintable 
Item Item 
Description No. Description No. 
. Single-Compartment, Model 2400 Dual-Compartment, Model 2400D 
AA iL Base 3YY73 Base 3YY87 
—— S Cover 3YY74 Cover 3YY74 
Hd Wire Clip 3YY7/5 Divided Coupling 3YY88 
ao _w Coupling 3YY76 FiberReady Divided Entrance End, 94" and 1" KO 3YY89 
ia Connection Cover 3YY7/ FiberReady 2" Radius Full Capacity Flat Elbow 3YY90 
: Blank End Fitting 3YY79 FiberReady 2" Radius Full Capacity Internal Elbow 3YY91 
90° Flat Elbow 3YY80 FiberReady 2' Radius Full Capacity External Elbow 3YY92 
perma a AED y “aang see neue po ane 
/ xternal Elbow -Gang Divided Device Box 5 
y Single-Compartment — Raceway FiberReady Tee 4JA53 4 
y Base Single-Gang Extra Deep Device Box 3YY83 
; 2-Gang Extra Deep Device Box 3YY84 
: Single-Gang Device Box 3YY85 
\ 2-Gang Extra Device Box 3YY86 
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ELECTRICAL 


Raceways 





Ei legrand’ 


1500, 2600, and OFR Series | ____tws 
Steel Overfloor Raceways Raoovay 


1500 AND 2600 SERIES 

Constructed of paintable galvanized steel. 0.34"H x 
1.5"W x 120"L. 1500 Series withstands 200 Ib./sq. in. 
2600 Series withstands 150 Ib./sq. in. 


90° Flat Elbow 
Internal Elbow 


Combination Connector 
2600 Series 


Raceway 
90° Flat Elbow 


OFR SERIES SRRS Ste 
: . — Raceway 
Tamper-resistant raceway installs over existing floor Device Box 
coverings. Features 4 channels of capacity and access pevice eax 
to a wide range of power, communications, and A/V. sae 
Black powder-coated finish. /2"H x 6/4'W x 8 ft. L. ADA Flat Elbow 


Compliant. UL Listed. 





Entrance End 





iption 


- 
\ 
r 4 
Base Cover Seam Clip 
P Blank End Duplex 
Fitting Device 
| ® GRAY IVORY 
LI legrand Item Item 
Description L No. No. 
4000 S = Base 120" 1EXR4 | 1EXR4 
eries Wire Clip 975° | 4EXR5 | 1EXR5 
= Adjust to Fit Coupling 6' 1EXR6 | 1EXR6 
Designer Steel <x... 60° | 1EXR9 | 1EXR8 
Seam Clip 5.9" TEXT2 TEXT1 
Raceways Half Seam Clip 5.9" 1EXT4 | 1EXT3 
, ‘i ii Entrance End Fitting 5.0" —_— 1EXT5 
= 2°H xX 9.9"W x 120°L Blank End Fitting 59° | 4EXT8 | 4EXT7 
= Large capacity Tee 8.5" — 1EXU2 
Internal Elbow 5.9" 1EXU5 | 1EXU4 
Dual-channel raceways are External Elbow 5.9 —___|_1EXU6 
easy to install with no-saw- — Duplex Device 6" 1EXU9 — 
r a Duplex Device ; — 
cut design. UL and C-UL w/D0A Receptacle 6 1EXW1 
Listed. Decorator Device 6" _ TEXW3 
— 9 
No. 3FPV1 
No. 3FPR8 No. 3FPT5 
I ® 
Li legrand No. 3FPU1 
6000 Series Steel 
Raceways _@ 
= 4"H x 4.75"W x 120"L 
= High capacity oe Wee. 
= Paintable Description No. No. 
fie yi Raceway 3FPR8 | 3FPR9 
Decor finish raceways can be divided ca corr 3FPT1 | 3EPT2 
for multiservice applications in large Wire Clip 3FPT4 | 3FPT4 
installations. Accommodate single- and er a. an ae pats 
‘ ‘aril -Gang Device Plate 
dual-gang devices up to 100A and circuit 2-Gang Device Plate — 3FPU3 
breakers up to 3 poles. UL Listed and Blank End Fitting — 3FPU5 
CSA Certified. Connector Fitting SFPV1 | 3FPV2 







Item 
No. 


Pkg. 
Qty. 


3YY66 1 
3YY67 1 
3YY68 1 
3YY69 1 
3YY70 1 


3YY71 
3YY72 


—_— — 


15A802 
15A804 
15A805 
15A808 
15A809 
15A810 
15A803 


8 Ee 9 9 2 Ld Ls 


Ei legrand’ 


Cablofil® Wire Cable 


Management Systems 
= Lightweight steel; 


1500 Series 
Base and 
Cover 


OFR Series 
Base and 
Cover 


2" HEIGHT | 4" HEIGHT | 6" HEIGHT 





. W Pkg. Item Item Item 
excellent load capacity (in.) Qty. No. No. No. 
= Easy to bend, connect, Wire Tray, 6.5-ft. Lengths 
and reconfigure on site ; ; aN _ _ 
1-person installation with 8 4 TATN4 = = 
a bolt cutter, screwdriver ic : Ui = = 
, , Wire Tray, 10-ft. Lengths 
and wrench. 4 1 AGVX1 = _ 
Note: Nos. 4JWR9, 4JWT1, 6 ; ch = 
; 8 1 4GVX3 4GVX8 —_— 
and 4JWT2 are required for 19 { AGVX4 AGVX9 AGVY3 
installation. 18 1 AGVX5 | 4GVY1 | 4GVY4 
20 1 4GVX6 4GVY2 4GVY5 
H W L Item Pkg. 
Description (in.) (in.) (in.) No. Qty. 
Cable Tray Installation Hardware 
Clamp Washer, Square Splice — 0.8 11 4JWR9 50 
Clamp Washer, Square Splice — 0.8 0.9 4JWT1 50 
Screw and Flange Nut — — — 4JWT2 50 
Washer, Square Splice — 2.0 21 4JWT4 25 
Splice, Snap Connector 0.8 1.1 10.1 4JWT5 50 
Fastrut Connector 0.6 _ 2.9 4JWT6 50 
Cable Tray Support _— 3.0 6.0 1ATP4 1 
Cable Tray Support 1.0 3.0 12.0 1ATP6 1 
Cable Tray Support 1.0 3.0 16.0 1ATP8 1 
Cable Tray Support Bracket 49 1.8 8.2 1ATR1 1 
Cable Tray Support Bracket 5.5 1.8 14.1 1ATR3 1 
Cable Tray Support, Center Hanging 5.9 2.4 11.6 1ATR4 1 
Cable Tray Support, Floor Mounting 40 0.1 2.4 1ATR5 1 
Cable Tray Support, Post Mounting _— 1.4 7 1ATR6 1 
Cable Guide —_— oo 6.7 1ATR7 1 
Cable Tray Cutter, Offset — 6.0 24.4 1ATR8 1 
Ladder - 
Tray . 
® be“ > . -- | 
OPS CLS see 
| a ra : * _. ; - 
A PART OF atkore yo ‘. a , 
a a nile as yo ”"— ; Horizontal 
Ladder Trays y— = 4 sical 


= 4" load depth 

a 5%" side rail height 
Rigid aluminum trays have 
high load capacity and 
resist stress, camber, and 
warping. Flange-out side 
rails ease cable installation. 
Splice plates are slightly 
curved, for a spring-fit on 
straight sections or contour- 
fit on fittings. Meet NEMA 
VE1. Include splice plates 
and mounting hardware. 


Description 
12-ft. Ladder Tray (/5 Ib. per ft.-12B) * 
12-ft. Ladder Tray (100 Ib. per ft.-12C)* 
Horizontal Elbow 
Vertical Elbow, Inside Mount 
Vertical Elbow, Outside Mount 
Horizontal Tee 
Splice Plate 
Splice Plate, Vertical, Adjustable 
Splice Plate, Horizontal, Adjustable 
Expansion Splice Platet 
Hold Down Clamp 
Reducing Fitting (24" to 12") 


* Weight based on 12-ft. support span. 
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12" WIDE | 24" WIDE 
LADDER | LADDER 


t Recommended every 84 ft. of a straight tray run. 


TRAY TRAY 
Item Item 
No. No. 
2HCL2 2HCL3 
2HCL4 2HCL5 
2HCL6 2HCL7 
2HCL8 2HCL9 
2HCN1 2HCN2 
2HCN3 2HCN4 
2HCN6 2HCN6 
2HCN7/ 2HCN7 
2HCN8 2HCN8 
2HCN9 2HCNYI 
2HCP1 2HCP1 
— 2HCN5 


ELECTRICAL 
Boxes & Covers 
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y 
Switch Box Switch Box Handy Box 
No. 6XC72 No. 6XC73 No. 4A238 


Conduit Boxes, Covers, and Accessories 


UL Listed. 


Description 
Switch Box, 3" H x 2" W, Single Gang 
Gangable, ¥2" Knockouts 
Gangable, 2" Knockouts 
Gangable, 2" Knockouts 
Gangable, 34° End Knockouts 


Bracket 
Type 


Ears, Old Work 
Ears 
Ears 
Ears 


Switch Box, 3" H x 2" W, Single Gang, for Armored Cable 


Gangable, 2" Knockouts 
Gangable, ¥2" Knockouts 
Gangable, 2" Knockouts 


Ears 
Ears, Old Work Clips 
Ears 


Switch Box, 3" H x 2" W, Single Gang, for NM-B Cable 


Nongangable 

Nongangable 

Gangable 

Gangable 

Gangable 

Gangable 

Gangable 

Gangable 

Handy Box, 4" H x 2" W, Single Gang, for Conduit 
Yo" Knockouts 

Ya" Knockouts 

Switch Box, 3" H x 2" W, Single Gang 
Gangable, /2" Knockouts 

Handy Box, 4" H x 2" W, Single Gang, for Conduit 
Yo" Knockouts 

Ys" Knockouts 

Handy Box Accessories 

Extension Ring, Welded Corners 
Handy Box Cover, Blank 

Handy Box Cover, /2" KO 

Handy Box Cover, Toggle Switch 
Handy Box Cover, Receptacle 

Handy Box Cover, 1.4" Dia. 

Handy Box Cover, 1.6° Dia. 

Switch Box Support, Grip-Lok; 
Madison Straps, Pkg. of 1 

Masonry Boxes 

Nongangable, 1 Gang 

Nongangable, 1 Gang 

Nongangable, 2 Gang 

Nongangable, 3 Gang 

Nongangable, 4 Gang 

Round Ceiling Pan Boxes 

3%" Round, NM-B 

4" Round, Conduit 

Multigang Boxes, Corner Edges 

Yo" & Ya" Knockouts, 2 Gang 

Yo" & Ya" Knockouts, 3 Gang 

Ys" & 1" Knockouts, 2 Gang 

Ya" & 1" Knockouts, 3 Gang 

Ya" & 1" Knockouts, 4 Gang 

¥4" & 1" Knockouts, 6 Gang 
4" Square/1900 Boxes, Rounded Edges 
Yo" Knockouts 

Yo" Knockouts, Extension Ring 

Yo" Knockouts 

Yo" & Ya" Knockouts 

Yo" & Ys Knockouts, Extension Ring 
Yo" & Ya" Knockouts 

Yo" & Ys’ Knockouts, Plenum 
4" Square/1900 Boxes, Corner Edges 
Yo" & Ys Knockouts 

Yo" & Ya" Knockouts 

et Knockouts 

Armored 

Armored 

Yo" & ¥" Knockouts, w/Grounding Pigtail 
Yo" & Ya" Knockouts, w/Grounding Pigtail 
Yo" & Ys Knockouts 

Yo" & Ya" Knockouts 

Yo" & Ys Knockouts 

Yo" & Ys Knockouts 

Yo" & Ys Knockouts 

Red, %" & 44° Knockouts 
4" Square/1900 Box Covers 

Flat, Blank 

Flat, Blank with 2" Knockout in Center 
1 Toggle Switch 

2 Toggle Switch 

2 GFCI 


1 Duplex Receptacle 


308 GRAINGER. 


ITT 





Flat D, %4" Setback 
Ears 
Ears 
Ears 
Ears 


Ears 
Ears, Old Work Clips 
TS, ¥2" Setback 


Ears 


TS, %" Setback 


FM 
FM 
BOX-LOC Flush 
H Style 
H Style 
BOX-LOC Flush 
BOX-LOC Flush 
TS, Flush 


| =2 


Find even MORE on Grainger.com® 


Handy Box Handy Box Cover Masonry Box 
Cover, Blank No. 4YF17 No. 3KF68 Ceiling Pan Box 
No. 4A240 No. 6XC84" 
Nom. Mfr. — Item Bracket 
D Model _ No. Description Type 
2 Duplex Receptacle — 
2%Iin 909 1RVX6 Combination 1 Duplex, 1 Toggle Switch — 
2% in 360 3KF63 1 GFCI — 
3%In 990 3KF65 9-15R, 5-20R, 6-15R, 6-20R, 1 Hole 1.40" Dia. — 
3%in 591 29AH22 Twist Lock 20A, 1 Hole 1.60" Dia. — 
Twist Lock 30A, 1 Hole 1.70" Dia. = 
2%In 918 1XC34 Straight Blade, 30 and 50A, _ 
2%Iin 9523 6XC/8 3-Wire, 1 Hole 2.15" Dia. 
3%In 600 20LN61 4" Square/1900, 1 Gang Plaster (Mud)/Tile Rings 
Ceiling Fixture Plaster Ring, 254" Centers, 2" Raised — 
Tin 404 6X72 Ceiling Fixture Plaster Ring, 2/4" Centers, %" Raised _ 
1%Iin 410  6XC73 1 Gang Plaster Ring, 4" Raised = 
2¥%in 4/71 1X35 1 Gang Plaster Ring, 2" Raised — 
2%I1n 919  5A056 1 Gang Plaster Ring, %° Raised — 
2%4in 56/ S8KF64 1 Gang Plaster Ring, 4" Raised — 
3%In 601 6XC66 1 Gang Plaster Ring, 1° Raised _ 
2%In 51/7 1XC36 1 Gang Plaster Ring, 14" Raised — 
2%In 531 6XC/77 1 Gang Plaster Ring, 1/2" Raised —_ 
1 Gang Plaster Ring, 2" Raised = 
1%in 650 6XC56 1 Gang Tile Ring, 12" Raised = 
1%in 663 2DDB6 2 Gang Plaster Ring, 2" Raised — 
2 Gang Plaster Ring, ¥" Raised = 
2%In 500 3XK13 2 Gang Plaster Ring, 74" Raised — 
3 Gang Plaster Ring, %" Raised — 
1% In 660 4A238 3 Gang Plaster Ring, 34° Raised — 
1%Iin 662 6XC5/ 3 Gang Plaster Ring, 14° Raised — 
41/46" Square/11B Boxes, Rounded Edges 
1%in 653 2DDA/ Yo" & Ya" Knockouts — 
— 860 4A240 41/46" Square/11B Boxes, Corner Edges 
— __ 861 _3KF48 Ys" & Ys Knockouts, Extension Ring — 
— 865 4A242 Yo" & Ya" Knockouts = 
— 864 4A241 Yo" & Ya" Knockouts H Style 
— 863 4AYF18 1" Knockouts _ 
—  86/ _ AYF1/ ae ‘ pockets, Extension Ring — 
4 thru 2° Knockouts _— 
— 977 30EJ95 Data Box, SU Bracket, Flat 4" sq. __ 
Cover, % thru 2" Knockouts 
2%in 690 3KF68 4146" Square/11B Box Covers and Plastic Rings 
3%In 695  3KF69 Flat, Blank — 
3%in 696 3KF/0 1 Toggle Switch — 
3%I1n 697 2DDA2 1 Duplex Receptacle = 
3%In 698 2DDA3 2 Duplex Receptacle — 
Twist Lock 20A, 1 Hole 1.60" Dia. — 
Yain 292 6XC84 Straight Blade, 30 and 50A, __ 
Yin 293  6XC85 3-Wire, 1 Hole 2.15" Dia. 
Straight Blade, 30 and 50A, _ 
1%in 951 2DCX3 4-Wire, 1 Hole 2.60" Dia. 
1%in 952 2DCX4 1 Gang Plaster Ring, 12" Raised _ 
2%Iin 941 2DCX8 2 Gang Plaster Ring 12" Raised _ 
2%2In 942  2DCX9 Low Voltage Data Box Partition _ 
2%in 943 2DCY1 Plate for 3%" Deep Boxes 
2%in 945 2DCY3 4" Octagon/8B Boxes 
Yo" Knockouts — 
1%in 190 5A050 Yo" & Ya" Knockouts = 
1%Iin 201 6XC/1 Yo" & Ya" Knockouts, Extension Ring — 
2¥%in 680 2DDC9 7 — 
1%in 192 5A051 Yo" & Ya" Knockouts — 
1¥%in 203 1TRVU4 NM-B, Ceiling Fan Brace _ 
2¥%in 683 2DDD1 Yo" Knockouts, Extension Ring — 
2¥%in 239 2DDE2 NM- T 
NM-B, Ceiling Fan with Brace FA ¥2" Setback 
1%Iin 189  6XC65 4" Octagon/8B Box Covers and Accessories 
2Y¥%in 232 5A052 Flat Blank — 
2¥%in 231 2DDA6 Flat Blank with %" Knockout — 
1%Iin 223 2DDD7 Flat Duplex Receptacle — 
1%Iin 218  6XC64 5° Round Steel Closure Plate, White — 
1%Iin 229  3KF35 Adjustable Bar Hanger, Range 14%" to 222° — 
1%Iin 189H 2NYF2 Nailing Plates 
2 ¥%ein 232H 2NYF3 2.96'L x 1.5'W 
1%in 22/ 3KF34 2./5'L x 1.5'W, Puzzle-Plate — 
2¥%in 238 1RVX1 5'L x 1.5'W, Puzzle-Plate — 
2¥%in 235 1RVUD5 Clamping Service Entrance Heads 
1%in 196 93KF32 Y in, Aluminum Construction — 
1¥%in 208  3KF33 ¥4 in, Aluminum Construction _ 
3 %Iin 911-2 2DCT4 1 in, Aluminum Construction — 
1 % in, Aluminum Construction — 
— 792 ~5A053 1 % in, Aluminum Construction — 
— 193 3KF44 2 in, Aluminum Construction — 
—  800C _ 5AA23 2 % In, Aluminum Construction — 
—  803C _ 5AA25 3 in, Aluminum Construction — 
—  §809C 2DDC7 3 % In, Aluminum Construction — 
— 902C  5AA31 4 in, Aluminum Construction — 








Scan. Order. Done. 


"3-1/2" Round 


Details on page A1. 











Nailing Plate 
No. 2DCN4 





RACO’ 


A Division of Hubbell Incorporated (Delaware) 


III 11 }o8 


Mfr. 


Item 


1X29 


vA004 
1X€32 
3KF36 
3KF37 
3KF38 
3KF42 
3KF43 
3KF41 
1XC33 
3KF40 
3KF39 
19L561 
191562 
19L563 


3LN23 


2DDC2 
3LN25 
2NYF4 
3LN24 
2DDC3 
19L559 


19L560 


3LN26 
3LT02 
3LR93 
3LT01 
3LR98 


3LR94 


3LR95 


3LN27 
3LN28 


19L564 


vA047/ 
6XC79 
1RVU1 
dA048 
2DDB4 
6XC54 
6XC81 
6XC80 
3KF4/ 


JA049 
6XC82 
6XC83 
3KF62 
6XC59 


2DCN4 
19L542 
191543 


19L547 
19L548 
19L549 
19L550 
191551 
19L552 
19L553 
191554 
19L955 
191556 


1-800-GRAINGER (472-4643) 


ELECTRICAL 
Boxes & Covers 


i 
No. 10L099 g — 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





No. of 

Gangs 

Copper-Free Aluminum 

Receptacle Covers for Wet Locations, NEMA 3R (Includes Flip Cover and Gasket) 
Cover with Receptacle, 5-15R Duplex 10H398 


Item 


Description No. 





1 Cover with Receptacle, 6-20R Duplex 10H402 
1 Cover with Receptacle, 5-15R, Single 1%" Device Opening 10H403 
1 Cover with Receptacle, 5-20R, Single 1%" Device Opening 10H404 7 
1 Cover with Receptacle, 6-20R, Single 1%" Device Opening 10H406 | Oe ss 
1 Receptacle, GFCI 10H411 —_* No. 10L119 
+ Receptacle: Single 192" Device Opening, Looking Davices —10H413 — pug No. of No. of Box | 
eceptacle, Single 1'%2" Device Opening, Locking Devices 4 : . 0. 0f No. of Box tem 
1 Switch, 1'%s" Device Opening with Switch Plate 1s Fa \ NO. TOLOO4 Gangs Inlets Type No. 
Covers For Dry Locations (Without Gasket) No. 10L109 Aluminum Boxes 
receptacle, Single 1192" Hole Diameter, Box Mount ee Yq in Hubs SS 4gHag9 
witc 4) 
1 Pilot Lamp, Amber Jewel 101154 Appleton Group oeiervee 1 in Hubs 
: 1 : witch uth Tongs Sa eae a 10H369 Cc t D _ B ql Cc - te 7 , Line 10L079 
ast Covers for Wet Locations, ncludes Gasket alleable Iron Boxes 
fol pane Flush receptac’e sreen “ewe siaibl _ ee aS evice OXES an overs V2 in Hubs. SCA OHYE 
witch, Operatin e for Square Handle Tumbler or Toggle 77 i ici 
Senk perenne 10L149 Boxes feature accurately tapped and tapered threads for tight, rigid 3 —EDCC TOL 
1 Pilot Lamp Flush Receptacle, Amber Jewel 10L156 joints and ground continuity. A smooth, rounded integral bushing in 1 3. FDT 10L097 
maNIgabIE Wo Flush Receptacle, Red Jewel 10L158__ gach hub protects conductor insulation. Openings provide room to : ms eran 
Receptacle Covers far Wet Locations, NEMA aR (Includes Flip Cover ar Gasket make splices and for general maintenance. Accommodate wiring 1 4 FSCD 1 ott 37 
1 over with Receptacle, L5-15R, Single 1%" Device Opening 407 i i i i i 4 
i Cover with Receptacle. L6-15R’ Single 194" Device Opening toH4oa — CCVICES like switches and receptacles. Corrosion resistant. Covers —5 4 "Fe —a9ra47 
1 Cover with Receptacle, L7-T5R, Single 134" Device Opening toH409 for Dry and Wet Locations mount directly on box. Covers for Wet ate Uak Esc 10L131 
1 Receptacle, Duplex, 1%" Device Opening 414 i i 2 in to %4 in Hubs 
Covers For Dry Locations (Without Gasket) Locations feature a gasket that seals around the plug to keep dirt D 2 ESD OL 
1 Extension f0L110 _ and moisture out. % in Hubs 
2 Extension 10L116 1 4 FDX_ 10L102 
2 Blank, Cast 10H384 No. of —_ Item 1 1 FS 101109 
1 Receptacle, Single 16 Hole Diameter, Cast 10H363 Gangs Description No. 1 2 FSC _10L127 
1 Receptacle, Duplex, Cast 10L152 1 Receptacle, Single 1% Hole Diameter 10H361 2 2 FSS _ 10H421 
Cast Covers for Wet Locations, NEMA 3R (Includes Gasket) 1 Switch, Up to 3 Interchangeable Devices 10H380 2 2 FDS 10L095 
1 Pilot Lamp Flush Receptacle, Green Jewel 10H348 2 Blank 10H381 2 1 FS 10L118 
1 Switch, Double Push Button 10H354 2 Receptacle, 2 Duplex 10H385 2 2 FSC 10L132 
1 Switch, Rocker Type for Square Handle Tumbler or Toggle | 10H370 2 Receptacle, Single 1'32" Hole Diameter and Duplex 10H387 3 3. FSS 10H423 
1 Receptacle, Duplex with Spring Cover 10H372 2 Receptacle, Single 2'%32" Hole Diameter 10H388 1 in Hubs 
1 Receptacle, Single 1s" Hole Diameter with Spring Cover‘ 10H374 2 Receptacle and Switch, Switch/Duplex 10H390 1 3 FDCC 10L090 
1 Switch, Operating Type for Square Handle Tumbler or Toggle 10H376 1 Blank 10L146 1 2 FDS 10L094 
1 Pilot Lamp Flush Receptacle, Amber Jewel 10L155 1 Receptacle, Duplex 10L150 1 3. FDI  10L096 
1 Pilot Lamp Flush Receptacle, Red Jewel 10L157 1 Pilot Lamp, Red Jewel 10L153 1 4 FDX__10L099 
Steel No. of Item 1 3 FSCT 10L139 
Covers For Dry Locations (Without Gasket) Gangs Description No. 2 2 FSS __10H419 
1 Pilot Lamp, Green Jewel 10H347 Accessories 2 1 FD _10L074 
1 Switch, Double Push Button 10H353 { Adapter and Gasket, Mounts Receptacle Covers for 10H410 2 2 FDC 10L086 
1 Receptacle, Single 1'%2" Hole Diameter with Lift Cover 10H357 Wet Locations to Standard Steel Switch Boxes 3 1 FS _10L119 


Weatherproof Boxes and Covers gz) 


Use with standard flush switches and receptacles. Suitable 

for outdoor, high-abuse areas and wet locations when used 
with cover and gasket, sold separately. Malleable iron boxes 
with NPT-tapered threads, integral bushings, and easily acces- 
sible internal grounding screws. Triple-coat Duraloy® finish for 
high corrosion resistance. Lug brackets on all models except 
Nos. 2NA21, and 2NA28. FB-1 NEMA/IEC frame. Silver color. 


For Use With 
Weatherproof Covers 
Blank 
Blank 
Duplex Receptacles 
Duplex Receptacles 
Duplex Receptacles 
Duplex Receptacles 
GFCI Receptacles 
Outdoor On-Off Toggle Switches 
Single Gang Boxes 
Single Gang Boxes 
Single Gang Boxes 
Single Gang Boxes 
Single Gang Boxes 
Standard Toggle Switches or 
Manual Motor Starters 
Toggle Switch 
Toggle Switch 
Gaskets 
Appleton FS/FD Series Cast Boxes 
Hubbell 2F Series Box Covers 


Box No.of No. of 
Type Inlets Gangs Cap. 
Aluminum Boxes 
FD 1 1  47.0cu. in. 
FD 1 2 47.0 cu. in. 
FDC 2 1 50.0cu. in. 
FDC 2 2  50.0cu. in. 
FDCC 3 1 28.0Cu. in. 
Fo 1 1 = 18.0cu. in. 
FS 1 2 32.0 cu. in. 
FSC 2 1 18.0 cu. in. 
FSC 2 2  32.0Cu. in. 
FSOC 2 1  29.0Cu. in. 
FSS 2 1 18.0cu. in. 
Foil. 3 1 18.0cu. in. 


* For 3-gang boxes. 





No. 2NA17 


KILLARK 
1 Gang 2 Gang 
Cover Mfr. Item Mfr. Item 
Material Model No. Model No. 
Aluminum — — 2FBC 49ZX83 
Aluminum — — 2FB 49ZY20 
Aluminum FCLA 2NA14 2FA 2MY65 
Aluminum 1FA 2MY62 | 2FAC 492ZX84 
Aluminum FCLA2 2NA15 — — 
Aluminum 1FAC 49ZX85 — — 
Aluminum FCL-GF 2NA16 — — 
Aluminum 1FT 2MY64 2FT 2MY69 
Aluminum 1FB 2MY63 2FR 49ZY11 
Aluminum 1FG 49ZX94 — — 
lron 1FR 49ZX90 — — 
lron 1FRC 49ZX95 — — 
Malleable Iron FSBCM 2NA24 — — 
Aluminum FZ8647 2NA29 — — 
Aluminum Fol 49ZY02 <1FIC 49ZX88 
Aluminum FCLT 49ZY15 — — 
— — — 3FSRG 49ZX82 * 
— FSRG 2NA27 | 2FSRG 2MY68 
Y in Hubs % in Hubs 1 in Hubs 
Mfr. Item Item Mfr. Item 
Model No. Model No. Model No. 
FD-1 49ZX86 FD-2 49ZX92. FD-3 492ZX91 
2FD-1 49ZY14 2FD-2 49ZY01 — — 
FDC-1 49ZY03 FDC-2 49ZY04; — — 
2FDC-1 49ZY25 | 2FDC-2 49ZX89| — — 
— — FDCC-2 49ZY05,; — _ 
FS-1 4TZT5 FS-2 4TZT6 — — 
2FS-1 49ZX99 — — 2FS-3 49ZY13 
FSC-1 4TZT8 FSC-2 4TZT9 — — 
2FSC-1 49ZY16 — — — — 
FSOC-1 49ZY30 — ~ — — 
— — FSS-2. 49ZY17; — — 
— — FST-2 49ZY28; — — 


Box No. of 


Type 


FD 
FDC 
FDC 

FDCC 

FS 

FS 
FOC 
FSC 


FSOC 
FSS 
Fo 
Malleabl 
FD 


FD 
FD 


nm 
Oo 
lop 

AS 09) D9) G9) G9} D9) G9) PO} DO) PO) |) S) S| PO) PO po} po) ]) S| + ® [copa po) po|po) |) co po}po| ]) 


FOX 


lron Bo 


No. of 

Inlets Gangs 

Aluminum Boxes 
FD 


x 1) 1 po) | po S —S po Spo 


es 


a) a) a a A) a) 3 py) | 2) | po) 2 | py) S| 


Cap. 


47.0 cu. 
47.0 cu. 
50.0 cu. | 
50.0 cu. | 
28.0 CU. | 
18.0 Cu. | 
32.0 Cu. | 
18.0 cu. | 
32.0 cus 
29.0 Cu. | 
18.0 Cu. | 
18.0 cu. | 


28.0 CU. | 
47.0 cu. | 
47.0 cu. | 
28.0 CU. | 
50.0 cu. | 
50.0 cu. | 
28.0 CU. | 
18.0 Cu. | 
32.0 CU. | 
32.0 Cu. 
18.0 cu. | 
32.0 CU. | 
32.0 cu. | 
18.0 cu. | 
18.0 cu. | 
18.0 cu. | 
18.0 cu. | 
18.0 cu. | 
18.0 cu. | 
18.0 cu. 


in. 


No. 2NA28 


¥% in Hubs 


1 in Hubs 


No. 2MY67 
¥Y in Hubs 
Mfr. Item 
Model No. 

FD-1 49ZX86 
2FD-1 49ZY14 
FDC-1 49ZY03 
2FDC-1 49ZY25 
FS-1 4TZ15 
2FS-1 497ZX99 
FSC-1 4TZT8 
2FSC-1 49ZY16 
FSOC-1 49ZY30 
FD-1M 2NA17 
2FD-1M  49ZX96 
FDC-1M 2NA19 
2FDC-1M 49ZX97 
FS-1M 2NA22 
FSC-IM  2NA25 
2FSC-1M 49ZY08 
FSCA-1M 49ZY31 
FSCC-1M 49ZY24 
FSCT-1M 49ZY29 
FSS-1M = 49ZY12 
FST-IM 49ZY22 
FSX-1M = 49ZY18 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Mfr. 
Model 


FD-2 
2FD-2 
FDC-2 

2FDC-2 
FDCC-2 
FS-2 


FSC-2 


FSS-2 
FST-2 


FD-2M 


OFD-2M 
FDC-2M 


OFDC-2M 
FDS-2M 
FS-2M 


OFS-OM 
FSC-OM 


OFSC-2M 
FSCA-OM 


FSCC-2M 
FSCT-2M 
FSS-2M 
FST-2M 
FSX-2M 


Item 
No. 


49ZX92 
49ZY01 
49ZY04 
49ZX89 
49ZY05 
41ZT6 


4TZT9 


49zv17 
A9ZY28 


2NA18 


497ZX98 
2NA20 


49ZY06 
2NA21 
2NA23 


2MY66 
2NA26 


2MY67 
49ZY27 


49ZY21 
49ZY23 
2NA28 
49ZY09 
49ZY26 


Mfr. 
Model 


FD-3 


nm 
HTT t rrr yl 
(se) 


FD-3M 


FDC-3M 


FS-3M 
OFS-3M 


FSC-3M 


Item 
No. 


49ZX91 


=> 

N 
HUST 

oh 

oo 


49ZX87 


49ZX93 


49ZY10 
49ZY07 


49ZY19 
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ELECTRICAL Scan. Order. Done. Pins 
Weatherproof Boxes & Covers Details on page Al. 


























proof Outlet Boxes" = 
Boxes are supplied with closure plugs and self-threading ground screw. Avon tel espana evar) 
Y% in HUBS ¥%4 in HUBS 
No. of No. of Mfr. Item Mfr. Item 
Gangs Description _Inlets Material Color L W D_ | Model No. Model No. 
1 Standard 3 Aluminum Gray = 4.50" 2.75" 2.00" | 5320-0 3KG83 5324-0 3KG85 
1 Standard 4 Aluminum Gray = 4.50". 2.75" 2.00" | 5321-0 3KG84 5330-0 2DCV4 
1 Standard 5 Aluminum Gray 4.50" 2.75" 2.00" | 5323-0 2DCV3 * 5332-0 2DCV6 * 
1 Standard 5 Aluminum = Gray — 4.50". 2.75" 2.00" | 5322-0 4YF70 +t) 5331-0 2DCV5 ft 
1 Extra Deep 3 Aluminum Gray 4.50" 2.75" 2.63" | 5385-0 2DCW1 0386-0 2DCW2 
| 1 Extension 0 Aluminum _ Gray — 2./5' 1.00" | 5406-0 2DCW7 5406-0 2DCW7 
ean 1 Extension 6 Aluminum = Gray 9.25" 3.50" 1.50" | 5400-0 3KF67 = = 
_ 2 Standard 3 Aluminum = Gray — 4.56" 4.58" ~— 2.00" | 5333-0 4A243 5341-0 3KF89 
No. 3KG84 2 Standard 4 Aluminum Gray 4.56" 4.58" 2.00" 5335-0 3KF8&8 5343-0 3KF90 
2 Standard 5 Aluminum Gray — 4.56" — 4.58" ~—-2.00" | 5337-0 4A244 | 5345-0 4A245_ + 
2 Standard 5 Aluminum Gray 4.56" 4.56" 2.00" | — — 5342-0 2DCV8 * 
2 Standard 7 Aluminum Gray — 4.56". 4.56" —- 2.00" | 5340-0 2DCV7 5346-0 2DCV9 
2 Extra Deep a Aluminum Gray 4.50" 4.50" 2.78" |  — — 0388-0 2DCW4 
2 Extension 0 Aluminum Gray — 465" 1.03" | 5407-0 4YF23 5407-0 4YF23 
3 Extra Deep Fé Aluminum Gray 6.38" 4.50" 263" | — _ 9390-0 2DCW6 
— _4Closure Plugs 5 Aluminum Gray ~— 4.00". 4.00"—-1.50" | 5361-0 2V567 — _ 
No. 1 ee 5 Aluminum Gray 4.00" 4.00" 1.50") — - 5372-0  3KG86 
S2HF24 0 Closure Plugs — Zinc Gray — 050 — | 5269-0 30UJ94 — — 
0 Closure Plugs — Die-Cast Zinc Gray — 0.75 = = _ 92/0-0 30UJ95 
1___Marine-Rated, FD 2 ‘Thermoplastic Yellow 5.92" 2.77" 3.53" | — _— HBL60CM83A 52HF24 
1 Marine-Rated, FD 2 'RE'MOPASHIC Gray Beyey 24964" BIN") — HBL6083 —-3D939 
1 Marine-Rated, FS 2 Bakelite Black 4'%2" = 234" 23% 4" | — _ HBL60800S  3D940 
* Inlets on ends, sides, and back. f¢ Inlets on ends and back. 
; “H® _ ; No.of Mounting Mfr. Item 
HUBBELL Description Lid Style Gangs _ Orientation Cover Material Model No. 
E Bell 
A Division of Hubbell Incorporated (Delaware) Wiring Device-Kellems Rectangular, 1-Hole — 1 — = 5186-0 3KF60 
Rectangular, 3-Hole = 1 — — 5189-0 2626 
Weatherproof Covers and Plates  4irfomdcuster- covers 
Round, 3-Hole No Lid 1 Vertical Cast Aluminum 9197-0 2V627 
Protect outdoor switches or receptacles. Covers are self-closing. Fs or FD Weatherproof Boxes ai ; cca — 5191-0 —pcv? 
ever Switch and Cover 0 Li ertica ast Zinc - 
Gray color. Thermoplastic plates have stainless steel metallic Duplex Receptacle Q Self Closing _1 Horizontal Cast Zinc 9180-0 2V705 
parts and are corrosion-resistant. No. 3D249 has fiber shield to Duplex Receptacle = Self Closing Vertical Cast Aluminum a 46-0 SKHAI 
uplex Cover, Padlockable elf Closing ertica ast Aluminum - 
weatherproof toggle and lock switches. All are UL Listed and CSA Single Receptacle, 1.406" dia. Self Closing { Horizontal Cast Aluminum 5152-0 3KH42 
Certified—Plates with model numbers ending in “WO” are UL Single Receptacle 1.406" dia. Selt Closing vertical — Cast Zinc 5155-0 av704 
: : eceptacle elf Closing orizonta ast Aluminum : 
Listed for wet and damp locations, cover open. All other plates GFCI Receptacle =m Self Closing 1 Vertical Cast Aluminum 9103-0 3KH40 
are UL Listed for wet and damp locations, cover closed. ee tae /s2 Self Closing 1 Vertical Cast Aluminum 5028-0 5X914 
; Reet avitch aim No Lid 1 Vertical Cast Aluminum 5137-0 4YF69 
) 4 a a : No Lid 1 noH zona, Cast Zinc 5173-0 2706 
r) 4 Lever Cover w/Two 10A, ; : ; 
, of 195V SPST Switches No Lid 2 Vertical Cast Aluminum 5124-0 4YF68 
Duplex Receptacles (2 Self Closing 2 Vertical Cast Aluminum 5148-0 4A247 
— ; Duplex and GFCI Receptacle elf Closing 2 Vertical Cast Aluminum 9033-0 4LV83 
= / iy GFCI Receptacle, Padlockable Self Closing 2 Vertical Cast Aluminum 5045-0 4LV84 
eax a Blank-Box Mount No Lid 2 Horizontal Fea 5175-0  4A246 
| ‘s 7 FS Single Gang and Tandem Cast Hub Device Boxes 
sat eer ky Single Receptacles, 1.406" dia. (3) Self Closing 3 Vertical Cast Zinc 5093-0 191545 
= Blank-Box Mount No Lid 3 Vertical Cast Zinc D147 7-0 19L546 
Hubbell Wiring Device-Kellems 
— FS or FD Weatherproof Boxes 
No. 2DCV2 Duplex Self Closing i Vertical Thermoplastic _ HBL5222 ——«6C595 
Duplex Self Closing 1 Vertical Thermoplastic HBLS221 60594 
Duplex Self Closing 1 Horizontal _ Cast Aluminum _HBL5205WO __6C€592 
Duplex Self Closing 1 Horizontal Cast Aluminum HBL5206WO 60593 
Single (1.40) Self Closing 1 Vertical Thermoplastic HBL/423WO _6C615 
Single (1.99) Self Closing 1 Vertical Thermoplastic HBL/425WOA _5C991 
Single (1.99) Self Closing 1 Vertical Cast Aluminum —_ HBL/420 3D249 
Single (1.72) Self Closing 1 Vertical Thermoplastic HBL/424WO 3D250 
Single (2.15 Self Closing 1 Vertical Cast Aluminum _ HBL9420 3D297 
Single (2.15 Self Closing 2 Vertical Thermoplastic HBL////A_ _3D279 
einforce 
ee Self Closing 1 Vertical Thermoplastic © WPT 8463 
olyester 
20/30A Twist-Lock Self Closing 1 Vertical Thermoplastic WP2 3D464 
| - GFCI Self Closing 1 Vertical PVC CWP26CR_ _ 2EAU6 
Ss t Duplex Self Closing 1 Vertical Thermoplastic HBL52CM21 _3D194 
No. 14H186 FS Single Gang and Tandem Cast Hub Device Boxes 
bd GFCl Self Closing 1 Vertical Cast Aluminum WP26V 14H188 
GFCl Self Closing 1 Horizontal _ Cast Aluminum WP26H 14H186 
Portable Outlet Box 
Duplex Self Closing 1 Vertical PBT Resin HBL3056 _ 39EA01 
GFCl Self Closing 1 Vertical PBT Resin HBL3061 _—_ 39EA05 
While-In-Use Weatherproof Covers aaa 


Snap-fit design speeds installation. Padlockable. Corner drill points for box mounting. All have easy-to- 
remove cordset exit ports and adhered gasket. Single-gang has 16 possible configurations. Double-gang 
has 70 possible configurations. All are UL Listed and CSA Certified for wet locations while in use [NEC Article 
406.8(B)]. Extra-Duty rated models (XD Suffix) comply with NEC requirements [NEC Article 406.9(B)(1)] for 


ro Een extra-duty applications and wet locations. 





No. of Receptacle Mounting Mfr. Item 
Gangs Type Orientation Color W D H Model No. 
Polycarbonate Body 
Duplex, GFCI, Toggle or Round _ Horizontal or Vertical Clear 3'6" 245 "Yea WP3100C 1YVX3 
2 Duplex, GFCI, Toggle or Round Vertical Clear ah 298 ae WP1220C 4CAZ5 
Die-Cast Aluminum Body 
Duplex, GFCI, Toggle or Round Vertical Gray 3h" 3" 3%" _WP1010MXD___29TH97 
1 Duplex, GFCI, Toggle or Round Horizontal Gray o/4" 3" 34%" _WP1010HMXD_ _ 29TH98 
2 Duplex, GFCI, Toggle or Round Vertical Gray 54" 3" 3%" _WP1030MXD___29TH99 
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ELECTRICAL 
Weatherproof and Floor Boxes 





C=) TAYMAC 


Weatherproof Outlet Covers 
NEMA 3R covers install quickly using the Quick-Fit™ keyhole mounting system. 








= 








ce a No. 38R684 No. 38R681 No. 38R657 No. 38R660 
Plastic In-Use covers can be custom-fit with Knock-Out™ technology. Durable — wounile sii sank 
high-impact polycarbonate construction features attached gasket and lockable oioanss Type aentatian Color W D Model No. 
tab. Include mounting hardware. Nos. 38R662 to 38R664 and 38R666 are Dee astic 
. g P 1 In Use Horizontal or Vertical Clear 3%" Su MM410C 38R657 
design. 1 Flat Cover Horizontal Tate Clear on 17 : MMi10¢ 38R671 
i ‘al_ i Ac : 1 Flat Cover Horizontal or Vertica ray 4" Ae. 1 
Metal In-Use covers feature commercial quality die-cast metal construction that j Flat Cover Horizontal or Vertical White 39s" 17g IMT OW 38674 
meets or exceeds extra-duty specifications. Lockable open or closed. Universal- 2 Flat Cover Vertical Clear 5%6 17/6 MM1410C 38R675 
itT™M ith j 2 Flat Cover Vertical Gray 5%e 1%6  MM1410G  38R6/6 
Fit™ technology with included gasket and mounting hardware. 5 Flat Cover Vertical White 57%" 14s" MIMI ZT OW38RE77 
All are UL Listed. 1 In Use Horizontal or Vertical Gray 3%" 3: MM410G__38R660 
1 In Use Horizontal or Vertical White 39" 3 MM410W 38R661 
No. of Mounting Mfr. Item 1 In Use Horizontal or Vertical Clear 34" 3%" MM510C_ _38R662 
Gangs Type Orientation Color W D Model No. 1 In Use _ Horizontal or Vertical Gray 3%" —3%" = MM510G_ _38R663 
Metal 1 In Use Horizontal or Vertical Clear 3%" a MM/10C 38R664 
1 In Use Vertical Gray 3% 3% MX3200 _38R682 1 In Use _ Horizontal or Vertical Gray 334" : MM710G _38R666 
1 In Use Horizontal Gray of 3% MX3300 _38R683 2 In Use Horizontal or Vertical Clear o”6 ok MM2410C 38R667 
2 InUse _ Horizontal or Vertical Gray Oo” 3% MX6200 _38R684 2 In Use _ Horizontal or Vertical Gray 5%6 o MM2410G 38R668 
1 Low Profile Horizontal or Vertical Bronze 3% 1 to3% ML450Z 38R681 Z In Use Vertical Clear 5° 4"  MM/440C 38R669 
1 Low Profile Vertical Gray 3% 2% ~~ MX4280S —38R685 2 In Use _ Horizontal or Vertical Gray 5% 95% MM/440G_ 38R6/0 
1 Low Profile Horizontal Gray 9% 2% MX4380S 38R686 1 Low Profile Horizontal or Vertical Gray 3% 1 to3% ML450G  38R6/8 
1 Low Profile Vertical Gray 2%" 234" ~~ MX5280S —38R687 1 Low Profile Horizontal or Vertical White 3% 1 to3% ML450W 38R680 
: Calbrite 
Stainless Steel Outlet Boxes and Covers Stainless Steel Conduit Systems 
These boxes and covers are designed Bax La of No. of : ; lism 
a ype angs __Inlets ap. 0. 
to be used in wiring devices, such as FS 1 18.0 cu.in. 1.80" 38AX90 
switches and receptacles. 316 stainless am } a cu. in. ea EE 
. . hp nay .U CU. IN. : 
steel, and polished with standard brite FDCD 9 > 45 0cuin 2 50" 38AK93 
finish to increase corrosion resistance. eee , = = i oi 
; Ox Lovers = = 8 
di dahon standard ia a While In Use {1.90 cu.in 3.50"  38AY03 
nternal grounding screw included an eatherproo ; : 
Covers : Eee See sears No. 38AX91__—No. 38AX93 No. 38AY03 


manufactured with mounting feet. 


ThomaséBetts 


A Member of the ABB Group 


Multiple-Service Floor Boxes 


Open-office planning options abound with boxes that deliver power, communications, and data service from 
standard conduit with no exposed service fittings. Quick leveling to desired concrete depth. All are UL Listed 
(E2969). Nos. 2TEC3 and 2TEC7 are CSA Certified. 



















Mfr. Item 
Description Material For Use With Model No. 

Floor Boxes 
Concealed Service, 2 Compartments, 90 cu. in. Steel _ 664-SC 2TEC3 
Tae "Gor oplcations, 1 cu. in : Steel — 61 W 2TEC7 No. 2TECS 

oke-Through, Duplex Receptacle, Prewire _ 
Pigtail End in Junction Box, 27 cu. in. Steel FPT449 2TEC8 
ona ow : aq Po? Steel _ 664 S 30EC66 

ulti-Gang, Rectangular, Power. __ 
Data/Communications 4 pile , E976RFB 30EC67 
Adjust-A-Box, Residential, Tamper- on-Metallic wit _ 
Resistant Duplex Receptacle Brass Cover B121BFBB 30EC69 
Floor Box Covers and Carpet Flanges 
Carpet Flange, Rectangular, 1 Gang Brass oy foo P 64 CP 2TDZ5 
Round Floor Box Covers with Integral Carpet Flange 
1 Pc., Duplex, Aluminum Aluminum 68 and 600 Series Floor Boxes P60 CACP-AL 21DZ8 
Duplex, Brown Polycarbonate 68 Series Floor Boxes P 68 DRC BRN 21DZ9 No. 2TDZ9 
Recessed, Black, For Power PVC 68P Series Floor Boxes 68R-CST-BLK _—2TEC1 
and vommunications , 

ecessed, Brown, For Power ,; rer. 
and Complications PVC 68 P Series Floor Boxes 68R-CST-BRN 2TEC2 
Floor Box Covers 
Concealed, Scrub-Water, Black Rein e tee te 004 Series Floor Boxes 664-CST-SW-BLK 2TEC4 
Concealed, Scrub-Water, Gray Polycarbonate with tee! 664 Series Floor Boxes 664-CST-SW-GRY 2TECS 
Non-Metallic, Beige Polycarbonate with steel 664 Series Floor Boxes 664-CST-SW-BGE 30EC71 < 

: Polycarbonate with Steel _(7CT_CW.- No. 2TE No. 30EC7 

Non-Metallic, Brown Bsiniorcement Plate 664 Series Floor Boxes  664-CST-SW-BRN 30EC72 o cs o. 30EC73 
Brass Finish Brass 664 Series Floor Boxes 664-CST-M-BRS 30EC73 
Floor Box Trim Rings i 
Tile Trim Ring, Aluminum Aluminum 68-P Floor Boxes 68PFLAL 2TEE1 a 
Finer Box Activation nits. ; 

ulti-Gang, Rectangular Floor Box 
Kit, Power/Data/Communications PVC S0EC6/ ES76AK2 S0EC68 
Floor Plate Plugs i 
Replacement Plug for 2" Floor Cover Brass P64 Floor Plate Covers 690-SC 30EC74 
Replacement Plug for 4" Floor Cover Brass P64 Floor Plate Covers 691-SC 30EC75 
Replacement Plug for 1" Floor Cover Brass P64 Floor Plate Covers 692-SC 30EC76 = 3 
Replacement Plug for 14" Floor Cover Brass P64 Floor Plate Covers 693-SC 30EC77 eg ms pe F 
Replacement Plug for 22" Floor Cover Brass P64 Floor Plate Covers 695 30EC79 — 
Replacement Plug for 254" Floor Cover Brass P64 Floor Plate Covers 696-SC 30EC80 2 No. 30EC79 
Replacement Plug for 2%" Floor Cover Brass P64 Floor Plate Covers 697 30EC81 
Replacement Plug for DU Floor Cover Brass P64 Floor Plate Covers 698 30EC82 No. 2TEE1 
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ELECTRICAL Scan. Order. Done. 
Floor Boxes Details on page Al. 


















all ) 1 
| ( ree ‘ del Step 1 
Ea a ' Floor Box 
F a | £ No. 2DZL7 
“a ee ih 
— : 7 Sn 1 . 1 
" oS — a 
ee tn Step 1 x ae sciciats 
Step 2 cups shila w- No. 2DZN5 
No. 3D444 


No. 3D440 ® Assembled 
Traditional Flush Floor Boxes Wiviig Devoe Kline i pea . 


Satisfy a variety of office, retail, and commercial applications. Feature 
Scrubshield™ gasketing technology to exceed UL scrubwater exclusion 





requirements. Floor boxes are fully adjustable for height and leveling. Cast-iron Step 3 Step 3 
and nonmetallic floor boxes provide corrosion resistance for slab-on-grade Carpet Flange and Tile Flange and 
applications. Cover Assembly Cover Assembly 
Mtr. ite No. 2DZL5 No. 2DZP4 
Description Material Model No. = i 
Round Flcnr Bares Multiservice Flush Floor Boxes ® 
Shallow, 33 cu. in. Cast Iron B2537 2EML6 F aes 
Step 2: Select Cover and Fire-Rated Poke-Th roughs Wiring Device-Kellems 
ae FED ese Sisgos—apaai- | = Floor box is for min. 3" to 5" capacity and bend radius suitable for 
ub ex acre i Brass ee apie concrete pours, depending Cat 6/6a, coax, and fiber cables. PVC 
OV" Single Receptacle Tae ease — ATES on application subplate construction can be saw-cut for easy 
combination te x os n Brass 2525. 30439 = Poke-throughs are for after-pour adjustment. 
ombination 8 X Y4 uminum : P ‘ 
2¥" Single Receptacle Aluminum SA2925 _2EML9 use In concrete floors Poke-throughs expand during a fire 
Shep sence Tange (Carpeted Areas Unty) ETaSS S3087 —3Daa0 from 21%" to 7" thick to create a fire seal and prevent heat 
: Il . 
5 V4" Dia. Brass $3182 40513 | " 4° core hole transfer. Step-down clips allow removal 
a me ; ae sasife _ADSST_ | SystemOne floor box and fire-rated from above. UL Listed for use in 1- to 
Step 2 & 3 Combinations: 1-Pc. Cover and Flange poke-throughs use a universal cover §4-hr. rated floors. 
Bape Cover cara Faget Bass SF8808—Sope_ | 7d various application subplates for Universal cover with Scrubsheld™ 
Hectangular Foor Boxes consistent aesthetics. gasketing technology exceeds UL 514A 
tep 1: Select Floor Box ‘ : : 
1-Gang, Deep, Brass Collar 33 cu. in. fast lion BO436-aD740 Round, flush, nonmetallic floor box scrubwater exclusion requirements. 
2-Gang, Deep, Brass Collar, 36.5 cu. in. Cast Iron and Brass _—_— B4233 ~—— 2EMR7 has a 14" data conduit hub for higher 
1-Gang, Deep, Aluminum Collar, 33 cu. in. Cast Iron BA2436 2EMR6 Conduit: ‘Hole Mir ltem 
2-Gang, Deep, Aluminum Collar, 36.5 cu. in. Cast Iron and BA4233 2EMR8 Description Material Size Dia. _‘ Model No. 
Aluminum 
{-Gang. 14.3 cu. in PVC PFBRGT  2EMN2 Assembled 1-Pc. Fire Poke-Throughs, Includes Cover and Subplate 
te CaN PVC PFBRC2 ~~ 2EMING 4x 4, Aluminum Finish Steel 3)%' 4" ~——sS{PT4X4AL_ 2DZL8 
eGang Challow Brass Collar 905 010 Steel B2421  2EMR2 4x4, Black Steel and Aluminum __(3) 44" SIPT4X4BL  2DZL9 
(Gang Shallow Muninum Collar 305-00 i Steel BA2491 2EMR3 4x 4, Brass Finish Steel and Brass 3) 7" 4 SIPTAXABRS 2DZN1 
: g; “Tas an Dual Style Line, Aluminum Finish Steel and Aluminum (2) 1° 4" SIPTAL  2DZN2 
2-Gang, Shallow, Brass Collar, 35 cu. in. Steel and Brass B2422 2EMR4 HualSivle Line Black Steel (oy t" 7 S{PTBEODZN3 
aig, shallow, a Collar, 35 cu. in. Steel and Aluminum  BA2422 2EMR5 Dual Style Gine Brass Gch Sealand Brace 5) 7" 7 STPTBRS OD INA 
tep 2: Select Cover(s - , 
Duplex Pap ; Brass $3825 3D 443 een 1. Select Floor Box or Fire-Rated Poke-Through 
uplex Flap uminum ° 7 
Duplex Screw Brass $3625 3D441 Round, Multi Service PVC Oty —  S1PFB--2DZL7 
Settler eee Fire-Rated Poke-Through Systems 
‘Shallow, 37 3.cu. in Steel Boos aaa | pe nated OKe=Trougm Steel (ys: 4 SIPTAVFIT 2EMTE 
ectangu ar Fioor BOXesS — - 
Step 2: Select Cover(s) = nee ee ee Steel (2)1" 4" S4PTFIT —-2EMT7 
uplex Screw uminum — - 7 7 
Combination DV6"x 7" Brass O48 3438 Fire-Rated Poke-Through, 4 x 4 Steel (3) %4° 4" S{PT4X4FIT_2EMT8 
Combination 2%" x 3! Aluminum SA2425__ 2EMT3 7 _ Mfr. Item 
StyleLine® Decorator Flap Brass $3826 2DDX1 Description Finish Model No. 
StyleLine® Decorator Flap Aluminum SA3826 _2DDX4 step 2: Select Subplate S150 OTHE 
aa Pye Boxes ae apes PVC PFBR826GYA 2EMNG6 ee Subplate —— = S1SP4x4__ 2DZNG * 
Step 3: Select Flange (Carpeted Areas Only) Furniture Feed Subplate, Alumnium Finish — SISPFFAL _2DZN7 
1-Gang (For PVC Boxes Only), Gray PVC PFBRFGY1 2EMN4 Furniture Feed Subplate, Black Finish — SISPFFBL _2DZN8 
1-Gang For Metal or PVC Boxes Aluminum SA3083  2DDX2 Furniture Feed Subplate, Brass Finish — SISPFFBRS 2DZN9 a 
{-Gang (For Metal or PVC Boxes Brass SB3083  2DDX5 Twist-Lock and Data Subplate = SiSPTL _ 2DZP1 
2-Gang (For PVC Boxes Only), Gray PVC PFBRFGY2 2EMN5 Step 3: Select Carpet Flange or Tile Flange 
2-Gang er Metal or PVC Boxes) Aluminum SA3084 _2EMT4 barpet Ange and over assembly ar ERR — SHILA 
Koei erass See | ~ Universal Cover tor Carpet Black S1GFCBL2DZL5 
Mounting Collar, Required for Tile Universal Cover for Carpet Brass SICFCBRS 2DZL6 
Applications Only on PVC Boxes PVG PFBRMC  2EMN7 Tile Flange and Cover Assembly 
Cover Frame, Required for Tile Universal Cover for Tile Aluminum  S1TFCAL 2DZP2 
Applications Only on PVC Boxes PVC PFBRFRA 2EMN8 Universal Cover for Tile Black  S{TFCBL 2DZP3 
Adapter Collar, For Use With Metal Covers and PVC PFBRAC 2EMN9* Universal Cover for Tile Brass SITFCBRS 2DZP4 


Accessories 


Flanges in Carpet and Tile Applications ; ( = 
Side by Side Divider for No. 2DZL/ _ SiDIV1 = 2EMT4 


Adapter Frame With Ground Lug, For Use With Metal 





Covers and Flanges in Carpet and Tile Applications eles S0017G 2EMR1" | “Universal Cover Mounting Clips for No. 2DZL7 | —~StFBCLIP__2EMT5 
Flush Replacement Plug, 2%" Fine Thread Brass $5020 4D522 Power Junction Box for Fire-Rated Poke-Throughs, 27 Cu. In. — SIFRPTJB 4FUA1 
* Required when using a PVC rectangular floor box and a metal cover. * Must be used with No. 2EMT8 when installed in fire rated poke-through. 
No Ideally suited for heavy floor traffic applications, such as shopping malls, retail stores, A ns numam 
52AW80 banks and schools. These floor boxes are installed in poured concrete floors and are fed 
with conduit. Floor box covers and carpet flanges are offered in brushed brass. 

Conduit Mfr. Item 

Item Cap. Size Material Shape For Use With Model No. 
Floor Box 19.5 cu. in. Ya" PVC — — 5511 52AW85 
Floor Box 54.0 Cu. In. Yq" Steel — — 6255 52AW86 
Floor Box 3/28 Cll. IN: Yq" Steel — — 625/ 52AW87 
No Tile Flange — — Brass Round PVC Floor Boxes 6298 52AW80 
: Carpet Flange — — Brass Round PVC Floor Boxes 6235 52AW81 
No. 52AW86 S2AW83 Flush Replacement Plug = = Brass Round Mfr. No. 6284, 6288 6226 52AW84 
Floor Box Cover — — Brass Rectangular Floor Boxes 6250 52AW82 
Floor Box Cover — — Brass Round Floor Box RAC5500KIT 52AW83 
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Valli€d Caprite 


TUBE & CONDUIT® 
APART OF atkore Stainless Steel Conduit Systems A Division of Hubbell Incorporated (Delaware) 


INTERNATIONAL 











45° Elbow 
No. 36LJ25 







EMT 
No. 6XC30 


Metal Conduit, Elbows, and Nipples 


UL Listed. 


Electrical Metallic Tubing (Thin Wall)—Unthreaded metallic tubing provides 
easy bending, cutting, and joining. Resists flattening, kinking, and splitting to 
help create smooth continuous raceways for faster wire pulling. 





Intermediate Metal Conduit (IMC)—Threaded conduit (unless noted) is as 
strong as rigid conduit, and weighs up to 30% less. Suitable for use in hazard- 
ous locations. Larger interior diameter enables faster wire pulling. 


Rigid Steel Conduit (GRC) (Heavy Wall)—Threaded conduit resists impact 





90° Elbow 








ae sae No. 36LJ07 
and provides radiation protection and magnetic shielding. ¢ 
Rigid Aluminum Conduit—Approximately 3 the weight of rigid steel conduit. Nipple 
Resists most corrosive atmospheres; won't leave discoloring stains or streaks. No. 52AX79 
Cuts, bends, and threads easily without special tools. 
TRADE SIZE 
Nom. Y," xy," 1" Wy" 14" " 2." 3" 4" 
Description Material L Brand Item No. Item No. Item No. Item No. Item No. Item No. Item No. Item No. Item No. 
Conduit 
EMT Galvanized Steel o ft Allied 6MPR9 6MPTO | — | — | — [| — | = | = | = 
EMT Galvanized Steel 10 ft Allied | 6XC30 | 6XC31 | =6XC32_ | = 5ZM14_— |S SZM12_— |S 5ZM23_ | =(SGUH8 =| =(SGUH9 SGU 
EMT 304 Stainless Steel 10 ft Calbrite 36LM37 | 36LM38 | 36LM39 36LM40 36LM41 36LM42— CC i lm CCU 
EMT, Green Steel 10 ft Allied 1YTF7 hl el ee ee eee ee ee eee 
EMT, Red Steel 10 ft Allied T1YTF5 i ee ee ee ee ee eee ee 
IMC Galvanized Steel 10 ft Allied | 6XC33_ | 6XC34_— ss GXC35_— | ZMI5 =| SZM13_— | SGUJ2_— | SGUJ3 | CO S| GU 
IMC 316 Stainless Steel 10 ft Calbrite 36LL63 36LL64 36LL65 | — | 36LL66 1] 0) A a 
IMC 304 Stainless Steel 10 ft Calbrite 36LL58 36LL59 36LL60 | $— | 36LL61 E 1] Ay a 


IMC w/o Threads 316 Stainless Steel 10 ft Calbrite 36LL53 36LL54 36LL55 $$ — | 36LL56 36LL57 | — | — | — 
IMC w/o Threads 304 Stainless Steel 10 ft Calbrite 36LL48 36LL49 36LL50 | — ~~ | 36LL51 36LL52 | — | — | — 





Rigid Galvanized Steel 10 ft Allied | 5ZM19 | 5ZM30 | 5ZMi7_ | SGUJ7 | 5S5GUJ8 | 5ZM25 | SGUJ9 | SGUKO | 5GUK2 
Rigid Aluminum 10 ft Allied | 5Z2M18 | SZM29 | SZM16 | SGUK7 | SGUK8 | 5ZM22 | SGUK9 | SGULO | SGUL2 
Rigid 316 Stainless Steel 10 ft Calbrite 36LL47 
Rigid 304 Stainless Steel 10 ft Calbrite 36LL38 
CONDUIT SIZE 
y," x4" 1" 1%" 1%" Zz 

Description Material Brand Item No. Item No. Item No. Item No. | Item No. | Item No. 
EMT Conduit Elbows 
90° Steel Raco _52AX90 | 52AX91_— | S2AV0G | S2AV03 | S2AV05 | S2AV04 
90° 316 Stainless Steel Calbrite —36LK75 | 36LK76— | 36LK77— | Oe 
90° 304 Stainless Steel Calbrite 36LK72 36LK73 36LK74 — — — 
Rigid Conduit Elbows 
45° 316 Stainless Steel Calbrite 36LJ39 
45° 304 Stainless Steel Calbrite 36LJ30 
90° Steel Raco _52AX75_ | -5S2AU84_— | S2AV19 =~ | S2AX76_——S2AV41 | S2AV24 
90° 316 Stainless Steel Calbrite 36LJ21 
90° 304 Stainless Steel Calbrite 36LJ12 
Rigid Conduit Nipples 
2 Length Steel Raco | S2AX77—ss| S2AX7Bo COT COC CCT CU CUT CU Eh CUhrdT Ll 
3" Length Steel Raco = eet 2AX8S | | 2AX82 
5" Length Steel Raco ee es ee ee ee OY, 
6" Length Steel Raco _ = | S2AX86——— | S2AX87_— | S2AX88 | 52AX89 | — 
Chase Closed Zinc Raco 3LP53 
Close Length Steel Raco _52AU68_ | 52AU73_— | 52AX79 ~— |S 2AX80 | 52AX81 | 52AX83 
Close Length 316 Stainless Steel Calbrite 36LL26 
Close Length 304 Stainless Steel Calbrite 36LL17 
Offset Nipples Zinc Raco _ 30692 + | 30693 ft | 30EJ94 * | — | — | = 


* Pkg. of 15. ¢ Pkg. of 20. # Pkg. of 50. 


( HUBBELL ) 


RACO: hy Calbrite 


A Division of Hubbell Incorporated (Delaware) Ar lington Stainless Steel Conduit Systems 


90° Pulling Elbows 


Threaded UB body style. Arlington models are threaded for rigid, but with set 
screws for EMT. Listed raintight for rigid; concretetight for EMT when taped. 











Conduit Outlet Special Mfr. Item 
Body Hub Size Features Brand Model No. 
Zinc 
Y in EMT to Box 90° Raco 2/62 6XC48 
Y in Rigid Raco 2662 52AW04 
Yq in EMT to Box 90° Raco 2763 6XC49 
¥ in Rigid Raco 2663 52AW11 
1in Rigid Raco 2654 52AW14 
1in Rigid, Male/Female Raco 2664RAC 52AW22 
1% in Rigid/EMT to Box Arlington 9130 4JWK4 
1% in Rigid/EMT Arlington HL125 4JWK8 
316 Stainless Steel 
win ——_—_sé&Rigid Calbrite S60700P900 36LK14 No. 36LK14 
1in Rigid Calbrite S$61000P900 36LK15 


Sign in to Grainger.com® to see YOUR Pricing and MORE 313 


ELECTRICAL Scan. Order. Done. [=f] 
Conduit Bodies Details on page Al. 
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= Fai ; A Division of 20". (Delaware) le KILLARK: Calbrite: Appleton Group 
Conduit Bodies 
= For a NEMA 3 seal, use with cover and neoprene RACO ALUMINUM 

gasket (both sold separately) except as noted Durable die-cast aluminum 
Provides access to conductors for pulling, splitting, and construction with premium 





Style T Raco Style LB 


Aluminum iiack Geeciaued maintenance. Flat-back design increases wiring capac- powder-coated finish. 
No. 52AW03 No. 2N jet ity and mounting stability. Covers include stainless steel Combination head screw and 
screws. Larger sizes available on Grainger.com®. stamped aluminum cover (sold 
% in % in 1in 1% in 1% in 2 in separately). 
Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Description| Model No. Model No. Model No. Model No. Model No. | Model No. APPLETON ELECTRIC 
Raco Aluminum, Form 85 ALUMINUM 
LB LB050  52AWO1, LBO75 52AWO2) LB100  52AWO8| LB125 52AW16| LB150 52AW18 LB200 52AW17 
LR R050. 52AWO6| LRO75  52AWO9| LRO100 52AW20| LR125  52AW29| LR150  52AW28) LR200 52Aw25 Provide greater cubic content for 
a LLO50.— S2AW10) —LLO75. ss 52AW13) LLO100 §=52AW19)LL125 | 52AW31) LL150 ~=52AW27, LL200 52AW34__ easier wire pulling, and additional 
T T050___S2AWO3 | 7075 _—«S2AWOS) —1100_—sS2AW15 | T1125 SZAW23 1150 S2AW24)—1200__52AW32_— rom for splicing. Fit flush and 
G RC050  52AWO7|) RCO75 52AW12| RC100 52AW21) RC125 52AW26|/ RC150 52AW30 RC200 52AW33 
Cover CSC050  52AU31_ CSC075 52AU33/ CSC100 52AU35 | CSC125 52AU37_ CSC150 52AU39 CSC200 52AU38 Snug against flat surfaces for 
Gasket CRGO50  52AU32 | CRGO75 52AU34) CRG100 52AU36 |) CRG125 52AU40 | CRG125 52AU40| CRG200 52AU41 __ stable installation. 
Appleton Electric Copper Free Aluminum, Form 85, Setscrew 
LB 50T-A 10V967 | LB75T-A 10V977| LB100T-A 10V931 | LB125T-A 10V937 | LB150T-A 10V940 LB200T-A 10V946 POWER FIRST® IRON 
LL LL50T-A 10W024) LL75T-A 10W033) LL100T-A 10V989 | LL125T-A 10V994 | LL150T-A 10V997| LL200T-A 10w004 a 
T T501-A 10W130-‘T751-A 10W139| T100T-A 10wo9s) — = = = = = Features chrome powdered finish 
C C501-A 10Y698 | C75T-A  10V895| C100T-A 10Y667 | C125T-A 10Y670 | C150T-A 10Y673 — — with zinc-plating for corrosion 
Cover K50-A -10V925 | ~K75-A  10V928) K100-A  10V912 — — — — K200-A 10V918 _— resistance. Works with Raco 
Gasket GK50-N  10V908 | GK75-N 10V910) GK100-N 10V902 oe 10V903 GK125-150-N 10V903/ GK200-N 10V904 —_gaskets. 
Power First Iron, Form 5 
LR = = = = = — | 30UH02 30UHO2| — — | 30UHO4 30UHO4 <KILLARK® 5 ALUMINUM 
= = = = = = —_____S0UH08 __ 30UH08 = —— anaes agua Tapered threaded hubs. Raintight 
Cover SSC050  52AX94_ SSCO75 52AX95 | SSC100  52AX96 | SSC125  52AX07, —~'~ssc200 s2axg3_-+-~ When used with gasketed covers. 
Hubbell Killark 5 Aluminum Use with the same gasket as 
LB 


OLB-1CG  47ZR1 | OLB-2CG 41ZR2  OLB-3CG 471ZR3 | OLB-4CG 4TZR4_| OLB-5CG 47TZR5_ OLB-6CG 4TZR6 Duraloy 5. 




















X OX-1  49ZW31|  OX-2 49Z2W26. OX-3  49ZW47|  — = = = = = 
Hubbell Killark 5 Copper Free Aluminum KILLARK® DURALOY®5 IRON 
LB OLB-1  2NA99 | OLB-2  2NB11| OLB-3 2NB13 | OLB-4  2NB15 | OLB-5  2NB17| OLB-6  2NB19 . 
LR OLR-1  2NB36.. OLR-2  2NB38. OLR-3  2NB40 | OLR-4 2NB42 = = OLR-6 2NB46 _— Excellent for high-abuse areas. 
m OLL-! 2NB24  OLL-2  2NB26| OLL-3  2NB28. OLL-4  2NB30.. OLL-5  2NB32| OLL-6  2NB34 _— Stable for concrete burial. 
T OT-1 2NB48 OT-2  2NB51_—+(O1-3. ~=«2NB55 | O1-4  2NB59 OT-5  2NB63|  O1-6 2NB67 re o 
C OC-t2NA75|OC-2-2NA77 | 0C-3. 2NA79.|OC-4-2NA81|OC-5 2NA830C-62NAgs _-~-«DUTaloy® tricoat finish provides 
Cover OL-10 2NA87 OL-20 2NA89| OL-30 2NA91 | OL-450 2NA93 | OL-450 2NA93> OL-60 2NA96 superior corrosion protection. 
Hubbell Killark Duraloy®5 Iron 
LB OLB-iM  2NB10 | OLB-2M  2NB12) OLB-3M  2NB14 | OLB-4M  2NB16 | OLB-5M 2NB18| OLB-oM 2NB20  KILLARK DURALOY®7 
LR OLR-1M  2NB37 | OLR-2M  2NB39_ OLR-3M  2NB41 | OLR-4M  2NB43 | OLR-5M 2NB45 | OLR-OM 2NB47 GRAY IRON 
LL OLL-1M 2NB25 | OLL-2M  2NB27| OLL-3M  2NB29 | OLL-4M  2NB31 | OLL-5M  2NB33| OLL-6M  2NB35 be ale 
T OT-iM  2NB49 | OT-2M 2NB53_OT-3M 2NB57_| OT-4M  2NB61 OT-SM 2NB65| OT-6M  2NBeg _- Ping-clip cover ensures easy 
C OC-1M 2NA76 | OC-2M 2NA78 | OC-3M _2NA80 | OC-4M 2NA82 | OC-5M 2NA84| OC-6M 49zw71 __ installation. Duraloy® tricoat 
TB OTB-1M  2NB73 | OTB-2M 2NB77| OTB-3M 2NB81 | OTB-4M  2NB85 | OTB-5M  2NB89_| OTB-GM 2NB93__finich provi rior corro- 
X OX-IM  49ZW29| OX-2M  49ZW24' OX-3M  49ZW36| OX-4M  49ZX19_OX-5M  49ZW88) OX-6M 49ZW72 sai fae ace hee . | 
Cover OL-10M _2NA88 | OL-20M 2NA90 OL-30M _2NA92 | OL-45M 2NA94_| OL-45M  2NA94/ OL-60  2NA98 —-S/ON protection. smooth, integra 
Gasket OLK-1RG | 2NB21 | OLK-2RG 2NB22 OLK-3RG 2NB23 | OL-45-RG 2NA95 | OL-45-RG 2NA95| OL-6-RG 2NA97 wire bushings to protect against 
Hubbell Killark Duraloy®7 Gray Iron j ire- j 
LB [B17 2NASG | _LB27  2NAS7 | LB37. 2NABB-LB47 2NASQ. | _LB57 2NAGD’ _LB67 2NAg1 _—«- “age while wire-pulling. 
LR LR17 2NAG8 | LR27  2NAG9.  LR37  2NA70. +LR47 ~~ 2NA71 LR57.__2NA72| LR67 2NA73._—s« KILLARK DURALOY°S 
LL LL17__‘ 2NAG2 LL272NA63|LL37_2NAB4 | LL47 NAGS LL57 NAGS | LLG? 2NAB7_— @ pV ION 
T T17 2NE39 127. +2NE40| ‘137 2NE41 147 ‘-2NE42 157. +2NE43. 167 ~+2NE44 
C C17 2MY76 C27. 2MY77|~~—~«C37 2MY78 | C47 ~~~2MY79 C57 2MY80| C67 2MY81__ Flat back design provides greater 
TB TB17 2NE45 | 1B27  +2NE4G | ‘1837. 2NE47 | +1847. +2NE48_| +1857. += 2NE49| +«<1BG7 —«2NESO sar tari 
re X17 492W28~=—-«X27_~SSs«49ZW23| + +=X37~Ss«C«9ZW33 = X47.~=SSAQZW70)~=—X57.~SC«AQZXH3) Ss — — cubic capacity for easier wire 
Cover 170 2MY56 270 2MY57 370 2MY58 470 2MY59 570 2MY60 670 — 2MY61 pulling and more room for splic- 
Gasket GASK571__ 2NA30 | GASK572 2NA31 | GASK573 _2NA32_| GASK574__2NA33_| GASK575 2NA34 GASK576 2NA35 _ing and maintenance. Feature 
Hubbell Killark Duraloy®8 Gray Iron bas 
LB [Big 497W43| B28 49ZW38| LB38  49ZW59| LB448 49ZW61| B58 49Zwe7| LBcs agzwag _‘(Mterchangeable competitive © 
LR LRi8  49ZW92|  LR28  49ZW73|  LR38  49ZX09 = = LR58  49ZX15| LR6e8  49zws5s bodies, gaskets, and covers with 
LL LLi8 49Z2W46|  LL28  49ZX07|  +LL38  49Zw89|) = — = LL58 _492W83,_LL68 _49Z2W79_— smooth integral wire bushings. 
T T18 492W75|+=«+7128 +~=492W34.~=S738+~=S9ZW64=«1448 +~=SAQZX22 | +158 49ZX31.+~«7168 +~=~=—«A49ZX29 
C Cig 49z2w48| C28  49zZw44' C38. 49ZW96| C448 49ZX34 = = = — CALBRITE™ STAINLESS STEEL 
x X18 497X44 X28 + + +449ZW63| X38 + 49ZW52 4 X448 492X37_~=«S«X58.+~=«AQZW98| X68 49ZX57 
Calbrite 316 Stainless Steel, Includes Cover and Gasket, Form 8 Designed to connect and change 
LB S60500LB00 36LL74 S60700LB00 36LL75 S61000LB00 36LL76 S61200LB00 36LL77 |S61500LB00 36LL78 S62000LB00 36LL79 _ direction of conduit runs; 
LR S60500LR00 36LL88 SGO700LRO0 36LL89 |S61000LRO0 36LL90 = — __|S61500LR00 36LL91 S62000LR00 36LL92_— can algo be used as pulling 
LL S60500LL00 36LL83 |SG0700LLO0 36LL84 S61000LL00 36LL85 = — ~|§61500LL00 36LL86 S62000LL00 36LL87 si 
T S60500TE00 36LL93 SG60700TEO0 36LL94 S61000TEOO 36LL95 S61200TEOO 36LL96 SG1500TEOO 36LL97 S62000TEOO 36LL98 __ fittings. Feature 316 stainless 
c S60500CE00 36LL68 |S60700CE00 36LL69 SG1000CEO0 36LL70 S61200CE00 36LL71 S61500CE00 36LL72|S62000CE00 36LL73 _ steel construction polished 
TB S60500TB00 36LM03 |S60700TB00 36LM04 S61000TBOO 36LM05|  — — __|$61500TB00 36LM06 S62000TBO036LM07 with ctandard “brite” finish to 
XB S60500XB00 36LM08 SG0700XB00 36LM09|S61000XB00 36LM10, — —__|$61500X800 36LM11'S62000XBO036LM12 ce and 
Cover & 
S60500CG00 36LM13 S60700CG00 36LM14/S61000CG00 36LM15)  — —  |S61500CG00 36LM16 'S62000CG0036LM17 
Gasket aesthetic appearance. 
DY Convertible — ALUMINUM PVC 
De NE | Conduit Bodi RACO’ Body Hub Size | Brand Nov | Brand Now 
— = ~ = a. = . on Ul 0 ies Arlington A Division of Hubbell Incorporated (Delaware) win Race acnele emnaton AE 
é 4 in aco 9 rlington 4 
= Type LB, 1, LL, LR, or G | {Vin [Arlington 4JWH3 | Arlington 4JWJ4 
Ship in LB configuration but convert to T, LL, LR, or C with Le In arington ooNyoD arunaton yi 
a quick switch of the covers or flanges. Aluminum bodies a Arlington 4JWH5 Arlington -4JWJ6 
feature set screw and threaded flanges; Nos. 4JWH6 to 2 Hein aungton Ant pinaton ATE 
: 4JWH8 feature threaded flanges (rigid only). Plastic bodies i iii 
wie lca feature glue-in flanges. UL Listed, CSA Certified. 4in Arlington _4JWH9 | Arlington _4JWJ9 
314 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ELECTRICAL 
Conduit Bodies 








= C) lee 
= ; /@ ‘ 
SS aw Le 
Bushing Grounding Knockout Compression 2-Piece to 
Pon Bushing Seal Connector Connector J Calb rite 
4 “ = A Division of Hubbell Incorporated (Delaware) ainless Steel Conduit Systems 
4% <a a . 
. \ ee la = a a 
ay ‘ i \y Conduit Fittings 
Perec = = we Re qucing Use to couple, connect, fasten, or 
Bonding Locknut Reducin j 
Connector Coupling 2 euehina: Washer ground conduit or cables. 
Conduit y" ¥q" 1 1%" 1%" 2" 
sushi Item Fitting Material For Use With Brand Item No. Item No. | Item No. | Item No. | Item No. | Item No. 
ushing 
Bushing Malleable Iron Threaded Rigid/IMC Conduit, Fittings Raco 52AX73 52AV43 52AV61 52AV89 52AV91 52AV83 
Bushing 316 SS Rigid/IMC Conduit Calbrite — 36LK16 36LK17 — — — 
Grounding Bushing Malleable Iron Threaded Rigid/IMC Conduit, Fittings Raco — — _— 52AX63 52AX64 52AX65 
Grounding Bushing Die Cast Zinc Threaded Rigid/IMC Conduit Raco 52AV17 52AU89 52AV09 _ _— _— 
Insulating Bushing Plastic Threaded Rigid/IMC Condult, Fittings Raco 92AU51 92AU53 | 52AU60 | 52AU81 92AU80 | 52AU70 
Insulating Bushing Plastic EMT Conduit Raco 92AU90 o2AU86 = B2ZAV18 o2AV63 o2AV38 o2AV33 
ap 
Conduit Cap 316 SS Threaded Metallic Conduit Calbrite 36LK42 36LK43 36LK44 36LK45 36LK46 36LK47 
qiockout Plug Steel Electrical Boxes and Enclosures Raco 52AW71 52AW72  52AW/3  52AW/4 = 52AW75 | 52AW76 
onnector 
Box Connector o16 So Threaded Metallic Conduit Calbrite 36LK05 36LK06 36LK07 36LK08 36LK09 36LK10 
Compression Connector Steel EMT Conduit Raco 52AU97 52AU91 52AV52 52AV69 52AV90 52AV82 
Compression Connector Die Cast Zinc EMT Conduit Raco 52NE11 52NE12 52AU95 52AV36 _ _ 
Compression Connector 316 So Rigid Conduit Calbrite 36LK23 36LK24 36LK25 _ 36LK26 36LK27 
Compression Connector 316 SS EMT Conduit Calbrite 36LK48 36LK49 36LK50 36LK51 36LK52 36LK53 
Compression Connector, Rain Tight Steel EMT Conduit Raco 52AU55 52AU57 52AU74 52AV31 52AV42 52AV30 
Connector, Two-piece Die Cast Zinc EMT Conduit Raco 52AV60 52AV75 _ _— _ _ 
Insulated Compression Connector, Rain Tight Steel EMT Conduit Raco 52AU75 52AU82 52AV21 52AV57 52AV72 52AV74 
Insulated Set Screw Connector Steel EMT Conduit Raco — 52AU83 — — — 52AV70 
Insulated Set Screw Connector Die Cast Zinc EMT Conduit Raco 52AU85 52AV10 52AV35 52AV45 52AV48 52AV71 
Set Screw Connector Steel Unthreaded Rigid/IMC Conduit Raco 52AV39 — 52AV66 52AV40 52AV94 52AV92 
Set Screw Connector Steel EMT Conduit Raco 52AU49 52AU61 52AU94 d2AV32 52AV62 52AV50 
Set Screw Connector Die Cast Zinc EMT Conduit Raco 52AU43 52AU46 | _52AU76 52AV14 52AU98 52AV15 
a aca Connector 316 SS EMT Conduit Calbrite 36LK60 36LK61 36LK62 36LK63 36LK64 36LK65 
oupling 
Combination Coupling Malleable Iron EMT Conduit to Flexible Conduit Raco 52AV28 * D2AV27 _ _— _ _ 
Combination Coupling Die Cast Zinc EMT Conduit to Flexible Conduit Raco o2AV08 _— _— _ _— _ 
Compression Coupling Steel EMT Conduit Raco 52AU67 52AU62  52AU99 52AV51 52AV67 52AV68 
Compression Coupling Steel Unthreaded Rigid/IMC Conduit Raco 52AV23 52AV16 52AV53 52AV84 52AV81 52AV87 
Compression Coupling Die Cast Zinc T Conduit Raco _— 52AU65 52AV02 52AV25 D2AV34 _— 
Compression Coupling 316 oD Rigid Conduit Calbrite 36LK18 36LK19 36LK20 _ 36LK21 36LK22 
Compression Coupling 316 So EMT Conduit Calbrite 36LK54 36LK55 36LK56 36LK57 36LK58 36LK59 
Compression Coupling, Rain Tight Steel EMT Conduit Raco — 52AU79 52AV12 52AV47 52AV73 52AV56 
Counter-Sunk Hex Head Plug 31D Do Threaded Metallic Conduit Calbrite 36LJ71 36LJ72 36LJ73 36LJ74 36LJ75 36LJ76 
Coupling, Three-piece Malleable Iron Threaded Rigid/IMC Condutt Raco 52AU93 52AU78 52AV26 52AV65 52AV78 52AV85 
Coupling, Three-piece 316 SS Threaded Metallic Conduit Calbrite 36LJ95 36LJ96 36LJ97 36LJ98 36LJ99 36LK01 
Set Screw Combination Coupling Steel Unthreaded EMT/Rigid/IMC Conduit Raco 52AV93 52AV79 52AV99 — — — 
Set Screw Coupling Steel EMT Conduit Raco 52AU58 52AU59 | 52AU96 52AV37 52AV64 52AV44 
Set Screw Coupling Steel Unthreaded Rigid/IMC Conduit Raco _ 52AV49 D2AV77 52AV98 52AV55 52AV95 
Set Screw Coupling Die Cast Zinc MT Conduit Raco 52AU44 52AU52 —-52AU77 52AV13 d2AV22 52AV07 
Set Screw Coupling Jlb oo EMT Conduit Calbrite 36LK66 36LK67 36LK68 36LK69 36LK70 36LK71 
Threaded Coupling Steel Threaded Rigid/IMC Conduit Raco 592AU48 52AU50  52AU66 _— 52AV01 52AX74 
pgifeaded Coupling J16 30 Threaded Metallic Conduit Calbrite 36LJ61 36LJ62 36LJ63 36LJ64 36LJ65 36LJ66 
ow 
Elbow 90 Degree Malleable Iron Threaded Rigid/IMC Conduit Raco 52AV20 52AV29 _ —_— _ — 
Escutcheon Plate 
Fscutcheon Plate 304 SS Rigid Conduit Calbrite 36LK82 36LK83 36LK84 36LK85 36LK86 36LK87 
u 
Grounding Hub 316 SS Threaded Metallic Conduit Calbrite 36LJ52 36LJ53 36LJ54 36LJ55 36LJ56 36LJ57 
Hub Die Cast Zinc Threaded Rigid/IMC Conduit Raco 52AU56 52AU47 = 52AU63 | 52AU92 52NE21 52AU87 
aim 316 SS Threaded Metallic Conduit Calbrite 36LJ43 36LJ44 36LJ45 36LJ46 36LJ47 36LJ48 
ocknut 
Bonding Locknut Steel Threaded Rigid/IMC Conduit, Fittings Raco 52AV54 _ 52AV76 52AV80 52AV88 52AV86 
Locknut Steel Threaded Rigid/IMC Condutt, Fittings Raco 52AU42 52AU45 § 52AU54 | 52AU72 | 52AU71 52AU64 
Locknut 210 oD Threaded Metallic Conduit Calbrite 36LL03 36LL04 36LL05 36LL06 36LL07 36LL08 
REDUCING | REDUCING REDUCING | REDUCING REDUCING | REDUCING 
Conduit BUSHING | WASHER Conduit BUSHING | WASHER Conduit BUSHING | WASHER 
Size Material Brand | ltemNo. | Item No. Size Material Brand | Item No. | Item No. Size Material Brand | ItemNo. | Item No. 
Reducing Bushings & Washers 1%" to 1° 1D oo Calbrite | 36LJ85 — 2 101 Steel Raco 52AW60 | 52AW52 
Ya" to Y2' Zinc Plated Steel Raco 52AW35 — 1%" to V2" Steel Raco 52AW61 52AW49 2 tol 316 SS Calbrite | 36LJ92 — 
Ya" to V2" Steel Raco _ 92AW36 1%" to Y2" JID DD Calbrite | 36LJ86 _ 2 toil” Steel Raco 5o2AW63 o2AW57 
1" to 2" Steel Raco 52AW39 — 1%" to Y4 Steel Raco 52AW46 52AW42 2' to 1%" 1b OD Calbrite | 36LJ93 — 
1"to 2" 316-30 Calbrite | 36LJ81 — 1%" to 44" 315 oD Calbrite | 36LJ87 — 2' to 1%" Steel Raco 52AW55 | 52AW53 
1" to 4" Steel Raco — 52AW37 1 To 1 Steel Raco 52AW48 52AW43 2' to 142" 316 SS Calbrite | 36LJ94 — 
1"to %4" Zinc Plated Steel Raco 92AW38 _ 1% to.1 31D Do Calbrite | 36LJ88 _ 2¥2' to 1" Steel Raco _ o2AW65 
1" to 4" 1oo0 Calbrite | 36LJ82 — 1%" to 1%" Steel Raco 52AW50 ) 52AW51 2 to 1%" Steel Raco — 52AW69 
1%" to Y2" Steel Raco o2AW56 92AW45 1%" to 144" 31D oo Calbrite | 36LJ89 _ 242" to 12" Steel Raco _ o2AW64 
1%" to V2" BIb-So Calbrite | 36LJ83 _ 2' to 2" Steel Raco 52AW70 | 52AW59 24 to2 Steel Raco — 52AW62 
1%" to 44" Steel Raco 52AW47 52AW40 2' to 2" JID DD Calbrite | 36LJ90 —_— 3 to 1%" Steel Raco — 52AW68 
1%" to 44" 316 SS Calbrite | 36LJ84 — 2' to 4" Steel Raco 52AW66 52AW54 3 to 142" Steel Raco — 52AW67 
1%" to 1" Steel Raco 52AW44 | 52AW41 2' to 4" 316 Do Calbrite | 36LJ91 _ o 102" Steel Raco — 52AW58 
Conduit 2% in 3 in 3 ’%in 4in 
Item Fitting Material For Use With Brand Item No. Item No. Item No. Item No. 
Large Diameter Fittings 
Bonding Locknut Steel Threaded Rigid/IMC Condult, Fittings Raco 52AV97 _ _ _ 
Box Connector 316 Stainless Steel Threaded Metallic Conduit Calbrite 36LK11 36LK12 — 36LK13 
Compression Connector Steel/Malleable Iron Rigid/IMC Conduit Raco 20VE31 20VE32 20VE33 20VE34 
Compression Connector Die Cast Zinc EMT Conduit Raco 20VE11 20VE12 20VE13 20VE14 
Compression Coupling Steel/Malleable Iron Rigid/IMC Conduit Raco 20VE35 20VE36 20VE37 20VE38 
Compression Coupling Die Cast Zinc EMT Conduit Raco 20VE15 20VE16 20VE17 20VE18 
Counter-Sunk Hex Head Plug 316 Stainless Steel Threaded Metallic Conduit Calbrite 36LJ77 36LJ78 — 36LJ79 
Coupling, Three-piece Steel Threaded Metallic Conduit Raco 20VE39 20VE40 20VE41 20VE42 
Coupling, Three-piece 316 Stainless Steel Threaded Metallic Conduit Calbrite 36LK02 36LK03 — 36LK04 
Escutcheon Plate 304 Stainless Steel Rigid Conduit Calbrite 36LK88 36LK89 — — 
Grounding Hub 316 Stainless Steel Threaded Metallic Conduit Calbrite 36LJ58 36LJ59 —— 36LJ60 
Hub 316 Stainless Steel Threaded Metallic Conduit Calbrite 36LJ49 36LJ50 — 36LJ51 
Insulated Set Screw Connector Steel EMT Conduit Raco 20VE23 20VE24 20VE25 20VE26 
Locknut 316 Stainless Steel Threaded Metallic Conduit Calbrite 36LL09 36LL10 — 36LL11 
Set Screw Connector Steel MT Conduit Raco 20VE19 20VE20 20VE21 20VE22 
Set Screw Coupling Steel EMT Conduit Raco 20VE27 20VE28 20VE29 20VE30 
Threaded Coupling 316 Stainless Steel Threaded Metallic Conduit Calbrite 36LJ67 36LJ68 36LJ69 36LJ70 
* 1/2" EMT to 3/8" FMC. 
Sign in to Grainger.com® to see YOUR Pricing and MORE O15 


ELECTRICAL Scan. Order. Done. 
























Framing Details on page Al. 
WHITE PRE- GREEN BLACK 304 
el GAR Superstrut ZINC- PAINTED | GALVANIZED | PAINTED | PAINTED STAINLESS 
APPROVED Strut Channel PLATED STEEL | STEEL STEEL STEEL STEEL | ALUMINUM STEEL 
Size L Gauge Item No. Item No. | Item No. Item No. | Item No. Item No. Item No. 
M t | FF H Solid Channel 
Ctal rraming ft 12 = a5YWO1 | 45YV95 a5Yv90 | 45YWo7 | 45YWi9 | 45YW13 
1 ft. 6° 12 _— 45YW02 | 45YV96 45YV91 45YW08 45YW20 45YW14 
2 ft. 12 — 45YW03 | 45YV97 45YV92_ | 45YWO9 45YW21 45YW15 
1% inx1%in aie ie — 45YW04 | 45YV98 45YV93_ | 45YW10 45YW22 45YW16 
A ft. 12 _— 45YW05 | 45YV99 A45YV94_ | 45YW11 45YW23 45YW17 
© ft. 12 — 45YW06 — — 45YW12 45YW24 45YW18 
10 ft. ae 2HAL5 — 5YB82 4A975 — 45YW25 2HAN3 
1 ft. 14 — 45YW36 | 45YW31 45YW26 | 45YW42 45YW54 45YW48 
Solid Channel 1 ft.6° 14 — 45YW37 | 45YW32 45YW27 | 45YW43 45YW55 45YW49 
: 2 ft. 14 — A45YW38 | 45YW33 45YW28 | 45YW44 45YW56 45YW50 
Pre-Galvanized 1% in x 1%e in 3 tt. 14 — 45YW39 | 45YW34 45Yw29 | 45YW45 | 45YW57 | 45YW51 
Steel A ft. 14 — 45YW40 | 45YW35 45YW30 | 45YW46 45YW58 45YW52 
Ott. 14 — 45YW41 — — 45YW47 45YW59 45YW53 
=> 10 ft. 14 2HAN2 — 5YB83 5YB84 _ 45YW60 2HAL6 
_s Slotted Channel 
1 Tt. 12 — 45YV30 | 45YV25 45YV20 45YV36 45YV48 45YV42 
= 1 Tt. 6° 12 — 45YV31_ | 45YV26 45YV21 45YV37 45YV49 45YV43 
—_ 2 ft. 12 — 45YV32 | 45YV27 A45YV22 45YV38 45YV50 45YV44 
doin oe an Sit; 12 _— 45YV33_ | 45YV28 45YV23 45YV39 45YV51 45YV45 
=~ 4 i ; — eyyse 45YV29 45YV24 eat fovvee eye 
© ft. _ 45YV35 _ _ 45YV4 45YV5 45YV47 
oreo oe < 10 ft 1 2HAL8 — | 5YB79 AAQTA = A5YV54 | 2HALO 
Stainless Steel , 20 ft. 12 3ULX2* — 3ULW9 — — — — 
' 1 ft. 14 _— 45YV65 | 45YV60 45YV55 45YV71 45YV83 45YV77 
1 ft. 6° 14 — 45YV66 | 45YV61 45YV56 45YV72 45YV84 45YV78 
2 ft. 14 — A45YV67 | 45YV62 45YV57 45YV73 45YV85 45YV79 
45ain x hein 3 it, 14 _ 45YV68 | 45YV63 45YV58 45YV74 45YV86 45YV80 
4 ft. 14 _— 45YV69 | 45YV64 45YV59 45YV75 45YV87 45YV81 
5 ft. 14 — 45YV70 — _ 45YV76 45YV88 45YV82 
10 ft. 14 2HANS — 5YB80 5YB81 _ 45YV89 2HAL3 
20 ft. 14 3ULX3* _ 3ULX1 * — _ _ — 
Long Slotted Channel 
=. 1% inx 1% In 10 ft. 12 2HAN6 — 3ULW4 3ULW5 _ 45YV18 3ULW8 * 
Ag 1% in x Me In 10 ft. 14 2HAN9 — 3ULW6 3ULW7 _ 45YV19 _ 
Long Slotted Channel Back to Back Slotted Channel 
Zinc-Plated Steel 1 ft. 14 — 45YX11_| 45YX04 45YW96 | 45YX18 _ A5YX25 
1 ft.6° 14 — A45YX12_ | 45YX05 45YW97 | 45YX19 _ 45YX26 
2 ft. 14 — 45YX13_| 45YX06 45YW98 | 45YX20 _ 45YX27 
1% inx1%in 3 itt. 14 — 45YX14_ | 45YX07 45YW99 | 45YX21 _ 45YX28 
4 tt. 14 — 45YX15 | 45YX08 45YX01 A5YX22 _— 45YX29 
5 ft. 14 — 45YX16 | 45YX09 45YX02 45YX23 _ 45YX30 
10 ft. 14 — A45YX17 | 45YX10 45YX03 45YX24 —_ 45YX31 
Lit; 12 — 45YW75 | 45YW68 45YW61 | 45YW82 _ 45YW89 
1 Tt. 6° 12 — 45YW76 | 45YW69 45YW62 | 45YW83 _— 45YW90 
je — 2 ft. 12 — 45YW77 | 45YW70 45YW63 | 45YW84 _ 45YW91 
Back to Back “ “= 7 1% in x 3% in aie 12 — 45YW78 | 45YW71 45YW64 | 45YW85 _ 45YW92 
Slotted Channel = Me. 4 ft. 12 — 45YW79 | 45YW72 45YW65 | 45YW86 _ 45YW93 
Green Painted © ft. 12 — 45YW80 | 45YW73 45YW66 | 45YW87 _ 45YW94 
10 ft. i — 45YW81 | 45YW74 45YW67 | 45YW88 _ 45YW95 
Side to Side Solid Channel 
1% inx 3% In 10 ft. 12 — A5YX35 | 45YX32 45YX33 45YX36 _ 45YX34 
SILVER GOLD SILVER GOLD 
Description Item No. Item No. Description Item No. Item No. 
Fittings and Brackets Flat Plate, Corner, 3-Hole 2HAK4 2HAK1 
Angle Plate, 90°, 2-Hole 5YE32 2HAE9 Flat Plate, Corner, 5-Hole, Webbed 5YE39 2HAJ5 
Angle Plate, 90°, 3-Hole 2HAJ1 2HAF/ Post Base Angled 2HZD/ — 
Side to Side Angle Plate, 90°, 4-Hole 5YE33 2HAF2 Post Base Squared 2HZD8 — 
Angle Bracket 90°, 3-Hole SYE25 _ 2-Hole 90° Angle Plate w/Tabs _ 2HAE3 
Solid Channel U Style with Plate — 2HCJ4 Angle Bracket, Long Adj. Slot — 2HAE4 
Black Painted Z Style with Set Screw — 2HCJ5 Angle Bracket, Short Adj. Slot _— 2HAES 
Notched Hold Down — 2HCJ6 45° Angle Fitting —_ 2HAE6 
Strut Through Clamp, For 12-ga. _ 2HCJ7 135° Angle Fitting _— 2HAE/ 
Channel Z Bracket, For 12-ga. oYB93 2HAU8 Wing Shape Fitting, 3 Tabs — 2HAE8 
“ Channel Z Bracket, For 14-ga. oYE46 2HAU9 Wing Shape Fitting, Tab Left _— 2HAF1 
Channel U Bracket, For 12-ga. oYE15 2HAU6 Wing Shape Fitting, Tab Right —_ 2HAF3 
‘ Channel U Bracket, For 14-ga. oYE48 2HAU7 Wing Shape Fitting, 180° Tabs — 2HAF9 
Flat Plate, Straight, 2-Hole 2HAJ7 2HAJ4 Channel Joiner Fitting, 4-Hole 2HAL1 2HAK7 
Flat Plate, Straight, 3-Hole 5YE34 2HAF4 Channel Joiner Strap 5YE1/ — 
| Flat Plate, Straight, 4-Hole 5YE56 2HAJ8 Junction Box, 2-Angle Bracket DYE24 * _ 
“ Flat Plate Tee, 4-Hole 5YE23 2HAF6 Channel Cover 5YE42 * 2ZHAK2 ~* 
Flat Plate Tee, 5-Hole, Webbed 5YE37 2HAJ2 End Cap for 1%" sq. Channel 2HAK9 t+ — 
~— ' — Flat Plate Cross, 5-Hole 5YE35 2HAF8 End Cap for 1%' x '“e Channel 2HAL4 +t — 
7 Post Base Yq" ¥_" yy" yy" yg" yy" 
Squared Item Pkg.| Item Pkg. Item Pkg. Item Pkg.| Item Pkg. Item Pkg. 
pete nase * Description No. (Qty.| No. (Qty.| No. Qty. Description No. (Qty.| No. Qty.| No. Qty. 
Hardware Hex Head Cap Screw _ — |2HAK3 50 4A987 25 
Spring Nuts, Silver, For 14-ga..5YE44 25 |5YE45 25 |5YE43 25 _ Flat Round Washer _ — |2HAK6 100; — — 
Spring Nuts, Silver, For 12-ga..5YE10 25 |5YE11 25 |4A985 25 Saddle Washer for _ — |QHAF9* 50 2HAF9* 50 
Spring Nuts, SS, For 12-ga. |2HAL7 25 2HAN1 25 2HAN4 25 Threaded Rod 
Springless Nuts, Silver DSYE28 25 5YE29 25 |4A986 25 ‘Threaded Rods, 10 Ft. 2HAP3* 1 |2HAP6* 1 2HAP8* 1 
. Channel Hex Nuts, Silver DYE5S1 25 |5YE52 25 |5YE50 25 _~=‘Threaded Rod, 12-Ft. = — \HAR3* 1 2HAR5S* 1 
= Channel Square 5YE58 25 5YE59 25 5YE57 25 Stainless Steel 
Channel Washer, Silver Jr. Top Beam C-Clamp —  —|2HCKi 71 /2HCJ9 1 
Cover ghanne eavare Washer, Gold 2HAK5 25 2HAK8 25 |2HAL2 25 Hop eam amp — — A 2HCK2 = 
quare Washer, _ = -Clamp with Locknut — — —_ = 
Jr. Top —_Siainless Steel 2HAP1 §=25 2HAPA 25 ~ Thread Rod Coupling BYE54 25 5YE55 25 SYE53 25 
Beam Trapnut, Gold 4KFU8* 1 |4KFU9* 1 (4KFVi* 1 
Thread Rod » CcClam Pkg. y" yq" 1" 1%" 1%" 2" 
Coupling P Description Qty. Item No. Item No. Item No. Item No. Item No. Item No. 
Strut Straps/Clamps, Small Diameter 
Universal Pipe Clamps, Silver 10 4A982 4A983 4A984 oYB98 oYB9/ oYB99 
Universal Pipe Clamps, Gold 10 2HAN8 2HAP2 2HAP5 2HAP7/ 2HAP9 2HAR2 
EN — Rigid Pipe Straps, Stainless Steel 10 2HCH/ 2HCH8 2HCH9 2HCJ1 2HCJ2 2HCJ3 
ss } Angler Pipe Clamps, Gold 10 2HARS *| 2HAU1 *| 2HAU2 *| 2HAU3 *| 2HAU4 *| 2HAUS * 
i Cobra 1-Pc. Clamp, Gold 1 2HCF8 2HCF9 2HCG1 2HCG2 2HCG3 2HCG4 
V4 Strut Straps/Clamps, Large Diameter 2" 2y" 3. 34" 4" 
Clevis Hanger 1 2HCK4 2HCK5 2HCK6 _— 2HCK7 
Riser Clamp 1 2HCK8 _ 2HCK9 — 2HCL1 
’ | Channel Rigid Pipe Strap, Silver 10 _— oYB94 oYB95 2HCH6 0YB96 
Channel Rigid Pipe Clamp, Gold 10 — 2HAR4 2HAR6 2HAR/ 2HAR8 
; ; Cushioned Pipe Clamps ye" a" ie 14" 1%" 2¥" 
Universal Clevis Channel 0.D. Tubing Straps 1 2HCG6 2HCG9 2HCH1 2HCH2 2HCH4 2HCH5 
Pipe Clamp Hanger Cushioned Channel Cushioned Clamp 1 — 5YE21 5YE22 5YE18 5YE19 5YE20 
Pipe Clamp  _* Superstrut brand. f Painted white. 
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Conduit and Cable Clamps, Hangers, and Clips... “se 
B-LINE BY EATON NVENT CADDY 
Mfr Item Mfr. Item , : 
Description Model No. Model No. bb , 
Strut Clamps, Attach Conduit or Cable to Standard Strut Channels; Unique 1-pc. Design Eliminates Handling of Hardware & 
¥e' EMT, Saddle B1506S A4RHF2| SCH6B 2KWU9 No. 4RHF3 
Yo" EMT, 200-Ib. Rating B1508 4RHF3 SCH8 2KWU5 
Yo" EMT, 200-lb. Rating, Saddle B1508S 4RHF4| SCH8B 2K WV1 
¥4" EMT, 200-Ib. Rating B1512 M4RHF5| SCH12  2KWU6 
34" EMT, 5" Rigid, 200-Ib. Rating, Saddle B1512S ARHF6| SCH12B  2KWV2 
1" EMT, 34" Rigid, 300-Ib. Rating B1516 4RHF7| SCH16  2KWU/7 
"EMT, ¥4" Rigid, 300-Ib. Rating, Saddle B1516S 4RHF8|} SCHI6B  2KWV3 
1%! EMT, 1" Rigid, 300-Ib. Rating B1520 4RHF9| SCH20 —2KWU8 
1%" EMT, 1" Rigid, 300-lb. Rating, Saddle B15208 4RHG1|} SCH20B  2KWV4 
1%" EMT, 14" Rigid, 400-lb. Rating, Saddle B15248 ARHG2|} SCH24B 2KWV5 
2' EMT, 1%" Rigid, 400-lb. Rating, Saddle B15325 4RHG3, SCH32B 2KWV6 No. 4RHV2 No. 4RHT4 
2¥2' EMT, 2%" Rigid, 400-lb. Rating, Saddle B15408 ARHG4| SCH48B 2KWV7 " 
3° EMT, 3" Rigid, 400-Ib. Rating, Saddle B1548S 4RHG5| SCH56B 2KWV8 
4" EMT, 4" Rigid, 400-lb. Rating, Saddle B1564S 4RHG6) SCH/2B —2KWV9 
Conduit Hangers for EMT or Rigid Conduit, Include Captive Bolt and Built-In Nut; 400-lb. Rating 
Y;" BL1400 4RHZ3 CDOB 2KWP4 
fa" BL1410 4RHZ4 CD1B 2KWP5 
. BL1420 4RHZ5 CD2B 2KWP6 
BL1450 4RHZ6 CD5B 2KWP7 
EMT and Algid Snap-Close Conduit Clips, Load Rating: 100 Ib. for Vertical; 25 lb. for Horizontal 
Yo" and %4° Conduit with 4" Hole BG-8-12 4RHV2 812M 2KWP2 No. 4RHT5 
Y)" and 4° Conduit with %" Thread Impression BG-8-12-4T 4RHV3 — _ 
EMT and Rigid Snap-Close Conduit Clips to Stud Fastener 
¥e' Conduit and MC/AC Cable BG-6-Bo 4RHU7 — — 
Yo" and 4° Conduit BG-8-12-B5 4RHV6)  812MF 2KXB/ 
1" Conduit BG-16-B5 4RHT4 16MF 2KXB5 
EMT and Rigid Snap-Close Conduit Clips with Hammer-On Edge Clip Fastener 
¥e' Conduit/Cable, % to 4" Beam Thickness BG-6-E-2-4 4RHU8 —_— — ce 
Yo" and %' Conduit, % to Y4° Beam Thickness BG-8-12-E-2-4 ARHV8 > 812M24SM 2KWP9 No. 4RuD1 7 
Yo" and %" Conduit, %6 to Y" Beam Thickness BG-8-12-E-5-8 4RHV9| 812M58SM_ 2KWR2 o “P- 
1" Conduit, % to Y4" Beam Thickness BG-16-E-2-4 4RHT5| 16M24SM 2KWR5 
1%" Conduit, ¥s to Y%4" Beam Thickness, Side Support BG-20-E-2-4 4RHT9, 20M24SM 2KWR8 No. 4RJEG 
1%" Conduit, Ys to Y%4" Beam Thickness, Bottom Support BG-20-U-2-4 4RHU1 20M24 2KWRi o- 
1%" Conduit, ¥s to %4" Beam Thickness, Side Support BG-24-E-2-4 4RHU2) 24M24SM 2KWT1 
1%" Conduit, ¥s to 4" Beam Thickness, Bottom Support BG-24-U-2-4 4RHU3 24M 24 2KWR9 
2' Conduit, ¥s to “%4" Beam Thickness, Side Support BG-32-E-2-4 4RHU4) 32M24SM 2KWT3 
2" Conduit, % to %4" Beam Thickness, Bottom Support — —_— 32M24 —_ 2KWT2 No. 4RJC1 
EMT and Rigid Snap-Close Conduit Clips with Hammer-On Universal Beam Fastener 
¥e" Conduit, %16' to 2" Beam Thickness BG-6-U-5-8 4RHV1 6M58 2KWT6 No. 4RHJU8 
¥e' Conduit, ¥s to /4" Beam Thickness BG-6-U-2-4 — 4RHU9 6M24 2KWT4 : 
Yo" and %" Conduit, % to ¥%4" Beam Thickness BG-8-12-U-2-4 4RHW/| 812M24  2KWP8 
Yo" and %" Conduit, %6 to Y2" Beam Thickness BG-8-12-U-5-8 4RHW8 >  812M58 2KWR1 
Yo" and %" Conduit, %6 to 74" Beam Thickness BG-8-12-U-9-12 ARHW9) 812M912 2KWR3 — a) 
1" Conduit, ¥% to Y%4" Beam Thickness BG-16-U-2-4 — 4RHT/ — = 7 
1" Conduit, %6 to %" Beam Thickness BG-16-U-5-8 4RHT8 16M58  2KWR6 No. 4RHu9 = 
Bat Wing Conduit/Cable Hanger, Max Load: 50 Ib. for Wire/Rod; 25 lb. for Vertical Flange; 100 Ib. for Horizontal Flange a: 
Fits #12 Wire through %4' ATR BW2 4RJD3 4734 2KWU4 No. 2KXC3 
14/2 to 12/2 Cable Support BW4 4RJD5 KX 2KWU2 
Yo" EMT Support BW-8 4RJD6 K8 2KWT7 . 
Ya" EMT and 2" Rigid Conduit Support BW-12 4RJD1 K12 2KWI8 —, AN 
1" EMT and 9" Rigid Conduit Support BW-16 4RJD2 K16 2KWT9 a 4 me 
1¥%4" EMT and 1° Rigid Conduit Support BW-20 4RJD4 K20 2KWU1 No. 4RHW3 
Cable Flange Clip Supports . 
0.42 to 0.70" dia. Cable, Up to %2' Flange BX9 4RJE5 449 2KWX3 A 
0.444 to 0.560" dia. Cable, “6 to %2" Flange BXS-1214 4RJE8 SC2D 2KWX4_ a 
0.444 to 0.560" dia. Cable, 2 to %2" Flange BXM-1214 4RJE6 SC4D 2KWX6 ; . No. 4RHW4 
0.444 to 0.718" dia. Cable, %%2 to %2" Flange BXM-1519 4RJE7 SC4E 2KWX7 tae 
0.500 to 0./18" dia. Cable, “1c to 2" Flange BXS-1519 ARJES SC2E 2KWX95 4d 
Cable Clips and Support Brackets a 
2-Run Clip for MC/AC (14/2 to 10/3) or 9% FMC, Cable Clip BX4M 4RJD8|  MAC2  2KWW1 No. 4RHWS a 
2-Run Clip for MC/AC (14/2 to 10/3) or ¥s" FMC, Cable Clip for T-Bar Ceilings BX4M-A6 4RJD9 | MAC2ATA 2KWW3 ay 
2-Run Clip for MC/AC (14/2 to 10/3) or ¥8" FMC, Hammer On Cable Clip for Flanges ¥%' to 4" = — MAC224  2KWW2 
Multiple Conduit Mounting Plate, Holds up to 3 Conduit Clips _ _ SBI18 6PFP7 wg 
Flared Edges Prevent Damage to the Cable Jacket _ _— CER4 6PFP3 ee 
Nonmetallic Cable Support Bracket, Secures Cable to Wood Studs BRC1 4RJC1 CG4 2KXC2 ay 
Conduit and MC/AC Cable Support Bracket, For 114" Deep Boxes, Attach Cable or 14 to 34" EMT BB38 ARHJ8|  CS812 ——-2KXB9 No. 4RHJ6 
Conduit and MC/AC Cable Support Bracket, For 2%" Deep Boxes, Attach Cable or % to 1° EMT BB38D 4RHJ9 | CS812D —2KXC1 
Nonmetallic Cable and FMC Support Bracket, Secures Up To 34" FMC to Metal or Wood Studs — CJ6 2KXC3 
Combination Outlet Box and Conduit Mounting Bracket; Mounts 4" Square Box and 12" to %" Conduit (Excent No. 4RHT6 is 1") 
Combination Support Bar with Center Hole BG812-S18 4RHW2| 812MB18A 2KWW9 
Combination Support Bar with 4" Threaded Stud BG812-S18S — 4RHW3) 812MBi8S 2KWW6 
Combination Support Bar with Bat Wing BG812-S18-W6 4RHW6) 812MB186 2KWW5 
Combination Support Bar with Hammer On Beam Clamp for ¥' to 4" Flange BG812-S18-U24_ 4RHW4) 812MB1824 2KWW/ 
Combination Support Bar with Bat Wing BG812-S18-W2 4RHW5 = _— 
Combination Support Bar For 1" Conduit Using Plain Center Hole for Screw or Threaded Rod BG16-518 4RHT6 = _ 
Outlet Box Mounting Brackets - 
Telescoping Box Mounting Bracket, 11 to 18" Stud Spacing BB2-161 4RHJ5| TSGB1i6 2KXA9 
Telescoping Box Mounting Bracket, 15% to 26° Stud Spacing BB2-241 4RHJ6 = — 
Telescoping Box Mounting Bracket, 17 to 26' Stud Spacing = — TSGB24 _—_ 2KXB1 r< >, 
Single Side Box Mounting Bracket, 2° and 3%" Stud Depth BB4-23 4RHK2 — — << | > 
Single Side Box Mounting Bracket, 2%", 3", and 4° Stud Depth BB4-4 4RHK3 — —_ \ a 4 lid 
Single Side Box Mounting Bracket, 2%", 3%", 5%", and 6° Stud Depth BB4-6 4RHK4 — — ~<a 
Electrical Box, Supports 35 to 50 Pounds with a Single Brace — — |512HDFM35_ 6PFN9 - 
Electrical Box, Supports 70 to 90 Pounds with a Double Brace — —~|512HDFM70__6PFPO No. 4RHK7 
Box Support, Prevents Box from Pushing Away From Drywall = — 766PM 6PFP1 
Multiple Box Mounting Bracket, 16" Stud Spacing, Mounts up to 3 Outlet Boxes BB8-16 4RHK6 RBS16 2KXA7 
Multiple Box Mounting Bracket, 24" Stud Spacing, Mounts up to 4 Outlet Boxes BB8-24 4RHK7 RBS24 2KXA8 
Adjustable Far-Side Support Clip for Outlet Boxes, Suitable For 22", 3%", and 4" Stud Depth BB12 4RHJ2 — — 
Wiring Device Retainer, Adds Rigidity in Oversize Wall Openings BB32 4RHJ7 RLC 2KXD1 
T-Bar Ceiling Box Mounting Bracket for 4" or 446" Boxes, 1%" or 2%' Deep, 50-Ib. Rating BA50 4RHHS| —_512HD 2KXK7 ve 
T-Bar Ceiling Box Mounting Bracket, Adj. from 12" to 84" Height, 25 Ib. Rating BA5S0A 4RHH6 912A 2KXK6 No. 4RHJ7 a 
T-Bar Ceiling Preassembled Fan Mounting Kit, 70-Ib. Rating BADOF 4RHH/ — — te, 
Nail Protection Plate, Press On, Protects Electrical and Plumbing, For Metal or Wood Studs _— —_— 304B2 2KXA3 
Self Tapping Screw, Mounts Boxes or Brackets to Metal Studs, Low Profile Head, Pkg. of 100 — — SMS8 2KXA4 - No. 4RHH5 
1 Gang, Mounting Plate for Class 2 Low Voltage Devices in % to 11%" Drywall = — MPLS 2KXD5 = § ; 
Fixture Hanger, Side Mount, Supported from S-Hooks and Jack Chain, 50 Ib. Limit _ _ LFC 2KXK1 » > ’ 
Fixture Hanger, Top Mount, Supported from S-Hooks and Jack Chain, 50 Ib. Limit — — LFC90 _—- 2KXK2 = 
Electrical Box Hanger, Dual Height, Snaps Onto Ceiling I-Bar, Load Limit 20 Lbs., Pkg. of 10 — _ Jl2 2KXK5 
Box Support, Ideal For Supporting and Positioning 4” Square or 4'46” Electrical Boxes _ —__| TSRBS1625 6PFR2 No. 4RHH6 
Bracket for 1 or 2 Gang Mud Rings, Mounts Plaster Rings for Low Volt App., 3.51" D — _— C23 92JH49 No. 4RHH7 
Bracket for 1 or 2 Gang Mud Rings, Mounts Plaster Rings for Low Volt App., 3.89" D — —_ C4 o2JH91 : 
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Conduit Support Details on page A1. 
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Mfr. Item Mfr. Item 
Description Model No. Model No. 
KwikWire™—Adjustable Wire Rope System; Replaces Jack Chain or ATR for Support 
KwikWire™ Clamps For 8" or 416: Wire Rope BKC200 4RHY3 = —_ 
KwikWire" “6: Wire Rope, 500-ft. Spool, 75-Ib. Rating When Used with BKC100 Clamps BKW063 _ 4RHY8 = _ 
KwikWire™ 32" Wire Rope, 500-ft. Spool, 150-lb. Rating When Used with BKC100 or BKC150 Clamps BKW094_ _ 4RHY9 = =_ 
KwikWire™ Ys" Wire Rope, 500-ft. Spool, 250-lb. Rating When Used with BKC150 or BKC200 Clamps BKW125 _ 4RHZ1 — = 
KwikWire" 346: Wire Rope, 250-ft. Spool, 640-lb. Rating When Used with BKC200 Clamps BKW188 —_ ARHZ2 — _— 
KwikPak" Dispenser Box - Includes 100 Clamps (No. 4RHY1) and 500-ft. Spool (No. 4RHY8), /5-Ib. Rating BKP10063 _ 4RHY5 — —_— 
KwikPak" Dispenser Box - Includes 100 Clamps (No. 4RHY2) and 500-ft. Spool (No. 4RHY9), 150-Ib. Rating BKP10094 _4RHY6 — _— 
KwikPak™ Dispenser Box - Includes 50 Clamps (No. 4RHY3) and 250-ft. Spool (No. 4RHZ1), 250-Ib. Rating BKP20125 4RHY7/ — _— 
- ARHL7 —AwikWire™ Wire Rope Cable Cutter BKCC 4RHY4 — _ 
Acoustical T-Bar Ceiling Fasteners 
T-Bar Support Clip, Allows for Independent Support of Fixtures, 65-Ib. Rating, Fits ‘6° T-Bar, Stud Size 4" x ¥° BA1 4RHG/ IDS 2KXJ6 
" T-Bar Support Clip, Allows for Independent Support of Fixtures, 65-Ib. Rating, Fits “6 T-Bar, Stud Size 4" x Ye" BA1-95 4RHH1 — —_— 
X XN T-Bar Twist Fastener, Supports Electrical Boxes from '%e' T-Bar with %" x Ye" Stud, 50-Ib. Rating, Black Finish BA-4-16 4RHH4; 4616 2KXJ9 
_ T-Bar Twist Fastener, Supports Electrical Boxes from '%e T-Bar with #8 x 8° Stud, 25-Ib. Rating, White Finish BA-2-16-W 4RHH2| 4G8WH  2KXJ8 
Drop Wire Clip for #12 to #8 Wire Prevents Sway of Dedicated Electrical Drop Wire BA311 4RHH3 — —_— 
NN Conduit T-Bar Clip Attaches /% and 4° Conduit to T-Bar BG-8-12-A6 4RHV4 — —_— 
N Hurricane Clip Troffer Fastener Provides Positive Support for Troffers and Lay-In Light Fixtures BAlo 4RHG9 D1 2KXJ4 
: “ Beam Clamps 
4RHNS | Hammer-On Beam Clamp, Provides 1"-20 Thread to Hang Electrical Boxes, 75-Ib. Rating, %' to 4" Flange BU-2-4 4RJC6 M24 2KWY7 
P i Hammer-On Beam Clamp, Provides /'-20 Thread to Hang Electrical Boxes, %6' to 12" Flange BU-5-8 4RJC8 M58 2KWY9 
\« , | Hammer-On Beam Clamp, Provides /%" Stud to Hang Electrical Boxes, 100-lb. Rating, ’' to 4" Flange BU-2-4-S  4RJC7 M24S 2KWY8 
Ut © . Hammer-On Beam Clamp, Provides 1" Stud to Hang Electrical Boxes, %6' to 2" Flange BU-5-8-S 4RJC9  =Md58S —2KWZ1 
{as | Standard Beam Clamp, 100-Ib. Rating, Up to 2" Flange BC1 4RHK8 BC 2KWY1 
\ Standard Beam Clamp, 100-Ib. Rating, Up to 2" Flange with 2" and 34" Conduit Clip BG-8-12-C2 4RHV7| BC812M 2KWY2 
Hammer-On Flange Beam Fastener, Provides 4" Hole to Hang Chain, Drop Wire, S-Hooks, Etc., “6' to 4s" Flange BE-1-2 4RHR6 2H4 2KWY3 
N Hammer-On Flange Beam Fastener, Provides 4" Hole to Hang Chain, Drop Wire, S-Hooks, Etc., "to 4" Flange BE-2-4 ARHR/ |) = =4H24.—Ss 2KWY4 
o: Hammer-On Flange Beam Fastener, Provides 4" Hole to Hang Chain, Drop Wire, S-Hooks, Etc., 200-lb. Rating, %6' to 2" Flange BE-5-8 ARHR8| 4H58 —2KWY5 
4RHRS Hammer-On Flange Beam Fastener, Provides 4" Hole to Hang Chain, Drop Wire, S-Hooks, Etc., 200-lb. Rating, %16' to 74" Flange) _ BE-9-12 4RHR9 | 4912 2KWY6 
Cast Iron, Ys" to %46' Jaw Opening, For Use With ¥" Threaded Rod, 250 Ib. Load Rating — — |CRLB37EG 6PFR4 
wal Wall Mount Cable Hooks, 30-Ib. Rating 
, y ¥a" Cable Hook BCH12 ARHK9 | CAI12 ~~ 2KXD/ 
| 1%6' Cable Hook BCH21 4RHN1 — _ 
2' Cable Hook BCH32 4RHN6 — _ 
N 4" Cable Hook BCH64 4RHR1 — _ 
os Cable Hook/Beam Clamp Assemblies, 30-lb. Rating 
4RHH8 ¥%" Hook, Up to %" Flange Thickness BCH12-C2  4RHL2 |CAT12BCB 2KXE4 
1%6' Hook, Up to 2" Flange Thickness BCH21-C2_ _ 4RHN2 — —_ 
2" Hook, Up to 2" Flange Thickness BCH32-C2_ _ 4RHN9 = _ 
4" Hook, Up to /2° Flange Thickness BCH64-C2 4RHR2 = —_ 
Cable Hook To Wire/Rod Assemblies, 30-lb. Rating 
Ya" Hook, #12 Wire to 4" Rod BCH12-W2 _4RHL8 |CAT124Z34 2KXE9 
1%6 Hook, #12 Wire to 4" Rod BCH21-W2 4RHN®5 _— _— 
2. Hook, #12 Wire to 4" Rod BCH32-W2 4RHP8 — _ 
Cable Hook/Hammer-On Beam Clamp Assemblies, 30-Ib. Rating 
Ya" Hook, ¥s' to 4" Flange Thickness BCH12-U-2-4 ARHL/ | CAT1224 2KXE8 
1%6 Hook, ¥' to 4" Flange Thickness BCH21-U-2-4 4RHN4 — — 
2. Hook, ’s' to 4" Flange Thickness BCH32-U-2-4 4RHP6 = _— 
4" Hook, Ys" to 4" Flange Thickness BCH64-U-2-4 4RHR4 — — 
Cable Hook/Angle Bracket Assemblies, 30-lb. Rating 
¥a" Hook to 4" Threaded Rod BCH12-RB  4RHL6 | CAT12AB_ 2KXF2 
1%6' Hook to %4" Threaded Rod BCH21-RB_ _ 4RHN3 — — 
2" Hook to %4' Threaded Rod BCH32-RB_ _4RHP® — _ 
4" Hook to 4" Threaded Rod BCH64-RB_ _ 4RHR3 — —_— 
Angle Bracket Hanger, 180-lb. Rating, Supports up to 3 Cable Hooks per Side BCH-HBA 4RHR5|) CATHBA  2KXE2 
Cable and Conduit Brackets 
Cable Bracket, Fits 0.430 to 0.560" MC/AC Cable up to 4 Runs, 50-Ib. Rating BRC5-1 4RJC4_ MCS50 2KWX8 
Cable Bracket, Fits 0.430 to 0.560" MC/AC Cable up to 9 Runs, 50-Ib. Rating — — MCS100 2KWX9 
Staple-Lok Cable Support, Fits up to 2" OD Cable — — CJ6S — 2KXC4 
Cable Bracket, Fits 14/2 to 10/3 AWG Cable, Supports Horizontal Runs Of MC/AC/FMC Cable Through Metal Studs — — 459 2KXC7 
. ae Low Voltage Cover Plate Mounting Brackets—Replace Electrical Box In Class 2, Low Voltage Outlets 
ff en, Single-Gang Old Work Support Bracket BB10 4RHH8 MP1 _2KXD4 
/fy ‘ep _Single-Gang Old Work Support Bracket, Plastic Design BB10P 4RHJ1 | MP1P 2KXD2 
ff y Single-Gang New Work Support Bracket BB19 4RHJ3 | MPiS —2KXB2 
4 2-Gang Old Work Support Bracket with Screws BB20L 4RHJ4 | MPLS2  2KXD6 
No. « @ Bridle Rings 
4RHJ4 Ya" Bridle Ring, #10-24 Thread, 50-Ib. Rating BR-12-[ __ 4RJA2 | 2BRI12 2KXH4 
1%" Bridle Ring, #10-24 Thread, 50-Ib. Rating BR-20-T 4RJA4 | 2BRI20 2KXHo 
- 1%" Bridle Ring, “4° Thread, 50-Ib. Rating BR-20-4T _4RJA3 | 4BRI20 2KXH6 
No. 2. Bridle Ring, #10-24 Thread, 50-Ib. Rating BR-32-. | 4RJA8 | 2BRI32 2KXH8 
( O ARJA3 _2 Bridle Ring, 4° Thread, 50-Ib. Rating BR-32-4T | 4RJA6 | 4BRI32 2KXH9 
« — 4" Bridle Ring, “4° Thread, 50-Ib. Rating BR-64-4T A4RJA9 | 4BRI64 2KXJ2 
~ 1%" Bridle Ring, 4° Lag Screw for Wood Beams, 50-Ib. Rating BR-24-4W  4RJAS = — 
2. Bridle Ring, %4' Lag Screw for Wood Beams, 50-Ib. Rating BR-32-4W  4RJA/ 4BRI32WS 2KXJ1 
Miscellaneous 
Flange Clip to Support Wire, Rod, S-Hooks, or Bolting Straps, “1e' to 4" Vertical Flange, 160-lb. Rating BF3 ARHT2, VFi4_ —2KWZ2 
Flange Clip to Support Wire, Rod, S-Hooks, or Bolting Straps, “e' to “%4" Z-Purlin Flange, 160-Ib. Rating BF4 4RHT3 | AFi4 2KWZ3 
Angle Bracket Attachment, Attaches #8 Wire or 1%" Plain Rod to Ceiling, 160-Ib. Rating BH1-H/ 4RHX4, /708AB  2KWZ5 
Angle Bracket Attachment, Attaches /%" ATR or Stud to Ceiling, 160-Ib. Rating BH4-H/ 4RHX6 41IB_ — 2KWZ4 
Rod Attachment with Hammer-On Beam Clamp, ¥" to %4" Flange, 160-lb. Rating, Attaches 4" ATR or Stud BH4-E-2-4 4RHX5 417124 2KWX1 
Rod Attachment with Hammer-On Beam Clamp, ¥%' to 4" Flange, 160-lb. Rating, Attaches %" ATR or Stud BH6-E-2-4 4RHX7 = — 
Metal Stud Grommet, Provides 360° Protection, Universal Design Fits All Factory Punched Metal Stud Holes BM2 4RHZ7 | ESG1  2KXC6 
Conduit and Cable Antirattle Support for FMC, EMT or ENT Conduit Size up to 1" Dia. —_ _ 781 2KXC9 
Angle Bracket, 0.281 Dia. Holes, 25-lb. Rating BH/ 4RHX8 AB 2KXL2 
No Signal Reference Grid Wire Clamp, Attaches #8 to #4 AWG Stranded Wire to %4 to 1" Round or Square Computer Floor Posts BM5 4RHZ9 RGC 2KXL3 
: Cable to Drop Wire Hanger, Fits 0.375 to 0.706" MC/AC Cable, ¥" FMC, or Y2" EMT, 20-lb. Rating — _ PCS1 2KWU3 
4RHW1 Conduit Angle Bracket, Supports Horizontal Runs of 4 or 4 EMT/Rigid/ENT Conduit Through Metal Studs BG-8-12-H7 4RHW1)  — — 
S Hook, #11 Gauge, 29-lb. Rating; For Support of Lighting, Speakers and Other Fixtures BH10 4RHX1 iit 2KXK4 
Jack Chain, #12 Single, 100-ft., 29-lb. Rating; For Support of Lighting, Speakers and Other Fixtures BH9 5GARO —= —_— 
Fixture Hanger, Side Mount, For Use With: Jack Chain, S-Hooks, and Fluorescent Fixtures; 29-lb. Rating BH15 4RHX2 — — 
Fixture Hanger, Top Mount, For Use With: Jack Chain, S-Hooks, and Fluorescent Fixtures; 29-lb. Rating BH16 4RHX3 = — 
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Find the yy. Find Solutions. Find Great Prices. Conduit Support 
Nom. _ 
Conduit/ Item Pkg. tg ~*~ 
Pipe Item For Use With Material Brand No. Qty. x a 
Beam Clamps ; ‘ OF 
¥Y4in___ Right Angle Beam Clamp Conduits 316 Stainless Steel Calbrite S36HW98 1 Pe Vi : { » | 
1% In Right Angle Beam Clamp — Malleable Iron GA 3KG70 50 o~ = a 
Conduit and Cable Hangers ry : ne Ne 
Conduit Clamp Conduits, Pipes, Cables Steel Nvent Caddy 2KWP4_ 1 | Su 
Yn" One Hole Conduit Strap Rigid/IMC Malleable Iron Raco 206F14_ 1 =—_ = 
Two Hole Conduit Strap EMT Steel GA SLV29 = 250 No. 3KG70 No. 206F14 No. 3LR59 No. 206F27 
5p" Conduit Clamp Conduits, Pipes, Cables Steel Nvent Caddy 2KWP5~ 1 
Nail Strap __EMT teel GA 3LR59 100 sy 
Conduit Hanger ee Steel Raco S5YF21 1 + Calbrite GRAINGER " 
1 Nail Strap EMT Steel GA 3LR60 100 Stainless Steel Conduit Systems APPROVED fe 
sae Tl strap, 3 Lea Maleable lron aia aD a ——y’ 
ne Hole Conduit Strap ig! tee aco f 5 ay 
tye One Hole Conduit Strap Rigid/IMC Malleable Iron Raco206F17 1 RACO’ ThomaséBetts e@ 
Two Hole Cond uit Strap EMT Steel GA 3LV32 50 A Division of Hubbell Incorporated (Delaware) A Member of the ABB Group 
Two Hole Conduit Strap Rigid/IMC Steel face 206G28 1 No. 3LN99 No. 3KF31 
Conduit Hanger © Conduits, Pipes, Cables Steel a Betts -3KF51_ 100 7 
"2" ~One Hole Conduit Strap Rigid/IMIC Malleable Iron Raco 2060371 Conduit Supports - 
Pipe Spacer EMT and FMC _ Malleable Iron GA 3LN99__ 1 _—« Use to hang conduit or cables from walls and ceiling. 
One Hole Conduit Strap Rigid/IMC Conduit Steel GA 6XC47_—s 10 
2" Pipe Spacer Rigid/IMC Conduit Malleable Iron GA 3LP01_ 1 Hole Jaw Load Item Pkg. 
strap EMT Malleable Iron GA AYF54_ 25 ~=—Size_ Opening _ Rating Material Brand No. Qty. 
Pipe Hangers and Clamps Beam Clamp 
22 One role Clamp = Pre-Galvanized Steel GA AGWC9 1-99 16" 250 lb. _Malleable Iron Superstrut 20LA58 —_50 
ms One hoe Gramp = Pre-Gawvanized Stee) Gh AWOL 1 6-18 «500 lb. __—‘Mallleable Iron _Superstrut_ 20LA59 50 
{ One Hole Clamp — Pre-Galvanized Steel GA 1CWD2_ 1 Vi'-00 1 5/p" 150 ib 316 Stainless Steal Calbrit 36HX91 { 
Tube Strap = Copper GA 5P133 5 oi = aniess Bee! vane 
One Hole Clam — Pre-Galvanized Steel GA icwo3. 7 #-16 *% 300 Ib. __Malleable Iron GA SKF31_ 25 
1% P ¥'-16 a 750 Ib Malleable Iron Superstrut 20LA60 25 
Pipe Strap — Pre-Galvanized Steel _- Caddy —=s TRUW8 5 a : pers 
1% One Hole Clamp — Pre-Galvanized Steel GA iCwD4 1 ¥'-16 ve: 750 lb. 316 Stainless Steel Calbrite | 36HX92 1 
2 One Hole Clamp — Pre-Galvanized Steel GA 1CWD5_ 1 Y"-13 13%a" 1100 lb. 316 Stainless Steel Calbrite = 36HX93 1 


Stainless Steel Conduit Support Calbrite’ & 


Used to support conduit in corrosive or wash-down applications. 








YY" tas 1" A Aca : a" ea ; 3" ; 4" oo J 
Item tem tem tem tem tem tem tem tem tem F 
Item No. No. No. No. No. No. No. No. No. No. consult conduit 

For Use with Stainless EMT, ENT Af Hanger Clamp 
Conduit Hanger 36HX23 | 36HX24 | 36HX25 | 36HX26 | 36HX27 | 36HX28 — — — — 
One Hole Conduit Strap 36HX56 | 36HX57 | 36HX58 | 36HX59 | 36HX60 | 36HX61 — — — — 
For Use with Stainless Rigid, Stainless Light Wall, Galvanized, and Aluminum Conduits 
One Hole Conduit Strap 36HX46_| 36HX47 | 36HX48 | 36HX49 | 36HX50 | 36HX51 | 36HX52_ 36HX53 | 36HX55 | 36HX54 oe >» iN 
Two Hole Conduit Strap 36HX62 | 36HX63 | 36HX64 | 36HX65 | 36HX66 | 36HX6/ | 36HX68 36HX69 | 36HX70| — 
For Use with Stainless Rigid and IMC, Aluminum, Galvanized and PVC Coated Conduits 
Conduit Clamp 36HX29 | 36HX30 | 36HX31 | 36HX32 | 36HX33 | 36HX34 | 36HX35 | 36HX36 | 30HX37 | — 2-Hole 
Conduit Hanger 36HX14 | 36HX15 | 36HX16 | 36HX17 | 36HX18 | 36HX19 | 36HX20 | 36HX21 | 36HX22, = — 1-Hole Strap Strap 





Low-Voltage As eV 
Mounting Brackets Arlington 


For mounting low voltage Class 2 communication outlets r 
to the front of drywall. PVC construction. Mounting 


Conduit Hangers anington 


Conduit snaps into hanger and locks 
in place. For horizontal or vertical 





,; ‘3° 
mounting. Nylon construction, corrosion wings hold bracket securely against wall as the mount- Vo 
resistant. Nonmetallic finish. Suitable ing screws are tightened. Bracket is its own mounting No. 
for PVC conduit, rigid conduit, or thin- template, except for No. 6XXC5. Nos. 6XXC6 and 6XXC7 6XXC7 
wall. UV rated for outdoor applications. 6XXD1 adjust to fit /4"- to %"-thick drywall, paneling, or wall- 
EMT — Rigid/Pipe Mfr ian board. All models are UL Listed and CSA Certified. 
Size (in.) Size (in.) Model No. No.of Raised Mfr. Item 

Y — NM2000 _ 6XXD1 Gangs _ Height W L D Model No. 

— 2 NM2005_ _ 6XXD2 Rectangular 

7 — NM2010 _ 6XXD3 i Yitot 250° 426" 1.20"  LViLP _6XXC6 

— 7 NM2015  6XXD4 2. veto 4.185" 4.26" 1.20"  [V2LP  6XXC7 

1 — NM2020 _ 6XXD5 3 Yi'toT 6.00" 5.57" 1.70" —*LV3_—=«&XXC3 

— 1 NM2025 _ 6XXD6 4 Wot 7.8 557 1.70 (V4 6XXC4 

WZ — NM2030__ 6XXD7 Round 

WZ 1% NM2040__ 6XXD8 i Yitot 4.375" 4.375" 2.125" [VRi__ 6XXC5 No. 6XXC3 

— iW, NM2045 _ 6XXD9 

Ms — ee 

| 4 NM2090  6XXE2 PVC Loop Hangers As . 

and Bushing : 
- Arlington 
Conduit For hanging Cat 5, Cat 6, Cat 7, or | 
: fiber-optic communication cables. PVC construc- 7 : P 

Connectors 4ztington - tion. Hangers are easy to use, hold cable bundles | PF uo 
Use for connecting MC cable to an : 7 | without damage, and rotate at any angle for "—s-6xxDO 


various mounting applications. White color. 
Bushing fits existing irregular-shaped holes in 
metal studs, reducing the need to punch additional 
holes. All items are UL Listed and CSA Certified. 


electrical box. Zinc die-cast construc- 
tion. Each connector includes 3 
end-stop bushings. UL Listed, CSA 
Certified, and RoHS Compliant. 





it Mfr. It Max. Cable Max. Load Mfr. Item Pkg. 
“Sie Mol ' No, eo Capacity Model No. Qty. 
TY," 8413 ayNAR 2 in 20 |b TL20 6XXC8 1 
— —— No. 
: in 
om ae ort Mo GARR Nonmetallic Bushing 6XXE3 
ch 8417 6XXCO il — SB130G 6XXE3 100 
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ELECTRICAL Scan. Order. Done. 
PVC Conduit & Fittings Details on page A1. 










CANT=%. 


PVC Conduit 
and Fittings 


Rust- and corrosion-resistant 








Schedule 80 





Conduit : — and easy to install. Belled end 
No. 4EUCS Conduit Body Conduit Body Conduit Body Conduit Body— gjiminates the need for special 
‘ Tee—Type T 90°—Type LB Straight—Type C Type E . . 
h le 4 t z= 
oF oe No. 4FYL5 No. 4FYN5 No. 4FYP5 No. 4Fyrs = °OUDIing. May be used in under 


ground applications. Schedule 40 
can be used in walls, floors, and 
ceilings under NEC Article 352. 
Schedule 80 is for above-ground 
’ 2» . and entrance applications. 
“as X ‘ Schedule 40 and Schedule 80 


= , conform to UL 651; Fed. and Mil. 












Expansion Female Adapter Male Adapter Box Adapter’ Insulated Bushing Spec. compliant. 
Standard Coupling Coupling No. 4FYA3 No. 4FYC3 No. 4FYD3 No. 4FYK8 
No. 4FXY3 No. 4FXZ3 ya" Hy" 1" 1%" 114" o" 2" 3" q" 
coad Description Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No.  ItemNo. Item No. 
onduit 
10 ft., Schedule 40 4EUA5 4EUA6 4EUA7 4EUA8 4EUA9 4EUC1 4EUC2 4EUC3 4EUC4 
10 ft., Schedule 80 4EUC5 4EUC6 4EUC7 4EUC8 4EUC9 4EUD1 4EUD2 4EUD3 4EUD4 
Conduit Outlet Body 
Type LL 4WMF1 4WMF2 4WMF3 4WMF4 — — — — — 
Type LR 4WMF5 4WMF6 4WMF7 4WMF8 — — — — — 
Type T 4FYL5 4FYL6 4FYL/ 4FYL8 4FYL9 4FYN1 4FYN2 4FYN3 4FYN4 
Type LB 4FYN5 4FYN6 4FYN7 4FYN8 4FYNS 4FYP1 4FYP2 4FYP3 4FYP4 
Type C 4FYP5 4FYP6 4FYP7 4FYP8 4FYP9 4FYR1 4FYR2 4FYR3 4FYR4 
Type E 4FYR5 4FYR6 4FYR/ 4FYR8 4FYR9 4FYT1 4FYT2 4FYT3 4FYT4 
Conduit Straps 
2-Hole 4FYT5 4FYT6 4FYT7 4FYT8 4FYT9 4FYU1 4FYU2 4FYU3 — 
Couplings and Adapters, For Use a Schedule a or a PVC foneutt 
Service Cap Bushing Expansion Coupling, Two-piece aFXZ3 aEXZ4 aEXZE 4FXZ6 4FXZ7 4FXZ8 4FXZ9 4FYA1 4FYA2 
Female Adapter 4FYA3 4FYA4 4FYA5 4FYA6 4FYA7 4FYA8 4FYA9 4FYC1 4FYC2 
No. 4FYU9 No. 4FYJ9 Male Adapter 4FYC3 4FYC4 4FYC5 4FYC6 4FYC7 4FYC8 4FYC9 4FYD1 4FYD2 
Box Adapter 4FYD3 4FYD4 4FYD5 4FYD6 4FYD7 4FYD8 4FYD9 4FYE1 4FYE2 
insulating Bushing 4FYK8 4FYK9 4FYL1 4FYL2 ayt3 area vy 5 VY — 
| ervice Entrance Cap — — — — 4 4 4 4FYV3 — 
schedule Gu Scneete: Teter Oliset = = AFYWA = AFYV5 = = = 
40Elbow | \ SO Elbow  Eihow, For Use With Schedule 40 PVC Conduit 
No. 4FYE3 ’ \No. 4FYH9 — Elbow 90 Degree, 24" Radius — — — — — 4FYG3 4FYG4 4FYG5 — 
Elbow 90 Degree, 36° Radius — — — — — 4FYG6 4FYG7 4FYG8 — 
Elbow 90 Degree 4FYE3 4FYE4 4FYE5 4FYE6 4FYE7 4FYE8 4FYE9 4FYF1 4FYF2 
Elbow 45 Degree 4FYF3 4FYF4 4FYF5 4FYF6 4FYF/ 4FYF8 4FYF9 4FYG1 4FYG2 
Elbow, For Use With Schedule 80 PVC Conduit 
Elbow 90 Degree 4FYG9 4FYH1 4FYH2 4FYH3 4FYH4 4FYH5 4FYH6 4FYH7 4FYH8 
P Elbow 45 Degree 4FYH9 4FYJ1 4FYJ2 4FYJ3 4FYJ4 4FYJ5 4FYJ6 4FYJ7 4FYJ8 
Pull Elbow 
Type LB 4FYV8 4FYV9 — — — — — — — 
Reducer, For Use With Schedule 1 1 u mn 3 u 1 tnt UW wm X nnn 1 UW 1 tnt i tn i 1m u 
40 or 80 PVC Conduit yah x Vor AM xX Hl Ty KT ayn ae x1" | 2x2" | 3"x2 4a"x3 
Reducing Bushings = — 4FYJ9 4FYK1 4FYK2 4FYK3 4FYK4 4FYK5 4FYK6 4FYK7 
Weatherproof Electrical Box Ve Yq" 1" 
1-Gang, FSE 4FYW1 4FYW2 4FYW3 _ 
1-Gang, FSC 4FYW7 4FYW8 4FYW9 ay 
1-Gang, FSS 4FYX4 4FYX5 AFYX6 . ( 
1-Gang, FSCC 4FYY1 4FYY2 4FYY3 
2-Gang, FSE 4FYW4 4FYW5 4FYW6 
2-Gang, FSC 4FYX1 4FYX2 4FYX3 
- 2-Gang, FSS 4FYX7 4FYX8 4FYX9 
Pies pall eon wes haat Junction Box = =e =“ 
No. 4FYW1 No. 4FYY7 4" Round Junction Box — 4FYY7 = 
th, 
‘* 
2-Gang ” \» Ceiling Box w/ Bar Hanger 4" Square Shallow 
No. 4FZA8 Nails & Ground i No. 4FZC9 Box w/Nails 
No. 4FZC6 C No. 4FZC1 
Item 
Item Description No. 
Description No. Standard Covers 
Specialty Boxes 1 Gang, Blank 4FZD8 
Ceiling Box, w/Nails, 18 Cu. in. 4FZC5 * 2 Gang, 1 Device Plaster Ring, 12" Raised 4FZD9 
Item Ceiling Box w/Nails and Ground, 18 cu. in. 4FZC6 * 2 Gang, 2 Device Plaster Ring, 1" Raised 4FZE1 
Description No. Ceiling Box, w/Nails, 20 cu. In. 4FZC7 ~ 4%" Round, Blank 4FZD7 
Sheathed Cable Boxes Ceiling Box w/Nails and Ground, 20 cu. in. 4FZC8 * Floor Box Cover, Duplex, Bronze 4FYV7 
1 Gang, w/Nails, 18 cu. in. 4FZA1 Old Work, 18 cu. in. 4FZD5 ~* Weatherproof Covers 
1 Gang, w/Nails, 20 cu. in. 4FZA2 Old Work w/Ground, 18 cu. In. 4FZD6 * 1 Gang, Blank 4FYY8 
1 Gang, w/Nails, 23 cu. in. 4FZA3 Bar Hanger, 20 cu. In. 4FZC9 * 1 Gang, GFCI Receptacle 4FYZ4 
1 Gang, Red Fire Alarm w/Nails, 20 cu. in. 4FZE3 ~ Bar Hanger w/Ground, 20 cu. in. 4FZD1 * 1 Gang, Duplex Receptacle 4FYZ3 
2 Gang, w/Nails, 32 cu. In. 4FZA4 34 Round Fire Alarm (Red), 20 cu. in. 4FZE2 * 1 Gang, Switch 4FYZ5 
3 Gang, w/Nails, 44 cu. in. 4FZA5 1 Gang w/Bracket, 20 cu. in. 4FZA7 1 Gang, Switch w/Lever 4WMF9 
4 Gang, w/Nails, 55 cu. in. 4FZA6 4 Sq. Shallow Box w/Nails, 18 cu. in. 4FZC1 2 Gang, Blank 4FYY9 
2 Gang, w/Nails and Bracket, 48 cu. in. 4FZA8 4 $q. Shallow Box w/Nails, 32 Cu. in. 4FZC2 2 Gang, GFCI and Toggle 4FYZ1 
3 Gang, w/Nails and Bracket, 74 cu. in. 4FZA9 Flanged Shallow Box, Old Work, 8 cu. In. 4FZC3 2 Gang, Duplex and Toggle Switch 4FYZ2 
Surface-Mounted Junction Boxes Bracketed Shallow Box, 8 Cu. in. 4FZC4 2 Gang, Double Duplex Receptacle 4FYZ6 
AL x 4W x 4H" 4FYU5 1 Gang Old Work, 14 cu. in. 4FZD2 2 Gang, Switch w/Levers 4WMG1 
6L x 6W x 4H" 4FYU6 1 Gang Old Work, 21 Cu. in. 4FZD3 Primer and Cement 
8L x 8W x 4H" 4FYU7 2 Gang Old Work, 25 Cu. in. 4FZD4 1 Pt. PVC Conduit Primer and Cleaner 4FYZ8 
12L x 12W x 6H" 4FYU8 Floor Box Base, Round w/4 Hubs 4FYV6 1 Pt. PVC Conduit Cement (Low VOC) 4FYZ7 
* Polycarbonate. 
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APPROVED 
= = = a - Series 160 Series 6000 (j\) 
Liquid-Tight Flexible Conduit No. 53CJ95 No. 4uce3  ‘\N 
Built for a variety of SERIES 6500 — 
applications ranging from Designed for use in wet, aoe Stic ¥e in Yo in ¥ in 1in 1%in | 1%in 2in |2%in| 3in | 4in 
computer room floors to dry, or oily locations Nominal — Conduit Item Item Item Item Item Item Item Item | Item | Item 
high-temperature areas. —_ as a flame-resistant, Length Color No. _ No. No. No. No. No. No. No. | No. | No. 
tallic racewa Series 160, Rigid PVC Core, 0° to 140°F, Flame Retardant PVC Jacket 
— SoBe : Seri * 00, Rigid PVC Core, -2° satae ae = a SS 
; ; : eries igi ore, -2° to 176°F, Flame Retardant acket 
Built with a circular cross for Powel: side a, 50 ft Gray 4JC62 | 4JC63 | 464 | AJC65 =~ 3FLH5 — 3FLH6 — j|/-—-f]= 
section with a smooth communications cables 100 ft Gray 1YPF7 | 1YPF8 =| 1YPF9 | 1YPG1 — _| 3FLH4 — — 
corrugated flame resistant where repetitive motion Serles 6100, hot Dinped Galvanized Steel Core, a io 15°F Fame Retardant PVC Jacket 
: se ray __ —_ = _— _ 
polyvinyl chloride (Pvc) 2" Constant flexing Is 50 tt Gray 4JC58 4UC594JC60 4JC61_ 3FLD4. = — ~~ 3FLDs =~) Ss — SS 
: : required. Ideal for applica- 100 ft Gray 5YH68 5YH69 5YH/0 5YH/1 — 16R059 — — — 
‘f ; req pp 
Inner surface and integral isn. where abrasion and awe aay = = ——$Fipa t6R058 = = == 
. . . . t ray —_ —-' — — — — 
reinforcing member within physical abuse may occur. __500 ft Gray 3FLC6 3FLCB 3FLD1 — — — — 
the conduit wall. Used to sil 6100, atin Dipped Galvanized id aD -4° to 140°F, Flame Retardant PVC Jacket 
. . 5 ray —_— ee —— —_— — 
help protect insulated wire SERIES 6750 Series 6200, Hot Dipped Galvanized Steel Core, 20° to 176°F, Flame Retardant Pvc Jacket 
in assemblies or consoles Designed for use where 20 Gray SFKT7_/ 3FKTO "| SEKV2_—— = = — _| 3FKV8 | 3FKV9 | SFKW1 
of electrical apparatus. —_|imiting smoke and toxic atl 2 = = = — = — } | 
25 iL Green — 16R029 = 16R032 — — — — — — — 
materials of combustion 25 ft Yellow — 16R038 —(16R041 — — — — — — = 
SERIES 6000 are important consider- 25 it Orange —_ 16R047 |16R050 — —_ — —_ —_— _ _ 
Designed for use in wet, : 50 ft Red _— 16R021 | 16R024 _ _ — — — — — 
dry, or oily locations as a ations. They can also be a : cise) = ui uals — — — — — — — 
used outdoors at -40°F suit 10 = = a = = = — | = | 
flame-resistant, nonme- ; 00 ft Orange — 16R048 | 16R051 = — = = — = = 
talli f and is sunlight-resistant. 50 ft Gray 1YPF5 — 2W279_ | 2W280 — 3FKVE — 3FKV7 ee 
control, and communica SERIES 6800 100ft Green = 168031 16h034—-— == 
control, and commun|ca- reen —_— 4 —_— — — — — — _ 
ti bl . 100 ft Yellow — 16R040 (16R043 —_ —_ —_ — —_ _ _ 
lons Cables. Designed for use 100 : Orange ver Sie 16R052 — — — GAO — — — 
i ray SYH5 5 HST —_ —_ —_ 57 —_ — —_ 
SERIES 6100 where operation at a 150i a — 46RO5G — nm — — — 
Hasianedforusein high temperature is 500 ft Gray 3FKT® | SFKV1 | 3FKV3 — — — — — — — 
gr rena required. Feature Extreme Series 6400, Hot Dipped Galvanized Steel Core, -30° to 176°F, Flame Retardant PVC Jacket 
specific applications ; . ; 25 ft Blue 3SFKW2 =| 3FKW6 3FKX1 3FKX5 — SFKY2 | 3FKY3  3FKY4 
wihere lindeniviters Temperature jacket that is ~ 50 ft Blue 3FKW3 | 3FKW7 3FKX2 3FKX6 | 3FKXQ — 3FKY1 — — — 
laboratories UL) oraher lovee a 
aboratorles or otner ; ue — — — —_ — _— — 
agency approvals are not SERIES 6900 oe Blue | SFKWS— FW SFKXE = = — i 
g y app Serica Series 6500, Dual Layer of PVC with Nylon Braid Core, -2° to 176°F, Flame Retardant PVC Jacket 
required, but flexibility is. UL Listed product is pot paige = a art 1YPG7 — TYPG8 = = = 
SERIES 6200 designed for use in Series 6750, Hot Dipped Galvanized Steel Core, -40° to 176°F, Flame Retardation, Low 
; ; raceway areas exposed to Smoke and Toxicity Generation Thermoplastic Polyurethane Jacket 
Designed for use in wet, ' ss j 25 tt Black — _|16P977 |16P980 |16P983.  — = — 5) 
dy ool ocatons as tee eee tee = 
, t ac — 7 5 — — — — — 
a flame-resistant, galva- SERIES SZ Series 6800, Hot Dipped Galvanized Steel Core, -76° to 302°F, aor Thermoplastic E Elastomer Jacket 
25 ft Black 16R005 16R008 16R011 | 16R014 _ _— _ 
nized steel core raceway — Designed for use as a 50 tt Black 16R006 16R009 /16R012 /16R015  16R018  16R017 16R019 =a 
for power, control, and raceway for NSF® 169 i? ft Black ,i6R007 <{6R010 16R013_16R016. = — : = 
icati : eries 6900, Hot Dipped Galvanized Steel Core, -67° to 221°F, Flame Retardant PV Jacket 
communications cables. ae eh , 25 ft Gray 3FKY5 | 3FKY9 | 3FKZ4_ | 3FND5 = 3FLA2 | 3FLA3 | 3FKZ8 
urpose rood Equipmen 20 ft Gray 3FKY6 3FKZ1 3FND3 3FND6 3FKZ9 — 3FLA1 _— — — 
SERIES 6400 and Devices. meat 100 tt Gray SFKY7 3FKZ2 3FKZ5 3FKZ6 — _— _ _ —_ _ 
tte age ee packing restaurants S00 aay 3FKY8 3FKZ3| 3FND4 ™ = = = == = 
] ) ) ray a —_ — = 
blue and designed for use food processina. poultr Series SZ, Corrosion Resistant Plated Steel Core, -30° to 176°F, FDA Splash Zone Approved Pvc Jacket 
as a raceway for power, Hs d : p : pot a el ite Te oT OYE eXWX2 6XWX6 | 6XWX5 6XWX7 — — — 
: acking, an armaceu- ite 4 7 — — — — — 
control, and communica- ea abet fies P Ag Whe “ = Se  eRW t = = === 
tion cables. 500 ft White 6XWU5 |6XWUS | 6XWX1 — — — — — = — 
a Right An: ome Aanietanc ~ el a ol 
KILLARK. os een sisdaseaaaiaiama aad No. 10R078 
Another Hubbell Electrical Products Brand ; _———_° 
Appleton Group <> 
u Cam *5 i KILLARK 
Pulling Elbows, Conduit - No. 6RUMS5 Another Hubbell Electrical Products Brand 
Parallel . 
Clamps and Outlet Boxes No, 2LKW9 ue Hazardous Location 
Hazardous location items are Class |, Div. 1 and 2, Groups C (capped elbows : Flexible Couplings 
only), and D. Class Il, Div. 1 and 2, Groups E, F, G. Class Ill. UL Recognized. et = Bronze with Brass Core 
Note: 3" and 3%" conduit clamps are available; call 1-800-GRAINGER (472-4643). On wad, + Class |, Div. 1 and 2, Groups A, B, C, D; Class Il, Div. 
Grainger.com®, search for “killark conduit clamps”. Other sizes are available on Grainger.com®. No. GRUK9 1 and 2, Groups E, F, G. Class Ill. 
ve" a" t 1%" 1%" 2" Note: other sizes and lengths are available on Grainger.com®. 
_ Item Item Item Item Item Item 9 s yy" y4" " 
____Description No. No. No. No. No. No. Flex Mir. item item fam 
Hubbell Killark ‘anath Brand Model N N N 
Right Angle Conduit Clamp 2LKU9 2LKV1 2LKV2 2LKV3 2LKV4 2LKV5 Tho ble U Fan TR bl iW leNi a 0. 0. 
Parallel Conduit Clamp 2LKW9 | 2LKX1 2LKX2 2LKX3 2LKX4 2LKX5 emovable Union, 1 hemovable Male Nipple 
Appleton Electric 6 in __ Appleton Electric __ EXLK__| 10R088 10R102 10R114 
Pulling Elbow, 90° GRUK5 | GRUK7 | GRUHS | 6RUJ1 | 6RUJ3 | GRUJ5 12in_ Appleton Electric _EXLK | 10R078 __| 10R091 10R105 
Capped Elbow, 90° 6RUL3 6RUL5 6RUKO 6RUL1 — — 12 in Hubbell Killark _ ECFUF_| 2MY90 2MY93 — 
Conduit Outlet Body w/Cover T 6RUM5 6RUM6 — — — = 18 in Appleton Electric EXLK | 10R080 10R093 10R107 
Conduit Outlet Body w/Cover C 6RUL/ 6RULS —_ — — — 18 in Hubbell Killark ECFUF | 2MY91 2MY94 — 
Conduit Outlet Body w/Cover LB 6RULY 6RUMO _ — — — 24 in Hubbell Killark | ECFUF | 2MY92 2MY95 — 
Conduit Outlet Body w/Cover LL 6RUM1 — — _— — — 36 in Appleton Electric EXLK | 10R086 10R099 10R113 
Conduit Outlet Body w/Cover LR 6RUM3 6RUM4 — _ _ = 2 Removable Male Nipples 
Conduit Outlet Body w/Cover IB 6RUM7 6RUM8 _ = — — 18in Appleton Electric EXGJH | 10P996 10R010 10R023 
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ELECTRICAL 
Flexible Conduit Fittings 


Scan. Order. Done. 
Details on page A1. 
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Wiring Device-Kellems 


Flexible PVC Conduit and Fittings 





No. 6D090 


- 
- 


4 









Fused PVC materials form a rugged and tough, but flexible, conduit with no metal core. 
Nonconductive, lightweight, nonmetallic materials provide corrosion resistance. Conduit 
cuts easily and cleanly and resists crushing and crimping. Suitable for all standard- 


duty applications. Liquid-tight for inside or outside use. UL Listed (PolyTuff® II is UL 


oe Recognized), CSA Certified, NEC Article 351-B. 
el ye" yy" yj" 1" 1%" 1%" 2" 
Item Item Item Item Item Item Item 
- Description No. No. No. No. No. No. No. 
—_ Gray PolyTuff® | Conduit, Type B, Nonmetallic, Flexible 
Conduit, 100 ft. %" to 1%", 50 ft. 1%" and 2", 6D074 | 6D075 | 6D076 | 6DO77 | 2AXJ5 2AXJ6 2AXJ7 
waa? - i eS  ~< Straight Connectors 6D089 | 6D090 | 6D091 | 6D092 21VF90 | 21VF92 21VF94 
= 4 90° Connectors 2DPG3 | 2DPG5 | 2DPG7 | 2DPG9_ = 2DPH2 _ _ 
f : “@ © ) Swivellok™ Fittings, Straight to 90° 3JC15 | 6D097 | 6D098  6D099 — — — 
“4 ; @ Flexible Conduit Kits, Includes 6-Ft. = 6D267 | 6D268 _ _— _ = 
, ~~ Conduit and 2 Swivel Connectors 
‘ 8 Black PolyTuff® 1! Conduit, Nonmetallic, Extra Flexible 
~~ —— Conduit, 100 ft. %" to 1%", 50 ft. 1%" and 2", 6D082 | 6D083 | 6D084 6D085 | 2AXJ2 2AXJ3 2AXJ4 
No. 6D267 Straight Connectors 6D101  6D102 6D103 | 6D104 | 21VF89 | 21VF91 21VF93 
No. 6D097 90° Connectors 2DPG2 | 2DPG4 | 2DPG6 »_2DPG8 =2DPH1 — — 
Swivellok™ Fittings, Straight to 90° 3JC16 | 6D109 | 6D110 | 6D111 —_ _— —_ 


® 








= 

















No. 4NPF2 No. 3LL22 
No. 3LL25 
PHUBBELL 77 ® 
se g at eee No. 52AU69 ThomaséBetts 
Lig uid-Ti g ht Cond u it Fitti ngs A Member of the ABB Group RACO’ (Delaware) Wiring Device-Kellems 
External ¥_" y" yj" 1" Wy" Ww" a" 2" 3" 4" 
Connector Grounding Item Item Item Item Item Item Item Item Item Item 
Type Material Insulated Lug Brand No. No. No. No. No. No. No. No. No. No. 
Enhanced Rating Conduit Fitting 
45° Malleable |ron/Steel No No Raco 4A234 4A235 4A236 4A237 3LK80 3LK81 3LK82 _ _ — 
45° Malleable Iron/Steel Yes No Raco 3LL14 3LL15 3LL16 3LL17 3LL18 3LL19 3LL20 _ — — 
45° Thermoplastic Yes No T&B 4NPF2 — —_ — — 4NPF7 4NPF8 —_— — —_— 
90° Malleable lron/Steel No No Raco 6X921 6X773 6X774 6X775 3LK83 3LK84 3LK85 —_ 52AX36 — 
90° Malleable lron/Steel No No T&B _ _— _ _ 2DDR6 _— _ _— _ _ 
90° Malleable |ron/Steel Yes No Raco 3LL21 3LL22 3LL24 3LL26 3LL28 3LL29 3LL31 _ 3LL34 | 3LL35 
90° Malleable lron/Steel Yes Yes Raco 52AX37 3LL23 3LL25 3LL27 52AX38 | 52AX39 — _— — —_— 
90° Thermoplastic Yes No T&B —_ — _— —_ 4NPG4 4NPG5  4NPG6 _ — _— 
Straight Malleable |ron/Steel No No Raco 6X920 6X770 6X771 6X772 3LK74 3LK75 3LK76 | 3LK77 | 3LK78 | 52AX40 
Straight Malleable lron/Steel No No T&B _ _ _ _ _ _ _ _ 2DDP2 _ 
Straight Malleable Iron/Steel Yes No Raco 3LL04 3LL05 3LL06 3LL07 3LL08 3LL09 3LL10 | 52AX35 | 3LL12 | 3LL13 
Straight Malleable |ron/Steel Yes Yes Raco 52AX30 4JC45 4JC46 52AX32 — 4JC47 4JC48 _ — _— 
Straight Steel Yes No T&B _ _ — _ _ — _— — 2FLE4 | 2FLE5 
Straight Steel Yes Yes T&B —_ — — — 2DDV4 — — — — — 
Straight Thermoplastic Yes No T&B — — — — 4NPE8 — — — — — 
Liquid Tight Conduit Fitting 
Multi-Angle Nylon No No Raco 52AX99 | 52AW94 | 52AW99 | 52AX19 _ _ _ _ _— _ 
Straight Nylon No No Hubbell _ 49YK27 | 49YK28 _ —_— _ _ _ _ _— 
Straight Nylon No No Raco 52AX05 | 52AW91 —_— 52AX08 —_— 52AY01 | 52AX16 _ _ _ 
Liquid Tight Conduit Fitting with Grip 
45° Steel Fitting and Stainless Steel Mesh _— Yes No Hubbell — 6D209 6D210 — _ _ — _ _ — 
90° Steel Fitting and Stainless Steel Mesh No No Hubbell _ — _ _ _— 6D228 _ _ _ _ 
90° Steel Fitting and Stainless Steel Mesh ——-Yes No Hubbell 6D202 6D203 6D204 6D205 6D206 _— _— _— — — 
Straight Steel Fitting and Stainless Steel Mesh _—-Yes No Hubbell 60113 6C114 60115 6C116 6D196 6D197 6D198 6D199 —_ —_ 
Liquid Tight Sealing Ring 
— Stainless Steel/Santoprene — — T&B 2DDT2 — — — — _— — _— — —_ 
— Steel/Neoprene — _ Raco _ 52AU69 | 52AU88 52AV11 52AV46 == 52AV59 | 52AV58 _ _ _ 
Ae Snap2it® Liquid-Tight Connectors Arlington 
= Zinc connectors for metallic and nonmetallic yy" 4" 4" 
liquid-tight Type B conduit _ Item Item Item 
= Nonmetallic UV-rated plastic connectors are hae No. No. ALE 
for use with nonmetallic liquid-tight Type B Straight 4JWD1 | 4JWD2 | 4JWD3 
conduit and flexible nonmetallic tubing beanataniic AE a ea 
Fast, tool-less push-on installation. UL Listed, CSA Certified. 9° to 90° Push On = 4JWE2 = 
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ELECTRICAL 


Cable & Cable Connectors 





Conductor Mfr. Item 

Description Dia. Material Size Model No. 
Pointed End Ground Rods 
8 ft., 10 mil Copper Coating, 30-yr. Service Life Yo" __ Copper Bonded Steel — 611380 4NHF8 
4 ft. 10 mil Copper Coating, 30-yr. Service Life %s' __ Copper Bonded Steel — 615840 2KXL/ 
8 ft., 10 mil Copper Coating, 30-yr. Service Life %' ___ Copper Bonded Steel — 615880 2KXL8 
10 ft., 10 mil Copper Coating, 30-yr. Service Life %'___ Copper Bonded Steel _— 615800 2KXL6 
10 ft., 10 mil Copper Coating, 30-yr. Service Life Ys" __ Copper Bonded Steel _— 613400 2KXL5 
8 ft., 15-yr. Service Lite 78" Galvanized Steel —_ 815880 2KXL9 
Rod Gonnector’s6" Clam, ST ue 9s’ — Copper Bonded Steel - CGESCP 2KXN1 
Grounding Accessories 
Grounding Connector, Suitable for Direct Burial Applications yay Bronze 8 Solid to 2 Stranded CP58 2KXN2 
Grounding Connector, Suitable for Direct Burial Applications S74" Bronze 8 Solid to 2 Stranded CP34 2KXN3 . 
Grounding Connector For Galvanized Rod B Copper 6 Solid EHLS861K 2KXNS ne 

rounding Connector, For Galvanized Ro YB" opper oll é 

Ground Rod Coupling, Threadless Compression — Silicone Bronze — CC58 2KXN6 ERICLO 2CNJ4 
Drive Sleeve, Slides on Top of Ground Rod to Prevent Mushrooming — Copper Coated Steel — EDS58 =2CNJ5 


Grounding Connector, Copper Screw for 
Use in Direct Burial Applications 


Grounding Connector 


Grounding Connector, Copper Screw for 
Use in Direct Burial Applications 
Grounding Connector, Parallel Burial, Parallel Burial we TOT Bronze Alloy 8 Solid to 2 Stranded EK1i6 2CNJ6 


— Silicone Bronze 10 Solid to 2 Stranded CWP2JU 2CNJ3 





- Silicone Bronze 10 Solid to 2 Stranded CWP1JU 2CNJ2 Ground Rods and 
= Zinc {0 Solid to 6 Solid ZWPTJ 2CNU4 Accessories 


Pointed-end ground rod electrodes dissipate 


Grounding Connector, Perpendicular Burial, Perpendicular Burial 4" to 1" Bronze Alloy 8 Solidto2 Stranded EK1/ 2CNJ7 electric current directly into the earth. Meet 


Grounding Busbar, Mounts Adjacent to Meter Base or Service 
Entrance Equipment, Interconnects/Terminates Grounding — ABS/Steel — IBTB  6PFR3 


NEMA GR-1 requirements. Nos. 2KXL5, 2KXL6, 


Conductors From Telephone, CATV, Radio and Television Antennas. and 2KXL8 are UL Listed. 
SOLID | STRANDED 
Wire No. of Spool Jacket Jacket Wire Item Item — _ 
aie Cond. Length Material Color Color Brand No. No. —N 
MC Lite =4 
14AWG 2withInsulated CU Ground 250 ft Aluminum Silver Black, Green, White AFC 4JC34 — 
14AWG 3with Insulated CUGround 250 ft Aluminum Silver Black, Green, Red, White AFC 4JC35 — AFC 
12 AWG 2withInsulated CU Ground 250ft Aluminum Silver Black, Green, White AFG 4JC30 | 4JC31 : 
i AWG 3 with Insulated CUGround 250 ft Aluminum Silver Black, Green, Red, White AFC | 4JC32 | 4JC33 CALLE SeT EMS 
MC ap 


14 AWG 2 with Bare AL Ground 250 ft Aluminum Silver Bare, Black, White Southwire | 2VGF3 
14 AWG 2 with Bare AL Ground 1000 ft Aluminum Silver Bare, Black, White Southwire | 2VGF4 
14 AWG 3 with Bare AL Ground 250 ft Aluminum Silver Bare, Black, Red, White Southwire 2VGF5 
12 AWG 2 with Bare AL Ground 250 ft Aluminum Silver Bare, Black, White Southwire | 2VGF6 
12 AWG 2 with Bare AL Ground 1000 ft Aluminum Silver Bare, Black, White Southwire | 2VGF7 
12 AWG 3 with Bare AL Ground 250 ft Aluminum Silver Bare, Black, Red, White Southwire’ 2VGF8 
10 AWG 2 with Bare AL Ground 250 ft Aluminum Silver Bare, Black, White Southwire | 2VGF9 
10 AWG 3 with Bare AL Ground 250 ft Aluminum Silver Bare, Black, Red, White Southwire 2VGG1 


HCF Lite 


snnror AX atkore 
cS 


Southwire’ 





Armored Type pig Cable 


Cables are rated for 600V 


12 AWG 2with Insulated CU Ground 250 ft Aluminum Green Black, Green, White AFC HCF | 1YTF9 | 1YTG1 


MC 


14AWG 2with Insulated CU Ground 1000 ft Aluminum Silver Black, Green, White Southwire |20KZ44 
14AWG 3withInsulated CU Ground 25ft Aluminum Silver Black, Green, Red, White Southwire 20KZ45 
14AWG 3withInsulated CU Ground 50ft Aluminum Silver Black, Green, Red, White Southwire 20KZ46 
14AWG 3with Insulated CU Ground 100ft Aluminum Silver Black, Green, Red, White Southwire 20KZ47/ 
14AWG 3with Insulated CU Ground 250ft Aluminum Silver Black, Green, Red, White Southwire 20KZ48 
14AWG 3with Insulated CU Ground 1000 ft Aluminum Silver Black, Green, Red, White Southwire 20KZ49 


14AWG 4with Insulated CU Ground 250 ft Aluminum Silver Red. White Southwire 20KZ50 
12AWG 2withInsulated CUGround 25ft Aluminum Silver Black, Green, White Southwire 20KZ51 


and rated 194°F dry. UL 
Listed, NEC compliant. 


MC-LITE® 


Black, Blue, Green aluminum armor. UL 


{2 AWG 2with Insulated CUGround 50 ft Aluminum Silver Black, Green, White | Southwire 20KZ52 6 — through penetration 

12 AWG 2withInsulated CU Ground 100 ft Aluminum Silver Black, Green, White Southwire |20KZ53 | 20KZ57 AP@ 

12 AWG 2withInsulated CU Ground 250 ft Aluminum Silver Black, Green, White Southwire |20KZ54 | 20KZ58 MC 

12 AWG 3withInsulated CU Ground 100ft Aluminum Silver Black, Green, Red, White Southwire — 20KZ59 Constructed for superior 
12 AWG 3withInsulated CU Ground 250 ft Aluminum Silver Black, Green, Red, White Southwire 20KZ55 | 20KZ60 ons u up 

12 AWG _ 3 with Insulated CU Ground 1000 ft Aluminum Silver Black, Green, Red, White Southwire |20KZ96_| 20KZ61 grounding performance 


MC FPLP Fire Alarm 


14AWG 2with Insulated CU Ground 250 ft pee Red Black, Green, White “CTE 4yqgo2 | — 


MC HCF 


compared to regular MC 


Alarm and AC cables. Features 


Fire Alarm®—For fire 
alarm systems from panels 
to devices. Features 


Designed with lightweight | aluminum-bond ground, red 


armor, and dual-rated MC/ 


Classified 1-,2-, and 3-hr. FPLP. UL Listed for plenum 


use. NFPA compliant. UL 
Classified 1-, 2-, and 3-hr. 
through penetration 


HCF—Designed for 
hospital and healthcare 
use. Armor and aluminum 


nd provi round NE 
{2 AWG 2 with Insulated CU Ground 250 ff Aluminum Green Black. Green, White  Southwire 120KZ62 | 20KZ64 integral grounding/bonding ce ee ound NEC 


Antishort Bushing, Pkg. of 35 AFC _ 3CTT2 conductor. 


Armored Type MC Cable Whips (> Southwire 








= MC Lite A Me ” oe wes ae May. hh 
on oli ire Type olor mps 0. 
= 6-ft. length With Lock Nut Fittings 
= 6" leads 12 AWG 3with Insulated CU Ground Stranded MC, THHN Black, Green, Red, White 20 | 25K880 
= 600V 14 AWG 2 Stranded MC, THHN Black, White 15 | 25K878 
14 AWG 3 with Insulated CU Ground Solid MC, THHN Black, Green, White 15 __| 25K873 
Interlocked 14 AWG 4 with Insulated CU Ground ___ Solid MC, THAN Black, Green, Red, White 15_| 25K874 
; 18 AWG 3 with Insulated CU Ground Solid MC, TFFN, TFN Black, Green, Red, White id 25K8/0 
steel armor with With Snap In Fittings 
factory installed 14 AWG__3 with Insulated CU Ground __Solid MC, THAN Black, Green, Red, White 15_—| 25K876 No. 
14AWG 3with Insulated CU Ground Stranded MC, THHN Black, Green, Red, White 15 | 25K881 25K875 
conductors. 18 AWG 3with Insulated CUGround Solid MC, TFFN, TFN Black, Green, Red, White 7 | 25K875 
Armored Cable Connectors Aco: Mhomastsett 
Redi-Loc and Snap- Tite-Bite®—Siee| 7 Knockout Conduit Item 
: : Description Size Size Brand No. 
In—Low-profile connectors with tough "RediLoc 
j ini ith- Single Cable, MCI Cable: 0.434 to 0.530" Alum. or 0.430 to 0.530" : : 
connectors have insulated lining witn- eae armored Cable (AC): 14/2 (0.430) to 12/3 Alum. and Steel i ” Raco 3ivi2 
lances designed to — stand vibration and =~ Single Cable, MCI Cable: 0.475 to 0.575" Alum. and Steel, i of fier aAVT oe Redi-Loc Il 


securely grip armored strain. Narrow profile Armored Cable (AC): 14/2 (0.475) to 12/4 Alum. and Steel 


cable. Body and 
internal clamp offer 
increased resistance 
to pullout, greatly 
improving ground 
continuity. 221 °F- 
rated insulator. UL 


Listed, CSA Certified. 


; : . Single Cable, MCI Cable: 0.590 to 0.680" Alum. or 94" 0.565 to 0.659" ‘ ; 
installs easily, even in Steel, Armored Cable (AC): 10/3 (0.590") to 8/3 Alum. and Steel oe Ree a 


kouts. Duplex Cable VY" Yo" ___ Raco_ 3LV73 
adjacent knoc la Redi-Loc II, MCI, AC and HCF Cable, 0.520" Max. Cable Opening Ya" Yo" Raco 19L557 
Double-grip saddle seedicLoc [I MCI, AC and HCF Cable, 0.600" Max. Cable Opening A v5" —Raco 191558 
ility. UL mann 
for salvageab y U For MCI, A/C, and HCF Cables Yo" Yo" ~—- Raco 1RVU8 
Listed for armored ns Bite®, For 0.470 im 0.660" Armored Cable and Flexible Metal ame 7 Sara 
le only. RoH traight, Noninsulate 2 8 

cable ° a 5 90°, Noninsulated Vy" ¥e" T&B 2RET3 
Compliant. 90°. Nylon Insulated ip’ 3" —T&B ORET? 
Straight, Nylon Insulated yy Ys _[&B 2RET1 
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No. 3LV72 No. 19L557 
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Snap-iIn Tite-Bite® 
No. 1RVU8 No. 2RER9 
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ELECTRICAL Scan. Order. Done. [= ik 
Cable & Cable Connectors Details on page Al. 








No. 4JWR3 
Arlington 
Anti-Short Bushings 
= For armored cable and MC Gondult ; me item Fg. 
. * Ize pening Max. 0. . 
and flexible metal conduit % 0.680 i 4 Wks 190 
j 758 in 4JWRA4 
No. 4JWF1 i teers agains! abrasion Te 0.920 in 4JWR5 50 
while pulling cable. UL Listed, yy" 1.130 in 4JWR6 50 
ifi 7 1.340 in 4JWR7 50 
CSA Certified. ih 1-460in AJWRE 25 
No. 4JWG2 ee 


Arlington 


Snap2it® and Snap-Tite® Connectors 
UL Listed, CSA Certified, ROHS Compliant. 





SNAP2IT® WITH INSULATED THROAT No. 3FLE9 
= For steel and aluminum jacketed cables Ht ee 
= Tinted to differentiate sizes Krepycrancer Calbrite 


. : . APPROVED Stainless Steel Conduit Systems 
Toolless installation: Snap on for a tight, secure hold. 


SHAP-TITE® SADDLEGRIP Flexible Metal Conduit 
= For steel and aluminum flex, AC, HCF, and MCI cable Easy to cut, no bending required—replaces EMT conduit in difficult or impracti- 
= Also for MCI-A cable where noted cal locations. For dry locations only except PVC coated rated NEMA 4X. 
Connectors snap into box, then are screwed tight for super-sturdy hold. Flexible ye" y" ya" mm ] we | wey 2 
; Conduit Item Item Item Item Item Item Item 
Conduit Cable — Cable Item L Type Brand | No. No. No. No. No. No. No. 
Size Description Opening Min. Opening Max. No. Steel 
Snap2it® Connectors with Insulated Throat 95 ft. Extra Flex GA 593CK0O1l — = = = = = 
Se Straight Connector 0.405 In 0.612 In 4JWF5 50 tt. Extra Flex GA 53CK0O2,. — — |53CJj99°  — = — 
¥8" Straight Connector 0.485 in 0.612 In 4JWF6 * 100 ft. Extra Flex GA 53CK03) — — = = = — 
¥8" Straight AP Connector 0.370 in 0.490 in 4JWF1 Premium Aluminum Alloy 
7% __Straight AP Connector 0.405 In 0.612 in 4JWF3 *T 25 ft. Reduced Wall GA | 3FLE9| 3FLF2 | 3FLF4 | — — | 3FLF7 | 3FLF8 
Ys Duplex Straight Connector 0.405 in 0.612 in 4JWE6 50 ft. Reduced Wall GA | 43054 | 4JC55 | 4JC56 | 4JC57 | 3FLF6 | — — 
Je" Duplex Straight Connector 0.485 in 0.612 In 4JWF7 * 100 ft. Reduced Wall GA 5YH62 5YH63. 5YHo4d. — — — _ 
Je" Duplex Straight AP Connector 0.370 in 0.490 in 4JWF2 7 500 ft. Reduced Wall GA 3FLF1 | 3FLF3 | 3FLF5 = _ — = 
7% ___ Duplex Straight AP Connector 0.405 In 0.612 In AJWE4 *T High Quality Hot Dipped Zinc Galvanized Low Carbon Steel 
%s___90" Connector 0.440 In 0.790 In 4JWES 25 ft. Reduced Wall GA __| 3FLE1| 3FLE2 | 3FLE4 | — | — _ | 3FLE7 | 3FLE8 
% Straight AP Connector 0.590 In 0.920 In 4JWG1 50 ft. Reduced Wall GA | 6A419| 6A420 | 4JC52 | 4JC53  3FLE6 | — — 
Y2___90° Connector 0.648 In 1.081 in AJWF9 7 100 ft. Reduced Wall GA | 5YH59| 5YH60 | 5YH61)  — — — — 
fa Straight AP Connector 0.895 In 1.110 in 6XXA4 tT 500 ft. Reduced Wall GA 3FND7| 3FLE3.| 3FLE5 = = = = 
Snap-Tite® Saddlegrip Connectors 316 Stainless Steel 
%__Duplex Connector, w/Insulated Throat__0.445 in 0.612 in 4JWG4 25 ft. Bare Calbrite | — | 40KG10 | 40KF98 | 40KG06 |40KG04/ 40KG01 |40KG09 
7 ___ Duplex Connector 0.445 in 0.612 in 4JWG3 25 ft. PVC Clear Coat Calbrite | — | 40KF99 | 40KG03 |40KG12| — |40KG11 40KG02 
%__ Connector, w/Insulated Throat 0.405 in 0.612 in AJWG2_ 25 ft. PVC Coated  Calbrite | — | 40KGO07 | 40KGO8 | 40KF97 |40KG13| 40KG14 40KG05 
Yo" Connector, w/Insulated Throat 0.710 in 0.910 in 4JWG6 ee 
Y," Connector 0.710 in 0.910 in 4JWG5 
Ys" _ Connector, w/Insulated Throat 0.840 in 1.170 in 4JWG8 — 
Sa" Connector 0.840 in 1.110 in 4JWG7 . -4 


* Includes red tinted clips. ¢ Also for MCI-A cable. 


* 


- ‘ No. 36LK28 
Pa — 











No. 52AX66 4 
No. 4JC42 
RACO’ Wpspycrancer Calbrite 
RACO’ ADiveln ef Hlbolincarpersiod (Daler) APPROVED Stainless Stee! Conduit Systems 
A Division of Hubbell Incorporated (Delaware) = = 
9-S c i Flexible Metal Conduit Connectors 
-Screw Connectors sae 
Die-cast zinc plating connectors are used to connect NM sheathed and oval type ra a ie ne ta al i 
Item Malleable Iron 
Box Connection Use With - Nonmetallic Building Cable No. Straight No Raco_ | 2DDE4 | 3LK38 | 3LK39 | 3LK40 | — = = 
Nonmetallic Sheath Cable Connectors Straight Yes Raco 4JC41 4JC42 4JC43  4JC44 — — _ 
: Oval Cable: (1) 14/2, (1 ) 12/2 (1) 10/2, (1) 14/3, (1) 12/3 with Ground; Die Cast Zinc 
aula (1) 14/2, (1) 12/2, (1) 10/2, (1) 14/3, (1) 12/3 without Ground | #AX66 90° Yes GA | — | — | — | — | — (| 5UGx2 | 5UGX3 
%. in MNPT Round Cable: (1) 6/2, (1) 10/3, (1) 6/3 52AX70 Straight No GA — — | 3lves| — | 5uGv8s| — — 
1 in MNPT Round Cable: 83, (1) 4/3 52AX71 Straight Yes GA — — — — |5UuGWi; — — 
in MNPT Oval Cable: (1) 1472, (1 ) 2? (1) 10/2, (1) 14/3, (1) 12/3 with Ground; conver 316 Stainless Steel 
: (1) 14/2, (1) 12/2, (1) 10/2, (1) 14/3, (1) 12/3 without Ground 45° Yes _Calbrite) — | 36LK40 36LK41| — — — — 
1% in MNPT Oval Cable: (1) 6/3, (1) % 52AX68 90° ‘Yes __Calbrite) — | 36LK28 36LK29 | 36LK30 36LK31 | 36LK32 | 36LK33 
2 in MNPT Oval Cable: (1) 000/3, (1) 0000/3 52AX69 “Straight Yes _Calbrite) — | 36LK34 36LK35 | 36LK36 | 36LK37 | 36LK38 | 36LK39 
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ELECTRICAL 
Strain Relief Cord Connectors 








No. 5D899 





No. 5D798 





No. 5D924 
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No. 5D971 





Wiring Device-Kellems 


Liquid-Tight Cord Connectors 


= Nylon: for washdown areas 
= Aluminum: where lighter weight or better corrosion resistance is desired 
= Zinc-plated steel: where higher impact resistance 

and tensile strength are desired 


Proprietary split-hinge Gotcha® ring, color-coded by cord size, grips conductor 
through cord jacket. Factory-lubricated bushing provides even compression, 
ensures liquid-tight seal around cord, and minimizes tension on terminals. UL 
Listed, CSA Certified. 

NYLON 

Tough, durable, and highly resistant to corrosion. 


MACHINED METAL 
More durable and reliable than cast metal parts. 
Note: Order locknuts on page 315. 





NYLON ALUMINUM ZINC-PLATED STEEL 
Straight 90° Straight 90° Straight 90° 
Conduit Cord Dia. Item Item Item Item Item Item 
Size Range No. No. No. No. No. No. 
0.19" to 0.25" 5D876 — 5D712 — _ — 
0.259 to03T 5D877 — 5D713 2XYJ4 2XYL8 — 
¥" 0.25" to 0.38" 2XYL9 — 5D714 — — — 
0.38" to 0.44" 2XYN1 — 5D715 2XYJ6 5D919 — 
0.31" to 0.38" — _ _ 2XYJ5 —_ _— 
0.13" to 0.19" 5D881 2XYJ8 | 5D721 2XYJ7 2XYN3 
0.19" to 0.25" 5D882 | 2XYJ9  5D716 * | 5D798 5D922 2XYK1 
0.25" to 0.38" 5D883 | 5D899 | 5D723 5D799 5D923 5D971 
0.38" to 0.50" | 5D884 5D900 | 5D724 = 5D800 | 5D924 5D972 — 
0.50" to 0.63" 5D885 | 5D901 | 5D725 5D801 50925 5D973 
Yo" 0.06" to 0.13" 2XYN2 — 5D720 — — 
0.63" to 0.75" — — 5D726 — 2XYNA 
0.75" to 0.88" — — 5D727 — 2XYN5 — 
0.25" to 0.31" — — 5D717 — — _— 
0.31" to 0.38" — — 5D718 — — — 
0.38" to 0.44" — — 5D719 — — — 
0.19" to 0.25" 5D722 —— 
0.38" to 0.50" 5D886 | 2XYK3 5D732 2XYK2 5D932 2XYK4 
0.50" to 0.63" 5D887 | 5D903 5D733 2XYK5 5D933 2XYK6 
3/4" 0.63" to 0.75" 5D888 | 5D904 5D735 5D804 5D934 2XYK7 
0.75" to 0.88" 5D889 | 2XYK8  5D7/36 5D805 5D935 5D977 
0.25" to 0.38" — — 5D731 — 5D931 — 
0.63" to 0.75" 5D892 — 5D739 2XYK9 5D966 5D978 
0.75" to 0.88" 5D893 | 5D909 5D740 2XYL2 5D967 — 
1" 0.88" to 1.00" 5D894 | 5D910 = 5D741 2XYL3 5D936 — 
0.50" to 0.63" 2XYN6 — 5D738 5D807 2XYP2 — 
1.00" to 1.13" 2XYN7 — 5D742 2XYL4 — — 
1.00" to 1.13" — — 5D749 2XYL5 5GTF8 —_ 
1%" 113 t0-1.20° — — 5D750 2XYL6 — — 
1.25" to 1.38" — — 2XYN8 2XYL7 —_—_ — 
1.00" to 1.13" — — 2XYN9 5D817 5GTGO — 
1%" 1.25" to 1.38" — — 2XYP1 5D819 5GTG2 — 
13 t62o _— _— 5D755 — 5GTG1 — 
2 1.38" to 1.50" — — — 5D821 — — 


* Compact 1.45" vs. 1.65" length. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Wiring Device-Kellems 


Liquid-Tight Cord 
Mesh Grips 


Deluxe stainless steel cord/cable grips 
completely eliminate pull tension on 
terminals, indoors or outdoors, sealing out 
moisture and cutting oils. Grips control 
cable arc-of-bend and prevent cord pullout. 
Corrosion resistant with aluminum fitting that 
connects to box or hub, effectively sealing 
out contaminants. Useful in wiring enclo- 
sures, pendant stations, construction sites, 
processing and material handling equipment, 
pumps, motors, and machine tools. 

STRAIGHT | 90° 





Straight 90° 
No. No. 
‘ 6D170 


5 
.% 


ey 


STRAIGHT 90° 






Trade Cable Dia. Item Item Trade Cable Dia. Item Item 
Size Range No. No. Size Range No. No. 
0.25 to. 0.37" 6D124 = 2TGJ4 0.50" to 0.63" 5C801 — 
¥%" 0.31" to 0.38" 6D125 — 0.63" to 0.75" 5C802 — 
0.38" to 0.44" — 21GJ6 i 0.75" to 0.88" 60105 6D179 
0.19" to 0.25" 6D126 | 6D170 0.87" to 1.00" 6C106 | 2VRV9 
0.25" to 0.38" 6D127 | 6D171 1.00" to 1.13" 6D135 | 2TGK3 
Yo" ~—— 0.38" to 0.50" 6C101 6D172 0.87" to 1.00" 6D136 —_ 
0.50" to 0.63" 6C102 | 6D173 114! 1.00" to 1.13" 6D137 | 2TGK2 
0.63" to 0.75" 6D128 — 1.13" to 1.25 6D138 §2TGJ/ 
0.25" to 0.38" 6D131 — 1.25" to 1.38 6D139 — 
0.38" to 0.50" 6D132 ~§=66D174 1.00" to 1.13 6D142 =| 2TGJ8 
¥4" 0.50" to 0.63" 6C103 | 6D175 1%" = 1.13" to 1.25 6D143 = 2TGJ9 
0.63" to 0.75" 6C104  6D1/6 1.25 to 1.38 6D144 — 
0.75" to 0.88" 6D133 = 6D177 9 1.44" to 1.56 6D152 =§=2TGK4 
1.56" to 1.69 6D153 — 








No. 2A246 
ey f 
Sv NSS ~ —_ 
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Thomasé8etts 


A Member of the ABB Group 


Liquid-Tight Cord Grip Connectors 


Connectors can be tightened with pliers or screwdrivers when working in tight 
areas. Type 304 stainless steel connectors withstand harsh environments, 
including heat and UV. 


No. 2DDK4 





Conduit Cord Dia. Item Conduit Cord Dia. Item 
Size Range Brand No. Size Range Brand No. 
Straight Steel 
Aluminum A 0.25' to. 0.35" Raco 52AX47 
0.06" to 0.13" Raco 52AY03 0.50" to 0.75" T&B 2DDG6 
yp" 0.25" to 0.31" Raco 52AY07 0.25" to 0.38" Raco 52AY13 
0.31" to 0.38" Raco 52AY15 Yq" 0.38" to 0.50" Raco 52AY11 
0.50" to 0.63" Raco 52AY10 0.45" to 0.56" Raco 52AY05 
yp! 0.19" to 0.25" Raco 52AX42 " 0.60" to 0.70" Raco 52AX43 
0.50" to 0.63" Raco 52AY09 0.70" to 0.85" Raco 52AY18 
0.38" to 0.50" Raco 52AX52 90° 
4" 0.50" to 0.63" Raco 52AX45 Aluminum 
0.63" to 0.75" Raco 52AX46 yy! 0.13" to 0.38" T&B 2DDK4 
0.70" to 0.95" T&B 2DDJ7 0.31" to 0.56" T&B  2DDK7 ~ 
-Malleable Iron/Steel 0.13" to 0.38" T&B 2DDL2 
yy" 0.12" to 0.25" Raco 2A246 4" 0.31" to 0.56" T&B 2DDL5 
0.25" to 0.38" Raco 2A247 0.50" to 0.75" T&B 2DDL8 
Nylon ile 0.31" to 0.56" T&B 2DDN2 
0.06" to 0.13" Raco 52AY06 Malleable Iron 
y," 0.25" to 0.38" Raco 52AY08 0.15" to:0.25° Raco 52AY16 
0.50" to 0.63" Raco 52AY12 Ys" 0.25" to 0.38" Raco 52AY17 
0.13" to 0.38" T&B 2DDH2 0.45" to 0.56" Raco 52AY19 
Yq" 0.38" to 0.50" Raco 52AY20 yj" 0.25" to 0.38" Raco 52AX44 
0.50" to 0.63" Raco 52AY14 0.45" to 0.56" Raco 52AY21 
" 0.31" to 0.56" T&B 2DDJ2 1 0.45" to 0.56" Raco 52AX53 
0.63" to 0.75" Raco 52AX49 Nylon 
Stainless Steel yy" 0.13" to 0.38" T&B 2DDK5 
0.13" to 0.38" T&B 3EHV6 0.31" to 0.56" T&B 2DDK8 
y," 0.36" to 0.56" T&B 3EHV7 0.13" to 0.38" T&B 2DDL3 
0.50" to 0.75" T&B 3EHV8 Yq" 0.31" to 0.56" T&B 2DDL6 
0.13" to 0.38" T&B 3EHV9 0.50" to 0.75" T&B 2DDL9 
Yq" 0.31" to 0.56" T&B = 3EHW1 45° 
0.50" to 0.75" T&B 3EHW2 Malleable Iron 
" 0.31" to 0.56" T&B = 3EHW3 0.15" to 0.25" Raco 52AX50 
0.70" to 0.95" T&B S3EHW4 Yo" 0.25" to 0.35" Raco 52AX51 
0.45" to 0.56" Raco 52AX48 








ELECTRICAL 
Strain Relief Cord Connectors 


Scan. Order. Done. 
Details on page A1. 
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Liquid-Tight Miniature 
Nylon Straight Connectors 


Miniature version of full-size 
cord connectors. Resist corro- 


No. 5D520 











WITH 
STANDARD| SPIRAL 


; ; saci . Conduit Cord Dia. Item Item 
sion. Hand-tightening installation. Size Range No. No. 
moplete with split-hinge Gotcha® VA" 0.08" to 0.14" | 5D520 5D544 
me ee P g vi 0.14" to 0.20" | 5D521 5D545 
ring and neoprene bushing. a 0.20"to 0.27", 5D522 | 5D546 
Include nylon locknut. Gray color. x 0.15" to 0.21") 5D523 — 
UL Listed (E54218(M)) and CSA cs 0.21° to 0.28" | 50524 | 5548 
Certified (R27378 % 0.28" to 0.34" | 5D525 5D549 
ertified ( ). ye 0.19" to 0.25"| 5D528 | 6D058 
Ai 0.25"to 0.31"| 5D529 6D059 
Ai 0.31" to 0.38" | 5D530 6D060 
Ai 0.38" to 0.44" | 5D531 6D061 
Avningeon No. 4JWN6 
Low-Profile Strain-Relief Cord Grips 
Zinc die-cast body. Wide cord range reduces yy" 5)" 
inventory requirements. Gripping grommet Cord Dia. Item Item 
creates liquid-tight seal with superior pullout —+;4m9®y-—aiwiys awit 
resistance. Sealing ring assures liquid-tight _0.20"to 0.47" | 4JWN8 | 4JWN 
seal with nonthreaded openings. UL Listed 02% 1t00.75_| 4JWPi | 4UWP2 
a UL not applicable for 0.100" to 
(unless noted), CSA Certified. 0.195" dia. wire. 
HUBBELL 
ce 
Wiring Device-Kellems 
Low-Profile Euro Nylon 
No. 2DPD9 





Cord Connectors 


Straight connectors provide excellent pullout strength and can be installed 


without disassembly. Resist saltwater, weak acids, gasoline, alcohol, oil, grease, 


and common solvents. Threaded body guards against skipping and speeds 


installation. Compression nut ratchet prevents unintentional loosening. Suitable 


for NEMA Type 4 and 6 enclosures. UL Listed and CSA Certified. 


GRAY BLACK LOCKNUTS 

Hub Trade Cord Dia. Item Item Item 

Size Range No. No. No. 
Ye" 0.18" to 0.31" 2DPE3 2DPE2 2DZG5 
Yo" 0.17" to 0.45" 2DPE5 2DPE4 2DZG6 
Yq 0.45" to 0.71" 2DPE/ 2DPE6 2DZG/ 
{" 0.59" to 1.00" 2DPE1 2DPD9 2DZG8 
PG/ 0.11" to 0.25" 2DPF8 2DPF/ 2DZH4 
PG9 0.18" to 0.31" 2DPG1 2DPF9 2DZH5 
PG11 0.23" to 0.40" 2DPE9 2DPE8 2DZG9 
PG13.5 0.17" to 0.47" 2DPF2 2DPF1 2DZH1 
PG16 0.23 to U.o3. 2DPF4 2DPF3 2DZH2 
PG21 0.45" to 0.71" 2DPF6 2DPF5 2DZH3 


hd 
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Non-Liquid-Tight Nylon Snap- 
in Connectors with Spiral 


Provide arc-of-bend control to improve cord life and 


No. 6D018 


reduce conductor breakage. Nos. 6D018 and 50513. “Range. nee 

fit chassis thickness up to 0.10"; Nos. 5D914 and AS to re oe 
9D515 up to 0.13". Gray color. UL Listed (E96650) 0.30°to 0.36" 5D514 
and CSA Certified (LR27378). 0.32"t0 0.43" 5515 


GRAINGER. 
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Find even MORE on Grainger.com® 


ThomaséBetts 


A Member of the ABB Group 


Compact Nylon 
Multicord Grips 


Nonmetallic connectors are excellent for use 
in limited-space environments where multiple 
cables enter an enclosure. Nylon 6 construc- 
tion provides excellent corrosion, chemical, 
and impact resistance. NEMA 4 and IP68 
rated. Gray color. CSA Certified. 


Conduit No. of Cord Dia. Item 

Size Cords Range No. 
3a" 1 0.20" to 0.39" 2HYA6 
Ya 1 0.39" to 0.55" 2HYA5 
Y;" 2 0.19" to 0.25" 2HXZ9 
Ya 3 0.19" to 0.25" 2HYA1 
Ja 2 0.23" to 0.29" 2HYA2 
ya 3 0.23" to 0.29" 2HYA3 
ya 4 0.23" to 0.29" 2HYA4 





RACO’ 


A Division of Hubbell Incorporated (Delaware) 


Liquid-Tight Strain 
Relief Cord Connectors 


Note: Locknuts and seal rings are not 
included, see page 315 and 322. 


Conduit Cord Dia. Item 
Size Range No. 
Straight Connectors 
Ya" 0.12" to 0.25" 2A246 
Ya" 0.25° to 0.38" 2A24/ 
ye 0.38" to 0.50" 2A248 
yo 0.50" to 0.60" 2A251 
Underground Feeder Connector 
Yo" 0.22" to 0.42" 2A252 


Thomas&8etts 


A Member of the ABB Group 


Machined Aluminum Tray 
Cable and Cord Fittings 


Silver Grip TCF Series nonmagnetic, corrosion- "UB.Nade 
resistant straight aluminum fittings are A 
designed for installation in Class 1 Gas and ii 
Vapor environments, without the use of tools. A 
They provide efficient strain relief for cable ee 
entering enclosures and raceways in hazard- ts 
ous locations. Tapered neoprene bushing and a 
O-ring seal out moisture and dirt. The chuck ya 
grip exceeds the pullout value required by I 
NEC. CSA Certified. Ay 
Note: Tray cable and portable cord applications comply 117," 
with IEC requirements for Class 1, Zone 2, and Zone 14%" 
1 locations, respectively, when used with enclosures re 
containing no arcing or sparking devices. For enclosures +i" 
with arcing or sparking devices, TCF fittings must be vy 
used in combination with a certified Class 1 hazardous 2" 
location sealing fitting. 2 





No. 2AXJ8 
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Wiring Device-Kellems 


Nylon Liquid-Tight Connectors 
with Strain Relief 


Multiweave mesh gives these straight grips Trade 
arc-of-bend control, minimizing damage and —SI2 
extending cable or conduit life. Stainless Ye 
steel mesh is corrosion-resistant. For indoor a 
or outdoor use. UL Listed and CSA Certified. Ja 





No. 2HYA6 





No. 2FPF6 


Cord Dia. 
Range 
1 10 O27. 
20. to 0.40" 
40" to 0.54" 
o4 to 0.67" 


0.0.67" 


0. 
0. 
0. 
0. 
0. 
0. 
0. 
0. 
0. 
0. 
0. 
0. 
0. 
0. 
i 
1, 
0. 
i 
1. 
i, 
if 
i: 


00 tn) 4) G9 —! C0)|R9 CO) 00) 00 NI on A DD « 
GINO) CO) -B) CO) NI 09, GO) SIO) SI YO) BO 1 


Cable Dia. 
Range 
38: tO 0.50" 





VE 
ad 


No. 2A246 





Item 
No. 
2AXJ8 
2AXJ9 
2AXK1 
2AXK2 
2DDV6 
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ELECTRICAL 
Strain Relief Cord Connectors 
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~~ 
sa : 5 i 
No. 36HY35 No. 36HY50 
| 
: . Calbrite 
Stainless Steel Cord Grips Stainless Steel Conduit Systems 
Provide exceptional tensile WITHOUT WITH 
strength and the highest levels = tube bas sas 
of durability in harsh/corro- Size Range _ No. No. 
sive environments. Polished i ee 2 io ee pais = 
with standard bright finish to ye 0.25into0.31 in 36HY37—36HY5O 
increase corrosion resistance %" 0.31 into0.37in 36HY38 36HY51 
n theti rance. %" 0.37 into0.43 in  36HY39 — 
Ne a : iy Faia < %" 0.43 into 0.50 in  36HY40 36HY52 
connectors inciude an Ye 0.50 into0.56in  36HY41 — 36HY53 
embedded Buna-A O-Ring. All Ys 0.56 into0.62in 36HY42 36HY54 
, ¥% 0.43 into0.50in 36HY43 — 
connectors include a stainless Ys" 0.50into0.63in  36HY44 = 36HY55 
steel Locknut. No package ys 0.56 into0.68in  36HY45  36HY56 
quantity required. Manufactured ¥ 0.62 into0.75in  36HY46 — 
Ys 0.68 into 0.81 in 36HY47 36HY57 
in type 304 stainless steel. 77 —'b6into0G3in | SBHYaS _ 
1" 0.81 into0.93in  36HY49 36HY58 
1" 0.87 in to 1.00 in — 36HY59 
‘ SSS » . one 
> i SIDES No, 6D190 
a 
Bus Drop 
No. 6C095 





Strain-Relief Devices and 
Cable Support Grips 


UL Listed (except No. 6C095) and CSA 
Certified. 


<e 


Wiring Device-Kellems 


securing grip in place. Made of high- 


—_—— a 
iz ae: Se a ee yy 
SSS at we SE ark ea ae —- _— yA 

Closed Mesh 
No. 6D229 
a 
o ; ——— ries ee Sy ——? ll ae 
4g : a Oe a “ft. Pas of Se a >) 
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og Sh Ei ht ee A —— ee 
Sta a Le 
Rod Closing 
No. 6D240 
5s Sere oo — — 
ie ee = a = a 
a Lace Closing + 
No. 6D251 
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Wiring Device-Kellems 


Single-Eye Cable Support Grips 


Hold the weight of electrical cables as they hang in a vertical, sloping, or hori- 
zontal position. The single eye simplifies attachment. Easy to install, reuse, and 
reposition. Split styles wrap around cable when cable end is not accessible. 
Tin-coated bronze. UL Listed and CSA Certified. 


Note: Always use a Safety Factor in application. Never use grips at tensions up to listed breaking 
strength. Recommended Safety Factor of 10. 


CLOSED MESH ROD CLOSING LACE CLOSING 
Breaking Eye Mfr. Item Mfr. Item Mfr. Item 
Strength Length; Model No. Model No. Model No. 
930 Ib  7in | 02201013 6D229 | 02203013 6D240 02202013 6D251 
790 Ib =8in | 02201014 6D230 | 02203014 6D241 02202014 6D252 
1,020 lb 8in | 02201015 6D231 | 02203015 6D242 | 02202015 6D253 
1,610 lb Qin | 02201017 6D232 | 02203017 6D243 | 02202017 6D254 
1,610 lb 10 in | 02201018 6D233 | 02203018 6D244 | 02202018 6D255 
1,610 lb 12 in | 02201019 6D234 | 02203019 6D245 | 02202019 6D256 
2,150 lb 14in | 02201020 6D235 | 02203020 6D246 | 02202020 6D257 
3,260 lb 16in | 02201021 6D236 02203021 6D247 | 02202021 6D258 
3,260 lb 18in | 02201022 6D237 02203022 6D248 _ — 


Cable Dia. 
Range 
0.50 in to 0.62 in 
0.63 in to 0.74 in 
0.75 in to 0.99 in 
1.00 in to 1.24 in 
1.25 in to 1.49 in 
1.50 in to 1.74 in 
1.75 in to 1.99 in 
2.00 in to 2.49 in 
2.50 in to 2.99 in 


. — —— coe ste 
<= = » Seo a eS oe a 





No. 6C089 


egebon ® 
Mesh Grips for Cord and Cable a 


Strong strain-relief grips prevent cable pullout where a dust-tight seal is required. 
Galvanized steel. UL Listed and CSA Certified. 





Note: Always use a Safety Factor in application. 
Never use grips at tensions up to listed breaking 
strength. Recommended Safety Factor of 10. 


I-GRIPS FOR HUBBELL INSULGRIP® 
PLUGS AND CONNECTORS 


strength, plastic-coated galvanized 
steel strand. Indoor use only. 


Note: Grip only; plug and connectors are not 
included. See page 334 for plugs. 


BUS-DROP CABLE SUPPORT GRIPS 
Safe, easy, and economical method 


UNINSULATED INSULATED 

Trade Cable Dia. Mfr. Item Mfr. Item 

Size Range Model No. Model No. 
yp" 0.24 in to 0.32 in 073031200 6C089 073031206 6D113 
Y," 0.32 in to 0.43 in 073031201 6C090 073031207 6D114 
Y," 0.43 in to 0.54 in 073031202 6C091 073031208 6D115 
Yq" 0.54 in to 0.73 in 073031203 6C092 073031209 6D116 
1" 0.73 in to 0.97 in 073031204 6C093 073031210 6D117 
14%" 0.97 in to 1.25 in 073031205 6C094 073031211 6D118 
1¥," 1.25 in to 1.50 in — — 073031212 6D119 
2" 1.50 in to 1.70 in — — 073031213 6D120 


Strain relief devices control cable arc- 
of-bend and reduce high pull tensions 
on cordsets from wiring terminals. 

Fit all 2-, 3-, 4-, and 5-wire Hubbell 
Insulgrip plugs and connector bodies. 
Eye tabs fit under nylon cord clamp 
and screws slide through eyelet holes, 


to support flexible-cord or bus-drop 
cable. Galvanized wire mesh ensures 
holding power. Single eye easily 
attaches to any hanger. For indoor use 
only. Suitable for assembly equipment 
in manufacturing, processing, or mate- 
rial handling applications. 


I-GRIP BUS DROP 

Cable Dia. Mesh Mfr. Item Mfr. Item 

Range Length Model No. Model No. 
0.24 in to 0.32 in 3 Yin _ _ 073041276 6C095 
0.32 in to 0.43 in 4in 07310001 6D190 073041277 6C096 
0.43 in to 0.56 in 4% in 07310002 6D191 073041278 6C097 
0.56 in to 0.73 in 6 in 07310003 6D192 073041279 6C098 
0.73 in to 0.85 in 6 % in 07310004 6D193 073041280 6C099 
0.85 in to 1.00 in 8 in 07310005 6D194 073041281 6C100 
1.00 in to 1.25 in 9% in 07310006 6D195 073041282 6D123 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


SL. 


= = 





No. 6D262 


es” 


Safety Springs Wiring Device-Kellems 
High-quality zinc-plated steel springs relieve sudden tension 
on cable systems. Easy to install and use with bus-drop and 


strain-relief grips. UL Listed and CSA Certified. 


Approx. Breaking Length Mfr. Item 
Description Strength (No Load) Dia. Model No. 
40-lb. Spring 500 Ib 8 % in ¥a in 20302001 6D262 
80-lb. Spring 850 Ib 8 Y% in 1in 20302002 6D263 





ELECTRICAL 
Wall Plates 
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Scan. Order. Done. 
Details on page A1. 


; 
J 
—— 
——— 
= 
— 











No. 1LXR3 No. 1LXY8 No. 1LXW8 No. 1LYB2 No. 5C228 
No. of Item 
Gangs Description No. 
Hubbell Brushed Stainless Steel 
1 Toggle Switch 92994 
2 Toggle Switch 52995 
3 Toggle Switch 52996 
1 GFCI ise ie) 50235 
2 GFCI (Style Line 50236 
1 Duplex Receptacle 50228 
2 Duplex Receptacle 50229 
3 Duplex Receptacle 5C230 
QO 2 Blank Box Mount 50267 
1 Telephone 3D435 
1 Single Receptacle 1.40" Dia. Hole 5C231 
No. 5C266 No. 3D014 No. 3KT99 No. 1CFC5 y) Duplex Receptacle/Blank 3D436 
2 Toggle Switch/Duplex Receptacle 3D437 
77) ®) 5 Toggle Switch/GFCl (Style Line) 4D493 
W ii PI fl HUBBELL) correct : Wg 5s Toggle si tch/Blank 4D487 
SRE ° rN i Hubbell Smooth Stainless Stee 
a a es Wiring Device-Kellems BRYANT USA . . . | GF (Style Line) 4D501 
® ® ® ubbell Matte Stainless Steel 
HUBBELL AND BRYANT | | CORTECH oe | Blank Box Mount 5C266 
Virtually unbreakable nylon plates resist cracking. Built to withstand demanding institutional and indus- Habel Smooth Stainless Steel SEAWT 
Stainless steel plates are Type 302/304 with high trial environments. Injection molded in high-strength 3 Blank Box Mount 40515 
nickel and chromium content for improved corro- nylon/polycarbonate resin blend that eliminates the eats rece ta anaes 
sion resistance. Anodized aluminum plates offer the need for painting. Oversized to mount directly into 1 Single TET 2.15" Hole Dia. 6C120 
corrosion resistance of stainless steel. UL Listed and any wall type. Each includes Torx® Tapcon mounting $ enge Receptace Al a Hee Be aris 
CSA Certified. hardware. Smudge-resistant. White color. ETL Listed. 2 Duplex Receptacle/Single 1.40" Dia. 10533 
BROWN | GRAY | IVORY | RED | WHITE Hudhel Brushed SEANAD AWE 
No. of _ Item Item Item Item Item | Toggle Switch 57993 
Gangs Description No. No. No. No. No. Hubbell Brushed Aluminum 
Hubbell Standard, Nylon Duplex Receptacle 5C226 
1 Toggle Switch 1LXR3 1LXT3 1LXT4 1LXT5 1LXT6 Toggle Switch 52992 
9 Toggle Switch 1LXT7 1LXY4 1LXY5 1LXY6 1LXY7 val Steel, 2 Chrome Fated wait SLYa9 
3 Toggle Switch 1LXY8 2XVA8 1LXY9 — 1LXZ1 ank Box Moun 
4 Toggle Switch 2XUZ8 | 1LXZ2_ | 1LXZ3 — 1LXZ4 val Weatherproof rire tat tessaitenes spn? 
Tait euze es ane mr 20 ror B00 
2 = eoprene with Silicone Bubble, Fits 
1 GFCI (Style Line) 1LXU3_ | 1LXW8 | 1LXW9 | 1LXY2 1LXY3 1 Toggle, Tamper-Resistant 3D014 
2 GFCI (Style Line) 1LXU4 | 1LXU5 1LXU6 1LXU8 1LXU9 Hubbell Steel, White, Security 
3 GFCI (Style Line) 1LXW1 | 4LXW3 | 1LXW4 | 2XVD5 | 1LXW5 1 Blank 3KT92 
4 GFCI (Style Line) 1LXW6 | 2XVA9 2XVD3 — 2XVE2 1 Duplex Receptacle 3KT99 
1 Duplex Receptacle 1LYA6 1LYB5 1LYB6 1LYB8 1LYB9 1 GFCI (Style Line) 3KT96 
2 Duplex Receptacle 1LYA7 1LYA9 1LYB1 1LYB2 1LYB3 1 Toggle Switch 3KT90 
1 Blank Strap Mount 1LXR4_ | 1LXR5 | 1LXR6 | 2XVD6 | 1LXR7 | Telephone/TV SKT91 
= —__ — 2 Toggle Switch 3KT94 
| Blank 2EAWS 2EAWS 2 Duplex Receptacle 3KV03 
2 Blank Strap Mount 1LXT8 1LXT9 1LXU1 2XVD7_ | 1LXU2 5 Toggle Switch/Duplex Receptacle 3KT93 
1 Twist-Lock 20/30A, 1.60" Hole Dia. 1LYA1 2XxvC1 2XVD4_ | 2XVD8 2XVE3 5 GFCI (Style Line) 3KT97 
1 Straight Blade 15/20A, 1.40" Hole Dia. 1LXZ9 1LYA2 1LYA3 1LYA4 1LYA5 5 Duplex Receptacle/Telephone aKV01 
2 Toggle Switch/Duplex Receptacle 1LXR8 1LXR9 1LXT1 2XVD9 1LXT2 2 Duplex ngceplacle/ Prank Sirbe 
Hubbell Mid Size, Nylon 2 Blank 3KT95 
1 Toggle Switch 1LYC1 2XxVC2 1LYC6 2XVE4 1LYC7 3 2 Toggle Switch/Duplex Receptacle 3KT98 
2 Toggle Switch 2XVA2 2XVC3 1LYD5 2XVE5 1LYD6 Cortech ABS, Tamper Resistant, Security 
1 GFCI (Style Line) ityco | ~2xvC4 | 1LYD2 | 1LYD3 | 1LYD4 } pan ae 
2 GFCI (Style Line) 2XVA3 2XVC5 1LYD1 2XVE6 2XVE7 5 Toaal aT oh 4CKCA 
1 Duplex Receptacle 1LYD7 2XVC6 1LYF3 1LYF4 1LYF6 9 Togale Switch {CECT 
2 Duplex Receptacle 2XVA4 2XVC7 1LYD8 1LYD9 1LYF1 1 Duplex Receptacle {CFCS 
1 Blank Box Mount 2XVA5 2XVC8 1LYC5 — 2XVE8 0) Duplex Receptacle {CFCS 
2 Toggle Switch/GFCI (Style Line) 2XVAG 2XxvC9 1LYC2 — 1LYC3 1 GFCI 1CFC6 
3 2 Toggle Switch/GFCl (Style Line) 2XVA7_| 2XVD1 1LYC8 — 2XVE9 2 GFCI 1CFC9 
—)” 
NO No. 3D384 
Wiring Device-Kellems 
Wy Power 


Lockout Devices for 


Electrical Plugs 
PLUGOUT® DEVICES 


Accept up to %"-dia. lock shackle and multiple padlocks. 
Nonkeyed units have holes to insert authorized user identification 
tags (not included). UV-stabilized polypropylene. 








: \ 
Electrical Outlet \ yy, 
Safety Cap _ 


Insert into unused outlets to serve as a barrier. Easily 


Mfr. Item 
Description Eolie Model No. removed by adults when needed for lights and appliances. 
Plugout® to Accept 15A Molded Plugs Yellow HLDMP 30384 Material of Item Pkg. 
Plugout® to Accept up to 5W 30A Twist-Lock Devices Yellow HLD 6C647 Construc. Color For Use With No. Qty. 
Plugout® to Accept up to 60A Pin & Sleeve Devices Yellow HLD2 60648 Plastic Clear 15A Straight Blade Connectors o2NY39 10 
328 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ELECTRICAL 
Wall Switches 
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t Oy ls “3 
No. No. No. No. No. No. No. No. - No. No. 
52HF17 49YL48 52HE90 49YL57 1X969 1X970 52HE59 5Z809 49YZ68 49YZ76 52737 
HUBBELL 
° 
it ® = 
Wall Switches BRYANT Wiring Device-Kellems 
BROWN GRAY IVORY RED WHITE 
Switch Amps Switch Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Style AC Type Brand Model No. Model No. Model No. Model No. Model No. 
General Purpose, Maintained, Push and Side Wire, 120V 
jadale 15 1-Pole Bryant RS115 49YZ74 — — RS115l 52HF15 — — RS115W  52HF16 
gg 15 3-Way Bryant RS315 49YZ75 — — RS315l 52HF17 — — RS315W  52HF18 
Backer 15 1-Pole Bryant RSD115  52HF19 — — RSD115! 52HF20 — — RSD115W = 52HF21 
15 3-Way Bryant RSD315  49YZ77 — — — — — — RSD315W 52HF22 
Commercial, Maintained, Back and Side Wire, 120 to 277V 
15 1-Pole Bryant CSB115B  49YZ69 CSB115BGRY 52HF02 CSB115Bl 52HF03 — — CSB115BW  52HF04 
15 1-Pole Hubbell CSB115  49YL46 CSB115GY 49YL48 CSB115! 49YL41 — — CSB115W 49YL44 
15 3-Way Bryant CSB315B  49YZ72 CSB315BGRY 52HF09 CSB315Bl 52HF10 — — CSB315BW 52HF11 
LE 3-Way Hubbell CSB315  49YL55 CSB315GY  52HF30 CSB315! 49YL50 — — CSB315W 49YL53 
Teale 20 1-Pole Bryant CSB120B  49YZ70 CSB120BGRY 52HF05 CSB120Bl 52HF06 CSB120BRED 52HFO7 CSB120BW 52HF08 
gg 20 1-Pole Hubbell CSB120 49YL42 CSB120GY 49YL47 CSB1201 49YL39 CSB120R 49YL61 CSB120W 49YL40 
20 2-Pole Bryant CSB220B 49YZ71 — — — — — — — — 
20 2-Pole Hubbell CSB220 49YL56 — — — — — — — — 
20 3-Way Hubbell CSB320 49YL51 CSB3820GY  49YL52 CSB3201 49YL43 — — CSB320W 49YL49 
20 3-Way Bryant CSB320B  49YZ73 CSB320BGRY 52HF12 BRYCSB320Bl 52HF13 — — CSB320BW 52HF14 
15 1-Pole Hubbell DS115 52778 DS115GY 52781 DS115l 52779 — — RSD115PLW 49YL58 
15 1-Pole Bryant 9801 49YZ45 9801GRY 52HE82 98011 52HE83 — — 9801W 52HE84 
15 1-Pole Hubbell — — — — — — — — DS115W 52780 
15 3-Way Hubbell DS$315 52782 DS315GY 2LBV2 DS315l 52783 — — DS315W 52784 
15 3-Way Bryant 9803 49YZ46 9803GRY 52HE85 98031 52HE86 — — 9803W 52HE87 
Rocker 20 1-Pole Hubbell DS120 52786 DS120GY 52789 DS1201 52787 DS120R 49YL57 DS120W 52788 
20 1-Pole Bryant 9901 49YZ47 9901GRY 52HE90 99011 52HE91 — — 9901W 52HE92 
20 3-Way Bryant 9903 49YZ48 9903GRY 52HE95 9903! 52HE96 — — 9903W 52HE97 
20 3-Way Hubbell — — — — DS3201 52791 DS320R 49YL62 DS320W 52792 
20 4-Way Bryant 9904 49YZ49 9904GRY 52HE98 99041 52HE99 — — 9904W 52HFO1 
20 4-Way Hubbell DS420 49YL63 DS420GY 49YL65 — — — — DS420W 49YL60 
Commercial, Maintained, Side Wire, 120 to 277V 
Toggle 15 1-Pole Hubbell — — — — C5115! 6A672 — — — — 
Industrial, Maintained, Back and Side Wire, 120 to 277V 
15 1-Pole Bryant 4801B 49YZ52 4801BGRY  52HE44 4801BI 52HE45 — — 4801BW = 52HE47 
15 1-Pole Hubbell HBL1201 1X969 HBL1201GY  4D263 HBL12011 6A699 HBL1201R 4D264 HBL1201W 4D265 
15 2-Pole Bryant 4802 49YZ41 4802GRY 52HE48 4802! 52HE49 — — 4802W 52HE50 
15 2-Pole Hubbell HBL1202 52718 — — HBL12021 52721 — — — — 
15 3-Way Bryant 4803B 49YZ54 4803BGRY  52HE51 4803B| 52HE52 — — 4803BW 52HE54 
15 3-Way Hubbell HBL1203 52719 HBL1203GY  2LBU3 HBL12031 52722 — — HBL1203W 49YL54 
15 4-Way Hubbell HBL1204 52720 HBL1204GY  2LBU4 HBL1204| 52723 — — HBL1204W  49YL64 
15 4-Way Bryant 4804 49YZ42 4804GRY 49YZ56 4804| 49YZ57 — — 4804W 49YZ58 
20 1-Pole Bryant | BRY4901B  49YZ59 4901BGRY  52HE58 4901B] 52HE59 4901BRED  52HE60 4901BW ~—+52HE61 
20 1-Pole Hubbell HBL1221 1X970 HBL1221GY  6C540 HBL1221| 6A700 HBL1221R 3D362 HBL1221W 60541 
Toggle 20 2-Pole Bryant 4902B 49YZ63 4902BGRY  52HE64 4902B| 52HE63 4902BRED 52HE65 4902BW _——52HE66 
20 2-Pole Hubbell HBL1222  ~=—1X971 HBL1222GY  4D275 HBL1222| 1X972 HBL1222R 40278 HBL1222W 4D279 
20 3-Way Bryant 4903B 49YZ65 4903BGRY  52HE69 4903BI 52HE72 4903BRED 52HE70 4903BW 5 2HE71 
20 3-Way Hubbell HBL1223 1X973 HBL1223GY  6C542 HBL12231 1X974 HBL1223R 3D365 HBL1223W —6C543 
20 4-Way Hubbell HBL1224 52726 HBL1224GY  4D284 HBL1224| 52727 HBL1224R 2LBU5 HBL1224W 4D286 
20 4-Way Bryant 4904B 52HE7/5 4904BGRY  52HE/6 4904B) 52HE77 4904BRED 52HE78 4904BW ~=49YZ68 
30 1-Pole Bryant 3001 49YZ40 — — 30011 52HE40 — — _ _ 
30 1-Pole Hubbell HBL3031 52806 — — HBL3031| 52809 — _ _— _ 
30 2-Pole Bryant 3002BRN  52HE41 — — 3002! 49YZ50 — _ _— _ 
30 2-Pole Hubbell HBL3032 52807 — — HBL3032| 52810 — — HBL3032W 52HF31 
30 3-Way Bryant 3003BRN  52HE42 — — 3003! 49YZ51 — — — — 
30 3-Way Hubbell HBL3033 52808 — — — — — — — — 
Industrial, Momentary, Back and Side Wire, 120 to 277V 
15 1-Pole Bryant 4821 49YZ43 4821GRY 52HE56 4821 52HE5/ — — — — 
oho Oe e Hubbell HBL1556 3D376 HBL1556GY 3D377 HBL15561 3D378 HBL1556R 2LBU8 HBL1556W 49YL59 
Toggle 20 1-Pole Bryant 4921 49YZ44 4921GRY _52HE80 49211 52HES1 — — = — 
20 pac Ce ae Hubbell | HBL1557 30380 HBL1557GY  2LBU9 HBL15571  3D381 = = HBL1557W  2LBV1 
Illuminated, Commercial, Maintained, Back and Side Wire, 120V 
20 1-Pole Hubbell — — — — DS120IL 52794 — — DS120ILW 52795 
Rooke 20 1-Pole Bryant — — — — 9901GLI 52HE88 — — 9901GLW 52HE89 
20 3-Way Hubbell — — — — DS320IL 52796 — — DS320ILW 52797 
20 3-Way Bryant — — — — 9903GLI 52HE93 — — 9903GLW 52HE94 
Illuminated, Industrial, Maintained, Back and Side Wire, 120 to 277V 
15 1-Pole Hubbell — — — — HBLI201IL 52731 — — — — 
15 1-Pole Bryant — — — — 4801GLI 49YZ53 — _ — — 
15 3-Way Bryant — — — — 4803GLI 49YZ55 — — —_— _— 
Teadie iE 3-Way Hubbell — — — — HBL1203IL 52732 — — — — 
gg 20 1-Pole Bryant = — = = 4901GLI _ 49YZ60 = — — = 
20 1-Pole Hubbell — — — — HBL1221IL 52733 HBL1221ILC  4D272 * — — 
20 3-Way Bryant — — — — 4903GLI 49YZ66 — — — _ 
20 3-Way Hubbell — — — — HBL1223IL 52734 — — — — 
Pilot Light, General Purpose, Maintained, Back and Side Wire, 120 to 277V 
Rocker 5 1-Pole Bryant — — — — RSD115PLI 49YZ76 — — — — 
Pilot Light, Industrial, Maintained, Back and Side Wire, 120 to 277V 
15 1-Pole Hubbell — — — — — —_ HBL1201PL 52735 — — 
15 3-Way Hubbell — — — — — — HBL1203PL 52736 — — 
20 1-Pole Bryant — — — — — — 4901PLC120 49YZ62 * — — 
Tadale 20 1-Pole Bryant — — — — — — 4901PLR120 52HE62 — — 
99 20 t-Pole Hubbell — — = — — — HBL1221PL 52737 = — 
20 3-Way Hubbell — — — — — — HBL1223PL 52738 — — 
20 3-Way Bryant — — — — — — 4903PLR120 52HE73 — — 
20 3-Way Bryant — — — — — — 4903PLC120  49YZ67 * — — 
* Clear toggle handle. 
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FQ 
BRYANT° Wiring Device-Kellems 
(cy Barrel Key Locking Switches 
1% HP, 20A, 120/277V. Back- and side-wired 


with stainless steel face. Tamper-resistant. 
Authorized access only. 


No. 52728 


FO 
Wiring Device-Kellems BRYANT . 


Locking Wall Switches 





Item 
. Description Brand No. 
= 1 key included Wall Switch ; 

120 to 277VA 1-Pole Bryant o2JL80 
= 120 to 277VAC = 1-Pole Hubbell 1TJW6 
= Back and side wired 2-Pole Bryant 52HE67 

2-Pole Hubbell 1TJW7 
Amps Switch Item 
AC Type Color Brand No. sy Bryant o2HE74 
Maintained -Way Hubbell 1TJW8 
15 A 4-Way Black Bryant 52HE55 panel ae a TISEST 
1-Pole Black Hubbell 52728 se ee cet Hubbell 1TJX1 
1-Pole Black Bryant 49YZ61 _ #or32 Screw, Or/Orl Marks aGBBal aT 
2-Pole Black Hubbell 30363 2-Gang, with On/O¥ Mark Hubbell ——1TUX3 
20A 2-Pole Black Bryant 49YZ64 1-Pole “aang, 7) G n arks TUBB 1TJX4 
2-Pole, 3 Pos.-Ctr. Off Black Hubbell 40287 No. 1TUWG Banel K aang une 
3-Way Black Hubbell 52729 : are 6 For HbIT227 AK Hubbel 34x 
4-Way Black Hubbell 3D366 ey For ubbe 4X997 
Momentary ® 
20A 1-Pole, 3 Pos.-Ctr. Off Black Hubbell 3D382 
Replacement Key ‘4. 
— Key — Hubbell 52730 _— 


Wiring Device-Kellems 


Pull-Chain 
Switth 





nce) ° 












Wing derek §6BRYVANT°? On/Off SPST function. For — 
use with lamp fixtures. ee ‘Ae eariacl 7 
. ountin ontac em 
Flanged Inlets and — | See Grainger.com® for Hole Rating No. 
R ece pt a cl es f or ~ more switch options. % in dia 3A @ 250V AC, 6A@125VAC —— A9YK47 
No. 3D189 No. 3DZP6 ikea aytaees 
Panel Mounting Flanged Inlet Flanged No. sith No. as 
ena Receptacle BRYANT: 49YZ62 a9Yzs1 
Recep. Weather Item . = 
Amps Config. Voltage Color _ Resistant HP Brand No. = 
5 5-15 125V AC White No Yohp _ Hubbell —_-3D189 . H | , | . 
15 S-15P —125V AC Gray Yes sho Hubbell 30285 Combination s 
hy) 5a15 3) ite 0 2 hp Bryant 49YY60 = | 
15 6-15R_ 250V AC White No T%hp Hubbell 3931 Devices i May 
20 5-20R 125VAC White No Thp Hubbell 3D209 aenek 
20 = ate 250VAC White No 2hp Hubbell 3D911 See Grainger.com® a 3 “ek 
anged Receptacles egress 4 meberetrs D 
15 5-15R  125VAC White No Yhp Hubbell 52875 for more options. 
15 5-15R 125VAC Brown No Yhhp Hubbell _—_ 3D186 BROWN | IVORY | WHITE 
15 6-15R_ —250V AC White No 1% hp Bryant 49YY62 Description/ Item Item Item 
20 9-20R 125VAC White No 1 hp Hubbell 3DZP6 Amps Special Features Voltage No. No. No. 
20 6-20R _250VAC White No 2 hp Hubbell _ 3D912 15A Switch/Receptacle 120VAC/125VDC | 49YZ79 | 49YZ80 | 49YZ81 
* Includes hinged cover. 15A Single Pole Switch 120V AC/125V DC | 49YZ82 — — 
HUBBELL 
° 
it ® . c= 
Self-Testing GFCI Receptacles BRYANT” ssceicorsien 
= 125VAC Devices protect personnel from shock hazards that can occur in electrical appliances and tools, especially in wet seen 
= LED indicator and damp locations. They meet new UL requirements by automatically monitoring ground fault circuit interrupting 
functionality every 3 hours or less. UL Listed (943 Class A for GFCls, 498 for Receptacles) and CSA Certified. t 
LIGHT 
NEMA BLACK | BROWN GRAY IVORY | ALMOND RED WHITE 
Recep. Tamper Weather Power Special Mfr. Pkg. | Item Item Item Item Item Item Item 
Amps Config. Resistant Resistant Indicator Features Brand Model Qty. No. No. No. No. No. No. No. 
Commercial 
5-15R No No No — Bryant GFRST153 3 — = — 52HF43 | ~52HF45 — 52HF44 
5-15R No No No — Bryant GF15 — — — 483P62 — — _ 
5-15R No No Yes _— Bryant GF15 1 _— _ _ _ 483P64 _ 483P63 
5-15R No No Yes — Hubbell GFSPST15 1 — — — 45UE92 = — 45UE94 
15 A 5-15R No Yes Yes — Hubbell GFWRST15 1 | 45UF45 | 45UF48 | 45UF46 | 45UF47 — 45UF50 | 45UF51 
5-15R Yes No No — Bryant GFIRST153 3 — — — 52HF49 | 5 2HF51 — 52HF50 
5-15R Yes No Yes — Bryant GFT15 1 — — — 483P68 | 483P70 — 483P69 
5-15R Yes No Yes — Hubbell GFTRST15 1 | 45UF29 | 45UF32 | 45UF30 | 45UF31 — 45UF34 | 45UF35 
5-15R Yes Yes Yes — Hubbell GFTWRST15IG 1 — 45UF64 — — — — — 
5-15R Yes Yes No — Hubbell GFIWRST15 1 | 39EA72 | 39EA70 | 39EA73 | 39EA74 — 39EA76 | 39EA77 
5-20R No No No — Bryant GFRST203 3 — — — 52HF46 5 2HF48 — 52HF47 
5-20R No No No — Bryant GF20 1 — — — 483P65 — — 483P66 
5-20R No No Yes — Bryant GF20 1 _ — — — 483P67 — — 
No Configuration No No No — Hubbell GFBFST20 1 | 39EA27 | 39EA30 | 39EA28 | 39EA29 — 39EA31 | 39EA32 
5-20R No Yes Yes — Hubbell GFWRST20 1 | 45UF53 | 45UF56 | 45UF54 — — 45UF58 | 45UF59 
20A 5-20R Yes No No — Bryant GFTRST203 3 — — — 52HF40 | ‘52HF42 = 52HF41 
5-20R Yes No Yes — Bryant GFT20 1 _ — — 483P59 | 483P61 — 483P60 
5-20R Yes No Yes — Hubbell GFIRST20 1 | 45UF37 | 45UF40 | 45UF38 | 45UF39 — 45UF42 | 45UF43 
5-20R Yes No Yes Nightlight Hubbell GFTRST20NL 1 | 45UE85 — = 45UE87 — — 45UE91 
5-20R Yes Yes No — Hubbell GFTWRST20 1 | 39EA80 | 39EA78 | 39EA81 | 39EA82 — 39EA84 | 39EA85 
5-20R Yes Yes Yes — Hubbell GFTWRST20IG 1 — 45UF72 — — — — — 
Industrial 
5-15R No No No — Hubbell GFRST15 1 | 39EA15 | 39EA18 | 39EA16 | 39EA17 — 39EA19 | 39EA20 
15 A 5-15R No No Yes Nightlight Hubbell GFRSTISNL 1 | 45UE61 45UE64 — — — — 45UE67 
5-15R Yes Yes Yes | See Hubbell GF5262SG 1 | 21VK82 | 21VK81 | 21VK83 | 21VK84 — 21VK85 | 21VK86 
5-20R No No Yes — Hubbell GFRST20 1 | 39EA21 39EA24 | 39EA22 | 39EA23 — 39EA25 ~— 
5-20R No No No — Hubbell _ GFRST20 1 — — — — — — 39EA26 
20A 1 Nylon and SS 
5-20R Yes Yes Yes Wall Plate Hubbell GF5362SG 1 | 21VK88 | 21VK87 | 21VK89 | 21VK90 — 21VK91 | 21VK92 
330 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Wall Switches & Receptacles 





BRYANT* 


coo 


Wiring Device-Kellems 


Straight-Blade 15 and 20A Receptacles 


NEMA 
Recep. 
Amps 


Config. 
Commercial 
5-15R 
5-15R 
5-15R 
5-15R 
5-15R 
5-15R 
5-15R 
5-15R 
a oa 
5-15 
15 SHER 
5-15R 
5-15R 
5-15R 
5-15R 
5-15R 
5-15R 
5-15R 
5-15R 
5-15R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
20 5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
5-20R 
General Purpose 
19 —5-15R 
20 5-20R 


Outlet 
Type 


Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Decorator Duplex 
Decorator Duplex 
Decorator Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Standard Duplex 
Decorator Duplex 
Decorator Duplex 
Decorator Duplex 
Decorator Duplex 


Standard Duplex 
Decorator Duplex 
Single 


Harsh and Heavy Pe Industrial 


15 5-15R 
5-15R 
5-20R 
5-208 

20 5-90R 
6-20R 
6-20R 

Hospital Grade 
20 5-20R 


Industrial 
5-15R 
a a 
5-15 
15 5-15R 
6-15R 
6-15R 
5-20R 
20 5-20R 
5-20R 
* Arc fault rated. 


Standard Duplex 
Standard Duplex 
Single 
Standard Duplex 
Standard Duplex 
Single 
Single 
Standard Duplex 
Single 


Decorator Duplex 


Standard Duplex 
Standard Duplex 
Standard Duplex 
Single 
Standard Duplex 
Single 
Standard Duplex 
Standard Duplex 
Single 


Tamper Weather 
Resistant Resistant 
No No 
No No 
No Yes 
No No 
No No 
No No 
No No 
Yes No 
Yes No 
Yes Yes 
Yes No 
Yes No 
Yes No 
Yes No 
Yes No 
Yes No 
Yes No 
No No 
No No 
Yes No 
No No 
No No 
No Yes 
No No 
No No 
Yes No 
Yes No 
Yes No 
Yes No 
Yes No 
Yes Yes 
Yes No 
Yes Yes 
Yes No 
Yes No 
Yes No 
Yes No 
No No 
No No 
Yes No 
Yes No 
Yes No 
Yes No 
No No 
No Yes 
No No 
No No 
No No 
No Yes 
No No 
No Yes 
No No 
No No 
No No 
No No 
No No 
No No 
No No 
No No 
No No 
No No 
No No 
No No 


4-PLEX® Receptacles 


a 125VAC 


Wiring 
Method 


Side 
Back and Side 
Back and Side 
Back and Side 

Side 
Back and Side 

Side 

Side 
Back and Side 
Back and Side 
Back and Side 

Modular 
Modular 
Back and Side 

Side 

Back and Side 
Modular 
Back and Side 
Back and Side 
Back and Side 

Side 

Side 
Back and Side 

Side 

Modular 
Modular 

Side 
Back and Side 
Back and Side 
Back and Side 
Back and Side 

Side 
Back and Side 

Modular 
Modular 
Modular 
Modular 
Back and Side 
Back and Side 
Back and Side 
Back and Side 


Push and Side 
Push and Side 
Side 


Back and Side 
Back and Side 
Back and Side 
Back and Side 
Back and Side 
Back and Side 
Back and Side 
Back and Side 
Back and Side 


Back and Side 
Back and Side 
Sid 


ide 
Back and Side 
Side 
Back and Side 
Back and Side 
Back and Side 
Back and Side 
Back and Side 


Voltage 


125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 


125V AC 
125V AC 
125V AC 


125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
125V AC 
200V AC 
200V AC 


125V AC 


125V AC 
125V AC 
125V AC 
125V AC 
200V AC 
200V AC 
125V AC 
125V AC 
125V AC 


nce) ® 





Brand 


Hubbell 
Hubbell 
Hubbell 
Bryant 
Bryant 
Hubbell 
Bryant 
Hubbell 
Hubbell 
Hubbell 
Hubbell 
Hubbell 
Hubbell 
Bryant 
Bryant 
Hubbell 
Hubbell 
Hubbell 
Bryant 
Bryant 
Bryant 
Hubbell 
Hubbell 
Bryant 
Hubbell 
Hubbell 
Bryant 
Hubbell 
Hubbell 
Bryant 
Bryant 
Hubbell 
Hubbell 
Hubbell 
Hubbell 
Hubbell 
Hubbell 
Bryant 
Hubbell 
Bryant 
Hubbell 


Hubbell 
Hubbell 
Bryant 


Hubbell 
Hubbell 
Hubbell 
Hubbell 
Hubbell 
Hubbell 
Hubbell 
Hubbell 
Hubbell 


Hubbell 


Hubbell 
Bryant 
Bryant 
Hubbell 
Hubbell 
Hubbell 
Hubbell 
Bryant 
Bryant 


Wiring Device-Kellems 


Adapter plates flush mount 4-PLEX receptacles to 1- or 2-gang device boxes or 
4"-square boxes. Portable boxes include cord grip for up to 0.66" dia. cord. 


NEMA 
Recep. Surge Mfr. 
Amps Config. Suppression Model 
Commercial 
O-10R No HBL415 
15 O-10R No IG415 
20 9-20R No HBL420 
20 0-20R Yes HBL4208 
Hospital Grade 
19 O-10R No HBL415H 
20 5-20R No HBL420H 
Accessories 
Adapter Plates HBL4AP 
Adapter Boxs HBL4PB 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


BROWN | WHITE 
Item Item 
No. No. 

60559 | 3D134 
60565 | 3D142 
6C560 — 
6C566 — 
60586 | 3D172 
6C589 — 


IVORY | ORANGE 


Item Item 
No. No. 
6C562 — 
—_ 60652 
60568 — 
6C561 — 
6C567 — 
60587 | 60588 
6C590 — 


RED 
Item 
No. 


30760 


BLUE 
Item 
No. 


6 


lo) 
=~! 


9/0 


3D830 


BLACK BROWN 
Item Item 
No. No. 
2LBR8 1XC03 
2HDW9 2HDW8 
2HEA3 2HEA2 
52HD55 52HD54 
52HD81 49YZ20 
— 49YL38 
2HDY1 2HDX9 
2HDZ2 2HDZ1 
2HEC4 — 
49YL30 ~* 49YL25 
49YK69 49YK78 
49YL18 49YK80 
52HD56 49YZ16 
52HD82 49Y721 
3DVU3 3DVU1 
52HD97 49YZ25 
52HD98 49Y2Z26 
52HD88 49Y2Z23 
2LBR9 1XC04 
2HEA8 2HEA7 
49YK68 49YK83 
52HD89 49Y724 
49YL10 ~* 2HDZ6 
— 49YL23 
— 49Y717 
— 49YZ18 
2HEC9 2HEC8 
49YL19 49YL03 
52HEO7 A49YZ27 
3DVX1 3DVU8 
52HE08 49Y228 
4FTZ5 4FTZ8 
— 55 MU59 
— 49Y2Z30 
2HED6 2HEE1 
— 6A666 
2WMT4 1X987 
2LBW2 6A668 
2HEE6 2HEF1 
— 1X988 
— 2HEE5 
—_ 1X990 
— 1X989 
3D858 5A079 
— 49YY58 
52HC56 52HC58 
— 5C799 
— 1X994 
— 1X993 
2LBV9 5A085 
52HC68 52HC70 
— 52HC25 
T ai 
C 
41 
IS m 
a . 4 ¢ 
“3 
20-Amp Hospital 
Grade 
No. 6C567 


GRAY 
Item 
No. 


92836 
2HDX1 
2HEA4 
92HD59 
92HD83 
A9YL35 
92HD7/5 


2HDZ3 

2HECS 

A9YL37 
A9YK93 
A9YL33 
92HD60 
92HD84 
49YL27 


3DVU4 
92HD99 
92HEO1 
92HD90 
02837 
2HEAQ 
92HD79 


49YK67 
92HD91 
2HDZ8 
49YL07 
92HD70 
92HD7/1 
2HDY7 
2HED1 
A9YK88 


92HEOS9 
3DVX2 

92HE10 
4FTZ6 


2HED7 
60599 


60606 
2HEE/ 
2WMT3 
2HEE3 
2LBWod 


49YL02 
60597 
92HC57 


6C604 
52HC69 
52HC62 


e 


IVORY 
Item 
No. 


6A670 
2HDX2 
2HEA9 
49YZ15 
92HD85 
A9YL08 
92HD7/4 
2HDY3 
2HDZ4 
2HEC6 
A9YL24 * 
49YK71 
A9YK74 


02HD86 


3DVUS 
92HEO2 
92HEO3 
02HD92 
6A671 
2HEC1 
92HD78 
A9YL01 
49YK63 
92HD93 
2HDZ9 
49YL09 * 
o2HD72 


2HDY8 
2HED2 
49YK70 
A9YK73 
A9YK85 
49YL31 
02HE11 
3DVX3 
o2HE12 
AFTZ7 


99MUS8 
99MU63 
49YK61 


2HED8 
6A667 
92813 
6A669 
2HEE8 
92814 
2HEE4 
3D212 
92833 


4A252 
92HC93 
49YY70 
60596 
3D220 
92832 
4A257 
A9YY73 
49YY71 


4 


Ke / 


Portable Box 
No. 6C590 


— 
© 


82 


YK 
YK 


A9YK89 
49YL04 


49YL34 


A9YL22 
49YK60 


A9YK84 
49YK87 


2HED9 


3D902 
2HEE9 


49YK59 
2LBV8 
92HC59 


2LBW1 
92HC71 
92HC65 





5A079 


WHITE 
Item 
No. 


92834 
2HDX3 
2HEA6 
92HD65 
92HD87 
49YK77 
92HD76 


2HDZ5 
2HEG7 
A49YL06 * 
A9YK72 
49YK91 
92HD67 
A9YZ22 
49YK96 


ASYK98 * 
92HD73 


2HDY9 
2HEDS3 
49YK76 
49YK94 
49YK99 
49YL21 
92HE14 
3DVX5 
92HE15 
4FTZ9 


90MUS6 
90MU61 
92HE18 


2HEE2 
6C600 


60607 
2HEF2 
2WMT2 


A9YK75 
3D185 
92HC60 


3D206 
92HC72 
92HC66 





Adapter Plate 
No. 3D830 


337 








ELECTRICAL 
Wall Switches & Receptacles 


Scan. Order. Done. 
Details on page A1. 








Surge Suppression Receptacles 


a 125V 
= Power On 
indicator light 


cooN 


Wiring Device-Kellems 


BRYANT* 


Provide point-of-use protection that can cause premature electronic equipment failure. Audible alarm 
alerts occupants when device needs replacement. Features a high-impact, nylon face that resists 
damage. Isolated ground-grade models protect equipment from effects of noise on the ground circuit. 


For use in accordance with NEC/NFPA Article 250-74, Exception 2. UL Listed and CSA Certified. 








/TTu 











NEMA BLUE IVORY ORANGE 
Recep. Application Special Mfr. Item Item Item 
Amps Config. Environment Features Model No. No. No. 
Hubbell Wiring Device-Kellems 
15 - Commercial — HBL5260SA 3D184 3D183 _ 
15 5-15R Harsh and Heavy Use Industrial Audible Alarm HBL5262SA 60132 — — 
15 5-15R Industrial Audible Alarm IG5262SA 60134 — — 
20 5-20R Commercial — HBL5360SA 3D205 3D204 — 
20 9-20R Harsh and Heavy Use Industrial Audible Alarm HBL5362SA 60133 6C605 _ 
20 5-20R Hospital Grade Audible Alarm HBL8362SA 60136 3D287 — 
20 5-20R Hospital Grade Audible Alarm IG8362SA 3D407 40331 — 
; 20 ; 5-20R Industrial Audible Alarm 1G5362SA 60135 — — 
ryan 
15 5-15R Commercial Audible Alarm SP52A 49YZ33 52HE21 
No. 60132 15 5-15R Hospital Grade Audible Alarm SP82A 49YZ36 52HE25 — 
15 5-15R Hospital Grade Audible Alarm SP82IGA 49YZ37 52HE26 52HE27 
20 9-20R Commercial Audible Alarm SP53A 49Y 234 52HE23 — 
20 5-20R Commercial Audible Alarm SP53IGA 49YZ35 52HE24 — 
20 5-20R Hospital Grade Audible Alarm SP83A 49YZ38 52HES1 — 
20 5-20R Hospital Grade Audible Alarm SP83IGA 49YZ39 52HE33 52HE34 
Isolated Ground Receptacles com 
HUBBELL 
# 125V Insulation-barrier construction isolates ground contacts from mounting strap for a iiig Devioe Kelis 
be noise-free ground. Reinforced thermoplastic polyester base with impact-resistant BRYANT: 
pa nylon face. For use in accordance with NEC/NFPA Article 250-74, Exception 4. 
wag NEMA LIGHT 
( Recep. Outlet Mfr. GRAY IVORY | ALMOND | ORANGE | RED | WHITE 
j }- ] Amps Config. Type Description Brand Model Item No. | Item No. | Item No. | Item No. |Item No. | Item No. 
; Commercial 
15 5-15R Standard Duplex Smooth _ Hubbell _—_‘IG15CR — 4ENH5 — 4ENH2 — 4ENH7 
. 15 9-15R —_ Standard Duplex _ Bryant CR151G _ _ _ 49YZ19 _ _ 
ws 34 15 5-15R___ Decorator Duplex — Hubbell IG15DR 4ENJ1 4ENJ2 — — — 4ENJ4 
20 5-20R Standard Duplex Smooth _ Hubbell _—_‘IG20CR 4FTW5 | 4FTW6 | 4FTW7 | 4ENJ5 — 4FTW8 
I 20 5-20R Decorator Duplex — Hubbell IG20DR — 4FTX3 — — _ 4FTX5 
( } Harsh and Heavy Use Industrial 
& — 15 5-15R _ Standard Duplex — Bryant BRY5262G | 52HD11 — — 49YZ03 52HD13 
re 15 5-15R_ __ Standard Duplex — Bryant _BRY5262Gl — 52HD12 — — — — 
ts 20 5-20R Standard Duplex — Bryant BRY5362IG — 52HD25 — 49YZ05 — — 
i 5-15R__ Standard Dupl Hubbell _1G5262 3D401 5A0 OYK86 
. tandara Duplex — ubbe —_ — 79 |4 _— 
gaa a 15 5-15R Single = Hubbell 1G5261 = = = 30400. | — = 
15 5-15R Single — Bryant _52611G _ — — 49YY68 — = 
20 5-20R___ Standard Duplex — Hubbell _ 1G5362 — 3D406 — 5A083 — — 
20 5-20R Standard Duplex. Smooth _ Hubbell _—_‘(1G5352 4FTY5 4FTY6 4FTY7 4FTY3 — 4FTY8 
No. 3D400 20 5-20R Single — Bryant _53611G — — — 49YY72 — — 
20 5-20R Single — Hubbell _1G5361 — — — 3D404 — — 
7 FW ® 
- USB Charger Tamper-Resistant Receptacles 
HSS } = 125VAC Devices combine USB DC power and tamper-resistant AC electrical power in a Standard wiring Device-ketiems 
ie : = USB charging single-gang opening, so you can charge personal electronics and power appliances from 
So } 5.0A @ 5VDC the same receptacle. A green LED light indicates USB power is available. Decorator flush-fit design 
I i-: fits most single-gang plastic or metal junction boxes. Receptacles are impact- and chemical-resistant. 
° Back and side wire for solid or stranded wire. UL and C-UL Listed. 
=—- «= NEMA BROWN | BLACK GRAY IVORY | WHITE RED 
Recep. Outlet No. of Item Item Item Item Item Item 
a7 Amps _ Config. Type USB Ports USB Connector No. No. No. No. No. No. 
Commercial 
oe 5-15R Decorator Duplex 2 Type A 437K36 | 437K37 | 437K38 | 437K39 | 437K40 — 
—, 15 5-15R Decorator Duplex 2 TypeAandC | 437K63 | 437K61 | 437K60 | 437K58 | 437K59 — 
: re” & 5-15R Decorator Duplex 2 Type C 437K87 | 437K85 | 437K84 | 437K82 | 437K83 | 437K86 
“es r, A 9-20R Decorator Duplex 2 Type A 437K41 437K42 437K43 437K44 437K45 —_ 
20 _5-20R Decorator Duplex 2 TypeAandC | 437K69 | 437K67 | 437K66 | 437K64 | 437K65 = 
No. 5-20R Decorator Duplex 2 Type C 437K93 | 437K91 | 437K90 | 437K88 | 437K89 | 437K92 
437K89 Hospital Grade 
5-15R Decorator Duplex 2 TypeAandC | 437K75 | 437K73 | 437K72 | 437K70 | 437K71 | 437K74 
15 5-15R Decorator Duplex 2 Type A 437K46 | 437K47 | 437K48 | 437K49 | 437K51 | 437K50 
5-15R Decorator Duplex 2 Type C 437K99 | 437K97 | 437K96 | 437K94 | 437K95 | 437K98 
5-20R Decorator Duplex 2 Type A 437K52 | 437K53 | 437K54 | 437K55 | 437K57 | 437K56 
No. 20 _5-20R Decorator Duplex 2 TypeAandC | 437K81 | 437K79 | 437K78 | 437K76 | 437K77 | 437K80 
437K70 5-20R Decorator Duplex 2 Type C 437L06 | 437L04 | 437L03 | 437L01 | 437L02 | 437L05 
NEMA HUBBELL BRYANT 
Recep. No.of No. of Mfr. Item Mfr. Item 
® Amps Config.* Poles Wires Voltage Model No. Model No. 
SZ BRYANT’ 10-20R 3 250VAC HBL6810 52839 9326 49YY66 
Wiring Device-Kellems 20 1 4-20R 3 1 25/250VAC H BL841 0 6C630 _—— — 
; 530823 125VAC | HBL9308— 82904 9530ER—a0vvad 
High Ampere 6-30R 2 3 250VAC HBL9330 52895 9630FR 49YY96 
Rece tacl es 39 —10-30R 3 3 125/250VAC | HBL9350 ‘52841 9303 49YY64 
. ee eee ee 
, oe pA cae naneiauis ‘50RD 3 {BVA HBLO360°6 7896 O550FR~a9vv9 
Wow af tas é cai 5-5 5 5 55 49YY95 
2 oe — See page 334 for NEMA plug configurations. 6-50R 9 3 250VAC HBL9367 57897 O650FR  49YY97 
No. 52844 50 10-50R 3 3 125/250VAC_ | HBL7962 52840 9306 49YY65 
: 14-50R 3 4 125/250VAC | HBL9450A 52885 Q450FR 49YY93 
15-50R 3 4 250VAC HBL8450A ‘52891 8450FR 49YY89 
14-60R 3 4 250VAC HBL9460A _—-5Z887 — — 
No. 5Z893 60 15-60R 3 4 250VAC HBL8460A 52893 8460FR 49YY90 
18-60R 4 4 120/208VAC | HBL7301A 3D240 8360FR 49YY87 
332 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the Wy. Find Solutions. Find Great Prices. Wall Switches & Receptacles 
<5 we 
Hospital Grade Receptacles BRYANT? sivccorce tor 1 | 
These hospital grade receptacles are designed to withstand the severe conditions unique to hospital No. . No. 
environments. Nickel-plated bypass contacts help increase contact pressure and lower operating oe ws ale 
temperature. Four-point grounding system provides redundant grounding for low resistance ground a 


continuity, and thermoplastic polyester (RTP) back is tough and heat-resistant. 


Note: To quality for the hospital grade designation and use of the green dot symbol, UL requires product performance to specific 
levels. These levels form an established baseline below which no manufacturer can fall and still carry a green dot. 





NEMA BLACK | BROWN GRAY IVORY |ORANGE| RED WHITE 
Recep. Outlet Tamper Weather Wiring Special Mfr. Item Item Item Item Item Item Item 
Amps Config. Type Resistant Resistant Method Voltage Features Brand Model No. No. No. No. No. No. No. 
Hospital Grade 
5-15R Standard Duplex No No Back and Side 125VAC — Bryant 8200HB — — — 52HC77 — 52HC79 _— 
15 9-15R_ Standard Duplex Yes No Back and Side 125VAC — Bryant _8200HBIR _ 52HC80 _ 52HC78 _ _ _ 
9-19R Single No No Back and Side 125VAC —_ Bryant 8210 _ 52HC32 _— 49YY75 _ _— _ 
5-15R_ Decorator Duplex No No Back and Side 125VAC — Bryant 9200 _ 49YY63 | 52HC92 | 52HC93 —  |52HC94 | 52HC95 
9-20R Standard Duplex No No Back and Side 125VAC — Bryant 8300HB — 49YY76 | 49YY77 — — — 49YY84 
9-20R_ Standard Duplex No No Back and Side 125VAC — Bryant BRY8300HB — — — 49YY78 — | 49YY81 — 
5-20R Standard Duplex No No Back and Side 125VAC Illuminated Bryant 8300HBL _ _ _ 49YY79 _ 49YY82 | 49YY85 
20 9-20R_ Standard Duplex No No Back and Side 125VAC — Bryant 93001G _ _ _ _ 49YY91 _ _ 
5-20R Standard Duplex No No Back and Side 125VAC _— Hubbell 8300L _ _— _ _— _ 300268 —| — 
9-20R Standard Duplex Yes No Back and Side 125VAC — Bryant _ 8300HBTR _ 49YY83 _ 52HC86 — _|52HC87 — 52HC88 
5-20R Standard Duplex Yes No Back and Side 125VAC — Hubbell 8300TRA — — — — 300273 |) — 
9-20R Decorator Duplex No No Back and Side 125VAC — Hubbell 2182 — — 49YL02 | 52HF28 — | 49YK59 | 49YK75 
Heavy Use Hospital Grade 
9-15R_ Standard Duplex No No Back and Side 125VAC Bryant BRY8200 — 49YZ06 52HD38 | 52HD41 — | 52HD43 | 52HD46 
9-15R__ Standard Duplex No No Back and Side 125VAC Mluminated Hubbell _ HBL8200L — — 2LBX2 3D283 — 3D284 2LBX3 
9-15R__ Standard Duplex No No Back and Side 125VAC Hubbell _ HBL8200H _ _ 4D035 4D036 _— 4D038 4D040 
5-15R__ Standard Duplex No No Back and Side 125VAC — Hubbell _ HBL8200 _ 1XC01 52825 5A078 _ 52823 3D285 
15 —5-15R Standard Duplex No No Back and Side 125VAC — Hubbell 1G8200 — — — — 52827 | 2LBY5 — 
9-15R__ Standard Duplex No No Back and Side 125VAC _— Bryant _ BRY8200!G _ _ — _ 49Y2Z07 _ _ 
5-15R__ Standard Duplex Yes No Wire Lead _125VAC — Bryant BRY8200TR — — 52HD40 — — _ |52HD45 | 52HD48 
9-15R__ Standard Duplex Yes No Wire Lead _125VAC _— Hubbell HBL8200SGA _ 6C656 3D453 52829 _ 3D454 3D455 
O-10R Single No No Back and Side 125VAC Hubbell _ HBL8210 — — 2LBX4 3D286 — 40045 2LBX5 
9-20R Standard Duplex No No Back and Side 125VAC lMuminated Hubbell HBL8300L — — 2LBX7 3D289 — 3D290 2LBX8 
9-20R Standard Duplex No No Back and Side 125VAC — Hubbell _ HBL8300H _ 4D056 4D05/7 4D058 _ 40059 *| 3D288 
9-20R Standard Duplex No No Back and Side 125VAC — Bryant BRY8300 — 49YZ09 | 52HD49 — — — 52HD52 
9-20R Standard Duplex No No Back and Side 125VAC — Hubbell 1G8300 — — — — 52828 | 2LBY6 — 
9-20R Standard Duplex No No Back and Side 125VAC — Bryant BRY8300IG — — — — 49YZ10 — — 
20 5-20R Standard Duplex No No Back and Side 125VAC — Hubbell HBL8300MRI _— _— _ _ _ 16R066 _ 
9-20R_ Standard Duplex No No Back and Side 125VAC — Hubbell — HBL8300 — 1XC02 52826 5A084 — 52824 3D291 
9-20R Standard Duplex Yes No Wire Lead 125VAC — Hubbell HBL8300SGA — 4CV77 4CV78 4CV79 — 4CV80 4CV81 
9-20R Single No No Back and Side 125VAC — Hubbell | HBL8310 — 52822 2LBX9 3D292 — 3D293 4D065 
5-20R Decorator Duplex No No Back and Side 125VAC — Hubbell IG2182 — — — 21VL16 — — — 
6-20R Standard Duplex No No Back and Side 250VAC — Hubbell | HBL8400 — — — 4D076 — — — 
Heavy Use Hospital Grade—GFCI 
5-15R_ Decorator Duplex No No Back and Side 125VAC — Hubbell GFRST82 |39EA33 | 39EA36 | 39EA34 39EA35 _ 39EA37 — 39EA38 
15 9-15R_ Decorator Duplex _Yes Yes Back and Side 125VAC_ — — Hubbell GFIWRST82 |39EA46 | 39EA49 | 39EA47 | 39EA48 — 39EA51 =39EA52 
9-15R_ Decorator Duplex _Yes No Back and Side 125VAC Nightlight Hubbell GFIST82NL 45UG10 (45UG13 | 45UG11 | 45UG12 —  |45UG15 | 45UG16 
9-15R_ Decorator Duplex Yes Yes Back and Side 125VAC — Hubbell GFIWRST82IG | — 45UF80 — — — — — 
9-20R_ Decorator Duplex No No Back and Side 125VAC — Hubbell GFRST83 |39EA39 | 39EA42 | 39EA40 | 39EA41 — 39EA43 = 39EA44 
00 9-20R Decorator Duplex _—‘Yes Yes Back and Side 125VAC = Hubbell GFIWRST83 (39EA54 | 39EA5/ | 39EA55 | 39EA56 _ 39EA59 | 39EAG0 
9-20R_ Decorator Duplex _Yes Yes Back and Side 125VAC — Hubbell GFTWRST83IG | — 45UF88 _ —_— _ _ _ 
5-20R Decorator Duplex Yes No Back and Side 125VAC Nightlight Hubbell GFIST83NL 45UG18 | 45UG21 | 45UG19 | 45UG20 — |45UG23 | 45UG24 
* Slender/compact version. ¢ Includes green LED power indicators. 
No. (j_1') cy No. 
31A355 ioe 
Amps’ Switch Switch Mfr. WHITE | RED | IVORY | GRAY | BROWN! BLACK 
AC Type Style Model Item No. | Item No. | Item No. | Item No. | Item No. | Item No. 
Wall Switch 
15 1-Pole Toggle SNAP1201_NA | 31A352 | 31A413 | 31A350 | 31A412 | 31A411 | 31A410 
3-Way Toggle SNAP1203_NA | 31A354) — _— | 31A353 — — 31A415 
50 1-Pole Toggle SNAP1221_ NA | 31A357 | 31A422 | 31A355 | 31A414 | 31A421 | 31A420 
1-Pole Rocker SNAP2121_NA — — | 31A468 — — 31A465 


Pilot Light Wall Switch 
15 1-Pole Toggle = SNAP1201PL_NA | 31A433 | 31A432 | 31A431 
1-Pole Rocker SNAP2101PL_NA 


31M30 SS -=e@ 
31A452 





59  _1-Pole Toggle SNAP1227PL_NA | 31A447 | 31A446 | 31A445 31A444. 0 
. roe Rocker SNAP2121PL_NA | 31A479| — | 31A477 a Ree . 
uminated Wall Switc nen H 
{-Pole Toggle  SNAP{201IL NA | 31A362 | 31A429 | 31A361| — | — | 31A428 SNAPConnect® Il Wiring Devices 
15 ~4-Pole Rocker SNAP2T01IL_NA | 31A451,  — — = ——;3iA44e 
3-Way Toggle SNAP{203IL_NA | 31A440; — — — — — —_ Suitable for use in commercial Switches have light On with load 
20 aoe Toggle SNAP T221IL NA | STAd60 — a oe ee construction and in healthcare Off. Pilot Light Switches have light 
Recep. Tamper Weather Mir. applications. Great for installations On with load On. 120 to 277VAC. 
ecep ampe eathe 
aS spells: Resistant Resistant Model Item No. | Item No. | Item No. |Item No. | Item No. with potential for frequent device RECEPTACLES 
eR No No SNAP5262A | 31A338| — | 31A336)  — —~~ change-outs. Additional hospital Ab ae ee 
Receptacles, Self Testing grade versions are available; see Hees eaetaiE iy Or eee 
15 —pl5R No No GFRSTISSNAP | 39EA64| — | 39EA61 | 39EA63| — . - , duty applications. SNAPConnect® 
“TSR V VY GFTWRSTI5SNAP  45UE3 —_ —_ F2 = Grainger.com _ UL Listed and CSA 
O-10 es es 5 5UE35 45UE28 feat li I d 
20 5-20R No No GFRST20SNAP | 39EA68 | 45UD74 | 39EA65 | 39EAG7 | 45UD72 Certified. eature eliminates expose 
— 20R N N SNAP5362A 31A339 | 31A392 Note: SNAPConnect® II is not tibl PneIOeeG eal aItessee! 
D) = 0 0 — —_— —_— ote: onnec IS not compatiole . 
eee: San Testing No SNAP8SOOITA = — | 49YK63 | — — with SNAPConnect®. Please check Mfr. autoground clip. 120VAC. 
50 5-20R Yes Yes  GFTWRST20SNAP| — | — | 45UE40| 45UE36; — Model number before ordering. PIGTAILED CONNECTORS 
STRANDED SWITCHES 1-phase, 2-pole, 3-wire clear 
Mfr. SOLID WIRE WIRE oe 
SS  — Model ItemNo. | ItemNo. Feature an abuse-resistant ther- Pa iealonar ihe nf dot ; 
igtali Lonnectors Tor or evices, eads . 
Receptacles SNAP_RA 31A326 31k327 — Moplastic rocker for heavy-duty ‘for use with the devices listed, an 
Receptacles, Buy American Compliant SNAP RNA 314380 314381 applications. Design eliminates are required for all switches and 
ingle Pole Switches ai 4 4 
3-Way Switches SNAP3W_NA 31A334 314335 exposed energized parts. Stainless eceptacles. 
Single Pole Switch with Pilot Light SNAPSPP_NA 31A408 31A409__— steel autoground clip. Illuminated 
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Plugs & Connectors 


(© 


2-20R 2-20P 5-15P 


14-60R 























7-15R 


2|| = maz xo 
ca X C4 
Y Y 


14-60P 15-20R 


Scan. Order. Done. 
Details on page A1. 


Straight Blade NEMA Configurations 


5-20P 


7-15P 


5-20R 


15-20P 


FO 


5-30P 


10-20P 


15-30R 


5-30R 


5-30P 


5-50R 


5-50P 


6-15P 


6-15R 


DMMP 


10-30R 


10-30P 


10-50R 


10-50P 


14-20R 


14-20P 


Ue Ue 
Z CO 
Y Y 


15-30P 


15-50R 


15-50P 


15-60R 


15-60P 


18-60R 


The National Electrical Manufacturers Association (NEMA) standardized configurations for single-rated devices were created to minimize the 
possibility of unsafe mating of unmatched voltages and amperages. The standard also defines dimensional requirements to assist users in selec- 
tion of the proper product for a particular need. Use the figures below to help identify the correct device for your specific application. 


CIMM OM OM OMDPMAIAIEO 


5-15R 


10-20R 


6-20P 


14-30R 


18-60P 


: ® 
Elastogri p® BRYANT Wiring Device-Kellems 
No. 1X977 
=> NEMA 15A and 20A Straight-Blade Plugs and Connectors 
NEMA PLUG CONNECTOR 
Plug No. of No. of Mfr. Item Mfr. Item 
Config. Amps Voltage Poles Wires Color Material Brand Model No. Model No. 
General Grade 
1-15 15 125VAC 2 2 Yellow Nylon Hubbell HBL5866VY 1X997 HBL5869VY 52882 
O-lo do 125VAC 2 3 Yellow PVC Hubbell HBL1447 52867 HBL1547 52872 
Valise® a a LS 125VAC 2 3 Yellow PVC Hubbell HBL14W47 1X976 * HBL15W47 1X977 
No. 1X997 9-20 20 125VAC 2 3 Yellow PVC Hubbell HBL1433 3D008 HBL1533 3D010 
. 5-20 — 20 125VAC 2 3 Yellow PVC Hubbell HBL14W33 3D009 * HBL15W33 3D011 
7-15 15 2//VAC 2 3 Brown Nylon Hubbell — — HBL5324 3D889 
Commercial Grade 
- 15 125VAC 2 | Black Nylon Hubbell HBL5965VBLK _3D224 HBL5969VBLK _3D225 
9-15 15 125VAC 2 3 Gray Nylon Hubbell HBL5965VGY  3D934 HBL5969VGY _2LBX1 
Delo lo 125VAC 2 3 Yellow Nylon Hubbell HBL5965VY 4A253 HBL5969VY _—_— 4A254 
9-20 20 125VAC Z 3 Black Nylon Hubbell HBL5364VBK —_ 2LBW3 HBL5369VBK _2LBW4 
6-15 15 250VAC 2 3 Yellow Nylon Hubbell HBL5666VY 3D221 HBL5669VY 2LBW8 
Industrial Grade 
1-15 15 125VAC 2 2 Black/White Nylon Bryant 9754NS 49YY48 — _ 
Industrial 1-15 15 125VAC 2 Zz Yellow Nylon Hubbell HBL5865VY 52881 — — 
No. 49YY48 2-20 ~=20 250VAC 2 2 Yellow Nylon Hubbell HBL9/58VY 3D299 — — 
. S19 to 125VAC 2 3 Black Nylon Hubbell HBL5921 3D222 — — 
9-15 = 15 125VAC 2 3 Black Thermoplastic — Bryant 5266B 49YY31 5269B 49YY19 
9-15 15 125VAC Z 3 Black/White Nylon Hubbell HBL5266CA 6A665 Tf _— _— 
9-15 15 125VAC 2 3 Black/White Nylon Hubbell HBL5280C 3D190 + _ 
9-15 15 125VAC 2 3 Black/White Nylon Hubbell HBL5266C 4A250 HBL5269C 4A251 
9-15 19 125VAC 2 3 Black/White Nylon Bryant BRY5266NP 49YY49 BRY5269NC  49YY22 
9-15 15 125VAC 2 3 Yellow Nylon Bryant BRY5965Y 49YY55 BRY5969Y  49YY28 
I larip® ola 75 125VAC 2 3 Yellow/White Nylon/Polymer Bryant BRY5266NPCR 49YY50 — — 
neon 5-20 20 125VAC 2 3 Black/White Nylon Hubbell HBL5366C _—4A255 HBL5369C __ 4A256 
Angle 9-20 20 125VAC 2 3 Black/White Nylon Hubbell HBL5366CA 52866 T — — 
No. 6A665 9-20 _—-20 125VAC 2 3 Black/White Nylon Bryant BRY5366NP 49YY51 BRY5369NC  49YY24 
9-20 =. 20 125VAC 2 3 Yellow Nylon Hubbell HBL5364VY 3D207 HBL5369VY 3D208 
9-20 =. 20 125VAC 2 3 Yellow/White Nylon/Polymer Bryant BRY5366NPCR 49YY52 — — 
6-15 15 250VAC 2 3 Black/White Nylon Hubbell HBL5666C 1X995 HBL5669C 1X996 
6-15 15 200VAC 2 3 Black/White Nylon Hubbell HBL5666CA 52879 — _ 
6-15 15 250VAC 2 3 Black/White Nylon Bryant BRY5666NP  49YY54 BRY5669NC  49YY27 
6-15 (15 250VAC 2 3 Yellow Nylon Hubbell HBL56CM66C  2LBW9 — _ 
6-20 20 250VAC 2 3 Black/White Nylon Hubbell HBL5466CA 52880 { — —_— 
6-20 20 250VAC 2 3 Black/White Nylon Hubbell HBL5466C 1X991 HBL5469C 1X992 
6-20 20 250VAC 2 “] Black/White Nylon Bryant BRY5466NP _49YY53 BRY5469NC —_49YY26 
6-20 20 200VAC 2 3 Yellow Nylon Hubbell HBL5464VY —_2LBW6 HBL5469VY _—-3D910 
Insulgrip® 7-15 ik 2//VAC 2 3 Black Insulprene Hubbell HBL5929 3D223 — — 
No. 4A250 10-2. 20) = 125/250VAC_ 3 3 Black/White Nylon Bryant 9151N 49YY40 — — 
; Hospital Grade 
a 125VAC 2 a] Black/White Nylon Hubbell HBL8215C 5A076 HBL8219C 5A077 
9-15 15 125VAC 2 3 Transparent Nylon Hubbell HBL8215CT 6C627 HBL8219CT 60628 
O-19 i 125VAC 2 3 Transparent Polycarbonate Bryant 82661 49YY33 82691 49YY20 
9-15 15 125VAC Z 3 White Nylon Hubbell HBL8115V 52871 HBL8119V 52874 
i a 125VAC 2 ] White Nylon Bryant BRY8266NP 49YY56 BRY8269NC  49YY29 
O-19 15 125VAC 2 3 White Polycarbonate —_ Hubbell HBL8215CAIT 52869 T — _ 
a Ee) 3 125VAC 2 3 White Polycarbonate _ Bryant 82951 A49YY34 T — — 
5-20 =20 125VAC 2 3 Black/White Nylon Hubbell HBL8315C 52868 HBL8319C 52873 
7 9-20 =. 20 125VAC 2 4 Transparent Nylon Hubbell HBL8315CT 60629 HBL8319CT 2LBY1 
Hospital-Grade 9-20 —20 125VAC 2 3 Transparent Polycarbonate _ Bryant 836671 49YY36 8369T 49YY21 
No. 5A076 9-20 20 125VAC 2 3 White Nylon Hubbell HBL8364V 2LBY2 — — 
9-20 20 125VAC 2 3 White Nylon Bryant BRY8366NP 49YY5/ BRY8369NC  49YY30 
9-20 20 125VAC 2 3 White Polycarbonate —_ Hubbell HBL8315CAT 52870 tT — _ 
6-15 15 250VAC 2 3 White Nylon Hubbell HBL8666V 4D080 — _ 
6-20 20 250VAC 2 3 White Nylon Hubbell HBL8464V 2LBY3 HBL8469V 2LBY4 
Marine Grade 
- 15 125VAC 2 3 Yellow Nylon Hubbell HBL52CM66C — 3D 197 HBL52CM69C —- 3D 198 
9-15 (15 125VAC 2 3 Yellow/White Nylon Bryant — — BRY5269NCSY 49YY23 
Marine-Rated 9-20 20 125VAC 2 3 Yellow Nylon Hubbell HBL53CM66C —-3D905 HBLo53CM69C_ _—«3D906 
ance 5-20 20  125VAC 2 3 Yellow/White Nylon Bryant — — BRY5369NCSY 49YY25 
No. 3D197 * Watertight. f Angle plug. # Locking feature. 
334 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ELECTRICAL 
Plugs & Connectors 





High-Ampere Plugs 
UL Listed and CSA Certified. 
Note: See page 334 for NEMA configurations. 


HUBBELL® PLUGS 


Heavy-duty cord clamps handle a wide range 
of cable sizes and hold conductors securely in 
place. Nylon bodies withstand severe abuse. 


: 

Wiring a BRYANT *° 
4-position angle plugs allow cord to enter from top, 
bottom, or either side and stay close to wall. 

BRYANT® PLUGS 


Durable wall construction protects critical wiring from 
abusive environments. Reinforced thermoplastic polyes- 
ter provides high impact and heat resistance. 


NEMA STRAIGHT PLUG ANGLE PLUG 
No.of No. of Plug Mfr. Item Mfr. Item 
Amps Poles Wires Voltage Config. Brand Model No. Model No. 
20 3 3 125/250VAC 10-20P Hubbell HBL9977C 52842 — — 
20 a 4 125/250VAC 14-20P Hubbell — — HBL8411C  6C631 
20 3 4 250VAC 15-20P Hubbell — — HBL8421C 5C794 
30 2 3 125VAC 5-30P Hubbell — — HBL9309 52911 
30 2 3 125VAC 5-30P Bryant 9530NP 49YY44 — — 
30 Zz 3 250VAC 6-30P Hubbell _— _ HBL9331 52985 
30 2 3 200VAC 6-30P Bryant — — 9630ANPB 49YY46 
30 ] 3 125/250VAC 10-30P Hubbell HBL9337C 52843 HBL9333 4D086 
30 3 4 125/250VAC 14-30P Bryant — — 9432ANPB  49YY41 
30 3 4 125/250VAC 14-30P Hubbell HBL9431C 52884 HBL9432C =5C790 
30 i] 4 250VAC 15-30P Bryant — — 8432ANPB 49YY37 
30 3 4 250VAC 15-30P Hubbell HBL8431C 52890 HBL8432C 5C795 
50 2 3 125VAC 5-50P Hubbell — — HBL9361 60118 
50 2 3 125VAC 5-50P Bryant — — Q550ANPB 49YY45 
50 Z 3 250VAC 6-50P Hubbell — _ HBL9368 6C119 
50 2 2 250VAC 6-50P Bryant — — Q9650ANPB 49YY47 
50 3 3 125/250VAC 10-50P Bryant 7513NP  49YY32 — — 
50 3 3 125/250VAC 10-50P Hubbell HBL7513C = 5 Z844 HBL7977 3D282 
50 3 4 125/250VAC 14-50P Bryant — — Q452ANPB 49YY42 
50 3 4 125/250VAC 14-50P Hubbell HBL9451C 5Z886 HBL9452C ~=—_- 5791 
50 3 4 250VAC 15-50P Hubbell HBL8451C 5Z892 HBL8452C = 5 C796 
50 3 4 250VAC 15-50P Bryant — — 8452ANPB  49YY38 
60 3 4 125/250VAC 14-60P Bryant — — 9462ANPB  49YY43 
60 3 4 125/250VAC 14-60P Hubbell HBL9461C  5Z888 HBL9462C =: 5 C792 
60 3 4 250VAC 15-60P Bryant — — 8462ANPB 49YY39 
60 3 4 250VAC 15-60P Hubbell HBL8461C 52894 HBL8462C =: 5 C797 
60 4 4 120/208VAC 18-60P Hubbell HBL7303C 3D242 HBL7302C 3D241 
60 4 4 120/208VAC 18-60P Bryant — — 8362ANPB 49YY35 
; SX) ® 
Plug Adapters 
Warning: Where adapters have different ratings 1. Overcurrent protection is determined by blade end. Wiring Device-Kellems 


on blade and slot ends, the following precau- 2. Adapter use should be limited to lowest rated end of adapter to prevent overheating. 


tions must be exercised in their use: 


Slot End NEMA Slot End Blade End Plug Blade End Mfr. Item 
Rating Connector Style Rating Configuration Style Model No. 
3Wire15A125V — Straight Blade | ° ey aoEae — Twist-Lock® 9053A 3D294 
D0A 125V 5-20R Straight Blade | 20A 125V L5-20P Locking HBL2129  3D021 
15A 125V.L5-15R Locking 15A 125V 5-15P Straight Blade | HBL2271 3024 
90A 125V 5-20R Straight Blade | 30A 125V L5-30P Locking HBL31CM29 3D106 
ioe ey Non-NEMA Locking 15A 125V 5-15P Straight Blade 9054A 3D295 
0A 125VL5-20R Locking 15A 125V 5-15P Straight Blade | HBL21CM28  3D536 
50A 125V 5-20R Straight Blade | 20A 125V [5-20P Locking HBL21CM29  3D537 
30A 125V._L5-30R Locking 15A 125V 5-15P Straight Blade | HBL31CM28 1UKB5 * 
30A 125V.L5-30R  Twist-Lock® 15A 125V NEMA5-15P Straight Blade | HBL61CM22  1UKB6 “+ 


* Marine rated. ¢ Straight adapter cord. 


Locking Blade NEMA Configurations 











NEMA 10-30P 


NEMA 5-30P No. 5Z843 
No. 49YY44 


NEMA 10-50P 
No. 49YY32 





NEMA 5-30P 
No. 52911 





NEMA 15-50P NEMA 18-60P 
No. 5C796 No. 49YY35 
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L8-30R L8-30P L14-20R L14-20P L14-30R L14-30P L15-20R L15-20P L15-30R L15-30P L16-20R L16-20P L16-30R L16-30P L17-30R 
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L21-20R L21-20P L21-30R L21-30P L22-20R L22-20P L22-30R L22-30P 


Sign in to Grainger.com® to see YOUR Pricing and MORE 339 





ELECTRICAL 
Locking Plugs & Connectors 








15 
19 


Receptacle 15 
No. 4A258 15 





Connector 30 
No. 4A260 30 





Plug 0 
No. 4A259 20 





me 


Flanged Inlet 


No. 3D034 1-Phase 


Flanged 30 
Receptacle 30 
No. 3D035 30 





Corrosion 30 
Resistant Plug 
No. 3D564 


NEMA 
Plug 
Config. 


Lilet 
LO-1o 
Lo-15 
L6-15 
Li=to 
Lye 
L2-20 
Lae 
L5-20 
Lae20 
L6-20 
L6-20 
L/-20 
L8-20 
L9-20 


L14-20 


L14-20 


L5-30 
L5-30 
L5-30 
L6-30 
L6-30 
L8-30 
L14-30 
L14-30 


L15-20 
L16-20 
L18-20 
L21-20 
LZ1-20 
La te2U 
L22-20 
L15-30 
L16-30 
L17-30 
L18-30 
L19-30 
L21-30 
L21-30 
L21-30 
L22-30 


NEMA 
Config. 


Lo-19 
L6-19 
L2=2U) 
L5-20 
L6-20 
L7-20 
L8-20 
L9-20 


L14-20 


L5-30 
L5-30 
L5-30 
L6-30 
L8-30 
L14-30 


L15-20 
L16-20 
L18-20 
L21-20 
L15-30 
L16-30 
L17-30 
L18-30 
L19-30 
L21-30 
L22-30 


No. of 
Poles 


2 


B&B BB) BB) Co Go Go) B) BB BR BR Co CO GO GO) POPS) PO POP PO) Co GB (PO PO/POPS| PP PO PSPS} PPS POS PS Po} 


No. of 
Poles 


2 


BB & BB co Go) co BY) BY) Go GO GI PAPO PO PA PS GC [POP DY) P| PS/ PO) PO 


No. of 
Wires 


O7,.07 0707 BB) B&B) BR O10TO07T O71 B&B & BY) co Go Go/co Go Go) BR G9) G9 09) GD GO G9) GO PO G9) GO GO G9) GD PO, 


No. of 
Wires 


3 


on] & B&B & Boy BB G0) Go Go) 09) Go) RB | G0) G9) G9) GO) GO PO GO 


= 
3 


QINININ SAA TTNINININISISTS 
DODD DDOD ODD OOM 


5 
2 Line to Line, 1 
Line to Neutral 
2 Line to Line, 1 
Line to Neutral 


NINN SYST INN ON NA 


_d,| 
WO 


—) 
fan) Can) 


—_, 
om 


GO OO GO 


— 
Oo 


= 
= 


TIOUNINIAININIS 
fas) fas) fa) an) fa fem fom) (oy 


2 Line to Line, 1 
Line to Neutral 


BININSIOP INN 


— —i 
oa bed 
Aasooto00)|0) Boao 


—_, 
Lo] Soo 
m0 


10.0 


NEMA Twist-Lock® Devices 


Premium-quality industrial wiring devices feature a powerful cord grip, 1-pc. integrated dust 
shield, tough nylon housing, visible product identification, and roomy wiring chamber. 


Voltage 


125VAC 
125VAC 
125VAC 
200VAC 
2//VAC 
2/1VAC 
200VAC 
125VAC 
125VAC 
125VAC 
200VAC 
200VAC 
2/1VAC 
480VAC 
600VAC 


125/250VAG 


125/250VAG 


125VAC 
125VAC 
125VAC 
200VAC 
200VAC 
480VAC 
125/250VAC 
125/250VAC 


200VAC 
480VAC 
120/208VAC 
120/208VAC 
120/208VAC 
120/208VAC 
2/7/480VAC 
200VAC 
480VAC 
600VAC 
120/208VAC 
277/480VAC 
120/208VAC 
120/208VAC 
120/208VAC 
2/7/480VAC 


Voltage 


125VAC 
200VAC 
200VAC 
125VAC 
200VAC 
277VAC 
480VAC 
600VAC 


125/250VAC 


125VAC 
125VAC 
125VAC 
200VAC 
480VAC 
129/250VAG 


200VAC 
480VAC 
120/208VAC 
120/208VAC 
200VAC 
480VAC 
600VAC 
120/208VAC 
2/7/480VAC 
120/208VAC 
277/480VAC 


SINGLE 
RECEPTACLE (BLACK) 


Mfr. Item 
Model No. 
HBL/535 3D260 
HBL4710 5A072 
HBL4560 60576 
HBL4750 57899 
HBL4760 60122 
HBL/210B 3D239 
HBL2310 4A258 
HBL2320 ~~ 5A080 
HBL2330 1X978 
HBL2340 57902 
HBL2350 3D040 
HBL2410 4A264 
HBL2610 4A261 
HBL2620 5A086 
HBL2640 60546 
HBL2710 6A655 
HBL2420 4A267 
HBL2430 6A661 
HBL2440 3D053 
HBL2510 1X980 
HBL2520 60153 
HBL2720 4A270 
HBL2730 6A658 
HBL2740 3D095 
HBL2750 3D099 
HBL2760 3D100 
HBL2810 1X982 
HBL2820 57908 

FLANGED INLET 
(WHITE NYLON) 

Mfr. Item 
Model No. 
HBL4716C 3D17/0 
HBL4586 3D785 
HBL2315 3D034 
HBL2325 3D036 
HBL2415 3D047 
HBL303NM 4D351 
HBL303SS 3D954 
HBL2615 3D072 
HBL2625 3D074 
HBL2715 3D090 
HBL2425 3D566 
HBL2435 3D572 
HBL2515 50995 
HBL2725 3D092 
HBL2735 3D641 
HBL2745 3D642 
HBL2755 3D643 
HBL2765 3D645 
HBL2815 3D103 
HBL2825 3D660 


Scan. Order. Done. 
Details on page A1. 


FO 


Wiring Device-Kellems 


Note: See page 335 for NEMA configurations. 
For boots, see page 337. 


CONNECTOR BODY 
(BLACK AND WHITE) 
Mfr. Item 

Model No. 
HBL/506C 3D258 
HBL4/29C 5A074 

HBL4/729CBK 1DJJ2 ** 
HBL45/9C 6C579 
HBL4779C 1X986 
HBL/101C 3D237 
HBL2313 4A260 
HBL2313BK 1DJJ4 ~** 
HBL23CM13 3D046 +t 
HBL2323 5A082 
HBL2323BK 1DJJ8 ~* 
HBL2333 52901 
HBL2343 60124 
HBL2353 3D042 
HBL2413 4A266 
HBL2413BK 1DJK7 ** 
HBL2613 4A263 
HBL2613BK 1DJJ6 ~* 
HBL26CM13 3D089 tt 
HBL2623 5A088 
HBL2623BK 1DJK1 ** 
HBL2643 60548 
HBL2713 6A657 
HBL2/713BK 1DJK9 ** 
HBL2423 4A269 
HBL2433 6A663 
HBL2443 5C972 
HBL2513 52906 
HBL2513FC = IDNW1 Tt 
HBL2513BK 1DJK3 ** 
HBL2523 60545 
HBL2/23 4A272 
HBL2/33 6A660 
HBL2/43 3D097 
HBL2753 5C970 
HBL2/63 3D102 
HBL2813 1X984 
HBL2813FC IDNW3 tt 
HBL2813BK 1DJK5 ~* 
HBL2823 60549 
FLANGED RECEPTACLE 
(WHITE NYLON) 
Mfr. Item 

Model No. 
HBL4715C 3D168 
HBL4585C 3D153 
HBL3226 3D693 oT 
HBL2316 3D035 
HBL2326 3D037 
HBL2336 3D038 
HBL2346 3D039 
HBL2356 3D043 
HBL2416 3D048 
HBL2616 3D073 
HBL2626 3D075 
HBL2646 3D632 
HBL2/16 3D091 
HBL2426 3D049 
HBL2436 3D052 
HBL2446 3D574 
HBL2516 50996 
HBL2726 3D093 
HBL2/36 3D094 
HBL2746 3D098 
HBL2756 3D644 
HBL2/66 3D646 
HBL2816 3D104 
HBL2826 3D661 


PLUG (BLACK AND WHITE) 


Mfr. 
Model 


HBL/545C 
HBL4/20C 
HBL4/20CBK 
HBL45/0C 


HBL47/0C 
HBL/102C 
HBL2311 
HBL2311BK 
HBL23CM11 
HBL2321 
HBL2321BK 
HBL2331 
HBL2341 
HBL2351 


HBL2411 


HBL2411BK 


HBL2611 
HBL2611BK 
HBL26CM11 

HBL2621 
HBL2621BK 

HBL2641 

HBL2711 
HBL2711BK 


HBL2421 
HBL2431 
HBL2441 
HBL2911 
HBL2911FC 
HBL2511BK 
HBL2921 
HBL2721 
HBL2731 
HBL2741 
HBL2751 
HBL2761 
HBL2811 
HBL2811FC 
HBL2811BK 
HBL2821 


Item 
No. 


3D261 
9A073 
1DJJ1_—** 
60978 


1X985 
3D238 
4A259 
1DJJ3_** 
3D045 tt 
9A081 
1DJJ7_—** 
1X979 
60123 
3D041 


4A265 


1DJK6 ** 


4A262 
1DJJ5_** 
3D088 tt 
9A087 
1DJJ9_** 
60547 
6A656 
1DJK8 ** 


4A268 

6A662 

90971 

1X981 

1DNV9 
1DJK2 

60544 

4A271 

6A659 

3D096 

90969 

3D101 

1X983 
1DNW2 
1DJK4 
90789 


+b 
ah 


+h 
mt 


PLUG (YELLOW, 
MARINE RATED) 


Mfr. 
Model 


HBLOSCMAT 
HBL23CM24 


HBL26CM11 
HBL26CM21 


Item 
No. 


30088 tt 
3D639 tt 


* Flush duplex receptacle, brown. f Stainless steel housing. Nonmetallic housing and cover, marine rated. # Stainless steel housing and cover, marine rated. 
** All black. tf Designed for use with flat cable. #4 Yellow, marine rated. 


Insulgrip® Plug and Connector 
Twist-Lock® Latching Kit 


Latch with locking slide provides double-locking feature for plug and connector bodies to 
prevent unintentional disconnection even under high vibration. 


FWP 


Wiring Device-Kellems 





No. 4D579 Mfr. Item 
For Use With Color _ Model No. 
All 3-Wire 20A or 30A Locking PlugsInsulgrip Plugs and Connectors White Sk2 6PFN8 
ae All 4- and 5-Wire 20A or 30A Twist-Lock Insulgrip Plugs and Connectors White SK3 4D579 


GRAINGER, 
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ELECTRICAL 
Locking Plugs & Connectors 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Locking Devices 


Note: For NEMA configurations, see page 335. = abit siaes 


MIDGET DEVICES BRYANT° 


Nylon plugs and connector bodies resist impact and abuse. 2-wire 
valise devices have bundling clamp screw terminals; 3-wire valise 
devices have insulation displacement (IDC) terminals. This allows 
easy and fast installation. Angle devices are low profile for use in 
limited spaces. Valise devices have offset jaw cord grips to prevent 
strain on terminals. UL Listed and CSA Certified. 


HUBBELL NEMA DEVICES 


Impact- and crush-resistant nylon construction withstands indus- 
trial chemicals and solvents. Plugs and connectors have 2-part 
offset jaw cord grips and totally insulated dead-front construc- 
tion. Receptacles have a thermoplastic base, all-brass grounding 
system, and 1-pc. contact. UL Listed and CSA Certified. 


HUBBELL ISOLATED GROUND RECEPTACLES 

Insulation barrier construction isolates ground contacts from 
mounting strap for a noise-free ground. IG triangle on face of 
receptacle indicates isolated ground device. Green grounding screw 


~@-) 


No. 1XC0O 





No. 49YX75 








is connected directly to grounding contacts. For use in accordance No. < % .. No. 
with NEC/NFPA Article 250-74, Exception 4. ANSI C73, NEMA WD-6. ale ecea2 abst 
UL Listed to Standard 498 and CSA Certified, CSA C22.2 42. 
PLUG CONNECTOR BODY FLANGED RECEPTACLE FLANGED INLET 
NEMA Mfr. Mfr. Mfr. Mfr. 
Amps _ Config. Voltage Description Model Item No. Description Model Item No. | Description Model Item No. | Description Model Item No. 
Hubbell Midget Locking Devices 
15 ML-1 120VAC Valise® HBL/465V_ ——«1X999 Valise® HBL/464V —_—«1X998 SS Flange _ HBL/468 1XC00 SS Flange HBL/46/ 6C616 
15 ML-2 120VAC Valise® HBL/594V_ —«6C 146 Valise® HBL/593V «60145 SS Flange __ HBL/596 52912 Ss Flange HBL/595 5C798 
19 ML-2 120VAC Straight HBL/594 6C626 Straight HBL/593 6C625 |NylonFlange HBL/596N  3D2/71_ | NylonFlange HBL/595N _3D270 
13 ML-2 120VAC Angle HBL/5/0 3D266 Angle HBL/5/1 3D26/ — _— _ — _— _ 
19 ML-3 —120/240VAC Valise® HBL/485V_ —«s6C618 Valise® HBL/484V_ __—«6C617 SS Flange _ HBL/487 6C620 — — _ 
15 ML-3 —120/240VAC Straight HBL/485 52909 Straight HBL/484 52910 — — _ — — _ 
Bryant Midget Locking Devices 
15 ML-1 125VAC | Triple Gripper® 7465N A49YX69 | TripleGripper® _—_/464N A49YX68 |NylonFlange  /468N 49YX71_| Nylon Flange 7466N 49YX70 
To ML-2 125VAC | Triple Gripper® = _7594NP A9YX75 | TripleGripper® —7593NC 49YX74 |Nylon Flange /596ER 49YX77 | NylonFlange 7595MB 49YX76 
15 ML-3 _125/250VAC | Triple Gripper® —_7485NP 49YX73 | IripleGripper® —_ 7484NC 49YX72 — — _ — — _ 
NEMA No. of No. of Mfr. Item 
Description Amps Config. Poles Wires HP Voltage Color Model No. 
Hubbell Miscellaneous NEMA Locking Devices 
Duplex Receptacle 15 L5-15R 2 3 0.5 125VAC Brown HBL4/00 6A664 
Duplex, Combination 5-15R & L5-15R 19 Lo-15R 2 3 0.5 125VAC Brown HBL4792 3D171 
Flanged Receptacle, Metal 15 L5-15R 2 3 0.5 125VAC Brown HBL4715 3D167 
Flanged Inlet, Metal is Lo-15P 2 3 0.5 125VAC Gray HBL4/16 3D169 
Duplex Receptacle 15 L6-15R 2 2 2.0 200VAC Brown HBL4550 60575 
Single Receptacle, Panel Mount 12 L6-15R 2 3 2.0 200VAC Black HBL4563 60577 
Connector Body, Elastogrip igs L5-15R 2 3 = 125VAC Yellow HBL2547 3D060 
Connector Body, Watertight Elastogrip 1D Lo-T3k 2 3 _ 125VAC Yellow HBL25W47/ 3D071 
Plug, Elastogrip 15 L5-15P 2 3 0.5 125VAC Yellow HBL2447 3D054 
Plug, Watertight Elastogrip 19 Lo-15P 2 3 0.5 125VAC Yellow HBL24W47 3D055 
RECEPTACLE PLUG CONNECTOR BODY 
No. of No. of Mfr. Item Mfr. Item Mfr. Item 
Amps Poles Wires Voltage Model Description No. Model No. Model No. 
Hubbell Non-NEMA Locking Devices (Replacement Use Only) 
15/10 3 3 125/250VAC HBL/580 Duplex 3D268 HBL/56/C 3D265 HBL/565C 3D264 
15/10 3 3 125/250VAC HBL/582 Single 3D269 = —_ = —_ 
20 2 3 250VAC HBL/310BG Single 3D243 HBL9965GCB 3D300 — —_ 
20 3 3 125/250VAC HBL/310B Single 6C610 HBL9965C 6C632 HBL/314C 6C611 
20 3 4 250VAC HBL/410BG Single 3D246 HBL/411GCB 3D247 HBL/413GCB 3D248 
20 4 4 120/208VAC HBL/410B Single 6C612 HBL/411C 6C613 HBL/413C 60614 
20/10 4 5 200/600VAC HBL3520 Single 3D117 HBL3521C 3D118 HBL3523C 3D119 
30 3 3 125/250VAC HBL3330 Flush 3D109 HBL3331C 3D110 HBL3333C 3D111 
30 3 4 200VAC HBL3430G Single 6C550 HBL3431GCB 60551 HBL3433GCB 60552 
30 4 4 120/208VAC HBL3430 Single 3D114 HBL3431C 3D115 HBL3433C 3D116 
125VAC 240VAC 480VAC 120/208VAC 125/250VAC 
No. of No. of NEMA Mfr. Item NEMA Mfr. Item NEMA Mfr. Item NEMA Mfr. Item NEMA Mfr. Item 
Amps Poles Wires Description Config. Model No. Config. Model No. Config. Model No. Config. Model No. Config. Model No. 
Hubbell Isolated Ground Locking Receptacles, Orange 
15 2 2 Duplex L5-15R_ 1G4700A 6C121 L6-15R IG4550A  4D319 — — _ _ — _ — — _ 
20 2 3 Single L5-20R 1G2310 52900 L6-20R 1G2320 6C649 L8-20RIG2340 2XTF3 _ _ _ _ _ _ 
20 3 4 Single — — _ L15-20R 1G2420 2XTF4 — — _ _ — _ — _ _ 
20 4 5 Single — — _ _— _ _ — — _ L21-20R 1G2510 2XTF5 — — _ 
30 2 3 Single L5-30R 1G2610 52903 L6-30R 1G2620  6C650 = = _ = = _ — = _ 
30 3 4 Single _ _ _ L15-30R 1G2720  2XTF7 _ — _ — — _ L14-30R 1G2710 2XTF6 
30 4 4] Single — — _ _ = _ — — _ L21-30R 1G2810 6C651 _— — _ 


<> 





Weatherproof Boots for Plugs and Connectors <<. BRYANT: 
Thermoplastic elastomer boots protect cord- Eon Bes FOR pone STOR robles 
: I. em I. em 
connected devices from harmful UV rays and Description Model No. Model iio. 
many chemicals. Graduated-step cord entry aaa ieee ena . SALE ah He 
: : raight Blade, 15 an nsulgrip 
design accommodates a wide range of cord = —Fwist-Lock®, 15A 2 and 3 Wire HBL60233D229 | HBL60243D230 
sizes. Closure plug, sold separately, slips over Twist-Locke. 20 and a. : Wire. = ie pen HBL6O32 0232 
wist-Lock®, 20 an ,4an ire 
the connector boot to seal the front of the Marine Rated, Straight Blade, 15 and 20A Insulgrip HBL6OCM17 3D944_| HBL6OCM16  3D945 
device when not plugged in. Marine Rated, Twist-Lock®, 20 and 30A, 3 Wire HBL60CM31 3D949 | HBLGO0CM32 —_3D950 
; ; ryant 
Note: When selecting a boot for a connector that willbe ~ {0A and 15A Locking Devices, 15A and 20A Straight Blade | 5200BP 49YY13| 5200BC _ 49YY12 3D231 
used with a flanged inlet, use a boot for a plug. 20A and 30A Locking Devices 72002BP__49YY15 | /2002BC. —_ A9YY14 
50A Locking Devices 77168  49YY16| /7717B 49YY17 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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ELECTRICAL 
Locking Plugs & Connectors 


Scan. Order. Done. 
Details on page A1. 


LOCKING CONNECTOR 









LOCKING PLUG LOCKING RECEPTACLE 


® 















NEMA No. of No. of Mfr. Item Mfr. Item Mfr. Item 
Plu Amps Config. Poles Wires Voltage Model No. Model No. Model No. 
9g 15 5-1 2 3 125VAC 4721NP  49YX18 4732NC  49YW89 4710  49YX46 
No. 49YX18 15‘ L6-15 i] 3 250VAC 70615NP  49YX25 70615NC  49YW96 70615FR  49YX53 
15 L7-15 2 3 977VAC 4770NP  49YX19 4779NC  49YW90 4760  49YX47 
20 1520. 2 3 125VAC 70520NP  49YX22 | BRY70520NC 49YW93 | 70520FR  49YX51 
20 16-20 2 3 250VAC 70620NP  49YX26 70620NC 49YW97 | 70620FR  49YX54 
we, 0 L720. 2 3 277VAC 70720NP  49YX28 70720NC  49YW99  70720FR  49YX56 
~ t 20 18-20 2 3 480VAC 70820NP  49YX29 70820NC  49YX01 70820FR  49YX57 
Connector 7 { \ ‘ : 20 14-20 3 4 125/250VAC_ | 71420NP  49YX30 71420NC  49YX02  71420FR  49YX58 
No. 49YW89 «© z 90 15-20 3 3 250VAC = — 71520NC  49YX04. 71520FR  49YX60 
—% > 290 15-20 3 4 250VAC 71520NP  49YX32 = — = = 
20 16-20 3 4 480VAC BRY71620NP 49YX34 71620NC  49YX06 | 71620FR  49YX62 
Receptacle 20 121-20 4 5 120/208VAC | 72120NP 49YX36 | BRY72120NC 49YX08 | 72120FR  49YX64 
BRYANT’ No. 49YX64 20. 123-20 4 ~=5 ~—847/600VAC_ | 72320NP 49YX38 72320NC 49YX10 | 72320FR  49YX66 
ee ee ee ee 
; : 705 49YX24* | 705 4 5* = = 
Locking Plugs, Connectors, 30 16-30 2 3 250VAC 70630NP  49YX27 70630NC  49YW98  70030FR  49YX55 
30 14-30 3 4 125/250VAC  71430NP  49YX31 71430NC  49YX03..~71430FR ~49YX59 
and Receptacles 30. 115-30. 3. 4 50VAC 71530NP  49YX33 71530NC  49YX05 | 71530FR  49YX61 
. 30 16-30 3 4 480VAC 71630NP  49YX35 71630NC  49YX07.. ~71630FR  49YX63 
Nylon devices are chemical and impact-resistant with 30 genes ; 4 : T20/20BVAC Z21SONP aBVS7 Z1SONG 49VX09 BRY/2130FR 49YX65 
: sranar® ee 50 Non- 5 4 4 70CR  49YX50 
a internal, seli-centering Triple Gripper® cord grip with Non-NEMA23 BOOVAC/250VDC| 3763 49YX16 3762  49YW87.| 3771 49YX45 
radius teeth design provide secure cord retention. Plugs 20 Non-NEMA 3 4 a 25/250VAC 6365CR  49YX21 6364CR  49YW92 63690 4BVX49 
“piel on- 5 — = — — 737 A9YX4 
and Connectors are polarized and moisture-resistant. 50 Non-NEMA 34 6OOVAC/250VDC 3765 49YX17 3764. 49YW88| 3769. 49YX44 
H H 7 - 7 - r Pass & Seymour 
NEMA Locking Devices with Ground Continuity Monitoring = 
. : : : : . 0 rand: 
Dual-LED indicators provide immediate visual . NEMA PLUGS sanNERORe 
identification of potential upstream mis-wire condi- i i, fF of nf of — ae eal a a 
. . . . . mps contig. Folres res oltage oae 0. oae 0. 
tions. Nylon housing provides superior chemical and “Yp"—[ 7-15-2327 7VAG = —— BST FISCGCM APGI 
B impachiesistance, wilh:an Integral Gust Seals lige 5 HED 5 i TIS SOUAC [1420PCCM APGL5 PeDOCaCM i PGND 
plane wiring for easy installation. Black and white 30 6-30 9 3 O50VAC L630PGCM 4PGL3 L630CGCM 1PGL9 
color. UL and C-UL Listed. Meet FSUL Standards. 30 114-30 3 4 __125/250VAC — — L1430CGCM__1PGN3 





Watertight Safety- 
Shroud Twist-Locks® 


UL Type 4X-rated devices can prevent the ingress of water under Note: For Watertight 


coon 


Wiring Device-Kellems 


©? Ot 
















Sdalo inIEt eee Plug Connector Body hose-down conditions. Feature stainless steel hardware, closure se aa see 
No. 4CT67 sa aoues No. 4CV53 No. 4CV54 —caps, 1-pc. thermoplastic housing, and lockout-tagout hole. poe 
RECEPTACLE PLUG CONNECTOR BODY MALE INLET 
NEMA No. of No. of Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
ames Config. Poles Wires HP Voltage Model No. Model No. Model No. Model No. 
-Pnase 
20 L5-20 2 3 1.0 125VAC |HBL2310SW  4CT63 HBL2311SW  4CT65 HBL2313SW 4CT66 HBL2315SW  4CT67 
20. L6-20 2 3 2.0 250VAC | HBL2320SW  4CT71 HBL2321SW 4CT73 HBL2323SW  4CT74 — — 
20. L7-20 2 3 2.0 277VAC_ | HBL2330SW 4CT79 HBL2331SW  4CT81 HBL2333SW 4CT82 — — 
20 14-20 3 42 Line to Line, 1 Line to Neutral 125/250VAC |HBL2410SW 4CT87 HBL2411SW 4CT89 HBL2413SW 4CT90 — — 
30 5-30 2 3 2.0 125VAC | HBL2610SW 3HZ79 HBL2611SW 4CV21 HBL2613SW  4CV22 HBL2615SW  4CV23 
30 6-30 2 3 2.0 250VAC |HBL2620SW  4CV27 HBL2621SW 4CV29 HBL2623SW  4CV30 — — 
x [14-30 3 4 2.0 125/250VAC |HBL2710SW 4CV35 HBL2711SW  4CV37 HBL2713SW  4CV38 HBL2715SW  4CV39 
-Phase 
20 L15-20 3 4 3.0 250VAC |HBL2420SW  4CT95 HBL2421SW  4CT97 HBL2423SW  4CT98 — — 
20 16-20 3 4 5.0 480VAC | HBL2430SW 4CV04 HBL2431SW  4CV06 HBL2433SW 4CV07 HBL2435SW 4008 
20. L21-20 4 5 2.0 120/208VAC |HBL2510SW  4CVi2 HBL2511SW  4CV14 HBL2513SW = 4CV15 — — 
30 15-30 3 4 3.0 250VAC |HBL2720SW 4CV43 HBL2721SW 4CV45 HBL2723SW 4CV46 HBL2725SW  4CV47 
30 16-30 3 4 10.0 480VAC | HBL2730SW 4CV51 HBL2731SW  4CV53 HBL2733SW 4CV54 — — 
30 L17-30 3 4 10.0 600VAC |HBL2740SW 4CV59 HBL2741SW  4CV61 HBL2743SW 4CV62 — — 
30 21-30 4 5 3.0 120/208VAC |HBL2810SW  4CV67 HBL2811SW 4CV69 HBL2813SW 4CV70 HBL2815SW  4CV71 
= = = ® 
390A Twist-Lock® Devices 
Box terminal with Allen-head threaded lug permits high clamping pressure on conductors without damaging ring Device Kellems 
. — the threads. Receptacles have zinc-plated steel nosepieces that cannot be distorted to mate with the wrong device. 
rp ase . Connectors and plugs have a super-tough, ribbed-nylon housing for superior impact/crush resistance and secure grip- 
ping. Stainless steel shroud on plugs protects plug blades from damage. 
RECEPTACLE CONNECTOR BODY PLUG FLANGED INLET 
No. of No. of Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Poles Wires Voltage Model No. Model No. Model No. Model No. 
Locking Devices 
2 125VAC CS6370  3D325 CS6360C  3D320 CS6361C  3D321 — — 
2 250VAC CS8269 3D332 CS8264C  3D330 CS8265C  3D331 — — 
j 2 3 480VAC CS8469  — 3D338 CS84640  3D336 CS8465C  —3D337 — — 
X 2 3 600VAC/250VDC | HBL3771  3D128 HBL3762C 3D123 HBL3763C 3D124 — — 
3 4 125/250VAC CS6369 3D324 CS6364C —3D322 CS6365C 3323 CS6375 —-3D326 
3 4 250VAC CS8369 —3D335 CS8364C 3333 CS8365C  3D334 CS8375 40208 
3 4 480VAC CS8169 3D329 CS8164C  3D327 CS8165C  3D328 CS8175 40206 
Connector Body 3 4 600VAC/250VDC | HBL7379  3D245 ¢ | HBL7764C 3D274 + | HBL3765C 3D126 — — 
No. 3D320 3 4 600VAC/250VDC | HBL3769  3D127 HBL3764C  3D125 HBL7765C  3D275 ¢ — — 
Marine-Rated Locking Devices 
2 3 125VAC HBL63CM70 3D980 HBL63CM60 3D975 HBL63CM61 3D976 HBL503NM 4D352 * 
- . 3 4 125/250VAC HBL63CM69 3D979 HBL63CM64 3D977 HBL63CM65 3D978 HBL504NM  4D353 
| igo ac 3 4 125/250VAC — — — — — — HBL504SS 3D982_f 
v ef @ 7 Mfr. Item 
Ee Description Model No. 
i 3 Accessories 
Plug Seal-Tite® Boot, Black, Elastomer Material Withstands UV Rays and Many Chemicals HBL//16C 3D27/2 
7 ee Connector Body Seal-Tite® Boot, Black, Elastomer Material Withstands UV Rays and Many Chemicals HBL/7/1/C 3D273 
eer” Receptacle Weatherproof Cast-Aluminum Cover for Single-Gang FS/FD Boxes HBL/7/70 3D276 
Plug Flanged Inlet Receptacle Weatherproof Thermoplastic Gray Cover for Single-Gang FS/FD Boxes HBL///4WO 3D277 
Receptacle Weatherproof Thermoplastic Yellow Cover for Single-Gang FS/FD Boxes HBL//7CM/4WO 3D280 
No. 3D321 No. 4D206 Box Cover for 4" Square or 2-Gang HBL50SC 2EAV1 
* Nonmetallic housing and cover. ¢ Stainless steel housing and cover. ¢ For replacement use only. 
338 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” ELECTRICAL 
Find the Ww. Find Solutions. Find Great Prices. Watertight Devices 


ay HUBBELL 
E = | CS => N Wiring Device-Kellems 


Watertight Devices 


Corrosion-resistant devices are suitable for dust-laden, damp, or wet (IP66) 
environments, including temporary submersion (IP67). Rated NEMA 4, 4X, 6, 
and 6P. UL Listed and CSA Certified. 


HUBBELL® 


Plugs and connectors feature keyed interior for easy installation and high 
conductivity brass termination. Also designed with Gotcha® ring and collaps- 
ible bushing strain relief. The strain relief nut seals on the body, eliminating 
areas of debris collection, and provides impact resistance. Unique cone seal 
prevents dirt and debris from collecting at cable entrance and adjusts to 
various cable ranges. All stainless steel hardware and corrosion-resistant 
connection points. 
















Hubbell 
Connector 
No. 39AW86 








Hubbell 
ERICSON® Receptacle 
Designed with antimicrobial additives, these watertight devices provide geod etleson Pius 
continual, long-lasting protection against the growth of bacteria, mold, mildew, pee ine gaia 
and fungi. These NSF/UL/CSA rated wiring devices can be used for new and 
existing installations, and are suitable for a wide range of applications. 
PLUG CONNECTOR RECEPTACLE WITH COVER 
NEMA No. of No. of Mfr. Item Mfr. Item Mfr. Item 
Amps Config. Poles Wires Voltage Color Brand Model No. Model No. Model No. 
Straight-Blade Devices 
15 5-15 2 3 125VAC Yellow Hubbell HBL14W47A 39AW17 HBL15W47A 39AW22 HBL60W47  39AW60 
15 5-15 2 3 125VAC Black Hubbell HBL14W47BK 39AW18 HBL15W47BK 39AW23 — — 
15 5-15 2 3 125VAC Yellow Ericson 1510-PW6P-AM —_ 40LNO2 1610-CW6P-AM —_ 40LNO5 — — 
15 6-15 2 3 250VAC Yellow Hubbell HBL14W49 39AW20 HBL15W49 39AW25 HBL60W49  39AW62 
15 6-15 2 3 250VAC Yellow Ericson 1514-PW6P-AM — 40LN15 1614-CW6P-AM  40LN19 — — 
20 5-20 2 3 125VAC Yellow Hubbell HBL14W33A 39AW16 HBL15W33A 39AW21 HBL60W33  39AW61 
20 5-20 2 3 125VAC Yellow Ericson 1512-PW6P-AM — 40LN18 1612-CW6P-AM  40LM99 — — 
20 6-20 2 3 250VAC Yellow Hubbell HBL14W48 39AW19 HBL15W48 39AW24 HBL6OW48  39AW63 
20 6-20 2 3 250VAC Yellow Ericson 1516-PW6P-AM  40LM93 1616-CW6P-AM 40LNO6 — — 
Locking Devices 
15 L5-15 2 3 125VAC Black Hubbell HBL24W47BK 39AW92 HBL25W47BK 39AW93 — — 
15 L5-15 2 3 125VAC Yellow Hubbell HBL24W47A 39AW26 HBL25W47A 39AW29 HBL65W47 39AW64 
15 [5-15 2 3 125VAC Yellow Ericson 1520-PW6P-AM _ 40LM89 1620-CW6P-AM  40LM94 — — 
15 L6-15 2 3 250VAC Yellow Hubbell HBL24W49 39AW27 HBL25W49 39AW30 HBL65W49  39AW65 
15 L6-15 2 3 250VAC Yellow Ericson 1522-PW6P-AM  40LN22 1622-CW6P-AM 40LM85 — — 
15 L7-15 2 3 277VAC Yellow Hubbell HBL24W34 39AW28 HBL25W34 39AW31 HBL65W34  39AW66 
15 L7-15 2 3 277VAC Yellow Ericson 1524-PW6P-AM  40LN13 1624-CW6P-AM 40LM90 — — 
20 [5-20 2 3 125VAC Black Hubbell HBL26W47BK 39AW95 HBL27W47BK 39AX03 — — 
20 L5-20 2 3 125VAC Yellow Hubbell HBL26W47 39AW32 HBL27W47 39AW39 HBL67W47 39AW67 
20 15-20 2 3 125VAC Yellow Ericson 2310-PW6P-AM —_ 40LN03 2410-CW6P-AM _ 40LM87 — — 
20 L6-20 2 3 250VAC Yellow Hubbell HBL26W48 39AW33 HBL27W48 39AW40 HBL67W48  39AW68 
20 L6-20 2 3 250VAC Yellow Ericson 2312-PW6P-AM _ 40LM86 2412-CW6P-AM _ 40LM97 — — 
20 L7-20 2 3 277VAC Yellow Hubbell HBL26W49 39AW34 HBL27W49 39AW41 HBL67W49  39AW69 
20 L7-20 2 3 277VAC Yellow Ericson 2314-PW6P-AM  40LNO04 2414-CW6P-AM _ 40LM96 — — 
20 L14-20 3 4 125/250VAC Yellow Hubbell HBL26W74 39AW35 HBL27W74 39AW42 HBL67W74  39AW73 
20 L14-20 3 4 125/250VAC Yellow Ericson 2320-PW6P-AM —_ 40LN12 2420-CW6P-AM —_40LN11 — — 
20 L15-20 3 4 250VAC Black Hubbell HBL26W75BK 39AW96 HBL27W75BK 39AX04 — — 
20 L15-20 3 4 250VAC Yellow Hubbell HBL26W75 39AW36 HBL27W75 39AW43 HBL67W75  39AW74 
20 L15-20 3 4 250VAC Yellow Ericson 2322-PW6P-AM  40LM91 2422-CW6P-AM  40LN20 — — 
20 L16-20 3 4 480VAC Yellow Hubbell HBL26W76 39AW37 HBL27W76 39AW44 HBL67W76 39AW75 
20 L16-20 3 4 480VAC Black Hubbell HBL26W76BK 39AW38 HBL27W76BK 39AW45 — — 
20 L16-20 3 4 480VAC Yellow Ericson 2324-PW6P-AM  40LNO8 2424-CW6P-AM  40LN17 — — 
20 L21-20 4 5 120/208VAC Black Hubbell HBL26W81BK 39AW98 HBL27W81BK 39AX06 — — 
20 L21-20 4 5 120/208VAC Yellow Hubbell HBL26W81 39AW97 HBL27W81 39AX05 — ~ 
20 L22-20 4 5 277/480VAC Yellow Hubbell HBL26W82 39AW99 HBL27W82 39AX07 — — 
20 L23-20 4 5 347/600VAC Yellow Hubbell HBL26W83 39AX01 HBL27W83 39AX08 — — 
20 Non-NEMA* 3 3 125/250VAC Yellow Hubbell HBL26W08 39AW85 HBL27W08 39AW84 HBL67W08  39AW90 
20 Non-NEMA* 4 4 120/208VAC Yellow Hubbell HBL26W09 39AW94 HBL27W09 39AX02 — — 
30 L5-30 2 3 125VAC Black Hubbell — = HBL29W47BK 39AX14 — — 
30 L5-30 2 3 125VAC Yellow Hubbell HBL28W47 39AW46 HBL29W47 39AW53 HBL69W47  39AW70 
30 L5-30 2 3 125VAC Yellow Ericson 2510-PW6P-AM _ 40LM88 2610-CW6P-AM  40LNO7 — — 
30 L6-30 2 3 250VAC Yellow Hubbell HBL28W48 39AW47 HBL29W48 39AW54 HBL69W48  39AW71 
30 L6-30 2 3 250VAC Yellow Ericson 2512-PW6P-AM  40LM95 2612-CW6P-AM  40LN16 — = 
30 L7-30 2 3 277VAC Yellow Hubbell HBL28W49 39AW48 HBL29W49 39AW55 HBL69W49 = 39AW72 
30 L7-30 2 3 277VAC Yellow Ericson 2514-PW6P-AM _ 40LN10 2614-CW6P-AM —_ 40LM82 — — 
30 L14-30 3 4 125/250VAC Yellow Hubbell HBL28W74 39AW49 HBL29W74 39AW56 HBL69W74  39AW76 
30 L14-30 3 4 125/250VAC Yellow Ericson 2520-PW6P-AM _—_—40LNO1 2620-CW6P-AM —_ 40LM83 — — 
30 L15-30 3 4 250VAC Yellow Hubbell HBL28W75 39AW50 HBL29W75 39AW57 HBL69W75  39AW77 
30 L15-30 3 4 250VAC Yellow Ericson 2522-PW6P-AM _ 40LN14 2622-CW6P-AM  40LM84 — — 
30 L16-30 3 4 480VAC Yellow Hubbell HBL28W76 39AW51 HBL29W76 39AW58 HBL69W76  39AW78 
30 L16-30 3 4 480VAC Black Hubbell HBL28W76BK 39AX09 — — — — 
30 L16-30 3 4 480VAC Yellow Ericson 2524-PW6P-AM 40LM92 2624-CW6P-AM  40LN09 — — 
30 L17-30 3 4 600VAC Yellow Hubbell HBL28W77 39AW52 HBL29W77 39AW59 HBL69W77  39AW79 
30 L17-30 3 4 600VAC Yellow Ericson 2526-PW6P-AM —_—40LN23 2626-CW6P-AM  40LM98 — — 
30 L18-30 4 4 120/208VAC Yellow Hubbell HBL28W78 39AW89 HBL29W78 39AW88 — — 
30 L18-30 4 4 120/208VAC Yellow Ericson 2530-PW6P-AM _ 40LN24 2630-CW6P-AM —_40LN21 — — 
30 L21-30 4 5 120/208VAC Yellow Hubbell HBL28W81 39AX10 HBL29W81 39AX15 — — 
30 L21-30 4 5 120/208VAC Black Hubbell HBL28W81BK 39AX11 HBL29W81BK 39AX16 — — 
30 L22-30 4 5 277/480VAC Yellow Hubbell HBL28W82 39AX12 HBL29W82 39AX17 — — 
30 L23-30 4 5 347/600VAC Yellow Hubbell HBL28W83 39AX13 HBL29W83 39AX18 — — 
30 Non-NEMA* 3 3 125/250VAC Yellow Hubbell HBL28W08 39AW87 HBL29W08 39AW86 HBL69W08  39AW91 
30 Non-NEMA* 4 4 120/208VAC Yellow Hubbell HBL28w09 39AW83 HBL29W09 39AW82 — — 


* Not UL Listed, for replacement use only. 
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Wiring Device-Kellems 


Hubbellock® Devices 


Spring-loaded safety shutter ejects plug if not 
properly locked into connector/receptacle; 









Receptacle Connector Body Plug shutter snuffs out arcs when devices are 
No. 3D017 No. 3D018 No. 3D019 connected or disconnected under load. Key/ 
rm detent ensures positive lock. UL Listed. 
RECEPTACLE CONNECTOR BODY PLUG 
No. of No. of Mfr. Item Mfr. Item Mfr. Item 
Amps Poles Wires Voltage Color Model No. Color Model No. Color Model No. 
Industrial Hubbellock 
20 2 3 125VAC — — _— _ — _— Black HBL23035B 3D553 
20/10/10 2 3 125VAC/DC, 250VDC, 480VAC) Black HBL23000G 3D026 Gray HBL23002GB 3D029 Gray HBL23005GB 3D031 
30 3 4 480VAC Black HBL20443 3D017 Red HBL20444B 3D018 Red HBL20445B 3D019 
30/20 3 4 600VAC/250VDC Black HBL20403 3D015 Black HBL21414B 5C993 Black HBL21415B 50994 
30/20 4 5 600VAC/250VDC Blue HBL25403 3D057 “tT Black HBL25414B 3D058 + Black HBL25415B 3D059 + 
60 3 4 600VAC Black HBL26410 3D079 Yellow HBL26418 3D080 Yellow HBL26419 3D081 
60 4 4] 600VAC Blue HBL26520 2AXH9 Blue HBL26516 3D083 Blue HBL26519 3D084 
Hospital Hubbellock 
20 2 3 125VAC — — _ — — _ Gray HBL23004HG 3D030 ** 
20 2 3 125VAC Black HBL23000HG + 3D027 # Gray HBL23001HGB 3D028 Gray HBL23014HGB 3D033 
50 2 3 250VAC Black HBL25503 3D061 — — _ Gray HBL25525 3D062 
Flanged Inlet 
30/20 3 4 600VAC/250VDC — — _ — — _ Gray HBL20418 3D505 + 
50 3 4 600VAC/250VDC _— — _ _— _— —_— Gray HBL3768 3D734 + 
50 3 4 600VAC/250VDC _— — _ — _— _— Gray HBL3775 3D735 
Accessories and Other Hubbellock Devices 
Weatherproof Plate for No. 3D015 (for FS/FD box mounting) Aluminum HBL20405 3D016 
Receptacle Box for Nos. 3D085 and 3D086 Only Aluminum HBL26401 3D076 
Adapter Plate, For Use with Receptacle Box No. 3D0/6 Aluminum HBL26402 2AXJ1 
45° Adapter for Receptacle Box No. 3D076 Aluminum HBL26404 3D078 
Explosionproof Plug with Epoxy Kit, 2-Pole, 3-Wire, 20A, 125V, Hospital Rated Gray HBL24312 3D051 


* Includes FS/FD indoor cover. ¢ 30A at GOOVAC, 20A at 250VDC. ¢ Includes lift cover. ** Epoxy filled. # Weatherproof plate for FS/FD box mounting available, use No. 60615, see page 310. 


S> BRYANT” 
IEC Nonmetallic Watertight Pin and Sleeve Devices 


Feature a tough, nylon housing that protects against cracking, warping, corrosion, and chemical abra- 











Connector sion. Neoprene sealing glands provide a water-tight seal. Solid brass pins provide contact reliability and 
No. 49YX81 superior conductivity. 
CONNECTOR PLUG RECEPTACLE 
Mfr. Item Mfr. Item Mfr. Item 
Amps _ Color Voltage Phase Model No. Model No. Model No. 
2 Pole, 3 Wire 
Plug ! 20 Blue 250VAC 1 — — 320P6W 8 49YX88 320R6W 49YY01 
No. 49YX91 ' 3 Pole, 4 Wire 
20 Red 480VAC 3 420C7W 49YX81 420P7W 49YX92 420R7W 49YY05 
30 Blue 250VAC 3 — — 430P9W 49YX94 — — 
30 Red A480VAC 3 430C7W 49YX82 430P7W 49YX93 430R7W 49YY06 
60 Blue 250VAC 3 460C9W 49YX85 460P9W 49YX97 460R9W 49YY08 
60 Red 480VAC a 460C7W 49YX84 BRY460P7W 49YX96 — — 
60 Black 600VAC ‘] 460C5W 49YX83 460P5W 49YX95 — — 
100 Orange 125/250VAC 1 — — 4100P12W 49YX89 | 4100R12W 49YY02 
100 Blue 250VAC i) BRY4100C9W 49YX80 4100P9W 49YX91 4100R9W 49YY04 
Receptacle 100 Red A480VAC 3 4100C7W 49YX79 4100P7W 49YX90 4100R7W 49YY03 
No. 49YY04 4 Pole, 5 Wire 
= 60 Blue 120/208VAC  3Y 560C9W 49YX87 560P9W 49YX99 560ROW 49YY11 
100 Blue 120/208VAC  3Y 5100C9W 49YX86 5100P9W 49YX98 5100R9W 49YY10 








No. No. 2XB45 


2XB50 
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Wiring Device-Kellems No. 2XB31 


Hubbell Single-Pole Connectors 


Nonmetallic retaining screw locks contacts in place so they don't move within the housing. Special screw thread prevents installation 180° out of rotation and 
requires fewer turns, reducing the chance of a conductive screw being substituted. Multiple guides ease cutting to correct cable size. Large raised alignment arrow 
eases mating of devices. (OOVAC/250VDC. Rated NEMA 3R, 4X and 12K. UL and C-UL Listed. 





FEMALE MALE 
Black Blue Green Red White Black Blue Green Red White 
Amps Cable Terminal Item Item Item Item Item Item Item Item Item Item 
AC/DC Range Connec. No. No. No. No. No. No. No. No. No. No. 
Connectors 
300AC/DC 6 to 2/0 Double Set Screw 2XB25 2XB26 2XB27 2XB28 2XB29 2XB30 2XB31 2XB32 2XB33 2XB34 
400AC/DC 2/0 to 4/0 Double Set Screw 2XB35 2XB36 2XB37 2XB38 2XB39 2XB40 2XB41 2XB42 2XB43 2XB44 
Receptacles 
400AC/DC 4 to 4/0 Double Set Screw 2XB50 2XB51 2XB52 2XB53 2XB59 2XB65 2XB66 2XB67 2XB68 2XB74 
400AC/DC N/A Threaded Stud 2XB54 2XB55 2XB56 2XB57 2XB58 2XB69 2XB70 2XB71 2XB72 2XB73 
Accessories 
Protective Caps for Connectors 2XB45 2XB46 2XB47 2XB48 2XB49 2XB60 2XB61 2XB62 2XB63 2XB64 
Snap Back Covers for Receptacles, Fits Male and Female 2XB75 2XB76 2XB77 2XB78 2XB79 2XB75 2XB76 2XB77 2XB78 2XB79 
340 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Pin & Sleeve Connectors 
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Receptacle 
No. 52940 


cone 


Wiring Device-Kellems 








Connector 
No. 52942 


: 
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No 


IEC Nonmetallic Watertight Pin and Sleeve Devices 


Non-metallic housings are non-conductive, color coded by voltage and impact- and corrosion-resistant. Patented mechanical cord grips secure both the 
cable jacket and internal conductors to help ensure stress free terminations. One piece all brass pins and multi-contact springs provide superior conductivity 


for long-term reliable connections. Individual neoprene glands provide IP67 watertight performance withstanding wet and harsh environments. Receptacle 


back boxes are also available; see page 342. 


Plug 


. 52941 





Inlet 
No. 3D765 





RECEPTACLE CONNECTOR PLUG INLET 
Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Amps Color Voltage Phase HP Model No. Model No. Model No. Model No. 
2-Pole, 3-Wire 
20 Yellow 125VAC 1 _— HBL320R4W 52930 HBL320C4W 52932 HBL320P4W 52931 HBL320B4W_ _—«1VCJ6 
20 Blue 200VAC 1 — HBL320R6W 52933 HBL320C6W 52935 HBL320P6W = 5 Z934 HBL320B6W ss 1VCJ7 
20 Red 480VAC 1 — HBL320R/W 1VCK1 HBL320C7W 1VCJ8 HBL320P7W _—-1VCJ9 HBL320B/W  _3D689 
30 Yellow 125VAC 1 — HBL330R4W 1VCK4 HBL330C4W ss 1VCK2 HBL330P4W —-1VCK3 HBL330B4W 3D694 
30 Blue 200VAC 1 2 HBL330R6W 6C150 HBL330C6W 60149 HBL330P6W —«6C 148 HBL330B6W —-1VCK5 
30 Red 480VAC 1 _ HBL330R/W 1VCK9 HBL330C7W —-1VCK7 HBL330P/W —_-1VCK8 HBL330B/W _1VCK6 
60 Yellow 125VAC 1 — HBL360R4W 1VCL3 HBL360C4W ~=—s- 3D 18 HBL360P4W ~~ AVCL2 HBL360B4W ——1VCL1 
60 Blue 250VAC 1 — HBL360R6W 3D122 HBL360C6W = 3D120 HBL360P6W ~—s 3D 121 HBL360B6W ——s1VCL4 
60 Red 480VAC 1 _ HBL360R/W 1VCL8 HBL360C7W _—«1VCL6 HBL360P/7W —_-1VCL7 HBL360B/W —_1VCL5 
100 Yellow 125VAC 1 _ HBL3100R4W 1VCJ2 HBL3100C4W 1VCH9 HBL3100P4W ~—1VCJ1 HBL3100B4W _1VCH8 
<P on = Blue 200VAC 1 15 HBL3100R6W 52922 HBL3100C6W  1VCJ4 HBL3100P6W 52923 HBL3100B6W = 1VCJ3 
-Pole, 4-Wire 
20 Orange 125/250VAC 1 — HBL420R12W 3D139 HBL420C12W —-6C151 HBL420P12W 60152 HBL420B12W  1VCN4 
20 Blue 200VAC 3 2 HBL420R9W 3D141 HBL420C9W  _3D136 HBL420P9W  3D138 HBL420B9W _1VCN3 
20 Red 480VAC 3 3 HBL420R/W 60126 HBL420C7W 52936 HBL420P7W —-6C125 HBL420B/W  3D/55 
20 Black 600VAC 3 1% HBL420R5W 3D140 HBL420C5W ~—s 3D 135 HBL420P5W ~—-3D137 HBL420B5W —_—«1VCN2 
30 Orange 125/250VAC 1 — HBL430R12W 3D151 HBL430C12W  3D144 HBL430P12W  3D149 HBL430B12W  1VCN5 
30 Blue 250VAC 3 3 HBL430R9W 52937 HBL430C9W 52939 HBL430P9W 52938 HBL430B9W _—-1VCN7 
30 Red 480VAC 3 (% HBL430R/W 52940 HBL430C7W 52942 HBL430P7W 52941 HBL430B/W  3D/65 
30 Black 600VAC a 10 HBL430R5W 3D152 HBL430C5W  —3D145 HBL430P5W  —3D150 HBL430B5W —_—-1VCN6 
60 Orange 125/250VAC 1 — HBL460R12W 60585 HBL460C12W _—_6C580 HBL460P12W 60584 HBL460B12W  3D154 
60 Blue 200VAC a 2 HBL460R9W 52913 HBL460C9W 52915 HBL460P9W 52914 HBL460B9W  3D156 
60 Red 480VAC 3 10 HBL460R/W 52916 HBL460C7W 52918 HBL460P/7W 52917 HBL460B/W _—-1VCN8 
60 Black 600VAC a 19 HBL460R5W 3D164 HBL460C5W ~—s 3D 157 HBL460P5W ~—-3D162 HBL460B5W ~— 3D 794 
100 Orange 125/250VAC 1 — HBL4100R12W 60557 HBL4100C12W 60553 HBL4100P12W 6C555 HBL4100B12W  3D129 
100 Blue 250VAC 3 10 HBL4100R9W 60558 HBL4100C9W 6C554 HBL4100P9W  6C556 HBL4100B9W  3D130 
100 Red 480VAC 3 30 HBL4100R/W 52925 HBL4100C7W 52927 HBL4100P7W 52926 HBL4100B/W 1VCN1 
- 100 Wi Black 600VAC 3 30 HBL4100R5W 3D133 HBL4100C5W = 3D131 HBL4100P5W_ ——-3D132 HBL4100B5W_ __1VCL9 
-Pole, 5-Wire 
20 Blue 120/208VAC oy % HBL520R9W 5C778 HBL520C9W 5C780 HBL520P9W _—*BC 779 HBL520B9W _—«1VCR3 
20 Red 2/7/480VAC 3Y a HBL520R/W 3D179 HBL520C7W —«1WVCR2 HBL520P7W ~—3D178 HBL520B/W _‘1VCR1 
20 Black 347/600VAC 3Y 1% HBL520R5W 1VCP9 HBL520C5W ~—s 3D 851 HBL520PoW —«1VCP8 HBL520B5W  —3D848 
30 Blue 120/208VAC 3Y 2 HBL530R9IW 1XC54 HBL530C9W —_1VCR9 HBLo530P9W ~— C781 HBLo530B9W _—-1VCR8 
30 Red 2/7/480VAC 3Y 1? — _ HBL530C7W ——-AIVCR7 HBL530P7W _—6C601 HBL530B/7W _1VCR6 
30 Black 347/600VAC BY 10 HBL530R5W 3D888 HBL530C5W ~—- 3D881 HBL530P5W ~~ 1VCR5 HBL530B5W ~~ 1VCR4 
60 Blue 120/208VAC oy 3 HBL560R9W 52919 HBL560C9W 52921 HBLo60P9W —5Z920 HBLo60B9W 30214 
60 Red 2/7/480VAC oY 10 HBL560R/W 3D217 HBL560C7W 1VCT6 HBL560P7W = 3D216 HBL560B/W ——1VCT5 
60 Black 34 7/600VAC 3Y ue HBL560R5W 1VCT4 HBLo560C5W —sAWCT2 HBL560P5W ——AVCT3 HBL560B5W 1VCT1 
100 Blue 120/208VAC oY. 10 HBL5100R9W 52928 HBL5100C9W  6C129 HBL5100P9W 52929 HBL5100B9W _6C591 
100 Red 2///480VAC 3Y 30 HBL5100R/W 1VCP6 HBL5100C7W ~~ 1VCP4 HBL5100P7W 1VCP5 HBL5100B/7W 1VCP3 
100 Black 347/600VAC 3Y 30 HBL5100R5W 1VCP2 HBL5100C5W ~—-1VCN9 HBL5100P5W ~-1VCP1 HBL5100B5W —3D835 
12) Red 240/415VAC 3Y — HBL5100R6WP 3D175 HBL5100C6WP =3D173 — _ HBL5100B6WP 1VCP7 
Replacement Parts and Accessories 
Watertight Cover Assembly, For Use With 20A Female Watertight Pin And Sleeve Devices CA420 40170 
Watertight Cover Assembly, For Use With 30A Female Watertight Pin And Sleeve Devices CA3430 4D169 
Watertight Cover Assembly, For Use With 60A Female Watertight Pin And Sleeve Devices CA60 40173 
Liquid Tight Adapter, For Use With 30A 5 Wire and all 60A Pin And Sleeve Devices SAC100 4D549 


coe 


Wiring Device-Kellems 


IEC Switch Rated Pin and Sleeve Devices 


The Advantage Series Switch-Rated Devices are IEC 60309-2 compatible devices that are approved as a discon- 


necting means for motor and branch circuits. These devices feature an oversized spring-loaded disconnect 
button, superior horsepower ratings and UL witnessed IP69k and UL Type 4X water ingress protection. 





No. 44ZD70 


CONNECTOR RECEPTACLE 

I. Item Mfr. Item 
Amps _ Color Voltage Phase HP Model No. Model No. ' 
2-Pole, 3-Wire : |) 
30 Yellow 125VAC 1 2 HBLS330C4W 44ZD70 HBLS330R4W 447ZD80 ; 
30 Blue 200VAC 1 5 HBLS330C6W 44ZD83 HBLS330R6W 442D72 
30 Red 480VAC 1 10 HBLS330C7W 44ZD60 HBLS330R/7W 44ZD67 
32 Yellow 125VAC | 2 HBLS332C4W 44ZD62 HBLS332R4W 447D64 
3-Pole, 4-Wire 
30 = Orange 125/250VAC 1 2 HBLS430C12W 44ZD73 HBLS430R12W 44Z7D61 
30 Blue 250VAC 2 10 HBLS430C9W 44ZD78 HBLS430R9W 447074 
30 Red 380/415VAC 3 1% HBLS430C6W 44ZD69 HBLS430R6W 44ZD59 No. 442ZD61 
30 Red 480VAC 2 20 HBLS430C7W 44ZD56 HBLS430R/7W 44ZD58 
30 Black 600VAC 3 30 HBLS430C5W 44ZD57 HBLS430R5W 442071 
32 Red 380/440VAC 1 10 HBLS432C3W 44ZD79 HBLS432R3W 442D76 
4-Pole, 5-Wire 
30 Blue 120/208VAC 3 10 HBLS530C9W 44ZD66 HBLS530R9W 44ZD68 ~S 
30 Red 240/415VAC 3 1% HBLS530C6W 44ZD63 HBLS530R6W 442D81 : . iJ 
30 Red 2///480VAC 3 20 HBLS530C7W 44ZD82 HBLS530R7W 44ZD65 “J _ Bet 
30 Black 34/7/600VAC 3 30 HBLS530C5W 44ZD77 HBLS530R5W 442D75 
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Pin & Sleeve Connectors 


i > >, Connector 


No. 5HJ20 
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Wiring Device-Kellems 


Type 4X Pin and Sleeve Devices 


Interchangeable with traditional all-metallic pin and sleeve devices built to UL 1686-C1. Insulgrip® pin and 
sleeve plugs and connectors have a metallic shroud to provide ground and protect pins, and a watertight, nonmetallic 
housing for corrosion resistance and electrical safety. Style | plugs and connectors ground through their metallic shroud, 
and receptacles are grounded via ground lug in the aluminum back box. Style Il devices have a dual-ground safety 
feature using dedicated ground pin. Receptacle back boxes available; see this page. Gray color. 














» . RECEPTACLE CONNECTOR PLUG 
/ y No. of No. of Mfr. Item Mfr. Item Mfr. Item 
J Amps Poles _ Wires Voltage Phase Model No. Model No. Model No. 
Receptacle ~ ~ Grounding Style 1 
No. 5HJ25 Yr 30 3 4 600VAC/250VDC 3 HBL430RS1W  5HJ24 HBL430CS1W  5HJ20 HBL430PS1W  5HJ22 
60 D) 3 600VAG/250VDC 1 HBL360RS1W  4TAD5 HBL360CS1W  4TAD2 HBL360PS1W  5HJ10 
60 3 4 600VAC/250VDC 3 HBL460RS1W  5HJ30 HBL460CS1W _5HJ26 HBL460PS1W  5HJ28 
60 4 5 600VAC/250VDC 3 HBL560RS1W  5HJ40 HBL560CS1W _5HJ38 HBL560PS1W 5HJ39 
100 3 4 600VAGC/250VDC 3 | HBL4100RSIW  5HJ18 HBL4100CS1W 4TAD6 HBL4100PS1W 5HJ16 
100 4 5 600VAC/250VDC 3 | HBL5100RS1W  5HJ34 HBL5100CS1W  5HJ32 HBL5100PS1W  5HJ33 
Grounding Style 2 
30 3 4 600VAC/250VDC 3 HBL430RS2W  5HJ25 HBL430CS2W  5HJ21 HBL430PS2W  5HJ23 
a 60 2 3 600VAC/250VDC 1 HBL360RS2W  5HJ13 HBL360CS2W  4TAD3 HBL360PS2W  4TAD4 
g 60 3 4 600VAC/250VDC 3 HBL460RS2W  5HJ31 HBL460CS2W  5HJ27 HBL460PS2W  5HJ29 
No. 5HJ23 100 i] 3 600VAC/250VDC 1 HBL3100RS2W  5HJ01 HBL3100CS2W  4TAC9 HBL3100PS2W  4TAD1 
3 4 600VAC/250VDC 3 | HBL4100RS2W 5HJ19 HBL4100CS2W  5HJ15 HBL4100PS2W  5HJ17 


Circuit-Lock Watertight 
Mechanical Interlock Devices 


= Lockable in Off position 

= UL Type 4X, 12K watertight enclosures 

= Use appropriate Class J time-delay fuse (see page 180) 

Space-saving, nonmetallic units incorporate disconnect and receptacle. 

Meets NEC requirement for a separate disconnect means within sight of 

motor loads. Arc protection: The devices cannot be turned on without the 
@ | proper plug fully inserted, and with power On, the plug cannot be removed. Noe- 32147 


cone 


Wiring Device-Kellems 





Boxes for Pin and Sleeve _ 


Receptacles and inlets No. of No. of Accepts Mfr. Item 
Wiring Device-Kellems imps 4 gales - tultes HP Voltage Phase Plug No. Model No. 
= eries, Fuse 
Nonmetallic models are high-grade thermoplastic; they resist chemi 4 15 AB0VAC 3 57044 HBL430MIF7W 3D 147 
cals, abuse, and UV rays, and meet NEMA Type 4X when installed with 60 3 4 30 A80VAC 3 52917 HBL460MIF7W  3D160 
watertight conduit hub. Metallic models are cast-aluminum with gray HEC 309 Serles, Honfused SONSANUAC acs —-HBLASOMT SW "ATU 
enamel paint for corrosion resistance. 50 3 4 5 >50VAC 3 3D138 HBL420MIOW 1TJZ4 
Mfr. Item 20 3 4 10 480VAC 3 60125 HBL420MI/W 1TJZ3 
Amps Item Material Angle Hub Model No. 20 a 4 10 600VAC a SUITS HBL420MI5W 1TJZ5 
For Standard, IEC 309 Series* 30 3 4 3 120/240VAC 3 3D149 HBL430M112W 21XL21 
20/30 Angle Back Box Metallic To Yq" BB201W 60127 30 a 4 to 250VAC 3 92938 HBL430MI9W 60574 
20/30 Angle Back Box Metallic _15° il BB30iW 6C128 30 3 4 15 480VAC 3 57941 HBL430MI7W 6C573 
20/30 Angle Back Box Nonmetallic 15° 1" BB2030N 4CT37 30 3 4 20 600VAC 3 3D150 HBL430MI5W 60572 
20/30 Angle Adapter Box Aluminum __- — — __AA2030PS 3D301 30 4 5 15 480VAG 4] 66601 HBL530MI7W 21XL25 
60 Angle Back Box Metallic 15° 1% BBGOTW_ 60130 60 3 4 75 120/240VAC 3 60584 HBL460MI12W _—-21XL22 
60 Angle Back Box —_ Nonmetallic 15° 1% BBOON _4CT38 60 a 4 15 >50VAC . 57914 HBL460MIOW EAU 
60/100 _4-Way Angle Back Box___ Metallic = 15° 12" FW60/100 60640 60 3 4 30 A80VAC 3 57917 HBL460MI7W 6C582 
100/125 Angle Back Box Metallic To 1%" BB1001W 60131 60 3 4 40 600VAG 5 30162 HBL460MI5W 60581 
100/125 Angle Back Box Nonmetallic 15° 1 BB100N  4CT36 60 4 5 15 120/208VAG 3 57920 HBL560MIOW 6C609 
For Killark®, VersaMate®: and Hubbell®, Insulgrip®, NEC Devicest 60 4 5 40 347/600VAC 3 a HBL560MI5W 6C608 
30 Angle Back Box __Metallic_ 15° 4" MBSQ1W ora i003 415 120/240VAC 160555. HBL4100MI12W 21XL19 
20 RET a a I i003 4 D50VAC 36556 HBL4100MI9W 2EAUS 
30 Back Box Metallic Straight 34" MB303W  5HJ43 
60/100 4-Way Angle Back Box Metallic 15° 114" MB601002W 5HJ45 100s 4 30 480VAC 392926 IBLATOOMI7W_ ACT 27 
60/100 4-Way Angle Back Box Metallic 15° 1%" MB601003W 5HJ46 1003 4 20 6OO0VAC 3 3D132 HBL4100MISW___21XL20 
60/100 4-Way Angle Back Box Metallic 15° 2" MB601004W 5HJ47 Visalia 1 686 Sacias rics 4 290VAC 3 92929 HBLOTOOMISW 21XL24 
60/100 Angle Back Box Metallic 15° 1%" MB601006W 5HJ48 ’ 
60/100 finale Back Box Metallic 15° 114" MB601007W 5HJ49 30 3 4 20 600VAC/250VDC 3 9HJ23 HBL430MIFS2W 1TJZ7 
60 Angle Back Box Metallic Tae 1" MB601W  5HJ51 60 3 4 50 600VAC/250VDC 3 5HJ29 HBL460MIFS2W 1TJZ8 
60 Angle Back Box Metallic 15° 1%"  MB602W  5HJ52 Insulgrip UL1686 Series, Nonfused 
60 Back Box Metallic Straight 1° MB604W = 5HJ54 30 3 4 20 600VAC/250VDC a 5HJ23 HBL430MIS2W 1TJZ9 
* See page 341 for IEC 309 Series. ¢ See this page for NEC devices. 60 3 4 90 ___ 600VAG/250VDC 3 OH29_— IBLAGOMIS2W____TTKA 


Safety-Shroud 


7S 
Receptacle, Twist-Locks® 





R ec ept ac ] e . Wiring ort 
Surface Semi Flush Molded thermoplastic shrouds eliminate 
Mount Mount any possible user contact with energized 
Plug No. 4CV49 No. 4CV50 = partially connected plugs, and keep 
No. 4CV28 blades from bending. 
Angle Receptacle 
No. 4CV48 ANGLE RECEPTACLE, RECEPTACLE, RECEPTACLE, 
FLUSH MOUNT SURFACE MOUNT SEMI FLUSH MOUNT 
NEMA No.of No. of Mfr. Item Mfr. Item Mfr. ltem Mfr. Item 
ames Config. Poles Wires HP Voltage Model No. Model No. Model No. Model No. 
-Pnase 
20 5-20 2 3 1.0 125VAC HBL2311S  4CT64 HBL2310AR 4CT60 HBL2310SR  4CT61 HBL2310SR2 4CT62 
20 16-20 2 2.0 250VAC HBL2321S  4CT72 HBL2320AR 4CT68 HBL2320SR  4CT69 HBL2320SR2 4CT70 
20 114-20 3 4 2 Line to Line, 1 Line to Neutral — 125/250VAC HBL2411S  4CT88 — — HBL2410SR  4CT85 — — 
30 L5-30 2 3 1.0 125VAC HBL2611S  4CV20 HBL2610AR 4CV17 HBL2610SR  4CV18 = = 
30 L6-30 2 3 2.0 250VAC HBL2621S  4CV28 HBL2620AR 4CV24 HBL2620SR  4CV25 HBL2620SR2 4CV26 
30 114-30 3 4 2.0 125/250VAC HBL2711S  4CV36 HBL2710AR 4CV32 HBL2710SR  4CV33 HBL2710SR2 4CV34 
3-Phase 
20 115-20 3 4 3.0 250VAC HBL2421S  4CT96 HBL2420AR 4CT92 HBL2420SR 4CT93 HBL2420SR2 4CT94 
20 116-20 3 4 5.0 A80VAC HBL2431S  4CV05 HBL2430AR 4CVO1 HBL2430SR  4CV02 HBL2430SR2 4CV03 
20 121-20 4 5 2.0 120/208VAC HBL2511S  4CV13 HBL2510AR 4CVO09 HBL2510SR  4CV10 — — 
30 15-30 3 4 3.0 250VAC HBL2721S  4CV44 HBL2720AR 4CV40 HBL2720SR 4CV41 HBL2720SR2 4CV42 
30 116-30 3 4 10.0 A80VAC HBL2731S  4CV52 HBL2730AR 4CV48 HBL2730SR  4CV49 HBL2730SR2  4CV50 
30. Liv-00 3 4 10.0 600VAC HBL2741S  4CV60 ane — HBL2740SR  4CV57 HBL2740SR2 4CV58 
30 21-30 4 5 3.0 120/208VAC HBL2811S  4CV68 HBL2810AR 4CV64 HBL2810SR  4CV65 = — 
342 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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“> Southwire 
Building Wire 

= PVC insulation with nylon jacket 
= Rated for 600V 


This wire carries electrical current from a power source to a device in a building, such as an outlet 
or light fixture. Building wire is typically used to run new circuits or extend old circuits inside walls 
and ceilings in commercial, industrial, and residential properties. Solid conductors are tougher and 
more rigid than stranded. Stranded conductors are more flexible than solid and can withstand 
vibrations and flexing. THHN (thermoplastic high-heat-resistant nylon) building wire is a coated wire 
typically run through conduit or cable trays. XHHW (cross-linked polyethylene high-heat-resistant 
water-resistant) building wire is a coated wire typically run through raceways. 
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Wire Jacket Item Wire Jacket Item Wire Jacket Item Wire Jacket Item 

Size Color L No. Size Color L No. Size Color L No. Size Color L No. 
THHN Building Wire 12 AWG White 500 ft. 2W284 4 AWG Black 500 ft. 52ZG91 12 AWG Green 100 ft. 4WYW6 
Stranded 12 AWG White 1000 ft. 38NF52 4 AWG Blue 500 ft. 4WZP2 12 AWG Green 500 ft. 4W197 
14 AWG Beige 500 ft. 4WZD1 12 AWG White 2500 ft. 4WZF4 4 AWG Brown 500 ft. 4WZP4 12 AWG Green 1000 ft. 38NF46 
14 AWG Beige 2500 ft. 4WZE4 12 AWG Yellow 500 ft. 4W013 4 AWG Green 500 ft. 4WZP3 12 AWG Green 2500 ft. AWYX6 
14 AWG Black 5Oft. 5FZY1 12 AWG Yellow 1000 ft. 55CX56 4 AWG Orange 500 ft. 4WZP5 12 AWG Orange 500 ft. 5C977 
14 AWG Black 100 ft. 4WZC4 12 AWG Yellow 2000 ft. 55CX64 4 AWG Red 500 ft. 4WZN9 12 AWG Orange 2500 ft. 4WYX8 
14 AWG Black 500 ft. 6X794 12 AWG Yellow 2500 ft. 4WZF6 4 AWG White 500 ft. 4WZN8 12 AWG Pink 500 ft. 4WYW7 
14 AWG Black 2500 ft. AWZD2 10 AWG Black 50 ft. 31HKO2 4 AWG Yellow 500 ft. 4WZP1 12 AWG Pink 2500 ft. A4WYY1 
14 AWG Blue 500 ft. 6X797 10 AWG Black 100 ft. 4W2ZH1 3 AWG Black 500 ft. 5ZG90 12 AWG Purple 500 ft. 4WYW8 
14 AWG Blue 2500 ft. 4AWZD6 10 AWG Black 500 ft. 4Ww008 3 AWG Blue 500 ft. 4WZP8 12 AWG Purple 2500 ft. 4WYY2 
14 AWG Brown 500 ft. 5C982 10 AWG Black 1250 ft. 55CX67 3 AWG Green 500 ft. 4WZP9 12 AWG Red 50 ft. 5FZX9 
14 AWG Brown 2500 ft. 4WZD8 10 AWG Black 2500 ft. 4WZH8 3 AWG Red 500 ft. 4WZP7 12 AWG Red 100 ft. 4WYW5 
14 AWG Gray 500 ft. 5C984 10 AWG Black/White 1250 ft. 55CX71 3 AWG White 500 ft. 4WZP6 12 AWG Red 500 ft. 4W194 
14 AWG Gray 2500 ft. 4WZE1 10 AWG Blue 500 ft. 4WwW011 2 AWG Black 500 ft. 5ZG89 12 AWG Red 1000 ft. 38NF45 
14 AWG Green 5Oft. 5FZY4 10 AWG Blue 1250 ft. 55CX69 2 AWG Blue 500 ft. 4AWZR3 12 AWG Red 2500 ft. 4WYX3 
14 AWG Green 100 ft. 4WZC7 10 AWG Blue 2500 ft. 4WZJ3 2 AWG Brown 500 ft. 4WZR5 12 AWG White 5Oft. 5FZX8 
14 AWG Green 500 ft. 2W407 10 AWG Blue/White 1250 ft. 55CX72 2 AWG Green 500 ft. 4WZR4 12 AWG White 100 ft. 4WYW4 
14 AWG Green 2500 ft. 4WZD7 10 AWG Brown 500 ft.  5C988 2 AWG Red 500 ft. 4AWZR2 12 AWG White 500 ft. 4Ww192 
14 AWG Orange 500 ft.  5C983 10 AWG Brown 2500 ft. 4WZJ5 2 AWG White 500 ft. 4WZR1 12 AWG White 1000 ft. 38NF48 
14 AWG Orange 2500 ft. 4WZD9 10 AWG Gray 500 ft.  5C990 1 AWG Black 500 ft. 5ZG88 12 AWG White 2500 ft. AWYX2 
14 AWG Pink 500 ft. 4WZC8 10 AWG Gray 2500 ft. 4WZJ7 1 AWG Red 500 ft. 4WZR7 12 AWG Yellow 500 ft. 4W195 
14 AWG Pink 2500 ft. 4WZE2 10 AWG Green 50 ft. 31HK04 1 AWG White 500 ft. 4WZR6 12 AWG Yellow 2500 ft. AWYX4 
14 AWG Purple 500 ft. 4WZC9 10 AWG Green 100 ft. 4WZH4 1/0 Black 500 ft. 5ZG92 10 AWG Black 50ft. 4WYY4 
14 AWG Purple 2500 ft. 4WZE3 10 AWG Green 500 ft. 4Ww012 1/0 Green 500 ft. 4W2ZT1 10 AWG Black 100 ft. 4WYY8 
14 AWG Red 5Oft. 5FZY3 10 AWG Green 1250 ft. 55CX73 1/0 White 500 ft. 4WZR9 10 AWG Black 500 ft. 3ZK45 
14 AWG Red 100 ft. 4WZC6 10 AWG Green 2500 ft. 4WZJ4 2/0 Black 500 ft. 5ZG93 10 AWG Black 2500 ft. 4WZA2 
14 AWG Red 500 ft. 6X795 10 AWG Green/Yellow 1250ft. 55CX74 2/0 Green 500 ft. 4WZT2 10 AWG Blue 500 ft. 4WYZ4 
14 AWG Red 2500 ft. 4WZD4 10 AWG Orange 500 ft. 5C989 3/0 Black 500 ft.  5ZG94 10 AWG Blue 2500 ft. 4WZAG 
14 AWG White 5Oft. 5FZY2 10 AWG Orange 1250 ft. 55CX75 4/0 Black 500 ft. 5ZG95 10 AWG Brown 500 ft. 4WYZ5 
14 AWG White 100 ft. 4WZC5 10 AWG Orange 2500 ft. AWZJ6 4/0 Green 500 ft. 4WZT3 10 AWG Brown 2500 ft. 4WZA8 
14 AWG White 500 ft. 6X793 10 AWG Pink 500 ft. 4WZH5 250 Black 500 ft. 52696 10 AWG Gray 500 ft. 4WYZ7 
14 AWG White 2500 ft. 4WZD3 10 AWG Pink 1250 ft. 55CX78 MCM 10 AWG Gray 2500 ft. 4WZC1 
14 AWG Yellow 500 ft. 6X796 10 AWG Pink 2500 ft. AWZJ8 Solid 10 AWG Green 50 ft. 4WYY7 
14 AWG Yellow 2500 ft. 4WZD5 10 AWG Purple 500 ft. 4WZH6 14 AWG Beige 2500 ft. 4WYV8 10 AWG Green 100 ft. AWYZ2 
12 AWG Beige 500 ft. 4AWZF2 10 AWG Purple 1250 ft. 55CX77 14 AWG Black 50 ft.  5FZX3 10 AWG Green 500 ft.  3ZK48 
12 AWG Beige 2500 ft. 4WZG5 10 AWG Purple 2500 ft. 4WZJ9 14 AWG Black 100 ft. 4WYU2 10 AWG Green 2500 ft. AWZA7 
12 AWG Black 50 ft. 5FZY5 10 AWG Red 50 ft. 31HKO5 14 AWG Black 500 ft. 4W187 10 AWG Orange 500 ft. 4WYZ6 
12 AWG Black 100 ft. 4WZE5 10 AWG Red 100 ft. 4WZH3 14 AWG Black 2500 ft. 4WYU6 10 AWG Orange 2500 ft. 4AWZA9 
12 AWG Black 500 ft. 2W285 10 AWG Red 500 ft. 4Ww009 14 AWG Blue 500 ft. 4W190 10 AWG Pink 500 ft. 4WYZ8 
12 AWG Black 1000 ft. 38NF51 10 AWG Red 1250 ft. 55CX68 14 AWG Blue 2000 ft. 4WYV1 10 AWG Pink 2500 ft. 4WZC2 
12 AWG Black 2500 ft. 4WZF3 10 AWG Red 2500 ft. 4W2ZJ1 14 AWG Brown 500 ft. 5C973 10 AWG Purple 500 ft. 4WYZ9 
12 AWGBlack/Green/White 350ft. 38NF44* 10AWG White 50 ft. 31HK03 14 AWG Brown 2500 ft. 4WYV3 10 AWG Purple 2500 ft. 4WZC3 
12 AWG — Black/White 2000 ft. 55CX59 10 AWG White 100 ft. 4WZH2 14 AWG Gray 500 ft.  5C975 10 AWG Red 50 ft. 4WYY6 
12 AWG Blue 500 ft. 4w014 10 AWG White 500 ft. 4W007 14 AWG Gray 2500 ft. 4WYV5 10 AWG Red 100 ft. 4WYZ1 
12 AWG Blue 1000 ft. 55CX58 10 AWG White 1250 ft. 55CX70 14 AWG Green 50 ft. 5FZX6 10 AWG Red 500 ft. 3ZK47 
12 AWG Blue 2500 ft. 4WZF7 10 AWG White 2500 ft. 4WZH9 14 AWG Green 100 ft. 4WYU5 10 AWG Red 2500 ft. 4WZA4 
12 AWG Blue/White 2000 ft. 55CX61 10 AWG Yellow 500 ft. 4W010 14 AWG Green 500 ft. 4W191 10 AWG White 50ft. 4WYY5 
12 AWG Brown 500 ft. 5C985 10 AWG Yellow 1250 ft. 55CX76 14 AWG Green 2500 ft. 4WYV2 10 AWG White 100 ft. 4WwYY9 
12 AWG Brown 1000 ft. 55CX54 10 AWG Yellow 2500 ft. 4WZJ2 14 AWG Orange 500 ft. 50974 10 AWG White 500 ft. 3ZK46 
12 AWG Brown 2500 ft. 4W2ZF9 8 AWG Black 100 ft. 4WZK2 14 AWG Orange 2500 ft. 4WYV4 10 AWG White 2500 ft. 4WZA3 
12 AWG Gray 500 ft. 5C987 8 AWG Black 500 ft. 3ZK50 14 AWG Pink 500 ft. 4WYV9 10 AWG Yellow 500 ft. 4WYZ3 
12 AWG Gray 1000 ft. 55CX57 8 AWG Blue 500 ft. 4WZK8 14 AWG Pink 2500 ft. 4WYV6 10 AWG Yellow 2500 ft. 4WZA5 
12 AWG Gray 2500 ft. AWZG2 8 AWG Brown 500 ft. 4WZL1 14 AWG Purple 900 ft. 4WYW1 XHHW Building Wire 
12 AWG Green 50 ft. 5FZY8 8 AWG Gray 500 ft. 4WZL3 14 AWG Purple 2500 ft. 4WYV7 Stranded 
12 AWG Green 100 ft. 4WZE8 8 AWG Green 100 ft. 55CX52 14 AWG Red 50 ft. 5FZX5 14 AWG Black 500 ft. 55CW97 
12 AWG Green 500 ft. 2W406 8 AWG Green 500 ft. 4WZK9 14 AWG Red 100 ft. 4WYU4 14 AWG Blue 500 ft. 55CX01 
12 AWG Green 1000 ft. 38NF50 8 AWG Orange 500 ft. 4WZL2 14 AWG Red 500 ft. 4W188 14 AWG Brown 500 ft. 55CX05 
12 AWG Green 2500 ft. 4WZF8 8 AWG Purple 500 ft. 4WZL4 14 AWG Red 2500 ft. 4WYU8 14 AWG Green 500 ft. 55Cx02 
12 AWG Green/Yellow  2000ft. 55CX62 8 AWG Red 100 ft. AWZK4 14 AWG White oO ft. SFZX4 14 AWG Orange 500 ft. 55CX04 
12 AWG Orange 500 ft. 5C986 8 AWG Red 500 ft. 4WZK6 14 AWG White 100 ft. 4WYU3 14 AWG Red 500 ft. 55CW99 
12 AWG Orange 1000 ft. 55CX55 8 AWG White 100 ft. 4WZK3 14 AWG White 500 ft. 4W186 14 AWG White 500 ft. 55CW98 
12 AWG Orange 2000 ft. 55CX63 8 AWG White 500 ft. 4WZK5 14 AWG White 2900 ft. 4WYU7 14 AWG Yellow 500 ft. 55CX03 
12 AWG Orange 2500 ft. 4WZG1 8 AWG Yellow 500 ft. 4WZK7 14 AWG Yellow 500 ft. 4W189 12 AWG Black 500 ft. 55CX06 
12 AWG Pink 500 ft. 4W2ZE9 6 AWG Black 100 ft. 4WZL5 14 AWG Yellow 2500 ft. 4WYU9 12 AWG Blue 500 ft. 55CX09 
12 AWG Pink 2000 ft. 55CX66 6 AWG Black 500 ft. 32ZK49 12 AWG Beige 2500 ft. A4WYY3 12 AWG Brown 500 ft. 55CX13 
12 AWG Pink 2500 ft. 4WZG3 6 AWG Blue 500 ft. 4AWZN2 12 AWG Black OO ft. 5FZX7 12 AWG Green 500 ft. 55CX10 
12 AWG Purple 500 ft. 4W2ZF1 6 AWG Brown 500 ft. 4WZN4 12 AWG Black 100 ft. 4WYWS3 12 AWG Orange 500 ft. 55CX12 
12 AWG Purple 2000 ft. 55CX65 6 AWG Gray 500 ft. 4WZN6 12 AWG Black 500 ft. 4W193 12 AWG Red 500 ft. 55CX08 
12 AWG Purple 2500 ft. 4WZG4 6 AWG Green 100 ft. 55CX53 12 AWG Black 1000 ft. 38NF47 12 AWG White 500 ft. 55CX07 
12 AWG Red 5Oft. 5FZY7 6 AWG Green 500 ft. 4WZN3 12 AWG Black 2500 ft. 4WYX1 12 AWG Yellow 500 ft. 55CX11 
12 AWG Red 100 ft. 4WZE7 6 AWG Orange 500 ft. 4WZN5 12 AWGBlack/Green/White 350 ft. 38NF43* 10AWG Black 500 ft. 55CX14 
12 AWG Red 500 ft. 2W286 6 AWG Purple 500 ft. 4WZN7 12 AWG Blue 500 ft. 4W196 10 AWG Blue 500 ft. 55CX17 
12 AWG Red 1000 ft. 38NF49 6 AWG Red 100 ft. 4WZL7 12 AWG Blue 2500 ft. 4WYX5 10 AWG Brown 500 ft. 55CX21 
12 AWG Red 2500 ft. 4WZF5 6 AWG Red 500 ft. 4WZL9 12 AWG Brown 500 ft. 5C976 10 AWG Green 500 ft. 55CX18 
12 AWG Red/White 2000 ft. 55CX60 6 AWG White 100 ft. 4WZL6 12 AWG Brown 2500 ft. 4WYX7 10 AWG Orange 500 ft. 55CX20 
12 AWG White 5Oft. 5FZY6 6 AWG White 500 ft. 4WZL8 12 AWG Gray 500 ft.  5C978 10 AWG Red 500 ft. 55CX16 
12 AWG White 100 ft. 4WZE6 6 AWG Yellow 500 ft. 4WZN1 12 AWG Gray 2500 ft. 4WYX9 10 AWG White 500 ft. 55CX15 
* Number of Conductors: 3 12 AWG Green 00 ft. oFZYO 10 AWG Yellow 500 ft. 55CX19 
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ELECTRICAL 
Wire & Cable 





CAROL. 
BRAND 


Bus Drop and Tray Cable 


These are service cords that connect a power supply 
to a machine or device. They have two or more insu- 
lated conductors and a protective jacket that resists 
abrasion, water, sunlight, and lubricants. Bus drop 
cable is typically used as a branch connection from a 
ceiling cable. Tray cable is primarily used for wiring 
installations in open-air raceways and trays. 


Jacket 


Color 


Wire 
Color 


Bus Drop Cable Type, PVC Jacket Material 


3 Conductors 
14 AWG 
12 AWG 
10 AWG 
8 AWG 
6 AWG 
4 AWG 
2 AWG 


Gray 
Gray 
Gray 
Gray 
Gray 
Gray 
Gray 


Black, Red, White 
Black, Red, White 
Black, Red, White 
Black, Red, White 
Black, Red, White 
Black, Red, White 
Black, Red, White 


TC Cable Type, PVC Jacket Material 


3 Conductors 
12 AWG 
8 AWG 
6 AWG 
4 AWG 
2 AWG 
2/0 


Black 
Black 
Black 
Black 
Black 
Black 


Black with White Numbers 
Black with White Numbers 
Black with White Numbers 
Black with White Numbers 
Black with White Numbers 
Black with White Numbers 


TC - ER Cable Type, XLPE/PVC Jacket Material 


2 Conductors 


10 AWG 
3 Conductors 
14 AWG 
12 AWG 
10 AWG 
4 Conductors 
14 AWG 
12 AWG 
10 AWG 
5 Conductors 


12 AWG 


10 AWG 
7 Conductors 


CAROL. 
BRAND 


Black 
Black 


Black 
Black 
Black 


Black 
Black 
Black 


Black 
Black 
Black 


Black 


Black, Blue, Brown, Orange, Red, Red/Black, Yellow 


Hookup Wire 


» PVC insulation 


= Stranded conductor design 


Small- to medium-gauge insulated wire used 
to make internal connections inside enclosed 
electrical or electronic devices. It resists acids, 
oils, and moisture. 


Wire 


Size 
300 V, CSA TR-64, UL 1007, 
24 AWG 


24 AWG 
24 AWG 
24 AWG 
22 AWG 
22 AWG 
22 AWG 
22 AWG 
22 AWG 
22 AWG 
22 AWG 
20 AWG 
20 AWG 
20 AWG 
20 AWG 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
16 AWG 
16 AWG 


16 AWG W 
600 V, CSA TEW, UL 1015 Desi 
20 AWG 


20 AWG 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
16 AWG 
16 AWG 
14 AWG 
14 AWG 
14 AWG 
14 AWG 


344 


GRAINGER. 


TTT 


Black, Red 
Black, Red 


Black, Red, White 
Black, Red, White 
Black, Red, White 


Black, Blue, Orange, Red 
Black, Blue, Orange, Red 
Black, Blue, Orange, Red 


Black, Blue, Orange. Red, Yellow 
Black, Blue, Orange. Red, Yellow 
Black, Blue, Orange. Red, Yellow 


Jacket 
Color L 
UL 1569 Designation 
Black 100 ft 
Blue 100 ft 
Red 100 ft 
Yellow 100 ft 
Black 100 ft 
Blue 100 ft 
Green 100 tt 
Orange 100 tt 
Red 100 ft 
White 100 ft 
Yellow 100 ft 
Black 100 ft 
Blue 100 ft 
Red 100 ft 
White 100 ft 
Black 100 ft 
Blue 100 ft 
Orange 100 tt 
Red 100 ft 
White 100 ft 
Yellow 100 ft 
Black 100 ft 
Red 100 ft 
hite 100 ft 
gnation 
Blue 100 ft 
Red 100 ft 
Black 100 ft 
Blue 100 ft 
Red 100 ft 
White 100 ft 
Blue 100 ft 
White 100 ft 
Green 100 ft 
Red 100 ft 
White 100 ft 
Yellow 100 ft 





No. 1YPX1 


L 


200 ft 
200 ft 
200 ft 
200 ft 
200 ft 
200 ft 
200 ft 


900 ft 
900 ft 
900 ft 
900 ft 
900 ft 
900 ft 


900 ft 
900 ft 


900 ft 
900 ft 
900 ft 


900 ft 
900 ft 
900 ft 


900 ft 
900 ft 
900 ft 


900 ft 


No. 5ZDK9 


Nominal 
0.D. 


0.06 in 
0.06 in 
0.06 in 
0.06 in 
0.06 in 
0.06 in 
0.06 in 
0.06 in 
0.06 in 
0.06 in 
0.06 in 
0.07 in 
0.07 in 
0.07 in 
0.07 In 
0.08 in 


wh) eek ek) kh) sh  * 





Item 
No. 


1YPX1 
3ZK69 
3ZK68 
1YPX2 
1YPX3 
4DPE3 
A4DPE4 


1UNG9 
1UNH2 
1UNH3 
1UNH5 
1UNH6 
1UNH4 


4DNW7 
4DNX8 


4DNW8 
A4DNX4 
4DNX9 


4DNW9 
A4DNX5 
4DNY1 


4DNX1 
ADNX6 
ADNY2 


ADNX2 





Item 
No. 


oZDE4 
oZDFO 
0ZDE6 
oZDE8 
oZDF1 
oZDF7 
oZDF6 
oZDF4 
oZDF3 
oZDF2 
oZDFO 
oZDF8 
0ZDG4 
9ZDG0 
oZDF9 
9ZDG5 
0ZDH1 
9ZDG8 
oZDG7 
9ZDG6 
9ZDG9 
9ZDH2 
0ZDH4 
oZDH3 


oZDJ5 
9ZDJ1 
9ZDJ6 
9ZDK2 
9ZDJ8 
9ZDJ7 
9ZDK9 
oZDK4 
9ZJL6 
oZJL3 
oZJL2 
oZJL5 


cabal. cS Southwire’ 


Scan. Order. Done. 
Details on page A1. 


Machine Tool Wire 


# PVC insulation 


= Rated for 600V 


= Stranded conductor design 
This wire is typically used in the 


internal wiring of HVAC equipment, 
machine tools, circuits, and control 
panels. It has a durable jacket that is 
heat-, oil-, and moisture-resistant. 


Wire 
Size 
Machine Tool Wire 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
18 AWG 
16 AWG 
16 AWG 
16 AWG 
16 AWG 
16 AWG 
16 AWG 
16 AWG 
16 AWG 
16 AWG 
16 AWG 
16 AWG 
14 AWG 
14 AWG 
14 AWG 
14 AWG 
14 AWG 
14 AWG 
14 AWG 
14 AWG 
14 AWG 
14 AWG 
14 AWG 
14 AWG 
12 AWG 
12 AWG 
12 AWG 
12 AWG 
12 AWG 
12 AWG 
12 AWG 
12 AWG 
12 AWG 
12 AWG 
10 AWG 
10 AWG 
10 AWG 
10 AWG 
10 AWG 
10 AWG 
10 AWG 
10 AWG 
8 AWG 
8 AWG 
8 AWG 
8 AWG 


Wire 
Color 


Black 
Blue 
Brown 
Gray 
Green 
Light Blue 
Orange 
Purple 
Red 
White 
Yellow 
Black 
Blue 
Brown 
Green 
Light Blue 
Orange 
Pink 
Purple 
Red 
White 
Yellow 
Black 
Blue 
Brown 
Gray 
Green 
Light Blue 
Orange 
Pink 
Purple 
Red 
White 
Yellow 
Black 
Blue 
Brown 
Gray 
Green 
Orange 
Pink 
Red 
White 
Yellow 
Black 
Blue 
Brown 
Green 
Orange 
Red 
White 
Yellow 
Black 
Green 
Red 
White 





No. 34A214 


‘> Southwire’ 


Fixture Wire 


= PVC insulation with nylon jacket 
= Rated for 600V 


This is a coated wire that’s typi- 


cally run through raceways and is 


designed for fixture wiring. 
Find even MORE on Grainger.com® 





No. 1YRA3 
Nominal 
0.D. Brand 
0.11 in Carol 
0.11 in Southwire 
0.11 in Southwire 
0.11 in Southwire 
0.11 in Carol 
0.11 in Carol 
0.11 in Southwire 
0.11 in Southwire 
0.11 in Carol 
0.11 in Carol 
0.11 in Carol 
0.12 in Carol 
0.12 in Southwire 
0.12 in Southwire 
0.12 in Carol 
0.12 in Carol 
0.12 in Southwire 
0.12 in Southwire 
0.12 In Southwire 
0.12 in Carol 
0.12 in Carol 
0.12 in Southwire 
0.14 in Southwire 
0.14 in Southwire 
0.14 in Southwire 
0.14 in Southwire 
0.14 in Southwire 
0.14 in Carol 
0.14 in Southwire 
0.14 in Southwire 
0.14 in Southwire 
0.14 in Southwire 
0.14 in Southwire 
0.14 in Southwire 
0.16 in Carol 
0.15 in Southwire 
0.15 in Southwire 
0.16 in Carol 
0.15 in Southwire 
0.15 in Southwire 
0.16 in Carol 
0.15 in Southwire 
0.15 in Southwire 
0.15 in Southwire 
0.18 in Southwire 
0.18 in Southwire 
0.18 in Carol 
0.18 in Southwire 
0.18 in Southwire 
0.18 in Southwire 
0.18 in Southwire 
0.18 in Southwire 
0.24 in Carol 
0.24 in Carol 
0.24 in Carol 
0.24 in Carol 
Wire Jacket 
Size Color L 
TFEN Fixture Wire 
Stranded 
18 AWG Black 500 ft 
18 AWG Blue 500 ft 
18 AWG Green 500 ft 
18 AWG Red 500 ft 
18 AWG White 500 ft 
18 AWG Yellow 500 ft 
16 AWG Beige 500 ft 
16 AWG Black 500 ft 
16 AWG Blue 500 ft 
16 AWG Brown 500 ft 
16 AWG Green 500 ft 
16 AWG Orange 900 ft 
16 AWG Pink 500 ft 
16 AWG Purple 500 ft 
16 AWG Red 500 ft 
16 AWG White 500 ft 
16 AWG Yellow 500 ft 
Solid 
18 AWG Black 500 ft 
18 AWG Green 500 ft 
18 AWG Red 500 ft 
18 AWG White 500 ft 


Item 
No. 


1YRA1 
oLXA9 
oLWZ9 
OLXCO 
1YRA6 
1YRB2 
oLWZ8 
oLXA8 
1YRA3 
1YRA2 
1YRA5 
1YRB4 
OLXC5 
OLXC3 
1YRB9 
1YRC5 
OLXA7 
oLXD4 
oLXC4 
1YRB6 
1YRB5 
oLXAO 
oLWZ1 
oLXAS 
OLXE2 
oLXEO 
oLXA3 
1YRD8 
oLXD7 
OLXE9 
OLXDS 
oLWZO 
oLWZ7 
oLXD2 
1YRE1 
oLXDO 
oLXD6 
1YRE9 
oLXA4 
oLXD8 
1YRF1 
oLXA6 
OLXA2 
OLXD3 
oLXA1 
oLXE6 
1YRG2 
OLXC6 
OLXE7 
OLXC8 
OLXC7 
oLXE4 
1YRG7 
1YRH3 
1YRG9 
1YRG8 


Item 
No. 


oLWY5 
oLWY6 
oLWZ3 
oLWY4 
oLWY8 
oLWZ5 
4WYU1 
oLWY1 
oLWY2 
oLWZ6 
oLWY9 
oLWZ2 
4WYT8 
4WYT9 
oLWYO 
oLWY3 
oLWY7 


34A212 
34A215 
34A214 
34A213 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” ELECTRICAL 
Find the wy. Find Solutions. Find Great Prices. Wire & Cable 





NM-B Building Cable © southwine << ROMEX 
> Southwire © SIMpull" 
= PVC insulation , — 
Nonmetallic cable is commonly used in residential and 
= Rated for 600V ae ae 
commercial applications to provide power for outlets, lighting, 
and appliances. It is for indoor use only. 





= Stranded conductor design 
= Operating temp.: 140°F dry 





20 FT. | SOFT. | 100 FT. | 125 FT. | 250 FT. | 500 FT. 








Wire Jacket Jacket Wire Item Item Item Item Item Item 
Size Color Material Color Brand No. No. No. No. No. No. 

Stranded, NM-B Designation No. 2VGA5 
3 with Bare CU Ground 

8AWG Black Nylon _ Bare, Black, Red, White Southwire | 55CX32 | 55CX33 | — | 55€X25  — | 55CX26 

6 AWG Black Nylon Bare, Black, Red, White Southwire | 55CX34 | 55CX35  — | 55CX27,> — = 55CX28 

4AWG Black Nylon Bare, Black, Red, White Southwire _ _ — | 55CX29, — _ | 55CX30 

2AWG_ Black Nylon Bare, Black, Red, White Southwire _— — — | 55CX31 — — 
Solid, NM-B Designation 
2 with Bare CU Ground 

14AWG_ White PVC Bare, Black, White Romex | 2VGA2  2VGA3 | 2VGA4 — 4WZT4 — 

12 AWG Yellow PVC Bare, Black, White Romex | 2VGA5 | 2VGA6 2VGA7| — |4WZ15| — No. 3GXX1 

10 AWG Orange PVC Bare, Black, White Romex | 2VGA8  2VGA9 | 2VGC1 — 4WZT8 — 
3 with Bare CU Ground Item 
14 AWG White PVC Bare, Black, Red, White Romex | 2VGC2 | 2VGC3 | 2VGC4 _ 4WZU2 _ Description Brand No. 
12 AWG Yellow PVC Bare, Black, Red, White Romex | 2VGC5 | 2VGC6 | 2VGC7 — §(4WZU3) — Cable Stripper 

10 AWG Orange PVC Bare, Black, Red, White Romex | 2VGC8  2VGC9 — — 4wZT9,  — Lil’ Ripper Stripper™ Cutting Tool IDEAL 3GXX1 

y 
Wire Jacket Item IND aTRIE 
, ire 5 paler L Brand No. Pe d f D 
olid, UF-B Designation 
3 with Bare CU Ground en an rop 


14AWG Gray 250 ft Southwire 55CX43 

i4 AWG Gray 1,000 ft Southwire S50X44 Portable Cord 
12 AWG Gray 250 ft Southwire 55CX45 ssa 

12 AWG Gray 1,000 ff Southwire s5cx4e | ™ /hermoplastic jacket 





No. 29HZ22 RAO Gray 1,000 ft Southwire 55Cx47_ | = Rated for 600V Without 
ra) iOAWG Gray 950 ff Romex4wzut | ™ lemp. range: -10° to 90°C Strain Relief 
ca oc, ee 14AWG Gray 250 ft _ Romex _— AWZT6 This temporary service cord contains 
(+ Southwire <Romex 12AWG Gray 250ft Romex 4WZT7 Lie daar _ 
Ser sIMpull’ 3 with Bare CU Ground multiple conductors. It is installed as a 


1p Me stay ma i omen ee branch off of ceiling cable and hangs down 
r X : . 
UF-B Underground Stranded, UF-B Designation to provide power to a machine. 


2 with Bare CU Ground i 
Feeder Cable 14AWG Gray 1,000 ft Southwire 55CX36 ee ot 
: : ; ; 12AWG Gray 1,000 ft Southwire 55CX37 SOOW. Pendant Cable 
= PVC insulation with nylon jacket 10 AWG Gray 1,000 ft Southwire 55CX38 8 Conductors 





AWG Gray 125 ft Southwire 55CX39 
= Rated for 600V g ANG Gray S00 Southwir S5CK40 a ee PVC 25 ft. 30PL76 
UF-B wire can be buried directly in ray © ft _Southwire : 

h “1 with or with : , _BAWG Gray 500 ft Southwire 55CX42~ | ye @ardcctor With External 
the ground, with or wit out conduit. 3 with Bare CU Ground 16 AWG Yellow PVC 5 ft. 30PL78 Strain Relief 
It may be used in wet indoor 8AWG Gray 125 ft Southwire 55CX48 24 Conductors 

8 AWG Gray 500 ft Southwire 55CX49 16 AWG Yellow PVC 5 ft. 30PL79 


settings because it resists moisture ~gAaWG Gray 125 ft Southwire _S9CX90 SOOW, Pendant Cable with External Strain Relief 
and fungus. 6AWG Gray 500 ft Southwire 55CX51 8 Conductors 


16 AWG Yellow PVC 20 ft. 30PL80 
oN — 12 Conductors 
(8 Southwire 16 AWG Yellow PVC 20 ft. 30PL81 
: 16 Conductors 


Armored Building Cable 16AWG Yellow PVC 25 ft. 3OPL82 


24 Conductors 
= Rated for 600V SOGW. Pendant cats with Barna a Reliot : 
Also known as BX cable or metal-clad (MC) cable, 3 Conductors 
armored cable prevents accidental penetration SE Le a (2) 
better than NM-B building cable, but it is heavier 
and harder to handle, rip back, and cut. Protective 





5 Conductors With Internal 
16 AWG Black PVC 25 ft. 30PL85 Strain Relief 
7 Conductors 
16 AWG Black PVC 25 ft. 30PL86 








corrugated metal jacket (called a sheath or cord) * Internal strain relief. ¢ External strain relief. 
serves as a conduit and provides grounding. No. 446P36 
Wire Jacket Jacket Wire Item 
Size Color Material Color L No. ORDER BY 
Solid, MC Designation THE FOOT 
2 with Insulated CU Ground Wire Jacket Jacket Item 
14 AWG Silver Aluminum Black, Green, White 20 ft. 20KZ40 Size Color Material No. 
14 AWG Silver Aluminum Black, Green, White 50 ft. 20KZ41 600 V, SOOW, Portable Cord 
14 AWG Silver Aluminum Black, Green, White 100 ft. 20KZ42 9 Conductors 
14AWG Silver Aluminum Black, Green, White 250 ft.  20KZ43 16AWG Black EPDMRubber  3ENF4 
12AWG Silver Aluminum Blue, Green, White 250 ft.  446P37 {2 AWG Black EPDM Rubber 3ENG6 
12 AWG Silver Aluminum Brown, Gray, Green 250 ft. 446P38 No. 3ENG2 10 Conductors 
12AWG Silver Aluminum Gray, Green, Purple 250 ft.  446P40 16AWG Black EPDMRubber 3ENF5 
12 AWG Silver Aluminum Gray, Green, Yellow 250 ft. 446P39 12 Conductors 
12 AWG Silver Aluminum Green, Red, White o50 ft. 446P36_ | CAROL. 18 AWG Black EPDM Rubber  3ENE9 
3 with Insulated CU Ground BRAND 16AWG Black EPDMRubber 3ENF6 
ip AWG Silver Aun Black, Blue, Green, nie za0 rE aabea LEE Black EPDM Rubber 3ENG2 
ilver uminum ue, Green, Red, White 50 ft. 446P4 14 Conductors 
12AWG Silver Aluminum Brown, Gray, Green, Yellow 250 ft. 446P43 Super Vu-Tron® 12AWG Black EPDM Rubber 3ENG9 
4 with Insulated CU Ground 16 Conductors 
12AWG Silver Aluminum Black, Blue, Green, Red, White  250ft.  446P44 SOOW Types and 16AWG Black EPDMRubber  3ENF7 
sth ants CO PAN Ga POM AMD SM 
with Insulate roun ac ubber 
i4AWG Red Aluminum Black. Green, White son —2oxzee- | WW Portable Cord 20 Conductors 
14 AWG Red Aluminum Black, Green, White 1000 ft.  20KZ67 = Rated for G00V 16AWG Black EPDMRubber 3ENF8 
ip AWG Red Aluminum Black, Green, White Be ZOKZBE ; enn Black EPDM Rubber 3ENG4 
@ uminum ack, Green, White Heavv-dut rvi rd with oil-resis- 4 Conductors 
Solid, MC HCF Designation eayy m haan dq | es 18AWG Black EPDMRubber 3ENF3 
2 with Insulated CU Ground tant insulation and a flexible thermoset —46 AWG Black EPDM Rubber  3ENF9 
12 AWG Green Aluminum Black, Green, White 1000 ft.  20KZ63 rubber jacket is oil-, water-, and 12 AWG Black EPDM Rubber 3ENH3 
Stranded, MC HCF Designation h ‘ Thi ble | icall 2,000 V, W, Portable Cord 
2 with Insulated CU Ground weather-resistant. This cable is typically ~7’Gonductors 


12 AWG Green Aluminum Black, Green, White 1000 ft. 20KZ65 used to power industrial applications. 2/0 Black EPDM Rubber 4DPP2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 345 


ELECTRICAL Scan. Order. Done. 








Wire & Cable Details on page A1. 
Portable Cord approveD BRAND 
= Stranded conductor design 

No. Flexible, moveable electrical cable. SSOOW and SOOW cord is heavy-duty service cord with a jacket that 
3W478 hardens under a direct application of heat, allowing the cord to be unaffected by aging, abrasion, water, 
sunlight, and ozone. SJTOW and STOW cord is less flexible than SEOW and SOOW portable cord and will 
degrade under extreme temperatures and exposure to oil and chemicals. SEOW cord is more resistant to 
water than SOOW portable cord and can be used at lower temperatures, but it is less durable. 

Wire Jacket Jacket Item Wire Jacket Jacket Item Wire Jacket Jacket Item 
Size Color Material L Brand No. Size Color Material L Brand No. Size Color Material L Brand No. 
300 V, SJOOW, Portable Cord 16AWG Black TPE 250ft GA 2TYG3 6AWG Black Rubber 50 ft GA _20PY52 
2 Conductors 16AWG Yellow TPE 250ft GA 2TYJ2 6AWG Black EPDM 100ft Carol 52G87 
18AWG Black Rubber 25ft Carol 20PX43 14AWG Black TPE 250ft GA 2TYG6 4AWG Black Rubber 25ft Carol 20PY17 
18AWG Black Rubber 50ft Carol 20PX56 14AWG Yellow TPE 250ft GA 2TYJ5 4AWG Black Rubber 50ft Carol 20PY54 
18AWG Black Rubber 100ft GA  20PX69 12AWG Black TPE 250ft GA 2TYG8 4AWG Black Rubber 100ft Carol 20PY91 
18AWG Yellow EPDM 250ft Carol 2TKW4 * 12AWG Yellow TPE 250ft GA 2TYJ7 2AWG Black Rubber 25ft Carol 20PY19 
16AWG Black Rubber 25 ft GA 4KA53 1OAWG Black TPE 250ft GA 2TYH1 2AWG Black Rubber 50ft Carol 20PY56 
16AWG Black Rubber 50 ft GA 4KA54 TOAWG Yellow TPE 250ft GA 2TYJ9 2AWG Black Rubber 100ft Carol 20PY93 

16AWG Black EPDM 100ft GA TYPW2 SAWG Yellow TPE 250ft GA 2TYK2 5 Conductors 
16AWG Black EPDM 250ft Carol 1W312 8AWG Black TPE 250ft GA 2TYH3 18AWG Black Rubber 25ft Carol 20PX85 
16AWG Yellow EPDM 250ft Carol 2TKW5 * 6AWG Yellow TPE 250ft GA 2TYK4 18 AWG Black Rubber 50ft Carol 20PY23 
14AWG Black Rubber 25 ft GA 4KA57 6AWG Black TPE 250ft GA 2TYH5 18AWG Black Rubber 100ft Carol 20PY60 
14AWG Black Rubber 50 ft GA 4KA58 600 V, SOOW, Portable Cord 18AWG Black EPDM 250ft GA 5GED7 
14AWG Black EPDM 100ft GA TYPW4 2 Conductors 16 AWG Black Rubber 25 ft GA __ 20PX92 
14AWG Black EPDM 250ft GA 1W925 18AWG Black Rubber 25ft Carol 20PX82 16 AWG Black Rubber 50 ft GA _20PY30 
3 Conductors 18 AWG Black Rubber 450ft Carol 20PY20 16 AWG Black Rubber 100ft Carol 20PY67 
18AWG Black Rubber 25 ft GA 20PX44 18AWG Black Rubber 100ft GA 20PY57 16AWG Black EPDM 250ft GA 5GEEO 
18AWG Black Rubber 50 ft GA _20PX57 16AWG Black Rubber 25ft Carol 20PX89 14AWG Black Rubber 25 ft GA _ 20PX99 
18AWG Black Rubber 100ft GA  20PX70 16AWG Black Rubber 50ft Carol 20PY27 14AWG Black Rubber 50 ft GA _20PY37 
16AWG Black Rubber 25 ft GA 4KA55 16AWG Black Rubber 100ft GA  20PY64 14AWG Black Rubber 100ft Carol 20PY74 
16AWG Black Rubber 50 ft GA 4KA56 14AWG Black Rubber 25ft Carol 20PX96 14AWG Black EPDM 250ft Carol 1UGV8 
16AWG Black CPE 100ft GA TYPW3 14AWG Black Rubber 50ft Carol 20PY34 12 AWG Black Rubber 25 ft GA _ 20PY04 
16AWG Black CPE 250ft GA 1W661 14AWG Black Rubber 100ft Carol 20PY71 12AWG Black Rubber 50ft Carol 20PY41 
16AWG Yellow EPDM 250ft Carol 2TKW3 * 12 AWG Black Rubber 25ft Carol 20PY01 12AWG Black Rubber 100ft Carol 20PY78 
14AWG Black Rubber 25 ft GA 4KA59 12AWG Black Rubber 50ft Carol 20PY38 12AWG Black EPDM 250ft Carol 1UGV9 
14AWG Black Rubber 50 ft GA 4KA60 12AWG Black Rubber 100ft GA 20PY75 1OAWG Black Rubber 25 ft GA _20PY09 
14AWG Black CPE 100ft GA TYPW5 1OAWG Black Rubber 25ft Carol 20PY06 TOAWG Black Rubber 50 ft GA 20PY46 
14AWG Black EPDM 250ft Carol 1W926 TOAWG Black Rubber 50ft Carol 20PY43 TOAWG Black Rubber 100ft GA 20PY83 
14AWG Yellow EPDM 250ft Carol 2TKW7 * TOAWG Black Rubber 100ft GA 20PY80 TOAWG Black EPDM 250ft Carol 5GEE4 
14AWG Yellow EPDM 250ft Carol 6XWRO 3 Conductors 8AWG Black Rubber § 25ft Carol 20PY13 
12 AWG Black Rubber 25 ft GA 4KAG1 18AWG Black Rubber 25ft Carol 20PX83 S8AWG Black Rubber 50ft Carol 20PY50 
12 AWG Black Rubber 50 ft GA 4KA62 18AWG Black Rubber 50ft Carol 20PY21 SAWG Black Rubber 100ft Carol 20PY87 
12AWG Black EPDM 100ft Carol 1YPW6 18AWG Black Rubber 100ft GA  20PY58 6AWG Black Rubber 25ft Carol 20PY16 
12 AWG Black EPDM 250ft Carol 5W578 18AWG Black EPDM 250ft Carol _3ZK64 6AWG Black Rubber 5O0ft Carol 20PY53 
1OAWG Black Rubber 25 ft GA _ 20PX54 16AWG Black Rubber 25 ft GA 4KAG3 6AWG Black Rubber 100ft Carol 20PY90 
TOAWG Black Rubber 50 ft GA _20PX67 16AWG Black Rubber 50 ft GA 4KA64 4AWG Black Rubber 25 ft Carol 20PY18 
TOAWG Black Rubber 100ft GA 20PX80 16AWG Black CPE 100ft GA TYPW7 4AWG Black Rubber 50ft Carol 20PY55 
4 Conductors 16AWG Black EPDM 250ft Carol 2W375 4AWG Black Rubber 100ft Carol 20PY92 
18 AWG Black Rubber 25ft Carol 20PX45 16AWG Yellow EPDM 250ft Carol 2TKW9 * 6 Conductors 
18 AWG Black Rubber 50 ft GA __ 20PX58 14AWG Black Rubber 25 ft GA 4KA65 18 AWG Black Rubber 25 ft GA _ 20PX86 
18 AWG Black Rubber 100ft GA  20PX71 14AWG Black Rubber 50 ft GA 4KA66 18 AWG Black Rubber 50ft Carol 20PY24 
16 AWG Black Rubber 25 ft GA _20PX48 14AWG Black CPE 100ft GA TYPW8 18 AWG Black Rubber 100ft GA 20PY61 
16 AWG Black Rubber 50 ft GA _20PX61 14AWG Black EPDM 250ft Carol 2W376 18 AWG Black EPDM 250ft GA 5GED6 
16AWG Black Rubber 100ft GA  20PX74 14AWG Yellow EPDM 250ft Carol | 2TKX2 * 16 AWG Black Rubber 25 ft GA __ 20PX93 
16AWG Black CPE 250ft GA 1UGT9 14AWG Yellow EPDM 250ft Carol  6XWTO 16AWG Black Rubber 50 ft GA _20PY31 
16 AWG Yellow EPDM 250ft Carol 2TKW6 * 12AWG Black Rubber 25 ft GA 4KA67 16AWG Black Rubber 100ft Carol 20PY68 
14AWG Black Rubber 25 ft GA _20PX51 12AWG Black Rubber 50 ft GA 4KA68 16AWG Black EPDM 250ft GA 5GED9 
14AWG Black Rubber 50 ft GA _20PX64 12AWG Black CPE 100ft GA TYPW9 14AWG Black EPDM 250ft GA 5GEE6 
14AWG Black Rubber 100ft GA  20PX77 12AWG Black EPDM 250ft Carol 2W378 12AWG Black Rubber 25ft Carol 20PY05 
14AWG Yellow EPDM 250ft Carol 2TKW8 * 12 AWG Yellow EPDM 250ft Carol | 2TKX4 * 12 AWG Black Rubber 50ft Carol 20PY42 
12 AWG Black Rubber 25 ft GA 20PX53 12 AWG Yellow EPDM 250ft Carol  6XWT2 12AWG Black Rubber 100ft Carol 20PY79 
12 AWG Black Rubber 50 ft GA _ 20PX66 TOAWG Black Rubber 25 ft GA _20PY07 12AWG Black EPDM 250ft GA 5GEFO 
12AWG Black Rubber 100ft GA  20PX79 TOAWG Black Rubber 50 ft GA 20PY44 1OAWG Black Rubber 25ft Carol 20PY10 
TOAWG Black Rubber 25 ft GA __ 20PX55 1OAWG Black EPDM 100ft Carol 3W478 TOAWG Black Rubber 50ft Carol 20PY47 
TOAWG Black Rubber 50 ft GA _ 20PX68 TOAWG Black EPDM 250ft Carol 3W477 TOAWG Black Rubber 100ft Carol 20PY84 
1OAWG Black Rubber 100ft GA  20PX81 TOAWG Yellow EPDM 250ft Carol 2TKX6 * 7 Conductors 
TOAWG Black EPDM 250ft Carol 1UGU2 S8AWG Black Rubber 25 ft GA _20PY11 16AWG Black EPDM 250ft GA 5GEE3 
300 V, SJTOW, Portable Cord S8AWG Black Rubber 50 ft GA _ 20PY48 14AWG Black EPDM 250ft Carol  5GEE9 
3 Conductors 8AWG Black Rubber 100ft Carol 20PY85 8 Conductors 
18 AWG Yellow PVC 250ft GA 2TYK5 S8AWG Black EPDM 250ft Carol  52G84 18 AWG Black Rubber 25 ft GA _20PX87 
16AWG Yellow PVC 250ft GA 2TYK7 6AWG Black Rubber 25 ft GA _20PY14 18 AWG Black Rubber 50ft Carol 20PY25 
14AWG Yellow PVC  250ft GA 2TYK9 6AWG Black Rubber 50ft Carol 20PY51 18AWG Black Rubber 100ft GA  20PY62 
12AWG Yellow PVC  250ft GA 2TYL2 6AWG Black EPDM 100ft GA 5ZG86 18 AWG Black EPDM 250ft GA 5GED8 
1OAWG Yellow PVC 250ft GA 2TYL4 4 Conductors 16 AWG Black Rubber 25 ft GA __ 20PX94 
4 Conductors 18AWG Black Rubber 25ft Carol 20PX84 16 AWG Black Rubber 50 ft GA _ 20PY32 
18 AWG Yellow PVC 250ft GA 2TYK6 18 AWG Black Rubber 50 ft GA _20PY22 16 AWG Black Rubber 100ft Carol 20PY69 
16AWG Yellow PVC 250ft GA 2TYK8 18 AWG Black Rubber 100 ft Carol  20PY59 16AWG Black EPDM 250ft GA 5GEE1 
14AWG Yellow PVC 250ft GA 2TYL1 18 AWG Black EPDM 250ft Carol 52G77 12 AWG Black EPDM 250ft Carol  5GEF2 
12AWG Yellow PVC 250ft GA 2TYL3 18AWG Yellow EPDM 250ft Carol 6XWR7 10 Conductors 
1OAWG Yellow PVC 250ft GA 2TYL5 16AWG Black Rubber 25 ft GA _20PX91 18 AWG Black Rubber 25 ft GA __ 20PX88 
600 V, SEOW, Portable Cord 16AWG Black Rubber 50 ft GA 20PY29 18AWG Black Rubber 50ft Carol 20PY26 
2 Conductors 16AWG Black Rubber 100ft GA 20PY66 18AWG Black Rubber 100ft Carol 20PY63 
18AWG Black TPE 250ft GA 2TYF7 16AWG Black EPDM 250ft Carol 3W479 16 AWG Black Rubber 25 ft GA _ 20PX95 
18AWG Yellow TPE 250ft GA 2TYH6 16AWG Yellow EPDM 250ft Carol | 2TKX1 * 16AWG Black Rubber 50ft Carol 20PY33 
16AWG Black TPE 250ft GA 2TYG1 16AWG Yellow EPDM 250ft Carol  6XWR9 16AWG Black Rubber 100ft Carol 20PY70 
16AWG Yellow TPE 250ft GA 2TYH9 14AWG Black Rubber 25 ft GA _ 20PX98 12 Conductors 
14AWG Black TPE 250ft GA 2TYG4 14AWG Black Rubber 50 ft GA _ 20PY36 18AWG Black EPDM 250ft Carol 5GEE5 
14AWG Yellow TPE 250ft GA 2TYJ3 14AWG Black CPE 100ft GA 20PY73 16AWG Black EPDM 250ft Carol | 5GEF1 
3 Conductors 14AWG Black EPDM 250ft Carol 2W377 14 Conductors 
18AWG Black TPE 250ft GA 2TYF8 14AWG Yellow EPDM 250ft Carol | 2TKX3 * 16 AWG Black EPDM 250ft Carol | 5GEF5 
18 AWG Yellow TPE 250ft GA 2TYH7 12AWG Black Rubber 25 ft GA _ 20PY03 16 Conductors 
16AWG Black TPE 250ft GA 2TYG2 12AWG Black Rubber 50 ft GA _20PY40 16AWG Black EPDM 250ft Carol 5GEE8 
16AWG Yellow TPE 250ft GA 2TYJ1 12AWG Black CPE 100ft GA  20PY77 600 V, STOW, Portable Cord 
14AWG Black TPE 250ft GA 2TYG5 12AWG Black EPDM 250ft Carol 3W476 3 Conductors 
14AWG Yellow TPE 250ft GA 2TYJ4 12AWG Yellow EPDM 250ft Carol | 2TKX5 * 18AWG Black PVC 250ft GA 2TYL6 
12AWG Black TPE 250ft GA 2TYG7 12AWG Yellow EPDM 250ft Carol  6XWT3 16AWG Black PVC 250ft GA 2TYL8 
12AWG Yellow TPE 250ft GA 2TYJ6 1OAWG Black Rubber 25 ft GA _20PY08 14AWG Black PVC 250ft GA 2TYN1 
TOAWG Black TPE 250ft GA 2TYG9 TO AWG Black Rubber 50 ft GA 20PY45 12AWG Black PVC  250ft GA 2TYN3 
TOAWG Yellow TPE 250ft GA 2TYJ8 1OAWG Black Rubber 100ft GA  20PY82 1OAWG Black PVC 250ft GA 2TYN5 
SAWG Yellow TPE 250ft GA 2TYK1 TOAWG Yellow EPDM 250ft Carol | 2TKX7 * 4 Conductors 
SAWG Black TPE  250ft GA 2TYH2 TO AWG Yellow EPDM 250ft Carol  6XWT5 18 AWG Black PVC  250ft GA 2TYL7 
6AWG Yellow TPE 250ft GA 2TYK3 8AWG Black Rubber 25 ft GA _20PY12 16AWG Black PVC  250ft GA 2TYL9 
6AWG Black TPE 250ft GA 2TYH4 8AWG Black Rubber 50 ft GA _20PY49 14AWG Black PVC 250ft GA 2TYN2 
4 Conductors SAWG Black Rubber 100ft GA  20PY86 12AWG Black PVC 250ft GA 2TYN4 
18AWG Black TPE 250ft GA 2TYF9 SAWG Black EPDM 250ft Carol 5ZG85 1OAWG Black PVC 250ft GA 2TYNG 
18 AWG Yellow TPE 200 ft GA 2TYH8 6 AWG Black Rubber 205 ft GA 20PY15 * Super Vu-Tron® Supreme premium jacket. 
346 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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cS Southwire’ 


Bare Copper 











Grounding Wire Wire Nominal Item 
= Rated for 600V Size D. No. 
Sa é Solid 
= Temp. rating: 167°F —  -t0AWG 0.10" 800 ft. ~— AWZUS 
= 6 AWG stranded: Class B stranding : ate o.18 ai it aW2U8 
= 4 AWG stranded: Class 6AWG 0.16" 315 ft. 4WZU7 
A and B stranding 4 AWG 0.20" 25 ft.  4WZU4 
This wire does not have insulation Sines 0.20 200 ft. _ 4WZUS 
or a jacket and is used to connect a 6 AWG 0.18" 315 ft. AWZV2 
circuit to a grounding rod in the earth. — 4 AWG 0.23" 198 ft.  4WZV1 
No. 
1W566 
* GRAINGER 
APPROVED 
BRAND Wire Jacket Item 
Size Color L Brand No. 
300V, SPT-1, Lamp Cord 
Lamp Cord 2 Conductors 
: 7 18AWG Brown 250ft. GA  1W566 
= Temp. range: -4° to 140°F 18AWG White 250ft GA  2W374 
, 18 AWG Black  250ft. GA  4DPD6 
Flexible electrical cable used to 18 AWG Clear 50 it ADPD 
connect small, portable appliances, ~tgawG Gold 250ft. Carol  4DPD8 
like lamps, clocks, and radios, to 300V, SPT-2, Lamp Cord 
a power source, usually via a wall  -2, Gonductors 
— 16AWG Brown 250ft. GA  4DPE2 
socket. It does not include plugs on ~ 146 AWG White  250ft. GA  4DPE1 
the ends of the cord. 16 AWG Black —-250 ft. GA _ 4DPD9 
No. 
6UTA2 
(8 Southwire 
Flat Submersible 
Wire Wire Item 
Pump Wire Size L Color No. 


600V, THW, Flat Submersible Pump Wire 

2 with Insulated CU Ground Conductors 
12AWG = 500 Tt. Black, Green, Red 

3 with Insulated CU Ground Conductors 
12AWG 500ft. Black, Green, Red, Yellow 6UTA5 
10AWG 500ft. Black, Green, Red, Yellow 6UTA7 

600V, THW, Twisted Submersible Pump Wire 

2 with Insulated CU Ground Conductors 
12AWG = 500 Tt. Black, Green, Red 
10AWG 500 ft. Black, Green, Red 

3 with Insulated CU Ground Conductors 
12 AWG 500ft. Black, Green, Red, Yellow 6CGV8 


= PVC insulation 


Multiconductor cable connects 
a submersible pump control- 
ler to the motor of the pump. 
Also known as sub pump wire, 
it resists oil, lubricants, acids, 
ozone, and abrasion, making 

it ideal for wet or hostile 
environments. 


CAROL. 
BRAND 
SC Portable Cord 


= Super Vu-Tron® rubber jacket over copper conductors 

= Temp. range: -58° to 221°F (-50° to 105°C) 

= TRU-Mark® sequential footage marking 

Heavy-duty cable is commonly used to provide temporary power for enter- 
tainment industry activities. This cord can be coiled and stored when not in 
use, making it easy to move from location to location. It can withstand heat 
and flames, and it's resistant to liquids, solvents, ozone, crushing, and abra- 
sion. UL Type SC, CSA Type PPC, RoHS compliant. 


6UTA4 


6UTA2 
6UTA3 





No. 1YPX4 


Wire Jacket Jacket Item 
Size Color Material L No. 
600V, SC, Portable Cord 
6 AWG Black EPDM Rubber 1000 ft. 1YPX9 
2 AWG Black EPDM Rubber 1000 ft. 1YPX7 
2/0 Black EPDM Rubber 1000 ft. 1YPX5 
4/0 Black EPDM Rubber 1000 ft. 1YPX4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


CAROL. 
BRAND 
Welding Cable 


=» EPDM rubber insulation 
= Black, abrasion-resistant 
Carolprene® jacket No. 
= Rated for 600V bial 
= Temp. rating: 221°F 
Flexible, durable electrical cable 
supplies power to the second- 
ary circuit of electric welders, 
which controls the electrode that 
releases the charge needed for Length 
the welding process. It has a 50 ft. | 100 ft. | 250 ft. 
single, finely stranded conductor, sia Stranding ‘oD Non Non No 
which gives welding cable more 


ate 600V, Welding Cable 
flexibility than other types of 4AWG 406x30 0.38 | — — | 1UGT2 
electrical wire. 





2AWG 646x30 0.46" | 6X777 | 6X778 | 1UGT3 
1AWG 812x30 0.50" | 6X779 | 6X780 | 1UGT4 


Note: Do not use for in-line voltages, 1/0 1025x30 0.56" | 6X781 2W282 1UGT5 
which could be hazardous. Designed for _ 2/0 1274x30 0.62" — | 2W283 | 1UGT6 
use with secondary voltages. 4/0 2029x 300.75 = — | 1UGT7 


No. 
22P236 





No. 
22P237 








No. 
22P207 






No. 
22P230 


S BURNDY 
Cable Cutters 


These cut ACSR, copper, and 
aluminum conductors. 


Mfr. Item 
Description Model No. 
Manual Cable Cutters 
Copper- 600 kcmil, Aluminum- 600 kcmil RCC600E 22P235 
Copper- 350 kcmil, Aluminum- 500 kcmil, ACSR- 336 kcmil RCC336 22P236 
Copper- 500 kcmil, Aluminum- 500 kcmil, ACSR- 556 kcmil RCC556 = 22P237 


Hydraulic Cable Cutter 
Copper and Aluminum Cable up to 1.29" Dia., ACSR up to 1113 
ACSR, Ground Rod up to %", Rebar up to %", Soft Steel Bolts up 
to %", Standard Guy Strand up to %", EHS Guy Strand up to 3%" 
Battery Operated Cable Cutters 
For use on: Copper & Aluminum 1.29", ACSR 1113 Kemil, Ground Rod %’, 
Rebar 1", Soft Steel Bolts 54", Standard Guy Wire 16", EHS Guy Wire 34" | PATCUT129LI 22P215 
Copper and Aluminum up to 2.45" PATCUT245LI 22P230 
Copper and Aluminum 1.50" Dia., ACSR 1590, Ground Rod %", Rebar 1%", 
Soft Steel Bolts 54", Standard Guy Wire Ye" EHS Guy Wire %e", 18V Nim] PATHCC1018V 22P242 
Wire Measuring Gauge 
Ya - 2%) for CU/AL IPS Tubing, Tubing Sizes 3% Inside Max., and 21%6 
utside Max, Stranded 18 AWG, 2000 kcmil, Thin Wall Conduit % to 2% 


RHCC129ACSR 22P207 


WIREMIKE 22P122 


34/ 





ELECTRICAL Scan. Order. Done. 








Wire & Cable Details on page A1. 
ES c . FI . c e yan ® 
ee ontinuous Flexing Cable ANG 
sine = Cut to length; sold in spools or by the foot 
. iz This is electrical cable that can withstand repetitive motion and constant 
bending without damage. It has one or more insulated conductors and a 
oan flexible jacket that is oil-, flame-, and coolant-resistant. 
Order by Order by 
the Foot 25 ft. 100 ft. the Foot 25 ft. 100 ft. 
No. of Wire Nominal Min. Bend Item Item Item No. of Wire Nominal Min. Bend Item Item Item 
Cond. Size 0.D. Radius No. No. No. Cond. Size 0.D. Radius No. No. No. 
Continuous Flexing Appliance Wiring Communication Cable 18 20 AWG 0.53" 7.0 X 0.D. 2TYX2 21ZJ9 2WGH1 
PVC Jacket Material, Gray Jacket Color 18 18 AWG 0.71" 5 x%0)0, 2TYX7 2TZK5 2WGH6 
24 AWG 0.200" 12%U:D, 2TZH1 — — 18 16 AWG 0.87" (5X00, 2TYY7 2TZL5 2WGJ6 
20 AWG 0.220" 12x 0.D. 2TZJ1 — — 18 14 AWG 1.08" Lax OLD: 2TYZ3 2TZN1 2WGK2 
4 24 AWG 0.280" 12x 0.D. 2TZH2 — — 20 18 AWG 0.75" 7.5X0.D 2TYX8 2TZK6 2WGH7 
4 20 AWG 0.310" 12x 0.D. 2TZJ2 2TZX9 2WGxX1 20 16 AWG 0.94" FOX OD. 2TYY8 2TZL6 2WGJ7 
6 24 AWG 0.300" 12x 0.D. 2TZH3 2TZX1 2wWGw2 20 14 AWG 1.24 L9XUD, 2TYZ4 2TZN2 2WGK3 
6 20 AWG 0.350" 12x 0.0. 21ZJ3 2TZY1 2WGX2 36 18 AWG 0.87" 7.5X 0.D. 2TYX9 2TZK7 2WGH8 
8 24 AWG 0.310" 12x0.D. 2TZH4 2TZX2 — 42 18 AWG 0.91" Lox 00 2TYY1 2TZK8 2WGH9 
8 20 AWG 0.370" 12x 0.D. 2TZJ4 2TZY2 2WGX3 600V, Unshielded, Continuous Flexing Tray Cable 
10 24 AWG 0.83 12x 0.D. 2TZH5 21ZX3 — PVC Jacket Material, Gray Jacket Color 
10 24 AWG 0.330" 12x 0.D. — — 2wWGW4 3 16 AWG 0.33" 8x 0.D. 2TZD2 2TZR9 2WGR1 
12 24 AWG 0.370" 12x.0.D. 2TZH6 — 2WGW5 4 18 AWG 0.33" 8x 0.D. 2TZC5 2TZR3 2WGP4 
16 24 AWG 0.450" 12x 0.D. 2TZH7 2TZX5 2WGW6 4 16 AWG 0.36" 8 x 0.D. 2TZD3 21271 2WGR2 
20 24 AWG 0.510" 12x 0.D. 2TZH8 2TZX6 2WGW7 4 14 AWG 0.39" SX UD. 2TZE1 21Z18 2WGR9 
28 24 AWG 0.530" 12x0.D. 2TZH9 2TZX7 2WGW8 4 12 AWG 0.49" 8 x 0.D. 2TZE4 2TZU2 2WGT3 
300V, Shielded, Continuous Flexing Control Cable 4 10 AWG 0.56" 8 x 0.D. 21ZE5 21ZU3 2WGT4 
TPE Jacket Material, Dark Blue Jacket Color 3 18 AWG 0.35" 8 x 0.D. 21ZC6 2TZR4 2WGP5 
4 24 AWG 0.25" 2X U.D, 24C102 — — o 16 AWG 0.39" 8x 0.D. 2TZD4 2TZT2 2WGR3 
4 18 AWG 0.30" 5x 0.0. 240108 — — 7 18 AWG 0.40" 8x0.D. 21ZC7 2TZR5 2WGP6 
7 18 AWG 0.33: 9 %0.0, 24C110 — — 7 16 AWG 0.45" 8x 0.D. 2TZD5 21Z13 2WGR4 
8 24 AWG 0.30" 5x 0D. 24C103 — — 7 14 AWG 0.51" 8x 0.D. 2TZE2 2TZ19 2WGT1 
12 24 AWG 035° 9% 0.0. 24C104 — — 12 18 AWG 0.50" 8x 0.D. 2TZC8 2TZR6 2WGP7 
24 18 AWG 0.65" OX UD. 24C112 — — 12 16 AWG 0.56" 8x 0.D. 2TZD6 2TZT4 2WGR5 
300V, Unshielded, Continuous Flexing Control Cable 12 14 AWG 0.62" 8 x 0.D. 21ZE3 21ZU1 2WGT2 
TPE Jacket Material, Dark Blue Jacket Color 18 18 AWG 0.58" 8x 0.D. 2TZC9 2TZR7 2WGP8 
2 AWG 5x 0.D. 24C080 — — 18 16 AWG 0.65" 8 x 0.D. 21ZD7 2TZT5 2WGR6 
3 24 AWG 0.18" OX UD, 24C074 — — 25 18 AWG 0.69" 8x 0.D. 2TZD1 2TZR8 2WGP9 
3 20 AWG 0.22" 5x 0.D. 24C081 — — 20 16 AWG 0.77" 8x 0.D. 2TZD8 2TZT6 2WGR7 
4 22 AWG 0.20" 9X 0.0, 24C077 — — 33 16 AWG 0.85" 8 x 0.D. 2TZD9 21ZT7 2WGR8 
4 20 AWG 0.22" 5 x O.D. 24C082 — — 1000V, Shielded, Continuous Flexing Control Cable 
4 16 AWG 0.30" 5X 0.0. 24C090 — _ Polyurethane Jacket Material, Gray Jacket Color 
5 22 AWG 0.22" 0x 0.0). 24C078 — — 3 18 AWG 0.31" ToxU.D. 24C032 24C047 24C062 
5 20 AWG 0.24" 5 Cu. 24C083 — — 3 16 AWG Coe Lox OL, 24C037 24C052 24C067 
5 18 AWG 0.26" 5x U.D. 24C086 — — 4 16 AWG 0.39" (5x00. 24C038 240053 24C068 
7. 20 AWG 0.28" 5x 0.D. 24C084 — — 4 14 AWG 0.45" 5X00, 24C042 24C057 24C072 
8 24 AWG 0.26" 0% 0.D. 24C075 — — 5 20 AWG O.d3° 15x00: 24C029 240044 24C059 
8 22 AWG 0.26" 9X00; 24C079 —_— — 5 18 AWG Oar" POxOL 240033 240048 24C063 
12 24 AWG 0.31" ox 0.D; 24C076 — — 5 16 AWG 0.41" £5x0.D. 240039 240054 24C069 
12 20 AWG 0.37" OX UD, 24C085 — — 7 20 AWG 0.37" 15X00. 24C030 240045 24C060 
12 18 AWG 0.43" 5x 0.D. 24C088 — — 7 18 AWG 0.41" 7.5x0.D. 240034 = 24049 24C064 
15 16 AWG 0.55" 5 x UD. 24C093 — — 7 16 AWG 0.49" 15 XO. 240040 24C055 24C070 
14 AWG 0.67" 9 XU). 24C099 — — i 14 AWG 0.57" 7.) xX0.D. 240043 24C058 240073 
600V, ‘Shielded, Continuous Flexing Control Cable 12 20 AWG 0.49" fo 0.0. 240031 24C046 24C061 
PVC Jacket Material, Green Jacket Color 12 18 AWG 053° 7.9 X 0.D. 240035 24C050 24C065 
3 8 AWG 0.33: Lox UD: 2TYZ9 2TZN7 2WGK8 12 16 AWG 0.61" 7.5 x 0.D. 24C041 24C056 24C071 
3 16 AWG 0.39" f.9X UD. 2TZA7T 2TZP5 2WGL6 18 18 AWG 0.61" 15% UD 24C036 24C051 240066 
4 18 AWG 0.35" (5 00D, 2TZA1 2TZN8 2WGK9 1000V, Shielded, Continuous Flexing Power Cable 
4 16 AWG 0.41" 7.5 Xx 0.D. 2TZA8 2TZP6 2WGL7 PVC Jacket Material, Black Jacket Color 
4 14 AWG 0.49" 7.5 X 0.D. 2TZC4 2TZR2 2WGP3 4 16 AWG 0.43" Loxus: 2TZG5 2TZW3 2WGV4 
5 20 AWG 0.35" f0%0,0. 2TYZ5 2TZN3 2WGK4 4 14 AWG 0.49" Lox UD: 2TZG6 2TZW4 2WGV5 
5 18 AWG 0.39" 7.0% 0.0. 2TZA2 2TZN9 2WGL1 4 12 AWG 0,55" (Ae Ney 21ZG7 2TZW5 2WGV6 
0 16 AWG 0.43" (5X00: 2TZA9 2TZP7 2WGL8 4 10 AWG 0.67" (ep cen 2TZG8 2TZW6 2WGV7 
7 20 AWG 0.43" fx 00. 2TYZ6 2TZN4 2WGK5 4 6 AWG 0.95" 7.5 x 0.D. 2TZG9 2TZW7 2WGV8 
7 18 AWG 0.47" (OX U0, 2TZA3 2TZP1 2WGL2 TPE Jacket Material, Black Jacket Color 
7 16 AWG 0.55" 7.5 Xx 0.D. 2TZC1 2TZP8 2WGL9 350 MCM 1.04" 7.5 x 0.D. 24C164 — — 
12 20 AWG 0.51" (9X00. 2TYZ7 2TZN5 2WGK6 1 300 MCM 0.94" (era 240163 — — 
12 18 AWG 0.55" fax OLD. 2TZA4 2TZP2 2WGL3 1 12 AWG 0.26" f9X0.D. 24C153 — — 
12 16 AWG 0.71" Lox UD, 2TZC2 2TZP9 2WGP1 1 4/0 0.87" Cox UD: 24C162 — — 
18 20 AWG 0.59" 15X00. 2TYZ8 2TZN6 2WGK7 4 10 AWG 0.61" 7.5 X 0.D. 24C140 — — 
18 18 AWG 0.69" £0 %0.D, 2TZA5 2TZP3 2WGL4 1000V, Unshielded, Continuous Flexing Control Cable 
24 18 AWG 0.71" 75x 0.D. _— 2TZP4 _— Polyurethane Jacket Material, Gray Jacket Color 
25 18 AWG 0.71" Lox UD. — — 2WGL5 3 18 AWG 0.24" Lox UD, 24A975 24A994 | 24C014 
20 16 AWG 0.96" fox%U.0. 21ZC3 2TZR1 2WGP2 3 16 AWG 0.28" £0 % OW. 24A981 24C001 24C020 
600V, Shielded, Continuous Flexing Tray Cable 4 20 AWG 0.24" £5 *0.0, 24A971 24A990 24C010 
PVC Jacket Material, Gray Jacket Color 4 18 AWG 0.26" 75x 0.0. 24A976 24A995 240015 
3 16 AWG 0.41" 8x 0.D. 2TZF1 2TZU8 2WGT9 4 16 AWG 0.29" Lox UL. 24A982 24C002 24C021 
4 18 AWG 0.40" 8x 0.D. 2TZE6 2TZU4 2WGT5 4 14 AWG 0.39" £0400. 24A988 24C008 24C027 
4 16 AWG 0.43" 8x 0.D. 2TZF2 2TZU9 2WGU1 5 20 AWG 0.26" (5XUD, 24A972 24A991 24C011 
4 14 AWG 0.47" 8x 0.D. 2TZF6 2TZV4 2WGU5 5 18 AWG 0.28" fox 0.0. 24A977 24A996 24C016 
4 12 AWG 0.57" 8x 0.D. 2TZF8 2TZV6 2WGU7 a 16 AWG O31" Tox UL: 24A983 240003 24C022 
4 10 AWG 0.64" 8x 0.D. 2TZF9 2TZV7 2WGU8 7 18 AWG 0.31" £.5.X% UD. 24A978 24A997 24C017 
7 18 AWG 0.48" 8x 0.D. 2TZE7 2TZU5 2WGT6 { 16 AWG 0.39" (5X00, 24A984 240004 24C023 
7 16 AWG O03: 8 x 0.D. 21ZF3 2TZV1 2WGU2 7 14 AWG 0.49" 7.5 xX 0.D. 24A989 24C009 24C028 
7 14 AWG 0.59" 8x 0.D. 21ZF7 2TZV5 2WGU6 iz 20 AWG 0.39" Lox Ui, 24A973 24A992 24C012 
12 18 AWG 0.58" 8x 0.D. 2TZE8 2TZU6 2WGT7 12 18 AWG 0.45" 7:5 x 0:0: 24A979 24A998 24C018 
12 16 AWG 0.64" 8x 0.D. 21ZF4 2TZV2 2WGU3 12 16 AWG 0,00: 15 XO. 24A985 24C005 24C024 
18 18 AWG 0.66" 8x 0.D. 2TZE9 2TZU7 2WGT8 18 20 AWG 0.47" 15 X0.D. 24A974 | 24A993 24C013 
20 16 AWG 0.85" 8x 0.D. 21ZF5 2TZV3 2WGU4 18 16 AWG 0.67" 75 XO. 24A986 24C006 240025 
600V, Unshielded, Continuous Flexing Control Cable 20 18 AWG U.55" 1.09 XU.D. 24A980 24A999 24C019 
PVC Jacket Material, Green Jacket Color 25 16 AWG OST 7.5 XU.D. 24A987 24C007 240026 
3 20 AWG 0.24" 75x00. 2TYW8 21ZJ6 2WGG7 1000V, Unshielded, Continuous Flexing Power Cable 
3 16 AWG 0.31" fax UD. 2TYY2 2TZK9 2WGJ1 PVC Jacket Material, Black Jacket Color 
4 18 AWG 0.28" 7.5 X 0.D. 2TYX3 2TZK1 2WGH2 4 14 AWG 0.41" Go XU;0: 21ZG1 2TZV8 2WGU9 
4 16 AWG 0.35" f.0%00. 2TYY3 2TZL1 2WGJ2 4 12 AWG 0.47" 7.5 x 0.D. 2TZG2 2TZV9 2WGV1 
4 14 AWG 0.43" (9X00, 2TYY9 2TZL7 2WGJ8 4 10 AWG 0.57" 1D: 2TZG3 2TZW1 2WGV2 
5 18 AWG 0.31" 7.5 Xx 0.D. 2TYX4 2TZK2 2WGH3 4 8 AWG 0.71" 7.5 x 0.D. 2TZG4 2TZW2 2WGV3 
a] 16 AWG 0.39" 7.5 X 0.D. 2TYY4 2TZL2 2WGJ3 TPE Jacket Material, Black Jacket Color 
5 14 AWG 0.47" (5X00. 2TYZ1 2TZL8 2WGJ9 1 10 AWG 0.28" 7.5 x 0.D. 24C142 — — 
ri 20 AWG O31 7.5 Xx 0.D. 2TYW9 2TZJ7 2WGG8 1 8 AWG 0.31" Lox UD: 24€143 — _— 
7 18 AWG 0.35" 7.5 X 0.D. 2TYX5 2TZK3 2WGH4 1 4 AWG 0.45" 7.5 x 0.D. 24C145 — — 
7 16 AWG Ot: 7.5 X 0.D. 2TYY5 2TZL3 2WGJ4 1 2 AWG 0.49" teak O30: 24C146 — — 
7 14 AWG 0.59" 1.0% 0,0. 2TYZ2 2TZL9 2WGK1 1 1 AWG 0.57" 7.5 Xx 0.D. 24C147 — — 
12 20 AWG 0.45" 7.5 X 0.D. 2TYX1 2TZJ8 2WGG9 4 14 AWG 0.39" 10 XU). 24C134 _— — 
12 18 AWG 0.50" 7.5 X 0.D. 2TYX6 2TZK4 2WGH5 4 10 AWG 0.55" 7.5 x 0.D. 24€135 — — 
12 16 AWG 0.63" 7.5 Xx 0.D. 2TYY6 2TZL4 2WGJ5 4 6 AWG 0.77" {0 XU.D: 24C137 — — 
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© ReneralCabl BRAND Electronic Power- ome 
We beneralballlé No. 5PA18 = wat s 
6 : d Al Cab Limited Tray = CAROL. 
ecurity and Alarm Cable Cable (PLTC) © GeneralCatle BRAND 
SOUND, ALARM, AND SECURITY FIRE ALARM/LIFE SAFETY = Temp. range: 400 ft. | 500 ft. | 1000 tt. 
CABLE, TYPES CMR AND CMP CABLE, TYPES FPLR AND FPLP -4° to 221 °F No. of Conductor Nl | tem tem tem 
‘ | . i = ond. Ize oae 0. 0. 0. 
For burglar alarms, intercoms, PA = Compliance: NEC Article 760-61 = Resists sunlight Multi-Conductor, Unshielded 
systems, and sound systems. Stranded = Type FPLR meets UL 1666 = Stranded conductors 2 I8 AWG Coser — 5ZJL9 
or solid bare copper conductor. Jacket Vertical Tray Flame Test = Gray PVC jacket > +4 AWG 0043941 20K772 | 
has sequential footage markings to = 500-ft. Type FPLP meets UL | = Rated for 300V 3_IBAWG GO436A | 20KZ70 | — | 19G424 
facilitate installation. UL Listed and 910 Test for Flame Propagation Shielded cable has alumi. _Multi*Conductor, Shielded Oo 
California State Fire Marshall Approved. and Smoke Density : 2 22 AWG CO450A | — | — | ADP C3 
, stay...  1000-ft. Type FPLP meets NFPA num/polyester Flexfoil® = "220 AWG —Co452A | | aDPCS 
Shielded cable has an aluminum/poly- - typ 9 2 18 AWG _C0454A | 20KZ73 | 4A633 | 4DPC7 
262 Vertical Tray Flame Test shield with a 25% overlap 
‘ : ; a Temp. range: -4° to 167°F. except 2 14 AWG C0458A | 20KZ98 — 4DPD2 
tinned-copper drain wire. oe ae foil. Premium-grade 3 22 AWG CO451A | — —~_| 40PC4 
; 1000-ft. Type FPLP 32° to 167°F Bue incuiaion ie Color: 3 20AWG C0453A | — —_| 4DPC6 
iil range: -4° to 167°F ; Rated for 300V ; : : coded. Suitable for 3 te AWG coder 50KI76 = ADPU 
Ripcord included. California State Fire Biralaral : 3 14AWG —CO459A | — —__| 4DPD3 
except 500-ft. 22-ga. urglar alarms, intercom  "\yulti-Paired, Shielded 
unshielded are -4° to 140°F eee eee ee systems, cash registers, 4 _18AWG__CO5B4A |__| — 79438 * 
has foil shield with stranded tinned 4 18 AWG _CO560A | 20LA01 | — | 19G434 
= Rated for 300V nea ae and equipment control 4 18 AWG C0562A | 20LA02,_ — — 
. . copper drain wire. For wiring fire circuits G 1SAWGCOSEIA ——F9¢435 
Ripcord included. alarms, smoke detectors, fire protec- * Individually shielded. 
Plenum tive circuits, burglar alarms, and voice 
= Temp. range: 32° to 167°F communications. Sequential footage _ : 
= Rated for 300V markings to facilitate installation. No. 2W799 
UNSHIELDED SHIELDED 
Riser Rated Plenum Rated | Riser Rated | Plenum Rated 
eae oy 4 i 7 oo ta 
Ize on 0 0. 0. 
Sound, Alarm, ant Security abe PVC, s peige: Stranded No. 1ATD9 CAROL 
—y a 
Sound, Alarm, and Security Cable, -_ Riser Cable Gray, Plenum Cable ‘Natural, Stranded BRAND 
i SS eee 
4 — 4 4DPL7 
55 AWG i ‘O00 K DPJ2 DPK8 ADP? DPL8 ips diesen 
4 4 4 4 ; 4° ° 
Som - SOO TL rs ns TATKG or = Compliance: UL Wires Misc. 7 Temp. range: 4 to 140 F 
22 AWG 6 1000 ft ADP J3 ADPKS 40PK3 ADPLO » Stranded conductors (176°F on high-definition) 
500 ft. — — 7 — 
SoA 5 WOOT = = tPA OPW and PVC insulation = Stranded bare copper conductors 
18 AWG 2 500 ft. | 1ATJ3 TATIG ADPN4 A4DPN7 = PVC jacket with premium color-coded 
3 we ; ab tt TALS TALS AUPNe SDENG = Rated for 120V polypropylene insulation 
iA —2 Ioan SBF 196 — apis "SB — | FO Severe uso speaker use Not or Pe 
16 AWC fj 1000 ft) ADP ADPLA 6UTXS — in-wall use. Designed for stereo systems, in-wall 
\4 AWG 2 1900 ft 4pPJ8 4DPL5 4DPK6 4DPN3 speakers, home theater, and remote 
me Wee — ROOT 5PA18 PA2 PA30 passeiaie 
— 5PA24 5 
18 AWG | 500 ft. | 5PA19 = 5PA25 = sink atta waa Ca Leb 
1eAWG ; BOOT = — PA26 = Flat | } | | 
t. — — 5 — 
16 AWG 9 1000 ft. | 4DNZ4 ADNZ8 ADPA4 ADPAS 5 cea ent AEE, ide aULAgY sOLAzG 
16 AWG 4 1000 ft. | 4DNZ5 4DNZ9 4DPA5 4DPA9 Round : 
AWE 5 +000 fi} BUTHE BUTX7 = ADPCH a Blue __ 900 it. = ie = = 
14 AWG 4 500 ft. | SPA23 = = = z Navy _—_ 100 = cuLAs2 = = 
14 AWG 4 1000 ft. | 6UTX9 4DPA1 4DPAG 4DPC2 
12 AWG 2 1000 ft. | G6UTX4 — — — 
EE 
—— _ 
—— << ——_ No. 5LWR3 
No. 3NXN5 - —— 
No. 3NXN6 
C A R 0 SEE No. 6CGV6 
L. cy = cS Southwire’ 
BRAND WJ GeneralCable No. 3NXN7 ~~ | Type CL2 Thermostat Cable 
= . 2 = = Polypropylene 20 AWG 18 AWG 18 AWG 
Sprinkler Wire and Irrigation Cable insulation aera sar dot 
= UL Listed for outdoor and Wire Jacket Jacket Item =» PVC conductors oT ao No. No. No. 
: : ize aterial Color 0. and jacket 
ceingenD a Sut Rated for 150V; =} supe Rea Els Se 
= Operating temp.: -4° to 140°F 5 Conductors = Rated for 150V; 3a. ae TW aaa 
; , 18AWG PVC Black 500 ft. 3NXN5 plenum rated 20 It. 9 9 
= Premium-grade, color-coded insulation 5 250 fi. 5LWR4 5LWP8 6CGV5 
7 vont uctors V 6 250Tt LWRO LWP6 6CGV3 
= Fully annealed, solid bare i8AWG PVC Black 500ft. 3NXN6 | are 300 § —$2ni-|— EW a rWBe BCCI 
10 Conductors = Operating temp: 00 Tt. 9 9 
copper conductors Plenum 
18AWG PVC Black 500 ft. 3NXN7 “90° to 60°C ; SOOT = = C840 
Ripcord included. For use in low-voltage 10%, Irrigation Cable 3500 tt = = 300850 
commercial, golf course, and residential 14AWG PVC Red 500%. SzuR5 | SOlld cable for low-volt- 4 280 = = 30C851 
satellite or solenoid sprinkler control PraWe Eve White. 00 fis ZIRE. |-a0e WING neots Hye 3 —$Se0 = = a0C853 
applications. 725 and is UL Listed. 8 950 ft. = = 300354 
Sign in to Grainger.com® to see YOUR Pricing and MORE 349 
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CAROL. 
Communication Cable BRAND W GeneralCable 


= Fully annealed, stranded Cables facilitate cable pull-ins and single-site installations. These cables are typically used for indus- 
tinned copper conductors __ trial equipment control, electric valve actuation, and remote signaling. Also used for communications 
= Color coded and broadcast applications. Multi-paired cable designs find frequent application in circuits requiring 
= 1000-ft. rolls circuit-to-circuit isolation from noise, minimization of capacitance imbalances, and a reduction of EMI 
interference currents. 


Note: 100- and 500-ft. rolls are available on Grainger.com®. 








Conductor Total No. of Jacket Jacket Nominal Item Conductor Total No. of Jacket Jacket Nominal Item 
Size Conductors Material Color 0.D. Temp. Range _ No. Size Conductors Material Color 0.D. Temp. Range No. 
Multi-Conductor, Shielded Multi-Conductor, Unshielded 
0 Pair) PVC Gray 0.167" —_-4° to 167°F + 4DNY8 94 awe —8.(0 Pair) PVC Gray 0.214"  —-4° to 176°F_ 19G545 
3(0 Pair) PVC Gray 0.164" —-4°to 176°F_ ~5ZJNO 10 (0 Pair) PVC Gray 0.244" ~—-4°to 176°F_19G548 
24AWG 4(0Pair) PVC Gray 0.175" —-4° to 176°F_ = 5ZJN1 2(0 Pair) PVC Gray 0.130"  -4°to176°F 5ZJR0 
6 (0 Pair) PVC Gray 0.201"  —-4°to 176°F ~ 5ZJN2 3(0 Pair) PVC Gray 0.176" = -4° to 176°F =19G593 
15 (0 Pair) PVC Gray 0.276"  -4°to1/76°F 19G454 99 awG —4(0 Pair) PVC Gray 0.189"  -4°to 176°F 19G594 
2(0 Pair) PVC Gray 0.169"  -4°to176°F 5ZJN3 6 (0 Pair) PVC Gray 0.218"  -4°to 176°F 19G597 
2(0 Pair) PVC Gray 0.167" —_-4° to 167°F_ + 19G550 8 (0 Pair) PVC Gray 0.230" —-4° to 176°F 19G596 
3(0 Pair) PVC Gray 0.177" —-4° to 176°F ~ 5ZJN4 12 (0 Pair) PVC Gray 0.276"  -4°to 176°F 19G598 
22 AWG 3(0Pair) PVC Gray 0.196" —-4°to 167°F_ + 19G555 2(0 Pair) PVC Gray 0.192"  -4°to 176°F + 4DNZ2 
4(0 Pair) PVC Gray 0.190"  —-4°to 176°F ~ 5ZJN5 20AWG 4(0Pair) PVC Gray 0.235" -4° to 176°F =19G635 
4(0 Pair) PVC Gray 0.213" —-4° to 167°F_ + 19G553 5(0 Pair) PVC Gray 0.254" = -4° to 176°F = =5ZJR1 
6 (0 Pair) PVC Gray 0.219"  -4°to176°F 5ZJN6 2(0 Pair) PVC Natural 0.156" 32°to167°F 5ZJP1 # 
2(0 Pair) PVC Gray 0.183" —-4° to 167°F_ 2W594 2(0 Pair) PVC Natural 0.156" 32°to167°F 5ZJP2 
2(0 Pair) Rubber Black 0.270" _—-4°to 140°F_ 1YPY4 2(0 Pair) PVC Gray 0.190" —-4° to 1/6°F 19G565 
29 awg —3-(0 Pair) Rubber Black 0.285" —-4° to 140°F_~—1YPY5 3 (0 Pair PVC Natural 0.166" 32°to16/°F 5ZJP4 
4(0 Pair) Rubber Black 0.300" —-4°to 140°F_ 1YPY6 3 (0 Pair PVC Gray 0.236" —-4° to 1/76°F +19G566 
4(0 Pair) PVC Gray 0.236"  -4°to176°F 5ZJN7 4(0 Pair) PVC Natural 0.182"  32°to167°F 5ZJP3 
4(0 Pair) PVC Gray 0.234" —-4°to 167°F_ 4DNY9 18AWG 4(0Pair) PVC Gray 0.258" —-4° to 176°F_ 19G525 
2(0 Pair) PVC Gray 0.203"  —-4° to 221°F_ 5 ZJP9 9 (0 Pair) PVC Gray 0.280" —-4° to 176°F =19G530 
No. 1YPY5 2(0Pair) PVC Gray 0.233  -4°to16/°F 2W595 7(O0Pair) PVC Gray 0.309  -4°to1/6°F 19G531 
3(0 Pair) PVC Natural 0.169" 32°to16/7°F 5ZJPO 8(0 Pair) PVC Natural 0.239" 32°to167°F 5ZJP5 
18AWG 3(0Pair) PVC Gray 0.213"  -4°to 167°F + 19G557 9(0 Pair) PVC Gray 0.358" — -4° to 176°F =19G532 
4(0 Pair) PVC Gray 0.238"  -4°to 176°F_ 4DNZ1 15 (0 Pair) PVC Gray 0.445" -4° to. 176°F =19G533 
4(0 Pair) PVC Natural 0.185" 32°to167°F 5ZJN9 19 (0 Pair) PVC Gray 0.469" —-4° to 176°F =19G534 
6 (0 Pair) Rubber Black 0.370" —--4°to 140°F_~—1YPY2 46 AWG 2(0 Pair) PVC Gray 0.260" -4°to176°F 19G526 
2(0 Pair) PVC Gray 0.307" —-4° to 167°F_ + 19G558 4(0 Pair) PVC Gray 0.306"  —-4° to 176°F =19G535 
16AWG 3(0Pair) PVC Gray 0.325" —-4° to 167°F_ + 19G559 14 AWG 2(0 Pair) PVC Gray 0.326"  -4°to 194°F 4DNZ3 tf 
4(0 Pair) Rubber Black 0.385" —-4°to 140°F_19G498 2(0 Pair) PVC Natural 0.212" 32°to167°F 5ZJP6 
Multi-Paired, Shielded 
99 awG —4(2 Pair) PVC Gray 0.160"  —-4° to 176°F =19G496 
No. 19G597 6 (3 Pair) PVC Gray 0.292" -4° to 176°F + 2W598 
. 18 AWG 6(3Pair) PVC Gray 0.395" —s -4° to. 176°F_ =19G623 
t CL3 and CMG only. # Pull Pac. 
CAROL a No. 3ZK54 No. 3ZK55 
Coaxial Cable — 
Coaxial 
Cable Conductor Mfr. Item 
Type Size Color Impedance Shielding Type Capacitance 0.D. L Model No. 
14 AWG Black 75 Ohms 100% Flexfoil, 60% Aluminum Braid 16.2 pf/ft. 0.395" 1000 FT. C5039.41.01 21Y738 
RG-11/U 14 AWG Black 75 Ohms (2) 100% Flexfoil, 60% Aluminum Braid, (2) 40% Aluminum Braids 16.2 pf/ft. 0.405" 1000 FT. (C5044.41.01  21Y741 
14 AWG White 75 Ohms (2) 100% Flexfoil, 60% Aluminum Braid, (2) 40% Aluminum Braids 16.0 pf/ft. 0.372" 1000 FT. C3529.41.02 21Y723 
RG-174/U 26 AWG Black 50 Ohms 88% Tinned Copper Braid 13.6 pf/ft. 0.103" 1000 FT. €1156.41.01 21Y693 
RG-213/U 13 AWG Black 50 Ohms 95% Bare Copper Braid 30.8 pf/tt. 0.405" 100 FT. C1176A 20LA20 
13 AWG Black 50 Ohms 95% Bare Copper Braid 30.8 pf/tt. 0.405" 1000 FT. €1176A.41.01 21Y695 
RG-58/AU 20 AWG Black 50 Ohms 95% Tinned Copper Braid 26.0 pf/tt. 0.195" 1000 FT. C1188.21.01  3ZK54 
20 AWG Black 50 Ohms 95% Tinned Copper Braid 30.8 pf/tt. 0.195" 1000 FT. €1178A.21.01 21Y696 
RG-58/U 20 AWG Black 50 Ohms 95% Tinned Copper Braid 30.0 pf/ft. 0.195" 1000 FT. C1166.41.01  5ZJN8 
20 AWG Black 50 Ohms 95% Tinned Copper Braid 13.6 pf/ft. 0.195" 1000 FT. (€1155.41.01 21Y691 
20 and 18/2AWG Black 71 Ohms 95% Bare Copper Braid 16.2 pf/ft. 0.238" x 0.440" 1000 FT. C8028.41.01 3NXL8 
20 AWG Black 71 Ohms 95% Bare Copper Braid 16.2 pf/ft. 0.234" 1000 FT. €1142.41.01 3NXL5 
RG-59/U 20 AWG Black 75 Ohms 100% Flexfoil, 40% Aluminum Braid 16.2 pf/ft. 0.234" 1000 FT. C5780.41.01_ 21747 
22 AWG Black 7/6 Ohms 95% Bare Copper Braid 17.0 pf/ft. 0.242" 100 FT. C1103 20LA19 
22 AWG Black 76 Ohms 95% Bare Copper Braid 17.0 pf/ft. 0.242" 1000 FT. €1103.41.01 3NXL4 
23 AWG Black 73 Ohms 95% Bare Copper Braid 21.0 pf/tt. 0.242" 1000 FT. €1106.41.01 21Y684 
18 and 18/2 AWG Black /5 Ohms 100% Foil, 95% Tinned Copper Braid 16.2 pf/ft. 0.270" x 0.493" 1000 FT. C8029.41.01 3NXL7 
18 AWG Black 75 Ohms 100% Flexfoil, 60% Aluminum Braid 16.2 pf/ft. O.2 70° 1000 FT. €5775.31.01 3ZK56 
18 AWG White 75 Ohms 100% Flexfoil, 60% Aluminum Braid 16.2 pf/ft. 0.275" 1000 FT. €5775.41.02 6XWT6 
18 AWG White 750hms  Quad-Shield, (2) 100% Flexfoil, 60% Aluminum Braid, 40% Aluminum Braid 16.2 pf/ft. 0.292" 1000 FT. €5785.41.02 6XWT7 
RG-6/U 18 AWG Black 75 Ohms 100% Flexfoil, 60% Aluminum Braid 16.2 pf/ft. Q.275° 1000 FT. C5886.31.01 21Y751 * 
18 AWG Black 75 Ohms 100% Flexfoil, 60% Aluminum Braid 16.2 pf/ft. 0.275" 1000 FT. C5886.41.01 21752 
18 AWG Black 75 Ohms (2) 100% Flexfoil, 60% Aluminum Braid, (2) 40% Aluminum Braids 16.2 pf/ft. 0.292" 1000 FT. C5889.31.01 21Y753 * 
18 AWG Black 75 Ohms (2) 100% Flexfoil, 60% Aluminum Braid, (2) 40% Aluminum Braids 16.2 pf/ft. 0.292" 1000 FT. C5889.41.01 21754 
18 AWG Natural 75 Ohms 95% Bare Copper Braid 16.2 pf/ft. 0.232" 1000 FT. 495035.41.86 21957 
RG-62/U 22 AWG Black 93 Ohms 95% Bare Copper Braid 13.6 pf/ft. 0.242" 1000 FT. C€1164.41.01  2W592 
RG-8/U 10 AWG Black 50 Ohms 100% Flexfoil, 88% Tinned Copper Braid 24.6 pt/ft 0.405" 1000 FT. C€1180.41.01 21Y697 
7 Rated 13 AWG Black 52 Ohms 95% Bare Copper Braid 29.5 pf/tt. 0.405" 1000 FT. €1154.41.01 21Y689 
enum Rate 
RG-11/U 14 AWG Natural 75 Ohms 100% Flexfoil, 60% Aluminum Braid 16.0 pf/ft. 0.351" 1000 FT. C€3528.41.02 3NXN1 
RG-58/U 19 AWG Natural 50 Ohms 95% Bare Copper Braid 25.0 pf/tt. 0.161" 1000 FT. C3519.41.86 3ZK55 
RG-59 20 AWG Blue /8Ohms 100% Flexfoil, 57% Tinned Copper Braid 19.2 pf/ft. 0.242" 1000 FT. C8001.41.07 21Y755 
RG-59/U 20 and 18/2 AWG Natural 75 Ohms 95% Bare Copper Braid 16.3 pf/ft. 0.200" x 0.383" 1000FT. C8030.41.86  5ZJR2 
18 AWG Natural 75 Ohms 100% Flexfoil, 60% Aluminum Braid 16.0 pf/ft. 0.232" 100 FT. C3524 20KZ88 
18 AWG Natural 75 Ohms (2) 100% Flexfoil, 60% Aluminum Braid, 40% Aluminum Braid 16.0 pf/ft. 0.306" 100 FT. C3525 20KZ89 
RG-6/U 18 AWG Natural 75 Ohms 100% Flexfoil, 95% Tinned Copper Braid 16.0 pf/ft. O:230° 1000 FT. C3521.41.86 3ZK58 
18 AWG Natural 75 Ohms 100% Flexfoil, 60% Aluminum Braid 16.0 pf/ft. 0.232" 1000 FT. C3524.41.86 4DNY5 
18 AWG Natural 75 Ohms (2) 100% Flexfoil, 60% Aluminum Braid, 40% Aluminum Braid 16.0 pf/ft. 0.306" 1000 FT. C3525.41.86 4DNY6 
RG-8/U 11 AWG Black 50 Ohms 95% Bare Copper Braid 26.0 pf/tt. 0.405" 1000 FT. €1198.41.01 21698 
* Pull-Pac® packaging. 
350 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE’ ELECTRICAL 
Find the yf. Find Solutions. Find Great Prices. Wire & Cable 
@ MONOPRICE Ss 
Coaxial Cables ei) 
Feature F-type connectors. RG-6 quad shielded. | 
18 AWG. In-wall rated. 75-ohm impedance. 
1 ft. 6" 3 fi. 6 ft. 10 ft. 12 ft. 15 ft. 
Color Item No. | Item No. | Item No. | ItemNo. | Item No. | Item No. a No. 5RGNS 
White 14C399 5RGN6 5RGN8 14€403 _ _ : 
Black _ 5RGN5S SRGN7 140393 oRGP1 14C395 —_——— 
(7 ( 
( i ( 
, 
&) 
. we 
No. 4JY51 No. 5LR24 ees No. 1UKD4 No. 5LR18 No. 4LWY3 No. 4LWY8 
. W Power 
Coaxial Connectors 
For installation tools, see page 366. 
Cable Installation Item Pkg. Cable Installation Item Pkg. 
Type Method Brand No. Qty. Type Method Brand No. Qty. 
BNC Femaile RG-6 Crimp-On Power First 5LR16 1 
Coaxial, In-Line Splice Coupler — Power First 4JYS7 a RG-6 Crimp-On (2 Piece) Power First oLR18 1 
BNC Male RG-6 Push-On Power First 4LWY6 4 
RG-59 Compression Power First 2UYH2 ~=s15 RG-6 Push-On Power First 4LWY7 4 
RG-59 Crimp-On (3 Piece) Power First AJYS2 5 : Twist-On Power First oLR22 1 
RG-59 Twist-On Power First 4JY51 3 RG-6 with Single/Tri/Quad Shielding Compression Power First 4UJL3 4 
RG-59 Plenum Compression IDEAL 6KJT2 15 RG-6 with Single/Tri/Quad Shielding Compression Power First 4LWY3 10 
RG-6 Compression Power First 2UYH1 19 RG-6 with Single/Tri/Quad Shielding Compression Power First 4PCZ5 90 
F-Type Female RCA Male 
Coaxial, In-Line Splice Coupler — Power First 5LR24 1 RG-59 Compression Power First 4LWY8 10 
F-Type Male RG-6 Compression Power First 4LWY9 10 
Coaxial, Terminator Cap Compression Power First oLR15 1 3-WAY 4-\WAY 5-WAY 
RG-11 Compression Power First ALWYS 10 Description Item No. | Item No. | Item No. 
RG-59 Compression Power First 5LR17 1 Cable Splitter 
RG-59 Compression Power First TUKD7 50 5-900 MHz Splitter, 75 Ohm 5LR25 5LR26 5LR27 
ae KO its oe Twist-On Power First OLR23 High Performance Splitter, 5 MHz - 1 GHz 4JWT7 — 4JWT9 
atellite and Digital TV Splitter, 5 MHz - 2.3 GHz 4LWZ1 4LWZ2 4LWZ3 
Quad Shielding EOMpression POWSENISE awe Surge Suppression Splitter, 5 MHz - 1 GHz ALWZ4 = ALWZ5 
RG6 Compression Power First TUKD8 50 Diplexer, SATV/TV Combiner Splitter, 2.1 GHz 4LWZ6 — — 
RG-6 Compression Power First 1UKD4__—10 
Bs ites 
a | = No. 12H915 
4 yg - 
~ » No. 12H896 
No. 11Y862 = — al oe’ 
No. 11Y878 | —- . Isa 
Coax Connectors No. 12H892 DOLPHIN: 
For installation tools, see page 366. 
IMPEDANCE IMPEDANCE IMPEDANCE 
50 ohms | 75 ohms 50 ohms | 75 ohms 50 ohms | 75 ohms 
Cable Installation Item Item Cable Installation Item Item Cable Installation Item Item 
Type Method No. No. Type Method No. No. Type Method No. No. 
BNC Female Coaxial Connector RG-59 Plenum Compression — 12H907 F-Type Male Coaxial Connector 
RG-58 Crimp-On (2 Piece) | 11¥889 _— RG-59 Plenum Pamoression _ 12H908 RG-11 Compression _— 12H929 
RG-58 Crimp-On (3 Piece) | 11¥894 | 12H888 Quad p RG-59 Attached Crimp- 12H894 
RG-58 Twist-On 11Y884 — RG-6 Compression _— 12H909 n Ring 
RG-58 Plenum Crimp-On (2 Piece) — | 12H882 RG-6 Crimp-On (2 Piece) | 11¥867 | 11¥910 RG-59 Compression — __|12H896 
RG-59/62 Crimp-On (2 Piece) | 11¥890 | 12H879 RG-6 Crimp-On (3 Piece) | 11¥873 | 12H874 RG-59 Plenum Attached Crimp- 12H893 
RG-59/62 Crimp-On (3 Piece) | 11¥895 | 12H889 RG-6 Twist-On 11Y¥863 | 11Y905 On Ring 
RG-59/62 Twist-On 11Y885 | 12H884 RG-6 Gold Compression _— 12H910 RG-59 Plenum Compression _— 12H897 
RG-59/62 Plenum Crimp-On (2 Piece) | 11¥892 | 12H881 RG-6 Gold Quad Compression — | 12H914 RG-59 Plenum Panrescion — | 42H898 
RG-99/62 Plenum Crimp-On (3 Piece) | 11Y897 | 12H891 RG-6 Plenum Compression — | 12H911 Quad P 
RG-59/62 Plenum Twist-On 11Y887 | 12H886 RG-6 Plenum Crimp-On (2 Piece) | 11¥870 | 12H871 RG-6 Compression — __|12H899 
RG-6 Crimp-On (2 Piece) | 11¥891 | 12H880 RG-6 Plenum Crimp-On (3 Piece) | 11¥877 _ RG-6 Gold Compression — __|12H901 
RG-6 Crimp-On (3 Piece) | 11¥896 | 12H890 RG-6 Plenum Twist-On 11Y¥864 | 11Y907 RG-6 Gold Quad Compression — _|12H905 
RG-6 Twist-On 11Y886 | 12H885 RG-6 Plenum Quad _—_—s Compression — | 12H912 RG-6 Plenum Attached Crimp- 12H892 
RG-6 Plenum Crimp-On (2 Piece) | 11¥893 | 12H883 RG-6 PVC/PTFE, n Ring 
RG-6 Plenum Crimp-On (3 Piece) | 11¥898 _— RG-58 PVC, Crimp-On 4KEC7 | 4KEC6 RG-6 Plenum Compression — __|12H902 
RG-6 Plenum Twist-On 11Y888 | 12H887 RG-59 PVC/PTFE RG-6 Plenum Quad Compression _ 12H903 
BNC Male Coaxial Connector RG-6 Quad Compression — 12H913 RG-6 Quad Compression — 12H904 
Belden 8218 Crimp-On (3 Piece) | 11¥875 _ RG-8/11 Crimp-On (3 Piece) | 11¥883 | 12H878 RCA Male Coaxial Connector 
RG-174/188/316 gtimp- -On (3 Piece) _ 12H876 BNC Male Coaxial Connector (Right Angle) RG-59 Compression _ 12H915 
RG-58 Crimp-On (2 Piece) | 11¥865 | 11Y908 RG-99 Compression _— 12H924 RG-59 Plenum Compression _ 12H916 
RG-58 Crimp-On (3 Piece) | 11¥871 | 12H872 RG-99/62 Crimp-On 11Y881 _ RG-59 Plenum Gaanreecin — | 42917 
RG-58 Twist-On 11¥862 | 11Y903 RG-59/62 Twist-On 11Y878 _ Quad P 
RG-98 Plenum Crimp-On (2 Piece) | 11Y869 — RG-99/62 Plenum Twist-On 11Y880 — RG-6 Compression — _|12H918 
RG-59 Compression _ 12H906 RG-59 Plenum Compression — 12H925 * RG-6 Gold Compression _ 12H919 
RG-59/62 Crimp-On (2 Piece) | 11Y866 | 11Y909 RG-6 Compression — 12H926 * RG-6 Gold Quad Compression _ 12H923 
RG-99/62 Crimp-On (3 Piece) | 11¥872 | 12H873 RG-6 Crimp-On 11Y882 —_ RG-6 Plenum Compression — _| 12H920 
RG-59/62 Twist-On _— 11Y904 RG-6 Twist-On 11Y879 — RG-6 Plenum Quad Compression _ 12H921 
RG-59/62 Mini Crimp-On 3 Piece 11Y876 | 12H87/7 RG-6 Plenum Compression _ 12H928 * RG-6 Quad Compression _ 12H922 
RG-59/62 Plenum Crimp-On (2 Piece) | 11¥868 | 11Y911 RG-6 Quad Compression _— 12H927 * 
RG-59/62 Plenum Crimp-On (3 Piece) | 11¥874 | 12H875 BNC Male Coaxial Terminator 
RG-59/62 Plenum Twist-On _ 11Y906 Coaxial Crimp-On — 11Y902 { 
* Gold color. ¢ Impedance is 93 Ohms. Coaxial Crimp-On 11899 | 11¥901 
Sign in to Grainger.com® to see YOUR Pricing and MORE 301 
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Gen SPEED BRAND @ MONOPRICE 
Category Cable 


Designed with a solid conductor. PVC jackets have sequential foot markings. Outside Plant Cable No. 1MW2Z2 features 
internal cross-web that maximizes pair separation for enhanced electrical performance. No. 1MWX7 has helical aluminum 














5e Plenum 
Cable armor over inner jacket for increased cable protection and tensile support strength. Meet ANSI/TIA/EIA 568A, ANSI/ICEA 
S-90-661, and NEMA WC63.1. UL and C-UL Listed. 
CAT 5E CAT 6 
= 24-ga. conductors = 23-ga. conductors 
= 100 Mbps, 155 Mbps, and Gigabit Ethernet = 1000 Base-T Gigabit Ethernet, 100 
= 100 Base-T Base-X, 10 Base-T (IEEE 802.3) 
= 52/155 Mbps ATM = 1000 Base-TX 
All pair counts meet Cat 5e Power Sum backbone trans- = 4/16 Mbps Token Ring 
mission requirements; suitable for high-speed data = 155 Mbps/1.2 Gbps ATM 
transmission. Excellent for digital video and broadband and baseband 
analog video. Filler design makes cable very round and 
easy to handle. 
No. of BLUE WHITE GRAY YELLOW BLACK 
Category Conductor Package _—iitem Package Item Package Item Package Item |Package Item 
Type Pairs L Brand Type No. Type No. Type No. Type No. Type No. 
Riser Cable 
Unshielded 
5e€ 4 100 ft. GenSpeed |) PullPac 30YJ26 | PullPac 30YJ25 | — — — _— Spool 30YJ21 
5e 4 100 ft. Carol Pull Pac 30YJ27 — —  |Pull Pac 30YJ28 _ — = _— 
5e 4 1000 ft. GenSpeed Reel in Box 1MUF6 |Reel in Box 1MUF8 |Pull Pac 3ZK44 Spool 4DNW5 | Spool 14MWX5 
Pull-Pac 5e 4 1000 ft. GenSpeed | PullPac 5MD21 | PullPac 5MD20 | Spool 5SMD22 — — — — 
5e€ 4 1000 ft. Carol Pull Pac 21EN32 |} Pull Pac 21EN31 |Pull Pac 21EN33 — _— — _ 
5e 4 1000 ft. Monoprice — —_ Box 425Y29 Box 425Y34 = — — _— 
5e 8 1000 ft. GenSpeed = — = —_ = —_— PullPac 450X05|; — — 
6 4 100 ft. Carol Pull Pac 30YJ31 — _— — _— — _— — _— 
6 4 100 ft. GenSpeed = _— — — — _— — — Spool 30YJ22 
6 4 1000 ft. GenSpeed | Spool 1MUL8 Spool 1MUL9 _ _ Reel in Box 1IMUN3 | Spool 1MWZ2 
6 4 1000 ft. GenSpeed | Pull Pac 1MUL7 ~~) PullPac 1MUN1 = _— PullPac 450X25| — _— 
6 4 1000 ft. GenSpeed |Reel in Box 3WA22 — _ — _ PullPac 1MUN4, — — 
6 4 1000 ft. Carol Pull Pac 21EN38 | Pull Pac 21EN37 |Pull Pac 21EN39 — — — — 
6 4 1000 ft. Monoprice} Spool 425Y38 — _— Spool 425Y40 —_ — Box 425Y37 
6 4 1000 ft. Monoprice — _ —_— _ — _ — _ Spool 425Y41 
6 4 1000 ft. Monoprice — _ — — _— _ — _— Spool 425Y42 
6 8 1000 ft. GenSpeed | PullPac  450X14 ) PullPac 450X15 |) — _— — — |Pull Pac 450X08 
6A 8 1000 ft. GenSpeed | Spool  450X21 Spool 450X22; — _— — — — _— 
Shielded 
5e€ 4 1000 ft. GenSpeed | Spool 1MUH5 Spool 1MUH6 —_— _ — — Spool 1MWX7 
6 8 1000 ft. GenSpeed | Spool 450X07 _— — _ _ — _— _— _ 
5e€ 4 1000 ft. Monoprice Box 425Y28 — _ — _ — —_— — _ 
Plenum Cable 
; Unshielded 
Reel in a Box 5e 4 100 ft. Carol | PullPac  30YJ29 — —___|Pull Pac 30YJ30 = — — — 
5e 4 100 ft. GenSpeed |} Pull Pac 30YJ23 | PullPac 30YJ24 > — _ —_— _— —_— _ 
de 4 1000 ft. Carol Pull Pac 21EN35 | Pull Pac  21EN34 |Pull Pac 21EN36 — _— — — 
5e 4 1000 ft. GenSpeed | Spool 3ZK40 | PullPac 5MD18 |PullPac 5MD19 | PullPac 4DNW4,) — — 
5e 4 1000 ft. GenSpeed | Pull Pac 5MD17 _— _ _— _ _— _ _— _ 
5e 4 1000 ft. Monoprice — — = — = — — _— Box 425Y31 
5e 4 1000 ft. Monoprice — — = — = — = — Box  425Y35 
5e 8 1000 ft. GenSpeed = _ = — = — = — Pull Pac 450X02 
6 4 100 ft. — Carol Pull Pac _30YJ32 — — __|Pull Pac 30YJ33 — _— — _— 
6 4 1000 ft. GenSpeed Reelin Box 3WA23 = Spool 1MUL1 |PullPac 4DNV9 Spool 1MUL4 | — — 
6 4 1000 ft. GenSpeed | PullPac 1MUH8 | PullPac 1MUL2 | — — PullPac 1MUL5| — — 
6 4 1000 ft. Carol Pull Pac 21EN41 | Pull Pac 21EN40 |Pull Pac 21EN42 — — — — 
6 8 1000 ft. GenSpeed _— _ _— _— _ _ — — |Pull Pac 450X12 
6 8 1000 ft. GenSpeed | Pull Pac 450X09 | PullPac 450X10 Pull Pac 450X11 | PullPac 450X13 | Pull Pac 450X06 
6A 4 1000 ft. Monoprice = — Spool 425Y52 | — — — — Spool 425Y54 
Shielded 
5e 4 1000 ft. GenSpeed | Spool 1MUH2 —_ _ Spool 4DNV7 —_— — — _ 





HUBBELL 
Se eee A S 


4 
—— 
Wiring Device-Kellems 


Pulling Grips 


=. ee eee - eae 


— Steet fore 


Cable Dia. Breaking Eye Mesh Item 





eeEES See AS eet Strong galvanized steel mesh grips Jani Range Strength Length Length _No. 
: j iti j } unior 

— we. ce ,— - provide positive holding power while 0.25" to 0.36" 450 Ib 37; Av" 6C107 
— — ea pulling electrical, data, and commu- 0.37 to _ 8001. sv mu 6C108 

nn’ H H H 1 , i to : i : 4" 5" 
nication wires at low tension through 0°62" to 0.74" 4950 Ib: zi 10" C140 
conduit. Rubber boot contains and 0.75 to dE ai Ib. a : a cai 

H H ‘ to ‘ i , " 0" 
Pulling Grip Kit protects cable ends. Flexible single eye Kit contains 1 of each size above and storage pouch 6D189 
No. 6D189 provides easy attachment to pulling aU , ae _ ~ anes 
lines and fish tapes. Reusable and 0.62"to 0.74" 2800 Ib. 5 16" 6D213 
ae ene easily installed. CSA Certified. 0.75"to 0.99" 4000 Ib. 6" 20" 6D214 
ee a 1.00" to 1.24" 6800 Ib. 7" 20°‘ 6D215 
Light-Duty Note: Always use a Safety Factor in application. 1.25" to 1.49" 6800 Ib. 7 of" 6D216 
No. 6D212 Never use grips at tensions up to listed breaking 1.50" to 1.99" 6800 Ib. 8" 23° 6D217 
strength. Recommended Safety Factor of 5. 2.00’ to 2.49" 8500 Ib. o 20.__-6D218 
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ELECTRICAL 
Data Comm 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





No. 
19N902 


TRIPP-LITE 
Data Comm Cabinets 


Perfect for organizing and protecting rack-mount servers, storage, and network/telecom 
equipment quickly. Black finish. See this page for rack-mount power distribution units. 





Rack Load Mfr. Item 
Item Units Rating Material H W D Model No. 
Wall Mount 
Smart Rack Enclosure 6U 140 Ibs. Heavy Duty Steel 14.00" 23.00" 17.00" SRW6U 19N902 
Open Frame Rack 8U, 12U, or 22U 150 Ibs. Steel 42.30" 20.11" 18.24" =SRWO8U22 6HKP1 
Open Frame Rack 12U 150 Ibs. Steel 30.45" = 19.76" 20.35" SRWO12US  6HKPO 
Rack Enclosure 12U 140 Ibs. Steel 27.95" 26.38" 21.60" SRW12US — 6HKN7 
Rack Enclosure 12U 250 Ibs. Steel 25.00" 23.63" 33.50" SRW12US33 6HKN8 
Rack Enclosure 12U 140 Ibs. Steel 25.00" 23.63" 21.60" SRW12USG  6HKN9I 
Floor Mount 
Open Frame Rack,4-Post 13U 1000 Ibs. Steel 28.00" = 20.20" 34.30" SR4POST13  6HKP4 
Open Frame Rack,2-Post 25U 800 Ibs. Aluminum 49.00" 20.30" 14.00" SR2POST25 6HKP3 
Rack Enclosure 42U 3000 Ib. Stationary, 2250 Ib. Rolling Steel 78.50" = 23.63" ~~ 43.00" SR42UB 6RHW5 
Rack Enclosure 42U 3000 Ib. Stationary, 2250 Ib. Rolling — 78.50" = 43.00" 23.63" SR42UBZ4 14A335 
Rack Enclosure 42U 3000 Ib. Stationary, 2250 Ib. Rolling — 78.50" =32.00" = 23.63" SR42UBSD 13J809 
Open Frame Rack 45U 1000 Ibs. — 84.30" 39.40" 20.30" SR4P0ST1224 14A334 
Accessories 
Rolling Caster Kit, For Use With 6HKP4,6HKN7, AND 6HKN8. Allows 4 Post Open Frame Racks SRCASTER  6HKP2 


No. 6RHW5 


and SRW12US to Become Mobile, Heavy Duty 550 Ib. (Per Caster) Rating 


_ 8 No. 6ECK2 





= 


RITTAL 
_ #55 








TRIPPLITE APC 


by Schneider Electric 





No. 14A325 











Power Distribution Units aia 

Offer reliable rack-mount multioutlet power distribution from any supplied power source. High-quality design 

includes rugged all-metal housing and secure rack-mount installation with included mounting accessories. 

Metered units offer real-time local reporting of load levels via built-in digital meter. 

Receptacle No. of Max. Cord Mfr. Item 
Plug Type Type Outlets Voltage Amps Length H W L Brand Model No. 

Nonmetered 
IEC-320 C14 IEC-320 C14 8 200 to 208/240VAC 10 6 ft. 32%/oa" 172VYea" 3¥52" Tripp Lite PDUBHV10 14A325 

NEMA 5-20P, NEMA L5-20P NEMA 5-15/20R 16 120VAC 20 12 ft. 1%! 17% 141%" Tripp Lite | PDUMH20ATNET 2GZR9 

NEMA 5-20P, NEMA L5-20P NEMA 5-15/20R 16 120VAC 20 12 fi. 1%! 17% 141%" Tripp Lite PDUMH20AT _—-2GZT2 

NEMA 5-20P, NEMA L5-20P NEMA 5-15/20R 20 120VAC 20 15 ft. 1V4' 1%" 60" Tripp Lite PDUMV20 2G275 
NEMA 5-15P NEMA 5-15R 8 120VAC 15 12 fi. 1%! 17% 147%" Tripp Lite  PDUMH15ATNET 2GZR8 
NEMA 5-15P NEMA 5-15R 8 120VAC 15 12 fi. 1%! 17%" 147%" Tripp Lite PDUMH15AT —-2GZT1 
NEMA 5-15P NEMA 5-15R 10 120VAC 15 12 ft. 25/4" g' 173%a" APC AP9562 6ECK4 
NEMA 5-15P NEMA 5-15R 10 120VAC 15 15 fi. 24" 4' 17% Tripp Lite TLM1015NC —-33L715 
NEMA 5-15P NEMA 5-15R 13 120VAC 15 15 fi. 1% 17% 4 Tripp Lite PDUMH15 2GZT3 
NEMA 5-15P NEMA 5-15R 13 120VAC 15 15 fit. 1%! 17%" 4 Tripp Lite PDU1215 6RHWO 
NEMA 5-15P NEMA 5-15R 16 120VAC 15 15 ft. 3' 1%" 48" Tripp Lite PDUMV15 2GZ14 
NEMA L5-30P NEMA 5-20R 10 120VAC 20 12 ft. 1%" 24" 173%a' APC AP9560 6ECK3 
NEMA L5-30P NEMA 5-15R 24 120VAC 30 15 fi. 1%" 17% 4 Tripp Lite PDU2430 6RHW2 
NEMA L5-20P NEMA 5-20R 10 120VAC 20 12 ft. 294" g' 173%4' APC AP9564 6ECK5 
NEMA L5-20P NEMA 5-20R 13 120VAC 20 15 fit. 1%! 17%" Ay Tripp Lite PDU1220T 6RHW1 
NEMA L5-20P NEMA 5-20R 24 120VAC 20 10 ft. 1%" 2164 6394" APC AP7530 6ECK2 
NEMA L6-30P ca a 208VAC 30 10 ft 1%" 21% 4" 639" APC AP7541 GECK6 
NEMA L6-30P (32) C13, (6) C19 38 208/240VAC 30 10 ft. 354" 2A" 639" Tripp Lite PDUV30HV 6RHW4 

Metered 
NEMA 5-15P NEMA 5-15R 8 120VAC 15 12 ft. 1%" 13%" 17152" APC AP7800B 6ECK7 

NEMA L6-20P, IEC-320C20 (8) C13, (2) C19 10 208/240VAC 20 12 ft. 1%! 17%" 6%" Tripp Lite PDUMH20HV _—-14A324 

No. 43Y974 


APC 


by Schneider Electric 


Power Cords 
= Temp. range: -32° to 167°F 








APC 


by Schneider Electric 





[Pp wer n i i ner Locking right-angle cords are designed with a rubber/plastic jacket type, and 
owe Co d t oners copper gauge conductors. Locking power cords are compatible with AP8000 
J een! Abe sae loads a a ayer Series Metered, Switched, and Metered-by-Outlet Rack PDUs. 
= 10-ft. cor ightning, an ot er power istur ances. iminate NEMA Plug Connector Cord as item Pkg. 
=» NEMA 5-15 plug electromagnetic and radio frequency interference. Config. End Length Type Amps Voltage No. _ Oty. 
7 er - i 5-15P IEC-320C19 —_‘10ft. Locking 15.0 120VAC 43Y970 ‘1 
Rating Outlel Ec How oD uM del No 5-20P IEC-320C19 10 ft. Locking 20.0  120VAC 43Y971 1 
ating Sues eaiies 1am LE uae aE L5-20P___IEC-320C19 ‘10. Locking 20.0 120VAC_ 43Y972__ 1 
TLOKVA — 3% 17 16 J25B 43Y953 L6-20P _IEC-320C19 10 ft. Locking 20.0  208VAC_ 43Y973_ 1 
1.5kVA 8 Green Mode, Audible Alarms 3%" 17" 16 J35B 43Y954 IEC-320 C19 IEC-320C20 ft. Locking 16.0 120VAC 43Y966. 6 
TKVA 12 = S/T 18 JIOBLK 437951 IEC-320 C19 _IEC-320C20 4 Tt. Locking 16.0 120VAC 439686 
1.5kKVA__ 12 = oY" 17" 18 J1SBLK 43Y952 IEC-320 C19 lEC-320C020 4 ft. Locking, RightAngle 16.0 120VAC 43Y967 6 
Power Filter and Connection Kit, Black INWALLKITBLK 43Y949 IEC-320 C19 IEC-320C20 — GT. Locking 6.0 120VAC 43Y969 6 
Power Filter and Connection Kit, White INWALLKITWHT 43Y950 IEC-320 C19 lEC-320C020 10 ft. Locking 16.0 120VAC 43Y974 1 
Sign in to Grainger.com® to see YOUR Pricing and MORE 303 


ELECTRICAL Scan. Order. Done. 
Data Comm Details on page Al. 
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HUBBELL 


Hubbell Premise Wiring 


Patch Cords 


= Snagless RJ45 connectors 
= 24 AWG unshielded conductors (Cat 6A are 





Booted 








Flexboot 





26 AWG shielded, flat cables are 30 AWG) Hi-Impact 
oe BLACK | BLUE GRAY | GREEN ORANGE) PINK |PURPLE! RED WHITE | YELLOW 
No. 40JZ85 Item Item Item Item Item Item Item Item Item Item 


Category Length| No. No. No. No. No. No. No. No. No. No. 
Monoprice 


x le 
TRIPP-LITE — No. ennw7 nee Of | SPZP3_| SPZPA 5PZP6 | SPZP7 | — | 5PZP9 | 5PZRO | SPZR1 | SPZR2 


oe oPZR3 | OPZR4 5PZR5 OPZR6 | OPZR/ = OPZR9 | OPZTO | SPZT1 | SPZT2 
OPZT3 | OPZT4 | oPZTS = SPZT6 | SPZT/ | 14A982  SPZT8 | SPZT9 | SPZUO | SPZU1 








1.0 ft 
Portable Air Conditioners Be 30 SPZU2 SPZU3SPZUA SPZUSSPZUGSPZU7 SPZU8-SPZU9SPZVOSP2V1 
270k SEAM SEA ai Sea GeOus SErMb Shr rae Sea Sai 
x a 5e 7.0 ft. | 5 5 5 5PZW4 | 5PZW5 | 5 5PZW7 5 5 5 
= 6-it. power cord with NEMA 5-15 plug Se 10 ft. SPZX1 SPZX2| 5PZX3| SVYY9 | S5VYZ0 5VYZ1| S5VYZ2.| SVYZ3 BSVYZ4_ 5VYZ5 
ae an Sine shear Strat Sve Mien See Siete Sots Steen 
5e t. | 5 5VZA7 | 5 5 5 5 5 5 5VZC4 | 5VZC5 
Zero-maintenance design. No floor drain necessary or water Se 25ft. SVZC6 | SVZC7 | S5VZC8 5VZC9 5VZD0 5VZD1_5VZD2 | 5VZD3_ 5VZD4___5VZD5 
tant empty. Features ouc-sonstie cot panel and 9 | SA Maes Ser Ses Szee- Sze simer vere Svs Sart Nae 
: : TT ' e : 
cooling speeds. No. 6RHW7 includes 71" tube to aim cold Ba 75 | SVZF6 5VZE7 | SVZF8 | 5VZF9 — — > 5V7G2 > — ~~ 5V2G4- SV ZG5 
air where needed. 5e 100 ft. | 5VZG6 | 5VZG7 | 5VZG8 | 5VZG9 | 5VZHO | 5VZH1 | 5VZH2  5VZH3 | 5VZH4 | 5VZH5 
6 0.5 ft. | 13U522 | 13U523 130524 | 13U525 | 13U526 | 13U528 | 13U527  13U529 | 13U530 | 13U531 
BtuH Item 6 1.0 ft. | 5VZH6 | 5VZH7 | 5VZH8 | 5VZH9 § 5VZJ0 | — | 5VZJ1 | 5VZJ2 | 5VZJ3 | 5VZJ4 
Cooling Amps W_ H_ D___ Brand No. 6 2.0 ft. | 14A979 | 5VZJ5 | 5VZJ6 | 5VZJ7 | 5VZJ8 | — | 5VZJ9 | 5VZKO  5VZKi | 5VZK2 
10,000 41 1 24 7A Dayton _ 403285 6 3.0 ft. | 5VZK3 | 5VZK4 | 5VZK5 | 5VZK6 | 5VZK7 | — — | 5VZK9 | 5VZLO | 5VZL1 
12,000 i 12% 32%" 19%" Tripp Lite 6RHW/ 6 5.0 ft. | 5VZL2 | 5VZL3 | 5VZL4 | 5VZL5 | 5VZL6 — | 5WZL7 | 5VZL8 | 5VZL9 | 14A983 
6 7.0 ft. | 5VZNO | 5VZN1 | 5VZN2 | 5VZN3 | 5VZN4 | — — | 5VZN6 | 5VZN7 | 5VZN8 
6 10 ft. | 5VZPO | 5VZP1 | 5VZN9 | 5VZP2 | 5VZP3 — — | 5VZP4 | 5VZP5 | 5VZP6 | 5VZP7 
—<——s 6 14 ft. | 5VZP8 | 5VZP9 | 5VZRO | 14A980 | 5VZR1 | — | 5VZR2 | 5VZR3 | — | 5VZR5 
SSeeee coeees oe5b5s Seeeee 6 20 ft. | 5VZR6 | 5VZR7 | 5VZR8 | 5VZR9 | 5VZTO | — | 5VZT1 | 5VZT2 | 5VZT3 | 5VZT4 
6 25 ft. | 5VZT5 | 5VZT6  5VZT7 | 5VZT8 | 5VZT9 | — | 5VZU0  5XFG6 | 5XFG7 | 5XFG8 
No. 5ZVX5 6 30 ft. | 5XFG9 | 5XFHO | 5XFH1 | 5XFH2 | 5XFH3 | — | 5XFH4 | 5XFH5 | 5XFHG | — 
6 50 ft. | 5XFH8 | 5XFH9  5XFJO | 5XFJ1 | SXFJ2 | — | 5XFJ3 | 5XFU4 | 5XFJ5 | 5XFJ6 
6 75 ft. | 5XFJ7 | 5XFU8 | 5XFU9 | 5XFKO | — — — | 5XFK3 | 5XFK4 |) — 
6 00 ft. | 5XFLO | 5XFL1 | 5XFL2 | 5XFL3.| 5XFL4 | — | 5SXFK6 | — | 5XFK8 | 5XFK9 
Flexboot Boot Type 
6 05 ft. | — | 38F941/ — | 38F942 | 38F943 | — — _| 38F944 | 38F945 | 38F946 
6 1.0 ft. | 38F947, 0 — — | 38F948; — — | 38F951| — | 38F950 38F949 
6 2.0 ft. | 38F954 | 38F955 | 38F952 | 38F956 | 38F957 — | 38F958 | 38F959 | 38F953  — 
PANDUIT No. 5Z2VY1 6 3.0 ft. | 38F963 | 38F961 | 38F962, — | 38F960 | — | 38F966  38F964 38F965| — 
6 5.0 ft. | 38F967 | 38F968 | 38F969 38F970 = — — | 38F971 | 38F972 | 38F973 | 38F974 
. 6 7.0 ft. | 38F977 | 38F975 | 38F976 | 38F978. — — | 38F981 | 38F979 | — | 38F980 
Racks and Accessories 6 10 ft. | 38F982 38F983 | 38F984 | 38F985 | 38F986. — | 38F987 | 38F988 | 38F989 | 38F990 
: oa 6 14 ft. | 38F993 38F991 38F992,  — — — | 38F996 | 38F994 | 38F995 | — 
Provide protection, management, and organization to data 6 20 ft — 38F997 ee 38F998 a canta 
centers and telecommunication rooms. 6 30 ft 38G007 —_— — _ — = —= 38G008 = 38G009 
6 50 ft. | 38G014 | 38G012 | 38G013 38G015 38G010| — | 38G017/ — | 38G011 | 38G016 
a 8 tote 386028 38G021 38G027 —3BG024 = 3agu25 = 386026 
" " : F F : T. 4 — — — 5 — 
Mount to 19" and 23" racks. Easy to identify with preprinted SLACK BLUE | GRAY ELLOW SLACK) BLUE 1 GRAY IVELLOW 
numbers, write-on areas, and optional label kits. Item Item | Item | Item Item Item | Item | Item 
tegory Length No. No. No. No. Category Length No No. No. No. 
Rack Materialof H WD Mtr. Item Gategory Leng ® ah a an Fro | on 
Units _Construc. _(in.) _(in.)__(in.) __ Model No. Booted, High Impact Cord End 6A 35 ft. | — |49K855) — — 
Cable Management Rack 6 10 ft. | 6YTK1); — — — 6A 40ft. | — |49K856 — = 
45 ___ Aluminum 84 20.3 3 R2P 5ZWJO0 6 15 ft. | 6BYTK2 = = —= 6A A5 tt. — (49K857, — = 
Dual Side Vertical Manager Booted Cord End 6A 50 ft. — |49K858 — — 
45 ABS 84 ) 12. WMPV45E 6 ZW 6 7.0 ft. | 6YTK3 | — — — 6A 55 ft. — |49k859,  — — 
Dual Side Horizontal Finger Manager 6 15 ft. | 6YTK4 = ar _ 6A 60 ft. — (49K860| — — 
1 ABS 17 19.0 8.9 WMPSE Os ZWU2 Clear Boot Cord End 6A 100 ft. | — |49K852, — — 
2 ABS 8 19.0 8.9 WWMPTE ZW 5e 3.0 ft. | 6YTH7 | 6YTH1 | 6YTG5 | GYTJ3 High Impact, High Impact Cord End 
Dual Side Horizontal Ring Manager 5e 5.0 ft. | 6YTH8 6YTH2 6YTG6 | 6GYTJ4 6 7.0ft. | 6YTU9 | — — — 
steel, ABS 1.7 19.0 8.6 CMPHI OS ZWJ4 Be 7.0 ft. | 6YTH9 | 6YTH3 | GYTG7 | 6YTJ5 6 15 ft. | 6YTKO | — = — 
_2 Steel ABS 3.9 19.0 8.6 ~ CMPH2 SZ Be 10 ft. | 6YTJO | 6YTH4 | GYTG8 | 6YTJ6 Monoprice 
Single Side Horizontal Ring Manager 5e 15 ft. | 6YTJ1 | 6YTH5 | 6YTGO | 6YTJ7 Flexboot Cord End 
1 Steel ABS 1.7 19.0 3.4 CMPHFI oS ZWJ6 Be 20 ft. | 6YTJ2 | 6YTH6 GYTHO | GYTJ8 5e 0.5 ft. |38F927; — — — 
Category No. of Connectors Rack T568 Panel Mfr. Item 6 3.0 ft. | 6YTE7 | 6YTF9 | GYTE1 | GYTF3 Be 1.0ft. |38F928; — — — 
Type Ports perPanel Units Std. Type Model No. 6 5.0 ft. | 6YTE8 | 6YTGO | 6BYTE2 | 6YTF4 5e 2.0ft. 38F929) — — —_ 
Patch Panels 6 7.0 ft. | 6YTE9 | 6YTG1 | G6YTE3 | 6YTF5 5e 3.0 ft. |38F930/  — — — 
5e 94 94 1 A/B 110 DP245E88TGY 5ZVX5 6 10 ft. | 6YTFO | G6YTG2 | GYTE4 | 6YTF6 5e 5.0 ft. |38F931,  — — — 
5e 48 48 2 AB 110 DP485E88TGY 5ZVX7 6 15 ft. | 6YTF1 | 6YTG3 | GYTE5S | 6YTF7 5e 7.0 ft. | 38F932,  — — — 
6 D4 D4 1 A/B 110  DP24688TGY 5ZVX6 6 20 ft. | GYTF2 | 6YTG4 | GYTEG | G6GYTF8 5e 10 ft. | 38F933;  — — — 
6 48 48 2  A/B 110 DP48688TGY 5ZVX8 6A 1.0ft. | — |49K851, — — 5e 14 ft. |(38F934) — — — 
Mini-Com 24 D4 1 — Modular CPP24WBLY 5ZVX9 6A 3.0 ft. | — | 22LU67 22LU73 | 22LU79 5e 20ft. |38F935|  — — _ 
Mini-com 48 48 2 — Modular CPP48WBLY 5zZVY1 6A 5.0 ft. | — | 22LU68 | 22LU74 | 22LU80 5e 25 ft. |38F936) — — — 
Patch Panels with Labels 6A 7.0 ft. | — | 22LU69 | 22LU75 | 22LU81 5e 30 ft. | 38F937,  — — _ 
Mini-Com 24 24 1 — Modular CPPL24WBLY 5ZVY0 6A 10 ft. — | 22LU70 | 22LU76 | 22LU82 5e 50 ft. | 38F938|  — — —_ 
Mini-com 24 94 1 — Modular CPPLA24WBLY 5ZVY3 6A 15 ft. — | 22LU71 | 22LU77 | 22LU83 5e 75 ft. | 38F939)  — — — 
Mini-com 48 48 2 — Modular CPPL48WBLY 5zZVY2 6A 20 ft. — | 22LU72 | 22LU78 | 22LU84 5e 100 ft. (38F940° — _ — 
Mini-com 48 48 9 — Modular CPPLA48WBLY 5ZVY4 6A 25 ft. —  |49K853,  — — 
T 
No. 25D131 Data Comm Gord Reels Lind (ER EQuirment 
= Temp. range: 0° to 80°F Steel reels Include wall and ceiling bracket and cord. 
a 30V UL Listed and CSA Certified. 
NEC Cord Cord Gauge/ Overall Overall Overall Mfr. Item 
Designation Length Voltage Conductor Width Height Depth Model No. 
CAT6 20 ft. 30VDC 24/8 6" bys" Di" LE2320CAT 250131 
USB 2.0 20 ft. 30VDC 28/2, 24/2 6 6 2 LE2320USB 250132 
354 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 6MJ65 No. 6MJ64 


HUBBELL 


Hubbell Premise Wiring 


66 Wiring Blocks 


Terminate 22 AWG to 26 AWG solid conductors, or 20 AWG to 26 AWG stranded connectors. 





L W D No. of Pins per Mfr. Item 

Description (in.) (in.) (in.) Rows Pairs Row Model No. 
Split B Block 13.4/ 2.8 1.25 90 90 6 HPW66B350 _6MJ65 
B Block 2.8 3.9 1.2 12 6 6 HPW66B16 6MJ64 
M Block 10 3.44 1.2 50 20 4 HPW66M125 _6MJ69 
Split M Block 10 3.44 1.2 90 90 4 HPW66M150 _6MJ70 
CATS Split M Block 10 3.4 1.25 90 50 4 HPW66M150C5 6MJ71 

No. 13U661 ‘ Nos — 


Nyy x 
@ MONoPRICE Ae, @ 











No. 6MK46 
Modular aod | 
fi p j 7 q| 
Wire, and Splices 
Connector No.of No.of | Cable —  Simplex/ Wire Item Pkg. NO. GARGS ic) 

Type Contacts Positions Type Duplex Type No. Qty. . | 
Modular Plugs tS 
RJ11 4 6 Flat Duplex Stranded 13U657 50 No. 5LV22 No. 6MK51 
Ru11 4 6 Round Duplex Solid 13U658 50 ‘aE 
RJ11 4 6 Round Simplex Stranded 13U665 50 
RJ12 6 6 Flat Duplex Stranded 13U659 50 
RJ12 6 6 Round Duplex Solid 13U660 50 Keystone Jacks, Boxes, and Wall Plates 
RJ12 6 6 Round Duplex Stranded 13U661 50 ISTATION SERIES KEYSTONE JACKS 
RJ45 8 8 Cat5 Duplex Shielded  13U647 100 ae ; 

RJ45 8 8 Cats, Catse Duplex Solid 13U652 100 Allow for multiple connectors within HPW flush plates/housings. 
RJ45 8 8 Cat5, Cathe Duplex Stranded  13U653 100 
sails ae 8 8 Cat6 Duplex Solid 13U654_ 100 | Covers snap on without the use of tools or hardware. TIA/EIA-606 label fields 
RJ45 8 8 Caté Duplex Stranded  13U655 100 | Included. 
RJ45 8 8 Cat6 Duplex Stranded  13U656 50 
R45 8 8 Caié Simplex Stranded 13664 100 ‘| ‘FP SERIES WALL PLATES a | 
Flush-mounting wall plates accept all Hubbell Premise Wiring Xcelerator® jacks 
and SF Series snap-in multimedia and fiber connectors. TIA/EIA-606 labels are 
located over each of the screw-mounted holes. 
= OFFICE ELECTRIC 
WHITE | GRAY | WHITE | IVORY | BLACK) BLUE 
Termination Cable Item Item Item Item Item | Item 
aii Type Type No. No. No. No. No. No. 
iSTATION Series Keystone Jacks 
eS 110 Punch-Down RCA (Red) — — — —  |15D921; — 
he ~ 110 Punch-Down RCA (Yellow) — — — —_|221v30; — 
— = ne an 
oupler 4) = = = = 
No. 13U663 No. 143361 No. 14/360 Coupler F-Type 5LWO9 | 6MK47 | 6MK48 | 6MK46.| — | — 
Coupler HDMI 1.4 — — — —  |22iv29,  — 
Coupler RCA (Blue) — | 22LV35 | 22LV36 | 22LV34 > — — 
Coupler RCA (White) 150926;  — — — — — 
; aa Coupler USB 2.0A — — —- — — _ |15D938 
1h a Screw 3.9mm Stereo Audio 15D929| — _ | 15D930 _ _ _ 
' USB 2.0 B Female USB 2.0A — — — — — __|15D939 
| OFFICE 
\e WHITE | WHITE | IVORY | GRAY 
ap No.of No. of Item Item Item Item 
‘4 r Ports Gangs L W D No. No. No. No. 
ss ISB Series Surface Mount Boxes 
1 — 2.38" 1.30" 1.08" | 22LV07 | 3VE16 — — 
No. 143353 No. 143358 2 — 2.38" 2.30" 1.08" 3Xh64 3XA65 3XA63 — 
6 — 6.50" 4:00" 1.23" | 22LV0 — — 
@ MONOPRICE 19 = 49.5" 94.00" 13.91" | 22LV06 | 22LV05 | — = 
- IFP Series Wall Plates 
Couplers and Splitters 1 1 450" 275° 0.37" | 6MH77 | 5LV22 | 6MH75 | 6MH76 
2 1 450" 2.75" 0.37" | 6MH80 | 5LV23 | 6MH78 | 6MH79 
3 1 450" 2.75" 0.37" | 6MH83 | 5LV24 | 6MH81 | 6MH82 
_ Connector No.of No. of Item 4 1 450" 2.75" 0.37" | 6MH86 | 5LV25 | 6MH84  6MH85 
Description Type Contacts Positions Color No. 6 { 4.50" 9 75" 0.37" 6MH89 — 6MH87 6MH88 
Telephone 6 2 4.50" 450" 0.37" — 22LU94 _ — 
Inline Coupler RJ12 6 6 Beige  13U663 12 9 450" 450" —-0.37"_~| 22LU93 | 22LU92 — — 
Line Splitter, 2-Way, 1 Male to 2 Female RJ11 4 6 Beige  14J359 SSF Series 430 Brushed Stainless Steel Wall Plates 
Line Splitter, 2-Way, 1 Female to 2 Female RJ45 8 8 Beige  14J361 1 1 4.50" 2.10 0.38 —_ — —_ 6MK51 
Line Splitter, 3-Way, 1 Male to 3 Female RJ11 4 6 Beige  14J360 1 1 4.50" 2/9 0.69" = = —__| 22LW33 

Se Teli 50" 15" 69" — — — 22LW34 
Shielded Inline Coupler R458 8 Silver 144353 é $F y—— 

3 1 450 2.75 0.69 — — — 22LW35 
Inline Coupler RJ45 8 8 Black  14J355 7 7 7 — — — 

4 1 450 2.75 0.69 22LW36 
Inline Coupler RJ45 8 8 White 14J356 6 { 4.50! 9 75 0.38" — —_ —_ >OLW30 
Inline Coupler RJ45 8 8 Beige  14J352 6 { 450 075" 0.69 = = = 22LW37 

Ethernet, Cat 6 4 2 4.56 4.50" 0.38 — — — 22LW31 
Inline Coupler Ru45 8 8 White  14J358 9 2 456 450" _(0.38 — — — 22LW32 
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Voice/Data Mini-Com® Accessories PANDUIT 
No. 5ZNU7 No. 5ZVZ1 ELECTRIC 
No. of Mtr. WHITE (OFF WHITE! IVORY BLUE BLACK 
Description Ports Model Item No. | Item No. | Item No. | Item No. | Item No. 
-* °* Jacks 
HDMI 1 CMHDMI 5ZWE3 5ZWE1 5ZWE2 — — 
= “ Category 6, RJ45 1 CJ688TP 5ZVX2 5ZVX4 5ZVX1 5ZVX0 5ZVU9 
Mea, Category 5e, RJ45 1 CJ5E88T 5ZNU5 5ZNU7 5ZNU4 5ZNU3 5ZNU2 
. Blank Mini-Com Insert 0 CMB-X 5ZVZ2 5ZVZ0 5ZVZ1 — 5ZVZ3 
Fiber Adapter Modules 
No. 5ZWD8 No. 5ZVY6 ST Multimode 1 CMST 5ZWG7 — — — — 
SC Singlemode Duplex 1 CMDSCZ _ _ _ 5ZWG3 _ 
SC Multimode Duplex 1 CMDSC — — 5ZWG1 — 5ZWG2 
SC Duplex 1 CMDSC — 5ZWG5 — — 5ZWG4 
LC Singlemode Duplex 1 CMDSLCZ _— — —_ 5ZWGO —_ 
LC Multimode Duplex w/ 
A Phosphor Bronze Split Sleeve { CMDSLC = = = = SZWF? 
LC 10Gig™ Multimode Duplex w/ * 
| Fircoria Ceramic Split siesves { CMDSAQLCZ _ 7 = = SZWF9 
No. 5ZWAO PT is Couplers 
USB Coupler A-A 1 CMUSBAA 5ZWEO 5ZWD8 5ZWD9 — — 
F-Type Coax Coupler 1 CMF 5ZVY9 5ZVY7 5ZVY8 _ _ 
Cat 6, RJ45 1 CC688 — — — — 5ZVY6 
Surface Mount Boxes 
ae ee LOPHS Raceway ” CBX2-AY 5ZWA2 | 5ZWAO | 5ZWAt = = 
For Use With Pan-Way® LD3, 
‘i No. 5Z2V2Z7 LDPH3, LDS, LDPHS Raceway 4 CBX4-AY 5ZWAS5 | 5ZWA3 | 5ZWA4 — — 
Module Frames 
Duplex 2 CF1062 5ZWAQ 5ZWA7 5ZWA8 — — 
= Duplex 4 CF1064 5ZWC2 5ZWCO 5ZWC1 — — 
Decorator 2 CFG2 5ZWC5 5ZWC3 5ZWC4 — — 
Decorator 4 CFG4 5ZWC8 5ZWC6 5ZWC7 — — 
Wall Plates 
Single Gang, Includes Labels 2 CFPE2 5ZVZ9 5ZVZ7 5ZVZ8 — _— 
Single Gang, Includes Labels 4 CFPE4 5ZVZ6 5ZVZ4 5ZVZ5 _— _— 
No. 5ZVZ4 No. 5ZWAG6 Furniture, Includes Labels 4 CFFPL4 = = = = oZWA6 


* Color is aqua and black. 
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No. 
14J393 
No. 13U577 No. 13U599 No. 13U611 No. 13U642 No. 14J389 
Keystone Jacks and Wall Plates @ MONOPRICE 
Item Item Item 
Description Color No. Description Color No. Description Color No. 
A/V Keystone Jacks HDMI Ivory 13U608 USB 2.0A White 13U609 
110 Punch-Down RCA (Green) White 13U581 USB 3.0A White 13U611 
Voice Beige 13U648 RCA (Green), Flush Ivory 13U602 Tool-Less 
Voice White 13U650 RCA (Red) White 13U583 Voice White 13U649 
Coupler RCA (Red) Ivory 13U589 Fiber Optic Keystone Jacks 
3.5mm Stereo Audio White 13U575 RCA (White) White 13U585 Coupler 
BNC Ivory 13U576 RCA (White), Flush White 13U599 LC White 38F918 
F-Type White 13U577 RCA (Yellow) White 13U584 SC White 38F916 
F-Type Black 13U579 
WHITE BLUE IVORY BLACK GREEN | ORANGE RED YELLOW WHITE | IVORY WHITE | IVORY 
Cable Termination; item Item Item Item Item Item Item Item Item Item Item Item 
Type Type No. No. No. No. No. No. No. No. Description No. No. Description No. No. 
Category Keystone Jacks Blank Keystone Inserts 4 Port 14J396 | 14J397 
Category 5e Tool-Less | 18U612 | 13U615 | 13U616  13U617 _ _ _ _ Blank, Qty. 10; 14J387 _ 6 Port 14J398 | 143399 
Category 5e Punch-Down| 13U626  13U621 13U623 13U620 13U622 13U624 | 13U625 13U627 F-Type, 143388  14J389 2-Gang Wall Plates 
Category 5e Coupler | 13U628 — — 14J357 — — — — Qty. 10 2 Port 14401 — 
Category6 Tool-Less | 13U634  13U630 13U632 13U629 13U631 13U636 = 13U633 13U635 1-Gang Wall Plates 4 Port 14J403 — 
Category 6 Punch-Down) 13U643  13U638 13U640 13U637 13U639 13U641 13U642 13U644 1 Port 14J390 | 14J391 8 Port 14J407 _ 
Category6 Coupler 13U646 _— _ 13U645 — — — — 2 Port 14J392 | 14J393 12 Port 14J409 | 143410 


3 Port 14J394 = 


Xcelerator® Jacks—Universal 


Wired 110 Connection Hubbell Premise Wiring 
= Universal wiring for T568A or T568B Fast and easy to install and terminate. Compact, full-encasement 
= For use with Hubbell wall plates housing protects connection elements and snaps into standard 
= Third-party component verified Hubbell® keystone opening. Termination towers are angled for 


easy lacing of wires into IDC contacts. Paired punchdowns have 
color-coded wiring labels. 


Note: See page 355 for Wall Plates. 





ELECTRIC TELCO OFFICE 
Cable IVORY | WHITE | GRAY | BLACK | ORANGE | IVORY BLUE GREEN | WHITE RED | YELLOW 
Type Item No. | Item No. | Item No. Item No.) Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. 
Voice OLV37 | SLV38 | SLV39 | SLV40 | SLV42 5LV43 _22LU91 _ 5LV41 _ _— 
No. 3TY63 Category 5e OLV58 | 6MJ30 | SLV59 | SLV60 | 5LV62 oLV50 oLV63 6MJ31 oLV61 SLV64_ | 5SLV65 
Category 6 STY65 | STY/2 | 3TY66 | 3TY63 | 3TY69 | 3TY/1 3TY64 3TY67 3TY68 | 3TY/0 | 3TY/3 
356 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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© GeneralCable 
Fiber Optic Cable 


= ANSI/TIA/EIA 568B.3 
» UL and C-UL Listed 





SEE No. 5ZDD5 
= RoHS Compliant 
——o No. 13K599 = Operating temp.: -20° to 70°C 
u e remise ring 
7 . = 1000-ft. rolls 
OptiChannel FCGR Series Type OFNP, CSA FT-6 cables feature black plenum-rated FEP jackets. Tight buff- 
ered fibers are easy to handle and strip for connection; sub-units are numbered 
Rack Mounted Enclosures for identification. Designed for intrabuilding and interbuilding high speed voice 
Rack-mount enclosures hold 12 cassettes. Modular design features or data communications backbone. 
low-profile to enhance cooling. Constructed of 16-ga. cold-rolled steel. Fiber Count 
Powder-coated finish. Core 1 
Dim. Attenuation Item No. | Item No. 
ers ' " ' sone 7 ah Tight Buffer SM 1.0 dB/km @ 1310 and 1560 Nanometers | 5ZDD5 5ZDD6 
nits ode 0. 5 
iU 775! 17.00" 17.00! ECRIUSSP >9LU50 62.5 um MM 1.0 dB/km @ 1300 Nanometer 5ZDE1 
2U 3.50" 17.00" 17.00" FCR2U6SP 13K599 
3U 5.25" 17.00" 17.00" FCR3U12SP 13K598 
4U 7.00" 17.00" 17.00° FCR4U15SP 49K803 









. 
= ® 
Hubbell Premise Wiring No. 49K811 No. 13U468 


Fiber Adapter Panels 


16-ga. cold-rolled steel adapter panels feature a durable black powder-coated 
finish. Operating temp. range: 0° to 167°F. 













No. BEIGE | AQUA | BLUE | YELLOW |BLACK 
of Mfr. Item Item Item Item Item 
Description Ports Model No. No. No. No. No. 
LC Duplex Multimode, _ _ 
Phosphor Bronze 12 FSPLCDM6/22LU56 (49K807 | 49K808 
LC Duplex Singlemode/ _ _ _ 
Multimode, Zirconia Ceramic '@ FSPLCDS6 22LUS7 | 22LUS8 
LC Duplex Singlemode/ _ _ _ 
Multimode, Zirconia Ceramic 24 FSPLCDS1 49K810 49K811 
SC Duplex Multimode, _ _ _ 
Phosphor Bronze 6 FSPSCDM3|22LUS9 | 49K814 No. 13U426 
SC Duplex Multimode, = _ 
SNe 12 FSPSCDM6|49K817 |49K815 | 49K816 @) MONOPRICE 
SC Duplex Singlemode/ _ = = = 
Multimode, Zirconia Ceramic © FSPSCDS3 22LU60 22LU61 | 22LU62 Fiber Optic Patch Cables 
SC Duplex Singlemode/ _ _ _ : ; 
Multimode, Zirconia Ceramic 12 FSPSCDSE anole || aenee = Clad dimension: 125um 
ST-Style Simplex, _ _ _ _ i ith: 
Pre ania Carnie 6 FSPSTSS6 22LU63 | = Attenuation and bandwidth: 10 GB 
oo ee 8 FSPSTSS8) — | — | — | 49K821 — LENGTH 
Zirconia Ceramic Fiber Optic 1m 2m 3m 5m 10m 
Tee Connector Core Jacket Item Item Item Item Item 
P) > Type Dim. Color No. No. No. No. No. 
red | n Patch Cables 
g Yellow | 13U509 | 13U510 | 13U511 | 13U498 | 13U512 
LC/LC 50 Orange | 13U460 | 13U461 — — — 
i 50 Aqua 13U463 | 13U464 | 13U465 | 13U466 | 13U467 
Ethernet Switches 62.9 Orange | 13U421 | 13U422 = — — 
These compact unmanaged . 360127 9 Yellow | 13U515 — — 13U504 | 13U505 
, ; , LC/SC 50 Aqua 13U468 | 13U469 — = — 
switches require no configuration | 625 Orange | 13U433 | 13U434 | 13U435 | 13U436 | 13U437 
and feature ultra-robust construction 9 Yellow — = = 13U517 = 
capable of withstanding environ- LC/ST 00 Aqua 13U472 U8 70D U4 3005 
mental extremes. Designed with eee Sane ee aia i a 
2-network switches with automatic SC/SC 695 Orange | 140133 = = = — 
speed and duplex and cable sensing. S081 ; a Yellow 130520 aa — — 
They also feature redundant power § voller UBT = = = 
inputs, hardened metal enclosures, No. 36C148 ST/ST 50 Aqua | 13U487 | 13U488 | 13U489 —- | = 
and 16 kV port protection. 62.5 Orange 14€123 140124 _ —_ 14€127 
LENGTH 
Port Input Item 15m 20m 30m 40m 
Type Type Voltage No. Fiber Optic ely Jacket Item Item Item Item 
4 Port RJ45_ 10 to 30VDC_ 360127 Connector Type Dim. Color No. No. No. No. 
5 Port RJ45  10t030VDC 360129 Extended Length Patch Cables 
8 Port RJ45  10t030VDC 360133 LC/LC 50 Aqua 130492 | 13U493 | 13U494 | 130496 
5 Port Power Over RJ45 48VDC 360148 LC/LC 62.5 Orange 130426 — = — 
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Fiber Optic Adapters 

Feature 500 cycle mating durability. Designed with singlemode or multimode pepe eet 

zirconia sleeves. Operating temp. range: 0° to 167°F. 

Fiber Optic AQUA BLUE BEIGE BLACK YELLOW 

Connector No. of Mfr. Item Pkg.| Item Pkg.| Item Pkg.| Item Pkg.| Item Pkg. 

Type Ports Features Model No. Qty.| No. Qty.| No. Qty.| No. (Qty.| No. Qty. 

No. 49K799 LC 2 Zirconia Ceramic Sleeves FALCDSS6 |49K786 6 |49K787 6 (49K788 6 | 49K789 6 | 49K790 6 

. SC 2 Zirconia Ceramic Sleeves FASCDSS6 |49K795 6 |49K796 6 49K797 6 | 49K798 6 | 49K799 6 


PROclick® Fiber Pre-Polished Connectors , 
= 900/250 um Hubbell Premise Wiring 


Provide a low-cost field termination solution. Eliminate adhesives and polishing and 
utilizes a fiber clamping method. Perform well under extreme temperatures. 





CONNECTOR TYPE 
LC SC ST 

Pkg. Mfr. Item Mfr. Item Mfr. Item 

No. 22LU51 Description Color (ty. Model No. Model No. Model No. 

90/125 10G MM-OM3 900/250 uM Aqua 12 |FCLC9O0K50GM12 22LU48 | FCSC9OQQK50GM12 22LU51 — — 

90/125 MM-OM2 900/250 uM Black 12 | FCLC9OOK50M12 49K801 | FCSC9O0K50M12 49K804 — — 

62.5/125 MM-OM1 900/250 uM _— Beige _=12 | FCLC9O0K62M12 49K802 | FCSC9O0K62M12 22LU52 — — 

9/125 UPC SM 900/250 uM Blue 12 | FCLCQOOKSM12 22LU49 | FCSC9OOKSM12  22LU53 — — 
Multimode, 50um Black 12 — — = — FOSTS0M12 49K806 
Multimode, 50um, 10G Black 12 — — — — _— |FCST50GM12 49K805 
No. 49K806 Multimode, 62um Beige 12 = — = — | FCST62M12 22LU54 
Singlemode Blue 12 — _ — —_ FOSTSM12 22LU55 


@ MONOPRICE 
Video Converters 


Feature plug and play installation. 





Item 
: gona i Connection No. 
onverts an tereo Audio 
fo HDMI Converter with DC Adapter VGA, HDMI 146152 
DVI to HDMI Converter DVI, HDMI 140155 
Component Video to HDMI vemponen ae 140159 No. 140152 No. 14C166 
Converts VGA to a HDMI Signal VGA, HDMI 140166 
No. 38F913 % 








No. 5RFP6 






No. 14X126 


@) MONOPRICE r 
Stereo Audio Cables 


Designed with PVC jacket material. 3.5mm is a 


@ MONOPRICE 


RCA Patch Cables 


common headphone jack size on most MP3 players. For use in audio and video applications. Feature gold-plated molded connectors 
i —_ and aluminum foil shielding. RCA male-to-male connections. Black PVC jacket. 
Length Color Features No. Length Color Features No. Conductor Item Conductor Item 
Stereo Audio, 3.5mm Stereo Stereo Audio, Heavy-Duty, 3.5mm Length Size No. Length Size No. 
TRS Male/2-RCA Male Stereo TRS Male/2-RCA Male 2-RCA Male/2-RCA Male Composite, RG-59/U, Video Dubbing 
ot: White  Gold-Plated 38F913 eimcy Black  Gold-Plated 14X118 aie 22 AWG 14X095 Composite Cable, Super, Low- 
6 ft. White Gold-Plated 38F914 ott: Black Gold-Plated 14X119 6 ft. 22 AWG 14X090 _Loss Shielded, 3 Cables 
10 ft. White Gold-Plated 38F915 6 ft. Black Gold-Plated 14X120 12 ft. 22 AWG 14X091 1 ft.6' — 5RFY3 
Stereo Audio, 3.5mm Stereo TRS 10 ft. Black  Gold-Plated 14X121 5 tt. 22 AWG 14X092—s 3 fi. — 5RFY4 
Male/3.5mm Stereo TRS Female Ton. Black  Gold-Plated 14X122 35 ft. 22 AWG 14X093_—Cs«OG ft. — 5RFY5 
6 ft. Black — 38F908 25 ft. Black  Gold-Plated 14X123 50 ft. 22 AWG 14X094 =15ft. — 5RFY8 
12 ft. Black — 38F909 35 ft. Black Gold-Plated 14X124 Component, RG-59/U, 3 Cables 25 ft. — 5RFY9 
25 Tt. Black — 38F910 Stereo Audio, Heavy-Duty, 3.5mm Stereo 1 ft. 6" 29 AWG 5BRFT7 ~— 50 Tt. a 5RFZO 
50 ft. Black — 38F911 TRS Male/3.5mm Stereo TRS Female 6 tt. 29 AWG 5RFT9 RCA Male/RCA Male 
75 ft. Black — 38F912 10 ft. Black Gold-Plated 14X109 50 ft. 22 AWG BRFV5 ~—_ 3 ft. 20 AWG 14Xx054 
Stereo Audio, 3.5mm Stereo TRS 715 ft Black  Gold-Plated 14X110 100 ft. 29 AWG BRFV6 —s3 Tt. 18 AWG 14X050 
Male/3.5mm Stereo TRS Male 20 ft. Black  Gold-Plated 14X111 Component, RG-59/U, 5 Cables 6 tt. 20 AWG 14X046 
6 ft. White Gold-Plated 38F898 25 ft. Black  Gold-Plated 14X112 1 ft.6" Video 22 AWG, Audio 27 AWG 5RFP6 6 ft. 18 AWG 14X049 
12 ft. Black = 38F894 30 ft. Black _Gold-Plated _14X113 3 ft. Video 22 AWG, Audio 27 AWG 5RFP7 10 Tt. 18 AWG 14X060 
20 ft. Black = 38F895 100 ft. Black _Gold-Plated__14X116 6 ft. Video 22 AWG, Audio 27 AWG 5RFP8 15 ft. 18 AWG 14X061 
00 ft. Black = 38F896 Stereo Audio, Heavy-Duty, 3.5mm Stereo 25 ft. Video 22 AWG, Audio 27 AWG 5RFR2 25 ft. 20 AWG 14X048 
Stereo Audio, Heavy-Duty, 3.5mm TRS Male/3.5mm Stereo TRS Male 50 ft. Video 22 AWG, Audio 27 AWG 5RFR4_ 25 ft. 18 AWG 14X052 
Stereo TRS Female/2-RCA Male 1 ft. 6" Black  Gold-Plated 14X096 100 ft. Video 22 AWG, Audio 27 AWG 5RFR5  35Tt. 18 AWG 14X056 
6" Black  Gold-Plated 14X127 3 it. Black  Gold-Plated 14X097 Component, RG-6, In Wall Rated, 5 Cables 50 ft. 20 AWG 14X055 
Stereo Audio, Heavy-Duty, 3.5mm 6 fi. Black _Gold-Plated 14X098 3 ft. Video 18 AWG, Audio 27 AWG 5RFR7 _ 50 Tt. 18 AWG 14X053 
Stereo TRS Male/2-RCA Female 15 ft: Black  Gold-Plated 38F905 6ft. Video 18 AWG, Audio 27 AWG 5RFR8 = 75 Tt. 18 AWG 14X057 
f Black  Gold-Plated 14X126 20 it. Black Gold-Plated 14X102 12 ft. Video 18 AWG, Audio 27 AWG 5RFTO 100 Tt. 18 AWG 14X058 
39 ft. Black _Gold-Plated _14X103 35 ft. Video 18 AWG, Audio 27 AWG 5RFT3 
00 ft. Black _Gold-Plated 14X104 50 ft. Video 18 AWG, Audio 27 AWG 5RFT4 
100 ft. Black _Gold-Plated _14X106 75 ft. Video 18 AWG, Audio 27 AWG 5RFT5 
100 ft. Video 18 AWG, Audio 27 AWG 5RFT6 
358 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 14X019 







No. 5RFJ3 







No. 5RFE5 No. 5RGC5 


@ MONOPRICE 


HDMI Cables 


Suitable for use with audiovisual equipment (TV, computers, Blu-ray players, 
receivers, and cam corders). Gold connectors, compatible with all versions 
of HDMI, and can support 3D. HDMI-HDMI cable resolution from 480i to 4K No. 5RFX3 
x 2K, HDMI-DVI cable resolution 480i-1080p. UL Listed and CSA Certified. 

RoHS Compliant. 


Conductor Item Conductor Item 
Length Size Color No. Length Size Color No. 
HDMI Male/HDMI Male, PVC Jacket, Tin- HDMI Male/HDMI Male, PVC Jacket, 
Plated Copper Conductors, Standard Speed Nonplated Copper Conductors, Slim, @ MONOPRICE 
12 ft. 28AWG _ Black oRFG1 High Sneed, RedMere Technology = 
15 ft. 28AWG Black 5RFG2 i0ft. 28AWG Black 38F855 Video Cables 
75 ft. 22AWG _ Black 5YMC4 15 ft. 28AWG Black 38F856 
100 ft. 22AWG Black 5YMC5 30 ft. 28AWG _ Black 38F857 Cable Item Cable Item 
HDMI Male/HDMI Male, PVC Jacket, 40 ft. 28AWG Black  38F858 Length Gauge No. Length Gauge No. 
Tin-Plated Copper Conductors, 50 ft. 28AWG Black _38F859 CPU Cord/DVI SVGA (HD15) and 3.5mm Stereo 
High Speed with Ethernet 60 ft. 28AWG Black 38F860 10it. = 14X019 Audio Male to Male 
3 ft. 28AWG — Black 5RFE1 HDMI Male/HDMI Male, Nylon 15 ft. — 14X020 1 ft. 6" 28AWG SRGES 
HDMI Male/HDMI Male, PVC Jacket, Tin- Mesh Jacket, Tin-Plated Copper CPU Cord/VGA 3 ft. 28AWG SRGE4 
Plated Copper Conductors, High Speed Conductors, Standard Speed 3 ft: — 14X015 6 tt. 28AWG 5RGE5 
1ft.6" 28AWG _ Black 5YMG4 1ft. 24AWG _ Black 5YMC6 3 ft. = 14X021 10 ft. 28AWG SRGE6 
1ft.6" 28AWG — Blue 5YMG6 HDMI Male/HDMI Male, Nylon Mesh Jacket, 6 ft. — 14X016 15 ft. 28AWG 5RGE7 
1ft.6" 28AWG Purple 5YMG9 Tin-Plated Copper Conductors, High Speed 6 ft. — 14Xx022 Zo IL 28AWG oRGES 
3 ft. 28AWG — Blue 5YMH5 3ft. 24AWG _ Black 5YMC8 10 ft. — 14X023 30 ft. 28AWG 5RGE9 
3 ft. 28AWG Green 5YMH4 4ft. 24AWG _ Black 5YMDO 1 tk: — 14X018 50 ft. 28AWG 5RGFO 
3ft. 28AWG Orange  5RFD6 6ft. 24AWG _ Black 5YMD2 15 ft. — 14X024 100 ft. 28AWG 5RGF2 
3 tt. 28 AWG Purple 5RFD7 10 ft. 24AWG — Black 5YMD6 DisplayPort to DVI-D Single Link Male SVGA wn 5) Male to Female 
3 ft. 28AWG White 5RFD9 10 ft. 24AWG White 5YMD7 ait. 28 AWG 5RGJ3 28AWG 5RGD5 
4ft. 28AWG _ Black 5RFE2 12ft. 24AWG _ Black 5YMD9 6 ft. 28 AWG 5RGJ4 : i 28AWG 5RGD6 
ahs 28 AWG _ Black 5RFE3 15 ft. 24AWG Black 5YMEO DisplayPort to Mini DisplayPort Male 10 ft. 28AWG 5RGD7 
6 ft. 28AWG _ Black 5RFE5 HDMI Female/HDMI Male, PVC Jacket, 6 ft. 32AWG 5RGH6 15 Tt. 28AWG 5RGD8 
6ft. 28AWG _ Blue 5RFE6 Tin-Plated Copper Conductors, High Speed 1th 32AWG 5RGH8 20 ft. 28AWG 5RGD9 
6 ft. 28 AWG _ Green 5RFE7 3 ft. 24 AWG _ Black 5RFG4 DVI-A to 3 RCA Component Male oo it, 28AWG 5RGEO 
6 ft. 28AWG Orange  5RFE8 6 ft. 24AWG _ Black 5RFG5 6 ft. 28AWG 5RFX6 50 ft. 28AWG 5RGE1 
6 ft. 28AWG _ Purple 5RFE4 10 ft. 24AWG _ Black 5RFG6 DVI-D Dual-Link Male to DVI-D SVGA (HD15) Male to Male 
6ft. 28AWG Red 5RFE9 DVI-D Male/HDMI Male, PVC Jacket, Tin- Dual Link Female 1 ft. 6" 28AWG 5RGC5 
6ft. 28AWG White 5RFFO Plated Copper Conductors, Standard Speed 6 ft. 28AWG 5RFK5 Cais 28AWG 5RGC6 
6ft. 28AWG Yellow 5RFF1 25 ft. 26AWG _ Black 5RFH9 10 ft. 28AWG 5RFK6 6 ft. 28AWG 5RGC7 
8ft. 28AWG _ Black 5RFF2 25 ft. 24AWG _ Black 5RFH7 DVI-D Dual-Link Male to DVI-D Dual Link Male 10 ft. 28AWG 5RGC8 
10 ft. 28AWG Black 5RFF3 50 ft. 22AWG Black 5RFH1 ait. 28AWG 5RFK1 15 TL 28AWG 5RGC9 
10ft. 28AWG Blue 5RFF4 DVI-D Male/HDMI Male, PVC Jacket, Tin- 6 ft. 24AWG 5RFJ5 25 TL. 28AWG 5RGDO 
10 ft. 28 AWG Red 5RFF8 Plated Copper Conductors, High Speed 6 ft. 28AWG 5RFK2 oo TL, 28AWG 5RGD1 
10ft. 28AWG White 5RFF9 25 ft.  22AWG Black 5RFG9 10 ft. 24AWG 5RFJ6 50 ft. 28AWG 5RGD2 
HDMI Male/HDMI Male, PVC Jacket, DVI-D Male/HDMI Male, PVC 10 ft. 28AWG 5RFK3 eae 28AWG 5RGD3 
Tin-Plated Copper Conductors, Jacket, Nonplated Copper 1S Tt. 24AWG 5RFJ7 100 ft. 28AWG 5RGD4 
Flat, Standard Speed Conductors, Standard Speed 15 it. 28AWG SRFK4 SVGA Cable 
3 ft. 24AWG Black 5YME3 10 ft. 28AWG Black 5RFJ2~ tf 25 ft. 24AWG 5RFJ8 biaey 30 to 32AWG ~—- 114X036 
25 ft. 24AWG Black 5YME8 15 ft. 28AWG Black 5RFJ3_t 85 ft. 24AWG 5RFJ9 ue 30 to 32AWG ~—- 114X037 
30 ft. 24AWG _ Black 5YME9 35 ft. 24AWG _ Black 5RFH8 50 ft. 24AWG 5RFKO 6 ft. 30 to 32AWG ~—- 114X031 
35 ft. 24AWG Black 5YMFO DVI-D Male/HDMI Male, PVC Jacket, HDMI to M1-D(P+D) Male 6 ft. 30 to 32AWG _—-14X038 
HDMI Male/HDMI Male, PVC Jacket, Tin- Nonplated Copper Conductors, High Speed 6 ft. 28AWG 5RFN6 10 ft. 30 to 32AWG 14X032 
Plated Copper Conductors, Flat, High Speed 3 ft. 28AWG _ Black ORFJO f 50 ft. 24AWG 5RFP1 10 ft. 30 to 32AWG ~—-14X039 
6 ft. 24AWG Black 5YME4 3 ft. 24AWG _ Black 5RFH3 + Mini DisplayPort Male to Male 15 TL 30 to 32AWG ~—- 114X044 
10 ft. 24AWG Black 5YME5 6 ft. 28AWG _ Black SRFJ1 st 3 tt. 32AWG 5RGG1 15 ft 30 to 32AWG ~=—- 114X045 
15 ft. 24AWG Black 5YMEG 6 ft. 24AWG _ Black SRFH4 + 6 ft. 32AWG 5RGG2 25 Tl. 30 to 32AWG ~—- 114X033 
HDMI Male/HDMI Male, PVC Jacket, Silver- 10ft. 24AWG — Black 5RFH5 + 15 ft. 32AWG 5RGG4 25 it. 30 to 32AWG ~—- 114X040 
Plated Copper Conductors, Standard Speed 15 ft. 24AWG _ Black ORFH6 + Mini DisplayPort to DVI-D Single Link Male 35 ft. 30 to 32AWG 14X034 
35 ft. 22AWG _ Black 5YMA9 t Ferrite cores. + Net jacket. 3 ft. 32AWG 5RGH1 50 ft. 30 to 32AWG 14X035 
50 ft. 22AWG _ Black 5YMC3 6 ft. 32AWG 5RGH2 50 ft. 30 to 32AWG ~=—- 114X042 
HDMI Male/HDMI Male, PVC Jacket, Silver- 15 it. 32AWG 5RGH4 VGA(HDS): USB-A to M1-D(P+D), USB-B Male 
Plated Copper Conductors, High Speed Mini-HDMI (Type C) to HDMI (Type A) 28AWG 5RFP2 
6ft. 24AWG _ Black 5YMD4 3 ft. 30AWG 5RGJ5 SHERRIE to 3 RCA Component Male 
10 ft. 24AWG _ Black 5YMD8 6 ft. 30AWG 5RGJ6 oft. 28AWG 5RFW9 
15ft. 24AWG _ Black 5YME2 50 ft. 28AWG 5RFX3 
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No. 38F 
No. 140346 asia eo 
"No. 14€361 
4 
| tS) . 
im G@ MONOPRICE ao ° 
fas — = = ~D Se .4 
No. 146246 Audio and Video Adapters at 
Item No. 14J380 *, 
Connection A to Connection B Color No. 
Audio/Video Adapters No. 6CZH5 
(5) RCA Females to 5-RCA Female Black  14C346 
BNC Female to BNC Female Gold 6CZR8 @ MONOPRICE 
BNC Female to RCA Male Gold 6CZP8 7 7 
BNC Male to F-Type Female cow aacase «| Audio/Video Wall Plates 
BNC Male to N-Type Female Gold 6CZR7 No. of No. of It 
BNC Male to RCA Female Gold 6CZP9 ae Banus Pale Color Non 
BNC Male to RCA Male Gold _ 6CZRO 3-Gang, 7.1 Stereo 3 16 White 14J376 
No. 140235 F-Type Female to F-Type Male Gold 14C363 Banana Post 1 9 White 14J362 
Mini DisplayPort Male to DisplayPort Female White  14C361 Banana Post 1 8 White 14J370 
RCA Female to F-Type Female Gold 6CZR4 Cable/Recessed 1 = Black 38F873 
RCA Male to F-Type Female Gold __6CZRs Cable/Recessed 1 — Brown 38F874 
1) 3 paanters saaiesi Cable/Recessed 1 — lvory 38F875 
.omm Stereo Males to = 
Black  38F907 Cable/Recessed 1 White 38F877 
3 5mm Stereo Female Cable/Recessed 2 — Black 38F878 
(2) RCA Females to (2) RCA Females Black 140348 Cable/Recessed D) —_ Ivory 38F880 
(3) RCA Females to (3) RCA Females Black 14€349 Cable/Recessed 9 = Light Almond 38F881 
Ys" Mono Female to 4" Mono Female Black _14C341 Cable/Recessed 9 _ White 38F882 
Ya" Mono Male to 3.5mm Mono Female Gold  14€275 Cable/Recessed 3 = Black 38F883 
Y4" Mono Male to 3.5mm Stereo Female Black  14C246 Cable/Recessed 3 = White 38F885 
Ys" Mono Male to 3.5mm Stereo Female Gold _ 140276 Cat 5/F-Type _ _ White 146379 
pen hates %' Mono Male to RCA Female Black __ 146258 HDMI 1.3 to 2 (Pair) Cate — 1 White 6CZG8 
“’ Mono Male to RCA Female Gold _ 140285 HDMI with Extension 1 1 White 14/380 
Ys" Stereo Female to %4" Stereo Female Gold 140222 HDMI with Extension 1 9 White 14J384 
Ya" Stereo Male to 3.5mm Stereo Female Black  14€248 Low Voltage with Duplex 1 = White 38F866 
Ys" Stereo Male to 3.5mm Stereo Female Gold _14€278 Low Voltage with Duplex 
Y%' Stereo Male to RCA Female Black 140259 and Surge Suppressor 1 = White 38F867 
2.5mm Mono Male to 3.5mm Mono Female Black _14€230 Recessed —_ = White 38F869 
2.0mm Mono Male to 3.5mm Stereo Female — Black ~—- 140231 Recessed D) = White 38F872 
2.0mm Stereo Male to 3.5mm Stereo Female Black  14€233 VGA Female, 3.5mm Stereo = — White 6CZH5 
3.5mm Mono Female to 3.5mm Mono Female Black  14C339 XLR(M), 3Pin 1 9 Zinc Alloy 14J379 
3.5mm Mono Male to 3.5mm Stereo Female Black 14€237 
No. 140215 3.5mm Mono Male to 3.5mm Stereo Female Gold 14C267 
3.9mm Mono Male to RCA Female Black 14€255 fcc 
3.5mm Mono Male to RCA Female Gold 14C283 . / \ 


3.5mm Stereo Female to 3.5mm Stereo Female Black 140340 = 
3.5mm Stereo Female to 3.5mm Stereo Female Gold 140294 











3.5mm Stereo Male to 4" Stereo Female Black 140244 
3.5mm Stereo Male to “%4" Stereo Female Gold 14€274 
3.5mm Stereo Male to 2.5mm Stereo Female —_ Black 140235 
3.5mm Stereo Male to 3.5mm Mono Female Gold 14€269 
3.5mm Stereo Male to RCA Female Black 140256 
3.5mm Stereo Male to RCA Female Gold 140284 
RCA Female to RCA Female Black 140345 
RCA Female to RCA Female Gold 140288 
RCA Male to %" Mono Female Black 140352 
No. 6CZE2 RCA Male to 3.5mm Mono Female Black  14C350 

RCA Male to 3.5mm Stereo Female Black 14C€351 
RCA Male to RCA Female Black 140343 
RCA Male to RCA Male Black 140344 
Toslink Female to Mini Toslink Male Black 140215 
Audio Splitters 

3.5mm Stereo Male to (2 

3.5mm Stereo ine Black = 14X117 
3.5mm Stereo Male to (2 

3.5mm Stereo Fecrales Black — 38F906 No. SYLW8 = 
HDMI Adapters jh 
HDMI Female to HDMI Female Black 6CZD9 





HDMI Female to HDMI Female Black  6CZEO Fr WO® pete 
No. 14C367 HDMI Female to HDMI Female Black _ 6CZE1 


HDMI Male to HDMI Female Black 6CZE2 Wiring Device-Kellems 
HDMI Male to HDMI Female Black  6CZE3 — 
HDMI Male to HDMI Female Black  6CZE4 Video Wall Plates 





HDMI Male to HDMI Female Black 6CZE5 =_ 
HDMI Male to HDMI Female Black 5RFG3 a 1-gang =» Box mount 
HDMI Male to Mini HDMI Female Black 140357 
® Micro HDMI Male to HDMI Female Black 140364 LIGHT 
Micro HDMI Male to HDMI Female Black 140367 IVORY WHITE | ALMOND 
Video Adapters ae _ ie et te ea 
(3) RCA Females to 3-RCA Female Black 6CZT3 orts ype 0. 0. 0. — 
DVI Female to DVI Female Gray 140356 1 F Aye Loupter SYLW8 | SYLWS | SYLX1 — 
No. 14€356 DVI-I Male to 3-RCA Female Black 140355 2 F-Tyoe Palio er | BYLX2 | 5YLX3 | SYLX5 - 
VGA Male to 4-Pin S-Video and RCA Females Black 140213 | HDMI 5YLX6 BYLX7 5BYLX9 
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No. 488H50 








No. 450X55 


USB Cables and 


‘ 














\ 
Power Adapters mOuERrA?! as 
No. 450X64 
Connector Cable Item 
: Type Features Length Color No. 
at “at 
A Male to B Micro Male Dual-Ended Advanced Strain Relief, Ultra-Rugged Reflective Ii ack ae 
A Male to € Male Cabling, RF Shield for Faster Sync with Less Interference Git. Black _ 488192 
A Male to Lightning® Male 9, y 10 ft. Black 488H50 
Mobilespec 
A Male to 5 Pin B Micro Male __ 5 it. Black 59FA31 
A Male to 5 Pin B Micro Male 9 ft. Black SoOFA32 
A Male to B Micro Male Micro USB Connector 12 ft. Black 450X57 
A Male to B Micro Male Micro USB Connector, Easy Grip Ends 6 ft. Black 450X55 
A Male to B Mini Male Mini USB Connector 12 ft. Black 450X67 
A Male to Lightning® Male 6 ft. Black SoFA43 
A Male to Lightning® Male = 6 ft. white 5oFA45 
A Male to Lightning® Male 9 ft. Black 50FA41 
A Male to Lightning® Male 6 ft. Black 450X58 
A Male to Lightning® Male Lightning® Connector 6 ft. White 450X60 
A Male to Lightning® Male 9 ft. Black 450X59 
A Male to Lightning® Male Lightning® Connector, LED Technology 6 ft. Black 450X63 
A Male to Lightning® Male Lightning® Connector, Power Flow Indicator When In Use __ 3 ft. White 450X62 No. 450X714 
A Male to Lightning® Male, B Micro Male Lightning®. Micro USB Connectors 3 ft. Black 450X64 le 
A Male to Lightning® Male, Micro Male onrning"s 7ft. Black 450X65 
A Male to Lightning® Male, Micro Male, USB-C Lightning®, Micro USB, USB-C Connectors 6 ft. Black 450X66 
A Male to Mini, Micro, USB-C, Nintendo®, PSP®, Samsung® Connectors Adapter Socket cae Black 450X71 
A Male to Mini, Micro, USB-C, Nokia®, Samsung® Connectors p 3 ft. Black 450X70 
A Male to USB-C __ 3 it. black 55FA53 
A Male to USB-C 6 ft. Black SoFA49 
Item 
Item Features Amps No. 
Mohilespec 
Power Adapter Dual USB Ports, Adjustable Plug, LCD Display with Color Indicators Provides Charging Status 5 450X46 
Power Adapter Dual USB Ports, Powerful Charging For All Devices 3 450X36 No. 450X36 
Power Adapter Dual USB Ports, Powerful Charging For All Devices, Glass Punch, Seat Belt Cutter 3 450X38 
Power Adapter Quad USB Ports, Slim Design to Fit In Tight Spaces 10 450X45 
Power Adapter Single USB-C Port, Powerful Charging For All Devices 3 450X411 
Power Adapter Triple USB Ports, Qualcomm® Quick Charge™ Technology Allows Connections of Cables In Any Direction 3 450X42 


@) MONOPRICE 


USB Cables 


1FT.6"| SFT. | OFT. | 10 FT. | 15 FT. 









Connector USB Item Item | Item | Item | Item 
Spec. Color Features No. No. No. No. No. 
USB Cable 
A Male to 4 Pin B Mini Male 2.0 Black — Gold Plated, Ferrite Core DXFX4 | 5XFX5 | — — _ | 5XFX8 No. 5XFY9 
A Male to 5 PinB Micro Male 2.0 Black _ Gold Plated, Ferrite Core 5XFYO | 5XFY2 |5XFY4 5XFY6 | SXFY8 
A Male to 5 PinB Micro Male 2.0 Black Silver Plated 5XFX9 | SXFY1 |5XFY3 SXFY5 | SXFY7 No. 5XFY6 
A Male to 5 Pin B Mini Male 2.0 Black Gold Plated, Ferrite Core | SXFW3 | SXFW5 5XFW8 5XFXO | 5XFX2 
A Male to 5 Pin B Mini Male 2.0 Black Silver Plated —__| 5XFW4 5XFW6 5XFW9 | 5XFX1 
The Cable is Shielded Using 
A Male to 5 Pin B Mini Male 2.0 Black Braid and Foil Shields and — — |5XFW7; — — 
Includes a Single Ferrite Core 
A Male to A Male 2.0 Black Gold Plated 5XFZO | SXFZ1 | — | 5XFZ5 | 5XFZ7 
A Male to B Male 2.0 Black Gold Plated 5XFV2 | SXFV3 |5XFV4 SXFV7 | 5XFWO 
Extension USB Cable 
A Male to A Female 2.0 Black Gold Plated 5XGA2_ | 5XGA4 |5XGA6| 5XGA8 | 5XGCO 
Connector USB Cable Item No. 5XFX9 
Type Spec. Features Length Color No. sal 
Miscellaneous Lengths and Specialty Cables 
A Male to A Female 1.1 Silver Plated, Extender Over Cat5e/6 Connection up to 64%4" = 64%" Black 5XGC4 
A Male to A Female 2.0 Active Extension 16 ft. Black 13U534 . , 
A Male to A Male 2.0 Gold Plated 6ft. Black 5XFZ3 
A Male to A Mini Male 2.0 Gold Plated 2ft.6° Black 5XFY9 
A Male to B Female 2.0 Active Extension 32ft. Black 13U535 
A Male to B Male 2.0 Active Cable 33 ft. Black 13U532 
A Male to B Male 2.0 Active Cable 49 ft. Black 13U533 No. 5XGC4 
@) MONOPRICE 
Computer Cable Adapters 
Connector Item 
ype Color No. - ; 
Displayport Male/DVI-D Female Black _6CZL2 Re” 
De seveA Tenge aoe 
isplayport Male emale ac 4 ; : ' ; 

DVI-D Single Link Male/ HDMI Female Black 6CZC3 meseeek2 motels me ecehs mo Beet 
DVI-I Dual Link Male//GA(HD15) Female Black _6CZC6 
HDMI Female/DVI-D Single Female Black _ 6€ 204 : ms 
HDMI Male/DVI-D Female Black 6CZC5 
M1-A(Plug and Display) Male to VGA ct) Female Black _6CZD6 
M1-D-(Plug and Display) Male/HDMI Female Black _6C€ZD1 he — 
Mini Displayport/DV| White _ 6CZK9 
Mini Displayport/VGA White _ 6CZL1 / 
Mini Displayport Male and USB Male Audio/HDMI Female = White — 6CZK7 ‘\ 
Mini DVI/HDMI White 6CZD4 BT, : 
Mini DVIVGA White _ 6CZD5 ce" 2 @ Sa 
Mini HDMI(Type C) Male/HDMI(Type A) Female Black _6CZD2 
VGA(HD15) Male to DVI-A Female Black _ 60207 No. 6CZK9 No. 6CZL1 No. 6CZK7 No. 6CZD5 
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No. 5LJ29 









No. 2HTJ9 


No. 54DF41 





No. 2HTJ8 


FPLUWK! 
icant networ KS. cS oe Southwire’ 


Network Test Tools 


Description 

IDEAL 

LinkMaster™ Tester, Checks for shorts, miswires, reversals, and split pairs 

LanXPLORER PRO Tester, Copper/fiber/wireless network analyzer with in-Line RJ-45 allows monitoring of network traffic between any two points in the network 
to diagnose Ethernet, identifies top 10 bandwidth consuming, identifies source of network IP conflicts wiremap and PoE /PoE+ load tests, Netmap a scans 

entire to identify new or removed devices, or changes in configuration. Stores 5000 test reports, compatible with IDEAL AnyWARE iOS/Android app for wireless 
report transfers, Touch Screen, VoIP Monitor, PoE/PoE+ Inline Current Test, PC Diagnostics, Inline LAN Testing, Loopback Mode, Endpoint LAN Testing 

Nylon Carrying CaseFor Use With Mfr. No. R153000, R151000, R151002 

NiMHFor Use With Mfr. No. R153000, R151000, R151002 

Battery Adapter for Operation with AA Batteries, For Use With Mfr. No. R153000, R151000, R151002 

AC Power Adapter, For Use With Mfr. No. R153000, R151000, R151002 

Patch Cable, For Use With Mfr. No. R153000, R151000, R151002, CAT 5E 

Patch Cable, For Use With Mfr. No. R153000, R151000, R151002, LC-LC Multimode Jumper 

Patch Cable, For Use With Mfr. No. R153000, R151000, R151002, LC-LC Single Mode Jumper 
Fluke Networks 

CablelQ™ Advanced Qualification Kit, Cable Tester Kit, Qualifies Voice 10/100BASE-T, VoIP or Gig, Troubleshoots 

Cabling Performance, Generates Printable Reports, Tones and Traces Cable 

CablelQ™ Advanced Qualification Tester, Cable Tester, Qualifies Voice 10/100BASE-T, VoIP or Gig, Troubleshoots Cabling Performance, Generates Printable Reports 
1 Versiv Mainframe & Remote, (2) DSX-8000 CableAnalyzer modules, (2) CertiFiber Quad OLTS modules, OptiFiber Quad OTDR module, Set of Cat 8/Class | 
Permanent Link Adapters, Set of Cat 8/Class 1 Channel Adapters, (2) Headsets, (2) HandStraps, (2) Shoulder Straps, Hard sided Carry Case, USB Interface Cable, 
Versiv Open Source Software CD, (2) AC Chargers, (2) Universal Couplers, (2) AxTalk Terminators, (2) Quick Clean Cleaners (1.25/2.50 mm), SC/SC Simplex 
adapters, 2 SC/LC Multimode Launch Cables—50 um, 2 SC/LC Singlemode Launch Cable—9 pm, USB Fiber Inspection Video Probe with 4 Tips, (2) LC/LC Simplex 
Adapter, SC/LC EF-Compliant MM TRC Kit 50 ym, SC/LC SM TRC Kit, TRC Carry Case, WIFI Adapter, Statement of Calibration and Getting Started Guides 


(2) DSX-8000 CableAnalyzer Modules, Set of Cat 8/Class | Permanent Link Adapters, Set of Cat 8/Class | Channel Adapters, (2) Headsets, (2) HandStraps, (2) Shoulder 
Straps, Carry Case, Versiv Open Source Software CD, (2) AC Chargers, (2) Universal Couplers, (2) AxTalk Terminators, Statement of Calibration and Getting Started Guide 


1 GHZ DSX Replacement Module 


Southwire 
Cable Mapper, Copper Cable Testing Verification, Built-In Toner, Port Covers, LCD Backlit Display, For Use With Mapper Remote and Cable Mapper Remote Kit 
Cable Tester, Copper Cable Testing Verification, Built-In Toner, Port Covers, LCD Backlit Display 


Cable Tester, Copper Cable Testing Verification, Identifies Correct Wiring, Opens, Shorts, Reversals, Split Pairs 
and Shielded Cables, Auto Power Off, Tests Shielded, Unshielded Twisted Pair and Coax 
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Model 


62-200 


R150001 


151054 
151053 
151052 
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150055 
150056 
150057 


ClQ-KIT 
C1Q-100 
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8000Q0I 


DSX-8000- 
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DSX-8000- 
MOD 


M300P 
58744840 


58745040 


euunnn 


oLJ29 
12V423 


29NV60 
29NV61 
29NV62 
29NV63 
29NV64 
29NV65 
29NV66 
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No. 
12N847 









22LV15 
E z ® od 
rN FLUKE 
Hubbell Premise Wiring e networks. 
Fiber Optic Cable Testing Instruments 
P g Mfr. Item 
Description Model No. 
IDEAL 
Fiber Optic Test Kit, Power Measurement In dBm and W, Loss Displa 
In dB, Four Wavelength MM/SM Light Source mee 33-931 GKIU4 
Fiber Fault Finder, Finds Breaks, Faulty Splices and Crimps Poor Components or 
Connections for Fiber Cable, Visually Identifies and Locates Faults in Fiber Optic Cabling, VEF5 6LFY3 
2.5mm Universal Adaptor for All ST, SC and FC Connectors, Useful Over a Distance of 
okm (3 miles), Up to 80 hours of Operation, Ruggedised Aluminium Body 
Hubbell Premise Wiring 
Fiber Visual Fault Locator Kit, Fiber Terminations and Breaks, 1.25MM and 2.5MM Ferrule Adapters OFVFLKT1 22LV15 
Fluke Networks 
Fiber Optic Cleaning Supplies, Fiber Optic Cleaning, Solvent, Swabs and Cube NFC-KIT-BOX 12N847 No. 2EHV6 No. 4AZZ3 
Fiber Optic Cleaning Supplies, Fiber Optic Cleaning, Solvent, Swabs, Cube and Case NFC-KIT-CASE 12N848 
Visual Fiber Optic Fault Locator, Visible Light Source That Helps Trace Optical Fibers, Check Fiber VisiFault OFHVE 
Continuity, And Find Faults Such as Breaks, Bad Splices, and Tight Bends In Fiber Optic Cable 
Basic Fiber Verification Kit (MM), Verify Optical Loss and Power Levels FTK1000 4AZZ3 
Fiber Optic Tester, Fiber Optic Video Inspection, Detects (850/1300nm) 
Multimode and (1310/1550nm) Single Mode Wavelengths, Locate Connections OFP-Q-ADD 54DV48 


and Faults, Measure Loss and Reflectance, Allow Tier 2 Certification 

Fiber Optic Tester, Fiber Optic Video Inspection, Extended Single Mode Distance Range to 130km, Versiv™ CFP-Q-ADD  54Dv49 
Modular Design Supports Copper Certification, Fiber Optic Loss, OTDR Testing and Fiber End Face Inspection 

Fiber Optic Fault Locator, Fiber Troubleshooting, Fills The Gap Between a VFL and An OTDR, VFL Simplicity, FOM-100-M  54DV52 
Identify Live Fiber, Provide Distance and Power Information On High Losses, Breaks At The End of The Fiber 

Fiber Optic Fault Locator, Fiber Troubleshooting, Works On Multimode Fiber, 9/125um and 





9 Be \ 
os / 


62.5/125 um, Locate Severe Bends, High-Loss Splices, Breaks and Dirty Connectors In Single FQM-100-M-VFL 54DV53 

Mode Fiber, Change The Index of Refraction (IOR) to Improve Fiber Length Accuracy ‘a ] 
Fiber Optic Fault Locator, Fiber Troubleshooting, Fills The Gap Between a VFL and An OTDR, VFL Simplicity, FOM-M 54DV54 ™~! 

Identify Live Fiber, Provide Distance and Power Information On High Losses, Breaks At The End of The Fiber ad 
Fiber Optic Fault Locator, Fiber Troubleshooting, Fills The Gap Between a VFL and An OTDR, VFL Simplicity, FOM-SFP-M  54DV55 No. 54DV53 q f 

Identify Live Fiber, Provide Distance and Power Information On High Losses, Breaks At The End of The Fiber Wee 





FLUKE > _. 
etworks. (3+ Southwire 
Coax Test Tools No. 12N834 No. 12N837 No. 2HTK1 No. 2HTK2 
Mfr. Item 
Description Model No. 
Fluke Networks 
Pocket Toner, Continuity, AC and DC Voltages, Shorts, Opens and 50-75 Ohm Termination, Bi-gender Toner PTNX2 12N834 
Unit with Speed 81,8-Segment LED,Low-voltage Circuit Protection,Auto Shutoff Feature 
Pocket Toner, Continuity, Opens and Shorts, Bi-gender toner unit with Speed 81, LED,Low-voltage Circuit Protection,Auto shutoff feature PTNX1 12N835 
Toner, Continuity, AC and DC Voltage, Shorts, Opens and 50-75 Ohm Termination, Two Buzzers to Indicate Continuity, Bi-Gender Toner Unit with Speed 81, Removable PTNX8 12N836 
Toner Unit, 8-Segment LED Displays 5 Different Test Results, Low-Voltage Circuit Protection, Auto Shutoff Feature, Ability to Test Dial Tone and Polarity, 8 ID Caps 
Pocket Toner, Continuity, AC and DC Voltage, Shorts, Opens and 50-75 Ohm Termination - 8x Faster, Bi- PTNX8-CT 12N837 
gender toner unit with Speed 81, LED,Low-voltage Circuit Protection,Auto shutoff feature 
Toner, Continuity, AC and DC Voltage, Shorts, Opens and 50-75 Ohm Termination - 8x Faster, Bi-gender PTNX8-Cable 12N838 
toner unit with Speed 81, LED,Low-voltage Circuit Protection,Auto shutoff feature 
Toner, Continuity, AC and DC Voltage, Shorts, Opens and 50-75 Ohm termination - 8x Faster, Bi-gender PTNX8-DLX 12N839 
toner unit with Speed 81, LED,Low-voltage Circuit Protection,Auto shutoff feature 
Pocket Toner, Continuity, AC and DC Voltage, Shorts, Opens and 50-75 Ohm termination - 8x Faster, Bi- ANY. 
gender toner unit with Speed 81, LED,Low-voltage Circuit Protection,Auto shutoff feature PTNX8-VV-PRO 12N840 
Toner, Continuity, AC and DC Voltage, Shorts, Opens and 50-75 Ohm Termination, Bi-gender toner PTNX2-DLX 12N841 
unit with Speed 81, LED,Low-voltage Circuit Protection,Auto shutoff feature 
MicroScanner? Professional Kit, Cable Tester Kit, Verifies 10/100/1000 Ethernet, POTS and PoE Voltage, Cable . 
Length, Wiremap, Cable ID and Distance, Locates Virtually Any Cable or Wire Pair MS2-KIT/WWG 3084134 2HTK1 
MicroScanner? Cable Verifier, Cable Tester, Verifies 10/100/1000 Ethernet, POTS and PoE Voltage, Cable Length, Wiremap, Cable ID, and Distance MS2-100/WWG 3084165 2HTK2 
Southwire 
Coax Continuity Tester and Mapper, Auto Power Off, Identify Up to (4) Coax Cable Remote Locations, (4) ID Remotes, (4) 1.5 VLR44 Batteries 98744940 54DF43 
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FLUKE ra _ 
letwor ks. (8 Southwire 





» oe No. 
a 12N846 








e -— No. 2UWR2 ? No. 5VYEO 
Mfr. Item 
Description Model No. 
IDEAL 
Tone Generator and Probe Kit, Cable/Wire and Pair Tracing, Continuity Testing, Polarity Indication and Service Detection, For Use With Twisted Pair, Single Conductor, Datacom 33-864 oUWP9 
and Generic Cables/Wiring, Includes 62-160 Tone Generator, 62-164 Amplifier Probe, Lead Set, Cable Assembly, Carrying Case/Pouch, Instructions and (2) 9V Batteries 
TTT Kit, Copper Cable Wire Mapping, Wiremap, Tone Generation, Amplifier Probe, Includes Carrying Case, (5) Adapters 33-866 54DV75 
Speaker Probe, Cable/Wire and Pair Tracing and Tone Detection, Battery low indicator 62-164 2UWR1 
Tone Generator, Cable/Wire and Pair Tracing, Continuity Testing, Polarity Indication and Service Detection, Emits Three Different Types of Tones, Auto Off 62-160 2UWR2 
Fluke Networks 
Tone Generator and Probe Kit, Cable/Wire and Pair Tracing, Continuity Testing and Polarity Indication, ABN, Strong Signal 10.5 Miles, Smart Tone 26000900  5VYEO 
Cable Tracing Probe, Copper Cable Tracing (Probe), Loud Speaker On Probe 26100900 54DV59 
Cable Tracing Tone Generator, Copper Cable Tracing (Tone), SmartTone™ Technology 26200900 54DV60 
Copper Tester, Copper Cable Wire Mapping, Includes MicroMapper and MicroMapper Remote, Patch Cable, 6-volt Alkaline Battery and Guide MT-8200-49A 12N846 
Tone Generator and Probe Kit, For Use With Twisted Pair, Single Conductor, Coax, Datacom and Generic Cables/Wiring, Includes MI-8200-61-TNR Tone MT-8200- 36TV42 
git eralor, MT-8200-63A Probe, Coax F-Connector Adapter, (2) RJ11 and (2) RJ45 Patch Cables, Lanyards, (2) 9V Batteries and Instructions 60-KIT 
outhwire 
Tone Generator and Probe Kit, Copper Cable Tracing (Tone & Probe Kit), Quickly Trace Non-Energized Cables, Positive Cable Detection, Toner On-Board Test Lead Storage, 58746340  54DF51 
Probe Replaceable Tip, LED Flashlight, LED Signal Strength Indicator, Rearward Facing Speaker and Stereo Headphone Jack, Includes Nylon Pouch, (2) 9V Batteries 
Tone Generator, Copper Cable Tracing (Tone), Patented Design, ABN Clips, On-Board Test Lead Storage, [one Change, Includes (2) AAA Batteries 58/46440 54DF52 
Amplifier Probe, Copper Cable Tracing (Probe), Adjustable Volume, Headphone Jack, Indicator Light, Forward Facing Flashlight, Includes (2) AAA Batteries 08/46040 _54DF53 
Tone Generator and Probe Kit, Copper Cable Tracing (Tone & Probe Kit), Belt-Mount, Rugged Carrying Case, Audible and Visual Detection, Includes (4) 58746640  54DF63 
AAA Batteries, Carrying Case, RJ11 Adapter, RJ45 Adapter, Coax Adapter, F-Type Adapter, Automotive Fuse Adapter, Alligator Clip Adapter 
networks. W/iF-11,, (y+ Southwire 
Voice, Data, and Video Test Tools 
Mfr. Item 
Description Model No. 
Fluke Networks 
In-Line Modular Adapter, For Use With RJ45 and RJ11, 6-Conductor 10220100 5VYD8 
hea Adapter, For Use With RJ11, 4-Conductor 10113000 5SVYD9 
Multimedia Cable Tester, Tests voice, data, and video cables and interfaces 
No. 2NV58 No. 54DF45 for opens, shorts, miswires, reversals, split pairs, and correct wiremap, 33-856  2NV58 
Easy 2 Read ee Display With PASS/FAIL indicator After Each Test 
VDV II, Copper Cable Wire Mapping, Wiremap and Tone 
Generation, For Use wie Twisted Pair and woe . R158000 54DV70 
VDV II Plus, Copper Cable Wire Mapping, Wiremap, Tone 
Generation, For Use With Twisted Pair and Coax R158002 54DV71 


VDV II Pro, Copper Cable Wire Mapping, Wiremap, Tone Generation, TDR 
Distance, PoE Indication, Ethernet Detection, For Use With Twisted Pair and Coax R198003  S4DV72 






VDV II Remotes, For Use With VDV II Tester 158050 54DV62 
VDV II Identifiers, For Use With VDV II Tester 158051  54DV63 
VDV II Remotes, For Use With VDV II Tester 158053 54DV64 
Southwire 
aon anaes rane te Hea ee Ee Correct 
iring, Line Reversed, ing Voltage and Dead Line Conditions, 
, Tests Both Line 1 and Line 2, Tri-Color LED's Display Outlet Condition, soraset: SaNESS 
No. 54DV72 Color Legend Printed On Tester, For Use With Telephone Test Set 





No. 5VYE2 





FLUKE e& er ree 
Butt-in Test Set Tools ~ networks. (\,>? Southwire 
Mfr. Item 
Description Model No. 

Fluke Networks 

Test Set, VDV, Polarity Indication, Last Number Redial, Mute, DSL/POTS Filtering, Data Lockout Protection/Override, One- TS54-A-09-TDR 361731 

Way Amplified Speaker, Two-Way Speakerphone, Speed Dial Memory, Backlit Keypad and Rain/Drop Safe 

Test Set, Butt in Test Set, Telephone Test Set, Line Monitor, Polarity Indication and Last Number Redial 19800009 5VYE2 

Test Set, Butt in Test Set, Telephone Test Set, Line Monitor, Polarity Indication, Last Number Redial and Mute 30800009 5VYES 

Test Set, Butt in Test Set, Telephone Test Set, Line Monitor, Tone Generator, Digit Grabbing, Caller ID, Call Waiting Caller 1D, Data Safe, Polarity 95501109 5VYE4 

Indication, Last Number Redial, Mute, DSL/POTS Filtering, Data Lockout Protection/Override, One-Way Amplified Speaker and Speed Dial Memory 

Test Set, Butt in Test Set, Telephone Test Set, Digit Grabbing, DC Meter, Miliamp Detection, Caller |D, Data Safe, Polarity Indication, Last Number Redial, Mute, 52801009 5VYE5 

DSL/POTS Filtering, Data Lockout Protection/Override, One-Way Amplified Speaker, Two-Way Speakerphone, Speed Dial Memory and Backlit Keypad 

Test Set, Telephone Line Tester, Amplified Speaker, Drop Safe, One-Way Speakerphone 22800009 54DV58 
Southwire 

Telephone Test Set, Line Monitor, Electronic Ringer, Autodial, Hi-Z Monitoring, High and Low Volume Settings, Polarity LED, Tone and Pulse Modes, B600 54DF31 

ABN (Angled Bed of Nails) Clips with Rugged RJ45 and RJ11 Plugs, Last Number Redial and Memory to Store Up to (10) Phone Numbers 

Replacement Leads, lelephone Test Set, Angled Bed of Nails, For Use With Mfr. No. B600 98/43040 04DF60 
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No. 6KJT7 











! 
| 
No. 5VYE6 No. 5VYE7 No. 6KJT9 
FLUKE of —_ 
_ networks. Piaf FV > = Southwire’ 









® INDUSTRIES CORP. ay 


————_ 


Voice/Data Installation Tool Kits — = 





Mfr. Item 
Description Model No. 
Fluke Networks 
4 pc., Communications Tool Kit, Includes Impact Tool, D-Snips, Cable Stripper, Mini Maglite, Sharpie pen, 66/110 Cut Blade 11293000  5VYE6 
IRERE Communications Tool Kit, Includes TS30, Probe Pic, 66/110 Eversharp Combo Blade, D-Snips, D814 Impact Tool, 4-Wire Modular Adapter and Round Cable Stripper 11290000 5SVYE/ 
6 pc., Pro Network/Telco Installer Kit, Includes (50) RJ45 Modular Plugs 33-906 6KJT/ 
15 pc., Communications Tool Kit, Features Telephone Tool, Punch Down Tool, Probe Pick & Spudger, Coax Stripper, Scissor/Knife Kit, Punch Down 33-706 6KJT9 


Blade, LinkMaster Tester, Screwdriver, Tone and Probe Kit, 6-Position Modular Adapter, Wire Stripper/Crimper, RJ45 Modular Plug, Bag 
Jonard Tools 

General Hand Tool Kit, Includes Dual Compression Tool, Screwdriver, Cable Stripper with Stop, LED Flashlight, Pocket 

Continuity Tester and Toner, High Leverage Cutter Plier, Torque Wrench, Pouch with Belt Clip 

General Hand Tool Kit, Includes LED Flashlight with Zoom Lens, Pocket Continuity Tester and Toner, High 

Leverage Diagonal Cutter Plier, Torque Wrench, Molded Pouch with Belt Clip 


TK-87 d4DV85 
TK-89 d4DV86 


Southwire 
Communications Tool Set, Includes Crimp Tool, Punchdown Tool, RJ45 Connector, Screwdriver 58744140 54DF61 
Communications Tool Set, Includes Round Cable Cutter, Coax Trigger Strip Tool, F- Type Compression Connector, Compact Compression Coax Crimp Tool 58/44040 54DF39 





No. 22C740 


Can Wrench 
No. 5VYD6 





No. 54DV79 






networks. cS * Southwire’ 





FLUKE — 8 | 
| JONARD i 


Data Comm Hand Tools preciae —— 
Mfr. Item 

Description Model No. 
IDEAL 
Crimper, Crimps IDC Connectors, Slim, Lightweight, Locking Latch, Cushion Grip 33-719 22C740 
Crimper and Connector Kit, For Use With Modular Plugs, RJ-45, RJ-11, Includes (10) RJ45, (10) RJ11 33-396 54DV65 
Crimper, For Use With Compression C, BNC, RCA Connectors, Adjustable Post, RG-59, RG-6 33-632 54DV74 
Crimper, For Use With Mfr. No. 85-371, 85-376, Feed-Thru, RJ-45 30-495 54DV79 
Fluke Networks 
Electricians Scissors, Wire Stripper, Ergonomic D-handle, 3" Long Blade, Cable Snips, Cutters, Datacom Scissors, Electrician Snips 44300000 5VYD4 
Can Wrench, Security Cabinet Wrench, For Use With Cross Boxes, Cabinets, Nids 44007000 5VYD6 
Needle Nose Pliers, For Use With Datacom/Electrical Cable, Scotch Locks 11294000 5VYD5 
Southwire 
Crimper and Connector Kit, For Use With CATV Cables, F Connectors, RG-59, RG-6 and RG-6Q, Includes (4) F Connectors for RG6 Coax 98743140 54DF33 
Crimper, For Use With CATV Cables, RCS, BNC Connectors, 3-Way Chuck, Rotatable Connector Seat, Double-Molded Grips, Handle Lock, RG-7, RG-11, RG-59, RG-6, RG-6Q 58743240 54DF34 
Crimper, For Use With Strips 20 to 24 AWG Wires, UR/UY/UG Crimper, Hot-Rivet Joint, 22 to 24 AWG 58744240 54DF40 
Crimper, For Use With Phone and Data Cables, Cutting Blade, Handle Lock, RJ-45, RJ-11, RJ-12 59148440 54DF48 
Ratchet Crimper, For Use With Coax Cable, X Connectors, Near-Parallel Travel Crimping Jaw, Precision Ratchet with Release, Handle Lock, RG-59, RG-6 and RG-6Q 58745640 54DF58 
Jonard Tools 
Dual Compression Tool, For Use With F-Type RG-6 and 59 Connector, Used On Short or Long F Connectors CTF-230 54DV89 
For RG-6 & RG-59, Also Works On RG-11, Includes Dual Compression Head 
Fiber Optic Stripper, For Use With Fiber Optic Cables, Ergonomic Design, Yellow Thermoplastic Rubber Handle JIC-200 483K15 
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~~ SS No. 5VYDO 
FLUKE > _. 
Punchdown Tools _ networks. (Jy Southwire 
No. 54DF47 
Mfr. Item 
Description Model No. 
Fluke Networks 
Punch Down Tool, Terminate Category Cable to 66/110 Blocks and Jacks 10055501 SVYC8 
Punch Down Tool, Terminate Category Cable to 66/110 Blocks and Jacks 10051501 —_5VYC9 
Punch Down Tool, Terminate Category Cable to 66/110 Blocks and Jacks 10061501 5VYDO0 
Punch Down Tool, Terminate Category Cable to 66/110 Blocks and Jacks 10061810  5VYD1 
JackRapid Termination Tool, for Category Cable to Leviton 110 Cat 5 Jacks, Multi Pair Termination JR-LEV-1 5VYD2 
JackRapid Termination Tool, for Category Cable to Leviton 110 Cat 6 Jacks, Multi Pair Termination JR-LEV-2  5VYD3 
Punch Down Tool Kit, 110/66 Blade Type, Includes Impact Tool, D-Snips, Cable Stripper, Probe Pic 11291000 54DV56 
ane Down Tool Kit, 110/66 Blade Type, Includes Impact Tool, D-Snips, Cable Stripper, 66 and 110 Blades 11292000 54DV57 
outhwire 
Punch Down Tool Blade, 110 Blade Type, Includes Blade 08/45440 _54DF46 
Punch Down Tool Blade, 110/66 Blade Type, Includes (2) Blades 58745540 54DF4/ 


Punch Down Blade, 110 Blade Type, Description/Special Features Reversible, Metal Injection-Molded Blade 58742640 54DF29 
Punch Down Blade, 66 Blade Type, Description/Special Features Reversible, Metal Injection-Molded Blade 98/42/40 _54DF30 


Coax Stripper No. 54DV76 
No. 5VYD7 


Pn, JONARD (> souttwire 
INDUSTRIES CORP. my 


Coax Strippers/Cutters 





< 


No. 54DV84 





FLUKE 
_ networks. 











Mfr. Item 
Description Model No. 
Fluke Networks 
No. 54DF50 Hae oa Stripper, 2 and 3 Levels 11231255 SVYD7 
Replacement Cartridge, Notched Blade, Strip Only, Coax, RG59, RG6, RG6Q 45-6051 54DV66 
Replacement Cartridge, Strip Only, UTP CAT5e, CAT6 45-6052 S4DV6/ 
Cable ota pe Spring Load Handle, Strip/Buffing Removal, Fiber Optic, 3mm, 900 microinch 45-352  54DV/6 
onard Tools 
Center Conductor Cleaner, Replaceable Blades, Clean, Coaxial CC-120 54DV84 
Stubby Strip Tool, Replaceable Blades, Strip Only, Coaxial, RG59/6 CSS-596 54DV88 
Replacement Blade Set, 5,000 Cuts CSS-105 54DV87 
Replacement Blade Set, Includes (2) V-Notched, (2) Straight Edged Cleaning Blades CC-4 54DV80 
outhwire 
Cable Stripper, (3) Positions for Different Size Cables, Strip me Category 3, 5, 5E and 6 Cables, 10 to 24 AWG 58746140 54DF49 
Cable Stripper, spring Loaded, Strip Only, Coaxial, 24 to 18 AWG 58/46240 54DF50 
Cable Stripper, Adjustable Strip, Cuts and Strips Twisted Pair Cable, Rotate Knob to 58747040 54DF55 
No. 54DF59 Adjust Strip Blade, Strip Only, Category 3, 5, 5E and 6 Cables, 10 to 24 AWG 
Coax Prep Tool 98/43440 54DF5/ 
Coax Cable Stripper, Stainless Steel for Corrosion Resistance, Strip/Cut, Coaxial, 24 to 18 AWG 58/46840 54DF59 





No. 21XN71 No. 6KJT8 





Coax Crimpers 
Mfr. Item 
Description Model No. 
Compression Tool for BNC, F-Type, RG-11, RCA & Mini Coax Connectors; Cutting Multi-pair 33-793 °1XN71 
Cable up to %" and Coax Cable up to RG-9U; Stripping RG-6, RG-6 Quad, RG-59 Coax Cable 
Termination for Crimp and Compression Connectors, Coax Crimper/Cutter/Stripper Kit 33-410 6KJT8 
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tes BRADY. 
13300 Label 
Printer and 
Accessories 


= Color Touch 
Screen Display 

= Display Size 3.5 in 

= Auto Cutter 

= Auto Shut-Off 


No. 20XW96 





Hassle-free printers No. 54YN75 
Labels feature a smart chip Nov oannee 
No. E7622 that automatically sets Mfr. Item 
up labels, eliminatin Includes Model No. 
a ti t Bradyprinter™ i3300 Desktop Label Printer 
se ra i : ne - Cleaning Kit, Cutter Tool 149552 54YN75 
reaqucing adel waste. Cleaning Kit, Cutter Tool, Wire 
Print anak from 0.25"W Identification Software 150640 S4YN76 
‘ 5 Cleaning Kit, Cutter Tool, Scanner 150643 d4YN77 
rau BRADY. to 4"W. Easy material Ribbons (Choose Color) 
bl ® changeover; drop in Black B30-R4300 6XGZ2 
BMP®21-Plus Handheld : Black B30-R6000 6X4 


start typing. PC connect Black 
with Ethernet, USB, USB Black 


Black, Blue, Green, Magenta, 


B30-R6200 21U479 
B30-R6400 21U478 


Labeler and Labels 


= Autoformat for label size characters in 6 font sizes. Backlit | 2-9 or Wi-Fi. Orange, Red, White, Yellow B30-R10000 8802 
7 Dual cutters . display is easy to read in wiring > CHOOSE: Labels Mtr. Item 
= Serialization and barcoding closets and other dark areas. W H Color per Roll Model No. 
: . re : ‘ Vinyl Self- -Laminating Wire Markers, B-427 
= Multiple-line printing Uses 6 AA batteries (not included). A Ys Translucent/White 9500 B33-80-427.21U337 
= Non-smearing thermal transfer Includes 1 tape cartridge. fea ansiucent i nite ono "B33-8-497 210344 
= Fit ID Pal labels Easy-to-peel labels adhere to ye Translucent White 5000 B33-56-427 210338 
: : : : ranslucent/White 5) -116-427 4 
Printer with memory feature does smooth and irregular surfaces. 7" iW¢ Tranchieanvvhiic 9500 B33-9.497 >4U346 
terminal block marking, patch Nylon cloth B499 also adheres to r AI Pansiueent Wi ite tc cea ATT ANSE 
: . ranslucent/White ° -81-427 04 
panel ID, and wire marking. Prints highly textured surfaces. 15" oA White 1500 B39-135-497AW 2410355 
symbols, uppercase and lowercase 1%" ik Translucent/White 1250 B33-118-427 _ 21U341 
Mitr ae 14 Te" Translucent/White 1000 B33-119-427 210347 
Description Model No t/a Translucent/White 1250 B33-120-427 210342 
[GSIGREaNa NGEEESOrIGE ik Translucent/White 1000 B33-121-427 210348 
Portable Label Printer, Includes Lanyard, M21- ae White 1900 BSS 1ST Ac TAW 210396 
: ; BMP21-PLUS 20XW96 2% 24 Translucent/White 900 B33-26-427 21U351 
750-499 Label Cartridge, Quick Start Guide Permanent Nylon Cloth, B-499 
Portable Label Printer Kit, Includes BMP21-PLUS Printer, _— Sn Whit ‘ile OSCE ume LITT 
M21-750-499 Label Cartridge, Hard Case, Li-ION Battery, BMP21-PLUS-KIT1 20XW97 ip! — White 1500 B33-444-490 °4U450 
AC Adapter/Charger, Quick Start Guide and Lanyard iy i 1h White D500 B33-165-499 1454 
AC Adapter, For Use With BMP©21 Label Printer (Mfr Hp" i White 7500 533-196-499 910448 
Model # BMP21), BMP®21-Plus Label Printer (Mfr Model y_ac-449937  4YJZ6 2p! a White 1500 B33-195-499 24U452 
# BMP21-PLUS), BMP©21-Lab Label Printer (Mfr Model a an wate a 1 shed oa aed 
# BMP21-LAB), IDXPERT Printer, LABXPERT Printer +75" 7! White 1500 B39-196-499 >4U455 
Magnet holder BMP21-MAGNET 4TGY6 oa mA White 1500 B33-151-490 >4U456 
Magnet Tool (Includes Flashlight, Pole BMP21-TOOL  4TGY7 R iti bi Vinyl Cloth, B-498 its 
Strap, Belt Loop, and Stand) UE 
Ya" 1/6 White 2900 B33-90-498 21U442 
> CHOOSE: Mfr. Item Ae 85 ft. White Cont. B33C-312-498 21U436 
Color W L Model No. ¥e" 80 ft. White Cont. B33C-375-498 21U437 
Indoor/Outdoor Vinyl B595, Temp. Range: -40° to 176°F Ye sa" White 2000 B33-68-498 21U439 
White/Blue, White/Green, 3" 94 tt. M21-375-595 E7622 A TAs White 2900 B33-87-498 21U443 
Black/Orange, White/Red, a 21 ft. M21-500-595 E7624 ve Be White 5000 B33-1-498 21435 
2 e/a mA a a ve Whit 5000 B39-5-498 21438 
Self-Laminating Vinyl B427, Temp. Range: -40° to 158°F + A White 5500 B33-88-498 24U440 
"A 14 ft. M21-750-427 3PXW9 PermaSleeve® Heat-Shrink Polyolefin, B-342, Single Sided 
Black on White Vo 14 ft. M21-1000-427 __—SPXX1 ¥" 2" White 1000 B33-250-2-342-2 21287 
1% 14 tt. M21-1250-427 3PXX2 Z Y, White 1000 B33-125-2-342 21U284 
1¥," 14 ft. M21-1500-427 3PXX3 2 V4 White, Yellow 200 B33-250-2-342 G5857 
Nylon Cloth B499, Temp. Range: -40° to 193°F PermaSleeve® Heat-Shrink Polyolefin, B-342, Double Sided 
a _16 fh. _ M2 375-409 _SPXWS_ | 5, Bach We, Yl 1000 B33D-125-2- 342 — G8861 
ys" 16 ft. _M21-375-499-TB___4YJZ7 8 ack, White, Yellow “125-2- 9 
Black/White Vf" 16 ft. M21-500-499 3PXW4 _ prativa Polyester, BE: sa White, Yellow 500 B33D-250-2-342 G5856 
sero zi soa —aPaws | se eo Sn BES) re 
: _— <—— i . ack, Green, White, Yellow -176-5 7 
Solvent-Resistant Polyester B423, Temp. Range: -70° to 110°F 113%" 11Yr"___ Black, Green, Red, White, Yellow 180 B30EP-168-593 _G8793 
. % rahie M21-375-423 3PXW6 1%" 16" Black, Green, Red, Silver, White, Yellow 610 B30EP-171-593 _G8790 
Black/White Y," 20 i M21-500-423 3PXW7 14%a" 14%" Black, Green, Red, Silver, White, Yellow 210 B30EP-172-593 G8&794 
4" 21 ft. M21-750-423 3PXW8 15a" 19Y%6a" Black, Green, Red, White, Yellow 190 B30EP-169-593  —G8795 
Solvent-Resistant Polyester B430, Temp. Range: 50° to 212°F 2'330" 2190" Black, Green, Red, White, Yellow 145 B30EP-170-593 G8797 
¥," 1 ft. M21-375-430 3PXU5 22" 3: Black, Green, White, Yellow 120 B30EP-1/77-593 G8800 
Black/Clear WA 1 ft M21-500-430 3PXU6 Polypropylene with Permanent Acrylic Adhesive, B-425 
ro F——W750-490— XU | —} 2 wre [ee — ie 
Salt Laminating Polyester B461, Temp. Rane to ae cramiy caTE eis asa ea Polyester with i Acrylic eae “ait ae aes 
8 : iz = 5 -18- 5 
Black/White y, 21 ft. M21-500-461 3PXY2 ans Metallized Polyester with Permanent Acrylic Adhesive, B-434 
¥4" 21 ft. M21-750-461 3PXY3 2 aver 1500 B33-17-434 21U366 
Polyester B488, Temp. Range: -40° to 230°F 3! 2 Silve 200 B33-19-434 21U368 
3," #1 ft. M21-375-488 3PXY4 Poryester with Aggressive Rubber-Based Adhesive, B-483 EG B3a-5d83 sant 
1/! 500- ite -5- 
eeu ft ries oe 2 White 1500 B33-17-483 21402 
PermaSleeve® Heat Shrink Polyolefin B342, Temp. Range: -40° to 267°F ik 3, ole 1 ae 18: ia a vans 
a - it. M21-125-C-342 SPXV5 Matte Metallized Polyester with Permanent Rubber-Based Adhesive, B-486 
Black/White Pez 7 tt M21-187-C-342 _3PXV6 Ai ik Silver 5000 B33-5-486 210405 
0.25 7 ft. M21-250-C-342 3PXV7 2" 3" Silver 500 B33-19-486 21U408 
0.645" ft M21-375-C-342 3PXV8 


* Secondary label included. 
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rw 
; BMP°51 Label Maker ts BRADY. 
Phaeie Portable printers feature a Bluetooth®-enabled network card that works with Android®-powered 


mobile devices and Brady mobile app for wireless printing on the go. Print labels up to 11%"W at 
a speed of 1" per sec. Built-in cutter and easy-to-load cartridges. Includes USB port. Feature a 
large graphical display with backlight and on-screen indicators for parts, remaining material, and 
battery. Also feature keyboard and a number of built-in labeling apps. 





Mfr. Item 
Hen 7P USB Cable, Hard SOR CnaS Guide, AC Ad /B Ch Moe! No. 
: Mir. No. BMP51 Printer, able, Hardcase, Quick Start Guide, apter/Battery Charger, 
ee C C cet ange aie Gato : mi egieuncca WT-BK Label Cartridge, MC-1500 _ a 
. . AC Adapter/Battery Charger, Hard Case, Li-lon Battery Pack, M-20- abel Cartridge, MC-1500-595-WT- abel Cartridge, MC-1500- UIT. 
Portable Label Printer Kit 596, WT-RD Label Cartridge, MC-1900-595-VL-BK Cartridge, MC1800-995-GN-WT Label Cartridge, Quick Start Guide, USB Cable BMPST-KIT-Gl— 21U178 
AC Adapter/Battery Charger, Hard Case, Li-lon Battery Pack, M-103-427 Label Cartridge, M-187-1- abel Cartridge, MC-1500- “KIT. 
Portable Label Printer Kit 595-OR-BK Label Cartridge, MC-1500-59-WT-BK Label Cartridge, MC-475-412 Label Cartridge, Quick Start Guide, USB Cable BMPOI-KIT-EL = 21U177 
. . M-120-492 Label Cartridge, apter/Battery Charger, Hard Case, Li-lon Battery Pack, M-103- abel Cartridge, M-156- UIT. 
POmaDIS Lapel ENCE NIE 492 Label Cartridge, M-81-488 Label Cartridge, MC-1500-595-WT-BK Label Cartridge, Quick Start Guide, USB Cable eee eivetd 
Portable Label Printer Kit AC Adapter/Battery Charger, Hard Case, MC-1500-595-WT-BK Label Cartridge, Product/Driver CD, Quick Start Guide, USB Cable BMP51-KIT-AC —_-21U174 
Portable Label Printer Kit AC Adapter/Battery Charger, Hard Case, Li-lon Battery Pack, M-21-427 Label Cartridge, M-30-422 Label Cartridge, MC-1000-595- BMP51-KIT-VD 21180 


YL-BK Label Cartridge, MC-1500-595-WT-BK Label Cartridge, MC-475-412 Label Cartridge, Quick Start Guide, USB Cable 


BMP®41 Handheld Label Printer tes BRADY. 


Portable labeler is designed to withstand harsh environments. Features LCD display. Versatile 
construction gives you the flexibility to print die-cut or continuous labels up to 1” wide ona 
variety of industry-specific materials. 


No. 29YJ26 


Mfr. Item 
Item ACT 5 pnelues CN ORTTTIGE Hara Model No. 
; apter, Battery Pack, Brady CD, Cartridge, Har 
Portable Label Printer" Cage, Product CD, Quick Start Guide, USB Cable piel. eee 
Battery Pack — BMP41-BATT 29YJ2/ 
Magnet Accessory — BMP41-MAGNET 29YJ28 
Hard Case _— BMP41-HC 29YJ29 
Labels for BMP®41, BMP®51, 
aw 
and BMP©®53 Label Makers (© BRADY. 
Height/ > CHOOSE: Labels Mfr. Item Height/ > CHOOSE: Labels Mfr. Item 
W Length For Use With Color per Roll Model No. W Length For Use With Color per Roll Model No. 
Chemical-Resistant Polyester, B-481 PermaSleeve® Heat-Shrink Polyolefin, B-342 
2%0" 8", 8's BMP 51, 53 320 M-195-481 21U207 19a" Ys" BMP41, 51, 53 80 M-125-075-342 29YJ74 
2%" ¥4', Ys" BMP 51, 53 Black on White 320 M-194-481 21U213 "64" 1 Yea" BMP9d1, 53 Black on White 80 M-125-1-342 12X378 
2%0" 1a", 2%0" — BMP51, 53 280 M-97-481 21U237 "6a" Tt. BMPo1, 53 Cont. MC-125-342 13L431 
blear Glossy Polyester Wire and Cable Flag, B-432 a" 7 Tt. BMP51, 53 Black on Yellow Cont. MC-125-342 14A383 
1°%, Dai BMP9d1, 53 Black on Clear 100 M-78-432 21U190 2M%a" Ys" BMP41, 51, 53 80 M-187-075-342 29YJ72 
FreezerBondz Polyester, B-492 2%ea" 1 Yea" BMP951, 53 Black on White 80 M-187-1-342 12X386 
Yo" Va", Va MP51, 53 240 M-83-492 21U182 2%4" Tt. BMP9d1, 53 Cont. MC-187-342 14A391 
We 220 tt. BMP91, 53 Blacicon White Continuous MC-500-492 21U185 2%q" Ti. BMPo1, 53 Black on Yellow Cont. MC-187-342 14A392 
TT 4, Ya" BMP97, 53 360 M-127-482 21U199 As. 4" BMP41, 51, 53 80 M-250-075-342 29YJ73 
1%" 4", Ya" BMP51, 53 200 M-155-492 21U188 ~e 16a" BMP9d1, 53 Black on White 80 M-250-1-342 12X389 
Indoor/Outdoor Vinyl, B- 595 “~ce——s/ ft. BMPo1, 53, 41 Cont. MC-250-342 14A385 
Yo" 20 ft. BMP9d1, 53 Black on Clear Continuous MC-500-595 13L422 ~Ae tt. BMPo1, 53 Black on Yellow Cont. MC-250-342 14A386 
We - 20 TL. BMP9d1, 53 ” seiite on wear = Continuous MC-500-595 21U189 ue Ris BM ep ee Black on White a Me eee 
17," on Org, Wht, or Yel; Red on ; enn. 732" 64" -3/9-1- 
Vp 25 ft. BMP51, 53 Wht: Wht on Blu, Grn. or Red Continuous MC-500-595 H4303 Polypropylene, B-425 
Wr eo te BMP9d1, 53 White on Black Continuous MC-500-595 21U194 1%6' 22", 2%2" BMP51, 53 Black on White 200 MFT-01-425 21U186 
Ys" 20 Tt. BMP51,53 Black on Clear, White on Clear Continuous MC-/50-595 H4304 Reflective Tape, B-584 
Blk on Org, Wht, or Yel; Yo" 20 Tt. BMP951, 53 Black on Yellow Continuous MC-500-584 G5836 
Yo 5 ti. BMP51, 53 Red on Wht; Wht on Continuous MC-750-595 G5835 Ww 2ott. BMP9d1, 53 Black on White Continuous MC-500-584 G5836 
Blk, Blu, Grn, or Red Ya" 25 Tt. BMP51, 03 Black on White, Continuous MC-750-584 G5837 
ila 20 ft. BMP41, 51, 53 Black on Clear Continuous MC1-1000-595 29YJ59 i 25 It: BMP51, 53 Black on Yellow Continuous MC-1000-584 G5838 
1" 20 ft. BMP41, 51, 53 White on Clear Continuous MC1-1000-595 29YJ69 1%" 20 ft. BMPo1, 53 Black on White Continuous MC-1500-584 G5839 
1" 20 ft. BMP41, 51, 53 Black on Orange Continuous MC1-1000-595 29YJ55 1%" 25 tt. BMP51, 53 Black on Yellow Continuous MC-1500-584 G5839 
ily 25 ft. BMP41, 51, 53 Black on White Continuous MC1-1000-595 29YJ44 Repositionable Vinyl Cloth, B-498 
1" 25 ft. BMP41, 51, 53 Black on Yellow Continuous MC1-1000-595 29YJ45 '¥%4" 16 Tt. BMP9d1, 53 Continuous MC-240-498 14A384 
1" 25 ft. BMP41, 51, 53 Red on White Continuous MC1-1000-595 29YJ66 Ye 16ft BMPo1, 53 Continuous MC-318-498 13L428 
1" 25 ft. BMP41, 51, 53 White on Black Continuous MC1-1000-595 29YJ68 ¥e' 16 Tt BMP91, 53 Continuous MC-375-498 13L429 
T_ -25 TL... BMP41, 51, 93 White on Blue Continuous MC1-1000-595 29YJ56 Yn" Ai BMPo1, 53 Cont. M-7-498 12X396 
1" 25 ft. BMP41, 51, 53 White on Green Continuous MC1-1000-595 29YJ60 ra BMP9d1, 53 180 M-131-498 12X423 
1" 25 ft. BMP41, 51, 53 White on Red Continuous MC1-1000-595 29YJ58 ya" % BMPo1, 53 Black on White 220 M-11-498 12X375 
1%" 20 Tt. BMP9d1, 53 Black on Clear Continuous MC-1500-595 13L416 Ys" 1", 1" BMP41, 51, 53 180 M-48-498 29YJ48 
1%" 20 ft. BMP9d1, 53 White on Clear Continuous MC-1500-595 21U197 ik 1", 1" BMP41, 51, 53 160 M-49-498 29YJ52 
Blk on Org, Wht, or Yel: 1%" 1%" — BMP51, 53 160 M-103-498 12X373 
1% 25 ff. BMP51, 53 Red on Wht; Wht on Continuous MC-1500-595 H4306 TY 1,7) BMP41, 51, 53 120 M-91-498 29YJ40 
Blk, Blu, Grn, or Red 12%2" 1", 1" — BMP41, 51, 53 100 M-128-498 29YJ53 
Metalized Polyester, B-428 Self-Laminating Vinyl, B-427 
Ya" 1%", 1¥2" BMP91, 53 Binek on Silver 260 M-30-428 21U232 Ye 20 ft. BMP41, 51, 53 Black on White/Clear Continuous MC-1000-427 21U230 
11%4" Ye" BMP41, 51, 53 239 M-92-428-BB 29YJ71 Y," 1" BMP51, 53 Black on White Cont. M-11-427 12X344 
Permanent Nylon Cloth, B-499 Ye 2a Tt. BMP51, 03 Continuous MC-1500-427 21U181 
3g" Je" BMP51, 03 Black on Red 240 M-82-499 21U224 5/4" 1" BMP41, 51, 53 340 M-136-427 29YJ43 
Ye 16 ft. BMP41, 51, Oo Black on White Continuous MC-375-499 21U211 Ya" 20 ft. BMP41, 51, 53 Continuous MC-750-427 21U229 
Vy Ai BMP51, 53 Black on Orange, BlackonRed 240 M-83-499 G5834 il: 1" BMP41, 51, 53 260 M-49-427 29YJ42 
Yn" Yn" BMP51, oo 160 M-152-499 12X379 1%" 1" BMP41, 51, 53 Black on White/Clear 200 M-143-427 29YJ33 
Yo" 16 ft. BMP41, 51, 53 Continuous MC-500-499 21U212 yw" 1%" BMPo1, 53 200 M-115-427 12X345 
Ya" 16 ft. BMP41, 51, 53 Black on White Continuous MC-750-499 21U219 1M" 2b tt. BMPo1, 53 Continuous MC-1250-427 21U234 
1: 16 ft. BMP9d1, 53 Continuous MC-1000-499 21U220 1%" 1" BMP41, 51, 53 180 M-91-427 29YJ32 
2%" 1", 1" — BMP41, 51, 53 90 M-141-499 29YJ50 yw 1%" BMP91, 53 180 M-32-427 12X364 
Permanent Polyester, B-422 1%" 4" BMP51, 53 Black on White 70 M-33-427 13L427 
Ye 25 Ti. BMP9d1, 53 Continuous MC-375-422 13L420 1" 6" BMPo1, 53 40 M-34-427  13L406 
3%4" 20 ft. BMP9d1, 53 Continuous MC-475-422 131421 2V" 1" BMP41, 51, 53 Black on White/Clear 110 M-51-427 29YJ41 
Ye wiv" BMP91, 53 280 M-7-422 12X354 ZV" 1¥" BMP91, 53 Black on White 80 M-116-427 12X358 
Yo" 1°, 1" BMP41, 51, 53 480 M-47-422  29YJ54 4" 1" BMP41, 51, 53 Black on White/Clear 70 M-53-427 29YJ49 
Va _ 25 Tt. BMP951, 53 Black on White Continuous MC-500-422 13L426 Tamper-Evident Polyester, B-351 
36° ode: BMP9d1, 53 Continuous MC-625-422 21U191 Y," i Yo" BMP51, 53 Black on White 360 M-17-351 13L430 
il 1", 1" BMP41, 51, 53 260 M-49-422 29YJ70 2" We BMP91, 53 160 M-20-351 21U236 
1" 20 ft. BMP41, 51, 53 Continuous MC1-1000-422 29YJ57 Ultra-Aggressive Polyester, B-483 
Ty" A " _BMP41, 51, 53 180 M-89-422 29YJ39 Yo" 1°, 1" BMP41, 51, 53 Black on White 480 M-47-483  29YJ67 
1%" %4', Ya" BMP41, 51, 53 180 M-90-422  29YJ38 2' a ey BMP51, 53 80 M-61-483  13L407 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


ELECTRICAL 
Labeling Systems 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


res BRADY. 
BMP® 71 Portable 
Label Makers 


Feature built-in design wizards, storage for over 100,000 
label files, and rechargeable battery. Include over 400 
label options and over 500 built-in symbols. Print various 
size labels from 0.25" to 2". Print 4 to 174 pt. text sizes. 
Feature automatic label formatting and large color display. 








No. 5UCU5 





Mfr. Item 

Description Model No. 
BMP® 71 Label Makers , 
Printer with Hard Plastic Case, 
Single vor een ; BMP71 SUCUS 
Printer with Soft Nylon Case, : 
Single Color Printing eu ret Suto 
Printer with Quick Charger, BMP71-QC  5UCU7 


Single Color Printing 
Printer with Soft Nylon Case and 


Quick Charger, Single Color Printing BMP71-SC-QC SUCUB 





Accessories 
van ng Kt _ M71-CLEAN 5UCR3 
abel Roll Adapter For Use Height/ > CHOOSE: Labels Item Height/ > CHOOSE: Labels Item 
With HandiMark®, TLS2200° M71-ADAPT-BK 52AZ37 W_ Length Color per Roll No. W_ Length Color per Roll No. 
and BMP®61 Tapes Ys 1%" White on Translucent 2500 SWLC2 Gloss Polyester Labels, B-423 
Soft Nylon Case, Black M/1-SC____ SUCR9 White on Translucent 250 5YRU2 yi White 750  5YTFA 
Hard Plastic Case, Black M/1-HC____ SUCTS tT. ¢. White on Translucent 2500 5WLAQ yr Fe White 500  5YTG6 
pare Battery Pack, Black M/1-BATT _ SUCUO tT « White on Translucent 250 _5YTAS TH" THQ" White 500  5WKG6 
eee naeaee Black M/1-QC_ SUCU4 ik 1 White on Translucent Pa SYRUI A ve white 730 SWKCB 
ae : il 12" White on Translucent 5 5 Vp" 32" ite 790 5 
Acrylic Ribbon, White M/1-R4400-WT_SUCL2 tT 1%" White on Translucent 250 _5YTC6 yy White 500 _5YTE4 
Acrylic Ribbon, Choose Color: Blue, y474_peogq panag {2% White on Translucent 100 _5YTC1 Yo" 50 fi. White Cont. 5WKNG 
Green, Magenta, Red, Yellow 2% Yellow on Translucent 100 5WKE5 27a" THe" White 750 5YRU7 
Resin Ribbon, Black M71-R6000__ SUCT1 to White/Translucent 1000 5WLCO yy" Va" White 750 5YRZ7 
Ribbon Cartridges tT _ 3%" White/Translucent 100 5EAW6 0 Green/White 250 5SWKN3 * 
Wax/Resin Ribbon, Black M/1-R4300__ SEAW1 "3%" White/Translucent 1000 5WLE7 2Hax" YA White 750 _ 5YTF7 
Resin Ribbon, Black M/1-R6200__SEAW3 T  « White on Translucent 100 _5YTC2 1" Ye White 750 _5WKFO 
Resin Ribbon, Black M7/1-R6400__ SWKX6 ft 4 White/Translucent 1000 S5WLC1 tT _%2" White 750  5YTF8 
Resin Ribbon, Black M/1-R6600__ SWKX7 Te ¥% White 250 _5WKF7 tT % White 500 5YTAT 
Height/ > CHOOSE: Labels Item We. White on Translucent 290 5YITD5 il Ai White 500  5YTA3 
W_ Length Color per Roll No. "1% White on Translucent 200 SYIC/ al Vy" White 9000 SWKNI 
Repositionable Vinyl Cloth Fabel B-498 Ty 1 White on Translucent 1000 SWLC4 1 1" White 200 5YTA7 
Vy" Yq" White 750 S5YTES Ty 4 White on Translucent 100 5YTC8 1 1" White 2500 5WLC6 
Ye «30 Tt. White Cont. 5WKDO 12" 4 White on Translucent 100 5YTD2 1T¥s5 White w/Black Border 500 5WKL7 
Va 2/5 ft. White Cont. 5WLD9 12" 4’ Yellow on Translucent 100 SWKE7 Ys" OY" White 750 5YTG2 
Ye 30 ft. White Cont. 5WKD1 12" 4" White on Translucent 500 5SWLA6 YO White 750 5WKL8 
¥g" 1" White 500 5YTF9 Ty 864! White on Translucent 500 5SWLC5 TY White 500 5YTC3 
¥ ~—«330 ft. White Cont. 5YTD1 1v 6 White on Translucent 50 ~=5YTC9 VA White 5000 5WKT3 
¥ 300 ft. White Cont. 5WLD8 12" 6" White on Translucent 500 5SWLE6 1/2" 1" White 250 SWKG4 
Ya" VY," White 500 5WKC7 1% 1¥ White on Translucent 250 5YTD4 Ty yf White 250 5WKC5 
Ya! Yq" White 500 5YRZ8 11%16 3%" White/Translucent 100 5WLE9 2 Ya" White 100 5WKL4 
Ya" Yq" White 5000 5WLADS 2 1 White on Translucent 100 5YTD3 2 ill White 100 5YTCO 
Yor YA" White 5000 5SWLD/ 2 1% White on Translucent 1000 5WLE3 2 1" White 1000 5WKPO 
Ve SUT White Cont. 5SWLE2 PermaSleeve® Heat Shrink Tubing, Polyolefin, B-342 2% 1% White 100 SWKD/ 
Yq" 1 White 250 5YRU8 1%" Ve" White 100 5YRY6 3 1" White 100 5WKG5 
Yq" 1" White 2500 5SWLD5 1%" Ve" Yellow 100 5SWKK8 Ar 1 2%,30" White 100 5SWKD8 
yy" YA" White 250 5SYTE/ 1%4" Ve White 2500 5WLD3 lass Polyester Labels for NOTTS Surfaces, B-483 
1" VY," White 500 5YTA2 1%" 19% 4" White 100 5YRY8 2. White 100 5SWKD5 
i 1" White 250 5YRVO 1¥%64" 19% 4" Yellow 100 5WKJ8 B 50 ft. White Cont. 5WKD6 
uh ili White 2500 5SWLD6 1%" 19% 4" White 1000 5WKY4 1" 3" White 500 SWKF9 
as White 250 5YTG8 1Y%64" 264" White 100 5YRZO il Ya! White 500 5YRU4 
TY! White 100 5YRU9 1Y%4" 26a" Yellow 100 5SWKK9 1" 1" White 250 5YID/ 
T_-30°t, White Cont. 5WLEO 1% 4" 264" White 1000 5WKY6 1. OUT White Cont. 5YRU3 
Ty" White 500 5YTG4 1%" Ag White 100 5YRZ2 1% oT" White 250 SWKD2 
Ty" 1h! White 250 5SWKG7 1%" Ag" Yellow 100 5SWKK2 (Aan White 500 5SWKD4 
1% 4 White 100 5YTE6 1%" AG White 1000 5WKY8 VA White 250 5YTD6 
12%2" 30 ft. White Cont. 5SWLE1 1Y%4" 4%a" White 100 5YRZ4 LAs White 250 5SWKGO 
Permanent Nylon Cloth, B-499 1Y64" 7 %6a" Yellow 100 5WKK3 12%2' 50 tt. White Cont. 5WKD3 
ye" Ye" White 500 5YTD9 1Y%a" 46a" White 1000 5WKZO Z 1" White 100 5YRU5 
¥g" 1 White 500 5YTGO 1Y%4 2H" White 100 5YRZ6 Black/Clear, Blue/Clear, Green/ 
Yo Vy" White 500 5YTE3 1%" 270" Yellow 100 5WKK/ 2' 50ft. Clear, Orange/Clear, Red/Clear, Cont. G5709 
YQ Yn" White 500 5WKC8 1Y%4" 270" White 1000 5WLD4 White/Clear, Yellow/Clear 
Yn Yq" White 500 5YTAO 1Y%a"12%2" White 50 ~=—«BYTF8 4" T White 100 5WKG1 
YQ Yq" White 5000 5WLC9 1%" 120" White 500 14A405 Ar 1 2%30" Red/White 100 5SWKZ2 t 
Yo Ya White 500 5YTG5 14% 4 = Ae White 100 5YTF2 Ar 12430" Orange/Black/White 100 5SWKZ3t 
Yo" 30 Tt. White Cont. 5WLD2 14%64" Ve" Yellow 100 SWKJ7 Metallized Polyester, B-428 
Yq" il White 250 5YTAG 14%6 4" 1%64" White 1000 5WKY3 Yo" +450 ft. Silver Cont. 5WKN7 
yy YA" White 250 5YTE1 14%64" 164" White 100 5YRY7 Yq YA" Green/Silver 250 5SWKN4 
2439" Va" White 500 5YTEO 14%64" 24a" White 1000 5WKY5 1" ¥32" Silver 750 SWKE1 
il ¥3" White 500 5SYRUG# 14%4' 264" White 100 5YRY9 1" Ya! Silver 500 5YTFO 
ie 1" White 250 5YTA9 14%4 Ae White 100 5YRZ1 Ane Silver 500 SWKF3 
TT 1% White 250 5YTD8 14%4° Ae Yellow 100 5SWKK1 2 1" Silver 100 5YTF1 
TT 24 White 100 5WKG3 14%4° Ae White 1000 5WKY7 2 1" Silver 1000 5WKP8 
1" 30 ft. White Cont. 5WLDO 14%64° 4% a" White 100 5YRZ3 275 1M" Silver 100 5SWKH3 
Ty" White 750 SWKNO 1464" 4Y%a" Yellow 100 5WKLO oH il Silver 100 5SWKH4 
12%32" V4" White 750 SWKG2 14%64" 4% a" White 1000 5WKY9 4" 12%" Silver 100 5SWKH5 
1*%2" 1" White 250 5YTE2 14%4" 27/30" White 100 5YRZ5 Metallic Polyester Labels for Powder-Coated Surfaces, B-486 
12%" 30 ft. White Cont. 5WLD1 14%64" 2/0" Yellow 100 5SWKK4 1" Ya! Silver 500 5SWKH8 
Self- -Laminating Wire-Wraps, Vinyl, B-427 14464" 2/A0" White 1000 SWKZ1 Ann Silver 900 SWKH7 
Ya" Yq" White on Translucent 750 5SYTF5 Adhesive-Backed Raised Panel Lana, Polyester, B-593 Wr Silver 250 5WKE3 
Ye YA! White on Translucent 750 5SWLE8 ule 1" White, Black, Green, Red, Yellow 100 H4326 2. 1" Silver 100 5SWKE2 
Ya" Yq" White on Translucent 500 5YRZ9 il 1 White 50  5YRX6 3° 12439" Silver 100 5SWKH6 
Vy" fa White on Translucent 9000 SWLA/ ili il Black 90 _5YRX7 Flame-Retardant Polyethylene Tag, B-145 
Vs il White on Translucent 500 _5YTA4 il i Green 50 _5YRX8 4%a" —_1'%a" Gray 1000 5WKZ5 
Ya" 1" White on Translucent 5000 5SWLE4 il 1 Red 50 5YRX9 113%64° 4" Gray 100 5WKZ7 
Ye" 1A" White on Translucent 500 _5YTC4 ils 1" Red, White, atk Green, Yellow 50 H4327 1%" 4%" Gray 100 5WKY1 
Yor White on Translucent 5000 5SWLE5 1: : Silv 100 5WLA2 1% Gray 100 5SWKYO 
Yq" i White on Translucent 250 5YTADS 1%6 %%4' White, Black, area Red, Yellow 200 H4322 1% OT Gray 1000 5WKZ4 
Yq il White on Translucent 2500 5WLA8 Ye Ya Silver 200 5SWLA1 7 Gray 100 5WKZ6 
an White on Translucent 250 5YTC5 1¥%" 1%" White, Black, Green, Red, Yellow 100 H4323 Permanent Gloss Polyester, B-422 
ns Blue on Translucent 290 5WKJ3 1°%4" 1°Y64" White, Black, Green, Red, Yellow 100 H4325 Ye =O Tt White Cont. 5YTE9 
Ye YD Red on Translucent 250 5SWKJ4 12%2" 12942' White, Black, Green, Red, Yellow 100 H4324 Yo +450 it White Cont. 5WKC9 


* "Tested" label. t "Danger" label. # "Warning" label. # Two part vial label, rectangle and ¥" dia. circle. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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ELECTRICAL Scan. Order. Done. 
Labeling Systems Details on page Al. 





res BRADY. 
BMP® 61 Handheld 
Labeler and Labels 


= Simple user interface and 
easy material loading 
= Creates crisp, clear labels 
= Large color touchscreen display 


Designed for quick and efficient identification 

of wires, cables, and components. Rugged and 
reliable, this label printer features multiple user 
interfaces, touch screen capabilities, and a variety 
of ways to connect, manage, and save your data. 









No. 4VR42 No. 4VR82 No. 4VT22 








Mfr. Item 
Description Model No. No. 52HJ90 
Fortable Label Frinters 
ncludes apter/Charger, Height/ > CHOOSE: Labels Item Height/ > CHOOSE: Labels Item 
lanai aE Sg eee ae W__Length Color perRoll No. |W _ Length Color perRoll _No. 
echargeable Battery, Power Cord, TVs" He" Yellow 100 _4VP78 Glossy Polyester Film, B-422 
hate ta eee 1 Vea" 15a" White 100. 4VP85 % %' 750 3PYL2 
and Driver GD, PIL-19-423, Tea" 1 Hea" Yellow 100 31JD3  %" 50 ft. Continuous 3PYK3 
eae tae or Cea Vea" 24" White 100 AWP89 1%" 13%," 750 3PYK7 
He ee ackl| fi ICS ree ay, BMP61  52HJ91 1%a"  21%a" Yellow {00 4VP90 ~%" 500 3PYK4 
Shut Otf/Power Conserve, US Plug EAS enue an aes son esse 
, 1%4° i ‘i . ontinuous 
Type, 110 to 240 V, 3 hr. Recharge Ta 8V7 White 100--4VP9T i" 96 500 - 3PYK8 
ee ae (ee toe mee 
; Ane et ; 64° 27/39" ite " i F 
Haley rome eee eeo T Vea" 2/90" Yellow 100 3TJE5 1" 50 Tt White Continuous 3PYK2 
car eC a BN St Ta" 121/59" White 50 3TJE2 1%" %' 500  3PYK6 
Side WiEVccRneGinaty BMP61-W 52HJ90 1¥%4"_12%0" Yellow 50. 3tJe3 1%" 4" 500 4VR80 
5 i ty 14%" He" White 100 3IJD1 1% ¥% 250 4VR91 
Printer Carrying Case BMIP-HC-1 _ 52HI92_ agri" eno 100 Pay ge Continous SEtkS 
"19% 4" ite : i 
Magnet Accessory BIMP-MAGNET-1 52HJ93 arent eat 
Battery Cover, BMPOt Printer Series _ BMP61-BATCOV 43XL16 _ 49/47) egw ep ep Te 
Het eet eS eras Seder 12 Yellow 100 3TJD5 4" 125% 100 3PYL5 
ee ‘ Adair For Use. er oerles 14% a" He White 100 sb =n Ephyestoe Film, B-423 = Ean tat 
: : 14% 4" Ae ellow 4 4 
With HandiMark®, TLS2200° M71-ADAPT-BK 52AZ37 agp ayy White 100 4VP95 34" 500 4VR86 
and BMP™61 Tapes TA Vea" FV q" Yellow 100 4VP96. ~19%43" 1942" 500 3PYJ2 
Ribbon, Black, Smear Resistant, M61-R4310 52HI94 —14¥%ea" 2740" White 100 AVP99. 1%" 1544" 750 AVT22 
Solvent Resistant, Weather Resistant 14/64" 2s" Yellow 100 3TJD9. "Ha" 750 4VT24 
ae ea M61-R6010 S52HJ95 1Yeu" 12140" White 50. 3TJE1 "OS" 500 SPYHG 
: 1% ea" T2740" Yellow 50 3TJE4 4" 50 fit. 5 4VT35 
IBD ON ae Guede Sista BradySleeve™ Heat-Shrink Polyolefin, B-321 Zag" Yea" 750___ 3PYH5 
at ae ‘ M61-R6210 52HJ96 29/4" Tas 500 AVT46 yi" VAL 750 4VR10 
esistant, Scratch Resistan 7 7 7 7 
Ridbon, White, heat Resistant, M61-R4410-WT 52HJ97 ce i White nn STS ay on aa Wao 
Solvent Resistant, Scratch Resistant TPH _g" Tag! 500 30EC15 ~ 1" Yap" 750 4VR27 
et ae ey Solvent 1ig1-R4410-BL 52HK11. 12%." 500 4VT54. 1" 3" aie 500 4VR30 
esistant oeratcn hesistan Terminal Block Vinyl Cloth Labels, B-498 , 500  4VR36 
ee Sone Solvent 1ig1-R4410-RD 52HK12 4" 30 ft. ras Continuous 4vT43 "1" 260 avRag 
; ¥3 =—s- 30 Tt. ontinuous 4VT45 1% % 7 
ee ee eee M61-R6410 52HK13 Repositionable Vinyl Cloth Labels, B-498 mE 100 3PYH8 
Yar Va 750  3PYJ6 1% ¥%' 750 4VR66 
Ribbon, Black, Solvent Resistant Mo61-R6610 S2HK14 —, iI 
) Ry TT 500  4VR29 1%" % 750. 4VRT71 
Ribbon, White, Solvent Resistant M61-R6/10-WT S2HK19 = 7 71 
Ribbon, White, Soratch Resistant, 461. peaio.wT S2HK16 J" 9 500 —aVRI6 1 250 3PYH7 
smear Resistant, Solvent Resistant v3 30 fi Continuous 3PYJ7. 1%" 17% 250 4VTO8 
Self- -Laminating Vinyl wll Marking Labels, B-427 Sq" 1" 250 3PYJ3 2" Yq" 100 4VR49 
White onTanscent {5° AIRE Te i i mm 
yy 5 4VR17. 1" *%2" ite 75 4 y m 
nb White 500. 4VR38 1" 14" 500 4VR35 4" 12%" 100 3PYJ1 
Yor 1A" 250 SPYA9 1" 1" 250 3PYJ5 Permashield Matte Polyester, B-428 
Le, 1 White on Translucent ay ie 1" 1 oe A % y ft. Continous apyig 
a i 95 qvR42. ("~~ a. ft a0" 
Yar 15" Translucent & Blue, Green, 950  H4309 12.2 000 4VR/9 Va 000 _—3PYN1 
Orange, Red, White, or Yellow Tv" Tv" 950 SPYK1 1%" 297% 100 3PYN4 
rT - White on Translucent 950 3PXZ6 1%" 4" : 100 3PYJ8 iy uA Silver 20) ts 
ue on Translucent, Green Permanent Nylon Cloth, B-499 : : 
on Translucent, Orange on Ye" Ye" 900 3PYG4 3’ ili 100 3PYN5 
1" 1" el ies on Ll 250 H4307 893%" a 500 4VR34 = 3 Var i ae 
ite on Translucent, Ya" Yo" 500 4VT32 4 12939" 7 
Yellow on Translucent VY," VY" 900 3PYH2 Gloss Polyester, B-483 
il 1%" White on Translucent 250 3PXZ4 i" Hy" 500 4VR18 % = =65Oft. Continuous 42X320 
1" 1%" ae on ae Green 250 H4310 ee Le au Anes va abe ’ 100 aevee 
on Translucent, Orange on 4" : A] 4VR4 a ontinuous 
4" WA yee ce on Ne aa 100 H4308 rh ie White an ace th i 2b als 
Ité on transiucent, 32 2 4 
Yellow on Translucent T 3 500 3PYF9 1" 3" 500 3PYF1 
{" 3%," White/Translucent 100. 3PXZ2 7" —*T" 950 4vR48 1 7% 500 3PYC6 
ta White on Translucent 100. 4VR59 7" ~=1H 950 3PYG2 1" ‘1' 950  3PYD9 
th yf White 250  SLKG5 1" 2%" 100 3PYH4 1" 5Oft. White Continuous 3PYC4 
ty" T" White on Translucent 950 3PYC2 1294." 1%" 750. 3PYH3 11%" 50 Tt. Continuous 3PYD1 
1" TH" 950 4VT09 1294." 7" 950 3PYH1 1% ‘T° 250  3PYD3 
TY" 2" White/Translucent 100 3PYA1 Raised Panel Labels for 22mm Push Buttons, Polyester, B-593 112° = 14° 500 3PYE4 
Sere angen — a S00 Ha 550 —3PYFS 
on Translucent, Orange on Ve 2 4 9" : 
11%" 4" Translucent, Red on Translucent, 100 H4311 11%64" = 114" 100 H4315 12%" 50 ft. Continuous 3PYE2 
ie on Ud eat 1196 12% Black, Green, Red, White, Yellow 109 HAa3t6 2 r 109 aPycs 
ellow on Translucen 19%4"  19V6q" 4317 " : 
Ae Y White/Translucent 100 3PXZ8 2" iD Black, Green 100 H4319 Vinyl Label Stock, B-439 
TY" 6 White on Translucent 90 4VT11 3" {" Red, Yellow 100 H4319 = 1%" Continuous H4312 
ib White/Translucent 250 42X471 3" {" Black. Green, White. Yellow 50 H4321 1" 50 ft. enh Vale” Continuous H4313 
1 12 White on Translucent 200. SPYA7 = 3" Red 90. 12K642 17%" 50 ft. Continuous H4314 
16 3%2" White/Translucent 100  42X458 4 1" Black, Green, Red, White, Yellow 90 H4320 Permanent Polyester, B-459 
2. 1" White on Translucent 100 3PYA3 Tyr" White 250 30EA79 
2 — 1 White/Translucent 100 3PYAS Static Dissipative Polyester, B- 473 
PermaSleeve® Heat-Shrink Polyolefin, B-342 2Y9" 13/64" White 790 4VT41 
TY" He" White 100. 4VP77 i/o 750 SOEA82 
370 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ELL! 





GRAINGER CHOICE”° ELECTRICAL 
Find the wf. Find Solutions. Find Great Prices. Labeling Systems 


tes BRADY. 
Benchtop Thermal Transfer 
Printers and Labels 


High-performance thermal transfer printers auto- 
matically detect label material and ribbon, then 

















display user information on the LCD. Template and No. 54YN96 
settings are automatically calculated. 120VAC. LAN 
and 10/100 Ethernet compatible. Include USB cable 
and Brady 360® 5-yr. warranty. 
No. 22NA72 
Mfr. Item 
Description Model No. . 
BBP72 Desktop Label Printer 
300 dpi, 5.0 in./sec. BBP72-34L 22NA72 Labels — Item Labels — Item 
Bradyprinter™ i7100 Desktop Label Printer W H Color per Roll __No. W He Color perRoll No. 
1 1 White 10,000 22MX60 ye White 2500 30DR20 
300 dpi, 11.8 in./sec. 149050 54YN96 : : : i 
tu White 10,000 2TYTS8 Te White 2500  30DP81 
300 dpi, 11.8 in./sec. 149045 5AYN97 aan : fey 
600 dpi, 5.9 in./sec. 149056 BAYN98 1% fa White 10,000 22MX57 1 %e4 White 500 30DM31 
600 dpi, 5.9 in./sec. 149053 BAYN99 2" Y" White 3000 2TYU2 1" 19%4" White 5000 30DP95 
| ee ee eS er ce 
Description Model No. PEL White 1000 22X64 He White 5000  30DR23 
pe ReneR aE TOG SR ROVERTIRERIBA Ite: GRAIG a li White 3000 2TYT1 Tg" White 1000 30DP83 
a Wide i ; a0 a SONATE 2 White 1000 —«-2TYT3 1 2p" White 500 30DP67 
aT Wid BIE ; Re00G SONAT7 gO? White 1000 _22MX58 1h He White 2500 22MY70 
ate a Ieee Re7a0 SoNAT9 A White 1000 — 22MX63 TA" Tea" White 2500 22MY71 
aM ce Black ReSOG SONARD Metallized Polyester, B-434 TH" 15%4" White 500 30DM06 
4°74" Wide. Black R6207 2ONABL“Womay Tea BSOG 1000 __s0pwo7 tara Wit Seay OMT? 
ara omex Tag, o 64" ite 
See apse ey, eee 2" 5ye4" White 2500 300031 1" TVa9" White 500 30DN07 
So Wide Rack nra02 SONARI 21564" 13/9" White 2500  30DD30 1h" He White 2500 22MY73 
are Wide Black Baya7 SONAR] Paper, B-402 1" Te! Yellow 2500  22MY74 
225Wi 5. Block Baaq2 SoNABG 4ys 6" White 1000  30DU92 VA White 500 30DP10 
6 5544"-Wid Bl k Rd308 5ONAB9 Permanent Polyester, B-A22. 1%" 4% White 1000  22MY75 
Soa ay 3 Wai RAAGOWT SSNAGO 4y 3" White 1000  30DX40 TA" 2/9" White 500 22MY76 
1 Te aM is White RAd0D-WT SONAGI Permanent Vinyl Nylon cial B-499 2 Ve White 2500  22MY40 
are “ay 6 Black RETOD s0DAPI A 10,000 _22MZ74 2 Ae Yellow 2500 22MY41 
arte aw qe Bleck Re1O7 SODA? 5Y4" Te" White 5000 _22MZ73 2" He" White 500 30DL61 
BI War 4 a" or Re IOd SODAD4 tT %' White 3000  22MZ77 * 2" 15%" White 2500  2TYP3 
aT Wid Br ; REIN SODASE a |i White 3000  22MZ76 2" 19%" Yellow 2500  22MY42 
Saye aH fe Black RetO0 SODAaG 3" 15%" White 1000 22MZ75 2" 1,4" White 500 30DM30 
are Hy qe wri Raday-WT——30DAbi Permashield Matte, B-428 2" Ya" White 2500 _2TYP1 
BI rar 4 SI k ReG0d SODAE? Ys VA Silver 10,000 22MY30 2" Yq" Yellow 2500 22MY43 
2 A We 0 Bee Raa0d SON AEG tT. @ Silver 10,000 22MY27 2 1p" White 500 30DN50 
es Wid Br ; RGOOg SODAG he i Silver 10,000 22MY26 2 Ae White 2500  2TYP2 
32 -Wide, Blac 2 Silver Cont. 22MY31 2 Ae Yellow 2500  22MY44 
BBP72, BBP81, BRADY MVP Plus, BRADY X i ; —W 0 
: 2 1 Silver 3000 —_‘ 2TYV9 2" As White 500 30DP39 
Plus Il, BRADYPRINTER i7100, BRADYPRINTER a 1 Silver 2000  22MY29 2° Mea" White 1000  22MY45 
PR Plus. TAGUS, WRAPTOR ee SOWATS a 1" She sno) Fie : A764" Yellow 1000 22MY46 
i — ilver ont. "__ 2Yo" White 250 30DM80 
fie Ba SE a ecaensacenst aman a wea —— le 202 
7 rm Vv t-Shrin i : 732" 
BBP72, BBP81, BRADYPRINTER i7100, BRADYPRINTER PR Plus Var : coe ea ink Po —— 2500 moDees . 2 Tag white 350 S0DN72 
31744'-Wide, Black R6602 22NA86 364" Tap" White 2500  30DG69 2 1% White 250 22MY49 
2°%4 -Wide, Black R6600 30DA43 Yea" Te" White 2500 30DG76 2 1% Yellow 250 _22MY50 
BBP81, BRADYPRINTER 17100, Thermal Transfer Printers WBfeqi Tao" White 9500 30DG70 "210" White 950 22MY51 
317%4"-Wide, Black R6002 22NA74 1" Ta" White 5000 30DG63 2" 12%" Yellow 250. 22MY52 
4°%4 -Wide, Black R6007 22NA75 Tp" White 5000 30DG67 2 12750" White 100 30DM11 
2%64'-Wide, Black R6000 22NA/8 1 Fe Yellow 2500 30DG71 2" ave White 250  22MY53 
BRADY IP 1" Ae White 5000 30DG72 2" he Yellow 250 22MY54 
3'/4-Wide Wax/Resin IP-R4300 2TYP7 1 2%" White 1000 30DG54 Raised Panel Labels, B-593 
aha Wide Wax/Resin IP-R4302 2TYP8 a He White 2500  22MY55 1a" 3%6«' White 500 2UPJ9 
aes Wide Wax/Resin IP-R4307 2TYP9 A Yellow 2500 22MY56 Te" 3a" Black 500 2UPK5 
o Yea Wide Resin IP-R6000 2TYR1 2" 15a" White 2500 2TYP6 Ts" 15" White 500 2RGY6 
ov ide Resin IP-R6002 2TYR2 2" 15%" Yellow 2500 22MY57 Vea" 12%50" White 500 2TYUS 
17s Wide Resin IP-R6006 2UPJ8 2" 1%" White 500 30DF91 1% ea" 1%o" White 500 2UPK6 
42%a'-Wide Resin _ IP-R6007 2TYR3 2" 2a" White 2500 2TYP4 14%" 1%" Black 500 2UPL2 
Thermat Transfer Printer 2" Vea" Yellow 2500 22MY58 15%64" 15 V6a" White 500. 2TYV1 
4?Vea'-Wide, Black R6009 30DA35 2" tp" White 500  30DG14 a li White 500.‘ 2UPL3 
Labels _— Item 2" Ae White 2500‘ 2TYP5 a od Black 500‘ 2UPL8 
Ww eH Color perRoll —_No. 2” Ae Yellow 2500 22MY59 21359" 21949" White 500‘ 2TYV2 
Gloss Polyester, B-430 2" Ag Yellow 500  30DG41 a White 500. —«2TYV3 
Yor Clear 10,000 22Mx90 2" As White 500  30DG43 a Black 500‘ 2UPP3 
Tt # Clear 10,000 22MX87 2" Ag Red 500  30DG44 3" Oe White 250 2UPP4 
2 il Clear 3000 _22MX86 2° Ag Black 500  30DG46 3 ok White 500. —-2TYV4 
7 Clear Cont. _22MX85 2" Aa" White 1000 22MY60 fT Wiis 500.‘ 2UPL9 
a a Clear 3000 _22MX89 2" Aq" Yellow 1000 22MY61 eh ack 500 2UPN5 
oO 2 Clear 1000  22MX88 2° 2p" Yellow 250 30DG04 Repositionable Vinyl clot Labels, B-498 
Gloss Polyester, B-483 2° 2H" White 250 30DG06 Yar 16 White 5000  22MY12 
tT 2 White 10,000 22MX94 2" 2p" Black 250 30DG11 He" White Cont. 22MY10 
a White 3000  2TYV5 2” fap" White 500 22MY62 a White 10,000 22MY08 
2% TVA" White 3000 _22MX93 2 hp" Yellow 500 22MY63 yy White 5000 22MY13 
aD White 3000 2TYV7 2 tho" Black 250 30DG28 whe White 5000 22MY11 
37 White 1000‘ 2TYV6 2 1v' White 250 22MY64 Ys" Va White 10,000 22MY07 
J — White Cont. _22MX95 2 1% Yellow 250 _22MY65 Ys‘ g' White 5000 _22MY09 
4 e White 1000 — 22MX91 2° {2%o" White 250 22MY66 54a" Ve White 5000 22MY06 
fg" White 1000  22MX92 2° 120" Yellow 250 22MY67 ee Hi White 3000  22MY14 
Heat-Shrink Polyolefin, B-7642 2. ons White 250 22MY68 Ultra Aggressive Metallized Polyester, B-486 
Ys Vea" White 20,000  30DK44 2" 26 Yellow 250  22MY69 Tt Silver 10,000 30DX88 
Yq" 26g" White 9000 30DJ40 PermaSleeve® Heat-Shrink Polyolefin, B-342, Single Sided o 1 Light Gray 3000 2TYW5 
BYeq"  *Yea" White 2000  30DH90 3Yeq" 19% a" White 500 30DM61 Vinyl Self- -Laminating Wire Markers, B-427 
Bq" White 2000  30DJ08 3Yea" 14" White 2500 _ 30DR05 Y%" _¥' ~_ WhiteonTranslucent 5000 22MZ67 
TH" 2%a" White 1000 30DH87 sq" Tp" White 500 30DN81 %"  1%e'_ White on Translucent 10,000 2TYU7 
Th White 1000 _ 30DH99 Yea" 10" White 2500 30DR16 yi" 19" White on Translucent 10,000 22MZ66 
Th & White 2500  30DJ58 Yea" Ae" White 500 _ 30DP52 5%" 1% Whiteontranslucent 10,000 2TYU5 
TH" 55a" White 500  30DH72 Yea" Te" White 2500 30DR27 1" 1%" White on Translucent 10,000 2TYU8 
Matte Polyester Film, B-423 Yo" Yap" White 2500 30DR14 1" 24" White on Translucent 3000 22MZ62 
Yar VA" White 10,000  2TYRS5 Aq" 15/6" White 2500 30DR04 1" 2%" White on Translucent 3000 2TYU6 
2750" 1976" White 10,000 2TYR7 AHeq" To" White 2500 30DR15 1" 3%" White on Translucent 3000 2TYR4 
Ys" Va White 10,000 _2TYR6 Ys 15a" White 2500 30DP89 1%" 1" White on Translucent 5000 22MZ50 
Pa White 10,000 22X59 Ys Vp" White 500 30DN08 12%2" 3%e6'  WhiteonTranslucent 1500 22MZ64 
tT # White 10,000 2TYU3 nn 74 White 2500 30DR09 2° 3%" Whiteontranslucent 1000 22MZ57 


* With 3/8"-dia. vial top label. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 3/1 

















ELECTRICAL Scan. Order. Done. 
Labeling Systems Details on page Al. 
Mfr. Item 
Atyour sida W Color Model No. 
orother. Extra-Strength Adhesive Tapes, Designed For 
Textured and Hard to Stick Surfaces 
Polyester 
P-Touch EDGE Portable 25/64" Black/Clear HGeS1215PK 23M313__5 
- 19/9" Black/Clear HGeS1315PK  23M314 5 
Label Printers Toa Black/Clear HGeSi415PK _23M315 5 
6 Black/Clear HGeS1515PK  23M316 5 
= LCD display 19%q" Black/White HGeS2115PK 23M317 5 
= 180d a ee 
64" ack/Yellow e 3 M323 5 
These portable and easy-to-use units create labels 1 ee ate vet ee a —oaneea 2 
that help empower you in a variety of industries to PET 
quickly create serialized and barcoded labels that ve Brack ear (een, oes 
leave a lasting impression. They feature QWERTY-style T5764" Black/Clear TZeS141 130526 1 
Me Black/Clear 1TZeS151 130527 1 
<< «tm 9 a 
olor ax. ax. : 
Printing Font Tape Print Mfr. Item 5h Black/Silver 1768951 130243 1 
Capability Range Width Speed Includes Model No. Flexible ID Tapes, Designed For Wrappin 
Portable Label Printers Around Fe L b i: sat 
round and Flag Labels 
Single Color 4to/2 0.47’ 0.8 in./sec. Carrying Case and Safety Wrist Strap PTE110 403128 Polyester 4 
Single Color 6 to 48 0 0.8 in./sec. Li-ion Rechargeable Battery Pack, Hard Case, and A/C Adapter PI E300 22KD90 2¥6q" Black/White TZeFX221 403129 1 
12mm x 8m Black on White Flexible ID Laminated TZe Tape, YE4" Black/Red TZeFX451 403130 1 
Single Color 6to 48 %0" 1.2 in./sec. Li-lon Rechargeable Battery, Power Adapter, Custom Carrying PTE500 30RR07 bY 64" Black/Blue TZeFX551 403131 1 
Case, Adjustable Wrist Strap, User Manual, USB Cable, CD Yea" Black/Green TZeFX/51 403132 1 
_ @ Rhino 
22 1 pYMo Industrial Labeling Tools 


RHINO™ Printers 


= Nonsmearing thermal transfer 
= Industrial-strength adhesive 
= Easy-to-peel, split-back design 





Labels resist chemicals, solvents, 
grease, heat, and moisture. Can be 
used in harsh environments. 








Width 
yy" ¥ut yo" xs," 1° 
™ ™ . Item Item Item Item Item 
RHINO” 4200 RHINO™5200 DYMO XTL300 DYMO XTL 500 Kit : Polar Na ri Na Na No 
7 . @ Rhino For Rhino 4200, 5200, 6000 Series Printers 
Electronic Pri nters cmtalkthed | dusartabang toon | —Vinyl - General Purpose, Outdoor, For Flat, Curved Smooth Surfaces 
a, 18 ft. Black/White — 1VMK1 | 1VMK2 | 1VMK3 | 13A930 
= 1-touch hot keys save setup time _adds lithium ion rechargeable battery, 18 tt. White/Black = 13A914. | 13A921 _ = 
= Large backlit display one ¥" black-on-white vinyl label ‘ * cago = = ee vee et 
; : ack/Orange _ —_ 
7 Nonsmearing thermal transfer cartridge, AC adapter, and carrying 18 ft White/Red _ _ 43A915 | 13922 | 13A931 
Printers feature impact-resistant rubber Case. 18 ft White/Purpe _ — 13A916 | 13A923 | 13A932 
: t ite/Green — — 13A917 | 13A924 | 13A934 
bumpers for protection. DYMO XTL 18 ft. Black/Gray = — | 43918 | ~— | 13A935 
™ fi 18 ft. White/Brown — — 13A919 | 13A926 | 13A936 
RHINO™ 4200 Prints durable labels including continu att White/Blue — — 43A990 143927 | 13A937 
Features computer-style QWERTY ous length tape, laminated wire/cable 18 ft White on Black | — = — | 13A928 | 13A938 
keyboard. Hot keys option provides wraps, heat-shrink tubes, and presized Self-Laminating Vinyl - For Wire and Cable 
shortcuts for creating and formatting _abels. Preloaded templates ensure polyolefin Heat Saini tubing Fa Wire and Cable ~ ~ mn 
wire/cable wraps, flags, code 39 and _—perfect formatting to save time. Life- 60" Black on White | 5AU15 | SAU16 | SAU17 | SAUI8 | — 
128 bar codes, fixed length, general, _like onscreen print preview and color : 60" Fa ack on ee ae SAU20 | SAU21 | SAU22 = 
. vA ‘a : : ermanent Polyester - For Flat Smooth Surfaces 
A aed ne He V4", Ye Fai eet en ce 18 ft. Black/White | 13A939 | 5AU36 | GAA25 | GAA26 | 1TLR4 
5", and %/4" wide labels in a variety ; Black/Metallic 
ariclaandiaiere: BINA Ebel andIc 18 ft. Silver 13A940 | 5AU35 | GAA23 | GAA24 | 13A942 
of materials and colors. Favorites key Palie's, cumple sere 18 ft Black/Clear | 13A941 | 1TLR6 | 1TLR7 | 1TLR8 | 13A943 
gives you access to most frequently cations make getting started from Flexible Nylon - For Wire and Cable, All Surfaces 
used labels, symbols, and terms. Kit home screen easy, and touchscreen TT 6" Black/Yellow _ = dAU13 SAU14 = 
APT Pa . H H 1 j —_ — a — 
adds AC adapter, lithium-ion battery, helps make label creation easier and oe eae = = = ae 
and case. a oe il oa 11 ft.6" Black/White — — BAUI1 | S5AU12 — 
im plastic. Thermal transfer. Di. Width 
isanelicaaele wu Nos. 21HN24 (13 fonts) and 27HN26 wf et | te |e 
dau a ‘ , (15 fonts) include quick reference L Color No. No. No. No. No. 
ack-on-white flexible nylon labe Vinyl, For Rhino XTL Series Printers 
Seni ener OC 23 Th Black/Clear  40W064 | 40W065 | — | 40Wo67 | 40Wo68 
ee , _ Include a carrying case. 03 ft. Red/Clear  40w069 | 40W070 | 40Wo71 | 40w072 | 40W073 
lithium-ion battery (not included). Kit 23 fi. Black/White | 40W074 | 40W075 | 40W076 | 40W077 | 40W078 
Tape Mitr ifn 23 tt. Red/White | 40W079 | 40W080 | 40W081 | 40Ww082 | 40W083 
seccartini Width Model Na 23 tt. White/Red | 40W084 | 40W085 | 40W086 | 40W087 | 40WO088 
REINO" aon Ei ahine 200 ETE 23 tt. Black/Orange | 40W089 | 40W090 | 40w091 | 40Ww092 | 40W093 
- a ! 23 tt. Black/Yellow | 40W094 | 40W095 | 40W096 | 40W097 | 40W098 
RHINO™ 4200 Kit %s, ¥, Ve, Ys Rhino 4200 22F238 
. mae ! 23 tt. White/Blue | 40W099 | 40W101 | 40W102 | 40W103 | 40W104 
RHINO” 9200 Ya, Ps, 2, Ys Rhino 9200 4GPR/ 23 ft White/G 40W105 | 40Wi06 | 40Wi07 | 40W108 | 40W109 
5900 Ki Mah, V5, Ve Rhino 5200 AGPR8 : TelBrORT 
RHINO™ 5200 Kit 4, %, Vo, Ya ino 23 tt. White/Brown | 40W110 | 40W111 | 40W112 | 40W113 | 40W114 
Dymo ATL 300 _ T 1868813 21HN24 23 ft. White/Purple | 40W115 | 40W116 | 40W117 | 40W118 | 40W119 
Dymo XTL 300 Kit 1 1868814 21HN25 23 tt. White/Black | 40W120 | 40W121 | 40W122 | 40Wi23 | 40Wwi24 
Dymo XTL 500 Kit a 1868815 21HN26 23 ft. Black/Gray | 40W125 | 40W126 | 40Wi27 | 40Wi128 | 40W129 
RHINO™ AC Adapter = 15519 5AU10 2A3%ea TE. Black/Clear — — 40W066 — — 
Embossing Label Maker DYMO 
= Accepts *%%" or /2" tape widths Mfr. Item 
ae Descrip Model _ No. 
Features front scissor cutoff and built-in hole Manual Labelmaker, includes 1) Roll a X16 Bring 
punch. Produces 36" high characters with forward __ ft. Aluminum Tape Without Ad esve ) 0.188 yqq44 6X851 


Character Horizontal Wheel, Hard ta Case 
Aluminum Tape, Nonadhesive, Yo" W x 16 ft. L 
Aluminum Adhesive Label Roll, 

Adhesive, ¥2" W x 12 ft. L 

304 Stainless Steel Label Roll, 

Nonadhesive, 2" W x 21 ft. L 


Find even MORE on Grainger.com® 


and reverse tape control. Designed for indoor or 
outdoor applications. Stainless steel labels are 
designed for corrosive applications. 


31000 3A549 
35800 6X852 


32500 3A550 





No. 6X851 
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GRAINGER CHOICE” ELECTRICAL 
Find the wy. Find Solutions. Find Great Prices. Wire Marking 


4 18 
1 MARKERS/ MARKERS/ | MARKERS/ 
CARD CARD CARD 
go" x2" | AVe"x 1%") 2s" x Ye" 
Legend Item No. Item No. Item No. 
110 Volts 6GX08 6GX41 6GX74 
115 Volts 6GX09 6GX42 6GX75 
120 Volts 6GX10 6GX43 6GX76 
4 Markers Per Card 120/208 Volts 6GX39 6GX72 6GX94 
208 Volts 6GX11 6GX44 6GX77 
220 Volts 6GX12 6GX45 6GX78 
230 Volts 6GX13 6GX46 6GX79 
240 Volts 6GX14 6GX47 6GX80 
2/7 Volts 6GX16 6GX49 — 
Fp 277/480 Volts 6GX40 6GX73 6GX95 
pea BRADY. 440 Volts 6GX17_ | 6GX50 | 6GX82 
460 Volts 6GX18 6GX51 6GX83 


Voltage Markers __220vots 66X19 6GX52_ | 6GX84 








600 Volts 6GX54 — 
These highly visible markers 4160 Volts 6GX23 6GX56 — 
quickly identify voltage and 1,200 walls Het sexes Ga 
W Color na power sources. They are easy 10 “Single Phase_| 6GX28__| 6GX58 | 6GX87 
Portable Label Printer apply to conduit, busways, circuit Three inase 6GX29 ao 6GX88 
EPSON LABELWORKS PX ___45VZ82 breakers, switches, fuse boxes, Emeroeney 
ASE LL 0 ih and other electrical equipment. Service — — a“ 
EXCEED YOUR VISION ein Black on Yellow 48GE85 


Black on White 48GE81 


LabelWorks PX Wire Black onGreen  48GE82 


Black on Blue 48GE83 


Labeling System Ye in __White on Black 48GE84 6 BR/ 
® 


No. 4KCJ3 





















. ion Black on Red 48GE86 hea 
Features a high-speed, 360 dpi print sae ee pty Peer eee ener nes 
. . . ac on ite | Cee ee ee ee ee ee eee oe oe ee ee ee ee a Ue ee ee 
Output that creates highly visible and Black on White 48GEB9 Wire Markers = :::::::::0: I 
detailed color labels, bar codes, and 41n Black on Yellow 48GE90 i ee ee ee oe ee oe | 
Soe pe : = 25 cards per pkg. WERENT IE ere 
wire identification faster and with % in Black on White _— 48GE91 , , . 
Black on Yellow  48GE92 Vinyl cloth markers attach quickly and firmly to the wire for clear, concise 
better detail than other printer models. Black on Whit ABGE93 Seba - i, , 
' Yin ack on White identification. 0.25"W x 1.5"L. Black on white. Brady® Zip-Strip® release 
A 4mm standard lead margin, and the Black on Red 48GE94 rd let ‘iecromuctiisiahe mance cendccndare decid 
ability to reduce tape waste down to White on Black __ 48GF02 oe sa ee : i i aaa 
1mm is an industry leading cost saving — %ein oreo on White ee ay matniat 
feature. Labels help provide reliable an Black on White 48GE97 Markers Item Markers Item 
ji a 7, in Black on vallow A8GE98 Legend per Card No. Legend per Card No. 
adhesive and true color printing. 0 36 4KCHG 9 36 AKCK2 
—— 1 36 4KCJ1 1 to 33 33 4KCH9 
Ww iy 2 36 AKCJ2 34 to 66 33 4KCJ3 
%\ WO, 3 36 aKCJ4 67 to 99 33 aKCJT 
HHH A ee: s 4 36 4KCJ5 100 to 124 25 4KCH7 
3 5 36 4KCJ6 125 to 149 25 4KCH8 
No. 2A2 
arid 6 36 AKCJ8 AtoZ 06 AKCK3 
7 36 4KCJ9 - (Minus) 36 4KCK4 
Item Pkg. 8 36 4KCK1 + (Plus) 36 4KCK5 
Legend Color No. Qty. 
7 . Wire Marker Tape Dispenser SSS ees 
(Blank) Red 2DRP8 10 eeeinsieagtsess 
Wire Marking Wire Marker Dispenser w/Tape FS ecC tee Pee 
Tape Dispenser 0 to 9 White 2A233 1 ea BRADY. CAA 
(Blank). qe ene, aDYwe. 4 Srp iieerereses 
= range, Red, Violet, White, Yellow H SeeNMECEMEM ECS 
and Refills Wire Marker Tape Refill Wire Marker Books pee Cu yseearsnas 
™ . . . . . . e'rririraemretrneaegae 
ScotchCode™ STD Dispenser ; peer on Ne aioe 5 Slim, lightweight, pocket-sized Brady® Porta-Pack® Bauwuwatieseitt 
; . : n . . . BEDDMMSERT RGAE HE 
is compact and refillable, with —5 SEE canis ayT351 ~~ | books contain vinyl cloth labels with a large selec- Bhuuuerssnecen 
easy cut-off for no waste. 3 Black on White 4YT56 1 tion of legends available: numbers, letters, special Ranmnmptrgteril 
Provides fast, convenient : Brace on ee vied ! symbols, and NEMA colors. Each marker also includes aaa 
access to 10 rolls of wire 6 Black on White 4YT59 4 a terminal marker. 10 pages per book. =o ta 
and cable marking tape. 7 Black on White 4YT60 1 Markers Item ae 
7 8 Black on White 4YT61 1 Legend per Card No. a 
g! VIC a Oto 9 Red 4YT52__10 see 0 to a, + (Plus), 10 3TP19 = eee 
resists solvents, oil, and water 10 to 19 Black on White 4YT63 10 = ns) i ash) a sTP50 parent cit 
i i 20 to 29 Black on White 4YT64 10 0 eee a aa 
to give optimum adherence to 9 Black on White AYT65 10 A-Z, 0 to 90, + (Plus), (6) 1 to 15, (4) 16 to —— A ee 
3TP21 
insulation surfaces. Operating (Blank) Black, Blue, Brown, Green, Gray, gytgg 19 - (Minus), / (Slash) 90, (2) A to Z,+,-,/,0 mncArN 
- 40° ° Orange, Red, Violet, White, Yellow Load Center and 
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ane Porta-Packe Cable Markers 
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Write-On Self-Laminating 
Wire and Cable Markers 


Convenient-sized books contain white/transparent 
self-laminating vinyl for use above or below ground. 
The transparent portion of the label over-wraps to 
provide a snug-fitting, self-laminating shield that 
resists oil, water, and solvents. 
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Wire Marker Clips 


Nylon split-sleeve markers have chevron locking 





; é ie Item 

Markers Label _Label Write-On Item design—they snap onto the wire and won't slip or slide. Legend No. 
her Card “on Height sai Area at seis Black on white. Min. wire size (AWG): 16, 14. Markers are 0 e 9 le 
190 075" 75" 0 75'°Wx 050° 3TP14 easy to apply with the nylon wand applicator. Numeric 5 3TP25 
60 1.00" 3.00". ~—-1.00"Wx0.75'H —3TP15 packages contain 10 wands with 30 sleeves per wand. AtoM 3TP26 
30 1.00" 6.00" _—-1.00"W x 1.00"H_ _3TP16 No. 3TP15 Alpha packages contain 13 wands, 1 per letter. NtoZ 3TP27 
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Scan. Order. Done. 















Tapes Details on page Al. 
Tape Max. Tape 
i i 1 i Ms aa ae a Aa ne dain son | ea ie 
olor trengt ickness Width Lengt emp. oltage ode 0. ty. 
_ ane a : aml ae Scotch Super 33+ 
4 ¢ ss ¢ t Black 60 oz/in 7.00mi % 66ft 220°F 600 33+SUPER-3/4X66FT 2A225 1 
ee >. ——s Black 60 oz/in 7.00 mil 3%"  20ft 290°F 600 _33+SUPER-3/4X20FT 2A226 10 
Black 60 oz/in 7.00mi “4 44 ft 220°F 600 _33+SUPER-3/4X44FT 2FZD6 100 
. Black 60 oz/in 7.00mi “4  52ft 220°F 600 _33+SUPER-3/4X52FT 2FZC9 100 
1 a = i Black 24 ozin 7.00mil 1% 44 ft 175°F 600 33-1-1/2x44FT _ 2FYL6 100 
TTT Mw a A eu Power First Premium 
t a Ceiter * —ame P ime: Black 16 oz/in 7.00mi %  66ft 220°F 600 T9N735 19N735 1 
ae t= Black {6 oz/in 7.00mi %"  20ft 220°F 600 TON736 19N736 10 
= 4 = White {6 oz/in 7.00mi %"  66ft 220°F 600 T9N737 19N737 1 
Red {6 oz/in 7.00 mil %" 66ft 220°F 600 TON738 TON738 1 
Blue 6 oz/in 7.00 mil %" 66ft 220°F 600 TON739 TON739 1 
No. 7DX30 Green 6 oz/in 7.00 mil %  66ft 220°F 600 TON740 T9N740 1 
Yellow {6 oz/in 7.00 mil %" 66ft 220°F 600 TON741 TON741 1 
Orange {6 oz/in 7.00 mil %"  66ft 220°F 600 TON742 T9N742 1 
Brown {6 oz/in 7.00 mil %"  66ft 220°F 600 TON744 TON744 1 
Black {6 oz/in 8.50 mil %" 66ft 220°F 600 TON745 T9N745 1 
‘ Blk/Red/Wht 16oz/in 7.00mil %  66ft 220°F 600 7DX33 7DX33__1 
Vinyl Electrical Tape ae? 16ozin 7.00mil % 66f 220° 600 7DX31 7DX31 1 
Scotch Super 33+™—Premium-grade tape resists weather, Srameawniver 16ozin 7.00mil %' 66ft — 220°F 600 7DX30 7DX30 1 
abrasion, alkalis, acids, and corrosion. Passes UL's flame retar- Scotch Super 88 | | 
dant test Black 60 oz/in 8.50mi %  66ft 220°F 600 _88-Super-3/4x66FT  2A227 1 
| a eee 
; - at th ae , 50 mi y ig -Super- 12 
Power First® Premium—Conformable tape with high dielectric  "sgotch a6 oni mM pera 
is j ical i ioi White 20oz/in 7.00mi %  66ft 220°F 600 10828 2A228 1 
strength is ideal for electrical insulation on joints, cables, and ro Si FO SonrE aa oat 5950] 
splices in wires. Resists abrasions, corrosion, alkalis, and is flame Blue 0 oz/iin 7.00 mil aa" 66 ft 90°F 600 10336 oh230 1 
retardant. UL List ified. Green 20 oz/in 7.00mil 4"  66ft 220°F 600 10851 2A231__1 
iach aac deinen a ee a ee 
i range oz/in_ 7.00 mi 4" 3A184_ 1 
Scotch Super 88—Resists cold temperatures, weather, Gray 50 oz/in7.00mil 3%" 661 220°F 600 35-GRAY-3/4 3185 1 
moisture, alkalis, acids, and corrosion. Thicker tapes (greater Brown 20 oz/in 7.00mi %%" 66ft 220°F 600 10885 3A186_ 1 
thi ; Violet 20 oz/in 7.00mil %  66ft 220°F 600 11271 3A187 1 
than 7 mil thick) provide faster build up and better mechanical White 50 ozin 7.00 mils Ft 590°F 600 10939 >JKR1 100 
protection. Red 20 oz/in 7.00mil “%  20ft 220°F 600 _35-RED-1/2X20FT 2JKW5 100 
ee Blue 20 oz/in 7.00 mil %" 20 220°F 600 _35-BLUE-1/2X20FT 2JKV2 100 
Scotch 35—9 fade-resistant colors for phase identification and Green 20 oz/in 7.00 mil 4" 20 ft 220°F 600 10265 2JKY7 100 
anaral calor codin Yellow 20oz/in 7.00mil “%"  20ft 220°F 600 35-YELLOW-1/2X20FT 2FZE3 100 
: eee eee 
: ; ; : : ray oz/in_ 7.00 mi 2" 7 o7 - FZG1_ 100 
Scotch 22—Thick design provides increased mechanical : Brown 0 oz/in 7.00 mil %  20ft 290°F 600 35-BROWN-1/2X20FT 2FZD8 100 
strength and abrasion resistance. Suitable for electrical and bus cotc 
, Black 20 oz/in 10.00mil %%4" 108 ft 175°F 600 10034 2DPU7 48 
bar insulation and cable-jacket repair. Powor Fist Vaio —4 
; Black 16 oz/in 7.00mi % 60ft 175°F 600 19N746 19N746 1 
Power First® Value—Economical and flexible general-purpose Black Ig oui 7.00 mi a 60 ft ror 600 leN74? 19N747 10 
vo i ; ; ; ue oz/in 7.00 mi 4" fie fi 19N748 1 
tape offers protective jacketing, bundling, and hamessing. eee 46 ozin 7.00 mil BO Ht 175°F 600 TON749 {9N749 4 
Suitable for use no more than 600V and 80°C (176°F). Red 16 oz/in 7.00 mil %  60ft T/5°F 600 T9N750 19N750 1 
. White 16 ozin 7.00 mil "60 ft 175°F 600 TON751 19N751 1 
Tartan 1710—General-purpose tape resists abrasion, moisture, Yellow 16 oz/in__7.00 mil Ls 60 ft 175°F 600 TON752 T9N752 1 
alkalies, acid, and varying weather conditions including sunlight. BicReaWnt 16 ozfin 7.00 mit” 60 t '/o"F 600 (0x34 1DK34 1 
an BBG 46 ozin 7.00mil %'  60ft 175°F 600 7DX32 7DX32 1 
Suitable for indoor and outdoor applications. . Redvnt vel 
artan 
j TH Black 18 oz/in 7.00mi % 60ft 175°F 600 1710-3/4X60FT  2FYV5 100 
Highland Offers a flexible, stretchy, conformable, and . Black 18 oz/in 7.00 mil % 108 ft 175°F 600 1710-3/4X36YD  _2JKU3 100 
commercial-grade vinyl tape. Suitable for protective jacketing, Highland 
Black 18 oz/in 7.00mi % 66ft 175°F 600 HIGHLAND-3/4X66FT 2FZD2 100 


harnessing, and bundling. 





No. No. 
2A459 2A460 
Rubber Insulating 
and Splicing Tape 
Scotch™ 1 300—EPR- based splicing tape is for use as a primary Tape Max. Tape 
electrical insulation for splicing all solid dielectric cables and for nba be eat ia wink Pde eonommanee ria at ; om Au 
building stress cones on cables. Sten testes eng emp.—__<OUNage oe o_2 
, 7 a Black Rubber 30.00 mil 4" —30ft 265°F 69kV 130C-3/4X30FT 20459 
Scotch 23—Highly conformable splicing tape with high- and Black Rubber 30.00 mil is 30 ft 65°F 69000 T30C 1x30 anew { 
: iti in liner j ac ubber 30.00 mil_ 1%" 30 ft 190°F 69000 _130C-1-1/2x30FT _2FYV9 12 
low-voltage insulating qualities. Innovative snakeskin liner is easily Black Gabbe O00 mi aT EGF 55000 Ai 7eA aDYW5 4 
removed as tape is applied. Scotch 23 
" Black _ Polyester 30.00 mil %" —30 ft 190°F 69000 23-3/4X30FT 4YT75 1 
Temflex™ 2155—This conformable, self-fusing rubber electrical Black Polyester 30.00 mil a 30 ft {90°F 69000 Se 4yvT4s 
2 taal ac olyester .00 mi 2. 5 ac AYT7 
insulating tape is designed for low-voltage electrical insulating and —gi,¢;—polyester 30.00 mil 2" 30 ft 10°F 69000 53-OX30FT AYTI6 4 
moisture-sealing applications. Temflex 2155 
: lack Rubber 30.00 mil 1%" 22 ft 175°F 600 2155-1-1/2x22FT 2DPU3 45 
3M™ 2242—General purpose rubber insulating tape designed for 
icing. (geen Mi P ‘ insulati our 9 Black Rubber 30.00mil %" 15 ft 190°F 750 2242-3/4X15F1 _ 2FZN8 24 
Splicing, JacKeting, and general insulating. Black Rubber 30.00 mil 1%" 15 ft 190°F 750 2242-1-1/2X15FT 2FYV7 12 
— Scotch 70 
Scotch 70—Designed as a protective overwrap for terminating Gray Polyester 12.00 mil 1" 30 ft 355°F 35000 70 2A460 ‘1 
igh- Scotch 2510/2520 
high-voltage cables, and as primary cable insulation where Class H vallow Cloth Omi OE 00°F 300 95 10-3/4x60FT ~~ 2FZG320 
temperatures are encountered. Yellow Cloth 7.00 mil %  108ft 220°F 800 2510-3/4x36YD _2DPU5 48 
Yellow Cloth 7.00mil 1" 108ft 220°F 800 2510-1x36YD 2DPV2 36 
Scotch 2510/2520—A natural, rubber-based adhesive and effec- Yellow Cloth -_ mi 2 108 ft 22°F ood, pot 02X30. 2FzH4 us 
na} : : ; ellow 0 .00 mi 4" i 7 : 
tive insulating layer insulates bus bars, motor leads, and service Yellow Cloth 8°00 mila Tt 50°F 300 9590-3/4x60FT ~~ 2FZP320 
drop connections when reentry is needed. Yellow Cloth 8.00 mil 1" 108 ft 220°F 69000 2520-1X36YD 4YT68 1 
vellow Cloth 8.00 mil 2 108 ft 220°F 800 2520-2X36YD 2FZH6 16 
Scotch 77—Self-extinguishing tape safeguards cables by actin cotch 77 
: g sa iment Y eg Back — 30.00 mil 1%"  20ff 80°F 10000 _77BLACK-1-1/2X20FT 1GAA4 1 
as a heat shield and flame barrier. Resist water, saltwater, acids, aay MlUMeSCOl -oungcan aug: Son oar iG GE A 
sewage, and ultraviolet light. Y Elastomer °™ ; 
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Find the wy. Find Solutions. Find Great Prices. Tapes 

Sealing and Insulating ; 
= oO. 
Mastic Tape oii aYT78 
Scotch 2200—Self-fusing, cables and accessories. Features 
rubber-based insulating self-healing characteristics. Comes 
; Tape Max. Tape 

compounds laminated to a flex- with an easy-release liner. Tape Backing Tape Tape Tape Performance Max. Mfr. Item Pkg. 
ible, all-weather grade vinyl (PVC) Color Material Thickness Width Length Temp. Voltage Model No. Qty. 


backina. Insulat ‘af | Scotch 6149—Protects against  ‘Scotch2200 , | 
acang. Insthale, MOIstnre Seal, moisture. Designed with tough vinyl Black __Vinyl_125.00 mil_3%" 4 Yin 1758 600 2200-3-1/4X4-1/9IN5ZNHO 10 


; ; Black Vinyl 125.00 mil 6%" 4%in {75°F 600 _-2200-6-1/2X4-1/2IN_4YT78 1 
ane paccoOnee tre backing. Insulates moisture-seal Scotch Vinyl Mastic 


, ic— Black Vinyl 7.00mil_ 1%  20ft _100°F 600 80050045014 2FYU9 1 
Scotch Vinyl Mastic—Seals and pad connections up to 600V. Black Vinyl 7.00mil_ 4” 10 ft 100°F 600 80050045022 2FYV2 1 
out moisture and protects against .aten Insulation Putty—Self- Glack amar n 7.00 mil 22" 10ft  100°F 600 80050045048 2DTP3 1 
j j cotc 
peatngtoas, ‘sn putyin tape fom, Smooths Eas ge a > — ot — ee — a 
: ; ac ubber OO mi : a -2X 

over irregular shapes and pads Black Vinyl 125.00 mil. 1" 10 175°F 1000 5999-1 X10FT AYT86 1 

Scotch 2228/2229—Conforms — sharp edges. Black Vinyl 125.00 mil 2%" 3%in ior 1000 2229-P-2-1/2X3-3/4IN__2DPT9 40 


: Black Vinyl 125.00 mil 3%" 6 %in 175°F 1000 2929-P-3-3/4X6-1/2IN 2DPU2 40 
to irregular surfaces to insulate Scotch 2234—Designed witha Black Rubber_125.00 mil 3%" f0ft {75°F 1000 2220-3-3/4X70FT __2JLH6 8 
and seal in indoor and outdoor bus Scotch 6149 





s ae tough, abrasion- and chemical- Black Vin | 9% Oi 5 
gn, yl 45.00 mil 2%" 2%in {75°F 600 06149-2-1/2X2-1/2IN  2JLL3 250 
bar and splicing applications. High resistant backing laminated to a Scotch Insulation Putty 
quality mastic laminated to rubber : : Black —  125.00mil 1%"  Sft 175°F 600 SCOTCHFIL 2FYV8 12 
eneincilal ae andceal moisture sealing mastic for jacket seoten 2934 
ape insulates, pads and seals repair on inividual cable. Black Rubber 60.00mil 2  6ft 190°F 400 9934-DX6FT aADYWws 1 
Polyimide Tape Max. Tape 
Ma Aart sane ant Alas cumanee Pit eat onal aly A 
Designed for high-temperature olor esive Thickness Widt engt emp. oltage ode 0. ty. 
one g Pela Amber Silicone 1.00 mil 4" 108 ft 355°F 7500 92, %inx36yd 2JNU8 12 
applications. Suitable for coils Amber Silicone 1.00 mil 1" 108 ft 355°F 700092, Tinx36yd  2DVD4 9 ' 
and harnesses. Amber Acrylic 3.00mil 1 108ft 310°F 7000 _1205-1"X36YD 2DVE2 9 No. 2DVD4 





Scotch 40 Polyester Electronic Tape 


Unprinted, general- : , . : : Max. Tape , 

urpose utility tape ape ape ape ape ape Performance Max. Mfr. Item Pkg. 
PUP y P Color Adhesive Thickness Width Length Temp. Voltage Model No. Qty. 
features an antistatic Clear Acrylic 2.20 mi A 216 i 265. 20 AOA 2yd 2JPP7 18 
conductive polymer ear crylic mi : iL | 20 0-1"X72 2DVD/ 9 

Poi Clear Acrylic 2.20mil 4"  216ft  265°F 20 40PR-3/4"X72YD 3XJZ8 1 

adhesive. For use in Clear Acrylic 2.20mil %" 216 ft 265°F 20 4OPR 1/2X72  2JPN8 18 
electronic applications Clear Acrylic 220 mil 1  2i6Tt 269-F 20 40PR 1X/2 2DVE3_ 9 


oo. Clear Rubber 5.50 mil 4" 270ft 265°F 5500 44-TAN-3/4°XO0YD 2GEC3 48 
where antistatic prop- Clear Rubber 5.50 mil" 270 Tt 265°F «5500 44-TAN1/2"X90YD 2GCY4 72 





erties are required. Clear Rubber 7.00 mil 5" 180 ft 265°F 5500 46, 4inx60 yd 2GCU8 72 soars mo: 26CU5 
Tape Max. Tape 
Scotchrap 50 Tape Backing Tape Tape Tape Performance Max. Mfr. Item Pkg. 


Color Material Thickness Width Length Temp. _ Voltage Model No. ty. 

and 51 Tap e Black Vinyl 10.00 mil {00 ft 175°F 12000 50-UNPRINTED-1X100FT  2FYW1 10 
Black Vinyl 10.00 mil 100 ft 175°F 12000 50-UNPRINTED-2X100FT  4DYX2 1 

Polyvinyl chloride- ioe tapes are Blac (White Vinyl 10.00 mi 10 ft 175°F 12000 ~——+50-PRINTED-2x100FT _ 2FZL5 24 
ety ac iny! 10.00 mi ft 175°F 12000 50-UNPRINTED-2X100FT  2FZL7 24 
designed with special high-tack Black Vinyl 10.00 mil 100 175°F 12000 50-UNPRINTED-3x100FT  2FZJ3 16 
adhesives formulated to resist corro- Black Vinyl 10.00 mi 100 ft 175°F 12000 10646 OFYY1 12 
“ni ac Vinyl 10.00 mil 175°F 12000 50-UNPRINTED-6x100FT  2JLJ5 8 
sion of metal piping systems above = -a crite —Vinyl 20.00 mil 100 ft 175°F 2000 5 1-PRINTED-2X100FT 2FZG9 12 
and below ground, fittings, and joints eat vin — 20.00 ml root ——“17BeF 200051 -UNPRINTED-2x100FT—2kzH2 12 
mn ack/White Vinyl 20.00 mi 75°F 9000 51-PRINTED-4X100FT  2DTF4 4 

on all mil-coated pipe and electrical Black Vinyl 20.00 mil 175°F 2000 5 1-UNPRINTED-4x100FT  2DTF2 4 No. 4DYX2 

conduit systems. Black Vinyl 20.00 mil 100 ft {75°F 2000 51-UNPRINTED-6x100FT  2DTF6 4 
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Max. Tape 
Scotch 60 Vi Tape — Tape Tape Tape Tape Performance Max. Mfr. Item Pkg. 











Color Adhesive Thickness Width Length Temp. Voltage Model No. Qty. 
PTFE Tape Clear Silicone 2.00 mil il 108 ft 355°F 9500 60-1'X36YD 2GEH6 9 No. 
; , Clear Silicone _5.00 mil Ai 108 fi 350°F 15000 _61-GRAY-1/2°X36YD _2JPP3 18 2GEHG6G 
Suitable for use on high temperature Clear Silicone 2.00 mil ie 108 ft 355°F 9500 _62-GRAY-1/2"X36YD  2JPTi 18 
ear Acrylic 00 mi 0" 08 ft 305°F 9500 6314-36 2JPR2 18 
colls, capacitors, and wire harnesses. —Gie3-—acrylic 2.00 mil 1" 108 ft 30°F 950063, 1 inx 36 yd GEE 9 
No. 2A456 
Furnace and Oven Control Glass Cloth Tape Vi ; 
Provides heat-stable insulation for Max. Tape 
hot-spot applications such as motor ite Pe aan Jane. Tape Performance iat aie | ttpm 
: : olor esive ICKNeSS I eng emp. oltage ode 0. 
leads and switches. Thermosetting, Furnace and Oven Control, 600V 
pressure-sensitive adhesive White Rubber 7.00 mil Vy" 66 ft 265°F 600 27¥2'X66' 2456 
performs at Class B temps. White Rubber 7.00 mil 4" 66 ft 265°F 600 2/¥4'X66' 2A457 
Thermosetting Silicone Glass Cloth Tape 
Reinforces insulation in Max. Tape No. 
electrical installations where Ha he hate wane an ce rates Put stan | vem 2A458 
: olor esive IcKNeSs I eng emp. oitage ode 0. 
heavy loads can cause high Thermosetting Silicone, 600V \ 
heat and breakdown. White Silicone 7.00 mil ya 66 ft 390°F 600 69%4'X66' _2A458 % 
Cotton Friction Tape SV 
Provides economical high- : : ; ; ; a Tape ‘a sii ‘ ‘ 
: : ape ape ape ape ape erformance ax. I. em g. 
grade abrasion protection Color Adhesive Thickness Width Length Temp. Voltage Model No. Qty. No. 
for splices, connections, and Cotton Friction, 600V ; 4YT85 
cable bundlin Black Rubber 13.00 mil Ya 60 ft 1/5°F 600 1755 ¥4'X60' 4YT85 1 
9. Black Rubber _13.00 mil Ys 82 Vett 1/5 600 1755-3/4 2GDF2 60 
Black Rubber 13.00mil 1%" 82 Wft T/5F 600 _1755-1-1/2x 82% ft_ 2JMU6 30 
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ELECTRICAL Scan. Order. Done. 
Shrink Tubing Details on page Al. 
- ‘| Raychem 
“wnie avi INSULTAB ThomaséBetts 





Heat-Shrink Tubing Kits 


= 600V 
3M™ 





No. 4WNJ2 


of popular sizes and colors of flexible polyolefin 
tubing. Kits include 7"W x 11"L x 2%"D translu- 
cent plastic box. UL Recognized (E-39100). 


INSULTAB 


Popular sizes of all-purpose, flexible, thin-wall 
PVC tubing in a sturdy, portable, transparent 


Versatile assortments provide complete selection 


container. Kit No. 33VG96 is designed to meet 
the most stringent biocompatible and safety 
criteria. 100% factory double-tested for superior 
insulation integrity, reliability and safety. Features 
3 types of USP Class VI high performance 
polymers with unique features for different appli- 
cations, environments and sterilization options. 
Meets UL, CSA, and Military specs. 


POWER FIRST® 
Flexible polyolefin. UL 224. 


Shrink 
No.of Tubing Shrink Mfr. Item 
Pieces Length Includes Color Ratio Brand Model No. 
5 Assorted  Mini-Spool Pull-Pak, 100 ft. Vie’, 25 ft. 4", 25 ft. Ve, 25 ft. ", 25 TL. 6 Black 2-1 Insultab 30-PP-105 AWNJ2 
42 6in (24) 5", (12) %", (6) 1" Black, Red 31 3M __EPS300-1/2 TO 1-BLACK&RED-5-42 PC KITS 4KNE8 
74. Bin (32) Vie", (20) Ve", (8) %, (6) 2", (4) 54", (4) 1", Plastic Storage Case Black 2-¢  Shrink-Kon HSKIT AYF48 
102 6in (30) %46", (28) 4", (20) 34", (14) 4", (6) 34", (4) 1° Black 4 3M FP301-3/16 TO 1-BLACK-5-102 PC KITS _4NU24 
102 6in (30) 346", (28) Va", (20) 3%", (14) 4", (6) 54", (4) T Black 2:1 Power First ARCX4 ARCX4 
133 Gin (35) %2", (28) Ve", (21) Se", (21) Va’, (14) 94", (14) V0" Black ue, lea mreen, 5-1 Power First ARCX5 ARCX5 
160. 4in (60) Vie", (35) Yao", (25) Ve", (20) Vie", (10) Ve", (10) Black 2:1 Raychem CPGI-RNF-100-ASRT-4N-BLK 22KYA1 
175. 6in (35) ¥%2", (35) 14", (85) ¥46", (35) %", (85) 94" Black 2:1 Insultab 30-PVC-175BK AWNJ3 
* Adhesive lined. 


Telephone 
Splice Kit 
No. 6HKC4 


& 


BH 


Street Light Splice 


SIEVERT. 


Swedish design and quality since 1882. 


Torch Kit and 
Heat Guns 


Torch Kit No. 23PF37 features a manual ignition which requires a lighter or 
starter to ignite, adjustable flame, and continuous run lock. Includes 4-ft. hose. 





Mfr. Item 
Description Brand Model No. No. 6HKD2 
13'L Handle with 4-ft. Gas Hose Sievert CPGI-FH-2618A-1 23PF3/ 


Inline Splice 





Coax Splice Kit 
No. 6HKC8 








Coax Splice Kit 
No. 6GHKD1 





H-Frame Closure 
No. 6HKD6 


f 


Motor Lead Splice 


Splice Closure 
No. 6GHKD5 





Tap/Splice Kit 


No. 6HKD8 No. 6HKD9 No. 6HKE3 
Cold Shrink , , , 2 
= | 
Sanaclor Water: Resistant Splice Kits = E 
= Silicone filled © = Rated for underground use 
Insulators jaan hae relia on | a On 
‘ . : nge ating ncludes ode 0. ty. 
= Fast, simple installation No. 4YT8&2 Telephonetat 5 Splice Kits and Covers aaneiaie 2 
5 60 PGI-WWG-1116542-1 6HKC3 1 
= Require noheatortools = | | R45 60 Connector CPGI-WWG-1116542-1-K  6HKG4 1 
Efficient insulators protect in-line splices up to 1kV with constant radial ae eo cant afte at Can sae 
pressure that seals out moisture without adhesives or glue. Insulator Cane Solien Wie aad Cavers onnentor — + 
supported by removable core. Meet ANSI C119.1 requirements. RG6/59 60 = CPGI-WWG-569224-1 GHKC7 1 
F 60 Connector CPGI-WWG-569224-1-K 6HKC8 1 
Use Shrink Shrink Tubing Shrink RJ45 60 — CPGI-WWG-569661-1 6HKC9 
Tubing w/ 1.D. Before Tubing Mfr. Item RG-//RG-11 60 Connector CPGI-WWG-569661-1-K 6HKDO 1 
Wire Size Shrinking Length Model No. RJ45 60 — CPGI-WWG-VST-02/1 6HKD1 2 
6 to 2 AWG 0.560 in 2 in 8443-2 5ZNJ5 Street Light Splice 
6 to 4 AWG 0.560 in 6 in 8423-6 4YT82 14 to 2/0 AWG {000V_ Connector  CPGI-WWG-GELCPSL2/03HOLE 6HKD2 1 
6 to 2 AWG 0.560 In 6 Yin 8443-6.5 5ZNJ6 Splice Closures 
8 to 2/0 AWG 0.650 in 2% in QI-5/16-220 5ZNK1 12 to 4/0 AWG 1000V — CPGI-WWG-GELWRP18/4200UL 6HKD3 1 
2 to 1/0 AWG 0.720 in 2 Yin 8445-2.5 5ZNJ7 12 to 4/0 AWG 1000V — CPGI-WWG-GELWRP18/4250UL_ 6HKD4 1 
2 to 1/0 AWG 0.720 in 7 Yin 8445-7.5 5ZNJ8 14 to 8 AWG {000V Connector — CPGI-WWG-GELWRP-UF250UL 6HKD5 1 
8 to 3/0 AWG 0.750 In 2 Yin QSLV-M(8-2/0) 4DYY1 H-Frame Closures 
10 to 1/0 AWG 0.820 in 8 in 8424-8 4YT83 6 to 2 AWG 1000V — CPGI-WWG-GHFC-1-90 6HKD6 1 
2 to 1/0 AWG 0.820 in 8 in 8425-8 4YT84 2 to 2/0 AWG 1000V — CPGI-WWG-GHFC-2-90 6HKD7 1 
1/0 to 3/0 AWG 0.950 In 3 “6 in 8447-3.2 5ZNJ9 Inline Splice 
1/0 to 3/0 AWG 0.950 in 8 in 8447-8 5ZNKO 2 to 4/0 AWG {000V Connector CPGI-WWG-GILS-4/0 6HKD8 1 
2/0 AWG to 250 kcmil 1.180 in Qin 8426-9 4YT80 Motor Lead Splices 
250 to 400 kcmil 1.380 in 12 in 8427-12 4YT81 16 to 10 AWG 1000V — GELCAP-1(B5 6HKE1 ‘1 
2 AWG to 750 kcmil 1.450 in 4% in QI-10/37-270 5ZNK2 8 to 2 AWG 1000V — GELCAP-2(B5 6HKE2 3 
2 AWG to 750 kcmil 1.600 in 5 Min QSLV-M(2-500) 4DYY2 2 to 4/0 AWG 1000V — GELCAP-3(B5 6HKE3 3 
450 to 800 kcmil 1.940 in {2 in 8428-12 4YT51 250 to 500 kcmil 1000V — GELCAP-4(B5 6HKE4 3 
250 to 1250 kcmil 2.250 in 6 in QI-18/57-325 5ZNK3 Tap/Splice Kits 
1250 to 2000 kcmil 3.690 in Qin 8430-9 5ZNJ3 14 to 2 AWG {000V__ Connector CPGI-WWG-GTAP-1 6HKD9 
1250 to 2000 kcmil 3.690 in 18 in 8430-18 5ZNJ4 14 to 2/0 {000V__ Connector CPGI-WWG-GTAP-2 6HKEO 
376 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 
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Find the wy. Find Solutions. Find Great Prices. 
Use Shrink Shrink Tubing Item 
Tubing w/ Wire Size 1.D. Before Shrinking Color Brand No. 
Polyolefin, -67° to 275°F, 2:1 Shrink Ratio 
6 in Thin Wall Heat Shrink Tubing 
900 to 800 kcmil 1.5 in Black Power First 4RCW6 
28 to 26 AWG 0.093 in Black Power First 4RCV7 
24 to 22 AWG 0.125 in Black Power First 4RCV8 
20 to 18 AWG 0.187 in Black Power First 4RCV9 
20 to 18 AWG 0.187 in Black Shrink-Kon 3KH56 
16 to 12 AWG 0.25 In Black Power First 4RCW1 
16 to 12 AWG 0.25 In Black Shrink-Kon 3KH57 
12 to 8 AWG 0.375 in Black Power First 4RCW2 
12 to 8 AWG 0.375 in Black Shrink-Kon 3KH58 
6 to 1 AWG 0.5 In Black Power First 4RCW3 
6 to 1 AWG 0.5 in Black Shrink-Kon 3KH59 
4 to 3/0 AWG 0.75 In Black Power First 4RCW4 
4 to 3/0 AWG 0.75 in Black Shrink-Kon 3KH60 
4/0 AWG to 500 kcmil 1.0 in Black Power First 4RCW5 
4/0 AWG to 500 kcmil 1.0 in Black Shrink-Kon 3KH61 
6 in Thin Wall Heat Shrink Tubing Kit 
28 to 26 AWG —_ BL,B,C,G,R,W,Y Power First 4RCW/ 
24 to 22 AWG _— BL,B,C,G,R,W,Y Power First 4RCW8 
24 to 22 AWG _— BL,B,C,G,R,W,Y 3M 4NU35 ff 
20 to 18 AWG _— BL,B,C,G,R,W,Y Power First 4RCW9 
16 to 12 AWG _— BL,B,C,G,R,W,Y Power First 4RCX1 
12 to 8 AWG _— BL,B,C,G,R,W,Y Power First 4RCX2 
12 to 8 AWG _ BL,B,C,G,R,W,Y 3M 4NU38 + 
6 to 1 AWG BL,B,C,G,R,W,Y Power First 4RCX3 
Very Flexible Polyolefin, -67° to 275°F, 3: 1 Shrink Ratio 
4 ft Thin Wall Heat Shrink Tubing 
19 to 10 AWG 0.118 in Black 3M 4NKY3 
16 to 12 AWG 0.236 in Black 3M 4NKY4 
12 to 8 AWG 0.354 in Black 3M 4NKY5 
6 to 1 AWG 0.472 in Black 3M 4NKY6 
4 to 3/0 AWG 0.709 in Black 3M 4NKY7 
4/0 AWG to 500 kcmil 0.945 in Black 3M 4NKY8 
3/0 AWG to 400 kcmil 1.535 In Black 3M 4NKY9 
Use Shrink Shrink Tubing 3 in 4tt 25 ft 
Tubing w/ 1.D. Before > CHOOSE: Item Pkg. Item Pkg. Item 
Wire Size Shrinking Color No. Qty. No. Qty. No. 
Raychem, -67° iG 275°F, 2:1 Shrink Ratio 
32 to 30 AWG 0.046 in _— — H4859 25 _ 
30 a 28 AWG 0.063 in _ _— H4860 25 H4871 
28 to 26 AWG 0.093 in Black 22KY/0 ~ 3 H4861 25 H4872 
16 to 12 AWG 0.125 in Blu, 22KY92 ~ 5 H4862 25 H4873 
20 to 18 AWG 0.187 in ee 22KZ16 * h) H4863 25 H4874 
16 to 12 AWG 0.25 in Green _ _— H4864 25 H4875 
12 to 8 AWG 0.375 in Red _ — H4865 25 H4876 
6 to 1 AWG 0.5 in White 22KZ84 ~* 5 H4866 29 H4877 
4 to 3/0 AWG 0.75 in Yellow 22LA08 * 4) H4867 25 H4878 
4/0 AWG to 500 kcmil 1.0 in _— _— H4868 10 H4879 
900 to 800 kcmil 1.5 in — _— H4869 25 H4880 
900 kemil 2.0 in _— _ H4870 25 H4881_ _# 
* Available in black only. ¢ Not available in white. Replacements for No. 4NU23 assortment kit. # Not available in green. 
Use Shrink Shrink Tubing 6" 
Tubing w/ 1.D. Before Item Pkg. 
Wire Size Shrinking Brand No. Qty. 
Thin Wall, -67° to 230°F, 3:1 Shrink Ratio 
20 to 18 AWG 0.187 in Power First 4RCU9 24 
16 to 12 AWG 0.25 In Power First 4RCV1 20 
12 to 8 AWG 0.375 in Power First 4RCV2 16 
6 to 1 AWG 0.5 in Power First 4RCV3 14 
4 to 3/0 AWG 0.75 In Power First 4RCV4 12 
4/0 AWG to 500 kemil 1.0 in Power First 4RCV5 8 
900 to 800 kcmil 1.5 in Power First 4RCV6 4 
Thin Wall, -67° to 230°F, 2.5:1 Shrink Ratio 
22 to 16 AWG 0.125 in 3M — — 
20 to 18 AWG 0.187 in 3M — — 
16 to 12 AWG 0.25 In 3M — — 
12 to 8 AWG 0.375 in 3M _ — 
6 to 1 AWG 0.5 In 3M — — 
4 to 3/0 AWG 0.75 in 3M _— — 
4/0 AWG to 500 kcmil 1.0 in 3M — — 
Thin Wall, -67° to 230°F, 2:1 Shrink Ratio 
24 to 22 AWG 0.125 in Raychem 23PF27 25 
20 to 18 AWG 0.187 in Raychem — = 
16 to 12 AWG 0.25 in Raychem 23PF25 25 
4 to 3/0 AWG 0.375 In Raychem 23PF39 20 
6 to 1 AWG 0.5 in Raychem 23PF23 25 
4 to 3/0 AWG 0.75 in Raychem 23PF33 25 
4/0 AWG to 500 kcmil 1.0 in Raychem 23PF29 25 
900 to 800 kcmil 1.5 in Raychem _ = 
Medium Wall, -67° to 230°F, 3:1 Shrink Ratio 
12 to 6 AWG 0.4 in Power First 4RCU4 6 
8 to 1/0 AWG 0.8 in Power First 4RCU5 6 
2 to 4/0 AWG 1.1 in Power First 4RCU6 * 6 
3/0 AWG to 400 kcmil 1.5 in Power First 4RCU7 * 6 
290 to 750 kcmil 2.0 in Power First 4RCU8 f 3 
Medium Wall, -40° to 230°F, 3:1 Shrink Ratio 
20 to 18 AWG 0.187 in Raychem 23PF05 25 
16 to 12 AWG 0.25 in Raychem 23PE97 25 
12 to 8 AWG 0.375 in Raychem 23PF11 25 
6 to 1 AWG 0.5 in Raychem 23PE93 25 
4 to 3/0 AWG 0.75 In Raychem 23PF0/ 25 
4/0 AWG to 500 kcmil 1.0 in Raychem 23PF01 25 
Heavy Wall, -67° to 230°F, 3:1 Shrink Ratio 
14 to 10 AWG 0.35 in Shrink-Kon 3KH62 25 
8 to 6 AWG 0.51 in Shrink-Kon 3KH64 25 
6 to 2 AWG 0.75 in Shrink-Kon — _— 
1 to 3/0 AWG 1.1 in Shrink-Kon 3KH66— * 10 
2/0 AWG to 350 kcmil 1.5 in Shrink-Kon 3KH68 = 5 
250 to 600 kcmil 2.0 in Shrink-Kon 3KH70——¢ 2 
Heavy Wall, -40° to 167°F, 4:1 Shrink Ratio 
14 to 6 AWG 0.472 in Raychem 23PE50 50 
6 to 4/0 AWG 1.0 in Raychem 23PE56 50 
2 AWG to 500 kcmil 1.3 in Raychem 23PE60 90 
2/0 AWG to 750 kcmil 1.9 in Raychem 23PE64 ~* 40 
250 to 1000 kcmil 2.2 In Raychem 23PE6/ ~* 30 


* 9" length. ¢ 12" length. ¢ 15" length. 
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20 Thin-Wall Heat 
4 Shrink Tubing 


10 = Flexible, crossed-linked 


9 polyolefin tubing 


32 Tough tubing provides insulation and protection 
59 for electrical wiring. Bendable tubing conforms to 
st irregular shapes. Used to help identify and color- 
44 code electrical connections and wire bundles. Offers 
i superior abrasion and solvent resistance. Also, reli- 
able as a lightweight wire harness, jacketing wire 
om bundles, and component packaging. Delivers high- 
79 quality electrical, chemical, and physical properties 
15 for military and industrial applications. 
12 Use Shrink Shrink Tubing Shrink 
5 Tubing w/ 1.D. Before Tubing BCHOOSE: Item 
2) Wire Size Shrinking Length Color No. 
Raychem Bulk Roll Polyolefin, -67° to 275°F, 2:1 Shrink Ratio 
Pkg. 32to30AWG 0.046 in 2,953 ft H4890 
Qty. 30t028AWG 0.063in 2,953 ft H4891 
28 to 26AWG 0.093in 1,476 ft H4888 
— {6to12AWG 0.125in 1,476 Tt H4889 
1 20to18AWG 0.187in 984 ft H4887 
16to12AWG 0.25in 24eft. —«*Black «= “po 753 = 
+ “tto12 AWG 0.25 in 492 ft cue 4886 
1 12to8AWG 0.375in -200ft_ = gk 22KZ76 * 
1 12to8AWG  0.375in 394 ft Red H4885 
1 6 to 1 AWG 0.5 in 150 ft white + _22LA01 * 
1 6 to 1 AWG 0.5 in 295 ft Valin, + H4884_ Tt 
{ aio 30 awe 0.75in 246 ft H4882 
1 to : 
500 ke 1.0 in 246 ft H4883 
| 500 to ; 
ral 1.5 in 125 ft H8178 
4-ft 
Item Pkg. 
No. Qty. 
— — Black 
4NKZ1 25 Polyolefin 
se 12 
4NKZ3. 12 
4NKz4 19 W Power 
4NKZ5 12 ‘ 
aNK7e ——. Raychem 
4NKZ7 5 
ZaPF32 55 Vi ThomaséBetts 
25 = a 
zpr3¢ 25 Adihesive-Lined 
23pr34_25_ Heat Shrink Tubing 
23PF31_— 25g Black 
aRCTS ° = Flexible, crossed-linked 
4RCUL 5 polyolefin tubing 
ARCU2 5 = 600V 
4RCU3 3 = UL 224 
aaa se Strong tubing has meltable inner wall 
23PF12.25 Of adhesive that helps protect against 
Ss eEnG se moisture and water. Flame-retardant 
23PF02 25 jacket helps insulate and protect wires, 
SKHE3 5 splices, breakouts, components, and 
an —— equipment in moisture environments. 
aoe : Pliable tubing can conform to irregular 
3KH69. 5 «Shapes. Offers superior abrasion, fluids, 
3KH71 2 __and solvent resistance. Delivers high- 
23PE49 quality electrical, chemical, and physical 


23PE59 


23PE63 
23PE66 


1 
1 
23PE99 1 
1 
1 


= 600V 
# UL 224 





properties. Also, reliable as a lightweight 
wire harness, jacketing wire bundles, 
and component packaging. 
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ELECTRICAL Scan. Order. Done. 
Shrink Tubing Details on page Al. 





Wy Power 





Heavy-Wall Heat Shrink 





= 3:1 shrink ratio Use Shrink Shrink Tubing Shrink 
= G0OV Tubing w/ 1.D. Before Tubing Mfr. Item Pkg. 
Wire Size Shrinking Length Color Brand Model No. Qty 
= -67° to 230°F 14 to 10 AWG 0.350 in 6in Black Power First 4RCX6 ARCX6 25 
14 to 10 AWG 0.350 in 4ft Black Power First 4RCX7 ARCX7 5 
Flame-retardant, 12106 AWG 0.400 in 4 ft Red. ; UE HDT-0400-48A-RED 4KND2 20 
-li : 8 to 6 AW 0.510 in in ac ower First 5 
ules linked, heavy 6 to 2 AWG 0.750 in 4ft Black Power First 4RCX9 ARCX9 5 
duty polyolefin tubing 8 to 1/0 AWG 0.800 in 4 tt Black 3M HDT-0800-48A-RED 4KND5 20 
is highly chemi- 4 to 3/0 AWG 1.100 in Qin Black Power First 4RCY1 4RCY1 10 
; 1 to 3/0 AWG 1.100 in 4ft Black Power First 4RCY?2 ARCY2 5 
cal-, abrasion-, and 2 to 4/0 AWG 1.100 in 4ft Red 3M HDT-1100-48A-RED 4KND6 2 
split-resistant. 9/0 AWG to 350 kemil 1.500in 12in Black Power First 4RCY3 ARCY3 5 
9/0 AWG to 350 kcmil 1.500 in 4ft Black Power First 4RCY4 ARCY4 5 
950 to 600 kcmil 2000in 15in Black Power First 4RCY5 4RCY5 2 
950 to 600 kcmil 9.000 in 4ft Black Power First 4RCY6 4RCY6 2 


Black 





Specialty and Large-Diameter 
abet y insuLtas GM 





Heat-Shrink Tubing meeanuae No. 4NUs2 

= Flexible, crossed-linked tubing chemicals, fuels, lubricants, acids, and solvents. : . 

= 2:1 shrink ratio Superior cut-through, abrasion, and impact Insulating Kits for 

FOOD-GRADE properties. Meets Military Specifications. Motor Connections and 

Meets the requirements of USFDA Reg. C.ER. EXTRA-LARGE DIAMETER PVC Mechanical Connectors aiVl 





177.1330 for contact with food and beverages. PVC is for indoor and outdoor applications to 


Acrylated olefin resists a variety of chemicals, __ help insulate, protect, bundle, repair, and iden- _| Kits insulate from moisture and provide physical protection tor 


electrical connections. 


oils, UV, moisture, and fungus. tify. 30% stronger than polyolefin and has a 
MEDICAL-GRADE USP CLASS high dielectric and tensile strength. Highly flame | Motor Lead—Make a uniform seal without torches or special 
VI—ISO 10993-5 Ado ials a me tie nei ae tools. Pigtail kits make lugged motor lead connections to 

; , ae , resistance. Resists many chemicals, olls, chio- —_| incoming feeder cables. Preformed, slip-on rubber boots 
Acrylated olefin tubing has high dielectric rine, moisture, salt water, and fungus. Meets UL, | and mastic sealing strips fit a wide range of cable sizes. Use 
strength and’ Is supplied alcoho! wiped and = CSA, and Military Specifications 1-hole lugs only (not included). 90°C conti 
double-plastic bagged. Use for biocompatible TES nee ne (not included). eee 
insulation and jacketing of surgical instruments, MODIFIED POLYVINYLIDENE FLUORIDE eIPetatle Faun: 
components, and temporary implantation Flame retardant, thin-walled tubing offers high Power Cable—Resin-encapsulated splice creates an 
devices. dielectric and mechanical strength. Resists extremely reliable seal. 90°C continuous use temperature 
VITON® temperature, industrial fuels, chemicals, and rating. 


solvents. Semirigid and has outstanding abra- 


, , Scotchcast™ MultiMold—Electrically insulates odd-sized 
sion resistance and cut-through properties. 


and odd-shaped cable splices. Ready for service within 30 


Modified elastomer material can withstand 
high temperatures. Highly resistant to corrosive 


Peer Sa sane Sn Sani min. Allows use with split-bolt, H or C tap connectors. 90°C 
se Shrin ubing rin rin rin 
Tubing w/ ID. Before Mfr. Tubing Item Pkg. | Tubing Item Pkg.| Tubing item Pkg. | COMtinuous use temperature rating. 

Wire Size —_ Shrinking Model Length No. (Qty. Length No. (Qty.| Length No. Qty. Wire Overall Voltage Mfr. Item 
Food Grade Acrylate Olefin, -67° to 250°F, Black, Insultab Range Length Rating Model No. 
28to 26AWG 0.093 in _HS-614 %z2 Blk 6in 4AWMR1 95 4it AWMR/ 5 100Tt 4WMT4 1 Motor Lead Splice Kits, Make 3 Splices 
24 to 22 AWG 0.125 in HS-614 ¥% Blk 6in 4AWMR2 5 — — — | 100ft 4WMT5 1 16 to 12 AWG 21 1000V 9300 4NU47 
20to18 AWG 0.187 in _ HS-614 %e Blk 6in  4WMR3 5 4ft 4WMR9 5 100 ft 4WMT6 1 12 to 4 AWG 4.0" 1000V 9301 4NU48 
16to 12 AWG 0.250 in HS-614 /% Blk 6in 4AWMR4 5 4ft AWMT1 5 100ft_ 4WMT7 1 10 to 4 AWG 40" 1000V ell 5ZNL2 

12to8AWG 0.3/5 in HS-614 % Blk 6in  4AWMR5 5 4ft 4WMT2 5 100 ft 4WMT8 1 4 to 1/0 AWG 4.2" 1000V 9302 4NU49 
6to1AWG 0.500 in HS-614 % Blk 6in 4WMR6 5 4ft 4WMT3 5 100 ft 4WMT9 1 2 AWG to 250 kcmil 2.0 1000V 9303 4NU50 
Medical Grade Acrylate Olefin, -67° to 250°F, Black, Insultab 4/0 AWG to 500 kcmil 6.7" 1000V 9304 4NU51 
28 to 26AWG 0.093 in —_HS-714 %2 Blk 6in  4WMU1 5 4ft 4WMU7 5 100 ft 4WMV4 1 10 to 4 AWG 8.0" —_ 5000V to 8000V_ 5316 5ZNL6 
24 to 22 AWG 0.125 in HS-/14 ¥% Blk 6in 4AWMU2 5 4ft A4WMU8 5 100 ft 4WMV5 1 10 to 4 AWG 8.0" —_ 5000V to 8000V_ 5321 5ZNNO 
20to18 AWG 0.187 in _HS-714 “%e Blk 6in  4WMU3 5 4ft 4WMU9 5 100 ft 4WMV6 1 4 to 1/0 AWG 9.0" 1000V Do12 5ZNL3 
16t0 12 AWG 0.250 in HS-/14 1% Blk 6in 4AWMU4 5 4ft 4WMV1 5 100 ft 4WMV7 1 4 to 1/0 AWG 9.0" _5000V to 8000V 5322 5ZNN1 
12to8AWG 0.375 in HS-/14 ¥% Blk 6in 4WMU5 5 4ft 4WMV2 5 100 ft 4WMV8 1 2 AWG to 250 kcmil 9.0" 1000V Dota 5ZNL4 
6to1AWG 0.500 In HS-/14 2 Blk 6in 4WMU6 5 — — —| 100ft 4WMV9 1 4 to 1/0 AWG 9.5" _ 5000V to 8000V_ 5317 5ZNL/ 
Viton Modified Elastomer, -67° to 392°F, Black, Insultab 2 AWG to 250 kcmil 10.0" — 5000V to 8000V_ 5323 oZNN2 
241022 AWG 0.125in _ HS-VTN % Blk 6in  4WND1 5 4ft_ 4WNE2 5 200 ft 4WNF3_ 1 10 to 4 AWG 11.0" 5000V to 8000V_ 5331 5ZNN4 
20 to 18 AWG 0.187 in _ HS-VIN %e Blk 6 fi 4WND2 5 — — — | 200ft 4WNF4 1 2 AWG to 250 kcmil 11.0" 5000V to 8000V_ 5318 5ZNL8 
16t0 12 AWG 0.250 in —_HS-VIN % Blk 6 in 4WND3 5 — — — | 200ft 4WNFbS 1 4/0 AWG to 500 kcmil 11.5" 5000V to 8000V_ 5324 5ZNN3 
12to8AWG 0.3/5in_ _ HS-VTN % Blk 6in  4AWND4 5 4ft_4WNE5 5 200 ft 4WNF6 1 10 to 4 AWG 11.8" 5000V to 8000V_——_5381 5ZNN8 
6to1AWG _0.500in_ _HS-VIN % Blk 6 in  4WND5 5 4ft  4WNE6 5 100 ft_ 4WNF7 1 4 to 1/0 AWG 12.0" _5000V to 8000V_ 5382 5ZNNQ 
5 to 3/OAWG _0.625 in —_HS-VIN % Blk 6in  4WND6 5 —_— — — | 100ft 4WNF8 1 4/0 AWG to 500 kcmil 12.0" 1000V 9314 5ZNL5 
4to 3/0AWG 0.750 in —_HS-VIN % Blk 6in 4AWND7 5 4ft 4WNE8 5 100 ft 4WNF9 1 4 to 1/0 AWG 13.0" 5000V to 8000V_—_5332 5ZNN5 
— 1.000 in _HS-VTN 1" Blk 6in 4AWND8 5 4ft AWNES 5 oO ft 4WNG1 1 4/0 AWG to 500 kcmil ~—- 13.0" ~—5000V to 8000V_ 9319 5ZNL9 
— 1.500 in HS-VIN 1% Blk 6in 4AWND9 5 4ft 4WNF1 5 oO ft 4WNG2 1 2 AWG to 250 kcmil 13.2° 5000V to 8000V_ 5383 5ZNPO 
2.000 in —_HS-VTN 2" Blk 6in 4WNE1 5 4ft AWNF2 5 oO ft 4WNG3 1 4/0 AWG to 500 kcmil = 14.5" ~~ 5000V to 8000V_ ——_ 9384 5ZNP1 
Extra Large Diameter PVC, -4° to 221°F, sr lack. insultab 2 AWG to 250 kcmil 16.0° s000Vto 8000V 5333 oZNN6 
2.000 in HS-105 2° Blk _ — | 10ft 4WNG4 1 oO ft 4WNG8 1 4/0 AWG to 500 kcmil = 18.0" = 5000V to 8000V —_ 9334 5ZNN7/ 
_ 2.000 in _HS-105 2% Blk _ _— — | 10ft 4WNGS 1 oO ft 4WNG9 1 Power Cable Splice Kits, Make 1 Splice 

— 3.000 In HS-105 3" Blk — _ — | 5ft 4AWNG6 1 20 ft 4WNH1 1 10 to 2 AWG 4." 2000V 82-A1N —_ 4NU52 
4.000 in HS-105 4" Blk — — — | 5ft AWNG/ 1 20 ft 4WNH2 1 4 to 2 AWG 45" 9000V 82-B1N _4NU55 
Extra Large Diameter PVC, -4° to 221°F, Clear, Insultab 1/0 to 2/0 AWG 8.0" 1000V 90-BiN 4NU5/ 
2.000 in HS-105 2" Cir — _ — | 10ft 4WNH3 1 50 ft 4WNH7 1 2 to 3/0 AWG 117%" 5000V 82-A2N 4NU53 

— 2.000 In _HS-105 2% Clr — _ — | 10ft 4WNH4 1 50 ft 4WNH8 1 Scotchcast™ Multimold Splice Kits, Make 1 Splice 
— 3.000 In HS-105 3° Clr — _— — | 5ft 4WNHS 1 20 ft 4WNH9 1 8 to 4 AWG 2.0. 1000V 85-10 —_ 4ADYX7 
— 4.000 In HS-105 4" Clr — _ — | 5ft 4AWNH6 1 20 ft 4WNJ1 1 1 to 2/0 AWG rein 1000V 85-12 —_ 4NU56 
Modified Polyvinylidene Fluoride, -67° to 347°F, Clear, 3M 22 to 10 AWG 7.1" 1000V 72-N1 5ZNK6 
23to1/AWG 0.046 in — MFP %a" PK25 _ — | 4ft ANLA3 25 _— _- — 6 to 1/0 AWG 8.0" 1000V 82-F1 5ZNK4 
28 to 26 AWG 0.063 in = MFP “e' PK25 _— _— — | 4ft ANLA4 25 _— _- — 4/0 AWG to 250 kcmil 8.0" 1000V 89-16 —_ 4DYX9 
28 to 26 AWG 0.093 in = MFP 32" PK25 — _ — | 4ft ANLAS 25 — _- — 2/0 to 4/0 AWG 8.0" 1000V 89-14 ADYX8 
22to16 AWG  0.125in MFP ¥%' PK25 — — — | 4ft ANLA6 25 — —_—- — 22 to 10 AWG 10.5' 1000V 72-N2 5 ZNK7 
20to18 AWG 0.187 in MFP %e6' PKi2 — — — | Att ANLA7 12 — _- — 2/0 to 4/0 AWG 12.0" 1000V 82-F2 5ZNK5 
16t0 12 AWG 0.250 in MFP 4" PK12 — — — | 4ft ANLA8 12 — _—_ — 22 to 10 AWG 15.4" 1000V 72-N3___ 5 ZNK8 
12to8AWG 0.375 in MFP ¥° PK12 — _— — | 4ft  4ANLA9 12 — _- — 22 to 10 AWG 1.0. 1000V 72-N4___ 5 ZNK9 
6to1AWG 0.500 In MEP 2" PKS — _ — | 4ft  ANLC1 5 — _ — 22 to 10 AWG 20.3" 1000V 72-N5___ 5 ZNLO 
4to 3/0 AWG ___0.750 In MEP 34" PK5 _— _ — | 4ft  ANLC2 5 — =_ — 22 to 10 AWG 25.0" 1000V 72-N6___—5ZNL1 
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No. 22C288 


= BURNDY 


1- and 2-Hole Compression Lugs 
= Rated for 600V to 35kV, 90°C applications 


Lugs withstand a wide range of electrical and environmental conditions, including current surges, 





m 





No. 22C327 


extreme temperatures, corrosion, and vibration. Designed to operate cooler than the wire on which 
they are insulated. Electro-tin plated for corrosion resistance. Aluminum terminals come prefilled with 
PENTROX™ oxide inhibitor compound. 


Cable Stud Color 
Size Size W Code 
1-Hole Lug, Short Barrel, Copper 
8 AWG #6 0.29" Red 
8AWG #8to#10 0.41' Red 
8 AWG YA 0.44" Red 
8 AWG Ye" 0.59" Red 
6 AWG #6 OU. Blue 
6AWG #8to#10 0.41' Blue 
6 AWG VA" 0.46" Blue 
6 AWG Ae. 0.52" Blue 
6 AWG Ye" 0.63" Blue 
4 AWG VA" 0.51" Gray 
4 AWG 7g" 0.58" _ Gray 
2 AWG VA" 0.50" Brown 
2 AWG VA" 0.61" Brown 
2 AWG Ae. 0.61" Brown 
2 AWG 7g" 0.61" Brown 
2 AWG VY" 0.73" Brown 
1 AWG VA" 0.50" —_ Green 
1/0 Ye" 0.75" Pink 
2/0 V6" 0.62" —_ Black 
2/0 Ye" 0.83" _ Black 
2/0 VY," 0.83" _ Black 
3/0 3" 0.91" Orange 
3/0 Vy" 0.91" Orange 
4/0 Ye" 0./6' _ Purple 
4/0 Ye" 1.02" _ Purple 
4/0 YA 1.02" Purple 
250 kcmil Ya 1.11" Yellow 
350 kemil ye" 0.96" Red 
350 kemil Ya 1.30" Red 
900 kcmil VY," 1.56" Brown 
1-Hole Lug, short Barrel, Aluminum 
1/0 0.85" Tan 
2/0 in 0.67" Olive 
2/0 Ya 1.03" Olive 
1-Hole Lug, Long Barrel, Copper 
8 AWG VA" 0.44" Red 
8 AWG Ye" 0.59" Red 
6 AWG VA" 0.41" Blue 
4 AWG YA" 0.51" Gray 
4 AWG 7g" 0.59" Gray 
4 AWG Y;" 0.83" Gray 
2 AWG YA" 0.61" Brown 
2 AWG Ae. 0.61" Brown 
2 AWG 7g" 0.59" White 
2 AWG Vy 0.81" Brown 
2 AWG VY; 0.83" Brown 
1/0 Ye" 0.75" Pink 
2/0 ye" 0.83" Black 
3/0 yy" 0.90" Orange 
4/0 7g" 1.02" Purple 
4/0 VY)" 1.02" Purple 
250 kcmil Vy" 1.10" Yellow 
350 kemil Vy" 1.29" Red 
500 kcmil Ya 1.56" —_ Brown 
900 kcmil yy" 1.56" Brown 
900 kcmil ¥B" 1.56 ~Brown 
1-Hole Lug, Long Barrel, Aluminum 
4 AWG Ye" 0.80" Green 
2 AWG Ye" 0.88" Pink 
4/0 Ye" 1.17" White 
4/0 VY," 1.17" — White 
250 kcmil VY," 1.27" Red 
390 kemil VY 1.52" — Brown 
500 kcmil 7%" 1.80" Pink 
750 kemil YQ 2.05 Yellow 
1-Hole Lug, Belled Short Barrel, svopper 
6 AWG VA" 1.44" 
4 AWG Ae. D0" Whi 
2 AWG V6" 0.69" —_ Green 
1 AWG Ae. 0:15" Pink 
2/0 Ye" 0.81" —_ Black 
2/0 yy" 0.91" Orange 
3/0 VY," 1.00" Purple 
4/0 VY," 1.09" Yellow 
250 kcmil VY; 1.19" White 
250 kcmil Vy" 1.29" Red 
300 kemil 78" 1.52" Brown 
450 kcmil %e" 1.69" _ Green 
750 kemil 7%" 2.18 White 
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Die 
Code 


Item 
No. 


22P088 
220296 
220289 
220301 
22P084 
220297 
220288 
220306 
220291 
220292 
220293 
22P096 
220294 
220298 
220290 
220299 
22P095 
220304 
22P089 
220299 
220307 
220309 
220310 
22P097 
220309 
220302 
220308 
22P098 
220311 
220312 


220414 
220416 
220403 


220360 
220364 
220333 
220342 
220369 
220348 
220371 
220339 
220376 
220381 
220349 
220361 
220341 
220350 
22036/ 
220339 
220346 
220392 
220382 
220394 
220399 


220417 
220410 
220401 
220404 
220409 
220408 
220419 
220421 


220393 
220383 
220386 
220390 
220389 
220387 
220394 
220384 
220399 
220388 
220392 
220396 
220391 


Cable Stud Hole Center 
Size Size Ww to Center 
2-Hole Lug, Short Barrel, Copper 
8 AWG Ye" 0.44" _—(0.625" 
6AWG #10 0.42" 0.625" 
6 AWG Ys" 0.45" _ 0.500" 
6 AWG Ye" 0.45" __—(0.625" 
6 AWG Ye" 0.45" _—(0..625" 
6 AWG Ys" 0.45" _0..750" 
6 AWG Ya" 0.45" 1.000" 
6 AWG Ye’ 0.8" 1.000" 
4AWG #10 0.55" _—(0..625' 
4 AWG Y%  Uol_—*0.625 
4 AWG Ys" 0.51" _(0./50" 
4 AWG 4 0.59' 1.000" 
2 AWG V4 0.48' 0.625" 
2 AWG Va 0.48" —_-0.750" 
2 AWG V4 0.61" - 0.625 
2 AWG Va 0.61" 0.750" 
2 AWG 4g 0.61" 1.000" 
1/0 V4 0.7/5" 0.625" 
1/0 4 0./5' 1.000" 
2/0 Va 0.48" _(0.625' 
2/0 4 3.20' 1.000" 
3 AWG Va 0.55" 0.625" 
4/0 4 0.94" 1.000" 
4/0 ¥e 1.02" 1.000" 
3/4 kcmil _% 0.96' 1.000" 
939 kcmil 1:63" 1.000" 
7//kcmil_ bs: 1.000" 
7//kemil "1.63" 1./50" 
2-Hole Lug, Long Barrel, Copper 
8 AWG Vi" 0.43" 0.625" 
8 AWG Ys ‘0.09 1.000" 
6 AWG Ye 0.46 _(0.625 
6 AWG Ye" 0.46" _0..750" 
6 AWG Ys" 0.46" 1.000" 
6 AWG 3p’ (0.5 9" 1.000" 
4 AWG % 0.51 _.0.623° 
2 AWG Ys" (0.67 0.625" 
2 AWG Ys _0.61" 1.000" 
2 AWG Y__0.83 1.750" 
1/0 ara 1.000" 
1/0 Yo" _(0.83' Tour 
2/0 Ye (0.82 1.000" 
2/0 Yo" _0.81' fou. 
3/0 3’ 0.90" 1.000" 
3/0 Ye" __0.97' Taf ou. 
3 AWG Ys _(0..98" 1.000" 
4/0 Ye’ 0.94" 1.000" 
4/0 Ys 1.01" 1.000" 
4/0 Yo" __1.00" A.A OU: 
200 kcmil —%" _-1.09" ales 
300 kcmil 2" —_—*1..19" Liou 
300 kcmil %' 1.29" 1.000" 
300 kemil "1.28" 1.750" 
3/4 kcmil %' ——_—0.96" 1.000" 
400 kcmil 4" _—1.88" 1./50" 
900 kcmil %' —*1.56° 1.000" 
900 kcmil 2" ——s1..52" 1./50" 
900 kcmil —%" ~——1.63" 1./50" 
600 kcmil % 1.74" 1.000" 
600 kcmil % —_—*14.69" 1.750" 
7oO kcmil %' 1.63" 1./50" 
7oO kcmil =" 1.89" Lou 
1000 kemil 2" 2.17" 1.750" 
2-Hole Lug, Long Barrel, Aluminum 
1/0 Yo 03 1.750" 
2/0 Yo" 1.03" 1.750" 
3/0 Yo" __1,04' ely 
4/0 i i 1.foU. 
200 kcmil 2" 1.27" mali 
300 kemil "1.52" Lou 
400 kcmil %' _1.62" Liou 
00 kcmil "1.62" 1.750" 
600 kcmil —%" ~——s1.62" mel 
7oO kcmil 2" 1.62" 1.750" 
2-Hole Lug, Angled Barrel, Short Barrel, Copper 
6 AWG Ye" 0.45" —_(0.625' 











Color 
Code 


Red 
Blue 
Blue 
Blue 
Blue 
Blue 
Blue 
Blue 


Yellow 
Yellow 


Red 
Red 
Blue 


Die 
Code 


49 


Item 
No. 


220316 
220320 
220322 
220313 
220303 
220314 
220321 
220319 
22P093 
220317 
220326 
220324 
22P080 
220422 
220315 
220323 
220318 
220330 
220329 
22P086 
220329 
220328 
22P083 
220327 
22P081 
22P082 
220423 
22P090 


220362 
220374 
22039/ 
220368 
220379 
220398 
220370 
220363 
220399 
220340 
220373 
220344 
2203/2 
220338 
220377 
220349 
220366 
22P087 
220369 
220334 
220343 
220393 
220380 
220337 
22P094 
220391 
220379 
220332 
22P091 
220378 
220336 
22P101 
220347 
220356 


220415 
220418 
220411 
220406 
220407 
220405 
220413 
220398 
220402 
220399 


220331 


ELECTRICAL 


Compression Connectors 





v— \ 
es 
— 


1-Hole Angle Barrel 


No. 6MFT2 


= 
> 
Wy \ 
<n. 7 


@ 


1-Hole Aluminum 
No. 6MFT9 






1-Hole 
Long Barrel 
No. 6MFT4 


2-Hole Short Barrel 


No. 6MFR7 


Thomasé&Betts 
1- and 2-Hole Lugs 


= Tin-plated 


= For 600V to 35KV, 90°C applications 
Designed and approved for aluminum and copper 


conductors. Order installation tools and dies on page 
382. UL Listed and CSA Certified. 


Aluminum—Constructed of high-conductivity 
wrought aluminum filled with a high-temperature 


oxide inhibitor compound. 


Copper—Constructed of high-conductivity wrought 


copper. 
Cable Stud Color Die Item 
Size Size Code Code _ No. 
1-Hole Lug, Angled Barrel, Short Barrel, Copper 
8 AWG Ya Red 21 6MFT2 
6 AWG Yq Blue 24 6MFR8 
6 AWG Ya Blue 24 ~6MFT5 
4 AWG Yq Gray 29 ~=6MFT3 
290 kcmil 3" Yellow 62 6MFV1 
1-Hole Lug, Long Barrel, Aluminum 
AWG 0 Red 21 6MFT9 
1-Hole Lug, Long Barrel, Copper 
6 AWG #10 Blue 24 ~6MFT1 * 
1-Hole Lug, Short Barrel, Copper 
6 AWG YA Blue 24 ‘6MFT4 * 
2 AWG Yq Brown 33 6MFV5 
1 AWG Za Green 37 ~—6MFV6 
1/0 V4" Pink 42 6MFV7 
4/0 Za Purple 54  6MFV9 
4/0 Ae Yellow 62 6MFV2 
4/0 ¥e" Yellow 62 6MFV3 
10 AWG Za Yellow —  6MFT6 
1-Hole Lug, Standard Barrel, Copper 
3/0 Zs Orange 50 6MFV8 
4/0 A Yellow 62 6MFV4 
2-Hole Lug, Angled Barrel, Long Barrel, Copper 
6 AWG Za Blue 24 6MFT7 
2-Hole Lug, Long Barrel, Copper 
6 AWG Ya" Blue 24  6MFTO * 
2 AWG Yq Brown 33 6MFVO * 
600 kcmil Y;" Green 94 6MFWO 
646 kcmil Y;" Black 106 6MFW2 
750 kcmil Y;" Black 106 6MFW1 
2-Hole Lug, Short Barrel, Copper 
14 to 10 AWG Za Yellow 6MFT8 
6 AWG #10 Blue 24  6MFR7 * 
6 AWG Ya Blue 24  6MFR9 * 
* Includes peep hole. 
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ELECTRICAL Scan. Order. Done. 
Compression Connectors Details on page Al. 














Noalox® Antioxidant 


Improves efficiency and service life of aluminum 

electrical applications. Provides additional inner- 
sy GRAINGER strand and inner-conductor current paths for 

APPROVED improved conductivity. Suspended zinc particles 
penetrate and cut aluminum oxide. Reduces 


1- and 2-Hole Compression Connectors galling and seizing on aluminum conduit joints, 


promoting good ground continuity. Suitable for 





No. 24D032 








= Copper = GOOV to 35kV all pressure-type wire connectors. 
#10 yn Ae" yg" yn Mir fan 
STUD SIZE | STUD SIZE | STUD SIZE | STUD SIZE | STUD SIZE Size Model No 
Cable Color Die Item Item Item Item Item B o7 30-030 6YH33 
Size Code Code No. No. No. No. No. 
1-Hole Lug, Short Barrel 
8 AWG Red 21 240337 240340 240349 240358 — 
6 AWG Blue 24 240338 240341 240350 240359 — 
4 AWG Gray 29 240339 240342 240351 240360 — 
2 AWG Brown 33 — 240343 240352 240361 240368 
1 AWG Green a7 — 240344 240353 240362 240369 
1/0 Pink 42 — 240345 240354 240363 240370 
2/0 Black 45 — 240346 240355 240364 240371 No. 3LP03 
3/0 Orange 50 — 240347 240356 240365 240372 
4/0 Purple 54 — 240348 240357 240366 240373 
250 kcmil Yellow 62 — 240986 240987 240367 240374 
500 kcmil Brown 8/ — — — 240988 240375 
1-Hole Lug, Long Barrel 
8 AWG Red 21 240312 240318 — — — 
6 AWG Blue 24 240313 240319 240989 240990 240991 
> AWG Brown 33 pat31§ paca 2403221 2acoag | 24996 
rown 40315 40994 4 O 
7 AWG Green 37 sacaié24¢907 | 240393 pacons——acona | 7OMmaséBetts 
1/0 Pink 42 240317 240001 240324 240325 240328 i . - 
210 Black 45 = 24002 | 24p003 | 24¢326 | 24¢329 | Ggnductive Anticorrosion 
eT 
urple —_ — 
250 kcmil Yellow 62 — — — 240006 240332 Surface Compounds 
ee eo = = ceo oT Nos + odes, — | Kopr-Shield®—This antiseize and conductive compound is a blend 
400 kcmil Blue 76 — — — 240010 240335 of colloidal copper and inhibitors. It prevents oxidation corrosion by 
saiciber Shet Boel Bf > = = 2aD01t 200336 flowing between and around cable strands, greatly reducing intra- 
8 AWG Red Al 2acat6 24catg — Sens aA strand resistance. Rated for NEC applications up to 8KV and 90°C. 
ue 
a ANG ara a 240015 2aca20 ee cies ertade Aluma-Shield®—Contains fine zinc particles that break through 
T AWG Green 37 = 940422 94C427 94CA36 940018 oxide film on cable strands when connection is compressed; assures 
10 Fink ie = Aa ae eqtasa eae a low-resistance contact and seals out air and moisture. UL Listed 
3/0 Orange 50 = 540019 >4C430 94CA39 OACA46 only for use on electrical cables in cable connector assemblies, or on 
4/0 Purple 04 _— 240425 240431 240440 240447 rs rated for NEC applications up to 8KV and 90°C. 
250 kcmil Yellow 62 — — — 240441 240448 bus bars rated fo PP P 
: 500 kml : Srown 87 = 240020 = 240442 240449 Trade Container Mir. Item 
-Hole Lug, Long Barre Name Size Model No. 
A Red 24 240021 240376 — 240388 — Kopr-Shield 8 02. CP8-TB 3LP03 
6 AWG Blue 24 240022 240377 — 240389 240403 Kopr-Shield 16 02. CP16 3LP02 
4 AWG Gray 29 240023 240378 240385 240390 24C404 Aluma-Shield 8 Oz. AP8 3LN47 
2 AWG Brown 33 240024 240379 240386 240391 240405 re 
1 AWG Green 37 — 240380 240387 240392 240406 
1/0 Pink 49 — 240381 240025 240393 240407 —_— 
2/0 Black 45 — 240382 240026 240394 240408 
3/0 Orange 50 — 240383 240027 240395 240409 
4/0 Purple 54 — 240384 240028 240396 240410 
250 kcmil Yellow 62 — — 240029 240397 240411 
300 kcmil White 66 — — — 240398 240412 ( 
350 kcmil Red 71 — 24D030 — 240399 240413 P 
400 kemil Blue 76 — 240031 = 240401 240414 
500 kcmil Brown 87 — 240032 — 240402 240415 





ie . Wisy No. 22P103 ‘ 
‘ Vj 


Y 
ay a. ; No. 22P120 
; f > BURNDY 
No. 29YK63 | No. 29YK67 | > = E 
\ : ea Aluminum Compression Adapters 
sy Se ~ = Rated for G00V to 35kV, Paar a om 
: : Iré olze oae 0. 
prenacen 90°C applications Offset Adapters 
é . Accommodate aluminum and an awe i aan 
Aluminum to Copper Compression Lugs copper wire conductor and electro- —a-awe——AVP04/0 29105 
sa tin plated for bi-metallic corrosion 299 kcmil__AYFO250__—22P 109 
= 600V to 35kV = 1-hole mounting = Body material: aluminum sAsioiag cae nc arcane clare 300 Kemi AYEO300 ale 
: cml 
STUD SIZE ™ 400 kcmil  AYPO400 _22P114 
16" yi" 5s" 5)" yy" come prefilled with PENTROX 500 kcmil  AVPO500 22P108 
Cable Color Die Item Item Item Item Item oxide inhibitor compound. EPDM 600 kcmil AYPOG00 22P106 
BANG Blue Ps OVKI7 OYKT8 2OYK63 oOyKGA = or Santoprene rubber Covers are CaN Rg aa 
6 AWG Gray 29 29YK65 | 29YK79 29YK66 29YK80 — packaged with each connector. 6 AWG AYP6 99P121 
yA SR BE Spt | Arlt ncute mecancal — 1446 Sh 
1 AWG Gold 45 = 29YK68 | 29YK69 | 29YK87 | 29YK70 _ | connectors in molded case circuit 1 AWG AYP 22P118 
210 olive ——pavky2—|—2avk73—|—pavkoi— —2avkax— | breakers, panel board equipment, Jr vem 
3/0 Ruby 60 = 29YK74_| 29YK75 | 29YK93_| 29YK94__‘| and meter sockets. UL Listed and 350 kcmil  AYP35022P119 
4/0 White 66 = = 29YK76_| 29YK95 | 29YK96___ | CSA Certified 500 kcmil AYP500 _22P107 
250 kcmil Red 71 = = = = 29YK97 750 kcmil AYP750 _22P116 
380 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” ELECTRICAL 





Find the wl. Find Solutions. Find Great Prices. Compression Connectors 
>: ; STUD SIZE 
=> BURNDY #8 | #0 | vt | He" |e) om" . a 
™ Cable Die Mfr. Pkg. | Item Item Item Item Item Item Item lien Qo 30XT37 
Hylug Size Code Model ty. | No. No. No. No. No. No. No. No. ‘h 
BAWG 1013. YAD8CM 10 | S0XT40 | 30X141 | 30XT42 30XT43 | 30XT37 | 30XT38 | 30XT39 | — — 
Ring Tonaue 6AWG — YAD6CM 10.| — | 30XT34 | 30XT35 | 30XT36 | 30XT32 | 30XT33.) — = ‘a . 
g g 4 AWG 1017 YAD4CM 5 —~|-30XT29 | 30XT30 _30XT31 | 30XT25 | 30X1T26 | 30XT27 | 30X128 a 
= 2 AWG 1018 YAD2CM 5 = — | 30XT07 | 30XT08 | 30XT03 | 30XT04 _30XT05 | 30XT06 — 
Compression Lugs 7 AWG 1019 YADICM 1 — ——}30xR77 | 30XR78 | 30XR73 | 30XR74 | 30XR75 | 30XR76 
ies 1/0 1019 YAD25M 1 = — | 30XR83 | 30XR84__30XR79 | 30XR80 | 30XR81__30XR82 No 
= Body material: tin-plated copper 2/0 1022 YAD26M 1 = — | 30XR89 | 30XR90 | 30XR85 30XR86 | 30XR87 | 30XR88 > : 
= Mounting: stud 3/0. 1023 YAD27M__1 — — — | 30XR95 | 30XR91_ 30XR92 | 30XR93 | 30XR94 & moot 4 
ae 4/0 1026 YAD28M 1 = ——~} 30xT0T | 30XT02 -30XR96 | 30XR97 | 30XR98 | 30XR99 A 
Tessar =e 
50 kemil = — — — — — 4 5 _ = 
Feature noninsulated brazed-barrel § 55 émir— —YaD33M1 = = = ——-30XT17 | 30XT18 | 30XT19 30X20 = 7 
copper terminals. 600 kcmil —  YAD36M1 = = = =~} 30xT21__30XT22 30XT23 | 30XT24 — 











No. 22P123 


S BURNDY 
Manual Crimping Tools 


Designed to install a full range of connectors, 









; No. 22P158 
including taps, splices, and terminals. 
Max. 
Crimping Overall Mfr. Item 
Description Adjustable Force Length Model No. 
Crimper Manual 9000 |b. 25%" MD68 22P123 
Crimper, Cu Manual 9000 Ib. 9%" YiMRIC —-22P158 
Crimper and Connector Kit, 1-Hole Manual 9000 Ib. is YIMRKIT — 22P159 
Crimper and Connector Kit, 2-Hole Manual 9000 Ib. 9%" _Y1MRICKIT _22P160 No. 22P243 
Crimper, Cu Manual _NotRated 26° MRC840 —s.22P233 
Crimper, Al Manual _NotRated _26' MRC840AL_ _22P234 
Dieless Crimper Manual 9000 Ib. 22" MY293 22P243 
i” No. 3LM37 
=. Te No. 3LNo4 
Je. 8. Vee . W Power 





2-Way Connectors 7homasé&Betts 


Order installation tools and dies on page 382. 


COPPER ALUMINUM 
= Tin-plated wrought copper = Tin-plated wrought aluminum 
= For 600V applications = For 600V, 90°C applications No. 22P217 
Easy-to-insulate connectors Permit aluminum-to-copper and aluminum- 
provide low-resistance, high- to-aluminum splices. Feature aluminum and 
quality connection, and high copper concentric conductors and compact 
pullout values. code aluminum strandings. 
THOMAS & BETTS POWER FIRST 
Short- Long- Short- Long-Barrel 
” ea a saat Splice oat Splice uae Splice ae 
ire olor ie tem tem tem tem &: ; 
P Gauge Code Code No. No. No. No. =) BURNDY 
opper = . 
8 AWG Red 21 3LM13 3LM37 22EZ15 22EZ30 ™ 
ete | Battery-Operated Crimping Tools 
ray i) 1 iqh_ i i iahility j 
T AWC Brown 33 aC NAG aT M40 SOET18 59E734 Feature high-speed hydraulic pump. Provide reliability in the harshest 
1 AWE Green 37 3LM17 3LM41 22EZ19 22E734 conditions. For use with tension sleeves, taps, aerial cables, terminals and 
1/0 AW Pink 42 3LM18 3LM42 22EZ20 22EZ35 
270 AWG Black 45 3LNI19 3LMI43 59E791 9736 | SPlice, and compression connectors. 
3/0 AW range 50 3LM20 3LM44 22EZ22 22EZ37 ee 
4/0 AWG Purple 5d 3LM21 3LM45 2E723 | 22EZ38 gee Voltage Battery Tyee dena 7 
250 kcmil_ _Yellow 62 3LM22 3LM46 22EZ24 22EZ39 Crimping Tools 
300 kcmil White 66 3LM23 3LM47 22EZ25 22E240 6 tons, 7800 psi i44 NING PATMD614V SP IID 
350 kcmil Red 71 3LM24 3LM48 22EZ26 22EZ41 : 
400 kcmil Blue 76 3LM25 3LM49 22EZ727 226242 6 tons, 7800 psi 14.4 NiMH PAIMD6814V__—22P223 
500 kcmil_ Brown 87 3LM26 3LM50 22EZ28 22EZ43 6 tons, 7800 psi 18.0 NiMH PAT81KFT18V__——22P219 
750 kcmil Black 106 3LM27 — 22EZ29 = 6 tons, 7800 psi 18.0 Li-lon PAT4PC834L| 22P228 
Aluminum 6 tons, 7800 psi 18.0 Li-lon PAT81KFTLI 22P220 
8 AWG Blue 24 = 3LN04 = = 6 tons, 10,000 psi 18.0 Li-lon PAT600LI 22P229 
6 AWG Gray 29 = 3LN05 = = 11 tons, 7800 psi 18.0 Li-lon PAT644LI 22P231 
sive green oh = SUNS = = 12 tons, 10,000 psi 18.0 NiMH PAT750CXT18V _22P216 
AWG Gald a5 — SCNO8 = — 12 tons, 10,000 psi 18.0 Li-lon PAT750LI 22P217 
= — — 12 tons, 10,000 psi 18.0 NiMH PAT750XT18V _—-22P218 
20 Olive 84 = N10 | =— | [Recessories 
3/0 AWG Ruby 60 = 3LN11 = = Battery 14.4 NiMH BAT14V 22P212 
4/0 AWG White 66 — 3LN12 — — Battery 18.0 NiMH BAT18V 22P211 
250 kcmil Red 71 — 3LN13 — — Battery Charger 18.0 NiMH PATCHGR18V _—-.22P213 


Sign in to Grainger.com® to see YOUR Pricing and MORE 381 








ELECTRICAL Scan. Order. Done. 
Compression Connectors Details on page A1. 





Hydraulic Crimping Tools S BURNDY 
No. 22P210—Features a specialized latch-style Nos. 22P209, 22P161, 22P162—Dieless system 
head with a generous working stroke for a wide requires only 1 crimp for each wire termination for 
. . variety of crimping applications. Provides 180° both long and standard length barrels on HYLUG 
Max. head rotation. Audible pressure valve indicates terminals and HYLINK splices. Rapid-advance 
5 Crimping Mfr. Item properly completed crimp. High-speed ram pump for faster crimps. Pressure relief valve 
em Force Model No. . : ; ad . . 
Crimping Tools advance for faster crimps. provides audible indication that crimp is complete. 
Latch Head Hydraulic Crimp Tool 12,000 lb. Y500CTHS 22P210 
Dieless Ridraule Crimper i AL p. mis ‘om meta No. 22P221—Features die-less flip-top head that dle ane lOreonvenient Yanrelarion 
ie-less 1-Crimp Too 13 _ 7 . 
Hypress C-Head, uses U-Die 24.000 lb. Y750HSxT 22P161 !acllitates tool removal from continuous conduc | | 
Hypress Covered Head 24,000 Ib. Y750CHSXT 22P162 tor runs and eliminates the need to purchase and No, 22P163—Makes connector installation and 
Remote Powered Crimping Head_12.0tons _Y35BH_ __22P163_—s maintain dies. Designed with audible pressure tool removal from line conductors of overhead 


Crimping Tool Accessories 





Hydraulic Pump, % HP, 115V span epee valve. Die embossment provides 360° inspect- lines easy. Lifting eye allows head to be lifted into 
208. p30 Sal. vapacty ey ability. Handle trigger release with convenient ram. working position. Easy die changing. Secure die 
11 A. 0.403 nal Canacity YI0AC9 22P239' «= Advanced high-speed pump provides fast crimps, alignments are provided with heavy-duty reinforced 
Hydraulic Hose Assembly, 10,000 psi, 25 ft. __PT2990125_22P208 longer life, efficiency, and reliability. back. Mates with all universal hot-stick tooling. 
a > Color Cable Mfr. Item Color Cable Mfr. Item Color Cable Mfr. Item 
Ql + No vote PO (MDG 0 Meee - No. Code Range Model No. Code Range Model No. 
| : ype W Cutter Die , MD7, 40, = 
ud ao J/ 22P178 _yso0cTHS, PATMDS Series) 2/0 AWG W245  22P139 | Pink 500 Kemil U34ART 22P191 
yy &, a — 4 - 4/0 ACSR W28K _-22P 132 = 2/0- 3/0AWG W247 -22P134 | Brown 500 Kemil U34RT 22P185 
| ey Z Type W Die Holder — 2/0- 4/0 AWG W249 22P128 | Green 600 kcmil U36RT 22P196 
¢ — = WDIETREE 22P124 — 4/0 AWG W660 _22P140 Pink 535 Flex Kemil U38XRT 22P202 
Upper and Lower Crimping Die (MD6, MD7, = ; 
OUR840, YSOOCTHS, PAT6DO, PATMDG Series) 4-2 ASCR W687 22P143 | Black 750 Kemil U39RT 22P192 
Green 1 AWG WiCVT —_22P154 —~ {0 ACSR- 1/0 AAC W702  22P133_ | — 4501 U162 22P181 
No. ; Brown 2 AWG W2CVT __22P148 = — WBG _22P125 | — 2-3 Str U163 22P180 
22P125 \. Gray 4 AWG W4CVT___22P153 = Ssol-1/0AWG WC  22P127 | — 300 Kemil U170 22P182 
P Blue 6 AWG W5CVT _22P151 = 2S0L-4 AWG WK840  22P145 = — 500 Kemil U210 22P177 
= BURNDY Red 8 AWG WS8CVT __22P152 a WO  22P126 | — 700 kcmil U316 22P175 
' pper and Lower Crimping Die _ ; 
. . Pink 1/0 AWG W25VT 22P146 vas vag v750,¥45,Y46, PAT750, PATA6) 700 kcmil U321 22P172 
Crimping Black 2/0 AWG W26VT _-22P150 | Green 1 AWG UiCRTi 22P203 |Purple 1 AWG - 250 kcmil U654 22P170 
. Orange 3/0 AWG W27VT  22P149 | Brown 2 AWG U2CRT 22P188 | — 700 kcmil U655 22P174 
Tool Dies Purple 4/0 AWG W28VT 22P147 | Gray 4 AWG U4CRT 22P198 | — 2/0 ACSR, 2/0 AAC U659 22P178 
White 250-300 kcmil | W30RT 22P157 | Blue 6 AWG U5CRT _22P197 |Orange 1 AWG - 250 kcmil U997 22P166 
Designed for making Red 350 kcmil W31RT  22P155 | Red 8 AWG U8CRT 22P204 |Brown 4/0 AWG - 500 Kcmil U1104 22P173 
Brown 500 kcmil W34RT _22P156 | Green 14-8 AWG U1iT1 _22P179 | Brown 2-6 AWG UC 22P168 
reliable and controllable = 6 AWG Wie! 22P131_|_ Pink 1/0 AWG UZSHT zor 87 — 2/0 AWG - 300 kemil : Uys eat 
— 4K 162‘: 22P129 ‘| Black 2/0 A 26RT 22 = = 
electrical connections. — 1 AWG W163 22P130 | Orange 3/0 Kemil U27RT 22P201_ | — — UO 22P167 
These dies are part of a = 1 STR Wi64  22P138 | White 4/0 AWG _U28ART 22P194 | Upper and Lower Crimping Die (Y46) 
color-coded connection —~_ 1/0 - 4/0 AWG Wi65 _22P136 | Purple 4/0 AWG U28RT _22P184 | Yellow 750 Flex PYFR 22P206 
3/0 AWG W166  22P135 | Yell 250 Kcmil U29RT  22P189 | Upper and Lower Crimping Die Set 
system where cable size _ eel om (¥35, V39,¥750,¥45,Y46, PAT750, PATS) nas 
i 7 = — Wi67 _22P144_ White 300 Kemil U30RT 22P195 = — 6 AWG- 750 Kemi UDIEKI 
i represented by a corre = 2 AWG W239 22P142 | Brown 350 Kemil U31ART 22P193_| — 6 AWG - 750 Kcmil UDIEKITCU _-22P169 
sponding color on lugs, — 1/0 AWG W244 22P141 Red 350 Kemil U3iRT 22P190 | — — UDIEKITHYGRD 22P205 
taps, and dies. —~23STR-4/0AWG W243 —*-22P137 | Blue 400 Kemil U32RT _ 22P199 







ThomaséBetts 
Compression Connector Tool Dies 


For use with Thomas & Betts compression connector tools. Dies 

create diamond-shaped compression for proper overall crimp. 
Color Mfr. Item 

——— Code Model No. 
Dies for No. 3LT16 (TBM8S$) Tool 


Red 21, Blue 24, Gray 29, Brown 33 13461 3LJ75 
_ Green 3/, Pink 42, Black 45, Orange 50 13462 3LJ/6 


Nos. 3LT12 
and 3LT13 






ThomaséBetts 
Compression Connector Tools 


Shure-Shake® mechanism ensures a properly 
completed crimp each time. Color-coded die 
wheel rotates into position for proper die nest. 














t Purple 54, Yellow 62 13463 3LJ77 
Works with Color-Keyed® and Blackburn®, No. 3LTO9 vies for ne Oe [EIU 
featuring the color-keyed system connectors. Green 37, Pink 42, Black 45, Orange 50 13455 3LJ71 
ssseneuth a reach thee Purple 54, Yellow 62 13456 3L72- gs yz 
BaTEHSUUT nants Gold 45, Tan 50, Olive 54, Ruby 60 13457 3LJ73 sal 
installs Copper and Aluminum Lugs 8 to 2 AWG Copper, 10 to 6 AWG Aluminum TBM45S 4XMR7 pate of sr 43 (TEMES) Tool Oe 3498 3LJ/4 
Includes Dies 21 through 66 250 MCM to 8 AWG Copper, 10 to 4/0 AWG Aluminum TBM5-S S3LT12 nes or a oy iA Br ) Tool, Upper Dies 
For Dies 21 through 76 8 AWG to 500 MCM Copper, 10 AWG to 350 MCM Aluminum TBM6S 3LT13 Pr ia 54 rf 5 i 13475 3LJ86 
Includes Dies 21 through 87 8 AWG to 500 KCMIL Copper, 10 AWG to 350 KCMIL Aluminum TBM8S 3LT16 oe : f a FI 734793183 
Hydraulic Crimping Tool Be 9, ef A, pee rz 
14-Ton Manual Hydraulic Crimping catia CHU AGHA Panne Tinie SOR IGN Ala aN aus rown 33, Green 37, Black 49, 13474 3LJ85 
Tool for Dies 21 through 94 P PPE: VR uminum Orange 50, Gold 45, Tan 50 
12-Ton Hydraulic Crimping TRIMS: Yellow 62, Ruby 60, White 66 13473 3LJ84 ‘ 
Head. Dielass — 750 3LT14 Dies for No. 3LT13 (TBM6S) Tool, Lower Dies No. 3Lu86 
Red 21, Blue 24, Brown 33, Green ai 
37, Pink ie ae a ae , 13477 3LJ88 
5 Purple 54, Gold 45, Tan 50, Olive 5 
C Taps ThomaséBetts | ~Gray 29, Yellow 62: Ruby 60. 
_. ae a White 66, Red 71. Blue 76 19078 Sh7 
= High-conductivity Heavy reinforcing ribs locate the compression dies and strengthen Brown 87 13478 3LJ89* 
wrought copper the compression joint. They assure positive, all-around compression bes for No. 3LT09 (TBM14M) TEEOUES ALKA 
= For 600V applications with low resistance and high pullout values. Order installation tools Blue a4 1 552288 3LK20 
isted. ray 29 15527SS 3LK22 
eC ae eG Bown TEESE SLICE No. aLues 
ire olor Die I. em reen 3/ 
Range L H _ Code Code Model No. Pink 42 15508SS 3LK12 
Main 10 to 8 AWG, Branch 10to 12 AWG ‘%e° Ae Blue 24 54710 3LM28 Black 45, Gold 45 15526SS 3LK21 
Main6to8 AWG, Branch8to12AWG “es % Gray 29 54/715 3LM29 Orange 50, Tan 50 1553085 3LK24 
Main 8to 4 AWG, Branch 8to12AWG 1%2 ‘%e Brown 33 54/720 3LM30 Purple 54, Olive 54 1551185 3LK14 
Main 5 to 3 AWG, Branch6to12 AWG 192" '%e Green 3/7 54/725 3LM31 Yellow 62 15510SS 3LK13 
Main 4 to 2 AWG, Branch 4to 12 AWG 1542" 2742" _Pink 42 54730 3LM32 White 66 15534SS 3LK26 
Main 3to 1 AWG, Branch 3to12AWG 1‘Vie’ 7%" Black 45 54735 3LM33 Red 71 15514SS 3LKi7_«S-«No. 3LK19 
Main 2 AWG to 1/0, Branch 2to 12 AWG 176" 3142" Orange 50 54740 3LM34 Blue 76 15512SS 3LK15 
Main 2/0 to 1 AWG, Branch 1 to12 AWG 1746’ Tc" Purple 54 54745 3LM35 No. 3LM28 Brown 87 15506SS 3LK11 
Main 3/0 to 1/0, Branch 2 to 1/0 1% 1%6 Yellow 62 54/750 3LM36 * Includes upper and lower die. 
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ELECTRICAL 
Terminals 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








We PowEr 
mV PANDUIT’ 4 No. 4X257 No.s9cac2 “EES No. 5UGKS 
Wire Terminal Kits a2eae -_ 
No. of Terminal : aad Item 
Pipces Type Includes No. 
96 Nylon (8) 5X427, (8) 5X428, and (8) 5X429 Y%" Male Quick Disconnects, (16) 1A075 Tap and Run, (16) 1A074 1-Tap Quick Disconnects, (8) 4X294 oW521 
Insulated _ and (8) 4X839 Pigtails, (8) 5X424, (8) 5X425, and (8) 5X426 14" Female Quick Disconnects, Crimping Tool, and Plastic Case 
214 Non-Insulated 4X276, 4X280, 4X283, 4X286, 4X264, 4X265, 4X292, 4X293, 4X423, 4X290 Connectors, 4X316 Crimping Tool, and Plastic Case 4X257 


Panduit 


147 Assortment (18) PV18-6F and (18) PV14-8F Vinyl Fork Terminals, (18) PV18-8R, (18) PV14-10R, (10) PV10-8R, and (10) PV10-10R Vinyl Ring Terminals, (10) BSV18X, (10) BSV14X, s9eng9 


and (10) BSV10X Vinyl Butt Splices, (10) DV18-250B and (10) DV14-188B Vinyl Disconnects, (5) JN418-212 Nylon Wire Joints, CT-160 Crimping Tool, and Plastic Box 


160 Assortment (22) PV18-6F and (20) PV14-8F Vinyl Fork Terminals, (20) PV18-8R, (20) PV14-10R, (10) PV10-8R, and (10) PV10-10R Vinyl Ring Terminals, (10) DNF14-250 39CA59 
and (10) DNF18-250 Nylon Disconnects, (10) BSV18X, (10) BSV14X, and (10) BSV10X Vinyl Butt Splices, (10) JN418-212 Nylon Wire Joints, and Plastic Box 
Steel Kit Box, Installation Tool Cable Ties, (100) Cable Ties Terminals, (100) PN14-610R, PN18-610R Multi-Stud Terminals, (100) PN18-6LF, PN14- 
1177 Assortment 8LF Locking Fork Terminals, (50) PN10-10LF Locking Fork Terminals, (100) PN18-8F Fork Terminals, (100) PN14-10R Ring Terminals, (50) PN10- 436M07 
10R Ring Terminals Disconnects, (100) DNF18-250, DNF14-250 Disconnects, (50) DV10-250 Disconnects Splices, (50) BSN18, BSN14 Butt 
5 ; Splices, (25) BSN10 Butt Splices Marking System, PMD-0-9 Marking Dispenser and Tape, (100) MP150 Marker Tags, PX-0 Marker 
ower First 
145 ina (16) 4FRK7, (16) 4FRK8, (16) 4FRKQ, (16) 4FRH1, (16) 4FRK4, (24) 4FRKS, (16) 4FRK6, (24) 4FRJ3 Connectors and Crimping Tool 5SWHH3 
; 12) 4FRHS, (12) 4FRH6, (12) 4FRH7, (8) 4FRH8, (12) 4FRH2, (12) 4FRH3, (12) 4FRH4, (12) 4FRU2, (11) 4FRHY, (10) 4FRU1, (8 
194 Vinyl Insulated MRM 8) at 3, (8) AERES, (12) AFRED, (8) 4FRL1 142) AFR $49) 5W ne (12) “AERD3 Connectors and eaiiiig ia SUGKS 
970 Nylon (15) 240782, (15) 240726, (15) 240744, (15) 240736, (15) 240852, (15) 240707, (15) 240787, (15) 240776, (15) 240711, (15) 240728, (15) 24971 
Insulated 240765, (15) 240762, (15) 240853, (15) 240747, (15) 240758, (15) 240727, (15) 240708, (15) 240854, and JD-1021 Crimping Tool 
2/0 Vinyl Insulated 270 Terminals, JD-1021 Crimping Tool 240972 
2/0 Non-Insulated 270 Terminals, JD-1021 Crimping Tool 24C973 
982 Non-Insulated (18) 4FRGS, (18) 4FRG4, (36) 4FRGS, (34) 4FRGG, (18) 4FRF8, (18) 4FRF9, (18) SUGK7, (18) SUGKS, (17) SUGKY, (18) 4FRG8, 5UGK4 
(12) 4FRE7, (12) 4FRG7, (12) 4FRG2, (12) 5UGN1, (8) 4FRG1, (12) SWHE2 Connectors and Crimping Tool 


Wy Power 


= | PANDuUIT oii 


RED 22to16 AWG (BLUE 16 to 14 AWG) YELLOW 12 to 10 AWG 
Insulation Tab Item Pkg. Item Pkg. Item Pkg. 


—TE 


connectivity 






Disconnect Terminals 

















E ype. ned Size Insulation Seam Brand No. Oty. No. Qty. No. Qty. - 
emale Bullet Disconnect ~_ ‘ 
0.150 in Full Brazed TE Connectivity | 10K481 + 25 =a = = | 2S 
Heat Shrink 0.150 in Full Brazed TE Connectivity 10K482 + 1000 — — — — - i 
0.200 in Full Brazed TE Connectivity — — 10K483 25 — — 
— 0.200 in Full Brazed TE Connectivity — — 10K484 1000 — — Female Disconnect 
emale Disconnect 
Vinyl 0.020 inx 0.187 in Partial Butted Power First 5WHC3 100 4FRE3 100 — — Partial Insulation 
y 0.032 inx0.250in Partial Butted Power First 4FRE4 100 4FRJ2 100 4FRE5 50 No. 4FRE4 
0.032 inx 0.250 in Partial Sleeved Barrel Panduit S9AY55 T 100 | 39AY45 100 — — 
0.032 inx0.250in Partial Sleeved Barrel Panduit S9AY60 7 1000} 39AY53 1000 — — 
0.032 inx0.250in Partial Brazed 3M — — 2DTV4 1000; 2JMD3 500 
0.032 in x 0.250 in Full Butted Panduit S9AY56 Tf 100 | 39AY47 20 39AY39 50 
0.032 in x 0.250 in Full Butted Panduit S9AY57 +t 1000| 39AY46 100 | 39AY38 500 
Nylon 0.032 in x 0.250 in Full Butted Panduit — — 39AY48 = 1000 — — 
0.032 in x 0.250 in Full Sleeved Barrel Panduit — — 39AY49 50 39AY41 50 
0.032 in x 0.250 in Full Sleeved Barrel Panduit — — S9AY50 1000 39AY40 500 
0.032 in x 0.250 in Full Brazed 3M — — — — 2JJW3 500 
0.032 in x 0.250 in Full Brazed 3M — — — — 2JME2 500 
0.032 in x 0.250 in Full Butted 3M — — 5X425 100 5X426 50 
0.020 in x 0.187 in Full Brazed TE Connectivity 10K463 fT 5 — — — — 
0.020 in x 0.187 in Full Brazed TE Connectivity 10K464 + 1000 — — — — 
Heat Shrink 0.032 in x 0.250 in Full Brazed TE Connectivity 10K465 + 25 10K467 20 10K469 25 
0.032 in x 0.250 in Full Brazed TE Connectivity 10K466 + 1000; 10K468 1000; 10K470 500 
nee in Xx 0504 in cul Butte’ Power First 5UGK2 20 aa 2 5UGKO 25 Male Disconnect 
; in x 0. in u utte anduit — — — _— . . 
0,020 in x 0.187 in None Butted Power First | 5WHC4 100 5UGLO 100 | — = Pull Host ohnnk insulation 
0.032 inx 0.250 in None Butted Power First 5WHC5 100 | 5UGK8 100 | 5UGN7 50 No. SWHHS 
Bare* 0.032 in x 0.250 in None Sleeved Barrel Pandult — — S9AY35 100 S9AY34 50 
0.032 in x 0.250 in None Sleeved Barrel Pandult — — S9AY36 1000 | 39AY33 500 
0.032 in x 0.250 in None Brazed 3M — — — — 2DRJ3 500 
Female Flag Disconnect 
Nvlon 0.032 in x 0.250 in Full Butted Panduit S9AY64 =f 50 S9AY62 50 — — 
y 0.032 in x 0.250 in Full Butted Panduit S9AY65 tf 1000; S39AY63 1000 — — 
0.020 in x 0.187 In None Butted Power First 5UGN2 Tt 100 5UGN3 100 — — 
Bare* 0.032 in x 0.250 in None Butted Power First 5UGN1 tT 100 5UGK9 100 — — 
0.032 in x 0.250 in None Sleeved Barrel Panduit — — S9AY68 =: 100 — — 
0.032 in x 0.250 in None Sleeved Barrel Panduit — — S9AY69 1000 — — 
Male Bullet Disconnect 
0.150 In Full Brazed TE Connectivity 10K477 20 — = —_ = 
Hear Shrink 0.150 in Full Brazed TE Connectivity 10K478 +t 1000 — — — — 
0.200 In Full Brazed TE Connectivity _ = 10K479 20 — — . 
0.200 in Full Brazed TE Connectivity — —~| 10K480 1000 — — Male Disconnect 
Male Disconnect Noninsulated 
Vinyl 0.020 inx0.187in Partial Butted Power First 5WHC1 100 | 5S5WHC2 100 — — No. 5WHAS 
y 0.032 inx0.250in Partial Butted Power First 5WHH1 100 4FRE2 100 | 5SWHH2 50 
0.020 in x 0.187 In Partial Brazed 3M — — 2DUC8 = 1000 — — 
0.020 in x 0.187 in Full Brazed 3M 2JMD5 + 1000 — — — — 
0.032 inx0.250 in Partial Sleeved Barrel Panduit S9AY61 JT 100 | 39AY54 100 | 39AY44 50 
Nylon 0.032inx0.250 in Partial Brazed 3M — _— 2JLK3 1000 | 2JMD/ 900 
0.032 in x 0.250 in Full Butted Panduit S9AY59 + 1000| 39AY52 1000 | 39AY42 500 
0.032 in x 0.250 in Full Butted Panduit 39AY58 tT 50 39AY51 50 39AY 43 20 
0.032 in x 0.250 in Full Brazed 3M 2DRH7 + 1000 — — — — 
0.032 in x 0.250 in Full Brazed TE Connectivity 10K471 fT 25 10K473 25 — — >». 
Heat Shrink 0.032 in x 0.250 in Full Brazed TE Connectivity 10K472 +t 1000. 10K474 1000 — — ‘ > 
0.032 in x 0.250 in Full Butted Power First 5WHH5 25 5WHH4 20 5UGK3 20 — - 
0.032 in x 0.250 in Full Butted Panduit — — S9AY6/ 20 — — — | 
Bare* 0.020 in x 0.187 in None Butted Power First 5WHA8 100 5WHCO = 100 — _— 7 
0.032 in x 0.250 in None Butted Power First 5WHA9 100 5UGK/ 100 5UGN6 50 
Piggyback Disconnect : 
Vinyl 0.032 in x0.250in Partial Butted Power First 31A495 50 31A496 50 31A497 50 — 
y 0.032 inx0.250in Partial Butted Power First 31A492 50 31A493 50 31A494 50 Pi k Di 
Nylon 0.032 in x0.250in Partial Brazed 3M — — 2JLZ4 1000 — — iggybac Isconnect 
Heat Shrink 0.032inx0.250in Partial Butted Power First 31A498 50 31A499 ~—-50 31A501 50 Partial Insulation 
Bare* 0.032 in x 0.250 in None Butted Power First 31A508 100 | 31A509 100 | 31A510 100 No. 31A493 


* Bare terminals are not color coded. ¢ 22 to 18 AWG. ¢ Features interlocked barrel. 
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ELECTRICAL 
Terminals 


Scan. Order. Done. [= 
Details on page A1. 













| "a No. 5UGN4 









Standard 2 


No. 5UGN9 = 
°  * ~~ 
4 


Locking 
No. 4FRD3 : 





No. 39AY37 


Wy Power 


. Banbuit 


Disconnect Terminal Adapters i 








ltem Pkg. = 
Description Brand No. Oty. Flanged Block Lm 
Ys" Female Disconnect to Right Angle Screw Terminal Adapter Power First SUGN4 100 . 
3-Way 4" Adapter, 1 Female to 2 Males Panduit 39AY37 =: 100 Mo: SO \ ~~ MO. ee * ~ 
‘ < 
od 
Wy Power 
BD 
FF connectivity 
a PANDUIT oii - 
Fork Terminals 
RED 22 BLUE 16 YELLOW 12 
to 16 AWG to 14 AWG to 10 AWG 
Insulation Stud Item Pkg. Item Pkg. Item Pkg. 
No. 240970 ype Size Seam Brand No. aly. No. aly, No. aly. 
Standard 
#6 Butted Power First | 5WHE4 100) 5WHE7 100 5UGN9 50 
Vinyl #8 Butted Power First | 5WHE5 100) SWHE8 100 5WHES 50 
#10 Butted Power First |5WHE6 100| 4FRH4 100 4FRL1 50 
#6 Grip Sleeved Panduit 39AZ78 + 100 | 39AZ68 + 100 39AZ54 50 
#6 Grip Sleeved Panduit 39AZ79 + 1000; — — _- — 
#6 Brazed 3M 3RWJ9 ¢ 100 | 3RWK1 100 |3RWK2 50 
#8 Grip Sleeved Panduit 39AZ82 + 100 | 39AZ71 + 100 39AZ57 50 
Nylon #8 Grip Sleeved Panduit _ = _ — |39AZ56 500 
#8 Brazed 3M 3RWK3 t 100 | 3RWK4 100 3RWK5 50 
No. 38YU61 #10 Grip Sleeved Panduit 39AZ74 + 100 | 39AZ60 + 100 39AZ45 50 
#10 Brazed 3M 3RWK6 t 100 | 3RWK7 100 3RWK8 50 
Ys" Grip Sleeved Panduit — — | 39AZ63 + 100 39AZ49 50 
#6 Brazed Power First | 5UGJ7 25 | 5WHJ5 = 25 _- — 
#8 Brazed TE Connectivity | 10K450 ¢— 1000); — — _— — 
#8 Brazed TE Connectivity |10K449 t 6 | 10K451 25 |10K453 25 
#8 Brazed TE Connectivity | 10K448 ¢ 25 | 10K452 1000) 10K454 500 
Heat #8 Brazed Power First | 5UGJ8 25 | 4FRF6 25 | 5WHJ2 25 
Shrink #10 Brazed TE Connectivity | — — | 10K456 5 |10K459 5 
#10 Brazed TE Connectivity | — — | 10K455 25 10K458 25 
#10 Brazed TE Connectivity | — — | 10K457 1000)10K460 500 
#10 Brazed Power First | 5UGJ9 25 | BWHJ6 25 | 5WHJ3 25 
Ya Brazed Power First _ — | 5UGJ6 25 | SWHJ4 25 
No. 4XMR5 #6 Butted Power First |5WHD8 100| 5WHE1 100 SUGPO 50 
#6 Brazed Panduit 39AZ15 1000; 39AZ06 +100 — — 
#8 Butted Power First |5WHD9 100/ SWHE2 100 S5SWHE3 50 
sy jews #8 Brazed Panduit — — | 39AZ09 + 100 39AY96 50 
Bare* #8 Brazed Panduit — — | 39AZ10 +1000 — — 
7 . #8 Brazed 3M — — 1DMC4 100 1DMC5 50 
PANDUIT Sta-Kon #10 _Butted Power First |5WHEO 100| 4FRF9 100 | 4FRG1 50 
: #10 Brazed Panduit — — | 39AY99 100 39AY86 50 
C z a T | #10 Brazed 3M — — | 4X265 100 4X266 50 
rimping tools Locking 
we Saas #6 Butted Power First | 4FRD3 100/ 4FRD5 100 5UGN8 50 
For additional crimping tools, see page 846. Viny) _#8_Butted Power First 5WHD5 100 SWHD6 100 SWHD7 50 
Mfr. Item Y" “#10 Butted Power First | 4FRD4 100/| 4FRD6 100 4FRD7 50 
Description Model No. Ya Butted Power First _ _ _— — |4FRD8 50 
Power First #6 Brazed 3M 5HE46 ¢ 100) 5HE48 100 | 3NLW5 50 
6-Pc. Kit, 1 Tool and 5 Dies, Includes Case 240968  24C968 NvI #8 Brazed 3M 3RWJ5 ¢ 100) 3RWJ6 100 | 3RWJ7 50 
6-Way Tool, 22 to 10 AWG Capacity 240969 240969 yon “#0 Brazed 3M 5HE47 ¢ 100) 5HE49 100) 5HE50 50 
8-Way Tool, 26 to 6 AWG Capacity 240970  24C970 Ya Brazed 3M — — | 38RWJ8 100 5HE51 50 
Panduit #6 Butted Power First | 5WHC6 100) 5WHC9 100) — — 
For Use With UL Listed and CSA Certified Supra-Grip™ Disconnects CT-1015 1LEL4 Bare* #8 Butted Power First |5WHC7 100 | 5WHDO 100 5WHD2 50 
For Use With Panduit Nylon and Vinyl Insulated CT-1550  38YU61 are” #10 Butted Power First |SWHC8 100 SWHD1 100 SWHD3 50 
Terminals, Splices and Disconnects Ya" Butted Power First = a — — |5WHD4 50 
For Use With Panduit Insulated Terminals and Splices, Flanged 
Fully Insulated Disconnects, Insulated Parallel Splices CT-1525 38YU62 #6 Butted Power First | 5UGL1 100) — — |24C950 50 
and Crimps Panduit Barrel Insulated Disconnects Vinyl #10 Butted Power First 5UGL2 100 | 4FRJ4 100 —__ = 
For Use With Panduit Non-Insulated Terminals and Disconnects, CT-1570  38YU63 Block 
Panduit Non-Insulated Splices and Compression Lugs #6 Butted Power First. |4FRH2 1001 4FRH3. 1001 — — 
For Use With Panduit Non-Insulated Tubular Terminals (S series), Copper Vinv! #9 Butted Power First. | SWHF5 100 S5WHF6 100 SWHF8 50 
Code Conductor Lugs and Splices, Copper Flex Conductor Lugs, Dual CT-1700  38YU64 y 
Rated Aluminum Lugs and Splices and CTAPF10-16 to CTAPF3-12 #10 __Butted Power First__| 4FRD2 100 | SWHF? _100 |SWHF9 50 
Copper Taps, Includes 5 - Position, Color Coded Rotating Die #6 _Brazed 3M SHES2 { 100) SHES4 100) — — 
Sta-Kon Nylon #8 Brazed 3M 3RWK9 t 100 3RWL1 100 3RWL2 50 
For Use With A, B, C, Pt Non-Insulated Terminals and Splices, Includes = wry44m Ss 3KH45 #10 __Brazed 3M_ SHESS f 100 SHESS 100 | SHES6 50 
Wire Cutter, Wire Stripper, Screw Cutter and Insulated Grips #6 Brazed Power First | 4FRF7 100) — =| — = 
For Use With A, B, C: AB, PT, RA,RB, RC Insulated and #6 Brazed 3M 4X260 + 100) 4X264 100 | 3NLV1 50 
Non-Insulated Terminal and Splices, Includes Wire Cutter, WT2000 3KH52 Bare* #8 Brazed Power First _ — | 5WHF1 100) — _— 
Wire Stripper, Screw Cutter and Insulated Grips #8 Brazed 3M 1DMD3 ¢— 100 1DMD4 100/1DMD6 50 
For Use With Nylon and Vinyl, Type RA, RB, RC Insulated #10 Brazed Power First 5UGK6 100) 5WHF2 100; — = 
Terminals, Disconnects, and Splices, Includes Color-Coded ERG4001 4XMR5 10 Brazed 3M 4X262 + 100! 1DMD5 100/1DMD7 50 


Die Nests, Die Embossment, Terminal Locator 
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* Bare terminals are not color coded. ¢ 22 to 18 AWG. ¢ 18 to 14 AWG. 
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W Power 
Ring Terminals 1 Peaour ~ JE avi 


RED 22 to 16 AWG BLUE 16to14AWG | YELLOW 12 to 10 AWG 

















Stud Item Pkg. Item Pkg. Item Pkg. 
Size Seam Brand No. Qty. No. Oty. No. Oty. 
Vinyl Insulation 
#6 Butted Power First — — 4FRH6 100 5UGP1 50 
#8 Butted Power First 5WHG3 100 5WHG4 100 5WHG5 50 =a 
#10 Butted Power First 4FRH5 100 4FRH7 100 4FRH8 50 = 7] 
Nylon Insulation a r 
#6 Grip Sleeved Panduit 39AZ80 # 100 39AZ69 +t 100 39AZ55 50 Vinvi I lated 
#6 Grip Sleeved Panduit 39Az81 # 1000 | 39AZ70 + 1000 — — ee. 
#6 Brazed 3M 5HED57 100 5HE59 100 1DMG5 50 No. 4FRH6 
#8 Grip Sleeved Panduit 39AZ84 # 100 39AZ72 +t 100 39AZ59 50 
#8 Grip Sleeved Panduit 39AZ85 # 1000 39AZ73 +t 1000 39AZ58 500 
#8 Brazed 3M 3RWL3 100 3RWL4 100 3RWL5 50 
#10 Grip Sleeved Panduit 39AZ/5  # 100 39AZ61 + 100 39AZ47 50 
#10 Grip Sleeved Panduit 39AZ/6  # 1000 39AZ62 +t 1000 39AZ46 500 
#10 Butted 3M — — — — 5HE61 50 
#10 Brazed 3M 5HE58 100 5HE60 100 — — 
Yq" Grip Sleeved Panduit 39AZ7/  # 100 39AZ64 +t 100 39AZ51 50 
Y;," Grip Sleeved Panduit — — 39AZ65 t+ 1000 39AZ50 500 
Y,' Brazed 3M 3RWL6 100 3RWL7 100 3RWL8 50 
V6" Grip Sleeved Panduit — — 39AZ67 t+ 100 39AZ53 50 
¥" Grip Sleeved Panduit — — 39AZ66 +t 50 39AZ52 50 
Ya" Grip Sleeved Panduit _ — _ = 39AZ48 20 
Heat Shrink Insulation 
#6 Brazed Power First 5WHH9 25 5WHH6 25 — — 
#6 Brazed Panduit — — 39AZ44 29 = = Nylon Insulated 
#8 Brazed TE Connectivity 10K416 1000 10K418 1000 10K420 500 No. 5HEGO 
#8 Brazed TE Connectivity 10K415 20 10K417 20 10K419 20 
#8 Butted Power First — — — — 5UGN5 25 
#8 Brazed Power First 5WHJO 25 4FRF3 25 — — 
#10 Brazed TE Connectivity 10K423 1000 10K426 1000 10K429 500 
#10 Brazed TE Connectivity 10K421 25 10K424 25 10K427 25 
#10 Brazed Power First 5WHJ1 25 4FRF4 25 4FRE9 25 
#10 Brazed Panduit — — — — 39AZ42 20 
Yq" Brazed TE Connectivity 10K431 1000 10K433 1000 10K435 500 
Y," Brazed TE Connectivity 10K430 25 10K432 20 10K434 20 
Y,' Brazed Power First — — 4FRF5 25 4FRF1 20 
V6" Brazed TE Connectivity 10K437 1000 10K439 1000 10K441 500 
Ae" Brazed TE Connectivity 10K436 25 10K438 25 10K440 20 
Vis. Brazed Power First — — 5WHH8 20 —_ — 
¥" Brazed TE Connectivity 10K442 25 10K444 25 10K446 20 
¥" Brazed TE Connectivity 10K443 1000 10K445 1000 10K447 500 
¥" Brazed Power First — — 5WHH7 25 4FRF2 25 
Bare* . 
#6 Butted Power First AFRG2 100 | 4FRG4 100 | SUGP2 50 pest onnne 
#6 Brazed Panduit 39AZ17 1000 | 39AzZ08 + 1000 = = No. 10K415 
#6 Brazed Panduit 39AZ16 100 39AZ07 +t 100 S9AY95 Tt 500 
#6 Brazed 3M 4X274 100 4X280 100 — — 
#8 Butted Power First 5WHGO 100 5WHG1 100 5WHG2 50 
#8 Brazed Panduit 39AZ19 1000 39AZ12 +t 1000 39AY97 Tt 500 
#8 Brazed Panduit 39AZ18 100 39AZ11 t+ 100 39AY98 Tt 50 
#10 Butted Power First 4FRG3 100 4FRG5 100 4FRG6 50 
#10 Brazed Panduit 39AZ13 100 39AZ01 + 100 S39AY88 = T 50 
#10 Brazed Panduit 39AZ14 1000 39AZ02 +t 1000 S39AY87 = 500 
#10 Brazed 3M — — — — 4X286 50 
Y,' Brazed Panduit — — 39AZ04 +t 1000 39AY9O0 = T 500 
Y,' Brazed Panduit — — 39AZ03 + 100 39AY91 Tt 50 
V6" Brazed Panduit — — 39AZ05 +t 100 39AY94 Tt 50 
Ye" Brazed Panduit — — — — S9AY92 = T 900 
¥" Brazed Panduit — — — — 39AY93 Tt 50 
Y," Brazed Pandult a — — — 39AY89 =f 50 Noninsulated 
RED 8 AWG BLUE 6 AWG YELLOW 4 AWG No. SWHGO 
Insulation Stud Item Pkg. Item Pkg. Item Pkg. . 
ype Size Seam Brand No. Qty. No. Oty. No. Qty. 
Large Gauge Ring Terminals 
VinvI V4" Brazed Power First 4FRC9 25 4FRD1 20 — — 
y ¥e" Brazed Power First 5WHA6 25 5WHG7 20 5WHA7 20 
Nvlon Yq" Brazed 3M 5ZNR1 10 5ZNR3 10 — — 
y Ye" Brazed 3M 5ZNR2 10 5ZNR8 10 5ZNR4 10 
#10 Brazed Panduit 39AZ36 25 39AZ27 20 — — 
#10 Brazed Panduit 39AZ37 =200 | 39AZ28 200 — — 
V4 Brazed Power First 4FRL2 25 4FRL3 20 — — 
V4" Brazed Panduit 39AZ38 25 39AZ30 20 39AZ21 20 
V4" Brazed Panduit 39AZ39 §=200 | 39AZ31 200 39AZ22 200 
V4" Brazed 3M 5ZNTO 10 5ZNT1 10 — — 
Bare* V6" Brazed Panduit 39AZ41 25 39AZ34 20 39AZ25 20 
V6" Brazed Panduit — — 39AZ35 200 | 39AZ26 200 
Ye" Brazed Power First 4FRC7 25 5WHG6 20 4FRL4 20 
¥ Brazed Panduit = — | 39AZ32. 20 | 39AZ23 20 a. ee 
Ye" Brazed Panduit 39AZ40 25 39AZ33 200 | 39AZ24 200 oe: 
Ye" Brazed 3M 5ZNRO 10 5ZNR7 10 5ZNT2 10 
yp" Brazed Panduit — — 39AZ29 20 — — 


* Bare terminals are not color coded. ¢ 22 to 18 AWG. ¢ 18 to 14 AWG. # 14 to 10 AWG. 


High-Temperature, Bare Ring Terminals Sta-Kom = 79725°Sets 





Max. temp.: 1200°F. Crimp with tool 20 to 18 AWG 16 to 14 AWG 12 to 10 AWG 
Stud Item Pkg. Item Pkg. Item Pkg. 

No. 4LV85 sold separately. Size No. Qty. No. Qty. No. Oty. 
#8 3VRW8 1000 3VRX1 100 3VRX2 30 No. 3KF93 
#10 3KF93 100 3KF92 100 3KF91 930 


Sign in to Grainger.com® to see YOUR Pricing and MORE 3890 
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wrowe Sta-K 
-— Butt Splice on 
= Connect Bwour 3M — 
- = onnec ors TE 
-& YELLOW 
cay - i RED 22 to 16 AWG BLUE 16to14 AWG) 12 to 10 AWG 
Nylon + Noninsulated Insulation . pend a oe ith A 7 oe 
: ype eam ran 0. ty. 0. ty. 0. ty. 
SS eaees — weet nad Butt Splice Connectors 
: . Vinyl Butted Power First 4FRH9 100 4FRJ1 100 4FRL5 50 
— Nylon Overlapped Sta-Kon 3KF22 +t 100 3KF23 100 3KF24 50 
Yee Nylon Brazed Panduit 39AY25 t 100 | 39AY23 100 | 39AY22 50 
ae, Nylon Brazed Panduit S39AY26 tT 1000 | 39AY24 1000, 39AY21 500 
=. Nylon Brazed 3M 5HE62 ft 100 5HE63 100 5HE64 50 
= Heat Shrink Brazed TE Connectivity | 10K499 ~ 1000  10K503 1000 10K506 500 
Heat Shrink Brazed TE Connectivity | 10K498 ~ 25 10K501 20 10K504 20 
Heat Shrink soldered TE Connectivity | 10K486 { 25 10K489 20 10K492 25 
Heat Shrink soldered TE Connectivity | 10K487 — 100 | 10K490 100  10K493 100 
Heat Shrink Butted Power First 4FRE8 20 4FRE/ Zo 4FRE6 25 
Heat Shrink Seamless Panduit S9AY20 tT 25 S9AY19 20 S9AY18 20 
Bare* Butted Power First 4FRG/ 100 4FRG8 ~—-100 4FRG9 90 
Bare* Brazed Panduit S9AY17 t 100 | 39AY15 100 | 39AY14 90 
Bare* Brazed Panduit _ — S39AY16 1000 | 39AY13 500 
Vinyl Vinyl Insulated 8 AWG 6 AWG 4 AWG 
Insulated Step Down un : ean om On em Gn 7 On 
ype eam ran 0. y. O. y. 0. y. 
NOS AERES No; BUGYO Large Gauge Butt Splice Connectors 
Vinyl Butted Power First 5WHG8 25 4FRD9 20 4FRE1 20 
16 to 14 AWG 12 to 10 AWG 12 to 10 AWG 
and 22 to 16 AWG | and 16 to 14 AWG and 8 AWG 
Insulation Item Pkg. Item Pkg. Item Pkg. 
ype Seam Brand No. Qty. No. Qty. No. Qty. 
Step Down Butt Splice Connectors 
Heat Shrink Butted Power First 5UGV1 50 5UGV2 50 5UGV3 29 
Vinyl Butted Power First 5UGU8 100 | 5UGU9 100 5UGVO0 50 
* Bare terminals are not color coded. ¢ 22 to 18 AWG. 
We Power 
8B 
= = ® . 
7 Pin Terminals 1. SM Penour — JE 
RED 22 BLUE 16 YELLOW 12 
to 18 AWG to 14 AWG to 10 AWG 
Insulation Item = Pkg. Item —— Pkg. Item — Pkg. 
Type Seam Brand No. Qty. No. Oty. No. Qty. 
Viny!| Brazed Power First 5UGP3 _100 _ — _ — 
Vinyl Butted Power First — — | 5UGP4 100 | 5UGP5 50 
No. 4 Nylon Brazed 3M SRWLO 100 | 3RWN1 100 | 3RWN2 50 
10K475 S 3RWN1 A Heat Shrink Brazed TE Connectivity 10K4/5 25 _ _ _ _— 
Heat Shrink Brazed TE Connectivity 10K476 1000 — — — = 
Bare* Butted Power First 5UGP6 100 | 5UGP/7 100 5UGP8 50 
Bare™ Brazed Panduit 39AZ20 100 _ — _— = 


* Bare terminals are not color coded. 


Pan-Term® Ferrules PAnDUIT 


Designed with seamless barrel to contain loose wire strands for superior terminations. These ferrules ease 











Type FTD / insertion of wire into terminal block, and are suitable for limited-space panel applications. Type FSD and FTD 
wy = ferrules feature polypropylene insulation housing and funnel entry for faster insertion and lower installed cost. 
(a Meet DIN standards for wire containment. UL Listed. 
Wire Insertion Insulation Mfr. Item Pkg. Wire Insertion Insulation Mfr. Item Pkg.) Wire Insertion Insulation Mfr. Item = Pkg. 
Range Length _ Color Model No. Qty. Range Length Color Model No. (Qty. | Range Length Color Model No. Qty. 
Type F, Bare, Max. Temp. 302°F 22 to 20 AWG —*%2 in White FSD75-8-D _39AX60 500 | 12AWG = ‘In Gray FSD81-10-D 39AX80 500 
16 AWG 1342 in Bare F78-10-M _39AX42 1000) 20 AWG 1349 in White _FSD75-8-DSL10 39AX61 500 | 12 AWG % in Gray FSD81-12-C _39AX81 100 
14 AWG 1% in Bare _ F80-10-MG__39AX43 1000} 18AWG ‘ze in Gray FSD76-10-D _39AX62_ 500 | 12 AWG in Gray FSD81-18-C _39AX82_ 100 
14 AWG '%2 In Bare F80-12-M _39AX44 1000} 18AWG 1942 in Gray FSD/6-8-D _ 39AX63__500 | 10 AWG % In Yellow _ FSD82-12-C__39AX83__100 
TO AWG '%2 In Bare F82-12-M _39AX45 1000) 18 AWG "ze in Red FSD//-10-D _39AX64 500 | 10 AWG in Yellow _ FSD82-18-C__39AX84__100 
1OAWG —_'%z In Bare _ F82-15-MG__39AX46 _ 1000| 18AWG % In Red FSD//-12-D_ _ 39AX65_ 500 | 8 AWG % in Red FSD83-12-C 39AX85 100 
8AWG 2 In Bare F83-12-D _39AX47_ 500 | 18AWG % in Red FSD//-6-D _ 39AX66_ 500 8 AWG % in Red FSD83-18-C 39AX86 100 
8AWG — '%zIn Bare _F83-15-DG_39AX48 500 | 18AWG '9e In Red FSD//-8-D _ 39AX67_ 500 6 AWG % in Blue FSD84-12-C _39AX87 100 
6 AWG '%zIn Bare _ F84-12-TLG_39AX49 250 | 18AWG 13e in Red __ FSD//-8-DSL2__39AX68 500 | 6 AWG % in Blue FSD84-18-C 39AX88 100 
6 AWG '%zIn Bare F84-15-TL_39AX50 250 | 16AWG "eo in Black FSD/8-10-D_ _39AX69 500 | 2 AWG a in Red FSD86-16-L_ 39AX89 50 
4AWG 2 in Bare F85-18-C_ _39AX51_100 16 AWG ¥ IN Black FSD/8-12-D_ _ 39AX/0__500 _| Type FTD, Twin Wire, Polypropylene Insulation, Max. Temp. 221°F 
TAWG 3% in Bare F87-25-C 39AX52 100 | 16AWG % in Black FSD78-18-D _39AX71 500 | 20AWG “cin White FTD75-8-D  39AX90 500 
Type. FSD, Polypropylene Insulation, Max. Temp. 221°F 16 AWG ¥e In Black FSD/8-6-D _- 39AX72_ 500 | 18 AWG Vie in Gray FITD/6-10-D 39AX91 500 
26 AWG __'%2 in Gray FSD72-8-D 39AX53 500 16AWG “ie in Black FSD78-8-D _39AX73 500 | 18AWG Zein Gray FTD76-8-D _39AX92 500 
24AWG %in Yellow _FSD73-6-D 39AX54 500) 16AWG 1342 in Black _FSD78-8-DSLO 39AX74 500 18AWG “ein Red FTD77-10-D 39AX93 500 
24AWG _'%2in _Yellow _ FSD73-8-D 39AX55 500 | 14AWG 1342 in___ Yellow FSD79-8-D _ 39AX75 500 | 18AWG Zein Red FTD77-8-D _39AX94 500 
22AWG _%in Turquoise FSD/4-6-D 39AX56 500 | 14AWG % in Blue FSD80-12-D _39AX76 500 16AWG  2¥%oin Black FTD78-12-D _39AX95 500 
22 AWG _'%2in_ Turquoise FSD/4-8-D 39AX57 500 | 14AWG % in Blue FSD80-18-D 39AX77 500 | 16AWG “cin Black FTD78-8-D _39AX96 500 
20AWG  '%e2in White FSD75-10-D 39AX58 500 | 14AWG 1949 in Blue FSD80-8-D _39AX78 500 | 14AWG ~~ “%ein Blue FTD80-10-TL_ 39AX97 250 
20AWG _%in White __FSD75-6-D 39AX59 500 | 14AWG 1349 in Blue _ FSD80-8-DSL6__39AX79 500 | 14AWG = %z in Blue FTD80-13-TL_ 39AX98 250 
W Power 
Min. Wire Max. Wire Mfr. Item Pkg. 
PANDUIT Combination Combination Brand Model No. Qty. 
300V Max. Voltage (1) TB AWG with (3) 20 
wit 
(2) 14 AWG AWG (1) 22 AWG Power First AFRJ3 4FRJ3 = 50 
(2) 22 AWG (1)18 AWG with (3) 22 AWG Power First 4FRH1 4FRH1 100 
600V Max. Voltage 
Closed End Connectors — (33°, A 
, | ( Ih isaAWe. (1) 16 AWG with (1)12 AWG IDEAL 30-2474  6LU6O 100 
Preinsulated nylon connectors with beveled (2) 12 AWG (4) 18 AWG Panduit oe SaAY oA ue 
Openings allows wire to ease into entry and (2) 12 AWG (4) 18 AWG Panduit melee 9 9 
ps 9 y (2) 22 AWG (3) 20 AWG 3M S-11-A(BOXED) 4X294 —_100 
No. 39AY84 No. 4xs39_sfit into tight locations. Flared skirt helps (4) 16 AWG (1) 12 AWG with (4) 14 AWG IDEAL 30-248G  6LU61 100 
protect against turned back strands. (4) 16 AWG (1) 12 AWG with (4) 14 AWG IDEAL 30-148 6YH46 ~—- 1000 
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Set-Screw Wire 
Connectors 





Set Screw Connectors 


Solid brass sleeves helps eliminate twisting and 
restripping. Flame-retardant shell withstands 
temperatures up to 305°F. For applications 
where vibration may be a problem. 
STANDARD PACKAGING | BULK PACKAGING 
Max. Mfr. Item Pkg.| Mfr. 
Voltage| Model No. 
300 |30-1222G 6LU65 
600 (30-1293G 6LU63 10 30-211 6VG14 100 


600 (30-1294G 6LU64 10 30-222 6YHS0 100 
K-2422 6YJ05_ 1 — 


4 4 A | 
« = 
= aati 


No. 45TM92 No. 10K059 No. 1DLY8 No. 1DL2Z1 


Max. Wire 
Combination 
Min. 1 #20 & 1 #22 - Max. 2 #14 & 1 #16 
Min. 1 #14 & 1 #20 - Max. 3 #14 & 2 #18 
Min. 1 #16 & 3 #18 - Max. 2 #10 & 1 #12 
Set Screw Holderr for 600V Connectors 


Qty. |Model No. Qty. 
10 _|30-210 6VG13 100 





Wide Range Wing Style Wire Connectors 


Easy-to-twist connectors provide secure hold. They offer exceptional wide 
wire-range and capacity. Designed for solid or stranded copper wire. UL Listed 
and CSA Certified. 








Min. Wire Max. Wire Max. Mfr. Item = Pkg. 
Color Combination Combination Voltage Brand Model No. Qty. 
Orange (2) 22 AWG (3) 12 AWG  6O0VAC IDEAL 30-340  45TM92 100 
Red/Yellow Q 18 AWG 4 10 AWG 600VAC IDEAL 30-244) 10K059 250 
Blue/Orange (2) 22 AWG (3) 12AWG  GO0VAC. 3M O/B+POUCH 1DLY8 100 
Blue/Orange 3 97 AWG (3) 12 AWG GOOVAC. 3M O/BsJug  4DLZ4 500 
Tan/Red (2) 18 AWG (5) 12 AWG G0OVAC. 3M T/R+BOX  4DLY6 100 
Blue/Gray (4) 14 AWG AWG 600VAC 3M  B/G4BOX 1DLZ1 50 
General Application 


Wire Connectors 


Twist-on connectors provide fast installation, no pre-twisting required. Quick and easy way to match the right 
connector to the size of solid or stranded wire. Sturdy grip gives leverage for easy application by hand or with tool. 
Fixed, wire spring creates its own threads as it draws the conductors all the way into the connector preventing any 
disconnection. Shells are designed to withstand temperatures up to 221° F. UL Listed and CSA Certified. 


Item Pkg. 








ELECTRICAL 
Wire Connectors 





Wing-Nut® 
Grounding 





Grounding Wire Connectors 


Easily holds in fingertips to form a secure grip when connecting wires for 
grounding or bonding. No pretwisting required. Fixed, square-wire spring 
threads itself creating secure connections. Contoured wing offers maximum 
torque. Deep skirt helps protect against flash-over. UL Listed and CSA 
Certified. No. GHY42 meets UL 94V-2. 


IDEAL 


Min. Wire Max. Wire Max. Item Pkg. 
Color Combination Combination Voltage Brand Series No. Qty. 
Green (2) 14 AWG (5) 12 AWG 600VAC Buchanan WGR 6VG21 90 
Green (2) 14 AWG (4) 12 AWG 600VAC IDEAL 92 6YH42 100 


Grounding Pigtail 
No. 4FA29 


_  ___—— : 
Pigtail Connector 
No. 10KO069 


presye. 
Grounding Tails and Pigtails 


Solid and stranded pigtail lead wires are convenient for device 
grounding applications. Flexible lead wire tucks easily into box. 
Fork terminal attaches easily to grounding screw. 


Item = Pkg. 
Description Color No. Qty. 
Grounding Pigtail 
8" 12 AWG Solid w/Loop and Ground Screw to Stripped End Green 4FA29 50 
8" 12 AWG Solid w/Loop and Ground Screw to Stripped End Green 10K060 100 
8 in 12 AWG Stranded w/#10 Ring and Ground Screw to #10 Fork Green 10K061 25 
Ua stranded wi H ag and around Screw to #10 Fork Green 10K062 50 
-Wire Stranded w. ing and Groun 
SME AS aed Riga ek 
-Wire Stranded w, ing an 
TOAWG SW aS “ed eT R d Ground = — 
-Wire Stranded w. ing and Groun 
Screw to Stripped End and (2) #10 Fork Green == 10K066 25 
Grounding Screw 
Ground Screw, Thread Forming, Combination Hex Head Green 10K067 100 
Pigtail Connector 
8" 12 AWG Stranded w/#10 Fork to Stripped End Black 10K069 25 
8' 12 AWG Stranded w/#10 Fork to Stripped End White 10K070 25 
8" 12 AWG Stranded w/#10 Fork to Stripped End Green 10K071 25 


Wy Power 


BUCH ‘NAS | 
® 





g 








STANDARD BULK 
PACKAGING | PACKAGING ; ; 
Min. Wire Max. Wire Max. Item Pkg.) Item Pkg. Basic Style Basic Style 

Color Combination Combination Voltage Brand Series | No. Qty. No. Qty. IDEAL Power First 
Basic Style 

Blue (2) 22 AWG (3) 16 AWG 300VAC IDEAL 72B |6YH35 100} — — 

Blue (2) 22 AWG (3) 16 AWG 300VAC PowerFirst P2 (5UYJ3 100}; — — 

Gray (2) 22 AWG Stranded (2) 16 AWG 300VAC IDEAL 71B  |6YH34 100}; — — 

Gray (2) 22 AWG (1) 16 AWG with (1) 18AWG with (1) 20 AWG 300VAC Power First  P1 5UYJ2 100); — — 
Orange (1) 18 AWG with (1) 20 AWG (2) 14 AWG 600VAC IDEAL 73B | 6YH36 100) 6LU42 300 
Orange (1) 18 AWG with (1) 20 AWG (4) 16 AWG with (1) 20 AWG 600VAC Power First P3 | 5UYJ4 100|5UYH7 300 

Red (2) 14 AWG (2) 10 AWG with (2) 12 AWG 600VAC IDEAL 76B | 6YH38 100) 6LU44 150 

Red (3) 18 AWG (2) 10 AWG Solid with (2) 12 AWG Stranded 600VAC Power First P6 |5UYJ6 100)5UYH9 150 
Yellow (3) 20 AWG Solid (2) 12 AWG with (2) 14 AWG 600VAC Power First P4 |5UYJ5 100)5UYH8 175 
Yellow (2) 18 AWG (4) 14 AWG with (1) 18 AWG 600VAC IDEAL 74B | 6YH37 100) 6LU43 175 

Wing Style 

Blue (2) 10 AWG (2) 10 AWG with (1) 12 AWG 600VAC Power First P17 |5UYH6 25; — — 

Blue (3) 12 AWG (1) 6 AWG with (2) 8 AWG 600VAC IDEAL 454 |4FA28 25; — — 

Gray (3) 14 AWG (2) 10 AWG with (4) 12 AWG Solid 600VAC IDEAL 342 |6YH57 50}; — — 

Red (2) 18 AWG (4) 10 AWG 600VAC IDEAL 452 |6YH59 100) 6LU52 300 

Red (3) 16 AWG (5) 12 AWG Solid 600VAC Power First P13 |5UYJ8 100) 5UYJ1 300 . . 

Tan (3) 22 AWG (3) 10 AWG 600VAC. IDEAL 341 6LU48 150/10KO058 400 at he ghia 

Tan (2) 20 AWG (3) 10 AWG Solid 600VAC Buchanan WI41 5VYNO 100)5VYN1 500 
Yellow (3) 18 AWG Solid (3) 18 AWG with (1) 14 AWG 600VAC Power First P11V 5UYJ7 100; — — 
Yellow (2) 18 AWG (3) 12 AWG 600VAC IDEAL 451 | 6YH58 100) 6LU51 225 
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ELECTRICAL Scan. Order. Done. 
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Special Use Wire Connectors 












Twister® Al/Cu 





STANDARD BULK 
PACKAGING | PACKAGING 
Min. Wire Max. Wire Max. Item Pkg.) Item Pkg. 
Color Combination Combination Voltage Series No. (Qty.| No. Qty. 
Twister® AL/CU 
Purple (1) 12 AWG Solid with (1) 18 AWG (1) 10 AWG 600VAC 65 6YH48 25 — — 
High Temperature Wire-Nut® (302°F/150°C) 
baal Black oy 22 ANG 18 Ae S00VAC 728, 6VGI6 100; = 
® ac = — 
and Underaround Black (1) 18 AW eoath (1) 20 AWG (4) 16 AWG with (1) 20 AWG 600VAC 738. | 6VG17 100; — — 
WeatherProof® Damp/Wet Location, Silicone Filled 
Gray/Orange 2) 20 AWG ' 14 AWG 600VAC 61 21GR18 25 | 21GR21 150 
Gray/Red 2) 18 AWG 3) 10 AWG 600VAC 62 | 21GR19 20 | 21GR22 100 
Blue/Gray 3) 14 AWG (2) 8 AWG and (1) 10 AWG 600VAC 63 | 21GR20 15 | 21GR23 50 


UnderGround® Direct Burial, Silicone Filled 
Gray (1) 20 AWG with (1) 18 AWG 1) 10 AWG with (2) 12 AWG 600VAC 60 | 21GR24 25 — — 
Blue/Gray _(1) 20 AWG with (1) to (2) 18 AWG (1) 10 AWG with (2) 12 AWG to (3) 10 AWG 600VAC 60/64 | 21GR25 10 — — 


Power Plug® Luminaire/Ballast Disconnects 
= Max. operating temp.: 105°C (221°F) 





2-Port 3-Port = Max. voltage: G00V _ 
Single Ballast Fixtures Multi-Ballast Fixtures = Meet Canadian Electrical Code 30-308(4) standards 
No. 1TPG6 No. 4JRK3 = Meet National Electrical Code 410.73(G) standards for 


nonresidential fluorescent luminaries with ballasts 


Push-in technology enables quick connections without the need for tools. Designed for new, 
retrofit, or OEM lighting installations. Provide safe disconnect of hot and neutral ballast wiring. 
2-pc. design allows ballast replacement while minimizing the risk of shock; passes UL 2459 and 
CSA finger probe requirements. Nylon and copper alloy construction. 








CHOOSE QUANTITY 
No. of Wire Item Pkg. Item Pkg. Item Pkg. 
Ports Color Size No. Qty. No. Qty. | No. Qty. 
New Installation or Retrofit 
2 Orange 18 to 12 AWG 1TPG6 25 1TPG8 75 | 1TPG9 150 
3 Orange 18 to 12 AWG 4JRK3 20 _ — | 4JRK5 100 
on en di Retrofit 
No. 20UU63 2 Orange 18 AWG — — — — | 4JRK6 100 
Twist-On Connector Kits 
Includes: (15) 103, (25) 33 Push-In Wire Connectors, (25) 42 In-Line Wire Connectors, (25) 72B 20UU63 1 
Blue and (25) 73B Orange Twist Wire Connectors, (30) 102, and (50) 182 Luminaire Disconnects 
No. 20UU64 Includes: (100) 72B Blue Twist Wire Connectors, (30) 102 and (50) 182 Luminaire Disconnects, o0UU64 1 
(50) 33 Push-In Wire Connectors, 7-in-1 Screwdriver/Nutdriver and Wire stripper 


a. 


SpliceLine™ Inline Wire Connectors 


Feature crimp-free, push-in design that installs in half the time of traditional butt splices. Perfect 
for lengthening a short wire in a box or for surface raceway wiring. Easily pass through 1/2" 
knockouts. Transparent polycarbonate window allows visual inspection of connection. Check port 
allows continuity testing. 





Max. Wire BOX OF 100 | JAR OF 300 | BOX OF 2500 
Color Combination Item No. Item No. Item No. 
Orange 12-20 Solid, 12-16 Stranded, 14-18 Tin-Bond Stranded 5VYJ9 5VYK1 5VYK2 


‘wears 





In-Sure’’ Push-In Wire Connectors 


= Meet UL 467 for grounding and bonding applications 
= Meet UL 94V-2 flame-retardant shell rated at 105°C (221°F) 
= Max. voltage: 600V 


Feature compact size making installations easy. No-twist connection reduces repetitive motion 
fatigue. Low insertion force allows fast and easy connections. Clear shell gives visual verification 
of connection. Accepts solid or stranded wire. UL Listed and CSA Certified. 





No. 5EKL2 


No. 5EKL4 





CHOOSE QUANTITY 
Connector Max. Wire Item —— Pkg. Item —— Pkg. Item Pkg. 
Color Type Combination No. Qty. No. Qty. No. Qty. 
Red 2 Port 20-12 Solid, 16-12 Stranded (<19 Strand), 18 Stranded (7 strand); 18-14 Tin-Bond Stranded (<19 Strand) AWG 5SEKL2 100 | SVYJ3 300 | S5EKL5 5000 
Orange 3 Port 20-12 Solid, 16-12 Stranded (<19 Strand), 18 Stranded (7 strand); 18-14 Tin-Bond Stranded (<19 Strand) AWG 5EKL3 100 | 5VYJ4 250 | 5EKL6 5000 
Yellow 4 Port 20-12 Solid, 16-12 Stranded (<19 Strand), 18 Stranded (7 strand); 18-14 Tin-Bond Stranded (<19 Strand) AWG 5EKL4 100 | 5VYJ5 200 | 5EKL7 5000 
Blue 3 Port 14-10 Solid, 12-10 Stranded (<19 Strand), 14-10 Tin-Bond Stranded (<19 Strand) AWG SVYJ6 50 | SVYJ7 150 — — 
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Inline Tap Butt Splice 
We rower No. 1A075 . _ No. 4FE28 
4 aur | : 
: No. 22EW65 
. Connector Wire Max. Max. Mfr. Item Pkg. 
Insulation Displacement Type Range (Run) Insulation Dia. Temp. Color Brand Model No. Qty. 
Inline Taps 
Connectors Double U-Element 22 to 16 AWG 0.120" 221°F Red 3M 558-POUCH 4YT73 100 
Double U-Element 22 to 16 AWG 0.120" 221°F Red 3M 557 4YT79 —‘ 100 
INLINE TAPS Single U-Element 22to14AWG 0.110" Tap and 0.145" Run _194°F Red 3M 905-POUCH 4YT50 50 
ni Single U-Element 18 to 16 AWG 0.145" 221°F Blue 3M 560B BOX 4YT77 {+ 100 
Connectors electrically Jee tap wire to a Single U-Element 18 to 14 AWG 0.145" 221°F Blue 3M 801 1A075 50 
through-run wire. Self-stripping. Run Tap 12t010AWG 0.145" Tap and 0.190°Run  221°F Brown 3M 567 BOX  4YT74 + 100 
Single U-Element 12 AWG 0.190" 194°F ‘Yellow 3M 562BOX  4YT69 100 
T-TAPS Run Tap 99 to 16 AWG 3.60mm 991°F Red  PowerFirst  22EW60  22EW60 100 
Fully insulated connectors eliminate wire strip- Run Tap 22 to 18 AWG 3.05mm 221 Fr Red Power First 22EW61 22EW61 50 
. : Run Tap 18 to 14 AWG 3.50mm 221°F Blue Power First 22EW62  22EW62 100 
ping. Connector mates with 0.250" male tabs, Run Tap 12010 AWG 3.50mm Tap and 4.80mm Run 221°F Brown  PowerFirst  22EW63  22EW63 100 
making a quick-connect wiring connection. T-Taps (14" Quick-Connect Tab) 
T Tap 22 to 18 AWG 0.150" 221°F Red 3M 951X-BOTTLE 4YT71 50 
BUTT SPLICES T Tap 18 to 14 AWG 0.150" 221°F Blue 3M 952X-BOTTLE 1A074 50 
- er «ni T Tap 12 AWG 0.150" 221°F __‘Yellow 3M 953X-BOTTLE 4YT72 50 
Squeeze shut connectors eliminate stripping T Tap 22 to 18 AWG 3.81mm 221°F Red Power First 22EW65  22EW65 50 
and twisting. Insulated connection is sealant- T Tap 18 to 14 AWG 3.81mm 291°F Blue PowerFirst  22EW66  22EW66 50 
filled with a mineral oil-based grease and flame T Tap 12 AWG 3.81mm 221°F Yellow Power First 22EW67 = 22EW67 = 50 
eae Butt Splices 
retardant, to provide a moisture-resistant seal. Run Tap 20 to 18 AWG 0.150" 221°F Black 3M MGC PK25 4DYW6 25 
Run Tap 20 to 18 AWG 0.150" 221°F Black 3M _- MGC(100/JUG) 4DYW7 ‘100 
DIRECT BURIAL SPLICE CONNECTOR KIT Butt Splice 26 to 19 AWG 0.082" 140°F Red Corning 80611327653 4DYX5 500 
Designed for splicing underground wire connec- Butt Splice 26 to 19 AWG 0.082" 140°F ‘Yellow Corning 80611327869 4DYX6 500 
anal Butt Splice 26 to 19 AWG 0.082" 140°F Red Corning 80611327596 4FE27 100 
rae and moisture sealing 2 ot mele conductors Butt Splice 26 to 19 AWG 0.082" 140°F ‘Yellow Corning 80611326796 4FE28 100 
or remote control circuits in irrigation and = ~‘Single U-Element __22 to 16 AWG 0.155" 221°F Black 3M 316-IRBAG 4FE24 30 
landscaping. Insulator tube is prefilled. Splice is Direct Burial Splice Kit Kit 
reenterable. No crimping tools are required. Kit SHS aTTE = — 221°F__ Yellow 3M__DBR/Y-6(KIT)_10G854__1 
includes 2 tubes of sealant and 2 connectors. Heavy-Duty = = _ = Corning 80611141294 4DYX1 1 
UL Listed for direct burial. t Includes port window for visual check on tap wire position. 
B-Connectors ais | 
i | — | , . DOLPHIN 
Funnel Entry Design” ensures high contact integrity for multiple metallic connections; locks in-place with 
permanent spring compression. High mechanical strength. Flame-retardant PVC insulation provides long, 
constant service in telecommunications and electrical power applications. UL Listed. No. 4KEC8 
BLUE, DOLPHIN 
WHITE | SEALANT FILLED 
Wire Max. Max. Mfr. Item Pkg. Item —— Pkg. 
Range (Run) Insulation Dia. Temp. Model No. Qty. No. Qty. 
26 to 16 AWG 0.194" 221°F DC-100 | 4KEC8 100| 4KED1 100 PHIN 
96 to 16 AWG 0.194" 991°F DC-1000 | 4KED2 1000} 4KEC9 1000 DOL 
Crimping Tools 
Ratcheting Action, For Use with Insulated and Noninsulated Terminals and Connectors DC-4141 | 4KEC3 1 — — 
FEMALE MALE 
a Wire Color Body Item Item ; , 
ThomaséBetts Gauge Code Size No. No. - a 
- 7 Motor Lead Disconnects - 
Motor Pigtail 16 to 14 AWG Blue 0 {DNX1 {DNX2 a £ 
16 to 14 AWG Blue 1 TDNX3 TDNX4 Pte : 
Con nectors 12 to 10 AWG Yellow 1 1DNX5 1DNX6 = 
{2 to 10 AWG Yellow 2 TDNX7 TDNX8 ( 
8 AWG Red 1 TDNX9 TDNY1 . 
= Tin-plated copper 8 AWG Red 2 1DNY2 TDNY3 No. 1DNX1 
° nati 6 AW Blue 1DNY4 1DNY5 
= For 600V, 90°C applications G AWG Blu 5 TDNYS 4DNY7 
ick- 4 AW ray 2 1DNY8 1DNY9 
Quick-connectors provide fast, reliable iW qa s 1ONZ4 1DNZD a 
electric motor changeout without bolting 7 AWG Brown 3 4DNZ3 4DNZ4 be 
2 1 AWG Green 2 1DNZ5 1DNZ6 a” 
or taping. Snap-together assembly AWG acer s qONZS T ONZE a 
meets or exceeds the electrical and 1/0 Pink 3 4DNZ9 {DPA 
mechanical performance of bolted 2/0 Black 3 1DPA2 1DPA3 
nee 3/0 Orange 3 {DPA4 {DPA5 NOs TRNAS 
connections. Constructed with louvered 4/0 Purple 3 4DPAG 4DPA7 
contact bands. Equal body sizes can be ae 7 
plastic elastomer insulation boots keep ! OPAG 
assembly small for tight motor housings. D {DPB 
UL Listed and CSA Certified. 3 1DPB2 eon nea 
B-TAP® Insulation Piercing Tap Connectors = BUCHANAN No. No. 
10K073 10K079 
= Max. voltage: 600V , ae : Hare tam 
ange (Run ange (Tap 0. 
Feature breakaway nut for perfect 8 AWG to 1/0 AWG 10 to 2 AWG 10K073 
torque; no stripping or taping required. 4 AWG to 2/0 AWG 14 to 10 AWG 10K074 
3 AWG to 4/0 AWG 10 to 2 AWG 10K076 
Install safely on energized system. 2 AWG to 4/0 AWG 6 AWG to 2/0 AWG 10K077 
Dual-rated for copper and aluminum. 1/0 AWG to 350 kcmil 1/0 AWG to 350 kcmi 10K079 
UL Listed and CSA Certified. 2/0 AWG to 500 kcmil 4 AWG to 4/0 AWG 10K080 
4/0 AWG to 500 kcmil 1/0 AWG to 350 kemil 10K081 
3/0 AWG to 750 kcmil 14 to 10 AWG 10K082 
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POLARIS iis S BURNDY Blackburn 
Multitap Connectors 


These connectors are suitable for connecting two or more wires, and feature 

removable access plugs, and are abrasion- and chemical-resistant. Insulated 
with specifically formulated high-strength dielectric and molded for precise fit. 

Burndy Double- Blackburn Double- Polaris Single- Suitable for use with aluminum and/or copper conductors. 

















Sided Entry, T Sided Entry, T Sided Entry, L Min Max 
No. 22C261 No. 1YRL3 No. 14V953 No. of Conductor Conductor Stud Insulation Mir. Item 
Ports Size Size L Size Material Model No. 
Min. Max. 6 AWG 250 kcmil 4.71 In Ye in Plastisol IPLD250-5CB 199XR1 
No. of Conductor Conductor Stud Insulation Mfr. Item 5 6 AWG 350 kcmil 5.62 in Ye in Plastisol IPLD350-5CB 199XR7 
Ports Size Size L Size Material Model No. 4 AWG 500 kcmil 6.38 in Ye in Plastisol IPLD500-5C 199XT3 
Double-Sided Entry, T Insulated Multitap Connectors 6 AWG 290 kemil 5.92 In “Ae in Plastisol IPLD250-6CB  199XR2 
POLARIS 6 6 AWG 350 kcmil 6.67 in Ye in Plastisol IPLD350-6CB 199XR8 
14 AWG 1/0AWG ~~ 3.25in %e in Plastisol ISR-1/0B 14V967 4 AWG 500 kcmil 7.45 in Ae in Plastisol IPLD500-6CB 199XT4 
14 AWG 1/0AWG ~~ 3.25 in %e in Plastisol ISR-1/0CB 199XU0 8 6 AWG 350 kcmil = 8.77 in Ye in Plastisol IPLD350-8C 199XR9 
6 AWG 250 kcmil 40 in Ae in Plastisol ISR-250B 14V968 4 AWG 550 kcmil 9.82 in Ye in Plastisol IPLD500-8CB 199XT5 
6 AWG 350 kcmil 4.47 in Ae in Plastisol ISR-350B 14V969 10 4 AWG 500 kcmil 12.11 In Ae in Plastisol IPLD500-10C 199XT0 
6AWG 600 kcmil_ 5.83 in Ac in Plastisol ISR-600B —_- 34UH99 BURNDY 
D 6 AWG 600 kcmil 2.34 in Ae in Plastisol 1T-600B 34UJ01 2 14 AWG 2/0 AWG 1.56 in V6 in Plastisol BIT02/0 220257 
6 AWG 250 kcmil 4.0 in Ye in Plastisol ISR-250CB 199XU1 BLACKBURN 
6 AWG 350 kcmil = 4.47 In Ye in Plastisol ISR-350CB 199XU2 14 AWG 4 AWG 2.25 fl Y% in Plastisol AMTTC4 1YRJ8 
6 AWG 600 kcmil 5.83 in Ye in Plastisol ISR-600CB 199XU4 2 14 AWG 2/0 AWG 1.5 in Ve in Plastisol AMTT20 1YRJ4 
4 AWG 500 kcmil 4.62 in Ye in PVC ISR-500B 14V970 10 AWG 250 kcmil 2.0 in WY in Plastisol AMTT250 1YRJ6 
4 AWG 500 kcmil 4.62 in Ye in Plastisol ISR-500CB 199XU3 Single-Sided Entry L Insulated Multitap Connectors 
T/OAWG 750 kcmil = 7.25 in Ye in Plastisol ISRH-750C 199XU5 POLARIS 
6 AWG 38/0AWG 2.65 in Yq in Plastisol IPLD3/0-3B 14V973 14 AWG 6 AWG 1.07 in ve in Plastisol ITG-6B 14V956 
3 6 AWG 250 kcmil 2.99 in Ye in Plastisol IPLD250-3B 14V975 14 AWG 4 AWG 1.07 In “Ae in PVC IT-4B 14V959 
6 AWG 350 kcmil 3.52 In Ye in Plastisol IPLD350-3B 14V978 14 AWG 1/0 AWG 1.62 in “ein Plastisol IT-1/0B 14V961 
4 AWG 500 kcmil 4.01 in Ye in Plastisol IPLD500-3B 14V981 14 AWG 1/0 AWG 1.62 in Ye in Plastisol IT-1/0CB 199XU6 
4 4 AWG 5OO AWG 5.16in Ye in Plastisol IPLD500-4B 14V982 14 AWG 4 AWG 1.07 in Ye in Plastisol IT-4CB 199XV0 
BURNDY 9 10 AWG 1 AWG 1.62 in Ve in Plastisol ITG-1B 14V955 
14 AWG T/OAWG 2.91 In Ve in Plastisol BISR1/0 220249 6 AWG 3/0 AWG 1.84 in Yin Plastisol 1T-3/0B 14V962 
14 AWG 2 AWG 2.38 IN Ye in Plastisol BISR2 2206250 6 AWG 250 kcmil 2.13 in Ye in Plastisol 1T-250B 14V963 
14 AWG 2/0 AWG 1.56 in ¥g In PVC 1PLD2/02 220267 6 AWG 350 kcmil 2.47 in Ye in Plastisol IT-350B 14V964 
14 AWG T/OAWG 2.91 In Ye in Plastisol 1PBS1/0 220269 6 AWG 3/0 AWG 1.84 in VY in Plastisol IT-3/0CB 199XU8 
14 AWG 2 AWG 2.30 In Vie in Plastisol 1PBS2 22C277 4 AWG 500 kcmil 2.87 in Ae in Plastisol 1T-500B 14V965 
10 AWG 250 kcmil 4.01 in Ve in Plastisol BISR250 220247 250 kcmil 750 kcmil 3.48 in ¥s In Plastisol IT-750B 14V966 
10 AWG 250 kcmil 2.64 in Ye in PVC BIBD2502 2206259 14 AWG 6 AWG 1.54 in Yin Plastisol IPLG6-3B 14V954 
10 AWG 250 kcmil 4.01 in Ae in Plastisol 1PBS250 220268 14 AWG T/OAWG 2.24 in Ve in Plastisol 1PL1/0-3CB 199XN6 
2 10 AWG 250 kcmil 2.64 in Ve in PVC 1PLD2502 220273 14 AWG 4 AWG 1.54 in Ye in Plastisol IPL4-3CB 199XP3 
10 AWG 350 kcmil 4.63 in Ye in Plastisol 1PBS350 2206283 10 AWG 1 AWG 2.97 in Ye in Plastisol IPLG1-3B 14V953 
6 AWG 500 kcmil 5.0 in ¥s In Plastisol BISR500 220261 6 AWG 250 kcmil 2.93 in Ve in Plastisol IPL250-3B 34UH88 
6 AWG 500 kcmil 5.0 in Ya in Plastisol 1PBS500 220280 3 6 AWG 3/0 AWG 2.63 In Vie in Plastisol IPL3/0-3B 34UH90 
6 AWG 4 AWG 4.3 in ¥% in Plastisol BISR4DB 220284 6 AWG 600 kcmil 3.41 in Ye in Plastisol IPLD600-3B 34UH95 
4 AWG 600 kcmil 3.0 in Ae in Plastisol 1PLD6002 220276 6 AWG 250 kcmil 2.93 in Ye in Plastisol IPL250-3CB 199XN8 
2 AWG 1 AWG 6.3 in %Ae in Plastisol BISR1DB 22C286 6 AWG 3/0AWG 2.63 in Yq in Plastisol IPL3/0-3CB 199XP0 
1/0 3/0AWG ~~ 6.25 in Ve in Plastisol BISR3/0DB 220287 6 AWG 350 kcmil 3.47 in Ye in Plastisol IPL350-3C 199XP2 
4/0 250 kcmil 6.7 in Ae in Plastisol BISR250DB 22C285 250 kcmil 750 kcmil 7.25 in Ae in Plastisol IPLD750-3B 34UH97 
14 AWG 2/0AWG ~=s.2.19 in Ve in PVC BIBD2/03 220253 500 kcmil 4 AWG 3.96 in Ae in Plastisol IPL500-3C 199XP7 
14 AWG 4 AWG 1.51 in Ve in PVC BIBD43 220263 14 AWG T/OAWG 2.89 in He in Plastisol IPL1/0-4B 34UH87 
3 14 AWG 2/0AWG 2.19 in Ye in PVC 1PLD2/03 220271 14 AWG 1/0 AWG = 2.89 in Ae in Plastisol 1PL1/0-4CB 199XN7 
10 AWG 250 kcmil 2.97 in ¥g In PVC BIBD2503 226251 14 AWG 4 AWG 1.97 in % in Plastisol IPL4-4CB 199XP4 
10 AWG 250 kcmil 2.97 in ¥g In PVC 1PLD2503 220274 6 AWG 3/0 AWG ~~ 3.43 in Yin Plastisol IPLD3/0-4B 14V974 
4 14 AWG 2/0AWG 2.86 in Ye in PVC 1PLD2/04 2206282 6 AWG 290 kcmil 3.85 In Ye in Plastisol IPLD250-4B 14V976 
10 AWG 250 kcmil 3.91 in Yq in Plastisol BIBD2504 220258 6 AWG 350 kemil 4.57 in Ye in Plastisol IPLD350-4B 14V979 
BLACKBURN 4 6 AWG 250 kcmil 3.8 in Ye in Plastisol IPL250-4B 34UH89 
14 AWG 1/0 AWG 30M Vie in Plastisol AMTSR10 1YRL3 6 AWG 3/0 AWG ~ 3.41 In Ye in Plastisol IPL3/0-4B 34UH91 
10 AWG 350 kcmil 4.38 in Ye in PVC AMTD350105 1YRK8 6 AWG 600 kcmil 9.83 In Ye in Plastisol IPLD600-4B 34UH96 
9 6 AWG 250 kcmil 4.13 in Ye in Plastisol AMTSR250 1YRL4 6 AWG 6 AWG 3.8 in Ae in Plastisol IPL250-4CB 199XN9 
6 AWG 350 kcmil 4.88 in Ye in Plastisol AMTSR350 1YRL5 6 AWG 3/0 AWG ~~ 3.41 In Yq in Plastisol IPL3/0-4CB 199XP1 
6 AWG 500 kcmil 5.0 in Ye in PVC AM1TD50064 1YRK7 250 kemil 750 kcmil = 7.25 in Ye in Plastisol IPLD750-4B 34UH98 
6 AWG 500 kcmil 7.5 in Ye in PVC AMTD50066 1YRL1 500 kcmil 4 AWG 5.11 in Ye in Plastisol IPL500-4C 199XP8 
10 AWG 250 kcmil 3.0 in Ye in PVC AMTD250103 1YRJ9 14 AWG 4 AWG 2.39 In Ye in Plastisol IPL4-5C 199XP5 
3 10 AWG 350 kcmil 3.5 In Ve in PVC AMTD350103 1YRK2 5 6 AWG 250 kcmil 4.71 In Ae in Plastisol IPLD250-5B 14V977 
6 AWG 500 kcmil 3.88 in ¥s In PVC AM1TD50063 1YRK1 6 AWG 350 kcmil 5.62 In Ae in Plastisol IPLD350-5B 14V980 
10 AWG 250 kcmil 3.88 in Ye in PVC AMTD250104 1YRK5 14 AWG 4 AWG 2.81 In Ye in Plastisol IPL4-6C 199XP6 
4 10 AWG 350 kcmil 4.5 in Ve in PVC AMTD350104 1YRK4 6 6 AWG 250 kcmil 5.52 in Ae in Plastisol IPLD250-6B 34UH92 
4 AWG 500 kcmil 5.5 in ¥e In Plastisol AMTSR500 1YRL6 6 AWG 350 kcmil 6.6 in Ae in Plastisol IPLD350-6B 34UH93 
5 10 AWG 250 kcmil 4.63 in % in PVC AMTD250105 1YRK9 4 AWG 500 kcmil 7.45 in Ae in Plastisol IPLD500-6B 14V983 
6 10 AWG 350 kcmil 6.63 in Ve in PVC AMTD350106 1YRL2 8 4 AWG 550 kcmil 9.82 in Ve in Plastisol IPLD500-8B 34UH94 
Double-Sided Entry, Z Insulated Multitap Connectors BURNDY 
POLARIS 14 AWG 4 AWG 1.25 in Yin PVC BIT4 220244 
14 AWG 4 AWG 1.07 in Ae in Plastisol ITO-4B 14V960 14 AWG 2/0 AWG 1.52 In Ye in PVC BIT2/0 220245 
14 AWG 1/0 AWG 1.62 in 6 in Plastisol 1TO-1/0B 34UJ03 14 AWG 2/0 AWG 1.56 in Ye in PVC BIBD2/02 220254 
14 AWG 1/0 AWG 1.62 in Ae in Plastisol ITO-1/0CB 199XV4 14 AWG 4 AWG 1:25. Ye in Plastisol 1PL42 220264 
14 AWG 4 AWG 1.12 in ¥ in Plastisol ITO-4CB 199XV6 14 AWG 2/0 AWG 1.52 In Ve in Plastisol 1PL2/02 220265 
6 AWG 3/0 AWG 1.84 in VY in Plastisol ITO-3/0B 34UJ04 2 10 AWG 250 kcmil = 2.13 in Yin Plastisol BIT250 220246 
9 6 AWG 290 kcmil = =2.12 In Vie in Plastisol IT-250CB 199XU7 10 AWG 350 kcmil 2.5 in ¥% in Plastisol BIT350 220260 
6 AWG 350 kcmil =—.2.47 in Ye in Plastisol IT-350CB 199XU9 10 AWG 250 kcmil ~=2.13 in Ae in Plastisol 1PL2502 220270 
6 AWG 500 kcmil 2.81 in Ye in Plastisol IT-500CB 199XV1 10 AWG 390 kcmil 2.5 In Ve in Plastisol 1PL3502 226281 
6 AWG 600 kcmil 2.34 in Ve in Plastisol IT-600CB 199XV2 4 AWG 600 kcmil = 2.75 in Y in Plastisol BIT600 220256 
6 AWG 3/0 AWG 1.84 in Yin Plastisol 1TO-3/0CB 199XV5 4 AWG 600 kcmil = =2.75 In Ye in Plastisol 1PL6002 226278 
4 AWG 3/0 AWG 1.84 in Yin Plastisol 1TG-3/0B 34UJ02 14 AWG 4 AWG 1.51 in Ye in Plastisol BIBS43 220248 
250 kcmil 750 kcmil 3.48 in ¥g In Plastisol IT-750CB 199XV3 14 AWG 2/0AWG 2.19 in Ae in Plastisol BIBS2/03 220252 
14 AWG 4 AWG 1.54 in Ye in Plastisol IPL4-3B 14V971 3 14 AWG 4 AWG 150m Ye in PVC 1PL43 220266 
14 AWG TO AWG = 2.27 In Ve in Plastisol IPL1/0-3B 14V972 14 AWG 2/0AWG 2.19 in Ve in PVC 1PL2/03 2206272 
6 AWG 250 kcmil 2.99 in Ye in Plastisol IPLD250-3CB  199XP9 10 AWG 200 kcmil 257 in “Ae in PVC BIBS2503 220262 
3 6 AWG 38/0 AWG 2.65 in Yq in Plastisol IPLD3/0-3CB 199XR3 10 AWG 200 kcmil — 2.97 In “ein PVC 1PL2503 220279 
6 AWG 350 kcmil = 3.52 In Ye in Plastisol IPLD350-3CB 199XR5 4 14 AWG 4 AWG 1.95 in Ae in Plastisol BIBS44 220255 
6 AWG 600 kcmil 3.41 in Ye in Plastisol IPLD600-3CB 199XT6 14 AWG 4 AWG 1.95 in Ye in Plastisol 1PL44 220275 
4 AWG 500 kcmil 4.01 in Ye in Plastisol IPLD500-3CB 199XT1 BLACKBURN 
250 kcmil 750 kcmil 7.25 in Ye in Plastisol IPLD/750-3CB 199XT8 14 AWG 4 AWG 1.1 in Ye in Plastisol AMTC4 1YRJ2 
6 AWG 250 kcmil 3.85 in Ye in Plastisol IPLD250-4CB 199XRO 14 AWG 2/0 AWG 1.67 in Ae in PVC AMT20 1YRJ1 
6 AWG 3/0AWG ~ 3.41 In Yq in Plastisol IPLD3/0-4CB 199XR4 2 10 AWG 290 kcmil 2.0 in Ae in Plastisol AMT250 1YRJ3 
4 6 AWG 350 kcmil = 4.57 in Ye in Plastisol IPLD350-4CB 199XR6 10 AWG 300 kcmil 2.63 In “ein Plastisol AMT350 1YRJ5 
6 AWG 600 kcmil 5.83 in Vie in Plastisol IPLD600-4CB 199XT7 6 AWG 500 kcmil 2.88 in ¥g In Plastisol AMT500 1YRJ7 
4 AWG 500 kcmil 5.16 in Ye in Plastisol IPLD500-4CB 199XT2 3 10 AWG 350 kcmil 3.25 in Ye in PVC AMTS350103 1YRK3 
250 kcmil 750 kcmil 7.25 in Ye in Plastisol IPLD750-4CB 199XT9 4 14 AWG 4 AWG 2.0 in He in Plastisol AMTS414 1YRK6 
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No. 3LRO6 No. 3LT05 No. 3LN73 
No. 22A947 No. 22A948 No. 22C163 
. - | 
" a pe ay CO 
> f FF. 
am » bly = ie - cp 3 
= ——— : ——_— 
— —— — = BURNDY No. 22C086 
No. 3LN44 No. 3LN33 No. 3LN42 vv 
Split-Bolt Connectors 
Blackburn Highly resistant to cracking and corrosion. Provide 
a maximum pressure and a secure connection on all No. 22C062 
Mechanical Connectors combinations of run and tap conductors. 
UL Listed and CSA Certified (except Nos. 3LN73 and wena eee Min. Tap Conductor a item 
3LN36 are not CSA Certified). and Tap (AWG w/1 Max. Main (AWG Model No. 
Min. Max. str to 10 str str 
Conductor Conductor Head Mfr. Item str to 8 Str str 5 | 
Size Size Style Model No. str t0 6 SO str 7 
EBS Cate RT Te 1-Hole - Compact —arnng-—— str to 6 so str ri 45 
oli trande otte ° 8 str to 6 sol 14 str KS20 22A933 
oli trande otte str to 4 so str 4 
oll trande ocket 6 str to 2 sol 14 str KS22 22A934 
trande cmil Strande ocket 6 strto2sol £14 str KS223 22947 
trande 5 cmil Strande otted Socket - 7 6 strto2str .... . .»4+94str. KS23. £99 K93T 
ectrolytic Copper, 1-Conductor, 1-Hole - Straight Tan str to str str 2 4) 
14 rate Sold 6 AWG Stranded Slotted STC0614 3LT05 str to 2/0 str str 
oli trande otte 4 str to 3/0 str str 7 4 
trande trande eX str to 250 kemi str 
trande trande ex str to 350 kcmi str 4 
trande trande eX 1 str to 500 kemi str 4 
trande 900 kcmil Strande ex 2 “dO strto 750 kemil 4/Ostr  KS3O. 22A943 
ectrolytic Copper, 1-Conductor, 1-Hole - Offset Tan cmil to cmi str 44 
{4 nite Soli 10 AWG Stranded Slotted BTC1014 3LN73 SOI to 6 SO SO | 5 
14 AWG Solid 6 AWG Stranded Slotted BTC0614 3LN72 10 sol to 4 sol 10 sol KSU20 22A951 
trande trande otte 1 10 sol to 2 sol 10 sol KSU22 22A952 
trande trande eX 14 8 str to 2 str 8 sol KSU23 22A948 
trande trande eX 1 str to 1/0 str str 5 5 
trande trande ex str to 2/0 str str 4 
trande cmil Strande ex str to 3/0 str SO 
trande cmil Strande ex str to cmi str 
Aluminum, 1-Conductor, 1-Hole - Dual Rated Lu str to cmi str 
14 AWG Solid 6 AWG Stranded Slotted ADR6 3LN44 6 solto2str 8 sol KSA2 220163 
14 AWG Solid 9 AWG Stranded Slotted ADR2 3LN34 str to 4 str SO 5 
oli trande otte sol to 6 str SO 4 
oll trande otte 5 str to str SO 
trande 50 kcmil Strande ocket ) 1 str to 2/0 str str 7 
trande cmil Strande ocket str to str str 
trande 50 kcmil Strande ocket 5 4 str to 350 kcmi str 5 7 
trande 500 kcmil Strande ocket J 4 cmil to 500 kcmi str 3 
arene “Lon uctor, 1- ole - Dual Rated Lug RT 27 SN Plastic Cover for Split-Bolt Connectors 
oli trande otte : 6 str to 2 str 14 str SC2 22C086 
oli trande otte z str to 6 SO str 7 
trande 50 kcmil Strande ocket 5- str to str str 
trande 50 kcmil Strande ocket o- 4 rounding Split Bolt Connector with Stu 
tran e cml tran e ex az str to SO — 
uminum, 2-Conductor, 2-Hole - Dual Rated Lu “970 str to2 str — KC26 220063 
6 AWG Stranded 350 kemil Stranded Hex ADR35-22 3LN42 — + Osi too sir  ©8§6@Dn.C——<CSstteOCERGDOBTS~C~~::::CSOG 
trande cmil otrande ouble Hex ; 4 str to SO = 
* Not CSA Certified. ¢ Bronze alloy. 2/0 sol to 2 sol — KC25 220066 
fe. 4/0 str to 1 str — KC28 220068 
sir 4/0 str to 1 str — KC28B1 220069 
GRAINGER 6 sol to 10 sol = KC17 220070 
APPROVED 4 sol to 10 sol = KC20 220071 
Sol to 2 so — 5 7 | 
. : ——~310solto2sol.. 4  K2G@26BT  22C073 
High-Strength, Split- soli 780 = 7 
B it Cc sol to 10 so — 1 
@ onnec or sol to 10 so — 7 





1 sol to 10 sol — K2023 2200 


=~ 
=~ 





= High-strength corrosion-resistant bronze alloy str to 1 str = 7 
: Cooper sais bar rianstonser Graued Connector ™ f 
Ideal for copper-to-copper connections. UL Listed and ~~ Deolig8sol © —- —KC29J79T13 29080 
CSA Certified. Combination Connector Kits 
Includes Nos. 22A931 and 22A932 7DX22 
Wire Range ncludes Nos. ; an 7 7 
w/Equal Main Min. Tap Conductor Item Includes Nos. 22A933, 22A951, 22A953 and 220087 7DX24 
and Tap (AWG w/1 Max. Main (AWG No. No. 6CYZ3 ~ Includes Nos. 22A931, 22A934, 22A948, 22A952 and220086.~©~=~CSé‘i«s‘CS*«*S*s«S~@] SKS 
50 kcmil to 1 str str Includes Nos. 22A935, 22A938, 22A949, 22A950 and 22C088 7DX26 
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ELECTRICAL Scan. Order. Done. 
Mechanical Connectors Details on page A1. 











No. No. pes 
220205 » @). 220176 | 220129 
. a 
2 ' “No. ~< No. 22C152 
ee y Ry & S 220094 
\ ® ® 
Mechanical Connectors S BURNDY 
Mfr. Item Mfr. ltem Mfr. ltem 
Description Model No. Description Model No. Description Model No. 
Insulated Gutter Connectors 14 AWG Str. to 6 AWG Str. KAGU  22C171| 14 AWG Str/Sol. to 6 AWG Str/Sol.  KPA8CTP 220127 
14 AWG to 250 kcmil KPU29A26AC 220221 14 AWG Str/Sol. to 8 AWG Sol /Str. KA8C. 220149 14 AWG Str/Sol. to 6 AWG Str/Sol. KPASCUP 220135 
6 AWG to 250 kcmil KPU29A29AC 22C219 | 4 AWG Str. to 1/0 AWG Str. KA25.22C147\ 4 AWG Str. to 1/0 AWG Str. KPA25 22C131 
14 AWG to 500 kcmil KPU34A26AC 220223 14 AWG Str., 12 AWG Sol. to 1/0 AWG Str/Sol. KA25U 220174! 1/0 AWG Str. to 4/0 AWG Str. KPA28 220133 
6 AWG to 500 kcmil KPU34A34AC 22C220| 6 AWG Str. to 2/0 AWG Str. KA26U 22C175| 4/0 AWG Str. to 500 kcmil Str. KPA34 220134 
14 AWG to 750 kcmil KPU39A26AC 22C224| 1 AWG Str. to 4/0 AWG Str. KA28  22C148\ 4 AWG Str. to 1 AWG Str. Q2A1C2 220119 
1/0 to 750 kcmil KPU39A39AC 22C222| 6 AWG Str. to 250 kcmil Str KA29U 220173! 1/0 AWG Str. to 2/0 AWG Str. Q2A262N 220118 
Mechanical Connectors 6 AWG Str. 4 AWG Sol. to 300 kcmil Str. 4/0 AWG Sol. KA30U _220181/ 3/0 AWG Str. to 4/0 AWG Str. Q2A282N 220120 
14 AWG Str. to 1/0 AWG Sol. and Str. | AMSO  22C212\ 6 AWG Str to 350 kcmil Str. KA31U  22C176| 250 kcmil Str. to 350 kcmil Str. Q2A312N 220122 
14 AWG Str. to 2 AWG Sol. and Str. AMS2 220210 4/0 AWG Str. to 500 kcmil Str. KA34__22C150 | 400 kcmil Str. to 500 kcmil Str. Q3A344N 220117 
6 AWG Str. to 4/0 AWG Sol. and Str. AMS4/0 220211) 4 AWG Str. to 500 kcmil Str. KA34U 220177! 4 AWG Str. to 1 AWG Str. QAiCB 220089 
6 AWG Str. to 250 kcmil Sol. AMS250 220213) 2 AWG Str. to 600 kcmil Str. KA36U _22C178| 8 AWG Str. to 4 AWG Str QA4CB 220090 
6 AWG Str. to 350 kcmil Str. AMS350  22C214| 2 AWG Str. 1 AWG Sol. to 600 kcmil Str, 4/0 AWG Sol. KA36U2N 22C179| 14 AWG Str/Sol. to 8 AWG Str/Sol.  QA8CB 22C097 
Str oe a mm AMS500 226215) 300 kcmil Str. to 800 kcmil Str. KA4OU 220180! 1/0 AWG Str. to 2/0 AWG Str. QA26B 220092 
950 kemil Str. to 750 kcmil Str AMS750_ 2202161 300 kcmil Str. to 800 kcmil Str. KA40U2N 220183 3/0 AWG Str. to 4/0 AWG Str. QA28B 22091 
1/0 AWG Str. to 250 kemil Str. ASA250U 22C226 | 500 kcmil Str. to 1000 kcmil Str. KA44U 220182) 3/0 AWG Str. to 4/0 AWG Str. QA282B 220102 
1/0 AWG Str. to 800 kcmil Str. ASA800U  22C225 | 500 kcmil Str. to 1000 kcmil Str. KA44U2N 220184 3/0 AWG Str. to 4/0 AWG Str. QA282N 220095 
1/0 AWG Str. to 1000 kcmil Str. ASA1000U 22C227| 4 AWG Str. to 1/0 AWG Str. KA2521C38 22C151| 400 kcmil Str. to 500 kcmil Str. QA342N 220094 
14 AWG Str. to 1/0 AWG Str. K2A25U 220189) 14 AWG Str. to 250 kcmil Str. KAUKIT1 _22C186| 350 kcmil to 1000 kcmil Str. QA442N 220093 
14 AWG Str. to 2/0 AWG Str. KOA26U _22C191| 6 AWG Str. to 250 kcmil Str. KAUKIT2 22C187| 3/0 AWG Str. to 4/0 AWG Str QB28 220123 
6 AWG Str. to 250 kcmil Str. K2A29U 220190 6 AWG Str. to 800 kcmil Str. KAUKIT3 22C188| 4 AWG Str. to 1 AWG Str. QDAIC 220109 
6 AWG Str. to 350 kcmil Str. KOA31U 220192 2 AWG Str. to 600 kcmil Str. KK3A36U4N 22C208 | 8 AWG Str. to 4 AWG Str. QDA4C 220111 
6 AWG Str. to 350 kcmil Str. K2A31U2N 22C195| 2 AWG Str. to 600 kcmil Str. KK4A36U4N 22C209| 14 AWG Str/Sol. to 8 AWG Str/Sol.  QDA8C  22C116 
9 AWG Str. to 600 kcmil Str. K2A36U  _22C193 | 6 AWG Str. to 350 kcmil Str. KKA3{U2N 22C185| 1/0 AWG Str. to 2/0 AWG Str. QDA26 220113 
9 AWG Str. to 600 kcmil Str. K2A36U2N 22C194| 14 AWG Str/Sol. to 10 AWG Str/Sol. KLU25  220142| 3/0 AWG Str. to 4/0 AWG Str. QDA28 220110 
14 AWG Str. to 2 AWG Str. K3A2U2  22C201| 14 AWG Str/Sol. to 6 AWG Str/Sol. KLU35 220137250 kcmil Str. to 350 kcmil Str. QDA31 220112 
14 AWG Str. to 1/0 AWG Str. K3A25U2 _22C202| 14 AWG Str/Sol. to 6 AWG Str/Sol. KLU35TP 220140! 400 kcmil Str. to 500 kcmil Str QDA34 220115 
14 AWG Str. to 2/0 AWG Str. K3A26U2N 22C204| 8 AWG Str/Sol. to 2 AWG Str/Sol. KLU70 220138 600 cin St lo 200 ker St : QDA40 220114 
. un) Str., ap) to 
6 AWG Str. to 250 kcmil Str. K3A29U2N 22C203| 2 AWG Str. to 1/0 AWG Str. KLU125 226139) Aw (Run) i "3 AWG Cr sr QPX2C2C 220158 
; 1 AWG (Run) Str., ap) to 
2 AWG Str. to 600 kcmil Str. K3A36U2N 220205) 4 AWG Str. to 3/0 AWG Str. KLU175 220141 n AWE un sr, AWG (ap QPX282C 220153 
. un) Str., ap) to 
6 AWG : : a a K4A29U4N 220206! 2 AWG Str. to 4/0 AWG Str. KLU225 220143 0 a Run st 2 AWG (Ta QPX282CY 220161 
6 AWG Str., ol. to ; un) Str., ap) to 
kemil Sir 4/0 AWG Sol K11A30U  22C196| 1/0 AWG Str. to 350 kcmil Str. KLU300 220144 4 awa (Run) Sir, 4/0 ANG Hap) QPX2828 220152 
Seid ve a 600 K11A36U2 220197) 1/0 AWG Str. to 500 kemil Str. KLU400 22C145\ 4 AWG Str. to 1 AWG Str. QQA1C2 220106 
9 AWG Str. to 600 kcmil Str. K21A36U2 22C207| 14 AWG Str/Sol. to 4 AWG Str/Sol, KPA4C _220129| 3/0 AWG Str. to 4/0 AWG Str. QOA282N 220104 
9 AWG Str. to 600 kcmil Str. K22A36U2 220198 14 AWG Str/Sol. to 4 AWG Str/Sol. KPA4CTP 220128! 400 kcmil Str. to 500 kcmil Str. QOQA342N 220105 
1/0 AWG Str. to 750 kcmil Str. K29A39U2 220199 14 AWG Str/Sol. to 4 AWG Str/Sol. KPA4CUNPL 22C132| 4 AWG Str/Sol. to 1 AWG Str/Sol. QRIC 220124 
14 AWG Str. to 2 AWG Str KA2U _22C172| 14 AWG Str/Sol. to 4 AWG Str/Sol. KPA4CUP 220136 
14 AWG Str/Sol. to 4 AWG Str/Sol. KA4C 220146 14 AWG Str/Sol. to 8 AWG Str/Sol. KPASC 220130 
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No. 22C004 No. 22A990 No. 22A997 No. 22A958 #£=x™\No. 22C011 No. 22A983 No. 22C032 No. 22A968 No. 22C019 No. _— 


Grounding Connectors S BURNDY 








Mfr. Item Mfr. Item Mfr. Item 
Description Model No. Description Model No. Description Model No. 
Cable Tray Grounding Connectors Grounding Connectors Grounding Connectors 
1/0 AWG to 6 AWG GC2525CT 220005) 250 kcmil to 2/0, 2%" to 2%" Rod, 2%" Pipe GAR1929 22A973 300 kcmil to 4 AWG GCL30 220012 
2/0 AWG to 2 AWG GC2626CT 220004) 2/0 AWG to 4 AWG, 3" to 3%" Rod, 3" Pipe GAR2026 22A978 2/0 AWG to 4 AWG GCM26 —_22C001 
250 kemil to 2/0 GC2929CT 220003) 250 kcmil to 2/0, 3° to 3%" Rod, 3" Pipe GAR2029 22A977) 1.5" to 1.25", 1%" to 1%" Rod, 1%" Pipe GG161  22A988 
Grounding Connectors 2/0 AWG to 4 AWG, 4" to 4%", 4" Pipe GAR2226 22A980) 1.88" to 1.5", 1%" to1%' Rod,1%" Pipe GG171 22A986 
2 AWG to 10 AWG, 2%" to 4" Pipe C4 22C024 250 kcmil to 2/0, 4" to 4%", 4" Pipe GAR2229 22A982) 2.38" to 2’, 2' to 2%' Rod, 2' Pipe GG181 22987 
2 AWG to 10 AWG, 1%" to 1" Pipe C5 22C023 4/0 AWG to 4 AWG, %" to 1" Pipe GAR3902 220042) 2/0 AWG to 4 AWG GL2626 22C002 
2 AWG to 10 AWG, 1%" to 1" Pipe C6 22C033 4/0 AWG to 4 AWG, %" to 1" Pipe GAR3902BU 220017, 2 AWG to 10 AWG, 1%" Rod GRC12  22A960 
2 AWG to 10 AWG, 4%" to 6" Pipe C8 220027, 4/0 AWG to 4 AWG, 2" to 1° Pipe GAR3902TC 22C051, 1 AWG to 10 AWG, %' Rod GRC58_ —-22A958 
2 AWG to 10 AWG, 1%" to 1" Pipe C11B 220026 4/0 AWG to 4 AWG, 114" to 2" Pipe GAR3903 22C039| 2 AWG to 10 AWG, %" Rod GRL5 _—-22A961 
6 AWG, %" to 1" Pipe C11CSH1 220038) 4/0 AWG to 4 AWG, 1%" to 2' Pipe GAR3903BU 220015) 2 AWG to 10 AWG, %4" Rod GRL6 22A962 
4/0 AWG, ¥2" to 1" Pipe C11CSH2 220037; 4/0 AWG to 4 AWG, 1%" to 2" Rod GAR3903TC 22C050 Paicale Strip nits a 
ar round Wire), 
2 AWG to 10 AWG, 1%" to 1" Pipe C11D = 220021) 4/0 AWG to 4 AWG, 2%" to 3%" Pipe GAR3904 220041) Awe (Intersystem Wire) BDT1 22C081 
ia 

. Modi rod eae C11HD4/ODB 220030, 4/0 AWG to 4 AWG, 2%" to 3%" Pipe GAR3904BU 22C016 Hand Clamps 

2 AWG to 10 AWG, %' to 1" Rod, ¥%" to 1" Pipe C11K16D 22C028) 4/0 AWG to 4 AWG, 212" to 3%" Rod GAR3904TC 220049 — GIE4CG3 22C007 
6 AWG to 10 AWG, 1%" to 1" Pipe C11LH1 22C035| 4/0 AWG to 4 AWG, 4 to 5' Pipe GAR3905 220040) — GIE4CG4 22C008 
2/0 AWG to 10 AWG, 1%" to 1" Pipe C11LH2 22C036| 4/0 AWG to 4 AWG, 4 to 5' Pipe GAR3905BU 22C018| Mechanical Connectors 

3/0 AWG to 10 AWG, 1" Pipe C11LH3 220031; 4/0 AWG to 4 AWG, 4" to 5" Rod GAR3905TC 220047 14 AWG Str/Sol. to 1/0 AWG Str./Sol. BGBL1/0 22C057 
2 AWG to 10 AWG, 1%" to 1" Pipe C1iN 220020) 4/0 AWG to 4 AWG, 6' Pipe GAR3906_ 220043) 14 AWG Str/Sol. to 4 AWG Str./Sol. BGBL4  22C056 
2 AWG to 10 AWG, 1%" to 2" Pipe C22 220022) 4/0 AWG to 4 AWG, %' to 1" Pipe GAR3OO6BU 22c019, SAW Ott oor to 200 kc BGBL250 22C058 
2 AWG to 10 AWG, 1%" to 2" Pipe C22D 220025) 4/0 AWG to 4 AWG, 8' Pipe GAR3907 220044) 14 AWG Str./Sol. to 4 AWG Sol./Str. CL501_ ~—-22C011 
4/0 AWG to 8 AWG, 1%" to 2" Pipe C22HD4/0DB 22C034 2/0 AWG to 4 AWG, %' to %4" Rod, ¥¢' Pipe GAR6426 22A963) 14 AWG Str/Sol. to 4 AWG Sol./Str. CL501TN 22C010 
6 AWG to 8 AWG, %" to 1" Pipe C61 22C032) 250 kcmil to 2/0, %' to 94" Rod, %' Pipe GAR6429 22A964) 14 AWG Str./Sol. to 4 AWG Sol./Str. GKA4C —.22A983 
2 AWG to 10 AWG, 1%" to 1" Pipe CZ11 220029) 4 AWG to 8 AWG GB4C_ —22A990' 10 AWG Sir./Sol. to 4 AWG Sol. and Str. KPB4CG1 22A984 
2/0 AWG to 4 AWG, %" Rod, /%" Pipe GAR1126 22A981| 2/0 AWG to 4 AWG GB26 —22A992 Raised Floor Grounding Connectors 

2/0 AWG to 4 AWG, %' to 1" Rod, %" to %4" Pipe GAR1426 22A967) 250 kcmil to 2/0 GB29_ —-22A991) 2 AWG to 8 AWG GRF4C3 220054 
250 kemil to 2/0, %' to 1" Rod, 1%" to 34" Pipe GAR1429 22A969| 500 kcmil to 300 kcmil GB34 —_ 22993) Static Discharge Clamps 

2/0 AWG to 4 AWG, 1-1/8" to 1%" Rod, 1" Pipe GAR1526 22A968) 300 kcmil to 4 AWG GBL30 220013 6 to 2 AWG GIE2CG3 22C006 
250 kemil to 2/0, 1%" to 1%" Rod, 1" Pipe GAR1529 22A971| 2/0 AWG to 4 AWG GBM26 _22A998| Weld On Grounding Studs 

2/0 AWG to 4 AWG, 1%" to 1%" Rod, 14" Pipe =GAR1626 22A974 250 kcmil to 2/0 GBM29 22A997| 6 AWG GSTUD14HY 220084 
250 kemil to 2/0, 146" to 1%" Rod, 1%" Pipe GAR1629 22A979| 1/0 AWG to 14 AWG, 4" to 1" Pipe GC15A 22C059| 4/0 AWG GSTUD34HY 220082 
2/0 AWG to 4 AWG, 1%" to 1%" Rod, 1%" Pipe GAR1/26 22A966 250 kcmil to 6 AWG, 11%" to 2" Pipe GC18A  22C060| 1/0 AWG GSTUD916HY 220083 
290 kcmil to 2/0, 1%" to 1%" Rod, 1%" Pipe GAR1/29 22A972) 250 kcmil to 6 AWG, 21%" to 4" Pipe GC22A 22C061| Wire to Wire Grounding Connectors 

2/0 AWG to 4 AWG, 2" to 23%" Rod, 2" Pipe GAR1826 22A965| 2/0 AWG to 4 AWG GC2626 22A995| 250 kcmil to 2/0 GX2929  22A985 
250 kemil to 2/0, 2" to 2%" Rod, 2" Pipe GAR1829 22A970| 250 kcmil to 2/0 GC2929 22A994 

2/0 AWG to 4 AWG, 2%" to 2%' Rod, 2%" Pipe GAR1926 22A975) 500 kcmil to 300 kcmil GC3434 22A996 
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ELECTRICAL 
Terminal Blocks 








Bussmann 1-Pole 


E-T-N 


BUSSMANN MG@RS 
SERIES 


FERRAZ SHAWMUT IS NOW MERSEN 


Bussmann 2-Pole 


Bussmann 1-Pole 





by Schneider Electric 


Power Distribution Blocks 


» Aluminum block, except where noted 
= Accept aluminum or copper wire 


= 600V appliance and industrial rating 


Finger-Safe 


Mersen 1-Pole 
Finger-Safe 





Mersen (With 
Optional Cover) 
3-Pole 





Square D 2-Pole 


These efficient blocks splice cables or split primary power into a wide range of secondary circuits and provide 
a fixed tap-off point. Save splicing and taping time for contractor rework. UL Recognized and CSA Certified. 


Primary Secondary 1-POLE 2-POLE 3-POLE 
Max. Connec. Primary Wire Connec. Secondary Wire Mfr. Item Item Item 
Amps __ per Pole Range (AWG) per Pole Range (AWG) L D Model W No. W No. W No. 
Bussmann 
175 1 14 to 2/0 AWG CU, 8 to 2/0 AWG AL 1 14 to 2/0 AWG CU, 8 to 2/0 AWG AL 2.88" 1.75" 16204 1.07" 3ZJA9 1.88"  1EF56 2./0" 1EF57 
175 1 14 to 2/0 AWG CU, 8 to 2/0 AWG AL 1 14 to 2/0 AWG CU, 8 to 2/0 AWG AL 2.80" 2.12" 16000 — _ 412" 32ZJC1 5.37" 4XK12 
175 1 14 to 2/0 AWG CU, 8 to 2/0 AWG AL 4 14to4AWGCU,8to4AWGAL 2.88" 1.75" 16220 1.06" 4XK11 1.88" 5A671 2./0" 5A672 
175 1 14 to 2/0 AWG CU, 8 to 2/0 AWG AL 6 14to4AWGCU,8to4AWGAL 4.00" — 3.32" 16321 1.98" 3XH60 3.60" 3XH61 5.21" 3XH62 
175 1 14 to 2/0 AWG CU, 8 to 2/0 AWG AL 6 14to4AWGCU,8to4AWGAL 2.80" 2.12" 16021 — _ 412" 3ZJC2 5.37" 4XK14 
310 1 6 AWG to 250 MCM 1 6 AWG to 250 MCM 4.00" 3.32" 16303 1.98" 32ZJC3 3.60" 32ZJC4 5.21" 4XK16 
310 1 6 AWG to 350 MCM 6 14 to 4AWG CU, 12to4AWGAL 4.00" 3.32" 16323 1.98" 5A673 3.60" 5A674 5.21" 5A675 
310 1 6 AWG to 350 MCM 12 14to4 AWG CU, 12to4AWGAL 4.00" 3.32" 16370 1.98" 3XH63 3.60" 3XH64 5.21" 3XH65 
350 2 14 to 2/0 AWG CU, 8 to 2/0 AWG AL 6 14to4AWGCU,8to4AWGAL 4.00" — 3.32" 16325 1.98" 3ZJC6 3.60" 3ZJC7 5.21" 4XK13 
420 1 2 AWG to 600 MCM 12 14to4AWGCU,12to4AWGAL 4.00" 3.32" 16375 — _ _— —_— 5.21" 3XH68 
620 2 4 AWG to 350 MCM 2 4 AWG to 350 MCM 5.50" 2.93" 16500 3.10" 3ZJC8 5./9" 3ZJC9 8.48" 4XK20 
Optional Cover for Bussmann 163 Series CPDB —  3XH80 —  3XH81 —  3XH82 
Enclosed, Finger-Safe 
175 1 14 to 2/0 AWG CU, 8 to 2/0 AWG AL 1 14 to 2/0 AWG CU, 8 to 2/0 AWG AL 3.37" 2.15" PDBFS204 1.03" 3ZJA2 _— _ — _ 
175 1 14 to 2/0 AWG CU, 8 to 2/0 AWG AL 4 14to4 AWG CU, 8to4AWGAL 3.37" 2.15" PDBFS220 1.03" 3ZJA3 _— _ — _ 
310 1 6 AWG to 350 MCM 1 6 AWG to 350 MCM 4.67" 2.87" PDBFS303 1.55" 3ZJA4 — _ — _ 
380 1 6 AWG to 500 MCM 6 14 to 2 AWG 4.67" 2.95" PDBFS330 1.55" 3ZJA5 — —_— — _ 
570 2 4 AWG to 300 MCM 12 14to4 AWG CU, 12to4AWGAL 4.67" 2.93" PDBFS377 1.88" 3ZJA6 — —_— — _ 
620 2 4 AWG to 350 MCM 2 4 AWG to 350 MCM 4.67" 2.60" PDBFS500 2.38" 3ZJA7 —_— _ — _ 
760 2 6 AWG to 500 MCM 2 6 AWG to 500 MCM 4.67" 3.15" PDBFS504 2.56" 3ZJA8 — _ — _ 
Mersen 
85 1 14 to 4 AWG 1 14 to 4 AWG 3.08" 2.81" MPDB63101 1.05" 25CC04 —_— — — _ 
175 1 14 to 2/0 AWG 1 14 to 2/0 AWG 3.08" 2.81" MPDB6315 1.05" 25CC08 1.98" 25CC09 2.91" 25CC10 
175 1 14 to 2/0 AWG 2 14 to 2 AWG 3.08" 2.81" MPDB63193 — _ _— _ 2.91" 25CC11 
175 1 14 to 2/0 AWG 4 14 to 4 AWG 3.08" 2.81" MPDB6313 1.05" 25CC05 1.98" 25CC06 2.91" 25CC07 
1/5 1 14 to 2/0 AWG 6 14 to 2 AWG 500" 3.25" MPDB6756 1.85" 250025 3.57" 25C0C26 5.28" 25CC27 
310 1 6 AWG to 350 MCM 1 6 AWG to 350 MCM 5.00" 3.25" MPDB6700 1.85" 250016 3.57" 250017 5.28" 250018 
310 1 6 AWG to 350 MCM 6 14 to 2 AWG 5.00" 3.25" MPDB6766 1.85" 25CC28 3.57" 25CC29 5.28" 25CC30 
310 1 6 AWG to 350 MCM 12 14 to 4 AWG 5.70" _ 3.55" MPDB6915 2.73" 25C0C41 5.32" 250042 7.89" 25CC43 
350 1 4 AWG to 500 MCM 12 14 to 4 AWG 5.70". 3.55" MPDB6908 2./3' 25CC31 5.32° 250032 7.89" 25C€C33 
350 2 14 to 2/0 AWG 6 14 to 2 AWG 500" - 3:25" MPDB6751 1.85" 25CC22 3.57" 250C23 5.28" 250024 
380 1 4 AWG to 500 MCM 6 14 to 2 AWG 5.00" 3.25" MPDB66463 — —_— — _ 5.28" 25CC15 
380 1 4 AWG to 500 MCM 18 14 to 10 AWG 500" 3:25" MPDB6749 1.85" 25CC19 3.57" 25C0C20 5.28" 25CC21 
400 1 ¥e 16 x 1 Ys Stud 2 Y4 20 x 1 Ye Stud 5.00" 3.25" MPDB6623 — _ — _— 5.28" 250014 
620 2 6 AWG to 350 MCM 2 6 AWG to 350 MCM 5.70". 9.55" MPDB6912 2./3' 25CC38 5.32° 25CC39 7.89" 25CC40 
760 2 4 AWG to 500 MCM 2 4 AWG to 500 MCM 5.703555" MPDB69093 — —_— — — 7.89" 25CC34 
760 2 4 AWG to 500 MCM 12 14 to 4 AWG 5.70" 3.55" MPDB6911 2.7/3" 25CC35 5.32° 250036 7.89" 25CC37 
760 3 600 2 a 5.70" 3.55" MPDB69331 _— _ — _ 2./3' 25CC44 
Optional Touch Safe Cover for Mersen Mfr. No. MPDB62, MPDB63 MPDBC6263 —  25CC01 — — = _— 
Optional Touch Safe Cover for Mersen Mfr. No. MPDB66, MPDB67 MPDBC6667 — 25CC02 = — = — 
Optional Touch Safe Cover for Mersen Mfr. No. MPDB68, MPDB69 MPDBC6869 —  25CC03 — — = _— 
Enclosed, Finger-Safe 
175 14 to 2/0 AWG 1 14 to 2/0 AWG 2.86" 1.95" FSPDB1A 1.00" 5LCP6 — _ — _ 
1 1 14 to 2/0 AWG 4 14 to 2 AWG 3.45" 2.21" FSPDB2A 1.12" 5LCP7 — _ _ _ 
310 2 6 AWG to 350 MCM, 14 to 2/0 AWG 8 14 to 8 AWG OOF 2.50" FSPDB3A 1.85" 5LCP8 — —_— — _ 
335 1 6 AWG to 400 MCM 1 6 AWG to 400 MCM 5s - a5" FSPDB4A 1.54" 5LCP9 — _ — _ 
840 2 4 AWG to 600 MCM 2 4 AWG to 600 MCM dae a FSPDB5A 2.84" S5SLCRO — _ — _ 
Square D 
115 1 14 to 2 AWG 1 14 to 2 AWG 2.29" 1.53" 9080LBA_61101 — _ — — 2.10" 2DD63 
115 1 14 to 2 AWG 4 18 to 10 AWG 2.29" 1.53"  9080LBA_61104 | 0.83" 6NHG1 1.46" 6PGF3 2.10" 6PGF8 
150 1 6 to 2/0 AWG 6 10 to 4 AWG 5.37" 2.06" 9080LBA_62106 | — _ — _— 2.90" 6PGG0 
175 1 14 to 2/0 AWG 1 14 to 2/0 AWG 2.88" 1.78"  9080LBA_62101 | 1.13" 6NHG4 1.94" 6PGF5 2./5' 2DD65 
175 1 14 to 2/0 AWG 4 14 to 4 AWG 2.88" 1.78"  9080LBA_62104 | 1.13" 6NHG3 1.94" 2DD51 2./5' 2DD66 
310 1 6 AWG to 350 MCM 1 6 AWG to 350 MCM 13.40" 2.61" 9080LBA_63101 — _ 3.47" 2DD52 — _— 
335 1 6 AWG to 500 MCM 6 14 to 2 AWG 4.00" 2.61"  9080LBA 63106 | 1.94" 6PGFO 3.47" 6PGF6 5.00" 2DD70 
335 1 6 AWG to 400 MCM 8 14 to 2 AWG 4.75" 3.16" 9080LBA 64108 | — _ — _— 6.00" 2DD73 
350 2 14 to 2/0 AWG 6 14 to 4 AWG 4.00" 2.61" 9080LBC_63206 | 1.94" 6PGF1 3.47" 6PGF7 * 5.00" 6PGG1 * 
760 2 4 AWG to 500 MCM 2 4 AWG to 500 MCM 5.90" 3.12" 9080LBA 652021 | — _ 5.85" 100735 8.54" 100737 
760 2 4 AWG to 500 MCM 8 14 to 2/0 AWG 5.90" 3.12" 9080LBC_65208 | 3.17" 6PGF2 _— — 8.54" 6PGG2 * 
760 2 4 AWG to 500 MCM 8 14 to 2/0 AWG 5.50" 3.12" 9080LBA_65208 | — _ 5.85" 100736 — — 
760 2 4 AWG to 500 MCM 12 14 to 4 AWG 5.50" 3.12" 9080LBA_65212 | 3.17" 6NHG2 5.85" 6PGF4 8.54" 6PGF9 
Clear Cover For Use With Square D 9080LBA362 Series (except No. 6PGGO), Pkg. of 5 9080LB23 _ _ —_ _— —  6XTL1 
Clear Cover For Use With Square D 9080LBA363 Series, Pkg. of 5 9080LB33 _— _ — _ —  6XTL2 
* Copper block, accepts copper conductors only. 
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by Schneider Electric 


NEMA Terminal Blocks, Circuit 
Protectors, and Fuse Block 


= Terminal block temp. range: -40° 

to 257°F (-40° to 125°C) 
= Terminal and fuse block max. 600VAC 
Box lug terminal blocks are suitable for use with 
stranded or solid copper wire. Hardware is recessed 
into the molding. Built-in wire strip gauge and 
marking area. Terminal and fuse blocks are rated UL 


ELECTRICAL 
Terminal Blocks 












No. 5B375 a 
94 \-2 for flammability. 
No. 2DD09 No. 2DC71 No. 2DC60 : 
Mounting: All except Nos. 5B364 and 2DC71 have a 
snap-off arm on the terminal block. 
No. 2DD09 includes banana test plug adapter. 
Min. Max. Pieces End 2-Pole 6-Pole Channel Mfr. Item 
Amps Wire Size Wire Size per Ft. Barrier Jumpers Jumpers Size W H D Model No. 
Terminal Block, Nylon, Gray Color 
30 22 AWG 10 A 51 5B3/3 5B368 5B36/ 35mm/GH 2a 1.82" WES 9080GME6 3KL92 
Terminal Block, Nylon, Natural Color 
30 22 AWG 10 AWG a1 5B361 5B368 5B36/ 35mm/GH O.20r 1.82" leee. 9080GM6 5B362 
40 22 AWG 10 AWG 34 5B363 5B366 5B365 21mm 0.30" 1.39" 1.40" 9080GK6 5B364 
40 22 AWG 12 AWG 32 5B359 2DD04 2DD05 35mm/GH 0.38" 1.48" 1.80" 9080GA6 5B380 
40 18 AWG 12 AWG 32 5B359 2DD04 2DD05 35mm/GH 0.38" 1.48" 1.80" 9080GP6 5B360 
60 22 AWG 8 AWG 34 5B361 5B366 5B365 35mm/GH 0.30: 1.82" lhe. 9080GR6 5B358 
60 22 AWG 8 AWG 34 5B361 5B366 5B365 35mm/GH 0.35" 1.82" 12 9080GR6T 2DD09 
110 18 AWG 4 AWG 28 5B3/8 2DD01 2DD02 35mm/GH 0.43" 2.13. 1.99" 9080GC6 5B379 
180 12 AWG 1/0 17 5B3/6 2DD03 Mfr. No. 9080GH7/7 35mm/GH 0.70" Waly RE 9080GD6 5B3/77/ 
250 6 AWG 250 Kemil 10 5B3/3 — — 35mm/GH 1.17' 2.34" S02 9080GE6 2DC/1 
Circuit Protectors 
A 16 AWG 10 AWG 24 — — — 35mm/GH 0.5 in 3.11 in 3.15 in 9080GCB10 2DC60 
1A 16 AWG 12 AWG 10 — — — 35mm DIN Rail 1.2 in 3.0 in 3.3 In GB2CB06 20638 
2A 16 AWG 10 AWG 24 — — — 35mm/GH 0.5 in 3.11 in 3.15.1 9080GCB20 2DC65 
4A 16 AWG 10 AWG 24 — — — 35mm/GH 0.5 in 3.11 in 3.15 in 9080GCB40 2DC68 
JA 16 AWG 10 AWG 24 — — — 35mm/GH 0.5 in 3.11 in 3.19 In 9080GCB50 2DC69 
10A 16 AWG 10 AWG 24 — — — 35mm/GH 0.5 in 3.11 in 3.15in 9080GCB100 2DC61 
15A 16 AWG 10 AWG 24 — — — 35mm/GH 0.5 in 3.11 in 3.15in 9080GCB150 2DC64 
Fuse Block, Nylon, Natural Color, Midget Fuse Type 
30 18 AWG 10 AWG 16 5B3/4 — — 35mm/GH 0.75" 2.19° 2.19" 9080GF6 5B375 
Mounting Channel 
h No. 5B371 
Jumper ‘ yS 
No. 5B365 End Clamp 
No. 5B373 


\. 


Blown Fuse Indicator 


by Schneider Electric 





No. 2DD06 Hy 
Mounting Channels 
ee a a 
F oles ole I. tem 
eae Saree Description LW H _O.C. (in.) Width (in.) Model No. 
No. 5B361 GH Mounting Channels 
Standard 10.00" 0.81" 0.22" 0.63 0.2/ 9080GH110 2DC80 
Standard 12.00° 0.81 __ 0.22 0.63 0.27 9080GH112 2DC81 
_ Standard 36.00" 0.81" 0.22" 0.63 0.27 9080GH136 _5B371 
/ Standard 48.00" 0.81" 0.22" 0.63 0.27 9080GH148 _5B370 
vy — Standard 72.00" 0.81" 0.22" 0.63 0.27 9080GH172 2DC86 
Snap-Off 36.00" 0.81" — 0.22" 0.63 0.27 9080GH236 5B369 
re End Clamps for GH Channels 
[D) sauaRED Screw-on End Clamp 9080GH10 _5B373 
by Schneider Electric. Slip-on End Clamp 9080GH11 —_5B372 
Terminal Block Accessories 
No. of Mfr. Item 
For Use With Poles Model No. 
Terminal Block Jumpers 
Mir. No. 9080GM6 2 9080GH/00 5B368 
Mfr. No. 9080GR6T, 9080GR6, 9080GK6 2 9080GH/2 5B366 No. 5B357 
Mfr. No. 9080GC6 2 9080GH74 2DD01 —— 
r. NO. = 
Mi. No. Q0B0GRGT, SOBOGRS, SOBOGKE sogogt7s 58368 | 35mm DIN Mounting Channels 
r. No. 
Mfr. No. 9080GP6, 9080GA6 6 9080GH79 2DD05 Symmetrical, prepunched rails are in compliance with EN 50022 standard (DIN 
Terminal Block Blown Fuse Indicators 7 - chi indivi in- 
Mfr. No. 9080CF6 — 9080GLP3 oDD06 46277-3). Priced each; shipped in pkg. of 10, sold individually in-store only. 
Mfr. No. 9080GF6 = 9080GLP6 2DD07 Nos. 5B357 and 2DF49 are galvanized steel. 
Terminal Block End Barriers 
Mir. No. 9080GR6T, 9080GR6, 9080GM6 — 9080GM6B 5B361 Mounting Mounting 
Mfr. No. 9080GK6 _ 9080GK6B 5B363 Holes Hole Mfr. Item 
Mfr. No. 9080GC6 — 9080GC6B 5B378 Type L W H 0.C. (in.) | Width (in.) Model No. 
Mfr. No. 9080GD6 — 9080GD6B 5B376 IEC 39.00" 1.38" 0.29" 0.98 0.71 9080MH339_ _—5 B357 
Mir. No. 9080GP6, 9080GA6 — 9080GP6B 5B359 IEC 78.00" 1.38" 0.29" 0.98 0.71 9080MH379 _ 2DF49 
Mfr. No. 9080GF6 — 9080GF6B 5B374 Terminal Block Screw-On End Clamp 9O80MHA10 _—3ULY3 


GRAINGER. 


ITT 


394 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
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ELECTRICAL 
Terminal Blocks 





i ; “ * 
Terminal and Barrier Strips GRAINGER 


APPROVED 
= Operating range: -40° to 302°F 
= Min. wire size (terminal strips): 22 AWG 
Feature heavy-duty, corrosion-resistant screws. Protective cover prevents contact with live terminals. 
15A, 300VAC 20A, 300VAC 30A, 600 60A, 600 
¥e" Term. Spacing Ae" Term. Spacing %e" Term. Spacing Ye" Term. Spacing 
No. of Item Item Item Item 
Poles L No. L No. L No. L No. 
Terminal Strips 
2 1.38" 6ZEF2 1.61" 6ZEG6 CARY 6YH63 — _— 
3 1.81" 6ZEF3 2.09" 6ZEG7 2.68" 6ZEJO — _ 
4 217° 6ZEF4 252 6ZEG8 3.25. 6YH64 — _ 
5 2.50. 6ZEF5 295° 6ZEG9 3.86" 6ZEJ1 — — 
6 2.91" 6ZEF6 330° 6ZEHO 4.37" 6YH65 5.00" 6YH91 
7 — _ _— —_— 5.00" 6ZEJ2 — _— 
8 3.70" 6ZEF8 4.21" 6ZEH2 5.50" 6YH66 — _ 
9 4.06" 6ZEF9 4.65" 6ZEH3 6.10" 6ZEJ3 — _ 
10 4.45" 6ZEGO ble 6ZEH4 — _ 7.48" 6ZEJ8 
12 5.20" 6ZEG1 5.98" 6ZEH5 tia 6YH68 875 6YH93 
14 5.98" 6ZEG2 6.89" 6ZEH6 8.74" 6ZEJ4 — _ 
16 6.73" 6ZEG3 7.80" 6ZEH7 9.84" 6ZEJ5 _— _ 
18 7.48" 6ZEG4 8.66" 6ZEH8 11.02" 6ZEJ6 — _ 
20 8.27" 6ZEG5 — _ 12.20" 6ZEJ7 — _ 
Min. Max. Item 
Amps Wire Size Wire Size L W H No. 
Barrier Strips, 300VAC, 12 Pole 
20 22 AWG 12 AWG cWie 0.64" Q.02- 6YH99 
30 22 AWG 10 AWG O03. 0.93" 0.74" 6YJ02 
No. of Pkg. Fits15A | Fits30A _ Fits 60A 
Poles Qty. Item No. | Item No. | Item No. 
Covers for Terminal Strips 
4 1 10L530 6YH73 _ 
6 1 _ _ 6YH95 
8 1 10L532 _ — 
10 1 101533 _ _ 
12 1 _ 6YH77 6YH97 
Accessories for 30A Terminal Strips 
Quick Connect, Double 10 _ 6YH87 _ 
Terminal Block Jumper, Flat Slip-on 10 — 6YH71 — 
: Schneider 
IEC-Style Terminal Blocks F Electric 


= DIN rail mountable 

Feature fast and reliable connection. Resist vibration and shocks, with a wide choice of connection options. Provide the 
possibility of testing all terminal blocks. Help ensure the quality and operational availability of equipment, and optimizes 
installation set up and operation. UL Recognized and CSA Certified. 


Min. Max. 

No. of No.of Wire Wire End 2-Pole Mfr. Item 
Amps Poles Connec. Size Size Barrier Jumpers Features H W OD Color Model No. 
Pass-Through 

20 1 2 _26AWG12AWG —23NY30 so 23NY19 — 1.87 0.21" 1.88" _ Gray NSYTRV22 _ 23NY07 
20 1 2 26AWG 12 AWG sepa 23NY19 — 1.87' 0.21" 1.88° Blue NSYTRV22BL 23NY08 
30 1 2 26 AWG 10 AWG ee 23NY20 — 1.87" 0.24" 1.88" Gray NSYTRV42_ _ 23NY09 
I. 0. W ul u 
30 1 2 26 AWG 10 AWG yovtpapoop, 23NY20 — 1.87' 0.24" 1.88 Blue NSYTRV42BL 23NY10 
30 1 4 + 26AWGIDAWG ov r00SO 23NY20 = 1.87" 0.24" 2.58" Gray NSYTRV44  23NY13 
50 1 2  24AWG 8 AWG 23NY30 — 23NY21 — 1.87" 0.32" 1.88" _ Gray NSYTRV62 —23NY11 
Pass-Through Doubledeck na Raat 
0. 0 elo i) u u 
a : 2 4 26AWG12 AWG \oytpapeo4 23NY19 — 2.56" .0.20":2.75 Gray NSYTRV24D 23NY12 
rounding 
— 1 2  26AWG12AWG 23NY30 —23NY19 — 1.87" 0.21" 1.88" Yellow/Green NSYTRV22PE 23NY14 
— 1 2  26AWGI0AWG 23NY30 —23NY20 — 1.87" 0.24" 1.88" Yellow/Green NSYTRV42PE 23NY15 
— 1 2  24AWG 8 AWG 23NY30 — 23NY21 — 1.87" 0.32" 1.88" Yellow/Green NSYTRV62PE  23NY16 
Lever-Type Fuse, No Lamp " a0 
_ _ ccepts 5 x 20mm ; i i 
6 1 2 26 AWG 10 AWG Glass or Ceramic ruse 2:22 O.d2 2.85 Black NSYTRV42SF5 23NY17 
2 = ccepts “4° 4° Glass n ; ; 
10 1 2 26AWG 8AWG or Ceramic Fuse 2.38" 0.40" 3.11 Black NSYTRV42SF6 23NY18 
Lever-Type Fuse, LED, 110 to 250VAC/DC ‘ wn 
__ = ccepts 4° 4° Glass , fj , 
10 1 2 26AWG 8 AWG ot Ceramic Fuse 2.38" 0.40" 3.11 Black NSYTRV42SF6LA 491418 
_ _ ccepts 9 x 20mm a : ' 
12 1 2 26AWG10 AWG Floss of Ceramic Flisé.. 220 O82 ¢00 Black NSYTRV42SF5LA 491416 
Lever-Type Fuse, LED, 12 to 30VAC/DC kK a 
= _ ccepts “4° 4° Glass n ; ; 
10 1 2 26AWG 8 AWG Or Caramic Fuse 2.38" 0.40" 3.11 Black NSYTRV42SF6LD 491417 
ze 4 2 26 AWG 10 AWG — — Accepts ox 20mM — 5 99" 0.32" 2.85" Black + NSYTRV42SF5LD 497415 


: Glass or Ceramic Fuse 
Accessories 


Terminal Block Jumper, 2 Pole, For Use With Mfr. No. NSYTRV24D, NSYTRV22PE, NSYTRV22 NSYTRAL22 23NY19 
Terminal Block Jumper, 2 Pole, For Use With Mfr. No. NSYTRV42, NSYTRV42BL, NSYTRV42PE NSYTRAL42  23NY20 
Terminal Block Jumper, 2 Pole, For Use With Mfr. No. NSYTRV62PE, NSYTRV62 NSYTRAL62 23NY21 
Blank Marking Card, 42 Characters, For Use With Mfr. No. NSYTRV62 NSYTRABPV8 23NY24 
Blank Marking Card, 60 Characters, For Use With Mfr. No. NSYTRV42, NSYTRV42BL NSYTRABPV6 23NY23 
Blank Marking Card, 72 Characters, For Use With Mfr. No. NSYTRV22, NSYTRV22BL NSYTRABPV5 23NY22 
Terminal Block End Barrier, Screw Terminal, For Use With Mfr. No. NSYTRV22, NSYTRAC22 23NY25 
NSYTRV22BL, NSYTRV42, NSYTRV42BL, NSYTRV62 

Terminal Block End Plate, Screw Terminal, For Use With Mfr. No. NSYTRV24D NSYTRACE24 23NY26 
Terminal Block End Plate, Screw Terminal, For Use With Mfr. No. NSYTRV44 NSYTRAC24 23NY27 
End Clamp, Clip-On Mount, 35mm DIN Rail, For Use With All Terminal Blocks NSYTRAAB35 23NY29 
End Clamp, Screw Mount, 35mm DIN Rail, For Use With All Terminal Blocks NSYTRAABV35 23NY28 
Partition Plate, Screw Terminal, For Use With Mfr. No. NSYTRV22, NSYTRV22BL, NSYTRV42, NSYTRV42BL, NSYTRV62 NSYTRAP22 23NY30 


Partial End Plate, Screw Terminal Double Level, For Use With Mfr. No. NSYTRV24D NSYTRACEP24 23NY31 
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Terminal Strip 
No. 6YH68 


Lehre tm 
a A? 


Barrier Strip 
No. 6YH99 


Jumper 
No. 6YH71 





Quick Connect, Double 
No. 6YH87 






No. 23NY08 





No. 23NY13 





No. 23NY14 





No. 23NY17 


No. 23NY19 
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Cord Reels Details on page A1. = 


LumaPro * 
Cord Reels Lunage 


These cord reels are used in general purpose 
applications and provide access and storage of 
extension cords while protecting the cord from 
wear, tangling, and kinking. The desired length 
of cord is pulled from the reel to reach equip- 
ment, and when power is no longer needed, 
the cord is wound back around the reel. 
Self-retracting cord reels automatically wind 












No. No. 
436H02 443P47 








me: extended cord back on the reel, while hand- 
443P50 ee 
winding cord reels have a handle or knob for 
winding the cord manually. Lighted cord reels 
hold power cords with attached lamps to 
provide illumination in dark environments. 
Retractable Wire Max. Trade Cord Reel Overall Overall Item 
Cord Length Size Voltage Amps Feeder Cord Retractable Cord Ending Designation Color Color Width Height No. 
Extension Cord Reel 
Ratchet Lock 
25 i 16AWG  125VAC 10.0 Grounding Plug, NEMA 5-15P Flying Lead SJTOW Black Yellow 94%" 11%" 436H02 
30 ft. 14AWG  120VAC 130 Grounding Plug, NEMA 5-15P Triple Tap Connector, NEMA 5-15R Sul Yellow Yellow 91%" 11%" — 4XP67 
30 ft. 14AWG  125VAC 13:0 Grounding Plug, NEMA 5-15P Single Connector, NEMA 5-15R SJTW Yellow Yellow 91%" 11%" 436G97 
30 ft. 14AWG  125VAC 13.0 Grounding Plug, NEMA 5-15P Triple Tap Connector, NEMA 5-15R SJTW Yellow Yellow 9%" 11%" 436698 
AO ft. 12 AWG = 125VAC 15.0 Grounding Plug, NEMA 5-15P Triple Tap Connector, NEMA 5-15R SJTOW Yellow Yellow 16%' 13%'  443P47 
50 ft. 14 AWG _125VAC 13.0 Grounding Plug, NEMA 5-15P Triple Tap Connector, NEMA 5-15R SJTOW Yellow Yellow 16%'  13%' 443P48 
Hand Operated 
mie 12 AWG = 125VAC 15.0 Grounding Plug, NEMA 5-15R Quad Receptacle On Reel, NEMA 5-20P SJTW Yellow Yellow 17%" 17%"  486H03 
20 ft. 14AWG  120VAC 15.0 GFCI Plug, NEMA 5-15R Dual Receptacle On Reel, NEMA 5-15P SJT Yellow Yellow 8%! 93%" —1TGL4 
25 ft. 16AWG 120VAC 10.0 Grounding Plug, NEMA 5-15R Quad Receptacle On Reel, NEMA 5-15P SIT Yellow Yellow 8%" 934" — 3A535 
AO ft. 14AWG  120VAC 13.0 Grounding Plug, NEMA 5-15R Quad Receptacle On Reel, NEMA 5-15P SJTW Yellow Yellow 9" 12" 2YKR4 
80 ft. 14AWG  120VAC 10.0 Grounding Plug, NEMA 5-15R Quad Receptacle On Reel, NEMA 5-15P SJTW Yellow Yellow 734" 13%" —2YKR5 
80 ft. 14AWG  120VAC 10.0 GFCI Plug, NEMA 5-15R Quad Receptacle On Reel, NEMA 5-15P SJTW Yellow Yellow 73%" 13%" — 2YKR7 
100 ft. 12AWG 120VAC 13.0 Grounding Plug, NEMA 5-15R Quad Receptacle On Reel, NEMA 5-15P SO Yellow Yellow 13%' 17%" 22M975 


Extension Cord Reel with Hand Lamp 
Ratchet Lock 












20 tt. 18 AWG 120VAC 7.0 Grounding Plug, NEMA 5-15P Incandescent Lamp with Receptacle, NEMA 5-15R SVT Yellow Yellow 2%" 7¥" 1A135 
Zo Tt, 18AWG 120VAC NoReceptacle Grounding Plug, NEMA 1-15P LED Lamp, No Receptacle SJT Black Yellow — 14" 2YKP6 
Zoi 16 AWG 120VAC 10.0 Grounding Plug, NEMA 5-15P Incandescent Lamp with Receptacle, NEMA 5-15R SJT Yellow Yellow 3 il 1W943 
Zo it, 16 AWG 120VAC 10.0 Grounding Plug, NEMA 5-15P LED Lamp with Receptacle, NEMA 5-15R SJT Black Yellow — 14" 2YKR1 
30 ft. 18AWG 120VAC NoReceptacle Grounding Plug, NEMA 5-15P Fluorescent Lamp, No Receptacle SJT Yellow Yellow 2%" t2' 2YKP2 
30 ft. 18AWG 120VAC NoReceptacle Grounding Plug, NEMA 5-15P LED Lamp, No Receptacle SJT Black Yellow 9%" 11%"  436H01 
go Tt 18AWG 120VAC NoReceptacle Grounding Plug, NEMA 5-15P Incandescent Lamp, No Receptacle SJT Yellow Yellow 3 11" 6X755 
40 ft. 18AWG 120VAC  NoReceptacle Grounding Plug, NEMA 1-15P LED Lamp, No Receptacle SJT Black _ Yellow 2" 14" 2YKP7 
40 tt. 16 AWG 120VAC 9.5 Grounding Plug, NEMA 5-15P LED Lamp with Receptacle, NEMA 5-15R SJTW Black —_ Black 14" 18" 443P49 
50 ft. 18AWG 120VAC NoReceptacle Grounding Plug, NEMA 5-15P LED Lamp, No Receptacle SVT Black Yellow 9%" 11%"  436G99 
00 ft. 14AWG 120VAC 12.5 Grounding Plug, NEMA 5-15P LED Lamp with Receptacle, NEMA 5-15R SJTW Black —_ Black 14" 18" — 443P50 
20 ft. 14AWG = 120VAC 13.0 Grounding Plug, NEMA 5-15P Incandescent Lamp with Receptacle, NEMA 5-15R SJTW Yellow Black of 15%" = 2YKT2 

Cord Storage Reel 

Hand Operated 

125 ft. of 14/3 Cord, 100 ft. of 12/3 Cord, 200 ft. of 16/3 Cord Yellow 13%" 17%"  11A562 

150 ft. of Cord/Rope/Air Hose Gray 10%" 13° 6YF66 

Ga 

No. No. COXREELS 

oe me Coxreels Cord Reels ey 






These cord reels are used in indus- RETRACTABLE CORD REELS 
trial and heavy industrial applications Feature enclosed, factory-tuned cartridge style spring 
and hold extension cords that supply motor. 1-pc. 4" steel base and mount for heavy-duty 
temporary power to devices located applications. Multiposition guide arm adjusts to wall, 
some distance away from an electrical —_ floor and ceiling mounts and lock ratchet secures cord 
outlet. Self-retracting cord reels have at desired length. 


a spring mechanism that automatically 
winds the cord back on the reel. A stop, CORD STORAGE REEL | | 
or ratchet, holds the cord at the desired Adjustable tension brake prevents free-wheeling during 


length after it's pulled out for use. A operation, transport, or storage. Steel construction with 
quick tug on the cord disengages the chip-resistant CPC™ powder-coated finish. No. 11K513 
stop, causing the spring to fully retract ‘Ss welded steel "A" frame construction to strengthen 
the cord. Hand-winding cord reels have the reel structure. Permanently lubricated self-aligning 
a handle or knob that is turned by hand _ Pillow block bearings. All internal electrical components 


No. 
46V017 





11K515 
to wind the extension cord around the © Under an access cover panel. No. 11K515 is designed 
Retractable Wire Max. Trade Cord Reel Overall Overall Item 
Cord Length Size Voltage Amps Feeder Cord Retractable Cord Ending Designation Color Color Width Height No. 
Extension Cord Reel 
Ratchet Lock 
30 ft. 12AWG 120VAC 13.0 Grounding Plug, NEMA 5-20P Flying Lead SJO Black Blue 10%" 10%" 46V004 
30 ft. 16AWG 120VAC 13.0 Grounding Plug, NEMA 5-15P Single Connector, NEMA 5-15R SJO Black Blue 10%" 10%" 46U998 
30 ft. 12AWG 120VAC 20.0 Grounding Plug, NEMA5-20P Duplex GFCI Box Receptacle, NEMA 5-20R SJO Black Blue 10%" 10%" 46V002 
30 ft. 12AWG 120VAC 20.0 Grounding Plug, NEMA 5-20P Quad Box Receptacle, NEMA 5-20R SJO Black Blue 10%" 10%" 46U999 
50 ft. 12AWG 120VAC 20.0 Grounding Plug, NEMA 5-20P Duplex GFCI Box Receptacle, NEMA 5-20R SJO Black Blue 8%" 147%" 46V015 
75 ft. 12AWG 120VAC 20.0 Grounding Plug, NEMA 5-20P Duplex GFCI Box Receptacle, NEMA 5-20R SJO Black Blue 19%" 21" 46V016 
100 ft. 12AWG 120VAC 20.0 Grounding Plug, NEMA5-20P Duplex GFCI Box Receptacle, NEMA 5-20R SJO Black Blue 24" 25%" 46V017 
Cord Storage Reel 
Hand Operated 
40 ft. of 8/3 Cord , 75 ft. 10/3 Cord, 150 ft. of 12/3 Cord, 300 ft. of 16/3 Cord Blue 12%" 13%" 11K515 
250 ft. of 12/3, 200 ft. of 10/3 Blue 17%" 18%" 11K513 
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No. 
32UK76 


®[Q|REELCRAFT 
Reelcraft Cord Reels 


These cord reels are used in industrial and heavy 
industrial applications to provide access and storage 
of extension cords. Self-retracting cord reels have a 
spring mechanism that automatically winds the cord 
back on the reel. Incandescent lighted cord reels 
hold cords with attached lamps to provide portable 
lighting. Hand-winding cord reels have a handle or 
knob that is turned by hand to wind the extension 
cord around the spool when not in use. 


HAND-WIND CORD REELS 


Large spool capacity, vibrationproof self-locking 
fasteners, and permanently lubricated main bear- 
ings. Adjustable spool-rotation drag eliminates cable 
backlash. Powder-coated steel construction. 









No. 
451N70 























Retractable Wire Max. Trade Cord Overall Overall Item 
Cord Length Size Voltage Amps Feeder Cord Retractable Cord Ending Designation Color Reel Width Height No. 
Extension Cord Reel 
Ratchet Lock 
35ft. 16AWG 120VAC 13.0 Grounding Connector, NEMA 5-15R Single Plug, NEMA 5-15P SJTOW Black Red Steel 12%" 13%" 32UK77 
45 ft. 12AWG  120VAC 15.0 Grounding Plug, NEMA 5-15P Single Connector, NEMA 5-15R SJEOOW Black Red Steel 125%" 13%" —8XFC6 
45ft. 12AWG 120VAC 15.0 — Grounding Plug, NEMA 5-15P Single Connector, NEMA 5-15R SJEOOW White White Steel 125%" 13%" 32UK75 
45 ft. 12AWG  120VAC 15.0 — Grounding Plug, NEMA 5-15P Duplex GFCI Box Receptacle, NEMA5-15R SJEOOW Black Red Steel 125%" 13%" —8X356 
45 ft. 12AWG  120VAC 15.0 Grounding Plug, NEMA 5-15P Single Connector, NEMA 5-15R SJEOOW Black Red Steel 125%" 13%" 127744 
45ft. 12AWG 120VAC 15.0 — Grounding Plug, NEMA 5-15P Duplex GFCI Box Receptacle, NEMA5-15R SJEOOW _ Black Red Steel 125%" 13%" 127745 
45 ft. 12AWG 125VAC 15.0 Grounding Plug, NEMA 5-15P Single Connector, NEMA 5-15R SJEOOW Black Silver Stainless Steel 10%" 14%" 55CX98 
45ft 12AWG 125VAC 15.0 Se Tee Se Le a SJEOOW White Silver Stainless Steel 10%" 1436" 55CY01 
45 ft. 12AWG  125VAC 15.0 Grounding Plug, NEMA 5-15P Duplex GFCI Box Receptacle, NEMA5-15R SJEOOW Black Silver Stainless Steel 10%" 1436" 55CY02 
45 ft. 12AWG  125VAC 15.0 Grounding Plug, NEMA 5-15P Triple Tap with GFCI, NEMA 5-15R SJEOOW Black Silver Stainless Steel 1014" 14%" 55CY04 
45 ft. 12AWG  120VAC 20.0 Grounding Plug, NEMA 5-20P Single Connector, NEMA 5-20R SJEOOW Black Red Steel 125%" 13%" 2XHZ9 
45 ft. 12AWG  120VAC 20.0 Grounding Plug, NEMA 5-20P Single Connector, NEMA 5-20R SJEOOW White White Steel 125%" 13%" 32UK76 
45 ft. 12AWG 120VAC 20.0 — Grounding Plug, NEMA 5-20P Single Connector, NEMA 5-20R SJEOOW Black Red Steel 125%" 20" ~—2XJC8 
45 ft. 12AWG  120VAC 20.0 Grounding Plug, NEMA 5-20P Single Locking Connector, NEMAL5-20R = SJEOOW _ Black Red Steel 1255" 13%" 2XJAt 
45 ft. 12AWG  120VAC 20.0 Grounding Plug, NEMA 5-20P Single Locking Connector, NEMAL5-20R = SJEOOW _ Black Red Steel 125%" 20° ~—2XJC9 
45 ft. 12AWG  120VAC 20.0 Grounding Plug, NEMA 5-20P Duplex GFCI Box Receptacle, NEMA5-20R SJEOOW Black Red Steel 1255" 13%" — 2XJA2 
45 ft. 12AWG 120VAC 20.0 Grounding Plug, NEMA 5-20P Duplex GFCI Box Receptacle, NEMA5-20R SJEOOW Black Red Steel 125%" 20" ~—-2XJD1 
45 ft. 12AWG  120VAC 20.0 Grounding Connector, NEMA 5-20R Grounding Plug, NEMA 5-20P SJEOOW Black Red Steel 125%" 13%" 32UK80 
45 ft. 12AWG  125VAC 20.0 __ Grounding Plug, NEMA 5-20P Single Connector, NEMA 5-20R SJEOOW Black Silver Stainless Steel 10%" 1436" 55CX99 
45 ft. 12AWG  125VAC 20.0 __ Grounding Plug, NEMA 5-20P Duplex GFCI Box Receptacle, NEMA5-20R SJEOOW Black Silver Stainless Steel 10%"  1436' 55CY03 
50ft. 16AWG 120VAC 13.0 — Grounding Plug, NEMA 5-15P Single Connector, NEMA 5-15R SJTOW _ Black Red Steel 125%" 13%" 2XHZ8 
50ft. 16AWG 120VAC 13.0 — Grounding Plug, NEMA 5-15P Single Connector, NEMA 5-15R SJTOW Black Red Steel 125%" 20" —-2XJC7 
50ft. 16AWG 120VAC 13.0 — Grounding Plug, NEMA 5-15P Triple Tap Connector, NEMA 5-15R SJEOOW Black Red Steel 125%" 13%" 13A882 
50ft. 16AWG 120VAC 13.0 Grounding Connector, NEMA 5-15R Grounding Plug, NEMA 5-15P SJTOW _ Black Red Steel 125%" 13%" 32UK78 
50ft. 12AWG 120VAC 15.0 — Grounding Plug, NEMA 5-15P Duplex GFCI Box Receptacle, NEMA 5-15R SO Black Red Steel 17% 12% 4LMG2 
50ft. 12AWG 600VAC 16.0 Junction Box Flying Lead SEOOW _ Black Red Steel 16%" 17%" 127746 
50ft. 12AWG 125/240VAC 20.0 Junction Box Flying Lead SJEOOW Black Red Steel 16%" 17%" —2xJC4 
20 ft. 10 AWG —_600VAC 20.0 Junction Box Flying Lead SEOOW __ Black Red Steel 19" 20%" 127747 
50ft. 10AWG 125/240VAC 30.0 Junction Box Flying Lead SEOOW __ Black Red Steel 16%" 17%" — 2XJC5 
75ft. 12AWG 120VAC 20.0 — Grounding Plug, NEMA 5-20P Single Connector, NEMA 5-20R SEOOW _ Black Red Steel 113%" 20%" ~—451N69 
100 ft. 12AWG 120VAC 15.0 — Grounding Plug, NEMA 5-15P Single Connector, NEMA 5-15R SEOOW _ Black Red Steel 113%" 20%" ~—451N70 
100 ft. 12AWG  120VAC 20.0 Grounding Plug, NEMA 5-20P Single Connector, NEMA 5-20R SEOOW _Black Red Steel 113%" 20%" 451N71 
Hand Operated 
200 ft. of 10/3 Red Steel 193%" 20%" 2XJE4 
Extension Cord Reel with Hand Lam 
Ratchet Lock 
35 ft. 16AWG  120VAC 13.0 Grounding Plug, NEMA 5-15P Rocantacle NEMA ISR STOW Black Red Steel 9%" 1344 2XJA3 
50ft. 16AWG 120VAC 13.0 Grounding Plug, NEMA 5-15P Rocaptacle NEMA IER SJTOW Black Red Steel 9%" 134%" 2XJAA 
Cord Storage Reel 
Motor Driven 
200 ft. of 10/3 Red Steel 19345" 20%" 2XJE6 
Hand Operated 
140 ft. of 10/3 Cord, 175 ft. of 12/3 Cord, 425 ft. of 16/3 Cord Red Steel 19%" 20%" 2XJE1 
280 ft. of 10/3 Cord, 350 ft. of 12/3 Cord, 850 ft. of 16/3 Cord Red Steel 19%" 20%" —2XJE2 
Wiring Device-Kellems 
Hubbell Cord Reel No. 
This reel is used in heavy industrial applica- INDOOR SSEPS6 
tions and holds extension cords that supply Extra-sturdy, with positive latch 
temporary power to devices located at a mechanism and corrosion-resistant, | 
distance from an electrical outlet. A stop holds powder-coated finish. ) 
the cord at the desired length after it's pulled tt 
out. A tug on the cord disengages the stop, » 
causing the cord to fully retract. 
Retractable Wire Max. Trade Cord Reel Overall Overall Item 
Cord Length Size Voltage Amps Feeder Cord Retractable Cord Ending Designation Color Color Width Height No. 
Extension Cord Reel 
Ratchet Lock 
45 ft 12AWG 125VAC 20.0A — Grounding Plug, NEMA 5-20P Single Locking Connector, NEMA L5-20R SJEO Black White 12%in  13in | 1TRB2 
45 ft 12AWG 125VAC 20.0A Grounding Plug, NEMA5-15P —_ Duplex GFCI Box Receptacle, NEMA L5-20R SJOW White White 12%in 14%in  55EP56 
45 ft 12AWG 125VAC 20.0A Grounding Plug, NEMA 5-15P Single Connector, NEMA 5-20R SJOW White White 12%in 14%in 55EP57 
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ELECTRICAL Scan. Order. Done. 
Cord Reels Details on page Al. 








KH Industrial Cord Reels INDUSTRIES 


These cord reels are typically used in heavy industrial applications. They have a 
spring mechanism that automatically winds the cord back on the reel. A stop, or 
7, ee P ratchet, holds the cord at the desired length after it's pulled out for use. A quick tug 

. on the cord disengages the stop, causing the spring to fully retract the cord. These 
reels provide access and storage of extension cords while protecting the cord from 
wear, tangling, and kinking. 


RTB SERIES NEMA 2 FOR INDOOR USE, OR NEMA 4 FOR INDOOR/OUTDOOR USE 


No. Plug-n-Play models include NEMA rated plug-on feeder end, and PowerTuff Electrical 
. 30PL33 Outlet Box on payout. 3 or 4 conductors and cord lengths up to 50 ft. Slip ring is rated 
up to 600V/30A. Designed for single or 3-phase applications. UL Listed and CSA 
Certified. PowerTuff boxes comply with OSHA and NEC regulations. 


RTF SERIES NEMA 4X CORROSION-RESISTANT FOR INDOOR/OUTDOOR USE 


High-tension spring RTF reels are for single or 3-phase applications and have a larger 
hub and additional conductors. Constant tension models are often used for moving 
equipment such as cranes and transfer cars. 70 ft. cord length. 3 to 12 conductors 
available. Slip ring is rated up to G6O0V/35A. UL Listed and CSA Certified. 






No. 
13V190 









No. 
13V205 





Retractable Wire Max. Trade Cord Reel Overall Overall Item 

Cord Length Size Voltage Amps Feeder Cord Retractable Cord Ending Designation Color Color Std. Width Height Series No. 

Extension Cord Reel 

Ratchet Lock 
25 ft.  12AWG 120VAC 20.0 Grounding Plug, NEMA 5-20P Quad Box Receptacle, NEMA 5-20R SJOW Black Yellow UL, CSA,NEMA2 79% 131% RIB 13V199 
30ft. 14AWG 600VAC 12.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA, NEMA 4X 141" 15° RIF 13V214 
30 ft. 12AWG 600VAC 16.0 Flying Lead Flying Lead SOOW Black Yellow UL,CSA,NEMA4X 14%" 15° RIF 13V215 
30 ft. 12AWG 600VAC 20.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA, NEMA4X 14%" 15° RTF 13V205 
30 ft. 10AWG 600VAC 20.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA, NEMA4X 14%" 15° RIF 13V216 
30 ft. 10AWG 600VAC 25.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA, NEMA4X 14%" 15° RTF 13V206 
50ft.  16AWG 600VAC 10.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA,NEMA4 7%’ 13'%e" RIB _13V190 
50ft. 14AWG 120VAC 15.0 Grounding Plug, NEMA5-15P Quad Box Receptacle, NEMA 5-15R SJOW Black Yellow UL, CSA,NEMA2 7% 131%6° RIB  13V194 
50ft. 12AWG 600VAC 16.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA, NEMA 4X 14%" 15° RIF 13V218 
50ft. 12AWG 120VAC 20.0 Grounding Plug, NEMA 5-20P Quad Box Receptacle, NEMA 5-20R SJOW Black Yellow UL, CSA,NEMA2 7%’ 131% RTB  13V201 
50ft. 10AWG 600VAC 20.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA, NEMA 4X 14%" 15° RIF 13V219 
50ft.  10AWG 600VAC 25.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA, NEMA4X 14%" 15° RTF 13V209 
70ft.  14AWG 600VAC 15.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA, NEMA4X 14% 15° RIF 13V211 
70 ft. 12AWG 600VAC 20.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA, NEMA 4X 14%" 15" RTF 13V212 

Field Convertible 
25 ft.  12AWG 120VAC 20.0 Flying Lead Flying Lead SJOW Black Black  UL,CSA,NEMA4 79 135%s" RIB  30PL33 
95 ft. 12AWG 120VAC 20.0 Grounding Plug, NEMA5-20P Quad Box Receptacle, NEMA 5-20R SJOW Black Black UL, CSA.NEMA2 7%  13%°  RTB  30PL35 
25 ft.  12AWG 120VAC 20.0 Peg: NEMA DOP Quad Box Receptacle, NEMA 5-20R SJOW Black Yellow UL, CSA,NEMA2 794’ 131%’ RTB  13V197 
50ft.  14AWG 600VAC 15.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA, NEMA4X 14%" 15° RIF 30PL43 
50ft.  12AWG 300VAC 20.0 Flying Lead Flying Lead SJOW Black Black UL, CSA,NEMA4 7%’ 135%" RTB  30PL34 
50 ft. 12AWG 120VAC 20.0 Grounding Plug, NEMA5-20P Quad Box Receptacle, NEMA 5-20R SJOW Black Black UL, CSA.NEMA2 794" 135%a" RIB 30PL36 
50 ft. 12AWG 120VAC 20.0 Grounding Plug, NEMA 5-20P Duplex GFCI Box Receptacle, NEMA5-20R  SJOW Black Black UL. CSA, NEMA2 7% 135%" RIB  30PL38 
50ft.  12AWG 120VAC 20.0 Flying Lead Flying Lead SJOW Black White UL,CSA.NEMA4 7% 13%°  RTB  30PL40 
50ft.  12AWG 120VAC 20.0 Flying Lead Flying Lead SJOW White White UL,CSA.NEMA4 73 13% RTB  30PL42 
50 ft.  12AWG 120VAC 20.0 Mele NEMA OP Quad Box Receptacle, NEMA 5-20R SJOW Black Yellow UL,CSA,NEMA2 794’ 131%’ RTB  13V198 
50 ft. 12AWG 600VAC 20.0 Flying Lead Flying Lead SOOW Black Yellow UL, CSA, NEMA 4X 14%" 15° RIF _11A232 

Constant Tension 
50ft.  14AWG 600VAC 12.0 Flying Lead Flying Lead SOOW Black Yellow UL,CSA,NEMA4X 14% 15° RIF 11A231 

Pivot Base 

Swivel Base, 345 Degree Swing 

For Use With RTB and RTF Series Reels = = —~ RT BE-PVB 13V202 

,— 
(Comoucrix 
wampfler 


Conductix-Wampfiler 
Retractable Cord Reels 


These cord reels are generally used for 
heavy industrial applications. The cord 
automatically winds back on the reel with a 
spring mechanism. After the cord is pulled 
out, a stop holds it in place. Tugging on the 
cord disengages the stop and causes the 
spring to fully retract the cord. These reels 
hold extension cords that supply temporary 





No. 421X33 No. 421X35 No. 421X36 No. 421X31 . ; 
power to devices located some distance 
away from an electrical outlet. 
Cord Wire Max. Trade Cord Reel Overall Overall Item 
Length Size Voltage Amps Feeder Cord Retractable Cord Ending Designation Color Color Width Height No. 
Extension Cord Reel 
Ratchet Lock 
25 ft. 12 AWG 125VAC 20.0 Grounding Plug, NEMA 5-20P Flying Lead SJOW Black Yellow 12" 1354" 421X33 
50 ft. 12 AWG 125VAC 20.0 Grounding Plug, NEMA 5-20P Flying Lead SJOW Black Yellow 2: 13%)" 421X34 
50 ft. 12 AWG 125VAC 20.0 Grounding Plug, NEMA 5-20P Quad Box Receptacle, NEMA 5-20R SJOW Black White 12" 13%)" 421X35 
100 ft. 12 AWG 125VAC 20.0 Grounding Plug, NEMA 5-20P Quad Box Receptacle, NEMA 5-20R SJOW Black Yellow 141" 15° 421X36 
fot, 12 AWG 125VAC 20.0 Grounding Plug, NEMA 5-20P Quad Box Receptacle, NEMA 5-20R SJOW Black Yellow 147" 15 421X37 
100 ft. 12 AWG 125VAC 20.0 Grounding Plug, NEMA 5-20P Flying Lead SJOW Black Yellow 147," 15’ 421X38 
50 ft. 14 AWG 600VAC 12.0 Flying Lead Flying Lead SOOW Black Yellow 131" 15° 421X32 
50 ft. 16 AWG 600VAC 8.0 Flying Lead Flying Lead SOOW Black Yellow 131" 15 421X311 
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We power 





* GRAINGER 
APPROVED 


Outdoor Extension Cords 


These cords have a durable jacket that resists abra- 
sion and harsh weather conditions, making them more 
robust for outdoor applications than indoor extension 
cords. They provide power when the power source is 
located some distance away from the device, such as 
with landscaping equipment. They consist of flexible 
electrical cable with a plug at one end and one or more 


cS Southwire’ ace 


Wiring Device-Kellems 


Cord Designations 


Cord and Cable Abbreviation Information 
Weather-Approved, 
W, W-A Indoor/Outdoor 
Parallel 
Heavier Construction than -1 
Heavier Construction than -2_ 
Range or Dryer Cable 


Heater Cord 


Service 


Junior Service, 300V P 
Thermoplastic/Vinyl 
Elastomer -3 


SRD 
HPN 


Oil-Resistant 
Oil-Resistant Outer 
Jacket and Insulation 

















receptacles at the other end. MO; Aes 
Cord Length 
10 ft 25 ft 50 ft 100 ft 
Wire Trade Plug Jacket Temp. Power Item Item Item Item 
Size Designation Configuration Color Rating Indicator Brand No. No. No. No. 
1 Outlet Single Connector 
16 AWG SJTW NEMA 5-15P Orange -40° to 167°F Yes Power First | 3EA97 3EA98 | 1FD53 = 1FD54 
16 AWG SJTW NEMA 5-15P Black -40° to 167°F Yes Power First — — 21RJ51 — 
16 AWG SJTW NEMA 5-15P Blue -58° to 140°F Yes Southwire _ 55CW88 55CW89 _ 
16AWG SJIOW NEMA 5-15P Yellow -58° to 194°F Yes Power First — 4GAA5 §4GAA6 — 
14 AWG SJTW NEMA 5-15P Orange with Black Stripe  -40° to 167°F Yes Power First | 1XUP4  3EA99 | 1FD55 | 1FD56 
14 AWG SJTW NEMA 5-15P Black -40° to 167°F Yes Power First — 21RJ54 | 21RJ52 — 
14 AWG SJTW NEMA 5-15P Red/Black -40° to 140°F Yes Southwire _— — — 5oCW7/5 
14 AWG SJTW NEMA 5-15P Blue -58° to 140°F Yes Southwire — 5oCW78 | 5oCW82 | 55CW76 
14 AWG SJTW NEMA 5-15P Red -40° to 140°F Yes Southwire — 5oCW80 S5oCW84 | 55CW77 
14 AWG STW NEMA 5-15P Orange -40° to 140°F No Southwire _— 5oCW86 SOCW87 | 55CW85 
14AWG SJIOW NEMA 5-15P Yellow -58° to 194°F Yes Power First — 4GAA7 | 4GAA8 | 4GAA9 
14 AWG SJTW NEMA 5-15P Yellow -40° to 167°F Yes Power First — — 52NY27 _— No. 55CW66 
12 AWG SJTW NEMA 5-15P Blue -58° to 140°F Yes Southwire — 5oCW54 SOCW57 | 55CW40 
12 AWG SJTW NEMA 5-15P Blue/Red -40° to 140°F Yes Southwire — — 55CW60 55CW41 
12 AWG SJTW NEMA 5-15P Lime Green/Red -40° to 140°F Yes Southwire — — 55CW62 | 55CW42 
12 AWG SJTW NEMA 5-15P Green/Yellow -40° to 140°F Yes Southwire — — 55CW61  5d5CW43 
12 AWG SJTW NEMA 5-15P Orange/Blue -40° to 140°F Yes Southwire — — 5oCW64 | 55CW44 
12 AWG SJTW NEMA 5-15P Pink/Lime Green -40° to 140°F Yes Southwire — _ 55CW66 55CW45 
12 AWG SJTW NEMA 5-15P Blue -40° to 140°F Yes Southwire _ 5oCW55 55CW59 | 5OCW46 
12 AWG SJTW NEMA 5-15P Green -40° to 140°F Yes Southwire — 55CW56 55CW63 | 55CW47 
12 AWG SJTW NEMA 5-15P Pink -40° to 140°F Yes Southwire — — 55CW65  55CW48 
12 AWG SJTW NEMA 5-15P Red/White -40° to 140°F Yes Southwire — — 55CW6/ | 55CW49 
12 AWG SJTW NEMA 5-15P Yellow/Purple -40° to 140°F Yes Southwire _ _ 5oCW68 | 55CW50 
12 AWG SJTW NEMA 5-15P Blue/Red/White -40° to 140°F Yes Southwire _ 5oCW53 | 55CW69 | 55CW51 
12 AWG STW NEMA 5-15P Orange -40° to 140°F No Southwire — 5SCW71  55CW72 | 55CW70 
12 AWG SJTW NEMA 5-15P Black -40° to 167°F Yes Power First _— — 21RJ55 | 21RJ53 
12 AWG SJTW NEMA 5-15P Yellow with Black Stripe -40° to 167°F Yes Power First | 1XUP5 1XUP6 3EB10 | 1FD5/ 
12AWG SJIOW NEMA 5-15P Yellow -58° to 194°F Yes Power First — — 4GAC1 | 4GAC2 No. 52NY24 
12AWG SJEOW NEMA 5-15P Blue/White -94° to 221°F Yes Southwire — 55CW37 | 55CW38 = 55CW36 
12AWG SJEOOW NEMA 5-15P Yellow -58° to 140°F Yes Southwire — — 444065 444C66 
12AWG SJIOW NEMA 5-15P Black -58° to 221°F No Southwire — — 55CW39 _ 
12 AWG SJTW NEMA 5-15P Black -40° to 221°F No GA — — 5XFP4 | 5XFP5 
10AWG SJIOW NEMA 5-20P Yellow -58° to 194°F Yes Power First — — 4FZZ7 4FZZ8 
10AWG SJIOW NEMA L5-20P Yellow -58° to 194°F Yes Power First — — 4GAA2 | 4GAA4 
10 AWG SJTW NEMA 5-15P Blue/Red -40° to 140°F Yes Southwire — — 55CW34 | 55CW32 
10 AWG SJTW NEMA 5-15P Yellow -40° to 167°F Yes Power First — 1XUP7 | 1XUP8 | 1XUP9 
10 AWG STW NEMA L5-30P White -4° to 140°F Yes Hubbell — — 1UKB1 — 
10 AWG STOW NEMA L5-30P Yellow -4° to 140°F No Hubbell — — 3D961 — 
10 AWG SJTW NEMA 5-15P Lime Green/Red -40° to 140°F Yes Southwire _ _ 5oCW35 | 55CW33 
10AWG SJIOW NEMA 5-15P Yellow -58° to 194°F Yes Power First — — 4GAC3  4GAC4 
1 Outlet Slide Compression Lock 
16 AWG SJTW NEMA 5-15P Orange -40° to 167°F No Power First |52NY11 52NY15 52NY14 | 52NY12 
14 AWG SJTW NEMA 5-15P Orange with Black Stripe  -40° to 167°F No Power First | 52NY13 52NY20 52NY18 | 52NY17 
12 AWG SJTW NEMA 5-15P Yellow with Black Stripe -40° to 167°F No Power First | 52NY22  52NY24 52NY25 | 52NY23 No. 1FD65 
10 AWG SJTW NEMA 5-15P Yellow -40° to 167°F No Power First — 52NY19 52NY16 | 52NY21 ec: 
3 Outlet T-Shape 
14 AWG SJTW NEMA 5-15P = Orange with Black Stripe -40° to 167°F Yes Power First | 1FD64 1FD65  1FD66 — 
14 AWG SJTW NEMA 5-15P Blue -58° to 140°F Yes Southwire _ 55CW79 | 55CW83 _ 
12 AWG SJTW NEMA 5-15P Blue -58° to 140°F Yes Southwire _ _ 55CW58 _ 
12 AWG SJTW NEMA 5-15P Yellow with Black Stripe -40° to 167°F Yes Power First | 1FD67 =1XUR1 = 1XUR2 | 1XUR4 
10 AWG SJTW NEMA 5-15P Yellow -40° to 167°F Yes Power First — — 1XUR3 | 1XUR5 
3 Outlet W-Shape 
14 AWG SJTW NEMA 5-15P Yellow -40° to 221°F Yes GA — 20FR82 | 20FR83 — 
14AWG SJTOW NEMA 5-15P Black -58° to 221°F No Southwire — 55CW74 — — 
14AWG SJTOW NEMA 5-15P Yellow -58° to 194°F Yes Power First |4GAC7  4GAC8  4GAC9 | 4GAD1 
12AWG SJTOW NEMA 5-15P Yellow -58° to 194°F Yes Power First — 4GAD2 | 4GAC5 4GAC6 
10AWG SJTOW NEMA 5-15P Yellow -58° to 194°F Yes Power First — — 4GAD9 4GAE1 
10AWG SJTOW NEMA 5-20P Yellow -58° to 194°F Yes Power First — 4GAD3 — — 
10AWG SJTOW NEMA L5-30P Yellow -58° to 194°F No Power First — 4GAD4 — — 
6 Outlet Block No. 4GAC7 
12AWG SJIOW NEMA 5-15P Yellow -58° to 194°F Yes Power First — 4GAD6 4GAD7 | 4GAD8 . 
Wire Trade Plug Jacket Temp. Power Item 
Size Designation Configuration Color Rating Indicator Brand No. 


1 Outlet Slide Compression Lock 
45 ft. Cord Length 





14 AWG SJTOW NEMA 5-15P Yellow -58° to 194°F Yes Power First 4FZY6 

12 AWG SJTOW NEMA 5-15P Yellow -58° to 194°F Yes Power First 4FZY8 
90 ft. Cord Length 

14 AWG SJTOW NEMA 5-15P Yellow -58° to 194°F Yes Power First 4FZY7 

12 AWG SJTOW NEMA 5-15P Yellow -58° to 194°F Yes Power First 4FZY9 
3 Outlet Block 
15 ft. Cord Length 

14 AWG SJOW NEMA 5-15P Black -58° to 221°F Yes Southwire 5oCW73 
3 Outlet T-Shape 
2 ft. Cord Length 

12 AWG STW NEMA 5-15P Yellow -40° to 167°F Yes Power First 4DB7/2 
6 Outlet Block No. 4GAD5 
6 ft. Cord Length 

12 AWG SJTOW NEMA 5-15P Yellow -58° to 194°F Yes Power First 4GAD5 
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ELECTRICAL Scan. Order. Done. 
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Indoor Extension Cords = GAR 


These cords are often used in shorter lengths (less than 25 ft.) than outdoor extension cords to accommodate 
indoor applications. They have a lightweight jacket that is not suitable for wide temperature ranges and 
therefore should not be used outdoors. They consist of flexible electrical cable with a plug at one end and one 
or more receptacles at the other end. 





Cord Wire Trade Plug Jacket Temp. Power Item 
Length Size Designation Configuration Color Rating Indicator Brand No. 
1 Outlet Block 
8 ft. 16 AWG HPN NEMA 1-15P Black -4° to 194°F No Power First 1FD/5 


= No. 1FD75 

1 mist ingle f Connector 

1 ft. 16 AWG SJT NEMA 5-15P Black -4° to 221°F No GA 5XFP6 

2 ft. 16 AWG Dull NEMA 5-15P Black -4° to 221°F No GA 5XFP7 

3 ft. 16 AWG SJT NEMA 5-15P Black -4° to 221°F No GA 5XFP8 

6 ft. 16 AWG SJT NEMA 5-15P Black -4° to 221°F No GA 5XFP9 

6 ft. 14 AWG SPT-3 NEMA 5-15P Beige 0° to 140°F No Power First 3AY45 

9 ft. 14 AWG SPT-3 NEMA 5-15P Beige 32° to 140°F No Power First 3AY46 
9 ft. 12 AWG SPT-3 NEMA 6-20P Beige 32° to 167°F No Power First 3AY47 

10 ft. 16 AWG SJT NEMA 5-15P Black -4° to 167°F No GA 5XFRO 

| 10 ft. 16 AWG SJT NEMA 5-15P Orange 0° to 167°F No Power First 3AY48 

12 ft. 14 AWG SPT-3 NEMA 5-15P Beige 32° to 167°F No Power First 3AY49 

No. 52NY10 Toit: 16 AWG Dull NEMA 5-15P Black -40° to 167°F No GA 5XFR1 

Zo; 16 AWG SPT-2 NEMA 5-15P o2 t0 16/°F No 1FD58 





Yellow Power First 
50 ft. 16 AWG SPT-2 NEMA 5-15P Yellow 32 10167 F No Power First | 1FD59 
D0 Th: 14 AWG SPT-3 NEMA 5-15P Yellow 32° to 167°F No Power First | 1FD61 
50 ft. 12 AWG SPT-3 NEMA 5-15P Yellow 32° to 167°F No Power First | 1FD62 
100 ft. 16AWG SPT-2 NEMA 5-15P Yellow a2 10 16/°F No Power First | 1FD60 
100 ft. 12AWG SPT-3 NEMA 5-15P Yellow 32° to 167°F No Power First 1FD63 
1 euiet Slide Compression Lock 
2 ft. 14 AWG SJTW NEMA 5-15P — Orange with Black Stripe -4° to 221°F No Power First 52NY10 
3 Outlet Block 
3 it. 14 AWG SPT-3 NEMA 5-15P Orange 32, to 16/°F No Power First | 1FD74 
9 ft. 16 AWG SPT-2 NEMA 1-15P Brown 32° to 140°F No Power First 1FD68 
9 ft. 16 AWG SPT-2 NEMA 1-15P White 32° to 140°F No Power First | 1FD69 
9 ft. 16 AWG SUT NEMA 5-15P Beige 0° to 167°F No Power First 1FD72 
No. 1FD74 15 ft. 16 AWG SPT-2 NEMA 1-15P White 32° to 140°F No Power First | 1FD70 
1p it. 16 AWG SPT-2 NEMA 1-15P Brown 32° to 140°F No Power First 1FD71 
25 ft. 16 AWG SUT NEMA 5-15P Orange 0° to 167°F No Power First | 1FD73 
We rower re 
oN ae GRAINGER 
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Extension Cord Adapters 


These adapters create compatibility between a device's power cord plug and a power outlet receptacle 
when they are of different types. They have a plug at one end that connects to the power source and a 
receptacle at the other end that the device plugs into. They are typically used to supply power to devices 

in industrial applications, such as power tools and machinery, where a variety of plug types and outlets are 
common. The current should be limited to the adapter's lowest rating to help prevent overheating. 


Cord Wire Cord Connector Plug Temp. Power Item 
Length Size Type Voltage Type Configuration Color Rating Indicator Brand No. 
utlet 
9" 12AWG — 125VAC NEMA Lo-20R = =NEMA5-15P Black -40° to 140°F No Southwire 5oCW96 
10"  12AWG STW 120VAC NEMA L5-20R = NEMA5-15P Orange 32° to 167°F No Power First 1FD/6 
10"  12AWG STW 120VAC NEMA 5-15R =NEMAL5-20P Orange 32° to 167°F No Power First 1FD/7 
12° 10AWG — 125VAC NEMA TI-30R =NEMA14-50P Black -40° to 140°F No Southwire 5oCW93 
17" 12AWG — 125VAC NEMA 5-15R =NEMAL5-20P Black -40° to 140°F No Southwire 5oCW95 
17" 10AWG — 125VAC NEMA TI-30R NEMAL14-30P Black -40° to 140°F No Southwire S5oCW94 
2 Outlet Y Adapter 
3 ft. 12 AWG SJTOW 120/240VAC NEMALS-20R NEMAL14-20P Yellow -58° to 194°F Yes Power First 4FZZ3 
3ft. 12AWG SJTOW 120/240VAC NEMA5-20R  NEMAL14-20P Yellow -58° to 194°F Yes Power First 4FZZ4 
3ft. 1O0AWG SJTOW — 120VAC NEMA L5-20R  NEMALS-30P Yellow -58° to 194°F Yes Power First 4FZZ1 
3ft. 10AWG SJTOW — 120VAC NEMA 5-20R =NEMAL®5-30P Yellow -58° to 194°F Yes Power First 4FZZ2 
3 ft. 10AWG SJTOW 120/240VAC NEMAL5-20R  NEMAL14-30P Yellow -58° to 194°F Yes Power First 4FZZ5 
3 ft. 1OAWG SJTOW 120/240VAC NEMA5-20R NEMAL14-30P Yellow -58° to 194°F Yes Power First 4FZZ6 


3 Outlet 
No. 4FZZ1 No. 4GAA3 2ft. 12AWG — 120VAC NEMA 5-15R  NEMAL5-20P_ Yellow -40° to 140°F No GA 3KVJ6 
3 Outlet W-Shape 
2 ft. 12AWG STOW — 125VAC NEMA 5-15R =NEMAL5-20P_ Yellow -58° to 194°F Yes Power First 4GAA3 


We powen : 
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> 
; ue : Extension Cord Accessories 
i ¢ | e ; { ! These accessories adapt different plug configurations, 
ay | t Ee c dev : 
> § « « # _ testelectric devices, or keep cords organized. 
Plug NEMA No. of Item 
No. 52NY45 No. 52NY46 No. 53TZ17 Configuration Connector Outlets Brand No. 
Plug Adapter 
5-15P 5-15R 1 Power First 52NY45 
5-15P 5-15R 3 Power First _52NY46 
5-15R 3 GE 531217 


O-10P 
Test Cord and Clip 8 ft. 
1-15P 
Hand Wind Cord Reel 
Holds Up to 100 ft . Electric Cord, Rope or Other 
Materials, 2 Storage Compartments 


Cable and Wire Organizer 
Cord Capacities 100 Ft- 16/3 or 14/3, 50 Ft- 12/3, 25 Ft- 30 


Power First 1FD78 


LumaPro 6YF65 


Amp RV Power Cord and 50 Ft- 14" Air Hose Cordpro ——_SAEPY 
Air Hose, 50 Ft- 42" Air Hose and 50 Ft- 30 Amp Shore Power Cord p 
T Carrying Handle,Large Hanghole,Easy Release Trigger,Stainless Steel Gardner Bender 5NPNO 


nae alge Securing Teeth sian 2 Bundle, Hpids Jp Te st bs A 
arrying Handle,Large Hanghole,Easy Release Irigger,Stainless Steel Hinge, 
Large Securing Teeth Design, 3" Bundle Diameter, Holds Up To 100 Ibs Gardner Bender SNPN1 





No. 1FD78 No. 6YF65 No. 3AEP7 No. S5YNJ9 T Carrying Handle,Large Hanghole,Easy Release Trigger,Stainless Steel Hinge, G.-dner Bender 5YNJ9 
Large Securing Teeth Design, 4" Bundle Diameter, Holds Up To 150 Ibs 
400 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ELECTRICAL 
Power Supply Cords and Accessories 





Flexiduct Extension Cords 


These extension cords consist of flexible electrical cable with an inte- 
grated lay-flat cord. They are typically used in high-traffic areas to help 
minimize tripping hazards and reduce wear to the cord. They have a plug 
at one end that connects to the power source and a metal outlet box with 
two receptacles at the other end that devices plug into. They are ideal for 
use in office and commercial settings where there is heavy foot traffic, 
such as lobbies, hotels and conventions, and trade shows. 
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Indoor Power Supply Cords 


These cords are portable lengths of electrical cable used to connect devices and 
appliances to a power source in indoor applications. They are typically used on 
equipment that doesn't come with a power cord, such as dryers, ranges, and 
computer monitors. They have a molded plug at one end that connects to an 
electrical outlet and a socket or bare wire at the other end that is attached or 
wired to the device. The power cord should match the amperage rating of the 
device and plug configuration of the outlet. 


Cord Wire Max. Trade Jacket Item 
Length Size Connec. Type Amps_ Designation Material Brand No. 
Power Cord 
NEMA 1-15P, 2 Conductors 
8 tt 18 AWG Bare Leads 10.0A Sul PVC Power First 1FD84 
NEMA 5-15P, 3 Conductors 
3 ft 18 AWG Bare Leads 10.0A SJl PVC Power First 1FD80 
8 tt 18 AWG Bare Leads 10.0A Sal PVC Power First 1FD82 
8 tt 18 AWG Bare Leads 10.0A SJO Rubber GA 1FD81 
8 tt 16 AWG Bare Leads 13.0A Sul PVC Power First 1FD87 
8 tt 16 AWG Bare Leads 13.0A SJO Rubber GA 1FD86 
8 tt 14 AWG Bare Leads 150A Sur PVC Power First 1FD92 
8 tt 14 AWG Bare Leads 15.0A SJO Rubber GA 1FD91 
8 tt 12 AWG Bare Leads 15.0A Sul PV Power First 1TMZ9 
8 ft 12 AWG Bare Leads 15.0A SJO Rubber Power First 11TNA1 
8 tt 12 AWG Bare Leads 15.0A SI PVC Power First 1FD93 
12ft 18AWG Bare Leads 10.0A Dd) PVC Power First 1FD83 
12ft 18AWG Bare Leads 10.0A SJO Rubber GA 1TNA2 
12ft 16AWG Bare Leads 13.0A Sd PVC Power First 1FD89 
12 ft 16AWG Bare Leads 13.0A SJO Rubber GA 1FD88 
12ft 14AWG Bare Leads 150A SJO Rubber GA 1TNA4 
12ft 12AWG Bare Leads 15.0A SJT PVC Power First 1TNA5 
Right Angle NEMA 6-15P, 3 Conductors 
8 tt 14 AWG Bare Leads 150A SJO Rubber PowerFirst 3AY39 
Coiled Power Cord 
NEMA 5-15P, 3 Conductors 
20 ft 16AWG Bare Leads 13.0A SJT PVC Power First 1TNB9 
20ft 14AWG Bare Leads 150A Sul PVC Power First 11TNC1 
Right Angle NEMA 1-15P, 2 Conductors 
10ft 16AWG Bare Leads 13.0A SJT PVC Power First 3AY41 
Power Cord Strain/Relief 
NEMA 5-15P, 3 Conductors 
6 ft 16 AWG Blunt Cut 13.0A SJO Rubber GA 1TNC2 
6 ft 14 AWG Blunt Cut 15.0A SJO Rubber GA 1TNC4 
Power Cord 1-Speed Switch 
NEMA 5-15P, 3 Conductors 
8 tt 18 AWG Bare Leads 10.0A Sul PVC Power First 1VEP4 
8 tt 18 AWG Bare Leads 10.0A SJO Rubber Power First 1ITNA7/ 
8 tt 16 AWG Bare Leads 10.0A SJT PVC Power First 1TNA8 
8 tt 16 AWG Bare Leads 10.0A SJO Rubber Power First 1TNA9 
8 tt 14 AWG Bare Leads 10.0A SJT PVC Power First 11TNB1 
8 tt 14 AWG Bare Leads 10.0A SJO Rubber Power First 1ITNB2 
10ft 16AWG Bare Leads 10.0A SJT PVC Power First 11TNC5 
10ft 16AWG Bare Leads 10.0A SJ Rubber Power First 1KEG6 
10ft 16AWG Bare Leads 10.0A SJO Rubber Power First 11TNC6 
10ft 14AWG Bare Leads 10.0A SJT PVC Power First 11TNC7 
10ft 14AWG Bare Leads 10.0A SJO Rubber Power First 1ITNC8 
12ft 18AWG Bare Leads 10.0A SJO Rubber Power First 1TNB3 
12ft 16AWG Bare Leads 10.0A SJT PVC Power First 1TNB4 
12ft 16AWG Bare Leads 10.0A SJO Rubber Power First 1TNB5 
12ft 14AWG Bare Leads 10.0A SJT PVC Power First 1TNB6 
12ft 14AWG Bare Leads 10.0A SJO Rubber Power First 1TNB/ 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





pC 
y_/ 
LINCOLWN 
PLASTICS 
BLACK BEIGE | YELLOW 
Cord Item Item Item 
Length No. No. No. 
6 ft., 4 ft. Covered 3KUV3 — _ 
8 ft., 6 ft. Covered 3KUV9 | 3KUV7 | 3KUW2 
10 ft., 8 ft. Covered 3KUW6 | 3KUW4 | 3KUW8 
12 ft., 10 ft. Covered | 48FP90  48FP91 | 48FP92 
14 ft.,12 ft. Covered | 48FP93  48FP94 | 48FP95 
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Power Supply Cords 
With Right Angle Plugs 


These cords have a right angle plug at one end and a bare wire at the other, 
so they can be used in tight spaces to connect devices that don’t come with a 
power cord to a power source. 


Cord Wire Connec. 
Length Size Type 
Dryer Power Cord 
Right Angle NEMA 10-30P, 3 Conductors 
6 ft 10 AWG 


Max. 
Amps 


Jacket Item 
Color Brand No. 


Eyelet 30.0 Gray Southwire dAJ54 

Right Angle NEMA 14-30P, 4 Conductors 

6 ft. 10 AWG Eyelet 30.0 Black —_ Southwire SAJ55 
Range Power Cord 
Right Angle NEMA 10-50P, 3 Conductors 

4 tt. 1) 8 AWG, (2) 6 AWG Eyelet 40.0 Gray Frigidaire 30ME18 

4 tt. (1) 8 AWG, (2) 6 AWG Eyelet 90.0 Gray Frigidaire 3oME21 

6 ft. (1) 8 AWG, (2) 6 AWG Eyelet 90.0 Gray Frigidaire 3oME20 
Right Angle NEMA 14-50P, 4 Conductors 

4 tt. 2) 8 AWG, (2) 6 AWG Eyelet 40.0 Black Frigidaire 30ME19 

4 ft. (2) 8 AWG, (2) 6 AWG Eyelet 90.0 Black Frigidaire 3oME22 

6 ft. (2) 8 AWG, (2) 6 AWG Eyelet 90.0 Black Frigidaire 35ME23 





Jas. INC. 


Sensing-Saf-Starts® 


These cords are fitted with a safety device that prevents machines or equip- 
ment from accidentally restarting in the event of a power interruption. They are 
ideal for supplying power to tools with single-phase motors, such as table saws, 
drill presses, or other heavy equipment. They have a molded plug at one end 
that connects to an electrical outlet and a socket or bare wire at the other end 
that is attached or wired to the device. 


Cord Wire Max. Trade Jacket Item 
Length Size Connec. Type Amps Designation Material Brand No. 
Anti-Restart Device 14" Cord On Male Plug End, 12" Cord On Female Receptacle End 
NEMA 5-15P, 3 Conductors 


2.1 ft. 14AWG NEMA5-15R-~ 15.0 SJTO Rubber Sensing-Saf-Starts 3KUZ7 
Anti-Restart Device 20" Cord On Equipment Switch End 
Bare Wire, 3 Conductors 
9.6ft. 14AWG  BareLeads 18.0 SJTO Rubber Sensing-Saf-Starts 3KVA2 
9.6ft. 14AWG  BareLeads 15.0 SJTO Rubber Sensing-Saf-Starts 3KVA4 
Anti-Restart Device 20" Cord On Equipment Switch End, Molded Plug On Power End 
NEMA 5-15P, 3 Conductors 
96ft. 14AWG  BareLeads 15.0 SJTO Rubber Sensing-saf-Starts 3KUZ9 


ELECTRICAL 
Ground Fault Circuit Interrupters 
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6A676 
11X426 
1DJH5 
1DJH9 
1DJH7 
2XYT2 
1DJG7 
3DZP5 
3D358 
11X427 
11X435 
1DJG8 
1DJH3 
11X434 
11X436 
11X437 


4CT53 
oYL47 
2XYR8 
2XYR6 
soCW90 
3HZ78 
2XYR4 
4CT54 
1DJH4 
1DJH8 
1DJH6 
o3TY60 
vOCW92 
1DJG9 
4CT55 
2XYRO 
4CT52 
1DJH1 
o3TY61 
soCW91 


11X423 
11X424 


2XYR1 
2XYR2 
4HD20 
4HD21 


11X431 
11X430 
11X425 
1VCT7 


4HD19 
dYL45 
92977 
92978 
o3TY62 
o3TY63 
2XYR3 
o3TY64 
9MG38 


92975 
11X429 
11X433 


dYL43 


Item 
No. 


931TZ09 


S2NY47 
o2NY48 
o2NY44 
o2NY49 
S2NY38 


Cord Voltage Plug Receptacle No.of No. of Encl. 
Length Amps _ Rating Configuration Configuration Outlets Wires Color Rating Brand 
GFCI Body Manual Reset 
NoCord 20 120VAC User Supplied User Supplied 0 3 Black _Rainproof Power First 
Line Cord GFCI Automatic Reset 
15ft. 15  120VAC NEMA5-15P  NEMA5-15R 1 3 Yellow Watertight Hubbell 
15ft. 15  125VAC NEMA5-15P NEMA5-15R 1 3 Yellow Outdoor Power First 
2 ft. 15. 125VAC NEMA5-15P NEMA5-15R 3 3 Yellow Outdoor Power First 
6 ft. 15 120VAC NEMA5-15P NEMA5-15R 1 3 Yellow Watertight Hubbell 
No. 53TY60 6 ft. 15 125VAC NEMA5-15P NEMA5-15R ‘1 3 Yellow _Rainproof Power First 
-— 6 ft. 30 120/240VAC _ Bare Wire Bare Wire 0 4 Yellow NEMA4X Hubbell 
No. 55CW92 6 ft. 30 250VAC Bare Wire Bare Wire 0 4 Yellow NEMA4X Hubbell 
6 ft. 30 120/208VAC Bare Wire Bare Wire 0 5 Yellow NEMA4X Hubbell 
9 ft. 15 120VAC NEMA 5-15P IEC 320 1 3 Black _Rainproof Power First 
10ft. 30 120VAC Bare Wire Bare Wire 0 3 Yellow NEMA4X Hubbell 
No 15 ft. 15  120VAC NEMA 5-15P Bare Wire 0 3 Yellow Watertight Hubbell 
see 25ft. 15 120VAC NEMA5-15P NEMA5-15R 1 3 Yellow Weatherproof Hubbell 
52977 25ft. 15  125VAC  NEMA5-15P  NEMAS5-15R 1 3 Yellow Rainproof Power First 
25ft. 15  125VAC NEMA5-15P NEMA5-15R 3 3 Yellow Outdoor Power First 
25ft. 30  120VAC Bare Wire Bare Wire 0 3 Yellow NEMA4X Hubbell 
. 25ft. 30  240VAC Bare Wire Bare Wire 0 3 Yellow NEMA4X Hubbell 
50ft. 15  125VAC NEMA5-15P NEMA5-15R 1 3 Yellow Outdoor Power First 
eg 22 50ft. 15  125VAC NEMA5-15P NEMA5-15R 3 3 Yellow Outdoor Power First 
ree ea 100ft. 15 125VAC NEMA5-15P NEMA5-15R 3 3 Yellow Outdoor Power First 
No. e 6 No. Line Cord GFCI Manual Reset 
2XYR3 o 5Z975 1.5ft. 15  120VAC NEMA5-15P NEMA5-15R 1 3. Yellow Watertight Hubbell 
2 ft. 15. 120VAC NEMA5-15P NEMA5-15R 1 3 Yellow Outdoor Power First 
rent 2 ft. 15 120VAC NEMA5-15P NEMA5-15R 3 3 Yellow Outdoor _ Power First 
ie 2 ft. 20 120VAC NEMA5-20P NEMA5-20R 1 3 Yellow _Rainproof Power First 
2.0 fit. NEMA6-20P NEMA6-20R 1 Yellow Rainproof  Southwire 
Peon 3 ft. 20 120VAC NEMA5-20P NEMA5-20R 1 3 Yellow Weatherproof Hubbell 
= icon 6 ft. 15 120VAC NEMA 5-15P NEMA5-15R 1 3 Yellow _Rainproof Power First 
4 SEZ (ies Southwire’ 6 ft. 15 120VAC NEMA5-15P  NEMA5-15R 1 3 Yellow Watertight Hubbell 
» Wiring Device-Kelems 2827 6 ft. 30 120/240VAC _ Bare Wire Bare Wire 0 4 Yellow NEMA4X Hubbell 
. 6 ft. 30. 250VAC Bare Wire Bare Wire 0 4 Yellow NEMA4X Hubbell 
Plug-in and Line Cord GFCls Bf. 30 120/208VAC  BareWire _BareWire 0 5 Yellow NEMA4X Hubbell 
Th FCI th Acty hel 6 ft. 20. 125VAC NEMA5-20P NEMA5-20R 1 3 Yellow _Rainproof Power First 
ese GFCls are used with power cords to help protect =~ oft. NEMA 6-20P  NEMA6-20R 1 Yellow Rainproof _ Southwire 
users from ground faults. They have an integrated circuit 11ft. 30 = 240VAC Bare Wire Bare Wire 0 3. Yellow NEMA4X Hubbell 
’ 15ft. 15  120VAC NEMA 5-15P Bare Wire 0 3 Yellow Watertight Hubbell 
breaker that turns off the power when a current Over 25ft. 15  120VAC NEMA5-15P NEMA5-15R 1 3 Yellow _Rainproof Power First 
load is detected, helping protect users from electrical 25ft. 15  120VAC  NEMAS-15P  NEMAS5-15R 1 3 Yellow Weatherproof Hubbell 
burns, shock, or electrocution. They are commonly used 25ft. 30  240VAC Bare Wire Bare Wire 0 3. Yellow NEMA4X Hubbell 
‘nati 25 ft. 20  125VAC NEMA5-20P NEMA5-20R 1 3 Yellow _Rainproof Power First 
mt temporary Pome! applications to provide protection 25 ft. NEMA6-20P NEMA6-20R 1 Yellow Rainproof  Southwire 
where electrical circuits may come in contact with water, "pjug-In GFCI User Supplied Cord Automatic Reset 
such as in garages or outdoors, and a standard GFCI NoCord 15 125VAC NEMA 5-15P User Supplied _0 3 Yellow _Rainproof Power First 
receptacle is not available. Plug-in GFCls plug directly NoCord 15 125VAC NEMA 5-15P ~— User Supplied 0 3 Black Rainproof Power First 
Plug-In GFCI User Supplied Cord Manual Reset 
into a wall outlet and have one or more receptacles that “NoCord 15  120VAC  NEMA5-15P User Supplied 0 3 Yellow Rainproof Power First 
devices plug into. Inline GFCls are lengths of cord withan _NoCord 15 120VAC NEMA 5-15P — User Supplied 0 3 Black _Rainproof Power First 
NoCord 15 120VAC NEMA 5-15P ~— User Supplied 0 3 Black Indoor Hubbell 
outlet plug at one end and one or more receptacles at the —\> Cord 45 420VAC.NEMA5-15P User Supplied 03 Yellow Indoor Hubbel 
other end that devices plug into. Plug-In GFCI with Cord Automatic Reset 
, 5 ft. 15 125VAC NEMA 5-15P  NEMA5-15R 3 3. Yellow Outdoor —_ Power First 
Manual Reset Type—Ihese GFCls require the user to 6ft. 15  125VAC  NEMA5-15P  NEMA5-15R 4 3 Yellow Outdoor Power First 
reset it after a power outage by pushing the reset button Q" 15 125VAC NEMA5-15P_NEMA5-15R_ 3 Yellow Outdoor _ Power First 
to restore power to the connected equipment. They are ae GEGI ck Gisd Mcawal Reset * 2 2 Bi EMA SR __Hib bl 
typically used in industrial or construction applications {ft 15 120VAC  NEMA5-15P NEMAS5-15R 1 3 Yellow Weatherproof Hubbell 
where a sudden resumption in power could be danger- 2 ft. 15 — 120VAC NEMA 5-15P NEMA 5-15R 3 ] Yellow _Qutdoor _ Power First 

. : 6 ft. 15 120VAC NEMA5-15P NEMA5-15R 4 3. Yellow NEMA3R Hubbell 
ous If equipment starts back up unexpectedly, such as 6ft. 20 120VAC.  NEMAS5-20P  NEMA5-20R 4 3 Yellow NEMA3R Hubbell 
power drills, saws, and grinders. 6ft. 15 125VAC  NEMAS5-15P  NEMA5-15R 3 3 Yellow  Rainproof Power First 

: 6 ft. 15 125VAC NEMA5-15P NEMA5-15R 4 3 Yellow Outdoor _ Power First 
Automatic Reset Type—These GFCls automatically g' 15. 120VAC. NEMA5-15P  NEMAS5-15R. 1 3 Yellow Rainproof Power First 
reset after a power interruption to immediately restart 20 ft. 15 125VAC NEMA 5-15P NEMA 5-15R 1 3 Yellow _Rainproof Power First 
, 25ft. 15  120VAC NEMA5-15P NEMA5-15R 3 3. Yellow Outdoor  Southwire 
the connected device as soon as the power supply is Plug-In GFCI without Cord Automatic Reset 
restored. They're typically used with equipment intended ~“NoCord 15 120VAC  NEMAS5-15P NEMA5-15R 3 3 Ivory __ Indoor __ Hubbell 
for continuous use where a temporary power failure NoCord 15  125VAC NEMA 5-15P = NEMAS-15R 1 3 Yellow Indoor _ Power First 
at NoCord 15  125VAC NEMA5-15P  NEMA5-15R 5 3 White Indoor Power First 
is likely and undesirable, such as pumps, pressure Plug-In GFCI without Cord Manual Reset 
washers, portable signs or lighting, and engine heaters. NoCord 15  120VAC NEMA5-15P  NEMA5-15R 1 3. Yellow _—Indoor _— Power First 
ees) © — ia | = We Power eee 
Wiring Device-Kellems oe No. 1 DJ ES I (96) 4 TRIPP-LITE 
a & a le —~ ss SS 
Lf . Surge Protector Plug Adapters 
30A GFCls (iy These adapters plug directly into power outlets to provide protection 
These GFCls are hardwired 1 No. 53Tzo9 against power surges. In the event of an overload, they will trip the 
to machinery or distribution WITHOUT! WITH integrated circuit breaker to prevent damage to equipment. 
boards. When a current over- ALARM | ALAR Telephone/ 

j it will tri Voltage Item Item No. of Rated Power Circuit Fax Surge USB 
load is detected, it will trip Rating Color Phase No. No. Outlets Joules Color Indicator Breaker Protection Protection 
a Circuit breaker to stop the Ratamnalie GE 
power and protect users from 120. Yellow ‘1 1DJF2 | 1DJF3 2 450 White Yes No No 2 

_ 120/240 Yellow 1 — 1DJF9 Power First 

burns, shock, or electrocu 120/240 Yellow 3 | 1DJG2 — 1 250 White Yes No No No 
tion. They're typically used in 240 Yellow 1 | 1DJF6 | 1DJF7 3 250 White Yes No No No 
permanent power applications Manual sack a aR 5 250 LightGray Yes No Yes No 

: Sere ii 120 ac 3 250 Black Yes No No No 
where electrical circuits nay 120/208 Black 3 1DJG1 _ 6 1200 Black Yes No No No 
come in contact with moisture. “729/240 Black 1 = 1DJF8 Tripp Lite 
UL Listed and CSA Certified. 240 Black 3 1DJG3 — No. 52NY38 2 1410 Black Yes Yes No No 
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Outlet Strips 


These are lengths of flexible cable with a block of electrical sockets that supply 
power to multiple devices at the same time from one power outlet. They’re 
typically used to provide additional outlets in areas that don't have enough wall 


Wiring Device-Kellems 


and moved to another location as needed. Outlet strips are ideal for homes, 
offices, medical facilities, and industrial environments where power distribution 
to several electrical devices is a priority. The outlet strip should match the total 
amperage draw of the connected devices to help prevent circuit overload. 


receptacles for the number of devices. They are portable and can be unplugged 


Total No. of 
Number Cord Max. Plug Receptacle Power Circuit Power Item 

of Outlets Length Amps Configuration Configuration Color Indicator Breaker Switches L W Brand No. 

Commercial and Industrial 
4 6 ft 5.0 A NEMA 5-15P NEMA 5-15R Gray No 1 1 8 Yin 7in Power First 53XH88 No. 
6 15ft 200A NEMA 5-20P NEMA 5-20R Gray Yes 1 1 2’¥in 2%in Tripp Lite 2KGD7 52NY34 
6 lot 15.04 NEMA 5-15P NEMA 5-15R Gray No 1 1 12 In 9% in Power First 53XH87 
10 6ft 15.0A NEMA 5-15P NEMA 5-15R Gray Yes 1 1 13in  3°%4in Power First 52NY34 

Healthcare Facility 
4 10ft 150A =HGNEMA5-15P HG NEMA 5-15R White No 2 0 9'%6in 4%2In Tripp Lite 250145 
4 10ft 15.0A = HGNEMA 5-15P HG NEMA 5-15R White No 2 0 8 8%4in 2 Yin Tripp Lite 15F826 
4 15 ft 15.00A =HGNEMA5-15P HG NEMA 5-15R White No 1 0 82%2in 1 Yin Tripp Lite 1AYB3 
4 15 ft 150A =HGNEMA5-15P HG NEMA 5-15R White No 1 0 13%in 2%in Tripp Lite 2GZR4 
4 15 ft 15.00A =HGNEMA5-15P HG NEMA 5-15R White No 2 0 82%2in 1 Yin Tripp Lite 5DLJ2 oo 
6 1.5ft 15.00A =HGNEMA5-15P HG NEMA 5-15R White No 1 0 13%in 2%in Tripp Lite 2GZR6 7 
6 6ft 15.00A HG NEMA 5-15P HG NEMA 5-15R White No 1 0 13%in 1 %in Tripp Lite 1AYB4 = = 
6 15 ft 15.00A =HGNEMA5-15P HG NEMA 5-15R White No 1 0 13%in 1%in Tripp Lite 3TA14 —_ 
6 15 ft 15.00A =HGNEMA5-15P HG NEMA 5-15R White No 2 0 13%in 1 %in Tripp Lite oDLJ3 Be 
6 15 ft 20.0A HGNEMA5-120P HGNEMA5-20R — White No 2 0 13%in 2%in Tripp Lite 43MC71 . 

Home and Office ' “e 
4 on w0A NEMA 5-15P NEMA 5-15R White No 1 1 81%4in 1°%4in Power First 52NY40 - “ No. 
6 3ft  15.0A NEMA 5-15P NEMA 5-15R White No 1 1 11 Yain 1° %4in Power First 52NY41 14 AYB4 
6 6ft 150A NEMA 5-15P NEMA 5-15R White No 1 1 9%in 1%%4in PowerFirst 52NY43 

Workbench and ‘Cabinet 
6 6ft 15.0A NEMA 5-15P NEMA 5-15R White No 1 1 36in = 1 2%e2 in Hubbell 1IMBU2 
6 6ft  20.0A NEMA 5-20P NEMA 5-15R White No 1 1 36in = 1 %e in Hubbell 1MBV5 
8 6ft 150A NEMA 5-15P NEMA 5-15R Gray Yes 1 1 48 in 2%in  PowerFirst 3W211 ‘a ~ 
8 6ft 15.0A NEMA 5-15P NEMA 5-15R Gray Yes 1 1 24 in 1%in Power First 52NY32 ee | 
8 15 ft  15.0A NEMA 5-15P NEMA 5-15R Gray No 1 0 48 in 1%in Power First 52NY36 be 
10 6ft 150A NEMA 5-15P NEMA 5-15R White No 1 1 60in 12%2in Hubbell 1MBU4 ‘ j 
10 6ft 200A NEMA 5-20P NEMA 5-15R White No 1 1 60in 1%2in Hubbell 1MBV7 "s = 
10 6ft 200A NEMA 5-20P NEMA 5-20R Gray No 1 0 48 in 1%in  PowerFirst 2MV41 
12 6ft 15.0A NEMA 5-15P NEMA 5-15R Gray Yes 1 1 7/in 1%in Power First 52NY33 ss 
12 15ft 15.0A NEMA 5-15P NEMA 5-15R Gray Yes 1 1 36 In 1 %in Tripp Lite 2MY47 ; 
16 15 ft  15.0A NEMA 5-15P NEMA 5-15R Gray Yes 1 1 70 in 1%in Power First 52NY31 No. --. No. 
20 15ft 15.0A NEMA 5-15P NEMA 5-15R Gray Yes 1 1 60 in 1 %in Tripp Lite 2MY48 4MBV5 5DLJ3 
24 15 ft  15.0A NEMA 5-15P NEMA 5-15R Gray No 1 0 72 in 2¥%in  PowerFirst 2MV37 . 








mie a 


Outlet Strips With Surge Protection 


These outlet strips protect connected devices from damage due to unexpected 
voltage increases. They have a surge protector that absorbs the excess voltage 
and diverts it to the ground wire, preventing it from reaching the connected 

equipment. A surge protector's joule rating determines how much energy it can 
absorb before it fails. A higher number indicates greater protection. These outlet 
strips are typically used to provide additional outlets in areas that don't have 


a ‘s ‘ ene 
ota ax. oax ax 
Number Cord Rated Surge Max. Plug Receptacle Power Surge Surge USB Item | a | | a 
of Outlets Length Joules Current Amps Configuration Configuration Color Indicator Protection Protection Protection L W Brand No. neste “4 | a 
Commercial and Industrial 
4 6 ft. 3330 135kA 12.0 NEMA5-15P NEMA 5-15R __ Gray Yes No No 0 6" 3%" Tripp Lite 5JKO3 
6 6ft. 3330 135kA 12.0  NEMA5-15P NEMA5-15R Gray Yes No No 0 7 3%" ‘TrippLite 5JKO4 No. 5JK04 
6 6 ft. 3330 92kA 12.0 NEMA5-15P NEMA 5-15R Gray Yes No Yes 0 7" 3%" Tripp Lite 5JKO7 
6 6 ft. 1200 45kA 15.0 NEMA5-15P NEMA 5-15R _ Beige Yes No No 0 13%4" 1%4" Power First 53XH85 
6 15ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R_ ‘Yellow _—‘Yes No No 0 1454" —2%2" Power First 52NY60 oes 
8 12ft. 3840 150kA 12.0 NEMA5-15P NEMA 5-15R Gray Yes No No 0 g" 3%" Tripp Lite  5JK06 No. ae 
8 12ft. 3840 150kA 12.0 NEMA5-15P NEMA 5-15R Gray Yes No No 0 Q" 3%" Tripp Lite 5JKO5 15D976 = 
8 12ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R ‘Yellow _—*Yes No No 0 10'%64" 5%6' Power First 52NY58 = 
8 12ft. 3840 150kA 12.0 NEMA5-15P NEMA 5-15R = White —‘Yes No Yes 0 g" 2%" Tripp Lite 33L723 — 3 
8 20 ft. 3840 150kA 12.0 NEMA5-15P NEMA 5-15R Gray Yes No No 0 g" 3%" Tripp Lite 2GZR3 | = 
8 20 ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R_~ Yellow _—‘Yes No No 0 10'%64" 5%6' Power First 52NY62 f \ = 
Home and Office + =f 
4 ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R White —‘Yes No No 0 81%" 1°%4" Power First 52NY67 _ = 
6 Aft. 1050 30kA 15.0 NEMA 5-15P NEMA 5-15R = White _—‘Yes No No 0 11%" 15%4" Power First 52NY52 . viel 
6 6 ft. 2100 35.5kKA 15.0 NEMA5-15P NEMA 5-15R _ Black Yes No No 2 133%4" 2°%4" Tripp Lite 30EF41 “a 
6 6 ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R = White —_—‘Yes No No 2 13" 15%4" Power First 52NY54 a 
6 6 ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R_ = White —‘Yes No No 0 9240" 1%" Power First 52NY55 "I 
6 6 ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R _ Black Yes No No 0 11%" 15%4" Power First 52NY56 
6 15ft. 250 30kA 15.0 NEMA 5-15P NEMA 5-15R_ White —‘Yes No No 0 9242" 1%6' Power First 52NY42 
7 Aft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R White —_—‘Yes No No 0 126%64" 254" Power First 52NY66 Z 
7 Aft. 1080 45kA 15.0 NEMA 5-15P NEMA 5-15R_ White No No No 0 W%. 2 GE 531Z11 th A 
Z 6 ft. 1080 72kA 15.0 NEMA5-15P NEMA 5-15R Gray Yes No No 0 15" 3130" Tripp Lite 15D976 _ 
7 6 ft. 1080 45kA 15.0 NEMA5-15P NEMA 5-15R_ White No No No 0 1%" 2" GE 531Z12 
7 6 ft. 1080 45kA 15.0 NEMA5-15P NEMA 5-15R_ White No No No 2 10" 3 GE 531216 as 
7 8ft. 1080 45kA 15.0 NEMA5-15P NEMA 5-15R Black No No No 0 1% 2 GE 531Z10 AF _ 
7 12ft. 1080 45kA 15.0 NEMA 5-15P NEMA 5-15R_ White No No No 0 1%" 2’ GE 531Z13 Ad, 
7 15ft. 1080 45kA 15.0 NEMA 5-15P NEMA 5-15R___White No No No 2 10" cy GE 531Z15 o" 
fi 25 ft. 1080 45kA 15.0 NEMA 5-15P NEMA 5-15R ~~ White No No No 0 11%" 2" GE 531Z14 + No. 
8 6ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R White —‘Yes No No 0 10°%64" 5%4" Power First 52NY57 6RHV9 
8 6 ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R_ White —‘Yes Yes Yes 0 10°%64" 5%4" Power First 52NY59 : 
8 6ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R Gray Yes No No 0 10%"  5%a" Power First 52NY64 
8 10ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R = White _—‘Yes Yes Yes 0 10%" 5%a" Power First 52NY63 
8 10ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R Black Yes Yes Yes 0 10%"  5%a" Power First 52NY65 
8 20 ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R_ White —‘Yes No No 0 10°%64" 5%4" Power First 52NY53 
10 6 ft. 1050 30kA 15.0 NEMA5-15P NEMA 5-15R White _—‘Yes Yes Yes 0 1116" 5%4" Power First 52NY61 J 
10 8 ft. 3330 13.5kKA 15.0 NEMA5-15P NEMA 5-15R Black Yes Yes Yes 0 1138%4" 5" Tripp Lite 33L738 z 
Hospital and Medical Facility = 
4 6 ft. 1410 120kA 15.0 HGNEMA5-15P HGNEMA5-15R White Yes No No 0 1354" 2%" Tripp Lite 54VH63 ui 
4 15ft. 1410 60kA 15.0 HGNEMA5-15P HGNEMA5-15R White Yes No No 0 1334" 2%" Tripp Lite 6RHV9 ‘. 
6 6 ft. 1050 19.5kA 15.0 HGNEMA5-15P HG NEMA 5-15R _ Gray Yes No No 0 1354" 2%" Tripp Lite 19N899 1 
6 10ft. 1050 19.5kA 15.0 HGNEMA5-15P HGNEMA5-15R Gray Yes No No 0 1354" 2%" Tripp Lite 19N901 is 
6 15ft. 1050 19.5kA 15.0 HGNEMA5-15P HGNEMA5-15R White Yes No No 0 1354" 2%" Tripp Lite 3TA12 . 
6 15ft. 3330 48kA 12.0 HGNEMA5-15P HGNEMA5-15R Gray Yes No No 0 7" 3%" Tripp Lite  5JJ97 * No. 
Workbench and Cabinet  3TA12 
24 15ft. 450 22kA 15.0 NEMA 5-15P NEMA 5-15R Gray Yes No No 0 72° 1%" ‘Tripp Lite 2KGE2 = 
Sign in to Grainger.com® to see YOUR Pricing and MORE 403 


enough wall receptacles for the number of devices. They are portable and can 
be unplugged and moved to another location as needed. They are suitable for 
homes, offices, medical facilities, and industrial environments where protection 
from power spikes is needed. 


Note: For product Standards and Specifications, search for the individual sku number on 
Grainger.com® and see Technical Specs. 





ELECTRICAL 
Cable Protection 


Scan. Order. Done. 
Details on page A1. 
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No. 19RZ87 





L Shaped T Shaped 
Connector Connector 
Connection Load 
Style 


Capacity 
17,000 Ib/Axle, 8500 Ib/Tire 
17, ,000 Ib/Axle, 8500 Ib/Tire 


TShaped = 44700 Th/Tire, 23.400 Ib/Axle 
11.700 Ib/Tire 23.400 Ib/Axle 
1050 Ib/Tire 2100 Ib/Axle 
L Shaped 1050 Ib/Tire. 2100 Ib/Axle 
1050 Ib/Tire. 2100 Ib/Axle 
Dog Bone 10,500 Ib/Tire. 21,000 Ib/Axle 
404 GRAINGER. 
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Floor Cable Covers 


= Durable, flexible, and nonmetallic 
= Preslit bottom (except 14" to 4" Checker models) 


No. 30KD72 


Drop Over 
- 
Split Top 


Wy Power 


& 
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SAFETY GROUP 


CAGSBELL) 


cco Device-Kellems 


ps | om | — 


pees covers reduce tripping hazards and protect 
cords and cables from pedestrian traffic. 


BLACK 
Cable AND 
Cable Protector BLACK | BROWN) BEIGE | GRAY | YELLOW) YELLOW 
No. of Max. Protector Channel Channel Item Item Item Item Item Item 
Channels Cable Dia. Material L W Height Width Height No. No. No. No. No. No. 
Power First 
Ya" PVC 10ft. 294" '%2In Ye" Ya in 4CEJ1 | 4CEJ7 4CEH9 4CEJ2 4CEJ8 _ 
1 Ya" PVC 5 ft. a ¥ in sq" Y in 4CEJ3 | 4CEK3 | 4CEK1 | 4CEK5 § 4CEJ5 _ 
1 Ya" PVC Zot. 3° Yin sq" Y in 4CEJ4 | 4CEK2 | 4CEJ9 | 4CEK4 | 4CEH7 _ 
1 y4" PVC oft, 34%" 1¥%4in 1%! ¥ in 4CEJ6 _ _ _ 4CEK8 _ 
1 y4" PVC 2oft. 3%" 1¥%4in 1%! Yin 4CEK6 _ _ 4CEK7 | 4CEH8 _ 
1 14%" PVC oft. 5%" 1 %ain 2 1 Y% in 4CEH5 _ _ _ 4CEH6 _ 
Hubbell Wiring Device-Kellems 
%e6 in VC 10ft 2%in ‘ein  '%ein Ve in 5D684 | 5D690 5D683 5D685 5D691 _ 
1 Y in PVC oft 3in %in Ya in Y in 5D686 5D695 5D693 5D697 5D688 _ 
1 Y in PVC 2oft 3in M%in Ya in Y in 9D687 5D694 5D692 5D696 2GTC5 _ 
1 ¥ in PVC oft 3%in 1 Yasin 1 Yin ¥ in 5D689 _ _ _ 5D700 _ 
1 ¥ in PVC 25ft 3%in 1 Yasin 1 Yin ¥ in 5D698 _— _— 5D699 | 2GTC6 _ 
1 1 Y% in PVC 3ft 5 Yin 1%4in 1% In 1% In 2GTC1 — — — — — 
1 1 Y% In PVC 3ft 5¥%in 1%in 1% In 1% In _— _ _ 2GTC2 _— 
1 1 Yin PVC 5ft 54’in 1%in 1% in 1% In 2GTC3 _— _— _— _ _ 
1 Yin PVC 5ft 5%in 14%4in 1% in 1 Yin — — _ — 2GTC4 _ 
D-Line, Includes Linkable Pins 
1 1Ve in Flexible PVC 6ft 2%in “ein %6 in Ve in 19RZ85 _ _ —_ —_ — 
1 '1¥9 In Flexible PVC 6ft 34%in Yein 1%6in '1¥0 In 19RZ86 _ — — _ 19RZ87 
Checkers 
Ya in Flexible Rubber 10ft 3in ‘ein Yin Ya in 5MKH5 _— _ _— _ _ 
1 ¥ in Flexible Rubber 10ft 3%in 1 in 1 in ¥ in 5MKH8 _— _ _ _ _ 
1 1 in Flexible Rubber 5ft 5%4in 1 In 1 in 1 in oMKJ3 _ _ _ _ _ 
1 1Y%in Flexible Rubber Sft 6in 1%in 1%iIn 1% In 5MKJ4 _ _ _— _— _ 
1 1¥%in Flexible Rubber Sft 6in 2 In 1 Yin 1 Yin SMKJ5 _— _ _ _ _ 
2 Ya in Flexible Rubber 10ft 3in ‘ein Yin Ya in 5MKH6 _ _ _ _ _ 
2 ¥ in Flexible Rubber 5ft 5%in 1 in 1 in ¥ in 5MKJ1 _— _ _ _ _ 
2 Yin Flexible Rubber 10ft 5% in 1 Yin 1 in Yin 5MKJ2 _ _ _ _ _ 
3 Y in Flexible Rubber 10ft 3’%in %In ¥4 in Y In 5MKH7 — — _ _— _ 
3 Yin, (2) “As inFlexible Rubber oft 4 %2in_ Jin ¥4 in Yin 5MKH9 _ _ _ _ _ 
¥4 in Flexible Rubber 10ft 4%in 1 in Ya in ¥ in oMKJO _ _ _ _ _— 
Carpet Traction Kit, 5 ft 22F236 — — — —_ — 
Carpet Traction Kit, 10 ft 22F237 — — — — — 


INTERNATIONAL, INC. 


Sidewinder Cable Protectors 


Designed to help protect cords and cables and avoid tripping hazards. Articulates left and right to turn 
corners and adapt to the layout of rooms while maintaining full protection for the cables. Flexible and main- 
tains a flat profile. Modular design and segmented construction; just slide and click to connect additional 
segments with no tools needed. ABS plastic construction is lightweight yet allows vehicles to safely drive 
over cords, hoses, and cables. 


BLACK, YELLOW BLACK 
Channel Channel Mfr. Item Mfr. Item 
' Length W H Width Height Model No. Model No. 
ma 
13 Yin 3 in % in Yin ¥% in 1801 14N917 1803 14N919 
24 ft 6 in 3 in ¥ in % in ¥% in 1820 232433 — — 
39 Yin 3 in % in % in ¥% in 1800 14N916 1802 14N918 
Medium 
14 % in 9% In 1% in 3 In % in 1831 30KD73 1833 30KD75 
' 33 in 9% In 1% In 3 in Yin 1830 30KD72 1832 30KD74 
arge 
14 ¥ in 13 % in 2 Ys in 3 in 1% in 1841 30KD77 1843 30KD79 
34 in 13 ¥% In 2 Ys in 3 in 1% in 1840 30KD76 1842 30KD78 


CABLE MANAGEMENT GU: for People Who padres al 


Drop-Over and Split-Top Cable Protectors 


= Modular design feature heavy-duty, patented L-Connectors to extend 
T shaped protectors offer a quick solution to shield to any length. Also designed with patented 5-bar 
minimal runs of cable and hose lines. Protect plate surface that provides maximum traction for 
cables and hoses up to 2.25" in outside diameter. carts and pedestrian traffic. Low-profile design is 
Feature patented T-connectors to extend to any compact, easy to setup, disassemble and store, and 
length. Provide solutions for heavy-duty, high-load _ fit multiple cable sizes. 

bearing operations as well as other general purpose Dog Bone Protectors are lightweight and easy to 
applications. transport, set-up, disassemble, and store. Feature 

L shaped protectors shield cables and hoses up to _—all- weather polyurethane construction and a hinged 


CABLE PROTECTORS 





Find even MORE on Grainger.com® 


Dog Bone 1" 0.D. Designed with durable polyurethane and lid for easy cable placement. 
Connector 
BLACK | ORANGE | YELLOW 
No. of Channel Channel Mfr. Item Item Item 
Style Channels Length W H Width Height Brand Model No. No. No. 
Drop Over 1 36 in 14%in 3in 2 Yain 2 “in Linebacker _ CP1X225-GP-DO _ oMKH3 — 
Split Top 1 36 in 14%in —3in 2 Yain 2 “in Linebacker CP1X225-GP = 5MKH4_—_- 39AM94 
Drop Over 1 36 in 11 %in 1%in 1%In 1% in Linebacker — CP1X125-GP-DO _ 3KUTS — 
Split Top 1 36 in 11 %in 1%in 1%In 1% In Linebacker CP1X125-GP —_ SKWX8 = 39AM93 
Drop Over 1 36 In 9 %4in “in 1 Yin Yo in Fastlane FL1X1.9 22F232 | 3KUP5 — 
Drop Over 1 36 in = 10%in 1 Yin 4 in 1 in Fastlane FL1X4 22F233 | 3KUP/ _ 
Drop Over 2 36 in 10%in 1¥%in 1%In 1 in Fastlane FLYX1.£9 22F230 | 22F234 _ 
Drop Over 3 18in 19%in  2iIn 3 4 in 1% In Guard Dog GD3-D0O 32RX22_ | 32RX21 | 32RX23 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° ELECTRICAL 
Find the wy. Find Solutions. Find Great Prices. Cable Protection 
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No. 32RX19 


Gripper Style Cable Protectors 


Connectors lock multiple cable protectors tightly together to provide a safe crossing for vehicle and pedestrian traffic, 
and protect valuable electrical cables and hose lines. They feature a modular, interlocking design that is ideal for 

use in most public entertainment venues, light commercial, and utility applications. Constructed of maintenance free 
polyurethane, and ergonomically designed to fit your hand for easy handling and transport. When compared to other 
rubber manufactured cable protectors, 3-Channel No. 32RX19 is up to 50% lighter without compromising the required 
strength and durability, and protects cables and hoses 2.25" in dia. 5-Channel No. 32RX20 is up to 75% lighter 
without compromising the required strength and durability, and protects hoses and cables 1.25" in dia. 





Connection No. of Load Channel Channel Item 
Style Channels Capacity Length W_ H Width Height No. Gripper 
Gripper 3 5000 Ib 36 in 18 Vain 2% in 2 Vs in 9 V4 in 32RX19 PP 
Gripper 5 5000 Ib 36 in 16 in 1% in 1 Vin Tt Zin 32RX20 Connector 
Dog Bone Style Cable Protectors <Grecxens LINEBACHER. 


Lightweight and easy to transport, set up, disassemble and store. All-weather sven construction. Hinged lid 


provides easy cable replacement. Low-Profile models offer safe and easy crossing for vehicle and pedestrian traffic. No. 22F229 









Connection No. of Load Channel Channel Mfr. Item 
Style Channels Capacity Color Length Ww H Width Height Model No. 
Low Profile 
Dog Bone 1 13,000 Ib/Tire, 26,000 Ib/Axle Black, Orange 36in 10'%c6in 1 “in 2%in %in GD1X75-ST-O/B 22F231 
Dog Bone 1 13,000 Ib/Tire, 26,000 Ib/Axle Black, Orange 36in 27 %in 1%in 2%in 1%in GD1X75-0/B 22F230 
Dog Bone 2 13,000 Ib/Tire, 26,000 Ib/Axle Black, Orange 36in  12in 1%in 1%in 1%in GD2X75-ST-O/B 22F229 
Dog Bone 2 13,000 Ib/Tire, 26,000 Ib/Axle Black, Orange 36in 28%in 1%in 1%in 1%in | GD2X75-0/B 22F228 
Dog Bone 3 17,000 Ib/Tire, 34,000 Ib/Axle Black, Orange 36in 13%in 1%in 1%in 1%in GD3X75-ST-O/B 22F227 
Dog Bone 3 17,000 Ib/Tire, 34,000 Ib/Axle Black, Orange 36in 30 %in 1%in 1%in 1%in | GD3X75-0/B 22F226 
Dog Bone 5 24,000 Ib/Tire, 48,000 Ib/Axle Black, Orange 36in 33 %4in 1%in 1%in 1%in | GD5X75-0/B  22F224 
Dog Bone 5 24 000 Ib/tire, 48,000 Ib/Axle Black, Orange 36in 17in 1%in 1%in 1%in GD5X75-ST-O/B  22F225 
ADA Compliant 
Dog Bone 5 10,500 Ib/Tire, 21,000 Ib/Axle Black, Orange 18in 50in 2in 1%in 1%in GD5X125-ADA-0/B 32RX15 
Dog Bone 5 10,500 Ib/Tire, 21,000 Ib/Axle Black {Bin 50in  2in 1%in 1%in GD5X125-ADA-B/B 32RX16 
Dog Bone 5 10,500 Ib/Tire, 21,000 Ib/Axle Blue, Orange 18in 50in 2in 1%in 1%in GD5X125ADAO/BLU 32RX17 
General Purpose shih: Aeaaloel 
Dog Bone 3 14,210 Ib/Tire, 28,420 Ib/Axle Black, Orange 36in 20in 3in 2%in 2%in GD3X225-0/B 5MKK3 Connector 
Dog Bone 5 10,500 Ib/Tire, 21,000 Ib/Axle Black, Orange 36in 19%4in 1%in 1%in 1%in GD5X125-0/B  5MKJ8 
General Purpose 5-Channel Accessories 
End Cap Pair, 
; Male/! 5 10,500 Ib/Tire, 21,000 Ib/Axle Orange 84%4in 19%in 2in 1¥%in 1%in | GDEC5X125-O0 5MKJ9 
emale 
Right te 5 10,500 Ib/Tire, 21,000 Ib/Axle Black, Orange 24in 19%in 2in 1¥%in 1%4in GDT5X125-R-0/B 5SMKKO 
pre 5 10,500 Ib/Tire, 21,000 Ib/Axle Black, Orange 24in 19%in 2in 1¥%sin 1¥%in GDT5X125-L-0/B 5SMKK1 No. 32RX17 
4-Way Cross hy) 10,500 Ib/Tire, 21,000 Ib/Axle Black, Orange 28 In 19%in 2in 1%in 1%in GDCR5X125-0/B 5MKK2 
Hose Bran 2 20,150 Ib/Tire, 40,300 Ib/Axle Black, Orange 36in 13in 2in 1%in 1%in CL2X150-5GD-O 5MKK4 
T Shave Stvie Cable Protect <Grecxens LINEBACKER. econ 
ape ty e a e ro ec ors Yy aad CABLE MANAGEMENT 
Designed with hinged lid that provides a safe crossing for vehicles and pedestrian traffic. Protects cables and hose 
lines from damage. Modular, interlocking design is ideal for use in oil and gas applications, mining, military, and other 
industrial environments with heavy trucks and forklifts. No. 32RX24 protects cables and hoses up to 3.25" in dia; 
No. 32RX25 protects cables and hoses up to 2.25" in dia; and No. 32RX29 protects hoses and cables up to 1.3" in dia. 
Connection No. of Load Channel Channel Mfr. Item 
Style Channels Capacity Color Length W H Width Height Model No. 
T Shaped 2 10,880 Ib/Tire, 21,760 Ib/Axle Orange, Yellow 36in  22in 4%in 3%in 3%in CP2X325-Y/0 32RX24 
T Shaped 3 14,210 Ib/Tire, 28,420 Ib/Axle Orange, Yellow 36in  20in 3in 2%in 2%4in CP3X225-Y/0 32RX25 
T Shaped i] 20,150 Ib/Tire, 40,300 Ib/Axle Orange, Yellow 36in 20in 2¥%in 1%in 1%Iin CP5X125-Y/0 32RX29 No. 32RX29 
3-Channel Accessories T Shaped " 


ea ace 3 14,210 Ib/Tire, 28,420 Ib/Axle Orange 151%2in 20in 3in 2%in 2%in CPEC3X225-O0 32RX26 Connector 


2 
45° Left Turn 3 14,120 Ib/Tire, 28,240 |b/Axel Orange, Yellow 25 '¥e4in 20in 3in 2%in 2 %In CPI3X225-L-Y/0 32RX2/ 
45° Right Turn 3 14,120 Ib/Tire, 28,240 Ib/Axel Orange, Yellow 25 '¥e4in 20in 3in 2%in 2%In CPI3X225-R-Y/O 32RX28 
1 


Ramp, ADA gia 

Compliant 3 Yin 1¥Y%in CPRP-3-BLU 32RX33 
5-Channel Accessories 
End Cap Pair, 1 5 20,150 Ib/Tire, 40,300 Ib/Axle Orange 151%2in 20in 2%in 1Y%in 1%in CPEC5X125-0 32RX30 


Male/1 Female 
45° Left Turn 5 20,150 Ib/Tire, 40,300 Ib/Axle Orange, Yellow 25 '¥64in 20in 2Y%in 1%in 1 Y%in CPI5X125-L-Y/O 32RX31 


1 
45° Right Turn a) 20,150 Ib/Tire, 40,300 Ib/Axle Orange, Yellow 25 '¥eain 20in 2%In 1%in 1 %in CPI5X125-R-Y/O 32RX32 


<>. 


20,150 Ib/Tire, 40,300 Ib/Axle Blue 36in 34%in 3in 





™T™ + : Z 
CableTrak’" Hose and Cable Carrier System Lporeerrn 
= Easy assembly with flat-blade screwdriver Flexible, self-lubricating carriers guide and protect hoses 
= Install vertically or horizontally and cables installed between fixed and moving sections of a 
= Fiberglass-reinforced, nonabrasive black nylon machine. Cable is installed through the carrier's flip-top for 

minimal abrasion. Excellent high-speed performance. 
CABLETRAK(R) BRACKET 
WITH BRACKETS CABLETRAK(R) _| KIT (QTY.: 2) 
a ; an oan aa , : om : a fra 
idt eight ode 0. 0. 0. 
T3in ua O59 in O7e in mm Hcriot4 4 f 1X68 T ft 1XJG7 TXJK7 
A4 in in in 7o in mm —_ _ 1XJK8 
2.12 in 1.62 in 1.5 in 1.00 in /25.4mm HCT16119 4 ft 1XJH4 T ft TXJH3 1XJK9 
2.12 in 1.62 in 1.5 in 1.00 in /25.4mm HCT16134 45 ft 1XJH7 1 ft 1XJH5 1XJK9 
2.91 in 1.62 in 2.28 in 1.00 in /25.4mm HCT16219 4 ft 1XJJ1 1 ft 1XJH9 1XJL1 
2.91 in 1.62 in 2.28 in 1.00 in /25.4mm HCT16234 45 tt 1XJJ3 1 ft 1XJJ2 1XJL1 No. 1XJG8 
3.7 in 1.62 in 3.08 in 1.00 in /25.4mm HCT16334 45 ft 1XJJ5 1 ft 1XJJ4 1XJL2 
469in _‘1.62in 4.06 in 1.00 in /25.4mm HCT16434 45 ft 1XJJ7 1 ft 1XJJ6 1XJL3 
3.7 in 2.5 in 2.6 in 1.75 in /44.5mm HCT25134 45 ft 1XJJ9 {ft 1XJJ8 1XJL4 
5.36 in 2.5 in 4.25 in 1.75 in /44.5mm HCT25234 45 ft 1XJK2 {ft 1XJK1 1XJL5 
5.36 in 2.5 in 4.25 in 1.75 in /44.5mm HC0125247 5 tt 1XJK4 1 ft 1XJK3 1XJL5 
7.7 in 2.5 in 6.6 in 1.75 in /44.5mm HCT25347 5 tt 1XJK6 1 ft 1XJK5 1XJL6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 405 


ELECTRICAL Scan. Order. Done. 
Cable Protection Details on page Al. 









Flexo Braided Sleeving for Wire 










Flame-Retardant 
and Cable Management TECHFLEX 
= UL Recognized Rot resistant for continuous outdoor = Resists UV, abrasion, gasoline, 
For bundling, managing, and use. engine chemicals, and salt water 
protecting wires, cables, and WELD WRAP = Deflects high-pressure 
hoses. Most are black (Flexo = Coated fiberglass hose ruptures 
Flame-Retardant has white tracer). = Withstands temps. to 1000°F Overlarge sleeving can be used 
Thermashield are silver and = Resists abrasion and punctures Ver chain as a scuff preventive. 
. sé cleanly with a hot knife. Flexo F6 = brotects hoses and wiring from = Silicone-jacketed fibergl 
momeone Fireflex Self-Wrap, DuraFlex, ThermaShield ae ee 
Reflective High-Temperature 4 hos an yee ne J ee cian: molten welding splatter and sparks. = Nonconductive 
Tube sho abut i = Stable to 500°F 
— Cut cut easily with scissors or knife. THERMASHIELD REFLECTIVE se Fiscic te li acia nian Ee 
Insultherm cuts with scissors only. = Withstands temps. to 500°F P 
a 0.08"-thick sleeving bends to 
= Resists gasoline, engine 
P . DURAFLEX HARSH follow tight curves. For racing 
names chemicals, cuts, and abrasion 

ENVIRONMENT i? _ vehicles and similarly demanding 
= Thick, tightly woven nylon Aluminized heat shield is bonded to - iperet 
Racists tN chanicals tightly braided, insulating fiberglass. CUST®S- 


gasoline, salt, snags, cuts Wrap uses a high-temp. adhesive. GORILLA SLEEVE 





. . |_| - 
elie 2 abrasion, and penetration DURAWRAP HARSH ine arth hes 
7 . = Deflects high-pressure ENVIRONMENT : sae ‘s air aH peo 
ne ee hose ruptures = Tightly woven ballistic nylon Chemicals, and salt water 
Hot Knife Kit =» MSHA = Hook-and-loop closure 0.046" thick for extreme abrasion 
and cut resistance. 
Dia. Inside Item Item Item 
Range Dia. L No. L No. L No. Dia. Inside Item 
Flexo Expandable, Polyethylene Terephthalate Range Dia L No. 
0.090 into 0.250 in 0.125 In 10 ft. 2RMC6 = 100ft. 2RLL3 00 ft. 2RLL2 Weld Wrap with Hook-and-Loop, 1000°F, Nonexpandable, Coated Fiberglass 
0.120 in to 0.440 in 0.250 in 10 ft. 2RLL4 | 100ft. 1UXW6 | SOOft. 1UXW5 0.500 in to 1.000 in 1.000 in 20 IL 2RMI2 
0.180 in to 0.630 in 0.375 in 10 ft.  2RMC7 | oOft. 1UXW8 | 5OOft. 1UXW7/ 1.000 in to 1.500 in 1.500 In 20 ft. 2RMT3 
0.250 in to.0.750 in 0.500 in TO aL. 2RLL5 | 5Oft.  1UXY1 500 ft. 1UXW9 1.500 in to 2.000 in 2.000 In 25H, 2RMT4 
0.500 in to 1.250 in 0.750 in 10 ft.  2RMC8 | SOft. 1UXY3 | 250ft.  1UXY2 2.900 In to 3.000 In 3.000 in rai 2RM15 
0.750 into 1.750 In 1.250 in 10 ft. 2RLL6 | oOft. TUXYS | 250ft. 1UXY4 ThermaShield Tubes, Nonexpandable, Reflective /ATTICTTL Coated Fiberglass 
1.000 in to 2.500 in 1.500 in 10 ft. 2RMD1/| 5Oft. 2RLL7 200 ft. 2RMC9 0.250 in to 0.500 In 0.500 In 50 ft. 2RMP7 
1.250 into 2./50 in 1.750 in 10 ft. 2RLLO | OOft. 2RMD2 | 200ft. 2RLL8 0.380 in to 0.630 In 0.625 In 50 ft. 2RMP8 
1.500 into 3.500 in 2.000 in 10 ft. 2RMD3 | SOft. 1UXY7 | 200ft.  1UXY6 0.500 in to 0.750 In 0./50 in 50 ft. 2RMP9 
Flexo Expandable, Flame Retardant Polyethylene 0.630 in to 0.880 In 0.880 in 00 ft. 2RMR1 
0.090 in to 0.250 in 0.125 in 10 ft. 2RMD4 | 100ft. 2RMD5 | 500ft. 2RMD6 0.750 in to 1.000 In 1.000 In 50 ft. 2RMR2 
0.120 in to 0.440 in 0.250 in 10 ft. 2RMD7 | 100ft. 1UXY8 | SO00ft. 2RMD8 1.000 in to 1.250 in 1.250 In 20 ft. 2RMR3 
0.180 in to 0.630 in 0.375 in 10 ft. 2RMD9 | oOft. 1UXY9 | S00ft. 2RME1 1.250 in to 1.500 in 1.500 In 90 ft. Z2RMR4 
0.250 in to 0.750 in 0.500 in 10 ft. 2RME2 | oOft. 1UXZ1 200 ft. 2RLN1 1.900 in to 1.750 in 1.750 In emia 2RMR5 
0.500 in to 1.250 in 0.750 in 10 ft. 2RME3 |) oOft. 1UXZ2 | 250ft. 2RLN2 1.750 in to 2.000 in 2.000 in 20 It. 2RLZ/ 
0.750 into 1.750 in 71.250 in 10 ft.  2RME4 |) oft. 1UXZ3 | 250ft. 2RLN3 2.200 In to 2.900 In 2.000 In 20 IL. 2RLZ8 
1.000 in to 2.500 in 1.500 In 10 ft. ZRLN4 | SOft. 2RLNDS 200 ft. 2RLN6 ThermaShield Wrap, Nonexpandable, Reflective Aluminum Coated Fiberglass, Adhesive Seal 
1.250 into 2./50 in 1.750 in 10 ft.  2RME5 | SOft. 1UXZ4 | 200ft. 2RME6 0.130 in to 0.250 in 0.250 In 4 tt. 2RLZ9 
1.500 into 3.500 in 2.000 in 10 ft. 2RME7 | SOft. 2RME8 | 200ft. 2RME9 0.250 in to 0.380 in 0.375 In 4 tt. 2RMR6 
Flexo Heavy Wall, 15-mil Expandable, Monofilament Polyethylene Jerephthalate 0.380 in to 0.500 in 0.500 In 4 tt. 2RMR7 
0.180 into 0.750 in 0.375 in 10 ft. 2RMF3 | 100ft. 1UYA1 — 0.500 In to 0.750 in 0.750 In 4 tt. 2RMA1 
0.310 into 1.000 in 0.625 in 10 ft.  2RMF5 | /oft. 1UYA2 250° ft. 2RMF6 0.750 in to 1.000 in 1.000 in 4 tt. 2RMR8 
0.500 into 1.500 in 1.000 in 10 ft. 2RLP7 | s5Oft. 1UYA3 | 250ft. 2RLP8 1.000 in to 1.250 In 1.250 In 4 tt. 2RMA2 
0.750 in to 2.000 in 1.500 in 10 ft. 2RLP9 so 5Oft. 1UYA4 | 250ft. 2RMF/ 1.250 in to 1.500 In 1.500 in 4 tt. 2RMR9Q 
1.500 into 3.000 in 2.000 in 10 ft. 2RMF8 | 5Oft. 2RLR1 200 ft. 2RMF9 1.750 in to 2.000 In 2.000 In 4 tt. 2RMA3 
2.000 in to 4.000 in 3.000 in 10 ft. 2RLR2 | 5Oft. 2RLR3 | 100ft. 2RMG1 
2.900 Into 5.900 In 4.000 in 10 ft. ZRLR4 | SOft. 2RLROS 100 ft. 2RMG2 Dia. Inside Item Item 
0.180 into 0.750 in 0.380 in 200 Tt. 2RMF4 Range Dia. L No. L No. 
Flexo Wrap, Hook and Loop, Expandable, Polyethylene Terephthalate DuraWrap Harsh Environment, Hook and Loop, Nonexpandable, Ballistic Nylon 
0.250 in to 0.500 in 0.500 in 20 ft. 2RLR6 | 100ft. 2RMG3 — _— 0.750 in to 1.000 in 1.000 in 10 ft. 2RMJ5 20 ft. 2RMJ4 
0.500 in to 0.750 In 0.750 in 20 IL 1UYA5  100ft. 2RLR7 — _ 1.250 In to 1.500 In 1.500 in 10 ft. 2RMJ7 20 HL, 2RMJ6 
1.000 into 1.250 in 1.250 in 20 Hi. 1UYA6 = 100ft. 2RMG4 — _ 1.750 in to 2.000 In 2.000 In 10 ft. 2RMJ8 20 il: 2RLU9 
1.500 in to 2.000 in 2.000 in aie 1UYA7 |= 100 ft. 2RMG5 — _ 2.200 In to 2.500 In 2.900 In 10 ft. 2RMJ9 20 Il, 2RLV1 
Flexo F6, Semirigid, Self Wrap, Nonexpandable, Polyethylene Terephthalate 2./90 in to 3.000 In 3.000 in 10 ft. 2RMK1 20 ft. 2RLV2 
0.060 in to 0.130 in 0.125 in ail 2RLR8 | 100ft. 2RMG7 | 400ft. 2RMG6 3.290 in to 3.500 In 3.900 In 10 ft. 2RMK2 20 HL 2RLV3 
0.130 in to 0.250 In 0.250 in 20 ft. 2RMG9 | i00ft. 1UYA8 | 200ft. 2RMG8 3./90 in to 4.000 In 4.000 In 10 ft. 2RMK3 20 ft. 2RLV4 
0.250 in to 0.380 In 0.375 in 1 TL. 2RLT1 | 100ft. 2RLR9 | 150ft. 2RMH1 4.250 In to 4.500 in 4.500 In 10 ft. 2RLV6 20 IL. 2RLV5 
0.310 in to 0.500 in 0.500 In 10 ft. 2RLT3 | /oft. 1UYA9 150 ft. 2RLT2 Fireflex High Temperature, Nonexpandable, Silicone Coated Fiberglass 
0.500 in to 0.750 In 0.750 in 8 ft. 2RL14 | 5Oft. 1UYB1 100 ft. _2RMH2 0.130 in to 0.250 In 0.250 In OT 2RLY2 90 ft. 2RLY1 
0.750 in to 1.000 In 1.000 in (aii 2RLI5 | 5Oft. 1UYB2 | 100ft. 2RMH3 0.250 in to 0.380 in 0.379 In DIL. 2RMN1 20 ft. 2RLY3 
1.250 into 1.500 in 1.500 in 4 ft. 2RLT6 | 25ft. 1UYB3 7oft. _2RMH4 0.380 in to 0.500 in 0.500 in aie 2RMN3 90 ft. 2RMN2 
1./50 in to 2.000 in 2.000 in 4 ft. 2RMH6 | 25ft. 2RLT/ o0 ft. | 2RMHS5 0.500 in to 0.630 in 0.625 in Dit. 2RMNO 20 ft. 2RMN4 
Insultherm 1200°F, Expandable, Resin Coated Fiberglass 0.630 in to 0.750 In 0.750 In J1t 2RLY4 50 ft. Z2RMN6 
0.180 in to 0.310 In 0.250 in 10 ft. 2RLU1 | 25ft.  2RLT9 100 ft. _ 2RLT8 0.750 in to 0.880 in 0.875 in aie 2RMN/ 20 ft. 2RLY5 
0.380 in to 0.630 in 0.375 in 10 ft. 2RMH8 | 25ft. 2RMH/ | 100ft. 1UYB4 0.880 in to 1.000 in 1.000 in nie 2RLY7 90 ft. 2RLY6 
0.500 in to 0.750 in 0.500 in 10 ft. 2RMJ1 | 25ft. 2RMH9 | 100ft. 1UYBS5 1.000 in to 1.250 in 1.250 In ai 2RMN8 20 ft. 2RLY8 
0.630 in to 0.880 In 0.625 in 10 ft. 2RLU3 | 25ft. 2RLU2 | 100ft. 1UYB6 1.250 in to 1.500 in 1.500 in 2 IL. 2RMN9 90 ft. 2RLY9 
0.750 in to 1.130 In__0.750 in 10 ft. 2RLU5S | 25ft. 2RLU4 | 100ft. 1UYB7 1.500 in to 1.750 in 1./50 in aie 2RMP1 20 IL. 2RLZ1 
1.000 in to 1.630 in 1.000 in 10 ft. 2RLU7 | 25ft. 2RLU6 | 100ft. 1UYB8 1./50 in to 2.000 in 2.000 In Di: 2RLZ2 2) IL. 2RMP2 
1.500 into 1.750 in 1.500 in 10 ft. 2RLU8 | 25ft. 2RMJ3 50 ft. 2RMJ2 2.000 in to 2.250 in 2.200 In OT: 2RLZ3 20 ft. 2RMP3 
Duraflex Harsh Environment, Nonexpandable, Woven Nylon 2.200 In to 2.900 In 2.900 In oil. 2RMPod 20 It. 2RMP4 
0.500 in to 0.710 in__0.710 in 10 ft.  2RMK4 | 5O0ft. 2RMK5 | 100ft. 2RLV7 2.000 In to 2.750 In 2./90 In aa 2RLZ5 20 ft. 2RLZ4 
0.600 in to 0.830 In 0.830 in 10 ft. _2RMK6 _ 100 ft. _ 2RLV8 2./50 in to 3.000 In 3.000 In aie 2RMP6 20 ft. 2RLZ6 
0.850 into 1.000 in 1.000 in 10 ft. 2RMK8 50f ft. 2RLV9 100 ft. 2RMK9 Flexo Clean-Cut, Expandable, Nonfray Polyethylene Terephthalate 
1.000 into 1.130 in 1.130 in 10 ft.  2RLW1 | SO0ft. 2RML1 100 ft. 2RLW2 0.120 in to 0.250 in 0.125 In 100 ft. 2RLN/ 900 ft. 2RLN8 
1.130 into 1.250 in 1.250 in 10 ft. 2RLW3 | SOft. 2RLW4 | 100ft. 2RML2 0.150 in to 0.440 In 0.250 In 100 ft. 1UXZ5 900 ft. 2RMF1 
1.350 into 1.590 in 1.562 in 10 ft. 2RML3 — _ — _— 0.180 in to 0.630 In 0.375 In 50 ft. 1UXZ6 500 ft. 2RLN9 
1.600 into 1./50 in 1.750 in 10 ft. 2RML4 | 5Oft. 2RLW7 | 100ft. 2RML5 0.250 in to 0.750 In 0.500 in 50 ft. 1UXZ7 900 ft. 2RLP1 
1.950 into 2.0/0 in 2.070 in 10 ft. 2RLW8 — _ 100 ft. 2RLW9 0.630 in to 1.000 In 0.750 in 50 ft. 1UXZ8 200 ft. 2RLP2 
2.200 In to 2.380 in 2.380 in 10 ft. 2RML7 | 5Oft.  2RLX1 100 ft. 2RML8 0.750 in to 1.190 In 1.000 in OU EL. 2RLP3 250 ft. 2RLP4 
2.690 In to 2.860 in 2.860 in 10 ft. 2RLX2_5O0 ft. 2RLX3 100 ft. _ 2RLX4 1.000 in to 1.500 in 1.250 in 50 ft. 1UXZ9 250 ft. 2RMF2 
3.100 in to 3.340 in 3.340 in 10 ft. 2RLX5 SO ft. 2RLX6 100 ft. _2RML9 1.250 in to 2.000 in 1.500 in 50 ft. 2RLP5 250 ft. 2RLP6 
3.400 in to 3.660 in 3.660 in 10 ft. 2RLX7 | SOTt. 2RLX8 100 ft. _ 2RLX9 Gorilla Sleeve, Expandable, Flat Filament Nylon 
0.600 in to 0.830 in 0.812 in _— _ 90 ft. _2RMK7 — _— 0.380 in to 0.630 in 0.500 In 10 ft. 2RMA4 100 ft. 2RPD2 
1.350 into 1.590 in__1.590 in —_— _ oO ft. 2RLW5 | 100ft. 2RLW6 0.630 in to 1.000 in 0.750 In 10 ft. 2RPD3 OU TL: 2RMA5S 
1.950 into 2.070 in 2.062 in — _ 90 ft. 2RML6 — — 0.750 in to 1.250 in 1.000 in 10 ft. 2RMA6 50 ft. 2RPD4 
Hot Knives 1.000 in to 1.500 In 1.250 In 10 ft. 2RPD5 50 ft. 2RMI1 
Bench-Mount — _ _— _ — 2RMT9 1.500 in to 2.000 In 1.750 In OL 2RPD6 20 ft. 2RMA/ 
Handheld — _ _ _ — 2RMC5 1./50 in to 2.250 in 2.000 in O ML, 2RMA8 20 ft. 2RPD/ 
406 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE °® ELECTRICAL 
Find the yy. Find Solutions. Find Great Prices. Cable Protection 
" 7 * GRAINGER 
Corrugated Split-Loom Tubing APPROVED 
Provides flexibility and chemical resistance to solvents. Item 
Impact-resistant at low temperatures. Designed for electri- Connection Type/Size No. 
Pp ; ~~ P ‘i g ; Tee Fittings, Black Nylon, Pkg. of 10 
cal, machinery, and building harness wiring. For use in Yin x Ys in (Without Thread) 19A641 
various industrial, medical, and electrical applications. Y2 in x %e in (Without Thread) 19D609 
POLYETHYLENE | NYLON POLYETHYLENE | NYLON 
Nom. Tubing Item Item Nom. Tubing Item Item No. 16Y245 
Size Length No. No. Size Length No. No. 
Black sin 25 ft 16Y254 16Y265 
vpn 25 ft 16Y250 16Y261 i 100 ft 16Y249 16Y260 
100 ft 16Y245 16Y256 1 Vin 50 ft 16Y255 16Y266 
Se in 20 ft 16Y251 _ Orange 
100 ft 16Y246 16Y257 ¥% in 25 ft 16Y285 — No. 19A641 
3 in 25 ft 16Y252 16Y263 Yin 100 ft 16Y281 — 
100 ft 16Y247 16Y258 Yellow 
vin 25 ft 16Y253 16Y264 sin 25 ft 16Y276 — 
100 ft 16Y248 16Y259 100 ft 16Y271 — 
* 114" size are 50 ft. 
REIKU 


Corrugated Tubing and Fittings 


Connect or disconnect these quick-release fittings with no tools required. Designed for 
use in any electrical installations that require a watertight seal and quick connection. 
UL Listed and CSA Certified. 


O 


No. 25D285 








NOMINAL SIZE 
yy" Ae" 3" yA" sy" 1" 1%" 13%" 
Description Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. 
Nylon 6 Tubing, Unslit 
10 ft 25D285 250288 = 25D291 | 25D294 | 25D297  =25D301 250304 | 25D307 
20 It 25D286 250289  25D292 | 25D295 | 25D298  25D302 250305 | 25D308 
45 ft 290287 |= 250290 |= 25D293 | 25D296 | 25D299 250303 = 25D306 | 25D309 
Nylon Fittings No. 25D318 
90° Elbow 25D318 250319 | 25D320 | 25D321 | 25D322  25D323 25D324 | 25D325 
Locknut, Qty. 10; (5 0n 1%") | 25D342 — 25D344  25D345 | 25D346 | 25D347 | 25D348  25D349 
Straight Connector 25D310 250311 | 25D312 | 25D313 | 25D314 = 25D315 §=25D316 | 25D317 
Support, Qty. 10 2090326 = 250327 |= 25D328 | 25D329 | 25D330 =25D331 = 25D332 | 25D333 
Support Clip, Qty. _ _ = _ _ _ = 950334 No. 25D312 
10 (fits all sizes) 
Support Top, Qty. 10 2090335 290335 | 250336 | 25D337 | 25D338 §25D339 = 25D340 | 25D341 No. 25D326 
Nom. Tubing | POLYETHYLENE | NYLON 
Bo) Drossbach Size _ Length Item No. Item No. 
Tubing 
o in 3200 bi 29D255 Sone 
. = 4 in _— 5D274 
rr li =| m TI in % in 1,900 ft 250256 | 25D267 
Co ugated Sp t 00 ub g % in 100 ft — 25D275 
Provides protection and organization to wires, cables, 3 in Le uw Ki 250257 peueas No. 
and hoses. Corrugated for flexibility and easy installation. oy BOOT 25D258 = 25D279 
Abrasion-, fluid-, and weather-resistant. %in 800 ft = 290269 
Ya in 100 ft — 25D277 
Description/ Item ¥4 in 900 ft 250259 250270 
Special Features No. 1 in 20 ft — 29D278 
Split Loom Installation Tools 1%in 150 ft 25D262 25D273 
Loom Tool for “%4" to “As Conduit 25D279 1M%in 250 ft 25D261 25D272 
Loom Tool for 2" to ¥s' Conduit 290280 1 in 300 ft 25D260 25D271 ; 
Loom Tool for 44" to “s' Conduit 250281 2 in 100 ft 29D263 — No. No. “ 
Loom Tool for 1° to 1%" Conduit 29D282 2%In 500 ft 29D264 _ 25D255 25D274 
Loom Tool for 1%" to 2° Conduit 290283 3%in 300ft 29D265 — 
Spiral Wrap Pan-Wrap™ 
No. 1LEZ3 No. 1LEY8 





No. 1LLJ6 





PAnDUIT 
Wire Protection Wrap 


PanDuIT 
Braided Expandable 


: i Spiral Wrap = Spiral Wrap Mfr. Item = 
SPIRAL WRAP Slot pattern provides improved = w "Length Dia. Range Model No. Sleeving 
= Natural color flexibility and abrasion protec- Spiral Wrap, Polyethylene 
= Temp. range: -40° to 122°F __ tion in any application. Wall 0.2007 100 it 0.1875 intoc in _Teok-C ALE@S._| » Black color 
& 0.375" 100ft 0.3125 into in T38F-C4LEZ4 | | ane tangth 

Allows breakouts of single/ design facilitates cable break- 0.500" 100 ft 0.3750 into 4 in T50F-C_1LEZ5 | ™ !VU-IL lengths 
multiple wires. Great for outs. UL Recognized. robo TOO Oso inte in —THGOR-¢ ALezy | Provides continuous abrasion protection for 
harnessing multiol les int : T™ Pan-Wrap™, Polyethylene wires, cables, hoses, and tubing. Highly flex- 

amesonig MUNpE canes 10: “Pan- Wrap 0.500 in 200 ft. 0.430 in to 0.550 in PW50F-T20 1LEY8 | jhie open weave will not trao heat or humidit 
a a 000: 100 i 0310 into 1130 in BWiOOF=620 iLezi | and ee irregular sae cnbodll ad. 
Each roll includes installation 1.000 in__100 ft.__0.810 in to 1.130 in : 

| = Black color 1.500in 50 ft. 1.130 in to 1.630 in PW150F-L20 1LEZ2 | qurable protection. UL Recoanized 
tool. UL Recognized. = Temp. range: -40° to 122°F Mfr. Item P oinzed: 
™ For Use With Model No. Material of Inside Mfr. Item 

PAN-WRAP fe vs aria Fan-Wrap™ Installation TooTs oo adE: Construc. Dia. Model No. 

Black color oading of max. bundle diam- r No. - Open Weave 
a Ane ‘ ees Mir. No. PW75F-C20 PWT754LEL6 | Polyethylene oe oe ee 
= Temp. range: -40° to 122°F _ eters to considerably speed Mir No. PW100F-C20 PWT100 {LEY6 

TM i | aN Mame Retardant 500 in SES0PFR-CRO 4LLJ7 
Pan-Wrap™ installation. Mir. No. PW150F-L20 PWT150 1LEY7 Polyethylene 
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ELECTRICAL Scan. Order. Done. 
Cable Ties Details on page Al. 











Cable Tie Kits 











No. No. Ties feature a reinforced head and strap transition for added strength. 
40J771 40J770 Conveniently stored in a sturdy see-through, resealable jar. Easy to apply with installa- 
tion tools Nos. 1A887, 1TBD8, 3KH51, or 5A308 (see pg. 411). UL Recognized. 
Item 
Color ncludes No. 
Natural (300) 3.9" Natural, (30 0) 79) Natural, (50) 11.8" Natural 403771 
Black (60) i 79 he (0 J a Black, i (300), ah Black 405772 
ue reen range, 
Wy Power 
PANDUIT: 
Natural Color Black, UV-Resistant Releasable Mounting Head A 
No. 21F257 No. 21F258 No. 36J197 No. 36J188 Nylon Cable Ties 
= Temp. range: 185°F 
Durable nylon 6/6 construction with a reinforced head 
and strap transition for added strength. Rounded head 
reduces snags. Perfect for bundling wire, cable, or 
hose. Curved-tip design for faster threading. 
NATURAL COLOR (INDOOR) BLACK (UV-RESISTANT OUTDOOR) 
Max. ack Bulk Pack Bulk 
Tensile Approx. Bundle Pkg. Item Pkg. Item Pkg. Item Pkg. Item 
, Strength Length Width Dia. Brand Qty. No. Qty. No. Qty. No. Qty. No. 
tandar 
Oto 3 %in 0.1 in 0.87 in Panduit 100 21F262 1000 21F264 100 21F263 1000 21F265 
4in 0.10 in 0.85" Power First 100 36J127 1000 36J129 100 36J128 1000 36J130 
18 Ib 6 in 0.10 in 1.56" Power First 100 36J131 — — 100 36J132 — — 
8 in 0.1 in 2.0 in Panduit 100 21F270 1000 21F272 100 21F271 1000 21F273 
0.10 in 2.36" Power First 100 36J133 1000 36J135 100 36J134 1000 36J136 
5 in 0.14 in 1.38 in Panduit 100 21F257 1000 21F259 100 21F258 1000 21F260 
6 in 0.14 in 1.46" Power First 100 36J137 1000 36J139 100 36J138 -- = 
8 in 0.14 in 2.0 in Panduit 100 21F266 1000 21F268 100 21F267 1000 21F269 
0.14 in 2.96 In Power First — _ — — 100 36J142 — — 
40 Ib 10 in 0.14 in 270° Power First 100 36J141 1000 36J143 — = — — 
0.14 in 2.56" Power First — — — — — — 1000 36144 
0.14 in 3.15" Power First — — 500 36J147 100 36J146 500 36148 
11 in 0.14 in o20 Power First 100 36J145 — — — — — — 
0.14 in 3.0 in Panduit 100 21F278 1000 21F280 100 21F279 1000 21F281 
14 %in 0.14 in 4.0in Panduit 100 21F286 1000 21F288 100 21F287 1000 21F289 
7in 0.19 in 1.88 in Panduit 100 21F274 1000 21F276 100 21F275 1000 21F277 
0.19 in 2.0 in Power First — — — — — _ 1000 36J152 
8 in 0.19 in 2.00" Power First 100 36J149 — — 100 36J150 — = 
0.19 in 21s Power First — — 1000 36J151 — — — — 
11 Zin 0.19 in 3.0 in Panduit 100 21F282 1000 21F284 100 21F283 1000 21F285 
50 Ib 0.19 in oa Power First 100 36J153 500 36J155 — — — — 
12 in 0.19 in S20 Power First — — — — 100 36J154 — — 
0.19 in 3.31 in Power First — — — — — — 500 363156 
0.19 in 4.01 in Power First — — — = 100 36J158 500 363160 
14 Yin 0.19 in 4.01" Power First 100 36J157 500 36J159 — — — — 
0.19 in 4.0in Panduit 100 21F290 1000 21F291 — — 1000 21F292 
8in 0.30 in 2.00" Power First 100 36J161 — — 100 36J162 ~ — 
42 in 0.3 in 3.20 Ih Power First — — — — 100 36J164 _ _— 
0.30 in 3.20" Power First 100 36J163 — — — — — — 
14 Vin 0.3 in 3.82 In Power First — — _ _ 100 36J166 —_ _ 
; 0.30 in 3.82" Power First 100 36J165 — = — — _ — 
17 Vin 0.3 in 4.65 in Power First — — _— _ 90 36J168 _ _ 
91 Vein 0.3 in 6.0 in Panduit 50 21F293 — — 50 21F294 — — 
0.31 In 6.30" Power First 90 36J169 _— _ _— — —_ _ 
24 vin 0.3 in 7.0 in Panduit 50 21F295 — — 50 21F296 — — 
97 Vin 0.3 in 8.0 in Panduit 50 21F297 — = 50 21F298 — — 
0.30 in 8.07" Power First 50 36J173 — — 50 365174 — — 
30 Zin 0.3 in 9.0 in Panduit 50 21F299 — = 50 21F301 — — 
34 in 0.3 in 10.31 in Panduit 50 21F261 — — — — — — 
23 in 0.35 in 6.89" Power First 50 36J171 —— — 50 36J172 — — 
175 |b 35 in 0.35 in 10.94" Power First 50 36J177 — = — — — — 
0.35 in 10.94 in Power First — — _— _ 90 36J178 _— — 
48 in 0.35 in 14.72" Power First 50 36J179 — — 50 36J180 — — 
Releasable 
50 Ib 8 in 0.30 in 1.93" Power First 100 36196 500 36198 100 36J197 500 363199 
12 in 0.30 in 3.20" Power First 100 36J201 500 36J203 100 36J202 500 36J204 
Mountable 
40 Ib 6 Yin 0.14 in 1.26" Power First 100 36J188 - — 100 36J189 — — 
50 Ib 8 in 0.19 in 1.97" Power First 100 36J190 1000 36J194 — — — — 
120 Ib 15 in 0.30 in 3.86" Power First 100 36192 — — 100 36J193 — — 
Ww POWER 


Color-Goded Cable Ties 


Durable nylon 6/6 construction with a reinforced head and strap transition for 
added strength. Rounded head reduces snags. 2-sided finger-grip design helps 
installer grasp and pull tie snug. Temperature range: -40° to 185°F. 


Max. RED ORANGE | YELLOW | GREEN BLUE 
Tensile Approx. Bundle Pkg. Item Item Item Item Item 
Strength Length Width Dia. Qty. No. No. No. No. No. 


18 Ib 4in 010in 087" 100 | 36/206 | 36/207 | 363205 | 36/208 | 36/209 
40 |b 6in O.14in 1.38" 100 | 36/211 | 36/212 | 363210 | 363213 | 36214 
40 Ib Sin O.14in 1.97" 100 | 36/221 | 36/222 | 36/220 | 363223 36224 
90 Ib Bin 0.19in 1.97" 100 | 36/216 | 36/217 | 36/215 | 363218 | 36/219 





I || 


Red Orange Yellow Green Blue 50 Ib 12in O19in 3.27" 100 363226 | 363227 | 36J225 | 36/228 | 36/229 
No. 36J206 No. 36J207 No. 36J205 No. 36J208 No. 36/209 50lb 14%iIn 0.19 in 4.02" 100 36J231 | 363232 | 363230 | 36/233 | 36/234 
408 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ELECTRICAL 
Cable Ties 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





NATURAL COLOR Oi” BLACK UV RESISTANT alta 





Max. Pack Pack 
Tensile Approx. Bundle Pkg. Item Pkg. eth Pkg. Item Pkg. Item a 
Strength Length Width Dia. Brand | Qty. No. Qty. No. Qty. No. Qty. No. 
With ID Tag 
O0to3 0.09in 0.63" Ty-Rap®| 100 3KH29 = — — = —  — 
18 Ib Yin 0.09in 0.63in Ty-Rap®) — — 500 1XFV9 | — — = 
4in  0.09in 0.63in Ty-Rap®| 100 3KH30 | 500 1XFW1 | — = — = . 
50 Ib 7in 0.18in 1.75in Ty-Rap®| 100 3KH27 (1000 1XFV7 | — — —— 
14in  018in 4.0in Ty-Rap®| 100 3KH28 (1000 1XFV8 | — = — 
Standard y 
Oto3 0.09in 0.63in Ty-Rap®| 100 6JE34 * | — — — — —  — 
Yin 0.09in 0.63in Ty-Rap®| 100 3KG93 (1000 1XFP1 | 100 3KG94 1000 1XFP2 
4in 0.09in O9in Panduit’ 100 2CMV2 |1000 2CMV4 $100 2CMV3 1000 2CMV5 r 
6in 0.09in 1.5in Panduit) 100 2CMV6 |1000 2CMV8 | 100 2CMV7 1000 2CMVv9 
18lb  7%in 0.09in 2.0in Panduit) 100 2CMW1 | 1000 2CMW3 | 100 2CMW2 (1000 2CMw4 
7 in O.7in  1.5in Ty-Rap®}| — — 1000 35PC23 | — — 1000 35PC22 
Sin 0.09in 2.0in  Ty-Rap®| 100 3KG89 (1000 1XFNG6 | 100 3KG90 1000 1XFN7 Lite 
14in 0-09 in 4.0 in Ty-Rap® | 100 3KG91__| 1000 1XFN8 | 100 3KG92 1000 1XFN9 ; 
0.09in 4.0in Panduit 100 2CMW5 1000 2CMW7 | 100 2CMW6  |1000 2CMWS8 ID Tag Mounting 
5%in 0.14in 1.25in Ty-Rap®| 100 3KG99 | 1000 1XFP7 | 100 3KHO1 1000 1XFP8 No. 3KH29 Head 
30 Ib 8in 0.14in 2.0in Ty-Rap®| 100 3KG95 1000 1XFP3 | 100 3KG96 1000 1XFP4 No. 2CND2 
tTin  0.14in  3.0in Ty-Rap®| 100 3KHO6 (1000 1XFR4 | 100 3KHO7 1000 1XFR5 
14%in 0.14in 4.0in Ty-Rap®| 100 3KG97 (1000 1XFP5 | 100 3KG98 1000 1XFP6 Standard Push-In Mount 
6in 0.44in 1.5in Panduit) 100 2CMW9 |1000 2CMX2 | 100 2CMX1 1000 2CMX3 No. 2CMV2 No. 3KH26 
40 Ib Bin 0.14in 2.0in Panduit | 100 2CMX4 (1000 2CMX6 100 2CMX5 1000 2CMX7 
1tin 044in 3.0in Panduit’ 100 2CMX8 |1000 2CMY1 | 100 2CMX9 1000 2CMY2 
14%in 0.44in 4.0in Panduit; 100 2CMY3 |1000 2CMY5 | 100 2CMY4 (1000 2CMY6 a © 
7, 0.18in1.75in Ty-Rap®| 100 6JE33 | —  — | 100 4PLA7 ¢ |—  — l- ap BUIT 
0.18 in 1.75in Ty-Rap®| 100 3KHO4 | 1000 1XFR2 | 100 3KHO05 1000 1XFR3 
fin O18in 300i T-Rap® 100 3KHO2 100 SKHO3 1000 AXERI : ; 
in 18 in in Ty-Rap = = 
orb an 88 m0 ee 0a amas. elon Cable Ties with 
12 in 18 in 0 in anduit 4 5 7 
idin048 in 4.0in~Ty-Rap® | 100 3KH14 11000 1XFT3 100 1pLpa 1000 axa. Stainless Steel Lock 
15in 0.48in 4.0in Panduit) 100 2CMZ6 |1000 2CMZ8 | 100 2CMZ7 1000 2CMz9 T&B TY-RAP® 
8 yin —O-2/ in 2.0in Ty-Rap®| 50 3KHO8_ | 500 1XFR6_| 50 3KHO9 500 1XFR7 z 
eu in oP in panda 90 2CNA1 200 _2CNA3 t SLAG 250 2CNA4 = Indoor natural-color ties are plenum rated 
; .2/ in in Ty-Rap®, — —_— — —_ — — : : 
nv 9r abn Pade SPOS 25 FE 8) Sts — SFE 316 stares stot 
in .2/ in 0 in anduit | 5 5 5 7 5 i i ira j 
ign 027i 5.0in Ty-Rap®) 50 3KH10 500 1XFRB_ 50 3KH11 500 1XFR9 316 stainless steel locking device in 6/6 nylon head 
120 Ib ae O27 in 6.0in Panduit 20 2CNAG = — 20 CNC = maintains the right tension. Smooth, low-profile, no-notch 
> in .2/ in 0 in anduit | 5 — — — — j j = itj i 
ain 026i 7.0in—Ty-Rap®| 50 35PC26 | — — oT S5PCE oo body design is less stress-sensitive than notched ties, and 
ete 0.27 in 7in Panduit 20 2CNCA _ = 20 2CNCs =. infinitely adjustable. No-slip tail allows easier grasping for 
7 Yin .2/ in 0 in anduit — — — — inni i j j 
30 vin 0.27in90in Panduit | 50 2CNC8 | — 50 2tNc9 | SO ~C« CUTE tensioning. Ribbed and stippled inner body keeps 
30 i 0.5 in 9.0in Ty-Rap®| 50 3KH16 | 500  1XFT5 | 50  3KH17 500 1xFT6 ties from slipping on the bundle. Black, weather-resistant, 
Mountable, Mounting Hea -Ag°? 
cn o ‘00 in 0.63" —Ty-Rap®?] — — i Go = —— outdoor ties withstand temperatures ranging from 40 to 
0.09 in 0.63in Ty-Rap®| 100 3KHi8 | — = 100 3KH19 1000 1XxFT8  185°F, except Nos. 1PLA7 and 1PLA8 withstand -40° to 
40 Ib Gin  0.14in 1.25in Ty-Rap®| 100 3KH20 (1000 1XFT9 | 100 3KH21 1000 1XFVi 994°F UL Listed. 
7 oi pape Dei Ty-Rap? os aniize 1000  1XFV2 uy anes 1000 1XFV3 
5 2 In 18 in 0 in anduit — — — — a ® 
on Oem Shh pa a tot apo pve SP ANBS oH Hynes wih stanlss ete ol 
2in__0.3 in in Ty-Rap® | 5 4 is 49 Nylon ties with stainless steel locking barb secure wires 
120 lb —45%in 0.27in.4.0in Panduit) 50. 2CND5 | —  — 50. 2CND6|—  — 4 sce GuRvCd a ; aa ding. T ' 
50| 7¥%in 0.18in 1.75in Ty-Rap®| 100 3KH26 |1000 1XFV6 | — — = range: -76° to 185°F. 


* Includes dispenser pouch. ¢ Heated stabilized, high temperature rated. 


Stainless Steel Cable Ties ly-Rap WPanouir 


TY-RAP® MULTI-LOK 316 STAINLESS STEEL PANDUIT PAN-STEEL® 


Ties feature a multiple-locking system that Metal self-locking ties are for applications that need strength, 
holds in excess of 200 Ib. Outdoor versions long life, and resistance to chemicals, vibration, radiation, 

are halogen-free, nylon 11-coated making ties weathering, and extreme temperatures (-112° to 1000°F). 
weather resistant and unaffected by UV sunlight. Ties lock into place at any length along tie body. Smooth 
TY-RAP® 304 STAINLESS STEEL surfaces and rounded edges. For indoor, outdoor, and direct 


Strong, low-profile, single-wrap ties feature a puller appICaNOns, 

dual-lock design. For harsh environments such Panduit MRT and MRS Series 

as boiler rooms, chemical plants, refineries, and Retained-tension ties for mechanical application of rigid 
pulp and paper mills. Fireproof and UV-resistant. materials. MRT Series tightly bundle armored cables, pipes, 
conduit and other rigid materials. MRS Series have 360° 





Ty-Rap® 
Multi-Lok 


Ty-Rap® Multi-Lok 
Nylon Coated 





Ty-Rap® 304 
Stainless 





Max. | 10-PACK | 100-PACK 
Tensile Approx. Bundle, Item Item radial seal to eliminate gaps and provide a sealed installation. 
Strength Length Width Dia. No. No. 
T&B Ty-Rap®, Multi-Lok 316 Stainless Steel 304 316 
6in 0.29in 2.0in| 6JE42 | 3KH37 Stainless | Stainless 
12in 0.29in 4.0in| 6JE44 | 3KH31 Max. Steel | Steel jAluminum 
250 lb 12in 0.47in 4.0in| 6JE46 3KH33 Tensile Approx. Bundle Pkg.| Item Item Item 
4in 0.29in 7.5in| 6JE48 3KH35 Strength Length Width Dia. Qty. No. No. No. 
in 0.47in 7.5in 6JE49 3KH36 Panduit Pan-Steel MLT Series Cable Ties 
T&B te Rap®, Multi-Lok 316 Stainless 50 lb qh 22,in_0.31 in_2.0in__50 — = SFVY3 | 
6in 0.29in 20in| 6JE43 3KH38 5in 0.18 in 1.0in 100 | 2CMP8 | 2CMR6 — : 7 
250 lb 12 in 0.29in 4.0in| 6JE45 3KH32 900 Ib 7 Yin 0.18in 2.0in 100 | 2CMP9 | 2CMR7/ _ MRS Series MLT Series 
14%in 0.18in 4.0in 100 | 2CMR1 | 2CMR8 — Color-Coded 
12in 0.47in 4.0in | 6JE47 3KH34 oe 
T&B Ty- Rap® 304 Stainless Steel 20 /2 in 0.18 In 6.0 In 100 2CMR2 2CMR9 _ Pan-Steel 
6 in 0.18in 1.0in) 6JE35 = 7%in 0.31 in 2.0in 50 | 2CMR3 | 2CMT1 _— MLT Series MRT MRS 
100lb ~10in 0.18in 2.0in| 6JE36 = 450lb 14%in0.31in 40in 50 | 20MR4 | 2CMT2 — Max Sorlas. | Series 
16in_ 0.18 in 4.0in | 6JE38 = 0 2in Ost in 6.0 in of | own | 26Mi3 | — Tensile Approx. Bundle Pkg. | Item Item 
10in 0.25 in 2.0in | 6JE87_ | — 6001 =— Strength Length Width Dia. Qty. | No. | No. 
16in 0 25in 4 0in | 6IE39 — 17 in 0.5in 4.0in 50 | 30PR62) — = Panduit Pan-Steel Retained Tension Ties, 304 Stainless Steel 
2001 22 in 0.25 in_6.0in | 6JEAO | =" goo i» 17 in 0.63.in 4.0in 50 | SOPRG3 | — | — gin O.18in_1.0in 100 2cMU2 
29in 0.25in 8.0in| 6JE41 = De I en 1801b _12in_0.18in 2.0in 100 OCMITa | 2CMU3 
Max. Black Blue Green Red White Yellow 18 %Iin 0.18in 40in 100 | 2CMT5 | 2CMU4 
Tensile Approx. gee Pkg. ia Item Item Item Item Item 24%in 0.18in 6.0in 100  2CMT6 — 
Strength Length Width Qty. No. No. No. No. No. 10 %in 0.25in 1.5in 50 2CMI/ | 2CMU5 
Panduit Pan-Steel MLT Series colar tate Cable Ties, 316 stainless Steel 995 Ib 12in O0.25in 2.0in 50 2CMT8 | 2CMU6 
950 Ib 7 Vain 0.31 in 2.0 in 50 30PR65 | 30PR66 | 30PR67 | 30PR68 | 30PR69 | 30PR/0 18 %in 0.25in 40in 50 2CMT9 | 2CMU7 
14%in 0.31in 4.0 in 50 30PR71 30PR72 | 30PR73 | 30PR74 | 30PR75 | 30PR/6 24¥%2in 0.25in 6.0in 50 | 2CMU1 — 
Sign in to Grainger.com® to see YOUR Pricing and MORE 409 


ELECTRICAL Scan. Order. Done. 
Cable Ties Details on page Al. 








6 NATURAL BLACK (UV 
DUIT Max. COLOR (INDOOR) | RESISTANT OUTDOOR) 
= ® ae res anaih aes a sradci ih eae eo 
a trength Lengt idt ia. ty. ode 0. ode 0. 
Super Grip inate = 0.12in 0.9 = SG100M-C 1LEW2] SGi00M-CO 1LEW3 
No. 1LEW2 7 in 12 In 9 in - - 
Cable Ties Intermediate 
. , 40lb  6in O17in 15in 100 SG150I-C 1LEW4] SGi50I-CO 1LEWS5 
Designed to withstand rough installa- Standard 
i i ith hi i 50lb  8in 0.22in 20in 100 | SG200S-C 1LEW6| SG200S-CO 1LEW7 
(Gm 07 Practices. Flexible, with high grip ee te Serco THEW 
is Anes strength and tensile strength. Tapered gay to 0.22 in_4.2 in 80_|_$370S6-L_1LEXS | $G370S6-L0_1LEX4 
. tip threads easily into head. Nylon pawl eavy Duty 
locking design withstands temperatures ein oaay Gal 0.33in 413in 25 | SG350LHG-Q 1LEX1 |SG350LHG-Q0 1LEX2 
ranging from -76° to 185°F. 1/5 lb 18 Yin 0.38in 9.2in 20 SG450HG-Q _1LEXS | SG450HG-Q0 _1LEX6 
= = ® ® 
RA [rate | Specialty Cable Ties Ty-Rap Panouit 
Detectable Nylon TY-RAP DETECTABLE PANDUIT HIGH-TEMP. PEEK 
PE oom Coo Nonmetallic ties incorporate a unique (POLYETHERETHERKETONE) 
compound for detection by metal detectors Harsh-environment tie holds up to chemi- 
PEEK Tefzel® and x-ray equipment, necessary to avoid cal or radiation exposure and temperatures 
ce A —_ ; a contamination in food-processing areas. They from -76°F to 500°F. Used for strain relief for 
ensile pprox. undle em g. ; _ ® i : ; : 
Strength Length Width Dia. Color Brand No. Oty. provide the advantages of Ty Rap , Including leads on electric pump stators, and for wire 
Detectable Nylon 6/6 no-notch body and infinite adjustment, without management with instrumentation tools in 


18Ib_ Oto3%in 0.09in  0.63in Blue _Ty-Rap® 2FDD5 100 + iain | Se dare. 
50 |b Zin 019in1.75in Blue Ty-Rap® 2FDD6 100 the expense of stainless steel. Colored bright the oil- and gas-drilling industries. 1-pc. tie 


50,6 in 01 9 in 4.0 in Blue Ty-Raps ZFDD7 100 blue for visibility and withstanding tempera- _ has a low threading force and high-strength, 
In Cf IN 0 IN ue y-hap j _ANe ° es : - 
18 1h Oto 3 in Of in 0 87 in Pandui’-OPAW@ 700 __-tures ranging from -40° to 185°F. UL 94V-2. — nonconductive material. 


Blue 
40Ib Bin O.13in 2.0in Blue Panduit 8GVU9 100 ® 
50 Ib in—0-19 11 85 n—Blue Panduit —8vX2—100  PANDUIT METAL DETECTABLE PANDUIT HIGH-TEMP. TEFZEL 
eo TT in O.1in__3.0in Blue Panduit G00 100 These ties feature metal-impregnated material EFTE FLUOROPOLYMER 
PEEK | Sas Ee i that make them identifiable to metal detec- _Ties resist chemical attack, gamma and 
Tefal ed BE In _ Brown Panduit _26ND7__100. tors. Curved, tapered tip provides easy pickup _ultraviolet radiation, and extreme tempera- 


18 |b Ain O.tin 0.87in Aqua Panduit 2CND8 100 from flat surfaces and allows faster threading —_ tures (-76° to 338°F). Used to fasten wires in 
30 Ib 8 in 0.13in 2.0in Aqua Panduit 2CND9 100 identifi- iliti 
ST Tin 0.19 in-4.88 in Aqua Panduit 20NET 100 speed. Unique blue color allows visual identifi nuclear power facilities and chemical process 
50lb 11 %in0.19in3.0in Aqua Panduit 2CNE2 100 _ Cation of tie on conveyor belts. Smooth, round _ ing plants, indoors or outdoors. Tefzel pawl 
50lb 14%in 0.19in  40in Aqua Panduit 2CNE3 100 i 

{20 Ib- 11 in 03 in 3.0 in-Aqua Panduit’ -20NE4 50 edges make them perfect for fastening cables design has a low threading force. 

120Ib  14%in O3in  4.0in Aqua Panduit 2CNE5 50 and hoses in processing and packaging areas. 


& : a 
No. 1A870 No. 4YF44 No. 1LEV6 Nos thO73 me; tee? io: GEEFS No. GEEFS = No. 1LEV8 No. GEEFO 


Cable Tie Mounts, Clamps, and Clips el GAGs Ty-Ran PAabuir: 
Cable tie mounting pads accept standard cable ties or hook-and-loop ties. APPROVED y " ap 





Clip Slot Slot Mounting Material of Mfr. Item Pkg. 
Type Width Height Method Construc. L W H Brand Model No. Qty. 
Cable Tie Mounting Pads 
Two-Way 0.30" 0.09 in Adhesive Backed Nylon 6/6 ey 1.00" 0.28" GA 6EEE6 6EEE6 100 
Two-Way 0.3 in 0.09 In Adhesive Backed Nylon 6/6 1.25 In 1.0 in 0.29 in Ty-Rap® | MCNY-1250-9-C 1A870 =‘ 100 
Four-Way 0.14" 0.05 In Adhesive Backed Nylon 6/6 0.75" 0.75 0.19" GA 6EEE/ 6EEE7 ~— 100 
Four-Way 0.16 in 0.06 In Adhesive Backed Nylon 6/6 0.75 In 0.75 in 0.16 In Ty-Rap® = MPNY-750-9-C 1A871_ ~—:100 
Four-Way 0.20" 0.07 In Adhesive Backed Nylon 6/6 1.10" 1.10" 0.24" GA 6EEE8 6GEEE8 100 
Four-Way 0.2 in 0.06 In Adhesive Backed Nylon 6/6 0.75 in 0.75 in 0.16 in Panduit SGABM20-A-C 1LEV3 100 
Four-Way 0.2 in 0.07 in Adhesive Backed Nylon 6/6 1.13 In Lion 0.2 in Ty-Rap® | MPNY-1000-9-C 1A872 100 
Four-Way 0.25 in 0.06 In Adhesive Backed Nylon 6/6 1.0 in 1.0 in 0.2 in Panduit SGABM25-A-C 1LEU9 100 
Four-Way 0.42 in 0.09 in Adhesive Backed Nylon 6/6 1.5 in 1.5 in 0.3 in Panduit SGABM40-A-L_—1LEV1 90 
Four-Way 0.42 in 0.09 in Adhesive Backed Nylon 6/6 2.0 in 2.0 in 0.3 in Panduit SGABM50-A-L_ — 1LEV2 90 
Four-Way 0.54" 0.54 In Adhesive Backed Nylon 6/6 1.50" 1.50" 0.30" GA 6EEF3 6EEF3 100 
Four-Way 0.81 in 0.13 In Adhesive Backed Nylon 6/6 2.0 in 2.0 in 0.26 In Ty-Rap® TC368A 4YF44 20 
Cable Tie Masonry Mounting Pads 
Side Entry 0.25 in 0.1 in Push Barb Weather-Resistant Nylon 6/6 Black 0.4 in 0.4 in 1.24 in Panduit SGMPMS25-CO 1LEV5 100 
: oe Aue 0.4 in 0.1 in Push Barb Weather-Resistant Nylon 6/6 Black 0.53 In 0.55 In 1.49 in Panduit SGMPMH38-LO 1LEV6 20 
able Tie Bases 
Two-Way 0.19 in 0.21 in Adhesive Backed Nylon 6/6 1.13 In ign 0.25 in Ty-Rap® TC5342A-NDT 30EK68 100 
Saddle Support 0.19 in 0.27 In Screw Nylon 6/6 0.67 in 0.43 in 0.33 in Ty-Rap® TC5141-NDT 30EK67 100 
Four-Way 0.14 in 0.13 In Screw Polypropylene 0.75 In 0.75 in 0.19 In Ty-Rap® TC5344A-PDT 30EK70 100 
: fe eine 0.3 in 0.3 in Screw Nylon 6/6 1.13 In 1.13 In 0.34 in Ty-Rap® 105347A-NDT 30EK69 100 
able Clips 
Top Entry 0.25 In 0.25 in Adhesive Backed PVC 0.75 in 0.75 In 0.47 in Ty-Rap® GU250RT 1A877 25 
Top Entry 0.5 In 0.5 In Adhesive Backed PVC 1.0 in 1.0 In 0.69 In Ty-Rap® GUS500RT 1A878 20 
Side Entry 0.25 In 0.25 in Adhesive Backed PVC 0.75 in 0.75 in 0.38 In Ty-Rap® GC250RT 1A873 25 
Side Entry 0.38 in 1.0 in Adhesive Backed Nylon 6/6 1.0 in 1.0 in 0.38 in Panduit ACC38-A-C 1LEV7 —:100 
Side Entry 0.5 in 0.5 in Adhesive Backed PVC 1.0 in 1.0 in 0.63 in Ty-Rap® GC500RT 1A874 20 
L-Type 0.55" 0.55 In Adhesive Backed Nylon 6/6 Lis 1.00" 0.73" GA 6EEF6 6EEF6 25 
L-Type 0.01" 0.71 in Adhesive Backed Nylon 6/6 1.18" 1.00" 0.87" GA 6EEF/ 6EEF7 20 
Locking 0.25 In 0.25 in Adhesive Backed PVC 0.75 in 0.75 In 0.56 in Ty-Rap® GL250RT 1A875 25 
Locking 0.5 in 0.5 in Adhesive Backed PVC 1.0 in 1.0 in 0.84 in Ty-Rap® GL500RT 1A876 20 
C-Type 0.23" 0.19 In Adhesive Backed Nylon 6/6 0.75" 0.75" 0.37" GA 6EEF4 6EEF4 20 
C-Type 0.70" 0.52 In Adhesive Backed Nylon 6/6 1.00" 1.00" 0.68" GA 6EEFS 6EEFS 25 
Cable Clamps 
Screw-On 0.25 0.41 in Screw Nylon 6/6 0.41" 0.37" 0.41" Panduit CCS25-S8-C _1LEV8 —100 
Screw-On 0.38" 0.50 In Screw Nylon 6/6 0.50" 0.50" 0.48" Panduit CCH38-S10-C 1LEV9 100 
Screw-On 0.50" 0.60 In Screw Nylon 6/6 0.60" 0.37" 0.60" Panduit CCS50-S8-C  1LEW1 100 
Fixed Diameter 0.17" Not Applicable Screw Nylon 6/6 0.86" 0.37" 0.43" GA 6EEFO 6EEFO 100 
Fixed Diameter Not Applicable Not Applicable Screw Nylon 6/6 0.76" 0.38" 0.27" GA 6EEE9 6EEE9 100 
Fixed Diameter Not Applicable Not Applicable screw Nylon 6/6 1.06" 0.37" 0.19" GA 6EEF1 6EEF1 100 
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GRAINGER CHOICE’ ELECTRICAL 
Find the yf. Find Solutions. Find Great Prices. Cable Ties 
® 
Cable Tie Installation Tools Ty-Rap Paaouit 
Tools are used to tension and cut ties. y d 
Cable Tie 
Tensile Cable Tie Handle Material of Adjustable Description/ Mfr. ea No. 3KH51 
Strength Width Type Construc. Tension Special Features Brand Model 
For Use With Nylon Cable Ties 
Oto 60 lb 0.094 in to 0.184 in Scie Plastic Yes Antirecoil Ty-Rap® L-400-C 14887 =o: Teer 
8to50!b 0.070into0.190in Ergonomic Impact Resistant Resin Yes Narrow Nose Panduit GIS-E 52ZJ96 
oh ce Nose, 
, olds Trimme 
18to50!b 0.094into0.184in CushionGrip High Impact Polymer Yes Off Tails Captive, Ty-Rap® ERGSO 1TBD8 
Adjustable Grip Span No. 52ZJ97 
18 to 50 1b 0.094 in to 0.184 in Plain High Impact Polymer No = Ty-Rap® __ WT1-TB__3KH61 No. 5A308 
18to 50 1b 0.094 in to 0.184 in Plain High Impact Polymer No — Ty-Rap® _QC-100 _5A308 
ae aoe Nose, 
; ’ ; olds Trimme 
50to120!b 0.184into 0.270 in CushionGrip High Impact Polymer Yes Off Tails Captive, Ty-Rap® ERG120 1TBD9 
Adjustable Grip Span 
9010 120!b 0.184 in to 0.301 in Plain High Impact Polymer No — Ty-Rap® = WI2-TB 3KH53 
90t0175!b 0.190into 0.350 in Ergonomic Impact Resistant Resin Yes Narrow Nose Panduit GTH-E 52ZJ97 No. 3KH55 
For Use With Stainless Steel Cable Ties . 
100 Ib 0.170 in Cushion Grip Steel No Dual Lock Ty-Rap® WTA-290 3KH55 = 
ae Dolphin Ga z 
100 Ib 0.050 in Plain Steel Ve eSOn Components CTG-6 141582 
Indicator Corp 
180 to 225 lb 0.180 in to0.250in CushionGrip Impact Resistant Metal Yes OF Tails Canive Panduit MTRTLS 2CMV1 - 
200 to 600 Ib 0.180 In to 0.310 in Plain Impact Resistant Metal Yes Side Entry of Ties Panduit GS4MI-E 2CMU8 
200 to 800 Ib 0.180 into 0.500 in CushionGrip Impact Resistant Metal No Twist Action Cutoff Panduit ST2MI 2CMU9 baal 
250 Ib 0.250 in Cushion Grip Steel No Dual Lock Ty-Rap® WTA-250 3KH54 No. 14L582 
290 |b 0.310 into 0.630 in Soft Grip Stainless Steel Yes 12V, Automatic Cut-Off Panduit = PBTMI_30PR86 No. 3KH54 
Max. 
Panpou e ° Bundle __ Tensile Item Pkg. 
IT l- ap Color Dia. _ Strength W L Brand No. Qty. 
Black 1.9 in 40 |b 0.5 in 8.0 in Panduit _ 2CNE8 10 
= Black Sh 40 |b 0.5 in 12.0in Panduit | 2CNE9 10 
Hook-and-Loop-Style Cable Ties Black 2.0in 40 Ib 0.5 in 9.0 in Ty-Rap®4YF24" 10 
Adjustable, releasable, and reusable hook-and-loop ties ee 55in ar ai is0%n eRe ave 10 
are great for applications requiring frequent moves, adds, Bh paid o0lb 0.75in_ —s13.0in_Ty-Rap® ss AYF27_— 10 
or changes. Hook-and-loop fasteners protect against Ree oi Pandit ENE TO 
overtensioning. Maroon _1.9in 40 Ib 0.5 in 8.0in Panduit 2CNF8 _—‘10 
Black 3.1 in 40 |b 0.5 in 12.0in Panduit | 2CNF9 10 
Note: Min. 2" overlap is required to achieve loop tensile rating. Maroon 3.1 in 40 Ib 0.5 in 12.0in Panduit 2CNG1 10 
Hooks and loops are on the same side for a greater p 
range of bundle dia. Temperature range: 0° to 140°F. eae 
Contoured cinch ring is low-profile, provides extra ee eres —_— A nals _ Bande _ 
escription reng ran y. ia 0. ia. 0. 
strength and bundle tightness, and reduces overall —sisnaard 50 lb 0.85in Panduit 103.0 in 2CNH2| 5.0 in 2CNH3 
bundle size. Grommet styles add strength and Standard ; 20 b ME in Ty-Rap? 19 3.01 in AYE28 5.0 in At 
: ; : st ith Center Grommet 60 In Panduit 0 in 4) 9.0 in i) 
pullout resistance; excellent for cabinet applications. —WitEnd Mount Grommet 50 Ib~0.85 in Panduit 10, 3.0 in 2CNH6 | 5.0 in 2CNH7* 
Note: See Grainger.com® for additional color options. * 18.7" length. 
Max. 
Bundle Tensile Item Pkg. 
Description Dia. Strength Color W L Brand No. Qty. 
Pre-Cut Strips 1.5in 50lb Black 0.75in 6.0in Ty-Rap®  4YF31 10 
Pre-Cut Strips 1.6in 50lb Black 0.75in 7.0in Panduit 2CNH9 100 
Pre-Cut Strips 3.2in 50lb Black 0.75in 12.0in Ty-Rap® 4YF82 10 No. 2CNF1 
Pre-Cut Strips 5.0in 50lb Black 0.75in 18.0in Ty-Rap® 4YF33 10 
Perforated Ties 1.5in 50lb Black 0.75in 6.0in Panduit 2CNF1 10 
Perforated Ties 3.2in 50lb Black 0.75in 12.0in Panduit 2CNF2 10 
Perforated Ties 5.0in 50lb Black 0.75in 18.0in Panduit 2CNF3 10 
Continuous Roll Variable 40lb Black O.33in 15ft Panduit 2CNF4 1 
Continuous Roll Variable 50lb Black 0.75in 15ft Panduit 2CNF5 1 
Continuous Roll Variable 50lb Black 0.75in 75ft Panduit 2CNF6 1 
Bulk Roll w/ ; ; 
Cutter 3.0in 40lb Black 0.75in 35 ft Panduit 2CNH1 10 [ «Ra © PanouiT: 
Bulk Roll 5.0in 50lb Black 0.75in 15ft Ty-Rap® 4YF30 1 No. 4YF30 
Plenum Rated 
Perforated Ties 1.5in SOlb Black 0.75in 6.0in Panduit 2CNG2 10 oT) = = A 
Perforated Ties 1.5in 50lb Maroon 0.75in 6.0in Panduit 2CNG3 10 Strip Style Hook and Loop Cable Ties 
Perforated Ties 3.2in 50lb Black 0.75in 12.0in Panduit 2CNG4 10 if : -1° OF (_41Q0 ° Z 
Perforated Ties. 3.2in 50lb Maroon 0.75in 12.0in Panduit 2cNGs 10 +‘ enum-rated ties temperature range: 0° to 122'F (-18° to 00 C). UL 94V-2. 
Perforated Ties 5.0in 50lb Black 0.75in 18.0in Panduit 2CNG6 10 Other ties (including rolls): temperature range: 0° to 220°F. 
Max. 
Tensile Bundle Item Pkg. 
Strength Includes Color _ Dia. W No. Qty. 
Wrap 
— Black 0.8in 0.25in 3.5in 45FJ70 7 — - 
Be = Whie Odin 025i 35inaski73250 Rip-Tie® Hook- 
Ties for Attachment to Cable Black 4.0in 2.0in 18.0in 45FH61 10 . 
Ties for Attachment to Cable Black 2.3in1.0in 9.0in 45FH16 10 @MN@=-Loop Ties 
90 Ib 
Acrylic Adhesive Back for Permanent Black 0.5in 1.0in 2.0in 45FH63 5 
‘ c pttachment to Smooth Surface Heavy-duty straps and ties are 
ut to Lengt 
Sais = Black Variable 0.5in 75ft 45FH86 1 nonmetallic and can be used 
Gackl _— Black Variable 0.75 in /5ft 45FJ17~ 1 safely around electrical equip- 
uckle 
5jelass Grommets Black 2.5in 1.0in 10.0in 45FH76 2 ment without causing short 
rass Grommets an ; ; :; ircui 
90 Ib Polypropylene Webbing Black 2.5in 1.0in 10.0in 45FH78 2 ee veo 
rass Grommets an : ; : ote: Other sizes and colors are 
Polypropylene Webbing Black 4.0in 2.0in 16.0in 45FH83 10 avallable‘on Grainger con®. 
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ELECTRICAL Scan. Order. Done. 
Temporary Power Details on page Al. 
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No. 3GUK7 No. 3GUL4 


CEP 
Power Distribution Carts 
and Power Stations 


Stainless steel construction with heavy-duty frames. 
Clear breaker panel window. Automatic GFCI reset. 
NEMA 3R enclosure. UL 1640 Listed. Nos. 14N245 
and 14N246 are C-UL Listed. 


nm BF: 





CORD SETS 
SOW jacket. Max. 250V. Temp. range: -40° to 90°C. 
Voltage No.of No.of Cord Mfr. Item 
Features Rating Amps Poles Wires Length Inlet Outlet Model No. 


Power Distribution Carts 








Main Circuit '20/208VAC 1000 4 8 Wired _GFCI, (2) 20A @ 125V 5-20R GFCI 
Breaker Cam (8) 20A @ 120/208V L21-20R Non- 
mo: seuee Direct (10) 20A @ 125V GFCI, (2) 
120/208VAC 100 4 5 20 ft. Wired 30 @ 250V Non-GFC| 6210DC 3GUK7 
' Direct (4) 50A @ 125/250V Non-GFCl, 
3-Phase 120/208VAC 100 4 5 20 ft. Wired (2) 20A @ 125V GCI 6212DC 3GUK8 
_ Cam (6) 50A @ 125/250V, (2) 30A @ 250V 
'20/208VAG 200 4 5 Locks Non-GFCl, (2) 20A @125V GFCI5-20R ©220CC 3GUK9 
kVA Input Input Output Output Mfr. Item 
Rating Amps Phase _ Voltage _ Protection Voltage Connection Model No. 


Portable Power Stations 


30A Fused (2) L6-30R 250V Non-GFCl and : 
15 50 Three 480VAC Disconnect 120 to 208VAC (10) 5-20R 125V GFCI Receptacles 6210PDC15-2 3GUL2 


60A Fused (4) 50A 125/250V Non-GFCI and : 
30 100 Three 480VAC  Dicconnect 120 to 208VAC (2) 20A 125V GFCI Receptacles 6212PDC30-2 3GUL4 


30 100 Three 4govac SOAFused 459 to oogvac cts L6-30R 250V Non-GFCl and §549pp¢30-2 3GUL3 


Disconnect 0) 5-20R 125V GFCI Receptacles 

No. of LENGTH OPTIONS LENGTH OPTIONS 

Outlet Max. Gauge/ Cord Item Cord Item 

Description Boxes Amps Voltage Conductor Length No. Length No. 

Cord Sets 

— 20.0 120/208VAC 12/5 50 ft. 14N240 100 ft. 14N241 
Eidnsion Gord — 20.0 120/240VAC 10/4 50 ft. 14N231 100 ft. 14N230 
—_— 30.0 120/208VAC 10/5 50 ft. 14N242 100 ft. 14N243 
_— 30.0 120/240VAC 10/4 50 ft. 14N229 100 ft. 14N228 
Generator Cord with 1 20.0 120/240VAC 12/4 50 ft. 14N234 100 ft. 14N235 
Pendant Box 1 20.0 120/240VAC 12/4 4 ft. 14N232 20 ft. 14N233 


Pendant Drop Outlet Boxes 


Feature crushproof polycarbonate inner cages and overmolded rubber housings that resist oils, chemi- 
cals, and heat. Integrated strain relief and bonding strap. Include mesh style bus drop hanger, single eye. 
Prewired with SOOW cord. 


ee ee 25 FT. CORD | 50 FT. CORD 
Max. Gauge/ NEMA Plug NEMA Recep. Item Item 
Amps Voltage Conductor Config. * Config.* No. No. 
Straight Blade 
15.0 120VAC 12/3 O-15P o-10R 13M204 13M205 
20.0 120VAC 12/3 9-20P 9-20R 13M206 13M207 
Twist Lock 
20.0 120/240VAC 12/4 L14-20P 9-20R 13M208 13M209 


* See pages 334 and 335 for NEMA plug configurations. 


y 





Power Stringers 


Heavy-duty temporary power stringers include plugs, receptacles, and applicable power connector. Built 
using KH heavy-duty feed through outlet box, each box has 1 duplex cover plate with SOOW 10- to 12-ga. 
600V cord. Outlet boxes are spaced 10 ft. apart. 


FEED 
DEAD END THROUGH 

7 ais Pett Mie of ye Plug a La ay a 

2 oltage engt onductor utlets onfig.* onfig.* 0. 0. 
aa as 120VAC 30 ft. 12/3 6 5-20P 9-20R 14A287 14A288 
120/240VAC 30 ft. 12/4 4 L14-20P 5-20R 14A289 14A291 
120/240VAC 60 ft. 12/4 8 L14-20P 9-20R 14A290 14A292 
120/208VAC 30 ft. 10/5 6 L21-20P 5-20R 14A293 14A295 
120/208VAC 60 ft. 10/5 12 L21-20P 9-20R 14A294 14A296 

* See pages 334 and 335 for NEMA plug configurations. 
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W Power 


® 


Temporary Power Systems 


= For indoor and outdoor use 


GFCI distribution boxes feature outlets with circuit breaker protection. 


= Power cords sold separately Raintight NEMA 3R construction. Power cords have heavy-duty STW 
jackets. UL, C-UL, and ETL Listed. 


No. of No. of Voltage Item 
Poles _Wires Outlet* Amps Rating Color No. 
Power Distribution Boxes, ean nese ore eo, Inlet 16) 
- ocking Non- rotected, 
3 4 NEMA L5-20R Locking GFCI Protected 90 120/240VAC_ Yellow = 4HDX1 
(6) 5-20R GFCI Protected Receptacles, (1) L6- 
3 4 30R Locking Non GFCI Protected Receptacle 90 120/240VAG Yellow 4HDX2 
No. of No. of Plug Connector Max. Voltage Cord Item 
Poles Wires End End Amps Rating Color Length No. 
Temporary Power Cords, PVC 
3 4 CS6365 CS6364 50 125/250VAC Black 90 ft. 4HDX3 
3 4 CS6365 CS6364 40 125/250VAC Black 100 ft. 4HDX4 


* See pages 334 and 335 for NEMA plug configurations. 


cooN 


Wiring Device-Kellems 


Temporary Power Systems 


= For indoor and outdoor use 


Hubbell’s Spider® Box meets NEC requirements for personal protection against electrical shock on job sites 


and is listed at the latest UL 1640 standard for portable power distribution equipment. Provide temporary 


power access for 20A and 30A straight-blade or Twist-Lock® devices in a metal NEMA 3R raintight enclo- 


sure. Compact and easy to store. UL Listed; No. 1DNU8 is also CSA Certified. 
50A-input models are for use with Twist-Lock® connector No. 3D322; see page 338. 


Outlet* Amps 
Spider Il Power Distribution Boxes, Manual Reset GFCI 


(6) 5-20R, (1) L6-30 50 
(6) L5-20R, (1) L6-30 50 
(7) L5-20R, (1) 50A Twist Lock 50 
(7) 5-20R, ( ) 50A Twist Lock 50 
(6) 5-20R GFCI, (1) 60A Pin and Sleeve 60 
(6) 5-20R GFCI, (1) 60A Class L 60 
Accessories 

Power Cord, 3-Pole, 4-Wire 50 
Power Cord, 3-Pole, 4-Wire 50 
Power Cord, 3-Pole, 4-Wire 50 
Prewired Receptacle 90 


Voltage Cord Mfr. Item 

Rating Length Color Model No. 
120/240VAC — Yellow TPDS 1DNV1 
120/240VAC _— Yellow TPDL 1DNU9 
120/240VAC —_— Yellow SBILIA 4D572 
120/240VAC _— Yellow SBSB1A 4D577 
120/208VAC _— Yellow SCSBO 1DNU8 
120/208VAC — Green SCSBOM2 5LY80 ft 
125/250VAC 50 ft. Yellow SCB50 4D562 
125/250VAC 50 ft. Black TPC50 12R421 
125/250VAC 100 ft. Black TPC100 12R422 
125/250VAC — Yellow SR50 4D583 


* See pages 334 and 335 for NEMA plug configurations. f Military Class L inlet and feed through and NATO 383 green color. 


CONSTRUCTION 
ELECTRICAL 
PRODUCTS 


cep 


Temporary Power Systems 


= Open ground and open neutral protection 


1-phase GFCI. Boxes are UL and C-UL Listed. No. 3GUJ8 has automatic reset. Nos. 3GUK3 and 3GUK4 meet 
MSHA; cords have flame- and oil-resistant STOW outer jacket. All Power Distribution Boxes with Automatic 


Reset include 6 individually protected GFCI circuits. 


No. of No. of 
Poles Wires Outlet* 
1-Phase, Automatic GFCI With Frame 
3 4 6) 5-20R GFCI, (1) L6-30R 
1-Phase, Automatic GFCI With Legs 
(4) 5-20R GFCI 
(4) 5-20R GFCI 
(4) L5-20R GFCI 
(4) L5-20R GFCI 
(6) 5-20R GFCI, (1) L6-30R 
(6) 5-20R GFCI Single, (1) L6-30R Single 
(6) L5-20R GFCI, (1) L6-30R 


BB) BBB) BB 


1-Phase, Automatic Reset GFCI With Frame 
(6) 5-20R GFCI, (1) L6-30R 
(6) L5-20R GFCI, (1) L6-30R 
4 mG L5-20R GFCI, (1) L6-30R 


a 
= 


ase With Fram 

4 (4) 30A @ 125/250V L14-30R Non-GFCl 
4 (6) 380A @ 125/250V L14-30R Non-GFCl 
ase With Frame 

9 (4) 20A @ 120/208V L21-20R Non-GFCl 
5 (6) 50A @ 125/250V Non-GFCI 


Cord No.of No. of 


oo 
t 
sls) co] 00/289 col cal col 28 col col oalea| eal col ao 
aN 


Item Length Poles Wires 

Accessories 

Adapter 2 tt. 3 4 
Adapter 2 tt. ) 4 
Automatic Reset GFC| Module — 2 3 
Temporary Power Cord 20 ft. 3 4 
Temporary Power Cord 100ft. 3 4 
Temporary Power Cord 6 ft. 4 5 
Prewired Receptacle — 3 4 
Prewired Receptacle — 3 4 


* See pages 334 and 335 for NEMA plug configurations. t Wall mount. 
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HEAVY-DUTY STEEL 
Voltage Mfr. Item 
Amps _ Rating Model No. 
90 = 120/240VAC 8/06GU 3GUJ1 
30 — 120/240VAC 6507GU 4MZX6 
90 120/240VAC 6508GU 4MZX8 
90 120/240VAC 6508G 4MZX7 
30 120/240VAC 6507G 4MZX5 
90 120/240VAC = — 
90 120/240VAC 6506GU 3GUJ3 
90 = 120/240VAC 6506G 3GUJ2 
90 =120/240VAC | 8806GUF  53PC84 fT 
90 —120/240VAC 8/06G 3GUH9 
90 = 120/240VAC 8806GF 93PC87 T 
90 120/240VAC | 6606GUF554 53PC82 
90 =120/240VAC | 6606GUF556 53PC83 
200  120/208VAC — —_ 
200  120/208VAC — — 
Plug Connector Max. Voltage 
End End Amps Rating 
14-30P CS6364 30 125/250VAC 
14-50P  CS6364 90 125/250VAC 
No Plug None 20 125VAC 
CS6365 CS6364 90 125/250VAC 
CS6365 CS6364 90 125/250VAC 
Bare Wire 5100C9W 100 = 120/208VAC 
Bare Wire L14-30R 30 125/250VAC 
Bare Wire CS6369 90 125/250VAC 


STAINLESS STEEL 
Mfr. Item 
Model No. 
7506GU 3GUJ7 
7506G 3GUJ6 
7/06GU 3GUJ5 
7/06G 3GUJ4 


6606GUSF304 53PC86 
6606GUSF256 53PC85 


Mfr. Item 
Model No. 
6408M 3GUK1 
6409M 3GUK2 
GF6095 3GUJ8 
64508 3GUK3 
6400S 3GUK4 

5100PC 4NAF1 
SR30 3GUK5 
SR50 3GUK6 












6 FT., CAM LOCK 
POWER SUPPLY | 10 FT., CAM LOCK 


CORD (FEMALE | POWER SUPPLY | CAM LOCK 
CONNECTOR CORD (FEMALE |EXTENSION 
ONLY) sige er ‘ae 
Description Item No. Item 
Power Supply and Extension Cords, BOOVAE: Black 
2/0 Wire Size 
Black Cam 4NAE5 — 
Blue Cam 4NAE6 — 
Green Cam 4NAE7 — 
Red Cam 4NAE8 — 
White Cam A4NAE9 — 
4/0 Wire Size 
Black Cam — 4NAG3 
Blue Cam — 4NAG4 
Green Cam — 4NAG5 
Red Cam — 4NAG6 
White Cam — 4NAG7 


No. 4HDX3 


ELECTRICAL 
Temporary Power 


No. 4D577 


25 FT., 


CORD 
Item No. 


ANAF7 
ANAF8 
4NAF9 
ANAG1 
A4NAG2 


ANAF2 
ANAF3 
4NAF4 
ANAFS 
4NAF6 
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ELECTRICAL Scan. Order. Done. 
Photocontrols Details on page Al. 




















° | Photocontrols UNTERMaric: 
ial Designed for outdoor use, these commercial-grade thermal photocontrols (except instant On/Off) feature a built-in 
. =. delay to prevent false cycling due to car headlights, lightning, etc. Cadmium sulfide photocell and sonic-welded 
i ¢ polycarbonate case and lens. UL Listed and CSA Certified (except No. 5U789). 
« ie Max. Max. Foot Foot 
= 2 Max. Incandescent Ballast Candles Candles Mfr. Item 
af Voltage Wattage Amps Amps On Off Temp. Range L W D Model No. 
Al Yo" -14 Male Threaded, Swivel Stem 
: ; 120 to 277VAC 4150 15.0 8.3  1.0t050 3to15 -40°to 158° 5%" 3° 3" K4236C 50790 
Swivel Stem Swivel Stem 120VAC 1800 15.0 8.3 1.0t05.0 3to15 -40°to 158 514° 1%e 1%e K4221C  6P008 * 
Mount Mount 208 to 277VAC so. aS 0 eT 7 3 i 0 to a 3t015 -40°to (58°F 5%" 1%e" 1%c"  K4223C  20XE98 
No. 5U790 No. 6P008 ¥2" -14 Male Threaded, Swivel Stem with Top-Mounted Photo Eye 
° " 120VAC 1800 15.0 83 1.0105.0 3t015 -40°to 158% 5% 1% 1%" K4d251 13059 
208 to 277VAC 4150 15.0 8.3 1.01050 3to15 -40°to 158° 5%" 1%" 1%" K4253 — 13E060 
¥" -14 Male Threaded Stem With Light Level Shield 
105 to 305VAC —_ 1000 15.0 8.3 1.5 2.25  -40°to 158°F 2%" 114" 1%" EK4136S 52RU69 
= 105 to 305VAC 1800 15.0 150t065 1.5 2.25. -40°to 158°F 5%" 11%" 1%6'  EK4236S 492247 
ai =" 105 to 305VAC 1800 15.0 150to65 1.5 2.25. -40°to 158°F 216" 3%" 2%" EK4436SM 492248 
- =) | 120VAC 1800 15.0 8.3 1.0050 3to15 -40°to 158 2%6 1% 1%e°  K4121C 6P007 
(* 120VAC 1800 15.0 8.3 1.0t050 3to15 -40°to158F 3° 1%e 1%«  K442iM  20XFO1 f 
Eten 120VAC 3000 25.0 25.0  1.0t05.0 3to15 -40°to 158° 2%6 1%e 1%.  K414iC 50789 
‘I, aa 208 to 277VAC 4150 15.0 8.3 1.0t050 3to15 -40°to 158° 2%6 1%e 1%.  K4123C 50788 
ee 208 to 277VAC 4150 15.0 83 1.01050 3to15 -40°to158F 3" 1% 1%6 K4423M  20XE99 fT 
= ¥e"-18 Male Threaded Stem With Light Level Shield 
i a 105 to 305VAC —_ 1000 15.0 8.3 1.5 2.25 -40°to 158°F 2%" 1% 1%" EK4036S 52RU68 
Locking Plug Type 
= 105 to 305VAC 1000 — 6.0 1.2t03.0 2to5 -40°to 158° 55%." 3%" 3%" EK4536 20XE70 
105 to 305VAC _1800 15.0 2.0 15 2.25 -40°to 158°F 2%" 3%6" 3%6'  ELC4536 492249 
\ 120 to 277VAC_ 2300 15.0 8.3 0.5 15 40°10 58°F 2%" 3" 3" ~——sLC4536C ~—«5 792 
: : T20VAC 1800 15.0 8.3 0.5 15 -40°i0 158°F 2%," 3" ~~ 3" ~—s«LC4521C —«s6 P06 
Swivel Stem with Stem Mount 208 to 277VAC 4155 15.0 8.3 0.5 15 -20°to 104°F 2%" 3" 3" ~~ LC4523 ~~ 13E067 
Top-Mounted Photo Eye No. 6P007 Locking Plug Type with Built-In Time Delay 
No. 13E059 120 to 277VAC 1000 15.0 15.0 15 6 -40°t0 158°F 3%" 38%" =~ 3%" ~—LC2100 52ZW32 
: Locking Plug Type with Lightning Arrestor, Instant On/Off 
oe 120 to 277VAC 4155 15.0 8.3 0.5 15 -40°t0 158°F 2%" 3" 3" ~—«LC4536LAC 5U793 
120VAC 1000 15.0 8.3 0.5 15 -40°io 158°F 2%" 3" Ss" ~—sdLC4527LA 13E066 
208 to 277VAC 4155 15.0 8.3 0.5 15 -20°to 104°F 2%" 3" 3" ~—S«LC4523LA 13E068 
480VAC 7200 15.0 8.3 0.5 15 -20°to 104°F 2%" 3" 3" ~—S«LC4535LA 13E069 
Wall Plate Mount 
be) 120VAC 1800 15.0 8.3  1.0t050 3to15 -40°to158°F 4%" 2%" — — 4321C  13E061 
Wired-In, 12" Knockout Protrusion 
120VAC 1800 15.0 8.3 1.01050 3to15 -40°to 158° 11%6 1%6 ‘He  K4021C 6P005 
208 to 277VAC 4150 15.0 8.3 1.01050 3to15 -40°to158°F 11%6" 1% tHe  K4023C  5U791 
Accessories 
= \ Photo Control Receptacle Mount Ki? 13E053 
Photo pont Receptacle with Brackel 4cF asking BUT aor ' Ene 
zi : : Photo Control Receptacle with Wire Leads, For use with Locking Plug Type : 04 
Locking Plug erecan Photo Control Shorting Cap K4500 _13E062 
No. 6P006 No. 6P005 * Head also swivels and includes a light-level shield. ¢ Die-cast housing. 
Photocontrols TORK is 
FIXED, DIE-CAST ALUMINUM Fixed- and Swivel-Mount— TURN-LOCK 
Specification-grade contactors Impact- and vandal-resistant. Heavy-duty enclosures use high- 
feature heavy-duty housing and Ultrasonically welded for max. impact UV-stabilized polypropylene 
base; gasketed for max. weather strength. For flood and patio lamps —_—_materials for long service life. Color 
protection. For parking lot and and decorative lighting. coded for voltage designation. 
building perimeter lighting and | Flush-Mount—Mount in a Positive snap-action relays reduce 
controlling outdoor signage lighting. weatherproof junction box for bounce and prolong contact life. 
No. 483A24 No. 4JNP2 No. 4JNP7 LEXAN® post lanterns and lighting fixtures. 
Material screens out ultraviolet rays No. 4JNR2 includes single gang 
for long service life. cover plate and gasket. 
Max. Max. Foot Foot 
Max. Incandescent Ballast Candles Candles Mfr. Item 


Voltage Wattage Amps Amps On Off Color Temp. Range’ L W D Model No. 
Flush/Box Mounting; Aluminum Housing Material 








120V AC 2,000 16.7 150 1.0705.0 2.25 Silver -40° to 140° 1 *%4in1°%2in Yin 2119A 483A24 # 
¥% in Conduit, Fixed Mounting; Lexan(R) Housing Material 
“i No. 4JNP9 120V AC 2,000 16.7 15.0 1.0t05.0 3to15 Gray -40°to140° 3%in 1% 1%in 2000 4JNP2 # 
ae 208 to 277V AC 4,620 16.7 10.0 1.0t05.0 3to15 Gray -40°to140°F 3%in 1% 1%in 2000-2 4JNP3 # 
T VY in Conduit, 180° Swivel Mounting; Lexan(R) Housing Material 
 & 120V AC 2,000 16.7 15.0 1.0t05.0 3to15 Gray -40°to140°F 4%in 1%in 1%in 2021 4JNP7 # 
No. 4JNP5 208 to 277V AC 4,620 16.7 10.0 1.0to5.0 3to15 Gray -40°to140°F 4%in 1%in 1%in 2022 4JNP8 # 


120V AC 2,000 16.7 15.0 1.0t05.0 3to15 Gray -40°to140°F 4%in 1% %1%in 2001 4JNP5 # 
208 to 277V AC 4,620 16.7 10.0 1.0t05.0 3to15 Gray -40°to140°F 4%in 1% %1%in 2002 4JNP6 # 
480V AC 7,900 15.0 100° “1.0 1es.0: 3 10 15 Tan  -40°to140°F 3%in 1%in 2%in 2018 23NX06 
Flush/Box Mounting; Lexan(R) Housing Material 
120V AC 2,000 16.7 15.0 1.0t05.0 3to15 Black -40°to140°F 2in 1%in 1*%4in 3000 4JNP9 # 
120V AC 2,000 16.7 15.0 1.0t05.0 3to15 Black -40°to140°F 4%in 2%in 1%in 3010 4JNR2 t# 
208 to 277V AC 4,620 16.7 10.0 1.0t05.0 3t0o15 Black -40°to140°F 2in Tin 1%in 3002 4JNR1 # 
Turn-Lock Mounting; Polycarbonate Housing Material 
105 to 305V AC 1,000 ops. 15.0 eS) 15 Blue -40°to158°F 3%ein 3%ein 2in 5237-UL 31EK23 # 
Turn-Lock Mounting; Polypropylene/Acrylic Housing Material 
105 to 130V AC 3,600 25.0 40.0 es 2.25 Beige/Gray -40° to 158°F8 Mein 5%in 4%in 5403A 4JNU5 # 
208 to 240V AC 3,600 14.4 40.0 ee 2.25 Beige/Blue -40° to 158°F8 ein 5%in 4%in 5404A 4JNU6 # 
Accessories 





No. 4JNU5 





Shorting Cap (Closes Primary Circuit), Turn Lock, Weatherproof 5500 4JNR8 
No. 4JNR2 Photoelectric Control Receptacle, Turn Lock, 120-480V, Includes #14 Leads, Mounting Bracket and Screw 2224 4JNVI 
Photoelectric Control Receptacle, Turn Lock, 120-480V, Includes #12 Leads, 9491  AJNV2 


Plastic Housing, Mounting Bracket and Locknut with 12" NPT 
¢ Includes plate. # For use with LED lighting. 
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Find the yi. Find Solutions. Find Great Prices. Timers 
‘i leet ais : pa ‘ ie ; *, Dayton} 
ax. ncandescent Ballast andies andies tem 
: Voltage jvattage Amps Amps On Off Color L W D No. Photocontrols peyton 
ixed, Polycarbonate 7 - -AN° oF os ilt-i 
120VAC 720 6.0 6.0 10.010 20.0 30 to 60 Translucent 19s" 1%" 17%" 2ewag7 ™ "Mp. range: -40° to 158 °F = Built-in delay 
120 to 277VAC 1662 6.0 6.0 10.0to20.0 30to60 Translucent 1%" 134° 1% 26WA98 : 
¥" Conduit, Flush, Polycarbonate Ties 
120VAC 8 15.0 9.2 10.0to20.0 30to60 Gray 27% 1%" 1¥3" 26WA80 | © 
{20VAC 1800 15.0 92 10.0to20.0 30to60 Black  3'%a" 11%a" 11%« 26WA90 “i s 
208 to 27/VAC 1800 9.0 46  10.0to20.0 30to60 Gray D7 15" 1¥3" 26WA8I ig — ey 
208 to 277VAC 1800 6.5 40  10.0to20.0 30to60 Black 33%" 1%" 1%" 26WA79 26WA97 - 26WA80 
¥" Conduit, Flush, Die-Cast Aluminum Ney 
120VAC 16.7 16.7 10.0t020.0 30to60 Gray 3° 1%" 26WATT il » 
208 to 277VAC 2000 fa 7.2 10.0t020.0 30to60 Gray 3" 2 1%" 26WA78 
¥e" Male Pipe Threaded, Polycarbonate rt 
120VAC 1800 15.0 92 10.0t020.0 30t060 Black 2%" 1% 1% 26WA82 No 
{20VAC 1800 15.0 92 10.0to20.0 30to60 Black/Gray 2%" 134" 1%" 26WA84 
208 to 277VAC 2000 75 7.5  10.0t020.0 30t060 Black 2%" 1%" 1%" 26WA83 26WA77 26WA92 
Y2" Male Pipe Thread, Polycarbonate py 
120VAC 1800 15.0 92 10.0t020.0 30to60 Gray 2% 1% 1% 26WA92 — 
{20VAC 2000 16.7 16.7 10.0to20.0 30to60 Gray 3° 2 61%" ~26WA93 No. 26WA82 i| 
200 to 240VAC 1800 9.0 46  10.0to20.0 30to60 Black 33%" 1% 1% 26WA91 i 
208 to 277VAC 2000 7.2 7.2 10.0t020.0 30to60 Gray 3° 2 1%" ~26WA94 
Turn-Lock, Polycarbonate ——s 
15.0 8.3  10.0t020.0 30to60 Gray 333° 3% 2%" 26WA85 " 
120 to 277VAC 1000 8.3 15.0 10.0to 20.0 30 to 60 Blue 3Y5" 3%" 2%" 26WA96 o 
120 to 277VAC 1000 8.3 15.0 10.0to 20.0 30 to 60 Blue 335" 3% 2%" 26WA87 | 
480VAC 1800 15.0 15.0 10.0to20.0 30to60 Yellow 3% 3%" 2%" 26WA86 =r | 
SMEARS 26WA88 No. No. 26WASS No. 
oto Control Shorting Cap Oo. =~ 
Photo Control Receptacle with Bracket 26WA89 , 26WA93 26WA99 
Photo Control Receptacle with Housing 26WA99 
Max. No. of NEMA 1 {NEMA 3R 
No. of Contact HP@ HP@ On/Off Pulse Pulse Mfr. Item Item 
Channels Form Voltage Amps 120V 240V Cycles Events Duration Enclosure Model No. No. 
24 hr./365 Days Timers, Min. Time Setting: 1 min., Max. Time Setting: 24 hr. 
1 SPST 120 to 277VAC 30.1 2 96 0 — Metal ET2105C |52RU32 |52RU34 
1 SPST 120 to 277VAC 30. 1 2 96 0 — Plastic ET2105CP| — | 52RU33 
1 SPDT 120 to 277VAC 20. 1 2 96 0 — Metal _ET2115C |52RU35 | 52RU37 
1 SPDT 120 to 277VAC 20.1 2 96 0 = Plastic ET2115CP| — |52RU36 No. 4XGV9 
2 SPST 120 to 277VAC 30.1 2 96 48 2sec. Metal _E£12125C |52RU38 | 52RU40 
2 SPST 120 to 277VAC 30.1 2 96 48 2sec. Plastic E12125CP, — | 52RU39 
4 SPST 120 to 277VAC 30.1 2 96 48 2sec. Metal _E12145C |52RU41 | 52RU43 
4 SPST 120 to 277VAC 30. 1 D 96 48 2sec. Plastic E1I2145CP/ — | 52RU42 
24 hr. Timers, Min. Time Setting: 1 min., Max. Time Setting: 24 hr. 
1 __ SPST-NO 120 to 277VAC 30 2 28 0 = Plastic EP100C | — | 30UJ96 
1 SPST 120/208 to 240/277VAC 30 | 2 14 0 — Metal ET1105C | 4XGV9 am YINTeERMatic: 
138 : SPST I UZOB ineLIneeat se 0 a : 2 14 14 -2sec. Metal ET1125C | 6KFF6 — 
7/365 Days Timers, Min. Time Setting: 1 min., Max. Time Setting: 7 days = 
eee ee Ne em Electronic 24-Hr. 
1 P to 2// — astic 705 — 52RU45 
1 SPDT 190 to 277VAC 30. 1 > 96 0 ——"Weial— ET2715¢ 52Rua7-s2Rua0- ANG 7-Day Timers 
1 SPDT 120 to 277VAC 30.1 D 96 0 = Plastic ET2715CP| — | 52RU48 Staalancl 
2 SPST 120 to 277VAC a0. 1 y) 96 482 sec. Metal £12725C |52RU50 52RU52  @ vleel enciosures 
2 SPST 120 to 2/7/VAC 30 1 2 96 48 2 Sec. Plastic El2/25CP| — 52RU51 = Backup maintains program and time 
4 SPST 120 to 277VAC 30. 1 2 96 48 2sec. Metal _ET2745C |52RU53 | 52RU55 Encl Aayelock 
4 SPST 120 to 277VAC 30. 1 2 96 48 2sec. Plastic E12/745CP| — |52RU54  ™ Enclosures nave l0cK hasp 
: _ eT i SHOE Ie MOOT TAC. - = ae — 0 Metal ET1705C | 3FXA1 2 OU oe 2 COO 
to — eta — fT TT Tl 
> SPST 190/208 to 240/277VAC. 30. tC ———~"Metal ET1725C | 3FXA2 9¥%8"L xX 512"W x 3%"D outdoor 
Astro 7/365 Days Timers, Min. Time Setting: 1 min., Max. Time Setting: 7 days = Operating temp. range: -40° to 155°F 
1 SPST 120 to 277VAC 30.1 2 96 0 — Metal ET2805C |52RU56 | 52RU58 ae 
1 pst 120 to adatie 30.1 26 0 — ait E12805CP a cea Easy programming with slide switches and 
1 PDT 120 to 277VA 20.1 2 — eta 5C |52RU59 (5 inter- 
+ SPDT 120 to 277VAC,. 2019 ——Plastic E12815CP/, —/52RU69~ PUSH buttons. Manual override does not inter 
2 Pst 120 to aie 30 2 7 48 ABE a Lapariie 52RU62 S264 fere with program. For HVAC equipment, indoor 
Z PST 20 to 2//VA 30 Sec. astic 3 _ 5 iahti = - 
a SPST {2010 277VAC.30 188 sec Metal ET 28450 TS2RUES fs2RUG7 20 Outdoor lighting, and other energy-consum 
4 SPST 120 to 277VAC 30 1 2 96 48 2sec. Plastic E12845CP| — |52RU66 ing equipment. UL Listed and CSA Certified. 
Astronomical Lighting Controls INtenmanic 
= Backup maintains program and time Automatically switch loads according to the sunset without a photo control device. 
= Steel enclosures and polycarbonate preset weekly schedule with to-the-minute Provide to-the-second accuracy. Ethernet 
where noted have lock hasp accuracy. Manual override. Automatic port allows remote programming via PC; 


Timers automatically adjust daily for chang- Sunrise and sunset settings allow flexibility standard on all timers with 4 or more 

ing sunrise and sunset times, eliminating _ for applications where load switching differs channels and on 1- or 2-channel timer 

the need for separate photocontrol devices. each day of the week. CSA Certified. UL models Nos. 13D101, 13D103, 13D105, 
ET8000 SERIES Listed. and 13D107. Copies programming to other 


= Enclosures have 1" to 34" knockouts (1 ET90000 SERIES a ae (eceup ae ioe 
on the back and each side, 2 on bottom) = Operating temp. range: -40° to 120°F ee a 


= Operating temp. range: -40° to 155°F Permits up to 4000 scheduled On/Off paved Caen Pawar cutades: tet 
operations; turns On/Off at sunrise or 





No. 1JLG2 








Max. No. of NEMA 1 NEMA 3R 
No.of Contact HP @ HP @ On/Off Pulse Pulse Backup Mfr. Item Item 
Channels Form Voltage Amps 120V 240V Cycles _ Events Duration Time Model No. No. 
ET8000 Series, Astro 7 Days Timers, Min. Time Setting: 1 min., Max. Time Setting: 7 days 
1 SPST 120to2//VAC —30 1 2 28 — — 3 VI ET8015C 1JLG2 _ 
2 SPST  120to2//VAC —30 1 Z 28 28 2 SeC. 3 VI ET8215C | 1JLG3 _ 
ET90000 Series, Astro 365 Days Timers, Min. Time Setting: 1 sec., Max. Time Setting: 365 days 
1 SPDT =120to2/7/7VAC 30 NO:1,NC:% NC: Yo,NO:2 4000 4000 1sec.to24hr 100hr. £E190115C | 13D099 13D102 
1 SPDT —_—-120 to 27/7VAC 30  NO:1,NC:% NC: %,NO:2 4000 4000 1sec.to24hr 100hr. E?l90115CE | 13D101 *| 13D103 * 
2 SPDT  120to2/7VAC 30 NO:1,NC:% NC: %,NO:2 4000 4000 1sec.to24hr 100hr. £E190215C | 13D104 13D106 
2 SPDT  120to2/7VAC 30 NO:1,NC:% NC: %,NO:2 4000 4000 1sec.to24hr 100hr. E190215CE | 13D105 *| 13D107 * 
4 SPDT  120to2//7VAC 30 NO:1,NC:% NC: %,NO:2 4000 4000 1sec.to24hr 100hr. ET90415C _ 13E029 * 
8 SPDT  120to2/7/7VAC 30 NO:1,NC:% NC: %,NO:2 4000 4000 1sec.to24hr 100hr. ET90815C _ 13E030 * 
12 SPDT 120 to2/77VAC 30 ~— NO: 1,NC:% NC: %,NO:2 4000 4000 1sec.to24hr 100hr  E191215C _ 13E032 * 
ETONROU A SPDT 120 to27/VAC_ 30s NO: 1, NC: %__NC: A NO:2 4000 4000 1sec.to24hr 100hr.  £E191615C _ 13E031 * & 
ccessories . 
Door Assembly with Electronics 13E033 _ ET90000 Series 
Ethernet Module 13E034 — No. 13D099 
Relay Module 13E035 _ 


* Includes Ethernet module. 
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Scan. Order. Done. |= 











Timers Details on page A1. am 
TORK ns 
aaaas : Digital programmable switches provide precise 
control. All feature capacitor power outage 
backup, permanent schedule retention, and 
locking hasp. All are UL Listed and C-UL Listed 
or CSA Certified. Meet Calif. Title 24 energy 
efficiency standards unless noted. 
4 Min. Max. No. of 
No. of Contact HP@ HP@ On/Off Time Time Pulse Pulse Operation Backup Mfr. Item 
Channels Form Voltage Amps 120V 240V Cycles Setting Setting Events Duration Mode Enclosure Time Model No. 
1 SPST 120 to 277V AC 40A 1 2 20 1 min 24 hr — — 24 hr Plastic 100 hr E101B AJNE4 * 
1 DPST 120 to 277V AC 40A 1 2 20 1 min 24 hr — — 24 hr Plastic 100 hr E103B 4JNE5 * 
1 SPST 120 to 277V AC 40A 1 2 20 1 min 7 day — — 7 Days Plastic 100 hr EW101B 4JNE7 
1 DPST 120 to 277V AC 40A 1 2 20 1 min 7 day — — 7 Days Plastic 100 hr EW103B 4JNE8 
1 SPST 120V AC 380A 1 2 10 1 min 24 hr 20 — 24 hr Plastic 100 hr E101PB 4JNF1 * 
1 DPDT 120 to 277V AC 20A 1 2 28 1 min 24 hr 56 = 1 sec to 24 hr 7 Days Plastic 7 day DGS100A 31A067 
Advance Holiday Scheduling . 
{ DPDT 120/208 to 240/277V AC 20A 1 2 aoe tmin 0.0192day 99 — Astro 365 Days Plastic 7day | DWZ100B 4JNH3 
Universal Input, Accepts Photocell or Dry Contact Input 
DPDT 120 to 277V AC 20A 1 2 28 tmin 0.0192day 56 — 7 Days Metal 7day DGU100A-Y  31A069 
1 cnerike 120t0277VAC 420A 1 2 28 {min 0.0192day 56 oe 7Days Plastic +7day © DGUM100A 31A070 
Includes Photocell, 2 Circuits: 1 for Photocontrolled Only, 1 for Time/Photocontrol 
2 SPDT 120 to 277V AC 20A 1 min 7 day 56 — Astro Plastic 7 day DGLC200A-NC 31A071 
Astronomic Option 
1 SPST 120 to 277V AC 40A 1 2 20 1min 24hr/7day — — Astro7 Days Plastic +100 hr EWZ101 4JNF4 
1 SPDT 120 to 277V AC 380A 1 2 20 tmin 24hr/7day — — Astro7 Days Plastic 100 hr EWZ120 4JNF6 
2 SPDT 120 to 277V AC 20A 1 2 49 1 min 7 day 99 — 365 Days Plastic 7 day DWZ200B  45EJ73 
Memory Module Supplied for Easy Copy and Transfer of Schedules Between DZS Series, Astronomic Option 
1 DPDT 120/208to 240/277V AC 30A 1 22 PE ASIONOMIC, 4 min B65 day «9X9._—Ss 1 to 99sec Astro 365 Days Plastic 7day © DZS100BP  4JNGS 
2 SPDT 120/208to240/277V AC 30A 1 0-2 Me ASILONOMIC, 4 min 365 day —«9}9._—Ss 1 to 99sec Astro 365Days Plastic 7day  DZS200BP  4JNGS 
4 SPDT 120/208to 240/277V AC 20A 1 «9-2 BA ASILONOMIC, 4 in 365 day —«9}9._—Ss1 to 99sec Astro 365 Days Plastic 7day © DZS400BP 4JNH1 
Memory Module Supplied for Easy Copy and Transfer of Schedules Between DZM200BP Units, Single & Seasonal Scheduling, Astronomic Option 
2 SPDT 120/208 to 240/277V AC 200A — ne a tmin 365 day — Momentary Astro Plastic 7day  DZM200BP 4JNHS5 
Accessories 
Photocell, 180° Swivel, For Use With TORK Series DGU100A and DGUM100A Timers, 14" Conduit Hub Mount, 41%" L EPC-A 31A072 
Photocell, 180° Swivel, For Use With DGU and DGLC Series, 12" Conduit Hub Mount, 354" L EPC1 4JNG5 
* Does not meet CA Title 24. 
24-Hr. Electromechanical Timers TORK ns 
Switches provide automatic On/Off control when operation is required at the same time every day. Also 
feature manual override. Suitable for lighting, pumps, signs, air conditioning, water heaters, and fans. 
Min. Max. Max. 
No.of Contact Encl. NEMA Day Time Time On/Off Mfr. Item 
Voltage Poles Form Type Rating Amps Skipper Setting Setting Cycles H D Model No. 
120VAC 1 SPST-NO Steel 1 40 No 20min. 22hr.45min. 12 71%6' 41%6' 215%6' 1101B 30YJ34 
120VAC 2 DPST-NO Steel 1 40 No 20min. 22hr.45min. 12 71%6 41%6' 2156 1103B 30YJ38 
208to277VAC 2 DPST-NO Steel 1 40 No 20min. 22hr.45min. 12 71%6' 41%6 21546 11048 30YJ40 
480VAC 1 SPDT-NO/NC _ Steel 1 20 No 15min. 23hr.45min. 48 6%' 5" 3%  — 8001U 30YJ52 
i Iitee. + 
>>. . Surface/DIN Rail or Flush 
Surface/DIN | : Mount Time Switches Untermaric 
Rail Mount : : oe 
No. 20XF48 = 21A SPDT contacts These switches are designed to be mounted inside a control panel 


= Captive trippers 
= True clock face 
= Clear plastic dust cover 


and can accommodate surface/DIN Rail or flush/panel mounting. 
Ideal for single-phase applications like lighting control, HVACR, 
pumps, motors, fan controls, access controls, OEM applications, 
agricultural facilities, and general purpose electrical circuits. 





Flush Mount 


No. 20XF84 
Min. Max. 24VAC 120VAC 208/240VAC 
Description/ Time Time Mfr. Item Mfr. Item Mfr. Item 

Special Features Setting Setting H W D Model No. Model No. Model No. 
24-Hour, Flush Mount 
Synchronous Motor, Override Switch 15 min. 23 hr.45 min. 35%4" 3%6" 2%6' | MIL72ESTUZH-24 20XF68 MIL72ESTUZH-120 20XF67 | MIL72ESTUZH-240 20XF69 
Synchronous Motor 15min. 23 hr.45 min. 35%4" 3%6' 2%e' MIL72ESTUZ-24 20XF65 MIL72ESTUZ-120 20XF64 MIL72ESTUZ-240 20XF66 
Quartz Motor, Battery Backup, Override Switch 15min. 23hr.45 min. 35%4" 3%6' 2%6' | MIL72EQTUZH-24 20XF63 * | MIL72EQTUZH-120 20XF62 — — 
Quartz Motor, Battery Backup 15min. 23 hr.45 min. 35%4" 3%6' 2%e6' MIL72EQTUZ-24 20XF60 *) MIL72EQTUZ-120 20XF59 MIL72EQTUZ-240 20XF61 
24-Hour, Surface/DIN Rail Mount 
Synchronous Motor, Override Switch 15min. 23 hr.45 min. 41%2" 3%6" 3%6' | MIL72ASTUZH-24 20XF56 MIL72ASTUZH-120 20XF55 | MIL72ASTUZH-240 20XF57 
Synchronous Motor 15min. 23 hr.45 min. 41%2" 3%6" 3%e' MIL72ASTUZ-24 20XF53 MIL72ASTUZ-120 20XF52 MIL72ASTUZ-240 20XF54 
Quartz Motor, Battery Backup, Override Switch 15min. 23hr.45 min. 45%4" 3%6 3%6' | MIL72AQTUZH-24 20XF51 ~*~ MIL72AQTUZH-120 20XF50 — — 
Quartz Motor, Battery Backup 15min. 23hr.45 min. 45%4" 3%6' 3%e6' — — MIL72AQTUZ-120 20XF48 MIL72AQTUZ-240 20XF49 
7-Day, Flush Mount 
Synchronous Motor, Override Switch 2hr. 6days22hr. 35%" 3%6' 2%e' — — MIL72ESWUZH-120 20XF87 MIL72ESWUZH-240 20XF89 
Synchronous Motor 2hr. 6days22hr. 35%4" 3%6' 2%6' | MIL72ESWUZ-24 20XF86 MIL72ESWUZ-120 20XF85 — — 
Quartz Motor, Battery Backup, Override Switch 2hr. G6days22hr. 35%4" 3%6' 2%6' | MIL72EQWUZH-24 20XF83 * MIL72EQWUZH-120 20XF82 MIL72EQWUZH-240 20XF84 
Quartz Motor, Battery Backup 2hr. 6days22hr. 35%4" 3%6' 2%e' — — MIL72EQWUZ-120 20XF81 — — 
7-Day, Surface/DIN Rail Mount 
Synchronous Motor, Override Switch 2hr. G6days22hr. 41%2" 3%6' 3%6' | MIL72ASWUZH-24 20XF79 MIL72ASWUZH-120 20XF78 (MIL72ASWUZH-240 20XF80 
Synchronous Motor 2hr. 6days22hr. 41%2" 3%6 3%6' | MIL72ASWUZ-24 20XF76 MIL72ASWUZ-120 20XF75 | MIL72ASWUZ-240 20XF77 
Quartz Motor, Battery Backup, Override Switch 2hr. G6days22hr. 4'%2" 3%6' 3%6' | MIL72AQWUZH-24  20XF73 * MIL72AQWUZH-120 20XF72 MIL72AQWUZH-240 20XF74 
Quartz Motor, Battery Backup 2hr. 6days22hr. 41%2" 3%6' 3%e6' — — MIL72AQWUZ-120 20XF71 — — 


* Rated 12 to 24VAC/DC. 
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YINTERMATIC: 


24-Hour and 7-Day 
Electromechanical Timers 


= Heavy-duty clutchless gears prevent slipping 
= Contacts are tungsten-rated to handle inrush currents 10 times their rating 


Enclosures feature lock hasp and knockouts. Snap-out timing mechanism with = 
manual On/Off override does not interfere with program. Day skipper adds 1-Pole Steel 2-Pole Steel Outdoor 
the flexibility of omitting any day or days from the program. Self-lubricating, indeonMonzeoes sistas 

synchronous motors. Outdoor enclosures are rated NEMA 3R. 


Note: Timers include trippers. Extra trippers are available on this page. 
MULTIOPERATION 

= Operating temp. range: -40° to 130°F 

Provide up to 48 On/Off settings per day with 96 permanently fixed trippers. 











7-DAY 
Allow precise time-of-day scheduling with 7-day dial. Timers allow different =— 3 ; 
settings for each day of the week siege abt 
g y 2-Pole Plastic 1-Pole Steel Indoor 
Min. Max. Outdoor No. 4E025 No. 2E026 
No. of Contact Encl. NEMA Day Time Time Extra Mfr. Item 
54 yeottage Poles Form Type Rating Amps _ Skipper __ Setting Setting Trippers H W D Model No. 
-Hour 
120VAC 1 SPST-NO Steel 1 40 No 1 hr. 23 hr. 2E054 6 5" a 1101 2E021 
120VAC 1 SPST-NO Plastic 3R 40 No 1 hr. 23 hr. 2E054 9/6 0 V2" 316" T101P 4E023 
120VAC 1 SPST-NO Steel 1 40 Yes 1 hr. 23 hr. 112965 l'6 5" 3 171 2E024 
120VAC 1 SPST-NO Steel 3R 40 No 1 hr. Zonk 2E054 9/6 02" 3%" T101R 2E258 
120VAC 2 DPST-NO Steel 1 40 No 1 hr. 23 hr. 2E054 l'6 a a 1103 2E022 
120VAC 2 DPST-NO Plastic 3R 40 No 1 hr. Zoli 2E054 9/6" 591A" 36 T103P 4E024 
120VAC 2 DPST-NO Steel 1 40 Yes 1 hr. 23 hr. 112965 l'6 5 cl 1173 6X759 
120VAC 2 DPST-NO Steel 3R 40 Yes 1 hr. 20 hr. 112965 9x" 0 V2" 3%" T173R 3FWY7 
120VAC 4 APST-NO Steel 3R 40 Yes 1 hr. 23 hr. 112965 9/6 9," 3%" 1T1471BR 6X766 
120VAC i SPDT Steel 1 40 No 1 hr. 23 hr. Mfr. No. 15611978A 8132" 02" 3 yf," 1105 20XE73 
120VAC 1 SPST Polycarbonate  3R 40 No 1 hr. 23 hr. Mfr. No. 15611978A 11%" 1¥e 4" T101PCD82 20XE81 
120VAC 2 DPST Polycarbonate 3R 40 No 1 hr. 23 hr. Mfr. No. 15611978A 11%" 7¥" 4" T103PCD82 20XE82 
125VAC 2 DPST-NO Steel 3R 40 No 1 hr. 23 hr. 2E054 1¥4 5. 2 T103R 3FWY6 
208 to 27/7VAC 1 SPST-NO Steel 1 40 No 1 hr. 24 hr. 2E054 1¥4 5 2 1102 4XGW7 
208 to 27/VAC 2 DPST-NO Steel 1 40 No 1 hr. 23 hr. 2E054 l'6 a 3 1104 2E351 
208 to 27/VAC 2 DPST-NO Steel 3R 40 No 1 hr. PRAT 2E054 9/6 0 V2" 3%" T104R 2E259 
208 to 27/VAC 2 DPST-NO Plastic 3R 40 No 1 hr. 23 hr. 2E054 9/6 0 V2" 316" T104P 4E025 
208 to 27/VAC 2 DPST-NO Steel 1 40 Yes 1 hr. Zonk 112965 l'6 a o. 1174 6X760 
208 to 27/VAC 2 DPST-NO Steel 3R 40 Yes 1 hr. 20 hr. 112965 9x" 02" 3%" 1T174R 3FWY8 
208 to 27/7VAC 4 A4PST-NO Steel 3R 40 Yes 1 hr. 23 Nik. 112965 9/6" 5 3%" T1472BR 4A214 
208 to 27/7VAC 2 SPDT Steel 3R 40 No 1 hr. 23 hr. Mfr. No. 15611978A 1032" 6%" 4" T106R 20XE74 
208 to 2//VAC 2 DPST Polycarbonate  3R 40 No 1 hr. 23 Nik. Mfr. No. 15611978A 117%" 7¥" 4" T104PCD82 =. 20XE83 
24-Hour, Multioperation 
120 to 27/VAC 2 DPDT-2NO/2NC Plastic 3R 40 No 15 min. 23% hr. — 86 6%" 2" GM40AV 6KFG3 
120VAC 1 SPDT Steel 1 20 No 15 min. 23% hr. 2E132 TY" a 3 11905 2E026 
120VAC 1 SPDT Steel 1 20 Yes 15 min. 23% hr. 2E132 TY J. 3 11919 6X761 
120VAC 1 SPDT Steel 3R 20 Yes 15 min. 23% hr. — 9/6 02" 3 1T1975R 4WZ27 
208 to 27/VAC 1 SPDT Steel 1 20 No 15 min. 23% hr. 2E132 14" 5 3 11906 2E389 
208 to 277VAC 1 SPDT Steel 1 20 Yes 15 min. 23% hr. 2E132 cA au 3 11976 6X762 
208 to 27/VAC 1 SPDT Steel 3R 20 Yes 15 min. 23% hr. 2E132 1y¥4 oe 3 11976R 4XGW8 
480VAC 1 SPDT Steel 1 20 No 15 min. 23% hr. ZE132 ys a gr T1905E 2A512 
7-Day 
120VAC 1 SPDT Steel 1 20 No 2 hr. 22 iit. 2E132 1y¥4 a 3 12005 2A210 
125VAC 4 A4PST-NO Steel 1 40 Yes 3.9 hr. 21 hr. 112966 122" 84" 4 1T7401B 2A208 
125VAC 4 DPDT Steel 1 40 Yes 30 Nt 21 ik 112966 12%" 84" 4 T7801B 2E214 
7-Day with Spring Wound Carry-Over (Maintains Time Setting Up to 16 hr. During Power Outages) 
120VAC 4 4PST-NO Steel 1 40 Yes 3.9 hr. 21 hr. 112966 12%" 84" 4 T7401BC 2A209 
120VAC 4 DPDT Steel 1 40 Yes 3.9 hr. 21 hr. 112966 12%" 84" 4 T7801 BC 6X757 
YNTERMaTIC = 
® a 
TORK ns al ® 
Timer : &) h 
0 rm 
Replacement _ i 
Parts No. 2E054 No. 2E055 No. 2E132 No. 30YJ54 No. 1PNJ8 No. 2E354 
Mfr. Item Pkg. 
Description Brand Model No. Qty. 


Replacement/Extra Trinpets 
1 Pair On/Off, For Use With Intermatic Series 151401B, 151401BC, WH-40, T30404R, 17401B, T1103, T107R, 


T104R, T104: T104R201 to T101M, T1472BR, T103P to T104P201. T10404R to 89026-08-2 Timers Intermatic =» 1S6T1961A— 2E054 
For Use With Intermatic 1185 Series Timers Intermatic 15611960A 2E055 1 
For Use With 2A206, 2A512, 2E026, 2E130, 2E131, 2E355 to 2E35/, 2E389, 2E408, 6X75/, 6X/61, 6X/62 Intermatic 15612978A 2E132 12 
For Use With Intermatic Series 1170, 11400, 11800 Timers Intermatic 15611948A 112965 1 
For Use With Intermatic Series 17400, T7800, 151000 Timers Intermatic 15612548A 112966 rd 
For Use With TORK Series 1100 and 7000 Timers Tork P47 30YJ54 1 
Replacement Motors 

120VAC, For Use With Intermatic 11900, 18800, and R8800 Series Timers Intermatic WG730 1PNJ8 1 
120VAC, For Use With Intermatic 1100, 1170, 1180, 1100R201, 1100R301, WH30, and WH40 Series Timers Intermatic WG1570 1PNK1 1 
208 to 2//VAC, Tolerance of Plus/Minus 10%, For Use With Intermatic 1100, 1170, 1180, 1100R201, 1100R301, WH30, and WH40 Series Timers Intermatic WG1573 1PNK2 1 
208/240/27/VAC, For Use With Intermatic 11900, 18800, and R8800 Series Timers Intermatic WG733 1PNJ9 1 
120VAC, For Use With TORK Series 1100 and 7000 Timers Tork 101 30YJ55 1 
208 to 2//VAC, For Use With TORK Series 1100 and 7000 Timers Tork 201 30YJ56 1 
Timer Mechanisms 

Time Switches, for Replacement or Specialized Applications; SPST-NO, 125, For Use With Nos. 2E021, 2E258, 4E023 Intermatic T101M 2E354 1 
Time Switches, for Replacement or Specialized Applications, DPST-NO, 125, For Use With Nos. 2E022, 4E024 Intermatic T103M 4A213 1 
Time Switches, for Replacement or Specialized Applications; DPST-NO, 250, For Use With Nos. 2E351, 2E259, 4E025 Intermatic 1104M 2E353 1 
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YINTERMATIC: TORK 
Water Heater Timers 


= Enclosures have lock hasp 
= Electronic models feature 
LED and battery backup 
Automatically turn off water heater at desig- 
nated times. UL Listed and CSA Certified. 





INDUSTRIES 


Min. Max. Max. No. of 
No. of Contact HP @ Encl. Time Time On/Off Trippers Mfr. Item 
Poles Form Voltage Amps 240V Type Setting Setting Cycles Incl. W D Brand Model No. 
Electromechanical 
2 DPS 208 to 240VAC 40 3) Steel 60 min. 23% hr. 12 2 TY: oF 3 Intermatic _ 1104-20 6X769 
2 DPST 208 to 240VAC 40 5 Steel 60 min. 23% hr. 12 2 TY4 J. 2 Intermatic | WH-40 1A573 
' 2 DPST-NO 208 to 27/VAC 40 4] Steel 20 min. 22 hr. 12 2 %6 Ae —2'"%e' Tork WH2B 30YJ44 
Electronic 
1 Srel 120VAC 30 — Metal 1 min. 24 hr. 12 — 1¥4 a 2 Intermatic EH10 20XE6/ 
2 DPST 240VAC 30 1% Metal 1 min. 7 days 42 — TY4' eh el Intermatic EH40 4WZ08 
Swimming Pool Timers Untenmaric: 


24-hr. time switch. 


MECHANICAL 


Note: Extra tripper No. 2E054 is available separately; 
see page 417. 


Timing/Control Panel and Timing Center 
= Outdoor NEMA 3R steel 


enclosures with lock hasp 
= Dim.: No. 1A850, 16%2"L x 1074"W x 





Timing/Heating Circuit Centers 

= Outdoor NEMA 3R enclosures with lock 
hasp; steel Nos. 6X768, plastic No. 4E026 

= Dim.: No. 6X768, 1034"L x 12"W x 414"D; 
Nos. 4E026, 9°4"L x 5%"W x 35"D 


DIGITAL 
= Outdoor NEMA 3R metal enclosure 
= SPST contacts 


No. 1A850 No. 4E026 im.: 934!! " 3h, el 
4%": No. 6X767, 10%"Lx 12"wx 4p ™ Dim. 97%6°L x 2°Wx 276'D 
Min. Max. Max. 
No. of Contact Contact HP Time Time On/Off Mfr. Item 
Description Poles Form @ 240V Amps Voltage Setting Setting Cycles Model No. 
Mechanical 
Timing/Control Panel 2 DPST-NO 5 30 240VAC 1 hr. 23 hit 12 T30404R 1A850 
Timing Center 2 DPST-NO 9 40 208 to 27/7VAC 1 hr. Za lik 12 T10404R 6X767 
Dual Timing/Heating Circuit Center 2 DPST-NO 2 40 208 to 277VAC 1 hr. 23 Nk 12 112404R 6X768 
Timing/Heating Circuit Center 2 DPST-NO 9 40 208 to 277VAC 1 hr. Zak 12 T104P201 4E026 
Digital 
3 Program (Pump/Heating/Lighting) 3 oPol — 20 120/240VAC 1 min. 24 hr. 3 PElo3 3FWY5 
= = = H NTERMATIC’ 
Irrigation/Sprinkler Timer i 


= Raintight plastic NEMA 3R 
enclosure with lock hasp 
= Combination of 2" to %4" knockouts 





Max. 60 daily cycles. 14-day skipper feature omits irrigation/sprinkling on 
selected days and also permits every-other-day operation. Includes 34 trippers. 


Note: Extra tripper No. 2E132 is available separately, see page 417. 





Inductive Min. Max. Max. Max. 
No. of Contact Input Encl. Day Contact Time Time Time On/Off Mfr. Item 
Poles Form Voltage Type Skipper Rating(A) HP _ Setting Setting Cycle Cycles 4H W D Model No. 
2 DPST-NO “097° Steel Yes. «Ser, «= 2 12min. -23%4hr. 14Days 30 9%" 5%" 3%" R8806R108C 2A206 
TORK rs esa Yurenmaric 
Cycle Timers Ww 
TORK® Intermatic®—Can be wired in series with 


60 captive tabs per dial provides up to 30 On/Off cycles. 
PERCENTAGE CYCLE TIMERS 


Tork®—Can alternately cycle 2 different loads. 2 control 
knobs set cycle repeat time and percentage operating time. 
Each knob has Hold setting for manual On/Off. Sealed for use 
in severe environments. UL Listed and CSA Certified. 

= More than 900 jumperless cycle variations 

= LED load status indicators 





a manual switch or time switch for time- 
of-day cycling applications. CSA Certified. 
= 8 selectable total cycle durations: 30 
sec.; 1, 3, 5, 10, 30 min.; and 1, 4 hr. 
= Cycling pattern selectable from 
3% to 97% of total cycle 





Min. Max. 
Time Time Input No.of HP@_ Contact 
Setting Setting Voltage Amps Poles 120V Form 
Cycle Timer 
1 min. 59 min. 120VAC 20 1 V4 SPDT 
Intermatic Percentage Cycle Timer 
No. 6KFG5 15min. 23hr.45 min.  120VAC 20 1 V4 SPDT 
15 sec. 24 hr. 120/240VAC 20 1 1 SPDT 
0.03 sec. 30 sec. _ 10 1 Ya SPNO 
0.03 sec. 30 sec. _ 10 1 2) SPNO 
0.06 sec. 1 min. — 10 1 Ya SPNO 
—_ 0.06 sec. 1 min. — 10 1 Ya SPNO 
Tork 1sec. 3hr52min. 120/240VAC 20 1 1 SPol 
No. 10G855 75 sec. 24 hr. 120VAC 16 2 — SPDT 
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NEMA Mfr. Item 
Rating Brand Model No. 

1 Tork 8601 30YJ51 
3R Tork 8001-N 173M77 
4X Tork EJWT 10G855 

1 Macromatic PTA2030S 485R31 

1 Macromatic PTA2030SB 485R32 

1 Macromatic PTA2001M 485R29 

1 Macromatic PTA2001MB 485R30 
3R Intermatic CT2000 6KFG5 

1 Intermatic TALENTO121-120 242K95 
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Wall Switch Timers a" 2 Ag 
Compact timers replace standard wall switches. Include | eae Urey 
Min. Max. Max. 
Switch Time Time On/Off Mfr. Item 
Description Type Voltage Amps Watts Setting Setting Color Cycles _Brand Model No. 
Electromechanical 
4 Trippers Included 1-Pole 120VAC 15 1800 30 min. 23 hr., 30 min. White 12 Intermatic E1020C 6X765 
_— 1-Pole 120VAC 15 1800 30 min. 23 hr., 30 min. White 1 Intermatic E1010 20XE91 
_— 1-Pole 120VAC 20 2900 20 min. 23 hr., 45 min. White 36 Intermatic KM2ST-1G 20XE96 
Vacation Mode, Gangable, Includes Wall Plate 1-Pole 120VAC 20 1500 30 min. 24 hr. White 24 Tork 701B 45EM03 
_— 3-Way 120VAC 20 2900 20 min. 23 hr., 45 min. White 36 Intermatic KM2STU-1G  20XE97 
Electronic 
Decorator, Time, Day, Load, and Status . ; ; 
Display, 36-hr. Battery Backup 1-Pole 120VAC 15 1800 1 min. 7 days Ivory 14 Intermatic EI500C 3FWY9 
Decorator, Time, Day, Load, and Status ; ; ; ; 
Display, 36-hr. Battery Backup 1-Pole 120VAC 15 1800 1 min. 7 days White 14 ~— Intermatic §EIS500WC 3FWZ1 
Decorator, Time, Day, Load, and Status : ; ; , 
Display, 36-hr. Battery Backup 1-Pole 120VAC 15 1800 1 min. 7 days Light Almond 14 Intermatic  EI500LAC 3FWZ2 
Astronomic, Auto DST, Neutral Wire : ; : 
Required, Lithium Battery Backup 3-Way 120VAC 12 1800 1 min. 6 Days, 23 hr., 59 min. White 7 Intermatic EJ600 20XE68 
Lithium Battery Backup 3-Way = 120/277VAC 13 1800 1 min. 6 Days, 23 hr., 59 min. White 40 Intermatic ST01 20XE69 
Decorator, Astronomic Setting, Auto 4 ; ; ; 
Daylight Savings, 36-hr. Battery Backup 3-Way = 120/277VAC 20 ~=1800/4155 1 min. 7 days White 40 ~—Intermatic + EI600WC 3FWZ4 
Decorator, Astronomic Setting, Auto : é 
Daylight Savings, 36-hr. Battery Backup 3-Way = 120/277VAC 20 ~=1800/4155 1 min. 7 days Light Almond 40 ~~ Intermatic § EI600LAC 3FWZ5 
oe I a ir rT 
a © ur —— | am foe 
a 6 wy a 6 al \. : 
ca Ty ad [ee | 7 = " 
13 Maia r | Ga | hie J 
2“): 
— | mm WoL E 
) | | | 
aioe “ & * “ = 
ee, 20 ax | 
No. 1JLF9 No. 4XGV7 No. 4JNK2 No. 23NX05 No. 3FWZ6 No. 4YPF9 No. 29RW82 
Wall Switch Countdown Timers con 
SZ YINTERMATIC: wy . 
Compact timers replace standard wall switches. varaercons ““LUTRON. TORK. ns: 
UL Listed and CSA Certified. 
LIGHT 
Min. Max. WHITE IVORY ALMOND ALMOND 
Switch Time Time Item Item Item Item 
Description Type Voltage Amps Watts Setting Setting Brand No. No. No. No. 
LED Time Left Indicator 1-Pole 120/277VAC 8.30 1000/1400 2 iit. 12 hr. Hubbell | 29RW83 29RW81 _ 29RW82 
LED Time Left Indicator 1-Pole 120/277VAC 8.30 1000/1400 = 45min. 30 min. Hubbell | 29RW87 29RW84 _ 29RW85 
LED Time Left Indicator 1-Pole 120/277VAC 8.30 1000/1400 15 min. 60 min. Hubbell | 29RW90 29RW88 _ 29RW89 
LCD Display, Visual and Audible Warning Option 3-Way = 120/27/7VAC 8.30 960/1200 5 min. 4 hr. Hubbell | 29RW80 _ _ _ 
Off, Hold, 10-20-30-60 min., Neutral Wire Required = 1-Pole 120VAC 1 1800 10 min. 60 min. Intermatic | 1JLF9 — 1JLG1 — 
Decorator, Auto Shutoff 1-Pole 120VAC 15 1800 60 min. 8 hr. Intermatic | 3FWZ7 3FWZ6 — — 
Off, Hold, 5-10-15-30 min., Neutral Wire Required 1-Pole 120VAC 15 1800 5 min. 30 min. Intermatic | 1JLF7 —_ 1JLF8 — 
Decorator, Audible/Visual Load Pre- 7 ; _ 
Off Signal, 3-Yr. Battery Backup 3-Way  120/277VAC 20 1800/4155 = 1 sec. 24 hr. Intermatic | 4XGV7 4XGV5 4XGV6 
Maestro, No Neutral Required 1-Pole 120VAC 5 (3A Fan Load) 600 9 min. 60 min. Lutron | 4YPG3 4YPF9 — — 
Maestro Eco-Timer, No Neutral Required 1-Pole 120VAC 5 (3A Fan Load) 600 1 min. 30 min. Lutron | 4YPG5 4YPG4 — — 
Maestro, Neutral Required oe 120VAC 5 (3A Fan Load) 600 5 min. 60 min. Lutron 4YPG2 4YPG1 — — 
No Neutral Required 1-Pole  24/277VAC t.20 12/150 1 min. 18 hr. Tork 4JNK2 — — — 
Flicker Warning Before Time Out, : ; = _ _ 
No Neutral Required 1-Pole 24/277VAC 7.25 12/150 1 min. 18 hr. Tork 4JNK3 
Auto-Off, No Neutral Required 3-Way = 120/277VAC 16 380/4400 5min. 24 hr. Tork 23NX05 — — — 
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Timers Details on page Al. 
— i) 
NTERMATIC’ 
Xr oe Le No. 
= _ = 4 0 6X546 
Spring-Wound Mechanical Timers NE 
; : o— = 
= 20A inductive/7A tungsten 1 HP at 125V, ZS } ~n 
10A 2 HP at 250V, 10A at 277V “iw 
Models with Hold feature have option for continuous On. Timing 
mechanism has all-metal gears. Timers mount in min. 2" x 4" 
single-gang outlet box. Ivory and white timers require standard | 
toggle or decorator style wall plates; see page 328. o 
SILVER WALL PLATE W/WHITE KNOB IVORY (WALL PLATE REQUIRED) WHITE (WALL PLATE REQUIRED) 
SPST SPDT DPST SPST SPDT DPST SPST SPDT DPST 
Timing NoHold (WithHold| No Hold With Hold No Hold No Hold |With Hold) No Hold No Hold No Hold With Hold No Hold No Hold 
Range Item No. Item No. | Item No. Item No. Item No. Item No. | Item No. | Item No. Item No. Item No. Item No. Item No. Item No. 
0 to 5 min. 6X545 — | 4A217 _- — _- — — —_ 4WZ17 — _- — —  — | 38D055 — _- — _- — _- — 
0 to 15 min. 2E269 — | 3FXA3 | 3FXA4 —  —.| 3FXA5 1XC25 — —  —| 3FXC9 38D056 — | 38D057 — _- — _- — 
0 to 30 min. 2E175 — | 3FXA6 | 3FXA7 —  — | 3FXA8 1XC26 | 20XE93 — —)| 4WZ15 38D058 — | 38D059 — —  — | 38D071 
0 to 60 min. 6X546 — | 2E270 = 3FXA9 —  —| 3FXC1 1XC27 | 4WZ18 | 4WZ14 4WZ16 38D060 — | 38D061 — — -—| 38D072 
0 to 2 hr. 3FXC2 — 3FXC3 _- — -_- — — — 4WZ13 — —| 38D062 — — | 38D068 —_- — 
0 to 4 hr. 3FXC4 — 3FXC5 _- — _- — _— — _- — — — | 38D063 _- — _- — _- — 
0 to 6 hr. 4A218 — _ _- = _- — —_- — — — —_- — — — 38D064 38D065 — —_ 38D073 
0 to 12 hr. 2E052 — | 6X547  3FXC6 3FXC7 3FXC8 — — —_ — — — | 38D066 38D067 —_- — —_- — 
1 | 
ir es ma 
teeter eS 
No. 300513 
No. 20XE85 No. 45MW10 = 
~ ie 
ss No. 20XE90 
LAN : Oe oe 
ay a : | 
ai a = 
cage aet-9 a | 
> =a 
a - No. 45MW07 
No. 20XE87 No. 45KM66 nacional 
. No: 4oMwog NTeERMaTIC TORK nsi 
Plug-in Timers 
Min. Max. Max. 
Time Time On/Off Receptacle Mfr. Item 
Features Voltage Amps Watts Setting Setting Cycles Type Color Brand Model No. 
Indoor, Mechanical 
Manual Override 120VAC = 20 §=2500 = 30min. 23 hr., 30 min. 2 5-20R White Intermatic HB113 20XE85 
Manual Override 120VAC = 15 1750 =30 min. 23 hr., 30 min. 3 5-15R White Intermatic 1N311 20XE87 
Multiple On/Off Setting, Designed with Captive - . 
Tabs, Polarized Outlet Receptacle 125VAC 15 1875 15 min. 24 hr. 48 1-15R White Tork 401A 483A20 
Manual Override 240VAC 15 3750 30min. 23 hr., 30 min. 2 6-15R White Intermatic | HB112 20XE84 
Manual Override 240VAC 20 5000 30min. 23 hr., 30 min. 2 6-20R White Intermatic | HB114 20XE86 
Indoor, Digital 
Astronomic Function, Automatic DST Adjustment, Random Mode, : 
Manual Override, Battery Back-Up, Works With CFLs and LED Lamps '20VAG) 8915 = 1000. 1 min. 7 days 20 (2)5-15R_= White Tork 4972 = 80513 
Astronomic Setting, Random On/Off Setting, . 6 days, 23 hr., : ; . 
Auto Daylight Saving Time Adjustment 120VAC 3=—:'15 1000 =1min. 50 mil 14 (2)5-15R White Intermatic | DT620 20XE89 
Automatically Turn On/Off Items In The Home, Control _ t 
Lamps, Radios, Televisions and Appliances 120VAC 500 = 30min. 23 hr., 30 min. 24 5-15R White Tork 402B 45MWw06 
7 Day Programming, Manual Daylight Savings, Battery Backup 120VAC 3 — 1000 ~=1min. 23 hr., 59 min. 24 Polarized White Tork 460E 45MW10 
7 Day Programming, Manual Daylight Savings, Battery Backup 125VAC 15 1800 1 min. 7 days 20 (2) 5-15R White Tork 455E 45KM66 
Indoor/Outdoor, Mechanical 
— 120VAC =—— 500 30min. 23 hr., 30 min. 24 5-15R Black Tork 602B 45Mwo9 
Indoor/Outdoor, Digital 
Astronomic Setting, Random On/Off Setting, Auto . ? : 
Daylight Saving Time Adjustment, Battery Backup 120VAC 3=—:'15 1000 =1min. 7 Days 14 (2)5-15R Black Intermatic © HB880R 20XE90 
Automatically Turn On/Off Outdoor Lighting and Saves = ? 
Eneray By Switching Off Lights At Night. 120VAC 1000 = 31min. 23 hr., 59 min. 24 5-15R Black Tork 642E 45MWw07 
Indoor/Outdoor 
Wireless Control 125VAC 10 1250 60min. 9 hr. 2 5-15R Black Tork 6702A 615794 
Outdoor, Mechanical 
Manual Override, Suitable for Outdoor Use In A 3R Enclosure 120VAC 9.5 1185 30min. 23 hr., 30 min. 2 1-15R Black Intermatic TN111RM40 20XE88 
Outdoor 
120VAC =—_:'15 1000 — Black Intermatic DT200LT  710N36 


On/Off Settings Per Day with Removable Trippers, see a Events 
with Addition of Extra Trippers, Built Into Outdoor Rated Enclosure 

with Clear or Black Flip Cover, Grounded Standard or Locking Type 120VvAG 15 1800-80 min. 24 hr. 2 Black Intermatic = P1121 TIONS7 
Style NEMA Plug, Receptacle, Plugs Directly Into Wall Outlet 

On/Off Settings Per Day with Removable Trippers, sate ae Events 

with Addition of Extra Trippers, Built Into Outdoor Rated Enclosure 

with Clear or Black Flip Cover, Grounded Standard or Locking Type 120VAG 20, 2400 80 min. 24 hr. 2 Black Intermatic = P1131 TIONS8 
Style NEMA Plug, Receptacle, Plugs Directly Into Wall Outlet 


Light Activated 125VAC 15 1000 60min. 9 hr. 2 5-15R Black Tork 654E 105H21 
420 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” ELECTRICAL 
Find the yi. Find Solutions. Find Great Prices. Timers 








ORG 


GENERAL CONTROLS 


No. 2A517 


24-Hr. and 7-Day Electromechanical Modules 
Reliable modules for panel-mount installations. 24-hr. timers have up to 48 On/Off settings 
per day; 7-day timers have 42 On/Off settings per week, 6 settings per day. 2'2"-dia. dial 
Opening required to mount module through panel. 





Contact Min. Max. 
No. of Contact HP @ Time Time Mfr. Item 
Poles Form Voltage Amps 120V Setting Setting H W D Model No. 
Synchronous Motors 
1 SPST-NO 120VAC 20 VE 15 min. 23% hr. 2%" 2%" 1%"  TA-4150 2A517 No. 2A520 
1 SPST-NO 120VAC 20 Yo 2hr. 6days20hr 2%" 2%" 1%"  TA-4151 2A518 
Quartz Motors with 150 Hr. NiCd Battery Backup 
1 SPST-NO  120VAC 20 iz 15 min. 23/2 hr. 2%" 2%" 1%"  TA-4152 2A519 
1 SPST —_120VAC 20 iz 2hr. 6days20hr 2%" 2%" 1%"  TA-4153 2A520 











| i, 
GENERAL CONTROLS 3 ’ 
Digital Interval Countdown Timer 
= SPST contact configuration Dependable timer for use with medical equipment, commer- 
= Input voltage: 120VAC cial cooking appliances, pools and spas, and exercise 
= Contact load rating: 15A at 120V equipment. Includes repeat memory, interlock connection, 
large easy-to-read display, and optional time-of-day display. = 
_ aendl a Timing range: 0 to 99 hr., 59 min.; 1-sec. time intervals from a 2 cee eth aly 
Cound Down Timer TA4180A 6PY50 0 to 99 sec. and 0 to 99 min.; 1-min. intervals from 0 to 99 No. GPY50 No. 4Wx97 
Face Plate 49150-00 4WX97 hr., 59 min. UL Listed, CSA and CE Certified. 
YINTERMATIC: 
Timer Modules - 
= % HP, 120VAC Provide 24-hr. or 7-day scheduling on ‘ . 
= 12A ballast, 120VAC any electrical load with HVACR equip- | Va F 
= 16A, 277VAC resistive ment. Also for use in lighting, security, wy E . / 
= Min. time setting: 1 min. circulating pump, and spa applications. | 
= Max. time setting: 6 days, 23 hr., 59 min. Vane pee 
Max. 24VAC 120VAC 240VAC | 12VAC/DC f \ fF or 
No.of On/Off Mfr. Item Item Item Item | «e Ss. 
Channels Cycles H W _ OD Model No. No. No. No. | eo 
Mechanism Only 4% ae’. _ 
1 20 3" 3" 2" ~—«=FM1D20 | 4CCA4 ACCA7 4CCC1 — Cae, ~~. | 
1 50 3" 3" 2" ~—«*FM1D50 | 4CCC7 4CcD1 4CCD4 — i 
"O34" 91/4" = 
tach Mount 50 = 4%" 2%" + 2%" FM2D50 | 4CCD6 4CCD5 4CCD7 14. 4GCRd 
1 20. 254" 234" 2¥s" FM1D20E | 4CCA2 4CCA5 A4CCA8 — No. 4CCA3 
1 50 234" 2%" 2%" FMIDS0E | 4CCC5 4CCC8 4CCD2 4CCC2 
Surface/DIN Rail Mount 
"2%" 2" FM1D20A | 4CCA3 4CCA6 4CCA9 — 
1 50 4" 2%" 2" FM1D50A | 40CC6 4CCC9 4CCD3 — 
- | | 
> 
—_ 9 = 
Cc 
s* 
7-1 
No. 14H247 No. 14H248 No. 32J136 No. 14H252 
— ~ _Autonics 
Electronic Timers om RON Sensors & Controllers 
= Battery backup protects memory = 120-240VAC Easy-to-use timers allow each circuit to be indepen- 
= Adjustable cycle mode = 15A at 250VAC (except No. 32J135 is 10A) dently programmed. Manual override. 
TRACK/ 
Max. Min. Max. No. of PANEL MOUNT | SURFACE MOUNT 
No. of Contact On/Off Time Time Pulse Pulse Operation Backup Item Item 
Channels Form Cycles Setting Setting Events Duration Mode Time Brand No. No. 
2 (2) SPST-NO 12 T min. 24 hr. — — 7 Days 10 yr. Omron 14H247_ * — 
1 SPST-NO 12 1 min. 7 days 24 1 sec. to 60 min. 7 Days OVE Omron 14H253 14H252 
Z (2) SPST-NO 20 1 min. 7 days 40 1 sec. to 60 min. 7 Days 5 yr. Omron 14H248 14H249 
2 (2) SPST-NO 24 1 min. 365 days 48 1 sec. to 60 min. 365 Days ° Yr. Omron 14H250 14H251 
2 (2) SPDI-NO _ 48 Weekly, 24 Yearly 1 min. 7/369 Days 48 1 sec. to 60 min. 360 Days ° yr. Autonics 323135 * —_ 
1 SPST-NO 48 Weekly, 24 Yearly 1 min. 7/365 Days 24 1 sec. to 60 min. 365 Days 5 Yr. Autonics 32/136 * _ 


* Also track mountable. 
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LIGHTING 
Emergency Fixtures 


Scan. Order. Done. 
Details on page A1. 





LITHONIA 
LIGHTING. 


Emergency Lighting Units 
= Provide 90 min. illumination QUANTUM SERIES 
upon loss of AC power Corrosionproof, UV-stable housing 
CONTRACTOR SELECT™ is impact- and scratch-resistant. 
LOW-PROFILE Removable knockouts and universal 
Lights are designed with small, J-box pattern on back panel, and flexible 
unobtrusive dual-heads, making conduit entry points on top, help simplify 
these units ideal for wall- or installation. Wall- or ceiling-mount. 
ceiling-mounting in small spaces at Multichromatic LED indicator displays 
lower mounting heights. Features charging, test activation, and diagnostic 
a test switch and status indicator, Status. 
Approved for use in damp locations. TITAN® SERIES 


No. 487V39 has additional battery —_ Feature a test switch and ready/charge 
capacity to power 1-watt of remote —_ ight for monitoring system operation. 


lamp load for 90 min. 
WALL/CEILING-MOUNT SERIES 


® 
sisactapins SERIES _ Installed square unit has a clean, finished 
Vertical design minimizes pole- or appearance. Surface mounting, J-box 
column-mount overhang; also mounting pattern. Push-to-test lens 
suitable for wall, |-beam, unistrut, conceals test switch and ready light. 


or ceiling and pendant mounting. 
WET LOCATION SERIES 


Quick-Beam™ installation with steel a 
mounting bracket. Thermal protec- © Compact, low-profile housing is made 
tion and compensation prevent from engineering-grade UV-stable 
overheating and charger failure. thermoplastic that is impact-resistant, 

; scratch-resistant and corrosionproof. A 
Indura® Series NEMA 4X—Harsh- | yerimeter gasket seal between front 


envira nment fixtures have a sealed and rear housing helps seal out moisture. 
housing with silicon gasket to with- — yail-mount with external mounting 
stand rain, sleet, snow, splashing, 





Contractor 
Select™ 
Low Profile 





Indura® Series 





Indura Series, 
NEMA 4X 


* 
- 


Quantum Series 





Titan® Series 





Wet ; indbl tabs for easy installation, while two 7" 
a Location hose-directed water, and windblown — {nockouts on each side permit flexible 
wenicomne: Perles dust. conduit entry only. UL Listed for Wet 
Mount Series ; 
Locations. 
Watts @ No. of Lighting Output Temp. Optional Optional Item 
90 Min. Lamp Watts Voltage LampHeads Technology Voltage Range Housing, Remote Head Guard W L H No. 
Contractor Select™ Low Profile 
UL 924, NFPA 101, NFPA 70, California Energy Commission Title 20 section 1605.3, FCC, OSHA 
D 0.7 120/277 2 LED 3.6VDC 10° to 40°C Plastic, White No 4YFV2 294" TR 4" 487V38 
15 120/277 2 LED 3.6VDC 10° to 40°C Plastic, White No 4YFV2 24" TR Ay," 487V39 
UL Listed. Meets UL 924, NFPA 101, NFPA 70-NEC, California Energy Commission Title 20 Section 1605.3 (W)(4), FCC and OSHA Illumination Standards. 
3.6 20 120/277 2 LED 3.6VDC 50° to104° F Plastic, White No 4YFV2 244" 10" AY," 13M588 
Indura Series 
UL Damp Location Listed, NFPA 101, NFPA 70, NOM, California Energy Commission Title 20 Section 1605.3, FCC 
6.6 120/347 2 LED 9.6VDC 0° to 50°C _~ Plastic, Gray No _ 6%e 93" 13364" 54ZU70 * 
8.3 6.6 120/347 2 LED 9.6VDC 0° to 50°C __~ Plastic, Gray No — 6%e' gs" 13%%64" 54ZU71 * 
6.6 120/347 2 LED 12.8VDC 0° to 50°C __— Plastic, Gray No — 6%e 93" 13%%64" 54ZU72 * 
Indura Series, NEMA 4X 
UL Wet Location Listed, NEMA 4X, NFPA 101, NFPA 70, NOM, NSF, California Energy Commission Title 20 Section 1605.3, FCC 
83 6.6 120 to 347 2 LED 9.6VDC 0° to 50°C _~ Plastic, Gray No — 627%" 102%a" 1316 54ZU68 * 
6.6 120/347 2 LED 9.6VDC 0° to 50°C __— Plastic, Gray No — 627%" 102%a" 13'e' 54ZU69 * 
Quantum Series 
UL Damp Location Listed, UL 924, NFPA 101, NFPA 70, NOM, California Energy Commission Title 20 Section 1605.3, FCC, OSHA 
2.4 120/277 2 LED 6VDC 10° to 40°C Plastic, White No AYFV2 3%a" 923/40" 416" 483U30 
2.4 120/347 Zz LED 9.6VDC 10° to 40°C Plastic, White No AYFV2 3%a" 923/50" 416" 483U31 
2.4 120/277 2 LED 6VDC 10° to 40°C Plastic, Black No 4YFV2 3%a" 923/40" 416" 483U33 
4.8 2.4 120/347 2 LED 9.6VDC 10° to 40°C Plastic, White No 4YFV2 3%a" 923/50" 416" 483U34 
2.4 120/347 2 LED 9.6VDC 10° to 40°C Plastic, Black No No 3%a" 923/40" 416" 483U32 
2.4 120/277 2 LED 6VDC 10° to 40°C Plastic, White No No 3%a" 97/2" 416" 483U39 
2.4 120/347 2 LED 9.6VDC 10° to 40°C Plastic, White No No 3%a" 972" 416" 483U40 
44 6.6 120/277 i LED 6VDC 10° to 40°C Plastic, White No A4YFV2 345% 4" 133" 516" 483U35 
10.6 120/347 2 LED 9.6VDC 10° to 40°C Plastic, White No AYFV2 345%" 133%" 516" 483U36 
22 10.6 120/347 2 LED 9.6VDC 10° to 40°C Plastic, White No 4YFV2 34%" 13%" 51/6" 483U37 
32 10.6 120/347 2 LED 9.6VDC 10° to 40°C Plastic, White No AYFV2 345% 4" 133" 516" 483U38 
Titan Series 
Chicago and New York Approved, OSHA Illumination Standards, NFPA 101-1988 (Current Life Safety Code), NEC, UL 924, UL Listed 
32 12.0 120/277 Z Halogen 6VDC — Steel, Beige 3EU33 4PG68 2," 13%" 11%" 1BP67 
36 12.0 120/277 2 Halogen 12VDC — Steel, Beige 4PG72 4PG68 2¥," 13%" 11%" 1BP69 
Chicago Approved, OSHA Illumination Standards, NFPA 101-1988 (Current Life Safety Code), NEC, UL 924, UL Listed 
24 8.0 120/277 2 Halogen 6VDC — Steel, Tan 3EU33 4PG68 49" 11%" TR 3EU39 
New York City Compliant, UL 924 Listed 
18 9.0 120/277 2 Incandescent 6VDC — Steel, White No 4PG64 3 10" 14%" 2XLG1 
27 9.0 120/277 a Incandescent 6VDC — Steel, White No 4PG64 Ay," 15" 151%" 2XLG2 
50 12.0 120/277 2 Incandescent 12VDC — Steel, White 4PG72 4PG64 Ay," 15° 15%" 2XLG3 
UL924, NFPA 101, NEC/OSHA Illumination 
24 12.0 120/277 v4 Halogen 6VDC 60° to 90°F Steel, Beige No No 49" 11%" 14" 490P87 
36 12.0 120/277 Z Halogen 6VDC 60° to 90°F Steel, Beige No No 49/4" 11%" 14" 490P90 
50 12.0 120/277 2 Halogen 12VDC 60° to 90°F Steel, Beige No No 43/" 11%" 14" 490P91 
Wall/Ceiling-Mount Series 
UL 924, UL Listed 
10 10.0 120/277 1 Halogen 6VDC 16 to 32°C Plastic, White No — 3Y," 10%" 10%" 4PG73 
Wet Location Series 
i5 2.0 120/277 2 LED 9.6 32 to 122°F Plastic, Gray | 6NCZ6 4PG68 10" 1 131%" 460221 
14 6.2 120/277 2 Halogen 6 68 to 122°F Plastic, Gray No 4PG68 AY," 147%" 5°" 46C220 
14.4 10.0 120/277 2 Incandescent 6 41 to 122°F Plastic, Gray No 4PG68 11%" 14" 13%" 460222 


* Self-diagnostic. 


GRAINGER. 
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GRAINGER CHOICE’ LIGHTING 

Find the yi. Find Solutions. Find Great Prices. Emergency Fixtures 
No. of Lamp Housing Housing Mfr. Item 
Lamps Voltage Watts Material Color W L H Model No. 
Remote Heads ~ 
LED - 

1 3.6 0./ Plastic White 2%" 5%" 42%)!" EREWSGLRDM24 487V44 . » ( tg 

1 dto12 3.0 Plastic White 2%" 7%" 4%" ELAWSGLLI24LP03VS 46ML12 (=> ws 

1 6to12 5.5 Plastic White 4%" 7%" 2%" ELAWSGLLI24LPO6VS 49JM86 (3) y 

1 9.6 1.5 Plastic White 2% 6% 4/0 ELA QL0309 Mi2 6NCZ3 le P 

2 120/277 1.5 Plastic White 2%4' 5%" 42%" ERE W T RD M24 487V45 

2 6to12 5.1 Plastic White 4%" 7% 2%! ELAWTLI24LP05VS 49JM87 No. 487V44 No. 49JM87 

2 6to12 5.5 Plastic White 4% 7% 2%! ELAWTLI24LP06VS 49JM88 

2 9.6 1.5 Plastic White 2%" 7%" 4% ELA T QL0309 M12 6NCZ5 A 
Halogen ies 

1 12.0 Plastic White 5Y%6se 4%" 6%" ELA W H1212 3EU32 LITHONIA 





Emergency Light 
Remote Heads 


Wet Location Remote Heads LIGHTING. 








10g Ean 2s ERGs” Sct 
1 9.6 1.5 Aluminum Gray 10" a" " 7 
2 96 3.0 Aluminum Gray 2%" 6%" 5%"  ELAT QWPLO309 M12 6NCzg__ Use with compatible battery equipment (sold separately) as part of a full 
Halogen ighti j j j 
60 Plastic Gray 574" 5s" 7" CURRY HOSUG oxteg emergency lighting system, to provide brownout protection and light for 
i 6 8.0 Plastic Gray 5v%e 4%" 7%" ELA NX H0806 2xLE9___ paths of egress. 
LZ PHILIPS Tsar BESS No. 454R53 
Emergency Lighting Drivers 2222 bodine 
— lf... 
= Provide at least 90 min. emergency lighting ss anaes a 
=» 120/277VAC input Se No. 454R56 
e_. : j i i i Battery Lamp Lamp Initial Mfr. Item 
Power Sentry®—Compact, low-profile ballasts are compatible with a variety of Type. Walls Type Lumens* W L 4 Model No. 


LED fixtures, including troffers, volumetric recessed, industrial, commercial and 
strip. With integrated self-diagnostics to help prevent failure. Can be installed ie OTT BS{5E1 CP M18 a60J04 
at the factory or in the field. UL Listed. Meet UL 924, NFPA 101, NEC, and OSHA 10.0-—LED 19801 Ye" 1630"1 Ve" PSTOBSLCP M18 46095 


Lithium 7 7 7 
Muminati 10.0 LED 1250 27%" 10%" 1%6"_—-~PS1055CP M10 —_ 460J96 
illumination standards. CA Title 20 compliant. Iron 10.0 LED 4950 Tas" 405" Ae” PSTOSSCP FMIC M10 460197 


Acuity Brands Power Sentry® 
UL Listed, NFPA101, lt pens A828, CA Title 20 pamplant, UL1310 Certified 
10.0 ° 


= Temp. range: 41° to 122°F Phosphate—49'9 —TED 1250 270 14% THe PSTossCP MIO. 46098 
10.0 LED 1250 32" Ka 16" J00 4 
Bodine—Smart charger technology monitors output to help ensure low energy ere = 
AN: : ; CULUS Liste 
consumption; switches to emergency mode to provide power when AC power 40 [ED Up to 1300 2" 145" TV BST 310 A54R53 
fails. Designed with a high-temperature nickel-cadmium battery, charger, and Nickel 40 _ LED Upto1300 2%" 15140" 1%e' BSL310M 454R54 
Cadmium 4.0 LED Upto1300 2%" 1514." {Ve BSL310C 454R55 


electronic circuitry in one case. UL Listed. ROHS Compliant. 40 LED 
= Temp. range: 32°F to 131°F; except No. 454R56 is 32° to 122°F 


Fluorescent Backup Lighting Systems 


= Provide at least 90 min. emergency lighting switched and unswitched fluorescent lamps. 

= 120/277VAC input Also work with TLEDs; check lamp manufac- 

= High-temperature nickel-cadmium turer specifications for compatibility. Include 
batteries (except No. 12X237) LED push-button indicator. 


Ballast Battery Packs, Ballasts, and Generator LITHONIA LIGHTING® 


Transfer Device allow existing fluorescent lighting ; 
to provide emergency lighting upon loss of normal —«~Balllast Battery Packs—Compatible with 
electronic, magnetic, instant-start, rapid-start, 


i - and slimline ballasts. Work with switched or 
FULHAM® FIREHORSE unswitched fluorescent fixtures and compact 
= Temp. range: 32° to 131°F fluorescent downlights. Include pilot light 

= Recharge time: 24 hr. and test switches. Quick Disconnect system 
Low-profile ballasts can be mounted in the factory —_ allows for easy installation and maintenance. 
or in the field and are compatible a variety of = Temp. range: 32° to 100°F 


Upto9/5 2% TZ 1% BSL1/C-C2 Type 1 454R56 
* Actual lumen output will vary based on fixture/lamp type and ambient temperature. 


Ga PHILIPS 
LITHONIA bodi ine 


Lighting... Global, Inteligent. Sustainable. LIGHTING. 


PHILIPS BODINE 
UL LISTED. 


No. 12X237, Generator Transfer Device—Device 
switches the lighting load to a generator-fed circuit in 
response to a power loss. Connected fixture illuminates 
regardless of light switch position. 


Emergency Ballasts—Work in conjunction with an AC 
ballast to convert new or existing fluorescent fixtures into 
emergency lighting. No. 34E653 is self-testing. 

= Temp. range: 32° to 122°F 

= Recharge time: 24 hr. 











Lamp Initial Mfr. Item 
Item Watts Lamp Type Lumens* W L H Model No. 
Fulham 
Emergency 14 to 96 Fluorescent 750 1%in 9%in 1%in FH11-UNV-750L-CEC 454U42 
Fluorescent 14 to 96 Fluorescent 1400. 1%in 143%sin 1 Vain FH12-UNV-1400L-CEC 454U44 
Ballast 18 to 42 Fluorescent 500 Tin 93%sin 1%in  FH7-UNV-500L-CEC 454U43 
Lithonia Lighting 
Emergency 10.0 15,18, T9, 112, T12HO, Twin-Tube, Triple-Tube, Quad-Tube 1250 2%sin 13%ein 1%ein FOTO MVOLT  ggqKor 
Fluorescent = +449 915 5, 8, 19, 112, T12HO, Twin-Tube, Triple-Tube, Quad-Tube 1450 to 3500 5%in 15%in 2in PS3000 M3 33L664 
Ballast 
80 Biax, 15, T5HO, 18, 18HO, 112 1100 to 1400 2 %ein 13%6in 1%6in PS1400QD MVOLT M8 5YA46 
40 T8, 112 450t0550 2%in 9%in 1%6in PSQ500QD MVOLI M12 5YA44 
see 40 T8, 112 500 2%in 9%in in E1500 M12 2XLE7 
y 75 Biax, 15, T5HO, 18, T8HO, 112 600 to 700 2%6in 9%in 1%6in PS600QD MVOLI M12 5YA45 
Bodine 
ek Ce eee ee 900 to 3500 2 %sin 16%in 2%in B30 12X241 
4-Pin Long Compact, Twin-Tube, Triple- ; 
13 to 42 Tube, Quad-Tube, T5 Circline Up to925 2%6in 9%in 1%in B4CF2PC 4991.41 
13 to 42 T5, Twin- lube, Triple-Tube, Quad-Tube 1250. 1%ein  10in  1%in B4CF2 12X239 
evseaene 13 to 215 4-Pin CFL, Biax, 15, T5HO, 18, 19, 110, 112 Upto 1600 2%in 13%6in 1 “ein B50 12X231 
Fuccent 14 to 55 4-Pin Long Compact, 15, T5HO, 18, T8HO 600 to 1325 2%ein 21 %in 1%ein LP600 12X242 
Ballast 18 to 42 4-Pin Compact 300 to 750 2%ein 9%in 1 %in B94CGU 34E652 
21 to 55 Biax, 15, TSHO, 18, T8HO 390to 700 2%sin 18%in 1 %ein LP550 12X236 
32 to 40 T8, 110, 112 350 tO 450 2 Ur in 9 4 in y in B100 12228 
32 to 40 T8, 112 500 to 6 in 8 In 2 in 
32 to 215 4-Pin Long Compact, 18, 110, T12 600 t0 700 2 Ut in 9 % in y in 60 12X240 
32 to 215 T8, 112 to 7 6 in 8 In 2 in 7 
32 to 215 T8, 19, 110, 112 300to 700 2%sin 9%in 1 %ein BDL60U 12X235 
ee Aa Fluorescent, LED _ 1%ein 8in 1%ein GTD 12X237 
Self-Testing 14 to 55 4-Pin Long Compact, 15, T5HO, 18, T8HO 600 to 1325 1%6in 21 %in 1%ein LP600STU 40MA57 
Fluorescent 
Emergency 17 to 215 T8, T9, 710, 112 Upto 1400 2%sin 13%in 1%in B50ST 34E653 No. 12X228 
Ballast 


* Actual lumen output will vary based on fixture/lamp type and ambient temperature. 
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— | Emergency Lighting Units 
No. 19L031 aa, \ = 120/277VAC INCANDESCENT 
Sng SS = Adjustable 2 lamp heads Low-voltage battery disconnect helps 


Emergency lighting sources feature a prevent deep discharge battery damage, 
test switch and charge rate indicator. except for Nos. 40CP81, 40CP80, 
40CP79, and 40CP76. No. 40CP80 comes 





LED 
“ with a cord. 
> ee 3) For indoor use only. 
: ‘| » 2 
E J eS Watts@ Lamp Output Housing Housing ltem 
— —_ oo Min. Watts Voltage Material Color Mounting W L H No. 
‘ 
' UL listed. Meets UL 924, NFPA 101, NFPA 70-NEC 
i + od 2 20 6VDC Plastic White Ceiling/Wall 3%" 13%" 4%" 191031 
be Incandescent 
i UL 924, Wet Location Listed 
u wy 9.4 6VDC___ Plastic —_ White Wall oY 11" 13" ~~ 40CP81 
4 
4 9.4 6VDC Plastic White Ceilling/Wall 12%' 5%" 4" 6CGLO 
Mh c 5.4 6VDC Plastic White  Ceilling/Wall 11'%6' 2'%6 5" ~—6CGL2 
= 10.8 9.4 6VDC __ Plastic White  Ceilling/Wall 5%" 8%" 8%" 40CP79 
No. 40CP81 No. 40CP80 9.4 6VDC _—Plastic White _CellingWall 4%" =7%" 7%" ~40CP80 
9.4 6VDC Plastic White  Ceilling/MWall 4/6 16%" 5° 40CP/6 

















No. 
32WU53 
No. 458T15 
al ahi ~N _— : ® 
| =) Emergency Lighting Units = C#MPASS |DUAULITE 
rere! = Feature adjustable heads Incandescent units have an LED status indicator and push-to-test feature 
—_ to help assure the lights' readiness for loss of power. 
Lighting Watts@ Lamp Output No. of Housing Housing Battery Item 
Technology 90 Min. Watts Voltage Lamp Heads Material Color Mounting Chemistry Ww etl H No. 
Hubbell Lighting - Compass 
UL924, Damp Location, NFPA 101, NFPA 70, IC Rated 
LED 4 1.0 4.8VDC 0 Plastic White Ceiling _ Alkaline, Nickel-Metal Hydride 8° 6%" 2%" 458116 
4 1.0  4.8VDC 0 Plastic _ White Ceiling _ Alkaline, Nickel-Metal Hydride 8" 64" 2%" 458117 
No. 3UVY5 UL924, NFPA 101, NFPA 70, OSHA, CEC T20 Compliance 
LED 4 1.0  38VDC Z astic White Ceiling/Wall Nickel Cadmium 10" 3" 4%" 461223 
2 1.0  3VDC zZ Plastic White  Ceiling/Wall Nickel Cadmium 2% 9" 4" 461222 
UL924, UL Wet Location Listed 
LED 1.2 1.2  3.6VDC 2 Plastic White  Ceiling/Wall Nickel Cadmium 13%" 5%" 5%" 458115 
UL 924 Damp Location Listed, NFPA101, NFPA70, OSHA 
LED 1.8 0.7  3.6VDC 2 Plastic White  Ceiling/Wall Nickel Cadmium AY" 12%2" 4" 488U55 
. UL 924 WET LOG/NFRA 70 and 101, OSHA 
LED 1.9 9.6VDC Plastic _ Gray Wall Nickel Cadmium 8" 12% 8" 32WU53 
UL 924 Wet Location Listed, NFPA101, NFPA7O, OSHA 
' LED 3.6 14 3.6VDC 2 Plastic White  Ceiling/Wall Nickel Cadmium 2% 9" 4" 488U54 
Hubbell Lighting - Dual-Lite 
NFPA-101, UL 924, UL Damp Location Listed 
No. 3UVZ1 Incandescent 10.8 5.4  6VDC 2 Plastic White Wall/Universal Sealed Lead Calcium 4%" 16%6' 5%6 16U257 
NFPA-101, UL 924, UL Damp Location Listed, NYC Approved 
ineandeseeni——— ie 6VDC 2 Steel White —_ Universal Lead Calcium 3% 13%" 11%" 3UVY1 
= 7.2 6VDC 2 Steel White —_ Universal Lead Calcium 3%" 13%" 11%" 3UVY5 
NFPA-101, UL 924 Listed 
incandescent 10.8 54 6VDC 2 Plastic White Wall/Universal Lead Calcium 47" 16%6 5%6 3SUVZ1I 
ui93 10.8 54  6VDC 2 Plastic White Wall/Universal Sealed Lead Calcium 4%" 16%6' 5%6 16U256 
4 
LED 2 1.0 3.25VDC 2 Plastic White Ceiling/Wall Nickel-Metal Hydride 244" 82" 5° 461224 
® § Incandescent 14 7.2 6VDC 2 Plastic White Wall/Universal Sealed Lead Calcium 4%" 16%6' o%6 16U259 
f UL 924 Damp/NFPA 70 and 101 
= 2 2.0  1.2VDC 2 Plastic White  Ceiling/Wall Nickel-Metal Hydride 244 82" 5" 32WU36 
> 2 2.0  1.2VDC Zz Plastic White  Ceiling/Wall Nickel-Metal Hydride 244 8%)" 5" 32WU37 
LED 4 2.0  1.2VDC 2 Plastic White  Ceiling/Wall Nickel-Metal Hydride 244 8%)" 5" 32WU38 
No. 46T224 4 40  1.2VDC 2 Plastic White  Ceiling/Wall Nickel-Metal Hydride 244" 8%" 5° 32WU41 
12 3.0  3.2VDC 2 Plastic White Ceiling/Wall Lithium Iron Phosphate 11" 7%" 3%" 32WU44 


LED Outdoor Emergency Lighting DUAL LITE 


No. 
3GPC9 =» 75 CRI 


= 120 to 277VAC 
= Rated avg. life: 50, 000 hr. 





PN Fully gasketed die-cast enclosures withstand outdoor wet-location installations. 
WITHOUT HEATER WITH HEATER 
Operating Operating 
Housing Mfr. Temp. Item Temp. Item 
No. Lamp Watts _ Color L H W Model Range No. Range No. 
3GPD1i Spectron® Self Testing/Self Diagnostic Electronics 
NFPA 101 (Life Safety Code), NFPA 70 (National Electrical Code), UL 924 Listed, 
UL Wet Location Listed, U.S. Patent Nos. 8,258,705 
2.8 White i bil v REACH PGW Qto50°C _3GPC9 -30 to 50°C —_3GPD4 
2.8 Brown ils i REACH PGZ Oto50°C  3GPD1 -30 to 50°C —3GPD5 
2.8 Silver ili i 3A6. PGP — = -30 to 50°C —3GPD6 
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GRAINGER CHOICE® LIGHTING 
Find the wy. Find Solutions. Find Great Prices. Emergency/Exit Signs 


il eu f f ry 4 i < re 
sears | -— —, 35Gwo9s 6CGL7 


Exit Signs ey | ) < ef ai <b ){ y. No. 40CP83 
= 120/277VAC se. , 


= 6"H letters with 34" stroke; except A0cPs2 40cPss 
No. 40CP83 has 8"H letters eo 
= Field-settable chevron direction 


Universal mounting (top/end/back on Exit Signs 


with Battery Backup, top/back on Exit Signs “ : daihee = 
with Emergency Lights) provides installation atk me ar — Ce 
choices, except No. 40CP83 is wall-mount only. iy re < 

Test switch and ready/lamp change indicators socess i pene 2 No. 35GX01 

















help keep signs prepared for emergencies. RED GREEN 
No. of Housing Battery “<Gneaiin Item Item 
Lamp. Type Faces Housing Color Material Chemistry Temp. Range D W H Wattage No. Wattage No. 
Exit Sign 
UL to UL 924 Standard, NFPA Life Safety Code 101 
LED ‘ or2 White Plastic Nickel Cadmium — 116" 1116" 1%" 0.4 6CGL5 0.6 6CGL6 
1 or 2 Gray Aluminum Nickel Cadmium — 194" 12'/6" by" 0.4 6CGNO 0.6 6CGL9 
UL to UL 924 Standard 
LED White Plastic — 32° 10 122° 24" 12%" 10%' 2 35GW98 — — 
Exit Sign with Emergency Lights 
UL to UL 924 Standard, NFPA Life Safety Code 101 
incandescent 1 or 2 White Plastic Lead Acid — 49" 21%3' 10% 5.4 6CGL7 — — 
1or2 White Plastic Lead Calcium — 495" 21%8° 104" — — 5.4 6CGL8 
UL to UL 924 Standard 
LED 1 White Plastic — — 24" 12%" 10%” — 35GW99 — — 
UCoea- NYE 4 1 White Plastic — — 24" 12%" 10%' — — — 35GX01 
4, pprove 
mgaycescent 1 White Steel Sealed Lead Acid 32° to 104°F 4" 14¥," 16%" 9 40CP83 — — 
4 
1 or 2 White Plastic Sealed Lead Acid 32° to 104°F 22" 21'%6" 10%" 12 40CP82 — — 
LED 1 or 2 White Plastic Sealed Lead Acid 32° to 104°F 13° Br 14" 2 40CP84 — — 
1 or 2 White Plastic Nickel Cadmium 32° to 104°F 1156" 111%" gy," 2 40CP85 — — 
1 or 2 White Plastic Nickel Cadmium 32° to 104°F 116" 111%" 9% 6" 2 40CP86 2 40CP87 
UL 
LED 2 White Plastic Nickel Cadmium 50° to 104°F 26 21° 8" 3.00 489K12 3.00 489K14 
Z White Plastic Nickel Cadmium 50° to 104°F 2/6. 21" BY" 3.00 489K13 — — 
" cempanss (DUALLITE | 
it it < 
LED Exit Signs iP. 
= 120/277VAC 
= 6"H letters with %4" stroke 
= Universal mounting (wall/ceiling/end), except No. 32WU24 No. 32WU14 No. 32WU18 No. 458T10 
Nos. 32WU20 and 32WU22 are flush-mount C a) 
7 = = 


= Snap-in chevrons for direction choice 


Thermoplastic housings are impact- and scratch-resistant, 2 

corrosionproof, and UV-stabilized. Snap-together design &) < > ‘se 

and push-in wire connectors simplify installation. x < wuss 
No. 


Signs with battery backup provide 90 min. emergency illu- 


eee ae 46T225 
- — 
mination and have LED status indicator and test button. No. 32WU23 ” 
RED GREEN 
No. of Housing Battery Operating Item Item 
: Faces Housing Color Material Chemistry Temp. Range D W H Brand Wattage No. Wattage No. 
xit Sign 
UL924 Suitable for Damp Location, NFPA 70 and 101, OSHA 

1 or 2 White Plastic Nickel Cadmium 32 10 122° 2 11°%a" 7 "6a" Hubbell Lighting - Compass 1.78 32WU24 — _— 

2 Black Aluminum Nickel Cadmium oe tO 22°F Re 11°%64" 7%" Hubbell Lighting - Compass 1 32WU29 — — 
1 Black Aluminum Nickel Cadmium 32 10 122°F Pi 11%" 7" Hubbell Lighting - Compass — _ 1 32WU30 

UL 924, NFPA 70 and 101 

Black Plastic — 20° to 30°C 1%" 11%" g" Hubbell Lighting - Dual-Lite 1.42 32WU14 = _— 
1 or 2 White Plastic — 20° to 30°C 1%" 11%!" g" Hubbell Lighting - Dual-Lite 1.42 32WU17 1.36 32WU15 
White Plastic Nickel-Metal Hydride 20° to 30°C 1%" 117%" g" Hubbell Lighting - Dual-Lite 201 32WU18 2.01 32WU16 

UL924, Damp Location, NFPA 101, NFPA 70, OSHA 
Lor2 White Plastic Not Battery Powered 20° to 30°C 2" 11%" 7 Hubbell Lighting - Compass 1.80 458110 1.50 458111 
Exit Sign with Emergency Lights 
UL 924 Suitable for Damp Location, NFPA 70 and 101 OSHA 
or? White Plastic Nickel Cadmium 10° to 40°C 2 18" 7'36a" Hubbell Lighting - Compass 300 32WU22 oe 32WU23 
White Plastic Nickel Cadmium 10° to 40°C 2" 18" 7%" Hubbell Lighting - Compass 4.12 32WU20 3.22 32WU21 
UL 924 Suitable for Damp Location, NFPA 70 and 101, OSHA, CEC T20 
{or2 White Plastic Nickel Cadmium 68° to 86°C =964%e 19%" BY Hubbell Lighting - Compass 3.90 488U41 _— _ 
White Plastic Nickel Cadmium 68° to 86°C 2' 18" /%e Hubbell Lighting - Compass 4.00 488U42 — _ 
UL 924 Suitable for Damp Location, NFPA 70 and 101 
uta or 2 White Plastic Lithium Iron Phosphate 10° to 40°C 2¥" 12" g" Hubbell Lighting - Dual-Lite 1.65 32WU11 = — 
4 
2 White Plastic Lithium Iron Phosphate 20 to 30°C 2¥" 12" g" Hubbell Lighting - Dual-Lite 1.65 461225 1.65 461226 
NFPA 101, UL 924 

1 or 2 White Plastic Lead Calcium 3210 104°F = 33%" 13" 14%" Hubbell Lighting - Dual-Lite — _ 5 16U273 
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LIGHTING Scan. Order. Done. 
Emergency/Exit Signs Details on page Al. 





Signature® 
No. 4PH24 





< f \ | p | gusrcume 
a a) 


a ia ww 








Pon | . , 
sala > * ’ Titan® Exit/ 4 ‘ 
3 = SS Light Combo ’ 
LED Exit Signs — No. 2XLF9 | 
= 120/277V | : 
= 6"H letters with %4" stroke; New York 
Approved have 8"H letters with 1" stroke 
= Universal mounting Capability, except Bocirackor 
No. 2XLF9 is flush mountonly Select Exit/ 

= Knockout chevrons for choice of direction Light Combo 
= Ni-Cd battery (unless noted) — | No. 16U220 . 
CONTRACTOR SELECT SERIES me = —_———— . | 
3-sided housing has snap-fit components ~" 
for easy installation. Push-button test. 
No. 13M596 features high-efficiency LED Operating RED GREEN 

indi No.of Housing Housing Battery Temp. Item Item 
lamp heads and LED indicators. Nos, 16U220 Item Faces Color Material Chemistry Range D W H (Wattage No. Wattage No. 
and 16U221 feature a swiveling emergency  Gontractor Select Series 
light bar and rechargeable battery. OSHA Illumination Standards, NFPA 101, NFPA 70-NEC, UL and UL 924 
QUANTUM® SERIES Emetveray Lights 1072 White = Plastic_-=—Ni-Cad — 1% 12% By | 3 16U220 | 3 16U221 

, , UL 924, NFPA 101, NFPA 70, FCC, OSHA 
Impact-, scratch-, and corrosion-resistant Exit Sign with 1or2 White Plastic. ‘NiCad 10°to40°C 42%" 16° 7% | 3.50 487V40 | 3.50 487V4t 
housing snaps together with no addi- Emergency Lights 1or2 White Plastic Ni-Cad  10°to 40°C 42¥es" 16" 7% | 3.50 487V42 | 3.50 487V43 
TN etahili UL 924, NFPA 101, NFPA 70-NEC®, OSHA 
tional fasteners; UV-stabilized to resist nnn 2 White ‘Plastic. N-Cad — 1% 115%" 7% | 3.80 13M595 | 3.80  13M596 
discoloration. 9 2 White Plastic = = 154’ 1154 7%6 | 3.20 13M593 | 3.80 13M594 
-n: = Quantum Series 
Self-Diagnostic OSHA, NOM Certified, NFPA 101, NEC, UL and UL 924 
Automatically run charging, battery condi- Exit Sign with 2 White Plastic Ni-Cad 50to104°F 2%" 19%" 8" 3 A4ZDAG 3 4ZDA8 
Emergency Lights 2 White Plastic Ni-Cad 50to104°F 2%" 19%" 8 3 4ZDA7 — — 


tion, and AC-to-DC transfer tests for 5 min. UL, 924 NOM Certified, NFPA 101, NEC®, OSHA 


every 30 days, and for 30 min. every 6 Exit Sian 1.08 2___Black Plastic = = the 11%" 75% | 0.62  1THX7 = = 
mo. Continuously monitor AC functional- g 1 or 2 Black Plastic Ni-Cad — 2) 11%" =7%" | 0.71 ~~ +1THX8 — — 
UL, Damp Location, NFPA 101, NEC®, OSHA 


ity. Additional features include low-voltage 1 Black/Silver 


Aluminum = = 2 11%" 8% | 0.60 1VCT8 0.60 1VCU7 
disconnect and brownout protection. With 1 Black/Silver Aluminum _Ni-Cad 50° to 104°F 2" 11%" 8%" | 0.60 1VCU3 0.60 1VCU9 
2-state constant-current charger, multichro- ane white _Alurninum aad Baw igae Fo We ee an Wau a 
: . . . . XIT Ign Ite uminum I-La 0 4 4 : = _ 
matic, multifunction status indicator, and 2 Black/Silver Aluminum Ni-Cad 50°to104°F 2" 1134" +844" | 0.60 1VCU4 | 0.60 1VCV1 
interchangeable faceplate and back cover. 2 Black/Silver Aluminum — — 2°. 11%" 8%" | 0.60 1VCT9 0.60 1VCU8 
LEDs operate in normal (AC) and emergency 2 White Aluminum Ni-Cad 50°to104°F 2" 11%" BY" 0.60 1VCU6 — — 
UL, NFPA 101, NEC®, OSHA 
(DC) modes. {or2 White Plastic ——-‘Ni-Cad = ” 11% 75 | 071 3BA32 | —  — 
® ExitSign 1or2 White Plastic Ni-Cad = 2 1% 7% [| — — 0.71  3BA33 
SIGNATURE SERIES . . tor2 White Plastic — = 2" 11%" 7% | 0.62 3BA31 0.62  1GC97 
Provide uniform illumination. Hinged face- UL 924, NFPA 101, NEC®, OSHA . . 
access. UL, NFPA 101, NEC®, OSHA 
: . 1 Black/Silver Aluminum Ni-Cad 32° to 100°F_ 1%" 11% 7%" | 28 4WT13*| — — 
_ * 
Self-Diagnostic 1 Black/Silver Aluminum = = 13° 113%" 7% | 1.2 4PH24 Se 
Automatically run tests for 5 min. every 30 1 Black/Silver Aluminum Ni-Cad 32° to 100°F_ 1%" 11%" 7%" | 1.3 5IP18 = — 

: ; { White Aluminum = — 1%" 11%" 774 | 1.2  4PH36 = — 
days, and for 30 min. every 6 mo.; manual Exit Sign 1 White Aluminum  Ni-Cad 32°to 100°F 13 119%" 7% | 1.3 STP24 =< 
test switch activates 30-sec. diagnostic 2 Black/Silver Aluminum Ni-Cad 32°to 100°F 1% 11%" 7% | 28 AWTI7*| — — 
testing. With multichromatic, multifunc- 2 Black/Silver Aluminum  Ni-Cad  32°to 100°F 1% 11%" 7% | 13  5TP21 = — 

ss 2 Black/Silver Aluminum — = 1%" 11%" 774 | 1.2  4PH23 = — 
tion status indicator and interchangeable 2 White Aluminum  Ni-Cad 32°to100°F 1% 11% 7% = —  — 17 5TP23 * 
faceplate and back cover. Single-point micro- “UL 924, NFPA 101, NEC®, OSHA, New York Approved 
computer controls all electronic features. Exit Sign 1or2 Black/Silver Aluminum Ni-Cad 32°to100°F 1%" 15%" 10%" 2.3 2XLF8 — — 
‘ j j _ _ yj" Wo" Vy" _ = 
Low-voltage disconnect (LVD) prevents ei tor2 Black/Silver Aluminum 1%" 15%" 10%" | 2.70  2XLF7 
excessive discharge that can permanently OSHA, New York Approved, NFPA 101, NEC, UL and UL 924 
damage the battery. Emergeney Lights 1 White Steel. Lead Calcium 6010 90°F 4y" 14%" 16%" 127 2XLFQ | — 
TITAN® SERIES UL, NFPA 101, NEC®, OSHA 
, ae Tor2 White Steel Ni-Cad = : Ve | = — 3.8  3GA43 

Heavy-gauge, die-formed housing with ExitSign  1or2 White Steel = = 2” 12%" 7% | 3.8  APH13 = = 
impact-resistant color panels is well-suited 1 ae White Steel Ni-Cad 32°to122°F 2" 12%" 7%' | 3.80 4XT48 — — 
to general industrial environments. Fully UL 924, NFPA 101 7 NEC Osi, Hew York Ane oved 5 0 

: sis Exit Sign or ite ee = — 8 8 — — 
assembled 1-face exit includes an extra tor2 White Steel NiCad 32°to 100°F 2" 145%" 10%" | 2.0  2XLF6 — 
faceplate for easy conversion to 2-face. * Self-Diagnostic. 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


LIGHTING 
Emergency/Exit Signs 





® 
Lighting... Global. Intelligent. Sustainable. 


LED Exit Signs 


= 120/277V 

= 6" H letters 

= Provide at least 90 min. 
emergency lighting 

= Universal mounting 





EXIT EXIT 











Maintenance-free LED lights Nor saak27 No; sont =e 
are energy-efficient with up to 
a 10-year expectancy, helping 
reduce costs. Nos. 35GK18, 
35GK20, 35GK22, and 35GK23 ia 
have multifunction capabilities and | 
provide LED performance on both 
sign and lights. Meet UL 924. No. 35GK23 No. 35GK18 
RED GREEN 
No. of Housing Battery Operating Item Item 
Faces Housing Color Material Chemistry Temp. Range D W H Wattage No. Wattage No. 
Exit Sign 
UL 924 
2 White Plastic Nickel Cadmium 0° to 40°C 2 12% BY 1.89 407K34 — — 
UL924, NFPA 101, OSHA 
White Plastic Nickel Cadmium 10° to 40°C 2" 119% aA — — 1.49 35GK26 
(oro White Plastic Nickel Cadmium 10° to 40°C 2" 12% 84" 1.49 35GK27 — — 
White Plastic Sealed Lead Acid 0° to 50°C 15/4" 124" 134 3.2 35GK30 3.8 35GK28 
White Plastic — 0° to 50°C 15/4" 12% 134 3.2 35GK29 — _— 
Exit Sign with Emergency Lights 
UL 924 
2 White Plastic Nickel Cadmium 0° to 40°C 2 12%6' 13 Ve" 4.06 407K32 4.01 407K33 
UL924, NFPA 101 and OSHA 
White Plastic Nickel Cadmium 20° to 30°C 3%" 19%" 8%2" i] 39GK23 3.9 39GK22 
1or2 White Plastic Sealed Lead Acid 20° to 40°C 22 21'6. 10%" 3.2 35GK20 — _— 
White Plastic Nickel Cadmium 20° to 30°C Zz 18" 8/6" 412 35GK18 — — 
eee ® ie, 
|  —— —— 
FLIL H1ASIT. ceM PASS : qk = 
Lighting... Global. Intelligent. Sustainable. = = Pe Seg Prosieees Pe Hubbel Hiern ine fz : a ———s 7, 
L “7d 
LITHONIA 
LIGHTING. 
g g No. 35GK33 No. 46T228 No. 454Y85 
= 120/277V . 7 i 
= 6"H letters; New York Approved have 8"H letters with 1" stroke 
LEDs operate in normal (AC) and emergency (DC) modes. = —— 
Conveniently located test switch and status indicator. Extruded Se 
brushed-aluminum or aluminum/acrylic lamp housing. L 
Nos. 2YGL2, 2YGL3, 461227, 461228, and 2YGL5 have a mirrored : > > 
background. < < 
Great for architectural applications where aesthetics are important, | 
including schools, hospitals, retirement facilities, offices, restaurants, 
theaters, hotels, and retail spaces. pease po; 2xEG porns 
RED GREEN 
No. of Housing Housing Background Battery Operating Item Item 
Faces Mounting Color Material Color Chemistry Temp. Range D W H Wattage No. Wattage No. 
Fulham Firehorse Exit Lighting 
UL924, NFPA 101, OSHA 
1 Universal — Aluminum Clear Sealed Lead Acid 10° to 40°C ye" 1234" 1: 3:2 35GK33 — _ 
Hubbell Lighting - Compass 
UL 924, NFPA 101, NRPA 70, OSHA 
D Recessed Gray Aluminum Silver Nickel Cadmium 20 to 30°C 4" ik 10%6' of 461228 —_— _ 
Universal Gray Aluminum Silver Nickel Cadmium 20 to 30°C CVs 13. 10" owe 461227 _ 
Lithonia Lighting 
UL, Damp Location, UL924, NFPA 101, NEC, OSHA 
{ Universal Clear Plastic Silver Nickel Cadmium 0° to 50°C A6 13 11% 2.8 454Y91 2.8 454Y92 
Universal White Plastic White Nickel Cadmium 0° to 50°C A6 [Ky 17 Ye 2.8 454Y93 20 454Y94 
2 Recessed Clear Plastic Silver Nickel Cadmium 0° to 50°C 15/4" 13: 3 45 454Y85 45 454Y86 
UL 924, NFPA 101, NEC, OSHA, NEW YORK APPROVED 
Recess Gray Aluminum Clear — — 4s" 1048 13%, 3.0 2XLG8 — _— 
{ Recess Gray Aluminum Clear Nickel Cadmium 32° to 100°F 4p" 15% 13%!" 3.0 2XLG9 — _ 
Universal Gray Aluminum Clear Nickel Cadmium 32° to 100°F 194" 15% 13% 3.) 2XLG5 — _ 
Universal Gray Aluminum Clear — — 194" 10" 13%!" 3. 2XLG4 — _ 
Recess Gray Aluminum Clear Nickel Cadmium 32° to 100°F Ay 15 13%" 3.0 2XLH2 — — 
D Universal Gray Aluminum Clear — — 194" 1s: 13%!" 30 2XLG6 — _— 
versal Gray Aluminum Clear Nickel Cadmium 32. to 100°F 194" 158 13%" 3.0 2XLG7 _ _ 
Gray Aluminum Clear — — Ay 15 13%" 3.0 2XLH1 — — 
UL 924, NFPA 101 cam Life Safety Code), NEC, OSHA 
{ Universal Gray Aluminum Clear — — 194" ih 11%" 2.8 2YGK7 2.8 2YGK8 
Universal Gray Aluminum Clear Nickel Cadmium _ 194" 13° 114% 2.8 2YGK9 2.8 2YGL1 
9 Universal Gray Aluminum Clear Nickel Cadmium — 4'%6 13 11%" — — 2.8 2YGL5 
Universal Gray Aluminum Clear — — Ye" 1254" 11%" 2.8 2YGL2 2.8 2YGL3 
LumaPro 
No Standards 
1 Recess _— _— Clear Nickel Cadmium 32° to 100°F 4" 14%" 11%" 3.0 53RH94 3.0 53RH95 
2 Recess — — Mirrored Nickel Cadmium 32° to 100°F 4! 14%6' 11%6' 3.0 53RH96 3.0 53RH97 
UL to UL 924 Standard, NFPA Life Safety Code 101 
1 Universal Gray Aluminum Gray Nickel Cadmium — 19%" Te 9%" 0.4 6CGL3 — _ 
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No. 46T229 


: Z ® 
HUBBELL 0 
= 


DUALLITE]  Zezenomna 
LED Vandal-Resistant 
Wet Location Exit Signs 


No. 454Y90 








= 120/277V No. 46C212 No. 4PH56 
= 6"H letters 
Housings are made to withstand high-abuse environ- 
ments. Thermoplastic faceplate incorporates universal 
directional chevron knockouts that are concealed, yet 
easily removed and replaced. Clear, UV-stable cover 
is secured with 4 Torx® T20 tamperproof screws with RED GREEN 
center pin. Tough enough for prisons, parking garages, oh of neue ng Hapa arene ee ; - H_ | Wattage i Wattage i 
. ae aces olor aterla emistry lemp. hange : : 
schools, and commercial buildings. Hubbell Lighting - Dual-Lite 
UL924 
HUBBELL 1 White Aluminum — -30t050°C =. 33"——- 14%" 10%"| 21 467229 | 1.8 4617230 
= Universal mounting 2 White Aluminum —Ni-Cad = -30 to 50°C 3=— 38%" 14%" 10%") 3.1 = 467237 | — — 
Severe-condition cast aluminum housing is vandal- 1 White Aluminum Ni-Cad -30 to 50°C 3y" 144%" 10%" 3.1 461235 — = 
nas é Lithonia Lightin 
resistant. For indoor/outdoor wet locations. UL, NEMA aX, UD 924, NFPA 101, NEC, OSHA, NEMA Premium 
White Aluminum — 10°to 40°C 4%" =«13%" 8%" | 23 454Y87 | 1.7 454Y89 
® 
LITHONIA LIGHTING Black Aluminum — 10°to 40°C 4%" =«13%" 8%" | 23 454Y88 | 1.7 454Y90 
= Universal mounting, except Nos. 4PH56 1 Black Aluminum _Ni-Cad — 3" 13%" 8%" | 23  5YB73 — — 
and 4PH57 are back-mounted UL, Wet Location, Cold Temp 
2 White Plastic NiCad  -4to122°F = 2%" 12%" 8% | 27 46€213 | 3.4 460214 
Nos. 4PH56 and 5YB73 have a vandal-resistant magnetic 1 White Plastic = -4t0122°F 2%" 12%" 8% | 27 460216 | 3.4 460219 
test switch that maintains the integrity of the housing, Z White Plastic — -4t0122°F 2%" 12%" — 8B" 2.7 460217 3.4  46C218 
: eg ‘ ‘ j j iz = 9 Yn" Yr" Yo" 
while providing a simple means of manual testing. 7 t > et ; oo Ni-Cad 4t0122°F 2%" 12%" 8% 2.7 460212 | 3.4 460215 
Not for use in temperatures below freezing, except , White Aluminum = — 3" 137%" 8%" | 23  4PH57 — — 
Nos. 46C212 to 46C217 are for cold temperatures. White Aluminum __Ni-Cad = 3) 13% 8% | 23 APHOG | = 
ee 
= = = e e 
Self-Luminous Exit Signs isolite 
= No electricity or batteries required lighting. Vibrationproof, spark-free, and 
7 6°H letters with wa" stroke . unaffected by extreme temperatures. Great 
= Universal mounting hardware included for damp, wet, and explosive-atmosphere 
= Vandal-resistant signs must environments. 
be surface mounted Vandal-Resistant Signs Nos. 2TUG5, 2VDE8, 
= Directional chevrons 2TUG6, and 2VDE9 have cast aluminum 
Maintenance-free signs have no lamps or frame with ¥@" unbreakable polycarbonate 
batteries to replace and do not require a face. Designed for high-abuse and high- 


light source. Phosphor-coated, tritium-filled traffic applications. UL Listed. Meet UL 924 
glass tubes provide worry-free emergency and NFPA 101 standard. 





GREEN RED 
No. of Item Item 
No. 10 Faces E ,jlousing Material D W H No. No. 
yt. Life Expectancy 
2VDE8 Plastic T 14" VA 2TUEG 2VDD9 
1 Aluminum 1," 123%" BY," 2TUG1 2VDE4 
Aluminum 17%" 1634" 12%" 2TUG5 2VDE8 
9 Aluminum 24" 123%" BY" 2TUG3 2VDE6 
Plastic 22" 14" BY." 2TUE8 2VDE2 
20 yr. Life Expectancy 
Aluminum 1%" 123%" BY" 2TUG2 2VDE5 
1 Plastic 1" 14" 82" 2TUE7 2VDE1 
Aluminum 17%" 1634" 12%" 2TUG6 2VDE9 
D Plastic 22" 14" BY." 2TUES 2VDE3 
Aluminum 24" 123%" BY," 2TUG4 2VDE7 










LED Exit Sign Retrofit Kits, 
Chicago/New York City-Approved 


= Replace existing fluorescent and Long-lasting LEDs use only 4.5W of power and are 
incandescent exit sign lamps in __ eligible for utility rebates. They help reduce labor and 








x sin 
+ | 

| 

| 

| 

| 


= 1 


ECH, INC. 








No. 6ZCKO edge-lit and box-style exit signs — replacement bulb costs, with a 12 to 18 month typical 
= Meets both City of Chicago payback. Install easily in about 8 min. Internal Driver 
and New York City Standards model is 1"H; External Driver model is %s"H for signs 
= 5-yr. warranty with a small lip. UL 924 approved for most exit signs. 
POWER SUPPLY 
Internal External 
No. 6ZCK1 Item Item 
For Use With Voltage LED Color No. No. 
Exit Sign without Battery Back-Up 120/277 White 6ZCKO 6ZCK1 
Exit Sign with Battery Back-Up 120/277 White 460K94 — 
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GRAINGER CHOICE” _ LIGHTING 
Find the Ww. Find Solutions. Find Great Prices. Emergency Lighting Accessories & Down Lights 





Replacement Batteries Note: Additional batteries are available on Grainger.com®. “me 7 (Lo 
Mfr. 7 





| A7WVO 
Terminal HUBBELL) 
: ; oz HUBBELL 
Voltage Capacity _Type D W eH For Use With Model 2 (alg LITHONIA Ce 
2.4 300mAh JST Ae" 1%" 1%e" 6CGL5 48H468 _ 48H468 Cooper Lighting 
3.6 300mAh JST 1%" 1H" 1/6" 6CGL6 48H467  48H467 
4g _300mAh JST Tyg" THe" 194" 6CGL3, 6CGL4 48H465  48H465 by E-T-N 
‘S  —650mAh JST TH" 1%" 136" 6CGLY,6CGNO,6CGN5.6CGN6 6CGN7,6CGN8 48H466  48H466 
: 45Ah 0.187" Male Tab 234" 1%" 4%" 6CGL2.6CGN1 6CGN2, 6CGN3,6CGN4 48H470  48H470 
is 12a Male Tab 2 56" 374" 6CGL1 48H471_ 48H471 
ithonia Lighting 
Mfr. No. LOM S 3 R 120/277 EL N M6, LOM 
{mAh  Tyco(AMP) -%" 3a" 154" S W 3G 120/277 ELNSD, LQMSW3RELN ELB 1P201N2 2PFV7 
120/277M6, LQM S W 3G ELN 120/277M6 No. 
1.2Ah Plug Tr TH" Mfr. No. LOC 1RELNto LOCW2RELN ELB 1P201NB 2XLD7 48H466 
Mir. No. LXS W3 G 120/277 ELN, LES W1 R 120/277 
SE Seay ae ey eae \ 
— 77 
1000mAh = AMP yw NW S1R 120/277 ELN, LES2R 120/277 ELN, LESW1 ELB 1P201N 4WT20 ae 
R 120/277 EL N, LES W2R 120/277 ELN, LOMS W3 f a es 
R ELN 120/277M6, LOM S W3R 120/277 ELNSD { BS SER 
Manufactured Before 1998 Mfr. No. LX S W 3 G 120/277 


EL N, LQM S W3 R 120/277 ELNSD, LE 
1000mAh CapandBase ‘Ye’ 94’ 196" EL NSD, LE S 2 R 120/277 ELN SD, LES W 2 R 120/277 FLB1201N 2XLD5 No. 4WT20 





ELN SD, LES W1 R 120/277 ELN SD, LXW3RELN, 
LES 1R 120/277 ELN, LES 2R 120/277 ELN, LES 
W1R 120/277 ELN. LES W2R 120/277 EL N S «il 
O4An Slip On 3%" 6 6 Mfr. No. IND12100 ELB 12248 2XLD6 
12 98Ah Threaded 514" 734" 6%" Mfr. No. ELT125 FLB 1228  4PG82 <= 
75Ah Threaded 92142" 6146" 107/52" Mfr. No. ELT275 FLB 1255 4PG70 Sg 
94 1000mAh AMP The’ 134" 194" Mfr. No. LVS W1R 120/277 EL N, LVS 1 R 120/277 ELN UM 4X ELB 2P401N 4WT21 Ee No. 2XLD5 
36 900mAh Plug 6" 1x" 15% Mfr. No. EU2LED FLBBO01 38GT89 
PEON HELL 
j Tf" ‘ Vo" y , 77 y 
4.0Ah slipOn 14" 2K" 4% R 120/277 EL. QMS W3R 120/277 EL, ELM, ELM2, ELB 06042 4PH44 
Re By HOM S WS RHO MA. ECR ME 
6 , ' i r. No 
6.5An Slip On a 12 6 120/277, HOM'S W 3 G 120/277, IND618, IND1236 ELB 0607 = 4PG76 
10Ah Slip On 1s" 5 He" B16" Mfr. No. ELM4, IND654. IND1254 ELB 0610  4PG87 
12Ah Slip On We oe 3'Ve Quantum Emergency, Indura and Indura 4X Units ELB 0612A 2PFW1 
14Ah Recessed Tabs 234" 44" 515" Mfr. No. ELU3X, ELT36. ELT50 ELB 0614  4PH12 
72 14Ah AMP Th 5" 17% Mfr. No. LV SWR 120/277 ELN UM ELBO701N  4PH22 
Hubbell rigid - Dual-Lite wae 
12. 72Ah Flag Terminal 2%« 6° 4" LIM36-12V/LM40-12V 0120803  16U266 carrer ait 
48 600mAh Amp Connector "1%" 2 LXURWEI-FX 012089401 24D679 g. 
‘ 45Ah = 12%" D5V6q" Ato" EZ-2 EZ-2-V. HCX Series 0120255  3WAK1 
7.2Ah Flag Terminal 12s" 6" 4 LIM16 Series, EZ-2D, EZ-21 0120824 16265 
8.4 2.0Anh Amp Connector 1%" 7%" 2% PG Series Light 93011385  16U264 
Cooper Lighting 
G 7.0Ah Spade 1%" 6" 398 CC4. XR 02645SP  16U393 No. 4PH44 No. 3WAK1 


LED Tape and Rope Lights “me TAPE LIGHTS ROPE LIGHTS 


120V 1-sided lights have = Outdoor rated 
an adhesive backing. _ Include installation clips and 


= Rated avg. life: 35,000 hr. Conform to and stick — screws. 150-ft. lights also 
Low-profile flexible accent lighting uses 80% to 90% less energy compared to tg most surfaces, even include additional power 


incandescents. Excellent for general indirect illumination, as well as in under- uneven surfaces. connectors for field cutting. 
cabinet, cove lighting, and entertainment center applications. Dimmable. 








WARM 
sia a BLUE GREEN RED YELLOW WHITE WHITE (3000K) 
Item Item Item Item Item Item 
L W 4H _ #Watts i Watts No. Watts No. Watts No. Watts No. Watts No. Watts No. 
LED Rope Lights : 
6ft. %" %"| 24 30F521 6  30F518 6 30F517 |— — == 6  30F519 6  30F520 Rope Light 
wt “vw wy) — — — — — — 7.2 30F516 — — 18 30F514 18 30F515 No. 30F523 
150 ft. ¥° %' | 70.5 38NH62 — — 115.5 38NH64 | 70.5 38NH65 — — 115.5 38NH66 {| 115.5 38NH67 * 
150 ft. Y%" Y%" | 70.5 38NH55 115.5 38NH56 115.5 38NH5/7 = 70.5 38NH58 = 70.5 38NH59 (115.5 38NH60 t 115.5 38NH61 * 
0f, we wr — — — — — — — — — — 150 30F523 — — 
BLUE GREEN RED 
Item Item Item Item 
L W H_ | Watts No. Watts No. Watts No. Item For Use With No. 
LED Tape Lights Rope Light Accessories _ . 
6 ft. Ys Yo" 4.4 30F531 4.4 30F530 44 30F534 Power Cord 30F523-30F524 30F535 = ee — 
12ft Yo" 8.8 30F526 — — 8.8 30F529 — — 


* 2700K color temp. f 6400K color temp. (daylight). 


Nominal ENERGY 
Aperture Color STAR Item 
Size Watts Voltage Lumens Temp. Replaces Rated No. : 
Airtight New Construction ~ 
i 120 600 3000K 65W Incandescent Yes 45AX69 = 
4" 12 120 600 2/00K 65W Incandescent Yes 45AY99 


13 120-277 600 4100K 65W Incandescent Yes 45AY12 
16 120 900 3500K 75W Incandescent Yes 45AX62 








18120 9003000 to 2000K 75W Incandescent Yes 45AX68 No. 45AY47 
6" 13 120-277 600 2/00K 65W Incandescent Yes 45AY47 
13 120-277 600 3900K 65W Incandescent Yes 45AY76 
Airtight Remodel 
4" 12 120 600 3500K 65W Incandescent Yes 45AY81 
a i 120 600 4100K 65W Incandescent Yes 45AY93 FI ° 
11.3 120-277 900 4100K 7OW Incandescent Yes 45AX94 JUNO —wal , 
g' 13 120-277 600 2/00K 65W Incandescent _—‘Yes ASAX87 A 
16 120 900 4100K 7oW Incandescent Yes 45AX89 = = J ) 
17 120-277 900 3500K 75W/incandescent Yes 45AY72 LED Downlights M h . 
Fits — s o - oO. 
4" Housin 5" Housin 6" Housin ' 7 45DL59 
Item Item : Item : and Trim 
Reflector or Baffle Col Trim Col No. N No. by eee ; : , 
nacescuiindien tight Tan rim Color °: = Rated avg. life: Provide significant energy cost savings and high-quality 
Aluminum Reflector White 45DL91 45DL95 45DL99 50,000 hr. light when installed as direct replacements for incandescent 
Black Baffle White 45DL49 45DL53 45DL57 90 CRI d CEL downliahts. With IC-rated insulat kb 
Haze Aluminum Reflector White 45DL52 45DL56 45DL60 a an ownrignts. with IU-rated insulation and v-DOXx 
White Baffle White 45DL50 45DL54 45DL58 = Dimmable connectability. UL and C-UL Listed. 
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LIGHTING 
Track & Recessed 


Scan. Order. Done. 
Details on page A1. 








3 






Nom. Color Socket Item 
Size Watts Voltage Lumens Temp. CRI Rated Life ENERGY STAR Rated Dimmable Type No. 
so es Tamigatiog” RS6 Downlight 
umination ownll 
SSYF41 45AZ26 { 4" 10 ~—«120 700 2700K 80 35,000 hr. = Yes. £26 3oYF41 
Lumination™ LRX 
13 120to 277 1000 3000K 82 50,000hr. ENERGY STAR® Certified Yes —~ 52WX60 
13 120 to 277 1000 3500K 82 50,000hr. ENERGY STAR® Certified Yes — ~~ 52WX61 
_ g: 13 120 to 277 1000 4000K 82 50,000 hr. ENERGY STAR® Certified Yes —~_52WX62 
22 1200277 1800 3000K 82 50,000hr. ENERGY STAR® Certified Yes —__52WX63 
No. » 22 120to 2/77 1800 3500K 82 50,000hr. ENERGY STAR® Certified Yes —__52Wx64 
53FN80 22 120to 2/77 1800 4000K 82 50,000hr. ENERGY STAR® Certified Yes —__52WX65 
13 120to 277 1000 3000K 82 50,000hr. ENERGY STAR® Certified Yes —__52WX66 
13 120to 277 1000 3500K 82 50,000hr. ENERGY STAR® Certified Yes —__52WX67 
13 120to 277 1000 4000K 82 50,000hr. ENERGY STAR® Certified Yes — __52WX68 
gi 19.5" 120/277 1800 3000K 82 50,000 hr. ENERGY STAR® Certified Yes —__ 48TK69 
‘ * 22 120 to 277 1800 4000K 82 50,000hr. ENERGY STAR® Certified Yes —~ 52WX69 
JUNO ° 36 120/277 3000 3000K 82 50,000 hr. ENERGY STAR® Certified Yes —~ 48TK75 
0 36 120/277 3000 3500K 82 50,000 hr. ENERGY STAR® Certified Yes —~ A48TK76 
36 120/277 3000 4000K 82 50,000hr. ENERGY STAR® Certified Yes —_ A48TK77 
A A 7 A eT eee 3000K 80 35,000h vi E26 35YF42 
r. _— es 
Recessed Lighting LED Retrofit Kits Juno Lighting Group - Juno Recessed 
Can be installed as direct reol is f istina i d t Retrofit LED Basics Series™ _ 
an be Instaved as direct replacements for existing incandescent, 4 10 120 650 2700K 90 36,000 hr. ENERGY STAR® Certified Yes E26 45AZ26 
spiral CFL, and halogen recessed cans to provide significant energy 10-120 650 3000K_90 36,000 hr. ENERGY STAR® Certified Yes E26 45AZ46 
cay 5 10 120 717 2700K_ 90 36,000 hr. ENERGY STAR® Certified Yes E26 45AZ29 
See {0190600 —3000K 90 36,000 ht.ENERGY STAR® Certified Ves E26 aBAZ57 
. ae . i ertifie es 
GE Lighting—Include pigtail base attachment. UL and C-UL Listed, “ 10120 700 2700K 90 36,000hr. ENERGYSTAR® Certified Yes £26 45AZ69 
] ] armvim 
suitable for damp locations. vovapegl2 120 600. 3000K “90 _50,000"hr. ENERGY STAR® Certified —Yes_—E2645AZ53 
F : ' umarro 
Juno®—Include LED light engine, baffle/trim, socket adapter, and 4 10 120 720  4100K 81 35,000 hr. ENERGY STAR® Certified Yes E26 49WJ32 
quick connectors. All are UL and C-UL Listed. 10-120 720  2700K 80 35,000hr. ENERGYSTAR® Certified Yes £26 53FN79 
5° 120 880 2700K 81 35,000hr. ENERGY STAR® Certified Yes £26 49WJ33 
LumaPro®—Suitable for damp locations. ik 120 880 3000K 90 35,000hr. ENERGY STAR® Certified Yes E26 53FN80 
BLACK WHITE 
Max. Suggested Mfr. Item Mfr. Item 
Shape Wattage Lamp Type Dia. L Model No. Model No. 
12VAC Track Lights 
Cylinder 50 MR16 2%" 3%" | R702BL 45DM34 R702 WH  45DM36 
Gimbaled 50 MR16 2° 2" | R731 BL 45DM37 R731 WH  45DM40 
120VAC Track Lights 
Gimbaled 50 PAR20, R20 3%" 5" (R501 BLBBL 45DL81 (R501 WHBWH 45DL85 
No. 45DM37 Auinder 50 PAR20, R20 3%" 47h" — - R521 WHB WH 45DL99 
y 75 BR30, PAR30L 4¥" 6" ‘(R502 BLBBL 45DL86 (R502 WHB WH 45DL89 
75 BR30, PAR30L 4¥' 61" — — R522 WHB WH 45DM01 
50 PAR20 3%" 3%" | R551BL 45DM18 R551 WH  45DM21 
Flare 50,75 _ PAR20, PAR30 2%" 2%" | R541BL 45DM30* | R541WH 45DM31 * 
P 75 PAR30 47%’ 43%" | R552BL 45DM22 R552 WH  45DM25 
JUNO 120 PAR38 6" 5%" | R550BL 45DM14 R550 WH  45DM17 
Gimbaled 50 GU10,MR16,PAR16 2%" 2%" | R711BL 45DNO07 R711 WH  45DNO06 
} BLACK WHITE 
Track Li hts Flare ; (in. me Hah ae be 
No. 45DM18 em in. ode 0. ode 0. 
g ari BLATT ¢ AY, R21 BL 45DN11 R21 WH _45DN13 
a Fi j ° j ° j nd Feed Connector and J-Box Cover 4 
Fixtures adjust 90° vertical, 358 horizontally Straight Connector _— R23BL  45DN17 R23 WH  45DN19 
She As enna Floating Electric Peet ye 1 R09 BL aBDN29—| R29 WH 45DN31 
ht : ‘ oe ' oating Electric Fee 2 
Track lighting comes in a variety of styles, finishes, and other options Coot Faad Power Connaclor 3 R34 BL A5DNG? R34 WH 45DN34 
so that you can find the lighting solutions that you need for your Power Feed Connector 3% 238 Bl 45DN41 B38 Wit 45DN43 
: ' ' F F utlet Box Adapter = 
particular application. Use for display, task, accent, or architectural Track Section P 137% | RAFT BL ASDN57 R 4ET WH 45DN60 
lighting in homes, offices, retail environments, hotels and restaurants, Track Section ‘ ; 91% | R8FTBL  45DN65 R8FT WH  45DN68 
i iliti ttachment Clip Attach Track to %6° Drop Tile Ceilings R3/916 =©45DN38 R3/916 45DN38 
commercial facilities, and more. tachment Clip Attach Track to ie" Flush Tile Cellings R37F  45DN40 R37F  45DN40 
Note: Additional fixtures and accessories are available on Grainger.com®. * Max. wattage is 50W for PAR20 and 75W for PAR30. 
( LED Track Heads diene 
LIGHTOLIER 


= Dimming: Trailing edge (ELV) 






= No. 45LW21 =» ENERGY STAR® Rated 
! > Precision optics, interchangeable reflectors, and precise beam patterns help you 
"f = > use light to bring out the best qualities in your merchandise, displays, and more. 
\ . = + CorePro LED—Get CBCP performance equivalent to that of most 50 W 
Sua ara . MR16 halogen luminaires, while consuming 82 % less energy. Units feature 


a completely integrated driver, thermal management, and unitized optics. The 
sleek aesthetics and uniform beam help make it an easy choice for a variety of 
retail, residential, and hospitality accent lighting applications. 


Alcyon LED—Compatible with all Monopoint, Multipoint, recessed track, 
suspension track, Suspension stems, and sloped ceiling adapters, as well as 
Basic, Advent and Radius track systems. Ceiling and horizontal or vertical wall 
mounted 








Mfr. Item 
Item Beam Angle L Model No. 
For Use With LED Track Head 

Beam Color LED Flood Reflector 36° 2'6- LLAV11RF 45LW23 
Shape Angle Watts Temp. CRI Lumens’ H W L No. No. LED Flood Reflector 36° 4'"6 LLAV12RF 45LW30 
CorePro LED Track Lighting Head LED Narrow Flood Reflector 24° 2's. LLAV11RNF 45LW24 
Gimbaled 23° 9 3000K_ _80 900 2%6 2% 7 | 45LW19 45LW18 LED Narrow Flood Reflector 24° 4'"6. LLAVI2RNF —_ 45LW29 
o- 9 3000K _-80 900 2%6 2% 7 | 45LW17 45LW20 LED Narrow Spot Reflector 10° 2'%6- LLAVI7RNS —_ 45LW25 
Alcyon LED Vertical Track Lighting Head LED Narrow Spot Reflector 10° 4". LLAVi2RNS 45LW28 
Gimbaled D9 _3000K_ 8 1000 5% 3% 6%e _ 45LW21 LED Spot Reflector 18° 2'%6- LLAV11RS 45LW26 
28  _3000K_ 380 _2000 fo” 8%] — 45LW22 LED Spot Reflector 18° 4'"6. LLAV12RS 45LW27 
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LIGHTING 
Flat Panel 








No. 22N961 





No. 420V80 


CAGSBELL) 


S Flat Panel 


Fixtures 


= Integral LED driver 


Edge-lit panels provide soft, glare- 
free lighting that is ideal in a variety 
of public spaces, including retail, 
schools, and offices. Designed to fit 
easily into drop ceilings. 


GE LIGHTING® 


Lumination™ fixtures give off minimal 
glare, to help enhance productivity. 
9-yr. warranty. 


LITHONIA 
LIGHTING. 


Lumination™ LET—Ultrathin 
fixtures blend in with the ceiling 
pattern, making them an excellent 
choice for public spaces. Designed 
to fit in narrow ceiling plenums. 
Compliant with the materials restric- 
tion requirements of RoHS. 


HUBBELL 


Fixtures can be recessed, surface, or 
cable mounted and are suitable for 
use in damp locations. 


LITHONIA 


Fixtures have integral T-bar clips that 
allow installation into 6" T-grid ceil- 
ings, and a low profile for flexibility in 
restricted plenium spaces. 


LUMAPRO® 


Fixtures are compatible with building 
controls, motion sensors, timers, and 
daylight harvesting systems. 


PHILIPS DAY-BRITE 


Designed to provide smooth lighting 
gradient on the lens surface and 
ease of installation. Ideal for general 
lighting applications such as open 
office, schools, healthcare, and retail. 


PILA 


Provides a uniformly lit lens for a 
clean aesthetic appeal, and even 
distribution of light to the space to 
minimize the number of light points 
needed. 
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No. 436P11 _aaill 
No. 53DK24 
PHILIPS 
No. 53XH73 
Prd pay-Brite (||lLA 
Max. 
Nominal Fixture Fixture Lumens Color 
Size Wattage Voltage Per Watt Lumens Index 
GE Lighting 
Lumination™ LET Series 
+f x4 tt 47.0 120 to 277 1125 4200 90.0 
‘47.0 120 to 277 113.5 4200 90.0 
42.0 120 to 277 109.6 4000 90.0 
Ot xo Tt 42.0 120 to 277 109.6 4000 90.0 
"42.0 120 to 277 106.6 4000 90.0 
42.0 120 to 277 109.6 4000 90.0 
34.0 120 to 277 124.0 4200 90.0 
oft x Aft 34.5 120 to 277 124.0 4200 90.0 
‘47.0 120 to 277 113.5 4200 90.0 
47.0 120 to 277 ee 4200 90.0 
Hubbell Lighting - Columbia 
CFP Series 
(eae 50.0 100 to 277 117.0 to 125.0 5500 80.0 
‘50.0 100to277 117.0,121.0,125.0 5500, 4100,3400 80.0 
Ot xo Tt 40.0 100 to 277 108.0 to 115.0 4000 80.0 
‘40.0 100to277 115.0, 113.0,108.0 4000, 3300,2800 80.0 
50.0 100 to 277 122.0 to 128.0 5500 80.0 
ot x4 tt 50.0 100to 277 128.0, 125.0,122.0 5500,4100,3400 80.0 
" 56.0 100 to 277 132.0 7500 80.0 
56.0 100 to 277 133.0 7500 80.0 
Lithonia Lighting 
CPANL Series 
1ft.x4 ft. 39.0 120 to 277 118.0 4400 80.0 
2ft.x2ft. 39.0 120to 277 118.0 4400 80.0 
2ft.x4ft. 52.0 120to 277 119.0 6000 80.0 
EPANL Series 
31.0 120 to 277 127.0 3922 80.0 
1ftx4tt 31.0 120 to 277 127.0 3857 80.0 
"38.5 120 to 277 114.0 4397 80.0 
38.6 120 to 277 101.0 3905 80.0 
26.0 120 to 277 129.0 Boor 80.0 
Ot xo Tt 26.0 120 to 277 130.0 3361 80.0 
* 31.0 120 to 277 113.0 3479 80.0 
32.0 120 to 277 105.0 3285 80.0 
31.0 120 to 277 130.0 3953 80.0 
ot x4 tt 31.0 120 to 277 131.0 4013 80.0 
* 39.0 120 to 277 104.0 4039 80.0 
39.0 120 to 277 112.0 4351 80.0 
LumaPro 
30.0 120 to 277 118.0 3600 80.0 
ot x ott 30.0 120 to 277 120.0 3680 80.0 
* 95.0 120 to 277 127.0 4440 80.0 
35.0 120 to 277 127.0 4550 80.0 
40.0 120 to 277 118.0 4440 80.0 
Ott x4 Tt 40.0 120 to 2/7 121.0 4640 80.0 
‘48.0 120 to 277 129.0 5700 80.0 
48.0 120 to 277 130.0 5810 80.0 
Philips Day-Brite 
FXP Series 
9 ft x2 Tt 32.0 120 to 277 113.0 3800 80.0 
"32.0 120 to 277 115.0 3800 80.0 
oft XA Tt 38.0 120 to 277 112.0 4200 80.0 
‘38.0 120 to 277 110.0 4200 80.0 
Pila 
BP Series 
5 ft x2 ft 38.0 100 to 277 79.0 3000 80.0 
' 38.0 100 to 277 79.0 3000 80.0 
Ott x 4 ft 48.0 100 to 277 100.0 4800 80.0 
‘" 48.0 100 to 277 100.0 4800 80.0 





No. 48TK47 


No. 55MR35 
No. 488U47 

Color Fixture 
Temp. Dimmable Rated Life 
3500K Yes 50,000 hr. 
4000K Yes 50,000 hr. 
3500K Yes 50,000 hr. 
4000K Yes 50,000 hr. 
4000K Yes 50,000 hr. 
3500K Yes 50,000 hr. 
4100K Yes 50,000 hr. 
3000K Yes 50,000 hr. 
4000K Yes 50,000 hr. 
3500K Yes 50,000 hr. 
4000K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
4000K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
4000K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
4000K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
4000K Yes 60,000 hr. 
4000K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
4000K Yes 60,000 hr. 
4000K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
4000K Yes 60,000 hr. 
3500K Yes 60,000 hr. 
4000K Yes 60,000 hr. 
3500K Yes 50,000 hr. 
3500K Yes 50,000 hr. 
3500K Yes 50,000 hr. 
4100K Yes 50,000 hr. 
3500K Yes 50,000 hr. 
4100K Yes 50,000 hr. 
3500K Yes 50,000 hr. 
4100K Yes 50,000 hr. 
3500K Yes 62,000 hr. 
4000K — — 
3500K Yes 85,000 hr. 
4000K — — 
3500K Yes 50,000 hr. 
4000K Yes 50,000 hr. 
3500K Yes 50,000 hr. 
4000K Yes 50,000 hr. 


No. 420V76 


Emergency 
Back Up 
Battery 


No 
No 
No 
No 
Yes 
Yes 
No 
No 
No 
No 


H 


22" 
2y2" 
A 
22" 
22" 
Ae 
2 Ya" 
22" 
22" 
22" 


15%" 
15%" 
15%" 
1%" 
156" 
15%" 
196" 
1%" 


14" 
1" 
14" 


26° 
26 
26 
26° 
26° 
26° 
26 
26" 
26 
26" 
26° 
26" 


24 
24" 
ALS 
2Y4 
24 
24 
24 
24" 


16° 
1/6 
1/6 
11/6 


13%2" 


Item 
No. 


22N964 
22N965 
22N963 
22N961 
48TK45 
48TK46 
436P11 
436P12 
48TK47 
48TK48 


96DZ72 
06FH43 
96DZ73 
06FH44 
96DZ74 
S6FH45 
36FH46 
36FH47 


04XM22 
04XM23 
04XM24 


420V73 
420V75 
420V74 
420V72 
420V77 
420V79 
420V78 
420V76 
420V81 
420V83 
420V80 
420V82 


93XH70 
03DK24 
93XH71 
03XH72 
93XH73 
03XH74 
93XH75 
93XH76 


310728 
310729 
310T30 
310731 


SUMR35 
dUMR36 
SUMR37 
SUMR38 
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LIGHTING 


Troffers 


Scan. Order. Done. 
Details on page A1. 





“> Oh preg: * : 
_— ‘ y= HUBBELL 
ee). seas Pro PHILIPS 
LED Troffer Retrofit Kits 
GE—Upgrade your existing linear fluorescent fixtures to installations. UL and C-UL Classified for use in recessed 
No. 53XY15 high-efficiency LED and reduce both energy usage and fluorescent light fixtures. 
maintenance costs. Drivers and internal components canbe _ = Rated life: 50,000 hr. 
easily accessed via a drop down door. Suitable for general = Ambient temp. range: 0° to 104°F 
lighting applications in dry environments = LED 0-10V dimming 
A " pate ws 50,000 hr. -0° to 104°F LumaPro®—For use with existing recessed troffer fixtures. 
~ Cae Kits include light engine with heat sink, driver, and mounting 
y = LED 0-10V dimming i ardanie 
y Hubbell—GORK Series Retrofit Kits provide alow-cost LED = Rated life: 50,000 hr. 
x oe retrofit for 2-ft. x 2-ft. or 2-ft. x 4-ft. prismatic fluorescent = Ambient temp. range: -14° to 120°F 
vets ae secre 5 minutes. Kit includes Philips EvoKit—Designed to replace any 2-ft. x 2-ft. or 
: : i a - 60 a stn 2-ft. x 4-ft. fluorescent configuration providing the appear- 
i Ans i a . 20° to 25°C ance of a new fixture with the energy saving performance of 
om cn a acu aiant 0 LED. Dimmable volumetric-type troffer enables compliance 
= : i a with ASHRAE and 124. 
Lithonia Lighting—Series relights renovate installed = Rated life: 70,000 hr. 
_ recessed fluorescent systems to improve energy efficiency. = Ambient temp. range: 0° to 95°F 
An impact-modified clear acrylic diffuser provides shield- = LED 0 to 10V dimming 
No. 454Z96 be ing and wide light distribution. Suitable for damp location 
Color Temperature 
Max. 3500K 4000K 5000K 
Fixture Color Lumens Item Lumens Item Lumens Item 
Nominal Size Wattage Voltage Index Dimmable H Lumens _ Per Watt No. Lumens _ Per Watt No. Lumens _ Per Watt No. 


GE Lightin 
Lumination™ LVR Series 


2 ft. x 2 Tt 120/277 80.0 Yes ove 2000 105.0 48TK59 2000 105.0 48TK60 — — — 
2 ft. x 4 ft. 120/277 80.0 Yes 2" 4000 101.0 48TK61 4000 101.0 48TK62 — — — 
Lumination™ RUL Series 
2t. x2 i. 120/277 80.0 Yes 129%" 3600 112.0 406F19 3600 118.0 406F20 3600 124.0 406F21 
2 ft. x 4 ft. 42.0 120/277 80.0 Yes 12%" 4200 120.0 406F22 4500 124.0 406F23 4500 131.9 406F24 
Hubbell Lighting - Columbia 
CTK Series 
oft xo Tt 25.0 120to2// 80.0 Yes 21332" — — — 3300 126.0 56FH51 — — — 
32.0  120to2// 80.0 Yes 2'3¥30" — — — 4400 128.0 56FH52 — — — 
ot XA tt 28.0 120to2// 80.0 Yes 21330" — — — 3500 127.0 56FH53 — — — 
35.0  120to2// 80.0 Yes 21332" — — — 4000 129.0 56FH54 — — — 
GORK Series 
18.0 120to2// 80.0 Yes — 1900 106.0 53XY15 1900 106.0 53XY19 — — — 
2 ft. X 2 tk 240 120to2// 80.0 Yes — 2480 105.0 53XY16 2500 106.0 53XY20 — — — 
31.0 120to2//7 80.0 Yes — 3360 108.0 53XY17 3400 109.0 53XY21 — — — 
31.0 120to2//7 80.0 Yes — 3880 127.0 53XY23 3900 129.0 53XY26 — — — 
2 ft. x 4 ft. 34.0 120to2//7 80.0 Yes — 4300 127.0 53XY24 4300 127.0 53XY27 — — — 
38.0  120to2// 380.0 Yes — 4700 123.0 53XY25 4800 125.0 53XY28 — — — 
SLK Series 
21. xX 2 Tt. 29.0 120/277 83.0 Yes 3%" — — — 3400 120.0 488U91 — 
ot XA Tt 32.0 120to2// 83.0 Yes 34%" 5600 127.0 56FH68 — — — — — _— 
39.0 120/277 83.0 Yes 3%" — — — 5000 128.0 488U92 — — — 
Lithonia Lightin 
2BLTR Series LED Relight Series 
148 120to2// 80.0 Yes 334" 1888 127.6 53KC66 1918 129.6 53KC71 — — — 
22.6 120to2// 80.0 Yes 33%" 2889 1278 53KC6/7 2935 129.9 53KC72 — — — 
1 ft. x 4 ft. 32.5 120to2//7 80.0 Yes 33%" 4072 125.3 53KC68 4138 127.3 53KC73 — — — 
38./.  120to2//7 = 80.0 Yes 33%" 4839 125.0 53KC69 4916 127.0 53KC74 — — — 
48.3 120to2// 80.0 Yes 35/4" 5977 123.7 53KC70 6072 125.7 53KC75 — — — 
153 120to2// 80.0 Yes 3 1951 127.5 53KC60 — — — — — _ 
9 ft. x2 ft 156 120to2// 80.0 Yes 2 — — — 2084 133.6 53KC63 — — — 
25.9 120to2// 80.0 Yes 3 3351 129.4 53KC61 3404 131.4 53KC64 — — — 
31.1 120 to 2// ‘80.0 Yes 2. 4038 129.8 53KC62 4102 1319 53KC65 — — — 
22. 120to2// ~~ 80.0 Yes 3 2932 129.2 53KC50 2979 131.2 53KC55 — — — 
34.0 120to2// 80.0 Yes 2 3945 116.0 53KC51 4023 130.0 53KC56 — — — 
2 ft. x4 ft 37.6 120to2// 80.0 Yes 3 — — — 4989 132.7 53KC57 — — — 
45.0 120to2// 80.0 Yes a 5121 114.0 53KC52 — — — — — — 
46.4 120to2// 80.0 Yes 3 5956 128.4 53KC53 6051 130.4 53KC58 — — — 
58./ 120to2// 80.0 Yes 3 rave: 122.2 53KC54 128/ 124.1 53KC59 — — — 
2GTL Series LED Relight Series 
oft xo Tt 19.7 120to2/7/ 82.0 Yes 394" 1944 99.0 39LM28 1990 101.0 35LM29 — — — 
2/8  120to2// 82.0 Yes 3/4" 2541 91.0 39LM30 2603 94.0 35LM31 — — — 
ot x4 tt 38.5 120to2// 82.0 Yes 334" — — — 4402 114.0 35LM25 — — — 
38.6  120to2// 82.0 Yes 34" 4278 111.0 35LM24 — — — — — — 
VT Series Volumetric LED Troffer Series 
20.0 20to2// ~=— 82.0 Yes 33%" 1931 99.0 46F517 — — — — — — 
2 ft. x 2 ft. 35.0 120to2// 82.0 Yes 33%" 3300 96.0 46F516 3300 98.0 46F519 — — — 
35.0  120to2// 82.0 Yes 33/4" — — — 3300 98.0 46F521 — — — 
7 ft XA Tt 470 120to2// = 82.0 Yes 334" 4800 105.0 46F515 4800 107.0 46F520 — — — 
. " 470 120to2//7 82.0 Yes 33%" 4800 105.0 46F514 4800 107.0 46F518 — — — 
umaPro 
1 ft. x 4 ft. 55.0 120/277 85.0 — Z: — — — 5622 101.0 30UH96 * — — — 


Philips 
EvoKit Series 


24.0 120to2// = 80.0 Yes 3 — — — 3200 132.0 454294 — — — 

9 ft. x2 ft 24.0 120to2// 80.0 Yes 3 — — — 3200 129.0 54ZE78 — — — 

25.0 120to2// 80.0 Yes ch 3200 129.0 454293 — — — — — — 

29.0 120 to 2/7 80.0 Yes 3 — — — 3200 105.0 54ZE76 — — — 

22.00 120to2// 80.0 No 3 3000 135.0 454291 3000 137.0 454292 — — — 

23.0 120to2// 80.0 No 3" 3000 131.0 454295 3000 133.0 454296 — — — 

26.0 120to2// 80.0 Yes 3. — — — 3600 131.0 54ZE81 — — — 

2 ft. x 4 ft. 2/.0 120 to 2/7 80.0 Yes 3 3600 132.0 54ZE79 — — — — — — 

30.0 120to2// 80.0 Yes 3 — — — 4200 139.0 54ZE77 — — — 

32.0 120to2// = 80.0 No a 4200 132.0 454297 4200 134.0 454298 — — — 

32.0 120to2/7/ = 80.0 Yes 3. 4200 131.0 54ZE80 — — — — — — 

* 4100K color temp. 
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current 

a Daintree company 
weet) JUNO 
LED Recessed Troffers ea . No. 53VU40 








7 No. 53VY25 
= Rated life: 50,000 hr., except Hubbell are 60,000 hr. noha = Ambient temp. range: 0° to 104°F 
= LED 0-10V dimming 


« Dimmable Juno®—Lightweight, cold-rolled steel troffers are easy to install in any 
standard T-Bar or screw-slot grids in either new construction or remodel appli- 


= 5 yt. warranty Pe aoe cations. The easily removable lens gives you quick access to LED boards and 
Make the switch to LED lighting for reliable lighting that provides you with driver. ETL listed for damp locations. 


significant savings in both energy usage and maintenance costs. 

ee eae 7 _ Hubbell©—LCAT Series architectural troffers are suitable for classroom, office, 
GE—Lumination™ luminaires are specifically designed to fit into T-grid drop retail, and health care applications. LSTE Series provide uniform illumination 
ceilings. The smart, attractive design gives you below-ceiling access to the light —_ at mounting heights as low as 8 ft. LTRX Series and MDM Series are designed 
engine and LED driver, for easy maintenance. LBT Series units are designed for —_—_tg provide both even illumination and critical examination lighting in medical 
retrofit applications. LBV Series units feature an attractive, gently curved lens, examination rooms. 


and can be used in either retrofit or new construction installations. 
Color Temperature 


LED 3500K 4000K 5000K 
Nominal Replacement Troffer Lumens Item Lumens Item Lumens Item 
Size Watts Voltage CRI For Height Style Lumens Per Watt No. Lumens Per Watt No. Lumens Per Watt No. 
GE Current 
LPL Series 
2Tt.x2itt. 39.5 100t02/7/ 380.0 S3LampIs832W — _— 4500 114.0 99GZ29 4500 114.0 99GZ30 _ _— _ 
2Tt.x4ft. 44.0 100to2// 80.0 S3LampI832Ww — — 4500 118.0 55GZ31 4500 118.0 59G2Z32 — — — 


GE Lighting 
LBT Series 


2ft.x2ft. 340 120to2// 80.0 2LampI81/W 3%" _Lay-In 3300 127.0 48TK50 3300 104.0 48TK49 — — = 
if ie 4ft. 43.0 120to27/ 80.0 2 Lamp [8 34" Lay-In 4800 133.0 48TK54 4800 109.0 48TK53 — — — 
eries 
2ft.x2ft. 30.0 120to2// 90.0 U-Bend 4%" Basket 3000 100.0 417Y27 3300 110.0 417Y26 — — — 
Of XA Tt 42.0 120to2// 90.0 2 Lamp LFL 4" Basket 4900 117.0 417Y31 — — — — — — 
* 46.0 120to2/7/ 90.0 2 Lamp LFL 4%" Basket — — — 5000 119.0 417Y30 — — — 
LVT Series 
1 ft.x 4 ft. 35.0 120to2// 80.0 2 Lamp [8 2°32" _Lay-In 4000 114.0 52YK50 4000 114.0 52YK51 — — — 
16.5 120to2// 80.0 2 Lamp [8 22932 Lay-In 2000 121.2 52YK23 2000 121.2 52YK2/ 2000 3121.2 52YK31 
7 ft x2 Tt 29.0 120to2// 80.0 2 Lamp T8 22530" Lay-In 3300 113.8 52YK24 3300 113.8 52YK28 3300 §=©113.8 52YK32 
“Of I20to 27% 80,0 2 Lamp 18 22432" Lay-In 4000 108.1 52YK25 4000 108.1 52YK29 4000 108.1 52YK33 
41.0 120to2// 80.0 2 Lamp [8 2°32" _Lay-In 5000 122.0 52YK26 5000 122.0 52YK30 5000 122.0 52YK34 
24.5 120to2// 80.0 2 Lamp [8 2°432" Lay-In 3000 122.4 52YK35 3000 122.4 52YK40 3000» =122.4 52YK45 
33.5 120to 2/7 80.0 2 Lamp [8 22432" Lay-In 4000 119.4 52YK36 4000 119.4 52YK41 4000 119.4 52YK46 
2ft.x4ft. 43.0 120to2/7/7 80.0 2 Lamp 18 22932" Lay-In 4800 116 52YK37 4800 111.6 52YK42 4800 111.6 52YK47 
47.0 120to2// 80.0 2 Lamp [8 22432" Lay-In 6000 127./ 52YK38 6000 127.7 52YK43 6000 127./ 52YK48 
60.0 120to 2/7 80.0 2 Lamp 18 22432" Lay-In 7200 120.0 52YK39 7200 120.0 52YK44 7200 =120.0 52YK49 


Hubbell Lighting - Columbia 
CBT Series 








2ft.x2ft. 40.0 12010277 80.0 3LampTs 1% — | “4023300, 1110. 110.0, SeFH39 | 4400, 3300, 2750 113.0, 121.0, 121.0 5BFHAO — 395 
2ft.x4 ft. 50.0 120t0277 80.0 3lampT8 194" — | 0m 00, 118.) 125.0, sérH41 | 5500, 4400, 3300 120.0, 127.0, 133.0 SeFH42 | — — — 
LCAT Series 
36.0 120t0277 83.0. 2LampLFL 4" _Lay-In 4300 122.0 53VU40_ * 4500 127.0 53VU53 | 5000 138.0 53VX38 
36.0 120to 277 83.0 2LampLFL 4" _Lay-In 4500 125.0 53VU45 = — = = 
1 ft.x4 ft. 38.3 120to277 83.0 2LampLFL 4" _Lay-In 4800 126.0 53VU49 4900 129.0 50X35 | — —  — 
44.0 120to277 83.0 2LampLFL 4" _Lay-In 5400 123.0 53VU42 = 5600 129.0 53VX36 | — —  — 
44.0 12010277 83.0 2LampLFL__4"_Lay-In 5500 127.0 53VU50 = = = = 
22.6 12010277 83.0 U-Bend a Lay-In 2770 123.0 53VX45 2800 124.0 53VX53. | SOO 
28.7 12010277 83.0 U-Bend 4° Lay-In = = 3470 121.0 53V%55 | —  —  — 
99.0 120to 277 83.0 U-Bend 4° Lay-In 3259 116.0 53VX42 = = = =a 
2 ft.x2ft. 29.0 120to277 83.0 U-Bend 4° Lay-In 3400 119.0 53VX47 = = = = 
32.0 120t0277 83.0. U-Bend 4° Lay-In 3700 117.0 53VX50 — = = = 
32.0 120t0277 83.0. _U-Bend 4° Lay-In 3600 113.0 53VX43_* 3760 118.0 53VX58 | 4100 129.0 53VX61 
38.6 120 to 277 83.0 _U-Bend 4° Lay-In 4400 111.0 53VX52 4460 116.0 53VX60 | — — Ss — 
36.0120 t0 277 83.04 Lamp LFL_ 4" Lay-In 4260 118.0 53X64 4465 124.0 53VX77_| 4060 135.0 53VX86 
36.0 120to 277 83.0 4LampLFL 4" _Lay-In 4400 122.0 53VX69 4465 124.0 5X6 | —_— —— 
39.0 120to 277 83.0 4LampLFL 4" _Lay-In 4900 127.0 53VX63 4990 129.0 53VX81_ 5400 139.0 53VX88 
2 ft.x4 ft 39.0 120to277 83.0  4LampLFL 4" _Lay-in 4900 127.0 53VX73 = = = aa — 
44.0 120to 277 83.0 4LampLFL 4" _Lay-In 5400 124.0 53VX66* 5700 129.0 53VX83 =a 
44.0 120t0 277 83.0 4LampLFL 4" _Lay-In 5600 127.0 53VX74 — = = = = 
59.0 120 to 277 83.0 4LampLFL 4" _Lay-In = = = 7300 124.0 53VX85 | — — 
LSER Series 
Of. x2 ft. 31.0 120t0277 80.0 U-Bend 4%" _Lay-In 3440 110.0 53VY03 3500 111.0 53VY06 | — — 
ot x4 tt 42012010277 80.0 4 Lamp LFL___434"—Lay-In 4800 115.0 53VY10 = = = = 
-X4ft-509'0 120 to 277 80.0 4 Lamp LFL 4%" Lay-In 5600 112.0 53VY13 5700 113.0 sVvis | — —— 
LSTE Series 
ot x2 ¢_40.0 12010277 80.0 U-Bend 494" Lay-In 4800 88.0 53VX92 = = = = 
-X2ft-49':0 120 to 277 80.0 _U-Bend 4%" _Lay-In 3650 88.0 53VX93 = = = = 
DHE X4 tL _50.0 120 to 277 80.0 4 Lamp LFL_49"_Lay-In 4900 100.0 53VX98 7900 100.0 savYol_ | — 
LTRX Series 
Det x2 40.0 120t0 277 90.0 4 Lamp LFL 494" Lay-In 4200 104.0 53VY20 = = = = = = 
-X2ft700 120 to 277 90.0 4 Lamp LFL 4%" _Lay-In 4200 104.0 53VY19_* 4200 104.0 sVY21_ | — — — 
81.0 120f0 277 90.06 Lamp LFL4%%" _Lay-In 8300 103.0 53VY23 = = = i 
2 ft.x4 ft 81.0 120to277 90.0  6LampLFL 4%" Lay-In 8300 103.0 53VY22_* = = = = = 
81.0 120to 277 90.0. 3Lamp18 4%" _Lay-In = = = 8300 103.0 4. | — 
MDM Series 
146.0 277 90.0. 8LampLFL 4%" Lay-In| 13,500 93.0 53VY26 = = = = 
146.0 120 90.0  S8LampLFL 4%" Flange | 13,500 93.0 53VY27 = = = = 
146.0 277 90.0. 8LampLFL 4%" Flange | 13,500 93.0 53VY28 = = = = 
ot xa 146.0 120 90.0 8 Lamp LFL_ 4/4" Lay-In | _ 13,500 93.0 53VY25 = = = = 
189.0 277 90.0. 8LampLFL 4%" Lay-In | 14,400 77.0 53VY30 = = = =a 
189.0 120 90.0  8LampLFL 4%" Flange | 14,400 77.0 53VY31 = = = =. a 2S 
189.0 277 90.0  8LampLFL 4%" Flange | 14,400 77.0 53VY32 = = = =o ese ee 
189.0 120 90.0 8LampLFL 4%" _Lay-In | 14.400 77.0 53V¥29 = = = = = = 
VERSIFY™ Series 
OfLx2ft 24.0 120to277 800 cUBend ye 3200 134.0 56DZ76 3300 136.0 56DZ77 = = 


Lamp T8 


* 3000K color temp. ft 4100K color temp. 
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Details on page A1. 
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Juno ~S 
— No. 45AZ94 he 
LED 3500K sa von era OK 5000K 
Nominal Replacement Troffer Lumens Item Lumens Item Lumens Item 
Size Watts Voltage CRI For Height Style Lumens Per Watt No. Lumens Per Watt No. Lumens Per Watt No. 
2ft.x4ft. 37.0 120t0277 80.0 3Lamp78 ~~ 4800 131.0 56DZ78 4900 133.0 560279 | — = = 
Juno Lighting Group - Ind 
Indy X-Series 
36.0 120to277 80.0 60W 37%" Basket 3900 108.0 45CA06 4197 104.0 A5CA15+| 4353 124.0 45AZ97 
sft xa 40-3_120to 277 80.0 60W 374" Basket 4017 99.7 45CA21_ * = = = = = = 
-X4 153° 490 to 277 80.0 60W 374° Basket 5500 116.0 45CA32 5984 104.0 A5CA20+ | 5500 116.0 45CA08 
57.4 120 to 277 80.0 60W 374" Basket 5726 99.7 45CA22_* = = = = = = 
OTL x2 ft_3o0_120to 277 80.0 60W 3775" Basket 3900 115.0 45CA18 A161 116.0 ASCA31} 4313. 122.0 45CAT1 
Xe 38°7 490 to 277 80.0 60W 374" Basket 3857 99.7 45AZ94_* = = = = = — 
36.0 120to 2/7 80.0 60W 3775" Basket 3900 113.0 A5CA14 4197 104.0 ASCAU3}+ | 4305 123.0 45Az99 
oft x4 ft_40:3_120to 277 80.0 60W 374° Basket 4017 99.7 45AZ95 * = = — = = = 
-X41L-53°9 420 to 277 80.0 60W 374" Basket 5500 108.0 45CA02 6103 117.0 A5CAOQ7+ | 5500 105.0 45CA25 
57.4 120to 2/77 80.0 60W 374° Basket 5727 99.7 45CA01 * = = = = = = 
* 3000K color temp. f 4100K color temp. 
~ 
. a No. 48LU31 ee 
No. 45KJ03 No. 31A160 - 
3500K 4000K 
Nominal Color Troffer Lumens Item Lumens Item : 
Size Wattage Index Dimmable Rated Life 4H Style Lumens Per Watt No. Lumens __ Per Watt No. 
Daybrite No. 4ZCZ8 
EvoGrid Series 
Of.X2 ft. 30.0 80.0 Yes 80,000 hr. 2%" Lay-In | — = —__—] 3000 100.0 45KJ03 
41.0 80.0 Yes 80.000 hr. 294" Lay-In | — = —_ 74300 104.9 45KJ04 
2ft.x4 ft. 55.0 80.0 Yes 80,000 hr. 294" Lay-In|  — = =  —| 5400 98.2 45KJ05 
83.0 80.0 Yes 80,000 hr. 294° Lay-In|  — = —_ —T|_7400 89.2 45KJ06 
Lithonia Lightin 
ACLED Series 
Of X2 ft 29.0 82.0 Yes 50,000 hr. 3%" Lay-In | 3292 114.0 11K570 = = = 
rHX4 ft. 40.0 82.0 Yes 50.000 hr.3%" Lay-In | 5046 126.0 31A160 = = = 
AL Series A 
OfLX2 ft. 35.0 82.0 Yes 50,000 hr. 3%" Lay-In | 3891 111.0 39F137 3020 112.0 39F139 
7 ft.x4 ft. 40.0 82.0 Yes 50,000 hr. 3% Lay-In | 4824 121.0 39F136 4858 127.0 390F138 PHILIPS lee 
Avante® Series . LITHONIA 
Of X2 Tt. 36.0 82.0 Yes 60,000 hr. 5%" Basket | 2704 75.0 39UM49_| 2734 76.0 39UM46 Day-Brite Coste 
rH X4 ft. 48.0 82.0 Yes 60.000 hr.51" Basket | 4254 89.0 39UM48 4161 87.0. 39UM47 i 
eries ® 
1ftx4ft. 40.0 82.0 Yes 50,000 hr. 2%" Basket | 4000 107.0 48LU34 4000 109.0 48LU35 
Dt x2 tt. 30.0.82.0. Yes 50.000 hr.21342" Basket | 3300 108.0 48LU28 | 3300.111.0 48LU29_ 
of ya 34.0 82.0 Yes 50,000 hr. 21%" Basket | 4000 116.0 48LU30 4000 118.0 48LU31 
aie 38.0 82.0 Yes 50,000 hr. 2%" Basket | 4600 118.0 48LU32 4600 120.0 48LU33 
eries 
178 82.0. Yes 50.000 hr. 4%" Basket | 2273 128.0 30YH50. | 2340 131.0 30YH51 LED Recessed 
pt oq ode 820 No 50,000hr. 4%" Lay-In| — = — —| 3863 128.0 38TA04 
Xe 359 890 Yes 50,000hr. 435" Basket | 3300 96.0to0 110.0 30YH52 3300 96.0to 110.0 30YH53 Troffers 
36.5 82.0 Yes 50 000 i 4 Baskel 439/ 121.0 S0vH54 4484 122.0 30YH55 
2. eS 90, E 8 _ Basket b) = = = = Fixture Volt 120 to 277 
anata ERT hoo A — peas nay prot 
eS E 6 aske — — —- — 0 to 119. AT _Rrite—_ : 
46.0 82.0 Yes 50,000 hr. 4%" Basket 4800 100.0 to 116.0 30YH6O = — — Philips Day-Brite—Architectural-style 
GTL Series troffers feature a soft opal diffuser 
183 820 Yes 50,000hr. 3%" Lay-In | 2248 1220  19YRO04 7338 127.0 19YRO05 : :; 
20.0 82.0 No 50.000 hr. 3%" Lay-In — = —  —) 9000 111.0 20VC36 with a large luminous area that helps 
anxen BR — oro — pe = ‘Soto uncamtorate bgt sos a 
es if 4 ay-In ; i 
40.0 80.0 Yes 50.000hr. 3%" Lay-In| — = — =| 3700 98.0 48H441 can sometimes be created by standard 
40.0 84.0 Yes 20,000 in aA Lay-In 3700 oo 481440 — = — — _ basket luminaires. The 2.75"D housing 
; es 00, r. 4" ay-In = = —_- — i inj 
310 820 Yes 50.000hr. 3%" Lay-In — = — —) 3000 96.0 19YRO7 requires minimal plenum space and 
32.0 82.0 Yes 50,000 hr ay Lay-In 3000 96.0 327538 3000 96.0 32PE39 provides convenient access to LED 
aw es 90, r. 4" ay-In 7/1 : i i 
2 ft. x4 ft. 39° —g0.0 Yes 50,000 hr. 314"  Lay-In|  — — —  —) 4000 110.0 48H439 boards from below. 0-10V dimming. 
39.0 82.0 Yes _50,000hr. 3%" Lay-In | 4000 105.0 _: 48H438 — — — —  CULus Listed for Damp Locations; 
48.8 82.0 Yes 50,000 hr. 3%" Lay-In | 6218 1270  19YR22 6466 1320  19YR23 meets UL 924 
— 53.3 82.0 Yes 50,000hr. 3%" Lay-In | 7351 138.0 19YR24 7645 143.0 19YR25 : 
eries * = « . — . 
Dftx2tt. 38.0 82.0 Yes 50,000 hr. 3%" Basket | 3300 100.0 AZCZ8 = = ——— lithonia Lighting®—Suitable for — 
a sees 9.0 82.0 Y 50,000 hr. 33%" Lay-In | 2746 94.0 30F133 766 95.0 30F135 General ain iene NOHunNG In COMMENE Ia 
ace it es r. 4" Lay-In i nti er oe 
2ft.x4tt. 40.0 82.0 Yes 50,000hr.3%" Lay-In | 4242 106.0 39F132__ 4271 106.0 39F134 applications. Combine digital LED light 
oR = Sa 9.0 82.0 Y 50,000 hr. 3%" Lay-In | 3317 114.0 11K569 PO TEE Or OIeS WINLNO | Penonmanee 
X2ft. ! : es I. 4" ay-In ’ — — _- — . . . . p 
OL x4 40.0820 Yes 50.000 hr 334" Basket 14831 121.0 B1A159 = = ——— optical design for ambient lighting. 
VT Series . : 
Dft.x2ft. 264 80.0 Yes 60,000hr. 4%" -— | 3299 126.0 542Y55 —|_— = ——— LumaPro®—Cost-effective fixtures 
aul Xe ft. 38.5 80.0 Yes 60,000 hr. 4%" = 9238 136.0 v4ZY54 —| — = — _— are excellent in offices, sorting rooms, 
umaPro ’ 
Of.X2ft 348 80.0 No  50,000hr. 3°66." — | 3784 109.0  436R34 = = — — Cafeterias, lunchrooms, washrooms, 


Philips 
FluxGrid Series 


eit. x2 it... 33.5 80.0 Yes 85,000 hr. 3" — 3800 114.0 210L63 —}| 3800 114.0 210L64 — 
21 x4. 33.8 80.0 Yes 70,000 hr. 3" _ 4200 124.0 210L65 —| 4200 124.0 210L66 — 
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and hallways. 0-10V dimming driver is 
reverse-compatible with 0-10V fluores- 
cent dimmers. 
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LIGHTING 
Troffers 





Fluorescent Commercial 


= 120/277V 
= Easily positioned integral T-bar clips 

secure fixture to T-bar system 
= Lamps not included (except No. 3YA10) 
T8 electronic ballast systems provide 30% 
to 40% energy savings when compared to 
F401T12 magnetic ballast systems. Fixtures with 
GE UltraStart® ballasts maximize lamp life in 
frequently switched applications typically asso- 
ciated with the use of sensors and controls. 


NOTE: Additional replacement lenses are available on 
page 440. 


PARABOLIC TROFFERS 
Provide light control, lamp cutoff, and reduced 


Recessed Troffers 


LENS TROFFERS 


Maximize light output for most 
commercial applications. SP5 and 
SP8 series include program start 
ballasts, which should be used 
when lighting controls are needed. 
Low-profile design is suited to 
restrictive plenum applications. 
Smooth, hemmed edges make 
handling easier. Use in offices, 
schools, healthcare facilities, and 
retail applications. 


Labor-Saving Tandem 
Fixture, No. 7AA50 


(a 


LITHONIA 
LIGHTING. 


— 






Po 











glare for visual comfort. Black reveal creates 2 fixtures work in tandem: snap- nd 
a floating louver appearance. Great for use together design uses half the . 
in locker rooms, recreational facilities, and connections, wiring, and compo- \. 
kitchens. nents of 2 separate fixtures. Wiring 
ES8 Series are louvered models that provide a | connections for both are located at 1 " 
high-performance energy-saving alternative to | access plate. Separate ballasts allow pa 
3-lamp options. When used in place of parabol- _ turning on only a portion of the lights, —fp/ No. 
ics, they can provide up to 44% energy savings. conserving energy. cen 
Suggested 
Lamp Lamp Lamp _ Fixture Lamp Ballast Description/ Item 
Qty. Type Watts Wattage Item No. Quantity Special Features L W H Series No. 
Parabolic, Electronic GE Ultra Start 
2 F32T8 =32W  —d56W —— AWW60 1 Silver 12-Cell Low Iridescent, 0.95 Ballast Factor 48" 24" 4%" _ 2PM3N __ 6RPZ2 
FI/18. = 1/W  48W 3GXP8 1 Silver 9-Cell Low Iridescent, 0.95 Ballast Factor 24" 24" 4%" — 2PM3N _ 6RPZ1 
3 F32T8 = =32W S56W 4WW60 1 Silver 18-Cell Low Iridescent, 0.95 Ballast Factor 48" 24" 4%" —2PM3N _ 6RPZ3 
F327T8 §=32W = =56W = AWW60 2 Silver 18-Cell Low Iridescent, 0.95 Ballast Factor 48" 24" 4%" ~=2PM3N _ 6RPZ4 
Parabolic, Electronic Instant Start 
F31T8U6 32W = 59W 2ETT9 1 Specular Silver 12-Cell Low Iridescent, Light Control 24" 24" 6" PMO 2MZK5 
F32T8 = 32W_OOW 4WW60 1 Silver 12-Cell Low Iridescent, Grid Trim Type and Static (No Air Function, Matching Appearance) _—_48" 24" 4%" — 2PM3N _ 1PLR2 
F32T8 =32W = 59W  —— AWW60 1 Silver 18-Cell Low Iridescent 48" 24" 4%" —2PM3N__—2MZK2 
2 F32T8 = 32W SS OOW 4WW60 1 Silver 8-Cell Low Iridescent, Grid Trim Type and Static (No Air Function, Matching Appearance) 48" ae 27 PM3 oYAS0 
F32T8U6 32W 59W 2ETI6 1 Silver 9-Cell Low Iridescent, Grid Trim Type and Static (No Air Function, Matching Appearance) 24" 24" AY," PM3N _1PLR3 
F32T8U6 32W SOW 2ETI6 1 Silver 16-Cell Low Iridescent, Grid Trim Type and Static (No Air Function, Matching Appearance) — 24" 24" AY" — 2PM3N___1THUS3 
F32T8U6 32W —59W 2ETT6 1 set eee pow idescent ar and Closure a a _— 24" 24" 4%" — 2PM3N _2MZK3 
ilver 9-Cell Low Iridescent, Grid Trim Type, Static (No Air Function, i i ' 
FI7T8 3 17W 48W 3GXP8 1 Matching Appearance aad one 3-Lamp Balas tie 24 24 AV, 2PM3N 1THR3 
ilver 18-Cell Low Iridescent, Grid Trim Type, Static (No Air Function, i i 17," 
F32T8 § 32W 85W 4WW6E0 1 Matching Appearance ahd One 3-Lamp Balast ae = 48 24 AV, PM3N  1PLR4 
ilver 18-Cell Low Iridescent, Emergency Battery Pack, Grid Trim Type, Static (No Air ; ; 17," 
3 ele oN OM eed Function Matching Appearance). one $-Lamp Ballast oe SAG NG A Battery rack ' 48 S ie eve ins 
ilver 18-Cell Low Iridescent, 6-ft. Whip, Grid Trim Type, Static (No Air Function, Matching i i : 
F382T8  32W BSW 4WW60 { Appearance), One 3-Lamp Ballast, and 6' Prewire, %" Dia., 18-Gauge, 3 Wires 48 24 4% 2PM3N — 1THU6 
F32T8 = 382W BOWS AWWO0 1 Silver 18-Cell Low Iridescent, Air and Closure Strips 48" 24" 4%" — 2PM3N —2MZK4 
F32T8 =32W  =85W SS AWWE60 1 Specular Silver 27-Cell Low Iridescent, Light Control 48" 24" 6" PMO 2MZK6 
F32T8 = =32W = 85W_ sSOLPGM8411 1 Specular Silver 27-Cell Low Iridescent, Light Control 48" 24" 6" PMO —40L073 
F32T8 = 32W eo B9W SS AWW60 2 ae : eee no eee auc trim * @ an ae fe al Function, Matching Appearance 48" 24" 4%" _ 2PM3N ___1VNT9 
ilver 32-Cell Low Iridescent, Grid Trim Type, Static (No Air Function, i ; vr 
4 F32T8 §=32W =6112W = =AWWE0 1 Matching Appearance) and One 4-Lamp Ballast 48 24 4 2PM3N  1THUS 
Parabolic, Electronic Instant Start, High Efficiency 
FI7T8 =17W 41 W 3GXP8 1 White 6-Cell Louver 24" 24" 3'Ne ES8 1THW3 
F32T8 =32W  =56W SC AWW60 1 White 12-Cell Louver 48" 24" 3'Ne ES8 1THW4 
9 F32T8 =32W =48W Ss AWWE0 1 White 12-Cell Louver 48" 24" 3'Ne ES8 2MZJ2 
F32T8 = =32W 56W = AWW60 1 White 12-Cell Louver, Bi-Level Dimming 48" 24" 3'Ne ES8 2MZJ3 
F32T8 332 90 4WW60 1 White 12-Cell Louver, Surface Mount 48" 24" 4" ES8 2MZJ5 
F32T8U6 32W = 538W 2ETT9 1 White 6-Cell Louver 24" 24" 3'Ne ES8 2MZJ4 
Low Profile, Electronic Instant Start 
2 F32T8 = 382W_ OW sLPGM8411 1 Acrylic Lens 48" 24" 3%6 2GT8 _40L070 
3 FI/T8. = 1/W 48W_sSLPGM8411 1 Acrylic Lens, One 3-Lamp Ballast 24" 24" 3% 2G18 —- 40L071 
F32T8 =32W = 85W__—sLPGM8411 1 Acrylic Lens, One 3-Lamp Ballast 48" 24" — 3%e6 2G18 —40L069 
Lens, Electronic GE Ultra Start 
2 F32T8 = 32W SOW AWW660 1 Acrylic Prismatic Refractor, 0.95 Ballast Factor 48" 24"  3%e 2G18_ __ 6RPY7 
FI/18. =1/W  48W 3GXP8 1 Acrylic Prismatic Refractor, 0.95 Ballast Factor 24" 24" 3% 2G18 —_6RPY6 
3 F32T8 =32W = 85W Ss AWWE660 1 Acrylic Prismatic Refractor, 0.95 Ballast Factor 48" 24" 3%6 2G18 _—6RPY8 
F327T8 §=32W = =685W Ss AWW660 Z Acrylic Prismatic Refractor, 0.95 Ballast Factor 48" 24" 3%6 2G18 —_6RPZO 
Lens, Electronic Instant Start 
F32T8 = =32W —S6W 4WW60 1 Acrylic Diffuser, 0.125" Thick 48" 24" 3%6 2G18 1THT2 
F32T8 = =32W =56W Ss AWW60 1 Acrylic Diffuser, with Whip 48" 24" 3%6 2GT8  2MZJ6 
F32T8 =32W =56W Ss AWW60 1 Acrylic Diffuser 48" 24" 3%6 GI8 3XY94 
2 F32T8 = =32W —S6W 4WW60 1 Acrylic Diffuser, Flange, Overlapping Flanged Trim Type 48" 12" 4 GI8 4LB82 
F32T8 =32W =56W = AWW60 1 Acrylic Diffuser 48" 12" 4Y," GI8 5YA52 
F32T8U6 32W = S6W ZELNS 1 Acrylic Diffuser, with Whip 24" 24" 3%6 2G18  2MZJ7 
F32T8U6 32W —S6W Zeb 1 Acrylic Diffuser 24' 24" 3%6 GI8 3XY95 
F3218 =32W84W Ss AWW660 1 Acrylic Diffuser, 0.125" Thick, One 3-Lamp Ballast 48" 24" 3%6 2G18 1THT6 
F32T8 = =32W = 84W 4WW60 1 Acrylic Diffuser with Whip, One 3-Lamp Ballast and 6' Prewire, ¥' Dia., 18-Gauge, 3 Wires 48" 24" 3%6 2G18 1THT7 
3 F32T8 =32W BAW 4WW60 1 Acrylic Diffuser, Flange, Overlapping Flanged Trim Type 48" 24" 3%e 2G18 1THU2 
F32T8 =32W 84W ss. 21GP96 1 Acrylic Diffuser 48" 24" 3%6 GI8 3XY96 
F32T8 =32W = 84W Ss AWWE660 2 Acrylic Diffuser, 2 Fixture Tandem 48" 24" 3%6 2GT8 —7AAS0 
F327T8 = 32W Se 84W SS AWW660 2 Acrylic Diffuser 48" 24" 3%6 2GT8 1THT5 
F3218 =32W SS 112W Ss AWW60 1 Acrylic Diffuser, 0.125" Thick, One 3-Lamp Ballast 48" 24" 3%6 2G18 1THT9 
F32T8 §=32W So 112W Ss AWW60 1 Acrylic Diffuser, One 4-Lamp Ballast 48" 24" 3%6 GI8 3XY97 
4 F32T8 = B82W112W Ss AWWO60 1 Acrylic Diffuser with Whip, One 4-Lamp Ballast and 6' Prewire, %" Dia., 18-Gauge, 3 Wires 48" 24" 3%e 2G18 3XY98 
F32T8 = =32W s112W 2ETU2 1 Center Mount Diffuser, Round Holes 48" 24" 3%6 GI8 3YA10 
F32T8 = 82W112W Ss AWWO0 1 Acrylic Diffuser, Flange, Overlapping Flanged Trim Type and One 4-Lamp Ballast 48" 24" 3%e 2G18 3YA11 
F327T8 §=32W = =6112W SS AWW60 2 Acrylic Diffuser 48" 24" 3%6 GI8 3XY99 
Lens, Electronic Program Start 
D te 28W = 62W dAE20 1 2 x 4, Acrylic Diffuser, Use with Controls 48" 24" 8% oP5 6CGA4 
18 32W__o8W_ _—«AWW60 1 2 x 4, Acrylic Diffuser, Use with Controls 48" 24" 3% SPS 6CGAG6 
3 15 28W 95 DAE20 2 2 X 4, Acrylic Diffuser, Use with Controls 48" 24" 3 oP5 6CGAS 
18 32W BOWS AWW660 1 2 x 4, Acrylic Diffuser, Use with Controls 48" 24" 3%" SP8 6CGA/ 
Sign in to Grainger.com® to see YOUR Pricing and MORE 435 








Scan. Order. Done. 
Details on page A1. 


LIGHTING 
Surface Mount 





No. 31A149 
No. 53DK27 





No. 48TK57 









No. 45VT37 No. 31A151 


LED Surface Mount Lighting oun [ire 


Energy-efficient no-maintenance for general ambient lighting in offices, W Series—Dirtectional SBL Series—fFixturescan LUMAPRO 

fixtures can be mounted workrooms, retail, and other commercial LEDs can be aimed to be mounted individually or = Meets building and 
individually or in series. applications. Thermally protected. focus more light where __ in Series, and the directional safety codes for utility, 
Temperature-limiting and needed. Suitable for LEDs can be focused to parking garage, and 
-diffusing features extend lamp use in office, commer- __ illuminate hard-to-light stairwell lighting. 

life. Directional LEDs focus light cial, industrial, and areas. Suitable for office, Designed with a full- 
where needed, with no flicker retail applications. commercial, industrial, and —_ |ength wraparound 


LBL Series—Fixtures feature a digital 
lighting platform to deliver depend- 
able, general purpose lighting. Ideal for 
closets, storage rooms, hallways, and 


or buzzing. Suitable for use In offices. Suitable for damp locations. retail applications. Steel acrylic lens. 
office, commercial, industrial, housing. 
| lications. 
and retail applications nian ea 
GE Color Per Color Replacement Lighting Fixture Temp. Item 
Watts Voltage Index Lumens Watt Temp. For Dimmable Certification Rated Life Range L H W No. 


GE Lighting 


Lumination™ WS Series 
51.0 120/277 80.0 5600 4000K 2 Lamp LFL Yes DLC 50,000 hr. -22°to 104°F 48° 2% 7" A8TK5S7 
72.0 120/277 80.0 8000 4000K 2Lamp LFL Yes DLC 50,000 hr. -22°to 104°F = 48" 2%" 14" A8TK58 


Hubbell Lighting - Columbia 


Lumination™ WS Series— 
Wrap-mount fixtures provide 


110.0 
efficient, even light distribution, 113.0 











anda a compact ung: pepe 277 84.0 1800 73.0 4000K Y N 60,000 hr. -20°to 25°C 24" +4" 6%" 56FH55 
: : 0 ; — es 0 r. -20° to 25° ‘ 9" 
hugging profile. Ideal for back 25.0 49010277 84.0 1800 73.0 4000K Yes No 60,000 hr. -20°to 25°C. 24” 4" 64" 56FHS6 
office, hallway, storage, and 36.9 12010277 84.0 2500 92.0 _4000k — Yes No 60,000 hr. -20°to 25°C 24" 4" 6%" 56FH57 
utility applications. C-UL Listed ™120to277 84.0 2500 920 4000K — Yes No 60,000 hr. -20° to 25°C 24" 4 614" _56FHS8 
y app 120 to 277 84.0 2900 76.0 4000K = Yes No 60.000 hr. -20°to 25°C 48" 4" 6%" 56FH62 
HUBBELL 38.0 120to277 84.0 2900 76.0 4000K = Yes No 60.000 hr. -20°to 25°C 48" 4" 6%" 56FH63 
aol 120 to 277 84.0 2900 76.0 4000K = Yes No 60.000 hr. -20°to 25°C 48" 4" 6%" S6FH64 
= 5-yr. limited warranty 120 to 277 84.0 3200 75.0 4000K = Yes No 60.000 hr. -20°to 25°C 48" 4" 6%" 56FH59 
. — 43.0 120to277 84.0 3200 75.0 4000K = Yes No 60.000 hr. -20°to 25°C 48" 4" 6%" 56FH60 
Long life helps virtually eliminate 2010271 84.0 3200 75.0 4000K = Yes No 60,000 hr. -20°to 25°C 48" 4" 6%" _56FH61 
i CWP4 Series 
DENCE Emel Menaner: “37.0__120/277 80.0 4500 1240 —4000K 2 Lamp LFL Yes DLC 55,000 hr — qe" 3" 9" 488U56 
H H eries 
CWP4 Series—An economical 24.0 120t0277 80.0 2644 110.0 3500K 3LampLFL Yes DLC 50,000 hr. -17°to 40°C 24" 21%" 846" 32WU70 
solution for effective lighting in 28.0 120to 2/77 80.0 3205 116.0 3500K 2LampLFL Yes DLC 50.000 hr. -20°to 25°C 24" D136" 85/6" S3WASG 
enaral low-bav apalicahone 37.0 120to 277 80.0 4400 120.0 4000K 2LampLFL Yes DLC 50.000 hr. -20°to 25°C 48" 21%6" 85/6" 53WASQ 
g “Day app 43,9 120t0277 80.0 4900 117.0 4000K 2LampLFL Yes DLC 50.000 hr. -20°to 25°C 48" 21%" 8546" 53WAGO 
Damp location listed. Y 490to 277 80.0 4900 115.0 3500K 4LampLFL Yes DLC 50.000 hr. -17°to 40°C 48" 2736" 8546" 32WUTI 
519 120t0277 80.0 5600 111.0 3500K 2LampLFL Yes DLC 50.000 hr. -20°to 25°C 48" 21%6" 856" 53WASS 
LBIL Series—Fixtures feature ae 120to 277 80.0 5700 112.0 4000K 2LampLFL Yes DLC 50.000 hr. -20°to 25°C 48" 21%," 850" 53WAGI 
. eries 
ms pesca Rand oe a0 120 to 277 80.0 5000 119.0 4000K 2LampT18 Yes DLC 50,000 hr. -20°to 25°C 54" a G6 sCA5VT37 
that can be configured to operate §_RLW Series 
+ 50% wh ae gees 99.0 120to277 80.0 3900 138.0 4000K = Yes DLC 60,000 hr. -20°to 25°C 48" 35%" 8%" 56FH67 
da o when tne area Is unoc- 34.0 120to277 80.0 4300 127.0 4000K 2LampLFL Yes No 60,000 hr. -25° to 35°C 48°%a" 33%s" 8%" 656P37 
cupied and at full power when 40.0 120to277 80.0 5200 129.0 3500K 3LampLFL Yes No 60.000 hr. -25° to 35°C 483%a" 33%." 85" G56P38 
- 48.0 120to277 80.0 5700 119.0 4000K = Yes No 60.000 hr. -25° to 35°C 483%a" 3°%s" 985" G56P40 
Occupied. Lithonia Lighting 
: FMLWL Series 
LAW Series—These wrap- 20.0 120 85.0 1200 61.0 4000K ilampLFL No ENERGY STAR 50,000 hr. -10°to 86°F 2415" 23%" 514" 36VU47 


around fixtures are an excellent 40.0 120 85.0 2380 59.0 4000K tLampLFL No ENERGYSTAR 50,000hr. -10°to 86°F 47'%4o" 2%" 514" 36VU48 





i LBL Series 
choice for hallways, closets, 179 120t0277 82.0 2000 119.0 3500K 2LampLFL No DLC 50,000 hr. O°to25°C 24° 2%% 10" 48H442 
utility rooms, and low-ceiling 420 to 277 82.0 2000 121.0 4000K 2LampLFL No DLC 50,000 hr. 0°to25°C 24° 2% 10" 48H443 
399 12010277 82.0 3925 122.0 4000K 3LampLFL No DLC 50.000 hr. 0°to25°C 48° 2% 10" 48H445 
areas. The heavy-gage steel Y 420t0277 82.0 4188 130.9 3500K 2LampLFL No DLC 50.000 hr. 0°to 25°C 48" +234" 10" A8H444 
j j j j SBL Series 
housing hinges from either side 93.9 1200277 80.0 1937 115.0 4100K 1LampT8 Yes DLC 50,000 hr. -4°to104°F 24° 254° 9854" AAAA3A 
Ciebeurccornaunedersisp | “SiO OY Boo eth ase PME YE RE i oe 
: 64.0 120to277 80.0 3933 121.0 35 amp es 50.000 hr. -4° to 104° "95%" 854" AAA 
Can be surface-mounted or susp 32.0 120t0277 82.0 3994 1248 4000K 2Lamp18 Yes DLC 50,000 hr. 0°to 25°C 48" 2%" 85" A4ZU67 
ended. ST Series 
20.0 120t0277 82.0 2200 84.0 3500K 2LampLFL Yes No 50,000 hr. 0°to25°C 24° 37%" 10%" 31A149 
LITHONIA LIGHTING 59.0, 120 to 277 82.0 4800 84.0 3500K 2LampLFL Yes DLC 50,000hr. 0°to 25°C 48" 374" 10%" 31A150 
eries 
FMLWL Series—Wraparound 75 120to277 82.0 809 108.0 3500K 2Lamp LFL Yes No 50,000 hr. O° to 25°C 23%" 3%' 4%" 36MG19 
fi chireesorovide aaibient iGhin  {20to 277 82.0 848 113.0 4000K 2LampLFL Yes No 50,000 hr. 0°to 25°C 23%" 374" 4%" 36MG20 
ixtures p ghting 120 to 277 82.0 1249 102.0 3500K 2LampLFL Yes No 50.000hr. 0°to25°C 23%" 37% 4% 36MG21 
ob resent a ore ee eee ee ee a 
. F to 2// 82. Li amp es 0 EO" to. 25° 8 8 i 
cial use. An excellent choice for 17.5 120 to 277 82.0 1880 108.0 4000K 2Lamp LFL Yes No 50 000hr. 0° to 25°C 2334" 3%" 43" ~36MG23 
use in kitchens, laundry rooms, 120to2// 82.0 2152 115.0 3500K 2Lamp LFL Yes DLC 50,000 hr. O°to 25°C 50'%6 31%6' 454" 36MG28 
flit k ‘aiawell 120 to 277 82.0 2152 115.0 3500K 2LampLFL Yes DLC 50,000 hr. 0°to 25°C 4616" 374" 434° 36MG15 
UtIty WOrK Spaces, Stalrwells, 18.7 120t0277 82.0 2152 115.0 3500K 2LampLFL Yes DLC 50,000 hr. 0°to 25°C 50'%6" 3% 434" 31A153 
and offices. Suitable for damp 120 to 277 82.0 2255 121.0 4000K 2LampLFL Yes DLC 50,000 hr. 0°to 25°C 4616" 374" 43%" 36MG16 
aes iion 120 to 277 82.0 2255 121.0 4000K 2LampLFL Yes DLC 50,000 hr. 0°to 25°C 50'%6° Bie’ 434° 36MG26 
ocations. 120to 277 82.0 3095 110.0 3500K 2LampLFL Yes DLC 50.000 hr. 0°to 25°C 50%" 3146" 43%" 36MG29 
: 93.9 12010277 82.0 3095 110.0 3500K 2Lamp LFL Yes DLC 50,000 hr. 0°to 25°C 4616" 374" 434° 36MG18 
ST Series—fFixtures can be © 420t0 277 82.0 3251 115.0 4000K 2LampLFL Yes DLC 50,000 hr. 0° to 25°C 50'%c6° 3te’ 434° 36MG27 
mounted individually or in series, : pplz t0 277 82.0 3251 115.0 4000K 2LampLFL Yes DLC 50,000 hr. 0°to 25°C 4616" 374" 434° 36MG17 
gees umaPro 
and feature LED AccuDrive 40.0 12010277 80.0 4320 108.0 3000K 3)2™P12 No DLC 50,000 hr. -20°to 40°C 48" «=2%" 634" 53DK27 
dimming. An excellent choice amp 
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No. 3YA25 
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LITHONIA 
LIGHTING. 


ro, 


Architectural 


Fluorescent Fixtures 


= 120 to 277V 


= Integral T-bar mounting clips UL Listed. 


Direct/Indirect—Mix of direct and indirect lights 
increased visual comfort and minimized shadows. 
Diffuser pivots down for simple lamp changes and 
can be removed for cleaning or replacement. Ideal 
for office, school, hospital, and retail applications. 


Volumetric—Fixtures fill the room with soft lighting 
from an evenly distributed combination of volumetric 
and quiet ceiling light. Ideal for office, school, hospi- 
tal, and retail applications. Nos. 2MZF3 and 5XY99 


feature electronic step dimming. 


Healthcare Exam Light—Streamlined multifunc- 
tion fixture provides ambient and task lighting. 
Reading and direct task lighting are on a separate 
circuit with pull-chain control. High-gloss white 


polyester powder-coated finish. 
= Steel construction 


— "No. 3YA13 


Fluorescent Surface Mount Fixture 


= Acrylic diffusers 
= White finish 
= 120 to 277V 
= Ambient temp. range: 

0° to 104°F 
These commercial-grade fluores- 
cent fixtures can be surface- or 
suspension-mounted in unit or row 
applications (except No. 2PFV4 is 
surface-mount only). 


Surface Troffer—Lensed fixture 
provides general area illumination. 
Door has tee hinges and rotary- 
action cam latches. 


Low-Profile Wraparound— 
Rounded prismatic diffuser with 
continuous interlocking support 
prevents accidental opening. 
Injection-molded, luminous end 
Caps and linear side prisms control 
brightness. Row mount without 
tools using snap-in couplers. 


Nominal Lamp Lamp 
Size _ Qty. Type 
Lithonia Lighting 
Direct/Indirect 
9 ft x 2 15, THO, T8 
9 ft 2 15, TSHO, 18 
o T8 
2itx 4 % 
4 ft. 
3 T8 
_ a F32T8 
Volumetric 
2 15 
2 15 
ditx 2 
2 ft. 
2 T8 
2 T8 
a T8 
2 T5 
dttx —$ i 
4 tt. 
2 T8 
a T8 
LumaPro 
Healthcare Exam Light 
_— 2 F1415 
, a 
No. 3XY66 


CL 


tl 
LITHONIA 
LIGHTING. 


Economy Low-Profile Wraparound— 
Compact design minimizes ceiling 
shadow and sharp contrasts. Lightweight 
unit has flat-bottom prismatic diffuser. 


Volumetric—Ceiling fixtures create an 
optimal mix of light to horizontal and verti- 
cal work surfaces. Crescent shape, linear 
faceted refractor provides uniform light 
distribution and high angle brightness 
control. 


Square Basket Wraparound—fFiat 
bottom prismatic diffuser opens from 
either side for easy cleaning and service. 
Low profile fixture has linear side prisms 
for brightness control. 


Corridor Wraparound—Prismatic 
diffuser with interlocking support provides 
secure attachment. Injection molded, 
luminous end caps and linear side prisms 
control brightness. Snap in couplers allow 
row mounting without tools. 






LIGHTING 


Architectural & Surface Mount 


No. 1THV2 





Max. Lamp 
Lamp Fixture Lamp Color Ambient 
Watts Wattage Incl. Temp. Fixture Ballast Type Temp. Range 
40wW 78.0 # No — Electronic Program Start 0° to 104°F 
40W 78.0 No — Electronic Instant Start 0° to 104°F 
17W 47.0 No — Electronic Instant Start 32° to 104°F 
32W ~=656.0 ~=No — Electronic Instant Start 0° to 104°F 
32W~=Ss 83.0 ~=No — Electronic Instant Start 32° to 104°F 
32W~=—s 83.0 ~=—No — Electronic Instant Start 0° to 104°F 
32 56.0 No — Instant Start Electronic 0 to 95°F 
14W = 34.0 Yes 4100K Electronic Program Start 0° to 104°F 
14W = 37.0 Yes 3500K Electronic Program Start 32° to 104°F 
14W 340 #No — _ Electronic Program Start 0° to 104°F 
17W~=31.0 ~=Yes 3500K Electronic Instant Start 0° to 95°F 
17W~=31.0 + Yes 4100K Electronic Instant Start 0° to 95°F 
17W 31.0 No — Electronic Instant Start 0° to 104°F 
17W 62.0 No — Electronic Instant Start 0° to 104°F 
28W 58.0 No — Electronic Program Start 0° to 104°F 
32W 58.0 Yes 4100K Electronic Instant Start 0° to 95°F 
32W ~=58.0 ~=Yes 3500K Electronic Instant Start 0° to 95°F 
32W si 8..0 No — Electronic Instant Start 0° to 104°F 
32W ss 89.0 No — Electronic Instant Start 0° to 104°F 
14W = =280 ~§=No — — 0° to 104°F 
 . 
No. 16U244 No. 3XY82 
Suggested 
Lamp Lamp Fixture Lamp Ballast Replacement 
Qty. Type Wattage Item No. Quantity Lens L 
Surface Troffer 
F3218 58 2ETU3 1 LM A12 48" 
2 F3218 58 2ETU3 1 1VNT2 48" 
F32T8U6 = 58 2ETT6 1 1VNT4 24" 
3 F3218 85 2ETU3 1 1VNT2 48" 
4 F3218 112 2ETU3 1 L2MA12 48" 
Low Profile Wraparound 
oo 3GXP8 1 1VNP8 24" 
D F2815 64 5AE20 1 DLB46 46 2" 
F3218 58 2ETU3 1 1VNR1 48" 
F3218 58 3VK30 1 — 48" 
F2815 90 dAE20 1 D2LB46 = 461" 
3 F3218 85 2ETU3 1 1VNR3 48" 
F3218 85 2ETU3 2 1VNR3 48" 
F3218 85 3VK30 2 — 48" 
F1718 64 3GXP8 1 6253369 24" 
4 F3218 fiz 2ETU3 1 (2) 1VNR1_—_—96" 
F3218 116 2ETU3 2 1VNR3 48" 
F38218 32W 112 2ETU3 1 1VNR3 48" 
Economy Low-Profile Wraparound 
2 F3218 58 2ETU3 1 2UJT1 48" 
Volumetric 
9 18 33 6XV01 1 DST24 24" 
18 08 3CA64 1 DST48 48" 
3 18 88 3CA64 1 DST48 48" 
Square Basket Wraparound 
D F3218 58 2ETU3 1 1VNR5 48" 
T8 17 — 1 DSB24 24" 
4 F3218 itz 2ETU3 1 1VNR7 48" 
Corridor Wraparound 
1 30 2ETU3 1 1VNR9 48" 
2 F3218 58 2ETU3 1 1VNR9 48" 
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No. 6ZFW5 


23'%a" 63%64" 


Item 
Series No. 
24" 2AV 3YA25 
24" 2AV 3YA29 
24" 2AV 2MZE8 
24" 2AV 3YA27 
24" 2AV 2MZE9 
24" 2AV 3YA26 
12° AVSM 1THV2 
24" 2RT5 2MZF1 
24" 2RT5 5XY96 
24" VT 6ZFX0 
24" RI8 6HHG2 
24" RIT8 6HHG3 
24" VT 6ZFW7 
24" VT 6ZFW8 
24" VT 6ZFW9 
24" R18 6HHGO 
24" R18 6HHG1 
24" VT 6ZFW6 
24" VT 6ZFW5 
— 22PV05 

A \ 

No. 5YA88 
Item 
H Series No. 
3% MM 1THR7 
3%" 2M 5YA89 
"3Y%" 2M 3YA12 
3% 2M 1THR8 
3% 2M 38YA13 
3" LB 1THP5 
3 LB 4VDE9 
oa LB 3XY66 
oa LB 6CGA8 
a LB 4VDF1 
a LB 3XY/4 
a LB 2UJT2 
or LB 6CGA9 
a LB 1THP4 
3". TLB 5XY71 
ay LB 2UJT3 
o LB 3XY/5 
2% RB 2PFV4 
3%; ST 16U246 
3% ST 16U244 
3%; ST 16U245 
2% SB 3XY82 
2%; SB 6CGCO 
2% SB 3XY83 
4%" CB 5YA88 
4%" CB 2UJR9 


\ ele 9 mk a ~~ . 
“SS i ee No. 22PV05 








LIGHTING Scan. Order. Done. 
Surface Mount Details on page Al. 








LIGHTING. 





No. 48TL89 
LED Vapor Tight Fixtures 
. = . . = 
= 120/277V Lithonia Lighting— 
= UL Listed Fixtures feature a 
All feature fiberglass housings, except closed-cell gasket and 
LumaPro. frosted acrylic lens. FEM 
No. 53VU20 GE—Th sana ' Series is designed for 
vid ‘ sta ae aan P challenging situations and 
: provides optimized illumination for is approved as a wireway 
’ open floor plans, and directional LEDs and for through wiring 
pe a= XX let you direct light where needed to 
a ee .. help increase efficiency. Surface- or LumaPro—Operate at 
_ chain-mount. Recommended for cooler temperatures for 
iy ps . F : . 
[ low-bay lighting applications at 20 ft. more output and longer 
— No. 45VY72 or lower. life. Surface-mount. Steel 
& —— housing, except 53DK 
Se ae aie ielig can Series are polycarbonate. 
f WI stan severe conaitions and serve = 0-10V LED dimming 
— well in food service areas. A remov- 
able gear tray provides quick access 
No. 436R27 to LED drivers and light board. Impact 
modified acrylic lens equivalent to 
100% DR. 
3500K 4000K 5000K 
Fixture Lumens Lumens Lumens 
Fixture DesignLights Temp. Housing Per ‘Item Per Item Per Item 
Wattage Rated Life IP Rating Consortium (DLC) Dimmable Range Material L W Lumens Watt No. /|Lumens Watt No. (Lumens Watt No. 
ighting 
Albeo™ ALR Series 
20.0 100,000 hr. [P65 Yes Yes _-22°to113°F_ Fiberglass 50%" 7%" | — — = 3100 155.0 48TL89 | 3100 155.0 48TL90 
34.0 100,000 hr. [P65 Yes Yes _-22°to 113°F_ Fiberglass 50%" 7%" | — — = 5100 150.0 48TL91 | 5100 150.0 48TL92 
38.0 100,000 hr. IP65 Yes Yes _-22°to113°F Fiberglass 98° 7%" | — — 6100 161.0 48TL95 | 6100 161.0 48TL96 
59.0 100,000 hr. IP65 Yes Yes _-22°to113°F_ Fiberglass 50%" 71%4"|  — = 8100 137.0 48TL93 | 8100 137.0 48TL94 
67.0 100,000 hr. [P65 Yes Yes -22°to113°F_ Fiberglass 98" 71%4"|  — —  — __'/10,100 151.0 48TL97 (10,100 151.0 48TL98 
118.0 100,000 hr. IP65 Yes Yes -22°to 113°F_ Fiberglass 98" 71%4"|  — —  —_—*| 16,100 136.0 48TL99 (16,100 136.0 48TMO01 
Hubbell Lighting - Columbia 
LXEM Series 
21.0 60,000 hr. [P65 Yes Yes -40°to 50°C Aluminum —-27%" ~=~6%" | 2500 107.0 53VU20 | 2500 107.0 53VU23 | — — = 
26.0 60,000 hr. IP65 Yes Yes -40°to 50°C Aluminum 27%" 6%" | 3300 121.0 53VU21 | 3300 121.0 53VU24) — — 
33.0  60,000hr. _IP65, IP67 Yes Yes -40°to0 50°C Aluminum 51%" 6%" | 4200 124.0 53VU26 | 4200 124.0 53VU29 | — — = 
38.5 60,000 hr. IP65 Yes Yes -40°t0 50°C Aluminum —-27%" ~=6%" | 4500 100.0 53VU22 | 4500 110.0 53VU25 | — — = 
49.9 60,000 hr. _IP65, IP67 Yes Yes -40°to 25°C Aluminum 50%" 6%" | 5000 121.0 39DzZ82 | — — — — = 
~ 60,000 hr. _ P65, IP67 Yes Yes -40°to0 50°C Aluminum 51%" 6%" | — — = 5000 123.0 53VU30 > — — = 
47.0  60,000hr. _IP65, IP67 Yes Yes -40°to0 50°C Aluminum 51%" 6%" | 6100 129.0 53VU28 | 6100 131.0 53VU31) — — = 
67.0  60,000hr. _IP65, IP67 Yes Yes -40°to 50°C Aluminum 100". 6%" | 8600 126.0 53VU32 | 8600 128.0 53VU36) — — = 
84.0  60,000hr. _IP65, IP67 Yes Yes -40°to0 50°C Aluminum —_—‘ 100". 6%" | 10000 121.0 53VU33 | 10000 123.0 53VU37) — — = 
95.0 60,000hr. _IP65, IP67 Yes Yes -40°to 50°C Aluminum 100" 6%" | 12,000 129.0 53VU34 |12,000 131.0 53VU38 | — — = 
ara 60,000 hr. _IP65, IP67 Yes Yes -40° to 50°C Aluminum 100" 634" | 15,000 124.0 53VU35 15,000 126.0 53VU39 — — = 
eries 
37 9 60,000 hr._IP65, IP66, IP67 Yes Yes -20° to 25°C ‘Fiberglass 51%" 4" | 2100 116.0 53XX90 | 2100 116.0 53XXx92 | — — = 
™ 60,000 hr. IP65, IP66, IP67 Yes Yes -20° to 25°C Fiberglass 51%" 4" | 4000 109.0 53XX91 | 4000 109.0 53XX93 — 
Lithonia Lighting 
DMW2 Series 
18.0 50,000 hr. _IP65, IP66 Yes Yes -40°to 40°C Fiberglass 24" 5H" | — = 2536 141.0 45VY72 | 2661 148.0 45VY75 
27.0 50,000hr. _IP65, IP66 Yes Yes -40°to 40°C Fiberglass 24", 5H" | — — = 3651 135.0 45VY73 | 3831 142.0 45VY76 
acd 50,000 hr. _IP65, IP66 Yes Yes -40°to 40°C Fiberglass —-24".—«5 7%" — | 4855 121.0 45VY74 | 5094 127.0 45VY77 
eries 
23.0 100,000 hr. IP65, IP66, IP67 No Yes -20° to 25°C Fiberglass 51%" 6%" | — — = 2741 152 53XH25 | 2770 154 53XH30 
31.0 100,000 hr. IP65, IP66, IP67 Yes Yes -20° to 25°C Fiberglass 5134" 6%" | — — = 3612 152 53XH26 | 3651 153 53XH31 
45.0 100,000 hr. IP65, IP66, IP67 No Yes -20°to 25°C ‘Fiberglass 5154" 634" | — — 5385 142 53XH27 | 5444 144 53XH32 
69.0 100,000 hr. IP65, IP66, IP67 Yes Yes -20°to 25°C ‘Fiberglass 51%" 6%" | — — = 7086 140 53XH28 | 7163 142 53XH33 
pee 100,000 hr. IP65, IP66, IP67 Yes Yes -20° to 25°C ‘Fiberglass 51%" 6%" | — — = 8813 142 53XH29 | 8909 144 53XH34 
eries 
33.0  60,000hr. _IP65, IP66 Yes Yes -20° to 40°C Polycarbonate 47%e" 3%" | — — = 3558 106.6 460L02 | 3642 110.3 460L03 
0 60,000 hr. _|P65, IP66 Yes Yes -20° to 40°C Polycarbonate 471%6" 4%" | — — 5365 109.6 460L04 | 5534 112.5 460L05 
umarFro 
19.0 100,000 hr. IP66 No Yes -30° to 40°C Polycarbonate 50° 6%"| — — = — — 2977 140.0 436R30 
99,9 100,000 hr. [P66 No Yes -30° to 40°C Polycarbonate 26" 6%" | — — = 2966 134.0 436R27 | 2850 131.0 436R28 
* 100,000 hr. [P66 No Yes -30° to 40°C Polycarbonate 50°" 6%" | — — = 2912 138.0 436R29 — — 
30.0 100,000 hr. IP66 No Yes -30° to 40°C Polycarbonate 50" 6%" | — ———— 4377 133.0 436R31 | 4360 134.0 436R32 
38.0 50,000 hr. — No No -20°to 45°C = Aluminum = 47%" —- 3%" | — — — _| 4300 ~=—-114.0 53DK26 | — — = 
lronclad® Vandal-Resistant ishat-rshield.. 


Correctional Facility LED Fixture 


=» 120 to 277V 
= UL Listed 


Constructed to withstand extreme abuse, this one-piece fixture can be easily mounted completely flush 
into concrete ceilings using tamperproof fasteners. The high efficiency LED light engine generates a cool 
light that simulates daylight, while a night light LED module provides soothing low-level illumination for 
additional safety after “lights out." Has no accessible parts or hinges that can offer a point of entrance, 
and no areas to hide or conceal contraband. 





Lumens Color Fixture Temp. Fixture Item 
Wattage Lumens Per Watt Temp. Rated Life Dimmable Range Housing Material Diameter Height No. 
42.0 W 4,400 Im 104.8 Im/W 9,000 K 106,000 hr Yes -17° to 40°C ~—304 Stainless Steel 12 Y% in 1% in 494F12 
438 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE* LIGHTING 
Find the Wy. Find Solutions. Find Great Prices. Surface Mount 





= “= Dust- y ee y og | . 
LIGHTING. Resistant ys . 
Special Application Fluorescent Fixtures uf a 
= Lamps not included * . y. 

“ , 
spree l o LO j High-Pressure 
Designed to prevent entry of airborne contaminants. Impact- MO ; Hosé-Down 





resistant acrylic diffuser is secured to housing with cam latches for 
a positive seal. Suitable for use in fabrication and machining areas, 
welding, grinding, or any nonhazardous environment. All are UL 
Listed for wet locations. LumaPro® fixtures are also C-UL Listed for 
wet locations. 


HIGH-PRESSURE, HOSE-DOWN 

Sealed fixtures have a high-impact acrylic lens and are intended for ) 

low to medium mounting heights. IP65 rated. UL and C-UL Listed —_S 
for wet locations. Nos. 1BP87 and 2LYX8 meet FDA/USDA guidelines. | SS 


INDUSTRIAL TROFFER lS 
>. = Cold 


Wet Room, No. 3XY80—Specification-grade troffer is completely Wat Vocation =, Storage 
gasketed with closed-cell neoprene for extra moisture resistance. 

Housing and door frame have white polyester powder-coated paint 
finish for corrosion resistance. 


WET LOCATION 


Great for pharmaceutical and food handling, sauna, traffic tunnel, 
parking lot, and similar applications. UV-resistant gray polycarbonate 
housing is corrosion- and high temperature-resistant and impact-, 








shock-, and fireproof. Clear polycarbonate diffuser. 5-yr. warranty. Cs " bl 
Include hardware for surface or suspended mounting. UL and C-UL Vapor Tight 
Listed for wet locations. Fixture 
VAPOR TIGHT FIXTURES i 
Ballasts are energy-saving and thermally protected. UL Listed for Recessed - 
wet locations. Wet Location 
Suggested 
Lamp Lamp Lamp Fixture Ambient Replacement Item 
Qty. Type ltem No. Wattage Voltage Fixture Ballast Type Temp. Range Lens L W H Series Brand No. 
Industrial 
1 T5HO DAE35 58W 120 to 277 Electronic Program Start __-20° to 104°F — 5154" 4" 4" FEN Lithonia Lighting _16U242 # 
T5HO DAE35 117W 120 to 277 Electronic Program Start -20°to 104°F BMPCL, IMACL,|IMACD 51%" i 4" FEM Lithonia Lighting 16U243 
2 T5HO 5AE35 234W 120 to 277 Electronic Program Start -20° to 104°F IMACL, IMACD 100" (i 4" FEM Lithonia Lighting 16U240 # 
18 3CA64 58W 120 to 277 Electronic Instant Start — -20° to 104°F BMPCL, IMACL, IMACD 51%" (é 4" FEM Lithonia Lighting _16U241 # 
4 18 2ETU3 112W 120 to 277 Electronic Instant Start 0° to 104°F 1VNP1 48" 24° 3%" WRT Lithonia Lighting _3XY80 
Fluorescent 
6 18 3VK30 220W 120 to 277VAC Electronic Instant Start 0° to 104°F — 48" 16" 5" FFB Lithonia Lighting _6ECL2 
Dust Resistant 
{ F17T8 21GR04 17 120 to 277 Electronic 0° to 104°F 6EKP8 26%" 4" A 6 — LumaPro 6GAL4 * 
F32T8 21GP96 32 120 to 277 Electronic 0° to 104°F 6EKP9 50%6' 4" 46 — LumaPro 6GAL5 * 
F32T8 21GP96 64 120 to 277 Electronic 0° to 104°F 6EKP6 50%6 = 6%" A" — LumaPro 6GAL2 * 
T5HO 2EAF8 120W 120 to 277 Electronic Program Start -20° to 104°F 1VNN5 50" 84%" 4%" DMW Lithonia Lighting 1VNU5 
T5HO DAE35 120W 120 to 277 Electronic Program Start -18° to 104°F — 48" 54" 4" XWL Lithonia Lighting 4VDD1 
D T8 2ETU3 56W 120 to 277 Electronic Instant Start 0° to 104°F 1VNN5 50" 8%" 4%" DMW Lithonia Lighting 3YA23 
T8 2ETU3 o6W 120 to 277 Electronic Instant Start 0° to 104°F = 48" 5/4" 4" XWL Lithonia Lighting 4LUW4 
T8 38L993  108W 120 to 277 Electronic Instant Start 32° to 104°F 1VNN6 98" 8%" 5%" DMW Lithonia Lighting 3YA24 
T8HO = 98W 120 to 277 Electronic Program Start -20° to 104°F — 50" 8¥s = 55%" = DMW Lithonia Lighting 6HHG4 
T8HO 2F964 185W 120 to 277 Electronic Program Start _-20° to 104°F 1VNN6 98" 8s" 5%"  DMW Lithonia Lighting _ 2LYX9 
4 T8 2ETU3 112W 120 to 277 Electronic Instant Start 0° to 104°F 1VNN6 98" 8%" 5%" TDMW __ LithoniaLighting 5YA12 
High Pressure Hose Down 
T8 2ETU3 56W 120 to 277 Electronic Instant Start 0° to 104°F 1VNP3 50" BY" 7M" EFT Lithonia Lighting 1BP87 + 
Z T8 2ETU3 56W 120 to 277 Electronic Instant Start 0° to 104°F 1VNP2 4934" 9%" 6" EFS Lithonia Lighting 5YA99 t+ 
T8HO 2F964 160W 120 to 277 Electronic Program Start _50° to 104°F 1VNP6 98" BY" 7M" Eri Lithonia Lighting _ 2LYX8 
4 T5HO 5AE35 216W 120 to 277 Electronic Program Start -20° to 104°F DFHE (185LMY) 51%" = =14%" ~— 6" FHE Lithonia Lighting 4VDC4 ** 
T8 2ETU3 128W 120 to 277 Electronic Program Start _-20° to 104°F — 51%" 14%" 6" FHE Lithonia Lighting 4VDC3 ** 
6 T5HO 5AE35 324W 120 to 277 Electronic Program Start -20° to 104°F — 51%" = =14%" 6" FHE Lithonia Lighting 4VDC6 # 
T8 2ETU3 192W 120 to 277 Electronic Program Start _0° to 104°F — 51%" 14%" _—i6" FHE Lithonia Lighting 4VDC5 ** 
Cold Storage Enclosed High Bay 
4 T5HO 2EAF8 204W_ 120 to 277VAC Electronic Programmed Start 0° to 104°F — 48" 12". 5Y FFB Lithonia Lighting _2YGH3 
Parking Garage 
D Fluorescent 3VK30 78 120 to 277 Electronic Instant Start  -22° to 104°F _ 5474" BY" AY VAP Lithonia Lighting 6ECL4 
Fluorescent 5SAE35 114 120 to 277 Electronic Program Start _-20° to 104°F = 5444" BY" AY VAP Lithonia Lighting _6ECL3 
Wet Location 
9 F32T8 2ETU3 60W 120 to 277 Instant Start 0° to 131°F 310005 50" 6" 415%" — LumaPro 31C001 
F54T5HO DAE35 118W 120 to 277 Programmed Rapid Start _0° to 131°F 310005 50"' 6" 413%" _— LumaPro 31C002 
Vapor Tight 
Fluorescent 3VK30 28 120-277 Instant High Ballast Factor -10-104°F = 52 7 43/4" FEM Lithonia Lighting 40L083 
Fluorescent 3VK30 28 120-277 Instant High Ballast Factor -10-104°F — 100%" 7 43/4" FEM Lithonia Lighting 40L084 
Fluorescent 3VK30 28 120-277 Instant High Ballast Factor -10-104°F — 100%" ‘a 43/4" FEM Lithonia Lighting 40L085 
Fluorescent 3VK30 28 120-277 Instant High Ballast Factor _-10-104°F — of. t 43/4" FEM Lithonia Lighting _40L101 
Fluorescent 3VK30 28 120-277 Instant High Ballast Factor -10-104°F _ 52" ‘g 43/4" FEM Lithonia Lighting 40L093 
Fluorescent 3VK30 28 120-277 Program Start -10-104°F — 52" 7' 45/4" FEM Lithonia Lighting _40L094 
Recessed 
4 T8 2ETU3 112W =: 120 to 277V Electronic Instant Start 0° to 104°F 1VNN9 48" 24" 5. SRT Lithonia Lighting 3XY68 


* Surface- or pendant-mount with included stainless steel bracket. ¢ Surface-mount. # Suspended-mount; includes hooks, suspension cable, and 5-ft. power cord. 
# Surface- or suspension-mount; includes brackets. ** Includes surface-mount brackets. 
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Strip Light Details on page Al. 
a LED Display and Cove Lighting RAD! 
= 0° to 104°F temp. range RADIONIC HI-TECH 
= 90,000-hr. rated life Durable extruded aluminum housing has white acrylic diffuser. Include 5-ft. 
“mali, = 120V power cord, 12" interconnect cord, butt connector, and hardware. Linkable 
> e = o-yr. limited warranty up to 200W. Nondimmable except No. 21GP76. UL Listed. 
Lamp Color Switch Housing Mfr. Item —— Pkg. 
No. 21GP55 Watts Lumens Temp. CRI Dimmable Action Color W H L Model No. Qty. 
ES Series 
1.7 90 3000K 85 No On/Off Silver 1%' % 4' ES-CA03-WW 21GP57_—s 1 
3.9 271 3000K 85 No On/Off Silver 144" %' 12 ES-CA01-WW 21GP55_—s1 
12 ae 3000K 85 No On/Off Silver 1%" % 12" ES-CA02-WW 21GP56 2 
LY Series 
23 219 4500K 90 No On/Off Silver 1%" 1" 12' LY513-30-CW-9 A49NV85_ 1 
ra 219 4500K 90 No Hi/Low/Off Silver 14%" 8%4" 12" LY513-30-CL-CW-9 49NV87_ 1 
ze 2.9 286 4500K _90 No On/Off Silver 1%" 1" 18° LY515-40-CW-9 A49NV86__1 
— No. 49NV85 38 286 4500K 90 No Hi/Low/Off Silver 1%" °%a" 177%" LY515-40-CL-CW-9  49NV88 1 
ZX Series 
1.9 188 A4500K 90 No On/Off Silver 1%" 1' 3" ZX506-CW-9 49NV89_ 1 
2.3 164 3000K 90 No On/Off Silver 1%" 1" 3" ZX506-WW-9 49NV90_— 1 
44 435 3000K 90 No Hi/Low/Off Silver 1%" 1" 12' ZX513-HL-WW-9 49NV93 1 
4.6 450 4500K 90 No Hi/Low/Off Silver 1%" 1" 12’ ZX513-HL-CW-9 49NV92_ 1 
5.8 450 4500K 90 No Hi/Low/Off Silver 1%" ®%4" 12" ZX513-CL-HL-CW-9 49NV94_ 1 
Re 5.9 436 3000K 90 No Hi/Low/Off Silver 142" %4" 17%" ZX515-CL-HL-WW-9 49NWO1 1 
6.3 625 3000K 90 No Hi/Low/Off Silver 1%" 1" 18 ZX515-HL-WW-9 49NV98_ 1 
6.3 435 3000K 90 No Hi/Low/Off Silver 142" 84" 12" ———ZX513-CL-HL-WW-9  49NV95 1 
6.4 663 4500K 90 No Hi/Low/Off Silver 1%" 1" 18 ZX515-HL-CW-9 49NV97_ 1 
6.4 662 4500K 90 No Hi/Low/Oftf Silver 3%" 1" 18" ZXR515-HL-CW-9  49NWO04_ 1 
6.7 435 2700K 85 Yes On/Off Silver 1%" 1" 12' ZX513-D-WW 21GP76_— 1 
8.2 564 4500K 90 No On/Off Silver 1%" 1" 19! ZX515-CW 21GP66_— 1 
8.2 564 4500K_ _90 No On/Off Silver 1%" 1" 19! ZX515-CL-CW 21GP74_ 1 
8.4 663 A4500K 90 No Hi/Low/Off Silver 1%" ®%4" 17%" —ZX515-CL-HL-CW-9  49NV99_ 1 
9.0 720 4500K 90 No Hi/Low/Off Silver 1%" %4" 24" ZX524-CL-HL-CW-9  49NWO03 1 
9.5 624 2700K 85 No Hi/Low/Off Silver 1%" 1" 19" ZXR515-HL-WW 21GP70_ 1 
10.2 = 720 4500K 90 No Hi/Low/Oftf Silver 1%" 1" 24' ZX524-HL-CW-9 49NWO02 1 
No. 36ND60 For Use With Radionic ZX and LY Task Lights 
Connector Cord XNCC12W 45TY63_—s 
Connector Cord XNCC24W 45TY64 
Hardwire Box ZX-HWBX 36ND60_—‘1 
. \ “~~ urHona ==RATYIE 
\ \ " a LIGHTING. HI-TECH, INC. 
\ \ i LED Undercabinet Lighting 
X \ a = 50,000-hr. rated life 
No. 39F140 ' \ No. 32PF21 = 120V 
\ . \ = 5-yr. limited warranty 
™ LITHONIA LIGHTING® 
—— ’ Provide task or accent lighting. Low-profile design. Connect up to 
a= : — Z 1 on i 1 
_|aa—=. —_ a 540W on a single run; include 13" linking cable, o ft. power cord, 
‘ and plug UL and C-UL Listed. ENERGY STAR qualified. 
{2 we ‘ —— RADIONIC HI-TECH 
a —_ Linkable up to 200 watts. Include 5 ft. power cord and plug, 
No. 39UR44 No. 39UR45 linking cord, butt connector, and plug. UL Listed. 
Color Switch Housing Item 
Watts Lumens Temp. CRI  Linkable Dimmable Action Includes Color L W H No. 
Lithonia Lighting 
0.2 413 3000K 83 Yes Yes On/Off — White 12" 3%. 1" __39F140 
8.6 989 3000K 83 Yes Yes On/Off — White 18" 3% 1" 39F141 
11.8 740 3000K 83 Yes Yes On/Off — White 24" 3%" {"_ 39F142 
Radionic Hi-Tech 
6.4 453 4000K 90 Yes Yes On/Off Linking Cable and Butt Connector, Detachable 5' Cord/Plug/Hardwire Parts —_ White 14" 4 1" 32PF21 
10.8 741 4000K 90 No No Hi/Low/Oft 9: Cord,USB Charging Port & Convenience Outlet White 22 4 1" 89UR44 
10.9 744 4000K 90 Yes Yes On/Off Linking Cable and Butt Connector, Detachable 5' Cord/Plug/Hardwire Parts —_ White 22. 4" 1" 32PF22 
11 741 4000K 90 Yes No Hi/Low/Off _5' Cord, Linking Cable and Butt Connector, Hardware, USB Charging Port White 22 4" 1" 389UR45 
13:9 918 4000K 90 Yes Yes On/Off Linking Cable and Butt Connector, Detachable 5' Cord/Plug/Hardwire Parts —_ White 32" 4" 1" 32PF23 
13.5 918 4000K 90 Yes No Hi/Low/Off _5' Cord, Linking Cable and Butt Connector, Hardware, USB Charging Port White a 4 1" 39UR46 
Cracked Ice Prismatic Egg Crate 
a PKG. QTY. 
5 
ee iy L W Thickness Item Item | Item 
“3 Polymershapes —— , ype Material Deseription (in) in) An PGI Brand No. No. Mn 
racked Ice crylic ear 1% 4 olymershapes —_— 4VZJ5 | 4VZH9 
Replacement Light Panels Acrylic Clear 47%, 23% 0.095  Polymershapes | _— | 4VZJ2 | 4VZH6 
Brisnaaile Acrylic White 47% 23% 0.095 Polymershapes — 4VZJ4 | 4VZH8 
Full panels for 2-ft. x 4-ft. fluorescent fixtures lay powcarponate Hextured an a aoe rexan are = = 
; . ycar r x — — 
into the T-bar grid under the fixture. Egg Crate Styrene White, Grid Size 34x % 473% 23% 0.305. Polymershapes | — | 4V21). — 
440 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° LIGHTING 
Find the yi. Find Solutions. Find Great Prices. Strip Light 
Fluorescent and Xenon wy , C4 , 
Undercabinet Lighting Tee 
LIGHTING. 
=i No. 1VNK3 
= Electronic ballast = 
Lens material is nonyellowing white acrylic on 
fluorescent fixtures, glass on xenon fixtures. 
Each includes cord; Linking Convertible fixtures 
include plug-in and linking cords. No. 2ZB95 
Hardwired and Plug-In fixtures feature hinged 
and unitized wireways; xenon units have a No. 2ZB92 
stepdown 12V transformer and can be wired to a 
dimmable switch. 
Suggested 
Lamp Lamp Lamp Lamp Switch Nom. Nom. Nom. Item 
Qty. Type Item No. Incl. Lamp Watts Description Type L W H Brand No. 
Hardwired 
Fluorescent 
F8T5 2V235 No 8.0 — On/Off 12V" 5" OT LumaPro 27B85 
F819 2EAC5 No 8.0 Hingeable Easy Install Tray, Preheat Ballast On/Off 12%" ° 1%" Lithonia Lighting 1VNK8 
F13T5 2V806 No 13.0 — On/Off 21% LumaPro 27B87 
F1315 2EAC6 No 13.0 Hingeable Easy Install Tray, Preheat Ballast On/Off 21% ay 1%" Lithonia Lighting 1VNK9 
FI518 1V173 No 15.0 — On/Off en LumaPro 22B86 
1 FI578 1V173 No 15.0 Electronic Ballast On/Off 18% 4" 15%" Lithonia Lighting __1VNK3 
F17T8 4XMK6 No 17.0 — On/Off 24% 4 LumaPro 2ZB89 
FI7T8 3GXP8 No 17.0 Electronic Ballast On/Off 24% 4" 18% Lithonia Lighting __1VNK4 
F2578 4XML3 No 25.0 — On/Off 36% 41 LumaPro 27B91 
F2518 3GXR3 No 25.0 Electronic Ballast On/Off 3698" 4 134" Lithonia Lighting 1VNK5 
F3278 4XMJ1 No 32.0 — On/Off By 4 Ye LumaPro 27B93 
F32T8 2ETU3 No 32.0 Electronic Ballast On/Off 48%" "1% Lithonia Lighting _1WNK6 
F815 2V235 No 8.0 — On/Off Le a 0 LumaPro 22B88 
2 F815, F13T5 2V235/2V806 No 21.0 — On/Off 33%" LumaPro 22B90 
F13T5 2V806 No 13.0 — On/Off 4ayyy LumaPro 27B92 
Convertible 
Xenon 
1 12V18W Wedge Base 2FME6 Yes 18.0 — High/Low/Off 9% BK" Th LumaPro 220473 
wae 120V20W G8 — Yes 20.0 — High/Low/Off 7% BY LumaPro 220477 
ug-in 
Fluorescent 
F13T5 2V806 No 13.0 5 ft. 18/2 Cord On/Off 21% COAT LumaPro 22B96 
FI578 1V173 No 15.0 5 ft. 18/2 Cord On/Off 18V" 5" TH" LumaPro 22B95 
FI578 1V173 No 15.0 — On/Off 13v" 4" TH" LumaPro 23NU66 
1 FI7T8 4Xmk6 No 17.0 — On/Off 24% 4 LumaPro 23NU67 
F2578 4XML3 No 25.0 — On/Off 36% 4" LumaPro 23NU68 
F32T8 4XMJ1 No 32.0 5 ft. 18/2 Cord On/Off 48%" bus" 1%" LumaPro 27E12 
F32T8 4XMJ1 No 32.0 — On/Off ay LumaPro 23NU69 
F815 2V235 No 8.0 5 ft. 18/2 Cord On/Off 24" OG LumaPro 22B97 
9 F815, F13T5 2V235/2V806 No — 5 ft. 18/2 Cord On/Off 33%" LumaPro 27B99 
F13T5 2V806 No 13.0 5 ft. 18/2 Cord On/Off Vy) an 7 LumaPro 27E11 
F13T5 2V806 No 13.0 — On/Off 4oy LumaPro 23NU65 
Fluorescent Wall “=... ‘ZL 
= LITHONIA 
Bracket Fixtures LIGHTING. 
a . = 
= Mount horizontally on wall (General-Grade All-Purpose == Lamps not included No. 2YMY2 ma, a] 


can also be mounted vertically and on ceiling) 


— 


GENERAL-GRADE ALL-PURPOSE 
= Up and down light 
= White opal acrylic diffuser 


For multipurpose areas such as 
corridors, utility rooms, and lavato- 
ries where high vertical illumination 
is required. White finish. Lithonia 
fixtures feature easy-maintenance 
design with standard spring-loaded 
endcaps, for easy diffuser removal 


PREMIUM-GRADE COMMERCIAL 
= Direct or direct/indirect light 
= Tinted acrylic snap-in 

diffuser (prismatic pattern) 
For areas that require contempo- 
rary, low-profile lighting. No tools 
required for relamping. White finish. 
Lithonia fixtures feature detachable, 
hinged electrical service tray for 
easy installation and maintenance. 


: 


_— No. 2UWX6 





without tools. oer 
Lamp Lamp Lamp Max. Fixture — Fixture Ambient Nom. Nom. Nom. Description/ Item 
Qty. Type Watts Wattage Voltage Temp.Range L W H Special Features Series Brand No. 
General Grade All-Purpose, Electronic Ballast 
17 0 120 0to104°F 24" 4%" Ay" — _— LumaPro 2UWX7 
F1/18 17.0 22.0 120 Oto 104°F 24" 44%" AY," Grounded Outlet, On/Off Pull Switch WC Lithonia Lighting 5YA83 
1 F3218 32.0 31.0 120to2//7 Otol04°F 48" 45%' 4Y," General Grade All Purpose, Electronic Ballast WC Lithonia Lighting 3XY92 
F3218 32.0 29.0 120 0to104°F 48" 4%" Ay," Grounded Outlet, On/Off Pull Switch WC Lithonia Lighting 5YA81 
Fo415 04.0 62.0 120to2/7/  QOto104°F 48" 4%" 4% General Grade All Purpose, Electronic Ballast WC Lithonia Lighting 4MZX3 
F1718 17.0 32.0 120to2/7/  Oto104°F 24" 4%" Ay" General Grade All Purpose, Electronic Ballast WC Lithonia Lighting 2YMY2 
F1/18 17.0 39.0 120 0to104°F 24" 4%" Ay," Grounded Outlet, On/Off Pull Switch WC Lithonia Lighting 5YA85 
F2518 250) 93.0 120 0to104°F 36° 4%" 4V" Grounded Outlet, On/Off Pull Switch WC Lithonia Lighting 5YA86 
2 F3218 32.0 47.0 120to2// Otol04°F 48" 4%%' AY," General Grade All Purpose, Electronic Ballast WC Lithonia Lighting 3XY93 
F3218 32.0 99.0 120 O0to104°F 48" = 4%" Ay" Grounded Outlet, On/Off Pull Switch WC Lithonia Lighting 5YA82 
F3218 32.0 98.0 120 to 2/77 Oto104°F 48%" 5%" — 32%q" — — LumaPro 2UWX6 
ro216 32.0 99.0 120to27/ Otol104°F 48%" 7" a6 Contemporary wall bracket W Lithonia Lighting 3XY91 
General Grade All-Purpose, Magnetic Ballast 
2 F20T12 ~=—20.0 36.0 320 104°F 24" 49%" Ay," — — LumaPro 2UWX3 
Premium Grade Commercial, Electronic Ballast 
F3218 32.0 98.0 120to2// Oto104°F 48%" 5%" — 32%q" — LumaPro 2UWX4 
9 F3218 32.0 98.0 120 Oto 104°F 48%" 5%" 32VYea" — — LumaPro 2UWY2 
F3218 32.0 99.0 120to2/7/ = Oto104°F 48%6e 7%!" 3%" General Grade All Purpose, Electronic Ballast, Downlight Only WP — LithoniaLighting 3XY/7 
F3218 32.0 48.0 120 0to104°F 48%6 7%" 34 Grounded Outlet, On/Off Pull Switch WP Lithonia Lighting 5YA87 
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LIGHTING. 


Fluorescent Strip Lights 






Narrow = Painted surfaces GENERAL-PURPOSE 
have a high-gloss, End plates allow continuous 
baked white finish row mounting. 
Lithonia models with MV 
ballast are NEMA Premium® a fle | 
and CEE Qualified. Wiepieie Genetal ane 
premium illumination in 
3 NARROW surface or suspended 
F. ~ ) y Use in cove, storage areas, applications; can be single 


and other light-duty appli- or row mounted in tight 
cations. Suitable for surface spaces. 3-point row aligner 


or suspended mounting; allows straighter continu- 
can be single or row ous row mounting. Gripper 
mounted. back feature offers stronger 
te, SIDE-MOUNT construction than typical 
<< strips. 
“= a For low-profile, cove, 
_ ~~ and general-purpose Z STRIP 
> Side-Mount applications. Suitable for surface or 
~ : suspended applications. 
> er Nos. 16U234, 16U235, and 
a , Gripper back channel = +4233 have instant-start 
= ad feature provides strength; —_hallasts. Snap-together 
_ allows additional mounting components. Not for contin- 
General-Purpose TO te > options, while the premium uous row mounting 


row aligner (included) 
allows for continuous row 





— mounting. Larger end plates 
ee. | protect lamp holders from 
. damage. 
Suggested 
Lamp Lamp Lamp Fixture Ambient Foot- Item 
Qty. Type Item No. Wattage Voltage Temp. Range L W H notes Series Brand No. 
Narrow 
FI5T12 2V429 21 120 50 to 104°F 18" 29/4" 2/4" 1 _ LumaPro 2UWR3 
{ F25T8 3GXR3 23 120-277 0 to 104°F O50: 294" 134" 2,9 C Lithonia Lighting 2MZG6 
F39T8 2ETU3 30 120-277 0 to 104°F 48" 34" 2" 2 _ __LumaPro_ 2UWR7 
4XMJ4 30 120-277 0 to 104°F 48" 23" 1%" 2,9 £ Lithonia Lighting 3XY81 
F17T8 3GXP8 33 120 0 to 104°F 24" A4%6" 2%" 2,9 C Lithonia Lighting 5YA61 
2 F25T8 3GXR3 40 120 0 to 104°F 36" A%6" 2% 2,9 C Lithonia Lighting 5YA62 
F32T8 2ETU3 38 120-277 0 to 104°F 96" 294" 1%" 2,8,9 1S Lithonia Lighting 3XY88 
Side-Mount 
{ F25T8 4XML2 23 120 0 to 104°F 36" 49" 17%" 2 — LumaPro 2UWT3 
F32T8 4XMJ4 30 120-277 0 to 104°F 48" 49" 1%" 2 — LumaPro 2UWT7 
F1718 4XMK5 34 120 0 to 104°F 24" 5%" 17%" 2 _ LumaPro 2UWT1 
2 F20T12 6NB14 36 120 50 to 104°F 24" D. 17%" 3 — LumaPro 2UWT5 
F32T8 4XMJ4 58 120-277 0 to 104°F 48" 5. 17%" 2 — LumaPro 2UWT8 
Heavy-Duty 
{ F54T5HO 5AE35 62 120-277 0 to 104°F 48" 43," 3" 2 UNS Lithonia Lighting 4MRR9Q 
F96T12HO 2F964 205 120-277 -20 to 104°F 96" 43," ch 2 UNS Lithonia Lighting 4MRT2 
F32T8 2ETU3 58 120-277 0 to 104°F 48" 43," ch 2,9 UNS Lithonia Lighting 5YA64 
F48T12HO 3V443 125 120-277 -20 to 104°F 48" 43," a 2 UNS Lithonia Lighting 4MRT3 
D F54T5HO dAE35 120 120-277 0 to 104°F 48" 43," a 2 UNS Lithonia Lighting 4MRR7 
dAE35 120 120-277 0 to 104°F 96" 43," 3 2,8 TUN Lithonia Lighting 4MRT1 
F96T12HO 492Y03 205 120-277 -20 to 104°F 96" 43," 3" 2 UNS Lithonia Lighting 4MRT4 
F96T8 1NZ23 110 120-277 32 to 104°F 96" 43," ch 2 UNS Lithonia Lighting 5YA65 
fl F32T8 2ETU3 128 120-277 0 to 104°F 96" 43," a 2 UNS Lithonia Lighting 6MGG1 
F54T5HO 5AE35 240 120-277 0 to 104°F 96" 43," a 2,8 TUN Lithonia Lighting 4MRR8 
General Purpose 
1 FO6T8 1NZ23 68 120-277 32 to 104°F 96" A4%S6" 2%" 2,9 C Lithonia Lighting 5YA63 
F1718 6XT99 33 120-277 0 to 104°F 24" 43," 2Vvie 2 C Lithonia Lighting 4MRU8 
F25T8 4XML2 44 120-277 0 to 104°F 36" 43," 2Vie 2 C Lithonia Lighting 4MRU9 
2ETU3 50 120 0 to 104°F 48" 43," 3 9 C Lithonia Lighting 2MZG3 
D F32T8 4XMJ4 58 120-277 0 to 104°F 48" A%6" 21/6" 2 — LumaPro 2UWU3 
2ETU3 58 120-277 0 to 104°F 48" A%6' 2%" 2,9 C Lithonia Lighting 3YA20 
F96TS 2D002 110 120-277 32 to 104°F 96" A%6" 21/6" 2 — LumaPro 2UWU5 
1NZ23 114 120-277 32 to 104°F 96" A%6" 27" 2 C Lithonia Lighting 3YA21 
T8 3vk30 32 120-277 0 to 77F 96" 43%" 2 -1/16" — C Lithonia Lighting 40L068 
4 F32T8 2ETU3 112 120-277 0 to 104°F 96" 4% 6" 27" 2,8,9 TC Lithonia Lighting 3XY85 
Low Profile 
{ F28T5 5AE20 33 120-277 -20 to 104°F 46" 24" 1%" 2 Z Lithonia Lighting 4MRT9 
F54T5HO 5AE35 62 120-277 -20 to 104°F 46" 21%" 1%" 2 Z Lithonia Lighting 4MRT5 
F28T5 5AE20 64 120-277 0 to 104°F 46" 24" 1%" 2 Z Lithonia Lighting 4MRU1 
2 5AE35 120 120 -20 to 104°F 46" 24%" 1%" 2 Z Lithonia Lighting 4MRT6 
F54T5HO 5AE35 120 120-277 -20 to 104°F 92" 214" 1%" 2,8 WZ Lithonia Lighting 4MRT7 
4 5AE35 240 120-277 -20 to 104°F 92" 24%" 1%" 2 LZ Lithonia Lighting 4MRT8 
Z Strip 
1 F15T8 1E012 15 120 0 to 104°F 18" 134" 24" 1 Z Lithonia Lighting 16U238 
D 17WT8 6XV01 30 120/277 0 to 104°F 24" 244" 1%" _ 2 Lithonia Lighting 16U234 
32WT8 3CA64 58 120/277 0 to 104°F 48" 24" 1%" — Z Lithonia Lighting 16U233 
4 25WT8 3CA64 28 120/277 0 to 104°F 96" 244" 1%" _ Ze Lithonia Lighting 16U235 
Footnotes: 1—Preheat, separate starter required. 2—Electronic ballast. 3—High power factor. 7—Staggered. 8—Tandem. 9—Rotating locking lamp socket. 
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GRAINGER CHOICE’ LIGHTING 
Find the wi. Find Solutions. Find Great Prices. Strip Light 
it it it a . ° Ca Zz 
LED Strip Lighting we 
= 120 to 277V LCS Series—utilitarian strip has a heavy die-formed steel channel; excellent for No. 53VU13 
LED luminaires are an energy-efficient, low maintenance  back-of-house use. Designed for simple maintenance and upgrades. Surface or / 
alternative to traditional fluorescent lighting. suspended mount. 
GE LSRK Series—LSRK retrofit kits are designed to fit into most 4-4.25" and No. 488U53 


5-5.25" wide linear housing channels with minimum dimensional requirements. 


LITHONIA 
All fixtures have a cold-rolled steel housing. 


Mount at 20 feet or lower in commercial, low bay lighting 
applications. Match with motion, daylight, and wireless 
controls (sold separately) for increased energy savings. 


Albeo™ ALC Series—The Albeo™ ALC5 Series has a 
rugged extruded aluminum housing and a precision lens 
system that optimizes light distribution. White polyester 





No. 53VT87 


CDS Series—Designed for one-for-one replacement of fluorescent strip lights in 
retail, warehouse, and office applications. Feature a polycarbonate lens. Surface 


as or suspended mount. No. 483U02 
powder coat finish. Surface mount. . . 
a . - —_ CLX Series—Can be continuous row mounted or installed as a stand-alone 
Albeo” ALV Series—Albeo " ALV1-series LED luminaires fixture, Ideal for commercial, manufacturing, warehouse, and display applica- 
have directional LEDs that let you put light where it's tions. Acrylic lens and injection molded endcaps. Wall, pendant, or stem ceiling No. 454X20 
needed. Stamped metal housing. Surface or chain mount. — poynt. 
HUBBELL MNSL Series—Damp location strip light simulates the look of traditional fluo- 
CSL Series—With a frosted acrylic lens, and fully assem- escent tube fixtures. Diffuse polycarbonate lens. Surface or suspension mount. sis nen 
bled for quick installation. Excellent for commercial indoor, 74.49) Series—Drop lens fixtures provide a clean look for commercial or 
classroom, conference room, and similar applications. architectural applications. Intentional uplighting helps minimize the cave effect. 
Surface mount on wall or ceiling. Snap-on/snap-off lens. Surface, pendant, or stem mount. No. 22CK45 


LCL Series—A formed acrylic lens helps eliminate pixila- 
tion and reduce glare. Excellent for anywhere aesthetics 
are not essential. Surface, wall, or suspended mount. 


ZL1N Series—'deal for both uplighting and downlighting in new construction 
and retrofit applications. Fixtures have a standard diffuse snap-on/snap-off lens, 





and can be surface, pendant, or stem mounted. No. 36UX13 
Emergency DesignLights 3500K 4000K 5000K 
Color Battery Consortium Fixture Temp. Lumens Item Lumens Item Lumens Item 
Watts _Index Backu Dimmable DLC Rated Life Range L W_| Per Watt Lumens No. Per Watt__Lumens No. Per Watt Lumens No. 


E Lighting 
Albeo™ ALC Series 





























38.0 70.0 No Yes Yes 100,000 hr. -30°to 55°C 48" = 23%" — — — 1315 5000 48TL79 1315 5000 48TL80 
111.0 70.0 No Yes Yes 100,000 hr. -30°to55°C 48" = 23" — — — — — 12.0 8000 48TL82 
70.0 No Yes Yes 100,000 hr. -30°to 55°C 96" 2% — — — 144.1 16,000 48TL87 144.1 16,000 48TL88 
Albeo™ ALV Series 
38.0 0 Yes Yes 100,000 hr. -30°to 45°C 48" 3%" — — — 1315 5000 49EN84 131.5 5000 49EN85 
70.0 No Yes Yes 100,000 hr. -30°to 45°C 96" 3% — — — 263.1 10,000 49EN90 263.1 10,000  49EN91 
410 10.0 No Yes Yes 100,000 hr. -30°to45°C 48" 3%" — — — fol 3000 49EN82 13.1 3000 49EN83 
70.0 No Yes Yes 100,000 hr. -30°to45°C 48" 3%" — — — 195.1 8000 49EN88 195.1 8000 49EN89 
111.0 70.0 No Yes Yes 100,000 hr. -30°to45°C 48" 3%" — — — 54.0 6000 49EN86 54.0 6000 49EN87 
70.0 No Yes Yes 100,000 hr. -30°to 45°C 96" 3% — — — 144.1 16,000 49EN92 144.1 16,000 49EN93 
Hubbell Lighting - Columbia 
CSL Series 
40.0 80.0 No Yes Yes 55,000 hr. -20°to 25°C 48° 2%' — — — 112.0 4500 488U52 — — — 
, ae __ 80.0 No Yes Yes 55,000 hr. -20°to 25°C 96° 2%" — — — 112.0 9000 488U53 — — — 
eries 
19.0 80.0 No Yes Yes 50,000 hr. -20°to 25°C 48" 4%"! 140.0 2600 53VT88 — — — 140.0 2600 53V197 
80.0 Yes Yes Yes 50,000 hr. -20°to 25°C 48° 4%" — — — 140.0 2600 53V193 — — = 
0 es es J, r. _-20° to 25 : o. — — — 5 1 — — — 
38.0 80.0 No Yes Yes 50,000 hr. -20°to 25°C 96° 4yY%' — — — 142.0 5300 53VU05 — — — 
42.0 80.0 Yes Yes Yes 50,000 hr. -20°to 25°C 48° 4yY' — — — 129.0 5400 53V1T95 — — — 
52.0 80.0 No Yes Yes 50,000 hr. -20°to 25°C 48" 4" — — — 126.0 6550 53V196 126.0 6550 53VU02 
84.0 80.0 No Yes Yes 50,000 hr. -20°to 25°C 96" 44%"! 129.0 10,500 53VU03 — — — 129.0 10,500  53VU10 
it we _ 80.0 No Yes Yes 50,000 hr. -20°to 25°C 96° 4%!" — — — 126.0 13,000  53VU08 126.0 13,000 53VU12 
eries 
23.0 80.0 No Yes Yes 50,000 hr. -20°to 25°C 24" 4%6'| 127.0 3000 53VU13 131.0 3000 53VU14 — — — 
42.0 80.0 No Yes Yes 50,000 hr. -20°to 25°C 48" 4%6'| 134.0 5600 53VU15 136.0 5600 53VU17 — — — 
52.0 80.0 No Yes Yes 50,000 hr. -20°to 25°C 48" 4%6'| 130.0 6850 53VU16 132.0 6850 53VU18 — — — 
83.0 80.0 No Yes Yes 50,000 hr. -20°to 25°C 96" 4%6' — — — 136.0 11,300  53VU19 — — — 
LSRK Series 
gee _ 80.0 No Yes Yes — -20° to 25°C. 48" 4 126.0 4100 56FH65 128.0 4200 56FH66 — — — 
eries 
40.0 80.0 No Yes Yes 60,000 hr. -25°to 35°C 48° 3° 114.0 4500 656N90 115.0 4600 656N91 115.0 4600 656N92 
80.0 80.0 No Yes Yes 60,000 hr. -25°to 35°C 96° 3° — — — 115.0 9200 656N93 — — — 
Lithonia Lighting 
CDS Series 
38.0 80.0 No Yes No 60,000 hr. -40°to 35°C 48" 2%"! 109.0 4146 483U02 111.0 4211 483U03 115.0 4366 483U04 
nix _ 80.0 No Yes No 60,000 hr. -40°to 35°C 96" 2%" | 115.0 88/2 483U05 117.0 9010 483U06 121.0 9342 483U07 
eries 
50.0 No Yes No 60,000 hr__-20° to 40°C 48" 32" — — — 138.0 2812 454X20 141.3 28/9 454X21 
80.0 No Yes No 60,000 hr. -20°to 40°C 48° 3Y' — — — 142.0 2895 454X28 145.9 2963 454X29 
34.8 80.0 No Yes No 60,000 hr. -20°to 40°C 48" 3%! — — — 135.1 4701 454X22 138.0 4813 454X23 
80.0 No Yes No 60,000 hr. -20°to 40°C 48° 3%! — — — 139.0 4839 454X30 142.0 4954 454X31 
38.9 80.0 No Yes No 60,000 hr. -20°to 40°C 96" 3”! — — — 145.9 5535 454X24 148.0 566/ 454X25 
80.0 No Yes No 60,000 hr. -20°to 40°C 96° 3%! — — — 149.2 5697 454X32 150.4 5832 454X33 
65.0 80.0 No Yes No 60,000 hr. -20°to 40°C 96" 32 — — — 137.0 9137 454X26 140.1 9354 454X27 
" 80.0 No Yes No 60,000 hr. -20°to 40°C 96° 3%! — — — 141.3 9404 454X34 143.1 9627 454X35 
MNSL Series 
50.0 88.0 No No No 50,000 hr. -40°to95°F 46° 13%’ — — — 87.5 2100 22CK45 — — — 
ZL1D Series 
22.0 80.0 No Yes Yes 100,000 hr. -4°to 86°F 24° 2%" | 1246 2/42 405D86 126.6 2/85 405D87 Tale 288/ 405D88 
30.0 80.0 No Yes Yes 100,000 hr. -4°to 86°F 48 2%") 132.2 3966 405D77 134.3 4028 405D78 139.2 41/6 405D79 
36.0 80.0 No Yes Yes 100,000 hr. -4°to 86°F 24" 2%") 116.4 4190 405D89 118.2 4255 405D90 122.6 4412 405D91 
41.0 80.0 No Yes Yes 100,000 hr. -4°to 86°F 48" 2%" | 133.1 5456 405D80 135.1 5541 405D81 140.1 5/45 405D82 
59.0 80.0 No Yes Yes 100,000 hr. -4°to 86°F 48 2%" | 126.8 7480 405D83 128./ 7596 405D84 133.9 18/6 405D85 
60.0 80.0 No Yes Yes 100,000 hr. -4°to 86°F 96° 2%" — — — 139.8 8386 405D92 — — — 
81.0 80.0 No Yes Yes 100,000 hr. -4°to 86°F 96° 2%" — — — 141.3 11,442 405D94 — — — 
121.0 80.0 No Yes Yes 100,000 hr. -4°to 86°F 96° 2%! — — — 132A 15,986  405D93 — — — 
ZL1N Series 
15.0 80.0 No Yes Yes 60,000 hr. -20°to30°C 96° 2%' — — — 134.0 14000 38GT87 — — — 
25.0 83.0 No Yes No 100,000 hr. -4° to 86°F 24" 2%" — — — 120.0 2655 26X695 — — — 
80.0 No Yes Yes 100,000 hr. -4°to 86°F 48° 2%' — — — 131-0 3293 36UX13 — — — 
34.0 80.0 No Yes Yes 100,000 hr. -4°to 86°F 48 2%" — — — 125.0 5265 36UX12 — — — 
52.0 83.0 No Yes Yes 100,000 hr. -4°to 86°F 48 2%" — — — 110.0 7431 26X694 — — — 
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LIGHTING 
Bay Fixtures 


Scan. Order. Done. 
Details on page A1. 





(A x 


LITHONIA 


LIGHTING. Luna 


Low Bay Fluorescent 
Industrial and Shop Lights 


= Lamp not included applications; can be single or row 

Heavy duty construction; code gauge mounted. Solid-top reflector style 

steel. Painted surfaces have a high- (nonapertured) for general lighting; aper- 
gloss, baked white polyester finish. tured models offer 8% uplight 

Lithonia models with MV ballast are HEAVY-DUTY 

NEMA Premium® and CEE Qualified. = For mounting heights up to 25 ft. 


| GENERAL-PURPOSE PREMIUM SERIES Spring-loaded turret sockets hold lamps 
= For mounting heights up to 20 ft. securely in place, while the heavy-duty 
Embossed reflectors are suitable for spin nut fasteners secure reflector to 
most industrial-type applications. channel. Gripper Back Channel feature 
Premium row aligner (included), allows Offers additional mounting options. 
continuous row mounting. Gripper Back § Apertured models offer 20% uplight. 
Channel feature offers additional mount- snHop LIGHTS 





No. 5YA68 





bk 





ing options. Lights offer reliable ballast operation and 
No. 3XY87 GENERAL-PURPOSE reduced noise. Sturdy, thick-gauge steel 
ax STANDARD SERIES for durability. Fully assembled; include 
“4 = For mounting heights up to 16 ft. mounting hardware and power cord. 
12" reflector offers suitable illumina- C-UL Listed. 
tion for light-duty direct or suspended 
No. of Max. Suggested 
Light Lamp Lamp Fixture Fixture Description/ Temp. Fixture Fixture Fixture Lamp Reflector Fixture Item 
Bars Type Watts Wattage Voltage Special Features Range Length Width Height Item No. Type Brand Series _No. 
General Purpose Premium Series 
F3218 0 56.0 120 to 2/7 Heavy-Duty Strip 32° to 104°F 48" 12" Ay," 2ETU3 Non-Apertured Lithonia Lighting EJS 2MZC8 
F32T8 32.0 56.0 120 to 2// Heavy-Duty Strip 32° to 104°F 48" 12 Ay" 2ETU3 Apertured Lithonia Lighting EJSA  2MZD1 
2 F3218 32.0 640 120to2// Electronic Ballast, Meter Cord 0° to 104°F 48°%a" 5%" Ze 21GR01 Non-Apertured LumaPro —  35GW82 
F32T8 32.0 640 120to2// Electronic Ballast, Meter Cord 0° to 104°F =48%%4" 5%" 2/8" 21GRO01 Apertured LumaPro —  35GW84 
F96T8 59.0 104.0 120 to 2// Heavy-Duty Stri 32° to 104°F _96" 12" Ay" 1NZ23 Non-Apertured Lithonia Lighting EJS 2MZC9 








3 F3218 28.0 95.0 120to2// Heavy-Duty Strip O°to104°F = 48" 12 04 2ETU3 Non-Apertured Lithonia Lighting EJ 2MZC5 
F32T8 32.0 96.0 120 to 2// Electronic Ballast, Meter Cord 0° to 104°F 482%" 82%2" 2" 21GRO01 Non-Apertured LumaPro — _35GW81 
F3218 28.0 109.0 120 to 2// Tandem 32° to 104°F 96" IZ AVA" 2ETU3 Non-Apertured Lithonia Lighting TEJS 2MZD7 
F32T8 109.0 56.0 120to2// Tandem 32° to 104°F —-96" TZ AV," 2ETU3 Apertured Lithonia Lighting TEJSA 2MZD8 
F32T8 = =28.0 113.0 120to2// Heavy-Duty Strip 0°to104°F = 48" 16° bY" 2ETU3 Apertured Lithonia Lighting EJA  5YA68 

4 F32T8 28.0 113.0 120 to 2/7 Heavy-Duty Strip 0°to104°F = 48" 16° oy," 2ETU3 Non-Apertured Lithonia Lighting EJ 5YA70 
Fa218 82.0 128.0 120 to2// Electronic Ballast, Meter Cord 0° to 104°F =488%4" 8252" 2H 21GRO01 Non-Apertured LumaPro —  35GW80 
F32T8 32.0 128.0 120 to 2// Electronic Ballast, Meter Cord 0° to 104°F =96'%2" 5%" 2% 21GRO01 Non-Apertured LumaPro —  35GW83 
F96T8 57.0 338.0 120 to 2/7 Heavy-Duty Strip 32° to 104°F —_-96" 16° 5Y," 1NZ23 Apertured Lithonia Lighting EJA 5YA69 
F96T8 57.0 338.0 120 to 2/7 Heavy-Duty Strip 32° to 104°F =: 96" 16° bY," 1NZ23 Non-Apertured Lithonia Lighting EJ 5YA71 

General Purpose Standard Series 

1 F3218 32.0 280 120to2// Non-tandem Industrial Fluorescent Fixture 32°to104°F 48" 12" 4" 2ETU3 Non-Apertured Lithonia Lighting _L1 2MZD6 
F32T8 32.0 540 120 to 2// Tandem 32° to 104°F 96" az 4" 2ETU3 Non-Apertured Lithonia Lighting TL 2MZD9 
F32T8 32.0 60.0 120 to 2// — 0°to104°F = 48" 10" 4" 2ETU3 Non-Apertured LumaPro —  2NAW9 
F3218 28.0 49.0 120 to 2// Non-tandem Industrial Fluorescent Fixture O°to104°F 48" 12" 4" 2E1US Non-Apertured Lithonia Lighting L2 3XY70 
F32T8 =28.0 49.0 120 to 2/7 Non-tandem Industrial Fluorescent Fixture O° to104°F 48" 12" 4" 2ETU3 Apertured Lithonia Lighting LA 3XY72 

2 F96T8 59.0 112.0 120 to 2/7 — 32° to 104°F 96" 10" 4" 2D002 Apertured LumaPro — 2NAX3 
F96T8 57.0 100.0 120 to 27/7 Non-tandem Industrial Fluorescent Fixture 32° to 104°F 96" 12" 4" 36H/84 Non-Apertured Lithonia Lighting L2 3XY71 
F96T8 57.0 100.0 120 to 27/7 Non-tandem Industrial Fluorescent Fixture 32° to104°F 96" 12" 4" 1NZ23 Apertured Lithonia Lighting LA 3XY/3 

F96T8HO 86.0 146.0 120 to 2/7 Non-tandem Industrial Fluorescent Fixture -20°to158°F 96" 12" 4" 2F956 Non-Apertured Lithonia Lighting 2LYX5 
F96T8HO 86.0 146.0 120 to 2// Non-tandem Industrial Fluorescent Fixture 50°to 104°F —_96" ira 4" 2F956 Apertured Lithonia Lighting _LA 2LYX6 
F32T8 =32.0 112.0 120 to 2// Tandem O°to104°F =: 96" 10" 4" 2ETU3 Non-Apertured LumaPro —  2NAX4 

4 F32T8 32.0 112.0 120 to 2// Tandem 0°to104°F =: 96" 10: 4" 2ETU3 Apertured LumaPro —  2NAX5 
F32T8 = =32.0 113.0 120 to 2// Tandem 0°to104°F =: 96" 12 4" 2ETU3 Non-Apertured Lithonia Lighting ‘TL 3XY86 
F32T8 32.0 113.0 120 to 2/7 Tandem 0°to104°F =: 96" 12" 4" 2ETU3 Apertured Lithonia Lighting TILA  3XY87 

Heavy Duty T5 Series 
2 _Fo4TdHO 54.0 108.0 120 to 2/7 Heavy Duty Turret Industrial 0°to104°F —- 48" 13%" 6%" 2EAF8 Apertured Lithonia Lighting AFP 5YA/7 





3 FO4TSHO 54.0 162.0 120 to 2/7 Heavy Duty Turret Industrial O° to104°F 48" 13%" 6%" 2EAF8 Apertured Lithonia Lighting AFP SYA79 
4 FO4T5HO 954.0 216.0 120 to 2/7 Tandem O° to 104°F 96" 13%" 6%" 2EAF8 Apertured Lithonia Lighting TAF 9SYA/8 


Heavy Duty T8 Series 
F328 


32.0 56.0 120 to 277 Heavy Duty Turret Industrial 0°to104°F = 48" 135%" 6%" ZEIUS Apertured Lithonia Lighting AF  3YA17 
F32T8 32.0 56.0 120to2/7 Heavy Duty Turret Industrial 0°to104°F = 48" 13%" 6%" 2ETU3 Non-Apertured Lithonia Lighting AFST 5YA74 
F32T8 32.0 64.0 120to277 Heavy Duty Turret Industrial 0°t0 25°C 495s" 13%" 654" MY_VO. 22 18" Non-Apertured Lithonia Lighting AFST 40L063 
2 F3278 32.0 64.0 12010277 Heavy Duty Turret Industrial, Tandem 0° to 25°C 995%" 13%" 64" MNO. 782 °8! Non-Apertured Lithonia Lighting TAFST 40L065 
F96T8 57.0 104.0 120 to 277 Heavy Duty Turret Industrial 32° to 104°F 96" 1356" 6%" 1NZ23 Apertured Lithonia Lighting AF 3YA18 
FO6T8 57.0 114.0 120 to 2/7 Heavy Duty Turret Industrial 32° to 104°F 96" 13%" 6%" 1NZ23 Non-Apertured Lithonia Lighting AFST 5YA75 
FO6T8HO 86.0 172.0 120 to 2/7 Heavy Duty Turret Industrial 50° to 104°F —_—96" 135%" 6%" 2F956 Apertured Lithonia Lighting _ AF 2LYX7 
3 F32T8 32.0 84.0 120to2// Heavy Duty Turret Industrial 0° to104°F 48" 135%" 6%" 2ETU3 Apertured Lithonia Lighting AF  5XY77 
F32T8 =32.0 113.0 120 to2// Heavy Duty Turret Industrial 0°to104°F =: 96" 13%" 6%" 2ETU3 Apertured Lithonia Lighting TAF 3XY84 
F38218 382.0 113.0 120 to2// Tandem 0° to104°F 96" 13%" 6%" 2ETU3 Non-Apertured Lithonia Lighting TAFST 5YA76 
4 F32T8 32.0 128.0 120 to 27/7 Electronic Ballast, Meter Cord, Heavy Duty 0° to 104°F 96'%4" 42%0" 2A! 21GR01 Non-Apertured LumaPro —  35GW87 
F3278 32.0 128.0 12010277 Heavy Duty Turret Industrial, Tandem 0° to. 25°C 995%" 13%" 64" MUN. TS218/ Non-Apertured Lithonia Lighting TAFST 40L064 
a: . Bab 32.0 169.0 120 to 2/7 Tandem 0°to104°F =: 96" 13%" 6%" 2ETU3 Apertured Lithonia Lighting TAF  5XY7/4 
op Lights 
{ FI7T8 =17.0 17.0 120to2// Electronic Ballast, Meter Cord, with Plug O°to104°F 38%2" 24" 3%4" 21GR04 Non-Apertured LumaPro —  35GW89 
F3218 = =17.0 17.0 120to2// Electronic Ballast, Meter Cord 0°10 104°F_ —38%2" 2.4" 3%4" 21GR04 Non-Apertured LumaPro —  35GW94 
FI415 «6140 280 120to2// Electronic Ballast, Meter Cord 0°t0 104°F = 38%" 24" 3%4" 2EAG5 Non-Apertured LumaPro —  35GW95 
F1/T8 17.0 30.0 120 Non-tandem Industrial Fluorescent Fixture O°to104°F = 24" 12" 4" 3GXP8 Non-Apertured Lithonia Lighting L2 dYA72 
F28T5 28.0 56.0 120to2// Electronic Ballast, Meter Cord, with Plug O° to104°F 612%" = 24" 3%4" 21GR01 Non-Apertured LumaPro —  35GW91 
F2815 35.0 70.0 120to2// Electronic Ballast, Meter Cord, with Plug O°to104°F = 72" 24" 3%4" dAE23 Non-Apertured LumaPro —  35GW92 
9 F2815 35.0 70.0 120to2// Electronic Ballast, Meter Cord 0°to 104°F 72" 24" 3%4" dAE23 Non-Apertured LumaPro —  35GW97 
aete a ae en Electronic Ballast, Cord and Chain B to a i oe ai SEriis oe beured Lithonia Lighting 1245 1VNTS5 
; — ° to 104° : e 8" on-Apertured LumaPro — _2NAW8 
fale sf soe i Non-tandem Industrial Fluorescent Fixture in to NEE a 1 e ay Aa Ron gbeflured Lithonia Lighting L2 5YA73 
_— 90° to 104° : bY" " on-Apertured LumaPro —  5HD98 
F40T12 40.0 68.0 120 Magnetic Ballast, Cord And Chain 50° to 104°F = 48" AY" a 24W596 Non-Apertured Lithonia Lighting 1233 1VNT3 
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High- and Low-Bay HID Fixtures 


Fixtures are sold as ballast housings or complete units. Ballast housings are die-cast Pens : 


aluminum with baked, white polyester, powder-coated finish, and require a reflector. 


Lamp Ambient 
Type* Wattage Voltage Start Type 
HID High Bay 
MH 452 120 to 2/7 Protected Pulse Start -22° to 131°F 
HPS 464 120to2// Constant Wattage -40° to 131°F 
HID Low Bay 
MH 452 120 to 2// Protected Pulse Start -22° to 104°F 
HPS 295 ~=120to 27/7 Constant Wattage 120° to 277°F 
Suggested 
Lamp Lamp Ambient Lamp 
Type* Watts Voltage Temp. Range H __ ItemNo. 
TH Series 
250  120to2// -22to131°F sf ONUP1 
320 =120to2// = -22t0131°F 7" 6XV27 
MH 900 = 120to2// —-22to 131°F sf" SHB84 
400 480 -2210131°F sf" 6XV25 
400 120to2// =-22to131°F_ 7 6XV25 
400 120to2// -22to149°F 7 6XV25 
HPS 250 =120to2// -2210 131°F_ = 12%"  3API5 
TPG Series 
MH 400 120to2/7/ -22to131°F 7" 6XV25 


* MH = metal halide, HPS = high-pressure sodium, QRS = quartz restrike. 


Lamp Suggested 
Temp. Range Included Lamp 


Yes 
Yes 


Yes 
No 


HID 
Ballast 
Housing 

Item 

No. 


3JWG9 
3JWH2 
3JWHS 
3JWH7 
3JWHY 
3JWJ2 
3GB32 


3JWJ5 


High Bay LED Pendant Lights 


HUBBELL 


Suitable for wet locations. 


FPH Series—Sealed LED fixture has cast-aluminum construc- 


Item 
Height Width Series No. 


(a <p 


(HITING. 








6XV25 19%" 14%" THD 3JWJ4 No. 1PLN3 

SAPT6 17%" 14%" TH 1DE99 

6XV25 22" 23'  IXD 3JWK9 

2V520 23 23° =IX_ 7E/67 = > 

Aluminum | Acrylic 

Reflector | Reflector No. 1DE99 

Enclosed, | Open, 

17%" W 22%" W No 3JWK5 
Item ltem : 
No. No. Acrylic (Aluminum 

HID Reflector | Reflector 

3EY74 _ Ballast | Enclosed, | Enclosed, 
SEY74 3GA46 Suggested| Housing | 2234" W 23" W 
3SEY/4 3GA46 Lamp Lamp Ambient Lamp Item Item Item 
3EY74 3GA46 Type* Watts Voltage Temp.Range 4H __ ItemNo. No. No. No. 
3EY74 3GA46 TX Series 

3EY74 3GA46 HPS 250 120to2// -40to104°F 7’ SAPT5 3GB/7 1PLN3 3GU54 
3EY74 3GA46 MH 400 120to2// -22to104°F 7’ 6XV25 | 3JWKS 1PLN3 3GU54 
— — ane 350 120to277 -22t0104°F 7’ 5SHB84 | 3JWK2 1PLN3 3GU54 


UTB Series—Designed to light gyms, industrial, 7 


multi-purpose rooms in schools and churches and 
retail. Its simple, straightforward design is meant to 
provide high quality light economically 


tion with a smooth exterior and no exposed fasteners. Designed 


for use in food processing facilities or any other any area that 


demands a well-sealed, smooth high-output LED fixture. 
= UL Sanitation listed 


HBL Series—Severe location fixture has cast-aluminum cooling 
fins and sealed optics. DesignLights Consortium® (DLC) qualified. 


PHB Series—Well-sealed 3-pc. low copper alloy die-cast 


aluminum housing provides a durable, rugged high-bay lighting 


LITHONIA LIGHTING 


JEBL Series—Fixture is built with a unique, quick- 
connect, driver-to-optical assembly interface that 
allows quick and easy maintenance. 6kV surge 
protection standard. Wet location listed. 


(A x 


LITHONIA 
LIGHTING. 





LUMAPRO® 


With an enclosed power supply housing 
and covered optics, this durable unit is 
designed to stand up to difficult loca- 
tions. Features radial aluminum heat sink 
fins for cool operation. A slide-out driver 
tray lets you service the fixture without 
removing it from its installation. 


JHBL Series—Designed for maintaining greater 


light levels in heavy industrial applications, unfor- 


witty 








solution for tough industrial applications. Can be easily installed —_9!ving climates, and demanding areas. Built to a aay 
by a single person on 4" or 1" threaded conduit. withstand dust, moisture and airborne contaminants. OSE ™ 
Max. Fixture 
Fixture Color Color Mounting Light Lens Fixture Item BO: anys? 
Wattage Voltage Temp.Lumens Index Height Distribution Dimmable Material Reflector Rated Life Temp. Range IP Rating Height Width No. 
Hubbell Lighting - Industrial , 
CRN Series R 
100.0 120/277 5000K 14600 80.0 15to 25ft. Medium Yes — — 200,000 hr. -20°to 65°C 65 8" 15" 656P02 
150.0 120/277 5000K 22000 80.0 20to 40 ft. Medium Yes — — 200,000 hr. -20°to 65°C 65 8" 15" 656P03 
ea ‘ 120/277 _5000K 29000 80.0 20 to 40 ft. Medium Yes — — _200,000hr. -20°to 65°C 65 8" 15" _656P04 
eries 
218.0 120 to 27/7 5000K 24,628 80.0  30ft. Medium No Acrylic — ___100,000 hr. -40° to 40°C 66 —10%a" 19" ~—45VT57 
_ 120 to 2// 5000K 23,122 80.0 30 Tt. Medium No Acrylic — _ 100,000 hr. -40° to 40°C 66-10%" 19" 45V756 
eries 
139.0 120to 27/7 5000K 14,007 68.0 30ft. Narrow No Glass — 100,000 hr. -40° to 55°C 26 6" 18" 21RV38 
169.0 120 to 27/7 5000K 16,100 68.0 30ft. Wide Yes Acrylic — 100,000 hr. -40° to 55°C 56 6" 18" _53XX70 
120 to 277 5000K 16,100 68.0 30ft. Wide Yes Open — _ 100,000 hr. -40° to 55°C 26 6" 18" _53XX71 — 
PHB Series No. 488U83 
154.0 120/277 4000K 21,000 80.0 12to20ft. Wide Yes Glass Clear 60,000 hr. -40° to 65°C 66 18'%2" 15252" 488U83 
120/277 5000K 21,000 80.0 12to20ft. Wide Yes Acrylic Frosted 60,000 hr. -40° to 65°C 66 18'%2" 152540" 488U84 
120/277 4000K 25,700 80.0 15to 35 ft. Wide Yes Acrylic Frosted 60,000 hr. -40° to 65°C 66 18'%2" 17%" 488U85 
916.0 120/277 5000K 28,000 80.0 15to 35 ft. Wide Yes _ Acrylic Prismatic Frosted 60,000 hr. -40° to 65°C 66 =18'%2" 19" 488U86 
120/277 5000K 28,000 80.0 15to 35 ft. Wide Yes Glass Clear 60,000 hr. -40° to 65°C 66 18'%2" 152540" 488U87 was. 
— 120/277 5000K 27,/00 80.0 15to35ft. Wide Yes Acrylic Frosted 60,000 hr. -40° to 65°C 66 18'%2" 152542" 488U88 , 
eries 
120/277 4000K 18000 80.0 15to 25ft. Medium Yes — — 120,000 hr. -35°to 55°C ~Not Rated 11° 13" 656P42 ° 2 
128.0 120/277 5000K 19000 80.0 15to 25ft. Medium Yes — — 120,000 hr. -35°to 55°C Not Rated 11’ 13" 656P44 
120/277 4000K 19000 80.0 15to 25ft. Medium Yes — — 120,000 hr. -35°to 55°C ~Not Rated 11° 13" 656P46 No. 483R42 
168.0 120/277 4000K 24000 80.0 20to40 ft. Medium Yes — — 120,000 hr. -35°to 55°C Not Rated 11’ 13" 656P41 
120/277 5000K 25000 80.0 20to 40 ft. Medium Yes — — 120,000 hr. -35°to 55°C ~Not Rated 11" 13"  656P43 
Lithonia Lighting 
JEBL Series 
91.0 120/277 4000K 13,286 80.0 Upto2oft. Wide Yes _TemperedGlass_ Clear 55,000 hr. -40° to 55°C 65 0 13" 483R42 
120/277 5000K 13,286 80.0 Upto25ft. Wide Yes _TemperedGlass_ Clear 59,000 hr. -40° to 59°C 65 ‘a 13" 483R43 ~ a 
137.0 120/277 4000K 19,680 80.0 Upto 25ft. Wide Yes _TemperedGlass_ Clear 55,000 hr. -40° to 55°C 65 2" 13" 483R44 | 
120/277 5000K 19,680 80.0 Upto 25ft. Wide Yes _TemperedGlass_ Clear 55,000 hr. -40° to 59°C 65 a 13" 483R45 
182.0 120/277 4000K 26,558 80.0 Upto 25ft. Wide Yes _TemperedGlass_ Clear 55,000 hr. -40° to 55°C 65 9% 1974" 483R46 um 
120/277 5000K 26,558 80.0 Upto25ft. Wide Yes _TemperedGlass_ Clear 55,000 hr. -40° to 55°C 65 9% =15%4" 483R47 es =——- a 
918.0 120/277 4000K 31,423 80.0 Upto25ft. Wide Yes Tempered Glass Clear 55,000 hr. -40° to 55°C 65 53s = 15%s"  483R48 : = ‘ 
— : 120/277 5000K 32,824 80.0 Upto 25ft. Wide Yes __TemperedGlass___ Clear 59,000 hr. _-40° to 55°C 69 9%" 1974" 483R49 No. 30YT48 
eries 
120 to 27/7 5000K 19,179 70.0 Upto 60ft. Narrow Yes Glass — 100,000 hr. -40° to 149°F = 65 16%" 22%3' 30YT48 
131.0 120 to 2/7/ 5000K 19,734 70.0 Upto60ft. Wide Yes Glass — 100,000 hr. -40°to 149°F ~—s_ 65 16%" 22%' 30YT50 
™ 347 to 480 5000K 19,179 70.0 Upto 60ft. Narrow Yes Glass — 100,000 hr. -40° to 131°F = 65 16%" 22%8' 30YT49 
347 to 480 5000K 19,734 70.0 Upto 60ft. Wide Yes Glass — 100,000 hr. -40°to 131°F = 65 16%" 22%' 30YT51 
120 to 27/7 5000K 25,769 70.0 Upto 60ft. Narrow Yes Glass — 100,000 hr. -40° to 149°F = 65 16%" 22%8' 30YT52 
185.0 120 to 27/7 5000K 26,515 70.0 Upto60ft. Wide Yes Glass — 100,000 hr. -40°to 149°F ~—s_ 65 16%" 22%" 30YT54 
™ 347 to 480 5000K 25,769 70.0 Upto 60ft. Narrow Yes Glass — 100,000 hr. -40°to 131°F = 65 16%" 22% 30YT53 
347 to 480 5000K 26,515 70.0 Upto60ft. Wide Yes Glass — 100,000 hr. -40°to 131°F = 65 16%" 22%3' 30YT55 
LumaPro 
HSP Series oe 
. or 7 = _ ° ° u 1 u 
94.6 120to 277 5000K 11,900 85.0 Above Wide Yes Polycarbonate 106,000 hr. -4° to 122°F Not Rated 24 8%" 53DK17 No. 53DK17 
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2 = + + LITHONIA 
ai High Bay LED Fixtures LIGHTING 
a <— —r- — = 5-yr. limited warranty HUBBELL® LIGHTING 
+ a Designed for manufacturing, warehousing, and Note: Units with occupancy sensors are on Grainger.com®. 
. son gees we mos ocr avriea HAH Series —Wet cation ius area goo 
caliialiacolalals —s, : ; choice for tough industrial locations. 
~ > ys light-level requirements. 
Ds, LUMAPRO® PHB Series—fixtures are an excellent choice for 
~~ > >” Fixt esd ante) TSHO fi ' warehouses, manufacturing, gymnasiums, conven- 
sowie ai ule a ae tion centers and other large, open commercial 
No. 53KD15 ron ay OF ay ONS NEY Spaces. Can be suspended mount by chain or 
IBG Series feature a powder-coated galvanized steel housing, cable 
> with a frosted acrylic lens to help minimize glare. ; 
Can be suspended mount by chain (included) or © LWS Series—Powertul, compact LED suspended 
cable. Wrap High Bay fixtures have narrow or wide distri- 
; — bution for simple installation. They are an excellent 
walliccdivass rapauocina choice for industrial and retail applications. 
No. 48TL42 Note: Wide Light Distribution models are available on 
ABRi Series - Grainger.com®. GE 
os . : ‘ - Uni i j ® 
gn : IBE Series—Fixtures can be mounted at hei ghts Note: Units with occupancy sensors are on Grainger.com®. 
is _ es of 18 ft. or more, and feature an aluminum housing ABR1 Series—'P66 rated fixtures utilizes a seale 
> and acrylic lens. They can be bracket, chain, cable, form factor for demanding industrial environments 
No. 48TL12 hook, pendant, or surface mounted. Can be used in with high ambient temperatures and wet applica- 
ABV3 Series damp locations. tions. They can accommodate a single or double 
IBG Series—Highly configurable fixtures can fixture with one or two modules per fixture. 
be mounted at heights up to 60 ft., and have ABV3 Series—Fixtures utilize a new form factor 
me a standard IPX5 dust-resistant diffuse lens. An and feature a steel and aluminum housing. They 
No. 53VT65 outstanding choice for warehousing, manufactur- can be suspended mount with chain or cable. 
HHH Series ing, and general industrial applications. Suitable for damp locations. 
4000K 5000K 
Max. Fixture Color Light Occupancy Fixture Item Item 
Wattage Voltage Index Distribution Dimmable Lens Sensor Rated Life Temp. Range Length Width |Lumens No. Lumens No. 
LumaPro 
EHS Series 
12010277 —-80.0 General Yes Frosted No 50,000 hr. -4°to 122°F —-231%e" —17He" | — 17400 452N11 
12010277 ~—-80.0 General Yes Frosted No 50,000 hr. -4°t0 122°F = 231%e" —17He | _ 20700  452N12 
Lithonia Lighting 
IBE Series 
83.0 120/277 80.0 Medium Yes Semi-Diffused No 100,000 hr. —-40°t0 55°C = 22%6" 14% 2" | 11,306  489D96 — — 
' 120/277 80.0 Medium Yes Semi-Diffused No 100,000 hr. -40°to 55°C 226" 1417" = — 11,652 489D97 
107.0 120/277 80.0 Medium Yes Semi-Diffused No T00,000hr.-40°to55°C 22%68 14% | 13,960 489098 | 14,394 489D99 
137.0 120/277 80.0 Medium Yes Semi-Diffused No 100,000 hr. -40°to55°C 22% 14% | 17,762 489F01 | 18,306  489F02 
166.0 120/277 80.0 Medium Yes Semi-Diffused No 700,000 hr. -40°to55°C  22%6e 14%" | 21,067 489F03 | 21,712 480F04 
IBG Series 
55.0 12010277 _—*80.0 Wide Yes Frosted No 100,000 hr. 40° to 137°F_ 25%" 1134"_~| 7594 ~—53KC76_ | 7873 53KC77 
77.0 34710480 _—80.0 Narrow Yes Frosted No 00,000 hr. -40°to 137°F 25%" 15" — = 12,006 _53KC87 
T20to277 —~80.0 Medium Yes Frosted No T00,000 hr.  -40°to 13T°F 25%" 151%" | 11,580 53AX76 | 12,006 53AX80 
79.0 12010277 —-80.0 Wide Yes Frosted No 100,000 hr. -40° to 131°F = 255%" 1514" | 11,580 53KC78 | 12,006 53KC80 
120t0 277 __—:80.0 Narrow Yes Frosted No 100,000 hr. -40° to 137°F_ 2554" 1514" = — 12,006 _53KC81 
T20to277 —~80.0 Narrow Yes Frosted No 00,000 hr.  -40°to 13TF 25%" 151%" | 14,458 53KC89 | 14,990 53KC92 
97.0 12010277 —-80.0 Medium Yes Frosted No 100,000 hr. 40° to 131°F = 25%" = 1514" | 14,458 53AX77 | 14,990 53KC91 
120t0 277 _—-80.0 Wide Yes Frosted No 100,000 hr. —-40° to 131°F_ 25%" 1514" | 14,458 53KC88 | 14,990 53KC90 
T20to277 —~80.0 Narrow Yes Frosted No 100,000 hr.  -40°toT3T°F 25%" 20% | 17,329 53KDO1 | 17,966 53KDO03 
114.0 12010277 —-80.0 Medium Yes Frosted No 100,000 hr. -40°to 131°F = 25%" ~~ 2014" ~| 17,329 53AX78 | 17,966 53AX81 
120t0 277 __—:80.0 Wide Yes Frosted No 100,000 hr. —-40° to 131°F_ 25%" 20%" _~| : 17,329 53KC99 |: 17,966 53KD02 
34710480 80.0 Medium Yes Frosted No T00,000hr.  -40°to T31T°F 25%" 20% | 17,329 53KD05 | 17,966 53KDO08 
115.0 34710 480 —-80.0 Narrow Yes Frosted No 100,000 hr. 40° to 131°F = 25%" 20%" ~| 17,329 53KD06 (17,966 53KD09 
34710 480 80.0 Wide Yes Frosted No 100,000 hr. -40° to 131°F_ 255%" 20%" |: 17,329 53KD04 | 17,966 _53KD07 
34710480 (80.0 Medium Yes Frosted No T00,000 hr.  -40°to T3T°F 25%" 20% | 23,000 53KD15 | 23,047 53KD18 
150.0 3470 480 —80.0 Narrow Yes Frosted No 100,000 hr. 40° to 131°F = 25%" 20%" ~| 23,000 53KD16 | 23,847 53KD19 
34710 480 _—80.0 Wide Yes Frosted No 100,000 hr. -40° to 131°F_ 25%" 20%" | 23,000 + 53KD14 | 23,847 53KD17 
2010277 ~+80.0  #+Narrow ves Frosted No 100,000hr. -40°tolol 25% 20% | 23,000 OaKDI1 | 20,047 SaKDI3 
154.0 12010277 —-80.0 Medium Yes Frosted No 100,000 hr. -40° to 131°F_ ~— 255%" 201%" ~| 23,000 53AX79 | 23,847 ~—53AX82 
12010277 __—:80.0 Wide Yes Frosted No 100,000 hr. -40° to 131°F_ 25%" 2014" | 23,000 53KD10 | 23,847 ~—53KD12 
188.0 34710480 80.0 Medium Yes Frosted No 100,000 hr. -40°to 37°F 25%" ~—S« 208" ~| «27,844 ~—53KD27 | 28,351 53KD30 
193.0 T20to277 80.0 Medium Yes Frosted No 100,000 hr. -40°to 37°F 25%" ~~ 20%" ~| 27,344 ~53KD21 | 28,351  53KD24 
T20to277 —~80.0 Medium Yes Frosted No 100,000 hr.  -40°to 131 47%" 20% | 33,203 53KD33 | 34,221 53KD36 
225.0 12010277 —-80.0 Narrow Yes Frosted No 100,000 hr. -40° to 131°F = 47%" 20%" =| 33,203 ««53KD34 =|: 34,221 53KD37 
12010277 __—:80.0 Wide Yes Frosted No 100,000 hr. -40° to 131°F_ 47%" 20%" | 33,203 53KD32_ | 34,221 53KD35 
34710480 ‘80.0 Medium Yes Frosted No 00,000 hr.  -40°to T3TF 47%" 20% | 33,203 53KD39 | 34,221 53KD42 
229.0 34710 480 —80.0 Narrow Yes Frosted No 100,000 hr. -40°to 131°F = 47%" =~ 20%" =| 33,203 «=«53KD40 =|: 34,221 53KD43 
34710 480 80.0 Wide Yes Frosted No 100,000 hr. —-40° to 131°F_ 47%" 20%" | 33,203 —53KD38 =| 34,221 53KD41 
301.0 T20to277 —~80.0 Medium Yes Frosted No 00,000 hr.  -40°to 131 47%" 20% | 45,973 53KD45 | 47,665 53KD48 
' 12010277 _—*80.0 Narrow Yes Frosted No 100,000 hr. -40° to 131°F_ 47%" 2014" | 45.973 53KD46 | 47,665 53KD49 
302.0 34710480 (80.0 Medium Yes Frosted No 00,000 hr. -40°to13TF 47%" 20%" | 45,973 53KD51 | 47,665 53KD54 
' 34710 480 80.0 Narrow Yes Frosted No 100,000 hr. -40° to 137°F_ 47%" 20%" | 45.973 53KD52 | 47,665 53KD55 
378.0 34710480 80.0 Medium Yes Frosted No 00,000 hr.  -40°to 131 47%" 20% | 55,453 53KD63 | 57,494 53KD66 
' 34710 480 _—80.0 Narrow Yes Frosted No 100,000 hr. 40° to 137°F_ 47%" 20%" =| 55.453 53KD64 | 57,494 _53KD67 
385.0 T20to277 —~80.0 Medium Yes Frosted No 00,000 hr. -40°to 131 47%" 20% | 55,453  53KD57 | 57,494  53KD60 
12010277 ~—-80.0 Narrow Yes Frosted No 100,000 hr. -40°to 131°F = 47%" 20%" =| 55,453 53KD58 | 57,494 53KD61 
Hubbell Lighting - Outdoor 
197.0 120t0 277 ~—-80.0 Type V Yes Acrylic No 200,000 hr.  -20°to65°C 453%" 1714" — — 30,000 56DZ75 
Hubbell Lighting - Industrial 
HHH Series 
215.0 12010277 —*83.0 Wide No — No 100,000 hr. --40°to 65°C 32%" 186" | — 27,572 53VT66 
323.0 T20to 277 __—:83.0 Wide No = No 100,000 hr. -40°to65°  a2%@" ~~ | = 41,167 _53V167 
437.0 T20t0277 —~83.0 Wide No — No T00,000hr. -40°to65° 32% 20%" = 54,948 53V165 
EoD 
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GRAINGER CHOICE” LIGHTING 
Find the wi. Find Solutions. Find Great Prices. Bay Fixtures 


LIGHTING. LWS Series 


High Bay LED oa 

















4000K 5000K 
Max. Fixture Color Light Occupancy Fixture Item Item 
Wattage Voltage Index _ Distribution Dimmable Lens Sensor Rated Life Temp. Range Length Width Lumens No. Lumens No. 
Hubbell Lighting - Columbia 
LWS Series 
120 to 277 83.0 Narrow Yes Clear No 60,000 hr. -20° to 65°C 24" 15%" | 10,788 53VT18 _— — 
33.0 120 to 277 83.0 Narrow Yes Diffused No 60,000 hr. -20° to 65°C 24" 19¥2" | 10,788 S3VT20 — _ 
120 to 277 83.0 Wide Yes _ No 60,000 hr. -20° to 65°C 24" 15%" | 10,788 53VT21 — _ 
120 to 277 83.0 Wide Yes Frosted No 60,000 hr. -20° to 65°C 24" 15%" | 10,788 53VT22 — _ 
120 to 277 83.0 Narrow Yes Clear No 60,000 hr. -20° to 65°C 24" 15%" | 13,750 53VT23 _— _ 
112.0 120 to 277 83.0 Narrow Yes Diffused No 60,000 hr. -20° to 65°C 24" 19%2" | 13,750 S38VT25 _— _ 
120 to 277 83.0 Wide Yes _— No 60,000 hr. -20° to 65°C 24" 15%" | 13,750 53VT26 _— _ 
120 to 277 83.0 Wide Yes Frosted No 60,000 hr. -20° to 65°C 24" 15%" | 13,750 53VT27 _ _ 
120 to 277 83.0 Narrow Yes Clear No 60,000 hr. -20° to 65°C 24" 15%" | 16,321 53VT28 _— _ 
137.0 120 to 277 83.0 Narrow Yes Diffused No 60,000 hr. -20° to 65°C 24" 1572" | 16,321 _53VT30 _ _ 
120 to 277 83.0 Wide Yes _— No 60,000 hr. -20° to 65°C 24" 15%" | 16,321 53VT31 _— _ 
120 to 277 83.0 Wide Yes Frosted No 60,000 hr. -20° to 65°C 24" 15%" | 16,321  53VT32 _— _ 
120 to 277 83.0 Narrow Yes Clear No 60,000 hr. -20° to 65°C 24" 15%" | 19,234 53VT33 _— _ 
174.0 120 to 277 83.0 Narrow Yes Diffused No 60,000 hr. -20° to 65°C 24" 15%" | 19,234 53VT34 _ 
120 to 277 83.0 Wide Yes _— No 60,000 hr. -20° to 65°C 24" 15%" | 19,234 53VT35 _— _ 
120 to 277 83.0 Wide Yes Frosted No 60,000 hr. -20° to 65°C 24" 15%" | 19,234  53VT36 _— _ 
PHB Series 
78.0 120/277 80.0 Wide Yes Frosted No 200,000 hr. -20°to 65°C 24" 14%" | 12000 656N81 12000  656N82 
123.0 120/277 80.0 Wide Yes Frosted No 200,000 hr. -20°to 65°C 24" 17¥2" | 18700 656N84 18/00  656N85 
158.0 120/277 80.0 Wide Yes Frosted No 200,000 hr. -20°to 65°C 24" 17%" | 24000 656N87 _— _ 
120/277 80.0 Wide Yes Frosted Yes 200,000 hr. -20°to 65°C 24" 1742" _— _ 24000 656N89 
GE Lighting 
ABR1 Series 
120 to 277 70.0 Narrow No _— No 100,000 hr. 22° to 149°F 16° 19%6" | 8800 48TL54 8800 48TL55 
64.0 120 to 277 70.0 Medium No _— No 100,000 hr. 22° to 149°F 16" 19%6' | 8800 48TL46 8800 48TL47 
120 to 277 70.0 Wide No _— No 100,000 hr. 22° to 149°F 16° 19%6' | 8800 48TL38 8800 48TL39 
120 to 277 70.0 Narrow No — No 100,000 hr. 22° to 149°F 16" 19%6" | 11,800 48TL56 11,800 48TL5/ 
90.0 120 to 277 70.0 Wide No —_ No 100,000 hr. 22° to 149°F 16" 19%6 | 11,800 48TL40 11,800 48TL41 
120 to 277 70.0 Medium No _ No 100,000 hr. 22° to 149°F 16° 19%6 | 11,800 48TL48 11,800  48TL49 
120 to:277 70.0 Narrow No _— No 100,000 hr. 22° to 149°F 32 V2" 19%6 | 17,400 48TL58 17,400 48TL59 
125.0 120 to 277 70.0 Wide No _ No 100,000 hr. 22° to 149°F 32 V2" 19%6 | 17,400 48TL42 17,400 48TL43 
12016277 70.0 Medium No _— No 100,000 hr. 22° to 149°F 32 V2" 19%6 | 17,400 48TL50 17,400 48TL51 
120 to 277 70.0 Narrow No _— No 100,000 hr. 22° to 149°F 32 V2" 19%6" | 23,000 48TL60 23,000 48TL61 
178.0 120 to 277 70.0 Wide No _— No 100,000 hr. 22° to 149°F 32 V2" 19%6' | 23,000 48TL44 23,000 48TL45 
120 to 277 70.0 Medium No _— No 100,000 hr. 22° to 149°F 322" 19%6' | 23,000 48TL52 23,000 48TL53 
ABV3 Series 
120 to 277 70.0 Wide Yes Diffused Yes 100,000 hr. 22° 10 131°F 1394 10%' 9000 48TL12 _— _ 
50.0 120 6.277 70.0 Wide Yes Diffused Yes 100,000 hr. -22° to 131°F 1394 10%' _— _ 9000 49JK78 
120 to 277 70.0 Wide Yes Diffused No 100,000 hr. 22° 10 131°F 1394 10%' 9000 49JL02 9000 49JL03 
68.0 120 'to.277 70.0 Wide Yes Diffused Yes 100,000 hr. 22° 10 131°F 1394 10%" | 11,900 48TL13 _ _ 
120 to 277 70.0 Wide Yes Diffused No 100,000 hr. 22° 10 131°F 1394 10%" | 11,900 49JL04 11,900  49JL05 
109.0 120 to 277 70.0 Wide Yes Diffused No 100,000 hr. 22° to 131°F 1394 10%" | 17,600 49JL07 _— 
120 to 277 70.0 Wide Yes Diffused Yes 100,000 hr. 22°10 131 F 13%" 10%" | 17,600 48TL2/ _— _ 
137.0 120 to 277 70.0 Wide Yes Diffused No 100,000 hr. 22° to. 131°F 1394" 15%" | 23,400 49JL12 _ _ 
120 to 277 70.0 Wide Yes Diffused Yes 100,000 hr. 22° to 131°F 13%" 15%" | 23,400  48TL30 —_ _ 
991.0 120 to 277 70.0 Wide Yes Diffused No 100,000 hr. -22°to131°F 2 /%e" 10%" | 35,500 54GD86 _— —_— 
120 to 277 70.0 Wide Yes Diffused Yes 100,000 hr. -22°to131°F = 2/%6' 10%" | 35,500  54GD93 _— _ 
984.0 120 to 277 70.0 Wide Yes Diffused No 100,000 hr. -22°to131°F = 40% 10%" | 47,400 54GD89 — 
120 to 277 70.0 Wide Yes Diffused Yes 100,000 hr. -22°to131°F = 40% 10%" | 47,400  54GD97 _ _ 
360.0 120 to 277 70.0 Wide Yes Diffused Yes 100,000 hr. -22°to131°F — 2/%e' 15%" | 58500 54GD92 _— _ 
120 to 277 70.0 Wide Yes Diffused No 100,000 hr. -22°to131°F = 27%" 15%" | 58,500 54GD84 _— _ 
Pa NenaaaS No. 22CK50 
No.of Max. 3000K 4100K 
Light ‘Fixture Fixture Color Light Fixture Fixture Fixture Item Item CA 


Bars Wattage Voltage Index Distribution Rated Life Length Width Std. Lumens No. Lumens No. 
GE Lighting LITHONIA 
LDS Series LIGHTING. 


31.0 120t0277 90.0 Wide 60,000 hr. 50" ‘bs UL | 3400 53CT73 — — 
38.0 120to277 90.0 Wide 60,000 hr. 50" c UL | 4000  53CT75 | 4000 53CT76 H 
: 62.0 120t0277 90.0 Wide 60,000 hr. 98" a UL | 6800  53CT69 | 6800 53CT70 Low-Bay LED Fixtures 
Wi hr. 7" L 171 T72 —_ 
on 73.0  120t0277 90.0 ide 60,000 hr. 98 U 8000 _53C 8000 53C = 5-yr, limited warranty 
30.0 120t0277 90.0 Medium 90,000hr. 49" 10" UL | 4200 53CT59 | 4000 53CT60 , , 
’ 37.0 120to277 90.0 Medium 90,000hr. 49" 10" UL | 5200  53CT61 | 5000 53CT62 Durable steel fixtures start reliably down 
60.0 120t0277 90.0 Medium 90,000hr. 97" 10" UL | 8400 53CT55 | 8000  53CT56 to 0°F and come with "S" hook hangers 
75.0  120t0277 90.0 Medium 90,000hr. 97" 10" UL | 10,400 53CT57 | 9900 53CT58 , 
Lithonia Lighting that allow adjustable mounting angles. 
DPSL Series Lithonia IBH Series feature a 20-ga. steel 
1 40.0 = 120» 80.0 General 50,000hr. 46%" 5" UO — | 4000  489m87 * — full-body housing and optical assembly 
MSL Series and a thermally protected dimming driver. 
2 29.00 120to2// 80.0 Wide 60,000 hr. 43" 10" UL — — 4036 22CK50 * No. 22CK50 includes power cord. 
* 4000K color temp. 
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LIGHTING 
Bay Fixtures 





LumaPro® 
Series 





LITHONIA 
LIGHTING. 


High Bay Fluorescent 
Fixtures 


= Up to 50% energy savings over metal halide 
= Instant-on lamps 

= Steel construction 

= Ambient temp. range: 0° to 104°F. 


Narrow-distribution fixtures are designed for 
aisle or higher mounting heights; wide-distri- 
bution fixtures are designed for general or open 
areas. 


LUMAPRO® 


Post-painting process provides excellent corro- 
sion resistance at a value price. 


LITHONIA LIGHTING IB/IBC/IBZ SERIES 


Designed as 1-for-1 replacements of common 
metal halide high-bay systems, these fixtures 
mount at heights from 15 to 30 ft. (No. 48H448 
mounts up to 40 ft.). Suitable for most ware- 
housing, commercial, and retail applications. 
Models with Modular Receptacle simplify field 
installation of various modular accessories, 
including cordsets and motion sensors. Modular 
Plug versions must be powered using one of the 
Modular Cord Sets (6CGDO, 6CGD1, and 6CGD2), 
sold separately. Field-installed sensors can be 
used with T5 versions to tightly control light 
distribution and effectively manage lamp heat to 
increase overall efficiency. Help provide superior 
optics in narrow distribution for aisles, or wide 
distribution for general lighting. 


LITHONIA LIGHTING MS5HB/TMSSHB SERIES 


Excellent where high-angle brightness or 
appearance is significant, such as aisles, 
assembly lines, or retail environments. White 
straight-blade louver assembly shields lamps 
and reduces brightness. 


LITHONIA LIGHTING FGB SERIES 
= Wide variety of precision optics available 
= Motion sensors help provide 
increased energy savings 
=» NEMA Premium ballasts standard 


SPEC-BEAM™ high-lumen fixtures can be used 
as a direct replacement for common metal halide 
high bay systems in warehousing, manufactur- 
ing, commercial facility, and retail applications. 
Mount at 15 to 40 ft. Channel, end caps and 
socket brackets are manufactured from code- 
grade steel; fixture assembly is riveted and 
screwed together for added strength and offers 
toolless access to ballast and wiring. Segmented 
optics are 95% reflective and warranted for 25 
yr. All distributions included. 
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f 
No. of Suggested Max. 
Light Lamp Lamp Lamp Fixture Fixture 
Bars Type Incl. ItemNo. Wattage Voltage 
LumaPro 
4 FO4T5HO _No 4XMJ7 216.0 120 to. 277 
6 F32T8 No 3VK11 192.0 120 to 277 


Scan. Order. Done. 


Description/ 
Special Features 


Heat Slots, Motion Sensor 
Heat Slots, Motion Sensor 


48" 
48" 


Details on page A1. 


Fixture Fixture 
Length Width 


1214" 
17% 


Series FGB 










TMS5HB 
Series 


LIGHT DISTRIBUTION 


NARROW 
Item No. 


2NAX8 


WIDE 


Item No. 


2NAZ1 
2NAZ9 


Lithonia Lighting 


FGB Series 
T5HO No 5AE35 204.0 347 to 480 Heat Slots 48" 16" 2YGH5 2YGH4 
4 T5HO No 5AE35 204.0 347 to 480 Heat Slots 48" 16" 5XY55 5XY59 
T5HO No DAE35 204.0 347 t0 480 360° Motion Sensor, Uplight 48" 16" _— 2LYY1 
T5HO No 5AE35 306.0 347 to 480 Heat Slots 48" 24" 2YGK4 2YGK1 
T5HO No 5AE35 306.0 347 to 480 Heat Slots 48" 24" 5XY66 _— 
T5HO No 5AE35 306.0 347to480 360° Motion Sensor, Uplight 48" 24" — 2LYY3 
T5HO No 2ETU3 306.0 347 to 480 Heat Slots 48" 24" — 5XY76 
6 T8 No A4PL16 198.0 120to0277 360° Motion Sensor, Uplight 48" 24" 1THL2 1THL1 
T8 No 4PL16 193.0 120to 277 Heat Slots 48" 24" 1VNU9 5XY87 
T8 No A4PL16 198.0  120to 277 Heat Slots 48" 24" 2YGK6 2YGK5 
T8 No 4PL16 193.0 120to 277 Heat Slots 48" 24" 5XY82 — 
18 No 2ETU3 193.0  120to 277 Heat Slots 48" 24" — 4ULA3 
8 T5HO No 2EAF8 408.0 347 to 480 Heat Slots 48" 24" 4ULA2 — 
IBC Series 
4 No 5AE35 234.0 120 to 277 Heat Slots 48V%e' 18%" | 48H449 — 
IB Series 
6 T8 No 3VK30 224.0  120to 2/7 Heat Slots 486" 13%" | 48H448 _— 
IBZ Series 
T5 Yes 5AE35 216.0 120 to 277 Heat Slots 486" 13%" | 32JA05 _ 
T5 No 5AE35 216.0 120to27/7 Cold Storage with Heat Slots 48%" 13%" | 32JA08 _ 
Le Yes DAE35 234.0 _120t0 277 Cold Storage with Heat Slots 48%" 13%" — 40L080 
T5HO No 5AE35 240.0 120to 277 Heat Slots, Modular Receptacle 48%. 13%" | 6CGC1 6CGC6 
T5HO No 5AE35 240.0 120to277 Heat Slots, Cord Set/No Plug 486 1314" | 4UKZ4 — 
4 T5HO No DAE35 240.0 120 to 277 Heat Slots 486s" 13%" | GAAI4 6AA17 
T8 No 3VK30 146.0  120to 277 Heat Slots, Modular Receptacle 48%c" 18%" | 6CGC4 _ 
T8 Yes 3vk30 144.0  120to277 Cold Storage with Heat Slots 48%" 13%" | 40L055 40L056 
T8 No 2ETU3 146.0 120to 277 Uplight 486" 313%" | 1THL5S — 
T8 No 2ETU3 146.0 120to 277 Heat Slots ABMs" = 13%" — 4UKZ3 
T8 No 3VK30 146.0 120 to 277 Heat Slots, Modular Receptacle 486° 13%! _ 6CGC9 
1S Yes 5AE35 324.0 120 to 277 Heat Slots 48%" 18%" | 32JA06 _ 
T5HO No 5AE35 306.0 120 to 277 Cord and Plug 48%e' 18%" | 1THN3 _ 
T5HO No 5SAE35 360.0 120 to 277 Heat Slots, Modular Receptacle 48%c' 18%" | 6CGC2 6CGC7 
T5HO No 5AE35 360.0 347 to 480 Uplight 486" 18%" | 1THL7 — 
T5HO No dAE35 360.0 120 to 277 Heat Slots 486" 18%" | GAAI5 6AA18 
T8 No 2ETU3 220.0 120to277 Heat Slots, Cord Set/No Plug 48%c' 18%" | 4UKZ6 — 
6 T8 No 2ETU3 220.0 120 to 2/7 Heat Slots 48%" 18%" | 6AAI6 6AA19 
T8 No 3VK30 193.0 120t0277 Cold Storage with Heat Slots 48%" 18%" | 32JA07 _ 
T8 Yes  3VK30 193.0 120to 277 Heat Slots 486" 18%" | 32JA04 — 
T8 No 3VK30 220.0 120 to 277 Heat Slots, Modular Receptacle 48%c6' 18%" | 6CGC3 — 
T8 No 3VK30 220.0 120 to 277 Heat Slots, Modualr Receptacle 48%6' 18%" _ 6CGC8 
T8 Yes 3vk30 234.0 120to277 Cold Storage with Heat Slots 48%" 18%" | 40L057 40L058 
T8 Yes 3vk30 234.0 120to0277 Cold Storage with Heat Slots 48%" 18%%' _ 40L059 
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T8 No 2ETU3 220.0 120 to 277 Motion Sensor, Cord and Plug 48%6' 18%" | 1THL9 1THN2 
8 T5HO No 5AE35 480.0 120 to 277 Heat Slots, Modular Receptacle 486" 237%" | 6CGC5 — 
MS5HB Series 


TS No dAE35 164.0 120to 277 Cold Storage with Heat Slots 46%6' 9%" | 33L660 = 


3 T5HO No 5AE35 182.0 120to277 Heat Slots, Motion Sensor 466" 93/4" AUKY8 — 
T5HO No 5AE35 182.0 120to 277 Louvers Included 46Y%5 = 9%" 1BP81 1BP82 
TMS5HB Series 


3 Td No dAE35 330.0 120 to 277 Cold Storage with Heat Slots 92%" _—9%4""_—| 33L662 _ 
6 T5HO No dAE35 360.0 120to0277 Tandem Double Length Unit 92%" 9%" | 1BP79 1BP80 
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Hazardous Location Fixtures KILLARK’ 







Compact Metal Halide, 
=» ¥%" conduit hub Fluorescent, Ceiling 
Wall 


Use in hazardous or nonhazardous wet locations, for indoor or outdoor 
general and task lighting where flammable gases/vapors or combustible 
dusts may be present. Complete fixtures include housing, globe, mount, and 
guard. Gray housing color for NV Series, all others are tan. Stanchion-mount 
models with 1%" hubs are available; call 1-800-GRAINGER (472-4643). 


Standards 

A Class |, Div 2 Groups A, B, C, D, Class |, Zone 2, Groups IIC, IIB, IIA, Class Il, 

Div 2, Groups F, G, Class II], UL Marine Rated for US, NEMA 3, 4, 4X, IP66 
B Class |, Div 2 Groups A, B, C, D, Class |, Zone 2, Groups IIC, IIB, IIA, 

Class II Div 1 and 2, Groups E, F G, Class Ill, NEMA 3, 4, 4X 

Class |, Div 1 and 2 Groups C,D, Class |, Zone 1 and 2, Groups IIB, IIA, Class 
C |, Zone |, AEx d IIB, Class Il, Div 1 and 2, Groups E,F,G, Class III, Div 1 and 

2, Suitable for Wet Locations, UL Marine Rated for US, NEMA 3, 4, 4X 








LED, LED, 






Class I, Div 1 and 2 Groups C.D, Class I, Zone 1 and 2, Groups IIB, Wall Pendant 
D IIA, Class Il, Div 1 and 2, Groups E,F,G, Class III, Div 1 and 2, Suitable 
for Wet Locations, UL Marine Rated for US, NEMA 3, 4, 4X 
Suggested PENDANT CEILING WALL 
Fixture Lamp Lamp Standards Mfr. Item Mfr. Item Mfr. Item 
Wattage Voltage Incl. Item No. Key Model No. Model No. Model No. 
Incandescent Light Fixtures 
15 120 to 2//VAC No 2PLK4 A NV2IG15ASG 7A0X1 NV21IG15XSG 7A142 NV2IG15BSG 7AA07 
300 200VAC No 2PLK5 D EMI20A2G 7AOW8 — — EMI20B2G 7AA04 
Compact Fluorescent Light Fixtures 
18 120 to 2//VAC No 1PGZ3 A NV2FG18ASG TAOX2 NV2FG18XSG 7A144 NV2FG18BSG TAA08 
26 120 to 2//VAC No 1PGZ8 A NV2FG26ASG TAOX3 NV2FG26XSG 7A145 NV2FG26BSG TAA09 
32 120 to 2//VAC No 1PHA3 A NV2FG32ASG TAOX4 NV2FG32XSG 7A146 NV2FG32BSG 7AA10 
42 120 to 27/VAC No 1PHA/ A NV2FG42ASG TAOX5 NV2FG42XSG 7A147 NV2FG42BSG 7AA11 
64 120 to 2/7/VAC Yes 1PHA3 B VQ1F6430A2GLG 7J620 VQ1F6430X2GLG 75624 VQ1F6430B2GLG 73622 
64 120 to 2/7/VAC Yes 1PHA3 D EQF6430A2G TA0XO EQF6430X2G 7A0Z9 EQF6430B2G 7AA06 
84 120 to 2/7/7VAC Yes 1PHA/ B VQ1F8430A2GLG 73621 VQ1F8430X2GLG 75625 VQ1F8430B2GLG 73623 
LED Light Fixtures 
45 120 to 2/7/7VAC Yes — B VM1L4530A2GLG 73129 VM1L4530X2GLG 75130 EML4530B2G 73128 
45 120 to 27/7VAC Yes — D EML4530A2G 73126 EML4530X2G 75127 VM1L4530B2GLG 73131 
High Pressure Sodium Light Fixtures 
70 120/208/240/27/7VAC No 2V632 B VM1S070A2GLG TAOX8 VM1S070X2GLG 7TA174 VM1S070B2GLG 7AA14 
100 120/208/240/27/7VAC No AV604 B VM1S100A2GLG TAOX9 VM1S100X2GLG 7A175 VM1S100B2GLG 7AA15 
150 120/208/240/27/7VAC No 2VAD/ B VM3S150A2GLG TAOY1 VM3S150X2GLG 7A189 VM3S150B2GLG 7TAA17 
150 120/208/240/27/7VAC No 2VAD/ C EZS150A2G TAOW4 EZS150X2G 7A0Z3 EZS150B2G 7AA00 
150 120VAC No 219 D EMS151A2G 7AOWS EMS151X2G 7A0Z8 EMS151B2G 7AA05 
200 120/208/240/27/7VAC No 2V520 C EZS250A2G TAOW5 EZS250X2G 7A0Z4 EZS250B2G 7AA01 
400 120/208/240/27/7VAC No 2V453 C EZS400A2G 7TAOW6 EZS400X2G 7A0Z5 EZS400B2G TAA02 
Metal Halide Light Fixtures 
100 120/208/240/277VAC No 1E674 D EMH100A2G TAOW7 EMH100X2G 7A0Z6 EMH100B2G TAA03 
150 120/208/240/27/7VAC No 2F192 C EZP150A2G TAOV9 EZP150X2G TAOY8 EZP150B2G 7A201 
115 120/208/240/27/7VAC No 1E686 B VM3P1/70A2GLG TAOYO VM3P1/70X2GLG 7A188 VM3P1/70B2GLG 7AA16 
175 120/208/240/27/7VAC No 1E686 C EZP1/0A2G 7AOWO EZP170X2G TAOY9 EZP1/0B2G 7A397 
200 120/208/240/27/7VAC No APLO/ B VM5P250A2GLG TAOY4 VM5P250X2GLG 7A192 VM5P250B2GLG 7AA20 
200 120/208/240/27/7VAC No APLO/ C EZP250A2G 7AOW1 EZP250X2G 7A0Z0 EZP250B2G 7A542 
320 120/208/240/27/7VAC No AWW54 C EZP320A2G 7A0W2 EZP320X2G 7A0Z1 EZP320B2G 7A543 
400 120/208/240/27/7VAC No 3JJ96 B VM5P400A2GLG TAOY5 VM5P400X2GLG 7A193 VM5P400B2GLG TAR21 
400 120/208/240/27/7VAC No 3JJ96 C EZP400A2G TAOW3 EZP400X2G 7A0Z2 EZP400B2G 7A950 
For Use Mfr. Item For Use Mfr. Item 
Description With Series Model No. Description With Series Model No. 
Accessories Hazardous Location Outlet Box VM GECXAT-2 _2PDK1 
Hazardous Location 34" Flexible Coupling — EKJ-28 2PDJ7 Hazardous Location Photocell, 120V VM, NV2 VMFSPC1 =2PDJ2 
Hazardous Location Adapter VM VMEZA 2PDF9 Hazardous Location Photocell, 120V EMx, EZx VMHKPC1 =2PDJ4 
; ; NV2, Wall Mount Hazardous Location Photocell, 208-277V VM, NV2 VMFSPC2 = 2PDJ3 
Flacateous Location Extensa Units With Reflector NVEXTG == 2PDK4 Hazardous Location Photocell, 208-277V EMx, EZx VMHKPC2  2PDJ5 
Hazardous Location Glass Globe VM4 VMG25__2PDES Hazardous Location Photo Control, 120V VM HUB2PC120 2PDH9 
Hazardous Location Glass Globe, Tempered NV2 VCGP-100__ 2PDH2 Hazardous Location Photo Control, 208-277V VM HUB2PC227 2PDJ1 
Hazardous Location Glass, Refractor Type | VM1, VM3 VMR171 2PDF4 Hazardous Location Reflector Dome EMI20 ERSD15 2PDJ9 
Hazardous Location Glass, Refractor Type | VM4, VM5Q VMR251 2PDF6 Hazardous Location Reflector Dome NV2 NVPSD12 2PDH3 
Hazardous Location Glass, Reflector Type V VM1, VM3 VMR175_ ~—2PDF5 Hazardous Location Reflector Dome VM, EZ VMPSD40 2PDK3 
Hazardous Location Glass, Reflector Type V VM2, VM5Q VMR255 = 2PDF7 Hazardous Location Reflector, 30° VM, EZ VMPA40 2PDF8 
Hazardous Location Reflector Dome EMS, EMH, EQF ERSD30 2PDD5 
Hazardous Location Signal Flashers KILLARK 
= Temp. range: -40° to 104°F LED 
= Hazardous location rated Class 1, Div. 2, Groups A, B, C, D; Class 1, = Lamp life: 50,000 hr. 
Zone 2, Groups IIC, IIB, IIA; Class Il, Div. 1 & 2, Groups F, G; Class III 7 microflashes per sec. sere, 
. : elling 
Enclosure Type 4X, Marine Type XENON i. onay 
= CSA Certified for U.S. and Canada 
, = Lamp life: 10,000 hr. 
High-strength, glass-filled thermoset polyester with polycarbonate lenses. Aigo Rotlashes ner min 
Units can be mounted up or down. Flashers are 4.75" dia. and include ‘ 
brass screws and silicone gasket. 12-80VDC units can operate at 24VAC. 
AMBER GREEN 
Fixture L W H Mfr. Item Mfr. Item Mfr. Item 
ree Mounting Voltage (in.) (in.) (in.) Model No. Model No. Model No. 
Ceiling 12-80VDC 4.22 4.22 6.34 NVSLCFG26AXG TAP49 NVSLCFG26RXG TAP50 NVSLCFG26GXG TAP51 
Ceiling 120-240VAC 4.22 4.22 6.34 NVSLCFG25AXG TAP46 NVSLCFG25RXG TAP47 NVSLCFG25GXG TAP48 
{ Pendant 12-80VDC 4.22 4.22 6.55 NVSLCFG26AAG TAP35 NVSLCFG26RAG TAP36 NVSLCFG26GAG TAP37 
Pendant 120-240VAC 4.22 4.22 6.55 NVSLCFG25AAG TAP32 NVSLCFG25RAG TAP33 NVSLCFG25GAG 7TAP34 
Wall 12-80VDC 4.22 7.26 7.96 NVSLCFG26ABG TAP63 NVSLCFG26RBG 7TAP64 NVSLCFG26GBG 7AP65 
y Wall 120-240VAC 4.22 7.26 7.96 NVSLCFG25ABG 7AP60 NVSLCFG25RBG 7AP61 NVSLCFG25GBG TAP62 
enon 
Ceiling 12-80VDC 4.22 4.22 11.19 NVSZMFG26AXG TAP55 NVSZMFG26RXG 7TAP56 NVSZMFG26GXG TAP57 
Ceiling 120VAC 4.22 4.22 11.19 NVSZMFGO1AXG TAP52 NVSZMFGO1RXG TAP53 NVSZMFGO1GXG 7TAP54 
07 Pendant 12-80VDC 4.22 4.22 11200 NVSZMFG26AAG TAP41 NVSZMFG26RAG TAP42 NVSZMFG26GAG TAP43 
Pendant 120VAC 4.22 4.22 11.55 NVSZMFGO1AAG TAP38 NVSZMFG01RAG TAP39 NVSZMFG01GAG 7TAP40 
Wall 12-80VDC 4.22 7.26 12.6 NVSZMFG26ABG TAP69 NVSZMFG26RBG 7TAP70 NVSZMFG26GBG TAP71 
Wall 120VAC 4.22 7.26 12.6 NVSZMFGO1ABG 7AP66 NVSZMFGO1RBG TAP67 NVSZMFG01GBG TAP68 
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LED Vapor Tight Fixtures 


Wall or Ceiling/Pendant-mounted LED fixtures are designed for use in traditional 
vapor-tight locations that have limited space. Perfect for entries, corridors, tunnels, 
service areas, stairwells, or even retro-accent applications. 

CEILING SURFACE 





Fixture Color Housing Item Item 
Wattage Voltage Lumens CRI Temp. RatedLife Material No. No. 
11 120 to 277 Tat 80 4100K 60,000hr. Aluminum | 54EN85 54EN86 





See No 


= | 3RB17 








. : i ‘ 
7 : ws, i |e f =, = 
7 ”) 
Wiring Device-Kellems Se = , 1 “i . 
= 2 = = Mi / | ‘ 
Vapor Tight Vandal Resistant Fixtures = 
| "2 y @ ge 
= | } = 
= 120V Yd (S37 
= Gray finish a dae“ 
Housing has twist on guard, fully enclosed, gasketed glass globe, and a 
premium porcelain socket. Made to withstand extreme physical assault and REPLACEMENT 
environmental abuse. Great for high traffic, dirty, dusty, or weather-exposed CEILING; WALL PENDANT) | GAURD 
areas. Fit on 3%" conduit, or %" conduit. No. 1UKB8 is specifically designed Lamp Lamp Housing Lamp | Item Item Item Item 
. . eer . Type Watts Material Incl. No. No. No. No. 
for use in marine applications and meets applicable standards. Nos. 3RB17 fumnaPra 
and 3RB18 are prewired with leads for flush mounting (4° round or octagonal Incandescent 200 Cast Aluminum __ No | 3RB17 | 3RB18 | 3RB24 46M168 
xes). All fixtures are UL Listed; Nos. 3RB17 and 3RB18 are CSA Certifi 300__Cast Aluminum __No | _—__|_—__ 21R876 = 
a oe US a i Sted; Nos. 3 and 3 8 are CoA Certified Metal Halide 100 CastAluminum Yes _ | 21R878 | 21R880 | 21R879 — 
or ine U.o. and Canada. Hubbell Wiring Device-Kellems 
Note: Not recommended for use in commercial or industrial range hoods or ovens. Incandescent__150 = No__| 1UKB8 | — = a 
LITHONIA 
LIGHTING. 
No.35LFe6 6 ROUGh Service Vandal 
ly = Wall or ceiling mounting 
L i : > Engineered to withstand extreme physical 
est -—_— | assault and environmental abuse; ideal 
a j a a = for high risk applications. All lenses use 
ma yee: + ee - i ae tamper resistant Torx® fasteners. (Use 
3 . Se —_— with bit No. 3JA15, not included.) UL 
‘ee Listed for wet locations. 
‘ nat GQEDO UTILITARIAN 
1-pc. injection-molded polycarbonate lens 
is UV-stabilized. Housing has durable, 
corrosion-resistant finish. 
Suggested 
Lamp Lamp Lamp Lamp _ Fixture Housing Description/ Ambient Item 
Qty. Type Item No. Incl. Wattage Voltage Finish Special Features Temp. Range L W H Series _No. 
High Abuse Canopy Light 
Incandescent 2PLK1 No 100 W 120V AC White White Opal Polycarbonate Lens — BY," dS”in 4 ¥%in VR1  3GB98 * 
1 ‘Incandescent 2PLK1 No 100 W 120V AC White Clear Prismatic Polycarbonate Lens — BY," dS”in 4%in VR2  3GB99 * 
Incandescent 2PLK1 No 100 W 120V AC White Clear Prismatic Polycarbonate Lens — BY," 8%in 4% in VR3 -3GE14 * 
F26TBX 1PHA1 No 52W  120-277V AC White Clear Prismatic Polycarbonate Lens _0° to 77°F iz 12in 5%in  VR4 3GE20 * 
Incandescent 2PLK3 No 75 W 120V AC White Clear Prismatic Polycarbonate Lens = 11%" = 11%in 5 ¥%in VR4  3GE19 * 
Rough Service Low Profile Canopy 
3 Fluorescent 6XT97 No 28W ~=120-277V AC Powder Coated White Impact Resistant Diffuser 0° to 104°F 24" 24 in 3% in VRS = 35LF87 
Rough Service Linear Garage Light 
2 Fluorescent 4PL16 No 98W —_120-277V AC Powder Coated White Impact Resistant Diffuser 0° to 104°F 48" 24 in 3% in VRS __35LF88 
3 Fluorescent 4PL16 No 86W ~=120-277V AC Powder Coated White Impact Resistant Diffuser 0° to 104°F 48" 24 in 3% in VRS  35LF86 
Extension Boxes 
For Use With Fluorescent VR1 or VR2 Series Fixtures 8/4" 61" 14%" — 1NC57 
* Moistureproof 
450 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Hazardous Location Fixtures 





Hazardous Location Fixtures 


= Lamps Designed for indoor and outdoor general and task lighting of Class 1 Division 2 Groups A, B, — 


included __C, and D hazardous and nonhazardous wet locations. Use where flammable gases and vapors 























No. 20LM39 























or combustible dusts may be present. UL and C-UL Listed. FIXTURES WITH 
FIXTURES EBACKUP 
Lamp Fixture Lamp Lamp Lens Item Item 
Watts Wattage Voltage Qty. Designation Material Description L W H No. No. 
Fluorescent 
Pendant 
17 34 120/277VAC 2 18, 2FT Acrylic — 25% _7'%64" 5 2%a" |20LM85 | 20LM93 | 
48 120/277VAC Z T5HO Acrylic Wide Area 20%8 11%" +5 2%a" |2OLM81 — Ay 
24 48 120/277VAC 2 T5HO Acrylic Vibration Resistant  271%6" 7%2" 73%" |20LM49 — ue 
12 120/277VAC 3 T5HO Acrylic Wide Area 25% 7'%64' 5 2%a" |20LM83 — No. 20LN24 _ = No. 20LN57 
39 64 120/277VAC 2 T8, 4FT Acrylic — 49474" 71%" 52a" (20LM65 | 20LM73 
64 120/277VAC 2 T8 Acrylic Vibration Resistant 53474" 72" 73%" |20LM41_ | 20LM45 
108 120/277VAC 2 — Acrylic Non-Corrosive 49474" 71%4" 52%" (20LMG1 — 
54 108 120/277VAC 2 T5HO Acrylic Vibration Resistant 534%" 7%2" —73%a"_|20LM39 — 
108 120/277VAC 2 T5HO Acrylic Adjustable Angle 5420" 94% 4" 62%" | 20LNO8 — 
Pad — 120/277VAC 3 T5HO Acrylic Non-Corrosive 494%a" 71%" _52%a" (20LM63 _— 
endant/Surface 
128 120/277VAC 4 18 Tempered Glass Wide Area 5o%8' _152%2" 11156" |20LN22 _— 
urface 
17 34 120/277VAC 2 T8, 2FT Acrylic — 25% 73%" _5'%a" |20LM84_ | 20LM92 
48 120/277VAC 2 T5HO Acrylic Wide Area 20% (3%0" 51%" |20LM80 — 
24 48 120/277VAC 2 T5HO Acrylic Vibration Resistant 271%6' 7%2" 9%" |20LM48 — 
72 120/277VAC 3 T5HO Acrylic Wide Area 25% (3¥%2" 51564" 20LM82 — 
39 64 120/277VAC 2 18, 4FT Acrylic — 493140" 7342" 5 %0" (20LM64 | 20LM72 
64 120/277VAC 2 T8 Acrylic Vibration Resistant 5347" 742" —-9%a"_|20LM40_ | 20LM44 
108 120/277VAC 2 T5HO Acrylic Non-Corrosive 49332" 7332" 5%2" |20LM60 _ 
108 120/277VAC 2 T5HO Acrylic Vibration Resistant 53474" 7%2" 9%" |20LM38 _— 
54 108 120/277VAC 2 T5HO Acrylic Non-Corrosive Bo" —94%4" 6 4%64" | 20LNO7 — 
162 120/277VAC 3 T5HO Acrylic Non-Corrosive 493V50" 7342" 5%" |20LM62 — 
— 216 120/277VAC 4 T5HO ‘Tempered Glass Wide Area 55% 152342" 111346" |20LN20 — 
Adjustable U-Bracket P 
7 7W 12 to 24VAC 0 — Acrylic — Ato" Ate’ _ 4°54" |20LN53 _ > . 
31 31W 12 to 24VAC 0 — Acrylic — 7'%a" 3 4%6a" 7250" |20LN52 — q 
60 60W__—-100 to 240VAC 0 — Acrylic Adjustable Angle 72%" 6%4" 91% a" |20LN51 — 
150 120/277VAC — Tempered Glass Multiple Power Supplies 16%. 1322" 72¥32" |20LN24 — y 
150 150 120/277VAC 0 = Tempered Glass Multiple Power Supplies 17%" = 7'%2"  15'Yea" | 20LN55 — — 
isow 'O0to 2/7 VAG org — Tempered Glass Wide Area 14%" 1074" 13%’ 20LN57 | — ’ 
11 to 25VAC/DC , 
Flat Surface Swivel Bracket = No. 20LN18 
44 28 120/277VAC 2 _T8-LED,2FT _ Acrylic Adjustable Angle 26932" 7%4" 82%" (20LNO1 | 20LN03 
42 120/277VAC 3 T8-LED,2FT _Acrylic Adjustable Angle 26%2" 7%64' 82%" |20LNO2 | 20LN04 
58 56 120/277VAC 2  18-LED,4FT — Acrylic Adjustable Angle 51342" 7%4" 82%" (20LM96 | 20LM98 “ 
Fond 84 120/277VAC 3 T8-LED,4FT _ Acrylic Adjustable Angle 51342" 764" 82%" (20LM97 | 20LM99 r 
endant 
28 120/277VAC 2  T8-LED,2FT Acrylic — 25% ('%6a" 52%" 20LM77 | 20LM89 ~ - 
14 28 120/277VAC 2  18-LED,2FT Acrylic Vibration Resistant 271%6 7%2" 73%" |20LM47 | 20LM53 / 
28 120/277VAC 2  T8-LED,2FT Acrylic — 28932" 94%" 62%a" | 20LN12 — No. 20LM68 
42 120/277VAC 3 T8-LED,2FT _ Acrylic — 25% 7'%64" 5 2%a' \20LM79 | 20LM91 
56 120/277VAC 2  18-LED,4FT Acrylic — 49474" 71%" 52a" (20LM57 | 20LM69 
98 56 120/277VAC 2  18-LED,4FT Acrylic Vibration Resistant 534%" 7%2" 73%" |20LM37 | 20LM43 
56 120/277VAC 2  18-LED,4FT Acrylic — 54250" 94%a" 627%" | 20LNO6 — 
and oa 120/277VAC 3 T8-LED,4FT _Acrylic — 494%" 71%" 52%" 20LM59 | 20LM71 
endant/Surface 
28 112 120/277VAC 4 _T8-LED, 4FT Tempered Glass Wide Area 55%" 152340" 111546" |20LN18 — 
240 240 120/27 7VAC 0 — Polycarbonate High Output 14" 14" 142%" |20LN25 — 
Surface/Suspended 
3 8 24VDC 0 — Acrylic — 132%." 216"  15%64" |20LN48 — 
8 120/240VAC 0 — Acrylic — 21%"  21%6' 15%" |20LN50 — 
28 120/277VAC 2  18-LED,2FT Acrylic — 25% 73%" 51%a" 20LM76 | 20LM88 
44 28 120/277VAC 2  18-LED,2FT Acrylic Vibration Resistant 271%6' 7%2" 9%4' |20LM46 | 20LM52 
28 120/277VAC 2  T8-LED,2FT Acrylic — 29" 94%" 65% 4" | 20LN11 — 
1 ae : T8-LED, 2FT ol IE — Soee rte ais one 20LM90 
_ crylic —_— 64" 16. 19%64" 4 _ 
16 16 120/240VAC 0 = Acrylic — 322%64' 2146" 1564" | 20LN44 — 
56 120/277VAC 2  18-LED,4FT Acrylic — 493V50" 7342" +530" (20LM56 | 20LM68 
58 56 120/277VAC 2  18-LED,4FT Acrylic Vibration Resistant 534%" 7%2" 9%4' |20LM36 | 20LM42 
56 120/277VAC 2 18-LED,4FT Acrylic — 55%" —94%a" 6 4%4" | 20LNO5 — 
84 120/277VAC 3 T8-LED,4FT Acrylic — 493V50" 732" 5342" 20LM58 | 20LM70 
FIXTURES WITH 
FIXTURES EBACKUP 
Lamp Fixture Lamp Lens Item Item 
Watts Wattage __ Voltage Qty. Material L W H No. No. 
Fluorescent 
Pendant 
24 48 120/277VAC 2 ___ Tempered Borosilicate 2/%4' 11°%4' /'%a' | 20LM25 _ 
ge 64 120/277VAC 2 ___ Tempered Borosilicate 51°V64" 115%" 71%a" | 20LM17 20LM21 
54 108 120/277VAC 2 __ Tempered Borosilicate 51°%4" 11°%4" /'%a" | 20LM13 _ 
Sc 216 ~~ 120/277VAC 4 Tempered Borosilicate 51°64" 115%4" = 7'%a" | 20LM15 — 
urface 
47 34 120/277VAC 2 __ Tempered Borosilicate 27%" 115%" 83%." | 20LM28 — 
68 120/277VAC 4 _ Tempered Borosilicate 28%64" 25'%64" 9'%6 | 20LM33 20LM35 
D4 48 120/277VAC 2 __ Tempered Borosilicate 277%" 115%" 8340" | 20LM24 — 
192 120/277VAC 8 __ Tempered Borosilicate 28%64" 25'%4" 9'/e | 20LM32 _— 
32 64 120/277VAC 2 ___Tempered Borosilicate 51°¥64" 11%" 8°%s" | 20LM16 20LM20 
108 120/277VAC 2 ____lempered Borosilicate 51°%4" 11°%4" 84" | 20LM12 _— 
54 216 120/27/7VAC 4 __Tempered Borosilicate 51°¥64" 11>%4" —8°%a" | 20LM14 — — 
432 120/277VAC 8 __ Tempered Borosilicate 52'/6a" 25'%a" 9°64" | 20LMO6 = ben = 
LED Sa 
Adjustable U-Bracket No. 20LM04 ~ 
pany 150 120/27/7VAC 0 Tempered Glass 17Vs" 71340" 151%" | 20LN54 * — E [ - { Fi xt 
endant 
ee a rr ri i elec alla 
3 a empered Borosilicate 64. 64" 16. — = j 
28 56 {90/277VAC_2 Tempered Borosilicate 51376" 11596" 7%" | — 20LMT9 Lamps included oe | 
Sey wais ; j20/e77VAC 0 Tempered Glass 16%6"_ 132/40" 72Y4o" | 20LN23 * =— Designed to provide general and task lighting in locations 
urface/Suspende 
14 28 120/277VAC___2 Tempered Borosilicate 2776," 11°¥6"_ 8°42" | 2OLM22 = where there is a continuous presence of flammable gases 
36 PORTVAC 4 Tempered Borosilicate 28% ae oe Z0L M30 — and vapors. Rated Class 1 Division 1 Groups C and D, and 
empered Borosilicate 64" 64" 64" Wai : 
28 442 420/277VAC_4 Tempered Borosilicate 52774." 25164" 95%" | 20LMO4 | 20LMO08 Class 2 Division 1 Groups E, F, and G. Approved for use in 
* No fail design with multiple power supplies and LED arrays. paint spray booths. UL and C-UL Listed. Meet USCG specs. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 451 





LIGHTING Scan. Order. Done. al 
Hazardous Location Fixtures Details on page A1. 

















* = ar: 
SS rh amas = 
ger. Atma. — i 
\ - . / 
\ . s | 
\eaer® = 
No. 2PDJ6 
. = | 
Standards No. 2PDA4 — 
Groups IB. IlAlGlass I Divi & 2, Groups & F. GiCl — 
roups IIB, ass Il, Div. , Groups E, F, ass = Ss 
A ii Div, 1 & 2/NEMA 3, 4x, 7(C, 0), 9(E,F.6)Sutable Hazardous Location Fluorescent Fixtures KILLARK: 
for Wet Locations and Paint Spray Booths, UL/CSA 
ae EEG We cetcn: a = coneulemp 
roups et Locations . 
: Class | [ 1 Z groups BCD Class | cs : : Voltage range: 120-277VAC 
roups ass iV. group i i i i 
G Aex nAll: Ex nAll Wet locations NEMA 4X. IP66 Designed for use in hazardous or nonhazardous wet locations, and for indoor or outdoor general and task 
Class I, Div. 2 Groups A,B,C,D / Class I, Zones 2, lighting where flammable gases/vapors or combustible dusts may be present. Nos. 2PDA4 and 4KGR5 include 
D Groups IC, IIB, IIA / Class i Div. 1 & 2, Groups FG/ battery backup 
AEx nAll, Ex nAll / Wet Locations / NEMA 4X, IP66 ; 
Suggested Fiberglass Reinforced Polyester Stainless Housing, Lexan Polycarbonate Lens 
Fixture Lamp Lamp Housing Standards Mfr. Item Housing Standards Mfr. Item 
Wattage Qty. Item No. Finish Key Model No. Finish Key Model No. 
34 2 6XT99 White D LZ2N17230 2PDJ6__|Natural 316 Specification Grade Stainless _C LZ2S17230 _ 4KGR3 
56 2 5AE18 White D LZ2N28230 10N093 — — — = 
64 2 4PL16 White D LZ2NE2-32230 2PDA4 __\Natural 316 Specification Grade Stainless C LZ2SE2-32230 4KGR5 
2 4PL16 White D LZ2N32230 6YE81 —_|Natural 316 Specification Grade Stainless C LZ2$32230 4KGR4 
108 2 5AE33 White D LZ2N54230 10N094 — — — — 
<a>) 
KILLARK’ 
Seas Hazardous Location 
‘ ———— 7 = 
OO). Te rarerera Floodlights and Wall Packs 
: = Hazardous location rated and maintenance-free service 
Class |, Div. 2, Groups are required. Include yoke. 
A, B, C, D/Class |, Zone Suitable for use around parking 
2, Groups IIC, IIB, IIA garages, factories, and perim- 
= NEMA 4X wet location eter security lighting. 
Se ae WALL PACKS 
so a Eeneed = Temp. range: -40° to 104°F 


Housing is copper-free alumi- (HPS), -22° to 104°F (MHPS) 
num for cool operation. Bronze Designed for hazardous 
powder-coated finish. location areas and have an 

i FLOODLIGHTS aesthetically pleasing appear- 
IN = Temp. range: -40° to ance. Wall mount. Suitable for 
131°F (HPS), -22° to 131°F — perimeter security lighting, 
(MHPS), -58° to 131°F (LED) parking garages, and walk- 
cio 4k GR Designed for heavy-duty ways. Furnished with 2" hubs. 
applications where long life 


ti fs 
jai beaHTTTRe Ce 
’ pil ’ 

















Suggested 
Lamp Lamp Fixture Mfr. Item 
Watts Lamp Type* Item No. Wattage Voltage L W H Model No. 
Hazardous Location Floodlights in 
No. 4KGP4 105 LED _ = 10SW 120 to 277VAC 17%" S%2' 14%" KFLI0530WW_30YJ65_ 
125 LED — 125W 120to277VAC 17%" 572" 14564" KFL12530WW 30YJ64 
Mfr. Item 150 High Pressure Sodium 2VAD7  150W 120to480VAC 16%" 11" 18° KFS150-76 4KGP7 
pe For Use With _ Model No. 175 Metal Halide 1E686 170W 120to480VAC 16%" 11" 18" KFP170-76 = 4KGP4 
: : . High Pressure Sodium 6V250 250W 120to480VAC 16%" 11" 18" KFS250-76 4KGP6 
Hazardous Location Reflector _V Series_KFL-DARKWW 30YJ66 200 Metal Halide 4PLO7 250W 120to480VAC 16%" 11° 18"  KFP250-76  4KGP3 
roree SNE See ea iv eenes sen ees 4oo High Pressure Sodium 6VR48__—400W_ 120 to 480VAC_ 16%" 11" _—18"_——«KFS400-76_—_ 4KGP5 
re aGh tated alee: aval Biles oon Metal Halide 3JJ96  400W 120to480VAC 16% 11" 18"  KFP400-76  4KGP2 
azardous Location Steel Wall KE cerigg K4040  4KGT2 "Wall Packs 
Bracket, For Use with 4KGT1 : : 
Cast-Iron Cross Arm Fitting KF Series KFCB 4KGT1 100 High Pressure Sodium 4V604_ — 100W_120to277VAC 14%" 7%" 14" KWPS100 ~~ 4KGP8 
Slip Fitter for 2" Ridgid Tenon KF Series KFS-6 4KGR9 150 High Pressure Sodium = 2VAD7 150W 120to277VAC 14%" 71%" 14" KWPS150 — 4KGP9 
Steel Wall Bracket KF Series A041 AKGRE | Metal Halide 2F192.- 150W + 120to277VAC 14% 7%" ~~ 14" KWPP150 4KGR1 
With 2" Tenon 175 Metal Halide 1E686 = 175W 120to277VAC 14%" 7% 14" KWPP170 4KGR2 
* HPS=high-pressure sodium; MHPS=metal halide pulse start. 
452 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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LED Anti-Glare Wall Packs eomomasonne  SibPro 


LED anti-glare wall packs project a bright, clean light and reach full brightness instantly. They use LED lamps, which 
last longer and use significantly less energy than wall packs with other lamp types, such as high-pressure sodium 
or compact fluorescent. They also produce very little heat and can withstand temperature changes and humidity. 





LED 4000K 5000K 
Fixture Light Replacement Sensor Item Item 
Wattage Voltage Distribution For Type Color Lumens No. Lumens No. 
E Lighting 
12W = 120 to 277VAC Type Ill 50 to 250W MH Bronze 1500 Im 426A06 * 1500!m 426A08 





2oW = 120to27/7VAC Asymmetric 75 to 200W MH 
382W 120 to 277VAC Asymmetric 79 to 290W MH 
3/W_ 120 to 277VAC Type III 90 to 250W MH 
41W 120 to 277VAC _ Asymmetric 79 to 200W MH 


Bronze 2900 Im 48TM51 2900 Im 48TM52 
Bronze — — 3800 lm 48TM54 
Bronze 4000 Im 426A09 * — — 

Bronze 5000 Im 48TM55 5000 Im  48TM56 




















Hubbell Lighting No. 48TM51 
i3w 1200 277VAC Type Ill 70W HPS/MH — Bronze 1150Im 53738 1132Im 21RU44 

120 to 277VAC ‘Type Ill 7OWHPS/MH  Photocell Bronze 1150Im 53739 1132 Im 21RU45 

120 to 277VAC ‘Type Ill 7OWHPS/MH  Photocell Bronze 1556Im _ 53WA12 1613 Im 53WA16 

120 to 277VAC ‘Type Ill 7OWHPS/MH  Photocell White 1556Im _ 53WA13 1613 Im 53WA17 

120 to 277VAC ‘Type Ill 7OWHPS/MH  Photocell Bronze 1550Im _ 53WA28 — — 
sw 120 to 277VAC Type III 7OWHPS/MH  Photocell White 1550Im _53WA29 — — 

120 to 27/VAC Type III 7OW HPS/MH Photocell Bronze 1550lm 53WA44 — _ 

120 to 277VAC ‘Type Ill 7OWHPS/MH Photocell White 1550Im _ 538WA45 — — 

120 to 277VAC ‘Type Ill 70W HPS/MH — Bronze — — 1613 Im 53WA14 

120 to 277VAC ‘Type Ill 70W HPS/MH — White — — 1613 Im _53WA15 

120 to 277VAC ‘Type Ill 100W HPS/MH — Bronze 1539 Im 537245 1500 Im 21RU46 
i7w 120 to. 277VAC Type III 1O0OW HPS/MH —Photocell Bronze 1500Im ‘537246 1539 Im _53VZ53 

120 to 277VAC ‘Type IV 100W HPS/MH — Bronze 1535 Im ‘537249 1557 Im _53VZ56 

120 to 277VAC ‘Type IV 100W HPS/MH —_Photocell Bronze 1535|Im _53V7Z50 1557 Im _53VZ57 
20W  120to277VAC ‘Type lll 70W HPS/MH Photocell Bronze 2310 Im _53XX78 2263 Im 53XX77 
sow 12010 277VAC_ Type Il 200W HPS/MH — Bronze 1989 Im 537260 2024 Im 21RU47 

120 to 277VAC ‘Type Ill 200W HPS/MH Photocell Bronze 1989 Im 53261 — — 

120 to 277VAC ‘Type Ill 150W HPS/MH — Bronze 2616 Im _53VY33 — — 
ogw 120 to 277VAC Type Ill 150W HPS/MH Photocell Bronze 2616 Im _53VY34 2629Im  53VY49 

120 to 277VAC ‘Type IV 150W HPS/MH Photocell Bronze 2783 Im _53VY42 2797 1m _ 53VY57 

120 to 277VAC ‘Type Ill 175W HPS/MH — Bronze — — 2629|m 21RU50 

120 to 277VAC ‘Type Ill 1OOW HPS/MH -Photocell Bronze 3060Im _53XX80 3270Im _ 53XX79 No. 53VY33 

120 to 277VAC ‘Type Ill 150W HPS/MH — Bronze 2789 Im _53WA09 3756Im  480F73 

120 to 277VAC ‘Type Ill 150W HPS/MH — White 2789Im _53WA11 2892 1m 53WA21 

120 to 277VAC ‘Type Ill 150W HPS/MH Photocell Bronze 2789Im _53WA18 3756|m  480F74 

120 to 277VAC ‘Type Ill 150W HPS/MH _Photocell White 2789|m _53WA19 2892 1m 53WA23 

120 to 277VAC ‘Type Ill 150W HPS/MH — Bronze 2836 1m _53WA25 2892 1m 53WA20 

120 to 277VAC ‘Type Ill 150W HPS/MH — White 2836 1m _53WA27 — — 
sow 120 t0 277VAC Type Il 150WHPS/MH — Photocell Bronze 2836 Im _53WA34 2892 1m  53WA22 

120 to 277VAC ‘Type Ill 150W HPS/MH _Photocell White 2836 1m _53WA35 — — 

120 to 277VAC ‘Type Ill 150W HPS/MH — Bronze 2836 Im _53WA41 — — 

120 to 277VAC ‘Type Ill 150W HPS/MH — White 2836 1m _53WA43 = — 

120 to 277VAC ‘Type Ill 150W HPS/MH Photocell Bronze 2836 Im _53WA50 = — 

120 to 277VAC ‘Type Ill 150W HPS/MH Photocell White 2836 1m 53WA51 — — 

120 to 27/7VAC Type III 150W HPS/MH Occupancy Bronze — _ 3/56 lm —_ 480F75 

120 to 277VAC ‘Type IV 150W HPS/MH — Bronze — — 3656 Im 480F76 

120 to 277VAC ‘Type IV 150W HPS/MH _Photocell Bronze — — 3656Im _480F77 No. 53XH35 

120 to 277VAC ‘Type IV 150W HPS/MH Photocell Bronze 4270 Im _‘53VY71 — — . 

4o7w 12010 277VAC_ Type IV 150W HPS/MH — Bronze 4270|m _53VY70 — — 
120 to 277VAC _‘Type Ill 150W HPS/MH -Photocell Bronze 4014|m _53VY65 4033 Im 53VY76 

120 to 277VAC ‘Type Ill 150W HPS/MH — Bronze — — 4033 Im 45VT69 

120 to 277VAC ‘Type Ill 150W HPS/MH Photocell Bronze 5526Im _53XX84 5548 lm _53XX83 

120 to 277VAC ‘Type IV 200W HPS/MH Photocell Bronze 5664Im _ 480F71 5678 Im 480F83 
50W 120to277VAC Type lV 200W HPS/MH — Bronze 5664Im _480F70 5678 Im  480F82 

120 to 277VAC ‘Type Ill 200W HPS/MH — Bronze — — 5833 Im 480F79 

120 to 277VAC ‘Type Ill 200W HPS/MH _Photocell Bronze — — 5833 lm 480F80 

120 to 277VAC ‘Type Ill 250W HPS/MH — Bronze 5702Im _ 53VY88 5823 Im  53VY94 
60W 120to0277VAC  Typelll 250W HPS/MH Photocell Bronze 5702Im 5 3VY89 5823 Im 53VY95 

120 to 277VAC ‘Type IV 250W HPS/MH — Bronze — — 5863 Im _53VY98 
70OW  120to277VAC ‘Type lll 175W HPS/MH — Bronze — — 7315Im _ 21RU57 
80W  120to277VAC __ Typelll 250W HPS/MH  Photocell Bronze 8079Im _53XX86 8061 Im 53XX85 

120 to 277VAC ‘Type IV 250W HPS/MH — Bronze 7402 1m 53VZ05 7559Im _53VZ11 
83W 120to277VAC Type lll 250W HPS/MH — Bronze 7352Im _53VZ01 7508 Im 53VZ07 

120 to 277VAC ‘Type Ill 250W HPS/MH _Photocell Bronze 7352 Im 53VZ02 — — 
140W 480VAC Type IV 400W HPS/MH — Bronze | 11,595lm 53VZ20 11,886 Im 53VZ25 

120 to 277VAC ‘Type IV 400W HPS/MH — Bronze — — 11,886 lm 53VZ22 No. 31A143 
i7ow 1200 277VAC Type IV 400W HPS/MH — Bronze | 14,118Im  53VZ27 — — 

480VAC Type IV 400W HPS/MH — Bronze | 14118Im _53VZ31 13,924 Im _53VZ36 
Lithonia Lighting 
QW  120to277VAC __‘Typelll 6OW Inc/15W CFL — Black 533Im _‘ 420V84 — — 
13W 120to277VAC —NEMA4 100W HPS/MH — Bronze 1271 Im‘ 35FT21 1289 Im 35FT23 
14W 120to277VAC_ Type lll = 100WInc/26WCFL = — Black 947 Im 420V85 — — 
18W 120to277VAC _‘Type| 50W HID Photocell Bronze — — 1436 1m 6MGH3 # 
20W  120to277VAC ‘Type V 150W HPS/MH — Bronze — — 2663Im  32JA17 

120 to 277VAC ‘Type Ill 70W HPS/MH — Bronze 2757Im _31A134 — — 
ogw 12010 277VAC Type Il 70W HPS/MH — Bronze 2684Im _31A133 — — 

120to277VAC ‘Type IV 150W HPS/MH — Bronze 5554|m _31A147 — — 

120 to 277VAC ‘Type IV 150W HPS/MH — Bronze 2808Im _31A146 — = 
29W  120to277VAC Type 400W MH — Bronze — — 3607 Im _53XH35 
31W  120to277VAC Type lll 100W MH Photocell Bronze — — 3020Im _21P670 
40W  120to277VAC ‘Type V 250W HPS/MH — Bronze — — 4079 |m _32JA19 

443W 120to277VAC ‘Type ll 250W MH Photocell Bronze — — 4300 lm 21P671 

120 to 277VAC ‘Type Ill 150W HPS/MH — Bronze 5454Im _ 31A137 — — 
46W 120to277VAC ‘Type ll 150W HPS/MH — Bronze 5309 Im 31A136 — — 

120 to 277VAC ‘Type IV 150W HPS/MH — Bronze 5343 Im 31A138 = — 

120 to 277VAC ‘Type IV 150W HPS/MH — Bronze 5455Im_ _-31A144 — — 
a7w 120 to 277VAC_ Type Ill 150W HPS/MH — Bronze 5529Im _31A143 — = 

120 to 277VAC _‘Type ll 150W HPS/MH — Bronze 5360Im _31A142 — = 

120 to 277VAC ‘Type IV 175W HPS/MH — Bronze 5450Im _31A145 — — 
49W  120to277VAC ‘Type lll 400W MH — Bronze 6115Im _53XH38 6222Im _53XH36 
viw 120 to 277VAC Type Il 150W HPS/MH — Bronze 8199|m _31A140 — — 

120 to 277VAC ‘Type ll 150W HPS/MH — Bronze 7949 Im 31A139 — — . - ' 
78W  120to277VAC ‘Type V 400W MH — Bronze — — 10,000 Im 38RZ79 No. 446M65 
7gw 120 to 277VAC Type IV 400W MH — Bronze 9708 Im _53XH39 — — : 

120 to 277VAC _ Type Ill 400W MH — Bronze — — 9611 Im _53XH37 

LumaPro 
15W 120VAC NEMA 6x6 250W HPS/MH — Bronze — — 1450 1m _54EP96 
20W  120to277VAC NEMA 5x5 150W MH — Black — — 2100Im  452N14 
50W  120to277VAC NEMA 5x5 250W HPS/MH — Bronze — — 5250 Im  446M65 


* 4000K color temp. #5700 color temp. 
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LIGHTING Scan. Order. Done. 
Wall Packs Details on page Al. 





High-Pressure Sodium & Metal 
Halide Anti-Glare Wall Packs 








These ant-a walpackS ana GR, vatge lion $88 cE 
cast light downwards around omighPressureSodium =) P. : 
— Ne zovie= puldingpernete Thy ue “TET, HE ae ke 
m ype ronze 4 
either high-pressure sodium 46 000Im__150W _120VAC Typelll  2000K Bronze  23¥142 
(HPS) or metal halide (MH) EO —i0OW 120 ACT pe Il 4000K Bronze  23Y144 
y ronz 
lamps. HPS and MH lamps 5500 Im 70W 120-277VAC Type lV 4000K —  AGWG8 
pote ahigteriy nt — un aI Re ett — 
oe ie m : ype = 
No. 4GWG7 in either amber or natural 14.000 lm OW __120-277VAC_— Type Ii 4300K Bronze 23Y145 
light colors. 150W —-120-277VAC Type IV 4300K — 4GWG9 


Ca # 
Compact Wall Packs ese.) zona WeHarrisLightng HM 
Compact wall packs have a length or width less than 11" and take up a smaller mounting space than full-size wall 
packs, making them a good choice for exterior walls that have narrow surface areas. These outdoor lighting fixtures 
project widespread light onto building grounds and walkways to increase visibility for pedestrians and enhance secu- 
rity. They are typically used to illuminate commercial buildings, office complexes, recreational facilities, and apartment 






No. 656N69 complexes. 
LED 
Fixture Light Replacement Item 
Wattage Voltage Lumens Distribution For Sensor Type Color Brand No. 
LED Compact Wall Packs 
Color Temperature: 4000K 
16.6W 120 to 277VAC 1858 Im Type IV o0W HPS/70W MH/42W CFL — Bronze Hubbell Lighting _45VT70 
120 to 277VAC 1858 Im Type IV DOW HPS/70W MH/42W CFL Photocontrol Bronze Hubbell Lighting 45VT71 
No. 11K571 8.4W 120 to 27/7VAC 800 Im Type III 100W Incandescent = Bronze Lithonia Lighting 485016 
. 28W 120-277V AC 3299 Im Type IV 150W HPS/MH — Bronze Hubbell Lighting 656N69 
40W 120-277V AC 4394 Im Type IV 175W HPS/MH = Bronze Hubbell Lighting 656N71 
Color Temperature: 5000K 
10W 120 to 277VAC 1200 Im — 100W Inc/26W CFL — Bronze WF Harris Lighting 11K5/1 
16.3W 120 to 27/7VAC 1794 Im Type IV O0W HPS/70W MH/42W CFL — Bronze Hubbell Lighting 45VT/2 
120 to 27/7VAC 1794 Im Type IV OW HPS/70W MH/42W CFL Photocontrol Bronze Hubbell Lighting 45VT73 
18W 120VAC 2124 Im Type III 7OW HPS/100W MH Photocell Bronze Lithonia Lighting 489F05 
No. 489F05 15W 120-277VAC 1923 Type IV 100W HPS/MH Photocell Bronze LumaPro ooFD80 
C: 28W 120-277V AC 3326 Im Type IV 150W HPS/MH — Bronze Hubbell Lighting 656N70 
40W 120-277V AC 4400 Im Type IV 175W HPS/MH — Bronze Hubbell Lighting 656N/2 
11W 120-277V AC 1349 Im ype III o0W HPS/MH Photocell Bronze Hubbell Lighting 656N75 


40W 120-277V AC 4008 Im Type Ill 100W HPS/MH Photocell Bronze Hubbell Lighting 656N77 
High-Pressure Sodium (HPS)/Metal Halide (MH)/induction/Compact Fluorescent (CFL) Compact Wall Packs 
Compact Fluorescent 

4 120V AC 3200 Im Type IV — Photocell —_ Bronze LumaPro 4GWG5 
No. 55FD80 High Pressure Sodium 
7OW 120V AC 3900 Im Type III = Photocell Bronze LumaPro oMM59 


fe . a=: GA 
Full-Size Wall Packs Be MILA ween Stomea 


Full-size wall packs are wall-mounted outdoor lighting fixtures with a length or width greater than or equal to 11" that 
are typically used to illuminate large areas, such as commercial building perimeters and office complexes. They cast 
widespread light to provide added visibility and can help deter vandals and unauthorized access to perimeters. They are 
also a good choice for doorway and loading areas in need of extra security lighting, or places where dark sky compliance 









No. 55FD76 
is not required. 
LED 4000K 5000K 
Fixture Light Replacement Item Item 
Wattage Voltage Distribution For Sensor Type __ Color Brand Lumens No. Lumens No. 
LED Full-Size Wall Packs 
15W 120-277VAC Type IV 150W MH _— Bronze LumaPro — _— 3640 5oFD/6 
20W = 120to2//VAC __—iType lV SOW HID —_Photocontrol Bronze Pila 2400 lm  55MR40 = — 
28W 120-277VAC Type IV 175W MH Bronze LumaPro _ — 9940 DoFD/7 
No. 55MR40 30W 120 to 277VAC Type lll = 250WHPS/MH Bronze __ Hubbell Lighting _— _— 3383 Im 54EN89 
480VAC Type Ill = 250W HPS/MH Bronze _ Hubbell Lighting —_ _ 427/|m  54EN90 
40W 120-277VAC Type IV 250W MH Bronze LumaPro _— _ 7065 DOFD/8 
48W = 120to27/VAC __iTypeilll 250W MH Bronze Lithonia Lighting) 5174Im 483P92 | 5174|m 483P93 
49W  120to2//VAC Type lV 150W HID Bronze Stonco 9041 1m  55MR19 _— _ 
SOW 120-277VAC Type IV 400W MH Bronze LumaPro _— _ 11375  55FD79 


1 120-277VAC Wide 70 to 250W MH 
sacs acid O4W 120 to 277VAC iType lV 250W HPS/MH 
480VAC Type IV 250W HPS/MH 
vow —120to277VAC Type lil 250W HPS/MA 
120to2/7/7VAC —Type!lV—250W HPS/MH 
480VAC Type lll = 250W HPS/MH 
7ew 120 to 27/7VAC Type IV 200W HID 
120 to2/7VAC Type !V_ — 400W HPS/MH 
78W 120 to 277VAC Type lll 400W MH 
102W120to277VAC —itype lV = 400W HPS/MH 
110W 347/480V Type IV 400W HID 


Bronze Lithonia Lighting) 6200 90HA69 6200 DOHAGS 
Bronze Hubbell Lighting); 6170Im  45VT80 | 6372Im  53VZ74 
Bronze Hubbell Lighting, 7889Ilm 53VZ79 | 8064|m 53VZ80 
Bronze Hubbell Lighting), 6615Im  45VT78 | 6778Im  45VT79 
Bronze Hubbell Lighting), 7889|lm  45VT76 | 8064|m 45VT77 
Bronze _ Hubbell Lighting), 6615|Im  54EN87 | 67/78Im__54EN88 
Bronze Stonco 8999 lm _55MR18 = — 

Bronze Hubbell Lighting) 8900!m  656N73 | 9100lm  656N74 
Bronze Lithonia Lighting) 9214|lm  483P90 | 9214|lm  483P91 
Bronze Hubbell Lighting, 11,838 Im  45VT81 | 12,134Im 53VZ7/5 
Bronze Hubbell Lighting) 12,818 Im 53VZ76 — —_— 






Fixture Light Item 
Noe nae Wattage Voltag Lumens Distribution Sensor Type Color Brand No. 
High-Pressure Sodium (HPS)/Metal Halide (MH)/Induction/Compact Fluorescent (CFL) Full-Size Wall Packs 
Compact Fluorescent 
26W 120VAC 3200 Im Type IV — — LumaPro 4GWG6 
High Pressure Sodium 
100W 120 to 27/VAC — NEMA 4 Photocell Brown Hubbell Killark 4KGP8 
450W 120 to 27/VAC _— NEMA 4 Photocell Brown Hubbell Killark 4KGP9 
120VAC 14,500 Im Type III = Bronze LumaPro oMM61 
Metal Halide 
150W 120 to 27/VAC 14,000 Im Type V — _ LumaPro 3HNG3 
No. 483P90 120 to 27/VAC _— NEMA 4 Photocell Brown Hubbell Killark 4KGR1 
454 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° LIGHTING 
Find the wf. Find Solutions. Find Great Prices. LED Garage Fixtures 
- -- A 
i oamee ' ~ ai 
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ee” LSQ Series CNY Series = D Series 
EG2R Series No. 488U68 No. 494P56 No. 26X711 
No. 48TM37 
LXEP Series P i > : 
No. 53XX87 en 
te . nate 
Py |e Luna arris Lighting , — cae y 
= Innovative Lighting Designs Since 1970 aa - 1 675 3 7 
LIGHTING. ae _— © —— Canopy Light 
No. 446M59 


LED Garage and Canopy Fixtures 
Garage and canopy lights are overhead lighting fixtures that cast widespread, uniform light in interior areas to increase visibility for pedestrians and vehicles. They 
mount to surfaces, pendants, or recesses of structure ceilings, soffits, or overhangs. Lighting fixtures project a widespread beam of light in building entrances and 
drive-through entryways to provide added visibility for pedestrians and vehicles. 








LED Housing 4,000 K 5,000 K 
Fixture Replacement Light Item Item 
Wattage Voltage For Temp. Range Distribution L W Lumens No. Lumens No. 
GE Lighting 
ECLS Series 
29W 120-277V AC 150W HPS/100W MH -40° to 50°C — Cast Aluminum, White 145%" 14 % in 3,/00Im  54YN72 3,/00 Im  54YN74 
39 W 120-277V AC 150W HPS/100W MH -40° to 50°C — Cast Aluminum, White 145%" 14 % in 5400Im  54YN71 5 400Im 54YN73 
EG2R Series 
56 W 120 to 27/V 175W HPS/MH -40 to 50°C Type V Cast Aluminum, White 93/4" 9 % in 5040|lm 48TM37 5040lm 48TM38 
Hubbell Lighting 
CLED Series 
33 W 120-277V AC 100W HPS/MH -40° to 40°C Type V Square Cast Aluminum, White 16" 16 in 3,975|m  53XX64 — — 
66 W 120-27/V AC 175W HPS/MH -40° to 40°C Type V Square Cast Aluminum, White 16" 16 in 8,/13 Im ___ 53XX62 8,/13 Im __53XX63 
120-27/7V AC 400W HPS/MH -40° to 40°C Type V Square Cast Aluminum, White 16" 16 in 14,754 Im  53XX58 14,754 Im 53XX59 
120 W 120-277V AC 400W HPS/MH -40° to 40°C Type V Square Cast Aluminum, Dark Bronze 16" 16 in — — 14,754 Im 53XX60 
120-277V AC 400W HPS/MH -40° to 40°C Type V Square Cast Aluminum, White 16" 16 in — — 14,754 |m 53XX61 
LSQ Series 
40 W 120-277V AC 100W HPS/MH -40° to 40°C Type V Square Aluminum, Dark Bronze 10" 10 in 4600Im 488U66 — — 
120-277V AC 100W HPS/MH -40° to 40°C Type V Square Aluminum, Gray 10" 10 in 4600 Im _ 48867 — — 
75 W 120 to 277V 250W HPS/MH -40° to 40°C Type V Square Aluminum, Dark Bronze 141% 6" 141%6in | 9300Im  488U68 — — 
120 to 277V 250W HPS/MH -40° to 40°C Type V Square Aluminum, Gray 141%6" 141%6in | 9300Im  488U69 — — 
LXEP Series 
120-277 2 Lamp 18 -40 to 25°C — Fiberglass, White 48" 6 %in 4900Im 45VT41 — — 
— 120-277 2 Lamp LFL -40° to 25°C — Fiberglass, White 51%" 6 %in — — 3,900 Im 53XX87 
120-277 2 Lamp LFL -40° to 25°C — Fiberglass, White 51%" 6 %in — — 5600 Im 53XX89 
36 W 120-27/V AC 2) 18 LFL/HID -40 to 25°C — Fiberglass, White 48" 6 Zin 4.100Im  45VT40 — — 
47W 120-27/V AC 2) 18 LFL/HID -40° to 25°C — Fiberglass, White 51% 6 Zin — — 4900 Im  53XX88 
52 W 120-27/7V AC (2) T8 LFL/HID -40 to 25°C — Fiberglass, White 48" 6 Zin 5 850lm  45VT39 — — 
SRT Series 
120 to 277V AC 100W HID — Type V — — 12 in 3,/00Im  56DZ42 — — 
85W 490 to. 277V AC 100W HID = Type V a _ 12in | 3,700Im 560243, — = 
to 2// 19 = ype — _ 2 In m  os6DZ4 = = 
50 W 120 to 277V AC 175W HID — Type V — — 18 Yin 6,000!|m 56DZ47 . — — 
120 to 277V AC 100W HID — Type V a — 12 in 5700Im  56DZ44 — — 
S9W 420 to 277V AC 100W HID = Type V _ = 12in | 5,700Im 560245 ,. — = 
120 to 277V AC 175W HID — Type V — — 18 “in 8.000Im  56DZ48 — — 
65W 420 to. 277V AC 175W HID Type V = = 18%in | 8000Im 56Dz49 , — = 
120 to 277V AC 250W HID — Type V — — 18 %in |10,000Im 56DZ50 — — 
85 W 120 to 277V AC 250W HID — Type V — — 18%in | 10,000lm 56DZ51 . — — 
120 to 277V AC 400W HID — Type V — — 18 %in |(12000Im 56DZ52 — — 
100W 420 to 277V AC 400W HID = Type V a = 18%in |12.000Im 560253. — = 
Lithonia Lighting 
CNY Series 
27 W 120-277V AC 100W HPS/MH -40° to 40°C — Cast Aluminum, Dark Bronze 10" 10 in 3,500Im  494P56 — 
35 W 120-27/V AC 150W MH -40° to 40°C — Cast Aluminum, Dark Bronze 10" 10 in 4500Im  494P5/ — 
52 W 120-27/7V AC 175W MH -40° to 40°C — Cast Aluminum, Dark Bronze 10" 10 in 6,600Im 494P58 — — 
DSXPG Series 
120-277V AC 175W MH -40C to 40C Type V Aluminum, White 1734" 8 Yin 4130Im  26X726 4155|!m  26X711 
37 W 120-277V AC 175W MH -40C to 40C Type V Aluminum, White 1734" 8 Yin 3,870Im  26X728 3,894 Im  26X713 
120-277V AC 175W MH -40C to 40C Asymmetric Aluminum, White 1734" 8 Yin — — 3,942 Im__ 226X715 
46 W 120-27/V AC 175W MH -40 to 40°C Asymmetric Aluminum, White 1734" 8 “in — — 5543 Im  26X716 
120-27/V AC 175W MH -40 to 40°C Asymmetric Aluminum, White 1734" 8 “in — — 7,653 Im  26X725 
74 W 120-277V AC 175W MH -40 to 40°C Type V Aluminum, White 1754" 8 Yin 8,019Im  26X739 7,562 Im  26X723 
120-277V AC 175W MH -40 to 40°C Type V Aluminum, White 1734" 8 Yin 7,986 Im  26X737 — — 
120-27/7V AC 175W MH -40 to 40°C Type V Aluminum, White 1734" 8 Yin 7,.516Im  26X738 — — 
OLCFM Series 
16.6W 120V AC 100W Inc. -30 to 40°C Type V Cast Aluminum, Bronze 113" 11% In 1,077 Im 22LU32 — — 
120V AC 100W Inc. -40° to 40°C Type V Aluminum, White 115%" 11% in 1,077Im 53JT57 — — 
PGX Series 
30 W 120-277V AC 175W MH -40° to 104°F Type V Cast Aluminum, White — 16 in 3,/95 Im __ 39UR39 — — 
47W 120-277V AC 175W MH -40° to 104°F Type V Cast Aluminum, White — 16 in 5 26/ Im  39UR38 — — 
VAP Series 
33 W 120-277V AC 70W HID -29 to 40°C — Polycarbonate, Opaque 54x" 8 % in 4000Im  21P675 — — 
LumaPro 
Canopy 
20 W 120-277V AC 100W HPS/MH -40° to 104°F Cast Aluminum, Bronze 10%" 10 % in — 2,200|m 446M66 
30 W 120-27/V AC 150W MH -40° to 104°F — Cast Aluminum, Bronze 10%" 10 % in — 3,320 Im  446M6/ 
53 W 120-277V AC 250W HPS/MH -40° to 104°F — Cast Aluminum, Bronze 10%" 10 “in — — 54501m 446M59 
Parking 
30 W 120-277V AC 175W HPS/MH -35° to 40°C — Aluminum, Bronze 10%" 10 “in — — 4060lm 53DK23 
W F Harris Lighting 
1200 LED 
45 W 120 to 277V AC 100W Inc./23 to 26W CFL = -40 to 50°C — Polycarbonate, Bronze 12 in 8 % in 4000Im  11K572 — — 
30 LED 
10 W 120 to 277V AC 100W Inc./23 to 26W CFL = -40 to 50°C — Polycarbonate, Bronze 5 in 4% in — — 1,200Im  11K571 
* Remote control programmable line voltage sensor. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 455 





LIGHTING Scan. Order. Done. 
Area/Roadway Lighting Details on page A1. 













Autobahn Series 
No. 53XH19 


-_ 







Sling Series 





No. 56DZ58 Viper Large 
Series 
No. 488U17 
ERS Series 
No. 12C683 
Ratio Series 0, A sv 
No. 499H85 —— ° 
- = oe HUBBELL 
LED Area/Roadway Lighting us QD) (ay “WPS 
Long life, energy saving fixtures illuminate entry GE—Ouidoor LED lamps feature rugged wildlife = Die-cast aluminum housings 
drives, parking lots, and walkways. 5-yr. limited protected housings, making them an excellent choice _—= Acrylic lens 
warranty. for area, site, and other outdoor lighthing applica- LumaPro® Lighting—Sealed, maintenance-free 


tions, including street and roadway. An integrated heat 
sink helps extend LED life and further reduce cost of 
ownership. 

= Die-cast aluminum housings 


die cast aluminum fixture is rust and corrosion 
resistant and has a bright anodized aluminum 
reflector. Full cutoff optics eliminate light pollution. 
Meets ETLus standards. RoHS compliant. 


Acuity/Lithonia Lighting—Replace your halogen 
lighting to provide uniform lighting to the same area 
with fewer fixtures. Integrated monitoring systems 
and controls help deliver superior performance and 


help reduce total cost of ownership, with increased Hubbell—Energy efficient LED Area/Roadway light- = Polycarbonate lens 
system life and reduced energy consumption and ing provides superior performance with long life and = Mercury free 
maintenance costs. Stainless steel bolts fasten the minimal maintenance, with lighting performance that is «= IP65 rated 
mounting block securely to poles and walls. equal to or better than traditional HID lighting, at a frac- 
= Die-cast aluminum housings tion of the cost of ownership. Meet DLC standards. 
Fixture Lumens’ Color Color Light Fixture ee Item 
Wattage Voltage Lumens Per Watt Temp. Index Distribution Housing Color Mounting For No. 


Acuity American Electric 
Autobahn Series 


qaw 120 to277VAC 25/5 Im 143.0 4000K__70 Type II Gray — 90 to 150W HPS 96FD71 
120 to2/7/7VAG 2735|Im_ 152.0 ~~ 4000K_—/0 Type IV Gray = 20 to 150W HPS 96FD7/2 
ow 120 to 27/VAC 3890 Im 139.0 4000K 70 Type III Gray = 90 to 150W HPS 96FD7/3 
120 to 2/7/7VAC 4167 lm 149.0 = 4000K__—/0 Type IV Gray = 20 to 150W HPS 06FD74 
gow 120 to2/7VAC so24im_ 138.0 4000K__/0 Type III Gray = 100 to 200W HPS S6FD/5 
120 to2/7/7VAC 5/58 Im_ 144.0  4000K 0 Type IV Gray = 100 to 200W HPS 56FD/6 
sow 120 to 2//VAC 6/60 !m_ 135.0 4000K__/0 Type III Gray = 100 to 200W HPS S6FD/7 
120 to2//7VAG 7108!Im_ 142.0 ~=4000K__—/0 Type IV Gray = 101 to 200W HPS 56FD78 
GOW 120 to2/7/VAC 8328 Im 139.0  ~—4000K__—/0 Type Ill Gray = 106 to 200W HPS S6FD83 
7ow 120 to 277VAC 9355 Im__ 134.0 _4000K_/0 Type Ill Gray = 102 to 200W HPS ——S6FD79 
120 to 2/7/7VAC 9710lm__139.0 ~~ 4000K__—/0 Type IV Gray = 103 to 200W HPS _—56FD80 
B0W 120 to 2/7/7VAC 10,826!lm 132.0 4000K 0 Type III Gray = 104 to 200W HPS S6FD87 
120 to 2/77VAC 11,181 1m 136.0 —4000K_—/0 Type IV Gra = 105 to 200W HPS S6FD82 
94W 120 to 2//7VAC 12,818Im 136.0 4000K 70 Type III Gray Adjustable Slipfitter for 1 %inor2%in0.D. Pipe 150to400W HPS 53XH19 
120 to 27/7VAC 13,776Im_ 147.0  4000K__—/0 Type V Gra Adjustable Slipfitter for 1% inor2%in0.D. Pipe 150to400W HPS  53XH20 
135W 120 to 2/7/7VAC 17,367 Im 129.0 4000K 0 Type Ill Gray Adjustable Slipfitter for 1 %inor2%in0.D. Pipe 150to400W HPS — 53XH21 
120 to 277VAC 18,595 Im 138.0 4000K 0 Type V Gray Adjustable Slipfitter for 1 %inor2%in0.D. Pipe 150to400W HPS  53XH22 
468W 120 to 27/7VAC 20,094 Im 120.0 4000K 0 Type Ill Gray Adjustable Slipfitter for 1 %inor2%in0.D. Pipe 150to400W HPS  53XH23 
120 to 277VAC 21,505 Im 128.0 4000K 0 Type V Gray Adjustable Slipfitter for 1 %inor2%in0.D. Pipe 150 to400W HPS —53XH24 


GE Lighting 
Evolve® Series 


SOW 120 to277VAC 5000Im 128.2  4000K 70 Type || Wide Gray Adjustable Slipfitter for 1% in or 2 3inO0.D. Pipe —_ 100/W HPS/MH 12C673 
82W_ 120 to2/7/VAC 10,000Im 122.0  4000K  /0 Type Il Wide Gray Adjustable Slipfitter for 1% in or 2 3¢in0.D. Pipe = 150/W HPS/MH 120683 
84W 120 to2/7/VAC 9000Im_ 107.1 4000K _/0 Type I] Wide Gray Adjustable Slipfitter for 1% in or 2%¢in0.D. Pipe = 250W HPS/MH 120681 
10iW 120 to 27/VAC 15,000Im_ 129.2 4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W MH 54ZV02 
120 to 277VAC 15,000Im 129.2  4000K /0  TypelV Asymmetric Forward Dark Bronze Round Pole, Square Pole 1000W MH 94ZU95 
116W 3=120to277VAC 15,000 Im 129.2 4000K /0  TypelV Asymmetric Forward Dark Bronze Round Pole, Square Pole 1000W MH 04ZU98 
120 to 27/VAC 15,000Im_ 129.2 4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W MH 54ZV06 
120 to 27/7VAC 20,000Im 143.0  4000K /0  TypelV Asymmetric Forward Dark Bronze Round Pole, Square Pole 1000W MH 04ZU96 
140W 120 to 277VAC 20,000Ilm 143.0  4000K 7/0  TypelV Asymmetric Forward Dark Bronze Round Pole, Square Pole 1000W MH 94ZU99 
120 to 277VAC 20,000Ilm 143.0  4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W MH 94ZV03 
120 to 27/VAC 20,000Im_ 143.0  4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W MH 54ZV07 
187W 120 to 27/VAC 25,000Im 134.3  4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W MH 54ZV04 
120 to 27/VAC 25,000Im_ 134.3 4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W MH 54ZV08 
939 120 to 277VAC 30,000Im 125.7 4000K /0  TypelV Asymmetric Forward Dark Bronze Round Pole, Square Pole 1000W MH 94ZU97 
120 to 277VAC 30,000Im 125.7 4000K 70 Type IV Asymmetric Forward Dark Bronze Round Pole, Square Pole 1000W MH 04ZV01 
oA40W 120 to 277VAC 30,000Im 125.7 4000K 0 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W MH 04ZV05 
120 to 277VAC 30,000Im 125.7 4000K 7/0 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W MH 04ZV09 
Hubbell Lighting 
Ratio Series 
100W 120 to 277VAC 12,000Ilm 120.0  4000K 70 Type IV Dark Bronze Round Pole, Square Pole 200W HPS/MH 499H84 
120 to 277VAC 12,000Im 120.0  4000K 70 Type III Dark Bronze — 200W HID 56DZ54 
440 120 to 2//VAC 18,000Im 129.0 4000K 7/0 Type Ill Dark Bronze Round Pole, Square Pole 400W HPS/MH 499H85 
120 to 277VAC 18,000Im 129.0  4000K 70 Type IV Dark Bronze — 400W HID 56D256 
165W 120 to 277VAC 21,000Im 136.0 4000K 0 Type II] Dark Bronze Round Pole, Square Pole 400W HPS/MH 499H86 
Sia Sar 120 to 27/VAC 21,000Im_ 127.0  4000K 70 Type IV Dark Bronze — 400W HID 56D2Z55 
ing Series 
AOW 120 to 2/7/VAC 5000!Im 125.0 4000K 70 Type V Dark Bronze _ 175W HID 56DZ59 
120 to 2/7/VAC 5000Im 125.0  4000K 70 Type V Gra — 175W HID 56D2Z60 
BOW 120 to 2//VAC 8000Im 133.0 4000K 7/0 Type V Dark Bronze — 400W HID 56D257 
120to2//VAC 8000Im 133.0 4000K 70 Type V Gray — 400W HID 56D2Z58 


Hubbell Lighting - Beacon 
Viper Large Series 


120 to 277VAC 17,009Ilm 1240  4000K 70 Type V Wide Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U21 

120 to 277VAC 17,163Im 115.0  4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U19 

135W 120 to 277VAC 17,791Im 129.0  4000K 70 Type III Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U17 

A80VAC 17,009 Im 1240  4000K 7/0 Type V Wide Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U22 

480VAC 17,163 Im 115.0  4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U20 

480VAC 17,/91lm_ 129.0 4000K _/0 Type Ill Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U18 

EI» 
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KAX Series 
No. 53XH48 














Pa ) RSX1 LED 
f u\ agin LumaPro 
Viper Small Series a7 = yj No. 494P64 
No. 488U08 - —— No. 49WJ37 
D-Series 
No. 22EL96 
NEMA Head GA ov , 
Series = 
LED Area/Roadway Lighting Mo AekrIe LIGHTING. 
LED 
Fixture Lumens’ Color Color Light Fixture Replacement Item 
Wattage Voltage Lumens Per Watt Temp. Index Distribution Housing Color Mounting For 0. 
120 to 27/7VAC 17,009Im 124.0 4000K 70 Type V Wide Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U27 
120 to 2/7/7VAC 17,163Im 115.0  4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U25 
180W 120 to 27/7VAC 17,/91 Im 129.0  4000K 70 Type Ill Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U23 
A80VAC 17,009Ilm_ 124.0  4000K 70 Type V Wide Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U28 
480VAC 17,163Im 115.0  4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U26 
A80VAC 17,791 Im 129.0  4000K 70 Type III Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U24 
120 to 2/7/VAC 17,009Im 124.0 4000K /0 Type V Wide Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U33 
120 to 277VAC 17,163Im 115.0 4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U31 
280W 120 to 277VAC 17,791 Im 129.0  4000K 70 Type III Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U29 
480VAC 17,009 lm 124.0  4000K 70 Type V Wide Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U34 
A480VAC 17,163 Im 115.0  4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U32 
A480VAC 17,791 Im 129.0 4000K _ _/0 Type III Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U30 
120 to 2//VAC 1/7,009Im 124.0 4000K /0 Type V Wide Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U39 
120 to 27/VAC 17,163Im 115.0  4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U37 
395W 120 to 27/VAC 17,/91Im 129.0 4000K /0 Type III Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U35 
A480VAC 17,009Im 124.0  4000K 70 Type V Wide Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U40 
A480VAC 17,163 Im 115.0  4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U38 
480VAC 17,/91Im_ 129.0 4000K _/0 Type Ill Dark Bronze Round Pole, Square Pole 1000W HPS/MH 488U36 
Viper Small Series 
120 to 2//7VAC 5921Im 110.0 4000K 70 Type IV Wide Dark Bronze Round Pole, Square Pole 175W HPS/MH 488U09 
55W S120 to 277VAC + 6015Im = 111.0 5000K 70 Type III Dark Bronze Round Pole, Square Pole 175W HPS/MH 488U08 
120 to 27/7VAC 6028 Im 112.0  4000K 0 Type V Wide Dark Bronze Round Pole, Square Pole 175W HPS/MH 488U10 
120 to2/77VAC 8881 lm 1140 4000K 7/0 Type IV Wide Dark Bronze Round Pole, Square Pole 200W HPS/MH 488U12 
80W = 120to2//VAC 9022Im 111.0 5000K 70 Type Ill Dark Bronze Round Pole, Square Pole 250W HPS/MH 488U11 
120 to2/7/VAC 9043Im_ 112.0  4000K 0 Type V Wide Dark Bronze Round Pole, Square Pole 250W HPS/MH 488U13 
120 to 2//VAC 14,802Im 110.0 4000K /0 Type IV Wide Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U15 
136W = =120to2/77VAC 15,037Im 111.0 5000K 7/0 Type Ill Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U14 
120to2/7/7VAC 15,083Im 111.0 4000K 70 Type V Wide Dark Bronze Round Pole, Square Pole 400W HPS/MH 488U16 
Lithonia Lighting 
D-Series 
74W 120to277VAC 75/3Ilm_ 102.0 4000K 7/0 Type III Dark Bronze Round Pole, Square Pole 200W HPS/MH 36ND55 
120 to 27/VAC _7620|Im__103.0 _5000K__/0 Type Ill Dark Bronze Round Pole, Square Pole 200W HPS/MH 36ND54 
89W 120 to 2//VAC 11,835Ilm 133.0  5000K 70 Type Ill Dark Bronze Square Pole 250W HPS/MH 22EL97 
120 to 277VAC 12,280|Im_ 138.0 5000K 70 Type V Dark Bronze Square Pole 200W HPS/MH 22EL99 
120 to 2//VAC 12,/42Im 125.0 5000K /0 Type III Dark Bronze Square Pole 200W HPS/MH 22EL83 
102W = 120to2/7/VAC 12,/42|m 125.0 5000K 7/0 Type III Dark Bronze Round Pole 250W HPS/MH 22EL82 
120 to 27/VAC 13,221Im 130.0 5000K 70 Type V Dark Bronze Round Pole 250W HPS/MH 22EL84 
134W 120 to27/VAC 16,1/7/lm_ 121.0  5000K 0 Type Ill Dark Bronze Square Pole 200W HPS/MH 22EM02 
438W 120 to 2//VAC 16,040Im 116.0 5000K 7/0 Type Ill Dark Bronze Square Pole 400W HPS/MH 22EL8/ 
120 to 277VAC 16,644lm 121.0 5000K 70 Type V Dark Bronze Square Pole 400W HPS/MH 22EL86 
120 to 2//VAC 24,3/73lm 132.0 5000K /0 Type III Dark Bronze Square Pole 400W HPS/MH 22EL88 
185W = 120 to 277VAC 24,373Im 132.0 5000K 7/0 Type III Dark Bronze Round Pole 400W HPS/MH 22EL90 
120 to 27/VAC 25,290|Im_ 137.0 5000K 70 Type V Dark Bronze Square Pole 400W HPS/MH 22EL89 
2/0W 120 to 2//VAC 35,105|m 130.0 5000K  /0 Type V Dark Bronze Round Pole 400W HPS/MH 22EL95 
__ 120-277 11,835 133.0 5000K 67.0 Type Ill Dark Bronze Round Pole 250W HPS/MH 22EL96 
vAK Sen 120-277 12,280 138.0 5000K 67.0 Type V Dark Bronze Round Pole 250W HPS/MH 22EL98 
eries 
9oW 120 to277VAC 12,/50Im_ 133.0  5000K 70 Type V Dark Bronze Round Pole 400W MH 53XH41 
120 to 27/VAC 16,609Im 128.0  4000K 70 Type III Dark Bronze Round Pole 400W MH 53XH42 
130W 120 to 27/VAC 16,902Im 130.0  5000K 70 Type Ill Dark Bronze Round Pole 400W MH 53XH44 
120 to 2/7/7VAC 18,251lm 140.0 4000K 70 Type V Dark Bronze Round Pole 400W MH 53XH43 
120 to 27/VAC 18,5/72Im_ 143.0 5000K 70 Type V Dark Bronze Round Pole 400W MH 53XH45 
160W 120 to 27/VAC 22,21/7|lm_ 139.0  5000K 70 Type V Dark Bronze Round Pole 400W MH 53XH47 
200W 120 to 2/7/VAC 26,5/2|lm_ 133.0 5000K 0 Type Ill Dark Bronze Round Pole 1000W HPS/MH 53XH48 
O48 120 to 27/VAC 33,389Im 135.0  5000K 7/0 Type Ill Dark Bronze Round Pole 1000W HPS/MH 53XH52 
120 to 27/VAC 36,6/4Im 148.0 5000K 70 Type V Dark Bronze Round Pole 1000W HPS/MH 53XH93 
120 to 2// 11,603 121.0 5000K /0.0 Type Ill Dark Bronze Round Pole 400W MH 53XH40 
120 to 277 20,219 126.0  5000K /70.0 Type Ill Dark Bronze Round Pole 400W MH 53XH46 
— 120 to 277 29,186 146.0 5000K 70.0 Type V Dark Bronze Round Pole 1000W HPS/MH 53XH49 
120 to 2/7 32,812 131.0 4000K 70.0 Type Ill Dark Bronze Round Pole 1000W HPS/MH 53XH50 
120 to 2/7 36,040 143.1 4000K__70.0 Type V Dark Bronze Round Pole 1000W _HPS/MH 53XH51 
NEMA Head Series 
SSE TET a to 2/7/VAC 6600Im__103.1 4000K__70 Type V Silver Adjustable Slipfitter for 1% in or 2 %in 0.D. Pipe —_ 100W HPS/MH 48FP78 * 
1 eries 
109W 120 to 277VAC 14,397lm 132.0  4000K 70 Type V Wide Dark Bronze Square Pole 70 to 400W MH 494P59 
120 to 2//VAC 16,360Ilm 123.0  4000K /0 Type Ill Wide Dark Bronze Round Pole 70 to 400W MH 494P60 
133W 120 to 2/7/VAC 16,574Im 125.0 4000K 70 Type IV Wide Dark Bronze Round Pole 70 to 400W MH 494P61 
120 to 2/7/VAC 16,796lm_ 126.0  4000K 0 Type V Wide Dark Bronze Round Pole 70 to 400W MH 494P62 
147W_ 120 to 27/VAC 22,022Im_ 150.0  4000K 0 Type IV Wide Dark Bronze Square Pole 400 to 1000W MH _—_—494P64 
120 to 27/VAC 30,26/lm 124.0 4000K /0 Type III Wide Dark Bronze Round Pole 400 to 1000W MH 494P65 
244W = =120to 277VAC 30,663Im 126.0 4000K /0 Type IV Wide Dark Bronze Round Pole 400 to 1000W MH 494P63 
— 120 to 277VAC 31,0/5Im 127.0 4000K /0 Type V Wide Dark Bronze Round Pole 400to1000W MH 494P66 
umaPro 
B4W_ 120 to 277VAC 3325Im_ _—d99.0 2000K__/8 Type V Bronze Wall 150W HPS/MH 49WJ37 
GOW 120 to27/VAC /990Im 133.5 5000K 7/5 Type V Dark Bronze Square Pole 200W HPS/MH 436R33 
1O0OW 120 to 27/VAC 12,540Im 125.2  5000K 7/5 Type V Silver Slipfitter ¥ in O.D. Pipe 250W HPS/MH 446M58 
140W = 100-277V AC 8400Im _ _— 60.0 9/00K 73 Type V Dark Bronze _ 100W HPS/MH 450243 
* Photocontrol 
Housing Housing Mfr. Item 
Item For Use With Finish Material L H W Brand Model No. 
Accessories 
Pole Bracket Round and Square Poles Bronze Die Cast Aluminum 10" 4V" 6" Lithonia Lighting PUMBA DDBXD U 20JN98 
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LIGHTING Scan. Order. Done. Bins 
Roadway and Flood Lighting Details on page Al. 
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LITHONIA 
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HID Roadway and Security Fixtures 


Durable, lightweight, die-cast alumi- §AREA/SECURITY LIGHTING 
num fixtures bolt securely onto mast — = Include cast-in external slipfitter for 





sy 











~~ ‘ arm mounting. easy mast arm installation 
115Series _ LITHONIA LIGHTING ROADWAY eee avium eae wae 
No. 5YB45 = Photocontrol receptacle NEMA dimension standards 
adjusts without tools Nos. 4VM79 feature lightweight aluminum housing, 
= Bolt to 11/4'-dia. mast prismatic refractor, and a 5" mounting arm. 
arm mounting Nos. 2LBL6 have a powder-coated housing, high- 
No. Built in wildlife shield adjusts to fit impact diffuser, and protective steel cage. No. 5YB44 
= ] ° irl 
2LBL6 most arms. Heat resistant gasket features a cooler-running ballast, 392°F wiring, and 
seals the optical chamber from envi- phosphor bronze contacts. UL Listed. 
ronmental contaminants. Terminal MOUNTING BRACKETS AND ACCESSORIES 
block standard. Nos. SYB45 to SYB47 —_— Stee! brackets for pole or wall mounting have 42-Ib. 
are pre-wired and include hardware. —_ capacity. No. 4EA34 has 87-Ib. capacity. 
Suggested Suggested 
Max. Fixture Fixture Lens Light Photocell Fixture Fixture Fixture Lamp Item 
Series Wattage Voltage Type Distribution Item No. Length Width Height Item No. Brand No. 
Fixed Beam Angle Light 
Metal Halide 
TDD 100.0 120 Acrylic Type V LC4521C 15 % In 13 in 17 in 2YGD6 Lithonia Lighting 6JEM7 
High Pressure Sodium 
— 70.0 120 Acrylic Type V LC4521C 12 % in 9 Yin 16 % In 2YGF6 LumaPro 4VM79 
11 100.0 120 Acrylic Type V LC4521C 15 % In 12 in 12 in 2YGF4 Lithonia Lighting 5YB44 
Fixed Beam Light 
Metal Halide 
— 100.0 120 Acrylic Type V LC4521C 15 % In 13 in 17 in — LumaPro 2LBL6 
Parking Lot Light Fixture 
KAD 400.0 120to2// —_ Tempered Glass Type III = 17 Yin 17 in 7 Yin 6XV25 Lithonia Lighting 3JXC6 
High Pressure Sodium 
100.0 120 Drop Acrylic Type II LC4521C 10 in 13 in 2/ in 2V519 Lithonia Lighting 5YB45 ~* 
115 150.0 120 Drop Acrylic Type || LC4521C 10 in 13 in 2/ in 2VAD7 Lithonia Lighting 5YB46 ~* 
290.0 120 to 277 Drop Glass Type III LC4536C 10 in 13 in 2/ in 3APT5 Lithonia Lighting 5YB4/7 * 
L Ww H Mfr. Item 
Description (in.) (in.) (in.) Brand Model No. 
Mounting Brackets and Accessories 
Wall Arm Mount, Use with KAD Series 4 in 2 in 3 In Lithonia Lighting WBD04 4EA33 
Pole Sliptitter Bracket Mount 14 % in 2 “In 2 in Lithonia Lighting 120-190 4EA34 
Round Pole Mount (Fits 4" Pole), Use with KAD Series 4 in 2 in 2 In Lithonia Lighting RPDO04 U 4EA35 
Photocell Receptacle Shorting Cap — — — GE Lighting SCCL-PECTLO03 4wy49 


* Photo cell receptacle. 
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Pole Mount — 


Pole mount floodlights are outdoor lighting 
fixtures that project a bright, high-intensity 
light over large outside areas to increase 
visibility and enhance safety of pedestrians. 





® 








No. 54ZX48 
They are installed on poles and are typically 
No. 54ZH58 ; ; ; 
No. 21RU79 used to illuminate parking lots, parks, sports 
No. 6MPAc fields, and industrial yards. 
Fixture Light Replacement Fixture Fixture Fixture Fixture Item 
Wattage Voltage Lumens __ Distribution For Sensor Type Housing Color Height Width Length Brand No. 
LED Pole Mount Floodlights 
Yoke; Color Temperature: 4000K 
94W = 120to277VAC  =—13,200 Im NEMA 6x6 250W HPS/MH No Sensor Included Dark Bronze 144%in 3%in 14 “%in Lithonia Lighting 54ZX48 
Slipfitter; Color Temperature: 5000K 
170W =120to2/77VAC 18,023Im NEMA 5x5 400W HPS/MH No Sensor Included Metallic Titanium 14% in 9%in 16%in Hubbell Lighting - Beacon 21RU79 
220W 120to2//VAC 21,/02Im_ NEMA 5x5 250W HPS/MH No Sensor Included _ Metallic Titanium 15in  12in 17 in Hubbell Lighting - Beacon 45VT31 
Slipfitter; Color Temperature: 4000K 
94W = =120to277VAC 13,200lm NEMA 6x6 250W HPS/MH No Sensor Included Dark Bronze 14%in 3%in 14 in Lithonia Lighting 54ZX49 
Knuckle; Color Temperature: 4000K 
D4W 120 to277VAC = =—7300Im ~~ NEMA 6x6 150W HPS/MH No Sensor Included Dark Bronze 10in 3%in 9%in Lithonia Lighting 54ZX50 
Knuckle; Color Temperature: 3000K 
10.5W 120 to 27/7VAC 092 Im NEMA 5x5 100W Incandescent/23 to 26W CFL _No Sensor Included Dark Bronze /'%ein 3%in 95 in Lithonia Lighting 21YH18 


Knuckle, Slipfitter; Color Temperature: 5000K 





30W 120 to 27/VAC 9000Im = NEMA 7x6 250W HPS/250 to 400W MH No Sensor Included Dark Bronze 5 %in 16%in 22in GE Lighting 54ZH62 
64W = 120 to 277VAC 10,000lm NEMA 7x6 250W HPS/250 to 400W MH No Sensor Included Dark Bronze 5 %in 16%in 22in GE Lighting 54ZH60 
96W = =120to277VAC 15,000lm NEMA 7x6 250W HPS/250 to 400W MH No Sensor Included Dark Bronze 5 %in 16%in 22in GE Lighting 54ZH58 
Knuckle, Slipfitter; Color Temperature: 4000K 
30W 120 to 27/7VAC 9000Im = NEMA 7x6 250W HPS/250 to 400W MH No Sensor Included Dark Bronze 5 %in 16%in 22in GE Lighting 54ZH63 
64W = 120 to 277VAC 10,000lm NEMA 7x6 250W HPS/250 to 400W MH No Sensor Included Dark Bronze 5 %in 16%in 22in GE Lighting 54ZH61 
96oW 120 to2/77VAC 15,000 Im _ NEMA /x6 250W HPS/250 to 400W MH No Sensor Included Dark Bronze 5 %in 16%in  22in GE Lighting 54ZH59 
Halogen/Incandescent Pole Mount Floodlights 
Halogen 
35W 120V AC — — _— No Sensor Included Black 2%in 2in 6 % In LumaPro 6MPA6 
SOW 120V AC — — — No Sensor Included Black 34%in 2”¥%in /%in LumaPro 6MPA8 
458 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 56DZ61 


No. 499H93 


Universal Mount Floodlights 


Universal mount floodlights are outdoor lighting fixtures that project a bright, high-intensity light over a widespread area to increase visibility. They can be mounted 
on walls, ceilings, poles, or the ground. They are typically one of several floodlights used to illuminate sports fields, parks, building exteriors, and industrial yards. 
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LIGHTING 
Floodlights 


No. 49WJ22 








LED 
Fixture Light Replacement Fixture Fixture Fixture Fixture Item 
Wattage Voltage Lumens Distribution For Sensor Type Housing Color Height Width Length Brand No. 
LED Universal Mount Floodlights 
Knuckle; Color Temp: 3000K 
15W 120 to 277VAC 1500 Im NEMA 7x7 7OW HPS/MH — Dark Bronze 5 in 4Av%in 2% in Hubbell Lighting 499H87 
20 120VAC 2000 Im Type V 70W HID No Sensor Included Dark Bronze = = = Hubbell Lighting 56DZ61 
Knuckle; Color Temp: 4000K 
15W 120 to 277VAC 1500 Im NEMA 7x7 7O0W HPS/MH — Dark Bronze 5 in 4A%in 2% in Hubbell Lighting 499H88 
20 120VAC 2000 Im Type V 70W HID No Sensor Included Dark Bronze _ — = Hubbell Lighting 56DZ62 
21W 120 to 277VAC 3058 Im = 7OW HPS/MH No Sensor Included Dark Bronze 12 in 8 Zin 3 in Lithonia Lighting 52XH92 
25W 120 to 277VAC 3000 Im NEMA 6x6 1000W HPS/MH No Sensor Included Dark Bronze = 7'%ein 7 Yin 2% in Hubbell Lighting 499H89 
26 120 to 277VAC 4500 Im Type V 100W HID Button Photocontrol Dark Bronze = = = Hubbell Lighting 56DZ69 
34 120 to277VAC = 4551 Im NEMA 6x6 100W HPS/MH — Dark Bronze 9%¥%in 9°%sin 2% in Hubbell Lighting 499H90 
120 to277VAC = 4551 Im NEMA 6x6 100W HPS/MH Photocell Dark Bronze 9¥%in 9°Y%sin 2% in Hubbell Lighting 499H91 
52W 120 to 277VAC 6823 Im NEMA 6x6 100W HPS/MH — Dark Bronze 9%¥%in 9°5%sin 2% in Hubbell Lighting 499H92 
124 120 to 277VAC 15,000 Im Type V 320W HID No Sensor Included Dark Bronze = — = Hubbell Lighting 56DZ64 
150W = 120to277VAC 14,665 Im NEMA 6x6 400W MH No Sensor Included Bronze 19 in 6 in 14 % in Hubbell Lighting 53VR79 
266W = 120to277VAC 32,000 Im NEMA 6x6 400W HPS/MH — Dark Bronze 9%in 18Y%in 2% in Hubbell Lighting 499H94 
Trunnion; Color Temp: 4000K 
124W = =120to277VAC =15,000 Im NEMA 6x6 320W HPS/MH — Dark Bronze 9%¥%in 132%2in 3%in Hubbell Lighting 499H93 
266W = 120to277VAC 30,106 Im NEMA 6x6 400W HPS/MH — Dark Bronze 9¥%in 18Y%in 2% in Hubbell Lighting 499H95 
Yoke; Color Temp: 4000K 
10W 120VAC (0oim: Pe Y smimeine 100W HAL No Sensor Included = _ — = Pila 55MR31 
30W 120VAC BOuO ig: PEN amelie 50W HID No Sensor Included = = = = Pila 55MR32 
o4W 120-277V AC 7300 Im = 150W HPS/MH No Sensor Included Dark Bronze =10%in 3%in 9% in Lithonia Lighting 54ZX51 
70W 120VAC a eS nee 100W HID No Sensor Included = = = - Pila 55MR34 
100W 3 120to277VAC 12,439 Im NEMA 6x6 200W HID No Sensor Included — _ _ —_ Stonco 55MR25 
150W = 120to277VAC 14,665 Im NEMA 6x6 400W MH No Sensor Included Dark Bronze 19 in 6 in 14 % in Hubbell Lighting 53VR81 
Knuckle; Color Temp: 5000K 
10.9W 120to277VAC 832 Im NEMA 2 TOW Ingarrmescent/23 No Sensor Included Dark Bronze 7 *%sin 3%in 3%in Lithonia Lighting 21YH21 
11.3W 120to277VAC 839 Im NEMA 5x5 TOOW Incandescent23 No Sensor Included DarkBronze = 7'%sin 3%in 5%in — LithoniaLighting  21YH19 
21W 120 to 277VAC 3058 Im = 70W HPS/MH No Sensor Included Dark Bronze 12 in 8 Ain 3 in Lithonia Lighting 52XH91 
26 120 to 277VAC 3200 Im Type V 100W HID Button Photocontrol Dark Bronze = = = Hubbell Lighting 56DZ67 
120 to 277VAC 3200 Im Type V 100W HID No Sensor Included Dark Bronze = = = Hubbell Lighting 56DZ68 
42W 120 to 277VAC 5973 Im — 150W HPS/MH No Sensor Included Dark Bronze 12 in 8 Zin 3 in Lithonia Lighting 52XH93 
52 120 to 277VAC 4400 Im Type V 100W HID No Sensor Included Dark Bronze = — = Hubbell Lighting 56DZ66 
o4W 120 to 277VAC 7793 Im — 150W HPS/MH No Sensor Included Dark Bronze 12in = 12%in 3 in Lithonia Lighting 52XH94 
78W 120 to 277VAC —-10,678 Im = 250W HPS/MH No Sensor Included Dark Bronze 12in 12%in 3 in Lithonia Lighting 52XH95 
124 120 to 277VAC —14,700 Im Type V 320W HID No Sensor Included Dark Bronze = = = Hubbell Lighting 56DZ65 
150W = 120to277VAC 14,764|m NEMA 6x6 400W MH No Sensor Included Bronze 19 in 6 in 14 % in Hubbell Lighting 53VR80 
266 120 to 277VAC 29,000 Im Type V 10000W HID No Sensor Included Dark Bronze — — — Hubbell Lighting 56DZ70 
Threaded Arm; Color Temp: 5000K 
28W 120 to 277VAC 3185 Im NEMA 6x6 150W HPS/MH No Sensor Included Bronze 6'%ein 5'%4in 7 *%ain LumaPro 39UU86 
Trunnion; Color Temp: 5000K 
124 120 to277VAC = 14,700 Im Type V 320W HID No Sensor Included Dark Bronze = = = Hubbell Lighting 56DZ63 
150W 120to277VAC  18,800Im NEMA 6x6 400 to 1000W MH 7-Pin Receptacle Dark Bronze 42%2in 19'%ain 23% in Evolve 487A97 
266 120 to 277VAC 29,000 Im Type V 10000W HID No Sensor Included Dark Bronze _ — _ Hubbell Lighting 56DZ71 
297W =120to277VAC = 38,100 Im NEMA 7x6 400 to 1000W MH 7-Pin Receptacle Dark Bronze 42%2in 19'1%ain 23% in Evolve 487A99 
U-Bracket; Color Temp: 5000K 
120 to 277VAC 1235 Im NEMA 2x2 7OW incanlescent/T8 No Sensor Included Bronze 3%in 45%in 3 %in LumaPro 4gWJ16 
tan 75W Incandescent/18 
120 to 277VAC 1260 Im NEMA 6x6 to 20W CFL No Sensor Included Bronze 3%in 4%in 3% in LumaPro 49WJ22 
18W 120to277VAC 2000 Im NEMA 2x2 1O0W Incandiescent/23 No Sensor Included Bronze 5%in 7%in 5%in LumaPro AQWJ17 
19W  120to277VAC 1985 Im NEMA 6x6 = TOOW Incandescent/23 No Sensor Included Bronze 5 %in 7 1%sin 5 3%4in LumaPro 49WJ23 
| CONTINUED | 1 
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Universal Mount Floodlights mai 
LED 
Fixture Light Replacement Fixture Fixture Fixture Fixture Item 
Wattage Voltage Lumens Distribution For Sensor Type Housing Color Height Width Length Brand No. 
Yoke; Color Temp: 5000K 
AOW 120-277V AC 4907 Im Type V 150W MH Photocell Bronze aY’in 7¥%in 6%in LumaPro DoOFD74 
120-277V AC 4460 Im Type II 150W MH Photocell Bronze aY’in 7¥%in 6M%in LumaPro 5oFD75 
4OW 120 to 277VAC 5290 Im NEMA 6x6 250W HPS/MH No Sensor Included Bronze 7 ‘Ae in Yin 8 in LumaPro 453D94 
150W = 120to0277VAC 14,764 1m NEMA 6x6 400W MH No Sensor Included Bronze 19 in 6 in 14 % in Hubbell Lighting 53VR82 
Fixture 
Fixture Light Lamp Housing Fixture Fixture Fixture Item 
Wattage Voltage Lumens Distribution Sensor Type Incl. Color Height Width Length Brand No. 





High-Pressure Sodium (HPS)/Metal Halide (MH)/Induction/Compact Fluorescent (CFL) Universal Mount Floodlights 





Compact Fluorescent 











13W 120 to 277VAC 900 Im NEMA 5 No Sensor Included Yes Gra 4 1% in — 7% in Hubbell Killark 6JEN2 
Halogen 
400W 120VAC = NEMA 7x6 Photocell Receptacle No Bronze 14 % in 7 in 16 in Lithonia Lightin 3JXE7 
High Pressure Sodium 
150W 120VAC = NEMA 6x6 No Sensor Included Yes Dark Bronze 6 Yin 6 Yin 8 “in Lithonia Lighting 3GA99 
250W 120 to 480VAC 40,000 Im NEMA 5x5 No Sensor Included Yes Bronze 12 % in 10% in 17% in Lithonia Lighting 3GA92 
120 to 480VAC 38,000 Im = No Sensor Included Yes Bronze 16 Yin 6 %in 15% in Lithonia Lighting 4EA37 
400W 120 to 480VAC 40,000 Im NEMA 5x5 No Sensor Included Yes Bronze 12 % in 10%in 17% in Lithonia Lighting 3GA97 
120 to 480VAC 40,000 Im NEMA 7x6 Photocell Receptacle Yes Bronze 12 % in 10% in 17% in Lithonia Lightin 3YA66 
Metal Halide 
150W 120-277V AC 14,000 Im _ No Sensor Included Yes Bronze 9 Yin 7M%ein 13% in LumaPro 3HNG2 
120 to 277VAC 38,000 Im NEMA 7x6 Horizontal No Sensor Included Yes Bronze 16 Yin 6 %in 15% in Lithonia Lighting 3JXA5 
120 to 277VAC 38,000 Im NEMA 7x6 Horizontal No Sensor Included Yes Bronze 16 %in 6¥%in 15%in Lithonia Lighting 3JXA6 
4OOW 120 to 277VAC 38,000 Im NEMA 7x6 Horizontal No Sensor Included Yes Bronze 16 % in 6%in 15% in Lithonia Lighting 3JXA7 
120 to 277VAC 40,000 Im NEMA 5x5 No Sensor Included Yes Bronze 12 % in 10% in 17% in Lithonia Lighting 3JXC2 
120 to 277VAC 40,000 Im NEMA 7x6 No Sensor Included Yes Bronze 12 % in 10%in 17% in Lithonia Lighting 3JXC3 
120 to 277VAC 40,000 Im NEMA 7x6 Photocell Receptacle Yes Bronze 12 % in 10%in 17% in Lithonia Lighting 3JXC4 
1500W 480VAC — — — No Bronze 31 Yin 21%in 31% in Lithonia Lighting 7G208 


® 


Ground Mount Floodlights 


Ground mount floodlights are outdoor lighting fixtures that aim a bright, high-intensity light upward to 
spotlight objects and increase their visibility. They are installed on a ground surface and commonly used to 
illuminate signs, building facades, statues, flagpoles, and landscaping. 






LED Fixture 
Fixture Light Replacement Housing Item 
Wattage Voltage Lumens __ Distribution For Sensor Type Color H W L No. 





LED Ground Mount Floodlights 











ALF Series Swivel; Color Temperature: 3,000 K 
men aes 12010 27V AC 1,078 im NEMA3x3 75WHAL NOSensor Black = win Bin 5 Yin 31LA5Y 
120to277VAC 938Im NEMA4x4 75WHAL Ta Black 6Ysin 3in 5%in 31LA60 
10 W 
120to277VAC 1,078Im NEMA3x3 75WHAL joey Dark Bronze 6 Vin 3in 5%in 31LAG1 
120to277VAC 938Im NEMA4x4  75WHAL aeciieee Dark Bronze 6Vsin 3in 5 Yin 31LA62 
No Sensor . . 
ree aw 120 to 277V AC 1,031Im NEMA1 75W HAL included Blak 7¥Y%in 5¥%in Qin 31LA63 
120to277VAC 1,031Im NEMA 75W HAL Teaatea: Dark Bronze 7¥%sin 5%in Qin 31LAG65 
Knuckled Swivel; Color Temperature: 5,000 K 
10.7W 120to277VAC 905Im NEMA 6x5 Sipe CEE sa Dark Bronze 7in 1%in 12in 137375 
Wall mount floodlights are outdoor lighting fixtures 
that project a bright, high-intensity over a wide- 
spread area to increase visibility. They have an 
adjustable beam and mount to an exterior wall, 
% making them a good choice for precise lighting of 
No. 20LN57 No. 3RB19 building grounds, landscapes, or walkways. 
LED 
Fixture Color Light Replacement Fixture Mount Item 
Wattage Voltage Lumens Temp. Distribution For Housing Color Type H W L Brand No. 
LED Wall Mount Floodlights 
100 to 277 V AC or 11 to ; . ‘ ; Larson 
150 W BV AC/T1 to 25VDC. 1700Im 5,600K  NEMA6x6  400W MH Brown Trunnion 13 %ain 10 %in 14% in — Electronics Lic 2OLNS7 
300 W 120 to 277V AC 29.580 Im J = 1000W MH Brown Trunnion 19 % in 9 % in 17 4%a in Bide Lig 2OLNS8 
Fixture Lamp Fixture Item 
Wattage Voltage Lumens Incl. Housing Color H W D Brand No. 
High-Pressure Sodium (HPS)/Metal Halide (MH)/Halogen/Compact Fluorescent (CFL) Wall Mount Floodlights 
Halogen 
150 W 120V AC 2,800 Im Yes Bronze 5 in 5 in 6 % in LumaPro 3RB19 
High Pressure Sodium 
150 W 120V AC 14,500 Im Yes Bronze 9 Yin 10 “in 9 in LumaPro 5MM45 
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LIGHTING 
Landscape Lighting 








No. 53UL78 


LED Outdoor Accent Lights 


These high efficiency, virtually maintenance free LED lights throw off a bright white light that is attractive and effective. Die-cast aluminum housing. Suitable for use 


in wet locations. 


No. 53UL65 









No. 53UL76 


Color Light Housing 
Watts Voltage Lumens CRI Temp. Distribution Finish Includes 
Bullet Floodlight 
Hubbell Lighting 
13.2 120 1,115 Im 83 3,000K  WideFlood Dark Bronze 6% in Stake 
LED Accent Light 
nae 0 12V AC 131 to 7101 0 4,000 K Adjustabl Black 
to710Im 7 Justable ac 
9A0 TOV AC 13tto710Im 70 4.000K Adjustable Bronze ees 
2/10 12V AC 111t0669lm 70 3,000K Adjustable Black g 
ii 12V AC 460 Im 70 3,000 K Flood Black “Adi ; ,; 
7 12V AC 460 Im 70 3.000 K Narrow Flood Black Fully-Adjustable Swivel Arm with 
7 12V AC 460 Im 703,000 K Flood Bronze Vibration-Froof Locking Teeth, Fully 
7 12V AC 460 Im 70 3,000 K Narrow Flood Bronze Rotatable Shroud, Mounting Stake 
10/13/19/27/33 120 to 277V AC 1023 to 3622Im 70 4,000K Adjustable Black 
10/13/19/27/33 120 to 2/77V AC 1023 to 3622Im 7/70 4,000K Adjustable Bronze Interchangeable Optics 20°, 36°and 65° 
Musee GHNAL west iem Tt —a0Wk —ilusabe ae 
ij to 2/77 to m / Justable ronze ; © 970 
10/13/19/27/33 120t0277VAC3,271Im_ 70 3,000K Adjustable Black eta ae 
10/13/19/27/33 120to277VAC  932to3271Im 70 3,000K Adjustable Bronze ge oul? 
1 120V AC 700 Im 70 2,700 K _Narrow Flood Black hai ; ; 
13 120V AC 700 Im 70 2.700K Narrow Flood Bronze ioe rere 
18 120V AC 700 Im 70 3,000K NarrowFlood — Bronze g 
Mini LED Light 
Hadco 
2 12V AC 105 Im 70 3,000 K Omnidirectional Black Fully-Adjustable Swivel Arm with Vibration- 
2 12V AC 105 Im 70 3,000 K Omnidirectional Bronze Proof Locking Teeth, Shroud, Mounting Stake 
3.8 12V AG 897 Im 80a Flood Bronze Fully-Adjustable Swivel Arm with Vibration- 
9 120V AC 170to 805Im 80 4.000 K Flood Bronze Proof Locking Teeth, Pre-Wired Fixture 
* Includes cord and plug. 
Landscape .jup; * 
Lighting HaDco Item 
; ; ; ; Item For Use With No. 
tions, improve nighttime visibility, and provide security on Hood m TORS 6MPC1 
walkways, driveways, and paths. Locking-teeth design allows Housing RSC? or RSF2.—«USUN33 
precise head positioning and keeps fixtures solidly in place. Housing Pe Rees 53UN34 
Die-cast aluminum hoods increase light control while keeping Lens 6MPCO 6MPC2 
water and dirt out of fixtures. Glass lenses provide additional ehroud pant = auc AY 
protection against water and dirt. Mounting Post (required where Shroud Cight = 53UL42 
noted) converts for 2" riser or 3" mount; PVC construction. Shroud Light = O3UL43 
Shroud Light — 53UL44 
Fixture 
Lamp __ Housing Housing L Item 
Type Wattage Voltage Incl. Color Material Mountin in. H No. 
LumaPro 
Halogen 
fan ao 20 12VAC Yes Black Cast Aluminum Post 1% 3 Y%4 in 6MPA9 * 
ncandescent 
fen 90. =120VAC_ No Black Cast Aluminum Post 6 92 in 6MPCO * 
adco 
HID, Incandescent 
Se Cn 100 120VAC No Bronze  CastAluminum Inground 8%sin —  53UL57 
PAR-20 00. =120VAC Yes Black Cast Aluminum Inground 8 “In — __53UL53 
90 =120VAC_ Yes Bronze Cast Aluminum _Inground 8 In — __53UL54 
Incandescent 
MR-16 Bi-Pin oO 12V AC No Bronze Polycarbonate Inground AV, — _53UM68 
15 12VAC No Bronze Fiberglass Inground 6% —  53UM65 
: 150  120VAC No Bronze Cast Aluminum Inground = / “ein — __93UL39 
PAR-38 or R-40 Incandescent ——399-—490V. AC No Bronze Cast Aluminum Inground 8%sin —  53UL48 
75 _120V AC No Black Cast Aluminum Inground 9 '%In — _53UL55 
PAR-30 or R-30, Medium Base 75 120VAC_ No Bronze Cast Aluminum Inground = 9 in —  53UL56 
100 120VAC No Bronze Cast Aluminum Inground 9 In — _53UL47 
7 2 100. =120VAC No Black Cast Aluminum —_ Inground 5 “ein — _93UL45 
PAR-20 or R-20, Medium Base 499 490V AC__No Bronze Cast Aluminum Inground 5 sin — _53UL46 
Incandescent with Rock Guard 
date Bi-Pin 15 12V AC No Bronze Fiberglass Inground 6% — __53UM64 
uartz 
oo 12VAC Yes Black Polycarbonate Inground 6 “in —  53UL58 
30 12VAC Yes Bronze Polycarbonate Inground 6 “in —  53UL59 
MR-16 90. 12VAC Yes Black Cast Aluminum Inground 5'%6in —  53UL49 
20 12VAC Yes Bronze Cast Aluminum Inground 5'%6in —  538UL50 
90 12VAC Yes Black Cast Aluminum —_ Inground = 5 “In — __53UL51 
20 12VAC Yes Bronze Cast Aluminum Inground 5 “In — _53UL52 


* Requires Mounting Post No. 6MPC9, sold separately. 
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No. 53UM97 


° PHILIPS 
PALS e 


HUBBELL 








Item 

Rated Life Length Width Height No. 

80,000hr 3%in 3%in 3%In S3VR5/ 
90,000 hr 2 in 2¥%in —  9S3uL// 
90,000 hr 2 in 2%in —  53UL78 
90,000 hr 2 in 2%in — 53UL79 
25,000hr 5'%ein 2'%e6in —  58UL71 
20,000hr 5'%ein 2'%ein —  53UL/2 
20,000hr 5'%ein 2'%cein —  58UL73 
20,000hr S'%ein 2'%6in — 53UL74 
20,000 hr 10°%4in 6 %4in —  53UL64 
90,000 hr 10°%4in 6 %4in —  53UL65 
00,000 hr 10°%4in 6 %4in —  53UL67 
90,000 hr 10°%4in 6 %4in — 53UL66 
20,000 hr 10°%4in 6 %4in — 53UL68 
90,000 hr 10°%4in 6 %4in —  53UL70 
20,000hr 9%in O%6in —  53UL61 
20,000hr 9%in O%ein — 53UL62 
20,000hr 8%cin 6%in —  53UL63 
00,000 hr 4% in 2 In — _58UL75 
90,000 hr 4% in 2 In — _58UL76 
90,000 hr 2 in 6 “in 5%ein 538UM98 
50,000 hr 5 in 6%in 5%ein 53UM97 

No. 6MPCO 


No. 53UL59 


No. 53UL57 
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. 
, No. 488U74 
No. 38RZ99 
é 

CA : ; ® ~ —— 
LITHONIA “=... No. 2LBN1 
LED Motion é_f : : ; No. 4Vw95 
Sensor and at Outdoor Lighting Motion 


jo. ee eae = Sensors and Lampholder Kits 
Security Lighting erent = Not for use with fluorescent —_ Passive infrared motion sensors constantly scan areas for 









" ee avg. life: Co hr. or inductive lighting changes in temperature or motion, turning lights on only when 
= Color temp.: 4000 = Weatherproof with integrated ambient light is below the set level and motion is detected. 
. 120V - . circuit technology Lights stay on for a programmed length of time. 
Highly efficient LED lamps offer long life and up to 86% _ = Large areas of coverage Incandescent models use max. 150W lamps (not included); 
energy savings versus compatible incandescents. Corrosion- = 120V order No. 2CVA5. Quartz models use two 250W halogen lamps 
resistant cast-aluminum housing. Wall- or eave-mount to a (included): for replacement, order No. 4XLJ1 
recessed junction box. 
; No. of Fixture Lamp Housing Item 
LED Fixture Heads Wattage Coverage Incl. Sensor Type Finish No. 
No. of Fixture Replacement Housing Item Adjustable Beam Angle Light 
Heads Wattage Lumens For Color Brand No. Incandescent 
Photocell sak Linon 2 150W 70 ft. No Motion White 38RZ88 
2 25W 2160Im S0OWPAR 2, Alt iP iting 490P84 2 240W 60 fit. No Motion Bronze 38RZ85 
Dark lth ig 9 240W 60 ft. No Motion White 38RZ86 
3 36W 3100Im 150WPAR pare Lighting 490P83 2 240W 70 ft. No Motion White 38RZ90 
Ta 2 240W 70 ft. No Motion White 38RZ292 
3 36W = 3100Im 150WPAR White Lighting 490P86 2 300W 7700 sq. ft. No Passive Infrared Bronze 2LBL9 
Passive Infrared with Photoresist Halogen 
aes TT 1 500W 21,000 sq. ft Yes Passive Infrared Bronze‘ 2LBN2 
A 26.6W 2104Im 150WPAR White Lighting 488U74 9 200W 70 ft. Yes Motion Bronze 38RZ99 
Dark Hubbell 2 200W 70 ft. Yes Motion White 38TA01 
2 26.6W 2104Im 1S50WPAR Bronze Lighting 488U75 2 300W 7700 sq. ft Yes Passive Infrared Bronze 2LBN1 
Motion, Photocell 2 300W 70 ft. Yes Motion Bronze 38RZ95 
Lithonia Z 500W 23,500 sq. ft. Yes Passive Infrared Bronze 4Vw95 
2 25W  2160Im = =90WPAR = White | ighting 420V87 Security Light Motion Sensors 
(2) 90W Dark Lithonia Fixed Beam Angle Light Motion Bronze 38TA02 
2 25W 2160'M incandescent Bronze Lighting “49P82 Fixed Beam Angle Light Motion White 38TA03 
me 
yl 
ca) wT 
7 . 
2 , 
No. 21A135 
No. 14G270 








No. 14G263 
No. 21A139 No. 14G259 No. 14G273 

ie aa GRAY | BRONZE) WHITE 

Pececeu) TAYMAC’ \WeHarris Lighting Socket Item Item Item 

Innovative Lighting Designs Since 1970 Type Includes Mounting L Dia . No. No. No. 

r Taymac, Die Cast Aluminum 

=» 120V Standard E26 2 Lamp Holders , Round Lamp Holder Cover and Round Box Wall or Ceiling = — = 21A134 _ 21A138 
= Lamp not included (except Lampholders 2 Lamp Holders and Round Lamp Holder Cover Wall or Ceiling _ a _ 21A136 | 21A137 

Nos. 21A124, 21A125, and 21A126) Standard E26 Lamp Holder %'-14NPSM 33%" — 2-1/3" |: 24A130 | 214131) — 

a eee GY 8.6 Type 4 Lamp, Lamp Holder Yo"- 14NPSM 5" 3% 21A124 | 21A125 | 21A126 
Swivel lampholders provide light in Standard E26 Lamp Holder W-14NPSM__ 3%" 2-1/3" | 21A127_| 210128 | 21A129 
any direction, wherever it's needed. Photocell Lampholder Kits 

2 Lamp Holders , Round Lamp Holder Cover, a _ _ _ _ 
WF HARRIS Standard E26 Photo Photo Eye and Round Box Wall or Ceiling 21A139 
_ SpikeLight Lampholder Kit 
Weatherproof and rustproof lamp Standard E26 Spike Light with Cord Ground Spike — — 7 ?fA135 | — = 
holders are made from unbreakable WHITE | BRONZE | BLACK 7 hem 
polycarbonate and carry a lifetime Fixture Socket Item Item Item Description Type No. 
i i Type Type Mounting No. No. No. WF Harris Accessories 
warranty against breakage. Designed WF Harris, Polycarbonate Surface Mount Wiring Box Black 146264 
especially for coastal regions with Lampholders Surface Mount Wiring Box White 14G265 
caustic salty environments. Single Standard E26 Cross Bar | 14G258 | 14G259 | 14G260 Surface Mount Wiring Box Bronze 146266 
Double Standard E26 CrossBar | 14G261 14G262 | 14G263 Hood Snap-On,White 146270 
Threaded Standard E26 Locknut — — 14G273 Hood Snap-On,Bronze 14G271 
Hood Snap-On, Black 14G272 
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vy : 
Weatherproof Aluminum Lampholders Pro 






= 120V HEAVY-DUTY PARHOLDER 

= Lamps not included Recommended for use with 250W lamp. Ribbed die- 
Recommended for outdoor cast aluminum design maximizes heat dissipation. 
use with medium base PAR38 Features porcelain socket and multipart gasket with 
screw-in lamps. Adjustable metal ring. 


threaded 12" NPT mounting with 
lock nut (included). Listed for 
wet locations when aimed below 


GENERAL PURPOSE PARHOLDER 


Recommended for use with 150W max. lamp. 
Die-cast aluminum housing with weather-resistant 





Heavy-Duty 











horizontal. Parholder 
rubber gasket. 
Housing Dia. L Item General Purpose 
Description Finish (in.) (in.) No. Parholder 
Heavy-Duty Parholder Powder Coated Gray 3 6.5 3RB21 
General Purpose Parholder Powder Coated Gray 2 4] 3RB22 
$$. —_—___—______-+, 
No. 3GPE7 No. 34VE68 
> c 
No. 34VE71 
No. 44MN33 
F7F- Ww ® » PHILIP 
; Spear’ ILIPS PHILIPS 
Step Lights NO [hd HAaBEeOe CHLORIDE 
= Die-cast aluminum housin Color —_Light Housing Item 
. : : g seed Lumens Temp. Color Voltage Color L H W Brand No. 
Decorative fixtures provide accent and area lighting for walk- LED Step Light 
ways and stairways, indoors or out. 61 Im 3000K — 120 to277VAC _ Black 9%" 3" 45" Hubbell Lighting- Kim 3GPE7 
61lm 3000K © — 120to277VAC Bronze 9% 3%" 4%" Hubbell Lighting- Kim | 3GPE9 
Philips Chloride—User selectable, 3-level intensity control a sane = a eee i aie ah ie in 5 Progress Soutng aw 
: ‘aht ; : : m = 0 ac gi aa a" ubbell Lighting - Kim 
lets you adjust lighting to create just the right ambiance for 167Im  3000K —  120to277/VAC Bronze 9%" 3%" 4%" Hubbell Lighting- Kim  3GPF1 
your spaces. J-box mount. UL Listed for wet locations. 500/100  3000K = 120VAC Bronze 3%" 3%" Q" Hadco 53UN37 
Spero eine etka mu eT OcK Whit 120VAC Whit AY" 25" 11" Chlorid 34VE68 
: te te 2 4 2 oriae 
= Polycarbonate lens 148.7. 3500K — 120VAC Black 4% 2%" 1% Chloride 34VE71 
' 148.7 — Amber _120VAC White 4%" 23" 17" Chloride 34VE69 
Hubbell—Fixtures are UL certified and IP66 rated. 1487 — Blue 120VAC_—‘'White 4%" =D" ——«11H" Chloride 34VE70 
= Operating temp.: -40° to 122°F 148.7 — Blue 120VAC Black 4%" 2% 1%" Chloride 34VE73 
| m mber ac 2 4 2 oriae 
Tempered glass lens 149 | 3500K Amb 120VAC Black 4%" 2% 1%" Chlorid 34VE72 


PHILIPS : ba 
LED Bollards mance (oe 


Bollards provide attractive accent and guide lighting for walkways, entrances, courtyards, and similar landscaped areas. 


Color Housing Light Operating Mfr. Item 
Watts Voltage Lumens CRI _ Temp. Color _ Distribution Temp. Range Rated Life H W Model No. 
Hadco 
DB Series 
9.5 120 800Im 75  2700K Bronze 360° 25°to 40°C 25,000hr. 14" 6° DB14HAQ12LE 53UM38 
9.5 120 800Im 75  2700K Black 360° 25°to 40°C 25,000hr. 21" 6° DB21AAQ12LE 53UM39 
9.5 120 800Im 75  2700K Bronze 360° 25°to 40°C 25,000hr. 21" 6° DB21HAO12LE 53UM40 
9.5 120 800Im 75  2700K Black 360° 25°to 40°C 25,000hr. 3134" 6° DB30AAQ12LE 53UM41 
9.5 120 800Im 75  2700K Bronze 360° 25°to 40°C 25,000hr. 3134" 6" DB30HAQ12LE 53UM42 
RD6 Series 
25 120 800Im 80  2700K Black 360° 25° to 40°C 50,000hr. 37% 6° RDOAKFIONA 53UM43 
RF6 Series 
9.5 120 800Im 80  2700K Black 360° 25° to 40°C 50,000hr. 37%’ 6° RFGAK512LWE 53UM44 
9.5 120 800Im 80  2700K Black 360° 25° to 40°C 50,000hr. 37% 6° RFGAKFI2ZLWE 53UM46 
25. 120to277  800Im 80 4000K Black 360° 25° to 40°C 50,000hr. 37%" 6’ RFOAKFIONA 53UM45 No. 53UM42 
25. 120to277  800Im 80  4000K Bronze 360° 25° to 40°C 50,000hr. 37%" 6’ RFOHKFIONA 53UM47 
25. 120to277  800Im 80  3000K Bronze 360° 25° to 40°C 50,000hr. 37%’ 6° RFGHKFIOWA 53UM48 
25  120to277 800Im 80 4000K Gray 360° 25°to 40°C 50,000hr. 37%’ 6° RFGIKFIONA 53UM49 
Hubbell Lighting 
Fresno Series 
27 120t0277 1095Im 70 5000K Wark Cont-Asym. og t 104°F 50,000hr. 42" 7" FN212LUS5KDB 21RU59 sia aaaatad 


Bronze (Type III) 


41 120to277 1955lm 70 5000K pee Symmetrical -20t0104°F 50,000hr 42" 7" FN224LU5KDB 21RU65 


Tempe Series 


Dark  Cont.-Asym. _ ° 0 9u 
27 = 120to277) = 1095Im = 70 5000K Bronze (Type lil) 20to104F 50,000hr 41%" 7° TMR12LU5KDB 21RU60 No. 21RU60 
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LIGHTING 
Outdoor Fixtures 


Scan. Order. Done. 
Details on page A1. 












al 





No. 53UN05 No. 53UN06 
No. 53UN16 No. 53UN19 No. 53UN24 No. 53UN08 No. 53UN01 No. 53UN04 PHILIPS 
Pathway Lights HaAbDCco 


Simply position these lights at regular intervals along the sides of a pathway to guide the 
way and help prevent nighttime trips and falls. LED fixtures are pre-wired and include 
quick connector and mounting stake 








Color Housing Mfr. Item 
Lumens Voltage Temp. Color L H W Model No. 
LED 
105 Im 12 3000K Bronze 43/4" 20" 43s" CPL12-HS7LED2W 53UN12 
105 Im 12  3000K Bronze 6" 23 V8" 6" CUL7-S7LED2W  53UN16 
105 Im 12  3000K Black 56 19%" 5%e' MUL4-AS7LED2W 53UN17 
105 Im 12  3000K Green ove" 19¥," 5%e' MUL4-GS7LED2W 53UN18 
105 Im 12  3000K Bronze 5 Me 19%" 5%e' MUL4-HS7LED2W 53UN19 
105 Im 12  3000K Black 10" 17%" 10" RL4-AS7LED2W 53UN20 
105 Im 12  3000K Green 1: 17%" 10" RL4-GS7LED2W 53UN21 
105 Im 12  3000K Bronze 10" 17%" 10" RL4-HS7LED2W 53UN22 
105 Im 12  3000K Black 8 16%" 3" RLO-AS7LED2W 53UN23 
105 Im 12  3000K Bronze 8" 16%" 8" RLO-HS7LED2W =53UN24 
Incandescent 
200 Im 12 — Powder Coated 56 19% ove MUL4-AS7 53UN07 
_ 12 _ Powder Coated ove 19% RYAL MUL4-HS7 53UN08 
—_ 12 = Powder Coated 10 17% 10 RL4-AS7 53UN09 
200 Im 12 _ Powder Coated 43% 20 4%, CPL12-AS7 53UM99 
_— 12 _— Copper 6 16% 6 CUL6S7 53UN01 
> a = 1200 — Copper 1 22% 6% GAL3-ACS7 __53UN03 
— 12 — Stainless Steel 1 22% 6% GAL3-SSS7 53UN04 
Moy zene! NOK cIUNee — 420. — Powder Coated 9 25 9 MU5-A 53UN05 
_— 120 _ Powder Coated 9 pe) 9 MU5-H 53UN06 
PHILIPS 
LED Deck and In-Ground Lights HaRPCcoe 
= Operating temp.: 77° to 104°F ILS SERIES 
115 SERIES AND I3 SERIES Rugged, all-weather construction. 
Feature a single-piece composite housing with IUL516 SERIES 


separate sealed components. IP68 rated. Luminaire features an ULTEM® composite 


housing and is pre-wired for easy installation. 


Color Housing Mfr. Item 


No. 53UM93 Lumens Voltage Temp. CRI Color ARatedLife L H W Model No. 

LED In-Ground Light 
i15 Series 

800 Im ov -4,000K 80 Silver. 50,000hr 9%in 6in 3 %in 115SSFLC 53UM75 
IL9 Series 
1111m, 681 Im 12V AC 4,000 K 70 Black 50,000hr 4%4in 5in 4 %ain ILODC-A 53UM93 
iUL516 

460 Im 12V AC 3,000 K 70 Bronze 25,000hr 4%in 4%in 4%in IUL516-HLED7NFW 53UM96 


% Southwire 


WwW 


Landscape Lighting Wire ( 

= 2 Stranded Copper Conductors Landscape lighting wire is a low-voltage, low-energy wire typi- 

= Rated 150 Volts cally buried underground that is used to connect a power supply 

= Black PVC Insulation/Jacket to outdoor lighting products. It has a multistrand conductor and a 
weather-resistant jacket that can withstand harsh conditions both 
above and below ground. Landscape lighting wire is used in a 
range of outdoor lighting applications, including floodlights, emer- 





No. 23M539 gency egress lighting, and security lights. 
50 ft 100 ft 250 ft 500 ft 
Wire Nominal Item Item Item Item 
Size 0.D. No. No. No. No. 
Landscape Lighting Wire 
16 AWG 0.31 in x 0.16 in 24W818 24819 23M541 _ 
14 AWG 0.35 in x 0.17 in 24816 23M540 — 24817 
12 AWG 0.39 in x 0.20 in _— 24W813 23M539 24815 
10 AWG 0.21 in x 0.41 in _— _ 55CX79 55CX80 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


LIGHTING 
Lampholders, Starters & Switches 





iy 
&, 


No. 3D672 


No. 3D673 


cone 


Wiring Device-Kellems 


Fluorescent Lampholders 





shoet-r-shield:.. 
The Protective Lighting Company 





Socket 
Item Type Mounting Watts 
Hubbell Wiring Device-Kellems 
Fluorescent Single Pin FA8 —_Slide-on, Snap-in 660W 
Lamp Holder Single Pin FA8 —_Slide-on, Snap-in 660W 
Lamp Holder Bipin G13 Slide-on, Snap-in 660W 
Miracle Led 
Socket Extender = = 100 
Shat-R-Shield 
E26 Screw 300W 
Lamp Holder E26 Pendant 300W 
E26 Screw 300W 
No. 4D241 


<>) 


Wiring Device-Kellems 


Fluorescent Starters 


2-pin ceramic condensers. UL Listed. CSA Certified. 











4 - 
— z 
f = 
| z 
- & 
= 
= 
\ == 
ys ——- = 
~ yf No. 655Z03 
| ‘dj No. 36WH45 
| a — |? 
>& a: = , 
No. 3D671 
Mfr. Item 
Voltage Color Model No. 
600VAC White | RL310  3D672 
600VAC White RL311 3D673 
600VAC White HBL2937 -3D671 
120. White 602219 655203 
600VAC Yellow WILB 36WH45 
600VAC. Yellow. WTNB  36WH46 No. 36WH47 
600VAC Yellow. WTSB  36WH47 scala 
——————— AT 8 
' | ‘ 
} i 
— er, = 
y>Z 
-: 
No. SPWK3 No. 5PWK5 No. 12H986 
*<LUTRON 
OTS ® 


Fan Speed Controls 


Dual-Slide Controls Nos. 5P>WK3 and 5PWK4 feature slide up to increase fan speed or slide down to 
decrease fan speed, and a slide up to brighten lights or slide down to dim lights. Slide Controls Nos. 5PWK5 
and 5PWK6 feature slide up to increase fan speed or slide down to decrease fan speed. All models feature 
quiet, 3-speed design and include wallplate.120VAC. 


WHITE IVORY ALMOND 
Ballast Max. Replacement Mfr. Item Max. Mfr. Item Item Item 
Lamp Watts For Model No. Type Amps Model No. No. No. 
8 FS-5 FS5 «4244 Dual Slide to Off 1.5 S2-LFSQ 5PWK3 5PWK4 = 
25 FS-25 FS25 40241 Slide to Off 1.5 SFSQ-F 5PWK5 5PWK6 — 
40 FS-4 FS4 40242 Rocker Switch with Captive Linear 1.5 CTFSQ-F 12H984 12H985 12H986 
*;LUTRON 
gS ® 
Specification Series Incandescent Dimmers — 
Use in demanding applications and higher wattage installations. Full-range dimmers feature heavy-duty | Nova 
components, including cooling fins, to resist power surges and prolong dimmer life. Voltage compensation 7 No. 6AG681 
circuitry and superior RFI filtering. Single pole. Includes face plate. 
600W 1000W 1500W 2000W 
Trade White Ivory/Beige White Ivory/Beige White Ivory/Beige White lvory/Beige 
Name Style | Item No. Item No. | Item No. Item No. Item No. Item No. Item No. Item No. 
Nova Slide | 6A681 41257 6A682 41246 6A683 41249 6A684 4LZ53 
NovaT Slide | 5PWP1 _ 5PWP2 _ 5PWP3 — 5PWP4 — 
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LIGHTING Scan. Order. Done. 
Dimmer Switches Details on page A1. 





s“LUTRON. 
Incandescent/CFL/LED Dimmers 


__ wy = CeL dimmers are for use with LED and CFL lamps 
Dimmers save energy and increase lamp life up to 20 times the original lifespan. 
RFI filtering reduces interference with computer systems, intercoms, and sound 
| systems. 60 Hz only. All are UL and CSA Listed, except Credenza® and Skylark® 
/ Es Contour™ are C-UL Listed. 


~ Ariadni®—Designed to work with existing traditional multi-gang wall plates, to 
V4 replace or match traditional-style switches. With an easy-to-use toggle switch 


Credenza® A 
No. 13M198 ; ——— | 





and a small slide dimmer. 


Credenza®—Get simple, effective dimming for just about any lamp, includ- 
ing table and floor lamps, with no need for 3-way bulbs. Simply plug the lamp 
directly into the dimmer, and the dimmer directly into the wall; the dimmer 
switch can be placed on a tabletop for easy access, and operated with a simple 
sliding switch. 


Diva®—Designed to match your existing designer-style switches, with a paddle 
switch and a small, unobtrusive slider that lets you adjust the lights to the 
perfect level. 


Maestro®—Dimmers give you full-range dimming at up to 10 locations. Use 
only 1 smart dimmer per circuit and up to 9 companion dimmers (Nos. 4LZ40 or 
4LZ41; sold separately). 





Skylark®—A convenient rocker switch turns the lights on and off, while an 
easy-to-use slide control lets you adjust light level. Can be used with most 
decorator-style wall plates (not included). 


Ariadni® Diva® Nova®—Slide-to-off, slide-to-brighten dimmer provides simple control of light 
No. 4LX84 No. 4YPG9 levels in just about any room. 
WHITE IVORY | ALMOND BROWN BLACK 
Switch Wall Max. Item Item Item Item Item 
Style Type Plate Voltage Cap. No. No. No. No. No. 
CFL, LED, Halogen, Incandescent 
Ariadni® CeL 


Toggle 1-Pole, 3-Way Not Included 120VAC qe onan 10P922 | 10P923 | 10P924 = = 


Credenza® 
Slide 1-Pole NotIncluded 120VAC 100W/250W 13M198 — — 13M199 | 13M201 
Diva® CeL 
F : 150W (CFL/LED), 600W _ _ 
Paddle 1-Pole, 3-Way Not Included 120VAC (incandescent/Halogen) 10P916 10P917 10P918 
Maestro® 
Rocker Multilocation Not Included 120VAC — 4LZ41 4LZ40 — — — 
Maestro® CeL 
; 150W (CFL/LED), 600W _ -_ _ _ 
ike Multilocation Not included 120VAC (incandescent/Halogen) 25L186 
; 150W (CFL/LED), 600W _ _ _ 
Multilocation Not Included 120VAC (incandescent/Halogen) 25L187 25L188 
Skylark Contour® CeL 





Rocker 1-Pole, 3-Way Not Included 120VAC icandecconiHalenon) 10P919 | 10P920 | 10P921 = = 


Incandescent/Halogen 


Ariadni® 
Maestro® 1-Pole NotIncluded 120VAC 600W 4LX85 4LX84 — — — 
No. 4LZ39 1-Pole NotIncluded 120VAC 1000W 4LX83 4LX82 — — — 
: Toggle 1-Pole, 3-WayNot Included 120VAC 1A 4YPG7 4YPG6 — — — 
3-Way NotIncluded 120VAC 600W 4LX87 4LX86 — — — 
3-Way  NotIncluded 120VAC 1000W 4LX81 4LX80 — — — 
Diva® 
1-Pole NotIncluded 120VAC 600W 5PWL3 5PWL4 — — — 
Paddle 3-Way  NotIncluded 120VAC 600W 5PWL5 5PWL6 — — — 
3-Way  NotIncluded 120VAC 1000W 5PWL7 5PWL8 — — — 
1-Pole, 3-Way Not Included 120VAC 1A 4YPG9 4YPG8 — — — 
Maestro® 
Rocker Multilocation Not Included 120VAC 600W 4LZ39 4LZ38 _— _— — 
Nova 
| Slide = 1-Pole, 3-Way Included 120VAC 2000W 4LZ55 — — — — 
Skylark® 
1-Pole NotIncluded 120VAC 600W 4LZ78 4LZ77 — — — 
l 1-Pole NotIncluded 120VAC 600W 4V260 3A161 — — — 
Bocce 1-Pole NotIncluded 120VAC 1000W 4LZ76 4LZ75 — — — 
— | 1-Pole, 3-Way Not Included 120VAC 600W 4YPH6 4YPH5 — — — 
3-Way _NotIncluded 120VAC 600W 4V261 3A162 — — — 
: 3-Way  NotIncluded 120VAC 1000W 4LZ74 — — — — 
es Skylark Contour™ 
Bocear 1-Pole NotIncluded 120VAC 600W 13M189 | 13M190 13M191 — — 
1-Pole, 3-Way Not Included 120VAC 1000W 13M192 | 13M193 13M194 — — 
Electronic Low Voltage 
Diva® 
Paddle 1-Pole NotIncluded 120VAC 300W 5PWL9 _ _— _ — 
Skylark® Skylark Contour™ 
No. 4V260 Rocker 1-Pole, 3-Way Not Included 120VAC 300W 13M195 | 13M196 13M197 — — 
Magnetic Low Voltage 
Diva® 
Paddle 1-Pole NotIncluded 120VAC 600VA(450W) SPWNO — _ — _ 
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7 s<LUTRON. 


Fiuorescent/CFL/ 
LED Dimmers 


= Built-in surge protection 


vel 
= 


se 
& i) 


= Electrostatic discharge protection and * 








ce b! 
radio interference suppression circuitry 
= CeL Dimmers are for use with a a) 
ar TT ——s 
fluorescent, LED, and CFL lamps ite; “er 
Linear switches feature voltage compensation to . See 
ensure consistent lighting control. Faceplate included. Ariadni® Diva® Nova T® Skylark® 
LIGHT 
WHITE IVORY ALMOND BLACK BROWN GRAY ALMOND 
Switch Max. Control Lamp Mfr. Item Item Item Item Item Item Item 
Type Cap. Voltage Method Type Model No. No. No. No. No. No. No. 
Ariadni® 
1-Pole, 1000W,6A 277VAC 3-Wire sidareseaat AYF-103P | 5PWJ6 5PWJ5 — — — — — 
3-Way 1000W,8A 120VAC 3-Wire AYF-103P | 5PWJ8 5PWJ7 — — — — — 
Diva® 
6A 277VAC 3-Wire (3) Wire DVF-103P | 5PWLO 5PWK9 — — — — — 
1-Pole, 8A 120VAC 3-Wire Fluorescents, LED DVF-103P | 5PWL2 5PWL1 — — — — — 
3-Way 8A Load Switching or 120 to 8A Switching w/ _ Electronic Ballasts, : ‘ : 
50mA 0-10 Sink Limited  277V 0-10V control LED Drivers DVSTV | 36WH29 * | 36WH27* | 36WH23* |36WH24  36WH25  (36WH26 | 36WH28 
Nova T® 
8A 277VAC ST Nea Fluorescent NF-10 | 4Lz60 = — = = = am 
2-Wire (+Hot Fluorescent with 
BA 27INAG & Neutral) Magnetic Ballast NF-20 | 4L262 = _ = _ 7 7 
8A Switching w/ Electronic Ballasts, _ X _ _ _ _ _ _ 
1-Pole 8A Oto10VDC “5. FoV control LED Drivers NTSTV-DV | 19YP95 
2-Wire (+Hot Fluorescent with 
16A 120VAC & Neutral) Magnetic Ballast NF-20 | 4L263 — = i = = _ 
2-Wire (+Hot : _ _ _ _ _ — 
16A 120VAC & Neutral) Fluorescent NF-10 | 4LZ61 
Skylark® 
3-Wa 6A 277VAC 3-Wire (3) Wire Fluorescents, SF-12P | 19YP96 19YP97 — — — — — 
y 8A 120VAC 3-Wire Hi-Lume® LED Drivers SF-103P | 5PWKO 5PWJ9 — — — — — 
Skylark C-L® 
600W (Incandescent/ 
ive Halogen), 150 120VAC 2-Wire CFL, ED Palogen, scL-153P | 19YP98 | 19YP99.-—|«19YRO1 = = = = 
Y (Dimmable CFL/LED) 
* No interface needed. 
Q"% 
“sLUTRON. oh Baa Nc Se 
Wall Switch Occupancy and Vacancy Sensors pas 
= Field of vision: 180° NOS. 36N228 TO 36N231 | ————, -—— 
. . . . ie oe } 
= Coverage: 900 sq. ft. No neutral wire required (ground connection f | 
= Time delay: adjustable required for functionality). Occupancy sensor ! i Es ee 
; : : ‘ iE 
= Timer range: 1/5/15/30 min. loads: incandescent, halogen, MLV, CFL, LED, \ 2 ) 
= High-low sensitivity adjustment = magnetic fluorescent, and electronic fluorescent. | , Be. 
: j i =| = 
Passive infrared sensors detect body NOS. 32JA42 AND 32JA43 [ ’ | ” 
heat to determine when the space ewiehasall liohiiia ioade: Medi 4 | ie re 
is occupied. Work with standard ane aaa pet 5 . REE a ie P| , 3 a 
3-way switches or up to9 companion |. teal ces Shae i 2— 7s 
switches. Occupancy versions canbe ‘@4U!rements. —_ “ 
set to auto-on/auto-off or manual-on/ ; 
éo-off V ; CA NOS. SGWHOS TO SGWH22 No. 36N229 No. 22LU20 No. 36WH13 
auto-oll. Vacancy versions mee Sensors can control up to 25 ballasts or drivers. 
Title 24 requirements. UL Listed. Comply with Title 20 and Title 24 
Section 110.9. 
Mfr. WHITE | IVORY | ALMOND | BLACK | BROWN | GRAY LIGHT ALMOND 
Max. Capacity @ 120VAC Voltage Use With Model Item No. |Item No. | Item No. Item No. Item No. | Item No. Item No. 
Passive Infrared Vacancy Sensor 
4.4A (Fan Motor), 6A (CFL, ELV, Fluorescent, = ; : = _ _ = _ 
Halogen, Incandescent, LED. MLV 120 to 277VAC MS-VPS6M2-DV | 36N230 | 36N231 
150W (CFL, LED), 600W (Halogen, Incandescent) 120 to 277VAC — MSCL-VP153M | 22LU22 | 22LU23 — — — — — 
Passive Infrared Occupancy Sensor 
4.4A (Fan Motor), 6A (CFL, ELV, Fluorescent, = : ; _ = 2 = = 
Halogen, Incandescent, LED, MLV) 120 to 277VAC MS-OPS6M2-DV | 36N228 | 36N229 
150W (CFL, LED), 600W (Halogen, Incandescent)  120VAC — MSCL-OP153M | 22LU20 | 22LU21 — — — — — 
Passive Infrared/Ultrasonic Occupancy Sensor 
4_4A (Fan Motor), 6A (CFL, ELV, Fluorescent, _ : _ _ _ = _ 
Halogen, Incandescent, LED. MLV) 120 to 277VAC MS-B102 32JA42 | 32JA43 
For Use With 8A Electronic Fluorescent Ballast or LED Drivers—Passive Infrared Motion Sensor 0 to 10VDC Dimming Ballasts 
4.4A (Fan Motor), 8A (Fluorescent, LED) 120 to 277VAC 0 to 10VDC Dimming Ballasts | MS-Z101 —  |36WH13 | 36WHO9 |36WH10 | 36WH11 | 36WH12 | 36WH14 
For Use With 8A Electronic Fluorescent Ballast or LED Drivers—Passive Infrared Dimming Vacancy Sensor 0 to 10VDC Dimming Ballasts 
120 to 277VAC 0 to 10VDC Dimming Ballasts | MS-Z101 | 36WH15 | — — — — — — 
sen (ran MOI), OF. (EMOreScent LED) 120 to 277VAC Oto 10VDC Dimming Ballasts MS-2101-V | 36WH22 |36WH20 | 36WHi6 36WH17 36WH18 | 36WH19 | 36WH21 
2A (CFL, ELV, Fluorescent, Halogen, 120VAC — MS-OPS2 | 25L178 | 25L179 — — — — — 
Incandescent, LED, MLV) 120VAC — MS-VPS2 25L180 | 25L181 — — — — — 
3.0A (Fan Motor), 5A (CFL, ELV, Fluorescent, 120VAC — MS-OPS5M_ | 251182 | 25L183 — — — — — 
Halogen, Incandescent, LED, MLV) 120VAC _ MS-VPS5M 25L184 | 25L185 _ _ — — — 
120 to 277VAC — MS-B202 | 36WHO1 — — — — — — 
CM heMecrED My 120 to 277VAC = MS-A102 | 36WHO2 |36WHO3 | — = = = = 
120 to 277VAC MS-A202. | 36WHO4 | — — — — — — 
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“SAcuityControls. 


Sensor Switch.. 


Wall Switch Occupancy Sensors 


a = 120/277VAC 
= Motor Load 4 HP Rating 
= 180° viewing angle 
= Timer range: 30 sec. to 30 min. 
aoe We = = No neutral required 


| Passive infrared and passive dual-technology occupancy sensors automatically turn lights 
i . | On and Off as people enter and leave a room. By reducing the amount of time the lights are 

on, sensors cut energy consumption and significantly reduce energy costs. Sensors have an 

integrated photocell that can keep lights off if there is sufficient daylight in the room. Designed 

with a patent-pending wiring method that enables sensors to function with or without a neutral 

No. 16A719 No. 20VE45 connection. 

PASSIVE INFRARED (PIR) 

Sensors detect body heat in motion. They must be located where full line-of-sight is possible. 


DUAL TECHNOLOGY SENSORS (PIR AND MICROPHONICS™) 


-_ _— Feature an embedded microphone that hears sounds indicating occupancy in rooms with 
obstructions, such as bathroom stalls or office cubical areas. 





WHITE IVORY 

Watts Watts Mfr. Item Item 

| a Coverage Description @120V @277V Model No. No. 

ras | | Passive Infrared Occupancy Sensor with Nightlight 
—— —— 2025 sq. ft. Auto On (Default) or Manual On, Night Light 800 1200 WSX NL 16A719 | 16A718 
| Passive Infrared Occupancy Sensor 

= Dual Relay 800 1200 WSX 2P 20VE45 — 

2000 sq. ft. Night Light, Dual Relay 800 1200 WSX 2P NL | 20VE49 _ 

Auto On (Default) or Manual On 800 1200 WSX 20VE43 —_— 

> Dual Technology PIR/Microphonic Occupancy Sensor 

Auto On (Default) or Manual On 800 1200 WSX PDT 20VE44 — 

2000 sq. ft Dual Relay 800 1200 WSXPDT2P | 20VE46 — 

No. 20VE49 No. 20VE43 "Auto On (Default) or Manual On, Night Light 800 1200 WSX PDT NL | 20VE48 —_— 

Night Light, Dual Relay 800 1200 WSX PDT 2P NL} 20VE50 _ 


7S 
ac 


Wiring Device-Kellems 


ody 
ape, Wall Switch Occupancy and Vacancy Sensors 
bal = Field of vision: 180° 
= Rated for use with incandescent, fluorescent and LED lighting 
= No neutral required, except where noted 
J 
——— 


These sensors meet the latest codes and standards, and also provide LEED® points in 
Sustainable Sites, Energy and Atmosphere, Indoor Environmental Quality and Innovative Design 
Process categories. 


Sensors with adaptive technology constantly monitor the controlled area and automatically 











- = adjusts the sensitivity and time delay. This means that instead of manually adjusting the sensor 
rr for seasonal changes, occupancy pattern changes, etc., the sensor automatically adjusts itself. 
png | | DUAL TECHNOLOGY 
7 | Combine both (PIR/US) technologies, minimizing the risk of false triggering. Neutral required for 
No. 36DZ81 . / Nos. 36DZ89 and 36DZ90. 
PASSIVE INFRARED 
~ Detects body heat and movement. Requires line of sight for optimal operation. 
aac Danived ULTRASONIC TECHNOLOGY 
Detects movement by bouncing sound waves off objects. No line of sight is required. 
IVORY WHITE GRAY 
Watts Watts Time Timer Description/ Mfr. Item Item Item 
Coverage Voltage @ 120V @277V Delay Range Special Features Model No. No. No. 
Dual Technology Motion Sensor 
1000 sa. ft 120/277VAC —800/1000 1800  Adaptive/Digital 4to30 min. (1) Relay AD2000 | 36DZ80 36DZ81 36DZ82 
4 “420/277VAC __800/1000 1800  Adaptive/Digital 4to30 min. (1) Relay, No Button AD2000N | 36DZ89 36DZ90 — 
Passive Infrared Motion Sensor 
1000 sq. ft. 120/277VAC —_800/1000 1800  Adaptive/Digital 4to30 min. (1) Relay AP2000 | 36DZ91 36DZ92 — 
Selectable Manual/Auto-On Operation, 
1200 sq. ft. 120/277VAC 1000 1800 Manual 20 sec. to 30 min. 3-Way Capable, Tamper Resistant Lens WS2000 | 23NY60 23NY61 29RX22 
Passive Infrared Motion Sensor with Nightlight 
Selectable Manual/Auto-On Operation, 
1200 sq. ft. 120/277VAC 1000 1800 Manual 20 sec. to 30 min. 3-Way Capable, Tamper Resistant Lens WS2000N | 29RX24 29RX25 29RX23 
Passive Infrared Occupancy Sensor 
1200 sq. ft. 120VAC 9500/1000 — Manual 20 sec. to 30 min. Auto-On Operation, Tamper Resistant Lens WS1000 | 23NY52 23NY53 _— 
Passive Infrared Occupancy Sensor with Nightlight 
1200 sq. ft. 120VAC 500/1000 — Manual 20 sec. to 30 min. Auto-On Operation, Tamper Resistant Lens WS1000N | 23NY57 23NY59 _ 
Passive Infrared Vacancy Sensor 
1200 sq. ft. 120VAC 5900/1000 — Manual 20 sec. to 30 min. Manual-On Operation, Tamper Resistant Lens WS1001 23NY55 23NY56 — 
Passive Infrared Vacancy Sensor with Nightlight 
1200 sq. ft. 120VAC 500 = Manual 20 sec. to 30 min. | Manual-On Operation, Tamper Resistant Lens WS1001N | 23NY54 29RX21 — 
Ultrasonic Motion Sensor 
400 sq. ft. 120/277VAC —800/1000 1800  Adaptive/Digital 4 to 30 min. (1) Relay AU2000 | 36DZ77 36DZ78 36DZ79 
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Wiring Device-Kellems ' ' : r 
Ceiling- and Wall-Mount ene 
cpcupancy Sensors | 
= Timer Range: 8 min. to 40 min. 
Adaptive Technology constantly monitors the controlled area 
and automatically adjusts to accommodate seasonal changes, \ 
occupancy pattern changes, etc., and minimize manual fT | i\! 
programming. Provide LEED® points. Office white color. 
Control Units—Can be used with up to 4 low voltage devices, 
except No. 29RW74 can control up to 6 devices. No. 1ND62 No. 29RW75 
STANDARD UNIT WITH PHOTOCELL 
Installation Viewing Time Timer Mfr. Item Mfr. Item 
Type Coverage Voltage Angle Delay Range Model No. Model No. 
Passive Infrared/Ultrasonic, Occupancy Sensor 
1500 sq. ft. 120/277VAC 360° Adaptive 4 to 30 min. ATP1500CL 29RW66 — _-_ — 
Ceiling 2000 sq. ft. 24VDC 360° Adaptive/Manual 8 to 40 min. ATD2000C 1ND52 ATD2000CRP 1ND53 
2000 sq. ft. 120/277VAC 180° Adaptive 4 to 30 min. ATD2000CL 29RW65 — —_- — 
Wall 1600 sq. ft. 24VDC 115° Adaptive/Manual 8 to 40 min. — — — | ATD1600WRP 1ND51 
Passive Infrared Occupancy Sensor 
Ceiling 1500 sq. ft. 24VDC 360° Adaptive/Manual 8 to 40 min. ATP1500C 1ND56 ATP1500CRP 1ND57 
Wall 1600 sq. ft. 24VDC 115° Adaptive/Manual 8 to 40 min. — — — | ATP1600WRP 1ND58 
Ultrasonic Occupancy Sensor 
Ceilin 2000 sq. ft. 24VDC 360° Adaptive/Manual 8 to 40 min. ATU2000C 1ND62 ATU2000CRP 1ND63 
g 2000 sq. ft. 120/277VAC 360° Adaptive 4 to 30 min. ATU2000CL 29RW73 — _-_ — 
Description/ Mfr. Item 
Item Special Features For Use With Voltage Model No. 
Required Control Units for Low Voltage Sensors and Accessories 
eontrol Unit Auto-ON/Auto OFF 24VDC Ceiling and Wall Mtd Occ 120 to 277VAC CU300A 2YCJ4 
Manual-ON/Auto-OFF Sensors, DSM Series SW 120 to 277VAC CU300M 29RW75 
Required Control Unit for Low Voltage Sensors 
: 3 24VDC Ceiling and Wall Mtd Occ 
Control Unit Selectable Auto-ON/Auto OFF/ Manual ON-Auto OFF Sensors, DSM Series SW 120 to 277VAC CU300HD 29RW74 
Accessories 
Daylight Sensor Control for Up to (50) Ballasts 0 to 10VDC Dimming Ballasts 0 to 10VDC DHTD 29RW77 
; Low Voltage, Manual-On Vacancy Operation, Specification _ 
Low Voltage Wall Switch Grade, Decorator Style, Momentary Push Button Mfr. No. CU300M, CU300HD DSM30W1 29RW78 
Auxiliary Relay Desired to Switch More than One Circuit when Occupancy is Sensed _— Mfr. No. CU300A, CU300M, CU300HD 24VDC AAR 1ND47 


“S“AcuityControls. 


Ceiling Mount Occupancy Sensors 


Reversible line/load wiring simplifies installation. Great for offices, classrooms, restrooms, 
closets, and many other spaces. 





POWER PACKS 
Powers remote low voltage sensors. Integrated relay switches the lighting load On and Off. 
Watts Watts Mfr. Item 
Description Voltage Coverage @ 120V @ 27IV Model No. 
Occupancy Sensor, Passive Infrared 
Line Voltage, Small 
Motion: Detection 120/277VAC 500 sq. ft. 800 1200 CMR 9 6DXE4 
Line Voltage, Large 
hfotion Detection 120/277VAC 2500 sq. ft. 800 1200 CMR 10 6DXE2 
Low Voltage, High Mount, _ _ 
Requires Power Pack 12/24VDC 2800 sq. ft. CM 6 6DXD8 No. 6DXD8 No. 6DXG8 
Power and Relay Packs 
20A Relay Input 120/277VAC, Output 15 to 24 VDC PP20 6DXG8 
HUBBELL 
° 
Wiring Device-Kellems 
Indoor and Outdoor High Basehee Mt 
B 0 S No. 29RW98 ; 
Provide advanced and accurate passive infra- 
red (PIR) technology for unequaled occupancy 
detection and false trip immunity. Low bay 
replacement lenses are available for 8- to 16-ft. 
mounting heights. 
Description/ 
Installation Timer Special Operating Mfr. Item 
Coverage Voltage Type Range Features Temp. Range Model No. 
Indoor Use 
24VDC Fixture Mount 4 to 90 min. — 32° to 149°F HMHB2LV9 36EA02 
500 sq. ft. @ 30 ft. Mounting Height 120 to347VAC Fixture Mount 4 to 90 min. (1) Relay  32°to149°F © HMHB219 36DZ95 
120 to 347VAC —-FixtureMount 4to90min. (2)Relays 32°to149°F © HMHB229 36DZ97 
Outdoor Use 
5500 sq. ft. @ 30 ft. Mounting Height 120 to 347VAC Fixture Mount 4/8/16/30 min. (1) Relay -40°to149°F = HBSXT13 29RW98 
Required Control Unit for Low Voltage Sensors 
120 to 277VAC Input CU300HD 29RW74 
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No. 20VE57 





SAcuityControls. 





Sensor Switch.. 


Fixture-Mount Sensors ~““ 


= 120/277V 
= 800W at 120V 
= 1200W at 277V Mf It 
; r. em 
= Timer range: 30 sec. to 30 min. Description Coverage Includes Model No. 


Designed for commercial and industrial lighting control applications, these oon a Low 2000 sq.ft. (2) Interchangeable Lenses LSXR610 20VE57 
sensors utilize passive infrared detection and feature interchangeable lenses for High Mount and High 


multiple mounting height and coverage pattern requirements. Mount Aisleway Sensor eee ee 





No. 38A935 a 
; Viewing Mfr. Item 
“AcuityControls. Description Angle Model No. 
Low Mount, Turns Off Fixture When No Motion 360° SBOR10O0DPWHOV 38A933 
Low Mount, Dims Fixture to 40% When No Motion 360° SBOR10ODPWH4V 38A934 
- High Mount, Turns Off Fixture When No Motion 360° SBOR6 ODP WHOV = 38A935 
Outdoor Motion Sensors High Mount, Dims Fixture to 40% When No Motion 360° SBOR6ODPWH4V  38A936 
Mfr. Item 
These passive infrared (PIR) sensors provide both motion and daylight control _ pa eeltae — Color L W Model No. 
of dimmable outdoor or wet-location fixtures. 120/277VAC. Mounts via 2" 1301 S7IVAC Green 3 DLLI27 +5 U S0VESS 
knockout (7" hole) in fixture or pole. UL listed, ROHS compliant, IP66. 480VAC Yellow 3VA" A DLL4801.5CUL JU —-20VE60 


(eo ae ) Wireless Controls “<LUTRON. 
# = ‘ Can be installed in any application for increased energy savings. Feature Clear Connect™ RF technology for reliable 
communication. Compatible with wireless Lutron® sensors, this page. 





WHITE IVORY 
Item Item 
Description Voltage Amps | No. No. 
Caseta 
Wireless Lighting Dimmer, CFL, LED, Halogen, Incandescent, 6 Button 120VAC — | 32JA44 | 32JA45 
Maestro 
Wireless Lighting Dimmer, Incandescent and Magnetic Low-Voltage, Tap with Rocker Digital Fade 120VAC 8 4YPE1 4YPD9 
Wireless Lighting Dimmer, Incandescent, Tap with Rocker Digital Fade 120VAC 4] 25L189 | 25L190 
Wireless Lighting Dimmer, Fluorescent, Tap with Rocker Digital Fade 120-277VAC 6 SPWT2 _ 
Companion Switch, Multi-Location 120VAC 8 5PWN5 | SPWN6 
Wireless Wall Switch, Touch Switch = 5 |32JA28 | 32JA29 
Wireless Plug In Dimming Module, 300W 120VAC 2.5 | SPWR7 —_ 
Wireless Plug in Appliance Module, 15A 120VAC 15 | SPWR9 _ 
Lighting Dimmer, CFL, LED, Halogen, Incandescent, Wall Plug-In 120VAC — | 32JA46 _ 
Pico™ 
Wireless Remote Control, 2 Button with Raise/Lower = — | 32JA32 | 32JA33 
Wireless Remote Control, 3 Button with Raise/Lower — — | 32JA30 | 32JA31 
Wireless Remote Control, 2 Button — — | 32JA36 | 32JA37 
Wireless Remote Control, 3 Button — — | 32JA34 | 32JA35 
Wireless Control with Nightlight, 2 Button _ — |32JA40 | 32JA41 
Wireless Control with Nightlight, 3 Button = — |32JA38 | 32JA39 
Wallbox Adaptor = — | 32JA47 —_ 
Item 
Description No. 
Accessories 
Pico 
Car Clip 32JA48 
Pedestal, Single 32JA49 
No. 32JA44 Pedestal, Double 32JA50 
Caseta 
Smartbridge. Control of Caseta™ Devices and Lutron® Shades From A Smartphone or Tablet 36WHO5 
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LED Drivers for Fixture Arrays >sLUTRON. ADVANCE a Daintree company ZZ . 


These LED drivers protect fixtures that use LED arrays from 
power supply fluctuations, which can reduce light output 





a 
— 


X | = fs ei 'y 
> ae. 





: ; : _— ea bor No. 
quality. They convert high-voltage AC into low-voltage DC to - —_ g ee =a 38AY05 
power the arrays. Drivers and bulbs must be the same brand a Oe cee “= 
for proper operation. No. 30YH72 we. Seka e2 Ba 

Input Output Output Power Power Mfr. Item 
Voltage Voltage Current Output Dimming Factor Model No. 
Adjustable Output Current LED Drivers 
Lutron Hi-lume 1% EcoSystem 
120 to 277V AC 12V DC 3.30ADC 9 to 40W Yes 0.95/0.99 L3DA4U1UKL-AV120 38AY07 
24V DC 1.60ADC 5 to 40W Yes 0.95/0.99 L3DA4U1UKL-CV240 38AY08 
Constant Current LED Drivers 
Advance Xitanium 
2/ to 54V DC 0.10 to 1.50ADC o4W Yes Greater Than 0.95 Xl054C150V054DNT1M  30YH/7 
120 to 277V AC 2/ to 54V DC 0.70 to 2.0ADC 7oW Yes Greater Than 0.9 XI075C200V054XPTiM  30YH78 
12-24V DC 4.1ADC 100W Yes 0.95 X1100C410VO24FNSiM 55XD32 
44 to 140V DC 1.05ADC 150W Yes Greater Than 0.95 X11500105V140CNF1 36UX14 
12 to 24V DC 1.0 to 2.0ADC 48W Yes Greater Than 0.9 LEDINTA2000C24D0 30YH76 
347 to 480V AC 120 to 425V DC 0.35ADC 150W Yes 0.9 LEDHCNA0350C425DN  30YH7/2 
120 to 280V DC 0.53ADC 150W Yes Greater Than 0.95 XH150C053V280CNF1  — 36UX15 
60 to 210V DC 0.70ADC 150W Yes Greater Than 0.95 XH150C070V210CNF1  36UX16 
GE Current Lightech™ 
120 to 277V AC 2 to 20V DC 0.35ADC 6W No 0.9 GELD6DMV350SL 343737 
4 to 52V DC 0.35ADC 18W Yes 0.85 GELD18DMV350PU 34J740 
Lutron Hi-lume 1% EcoSystem 
15V to 38V DC 0.20 to 0.70ADC 3 to 26.6W Yes Greater Than 0.9 L3DA4U1UKS-HA070 60AT12 
15V to 38V DC 0.20 to 0.70ADC 3 to 26.6W Yes Greater Than 0.9 L3DA4U1UKS-HC070 60AT13 
120 to 277V AC 30V to 54V DC 0.20 to 0.50ADC 6 to 2/W Yes Greater Than 0.9 L3DA4U1UKS-EA035 60ATO9 
30V to 54V DC 0.20 to 0.50ADC 6 to 2/W Yes Greater Than 0.9 L3DA4U1UKS-EA050 60AT10 
30V to 54V DC 0.51 to 1.0ADC 15 to 40W Yes Greater Than 0.9 L3DA4U1UKS-FA070 60AT11 
30V to 54V DC 0.51 to 1.0ADC 15 to 40W Yes Greater Than 0.9 L3DA4U1UMN-FA070 60AT14 
Constant Voltage LED Drivers 
Advance Xitanium 
120 to 277V AC 12V DC 0.10 to 5.0ADC 60W No 0.99 LEDINTAO012V50FO 4HGK9 
420V AC 12V DC 0.80 to 5.0ADC 60W No Greater Than 0.95 LED120A0012V50F 4HGK8 
24V DC 0.80 to 3.30ADC 80W No Greater Than 0.95 LED120A0024V33F 4HGL1 
GE Current Lightech™ 
120 to 277V AC 12V DC 2.0ADC 25W Yes 0.96 GELD25DMV12TB 343741 
24V DC 2.00ADC 60W Yes 0.98 GELD60DMV24PU 343743 
GE Current Lumination® 
11.4 to 12.6V DC 0.5 to SADC 60W Yes 0.99 GE060/MV/D12T1-A 36X539 
90 to 305V AC 23 to 25.5V DC 3.3 ADC 80W Yes 0.99 GE080/MV/D2411-A 26J1T35 
24V DC 3.8 ADC 180W No 0.99 GE180/MV/V24T1-C 26J1T34 
Lutron Hi-lume 1% A Series 
420V AC 12V DC 0.21 to 1.95ADC 5 to 40W Yes 0.99 LTEA4U1UKL-AV120 38AY05 
24V DC 0.21 to 1.95ADC 5 to 40W Yes 0.99 LTEA4U1UKL-CV240 38AY06 
Programmable LED Drivers 
Advance Xitanium 
20 to 56V DC 0.20 to 0.70ADC 39W Yes Greater Than 0.9 913701213402 46N415 
120 to 425V DC 0.35ADC 150W Yes 0.9 LEDINTAQ350C425D0 —- 46N411 
120 to 277V AC 120 to 280V DC 0.53ADC 150W Yes 0.9 LEDINTAQ530C280D0 —- 46N412 
60 to 210V DC 0.70ADC 150W Yes 0.9 LEDINTAO/00C210D0  ~—_ 46N413 
120 to 425V DC 0.35ADC 150W No 0.9 LEDINTA0350C425F0 4HGL7 
60 to 210V DC 0.70ADC 150W No 0.9 LEDINTAO/00C210FO 4HGL8 
2.8 to 28V DC 0.35ADC 10W No Greater Than 0.9 LED120A0350C028F0 4HGL4 
120V AC 2.8 to 32.6V DC 0.35ADC 12W No 0.9 LED120A0350C033F 4HGL3 
2.8 to 24.6V DC 0.70ADC 17W No 0.9 LED120A0/00C24F 4HGL5 
2.8 to 24V DC 0.70ADC 17W No 0.9 LED120A0/700C024F0O 4HGL6 
= S current PHILIPS 
LED Drivers for Type C Light Bulbs a Daintree company ALD VANICE 


LED drivers for Type C light bulbs are used to retrofit fluorescent lighting fixtures 

so they can be used with UL Type C LED linear light bulbs, which are more energy 
efficient than fluorescent bulbs. The drivers allow facilities to convert their fluores- 
cent lighting fixtures to LED technology without the expense of replacing the fixtures 
entirely. They protect UL Type C LED light bulbs from damaging fluctuations in the 
power supply that can reduce the quality of their light output, and they power the bulbs 
by converting high-voltage alternating current (AC) into low-voltage direct current (DC). 






No. 31LA57 
No. 45MX70 


Number of Input Output Output Power Power Mfr. Item 
Bulbs Supported Voltage Voltage Current Output Dimming Factor Model No. 
GE Current 
Lightech™ 
1 120 to 277V AC 26 to 34V DC 0.62ADC 21W No Greater Than 0.9 LED21T8/DR/1L 31LA57 
2 120 to 277V AC 26 to 34V DC 0.54ADC 18W No Greater Than 0.9 LED9T8//DR/UN/2L 55DM99 
2 120 to 277V AC 26 to 34V DC 0.88ADC 30W No Greater Than 0.9 LED1518/DR/UN/2L 55DM97 
2 120 to 277V AC 26 to 34V DC 1.06ADC 36W No Greater Than 0.9 LED1818/DR/UN/2L 40CP65 
2 120 to 277V AC 26 to 34V DC 1.24ADC 42W No Greater Than 0.9 LED21T8/DR/2L 31LA58 
2 120 to 277V AC 26 to 34V DC 1.24ADC 42W Yes Greater Than 0.9 LED2118/DR/D/2L 39CC84 
2 120 to 277V AC 29V DC 0.72ADC 72W No 0.9 LED25T8/DR/2L 39UT29 
4 120 to 277V AC 26 to 34V DC 1./6ADC 60W Yes Greater Than 0.9 LED15T8/DR/D4L 55DM96 
4 120 to 277V AC 26 to 34V DC 2.48ADC 84W Yes Greater Than 0.9 LED2118/DR/D/4L 39CC85 
r ” 4 120 to 277V AC 26 to 34V DC 4.24ADC 144W Yes Greater Than 0.9 LED36T/DR/D4L 55GU66 
umenChoice™ 
2 120 to 277V AC 26 to 34V DC 0.48ADC 33W Yes Greater Than 0.9 LED/DR/D2L/LW 55GU67 
2 120 to 277V AC 26 to 34V DC 0.72ADC 50W Yes Greater Than 0.9 LED/DR/D2L/HW 55GU69 
4 120 to 277V AC 26 to 34V DC 0.48ADC 66W Yes Greater Than 0.9 LED/DR/D4L/LW 55GU68 
4 120 to 277V AC 26 to 34V DC 0.62ADC 100W Yes Greater Than 0.9 LED/DR/D4L/HW 55GU70 
Advance 
Centium 
2 120 to 277V AC 350V DC 0.25AAC 9 to 34W No 0.81 to 0.98 ICN-2P16-TLED-N 45MX70 
2 120 to 277V AC 350V DC 0.20AAC 32W Yes 0.99 IZT2P16TLEDSC351 404K51 
4 120 to 277V AC 550V DC 0.25AAC 9 to 34W No 0.92 to 0.99 ICN-4P16-TLED-N 45MX71 
y 4 120 to 277V AC 550V DC 0.25AAC 62W Yes 0.99 IZT4P16TLEDSC351 404K52 
itanium 
— 120 to 277V AC 215V DC 0.34ADC 28W No 0.9 913701269202 5D5EY04 
— 120 to 277V AC 215V DC 0.51ADC 43W No 0.9 913701269302 5D5EY05 
— 120 to 277V AC 215V DC 0.68ADC 54W No 0.9 913701269402 55EY06 
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eT + Proprietary Continuous Dimming Fluorescent Ballasts 


tee 2 = Programmed Rapid-Start Ballast Start Type 

— eS ant i Proprietary continuous dimming ballasts are only compatible with continuous dimming controls from the 

ae ae same manufacturer and series. The ballasts and dimming controls interface precisely with each other, 

|| | open teo Me which makes them more reliable than other types of ballasts and dimming controls. These ballasts allow 
No. 6ZETO a light fixture's light output to be adjusted from 100% light output all the way down to the ballasts’ lowest 

light output setting. They are most often used in fluorescent fixtures in lighting system retrofits or new 

construction lighting installations for large facilities. 





Number Max. Number Max. 
Input of Bulbs Bulb Ballast Mfr. Item Input of Bulbs Bulb Ballast Mfr. Item 
Voltage Supported Watts Factor Model No. Voltage Supported Watts Factor Model No. 
Lutron EcoSystem® Lutron Hi Lume® 3D 
T4 Bulb Type T5 Bulb Type 
1 18W 0.95 EC3DT418KU1S —6ZET4 1 14W 1 H3DT514CU110  4LFW6 
1 32W 0.95 EC3DT4MWKU1S _6ZET6 1 21W 1 H3DT521CU110 4LFW8 
1 32W 0.95 EC3DT4MWKU1 60AR98 1 28W 1 H3DT528CU110 4LFW4 
120/220/240/277VAC 1 42W 0.95 EC3DT442KU1S_ _6FVYO 1 36W 1 H3DT536GU110 6ZER8 
2 18W 0.95 EC3DT418KU2S_ __6ZET5 1 40W 1 H3DT540GU110  6ZETO 
2 32W 0.95 EC3DT4MWKU2 60AR99 1 50W 1 H3DT550GU110  6ZET2 
2 32W 0.95 EC3DT4MWKU2S _6FVX9 120/240/277VAC 2 14W 1 H3DT514CU210  4LFW7 
T5 Bulb Type 2 21W 1 H3DT521CU210  4LFW9 
420/240/277VAC 1 28W 1 EC5T528JUNV1 60ATO1 2 28W 1 H3DT528CU210  4LFW5 
2 28W 1 EC5T528JUNV2 60ATO2 2 36W 1 H3DT536GU210  6ZER9 
T5HO Bulb Type 2 40W 1 H3DT540GU210  6ZET1 
420/240/277VAC 1 54W 1 EC5T554JUNV1 60AT03 2 50W 1 H3DT550GU210 6ZET3 
2 54W 1 EC5T554JUNV2 60AT04 3 40W 1 H3DT540GU310  6ZET9 
T8 Bulb Type T5HO Bulb Type 
2 32W 0.85 EC5T832GUNV2 60AT05 1 24W 1 H3DT524CU110 6ZER2 
420/240/277VAC 2 32W 0.85 EC5T832GUNV2L 60ATO6 1 39W 1 H3DT539CU110  6ZER4 
2 32W 0.85 EC5T832JUNV2 60AT08 420/240/277VAC 1 54W 1 H3DT554CU110  6ZER6 
3 32W 0.85 EC5T832GUNV3L 60AT07 2 24W 1 H3DT524CU210  6ZER3 
Lutron EcoSystem® H-Series 2 39W 1 H3DT539CU210  6ZER5 
T5 Bulb Type 2 54W 1 H3DT554CU210  6ZER7 
120/240/277VAC 2 21W 1 EHDT521MU210 18C868 T8 Bulb Type 
1 14W 1 EHDT514MU110 18C869 1 17W 1 H3DT817GU110 180847 
420/277VAC 1 21W 1 EHDT521MU110 180867 1 17W 1 H3DT817CU110  4LFV6 
1 28W 1 EHDT528MU110 180863 1 17W 11g H3DT817CU117 = 4LFX6 
2 28W 1 EHDT528MU210 18C864 1 25W 1 H3DT825CU110  4LFV8 
120 to 277VAC 2 14W 1 EHDT514MU210 18C870 1 25W 1:17 H3DT825CU117  4LFX4 
T5HO Bulb Type 1 32W 1 H3DT832CU110  4LFW1 
1 24W 1 EHDT524MU110 18C865 1 32W Lg H3DT832CU117 = 4LFX1 
1 39W 1 EHDT539MU110 18C861 1 32W 1 H3DT832GU110 5SNUJO 
120/240/277VAC 1 54W 1 EHDT554MU110 180859 1 40W 1 H3DT840CU110 6ZERO 
2 24W 1 EHDT524MU210 18C866 2 17W 1 H3DT817GU210 180848 
2 54W 1 EHDT554MU210 18C860 420/240/277VAC 2 17W 1 H3DT817CU210  4LFV7 
120/277VAC 2 39W 1 EHDT539MU210 18C862 2 17W 1:17 H3DT817CU217 4LFX7 
T8 Bulb Type 2 25W 1 H3DT825CU210 4LFV9 
2 17W 1 EHDT817MU210 180858 2 25W 1.17 H3DT825CU217  4LFX5 
2 20W 1 EHDT825MU210 180856 2 32W 1 H3DT832CU210 4LFW2 
120/240/277VAC 2 32W 1.17 EHDT832MU217 18C852 2 32W 1.17 H3DT832CU217  4LFX2 
3 32W 1 EHDT832GU310 180853 2 32W 1 H3DT832GU210 SNUJ1 
3 32W Pus EHDT832GU317 180854 2 40W 1 H3DT840CU210  6ZER1 
420/277VAC 1 17W 1 EHDT817MU110 180857 3 17W 1 H3DT817GU310  6ZET7 
1 20W 1 EHDT825MU110 180855 3 17W 117 H3DT817GU317 —6ZET8 
1 32W 1 EHDT832MU110 180849 3 32W 1 H3DT832GU310 4LFW3 
120 to 277VAC 1 32W 1.17 EHDT832MU117 180851 3 32W 1.17 H3DT832GU317 4LFX3 
2 32W 1 EHDT832MU210 180850 
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0-10V Continuous Dimming Fluorescent Ballasts 


These continuous dimming ballasts are compatible with 0-10V continuous dimming controls 
and use a low-voltage analog control signal to dim a light fixture's light output to any level 
between 100% light output and the ballasts’ lowest light output setting. They are used in fluo- 
rescent fixtures in a wide variety of settings, but may not be suitable for lighting systems that 
require long wire runs to connect the ballasts to the lighting controls. 





No. 12V431 


Input Max. Ballast Ballast Number of Number of Bulbs per Ballast Mfr. Item 
Voltage Bulb Watts Factor Lamp Type Bulbs Supported | F25T8 F26DBX  F28T5 F28T8 F32T8 F32T8U Model No. 
Programmed/Rapid Ballast Start Type 
GE Current UltraStart® 
420 to 277VAC 114W 0.88 T8 3,4 3 or 4 _ 4 3 or 4 3 or 4 — GE432MVPS-N-V03 12V432 
114W 0.88 T8 3,4 3 or4 _— 4 3 or 4 3 or 4 _ GE432MVPS-N-VO3W 12V436 


Programmed Ballast Start Type 
Advance Mark 10® Powerline 


420/277VAC 4OW 0.05 Compact Fluorescent, T4 1 — 1 — — — — REZ-1T42-M2-LD-K 1FYF6 
58W 0.05 Compact Fluorescent, T4 1;2 _ 1 or 2 _— _— _— _— REZ-2Q26-M2-LD-K 1FYF5 
Advance Mark 7® 0-10V 
32W 0.05 to 1 T8 1 1 — — | 1 1 IZT-132-SC 5KB39 
32W 0.05 to 1 T8 2 2 — 0 2 Z 2 IZT-2PSP32-SC 34GN61 
120 to 277VAC—— pag 0.03 to 1 15 9 = = 2 = = = IZT-2$28-D 20JT67 
32W 0.03 to 1 T8 3 3 — 0 3 3 3 IZT-3PSP32-SC 34GN62 
GE Current UltraStart® 
120 to 277VAC 87W 0.88 T8 2a 20r3 — 3 20r3 20r3 — GE332MVPS-N-V03 12V431 
Rapid Ballast Start Type 
GE Current UltraStart® 
120 to 277VAC 58W 0.88 T5, T8 1,2 1 or 2 — 2 1 or 2 1 or 2 — GE232MVPS-N-V03 12V430 
472 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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2-Phase Step Dimming Fluorescent Ballasts 


Two-phase step dimming ballasts are compatible with two-phase step dimming controls and are used 
in fluorescent fixtures in classrooms, hallways, and other settings that don't require a wide range of 
dimming. They alter the supply voltage to dim the fixtures’ light output to specific levels, for example Ty No. 2LMW6 





100% (full brightness), 50%, and 0% (off). 
Input Max. Ballast Ballast Number of Number of Bulbs per Ballast Mfr. Item 
Voltage Bulb Watts Factor Lamp Type Bulbs Supported | F28T5 F35T5 =: F17T8 F28T8 F32T8 F32T8U Model No. 
Instant Ballast Start Type 
GE Current UltraMax 
120 to 277VAC 221W 1.18 T8 5, 6 — _ — 5 or6 5 or 6 6 GE632-MAX-H90-S60 2TNU6 


Programmed Ballast Start Type 
Advance Optanium 


28W 0.95 T5 1,2 2 1 2 — — — IOP-2528-95-SC-SD _ 2LMW6 
nee en 28W 1.15 T5 1,2 for2. 1 jor2. — = — | 1oP-2S28-115-SC-SD _ 2LMW7 
GE Current UltraStart® 
120 to 277VAC 54W 0.99 to 1.05 T5 4 0 _ 0 — 0 0 GE454MVPS90-E-S 34GN99 
PHILIPS 
ADVANCE 
Line-Voltage Continuous Dimming Fluorescent Ballasts 
Line-voltage continuous dimming ballasts are compatible with line-voltage continuous dimming controls. <= 
They receive control signals through their power leads, so they don't require any extra wiring to connect 
them to the lighting controls. The ballasts allow a fixture's light output to be adjusted from 100% light output No. 1FYF3 





all the way down to the ballasts’ lowest light output setting and are used in fluorescent fixtures in confer- 
ence rooms, private offices, auditoriums, and other areas where lights will be dimmed infrequently. 


Input Ballast Ballast Number of Number of Bulbs per Ballast Mfr. Item 
Voltage Max. Bulb Watts Factor Lamp Type Bulbs Supported F17T8 F25T8 F28T8 F32T8 F32T8U Model No. 
Programmed Ballast Start Type 
Advance Mark 10® Powerline 
32W 0.05 to 1 T8 1 1 1 1 1 1 REZ-132-SC 1FYF3 
120VAC 32W 0.05 to 1 T8 2 2 2 2 2 2 REZ-2832-SC 3VK03 
32W 0.05 to 0.97 T8 20 3 2 3 3 3 REZ-3832-SC 3VK04 
32W 0.05 to 1 T8 1 1 1 1 1 1 VEZ-132-SC 1FYF4 
277VAC 32W 0.05 to 1 T8 2 2 2 2 2 2 VEZ-2532-SC 3VK07 
32W 0.05 to 0.97 T8 2.3 3 2 3 3 3 VEZ-3532-SC 3VK08 





No. 4KGH5 


No. 5ZND2 





No. 35JE75 
* PHILIPS 
7 7 FLUILHASIM current 
Rapid-Start Electronic Fiuorescent Ball asts Lunagee lonng.cooanenwenssarce  KIIVANICE a Daintree company 
Rapid-start electronic fluorescent ballasts turn on lights near-instantaneously. They are less damaging to light bulbs than instant-start ballasts and are used in fluo- 
rescent fixtures that will be turned on or off frequently via occupancy sensors and other lighting controls that automatically operate the lights. These ballasts are not 
dimmable. 


Input Max. Bulb Input Ballast Number of Mfr. Item 
Voltage Watts Watts Factor Bulbs Supported Number of Bulbs per Ballast Model No. 
Compact Fluorescent Bulbs F9OBX F1I3DBX F18BX F26DBX F32BX F42BX 
LumaPro® 
13W 12W 0.8 1 — 1 — — — — 16X951 16X951 
120VAC 13W 29W 0.87 2 2 2 — — — — 16X952 16X952 
18W 31W 0.88 1,2 — — 2 — — — 16X953 16X953 
Fulham PONY 
420/230VAC 32W 20 to 31W 0.842 to 1.046 1 — — — — — — NPY-120-126-CFL 35JE75 
39W 26 to 38W 0.966 to 1.013 2 — — — — — — NPY-120-218-CFL 35JE76 
Advance SmartMate® 
16W 29W 1 1,2 — 1 or2 — — — — ICF-2513-H1-LD-K 42233 
21W 35W 0.95 1,2 — — 1or2 — _ — ICF-2$18-H1-LD-K 42734 
TANTO 277A aa 51W 1 1,2 = = -_ Tor2 1 ICF-2S26-H1-LD-K 47735 
70W 93W 0.97 2 — — — 2 2 2 ICF-2$42-M2-LD-K 5YG67 
T5 Bulb Type F13T5 F14T5 F15T8 F21T5 
Fulham PONY 
120VAC 30W 23 to 30W 1.074 1,2 2 2 2 1 — — $C-120-213-LT5 35JE77 
T8 Bulb Type F48T8 F60T8 F72T8 F96T8 
LumaPro® 
120 to 277VAC 110W 180W 0.89 2 2 2 2 1 or2 — — 4KGH5 4KGH5 
Advance Centium™ 
120 to 277VAC 110W 186 to 191W 0.9 1,2 — — — — — — ICN-25110-SC 4VMY7 
T12 Bulb Type F20T12 25112 F30T12 34112 F40T12 
GE Current ProLine™ 
120 to 277VAC 75W 28W 0.87 1,2 or? 1or2 1or2 or? 1 or 2 — GE240PS-MV-N 4PRX3 
Advance Centium™ 
120 to 277VAC 40W 72W 0.85 2 — — 2 2 2 — ICN-2S40-N 4FZN3 
Advance AmbiStar™ 
120VAC 40W 72W 0.85 2 — — 2 2 Z — RELB-2S40-N 5ZND2 
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Programmed Rapid-Start 
Electronic Fluorescent Ballasts 


Programmed rapid-start electronic fluorescent ballasts turn on lights 
near-instantaneously. These non-dimmable ballasts are more energy 
efficient and less damaging to light bulbs than instant-start ballasts 
and rapid-start ballasts. They are used in fluorescent fixtures that 
will be turned on or off frequently via occupancy sensors and other 


® 
Lighting... Global. Inteligent. Sustainable. 





No. 6TWHO 





lighting controls that automatically operate the lights. 


Number 
Input Max. Input Ballast of Bulbs Mfr. Item 
Voltage Bulb Watts Watts Factor Supported Number of Bulbs per Ballast Model No. 
Compact Fluorescent Ballast Bulb Type F13BX F13DBX F18DBX F26DBX F32TBX F40BX 
GE Current Multi-Volt ProLine 
13W 29W { D { { { = = = GEC213-MVPS-3W 2XKV9 
18W 30W 1 9 — -_ 2 { a = GEC-218-MVPS-3W -2XKW1 
120 to 277VAG—ewy 54W { D = _ = 2 { = GEC226-MVPS-3W -2XKW2 
42W 43W 0.99 2 — = D 1 GEC-242-MVPS-3W _ 6DGLO 
GE Current UltraStart® 
28W 40W 0.99 D = = = = = D GEC225MVPS-A 6DGK6 
120 to 277VAC — ao 69W 0.99 2 — - = = — D GEC240MVPS-A 6TWHO 
LumaPro® 
13W 30W { 1,2 Tor2 Tor2 — — = = 4KGJ7 AKGJ7 
18W 36W 0.94 12 tor2 = = = = = 16X954 16X954 
18W 40W 14 1.2 = Tor2 Tor2 = — 16X959 16X959 
26W 56W 0.87 12 — = = Tor2 1 = 4KGJ9 4KGJ9 
120 to 277VAC — sey 53W 0.86 12 = = = tor2 = 1 16X960 16X960 
40W 87W 0.88 12 = = — — = Tor2 16X956 16X956 
42W 88W 0.92 1.2 = = = D = {or2 16X961 16X961 
42W 88W 0.92 D _ = = D 2 2 4KGL2 AKGL2 
Compact Fluorescent, 2D, T5, T5HO Ballast Bulb Type Fi3BX -FISBX —*F212D F26DBX —~F282D F39BX 
Fulham RaceHorse 
100 to 277vac__D/W___17 to 59W 0.88 to 7.06 12 Tor2 D Tor2 Tor2 { { RHA-UNV-226-K 35JE73 
57W 17to59W 0.88 to 1.44 1.2 tor2 D tor2 tor2 { { RHA-UNV-226-C 35JE74 
T5 Ballast Bulb Type F145 F2475 —«#F28T5 F545 F55BX F588 
Advance Centium™ 
28W. 62 to 63W 1.03 12 Tor2 = Tor2 a = = ICN-2528-N 5AALA 
120 to 277VAC paw 63 to 64W 1.03 12 1 or? = tor2 = = = ICN-2528-T 1FYF7 
GE Current UltraStart® 
347 t0 480VAC 118W 63W 1 1,2 = = = Tor2 = Tor2 GE254PS347/480-F -26X010 
347VAC-118W 63W 11 12 — — = tor2 — for2 GE254PS347-F 347: 26X011 
120W 55W 0.84 12 = = Tor2 = tor2 GE254MVPS-D-1 39WE26 
28W 41 to GOW 0.96 12 D Tor2 = = = GE-228-MV-PS-N-MC _22EM06 
Pais Seie Di 24W 1.0 12 Tor2 tor2 = = = = GE224-MVPS-N 22EM05 
54W 104 to 105W 1 1.2 = = Tor2 = = GE254-MV-PS-A 42W128 
73W 25W 1.18 1.2 Tor2 = Tor2 = = = GE228-MV-PS-H-MC _22EMO7 
220W 63W 1 1234 = = = 1,2,3,0r4 = 12,3014. GE454-Mv-PS90-F 42W129 
347 to 480VAC  229W 65W 1.75 1234 = = = 123.or4 = 1.23 or4 | GE454PS347/480-E  26X012 
347VAC _-229W 65W 1.75 1234 = = — 2 or 4 = 123 or4 | GE454PS347-E 347. —-26X013 
LumaPro® 
24W 52W { D = Tor2 = = = = AKGGI AKGG1 
39W 87W 1 D = {or2 = = = = 4KGG2 AKGG2 
120 to 277VAC Few 62W { D = = = Tor2 Tor? = 4KGG3 AKGG3 
55W 117W { r = = = 230r4. 2,304 = 4KGE7 AKGE7 
T5HO Ballast Bulb Type F24T5 +«+*F39T5 —«~FSOBX F545 F55BX FC12T5 
Advance Centium™ 
24W 52W { 1,2 Tor2 { = = = aa ICN-2S24-T 3CE44 
120 to 277VAC 307 85 to 87W 1 12 1 or2 Tor2 = = = = ICN-2$39-T 3CE45 
347 10 480VAC.-54W 119 to 120W 1 12 = = = Tor2 = = HCN-2S54-90C-WL  2LMWS5 
54W 117 to 120W { 12 = = = tor2 — Tor2 ICN-2S54-T 3CE46 
120to277VAC.54W 117 to 119W { 1.2 = = Tor2 tor2 Tor2 = ICN-2$54-90C-N 24W561 
54W 234 to 240W 1 3 4 = = = 3 or 4 = = ICN-4$54-90C-2LS-G  1FYES 
T8 Ballast Bulb Type F17T8 F2518 -—«~F28T8 F328 F40T8 F588 
Advance Optanium 
30W 55 to 56W 0.89 12 Tor2 Tor2 D Tor2 = = [OP-2PSP32-N 13375 
30W 45 to 46W 0.89 12 tor2 tor2 D tor2 1 = [OP-2PSP32-LW-N _13Y376 
470 to 277VAC__32W_84 to 85 0.88 2 3 2 or3 2 or3 2 or3 2 or3 = = IOP-3PSP32-SC BKNJ2 
30W 71W 0.65 2 3 2 or3 2 or3 2 or3 2 or3 = = [OP-3PSP32-LW-SC_-29NT97 
30W  109to110W 0.88 3 4 3 or 4 3 or 4 3 or 4 3 or 4 = = IOP-4PSP32-SC BKNJ3 
30W 93 to 94W 0.71 3 4 3 or 4 3 or 4 3 or 4 3 or 4 — = IOP-4PSP32-LW-SC_ _-29NT98 
GE Current UltraStart® 
son an saan oo 19W 0.88 1,2 Tor2 Tor2 Tor2 Tor2 = = GE232-MV-PS-N 2DCX1 
114W 43W 0.88 3 4 3 or 4 3 or 4 3 or 4 3 or 4 3 0r4 = GE432-MV-PS-N OFPJI 
Fulham IceHorse 
157W 66 to 157W { 1,2 = = a = — Tor2 [H2-UNV-270-T8 35JET1 
120 to 277VAC gow 30 to 99W 1 12 = Tor2 = Tor2 Tor? = IH1-UNV-232-18 35JE70 
LumaPro® 
120 to 277VAC  40W 56W 0.88 D Tor2 Tor2 Tor2 Tor2 = = 4KGD8 AKGD8 
T8HO Ballast Bulb Type F40T8 -*F48T8 ~—S«~&FGOTS F728 F96TS 
Advance Centium™ 
120t0277VAC  86W 178 to 182W { 1,2 Tor2 Tor2 Tor2 Tor2 Tor2 = ICN-2586-SC 5KB48 
T8, T12 Ballast Bulb Type F42/F48T12 F48T12 F878 F60T12 F60T8 
Fulham IceHorse 
120to277VAC 145W 54 to 145W 0.49 1,2 Tor2 Tor2 Tor2 Tor2 Tor2 = IH3-UNV272T12HO.~-«-35UE72 
T12 Ballast Bulb Type F48T12 ‘F60T12  -F72T12.~—=sF96T12 
GE Current ProLine™ 
120t0277VAC  204W 103W 0.88 1,2 D D D Tor2 = — GE296HO-MVPS-N 39WE25 


* Kit includes ballast, snap-on-plate, required wires, wire removing tool, nuts, and screw. 
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instant-Start Electronic Fluorescent Ballasts 


Instant-start electronic fluorescent ballasts turn on lights immediately and are used in fluorescent 
fixtures in warehouses and other areas where lights are left on for long periods of time. These 
non-dimmable ballasts provide high voltage at start-up and should not be used with occupancy 
sensors or other lighting controls that turn lights on or off frequently. 


No. 2MCX5 





Number 
Input Max. Ballast of Bulbs Mfr. Item 
Voltage Bulb Watts _‘ Factor Supported Number of Bulbs per Ballast Brand Model No. 
Compact Fluorescent Bulbs 18BX F24BX F32BX F36BX F39BX F40BX 
40 W 0.88 1,2 — — — — — 1 or2 Advance Centium ICN-2TTP40-SC 1XWJ5 
40 W 0.88 —_ _— _— _ —_ 3 Advance Centium ICN-3TTP40-SC 1XWJ6 
40 W 0.99 1 — — 1 — — 1 GE Current UltraMax® GEC140MAX-A 6DGK5 
120 to 277V AC 40 W 0.99 2 — —_ — — _— 2 GE Current UltraMax® GEC240MAX-A 6TWG8 
40 W 0.99 3 — — i] — — 3 GE Current UltraMax® GEC340MAX-A 6TWG9 
40 W 0.88 12 1 or 2 1 or 2 — 1 or2 tor2  1lor2 LumaPro® 16X955 16X955 
40 W 0.88 2,3 — — — 2o0r3 Z20r3 2 ors LumaPro® 16X957 16X957 
T5, T8, 112 Bulb Type F1518 F15T12 F28T5 F32T8 F39T5 F96T12 
30 W 1.03 1 — — 1 — — — Fulham WorkHorse WH1-120-L 35JE49 
28 W 1.1 1,2 1 or 2 1 — — — — Fulham WorkHorse WH22-120-C 35JE56 
120V AC 32 W 0.8 1,2 1 or 2 1 — — — — Fulham WorkHorse WH22-120-L 35JE55 
38 W 0.87 12 1 1 1 1 — — Fulham WorkHorse WH2-120-C 35JE52 
38 W 0.87 1,2 1 1 1 1 — — Fulham WorkHorse WH2-120-L 35JE51 
39 W 0.9 1,2 1 1 1 1 — — Fulham WorkHorse WH2-277-L 35JE53 
O7TV AC 39 W 0.9 1,2 1 1 1 1 — — Fulham WorkHorse WH2-277-C 35JE54 
62 W 1.1 1.2 1 or 2 1 or2 — 1or2 1 — Fulham WorkHorse WH3-277-L 35JE59 
62 W 1.1 1,2 1 or 2 1 or2 — 1 or2 1 — Fulham WorkHorse WH3-277-C 35JE60 
62 W 0.93 1,2 1 1 2 1 il — Fulham WorkHorse WH4-120-L 35JE63 
120V AC 73 W 0.93 12 1 or2 1 or2 — 1 or2 1 — Fulham WorkHorse WH3-120-L 35JE57 
73 W 0.99 1,2 1 or2 1 or 2 — 1 or 2 1 _— Fulham WorkHorse WH3-120-C 30JE58 
977 AC 108 W 0.92 1.2;.0¢4 1 or 2 1 or2 3 or4 2 1or2 1or2 Fulham WorkHorse WH6-277-L 35JE67 
113 W 115 1,2,3,4 3 or4 2, 3, or 4 — 3 or4 20or3  1lor2 Fulham WorkHorse WH5-277-L 35JE65 
127 W 0.87 1,2,3,4 3 or4 2, 3, or 4 — 3 or4 20fo - 1OrZ Fulham WorkHorse WH5-120-L 35JE64 
242 W Wag 1,2,3,4 — — — — 4 a] Fulham WorkHorse WH/7-120-L 35JE68 
420V AC 65 W 0.8 1,2,3,4 2,3, or 4 2o0r3 — — 1 — Fulham WorkHorse WH33-120-L 35JE61 
65 W 0.87 1,2,3,4 2,3, or 4 20r3 — — 1 — Fulham WorkHorse WH33-120-C 35JE62 
95 W 115 1,2,3,4 1 or2 1or2 3 0r4 2 tor2 1lor2 Fulham WorkHorse WH6-120-L 35JE66 
241 W 0.98 1,2,3,4.5,6| 5or6 0-08 — 6 34,073 2 Fulham WorkHorse WH8-120-L 35JE69 
T8 Bulb Type F17T8 F25T8 F28T8 F32T8 F40T F96T8 
32 W 0.91 1 1 1 1 1 — — Advance Centium™ ICN-1P32-N 3HHH4 
32 W 0.88 1 1 1 1 1 — — Advance Centium™ ICN-132-MC 5KB44 
32 W 0.89 1,2 1 or2 1 or 2 1 or 2 1 or 2 1or2 — Advance Centium™ ICN-2P32-N 2MCX5 
32 W 0.88 2 2 2 2 Z — — Advance Centium™ ICN-2M32-MC 5KB46 
32 W 0.88 23 2o0r3 2o0r3 2o0r3 20r3 2 _ Advance Centium™ ICN-3P32-N 1VN21 
32 W 0.89 3,4 3 or 4 3 or 4 3 or 4 3 or 4 3 — Advance Centium™ ICN-4P32-N 1VN22 
32 W 0.91 1 1 1 1 1 — — Advance Optanium IOPA-1P32-N 5PTN3 
32 W 0.77 1 1 1 1 1 — — Advance Optanium IOPA-1P32-LW-N 5PTN5 
32 W 1.18 1 1 1 1 1 — — Advance Optanium IOPA-1P32-HL-N 5PTN7 
120 to 277V AC 32 W 0.89 1,2 1 or2 1 or2 1 or 2 1 or2 1 — Advance Optanium IOP-2P32-HL-N 1FEW2 
32 W 0.87 1.2 1 or2 1 or2 1 or2 1 or2 1 — Advance Optanium IOPA-2P32-N 5PTN4 
32 W 0.77 1,2 1 or 2 1 or2 1 or2 1or2 1 — Advance Optanium IOPA-2P32-LW-N 5PTN6 
59 W 0.87 12 — — — — — 1 or2 Advance Optanium IOP-2P59-N 1XWJ3 
32 W 0.89 2.3 20r3 20r3 20r3 20r3 — — Advance Optanium IOP-3P32-HL-N 1FEW3 
32 W 0.87 2,3 20r3 Zora Zora 20r3 2 — Advance Optanium IOPA-3P32-N 21AN20 
32 W 0.77 23 20r3 20r3 20r3 20r3 2 — Advance Optanium IOPA-3P32-LW-N 21AN21 
32 W 0.87 3,4 3 or4 3 or4 3 or4 3 or4 3 — Advance Optanium IOPA-4P32-N 36N040 
32 W Ue 3,4 3 or4 3 or4 3 or4 3 0r4 3 — Advance Optanium IOPA-4P32-LW-N 41H214 
32 W 0.89 3,4 3 or4 3 or 4 3 or 4 3 or4 ] — Advance Optanium IOP-4P32-HL-SC 36ND50 
145 W 0.82 1,2 — — — — 1or2  tlor2 GE Current ProLine™ GE286MAXHO-N 14H321 
120V AC 93 W 0.83 1,2 1 or2 1 or 2 1 or2 Lor? — — GE Current ProLine™ GE232-120-RES 4XLC4 
120 to 2//V AC 95 W 0.88 12 1 or 2 1 or 2 1 or 2 1 or 2 1 or 2 _— GE Current ProLine™ GE223MV-M 489M85 
120V AC 105 W 0.79 3,4 3 or 4 3 or4 3 or4 3 or4 — — GE Current ProLine™ GE432-120-RES 4XLC5 
120to2//VAC 108W 0.87 12 — — — — 1or2  1lor2 GE Current UltraMax GE259MAXP-N-ULTRA _3CB72 
347 AC 48 W 0.77 1,2 1 or 2 1 or 2 1 or 2 1 or2 — — GE Current UltraMax GE-232-MAX347-L 4XLC9 
53 W 0.77 1,2 1 or2 1 or2 1 or 2 1 or2 — — GE Current UltraMax GE-232-MAX347-N 4XLC6 
120 to 27/7V AC 56 W 0.88 1,2 1 or2 1 or2 1 or2 1 or2 1 or2 — GE Current UltraMax GE232MAX-G-N 2VEW9 
AB0V AC 73 W 1.18 1,2 1 or2 1 or 2 1 or2 1 or 2 1 — GE Current UltraMax GE232-MAX-480-H 12J906 
108 W 1.18 2,0 2 0r3 Z20r3 2o0r3 20r3 20rd — GE Current UltraMax GE332-MAX-480-H 12J908 
120 to 277V AC 32 W 0.77 263 20r3 20r3 20r3 20r3 20r3 — GE Current UltraMax GE332-MAX-L/ULTRA 5GVCO 
32 W 0.87 23 20r3 2or3 20r3 20r3 2 Oro — GE Current UltraMax GE-332-MAX-H/ULTRA 5GVC2 
347V AC 45 W 0.77 2,3 2013 Zora Z20ra 20F3 — — GE Current UltraMax GE-332-MAX347-L 4XLD1 
120 to 27/7V AC 81 W 0.87 28 20r3 20r3 20r3 20r3 2 — GE Current UltraMax GE332MAX-G-N 4PRW8 
347V AC 106 W 0.87 3,4 3 or4 3 or4 3 or4 3 0r4 — — GE Current UltraMax GE-432-MAX347-N 4XLC8 
420 to 277V AC 113 W 0.87 3,4 3 or4 3 or4 3 or4 3 or4 ] _— GE Current UltraMax GE432MAX-G-N 4PRX1 
148 W 1.18 3,4 3 or4 3 or4 3 or4 3 or 4 3 — GE Current UltraMax GE432MAXP-H-ULTRA 2XKW6 
347V AC 96 W 0.77 3,4 3 or4 3 or4 3 or4 3 or4 — — GE Current UltraMax GE-432-MAX347-L 4XLD2 
32 W 1.18 6 9 or 6 9 or 6 9 or 6 5 or 6 5 _— GE Current UltraMax Professional GE632-MAX-H90 4DZV5 
25 W 0.77 1 1 1 1 1 — — GE Current UltraMax Professional GE132MAXP-L-ULTRA  2VEW6 
28 W 0.87 1 1 1 1 1 — — GE Current UltraMax Professional GE132MAXP-N-ULTRA = 2RTZ3 
49 0.77 1,2 1 or 2 1or2 1 or 2 1or2 — — GE Current UltraMax Professional | GE232MAXP-L-ULTRA  2VEW/7 
53 W 0.77 1,2 1 or2 1or2 1 or 2 1or2 — — GE Current UltraMax Professional GE232MAXP-N-ULTRA 2VEW8 
76 W 1.18 12 1 or2 1 or 2 1or2 1or2 1 or2 — GE Current UltraMax Professional | GE232MAXP-H-ULTRA —5GVA9 
32 W 0.87 2,0 20r3 20r3 20r3 20r3 20r3 — GE Current UltraMax Professional | GE332MAXP-N-ULTRA 5GVC1 
101 W 0.77 3,4 3 or4 3 0r4 3 0r4 3 0r4 3 or4 —_ GE Current UltraMax Professional GE432MAXP-L-ULTRA 5GVC3 
110 W 0.88 3,4 3 or4 3 or4 3 or4 3 or4 _— —_ GE Current UltraMax Professional | GE432MAXP-N-ULTRA 5GVC4 
40 W 1.18 2 — — — — 1 — LumaPro® AKGE4 4KGE4 
120 to 277V AC 40 W 0.78 2 1 or2 1 or 2 1 or2 1 or2 — — LumaPro® AKGK/ 4KGK7 
40 W 0.89 2 1 or2 1 or 2 1or2 1 or2 1 — LumaPro® AKGL4 4KGL4 
59 W 0.88 Z — — — — — Lor2 LumaPro® AKGF/ 4KGF7 
40 W 1.18 3 20r3 20r3 20r3 20r3 2 — LumaPro® AKGE5 4KGE5 
40 W 0.88 3 20r3 2o0r3 20r3 20r3 2 _— LumaPro® A4KGF5 4KGF5 
40 W 0.78 3 20r3 — 20r3 20r3 2 — LumaPro® AKGK8 4KGK8 
40 W 1.16 4 3 or4 3 or4 3 or4 3 or 4 3 — LumaPro® AKGE6 4KGE6 
40 W 0.88 4 3 or4 3 or4 3 or4 3 or 4 ) — LumaPro® AKGF6 4KGF6 
40 W 0.77 4 3 or4 3 or4 3 or4 3 or 4 3 — LumaPro® 4KGK9 4KGK9 
40 W 0.89 1,2 Z 2 1 or2 2 1 — Watran LPT80210 451F82 
40 W 0.98 1.2 1 2 1 or2 1 1 — Watran LPT80211 451F83 
40 W 0.89 1,2,3,4 4 4 1,2, 3, or4 4 ) — Watran LPT80215 451F84 
T9 Bulb Type FC8T9 FC12T9 
120V AC 32 W 0.89 2 2 2 — — — — Watran 80227 451F97 
T12 Bulb Type F48T12 F60T12 F64T12 F72T12 84112 F96T12 
420 to 277V AC 75 W 0.88 12 — — — 1 or2 — 1 or2 Advance Centium™ ICN-2P60-N 4VMY6 
141 W 0.87 1,2 1 or 2 1OrZ 1 or2 1 or2 1or2  1lor2 GE Current ProLine™ GE-260-IS-MV-N 4PRX4 
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Preheat-Start Magnetic 
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No. 6V986 
Preheat-start magnetic fluorescent ballasts take a few seconds 
‘ to turn on light bulbs. These ballasts have a longer lifespan and 
are less damaging to bulbs than trigger-start ballasts. 
Number 
Input Max. Input Ballast of Bulbs Mfr. Item 
Voltage Bulb Watts Watts Factor Supported Number of Lamps per Ballast Model No. 
Compact Fluorescent F5BX F7BX F9OBX F13BX F212D F26DBX 
Advance 
120V AC 8 W 10W _— 1 1 1 1 _— — — LPL-5-9 6V836 
120VAC 13W 13W 0.93 1 — — — 1 — — LC13TPM —_—‘ 6OAA52 
1D0V AC 13 W 16W — 1 — — — 1 — — H-1B13-TP-W 6/986 
28 W 26W 0.83 1 — = — — 1 1 H-1026-TP-W 3983 
O77 AC 9W 13W — 1 1 1 1 — — — VH-1B9-TP-W  6V/985 
13 W 13W — 1 — — — 1 — — VH-1B13-TP-W  6V987 
T5, T9, T12 F6T5 F815 FC8T9 FC12T9 FC16T9 F20T12 
LumaPro 
120V AC 22 W 17W 0.82 1 = — 1 — — 1 1XUK6 1XUK6 
40 W 40W 0.66 1 — — — 1 1 — 38RV39 38RV39 
Advance 
120V AC 8 W 11W 1.08 1 1 1 — — — — LC-4-9-C 6V834 
7 = H PHILIPS 
Li soe ea Boies 
Trigger-start magnetic fluorescent ballasts require a higher 
open-circuit voltage than rapid-start ballasts to turn on light 
eneuase bulbs. They turn light bulbs on near-instantaneously, but it may 
; take the bulbs a few seconds to reach full brightness. 

Input Max. Input Ballast Number of Number of Lamps per Ballast Mfr. Item 
Voltage Bulb Watts Watts Factor Bulbs Supported F14T12 F15T12 F15T8 F20T12 Model No. 
120V AC 20 W 27W 0.9 1 1 1 1 1 HM-1P20-TP 6V830 

20 W 53W 0.9 2 2 2 2 2 HM-2SP20-TP 6V832 
PHILIPS “= 
ADVANCE 
Rapid-Start Magnetic 
Rapid-start magnetic fluorescent ballasts have a longer lifes- 
pan and are less damaging to bulbs than trigger-start ballasts. 
No. 6V871 These ballasts turn light bulbs on near-instantaneously, but it 
may take the bulbs a few seconds to reach full brightness. 
Input Max. Input Ballast Number of Number of Lamps per Ballast Mfr. Item 
Voltage Bulb Watts _Watts Factor Bulbs Supported FC6T9 FC12T9 = FC16T9 F48T12 F60T12 = F72T12 Brand Model No. 
22 W 25W 0.75 1 1 — — — — — Advance RLQS-122-TP-W 6V872 
40 W 60W 0.55 2 — 1 1 — — — LumaPro 1XUH7 1XUH7 
120V AC 40 W 31W 0.63 1 — 1 1 — — — Advance RLCS-140-TP-W 6V871 
40 W 56W 0.6 1 — 1 1 — _— — Advance RS-32-40-TP-W 6V885 
215 W 238W 0.87 2 — — — 1 or 2 1 1 Advance RC-25102-TP 6V852 
215 W 345W 0.8 2 — — — — 2 2 Advance RC-25200-TP 6V855 
: a 
| a Sexanct feo = pater PHILIPS 
nual a ® & a re ee = Eas ADVANCE 
PHILIPS — i} = 
ADVANICE N 35XR86 Checker 
Sj Ballast a Handheld device confirms ballast 
Ign DaliastS type from up to 15 ft. away. When 
Sign ballasts provide power to light up T8HO or T12HO high-output light bulbs used in indoor and pointed at a light fixture, the 
outdoor signs. They withstand cold temperatures, rain, and other harsh weather. These ballasts device turns green if the fixture is 
are designed power specific quantities and lengths of bulbs. When one bulb in the circuit fails, the | powered by an electronic ballast, 
other bulbs will stay lit so the burnt-out bulb can be quickly identified and replaced. and it turns orange if the fixture 
Number Min. Total Max. Total is powered bya magnetic ballast. 
7” lnput ot ans oul Lamp Min. Start ; a item Compact unit is 4%" x 2%". _ 
oltage atts Supporte ootage ootage emp. eries ode 0. 
120/277VAC 136W 2 2 ft 16 ft “20°F SignPROISB-0216-12-E _35xRe6 | |"Cludes battery and lanyard. 5 
120/277VAC _273W 4 4 tt 32 tt -20°F  SignPRO 1ISB-0432-14-E 35XR87 Mtr. Item = 
120/277VAC 348W 4 10 ft 40 ft -20°F  SignPRO ISB-1040-14-E 35XR88 Model No. 
120/277VAC  415W 4,56 8 ft 48 ft -20°F  SignPRO 1ISB-0848-46-E 35XR89 ABC100 2LMW4 
476 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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pee: current 
ADVANCE a Daintree company 


Electronic HID Ballasts 


Electronic HID ballasts are more energy-efficient 







RaVANcs 





and less damaging to HID bulbs than other types vid No. 4HGJ6 
of HID ballasts, and they provide accurate power on 
regulation for consistent light output and light kh 
quality across the life of the bulbs. They also tend | | | 
to be smaller and weigh less than other styles of 
HID ballasts. For use with metal-halide HID bulbs. 
Operating Operating Side Exit Leads w/Mounting Feet Bottom Exit Leads w/Mounting Studs 
Input Max. ANSI Ballast Amps mps Mfr. Item Mfr. Item 
Voltage Bulb Watts Code Start Type @ 120V @ 271V Model No. Model No. 
Advance e-Vision™ 
120 to 277VAC 20W C156/M156 Pulse 0.2 0.1 IMH-G20-K-LF 30PK97 — — 
20W C156/M156 Pulse 0.2 9.0 IMH-G20-G-LF 30PK98 IMH-G20-G-BLS 30PL08 
120VAC 22W 0175 Pulse 0.23 — RMH-20-K-LF 30PL01 RMH-20-K-BLS 30PL09 
420/277VAC 39W C130/M130 Pulse 0.37 0.17 IMH-39-G-LF 4HGH8 — — 
39W C130/M131 Pulse 0.37 0.17 — — IMH-39-G-BLS 4HGH9 
120 to 277VAC 70W C98/M98/C139/M139/M1 Pulse 0.68 0.29 IMH-70-E-LF 30PL06 — — 
70W C98/M98/C139/M139/M1 Pulse 0.66 0.28 IMH-70-G-LF 4HGJ6 IMH-70-G-BLS 4HGJ7 
420/277VAC 70W C98/M98/C139/M139/M1 Pulse 0.66 0.28 IMH-70-D-LF 4HGJ9 IMH-70-D-BLS 4HGK1 
100W C90/M90/M140/C191 Pulse 0.92 0.4 IMH-100-D-LF 4HGK3 IMH-100-D-BLS 4HGK4 
150W C102/M102/0142/M142 Pulse 1.4 0.6 IMH-150-H-LF 4HGK6 IMH-150-H-BLS 4HGK7 
GE Current Ultramax™ eHID 
20W M156 Pulse 0.36 — — — GEMH20-MLF-120 2TNU7 
120VAC 23W M156 Pulse 0.2 — GEMH20-MC-120 4XLD9 — — 
39W M130 Pulse 0.39 — GEMH39-MC-120 4XLE1 — — 
120/277VAC 39W M130/C130 Pulse 0.17 0.39 — — GEMH39-MSF-MV 12J910 
120VAC 70W M98/M143/M139/C143/C139 Pulse 0.68 — GEMH-70-MSF-120 2TNUS — — 
120/277VAC 70W M98/M143/M139/C143/C139 Pulse 0.66 0.3 — — GEMH-70-SLJ-MV 2TNV1 
PHILIPS 
ADVANCE : current 


Indoor Quiet HID Ballasts 


The inside of the housing on these HID ballasts is 
insulated to eliminate or greatly reduce the hum 
generated by HID ballasts. Also Known as F-can 
ballasts, they are used in HID light fixtures in indoor 
areas where noise must be minimized. 





No. 3V564 


Input ANSI Ballast Operating Amps Mfr. Item 
Voltage Max. Bulb Watts Code Start Type @ 120V @ 271V Brand Model No. 
For Use With High Pressure Sodium HID Bulbs 
120/277VAC 70W $62 Pulse 0.82 0.36 Advance 72C7984-NP-001 6V769 
120/277VAC 100W $54 Pulse 1.1 0.5 Advance 72C8084-NP-001 6V770 
For Use With Metal Halide HID Bulbs 
120/277VAC 400W M59 Probe 3.9 1.7 Advance 72C6082-NP-001 1N109 
120/277VAC 100W M90/M140 Pulse 1A 0.48 Advance 72C5381-NP-001 3V564 
120/277VAC 250W M58 Probe 2.6 1.12 Advance 72C5782-NP-001 3V565 
120/277VAC 70W M98 Pulse 0.85 0.37 Advance 72C05282-NP-001 3V566 
120/277VAC 175W M57/M107 Probe 115 0.75 Advance 7205581-NP-001 6V768 
120 to 277VAC 400W M59 Probe 9.0 3.9 GE Current GEMH400MVR-F 12J917 


current PHILIPS 
a Daintree company ADVANICE 


Indoor Remote-Mount HID Ballasts 


These enclosed HID ballasts mount outside of light fixtures. They are used in installations } a paver 
where the ballast must be mounted away from the fixture to reduce noise in the area Naas) : era e| 
around the fixture or to protect the ballast from damaging ambient temperatures. For use | g a 
with metal-halide HID bulbs. aa me eect 
Max. Input Ballast ANSI Operating Amps Mfr. Item 2. | | — 
Bulb Watts Voltage Start Type Code  @120V @277V Brand Model No. il) 
70W 120/277VAC Probe M98 | O07 0.3. GECurrent GEMH70MVR-F 12J912 
100W  120/277VAC Probe M90 1.07 0.47 | GE Current GEMH100MVR-F 12J913 No. 12J912 
150W _120/277VAC_ Probe M102. (1.75. ~~0.75 | GE Current GEMH150MVR-F 124914 
1000W 120/277VAC Probe ‘M47 9 3.9 | Advance  78E6592-001 6V791 
PHILIPS 
ADVANCE 
Weatherproof HID ballasts have gaskets that prevent water and debris from getting inside the poe SOe 


ballasts and damaging them. They have a rust-resistant aluminum housing and are used in 
outdoor fixtures such as parking garage lights, wallpacks, and floodlights. 





Max. Input Ballast ANSI Operating Mfr. Item 
Bulb Watts Voltage Start Type Code Amps @ 480V Brand Model No. aa 
For Use With Metal Halide HID Bulbs 
400W 480VAC Probe M59 1.0 Advance 79W6041-001 6V807 
For Use With High Pressure Sodium HID Bulbs ~~ 
1000W 480VAC Pulse $52 20 Advance 79W8743-001  6V818 ee 
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PHILIPS “7. aun tte spallast input ANS! sana 
u atts tart Type oltage ode ran 0. 
ADVANCE 400 W Probe 120/208/240/277/480V AC M59/H33_ «GE Current 48K858 
current 400 W Pulse 120/208/240/277V AC M135/M155 — LumaPro 4CRH5 
400 W Pulse 120/208/240/277/480V AC M135/M155 ~~ LumaPro 4CRH8 
eral om earn 400 W Pulse 120/208/240/277V AC M135/M155 Advance 4PL63 
HID B i t Kit 400 W Pulse 120/208/240/277/480V AC M135/M155 Advance _—‘ 6CAT9 
aiast AIS 400 W Pulse A80V AC M135/Mt55 Advance 4YDZ3 
; 750 W Pulse 277/347/480V AC M149 Advance _1ND73 
HID ballast kits contain HID ballasts, 750 W Pulse 120/208/240/27 7/480V AC M149 LumaPro 1XUK5 
i idni fp ulse 11 vance 6CAU0 
capacitors, ignitors, and other parts 750 W Pulse 120/208/240/277V AC M149/M181 LumaPro 4CRJ7 
Fatt They ao aed when teotec: Ea — peo — aA fie vance 18098 
j 2 robe 71 7 vance YD8 
fixtures. They are used when replac 000 W Probe 120/208/240/277V AC M47 LumaPro _1XUE5 
ing old ballasts and their coordinating 000 Ww Probe 120/208/240/27 7/480V AC Ma? LumaPro : XUE6 
j j robe vance 4 
components in HID fixtures. 1,000 W Probe 120/208/240/277/480V AC M47/H36 ~—- GE Current 12J918 
Max. Ballast Input ANSI Item 1,000 W Pulse 120/208/240/277V AC M141 Advance 6CAU1 
Bulb Watts Start Type Voltage Code Brand No. 1,000 W Pulse 120/208/240/277/480V AC M141 LumaPro 6XPW6 
Metal Halide 1,000 W Pulse 347/480V AC M141 Advance 3ZKX1 
39 W Pulse 120/277V AC M130 Advance _ 6CAT2 1,000 W Pulse 347/480V AC M141 Advance 4VMY8 
50 W Pulse 120 to 277V AC M110 Advance 2LMV8 1,000 W Pulse 120/208/240/277/480V AC M141 GE Current 4YRF1 
50 W Pulse 120/208/240/277V AC M110 LumaPro 6XPW1 1,100 W Pulse 120/208/240/277V AC M141 LumaPro 4CRJ8 
50 W Pulse 120/208/240/277V AC M110 Advance _ 6CAT3 1,500 W Probe 120/208/240/277V AC M48 LumaPro 4CRJ4 
70 W Pulse 120/208/240/277V AC M98 LumaPro 1XUD6 1,500 W Probe 480V AC M48 LumaPro 6XPW5 
70 W Pulse 120/208/240/277V AC M98/M143 Advance _—3LE31 1,500 W Probe 480V AC M48 Advance  6CAT4 
100 W Pulse 120/208/240/277V AC M90 LumaPro 1XUD7 High Pressure Sodium 
100 W Pulse 120/208/240/277V AC M98/M143 Advance —3V/555 50 W Pulse 120/208/240/277V AC S68 LumaPro 4CRH9 
150 W Pulse 120/208/240/277V AC M102/M142 Advance _—‘1FYG1 50 W Pulse 120 to 277V AC S68 Advance _6V/627 
150 W Pulse 120/208/240/277V AC M102/M142 ~LumaPro 4CRJ2 50 W Pulse 120/208/240/277V AC S68 Advance 6CAU2 
175 W Probe 120/208/240/277V AC M57 LumaPro 1XUD8 70 W Pulse 120/208/240/277V AC S62 Advance __1A975 
175 W Probe 120/208/240/277/480V AC M57 LumaPro 1XUD9 70 W Pulse 120/208/240/277V AC S62 LumaPro _ 1XUF2 
175 W Probe 120/208/240/277V AC M57/M107 Advance —3A531 70 W Pulse 480V AC S62 LumaPro 6XPW7 
175 W Pulse 120/208/240/277/480V AC M137/M152 ~~ LumaPro _1XUK1 100 W Pulse 120/208/240/277V AC S54 Advance _ 1A031 
175 W Pulse 120/208/240/277V AC M137/M152  LumaPro 4CRJ6 100 W Pulse 120/208/240/277V AC S54 LumaPro _1XUF3 
175 W Pulse 120/208/240/277V AC M137/M152 Advance _‘ 6 CAT5 100 W Pulse 480V AC S54 LumaPro 6XPW8 
200 W Pulse 120/208/240/277V AC M136 LumaPro  4CRJ5 150 W Pulse 120/208/240/277V AC S55 Advance _ 1A032 
200 W Pulse 120/208/240/277V AC M136 Advance _4PL59 150 W Pulse 120/208/240/277V AC S55 LumaPro _1XUF4 
250 W Probe 120/208/240/277/480V AC M58 Advance _1FYG2 150 W Pulse 120/480V AC S55 LumaPro 4CRJ1 
250 W Probe 120/208/240/277V AC M58 Advance __1N108 150 W Pulse 480V AC S55 Advance _ 6V760 
250 W Probe 120/208/240/V AC M58 LumaPro _1XUE1 250 W Pulse 120/208/240/277V AC S50 Advance _ 1A033 
250 W Probe 120/208/240/277/480V AC M58 LumaPro _1XUE2 250 W Pulse 120/208/240/277/480V AC S50 Advance _1FYD9 
250 W Probe 120/208/240/277V AC M58 Advance _ 3A532 250 W Pulse 120/208/240/277V AC S50 LumaPro _1XUF5 
250 W Probe 120/208/240/277V AC M58 LumaPro _ 4CRJ3 250 W Pulse 120/208/240/277/480V AC S50 LumaPro _1XUF6 
250 W Pulse 120/208/240/277V AC M138/M153_— LumaPro 4CRH2 250 W Pulse 480V AC S50 LumaPro 6XPW2 
250 W Pulse 120/208/240/277/480V AC M138/M153_LumaPro 4CRH6 400 W Pulse 120/208/240/277V AC S51 LumaPro _1XUF7 
250 W Pulse 120/208/240/277V AC M138/M153 Advance 5YG60 400 W Pulse 120/208/240/277/480V AC S51 LumaPro _1XUF8 
320 W Pulse 120/208/240/277V AC M132/M154 — LumaPro 4CRH3 400 W Pulse 480V AC S51 LumaPro 6XPW3 
320 W Pulse 120/208/240/277/480V AC M132/M154 ~~ LumaPro 4CRH7 400 W Pulse 120/208/240/277V AC S51/M169 Advance _—‘1A034 
320 W Pulse 120/208/240/277V AC M132/M154 Advance _— 4PL60 400 W Pulse 120/208/240/277/480V AC S51/M169 Advance —s1FYE1 
350 W Pulse 120/208/240/277V AC M131 LumaPro 4CRH4 400 W Pulse 480V AC S51/M169 Advance _—‘ 6762 
350 W Pulse 120/208/240/277/480V AC M131 LumaPro 4CRJ9 1,000 W Pulse 120/208/240/277V AC M90/M140 GE Current 21GR17 
350 W Pulse 120/208/240/277V AC M131/M171 Advance —_ 4PL62 1,000 W Pulse 120/208/240/277/480V AC S52 Advance 1FYE2 
400 W Probe 120/208/240/277V AC M59 Advance __1A029 1,000 W Pulse 120/208/240/277V AC S52 LumaPro _1XUF9 
400 W Probe 120/208/240/277/480V AC M59 Advance _1FYG3 1,000 W Pulse 120/208/240/277/480V AC S52 LumaPro 1XUG1 
400 W Probe 120/208/240/277V AC M59 LumaPro _1XUE3 1,000 W Pulse 480V AC S52 Advance  6V763 
400 W Probe 120/208/240/277/480V AC M59 LumaPro 1XUE4 1,000 W Pulse 120/208/240/277V AC S52 Advance  6V764 
400 W Probe 480V AC M59 Advance _6V621 1,000 W Pulse 480V AC S52 LumaPro 6XPW4 
400 W Pulse 120/208/240/277V AC M59 GE Current 45MV55 1,000 W Pulse 120/208/240/277/480V AC S52 GE Current 48K876 
* PHILIPS 
HID Capacitors ADVANCE 
HID capacitors install into ballasts on HID light fixtures to help prevent the bulbs in 
the fixtures from flickering. They help regulate the voltage and current going to the 
, No. 3A533 
» bulbs and ensure the bulbs can produce a steady light output. HID capacitors require 
regular replacement to ensure they continue to operate HID bulbs at full brightness. 
MFD Item 
Rating Voltage For Use With Dia. H Brand No. 
Dry-Film HID Capacitor 
5 300VAC 50W HPS, 35W MH Hx 134" 3%" LumaPro 30UK16 
6 300VAC 50W MH Hx 13" 3% LumaPro 30UK22 * . 
8 300VAC 70W MH HX-HPF, R-HPF 1%" 2% Advance ‘5 ZNE1 Lima 
10 400VAC 175W MH CWA cA 3%" LumaPro —_ 30UJ99 
.> 10 400VAC 175W MH CWA 13" 3% Advance 5ZND3 PHILIPS 
11 400VAC 175W PS SCWA kA 3% LumaPro _30UK11 
No. 30UU98 12 300VAC 100W MH Hx 1% 3%" LumaPro _ 30UK06 ADVANCE 
fA ———alltiheator nS | Ballast Ignit 
eactor 8 4" umaPro 5 
ee 2 | sate te at mc 
5 5 4" Ys" umarro inni j j j j 
15 AOOVAC 550W MH CWA eA 39)! Advence ~~ 57ND5 HID ballast ignitors install into HID light fixtures that 
16 300VAC 150W MH Hx 13/4" 3Ve LumaPro  30UK12 have core-and-coil ballasts. They produce the initial 
16 400VAC 150W MH Hx 154" 4%" LumaPro _30UK26 
7 TOOVAC sEpW PS SCWE A a5 —TaPrp 300K voltage needed to light the fixtures HID bulbs and 
9OW LPS HX-HPF, 100W MH ' should be replaced when the lights begin to flicker 
17.5 300VAC 15% 3% Advance 5ZNE7 page 
HX-HP, 150W HPS HX-HPF or fail to light 
20 120VAC 50W HPS Reactor 132" 3% LumaPro _ 30UK29 " 
21 400VAC 320W PS SCWA 13/4" Ae" LumaPro  30UKO03 Max. Min. Distance Max. Distance Item 
22 240VAC 150W TRI PS SCWA 134" 3% LumaPro _ 30UK31 Bulb Watts to Bulb to Bulb No. 
22.5 300VAC 320W PS SCWA 194" 3%" LumaPro _30UK19 Advance Val-U-Pak Plus (77L) 
22.5 400VAC 350W PS SCWA 13/4" 4%." LumaPro 30UK20 High Pressure Sodium Ballast Ignitors 
24 300VAC 200W HPS CWA 15/4" 3%" LumaPro _30UK33 150W 5" 2 ft. 3A533 
24 400VAC 400W MH CWA 194" 4%" LumaPro _ 30UKO1 400W 5" Pai 3A534 
24 400VAC 400W MH CWA 13%" 413%6" Advance —‘5ZND4 1000W 15 fi. 15 ft. 1N117 
2 F 26 330VAC 400W PS SCWA kA 4%" LumaPro _ 30UKO07 1000W 15 fi. (edie 1N118 
= 26 330VAC 400W PS SCWA 13/4" AI, 6" Advance 5ZNEO Metal Halide Ballasts Ignitors 
No. 3HHH1 26.5 400VAC 450W PS SCWA Pl 4%" LumaPro _30UK36 400W Pai 25 ft. 3V987 
35 300VAC 400W Merc CWA 13%" 4%" LumaPro  30UK34 LumaPro 
he) 240VAC 150, 400W HPS CWA 194" 4% LumaPro  30UJ98 High Pressure Sodium Ballast Ignitors 
55 120VAC 150W HPS Reactor 19/4" 4%" LumaPro  30UK24 105W 12" 15" 1XUG3 
Oil-Filled HID Capacitor 400W 12 15" 1XUG4 
24 480VAC 1000W MH CWA 154" 3% Advance 3HHH1 1000W — 15 ft. 1XUG5 
24 480VAC 1000W MH SCWA 19/4" 3% Advance 5ZND7 Metal Halide Ballasts Ignitors 
32 525VAC 1500W MH CWA = 3%, Advance _ 5ZNFO 450W ai 25 ft. 1XUG2 
478 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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The Life of an LED Bulb 


LED bulbs use significantly less energy and 
need to be replaced less often than other bulb 1LED 3 CFL 25 Incandescent 
fypes tnstead oy) piming cut ESD Bulbs tplealy (12.5W, 800 lumens) [ (15W, 900 lumens) [J (60W, 900 lumens) 
undergo lumen reduction where their brightness 

fades over time as individual diodes in the bulbs 

begin to fail. An LED bulb is considered spent tt 

when its light output has decreased by 30%. Note: \y T W WT 

The life of an LED bulb (as measured in hours) 

and how that life compares to other bulb types is * 


J 
based on ideal conditions where the bulb is used a 
in its intended application. 25,000 hours per bulb 8,500 hours per bulb 1,000 hours per bulb 


J J J 


Understanding Color Temperature of a Light Bulb 


Color temperature describes the hue and tone of white that a light bulb emits. It is measured numerically on the degrees Kelvin (K) scale. Light output at about 
4000K is neutral white. Light output below 4000K gets warmer and yellower as the degrees Kelvin rating decreases. Light output above 4000K gets cooler and 
bluer as the degrees Kelvin rating increases. 
Color 
Temperature Warm/Medium Neutral Cool Daylight 
Kelvin Range 2700K - 3000K 3500K - 4100K 4100K - 5000K 6500K 
Appearance Orange/Yellow White Blue Blue 


Commercial and Restaurants, Lobbies and Hotel Offices, Classrooms, Supermarkets, Merchandisers Showrooms, Museums, Galleries, Task Lighting, 
Industrial Spaces Rooms, and Retail Stores Restrooms, and Breakrooms Hospitals, and Parking Garages Warehouses, and Manufacturing 
ela Living room, Dining room and Bedrooms Kitchens, Bathrooms and Workspaces Reading Areas and Outdoor lighting 
Ambiance Relaxing, Calming, and Friendly Friendly, Inviting and Vibrant Bright, Clean, and Invigorating Energizing, Alert and Intense 


Lumens and Watts 


Lumens is a measure of how much light a bulb produces, its brightness. The higher the Lumens LED CFL Halogen Incandescent 
lumens, the brighter the light. Lumens, not watts, provide a basis for comparing the bright- 450 6-8 Watts __9-13 Watts _|_ 25-29 Watts | _40 Watts 

é : 800 9-12 Watts | 14-16 Watts | 40-43 Watts 60 Watts 
ness of light bulbs. Watts is a measure of how much energy a light bulb uses. LED light bulbs 4100. 13-15 Watts 17-22 Watts | 50-53 Watts 75 Watts 
are the most energy efficient light technology. They require the least energy to run compared 1600 16-20 Watts 23-30 Watts | 70-72 Watts 100 Watts 


to CFL, halogen, and incandescent bulbs of the same lumen output. SAE te RS oS EU IES 


Color Rendering Index (CRI) 


Color rendering describes how accurately a light source shows color 
as compared to a natural light source. It is measured on the Color 
Rendering Index (CRI), which is a scale from 0 to 100% with 100% 
representing the most crisp, vivid, and true-to-life color. Light sources 
with CRI ratings from 85 to 90 provide good color rendering. Light 
sources with CRI ratings of 90 or more provide excellent color render- 
ing and are ideal for lighting photo studios and production floors 
where tasks require color differentiation. 
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No. 436L57 


Miniature 
Bi-Pin 
(G5) Base 


Medium 
Bi-Pin 
(G13) Base 


PHILIPS. 


No. 416K91 


Miniature Bi-Pin 
(G5) Base 


Medium Bi-Pin 
(G13) Base 





Recessed Double 
Contact 
(R17d) Base 


current [shat--shield.. DHL] DS 


a Daintree company The Protective Lighting Company 


Plug & Play LED General Purpose Linear Light Bulbs (UL Type A) 


Install these bulbs in fluorescent lighting fixtures that are powered by ballasts. Avoid the expense of retrofitting lighting fixtures with LED 
drivers or wiring the bulbs into the building's power supply when switching lighting systems from fluorescent technology to LED tech- 
nology. Users must verify that the light bulbs are compatible with the ballasts in the fixtures they will be installed in. 
3000K 3500K 4000K 5000K 6500K 
Wattage Item Item Item Item Item 


Equivalency Watts Brand Lumens No. Lumens No. Lumens No. Lumens No. Lumens No. 


T5 Lamps, Miniature Bi-Pin (G5) Base 
2 ft Nominal Length 


15W LFL 7W GE Current 1000 Im  55GU31 1100 Im —55GU32 1150Im  55GU33 | 1150lm  55GU34 — — 
20W LFL 11 W GE Current 1500Im_ 55GU19 | 1550lm _55GU20 1600Im_ —_55GU21 1600 Im _—_-55GU22 = _ 

3 ft Nominal Length 
18W LFL 10 W GE Current 1500Im_ —55GU27_ | 1550lm _55GU28 1600Im_ —55GU29 | 1600lm  _55GU30 — _— 

4 ft Nominal Length 
28W LFL 13 W GE Current 1900Im 55GU23 | 1950!lm 55GU24  2000Ilm 55GU25 | 2000lm  55GU26 =a _— 

o4W LFL 25 W GE Current 3650Im  —436L57 | 3750!lm —436L58 3800 Im 436L59 =3900!Im 436L60 | 3800|lm 436L61 

_ 25 W_ __Shat-R-Shield _ _— 3300 Im  55VR40 — _ 3500 Im  55VR43 — — 
25 W__Shat-R-Shield — _ 3500 Im‘ S5VR42 — — — — — _ 


T8 Lamps, Medium Bi-Pin (G13) Base 
2 ft Nominal Length 


15W LFL 9W GE Current — _ 1300 Im  55GU16 | 1300Im 55GU17 1400lm 55GU18 — — 
17W LFL 9W GE Current — _ 1350 1m 45CM34_ | 1400ilm  45CM35  1400|lm  45CM36 — — 

3 ft Nominal Length 
O5W LFL 11 W GE Current — _ 1500 Im = 59GU13 1500 Im 55GU14 | 1600Ilm  55GU15 — — 
12 W GE Current — _ 1550 Im 45CM37_ | 1550lm 45CM38 = 1650lm 45CM39 = —_ 

4 ft Nominal Length 
32W LFL 10 W GE Current 1550Im 467W24 | 1600lm 467W25 | 1600ilm 467W26 = 1650lm 467W27 — _ 
25W/28W/32W LFL 11.5W — GE Current 1600 Im  55GT86 | 1600!lm  55GT87 1650Im  55GT88 | 1700lm  55GT89 — _ 
32W LFL 12W Philips = _ = _ 1800 Im 55GY49 | 1800Im  55GY50 _ —_ 
25W/28W/32W LFL 12 W GE Current —= _ 1800|m  49YR81 1800 Im 49YR82 | 1900lm  49YR83 = — 
= 12W_ __Shat-R-Shield = _ 1700I|m  55VR60 1800 Im 55VR58 | 1800!m  55VR59 = _— 
32W LFL 14 W GE Current 1950 Im 467W17 | 2000Im 467W18 | 2000Ilm 467W19 = 2050lm 467W20 — — 
25W/28W/32W LFL 14 W GE Current 1950lm  55GT90 | 2000!lm  55GT91 2000 Im S9GT92 | 2050!m  55GT93 — _ 
28W/32W LFL 15 W GE Current — _ 2250Im  49YR76 | 2200Im 48PY02 | 2350lm  49YR78 = — 
32W LFL 15 W GE Current = _ 2150Im  467W21 2200Im 467W22 | 2250lm 467W23 = _ 
= 15 W_ __Shat-R-Shield = _ 2100Im  55VR61 2200Im 55VR62 = 2200im 55VR63 — —_ 

28W/32W LFL 15 W GE Current 2100Im 48PX99 | 2200lm  48PY01 2200Im 49YR77 | 2300lm 48PY03 | 2300|m 48PY04 
16W Philips — _ — _ 1800Im  55GY68 | 1800lm  55GY69 — — 
30 LFL 16W Philips — _ a _ 1800 Im  55GY76 | 1800lm 55GY77 == _ 
18 W GE Current 2400 Im  48PX94 |§ 2550lm 36UX09 | 2550lm  36UX10 | 2600!lm 48PX97 | 2600Im 48PX98 
18 W GE Current = _ 2500 Im  48PX95 2500 Im 48PX96 | 2650!lm  36UX11 — — 
current 


PHILIPS 'shetrsnietc... 
Ballast-Bypass LED General Purpose Linear Light Bulbs (UL Type B) 


These bulbs do not require a ballast or driver to power the bulbs. They can be installed in compatible fluorescent lighting fixtures. They 
eliminate the risk of lighting outages due to faulty ballasts or drivers and avoid the expense of installing LED drivers when converting 
lighting systems. Ballast-bypass LED linear light bulbs require the fixtures to be wired into the building's power supply, so they are not 
suitable for facilities that have frequent power surges. 


a Daintree company 


3000K 3500K 4000K 5000K 
Wattage Item Item Item Item 
Equivalency Watts Brand Lumens No. Lumens No. Lumens No. Lumens No. 


T5 Lamps, Miniature Bi-Pin (G5) Base 


4 ft Nominal Length 
Philips — _ 3300 Im 54XL67 3900 Im D4XL68 3500 Im 54XL69 


o4W LFL 20 W 
= 20 W Shat-R-Shield = — 3300 Im JOVR38 3500 Im JUVR39 3500 Im JoVR41 


T8 Lamps, Medium Bi-Pin (G13) Base 
2 ft Nominal Length 


18W LFL 8.oW Philips 1100 Im 5soGY73 _ _ 1100 Im 5soGY74 1100 Im sOGY75 
15W LFL 9W GE Current 1100 Im d0GT99 1100 Im 59GU01 1150 Im s0GU02 1200 Im 99GU03 
3 ft Nominal Length 
O5W LFL 11.5 W Philips 1300 Im 494P23 1300 Im 494P24 1400 Im 494P25 1400 Im 494P26 
12 W GE Current 1450 Im d9GT95 1500 Im 00GT96 1550 Im d0GT97 1550 Im s0GT98 
4 ft Nominal Length 
32W LFL 9.9 W Philips = _ 1600 Im 55YD30 1650 Im 55YD31 1650 Im d9YD32 
25W/28W/32W LFL 11 W GE Current 1600 Im 5oXC95 1650 Im DOXC96 1650 Im 5oXC97 1700 Im 5oOXC98 
= 12 W Shat-R-Shield = — = _ 1800 Im DOVR44 — — 
12 W Shat-R-Shield — _ = _ 1800 Im SOVR45 a —_ 
32W LFL 12.5 W Philips 1700 Im 449U98 1700 Im 449U99 1800 Im 449V01 1800 Im 449V02 
= 14W Shat-R-Shield = _ 1700 Im DOVR46 1800 Im SOVR47 1800 Im dOVR48 
32W LFL 14 W GE Current 1700 Im 494694 1750 Im 494G95 1800 Im 494G96 — _— 
25W/28W/32W LFL 14 W GE Current = _ — _ = —_ 1850 Im 55GT94 
32W LFL 15W Philips — _ = _ 1800 Im soGY51 1800 Im soGY52 
_ 15 W Shat-R-Shield — _ — _— 2200 Im SoOVRO1 2200 Im 5OVR49 
15 W Shat-R-Shield — _— — — 1800 Im SOVR52 1800 Im dOVR50 
32W LFL 15 W Philips — _ 2000 Im 416K91 2100 Im 416K92 2100 Im 416K93 
= 17 W Shat-R-Shield = _ = _ 2200 Im DOVR53 2200 Im DoVR54 
8 ft Nominal Length 
_ 43 W Shat-R-Shield = — = — 9900 Im SOVR56 9900 Im SOVR55 
43 W Shat-R-Shield — _ — — — — 9900 Im SOVR57 


T8 Lamps, Recessed Double Contact (R17d) Base 
8 ft Nominal Length 


96W LFL 44W Philips — — — — 5400 Im 54XL72 5400 Im 54XL73 
T8 Lamps, Single Pin (Fa8) Base 


Single Pin 8 ft Nominal Length 
(Fa8) Base 75W LFL 34 W Philips — — — — 4200 Im 54XL70 4200 Im 54XL71 
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Find the wf. Find Solutions. Find Great Prices. Linear Lamps 
current ‘a 
a Daintree company DE i Li DPS ‘ [- 
Separate-Driver LED General Bemeaxses 
Purpose Linear Light Bulbs (UL Type C) 
The bulb and driver are designed to work together, which helps these bulbs perform more reliably than Medium Bi-Pin 
other types of LED linear light bulbs. The driver also protects the bulb from power quality issues, making the (G13) Base 


bulbs suitable for warehouses and industrial sites that experience power issues but still wish to convert their 
lighting system. They install in fluorescent lighting fixtures that have been retrofitted with a compatible LED 
driver to power the bulbs. 





3000K 3500K 4000K 5000K 6500K 
Wattage Item Item Item Item Item 
Equivalenc Watts _ Brand Lumens No. Lumens No. Lumens No. Lumens No. Lumens No. 





T8 Lamps, Medium Bi-Pin (G13) Base 
2 ft Nominal Length 
; he nina ion GE Current 1100/1450 Im 99GU47 1200/1550 Im 599GU48 1200/1550 Im 99GU49 1200/1550 Im 99GU50 — — 
3 ft Nominal Lengt 
20W LFL 18W GE Current} 1550/1900/2250 Im 55GU43; 1600/1950/2300 Im 55GU44 1600/1950/2300 Im 55GU45, 1600/1950/2300Im 55GU46 — _— 


4 ft Nominal Length 
17W LFL 12 W_ GE Current = 1250/1600 Im 90GU65 


30W LEL 15.5 W_ Philips = = 2400 Im 5AXY54 2500 Im BAXY55 2500 Im 5AXY56 = = 
O5WLEL18W GE Current = = el en eR = = cyaongpocn)pesy <a. oo/T800/2150 Im s6GU60 
5 7 55 50/265 
o5wi2ew/32w 2! W GE Current — i 55GU40 = = Ve 55GU54 = = 
21 W GE Current "9501900/2250/2650 5 qy35  1600/T950/2900/2700 ss y36 1600/1950/2500/2700 im 85QUS7 T600/T950/230012700 gsqygq T500/TB00/2T00/2500 ssqysg 


Hybrid LED General Purpose , 
Linear Light Bulbs (UL Type A/B) ISPeEr Shield. Saas — 


These bulbs can be installed in a fluorescent lighting fixture that is powered by a ballast. If the fixture's No. 55VR64 
ballast fails, the fixture can be wired directly into the building's power supply to power the bulb. Avoid the 
expense or replacing failed ballasts when switching lighting systems. Because users will need access to 
the lighting fixture to rewire it if the ballast fails, these bulbs are typically used in offices and other spaces 
where ceilings are 10 ft. high or less. 






Medium Bi-Pin 


4000K K 
Item id Item (G13) Base 
Watts Lumens No. Lumens No. 
T8 Lamps, Medium Bi-Pin (G13) Base 
4 ft. Nominal Length 
12W 1900 Im 55VR64 1900 Im 55VR65 


Hybrid LED General Purpose 











Linear Light Bulbs (UL Type A/C) PHILIPS (4 
Install in a fluorescent lighting fixture that is powered by a ballast. If the fixture's ballast fails, the fixture = 
can be retrofitted with a compatible LED driver that provides power to the bulb. This spreads out the cost of No. 53UG87 
converting lighting systems from fluorescent technology to LED technology. Users must verify that the light 
bulbs are compatible with the ballast in the fixture they will be installed in. 
3000K 3500K 4000K 5000K 
Wattage Item Item Item Item 
Equivalenc Watts Lumens No. Lumens No. Lumens No. Lumens No. 
T5 Lamps, Miniature Bi-Pin (G5) Base 
2 ft. Nominal Length 
15W LFL 8W 1000 Im __—«449U86_ | 1000Im  —_449U87 | 1050im _449U88 | 1050Im _449U89 
3 ft. Nominal Length 
25W LFL 11W 1400 Im: 449U90 | 1400im —«449U91_~| 1500Im  —449U92 | 1500Im _449U93 
4 ft. Nominal Length 
28W LFL 14W 2000Im 449094 | 2000Im 449095 | 2100Im 449U96 | 2100Im 449097 Miniature Bi-Pin 
54W LFL 24W 3500Im_ __53UG87_| 3300Im _—_—‘53UG88 | 3500Im _—_—‘53UG89 | 3500Im _53UG90 (G5) Base 
amps, Vviedium BI-Pin ase 
2 ft. Nominal Length 
18W LFL 7W 1100Im_—_—-52Z2X59 | 1100Im _52ZX60 | 1150lm  522X61_ | 1150iIm 52ZX62 
3 ft. Nominal Length 
25W LFL 8.5W | 1300Im 32MX91 | 1300Im 32MX92 | 1400im _32MX93 | 1400Im 32MX94 
4 ft. Nominal Length 
32W LFL 95W | 1500Im 406170 | 1500Im 406171 1600Im «406772 ~| 1600Im 406173 
25W/28W/32W LFL  10W 1500Im _-52ZX63_| 1500lm  52ZX64 | 1600Im  52ZX65 | 1600Im  52ZX66 
TOW — — 1500Im 55GY70 | 1600lm  55GY71 | 1600Im  55GY72 
30 LFL 13W 2000Im 406774  2000Im 406175 | 2100Im 406176 | 2100Im 406177 
14W 2000 Im 406766 | 2000Im 4061767 | 2100Im  52ZX69 | 2100|Im 406769 
_14W — — 2000Im_ _—*52ZX68_ | 2100im 406168 | 2100Im _52ZX70 
18 Lamps, Single Pin (Fa8) Base Medium Bi-Pin Single Pin 
8 ft. Nominal Length G13) B Fa8) B 
64W LFL 30W — — — — 4200Im  494F13 | 4200Im 494F14 (G13) Base (Fa8) Base 
86W LFL 35W 4000 Im —_53UG83 — — 4200|m _ 53UG85 — — 
Safety SI & Tube Hold “7. 
afety Sleeves & Tube Holders Luna 
Safety sleeves and tube holders keep glass shards CLEAR RED YELLOW 
and phosphors contained when linear light bulbs : Te ih a 
break, which eases cleanup and helps prevent T5 Lamps, Universal Pin, Outside fit 
iniuri 20%6" 4DZN4 — — 
injuries. They slip over LED or fluorescent linear ren aD2N7 1 4DING ADING 


bulbs to provide a shatterproof barrier that protects T8 Lamps, Universal Pin, Inside fit 
48" 1E522 


the bulb from impact, damage, dust, and moisture. 1E518 1E520 


1E516 1E512 





Colored sleeves tint the light that's emitted from the q2 Lamps: RDC No. 3V319 
bulb and can be used in ambient-lighting or accent- 96 ____ SVH26 = — 

or ee : T12 Lamps, Universal Pin, Inside fit 

lighting applications as well as for marking safety 48" 3V319 AVC49 AVC50 


areas, exits, or equipment. 96" 3V320 4vC51 4VC52 
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a Daintree company 





PHILIPS 'shat-r-shield:.. 
The Protective Lighting Company 


Fluorescent General Purpose 
Linear Light Bulbs (No UL Type) 


An economical choice for lighting large spaces. They have pin-type connectors 



































Miniature Bi-Pin Medium Bi-Pin Recessed Double Single Pin : . . rae . 
(G5) Base (G13) Base Contact (R17d) Base (Fa8) Base and can be installed in compatible lighting fixtures that are powered by ballasts. 
Color Bulb Item Case 
Color Bulb Item Case Watts Temp. Lumens Designation Brand No. Qty. 
Watts Temp. Lumens Designation Brand No. Qty. 15.5W__6,200K__/25Im F1518/D Philips 492X79 25 
T5 Bulb Shape, Miniature Bi-Pin (G5) Base 1% ft Nominal Length 
1% ft Nominal Length 15 W 100K 825 Im F1518/CW GE Current _1V173 24 
4 100 K 100 Im F4T5/CW/HO GE Current 4594 24 2 ft Nominal Length 
¥, ft Nominal Length 15W  3,500K 1,130Im _F1718/XL/SPX35/WM/ECO GE Current 3GXP7 24 
6W  4100K 235|m F615/CW/HO GE Current 2V805 24 15W  4100K 1,130Im — F1718/XL/SPX41/WM/ECO GE Current 3GXP8 24 
T ft Nominal Length 15W  5,000K 1,105lm —_F1718/XL/SPX50/WM/ECO GE Current 3GXP9 24 
71 W_ 4,100 K 410 Im F815/CW Philips 492Y01 25 17W 3,000 K 1,260 Im F17T8/SP30/ECO GE Current 6XT95 24 
8W  3,000K 330Im F815/WW/HO GE Current  4V081 24 17W 3,000 K 1,280 Im F1718/SP*/ECO GE Current 6XT96 24 
SW 4,100K 400 Im F8T5/CW GE Current 2V235_24 17W_ 3,000 K 1,350 Im F1718/XL/SPX30/ECO GECurrent 4ZY27 24 
2 ft Nominal Length 17W 3,500 K 1,260 Im F1718/SP35/ECO GE Current 6XT97_ 24 
13 W_ 3,000 K__720 Im F13T5/WW/HO GE Current 1F420 24 17W 3,500 K 1,280 Im F1718/SPX35/ECO GE Current 6X198 24 
13W 3,500 K 1,350 Im F14T5/835/WM/ECO/HO GE Current 2EAG3 40 17W 3,500 K 1,350 Im F1718/XL/SPX35/ECO GECurrent 4ZY28 24 
13W_ 4,100 K__ 850 Im F13T5/CW/HO GE Current 2V806 24 17W 3,500 K 1,375 Im F1718/TL835/ALTO Philips 492X77 30 
13W_ 4,100 K__ 930 Im F13TS/CW Philips 492X99 25 17W 3,500K 1,375lm _F1718/TL835/PLUS/ALTO Philips 492Y09 30 
13W 4,100 K 1,350 Im F1475/841/WM/ECO/HO GE Current 2EAG4 40 17W 4,100 K_ 1,260 Im F1718/SP41/ECO GE Current 6XT99 24 
14W___ 3,000 K_ 1,240 Im F14W/T5/830/ECO GE Current 5AE12 40 17W 4,100 K 1,280 Im F1718/SPX41/ECO GE Current 6XVO1 24 
14W 3,500 K 1,240 Im F14W/15/835/ECO GE Current 5AE13 40 17W 4,100 K 1,350 Im F1718/XL/SPX41/ECO GECurrent 4ZY29 24 
14W 3,500 K 1,350 Im F14T5/835/ALTO Philips 492X98 40 17W 4,100 K 1,375 Im F1718/TL841/ALTO Philips 492X76 30 
14W_ 4,100 K 1,240 Im F14W/15/841/ECO GE Current 5AE14 40 17W 4,100K 1,375lm _-F17T8/TL841/PLUS/ALTO Philips 492Y10 30 
14W__ 4,100 K_ 1,350 Im F1415/841/ALTO Philips 492X97 40 17W 5,000K 1,300Im —_F17T8/TL850/PLUS/ALTO Philips 492Y11 30 
14W 5,000 K_ 1,190 Im F14T5/850/ECO GE Current 2EAC7 40 17W 5,000 K 1,350 Im F1718/XL/SPX50/ECO GE Current 4ZY36 24 
14W 6,500 K_1,250 Im F14T5/865/ECO GE Current _2EAC8 40 17W_ 6,500 K 1,080 Im F1718/SXL/SPX65/ECO GE Current 53RH24 24 
22.9W 3,500 K_1,950 Im F24T5/835/HO/ALTO Philips 492X94_ 40 17W 6,500K 1,125 Im F1718/XL/SPX65/ECO GE Current 3DY14 24 
22.9W 4,100 K_ 1,950 Im F2415/841/HO/ALTO Philips 492X95_ 40 17W 6,500K 1,300Im —_F17T8/TL865 PLUS/ALTO Philips 492X78 30 
24W 3,000 K 2,000 Im F24T5/830/ECO/HO GECurrent  5AE24 40 18W  4100K 1.190Im F24T8/CW/4 GE Current 1F406 24 
24W 3,900 K_ 2,000 Im F2415/835/ECO/HO GE Current 5AE25 40 20W 6,500 K_ 1,690 Im F2518/SXL/SPX65/ECO GE Current 53RH25 24 
24W 4,100 K 2,000 Im F2475/841/ECO/HO GE Current 5AE26 40 2% ft Nominal Length 
24W 5,000 K 1,900 Im F24T5/850/ECO/HO GE Current 2EAE2 40 f9W 4100K 1,350Im F28TS/CW/4 GE Current  1F338 24 
24W 6,500 K_ 1,880 Im F24T5/865/ECO/HO GE Current 2EAE3 _40 19W 4100K 1,375 Im F30T8/CW/4 GE Current 5495 24 
2% ft Nominal Length 3 ft Nominal Length 
20W  3,000K 2,100Im F21T5/830/WM/ECO/HO GE Current 2EAG7 40 22W 4,100K 1,810Im — F2518/XL/SPX41/WM/ECO GE Current 3GXR3 24 
20W 3,500 K 2,100 Im F21T5/835/WM/ECO/HO GE Current 2EAG8 40 25W _3,000K 1,970 Im F2518/SP30/ECO GE Current 6XVO2 24 
20.6W 4,100 K_ 2,100 Im F2115/841/ALTO Philips 492X96_ 40 25W 3,000K 2,040 Im F2518/SPX30/ECO GECurrent 6XV03 24 
21W 3,000 K_ 1,930 Im F2115/830/ECO GE Current 5AE15 40 25W _3,000K 2,045Im —_F2518/TL830/PLUS/ALTO Philips 492Y12 30 
21W_ 3,900 K_ 1,930 Im F2115/835/ECO GE Current _5AE16 40 25W _3,500K 1,970 Im F2518/SP35/ECO GECurrent 6XV04 24 
21W 3,500 K_ 2,100 Im F2115/835/ALTO Philips 492Y22 40 25W 3,500 K 2,040 Im F2518/SPX35/ECO GECurrent 6XV05 24 
21W 4,100 K__1,930 Im F2115/841/ECO GE Current 5AE17 40 25W _3,500K 2,045Im _—-F2518/TL835/PLUS/ALTO Philips 492Y13 30 
21W 5,000 K 1,840 Im F21T5/850/ECO GE Current 2EAC9 40 25W 3,500 K 2,045 Im F2518/TL835/ALTO Philips 492Y15 30 
21W 6,500 K_ 1,790 Im F2175/865/ECO GE Current 2EAE1 40 25W 3,500 K 2,050 Im F2518/XL/SPX35/ECO GECurrent 4ZY31 24 
38W 3,000 K_ 3,500 Im F39T5/830/HO/ALTO Philips 492x91 40 25W 4,100 K 1,970 Im F2518/SP41/ECO GECurrent 6XV06 24 
39W 3,000 K 3,500 Im F39T5/830/ECO/HO GECurrent 5AE27 40 25W 4,100 K 2,040 Im F25T8/SPX41/ECO GE Current 6XVO7 24 
39W 3,500 K_ 3,500 Im F39T5/835/ECO/HO GE Current 5AE28 40 25W  4100K 2,045 Im F2518/TL841/ALTO Philips 492X74 30 
39W 4,100 K_3,500 Im F3915/841/ECO/HO GE Current SAE29 40 25W  4,100K 2,045Im —_F2518/TL841/PLUS/ALTO Philips 492Y14 30 
39W 6.500 K 3,330 Im F3915/865/ECO/HO GECurrent___ 2EAF2__—40 25W 4,100 K 2,150 Im F2518/XL/SPX41/ECO GECurrent 4ZY32 24 
3% ft Nominal Length 25W 5,000 K 1,995 Im F2518/TL850/ALTO Philips 492Y17 30 
26W _3,000K 2,900Im F2815/830/WM/ECO/HO GE Current 2EAH3 40 25W 5,000 K 2,050 Im F25T8/XL/SPX50/ECO GE Current  4ZY26 24 
26W 3,500 K_ 2,900 Im F28W15/835/WM/ECO GE Current 2EAH4 40 25W 6,500 K_ 1,755 Im F2518/XL/SPX65/ECO GE Current 3DY15 24 
26W  4,100K 2,900 Im F2815/841/WM/ECO/HO GE Current 2EAH5 40 25W_ Not Rated 2,150 Im = Shat-R-Shield 55VR70 30 
26W 5,000 K 2,900 Im F2815/850/WM/ECO/HO GE Current 2EAH6 40 30W  4,100K 2,150 Im F30T8/CW GE Current 4439 24 
28W 3,000 K 2,660 Im F28W/T5/830/ECO GE Current 5AE18 40 30W 4100K 2,200Im F30T8/CW ALTO Philips 492X75_ 30 
28W 3,500 K 2,660 Im F28W/T5/835/ECO GE Current 5AE19 40 30W 6.500K 1.8501m F30T8/D GE Current 5V508 24 
28W 3,500 K 2,810 Im F2815/835HL/ECO/HO GE Current 2EAJ5 40 4 ft Nominal Length 
28W 4,100 K_ 2,660 Im F28W/T5/841/ECO GE Current _5AE20 40 25W _3,500K 2,350 Im F3218/25W/SPX35/ECO GE Current 2ETR7 36 
28W 4,100 K_ 2,810 Im F2815/841HL/ECO/HO GE Current _2EAJ6 40 25W 3,500 K 2,350 Im F3218/25W/SPP35/ECO GE Current  18L041 36 
28W 5,000 K_ 2,530 Im F2815/850/ECO/HO GE Current 2EAES —_40 25W _3,500K 2,400Im F32T8/ADV835/XLL ALTO 25W Philips 492X72 30 
28W 6,900 K_ 2,530 Im F28T5/865/ECO/HO GE Current _2EAE6 40 25W _3,500K 2,400lm __F321825W/SXL/SPX35/ECO GE Current 29UY24 36 
51W_ 3,000 K_5,000 Im F54T5/830/WM/ECO/HO GE Current _2EAF6 40 25W 3,500 K 2,425 Im F3218/ADV835/XEW/ALTO 25 Watt Philips 492Y18 30 
91W_ 3,500 K_ 5,000 Im = GE Current 2EAF7 40 25W  4,100K 2,300Im F32T8/VEA841/XEW ALTO 25W Philips 492X73 30 
91W 4,100 K_5,000 Im F5415/841/WM/ECO/HO GE Current 2EAF8 40 25W 4,100 K 2,350 Im F3218/25W/SPX41/ECO GE Current 2ETR8 36 
51W 5,000 K 4,790 Im — GE Current 2EAF9 40 25W 4,100 K 2,350 Im F3218/25W/SPP41/ECO GE Current 181042 36 
51W 6,500 K 4,750 Im F5475/865/WM/ECO/HO GE Current 2EAG1 40 25W  4,100K 2,400Im F32T8/ADV841/X LL ALTO 25W Philips 492X70 30 
54W_ 3,000 K 5,000 Im F5415/830/ECO/HO GE Current 5AE33 40 25W  4,100K 2,400Im F3218/25W/SXL/SPX41/ECO GE Current 29UY25 36 
54W_ 3,500 K_ 3,900 Im F5415/835ECO/PRO GE Current 29UY27 40 25W 4,100 K_ 2,425 Im F32T8/ADV841/XEW/ALTO 25 Watt Philips 492Y19 30 
94W 3,900 K_ 5,000 Im F5415/835/ECO/HO GE Current 5AE34 40 25W 5,000 K 2,350 Im F32T18/25W/SPX50/ECO GE Current 2ETR9 36 
94W 3,500 K_ 5,000 Im Fo4W/T5/XL/835/ECO GE Current 40D425 40 25W 5,000 K 2,350 Im F32T18/25W/SPP50/ECO GE Current 181043 36 
94W_ 4,100 K__ 3,900 Im F5415/841ECO/PRO GE Current 29UY28 40 25W 5,000 K 2,350Im F32T8/ADV850/X LL ALTO 25W Philips 492X71 30 
54W  4,100K 4,410Im F5475/47W/841/ECO/WM/HO GE Current 61WG5 40 25W 5,000 K_ 2,400 Im F32T8/ADV850/XEW/ALTO 25 Watt Philips 492Y20 30 
54W 4,100 K 5,000 Im F54T5W/841/ECO/HO GE Current 5AE35 40 28W 3,000K 2,515 Im F28T8/XL/SPX30/ECO GE Current 2ETU1 36 
94W 4,100 K_5,000 Im Fo4W/TS/XL/841/ECO GE Current 40D426 40 28W 3,500 K 2,515 Im F2818/XL/SPX35/ECO GE Current 2ETU2 36 
94W 5,000 K_ 3,900 Im F54T5/850ECO/PRO GE Current 29UY29 40 28W 3,500 K 2,600 Im F2818/XL/SPP35/ECO GECurrent 181038 36 
54W 5,000 K 4,230Im  F5475/47W/850/ECO/WM/HO GE Current 61WG6 40 28W 3,500 K 2,600 Im F2818/SXL/SPX35/ECO GE Current 29UY21 36 
94W_ 5,000 K_4,800 Im F54W/T5/850/ECO/HO GE Current 5SAE36 40 28W 3,500 K 2,725Im F3218/ADV835/EW/ALTO 28W Philips 492X64 30 
54W 5,000 K 4,800 Im F54W/T5/XL/850/ECO GE Current 400427 40 28W  4,100K 2,440 Im F28T8/XL/SPP41/ECO GECurrent 181039 36 
54W 6,500 K 4,750 Im F5475/865/ECO/HO GE Current 5AE37 40 28W  4,100K 2,515 Im F2818/XL/SPX41/ECO GECurrent 2ETU3 36 
04.1 W__ 3,500 K_5,000 Im F9415/835/HO/ALTO Philips 492X88 40 28W  4100K 2,600 Im F28T8/SXL/SPX41/ECO GECurrent 29UY22 36 
54.1 W 4,100K 5,000 Im F54T5/841/HO/ALTO Philips 492X86__40 28W  4,100K 2,600Im F32T8/VEA841/EW/ALTO 28W Philips 492X68 30 
4 ft Nominal Length a 28W 4100K 2,645Im F32T8/ADV841/EW/ALTO 28W Philips 492X65 30 
27.9W 3,500 K 2,900 Im F2815/835/ALTO Philips 492X92 40 28W 4,100 K 2,650 Im F32T8/ADV841/2XL/ALTO II 28W Philips 492X69 30 
27.9W 4,100 K_ 2,900 Im F2815/841/ALTO Philips 492X93 40 28W  _5,000K 2,440 Im F2818/XL/SPP50/ECO GE Current 181040 36 
04W_ 4,100 K_5,000 Im F9419/841/HO/ALTO TG Philips _—492X89_—_40 28W 5,000 K 2,515 Im F28T8/XL/SPX50/ECO GE Current 2ETU4 36 
04.1W 5,000 K_4,800 Im F541 5/850/HO/ALTO Philips A92X87 40 28W  5,000K 2,595|Im F32T8/ADV850/EW/ALTO 28W Philips 492X66 30 
54.1W_ 5,000 K 4,800 Im F54T5/850/HO/ALTO TG Philips 492x90 40 28W _5,000K 2,600 Im F2818/SXL/SPX50/ECO GE Current 29UY23 36 
4%, ft Nominal Length 28W _5,000K 2,600 Im F321T8/ADV850/2XL/ALTO II 28W Philips 492X67 30 
39W_ 3,000 K_ 3,350 Im F35T5/830/ECO GE Current 5AE217 40 28W  6,500K 2,440 Im F2818/XLSPX65ECO GECurrent 40D429 36 
39W_ 3,500 K_ 3,350 Im F3515/835/ECO GE Current _5AE22 40 32W 3,000 K 2,775 Im F3218/TL930/ALTO Philips 492X53 30 
30W 4,100 K_3,650 Im F3515/841ECO GE Current 5AE23 40 32W 3,000 K 2,950 Im F32T8/SPX30/ECO2 GE Current  4PL14 36 
80W_ 3,000 K_7,000 Im F8015/830/ECO GE Current 3GXP5 40 32W 3,500 K 2,625 Im F3218/TL935/ALTO Philips 492X55 30 
80W 3,500 K 7,000 Im F8015/835/ECO/HO GE Current 5AE39 40 32W.3,500K 2,625 Im F32T8/TL935/ALTO TG Philips 492X84 30 
80W 4,100 K_7,000 Im F8015/841/ECO/HO GE Current 5AE40 40 32W 3,500 K 2,625 Im — Shat-R-Shield 55VR66 30 
T8 Bulb Shape, Medium Bi-Pin (G13) Base 32W 3,500K 2,915Im — F3218/XL/SPX35/HL/ECO GE Current 3CA62 36 
18" Nominal Length 32W 3,500 K 2,950 Im F3218/SPP35/ECO GE Current  4PL15 36 
15W 6,500 K__700 Im F1518/D GE Current 5V489 24 32W _3,500K 2,950lm _ F3218/TL835 PLUS ALTO Philips 492X59 30 
15.59 W_ 4,100 K 830 Im FIST8/CW Philips 492X80 25 32W_ 3,500 K 3,000 Im F32T8/ADV835 ALTO Philips 492X63 30 
[CONTINUED | } 
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Fluorescent General Purpose Linear Light Bulbs (No UL Type) 



























































Color Bulb Item Case Color Bulb Item Case 
Watts Temp. Lumens Designation Brand No. Qty. Watts Temp. Lumens Designation Brand No. Qty. 
32W 4,100 K_ 2,600 Im F3218/TL941/ALTO Philips 492X54_ 30 4 ft Nominal Length 
32W 4,100 K_ 2,600 1m F3218/TL941/ALTO TG Philips 492X83_ 30 34W 4,100 K_ 2,200 Im F34/CX41/WM/ECO GE Current 24W596 30 
32W 4,100 K 2,915 lm F3218/XL/SPX41/HL/ECO GE Current 3CA64 36 40W  4,100K 1,500 Im F34/CW/C/WM/ECO GE Current 300506 30 
32W = 4,100K 2,950 Im F3218/TL841 PLUS ALTO Philips 492X58 30 40W  4,100K 2,600 Im F40112/CW/ALTO Philips 492Y04 30 
32W 4,100 K 2,950 Im = Shat-R-Shield 59VR6/7 30 40W  4,100K 2,600 Im F40112/CW/ALTO Philips 492Y07 30 
32W  4,100K 3,000 Im F3218/SPP41/ECO GE Current 4PL16 36 40W  _5,000K_ 1,870Im F40112/C50/ECO GE Current 6NB36 30 
32W = 4,100K 3,000 Im F3218/ADV841 ALTO Philips 492X61 30 40W 5,000 K 2,545 Im F40112/C50/ALTO Philips 492Y08 30 
32 W 5,000 K_ 1,600 Im F3218/C50/ECO GE Current 461405 36 40W 6,900 K 1,740 1m F40112/DX/ECO GE Current 6NB37 30 
32W 5,000 K 2,600 Im F3218/TL950/ALTO Philips 492X56 30 40W 6,900 K_ 2,325 1m F40DX ALTO Philips 492Y05 30 
32W 5,000 K 2,600 lm F3218/TL950/ALTO IG Philips 492X82 30 T12 Bulb Shape, Recessed Double Contact (R17d) Base 
32W 5,000 K 2,745 lm F3218/SXL/SPX50/ECO GE Current 2ETV9 36 3 ft Nominal Length 
32W 5,000 K 2,820 Im F3218/XL/SPX50/HL/ECO GE Current 4ZY40 36 DOW 4,100K 2,440 lm F361 12/CW/HO GE Current 4V529 24 
32W 5,000 K 2,850 Im F321T8/TL850 PLUS ALTO Philips 492X60 30 o0W 6,900 K_ 2,040 Im F36112/D/HO GE Current 5V533 24 
32W 5,000 K 2,950 Im F3218/SPP50/ECO GE Current 3VK11 36 3% ft Nominal Length 
32W 6,900 K_ 2,600 Im F3218/TL965/ALTO Philips 492X57 —30 ooW  4,100K 3,200 Im F427T12/CW/HO GE Current 4V530 24 
32W 6,000 K_ 2,600 Im F3218/TL965/ALTO TG Philips 492X85_ 30 ooW 6,900 K_ 2,900 Im F42112/D/HO GE Current  5V536 24 
32W 6,900 K 2,725 lm F3218/SPX65/ECO GE Current 3JJ79 36 4 ft Nominal Length 
32W_ 7,000 K_ 1,600 Im F3218/C75/ECO GE Current 461406 36 40W  4100K 4,050 Im F48112/CW/HO GE Current 3V443 24 
5 ft Nominal Length 45W 6,900 K 2,350 Im F40112/C75 30PK GE Current 5V960 30 
40W  3,000K 3,350 Im F4018/SPX30 GE Current 6VR92 24 60W  4,100K 4,050 Im F48112/CW/HO ALTO Philips 492Y06 15 
40W  3,500K 3,350 1m F4018/SPX35 GE Current 6VR5/ 24 60W 6,900 K_ 3,400 Im F48112/D/HO GE Current 4V924 24 
40W  4100K 3,350 1m F4018/SPX41 GE Current 6VR93 24 4% ft Nominal Length 
T8 Bulb Shape, Recessed Double Contact (R17d) Base 7oOW _6,900K_ 3,830 lm F60112/D/HO GE Current  4V931 15 
4 ft Nominal Length 5 ft Nominal Length 
44W 4,100 K_ 4,000 Im F4818/TL841/HO ALTO Philips DODY/7 25 TOW _4,100K 4,480 lm F60T12/CW/HO GE Current 4V476 15 
8 ft. Nominal Length 5¥e ft Nominal Length 
86W 3,500 K_ 8,200 Im F9618/SPX35/HO GE Current 2F954 24 80W  4,100K 5,600 Im F641 12/CW/HO GE Current 4V937 15 
86W 4,100 K_ 8,200 Im F961T8/SPX41/HO GE Current 2F956 24 80W 6,000 K_ 4,130 lm F641 12/D/WM/HO GE Current 4V938 15 
86W  4,100K 8200Im  F96T8/TL841/HO/PLUS ALTO Philips 492X81 25 6 ft Nominal Length 
86W 5,000 K_ 8,200 Im F9618/SPX50/HO GE Current _2F958 —-24 8oW 4,100 K_ 6,350 Im F/2112/CW/HO GE Current _3V438 15 
T8 Bulb Shape, Single Pin (Fa8) Base 7 ft Nominal Length 
8 ft Nominal Length 100W = 4,100K 7,460 lm F841 12/CW/HO GE Current 4V445 15 
o9W 3,900 K_5,900 Im F9618/XL/SPX35/2 GE Current 36H783 24 100 W___6,500 K_ 6,500 Im F84112/D/HO GE Current 4V446 15 
o9W 3,900 K_5,900 Im F968/TL835 PLUS ALTO Philips 5ODY78 25 8 ft Nominal Length 
o9W 3,900 K_5,900 Im — Shat-R-Shield SSVR68 25 110W_ 4,100 K_ 8,800 Im F96112/CW/HO-O ALTO Philips 492Y03 15 
59W 3500K 5,950 Im F9618/XLSPX35WMP GE Current 429U42 24 T12 Bulb Shape, Single Pin (Fa8) Base 
o9W 4,100 K_ 5,900 Im F9618/XL/SPX41/2 GE Current 36H784 24 4 ft Nominal Length 
o9W 4,100 K_ 5,900 Im F9618/TL841 PLUS ALTO Philips sODY79 = 25 40W _4100K 2,875 Im F48112/CW GE Current _3V348 24 
o9W_ _5,000 K_ 5,900 Im F9618/XL/SPX50/2 GE Current 36H/85 24 5 ft Nominal Length 
712 Bulb Shape, Medium Bi-Pin (G13) Base OW 4,100K 3,600 Im F601 12/CW GE Current 4V954 15 
1% ft Nominal Length 6 ft Nominal Length 
15W _4,100K_ /60lm F15112/CW GE Current 2V429 24 ooW 4,100 K 4,500 Im F/2112/CW GE Current 3V403~ 15 
2 ft Nominal Length oo W 6,900 K_ 3,800 Im F/2112/D GE Current 4V773 15 
20W  4,100K 1,150 lm F201 12/CW/ECO GE Current 6NB14 24 oo WW 6,900 K_5,350 Im F/2112/D/HO GE Current 4VW444 15 
20W  6900K 945|m F20112/D/ECO GE Current 6NB15 24 8 ft Nominal Length 
3 ft Nominal Length 7oW 4,100 K_ 5,000 Im F961 12/CW/ALTO Philips 492Y02 15 





30W_ 4,100 K_ 1,910 Im F30112/CW/RS/ECO GE Current 6NB25 24 79> W_ 6,500 K_ 4,500 Im F96112/DX/ALTO Philips 492Y21_ 15 
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Fluorescent Shatter-Resistant Linear Light Bulbs 





No. 21GP84 




















A surface coating keeps broken glass, mercury, and phosphors contained if the 
bulbs burst or break. This prevents safety hazards by keeping the contaminants 
from spreading into the surrounding area. The bulbs have bases on both ends le 
and are installed in light fixtures to provide general area lighting in manufacturing \ \ \ 
plants, food-processing facilities, and other environments where product contami- x 
nation must be avoided. They are also used in areas where the light bulbs may be at =e : vesubie. cic: 
' ’ ’ ' iniature edium ecesse oubpie ingie Pin 
exposed - — or impacts, such . ald systems and freight uae Bi-Pin Bi-Pin Contact (Fa8) Base 
olor U em ase 
Watts Temp. _Lumens Designation Brand No. Qty. iG2) Base iGT3) Base nies pase 
T5 Bulb Shape, Miniature Bi-Pin (G5) Base Color Bulb ltem Case 
2 ft Nominal Length Watts Temp. _Lumens Designation Brand No. Qty. 
24W  3,500K 1,950Im F2475/835/HO/ECO/CVG/HO GECurrent 2ETU6 40 28W 5,000K 2,595 Im ——F28T8/XL/SPXSO/ECO/CVG =~ GE Current ~— 3DXP1_ — 36 
24W _4100K 1,950Im _F2475/841/HO/ECO/CVG/HO GE Current 2ETU7 ~—40 28W  5,000K 2,675|lm —F82T8/ADV850/EW/28W __—Shat-R-Shield 21GP86 30 
3 % ft Nominal Length 32W _3,000K 2,690 Im F32T8/SPX30/ECO/CVG GE Current 5XN96 36 
28W  3,500K 2,813 Im F2815/835/ECO/CVG GECurrent 1PDD7 40 32W 3,500 K 2,690 Im F32T8/SPX35/ECO/CVG GECurrent _ 5XN97_—36 
28W 4100K 2,813lm __ F2815/841/ECO/HO/CVG GECurrent 1PDD8 40 32W__4,100K 2,600 Im F32T8/TL941/Alto Shat-R-Shield__ 8PK79_——30 
49W 4100K 4,450 Im — Shat-R-Shield 21GP81 40 32W__4,100K 2,690 Im F3218/SPX41/ECO/CVG GECurrent | 5XN98 36 
49W 5,000K 4,800 Im = Shat-R-Shield 21GP82 40 32W_ 5,000K 2,600 Im F3218/TL950/Alto Shat-R-Shield 21GP84 30 
STW 4,100K 4,850Im _F5415/841/WM/ECO/CVG GECurrent  4CEX3 40 32W_ 5,000 K 2,715 Im S/B F3T8/SPX/ECO/CVG GECurrent — 4ZY43— 36 
54W 3,500K 4,850lm _F5475/835/HO/ECO/CVG/HO GECurrent 5TB63 40 32W_ 5,000 K 2,910 Im F32T8/XL/SPX50/H/CVG GE Current 2EAE7 ~—36 
54W 4,100K 4,850lm F54T5/841/HO/ECO/CVG/HO GECurrent 5TB64 40 32W__6,500K 2,900 Im F32T8SPX65ECO/CVG GECurrent _4ZY42 36 
54W 5,000K 4,650lm _—~F54T5/850/HO/ECO/CVG GE Current 11TGY9 40 3 ft Nominal Length 
54W_6,500K_ 4,650lm __F5415/865/HO/ECO/CVG GE Current _1PDD4 _—_40 40W___ 3,500 K__ 3,250 Im F40T8/SPX35/CVG GE Current 5XP01 24 
4 ft Nominal Length T8 Bulb Shape, Single Pin (Fa8) Base 
54W 4,100K 5,000 Im F5415/841/HO Shat-R-Shield 54YG46 24 8 ft Nominal Length 
54W__5,000K _5,000 Im F5475/850/HO Shat-R-Shield 54YG47 24 59W 4,100K 5,770 Im F96T8/SPX41/CVG GE Current 4WW77 24 
T8 Bulb Shape, Medium Bi-Pin (G13) Base 59W  4100K 5,900Im _ F096/841/ECO (PK X24) _Shat-R-Shield 9UCN5 —-24 
2 ft Nominal Length 112 Bulb Shape, Medium Bi-Pin (G13) Base 
17W.3,500K 1,220Im F1718/SP35/ECO/CVG GECurrent 4WW97 24 4 ft Nominal Length 
17W3,500K 1,242 Im F1718/SPX35/ECO/CVG GE Current 5XN83 24 34W 4100K 2,130 Im F34/CX41WMECOCVG GE Current _ 4WX02 30 
17W__4,100K 1,220 Im F1718/SP41/ECO/CVG GE Current  4WW98 24 40W 3,500 K_ 2,550 Im F40T12/ECO Shat-R-Shield 33H566 30 
3 ft Nominal Length 40W  4,100K 2,600 Im F40T12 CWSUPREME _‘Shat-R-Shield 33H567 —_30 
25W  3,500K 1,920Im  F2518/SP35/WM/ECO/CVG GECurrent 4WW64 24 40W 6,500 K__1,687 Im F40T12/DX/ECO/CVG GE Current 3DXP2__30 


20W 3,000K 1,970 Im F2518/SPX39/ECO/CVG GE Current OXN89 24 T12 Bulb Shape, Recessed Double Contact (R17d) Base 

20W  4,100K 1,920Im_ —F2518/SP41/WM/ECO/CVG GE Current 4WW65 24 8 ft Nominal Length 

20W__4,100K 1,970 1m F2518/SPX41/ECO/CVG GE Current 4YCR1 24 80W 5,000 K 7,966 Im F9618/SCPX50/HO/CVG GE Current _—-13X838 24 
4 ft Nominal Length 110W__4.100 K__ 8,800 Im F96112/CW/HO/0 shat-R-Shield  21EK75 15 

209W  4,100K 2,328 Im F38278/25W/SPX41/CVG/ECO GE Current 6YEEO 36 T12 Bulb Shape, Single Pin (Fa8) Base 

28W 3,900K 2,995 Im_ «F281 8/XL/SPX35/ECO/CVG GE Current S3DXN8 336 8 ft. Nominal Length 

28W  4100K 2,595|Im_ —_—F28T8/XL/SPX41/ECO/CVG GE Current 3DXN9 336 TOW 3,500 K 5,000 Im F/5T12/ECO Shat-R-Shield _338H568 15 

28W  4100K 2,725 1m FS2TS/ADV841/EW/28W_Shat-R-Shield 21GP85 30 TOW 4,100 K 5,000 Im F96T 12CW SUPREME Shat-R-Shield _33H569 15 
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Plug & Play LED U-Bend Light Bulbs (UL Type A) 























= Install in fluorescent lighting fixtures powered by ballasts. Use of these bulbs avoids the expense 
of retrofitting lighting fixtures with LED drivers or wiring the bulbs into the building's power supply 
when switching lighting systems. Users must verify that the light bulbs are compatible with the 
- No. ballasts in the fixtures they will be installed in. 
“ 48UV48 
: Bulb 3000K 3500K 4000K 5000K 
Wattage Bend Item Item Item Item 
Equivalency Watts Radius Brand Lumens _ No. Lumens No. Lumens No. (Lumens _ No. 
: T8 Lamps, Medium Bi-Pin (G13) Base 
Medium 22 % in Length 
Bi-Pin 28W/32W . 
(G13) Base Fluorescent 12 6in GECurrent| — — — — /|1,900 lm 48UV48 1,900 Im 48UV49 
32W 13W  6in GECurrent| — — /|1,850lm 246N07| — 
Fluorescent 13W 6in Philips | 2,000 Im 53YZ39 | 2,000 Im 53YZ40 | 2,100 Im 53YZa1 2.100 Im 53YZ42 
current 
No. “4 ‘A a Daintree company PHILI PS 
55GU08 ‘fi No. " 
55GU04 Ballast-Bypass LED U-Bend Light Bulbs (UL Type B) 
Ballast-bypass bulbs do not require a ballast or driver for power. Install in compatible fluorescent 
lighting fixtures. These bulbs eliminate the risk of lighting outages due to faulty ballasts or drivers 
Z and avoid the expense of installing LED drivers when converting lighting systems. They require the 
7 fixtures to be wired into the building's power supply, so they are not suitable for facilities that have 
mm 4 , frequent power surges. 
‘ : = 
> Bulb 3000K 3500K 4000K 5000K 
. ry Wattage Bend Item Item Item Item 
Equivalency Watts Radius Brand (Lumens No. Lumens No. Lumens _ No. Lumens _ No. 
_ T8 Lamps, Medium Bi-Pin (G13) Base 
2212" Length 
; 32W 13W 15" GE Current|1750 lm 55GU08 |1800Im 55GU09 |1850lm 55GU10) — 
Medium Fluorescent 15.5W 6" Philips [2000 Im 494P27 | 2000Im 494P28 | 2100Im 494P29 | 2100 Im 494P30 
Bi-Pin 36" Length 
(Sts): Base Flursecent 13 6’ GECurrent/1800Im 55GU04 1850 1m S5GUO5 1900Im 55GU06 1900 Im S5GUO7 
. * , 
current Luma 
7 Bb i Li PS a Daintree company 
No. 400420 Fluorescent U-Bend Light Bulbs (no UL Type) 
J An economical choice for lighting large spaces, these bulbs have pin-type connectors and can 
Joe be installed in compatible lighting fixtures with a ballast that provides current to the bulb. 
3000K 3500K 4100K 5000K 
Bulb Bend Item Item Item Item 
Watts Radius Brand Lumens No. Lumens No. Lumens No. Lumens __ No. 
N T8 Lamps, Medium Bi-Pin (G13) Base 
= 22 V2 in Length 
492Y24 25 W 6 in Philips = = = — | 2400Im 492Y28; — = 
26W 1%in GE Current — — | 2,045Im 112444 — — — — 
1% in Philips — — | 2,750Im 492Y25 | 2,750lm 492Y24; — — 
31W  1%in  GECurrent |2,440lm 2ETT7 | 2,440lm 2ETT8 | 2,440lm 2ETT9 | — — 
1% in LumaPro | 2,700Im 5NPL7 | 2,700lm 5NPL8 | 2,700Im 5NPL9 | — — 
6 in Philips — — | 2800Im 492Y26 | 2,800lm 492Y23 (2,750|lm 49227 
6 in GE Current |2,440lm 4HY84 | 2,800lm 2ETT2 | 2,800lm 2ETT3 |2,800lm 40D423 
32 W 6 in GE Current |2,800lm 40D420 | 2,800lm 40D421 | 2,440lm 4HY86 | — — 
6 in LumaPro | 2,800Im 5NPL4 | 2,800lm 5NPL5  2,800Im 5NPL6 | — — 
6 in GE Current — — | 2440lm 4HY85 | 2,800lm 400422; — — 
23 in Length 
Medium 28 W 6 in GE Current — — | 2200Im 40D431 | 2,200Im 400432 | — — 
Bi-Pin T12 Lamps, Medium Bi-Pin (G13) Base 
(G13) Base 22 ¥2 in Length 
40 W 6 in Philips — — — — | 2,300Im 492Y29| — — 


ishet-r-shield... 


The Protective Lighting Company 


— Shatter-Resistant U-Bend Light Bulbs 


A coating on the surface of the bulb keeps broken glass, mercury, and phosphors contained if the 


No. 6DZGO bulb bursts or breaks, preventing safety hazards. Install in compatible lighting fixtures to provide 
general area lighting in manufacturing plants, food-processing facilities, and other environments 
Gaia where product contamination must be avoided. Use in areas where the light bulbs may be exposed 
to shaking or impacts, such as railway systems and freight elevators. 
3000K 3500K 4100K 
Bulb Bend Item Item Item 
; Watts Radius Lumens No. Lumens No. Lumens No. 
Medium T8 Lamps, Medium Bi-Pin (G13) Base 
Bi-Pin 2212" Length 
(G13) Base 32W 6' 2800 Im 6DZF9 2800 Im 6DZG0 2800 Im 6DZG1 


T12 Lamps, Medium Bi-Pin (G13) Base 
2212" Length 
40W 6" — — 2300 Im 33H577 2300 Im 33H578 
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Find the wy. Find Solutions. Find Great Prices. Linear Lamps 
Fluorescent Circline Light Bulbs current PHILIPS 
These compact bulbs consist Color —— Item Case 
of a tube that has been bent eet ae. Lumens Brand Designation No. Qty. 
into a circle to provide even 8 in Overall Bulb Dia. ee SE 
light distribution for general e100 Im GE Current Festa 1860-1? 
area lighting. They can fit cow — 100K 7060 Im Philips FC8T9 a92v30__ 12 
sal ses ith ee 
drum-style ceiling fixtures and _12 in Overall Bulb Dia. = 
magnifier lamps. Circline bulbs ee Tesolin GE Current FCISTOeW ave 12~=C«*«CPi (GAC0Q) a 
have bases with pins that S2W 4 100K 4800 Im Philips FC12T9 _492¥33._‘12 ~ 
plug into matching sockets on agar qveral BID ete No. 1V860 
complet fates. aw soon SOR SiGe 


2D Plug-in Light Bulbs ; current 


Two D-shaped tubes set side-by-side to provide even light distribution for general area lighting. Also called 
pretzel light bulbs and double-D light bulbs, 2D light bulbs are compact bulbs that can fit into small spaces 
such as drum-style ceiling fixtures and wallpack lights. They have plug-in bases with pins that fit into 























matching sockets on compatible light fixtures. | a 
2700K 3500K Pi 
Light Wattage Item Item ian ioa 4) 
Technolo Equivalenc Watts Base Type Lumens No. Lumens No. " 
2D Plug-In Light Bulbs Base 
6aanad 75W INC 21W 4-Pin (GR10Q-4) 1135 Im 1K271 1135Im —_-1K193 
sare ccri 100W INC 28 W 4-Pin (GR10Q-4) 2150 Im 1K201_ | 2150Im —_—-1K189 No. 1K187 
180W INC 38 W 4-Pin (GR10Q-4) 3020 Im 1K267_ | 3020Im —_—*1K187 
PHILIPS current 
a Daintree company 
PL-L Long Twin-Tube Plug-In Light Bulbs 
PL-L long twin-tube plug-in light bulbs have an overall length of 8 in. or more. 
The bulbs have bases with four pins that plug into matching sockets on light- ae No. 494D34 
ing fixtures. Compact fluorescent (CFL) and fluorescent versions of these bulbs 4-Pin ~ 
consist of two long tubes. PL-L long twin-tube plug-in light bulbs are used in (2G11) Base # 
hall lights, office lights, and signs. 
3000K 3500K 4100K 5000K 
Light Wattage Item Item Item Item 
Technolo Equivalenc Watts Base Type Brand Lumens No. Lumens No. Lumens No. Lumens No. 
4-Pin Base, PL-L Plug-In Light Bulbs 
LED 40W CFL 16.5W _ 4-Pin (2G11) Philips 2200 Im 494034 2200 Im 494035 2300 Im 494036 * — — 
Compact 65W INC 18W 4-Pin (2G11) GE Current 1080 Im 6V032 1130 Im 1E237 1080 Im 6V033 — — 
Fluorescent 65W INC 18W 4-Pin (2G11) GE Current — — 1080 Im 1E305 — — — — 
LED QOW INC/22W CFL 17W Ss 4-Pin(2G11) GE Current 2150 Im 48UV44 2150 Im 48UV45 2200 Im 48UV46 * 2200 Im 48UV47 
TOOW INC 27W _4-Pin(2G11) ‘GE Current 1620 Im 6V035 1620 Im 1E259 1620 Im 6V036 — — 
TOOW INC 36.3W_ __4-Pin (2G11) Philips 3500 Im 492Y98 — = 3500 Im 492Y99 — — 
1OO0W INC 40W_4-Pin el 1 Philips — — 3500 Im 492Y97 — — — — 
boinpace 150W INC 25W__4-Pin (2G11 GE Current 2600 Im 4FFC1 2600 Im 4FFC2 2600 Im 4FFC3 — — 
socal 150W INC 40W 4-Pin(2G11) ‘GE Current — — = = — — 3150 Im 1X562 
180W INC 39W —4-Pin(2G11) ‘GE Current 2510 Im 6V038 2510 Im 6V066 2510 Im 6V039 — — 
180W INC 40W 4-Pin(2G11) GE Current 2840 Im 4VC25 2840 Im 4VC26 2840 Im 4VC27 — — 
200W INC 5>W 4-Pin(2G11) ‘GE Current — — — — 4080 Im 6XV16 — = 
250W INC 5>W 4-Pin(2G11) ‘GE Current 4800 Im 6EDY2 4800 Im 6XV15 — — — = 
* 4000K 
PHILIPS SOSeESE 
a Daintree company 
PL-S Short Twin-Tube 
Plug-in Light Bulbs 
PL-S short twin-tube plug-in light bulbs have a = 
maximum overall length of 7 in. Compact fluorescent SS ouirs 
(CFL) and fluorescent versions of these bulbs consist of 
two short tubes. The bulbs have bases with two or four No. 494¢C78 
pins that plug into matching sockets on lighting fixtures. 2-Pin (GX23) 4-Pin GX24Q-5 
PL-S short twin-tube plug-in light bulbs are used in Base Base 
emergency lighting, wall lights, and bulkheads. 
2700K 3000K 3500K 4100K 5000K 
Light Wattage Item Item Item Item Item 
Technolo Equivalenc Watts Base Type Brand Lumens No. Lumens __No. Lumens No. Lumens No. Lumens __No. 
2-Pin Wedge-Base, PL-S Plug-In Light Bulbs 
LED 13W LFL 5W 2-Pin (GX23) Philips 520Im 494078 | — — 560Im 494079 — — — — 
13W LFL 5W 2-Pin (GX23) Philips — = — — 560Im _ 494C80 — — — = 
20W INC 5W 2-Pin (G23) GE Current | 220Im _1PGT1 — — — — 220Im_ _‘-1PGT2 — — 
enna 25W INC 7W 2-Pin (G23) GE Current | 350Im _1PGT3 — — 350Im _1PGT4 | 350Im —_—*1PGT5 — = 
Pioecrenit 30W INC 9W 2-Pin (G23) GE Current | 500Im _1PGT6 ~- — 500Im 1PGT7 | 500Im _—‘1PGT8 — — 
60W INC 13 W 2-Pin (GX23-2) GE Current | 685Im  1PGV3 | — _ — = 685Im_ _1PGV6 — — 
60W INC 13 W 2-Pin (GX23) GE Current | 710Im 1PGU8 | 710lm 1PGU9 | 710Im  1PGU5 | 710lm  1PGU6 710 Im _1PGU7 
LED «GOW INC/13 to 15W CFL 5W 2-Pin (GX23) GE Current | 500Im  54EL33 | 530Im 54EL34 | 545|m  54EL35 | 560|m  54EL36 * | 565Im 54EL37 
Compact 65W INC 18 W 2-Pin (G24D-2) GE Current | 980Im  1PGW6 | 980Im 1PGW7 | 980Im 1PGW8 | 980|m  1PGW9 — — 
Fluorescent 100W INC 13 W 2-Pin (GX23 Philips 825Im 492206 | — — — — _ — — = — 
4-Pin Wedge-Base, PL-S Plug-In Light Bulbs 
Compact 200W INC 57 W 4-Pin (GX24Q-5) GE Current — — — — 3700 Im _ 3APJ3 — — — — 
Fluorescent 250W INC 57 W 4-Pin (GX24Q-5) GE Current — — — — — — 4300 Im 3APJ4 — — 
* 4000K 
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LIGHTING 
Linear Lamps 


Scan. Order. Done. 
Details on page A1. 
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PHILIPS 


PL-C Quad-Tube 
Plug-in Light Bulbs 


PL-C quad-tube plug-in light bulbs have a 
maximum overall length of 9 in. They have a 
larger diameter and provide more light than 
PL-T triple-tube plug-in light bulbs. The bulbs 
have bases with two or four pins that plug 
into matching sockets on lighting fixtures. 
Compact fluorescent (CFL) and fluorescent 


a 


current 


Daintree company 











7 |" versions of these bulbs consist of four tubes. 
Ww! PL-C quad-tube plug-in light bulbs are used 
\) in desk lamps, emergency light fixtures, 
: : : downlights, sconces, corridor lights, office 
: ; 2-Pin (G23) 2-Pin (G24D-2) 2-Pin (G24D-3) reese . nee, 
apres onan Base Base Suse light fixtures, and retail store light fixtures. 
2700K 3000K 3500K 4100K 
Light Wattage Item Item Item Item 
Technolo Equivalenc Watts Base Type Brand Lumens No. Lumens No. Lumens No. Lumens No. 
2-Pin Wedge-Base, PL-C Plug-In Light Bulbs 
LED 13W LFL 5W 2-Pin (GX23) Philips — — — — 550Im  494C83 | 580lm 494084 * 
13W LFL 5W 2-Pin (GX23) Philips — — — — 550|m 49487 — — 
Compact 60W INC 13 W 2-Pin (GX23-2) GE Current — — 685 Im 1PGV4 685 Im 1PGV5 — _ 
Fluorescent 60W INC 13 W 2-Pin (G24D-1) GE Current — — — — — = 755|m —‘«1PGW1 
LED 75W INC/18 to 20W CFL ss 10.5W 2-Pin (G24d) GECurrent | 1000|m  54EL38 | 1000lm  54EL39 | 1050lm  54EL40 | 1050Iim 54EL41 * 
100W INC 12.7 W 2-Pin (GX23-2) Philips — — — — — — 800Im 492208 
100W INC 13 W 2-Pin (GX23) Philips — — — — — — 825lm 492207 
Compact 100W INC 17.9W 2-Pin (G24Q-2) Philips — — — — — — 1200Im 492202 
Fluorescent 100W INC 18 W 2-Pin (G24Q-1) Philips — — — — 1200Im 492201 — — 
100W INC 26 W 2-Pin (G24D-3) GECurrent | 1460|m 1PGX9 | 1460|m  1PGY1 | 1460|lm  1PGY2 | 1460Im 1PGY3 
100W INC 26.5 W 2-Pin (G24D-3 Philips 1800 Im _ 492203 — — 1800 Im 492204. 1800Im_ —_—- 492205 
4-Pin Wedge-Base, PL-C Plug-In Light Bulbs 
LED 26W CFL 8.5W 4-Pin (G24q/GX24) Philips 850Im  44ZA56 |) 900Im 44ZA55 | 900Im  44ZA60 | 950lm  44ZA57 * 
26W CFL 10.5W 4-Pin (G24q/GX24) Philips 1200Im 44ZA63_ | 1200Im 44ZA58 |» 1200Im  44ZA59 | 1300Im 44ZA54 * 
60W INC 13 W 4-Pin (G24Q-1) GE Current | 755|m  1PGW2 | 755|m  1PGW3 | 755|m  1PGW4 >) 755|Im  1PGW5 
60W INC 13 W 4-Pin (GX24Q-1) GE Current | 755 Im 1PGY8 755 Im 1PGY9 755 Im 1PGZ1 755 Im 1PGZ2 
65W INC 18 W 4-Pin (G24Q-2) GE Current | 970 Im 1PGX1 970 Im 1PGX2 970 Im 1PGX3 970 Im 1PGX4 
C ; 100W INC 13 W 4-Pin (G24Q-1) Philips 925lm 492209 | 900lm 492210 | 900Im 492211 925lm 492212 
ea 1O0OW INC 16.5 W 4-Pin (G24Q-1) Philips 1200Im 492213 — — — — — — 
100W INC 16.5 W 4-Pin (G24Q-2) Philips — _- — — 1200Im 492214 — — 
100W INC 18 W 4-Pin (G24Q-2) Philips — — — — — — 1200Im 492215 
100W INC 26 W 4-Pin (G24Q-3) GE Current | 1530Ilm  1PGY4 | 1530lm  1PGY5 | 1530Im  1PGY6 | 1530Im 1PGY7 
100W INC 26 W 4-Pin (G24Q-3) Philips 1800Im 492216 | 1800Im 492217 | 1800Im 492218 | 1800Im 492719 
* 4000K 
(C) (4) current 
©) a Daintree company PH | Li pS 
PL-T Triple-Tube 
Plug-in Light Bulbs 
4-Pin (G24Q-3) 4-Pin (GX24Q-2) PL-C triple-tube plug-in light bulbs have 
Base Base a maximum overall length of 7 in. They 
have a larger diameter and provide more 
light than PL-S short twin-tube plug-in 
light bulbs. The bulbs have bases with 
: two or four pins that plug into matching 
36) sockets on lighting fixtures. Compact 
0 , fluorescent (CFL) and fluorescent 
f versions of these bulbs consist of three 
a short tubes. PL-T triple-tube plug-in light 
4-Pin (GX24Q-3) 4-Pin (GX24Q-4) bulbs are used in corridor light fixtures 
No. 460U53 No. 492226 Base Base and office light fixtures. 
2700K 3000K 3500K 4100K 5000K 
Light Wattage Item Item Item Item Item 
Technology Equivalenc Watts Base Type Brand Lumens No. Lumens No. Lumens No. Lumens No. Lumens No. 
4-Pin Wedge-Base, PL-T Plug-In Light Bulbs 
26W CFL QW 4-Pin (G24q/GX24) GECurrent| 1100lm 460U49 | 1200|m 460U50  1200Im 460U51 | 1200Im 460U52 * — — 
LED 26W CFL OW 4-Pin (G24q/GX24) GECurrent) 1100Im  460U53 | 1200Im  460U54 | 1200Im 460U55 | 1200Im  460U56 * — — 
26W CFLs 18.5W 4-Pin (GX24q) GE Current} 1800Im  54EL25 | 1850lm 54EL26 | 1950lm  54EL27 | 1950lm  54EL28 * — — 
26W CFL s18.5W 4-Pin (GX24q) GE Current} 1800Im  54EL29 | 1850lm  54EL30 | 1950lm  54EL31 | 1950lm 54EL32 * — — 
65WINC 18W 4-Pin (GX24Q-2)  GECurrent| 1010Im 1PGZ3 | 1010|m 1PGZ4 | 1010Im 1PGZ5 | 1010Im  1PGZ6 — — 
100OW INC  26W 4-Pin (GX24Q-3)  GECurrent) 1530|m  1PGZ7 | 1530|m 1PGZ8 | 1530lm  1PGZ9 | 1530|m 1PHA1 — — 
1OOW INC 27W 4-Pin (GX24Q-3) Philips | 1750Im 492220 — — 1750Im 492221 | 1750Im 492222 — — 
Compact 100WINC  32W 4-Pin (GX24Q-3) Philips — — — — — — 2250Im 492226 — — 
Fluorescent 100W INC  33W 4-Pin (GX24Q-3) Philips | 2250lm 492223 | 2250Im 492224 | 2250Im 492225 — — — = 
1OOW INC  38W 4-Pin (GX240-4) Philips — — 3200Im 492227 | 3200Im 492228 | 3200Im 492229 — — 
150W INC 32 W 4-Pin (GX24Q-3)  GECurrent| 2040|m 1PHA2 | 2040|m  1PHA3 | 2040|m 1PHA4 | 2040|m  1PHAS 2040Im 220159 
190W INC  42W 4-Pin (GX24Q-4)  GECurrent| 2690|m 1PHAG | 2690|m 1PHA7 | 2690|m  1PHA8 | 3200|m 1PHA9 2690Im 220160 
* 4000K 
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LIGHTING 
Standard Light Bulbs 
































General Purpose E26 Medium ons 
Screw-Base Light Bulbs 
: ™ > es 
These standard light bulbs screw into an E26 mown Screw 2 ’ = 
ae (E26) Base ae So 
socket in fixtures such as table lamps, recessed e “—t3 - 
can lights, and track lights. They have a E26 = = 
medium screw base, which is the most commonly A19 i A21 
used base type for standard light bulbs. No. 54YP54 No. 451G01 No. 435Y15 
Light Color Bulb Bulb Overall Item Pkg. 
Technolo Watts Temp. Lumens Finish Dimmable __Rated Life Shape Length Brand Qty. 
eneral Purpose E26 Medium Screw-Base Light Bulbs 
10-15 attage Equivalency 
LED 2,/00 K 125 Im — No 50,000 hr A15 3% in maxLED 40HW98 
20W INC Wattage Equivalency 
Incandescent 20W 2800K 740 Im Clear Yes 5,000 hr T6-1/2 5% in LumaPro 4RZX8 1 
25W INC Wattage Equivalency 
25W 2450K 235 Im White Yes 3,000 hr A19 4 Vin Philips 492273 2 
meandescant 25W 2500K 210 Im Soft White Yes 2,900 hr A19 4 Ya in GE Current 1CWY5 1 
20W 2800K 244 Im Frosted Yes 1,000 hr T10 5 ¥% in LumaPro 4RZX4 1 
25.2W 2800K 248 Im Clear Yes 1,000 hr T10 5% in LumaPro 4RZV6 1 
30/70/100W INC Wattage Equivalency 
LED 13W 2,/00 K 400/840/1400 Im — N 15,000 hr A21 5% in GE Current. _55XC75 1 
Incandescent 30/100W 2/00K 300/960/1260 Im White Yes 1,750 hr A21 5 % in Philips 492Z75 1 
40W INC/9 to 11W CFL Wattage Equivalency 
4.5W 2,000 K 350 Im — Yes 15,000 hr A19 4% in Philips 55YD42 1 
4.5W 2,200 K 420 Im — Yes 15,000 hr A19 4 Vein Shat-R-Shield 55VR78 1 
4.5W 2,/00 K 470 Im — Yes 15,000 hr A15 3 %e in Shat-R-Shield 55VR81 1 
4.5W 2,/00 K 450 Im — Yes 15,000 hr A19 4 Vein Shat-R-Shield 55VR82 1 
4.5W 2,/00 K 420 Im — Yes 15,000 hr A15 3 “ein Shat-R-Shield 55VR84 1 
5W 3,000 K 450 Im Anti-Glare Guard No 30,000 hr A15 3 Yin Aero-Tech 435Y11 1 
LED 5.oW 2,/00 K 450 Im Frosted No 15,000 hr A19 4 Vin GE Current 49ZC12 3 
5.5W 5,000 K 450 Im Frosted No 15,000 hr A19 4 Vin GE Current 49ZC13 3 
6W 2,/00 K 450 Im Frosted Yes 15,000 hr A19 4 Vin GE Current 459V14 2 
6W 2,/00 K 450 Im Frosted Yes 15,000 hr A19 4 vin GE Current 482P31 4 
6W 2,/00 K 480 Im Frosted Yes 15,000 hr A19 4% in GE Current 53CE33 1 
6W 3,000 K 480 Im Frosted Yes 15,000 hr A19 4% in GE Current 53CE34 1 
6W 5,000 K 450 Im Frosted Yes 15,000 hr A19 4% in GE Current 482P32 4 
6W. 5,000 K 480 Im Frosted Yes 15,000 hr A19 4% in GE Current___ 5 3CE35 1 
9W 2,/00 K 590 Im — No 10,000 hr Spiral 3% In Philips 492Y85 4 
Compact Fluorescent 11 W 2,/00 K 580 Im — No 10,000 hr A19 4 in Aero-Tech 23MD08 1 
11 W 5,000 K 545 Im — No 15,000 hr A19 3% in Aero-Tech 23MD12 1 
29W 2,800 K 430 Im Soft White Yes 1,000 hr A19 4 Vin GE Current 13X829 2 
Halogen 29 W 2,810 K 380 Im Clear Yes 2,000 hr A19 4 vein Philips 492266 4 
29 W 2,950 K 380 Im Clear Yes 1,000 hr A19 4 vein Shat-R-Shield _21GP87 1 
40W 2300K 320 Im Frosted Yes 3,900 hr A19 4% in Philips 492Z72 1 
inienndascant 40W 2800K 420 Im Clear Yes 1,000 hr T10 5 ¥% in LumaPro 4RZV7 1 
40W 2800K 415 Im Frosted Yes 1,000 hr T10 5 ¥% in LumaPro 4RZX6 1 
40W 2850K 405 Im Frosted Yes 1,000 hr A15 3 “in Shat-R-Shield _11D003 1 
50/100/150W INC Wattage Equivalency 
19W 2,/00 K 650/1300/2155 Im — No 15,000 hr A21 5% in GE Current _55XC76 1 
Incandescent 50/100/150W 2775K 465 Im White Yes 1,750 hr A21 4% in Philips 492276 1 
50W INC Wattage Equivalency 
Incandescent 2/00K 045 Im Frosted Yes 1,000 hr A19 3 Ain GE Current 0V310 1 
60W INC/13 to 15W CFL Wattage Equivalency 
(W 3,000 K 800 Im Anti-Glare Guard No 30,000 hr A19 4 in Aero-Tech 435Y12 1 
7W 3,000 K 800 Im Frosted No 30,000 hr A19 4 in Aero-Tech 435Y13 1 
7W 5,000 K 800 Im Clear No 30,000 hr A19 4 in Aero-Tech 54XL64 1 
7W 5,000 K 800 Im Clear No 30,000 hr A19 4 in Aero-Tech 54XL65 1 
8W 3,000 K 800 Im Anti-Glare Guard Yes 30,000 hr A19 4 in Aero-Tech 435Y14 1 
8W 3,000 K 800 Im Clear No 30,000 hr A19 4 in Aero-Tech 54XL63 1 
8.5W 2,/00 K 800 Im Frosted No 11,000 hr A19 4% in Philips 54YP54 2 
5,00 800 Im Frosted No 11,000 hr A19 4% in Philips 54YP55 2 
8.8W 2200 to 2700K 800 Im Frosted Yes 15,000 hr A19 4% in Philips 5AYP52 1 
8.8W 3,000 K 800 Im Frosted Yes 15,000 hr A19 4% in Philips 54YP51 1 
LED 8.8W 5,000 K 800 Im Frosted No 11,000 hr A19 4 Yin Philips 467P17 1 
8.8W 5,000 K 800 Im Frosted Yes 15,000 hr A19 4% in Philips 54YP53 1 
QW 2200K/2500K/2700K _80/320/800 Im Frosted No 15,000 hr A19 4% in Philips 52MU65 1 
QW 2,/00 K Frosted No 15,000 hr A19 4% in GE Current 492ZC14 3 
QW 5,000 K 800 Im Frosted No 15,000 hr A19 4 vin GE Current 49ZC15 3 
10W 2,/00 K 800 Im Frosted Yes 15,000 hr A19 4 vin GE Current 53CE36 1 
10W 3,000 K 800 Im Frosted Yes 15,000 hr A19 4 vin GE Current 53CE38 1 
10W 4,000 K 800 Im Frosted Yes 15,000 hr A19 4 vin GE Current 407J24 1 
10W 5,000 K 800 Im Frosted Yes 15,000 hr A19 4 vin GE Current 53CE39 1 
10.5W 2,/00 K 800 Im Frosted Yes 15,000 hr A19 4 vin GE Current 459V13 2 
10.5W 2,/00 K 800 Im Frosted Yes 15,000 hr A19 4 vin GE Current 482P33 4 
10.5W 5,000 K 800 Im Frosted Yes 15,000 hr A19 4 Vin GE Current _482P34 4 
13 W 2,/00 K 900 Im — No 12,000 hr Spiral 4 Vein Satco 451G01 1 
13 W 2,/00 K 900 Im — No 12,000 hr Spiral 4 ¥2 in Philips 492Y88 4 
13 W 2,/00 K 900 Im — No 10,000 hr Spiral 4 ¥ in Philips 492Y92 1 
Ce 
m — 0 r pira Ye in umaPro 45 4 
Compact Fluorescent 13 W 4.100 K 900 Im = No 10,000 hr Spiral 4 Vein Philips 492¥93.1 
13 W 5,000 K 860 Im — No 10,000 hr Spiral 4 Vein Philips 492Y94 1 
13 W 6,500 K 860 Im — No 10,000 hr Spiral 4 ¥2 in Philips 492Y89 4 
14W 2,/00 K 900 Im — No 10,000 hr Spiral 4 Vin Shat-R-Shield 6DZFO 1 
14W 5,000 K 800 Im — No 15,000 hr A19 4 Vin Aero-Tech 23MD13 1 
43 W 2,920 K 750 Im Clear Yes 2,000 hr A19 4 Vein Philips 492230 2 
Halogen 43 W 2,920 K 750 Im Clear Yes 1,000 hr A19 4 vein Shat-R-Shield 21GP88 1 
53 W 2,840 K 850 Im Clear Yes 2,000 hr A19 4 Vin Philips 492731 4 
incandeseani 60W 2610K 795 Im Blue Yes 1,000 hr A19 4 Vin Philips 493A29 1 
60W 2800K 420 Im Clear Yes 1,000 hr 710 9% In LumaPro 4RZX7 1 
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General Purpose E26 Medium Screw-Base Light Bulbs 
































Light Color Bulb Bulb Overall Item Pkg. 
Technolo Watts Temp. Lumens Finish Dimmable _ Rated Life Shape Length Brand No. Qty. 
75W INC/18 to 20W CFL Wattage Equivalency 
10W 3,000 K 1100 Im Anti-Glare Guard No 30,000 hr A21 5 In Aero- Tech 435Y15 1 
10W 3,000 K 1100 Im Anti-Glare Guard Yes 30,000 hr A21 5 In Aero- Tech 435Y16 1 
10W 3,000 K 1100 Im Frosted No 30,000 hr A21 5 ¥ In Aero- lech 54XL59 1 
12W 2,/00 K 1100 Im Frosted No 15,000 hr A19 5 Yin GE Current 492016 2 
12W 2,/00 K 1100 Im Frosted Yes 15,000 hr A21 5 Yin GE Current 53DP51 1 
LED 12W 3,000 K 1100 Im Frosted Yes 25,000 hr A21 5 ¥ in GE Current 447V41 1 
12W 3,000 K 1100 Im Frosted Yes 15,000 hr A21 5 Yin GE Current 53DP52 1 
12W 5,000 K 1100 Im Frosted Yes 25,000 hr A21 5 ¥ In GE Current 447ZV45 1 
12W 5,000 K 1100 Im Frosted No 15,000 hr A19 5 Yin GE Current 492017 Z 
12W 5,000 K 1100 Im Frosted Yes 15,000 hr A21 5 VY in GE Current 53DP53 1 
12.2W 2200 to 2/00K 1100 Im Frosted Yes 15,000 hr A21 5 Yin Philips 5AYP57 1 
sok epg ——=—fe—epohr So —— fr 
wi m — ) r pira in 4 
Compact Fluorescent 19 W 2,700 K 4200 Im = No 10,000 hr Spiral 4 Vein Shat-R-Shield 6DZF1 1 
20 W 9,000 K 1100 Im — No 12,000 hr A19 4% in Aero- lech 23MD14 1 
Halogen 53 W 2,900 K 1050 Im Soft White Yes 1,000 hr A19 4% in GE Current 13X831 Z 
100W INC/23 to 26W CFL Wattage Equivalency 
13.5W 2,/00 K 1500 Im Frosted No 11,000 hr A19 4% in Philips 54YP79 2 
13.5W 5,000 K 1500 Im Frosted No 11,000 hr A19 4% in Philips 54YP56 2 
15W 2,/00 K 1600 Im Frosted No 15,000 hr A19 5 YW in GE Current 492018 2 
15W 2,/00 K 1600 Im Frosted Yes 15,000 hr A21 5 Yin GE Current 53DP54 1 
LED 15W 3,000 K 1600 Im Frosted Yes 15,000 hr A21 5 VY in GE Current 53DP55 1 
15W 5,000 K 1600 Im Frosted No 15,000 hr Cylindrical 5 VY in GE Current 52XH97 2 
15W 5,000 K 1600 Im Frosted Yes 15,000 hr A21 5 VY in GE Current 53DP56 1 
16W 2200 to 2/00K 1600 Im Frosted Yes 15,000 hr A21 5 Yin Philips 5AYP58 1 
16.6W 2,/00 K 1500 Im Frosted No 11,000 hr A21 5 Yin Philips 467P18 1 
16.6W 9,000 K 1500 Im Frosted No 11,000 hr A21 5 Yin Philips 467P19 1 
23 W 2,/00 K 1600 Im — No 12,000 hr Spiral Ve in Philips 492Y90 4 
23 W 2,/00 K 1650 Im — No 12,000 hr Spiral 4% in TCP SYHK6 1 
23 W 2,/00 K 1600 Im Coated No 10,000 hr Spiral 4% in Shat-R-Shield 6DZF2 1 
Sek fbi =A 0S 
2D m — 0 r pira 8 In ilips 4 
Compact Fluorescent 23 W 6.500 K 1600 Im = No 10.000 hr Spiral 5 Vain LumaPro 45212. 
23 W 6,500 K 1600 Im — No 10,000 hr Spiral Ve in Philips 492Y91 4 
25 W 2,/00 K 1600 Im — No 10,000 hr A19 5 in Aero- lech 23MD11 1 
26 W 4100 K 1800 Im — No 10,000 hr Spiral Ve in Philips 492Y86 1 
2/W 2,/00 K 1850 Im — No 12,000 hr Spiral 5 in TGP 9YG24 1 
Halogen /2W 3,000 K 1490 Im Clear Yes 2,000 hr A19 4 Ye in Philips 492732 2 
Incandescent 100W 2/00K 1050 Im Clear Yes 1,000 hr A21 4% in Philips 493A36 1 
150W INC Wattage Equivalency 
LED 20W 6,500 K 2300 Im Frosted No 25,000 hr A30 9 in Philips 449V03 1 
Compact Fluorescent 42 W 2,/00 K 2850 Im — No 12,000 hr Spiral 5 ¥4 in TCP OXZY/ 1 
150W 2/00K 2205 Im Clear Yes 1,000 hr A21 5 ¥4 in Philips 492792 1 
Incandescent 150W 2800K 2160 Im Frosted Yes 1,000 hr PS25 7 in GE Current 2PLK5 1 
150W 2900K 2680 Im Soft White Yes 750 hr A21 5 ¥ In GE Current 1F384 1 
200W INC Wattage Equivalency 
LED 24W 6,500 K 3000 Im Frosted No 25,000 hr A35 9 % in Philips 449V04 1 
200W 2800K 3405 Im Soft White Yes 750 hr A21 5 ¥ In GE Current 2PLJ8 1 
ineaneeseent 200W 2800K 3000 Im Frosted Yes 1,000 hr PS30 8 % in GE Current 2PLK6 1 
200W 2800K 2/80 Im Frosted Yes 2,500 hr A21 5 ¥8 In GE Current 5V922 1 
200W 2800K 3/80 Im Clear Yes 750 hr A21 5 ¥8 In GE Current 6V137 1 
300W INC Wattage Equivalency 
LED 42 6,500 K 5000 Im Frosted No 25,000 hr A40 12 % in Philips 449V05 1 
Incandescent 300W 2/00K 6280 Im Clear Yes 750 hr Po25 4 ¥% In Philips 493A30 1 
500W INC Wattage Equivalency 
Incandescent 500W 3200K 13,650 Im Frosted Yes 60 hr PS25 6 % In Eiko 6DZJ5 1 


y 
Aleio-tectt PHILIPS uot tticentdesin GE Current 





General Purpose E12 Candelabra and 5) 
E39 Mogul Screw-Base Light Bulbs Candelabra | 
Screw ‘ Th 
E12 CANDELABRA SCREW- E39 MOGUL SCREW- (E12) Base | 4qpe 
BASE LIGHT BULBS BASE LIGHT BULBS i _ | 
Compact candelabra screw-base light Mogul screw-base light bulbs ———— 
bulbs fit into tight spaces in appli- are used in large jobsite lights we = 4 = 
ances, bath and vanity fixtures, and and other industrial fixtures. They Fi a = £3 
accent lighting fixtures. Their E12 have an E39 screw base with a Mogul _ oe 
screw base has a 12mm dia. and 39mm dia. and screw into stan- Screw A15 PS25 A23 PS35 
screws into a standard E12 socket. dard E39 sockets. (E39) Base No.435Y10 No. 492Z93 No. 55VR19 No. 5V060 
Light Color Bulb Overall ltem —— Pkg. 
Technolo Watts Temp. Lumens Dimmable Rated Life Shape Length Brand No. Qty. 
eneral Purpose E12 Candelabra Screw-Base Light Bulbs 








40W INC/9 to 11W CFL Wattage Equivalency 
LED oW 

















3,000 K 450 Im No 30,000 hr A15 3 Yin Aero-Tech 435Y10 1 
Compact Fluorescent 11 W 2,/00 K 980 Im No 8,000 hr A19 4 in Aero-Tech 20LP82 1 
eneral Purpose E39 Mogul Screw-Base Light Bulbs 
100/200/300W INC Wattage Equivalency 
Incandescent 100/200/300W 2/00K_ —_1250/2650/3900 Im Yes 1,000 hr Paeo 4 V4 in Philips 492293 1 
300W INC/175W HID Wattage Equivalency 
3oW 3,000 K 4400 Im No 90,000 hr A23 6 “Ain Light Efficient Design 5oVR19 ss 1 
LED 35W 4,000 K 4400 Im No 90,000 hr A23 6 “in Light Efficient Design 5oVR20 si 
3oW 9,000 K 4690 Im No 90,000 hr A23 6 “Ain Light Efficient Design 5oVR21 1 
300W INC Wattage Equivalency 
incandescent 300W 2800K 9200 Im Yes 1,000 hr Pago 9% In GE Current 5V051 1 
300W 2800K 9150 Im Yes 1,000 hr Pose 9% In GE Current 5V054 1 
500W INC Wattage Equivalency 
Incandescent o00W 2900K 10,850 Im No 1,000 hr P935 9% In GE Current 0V060 1 
1000W INC Wattage Equivalency 
Incandescent 1000W 2/00K 23,/40 Im Yes 1,000 hr PooZ 13 in GE Current 5V849 1 
488 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Maxlite pHILIPS CEcurent “HE 
General Purpose 
GU24-Base Light Bulbs © © 























The GU24 base on these light bulbs pushes into a GU24 socket and 2-Pin (GU24) Ai9 
then twists slightly to lock it in place. General purpose GU24-base Base No. 32MX42 
light bulbs are used in new construction projects, restaurants, hotels, ~ 
and other residential or commercial facilities that are required to use 
energy-efficient CFL and LED bulbs. f fi 
Light Color Bulb Overall Item Pkg. 
Technolog Watts Temp. Lumens Dimmable Rated Life Shape Length Brand No. Qty. 
eneral Purpose GU24-Base Light Bulbs 
40W INC/9 to 11W CFL Wattage Equivalency 
6W 2,700 K 480 Im Yes 25,000 hr A19 4% in maxLED 32MX42 1 
LED 6W 3,000 K 480 Im Yes 25,000 hr A19 4% in maxLED 32MX43 1 
6W 4,000 K 480 Im Yes 25,000 hr A19 4% in maxLED 32MX44 1 
60W INC/13 to 15W CFL Wattage Equivalency 
8.8W 3,000 K 800 Im Yes 15,000 hr A19 4 %e in Philips 55YD45 1 
QW 2,700 K 800 Im Yes 25,000 hr A19 4% in maxLED 32MX45 1 
LED QW 3,000 K 800 Im Yes 25,000 hr A19 4% in maxLED 32MX46 1 
9W 4,000 K 800 Im Yes 25,000 hr A19 4% in maxLED 32MX47 1 
10W 2,700 K 800 Im Yes 15,000 hr A19 4% in GE Current 55XC74 1 
Compact Fluorescent 13 W 4,100 K 900 Im No 10,000 hr Spiral 3% In LumaPro 452M09 1 
75W INC/18 to 20W CFL Wattage Equivalency 
11W 2,700 K 1100 Im Yes 25,000 hr A19 4 Vin maxLED 32MX48 1 
LED 11W 3,000 K 1100 Im Yes 25,000 hr A19 4% in maxLED 32MX49 1 
11W 4,000 K 1100 Im Yes 25,000 hr A19 4% in maxLED 32MX50 1 
100W INC/23 to 26W CFL Wattage Equivalency 
15W 2,700 K 1600 Im Yes 25,000 hr A19 4%, in maxLED 32ZN18 1 
LED 15W 3,000 K 1600 Im Yes 25,000 hr A19 4%, in maxLED 32ZN19 1 
15W 4,000 K 1600 Im Yes 25,000 hr A19 4%, in maxLED 32ZN20 1 
16W 3,000 K 1600 Im Yes 15,000 hr A21 5 Yin Philips 55YD44 1 
vy . 
PHILIPS [ied 
current Aasno-rece 
SSATCO’| NUVO’ . 
\ Boom i 
Appliance Light Bulbs 3 
: : : Candelabra Intermediate Medium 
Appliance light bulbs are sized to Sciaw Screw Carew Ps 3 
install into ovens, refrigerators, (E12) Base (E17) Base (E26) Base -_— 
ceiling fans, and other household A15 S14 Ais 
appliances. No. 54YP50 No. 4RZZ1 No. 22MX10 
Light Wattage Color Bulb Bulb Overall Item Pkg. 
Technolo Equivalenc Watts Temp. Finish Lumens Dimmable Rated Life Shape Length Brand No. Qty. 
Appliance Light Bulbs 
Candelabra Screw (E12) 
LED 40W INC 5.5W = 2200to2700K _ Clear 500 Im Yes 15,000 hr A15 3 % in Philips 54YP50 1 
Intermediate Screw (E17) 
10W INC 10W 2800K Frosted 79 Im Yes 1,500 hr $11 2 % in LumaPro 4RZZ1 1 
incandescent 40W INC 40W 2800K Clear 440 Im No 500 hr $11 2 Yin Philips 493A28 1 
40W INC 40W 2800K Clear 440 Im Yes 500 hr $11 2 % in LumaPro 4RZZ3 1 
40W INC 40W 2800K Frosted 440 Im Yes 500 hr ol 2 % in LumaPro 4RZZ4 1 
Medium Screw (E26) 
7.5W INC 7.5W 2800K Clear 53 Im Yes 1,400 hr $11 2 Yin LumaPro 4RZY1 1 
7.5W INC 7.5W 2800K White 39 Im Yes 1,400 hr Su 2 Yin LumaPro 4RZZ2 1 
incandescent 15W INC 15W 2500K Soft White 100 Im Yes 2,000 hr A15 3 Yin GE Current 1CWY4 1 
15W INC 15W 2500K Frosted 115 Im Yes 2,900 hr A15 3 “in GE Current 2V512 1 
15W INC 15W 2300K White 115 Im Yes 3,000 hr A15 4% in Philips 492270 2 
15W INC 15W 2800K Clear 120 Im Yes 400 hr $11 2 Yin LumaPro 4RZY9 1 
40W INC/9 to 11W CFL 4W 2,/00 K Frosted 300 Im Yes 15,000 hr A15 3 “Zin GE Current 22MX10 1 
LED 40W INC/9 to 11W CFL 4W 2,/00 K Clear 300 Im Yes 15,000 hr A15 3 “in GE Current 22MX11 1 
40W INC/9 to 11W CFL 5W 3,000 K Frosted 450 Im No 30,000 hr A15 3 Yin Aero-Tech 54XL58 1 
40W INC 5.5W 2200 to 2700K _ Clear 500 Im Yes 15,000 hr A15 3% in Philips 54YP49 1 
40W INC 40W 2/00K Frosted 355 Im Yes 1,500 hr A15 3 Yin GE Current IMM76 1 
40W INC 40W 2600K Clear 405 Im Yes 1,500 hr A15 3 “in GE Current 3VA53 2 
Incandescent 40W INC 40W 2700K Clear 300 Im Yes 2,900 hr A15 3 “in Satco 451F91 1 
40W INC 40W 2800K Clear 400 Im Yes 1,750 hr A15 4% in Philips 492271 1 
40W INC 40W 2600K Clear 415 |m Yes 1,500 hr A15 3 “in GE Current 5V755 1 
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' Candelabra 
| — Candle-Shaped 
_ « \ad Decorative Light Bulbs 
E= Candle-shaped light bulbs have a slim, 
—- 4 
! vr == tapered shape with a rounded point. They 
2 = Medium are sized to install into chandeliers and 
B10 Bii Bi3 C7 c9-1/2 Screw other decorative lighting fixtures where 
No. 54UA13 No. 435Y19 No. 492279 No. 16X202 No. 24W617 (E26) Base space is tight. 
Light Wattage Color Bulb Overall Item Pkg. 
Technology Equivalency Watts Temp. Lumens Finish Dimmable Rated Life Length Brand No. Qty. 
B10 Bulb Shape; Candelabra Screw (E12) Bulb Base Type 
incandescent 25W INC 25W 2500K 220 Im Clear Yes 1,500 hr 3% in GE Current 1E339 1 
25W INC 25W 2800K 180 Im Clear Yes 9,000 hr 3 Yin Aero-Tech 24W614 1 
LED 40W INC/9 to 11W CFL 4W 2,/00 K 300 Im — Yes 15,000 hr 4 in Maxlite 54UA13 1 
haeandexeant 40W INC 40W 2500K 3/0 Im Clear Yes 1,500 hr 3 Yin GE Current 1E337 1 
40W INC 40W 2800K 400 Im Clear Yes 9,000 hr 3 Yin Aero-Tech 24W619 1 
B11 Bulb Shape; Candelabra Screw (E12) Bulb Base Type 
Incandescent 25W INC 20 2500K 150 Im Clear Yes 2,000 hr 4% in Philips 492277 2 
40W INC/9 to 11W CFL 3.3W 2200 to 2/00K 300 Im Clear Yes 15,000 hr 4 Vin Philips 5AYP67 1 
LED 40W INC/9 to 11W CFL 5W 3,000 K 350 Clear No 30,000 hr 3% in Aero-Tech 435Y19 1 
40W INC/9 to 11W CFL 5W 3,000 K 400 Im Clear Yes 30,000 hr 3%. in Aero-Tech 435Y20 1 
Incandescent 40W INC 40W 2500K 300 Im Clear Yes 2,000 hr 4 in Philips 492278 2 
Halogen 40W INC 40 W 2,900 K 540 Im Clear Yes 3,000 hr 4 in Philips 493A37 2 
Incandescent 60W INC 60W 2/00K 550 Im Clear Yes 2,000 hr 4 Vin Philips 493A32 2 
B11 Bulb Shape; Medium Screw (E26) Bulb Base Type 
LED 40W INC/9 to 11W CFL 3.3W 2200 to 2700K 300 Im Clear Yes 15,000 hr 4 Vin Philips 54YP70 1 
60W INC/13 to 15W CFL 5.5W 2200 to 2700K 500 Im Clear Yes 15,000 hr 4 Vin Philips 5AYP72 1 
B13 Bulb Shape; Medium Screw (E26) Bulb Base Type 
ineandescdit 25W INC 25W 2500K 170 Im Clear Yes 1,500 hr 4% in GE Current 3VA47 2 
40W INC 40W 2550K 300 Im Clear Yes 2,000 hr 4 in Philips 492279 2 
7 Bulb Shape; Candelabra Screw (E12) Bulb Base Type 
4W INC 4 2/00K 16 Im Clear Yes 3,000 hr 4 Vin Philips 493A21 4 
7W INC 7W 2/00K 45 Im Clear Yes 3,000 hr 6 Yin Philips 492285 4 
Incandescent 7W INC 7W 2/00K 46 Im Clear Yes 3,000 hr 2 Yin GE Current 4V508 1 
7W INC 7W 2/00K 46 Im Clear Yes 3,000 hr 2 Vein GE Current 5V141 1 
7W INC 7W 2/00K 35 Im Clear Yes 3,000 hr 2 Vein Satco 451F90 1 
LED 10W INC/3W CFL 0.5W 2,300 K 31m Frosted No 25,000 hr 2 in GE Current 6CEC2 2 
10W INC/3W CFL 0.5W 2,/00 K 3 lm Clear No 25,000 hr 2 in GE Current 16X202 2 
Incandescent 15W INC 15W 2/00K 105 Im Clear No 2,000 hr 2 in Philips 493A27 2 
9-1/2 Bulb Shape; Medium Screw (E26) Bulb Base Type 
Incandescent 40W INC 40W 2800K 330 Im Clear Yes 9,000 hr 3% In Aero-Tech 24W617 1 
/ SSATCOINUVo © current 
j Candelabra 
\ cece Angled Candle-Shaped 
(E12) Base 7 7 
mt |. Decorative Light Bulbs 
a ke The angled tip on these candle-shaped light 
mA £ B ee bulbs resembles a flickering candle flame. 
- ~ ; The bulbs have a slim, tapered and fit into 
BAS BA11 BA12 CA9-1/2 CA10 CA11 moon chandeliers and other decorative lighting 
No. 492Z86 No. 54YP68 No.55YD47 No.451F81 No.451F80 No. 48VG67 Poitcka fixtures with limited space for bulbs 
ase ; 
Light Wattage Color Bulb Overall Item Pkg. 
Technolog Equivalency Watts Temp. Lumens Finish Dimmable Rated Life Length Brand No. Qty. 
BAS Bulb Shape; Candelabra Screw (E12) Bulb Base Type 
25W INC 20W 2500K 150 Im Clear Yes 2,000 hr 2 Vain Philips 492286 4 
25W INC 20W 2/00K 150 Im Clear Yes 2,000 hr 4 Vin Philips 493A31 2 
Incandescent 40W INC 40W 2500K 300 Im Clear Yes 2,000 hr 4 Vein Philips 492287 4 
40W INC 40W 2700K 300 Im Clear Yes 2,000 hr 4 Vin Philips 493A33 2 
60W INC 60W 2/00K 550 Im Clear Yes 2,000 hr 4 Vin Philips 493A34 4 
BA11 Bulb Shape; Candelabra Screw (E12) Bulb Base Type 
25W INC/7W CFL 2W 2200 to 2700K 180 Im Clear Yes 15,000 hr 3 % in Philips 54YP68 1 
LED 40W INC/9 to 11W CFL 3.3W 2200 to 2700K 300 Im Clear Yes 15,000 hr 3 % in Philips 54YP71 1 
60W INC/13 to 15W CFL 5.5W 2200 to 2700K 500 Im Clear Yes 15,000 hr 4% in Philips 5AYP73 1 
75W INC/18 to 20W CFL 6.6W 2200 to 2700K 600 Im — Yes 15,000 hr 4% in Philips 55YD46 1 
BA12 Bulb Shape; Medium Screw (E26) Bulb Base Type 
LED 75W INC/18 to 20W CFL 6.6W 2200 to 2700K 600 Im — Yes 15,000 hr 4% in Philips 55YD47 1 
A9-1/2 Bulb Shape; Candelabra Screw (E12) Bulb Base Type 
Incandescent 40W INC 40W 2/00K 3/0 Im Clear Yes 2,000 hr 3 A In Satco 451F81 1 
A10 Bulb Shape; Candelabra Screw (E12) Bulb Base Type 
25W INC 25W 2500K 210 Im Clear Yes 3,000 hr 4 Vein GE Current 10514 1 
ingardedeaet 25W INC 25W 2500K 220 Im Clear Yes 1,500 hr 4 Vin GE Current 1E343 1 
40W INC 40W 2500K 360 Im Clear Yes 3,000 hr 4 Yin GE Current 10E061 4 
40W INC 40W 2000K 3/0 1m Clear Yes 1,500 hr 4 Yin GE Current 29YL23 4 
CA10 Bulb Shape; Medium Screw (E26) Bulb Base Type 
Incandescent 40W INC 40W 2/00K 360 Im Clear Yes 2,900 hr 4 V4 in Satco 451F80 1 
CA11 Bulb Shape; Candelabra Screw (E12) Bulb Base Type 
40W INC/9 to 11W CFL 4W 2,/00 K 300 Im Clear Yes 15,000 hr 4% in GE Current 49EM10_ «1 
LED 40W INC/9 to 11W CFL 4W 2,/00 K 300 Im — Yes 15,000 hr 4 Vain GE Current 55XC81 2 
60W INC/13 to 15W CFL 5W 2,/00 K 500 Im — Yes 15,000 hr 4 Vain GE Current 55XC82 2 


CA11 Bulb Shape; Medium Screw (E26) Bulb Base Type 


40W INC/9 to 11W CFL AW 2,/00 K 300 Im Clear Yes 15,000 hr 4% in GE Current 48VG67 1 
LED A4QW INC/9 to 11W CFL AW 2,/00 K 300 Im — Yes 15,000 hr 4% in GE Current 55XC79 2 
60W INC/13 to 15W CFL 5W 2,00 K 500 Im — Yes 15,000 hr 4% in GE Current 55XC80 2 
F15 Bulb Shape; Medium Screw (E26) Bulb Base Type 
LED 60W INC/13 to 15W CFL 5.5W 2200 to 2/00K 500 Im Clear Yes 15,000 hr 8 Ye In Philips 5AYP74 1 
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%SATCO| NUVO | 
Decor th atte ht Bulb T 
ecorative Light Bulbs 
Hi ea eae alee ? ue a 
Ig u s creates visua Inster- _— + 
est when installed in bath and Candelabra Screw Medium Screw G16.5 G25 G40 
vanity fixtures. (E12) Base (E26) Base No. 55XC86 No. 55YD50 No. 1C259 
Light Wattage Color Bulb Overall Item Pkg. 
Technology Equivalency Watts Temp. Lumens Finish Dimmable Rated Life Length Brand No. Qty. 
16.5 Bulb Shape; Candelabra Screw (E12) Bulb Base Type 
LED 25W INC/7W CFL 3W 2,/00 K 250 Im — Yes 15,000 hr 3 in GE Current 55XC85 2 
25W INC/7W CFL 3W 2,00 K 250 Im — Yes 15,000 hr 3 in GE Current 55XC86 2 
Incandescent 25W INC 2oW 2500K 220 Im Clear Yes 1,500 hr 3 in GE Current 6V665 1 
LED 40W INC/9 to 11W CFL 3.8W 2200 to 2/00K 350 Im — Yes 15,000 hr 3 ¥% in Philips 55YD51 1 
16.5 Bulb Shape; Medium Screw (E26) Bulb Base Typ 
LED 40W INC 3.8W 2200 to 2700K 350 Im — Yes 15,000 hr — Philips 55YD52 i 
25 Bulb Shape; Medium Screw (E26) Bulb Base Type 
25W INC/7W CFL 5W 2,/00 K 500 Im — Yes 15,000 hr 4 Va in GE Current 55XC84 2 
40W INC/9 to 11W CFL 3.8W 2200 to 2700K 350 Im — Yes 15,000 hr 4% in Philips 55YD50 1 
LED 40W INC/9 to 11W CFL 4W 2,/00 K 350 Im — Yes 15,000 hr 4 Va in GE Current 55XC83 2 
40W INC/9 to 11W CFL 4.5W 2,/00 K 350 Im Frosted Yes 15,000 hr 4 V4 in GE Current 36GJ34 1 
40W INC/9 to 11W CFL 4.5W 2,700 K 350 Im Frosted Yes 15,000 hr 4 ¥% in GE Current 482P36 3 
40W INC 40W 2600K 410 Im Clear Yes 2,000 hr 5 Vin Philips 492789 1 
40W INC 40W 2600K 410 Im Clear Yes 2,000 hr 4 Va in Philips 492790 3 
Incandescent 40W INC 40W 2600K 370 Im Frosted Yes 1,400 hr 4% in GE Current 4V412 1 
40W INC 40W 2600K 410 Im Clear Yes 1,400 hr 4% in GE Current 4V414 1 
40W INC 40W 2/00K 320 Im White Yes 3,000 hr 4 ¥% in Satco 451F86 1 
Halogen 40W INC 40 W 2,800 K 550 Im Clear Yes 2,500 hr 4% in Philips 492767 1 
40W INC 40 W 2,800 K 500 Im Frosted Yes 2,500 hr 4 in Philips 492768 1 
40 Bulb Shape; Medium Screw (E26) Bulb Base Type 
Incandescent 60W INC 60W 2600K 660 Im Frosted Yes 2,500 hr 6 % In GE Current 10259 1 
ishatrsnield. PHILIPS 
(YlaxLite’ GE current nin 
A NEW WAVE OF LIGHT a Daintree company 
Vintage Filament- J | HW 
S | D - Candelabra Screw | ‘| 
tyle Decorative (E12) Base i \ ; 
Light Bulbs 4 IN} | | 
A : 
The LED filaments on these 2 E ) 3B i : 
bulbs mimic the look of the ed iB 
ornate filaments in early incan- Medium Screw A15 A19 Bi1 CA11 ST19 T20 
descent light bulbs. (E26) Base No. 54YP49 No. 54UA14 No. 54YP70 No. 55XC82 No. 54UA16 No. 55VR77 
Light Wattage Color Overall Item Pkg. 
Technolo Equivalenc Watts Temp. Lumens Dimmable Rated Life Length Base Type Brand No. Qty. 
A15 Bulb Shape 
40W INC/9 to 11W CFL 4.5W 2,/00 K 470 Im Yes 15,000 hr 3 %e in Medium Screw (E26) Shat-R-Shield 55VR81 1 
LED 40W INC 5.5W 2200 to 2700K 500 Im Yes 15,000 hr 3 %4 in Candelabra Screw (E12) Philips 54YP50 1 
40W INC 5.5W 2200 to 2700K 500 Im Yes 15,000 hr 3 ¥%4 in Medium Screw (E26 Philips 54YP49 1 
A19 Bulb Shape 
40W INC/9 to 11W CFL 4.5W 2,000 K 350 Im Yes 15,000 hr 4 V% in Medium Screw (E26) Philips 55YD42 1 
LED 40W INC 4.5W 2,200 K 420 Im Yes 15,000 hr 4 vin Medium Screw (E26) Shat-R-Shield 55VR78 1 
60W INC/13 to 15W CFL 7W 2,/00 K 800 Im Yes 15,000 hr 4 in Medium Screw (E26 Maxlite 54UA14 1 
B10 Bulb Shape 
LED 40W INC/9 to 11W CFL 4W 2,/00 K 300 Im Yes 15,000 hr 4 in Candelabra Screw (E12 Maxlite 54UA13 1 
B11 Bulb Shape 
40W INC/9 to 11W CFL 3.3W 2200 to 2700K 300 Im Yes 15,000 hr 4% in Candelabra Screw (E12) Philips 54YP67 1 
LED 40W INC/9 to 11W CFL 3.3W 2200 to 2700K 300 Im Yes 15,000 hr 4% in Medium Screw (E26) Philips 54YP70 1 
60W INC/13 to 15W CFL 5.5W 2200 to 2700K 500 Im Yes 15,000 hr 4% in Medium Screw (E26 Philips 5AYP72 1 
BA11 Bulb Shape 
25W INC/7W CFL 2W 2200 to 2/00K 180 Im Yes 15,000 hr 3 % in Candelabra Screw (E12) Philips 54YP68 1 
LED 40W INC/9 to 11W CFL 3.3W 2200 to 2700K 300 Im Yes 15,000 hr 3 % in Candelabra Screw (E12) Philips 54YP71 1 
60W INC/13 to 15W CFL 5.5W 2200 to 2700K 500 Im Yes 15,000 hr 4 % in Candelabra Screw (E12) Philips 5AYP73 1 
75W INC/18 to 20W CFL 6.6W 2200 to 2700K 600 Im Yes 15,000 hr 4 % in Candelabra Screw (E12 Philips 55YD46 1 
BA12 Bulb Shape 
LED 75W INC/18 to 20W CFL 6.6W 2200 to 2700K 600 Im Yes 15,000 hr 4% in Medium Screw (E26 Philips 55YD47 1 
A11 Bulb Shape 
40W INC/9 to 11W CFL 4W 2,/00 K 300 Im Yes 15,000 hr 4 V% in Medium Screw (E26) GE Current 55XC79 2 
LED 40W INC/9 to 11W CFL 4W 2,/00 K 300 Im Yes 15,000 hr 4% in Candelabra Screw (E12) GE Current 55XC81 2 
60W INC/13 to 15W CFL 5W 2,/00 K 500 Im Yes 15,000 hr 4% in Medium Screw (E26) GE Current 55XC80 2 
60W INC/13 to 15W CFL 5W 2,00 K 500 Im Yes 15,000 hr 4 V% in Candelabra Screw (E12 GE Current 55XC82 2 
F15 Bulb Shape 
LED 60W INC/13 to 15W CFL 5.5W 2200 to 2700K 500 Im Yes 15,000 hr 8 Yin Medium Screw (E26 Philips 5AYP74 1 
16.5 Bulb Shape 
25W INC/7W CFL 3W 2,/00 K 250 Im Yes 15,000 hr 3 in Candelabra Screw (E12) GE Current 55XC85 2 
LED 40W INC/9 to 11W CFL 3.8W 2200 to 2700K 350 Im Yes 15,000 hr 3 % in Candelabra Screw (E12) Philips 55YD51 1 
40W INC 3.8W 2200 to 2/00K 350 Im Yes 15,000 hr — Medium Screw (E26 Philips 55YD52 1 
G25 Bulb Shape 
LED 25W INC/7W CFL 5W 2,/00 K 500 Im Yes 15,000 hr 4 V% in Medium Screw (E26) GE Current 55XC84 2 
40W INC/9 to 11W CFL 3.8W 2200 to 2700K 350 Im Yes 15,000 hr 4 ¥% in Medium Screw (E26 Philips 55YD50 1 
119 Bulb Shape 
40W INC/9 to 11W CFL 5W 2,000 K 350 Im Yes 15,000 hr 5 “ein Medium Screw (E26) Philips 55YD43 1 
LED 40W INC/9 to 11W CFL 5W 2,200 K 320 Im Yes 15,000 hr 5 ¥% in Medium Screw (E26) Maxlite 54UA16 1 
60W INC/13 to 15W CFL 5W 2,/00 K 200 Im Yes 15,000 hr 5 in Medium Screw (E26 GE Current 55XC87 1 
T20 Bulb Shape 
LED 60W INC/13 to 15W CFL 6.5W 2,200 K 600 Im Yes 15,000 hr 5 “ein Medium Screw (E26) Shat-R-Shield 55VR77 1 
60W INC/13 to 15W CFL 6.5W 2,/00 K 800 Im Yes 15,000 hr 5 “/e in Medium Screw (E26) Shat-R-Shield  55VR76 1 
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Colored Decorative 
Light Bulbs 


The colored lenses on these bulbs 
tint the color of the light emitted by 






PHILIPS A19 PAR38 the bulb. Commonly known as party 
No. 54YP63 No. 448K86 sie lights, colored decorative light bulbs 
edium Screw ; 
(E26) Base are used for celebrating seasons and 





oy al 


holidays and as mood lighting for 
parties and events. 


: i | | 
<2 



































Light Wattage Light Overall Item Pkg. 
Technolo Equivalenc Watts Appearance Dimmable Rated Life Length No. Qty. 
A19 Bulb Shape; Medium Screw (E26) Bulb Base Type 
60W INC 8W Blue No 10,000 hr. Ay," 54YP59 1 
60W INC 8W Yellow No 10,000 hr. AYA" 54YP60 1 
LED 60W INC 8W Purple No 10,000 hr. AYA" 54YP61 1 
60W INC 8W Red No 10,000 hr. Ay," 54YP62 1 
60W INC 8W Green No 10,000 hr. Aya" 54YP63 1 
60W INC 8W Orange No 10,000 hr. Aya" 54YP64 1 
PAR38 Bulb Shape; Medium Screw (E26) Bulb Base Type 
90W HAL 13.5W Blue No 10,000 hr. 5% 448K86 1 
LED 9OW HAL 13.5W Yellow No 10,000 hr. 5% 448K87 1 
9OW HAL 13.5W Green No 10,000 hr. 5% 448K88 1 
9OW HAL 13.5W Red No 10,000 hr. 5% 448K89 1 
ishat-r-shield:.. current 
The Protective Lighting Company a Daintree company 
BSATCO | NUVO 
Light Bulbs 
The wide beam of infrared light cast 
. by these bulbs also emits radiant heat. 
oe Heat lamp reflector bulbs are used for 
Medium Screw Medium Skirted Mogul Screw warming animal enclosures, drying 
= (E26) Base § (E26/50x39) Base (E39)Base —Chemicals and paint, heating bath- 
. rooms, preventing pipes or equipment 
. pute ” ade from freezing, and keeping food warm 
° - in food-service areas. 
Light Wattage Color Bulb Overall Item Pkg. 
Technolo Equivalenc Watts Temp. Lumens Finish Dimmable Rated Life Length Brand No. Qty. 
BR40 Bulb Shape; Medium Screw (E26) Bulb Base Type 
125W INC 125W 2700K — Clear No 5,000 hr 6 Yin Shat-R-Shield 33H575 1 
250W INC 250W 2500K 2150 Im Clear Yes 5,000 hr 6 % in GE Current 1E295 1 
Incandescent 250W INC 250W 2500K 2200 Im Clear Yes 5,000 hr 6 % in GE Current 4V673 1 
250W INC 250W 2700K 1200 Im Clear No 5,000 hr 6 Yin Shat-R-Shield 11D011 1 
250W INC 250W No Rated Color Temp, Red — Red Yes 9,000 hr 6 % in GE Current 2294 1 
R40 Bulb Shape; Medium Screw (E26) Bulb Base Type 
125W INC 125W 2700K 300 Im Clear Yes 6,000 hr 6 Yin Satco 451F96 1 
Incandescent 250W INC 250W 2700K 1200 Im — No 5,000 hr 6 Yin Shat-R-Shield 55VR71 1 
250W INC 250W No Rated Color Temp, Red Not Rated, Heat Lam Red No 5,000 hr 6 Yin Shat-R-Shield 30ZX22 1 
R40 Bulb Shape; Medium Skirted (E26/50x39) Bulb Base Type 
Incandescent 250W INC 250W 3000K Not Rated, Heat Lamp Frosted Yes 5,000 hr 7 Yin GE Current 1F422 1 
R40 Bulb Shape; Medium Skirted (E26/53x39) Bulb Base Type 
Incandescent 375W INC 375W 2700K 2700 Im Clear Yes 5,000 hr 7 in GE Current 5V211 1 
R40 Bulb Shape; Mogul Screw (E39) Bulb Base Type 
Incandescent S00W INC S00W 2700K 5900 Im Frosted Yes 3,000 hr 7 Ya in GE Current 5V157 1 
isheat-r-shield... 
The Protective Lighting Company 
> -— Shatter-Resistant Spot, 
Reflector & Flood Light Bulbs 
The surface coating on these bulbs keeps broken glass, mercury, 
and phosphors contained if the bulbs burst or break, preventing 
the contaminants from spreading into the surrounding area. The 
bulbs have a reflective inner surface that intensifies their light 
esi Medium Screw __ Output. Shatter-resistant bulbs are used in manufacturing plants, 
== Ft (E26) Base food-processing facilities, and other settings where product 
BR30 PAR38 R40 contamination must be avoided. They are also used in areas 
No. 493V05 No. 55VR74 No. 493V06 where the light bulbs may be exposed to shaking or impacts. 
Bulb 
Light Wattage Color Beam Overall Item Pkg. 
Technolo Equivalenc Watts Temp. Lumens Angle Dimmable Rated Life Length No. Qty. 
BR30 Bulb Shape; Medium Screw (E26) Bulb Base Type 
LED 5W INC QW 5000K 750 Im 115° Yes 25,000 hr. 5A" 493V05 1 
Halogen 65W INC 50W 2680K 590 Im 30° Yes 2500 hr. 5A" 5SVR72 1 
PAR38 Bulb Shape; Medium Screw (E26) Bulb Base Type 
Halogen 75W INC 60W 2850K 1100 Im 30° Yes 2000 hr. 5 55VR74 1 
R40 Bulb Shape; Medium Screw (E26) Bulb Base Type 
LED 85W INC 16.5W 5000K 1200 Im 115° Yes 25,000 hr. 6Y" 493V06 1 
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PAR Light Bulbs PHILIPS ©& current 


Parabolic aluminized reflector (PAR) light bulbs are used for indoor and outdoor accent lighting, such as high- 
lighting flagpoles or building facades, interior track lighting, illuminating walls, security lighting, stage lighting, 
and sign lighting. 


Medium Screw 
(E26) Base 


— 





Bulb 
Light Wattage Color Beam Overall Item Pkg. 
Technolog Equivalency Watts Temp. Lumens Angle Dimmable Rated Life Length Brand No. Qty. 
PAR16 Bulb Shape; 2-Pin (GUT0) Bulb Base Type 
LED SOW HAL =4.5W 2200to2/00K 380|m Jo: Yes 25,000hr 2 in Philips 45HE82_ 1 
PAR16 Bulb Shape; Medium Screw (E26) Bulb Base Type . 
Halogen W INC 60 W 2,890 K 485 Im 40 ° Yes 2,000hr 2iIn GE Current 11JV3 1 Screw Terminals 
60W INC 60 W 2,900 K 580 Im Zt” Yes 2,000hr 3 %in Philips 492742 1 Base 


PAR20 Bulb Shape; Medium Screw (E26) Bulb Base Type 
Halogen 39W INC 39 W 2,900 K 480 Im 20°" Yes 1,000 hr 3%in Philips 492243 
39W INC 39 W 2,900 K 480 Im 10° Yes 1,000 hr 3%in Philips 492744 
5OW HAL 7W 2200 to 2/00K = 500Im 25." Yes 25,000hr 3%iIn Philips 462F19 
50W HAL 7W 2200 to 2700K 500Im 40 ° Yes 25,000hr 3%iIn Philips 462F21 
50W HAL 7W 2,/00 K 500 Im Bo Yes 25,000hr 3%in GE Current 45CM40 
50W HAL 7W 2,/00 K 500 Im 20 ° Yes 25,000hr 3'%in GE Current 45NY24 
SOW INC 7W 2,/00 K 500 Im go: Yes 15,000hr 3%in GE Current 482P42 





hy) ty ss ss ss 1 | 





LED 50WHAL.7W.3,000K.520Im. 20°. Yes 25.000hr 3%in GE Current 45AU69 
50WHAL7W.3,000K.520Im. 20°. Yes 25.000hr 3%in GE Current  45NY25 
50WHAL7W.3,000K.520Im. 20° Yes 25.000hr 3%in GE Current 45NY26 
50WHAL.7W.3,000K 500Im. 25° Yes. 25000hr 3%in Philips  462F20 
50WHAL7W.3,000K.500Im. 40° Yes 25000hr 3%in Philips  462F22 
SOWING 38W2.850K 490m 25° Yes 1,500 hr 3 %in GE Current 39P428 re ; 
Halogen 50WINC 38W 2.850K. 490Im. 10°. Yes. 1.500hr 3% in GE Current  39P429 ere en = i alt 2) 
PAR30 Bulb Shape; Medium Screw (E26) Bulb Base Type 
fisaan SOWINC 38W  2850K  580Im 25° Yes 1.500hr 3%in  GECurrent 39P421 1 
50WINC 38W 2.850K580Im. 10°. Yes. 1.500hr3%in GE Current 39P422 1 
75WINC12W2.700K 850m 40° Yes 25 000 hr 8 in GE Current 246MI70 1 
75WHAL12W.2.700K  1000Im 25° Yes 25.000hr 3%in GE Current 45NY16 1 
75WHAL12W.2.700K  1000Im 40° Yes 25.000hr 3%in GE Current 45NY17 1 
ce 75WINC 12W. 2.700K900Im 35° Yes 15000hr 3%in GE Current 482P38 2 
75WINC12W.3.000K.900Im. 40°. Yes 25000hr Qin  GECurrent 246M68 1 
75WHAL12W.3,000K.950Im. 35° Yes. 25.000hr 334in GE Current 45AU63 1 
75WHAL12W3,000K1050Im 25°. Yes 25.000hr 3%4in GE Current 45NY18 1 7 
75WHAL12W.3,000K 1050lm 40°. Yes 25.000hr 3%4in GE Current 45NY19 1 
PAR3OL Bulb Shape; Medium Screw (E26) Bulb Base Type | ‘ 
75WHAL  i0W  2700K  800Im 25° Yes 25000hr 4%in Philips 522X751 i 
75WHAL10W.2.700K 800Im. 40°. Yes. 25000hr 4%in Philips 522X771 
75WHAL10W.3,000K 850Im. 25° Yes. 25000hr 4%in Philips 522X761 
75WHAL10W 3,000K 850Im. 40° Yes. 25000hr 4%in Philips 522X781 
75WINC 12W.2.700K.850Im. 40°. Yes 25000hr 8 %in GE Current 24673 1 PARIG PAR20 
75WHAL12W.2.700K 1000Im 40°. Yes 25.000hr 4%4in GE Current 45NY21 1 
LED 75WINC12W.2.700K 1050Im 25° Yes 25.000hr 4%4in GE Current 55XC93 1 eeneere Oana 
75WINC12W.3.000K.900Im. 40°. Yes 25000hr Qin GE Current 246M72 1 
75WHAL12W.3,000K.950Im. 35°. Yes 25.000hr 454in GE Current 45AU70 1 
75WHAL12W.3,000K 1050Im 25° Yes 25.000hr 4%4in GE Current 45NY22 1 ———a 
75WHAL12W.3,000K. 1050Im 40°. Yes 25.000hr 4%in GE Current 45NY23 1 = eee 
75WINC 12W.3.000K. 900Im 25° Yes 25000hr 4%4in GE Current 55XC92 1 ) 
Halogen 75WING53W2.800K 920Im 10° Yes 1,000hr 4% in Philips 492745 1 


PAR3OLN Bulb Shape; Medium Screw (E26) Bulb Base Type £ 


Halogen SOW INC 38 W 2,800 K 550 Im 25)" Yes 1500hr 4% in GE Current 39P423 1 
PAR30S Bulb Shape; Medium Screw (E26) Bulb Base Type : <f 


7OW HAL 10W 2,/00 K 800 Im 20 Yes 20,000hr 3 In Philips 922X711 
7OW HAL 10W 2,/00 K 800 Im 40° Yes 20,000hr 3 %In Philips 922X73 


1 
LED : ul if 
75W HAL 10W 3,000 K 850 Im 25” Yes 25,000hr 3%in Philips 52ZX72 1 ur 
75W HAL 10W 3,000 K 850 Im 40° Yes 25,000hr 3%in Philips 52ZX74 1 = ¥ i : 
PAR36 Bulb Shape; Screw Terminals Bulb Base Type 
35W INC 35 W 3,000 K 250 Im ou” Yes 4000hr 3%\iIn GE Current 4V091 PAR30O PARSOL 
Halogen 3oW INC 30 W 3,050 K 93 Im 8° Yes 4000hr 3%iIn GE Current 3JK48 No. 246M68 No. 52ZX75 


1 
1 
40W INC 36 W 3,000 K 450 Im 30 ° Yes 4000hr 2%iIn Philips 492746 1 
SOW INC SOW 3000K 3580Im 40° Yes 400 hr 2 ¥%4 in GE Current 6VK23 1 
100W INC 100W 3000K 8/50Im 40° Yes 25 hr 2 ¥%4 in GE Current 6VK26 1 
Incandescent 1OOWINC 100W 3000K 1050 Im 14° Yes 300 hr 2 %4 In GE Current 1G866 1 
150W INC = 150W 3000K 825 Im 40° Yes 300 hr 2 ¥%4 in GE Current 2F350 1 
250W INC  250W 3000K 1800 Im tf? Yes 25 hr 2 %4 in GE Current 1G864 1 
Halogen 650W INC 650W 3,200 K 24,000Im 30° Yes 100 hr 2% in GE Current 10445 1 
PAR38 Bulb Shape; Medium Screw (E26) Bulb Base Type 
SOW INC 38 W 2,890 K 520 Im 20” Yes 1,500hr 5%in GE Current 49K699 
Halogen 60W INC 60 W 2,900 K 1070 Im 10° Yes 1,100hr 5%in GE Current 220432 
75W INC 60 W 2,900 K 1070Im 30° Yes 1,100hr 5%in GE Current 220433 
80W INC 80 W 3,000 K 1600 Im 10° Yes 1,100hr 5 %in GE Current 220434 
9OW HAL 12W 2,/00 K 850 Im 20° Yes 25,000hr 5 in Philips 52ZX79 
90W HAL 12W 2,/00 K 850 Im 40 ° Yes 25,000hr 5 in Philips 52ZX82 





LED 90W HAL 12W 900 Im 20° Yes 20,000 hr 5% In Philips 022ZX80 ££ 
90W HAL 12W 900 Im 40° Yes 20,000 hr 5% In Philips 922X83 
90W INC 15W 1300Im 40° Yes 20,000 hr 5 %in GE Current 45UY91 PARSOLN PAR30S 
1OOW INC = 12W 950 Im 12” Yes 20,000 hr 5 %in GE Current _59XC94 No. 39P423 No. 52ZX71 
Halogen 1OOW INC = /72W 1350 Im 25° Yes 1,000 hr 5 %in Philips 4927247 
1OOW INC  =/72W 1350lm_ —«10° Yes 1,000 hr 5 %in Philips 492248 


Incandescent 1OOWINC 100W 
120W HAL = 14W 
120W HAL 14W 
120W HAL 14W 
120W HAL 14W 
120W HAL 14W 
120W HAL = 18W 
120W HAL = 18W 
120W HAL 18W 
120W HAL = 18W 
120W HAL = 18W 
120W HAL 18W 


1820Im_ 50° Yes 0,000 hr 5% in Philips 493A16 
1150!lm = 25° Yes 20,000 hr 5% In Philips 022X84 
1150Im 40° Yes 20,000hr 5% In Philips 022X87 
1150 Im 25° Yes 20,000 hr 95 “in Philips 922ZX85 
1150Im 40° Yes 20,000 hr 95 “In Philips 022X88 
1150Im 25° Yes 20,000 hr 5 “in Philips 922ZX86 
1250Im 40° Yes 20,000hr 5 %in GE Current 246M80 
1550 im 25° Yes 20,000 hr 5 %in GE Current 45NY11 
1590 Im 40° Yes 20,000hr 5 %in GE Current 45NY12 
1350Im 40° Yes 20,000 hr 5 %in GE Current 246M84 
Tos0lm = _ 25° Yes 20,000hr 5 %in GE Current 45NY09 
1700Im_ 25° Yes 20,000hr 5 %iIn GE Current 45NY13 


r= 


LED 





WOO NOOO NN NI OOO NIN co 00] CoH OO OOO 
QOD QOQoQqgqgog OO! OG GO OG) Oj} Co Cy GO C| CG; © 
DOD ODOC OOO OO GQqgq oO) O| o| © 





hy th) ty) AD) a) st st) | | | ss) sy hy) | ss ss) ss) | | 4) | | 


a} C9} BS) DO} BS) Gd} Gd) DS} PS} POS} O7/ CO Gd) DO) DO} La} D9) DO} Gd) Go) Go) Go 
AAA AAA A AAR ARIA AA NAAR 


120W INC 16W | 1300Im 40° Yes _15,000hr 5%in  GECurrent 482P37 
120W INC 18W | 1700Im 40° —*Yes_~—«-25,000hr_ 5%%in | GECurrent 45NY14 PAR36 PAR38 
150W HAL _18W | 1550Im___ 40 Yes 25,000hr_ 5 %in  GECurrent 45NY10 sic. 4c44e sic aENV OS 


Incandescent 1/oWINC  1/5W 2620Im_ 360° Yes 0,000hr 5% in Philips 492291 
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- PAR Light Bulbs PHILIPS CE current 
GS 3 Bulb 





Light Wattage Color Beam Overall Item Pkg. 
Technology Equivalency Watts Temp. Lumens Angle Dimmable Rated Life Length Brand No. Qty. 
Ne : PAR46 Bulb Shape; Screw Terminals Bulb Base Type 
Al Halogen 250W INC 250W 3,000 K 67 Im 40° Yes 25 NF 4 in GE Current 6VK43 1 
. ineandaseent 450W INC 450W 3000K 30,820Im 14° Yes 10 hr 3 Yin GE Current 6VK51 = 1 
PARG4 450W INC  450W 3000K 2800 lm 40° Yes 10 hr 3 4 in GE Current 2F340 1 
No. 1K441 No. 6VK44 PAR56 Bulb Shape; Mogul End Prong (GX16d) Bulb Base Type 


meandescent 200W INC 200W 2/50K 22/0|Im 30° Yes 2,000 hr 5 in GECurrent 10249 1 
300W INC  300W 2/50K 3840 Im 60° Yes 2,000 hr 5 in GE Current 4V499 1 
PAR56 Bulb Shape; Screw Terminals Bulb Base Type 
200W INC 200W 3000K 3/00 Im 15.” Yes 350 hr 4% In GECurrent 5V123 1 
Incandescent 300WINC 300W 3000K 6000 Im 60 ° Yes 1,000 hr 4% in GE Current 5V511_ 1 
350W INC  350W 3000K 6200 Im 15 Yes 500 hr 4% in GE Current 1K441 1 
PARG64 Bulb Shape; 3 Screw Terminals Bulb Base Type 


























Incandescent 1O000WINC 1000W  3000K — 40° Yes 25 hr 3%.in GECurrent 2F588 1 
PARG64 Bulb Shape; Screw Terminals Bulb Base Type 
Incandescent 600W INC 600W 3000K 47,/32|Im 12° Yes 25 hr 3 Ya in GECurrent 6VK44 = 1 
; 2 “Halogen OOOWINC 6O0OW  3,000K 60,000Im 40° Yes 00hr 4%in GECurrent 6VK46 1 
PL Vertical PL Vertical Bulb Shape; 2-Pin (G24d) Bulb Base Type 
NO: See ow ere 105W 2,700K  1000Im 120° No  50,000hr 6 %in  GECurrent S4EL42 1 
a LED OW eRe 10-5W 3,500K  1050Im 120° No  50,000hr 6%in GECurrent S4EL44 1 
pow cre 10-5W 4,000K  1050Im 120° No  50,000hr 6 %in  GECurrent S4EL45 1 
i. sil JAIERO-TECH 
Hit =I ® j PH | Li PS a current SS 20,00 tour § SSS 
| 
/  #SATCOINUVO 'Shatrshielc.. “Tid 
, a BR Light Bulbs 
. } Bulged reflector (BR) light bulbs have a reflector that prevents 
= Bs light from becoming trapped in the bulbs’ neck and sides 
Medium Screw BR30 BR38 BR40 and instead directs the light forward out the bulbs’ top. These 
(E26) Base No. 492269 No. 5UCX3 No. 36GJ48 bulbs are commonly used as floodlights and corridor lights. 
Bulb 
Light Wattage Color Beam Overall Item Pkg. 
Technology Equivalency Watts Temp. Lumens Angle Dimmable Rated Life Length Brand No. Qty. 
BR30 Bulb Shape; Medium Screw (E26) Bulb Base Type 
acancecait 45W INC 45W 2600K 385 Im 60° Yes 2,500 hr 5% in Philips 493A18 3 
45W INC 45W 2700K 330 Im 30° Yes 2,500 hr 5 ¥ in Philips 493A17_ 3 
Halogen 5OW ING 50 W 2,900 K 600 Im 60° Yes 2,000 hr 5 Vain Philips 4927693 
65W INC/TOW CFL 7.2W 2200 to 2/00K 650 Im 90° Yes T5,000 hr 5 in Philips BAYP75. «1 
LED 65W INC/16W CFL 7.2W 2,700 K 650 Im 110° Yes 15,000 hr 5 Vain Philips 5AYP77—s«d 
65W INC SW 2,700 K 700 Im 40° Yes 15,000 hr 5 % in GE Current 482P41 2 
65W INC 12W 3,000 K 800 Im 120° Yes 20,000 hr 5 Yin Aero-Tech 54XL60 1 
65W ING 65W 2600K 610 Im 25° Yes 2,000 hr 5 ¥ in GE Current TK401 1 
65W INC 65W 2600K 725 Im 50” Yes 2,000 hr 5 % in GE Current 2F214 1 
65W INC 65W 2680K 605 Im 300 ° Yes 4,000 hr 4in Philips 492280 1 
ipenceseant 65W INC 65W 2690K 610 Im 55° Yes 2,500 hr 5 % in Philips 492781 3 
65W INC 65W 2700K 540 Im a5” Yes 2,000 hr 5 ¥% in GE Current 5V298 1 
65W INC 65W 2700K 685 Im 360 ° Yes 2,000 hr 5 ¥% in Satco 451F85 1 
65W INC 65W 2710K 620 Im 55° Yes 2,000 hr 5 % in Philips 492282 1 
65W INC 65W 2800K 610 Im 60° Yes 20,000 hr 5 Yin Aero-Tech 5UCW9 1 
LED TOOW INC T5W 2200 to 2/00K 1400 1m T10° Yes 15,000 hr 5 Yin Philips 55YD48. sd 
BR38 Bulb Shape; Medium Screw (E26) Bulb Base Type 
aaewaeseane 75W INC 75W 2800K 650 Im 60° Yes 20,000 hr 5% in Aero-Tech 5UCX3 1 
TOOW INC TOOW 2800K 1100 Im 60° Yes 20,000 hr 5 ¥ in Aero-Tech 5UCX5 1 
BR40 Bulb Shape; Medium Screw (E26) Bulb Base Type 
Incandescent 50W INC 50W 1330K 100 Im 60° Yes 2,000 hr 6 %in Philips 493A20 1 
LED 65W INC/T6W CFL TOW 2200 to 2700K 800 Im 90° Yes T5,000 hr 6 Zin Philips BAYP78.s«d 
65W INC 11W 2,700 K 950 Im 40° Yes 15,000 hr 6 Zin GE Current 482P40 1 
65W ING 65W 2600K 500/730 Im 30° Yes 2,000 hr 6 % in GE Current 2F218 1 
incanceceant 65W INC 65W 2700K 620 Im 60° Yes 2,000 hr 2 Vin Philips 493A15 «12 
65W INC 65W 2750K 565 Im 55° Yes 4,000 hr 5 ¥% in Philips 492283 1 
65W INC 65W 2750K 565 Im 60° Yes 2,000 hr 6 Yin Philips 492784 1 
S5W INC T3W 2,700 K 1070 Im 120° Yes 25,000 hr 6 % in GE Current 36GJ48 1 
LED 85W INC 13W 3,000 K 1070 Im 120° Yes 25,000 hr 6 % in GE Current 36GJ49 1 
85W INC 13W 5,000 K 1070 Im pli Yes 25,000 hr 6 % in GE Current 55XC78. Ss 
150W INC 20W 2200 to 2700K 2175 |m 110° Yes 15,000 hr 6 Vin Philips 55YD49 si 
250W INC 250W T330K 378 Im 60° Yes 5,000 hr 3 Ya in Philips 493A01 1 
ineaneescant 250W INC 250W 1330K 378 Im 60° Yes 5,000 hr 6 %in Philips 493A02 1 
250W INC 250W 2700K 1200 Im 105° No 5,000 hr 6 Hin Shat-R-Shield  11D011 1 
500W INC 500W 2700K 5500 Im 360 ° Yes 2,000 hr 6 Zin Satco 451F99 1 
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MR11 MR16 
No. 492234 No. 490Z25 


. BIKE « 
MR Light Bulbs current PHILIPS Alo seatcoinuvo DUrtoN EiKC Pre 


Multifaceted reflector (MR) light bulbs have several internal reflectors that direct light at a precise angle as it exits the bulbs. MR bulbs produce 
a narrow beam of light and are used in display cases and small task lights where the bulb is spotlighting objects that are a short distance away. 
These compact bulbs also fit into tight areas where the bulb will be concealed, such as elevator lights. 











Bulb 
Light Wattage Color Beam Overall Item Pkg. 
Technology Equivalency Watts Temp. Lumens Angle Dimmable Rated Life Length Brand No. Qty. 

MR11 Bulb Shape; 2-Pin (G4) Bulb Base Type 

Halogen 20W INC 20W 2800K 165 Im 25° Yes 4000 hr. 13%" GE Lightin 10736 1 

MR11 Bulb Shape; 2-Pin (GU4) Bulb Base Type 

Halogen 20W INC 20W 2800K 230 Im 30° Yes 2000 hr. 13/4" Philips 492234 1 

MR16 Bulb Shape; 2-Pin (GU10) Bulb Base Type 

Halogen 20W INC 20W 3000K 205 Im 36° Yes 3000 hr. 17%" Philips 492235 1 

LED 35W HAL AW 3500K 300 Im 35 Yes 25,000 hr. 2 V4" GE Lighting 55XC91 1 

35W INC/8W CFL 6W 3000K 400 Im 25°, 40°, 55° Yes 30,000 hr. 2 Ve" Aero-Tech 435Y18 1 

35W HAL 35W 2900K 400 cbcp 38° Yes 2000 hr. 17%" Satco 451F87 1 
50W INC 50W 2750K 400 Im 40° Yes 3000 hr. 2 V4" GE Lighting 1TJT8 1 

Halogen 50W INC 50W 2800K 205 Im 25° Yes 2000 hr. 2% Philips 492237 k} 
50W HAL 50W 2900K 900 cbcp 38° Yes 2000 hr. 17%" Satco 451F88 1 
50W INC 50W 3000K 6200 cbc 10° Yes 3000 hr. 17%" Philips 492241 1 

MR16 Bulb Shape; 2-Pin (GU5.3) Bulb Base Type 
35W HAL 4.5W 2700K 380 Im 12° Yes 25,000 hr. 13%" GE Lighting 55XC88 1 
35W HAL 4.5W 3500K 400 Im 12° Yes 25,000 hr. 13%" GE Lighting 55XC89 1 
35W HAL 4.5W 4000K 400 Im 12° Yes 25,000 hr. 13%" GE Lighting 55XC90 1 

LED 35W INC/8W CFL 6W 3000K 400 Im 25°, 40°, 95° No 30,000 hr. 2 Ve" Aero-Tech 435Y17 1 
35W HAL 6.4W 3000K 420 Im 35° Yes 25,000 hr. 1%" Philips 44ZA65 1 
35W HAL 6.5W 2200to2700K 410Im 25° Yes 25,000 hr. 17%" Philips 38NF55 1 
35W HAL 6.5W 2200to2700K 410Im 35° Yes 25,000 hr. 1%" Philips 38NF56 1 
35W HAL 35W 3700K 520 Im 36° Yes 2000 hr. 134" Burton 35FT94 4 

Halogen 35W HAL 35W 3700K 520 Im 10° Yes 2000 hr. 13%" Burton 35FV40 4 
35W INC 35W 3000K 540 Im 36° Yes 3000 hr. 13%" Philips 492238 1 
50W HAL 6W 2700K 500 Im 35° Yes 25,000 hr. 1%" GE Lighting 490234 1 
50W HAL 6W 2700K 500 Im 25° Yes 25,000 hr. 17%" GE Lighting 490235 1 
50W HAL 6.5W 2700K 500 Im 2a Yes 25,000 hr. 1%" GE Lighting 490224 1 
50W HAL 6.5W 2700K 500 Im 10° Yes 25,000 hr. 17%" GE Lighting 490227 1 
50W HAL 6.5W 2700K 500 Im go” Yes 25,000 hr. 17%" GE Lighting 490231 1 
50W HAL 6.5W 2700K 550 Im 35° Yes 25,000 hr. 1%' GE Lighting 490232 1 
50W HAL 6.5W 2700K 485 Im 35° Yes 25,000 hr. 17%" Philips 494L70 1 
50W HAL 6.5W 3000K 520 Im 25° Yes 25,000 hr. 1%" GE Lighting 490225 1 
50W HAL 6.5W 3000K 520 Im oo Yes 25,000 hr. 1%" GE Lighting 490226 1 
50W HAL 6.5W 3000K 520 Im ich Yes 25,000 hr. 17%" GE Lighting 490228 1 

LED 50W HAL 6.5W 3000K 1350 Im 25° Yes 25,000 hr. 13%" GE Lighting 490236 1 
50W HAL 6.5W 3000K 485 Im ob” Yes 25,000 hr. 17%" Philips 494L71 1 
50W HAL 6.5W 4000K 550 Im 15° Yes 25,000 hr. 1%" GE Lighting 490229 1 
50W HAL 6.5W 4000K 550 Im 25° Yes 25,000 hr. 1%" GE Lighting 490230 1 
50W HAL 7.3W 2700K 515 Im 25° Yes 25,000 hr. 2" Philips 494C70 1 
50W HAL 7.3W 2700K 515 Im a5” Yes 25,000 hr. 2. Philips 494C71 1 
50W HAL 7.3W 3000K 515 Im 257 Yes 25,000 hr. a Philips 494C72 1 
50W HAL 7.3W 3000K 515 Im 30° Yes 25,000 hr. 2" Philips 494C73 1 
50W HAL 8.5W 2700K 600 Im 25° Yes 25,000 hr. 2" Philips 494C74 1 
50W HAL 8.5W 2700K 600 Im 35° Yes 25,000 hr. 2" Philips 494C75 1 
50W HAL 8.5W 3000K 620 Im 25° Yes 25,000 hr. 2" Philips 494C76 1 
50W HAL 8.5W 3000K 620 Im oo. Yes 25,000 hr. 2 Philips 494C77 1 
SOW INC 50W 3000K 750 Im 36° Yes 3000 hr. 1%" Philips 492261 1 

Halogen 50W INC 50W 3100K 850 Im 36° Yes 3000 hr. 13%" Philips 492236 1 
5OW HAL 50W 3100K 700 Im 10° Yes 2000 hr. 13/4" Burton 35FT81 3 

MR16 Bulb Shape; 2-Pin (GX10) Bulb Base Type 

Ceramic Metal 20W MH 20W 3000K 1000 Im 40° No 12,000 hr. 2%" GE Lighting 1TJT3 1 

Halide 20W MH 20W 3000K 1000 Im 12° No 12,000 hr. 298" GE Lighting 1TJR7 1 
20W MH 20W 3000K 1000 Im 25° No 15,000 hr. 2V2" Philips 492Y36 1 

Metal Halide 20W MH 20W 3000K 1000 Im 10° No 15,000 hr. 2V2" Philips 492Y37 1 
39W MH 39W 3000K 2200 Im 25° No 10,000 hr. 298 GE Lighting 3DXR9 1 

MR16 Bulb Shape; 2-Pin (GX5.3) Bulb Base Type 
20W INC 20W 2900K 275 |m 36° Yes 2000 hr. 1%' GE Lighting 4LV92 1 
20W INC 20W 3000K 205 Im 36° Yes 3000 hr. 17%" Philips 492739 3 
35W HAL 35W 3300K 350 Im 40° Yes 50 hr. 134" Eiko 6DZG7 1 
50W INC 50W 2900K 890 Im 36° Yes 2000 hr. 17%" GE Lighting 4LV94 1 

Halogen 150W HAL 150W 3150K 5279 Im 45° Yes 500 hr. 13%" Eiko 6DZG4 1 
150W HAL 150W 3250K 900 Im 10° Yes 200 hr. 134" Eiko 6DZL2 1 
150W HAL 150W 3400K 354 Im 45° Yes 40 hr. 13%" Eiko 6DZHO 1 
250W HAL 250W 3250K 15,000 Im 25° Yes 175 hr. 13%" Eiko 6DZL6 1 
250W HAL 250W 3400K 800 Im 36° Yes 50 hr. 13/4" Eiko 6DZL3 1 

MR16 Bulb Shape; 2-Pin Miniature (GY5.3) Bulb Base Type 

Halogen 360W HAL 360W 3300K 460 Im 40° Yes 75 hr. 13%" Eiko 6DZG5 1 

MR16 Bulb Shape; Double Contact Bayonet (BA15d) Bulb Base Type 

LED 20W INC/5W CFL 2W 3000K 55 Im 60° No 25,000 hr. 13" LumaPro 4LRG5 1 

MR16 Bulb Shape; Single Contact Bayonet (BA15s) Bulb Base Type 

LED 20W INC/5W CFL 2W 3000K 55 Im 60° No 25,000 hr. 2V2" LumaPro 4LRG4 1 
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Spot, Reflector & Flood Light Bulbs 


Scan. Order. Done. 
Details on page A1. 





d 





ne) — 
PP a 
—— =| _ 

R14 R20 R30 R40 

No. 492Z95 No. 36GJ42 No. 40D435 No. 493A04 
Intermediate Single Contact Medium Mogul Screw 
Screw Bayonet Screw (E39) Base 
(E17) Base (BA15s) Base (E26) Base 


current DHILIDPS 


a Daintree company 


R Light Bulbs 


Reflector (R) light bulbs have a reflective inner surface that intensifies the bulbs’ light output. They install into track lights, can lights, and accent lights for general 


lighting applications. 























Bulb 
Light Wattage Color Bulb Beam Overall Item Pkg. 
Technolo Equivalenc Watts Temp. Lumens Finish Angle Dimmable Rated Life Length Brand No. Qty. 
R14 Bulb Shape; Intermediate Screw (E17) Bulb Base Type 
incandescent 25W INC 25W 2/700K 180 Im Frosted 20. Yes 1,500 hr 2 Vain GE Current 6VX30 1 
25W INC 25W 2800K 150 Im Clear 30 ° Yes 1,750 hr 2 in Philips 492295 1 
R14 Bulb Shape; Single Contact Bayonet (B15) Bulb Base Type 
Incandescent 25W INC 25W 3000K 200 Im Frosted 20° Yes 2,000 hr 2% in GE Current 10670 1 
R20 Bulb Shape; Medium Screw (E26) Bulb Base Type 
30W INC 30W 2550K 205 Im Clear 30 ° Yes 2,500 hr 2 Vin Philips 492296 1 
Incandescent 30W INC 30W 2600K 180 Im Frosted 20° Yes 2,000 hr 3 “in GE Current 2V561 1 
40W INC 40W 2600K 310 1m Frosted AS * Yes 2,000 hr 3 % in GE Current 3JK22 1 
LED 45W INC 5W 2,/00 K 450 Im Frosted 40° Yes 15,000 hr 3 % in GE Current 482P43 1 
45W INC 7W 5,000 K 470 lm — Zoe Yes 25,000 hr 3 % in GE Current 55XC77 1 
45W INC 45W 2550K 385 Im Clear 30 ° Yes 2,500 hr 3% in Philips 492297 3 
icandeeennt 45W INC 45W 2550K 385 Im Clear 40° Yes 2,500 hr 4 in Philips 492298 1 
45W INC 45W 2550K 380 Im Clear 40° Yes 2,000 hr 4in Philips 492299 1 
45W INC 45W 2600K 300 Im Clear 25° Yes 2,000 hr 3% in GE Current 2PLK8 1 
50W HAL 5W 2200 to 2700K  450!lm Frosted 90° Yes 15,000 hr 3% in Philips 54YP76 1 
LED 50W INC 7W 2,700 K 470 lm Frosted 120° Yes 25,000 hr 3% in GE Current 36GJ42 1 
50W HAL 7W 3,000 K 470 Im Frosted 120° Yes 25,000 hr 3 %4 in GE Current 36GJ43 1 
Incandescent 120W INC 120W 1330K 550 Im Blue 40° Yes 2,000 hr 3% in Philips 493A19 1 
R30 Bulb Shape; Medium Screw (E26) Bulb Base Type 
LED 65W INC 10W 2,700 K 700 Im Frosted 120° Yes 25,000 hr 5 Yin GE Current 40D434 1 
65W INC 10W 3,000 K 700 Im Frosted 120° Yes 25,000 hr 5 Yin GE Current 40D435 1 
R40 Bulb Shape; Medium Screw (E26) Bulb Base Type 
250W INC 250W 1330K 378 Im Red 60° Yes 5,000 hr 6 Y% in Philips 493A03 1 
Incandescent 252W INC 252W 3000K 2850 Im Frosted 25° Yes 1,000 hr 6% in GE Current 1G944 1 
300W INC 300W 1330K 2960 Im Clear 60° Yes 2,000 hr 6 Yin Philips 493A04 1 
R40 Bulb Shape; Mogul Screw (E39) Bulb Base Type 
Incandescent 300W INC 300W 2800K 3000 Im Frosted oo Yes 2,000 hr 7 Yin GE Current 5V154 1 
——ee— Fis j PHILIPS ©& current 
c J AR Light Bulbs 
a 
le 4 " Aluminum-faceted reflector (AR) 
: 3 ~~ On Nouba Contact light bulbs produce a very narrow 
capa Bayonet beam of light. They are used in 
ARi11 pee AR70 (BA15d) Base display cases and architectural 
No. 55YD39 | No. 3DYH1 lighting for spotlighting objects that 
ie are a short distance away. 
Bulb 
Light Wattage Color Beam Overall Item Pkg. 
Technolo Equivalenc Watts Temp. Lumens Angle Dimmable Rated Life Length Brand No. Qty. 
AR111 Bulb Shape; 2-Pin (GX5.3) Bulb Base Type 
LED 75W HAL 16W 3,000 K 900 Im 25° Yes 25,000 hr 2 “Ae in Philips 55YD39 1 
100W HAL 20W 3,000 K 1200 Im 25° Yes 25,000 hr 2 “6 in Philips 55YD40 1 
AR111 Bulb Shape; Screw Terminal/Plug-In Prong (G53) Bulb Base Type 
35W INC 35 W 2,800 K 1740 Im 24° Yes 3,000 hr 3 % in GE Current 1TJU1 1 
50W INC 50 W 2,800 K 2850 Im 8° Yes 3,000 hr 2 Ys in GE Current 1TJU2 1 
Halogen 50W INC 50 W 2,800 K 1050 Im 24° Yes 3,000 hr 3% in GE Current 1TJU3 1 
50W INC 50 W 3,000 K 950 Im 24° Yes 3,000 hr 2 Vain Philips 492233 1 
75W INC 75 W 2,900 K 2900 Im 24° Yes 3,000 hr 3% in GE Current 1TJU5 1 
AR70 Bulb Shape; Double Contact Bayonet (BA15d) Bulb Base Type 
Halogen 50W INC 50 W 2,750 K 2800 Im 8° Yes 3,000 hr 2 %in GE Current 3DYH1 1 
496 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





LIGHTING 
Miniature Light Bulbs 


GRAINGER CHOICE ° 
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current 


a Daintree company 


“HES PHILIPS 
Screw-Base S-Shaped Miniature Light Bulbs 


These light bulbs have a screw base that twists into a compatible socket. 
Trade Bulb Item Pkg. 


No. Shape Watts Voltage Brand No. Qty. 
Candelabra Screw-Base S-Shaped Miniature Light Bulbs 





Candelabra Screw (E12) Bulb Base 
3956/5 56 





3W 130V AC GE Current AV746 1 
356/5/130V S6 3W 130V AC LumaPro 4RZW2 1 
36 BW 300 AC anys 1 

umaPro 4 5 

aes S6 6W 120V AC GE Current 4V442 1 No. 4R2TS No. 4V746 
S6 6W 130V AC GE Current AV443 1 
S6 6W 145V AC GE Current AV751 { 
S6 6W 155V AC GE Current 4V753 1 
6S6/3 S6 6W 120V AC GE Current {E924 1 
6S6/32V S6 6W 30V AC LumaPro 4R714. 
Renisol S6 6W 120V AC LumaPro 4RZU5. 1 
S6 6W 120V AC LumaPro 4RZW8 1 
6S6/130V S6 6W 130V AC LumaPro 4RZU6 1 
6S6/155V S6 6W 155V AC CumaPro aRZW4. 1 
ve 56 10W 330V AC CumaPro 4RZ7Y7 1 
S6 TOW O50V AC LumaPro 4R7Y8 1 
S6 6.0 24 LumaPro 4RZY4 , 


BC6S6/12/2 TP S6 6W 12V AC Philips 493A05 
Miniature Screw-Base S-Shaped Miniature Light Bulbs 





Medium Screw (E26) Bulb Base 
11814 $14 


11814 TR 914 
11814 TY 130V 914 
15514/GR/CL 130V 914 
15514/IFBB 914 


* . 
Luma 


a Daintree company 


11W 

11W 
11.0W 
15.0W 

15W 


130V AC 
130V AC 
130V AC 
130V AC 
34V AC 


current PHILIPS 


Bayonet-Base S-Shaped 


LumaPro 
LumaPro 
LumaPro 
LumaPro 
LumaPro 


4RZT9 
4RZW9 
ARZX1 
4RZU3 
4RZT9 


—t) —) — | — | — | 


Candelabra Screw 
(E12) Base 


No. 


Medium Screw 
(E26) Base 





No. 





Miniature Light Bulbs 


Bayonet-base miniature light bulbs are pushed into a compatible socket and then 
twisted. The bayonet base has lugs on either side that lock the bulb in place. 





4V754 21U529 








Trade Bulb Item Pkg. 
No. Shape Watts Voltage Brand No. Qty. 
Appliance Light Bulbs 
Double Contact Bayonet (BA15d) Bulb Base 
312 $11 36.12 28V AC LumaPro 2FMT7~—=s 10 
1724 $11 2/.9W 6.2V AC LumaPro 3EHL3 1 
Single Contact Bayonet (BA15s) Bulb Base 
18S11 $11 18W 10 LumaPro 4RZY6—si 
25811/4SC SI 25W 10V AC GE Current 5V295 = 
311 ae ao oW naa rua aot i Double Contact Double Contact Single Contact 


Double-Contact Bayonet-Base S-Shaped Miniature Light Bulbs 
Double Contact Bayonet (BAT5d) Bulh Base 


Prefocus A 
(P15d30A) Bulb Base 


Bayonet 
(BA15s) Base 


Bayonet 
(BA15d) Base 





56 W 120V AC GE Current 4V754_—s1 
S6 6W 130V AC GE Current 4V756— 1 
6S6DC S6 6W 75V AC LumaPro 4RZU2_—s1 
S6 6W 120V AC LumaPro 4RZW5 1 
56 6W 130V AC LumaPro 4RZW6_ 1 Trade Bulb Item Pkg. 
10S6DC/230V S6 10W 230V AC LumaPro 4RZU1_—s 1 No. Shape Watts Voltage Brand No. Qty. 
15$11/3DC-75V $11 15W 75V AC LumaPro 475G28 1 ini 
38 $8 12.988W 6.8V AC LumaPro 2FMC2_ =10 Double Contact Bayonet (BA15d) Bulb Base 
S8 13.0 6.8 LumaPro 21U526_— 1 199 58 29 12.8 LumaPro 21U542_ 1 
94 $8 13.312W 12.8V AC LumaPro 21U530 1 Single Contact Bayonet (B15) Bulb Base 
S8 13.312W 12.8V AC LumaPro 2FMD6 10 BC9/12/2 S8 13W 12V AC Philips 492794 2 
306 $8 14.28W 28V AC LumaPro 21U551_—s1 Single Contact Bayonet (BA15s) Bulb Base 
S8 14.28W 28V AC LumaPro 2FLZ8 10 29911/4SC-10V-1PK S11 25W 10V AC LumaPro 475G32_ 1 
308 S8 18.76W 28V AC LumaPro 21U553_—s 93 S8 13.312W 12.8V AC LumaPro 21U529_ 1 
S8 18.76W 28V AC LumaPro 2FMF3 10 S8 13.312W 12.8V AC LumaPro 2FMF8 10 
1076 S8 23.04W 12.8V AC LumaPro 2FMG6 10 199 S8 28.8W 12.8V AC LumaPro 2FLY7 ‘10 
S8 23 12.8 LumaPro 21U594_—s1 305 S8 14.28W 28V AC LumaPro 21U550_ 1 
1130 S8 16.832W 6.4V AC LumaPro 3EHK6 = 10 S8 14.28W 28V AC LumaPro 2FMB1 10 
4149 S8 18.43W 12.8V AC LumaPro 2FMG4_ 10 307 S8 18.76W 28V AC LumaPro 21U552_—s1 
S8 18.0 12.8 LumaPro 21U597_—s 1 S8 18./6W 28V AC LumaPro 2FMB5 ‘10 
1156DC S8 26.88W 12.8V AC LumaPro 3EHK7 10 1073 S8 23.04W 12.8V AC LumaPro 21U593_—s1 
1176 S8 8.26/17.15W  12.8/14V AC —_ LumaPro 21U607_ ‘1 S8 23.04W 12.8V AC LumaPro 2FMC8 10 
S8 8.26/17.15W  12.8/14V AC —_ LumaPro 2FLU9 10 1129 S8 16.832W 6.4V AC LumaPro 2FMD2_ 10 
1204 S8 19.88W 28V AC LumaPro 3EHK8 10 4141 S8 18.4W 12.8V AC LumaPro 21U596 2 
1228 S8 14.4W 32V AC LumaPro 3EHK9 10 S8 18.4W 12.8V AC LumaPro 2FMF4_ 10 
4299 S8 15.2W 40V AC LumaPro 21U609_ 1 1203 S8 19.88W 28V AC LumaPro 2FLV7 ~—-10 
S8 15.2W 40V AC LumaPro 2FLT2 10 1295 S8 37.5W 12.5V AC LumaPro 2FMV8 10 
1493 S8 17.875W 6.5V AC LumaPro 2FMA8 10 1295NA S8 38 12.5 LumaPro 21U611_—s1 
1594 $8 30W 6V AC LumaPro 2FLX4_ 10 1591 S8 17.08W 28V AC LumaPro 21U616 1 
1612 S8 10.04W 5.4V AC LumaPro 475G23 1 S8 17.08W 28V AC LumaPro 2FLX5 10 
1638 S8 28.56W 28V AC LumaPro 21U619_ 1 1619 S8 12.73W 6.7V AC LumaPro 2FLW8 10 
S8 28.56W 28V AC LumaPro 2FMC6 10 1651 S8 3W 5V AC LumaPro 2FMW3 10 
4692 S8 17.08W 28V AC LumaPro 21U623_—s1 1665 S8 22 28 LumaPro 21U621_ 1 
S8 17.08W 28V AC LumaPro 2FMA3 10 S8 22.4W 28V AC LumaPro 2FLT7 ~—‘10 
7528 (P21/5W) S8 5/21W 12.8/12V AC LumaPro 21U661_ 2 1683 S8 29 28 LumaPro 21U622 1 
Double Contact Index (BAY15d) Bulb Base $8 28.56W 28V AC LumaPro 2FLY5 10 
1662 S8 9.52/25.2W —-.28/28V AC LumaPro 21U620_ 1 1691 S8 17.08W 28V AC LumaPro 2FLV8 10 
S8 9.52/25.2W —-.28/28V AC LumaPro 2FLZ7 ‘10 9939 S8 17.92W 28V AC LumaPro 21U642_ 1 
7528 (P21/5W) S8 5/21W 12.8/12V AC LumaPro 12A783 10 S8 17.92W 28V AC LumaPro 2FMR2_ 10 
Double Contact Prefocus A (P15d30A) Bulb Base 9933 98 22.4W 28V AC LumaPro _21U643_—1 
1460 S8 18W 6.5V AC LumaPro 2FMA7 1 S8 22.4W 28V AC LumaPro 2FMR4_ 10 
1460X S8 18W 6.5V AC LumaPro 2FMA5 1 7506 (P21W) S8 21W 12V AC LumaPro 21U663 2 
1630 S8 18W 6.5V AC LumaPro 2FMP6 1 7507 S8 21W 12V AC LumaPro 2FMX9 10 
1631X $8 18W 6.5V AC LumaPro 2FLR9_—s1 7511 (P21W 24V) S8 21W 24V AC LumaPro 21U662_ 1 
1634 $8 20W 20V AC LumaPro 2FLR5 1 S8 21W 24V AC LumaPro 12A785 10 
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* ° Trade Bulb Item Pkg. 
Luma : current No. Shape Base Type Watts Voltage Color Brand No. Qty. 
andelabra Screw-Base T-Shaped Miniature Light Bulbs 














Neon 
PHILIPS * reyeysmances ep NS 14 Candelabra Screw (E12) 03W  105t0125VAC LumaPro _ 2FNB7 10 
L2012CS-W T6 Candelabra Screw (E12) 0.2W 12V AC White LumaPro _—_39P452_—1 
Screw-Base T-Shaped [2024CS-R T6 Candelabra Screw (F12) 0.4W o4V AC Red LumaPro39P453 1 
ia a L2024CS-W T6 Candelabra Screw (E12) 0.4W 24V AC White LumaPro _—_39P454_ 1 
Miniature Light Bulbs L20120CS-W T6 Candelabra Screw (E12) 1.2W 120V AC White LumaPro _39P450 1 
Siewert emanate) da eau “Sg — Eta — Sr 
: andelabra Screw Mi @ umaPro 7 
The waded base on these light bulbs twists LM2006CS-W T6 Candelabra Screw (E12) 0.72W 6.3V AC White LumaPro 2FNV8 1 
into a compatible socket. LM2006CS-WW T6 Candelabra Screw (E12) 0.72W 6.3VAC Warm White LumaPro2FNVO 1 
LM2024CS-A T6 Candelabra Screw (E12) 0.72W 24V AC Amber LumaPro 2FNY7 1 
LM2024CS-B T6 Candelabra Screw (E12) 0.72W 24V AC Blue LumaPro 2FNY8 1 
LM2024CS-G 16 Candelabra Screw (E12) 0.72W 24V AC Green LumaPro 2FNY9 1 
LM2030CS-A 16 Candelabra Screw (E12) 0.72W 30V AC Amber LumaPro 2FNZ4 1 
LM2030CS-G 16 Candelabra Screw (E12) 0.72W 30V AC Green LumaPro 2FNZ6 1 
LM2030CS-W 16 Candelabra Screw (E12) 0.72W 30V AC White LumaPro 2FNZ8 1 
LM2030CS-WW 16 Candelabra Screw (E12) 0.72W 30V AC Warm White —__ LumaPro 2FNZ9_ 1 
LM2048CS-B T6 Candelabra Screw (E12) 0.72W 48V AC Blue LumaPro 2FPA2 1 
LM2048CS-G 16 Candelabra Screw (E12) 0.72W 48V AC Green LumaPro 2FPA3 1 
LM2048CS-R 16 Candelabra Screw (E12 0.72W 48V AC Red LumaPro 2FPA4 1 
LM2060CS-A 16 Candelabra Screw (E12 0./2W 60V AC Amber LumaPro 2FPA/ 1 
LM2060CS-WW T6 Candelabra Screw (E12) 0.72W 60V AC Warm White —_ LumaPro 2FPB3 1 
LM2075CS-A 16 Candelabra Screw (E12) 0./72W TOV AC Amber LumaPro 2FPB4_ 1 
LM2075CS-B 16 Candelabra Screw (E12) 0.72W TOV AC Blue LumaPro 2FPBo_ 1 
LM2075CS-WW 16 Candelabra Screw (E12) 0.72W 7OV AC Warm White —__LumaPro 2FPB9 1 
LM20120CS-A T6 Candelabra Screw (E12) 0.72W 120V AC Amber LumaPro  —2FNW1_—s1 
Candelabra LM20120CS-B T6 Candelabra Screw (E12) 0.72W 120V AC Blue LumaPro 2FNW2_ 1 
LM20145CS-B T6 Candelabra Screw (E12) 0.72W 145V AC Blue LumaPro 2FNX5 1 
Screw LM20145CS-G T6 Candelabra Screw (E12) 0.72W 145V AC Green LumaPro 2FNX6 1 
(E12) Base LM20145CS-R T6 Candelabra Screw (E12) 0.72W 145V AC Red LumaPro 2FNX7 1 
No. 39P450 LM20145CS-W T6 Candelabra Screw (E12) 0.72W 145V AC White LumaPro 2FNX8 1 
. LM20145CS-WW T6 Candelabra Screw (E12) 0.72W 145V AC Warm White —_ LumaPro 2FNX9 1 
LM20220CS-A T6 Candelabra Screw (E12) 0.72W 220V AC Amber LumaPro 2FNY1 1 
LM20220CS-B T6 Candelabra Screw (E12) 0.72W 220V AC Blue LumaPro 2FNY2 1 
LM20220CS-W T6 Candelabra Screw (E12) 0.72W 220V AC White LumaPro 2FNY5 1 
LM20220CS-WW T6 Candelabra Screw (E12) 0.72W 220V AC Warm White —_ LumaPro 2FNY6 1 
Incandescent 
? ~ 6S6/120V S6 Candelabra Screw (E12) 6W 120V AC — LumaPro _475G26_ 1 
614 1/2/1 T4-1/2 Candelabra Screw (E12) 6W 130V AC — GE Current 4V766_ 1 
1576 16 Candelabra Screw (E12) 15W 120V AC = GE Current 16545 1 
16 Candelabra Screw (E12) 15W 145V AC — GE Current 4V450 1 
1576 140/24/1 T6 Candelabra Screw (E12) 15W 140 to 150V AC — Philips 493A10 1 
15T6-145V T6 Candelabra Screw (E12) 15W 145V AC — LumaPro 4RZU7 1 
15T6-130V T6 Candelabra Screw (E12) 15W 130V AC — LumaPro 4RZT6_— 1 
, 15T7C Ig Candelabra Screw (E12) 15W 120V AC — GE Current 4V820 1 
| 15T/7C/TR-120V T7 Candelabra Screw (E12) 15W 120V AC — LumaPro 4RZX2_ 1 
\ay BC15T6C/TP/12/1 16 Candelabra Screw ap 15W 120V AC — Philips 493A09 1 
. f ff = BC151/C/6/1 T7 Candelabra Screw (E12 15W 120V AC — Philips 493A13_ 1 
= alogen 
+ Q250CL/MC 14 Candelabra Screw (E12) 200W 130V AC — GE Current 4V483 1 
Intermediate r = Intermediate Screw-Base T-Shaped Miniature Light Bulbs 
Serow = Incandescent 
15T7N/120V T7 Intermediate Screw (E17) 15W 120V AC _— LumaPro 4RZU8 1 
(E17) Base 20T6-1/2/IF/24PK —_—‘16-1/2 Intermediate Screw (E17) 20W 120V AC — Philips 493A11_ 1 
No. 493A22 2016 1/2/F T6-1/2 Intermediate Screw (E17) 20W 120V AC — GECurrent  4V479 1 
2076 1/2N/120V__—-T6-1/2 Intermediate Screw (E17) 20W 120V AC — LumaPro 4RZV8 1 
2516+1/2 16 Intermediate Screw (E17) 20W 130V AC — LumaPro ARZV3 1 
T6-1/2 Intermediate Screw (E17) 25W 120V AC — GE Current 4V456 1 
2516-1/2 120V T6 Intermediate Screw (E17) 25W 120V AC — LumaPro ARZV2_ 1 
2916-1/2F 130V T6 Intermediate Screw (E17) 25W 130V AC — LumaPro ARZV4 1 
2516 1/2/F T6-1/2 Intermediate Screw (E17) 25W 130V AC — GA 21YM04 1 
(= 251/7N 120V T7 Intermediate Screw (E17) 25W 120V AC — LumaPro 4RZV9 1 
E 2518N T8 Intermediate Screw (E17) 25W 120V AC — GE Current 4V645 1 
= 40T6-1/2 120V T6 Intermediate Screw (E17) 40W 120V AC — LumaPro 4RZX5 1 
= | 40T6-1/2 130V T6 Intermediate Screw (E17) 40W 130V AC — LumaPro  4RZW1 1 
ra, BC2516-1/2 120/6/1 TP_16-1/2 Intermediate Screw (E17) 25W 120V AC — Philips 493A12_ 1 
| | BC25T7N /6/1 TP T7 Intermediate Screw (E17) 25W 120V AC — Philips 493A14_ 1 
—— BC40T8N/6/1 TP T8 Intermediate Screw (E17 40W 120V AC — Philips 493A22 1 
Miniature Candelabra Screw-Base T-Shaped Miniature Light Bulbs 
a Halogen 
100Q/CL/DC T4 _ Miniature Candelabra Screw (E11) _100W 120V AC — Philips 492755 1 
Miniature 150Q/CL T4 _ Miniature Candelabra Screw (E11) —150W 120V AC — Philips 4922531 
Candelab EHT T4_ Miniature Candelabra Screw (E11) — 250W 120V AC — GE Current 2V265 1 
anietanta _? ESM T4 _ Miniature Candelabra Screw (E11)  250W 120V AC — GE Current 10370 1 
Screw (E11) . ETG T4 _ Miniature Candelabra Screw (E11) — 150W 120V AC — GE Current 2V701_ 1 
Base S ETH T4___ Miniature Candelabra Screw (E11) —150W 120V AC — GE Current 5V735 1 
Q75CL/MC/CD 14 Miniature Candelabra Screw (E11 7OoW 120V AC _ GE Current SXN35 1 
No. 2V701 Q100CL/MC T4 _ Miniature Candelabra Screw (E11) —100W 120V AC — GE Current 6V701 1 
Q400CL/MC 14 _ Miniature Candelabra Screw (E11 400W 120V AC — GE Current 10358 1 
Miniature Screw-Base T-Shaped Miniature Light Bulbs 
L1024MS-A T3-1/4 Miniature Screw (E10) 0.4W 24V AC Amber LumaPro  _—39P456 1 
L1024MS-R T3-1/4 Miniature Screw (E10) 0.4W 24V AC Red LumaPro _—39P457_— 1 
L1024MS-W T3-1/4 Miniature Screw (E10) 0.42W 24V AC — LumaPro  _26CU06 1 
L2024CS-WW T6 Miniature Screw (E10) 0.7W 24V AC — LumaPro _—- 26CT97_— 1 
L20120CS-G T6 Miniature Screw (E10) 0.7W 120V AC — LumaPro _—26CT99_ 1 
L20120CS-R T6 Miniature Screw (E10) 0.7W 120V AC — LumaPro _—- 26CT98 1 
LM1006MS-B T3-1/4 Miniature Screw (E10) 0.47W 6.30V AC Blue LumaPro 2FNH8 1 
LM1006MS-R T3-1/4 Miniature Screw (E10) 0.47W 6.30V AC Red LumaPro 2FNJ1 1 
LM1006MS-W T3-1/4 Miniature Screw (E10) 0.47W 6.30V AC White LumaPro 2FNJ2 1 
LM1012MS-B T3-1/4 Miniature Screw (E10) 0.1W 12.8V AC Blue LumaPro 2FNL5 1 
LM1012MS-G T3-1/4 Miniature Screw (E10) 0.1W 12.8V AC Green LumaPro 2FNL6 1 
LM1012MS-R T3-1/4 Miniature Screw (E10) 0.1W 12.8V AC Red LumaPro 2FNL7 1 
LM1012MS-W T3-1/4 Miniature Screw (E10) 0.1W 12.8V AC White LumaPro 2FNL8 1 
Incandescent 
Miniature 40 T3-1/4 Miniature Screw (E10) 0.945W 6.3V AC — LumaPro 2FMR6_ 10 
Ss — 46 T3-1/4 Miniature Screw (E10) 1.575W 6.3V AC — LumaPro 2FMR7_ 10 
ow ww 1477 T3 Miniature Screw (E10) 4.08W 24V AC — LumaPro | 2FMW2 10 
(E10) Base No. 26CU06 1487 T3-1/4 Miniature Screw (E10) 2.8W 14V AC — LumaPro 2FMG1 10 
. 1821 T3-1/4 Miniature Screw (E10) 4.76W 28V AC — LumaPro| 2FMW5 10 
1823 T3-1/4 Miniature Screw (E10) 4.8W 48V AC Clear LumaPro 3EHL5 10 
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Find the yf. Find Solutions. Find Great Prices. Miniature Light Bulbs 
ee Shap Base T W Vol Col Brand Nae any 
0. ape ase Type atts oltage olor ran 0. ty. : 
Double-Contact Bayonet-Base T-Shaped Miniature Light Bulbs “=. current 
Incandescent a Daintree company 
1517DC-120V Lid Double Contact Bayonet (BA15d) 15W 120V AC Clear LumaPro 4ARZU4 1 
2076 1/2DC/F T6-1/2 Double Contact Bayonet (BA15d) 20W 120V AC — GECurrent 4V996— 1 Bayonet-Base 
2016-1/2 DC/IF 130V 16 Double Contact Bayonet (BA15d) 20W 130V AC = LumaPro 4RZX3_—s 1 me a 
2516-1/2DC120V -‘T6 Double Contact Bayonet (BA15d) 25W 120V AC = LumaPro. 4RZU9 1 T-Shaped Miniature 
201/DC T/ Double Contact Bayonet (BA15d) 20W 120V AC Clear GE Current 4vV460 =1 . 
25T/DC/120V T7 Double Contact Bayonet (BA15d) 25W 120V AC — LumaPro 475G27 1 Light Bulbs 
2018DC-120V 18 Double Contact Bayonet (BA15d) 20W 120V AC = LumaPro ARZV5— 
120PSB T2 Tel. Slide No. 5 3W 120V AC — LumaPro 55VR91 10 Bayonet-base miniature light bulbs 
Halogen : : 
ESS 14 Double Contact Bayonet (BA15d) 250W 120V AC = GE Current 2V703. 1 ~+«are pushed into a compatible socket 
afoaclo¢ Td ——Double Contact Bayonet (@A15d) ——100W 120 AGG Current 13621 onc nen BWISIEC_ Te ayonbt base 
oubie Lontact bayone a urren F : 
Miniature Bayonet-Base T-Shaped Miniature Light Bulbs has lugs on either side that lock the 
NCO lb in place. 
NE-51 T3 Miniature Bayonet (BAQs) O.1W 105to125VAC 9 — LumaPro 2FNB5 ‘10 
NE-51H T3 Miniature Bayonet (BAQs 0.3W  105to125VAC  — LumaPro 2FNB6 10 
LED 
122217 T2-1/2 Miniature Bayonet (BAQs) 0.84W 24V AC Red GECurrent  6CJW7 1 
297372 T2-1/2 Miniature Bayonet (BAQs) 1.4W 120V AC Red GECurrent  6CJW3 1 
415129 12-12 Miniature Bayonet (BA9s) 0.84W 24V AC Green GE Current 6CJWS = 1 
415131 T2-1/2 Miniature Bayonet (BAQs) 0.84W 24V AC White GECurrent  6CJW6 1 
588198 T2-1/2 Miniature Bayonet (BAQs) 1.4W 120V AC Green GECurrent  6CJW4 1 
623353 T2-1/2 Miniature Bayonet (BAQs) 0.78W 12V AC Red GECurrent  6CJW5 1 
843232 T2-1/2 Miniature Bayonet (BAQs) 1.4W 120V AC White GECurrent  6CJW2 1 
L24V-MB-A T3-1/4 Miniature Bayonet (BAQs) 0.7W 24V AC Amber LumaPro 2FNP4 1 
L24V-MB-B T3-1/4 Miniature Bayonet (BAQs) 0.7W 24V AC Blue LumaPro 2FNP5 1 
L24V-MB-G T3-1/4 Miniature Bayonet (BAQs) 0.7W 24V AC Green LumaPro 2FNP6 1 
L24V-MB-W T3-1/4 Miniature Bayonet (BAQs) 0.7W 24V AC White LumaPro 2FNP8 1 
L120V-MB-B T3-1/4 Miniature Bayonet (BAQs) 0.7W 120V AC Blue LumaPro 2FNK2 1 
L1006MB-G T3-1/4 Miniature Bayonet (BAQs) 0.072W 6V AC Green LumaPro 2FNH3 1 
L1006MB-R T3-1/4 Miniature Bayonet (BAQs) 0.072W 6V AC — LumaPro 26CT96 1 No. 2EKU2 
T3-1/4 Miniature Bayonet (BAQs) 0.072W 6V AC Red LumaPro 2FNH4 1 
L1006MB-W T3-1/4 Miniature Bayonet (BAQs) 0.3W 6V AC White LumaPro  39P458 1 
LIO06MB-WW 3-1/4 Miniature Bayonet (BAQs) 0.3W 6VAC  WarmWhite LumaPro 39P459 ‘1 —— 
L1024MB-WW 3-1/4 Miniature Bayonet (BAQs) 0.3W 24V AC = LumaPro  26CU07_—‘1 ' 
L1060MB-G T3-1/4 Miniature Bayonet (BAQs) 0.72W 60V AC = LumaPro _26CU05_—‘1 
L1060MB-R T3-1/4 Miniature Bayonet (BAQs) 0.72W 60V AC — LumaPro _26CU01 ‘1 
L10120MB-G T3-1/4 Miniature Bayonet (BAQs) 0.8W 120V AC Green LumaPro 39P455_—1 
L10120MB-R T3-1/4 Miniature Bayonet (BAQs) 0.84W 120V AC — LumaPro _26CU03_—1 
L10160MB-W T3-1/4 Miniature Bayonet (BAQs) 1.12W 160V AC — LumaPro  26CU02_—‘1 
LM1006MB-A T3-1/4 Miniature Bayonet (BAQs) 0.47W 6.30V AC Amber LumaPro 2FNH1 1 
LM1006MB-B T3-1/4 Miniature Bayonet (BAQs) 0.47W 6.30V AC Blue LumaPro 2FNH2 1 
LM1012MB-A T3-1/4 Miniature Bayonet (BAQs) 0.1W 12V AC Amber LumaPro 2FNK7 1 
LM1012MB-G T3-1/4 Miniature Bayonet (BAQs) 0.1W 12V AC Green LumaPro 2FNK9 1 
LM1012MB-R T3-1/4 Miniature Bayonet (BAQs) 0.1W 12V AC Red LumaPro 2FNL1 ‘1 
LM1012MB-W T3-1/4 Miniature Bayonet (BAQs) 0.1W 12V AC White LumaPro 2FNL2 1 
LM1012MB-WW _13-1/4 Miniature Bayonet (BAQs) 0.1W 12VAC  WarmWhite —_ LumaPro 2FNL3 1 
LM1048MB-B ‘3-1/4 Miniature Bayonet (BAQs) 0.72W 48V AC Blue LumaPro 2FNTS 1 No. 475G27 
LM1048MB-G T3-1/4 Miniature Bayonet (BAQs) 0.72W 48V AC Green LumaPro 2FNT6 1 
LM1048MB-R T3-1/4 Miniature Bayonet (BAQs) 0.72W 48V AC Red LumaPro 2FNT7 1 
LM1048MB-W —*T3-1/4 Miniature Bayonet (BAQs) 0.72W 48V AC White LumaPro 2FNTS 1 
LM1048MB-WW ‘T3-1/4 Miniature Bayonet (BAQs) 0.72W 48VAC Warm White — LumaPro 2FNT9 1 
LM1060MB-B T3-1/4 Miniature Bayonet (BAQs) 0.72W 60V AC Blue LumaPro 2FNU2 1 
LM1060MB-W —*13-1/4 Miniature Bayonet (BAQs) 0.72W 60V AC White LumaPro 2FNU5 1 
LM1090MB-A T3-1/4 Miniature Bayonet (BAQs) 0.72W 90V AC Amber LumaPro 2FNU7 1 
LM1090MB-R T3-1/4 Miniature Bayonet (BAQs) 0.72W 90V AC Red LumaPro 2FNVi 1 
LM1090MB-WW ‘3-1/4 Miniature Bayonet (BAQs) 0.72W 90VAC Warm White — LumaPro 2FNV3 1 
LM10120MB-A _—*‘1:3-1/4 Miniature Bayonet (BAQs) 0.7W 120V AC Amber LumaPro 2FNKi 1 
LM10120MB-WW _T3-1/4 Miniature Bayonet (BAQs) 0.7W 120VAC Warm White — LumaPro 2FNK6 1 
LM10160MB-A _—*‘3-1/4 Miniature Bayonet (BAQs) 0.72W 160V AC Amber LumaPro 2FNN7 1 Double 
LM10160MB-B ‘3-1/4 Miniature Bayonet (BAQs) 0.72W 160V AC Blue LumaPro 2FNNS 1 Contact 
LM10160MB-G 3-1/4 Miniature Bayonet (BAQs) 0.7W 160V AC Green LumaPro 2FNNO 1 - ‘ 
LM10160MB-R_—-‘13-1/4 Miniature Bayonet (BAQs) 0.72W 160V AC Red LumaPro 2FNP1 1 ayone 
LM10160MB-WW _13-1/4 Miniature Bayonet (BAQs 0.72W 160V AC Warm White LumaPro 2FNP3 1 (BA15d) Base 
Incandescent 
24MB T2-1/2 Miniature Bayonet (BAQs) 1.68W 24V AC — LumaPro 3HGE5 10 
28MB T2-1/2 Miniature Bayonet (BAQs) 1.12W 28V AC Clear LumaPro 2EKU2 10 
43 T3-1/4 Miniature Bayonet (BAQs) 1.25W 2.5V AC — LumaPro 2FMA1 10 
44 T3-1/4 Miniature Bayonet (BAQs) 1.575W 6.3V AC — LumaPro 2FMP2 10 
47 T3-1/4 Miniature Bayonet (BAQs) 0.945W 6.3V AC — LumaPro 21U518 1 
T3-1/4 Miniature Bayonet (BAQs) 0.945W 6.3V AC — LumaPro 2FML7 10 
60MB Atj2 Miniature Bayonet (BA9s) 3W 60V AC — LumaPro 21U510_—s1 
Aaj Miniature Bayonet (BA9s) 3W 60V AC Clear LumaPro 2EKU6 ~—=—'10 
120MB T2-1/2 Miniature Bayonet (BAQs) 3W 120V AC — GECurrent 16855 1 
T2-1/2 Miniature Bayonet (BAQs) 3W 120V AC Clear LumaPro 2EKV1 10 
120MB-1 T2-1/2 Miniature Bayonet (BAQs) 0.1W 120V AC — LumaPro 4vcw4 1 Tel. Slide 
130MB 2 Miniature Bayonet (BA9s) 3.29W 130V AC = LumaPro 3EHJ8 10 No. 5 Base 
313 T3-1/4 Miniature Bayonet (BAQs) 4.76W 28V AC — LumaPro 2FML9 10 ; 
316 T3-1/4 Miniature Bayonet (BAQs) 4.2W 6V AC — LumaPro 2FLY1 10 
755 T3-1/4 Miniature Bayonet (BAQs) 0.945W 6.3V AC = LumaPro 2FMR1 10 
T3-1/4 Miniature Bayonet (BAQs) 0.945W 6.3V AC — LumaPro 4vcw2 1 
756 T3-1/4 Miniature Bayonet (BAQs) 1.12W 14V AC — LumaPro 2FMN1 10 
756-1 T3-1/4 Miniature Bayonet (BAQs) 0.1W 14V AC — LumaPro 4vcWw3 1 
757 T3-1/4 Miniature Bayonet (BAQs) 2.24W 28V AC — LumaPro 2FMP7 10 
767 T2-1/4 Miniature Bayonet (BAQs) 12W 6V AC = LumaPro 5DTING 1 
1408 T3-1/4 Miniature Bayonet (BAQs) 1.3W 10V AC — LumaPro 2FMG5 10 
1488 T3-1/4 Miniature Bayonet (BAQs) 2.1W 14V AC Clear LumaPro 3EHL2 10 
1495 T4-1/2 Miniature Bayonet (BAQs) 8.4W 28V AC Clear LumaPro 2EKW5 10 
1810 T3-1/4 Miniature Bayonet (BAQs) 2.52W 6.3V AC Clear LumaPro 2FMW4 10 
1813 T3-1/4 Miniature Bayonet (BAQs) 1.44W 14.4V AC — LumaPro 2FMB4 10 Miniature 
1815 T3-1/4 Miniature Bayonet (BAQs) 2.8W 14V AC — LumaPro 21U625 ‘1 Bavanet 
1816 T3-1/4 Miniature Bayonet (BAQs) 4.29W 13V AC = LumaPro 2FMF6 10 y 
1818 T3-1/4 Miniature Bayonet (BAQs) 4.08W 24V AC — LumaPro _21U627_—‘1 (BA9s) Base 
T3-1/4 Miniature Bayonet (BAQs) 4.08W 24V AC — LumaPro 2FMK6 10 
1819 T3-1/4 Miniature Bayonet (BAQs) 1.12W 28V AC — LumaPro 2FMP9 10 
1820 T3-1/4 Miniature Bayonet (BAQs) 2.8W 28V AC = LumaPro 2FMP5 10 
1822 T3-1/4 Miniature Bayonet (BAQs) 3.6W 36V AC = LumaPro 21U630 1 
1828 T3-1/4 Miniature Bayonet (BAQs) 1.875W _—-37.5V AC = LumaPro 21U631 1 
1829 T3-1/4 Miniature Bayonet (BAQs) 1.96W 28V AC — LumaPro 2FMN8 10 
1835 T3-1/4 Miniature Bayonet (BA9s) 2.75W 55V AC — LumaPro. 2FMNQ 10 | CONTINUED | ] 
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Miniature Light Bulbs 


Scan. Order. Done. 
Details on page A1. 
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Linaaee 





current 


a Daintree company 


Pkg. 


Bayonet-Base T-Shaped Miniature Light Bulbs 


Bulb Item 


Incandescent (Cont.) 








1843 T3-1/4 Miniature Bayonet (BAQs) 0.616W 28V AC Clear LumaPro 2FMB2 10 
1847 T3-1/4 Miniature Bayonet (BAQs) 0.945W 6.3V AC Clear LumaPro 2FMH9_ 10 
1850 T3-1/4 Miniature Bayonet (BAQs) 0.45W OV AC = LumaPro 2FMG/_~=10 
1864 T3-1/4 Miniature Bayonet (BAQs) 4.76W 28V AC = LumaPro 21U633_—s 1 
T3-1/4 Miniature Bayonet (BAQs) 4.76W 28V AC = LumaPro 2FML5 = 10 
1866 T3-1/4 Miniature Bayonet (BAQs) 1.5/75W 6.3V AC = LumaPro 21U634_ 1 
T3-1/4 Miniature Bayonet (BAQs) 1.575W 6.3V AC = LumaPro 2FML4 == 10 
1873 T3-1/4 Miniature Bayonet (BAQs) 0.6W 28V AC = LumaPro 21U635_~—s1 
No. 1C886 T3-1/4 Miniature Bayonet (BA9s) 0.6W 28V AC Clear LumaPro 2FMD7_ —=—‘10 
1888 T3-1/4 Miniature Bayonet (BA9s) 3.0W 7V AC Clear LumaPro 2FMW6 10 
1889 13-1/4 Miniature Bayonet (BA9s) 3./8W 14V AC Clear LumaPro 2FMW7 10 
1891 T3-1/4 Miniature Bayonet (BAQs) 3.36W 14V AC Clear LumaPro 2FMD3_ —10 
1892 T3-1/4 Miniature Bayonet (BAQs) 1./28W 14.4V AC — LumaPro 2FMJ2 10 
LL 1893 3-1/4 Miniature Bayonet (BA9s) 4.62W 14V AC — LumaPro 21U638 2 
13-1/4 Miniature Bayonet (BAQs 4.62W 14V AC Clear LumaPro 2FMD4 10 
Halogen 

1815 T3-1/4 Miniature Bayonet (BAQs) 2.6W 14V AC — LumaPro 2FMJ8 ~=10 
\_/ 1822 T3-1/4 Miniature Bayonet (BAQs) 3.6W 36V AC — LumaPro 2FMJ9 ~=—-10 
Single Contact 1828 T3-1/4 Miniature Bayonet (BAYs 1.875W 37.0V AC — LumaPro 2FMJ7 —'10 





haped Miniature Light Bulbs 





Miniature Neon 
Flanged NE-2D T2 Single Contact Miniature Flanged (P13.5s 0.3W 105 to 125V AC — LumaPro 2FNC1 = 10 
(P13.5s) Base Incandescent 
11-3/4 Single Contact Miniature Flanged (P13.5s) = 1.12W 28V AC — LumaPro 2FMN6~ 10 
328 11-3/4 Single Contact Miniature Flanged (P13.5s) = 1.2W 6V AC —_ LumaPro 2FMF5~=-10 
330 11-3/4 Single Contact Miniature Flanged (P13.5s) = 1.12W 14V AC — LumaPro 21U559_~—s 1 
11-3/4 Single Contact Miniature Flanged (P13.5s) = 1.12W 14V AC — LumaPro 2FME7 —=10 
338 11-3/4 Single Contact Miniature Flanged (P13.5s) 0.162W 2./V AC _— LumaPro 2FMT9 =: 10 
376 11-3/4 Single Contact Miniature Flanged (P13.5s) 1.68W 28V AC = LumaPro 2FMU3 = 10 
384 11-3/4 Single Contact Miniature Flanged (P13.5s) 1.26W 6.3V AC = LumaPro 21U562_—s 
11-3/4 Single Contact Miniature Flanged (P13.5s) 1.26W 6.3V AC Clear LumaPro 2FME8 10 
389 11-3/4 Single Contact Miniature Flanged (P13.5s) = 1.12W 14V AC = LumaPro 2FMK4_ 10 
11-3/4 Single Contact Miniature Flanged (P13.5s) 1W 14V AC = GE Current 10890 = 
: 385 11-3/4 Single Contact Miniature Flanged (P13.5s) 1.12W 28V AC _— LumaPro 2FMH6~ 10 
Single Contact 387 11-3/4 Single Contact Miniature Flanged (P13.5s)  1W 28V AC Clear GE Current 10886_—s1 
Bayonet 11-3/4 Single Contact Miniature Flanged (P13.5s) 1.12W 28V AC = LumaPro 2FMP4 10 
(BA15s) Base 1876 Td Single Contact Bayonet (BA15s) 8./5W 3.0V AC Clear LumaPro 2FLU4 = =10 
3497 16 Single Contact Bayonet (BA15s) 26.4W 12.8V AC = LumaPro 3EHN3 = 1 
5007 16 Single Contact Bayonet (BA15s 5W 12V AC Clear LumaPro 2FMX3 10 
Halogen 
14 Single Contact Bayonet (BA15s) o0W 12V AC Clear LumaPro 2EKV/ —si] 
Trade Bulb Item —— Pkg. 
EKG : current No. Shape Base Type Watts Voltage Brand No. Qty. 
PEAR GREEK aa Medium Base T-Shaped Miniature Light Bulbs 
alogen 
“= 02170 15 2-Pin Medium (G9.5) 750W 120V AC Eiko 6DZK7_—s 1 
PHILIPS 03240 16 2-Pin Medium (G95) 1000W 120VAC Eiko 6DZN7 1 
= 03475 16 2-Pin Medium (G9.5) 5/5W 115V AC Eiko 6DZP4_—s i] 
2-Pin Base T-Shaped 05916 T6 2-Pin Medium (G9.5) 575W 230V AC Eiko 6DZU5 1 
ar a 10415 16 2-Pin Medium (G9.5) 5/5W 115V AC Eiko 6DZR4_—s 
Miniature Light Bulbs 10416 16 2-Pin Medium (G9.5) 9/5W 115V AC Eiko 6DZR6 Ss 
EHG Q750/CL/TP 16 2-Pin Medium (G9.5) 790W 120V AC GE Current 5V593 1 
These miniature light bulbs have two pins on the ee oor 16 aids eau ee) ney eit ut GE Current 4V251 1 
9/9 -Pin Medium (G9.5 9/5 2 GE Current 2FPK1 1 
bottom of their base and are pushed into a compatible ——Hpts7s/tLic t15V 16 2-Pin Medium (G95) 575W_115V AC GE Current _2FPK2 1 


socket to install. The base type for each bulb has a 





number that indicates the distance between the pins, GOLED 15 2-Pin (G9 0.36W 120V AC [umaPro 4756331 
in millimeters. For example, a G4 base has two pins Incandescent 

that are spaced 4mm apart. = 11-3/4 2-Pin (M-23 1W 28V AC LumaPro 210498 

alogen 

T2-3/4 2-Pin (G4) 20W 6V AC LumaPro 5DINS 1 

780 T2-3/4 2-Pin (G4) 12W 12V AC LumaPro 5DTINS 1 

(z fds 782 T2-3/4 2-Pin (G4) 20W 12V AC LumaPro 5DTPO 1 

$ / \ 783 T2-1/4 2-Pin (G4) 12W 12V AC LumaPro 5DTIP1 ‘1 

E ~ 785 T2-1/4 2-Pin (G4) BW 6V AC LumaPro 5DTP3 1 

Rd a 786 T2-1/4 2-Pin (G4) 12W 6V AC LumaPro 5DTP4 1 

i 787 T2-1/4 2-Pin (G4) TOW 6V AC LumaPro 2FMH1 

LL f 788 T2-1/4 2-Pin (G4) 20W 6V AC LumaPro 5DTP5 1 

me | cae 789 T2-3/4 2-Pin (G4) 14W 12V AC LumaPro 5DTP6 1 

jem, , 790 T2-3/4 2-Pin (G4) 25W 14V AC LumaPro 5D1P7 «1 

sail | 891 T3 2-Pin (G4) BW 12V AC LumaPro 2FMV2 1 

ii 02950 T3-1/2 2-Pin (G5.3) 360W 82V AC Eiko 6DZNO 1 

CAPFIGHT/10W/G4 T3 2-Pin (G4) 10W 12V AC Philips 492764 2 

No. 6DZN7 No. 475G43 CAPSL/20W G4/CL T3 2-Pin (G4) 20W 12V AC Philips 492762 2 

CAPSULE/75W GY6.35 14 2-Pin (GY6.35) 75W 12V AC Philips 492760 1 

OST3/CL T3 2-Pin (G4) 5W 12V AC LumaPro 4756431 

T3 2-Pin (G4) 5W 12V AC GE Current 5v100 1 

Q6.6AT2 1/2/1CL T2-1/2 2-Pin (Special) 45W 6.8V AC GECurrent 100911 1 

Q20T2 1/2/12V/CL T3 2-Pin (G4) 20W 12V AC GE Current 2F522 «1 

Q25G9/CD 14 2-Pin (G9) 25W 120V AC GE Current 100909 1 

Q25G9/CD-60W 14 2-Pin (G9) 60W 120V AC LumaPro 475640 1 

Q25G9/CD-40W 14 2-Pin (G9) 40W 120V AC LumaPro 475G38 1 

; ; ; Q25G9/CD-25W 14 2-Pin (G9) 25W 120V AC LumaPro 475G39 1 

2-Pin Medium 2-Pin (G4) 03568 T4 2-Pin (G8) 35W 120V AC GE Current 2TUD3. 1 

(G9.5) Base Base 03573/12V/CL T3 2-Pin (GY6.35) 35W 12V AC GE Current 2F520. ‘1 

T3 2-Pin (GY6.35) 35W 12V AC LumaPro 475G37 1 

04069 14 2-Pin (G9) 40W 120V AC GE Current 20274. 

Q50G8/SCD T4 2-Pin (G8 50W 120V AC LumaPro 4756461 

T3 2-Pin (GY6.35) 50W 12V AC GE Current 2-518 

QS0T SM 2V/CL 3 9-Pin (GY6.35) 50W 12V AC LumaPro  475G41 1 

Q50T3/CL/SCD 14 2-Pin (G8) 50W 12V AC LumaPro 4756441 

Q60G9 T4 2-Pin (G9) 60W 120V AC GE Current 20226‘ 

2-Pin (GY6.35) 2-Pin (G5.3) Q100T3/42V/CL T3 2-Pin (GY6.35) 100W 12V AC LumaPro 475645 1 

Base Basco Q100T3/24V/CL 14 2-Pin (GY6.35) TOOW 24V AC LumaPro 475G42 1 


000 
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CERTIFIED GREEN 


current 


a Daintree company 


Wedge-Base T-Shaped Miniature Light Bulbs 


Wedge-base T-shaped minature light bulbs have a glass or plastic base with lamp filaments 


that extend out the bottom. The bulbs are pushed into a compatible socket to install. 


Trade 





No. Shape Base Type Watts Voltage Color Brand No. Qty. 
Glass Wedge-Base T-Shaped Miniature Light Bulbs 
LED 


168LED 
Incandescent 
WZ 
24NA 
37 
70 
res! 
74 
85 


86 
147 
158 


161 


168 


168LL 
192 
193 


194 
194G 
194LL 


194NA 


912 
912/24V 
914 
915 


916 
917 


918 


921 
921 (Wi6W) 
922 


923 


926 
927 


939 


2/21 
2t22 
2821 
2829 
BC415/TP/12/4 
BC1115/TP/12/4 
BC1815/TP/12/4 
Halogen 
464 
03010 
15168 
15204 
DE/100W/78 mm 
DE/150W/78 mm 
DE/300W/118 mm 
DE/500W/118 mm 
EHM 
EJG-Q75013/4CL 
FCL 


FCM-Q100013/4CL 
Q100T3/CL 
Q500T3/CL 


Q1500T3/CL 


QH160013/7-240v 
QH3650T3/5 


Bulb 


T3-1/4 


11-3/4 
12-3/4 
11-3/4 
11-3/4 
11-3/4 
11-3/4 
11-3/4 
11-3/4 
11-3/4 
11-3/4 
11-3/4 
13-1/4 
13-1/4 
13-1/4 
13-1/4 
13-1/4 
13-1/4 
13-1/4 
T3-1/4 
13-1/4 
13-1/4 
13-1/4 
13-1/4 
13-1/4 
T3-1/4 
T3-1/4 
T3-1/4 
13-1/4 
T3-1/4 
13-1/4 
13-1/4 
13-1/4 
T3-1/4 
13-1/4 
13-1/4 
13-1/4 
13-1/4 
13-1/4 


Td 
13-1/4 


T3 
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Glass Wedge (W2.1x9.5d 


Glass Wedge (W2.1x4.9d) 
Glass Wedge (W2x4.6d) 
Glass Wedge (W2.1x4.9d) 
Glass Wedge (W2.1x4.9d) 
Glass Wedge (W2.1x4.9d) 
Glass Wedge (W2.1x4.9d) 
Glass Wedge (W2.1x4.9d) 
Glass Wedge (W2.1x4.9d) 
Glass Wedge (W2.1x4.9d) 
Glass Wedge (W2.1x4.9d) 
Glass Wedge (W2.1x4.9d) 
Glass Wedge (W2.1x9.5d) 
Glass Wedge (W2.1x9.5d) 
Glass Wedge (W2.1x9.5d) 
Glass Wedge (W2.1x9.5d) 
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Glass Wedge (W2.1x4.9d) 
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1.82W 
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1.26W 
1.26W 
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300W 
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o00W 
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S00W 
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14VAC 
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12.8VAC 
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AVAC 
6VAG 
6VAG 
6VAG 
12VAC 
12VAC 
12VAC 
12VAC 
12VAC 
12VAC 
171VAG 


28VAC 
120VAC 
220VAC 
20VAC 
120VAC 
120VAC 
120VAC 
120VAC 
120VAC 
120VAC 
120VAC 
120VAC 
120VAC 
130/120VAC 

240VAC 
277VAC 
240VAC 
480VAG 
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Clear 


Clear 


Clear 
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Clear 
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LumaPro 
LumaPro 
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LumaPro 
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LumaPro 
LumaPro 
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Philips 
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LumaPro 
Eiko 
EIko 
Eiko 

Philips 
Philips 
Philips 
Philips 
GE Lighting 
GE Lighting 
GE Lighting 
GE Lighting 
GE Lighting 
GE Lighting 
GE Lighting 
GE Lighting 
GE Lighting 
GE Lightin 


Item Pkg. 


475G21 1 
2FMRo 10 
2FLP8 10 
21U516 1 
2FMH3 10 
2EKU8 10 
21U523 2 
2FMJ1 10 
2FMA9 10 
21U925 1 
2FMP8 10 
2FMK3 10 
2FMG9 10 
2FME3 10 
21U534 2 
2FMH7 10 
21U535 2 
2FME1 10 
21U488 2 
2FMT2 10 
2FML2 10 
21U538 2 
2FML3 10 
2EKV3 10 
21U489 2 
12A786 10 
21U539 2 
2FLV6 10 
2FLT6 10 
2FMN2 10 
2FMJ4 10 
2FMDS 10 
2FLW9 10 
3EHKS 10 
2FMZ4 10 
475G25 1 
2FMUS 10 
2FMN7 10 
2FMP1 10 
21U575 1 
2FMK1 10 
2FLV9 10 
21U576 2 
2FLU7 10 
21U577 Z 
2FLX1 10 
21U578 1 
2FML6 10 
2FMP3 10 
21U580 2 
2FME4 10 
2FNB2 10 
2FMHo 10 
21U582 1 
2FML1 10 
2FLUS 10 
2FMV7 10 
21U584 1 
2FMC7 10 
21U585 2 
2FME6 10 
2FLT8 10 
21U587 2 
2FLV2 10 
2FLY9 10 
2FMK5 10 
21U589 1 
2FMNS 10 
3EHL6 10 
3EHL7 10 
2FMW9 10 
2FMX1 10 
493A24 4 
493A23 4 
493A25 4 
2FMJ6 10 
6DZN2 1 
29NT87 1 
29NT88 1 
492252 1 
492251 1 
492263 2 
492250 2 
2V929 1 
6VN87 1 
2V384 1 
4V250 1 
16996 1 
2V510 1 
2V618 1 
2V619 1 
oV711 1 
1F312 1 
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Miniature Light Bulbs 
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Wedge-Base T-Shaped Miniature Light Bulbs 

















Trade Bulb Light Item Pkg. 
No. Shape Base Type Watts Voltage Color Brand No. Qty. 
Plastic Wedge-Base T-Shaped Miniature Light Bulbs 

L12V-WB-WW 3-1/4 Plastic Wedge (W2.1x9.5d) 0.9W {2VAC  WarmWhite LumaPro _—«2FNNG6G 1 

L1024WB-W T3-1/4 Plastic Wedge (W2.1x9.5d) 0.3W 24VAC White LumaPro _ 26CU04 1 

LMO506WB-R T1-3/4 Plastic Wedge (W2.1x4.9d) 0.12W 6.30VAC Red LumaPro _ 2FNG1 1 

LM0512WB-B T1-3/4 Plastic Wedge (W2.1x4.9d) 0.24W 12.8VAC Blue LumaPro _ 2FNG5 1 

LM0512WB-G T1-3/4 Plastic Wedge (W2.1x4.9d) 0.24W 12.8VAC Green LumaPro _ 2FNG6 1 

LM0512WB-R T1-3/4 Plastic Wedge (W2.1x4.9d) 0.24W 12.8VAC Red LumaPro _ 2FNG7 1 

LM0512WB-W T1-3/4 Plastic Wedge (W2.1x4.9d) 0.24W 12.8VAC White LumaPro _ 2FNG8 1 

LM0512WB-WW T1-3/4 Plastic Wedge (W2.1x4.9d) 0.24W 12.8VAC Warm White LumaPro _—«-2FNG9 1 

LM1006WB-B 3-1/4 Plastic Wedge (W2.1x9.5d) 0.47W 6.30VAC Blue LumaPro _ 2FNJ5 1 

LM1006WB-G 3-1/4 Plastic Wedge (W2.1x9.5d) 0.47W 6.30VAC Green LumaPro _ 2FNJ6 1 

LM1006WB-W 3-1/4 Plastic Wedge (W2.1x9.5d) 0.47W 6.30VAC White LumaPro _ 2FNJ8 1 

LM1006WB-WW 3-1/4 Plastic Wedge (W2.1x9.5d) 0.47W 6.30VAC Warm White LumaPro —_—-2FNJ9 1 

LM1012WB-A 3-1/4 Plastic Wedge (W2.1x9.5d) 0.1W 12VAC Amber LumaPro _2FNN1 1 

No. 26CU04 LM1012WB-B T3-1/4 Plastic Wedge (W2.1x9.5d) 0.1W 12VAC Blue LumaPro _ 2FNN2 1 

LM1024WB-A T3-1/4 Plastic Wedge (W2.1x9.5d) 1W 24VAC Amber LumaPro _ 2FNR7 1 

LM1024WB-G T3-1/4 Plastic Wedge (W2.1x9.5d) 1W 24VAC Green LumaPro _ 2FNR9 1 

LM1024WB-R 3-1/4 Plastic Wedge (W2.1x9.5d) 0.7W 24VAC Red LumaPro _—‘2FNT1 1 

LM1024WB-WW T3-1/4 Plastic Wedge (W2.1x9.5d) 0.7W 24VAC Warm White LumaPro _—a2FNT3 1 

LT0524WB-A T1-3/4 Plastic Wedge (W2.1x4.9d) 0.42W 24VDC Amber LumaPro _—- 3AFV5 1 

LT0524WB-R T1-3/4 Plastic Wedge (W2.1x4.9d) 0.42W 24VDC Red LumaPro _—- 3AFV6 1 

LT0524WB-W T1-3/4 Plastic Wedge (W2.1x4.9d) 0.42W 24VDC White LumaPro _—-3AFV3 1 

No. 5V223 Eee 
Trade Bulb Item Pkg. 
No. Shape BaseType Watts Voltage No. Qty. 
current Sleeve-Base T-Shaped Miniature Light Bulbs 
a Daintree company Halogen 

= os = QH2MT3/CL/HT/R T3 Sleeve 2000W 230VAC  6V285_ 1 
Sleeve-Base T-Shaped Miniature Light Bulbs QH2.5MT3/CL/HT/R 400 13 Sleeve 2500W  400VAC  5HB85 1 
~ QH3MT3/CL/HT/R 400 ~—s-T3 Sleeve 3000W 400VAC 5HB86_ 1 
Sleeve-base T-shaped miniature light bulbs are commonly used in heaters or heat lamps. OH100073 13 Sleeve 1000W 240VAC 5223 
They have a sleeve base with contacts on both ends, and they are pushed into a compatible QH1600T3/CL T3 Sleeve 1600W 230VAC 5V229. 1 
socket to install. QH3800T3 ie) Sleeve  3800W 575VAC 5V235_ 1 


No. 


Medium Prefocus 


current EiKG- a aa 


a Daintree company CERTIFIED GREEN 


Prefocus-Base T-Shaped 1 a} 
Miniature Light Bulbs : 


The prefocus bases on these T-shaped miniature light bulbs have a ring or collar that helps 
ensure the bulbs are properly aligned when they are pushed into a compatible socket to install. 
Also known as P28s bases, medium prefocus light bulb bases have a 28mm dia. They have a 
smooth cap shape with two dimples on the sides and one contact on the bottom. 


No. F 
2FLW7 


yyy 


Miniature Screw 
(E10) Base 





‘= 
TL-Shaped Miniature Light Bulbs 


TL-shaped miniature light bulbs have a tube shape with a bump 
at the top of the bulb where the lens is located. Also known as 
tubular lens miniature light bulbs, they are used in flashlights. 


Trade Bulb ltem Pkg. ak 
No. Shape Base Type Watts _ Voltage Brand No. Qty. | The bulbs have an E10 miniature screw base, which has a 
Incandescent ; ; 
6.6A/T10/1P 30W T10 Medium Prefocus (P28s) 30W 30V AC GE Current 5V305 1 Trade Bulb Item Pkg. 
6.6A/T10P T10 Medium Prefocus (P28s) 45W 45V AC GE Current 5V307 1 No. Shape Base Type Watts Voltage No. Qty. 
Halogen Miniature Screw-Base TL-Shaped Miniature Light Bulbs 
00390 T6 Medium Prefocus (P28s) S00W = 120V AC Eiko 6DZH1 1 Incandescent 
00410 TE Medium Prefocus (P28s) 750W = 120V AC Eiko 6DZH2 1 112 TL3 Miniature Screw (E10) 0.264W 1.2VAC 2FLW7 10 
00430 T7 Medium Prefocus (P28s) 1000W = 120V AC Eiko 6DZH4 1 222 TL3 Miniature Screw (E10) 0.5625W 2.25VAC 2FMK8 10 
BTL-Q500T6/CL/P PAR46 Medium Prefocus (P28s) S00OW = 120VAC GECurrent 6VN47 1 243 TL3 Miniature Screw (E10) 0.6291W 2.33VAC 2FMT4 10 
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Trade Bulb Item Pky. Ww ‘ 
No. Shape Base Type Watts Voltage No. Qty. 0 
Candelabra Screw-Base G-Shaped Miniature Light Bulbs 











Incandescent == = 
509K G6 Candelabra Screw (E12 4.32W 24VAC 2FMJ5 10 G-Shaped Miniature Light Bulbs 
Double-Contact Bayonet-Base G-Shaped Miniature Light Bulbs G-shaned miniat light bulbs h h 
Incandescent -shaped miniature light bulbs have a compact, round shape 
64 G6 Double Contact Bayonet (BA15d) 4.41W 7VAC 2FMF2 10 7 ini 
68 G6 Double Contact Bayonet (BA15d) 7.965W 13.5VAC 21U522_—s 1 and are also known as globe-shaped miniature bulbs 
G6 Double Contact Bayonet (BA15d) 7.965W 13.5VAC 2FMG8__—10 
82 G6 Double Contact Bayonet (BA15d) 6.63W 6.5VAC 2FMG3_—10 
90 G6 Double Contact Bayonet (BA15d) 8.0 i 21U528 = 2 
G6 Double Contact Bayonet (BA15d) 7.04W 13VAC 2FLZ4__—s10 
304 G6 Double Contact Bayonet (BA15d) 8.4W 28VAC 21U549_—s 1 
G6 Double Contact Bayonet (BA15d) 8.4W 28VAC 2FMC5 —s10 
624 G6 Double Contact Bayonet (BA15d) 10.36W 28VAC 2FMA2 ‘10 
1224 G6 Double Contact Bayonet (BA15d) 5.12W 32VAC 2FMC9_—s10 
1252 G6 Double Contact Bayonet (BA15d 6.44W 28VAC 2FMF1 __10 
we crew-Base G-Shaped Miniature Light Bulbs 
LM40F1WE26-A G12 Medium Screw (E26) 2.5W 90 to 240VAC 2FPC1 1 
LM40F1WE26-G G12 Medium Screw (E26) 2.5W 90 to 240VAC_ 2FPC3 1 
LM40F1WE26-W G12 Medium Screw (E26) 2.5W 90 to 240VAC 2FPC5 1 
. SLOAN Se 1H ern screw E26 2.0W 90 to 240VAC_ 2FPC6 1 
iniature Bayonet-Base G-Shaped Miniature Light Bulbs 
Incandescent No. 2FMJ5 No. 21U549 No. 2FPC6 
51 G3-1/2 Miniature Bayonet (BAQs) 1.65W 7.5VAC 2FMK7 10 
53 G3-1/2 Miniature Bayonet (BAQs) 1.728W 14.4VAC 21U519_—s 1 
G3-1/2 Miniature Bayonet (BAQs) 1.728W 14.4VAC 2FMJ3_—s:10 
59 G4-1/2 Miniature Bayonet (BAQs) 2.8/W 7VAC 2FMK2__—10 
57 G4-1/2 Miniature Bayonet (BAQs) 3.36W 14VAC 21U520_—s 1 
G4-1/2 Miniature Bayonet (BAQs) 3.36W 14VAC 2FME9 10 
965 G3-1/2 Miniature Bayonet (BAQs) 2.24W 28VAC 21U546_—s 1 
G3-1/2 Miniature Bayonet (BAQs) 2.24W 28VAC 2FLY6 ~—10 
293 G4-1/2 Miniature Bayonet (BAQs) 4.62W 14VAC 2EKV5 —10 
356 G3-1/2 Miniature Bayonet (BAQs) 4.76W 28VAC 21U561_—s 1 
G3-1/2 Miniature Bayonet (BAQs) 4.76W 28VAC 2FMC4_—s10 
363 G3-1/2 Miniature Bayonet (BAQs) 2.8W 14VAC 2FMU1 —10 
456 G4-1/2 Miniature Bayonet (BAQs) 4.76W 28VAC 2FLY4_ _—10 
503 G4-1/2 Miniature Bayonet (BAQs) 0.765W 5.1 VAC 3EHK4 _—10 
1445 G3-1/2 Miniature Bayonet (BAQs) 1.872W 14.4VAC 21U613 2 
G3-1/2 Miniature Bayonet (BAQs) 1.872W 14.4VAC 2FLT3 ~—:10 No. 21U519 No. 2FLZ3 
1450 G3-1/2 Miniature Bayonet (BAQs) 0.84W 24VAC 21U614_—s 1 
G3-1/2 Miniature Bayonet es) 0.84W 24VAC 2FMH4 10 
1895 G4-1/2 Miniature Bayonet (BA9s 3./8W 14VAC 2FLZ9__—10 
Miniature Screw-Base G-Shaped Miniature Light Bulbs 
Incandescent 
13 G3-1/2 Miniature Screw (E10) 1.11W 3./VAC 2FLZ3_—s 10 
14 G3-1/2 Miniature Screw au 0.741W 2.4/VAC 2FMC3_—s10 
27 G4-1/2 Miniature Screw (E10 1.47W 4.9VAC 2FLVi —: 10 
A aes uy nvature ecrew E10} ioe Pou ory 1 Candelabra Screw Double Contact Medium Screw 
- rew ; 
233 G3-1/2 Miniature Screw (E10) 0.6291W 2.33VAC_2FMT3_10 alia ah Bayonet E26) base 
245 G3-1/2 Miniature Screw (E10) 1.23W 2.46VAC_ 2FMT5 10 (BA15d) Base 
406 G4-1/2 Miniature Screw (E10) 0.8W 2.6VAC 3EHK3 _—10 
425 G4-1/2 Miniature Screw (E10) 2.5W SVAC 2FLX7 —10 
428 G4-1/2 Miniature Screw (E10) 3.125W 12.5VAC 2FMU4 10 
502 G4-1/2 Miniature Screw (E10) 0.765W 5.1VAC 2FMF9 10 
605 G4-1/2 Miniature Screw (E10) 3.08W 6.15VAC 2FMB8 __—10 
1446 G3-1/2 Miniature Screw (E10) 2.4W 12VAC 2FMV9 10 
1447 G3-1/2 Miniature Screw (E10) 2./W 18VAC 3EHL1 10 oe = 
1448 G3-1/2 Miniature Screw (E10) 0.84W 24VAC 2FMW1 ‘10 Miniature Bayonet Miniature Screw 
1449 G3-1/2 Miniature Screw (E10) 2.8W 14VAC 2FMA6 10 (BA9s) Base (E10) Base 





B-Shaped Miniature Light Bulbs 


B-shaped miniature light bulbs have an oval shape with a rounded or pointed top. They are also 


known as bomb-, bullet-, blister-, or bulged-shaped bulbs. The bulbs have bayonet base with Rouble contact 








: : : Bayonet 
one or two contacts on the bottom and lugs on either side that lock the bulb in place when the jekisa) — 
base is pushed into a compatible socket and twisted. 
Trade Bulb Item Pkg. 
No. Shape Base Type Watts Voltage No. Oty. 
Double-Contact Bayonet-Base B-Shaped Miniature Light Bulbs 
Incandescent 
10 B6 Double Contact Bayonet (BA15d) 12W 6.5 21U543 1 
B6 Double Contact Bayonet (BA15d) 12W 6.5VAC 2FLZ6 10 — 
1004 B6 Double Contact Bayonet (BA15d) 12.032W —-12.8VAC 21U591 2 Single Contact oFLY3 2EKY4 


B6 Double Contact Bayonet (BA15d 12.032W_ _-12.8VAC 2FLY3 10 ae 
ingle-Contact Bayonet-Base S-Shaped Miniature Light Bulbs Miniature 
PR18 B3-1/2 Single Contact Miniature Flanged (P13.5s) 3.96W 7.2VAC 2EKY4 10 Flanged (P13.5s) Base 


yy : 
iPro 
RP-Shaped Miniature Light Bulbs 


RP-shaped miniature light bulbs have a rounded pear shape that is wider at the top and 














narrower at the base. Sometimes called reflector pear bulbs, they have bayonet base with one or Double Contact ss 
two contacts on the bottom and lugs on either side that lock the bulb in place when the base is fen ha ease 
pushed into a compatible socket and twisted. 
Trade Bulb Item Pkg. 
No. Shape Base T Watts Voltage No. Qty. 
Double-Contact Lae -Base RP-Shaped Miniature Light Bulbs 
Incandescent 
1062 RP11 Double Contact Bayonet (BA15d) 36.8W 40VAC 2FMA4 10 
1133 RP14 Single Contact Bayonet (BA15s) 24.242W 6.2VAC 21U595 1 
RP11 Single Contact Bayonet (BA15s) 24.242W 6.2VAC 2FMH8 10 Single Contact No. 475G22 
1195 RP11 Single Contact Bayonet (BA15s) 37.5W 12.5VAC _-21U608 1 Bayonet 
1196 RP11 Double Contact Bayonet (BA15d) 37.5W 12.5VAC _2FLW4 10 ies 
CE19 RP11 Double Contact Bayonet (BA15d) 40W 36VAC 475622 1 ( s) Base 
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Miniature Light Bulbs Details on page Al. 
* ° Trade Average Item 
Luna No. Voltage Watts Life No. 
High/Low Beam 
" 9003 12VAC 61/67W 150/320 hr. 2EKW8 
Replacement Headlights 9004 _12/12VAC__45/65W 150/320 hr. 2FMY1 
12VAC 45/65W 300/640 hr. 2FNA8 
Trade Average Item 9007 12/12VAC = 55/65W = 150/3820hr. 2FMY4 
No. Voltage Watts Life No. 12VAC 90/65W = 300/1200 hr. 3EHN9 
Fog Lights 13.2VAC 100W 75/150 hr. = 2FND5 
880 12VAC 2/W 300 hr. 2FMU6 H4 13.2VAC 55/60W 150/300 hr.  2EKX5 
881 12VAC 2/W 300 hr. 2FMU7 28VAC 70/75W = 150/300 hr. 2EKX6 
885 12VAC 50W 200 hr. 2EKW1 H7 12VAC 55W 250 hr. 2FND6 
886 12VAC 50W 200 hr. 2FMU8 12VAC 55W 500 hr. 2FND7 
889 12VAC 2/W 300 hr. 2FMU9 High Beam 
890 12VAC 2/W 300 hr. 2FMV1 12VAC 65W 150 hr. 2FMY2 
893 12VAC 37.5W 200 hr. 2EKW3 9005 12VAC 65W 320 hr. 2FNA9 
894 12VAC 37.5W 200 hr. 2FMV3 12VAC 65W 500 hr. 3EHN7 
896 12VAC 37.5W 200 hr. 2FMV4 H9 12VAC 65W 200 hr. 2FND9 
898 12VAC 37.5W 1900 hr. 2FMV5 12VAC 65W 300 hr. 2FNE1 
9008 12/12VAC = 55/60W ~—s200/600 hr. 2FMY5 Low Beam 
9055 12/12VAC 55W 800 hr. 2FMY8 12VAC 5oW 200 hr. 29VJ55 
9140 12VAC 40W 1200 hr. 2FMY9 9006 12VAC 5oW 320 hr. 2FNB1 
9145 12VAC 45W 1000 hr. 2FMZ1 12VAC 5oW 320 hr. 2FMY3 
H2 12.8VAC 5oW Zoo Mil. 2FNC8 12VAC 5oW 1000 hr. 3EHN8 
12VAC 130W 50 hr. 2FND1 H3 12VAC 65W 200 hr. 2EKX3 
12.8VAC 100W 150 hr. 2FNC9 24VAC 84W 300 hr. 2FNC5 
H3 12.8VAC 5oW 400 hr. 2FND2 H11 12VAC 5oW 600 hr. 2FNC6 
13.5VAC 5oW 400 hr. 2FND3 12VAC 5oW 1000 hr. 2FNC7 
24VAC 84W 400 hr. 2FND4 Tractor 
H8 12VAC 35W 350 hr. 2FND8 862 12VAC 37.5W 1900 hr. 2EKV8 
Item Pkg. Trade Item Pkg. 
V ieshain bn den No. Voltage Color Rated Life Brand No. Qty. No. Voltage Color Rated Life Brand No. Qty. 
ae LED 1157NA 12:8 Amber 1200/5000 hr. LumaPro 21U606 1 


Grote 412A07 12.8/14VAC Amber 1200/5000 hr. LumaPro 2FLU8 10 
Grote 412A04 
Grote 412A05 


Grote 412A06 


12.8/14VAC Clear 1200/5000 hr. LumaPro 21U640 2 
2057 =12.8/14VAC Clear ~=—2400/10,000 hr. LumaPro 21U492 2 
12.8/14VAC Clear 1200/5000 hr. LumaPro 2FLX6 10 


ke 7 12VAC White 
° 194 12VAC White 
The first name in 1 2VAG Red 


vehicle safety systemse | 94 NA | VAG Am ber 





3157 NA 12VAC Amber 8400 hr. Grote 412A21 
31/5 12VAC White =< Grote 412A24 
7440 12VAC White — Grote 412A25 
7443 12VAC White 8400 hr. Grote 412A26 


3157NA 12:8/14VAG Amber _ 1200/5000 hr. LumaPro 21U693 2 
12.8/14VAC Amber —- 1200/5000 hr. LumaPro 2FLTS 10 
12.8/14VAC Clear ~—-2000/10,000 hr. LumaPro SEHL8 10 





i 
2 
5 
Repl t 211 12VAC White Grote 412A08 1 12.8 Amber 1200/5000 hr. LumaPro 21U641 2 
epiacemen 12 12VAC White Grote 412A09 1 2057NA 12.8 Amber 2000/10,000 hr LumaPro 21U493 2 
ian 12VAC White = Grote 412A12 1 128/14VAC. Amber 1200/5000 hr. LumaPro 2FLP7 10 
Taillights Dred 4156 _12VAC__ White 8000hr. -Hamsar SJYNB tap 12.8 Clear 40/5000 hr. LumaPro 21U645 2 
Prery {2VAC. Amber 8000 hr. Hamsar 3JYN6 1 12.8/14VAC. Clear 400/5000 hr. LumaPro 2FLR4 10 
. 12VAC White = Grote 412A10 2. 2357NA 12.8 Amber 400/500 hr. LumaPro 21U644 2 
1156NA 12VAC Amber = Grote 412A11 2 12.8/14VAC Clear 1200/5000 hr. LumaPro 21U647 2 
{2VAC_ White/Amber Grote 412A15 1 +3057 + 128/4VAC Clear 2000/10.000 hr LumaPro 21U495 2 
12VAC._ White = Grote 412A16 1 12 B/14VAC. Clear 1200/5000 hr. LumaPro 2FLX8 10 
{2VAG Amber 8000 hr. Hamsar_3JYP3_ 1 aoe7., 12.8/14VAC Amber 1200/5000 hr. LumaPro 21U648_ 2 
1157 412VAC White 8000 hr. Hamsar 3JYP5 1 12 B/14VAC_ Amber 1200/5000 hr. LumaPro 2FMZ9 10 
| 12 to 24VAC. Red g000 hr. Hamsar3JYP7 1 a1, 12.8 Clear = LumaPro 21U649 2 
So 12VAC_ White 50,000hr. ‘Grote 412A13 2 12.8VAC White 1000 hr. LumaPro 2FLR1 10 
No. 3JYN8 12VAC Red 50.000hr. Grote 412A14_2 12. 8VAC Clear 1200 hr. LumaPro 21U650 2 
3156 12VAC___ White — Grote 412A18 1 3156 128 Clear = LumaPro 21U496 2 
12VAC White 8400 hr.-Grote 412172 12.8VAC Clear 1200 hr. LumaPro 2FLW3 10 
{2VAC White/Amber 30,000 hr Grote 412A22 1 12. 8/14VAC. Clear 1200/5000 hr. LumaPro 21U654 2 
i 3157 __12VAC____ White = Grote 412A23. 1 3157 12.8/14VAC Clear 2000/10.000 hr. LumaPro 21U651 2 
vy) 12VAC_ White 8400 hr.-Grote 412192 12 B/14VAC. Clear 1200/5000 hr. LumaPro 2FMB9 10 
* 12VAC Red Grote —412A20_ 2 12 B/14VAC Amber 1200/5000 hr. LumaPro 21U652 2 
i 
2 
D 





12.8/14VAC Clear 400/5000 hr. LumaPro 21U655 2 

No. 412A19 Incandescent 3457 12.8/14VAC Clear ——-800/10,000 hr. LumaPro 21U497 2 
jgg 12:8/14VAC_ Clear 1200/5000 hr. LumaPro 21U541_ 1 12.8/14VAC__ Clear 400/5000 hr. LumaPro 2FNA1 10 

No. 21U592 12.8/14VAC Clear 1200/5000 hr. LumaPro 2FLZ5 10 gyc7yjq 12.8/14VAC Amber _ 400/000 hr. LumaPro 21U656 2 

1034 12:8/14VAC___ Clear 200/500 hr. _LumaPro 21U592 12.8/14VAC Amber —_—-400/5000 hr. LumaPro 2FNA2 10 

——— 12.8/14VAC Clear 200/500 hr. LumaPro 2FLWS 3496 12.8/14VAC _Clear 600/5000 hr. LumaPro 3EHN2 1 
4154 —0:3/7VAC Clear 200/100 hr. _LumaPro_ 21U598 4114 14/14VAC Clear 4000/10,000 hr. LumaPro 3EHN4 10 






1} 


wT 


6.3/7 VAG Clear 200/100 hr. LumaPro 2FLR3 
1156 —12-8VAC Clear 1200 hr. LumaPro 21U601 
12.8VAC Clear 1200 hr. LumaPro 2FMN3 


4157 12:8/14VAC_ Clear _4000/10,000 hr. LumaPro 21U607 2 
12.8/14VAC Clear ——-3600/10,000 hr. LumaPro 2EKW7 10 
7225 12.8/12VAC _Clear 1590/1500 hr. LumaPro 2FMX95 10 





= —_, —_, —_, —_,| —! 
oO™MNo tI AO™DINo 










1156LL 12.8VAC Clear 2400 hr. LumaPro 21U602 7440 12VAC Clear 300 hr. LumaPro 21U659 2 
12.8VAC Clear 2400 hr. LumaPro 2FMZ3 12VAC Clear 300 hr. LumaPro 2FMX6 10 
1156NA 12.8VAC Amber 1200 hr. LumaPro 21U603 7443 12VAC Clear 900/1000 hr. LumaPro 21U660 2 
12.8VAC Amber 1200 hr. LumaPro 2FLX9 7443NA —_-12VAC Amber 900/1000 hr. LumaPro 2FNA6 10 
12.8/14VAC _Clear 1200/5000 hr. LumaPro 21U604 7506 12VAC Clear 150 hr. LumaPro 2FMX8 10 
1157 12.8/14VAC Clear — 2000/10,000 hr. LumaPro 21U605 12VAC White 400 hr. LumaPro 2FNA7 10 
No. No. No. 12.8/14VAC Clear 1200/5000 hr. LumaPro 2FMK9 
21U601 2FMZ9 2FMB9 12.8/14VAC Clear = 2400/10,000 hr. LumaPro 12A782 
will Maxxima F 
No. 54DE32 A 
: *) 
Es ee anes in No. 1 2D309 = 
7 . . No. 54DE40 No. 2cwKs * 
LED Strip Lighting MOUa2NeBS : 
Current No. of Light Mfr. Item 
Lumens Voltage Mounting Rating LEDs Color Includes Length Width Model No. 
Maxxima 
300 Im 12VDC High Bond Tape = 2/___White Mounting Clips and Screws 1: Va MLS-1827-A 12D309 
408 Im 12VDC — High Bond Tape — 36 White Mounting Clips and Screws 24" Va MLS-2436-A 12D310 
612!m 12VDC High Bond Tape — 94 White Mounting Clips and Screws 36" Va MLS-3694-A 12P856 
492 Im 12VDC High Bond Tape /10mA 36 White Mounting Clips and Screws 24" Yq MLS-2436WW-A __22N658 
738 Im _12VDC High Bond fape_ 1110mA 54 White Mounting Clips and Screws 36" Yq MLS-3654WW-A _ 22N662 
7821m__12VDC High Bond lape_ 1300mA 70 White Mounting Clips and Screws 45" Yq MLS-4569-A 22N663 
— 12VDC_ High Bond Tape = 1110mA 54 Red — 36" Yq MLS-3654R 22N660 
3/5 Im _12VDC Permanent = 04 White — 18° %e" M84423-B 04DE32 
790 Im _12VDC Permanent — 108 White — 36" %e' M84425-B 54DE34 
250 Im_ 12VDC __ High Bond Tape 0.4A 2/ White _ Ultra Low Amp Draw, Third Wire for Optional Door Control, Moisture Proof Construction _18° Zs MLS-1827-A-SW_ _ 54DE40 
640!m_ 12VDC High Bond ape 1.0A 70 White _ Ultra Low Amp Draw, Third Wire for Optional Door Control, Moisture Proof Construction _45" es MLS-4569-A-SW_ _ 54DE43 
i 000 Im _ 12VDC Permanent — 144 White Center Hold Down Clamp 48" ¥e" M84429-B 49XE40 
rote 
_ = _ ; 50 ft. Roll Comes with (10) Wire Connectors, (50) Mounting ' __ 
12vbC Clip White Clips and (10) End Caps, LED's Spaced 1 Per Inch 90 60481 2CWK8 
504 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” LIGHTING 
Find the wy. Find Solutions. Find Great Prices. HID & LED HID-Replacement Light Bulbs 


High-Intensity Discharge (HID) Lamp Information 


HID lamps offer high light output and have longer life expectancy than incandescent bulbs. LED lamps Quick Guidedo Color 
use significantly less energy and need to be replaced less often than other HID lamp types. They reach Color Temperature Color Designation 
full brightness instantly, produce very little heat, and can withstand temperature changes, vibration, and 1800K Orange 


humidity. Ceramic metal halide and metal halide lamps offer better color rendering than high-pressure Sera a “a Whi. 
sodium and mercury vapor lamps and are used for indoor and outdoor lighting. High-pressure sodium 3000-3200K Warm White, SP30 
and mercury vapor lamps are used for outdoor, security, and roadway lighting. Ceramic metal halide, SaNLIEOI Sour WHI SPAT 
metal halide, high-pressure sodium, and mercury vapor lamps take a few minutes to reach full brightness 5200-5700K Blue White, SP50 


and must cool down before they can be restruck after turning off. SOU STO Daylight, SP6o 
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. 
Light Efficient Design 


EX39 Mogul Screw-Base HID & 
LED HID-Replacement Light Bulbs 


The EX39 extended mogul screw base on these light bulbs has 

a 39mm dia. and a longer center terminal than an E39 base. The 
bulbs screw into both E39 sockets (typically found on enclosed 
fixtures) and protected EX39 sockets (typically found on open 
fixtures). These bulbs are used in fixtures with a high mounting 
height, such as street lights, floodlights, and high-bay and low-bay 
lights in warehouses and convention centers. 


Light Color 
Technolo Watts Temp. Lumens Rated Life 
EX39 Mogul Screw-Base HID & LED HID-Replacement Light Bulbs 
70W MH/70W HPS Wattage Equivalency 
LED 27W 4,000 K 3600 Im 50,000 hr Cylindrical 7 ¥%in Philips 55GY54 
100W MH/100W HPS Wattage Equivalency 
5OW 





Overall Item 
Length Brand No. 














2,450 K 7150 Im 50,000 hr Cylindrical 7 ¥% in GE Current 55GU11 
LED 50W 4,000 K 7500 Im 50,000 hr ED37 7% in GE Current 429U45 
50W 5,000 K 7500 Im 50,000 hr ED37 7% in GE Current 429U46 
125W MH/125WHPS Wattage Equivalency 
LED 65W 4,000 K 7000 Im 50,000 hr 1140 10 %in Philips 55GY63 
65W 5,000 K 7000 Im 50,000 hr 1140 10 % in Philips 55GY64 
150W MH/150W HPS Wattage Equivalency 
24W 3,000 K 3431 Im 50,000 hr Cylindrical 7 in Light Efficient Design 45PA92 
24W 4,000 K 3374 Im 50,000 hr Cylindrical 7in Light Efficient Design 45PC23 
LED 24W 5,700 K 3374 Im 50,000 hr Cylindrical 7 in Light Efficient Design 45PA93 
24W 5,700 K 3425 Im 50,000 hr Cylindrical 6 % in Light Efficient Design 508G21 
7oW 4,000 K 8500 Im 50,000 hr 1140 10 % in Philips 55GY61 
75W 5,000 K 8500 Im 50,000 hr 1140 10 % in Philips 55GY62 
175W MH/175W HPS Wattage Equivalency 
30W 3,000 K 4050 Im 50,000 hr Cylindrical 11 Yin Light Efficient Design 508G08 
30W 4,000 K 4350 Im 50,000 hr Cylindrical 11 Yin Light Efficient Design 508G09 
30W 5,000 K 4350 Im 50,000 hr Cylindrical 11 Yin Light Efficient Design 499L95 
45W 3,000 K 5925 Im 50,000 hr High/Low Bay 7 Yin Light Efficient Design 508G02 
45W 4,000 K 5334 Im 50,000 hr High/Low Bay 7 vain Light Efficient Design 508G03 
LED 45W 5,000 K 5560 Im 50,000 hr High/Low Bay 7 Yin Light Efficient Design 508G04 
SOW 4,000 K 6460 Im 50,000 hr Cylindrical 8 % in Light Efficient Design 493U95 
SOW 5,000 K 7250 Im 90,000 hr Cylindrical 8 Yin Light Efficient Design 493U96 
60W 4,000 K 8800 Im 50,000 hr Cylindrical 8 Yin GE Current 53DP61 
80W 2,450 K 11,500 Im 50,000 hr Cylindrical 7 ¥% in GE Current 55GU12 
80W 4,000 K 12,000 Im 50,000 hr ED37 7 ¥% in GE Current 429U47 
80W 5,000 K 12,000 Im 50,000 hr ED37 7% in GE Current 429U48 
200W INC/150W MH/150W HPS Wattage Equivalency 
20W 3,000 K 3375 Im 50,000 hr A23 6 Me in Light Efficient Design 55VR16 
LED 20W 4,000 K 3525 Im 50,000 hr A23 6 Mein Light Efficient Design 55VR17 
20W 5,000 K 3075 Im 50,000 hr A23 6 Me in Light Efficient Design 55VR18 
250W MH/250W HPS Wattage Equivalency 
45W 3,000 K 6075 Im 50,000 hr Cylindrical 11 Yin Light Efficient Design 508G11 
45W 4,000 K 6525 Im 50,000 hr Cylindrical 11 Yin Light Efficient Design 508G12 
45W 4,000 K 6930 Im 50,000 hr Cylindrical 9 % in Light Efficient Design 45PC20 
45W 5,000 K 6525 Im 50,000 hr Cylindrical 11 Yin Light Efficient Design 499L96 
45W 5,700 K 6632 Im 90,000 hr Cylindrical 9 % in Light Efficient Design 45PA87 
75W 3,000 K 9750 Im 50,000 hr High/Low Bay 8 Zin Light Efficient Design 508G05 
75W 4,000 K 10,500 Im 50,000 hr High/Low Bay 8 Zin Light Efficient Design 508G06 
75W 5,000 K 10,875 Im 50,000 hr High/Low Bay 8 ’in Light Efficient Design 508G07 
LED 80W 4,000 K 11,800 Im 50,000 hr Cylindrical 8 % in ___GE Current __ 53DP59 
80W 4,000 K 10,760 Im 90,000 hr Cylindrical 8 % in Light Efficient Design 493U97 
80W 5,000 K 11,800 Im 50,000 hr Cylindrical 8 Yin GE Current 53DP60 
80W 5,000 K 10,850 Im 50,000 hr Cylindrical 8 % in Light Efficient Design 493U98 
90W 4,000 K 11,825 Im 90,000 hr High/Low Bay 9 % in Light Efficient Design 54XJ70 
90W 9,000 K 11,825 Im 90,000 hr High/Low Bay 9 % in Light Efficient Design 54XJ71 
95W 4,000 K 12,900 Im 50,000 hr High/Low Bay 9 % in Light Efficient Design 45PC36 
95W 5,000 K 13,000 Im 90,000 hr High/Low Bay 9% in Light Efficient Design 45PC12 
115W 4,000 K 18,000 Im 50,000 hr ED37 8 % in GE Current 429U49 
115W 5,000 K 18,000 Im 50,000 hr ED37 8 % in GE Current 429U50 
Metal Halide 250 W 3,800 K 23,000 Im 15,000 hr ED28 8 % in GE Current 5NUP1 
250 W 4,000 K 21,300 Im 10,000 hr ED28 8 Yin GE Current 2PB28 
250W Probe/Pulse Ballast Wattage Equivalency 
LED 100W 4,000 K 11,046 Im 50,000 hr High/Low Bay 8 in Light Efficient Design 53PX10 
| CONTINUED | 1 
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EX39 Mogul Screw-Base HID & LED HID-Replacement Light Bulbs 








Light Color Bulb Overall Item 
Technolo Watts Temp. Lumens Rated Life Shape Length Brand No. 
320W MH/320W HPS Wattage Equivalency 
65W 3,000 K 8775 Im 50,000 hr Cylindrical 11 Yin Light Efficient Design 508G14 
65W 4,000 K 9425 Im 50,000 hr Cylindrical 11 Yin Light Efficient Design 508G15 
LED 65W 4,000 K 9587 Im 50,000 hr Cylindrical 11 in Light Efficient Design 45PC26 
65W 4,000 K 8550 Im 90,000 hr Cylindrical 11 in Light Efficient Design SOVR25 
65W 5,000 K 9425 Im 50,000 hr Cylindrical 11 %in Light Efficient Design 499197 
65W 5,700 K 9499 Im 50,000 hr Cylindrical 11 in Light Efficient Design 45PA99 
Metal Halide 320 W 3,700 K 30,600 Im 20,000 hr ED28 8% in GE Current 2TJ27 
320 W 4,000 K 32,000 Im 20,000 hr ED37 11 %in GE Current 6XV27 
320W Probe/Pulse Ballast Wattage Equivalency 
LED 100W 0,700 K 10,096 Im 50,000 hr High/Low Bay 8 in Light Efficient Design 53PX11 
400W MH/400W HPS Wattage Equivalency 
110W 4,000 K 15,430 Im 50,000 hr Cylindrical 11 Yin Light Efficient Design 493U99 
110W 5,000 K 14,570 Im 50,000 hr Cylindrical 11 Yin Light Efficient Design 49301 
130W 4,000 K 18,500 Im 50,000 hr Cylindrical 8 Yin GE Current 53DP57 
130W 5,000 K 18,500 Im 90,000 hr Cylindrical 8 Yin GE Current 53DP58 
135W 4,000 K 17,055 Im 90,000 hr High/Low Bay 10 in Light Efficient Design 54XJ68 
135W 5,000 K 17,095 Im 50,000 hr High/Low Bay 10 in Light Efficient Design 54XJ69 
140W 4,000 K 19,200 Im 50,000 hr High/Low Bay 10 %in Light Efficient Design 45PC35 
LED 140W 5,000 K 19,500 Im 50,000 hr High/Low Bay 10 %in Light Efficient Design 45PC11 
150W 4,000 K 23,500 Im 90,000 hr EDS? 8 % in GE Current 429U51 
150W 4,000 K 19,285 Im 50,000 hr High/Low Bay 10 in Light Efficient Design 54XJ66 
150W 5,000 K 23,500 Im 50,000 hr ED37 8 % in GE Current 429U52 
150W 5,000 K 19,375 Im 50,000 hr High/Low Bay 10 in Light Efficient Design 54XJ67 
165W 4,000 K 19,000 Im 50,000 hr High/Low Bay 9 % in Philips 53XG02 
165W 4,000 K 20,000 Im 90,000 hr High/Low Bay 9 % in Philips 53XF99 
165W 4,000 K 20,000 Im 90,000 hr High/Low Bay 9 % in Philips 53XG01 
165W 4,000 K 19,000 Im 90,000 hr High/Low Bay 9 % in Philips 53XG03 
400 W 3,900 K 40,000 Im 20,000 hr ED37 1in Philips 492Y61 
400 W 3,600 K 38,000 Im 20,000 hr ED37 11 “Yin GE Current 2F202 
Metal Halide 400 W 3,700 K 40,000 Im 20,000 hr ED37 11 Yin GE Current 1PCY8 
400 W 3,800 K 40,000 Im 20,000 hr ED37 11 %in GE Current 1E099 
400 W 4,000 K 40,000 Im 20,000 hr ED37 11 %in Philips 492Y83 
400 W 4,000 K 42,000 Im 20,000 hr ED37 11 Yin GE Current 6XV25 
400W Probe/Pulse Ballast Wattage Equivalency 
LED 140W 4,000 K 18,619 Im 50,000 hr High/Low Bay 9 Yin Light Efficient Design 53PX04 
140W 5,700 K 17,047 Im 90,000 hr High/Low Bay 9 ¥% in Light Efficient Design 53PX05 
1000W MH/1000W HPS Wattage Equivalency 
270W 4,000 K 40,000 Im 90,000 hr BT56 12 % in GE Current 493V22 
270W 4,000 K 34,415 Im 50,000 hr High/Low Bay 12 % in Light Efficient Design 55VR34 
LED 270W 5,000 K 40,000 Im 90,000 hr BT56 12 % in GE Current 493V23 
450W 4,000 K 65,000 Im 90,000 hr BT56 12 % in GE Current 493V24 
450W 5,000 K 65,000 Im 90,000 hr BT56 12 % in GE Current 493V25 
Metal Halide 1,000 W 3,900 K 107,000 Im 12,000 hr BT56 15 Yin Philips 492Y72 
1,000 W 3,900 K 110,000 Im 12,000 hr BT56 15 % in GE Current 5XP29 


Shatter-Resistant HID Light Bulbs 
150W/175W MH Wattage Equivalency 











LED 45W 3000K 6200 Im 50,000 hr. Corn Cob 93/4" Philips 56LX11 
150W HPS, 150W MH Wattage Equivalency 
LED 36W 3000K 9000 Im 90,000 hr. Corn Cob 8%" Philips 56LX14 
175W/250W MH Wattage Equivalency 
60W 4000K 8700 Im 90,000 hr. Corn Cob 10% Philips 56LX17 
LED 63W 4000K 9000 Im 90,000 hr. Corn Cob 10% Philips 56LX12 
80W 4000K 12,000 Im 90,000 hr. Corn Cob 7134" Philips 56LX18 
175W MH/175W HPS Wattage Equivalency 
LED 40W 4000K 5800 Im 50,000 hr. Corn Cob bye" Philips 56LX16 
250W/320W MH Wattage Equivalency 
LED 115W 4000K 18,000 Im 50,000 hr. Corn Cob 8%" Philips D6LX13 
250W MH/250W HPS Wattage Equivalency 
LED 145W 4000K 19,000 Im 50,000 hr. High/Low Bay 10" Philips 56LX20 
145W 5000K 19,000 Im 50,000 hr. High/Low Bay 10" Philips 56LX21 


GRAINGER CATALOGS 
Are Digital Too! 


e Choose From Our Library of Catalogs 
e Browse, Download or Share Pages 
e Add Items to Your Cart and Checkout When Ready 
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HID & LED HID-Replacement Light Bulbs 





Light Color 


Technolo Watts Temp. Lumens Rated Life Shape Length Brand No. 
E39 Mogul Screw-Base HID & LED HID-Replacement Light Bulbs 


50W HPS Wattage Equivalency 














High Pressure Sodium 20 W 1,900K  4,000Im  —24,000hr  ED23-1/2 7 %in GE Current 10292 
7OW HPS Wattage Equivalency 
70 W 1,900K 6400Im 24000hr ED23-1/2 7/7 %In GE Current 2VAD4 
High Pressure Sodium 70 W 1,900K 6300Im 30,000hr ED23-1/2 7/7 %In GE Current 5XN37 
70 W 2,100K 6800Im  24000hr  £D23-1/2 7 %in Philips 492Y55 
100W MH/100W HPS Wattage Equivalency 
30W 2,/00K 2537 Im 20,000 hr Cylindrical 6 %in_ Light Efficient Design 45PC17 
LED 30W 4200K 2841lm  50,000hr Cylindrical 7 “in LightEfficient Design 45PC39 
30W 9,/00K 2885 Im 90,000 hr Cylindrical 6 %in Light Efficient Design 45PC18 
100W =2,000K 9500Ilm 24000hr £ED23-1/2 7 %in GE Current 2VAD5 
Hah: Bressuka’Soditini 100W = 2,000K 10,500lm 30,000hr £ED23-1/2 7 %in GE Current 5XN38 
g 100W  =2,000K 9500lm 40,000hr £ED23-1/2 7 %in GE Current 6ZFX5 
100W  =2,100K 9400lm 24 000hr £ED23-1/2 7 %iIn Philips 492Y53 
Mercury Vapor 100W —-3,900K 4000Im  20,000hr  ED23-1/2 7 “in GE Current 2V477 
145W MH Wattage Equivalency 
Metal Halide 145W 4,000K_ _13,775Im__ 20,000 hr ED28 8 ¥% In Philips 492Y79 
150W MH/150W HPS Wattage Equivalency 
150W = 2,000K 16,000Im 24000hr £ED23-1/2 7%in GE Current 2VAD7 
150W = 2,000K 15,000Im 24,000 hr ED28 8% In GE Current 4V593 
High Pressure Sodium  150W 2,000K 16,000Im 30,000hr ED23-1/2 7 %in GE Current 5XN69 
150W = 2,000K 16,000Ilm 40,000hr £ED23-1/2 7%in GE Current 6ZFX6 
150W = 2,100K 16,000Im 24000hr £ED23-1/2 7 %in Philips 492Y54 
Metal Halide 150W 4,000 K _13,500lm_ —_—7,500 hr ED28 8 Yin GE Current 2F192 
175W MH/175W HPS Wattage Equivalency 
o0W 3,000 K 3506 Im 20,000 hr Cylindrical = 7 “%in_ Light Efficient Design 45PC13 
SOW 4000K 5188Im  50,000hr Cylindrical 8 %in Light Efficient Design 53PX12 
LED o0W 4200K 4341Im 50,000 hr Cylindrical 7 %in Light Efficient Design 45PC37 
o0W 9,000 K 4886 lm 00,000 hr Cylindrical 7 %in_ Light Efficient Design 45PC14 
o0W 0,/00K  6282Im 50,000hr Cylindrical 8 Yin Light Efficient Design 53PX13 
175W 3,900K =12,900Im_ —_ 10,000 hr ED28 8 Yin GE Current 5V691 
175W = 4,000K 14,700 Im_ —_ 10,000 hr ED28 8 Yin Philips 492Y80 
Metal Halide 175W 4,000 K 13,600!lm 10,000 hr ED28 8 Ya in GE Current 4V550 
175W = 4,000K 15,700 Im_ —_—- 10,000 hr ED28 8 Yin GE Current 21/26 
175W = 4,000K 14,700lm_ —_ 10,000 hr ED28 8 % In LumaPro 54EP74 
175W 4,200K_ 17,500 Im _ —15,000hr  ED23-1/2 = 7 “in GE Current 1E686 
200W HPS Wattage Equivalency 
High Pressure Sodium  200W —=2,100K_ 22,000Im_ _—24,000 hr ED18 9% In GE Current 3APT4 
250W MH/250W HPS Wattage Equivalency 
45W 3,000 K 5893 1m 90,000 hr Cylindrical 9%in Light Efficient Design 416J56 
LED 80W 4000K /7941lm  50,000hr Cylindrical 11 %In Light Efficient Design 53PX14 
80W 9,000K 7635 Im 90,000 hr Cylindrical =11 “in Light Efficient Design 53PX15 
200W 2,000 K 29,000!lm 40,000 hr ED18 9 “In GE Current 5XN39 
High Pressure Sodium  250W 2,100K 28000Im 24,000 hr ED18 9% In GE Current 3APT5 
2500W 2,100 K =28,500!lm 24,000 hr ED18 9% In Philips 492Y49 
Mercury Vapor 200W 3,900 K_ =11,200!Im 20,000 hr ED28 8 Y4in GE Current 2V449 
2500W 3,900 K =13,000!lm 10,000 hr ED28 8 Yin GE Current 4V561 
200W 3,900 K_ =22,400lm 15,000 hr ED28 8 Yin GE Current 5GTNO 
Metal Halide 250W 4,000K 21,250lm 10,000 hr ED28 1 in Philips 492Y81 
200W  4,200K 20,800!lm 10,000 hr ED28 8 Y4in GE Current 2V712 
200W 4,200 K 23,000!lm 15,000 hr ED28 8 Yin GE Current 4PL07 
200W  _4,500K_ 18500lm _ 10,000 hr ED28 8 Yin GE Current 1E643 
320W MH Wattage Equivalency 
Metal Halide 320W 4,000 K_ —31,000!Im_ — 20,000 hr ED28 8 Yin GE Current 4WW54 
320W 4,100 K_ _30,000Im_ _ 20,000 hr ED28 1in Philips 492Y59 
attage Equivalency 
Metal Halide 4200 K _37,000Im_ _ 20,000 hr ED3/ 11% in GE Current 5XN60 
400W MH/400W HPS Wattage Equivalency 
100W  =—3,000K 12,486Ilm  50,000hr Cylindrical 12 in Light Efficient Design 416J57 
100W  4000K 14666!lm 50,000hr Cylindrical 12in Light EfficientDesign 416J58 
LED 100OW  =5,/00K 14,613 Im 50,000 hr Cylindrical  12in Light Efficient Design 416J59 
120W = =4000K 9929lm  50,000hr Cylindrical 11% in Light Efficient Design 53PX16 
120W = 5,000K = =10,810!lm 50,000hr Cylindrical 11% in Light Efficient Design 53PX17 
400W = 2,100 K_ =—54,000!Im —_ 30,000 hr ED18 9 “In GE Current 5XN40 
400W 2,100 K_ =51,000Im = 24,000 hr ED18 9% In GE Current 3APT6 
High Pressure Sodium  400W 2,100K 50,000Im 24,000 hr ED18 9% In Philips 492Y50 
OOW 2,100K 50,000Ilm 40,000 hr ED18 9% In Philips 492Y51 
400W = 2,100 K_ ~=50,000!lm _—_ 30,000 hr ED18 9% In Philips 492Y52 
Ceramic Metal Halide 400W 3,000 K = 41,000!lm 20,000 hr ED18 9% In GE Current 1TJT2 
Metal Halide OOW 3, 700K 35,000Im 20,000 hr EuUSY 11% in GE Current 4V603 
Mercury Vapor 400W 3,900 K =22,600!lm 20,000 hr ED3/ 11% In GE Current 2V358 
400W  4,000K 40,000!lm 20,000 hr ED28 Tin Philips 492Y60 
400W  4,000K 40,000!lm 20,000 hr ED3/ 1 in Philips 492Y62 
400W  4,000K 36,000!lm 20,000 hr ED28 1 in Philips 492Y70 
400W  4,000K 39,000Ilm 20,000 hr ED3/ 11% in Philips 492Y82 
400W  4,000K 36,000!lm 20,000 hr ED37/ 11% in GE Current 2V658 
400W  4,000K 39,400Im 20,000 hr ED28 8 % In GE Current 4WW46 
Metal Halide 400W  4,000K 36,000!Im 20,000 hr EWSY 11% in GE Current 5GTN1 
400W  4,000K 36,000!lm 20,000 hr ED28 8 Yin GE Current 5V658 
400W 4,000K 35,000!lm 20,000 hr ED28 8 Yin GE Current 1K425 
400W  4,000K 44000Im 20,000 hr ED3/ 11% in GE Current 3JJ96 
400W  4,000K 44000Im 20,000 hr ED28 8 Yin GE Current 6XV24 
400W 4,000 K_ = 41,000Im_ 20,000 hr ED28 8 % In GE Current 5XN65 
400W 4,100 K_ = 38,000!Im_ — 20,000 hr ED28 8% In GE Current 3APK3 
400W 4500K 37,600!lm 20,000 hr ED37 11% in GE Current 1E639 
Mercury Vapor 400W _-5,/00K_ —21,000Im_ _ 20,000 hr ED3/ 11% In GE Current 4V519 
750W MH/750W HPS Wattage Equivalency 
High Pressure Sodium /50W  2,100K 110,000Im 24,000 hr ED3/ 11% in GE Current 4HP19 
Metal Halide 750W 4,000 K_ 82,000 Im _ _16,000 hr BI3/ 11% in GE Current 6XT44 
oe matey (i 100 k 130,000 | 24,000 h ED2 1 GEC 2V 
; m ; r 5 5 in urrent 154 
High Pressure Sodium +999 W 2-100 K 135,000Im 24.000hr ‘E25 15 in Philips A92V48 
1,000W 3,/700K 105,000Im 15,000 hr BT56 15 % In GE Current 4V565 
1,000W 3,/00K 115,000Im 12,000 hr BI3/ 11% in GE Current 3JK41 
Metal Halide 1,000W 4,000K 110,000Ilm 12,000 hr BI3/ 11% in Philips 492Y57 
1,000W 4,000K 110,000Im 12,000 hr BT56 13 % in Philips 492Y71 
1,000W 4,000K 108,000Ilm 15,000 hr BT56 15 % In GE Current 2V659 
1,000W  4,000K_ 120,000Im_ 15,000 hr BI3/ 11% in Philips 492Y58 
1500W MH Wattage Equivalency 
Metal Halide 1500W 4,000K 170,000Ilm 6,000 hr BT56 13 % in Philips 492Y73 
1,500W 4,000K 170,000!lm 3,000 hr BT56 15 % In GE Current 4V484 
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E39 Mogul 


Screw-Base HID & 
LED HID-Replacement 
Light Bulbs 


These light bulbs have an E39 mogul screw base 
with a 39mm dia. They screw into standard E39 
sockets, which are typically found on enclosed 
fixtures. E39 mogul screw-base HID and LED 
HID-replacement are used in fixtures with a high 
mounting height, such as street lights, floodlights, 
and high-bay and low-bay lights in warehouses and 
convention centers. 
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HID & LED HID-Replacement Light Bulbs 
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E26 Medium 
Screw-Base 
HID & LED HID- 
Replacement 
Light Bulbs 


The most commonly used type of 
light bulb base, an E26 medium 
screw base has a 26mm dia. and 
screws into a compatible socket. E26 








Medium Screw 














/TTu 





(E26) Base medium screw-base HID and LED 
No. 492Y38 No. 493U91 No. 54EP62 HID-replacement bulbs are commonly 
used in post tops and bollards. 
Light Color Bulb Overall Item 
Technolo Watts Temp. Lumens Rated Life Shape Length Brand No. 
E26 Medium Screw-Base HID & LED HID-Replacement Light Bulbs 
20W MH Wattage Equivalency 
; . 20 W 3,000 K 1,000 Im 12,000 hr PAR20 3 % in GE Current 1TJR1 
eeamie MeN Tae 20 W 3,000 K 1,000 Im 12,000 hr PAR20 3% in GE Current 1TJP9 
Metal Halide 20 W 3,000 K 1,200 Im 12,000 hr PARSOL 4% in GE Current 2TJ29 
35W MH/35W HPS Wattage Equivalency 
Metal Halide 35 W 3,000 K 2,000 Im 15,000 hr PAR20 2% in Philips 492Y38 
39W MH Wattage Equivalency 
39 W 3,000 K 2,100 Im 10,000 hr PAR20 3 % in GE Current 6XT76 
Metal Halide 39 W 3,000 K 2,400 Im 10,000 hr PARSOL 4% in GE Current 5XP47 
39 W 3,000 K 2,400 Im 10,000 hr PARSOL 4% in GE Current 5XP48 
50W MH/50W HPS Wattage Equivalency 
: ; 50 1,900 K 4,000 Im 24,000 hr ED17 5 % in GE Current 2V657 
High Pressure Sodium 50 W 2.100 K 4.000 Im 94.000 hr BD17 5 vin Philips A92V46 
Ceramic Metal Halide 50 W 3,000 K 5,300 Im 16,000 hr ED17 5 % in LumaPro 54EP81 
50 W 3,000 K 4,800 Im 16,000 hr ED17P 5 % in Philips 492Y77 
Metal Halide 50 W 3,500 K 3,200 Im 10,000 hr ED17 o 2 in GE Current 6XT91 
50 W 3,700 K 3,200 Im 10,000 hr BD17 5 % in GE Current 1F398 
50 W 4,200 K 5,000 Im 20,000 hr ED17 5% in Philips 492Y56 
70W MH/70W HPS Wattage Equivalency 
14W 3,000 K 1840 Im 90,000 hr Cylindrical 6 % in Light Efficient Design 53PX24 
14W 4,000 K 2065 Im 50,000 hr Cylindrical 6 % in Light Efficient Design 53PX25 
14W 5,700 K 2217 Im 50,000 hr Cylindrical 6 % in Light Efficient Design 53PX26 
21W 4,000 K 3000 Im 50,000 hr ED17 5 % in GE Current 472216 
LED 21W 5,000 K 3000 Im 50,000 hr ED17 o 7 in GE Current 472Z17 
35W 4,000 K 5000 Im 50,000 hr ED17 5 % in GE Current 472218 
30W 5,000 K 5000 Im 50,000 hr ED17 5 % in GE Current 472219 
45W 3,000 K 4800 Im 50,000 hr T160 10 %in Philips 55GY66 
45W 4,000 K 4800 Im 50,000 hr 1160 10 % in Philips 55GY67 
45W 5,000 K 4800 Im 50,000 hr T160 10 “in Philips 55GY65 
; 70 W 1,900 K 6,400 Im 24,000 hr ED17 5 % in GE Current 2V632 
High Pressure Sodium 70 W 2.100 K 6,500 Im 94.000 hr BD17 5 in Philips A92V47 
Ceramic Metal Halide 70 W 3,000 K 6,300 Im 15,000 hr BD17 5 % in GE Current 2DZX4 
70 W 3,000 K 5,300 Im 15,000 hr ED17 5 % in GE Current 5HB92 
70 W 3,000 K 4,700 Im 13,000 hr PARSOL 4% in GE Current 4LV87 
70 W 3,000 K 4,700 Im 13,000 hr PAR3OL 4% in GE Current 4LV88 
70 W 3,000 K 7,700 Im 16,000 hr BD17 1in Philips 492Y69 
Metal Halide 70 W 3,000 K 6,700 Im 16,000 hr ED17P 5% in Philips 492Y78 
70 W 3,200 K 5,500 Im 15,000 hr ED17 5 % in GE Current 2F942 
70 W 3,200 K 4,900 Im 15,000 hr ED17 5 % in GE Current 2F968 
70 W 3,500 K 5,500 Im 12,000 hr BD17 5 % in GE Current 6V746 
70 W 4,000 K 5,600 Im 12,000 hr BD17 1in Philips 492Y68 
70 W 4,000 K 5,900 Im 12,000 hr BD17 5% in GE Current 1E694 
100W MH/100W HPS Wattage Equivalency 
18W 3,000 K 2758 Im 90,000 hr Cylindrical 6 % in Light Efficient Design 45PA96 
18W 4,000 K 2983 Im 90,000 hr Cylindrical 6 % in Light Efficient Design 45PC25 
18W 5,700 K 2465 Im 90,000 hr Cylindrical 6 % in Light Efficient Design 45PA97 
30W 2,700 K 2537 Im 90,000 hr Cylindrical 9/4 in Light Efficient Design 45PC15 
LED 30W 4,000 K 4260 Im 50,000 hr Cylindrical 5 % in Light Efficient Design 493U91 
30W 4,200 K 2841 Im 50,000 hr Cylindrical 5% in Light Efficient Design 45PC38 
30W 5,000 K 4255 Im 90,000 hr Cylindrical 9% in Light Efficient Design 493U92 
30W 59,700 K 2885 Im 90,000 hr Cylindrical 9/4 in Light Efficient Design 45PC16 
50W 4,000 K 7500 Im 50,000 hr ED37 7% in GE Current 429U43 
; 100 W 2,000 K 9,500 Im 24,000 hr ED17 5 % in GE Current 4V604 
High Pressure Sodium 100 W 9100 K 9.200 Im 94.000 hr BD17 5 in Philips A92VA4 
Ceramic Metal Halide 100 W 3,000 K 9,200 Im 10,000 hr BD17 5 % in GE Current 5XN44 
100 W 3,000 K 11,000 Im 16,000 hr EDIZ 5 % in Philips 492Y64 
100 W 3,000 K 10,000 Im 16,000 hr ED17P 5 % in Philips 492Y74 
100 W 3,000 K 9,200 Im 16,000 hr ED17P 5 % in Philips 492Y75 
Metal Halide 100 W 3,200 K 8,500 Im 15,000 hr ED17 5 % in GE Current 6V748 
100 W 3,200 K 9,000 Im 15,000 hr ED17 5 % in GE Current 6V749 
100 W 3,200 K 9,000 Im 15,000 hr ED17 5 % in GE Current 2F944 
100 W 3,200 K 8,500 Im 15,000 hr ED17 5 % in GE Current 2F970 
Mercury Vapor 100 W 3,900 K 4,000 Im 20,000 hr ED17 5 % in GE Current 1E245 
Metal Halide 100 W 4,000 K 9,000 Im 15,000 hr BD17 1 in Philips 492Y63 
100 W 4,000 K 8,100 Im 15,000 hr ED17 5 % in GE Current 1E674 
| CONTINUED | } 
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Light Color Bulb Overall Item 
Technolo Watts Temp. Lumens Rated Life Shape Length Brand No. 
150W MH/150W HPS Wattage Equivalency 
24W 3,000 K 3024 Im 50,000 hr Cylindrical 6 % in Light Efficient Design 45PA90 
LED 24W 4,000 K 3422 Im 50,000 hr Cylindrical 6 ¥% in Light Efficient Design 45PC22 
24W 5,700 K 3425 Im 50,000 hr Cylindrical 6 % in Light Efficient Design 508G20 
24W 5,700 K 3425 Im 50,000 hr Cylindrical 6 ¥% in Light Efficient Design 45PA91 
; 150 W 2,000 K 16,000 Im 24,000 hr ED17 5 ¥% in GE Current 2V713 
porleesue erin 150 W 2,100 K 16,000 Im 24,000 hr BD17 5 Yin Philips A92Y45 
Metal Halide 150 W 2,900 K 12,900 Im 10,000 hr ED17P 1 in Philips 492Y76 
Ceramic Metal Halide 150 W 3,000 K 12,900 Im 12,000 hr ED17 5 % in GE Current 5HB87 
150 W 3,400 K 13,300 Im 15,000 hr BD17 5 Yin GE Current 1G980 
150 W 3,900 K 12,500 Im 15,000 hr ED17 5 Yin GE Current 6XT93 
Metal Halide 150 W 4,000 K 13,500 Im 15,000 hr BD17 1 in Philips 492Y65 
150 W 4,000 K 13,000 Im 20,000 hr ED17 5 % in Philips 492Y66 
150 W 4,000 K 8,100 Im 15,000 hr BD17 5 Yin LumaPro 54EP61 
150 W 4,300 K 14,000 Im 15,000 hr BD17 5 Yin GE Current 1E690 
175W MH/175W HPS Wattage Equivalency 
35W 3,000 K 4239 Im 50,000 hr Cylindrical 8 ¥ in Light Efficient Design 416J60 
35W 4,000 K 9468 Im 90,000 hr Cylindrical 8 % in Light Efficient Design 416J61 
35W 5,/00 K 5617 Im 50,000 hr Cylindrical 8 % in Light Efficient Design 416J62 
SOW 4,000 K 5188 Im 90,000 hr Cylindrical 8 in Light Efficient Design 53PX22 
SOW 4,000 K 6460 Im 50,000 hr Cylindrical 8 in Light Efficient Design 493U93 
LED 50W 5,000 K 7250 Im 50,000 hr Cylindrical 8 in Light Efficient Design 493U94 
50W 5,700 K 6282 Im 50,000 hr Cylindrical 8 in Light Efficient Design 53PX23 
52W 4,200 K 5498 Im 50,000 hr High/Low Bay 6 Yin Light Efficient Design 45PC32 
60W 4,000 K 6684 Im 90,000 hr High/Low Bay 6 Yin Light Efficient Design SOVR23 
60W 5,700 K 7062 Im 90,000 hr High/Low Bay 6 Yin Light Efficient Design DOVR24 
80W 4,000 K 12,000 Im 50,000 hr ED37 7 Yin GE Current 429U44 
175 W 3,900 K 12,900 Im 10,000 hr BD17 5 ¥% in GE Current 6V752 
175 W 4,000 K 14,000 Im 10,000 hr BD17 5 Yin Philips 492Y67 
Metal Halide 175 W 4,000 K 13,600 Im 10,000 hr BD17 5 ¥4 in GE Current 6V751 
175 W 4,000 K 17,500 Im 15,000 hr BD17 5% in GE Current 3JJ92 
175 W 4,000 K 14,000 Im 10,000 hr BD17 5% in LumaPro 54EP62 
250W MH/250W HPS Wattage Equivalency 
45W 3,000 K 6062 Im 50,000 hr Cylindrical 9 Yin Light Efficient Design 416J53 
LED 45W 4,000 K 6924 Im 50,000 hr Cylindrical 9 Yin Light Efficient Design 416J54 
45W 4,000 K 5950 Im 50,000 hr Cylindrical 9 “in Light Efficient Design 55VR22 
45W 5,700 K 6619 Im 50,000 hr Cylindrical 9 Yin Light Efficient Design 416J55 
250W Probe/Pulse Ballast Wattage Equivalency 
LED 60W 4,000 K 5773 Im 50,000 hr High/Low Bay 6 Yin Light Efficient Design 53PX08 
60W 4,000 K 9266 Im 90,000 hr High/Low Bay 6 Yin Light Efficient Design 53PX09 
. 
Light Efficient Design 
poe t No. 55VR26 
Light Bulbs 
The B22d bayonet base on these 
light bulbs is a 22mm-dia. base ee 
with two contacts on the bottom 
and lugs on either side that eae 
lock the bulb in place when the as Hata 
base is pushed into a compat- 
ible socket and twisted. These —— 
LED bulbs replace low-pressure 
sodium (LPS or SOX) HID bulbs in 
outdoor light fixtures. 
Light Color Bulb Overall Item 
Technolo Watts Temp. Lumens Rated Life Shape Base Type Length No. 
B22d Bayonet-Base HID & LED HID-Replacement Light Bulbs 
35W LPS SOX Wattage Equivalency 
LED 20W 2,200 K 2030 Im 50,000 hr Tt? Bayonet Base (B22d) 12 Yin 55VR26 
20W 4,000 K 3022 Im 50,000 hr Ti? Bayonet Base (B22d 12 Yin 55VR27 
55W LPS SOX Wattage Equivalency 
LED 30W 2,200 K 3232 Im 50,000 hr Tiz Bayonet Base (B22d) 16% 55VR28 
35W 4,000 K 5156 Im 50,000 hr Ti Bayonet Base (B22d 16% 55VR29 
90W LPS SOX Wattage Equivalency 
LED 60W 2,200 K 5769 Im 50,000 hr 117 Bayonet Base (B22d 20 ¥% in 55VR30 
180W LPS SOX Wattage Equivalency 
LED 100W 2,200 K 11,576 Im 50,000 hr 117 Bayonet Base (B22d) 43 ¥% in 55VR32 
Sign in to Grainger.com® to see YOUR Pricing and MORE 009 
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G12 2-Pin Base HID Light Bulbs 


The G12 base on these light bulbs has two pins that are 12mm apart. Compact G12 2-pin 
base HID light bulbs are used for highlighting merchandise in retail stores. 


Light Color Bulb Overall Item 
Technology Watts Temp. Lumens Rated Life Shape Length Brand No. 


G12 2-Pin Base HID Light Bulbs 
No 20W MH Wattage Equivalency 


5HB83 Ceramic Metal Halide 20 W 3,000 K 1,650lm 12,000 hr T4-1/2 3 % in GE Current _1TJR5 
35W MH Wattage Equivalency 
Metal Halide 35 W 3,000 K 3,300 Im 12,000 hr T6 1 in Philips 492Y41 
39W MH Wattage Equivalency 
Metal Halide 39 W 3,000 K 3,400 Im _ 15,000 hr T4-1/2 3 Yin GE Current _5HB79 
70W MH Wattage Equivalency 
70 W 3,000 K 6,200Im ‘15,000 hr T6 3 Yin GE Current 5SHB80 
Metal Halide 70 W 3,000 K 6,600 Im 12,000 hr T6 3 Ain Philips 492Y43 
70 W 4,200 K 6,300 Im 15,000 hr T6 3 % in GE Current _5HB81 
150W MH Wattage Equivalency 
Ceramic Metal Halide 150 W 3,000K  14,000!m 12,000 hr T6 3 Ain GE Current SHB82 
Metal Halide 150 W 3,000K 13,000!m 12,000 hr T6 1 in Philips 492Y42 
Ceramic Metal Halide 150 W 4200K  13,000Im 12,000 hr T6 3 Ain GE Current SHB83 
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G8.5 2-Pin Base HID Light Bulbs 


The G8.5 base on these light bulbs has two pins that are 8.5mm apart. Compact G8.5 2-pin 
base HID light bulbs are used for highlighting merchandise in retail stores. 


Light Color Bulb Overall Item 
Technology Watts Temp. Lumens _ Rated Life Shape Length Brand No. 
G8.5 2-Pin Base HID Light Bulbs 
20W MH Wattage Equivalency 
Ceramic Metal Halide 20 W 3,000 K 1,650Ilm 12,000 hr T4-1/2 3 ¥8 in GE Current 1RD93 
35W MH Wattage Equivalency 
Metal Halide 35 W 3,000 K 3,300 Im 12,000 hr T4 1 in Philips 492Y40 
39W MH Wattage Equivalency 
Metal Halide 39 W 3,000 K 3,400 Im 16,500 hr T4-1/2 3 % in GE Current 4DA27 
70W MH Wattage Equivalency 
Metal Halide 70 W 3,000 K 6,200!Im = 15,000 hr T4-1/2 3 ¥% in GE Current 2DZX8 
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GU6.5 2-Pin Base HID Light Bulbs 


The GU6.5 base on these light bulbs has two pins that are 6.5mm apart. Compact GU6.5 2-pin base HID 
light bulbs are used for highlighting merchandise in retail stores. 


Light Color Bulb Overall Item 
Technology Watts Temp. Lumens _ Rated Life Shape Length Brand No. 
GU6.5 2-Pin Base HID Light Bulbs 
20W MH Wattage Equivalency 
Ceramic Metal Halide 20 W 3,000K  1,615|lm 12,000 hr T4 2¥%in GECurrent 1TJR6 
Metal Halide 20 W 3,000K _1,800Im _20,000 hr T4 2 Yin Philips __—- 49239 
39W MH Wattage Equivalency 
Metal Halide 39 W 3,000K 3,400Im —_10,000 hr T4 2¥%in GECurrent 3DXR7 
i isheat-r-shield.... 
The Protective Lighting Company 
i Shatter-Resistant HID Light Bulbs 
: A surface coating keeps broken glass, mercury, and phosphors contained if the 
bulbs burst or break, which prevents these harmful contaminants from spreading 
into the surrounding area. Shatter-resistant HID light bulbs are used in manu- 
nh facturing plants, food-processing facilities, and other settings where product 
Fe contamination must be avoided. They are also used in areas where they may be 
exposed to shaking or impacts. 
No. 40HX09 Light Color Rated Bulb Overall Item 


Technology Watts Temp. Lumens Life Shape Base Type Length No. 


Shatter-Resistant HID Light Bulbs 
250W MH Wattage Equivalency 


we 


e 
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ra Natal 250 4,000 K 21,000 Im 10,000 hr ED28 Mogul Screw (E39) 8 Yin 40HXO8 
—, 400W MH Wattage Equivalency 
= Metal 400W 3,600 K 40,000 Im 20,000 hr BT37 Mogul Screw (E39) 11 in 9UCM7 
Halide 400 W 4,000 K 36,000 Im 20,000 hr ED37 Mogul Screw (E39) 11 in 40HXO9 
Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the wf. Find Solutions. Find Great Prices. Light Bulb Disposal & Recycling 
ee ——— Mfr. Item 
>. Description Model No. 
ATREYVYCLE ; x = Light Bulb & Lamp Crusher Accessories 
® ~ rar “ee With Mt No. 330-010, 330-005, 330-007 ern aAVG 
ag Filters,20 Include - 
Bulb Eater Lamp iter Combo Kit includes 20 Baa Filters and 1 HEPA Fiter 55-330 4AVF9 
Filter Combo Kit with Spinner Includes ag Filters, ; 
Crushing Systems _ 1 HEPA Filter, and Replacement Spinner aad bide 
a Bulb Eater 3 Jumbo Filter Combo Kit 55-333 4AVG3 
and Accessories ulb Eater sia AOdmand Spinner Assembly 55-132 AAVGA 
No. 20VR90 Sa Fo eee pth Pa No. 330-010, 330-005, 330-007, 333-200-120, 333-100- aL : — 
i i 0 i i ilter, Plastic 
Units safely crush fluorescent lamps into 100 % recyclable material. Activated For Use With Mfr. No. 330-007, 330-010, 330-005, 333-200-120, 333-100-120 
carbon and dust filters capture and neutralize over 99.99% of mercury vapors Ui Ente Tbe 48" L ais sts aavr 
rum Dolly 
released in the process. Systems include one straight lamp tube, filter combo For Use With Mfr, No. 330-007, 333-200-120, 333-100-120 
kit, spinner assembly, and carbon filter. No. 20VR90 accepts all fluorescent cL Spinner Assembly, 8 Link 330-007-220-010 055-133 110377 
i or Use Wit r. No. 330-005, 330-007, -01 
lamps when No. 20VR91 is added. 73 Ent Tube 48 L oman 55-186 AAVE3 
Notes: Use and recycling of the crushed lamps is regulated by the EPA. Not available in CA, CT, ME, _For Use With Mfr. No. 333-200-1 . 
ead | anti —e Filter Combo Kit for 333-200-120 (2) Filter Cartridges, aan. 
MN, MO, NH, PA, RI, VT, WV. Permits required in NJ and MI; application required in TXand VA. (1) HEPA Filter, (1) Spinner Assembly a 333-390-SCK 20VR93 
Lamps must be crushed in building where used. Jumbo Filter Combo Kit for 333-200- ilter -39()- 
: Lamp Crushing Capacity Cartridges, (5) HEPA Filters, (5) Spinner Assemblies 333-390-LCK = 20VR94 
4ft. 4ft. 4ft.  8ft.  4ft.T12 Mfr. Item For Use With Mfr. No. 333-200-120, 333-100-120 
Description T8 112 4117 112 U-Shape Model No. CFL/U-Tube Chute 333-210-CHU 20VR91 
Light Bulb & Lamp Crushers Filter Cartridge 333-367 20VR92 
Bulb Eater 3, Four Stage Filter For Use With Mfr. No. 333-100-120 
System, On Board Controls 1350 875 300 400 450 333-200-120 20VR90 Filter Combo Kit for 333-200-120 (4) Cartridge Filters, 333-395-SCK 401M82 
with Intelli Technology (1) HEPA Filter, 8-Link Spinner Assemblies 
Bulb Eater 3L, Four Stage Filter Jumbo Filter Combo Kit for 333-200-120 (20) Cartridge 333-395-LCK 401M83 
System, On Board Controls 1350 875 300 400 550 = 333-100-120 401M81 Filters, (5) HEPA Filters, 8-Link Spinner Assemblies 
with Intelli Technology Filter Cartridge Kit for 333-200-120 (4) Cartridge Filters 333-367-4PK 401M84 
Item 
Application Brand No. ~] 
Rubber Suction Cup 
PAR30, PAR36, PAR38 GA 3V694 
ra Et PR ae 
R20, nger 47 
R40, R52, BR52 GA 3V693 piece 
TAS. AT? ALS, G16-1/2, G18-1/2 GA 3V690 No. 3UP47 
2, ie , = , - O. 
A19, A21. A23. P25, PS25, PS30, f\ ids) ‘s 
GA 3V691 é Oo. 
Pood, G25, G30, FLEZ0, 119 3V690 
BR/R30, BR/R40, PAR30, GA 31692 
agi ge on Ome | 
BR/R30, ' 
Se —— a8 
SNE oo 
E17, £18, EDTZ, ,B1/ 
E37, B137, B146, ED37 GA 20007 Changers 
PS35, PS40, G40, G48 GA 20008 
R52, et . GA _2D009 = Order lamp changer 
Lamp Changer Kit 7 
11 ff. Steel Pole, Standard, Floodlight and pole separately a a.» 
are ange oe 2 pc. Bayco 38W5/6 Change high and hard-to- ? 
Bales HST mae reach lamps without using 
Rubber Tip witha Dish ; GA__8YDC7 ladders. To determine proper 
teel Fork With Plastic Dis . 
to Catch Broken Glass GA 3699 selection, match lamp | 
Steel Fork With Plastic Dish chanaer with lamp tvpe. No. 
to Catch Broken Glass Unger  3UP45 9 oe senna No. 38W576 No. 3V699 
Accessories Note: Unger and GA poles and No. 8YDC7 
5-Ft. Wood Insulated, Steel Pole GA _—3V698 accessories are not interchangeable. 


Battery Recycling 


recycling batteries, which may contain hazardous m 


recycling and disposal kits come with containers, preprinted ship- 
ping labels, and shipping instructions for recycling specific types of 


RECYCLE si *Everl ights i 


Battery recycling products help users comply with regulations for 









aterials. Prepaid 





































er 





batteries. Prepaid shipping fees and recycling costs are included with ; 
the kits, and a certificate of reclamation is available upon request. al 





. . fg — No. 4NYA8 
Recycling tubes for standard batteries can be placed in high- ree = 
traffic areas such as copy rooms and supply rooms to collect dead — 
batteries for recycling. No. 1FYF1 No. 48UL69 
Maximum Prepaid Maximum Prepaid 
Battery Maximum Volume Weight Disposal Item Battery Maximum Volume Weight Disposal Item 
Size (L) Battery Size (WxH) Cap. Cap. _ Included Brand No. Size (L) Battery Size (WxH) Cap. Cap. _ Included Brand No. 
Prepaid Recycling & Disposal Kits for Damaged Lithium-ion Batteries Prepaid Recycling & Disposal Kits for Standard Batteries 
Damaged Lithium lon Batteries oy Cell Batteries 
1.5 2X2" ogal. 20.5lbs. Yes RecyclePak 55VP96 12" x 10" 3% gal. 50 Ibs. Yes Everlights 48VG30 
5 5" ce xo, J i ae Ps. ves ecycer ak eter {0 ™ aE ; 99 gal. 600 Ibs. Yes Everlights 30YH48 
oo X 4.5" © gal. .o Ibs. es ecyclePak 59 ithium Content Dependent 
‘i 3.5°x3. B gal. 20.5 Ibs. Yes RecyclePak95VP8 Lithium afd Weight Dependent oegal. 50s. es ecyclenak AFA 
DX a0! tite .8 Ibs es ecyclePa ithium Content Dependent 
- 5x5" 5.5 It. 8.8 Ibs. Yes ReoyclePak S9UP94 Dependent dtd Weiaht Dependent “gal. 15lbs. Yes RecyclePak 126912 
a X09. © gal. 5 Ibs. es ecyclePak 595 , ithium Content Dependent 
g Wx 5gal. 205lbs. Yes _RecyclePak S5VRO5_ "0 Weight and Weight Dependent 94! 25 'bs. Yes RecyclePak 120311 
Damaged Lithium Metal Batteries P Lithium Content Dependent Weight 45 Ibs Yes RecvclePak 34J848 
15" 2X2 9.0 ltr. 8.8 Ibs. Yes RecyclePak 55VP89 and Weight Dependent Dependent y 
2° x2" gal. 20.5 lbs Yes RecyclePak 55VP97 Recycling Tubes for Standard Batteries 
55" 45°x 4:5" 9.0 ltr. 8.8 lbs Yes RecyclePak 55VP93 Dry Cell Batteries 
4.5" x 4.5" ogal. 20.5 Ibs Yes RecyclePak SoVRO02 3" 8" xX 48" ogal. 33 Ibs. Yes Everlights 48UL69 
6’ Se) KO) ogal. 20.5 lbs Yes RecyclePak 55VP99 36" Xo gal. 59 Ibs. No Everlights 30YH47 
CPop ered 9.0 ltr. 8.8 Ibs Yes RecyclePak 55VP91 Sealed Lead-Acid Battery Prepaid Recycling & Disposal Kits 
7 5 xo 5.5 i ze AS. ves necycerak eee Sealed Lead Acid Batteries 
eed 5 gal. 5 Ibs. es ecyclePak S55VRO4 eight 
g' x11 5 gal. 20.5lbs. Yes _RecyclePak 55VR06 Dependent Weight Dependent 2gal. 35lbs. = Yes_—_—RecyclePak = ANYA8 
Sign in to Grainger.com® to see YOUR Pricing and MORE o11 





LIGHTING 
Light Bulb Disposal & Recycling 


Scan. Order. Done. 
Details on page A1. 
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No. 30YH38 
ae el =e: 
- = a —=. 
No. 343850 No. 2KNL3 
Volume 
For Use With Cap. 
Ballast Prepaid Recycling & Disposal Kits 
Non PCB and Electronic Lamp Ballast = 
PCB or Non-PCB Ballasts 5 gal 
5 gal 
TSCA-exempt PCB and Non PCB Magnetic and Electronic Lamp Ballast. 6% gal 
30 gal 
Cell Phone Prepaid Recycling & Disposal Kits 
110 Cell Phones 110 Cell Phones 
Combination Light Bulb & Ballast Recycling & Disposal Solutions 
150 112 or 300 18 4 ft Straight Lamps and 160 CFLs and 50 PCB or Non-PCB Ballasts 99 gal 
60 112 or 120 18 4 ft Straight Lamps and 25 PCB or Non-PCB Ballasts 2 gal 
HID Lamps 99 gal 
HID Lamps and HID Ballasts 9 gal 
U-Bend Fluorescent Lamps and Non-PCB Ballasts 2 a 


Ink & Toner Cartridge Prepaid Recycling & Disposal Kits 

30-45 Inkjet Cartridges 
Light Bulb Prepaid Recycling & Disposal Kits 

150 small spiral, 525 2-pin, 265 4-pin CFLs or 125 

incandescent or misc. spots, LEDs and floods. 

16 112 or 39 18 4 ft Straight Lamps 

16 112 or 39 18 8ft straight lamps. 

191 6W or 207 8W or 135 12W Small LED Lamps 

22 112 or 32 [8 u-tubes or 250 small CFLs or misc. HIDs, LEDs or circular lamps. 
20 112 or 5/ [8 Sft straight lamps. 

25 112 or 5/ [8 Free Flowing Mercury Straight UV Lamps 8 ft Length 


20 112 or 64 [8 Straight Lamps and 275 PCB Ballasts, 40 U-Bend Lamps, 10 HID Lamps 


2 to 4 Small LED Lamps 

30 112 or 60 [8 Free Flowing Mercury Straight UV Lamps 4 ft Length 
30 112 or 72 18 4ft straight lamps or 10 112 or 20 18 u-tubes. 

39 small spiral CFLs 

35 112 or 60 [8 Straight Lamps 

39 T8 or 62 15 or 78 14 or 156 [2 4 ft Straight LED Lamps 

46 112 or 81 [8 u-tubes or 60 400w HIDs. 

64 6W or 69 8W or 45 12W Small LED Lamps 

68 112 or 146 [8 4ft straight lamps or 22 112 or 32 18 u-tubes 

800 112 or 1600 18 4ft straight lamps or 360 400w HIDs or 319 712 or 480 18 u-tubes 
80 112 or 160 T8 Straight Lamps 

CFL and LEDs (6 to 8 Med. or 12 Small) 

CFLs or Mixed lamps. 

HID Lamps 


Projection Lamps 


Small to medium CFLs or LEDs. DO NOT EXCEED the UN rated 
weight of 55 Ibs when placing lamps into this container. 

Light Bulb Recycling Boxes 

25 112 or 5/ [8 Sit straight lamps 

30 112 or 60 [8 4ft straight lamps or 10 112 or 20 T8 u-tubes. 
46 112 or 81 [8 u-tubes or 60 400w HIDS or Misc CFLs 

Light Bulb Recycling Stamps 

900 Ibs. of crushed linear fluorescent lamps 

900 112 or 1800 18 4 ft Straight Lamps 

900 112 or 1800 18 8 ft Straight Lamps 

Mercury Device Prepaid Recycling & Disposal Kits 


Intact Universal Waste Mercury Devices 


Pharmaceutical Waste Kit 
Non-DEA Pharmaceutical Waste, CESQG Only 
Prepaid Recycling & Disposal Kits for Home & Office Electronics 


Cell Phones, Home and Office Electronics: Computers, 
Monitors, Printers, Toner Cartridges, TVs 


30-45 Inkjet Cartridges 


Weight Dependent 


Weight Dependent 
Weight Dependent 
Weight Dependent 
Weight Dependent 
Weight Dependent 
Weight Dependent 
4' Linear Box 
Weight Dependent 
Weight Dependent 
Weight Dependent 
Weight Dependent 
8' Linear Box 
Weight Dependent 
Weight Dependent 
Weight Dependent 
Weight Dependent 
Weight Dependent 
4' Linear Box 
Weight Dependent 
Weight Dependent 
2' Linear Box 
Weight Dependent 
Weight Dependent 


5 gal 
Weight Dependent 


Weight Dependent 
Weight Dependent 


1 gal 

5 gal 

5 gal 
Weight Dependent 
Weight Dependent 


Weight Dependent 
Weight Dependent 





Weight 
Cap. 


20 Ib 
90 Ib 
99 Ib 


66 Ib 
290 Ib 


20 |b 


900 Ib 
900 Ib 
100 Ib 
300 Ib 
900 Ib 
1,600 Ib 


10 Ib 


37 |b 


17 Ib 
39 Ib 
90 Ib 
98 Ib 
61 Ib 
99 Ib 
45 |b 
3 Ib 
34 Ib 
34 |b 





No. 45L101 
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Recycling Kits 


Kits come with the necessary items for recycling specific 
quantities of light bulbs, ballasts, and other products that 
contain hazardous materials in compliance with environmen- 
tal regulations. RecyclePak® Kits include container (except 
where noted), preprinted address label; and certificate of 
reclamation. EverLights Kits have a pre-labeled container 
with state-specific universal waste shipping instructions and 
provide a certificate of reclamation upon request. 


Note: For customers in Alaska, Hawaii, Arkansas, the Virgin Islands, Guam, 
and Puerto Rico, please call 1-800-GRAINGER (472-4643). 


Prepaid 
Disposal Item 
L W D Included Brand No. 

18 in 12 In 6 In Yes RecyclePak 5OVP87 

84 In 12 in 12 in Yes Everlights 48UL70 

14 in 10 in 11 “in Yes RecyclePak 5KH66 
io eto 48%in = Yes._~—SsRecyclePak © 34/846 
17 %in 17 Yin 2/ in Yes RecyclePak 45L102 

13:1 9 in 13 in Yes RecyclePak 34J850 

AQ in 40 in AQ in Yes Everlights 30YH43 

40 in 40 in AQ in Yes Everlights 30YH42 

24 in 21 in 21 in Yes Everlights 30YH38 

40 in 30 In 40 in Yes Everlights 30YH41 

AQ in 40 in AQ in Yes Everlights 30YH40 

13 in 13 in 13 in Yes Everlights 30YH37 

13 in 9 In 13 in Yes RecyclePak 34J849 

15 in 15 in 15 in Yes RecyclePak 4NYA6 

48 in 6 In 6 In Yes RecyclePak 2KNL3 

96 in 6 In 6 In Yes RecyclePak 5KH64 

18 in 18 in 12 in Yes RecyclePak 444A29 

16 in 16 in 20 In Yes RecyclePak 2KNL6 

8 in 96 in 8 in Yes RecyclePak 4NYA4 

10 in 100 in 10 in Yes RecyclePak 444A31 

48 in 8 in 8 in Yes Everlights 48UL66 

6 In 9 in 10 in Yes RecyclePak 444A27 

12 in 2 In 12 in Yes RecyclePak 444A30 

48 in 8 2 In 8 In Yes RecyclePak 5KH63 

13 in 13 in 9 in Yes RecyclePak 34J847 

98 in 9% In 9% In Yes Everlights 48UL68 

6 In 48 in 6 In Yes RecyclePak 444A26 

22 In 22 In 24 in Yes RecyclePak 4NYA5 

12 in 18 In 6 In Yes RecyclePak 444A28 
48 in 12 In 12 in Yes RecyclePak 4CY98 

48 in 40 in 01 In Yes RecyclePak 2KNL7 

48 in 12 “in 12 Yin Yes Everlights 48UL67 

6 In 6 In 6 In Yes RecyclePak 2KNL5 

36 In 36 In 36 In Yes RecyclePak 45L101 

24 in 21 in 21 in Yes Everlights 48VG31 
12 “in 9 in 10 in Yes RecyclePak 5oVP85 

18 in 18 in 18 in Yes RecyclePak 5oVP86 

14 in 10 in 11 “%in Yes RecyclePak 5KH67 

8 in 96 In 8 in No SupplyPak 48TJ52  # 
8 Yin 48 in 8 Yin No SupplyPak 48TJ51 # 

22 In 22 In 24 in No SupplyPak 48TJ53 # 

17 in 8 2 In 1 in Yes RecyclePak 45L103  * 

11 in 8 2 In 1 in Yes RecyclePak 451104 * 

11 in 8 In 1 in Yes RecyclePak 45L105 * 

7 in 7 Yin 6 % In Yes RecyclePak DAUD58 
14%in 11 %in 10 % In Yes RecyclePak 4NYA7 
4¥%in 11%in 10%in Yes RecyclePak 45L098 

18 in 12 in 6 In Yes RecyclePak 12G313 

18 in 18 in 12 in Yes RecyclePak 12G314 

22 In 22 In 22 In Yes RecyclePak 2KNL4 

36 in 26 In 36 in Yes RecyclePak 45L099 


* Does not include packaging or containers. Only includes waste pickup, transportation, and recycling. # No disposal or return shipping included. 
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Find even MORE on Grainger.com® 
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No. 35FT69 


burton: 


Floor Stand Exam and Surgical Lights 


These reliable all-purpose lights Surgical Lights—Shadow-free light with adjustable 
provide high-intensity lighting | focus offers maximum intensity with minimal heat output. 
and flexibility for just about any —_- Flexible arm with extensive reach allows for a greater 
healthcare facility. Meet IEC stan- range of motion. Include footswitch, locking casters, hard- 


dard. UL Listed. ware kit, and cord wrap. 

Note: ss aval Task Light—Designed to provide usable light while 

By leear th merge een keeping patients comfortable, the dimmable light source 
Exam Lights—These exam is recessed inside the light head to reduce glare and mini- 
lights give off minimal heat, mize disruption to other patients. The ergonomic handle 
producing a cool light, to help lets you aim the light where it's needed, and an integrated 
provide a more-comfortable “night-watch" observation light lets nurses check on 
setting. patients without disturbing them while they are sleeping. 
No. 35FT57 offers 2 illumination Color Light Overall Mir. Item 


Temp. Output. Reach Watts Model No. 





levels. Dual handles and K-arm —gyamination Light 
allows for smooth positioning of Halogen 





light. No. 35FT58 has aY-shaped 3100K 45,000 Lux@40" 31" 45 ASOFL_S5FTSO 









































. :' a 3200K  45,000Lux@18" 35%" 35 GL30FL 35FT63 
design helping to minimize 3200K 45,000 Lux@18" 35%" 35‘ GLW30FL_35FT64 
obstruction of light. Multiple 3300K 86,000 Lux@24"° 371 50  OP216FL 35FT66 
reflectors can be tilted to adjust _3400K 56,000Lux@18" 28" 





20. 

















| ea See eae 
helps provide shadow-free oper- ~3700K 90,000 Lux@ 24" 37% 42  OPLEDFL 35FT65 











OK 56,000 Lux@18" 28" 20 SB4OFL__35FT62 _ 
the lighting position. No. 35FT65 430K 86,000 Lux@ 24" 374" 150__CS316FL_35FT67 





ation. No. 35FT63 has aventing 4000K  35,000Lux@39" 51" 20  SELEDFL 53XL23 
system that absorbs and filters 4300K 45,000 Lux @ 40" 63" 45 ALEDFL 35FT58 


out infrared. No. 35FT62 features 4600K yi 55'o00 Lux@ 18” 45° High ig NXFL_S8FTS7 
a special optics system that helps Surgical Light 





























i i iahti Halogen 
provide exceptional lighting. —3500K 63000 Lux @ 4031" 45 ATOOFL._35FT68 
3700K 90,000 Lux @ 40" 63" oo A200FL 35FT69 
Task Light = 
‘LED 







































































3000K 2000 Lux@ 24" 53%" 9 —_CARLFL 53XL20 _ 








No. 35FV17 





burton: 
Halogen Surgical Lights 


Provides virtually limitless rotation on ceiling mounts. Designed 
for high intensity illumination, and very smooth focus and 
maneuverability. Long arm system ensures that either light can 
be positioned in the widest range of positions possible, making it 
ideal for examination applications. 


Mounting Light Arm Overall Mfr. Item 
_ Type _Includes__ Watts _Output__Length Reach Model _No. 
Aim 100 Series 


Dual HD and Double 58,000 ; : 
35 Lux @ 40" 31 31" A100DC 35FV18 


Ceiling _ Ceiling Mount 
35 28,000 34" 31" A100SC. 35FV17 
Lux @ 40" 


Single HD and Ceiling 
Ceiling ===Mount UX @ 40" asthe 
Wall sea 35, 8000 34" 34" AT00W 35FV19 





_ Lux@ 40" 8 

Mfr. Item 
—_____ttem Model No. 
‘AIM100 Accessory aa mee 
Miniature Halogen Bulb 1017111PK 35FV24 


LIGHTING UPGRADE Projects 


The Grainger Energy Services Team is your 


resource to help with auditing, specifying, 
supplying, installing and commissioning/ 
verifying energy-efficient Lighting retrofit 
projects. 

> Visit grainger.com/energyservices 





Sign in to Grainger.com® to see YOUR Pricing and MORE 013 
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AIM 
No. 35FT75 





"| Cool Spot 
No. 35FV08 


i ‘| 
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burton 
Examination Lights 


AiM—Energy-efficient lights are designed with a Cool Spot—Provides pure, white light along with a no-drift 
unique, Y-shaped head that facilitates placement arm, high-intensity setting, and variable spot-sized control. 


of the light around the physician’s head, minimiz- 





Scan. Order. Done. 
Details on page A1. 
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Outpatient—Low-maintenance light is an excel- 
lent choice for most examination applications in 
the hospital, physician’s office, surgery center, and 


Nova—Produce a cool light that enhances both physi- 


cian and patient comfort while delivering a uniform beam veterinary field. Sleek profile. Provides a virtually 


ing the obstruction of light into the examination 





field. pattern, and higher illumination levels. Designed with K-arm heat-tree light so the patient remains comfortable. 
and dual handles that make it easy to position the light. Super Exam—Controls are mounted directly on 
Lamp Color Light Arm Overall Mfr. Item the easy-access handle, so you can access all light 
Mounting : Includes Watts Type Temp. Output Length Reach Model No. functions and simultaneously aim the bright white 
Examination Light : ; cai pages 
AIM LED LED light exactly where you need it, all with a single 
Ceiling HD and Ceiling Mount 84 LED 4300K 45,000 Lux@40" 63° 63" ALEDSC 35FT75 hand. The drift-free spring-loaded arm helps make 
Dual Ceiling Double HD and Ceiling Mount 84 LED  4300K 45,000Lux@ 40" 63" 63" ALEDDC 35FT76 : 
Wall HD and Wall Mount 8d LED  4300K 45,000 Lux @ 40" 63" 63" ALEDW 35FT77___ Sure that the light stays put. A recessed light source 
CoolSpot Il aD and Celina MI = = 300K 126-000 Lax @ D437 8 37 CSTE SSF VOB helps reduce glare. A low-output mode lets you 
a: and Gelling Mount hy) alogen ux eee Ore 4) i i i i i 
Ceiling HD and Single Trac 150 Halogen -4300K 126.000 Lux @ 24" 3715"3715" CS3TesT aSFVIT °1eCk on sleeping patients without disturbing them. 
.. HD and Double Ceiling Mount 150 Halogen 4300K 126,000 Lux @ 24" 37%" 37%" CS316DC 35FV09 Be Daci 
Dual Ceiling ~~" and Double Trac 150 Halogen 4300K 126.000 Lux @ 24" 37%" 3715" CS316DT asrvi2 Carelite—Designed to provide usable light while 
Wall HD and Wall Mount 150 Halogen 4300K 126,000 Lux @ 24" 37%" 37%" CS316W 35FV10 keeping patients comfortable, the Carelite has a 
Nova Exam LED j j j inci 
Ceiling HD and Ceiling Mount Low 8/High 16 LED  4600K 50,000Lux@18" 45" 45"  =NXC  35FT74 ie Rg aeeaeeaps sesso 
FL Base with Upright ; ‘ ' . 
vat — warn a ee Fg-T6—LEO— Aeon S 0 ar @ eae —a5—WW serra to" 10 other patients. An integrated “night-watch 
Outpatient (eee ees ee UN observation light lets nurses check on patients 
Ceilin HD and Single Trac 50 Halogen 3300K 78,000 Lux @ 24" 37%" 37%" OP216SC 35FVO1 ~_— without disturbing them. 
g HD and Single Trac 50 Halogen 3300K 78,000 Lux @ 24" 37% 37%" OP216ST 35FV04 
Dual Ceilin HD and Double Trac 90 Halogen 3300K 78,000 Lux @ 24" 37% 37%" OP216DC 35FV02 
g HD and Double Trac 90 Halogen 3300K 78,000 Lux @ 24" 37%" 37%" OP216DI 35FV05 Mfr. Item 
Wall HD and Wall Mount 90 Halogen 3300K 78,000 Lux @ 24° 37%" 37%" OP216W 35FV03 Item Type Model No. 
Outpatient LED AIM Accessories 
Ceiling HD and Celling Mount 42 LED 3700K 90,000 Lux @ 24" 37%" 37%" OPLEDSC 35FT95 Handle Cover Disposable  0008100PK 35FV47 
Dual Ceiling Double HD and Ceiling Mount 42 LED 3/00K 90,000 Lux@ 24" 37%" 37%" OPLEDDC 35FT96 Replacement Handle For AIM Lights 1017040 35FV45 
Wall HD and Wall Mount 42 LED 3700K 90,000 Lux @ 24" 37%" 37%" OPLEDW 35FT97 Drop Tube 42" for AIMLights 1017084  35FV46 
Super Exam LED Outpatient Il Accessories 
Ceiling HD and Celling Mount 20 LED 3800K 35,000Lux@30" 37° 51" SELEDC 53XL26 pron Tube Straight 1008259  35FV43 
Table HD and Table Mount 20 LED 3800K 35,000Lux@39" 37" 51"  SELEDT 53XL25 Z Straight 1008060  35FV44 
Wall HD and Wall Mount 20 LED 4000K 35,000 Lux @39" 37" 51" SELEDW 53XL24 Replacement Handle Outpatient II 1008465 35FVO07 
Task Light Halogen Light Bulb — 0006130PK 35FV06 
Carelite LED Cool Spot Accessories 
Table Mounting Hardware 9 LED 2/00K 2000Lux@24" 41" 53%" CARLI 53XL21 Replacement Handle CoolSpot || 1008466B 35FV14 
Wall Mounting Hardware 9 LED 3000K 2000Lux@24"  4{" —*53%" ~CARLW 53XL22 Halogen Light Bulb — 0007006PK 35FV13 
514 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Magnifier Lights 
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32PE57 
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Magnifier Arm Overall Item \ 
Watts Diopter Magnification Lens Dia. Dimmable _Shape Length Length Color Brand No. INN 
Clamp Base 
LED/UV 
3 4 2x PxXOLS Yes Rectangular 3/" 45" Black 0.C. White 36NA94 
4 2x X52 Yes Rectangular or 45" Beige 0.C. White 36NA95 
aE: 3 1.f9X i Yes Round 18" 36" White LumaPro _—32PE5/ 
3 3 1.70% eh No Round 16" OZ. Black LumaPro _10€908 
i) ines oO. No Round 16" 32" White LumaPro _ 100909 
4 4 2X 6" Yes Round 3/' 45" Black 0.C. White 36NA/6 
4 2x 6" Yes Round of 45" Beige 0.C. White _36NA77 
5 3 1.£ 0X i No Round 16" 32" Black LumaPro _ 100906 
o 1.75x c No Round 16' 32" White LumaPro _ 100907 
3.5 1.88x 6./"X 4.5 Yes Rectangular 45" 45" Gray _‘Vision-Luxo 21EN/9 
6 a] 2.20X 6.7" xX 4.5 Yes Rectangular 45" 45" Gray _‘Vision-Luxo 21EN82 
3.5 1.88x 6.7" x 4.5! Yes Rectangular 45" 45" Black _Vision-Luxo 21EN85 
4) 2.20X 6.7" x 4.5" Yes Rectangular 45" 45" Black _Vision-Luxo _21EN88 
7 3 1.75x i x50 No Rectangular 32" — Black LumaPro  —6MNT5 
3 1 75x TxX5.a No Rectangular 32. = White LumaPro _ 6MNT6 
3 1.75% 7.0" X 6.2" X 14.2" No Rectangular 13" 36" Black LumaPro  32PE44 
76 3 fox (5 xb2 No Rectangular 18" 36" White LumaPro _32PE45 
° 2.20X (5 X62 X87 No Rectangular 18" 36" Black LumaPro _— 32PE46 No. 
a) 225% C5 262 xB. No Rectangular 18" a0" White LumaPro _ 32PE47 36NCO01 
4 2X Lo. Yes Round of 45" Black 0.C. White 36NA82 * 
3 4 2x (5. Yes Round 3/" 45" Beige 0.C. White 36NA83 ~* 
4 2x 7X5. Yes Rectangular 3/" 45" Black 0.C. White 36NA88 ~* 
4 2X X53 Yes Rectangular 3/" 45" Beige 0.C. White 36NA89 ~ 
3 1, 7% 5 Yes Round 45" 45" Gray _‘Vision-Luxo 22EN51 
5 2.20X 2" Yes Round 45" 45" Gray _Vision-Luxo 22EN52 
9 3 fox 5 Yes Round 45" 45" Gray _‘Vision-Luxo 460K95 
5 2.2 5x 5" Yes Round 45" 45" Gray _‘Vision-Luxo 460K96 
3 1.75x 5 Yes Round 30" 30" Gray _‘Vision-Luxo + 460K97 
5 2.20X 5 Yes Round 30" 30" Gray _Vision-Luxo _460K98 
3 1./5x a. No Round 16° 2 White LumaPro  32PE50 
94 3 15x “i No Round 16° 32" Black LumaPro _32PE51 
a] 2.29X 5" No Round 16" a2 White LumaPro  32PE52 
3 2.20% a No Round 16" 32" Black LumaPro _— 32PE53 
12.6 3 1.75x ‘s Yes Round 18° 36" White LumaPro__- 32PES6 a — 
_— 3 1.7 5x ‘a Yes Round on" 50" Ivory Aven 19MT16 l, es, 
Fluorescent f No. 
3 1.75X 2. No Round 24" = Black LumaPro__ 6MINT4 | 52XP81 
a 225% = No Round 45" a White Aven 3KZH6 
3 1.7 5X 5 No Round 53" —_ Black LumaPro _6MNT9 
22 3 17 5X 5 No Round 36" _ White LumaPro 6MNUO 
i] 2 25x 5: No Round 36" _ Black LumaPro 6MNU1 
h) 2.25x 5. No Round 36" —_ White LumaPro _ 6MNU2 
34 3 1.75x 1.5 X63 No Rectangular va 45" Black 0.C.White 36NCO1 * 
3 1.7 Ox (5 xb.0° No Rectangular Te 45" Beige 0.C. White 36NCO2 * 
Clipe -On Base 
1.9 — = — No Round 17 — Black Tensor 45RM49 
Screw Down Base 
LED/UV 
3 4 2x CxXao Yes Rectangular Ya 45" Black 0.C. White 36NA92 
_ 4 2X (eee Yes Rectangular <a 45" Beige 0.C. White 36NA93 ~* 
4 4 2X 6" Yes Round of 45" Black 0.C. White 36NA74 * 
4 2x 6" Yes Round or 45" Beige 0.C. White 36NA75 ~* a 
So Ron 18 Bc Svar Waltman XPS ~ 
4 2X 1.0. Yes Round of 45" Black 0.C. White 36NA80 * , ; 
3 4 2x ray Yes Round 37" 45" Beige 0.C. White 36NA81 * -- . 
4 2x X93" Yes Rectangular 37" 45" Black 0.0. White 36NA86 * A 
4 2x Xb Yes Rectangular era 45" Beige 0.C. White 36NA87 ~* - = 
i T.75x 75X62 Yes Rectangular___36" 46" White Aven ___53CJ18 —) 
° 225% io xo Yes Rectangular 36" 46" Black Aven 53CJ19 —— 
13 3 1,75X 425 x6.5° _ Rectangular 43" 43" Silver Waldmann _52XP80 } y | 
18 6] 1 75x 5 No Round 45" 45" Black Electrix 52XH40 = No. » 
19 9 2.20X o No Round 43" 49" Black Electrix S2XH42 7 
Fluorescent 
34 3 1.7 5X fo x62 No Rectangular or 45" Black 0.C. White 36NA98 * 
3 15x (ee ey No Rectangular 3/" 45" Beige 0.C. White 36NA99 ~* 
Weighted Base 
LED/UV 
3 4 2x {' X60" Yes Rectangular 3/" 45" Black 0.C. White 36NA96 
cca 4 2x xo Yes Rectangular ca 45" Beige 0.C. White 36NA97 ~* 
1.9 3 2x — No Round 17" 10%" Black Tensor 45RM48 
4 4 2X 6" Yes Round Or 45" Black 0.C. White 36NA/78 * 
4 2x 6" Yes Round 3/" 45" Beige 0.C. White 36NA79 * 
9.4 3 fox 3.0. No Round 12" 13%" Black LumaPro _ 100905 
3 1.7 0x 7.0" X 6.2" X 14.2" No Rectangular 16° 32" Black LumaPro _32PE42 
76 ° 220% fo X6.2°xX6.7' No Rectangular 16° oe Black LumaPro _32PE43 
3 1.75xX 7.0" X 6.2" x 14.2" No Rectangular 13" 32" White LumaPro _32PE48 
A) 2.20% Lo X62" X8.7' No Rectangular 16" 32" White LumaPro _ 32PE49 
4 2X ay Yes Round of 45" Black 0.C. White 36NA84 * 
3 4 2x ey Yes Round a 45" Beige 0.C. White 36NA85 ~* 
4 ox oe aR Yes _ Rectangular —37" 45" Black 0.C.White 36NA90 * sapEa2 
4 2x (eer Yes Rectangular ot 45" Beige 0.C. White 36NA91 ~* 
94 E] 1,.75X ail No Round 16" 32" White LumaPro  32PE54 
5 2.20X 5 No Round 16° oe White LumaPro _ 32PE55 
11 3 1,75X 5 No Round ou 30" Black Electrix 447241 
19 3 1.75x T' No Rectangular 30" 30" Black Electrix 02XH41 No. 
5 2.20X 5" No Round 30" 30" Black Electrix 52XH43 52XH43 
Fluorescent 
34 3 1.45% iD XB25" No Rectangular 20. oo: Black 0.C. White 36NC03 
3 1.75X io xXb3 No Rectangular 25 33" Beige 0.C.White 36NC04 * 
* Made in the USA. 
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LIGHTING Scan. Order. Done. 
Task Lighting Details on page Al. 
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No. 447245 












No. 40TD11 





No. 52XH47 No. 52XH49 














No. 52XH48 
No. 45RM45 No. 52XP75 
No. 52XP76 : 
Material 
Lamp Overall Arm Mounting of Lamp Item 
Type Voltage Watts Lumens Reach Length Type Construc. Color Incl. Brand No. 
Articulating Arm Task Light 
120 13-500 25° 20" Weighted Base Steel Black Yes LumaPro  4PD53 
120 13-500 24" 12" Clamp Base Steel Black Yes LumaPro 6MNR/ 
Fluorescent 120 13 500 24" 12" Weighted Base Steel Black Yes LumaPro  6MNR9 
120 15/2. 120 = 45" 45" Clamp Base Steel Black Yes _LumaPro _6W983 
120 25 ‘800 36" 18" Clamp Base Steel Black Yes LumaPro  6MNTO 
Incandescent 125 60 ~—. 320 15" 12%" Interchangeable Base Aluminum Gray No LumaPro 5NKRO 
24 8.0 600 27" Zr" screw-Down Base Aluminum __ Black Yes Waldmann _52XP78 
ty 100to0 240 15 690 40" 40" Clamp Base Aluminum _ Silver Yes Waldmann 30PH47 
i 100 to 240 47 1950 40° 40" Clamp Base Aluminum _ Silver Yes Waldmann 30PH49 
120 300 20" 20" Weighted Base Metal Black Yes Tensor 45RM47 
120 ° 200 22" 22 Weighted Base Plastic Black Yes Tensor 45RM50 
LED 120 6 3/0 a2 22" Magnetic Base Aluminum _ Black Yes Electrix 40TD05 
120 6 3/0 22" 22. Weighted Base Aluminum __ Black Yes Electrix 401TD07 
Waldmann Ww 120 7690 30" 30" Weighted Base Aluminum _ Black ——Yes__ Electrix. 40TD08 
ete c eRe 120 11 800 45" 45" Clamp Base Aluminum _ Black Yes Electrix 52XH47 
120 11 800 30" 30" Clamp Base Aluminum _ Black Yes Electrix 52XH49 
120 20 2800 18%" 4%" Screw-Down Base Steel Silver Yes Electrix 447239 
tensor 12020 2800 4%" 32" —Screw-Down Base ‘Steel Silver Yes Electrix 447240 
Clamp-On Task Light 
Fluorescent 120 13-500 i a Clamp Base Steel Black No LumaPro 6MNR5 
* TASK LIGHTING® 2 LED 100to 240 29 2400 — = Bracket Base Aluminum __ Silver Yes Waldmann 30PH50 
electrix< Desk Task Light 
L 18 =1492— 12" Va Weighted Base Aluminum _ Black Yes Electrix 401TD11 
Task Li hts Gooseneck Task Light 
g E26 Bulb 120 60 ~—-100 138" 18" Magnetic Base Steel Black/Silver No LumaPro —4PD35 
ee are 120 20 900 138" 18" Bracket Base Steel Black/Silver No LumaPro —2RPJ4 
Versatile lights deliver strong illumination and Incandescent 120 60 1200 24 24" Bracket Base Sted Blach/Silver No LumaPro _ 2RPJ2 
: ‘ racket Base tee ack/Silver No LumaPro —2RPJ3 
ae ideal for workstations and desktops in 221026 6 460 13° 23%" Screw-Down Base Aluminum Black Yes Waldmann 482P47 
production, inspection, medical, and research 22t026 5 460 18° 23%" Screw-DownBase Aluminum Black Yes Waldmann 482P48 
applications. 24 3.191 30" 380%" __—sScrew-Down Base = Black No Waldmann _ 3CHZ9 
46 ae ee on ah any screw. nown pase Aluminum Hees ves wagmann see 
5 ; Are to : Q" crew-Down Base —_ ac ) aldmann 7 
Articulating Arm—Articulating arm system Is 1000240 55 9800. 18° 18" Magnetic Base Steel Black Yes LumaPro  33HP80 
easy to move and can be maintained in a fixed 100to240 6 460 18 23%"  Screw-DownBase Aluminum Black Yes Waldmann 482P49 
position 100 to 240 6 460 18" 23%" screw-Down Base Aluminum Black Yes Waldmann 482P50 
. Moan 1) eo) ge 2) — aeons —Sesl Bt is — Lanes 
. . . to : j crew-Down Base tee ac es umaPro 
Clamp-On—Lightweight lamps conveniently es 100to 240 7.7 800 35" 35" Screw-DownBase Steel Black ‘Yes _LumaPro  33HP82 
clip to desktops and workstations for quick and 120 2.8 200 20° 20 Weighted Base Plastic Silver Yes Tensor 45RM44 
ful liaht 120 2.8 200 16" 16° Clamp Base Plastic Black Yes Tensor 45RM45 
PowerTul light Source. 120 2.8 200 16° 16" Clamp Base Plastic Silver Yes Tensor 45RM46 
: : ae 120 3 300 32" 30" Magnetic Base Steel Black Yes Electrix 44/247 
Desk Lights—lIlluminate any workstation in a 120 Gof. 20" 2 Clamp Base Aluminum __ Black Yes _ Electrix 40TD10 
fixed position 120 7 929 22" 22" Clamp Base Aluminum Gray Yes Electrix 40TDO9 
; ie f 36 , 4" , se Werahted Base eee Hees es ress ye 
ali c " amp Base astic ac 0 ectrix 44724 
Gooseneck—Deliver bright light and have a 120.11. 800. 22" 29" Bracket Base Steel Black Yes Electrix 447242 
flexible neck that allows easy adjustment to 120 11 800~—-22" vey Clamp Base Steel Black Yes _ Electrix 447243 
desired position 120 11 800 = 22" 22" Magnetic Base Steel Black Yes Electrix 447244 
p Pivoting Head Task Light 
— ‘ . i] = — screw-Down Base Aluminum __ Black Yes Waldmann 52XP75 
Pivoting Head—Swivel head allows adjust- LED 120.10 500 35" 35" Clamp Base Plastic Black Yes Tensor  45RM51 
ment and maneuverability. 120 11 800 = = screw-Down Base Aluminum Black Yes Electrix 52XH48 
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GRAINGER CHOICE® 
Find the wr. Find Solutions. Find Great Prices. 


LIGHTING 


Task Lighting 





GREENJ{ LITE ° 


O.C.White Co. 
Wa Id m a n n W) ILLUMINATING IDEAS & DESIGNS 


ENGINEER OF LIGHT. Since 1883 


*TASKLIGHTINGe &@ 
electri>x< | 


Machine Tool Lights 


Waldmann—Coolant-, lubricant-, and vibration- 
resistant tool lights are built to give you bright, 
dependable lighting in most volatile machining 
environments. LED Fixtures are waterproof, impact- 
resistant, and offer a variety of installation options. 
Waterproof fluorescent linear fixtures include a built-in 
electronic ballast. Fixtures have a 10-yr. warranty. 





Electrix—Get energy efficient lighting around 
enclosed and open machinery and any other areas 
where coolants are in constant use. All models are 
provided with direct-mount universal brackets, or 

a variety of optional accessories to satisfy most 
mounting applications. Ideal for CNC and EDM wet 
location machinery, standard and large size lathes, 
milling machinery, metal working equipment, and tool 
manufacturing. 


0.C. White—A solid die-cast aluminum body acts 

as the heat sink for the LED arrays, while a tempered 
safety glass and a slim, nickel-plated bezel protect 
the light source. If the light exceeds maximum 
temperature, the lamp automatically dims itself to cool 
down. Fixture can be easily mounted to just about any 
metal surface using the pre-installed high-strength 
neodymium magnets, or permanently affix using 4 
countersunk holes. Up to 3 light fixtures can be run 
from a single power point. Use light on any mill, lathe, 
grinder, or a variety of other machines. 





No. 6PYH1 


No. 3PYD4 














Overall Cord Cord Average Item 
Voltage Watts Lumens Length Includes Length Type Life Tube Material Brand No. 
Linear Machine Tool Light LED 
24VAC 12 510 11.2" _ 10 ft. _ 50,000 hrs. Aluminum Waldmann 3CJD2 
24VDC 12 510 Te _ 10 Tt. _ 50,000 hrs. Aluminum Waldmann 3CJC7_ ft 
24VDC (Oe 372 13.2" _ 9 ft. 6" _ 50,000 hrs. Aluminum Waldmann 6PYH1 
24VDC 14.4 744 24.3" _ 9 ft. 6" _— 50,000 hrs. Aluminum Waldmann 6PYH2 
24VDC 21.6 1116 300d _ 9 ft. 6" — 50,000 hrs. Aluminum Waldmann 6PYH3 
24VDC 28.8 1488 46.3" _ 9 ft. 6" _ 50,000 hrs. Aluminum Waldmann 6PYH4 
24VDC 114 9600 19" — 12 iL. AWM/SVT 50,000 hrs. Aluminum 0.C. White 38XM73 
24VDC 76 6400 19" _ 12 ft. AWM/SVT 50,000 hrs. Aluminum 0.C. White 38XM76 
24VDC 38 3200 19" — 12 ft. AWM/SVT 50,000 hrs. Aluminum 0.C. White 38XM78 
100 to 240VAC 1 340 14.5" M12 Connector 16 ft. PUR 60,000 hrs. Aluminum Waldmann 30PH52 
100 to 240VAC 21 506 20.1" M12 Connector 16 ft. PUR 60,000 hrs. Aluminum Waldmann 30PH53 
100 to 240VAC 21 506 22.2" M12 Connector 16 ft. PUR 60,000 hrs. Aluminum Waldmann 30PH54 
100 to 240VAC on 657 25.6" M12 Connector 16 ft. PUR 60,000 hrs. Aluminum Waldmann 30PH55 
100 to 240VAC 20 444 ol.) M12 Connector 16 ft. PUR 60,000 hrs. Aluminum Waldmann 30PH56 
100 to 240VAC 26 597 42.1" M12 Connector 16 ft. PUR 60,000 hrs. Aluminum Waldmann 30PH57 
100 to 240VAC 114 9600 19" _ 12 ft. AWM/SVT 50,000 hrs. Aluminum 0.C. White 38XM69 
100 to 240VAC 76 6400 19" _ 12 ft. AWM/SVT 50,000 hrs. Aluminum 0.C. White 38XM71 
100 to 240VAC 38 3200 19" — 12 ft. AWM/SVT 50,000 hrs. Aluminum 0.C. White 38XM79 
100 to 280VAC 16 846 24.0" Stainless Steel Spring Clip for Mount 10 ft. SVT 50,000 hr. _— Electrix 52XH44 
Tubular Machine Tool Light Fluorescent 
100 to 277VAC 24 2000 19.5" _ — _ 20,000 hrs. Acrylic Waldmann 3PYD4 
100 to 277VAC 24 2000 19.5" — — — 20,000 hrs. Glass Waldmann 3PYD6 
110 to 230VAC 36 2900 21.5" _— _— _— 20,000 hrs. Acrylic Waldmann 3PYD8 
110 to 230VAC 36 2900 21a — = = 20,000 hrs. Glass Waldmann 3PYE1 
120 to 277VAC 108 10,000 67.4" = = = 20,000 hrs. Glass Waldmann 3PYA8 
120 to 277VAC 17 1400 40.6" Mounting Brackets, Cordset 8 ft. SJOW 20,000 hrs. Acrylic Waldmann 3PYC1 
120 to 277VAC 17 1400 40.6" Mounting Brackets, Cordset 8 Tt. SJOW 20,000 hrs. Glass Waldmann 3PYC3 
120 to 277VAC 32 2900 65.2" Mounting Brackets, Cordset 8 tt. SJOW 20,000 hrs. Acrylic Waldmann 3PYC9 
120VAC 20 2500 02.0" Mounting Brackets, Cordset 8 tt. SJOW 20,000 hrs. Acrylic Waldmann 3PYC5 
Tubular Machine Tool Light LED 
24VDC n) 480 tas: M12 Connector 16 ft. PUR 60,000 hrs. Aluminum Waldmann 48RE48 
24VDC 10.5 1080 14.4" M12 Connector 16 ft. PUR 60,000 hrs. Aluminum Waldmann 48RE49 
24VDC 16 1680 210° M12 Connector 16 ft. PUR 60,000 hrs. Aluminum Waldmann 48RE50 
24VDC 21.5 2280 28.2" M12 Connector 16 ft. PUR 60,000 hrs. Aluminum Waldmann 48RE51 
24VDC 30 2300 31" M12 Connector 16 ft. SJOW 90,000 hr. Glass Waldmann 52XP79 
120 9 1020 24.0" —_ Heavy Duty Adjustable Steel Mounting Brackets 9 ft. SVTO/O 50,000 hr. Acrylic Electrix 52XH45 
120 9 1020 24.0" __ Heavy Duty Adjustable Steel Mounting Brackets _Q Tt. SVTO/0 90,000 hr. Glass Electrix 502XH46 
120VAC (er 862 11" Heavy Duty Adjustable Steel Mounting Brackets 9 ft. SVTO/O 50,000 hrs. Acrylic Electrix 447248 
120VAC 7 966 20" Heavy Duty Adjustable Steel Mounting Brackets _—Q ft. SVTO/O 50,000 hrs. Acrylic Electrix 447249 
120VAC 7 966 20" Heavy Duty Adjustable Steel Mounting Brackets _—Qfft. SVTO/O 90,000 hrs. Glass Electrix 447250 
Mfr. Item 
Type Brand Model No. 
Tubular Light Mounting Brackets, 2 Required 
Straight Waldmann 190015019-00014930 3PYE3 
Long L Waldmann $K1021019-00010286 3PYE5 
Short L Waldmann 190015995 3PYE7 
t Surface mount. 
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No. 52XP79 


No. 447249 





LIGHTING Scan. Order. Done. 
Dock/Utility Details on page A1. 









No. 52YK85 








No. 40D470 No. 24K343 





* _ PHILIPS 
Day-Brite 
meee" Dock Lights 


Dock Light 
Replacement Dock 
Dock Light Head Light Grill 








No. 5AY51 No. 5AY53 








Lamp No. of Arm Cord Lighthead Switch Item Item Item 
cep Voltage Lumens Arms __Length Length Material Rated Life Type Std. Brand No. No. No. 
1 120 188 1 32 (eas Aluminum —_90,000 hr. Toggle ETL Listed for damp locations _ Daybrite 40D470 —_ —_ 
io 2/1 188 1 32" 7.9 Tt. Aluminum —_ 50,000 hr. Toggle ETL Listed for damp locations _Daybrite 40D472 _ _ 
1 120 188 1 42" eae Aluminum _90,000 hr. Toggle ETL Listed for damp locations —_ Daybrite 40D471 —_ _— 
Ty 2/1 188 1 42" (eae Aluminum _50,000 hr. Toggle ETL Listed for damp locations _ Daybrite 40D473 _ _ 
16 120 650 2 40" 16 ft. Aluminum = Push Button CSA LumaPro 24K343 24K347 _ 
38 120 4100 2 40" 10 ft. Aluminum — On/Off Switch UL, cUL LumaPro 52YK85 52YK83 _ 
38 120 4100 Zz 60" 10 ft. Aluminum — On/Off Switch UL, cUL LumaPro o2YK84 o2YK83 — 
Incandescent 
150 to 300 120 = Z 40" 10 ft. Aluminum — Push Button cUL, UL LumaPro DAY51 24K346 24K349 
150 to 300 120 — 2 60" 10 ft. Aluminum — Push Button cUL, UL LumaPro 5AY52 24K346 24K349 
Quartz Halogen 
900 120 4500 1 20. 10 ft. Aluminum — Push button cUL, UL LumaPro 24K344 24K348 24K350 
900 120 4500 2 40" 10 ft. Aluminum — Push Button cUL, UL LumaPro DAY53 24K348 24K300 
500 120 4500 Z 60" 10 ft. Aluminum — Push button cUL, UL LumaPro 24K345 24K348 24K350 





2 


Laas Checireniecs 


Hazardous Location 
Temporary Job Lights 


Portable lighting provides a safe solution that is flexible 
and easy to manage in dangerous and confined spaces. 
TEMPORARY JOB SITE LIGHTS 

Feature a light head, mounted to a unit that is fabricated 
from nonsparking aluminum and hardware. 
TEMPORARY STRING LIGHT 


Ten durable hand-held lamps are connected in series. 
Designed with an eyelet hook for easy suspension. Resists 
damage from chemicals, abrasions, vibrations and impact. 





No. 31KZ64 





No. 31KZ70 


Base Lamp Lamp Lamp Mfr. Item 
Style Type Lumens Watts Type Guard Type Features Includes Model No. 
Minar Site Mant 40 to 65 D CO T R Ad ble Scaffold M EPL-JH16C 
ook Scaffold, -40 to 65 Degrees C Operating Temperature Range, justable Scaffold Mount, PL-JH16C- 
Ladder, Rail = LED = 12,000 150 =~ LED ~—_—Tempered Glass Aluminum Ladder/RailJ-Bracket Mounting Light Head Cord, EXP Plug iMLED-100 _—9 #K269 
-40 to 65 Degrees C Operating Temperature heeled Cart, Light “4er. 
Cart LED 12,000 150 LED Tempered Glass Range, Non sparking aluminum cart mounting Head, Cord, EXP Plug EPL-16C-1MLED — 31KZ64 
HID 36,000 400 HID Polycarbonate Pu Head Cord EXP Slug EPL-24C-1X4  31KZ65 
60 Degree Flood Pattern, Lighting Configuration, ¥' Wheel Kit, Cord, EXP HAL-QP- 
Floor Stand = LED = 29,580 300 = LED ~—TemperedGlass_—— Thick "3" Dia Steel Square Tube Quadpod Mounting Plug, Quadpod Tower 2X150LED-100 _31K268 
String LED 8600 100 LED Tempered Glass — (10) Hand Lamps, EXP Plug EPL-SL-10-LED-1227 31KZ7/0 


3 Vandal-Resistant Lights dbl cha 


= Vandal-, impact-, and corrosion-resistant 


Portable work lights contain heavy-duty magnets and eyebolt. Safety yellow 
nonconductive housing. Clear polycarbonate lenses provide optimal lumen 
output; LED models feature a frosted lens, while all others have a prismatic 
lens. Great for shipbuilding, maintenance, aircraft assembly, mining, and other 
production areas. 


No. 5NKU4 


Lamp Lamp Cord NEC Cord NEMA Plug Item 
ces Lumens Height Incl. Length Designation Config. Color No. 


14 1200 10" Yes 6 ft. SJTOW 5-15P Yellow 5NKU4 
Fluorescent 

42 320 10" Yes 6 ft. SJTOW 5-15P Yellow 5NKU5 

10 6300 gy Yes 6 ft. SJTOW 5-15P Yellow O5NKT8 
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GRAINGER CHOICE” LIGHTING 
Find the wy. Find Solutions. Find Great Prices. Job Site Lighting 







/ No. 38W574 





No. 14V990 


7 CONSTRUCTION 
Z| ELECTRICAL 
77: PRODUCTS 


Temporary Job Site 
LED String Lights 


= 50,000 hr. lamp life 


ee F = Very low heat output 


High impact-resistant highly efficient LED lighting 
allows for up to 750 ft. continuous connections. 


Outdoor approved for wet locations. oy ee 


ey (as), No. 5AY60 


Life Depends on Light o 





ang co a oe As sb wears A Si el 
eng eads Watts Conductor Designation Config. olor : 0. 
CEP Clamp-On Job Site Lights 
20 ft. 1 6.6 18/2 SJTW 1-15P Yellow cETLus 14V992 Max. NEMA 
50 ft. 5 6.6 18/2 STW 1-15P Yellow cETLus 14V991 Lamp Housing Lamp Cord Gauge/ Plug Item 
100 ft. 10 6.6 18/2 STW 1-15P Yellow _cETLus_ 14990 Watts Dia. Incl. Type Length Conductor Config. Color Brand No. 
Hang-A-Light 75 Shade-5.5" No Clamp 6ft. 18/2 Silver Bayco 38W587 
o0 ft. 5 140 12/3 STW o-15P__Black/Yellow cUL _—_458L14 150 Shade-8.5" No Clamp 12 ft. 18/2 1-15? Silver LumaPro 2V647 
400 #t, —lO 140 12/3 STW 9-15P__Black/Yellow cUL__458L12 150 Shade-8.5" No Clamp 6ft. 18/2 Silver Bayco 38W574 
"10-140 14/2 SJTW 1-15P__Black/Yellow cUL__458L13 300  Shade-7.5" No Clamp _ 8ft. 18/3 5-15 Silver LumaPro 5AY60 
Item 300 Shade-10.5° No Clamp 6ft. 18/2 — Silver Bayco 38W596 
Description For Use With Color Brand No. ee 
String Light Accessories 
Replacement Magnetic Bracket 14V992 Black CEP 14V993 
90 LED Replacement Panel Light '4V990,1AV991, —Vellow CEP 14995 a" 
Steel Wire Guard String Lights Black Hang-A-Light 458L15 ‘ee: 


Plastic Wire Guard String Lights Yellow Hang-A-Light 458L16 









No. 14V996 No. 14V997 


Balloon Work 
Lights 


= 5-15P NEMA plug | 
= Avg. rated life: 50,000 hr. 

Lights have bright LED diodes, housed in a 
fiberglass housing for glare-free illumination 
and no bulb breakage. They set up easily; fold 
open like an umbrella, plug in and turn on. 

All include a carrying case and tie down set. 
Nos. 444P62, 444P66, and 444P61 include 
a tripod stand; Nos. 444P63, 444P64, and 
444P66 have a hanging loop. No. 444P65 
features solar panel and solar controller. 













CEP ==" 
Portable Cart-Mounted Lights 


#120V «= SJ?Wcords »#5-15P NEMA plug configuration 


Extremely strong, compact light heads are mounted on a heavy-duty 
steel yoke for impact resistance. Great for use in aircraft construction, 
automotive repair, and other maintenance and construction areas. 


No. 444P61 


” 


No. of Max. 
Max. Lamp Lamp Extension Lamp Cord Item 
Lamp Extension —_ Light Cord IP Item Watts Heads Lumens _ Height Incl. Length _Rated Life No. 
Watts Voltage Lumens Height Distribution Length Power Source Rating No. Cart 
Black/Orange HID 
380 110/230VAC 40,000 145" 360° 25 ft. Corded(AC) IP44 444P62 1000 1 110,000 120" Yes 8 ft. 10,000 hr.  14V996 
600 110VAC 75,000 26" 360° 25 ft. Corded(AC) IP54  444P63 1000 z 220,000 144" Yes 8 ft. 10,000 hr. 14V997 
600 110VAC 75,000 144" 360° 23 ft. Corded (AC) IP54  444P66 Halogen 
1000 110VAC 110,000  26' 360° 25 ft. Corded (AC) |P54  444P64 1000 2 22,000 96" Yes 12 ft. 1100 hr. 429H34 
1000 = =110VAC 110,000 144" 360° 25 ft. Corded(AC) IP54 444P61 Replacement Parts 
Black/Silver Temporary Job Site Light 14V998 
160 110VAC 19,200 136° Flood 25 ft. Dual(AC/DC) IP67 444P65 Metal Halide HID Bulb 14V999 
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No. 32GD96 No. 5RZY6 












No. 15D964 No. 44M834 






No. 423L16 No. 45NL41 


<p> FoxFury “W NightSearcher 


LIGHTING SOLUTIONS »y ProBuilt|fsicsen' 


> PELICAN 
LED Remote-Area Lights 


Weather-resistant systems illuminate remote locations. Pelican’™’—The practical, durable, watertight design packs an LED lighthead 
mounted in an aluminum heat sink into a single case. Tough injection-molded 
ABS glass-filled nylon housing with telescoping mast and 360° articulated light 
arrays stands up to tough field use. Includes 110V charger. 





FoxFury—Quick-deploy area/spotlights are waterproof to 9.8 ft. Included AC or 
DC cables can be used to drive the system directly, or to recharge the battery. 
Nos. 44M834 and 44ZY99 offer 360° scene, 120° area, and 12° spotlight. 


No. of 
Lamp Lamp Max. Extension Battery Mfr. Item 
E Watts Heads Lumens Run Time Cord Length Height Std. Chemistry Color Model No. 
oxFury 
30 1 3000/1200/500 3/9/24 hr. 10 ft. 84%64" CE-EMC, CE-LV Lithium lon Black 200-400-100 442702 
15 1 9000/2000/600 3/9/24 hr. 10 ft. 96" CE-EMC, CE-LV Lithium lon Black 200-800 15D964 
100 1 8000/2400/900 3/9/24 hr. 10 ft. 102" CE-EMC, CE-LV Lithium lon Black 200-900 44M834 
240 1 16,000/7000/3000 3/9/24 hr. 20 tt. 150’ CE-EMC, CE-LV NiMH Black 200-1200 44ZY99 
Night Searcher 
5 1 1 14,000/6000/3500/1000 1.5/3/7/36 hr. 8 tt. 52" — Lithium lon Black 911000LITH 32GD96 
elican 
1.2 to 2.4 1 9300/2800/1400 ¥e hr. — 80" CE NiMH Black 9440-B ORZY2 
24 1 2000/1000 6/15 hr. 1 ft. 6" 32'%q" CE Sealed Lead Acid Black 9430SL-B oORZY6 
— 1 3000/1500 6/15 hr. itt. 32'%6q" CE Sealed Lead Acid Black 9430 30PK09 
= 1 3000/1500 6/15 hr. 1 ft. 32'%6q" CE Sealed Lead Acid Yellow 9430 30PK10 
— Z 12,000/500 7/40 hr. 1 ft. 70°%q" CE Sealed Lead Acid Yellow 9460M 30PK12 
106 2 12,000 3/9/24 hr. 13 ft. 79" CE Sealed Lead Acid Black 094600-0012-110 423L16 
212 4 24,000 3.0/24 hr. 13; 81" CE Sealed Lead Acid Black 094700-0012-110  423L17 
212 4 24,000 3.0/24 hr. 13 ft. 81" CE Sealed Lead Acid Yellow 094700-0012-245  423L18 
21 1 1600 90/10 hr. 12 ft. OZ. CE, cETLus, Class I, Div. 1 NiMH Yellow 094550-0000-245  423L19 
106 2 12,000 3/9/24 hr. 13: it. 19" CE Sealed Lead Acid Yellow 094600-0012-245 429J06 
212 4 24,000 3/9/24 hr. 13.1 81" CE Sealed Lead Acid Yellow 094700-0002-245  429J07 
106 2 12,000 3/9/24 hr. 13: Mt. 79" CE Sealed Lead Acid Yellow 094600-0002-245 429J08 
106 2 12,000 3/9/24 hr. 13 ft, 79" CE Sealed Lead Acid Black 094600-0002-110 429J09 
= 1 6000 3.0/24 hr. 1 ft. 72" = Sealed Lead Acid Black 094900-0000-110  43MJ60 
212 4 24,000 3/9/24 hr. 13 ft 81" CE Sealed Lead Acid Black 094700-0002-110-G 429J05 
45 1 9300 8 hr. 13 ft. 80" CE Lithium lon Yellow 094400-0001-245-G 429J03 
5 oe 1 9300 8 hr. 13 ft. 80" CE Lithium lon Black 094400-0001-110-G 429J04 
rolight 
20 1000/1800 9/10 hr. No Cord 3" cUL Lithium lon Yellow 511512 45NL41 





WOBBLELIGHT 


ow ProBuilt |figrcrcue 


Self-Righting Work Lights 






ps = 120V 
422V06 Lighting Lamp Mfr. Item 
= Polycarbonate dome protects bulb -qechnology Watts Lumens Height _Madel_, No 
A itn wee pa 5 | 1 
= Project light in 20- to 100-ft. dia. Fluorescent 85 5000 24"-111205  8MU19 
<3 arc, depending upon bulb wattage HID 400 40,000 36) mn 04PS 2LTE9 
Pi ahs alogen ) d 
es Self-righting bases cannot be knocked over, ~789°Retlector Shield for Wobblelights 111808 2WA36 
for stable lighting with no bulb breakage. Replacement Lamp i ig — Ee wan! 
' ws ' - eplacement Lamp tor NO. 
Require no setup; just plug in. Internal venti- Fenlacement anit for No. 8MU19 111908 1XFK9 
lation system keeps lights cool to the touch. — Replacement Lamp for No. 3KYL8 111904 3KYN8 
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ra 3 No. 24K352 





rN * ; mace 
(> Southwire’ Tl 0 [HANG -A-LIGHT| CEP ks 
Job Site Lights 


2 120VAC =Lamp Included 















Lamp No. of NEC Cord NEMA Plug Item 
ee Lamp Heads Lumens Cord Length Designation Config. Std. Brand No. No. 24K351. No. 24JZ60 
Floor Stand 
a 1 300 6 ft. — — cETLus Southwire 24PK28 
6 1 300 6 ft. SJTOW 1-15P cETL Southwire 38EG65 
10 1 450/900 No Cord — — — Prolight 32GD97 
15 1 1440 it. SJTW 5-15P cUL Prolight 422V12 
15 1 990 to 1100 — — 1-15P CEC, DOE LumaPro 40KG18 
16 1 600 16 ft. SJTOW 5-15P CSA LumaPro 24K351 
16 1 1500 © ft. — — UL, cUL LumaPro 24JZ60 
a2 2 1200 16 ft. SJTOW 5-15P CSA LumaPro 24K352 
90 1 6500 ° ft SJTW O-10P cUL Probuilt 45NL38 
90 2 13,000 Sie SJTW O-10P cUL Probuilt 45NL39 
90 3 4000 rit SJTW 5-15P ETL CEP 453A33 
f2Z 1 6000 6 ft. SJTW 5-15P cUL Prolight 422U96 
120 1 15,000 ie SJTW 5-15P cUL Prolight 422V01 
Hanging 
80 1 7600 © ft. SJTW 5-15P cUL Hang-A-Light 422V08 
100 1 12,000 © ft SJTW 5-15P cUL Hang-A-Light 422V09 
150 1 16,500 oft: SJTW 5-15P cUL Hang-A-Light 422V10 
200 1 15,000 Oi. SJTW — cUL Hang-A-Light 442ZY17 
Magnetic 
30 1 3000 Ot SJTW o-10P cUL Prolight 422U99 
20 1 6500 5 TL SJTW 5-15P cUL Probuilt 45NL36 No. 422U96 
60 1 6000 Olt. SJTW 5-15P cUL Hang-A-Light 422V11 : 
2 
Take 1 6000 6 ft SJTW 5-15P cUL Prolight 422U97 No. 422V01 No. 422V08 
72 1 6000 6 ft SJTW 5-15P cUL Prolight 422U95 
150 1 15,000 Dit SJTW 5-15P cUL Prolight 422V03 
220 1 22,000 Sit SJTW 5-15P cUL Prolight 422V04 
ie 1 30,000 Dit SJTW 5-15P cUL Prolight 422V05 
Floor Stand 
70 3/54 6 ft. — — — LumaPro 3RB23 
Hanging 
400 1 42,000 6 ft STW 5-15P Um, Hang-A-Light -5GDZ4 
Halogen 
Floor. Stand 3000 
3 © ft. SJTW 5-15P UL, cUL Southwire 24PK21 
Fluorescent No. 45NL36 no: Snes 
Hanging . 
105 1 6900 © ft. SJTW 5-15P UL, cUL Hang-A-Light 6MGH4 No. 6MGH4 
LJ 
No. 24K354 No. 45NL40 Neogene 
No. 422V07 > 





No. 45NL37 


* 
Tripod Lights Gan] Pe. CEP 22" southwire 


2 120VAC «Lamp Included 









Max. 
Lamp No. of Extension NEC Cord NEMA Plug Item 
ep Lamp Heads Lumens Height Cord Length Designation Config. Std. Brand No. 
19 1 1440 62" aie SJTW o-10P cUL Prolight 422V13 
16 1 600 to 16 ft. SJTOW o-10P CSA LumaPro —-24K353 
30 1 2400 62" No Cord _— o-10P cUL Prolight 42207 
30 2 2880 62" out, SJTW o-10P cUL Prolight 42214 
32 2 1200 Lo 16 ft. SJTOW o-10P CSA LumaPro —_24K354 
20 1 6500 t2 © ft. SJTW o-10P cUL Prolight 45NL37 
90 2 13,000 84" OIL: SJTW o-10P cUL Prolight 45NL40 
20 3 4000 84" Cit SJTW o-10P ETL CEP 453A34 
72 1 6000 72" ie SJTW o-10P cUL Prolight 422U98 
120 1 15,000 8794" Dat. SJTW o-10P cUL Prolight 422V02 
Halogen 
300/500 2 14,400 84" 20 ft. — _ UL LumaPro  4VM/6 
900 2 9000 84" 20 ft. _— _ UL LumaPro  —4VM75 No. 4VM76 
200 1 8000 63" 5 it. SJTW o-10P UL,cUL Southwire 24PK22 No. 422V02 . 
1000 2 16,000 63" Oil. SJTW o-10P UL,cUL Southwire 24PK20 
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No. 22FH94 
No. 52YK79 No. 2YKN3 No. 52XF16 No. 52YK80 
— “Ed 
= 120V SIMS2), MIGHT(STICK. TX 
; Life Depends on Light Life Depends on Light” PRO INDUSTRIES 
Incandescent models do not include lamp. 

Cord Lamp NEMA Plug NEC Cord Item 
agpath Watts Lumens Color Includes Config. Designation Std. Brand No. 
Hand Lamp 

3.6 300 Black/Red (2) Hooks,60 LED Unit 1-15P SJTOW UL Adaptor LumaPro _—_22FH93 

10 ft 3.6 340 Black/Red (2) Hooks,60 Surface Mount LED Unit 1215P SJTOW UL Adaptor LumaPro 22FH94 

Re 320 Black/Red (2) Hooks, 64 Surface Mount LED Unit 1-15P SJTOW UL Adaptor LumaPro _22FJ04 
4.5 300 Black/Gra 2) Hooks, Magnet 1-15P oJl cETLus LumaPro _ 52YK79 
3.6 340 Black/Red (2) Hooks,60 Surface Mount LED Unit 1-15P SJTOW UL Adaptor LumaPro _22FH95 
4.5 300 Black/Gray (2) Hooks, Magnet 1-1 5P oJT cETLus LumaPro 2YKN1 
25 it, 6.5 450 Black/Gray Hook, Magnet, Outlet 5-15P SJT cETLus LumaPro 2YKN5 
15 900 Black/Gray (2) Hooks, (1) Magnet 115P SJT cETLus LumaPro 2YKN3 
— ___1200/600 Yellow Hook, Magnet 1-15P oJT ETLus Bayco 02XF16 
3.6 340 Black/Red (2) Hooks,60 Surface Mount LED Unit 1-T5P SJTOW UL Adaptor LumaPro —22FH96 
4.5 300 Black/Gray (2) Hooks, Magnet 1-15P SJT cETLus LumaPro 2YKN2 
50 tt 9.4 400 Black/Red (2) Hooks, 90 LED Unit 1-15P SJTOW UL Adaptor LumaPro _—-22FJ01 
9.4 480 Black/Red (2) Hooks, 90 Surface Mount LED Unit 1=15P SJTOW UL Adaptor LumaPro _—_—22FJ02 
6.5 450 Black/Gray Hook, Magnet, Outlet 5-15P SJT cETLus LumaPro 2YKN6 
15 200 Black/Gray (2) Hooks, Magnet 1-15P SJT cETLus LumaPro 2YKN4 
Rechargeable Hand Lamp 
2.4 180 Black/Red Adaptor, USB Cord 1-15P = UL Adaptor LumaPro 40KG16 
3 300 Black/Gray Li-ion Battery, Adaptor, (2) Hooks, Magnet _— _— cETLus LumaPro 52YK80 
3.8 320 Black/Red (2) Hooks, 64 Surface Mount LED Unit 1=15P — UL Charger LumaPro —22FJ03 
1.2 1000 Black/Gray (4) Hooks, Magnet, Bracket — — UL Charger LumaPro —_52YK81 
Cordless — — 200/170 Orange (1) Battery, AC/DC Chargers, Magnet, Hook 1-15P _— _— Nightstick | 8YUX7 
—  105/60/45 Orange AC/DC Chargers, Magnet, Hook 1-15P —_ _— Nightstick 9TVF6 
— 600/225 Red AC and DC Power Supply/Hook — = UL Listed Nightstick 52XF14 
— 600/225 Black AC and DC Power Supply/Hook — — UL Listed Nightstick 52XF15 
— 120 Black AC/DC Charger 1-15P — ETL Bayco 39AM84 
Fluorescent 
Hand Lamp 
180 Yellow Hook 1-15P SUT UL (E71937) LumaPro 3X734 
ik) 400 Yellow Hook 1-15P Sul UL (E71937) LumaPro 4XP68 
13 300 Yellow Hook, Magnet 5-15P SJT UL (E71937) LumaPro 4XP72 
13 400 Yellow Hook, Magnet 1-15P SJTW UL (E71937) LumaPro SNKTO 
No. 2W048 25ft. 13 1800 Yellow In-Line Magnetic Ballast, Hook 5-15P SJOW FM KH Industries 5WYC3 
13 — Black 00 115P SJT = Bayco 3LGX2 
15 300 Yellow Fluorescent Lamp, Adjustable Hook 5-15P oul UL (E71937) LumaPro 6X971 
15 200 Yellow (2) Hooks, (2) Magnets, (2) Mounting Stands, Outlet 5-15P SJT cULus (E/71937) LumaPro —_— SNKR9 
26 720 Yellow 2) Hooks, Magnet, CFL Lamp, Outlet 5-15P SJT cETLus LumaPro SNRX9 
50 tt 15 900 Yellow Hook o-150P oul UL (E/1937) LumaPro 5X409 
26 720 Yellow 2) Swivel Hooks, Magnet, CFL Lamp, Outlet 5-15P Sul cETLus LumaPro ONRX6 
Hazardous Location Hand Lamp Safety Rating Class I, Div. 1, Group C, D, F, G 

20 ft. 1800 Black/Yellow — o-10P SOOW _ NEMA4, CSA/US KH Industries 5WYA3 

20 ft. 26 1800 Black/Yellow — 9-150P SOOW  NEMA4, CSA/US_ KH Industries 5WYA4 
Incandescent 
Hand Lamp 

15 600 Black/Yellow Hook, Guard 5-15P SJTOW UL (E110409 LumaPro _—-2W163 
fo 600 Black/Yellow Hook, Guard 1-15P Sul UL tE 10409 LumaPro _—2\W244 
(ei _ Yellow Hook 1-15P oul ETL Bayco 39AM81 
25 ft. — 100 800 Black/Silver Hook, Guard o-10P SJT UL (E110409) LumaPro  —- 2W243 
100 800 Black/Silver Hook, Metal Guard, Circuit Breaker, Outlet 5-15P SJTOW —_cULus (E110409) LumaPro 4V346 
100 800 Black/Yellow Hook, Metal Guard, Circuit Breaker, Outlet 5-15P oul UL (E110409) LumaPro 4XP70 
100 800 Black/Silver Hook, Magnet, Metal Guard, Outlet 5 15P oJT cULus (E110409 LumaPro ONKR2 
cep 19 600 Black/Silver Hook, Metal Guard, Outlet 9-15P SJTOW UL (E110409) LumaPro 2048 
Rechargeable Hand Lamp 
pee eee Cordless 3.0 240 Black Adaptor, USB Cord 1-15P = UL Adaptor LumaPro 40KG17 


vy ; 
Cord Reel with Hand Lamp Prd 






No. 2YKP6 No. 1W943 5 je # 120V 
. , Incandescent models do not include lamp. 

Wi J Cord Cord Lamp Gauge/ Item 

. Ending Length Watts Conductor No. 
; LED Lamp with Receptacle 25 it, 7.0 16/3 2YKR1 
25 ft. 2.4 18/2 2YKP6 
LED Lamp 40 ft. 2.4 18/2 2YKP7 
40 ft. 32 18/2 2YKP9 
nie — ol 

with Receptacle 

50 ft. 15 18/3 6X756 
Incandescent Lamp a0) It, 19 18/3 6X755 
Fluorescent Lamp 30 ft. 15 16/3 ONKR8 
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Choose LumaPro® For Value and Dependability 


The innovative line of LumaPro portable light- | Whether you need Flashlights, Headlamps, Lanterns, Jo see LumaPro’s full line of flashlights and more, 
ing gives you quality and performance that is or any other portable lighting; no matter what your appli- go to grainger.com/lumapro 
comparable to that of the national brands, ata cation—from mining to security to military— LumaPro 
budget-friendly price point. has a durable, dependable lighting solution that you can 
take with you just about anywhere. 


» 49XX94 


No. 49XX78 


No. 49XX89 









General Purpose Handheld Flashlight 


Value-oriented lighting for the casual or contingency user. This plastic body flashlight is 
meant for occasional use with low to medium lumens. 


Lighting Light Output Body Recharge- Batteries Battery Battery Item 
Technology Lumens Modes Color able Included BurnTime Size L No. 
Plastic Body 

LED 190 High Black No No 6.5 hr. AA 6.92" 49XX95 


No. 19MH76 





) No. 5RHT3 
No. 5RHP7 m 


® No. 5RHP6 
ps pemermentam STANLEY Be F 
APPROVED "= ar me lec” = SKILCRAFT 
General Purpose Handheld aia wel 
No. 32ZN12 





No. 49C128 





No. 5RHP5 





No. 492T30 4 











Light 
Lighting Output Body Recharge- Batteries Battery Battery Item 
Brand Technology Lumens Modes Color able Included BurnTime Size L No. 
Rubber Body ee ’ 
GA LED 17 — Black No No 11 hr. AA 6.5" 5RHT3 “, 
LED 100 High Black No No 8 hr. AAA 6.63" 5RHP7 \" ro 
Plastic Body Nad No. 29VC58 
Bright Star Incandescent = High Orange No No 1o-HE D 10.25" 3YYV4 
Defender LED 5D High/Low Yellow No Yes ¥ hr. AA 5.15 19MH76 
Diversey = — = No 0 — AAA — _32GT50 
Energizer LED 65 High Orange No No 21 hr. AA 6.00" 1LEE4 
LED 0 to 49 — Yellow No No 30 NE D 7.38" 492T30 
LED 30 High Black No No 72 hr. D 6.63" 490128 sa aa 
GA LED 30 High Black No No 30 hr. AAA 6.69" 5RHP5 
LED 30 High Black No No 30 hr. AAA 6.69" SRHP6 
LED 35 High Yellow No No 123 hr. D ito 32ZN12 
Princeton Tec Halogen 45 High Yellow No Yes o Hr AA 9.90" 3XEH3 
Skilcratt Incandescent — — Black No No — D — 29VC57 No. 4FZK5 
Incandescent _ — Black No No = D — 29VC58 
STANLEY LED 30 — Black No No Aq hr. AA 10.75"  =36N227 
Aluminum Body 
GA LED 90 High Silver No No 4/8 hr. AAA 4.99" 4FZK5 
LED 220 High Black No No 8 hr. AAA 6.50" SRHPO No. 5RHPO 
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No. 49XX74 No. 49XX76 


==S5800cm 6m 





No. 49XX83 


No. 49XX87 


No. 49XX75 No. 49XX84 


No. 9MHW1 








No. 36Y702 No. 2V929 





No. 11U138 No. 19YH52 No. 19YH53 


¥* ‘ 
o~ . —- 
Peax Lunage @ MAGLITE’ O® PELICAN © strenmucyr a Energizer Princeton Tec’ 


Industrial Handheld Flashlights 


These flashlights are highly durable, offer good performance, and provide extended run times. Suitable for professional trades and daily 
operations in challenging environments. Designed to withstand corrosion, oil, and chemicals, grit, and both warm and cold weather. 





Lighting Light Output Special Light Body Recharge- _ Batteries Battery Item 
Brand Technology Lumens Modes Output Mode Color able Included Burn Time Battery Size L No. 
Aluminum Body 
LED 300/100/5 High / Medium / Low SOS, Strobe Black No Yes 0.7/1.4/300 hr. AA 6.10" 36P359 
LED 960/400/6 High / Medium / Low _ Black No No 1/200 hr. AA 6.90" 45W727 
LED 960/460/14 High / Medium / Low — Black No Yes 1.2/190 hr. CR123 5.50" 32ZN15 
Fenix Lighting LED 1000 Turbo / High / Medium / Low / Eco Strobe Black Yes Yes 150/28.4/8.8/3.3/1.4 hr. 18650 9.10" 453A28 
; ; 800 hr./28 hr. /10 hr. 40 min./4 i 
LED 1000 Turbo / High / Medium / Low / Eco Strobe Black Yes Yes hr 10 min/2 hr. 15 min 18650 5.0'  453A29 
LED 1000/245/10 High / Medium / Low Strobe Black Yes Yes 1.2/2.9/120 hr. Proprietary 6.30" 49XJ37 
LED 210 High — Black No No 3 hr. AA 4.72' 49XX94 
LED 200 High / Low Strobe Black No No 25 hr. D 12.91" 49XX74 
LED 250 High / Low Strobe Black No No 2.9 hr. AA 6.10" 49XX76 
LumaPro LED 2/70/110/25 High / Medium / Low Strobe Black No No 18/5.5/1 hr. AA 6.22" 49XX83 
LED 600 High / Medium / Low SOS, Strobe Black Yes Yes 2 hi. 18650 6.46" 49XX75 
LED 640/315/50 High / Medium / Low Strobe Black No Yes 15/4/2 hr. CR123A 5.35" 49XX84 
LED 800/400/40 High / Medium / Low Strobe Black Yes Yes 90/7/4 hr. 3./V 0.47" _49XX87 
LED 4/ High — Black No Yes 1.5 hr. AAA 3.18 36Y/02 
LED 47 High — Blue No Yes 1.5: Ar. AAA 3.18 36Y704 
LED 100 High — Red No Yes 2.0 If. AAA 5.00" 20HL23 
LED 100 High — Silver No Yes 2.0 NK. AAA 5.00" 20HL24 
LED 168 High — Black No No 80 hr. D 12.34" 2ELC1 
LED 213 High — Black No No 16 hr. D 10.00" 2ELA9 
LED Jo2 High — Black No Yes 2.9 hr. AA 6.61" 19G663 
LED Oo2 High — Red No Yes 22 If. AA 6.61" 20HL29 
LED 332 High — Silver No Yes 2.0 Nf. AA 6.61" 20HL31 
LED Jo2 High — Blue No Yes 2.0 Hf. AA 6.61" 20HL32 
LED 332 High — Gray No Yes pRalile AA 6.61" 20HL30 
Maglite LED Jol High / Low — Black No Yes 2.3 hr. AA 6.61" 19G664 
LED 643 High / Low — Black Yes Yes 4 hr. 12V 12.81" 20HL26 ~ 
LED 643 High / Low — Black Yes Yes 4 hr. 12V 12.81" 20HL27 ~ 
LED 643 High / Low — Black Yes Yes 4 hr. 12V 12.81" 20HL28 ~ 
LED 1000/120/20 High / Medium / Low Strobe Black Yes Yes 3.3/18/79 hr. LiFeP04 10.69" 453A64 
Xenon 14 High — Black No Yes eedile AA 9./9' 2924 
Xenon 14 High — Red No Yes 5.3 NE. AA 9./9°  8CJ51 
Xenon 14 High —= Silver No Yes 9.3 Hr. AA 9./9'  8CJ52 
Xenon 14 High — Blue No Yes 5.3 NF AA 9./9' 9SMHW1 
Xenon 27 High — Black No No 8.9 hr. D 10.00" 2V929 
Xenon 31 High — Black No No 4.3 hr. C 8.94" SUCY3 
Xenon 45 High — Black No No 10 hr. D 12.34" _2V930 
Pelican LED re High / Low — Black No Yes 2.3/13 Nr. AA 6.20" 14L596 
LED 4/10/50 High / Medium / Low — Blue No Yes 36/14/1.5 hr. AA 3.9/7 110133 
LED 50 High — Black No Yes 4/4.8/10 hr. AAA 9.38 5TZKO 
LED 95 High — Silver No Yes 16 hr. AA 8.60" 3AU22 
LED 100/68 High Laser Black No Yes 2.8/5.3 hr. AAA 5.38 110138 
LED 185 High UV Black No No 2/63/81 hr. C 9.02" 11U139 
LED 250/220 High / Medium — Black No Yes 6 hr.w AA 6.50" 484P99 
Streamlight LED 425/200/100 High / Medium / Low / Strobe Strobe Black Yes Yes 2/3.8/7.3 hr. Proprietary 8.41" 484R05 
LED 425/200/100 High / Medium / Low / Strobe Strobe Black Yes Yes 2/3.8/7.3 hr. Proprietary 8.41" 484R08 
LED 425/200/100 High / Medium / Low / Strobe Strobe Black Yes Yes 2/3.8/7.3 hr. Proprietary 8.85" 484R10 
LED 740/380/190 High / Medium / Low Strobe Black Yes Yes 1.3/2.5/4.5 hr. Proprietary 9.23" 23X/61 
LED 800/400/200 High / Medium / Low Strobe Black Yes Yes 0/2.4/1.5 hr. 3.6V 8.41" 404135 
LED 800/400/200 High / Medium / Low Strobe Black Yes Yes 9/2.4/1.5 hr. 3.6V 8.85" 404L37 
LED 800/350/85 High / Medium / Low strobe Black Yes Yes 1.5/4/12 hr. CR123 6.50" _39CC90 
Surefire LED 320 High — Black No Yes 2.8 hr. CR123  =—-5.20"  19YL55 
Nylon Body 
Sireatalight LED 250/100 High / Low Blue Light Orange No Yes 4/12 hr. CR123A 5.20" 435X29 
g LED 250/100 High / Low Blue Light Black No Yes 4/12 hr. CR123A 5.20" 435X30 
Plastic Body 
Energies: LED 300/45 High / Low — Black No Yes 6.5/65 hr. AA 6.75"  1LEE6 
g LED 400/40 High / Low — Black No Yes 11/50 hr. AA 8.90" 49XHO03 
Brnceron Tec LED 90 High — Yellow No Yes 72 hr. AAA 3./5' 19YH52 
LED 90 High — Black No Yes 72 hr. AAA 3./5' _19YH53 
Surefire LED 320/15 High / Low — Yellow No Yes 2.8/45 hr. CR123 5.20" 19YL67 


* No. 20HL27 includes 12VDC charger, No. 20HL28 includes 120VAC charger, and No. 20HL26 includes both 120VAC and 12VDC chargers. 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


Safety Approval Definitions 


Note: Always talk to your safety manager or consult supplier websites for additional information 


about the best products to use in your environment. 


DIVISIONS 


Describe the imminence of the danger. 
Division 1 (Red)—"Hazard likely," such as inside a fuel tanker. 
Division 2 (Green)—'Hazard not likely," such as in the proximity of a fuel 


tanker. 


Flammable Liquid (Yellow) 


m <=> DO 


Factory Mutual 


Underwriters 
Laboratory 


CE &) 


ATEX Europe 





@© smrenmucur 


USAR 


Urban Search 
and Rescue 


Mine Safety 
Health Administration 


-@D. 


Intertek 
3091325 


Electrical Testing 
Laboratories 


© 


Canadian Safety 


Health Administration 


(©) Gr0) 


ior SES. 
SGS U.S. Testing 


Company 


No. 52VG80 


Dualie® 3AA LED Flashlights 


= Submersible to 1 meter for 30 min. 
= Intrinsically Safe - Class |, Il, Div. 1 


Rugged multifunction LED lights feature intuitive, independent 
switching for each function. The tough non-conductive, corrosion- 
proof polymer resin construction is impact-resistant to 2 meters 
and has an integrated low-profile pocket clip to help you keep your 
hands free for performing other tasks. Nos. 52VG80 and 52VG81 
include a red laser pointer that can be used either on its own, 

or simultaneously with the forward-facing spot beam to identify 
equipment or hazards from a distance. Nos. 52NY68 and 52NY69 
have an integrated magnetic clip to provide you with another 
option for hands-free lighting. 


Lighting 
Technology Lumens 
Safety Rated: Class I, Div. 1 
LED 150 
LED 150 
LED 245/140 
LED 245/140 
LED 245/140 
LED 245/140 
LED 245/140 
LED 245/140 
LED 180/105/275 
LED 180/105/275 
LED 180/105/275 
LED 180/105/275 


Light Output 
Modes 


High 
High 
High / Low 
High / Low 
High / Low 
High / Low 
High / Low 
High / Low 
High / Medium / Low 
High / Medium / Low 
High / Medium / Low 
High / Medium / Low 


Flashlight 
Beam Type 


Flood, Spot 
Flood, Spot 
Flood, Spot 
Flood, Spot 
Flood, Spot 
Flood, Spot 
Flood, Spot 
Flood, Spot 
Flood, Spot 
Flood, Spot 
Flood, Spot 
Flood, Spot 


Special Light 
Output Mode 


Laser 
Laser 


IECEX 


International 


Electrotechnical 


Commission 


1S) 


Certified 


Electrical Safety 





Body Material 


Plastic 
Plastic 
Plastic 
Plastic 
Plastic 
Plastic 
Plastic 
Plastic 
Polymer Resin 
Polymer Resin 
Polymer Resin 
Polymer Resin 


Body 
Color 


Yellow 
Black 
Yellow 
Yellow 
Black 
Black 
Yellow 
Black 
Yellow 
Black 
Yellow 
Black 


Flammable Gases, 
Vapors, or Liquids 
(Acetylene, Hydrogen, 
Ethylene, Propane) 


- Oil Refinery 

- Paint Warehouse 
- Spray Booth 

- Offshore Oil Rig 


A (Acetylene) 
B (Hydrogen) 
C (Ethylene) 
D (Propane) 


- Coal Mine 


Combustible Dusts 
(Metals [Div. 1 only], Coal, 
Grain) 


- Munitions Factory 
- Grain Silo 
- Hay Storage 


F (Coal) 
G (Grain) 
Facility 


- Paper Mill 


Ignitable Fibers & 
Flyings 


(Machined Magnesium) 


- Woodworking 


Facility 


- Textile Mill 


- Cotton Gin 


Gas Station 


Division 1 


No. 49XG39 





. S2NY68 


Recharge- Batteries Battery 

able Included Burn Time Battery Size 
No Yes 17 hr. AA 

No Yes 17 hr. AA 

No Yes 9/18 hr. AA 

No No 9/18 hr. AA 

No Yes 9/18 hr. AA 

No No 9/18 hr. AA 

No No 9/18 hr. AA 

No No 9/18 hr. AA 
Yes Yes 0.0/7 :20/ 13-5 Dr. Proprietary 
Yes Yes 5.5/7.25/13.5 hr. Proprietary 
Yes Yes 9.0//.20/13.5 Hi. Proprietary 
Yes Yes 9:0/ 1.20) 13-0 Nl. Proprietary 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


E (Metals-Div 1 only) 


Division 2 


LIGHTING 
Flashlights 


Division 1 
Hazard can exist under narmal 
operating conditions 
Division 2 
Hazard not likely under norma 
operating conditions 
Division 1 
Hazard can exist under narmal 
operating conditions 
Division 2 
Hazard not likely under normal 
operating conditions 
Division 1 
Hazard not likely under normal 
operating conditions 





Division 2 
Hazard not likely under normal 
operating conditions 


Service Garage 


Flammable Liquid 





Item 

L No. 
7.00" 52VG80 
7.00" 52VG81 
7.00" 49XG36 
7.00" 49XG37 
7.00"  49XG38 
7.00" 49XG39 
7.00" 52NY68 
7.00" 52NY69 
7.50" 435X13 
7.50" 435X14 
7.50" 435X15 
7.50" 435X16 





LIGHTING 
Flashlights 


No. 482715 


No. 49XX80 





No. 49XX79 





No. 20LN66 


No. 53DNO0O6 


Scan. Order. Done. |= 
Details on page A1. 





No. 49XX81 





No. 53DN07 





No. 49XH36 














No. 11U131 No. 19YH50 No. 20AT86 
> nongizer ” Wipes maa 
BRIGHT STAR» Oe . ; © - 
sion tbat ENelGIZEl & PELICAN” princeton Tec STREAMLIGHT 
Safety Rated Industrial Handheld Flashlights 
Lighting Light Output Flashlight Special Light Body Recharge- Batteries Battery Item 
Brand Technology § Lumens Modes Beam Type Output Mode Body Material Color able Included BurnTime Battery Size L No. 
Safety Rated: Class I, Div. 1 
Incandescent — High Fixed = Plastic Orange No No 15 hr. D 8.13" 3JDH3 
LED 50 High Fixed — Plastic Orange No No 200 hr. D 8.25" 482714 
Bright Star LED 50 High Fixed — Plastic Orange No No 250 hr. D 10.20" 482715 
LED 100 High Fixed — Plastic Orange No No 26 hr. AA 7.13"  8RZC8 
Xenon 8 High Fixed — Nylon Orange No No 3.8 hr. AA 6.75" _ 19F674 
Energizer LED 60 High Fixed = Plastic Orange No No 135) fir. D 10.50" 1LEES 
LED 45 High Spot _ Plastic Yellow _ No 17.5 hr. AAA 5.50" 49XX80 
LumaPro LED 120 High / Low Spot — Plastic Yellow No No 6/69 hr. AA 7.00" 49XX81 
LED 157 High / Low Flood, Spot Strobe Plastic Yellow No No 6/12 hr. AA 7.25" _ 49XX79 
LED 126 High Fixed — Plastic Black No Yes aevile AA 7.00" 14L588 
LED 126 High Fixed — Plastic Yellow No Yes reqile AA 7.00"  14L589 
Balican LED 132 High / Low Fixed Strobe Plastic Black Yes Yes 0/34 hr. AA 6.11" 53DN06 
LED 132 High / Low Fixed Strobe Plastic Yellow Yes Yes 5/34 hr. AA 6.11" 53DN07 
LED 160 High Fixed —_— Plastic Black No Yes 19 hr. AA 6.14" 20LN66 
LED 160 High Fixed — Plastic Yellow No Yes 19 hr. AA 6.14" _ 20LN67 
Princeton Tec LED 150 High Fixed, Spot — Plastic Yellow No Yes 10 hr. AA 6.00" 49XH36 
LED 150 High Fixed, Spot — Plastic Black No Yes 10 hr. AA 6.00" _ 49XH37 
LED 30 High Fixed _ Plastic Yellow No Yes 10 hr. 1,5V 5.29°  3AU15 
LED 60 High / Low Fixed, Spot _ Plastic Yellow No Yes 16 hr. AAA 5.40" 435X211 
LED 60 High / Low Fixed, Spot _ Plastic Black No Yes 16 hr. AAA 5.40" _435X22 
LED 65 High Fixed — Plastic Yellow No Yes 24 hr. AA 6.40" 2RVL8 
LED 67 High Fixed — Plastic Yellow No Yes 195 fir AA 6.50"  3AU16 
Streamlight LED 85 High Fixed — Plastic Yellow No No 336 hr. C 8.90 S3AU17 
LED 100 High Fixed _ Plastic Yellow No Yes 6 hr. AA 7.00" 20JN15 
LED 130/50 High / Low Fixed _ Nylon Yellow Yes Yes 4/12 hr. 4.8V 10.20" 11U130 
LED 130/50 High / Low Fixed _ Nylon Black Yes Yes 4/12 hr. 4.8V 10.20" 11U131 
LED 150 High Fixed = Plastic Yellow No No 18 hr. C 9.30" 40X985 
LED 175/115/115 ~~ High/Low/Low _ Dual, Flood, Spot — Plastic Yellow No Yes 24/24/15 hr. AA 6.10" 435X23 
LED 175/115/115 ~=High/Low/Low __ Dual, Flood, Spot — Plastic Black No Yes 24/24/15 hr. AA 6.10" 435X24 
Safety Rated: Class I, Div. 2 
Princeton Tec L 350 High Fixed _ Plastic Black No Yes 10 hr. AA 6.50" 19YH50 
LED 390 High Fixed — Plastic Yellow No Yes 10 hr. AA 6.50" _19YH51 
Streamlight LED 100 _High Fixed — Plastic Yellow No Yes 6 hr. AA 7.00" _ 5XA80 
LED 300/50 High / Low Fixed Strobe Plastic Yellow No Yes 2.8/6/24 hr. AA 7.00" 20AT86 
526 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 20JN15 








LIGHTING 
Flashlights 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





No. 3HERS No. 49XJ36 No. 49XJ39 





No. 49XJ40 No. 49XX92 








No. 36Y709 


No. 36Y713 No. 49XK75 





No. 2RVP2 


No. 22LU19 


No. 23X778 


; * , 
Energizer @ smernicrt Fenix Wierd emacs “Sreuican SUREFIRE. 
Tactical Flashlights 


These compact flashlights offer high performance, high durability, and feature enhanced body texture for improved grip. Suitable 

for professionals in challenging environments, such as law enforcement, military, and security. High-lumen lights feature tail switch 
operation, which may include strobe for temporary disabling. Sizes range from smaller hand held for ease of transport on belt to larger, 
heavier lights for security forces who may want to use light as a baton or to break through auto glass. 


Lighting Light Output Special Light Body Lens Recharge- Batteries Battery Item 
Brand Technology Lumens Modes Output Mode _—_ Color Material able Included Burn Time Battery Size L No. 
Stainless Steel Body 
Energizer LED 400 High Strobe Black Polycarbonate No Yes 4 hr. AA 1.90"  401Y27 
Plastic Body 
ee LED 130 High = Yellow Polycarbonate No No 20 hr. D 7.75"  39F126 
Nylon Body 
—_ 600/260/35 High / Medium / Low Strobe Black Glass No Yes 2./5/5.0/34 hr. CR123 9.46" — 453A21 
_ 600/260/35 High / Medium / Low Strobe Yellow Glass _— Yes 2./9/5.0/34 hr. CR123 9.46" —453A22 
Streamlight — 600/260/35 High / Medium / Low Strobe Tan Glass — Yes 2./9/9.0/34 hr. CR123A 9.46" _ 453A23 
LED 55 High / Medium / Low Strobe Tan Polycarbonate No Yes 5.5 Ne AA 2.34" _ SHER8 
— Bod LED 600/260/35 High/Medium/Low/ Strobe —_ Strobe Yellow _ Polycarbonate No Yes 2.8/9.0/34 hr. CR123A 9.90" —_ 484R25 
uminum Body 
LED 269/95/8 High / Medium / Low — Black Glass No Yes 0.5/4.8/75 hr. AA 6.30" —_ 49XJ32 
LED 900/400/5 High / Medium / Low SOS, Strobe Black Glass No No 1.9/4/260 hr. CR123 9.10" —_ 49XJ36 
Fenix LED 960/400/50 High / Medium / Low _ Black Glass No No 1.8/140 hr. CR123 6.30" _36P368 
Lighting LED 1000 Turbo / High/Medium/Low _Strobe Black Tempered Glass _‘Yes Yes 160/11/4.3/1.8 hr. 18650 6.00" 453A27 
LED 1000/400/10 High / Medium / Low Strobe Black Glass No No 1.2/3.4/150 hr. CR123 9.00" —_ 49XJ39 
LED 4000/1600/35 High / Medium / Low Strobe Black Glass No No 1.7/3.7/270 hr. CR123 7.30" _ 49XJ40 
LumaPro LED 1000 High / Low strobe Black Polycarbonate Yes Yes Sk CR18650 9.55" __ 49XX92 
LED 200 High / Low strobe Black Polycarbonate No Yes 6.8 hr. AAA 4.30" 36MU51 
LED 310 High / Low Strobe Black Polycarbonate No Yes 4 hr. CR123 9.28 36Y/09 
LED 310 High / Low Strobe Green Polycarbonate No Yes 4 hr. CR123 0.28 36Y/10 
Maalite LED 310 High / Low Strobe Gray Polycarbonate No Yes 4 hr. CR123 9.28  36Y/11 
g LED 320 High / Low Strobe Black Polycarbonate No Yes 4 hr. CR123 0.28 —36Y/13 
LED 320 High / Low Strobe Green Polycarbonate No Yes 4 hr. CR123 0.28  36Y/14 
LED 320 High / Low Strobe Gray Polycarbonate No Yes 4 hr. CR123 9.28 36Y/15 
LED 043 High / Low Strobe Black Polycarbonate Yes Yes 2.0 Nf 18650 0.80" _ 34AW50 
LED 305/30 High / Low Strobe Black Polycarbonate Yes Yes 3.0/25 hr. AA 6.48" — 49XK77 
Pelican LED 602/311/64 High / Medium / Low Strobe Black Polycarbonate No Yes 1.5/2.3/16 hr. CR123 0.31'  49XK75 
LED 803/447/25 High / Medium / Low — Black Polycarbonate Yes Yes 2.0/4/69 hr. Proprietary 12.67" 4ETV1 
LED 160 High — Black Polycarbonate No Yes BuO like CR123 9.65" — 2RVP1 
LED 160 High = Black Polycarbonate No Yes 325 DE CR123 6.62" 2RVP2 
LED 160 High = Black Glass No Yes 3.0 NE CR123 9.60" —_— 5XA83 
LED 200/18 High / Low Strobe Black Glass No Yes 2/43 hr. AA 6.14" 55 TA16 
LED 375/130/65 High / Medium / Low Strobe Black Glass Yes Yes 2.0/4/5.9/7.9 hr. Proprietary 5.90" 5 TZK4 
LED 375/130/65 High / Medium / Low Strobe Black Glass Yes Yes 2.0/4/5.9/7.5 hr. Proprietary 9.90" 5 TZK3 
LED 375/130/65 High / Medium / Low Strobe Black Glass Yes Yes 2.9/4/7.5 hr. Proprietary 9.90" 21XN04 
Streamlight LED 900/40 High / Low Strobe Black Glass Yes Yes 2./5/30 hr. CR123A or 18650 5.12" 435X27 
LED 615/250/125 High / Medium / Low Strobe Black Glass Yes Yes 1.25/2.5/3.5 fir: Proprietary 5.90" —22LU18 
LED 615/250/125 High / Medium / Low Strobe Black Glass Yes Yes 1,25/2.5/3.5 hr. Proprietary 9.90" — 22LU19 
LED 725/35 High / Low Strobe Black Glass No Yes 1.3/18 hr. CR123 9.46" — 30KA25 
LED 790/35 High / Low Strobe Black Glass No Yes 1.3/2.5/18 hr. CR123 9.40" 283X778 
LED 1000/400/65 High / Medium / Low Strobe Black Glass Yes Yes 1.25/3/20 hr. CR1I23A 0r 18650 5.44" —435X28 
LED 1100/35 High / Low Strobe Black Glass No Yes 2/43 hr. CR123 7.10"  30KA24 
LED 2200/600/60 High / Medium / Low Strobe Black Glass _— Yes 1.5/4/40 hr. CR123A or 18650 8.62" _435X25 
LED 290/100/5 High / Low Infrared Black Polycarbonate No Yes 1.5/20.5 hr. CR123 4.40" 49XG33 
LED 320 High — Black Polycarbonate No Yes 2.9 Nf, CR123 9.20" _13H214 
Sirretire LED 400 High / Low = Black Polycarbonate No Yes 1.2/50 hr CR123A 3.8/7'  449U07 
LED 800 High / Low — Black Polycarbonate No Yes 1/70 hr CR123A 9.00" _449U09 
LED 1200 High / Low — Black Polycarbonate No Yes 1/60 hr CR123A 0.84" —_ 449U10 
LED 1500 High — Black Polycarbonate Yes Yes 1 hr. CR123A 9.81' 449U08 
Sign in to Grainger.com® to see YOUR Pricing and MORE 02/ 
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4 No. 
s, 49XX90 


No. 43MJ59 








No. No. 
49XJ34 49XG35 
s j. as ™ ~- @©@stmennucet SUREFIRE 
Princeton tee ~EME/ GIZET F-eNExXx © PELICAN Ss 
LED Headlamps 
Lighting Light Output Special Light Mounting Body Body Recharge- Batteries Battery Body Item 
Brand Technology Lumens Modes Output Mode Type Material Color able Included Burn Time Battery Size Dia. No. 
General Purpose 
Ganceton Tee LED 200 High/Medium/Low Red Light Head Strap _ Plastic Green Yes Yes 13/100 hr. = Li-lon 2200mAh —  453G35 
fad : LED 200 High/Medium/Low Red Light Head Strap _ Plastic |= Orange No Yes 90/120 hr. AAA — 453634 
ndustria 
LED 200 High / Medium / Low = Strap Plastic Red No Yes 8 hr. AAA — 40XA77 
Energizer LED 300 High / Medium / Low Red Light Strap Plastic Gray No Yes 6 hr. AAA — __40XA76 
LED 320/110 High / Low — Stra Plastic Black No Yes 6.5/22 hr. AA 0.88' _4EZD5 
a LED 4/30/130/500 reo High = Head Strap Aluminum Black Yes —-Yes_-«90/24/10/2.5hr. 16340 ~=—«'1.30" 453A31 
Fenix Lighting Turbo / High / 3 | 100/29/10/370.8 
LED 5/50/150/400/950 Mdedinin/ Low Eee Red Light Head Strap Aluminum — Black Yes Yes he 18650 1.80" 453A30 
LED to High / Low SOS, Strobe Strap Aluminum — Black No No 1.2 hr. AA 0.95" 49XX77 
hanaee LED 120/15 High / Low Red Light, Strobe Strap Plastic Black No No 9.3 hr. AAA 1.27" 49XX93 
LED 200/90/20 High / Medium / Low Strobe Head Strap _ Plastic Black Yes Yes 3.90/30 hr. 3./V 1.50" 49XX85 
LED 280 High / Low Red Light, Strobe Strap Plastic Black No No eile AA 1.65" _49XX90 
Pelican LED 200/12 High / Low Red Light, SOS Strap Plastic Black No Yes 8/175 hr. AAA —  33W919 
LED 204/42 High / Medium /Low Red Light, Strobe Strap Plastic Black No Yes 2/11 hr. AAA 2.20 43MJ59 
LED 70 High / Medium / Low Strobe Strap Plastic Black No Yes 90/146 hr. AAA 0.75" —3KKX6 
LED 80 High/Low — Head Strap _ Plastic Black No Yes 20/120 hr. AAA — 453633 
Princeton Tec LED 200 High/Medium/Low Red Light Head Strap _ Plastic Green Yes Yes 13/100 hr. — Li-lon 2200mAh_ —  453G37 
LED 290 High/Medium/Low Red Light Head Strap _ Plastic —-_ Orange No Yes 90/120 hr. AAA — 453636 
LED 300 High / Low = Strap Plastic Black No Yes 28/150 hr. AAA 0.7/5" 5PVY1 
LED 450 High / Medium / Low Strobe Strap Plastic Black Yes Yes 0/90 hr. CR123A 2.00" 24M997 
LED 125 High / Low — Strap Plastic Yellow Yes Yes 3.90/10 hr. Proprietary 2.50" 35XM/4 
LED 125 High / Low = Strap Plastic Black Yes Yes 3.90/10 hr. Proprietary 2.00" 35XM/5 
LED 180/35 High / Low Beacon, strobe Head Strap _ Plastic Yellow Yes Yes 2/9.5 hr. Proprietary 0.75" 453A16 
LED 185/30 High / Low = Head Strap _ Plastic Yellow Yes Yes 2/9 hr. Proprietary 0.75" 435X18 
Streamlight LED 185/30 High / Low — Head Strap _ Plastic Black Yes Yes 2/9 hr. Proprietary 0.75" 435X19 
LED 200/75/25 High / Medium / Low Red Light Head Strap _ Plastic _—_—‘Yellow No Yes 6/14/38 hr. AAA 2.19" 453A13 
LED 200/75/25 High / Medium / Low Red Light Head Strap _ Plastic _—Yellow No Yes 6/14/38 hr. AAA 2.19" 453A14 
LED 3 fol lfolou High / Medium / Low _— Head Strap Nylon Red Yes Yes —_4./5/8.5/20 hr. —_ Proprietary 2.13" 453A15 
LED 635/105/20 High / Medium / Low — Strap Aluminum — Black No Yes —_-1.5/2.7/20 hr. CR123A 1.20" 20JN14 
Industrial, Safety Rated: Class I, Div. 2 
LED 78 High / Medium / Low Strobe Strap Plastic Black No Yes 80/108 hr. AAA 2.3/' _3KKX4 
LED 18 High / Medium / Low Strobe Strap Plastic Black No Yes 80/108 hr. AAA 2.3/' _3KKZ5 
LED 78 High / Low — Strap Plastic Black No Yes 90/120 hr. AA 1.50" 3KLA2 
Princeton Tec LED 130 High / Medium / Low Strobe Strap Plastic Black No Yes 121/113 hit, AAA 2.00' 3KKZ3 
LED 130 High / Medium / Low Strobe Strap Plastic Orange No Yes 121/113. hr, AAA 2.00' 3KKZ1 
LED 990 High / Medium / Low Strobe Strap Plastic Black No Yes 90/150 hr. AA 2.00' S3KKW3 
LED 900 High / Medium / Low strobe Strap Plastic _ Orange No Yes 90/150 hr. AA 2.00' 3KKWOd 
LED 80/25/6 High / Medium / Low Green Light Strap Plastic Green No Yes 0/19.5/63 hr. AAA 1./5" — 3KKY8 
Streamlight LED 80/35/11 High / Medium / Low — Strap Plastic Yellow No Yes 9/10/53 hr. AAA 1.75" — 4VA82 
g LED 120/45/13 High / Medium / Low — Strap Plastic Yellow No Yes 3.0/10/59 hr. AAA 1./5" _1PJH9 
LED 150/100/45 High / Medium / Low — Strap Plastic Yellow No Yes 3/4.5/30 hr. AAA 1./5" — 1PJJ3 
Industrial, Safety Rated: Class I, Div. 1 
Energizer LED 19 High / Low Green Light, Red Light = Plastic _ Orange No No 20 hr. AA 0.68 _4EZD6 
LumaPro LED 200 High / Low — Strap Plastic Yellow No No 2.0/4 hr. AAA 1.87" _49XX78 
LED 33/17 High / Low Strobe Strap Plastic Black No Yes 20/40 hr. AAA — _49XK74 
LED 60 High — Strap Plastic Black No Yes 10 hr. AAA — _6WNZ9 
Pelican High / Low/ 
LED 237/140/1 13/32 ee fElachin Strobe Clip On Plastic Yellow Yes Yes 32 hr. AA 11.00" 489M76 
LED 18 High / Low — Strap Plastic Black No Yes 105/110 hr. AAA 2.3/_ _9PVYO 
Princeton Tec LED 130 High / Low — Strap Plastic Black No Yes 121/113 ir. AAA 2.00" 5SPVX9 
LED 150 High / Low — Strap Plastic Black No Yes 108 hr. AAA 1.00" _49XH38 
LED 89/30 High / Low — Strap Plastic Yellow No Yes 8/24 hr. AAA 1./5" 36ND52 
Streamlight LED 90/20 High / Low = Strap Plastic Yellow No Yes 8/50 hr. AAA 1.75" 36ND53 
LED 120 High — Strap Plastic Yellow No Yes 11 hr. AA 1.88" 1UNB6 
Tactical 
Fenix Lighting LED 900/400/10 High / Medium / Low SOS Strap Plastic Gray No Yes 3.2/8/170 hr. AA 2.40" 49XJ34 
LED 10 High Red Light Rail Plastic Tan No Yes 6 hr. CR2016 1.25" 13J071 
Princeton Tec LED 99 High / Low — Strap Plastic Tan No Yes 4/46 hr. AA 0.50" 24M991 
LED 125 High / Low Red Light Stra Plastic Tan No Yes 4/40 hr. CR123A 0.75" 24M993 
Streamlight LED 1000/400/65 High / Medium / Low = Head Strap Aluminum Black Yes Yes 1/20 hr. Proprietary 1.20" _435X17 
Surefire LED 300/1 High / Low SOS Strap Aluminum Black No Yes 1.5/50 hr. CR123A —  49XG35 
Tactical, Safety Rated: Class I, Div. 2 
LED 60 High / Medium / Low Strobe Strap Plastic Black No Yes 102/150 hr. AAA 2.3/' _SPVY3 
Princeton Tec LED 60 High / Medium / Low Strobe Strap Plastic Tan No Yes 102/150 hr. AAA 2.3/' SPVY9 
LED 60 High / Medium / Low Strobe Strap Plastic Tan No Yes 113/121 hr. AAA 2.00' SPVY4 
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No. 5RHT1 


No. 49XX82 No. 5HB98 No. 5WAVO 







No. 14L584 No. 23X772 





No. 20JNO6 
and 20JN10 





No. 20JN0O7 
and 20JN11 














* No. 49XG40 No. 5TZJ3 
GRAINGER 
approven WiTE) Ize ve 
Qsrevusr WP peucanw AEEPre 
LED Hands-Free Flashlights 
Lighting Light Output Special Light Body Recharge- Batteries Battery Item 
Brand Technology Lumens Modes Output Mode Body Material Color able Included Burn Time __ Battery Size L No. 
General Purpose 
G LED 13 — —_— Plastic Black _ No Bo Tir AAA 1.50" 5RHT1 
Nite Ize LED _ High / Low — Nylon Red No Yes 100 hr. CR2032 i382. 38V820 
Streamlight LED 27 High — Plastic Black No Yes 40 hr. AAA 3.02. 9W848 
LED 27 High — Plastic Yellow No Yes 40 hr. AAA 3.02 39AU37 
Industrial 
Pelican LED 4 High — Plastic Yellow No Yes 100 hr. 15V 1.75" 5RV35 
LED 9 High — Plastic Yellow No Yes 34 hr. CR2032 3.50" 1UKC1 
Industrial, Safety Rated: Class I, Div. 1 
LumaPro LED 250 High / Low — Plastic Yellow No No 6.5/13 hr. AA LAS 49XX82 
Palican LED 9 High = Plastic Black No Yes 34 hr. CR2032 3.50" DHB98 
LED 9 High — Plastic Orange No Yes 34 hr. CR123A 3.90" 5WAVO 
LED 150/55 High / Low Strobe Nylon Yellow Yes Yes 3.95/12 hr. Proprietary 9.20" 20JN10 
LED 150/55 High / Low Strobe Nylon Orange Yes Yes 3.95/12 hr. Proprietary 9.20" 20JN11 
LED 150/55 High / Low Strobe Nylon Yellow No Yes 3.0/2 hi. AA 9.20" 20JN12 
LED 150/55 High / Low Strobe Nylon Orange No Yes 3.5/12 hr. AA 9.20" 20JN13 
Streamlight LED 163/50 High / Low Strobe Nylon Yellow Yes Yes 3.8/12 hr. Proprietary 9.20" 20JN06 
LED 163/50 High / Low Strobe Nylon Orange Yes Yes 3.8/12 hr. Proprietary 9.20" 20JN07 
LED 163/50 High / Low Strobe Nylon Yellow No Yes 3.8/12 hr. AA 9.20" 20JN08 
LED 163/50 High / Low Strobe Nylon Orange No Yes 3.8/12 hr. AA 9.20" 20JN09 
LED 175/60 High / Low Strobe Nylon Yellow No Yes 4/15 hr. AA 7.06" 49XG40 
LED 175/60 High / Low Strobe Nylon Orange No Yes 4/15 hr. AA 7.06" 1UNC5 
Industrial, Safety Rated: Class I, Div. 2 
Pelican LED 112 High — Plastic Yellow Yes Yes 4.5 hr. AA Lov 14L584 
LED 180/55 High / Low Strobe Nylon Orange No Yes 3.0/16 hit AA 9.20" 38R002 
Streamlight LED 200/63 High / Low Strobe Nylon Yellow No Yes 3.5/16 hr. AA 9.20" 23X772 
LED 200/63 High / Low Strobe Nylon Yellow Yes Yes 3.95/16 hr. Proprietary 9.20" 23X771 
Tactical 
Streamlight LED 115 High Blue Light Aluminum Black No Yes 6 hr. CR123A 3.26" 51ZJ3 
Tactical, Safety Rated: Class I, Div. 1 
Streamlight LED 175/60 High / Low Strobe Nylon Orange Yes Yes 3.95/13 hr. 4.8V 7.06" 21XN10 
Tactical, Safety Rated: Class I, Div. 2 

Streamlight LED 200/63 High / Low Strobe Nylon Orange No Yes 3.59/16 hr. AA 9.20" 21XN09 
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No. 
406D71 





No. 52YN77 No. 4FZK4 No. 5TZJ5 
Fa * AL 
2 GRAINGER BRIGHT STAR : 
La nterns ENelGizer GAH © STREAMLIGHT The first name in flashlights.” “~ r (> PELICAN 
ent 
ight 
Lighting Light Output Output Body Recharge- Batteries Battery Battery Battery Item 
Brand __ Technology Lumens Modes Mode Body Material Color able Included Burn Time Type Size Includes No. 
General Purpose 
Energizer LED 80 High / Low — Plastic Yellow No Yes 140 hr. Alkaline D — 52YN77 
GA LED 160 High — Plastic Yellow No No 36 hr. a 6V Nylon Lanyard A4FZK4 
LumaPro LED 400 High / Low ne Plastic Gray -—-No No 28 hr. Alkaline D Carabiner 49XX89 
Industrial 
LED ©. 200 00/5077 Man / Medium sos plastic = Tan. ~=—No No /19.9/97/192/288 pikaline AA = 36MU58 
: Red 
LED = 540/275/55Migh Medium (ight plastic ~= Tan. «No No  30/70/295hr. Alkaline ~~ - 406071 
Streamlight High? Medium SOS 
LED 1000/600/75 g Tew : Polycarbonate Yellow No No 3/6/55 hr. Alkaline C — 484P96 
High / Medium Sealed Batteries, Shoulder Strap, (1) 
LED 5300/2500/1300 '"'9 ie Plastic Yellow Yes Yes 4/9/18 hr. ead Acid 12V ae i oo ae (1) 12v 30KA23 
arge Cord, Charger 
Industrial, Safety Rated: Class I, Div. 1 
Bright Star Krypton 60 — _ Plastic Orange No No 8/16 hr. Alkaline 6V _ 3KXN5 
9 LED 90 — — Plastic Orange No No 150 hr. Alkaline D — 482713 
Pelican LED 988/244 High/Low — Strobe Plastic Yellow Yes Yes 4.5/11.5 hr. NiMH C — 49XK76 
Industrial, Safety Rated: Class I, Div. 2 
ee Rechargeable Battery, Charge 
LED 120/350 High/Low Hott Nylon Orange Yes Yes p56 hr. | MM proprietary Base, 120V AC Charge Cord, 453419 
arge Cor 
Streamlight Blue Lithium- Rechargeable Battery, Charge 
LED 1200/350 High / Low ; Nylon Yellow Yes Yes 5.5/16 hr. Proprietary Base, 120V AC Charge Cord, 453A20 
Light lon 12V DC Charge Cord 
Tactical 
Sealed (1) 120v AC Charge Cord, (1) 
LED 540/330 High / Low _ Plastic Orange Yes Yes agile Lead Acid 6V cary oe Charge 23X773 
ack, Shoulder Strap 
Sealed 3 be che eae i 
_ eale Vv arge Cord, Charge 
LED 540/330 High / Low Plastic Orange Yes Yes 7/15 hr. ead Acid 6V Rack, Shoulder Strap, Emergency 21XN19 
Lighting Wall Sticker 
Sealed (1) 120v AC Charge Cord, (1) 
LED 540/330 High / Low = Plastic Yellow Yes Yes 7/15 Tit. Lead Acid 6V are Pee ee oe 23X774 
Streamlight ack, Shoulder Strap 
Sealed (1) 120v AC Charge Cord, (1) 
LED 615/330 High / Low _— Plastic Yellow Yes Yes 8/18 hr. Lead Acid 6V Pe eae le 5TZJ5 
ack, Shoulder Strap 
Sealed (1) 120v AC Charge Cord, (1) 
LED 615/330 High / Low _ Plastic Orange Yes Yes 8/18 hr. Lead Acid 6V 1 A eae Charge 51TZJ4 
ack, Shoulder Strap 
Shoulder Strap, (1) 120v 
LED — 5300/2500/1300 High / Medium Plastic Orange Yes Yes —-'1.8/4.5/10 hr. +, 288'@4 proprietary AC Charge Cord, (1) 12vDC —«-20AT87 
/Low Lead Acid Charge Cord, Charge Rack 
Tactical, Safety Rated: Class I, Div. 2 
Sita pen (1) 120v AC Charge Cord, (1) 12v 
Streamlight LED 180/80 High/Low — Plastic Orange Yes Yes sion = Ltnm- gy DC Charge Cord, Charge Rack, © 3XFL8 


Quick Release Shoulder Strap 
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< 23X775 
: Z 7 —S— 
LED Spotlights vergizer WEEP punsonne Qsrevuse 
Lighting Light Output Body Recharge- Batteries Battery Item 
Brand Technology Lumens Modes Body Material Color able Included Burn Time Battery Type _ Battery Size No. 
Industrial 
Energizer LED 600/215 High / Low Plastic Black No Yes 6.2/22 hr. Alkaline AA 1LEF1 
Lumar LED 500 High Plastic Gray No No 9.5 hr. Alkaline C 49XX91 
LED 700/330/65 ~~ High / Medium / Low Plastic Gray Yes Yes 2.9/6/15/10 hr. —_Lithium-lon 3.7V 49XX86 
LED 990 High Plastic Black No Yes 24 hr. Alkaline C 38RV45 
Piinestone Tee LED 590 High Plastic Yellow No Yes 24 hr. Alkaline C 38RV50 
LED 700 High Plastic Black No Yes 30 hr. Alkaline C 38RV49 
LED 700 High Plastic Yellow No Yes 30 hr. Alkaline C 38RV51 
LED 950/40 High / Low Plastic Yellow No No 10/82 hr. Alkaline C 23X775 
Streamlight LED 950/40 High / Low Plastic Black No No 10/82 hr. Alkaline C 23X776 
LED 1000/550/35 ~=High/ Medium / Low Plastic Yellow Yes Yes 3/6/80 hr. Lithium-lon Proprietary 21XN43 
LED 1000/550/35 ~=High/ Medium / Low Plastic Black Yes Yes 3/6/80 hr. Lithium-lon Proprietary 21XN44 
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. 7 49XJ33 3. | y 33456 
55TA14 
* : , . 
© smrenmucht O®pevican Fenix GMAGLITE Aize)Ize SUREFIRE. 
Lighting Light Output Special Light Body Batteries Battery Item 
Brand Technology Lumens Modes Output Mode _Body Material Color Included Burn Time Battery Size L No. 
Keychain Flashlight 
Industrial 
LumaPro LED 20 — — Aluminum Black No 6 hr. AAA 2.83" 49XX73 
LED 10 High — Aluminum Black Yes 8 hr. LR44 1.47" 2RVN2 
Streamlight LED 10 High — Aluminum Black Yes 96 hr. LR44 2.36" 3AU18 
LED 10 High — Aluminum Blue Yes 8 hr. LR44 1.47" 11U141 
Mini Flashlight 
General Purpose 
Pelican LED 16 High — Aluminum Black Yes 8.5 hr. LR41 1.50" 49XK73 
Industrial 
LED 89/8 High / Medium / Low _ Aluminum Black Yes 0.8/15 hr. AAA 2.60" 36P352 
Fenix Lidhtin LED 130/8 High / Medium / Low — Aluminum Black Yes 1/22 Nir. AA 3.90" 32ZN14 
gnung LED 170/11 High / Medium / Low — Aluminum Black No 30 hr. CR123 2.30" 36P354 
LED 1000/450/50 High / Medium / Low SOS, Strobe Aluminum Black No 1.9/4/150 hr. CR123 4.80" 49XJ33 
Incandescent 2 High — Aluminum Black Yes ale AAA 3.18" 4V380 
Incandescent PA High — Aluminum Silver Yes Sails AAA cml 8RHAS 
Maalite LED 47 High — Aluminum Gray Yes Lone AAA 3.18 36Y703 
g LED 100 High — Aluminum Black Yes 2.) Nf, AAA 0.00" 36Y705 
LED 100 High — Aluminum Gray Yes 20 Nt AAA 9.00" 36Y706 
LED 230 High / Medium / Low SOS, Strobe Aluminum Black Yes 1.8 hr. AAA 4.80" 19G665 
Nite Ize LED — High / Low UV Aluminum Silver Yes 17.9/89 hr. CR123 4/5" 33H456 
Streamlight LED 10/5/3 High / Medium / Low Strobe Plastic Black Yes 45 hr. CR2016 1.80" 20A191 
Tactical 
Panne iain LED 9/90/150/550 ~~ Turbo / High / Medium / Low Strobe Aluminum Black Yes 93/7.2/2.4/0.6 hr. 16340 3./0" 453A24 
gnting LED 125/3 High / Medium / Low SOS, Strobe Aluminum Black No 2.3/100 hr. AA 4.10" 36P357 
Maglite LED 200 High / Low strobe Aluminum Black Yes 6.8 hr. AAA 4.80" 6MKN8 
Streamlight LED 115/8 High / Low Strobe Aluminum Black Yes Lido It AAA 3.94" 404L39 
g LED 300/30 High / Low Strobe Aluminum Black Yes 3.2/3 Mitt, CR123A Ali’ 55TA14 
Surefire LED 320/15 High / Low — Plastic Black Yes 2.8/49 hr. CR123 9.20" 19YL66 
—_ 
ENGIGizer. 
EE — 
| No. 39UE39 
No. 3AU11 + 
No. 2RVL9 = a= 
— No. 5WAF9 
No. 2XTH1 
;. } * GRAINGER 
rd @ MAGLITE’ © smenmucur ® pevican: E/ELGIZEL approved LiZt 4224-3 
Lighting Light Output Special Light Body Batteries Battery Item 
Brand Technology Lumens Modes Output Mode Body Material Color Included Burn Time Battery Size L No. 
Penlight 
LumaPro LED 90 High — Aluminum Black No 10 hr. AAA 5.16" 49XX88 
Maglite Xenon 9 High = Aluminum Black Yes 2.5 hit. AAA 5.00" 4V018 
Pelican LED 120 High — Aluminum Black Yes 2.8 hr. AAA 5.37" 33W917 
LED 11 High — Aluminum Black Yes 24 hr. AAAA 6.21" 3AU11 
LED Wie2 High UV Aluminum Black Yes 24 hr. AAAA 6.21" 2RVN1 
LED 45 High — Aluminum Black Yes 2.3 Nf. AAA 3.60" 2RVN3 
Siraamiliat LED 65 High — Aluminum Black Yes 6.5 hr. AAA 5.90" 435X20 
g LED 100 High — Aluminum Black Yes 8 hr. AAA 5.30" 2RVL9 
LED 100 High — Aluminum Blue Yes 8 hr. AAA 9.30" 39AU33 
LED 100 High — Aluminum Red Yes 8 hr. AAA D200 39AU35 
LED 115 High — Aluminum Black Yes edie AA 20.00" 1PJJ4 
Penlight, Safety Rated: Class I, Div. 1 
Pelican LED a High — Plastic Black Yes 32 hr. AAAA 6.25" 1WNC5 
Streamlight LED 11 High — Aluminum Black Yes 24 hr. AAAA 6.21" 3KZW1 
Inspection Flashlight 
Energizer LED ao High = Stainless Steel Silver Yes 20 hr. AAA o.20° 5WAF9 
GA LED 3 — — Aluminum Silver No 25 hr. AAA 4.00" 2XTH1 
LED 130 High _ Rubber Red Yes 1.5 hr. AAA 6.90" 54UA17 
Rayovac LED 15 High UV Aluminum Purple Yes 7 hr. AAA 1.44" 39UE39 
Siveanaliahi LED 160/40 High / Low — Aluminum Black Yes ¥.5 hr. Proprietary 6.64" 453A17 
g LED 250/50 High / Low = Aluminum Black Yes 1.5/3.5 Br Proprietary 3.87" 453A18 
Inspection Flashlight, Safety Rated: Class I, Div. 1 
Straamliatit 11 High — Aluminum Black Yes 24 hr. AAAA 14.00" 3AU13 
g LED 11 High — Aluminum Black Yes 24 hr. AAAA 25° 5XA82 
Sign in to Grainger.com® to see YOUR Pricing and MORE 001 
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Disposable Standard Batteries 


Alkaline batteries are the most-common choice for most everyday applications. 
Lithium batteries provide level, consistent performance in all devices, including 


high-power-draw devices. Designed to be leakproof and perform well in extreme 
temperatures, from -40° to 140°F. 


Everyday—All-purpose batteries for everyday use in devices such as flash- 
lights, remote controls, clocks, smoke detectors, and other equipment that is 
used intermittently or has a low power draw. 


Battery Pkg. Item 
xq emisiny Battery Series Qty. Shelf Life Brand No. 
Everyday 
Dayton 4 10 yr Dayton 92EG/5 7 
Dayton 8 10 yr Dayton 92EG70 7 
Alkaline Dayton 24 10 yr Dayton 40KJ60 * 
Industrial 24 10 yr Energizer 38W369 
Procell 24 7yr Duracell oLE23 
Premium 
Copperlop 4 10 yr Duracell 3WAT11 
Copperlop 24 10 yr Duracell 22A624 
Copperlop 36 10 yr Duracell 39G076 
Fusion 8 12 yr Rayovac 496L81 7 
Alkaline Fusion 30 12 yr Rayovac 496L82 * 
Max 4 10 yr Energizer 22M699 a 
Max 24 10 yr Energizer 22FX66 i 
Max 36 10 yr Energizer 22FX6/ * 
Procell Intense 24 7 yt Duracell D0EC97 
High Performance 
Ultimate Lithium 2 20 yr Energizer 3KKJ1 
Lithium Ultimate Lithium 4 20 yr Energizer 1LEF7 
Ultimate Lithium 8 20 yr Energizer 2LBJ6 
Ultimate Lithium 24 20 yr Energizer 22M/07 
AAA 
Everyday 
Dayton 4 10 yr Dayton 92EG/6 
Dayton 8 10 yr Dayton 52EG71 
Alkaline Dayton 24 10 yr Dayton 40KJ5/ * 
Industrial 24 10 yr Energizer 38W366 
Procell 24 7yr Duracell oLE25 
Premium 
Copperlop 4 10 yr Duracell 3WA12 
Copperlop 24 10 yr Duracell 22A625 
Copperlop 36 10 yr Duracell 458J20 
Alkaline Fusion 8 12 yr Rayovac 496L83 * 
Fusion 30 12 yr Rayovac 496L84 * 
Max 10 yr Energizer 22M/01 ‘a 
Max 16 10 yr Energizer 22M/03 i 
High Performance 
Lithium Ultimate Lithium 4 20 yr Energizer 1LEF8 
Ultimate Lithium 24 20 yr Energizer D4YK94 
AAAA 
Premium 
Copperlop 2 10 yr Duracell 3VY95 
Alkaline Max 2 10 yr Energizer 2LBJ7 
Stylus 6 oye Streamlight 2VEW4 
* Made in the USA. 
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Premium—Higher-tier batteries provide dependable performance in low-drain 
devices such as flashlights, remote controls, clocks, smoke detectors, medical 
devices, multimeters, and similar intermittent-use equipment. 


High Performance—Top-tier, high-capacity batteries can handle power 
demand spikes from high-drain devices such as digital cameras, thermal 
imagers, digital audio players and recorders, drones, video game controllers, GPS 
equipment, and keyless locks. 


Battery Pkg. Item 
‘: Chemistry Battery Series Qty. Shelf Life Brand No. 
Everyday 
Dayton 4 10 yr Dayton 92EG73 
Alkaline Dayton i2 10 yr Dayton 40KJ56 * 
Industrial 12 10 yr Energizer 38W367 
Procell 12 7yr Duracell oLE22 
Premium 
Copperlop 4 10 yr Duracell 3VY97 
Copperlop 12 10 yr Duracell 21EK/8 
Alkaline Fusion 8 12 yr Rayovac 496L85 : 
Max 4 10 yr Energizer 3KKH4 = 
Max 8 10 yr Energizer 22M705 * 
5 Procell Intense 12 7 yr Duracell D0ECI96 
Everyday 
Dayton 4 10 yr Dayton 92EG/2 * 
Alkaline Dayton 1 10 yr Dayton 40KJ59 * 
Industrial itz 10 yr Energizer 38W368 
Procell 12 7yr Duracell oLE21 
Premium 
Copperlop 4 10 yr Duracell 3VY96 
Copperlop 12 10 yr Duracell 21EK/7 
Alkaline Fusion 8 12 yr Rayovac 496L86 . 
Max 4 10 yr Energizer 3KKH6 : 
Max 10 yr Energizer 22M704 7 
By Procell Intense 12 7yr Duracell D0EC95 
Everyday 
Dayton 2 OVE Dayton o2EG/4 
Alkaline Dayton 12 yr Dayton 40KJ58 
Industrial 12 yr Energizer 38W369 
Procell 12 o yr Duracell oLE24 
Premium 
Copperlop 2 o yr Duracell 3VY99 
Copperlop 12 oyr Duracell 21EK79 
Alkaline Fusion 2 o yr Rayovac 496L87 
Max 2 ovr Energizer 3KKH8 is 
Max 4 o yr Energizer 22M706 . 
High Performance 
Lithium Ultimate Lithium 1 10 yr Energizer 49EV63 
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Rechargeable Nickel 
Metal Hydride (NiMH) 
Batteries and Chargers 





ria 
Standard Battery Pkg. Item | 
Battery Size Capacity Qty. Brand No. i 
Rechargeable Battery . 
AAA 700mAh =2_ Energizer 3KKJ9 
AAA 600mAh 4 Rayovac 5HB64 No. 5HB63 No. 3KKJ7 No. 21LN88 No. 20HL21 
AAA 850mAh 4 _ Duracell 21LN86 Battery 
AA 2300mAh_ _2__Energizer_ 3KKJ5 Power Recharge Charges Mfr. Item 
AA 1350mAh 4 _ Rayovac 5HB63 Req. Time* Up To Includes Brand Model No. 
AA 2300mAh 4° Energizer 3KKJ7 Battery Chargers 
AA 2400mAh 4 _ Duracell 21LN85 Energizer Rechargeable 
C 3000mAh 2 Rayovac _—3JA21 120VAC aie (8) AAA or (8) AA or (1) 9V or (4) C or (4) D AC Power Cord Energizer CHFC 3KKL8 
C 2500mAh 2 Energizer 3KKL4 Universal 
D 3000mAh 2 Rayovac 3JA20 120VAC 8 hr. (4) AAA or (4) AA or (4) C or (4) D or (1) 9V AC Adapter and Cord Rayovac PS204GENE 20HL21 
D 2500mAh 2 Energizer 3KKL6 Rechargeable Battery Kits 
QV 200mAh 1 Rayovac 5HB66 120VAC 1 to 2% hr. (4) AAA or (4)AA (2) AAA Batteries, (2) AA Batteries Duracell CEF27LNRFP 21LN88 
gV 17smAh___1_Energizer_ 3KKL2 * When used with batteries by same manufacturer. 
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18650 Rechargeable Batteries and Charger 














; ; ; No. 38V822 
18650 batteries are most-commonly used in rechargeable flashlights, cameras, LED 
clocks, and portable speakers and fans. They're also used to build battery packs and  ihaaiellia ill 0 
power banks, suchas thosefoundinlaptops. § §§ 4 OMEGA NTWTTM  ... ECAR ei 
Standard Item Pkg. No. 457A46 
Battery Size Capacity Precharged Brand No. Qty. NOt TRL 
Rechargeable Battery 
2600mAh No Brite-Strike 36N853 1 
18650 2600mAh No Inova 38V822 1 
18650 2600mAh Yes Streamlight 457A46 1 
18650 2600mAh Yes Pelican 457A70 1 
Battery Number of 
Power Input Recharge Batteries Mfr. Item 
Req. Connection Time* Charged Includes Brand Model No. 
Battery Chargers 


120VAC NEMA1-15P Plug 4to6hr. (1)18650 AC Adapterand Cord Brite-Strike 18650-AC-Charger 39WE24 
Rechargeable Battery Kits 


SVDC Micro USB Socket gy f° (2) 18650 (Yh RSB Ord, (2) Streamlight 22010 45757 Poe 
? 3% to (1) AC Adapter and Cord, 
120VAC _NEMA1-15P Plug aye pe (2) 18650 (1) Du siiatnes ane Ord Streamlight 92011 45759 


* When used with batteries by same manufacturer. 
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Prepaid Recycling Kits 


AN MobileSpec: 


Connect. Listen. Live. 





Portable Power Charger aa RRCNGA Kits come with everything you need to safely 
recycle dry cell batteries in compliance with 
For charging cable, see page 361. all environmental regulations. 
Item Volume Weight Item 
Capacity Recharge Time Input Connector Output Connection Type No. Cap. Cap. L W D Brand No. 
Lynktec Dry Cell Batteries 
5300mAh 2.0 i. Micro USB Female USB Type A 52HA16 Battery Recycling Kit 
8000mAh 4.0 hr. Micro USB Female USB Type A 52HA17 1 gal. 25 Ibs. 7' 6%" 7%" — RecyclePak 12G311 
Extech 2 gal. 35 Ibs. 7 g" 10%" RecyclePak 4NYA8 
2800mAh 3.0 hr. Micro USB Female USB Type A 46AC36 5 gal. 33 Ibs. 49" 8" 8" Everlights 48UL69 
Cat 59 gal. 600 Ibs. 32" 24" 24" Everlights 30YH48 
10,000mAh 10.0 hr. Micro USB Female USB Type A 420C73 3% gal 50 lbs. 10%" 10%" 11%"  RecyclePak  1FYF1 
Mobilespec 50 Ibs. 10" 12" 1 Everlights 48VG30 
2600mAh 4.0 hr. AC Prong Female USB Type A 55FA12 ¥ gal. 15 Ibs. 6%" 6%" 6" RecyclePak 12G312 
5000mAh 4.5 hr. Female USB Type A Female Micro USB, USB Type C 55FA13 Battery Collection Tube 
10,000mAh Seale Female USB Type A Female Micro USB, USB Type C 55FA14 5 gal. bo Ibs. 36" 6" 6" Everlights | 30YH47 
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Button/Coin Gell Batteries 


These batteries provide power for test instruments, calculators, timers, 
watches, keyless locks, and other small electronic devices. 





Battery Item Pkg. 
Size Cross-Reference Brand No. Qty. 
1.5VDC Alkaline 
N-E90 4001, 810. 910A. AMS, LRt, MN9100, UM-5 Energizer 45EK08 2 
1.5VDC Silver Oxide 
a 03, 76, 303, 357, A, D357, EPX76, G13, GS13, GA 5U085 1 
J, MS76, S76, SB-B9, SG13, SP76, SR1154PW. GA 34F932 12 
303/357 SR44, SR44P. SRAASW. SR44W, V357 Energizer 45EJ86 1 
309/393 309, 309/393, 393/309. AGS. D309. V309. SR754W Energizer 45EJ98 1 
364 980-34, 364, AG1, D364, SB-AG, SR621SW, 1. V364. Energizer 45EJ89 1 
371 980-31, 371, AG6, D371, SB-AN, SR920SW. V371 Energizer 45EJ90 1 
— 280-39, 376, 377, AG4, BA, D377, MA, SB-AW, at. Saya 4 
SP377, SR626SW, SR626W. SR66. V377 
SO _senctg- 384 46D AGS BabA BOGOR LRAT MSS? SEB 
384/392 “"sp3g4 SP392 SR41, SR41SW, SR41W, SR736PW, V392 GA = SHXHS 1 
980-15, 389, 390, AG10, D389, D390, LA1130, LR1130H, 
389/390  LR1130W.LR54, M, SB-BU, SP389, SP390, SR1130, GA SHXH7 1 
SR1130PW. SR1130SW, SR1130W, SR54. V389 
395 980-48, 395. AG7, D395, SB-AP. SR927SW, V395 Energizer 45EJ99 1 
3VDC Lithium 
Duracell 1ANB7 1 
, Duracell 11W123 12 
1025 CR1025 CA 5472W43 1 
1216 CRI216, DL1216, ECR1216 GA 5HXHO 1 
1220 CR1220 GA 54ZU79 1 
1295 CR1225 GA 542U73 1 
1616 980-209, CR1616, DL1616, ECR1616, KECR1616-1, YA GA 2cUR6 1 
1620  5009LC. CR1620, DL1620. EA ECR1620, KECR1620-1,L08. GA SHXG7 1 
eee PB0-D06-CRDOTS D.S0T6- ECRZOTS enersizer_TaER2h_t 
2016 ECR2016, FA, KECR2016-1, SB-T11 GA = 2CuUR7 1 
50nE 280-205, CR2025, DL2025, E-CR2025, GA 2cUR8 1 
ECR2025, KECR2025-1, NA. SB-T14 Energizer 45EK14 1 
Sp BR2032, CR2032, DL2032, E-CR2032, Tesi aavit , 
ECR2032, FA, KECR2032-1, SB-T51 ater —aSEIS A 
9395 CR2325 GA 542U74 1 
9330 CR2330 GA 542U75 1 
0354 CR2354 GA 542U76 1 
2430 5011LC, CR2430, DL2439, ECR2430, L20 GA SHXG8 
5 
2450  5029LC, CR2450, CR2450N, DL2450, ECR2450, KECR2450-1 — @\_, SINGS 
2477 CR2477 CA 54ZU77 1 
tse aN, 2L SACEAL SA0TC O18LC aA __oae0 7s | 
6 N, 2L76, ~5OO8LC, 5018LC, 
“AN CR1/3N. CR11108, DL1/3N. K58L Duracell 1ANB8 1 
cre ORD. SOABLO” CHI SHOT: CRIZSE eA__ou ef 
~BOAGLC, CR15H270, CRI 7355, 
DLGR2, ELiGR2, KCR2, RLCR2-2 Energizer 45EK21 2 
6VDC Alkaline 
A544 476A, 4LR44. GP476, K28L. 1325. PX28A, V28PX Energizer 45EK05 1 
6VDC Lithium 
9CR5 OCR5M, 5032LC, DL245, EL2CR5, KL2CR5, RL2CR5 Energizer 456123 
5 
293 223, 223A, 5024LC, CRP2, DL223A, EL223AP, RL223A UL Sn 
12VDC Alkaline 
A23 1181A, A23BP. DL21, DL23, MN-21B, MN21,V23GA Energizer 45EK03 2 
A27 37h A27BP. G27A, GP27A, L828. MN27 Energizer 45EK04 1 
534 GRAINGER. 
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Lantern Batteries 


= Mercury-free formula 


Battery Terminal Mfr. Item 

Chemistry Voltage Type L W H Model No. 

Duracell 

Alkaline 6VDC Spring 4V" 2.68" 3.90" MN908 oLE26 

Energizer 

Alkaline 6VDC Spring = 2.62" 3.90" EN529 22M709 

Carbon Zinc 6VDC Spring — 2.96" 4.06" 1209 54Z2G68 

Rayovac 

Alkaline 7.9VDC Screw 14" T.00" 3.20 803 3AXH6 
6VDC Spring AV" 2.62" 3.90" 806R 4LV99 
6VDC Screw 55" 5.29" 4.37" 918 2V415 
7.0VDC Screw 6%" 7.20" 5.31" 903 2V948 

Carbon Zinc 6VDC Screw AV" 2.62" 3.92" 945R4 9U061 
6VDC Spring 4V" 262° 3.90" 944C 3JFU2 
12VDC screw o4" 5.29" 4.37" 926D 491G53 


2 ¢ {y = aR DL-02 
is Higa periormanre PF 
POWERHOUSE TWO ® elkaties baltore peck. 
For replacements ceniael yous 
loreal chierritienor. 


Security Door 
Batteries 


Can be used as direct replacements 
for most electronic locks. Double- 
welded and double-insulated. 


ALCOHOL HEAD-CLEANING CARDS 


Can be used on any card-reading 
device used in hotel doors or credit/ 


————” 


debit card processing. No. 10A356 
Mfr. Item 
Voltage Cross-Reference L W Model _ No. 
Door Lock Battery Pack 
Fits Intellikey Brand 
9 DL-18, 100178, PT00213 6.00" 1.20" DL-40 10A364 
Fits KABA ILCO Brand 
9 HTL-2, 884950, UNICAN, PMI7000 1.75" 1.93" DL-16 10A359 
Fits Saflok Brand 
HTL-1, HTL-17, $54490, 884955 2.20 2.00 DL-2 10A356 
6 HIL-3, HIL-5, 885008, S7400- 12, ELS5, 50800LB_=—s.2.25"— 2.20" DL-5 10A357 
HIL-11, HTL- 15, 884952, A28100, A28110, PMI235NT 2.25" 2.20" DL-8 10A358 
HTL-6, S90040, Select 6 1.75" 3.29" DL-19 10A360 
Fits Timelox, VingCard Brand 
9 HTL-10, Timelox, DL-25 4.00" 2.30" DL-30 10A362 
Fits VingCard Brand 
9 12, PM106V 1./5" 1.67" DL-26 10A361 
DL-19, DL-120, 100219, PT00212L 1./5" 1.60" DL-31 10A363 
Alcohol Cleaning Cards 
(50) Pre-Saturated Cards Per Box CR80  10A365 


INOW Vel 








[NGL 
Hearing Aid HTS 
Batteries 2 
= Mercury-free formula | \) [> Pes 
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675 Blue 5AHD2 6 No. SAHC9 
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fain APPROVED 
Voltage Capacit Terminal Connection H W D Housing Material No. 7 7 
AGM Sealed Lead Acid Batteries 
4.5Ah 0.187" Faston 3.98" 1.85" 1.85" ABS 2UKL1 ; 
AVDC 4.5Ah 0.750 Faston 41 2 86 1 85 Ags eer = Terminal location: Top 
TOAh 0187 Easton EON oO ABS serre— sealed lead acid (SLA) batteries are heavy, block-shaped batteries 
; oa we raston A ae oe nee SUKI for powering large equipment and industrial systems. Also called 
aan OTB Fasten SEG ade ABS SEFF1 Storage or standby batteries, sealed lead acid batteries are slow 
an ae pasion 5 ms ; Se aa aa draining when not in use so they're often used in uninterruptible 
= aan Oey Poston gas ABS ERs power supplies (UPS) and other backup or reserve power applica- 
eo _ peg aslOn ait 2 CS nee eoree tions. The terminal placement and overall dimensions of an SLA 
pepe ee es 2UKK3— battery must match the location of mating connectors and the 
8.5Ah 0.187" Faston 3.70" 5.91" 1.34" Flame RetardantABS —_ 2UKK4 ___ installation space within equipment to ensure a proper fit. 
9.0Ah 0.187" Faston 4.50" 2.20" 3.86" ABS 5EFF6 
10Ah 0.187" Faston 3.70" 5.94" 1.94" ABS 2UKH2 
12Ah 0.250" Faston 3.70" 1.97" 6.00" ABS 2UKK6 
12Ah 0.250" Faston 3.66" 5.94" 1.97" Flame Retardant ABS = 2UKK7 
14Ah 0.187" (-)/0.250" (+) Faston 5.51" 2.82" 4.25" ABS 5EFF7 
42h 0.250" Faston 6.43" 3.50" 6.43" ABS 54XH43 
140Ah 0.315" Dia. Tab w/ Bolt Hole 9.72" 7.09" 10.24" ABS 54XH54 
8VDC 4.2An 0.187" Faston 3.87 1.81 3/8 ABS 5EFGS 
7.2An 0.187" Faston 2.09 3.02 1/0" ABS 2UKG9 
1.3Ah 0.187" Faston 2.09" 1.70" 3.82" ABS 54XH35 
2.2An 0.187" Faston 2.40" 1.40" 7.01" ABS 5EFG6 
2.3A 0.187" Faston 2.40" 1.40" 7.01" ABS 5EFF8 
2.6Ah 0.187" Faston 2.40" 1.40" 7.01" ABS 5EFF9 
2.9An 0.187" Faston 3.90 2.20. 3.11 ABS 54XH36 No. 2UKH1 
3.3Ah 0.187" Faston 2.44" 5.28" 2.60" Flame Retardant ABS — 2UKH8 " 
3.3Ah 0.187" Faston 2.62" 2.60" 5.28" ABS 5EFGO 
4.0Ah 0.187" Faston 4.00" 3.54" 2.76" ABS 2UKJ1 
5.0Ah 0.187" Faston 3.98" 3.54" 2.76" ABS 2UKJ3 
5.0Ah 0.250" Faston 4.00 3.54" 2.76 ABS 2UKJ9 
5.0Ah 0.250" Faston 3.98" 3.50" 2.72" Flame Retardant ABS — 2UKK1 
5.4Ah 0.187" Faston 3.98" 2.76" 3.54" ABS 5EFG7 No. 2UKu7 
7.0Ah 0.187" Faston 3.70" 5.94" 2.56" ABS 2UKJ4 ; 
7.0Ah 0.187" Faston 3./0" 5.94" 2.56" Flame Retardant ABS —_ 2UKJ®o 
7.2AN 0.187" Faston 3.7/8 2.50 0.94" ABS 54XH37 
7.5Ah 0.187" Faston 3.78" 2.58" 5.94" ABS 5EFGS 
7.5AN 0.250" Faston 3.78" 2.58" 5.94" ABS 5EFH6 
8.0Ah 0.250" Faston 3.70" 2.56" 5.94" ABS 54XH38 
8.5Ah 0.187" Faston 3.78" 5.94" 2.56" ABS 2UKK2 
8.0Ah 0.187" Faston 3./0" 5.94" 2.56" Flame Retardant ABS = 2UKK5 
9.0Ah 0.250" Faston 3.78" 2.56" 5.94" ABS 54XH39 universal battery 
12vDC — 10Ah _—0.197" Dia. Tab w/ Bolt Hole 4.19" 2.56" 5.94" ABS 5EFG9 ‘AGM Tyee 
10Ah 0.250" Faston 4.37" 2.56" 6.00" ABS 5EFHO ae 
12Ah 0.250" Faston 3.78" 6.00"__3.88" ABS 2UKH3 tae ee | 
T2Ah 0.250" Faston 3./0" 9.94" 3.90" Flame Retardant ABS — 2UKH4 UB123501 mae 
17Ah_ _(0.197" Dia. Tab w/ Bolt Hole 6.54" 7.73" 2.99" ABS 2UKH5 Oves 
17Ah M6 Receptacle 6.60" 7.15" 3.06" Flame RetardantABS |2UKH6 
18Ah 0.217" Dia. Tab w/ Bolt Hole 6.60" 3.06" 7.15" ABS 54XH40 No. 54XH42 
20Ah__0.197" Dia. Tab w/ Bolt Hole —-6.54"7.73" 2.99" ABS 2UKK8 = 
20Ah___0.19/"Dia. Tab w/BoltHole 6.54" 7.73" 2.99" lameRetardantABS | 2UKK9 
24Ah_ _0.197" Dia. Tab w/ Bolt Hole 4.96" 6.61" 6.97" ABS 2UKL3 
26Ah_ _0.217"Dia. Tab w/BoltHole 5.04" 6.89" 6.57" ABS 54XH41 No. 2UKG8 
28Ah 10-32" Receptacle 7.19" 6%" 5’ Flame Retardant ABS = 2UKJ7 
28Ah__0.197" Dia. Tab w/Bolt Hole 7.12" 4.96" 6.61" ABS 5EFG1 
33An___0.19/" Dia. lab w/BoltHole 6.10. 7/2 5.16 ABS 2UKL4 ‘ 
33Ah M6 Receptacle 626° - 5.16" — 7.75" ABS DEFH2 
33Ah__0.217"Dia. Tab w/BoltHole 6.26" 5.19" 7.75" ABS 54XH42 
40Ah 10-32" Receptacle 6.89" —7./2" 6.54" Flame RetardantABS 2UKJ8 
40Ah__0.197" Dia. Tab w/ Bolt Hole 7.00" 6.54"_7.72" ABS 5EFG2 
B5AH_ 0.197" Dia. lab w/BoltHole 8.27 5.44" 9.06" ABS 2UKL5 
Q0Ah M6 Receptacle 9.00" 5.43" 9.02" ABS DEFH4 ay = 
75Ah__0.197" Dia. Tab w/BoltHole 8.27" 6.61" 10.24" ABS 2UKL7 Pt 
100Ah 0.315" Dia. Tab w/ Bolt Hole 8.46" 12.95" 6.77" ABS 2UKL8 I coe 
= 800mAh 2 Pin Wire Leads 2.44" 3.78" 0.98 ABS 2UKG8 | uBsD ; 
6VDC_—-200Ah__0.315" Dia. Tab w/ Bolt Hole ——9.72".—7.13" 10.38" ABS 54XH44 . ————_ 
33An___0.815" Dia. Tab w/BoltHole 6.15" 5.20. 7/6" ABS 54XH49 Se ee 
54Ah 10-32" Receptacle 6.89" 6.63" 10.13" ABS 54XH46 ‘ Em © ——— 
yovoc ~—/eAh___ 0.315" Dia. Tab w/ Bolt Hole 8.05" 6.79" 10.25" ABS 54XH45 —— 
TOOAN 0.315" Dia. Tab w/BoltHole 8.23" 6.81" 12.95" ABS 54XH53 — 
140Ah 0.315" Dia. Tab w/BoltHole 8.43" 8.11" 20.87" ABS 54XH47 No. 54XH48 
140Ah 0.315" Dia. Tab w/Bolt Hole 8.66" 10.55" 20.47" ABS 54XH48 


: : * 
Battery Chargers and Maintainers APPROVED 
Sealed lead acid battery chargers and maintainers recharge or maintain the charge of SLA batteries so 
they're ready for use. These trickle chargers supply a slow, constant charge that typically takes hours to 
reach full capacity. Slow charging reduces the risk of damage to the battery while maximizing the charge 
level and life cycle. Charging a battery fully replenishes its charge before it's returned to service, while 
maintaining a battery keeps it at full charge during storage. Sealed lead acid battery chargers and maintain- 
ers should match the voltage of the battery being charged. These devices are commonly used by service 
and repair personnel. For more chargers see page 927. 


Output Current Output Current Terminal Item 
poltane Operating Modes - Charger - Charging - Maintaining Type W H D No. 
ug In 
For Use With Battery Type: AGM, Deep Cycle 
6VDC Fast Charging, Topping Charge 900mA 25mA Screw 2.20" — 3.19" —- 1.81" 54XH27 
42VDC Fast Charging, Topping Charge 900mA 25mA Screw 2.20" 3.19" 1.81" 54XH26 
a Fast Charging, Topping Charge 1.0A 30mA Screw 2./4" 3.77" — 2.24" 5A4XH28 
esk Top 
For Use With Battery Type: AGM, Deep Cycle, Gel, Lead Acid, Lithium 
Fast Charging, Topping Charge, Fully Charged 1.0A 50mA Wire Leads 2.69" 4.37" 1.34" 54XH31 
12VDC Fast Charging, Topping Charge, Fully Charged 2.0A 100mA Wire Leads 2.69" 4.37" 1.34" 54XH32 
Fast Charging, Topping Charge, Fully Charged 4.0A 200mA Wire Leads 2.69" 4.37" 1.34" 54XH33 No. 54XH31 
Fast Charging, Topping Charge, Fully Charged 20.0A 1.0A Screw 8.10" 3.40" 11.20" 54XH34 
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Digital Multimeters 


Rugged, high-quality meters are designed for field professionals in 





Fluke Fluke 289 : er f 
3000FC No. 1EVC3 a wide range of applications. All except No. 24K480 feature audible 
No. 31FN10 continuity. 


FLUKE 3000FC SERIES WIRELESS MULTIMETER 


True-RMS Wireless Multimeter with Fluke Connect® and ShareLive™ 
video call. Designed for professional technicians to troubleshoot and 
repair many problems in electrical and electronic systems. AC and 

DC voltage measurements to 1000V. AC and DC current with 0.01mA 
resolution. Continuity, resistance, diode test, capacitance, and frequency 
measurements. Min./max. recording. CAT Ill 1000V, CAT IV 600; IP54. 


FLUKE 289 TRUE RMS INDUSTRIAL LOGGING MULTIMETER 


Industrial logging multimeter designed to solve complex problems in 
electronic, plant, automation, power distribution, and electro-mechan- 
ical equipment. Log data and review it graphically on-screen, solve 
problems faster, and help minimize downtime. Communicate wirelessly 
with Fluke Connect and ir3000 FC wireless connector (sold separately). 


FLUKE 28 Il EX INTRINSICALLY SAFE TRUE 

RMS DIGITAL MULTIMETER 

Completely sealed, IP67 case. 10-ft. drop-resistant. For testing and trou- 
bleshooting in petroleum, chemical, or pharmaceutical environments 
and other hazardous zones: Class 1 Div. 1 Zone and 2 (gas), Class 2 Div. 
1, and Class Ill Zone 21 (dust) areas. The enclosure is IEC 6029 water 
and dustproof. CAT Ill 1000V pollution degree 2 and CAT IV 600V pollu- 
tion degree 2. Intrinsically safe and regulatory compliance certifications 
include Aex ia IIC T4 and AEx iaD T130°C. 


Fluke 116 HVAC Multimeters with Temperature and Microamps 


Auto-V automatic AC/DC voltage detection helps eliminate guesswork 
and LoZ low-impedance input reduces chance of false readings due 

to ghost voltage. Built-in thermometer and microamp measurements 
quickly troubleshoot problems with HVAC equipment and flame sensors. 


FLUKE 179 TRUE RMS DMMS 


Ideal for working with HVAC or electrical equipment, or in small spaces. 
Feature a digital display with analog bar graph and built-in temperature 
measurements. All inputs are protected to IEN61010-1 CAT IV 600V/CAT 





Fluke 27 Il 
No. 4GUE2 


Fluke 2811 EX 
No. 24K480 


Fluke 77 IV 
No. 1TFV1 


3998 | 





Fluke 87 V Fluke 116 Fluke 179 Fluke 233 
No. 4EB18 No. 1GAJ1 No. 6MRO9 No. 4GUEG6 Il 1000V. CSA Certified and TuV Listed. 
Instrument STANDARD NIST 
Instrument Instrument Max. AC/ Max. AC/ Frequency Mfr. Item Item 
Counts Basic DC Accuracy Safety Rating DC Volts DC Amps Max. Ohms Counter Range Capacitance Range Temp. Range Model No. No. 
6000 +0.09% of Reading +2 Digits 1000 10 50 megohm 14Hzto100kHz 2nFto9999uF 14° to 122°F FLK-3000FC | 31FN10 — 
P - 1000 10 500 megohm 0.01 Hzto1 MHz %1nFto100mF _  -328° to 1994°F Fluke-289 1EVC3 — 
90,000 20.020" of Reading +2 Digits ary 6oOY, 100010 500 megohm 0.01 Hzto 1 MHz 1 nFto 100 mF __-328°to 1994°F__Fluke-287 = TEVC6 
6000 +0.10% of Reading + 1 Digit 1000 10 50megohm 0.5Hzto 200 kHz 1 nF to 9999 uF — Fluke-27 Il 4GUE2 4GUE3 
6000/19,999 +0.50% of Reading + 1 Digit 1000 10 50megohm 0.5Hzto200 kHz 1nFto9999uUF -328°to1994°F — Fluke-28 Il 4GUE4 4GUE5 
20,000 +0.05% of Reading + 1 Digit CAT IV B00V 1000 10 50 megohm 0.5Hzto 200 kHz 10nFto 9999 uF -328° to 1994°F FLUKE-28IIEX/ETL| 24K480 — 
6000 +0.30% of Reading + 1 Digit 1000 10 50 megohm 0.01 Hzto 100 kHz 1 nF to 9999 uF — Fluke-77 IV 1TFV1 1TFV2 
+0.10% of Reading + 1 Digit 1000 10 50 megohm 0.01 Hz to 200 kHz 10 pF to 9999 uF — Fluke-83-V 4EB17 — 
6000/19,999 +0.05% of Reading +1 Digit CATIV600V, 1000 10 50 megohm 0.5Hzto 200 kHz 10pFto 9999 uF -328°to 1994°F —_- Fluke-87-V 4EB18 4EB21 
+0.10% of Reading +1 Digit CAT! 1900V 4oq9 = 49 Sa megohm 0.01 Hz to 200 kHz 100 pF to 9999 uF (560 ie 1080°6) Fluke-83-V = 4EB20 
Copy, 600.~=Ss«s10,SS «BO kiloh = 9999 uF 14°t0122°F Ss Fluke-113. «| 2VGA1_~—s| 2WTK1 
600 = 40 megohm = = —= Fluke-114 1GAH8 _— 
: - 600 10 40 megohm — — 14° to 122°F Fluke-114 — 2WTK3 
20.50% of Reading +2 Digits engy 600.10 40. megohm 0.01 Hz to 50 kHz 1 nF to 9999 uF = Fluke-115 | 1GAH9 = 
6000 600 10 40megohm 0.01 Hzto50kHz tnFto9999uF 14° to 122°F Fluke-115 = 2WTKS 
600 600uA 40megohm 0.01 Hzto50kHz %1nFto9999uF  -40° to 752°F Fluke-116 1GAJ1 2WTK7 
600 10 40 megohm 0.01 Hzto50kHz %1nFto9999uF 14° to 122°F Fluke-117 1GAJ2 2WTK9 
+0.15% of Reading + 2 Digits 1000 10 50 megohm 0.01 Hzto 100 kHz 1nFto10,000uF 14° to 122°F Fluke-175 6MRO5 6MRO6 
+0.09% of Reading +2 Digits CATIV600V, — 1000 10 50 megohm 0.01 Hzto 100 kHz 1nFto10,000uF 14° to 122°F Fluke-177 6MRO7 6MRO8 
ened CAT II|1000V 1000 10 50 megohm 0.01 Hzto 100 kHz 1nFto10,000 uF -40° to 752°F Fluke-179 6MRO9 6MR10 
+0.25% of Reading + 2 Digits 1000 10 40 megohm 5Hzto50 kHz 1nFto9999mF  -40° to 752°F Fluke-233 4GUE6 4GUE7 
Manufacturers Mfr. Item 
Description For Use With Includes Warranty Model No. 
Accessories 
PC Adapter FC3000 Series Multimeter , FC Series Modules Windows Software CD 1 yr. FLK-PC3O00FC  31FN18 
FC Connector Fluke Digital Multimeters = OVE FLUKE-IR3000FC _ 32MX51 
Meter Hanging Kit__Fluke Digital Multimeters, Other Fluke Meters _ 9" Hook and Loop Strap, Hook Hanger, Magnetic Hanger, General Purpose Hanger 1 yr. TPAK 6GNP2 


536 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Fluke T3OOOFC K 
No. 31FN20 


Fluke 3OOOFC H 
No. 31FN12 


Fluke 289/FVF 
No. 1EVC7 









Fluke 88 V/A 


No. 5BB61 No. 1LWZ6 





Fluke 62 Max+/T+P/1AC 
No. 46N344 


Fluke 87-V/E2 
No. 1PEK9 


Fluke 116/323 
No. 46N341 


Digital Multimeters Kits FLUKE. 


Rugged, high-quality meters with advanced feature sets are designed for field professionals in a wide range of applications. 





Mfr. Item 
Description Includes Model No. 
Fluke Connect® Kits 
Wireless Temperature Kit Multimeter, Test Leads, Alligator Clips, Bead Probe, Magnet Strap, Quick Start Guide Only FLK-T3000FC K 31FN20 
ee Multimeter, Test Leads, Alligator Clips, Batteries, Magnet Strap, Soft Case, Information Pack FLK-V3003FC K | 31FN27 
AC Voltage Module Kit Multimeter, Test Leads, Alligator Clips, Batteries, Magnet Strap, Soft Case, Information Pack FLK-V3000FC K 31FN22 
DC Voltage Module Kit Multimeter, Test Leads, Alligator Clips, Batteries, Magnet Strap, Soft Case, Information Pack FLK-V3001FC K 31FN26 
Wireless General Multimeter, 3X Test Leads, 3X Alligator Clips, 1X Current Module, 1X iFlex Coil, 1X AC Voltage Module, 1X DC FLK-3000FC G 31FN11 
Maintenance Kit Voltage Module. | x re caper, Y “ Windows software CD, Batteries, 2on Case, infomation pack 
: ultimeter, est Leads, igator Clips, urrent Clamp, emperature Module, ; 
Wireless HVAC System Kit PC Adapter, 1X Windows Software ob, Batteries, Soft Case information Pack = FLK-3000FC H STFNI2 
. sal i Multimeter, 2X Test Leads, 2X Alligator Clips, 3X Current Module, 3X iFlex Coil, oltage Module, ‘ 
Wireless Industrial Kit 1X PC Adapter, 1X Windows Software CD, Batteries, Soft Case, Information Pack POY jj ienie 
a” ; ‘ 3000FC Multimeter, Batteries, Test Leads, Alligator Clips, |R Adapter, oftware, 
Digital Multimeter Kit anes «jMaanet Hanger Softease, Thermocouple Adapter, Manual cD = 287/FVF/IR3000/WWG | 45GG41 
«at . . ultimeter, Batteries, Test Leads, Alligator Clips, apter, oftware, 
Digital Multimeter Kit Magnet Hanger, Softcase, Thermocouple Adapter, Manual CD 289/FVF/IR3000/WWG | 45GG42 
Fluke Connect® DMM 
Digital Multimeter Kit Software, Cable, Thermocouple, Test Lead Set, Alligator Clips, Magnetic Meter Hanger, Soft Carrying Case, Instructions Fluke-289/FVF 1EVC7 
Digital Multimeter Kit Batteries, Test Leads, Alligator Clips, Temperature Probe, Interface Cable, Software, Instructions, Magnetic Hanging Kit Fluke-28/7/FVF 4CPU5 
Kits 
Fluke 88V Automotive Digital Multimeter, No. 3MU86 Leads (1L224), No. 3MU87 Probes (TP220),No. 3MU85 Alligator 
Automotive Multimeter Kit Clips (AC285), No. 4XL48 Hanger (TPAK) No. 2DPH6 Temp. Probe (80BK-A),No. 5U843 RPM Pick-up (RPM80) 2 Fluke 88 V/A 5BB61 
Probe Pins, Insulation Piercing Clip, No. 5U830 Case, (C800),No. 4YE79 Holster, 9V Battery and Instructions 
Digital Multimeter Kit Soft Case, Electronic Test Probes, Silicone Test Leads, Heavy Duty Hook Clips,Magnetic Hanging Kit, Integrated Temp. Probe Fluke 1/9/EDA2 Kit_| 1LWZ6 
Digital Multimeter Kit . Test leads, ‘Aligator clips, Temp. rote. Magnet wana Kit, Vero Meter eo0t, a Case Fluke-87-V/E2 1PEK9 
«at . . ilicone Test Leads, Long Reach Alligator Clips, Test Probes, Magnetic Meter Hanging Kit, Temperature 97. 
Digital Multimeter Kit Probe, Lightweight Soft Accessory Case, 9V Battery (Installed), Getting Started Manual Fluke-87-V/E2 NIST | 4EB22 
Infrared Thermometer Kit Mfg. No. Fluke-62 MAX+, T+PRO, Fluke 1AC-II, Fluke C115 Soft Case, Battery, Instruction Sheet and Information Sheet Fluke62Max+/T+P/1AC | 46N344 
Infrared Thermometer Kit Mfg. No. Fluke-62 MAX+, Fluke-323, Fluke 1AC Il, Fluke C115 Soft Case, 1L175; Battery, Registration Card and Instruction Sheet Fluke62Max+/323/1AC | 46N345 
Digital Multimeter, Mfg. No. Fluke-116 Multimeter w/Batteries, TL175 Test Leads, TPAK Hanging Strap, 80pk-11 Pipe Clamp Thermocouple, 80BK Integrated FLUKE-116/323 46N341 
Clamp On Kit Temperature Probe, 80AK-A Thermocouple Adapter, C115 Soft Carry Case, Fluke-323 True RMS Clamp Meter, Information Pack 
Digital Multimeter, Mfg. No. Fluke-117 Multimeter w/Batteries, [L175 Test Leads, TPAK Hanging Strap, C115 FLUKE-117/323 46N342 
Clamp On Kit Soft Carry Case, Fluke-323 True RMS Clamp Meter, Information Pack 
Digital Multimeter Kit 3000FC Multimeter, Batteries, Test Leads, Alligator Clips, 1AC-II Voltage Detector 3000FC/1AC-IIAWWG_ | 45GG40 
Digital Multimeter Kit 3000FC Multimeter, (3) AA Batteries, Test Leads (TL224), Hook Clips, Sharp Test Probes, Soft Case, Magnet Hanger, CD 3000FC/EDA2/WWG__| 45GG43 
MUtinieter Heal a kit 3000FC Multimeter, (3) AA Batteries, Test Leads, Soft Case, Magnet Hanger, CD 3000FC/TPAK/WWG | 45GG44 
Digital Multimeter, Infrared Mfg. No. Fluke-116 Multimeter w/Batteries, TL1/5 Test Leads, (PAK Hanging Strap, 80pk-11 Pipe Clamp Thermocouple, 80BK Integrated FLUKE-116/62Max+ | 46N340 
Thermometer Kit Temperature Probe, 80AK-A Thermocouple Adapter, C115 Soft Carry Case, 62Max Infrared Thermometer, Information Pack 
Digital Multimeter Kit Digital Multimeter, Battery, Battery Charger and Adapter, Test Leads, Alligator Clips, Flexible Current Probe, Carrying Case, Hanging Strap FLK2/9FC/IFLEX 48RH42 
Digital Multimeter Kit Battery, lest Leads Thermocouple, Alligator Clips and Fluke PRV240 Proving Unit Kit FLUKE-87V/PRV 40KJ11 
Digital Multimeter Kit Battery, Test Leads and Fluke PRV240 Proving Unit Kit FLUKE-117/PRV 40KJ12 
Soft Carrying Case Detachable, Extendable Shoulder Strap C280 2VFZ9 
Accessories 
Modular Test Lead Kit Mfr. No. AC220 SureGrip(TM) Alligator Clip Set, Mfr. No. TP220 SureGrip(TM) Test Probe Fluke-TL220 3EB21 


Set, Mfr. No. TL222 SureGrip(TM) Silicone Test Lead Set (Standard) 
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No. 22XX21 No. 48FT92 
read. 
Instrument Instrument Max. AC/ Max. AC/ *Max. 
Counts Basic DC Accuracy Safety Rating DC Volts DC Amps Ohms 
Extech, Pocket 
4000  #0.80% of Reading + 2 Digits rr i toqoy 600 © 200mA 40 
2000 +0.50% of Reading +2 Digits CAT II 600V 600 10DC 20 
4000 +0.80% of Reading +4 Digits 600 10 40 
Extech, Compact EX200 Series 
2000 +0.50% of Reading +2 Digits CATIII600V 600 10 20 
Extech, Compact EX300 Series 
2000 +0.50% of Reading +2 Digits 600 10 2000 
4000 +0.50% of Reading +2 Digits CAT!I600V Gog = tg gg 
Extech, Compact EX350 Series 
4000 +0.50% of Reading +2 Digits 600 10 40 
CAT II| 600V 
6000 +0.50% of Reading +2 Digits 600 10 60 
Extech, Compact ENee meres - +400 ” 
+0.50% of Reading +2 Digits 
6000 ~40.50% of Reading +2 Digits CA’ 'V600V —+oq9~—go0ua 4° 
Extech, Full Size EX400 Series 
2000 +0.50% of Reading +2 Digits 790 20 20 
+0.30% of Reading +2 Digits CAT III GOOV 790 10 
4000 +0.30% of Reading +2 Digits 600 10 40 
+0.30% of Reading +2 Digits 790 20 
Westward, Digital Multimeters 
6000 +0.50% of Reading +2 Digits 600 10 60 
4000 +0.50% of Reading +2 Digits CATII600V Gog = ig gg 
2000 +0.50% of Reading +2 Digits 600 10 20 


Westward, Kit 


Amprobe, Pocket 
3400 +0.50% of Reading +2 Digits 


4000 +0.80% of Reading + 3 Digits 
6000 +0.80% of Reading + 3 Digits 
3999 +0.50% of Reading + 1 Digit 
Amprobe, Full-Size 
9999 +0.50% of Reading +2 Digits 
4000 +0.80% of Reading +1 Digit 
6000 +0.30% of Reading +2 Digits 
+0.50% of Reading +2 Digits 
+0.80% of Reading +1 Digit 
4000 
+0.80% of Reading +1 Digit 
1999 +0.10% of Reading + 2 Digits 
9999 +0.10% of Reading + 5 Digits 


FLIR, Industrial 
+0.05% of Reading + 1 Digit 


+0.05% of Reading + 1 Digit 
+0.09% of Reading +2 Digits 


4000/40,000 


6000 





Digital Multimeters 


Audible continuity lets your eyes focus on other test 
results. Each includes test leads and batteries. Select 
models have the following features. Low-impedance (LoZ) 
mode prevents false readings caused by ghost voltages. 
Low-pass filter (LP) reduces noise for accurate read- 


EX 











ings. Microamp (M) measurement is for HVAC flame rod 


waveforms. 


Instrument 
Frequency 
Counter Range 


0.001 Hz to 10 kHz 


0.01 Hz to 5 MHz 


0.001 Hz to 10 MHz 


0.001 Hz to 10 MHz 
0.001 Hz to 10 MHz 


0.01 Hz to 100 kHz 
0.01 Hz to 100 kHz 


0.007 Hzto 10 MHz 
0.001 Hzto 10 MHz 
0.001 Hzto 10 MHz 


0.001 Hz to 10 MHz 
0.001 Hz to 10 MHz 


Digital Multimeter, Infrared Thermometer Kit 


600 10. 34 
CAT Ill 300V, — 600 10 40 
CATIIG00V 699 ~=— 2000uA—Ss« 
CAT III 300V 
CATII600V. 750 10 40 
CAT | 1000V 
CAT III 300V 
CATIIG00V. 750 10 
CATIITBODY ™ 
CAT I 1000 909 10 
CATIVG00V, 1000 10 gq 
CAT III 1000V —anq——ay 
CATIII600V 600 0 
CAT III 600V 
CATI1o00y 909 10 
CAT IV 600V 1000 > 90 
CATIV 1000V 1000 . 40 

1000 10 

40 
CATIV600V 1000 10 
1000  3000A 50 


5 Hzto 1 MHZ 
10 Hz to 30 kHz 


1 Hz to 1 Mhz 


0.01 Hz to 10 MHz 


10 Hz to 10 MHz 


10 Hz to 10MHz 
10 Hz to 10MHz 
10 Hz to 10 MHz 


10 Hz to 10 MHz 
100 Hzto 10 MHz 


5 Hz to 100 kHz 
5 Hz to 100 kHz 
0.01 Hz to 100 kHz 


applications. Noncontact voltage (NCV) verifies power is 
off to help assure safe testing. True RMS (TRMS) boosts 
accuracy when reading noisy, distorted, or nonsinusoidal 


Extech® Pocket—Easy-to-read meters slip into your 
pocket to keep with you at all times—great for most 
mechanics and technicians. 


Extech Compact EX350 Series—Advanced features 
include LoZ and Low-Pass Filter. 


Extech Compact EX360 Series—No. 40JK37 is 
designed for electrical applications, No. 40JK38 for HVAC 
applications. Both include LoZ. 


Extech Full-Size EX400 Series—1" digits are easy to 


Capacitance 
Range 


1 pF to 200 uF 


1 pF to 100 uF 


1 pF to 200 uF 


1 pF to 60 mF 
1 pF to 60 mF 


1 nF to 10 mF 
1 nF to 10 mF 


10 pF to 100 uF 
10 pF to 100 uF 
10 pF to 100 uF 


9999 pF to 

99,990 uF 

9999 pF to 

99,990 uF 
No 


500 nF to 300 uF 


100 nF to 
2000 uF 


4000 uF 


400 uF 


0 to 40, 400 nF/4, 
40, 400, 4000 uF 


Oto 40, 400 


nF/4, 40, 100 uF 
0 to 40, 400 nF/4, 
40, 400, 4000 uF 


40 nF to 400 uF 


40 nF to 40 mF 
40 nF to 40 mF 
10 mF 





Scan. Order. Done. 


Details on page A1. 












TECH *wesrwarp SFLIR. 


Westward Kit—Conveniently combines digital multime- 
ter No. 22XX19 with infrared thermometer No. 28AF72 
and accessories for on-the-go maintenance and 
troubleshooting. 


Amprobe® Pocket Digital Multimeters—No. 1WKN/7: 
one-handed, pen-style meter has digital/analog displays. 
Nos. 1WKN3 and 1WKN5: ¥4"-thick meters display 

large digits with icons. Convenient attached test leads. 
No. 1WKN5 automatically selects resistance or AC or DC 


voltage. 


Amprobe Full-Size Digital Multimeters—No. 1WKP5 
performs component and logic tests. No. 12U584, for 
electrical contractors, checks voltage, current, continuity, 
resistance, startup capacitors, capacitor banks, frequency, 
and temperature. Nos. 34K450 and 12U583 offer HVAC- 
specific features. 


FLIR® Industrial—Nos. 22UL80 and 22UL81 have inte- 
grated Bluetooth® connectivity compatible with the FLIR 
Tools mobile app. 


Temp. Range 


No Temp 


-4° to 1400°F 
-4° to 1400°F 


No Temp 


No Temp 
-4° to 1382°F 


No Temp 
-40° to 1832°F 


No Temp 
-40° to 742°F 


-4° to 1382°F 
-4° to 1382°F 
-4° to 1382°F 
-4° to 1382°F 


-40° to 1832°F 


-40° to 183°F 
-40° to 183°F 


32° to 104°F 
32° to 104°F 


-4° to 1832°F 


ge 10 11a F 


-40° to 1832°F 


-40° to 1832°F 


-4° to 1832°F 
“4° to 2372°F 


-328° to 
2192°F 
-328° to 
2192°F 

-40° to 752°F 

(-40° to 400°C) 


Foot- 
notes 


AR, C 


B, MR 
AR, C, T 


AR, TRMS 
B, MR, NCV 
A I I I 
DC, NCV 
AR, LoZ, LP, 

TRMS 


AR, LoZ, LP 
M, TRMS 


AR, G, LoZ 
AR, G, M, LoZ 


T, MR 
AR, 1, IR, TRMS 
AR, T, IR, TRMS 
AR, T, IR, TRMS 


C, D, DC, DT, 
TRMS, A 
C, D, DC, DT, 


TRMS, AR 
D, TRMS, AR 


C, IR, D, T 
G 
AR 
LoZ, NCV, AR 


T, NCV, IF 
C, M, T, NCV, 
IF DT 


T, NCV, IF 
NCV, IF 


C, M, T, NCV, 
IF, DT 


LoZ, T, AR, 
TRMS, DL 
LoZ, T, AR, 
TRMS, DL 


Mfr. 
Model 


DM220 


MN35 
MN36 


EX205T 


EX310 
EX330 


EX350 
EX355 


EX360 
EX363 


EX410 
EX470A 


EX430A 
EX4/0A 


22XX19 


22XX20 
22XX21 


22XX2/ 


DM73C 
PMo1A 


PM55A 


34XR-A 


37XR-A 


AM-530 


AM-560 
AM-570 
AM-510 


AM-520 


HD110C 
HD160C 


DM93 


DM92 


DM284- 
FLEX-KIT 


STANDARD 
Item 
No. 


1PTL1 


3LXX9 
3LXY3 


21YC52 


1PTK4 + 
1PTKG tit# 


Tt# 
# 


40JK32 # 
40JK33 # 


40JK37 ** 
40JK38 # ** 


1GUG7 + tt # 
1GUH1 + ++ # 


22XX19 + tt 


22XX20 + 
22XX21 + 


22XX27 f ## 


1WKN7 *** 
1WKN3 


1WKNS 


1WKP4 


1WKP5 + 


12U584 + ++ 


34K450 + ## 
34K451 + ## 
12U582 


12U583 + +t 


2ATA6 
2ATAT 


22UL80 
35KP89 
o3CV91 


NIST 
Item 
No. 


1PTL4 + 
1PTL6 ¢++# 


22UL81 
48FT92 


* Measure in megohms, except Nos. 1PTK4 and 1PTL4 are kilohms. f¢ Includes carrying case. ¢ Includes holster. # Includes bead wire temperature probe. ** Includes holster with tilt stand and built- 
in magnet. tf Includes tilt stand and magnetic hanging strap. ¢ Includes temperature probe. ## Includes temperature adaptor and hook-and-loop strap. *** Includes spare probe tip. 


Footnotes: AR = autoranging, B = 1.5V/9V battery test, C = capacitance, D = data hold, DC = duty cycle, DL = datalogging up to 20,000 points, DT = diode test, G = analog bargraph, IF = integrated 
flashlight, IR = infrared temperature, LoZ = low impedance mode, LP = low-pass filter, M = microamp (uA), MR = manual ranging, NCV = noncontact voltage, T = Type K temperature probe. 
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GRAINGER CHOICE” TEST INSTRUMENTS 
Find the wy. Find Solutions. Find Great Prices. Multimeters 








No. 52MU67 








A, No. 444M24 
SFLIR. gue > 
DM264 Imaging Multimeter 
= True RMS AC voltage and current = High-contrast TFT LCD — SA 
Visually guides you to the exact location of an electrical problem with Infrared Guided Measurement SH, ya 
(IGM) technology powered by a built-in 160 x 120 FLIR® thermal imager. Features LoZ (low-impedance a 
mode) and VFD (low-pass filter) to help you solve even the most complicated electrical issues. 
Complete with test leads, test lead holder, alligator clips, and Type K Thermocouple. 
Instrument 
Frequency Battery Mfr. Item 
Max. AC/DC Volts Max. AC/DC Amps Basic DC Accuracy Max. Ohms Capacitance Range Counter Range Data Logging Type Model No. 
1000 10 +0.09% 50 megohm TuFto10mF 0.01 Hz to 100 kHz No AAA Alkaline DM284 52MU67 
1000 10 +0.09% 90 megohm 1 pF to 40 mF 1 Hz to 100 kHz Yes AA Alkaline DM285 444M24 


Peal a] 


EXTECH 


INSTRUMENTS 


Waterproof Multimeters 


Designed for heavy use in industrial applications. Measure AC/DC voltage and 
current, resistance, dual-sensitivity frequency (electrical and electronic), duty cycle, 
audible continuity, 2.8V diode test, and have data hold and auto-off functions. 
No. 1PTK1 is average responding. No. 1PTK3 also measures temperature. No. 2ELP6 
has an analog bargraph. No. 2ELP7 also has 0.06% basic accuracy and a 40,000- 
count display. All models include test leads, magnetic hanging strap, carrying case, 
and 9V battery. All except No. 1PTK1 also have Type K temperature probe. 
Max Max Instrument STANDARD NIST 

Instrument AC/DC AC/DC Audible Frequency Capacitance AC Mfr. Item Item 

Counts Basic DC Accuracy Volts Amps Continuity Max. Ohms Counter Range Range Temp. Range Response  Features* _Model No. No. 
{200 — 1.20% of Reading + 2 igs fae 1 —_Yes_—4B MBNOH goo} Heo 10 Me 10 Fo 100 uF al em, Aveege aus | ISTE eae 


6000 —-+0.09% of Reading +2 Digits 1000 20 Yes 40 megohm 0.001 Hz to 40 MHz_10 pF to 1000 uF -50°to 1382°F =TRMS C.F G,IP6/ —_EX520 2ELP6 3EMK7 
40,000 _+0.06% of Reading +2 Digits 1000 20 Yes 40 megohm_ 0.001 Hzto 100 MHz _1pFto40 mF -50°to 1382°F_ TRMS  C,FG IP6/ EX530 2ELP7/ 3EMK8 


* C = capacitance, F = frequency, G = analog bargraph, IP67 = dustproof and waterproof to 1m. 


Sono OY 


Analog Multimeters 


Analog display gives you a quick visual status check. 
Each includes test leads and batteries. 


Simpson Instruments accuracy: VAC +3% full scale, VDC 
+2% full scale. 


Rugged No. 4CWP2 is designed for railroad signaling 
and communications service, with an AC current trans- 
former, current-limiting diode, and adjustable pointer 
stop. Padded case. 

Note: Simpson Instruments optional clamp current probes Nos. 21416 


or 21978 extend meters’ AC capability up to 250A; sold separately on 
Grainger.com® or call 1-800-GRAINGER (472-4643). 





No. 1PTK3 No. 2ELP6 









No. 4CWP2 





FUSED OVERLOAD PUSH-BUTTON 
PROTECTION OVERLOAD PROTECTION 
Max. AC/ Max. AC/ Audible Mirrored Mfr. Item Mfr. Item 
DC Volts DC Amps Continuity Max. Ohms dB Scale Model No. Model No. 
600 30 No 6 kilohm -10 to 56 Yes 12113 4CWP2 — — 
10 Yes 20 megohm — -20 to +50 Yes 260-8XI 1TC61 260-8XPI|_ 11C62 
10 No 20megohm _ -20 to +50 Yes 260-8 1A587 — _ 
1000 10 Yes 20megohm -20to +50 Yes = = 960-8P 11779 mor treet 
10 Yes 20megohm _ -20 to +50 Yes — _ 260-8PRI 11848 
Accessories 
Test Probe Leads, For Use With 260-7, 260-8 Series, Std. 200043 17608 
Yellow Nylon Carrying Case- For Use With Mfr. No. 260 Series 00832 1TC63 
Test Probe Leads, For Use With Mfr. No. 260-8XI! and 260-6LXPM 00125 23MM52 
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TEST INSTRUMENTS 
Clamp Meters 


Scan. Order. Done. 
Details on page A1. 


Look for this icon for Fluke Connect® wireless-enabled tools. Learn 
more about Fluke Connect on page 610 or at grainger.com/fluke 


True RMS Current vs. Inrush Current 


INRUSH 

= Fluke® clamps' proprietary inrush 
(starting) measurement takes a large 
number of samples at the beginning 
of the starting current, then digitally 
filters and processes the samples to 
calculate the actual starting current 

= Measure starting current in the same 
manner as an overcurrent protection device 

= More accurate than slower min./ 
max. functions that can miss the 
event partially or completely 


TRUE RMS 

= “RMS” (root mean square) comes from a 
formula that calculates the effective value (or 
heating value) of any AC wave shape 

= Electrical components such as fuses, bus bars, conductors, 
and circuit breakers are rated in RMS current because 
their main limitation has to do with heat dissipation 

= When checking an electrical circuit for overloading, 
the RMS current is measured and compared to 
the rated value for the component in question 

= For circuits with AC and DC components or distorted 
signals, a meter with an AC+DC function is used 


Clamp Meters 


Each includes a soft 
Carrying case. 


In-Rush Current 


































































































HEAVY INDUSTRIAL 


Fluke 353/355 True RMS AC/DC 2000A 
= AC+DC true RMS ensures 

accurate measurement of 

AC+DC and distorted signals 
= Selectable low-pass filter to smooth 


DETACHABLE JAW 


Fluke 365 True RMS AC/DC 

= Built-in flashlight/torch 

= Designed for use while wearing 
personal protective equipment 

= 200A AC/DC 






GENERAL PURPOSE out noisy loads and stabilize readings Detachable jaw eases wire access and 

Measure frequency up to 1 kHz for viewing the display. Compact design fits in Fluke 365 
Fluke 323/324/325 
True RMS AC optimum troubleshooting. Quickly analyze {INKS SS° your hand. CAT Ill 600V, CAT IV 300V. No. 6FXH8 


readings using the min., max., and avg. 


= Continuity for quick 
functions. CAT IV 600V. 


FLUKE CONNECT® CLAMP METER 





checking of shorts = True RMS Y 
= Capacitance and HVAC/R = Measures up to 400A AC mg 
temperatur i J 
(324 and 325) Fluke 902 FC a Inrush function . F 
? curren Tvpe K th l measurements to other Fluke Connect- 
measurement (325) Fluke 324 YPS % iOS OUD © enabled master units. Designed to be used fu 
Small size fit ' No. 20E890 # Flame rod testing with pA units. g u 000 ‘Fluke 
ve aa : Set = Capacitance measurement <a kone oe een sa recording No. 31FN14 
CAT IV 300V. No. 48RH39 A/G SAVING UD 10 bu, UUU readings. 
Manufacturers Mfr. Item 
Max. AC Amps Max.DC Amps Max. AC Volts Max.DC Volts AC Response Max. Ohms Inrush Data Hold Jaw Cap. Warranty Model No. 
General Purpose 
400 — 600 600 TRMS 4000 — Yes 1.1" (28mm) 2 Vr. Fluke-323 20E890 
400 — 600 600 TRMS 4000 — Yes 1.1" (28mm 2 Vr. Fluke-324 20E891 
400 400 600 600 TRMS 40,000 — Yes 1.1" (28mm 2 Vr. Fluke-325 20E892 
Heavy Industrial 
1400 400 1000 1000 TRMS 400 Yes Yes 2.9' (74mm) 3 VI. Fluke-353 2FTY8 
AUC 300 400 1000 1000 TRMS 400 Yes Yes 2.9' (74mm) 3 VI. Fluke-359 2FTY9 
600 200uA 600 600 TRMS 60,000 — Yes 1.6" (414mm) 3 VI. Fluke-902 FC —_ 48RH39 
Detachable Jaw 
200 200 600 600 TRMS 6000 — Yes 0.7" (17mm} 3 VI. Fluke-365 6FXH8 
Fluke Connect 
400 — — — TRMS — Yes No 1.3" (33mm) 3 VI. FLK-A3O00FC = 31 FN14 
Earth Resistance Tester 
Earth Ground Clamp, Hard Case, Batteries, Safety Information Guide, Quick Reference Guide 1.5° (40mm) 1 yr. Fluke-1630-2 FC 444A5/7 
Fluke Connect Clamp Meter Kit 
Clamp Meter, Test Leads, Alligator Clips, AC Clamp, Batteries, Soft Case, Information Pack FLK-A3000FC K 31FN15 





Clamp and Flexible 
Current Probes 


Fluke i410 
No. 4KF12 


—@,, SET 





Fluke i6000s 





Fluke i30 Fluke i400 Flex-24 Extend the current-measuring capability 
No. 2EWU9 No. 4YE82 No. 2EWU7 of digital multimeters from 10A to 6000A. 
Amps AC Frequency Safety Mfr. Item 
AC Amps DC Jaw Cap Output Accuracy Response Rating Model No. 
Clamp-On Probes 
30mA to 20A 30mA to 30A 0.7" (19mm) 100mV/A +1 % of Reading +2 mA 20 kHz CAT II 300 V Fluke-i30 2EWU9 
0.5 to 200 — 0.8" (20mm) 1mA/A +1% + 0.5A (48 to 65 Hz) 40 Hz to 10 kHz CAT Ill 600 V Fluke-i200 4XL41 
1 to 200 — 0.8" (20mm) 10, 100mV/A +1.5% of Reading + 0.5A 40 Hz to 40 kHz CAT Ill 600 V Fluke-i200S 4XL42 
300 450A 0.7" (19mm) 10, imV/A +1% of Reading 20 kHz CAT II 300 V Fluke-i310S 2EWU4 
1 to 400 — 1.2" (32mm) 1mA/A 2% + 0.06 A, (45 to 400 Hz) 5 Hz to 20 kHz _CAT IV 600 V, CAT III 1000 V Fluke-i400 4YE82 
0.5 to 400A — 1.2" (32mm) 10, 1mV/A +2% +0.04A (45 to 400 Hz) 5 Hzto 10 kHz CAT IV 600 V, CAT III 1000 V Fluke-i400s 4YE83 
1 to 400 1 to 400A 1.1" (30mm) TmV/A +3.5% of Reading + 0.5A 3 kHz CAT Ill 600 V Fluke-i410 AKF12 
1 to 400 1 to 400A 1.1" (30mm) TmV/A +3.5% of Reading + 0.5A 3 kHz CAT Ill 600 V Fluke-i410-Kit 4CB81 
800 — 2.1" (54mm) 1mA/A +1% of Reading 30 Hz to 10 kHz CAT IIl 600 V Fluke-i800 2HZC5 
1 to 600 1 to 1000A 1.1" (30mm) 1TmV/A +2% of Reading + 0.5A 10 kHz CAT [Il 600 V Fluke-i1010 AKF11 
10/100/1000A — 2.1" (54mm) 1, 10, 100mV/A +1% of Reading +1A 5 Hz to 100 kHz CAT II 600 V Fluke-i1000S 6MR11 
Flexible Probes 
20/200/2000A 24.0" (610mm) _1, 10, 100mV/A +1% of Range (45 to 65 Hz) 10 Hz to 20 kHz CAT Ill 600 V Fluke-i2000 FLEX 1DGX7 
6 to 6000A — 6.5" (165mm) 50, 5, 0.5mV/A +1% of Range 10 Hz to 50 kHz CAT Ill 600 V Fluke-iG6000S FLEX-24 2EWU7 
6 to 6000A — 10.5" (265mm) —_50, 5, 0.5mV/A +1% of Range 10 Hz to 50 kHz CAT Ill 600 V Fluke-i6000S FLEX-36 2EWU8 
540 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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TEST INSTRUMENTS 
Clamp Meters 





al 
The loop opens to 

thread the probe into 
a tight space; close 
it again to measure. 


Clamp Meters and | =UKE. 
Flexible Current Probes 


Wires in tight, compact spaces. Panels out of reach. 
Feature extra large conductors. Designed for noise- 
free, reliable readings. Built on success, these clamp 
meters are known as workhorse clamp meters. With 
advanced performance, the clamp meter line is simple 
to use and gimmick-free. 


FLUKE-373 TRUE RMS CLAMP METER 


Offers advanced troubleshooting perfor- 
mance that is perfect for a number 

of AC-only current measurements. 

The state-of-the-art signal process- 

ing technology cuts through electrical 
noise to help you get stable, dependable 
measurements that are easy to read 

on the large, backit LCD. Automatically 
sets the correct range, so you won't 
have to change positions while taking 

a measurement. Includes clamp meter, 


Wireless display can 
be carried up to 30 
ft. from the point 
of measurement. 








Fluke 381 
No. 6FXH3 





REMOTE DISPLAY CLAMP METER 


Fluke 381 Remote Display 
True RMS AC/DC with iFlex™ 
= Designed to increase productivity 
and save troubleshooting time 
= Frequency measurement to 
500 Hz with jaw or iFlex 
= Min./max./avg. and 
inrush recording captures 
variations automatically 
= Radio transmitter Auto-Off when 
display is connected to meter 
The removable magnetic, wireless 
display increases measurement 
flexibility. It can be conveniently 
mounted where it is easily seen, and 
carried up to 30 ft. from the point of 
measurement without interfering with 
measurement accuracy. Integrated 
low-pass filter and state-of-the-art 
signal processing allow stable read- 


Fluke Connect 
Flex Clamp 
Meter Kit 
No. 31FN17 


— 
® 
Ria 


FLUKE CONNECT FLEX CLAMP METER KIT 


Provides all the essentials for convenient test 
and measurement troubleshooting. 













IFLEX™ FLEXIBLE CURRENT PROBES 


Fluke i2500-18 and i2500-10 
= 2500A AC current measurement 
= Small cross-section for 
improved wire access 
= Provide inrush and 
frequency on select 
Fluke meters, including 
those on this page 
Expand a clamp meter's 
measurement range to 2500A AC. 
The probes also provide increased 
display flexibility, ability to measure 
awkwardly sized conductors, and 
improved wire access. Connect directly to the meter, displaying 
current measurements without error-prone scaling factors. 6-ft. 
cord allows separation between the measurement location and 


Fluke 12500 
No. 6FXJO 








Fluke 373... ; ; : ; ing j j j j "coil di 
stead and sofas. CATWV 301; avaraner U8 nny etal envonments, Pe CAMB NY aki ese vee aay oy 
CAT Ill 600V. CAT IV 600V, CAT Ill 1000V. aiepabes: 

STANDARD 
Mfr. Item 
- Max. i Amps Max. DC Amps Max. AC Volts Max. DC Volts Max. Ohms Inrush Data Hold Model No. 
ectrica 
600 — 600 — 6000 — Yes Fluke-373 6FXH7 
Remote Display 
999.9 1000 1000 60,000 Yes Yes Fluke-381 6FXH3 
Fluke Connect Clamp Meter Kit 
Clamp Meter, Test Leads, Alligator Clips, Current Module, iFlex Coil, Batteries, Soft Case, Information Pack FLK-A3001FC K 31FN17 
Mfr. Item 
Description Mfr. Warranty Length Model No. 
2500 Amp AC Flexible Current Probes 
10" Loop, For Use With Fluke Mfr. No. 381, 376, 375, 374 3 yr. Fluke-I2500-10 6FXJO 
18" Loop, For Use With Fluke Mfr. No. 381, 376, 375, 374 3 yr. Fluke-12500-18 6FXH9 
—_ 
yng 
. Fluke 370 
Fluke Connect® Wireless Current Modules © Fixe. Fluke 370 
Designed to take 3-phase measurements in 1% of the time. FLUKE 370 FC SERIES CLAMP METERS 
Record over time to monitor circuit load changes for an hour, True RMS meters offer advanced troubleshooting 
a shift, or a week. Use Fluke Connect® wireless to collect and —_ performance. The iFlex® flexible current probe 
share logged data from remote modules. Perform analysis with allows easy connections to wires in tight spaces. 
your PC and share the results using Fluke Cloud™ storage and —_|n addition, all three clamps are now part of the rai 
ShareLive™ video call. Video data or graphs to get input from — Fluke Connect® family of wireless test tools. Rashace 
team members. With a 370 FC Series Clamp Meter and Fluke No. 31FN14 





Connect Measurements app, you can log and 
trend measurements to pinpoint intermittent faults. 
Transmit results wirelessly via Fluke Connect 
Measurement app. Create and send reports right 
from the field. Capture measurements outside the 
arc flash zone with Bluetooth® connectivity to your 


FLUKE A3000 FC WIRELESS AC CURRENT CLAMP MODULE 
True RMS current clamp meter. Fluke Connect enabled. 
FLUKE A3001 FC WIRELESS IFLEX® AC CURRENT MODULE 


True RMS flexible current meter. Measure around awkward- 
sized conductors or get into tight spaces. Fluke Connect 





enabled. Apple® or Android™ devices. 
Max. No. 31FN16 

Max. Conductor Data Mfr. Item 

AC Amps AC Current Accuracy Jaw Cap. Size Operating Temp. Hold Model No. 
600 +2.0% +5 Digits 1.6" (41mm) 750MCM 50° to 122°F Yes FLUKE-374 FC _ 45 MU56 
600 +2.0% +5 Digits 1.6" (41mm) 7590MCM O01 122" F Yes FLUKE-375 FC 45MU55 
1000 +2.0% +5 Digits 1.6" (41 mm 790MCM 50° to 122°F Yes FLUKE-376 FC 45MU54 
400 2.0% +5 Digits 1.3" (33mm 1.18" (30.0mm) 50° to 122°F No FLK-A3000FC 31FN14 
2000 3.0% +5 Digits 10.0" (254mm) 10" 50° to 122°F No FLK-A3001FC 31FN16 

Sign in to Grainger.com® to see YOUR Pricing and MORE 041 


TEST INSTRUMENTS Scan. Order. Done. 
Clamp Meters Details on page Al. 





Imaging 600A True RMS AC/ 
DC Clamp Meters with IGM™ SFLIR. 





= Frequency counter: 60 kHz potential electrical problems and capture center-point 
= Smart diode with disable temperature readings. The narrow jaw and built-in 
= Inrush current worklights help you enter tight or dark locations. Both 
= LoZ models include CAT IV silicon test leads and AAA 
= Variable-frequency drive (VFD) low-pass filter batteries. CAT IV 600V. No. 444M26 can also datalog 
= 60 Hz frequency calibration and store 10 sets of 40,000 scalar measurements 
2-in-1 testers have a built-in thermal imager and 100 images. Bluetooth® connectivity for easy 
that uses Infrared Guided Measurement™ (IGM) transfer to a PC and direct connection to FLIR Tools™. 
and a laser pointer with crosshair to pinpoint 
Max. Max. Max. Battery Mfr. Item 
JawCap. AC/DC Amps AC/DC Volts Ohms Capacitance Temp. Range Type Std. Model No. 
Clamp Meter 
1.4" (36mm) 600 1000 6000  1000uF  -4°to302°F AAA CCUL,FCC,CE CM174 45JW90 
Wireless Clamp Meter Module 
1.3" (33mm) 600 1000 6000  _1000uF 14°to302°F AA cULus,CE _CM275 44426 


Clamp Meters with IR Thermometer SFLIR 


Commercial-grade electrician's 1000A meters also provide noncontact infrared temperature measurements 
on vents, equipment, and motors. Measure voltage, resistance, frequency, AC/DC current, and capacitance, 
with min./max./avg., rel., data hold, and peak hold. LCD shows results, or stream them to a compatible 
mobile device with the free FLIR Tools™ Mobile App. Readings also can be transmitted directly to a FLIR® 
METERLINK™-enabled thermal imaging camera (See page 607). CAT IV 600V, CAT Ill 1000V safety rating. 
Each includes test leads and battery. No. 22UL79 includes calibration certificate. 







No. 22UL78 


STANDARD NIST 


Max Max Resistance Wireless Mfr. Item Item 
AC/DC Amps AC/DC Volts _ (ohms) Temp. Range Range Model No. No. 
1000 1000 40M IR -20 to 518°F, Type K-4to 1400°F —_100 ft. CM78 22UL78 22UL7/9 


Clamp Meters EXTECH $FLIR. 


INSTRUMENTS 
1000A SERIES INDUSTRIAL 


These tough meters have a built-in noncontact infrared thermometer 
and allow you to locate hot spots and overheating motors. All models 
have peak hold to capture inrush current and transients. Include 
Type K bead wire probe, belt holster, 9V battery, and soft carrying 
case. Nos. 4GGD9 and 4GGE1 also include professional test lead kit. 


HIGH CURRENT—1500A AND 2000A 


High-capacity models support a variety of measuring functions and 
feature true RMS sensing. Each includes test leads and 9V battery. 











No. 1GUH4 No. 5LUT4 No. 2HPF7 Nos. 5LUT4 and 5LUT5 also include case. 
HIGH CURRENT—3000A FLEX CLAMPS AND ADAPTERS 
True RMS 3000A AC flex clamps are designed with a 0.3" (7.5mm) 
dia. coil to take measurements in tight or awkward spaces. Inrush 
current (100ms) for equipment startup spikes. Bright LED work lights 
provide easy navigation. Datalog up to 20,000 points for trend analy- 
sis. Bluetooth® communication for remote viewing and data transfer 
to mobile devices via FLIR Tools™ Mobile App. 
| Nos. 40GT09 and 40GT08 flex clamp adapters plug directly in any 
No, 40GTOS No. 40GT09 meter with standard banana plug inputs and 1 mV range to convert it 
into a 3000A clamp meter. 
Max. Max. Max. Max. STANDARD NIST 
AC AC DC AC DC Safety Mfr. Item Item 
Response Amps Amps _ Volts Volts Max. Ohms Counts Features* Rating Model Includes No. Includes No. 
xtec 
1000A Series Industrial sae Sa 
_ oft Carrying Case, Test _ _ 
TRMS 1000 600 600 40megohm 4000 T,IR,FC,P sae EX820 : usa instructions . 1GUH3 
oft Carrying Case, Test Leads, . 
TRMS 1000 1000 1000 1000 40megohm 4000 TIR,EC,P EX830 | Battery, Type K Temperature.  1GUH4 Soft Carrying Case, Test eye 
Leads, Instructions 
Probe, Instructions 
Test Leads, Belt Holster, Test Leads, Belt Holster, 
TRMS 1000 1000 1000 1000 40megohm 4000  T,IR,FC,P CATIV600V EX840 Professional Test Lead 4GGD9 Professional Test Lead  4GGE1 
Kit, Instructions Kit, Instructions 
High Current 1500A and 2000 
Average 200 200 _ _ _ 2000 _ CAT Ill 300V MA120 goattenies, structions 2HPG3 Saat = + _ 
oft Carrying Case, Test oft Carrying Case, Test 
TRMS 1500 1500 750 1000 40megohm 4000/40,000 T, FC, P, NCV eapeaat MA1500 Leads, battery instructions 5LUT4 Leads, Battery Instructions SLUTS 
uilt In Stand, Test Leads, ; 
- 2000 400 1000 1000 40 megohm 5000 F.C 380926 Battery, Instructions 2HPF7 Instructions, Test Leads  6RGJ8 
High Current 3000A Flex Clamps and Adapters 
TRMS 3000 — —  — — 3000 — CAT IV goov —cMS7 a AAA Batteries, 18" Probe _ 40GT06 a AAA Batteries 49\VT99 
TRMS 3000 — — — — 3000 — CM55 (2) AAA Batteries, 10" Probe 40G107 2) AAA Batteries 49VT98 
TRMS 3000 — —  — — — — Cat v600 —LAZ2 31 AAA Batteries, 10" Probe _ 40GT09 — — 
TRMS 3000 — —  — — — — TA74 2) AAA Batteries, 18" Probe  40GT08 — — 


* C = capacitance, F = frequency, IR = infrared temp., NCV = noncontact voltage, P = peak hold, T = Type K temp. 
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TEST INSTRUMENTS 
Clamp Meters 





Clamp Meters 


Maintenance and troubleshooting testers for elec- 


trical, industrial, and HVAC applications include 
battery(ies). Select models have the following 


features. True RMS (TRMS) provides accurate read- 
ings of noisy, distorted or nonsinusodial waveforms. 
Autosensing (AS) technology enables the meter to 
recognize the input and automatically switch to the 
correct mode of operation. Low-pass filter (LPF) 


attenuates high frequencies to reduce noise for 


accurate measurement of variable frequency drive 
signals. DC microamp (M) measurement is for flame 


rod applications. 
MINI CLAMP METERS 


Compact size allows measurements in tight loca- 


tions. Include test leads and case. 
HIGH RESOLUTION MINI SERIES 


Devices feature DC autozero and accuracy at low 


Currents, and are designed to operate in tight 


spaces. No. 2HPF6 provides noncontact frequency 
measurement to 10 kHz through the clamp jaws. 
Each includes case; all except No. 2HPF6 include 


test lead. 
POCKET-SIZE WITH AUTOSENSE 


5.8" X 2.4" x 1.2" testers have a compact 0.8" jaw 
that accommodates conductors up to 300MCM and 


allows measurement in tight locations. 


EXTE 


OPEN JAW WITH AUTOSENSE 


Feature an open-jaw design for quick 
measurements in tight locations. No. 40JL43 
has input impedance that automatically 
decreases with the input voltage to provide 
low-impedance testing of ghost voltages. 


COMPACT CLAMP METERS 


Pocket-size meters loaded with multimeter 
features and built-in noncontact voltage (NCV) 
detectors to meet many applications. Jaws fit 
conductors up to 500MCM. 


MULTIFUNCTION HVAC 


5-in-1 meters feature dual Type K ther- 
mocouple inputs for superheat differential 
measurement. Nos. 2HPF8 and 6RGL7 add IR 
thermocouple with laser pointer and 2 temp. 
probes. Each includes test leads and case. 


600 SERIES ELECTRICAL 


Low impedance (LoZ) mode helps eliminate 
false readings caused by ghost voltages in 
these meters with true RMS AC or AC/DC. 
Include test leads, No. 40JK35 also includes 
bead wire probe. 





INS ECH 





f 
F 


No. 40JL43 


Max. Max. Max. Max. 
AC Response ACAmps DCAmps_ ACVolts_ DC Volts 
Mini Clamp Meters 
TRMS 60 — 600 600 
TRMS 60 60 600 600 
High Resolution Mini Series 
Average 30 400 400 
Average 80 80 600 600 
Average 200 200 400 400 
TRMS 400 400 — — 
Pocket Size with Autosense 
TRMS 300 — — — 
Open Jaw with Autosense 
TRMS 200 — 1000 1000 
Compact Clamp Meter 
TRMS 400 — 600 
Average 400 No Range 600 
Multifunction HVAC 
TRMS 400 400 600 
TRMS 400 400 600 
600 Series Electrical 
TRMS 600 — 750 1000 
TRMS 600 600 750 1000 


Max. Ohms Counts Features* 
60 megohm 6000 FC, LPF, NCV 
60 megohm 6000 FC, LPF, NCV 
_ 4000 G 
40 megohm 4000 F 
400 megohm 4000 F,G 
— 4000 FG 
— 6000 LPF, NCV, SD 
10,000 9999 AS, NCV 
40 megohm 4000 _— 
40 megohm 4000 _— 
40 megohm 4000 T, FC, IR, NCV, M, P 
40 megohm 4000 T, F, C, NCV, M, P 
60 megohm 6000 C, F, LoZ, LPF, M, NCV 
60 megohm 6000 C, F, LoZ, LPF, M, NCV, T 


No. 40JL46 


Safety 
Rating 


CAT II1 300V 
CAT II1 300V 


CAT II1 300V 
CAT II| 600V 
CAT Ill 300V 
CAT III 300V 
CAT II1 600V 
CAT IV 600V 


CAT II|-600V 
CAT Ill 600V 


CAT II1 600V 
CAT II1 600V 


CAT II1 600V 
CAT II| 600V 


* AS = autosense, C = capacitance, F = frequency, G = analog bar graph, IR = infrared temp., LoZ = low impedence mode, LPF = low-pass filter, 


M = microamps, NCV = noncontact voltage, P = peak hold, SD = smart data hold, T = 


No. 


15X977 





EXTECH 


INSTRUMENTS 


Troubleshooting Kits 


Essential diagostic, installation, 
and repair tools are combined in a 
handy carrying container to provide 
protection and organization for the 
meters and accessories. 


Energy Audit Kit 


Mfr. No. M0290 Pinless Moisture Psychrometer Plus InfraRed Thermometer, Patented InfraRed Thermometer with Laser Pointer for Non Contact Surface 






Includes 


Type K temp.; includes temperature probe(s). 


EXTECH 






H3551x3 


No. 4FB73 


Temperature Measurement, Pin Probe, AN200 CFM, CMM Mini Thermo Anemometer Plus Infrared Thermometer, CO250 Portable Indoor Air Quality CO2 Meter, 
Datalogger, Cable to Analyze Data On Your PC, BR200 Video Borescope, Wireless Inspection Camera, MicroSD Memory Card, Heavy Duty Hard Carrying Case 


Digital Multimeter Kit 


Mfr. No. EX505 Industrial Grade, CAT IV-600V, 4000 Count Display, Waterproof, Drop Proof, Rugged Multimeter with True RMS Functions, 


DV25 Dual Range AC Voltage Detector (24 to 1000VAC/100 to 1000VAC) Plus Flashlight with Audible, Visual Indication, Double Molded 
Housing, CAT IV-1000V Safety Rating, TL808 (8) Piece Professional Test Lead Kit with CAT IIl-1000V Safety Rating, Set of Double 


Molded Professional Test Leads, Type K Thermocouple Bead Probe and Type K to Banana Input Adaptor, Soft Carrying Case 








No. 40ZJ86 


H3aixa 








No. 453A46 No. 2HPG1 
STANDARD NIST 
Mfr. Item Item 
Model No. No. 
MA61 40JL46 — 
MA63 40JL47 — 
380942 8EUV3 — 
380950 8G782 — 
380941 4FB73 6RGKO 
380947 2HPF6 — 
MA140 40ZJ86 — 
MA260 40JL43 — 
MA443 404K05 404K06 
MA440 453A46 453A47 
EX623 2HPF8 6RGL7 
EX613 2HPG1 6RGL5 
EX650 40JK34 — 
EX655 40JK35 — 
No. 4DKJ7 
Mfr. Item 
Model No. 
M0O290-EK 15X977 
EX505-K A4DKJ7 
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Clamp & Fork Meters Details on page Al. 
Clamp Meters AMPROBE 
CAT Ill 6OOV safety rating unless other- 400 AMPS ELECTRICAL 800 AMPS ELECTRICAL 
wise noted. Select models are VAR A 180° rotating head measures AC_ VAR clamps for electrical and HVAC applications 
clamps, which measure volts, amps, and current and helps take other read- _ include relative readings; No. 2AUZ9 features 
resistance (continuity). Each includes ings in tight places. true RMS. 
carrying case. All except Nos. 38RX02 
and 2ATU8 include test leads, and all 600 AMPS ELECTRICAL 1000 AMPS INDUSTRIAL AND HIGH CURRENT 
include batteries. No. 2ATU9 has extra-thin jaws for No. 2ATU8 provides a wide range of 
ANALOG frequency measurement and is measurements. 
overload protected. Nos. 4FFK1 is designed for high-current indus- 
Instrument works in cold temperatures — gg. 3DNY9 and 3DNZ1 show trial applications, supporting a broad range of 
a digital clamp LCD screens tend = oitage and current on dual measuring functions with true RMS sensing. 
to freeze, and measures amps and volts dignlays for voltage drop tests. Large backlit display. No. 4FFK1 has CAT IV 600V 
No. 4FFJ8 without needing batteries. Cat IV 600V 
safety rating. 
safety rating. 
AC DC Max. Resist. Temp. Temperature Frequency Peak Mfr. Item 
sams Amps _ AC Volts (Ohms) Jaw Cap. Range IR Counter Capacitance Hold Model No. 
nalog 
: i ulus — 600 1000 megohm _ 1.9" (48mm) ° — — — — RS-1007 PRO AFFJ8 
mps Electrica 
No. 2ATUS 300 300 — — 1.0°(25mm)  — — — — AMP-25 38RX02 
400 Amps Electrical 
400 — 600 40 megohm 1.2" (30mm) ° ° — ° — ACD-23SW 6NZF3 
600 Amps Electrical 
600 — 600 40 megohm 1.0" (25mm) ° = ° ° — ACD-10 PLUS 2ATU9 
600 — 600 40 megohm 1.0" (25mm) ° e e ° — ACD-14 PLUS 3DNY9 
600 — 600 40 megohm 1.3" (33mm) ° ° 5 2 — _ ACD-14TRMS-PLUS 3DNZ1 
600  2000uA 600 6000 megohm 1.1" (28mm) ° ° ° ° ° ACD-14-PRO 52JJ18 
800 Amps Electrical 
800 1000 600 40 megohm 2.0" (51mm) ° — — ° — ACDC-100 2AUZ8 
800 1000 600 40 megohm 2.0" (51mm) ° — — 5 — ACDC-100 TRMS —_2AUZ9 
1000 Amps Industrial 
1000 = 600 40 megohm 1.8" (46mm) ° — _ _ — ACD-6 PRO 2ATU8 
1000 1000 750 66 megohm 2.0" (51mm) ° — ° ° ° ACDC-3400 IND 4FFK1 
1000 1000 ~—-1000 60,000 2.0°(51mm)  — — — — — AMP-330 34NK45 
Max. AC Max. Input Max. Output Mfr. Item 
Voltage Current Current Features Model No. 
3-Wire AC Line Separator : 
1X for Direct Readings to 15 Amperes, 10X for Increased Sensitivity 
No. anteS 120 15A 15.0A of Low Current Measurements, Voltage Measurement Ports ELS2A 2ATB3 
| | 
* , Ay 
Clamp Meters aa nme 
TEST iNSTRUMENTS* 
‘i WESTWARD® 
Autoranging instruments feature audible continuity, diode test, data hold, and Auto-Off. LCD shows test 
No. 52KA90 
22XX22 results. No. 22XX24 provides true RMS AC response. ETL Listed for U.S. and Canada. IEC 61010 Compliant. 
UEI TEST INSTRUMENTS™ 
Meters have true RMS accuracy, backlit dual display, and noncontact voltage tester. Measure temperature, 
capacitance, and frequency/duty cycle. Noncontact voltage in tip. 
Max. AC Max. DC Safety Item 
Includes Volts Amps Volts Amps Max. Ohms AC Current Accuracy Counts Jaw Cap. Rating No. 
Clamp Meter 
Westwart 5 
est Leads, Batteries, Temperature Probe, F «at ' CAT II] 300V, 
600 400 600 400 40megohm 42.5% +5 Digits 4000» 1.1"(28mm) LN SONY. paxxag 
Test Leads, Batteries, Soft Carrying Case and Instructions CAT Til 300V 
600 1000 1000 1000 40megohm  #2.0%+2Digits 4000 © 2.1"(53mm) GNI SN. ayaa 
Test Leads, Batteries, Hard Case and Instructions CAT III 300V 
600 1000 1000 1000 40megohm +2.0% + 2 Digits 4000 2.1°(53mm) Gary gogy —-22XX25 
UEI Test Instruments 
(2) Batteries, Test Leads, K-Type Temperature Probe, Pouch 750 400 400 400 40megohm —#1.2% +3 Digits 4000 1.2"(25mm) Ear yang)  SSCHSS 
Test Leads, Alligator Clips, Pouch, Batteries 750 600 600 2000uA 60 megohm +2.0% + 8 Digits 6000 1.3°(33mm) CATIV600V —52KA90 
Digital Multimeter, Clamp On Kit 
Westward 
Digital Electrical Multimeter Clamp On Ammeter, Test Leads, Battery , Magnetic Strap and Deluxe Carrying Case 22XX28 
Digital Electrical Multimeter, Clamp On Ammeter, Test Leads, Battery, lemperature Probe,Magnetic Strap and Deluxe CarryingCase 22XX29 


Clamp/Fork Meters ‘Miwon 


Rugged, heavy-duty instruments feature true RMS measurement for greater accuracy. High-contrast, white-on-black, 





No. backlit display is easy to read. LED task light. Each includes test leads and AA batteries. Nos. 4NYX6 and 4NYX7 are CAT IV 
4NYX6 600V. No. 4NYX6 features Lo-Z measurement to eliminate ghost voltage. No. 4NYX7 provides 600A DC readings for flame 
rectification and has a dual banana thermocouple input for contact temperature measurement. No. 5MLK3 is CAT Ill 600V. 
Amps Voltage Non-Contact Data Calibration Mfr. Item 
(AC) (AC/DC) Jaw Cap. Capacitance Temp. Range Voltage Detector Hold _ Certificate Model No. 
200 1000. _—O.6" Hem) 40nF — Yes Yes No 2205-20 4NYX6 
1 1000. 0.6" (15mm 1000uF —_—-40° to 752°F Yes Yes No 2206-20 4NYX7 
600 600 1.4" (36mm) 40nF — Yes Yes NIST 2237-20NST _5MLK3 
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197239 Voltage Detector 
MADE OCA 12086817 





No. 19T239 No. 22UL82 


LS 


No. 2NRW6 


EXTECH 


INSTRUMENTS 








*wisrwarp OFLIR. 
© cnreentee. 
Megger. iu 


Voltage/Current, and 
Current Detectors 





No. 460J52 


No. 3EMK6 


Eo aD 


No. 6YPR9 No. 20LN62 
Personal safety tools detect live AC voltage without 
contact to wire. Each includes batteries. 
Voltage On/Off Battery Safety Mfr. Item 
Item Range Indication Flashlight Switch Type Rating Model No. 
Westward 
Voltage Detector 24 to GBOOVAC Visual No No AAA Cat IV 600V 19T239 197239 
Voltage Detector 50 to 6O0VAC Visual No No AAA Cat IV 600V 197235 19T235 
Voltage Detector 50 to 600VAC Visual No No (2) AAA Cat IV 600V 191236 197236 
Voltage Detector 50 to 1000VAC — Yes No AAA Cat IV 1000V 19T240 197240 
Voltage Detector 90 to 1000VAC Visual No No AAA Cat IV 1000V 191237 191237 
Voltage Tester 90 to 1000VAC Visual No No AAA Cat IV1000V 197238 197238 
FLIR 
Non-Contact Voltage Detector 24 to 1000VAC, 90 to 1000VAC Visual/Vibration Yes Yes AAA CAT IV 1000V VP50 22UL82 
Extech 
Current Detector 200mA to 1000A Audible/Visual No Yes (4) LR44 CAT III 600V DA30 8EUV1 
Dual Range AC Voltage Detector 24 to 1000VAC, 100 to 1000VAC Audible/Visual Yes No AAA CAT IV 1000V DV25 3EMK6 
Voltage and Current Detector 12 to GOOVAC, 200mA to 1000A Audible/Visual No Yes (4) LR44 CAT III 600V DVA30 1VXT3 
Voltage Detector 12 to 600VAC Audible/Visual No Yes LR44 CAT III 600V DV30 5HXC2 
Voltage Detector 100 to 600VAC _— Yes Yes AAA _— DV20 8F307 
Amprobe 
Non-Contact Voltage Detector 12 to 1000VAC Audible/Visual Yes Yes (2) AAA CAT IV 1000V NCV-1030 460J52 
Non-Contact Voltage Detector 12 to 1000VAC Audible/Visual Yes Yes (2) AAA CAT IV 1000V NCV-1040 460J53 
Voltage Detector 50 to 1000VAC Visual No No AAA CAT III 1000V VP-440 12U589 
Greenlee 
Adjustable Voltage Detector 5 to 1000VAC Audible/Visual No No AAA CAT IV 1000V GT-16 2NRW6 
Megger 
Voltage Detector 100 to GOOVAC Audible/Visual Yes Yes AAA CAT II 1000V VF2 6YPR9 
Milwaukee 
Voltage Detector 10 to 1000VAC LED Yes Yes AAA CAT IV 1000VAC 2203-20 20LN62 
Voltage Detector 50 to 1000VAC Audible/Visual No Yes AAA CAT IV 1000V 2200-20 6JHY1 
Voltage Detector 50 to 1000VAC Audible/Visual Yes Yes AAA CAT IV 1000V 2202-20 6JHY2 








EXTECH 


= INSTRUMENTS 


Mos Wi, “Wwesnwarp 


Voltage, Voltage/Continuity, 
and Multifunction Testers 


Voltage Testers—Indicate the presence of voltage. 





Voltage/Continuity Testers—Add continuity to voltage 
tester functionality. 


No. 2TKT6 tests 3-phase rotation. No. 1RG99 provides 





, No. 5NLK5 No. 3T887 No. 28AF75 No. 2TKT6 No. 3T886 

noncontact voltage sensing. 

AC Voltage Audible Auto Low Battery Safety Mfr. Item 

Range DC Voltage Range Includes Display Vibrates Continuity Ranging finpadanee Flashlight Type Rating Model No. 

Voltage Tester 

Amprobe 

120 to 480 —_160/330/380/600 Manual (4) Neon Lamps No No No No No — __CATIII600V PY-1A 5NLKS 
IDEAL 

100 to 600 100 to 600 Standard Test Leads, Batteries, Manual (4) Neon Lamps Yes No No Yes No (4) LR44 CAT Ill 600V_ 61-065 31887 
Westward 

Batteries, Test Lead Strap, Backlit LCD with _ 

12 to 600 12 to 690 Operating Instructions Discrete LED No Yes Yes No Yes (2) AAA 28AF/5 28AF75 
Voltage and Continuity Tester 

Extech 

0 to 480 0 to 690 (2) AAA Batteries, Protective Cap, Pouch Case LCD with Bargraph No Yes Yes Yes Yes (2) AAA CATIV600V VT30 2TKT6 
IDEAL 

24 to 600 6/12/24/36/48/110/220 Test Leads, Batteries, Manual Discreet LED Yes Yes No Yes No (4) AAA CAT Ill 1000V 61-092 1RG99 

120 to 600 120/240/600 Manual LED and Neon Lamps Yes No No Yes No (4) LR44 CAT II|600V 61-076 31886 


Electrical Test Kit 


Includes digital multimeter, socket tester 
with GFCI, and noncontact voltage detector. 





Mfr. Item 
Brand Model No. 
Amprobe PK-110 38RX04 
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Voltage Testers 
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Details on page A1. = 


Look for this icon for Fluke Connect® wireless-enabled tools. Learn 





more about Fluke Connect on page 610 or at grainger.com/fluke 


Voltage Testers 


Instruments are designed for use by electricians and professionals in industry, HVAC, and building maintenance. 2-yr. warranty. 








Fluke T5-600 
No. 4KF19 


Fluke T6-600 
No. 420J01 


Fluke T+Pro 
No. 1CWL2 






®))) 





Fluke 9040 V3000 FC 





No. 2NV55 AC Voltage 
Module 
No. 31FN21 
FLUKE T5 ELECTRICAL FLUKE T6 ELECTRICAL TESTERS FLUKE T+/T+PRO VOLTAGE FLUKE 9040 PHASE FLUKE CONNECT® 
Compact pocket testers —_using integrated FieldSense technology. ™ GFCI trip test = 3-phase indicator Designed to help you spend 


= Clear LCD 
Powered by unit under 


Vibration, light, and beeper 
indicate presence of voltage 


make easy and accurate 
OpenJaw™ current 


¥s the time taking 3-phase 
power readings, work safer, and 


Measure voltage through the open fork, 
without test lead contact to live voltage, 


measurement. without opening covers, or removing without the hazards of asole- test—no batteries communicate wirelessly with 
wire nuts. Use on wires up to AWG 4/0 _ noid tester. Low impedance required. Fluke Connect app with these 
(120mm?) carrying as much as 200A. _—avoids ghost errors. fully functional AC voltage meters. 
Max. Max. Safety Mfr. Item 
VOLTAGE TESTER ACCESSORIES AC Volts _DC Volts Rating Model No. 
Fork Meters 
T6 Electrical Testers 
600 600 CAT III 600V T6-600/WWG  420J01 
1000 1000 CAT III 1000V T6-1000/WWG  420H99 
T5 Electrical Testers 
1000 1000 CAT IV 600V, CAT II11000V.—-Fluke-T5-1000  4KF17 
1000 1000 CAT IV 6OOV, CAT II 1000V_Fluke-T5-1000 NIST 4KF16 
600 600 CAT II 600V Fluke-T5-600  4KF19 
600 600 CAT III 600V Fluke-T5-600 NIST 4KF18 
AC Voltage DC Voltage Phase Mfr. Item 
Range Range __ Rotation Includes Model No. 
Voltage Testers 
. ; 12t0600 12to600 — — T+  1CWL3 
T5-1000 Tester Kit T+PRO-1AC Electrical 15 Tester Accessory OiEAD AO otacoO, ves User Manual, Test Lead Fluke- sewpo 
T5-1000 electrical Tester and AC Voltage Starter Kit Wrap, TP2 Test Probes T+Pro 
Detector Kit “ATM Voltage Frequency Mfr. Item 
tester No. AKFI7, electro TP220 SureGrip™ test probes | ‘Range Range facades Model No. 
1AC-II VoltAlert T+PRO Voltage Tester = with removable comfort grips | “Phase Rotation Indicator 
: = 10 to 15 to (3) Permanently Attached Test Leads And 7 
No. 2KU25, and HS No. 1CWL2 and TAC-II_ No. 3MU87, AC285 SureGrip | sgovnc  4oottz ‘Probes Alligator Clips, and Instructions Uke-9040 2NVS5 
Holster No. 4PD22. VoltAlert™ No. 2KU25. —_large-Jaw alligator clips Voltage Mir. aii 
No. 4FB12, and soft case. Description Range Includes Model No. 
Fluke Connect Voltage Modules 
AC Voltage 3mVto _ Test Leads, Alligator Clips, Batteries, i 
Module 1000VAC Magnet Strap, Quick Start Guide Only ‘LX-VS000FC S1FN21 
DC Voltage 3mVto _ Test Leads, Alligator Clips, Batteries, “ 
Module 1000VAC Magnet Strap, Quick Start Guide Only ‘LX-VS001FC S1FN25 
Mfr. Item 
Description Model No. 
Accessories and Kits 
T5 Electrical Test Kit Fluke-T5-H5-1AC-Kit 2PY98 
T+Pro-1AC Electrical Test Kit Fluke-T+Pro-1AC Kit 1CWL4 
T5 Replacement Modular Test Lead Kit Fluke-T5-KIT 4FB11 
T5 Test Leads Fluke-T5-RLS 13E627 
Fluke T5 RLS Replacement —_-H5 Holster for T3 C520A Leather Plastic Holster Fluke-H5 4PD22 
Test Lead Set for T5-600 and T5 Testers Tester Case for T5 aang Uni Fl ee are 
* roving Uni 
and T5-1000 No. 13E627 No. 4PD22 Tester No. SPR86 T6 Electrical Testers, DMMS and Clamps PRV240FS 420H98 





Fluke 2AC VoltAlert™ 
No. 6GAE8 


Noncontact Voltage Testers FLUKE. 


= Test for energized circuits Pocket-size testers are easy to use: Tip 
and defective grounds glows red to verify voltage in the line. 
= 2-yr. warranty Each includes batteries. 


os oo 


———_— 


Fluke 1AC-A1-Il 
VoltAlert™ with Sound 








Mfr. Voltage Audible On/Off Safet Item Pkg. 

No. 2KU25 Model Rane Alert Flashlight Switch Rating No. aly 
Fluke-2AC 90 to 1000VAC No No No  CATIV1000V 6GAE8_ 1 
Fluke-2AC-5PK 90 to 1000VAC No No No  CATIV1000V 6GAE9 5 
. Fluke LVD2 Volt Light Fluke-1AC-A1-I| 90 to 1000VAC Yes No Yes CATIV1000V 2KU25 = 1 
with Flashlight FLK-1AC-II-5PK = 90 to 1000VAC Yes No Yes CATIV1000V 2KU27 5 
\ No. 1DGY1 Fluke-LVD2 90 to 600VAC No Yes Yes CAT IV 600V 1DGY1 1 
FLK-1LAC-A-I| 20 to 90VAC Yes No Yes CATIV1000V 2KU26'~ = 1 


046 GRAINGER. 
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1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® TEST INSTRUMENTS 
Find the ww. Find Solutions. Find Great Prices. Testers 





* Westward EXTECH fS BRADY. Elie: 


Wiring Device-Kellems 


Receptacle and Circuit Testers 


Receptacle and Circuit Testers—Check for correct wiring in 3-wire electrical 
receptacles on AC circuits. GFCI and AFCl (arc fault circuit interrupter) testers also 
verify proper circuit interrupt operation. All except No. 3D360 feature LED indicators. 


WARNING: Not for use on circuits employing isolation transformers (Such as cardiac care). 











Safety Item 

Item Voltage Load Current Rating Brand No. 
Receptacle Tester 110 to 125VAC _ _ Westward 197233 
Receptacle Tester with GFCI 110 to 125VAC 6 to 9mA for GFCI — Westward 19T234 
Receptacle Tester with GFCI 125VAC _— _— Oe 3D360 
Receptacle Tester with GFCI 120 = — Extech 40JZ67 
Receptacle Tester with GFCI — = = Brady 15Y517 No. 40J267 

bes 6 mA for GFCI, CAT Il : 

AC Circuit Analyzer 95 to 140VAC 30mA for RCD 120V Amprobe 6UNU9 No. GUNUS 








LH): HD ELECTRIC COMPANY 


A Textron Comp 


High Voltage Storm Restoration and Maintenance Tools 


Personal Voltage Detector— Voltmeters—Compact dual-stick High Voltage Ammeter—Capability to 
Detects and alerts operator when voltmeters and phasing set with capac- take spot-load studies at transformers or 
in the presence of electrical fields | itance test point mode and peak hold. any mid-span location, as well as phase 
or energized electrical equipment. With 1% accuracy from reading. balance studies on primary or secondary 


1 ith 0 
Noncontact Voltage Direct-Contact Voltage Detectors— Hen Aca es : sae iG 
Detectors—Noncontact voltage § Single-point instruments are designed 5000A. 25 to 500 Hz P 
detectors gives indication witha — to read voltage on a conductor up to 
typical detection distance of 10".A 500kV line-to-ground. Hotsticks—Fiberglass sticks are 
15-min. charge will provide a full designed and required to be used with 





Low-Voltage Detector—Used to 


day use. detect stray voltage as low as 5 volts, voltmeters, noncontact and direct contact saa GERIESS saG: SEMIS? 
voltage detectors, and ammeters. 
Voltage Power Mfr. Item 
Description Includes Range Req. Model No. 
Personal Voltage Detector 
\V-Watch Carrying Case Lanyard 2400VAC QV Alkaline 1604A, IEC 6LR61 VW-20H 35ME39 
Non Contact Voltage Detectors 
Proximity Voltage Detector Charge Cord, Transformer, Carrying Holster and Carrying Case 120VAC to 500kV Lithium Battery PRX-900 35ME32 
g Charge Cord, Transformer, Carrying Holster and Carrying Case 120VAC to 69kV Lithium Battery PRX-69D 35ME33 
Voltmeters 
Universal Digital Voltmeter Peak Hold, Case and (2) Overhead Probes OV to 40kV = DVM-80UVM 3oME27 
Voltmeter Proof Tester® QV Battery = 9V Alkaline Battery PT-5000B 3oME34 
Direct Contact Voltage Detectors 
Digital Voltage Indicator Case, (2) Overhead Probes and Proof Tester 0.1kV to 500kV 9V Lithium Battery DV1-500/K06 30ME26 
DVI Proof Tester = = 9V Alkaline Battery PT-DVI 3OME35 
Low Voltage Detector and Accessories 
Stray Voltage Detector Holster with Integrated Tester 5 to 600VAC —_ LV-5/K01 30ME29 
Extension Handle = = = LV-EH 3oME3O 
Ground Shield —_ — — LV-GS 35ME31 
Voltage Probe Tester and Bag 5 to 6B00VAC = VP-1/K01 3oME38 
VP Proof Tester = = Battery PI-VP 35ME40 
Voltage Ammeter 
High Voltage Digial Ammeter Tool and bag d00KV, 25 to 500Hz QV Alkaline Battery HVA-2000 30ME28 
Hotsticks® 
4 Ft. S-4H 3oME36 * 
6 Ft. S-6H 35ME37 * 


*Required with PRX, DVM (2 required), DVI and HVA Instruments 











No. 4JNV4 EXTECH Wren. IRE 
i73n 
fe S| GEC and AC iC Wu No. 
No. 2CJN9 Circuit Analyzers lea aa 
AMPROBE Units measure loaded and unloaded AC tod Tost 
- - line voltages; calculate and display % 
High Energy Tic Tracer voltage drop and line impedance; and 
= Verifies presence of 30V to 122kVAC display peak line voltage and frequency. 
(above 1500V requires Hot Stick Offer selectable 12, 15, or 20A load. 
No. 2CJUN9, sold separately) No. 5GCC8 includes test cord with 
= Visual and audible voltage indication 3-prong plug. CAT Il 300V. No. 9TE53 is 
= Dropproof to 6 ft. CAT Ill 300V. 
Utility tool safely checks transmission ; | a cone _ lie 
i ietrihi iti i em tem oltage oad Current ran 0. 
eee die qq besariotion _No._ GF CT Analyzer ~~ 90 to 240VAC-6 to Sma for GFCI. 30 o 37mATor EPO Extech SGCCE 
: ; igh Voltage Detector rae 6 to 9mA for GFCI, t 
break connectors. Includes 9V battery. Adjustable Hot Stick ~~ 2CJN9 AC Circuit Analyzer 85 to 265VAC Chan 30mAfcrEPD  —=ié=«éSWTetest' «TESS 


Sign in to Grainger.com® to see YOUR Pricing and MORE 04/ 


TEST INSTRUMENTS Scan. Order. Done. 
Testing Equipment Cases Details on page Al. 


Find Fluke meters on pages 536 to 541, 558, and 562. 











C781 Meter 
Case 
No. 4KD78 
| PACK 30 
No. 485A70 
C25 Large Soft Case C35 Meter Case C50 Meter Case C550 Tool Bag 
No. 2A428 No. 2DPJ5 No. 2A431 No. 5PR88 








Fluke 8OTK Fluke 80T-150U Fluke 80AK-A Fluke 80K-40 High Fluke PV350 Pressure/ Fluke SV225 Stray 
Thermocouple Module Universal Temp. Probe Thermocouple Adapter Voltage Probe Vacuum Module Voltage Eliminator 
No. 2A433 No. 1T330 No. 2DPH5 No. 1T321 No. 6T375 No. 2JYX4 


Cases, Fuses, Probe Lights, and Stray Voltage Eliminators “FLUKE. 


Accessories, small test lead kits, and other items are specifically designed to work with or protect Fluke® test instruments. 


Weather- Mfr. Item 
For Use With Resistant Zipper Wrist Strap Belt Loop Material W H D Model No. 
Soft and Leather Cases 
Mfr. No. 110/111/112/12/16 Series Yes Yes Yes Vinyl 5 1¥," 64" Fluke-C12A 61200 
Mfr. No. 114/115/116/117, 77 IV, 922, 971, 61 Series Yes No Yes Vinyl 4" 2 8 Fluke-C23 3MU93 
Mfr. No. 20/70/80/1 70/180, 50/60, 1500, 320 Series Yes No Yes Polyester 5 BY," 2," Fluke-C25 2A428 
Mfr. No. 20, 70, 11X, 170 Series Yes No No Polyester 5Y" 82" 2V" C35 2DPJ5 
Mfr. No. 1520, 40 Series Power Meters, i1000s, i3000s Yes Yes No Vinyl 1¥2" 3 YA" 121" Fluke-C43 3MU95 
Mfr. No. 16/110, 50 Series Yes Yes Yes Polyester 3% 1¥," 1V" Fluke-C50 2A431 
Fluke Accessories Yes No No Vinyl 1" 1%" 4" Fluke-C75 1TC07 
Mfr. No. 20/110/170, 50/60 Series Yes No Yes Polyester oY" 2'/6° 8" Fluke-C90 1A742 
Mfr. No. 20, 70, 11X, 170 Series Yes No No Polyester (a 2" g" C115 2DPJ6 
Mfr. No. 20, 70, 11X, 170 Series Yes No No Polyester 84" 2" 8/4" C116 2DPJ7 
Scopemeter, Mfr. No. 120 Series Yes No Yes Polyester ours 2¥" 10" Fluke-C125 4KD76 
Mfr. No. 287, 289 DMMs, Other Similar Format Test Tools Yes Yes No Polyester TAs g" 298" C280 2VFZ9 
All Instruments Yes No No Polyester 8" gy" 14" Fluke-C345 3HCE8 
Mfr. No. C33/WWG, T5-Kit, C33/RS, T5-600 Yes No Yes Polyester 477," ey 107%" Fluke-C33 3MU94 
Mfr. No. C510/WWG, C510 ELECT No No Yes Leather 5" 2%6 Q" Fluke-C510 5PR85 
Mfr. No. T3/T5 No No Yes Leather a Zz 10" Fluke-C520A 5PR86 
All Instruments Yes Yes No Cloth 8y2" 12" 16" Fluke-C550 5PR88 
Mfr. No. C781/WWG, FLK 177/FA, FLK 187/FA Yes No No Nylon I" 5% = 10%" Fluke-C781 4KD78 
Hand Tools No No No (i 2" 9¥2"FLUKE-PACK30 485A70 
Hard Cases 
Mfr. No. 27/80/180 Series No No No Plastic 6" 4 10" Fluke-C20 2A427 
Mfr. No. 27, 80 Series, 180 Series, 720 Series, 780 Series No No No Copolymer 1212" aa al Fluke-CXT80 3HCE9 
Mfr. No. 120, 124 Series Scopemeter, Handheld Digital Storage Oscilloscopes No No No Plastic 15%" AV" 13%" Fluke-C120 3LV80 
Mfr. No. 922, 1500 Series, 70, 110 Series, 710 Series, 787, Series 50 No No No Copolymer 12%" a 11" Fluke-CXT170 SHCF1 
Mfr. No. 280 Series, 1621 No No No Copolymer 12%," 5. 11" Fluke-CXT280 3HCF2 
All Instruments No Yes No Plastic 6%" 10" 13° Fluke-C1600 4CB79 
Holsters 
Mfr. No. 80/710 Series, 787 No Yes No Plastic AVA" 2" 8" Fluke-H80M 4YE79 
FLUKE-63 to FLUKE-68-NIST, FLUKE-68 IS and FLUKE-68 IS NIST No Yes Yes Polyester L 2" gy," Fluke-H6 5YB23 
Pkg. Mfr. ltem Mfr. ltem 
Qty. Model No. Description Model No. 
Multimeter Replacement Fuses Modules, Probes, Testers and Pressure Vacuum Module 
Fluke-871173/630 mA 11337 Thermocouple Module Fluke-80TK 2A433 
5 Fluke-871207/1A 61219 Universal Temperature Probe Fluke-80T-150U 1T330 
4) Fluke-871178/2A 17338 Thermocouple Adapter Fluke-80AK-A 2DPH5 
1 Fluke-892583/15A 31244 High-Voltage Probe, 40 KV DC or 28 KV RMS Fluke-80K-40 17321 
1 Fluke-203403/11A 3LW10 High-Voltage Probe, 6 KV DC or 4.24KV RMS Fluke-80K-6 17320 
1 Fluke-20341 1/440mA 3LW11 Pressure/Vacuum Fluke-PV350 61375 
Mfr. Item 
Description Includes Model No. 
Probe Lights 
LED Probe Light and Modular Extenders (2) 8" Probe Extenders, Probe Light, (2) 3V Watch Batteries Fluke-L210 4CB69 
LED Probe Light Kit Mfr. No. L200 Probe Light, Mfr. No. TL71 Premium DMM Test Lead Set and Mfr. No. C75 Case Fluke-L211 4CB70 
LED Probe Light (2) 3V Watch Battery Fluke-L200 4CB68 
Stray Voltage Eliminators 
+ TM ‘ Mfr. No. $V225 Stray Voltage Eliminator, Mfr. No. TL224 SureGrip(TM) Silicone Test Lead Set (Right 
SureGrip” Stray Voltage Adapter Test Lead Kit to Straight), Mfr, No-TP220 SureGrip(TM) Test Probe Set Mt Neon Accessory ae Fluke-TL225 1BE25 
Stray Voltage Eliminator Instructions Fluke-SV225 2JYX4 
548 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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TEST INSTRUMENTS 
Test Leads & Cases 





GRAINGER CHOICE” 
W paymy GRAINGER 
APPROVED 


Test Sets 


Alligator Clips (pair) 
Industrial 

Large 

medium 

Modular Test Leads (pair) 
Banana to Point 
Straight to Rt. Angle 

Rt. Angle to Rt. Angle 
Mini Test Lead to Pincer 
Mini Test Lead to Hook 
Modular Test probes 
Banana to lest Probe 
Banana to Plunger Hook 
Banana to Plunger Pincer 
Extenders 

Slide on Tip 

Modular Probe Extender 
Spade Lugs 

Bare 

with Banana Jack 
Plastic Cover 


4WRD7|4WRE6| 4WRES 4WRDY 4WRDS 4WRE7 4WRE1| 4WRES| 4WRE4 | 4WRES 4WRDG/4WRE2 


Components Included with Kits Item Nos. 






No. 4WRE5 
al, 
: — pp 
= ——_ 
— Safety Item 
Description Rating No. 
Industrial Electrial/ 
= HVAC Tes Lead Set CAT II 1000V 4WRD7 
asic, Low Energy 
— Electronics lest bead Set CAT III 1000V, CAT Il 300V 4WRE6 
— DMM Test Lead Set CAT II! 1000V, CAT Il 300V 4WRE8 
— Deluxe Electrical Test Lead Set Cat III 1000V 4WRD9Y 
Multimeter/Ammeter Test Lead Set CAT IIl 1000V 4WRD8 
= Deluxe Electronics Test Lead Set CAT II! 1000V, CAT Il 300V 4WRE7 
—_ Master Accessory Set Cat Ill 1000V 4WRE1 


° Multiuse Electronics Test Lead Set CAT II] 1000V, CAT II 300V 





4WRE3 


IC Adapters Electronics Master Set CAT Ill 1000V, CAT 11 300V 4WRE4 
Slide on — — — — — ° — — — — — ° Industrial Test Lead Set CAT Ill 1000V, CAT || 300V 4WRE5 
Short — — — — — ° — ° — — — ° DMM Probe Set _ CAT Ill 1000V 4WRD6 
Gase SS eee EEE EE Eee : SS ray Duty eectrical CAT Ill 1000V, CAT Il 300V 4WRE2 
* GRAINGER 
Corded Probe and Clamp Test Leads APPROVED 
Safety Max. Item 
Connection Length Rating Amps _ Color Code No. 
Right Angle Shrouded Plug to Retractable Probe 3 HS eM i a lt Black/Red WDE 
ack/Re 4 
soe Socio Pa ate pes bp a car wy sony 19 Pg a8 
‘ ; ; J ac 4 4) 
Right Angle Shrouded Plug to Large Alligator Clip 3 im CAT Til ToOoY CAF BO0V 10 ed aw P26 
; ‘ t. 4" 4] ac 4 
mln Angle Shrouded Plug to Hook Clip Hane 3 ft a CAT Ti 300V : Red 4WRD3 No. 4WPZ4 
Right Angle Shrouded Plug to 5 Way Clip 3 ft. 4 CAT Il 8 Black/Red _4WPZ9 
Precision Electronic Probe Set, Length 3 ft. 3", CAT II! 1000V, Includes Insulated Test Black/Red  4WPZ7 
Probes with Sheathed Right Angle Banana Plug and (5) Pair of Replaceable Tips 
No. 4WRC5 | 
* GRAINGER 
APPROVED 
Modular Test Lead Probes, rn 
Clips, and Extensions GRAINGER 
No. 4WRC8 has a 4mm dia. sharp No. 4WRA2 is designed to test semicon- APPROVED 
point and 2mm tip. ductor interconnects and high-density EXTECH 
Nos. 4WRC5 and 4WRC7 have a 2mm Circuit boards. INSTRUMENTS 


dia. sharp point for hard-to-reach 
areas and recessed components. 


No. 4WRCG6 is flat-bladed. 
No. 4WRAS is insulation piercing, 


plunger style. 


Nos. 4WRC1, 4WRAY, 4WRC2, and 
AWRD4 are plunger style. No. 4WRAQ 
alligator clip tip grabs round fasteners. 
No. 4WRC1 is a hook clip. No. 4WRC2 
is a pincer clip for testing areas in close 
contact. No. 4WRD4 is a bus bar clip. 


Opening Max. Item 
Item L Size _Instrument Safety Rating Amps Color No. 
Multimeter Test Leads with 4mm Sheathed Banana Plugs 
Alligator Clip wm 0.31" CAT III 1000V 10 Black. Red 4WRA8 
Modular Large 37% 0.78" CATIV600V,CATII1000V 10 Black, Red 4WRAS 
Alligator Clips : : 
odular Large sen ; 
Alligator Clips 4%" 1.63" CAT IV6O00V,CATIII1000V 19 Black, Red 4WRC3 
MlgHor Clie. 2%6" 0.30" CAT 11 300V 5 Black, Red 4WRA4 
Modular Test Probe 5"%e" —  CATIV600V.CATII|1000V 10 Black Red 4WRC8 
Modular Test Probe 4%" — CATIV600V CATIII 1000V 10 Black Red 4WRC5 
Modular Test Probe 546" —  CATIV600V CAT III 1000V. 10 Black. Red 4WRC7 
Modular Test Probe. 546" —  CATIV600V CAT III 1000V 10 Black. Red 4WRC6 
Modular Test Probe 515" 0.16" CAT Ill 1000V 5 Red  4WRA3 
Modular Test Probe 51" Ss — CAT Ill 1000V 10 Black. Red 4WRA2 
Modular Test Probe 515" 0.43" CAT Ill 1000V 10 Black Red 4WRC1 
Modular Test Probe 6V4" 0.24" CAT Ill 1000V 10 Black Red 4WRAQ 
Modular Test Probe 6%" 0.14" CATIV600V CATII|1000V.5 Black Red 4WRC2 
Modular Test Probe 6" 0.50" CAT IIT 600V 10 Black Red 4WRD4 
oe 1ft.8" —  CATIV6OOV.CATIII1000V 10 Black/Red 4WRAG 
Modular Test Leads 31.3"  — CAT Ill 1000V 16 Black/Red 4WRAT 
Modular Test Leads 4 ft. ~— CAT Ill 1000V 10 Black/Red 4WRC4 
Modular Test Leads. 4 ft. ~— CAT Ill 1000V 10 Black/Red 4WRD5 








Carrying Cases 


These cases are designed 
and sized to store and protect 
multimeters and accessories. 


Overall Overall Overall 


No. 4WTA1 


Height Width Depth Features 
Soft Carrying Case, Nylon 
134" oy4" a Internal Pocket 
2' 43g" 898" Internal Pocket 
2\" 4%" 848" Internal Pocket 
3" 3 12% Zipper, Inner Front Pocket 
6" 3 1% — 
gy" [' 2 — 
9°" 6 11/6 (3) Internal Pockets 
12%" 8 15%" (10) Inside Pockets, (16) Outside Pockets 
Soft Carrying Case, Vinyl 
1%" 5/4" ‘é Internal Pocket 
= Aye" 89" Internal Pocket 
2 4" 10" Internal Pocket 
2a Aye" 88" Internal Pocket 
a 6A6 82" Internal Pocket 
oy 3" 12% Zipper, Inner Front Pocket 
3 1A" (ES 95" (3) Internal Pockets 
64" AY," 1" — 
19" 14%" 3%" Internal Pocket 
9°" (EGS 398" (3) Internal Pockets 
Hard Carrying Case, HDPE —_ ™ -_ | 
ahn a! vy" iced foam, Light-weight, Secure, Impervious 
TR 0% 38% to All Solvents, Oils, Fuels and Acids 
Hard Carrying Case, PVC/Aluminum 
1%" 14%" — 4%" Reinforced Corners, Diced Foam 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Item 
No. 


4WPH1 
4WPG8 
4WPG6 
4WPH9I 
4WTA4 
1M940 
4WPJ6 
4WPH8 


4WPG9 
4WPG7 
4WPH6 
AWPG5 
4WPG3 
4WPJ1 
4WPJ3 
1H152 
4WPH4 
4WPJS 


4WTA1 


4WRZ8 


049 








TEST INSTRUMENTS 
Test Lead Sets 





Fluke TLK225 SureGrip™ 
Master Accessory Set 
No. 4CB84 


Fluke TL223 
SureGrip™ 
Electrical 
Lead Set 
No. 3EB22 


‘y 





Dae 


lh 


Fluke TL75 
Hard Point™ 
Test Leads 
No. 1T341 


Convenient accessory sets expand testing capabilities. 


Description 
Clamp Test Leads 
5-Way Test Lead Set 
Automotive Test Lead Set 
Modular Test Lead Kits 


SureGrip™ Master Accessory Set 


Electronic Set 


Electronics Master Set 


Industrial Master Set 
SureGrip™ Deluxe Lead Set 


SureGrip™ Electrical Lead Set 


SureGrip™ High-Energy Lead Set 
Probe Test Leads (1 Pair) 
TwistGuard™ Test Leads 

Retractable Tip Test Probes, 5" L, PR 


Hard Point™ Test Lead Set 


Premium Test Lead Set 

RetractableTip Test Lead Set 
Test Clips 

SureGrip™ Alligator Clips 

SureGrip™ Hook Clips 

SureGrip™ Pincer Clips 

SureGrip™ Alligator Clips 1.13" Opening 
Heavy Duty Bus Bar Clip Set 

Heavy Duty Insulation Piercing Clip 
Test Lead Extentions (1 Pair) 
SureGrip™ Test Lead Extension Set 
SureGrip™ Silicone Insulated Test Leads 
SureGrip™ Insulated Test Leads 

Heavy Duty Test Leads 
Test Lead Kits 


Basic Electronic Lead Set 


Test Probes (1 Pair) 

Slim Reach™ 2mm Diameter Tip 
Slim Reach™ 4mm Diameter Tip 
SureGrip™ Industrial Test Probes 
Electronic Test Probes 

Test Probe Leads 

Test Probe Leads 


Automotive Test Lead Kit 


900 GRAINGER. 


ITT 





Instrument Safety Rating 


CAT | 30V 
CAT | 30V 


CAT IV 600V, CAT III 1000V 


CAT II 300V 


CAT Ill 1000V, CAT II 300V 


CAT IV 600V, CAT III 1000V 
CAT IV 600V, CAT III 1000V 


CAT IV 600V, CAT III 1000V 
CAT IV 600V, CAT III 1000V 


CAT IV 600V, CAT III 1000V, CAT II 1000V 


CAT IV 600V, CAT III 1000V 
CAT IV 600V, CAT III 1000V 


CAT IV 600V, CAT III 1000V 
CAT Il 600V 


CAT IV 600V, CAT III 1000V 

CAT IV 600V, CAT III 1000V 

CAT IV 600V, CAT III 1000V 

CAT IV 600V, CAT III 1000V 
CAT II1 600V 

CAT IV 600V, CAT III 1000V 


CAT IV 600V, CAT III 1000V 

CAT IV 600V, CAT III 1000V 

CAT IV 600V, CAT III 1000V 
CAT Ill 1000V 


CAT Ill 300V 


CAT IV 600V, CAT III 1000V 

CAT IV 600V, CAT III 1000V 

CAT IV 600V, CAT III 1000V 
CAT Ill 1000V 

CAT IV 600V, CAT III 1000V 

CAT IV 600V, CAT III 1000V 


Find even MORE on Grainger.com® 
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Test Leads, Test Probes, Test Lead Sets, and Clips 


Scan. Order. Done. 
Details on page A1. 


Fluke TLK287 
Electronics Master Set 
No. 2JYX5 


Fluke TLK289 
Industrial Master Set 


No. 2JYX6 






Ili 


Fluke TL71 
Premium Test Leads 
No. 4XL47 

SureGrip™ Insulated 
Test Leads 
No. 3MU86 


Includes 


1 pr. (red, black) flexible silicone-insulated leads 
1 pr. (red, black) flexible silicone-insulated leads 


2 plunger-style alligator clips, 2 plunger-style hook clips, 2 plunger-style pincer 
clips, 2 alligator clips, 2 sharp test probes, 2 test leads, foldable pouch 
2 med. alligator clips, 2 probe-tip extenders, 2 test probes, 2 test clips with 
hook clips, 2 test clips with pincer-tip adapters, 2 test lead couplers, 2 bare- 
spade lugs, 2 test leads with stainless steel tips, foldable pouch 
2 modular leads, 2 modular probes, 2 Minigrabber® jack sets, 2 
med. alligator clips, 2 spade lugs with banan jack set, 2 couplers, 
2 Micrograbbers®, 2 Micrograbber® leads, foldable pouch 
2 test leads, 2 alligator clips, 2 hook clips, 2 large alligator clips, 2 
test probes, hanging kit, thermocouple temp. probe, soft case 
Right-angle test leads, 2 styles of alligator clips: plunger-style 
and large jaw, sharp test probes, zippered vinyl case 
63" silicone-insulated test leads, test probe with flat blade, alligator 
clips with safety grip, spring-loaded jaws, wide 20mm opening 
Modular insulated-tip test probes, modular probe extenders, modular test leads 


Adjustable length probe tip with Wearguard™ to indicate wear 
Interchangeable probes for use with most Fluke test lead sets 
1 pr. (black, red) comfort-grip probes, 48" PVC insulated test 
leads with right-angle shrouded banana plugs 
1 pr. (black, red) comfort-grip probes with silicone-insulated, right-angle test leads 
1 pr. (black, red) test leads with sharp needle-point tips adjustable from Omm to 76mm 


1 pr. (red, black) small, insulated, nickel-plated jaws in plunger-style clips 
1 pr. (red, black) nickel-plated jaws 
1 pr. (black, red) pin grabber jaws 
1 pr. (red, black) large alligator clips with nickel-plated steel jaws 
1 pr. (black, red), bus bar jaw 
1 red clip with banana plug 


1 pr. (red, black) silicone-insulated leads with straight connectors on both ends 
1 pr. (red, black) shrouded leads with right-angle on both ends 
1 pr. (red, black) DMM test leads with safety shrouded, standard dia. banana plugs 
1 pr. (red, black) straight leads 


Two 1m test leads (10A), 2 insulated alligator clips (5A), 2 insulated 
probe-tip extenders (3A), zippered vinyl soft case 


1 pr. (red, black) slender probes 
1 pr. (red, black) slender probes 
1 pr. (black, red) deep-reaching probes with banana plugs 
1 pr. (black, red) probes for high-density material with banana plugs 
(1) Red and (1) Black Lead 
(2) Test Probes and (5) Sets of Replaceable Tips 

Mfr. No. TP81 Insulation Piercing Clip Set, Mfr. No. TL224 sae ar Silicone Test 
Lead Set, Mfr. No. TP220 Suregrip(TM) Test Probe Set, Mfr. No. AC220 Suregrip(TM) 
Alligator Clip Set, Mfr. No. AC285 Suregrip(TM) Large Jaw Alligator Clip Set, Soft Case 





Fluke AC220 


SureGrip™ 
Alligator Clips 


No. 3MU82 


Mfr. 
Model 


Fluke-TL26A 
Fluke-TL28A 


Fluke-TLK-225 


TL81A 


TLK287 


TLK289 


Fluke-TLK-220 


Fluke-TL223 
Fluke-TL238 


Fluke-TL175 
Fluke-TP175 


Fluke-TL75 


Fluke-TL71 
Fluke-TL40 


Fluke-AC220 
Fluke-AC280 
Fluke-AC283 
Fluke-AC285 
Fluke-AC87 
Fluke-AC89 


Fluke-TL221 
Fluke-TL222 
Fluke-TL224 

Fluke-TL27 


Fluke-TL80A 


Fluke-TP2 
Fluke-TP4 
Fluke-TP220 
Fluke-TP80 
TL76 
TL910 


TLK281 


Fluke TL224 


Item 
No. 


17C10 
17011 


4CB84 


OXV77 


2JYX5 


2JYX6 
4CB83 


3EB22 
4YE80 


6YPTO 
6YPT1 


1T341 


4XL47 
1ND97 


3MU82 
3MU83 
3MU84 
3MU85 
4YV66 
17026 


3EB19 
3EB20 
3MU86 
oPR89 


oXV76 


4PD27 
4PD28 
3MU87 
17620 
4XKU5 
4XKW5 


4XKU7 
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Find the wi. Find Solutions. Find Great Prices. Power Quality Troubleshooters, Recorder & Loggers 











Power Quality Troubleshooters 


Rugged, reliable tools test power quality for and military power systems. Nos. 12Y317 and 
troubleshooting, preventive maintenance, and 12Y316 capture transients up to 10uS. CAT 
analysis in industrial applications and utilities. IV 600V/CAT III 1000V safety rating for use at 
PowerLog software included with select models _ the service entrance. No. 12Y316 conducts 











allows data analysis, graphs, reports, and tests according to the IEC 61000-4-30 Class A 
logging over time. Color LCD display. Standard. 
FLUKE 437-Il, 435-Il, AND 434-II FLUKE 345 POWER QUALITY CLAMP METER 
3-PHASE TROUBLESHOOTERS = Clamp-on measurement of AC current 
= Auto-trend automatically records up to 1400A RMS and DC current up to 
every measurement without setup 2000A without breaking the circuit 
= System monitoring: Up to 10 power = Troubleshoots harmonics with analysis 
quality parameters on 1 screen and digital or graphical logs 
= Inrush mode for troubleshooting = Inrush current: Captures and analyzes 
nuisance circuit breaker tripping nuisance tripping, from 3 to 300 sec. 
Troubleshoot in real time: Cursors and zoom Accurate in noisy environments, even with 
tools help analyze trends while background distorted waveforms present on electronic loads 
recording continues. Energy loss calculator with low-pass filter. Data logging identifies inter- 
quantifies classic active and reactive power mittent faults by logging any power parameters, 
measurements, unbalance, and harmonics to including harmonics, for minutes or months. 
pinpoint the true dollar cost of system energy Includes PowerLog software. CAT IV 600V safety Fluke 435-II 
losses. No. 12Y317 measures up to 400 Hz to rating for use at the service entrance. 3-Phase Troubleshooter 
capture power quality measurements for avionic No. 12Y316 
Voltage Current Voltage Current Mfr. Item 
Channels Channels Accuracy Accuracy Includes Model No. 
+0.5% +30 BC430 Power Adapter, International Plug Adapter Set, BP290 Single Capacity Li-ion Battery, 28 Wh (8 hr. or More), TL430 
3) 4 +0.1% Test Lead and Alligator Clip Set, WC100 Color Coding Clips and Regional Decals, i430flex-TF-lI, (4) 24°L Flexible Current Fluke-437-I| 12Y317 


Digits Probes, 8 GB SD Card, PowerLog on CD, Operator Manuals In PDF Format, USB Cable A - Mini B, Hard Case with Rollers. 
+0.5% +30 BC430 Power Adapter, International Plug Adapter Set, BP290 Single Capacity Li-ion Battery, 28 Wh (8 hr. or More), TL430 
Di ra Test Lead and Alligator Clip Set, WC100 Color Coding Clips and Regional Decals, i430flex-TF-Il, (4) 24°L Flexible Current Fluke-435-I1 12Y316 
g Probes, 8 GB SD Card, PowerLog on CD, Operator Manuals In PDF Format, USB Cable A - Mini B C1740 Soft Case 
+0.5% +30 BC430 Power Adapter, International Plug Adapter Set, BP290 Single Capacity Li-ion Battery, 28 Wh (8 hr. or More), TL430 
eee Test Lead and Alligator Clip Set, WC100 Color Coding Clips and Regional Decals, i430flex-TF-ll, (4) 24"L Flexible Current = Fluke-434-Il| 12Y315 


) 4 40.1% 


) 4 +0.5% 


Digits Probes, 8 GB SD Card, PowerLog on CD, Operator Manuals In PDF Format, USB Cable A - Mini B C1740 Soft Case 
Power Adapter, International Plug Adapter Set, BP290 Single Capacity Li-ion Battery, 28 Wh (8 hr. or More), TLS430 Test FLK-438-II/ 
5 4 +0.1% +0.5% Lead and Alligator Clip Set, WC100 Color Coding Clips and Regional Decals, i430flex-TF-Il, (4) 24"L Flexible Current WWG 52KA91 


Probes, 8 GB SD Card, PowerLog on CD, Operator Manuals In PDF Format, USB Cable A - Mini B C1740 Soft Case 
0 0 
+ Digits  e bigite Soft Carrying Case, 2 Voltage Leads and Clips, Universal AC Adapter, Data Logging Software, Battery Pack and Instructions Fluke-345  1FBK2 


FLUKE. Additional accessories 


= are available; call 
Power Quality Recorder and Loggers 1-800-GRAINGER 
Rugged, reliable tools test power devices to simultaneously log up to 2 (472-4643). 


quality for preventive maintenance and other measurement parameters (log 
long-term recording and analysis in virtually any parameter available on a 


industrial applications and utilities. Fluke Connect wireless digital multi- 
VOLTAGE RECORDER meter or module). 
Fluke VR1710 Voltage Fluke 1736 
Event Recorder This power logger can employ the 
= Records all values Fluke Connect® Mobile App and 
continuously with no gaps desktop software to help you respond Fluke 1732/B 
= CAT II 300V in real time to critical power quality No. 53YP71 
Easily pinpoints the root cause of and energy consumption data. The 
1-phase voltage problems. Plugs instrument automatically captures — 
directly into main power socket to and logs more than 500 power quality 
capture data for fast, easy record- parameters for energy studies and 


ing of voltage trends, dropouts, and Power quality logging, to help you 
power quality. Saves testing time by optimize system reliability and cost 


simultaneously recording events and Savings. Comes with voltage test seat 


No. 2RUJ8 
voltage. Includes USB interface cable _‘'€ads, 4 alligator clips, four 1500A 
and software. flexible current probes, WiFi® adapter, 
3 line cords, color coding set, Fluke 
3-PHASE ENERGY LOGGERS Energy Analyze Plus software on a USB 
NIST Certified. flash drive, and soft case. 
Fluke 1732/B and 1734/B — c{oltage cunan Noltage oe aa Bia fom 
. isplay annels annels ccuracy ccuracy * Voltage ode 0. 
Easy-to-use, 3-phase electrical Voltage Recorder 
energy loggers help find the sources Dual LED 2 — +0.5% — +0.5% of Range (300V) Fluke-VR1710 2RUJ8 
Oy cle Mieavenieldy West dare eA Sueeereen 4 4 0.2% 1% Fluke-1736/EUS/)WWG 45LN71 
: . +U.270 +170 — = 

discover when and where energy in Color LCD Touch Screen 4 4 20.2% _#1% = Fluke-1738/EUSWWG __45LN73 
your facility is being consumed—from — Color LCD Touch Screen 4 5 0.20% +1% — Fluke 1732/B 53YP71 

rvi ntran to indivi | circuits. Color LCD Touch Screen 4 3 0.20% +1% — Fluke 1734/B 53YP73 
service entrances to individual circuits Color LCD Touch Screen 4 5 0.20% +0.01% — Fluke-1734/EUS 53YP72 


Connect with other Fluke Connect * Does not include additional error from plug-in current sensors. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 001 
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Power Quality Details on page A1. 
3-Phase Power Quality Recorders EXTECH Sonanerz 
= Backlit LCD shows 35 parameters = Optically isolated RS-232 interface; USB adapter 
Work with 1- and 3-phase systems (wye and delta). PQ3350 Series—Provide clamp-on true RMS power measure- 


Programmable sampling rates. Log voltage, current, sags or ments with simultaneous display. Adjustable CT and VT ratios. 

surges, harmonics, energy, power factor, power, and frequency. Measure 1- and 3-phase/3-wire or 3-phase/4-wire systems 

Note: Additional accessories are available on Grainger.com®; search for with datalogs (52,428 1-phase readings, 17,476 3-phase). Each 

“power quality recorders accessories. includes 3 flexible clamp probes (1200A, 12" PQ3350-1; 3000A, 

ie PQ3400 Series—Provide true RMS power measurements 24" PQ3350-3), 4 voltage leads with alligator clips and retract- 
® on displays that can be read in direct sunlight. Adjustable CT able plunger clips, USB cable, software, AC adapter, case, and 

and PT ratios. Log up to 30,000 readings in Microsoft® Excel® AA batteries. CAT Ill 6O0V. 

format on a removable SD memory card for easy data transfer. = Graphic phase diagram with 3-phase system parameters 

Each includes 4 voltage leads with alligator clips, universal 100 = Peak capture 

to 240VAC adapter, case, and AA batteries. Cat Ill 600V. = Optically isolated USB interface 


No. 15E579 graphical power and harmonics analyzer shows Power Quality Recorders—The Dranetz HDPQ merges 
simultaneous harmonics and waveform with peak values. Phase State-of-the-art power monitoring capabilities with excellent 
diagram with 3-phase system parameters, 3-phase voltage or | Communication capabilities to provide users with an exceptional 






Hg 8 


No. 4DKJ9 





current unbalanced ratio (VUR, AUR), and unbalanced factor. monitoring experience. Each instrument has a built-in 7" color 

Captures transient events with programmable % threshold. widescreen LCD user interface for monitoring setup and data 

= Kit current capability up to 3000A, probe review. By putting operator safety first, the Dranetz HDPQ also 
dependent (clamp probes sold separately) enables users to review data and change settings remotely from 

= 2 GB SD memory card virtually any Smartphone or Tablet mobile device, along with 





traditional PC and Mac laptops and desktops. Just hook up the 


382100 Series—Provides simultaneous display of true RMS instrument, close the cabinet doors to the "safe" the environ- 





No. 32ZN35 : : 
data. Adjustable CT and PT ratios. Includes three 1200A current ment, and use either a free third party VNC App or the Dranetz 
clamps, 4 voltage leads with alligator clips, AC adapter, AA HDPQ Apple® or Android™ App 
batteries, and case. CAT Ill 600V. 
Harmonic 
Kit Current Calibration Capture Mfr. Item 
E Capability Current Accuracy Max. AC Amps Frequency Max. AC Voltage Voltage Accuracy Storage Range Model No. 
xtec 
Power Analyzer/Datalogger 
— +0.5% +5 Digits 3000A 60 Hz 600 +0.5% 30,000 Readings _— PQ3450 15E576 
1200A +0.5% +30 digits 1200A 45 to 65 Hz 600 +0.5% +30 Digits 92,428/17,476 Readings — 382100 4DKJ9 
Power and Harmonics Analyzer 
— +0.5% +5 Digits 3000A 60 Hz 600 +0.5% 30,000 Readings — PQ3470 15E579 
1200A +0.5% +30 Digits 1200A 60 Hz 600 +0.5% +30 Digits 52,428/17,476 Readings 99th PQ3350-1 5WYU2 
1200A +0.5% +30 Digits 1200A 60 Hz 600 +0.5% +30 Digits 92,428/1/7,4/76 Readings 99th PQ3350-1-NIST 5SWYU3 T 
3000A +0.5% +30 Digits 1200A 60 Hz 600 +0.5% +30 Digits 52,428/17,476 Readings 99th PQ3350-3 5WYU4 
5 3000A +0.5% +30 Digits 1200A 60 Hz 600 +0.5% +30 Digits 92,428/17,476 Readings 99th PQ3350-3-NIST SWYUS T 
ranetz 
Power Quality Analyzer Kit 
1 to 10A +0.1% 10 — 1000 +0.5% 4 GB 127/63 HDPQ-VA10PKG 32HX93 
3 to 3000A +0.1% 3000A —_— 1000 +0.5% 4GB 127/63 HDPQ-VAFLEX3KPKG 32HX96 
— +0.1% — — 1000 +0.1% 4 GB 127/63 HDPQ-X4APKG 32HX99 
1 to 10A +0.1% 10 45 to 65 Hz 1000 +0.1% 4GB 127/63 HDPQ-XA10PKG 32ZN32 
3 to 3000A +0.1% 3000A 45 to 65 Hz 1000 +0.1% 4GB 127/63 HDPQ-XAFLEX3KPKG 32ZN35 
1 to 10A +0.1% 10 45 to 65 Hz 1000 +0.1% 4 GB 127/63 HDPQ-GA10PKG 32ZN24 
3 to 3000A +0.1% 3000A 45 to 65 Hz 1000 +0.1% 4 GB 127/63 HDPQ-GAFLEX3KPKG  32ZN27 
t NIST Certified. 
1-Phase Loggers and Recorders AEM EXTECH 


AEMC® CL601—Self-contained, data logging, ttue RMS AC Extech® DL160—Can simultaneously measure 2 AC voltage 
Clamp-on current logger offers simple 1-button operation with inputs, 2 AC current inputs, or 1 each of AC voltage and AC 

no exposed connections. 64 samples per cycle. Overload indi- current. Programmable sample rate from 1 sec. to 24 hr. 
cation. Includes DataView® software, USB cable, and batteries. Readings can be downloaded to a PC for analysis. Includes 2 
= Jaw opening: 1.7" current and 2 voltage sensor modules, 2 test leads, 2 alligator 
"= 5 LED indicators clips, software, USB cable, universal AC adapter, and batteries. 


AEMC L261—Provides continuous voltage recording for up Extech DL150—Has programmable sample rate from 1 sec. 
to 8 wk. and real-time wave form viewing when connected to to 24 hr., and true RMS readings to 600V or 200A. Data can 
a PC. Sampling rate is programmable from ’ sec.to 1 in 24 be downloaded to a PC for analysis with included software. 








No. 5LUT6 hr. Has true RMS and DC voltage logging. Includes test leads, Includes current clamp, test leads, USB cable, universal AC 
DataView software, interface cable, and batteries. adapter, and battery. 
Voltage Current Min. Transient Power Safety Mfr. Item 
AEM Range Voltage Accuracy Duration Storage Interface Source Rating Model No. 
0 to 600 AC/DC — +0.5% 0.259uS 240,000 Readings USB (2) AA Batteries CAT IV 300V, CAT III 600V L261 4PKE9 
— 0 to 600 A AC — — 240,000 Readings USB (2) AA Batteries CAT IV 300V, CAT III 600V CL601 —« 2KGY1 
Extech 
6 to BOOVAC 10 to 200A AC +1.5% — 256,000 Readings USB Lithium Battery or 120 V CAT Ill 600V DLi60 _‘ 5LUT7 
10 to 600VAC —«'10 to 200A AC +1.5% — 100,000 Readings USB Lithium Battery or 120 V CAT II 600V DLi50 _— SLUT6 
Navigator Series Power Quality Clamps AMPROBE 
= THD (total harmonics distortion): 0.1 to 100% A full range of diagnostic capabilities including phase sequence, 
= Individual harmonics: 1 to 25th power and power factor, total harmonics distortion and individual 
= Power (W) harmonics, inrush current, low-pass filter, and noncontact voltage 
= Power factor: -1.00 to 1.00 detection. 
ACDC-54NAV Max. Max. Max. Jaw Safety Mfr. Item 
No. 6NZJO ACAmps DCAmps_ AC Volts Voltage Accuracy Temp. Range Opening Rating Model No. 
600 600 TOO hn 25 7% Bay 22 Dinite — Lit CAT I 1000 _ACDC-52NAV_6NZH8 
1000 1000 1000 ee ened g -50° to 1832°F (-50° to 1000°C) i ACDC-54NAV_—6NZJO 
552 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
MTL 





GRAINGER CHOICE® TEST INSTRUMENTS 
Find the wt. Find Solutions. Find Great Prices. Milliohm & Megohmmeters 





AEMC PT eseawann EXTECH Megger. 
Milliohm Meters and Micro-Ohm Meters 






No. 
39N141 





Measure resistance of motor coils, circuit breaker Extech Nos. 4PC52 and 5ZR91—Precision 
contacts, transformers, and printed circuit board testers feature manual zero display adjust and over- 
layouts. Test leads have Kelvin clip connectors. range indication. 


AEMC®—No. 5GTJ1 has a polarity reversal switch Extech No. 1XU18—Overtemperature/overvoltage 
for bidirectional testing and features overload and protection, plus invalid test indicators and Auto-Hold. 
input fuse protection. Stores up to 99 test results. 


Megger® No. 4WXR6—Power limited ranges, high 

® J 
DataView® software included. power outputs, and 10A duty cycle ranges, with high 
Seaward Cropico—4-terminal measurement noise immunity and up to 600V protection between 
with automatic or manual current range selection terminals. 


and open circuit lead warning LED. No. 39N142 
. peace . Megger Nos. 1APD9 and 1APE1—Low- 
Mccall 800°C, with automatic resistance testers average forward and reverse 
P P readings and provide manual current selection or 
Extech® No. 1XU20—High-resolution instrument automatic testing of contact resistance and bonds. 


Oo. 
4WXR6 
provides 7 resistance ranges, with automatic zero No. 1APE1 features selectable high/low test limits 


and built-in comparator for Hi/Lo/Go resistance and stores up to 700 time-stamped tests to down- 
testing or selection. load via RS-232 interface. 
Output Power Safety Mfr. Item 
AENC Resistance Range Resolution Accuracy Current Display Source Rating NIST Model No. 
4 miliohm to 400 ohm 5 Milli Ohm to 400 Ohm +0.25%  10mAto10A — Backlit Dual Line LCD NiMH Battery CAT IIT50V No 6240 5GTJ1 
Amprobe 
é to 2000 ohm 100u0 to 10 +0.5%  1mAto 100mA LCD (8) AA Batteries — No MO-100 6NZH3 
ropico 
40 miliohm to 4000 ohm 10 Micro Ohm to 1 Ohm +0.05% 100uA to 100mA LCD Battery — Yes D04000 39N141 
40 miliohm to 4000 ohm 10 micro Ohm to 1 Ohm +0.05% 100uA to 100mA LCD Battery — Yes D04001 39N142 
4 miliohm to 400 ohm T Micor Ohm to 100 Milli Ohm ~~ +0.05% TmA to 1A LCD Battery — Yes D04002 39N143 
Extech 
20 miliohm to 20 kilohm 0.01mO to 0.01KO +0.2% 10uA to 1A LED 120VAC 60Hz — No 380560 1XU20 
200 miliohm to 2000 ohm 0.19 to 10 +0.5% _ 1mAto 100mA LCD (8) AA Batteries — No 380580 1XU18 
200 miliohm to 2000 ohm 100u0 to 10 +0.75%  1mAto 100mA LCD 120 VAC 60 Hz — No 380460 4PC52 
200 miliohm to 2000 ohm 100u0 to 10 +0.75%  1mAto 100mA LCD 120 VAC 60 Hz — Yes 300460-NIST  5ZR91 
Megger 
0 to 2500 ohm 0.1u0 +0.2% _0.1mA to 10A Backlit LCD NiMH Battery or Line CAT IIT300V No DLRO10HD 4WXR6 
1.9999 miliohm to 1999.9 ohm 0.1u0 to 100m0 +0.2% 100uA to 10A LED NiMH Battery CAT IIT600V No DLRO-10 TAPD9 
1.9999 miliohm to 1999.9 ohm 0.1u0 to 100m0 +0.2% 100uA to 10A Backlit LCD NiMH Battery CAT IIT600V No DLRO-10X__—sTAPE1 


EXTECH Megger-. 
1kVDC Digital Megohmmeters 


Each includes test leads and batteries. Extech No. 1YB52—DC/AC voltage testing. Features 
Amprobe® No. 1WXG3—Programmable sah buzzer, low resistance function, data Hold and 
timer for dielectric absorption ratio test plus 

analog bar graph, internal data logging, and Megger® No. 2MY34—Combines digital measurement 


| eae] megger 
4 . 





2.5 times/sec. sampling rate. with an analog arc for installation testing, preventive 
Extech No. 1YB54—Stores up to 9 maintenance, and commissioning. Continuity buzzer. z 
Ee cae as ; o. 2MY17 
readings. Live circuit display warning and + Megger No. 2MY17—IP54 weather-resistant, with 
beeper. Automatic discharge of capacitive default voltmeter function, continuity buzzer, and live No. 1WXG3 No. 1YB52 
voltage charges. circuit protection. 
Live Circuit Auto Auto Power Safety Mfr. Item 

putput Test Voltage Insulation Resistance Range Detection Resistance Range Display Power Off Ranging Source Rating Model No. 

mprobe 

AACN 4/40/400/4000 megohm _0 to 600VAC/DC 0 to 4000 ohm Digital LCD _Yes Yes __(8) AA Batteries CAT III 600V AMB-45 1WXG3 

xtec 

250/500/1000VDC 0,001 M to t 0 gigohm 1 to 999VAC/DC 0.01 to 1k ohm Digital LCD _Yes No _(6) AA Batteries CAT III 1000V 380363 _1YB54 
ze ricaghin DOUu accor 750VAC/1000VDC 200 ohm, 200 kilohm LCD Yes No (6) AABatteries CAT III 1000V 380260 1YB52 

egger 

250/500/1000VDC 10K to 1000 megohm 0 to B0OVAC/DC 0 to 100 ohm Digital LCD _‘Yes Yes 6) AA Batteries CAT III 600V MIT230_2MY34 

250/500/1000VDC 10K to 1000 megohm 0 to B00VAC/DC 0 to 99.9 ohm Digital LCD ‘Yes Yes 8) AA Batteries CAT IIT 600V, CAT IV 300V_ MIT310 2MY17 


* erysnances Megger. 
Digital Megohmmeters with Built-In Multimeter 





No. 
Each includes test leads, alligator clips, and batteries. Megger® Nos. 49AG72 and 49AG74—DC/AC true RMS voltage 5URG2 
Gh No, SURE2—DC/AC lage etn He shot a oe ea ean talento at dp 
circuit current protection and high voltage warning, g g g g Piey 
polarization index (Pl), dielectric absorption radio No. 49AG74 has PI and DAR tests, plus variable test voltage. Stores 
(DAR), comparison function, data logging, sleep mode, more than 1000 test results. 
and timer. USB compatible. 
Insulation Auto Auto Power Safety Mfr. Item 
5 Output Test Voltage Resistance Range Resistance Range Display Power Off Ranging Source Rating Model No. 
100/250/500/1 000VDC 0.1M to 10 gigohm 0.1 to 999.9 ohm Backlit LCD with Bar Graph Yes Yes 1.5V Battery CAT III 600V — 5URG2 
50/100/250/500/1000VDC 0 to 200 gigohm 0.1 to 999.9 ohm Backlit LCD Yes Yes (6) AA Batteries CATIV600V._—*MIT420/2 _—« 49AG74 
250/500/1000VDC 0 to 200 gigohm 0.1 to 999.9 ohm Backlit LCD Yes Yes (6) AA Batteries CATIV600V__—‘MIT400/2_—« 49AG72 
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Megohmmeters Details on page Al. 
 5k/10kVDC Output Megohmmeters 
Wise. EXTECH Megger. 
¥ and Voltage Tester eros | EGY 
No. Amprobe® No. 6NZF7—Automatically calculates PI Megger No. 40D467—Automatically calculates Pl and DAR. High 
(polarization index), DD (dielectric discharge), and DAR noise immunity with specified guard terminal. 1000V protection 
(dielectric absorption ratio). Step voltage tests. Noise between all terminals. Separate AC/DC voltage range with Hz. Locking/ 


(EMI) rejection filters, real-time graphs, and simultaneous __ touch-proof test leads and tough dual case. 


mae he ee Megger Nos. 40D468 and 40D469—Automatically calculate PI, 

a sr aeniemapetiat trate ie ee ' DAR, DD, and stepped voltage (SV). With 1000V protection and high 
noise immunity with specified guard terminal. Store date/time/temper- 

Extech® No. 21YE32—High-contrast OLED display with §ature-stamped results with software. Separate AC/DC voltage range 

Pl and DAR measurement. EnerSave™ limits test duration to with Hz. Locking/touch-proof test leads, line supply, and dual case. 


Save energy. Built-in heavy-duty carrying case with cover. Megger No. 36MG30—Automatically performs Pl, DAR tests. 
Includes test leads. Separate AC/DC voltage range with Hz. Includes locking/touchproof test 
Megger® MIT 400 Series—Insulation testing, capaci- leads. 


bape Pherae iat Ben ciae dhinee iia Megger No. 30KA05—Performs IR, timed IR, Pl, DAR, DD, SV, and 
function nee ‘fail er alata Saar aaa ramp test, with dedicated voltmeter function, high short circuit current, 
PB and high noise immunity. Stores results and data log for onscreen recall 


ani se ae si es a 49AG75 has or transfer to PC. Double-insulated test leads. IP65 dust- and moisture- 
PEO EE Nene. Udtie Met alot sai Stage: resistant dual case is fire-retardant. 


Insulation Live Circuit Data Auto Aut Power Safety Mfr. Item 

P Ontout Test Voltage Resistance Range Capacitance Range Detection Logging Ranging Boat Off Display Source Rating Model No. 

mprobe 

0 to 99.9, 100 to 999 1000 Data Dual, External Power : 
250 to 5000VDC 10 teraohm Oe 60 LE No Points Yes No LCD aie eens CAT IV 600V AMB-55  6NZF7 
Extech 
500 to 10,000VDC "500 Gagne Yes No No ‘Yes LD (8) C Batteries CAT III 300V MG500 21YE32 
Megger 
50/100/250/500/1000VDC 0 to 200 gigohm = Yes No Yes Yes  BacklitLCD (6) AA Batteries CAT IV 600V MIT410/2 49AG73 
50/100/250/500/1000VDC Oto 200gigohm 0.1 nF to 10 uF Yes (mata yes =» Yes_-~=«Backlit LCD —_(6) AA Batteries CAT IV 600V MIT430/2 49AG75 
50 to 5000VDC 10 teraohm 10 to 25 uF Yes No Yes Yes CCD Line or Battery  IEC61320-1 CATIV600V MIT515 40D467 
50 to 5000VDC 10 teraohm 10 to 25 uF Yes Yes Yes Yes LCD Line or Battery  IEC61326-1 CAT IV600V MIT525 40D468 
50 to 10,000VDC 20 teraohm 10 to 25 uF Yes Yes Yes Yes LCD Line or Battery  IEC61326-1 CAT IV 600V MIT1025 40D469 
100k ohm t Digital 
250/500/1000/2500/5000VDC ys pe — Yes No Yes Yes Analeg LCD (8) AA Batteries CAT II 600V BM5200 36MG30 
Digital/Analog ; CAT IV 1000V, 
1000/15,000VDC 30T ohm 10 nF to 50 uF Yes Yes Yes Yes Backlit LCD Line or Battery IEC 61010-1 MIT1525 30KA05 


= Analo . . 
=) Megohmmeters MIAEMC EXTECH Megger. Qj iyo» Spe WEF 








AEMC® No. 6YPR4—Test voltages up to 1000V, 5000M0. Simpson® Electric No. 4€CWN9—High-voltage (to 2000V) 
Brushless alternator with solid-state rectifier, automatic discharge, insulation tester features 8 test voltages, automatic discharge, 
folding crank, guard and ground terminal. Steady test voltage AC/DC voltmeter, LED indicators, and lock On testing. Complete 
sis een output across entire range. Designed for harsh environments, the —_ with test probes, permanently attached cables, 2 alligator clips, 
. No. 9X79 Case seals out rain, water, and dust. plug-in battery module, batteries, and carrying case. 


Extech® No. 9XJ79—Fuse-protected meter with 3 test voltages, Supco® No. 3T105—Includes test leads with alligator clips 
automatic discharge circuit, lock On, 1.3mA short circuit current, | and carrying case. Requires 2 C batteries (not included). 


| and continuity and resistance testing. Includes test leads with alli- ' T™ 
T ; UEi Test Instruments™ No. 46MV77—Hand-crank tester 
) No: 97841 gator clips, carrying case, and batteries. CAT Il 1000V. measures 100V, 500V, and 250V output ranges with 1-division 


Megger® Nos. 31841 and 31843—Feature automatic discharge accuracy. Damping time is more than 4 sec. Rugged sealed, 
and guard terminal. No. 31841 is lightweight—only 2.25 lb.—with water-resistant metal housing. Includes test leads. 

an impact-resistant housing. Safety check, AC voltage range. Use 

No. 31843 for high-resistance insulation testing. 








No. 4CWN9 





Live Circuit Power Auto Safety Mfr. Item 
A Description Detection Insulation Resistance Range __ Display Source Ranging Rating Model No. 
Hand Cranked Megohmmeter 0 to 600VAC/DC 1 to 5000 megohm Analog Crank Yes CAT II 600V, CAT III 300V 6503 6YPR4 
xtec 
Battery Operated Megohmmeter 0 to 600VAC 100/200/400 megohm Analog (6) AA Batteries No CAT III 1000V 380320 9XJ79 
Megger 
Hand Cranked Megohmmeter _0 to 600VAC/DC 2000 megohm Analog — No — MJ159 31841 
Hand Cranked Megohmmeter 0 to 600VAC/DC 2000/5000/10,000/20,000 megohm Analog — No — 210170 31843 
Simpson Electric 
Battery Operated Megohmmeter 0 to 2000VAC/DC 10K to 1 teraohm Analog (6) D Batteries No — 12505 4CWN9 
Supco 
Line Powered Megohmmeter = 20 to 1000 megohm LED — No = M500 31105 
UEI Test Instruments 
No. 46MV77 
No. 3T105 Hand Cranked Megonmmeter 9 +9 4 qQQVAC/DC 0 to 1000 megohms Analog Crank No = IRT20 46MV77 


Insulation Resistance Tester 


Compact Digital Insulation Tester EXTECH 


Troubleshooting tester has a wide measurement range (up to 1000V) and insulation resistance. Offers polarization index (Pl), dielec- 
tric absorption ratio (DAR), 30V to GOOVAC voltage, 10MOQ internal resistance test, low resistance (with zero function), and audible 
continuity. High voltage and overload indicators. Auto-discharge and voltage output warning functions. Backlit 2000-count dual 
display. 6" x 4" x 2.8", 1%-lb. housing. Includes test leads, alligator clips, batteries, snap-on protective hard cover, and soft pouch. 








Insulation Live Circuit Resistance Power Safety Mfr. Item 
Output Test Voltage Resistance Range Detection Range Display Auto Power Off Auto Ranging Source Rating Model No. 
250/500/1000VDC 0 to 5G Ohms Oto 600VAC Oto 200 ohm Backlit LCD No Yes (6) AA Batteries CAT III 600V MG310 45ZA06 
554 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yy. Find Solutions. Find Great Prices. Motor Testers, Earth/Ground & Turns 
Motor Rotation 
Indicators and Testers GJAEMC Eas EXTECH Megger. EH 
Devices help ensure correct motor/pump installation by identifying Extech Phase and Motor Rotation Tester—Checks phase | 
the phases and CW/CCW rotation, to prevent damage to the motor orientation on 3-phase power sources and shows motor rota- 
or electrical system. tion. Indicates phase sequence and status. 
AEMC® Phase Sequence Tester—Detects open or de-ener- Extech Phase Sequence Tester—Phase orientation on a RGTKS “Ma2daxce4a 
gized phases. Determines correct wiring for proper rotation. 3-phase power sources. Graphical and multiline indication. ; 
Color-coded leads and black alligator clips. Line powered; no No battery required. 


battery required. Megger® Phase and Motor Rotation Tester—Tests phase 


Amprobe® Phase Sequence Motor Rotation Tester—Tests | sequence and rotation, motor rotation, and transformer polar- 
power sources and motors, using test leads or wirelessly.L1/L2/ ity without having to first energize the motor. Fuse-protected 
L3 inputs. Convenient error display. Test leads, probes, alligator test leads, spare fuses, and battery. 

clips, carrying case, and AAA batteries. 


= a Nh 





} 
UEi Test Instruments™ Hermetic Compressor No. 40PC49 








Extech® Noncontact Phase Sequence Tester—Checks phase Analyzer—Indicates motor winding continuity and ground 4, | 
sequence and status on 3-phase power sources. Beeper indicates faults. Breakout jacks for voltage and resistance, 3 ranges of 7 
phase detected and if it is reversed. 3 built-in, 30" test leads have 250VAC, dual AC voltage operation, and reverse motor option. | 
color-coded, fully insulated alligator clips. Case and AA batteries. Pa: 
Voltage Motor Phase Phase Voltage Safety Mfr. Item 
AEN Item Range Display Rotation Rotation Present Indicator Rating Model No. j 
Phase Sequence Tester 40 to 850VAC LCD No Yes Yes CAT IIT 600V 6608 5GTK3 No. 1TZP7 No. 37838 
Amprobe 
Phase Sequence Motor Rotation Tester 40 to /O0VAC LCD Yes Yes No CAT IV 600V PRM-6 40PC49 
Extech 
Non-Contact Phase Sequence Tester 75 to 1000VAC LED No Yes Yes CAT III 1000V, CAT IV 600V PRI200 13X083 
Phase And Motor Rotation Tester 40 to 600VAC LED Yes Yes Yes CAT ||| 600V 480403 1TZP7 
Phase Sequence Tester 40 to 600VAC Multiline LCD No Yes Yes CAT Ill 600V, CAT IV 300V 480400 1TZP6 
Megger 
Phase And Motor Rotation Tester Upto 600VAC Analog Meter Yes Yes Yes — 960060 31838 
UEI Test Instruments 
Hermetic Compressor Analyzer = LED No No No = HA1 8GJC7 
: EXTECH Megger. (JAEMC EWG: 
Resistance Testers AA nen 99g ahh 
Each includes carrying case and batteries. the most accurate reading. Holds 999 readings, with RS-232 for 


download to a PC. Includes test leads, auxiliary electrodes, and 


Extech® Autoranging Clamp-On Tester 382357—Measures .; 
software for instrument autoranging. 


resistance current from 0.2mA to 30A. Programmable data 
logging with 116 data points. Automatic self-calibration, high/ Extech 4-Wire GRT300—Autoranging tester with automatic 
low alarms, and 9999-count LCD. Resistance check plate. zero adjustment measures resistance current less than 2mA. 
Performs 4-, 3-, and 2-wire testing with automatic | (current) 
and P (potential) spike checks. AC earth voltage, test hold, data 
hold, and overrange and low battery indication. Includes test 
leads with alligator clips and 4 auxiliary earth bars. Pollution 
degree 2. 


Megger® Autoranging Clamp-On Tester DET24C— 
Measures resistance current from 0.5mA to 35A and true RMS 
ground leakage current up to 35A RMS. Stores up to 2000 date- 
and time-stamped records. Electric noise filter, intelligent data 
hold, resistance and current alarms, and Bluetooth® download 
capability. Includes calibration check, wrist strap, and software. Megger 1-Button DET3T€—Ground rod and grid testing and 
AEMC® Autoranging Tester 4620—2- to 4-point ground noise rejection to 40V. Measures ground resistance without 


resistance tester is fuse-protected to 250VAC. All error condi- ee Pee caer sett 
tions are listed on the front panel, including low battery, ger. . INCIUdES Pp 


Overrange, and test lead shorts and lead reversals. Requires wire test kit. 
ground kit. Extech 3-Range Kit 382252—Measures earth/ground 


resistance in 3 ranges. Hold, auto-zero, Auto-Off, and overload 
protection. Indicates overrange and low battery. Includes test 





No. 46AN65 





Amprobe® Autoranging GP-2A—3-point (fall of potential) 





or 2-point tests. Automatically calculates earth resistivity pare Oulart corivoaie and fiber alien No. 9XKP5 
(4-point test). Automatically applies 3 testing frequencies for y No. 24K395 
Operating Power Safety Mfr. Item 
Ground Resistance Range Accuracy Res. Frequency Source Display Rating Brand Model No. 
Clamp On Earth Resistance Testers 
0.025 to 1500 ohm +1.5% Of Reading +0.1 0.0020 3333 Hz QV Digital LCD CAT III 300V, CAT IT 600V Extech 382357  1YB44 
0.050 to 1500 ohm at 5% +0.05 ohm 0.01 ohm 1390 Hz (1) AA Batteries _ Digital LCD P3O-EN CAT WV 800V — Megger  DET24C 46AN65 
ow Range +1.9%, _ oer -2- 
High Range 35% 0.01t0100  1390Hz Digital LCD G00V Polution Degree 2 Megger  DET14C 6MRN4 
Earth Ground Testers 
0 to 2000 ohm 2% of Reading +1 Count 0.01 to 10 128 Hz (8) C Batteries _ Digital LCD CAT II 30V AEMC 4620 _ 4GA30 
Se dour) 22% of Reading #2LSD = 0.01to10.— 7.5 Hz = LoD CAT II 240V Amprobe  GP-2A 24K395 
0.002/0.02/0.2/2 kilohm +2% of Reading #3 Digits  —2-O0Tto TkO —820Hz (8) AA Batteries Dual Line LCD CAT IV 300V Extech GRT300 _13X132 
0.00001 to 2 kilohm sal 0 oR {28Hz (8) AABatteries _ Digital LCD CAT IV 100V Megger  DET31C 2MY25 
Earth Ground Tester Kit 
0.02/0.2/2 kilohm +0.8% of Reading +3 Digits 0.010 820Hz (6) AA Batteries _ Digital LCD CAT II 1000V Extech 382252  9XKP5 
Transformer Turns Ratio Tester Megger. 


Handheld instrument designed for use in harsh conditions tests 1- and 3-phase distribution and power transformers (phase by 
phase), potential and current transformers, and voltage regulators. Measures excitation current and polarity. Excitation voltage 
range: automatic 8VAC for distribution, power, or potential transformers; 0.5, 1.5, or 8VAC for current transformers. RS-232 port. 
Includes 6-ft. winding leads, pouch, and AA batteries. 





Mfr. Item 
Excitation Current Range Turns Ratio Range Accuracy Model No. 
0 to 100 mA 0.8 to 10,000 +0.2 to 0.25% Range Dependent TTR20-1 3GZX6 
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TEST INSTRUMENTS 
Insulation Testers 








Scan. Order. Done. 
Details on page A1. 








Insulation and Leakage Testing Basics 


Equipment—including motors, drives, cables, and transformers—relies on 
insulation for proper operation. In insulation testing, a relatively high DC 
voltage is used to make leakage current more apparent (similar to pressure 
testing a plumbing system). Although instruments supply high voltage, the 
current delivered is strictly limited to protect machinery and ensure operator 
safety. 


No. 1BE65 No. 45ZA03 





No. 5NLK7 


Insulation and Leakage Testers 


Rugged and reliable testers are designed for troubleshooting and preven- 
tive maintenance applications. 1k to 10kVDC output tests insulation beyond 
working voltage and ensures that leakage and arcing are identified ina 
controlled testing environment. 


FLUKE 1507/1503 MEGOHMMETERS 

= Earth bond resistance measurement verifies grounding integrity 
Insulation testers have a remote test probe that simplifies repetitive or hard- 
to-reach testing. No. 1BE65 has a CAT Ill 1000V, CAT IV 600V safety rating; 
No. 1BE68 has CAT Ill 600V. No. 1BE65 autocalculates polarization index (PI) 
and dielectric absorption ratio (DAR), saving time and money. Its pass/fail 
compare function enables repetitive tests. 


FLUKE 1555/1550C MEGOHMMETERS 

= Selectable test voltages: 50V increments from 250V 
to 1000V, 100V increments above 1000V 

= Autocalculate polarization index (Pl) and dielectric 
absorption ratio (DAR) with no additional setup 

= Guard system prevents leakage current effect 
on high-resistance measurements 

= Capacitance and leakage current measurement 

= Ramp function for breakdown testing 


Multimeter 
Insulation Resistance Range Resistance Range Output Test Voltage 


Battery Operated Megohmmeters 


0.01M to 10 gigohm 0 to 20 kilohm 50/100/250/500/1 000VDC No 
0.1 to 2000 megohm Oto 20 kilohm 500/1000VDC No 
2 teraohm — 50 to 10, 0O00VDC No 
1 teraohm — 50 to 5000VDC No 
1 teraohm — 50 to 5000VDC No 
2 teraohm — 50 to 10, 0O0O0VDC No 


Insulation Multimeter 
0.01M Ohms to 2G Ohms 
Insulation Tester 
0.1 megohm to 600 megohm 
Advanced Motor and Drive Kit 
0.01M Ohms to 2G Ohms 0 to 50 megohm 
0.01M Ohms to 2G Ohms 0 to 50 megohm 
* Compatible with Fluke Connect® technology. 


006 GRAINGER. 


ITT 


O0to50megohm _50/100/250/500/1000VDC No 


0 to 50 megohm 500/1000VDC Yes 


50/100/250/500/1000VDC No 
50/100/250/500/1000VDC No 





Functionality Live Circuit Detection 


Find even MORE on Grainger.com® 


Most digital multimeters have a resistance measurement capability, but this 
function uses just a few volts. What’s needed is to test the insulation at a 
higher voltage than working voltage. This will ensure that any leakage will 
show up, and if there is a potential for arcing it will occur under controlled 
test conditions. If testing above the working voltage is not possible, insulation 
resistance can be determined by measuring leakage current directly with a 
leakage clamp meter. 





No. 45ZA04 


Provide digital insulation testing up to 10,000V (1555) or 5000V (1550C)—the 
entire range of test voltages specified in IEEE 43-2000. Test a wide range of high- 
voltage equipment, including switchgear, motors, generators, and cables. Store up 
to 99 measurements with user-defined labels, with a PC interface for preventive or 
predictive maintenance programs. No. 5NLK9 includes heavy-duty alligator clips. 
Kits add NIST certificate of calibration, IP67 case, and heavy-duty alligator clips for 
1550C. Instruments have CAT Ill 1000V, CAT IV 600V safety rating. 


FLUKE 1587/1577 INSULATION TESTERS 

= Autodischarge capacitive voltage 

= AC/DC voltage, DC mV, AC/DC mA, resistance, and continuity 

Instruments provide 2 powerful tools in 1—a multimeter and an insulation tester. 
Model 1587 No. 1BE59 adds capacitance, diode test, temp., min./max., frequency, 
and low-pass filter. Both have CAT Ill 1000V, CAT IV 600V safety rating. 


FLUKE 1587FC/MDT ADVANCED MOTOR AND DRIVE KIT 

= Polarization index (PI) with dielectric absorption ratio (DAR) 

= Memory storage and temperature compensation through mobile app 

= Bluetooth interface 

Digital LCD (backlit), remote probe, contact temperature probe, phase rotation 
indicator, and VFD low-pass filter. Kit includes Fluke 1587FC Insulation Multimeter 
(No. 45ZA03), Fluke i400 Current Clamp (No. 4YE82), and Fluke 62 Max +IR 
Thermometer (No. 16X950). Instruments have CAT Ill 1000V, CAT IV 600V rating. 


Capacitance Manufacturers Mfr. Item 
Range Warranty Model No. 
Greater Than 30V — 1 yr. Fluke-1507 1BE65 
Greater Than 30V — 1 yr. Fluke-1503 1BE68 
Greater Than 30V 0.01 to 15 uF 3 yr. Fluke-1555/KIT 5NLLO * 
Greater Than 30V 0.01 to 15 uF 3 yr. Fluke-1550C 5NLK7 * 
Greater Than 30V 0.01 to 15 uF O Vik Fluke-1550C/KIT 5NLK8 * 
Greater Than 30V 0.01 to 15 uF 3 yr. Fluke-1555 5NLK9 ~* 
Greater Than 30V 1000 nF to 9999 uF 3 Yr. FLUKE-1587FC 45ZA03 
1000VAC/DC — 3 yr. Fluke-1577 1BE62 
Greater Than 30V 1000 nF to 9999 uF 3 yr. FLK-1587MDT FC/WWG 45ZA04 
Greater Than 30V 1000 nF to 9999 uF 3 yr. 1587/62MAX+FC/WWG 45ZA05 


1-800-GRAINGER (472-4643) 
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Vibration Testers FLUKE. 


Vibration measurement and evaluation is one of 
the best ways to assess the condition of rotating 
machinery. These vibration testers make machine 
condition evaluation fast and simple for frontline 
technicians by providing onboard identification and 
severity of the most common mechanical faults: 
bearing impacting, shaft misalignment, looseness, 
and unbalance. Fault conditions are categorized as 
slight, moderate, serious, or extreme to help priori- 
tize corrective actions. 


FLUKE 810 VIBRATION TESTER 


Compares machine vibration signatures to a data- 
base of hundreds of thousands of machines of 
many types, sizes, and configurations, to produce 
an instant diagnosis and severity without the need 
to build-up measurement baselines over time. 
Includes laser tachometer, tri-axial accelerometer 
with magnet, viewer PC software, training DVD, 
smart battery pack with charger. 3-yr. warranty. 


FLUKE 805 FC VIBRATION METER 

This Fluke Connect®-enabled wireless meter moni- 
tors machine condition with direct-measurement 
sensor tip, noncontact IR temperature sensor, and 
connector for external magnetic sensor accessory. 


Fluke 805FC 
No. 39UL62 


Earth/Ground Testers 


Provide frontline troubleshooting and in-depth soil analysis—a 
complete solution for utilities, electrical contractors, industrial facili- 
ties, telecom, and data centers. Each includes required connections, 
leads, and hard case. Genuine Fluke® accessories are available; on 
Grainger.com®, search for "earth ground tester acc". 


FLUKE 1623-2 AND 1625-2 


Designed with 3- and 4-pole fall of potential and 4-pole soil resistiv- 
ity testing. Also features selective earth ground rod testing using 

1 clamp and stakeless earth ground rod testing using 2 clamps. 

No. 30JZ61 features automatic frequency control that identifies 
existing interference and selects a measurement frequency to 
minimize its effect; provides more accurate earth ground value. 
Also calculates earth ground impedance at 55 Hz to more accu- 
rately reflect the earth ground resistance that a fault to earth 
ground would see. Includes adjustable limits for faster testing. Kits 
Nos. 30JZ58 and 30JZ59 include 4 stakes, 3 wire spools, 2 clamps, 
cables, batteries, manual, and carrying case. 


FLUKE 1621 BASIC EARTH/GROUND TESTER 
= Adjustable limits for fast testing 
= Autochecks for noise voltage, with alert before testing 
The multimeter-like form is rugged and portable. 
Earth Measurement Poles 


Measuring Voltage Operating Frequency 


Earth Ground Tester Kits 
3,4 Less Than 48 128 Hz 
2, 3, 4 (AC), 2, 4 (DC) Less Than 20 94/105/111/128 Hz 
Earth Ground Testers 
3, 4 Less Than 48 128 Hz 
2, 3, 4 (AC), 2, 4 (DC) Less Than 20 94/105/111/128 Hz 
20 Less Than 48 128 Hz 
Item For Use With 


Accessories 
Earth Stake Mfr. No. Fluke-1623-2, Fluke-1625-2 
Mfr. No. Fluke-1623-2, Fluke-1625-2 







Earth Measurement Clamps 


TEST INSTRUMENTS 


Vibration & Earth/Ground Testers 


iofS 


Fluke 810 
No. 5AER8 


Frequency 
Description Range (Hz) 
Vibration Testers 
Vibration Tester 2 Hz to 20k 
Vibration Meter 10 to 1000/4000 to 20,000 


Fluke 810 Replacement Accessories 
Smart Battery Pack — 
Noncontact __ 
Tachometer Probe 
Z Axis 2 to 7000 Hz +3cB, 
Vibration Tester Sensor X Axis 2 to 5000 Hz +3dB, 
Y Axis 2 to 5000 Hz +3dB 
Quick Disconnect Cable _— 
Vibration Sensor 
Mounting Pads 


No. 30JZ62 ae 


Soil Resistivity 


Selective, Stakeless Yes 

Selective, Stakeless Yes 

No Yes 

No Yes 

— No 
Includes 


(1) 25m Blue Cable with Reel, (1) 50m Red Cable with Reel, (3) Earth Stakes 


Lerwar,’ “otor heart 
Vereen: ei etion Of 
Powvbdn Ciagdray Wear (> 


No. 30JZ69 


Stake Accessory Kit Mir No 


Mfr. No 
Cable Reel Accessory Mfr. No 
Mfr. No 

Pylon Clamp Kit 
Carrying Case Mfr. No 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


_ Fluke-1623-2, Fluke-1625-2 (1) 25m Blue Cable with Reel, (1) 25m Green Cable with Reel, (1) 50m Red Cable with Reel, (4) Earth Stakes 


. Fluke-1623-2, Fluke-1625-2 
_ Fluke-1623-2, Fluke-1625-2 
. Fluke-1623-2, Fluke-1625-2 


Mfr. No. Fluke-1625-2 


_ Fluke-1623-2, Fluke-1625-2 


25m Blue Cable 
25m Green Cable 
50m Red Cable 


Split Core Transformer Clamp, (2) Fasteners, Hard Carrying Case, Manual, Test Lead 







Mfr. Item 
Accel. Range Model No. 


0 to 80g Peak Fluke-810 5AER8 


0 to 50g FLUKE-805 FC 39UL62 
— SBP810 5NLL8 
— 810T 51TDG3 
80 g Peak 8108 5NLL7 


— 810QDC oTDG4 
= 810SMP ONLL9 


No. 2FTY7 


Mfr. Item 
Model No. 
FLUKE-1623-2 KIT 30JZ58 
FLUKE-1625-2 KIT 30JZ59 
FLUKE-1623-2 30JZ60 
FLUKE-1625-2 30JZ61 
Fluke-1621 2FTY7 
Mfr. Item 
Model No. 


EARTH STAKE 30JZ62 
ES-162P3-2 30JZ67 
ES-162P4-2 30JZ68 

CABLE REEL 25M BL 30JZ63 
CABLE REEL 25M GR__30JZ64 
CABLE REEL 50M RD 30JZ65 


EI-162BN 30JZ69 
C1620 30JZ66 
Jo/ 
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Portable Oscilloscopes & Bench DMMs Company Details on page Al. 













Portable Oscilloscopes 


Connect-and-View™ automatic triggering captures complex 
signals. TrendPlot™ paperless recorder mode extends 

trend analysis up to 22 days. 5 versions of each model are 
complete kits that include FlukeView ScopeMeter software 
and hard carrying case. NIST versions include calibration 


certificates. 
STS =. =o Note: Additional accessories are available on Grainger.com®; search for 
A - =~ "fluke oscilloscope accessories." 
FLUKE 190 SERIES 
No. 6WZP4 No. 42X223 No. 48JP64 = DMM and paperless recording modes 
Bandwidth Sampling Safety Mfr. Item = Color display 
: (MHz) 5 mie song anes NIST Battery Life Rating Model No. = Safety rating: CAT Ill 1000V, CAT IV 600V, 
ompact ScopeMeter eries uh cae i 
Aatumatic Connect and View, Edge : = = =< with isolated floating inputs 
5 ) “Or. IV 600V LUKE-123B/WW 48JP64 R instrument mbin ill nd diai 

40 40 MS/s v] No 7 hr. CAT IV 600V FLUKE-124B/\WWG _48JP65 ari : ka i D een terres o d digital 

40 40 MS/s 2 No __7hr. CAT IV 600V FLUKE-1258WWG 48JP66__ Multimeter (DMM) functionality in a single housing, for use 
ee ee Wises Bees with Kit in harsh environments. 60-, 100-, 200-, and 500-MHz oscil- 

20 40 MS) ; No 7 i CAT WV 500 ELUKE-123BS/WWG 48)P67 loscopes provide up to 2.5G samples per sec. (Sa/s) with 

S 0 (aie : vanced triggering, waveform m rem is. 

40 40 M/s No 7 hr CAT IV 600V FCURETSSBSWG—aByPpg— advanced triggering, waveform measurement, and analysis 
MDA-500 Series Motor Drive Analyzers They feature 2- and 4-channel input. Each includes shielded 
ica vii aT Hie ; ike ith ace ae eee Dual Slope, 10:1V test lead, ground lead, 2 hook clips, 3 alligator clips, 

1aeo0, Video Line, selectabie Fulsewi anne ny), cle vo 

500 5 GS/s 4 —~ CAT III 1000V 7 CAT IV 600V Fluke-MDA-510 493vi0  Danana-to-BNC adapter, rechargeable Li-ion battery pack, 

500 5 GS/s 4 Ne — CAT Ill 1000V/ CAT IV 600V_—Fluke-MDA-550 —493V11_—s and charger. 
ScopeMeter® 190 Series Il 
Automatic Connect-and-View™, Free Run, Single Shot, Edge, ret Dual Slope, COMPACT SCOPEMETER® 120B SERIES 


Video, Video Line, Selectable Pulsewidth (Channel A Only), N-Cycle : 
1001.25 GS/s No. Upto 7hrs~ CAT III 1000V 7 CAT IV 600V-Fluke-190-104 ~~ ewzpa—_™ Paperless recording 
100 1.25 GS/s 4 Yes _Upto7hrs CAT Ill 1000V/ CAT IV 600V_Fluke-190-104/CWG 6WZP9 =» Safety rating: CAT IV 600 V 
200 2.5 GS/s 4 Yes Upto 7hrs CAT II 1000V/CATIV 600V_ Fluke-190-204/CWG  6WZP5 a : 
500 5 GS/s 2 No Upto4Hr CAT II 1000V/CATIV600V_ FLUKE-190-502 42223 9,000-count True-RMS digital multimeters combine an oscil- 
(Channel A Only), ele Free Run, Single Shot, Edge, Delay, Dual Slope, Video, Video Line, Selectable Pulsewidth loscope, multimeter, and paperless recorder ina rugged, 


60 125 M/s : No Up io anrs CAT i TOOOVTCAT N 600 Fuke-190-062 130587 IP51 housing for use in harsh environments. They integrate 
S 0 p to 4hrs uke-190- 983 with th ® iew® 

1001.25 GS/s Yes Up to dhrs CAT IIT 1000V// CAT IV 600V Fluke-190-102/CWG13G584 e Fluke Connect® mobile app and FlukeView® for 

200 20 ays 4 it Up to ails wn it Tov? Ar i _ S(T SWFA ScopeMeter software for easier collaboration, enhanced 

9 GS/s 0 p to 4hrs uKe-190- o/ data analysis, and improved critical test information 

500 55 GS/s D Yes Upto4hrs CAT IIT 1000V/CAT IV 600V Fluke-190-202/CWG 13G580 hivi ysis, and improved critical test informa 
ScopeMeter® 190 Series II with SCC-290 Kit archiving. Fluke 125 models also perform harmonics 
Automatic Connect-and-View™, Free Run, Single Shot, Edge, Delay, Dual Slope, and bus health test. Complete kit contents are listed on 


Video, Video Line, Selectable Pulsewidth (Channel A Only), N-Cycle ; 
160 1.25GSis. 4 No Upto7hrs CAT III 1000V/CATIV600V_ Fluke-190-1048  6wzro &rainger.com®.MDA-500 Series Motor Drive Analyzers 
200 2.5 GS/S 4 No Upto/hrs_ CAT Ill 1000V/CATIV600V_ —_—Fluke-190-204S 6WZP6 = Built-in report generator 
200 2.5 GS/s i Yes _Upto/hrs CAT Ill 1000V// CAT IV 600V Fluke-190-204S/CWG 6WZP7 Color displ 
500 5 GS/s 2 No Upto4Hr CAT II 1000V/CAT IV 600V__FLUKE-190-502S  42Xx224 —s™ *VOlOr display 
Automatic Connect-and-View™, Free Run, Single Shot, Edge, Delay, Dual Slope, Video, Video Line, Selectable Pulsewidth = Safety rating: CAT Ill 1000V, CAT IV 600V 


(Channel A Only), N-Cycle 
60 1.35 MS/s y No Upto 4hrs CAT II 1000V/ CAT IV 600V Fluke-190-0625 13G589 Portable Motor-Drive Analyzers help ease troubleshooting for 
100 1.25 GS/s 2 No _Upto4hrs_ CAT II 1000V/CAT IV 600V__Fluke-190-102S 13G585 inverter-type motor drive systems, with guided testing and 


200 2.5 GS/s No _Upto4hrs CAT II 1000V/CAT IV 600V___Fluke-190-202S _13G581 
Mir. P faa " Mir tem .-Preset measurement profiles to make sure that you have 
, Description Model No. JolgeP _Description S008 y Model 3 os the data that you need. Measure key motor-drive param- 
ccessories oltage Probe, Z , Blue - ; 
AC/DC Current Clamp, 100 MHz [308 2ATY3 Voltage Probe 500 MHz" S00V Green VPS510-V 4oxa28 Clers, perform extended harmonics measurements, conduct 
190 Series Replacement Battery BP190 _4YV70 — Voltage Probe, 500 MHz, 1000V, Red VPS410-Il-R 42X231 guided measurements, and create reports all with a single 
120 Series Replacement Battery BP120MH_ 2EWV6 —_ Voltage Probe, 500 MHz, 1000V, Gray VPS410-II-G 42X232 


Voltage Probe, 500 MHz, 300V, Red VPS510-R-42X225 ~Voltage Probe 500 MHz, 1000V' Blue VPS4t0-lI-B 4ox239_ tOOl. Graphical step-by-step voltage and current connection 
Voltage Probe, 500 MHz, 300V, Gray _VPS510-G_42X226 — Voltage Probe, 500 MHz, 1000V, Green VPS410-II-V 42X234 diagrams ease set-up. 





Bench Digital Multimeters 


= 2X 4-wire, precision 4-wire FLUKE 8846A 
resistance measurement technique = 6.5-digit resolution, up to 

= Dual readings for interrelated 0.0025% accuracy 
measurements = Graphical display analysis 

= Interface ports for data modes with TrendPlot™, 
capture to PC statistics, and histogram 

Handle demanding measurements = Includes USB memory device port 


ona workbench or in asystem.Each FLUKE ss08A 
includes test leads, power cord, and = 5.5-digit resolution, up 






No. 1CXJ1 


spare line power fuse. to 0.015% accuracy 
Mfr. Item : 
Description Model No. 7 Dedicated DC leakage range for 
wt a sensitive current measurements 
x4 Wire Ohms 
{000V Test Leads TL2X4W-PTI| 1€XJ1 

Basic DC Mfr. Item 
Res. Accuracy Measurement Functions Advanced Measurements Connectivity Model No. 


Bench Digital Multimeters 


6.5 Digits  +0.0024% VAC and VDC, Amps AC and DC, Ohms, Wide Ohms & Current Ranges, 2 x 4 Wire Ohms, Graphical | USB Memory device port. RS-232 


Frequency, Period, Capacitance, and Temp. Display, Analysis Functions, Histogram, Trendplot, and Statistics LAN & GPIB PC Interface _ Fluke-8846A 120V 1CXH6 


ee 0 VAC and VDC, Amps AC and DC, 2 x 4 Wire Ohms, Graphical Display, Analysis 7 - 
6.5 Digits  +0.0030% OWE EeGteher andl Coriod siaiens “oan Tenaeiet ae tet RS-232, LAN & GPIB PC Interface Fluke-8845A 120V 1CXH4 
5.5 Digits  +0.01% ae On a ee 2 x 4 Wire Ohms, Setup Keys RS-232 PC Interface Fluke-8808A 120V 2GMH3 
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Find the yf. Find Solutions. Find Great Prices. Panel Meters 
4 0 i 
* GRAINGER Autonics Ssaxpsons 
APPROVED sensors & Controllers ap A 
Digital Panel Meters No. 11Y551 No. 12G476 No. 1X181 
Input Power Item 
x Style Range Req. Display Span _ Display Excitation Accuracy Fits Mounting D No. 
AC Current : ; ' § - 
Oto 5AA 85-250VA 0 t010/100/1000 Red LCD No é ; tandard 3/648 — — ___12G476 
eae Oto 5A AC 85-D50VAC Oto 30/300 Gray LCD No _ 20-9” of reading +5count DIN Cutout = — 126473 
0 to 5A AC 40V-300VAC/DC 0 to 10/100/1000 RED LED No — — ___12G478 
0 to 5A AC 40V-300VAC/DC 0 to 15/150 RED LED No — — 126479 
48x96 0 to 5A AC 40V-300VAC/DC 0 to 30/300 RED LED No +0.5% of range +1 Digit Standard % DIN Cutout — — 126481 
0 to 5A AC 40V-300VAC/DC Oto 50/500 RED LED No — — ___ 126483 
0 to 5A AC 40V-300VAC/DC 1999 Red LED No — — ___12G470 
ne Yollane 0 to 20VDC 85-250VAC 1999 Gray LCD N Standard 3/648 G 
to 9-20 ray 0 7 ; tandar — — __ 126498 
li 0 to 200VDC 85-250VAC 1999 Gray LCD__No___*0.1% of reading +1Count DIN Cutout = 126507 
utonics 
_ = 100 to 240VAC 50/60hz — LED = +0.5% V5 DIN = 394" _11Y951 
— — = 5 digit LCD — 0.05% : — —~__11Y497 
AC Current 
MT4W Series 0 to SAAC 100 - 240 VAC 50/60hz_ ~=-1999~9999 Red LED No +0.3% Ye DIN Bracket 4.2" _11Y538 
ae nalies 0 to SAAC 100 - 240 VAC 50/60hz_ = -1999 ~ 9999 Red LED No paki 72x36mm Bracket 3.3° _11¥512 
caling 
M4NS Series 4 10 eo Re Loop Powered -1999 ~9999 Red LED No +0.3% Yo DIN Bracket 2.1' _11Y548 
to 
0 to 10VDC 
MA4V Series 1 to 5VDC 12 - 24 VDC -1999~9999 RedLED No +0.2% ¥ea DIN Bracket 4.2" 11Y550 
0 toimA DC 4 
to 20mA DC 
M4YS Series 4 to 20mA DC Loop Powered -1999 ~9999 Red LED No +0.3% 72x36mm Bracket 3.3° 11549 
Simpson Electric 
AC Current 
Falcon 0 to 5A AC 120VAC Oto 10/100/1000 RedLED No — #1% of reading +5 counts ee Clip 2.94" 1X181 
ate’ 0 to 5A AC 120VAC 1999 Red LED No +0.3% of reading +2 counts Standard % DIN Cutout Clip 3.20' _1FC99 
oltage 
0 to 200VAC 120VAC 1999 Red LED No +0.1% of reading +1 count Clip 3.20  4EU89 
_ 3 0 to 600VAC 120 VAC 7999 Red LED No +0.2% of reading+T count. _—-’® DIN Cutout Clip 3.05"  3FTU2 
urrent 
he von 0 to 50mV DC 120VAC Oto 150ADC Red LED No +0.1% of reading +1 count Standard % DIN Cutout Clip 2.94"  1X145 
oltage 
2800 Series 0 to 200VDC 120VAC 1999 Red LED No +1.0% of input+ 5 counts 1.682 x 3.622" Cutout Slide Mounting Brackets 4./2° 11902 
Fal O10 200mV OC ‘20VAG 1990 Red LED No cl 5 84" —DTaBd 
alcon to 200m e 0 ip 2.94" 21859 
0 to 200VDC 120VAC 1999 TL a CR Clip 2.94" 27862 
Hawk 3 0 to 20VDC 120VAC 1999 Red LED No — g+ Sanaa y | fue Sack 3.20 _1FC98 
aa : tandard Ya nique, Allows Stacking ; 
sah — 0 to 20VDC 9-32VDC 1999 Gray LCD No DIN Cutout of Multiple Meters 2.36" 1X345 
igita 
; 0 Ya DIN, 96 x 96mm . i 
Amik 100 to 500VAC 40V-300VAC/DC 9999 Red LED No +1% Opening, Din Rail Clip 2.16" 48MD90 
Frequency 
pacon 20 to 199.9Hz 120VAC 20 to 199.9 Red LED No +.2% of input +0.2 Hz Standard % DIN Cutout Clip 2.94" _ATL/8 
rocess 
0 to 10VDC 120VAC 0 to 100% Red LED No +0.1% of reading +1 count Clip 2.94" 21885 
Falcon 0 to 10VDC 120VAC 0 to 100% Red LED No +0.02% of reading +1 count Standard ¥% DIN Cutout Clip 2.94" 271887 
4 to 20mA DC 120VAC 0 to 100% Red LED No : Clip 2.94" 271884 
Hawk 3 4 to 20mA DC 120VAC 0 to 100% Red LED No +0.1% of reading +1 count Clip 3.20 1FD10 
4 to 20mA DC 120VAC 0 to 100% Red LED 24VDC Ys DIN Cutout Clip 3.20  AEU92 
ae Type J T/C 120VAC 328° to 2192°F Red LED N 0.1% of read 1.8 °F Cl 2.94 
alcon ype -328° to ° @ 0 +0.1% of reading +1.6 ° ip 94" 27907 
Hawk 3 Type J T/C 120VAC -398° fo 2192°F Red LED No +0.2% of reading +2 counts "dard ¥% DIN Cutout : Clip 3.95" 1FD12 
: _9990 ° 0 ° nique, Allows Stacking ‘ 
RTD Pt100 85-250VAC 328° to 1562°F Red LED No +0.2% of reading + 2.7 °F of Multiple Meters 2.36" 3LW54 
Mini-Max Type J T/C 85-250VAC -328° to 2192°F RedLED No Standard %+ Unique, ‘lows Stacking 5 36 31 ws52 
0 ° DIN Cutout of Multiple Meters 
Type K T/C 85-250VAC 328° 102498°F RedLED No ute Unique, Allows Stacking 5 36 31w53 
yp of Multiple Meters 
Size 
2.5" 3.5” 4.5" 
Item Item Item 
Range No. No. No. 
AC Current 
Dio i0ACA 120372 120373 12037 
to 7 7 14 
0to15ACA 12G376 12G378 12G377 * GRAINGER No. 12G382 
0to 25 ACA 12G379 12G380 12G383 * APPROVED 


* 


126382 


otosoaca | 126885 _| 87 ~~ eee — Analog Panel Meters 





Oto 75ACA = 126389 * | 126390 * 

Oto 100ACA 126391 * 120392 * 12G303.*  «-" +1.9% accuracy 

Oto 150 ACA 12G394 * 126395 ‘i 176396 = Polycarbonate window 

to — : i ' 

0to300ACA | 12G401 * | 12G402 * | 12G403 * Each includes panel cutout template and mounting 
AC Percent Load hardware. 
010 150% 5ACA,  — 126413 * | 126414 * 
aie apale Percent Load Meters—These sensitive meters 


Oto 150ACV | 12G405 126406 126404 ; on. 
Oto 300ACV | 12G409 126407 visually monitor the load conditions of AC or DC 


ie oe} et 126411 12G412 motors while they are running, helping to prevent 





0-10 DCA — 12G417 — motor overloading and burnout. Scale is color 
0-25 DCA 12G419 12G420 + — 
0-50 DCA 400429 490423 = segmented for easy reading. | 

DC Voltage Dimensions 
0-15 DC V 126436 12G437 — Size | A B C D E F G 
0-30 DC V — 12G439 126440 2%" | 2.47" 1.15" 217° 247° 1.88" 1.88" 1.00" 
0-50 DC V 12G443 12G441 12G442 3" [3.20 1.22 2/1 3.00 2.2) 2.29 1.50" 
0-150DCV | 126445 — 12G444 4%" | 4.00" 1.22" 2.75" 4.68" 3.56" 3.56" 1.50" 


* External 5A AC current transformer required. f External 50mV shunt required. 
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TEST INSTRUMENTS 
DC Power Supplies Company 


Scan. Order. Done. 
Details on page A1. 





* GRAINGER 
APPROVED Item 


Primary Range No. 
Current Transformers and 


Solid Core Current 





Transformer roGaRe 
— 8 to5 45 

Shunts for Digital and Oto 75A 12459 

noe g Oto 100A 12460 
Analog Panel Meters Oto 150A 126461 

Oto 200A  12G462 

CURRENT TRANSFORMERS 0to250A  12G463 

Oto 300A 126464 

Produce a 5A output for each primary range. Oto400A  12G465 

0to500A  12G466 

SHUNTS : 0 to anus : 1 ae 

a xter rt t 

No. 12G458 50mV shunts enable a digital or analog panel meter to VG PLETE 

No. 12G456 indicate higher DC currents than with a self-contained Sait lniton: 4 sige 

internal shunt. Portable units are mounted in a phenolic 300ADC  12G456 

base. Switchboard units mount directly onto a busbar. SO0ADC —_—-12G457 








EXTECH 


——=S INSTRUMENTS 


Single-Output DC Power Supplies 

EXTECH® No. 2LUW7: Overcurrent, overvoltage, and 

Each includes power cord. overtemperature protection. Automatically recal- 
5% to 100% Current Limits culates voltage/current limits for each setting. 


Nos. 6XAA3 and 6XAAS: Short circuit protecti Output On/Off control. 100W max. output. 
0S. an : Short circuit protection. oe 
Constant voltage or current. High load/line regu- 0% to 100% Current Limits 


lation. Banana plug output terminals. Low noise/ * Reverse polarity and overload protection 
= Parallel or series connection 





ELECTRONIC TEST INSTRUMENTS 





ripple. 
: No. 13X092: Dual-action voltage and current " : progeaminane PIgSehOuipute 
a ; ; = In-case calibration 
control with push-knob for fine and coarse Output On/Off control 
as tuning. Automatic constant current and constant asters ; 
a volta e crossover Remote control for output Soe eclae tome iim sbeso unl 
eeo & 9 P = Load regulation 





No. 13X092 voltage/current and On/Off. 2 custom voltage and 
current presets and 13.8V/20A factory preset. 
Overvoltage, overtemperature, and short-circuit 


protection. High RFI immunity and excellent EMI. 
B&K PRECISION® 


Constant Current 

= Parallel or series connection 

= Load regulation 

No. 61508: Overload, thermal, and short-circuit 
protection. 

No. 2LUW9: Overload and short-circuit protection. 
Variable voltage output at continuous operation. 


Each includes RS-232-to-TTL cable and software. 


5% to 100% Current Limits 

= Reverse polarity, overload, thermal, and 
short-circuit protection, except No. 11197 
reverse polarity and overload only 

= Load regulation 

= 0 to 30V models offer constant voltage and 
Current and parallel or series connection 

= 0 to 60V and 0 to 35V models offer current 
limiting, constant current, or voltage operation 


No. 46F063 





x i 


No. 3A366 


MO: anna Output selectable by slide switch. 
Output Output Input Ripple Volts Meter Mfr. Item 
Exiach Volts (DC) Current (A) Voltage Regulation Line Volts Regulation Type Display Model No. 
xtec 
Current Limit - 5% to 100% 
Oto 18 0to3 115V/230 VAC 0.5mV 0.1% + 3mV Dual LCD — 382202 6XAA3 
0 to 30 0 to 1 115V/230 VAC 0.5mV 0.1% + 3mV Dual LCD — 382200 6XAA5 
0 to 20 120 VAC <bmVrms 20mV Digital Dual LED 3822/5 13X092 
B&K Precision 
Constant Current - 1% to 100% 
3 to 15 0 to 40 120 VAC 10 mVrms 80mV (+/-10% variation) 2 Digital 3 Digit LED 1692 2LUW9 
0 to 60 0to5 120 / 220 VAC 2.0 mVrms 0.01% + 3mV 2 Digital 4 Digit LED 9110 2LUW7 
Constant Current Operation 
18 20 100 to 240 VAC <5 mV <20mV Digital Dual LED 1688B 46F062 
30 to 60 Low Range: 3; High Range: 2. 120/220VAC +10%VAC 1 mVrms 0.01% + 3mV Digital Dual LED 173f 46F063 
35 to 60 Low Range: 0-10; High Range: 0-5 120/220VAC +10%VAC 1 mVrms 0.01% + 3mV Digital Dual LED 1747 46F064 
36 10 100 to 240 VAC <5 mV <20mV Digital Dual LED 1687B 46F061 
60 5 100 to 240 VAC <5 mV <20mV Digital Dual LED 1685B 46F060 
Current Limit - 0% to 100% 
0 to 30 0to3 110/240VAC <5 mVrms <0.05 % + ImV Digital Dual 3-Digit LED 1670A 20FP71 
0 to 80 0 to 60 100 to 240VAC 60 mVpp 0.02 +1mV Digital (5) Digit VFD 9115 20VD83 
0 to 60 0 to 25 110/220VAC +10% VAC >20 mVpp >or Equal 0.01% +15mV__ Digital VFD Display 9205 40CP73 
0 to 150 0 to 10 110/220VAC +10%VAC >50 mVpp >or Equal 0.01% +15mV __ Digital VFD Display 9206 40CP67 
1 to 32 0 to 30 120 VAC >5 mVrms >or Equal To 20mV 2 Digital 3-Digit LED Display 1901B 49AF90 
1 to 60 Oto 15 120 VAC >5 mVrms >or Equal To 20mV 2 Digital 3-Digit LED Display 1902B 49AF91 
5 to 150 0.04 to 10.4 100 to 240VAC —_—>or Equal 10 mVrms >or Equal 1/7mV Digital (4) Digit VFD XLN15010-GL 20VD78 
Current Limit - 5% to 100% 
0 to 0.25, 0 to 1 120/240 VAC <imV <0.01% + 3mV 2 Analog _— 1710A 3A366 
0 to 30 0 to 0.5,0to3 120/240 VAC <imV <0.01% + 3mV 2 Analog — 1730A 3WU41 
0to3 120/240 VAC <imV <0.01% + 3mV 2 Digital 4 Digit LED 1735A 17197 
0 to 35 0 to 6 120/240 VAC <imV <0.2% + 2mV 2 Digital 4 Digit LED 1743B 3CE32 
0 to 10 110/240VAC >ImVrms >0.02% + 2mV Digital Dual 4-Digit LED 1745A 20FP73 
0 to 60 0 to 2 120/240 VAC <imV <0.01% + 3mV 2 Digital 4 Digit LED 1715A 3WU40 
k 3 to 14 12 @ 13.8VDC 120/230 VAC <10mV RMS <0.8% 2 Analog — 1686A 61508 
ccessory 
Test Lead Set, Includes 1 Pair of Each 48" Long Leads (Straight to Retractile Stacking Plug), Large Insulated Alligator Clips, Standard Alligator TLPS OLUY3 


Clips with Rubber Boots, Spade Lug Adapter 6mm, Insulated Shrouded 4mm Banana Plug Adapters, and Remote Sensing Leads 
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GRAINGER CHOICE ° 
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TEST INSTRUMENTS 
Adapters & Static Grounding 





RF Adapter Kits 


Includes 
N-Type Male and Female, BNC Male and Female, TNC Male and Female, SMA 
Male and Female, Coupler, Double Banana Plug, Double Binding Post 
BNC Female/N-Type Male, SMA Female/N-Type Male, SMA Male/N-Type Male, SMA Male/N-Type Female, SMA 
Female/N-Type Female, SMA Female/TNC Male, SMA Female/BNC Female, SMA Male/BNC Male, SMA Male/ 
TNC Female, SMA Female/TNC Female, SMA Male/BNC Female, SMA Male to Female Right Angle, SMA Male to 79934 
Male, BNC Male/N-Type Female, N-Type Female to Female, BNC Male to Male, N-Type Male to Male, SMA Male/ 
TNC Male, TNC Male/BNC Female, BNC Female to Male to Female, TNC Female to Female, BNC Female to Female 
to Female, BNC Female to Female, SMA Female to Female, SMA Male Termination, SMA Female/BNC Male 
N-Type Male and Female, BNC Male and Female, TNC Male and Female, SMA Male and 
Female, Coupler, Double Banana Plug, Double Binding Post, UHF Male and Female, Mini 5748 









Pomona 


Mfr. Item 
Model No. 


5698 30PH70 


30PH72 


30PH71 


UHF Male and Female, F Male and Female, RCA Male and Female, Signal Sampler 











No. 30PH74 


No. 30PH63 No. 30PH66 
= = ® 
BNC Adapters Pomona 
Frequency Voltage Item 
Adapter Type Contact Material Range (Hz) Rating No. 
. Beryllium Copper Body Material 
| Male to Female Brass/Berylium Copper Beto 124 GH2 335 Vins 30PH64 
ale to Female rass/Beryllium Copper 0 12. Z rms 
Pomona ) | no SOPHSs Brass Body Material : Ee 
Bulkhead Beryllium Copper DC to 500 MHz 200 Vrms 30PH65 
Female Panel Beryllium Copper _ 900 Vrms 30PH60 
Component Boxes Female to Female Beryllium Copper _— 900 Vrms 30PH61 
Male to Female to Female Brass/Beryllium Copper _— 900 Vrms 30PH66 
Item Phone Plug Beryllium Copper = 900 Vrms 30PJ22 
Features H W D No. Termination ____Brass/Beryllium Copper DC to 250 MHz/250 to 500 MHz 500 Vrms 30PH74 
1.38" 9.95" 1.13" 30PH94 Nickel Plated Brass Body Material : 
— 9 6d" 495" 174" 30PH95 Female to Double Banana Plug _ Gold Plated Beryllium Copper — 30VAC/60VDC 31045 
SE — a Female to Female Gold Plated Beryllium Copper — 30VAC/60VDC 31037 
BNC Female 113" 2.25" 0.88" _S0PH92 Female to Female to Female Gold Plated Beryllium Copper = 30VAC/60VDC___3T038 
Connectors 1.38" 2.25 1.13" 3O0PH96 Male to Double Binding Post Gold Plated Brass — 30VAC/60VDC_ 37048 
BNC Male and 1.13" 1.50: 0.88" 30PH97 Polypropylene Body Material 
Female Connectors 1.13" 225° 0.88" 30PH93 Feamale to Binding Post Brass = 30VAC/60VDC_ _ 30PH59 
‘a SCS 
APPROVED 
® 
Item — Pkg. p 
Features Brand No. Qty. omona D E S Cc Oo 
Antistatic Heel Strap = = 
Blue, Elastic Hook and Loop Closure, Cross-linked Tire Grade Rubber GCA AFCU7 Static Grounding Components 
Will Not Leave Black Marks on Floor, 1 megohm Resistor es J 
Yellow, Elastic Hook and Loop Closure, Cross-linked Tire Grade 
Rubber Will Not Leave Black Marks on Floor GA 4ECUB 20 Kits, Systems, and Tester 
Antistatic Table Mat iti i 
Blue mat has 3-layer construction to maximize dissipation SCS = 3BU23 1 Protect sensitive electronic components from static 
Antistatic Table Mat, Green charge during assembly, repair, and transport. 
0.065" Thick, Lead Free, Nitrile Rubber GA 4ECV1 1 
0.138" Thick, Lead Free, Nitrile Rubber GA 4ECU9 1 
Elastic Wrist Strap Kit 
Adjustable Elastic Wrist Strap Kit: wrist strap, cord, and alligator clip Pomona 4KK39 il 
Lead-free, ROHS Compliant GA 4ECV9 1 
Lead-free, ROHS Compliant GA 4ECU6 1 
Grounding Strap 
Medium Desco  8P766 1 
Heel Grounding Strap No. 4ECV7 
Economy Heel Grounder,3/4 Elastic Loop, (1) Megohm Resistor, SCS  20FX03. 
and 2-Layer, Dissipative, Blue/Black Sole No. 4ECU7 No. 4ECV9 
NonMarring,Hook and Loop Closure,1 Megaohm Resistor Desco 9W661 1 
No-Slip Black Sole, Burgundy Hook And Loop, 1 Megohm Resistor, Moderate 
Heel Contact Area, ESD SP9.2 Type A, Effectively Grounds Mobile Personnel SCS 3XJZ2 1 
When They Are In Contact With Conductive And Dissipative Flooring 
Hi-Visibility Grounding Strap 
Yellow-Green Glow Strap, 1 Megohm Resistor, ESD SP9.2 Type A, Grounds Mobile SCS. 3XJV3. 
Personnel When In Contact With Conductive And Dissipative Flooring 
Metal Wrist Strap Kit 
Lead-free, ROHS Compliant GA 4ECW2 1 
Static Control Cord, Straight No. 4ECV8 
First End Straight Barrel Type Banana Jack, Second End Spring Loaded 
Ye" (4mm) Socket Connector, Black PVC Cord and 7 Strand Tinsel Wire GA 4ECV7 1 
With Strain Reliefs at Both Ends, Lead-free RoHS Compliant No. 4ECW4 Gis =D 
Static Control Kit 
Portable 18 x 22" Anti-static Mat GA 4ECW4 1 
Portable 22 x 24" Static-safe Work Mat GA 4ECW5 1 hss 
Static Control Wrist Strap 
Flexible Stainless Steel Band, Stainless Steel Back Plate, 1M Ohm Resistor and 4mm Snap GA 4Ecwi 1 os foneeoe 
Non Allergenic Elastic Band with Silver Conductive Fibers, Stainless GA AECV8 { 
Steel Back Plate, 1M Ohm Resistor and 4mm Snap 
Static Shielding Bag 
Lead-free ROHS Compliant, Amino-free, Non-corrosive, 
Meets EIA-541 for Static Shielding Packaging GA = 4ECV2 100 
Wrist Strap 
Dual Wire, Mono Plug Connection SCS 29AHO6 = 1 
Wrist Strap Tester 
Touch-type-on-demand tester for wrist strap and ground cord. Provides ground point for _ Pomona 4KK43 1 
continuous protection and convenient use. Test static control wrist strap for correct operation 
Wrist Strap Workstation Monitor 
Monitors Resistance/Voltage, Worksurface Ground Connections and Tool Ground Connections SCS 3XJZ5 1 No. 4ECV2 No. 4KK43 
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Process Tools & Calibration Details on page A1. = pie 





Fluke 725/726 Multifunction 





eag00%. Calibrators—2-channel instruments 
Fluke Fluke measure/source volts, mA, RTDs, thermo- 
754 709 couples, frequency, ohms, and pressure. 
No. No. Nos. 6KD42 and 2PY43 have 48 pres- 
ance aire sure modules. No. 4GU10 has 8 pressure 
modules; ATEX Ex Il 1G Eex ia IIC T4, Class 
1 Div 1 Group A-D. 
Process Tools Fluke 770 Series Milliamp Process 


Clamp Meters—Measure 4 to 20mA 
Broad line of calibration tools, including intrinsically Fluke 789 Process Meters—Multimeter and loop calibrator aan without breaking the loop and mA 


safe calibrators, meets the needs of instrument techni- functionality. 0 to 100% mA span check, HART resistor, and signals for PLC and control system analog 
Cians in process industries. 24V loop power. /0. 


Fluke 787B Process Meter—Multimeter and mA = 20mA drive into 12000 @ = 0.2% accuracy 
loop calibrator functionality. Simultaneous mA and % = Compatible with Fluke Connect® mobile app = 0.01mA resolution and sensitivity 
scale of readout. Frequency measurement to 20kHz. Fluke 750 Series Documenting Process Calibrators— Fluke 705/707/715 Loop 
= Measure, source, and simulate mA with accuracy Instruments source/measure almost any process signal and Calibrators—Selectable ramp/step 
= Compatible with Fluke Connect® mobile app; auto-save test results, with upload/download data to PC ability. odes. Simultaneous mA and % readout 
required Fluke IR3000FC module (not included) Pressure calibration available with 48 pressure modules (sold aig quick interpretation of readings. Push- 
separately). No. 11A108 has a HART calibrator. button 25% steps for fast linearity checks. 





Loop _ Pas No. 3BA19 is FM Approved Class | Div. 2 
Supply Intrinsically Calibration Mfr. Item . 
. pilcosurament Functions Source/Simulate Voltage Safe Certificate Model No. Groups A and D, Ex Il 1G Eex ia IIC 14. 
rocess Meters . _F\p: 
V_mA, Ohms V_mA _— _ No Fluke-/8/7B/WWG__53DN34 = Source 0-20V to test 1-5V; 
mA — No Yes Fluke-787 NIST 4KD99 0-10V 1/0 (715 only) 
V, mA, Ohms, F mi oan No = pute anct— «= mA accuracy: 0.02% (705) 
0 
; — : mA AVC No Yes Fluke: 769-NIST 3EB45 and 0.015% (707) 
urrent, Voltage, Frequency, Resistance, uke- . 
Diode Test, Continuity Check Current Source 24VDC No Yes T3000FC —«S!FNSO Ss Fke 709/709H Loop Calibrators— 
ocumenting Process Calibrators F 
Voltage (AC and DC), Current, V.mA 26VDC No Yes Fluke-753 11866. /ugged and easy to use, with rotary knob 
presistance, Frequency, ate and RTD V, mA 26VDC No Yes Fluke-754 11A108 and 2-wire connection. Variable ramp/step 
ultifunction Process Calibrators : ; : 
V, mA, Ohms, T. P*t, F V.mA, Ohms, 1 P*f,F  24V DC No Yes Fluke-725 6kp4a2 #_ time. Source/simulate defined mA values 
v mA, Shms, t ee i v mA, Shms, t Bee i 12 VOC Yes Yes Fluke-7258X acuta y with % keys for valve test. No. 21RL63 has 
, MA, Ohms, T, P“T, , mA, Ohms, T, P“T, 0 es uke-/ 4 se ; 
Milliamp Process Clamp Meters a built-in HART modem with 709H/Track 
V, mA — No No Fluke-771 {LW2Z7 software and cable. 
mA mA 24VDC No No Fluke-772 4FFG4 l l f 
vA V mA d4VDC No No Fluke-773 4FFG6 = Selectable 2500 resistor for 
; : V, mA 24VDC No Yes Fluke-773/NIST | 4FFG7 HART communication 
Loop Calibrators : : 7 
mA 94VDC No Yes Fluke-705  4wreg #¢ ™ Adjustable 0-20 ms or 4-20 mA span 
mA, V mA 24VDC No Yes Fluke-707 1ND74_# = mA accuracy: 0.01% 
mA 24VDC Yes Yes Fluke-707EX  3BA19 # 
ei aiid Volts ye eo mi aN No ves fluke ate i Fluke 712/714/724 Temperature 
0 mM 0 es UKe- . . 
jemperalure ang es istance I ohrns = No ves Fluke ‘ anol simulated: No. 4TRO1 RTDs; No. 4TRO3 
emperature and Voltage _m — ) es uke- . 
Temperature, Voltage, Current and Resistance T, Ohms, V 24VDC No Yes Fluke-/24 6KD41_ # mV/ thermocouples; No. 6KD41 RTDs, volts, 


* External pump required. ¢ Pressure module required. + Intrinsically safe pressure module required. # Includes traceable calibration certificate. thermocouples, and ohms on dual display. 


Process Temperature Calibration Sources FLUKE. 
Portable instruments help calibrate and FIELD METROLOGY WELLS MICRO BATHS AND 
verify RTDs and thermocouples and calibrate Fluke THERMOMETER-HYGROMETERS 


piers ees ln temperature 9142/9143/9144—Drywells Fluke 

SME ee atom give fast results in the field: just /6102/7102/7103—Microbaths 
DRYWELL TEMPERATURE CALIBRATORS 15 min. to cool to -25°C or heat _—calibrate varied probe diam- 
Fluke 9103/9140/9150—field calibrators to 660°C, depending on model eters without inserts and take 


provide accuracy to +0.25°C and stability to selected. Stability to +0.01°C. up minimal space. Stability to 





+0.02°C Carrying case No. 33X033 is avail- +0.015°C. 
- = = 7 ps . ® 
Digital s Insert A: 2", 34", Ya", %e", Ya", Ve" sera Pts one 7 ice Fluke 1620/1621/1622—Digital 
Labatt = Insert B: ¥4" (x2), V4", 46", 4", 6s" ‘or PRT. RTD. thermocouple. or graphical datalogging thermohy- 
Field Metrology = = Insert C: 4" (x6) aieams asia une grometers are network-enabled. 
Well 4-20mA input, with onboard auto- 


= Insert D: Includes 3 pr. metric-sized wells Select models include logging and 


mation and documentation. analysis tools. 


Insert Type mA 37. 14 37 
A B c = Insert A: % : (x2), A6 fs" Te a High accuracy: +0.125°C 
Mfr. Item Item Item = Insert B: %", %e", Ye", %" (x2) Standard - 40.25°C 
Description Model No. No. No. = Insert C: Ys" (x6) # olandard accuracy: +U. 
Field Metrology Wells , 
-25 to 150°C 9142 33W954 33W956 33W958 
-25 to 150°C, Process Version 9142 33W955 33W957 33W959 Mfr. Item 
33 to 350°C 9143 33W968 33W970 33W972 Description Model No. 
33 to 350°C, Process Version 9143 33W969 33W971 33W973 Microbaths 
50 to 660°C 9144 33W982 33W984 33W986 39 to 200°C 6102-156  33W924 
50 to 660°C, Process Version 9144 33W983 33W985 33W987 -5 to 129°C 7102-156  33W925 
Insert Type -30 to 125°C 7103-156 33W926 
A B Cc D Digital Thermometer-Hygrometers 
Mfr. | Item Item Item Item Datalogger, High Accuracy 1620A-H-156 33W943 
Description Model; No. No. No. No. Datalogger, Standard Accuracy 1620A-S-156 33W944 
Drywell/Temperature Calibrators Datalogger Kit, High Accuracy, LogWare III, Spare Sensor 1621A-H-156 33W945 
Field Drywells, -25 to 140°C 9103 |33W927 |33W928 |33W929 (33W939 Datalogger Kit, Standard Accuracy, LogWare III, Spare Sensor 1621A-S-156 33W946 
Field Drywells, 35 to 350°C 9140 .33W930 |33W931 (33W932 33W940 Datalogger Kit, High Accuracy, LogWare III, Spare Sensor, Wireless 1622A-H-156 33W948 
Thermocouple Furnaces, 150 to 1200°C 9150 |33W936 (33W937 (33W938 (|33W942 Datalogger Kit, Standard Accuracy, LogWare III, Spare Sensor, Wireless 1622A-S-156 33W949 
562 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





TEST INSTRUMENTS 
Pressure Calibrators & Modules 








GRAINGER CHOICE’ 
Find the why. Find Solutions. Find Great Prices. 
Loop 
Supply Mfr. Item 
Source/Simulate Measure Functions Voltage Pressure Modules Model No. 
Pressure Calibrators 
P Pressure, mA DC 24VDC 790P Series (50) Fluke-/1/-1G 1GAK8 * 
— Pressure, mA DC 24VDC 790P Series (50) Fluke-/1/ 15G 16L006 
P Pressure, mA DC 24VDC 790P Series (50) Fluke-/1/ 30 6KD37 * 
P Pressure, mA DC 24VDC 790P Series (50) Fluke-/71/ 100G 1ND75 * 
P Pressure, mA DC 24VDC 790P Series (50) Fluke-/1/-300G 1GAN1 * 
P Pressure, mA DC 24VDC 790P Series (50) Fluke-/1/-500G 1GAN3 * 
— Pressure, mA DC 24VDC 790P Series (50) Fluke-/1/10000G__16L007 
P Pressure, mA DC 24VDC 790P Series (50) Fluke-/1/-1000G 1GAN5 * 
EC Pressure, mA DC 24VDC 790P Series (50) Fluke-/1/-1500G 1GAN7 * 
P Pressure, mA DC 24VDC 790P Series (50) Fluke-/1/-3000G 1GAN9 * 
P Pressure, mA DC 24VDC 750P Series (50 Fluke-/1/7-5000G 1GAP2 * 
P Pressure, mA DC 24VDC 790P Series (50 Fluke-/18-1G 1GAK4 
P Pressure, mA DC 24VDC 750P Series (50) Fluke-718 30 6KD39 
P Pressure, mA DC 24VDC 750P Series (50) Fluke-718 100 6KD38 
P Pressure, mA DC 24VDC 790P Series (50) Fluke-718-300G 1GAK6 
P Pressure, mA DC — 700P Ex Series (8 Fluke-718Ex-30 4FA90 
P Pressure, mA DC = 700P Ex Series 8 Fluke-/718Ex-100 4FA91 
P Pressure, mA DC — 700P Ex Series (8) Fluke-718Ex-300 3DXK6 
P_mA Pressure, MADC, VDC, Temp. 24VDC 700P Series (29) Fluke-719PRO 300G_ 19YM04 
P mA Pressure, mA DC 24VDC 750P Series (50) Fluke-/19 30G 3DXK7/ 
P_mA Pressure, mA DC 24VDC 750P Series (50) Fluke-/19 100G 3DXK8 
— Pressure, mA DC 24VDC 750P Series (50) FLK-729 300GFC/WWG_ 53KH65 
High Side Reference Total Fitting Mfr. Item 
Range Media 2 Uncertainty 4 Uncertainty 4 Material Model No. 
Absolute 
0 to 5 psi (0 to 35 KPa) 0.030% 0.060% Do Fluke-/50PA3 30PJ46 
0 to 15 psi (0 to 100 KPa) 0.030% 0.060% SS Fluke-750PA4 30PJ47 
0 to 30 psi (0 to 200 KPa) 0.030% 0.060% SS Fluke-750PA5 30PJ48 
0 to 100 psi (0 to 700 KPa) 316 SS 0.030% 0.060% SS Fluke-750PA6 30PJ49 
0 to 300 psi (0 to 2000 KPa) 0.030% 0.060% SS Fluke-750PA2/ 30PJ50 
0 to 500 psi (0 to 3500 KPa) 0.030% 0.060% SS Fluke-750PA/ 30PJ51 
0 to 1000 psi (0 to 7000 KPa) 0.030% 0.060% SS Fluke-750PA8 30PJ52 
0 to 1500 psi (0 to 10 MPa) 0.030% 0.060% SS Fluke-750PA9 30PJ53 
aeeren 0.03 0.150% 0.300% 30 Fluke-/50P00 30PJ30 7 
to 0.03 psi : 150% 300% uke- 
0 £0 0.36 psi (0 to 2.5 KPa) N0-Corrosive Gas—9799, ——0'900% SS Fluke-750P01 30PJ31 + 
0 to 1 psi (0 to 7 KPa) 31655 0.050% 0.100% 30 Fluke-/50P22 30PJ32 T 
0 to 1 psi (0 to 7 KPa) Non-Corrosive Gas _ 0.050% 0.100% 30 Fluke-/50P02 30PJ/7 T 
0 to 5 psi (0 to 35 KPa) 316 SS 0.020% 0.040% SS Fluke-750P23 30PJ33 T 
0 to 5 psi (0 to 35 KPa) iencenneswe Gas 0.020% 0.040% Sh Fluke-/50P03 30PJ/6 Tt 
0 to 15 psi (0 to 100 KPa) 0.017% 0.035% SS Fluke-750P04 30PJ34 Tt 
5 e to 15 psi (0 to 100 KPa) 310 So 0.017% 0.035% SS Fluke-/50P24 30PJ35 Tt 
ua 
-15 to 15 psi (-100 to 100 KPa) 0.017% 0.035% So Fluke-/50PD4 30PJ59 fT 
-15 to 30 psi (-100 to 200 KPa) 0.017% 0.035% SS Fluke-750PD5 30PJ60 
-15 to 50 psi (-100 to 350 KPa) 0.017% 0.035% SS. Fluke-750PD50 30PJ61 
-15 to 100 psi (-100 to 700 KPa) 0.017% 0.035% SS Fluke-750PD6 30PJ62 
-15 to 200 psi (-100 to 1400 KPa) 316 SS 0.017% 0.035% SS Fluke-750PD7 30PJ63 
-15 to 300 psi (-100 to 2000 KPa) 0.017% 0.035% SS. Fluke-750PD2/ 30PJ64 
-10 to 10 psi (-70 to 70 KPa) 0.025% 0.050% SS__Fluke-750PD10 30PJ58 7 
-9 to 5 (-35 to 35 KPa) 0.030% 0.060% Do Fluke-/50PD3 30PJ5/ T 
5 -1 to 1 psi (-/ to 7 KPa) 0.050% 0.100% SS Fluke-/50PD2 30PJ56 T 
auge 
0 to 30 psi (0 to 200 KPa) 0.017% 0.035% SS Fluke-750P05 30PJ36 
0 to 100 psi (0 to 700 KPa) 0.017% 0.035% SS Fluke-750P06 30PJ37 
0 to 300 psi (0 to 2000 KPa) 0.017% 0.035% SS Fluke-/50P2/ 30PJ38 
0 to 500 psi (0 to 3500 KPa) 31655 0.017% 0.035% SS Fluke-750P0/ 30PJ39 
0 to 1000 psi (0 to 7000 KPa) 0.017% 0.035% SS Fluke-750P08 30PJ40 
0 to 1500 psi (0 to 10 MPa) 0.017% 0.035% Do Fluke-750P09 30PJ41 
0 to 2000 psi (0 to 14 MPa) 0.017% 0.035% SS___-Fluke-750P2000 30PJ42 
High Pressure 
0 to 3000 psi (0 to 20 MPa) 0.017% 0.035% SS Fluke-750P29 30PJ43 
0 to 5000 psi (0 to 34 MPa) 316 SS 0.017% 0.035% BO Fluke-/50P30 30PJ44 
0 to 10000 psi (0 to 70 MPa) 0.017% 0.035% SS Fluke-750P31 30PJ45 
Intrinsically Safe/Gage 
0 to 15 psi (0 to 100 KPa) 0.017% 0.045% 3165S FLK-/50P24EX 48FX90 
0 to 15 psi (0 to 100 KPa) 0.030% 0.070% 3165S FLK-/50PA4EX 48FX96 
0 to 30 psi (0 to 200 KPa) 0.017% 0.045% 3165S FLK-750PO5EX 48FX91 
0 to 100 psi (0 to 700 KPa) 31655 0.017% 0.045% 316 SS FLK-750PO6EX 48FX92 
0 to 300 psi (0 to 200 KPa) 0.017% 0.045% 316 SS FLK-750P27EX 48FX93 
0 to 1500 psi (0 to 10 MPa) 0.017% 0.045% 316 SS FLK-/50PO9EX 48FX94 
0 to 3000 psi (0 to 20 MPa) 0.017% 0.045% 316 SS FLK-/50P29EX 48FX95 
10" H20 (2.5 KPa) Non-Corrosive Gas_ 0.010% 0.030% 316 SS FLK-750PO1EX 48FX89 
Reference 
-15 to 30 psi (-100 to 200 KPa) Non-CorrosiveGas 0.010% 0.020% 30 Fluke-750RD5 30PJ73 
-12 to 100 psi (-80 to 700 KPa) 316 SS 0.010% 0.020% Do Fluke-750RD6 30PJ74 
-12 to 300 psi (-80 to 2000 KPa) 0.010% 0.020% SS___Fluke-750RD2/ 30PJ75 
0 to 15 psi (0 to 100 KPa) Non-Corrosive Gas _ 0.010% 0.020% 3D Fluke-/50R04 30PJ65 T 
0 to 100 psi (0 to 700 KPa) 0.010% 0.020% SS Fluke-750R06 30PJ66 
0 to 300 psi (0 to 2000 KPa) 0.010% 0.020% 3o Fluke-/50R2/ 30PJ67 
0 to 500 psi (0 to 3500 KPa) 0.010% 0.020% SS Fluke-/50R0/ 30PJ68 
0 to 1000 psi (0 to 7000 KPa) JIG-Ss 0.010% 0.020% Do Fluke-/50R08 30PJ69 
0 to 3000 psi (0 to 20 MPa) 0.010% 0.020% SS Fluke-/50R29 30PJ70 
0 to 5000 psi (0 to 34 MPa) 0.010% 0.020% SS Fluke-750R30 30PJ71 
0 to 10000 psi (0 to 700 MPa) 0.010% 0.020% So Fluke-750R31 30PJ72 
Vacuum 
-15 psi (-100 KPa) 316 SS 0.030% 0.060% 5 Fluke-/50PV4 30PJ55 T 
-5 psi (-39 KPa) 0.030% 0.060% Do Fluke-/50PV3 30PJ54 T 
Mfr. Item 
Description Model No. 
Process Tool Accessories 
Low Pressure Test Pump FLUKE-/QOLTP-1 2GXE4 
Pneumatic Test Pump FLUKE-/700PTP-1 2GXE3 
Hydraulic Test Pump FLUKE-/7OOHTPK 16L018 
Pneumatic Test Pump FLUKE-/00PTPK 16L019 
Hydraulic Test Pump FLUKE-/O0HTP-2 16L020 
Hydraulic Test Hose FLUKE-/00HTH-1 2GXE7 
Pressure Relief Valve Kit FLUKE-700PRV-1 2GXE6 
Data Logging Cable and Software 700G/TRACK 16L017 
Precision Pressure Pump FLUKE-700PMP 3KRE5 
Pneumatic Test Pump FLK-/00PTPK2 40JM63 
Hydraulic Test Pump FLK-/QOHTPK2 40JM64 


* External pump required f Low Side Media Compatible with Non-Corrosive Gas. 
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No. 2GXE4 


No. 19YM04 


ITA 


No. 2GXE4 No. 2GXE3 





No. 16L020 


Pressure Calibrators 


and Modules 


Calibration tools and calibra- 
tors are made for industrial 
instrument technicians. 


FLUKE 710 SERIES 
PRESSURE CALIBRATORS 
= Switch test captures set, 
reset, and deadband 
Easy-to-use, complete pres- 
sure calibration solution 
sources/measures pressure 
and vacuum. (717 Series 
requires external pump, sold 
separately.) 718 Series have 
an internal hand pump that 
generates pressures up to 
300 psi. 719 Series have an 
electric pump for one-handed 
pressure calibration; source/ 
simulate 4 to 20mA. 


FLUKE 750P SERIES 
PRESSURE MODULES 
= 0 to 1" H,0 to 10,000 psi 


Gage pressure modules have 
1 pressure fitting and measure 
the pressure with respect 

to atmosphere. Differential 
pressure modules have 2 
pressure fittings and measure 
the difference between the 
applied pressure on the high 
fitting versus the low fitting. 
Each module is clearly labeled 
for range, overpressure, 

and media compatibility. All 
modules include NPT, metric 
(BSP), and M20 adapters. 


PROCESS TOOL 
ACCESSORIES 


Fluke 7OOLTP-1 
Low-Pressure Test Pump 


Hand-operated pump gener- 
ates either vacuum to -13 
psi (-0.90 bar) or pressures 
to 100 psi (6.9 bar). Has 2 
pressure ports with quick-fit 
connectors. Test hoses are 
terminated with 1%" NPT 
female fittings adapted with 
BSP/ISO adapters. 





Fluke 700PTP-1 
Pneumatic Test Pump 


Capable of supplying pres- 
sures up to 600 psi (40 bar). 
For use with 700 Series pres- 
sure modules or test gauges. 


Fluke 700HTPK 
Hydraulic Test Pump Kit 


Includes 7O0HTP-2 test pump, 
7OOHTH-1 hose kit, and 
adapters for connection to 
high-pressure gauges, pres- 
sure modules, or 717 Series 
pressure Calibrators to be 
tested. 


Fluke 700PTPK-1 
Pneumatic Test Pump Kit 


Includes 7OOPTP-1 test pump 
and hoses and adapters for 
connection to the gauges, 
pressure modules, or pressure 
Calibrators to be tested. 


Fluke 700HTP-2 
Hydraulic Test Pump 


Hand-operated. Generates 
calibration pressures up to 
10,000 psi (690m bar). For 
high-pressure testing of 
gauges, pressure modules, 
or 717 Series pressure 
calibrators. 


Fluke 700HTH-1 
Hydraulic Test Hose 


10,000 psi (690 bar) working 
pressure. Stainless steel and 
nylon construction. Connects 
a Fluke 7OOHTP-1 or other 
hydraulic test pump to a unit 
under test. 


Fluke 700PRV-1 
Pressure Relief Valve Kit 


Has a relief value settable 
from 725 to 5800 psi (50 
to 200 bar) for use with 
7OOHTP-1 Hydraulic Test 
Pump. ¥" NPT male thread 
fits directly into the Fluke 
7OOHTP-1 Pressure Pump. 
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No. 1TZP4 











No. 23V746 
No. 6PFG3 
AMPROBE In, EXTECH 
Flashing LED indicator and audible tone quickly identify specific circuit breakers or fuses. 
Finders also identify and troubleshoot energized outlets. Feature easy-to-read display and 
: include at least 1 transmitter/receiver. Nos. 6NZF8, 6PFG2, and 6PFG3 have automatic sensi- 
~ No. 1TZR6 tivity adjustment. Nos. 23V745 and 23V746 have visual and audible indicators. 
Voltage Breaker/Fuse Audible Battery Mfr. Item 
Range Includes Identification Indicator Type Brand Model No. 
Circuit Breaker Finders 
90 to 120V/AC Receiver, Transmitter, Users Manual, Batteries Installed Yes Yes OV Amprobe BT-120 6NZF8 
Receiver, Transmitter, 9V Battery, OIPM Yes Yes gV Westward 23V745 23V745 
90 to 250VAC Receiver, Transmitter, Test Leads, Light Fixture Adapter, Carrying Case Yes Yes QV Amprobe BT-250 12U593 
110/240VAC Receiver, Transmitter, 9V Battery, OIPM Yes Yes QV Westward 23V746 23V746 
420VAC Receiver, Transmitter, Battery Yes Yes QV Zircon 64070 6PFG2 
Digital Transmitter with GFCI Receptacle Tester, Receiver Yes Yes QV Extech CB10 1TZP4 
277VAC Aluminum Case, Clips and Blades, Light Socket and 120VAC Plug Adapters, Battery Yes Yes QV Zircon 64058 6PFG3 
Electrical Troubleshooting Kit 
Includes Mfr. No. CB10 Circuit Breaker Finder, CT20 Continuity Tester, Wire Tracer, DV20 AC Voltage Detector, Flashlight and Carrying Case Extech CB10-KIT 1TZR6 
Accessory 
Alligator Plug/Lighting Adapter Westward 23V747 23V747 





No. 55AX71 










No. 4 
No. 302X17 a. 480820 





bee 


AMPROBE 





. 7 . . 7 GREENLEE. 
Circuit and Wire Tracing Kits © 
Trace energized/de-energized circuits without power interruption, locate individual wires in a bundle, and locate shorts and ground faults. 


Traces Wires in 


Non- 
Voltage Metalic Audible Battery Mfr. Item 
Range Includes Conduit Conduit Floors Walls | Indicator Type Brand Model No. 
Circuit Breaker Finder 
Oto 750VAC/DC _ Receiver, Transmitter, Outlet Adapter, (2) 12 ft. Leads, Batteries, Hard Carrying Case | ‘Yes Yes Yes ‘Yes Yes (2) AA Greenlee CS-8000 2NRW4 
Circuit Seeker 
0 to 600VAC/DC AC Plug Adapter, Carrying Case, (2) Extension Leads, (2) Alligator Clips, AC Blade Yes No Yes ‘Yes Yes (4) AA Greenlee CS-5000 490278 
Circuit Tracer Kit 
LED Receiver, Transmitter, Test Lead Set, Hard Carrying Case No No No Yes Yes (4) AA IDEAL 61-955 302ZX16 
OLED Rotating Receiver, Transmitter, Test Lead Set, Hard Carrying Case No No No Yes Yes (4) AA IDEAL 61-957 30ZX17 
pe ees OLED Rotating Receiver, Transmitter, Inductive Clamp 
Battery Pack, Test Lead Set, Hard Carrying Case No No No Yes | Yes (4) AA IDEAL = 61-959 | 30ZX18 
Wire Tracer 
Receiver, Transmitter, Hard Carrying Case, Test Lead, Accessory Kit, . 
(12) Rechargeable Batteries, (3) Battery Chargers, Signal Clamp No Yes Yes Yes Yes (12) AANIMH =Amprobe AT-6030 460J50 
Oto G00VAC/DC Receiver, Transmitter, Hard Carrying Case, Test ; 
Lead, Accessory Kit, (12) AA Batteries No Yes Yes Yes Yes (12) AA Amprobe AT-6020 460J49 
Receiver, Transmitter, Soft Carrying Case, Test Lead, Accessory Kit, (12) Batteries Yes Yes Yes Yes Yes AA Amprobe AT-6010 55AX71 
564 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” TEST INSTRUMENTS 
Find the Wi. Find Solutions. Find Great Prices. Locators 





Ferrous Metal Locators CST/berger 


a | 
Instruments locate iron, survey- Nos. 1ELK5 and 1ELK6, with Erase—Detect | =, 

ors’ markers, valve covers, and metals up to 15 ft. underground. Aluminum ei acai 

other ferrous objects under- —_ sensor tube allows use in various weather condi- Cable Length Meter 
ground, underwater, or in snow. tions. Erase button helps distinguish between Measures conver and aluminum cables 
Each includes soft case. target item and interfering items. With high-tech PP 


and covers the major wire gauges. 
Automatic temperature compensation; 
reads in feet and meters. Millionm 
measurement capability measures from 
15 to 30,000 ft. 5-yr. warranty. 


No. 3XA25—L CD with digital magnetic sensors and electronic balancing. LCD 

bar graph. Sensitivity switch with digital numeric and bar graph displays, plus 

allows manual adjustment power line indicator. No. 1ELK5 analog bar graph 
allows you to locate visually. 





Mfr. Item 
Description Model No. Connector Item 
Ferrous Metal Locator 19-550 3XA25 Type Includes No. 
Magna- Trak M1202 Magnetic Locator 19-202SC 1ELK5 Kelvin Clip Soft Carrying Case, Copper Calibration °9RM95 
Magna-Trak 102 Magnetic Locator 19-557 1ELK6 No. 1ELK6 Leads Bars, Abrasive Pad, Test Leads 





Seica IViegger. RIDGID 
Underground Utility Locators 


Receiver (locator) and transmitter Inductive transmitter allows measurement of 
combine to trace buried wire, pipe, and = energized circuits. 


sae si Piel ee RIDGID® Utility Locator—Antennas receive 
: y 9 g active and passive signals from all directions. 





No. 2VCX4 


operations. Inductive and direct connection. Transmitter sold 
LOCATORS separately. 

Amprobe® Underground Cable/Pipe RIDGID High-Frequency Utility Locator—Can 
Locator—Digital signal processing be configured with up to 30 frequencies. 
enables variable filtering, signal ampli- Continuously searches passive power and radio 





fication, and noise reduction. Measures __ bands to locate and avoid unknown metallic lines. 
energized circuits with included induc- —__ Traces energized lines and sondes (beacons) 
tive transmitter. Features fused voltage simultaneously. Inductive and direct coupling. 
protection and 50/60 Hz passive tracing. 





ACCESSORIES 
Leica Underground Utility Locator— ' No. 3JG93 
; Leica—Property connectors in No. 2VCX9 
Locates and traces energized lines up 10 aa nact sj fa ed No. 2VCX5 to an apply a signal to cable or pipe. For use with RIDGID transmitters, sold 
10 ft. deep. When used with the signal 9 , y separately 
transmitter (Digitex), range can be over standard 120V outlet to locate outside power 
giek) rally supply. Service Tracer Mouse No. 2VCY1 is a RIDGID Transmitters—Use with RIDGID utility locators to locate 


5000 ft. and detect de-energized lines 
and pipes. Inductive and direct signal 
Capabilities with 3 different frequencies. 


dual-frequency standard sonde used with service — buried utility lines. 
locators and tracers to trace nonmetallic pipe. 
Signal Generator No. 2VCX5 includes connection 
Megger® Split Box Pipe/Cable cable set containing earth spike, and crocodile 
Locator—Finds buried manhole covers _ connection cable. 

and traces energized or de-energized RIDGID Inductive Signal Clamp—Where direct No. 2YCA4 induces at 8 kHz and 33 kHz for longer trace lines and | 
cables up to several miles. Peak and null low-distortion locates. Displays line resistance and current flow; with 
detection. 126 kHz output frequency. grounding stake and two 10-ft. coil connectors. 


No. 1DPH3 can transmit dual frequencies and audibly confirms good 
circuits; with two 10-ft. coil connectors. No. 1DPH4 displays line 
resistance, current flow, and power; with two 25-ft. coil connectors. 


connect is not possible, fits around 4" lines to 


Audible Battery Mfr. Item 
Description Depth Underground Display Alert Type Model No. 
Underground Utility Locators 
Amprobe 
Underground Cable/ (6) D Batteries, _ 
Pipe Locator om LOD Yes (40) AA Batteries AT-3500 aINNS 
Leica 
‘ii LED Signal Strength Display Gives Peak Reading When 
Underground Utility Locator Up to 10 Ft. Unit is Directly Over Service, Depth Estimation Yes (6) AA Batteries LEICA DD120 2VCX4 
ays Can Exceed 15 ft., Depending on Soil . 
Utility Service Locator Conditions and Transmitter Output LCD Yes (6) AA Batteries DD120 DEPTH KIT = =©54GE17 
Megger 
Split Box Pipe/Cable Locator — — Yes (6) C Batteries 656902 3JG93 
RIDGID 
Backlit Mapping Display Yes (6) C Batteries 21893 1DPH2 
w: Can Exceed 15 ft., Depending on Soil 
Underground Utility Locator isi LCD Mapping Display With Continuous Depth, Tracing 
Conditions and Transmitter Output Line, And Proximity Signal Strength Indicators Yes (6) C Batteries 22163 2YCA5 
Operating Mfr. Item 
Description For Use With Features Frequency Powered By Model No. 
Underground Utility Locator Accessories 
Leica 
Property = __ __ __ PROPERTY OVCX9 
Connection Set CONNECTION SET US 
Service Tracer Mouse a = 33 kHz _ MINI SONDE 8/33 2VCY1 
Signal Generator Mtr. Me. Roe 2001, ae 2VCX4 Service pocator Direct Connection, Use Signal Clamp, Induction 8, 33 KHz _(4) C Batteries DA220 1 WATT 2VCX5 
Mtr. No. DIGICAT 5501 Service Locators, Mfr. No. , : 
Carry Bag DIGITEX 100T Signal Locator and Mfr. No. DIGITRACE ee = _ 850276 ovcy2 
: 30, DIGITRACE 50, DIGITRACE 80 Service Tracers 9; g 
RIDGID 
a OF _ _ (2) Built In LEDs Inform User the Clamp Is Functioning 
aa oe tO oe SHE ay 68 Properly, An Integrated Adapter Allows Users — — 20973 1DPH5 
P ee 10 tach a Holstick for ot of Reach Lines 
F ; Direct Connect Using Attached Clips, Induction from 
Transmitter Mfr. No. SR-20/21893 and Mfr. No. SR-60/22163 Optional Inductive Signal clamp and Aansmier Coie 1,8, 33 kHz (6) C Batteries 21898 1DPH3 
. : 7 Direct Connect Using Attached Clips, Induction from 0.128, 1, 8, ; 
Transmitter Mfr. No. SR-20/21893 and Mfr. No. SR-60/22163 Optional Inductive Signal Clamp and Transmitter Coils 33 kHy (8) D Batteries 21903 1DPH4 
Transmitter Mtr. No. SR-20/21893 and Mfr. No. SR-60/22163 Versatility, Speed 10 to 490 kHz (6) D Batteries 49338 2YCA4 
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Tachometers 


Scan. Order. Done. 
Details on page A1. 





No. 


41D940 





Combination Tachometers 





EXTECH 


= INSTRUMENTS 


Handheld instruments offer Tachometers with Infrared Tachometer No. 4FKR9— 


surface and noncontact 
measurement choices. Each 
includes batteries. NIST 
models include certificate 
and calibration documents. 


EXTECH® 


Tachometers and Laser 
Tachometers—Laser light 
source, except Nos. 8PMK7 
and 22DC94 have visible 
light source. Each includes 
tip(s) and wheel for contact 
f readings and reflective tape 
for noncontact. 


p Nos. 41D940 and 41D941 


Thermometer—Make 
contact/noncontact speed 
measurements and noncon- 
tact surface temperature 


measurements. reflective tape, and carrying case. 
= IR temp. range -4° to 600°F = Meter/foot/inch length 
AMPROBE® measurements 

Tachometer No. 6NGZ4— MONARCH INSTRUMENT 

Makes contact/noncontact Laser Tachometer and 


speed measurements with 
noncontact rpm. Infrared light 
source. Features selectable 
units in contact mode and 
data hold. Includes cone and 
funnel contact tips and reflec- 


Measures rotational and surface 
speed, with selectable rom/length 
units using the infrared beam 

or adapter. Includes 6 adapters, 


Kit—Pocket Laser Tach 200 is a 
32-function tachometer/rateme- 
ter, totalizer/counter, and timer 
(stopwatch). Fixed decimal points. 
TTL compatible pulse output can 
trigger data collectors or strobo- 


AMPROBE rvy MONARCH INSTRUMENT 


ide 
SHIMPO 


sensor No. 3WB47, sold separately 


on page 567. Tripod mountable. 
Instrument No. 4YE86 includes 


12" reflective tape. Kit No. 4YE87 


adds remote contact assembly with 
concave and convex tips, 10cm 


linear scope wheel, 5-ft. reflective 
tape, and carrying case. 


SHIMPO 


Tachometers—Measure rotational, 
linear, and surface speed plus total 
length. 10-measurement memory. 
Complete with 2 cone tips, funnel 
tip, extension shaft, and carrying 
case. Speed wheel included: 6" with 
Nos. 21YD75 and 21YD76, 12" with 











tive tape. 
i AVR? also measure length. P Scopes. Accepts remote optical Nos. 21YD77 and 21YD78. 
: Noncontact Contact Calibration Working Mfr. Item 
ep csprintion Speed (FPM) RPMRange RPM Range RPM Accuracy Memory Display Certificate Distance Model No. 
xtec 
0t06560 2t099,999  2to 20,000 +0.05% +1 Digit 10 Data Sets Backlit LCD No 1.6 ft. RPM33 _—_-41D940 
Laser 0106560 2099999  2to 20,000 +0.05% +1 Digit 10 Data Sets Backlit LCD Yes 1.6 ft. RPM33-NIST 41D941 
Tachometers 0.20t06560 10t0 99,999 0.5 to 20,000 0.05% of Reading +1 Digit Last/Min/Max 9 Digit LCD No 6.5 ft. 461995 1PX61 
0.20 to 6560 10t0 99,999 0.5 to 20,000 0.05% of Reading +1 Digit Last/Min/Max 5 Digit LCD Yes 6.5 ft. 461995-NIST 2HZB9 
Tachometers 0:20 t0 6560__5 to 99,999 0.5 to 20,000 0.05% of Reading +1 Digit Last/Min/Max 5 Digit LCD No 0.5 fi. 461895 8PMK7 
0.20 to 6560 5t099,999 0.5 to 20,000 0.05% of Reading +1 Digit Last/Min/Max 5 Digit LCD Yes 0.5 ft. 461895-NIST 22DC94 
Tachometer _0.20t06560 100 99,999 0.5 to 20,000 0.05% of Reading +1 Digit Last/Min/Max 5 Digit LCD No 6.5 fi. RPM10 4GE84 
wih infrarée 0.20 10 6560 100 99,999 0.510 20,000 0.05% of Reading +1 Digit Last/Min/Max 5 Digit LCD Yes 6.5ft. RPM1O-NIST 2HZC1 
Amprobe 
Tachometers —3.10.30,000 10 to 99,999 10 to 19,999 +1% of Reading +2 Digits No LCD No 1 ft. TACH-10 _ 6NZG4 
came 0.4010 6550 1t099999 1 to 19,999 +0.02% +1 Digit Built in LCD No 2 tt. TACH-20  4FKR9 
onarc 
Laser 0.16 to 6562 5to 200,000 0.5 to 20,000 +0.01% of Reading Last/Min/Max _ 5 Digit +5 Alpha Numeric LCD —_—‘Yes 25 ft. PLT200 4YE86 
gernometers 0.16 to 6562 5to 200,000 0.5 to 20,000 +0.01% of Reading Last/Min/Max 9 Digit +5 Alpha Numeric LCD Yes 25 ft. PLT200 KIT  4YE87 
impo 
0.40 to 12,500 6t099,999 0.8t0 25,000  +0.006% of Reading + 1 Digit Last/Min/Max 5 Digit LCD Yes 20ft. DT-205LR 21YD75 
0.40 to 12,500 610 99,999 0.810 25,000  +0.006% of Reading + 1 Digit Last/Min/Max 5 Digit LED Yes 20ft. DI-207LR _21YD76 
0.80 to 25,000 610 99,999 0.810 25,000  +0.006% of Reading + 1 Digit Last/Min/Max 5 Digit LCD Yes 20 ft. DT-205LR-S12 21YD77 
0.80 to 25,000 6t099,999 0.8to0 25,000  +0.006% of Reading + 1 Digit Last/Min/Max 5 Digit LED Yes 20 ft. DT-207LR-S12 21YD78 
Last/Min/Max/10 
Tachometers user logged _ 
0to6560 6t099,999 6 to 25,000 — fneasuienictts: Digital LCD Yes 6 ft. MT-200 45AE68 
retained for 5 minutes 
Available 
0.40 to 12,500 6to 99,999 1 to 25,000 — 1000 Readings — Separately DT-2100  49VvY90 
a sy ; Nidec 
Analog and Digital Contact Tachometers Wistwarp EXTECH sHimMPo 
Westward® Extech®—Each includes Shimpo—Measure rotational, linear, and surface speed = Digital 
= Analog interchangeable cone, flat tips, plus total length. 10-measurement memory. Each = Last/max./min. recall 
a 2'4" dial surface speed wheel, carrying includes 2 cone tips, funnel tip, extension shaft, speed $= 16 selectable units 
= Reads case, and AA batteries. wheel, carrying case, and AA batteries. Nos. 21YD66 and 





Clockwise and = Digital 21YD67 have a standard 6" speed wheel. Nos. 21YD68 





oer counterclockwise = Max./min. values and 21YD69 have a 12" wheel for enhanced accuracy 
with high-speed readings. 
Contact Calibration Mfr. Item 
Item Speed (FPM) RPM Range RPM Accuracy Display _ Certificate Model No. 
Westward 
No. Analog Dial Tachometer — 50 to 4000 +3% — No 3BY11 3BY11 
1PX59 Extech 
Tachonieiet 0.20 to 6560 _0.5 to 20,000 +0.05% 9 Digit LCD No 461891 1PX59 
si 3 to 6560 10 to 20,000 = +0.1% of Reading +2 Digits — No 461/50 8PPJ5 
impo 
0.05 to 12,500 0.10 to 25,000 +0.006% of Reading + 1 Digit 5 Digit LCD Yes DI-105A_ _21YD66 
Tachonaier 0.05 to 12,500 0.10 to 25,000 +0.006% of Reading + 1 Digit 5 Digit LED Yes DI-10/A_ _21YD6/ 
0.10 to 25,000 0.10 to 25,000 +0.006% of Reading + 1 Digit 5 Digit LCD Yes DI-105A-S12_ 21YD68 
0.10 to 25,000 0.10 to 25,000 +0.006% of Reading + 1 Digit 5 Digit LED Yes DI-107A-S12_ 21YD69 
* Peppy orancer EXTECH MONARCH INSTRUMENT 
Noncontact Tachometers approves EAT ECE 





Monarch Instrument— 
Pocket Tach 99 accepts tripod 
mount. With AA batteries. 


}, Each includes reflective tape for target- 
\ ing. No. SURHO also includes USB cable. 


5 | Extech®—Nos. 11ZP5 and 6RGLO 


= Autoranging 
= Selectable max./ 
min./last reading 


= Fixed decimal points 
= LED light source 








7 Noncontact Calibration Working Mfr. Item 
employ a laser light source for noncon Item RPM Range RPM Accuracy Display Certificate Distance Model No. 
N aL steal ceca: h 2 to 99,999 0.05% 5 Digit LCD N f6 ft. 461920  1TZP5 
oO. ; 4 idl : aser Tachometer 2 to 99, +0.09% igit 0 6 ft. 
4YE85 StS AnGES: Hie Sar Qer GNCatOre nent Tachometer 2 to 99,999 0.05% 5 Digit LCD Y 1.6 ft. 461920-NIST 6RGLO 
battery. with Counter Ove autos Ig! es 6 TL. 
Tachornalel 5 to 99,999 0.05% 5 Digit LCD No O5ft. 461893  22DC89 
Nos. 22DC89 and 22DC93 take rpm and ankles 5 to 99,999 +0.05% 5 Digit LCD Yes 0.5 ft. 461893-NIST 22DC93 
Spot neastiemens upualed 2vely a ‘ t 510 99,999 40.01% #1 Digit Digit+s pha yy 3 ft PT99 —-AYEB5 
. ‘ ‘ + ot . . 
chi second. Autoranging. With AA batteries. _ *ome’s! Oe Fe gt “Numeric LCD ° 
SURHO Max./mi Westward 
= Max./min. Values Tachometer 10 to 99,999 +0.04% +2 Digits LCD No 0.65 ft. 5URHO 5URHO 





GRAINGER. 
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TEST INSTRUMENTS 
Stroboscopes & Tachometers 


EXTECH [EGRE qQyomcinssse SPNEO 


= External phase shift 

= TTL input/output connectors 

= Superbright LED or xenon 
flashtube light source 


PLS Pocket Strobe and Kit—Provides 
a uniform light output for visual diagnos- 
tic inspection and rom measurements. 
Features external input for remote trig- 
gering or tachometer mode, pulse output 
and memory for up to 5 present flash 
rates. 5- to 6-hr. run time. 


SHIMPO 


Stroboscope No. 29FKO02—Compact 
LED scope has coarse/fine tuning and 
user-defined flash rate memory storage. 
5-digit display. 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 








Stroboscopes and Tachometers 
EXTECH® Basic Stroboscopes and Kits—Digital 


Digital Stroboscope/Tachometer— ead sci LED or xenon flash- 
Handheld instrument has xenon a eal 

flashtube light source. Includes 6-ft. 
power cord and lamp. 


FLUKE® 


Digital LED Stroboscope—tigh- 
intensity 7-LED array in high-efficiency, 
uniform-flash LED light source, which 
combines with digital pulse width 
modulation to return exceptionally sharp 
images at high speeds. 


MONARCH INSTRUMENT 


Rechargeable digital strobes provide 
continuous safe, cool operation. Fully 
backlit LCD. Each includes standard 








Deluxe Stroboscopes and Kits— 
Multibutton keypads for x2/+2 brightness 
adjust, visual phase shift, and tach 

mode. 8 to 10 hr. run time for LED. 3-hr. 
recharge time. 

= Internal phase shift 

= TTL input/output jacks 

= Superbright LED or xenon 


flashtube light source No. 40JW34 





Phaser Stroboscopes and Kit—Allows 
degrees phase shift and time delay from 
external trigger. Multibutton keypad for 
advanced intuitive control. High-power 
charger/supply for continuous operation. 











120V charger for internal rechargeable Mfr. Item 
battery. Battery life: LED 8 hr. and xenon necesegae For Use With Brand Model No. 
2 hr. Kits add spare lamp and carrying Digital Stroboscope Lamp _ 1UFK8, 1UFK9, 1ULF1 to 1ULF3 — Monarch L-1903 11014 
case. Digital Stroboscope Lamp Mfr. No. 461830, 461831 Extech 461834 dAY37 
Latching Carrying Case 1UFK8, 1UFK9, 1ULF1, 1ULF2 Monarch CC-7 17040 No. 36/3797 
Remote Optical Sensor 1UFL1 to 1UFL3 Monarch ROS-P 3WB4/ 
Flashes Power Mfr. Item 
Item per Minute RPM Range Res. Flash Duration Display Req. Model No. 
Extech 
ne Stroboscope 100 to 10,000 100to10,000 0.1 Flashes Per Minute 60 to 1000 uSec 4-Digit LED 115 VAC 60 Hz 461830 5AY35 
uKe 
ee na Stroboscope 30 to 300,000 = 0.1 to 1.0 FPM 1 to 33,333 uSec LCD Alphanumeric (3) AA batteries = FLUKE-820-2 40JW34 
onarc 
Basic Battery LED Strobe 30 to 500,000 — 0.01 FPM Adj. to 14 Degrees/3000 usecs. LCD Alphanumeric 115/23050/60 Hz 6230-110 36J793 
Basic Battery LED Strobe Kit 30 to 200,000 — 0.01 ill Adj. to 14 Degrees/3000 uSeCS. LCD Alphanumeric puinizad So/60 Hz 6230-1 ' 36/794 
asic Stroboscope to 10, = to 20 uSec igit echargeable Ni ré 
Basic Stroboscope Kit 30 to 10,000 = 1 FPM 8 to 20 uSec 6 Digit LCD Rechargeable NIMH 6207-111 1UFK9 
Deluxe Battery LED Strobe Kit 30 to 500,000 0-500,000 0.01 FPM Adj. to 14 Degrees/3000 usecs. LCD Alphanumeric 115/23050/60Hz DBLKit  36J796 
Digital Stroboscope 30 to 20,000 — 0.01 FPM 8 to 20 uSec 6 Digit LCD Rechargeable NIMH 6204-110 1UFL1 
Digital SAE ; smn SERRE 0 to peneee at lau Adj. to per oe uSeCS. cD tpreremene s5za0 SO/60 i sua 20 ee 
igital Stroboscope Kit to 20, 5 to 250, to 20 uSec igit echargeable Ni - 
Digital Stroboscope Kit 30 to 999,999 0 to 999,999 0.001 FPM Adj. to 14 Degrees/1000 usecs. LCD Alphanumeric 115/230 50/60 Hz 6243-011 52VG63 
Digital Stroboscope Kit 30 to 999,999 0 to 999,999 0.001 FPM Adj. to 14 Degrees/1000 usecs. LCD Alphanumeric 115/23050/60 Hz 6241-021 52VG68 
Phaser Battery LED Strobe 30 to 500,000 0-500,000 0.01 FPM Adj. to 14 Degrees/3000 usecs. LCD Alphanumeric 115/230 50/60 Hz PBL 36J797 
Phaser Battery LED Strobe Kit 30 to 500,000 0-500,000 0.01 FPM Adj. to 14 Degrees/3000 usecs. LCD Alphanumeric 115/23050/60Hz PBLKit 36798 
Pocket LED Strobe 30 to 300,000 —_ 30-300,000 0.01 to 1.0 FPM Adj. to 14 Degrees/3000 usecs. LCD Alphanumeric 115/23050/60 Hz 6235-110 36J799 
fooket LED Strobe Kit 30 to 300,000 _ 30-300,000 0.01 to 1.0 FPM Adj. to 14 Degrees/3000 usecs. LCD Alphanumeric 115/23050/60Hz  PLSKit  36J801 
impo 
Digital Stroboscope User Selectable 40 to 35,000 0.1 FPM 10 to 40 uSec o-Digit LED 115VAC 50/60 Hz DI-315A —_411G93 
Stroboscope 60 to 40,000 ‘60 to 40,000 0.1 to 1.0 FPM Fixed. Adjusts by Rate 5 Digit Backlit LCD (4) AA Batteries ST-1000 _ 29FKO2 
EXTECH enw SMO : 
MONARCH INSTRUMENT 3A145 
= INSTRUMENTS 
1-DIN Panel Tachometers and Sensors 
PANEL TACHOMETERS Proximity Sensors—fFor use with Power Mir. Item 
; , Description Accuracy Req. RPM Model No. 
Extech® No. SAY32—Permits _'@"Tous/nonferrous metals pamalTachanators 
z Extech 4 Digit LED Panel Meters 
rpm measurements of a1-hole — Extech No. SAY33 measures a pulse poner tachometer 40.05% 110/220 VAC 5 to 99,990 461950 BAY32 
gear or disc, eliminating the need when a metallic object (stud) passes “Monarch 5 Digit LED Panel Meters 
for special gears. Display updates by the sensor. Min. object detection —panéjacromeret_ 2] REM Hig Vie te 98 92 ET ee 
once per sec. Resolution: 0.1 rpm. size: 0.07" x 0.11" (2mm x 3mm). —_ to 5VDC Output £0.0015% = 400to 249 ©_ 5 10. 999,990 ACT-8X-1-1-3-1-1-0 STDG6 
Panel Tachometer, 4 Q VAC, 50/60 Hz Tere ree 
Monarch Instrument Monarch No. 4KF50 has an inductive _ to 20 mADC Output eee OU Gree ee ers MINE 
No. 4KF46—Universal-input probe that allows use witha 0.5" Extech 
instrument for 2- and 3-wire metallic target (bolt head or keyway). photoelectric Sensor — _ 5 to 6000 461957 SAYS! 
Sensors requires 1 pulse per Monarch Magnetic Sensor—As Monarch. ae ~ ace me at 
revolution. é Proximity Sensor — 1 to 60,000 P5-11 4KF50 
distance increases, output signal Magnetic Sensor = = 1 to 100,000 M-190W 4KF49 
Monarch Nos. 5TDG6 and decreases. Includes 8-ft. cable and © _Remote Optical Sensor = 1 to 250,000 ROS-W 3WB46 
5TDG7—Programmable univer- mounting nut. Dexcriplioh artic With sect ha 
sal-input instruments for 2- and _= For use with ferrous metal gear peEaesaies 
' . | 7 1 xtec 
3-wire sein ee en cm/ teeth; min. target size 0.001 Contact Apes Mf No. RPMTO. #51905, 161891 #61809 4GES6 
ne a 0 be ae 35 7 U Ing ; Monarch Remote Optical eye ape oncontact Tachometers 61937 U 
Inear Tate OF travel Wien USING <  gansor—Stainless steel sensor Latching Carrying Case Mfr. No. PT99. PLT200 and PLT200 KIT CC-11 TWAD6 
sensors. 1 pulse per revolution. t to 3 ft. and 45° f Padded Pouch ate CC-10 TWAD2 
, , operates up tO o Tt. an rom Reflective Tape All Noncontact Tachometers T-5 3A145 
2 setpoints for high/low alarm. reflective target. Includes mount- Shimpo 
RS-232C interface. ‘ aeil Circumference Wheel DT-105A, DT-107A, DT-205LR, DT-207LR FPM-6 21YD73 
GT ae Ieee Circumference Wheel DI-T05A S12, DI 107/512, DI- FPM-12  -21YD74 
SENSORS tape. Additional reflective tape sold 205LR-S12, DT-207LR-S12 : 
Extech Photoelectric Sensor— °~?2!2!€'V- P DT-205LR, DT-207LR, DT-205LR-S12, DT-207LR-S12 
= LED light source and Contact Adapter DT-205LR, DT-207LR, DT-205LR-S12, DT-207LR-S12 DT-ADP-200LR 21YD79 t+ 
g 
Generates a light beam with a fardat indicat Extension Shaft DT-105A, DI-107A, DT-105A-S12, DI-107A-S12,  EXT-SHAFT  21YD72 
0.4" (10mm) target opening. on-target indicator — Funnel Adapter DT-205LR, DT-207LR, DT-205LR-S12, DT-207LR-S12 FUNNEL 21YD71 
= For use with reflective tape * Pkg. of 10. ¢ Compatible only with Shimpo Combination Tachometers sold on page 566. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 067 





TEST INSTRUMENTS 
Force Gauges & Vibration Meters 


Scan. Order. Done. 
Details on page A1. 





1LYP5 





Item 


> CHOOSE: 
Description Range No. 
Shimpo Digital Force Gauge 
FGE-HXY Series 0 to 200 Ib. * 0 to 500 Ib. D2978 
; 0 to 0.5 Ib. 0 to 1 Ib. * Oto 2 Ib.° Oto 5 Ib. °0 
PRERAN Senile to 10 lb. * Oto 20 Ib.*0to50Ib.*0to 100 Ib, ‘21788 
FGV Series 100N 45AE77 
FGV Series SOON 45AE78 
FGV Series 1000N 45AE79 
390; 3 1b 1000 TON ¥: be? KG SON TOlb 
7 Ls P ; e ; ; e : 
FGV-XY Series 5'kg SON 20 Ib-10Kg 100N*50b, 20Kg, 200 21773 
N * 100 Ib, 50 Kg, 500 N * 200 Ib, 100 Kg, 1000 N 
Shimpo Digital Torque Meter 
TNP Series 10.00 N-m, 1000 N-cm, 102.0 Kg-cm, 88.5 Ib.-in. D1786 
Shimpo High Capacity Digital Force Gauge 
FGV-HXY Series 500 Ib., 250kg, 2500 N 23MD82 
FGV-HXY Series 1,000 Ib., 453.6kg, 4448 N 23MD81 
Mfr. Item 
Range Accuracy Model No. 
Extech Digital Forge Gauge 
44 Lb, 20 kg, 196 N — 475044-NIST 9MZ93 
Extech Digital Force Gauge 
44 |b./20 Kg/196 N +0.5% + 2 Digits 475044 1TZ42 
176 02./5000 gm/49 N +0.4% +1 Digit 475040 3ZH93 
176 02z./5000 gm/49 N +0.4% + 1 Digit 475040-NIST 6TNH9 
220 |b./100 Kg/980N +0.5% + 0.1 Lb, 0.1 Kg or 0.4 N 475055 1LYP5 
Extech AC Adapter 
AC Adapter 153117 3ZH65 


i) 





Ander 


sHimpo EXTECH 


INSTRUMENTS 








Tension/Compression Digital Force Gauges 


Measure standard and peak tension (pull) or 
compression (push) of mechanical items and 
systems. 


SHIMPO 
= 1000 Hz sampling rate 
= LCD with reversible viewing direction 


Gauges feature standard or peak measure- 
ment modes, force direction indication, and 
reversible keypad. Auto-Off can be disabled 
for continuous use with included AC adapter/ 
charger. Each includes tension attachment 
(hook), compression attachments (chisel, flat, 
notched, and cone), metric/English thread 
adapter, extension rod, and hanger. 


FGE-HXY and FGE-XY—Feature peak hold. 
Selectable o2z., lb., g, or Newton units (8- to 
32-0Z. range) or lbs., kg, or Newton units (5- 
to 500- Ib. range). 


FGV-HXY and FGV-XY—With selectable 
High/Low comparator, onboard min./max./ 
peak/avg./standard deviation, and continu- 
ous and single memory options. Software 
package, RS-232/USB/analog outputs, and 
USB cable for data export and analysis. 





Selectable oz., lb., g, or Newton units (8- to 
32-0Z. range) or lb., kg, or Newton units (5- to 
1000-Ib. range). 


EXTECH® 
= 5-digit LCD with reversible 

viewing direction 
Feature peak hold and zero/tare functions. 
0.2 (fast) and 0.6 sec. (slow) response time 
settings. Each includes AA batteries. Optional 
data acquisition software with RS-232 cable 
No. 1CLF1 and optional USB adapter cable 
No. 1CLF2, sold separately on Grainger.com® 


Force Gauge/Data Loggers and Gauges 
with 44-lb. and 176-0z. Capacity— 
Feature load cell measurement transducer 
with tension adapter (hook), compression 
adapters (flat, cone, and chisel), and 5" exten- 
sion rod. 


Force Gauge with 220-lb. Capacity— 
RS-232 interface for data export. Backlit 
display. Includes tension and compression 
adapters (hooks), S-type load cell, and 6-ft. 
cable. 





: 7 . Ander > CHOOSE: > CHOOSE: 
£2 Tension/Compression Mechanical Force Gauges =SHIMPO _‘eums(n) | ioarams tg, 

No. + ) «Accuracy: +0.2% damage. Each includes compression attachments (flat, 5 50 y) 0 
D1784 VY = Dial indicator chisel, notched, and cone), tension attachments (hook, large —{2 | 100 : = 

Measure tension (pull) or compression (push) in real hook, and large V-hook), extension rod, and carrying case. sseacndaniiai lem 

"= _ time or peak mode for assembly line quality control.» Please choose: To order, specify range in Ib. or kg from oe Pound 1784 

| 165-lb. overload protection safeguards against table. Kilogram D1785 

: . XTECH eg honarc INSTRUMENT 
Ne . Heavy-Duty Vibration Meters 9 =" 
413X135 Batteries and carrying case are included. Vibration Meter/Data Loggers TPI® 






EXTECH® 


No. 
38NJ28 





and magnetic mount. 


Digital Vibration Meter Kits—Measure 
velocity, acceleration, and displacement. 
Feature Min./Max. and RMS or peak value 
measurement. With built-in RS-232 interface 
and LCD. Each includes remote vibration 
sensor with 3.9-ft. cable, magnetic mount, 
and holster. Can store and analyze data with 
optional software and cable No. 1CLF1, sold 
separately on Grainger.com®. 


Pen Vibration Meter—Measures RMS accel- 
eration and velocity, with zero adjustment and 
low battery indicator. Housing is IP65 dust- 
tight and waterproof. Includes pin-tip probe, 


Nos. 13X134 and 43Y050—WMeasure 
velocity, acceleration, and displacement. 
Feature Min./Max., RMS/Peak/Max. Hold 
modes, and selectable sampling rate 
from 1 to 3600 sec. Retain up to 99 read- 


ings, or use included 2G 


47.2" cable. 


bearing gear check and 


datalogs for analysis. Include remote 
vibration sensor with magnetic mount on 


MONARCH INSTRUMENT 


Vibration Tester—Meter/stethoscope 
system measures acceleration, velocity, 
and acceleration enveloping. Features 


accelerometer with cable, headphones, 


Vibration Meters— 
These easy-to-use 
vibration monitoring and 
analysis tools display 
vibration signals. 
Automatically perform 
vibration analysis func- 
tions based on machine 
running speed to help 
diagnose faults such as 
unbalance, misalignment, 
and looseness. Designed 
for use with assets like 
pumps, motors, fans, or 


SD card to store 


LCD. Includes 


magnetic base, and stinger. 


Frequency Auto 
Item Accel. Range Range (Hz) Vel. Display Power Off 
Extech 
2 to 656 ft/s? or 
Digital Vibration 0.5 to 200 m/s? 10 to 1K 0.02 to 7.87 In/s or 0.5 to 200mm/s LCD Yes 
ee teal 10T01K 0.02 to 7.87 In/s or 0.5 to 200mm/s LcD Yes 
Fen Vibration g5¢ft/s2, 200m/s2, 20.399 10to1K 7.87in/s, 200mm/s, 19.99cm/s LoD No 
Vibration Meter/ 656ft/s2, 200m/s2, 20.399 10 to 1K 7.87in/s, 200mm/s, 19.99cm/s BacklitLCD With Disable 
Datalogger 656ft/s2, 200m/s2, 20.399 10Hz to 1 KHz 7.87in/s, 200mm/s, 19.99cm/s Backlit LCD With Disable 
Monarch 
Vibration Tester 0.01 to 19.99g 10 to 10 K 0.01 to 19.99 In/s0.1 to 199.9mm/s LCD _ 
Test Products Intl. 
0.01 g to 50g Tae EE deat 0-25mm/sec FullColor OLED —_—‘Yes 
en aelimele ai10 Hzto 1 KHz ISO 1 
0.01 g to 60g KHz to 10kHz Bearings 0-25mm/sec Full Color OLED Yes 
Vibration Tester 1 to 1000 mV/g 10 Hz to 10 kHz 720mm/sec Full Color OLED Yes 
568 GRAINGER. Find even MORE on Grainger.com® 


ITT 





bearings. 

Battery Mfr. Item 

Data Hold Type NIST Model No. 
Yes QV No 407860 1AEV9 
Yes QV Yes 407860-NIST 6RGK2 
Yes (4) AAA No VB400 13X135 
Yes (6) AA No SDL800 13X134 
Yes (6)AA Yes SDL800-NIST  43Y050 
Yes (2)AA —_ Examiner 1000  6KX53 
Automatic (2)AA No 9070 38NJ28 
Automatic (2)AA No 9080 38NJ29 
No (2) AA Yes 9080K2 400R50 
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DeFelsko EXTECH = 


Inspection Instruments INSTRUMENTS 


Coating Thickness Gauges 


METAL TESTING 

= Ferrous metals such 
as steel or iron 

= Nonferrous metals such as 
brass, aluminum, or copper 





INSTRUMENTS 


memory storage of 400 readings: 80 zero feature, mils/microns/mm 
direct and 320 group. Includes user- switchable, adjustability to known 
settable high/low alarms, min./max./ thicknesses, and high-resolution 
average measurement, and 1- or mode. Provide audible and visible 
2-point calibration. Comes with USB _ high/low limit alerts, calculations 
interface cable, software, calibration of average, standard deviation, 
iron, calibration aluminum, precision and min./max. thickness. Standard 
standards, AAA batteries, and carry- models Nos. 12Y318 and 12Y320 
ing case. have a 250-reading memory capac- 
, ity. Advanced models Nos. 12Y319 
oe ee and 12¥321 feature 100,000/1000 
include wrist strap, precision plastic group reading memory capacity, 
shims, 2 AAA batteries, and hard Scan mode, on-screen batch anno- 


tation, and data transfer via USB 
carrying case. Features zero and ie 
1-point calibration adjustments. MIF" OF Bluetootn Al madgels 


include rubber holster with belt clip 
Displays the average for up to 99 : ‘Soft® soft 
measurements. No. 2GE21 measures USB cable, Posisoft ne nylon 
case, and NIST calibration certificate. 








PosiPen®—Pen-type, pull-off gauge 
is permanently calibrated to measure 
small steel parts, hot surfaces (up to 
450°F), and hard-to-reach places. 
Includes leather pouch and calibra- 
tion certificate. 


PosiTest® FM and 
GM—Permanently calibrated, 
mechanical pull-off gauges measure 
nonmagnetic coatings on steel only. 
Each includes wrist strap, leather 
pouch, and calibration certificate. 


No. 2GE21 


EXTECH 





No. 5GTH1 

















coatings on steel. No. 2GE22 No. 2GE25 
Thickness Tester—Provides measures coatings on steel and NONMETAL TESTING ; 
——e PeiTector 200—ach nudes No. 42¥01 
9 PosiTector® 6000—Instruments plastic shims, protective rubber 
substrates, eddy current measure- nee é 
; feature no calibration adjustment holster, 1 bottle ultrasonic couplant, 
ment for nonferrous. Features single te , 
, . _ fequired for most applications, USB cable, PosiSoft software, nylon 
and continuous measuring modes; : 
direct and group working modes with 1- or 2-point adjustment. Average EayINO Case eS atenles, aN) oes 
NIST calibration certificate. 
Recording Calibration Battery Item 
Measuring Range Cap. Accuracy Certificate Type Brand No. 
ABS Plastic 
; ; +(0.5 mils + 1%) 0 to 100 mils, +(0.5 mils + 3%), 100 mils, 
Standard Electronic 0 to 250 Mils 250 +(0.01 mm + 1%) 0 to 2.5 mm, + (0.01 mm + 3%), 2.5 mm NIST AAA Defelsko 54GC58 
Ferrous and Non-Ferrous Metals 
Electronic Posilest DFT 0 to 40 10 Records +0.1 mils + 3% — — Defelsko 2GE22 
Electronic 0 to 49 Mils, Oto 1250 Microns 400 —_—+(3% reading + 0.04 mils) ferrous, +(3% reading + 0.06 mils) non-ferrous = AAA Extech oGTH1 
Electronic Posilector 6000 0 to 60 200 +(0.05 mils + 1%) up to 2 mils then +(0.1 mils + 1%) NIST AAA Defelsko 12Y320 
Electronic Posilector 6000 0 to 60 100,000 +(0.05 mils + 1%) up to 2 mils then +(0.1 mils + 1% NIST AAA Defelsko 12Y321 
Electronic 0 to 60 Mils _ +(0.05 mils + 1%) up to 2 mils then +(0.1 mils + 1% NIST AAA Defelsko SURVS 
Electronic 0 to 60 Mils 10000 +(0.05 mils + 1%) up to 2 mils then +(0.1 mils + 1% NIST AAA Defelsko oURV7 
Ferrous and Non-ferrous 0 to 80 Mils 200 +4(0 to 7.8 mils), +3% (7.9 to 39 mils), +5% (39.1 to 80 mils) — AAA Extech 40JK42 
Ferrous Metals 
Electronic 0.03 to 15.7" (0.65 to 400mm) _500 0.002" — — ___ Reed Instruments 52ZK68 
Electronic 0.05" to /.9° = +0.004" No —_ Reed Instruments 161F01 
Electronic Posilest DFT 0 to 40 10 Records +0.1 mils + 3% Yes Defelsko 2GE21 
Electronic Posilector 6000 0 to 60 200 +(0.05 mils + 1%) up to 2 mils then +(0.1 mils + 1% NIST AAA Defelsko 12Y318 
Electronic Posilector 6000 0 to 60 100,000 +(0.05 mils + 1%) up to 2 mils then +(0.1 mils + 1% NIST AAA Defelsko 12Y319 
Electronic 0 to 60 Mils = +(0.05 mils + 1%) up to 2 mils then +(0.1 mils + 1%) NIST AAA Defelsko oURV2 
Mechanical PosiPen 0.25 to 20 — +10% + 0.1 mil — Defelsko 2GE25 
Mechanical Posilest GM Otos — +0.04 mils up to 0.8 mils, +5% over 0.8 mils — = Defelsko 2GE24 
Mechanical Posilest FM 0 to 80 = +0.2 mils up to 4 mils, +5% over 4 mils = — Defelsko 2GE23 
Non Metals Such As Concrete, Wood And Composite 
Standard Electronic Posilector 200 0.5 to 40 200 +0.1 mils + 3% NIST AAA Defelsko 1CTD1 
" " DeFelsko 
Ultrasonic Wall Thickness Gauges Inspection Instruments CorDEX EXTECH 
DEFELSK0® UTG M (Multiple Echo)—Features EXTECH 
PosiTector® ultrasonic thickness gauges (UTGs) _ through-paint capability to measure = Compact, rugged meters for No. 1XTG3 


measure wall thickness of materials such as 
steel, aluminum, plastic, and more. Flip display 
for right-side-up viewing in-hand or on work 
table. Accuracy: +0.001", +0.03mm. 250-reading 
memory. Each includes 5 MHz probe, protective 
rubber holster, couplant, USB cable, PosiSoft® 
software, AAA batteries, nylon carrying case, and 
calibration certificate. Conform to ASTM E797. 


UTG C (Corrosion)—WMeasures the effects of 
corrosion or erosion on tanks, pipes, or any struc- 
ture accessible on 1 side only. Excellent for rough 
surfaces and heavily corroded applications. Scan 
mode for quick inspection over a large area. 


the metal thickness of a painted struc- 
ture without removing the coating. 


CORDEX INSTRUMENTS 


UT5000 Intrinsically Safe—Provides 
nondestructive testing and predictive 
maintenance on pipelines and fixed 
equipment in hazardous locations. 
Built-in RFID+ software tags measure- 
ments with their locations along the 
pipeline and then organizes the data to 
give engineers the view at any specific 
location. Corrosion mode helps identify 
thinning spots. Accuracy: +0.05mm 
(0.002"). 


Description Measuring Range Measurement Rate 
DeFelsko 
UTG C1, Corrosion 0.040 to 5.0" (1 to 125mm) 6 Readings/Sec. 
cae Through Paint 0.100 to 5.0" (2.5 to 125mm) 3 Readings/Sec. 

or 

UT5000, Intrinsically Safe 0.160 - 4.00" 1-8Hz (User Defined) 
Extech 
Primarily Steel 0.040" to 20" 4 to 20 sec. 
Primarily Steel, Recording 0.040" to 20" 4 to 20 sec. 
Primarily Steel, Recording with Color Waveform 0.040" to 20" 4 to 20 sec. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





nondestructive thickness 
measurements. No. 20LK16 
features a 5 MHz probe, dot- 
matrix display, high-impact 
housing, and ability to capture 
minimum thicknesses. IP54 rated. 
No. 20LK17 includes echo-to-echo 
option to reduce coating errors, 
B-scan, and vibrate on alarm. 

No. 20LK18 has a color LCD, live 
waveform, file compare feature 
as a real-time corrosion monitor, 
dynamic change of waveform 
color on alarm, and grid review of 
saved readings. 


Item 
Recording Cap. No. 
200 1XTG3 
200 2DPP2 No. 20LK18 
1000 Readings 12M768 
— 20LK16 
5000 Readings 20LK17 
5000 Readings 20LK18 





TEST INSTRUMENTS Scan. Order. Done. 
Gauges Details on page Al. 





Differential Pressure Gauges 6 
Switch, and Adapter Kits 








GAUGES Photohelic® with Relay— SWITCH 
= 44" NPT side and rear Series A3000 Photohelic® = SPDT switch, 1 NO/1 

pressure connections switch/gauges function as NC, 1-phase 
Versatile gauges measure fan versatile, highly repeatable Adjustable-range switch is great 
and blower pressure, filter resis- Pressure switches combined for HVAC applications: It has a a No. D0739 
tance, air velocity, furnace draft, witha precise pressure gauge —_qual-scale adjustment knob (in H,0 sy. ors 
pressure drop across orifice employing the time-proven and Pa) to change settings without 
plates, liquid levels with bubbler | Magnehelic® gauge design. a pressure gauge. Barb connection | DIN=- and Panel-Mount 
systems, and fluid amplifier/ Photohelic® switch/gauges for Ys" 1.D. a : 
fluidic system pressure. Quickly measure and control positive, a naprep Kurs Differential Pressure 
indicate low air and compatible negative or differential pressures Panel Meters 
gas pressures—positive, negative of air and compatible gases. Portable Kit—Adapts Magnehelic 
(vacuum), or differential. = 2 DPDT (double pole double DP gauge for portable use. = 2 SPDT relays 

throw) switches rated 10A at = 4 to 20mA DC output signal 


Magnehelic°—Series 2000 == agyc, 10A at 120/240VAC_ Fy runer ne van’ Magnenelic | « 4-digit LCD 

instruments are highly resistant. power required: P gauge to an air filter gauge. Digihelic® 3-in-1 digital meters combine pres- 

to shock and vibration. Include 120VAC 60/50 Hz Eliminates filter replacement sure gauge, relay switch, and transmitter functions. 
2 NPT plugs, 2NPT to %6".D. —. aluminum case, 41%" dial 9UeSSwork when installed across pressure, velocity, or volumetric flow readouts are 


rubber tubing adapters, and 3 filter bank. selectable in choice of units. 
mounting adapters. Velocity Rated Total Mfr. — Item 
= Die-cast aluminum Range* Range Pressure Accuracy Model No. > Please choose: To order, specify input range from 


: Magnehelic Differential Pressure Gauges 
case, 4" dial Pressure table. 





ee 0 to 0.25" H20 —~ -20" Hg to 15 psi +4.00% 2000-00 37314 : . 
= Plastic window 0 to 0.50" H20 — 20)" Hg to 15 = +3.00% 2000-0 317315 1/8 DIN Mount—Accuracy IS +0.5% at 7 F. NEMA 
Oto i : H20 — “207 Hg to 7 psi #8.00%8 2001 31316 4X face. RS-485 interface. Process connection uses 
to 2" — -20" Hg to 15 psi +2.00% 7 3/, a! 1," i i i iti 
Oto 3° 10 59" Hg to 15 psi #2.00% 2003 1W489 As (0D. x ¥g" |.D. tubing with compression fitting. 
Oto 4" H20 —~-90" Hg to 15 psi +2.00% 2004 1w4s87 | 412'D. 
0 to 5" H20 —~ -20" Hg to 15 psi +2.00% 2005 31318 
0 to 6" H20 — -20" Hg to 15 Fal +2.00% 2006 1W485 43/."" Round Cutout Mount—Accuracy for 0" to 0.25" 
0 to 8" H20 —~-20" Hg to 15 psi +2.00% 2008  1W483 + u ic +1 50 
0 to 10" H20 — _-20°"Hg to 15 psi +2.00% 2010 31319 ne and +0.25 My C Is 1 we . Include front 1m for 
0 to 15° H20 — -20" Hg to 15 psi +2.00% 2015 1W481 mounting into 4 ¥4" Cutout. ¥s" female NPT side or back 
0 to 20" H20 — -20"Hg to 15 psi +2.00% 2020 1W479 connection. 3¥"D. 
0 to 25" H20 —~ -20" Hg to 15 psi +2.00% 2025 31320 > CHOOSE: Input 
0 to 30° H20 —--20"Hg to 15 psi +2.00% 2030 1W477 010 ODS" WC : Input ane D100 WC 
Magnehelic® 0 to 40" H20 —~ -20" Hg to 15 psi +2.00% 2040 1W475 Dio OWE 02540 0 035" WC 
Pressure Gauge 0 to 60" H20 — -20" Hg to 15 ps! +2.00% 2060 1W473 0 to 5.0° WC 1to0to1° WC 
0 to 100" H20 — ~~ -20" Hg to 15 psi +2.00% 2100 31322 Oto 10.0" WC 55 t0 0to 25" WC 
0.25" to 0to0.25°H20 —  -20°Hgto15psi +3.00% 2300-0 1W471 0 to 25" WC 5 to Oto 5° WC 
1" to 0 to 1" H20 = -20" Hg to 15 psi +2.00% 2302 1W469 0 to 50° WC 10 to 0 to 10° WC 
5" to 0 to 5" H20 —~ -20" Hg to 15 psi +2.00% 2310  1W467 Power nai 
15" to 0 to 15" H20 —~ -20" Hg to 15 psi +2.00% 2330  1W465 Fits Req. No. 
0 to 5 psi = -20" Hg to 1S psi +2.00% 2205 31323 ? 100 to 240VAC 
0 to 10 psi —~_ -20" Hg to 35 psi +2.00% 2210 31324 7s DIN Mount 139 to 240VDC DO739 + 
0 to 15 psi —__-20 gto 35 psi_+2.00% _2215 37325 4¥" Round Cutout Mount 12to 28VDC, 12to 28VAC 0741 
0 to 30 psi —__-20' Hg to 80 psi_+2.00% 2230 _ 31326 t Not avaliable in 0 to 2.5" WC or 0.5" to 0 to 0.5" WC. 


Pressure and Air Velocity 
u 300 to u 7 0 2000- 
0 to 0.25" H20 2000 fom -20" Hg to 15 psi +4.00% OOAV 37295 


Photohelic® 0 to 0.50" H20 9800 fom -20" Hg to 15 psi +3.00% 2000-0AV 37064 
Eiterential: Pressure 20010 59" Hg to 15 psi +2.00% 2001AV 27644 


Gauge with Relay D1oe ey 4000 fpm 
0 to 2" WC eee -20" Hg to 15 psi +2.00% 2002AV 27645 
5000 to 


0 to 10" H20 12.500 fom -20"Hg to 15 psi +2.00% 2010AV 27646 ® 
Photohelic Differential Pressure Gauges with Relay 


Differential _Pressure 









0 to 0.25" H20 —~-20" Hg to 25 psi +4.00% A3000-00 4ME75 . 
Pressure 0 to 0.50" H20 50" Hg to 28 psi 23.00% 3000-0 ame7e | @O5 Magnehelic® 
Switch 0 to 1° H20 —~-20" Hg to 25 psi +2.00% A3001 4ME77 - - 
0 to 2" H20 —~__-20"Hg to 25 psi_+2.00% A3002 4ME78 Differential Pressure 
0 to 3° H20 — ~~ -20" Hg to 25 psi +2.00% A3003 4ME79 di ti T itt 
0 to 5" H20 —~_-20" Hg to 25 psi +2.00%  A3005 4ME80 
0 to 10° H20 —~_-20" Hg to 25 psi +2.00% A3010 4ME81 n Ica ing ransmi ers 
0 to 25" H20 —___-20" Hg to 25 psi_ +2.00% _A3025  4ME82 = 2-wire, 4 to 20mA output signal 
Sala Pe — 20° Hg to 26 psi_+2.00% AS050_AME83_ |» Q to 1250 ohm loop resistance from 10 to 35VDC 
0 to 100° H20 — ~~ -20" Hg to 25 psi +2.00% A3100 4ME84 ae 
0.25" to 0 to 0.25"H20 —  -20"Hgto 25 psi +3.00% A3300-0 4Me85 | ™ Power required: 10 to 35VDC 
— 0.50" to 0 to 0.50" H20 — -20" Hg to 25 psi +2.00%  A3301 4ME86 = Output accuracy: +2% full scale for 
| 0 to 10 psi —~_ -20" Hg to 35 psi +2.00% A3210 4ME87 HW: 0 
0 to 15 psi —~-90" Hg to 35 psi +2.00%  A3215 4MES8 hi ie < 2° WC; 100.5% allothers 
Pressure and Air Velocity = 4" NPT side and rear pressure connections 
; 0 to 1" H20 Pa fori “20° Hg to 25 psi +2.00% A3O01AV 4ME89 | Transmitter gauge for HVAC maintenance and trouble- 
<r 0 to 2"H20 5600 fom -20" Hg to 25 psi +2.00% A3002AV 4ME90 shooting provides visual monitoring and electronic 
control of very low differential pressure. 38mA DC 
01010"H20 rene? -20"Hy to 25 psi +2.00% A3010AV 4MEQ1 4 eae | 
— : Sai ,900 fpm saluai aa , (max.) Current consumption. Die-cast aluminum case. 
I, ~S> =e Range (in. WC) me Tye Model a Plastic window. Includes span-and-zero adjust tool and 
— Differential Pressure Switch mounting hardware. 
i ——\ a 0.08 to 1.2 1.5A/250 VAC Diaphragm ADPS-08-2-N _ 242008 . 
a e 4 Mfr. Item > Please choose: To order, specify pressure range from 
ei For Use With Model No. table 
o Mf, is ‘Portable Adapter Kit 
. Magnehelic Gauges A-432 21648 > CHOOSE: Pressure Range Item 
3 Air Filter Adapter Kit 0 to 0.5° WC 0 to 3.0° WC No. 
ie : , Differential Pressure Gauges and Manometers A-605 21647 Oto 1.0" WC 0 to 10" WC DO745 
Air Filter Kit * 1 psi = 27. 71" WC. 0 to 2.0" WC — 
570 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


TTT 





GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


TEST INSTRUMENTS 
Manometers, Static & Pressure Kits 





No. 2T650 


Quy) 
Molded Plastic Manometers 


= Zero adjustment knob and built-in level indicator 
= +3% full scale accuracy 

Mount on any vertical surface to measure low positive, negative, or differential 
air and compatible gases in dust collection systems, noxious fume/airborne 
particulate exhaust systems, and HVAC filter banks. 140°F max. working temp. 
10 psi max. internal working pressure. Each includes 2 static pressure taps, 8-ft. 
double-column plastic tubing, mounting screws, indicating fluid, and red and 
green pointer flags. No. 21650 uses red indicating fluid (No. 1TCO0); No. 31292 
uses blue indicating fluid (No. 1W413). 





Mfr. Item 
Operating Range Model No. 
0 to 3" WC MARK II 25 27650 
0 to 7" WC MARK II 26 31292 
Accessory 
Stand for Nos. 21650 and 31292 Manometers A-612 1TC33 


Static Pressure Sensors 

For use with differential pressure instruments. 

Static Pressure Tips are designed for use in ducts or rooms. 
No. 232321 is designed for cleanroom use. No. 232323 mounts on top of a stan- 
dard %4"-thick ceiling tile, with its filter facing down through a %" hole in the tile. 
No. 232324 is designed for roof or outside mounting, and structured to withstand 
harsh outdoor conditions. 


Quy 


Quyery 
Wind Speed Indicators 


and Vane Anemometer 


WIND SPEED INDICATOR 


Rooftop-mounted pickup reads wind veloci- 
ties from 0 to 80 mph directly on liquid-filled 
tube. Calibrated in mph and Beaufort scales. 
Includes 50-ft. vinyl tubing. 


No. 3T307 





MOUNTABLE VANE 
ANEMOMETER 


HANDHELD WIND METER Permanent-mount or portable 
Quickly displays wind velocity in 2 scales: 2 _ instrument measures velocities 
to 10 mph and 4 to 66 mph. from 25 to 400 fpm. 
Mfr. Item 
Description Model No. 

Wind Speed Indicator MARK II WSI 31307 

Handheld Wind Speed Indicator WIND METER-MPH 31308 

Mountable Vane Anemometer 480 1W431 








Description 
4" Straight Static Pressure Tip with Flange 
6" Straight Static Pressure Tip with Flange 
8" Straight Static Pressure Tip with Flange 
Clean Room Static SS Pressure Sensor 


Static Pressure Pickup SS Wall Plate 


Features 
Integral Mounting Flange w/Rubber Gasket 
Integral Mounting Flange w/Rubber Gasket 
Integral Mounting Flange w/Rubber Gasket 
60 Micron Fine Mesh Filter on Sensor 
60 Micron Fine Mesh Filter on Sensor, 
Mounts on Single Gang Electrical Box 
60 Micron Fine Mesh Filter on Sensor, 


Static Pressure Pickup Wall Mount 
Static Pressure Pickup Ceiling Plate 
Static Pressure Pickup 


Mounts on Single Gang Electrical Box 
Mounts on Standard Junction Box 


Stabilizing Plate Reduces Effects of Wind Gusts 


Static Pressure Pickup Flush Mount Integral Molded Pressure Connection 


Flush Mount Kit for Magnehelic® Gage Integral Molded Pressure Connection 


Pressure Test Kits 


Dual-Range Manometer Kit—Determines 
static pressures; tests leakage, fans and 
blowers; calibrates control devices. Includes 
4%" x ¥g" Tygon® tube for pressure source 
connection, 4-02. red indicating fluid 

(No. 1TC00), 2 magnetic clips, and carrying case. 
= U-tube application reads 0" to 16" 

= Inclined gauge reads -0.20" to 2.6" 


Gas Pressure Test Kit—Complete kit contains 
No. 31302 16" manometer (8-0-8 range) plus 
Ye" to Ya" pipe thread bushing, 3 ft. x %6" rubber 
tubing, 1 rubber tubing adapter to fit standard 
7/A6'-dia. spud, 2 rubber tubing adapters to fit 
Ye" pipe thread, 3% oz. fluorescent green coloring 


= Magnetic clips 


Note: Connection tube not included. 


Mounting Screws 


Screws and Wall Anchors 


Q) GERD) | 
=" 
Gas Pressure Test Kits—Nos. 8P386 and 8U889 = 
measure methane or LP gas pressure across a stove, it | | 
furnace, or dryer manifold with +1.5% accuracy. Each has 
a 2.5'"-dia. gauge Calibrated in inches H,0 as well as 0z./ 
in.2 Each comes in a hard case with 39" of rubber tubing, 
a hose clamp, and a ¥@" NPT brass quick-connect fitting. 


Flexible Liquid-Filled Manometers—Determine static 
pressures; test leakage, fans, and blowers; and calibrate 
control devices. Rapid shutoff, overpressure safety traps. 
Connect to 46" |.D. hookup hose (not included). Include 1 
bottle of fluorescent green coloring agent (No. 1W409). 


No. 232320 No. 232324 No. 232326 

Material of Mfr. Item 

Includes Connection Construc. Model No. 
Mounting Screws Barb Fitting for “16° ID Tubing 303/304 SS A-489 232317 
Mounting Screws Barb Fitting for %6' ID Tubing 303/304 SS A-491 232318 
Mounting Screws Barb Fitting for “6° ID Tubing 303/304 SS A-493 232319 
Mounting Screws Barb Fitting “6 to ¥' ID Tubing 31655 A-414 232320 
wom Barb Fitting 14" to %e" ID Tubing Stainless Steel A-417A 232321 
Foam Gasket, Barb Fitting 14" to %e" ID Tubing Polycarbonate A-418A 232322 


= Barb Fitting Ys to %6 ID Tubing A-419A 282323 


Metal 
Plastic with Metal Plate/ 


Conduit Adapter Barb Fitting ¥%" to %6" ID Tubing anit Conmector A-420A 232324 
Ce oe Barb Fitting for 346" ID Tubing ABS Plastic A-465 237325 
“Ze ID Tubing, Mounting Barb Fitting for 346" ID Tubing ABS Plastic A-464 232326 


No. 3T293 





No. 3T294 











Slack Mfr. Item 
agent (No. 1W409), and plastic case. Operating Range Tube Length Brand Model No. 
Mfr. Item Flexible Liquid-Filled Manometers 
Description Brand Model No. 4-0-4" WC 8.0" Dwyer 1211-8 31300 
Pressure Kit 6-0-6" WC 12.0 Dwyer 1211-12 31301 
Dual Range Flex-Tube, U-Inclined Manometer Dwyer 1227 31294 8-0-8" WC 16.0" Dwyer 1211-16 31302 
Gas Pressure Kit Dwyer 1212 31293 12-0-12' WC 24.0" Dwyer 1211-24 27971 
Gas Pressure Kit, 0° to 15° 15 Range General GPK015 8P386 24-0-24" WC 48.0" Dwyer 1211-48 31303 
Gas Pressure Kit, 0° to 35" (H,0) Range General GPK035 8U889 30-0-30" WC 60.0" Dwyer 1211-60 31304 
Oils and Water Coloring 36-0-36° WC 12). Dwyer 1211-72 31305 
4-0z. Red Gauge Oil, Specific Gravity 0.826 Dwyer A-102 1TC00 60-0-60" WC 120.0" Dwyer 1211-120 31306 
Fluorescent Green Water Coloring Agent Dwyer A-126 1W409 18-0-18° WC 36.0" Dwyer 1211-36 317404 
Environmental Meters EXTECH 
Pocket-sized testers come complete with wrist strap and 9V battery; Type K temperature probe sold separately. 4-in-1 No. 4TXJ1 
simultaneously display air temperature and air velocity or relative humidity. No. 4TXJ1 adds foot-candle/lux light measurement. 
Relative 
Humidity Special Power Mfr. Item 
Temp. Range Range Res. Vel. (fpm) Vel. (mps) Features Source Model No. 
° ° 0 Type K Temp Probe -148 to 2372 F, Characters 
32° to 122°F 10 t0 95% 10fpm 80105910 0.41030  paverce on Display Depending on Mode, Min/Max QV Battery 45170 4TXJ1 
32° to 122°F (Air), -148° 0 Replaceable Vane Wheel, Min/Max, Tripod Mount, (3) AAA 
to 2372°F Hype K) Wows Tipm ‘8010 3807 0.4 to20 External Type K Thermocouple Probe -148° to 2372°F Batteries ENDO. S53n49 No. 4TXJ1__—«— No. 453A49 
Sign in to Grainger.com® to see YOUR Pricing and MORE o/1 


TEST INSTRUMENTS 
Manometers 


Scan. Order. Done. = 
Details on page A1. 
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Handheld Digital 
Manometers 


Precision instruments test air or gas pressure in HVAC 


systems, laboratory testing, field calibration, and medical 


respiratory support equipment. Batteries included. 
DWYER® 


Handheld Digital Manometers—Measure pressure, 

flow, and velocity. Calculate and display air velocity and 
volumetric air flow. Nine selectable English and metric 

engineering units. Store up to 40 readings. 


Intrinsically Safe Handheld Digital Manometers— 
Measure positive, negative, or differential pressure and 
air velocity when used with a pitot tube. 


Single-Pressure Digital Manometer—Measures 
positive and negative pressures. Features 1-button 
Auto-Zero and Auto-Off. Does not measure differential 
air pressure. 


EXTECH® 


Differential Pressure Manometers—Record Max./ 
Min./Avg. readings with relative time stamp. Data hold 
freezes the reading on the display. Zero function for 
offset correction or measurement. 


Heavy-Duty Differential Pressure Manometer— 
Dual-input instrument with internal sensors has a wide 
measurement range and high resolution. Dual LCD 
shows 8 selectable units with Hold, Zero, and Record/ 
Recall. RS-232 interface. Includes 2 quick-disconnect 
fittings, rubber holster with stand, and carrying case. 


Pitot Tube Anemometer and Differential 
Manometer—Measures air velocity/air flow in tight 
locations. 5 selectable units of measure. Features Data 
Hold, Auto-Off, Zero, Record/Recall up to 99 readings. 
Complete with software, USB cable, AC adapter, and 
carrying case. 


Pressure Meter/Datalogger—Measures pressure in 
hydraulic shop presses and other industrial machines. 
Dual-LCD shows 10 selectable units with Hold, Max./ 
Min., and Record/Recall. Stores data on included 2G SD 
card. Includes hard carrying case. Optional sensors are 
available on Grainger.com®. 
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INSTRUMENTS 


MERIAM® 


Digital Manometers—Recall option allows recali- 
bration for zero, span, and linearity. Store up to 240 
readings; automatic mode saves current value every 
5 sec. for up to 20 min. 


TEST iNSTRUMENTS™ 





Smart Manometers—Provide 11 pressure units and 
can be linearly scaled for custom units. Adjustable 
damping minimizes the effects of pulsating pressures. 
Recalibrate for Zero and span. Feature Min./Max., 
Hold, and auto-record of up to 240 readings. 


TEST PRODUCTS INTL. 


Dual-Input Differential Manometers—Measure 
pressure in seven units. No. 3LYC4 features Auto-Off, 
Zero function, and Trim mode to stabilize readings. 
Includes silicon tubing. No. 9HUA3 includes Auto-Off, 
Record/Min./Max., Zero function, aluminum housing 
with rubber boot. Data logging with optional A665 
software and docking station. 


Single-Input Manometer—Measures pressure or 
vacuum in four units of measure: inH20, mbar, KPa, 
psi. Provides a range of +60 inH20 range. 


UEI TEST PRODUCTS 


Dual-Differential Digital Manometer—Measures 
positive and negative gas supply, draft pressures, and 
differential in 11 scales. Min./Max., Data Hold, Zero 
and Auto-Off. Built-in magnet for hands-free opera- 
tion. Includes 18" sample tubing and pouch. 


Dual-Input Differential Manometer—Rugged 
dual-input meter features dynamic Min./Max. capture, 
Hold, Zero, and Auto-Off. Rubber-booted housing has 
integral magnet for hands-free operation. 


Static Pressure Kits—Measure gas supply and 
draft pressures. Kits provide an alternative to U-tube 
pressure measurements. Differential mode offers 

a convenient method to measure pressure drops. 
Features dynamic Min./Max. value capture, Data Hold, 
Auto-Off, and rubber boot with integral magnet. 


Operating Battery Mfr. Item 
5 Description Pressure Range Temp. Range Display Type Connec. Type Model No. 
wyer 
0 to 4.00 In WC 0° to 140°F 4 Digit LCD QV (2) Barbed A47/AV-00 —_ 38XU43 
Handheld Digital Manometer Series 477AV 0 to 10.00 In WC 0° to 140°F 4 Digit LCD QV (2) Barbed 477AV-0 38XU42 
0 to 200 In WC 0° to 140°F 4 Digit LCD QV (2) Barbed 47/7AV-3 38XU47 
aon sare cy Bits — tre Bg re 
er i to 20 In ° to 140° 2 Digit its Ya or Ae ubing fol 
eee ee 0 to 20 In WC 0° to 140°F 3 Vo Digit LCD QV Fits % or Ye" ID Tubing 475-1-FM-AV _1XFW5 
0 to 40 In WC 0° to 140°F 3 ¥% Digit LCD QV Fits Yor%e ID Tubing 475-2-FM 1XFW3 
0 to 200 In WC 0° to 140°F 3 ¥% Digit LCD QV Fits Yor%e' ID Tubing 475-3-FM 1XFW4 
ange Pressure Digital Manometer Series 476A -20 to 20 In WC 0° to 140°F 4 Digit LCD QV Fits %6 or 4" ID Tubing 476A-0 1LZN6 
ec 
0 to 13.85 In WC 32° 10. 122°F 4 Digit Backlit LCD QV Fits Ys" ID Tubing HD7/55 2ENF2 
0 to 13.85 In WC 32° tO 122 F 4 Digit Backlit LCD QV Fits Ys" ID Tubing HD/55-NIST 8MGK8 
Differential Pressure Manometer 0 to 55.40 In WC 32 10-122 6 3 % Digit LCD QV Fits % or %e' ID Tubing HD/00 1CWL9 
0 to 59.40 In WC 32 tO 122" 3 ¥% Digit LCD QV Fits “or %e' ID Tubing HD/O0-NIST 9LW58 
0 to 138.3 In WC 32° to 122°F 4 Digit Backlit LCD QV Fits Ys ID Tubing HD 7/50 2ENF3 
realy uy ulterenitil Cressure Manometer 0 to 802 In WC Be” 10 122°F 1.4" High LCD QV — 407910 4FB77 
itot Tube Anemometer an ° ° ; Af 
Differential Manometer 0 to 20 In WC 32 t0122°F 3-Line Backlit LCD QV ¥s" Connectors HD350 9XJ80 
30psi (2bar), 150psi Threaded. ¥4' 
Pressure Meter/Datalogger (10bar) or 290psi (20bar) 32° to 122F Backlit LCD (6) AA PS 19 TPI SDL700 13G533 
(Dependent On Transducer) 
Meriam 
Digital Manometer M1 Series 0 to 28 In WC 14° to 122°F LCD 3) AA — ZM100-2 5ENL8 
0 to 200 In WC 14° to 122°F 9 Digit LCD (4) AA = M200-DNO0200 5SENK1 
Smart Manometers M2 Series 0-2000” H20 Differential 23° to 122°F SDigitLCD = (4) AA emai NPT, '200-DN02000  SENK2 
Test Products Intl. 
+101.5 psi 32° to 104°F LCD — — 665 9HUA3 
Dual Input Differential Manometer +120 in. WC 39° to 104°F 5 we ae gy = 621 3LYC4 
i acklight 
Single Input Manometer +60 in. WC 32° to 104°F Back-Lit LCD QV — 608 3LYA9 
UEI Test Instruments 
Dual Differential Digital Manometer +0 to 60" WC 32° to 104°F (0° to 40°C) Backlit LCD QV (2) Barbed EM152 49KE06 
Dual Input Differential Manometer -60 to 60" WC 32° to 104 Degrees F (0 to 40 Degrees C) 4-Digit Backlit LCD gV (2) Ya" Barbs EM201B 9LHH8 
Static Pressure Kit -60 to 60" WC 32° to 104 Degrees F (0 to 40 Degrees C) 4-Digit Backlit LCD QV (2) 4" Barbs EM201SPKIT 36H169 
-60 to 60" WC 32° to 104 Degrees F (0 to 40 Degrees C) 4-Digit Backlit LCD QV (2) 4" Barbs EM201SPKIT-N 49CK76 
t NIST Certified. 
572 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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TEST INSTRUMENTS 
Gauges 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Digital Pressure and 
Vacuum Gauges 


Sockets are made of stainless steel. 


ASHCROFT SERIES DG25 


5-digit LCD shows readings in any of 9 units of 
measure. Include protective rubber boot and batteries. 


ASHCROFT SERIES 2089 


5-digit LCD for 12 units of measure (including mm H,0) 
and 7 languages. With password-protected calibration 
and disable function. 316 stainless steel wetted parts. 
Each includes AAA batteries. Supplied with NIST cali- 
bration certificate. 


ASHCROFT® SERIES 2074 


Readings are shown on 5-digit backlit LCD in any of 
10 units of measure. Units have password protection. 
Include C batteries. 


GRAINGER 


@ 
APPROVED bbe INSTRUMENT 
GA SERIES YSB-070 


Rubber-covered gauges provide readings for liquids 
or gases in any of 9 engineering units on digital LCD. 
Require 2 AAA batteries (not included). 





® 
SASHCROFT = 


ASHCROFT SERIES 2174 


Gauges with 4-20mA transmitter have 5-digit 
LCD for 10 selectable units of measure, and 
unlimited turndown. Include AA batteries. 


DWYER® SERIES DPGA SSI MG SERIES 


Gauges have a 4-digit LCD with selectable Gauges contain a piezo-resistive pressure sensing 
vacuum/pressure measurement and digital push- element, signal conditioning circuitry, stainless steel 
button zeroing. For use with air or compatible input pressure port, and 4-digit LCD backlit display. 
gases. Run on one 9V battery (not included). Readings updated 3 times per sec. Battery-saver mode. 


GA SERIES YSB-068 WEISS SERIES DUG 


Provide readings on digital LCD for liquids or 4-digit LCD for 4 selectable units of measure plus 

gases in any of 9 engineering units. Require 9V = averaging. Self-powered: Run continuously on as little 

battery (not included). as 10 lux (1 foot-candle). IP65 weatherproof; solid-front 
construction with blowout back safety design. 


Operating 
Connection Connection Case Dial Temp. Item 
apes Accuracy Size Location Material Size Range > CHOOSE: Range No. 
shcroft 


psi, BAR, Kpa, Mpa, cm Hg., mm Hg., in. Hg., ft. H20, kg/em2 
100 psi, 1000 psi, 200 psi, 30 psi, 30 in VAC, 





psi, mBar, BAR, Kpa, Mpa, mm Hg., in. Hg., in. H20, ft. H20, kg/cm2 


DG25 +0.50% Full Scale %4"MNPT Bottom Polycarbonate 2%" -4° to 140°F 300 psi, 3000 psi, 500 psi, 5000 psi G5753 
psi, bar, mbar, kPa, MPa, in. Hg, mmHg, in. H20, ft. H20, cmH20, kg/cm2 
0 17," f ° ° 0 to 30 psi, 0 to 60 psi, 0 to 100 psi, 0 to , L 
oogg _ 20.05% Full Scale 4’ MNPT Bottom sinintess Steel 2 0" t0. 150°F 300 psi, 0 to 600 psi, 0 to 1000 psi Dés81 u ! 
+0.05% Full Scale %"MNPT — Bottom Pte 150" F 30 in Hg Vac. to 15 psi 202635 No. G5753 No. D8581 








20.25% Full Scale %'MNPT Bottom Thermoplastic 4% Jana? 90 re to B00 dsl Dio 1000 ps, Hp etae ae D8579 
2074 — +0.25% FullScale ¥%" MNPT Bottom ae 30 a ee Bote 5500 psi D8577 
0.25% Full Scale 4" MNPT Center Back Stainless Steel 3" “yaner” 0 to 30 psi, 0 to 300 psi D8577 
P Hii i -12° to 30 to 0 in Hg Vac, 0 to 30 psi, 0 to 100 psi, 0 to 300 
Ets +0.25% Full Scale ¥%"MNPT Bottom 3 ae ssi, 010.600 psi, 0 to 1000 psi, 0 10°3000 ps; 08578 
wyer 
psi, bar, kPa, kg/cm2, in. Hg, ft. w.c. 
DPGA 1.00% of Reading %"MNPT Bottom ABS Plastic 24" 30° to 120°F 0 to 500 psi Hag02__«~‘No-. D&579 No. D8578 
psi, bar, kPa, kg/cm2, in. Hg, ft H20, in H20, oz./in2 
DPGA +1.00% of Reading %4"MNPT Bottom ABS Plastic 2%" 30° to 120°F 0 to 100 psi H4302 
psig, bar, mbar, kPa, kg/cm2, in. Hg, mmHg, ft. H20, in. H20, cmH20, oz/in2 
DPGA +1.00% of Reading %"MNPT Bottom  ABSPlastic 2%" 30° to 120°F 30inHG-0 psi, 0 to 15 psi, 0 to 30 H4302 


GA psi, 0 to 50 psi, 0 to 300 psi 
psi, bar, kPa, kg/cm2, in. Hg, in. H20, ft. H20, cmH20, oz./in2 















YSB-068 +1.00% of Reading “%'MNPT Bottom ABSPlastic 2%" 30° to 120°F 0 to 5 psi, 0 to 50 psi G5751 
psi, bar, kPa, MPa, kg/cm2, in. Hg, mmHg, cmHg, ft. H20 ' 
eget +0.50% Full Scale “%"MNPT Bottom ABSPlastic 2%" 14° to 140°F 0 to 500 psi G5752 No. G5751 
psi, bar, MPa 
MG +1.00% of Reading %'MNPT Bottom 2¥2" 14° to 140°F 0-1000 3JYZ4 
+1.00% of Reading %'MNPT Bottom 22" 14° to 140°F 0-3000 3JYZ7 
MG1-9V +1.00% Full Scale %'MNPT — Bottom 22" 14° to 140°F 0 to 5000 psi 45MT99 
+0.25% of Reading %4'MNPI Bottom ABS "14° to 140°F 0-500 3JYW3 
MG-9V +0.25% of Reading %4"MNPT Bottom Thermoplastic 3° 14° to 140°F 0 to 1500 psi 45MT95 
+0.25% of Reading %4'MNPI Bottom p 3" 14° to 140°F 0 to 5000 psi 45MT97 
+1.00% of Reading %4'MNPT Bottom 22" 14° to 140°F 0-30 3JZA1 
MGA +1.00% of Reading “%'MNPT Bottom 22" 14° to 140°F 0-100 3JZA4 No. 3JYZ4 
_ +1.00% of Reading %'MNPT Bottom 2¥2" 14° to 140°F 0-300 3JZA7 3 
eiss 
psi, bar, in. Hg, kPa, kg/cm2 , 
; +i ; -15°to 30 %1nHg Vac to 15 psi, 30 in Hg Vac to 60 psi, 30 In Hg 
ai 1 -15° to in Hg Vac to 15 psi, 30 in Hg Vac to 60 psi, 30 in Hg 
£0.50% of Reading 4'MNPT Bottom Glass 4%" 150°F _ Vac to 100 psi, 0 to 200 psi, 0 to 400 psi, 0 to 1000 psi_ 98582 


DUG Reinforced 
+0.50% Full Scale %" MNPT 


+0.50% Full Scale = %" MNPT 





1 -15°to 30 1n Hg Vac to 15 psi, 30 in Hg Vac to 60 psi, 30 in Hg 

Bottom Thermo Plastic 4% 150°F Vac to 100 osi, 010 200 ps 0 to 400 as 0 to 1900 os D8584 
i -15° to in Hg Vac to 15 psi, 30 in Hg Vac to 60 psi, 30 in Hg 

Bottom 4%" 450°F Vac to 100 psi, 0 to 200 psi, 0 to 400 psi, 0 to 1000 psi 28585 





No. D8585 


700G Precision Pressure Test Gauges FLUKE. 


= 4 absolute pressure measurement Designed to handle all your pressure calibration needs, these rugged and easy-to-use gauges are offered with pressure 
ranges: 15, 30, 100, and 300 psia_ _—_— ranges from +10 in. H,0/20 mbar to 10,000 psi/690 bar including absolute pressure ranges. When combined with the Fluke 
= CSA, Class 1, Div. 2, 7OOPTPK No. 16L019 or 7OOHTPK No. 16L018 test pump kits, you’ve got a complete pressure testing solution for up to 
Groups A-D rating 600 psi (40 bar) with the PTP-1 pneumatic pump No. 2GXE3 and up to 10,000 psi (690 bar) with the HTP-2 hydraulic pump 
= ATEX rating: Il 3 G Ex nA IIB T6 No. 16L020. The large backlit screen displays 3 parameters at once. Gauges can log up to 8493 pressure measurements to 
= 3-yr. warranty memory with 700G/TRACK software No. 16L017. Test pump kits, test pumps, and software sold separately on page 563. 


No. D8583 








Mfr. Item Mfr. Item 
Range Accuracy Model No. Range Accuracy Model No. 
-14 to 15 psi +0.05% of Reading FLUKE-700G04  16L008 0 to 15 psi +0.05% of Reading FLUKE-700GA4  19YMO09 
-14 to 30 psi +0.05% of Reading FLUKE-700G05 _16L009 0 to 30 psi +0.05% of Reading FLUKE-700GA5 _19YM10 
-{2t0 100 psi +0.05% of Reading FLUKE-700G06  16L010 0 to 100 psi +0.05% of Reading  FLUKE-700GA6 _19YM11 
-{2 to 300 psi +0.05% of Reading FLUKE-/00G27 _16L011 0 to 300 psi +0.05% of Reading  FLUKE-700GA27 _19YM12 No 
-42t0 500 psi +0.05% of Reading FLUKE-/00G07 _16L012 -14 to 30 psi +0.04% of Reading  FLUKE-/00RGO5 19YM13 ; 
-1410 1000 psi +0.05% of Reading  FLUKE-700G08  16L013 -1410 100 psi +0.04% of Reading  FLUKE-700RGO6 19YM14 16L008 
-14t0 3000 psi +0.05% of Reading FLUKE-/00G29 16L014 140500 psi +0.04% of Reading  FLUKE-700RGO7 _19YM15 
-14t0 5000 psi +0.05% of Reading FLUKE-/00G30  16L015 -14%0 1000 psi +0.04% of Reading  FLUKE-700RGO8 19YM16 
-14t0 10,000 psi +0.05% of Reading FLUKE-700G31  16L016 -14t0 3000 psi +0.04% of Reading FLUKE-700RG29 19YM17 
-0.410 0.4 psi +0.05% of Reading FLUKE-700G01  19YMO06 -14%0 5000 psi +0.04% of Reading  FLUKE-700RG30 19YM18 
“1 to 1 psi +0.05% of Reading FLUKE-700G02 _ 19YMO07 -14t0 10,000 psi +0.04% of Reading  FLUKE-700RG31__19YM19 
-14t0 2000 psi +0.05% of Reading FLUKE-700G10  19YMO08 
Sign in to Grainger.com® to see YOUR Pricing and MORE 0/3 





TEST INSTRUMENTS 
Gauges 


Scan. Order. Done. = 
Details on page A1. 





Standard Gauges with 
Stainless Steel Housing APPHONED 


= Accuracy: +3-2-3% with air, water, and oils in hydraulic 

= Polycarbonate lens equipment, pressure washers, pumps, 

= Connection/internal and compressors. Glycerin liquid fill 
material: stainless steel with select models reduces pulsation 

= Ambient operating temp.: -40° and pointer vibration. 


to 150°F (liquid-filled to 140°) >Please choose: To order, specify 


Corrosion-resistant and suitable for vacuum/pressure range from table. 
outdoor use or harsh conditions. Use 


> CHOOSE: Vacuum/Pressure Range 





30 to 0" Hg Vac 0 to 160 psi 0 to 1000 psi 
30" Hg Vac to 30 psi 0 to 200 psi 0 to 2000 psi 
0 to 30 psi 0 to 300 psi 0 to 3000 psi 
0 to 60 psi 0 to 400 psi 0 to 5000 psi 
0 to 100 psi 0 to 600 psi = 
BOTTOM CENTER BACK 
Glycerin Glycerin 
Dry Filled Dry Filled 
Dial Connection) Item Item Item Item 
Size Size No. No. No. No. 
1%" Ye" NPT | D1353 D1355 D1354 D1356 
2 Ya"NPT | D1357 D1359 D1358 D1361 
24" Ya" NPT | D1362 D1364 D1363 D1365 Bottom 
a Ys"NPT | D1366 D1368 D1367 D1369 Connection 
* GRAINGER 
APPROVED 
Contractor Gauges 
a 4" dial 


= Accuracy: +1% 

= Connection/internal material: copper alloy 

= 4" NPT lower connection 

= Ambient operating temp. range: -40° to 200°F 
Designed for steam, hot water, and chilled water 
pumping systems in HVAC applications. 


> Please choose: To order, specify vacuum/ 
pressure range from table. 


> CHOOSE: Vacuum/Pressure Range 










30" Hg Vac to 0° 0 to 60 psi 
30" Hg Vac to 15 psi 0 to 100 psi 
30' Hg Vac to 30 psi 0 to 160 psi 
30" Hg Vac to 60 psi 0 to 200 psi 
30" Hg Vac to 100 psi 0 to 300 psi 
30" Hg Vac to 150 psi 0 to 400 psi : ; 
30" Hg Vac to 300 psi 0 to 600 psi Case Material _ Lens Material No. 
0 to 15 psi 0 to 1000 psi Stainless Steel Acrylic G3995 
0 to 30 psi — Nylon Tempered Glass G3996 
SASHCROFT 
Pressure 
Transducers 


= Output: 1 to 5VDC 

= Accuracy: +0.5% 

Digitally compensated transducers 
are for any process compatible with 
304 and 17-4PH stainless steel. 





ey 
ms) DIN 


No. D3845 


Wetted materials are stainless steel. Shielded 
Cable | 
>Please choose: To order, specify No. D3858 


process connection and pressure 
range from table. 


> CHOOSE: 
Process Connection > CHOOSE: Pressure Range 
Ye" NPT Male 30 Hg Vac to 30 psi 0 to 200 psi 0 to 3000 psi 
Ya" NPT Male 0 to 30 psi 0 to 300 psi 0 to 5000 psi 
Y/6'-20 SAE Male 0 to 60 psi 0 to 500 psi 0 to 7/500 psi 
— 0 to 100 psi 0 to 1000 psi = 
Lead Item Lead Item 
Electrical Connec. —_ Length No. Electrical Connec. _ Length No. 
4 to 20 mA at 12 to 30VDC 1 to 5VDC 
DIN 43650-A _ D3845 DIN 43650-A — D3872 
M12, No Connector — D3848 M12, No Connector — D3875 
Yo" Conduit — D3852 Yo" Male Conduit = D3878 
Mini- DIN — D3855 Mini- DIN — D3882 
Shielded Cable 39" D3858 Shielded Cable 36" D3885 
Adhesive 


Ce AN SET VAU ee) 


Organization: 


Calibration Labels 


Description Size Thickness No. Qty. [¥©?#** 
Calibration Label, 250 Per Roll 1'x2' = 2mil___ SRPL9_ 1 


0/4 GRAINGER. 
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Find even MORE on Grainger.com® 


* GRAINGER 
APPROVED 


Standard Gauges 
with ABS Housing 


= Accuracy: +3-2-3% 

= Acrylic lens 

= Connection/internal material: brass/bronze 

= Ambient operating temp.: -40° to 150°F 

Use with air and noncorrosive fluids such as water 
and oil in pumps, filters, compressors, and regulators. 





Center Back 


ase Connection 
Glycerin-filled gauges have reduced pulsation and 
pointer vibration. 
>» Please choose: To order, specify vacuum/pressure 
range from table. 
> CHOOSE: Vacuum/Pressure Range 
30 to 0" Hg Vac 0 to 160 psi 0 to 2000 psi 
30" Hg Vac to 30 psi 0 to 200 psi 0 to 3000 psi 
0 to 15 psi 0 to 300 psi 0 to 4000 psi 
0 to 30 psi 0 to 400 psi 0 to 5000 psi 
0 to 60 psi 0 to 600 psi 0 to 6000 psi 
0 to 100 psi 0 to 1000 psi = 
BOTTOM CENTER BACK 
Dry Glycerin Filled Dry Glycerin Filled 
Connection Item Item Item Item 
Dial Size Size No. No. No. No. 
iA Ye" NPT D1334 D1336—* D1335 D1i337 —* 
2. Ya" NPT D1338 D1341 D1339 D1342 
2Y2' Ya" NPT D1343 D1345 D1344 D1347 
342 Ya" NPT D1348 D1351 D1349 D1352 
* 114" liquid filled not available above 1000 psi. 
SASHCROFT 


Stainless Steel Gauges 
with PLUS!" Performance 


= Accuracy: +1% giving these dry gauges 

= Polycarbonate lens better readability anda 

= Connection/internal longer service life than 
material: stainless steel traditional dry gauges 

= 4" NPT connection while avoiding the diffi- 

= Ambient operating culties and expense 





Lower Back 
Connection 








temp. range: associated with liquid- 
-40° to 150°F filled gauges. 
Stabilized pinion technol- > Please choose: To order, 
ogy anda throttle plug specify vacuum/pressure 
fight pointer flutter and range from table. 
help reduce pulsation, 
> CHOOSE: Vacuum/Pressure Range 
30 to 0" Hg 0 to 100 psi 0 to 600 psi 
30" Hg Vac to 30 psi 0 to 160 psi 0 to 1000 psi 
0 to 15 psi 0 to 200 psi 0 to 3000 psi 
0 to 30 psi 0 to 300 psi 0 to 5000 psi 
0 to 60 psi — — 
Item 
Dial Size Connection Location No. Bottom 
2p" Bottom D1019 : 
WA Lower Back D1021 connect" 
3Y" Bottom D1022 
* GRAINGER ° 
APPROVED NASHCROFT 
Pressure Gauge Accessories 
Item 
Description Pressure Range Brand No. No. STULS 
Pressure Snubbers, Filter Type 
Ya" NPT, Red Brass 0 to 1500 psi GA 5TUL3 





Ys" NPT, Stainless Steel 0 to 5000 psi GA _ 5 TUNO 
Yo" NPT, Stainless Steel 0 to 20,000 psi GA 5TUK8 
Pressure Snubbers, Piston Type 

Ys" NPT, Red Brass 0 to 3000 psi GA _5TUL6 
Ys" NPT, Stainless Steel 0 to 5000 psi GA 5TUL8 
Yo" NPT, Red Brass 0 to 5000 psi GA 5TUL7 
Needle Valves 

Ys" NPT, Brass 600 psi GA‘ STUL2 
Ya" NPT, 316 Stainless Steel 9000 psi GA 5TULY 
Yo" NPT, Brass 500 psi GA 5TUL1 
Siphons No. 5TUL2 
Ya" NPT, Red Brass 250 psi GA 5TULO 
Ya" NPT, Iron 900 psi GA _5TUK9 
Ys" NPT, Stainless Steel 1000 psi GA‘ STUL5 
Yo" NPT, Steel 2000 psi GA 5TUL4 


Finned Pressure Siphon Snubbers 
Ya" NPT, 316 Stainless Steel — 
Yo" NPT, 316 Stainless Steel — 





Is 


No. 2AGD2 


Ashcroft 2AGD2 
Ashcroft 2AGD3 


1-800-GRAINGER (472-4643) 
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Find the wi. Find Solutions. Find Great Prices. Gauges 
Lens Material Safety Glass Safety Glass Safety Glass Safety Glass 
Case Material Aluminum Aluminum Polypropylene Polypropylene 
Socket Material 316 Stainless Steel Brass 316 Stainless Steel Brass 
Tube Material 316L Stainless Steel Phosphor Bronze | 316L Stainless Steel | Phosphor Bronze No. 36JV38 
Filled With Glycerin Glycerin None None 
Operating Temp. Range -40° to 158°F -40° to 158°F -40° to 158°F -40° to 158°F 
Item Item Item Item 
Range No. No. No. No. 
; c 30 psi 36JV42 = — 36V27 ¥* GRAINGER 
psi 36JV43 36JV15 G A 
0 to 1000 psi 36JV55 36JV51 36JV22 36JV35 APPROVED 
0 to 5000 psi 36JV58 — 36JV25 — = 
0 to 100 psi — 36JV38 — 36JV29 Chemical and 
0 to 600 psi — 36JV41 36JV21 — 
0 to 15 psi - 36JV48 — 36JV26 Petroleum Gauges 
0 to 200 psi — — 36JV18 _ api as 
0 to 300 psi = — 36JV19 36JV32 2 4%" dial 
0 to 400 psi — — 36JV20 36JV33 = Accuracy: +1.0% 
3163000 8 = = ao = = Solid front with pressure relief back 
0 to 160 psi — — — 36JV30 a 4" NPT bottom connection 
Lens Material Glass Acrylic Glass Acrylic Glass 
Case Material Phenolic/ Phenolic/ Phenolic/ Phenolic/ Phenolic/ 
Thermoplastic Thermoplastic Thermoplastic Thermoplastic Thermoplastic 
Socket Material Brass Brass 316L Stainless Steel | 316L Stainless Steel | 316 Stainless Steel 
Tube Material Phosphor Bronze | Phosphor Bronze | 316L Stainless Steel | 316L Stainless Steel | 316 Stainless Steel 
Filled With +Plus* Glycerin None Glycerin +Plus* 
Operating Temp. Range | -50° to 150°F 0° to 150°F -50° to 150°F 0° to 150°F -40° to 150°F 
Item Item Item Item Item 
Range No. No. No. No. No. No. 
0 to 15 psi 5RXY7 6WZT8 5RYA2 6WZU7 ATA42 5RYC5 
0 to 30 psi 5RXY8 5RYC5 5RYA3 5RYD1 4TA43 = 
0 to 60 psi 5RXY9 5RYC6 5RYA4 5RYD2 ATA45 FT 
0 to 100 psi 5RXZO 5RYC7 5RYA5 5RYD3 ATA46 S ASHCRO 
0 to 160 psi 5RXZ1 6WZT9 5RYAG 6WZU8 ATA47 . 
0 to 200 psi 5RXZ2 5RYCB 5RYA7 5RYDA ATAB Chemical and Petroleum 
0 to 300 psi 5RXZ3 5RYC9 5RYA8 5RYD5 ATA49 Process Gau es 
0 to 400 psi 5RXZ4 6WZUO0 5RYA9 6WZU9 4TA50 
0 to 600 psi 5RXZ5 5RYDO 5RYCO 5RYD6 ATAD1 sa g 
0 to 1000 psi 5RXZ6 6WZU1 5RYC1 6WzVv0 4TA52 = 414" dial 
0 to 1500 psi — — 5RYC2 6WZV1 ATA53 - 41) 59 
0 to 3000 psi = = BRYC3 6WZV2 ATA54 = Accuracy: +0.5% 
0 to 5000 psi = = BRYCA 6W2V3 ATA55 = Solid front/blowout back housing 
30" Hg Vac to 0 5RXY2 6WZU2 5RXZ7 6WZV4 4TA37 = '4" NPT bottom connection 
30" Hg Vac to 30 psi 5RXY3 6WZU3 5RXZ8 6WZV5 4TA38 : : 
30° Hg Vac to 60 psi_| _ SRXV4 BWZU4 BRXZ9 6WZV6 4TA39 = Thermoplastic front ring and rear cover 
a HS vac te iso psi ae Sein a ONG ATA40 Glycerin-filled models vent for atmospheric 
g Vac to psi _ 
30" Hg Vac to 160 psi — _ = — ATA pressure and temperature compensation and 
* +PLUS performance provides dampening action in a dry gauge similar to liquid-filled models. feature Buna N O-ring seal. 
SASHCROFT 
il 
3"' Test Gauges 
= Accuracy: +0.5% Feature red-tipped knife-edge pointer and polished 
= Glass lens mirror band on dial. Each includes nylon carrying 
= Stainless steel case pouch. NIST Certified No. D0801 includes certificate. 


= Connection/internal material: stainless steel 
= 4" NPT bottom connection 
= Ambient operating temp. range: -40° to 150°F 


> CHOOSE: Vacuum/Pressure Range 


> Please choose: To order, specify vacuum/ 
pressure range from table. 





30" Hg Vac to 0" Ato 0 psi oan ia 
0 to 30 psi to psi ertificate 0. 
0 to 60 psi 0 to 600 psi — D0799 No. D0799 
0 to 100 psi 0 to 1000 psi NIST with Data D0801 
SASHCROFT 
SASHCROFT SHCRO 


41%" and 6" High- 
Pressure Test Gauges 


= Accuracy: +0.25% 

= Glass lens 

= Epoxy-coated aluminum case 

= Connection/internal material: Monel® 

= Ambient operating temp. range: -40° to 150°F a Vy" NPT bottom connection ; 
Feature exterior zero adjust. Stem- or flush-mount. = Ambient operating temp. range: -40° to 150°F 
NIST Certified models include certificate. No. D0803 Feature exterior zero adjust. Stem- or flush-mount. NIST = No. D08&12 
Certified models include certificate. 


41," and 6" Test Gauges 


= Accuracy: +0.25% 

= Glass lens 

= Epoxy-coated aluminum case 

= Connection/internal material: bronze/brass 
= 4" NPT bottom connection 





>» Please choose: To order, specify vacuum/pressure 


range from table. » Please choose: To order, specify pressure range from table. 
> CHOOSE: Vacuum/Pressure Range cand 4 saa WITH DATA : sia oe DATA 
30" Hg Vac to 0" 0 to 100 psi oe a a > CHOOSE: Pressure Range Tek) a a 
0 to 15 psi 0 to 200 psi zg JE D: 0 to 600 psi 0 to 3000 psi aoe 0. 0. 
0 to 30 psi 0 to 300 psi 472" | 0803 D0805 0 to 1000 psi 0 to 5000 psi 4% D0812 D0813 
0 to 60 psi 0 to 400 psi 6" D0808 D0811 0 to 2000 psi 0 to 10,000 psi 6" D0814 D0815 


Sign in to Grainger.com® to see YOUR Pricing and MORE 0/9 





TEST INSTRUMENTS 
Gauges 


Scan. Order. Done. = 
Details on page A1. 





Certified Gauges QD 
a 4" dial 

= NIST Certified, calibration document included 

= Accuracy: +0.5% 

= Glass lens 

= Stainless steel housing 

= 316 stainless steel socket 

= '4" NPT connection 

= Operating temp.: -40° to 275°F 

= Include pulsation restrictor 


> Please choose: To order, specify vacuum/pressure 
range from table. 





> CHOOSE: Bu 
Vacuum/Pressure Range 


30" Hg Vac to 0 30" hg Vac to 600 psi | 0 to 500 psi 


30" Hg Vac to 15 psi 0 to 15 psi 0 to 600 psi 

30" hg Vac to 30 psi 0 to 30 psi 0 to 800 psi 

30" Hg Vac to 60 psi 0 to 60 psi 0 to 1000 psi 

30" Hg Vac to 100 psi 0 to 100 psi 0 to 1500 psi 

30" Hg Vac to 150 psi 0 to 160 psi 0 to 2000 psi 

30" Hg Vac to 200 psi 0 to 200 psi 0 to 3000 psi Item 
30" Hg Vac to 300 psi 0 to 300 psi 0 to 5000 psi No. 
30" Hg Vac to 400 psi 0 to 400 psi 0 to 10,000 psi D7959 


SASHCROFT 
Sanitary Gauges 


= Accuracy: +1.5% 

= Polycarbonate lens 

= Glycerin-filled seal, dry gauge 

= Stainless steel case 

= Connection/internal material: stainless steel 
Feature electropolished process connection. Ambient 
operating temp.: -40° to 150°F. 


> Please choose: To order, specify pressure range 
from table. 


> CHOOSE: Pressure Range 


0 to 30 psi 0 to 100 psi az = 
0 to 60 psi 0 to 200 psi 
Item No. D1017 
Description No. 
2¥2" Dial, 12" Triclamp Bottom Connection D1017 
3%" Dial, 2" Triclamp Bottom D1018 
* GRAINGER 
GA APPROVED 


Altitude Gauges 


= Connection/internal material: copper alloy 
= 4" NPT connection 
= Ambient operating temp.: -40° to 140°F 

(No. G3999), -40° to 200°F (Nos. G4000 and G4001) 
Instruments have dual psi/ft. H.0 display, well-suited 
for water pressure measurement. 


> Please choose: To order, specify pressure range 
from table. 


No. G3999 


> CHOOSE: Pressure Range 
15 psi/35 ft. H.0 160 psi/370 ft. H.0 
30 psi/70 ft. H.0 200 psi/460 ft. H.0 
60 psi/140 ft. H.0 300 psi/690 ft. H.0 
100 psi/230 ft. H.0 — 


Item 
Description Accuracy _No. 

Stainless Steel Case, Acrylic Lens 
4Y5" Dial, Altitude +1.00%  G3999 


Cast Aluminum Case, Tempered Glass Lens 
4¥" Dial, Altitude with Red Set Pointer +0.50%  G4000 
6" Dial, Altitude with Red Set Pointer +0.50%  G4001 


No. G4000 





aD 


Water Pressure Test Gauges 
= 2' dial 


= Accuracy: +3-2-3% = Top connection 














« %" female swivel hose thread connection 


SASHCROFT 


Pressure Gauges with 
Mini Diaphragm Seal 

a 2'" dial 

= Accuracy: +1.5% full scale 

= Polycarbonate lens 

= Glycerin-filled seal, dry gauge 

= Stainless steel case 

= Connection/internal material: stainless steel 
= 4" NPT connection 

= Ambient operating temp.: -40° to 150°F 


> Please choose: To order, specify vacuum/ 
pressure range from table. 


Bottom 
Connection 








> CHOOSE: Vacuum/Pressure Range 


30 Hg Vac to 15 psi_ | 0 to 200 psi Connection Item 


0 to 30 psi 0 to 300 psi Location No. 

0 to 60 psi 0 to 600 psi Bottom D0988 Lower Back 

0 to 100 psi — Lower Back D0989 Connection 
SASHCROFT 


Process Pressure 


Gauges with Seals 

a 4Y," dial 

= Accuracy: +1% full scale 

= Solid-front safety housing 

= Seal for corrosive materials compatible 
with stainless steel or Hastelloy® 

= 4" FNPT lower connection 





. . ; ; . . Stainless 
Easily adjustable, self-locking micrometer pointer. : 4 Steel 
For applications that require protection from ' ~ | No. 2AFXx1 


chemicals and solids that can damage the gauge. os 


Operating Item 
Range Temp. Range No. 
316 Stainless Steal Seal with Ran Temp. Range No. 
Flushing Connection Hastelloy C Seal with Flushing Connection 
0 to 60 psi 0° to 150°F 2AFW8 0 to 60 psi -/0° to 300°F 2AFX5 
30" Hg Vac to 60 psi O°to150°F 2AFW9 30" Hg Vac to 60 psi -/70° to 300°F 2AFX6 


Operating Item 





0 to 100 psi 0° to 150°F  2AFX1 0 to 100 psi -70° to 300°F 2AFX7 
0 to 200 psi 0° to 400°F — 2AFX2 0 to 200 psi -70° to 300°F 2AFX8 
0 to 300 psi 0° to 150°F  2AFX3 0 to 300 psi -70° to 300°F 2AFX9 
0 to 600 psi 0° to 150°F 2AFX4 0 to 600 psi -70° to 300°F 2AFY1 
No. 491G23 - 38VL20 
AINIERS 
1 
Merten. 
Economical test gauges are used for pressure 
testing. Use for residential and commercial pres- 
sure testing of natural gas, air, and water lines. Kits 
include gauge and test block. 
Item 
Item Includes Range No. 
Pressure Gauge — 0 to 6 psi 491G23 


Pressure Gauge 
Air Over Water Test Gauge Kit 


0 to 15 psi 491G24 


Schrader Bleed Valve On The 0 to 200 psi 38VL20 


Socket, 34" Swivel Hose 


= Acrylic lens 
= Steel housing 


=» Connection/internal material: brass 


GRAINGER. 


0/6 


TTT 





= Ambient operating temp.: 32° to 140°F 


Resettable max. indicating pointer helps 
monitor surges. 


Find even MORE on Grainger.com® 


Item 

Range No. 
0 to 160 psi 180829 
0 to 300 psi 180830 


0to 160 psi,0to1i3 gpm  9JEE7 





1-800-GRAINGER (472-4643) 


TEST INSTRUMENTS 
Gauges 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SPAN 


Vacuum and Pressure Gauges 





Fire Sprinkler System nin RS 
Pressure Gauges - 3 


a 24" dial 
= Glycerin-filled 
= Nylon housing 


= Accuracy: +3% 
= Plastic housing with brass/bronze wetted parts 
= Polycarbonate lens 


= 4" MNPT bottom connection 

= Operating temp. range: -40° to 150°F 

Specially designed for fire sprinkler systems and fire 
fighting equipment, this gauge is suitable for both air 
and water. Pressure ratings read in single scale (psi). 


= Accuracy: +1% 

= Polycarbonate lens 

= Brass alloy socket 

= Operating temp.: -40° to 150°F, except -40° to 
275°F on 0 to 700 bar No. D7694 





= Connection size: %4" NPT Item 

No. D7964 uses bar units; LFS-210-BAR series. ane Range Ho. No. 38VL10 
NIST Certified No. D7962 includes pulsation restrictor; LFS-210 series. 315300 08 acd 

Buna N Antifreeze/Anticlog Barrier on No. D7963 isolates wetted materials 0 to 300 psi 38VL12 

from service media; LFS-210-KemxX series. 

>» Please choose: To order, specify range for appropriate type from table. SASHCROFT 


> CHOOSE: Range For Appropriate Type 
Vacuum and Pressure Gauges 


; l to 0 2 Vac to 4 Bar ‘to 60 Bar = Accuracy: 2% midscale (nonretard portion) 
ar Vac tO ar 0 ar 0 ar H 

{Bar Vacto3Bar | Oto 1{Bar | Oto 140 Bar « Threaded polycarbonate window 

2 Vac to 5 Bar Oto 16 Bar Oto al 0 Bar = Phosphor bronze Bourdon tube 
ar Vac to 9 Bar to 1 Bar to ar 1 . 

{Bar Vac to 15 Bar| Oto 21 Bar | 0 to 400 Bar = 74° NPT lower brass connection 

1 Bar Vac to 28 Bar Oto 25 Bar__| 0 to /00 Bar For use on wet or dry sprinkler systems. Black ABS 
0 to 2 Bar 0 to 40 Bar = 


Vacuum and Pressure Gauges, NIST with Data 





Sprinkler System Gauges 


housing. No. 5WJ62 retarded "air" gauge is used on 








50" Ha tues Tes eS BS re eae BS the sprinkler head side of the control valve in a dry 

30"Hg Vac to 30 psi_| Oto 100psi | 0 to 2000 psi system. No. SWJ63 is used on the water supply side of 

30° Hg Vac to 60 psi Oto 160 psi__|_0 to 3000 psi the system. 

30" Hg Vac to 150 ps! 0 to 200 psi 0 to 5000 psi No. D7964 

30" Hg Vac to 300 psi 0to 300 psi | 0 to 6000 psi Item No. 5WJ62 
30° Hg Vac to 600 psi Oto 400 psi | 0 to 7500 psi — Range No. 

0 to 15 psi 0 to 600 psi — 372" Dial . 
Vacuum and Pressure Gauges with Buna-N 0 to 80 psi 5WJ62 
Antifreeze / Anticlog Barrier 0 to 300 psi oWJ63 

30" Hg Vac to 30 psi 0 to 60 psi 0 to 1000 psi * Retarded to 250 psi. 
30° Hg Vac to 60 psi 0 to 100 psi 0 to 1500 psi 
30" Hg Vac to 150 psi 0 to 160 psi 0 to 2000 psi ¥* GRAINGER 
30" Hg Vac to 300 psi 0 to 200 psi 0 to 3000 psi D 
30" Hg Vac to 600 psi D to 300 psi D to 5000 psi APPROVE 
to 15 psi to psi to psi 7 Hy 
0 to 30 psi 0 to 600 psi 0 to 7500 psi Ammonia Refrigerant Gauges 
Description No” = Accuracy: +3-2-3% 
vacuutn and pressure aauges aeT win Da brat = 4" NPT lower connection 
acuum and Pressure Gauges, ith Data 
Vacuum and Pressure Gauges with D7963 No. D7963 7 Polycarbonate lens 


Buna-N Anti-Freeze / Anti-Clog Barrier Dual-scale dial provides temperature and pressure 


readings in a single glance. 316 stainless steel Bourdon 
tube. Steel housing and socket. Black aluminum pointer. 









Lower Back 





Connection Flange Hah 
No. 4CFC9 21'Di aay ae 

: ac to SI 

| a Hig Vac to 300 psi ACFW7 No aCENS 
Te | "Dia 
—— lll 2 ° 30° Hg Vac to 150 psi ACFW8 
* GRAINGER ii 30" Hg Vac to 300 psi 4CFW9 
APPROVED re 
ai GRAINGER 

Tridicator APPROVED 

Boiler Gauges Large-Face Boiler Gauges 


= Accuracy: +0.5% 

= Y%" NPT lower connection 

Cast-Aluminum models have brass/bronze connections 
and internal materials. Stainless Steel models have 304 
stainless steel housing, and 316 stainless steel Bourdon 
tube and lower connection for corrosion resistance. 


= Pressure accuracy: +3-2-3% 

= Temp. accuracy: +3% full scale 
= Steel housing 

= Brass socket/bronze tube 


Measure water pressure in psi and kPa and 
temperature in °F and °C. 





Stainless Steel 


21/)"" ROUND DIAL >» Please choose: To order, specify range from table. 
= 1.59" stem length > CHOOSE: Range 
30 Hg Vac to 0 7 30 Hg Vac to 300 psi T 0 to 200 psi 
31/6" SQUARE DIAL 30 Hg Vac to ! 5 psi | Oto 15 ps ai tt 300 psi 
rT g Vac to 30 psi to 30 psi to psi 
= 2.06" stem length 30 Ha Vac ioe pat 0 to 60 psi, 010,600 ps 
Pressure Temp. Connec. Stem Item g Vac to 100 psi to 100 psi psI 
Range Range Location Extension No. 30 Hg Vac to 150 psi T 0 to 160 psi — 


* Pressure range is not available in Nos. D8433 and D8439. ¢ Pressure range is not available in 
Nos. D8434 and G2449. ¢ Pressure range is not available in Nos. D8438 and G2450. 


CAST- 304 STAINLESS 


212" Round Dial, 14" NPT Connection, Polycarbonate Lens 
0 to 75 psi 60 to 260°F Back il 4CFC3 
Oto 75 psi 60 to 260°F Back 1.89" 4CFC4 





3146" Square Dial, /2" NPT Connection, Glass Lens F, Operating aaa ea 
0 to 75 psi 60 to 260°F Lower Back _‘1.4" ACFC7 Dial Size Temp. Range Lens Material No. No. 

0 to 75 psi 60 to 260°F Lower 1.48" 4CFC8 Lower AV," -40° to 140°F Glass D8433 D8439 
0 to 200 psi 80 to 320°F Lower Back _——‘1.4" 4CFC9 Connection Ay," -40° to 140°F Polycarbonate D8434 G2449 
0 to 200 psi 80 to 320°F ~~ Lower 1.48" 4CFD1 No. 4CFD1 6" -40° to 200°F Glass D8438 G2450 
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TEST INSTRUMENTS 
Gauges 


scan. Order. Done. |= f= 
Details on page Al. 








Blue Red 


* rey GRAINGER 
APPROVED 


4" Colored-Case Gauges 


= Accuracy: +2-1-2% 

= Polycarbonate lens 

= ABS plastic housing 

= Connection/internal material: brass/bronze 

= Y" NPT lower connection 

= Ambient operating temp.: -40° to 150°F 

Gauges measure compressed air, water, and hydraulic oil 


On process lines, compressors, hydraulics, and machinery. 


> Please choose: To order, specify pressure range and 
color from table. 


CHOOSE: Pressure Range _| B CHOOSE: Color 


0 to 15 psi 0 to 160 psi Black Red 

0 to 30 psi 0 to 200 psi Blue | Yellow Item 
0 to 60 psi Oto 300 psi | Green — No. 
0 to 100 psi 0 to 400 psi — — D1382 





GA GRAINGER No. D1383 
Metric Pressure 
Gauges 


= Accuracy: +3-2-3% 
= Polycarbonate lens 

= ABS plastic housing 
= Connection/internal material: brass/bronze 

= %" (40mm) or %" (50 and 63mm) BSPT connection 

= Ambient operating temp.: -4° to 158°F 

BSPT threads ensure pressure-tight joints on regulators, 
filters, and pumps. Measure water, compressed air, and 

oils. 


>» Please choose: To order, specify pressure range from 
table. 


BOTTOM | CENTER BACK 
CONNECTION | CONNECTION 


CHOOSE: Pressure Range _ Dial Item Item 
Oto 30 psi | Oto 200 psi Size No. No. 
Oto60psi | 0 to 300 psi ye D1383 D1384 
0 to 100 psi | 0 to 600 psi 2" D1385 D1386 

0 to 160 psi | 0 to 1000 psi 22" D1387 D1388 
Bottom 


Connection 


SASHCROFT N°: 2°99? | 
2'/"" Oxygen 
Service Gauges 


= Accuracy: +1% . 

= Polycarbonate lens & 
= Stainless steel housing 

= Connection/internal material: stainless steel 
= 4" NPT connection 

= Ambient operating temp.: -40° to 150°F 


>» Please choose: To order, specify vacuum/pressure 
range from table. 











Lower 
Connection 
No. G3997 
* GRAINGER 
APPROVED 
2\/," Low Back 
Pressure Gauges Gescaese 
Low Pressure Test Kit 

= Accuracy: +1.5% No. 18C806 
= Polycarbonate lens > CHOOSE: Vacuum/Pressure Range 
= Steel housing 0 to 3 psi 0 to 160 0z./sq. in. 

c tion/int material Tl 0 to 5 psi 0 to 10° H,0 
= Connection/internal material: copper alloy 0 to 10 psi 0 to 15"H,0 
= Y," NPT connection 0 to 10 Oz./sq. in. 0 to 30 H0 
= Ambient operating temp.: -40° to 160°F ot : ost a gio 100 Fe 

: i to z./Sq. In. to 160" 
Kits Nos. 180806 and 18C807 have lower connection. 0 to 100 02/80, in: 0 to 200" H-0 
Each kit includes 3-ft. rubber tubing, hose nipple, item 
NPT male-to barb fitting adapter, 12" hose clamp, and wart Description cnea7 

; ower Lonnection 
hard carrying case. Back Connection G3998 
> Please choose: To order, specify vacuum/pressure “gta 19° WC Loner Connection T8C807 
range from table. 0" to 35" WC, Lower Connection 18C806 
AINIERS 
(1) No. 38VL22 


Since 
1953 
We’ There. 


Pressure Gauge 
Test Kits 


Test Kits are secured in a durable, 
latching fitted case. 





No. 491C80 
Item 
Description Range Includes = No. 
PGWT Low Pressure Gas and Water Test Kit 0 to 5 psi/0 to 150 psi Gauge, A all 38VL22 
PLPT Low Pressure Gas Test Kit 0 to 5 psi "ake Tast Bloch’ Nipole orn Fittings. 38VL23 
0 to 35" H20 Tube Nipple, Hose 491C80 


* GRAINGER 
APPROVED 


Front Flange-Mount Panel Gauges 


= Accuracy: +3-2-3% 

= Polycarbonate lens 

= Connection/internal material: brass/bronze 
= Back connection 


Use with air compressors, pumps, and similar equipment. 
> Please choose: To order, specify vacuum/pressure range from table. 





> CHOOSE: Vacuum/Pressure Range Dial Size Connection Size No. 
30 to 0" Hg Vac 0 to 160 psi 9" Ve D1371 
0 to 15 psi 0 to 200 psi VA D13/2 
0 to 30 psi 0 to 300 psi OV" ve D1373 
0 to 60 psi 0 to 600 psi . A D1374 
0 to 100 psi — 32 VA D1375 


* GRAINGER 
APPROVED 


U-Clamp Panel-Mount Gauges 


= Accuracy: +3-2-3% Measure air, water, gas, and oils. 

= Polycarbonate lens For leak-free connections, thread sealant and 

= Steel housing sealant tape are available on Grainger.com®; 

= Connection/internal —_ search for the desired gauge, then scroll 
material: brass/bronze down to Related Products to see items chosen 

= Back connection specifically for that gauge. 





> CHOOSE: Vacuum/Pressure Range ee 
30 to 0" Hg" “0 to 100 psi + 10 1000 psi »>Please choose: To order, specify vacuum/ 
30" Hg Vac to 30 psi 0 to 160 psi 0 to 3000 psi pressure range from table. 
0 to 15 psi 0 to 200 psi 0 to 5000 psit Item 
0 to 30 psi 0 to 300 psi = > CHOOSE: Vacuum/Pressure Range Dial Size Connection Size No. 
0 to 60 psi 0 to 600 psi Sa 30 to 0" Hg Vac 0 to 300 psi r. A D1376 
* Not available in Lower Back Mount. f Not available in Lower Mount. 0 to 30 psi 0 to 400 psi yh D1377 
Item 0 to 60 psi 0 to 600 psi 9 Vp" Ye V4 D1378 * 
Connection Location No. 0 to 100 psi 0 to 1000 psi : Ye D1379 
Bottom D0992 0 to 200 psi 0 to 3000 psi 3 V2 YA D1381 
Lower Back DO994 * Only Nos. 4UA29 and 4UA30 are V4" NPT. 
578 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ELT | 








GRAINGER CHOICE” TEST INSTRUMENTS 
Find the yi. Find Solutions. Find Great Prices. Gauges 
Operating Case Case Item “INIERS 
> CHOOSE: Range (psi/kPA) Temp. Range Material Color Lens Material Connection No. Lead-Free Win RS 

PCT-LF Series, Zero Adjustment Screw, CRN Registered, Dry, +1.00% es 
44" Dial Size Pressure Gauges _---.. 
0 to 60, 0to 100, 0 to 160, 0 to 200, 0 304 Stainless 
to 300, 0 to 1000, 0to 15, 30" Hg Vac -40° to 200°F Steel Silver Acrylic Ys" NPT Bottom J1384 
to 0, Oto 30, Oto 400, 0 to 600 
PEM-LF Series, Friction Bezel Ring, CRN Registered, Dry, +3-2-3% 
1%" Dial Size 

= ° ° Fl u 
30" Hg Vac to 0, Oto 15, Oto 30, 0 to 60, 40° to 150°F _— Steel Black _ Polycarbonate % ae J1377 
0to 100, Oto 160, Oto 200, 0 to 300 -40° to 150°F Steel Black Polycarbonate : J1385 

Center Back 

2" Dial Size 
30" Hg Vac to 0, Oto 15, Oto 160, 0 to “Ane ° ; 
300, Oto 30, 0t060, Oto 100, Oto 200 40° to 150°F Steel Black Polycarbonate ‘%" NPT Bottom J1378 
0 to 60, 0to 100, 0 to 160, 0 to 200, Oto “ane ° ‘ 
300, 30"Hg Vac to 0, Oto 15, Oto 30 40° to 150°F Steel Black Polycarbonate ‘%"NPT Bottom J1379 
0 to 30, Oto 60, Oto 100, Oto 160, 30" “Ane ° Ye" NPT 
Hg Vac to 0, Oto 15, Oto 200, 0 to 300 40° to 150°F Steel Black Polycarbonate Center Back J1386 
0 to 30, Oto 60, 0to 100, 0 to 160, 0 to “Ane ° Ya" NPT 
200, 0 to 300, 30" Hg Vac to 0, 0 to 15 40° to 150°F Steel Black Polycarbonate Center Back J1387 No. J1384 No. J1380 
272" Dial Size 
30" Hg Vac to 0, 100 kPa Vac to 0, 0 to 30, 
0to60, 0to 100, 0 to 160, 0 to 200, Oto -40° to 150°F Steel Black Polycarbonate ‘%"NPT Bottom J1380 
300, Oto 15, 0 to 600, Oto 400, 0 to 1000 
30" Hg Vac to 0, Oto 15, Oto 30, Oto 60, Oto 4, ° Ya" NPT 
100, Oto 160, Oto 200, Oto 300, Oto600 “97 tO 150°F — Steel = Black Polycarbonate Center Back 41388 
PFQ-LF Series, Pulsation Resistant, Restricted Orifice, Crimp-On Bezel, CRN Registered, Glycerin, +1.50% 
272" Dial Size 
0 to 60, 0to 100, 0 to 160, 0 to 200, 0 304 Stainless 
to 300, 0 to 15, 30" Hg Vac to 0, Oto -4° to 150°F Steel Silver Polycarbonate "NPT Bottom J1382 
30, Oto 600, 0 to 1000, 0 to 400 No. J1382 
4" Dial Size 
30" Hg Vac to 0, Oto 15, 0 to 30, Oto 304 Stainless 
60, 0to 100, 0 to 160, Oto 200, Oto -4° to 150°F Steel Silver Polycarbonate "NPT Bottom J1383 


300, 0 to 400, Oto 600, 0 to 1000 


No. H8412 





re) 
Heavy-Duty All 
Stainless Gauges 


= Accuracy: +1% 
= Laminated safety glass lens 








Ti ) 


Liquid-Filled Gauges with 


Stainless Steel Cases 


= Polycarbonate lens 


= Process operating temp. range: 30° to 160°F 


These crimped-bezel gauges come standard with glycerin fill and 
are suitable for applications where vibration or pulsation is present. 








No. H8400 








= Process operating temp. range: -30° to 180°F Item 
: Pp g : P g > CHOOSE: Range Connection Material Accuracy _ No. 
= Stainless steel housing and ring Compound Gauges 
With removable bezels, these gauges can be recalibrated and eo Se CRE aT CTT 
; : ; ae g Vac to 15 psi, g Vac to 30 psi, 
are designed for use in demanding applications. Hg Vac to 60 psi, 30" Hg Vac to 100 psi, 30° Vs MINPT Bottom Copper Alloy +2-1-2% 8405 
Connection Item Hg Vac to 160 psi, 30" Hg Vac to 300 psi 
> CHOOSE: Range (psi) Size Includes No. 30" Hg Vac to 30 psi, 30" Hg Vac to ; a 
Compound Gauges 60 psi, 30" Hg Vac to 100 psi 72" MINPT Bottom Copper Alloy = +2-1-2% —-H8404 
4" Dial Size 30" Hg Vac to 30 psi, 30" Hg Vac to i . 4. 
30" Hg Vac to 15. 30" Hg Vac to 30, 30" Ve NPT Vent Plug H8415_ | _ 60 psi, 30° Ho Vac to 160 ps 2’ MNPT Bottom 316 Stainless Steel +2-1-2%  H8408 
Hg Vac to 60, 30" Hg Vac to 100, 30" i Pressure Gauges 
Hg Vac to 160, 30° Hg Vac to 300 ‘NPT Vent Plug H8410 | ee Size 
6" Dial Size 7 "5.39 
30" Hg Vac to 30, 30" Hg Vac to 60, 30" re aac Seu A ee Ys" MNPT Bottom Copper Alloy +3-2-3%  19RZ16 
TO tO Oe aie are : Oto 100 psi Ve NINPT Bott Copper Alloy #3-2-0% —19RZ17 
30" Hg Vac to 30, 30° Hg Vac to oS ae elt Se 
60, 30"Hg Vac to 100, 30"Hg Y"NPT Vent Plug 8411 se hea gs Ys" MNPT Center Back _ Copper Alloy +3-2-3% 19RZ21 
Vac to 160, 30" Hg Vac to 300 2" Dial Size 
Pressure Gauges 0 to 300 psi Ys" MNPT Center Back —- Copper Alloy +2-1-2% 19RZ22 
TTS Oto 30, 0 to 60, Oto 100, 0 0 to 3000 psi aE aS wopper Alloy 8-1-8 tana 
3 ’ ‘i ’ 0 Sl um er 
to 160, 0 to 200, 0 to 300, 0 to 400, YNPT Vent Plug 8417 ‘ Bottom Copper Alloy  +2-1-2% 19RZ24 
Pana Gin sean a 0 to 1500, 0 to 0 to 6000 psi, 0 to 10,000 psi, 0 to 15,000 psi ¥;" MNPT Center Back 316 Stainless Steel +2-1-2% J2428 
0 t0 3000, 0 to 5000, Oto 6000 0 to 6000 psi, 0 to 10,000 psi, Oto 
0 to 10,000, 0 to 15,000, 0 to 20,000 Ys NPT  VentPlug 8413 pSl fate pel, Ys MNPT Bottom 316 Stainless Steel +2-1-2%  J2427 
0 10.300, 0 10 10,000, 0 015,000, Oto Fee Sa 
20,000, Oto 15, Oto 30, Oto 60, Oto . : 
100, Oto 160, 0 to 200, 0 to 400, 0 to Y"NPT Vent Plug -H8412 0 to 15 psi, 0 to 30 psi, 0 to 60 psi, 0 to 100 psi, 
600, 0 to 800, Oto 1000, 0 to 1500, 0 to 0 to 160 psi, 0 to 200 psi, 0 to 300 psi, 0 to 400 
2000, 0 to 3000, 0 to 5000, 0 to 6000 psi, 0 to 500 psi, 0 to 600 psi, 0 to 1000 psi, 0 to Ys" MNPT Bottom Copper Alloy +2-1-2% 8400 
412" Dial Size ae en i Seca auane net eoanan 
" Safety psi, 0 to psi, 0 to 10,000 psi, 0 to 15,000 psi 
0 to 100 “NPT Blowout Plug *9R237 0 to As psi, 0 to 30 si 010 60 psi 010 100 psi, 0 
6" Dial Size to psi, 0 to psi, Oto psi, 0 to psi, i a 
a0 300 WNPT Vent Plug 19R736 | 0 to 500 psi, Oto 600 psi, Oto 1000 psi, Oto 1500 % MNPT Bottom = Copper Alloy = #2-1-2% —-H8403 
0to 15, Oto 30, Oto 60, Oto 100, Oto psi, 0 to 2000 psi, 0 to 3000 psi, 0 to 6000 psi 
160, 0 to 200, 0 to 300, Oto 400, Oto Y4"NPT Vent PI H8414 0 to 15 psi, 0 to 30 psi, 0 to 60 psi, 0 to 100 
600, Oto 1000, 0 to 1500, Oto 2000, Oto “ eave si, 0 to 160 psi, 0 to 200 psi, 0 to 300 psi, 0 to : 
3000, 0 to 5000, 0 to 6000, 0 to 10,000 yin psi, 0 to Fab psi, 0 to 00 psi, 0 6 1800 Yo" MNPT Bottom 316 Stainless Steel +2-1-2% H8407 
? i es 0 a / oe ae ae psi, 0 to 2000 psi, 0 to 3000 psi, 0 to 5000 psi 
; 0 ; 0 P 0 , 0 " j VY" -1-99 
1000, 0.101800, 00 2000, 0103000, NPT. Vert Pug HBAB | Sd os “ye MINPT Bottom Cooper Alloy ——x2-1->%19RZ19 
Vacuum Gauges j 0 to 10,000 psi, 0 to 15,000 psi Yo" MNPT Bottom Copper Alloy +2-1-2% H8402 
4" Dial Size Yo" MNPT Bottom 316 Stainless Steel +2-1-2% _H8406 
Vi NPT Vent Plug  20Tx09 | Vacuum Gauges 
oy nae YENPT Vent Plug 2086. | 4" Dial Size 
6" Dial Size Ya" MNPT Bottom Copper Alloy +2-1-2%  20TV39 
30" Ha Vac to 0 Yo"NPT ~— VentPlug 20TX34 30" Hg Vac to 0 Yo" MNPT Bottom Copper Alloy +2-1-2%  20TV64 
eee % NPT Vent Plug 20TX55 2" MINPT Bottom 316 Stainless Steel +2-1-2% 30ZV76 
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TEST INSTRUMENTS 
Pressure Transducers & Data Loggers 





Pressure Transducers SASHCROFT 
Digitally compensated A2X SERIES, NOS. D3867 AND A4 SERIES, NO. D3836, 
transmitters are for any D3841, EXPLOSIONPROOF INTRINSICALLY SAFE 


= Explosion- and flameproof for 
Class |, Div. 1 and 2, Groups A, 
B, C, and D; and Class Il, Div. 


= Intrinsically safe for Class 
I, ll, and Ill, Div. 1 and 2, 
Groups A, B, C, D, F, and G 


process compatible with 
316 stainless steel. 
































\ FT »>Please choose: Io 
Ss ASHCRO 1 and 2, Groups E, F, and G = Accuracy: + 0.25% 
order, specify process a 
Pressure/Vacuum = Accuracy: + 0.25% » NEMA 4X 
connection and pressure 
T d range from table. =» NEMA 7 and 9 Wetted materials are 316L stainless 
ransaucers Wetted materials are 316 stainless steel. steel. 
= Power required: 10-36VDC - > CHOOSE: 
: Output: 4-20mA DC Process comection satay re SHOOSE: Pressure Range 775600 
4" ale g Vac to 15 psi to 60 psi to 500 psi 
= NEMA 4X pening Ve" NPT Female Oto 5 psi Oto 100 psi 0 to 1000 psi 
Wetted materials from 316 to 304 and 17-4 PH &, fe NET Male Oto 15 psi 0 to 200 ps! 0 to 3000 psi 
; eck f Yo" NPT Female 0 to 30 psi 0 to 300 psi 0 to 5000 psi 
Stainless steel. 36" wire leads. a Power Lead Item 
: i S Electrical Connec. Req. Output Length No. 
»>Please choose: To order, specify pressure # aN Explosionproof Transmitter 
range from table. SF Yo" NPT Male Conduit —_10 to 36VDC 1 to SVDC 36"  D3867 
a a) Explosionproof Compound Transmitter 
> CHOOSE: Pressure Range N Yo" NPT Male Conduit —_—'10 to 386VDC 1 to SVDC 36"  D3867 
0 to 15 psi 0 to 150 psi on Explosionproof Transmitter 
0 to 30 psi 0 to 1000 psi ® at Yo" NPT Male Conduit 12to30VDC 4to20mAat12to30VDC 36°  D3841 
0 to 60 psi 0 to 3000 ps! a Explosionproof Compound Transmitter 
0 to 100 psi 0 to 5000 psi ie BY Yo" NPT Male Conduit  12to30VDC 4to20mAati2to30VDC 36" D3841 
Process _ Electrical Lead Item Oe et Intrinsically Safe Transmitter 
Connec. _Connec. Housing _ Length _No. in "No. D3836 DIN 43650-A 12 to 30VDC_4to 20 mAati2to30VDC —  D3836 
Yj" NPT Yo" NPT Male Stainless Steel 36"  D1672 wy Intrinsically Safe Compound Transmitter 
Conduit DIN 43650-A 12to 30VDC 4to20mAati2to30VDC —  D3836 
Transducers with Display SASHCROFT 
GC35 SERIES 
= IP65 (ranges < 300 psi) or Power Process Wetted Item 
ean — IP67 (ranges > 300 psi) = Range . Req. Output Connection Wiring Entry = Materials No. 
= : — . 5 Series Pressure Transmitter 
Series 3-in-1 digital pressure gauge/switch/transducer ~~ 0 to 50 psi 16to36VDC 4to20mADC %'MNPT 4PinM12Connector SS  5DDE2 
&., is push-button configurable for analog scaling of vito iy psi 2 to Arle re sume ue i fas : ai a ponnector ae DER 
: . . . ; : to psi to to 20m 4 in onnector SDDE4 
\ switch settings. Nickel-plated aluminum housing. ~o%o300 psi 16 to 36VDC._ 4 to 20mA DC" MNPT 4 Pin M12 Connector SS 5DDES 
Oto500 psi 16to36VDC 4to20mADC %'MNPT 4PinMi2Connector SS 5DDE6 
GC51 SERIES Oto 1000 psi 16t0 36VDC 4to20mA DC ¥%"MNPT 4 Pin M12 Connector SS 5DDE7 
=» NEMA 4X (IP65) Oto 1500 psi  16to36VDC 4to20mADC %"MNPT 4PinMi2Connector SS  5DDE8 
" Oto 3000 psi  16to36VDC 4to20mADC %"MNPT 4PinMi2Connector SS 5DDE9 
HE Rangeable pressure transmitter features thin- Do 5000 psi if to Seve a 20mA us ie uh : a Lie Connector SS _5DDFO 
= i ; sat : to 7500 psi to to 20m 4 in onnector SS 5DDF1 
>, film sensor ene io ea where high GC51 Series Compound Transmitter 
a clioin a : Ig i pale = Ui adit, ; SRO Vac 4210 32VDC 410 20mADC 14" FNPT Vs" FNPT 316SS S5DDD5 
uSN- ul on con igura e ranges. Min. aX. 0 GC51 Series Pressure Transmitter 
and scaling functions. Epoxy-coated aluminum 0 to 50 psi 12to32VDC 4to20mADC 14" FNPT Yo" FNPT 316SS 5DDC8 
die-cast housing Oto100psi 12to32VDC 4to20mADC 1/4" FNPT Ye" FNPT 316 SS 5DDC9 
Oto150psi 12to32VDC 4to20mADC 1/4" FNPT Ye" FNPT 316 SS 5DDD0 
GC51 GC52 SERIES Oto 300 psi 12to32VDC 4to20mADC 1/4" FNPT Ye" ENPT 316 SS 5DDD1 
Series 2 0to1000 psi 12to32VDC 4to20mADC 1/4" FNPT i" FNPT 316 SS 5DDD2 
Ree jambs —{etuibe 4 20m be_e pt” Hip 666-00 
, to 5 t t Ai 5DDD4 
Rangeable wet/wet differential pressure trans- 6052 Series Conapoand Transatior a : ; 
mitter is for applications requiring low differential _-8to8InWC  12to32VDC 4to20mADC 4" FNPT Ye" FNPT 316 SS 5DDE0 
Bis Ter ep Plealions: feu differentia -40 to 40 In WC 12to32VDC 4to20mADC 14° FNPT Ye" FNPT 316 SS 5DDE1 
pressu re measurement with static pressure GC52 Series Pressure Transmitter 
t i. Push-button confiaurable ranaes. Oto4inWC 12to32VDC 4to20mADC 14° FNPT Ye" FNPT 316 SS 5DDD6 
0 300 Beles button configurab e taliges Oto8inWC  12to32VDC 4to20mADC 1/4" FNPT * FNPT 316 SS 5DDD7 
pi Scaling function. Epoxy-coated aluminum die- Oto40InWC 12to32VDC 4to20mADC 4" FNPT v5" FNPT 3165S 5DDD8 
ones — cast housing. Oto 200InWC 12t032VDC 4to20mADC %"FNPT o" ENPT 316 SS 5DDD9 
Pressure Data Loggers TN yg onsrc nsreumen 
DICKSON Sample 
: : . Point Digital Software Mfr. Item 
Measure water, gas, or oil pressure with this Pressure Range Storage Readout Req. Model No. 
64 KB Storage Water-resistant IP68 logger. It Dickson 
.; ; Pressure with Display 
displays 7 units of measure, along with low Oto100psi 64000 LCD  4LB62 PR125 2TLA3 
battery, and Min./Max. Data can be down- Oto 300psi _64,000_ LCD _4LB62 PR325 2TLA4 
loaded via USB cable or flash card. Y" NPT po pSL_OS,000 0) S8e PR92 2TLAS 
connection. Pressure And Temperature with Display 
No. 2TLA5 Oto35psia 130,000 LCD 5396-0334 45RM61 
MONARCH TRACK-IT™ Oto 35 psig 130,000 LCD Yes 5396-0374 45RM55 
, Oto 150 psia 130,000 LCD Yes 5396-0331 45RM62 
Battery-powered, water-resistant IP67 loggers ~~Qto 150 psig 130,000 LCD Yes 5396-0371 45RM56 
display and record up to 130,000 samples. Oto 350 psia 130,000 LCD Yes 9396-0332 45RM63 
Oto 350 psig 130,000 LCD Yes 5396-0372 45RM57 
Record pressure, vacuum, temperature, and Oto 550 psia 130,000 LCD Yes 5396-0333 45RM64 
parameter alone. Feature alarm set points and 0to550 psig 130,000 LCD Yes 5396-0373 45RM58 
a , : Oto 760 Torr 130,000 LCD Yes 5396-0338 45RM68 
indicators, real time data, and Min./Max. read- —)+ "5990 psia 130000 LCD Yes 5306-0335. 45RM65 
ings are displayed live. The data logger plugs 0 to 2000 psig 130,000 LCD Yes 5396-0375 45RM59 
into a USB port on your PC; allowing you to Oto 5800 psia_ 130,000 LCD Yes 9396-0336 45RM66 
; : Oto 5800 psig 130,000 LCD Yes 5396-0376 45RM60 
customize settings, transfer data, or view data 389 io 760 Torr 130,000. LCD Yes 5306-0337 45RM67 





in real time with the included Track-It™ soft- Pressure And Temperature 





No. 364809 ware program. Include software, USB cable, 130 0s\_b1.00)_No__Yes_Frassue Tan 57 S08 
No. 45RM55 and battery. /%" male NPT connection. 550 psi 64,000 No Yes Pressure Track-It 550 36J811 
580 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the wf. Find Solutions. Find Great Prices. Pressure Transducers & Data Loggers 
Tank Gauges Sue? 


Read Full/Empty/8ths of a tank. 


H Series is primarily for above-ground storage tanks. Stainless steel units have all-stainless steel wetted materials for outstanding 
compatibility with aggressive chemicals. 


PH Series are all-plastic for maximum compatibility with aggressive chemicals. 






CHOOSE: Item 
Series > CHOOSE: Tank Depth Connec. Size _—iNo. 
Galvanized Steel 


H Series 


H 16", 17", 18", 19", 20", 21", 22", 23", 25", 26", 27", 28", 29", 31", 32", 33", 34", 35", 37", 39", 40", 41", 43", 45", 36", 38", 44", 24", 30", 42", 46" 2" NPT, 1.5" NPT G2447 
H_ 47", 49", 50", 51", 52", 53", 54", 55", 56", 57", 58", 59", 48", 60" 2" NPT, 1.5" NPT G2448 
H__61", 62", 63", 65", 66", 67", 68", 69", 70", 71", 64" 2" NPT, 1.5" NPT G3254 
H. 73, 74,75, 76,77, 78, (9°, 80,81", 62’, 83, 04 2" NPT, 1.5" NPT G3255 
H__ 85", 86", 87", 88", 89’, 90", 91", 92", 93", 94", 95", 96" 2" NPT, 1.5" NPT G3256 
H__ 97", 98", 99", 108" 2" NPT, 1.5" NPT G3257 
H__109", 170", 111", 112", 113", 114", 115", 116", 117", 118", 119", 120" 2" NPT, 1.5" NPT G3258 
Ho 421". 122", 123" 124". 125), 127. 128. 129", 130". 131", 126". 132" 2" NPT, 1.5" NPT G3259 
H 133", 134", 135", 136", 137", 139", 140", 141", 142", 143", 138", 144" 2" NPT, 1.5" NPT G3260 


PEEK Plastic 

PH 17", 18°, 19°, 20°, 21", 22", 23", 25', 26°. 27", 20, 20.01, a2, 00, 04,00; 07,09, 40,41 43,45, 24, 30,90, 00,42, 44,46 2 1.5"NSP G3261 
PH 47", 49" 50" 51", 52", 53", 54", 55" 56" 57", 58", 59", 60" 2 1.5"NSP G3262 
PH 61", 62", 63", 65", 66", 67", 68", 69", 70", 71", 64" 2 1.5"NSP G3263 
PH: 72745 750.70 iy ios to cie. 2' NSP, 1.5'NSP G3264 
PH 80", 81", 82", 83", 85", 86", 87", 88", 89", 84" 2 1.5°NSP G3265 
PH 90", 91", 92", 93", 94" 95" 97", 98", 99", 96" 2 1.5"NSP G3266 
PH 100", 101", 102", 103", 104", 105", 106", 107", 109", 108", 110" 2 1.5'NSP G3267 
316 Stainless 


H 12", 13", 14", 15", 16", 17", 18", 19", 20", 21", 22", 23", 25", 26", 27", 28", 29", 31", 32", 33", 34", 35", 24", 30" 2" NPT, 1.5" NPT G3268 
H_ _ 37", 39", 40", 41", 42", 43", 45", 46", 47", 49", 50", 51", 52", 53", 54", 55", 56", 57", 58", 59", 61", 62", 63", 65", 66", 36", 38", 44", 60", 64", 48" 2" NPT, 1.5" NPT G3269 
H___67", 68", 69", 70", 71", 73", 74", 75", 76", 77", 78", 79", 80", 81", 82", 83", 85", 86", 87", 88", 89", 90", 91", 92", 93", 94", 95", 72", 84", 96" 2" NPT, 1.5" NPT G3270 
H --97", 98", 99". 100", 101", 102", 103", 104", 105, 106", 107°, 109°. 110, 111", 112, 113, 114" 115". 116, 11, 118", 119", 108", 120" 2" NPT, 1.5" NPT G3271 





Tank and Barrel Gauge Accessories 


Alarms, LED remote, and gauge guards are designed to work with Krueger Sentry Gauge products. Gauge guards slide over 
external plastic gauge components for increased resistance to weather, sun, physical damage, and internal tank pressure. 








Mfr. Item 
Description Includes Model No. LED 
Audible Tank Alarm Audible Alarm, 9V Battery and Instructions Alarm-Direct 5CYW4 
Audible Remote Tank Alarm _ Audible Alarm with 25 ft. of Wire, Red Indicator with Magnet, 9V Battery and Instructions  Alarm-Remote 5CYW5 Remote 
LED Remote Tank Gauge Remote Display with 25 ft. of Wire, Indicator with Magnet, 9V battery and Instructions LED AAG oCYW6 Tank 
Liquid Level Gauge Guard Protective Aluminum Cover Replaces Red Plastic Nut Guard-AL 5CYW7 Gauge 
Liquid Level Gauge Guard Protective PVC Cover Replaces Red Plastic Nut Guard-PVC 5CYW8 
Submersible Level T itt vee 
upmersipnie Level iransmitters yp 
= Accuracy: +0.25% full scale Measure height of liquid referenced to atmospheric pressure. Wetted materials 
= Power requirement: 13-30VDC are 316 and 316L stainless steel, epoxy adhesive, and PVC for SBLT2 series. 
= Output signal: 4 to 20mA DC, 2-wire Polyurethane models are for water monitoring, environmental remediation, and 
= Electrical protection: Lightning water tanks. ETFE (ethylene tetra fluoroethylene) provides a high degree of corro- 
and surge protection sion resistance for wastewater, sludge pits, clarifiers, digesters, aluminum tanks, 
= 4" NPT connection conduit chemical and oil tanks, lime slurry, sumps, and reservoirs. 
POLYURETHANE CABLE COATING ETFE CABLE COATING 
Cable Mfr. Item Mfr. Item 
Pressure Range Length Model No. Model No. 
Bullet Nose, 0° to 150°F 
0 to 5 psi 40 ft. SBLT2-5-40 2HMC6 SBLT2-5-40-ETFE 2HMC2 
0 to 10 psi 40 ft. SBLT2-10-40 2HMC7 SBLT2-10-40-ETFE 2HMC3 
0 to 15 psi 60 ft. SBLT2-15-60 2HMC8 SBLT2-15-60-ETFE 2HMC4 
0 to 20 psi 60 ft. SBLT2-20-60 2HMC9 SBLT2-20-60-ETFE 2HMC5 =i 
Bird Cage Design, 0° to 200°F | 
0 to 5 psi 40 ft. PBLT2-5-40-PU 2HMB7 PBLT2-5-40 2HMB3 . . 
0 to 10 psi 40 ft. PBLT2-10-40-PU 2HMBB PBLT2-10-40 2HMB4 Series SBLT2, Series PBLT2, 
0 to 15 psi 60 ft. PBLT2-15-60-PU 2HMB9 PBLT2-15-60 2HMB5 Bullet Nose Bird Cage Design 
0 to 20 psi 60 ft. PBLT2-20-60-PU 2HMC1 PBLT2-20-60 2HMB6 
= ® 
Rotary Paddle Level Switches mS UMITY 
= 1%" connection: No. 2HMD1 is MNPT, No. 41D949 is NPT Probe Power Mfr. Item 
: : , ; Length Req. Enclosure Model No. 
Modular design allows field installation of paddle flanges, shaft _ 120VAC NEMA 4X PLS-W-S-1-0-0-0-0 2HMD1 
extensions, or shaft guards. For dry powder or bulk materi- 5.25" 120V Explosionproof PLS2-E-1-1 41D949 
als compatible with wetted materials. NEMA 4X weatherproof ceed EL die aaa : ta 
No. 2HDM1 has a 1 rpm synchronous magnetic-drive motor that pastes with HMDA ealures ode a: 
actuates switch when dry material impedes paddle (sold sepa- Tri-Paddle Min. Bulk Density of 5 Ib. per cu.ft. _ PDL-1_ 2HMD2 
rately). With status indication light and screw cover. Side or top praca “i a: eu pensity ot a 4 per cut ia ZHMDS 
oe : anana Paddle in. Bulk Density o . per cu.ft. - 
mount. SPDT switch; spring return. _ | | L-Paddle Min. Bulk Density of 70 Ib. per cut. PDL-4  2HMD5 
Explosionproof No. 41D949 has 3 sensitivity settings. Top or side _Half Coupling Flange _Carbon Steel FLG-CSH _ 2HMD6 U 
mount Full Coupling Flange —_ Carbon Steel FLG-CSF 2HMD7 
; Half Coupling Flange _—_ Stainless Steel FLG-SSH 2HMD8 Paddle Level 
Paddle Nos. 2HMD2 and 2HMD3 are carbon steel. Nos. 2HMD4 Full Coupling Flange _ Stainless Steel FLG-SSF 2HMD9 Switch Body 
and 2HMD5 are 316 SS. For Use With 410949 No. 2HMD1 
Double-Sided Paddle — PLS2-PL2 41D950 
Note: Complete unit requires paddle switch body, paddle, and coupling flange. Single-Sided Paddle  — PLS2-PL1 41D951 
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Stopwatches & Timers Details on page Al. 











Digital Stopwatches (GENERAD) te aceaBLe: EXTECH 


Each includes lanyard and battery. Each instrument is provided with a serialized Traceable® 
: Calibration Certificate indicating traceability to standards 
© 
General©®—Fully featured stopwatch displays day, date, provided by NIST 


current time, and lap time. Daily alarm and hourly chime. 
Manufacturer's lifetime warranty. Extech®—Nos. 4TM11 include calendar display (day, 
month, date), plus alarm with snooze function with time 
delay. Pacer function on No. 2ENF6 provides an audible 
metronome for use as a heart rate/pulse comparator or 
as a walk/run pace guide. No. 4FB70 HeatWatch displays 
temperature, humidity, and heat index with program- 
mable heat index alarm. Offers fastest/slowest/average 


Traceable®—Continuous timing function lets you time 
for hours, days, or weeks; the display rolls over to zero 
when it maxes out, automatically beginning timing again. 
No. 9DUY3 is shockproof and waterproof to 3 atmo- 
spheres. No. 4YMIT7 is disposable. No. 5CVT8 has vivid, 
large digits. No. 9NU56 simultaneously displays running 





: : . lap recall. 
-SDUYS. SiScAVeREr mo CeCuTe time, cumulative-split, and interval-split. 300-memory. 
Timing 1%a-hr. Clock Elapsed Split Snooze Hour Water Calibration Battery Mfr. Item 
Range Operation Time Time Alarm Alarm Chime Resistant Certificate Memory Recall Display Type Model No. 
Extech 
Count up to 23 hr., 59 min., 59 sec. Yes Yes Yes Yes Yes Yes Yes No a and sap times Multiline LCD LR44 365510 4TM11 
Count up or down to 9 900 Records of Split , 
hr, 59 min., 59 sec. Yes Yes No Yes No Yes Yes No and Lap Times 3-line LCD CR2032 365535 2ENF6 
Count up to 9 hr., 59 min., 59 sec. Yes Yes Yes ‘Yes No No No No 30 lap/split memory 2-line LCD CR2032 HW30 4FB70 
Up to 23 hr. 59 min.. 59 sec Yes Yes __Yes___‘Yes Yes Yes Yes No 2 Split and Lap Times Multiline LCD CR2032 STW515 90CH80 
& P i i Yes Yes Yes Yes Yes Yes Yes Yes 2 Split and Lap Times Multiline LCD = CR2032 STW515-NIST 55CH81 
eneral 
Count up to 23 hr., 59 min., 59 sec. Yes No No No Yes Yes Yes No No Yo" LCD CR2016 SW100A 9PYC8 
Traceable 
ees es 1g 8 i oo ot 
Yes es es 0 0 0 0 es 0 3", 4 7 
COUNT Up tO ZO Nt. 2o9 MIN BY:S8C: *——Veg Yes NoYes Yes NoYes Yes No ve" LCD CR2032 1051 5CVT8 
Yes Yes Yes Yes Yes No Yes No 300 Records of Split 3-line LCD CR2032 1052 9NU56 
Digital Timers TRACEABLE® Gras’ § SS TAYLOR. 
= Min. time setting: 0.1 sec. reaches 10 sec.; red indicator flashes when zero is reached 
TRACEABLE® and shows time elapsed since alarm. Adjust volume for high, 


low, or off for silent flashing LED alert. 





Each timer is provided with a serialized Traceable Calibration ; . 
Certificate indicating traceability to standards provided by NIST. Timer No, 8UU14—Extra-loud alarm on each channel is well- 
Suited for high-noise areas. Big Keys make it easy to operate. 


Timer counts up or down and and allows unlimited time-outs. 


| 


cS | 
sh 


| Alarm Timer —4-channel device functions as count up/down 
) timer, time in/out display, and 12/24 hr. clock. Memory resets 


display to previously programmed countdown time. Flashing LED Big-Digit Dual Channel Timer—6-digit, dual 
20 a9 G —— | clipe Tr signee nee cer elas taeaneahein channel display. Features 2 simultaneous countdown activities, 
ip-ft Timer—Multitasking timer clips to any lab surface. flashing LED timing indicator/alarm and adjustable volume. 


No. 8RLR2 No. 8GHH3 Memory saves last programmed setting for quick recall: useful Green light flashes counting down, red light flashes once at 
for repetitive timing events. Features loud, 1 min. alarm. zero 


Countdown Timer No. 8GHH3—View large 13" digits from COOPER-ATKINS® 
across the room. 1-touch recall returns channel to previously _ ; — 
programmed setting. Countdown/up and stopwatch modes. 24-Hr. Digital Timer—Large single-station timer has a red 


. a alert light that flashes when the alarm sounds. Automatically 
Countdown Timer No. 4YMT6—Jumbo digit, lightweight and Counts up once the set time has elapsed. Handy 1-touch Start/ 


portable timer's memory resets display to last programmed Stop button 
time for quick repeat of frequent, routine tests. Loud 30-sec. 











alarm. TAYLOR® 
BF9q-— Jumbo Timer—Display adjusts from 90° to 180° for angled Digital Timer No. 2DBE9—Easy-to-read and program 10-key 
. __ Viewing. Counts up after alarm to show elapsed time since timer. Times up/down. Water-resistant, smooth membrane 
* pe » _ alert. Also has time in/out, 12/24-hr. clock, and stopwatch surface. Magnetic back or built-in stand. 
functions. Digital Timer No. 3NZR6—Easy-to-use, multipurpose timer 
No. 8PGNG6 = No. 9JAZ8_— Nano™ Timer—Operates as a countdown alarm timer, stop- counts up or down. Compact with clip, magnet, or stand 


watch (count up), or 12/24-hr. clock. Compact design with large positioning. 
display to the original programmed time. with distinctive 100dB alarms for each event. Adjustable 


r Timer No. 6KED7—Big-digit timer has adjustable alarm and volume. Lights flash at zero. Stand or wall mount. 
No. GKED7 No. 3NzRe _ [lashing LED alert. Green light flashes every second after timing 








Max. 
eo Time Battery Mfr. Item 
slek 4 Item Setting Display Alarm Display Type Model No. 
No. 8UU14 SFE) Traceable 
— : Alarm Timer 99 hr., 59 min., 59 sec. %4" LCD High-Decibel Alarm Sounds for 1 min. or Silence Manually %4"LCD Button Cell 5004 S8RLR2 
99009 Clip-It Timer 99 hr., 59 min, 59sec. 4" LCD Yes A LCD Button Cell 5046 9NLW2 
——— Countdown Timer 99 min., 59 sec. 1%" LCD Audible 1%" LCD AAA 9011 8GHH3 
Countdown Timer 99 min., 59 sec. ¥4" LCD Yes ¥4" LCD AAA 5028 4YMT6 
Dual Channel Timer 99hr., 59 min., 59sec. Dual LCD Audible or Visual Alarm Dual LCD AAA 5017 6KED8 
Jumbo Timer 23 hr, 59 min., 59sec. 1° LCD Audible and visual, each channel has distinct alarm 1 LOD AAA 5022 8PGN6 
Nano Timer 23 hr, 59 min., 59sec. ¥% LCD High-decibel alarm sounds for 1 min. ¥s' LCD Butter Cell 5132 9JAZ8 
Timer 99 min., 59 sec. 1 LOD Audible or Visual Alarm 1 LOD 5013 6KED/ 
qe 99 hr. 59 min. 59sec. %4' LCD 100dB alarm sounds for 1 min. or silence manually Y"LCD (2 * ARR 9014 8UU14 
aylor 
Digital Timer 99 min., 59 sec. LCD Audible LCD AAA 5850 2DBE9 
Digital Timer 99 min. 59 sec. LCD Audible LCD nn 9806 3NZR6 
Loud Digital Timer 9 hr. 59 min. 59 sec. LCD Audible and Visual LCD 9839 3NZT6 
Cooper Atkins 

No. 2DBE9 No. 9JXTO 24-Hour Digital Timer 23 hr., 59 min., 59 sec. LCD Audible/Visual LCD (1)AAA  FI24 9JXTO 

582 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


TTT 





GRAINGER CHOICE° TEST INSTRUMENTS 
Find the wy. Find Solutions. Find Great Prices. Weather Stations 





EXTECH 


INSTRUMENTS 


Wireless Weather Station 


= Long-range transmission up to 450-ft. (150m) between base and transmitter 

= Max./Min. readings with time-date stamps 

= Hi/Lo alert settings and warnings 

= Clock display with 5 languages 

Helps plan day-to-day outdoor activities affected by weather. The indoor wireless base station 
with large LCD displays indoor temperature, humidity, and outdoor weather conditions, plus date 
and time. The outdoor wireless transmitter has 5 built-in sensors for measuring wind speed, wind 
direction, rainfall, temperature, and humidity. Kit is completely assembled for easy installation. 











Temp. Wind Heat UV Barometric Dew Power Mfr. Item 
Range (F) Wind Vel. Chill Index Sensor Pressure Point Alarms Display Rain Fall Source __Includes . Model No. 
Indoor -40 to 158°, Oto 111.8 Yes Yes No Yes Yes Yes LCD 0 to 99.99" (3) AA Base Station with (3) AA Batteries, WTH600-KIT 453A39 


Outdoor -40 to 176° mph 


D avis | ane ° D-t-® 


TT 


Vantage Vue® Weather Station , 


Wireless monitoring system updates data every 2% sec. from solar-powered sensors up to 1000 
ft. away. LCD shows barometric pressure, wind direction, wind chill, dew point, and heat index. Davis 
Weather center feature provides weather variables, such as daily highs/lows. Compact outdoor 
sensor array is fully integrated and corrosion-proof. Console requires 3 C batteries (not included) 
or AC power. Includes Display Console No. 4JRJ6 and sensor array with rain collector, temperature 
and humidity sensors, and anemometer. 


Batteries _ Transmitter with (3) AA Batteries 


No. 4JRJ5 





Mfr. 
Model 


Item 
No. 


Tem Wind Wind Heat Barometric Dew 
Range (F) Vel. Chill Index Pressure Point Alarms Display Rain Fall Includes 





0 to Integrated Sensor Suite (Contains 
Indoor 32 to 26 to 32 Transflective s 
140°, Outdoor ''0 200 Yes Yes InHg (88010 Yes Yes LCD with 199.2970 | a Ran Collector, Telnp Sensor, 6250 4JRJS 
-40t0 150° =P 1080 mbar) Backlight 0 umidity Sensor and Anemometer), 
6553mm __ Display Console and Instructions 
Accessory 
Additional Wireless Console/Receiver 6351 4JRJ6 


DaviSEiil 
Vantage Pro2™ Weather Stations 





WEATHER STATIONS Nos. 4JRH6 and 4JRH8 feature 24-hr. 

= Temperature range: indoor 32° to fan-aspirated radiation shield for max. 
140°F; outdoor -40° to 150°F temperature/humidity accuracy. 

= Relative humidity range: indoor 1% Nos. 4JRH7 and 4JRH8 add UV and solar 
to 100%; outdoor 1% to 100% radiation/energy sensors. Display UV index, 

= Wind velocity: 1 to 200 mph dose rate, and daily and accumulated dose. 


= Rain fall: 0 to 199.99"; accuracy: +4%. jig 4 JRHO is a wireless display console 
Monitoring systems update data every 2’ only. 

sec. from sensors up to 1000 ft. away. LCDS Use WeatherLink® software with weather 
show barometric pressure, wind direction, stations for downloading data for report- 
wind chill, dew point, and heat index. ing, analysis, and sharing over the internet. 
No. 4JRH5 is a cabled weather station with Supports National Climatic Data Center 
sensor array wired to the indoor console. (NOAA) Weather Watcher, GLOBE student 
Runs on AC power. All others are wireless, science program, and the Citizen Weather 








with solar-powered outside sensors and Observer Program of the National Weather ener 
console that requires 3 C batteries (not Service. 
included) or AC power. 
Mfr. Item 
Includes Model No. 
Integrated Sensor Suite (Contains a Rain Collector, Temp Sensor, Humidity Sensor 6152C 4JRH5 
and Anemometer), Display Console, Connecting Wire and Instructions 
Integrated Sensor Suite (Contains a Rain Collector, Temperature Sensor, Humidity 6152  4JRH4 
Sensor and Anemometer), Display Console and Instructions 
Integrated Sensor Suite (Contains a Rain Collector, Temp Sensor, Humidity Sensor, 6153 4JRH6 
Anemometer and Fan-Aspirated Radiation Shield), Display Console and Instructions 
Integrated Sensor Suite (Contains a Rain Collector, Temp Sensor, Humidity Sensor and Anemometer, 6162  4JRH7 
Solar Radiation Sensor and UV Radiation Sensor), Display Console and Instructions 
Integrated Sensor Suite (Contains a Rain Collector, Temp Sensor, Humidity Sensor, Anemometer, Solar 6163  4JRH8 
Radiation Sensor, UV Radiation Sensor and Fan-Aspirated Radiation Shield), Display Console and Instructions 
Mfr. Item 
Item For Use With Model No. 
Accessories 
Wireless Console/Receiver Vantage Pro2 6152, 6153, 6162 or 6163 6312 4JRH9 
WeatherLink™ Software, Windows, USB = 6510USB 4JRJ1 
WeatherLink™ Software, Windows, Serial _ 6510SER 4JRJ2 —————— 
WeatherLink™ Software, Windows, Ethernet = 6555 4JRJ3 No. 4JRH9 
WeatherLink™ Software, Mac, USB Vantage Pro2, Vantage Vue, or Weather Envoy 6520 4JRJ4 
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TEST INSTRUMENTS Scan. Order. Done. 
Air Monitors Details on page A1. 







TRACEABLE® 
Barometer 


Designed with 4-line LCD display that continuously and simultaneously shows barometric pressure, temper- 
ature, relative humidity, barometric pressure trend, and time-of-day. Perfect for plants, labs, and all other 
environments where there is a need to monitor conditions of environmental air parameters. 


Barometric Barometric Barometric 
Pressure Pressure Pressure Sampling Temp. Mfr. Item 
Altitude Range (ft.) | Range (in. Hg) Res. (in. Hg) Rate (sec.) Range Model No. 
Barometer 
-328 to 8202 14.77 to 30.41 0.01 900 OZ 10-131 "E 6530 38RJ43 
Data Acquisition System 
Cable and Software bod 38RJ44 
* GRAINGER 
LNiroroven ~TAYLOR. 
— 
a “i Analog Thermometers 


GA—Dual °F/°C temperature scales. No. 491438 shows 0% to 100% RH; 6" dial. 
No. 49T439 has a 12" dial. No. 3LYK1 has a 121" dial. 


Taylor®©—Thermometers have both °F and °C scales. Cold Room units are 12"H. 
No. 2T705 has a temp. range of -40° to 70°F; No. 21706 has a temp. range of 
-30° to 120°F. No. 31195 has 18"-dia. metal housing and plastic crystal. 

















Temp. Degree Item 
Application Range (F) Divisions H Dia. ScaleColor Mounting No. 
Indoor 30°10 250° 2°F Back Wall 4078 
° to 250° ‘ — ac a 
No. 49T439 No. 3T195 
-40°to 120° 2F BY Black Wall 3LPD7 
Indoor/Outdoor —gqrt9 449° 9°F  — 124" Black Wall 3LYK1 
No. 2T705 Taylor 
+1° FO 12) — Black Wall 27705 
Son oy a Black Wall 21706 
Indoor/Outdoor = -60° to 120° 2°F — 18" _— Black/White Wall 31195 
EXTECH 
EXTECH 
= INSTRUMENTS 
Desktop Indoor Air Quality (IAQ) CO, Monitors 
= 0 to 9999 ppm CO, concentration Nos. 21YE40—Calculate statisti- 
= RH range: 0.1% to 99.9% cal weighted averages of TWA 
= Min./max. CO, value recall (8-hr. time weighted average) and 
cea Nos. 21RV54 and 15E593—Display air quality as ae (15-min. short term exposure 
Good/Normal/Poor, plus year, month, date, and time. 
Feature automatic baseline calibration (ABC) or use No. 21YE40 employs 6 facial icons 
manual calibration in fresh air. to indicate IAQ levels. Displays CO. 
No. 15E593 logs up to 5333 data points that can be ine aaah ee 
No. 21YE40 downloaded to a Windows® compatible computer ine din : y 
for analysis; software and cable included. gs. 
Range (F} eee tai ij ion: ) oo 
sae ange eadou arm ode 0. 
2 aes — 23° to 122° LCD Audible and Visual C0100 21RV54 
no 0C 14° to 140° Multifunction LCD High/Low Audible C0210 15E593 
<= 14° to 140° LCD Audible and Visual C0220 21YE40 
EX 
INSTRUMENTS 
Paperless Temperature/Humidity Monitors 
= Graphical data logger and visual alarm with user programmable High/ 
= Stores up to 49,512 readings Low setpoints. Output socket can be connected to a 
= Desk or wall mount relay to trigger an external alarm when setpoints are 
Simultaneous shows numerical and graphical exceeded. Units can be wall-mounted or placed on a 
display of humidity and temperature readings plus desktop. LabView™ software calculates and graphs 
time and date. Also measures humidity (10% to dew point, wet bulb, and GPP (grains per pound). 
95% relative) and temp. (-20° to 140°F). Feature Include RS-232 cable, USB adapter, AC adapter, and 
a replaceable probe that extends up to 3-ft. for AA batteries. Optional Relay Module No. 4GE81, sold 
measurements in closed environments. Audible separately, is available on Grainger.com®. 
Temp. Mfr. Item 
No. 2LVN1 Description Range (F) Model No. 
Temperature and Humidity Paperless Chart Recorder -20° to 140° RH520A 2LVN1 
Temperature and Humidity Chart Recorder w/NIST -20° to 140° RH520A-NIST 22DC77 
Relative Humidity/Temperature Probe, 36" Cord, For Use With Mfr. No. RH520 RH522 4GE46 
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GRAINGER CHOICE” TEST INSTRUMENTS 
Find the wy. Find Solutions. Find Great Prices. Pocket Thermometers 






No. 5WG21 


No. 5WX81 No. 2DBD4 





No. 3KGL8 





No. 4DKK1 





No. 3KTW3 


No. 4LY14 


sguees IED toon & 
Fini EXTECH ACHE Io TAYLOR. Ay KINS- TRACEABLE*® 





NTS 


Digital Pocket Thermometers 


Stem Battery Item 
Length Features Includes Type Std. Brand No. 
-58° to 300°F 
a Field Calibration Thermometer and Pocket Protector LR44 — Test Products Intl. 36M831 
-58 to 302°F 
a On/Off Switch Plastic Sheath, Pocket Clip, Battery LR44 CE Extech 1M954 
-58 to 572°F 
24" Plastic for Outside Use Plastic Protective Sheath = = GA 23NU32 
34" Hold/Min/Max, Low Battery Indicator Battery, Multipurpose Probe Cover, Magnetic Mount LR44 NSF, CE UEI Test Instruments 9NZM8 
34" Hold/Min/Max, Low Battery Indicator Pocket Clip, Battery, Folding Probe, Magnet LR44 CE UEI Test Instruments 21CH60 
4Vp" Hold/Min/Max, Detents at 45°, 90°, 135° and 180°, Large LCD Display Wrist Strap, Battery AAA CE Extech 5WG21 
45/4" 180° Swivel Head Plastic Protective Sheath —_ _— GA 23NU20 
45/a" ABS Plastic for Outside Use, Traceable Plastic Protective Sheath — — GA 23NU21 
a Hold/Min/Max, Low Battery Indicator Pocket Clip, Button Style Battery LR44 NSF, CE UEI Test Instruments QUGY9 
8" Long Stem Plastic Protective Sheath — — GA 23NU22 
-40 to 302°F 
43! On/Off Button, F/C Button Battery, Rubber Boot, Instructions LR44 NSF Certified Taylor 6DKD4 
a On/Off Button, F/C Button Pocket Clip, Battery LR44 NSF Taylor 6DKD3 
-40 to 392°F 
294" IPX7 Waterproof Rating, Less Than 6 sec. Response Time Pocket Clip LR44 wire cae Cooper Atkins 5WX81 
2/4 Hold/Min/Max, Waterproot LR44 Battery, Protective Cover and Manual LR44 CE Extech 21EP01 
-40 to 450°F 
ALS Hold/Min/Max, Waterproof, HACCP Approved Anti Microbial Protective Sheath, Lanyard CR2032 NSF Taylor 2DBD4 
4" Hold/Min/Max, IPX7 Waterproof Rating, Low Battery Indicator Anti Microbial Protective Sheath, Pocket Clip LR44 ane tig Cooper Atkins 24Y993 
i Hold/Min/Max, Temperature Alarm, IPX7 ; NSF. CE, 
4% Waterproof Rating, Low Battery Indicator Pocket Clip, Extra Battery LR44 WEEE. RoHS Cooper Atkins 4DKK1 
a On/Off Switch, Waterproof, F/C Button Anti Microbial Protective Sheath, Pocket Clip, Battery LR44 NSF Taylor 4LY14 
-40 to 500°F 
43/4" On/Off Button, F/C Button Battery, Instructions LR44 NSF Certified Taylor 6DKEO 
-40 to 572°F 
4V" Hold/Min/Max, Probe Folds Out Wrist Strap, Battery AAA _ Traceable 3KGL8 
45/4" Hold/Min/Max, Waterproot and Shockproof Suction Cups, Magnet, Velcro® Strips, Battery 389 _— Traceable 3KTW3 


Pocket Analog 
Thermometers TAYLOR. “(LNS'ci GENERAD) JHERIICO™ 


= Stainless steel stem = 1" dial with 5" stems 





NSF Item 
Includes Features Certified Brand No. 

Temp. Range -40 to 120°F 

Plastic Stem Case, Shirt Clip — No Taylor  3JPJ5 
plautic Protective Sheath. N GA 23NU23 

astic Protective Sheat — 0 
Plastic Protective Sheath and Stainless Clip — No GA —_23NU25 no oeRw 
Plastic Stem Case, Shirt Clip Pocket Clip No General 3LRW1 
Pocket Clip/Sheath Single Point Calibration, Glow in the Dark Dial Yes Taylor 2T696 
Pocket Sheath Magnifying Domed Lens, Large Easy to Read Pointer Yes GA 6DKD1 
Temp. Range 0 to 220°F 4 cx —s3N0D8 
7 F — 0 
poor ibe Weene ABS Plastic for Outside Use No GA 23NU29 
Plastic Protective Sheath and Stainless Clip = No GA _23NU26 
Plastic Stem Case, Shirt Clip Ani 7 as ye Mermeo ayLis 
ntibacterial Pocket Sleeve es aylor 

Pocket Clip/Sheath Single Point Calibration, Glow in the Dark Dial Yes Taylor 21697 
Pocket Sheath Magnifying Domed Lens, Large Easy to Read Pointer Yes GA 6DKD2 
Temp. Range 25 to 125°F 

Plastic Protective Sheath Plastic for Outside Use No GA _23NU30 No. 2T697 
Plastic Protective Sheath and Stainless Clip _— ie mt ee 

. erry _ 0 aylor 

Plastic Stem Case, Shirt Clip — No Thermco  3LPJ4 
Temp. Range 50 to 550°F 

Plastic Protective Sheath and Stainless Clip = No GA 23NU27 


Glass Stick Pocket Thermometers Gl" 


= Accuracy: +3°F 


OG: os O04 09 OS OF OF OZ OF O OF O% OF 
Lotito 
= Tempered glass case Scale Item 





, Temp. R Divisions L _No. 
Use to continually monitor temperature. —<S9*to jo0¢= 685" BD KC 
Nontoxic liquid fill. 0° to 220°F a 6.25” 6DKDO 


Sign in to Grainger.com® to see YOUR Pricing and MORE 985 





TEST INSTRUMENTS 
Food Service Thermometers 


Scan. Order. Done. 
Details on page A1. 











No. 
3KTUS 
oe 
Probe Style Temp. Range 
Data Logging Thermometer 
Bottle -58° to 158°F = -50° to 70°C 
(2) Bottle -58° to 158°F —-50° to /0°C 
Bullet -58° to 158°F = -50° to 70°C 
(2) Bullet Probes -58° to 158°F = -50° to 70°C 
Bottle, Bullet -58° to 158°F —-50° to 70°C 
Digital Thermometer, ee 
“13° ta 150. — 
No Probe 32° to 113°%F Oto 45°C 
-58° to 158°F —_-50° to 70°C 
-58° to 18°F —-00° to /0°C 
-58° to 158°F —_-50° to 70°C 
-58° to 158°F —-50° to /0°C 
Bottle -58° to 198°F —-00° to /0°C 
-58° to 158°F = -50° to 70°C 
-58 to 158°FF —-50° to 70°C 
-40° to 176°F —_-40° to 80°C 
— -50° to 70°C 
38°10 188°F 80°10. 70°C 
. fo} to ° ss fo} to ° 
(2) Bottle -58° to 158°F__-50° to 70°C 
-58° to 198°F —-50° to /0°C 
-58° to 158°F —-50° to 70°C 
-58° to 158°F —_-50° to 70°C 
-58° to 158°F —_-50° to 70°C 
Bullet -58° to 198°F — 
-58° to 158°F —-50° to 70°C 
-40° to 176°F —_-40° to 80°C 
— -50° to 70°C 
-58° to 158°F = -50° to 70°C 
(2) Bullet Probes -58° to 158°F —-50° to 70°C 
-58° to 158°F —-50° to 70°C 
Bottle, Bullet -58° to 158°F —_-50° to 70°C 
aa tae ae 
. z ° to ° = ° to ° 
Vaccine Bottle 58° to 158°F -50° to 70°C 
-40° to 176°F —_-40° to 80°C 
(2) Stainless Steel -58° to 158°F —_-50° to 70°C 
Immersion -25° to 392°F = -31° to 200°C 
= 





No. 24Y992 


TAYLOR = 














| 
TRACEABLE® ATKINS 


se. Refrigerator/Freezer and 
~~ Incubator Thermometers 


| 


. — ' Each model is individually serialized, calibrated, 
. No. 3KTV4 and provided with the Traceable® Certificate 
from Control Company’s calibration laboratory. 
sincaaeee” The certificate indicates traceability to standards 
provided by NIST. The glycol bottle probe is 
sealed in a miniature 10mL bottle or 5mL vaccine 
eccos Lee bottle filled with nontoxic glycol. The FDA gener- 
(oes ) ally recognizes the solution as safe. The bottle 
o- me and solution insulate sensor from rapid changes. 
«§ The solution mimics temperature of samples. 
Temp. Temp. Battery Mfr. Item 
Res. Accuracy Alarm Type Digit Size Features Brand Model No. 
Permanent Memory-Loc Data Retrievable via USB 
0.01°F +0.5°F High/Low AAA % Port, Capable of Storing Over 1 Million Temperature Traceable 6440 33HP71 
Observations, Stores Up to 10 Unique Alarm Events 
0.01°F  +0.5°F High/Low AAA Va Traceable on eh lat 
0.01°F  +0.5°F High/Low AAA Ya : raceable 7 
0.01°F +0.5°F High/Low AAA ~ Permanent Memory Loc Data Retrievable via USB Port Traceable 6443 33HP74 
0.01°F +0.5°F High/Low AAA Y Traceable 6444 = 33HP/5 
O.1°F +2°F No AAA 1%" Big Digit See-Thru™ Display Traceable 4159 3KTJ8 
0.1°F +2°F No AG10 Ye" 30 Second Display Update Traceable 415/ 3KGR3 
0.01°F +0.5°F High/Low AAA va Alarm Tracking, Data Retrieval via USB Port. Traceable 6430  33HP64 
0.01°F  +0.6°F High/Low AA yy High Accuracy with Time/Date of Min/Max Memory Traceable 4238 6KEA8 
0.1°F +1°F High/Low AA fa" — Traceable 4227 3KTV4 
O.4°F +2°F High/Low AAA 1%" Large Digits, 1.5" Traceable 4548 6KEA6 
1°F +2°F High/Low AA Vy" _ Traceable 4127 3KTU9 
las +2°F No G13 V" Traceable 4322 6KED4 
01°F +1°F Smart AAA Yo Minimum and Maximum Memory Traceable 4730 38RJ45 
01°F +3°F No AAA 3" Time and Date of Min/Max Memory Traceable 4305 6KEA3 
1°F £2°r No G13 yy = Traceable 4321 6KED3 
0.01°F  +0.5°F High/Low AAA Ya" Alarm Tracking, Data Retrieval via USB Port. Traceable 6431 33HP65 
0.01°F  +0.6°F High/Low AA Ya High Accuracy with Time/Date of Min/Max Memory Traceable 4239 6KEA9 
O.1°F +1°F Smart AAA Ya" Minimum and Maximum Memory Traceable 4731 38RJ46 
0.1°F +2°F High/Low AAA Ya" Dual Probe Time and Date of Min/Max Memory Traceable 4306 6KED1 
0.01°F +0.5°F High/Low AAA Vy Alarm Tracking, Data Retrieval via USB Port. Traceable 6432  33HP66 
0.1°F +1°F High/Low AAA a" — Traceable 4727 6KEA1 
OF +2°F High/Low AAA 1%" Large Digits, 1.5" Traceable 4148 6KEAS 
1°F — No G13 Ya" __ Traceable 4120 3KGL2 
as +2°F High/Low AA yy" Traceable 4048 6KDZ8 
O:1°F io: F No AAA Ye" Time and Date of Min/Max Memory Traceable 4105 6KEA2 
ial +2°F No G13 Y" — Traceable 4121 3KGL4 
0.01°F  +0.5°F High/Low AAA Ya" Alarm Tracking, Data Retrieval via USB Port. Traceable 6433 33HP6/ 
0.01°F  +0.6°F High/Low AA Ya" High Accuracy with Time/Date of Min/Max Memory Traceable 4240 6KECO 
0.1°F +2°F High/Low AAA Vy" Dual Probe Time and Date of Min/Max Memory Traceable 4307 6KED2 
0.01°F +0.5°F High/Low AAA Vy" Alarm Tracking, Data Retrieval via USB Port. Traceable 6434 33HP68 
0.1°F +1°F High/Low AAA a" — Traceable 4627 6KEAO 
Oak +2°F High/Low AAA 14 Large Digits, 1.5" Traceable 4648 6KEA7 
1°F +2°F High/Low AA Ve — Traceable 4527 6KDZ9 
0.1" £00 F No AAA ¥e" Time and Date of Min/Max Memory Traceable 4605 6KEA4 
0.01°F +0.5°F High/Low AAA Y" Alarm Tracking, Data Retrieval via USB Port. Traceable 6436 33HP/0 
0.1°F +2°F High/Low AAA — IP 44 Waterproof Rated Cooper Atkins DTT361-01 52JJ12 
TAYLOR x (9: 
Thermometers . qruins’ Qay 
TAYLOR COOPER ATKINS® 


HACCP (Hazard Analysis and Critical 
Control Points) color-coded for food 
service applications. 


Item 
Analog Display 
Mechanical Food Service Thermometer 
LCD Display 


Digital Food Service Thermometer 
Refrigerator/Freezer Thermometer 


Digital Panel-Mount 


: Thermometers 
= LCD readout 


Designed to hang or stand within the food zone inside cold storage 
cabinets. Min./Max. with reset. 17" x %4" LCD. ABS plastic ther- 
mometers and frames are splash-resistant and antimicrobial; 
frame is removable for cleaning. 


Temp. Item 
Range Std. Brand No. 
-20° to 80°F NSF Taylor 6DKD6 
-22° to 122°F CE, NSF, RoHs, WEEE Cooper Atkins 24Y992 
-29° to 180°F — Cooper Atkins 21XL18 
* GRAINGER L 
approveD CGENERAB) FAY] OR. 


SURFACE/FLUSH-MOUNT 


“— 


No. 5XL18 





Pe dell 


= Batteries included 
FLANGE-MOUNT 


Waterproof unit features 10-ft. lead and immersible air/liquid probe. 








No. 1EPF3 FOLDAWAY STAND AND SUCTION CUP 
Flanged housing with 39" Inside/outside unit with 10-ft. cord, detachable waterproof probe, 
sensor lead. suction cup, and hook-and-loop strip. 
Temp. Battery Mfr. Item 
No. 3LPF1 Mounting Range (F) Type Brand Model No. 
Front Flange -40° to 120°F AG5d - 1.5V Battery GA TERS 1EPF3 
Back Flange -40° to 120°F 1.5V Battery GA 1EPF4 1EPF4 
Surface or Flush -40° to 300°F AAA Battery Taylor 994010 5XL18 
Foldaway Stand and Suction Cup -58° to 158°F CR2032 Battery General AQ150 3LPF1 


GRAINGER. 


TTT 


586 Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





TEST INSTRUMENTS 


Thermometers & Temperature Alarms 
Digital and Analog Infrared/Probe " 
Food Service Thermometers Sy ATKINS’ |WESTWARD 


= Spectral response (uM): 5 to 14 No. 24Y994—HACCP LED indi- No. 21XL17—Provides software, hardware, 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





EXTECH 


INSTRUMENTS 











= Emissivity: adjustable, 0.10 to 1.00 cators, Auto-Off after 20 sec., | and PC interface to collect and report product *, 

= Batteries included and gun-style design. Includes temperature records for HACCP programs. ©. 

No. AKYE7—Isanty mesures sutace and PatnUM RTD Poke and case, Hence ne hess cot 

internal temperatures. Lock function for long-term No. 30ZU98—NSF Certified. P g ! 

monitoring, Max./Min., and low-battery indicator. Dishwasher safe. Ultrasonically No. 40GTO3—NSF Certified, waterproof | \ 

= si ade welded housing (waterproof indicator measures temperatures in liquids, No. 

— Uda , oe eee veer IP65) with antimicrobial addi- pastes, and semisolid foods. Min./Max., data 1VEP5 

quickly verifies whether temperatures are in Safe tive F/°¢, Foldable with built-in hold, low-battery indication, and program- 

or unsafe regions. LED spot illumination. IP54 ease rat ee y es prog No. 
magnetized strip. mable audible/visual High/Low alarms. 24Y994 


protection facilitates cleaning. { 










Temp. Focus Spot Size Mfr. Item 
Range and Distance Repeatability Brand Model No. 
Infrared Thermometers with Probe 
Infrared -27° to 428°F, Probe -67° to 626°F @1' IR +4°F or +2%, Probe +2°F or +1% Cooper Atkins 480 4KY67 
Infrared -67° to 482°F, Probe -67° to 626°F 1" @ 2.5" IR +4°F or +2%, Probe +1.4°F or +1% Westward — 1VEP5 ot, 
Infrared -40° to 536°F, Probe -40° to 392°F 1°@3' 2°F/1°C Cooper Atkins 481-0-8 24Y994 
Temp. Stem Mfr. Item 
Range Accuracy Length Includes Brand Model No. 
Probe Thermometer 
-40° to 482°F 3941 °F 40.5 °C 21540" Handheld mies? Battery and structions qe PSE Extech TM55 30ZU98 No. 
“anne ° ° 44 andhe ermocouple instrument, Microneedle Probe, ; 
100° to 500°F +1 °F 3% Battery Charger, USB Cable, Software CD-Rom Cooper Atkins 93710 21XL17 40GTO3 
-40° to 392°F + 1.8°F, +1°C Aa" Magnetic Back, Foot Stand, Temperature Sensor, Battery Extech TM26 40GT03 
EXTECH TAYLOR. TRACEABLE® 








exTeer 


ae ee 


Feces a l= 


Digital Thermometers and 
Hygrothermometers 


Digital Temperature and Humidity Extech—Include a built-in stand and 
Monitors help you maintain proper batteries. No. 21EN92 measures tempera- 








temperature and humidity levels. ture only and features min/max. al ee ee 
Fee ee urate NOSSBPFA No. APCS No. azHoa 
pete — age Le say magnetic backing for simple wall-mountin 3W0r- 
shows simultaneous indoor aah and a aaniin P 9 ~ 7500 
temperature and humidity levels. g. é¢ Jeo 
A magnetic backing permits easy +Taylor—Include battery. Celcius/Farenheit oe 9 / 
mounting, removal, and re-mount- switchable. | 
i c i — 7 
ing. 24-hr. High/Low memory. Traceable—All measure temperature only | chores Ike 
and include NIST calibration certificate. No. 48TA32 No. 6KEC4 
Relative 
Temp. Humidity Humidity Digit Display Cord Battery Mfr. Item 
Range (° C) Features Application Range _Accuracy Size _Type Mounting Length Type Memory Model No. 
Acurite 
Digital Thermometer waa Hamidie LAGI sae Hakan 
_ Magnetic Backing, Humidity Level Icon, a = Cn _ r. High an 
94 hr. High and Low Records Indoor/Outdoor ‘eq LCD Wall or Desk AA tow Records 00325A1 53DP73 
Extech 
Digital Hygrometer 
-10° to 60° 1” Digits on Super Large LCD Indoor 10 to 99% +0% 1" LCD Wall or Desk = — MH AAA Min/Max 445703 _4PC65 
-10° to 60° Remote Probe Extends to 18° Indoor 10 to 99% +4% 1" LCD Wall or Desk 18° 1) AAA Min/Max 445715 _ 5PE/6 
-10° to 60° Remote Probe, Calibration Traceable to NIST Indoor/Outdoor 10 to 99% +4% if LCD Wall or Desk 18° by AAA Min/Max _445715-NIST SPE/8 ~* 
-10° to 60° Audible and Visual Alarm Indoor 10 to 99% +4% ile LCD Wall or Desk 18° 2) AAA Min/Max 445815 _ 5PE/1 
=10- 10:60" Remote Probe with 35° Cord Indoor/Outdoor 10 to 99% +5% He LCD Wall or Desk 35° 3 AAA Min/Max 445713 _5PE/5 
-10° to 60° Audible and Visual Alarm Indoor 10 to 99% +4% LCD Wall or Desk = — 2) AAA Min/Max 445814 _ 3LRV4 
Min/Max with Reset, Low Battery Indicator Indoor 10% to99%  +5% —  1'LCD  WallorDesk — LR44 Min/Max RHM15 _30ZU96 
Digital al Hygrometer with Clock 
-10° to 60° Built-in Stand and Wall Mounting Bracket Indoor 10 to 85% 46% LCD WallorDesk — _ (1) AAA ae 445702 3ZH92 
-0° to 45° (5) Selectable Languages Indoor 20 to 90% +9% Z LCD Wall orDesk = — ‘3 AA Min/Max 445706 _ 2HPF3 
“or to OU 4.3" Digits, Radio Controlled Indoor 20 to 90% 46% 4" LCD Wall or Desk = — (4) AA — CTH10 —2HPF5 
Digital Thermometer 
-50° to /0° Waterproof External Sensor Indoor/Outdoor — — 1" LCD Wall or Desk 9 ft. 6 AAA Min/Max 401014  4FB69 
Temperature Indicator G/M DE HENCE . sack 
: ° High/Low Alarms, Min/Max, Data Hold, Low Battery = _ = _ agnetic Bac ; 
1 to 70°F Indicator, Waterproof Housing and Sensor and Footstand CR2032 Min/Max TM20  21EN92 
aylor 
Digital Hygrometer 
“10° 1000" Indoor Humidity Range 20% to 90% Indoor 20 to 90% — %e" LCD Desk — ___(2) AAA — 1732 48 TA32 
Digital Thermometer 
-40° to /0° Min/Max Temperature Readings, Clock Indoor/Outdoor = — _1°%4' _ LOD Wall or Desk 10 ft. (2) CR2025 Min/Max 1710 48TA31 
Weatherproof, Front Access Battery Compartment, 
-29° to 50° Protective Cover, Records Previous Min/Max Readings Indoor/Outdoor — — ¥" LCD Wall 9 ft. 9" AA Min/Max 1441E  3NE56 
for Six Days, Low Battery Indicator, Dual Probes 
Traceable 
Thermistor Thermometer 
-50° to 150° = = = = Tere | a7 No 4146  3KTW9* 
-90" 10 250” Magnetic Back for Placement On A Metal Surface — — — — LCD — — LR44 — 4152 3KGN1 * 
-00° to 300° = — = = — LCD = = 30/ Min/Max 4430 3KGR6 ~ 
Thermometer k OPC Ma? 
ot, 90 Extreme Accuracy At 0°C, Min _ __ = __ __ _ _ * 
2° to2 Max Memory Storage, Alarm ' LCD AA 4241 6KEC1 
° ° Extreme Accuracy At 0°, 25° and 37°C, _ = __ = _ _ __ * 
2? to 39 Min/Max Memory store, Alarm LOD AA 4244 BKEC4 
° ° Extreme Accuracy At 29°C, Min __ _ _ __ _ __ = * 
Zo 1027 Max Memory Storage, Alam LCD AA 4242 6KEC2 
° ° Extreme Accuracy At 37°C, Min/ _ _ = = _ = _ P 
35° to 39 Max Memory Storage, Alarm LCD AA 4243 6KEC3 
*NIST Certified. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 08/ 


TEST INSTRUMENTS Scan. Order. Done. 














Thermometers Details on page Al. 
Dial Size z 3" 5" 3" 5" > 5" 
une Y'NPT | %'NPT | %'NPT | %'NPT | %'NPT | %'NPT | %' NPT 
Connection Back Back Back Bottom | Bottom | Multiangle | Multiangle 
Dial Face oF PC | rc | Fre | rc | FC FPC 
* GRAINGER Temp. Item Item Item Item Item Item Item 
APPROVED Range (F) No. No. No. No. No. No. No. 
= 22" Stem Length 
Analog Dial 0°to 250° | 1NFW6 | 1NFY4 | 1NGE2 |1NFZ4 |1NGD1 | 1NGA2 | 1NGC3 
. 50° to 550° | 1NFW7 | INFY5 | 1NGE3 | 1NFZ> | — | 1NGA3 | 1NGC4 
4" Stem Length 
Bimetal -20°to 120° | 1NFW8 | INFY8 | 1NGE4 |1NFZ8 |1NGD2 | 1NGA4 | 1NGB9 
Thermometers 0°to 250° | 1NFW9 | 1NFY6 | 1NGES | 1NFzZ6 | 1NGD3 | 1NGA5 | 1NGB7 
50° to 550° | INFX1 | 1NFY7 | 1NGEG | 1NFZ7 | 1NGD4 | 1NGAG | 1NGB8 
gi tla beac = sr Sid iNFX2 | 1NFY1 | 1NGE7 | 1NGB2 iNGA7 | 1NGC8 
Vidi : - 0 — 
= ‘/"-dia. stainless steel stem O°to 250° | INFX3 | 1NFY9 | 1NGE8 | 1NGB3 |1NGD5 | 1NGA8 | 1NGC1 
= Glass display window 50° to 550° =| 1NFX4 | 1NFZ1 | 1NGE9 — 1INGD6 | 1NGA9 | 1NGC2 
External calibration adjustment 9° Stem Length 
piesa ees -20°to 120° | 1NFX5 | INFY2 | 1NGF1 | — = = iNGC9 
Stainless steel housing features 0° to 250° | 1NFX6 | INFZ2 | 1NGF2 | 1NGB5 | 1NGD7 | 1NGB1 | 1NGF4 
silicone vibration dampening 50° to 550° =| 1NFX7 | 1NFZ3 | 1NGF3 | 1NGB6 — — 1NGF5 
for accuracy and superior time ZS ennee 
: ya -20° to 120° = iNFX8 | 1NGD8 | — = = INGC5 
—— response. Airtight hermetic seal 0° to 250° = iNFX9 | 1NGD9 | — — | 1NFZ9 | 1NGC6 
No. 1NFX9 prevents icing or fogging. 50° to 550° = iNFY3 | INGE! | — —~—4NGA1 | 1NGC7 
Dial > CHOOSE: Item 
Size Temp. Range Mounting No. 
60" Tub Length 
Stainless Steel 
0° to 100°, 0° to 160°, 30° to 180°, 30° to 240°, 100° to 350° Bracket G2658 
* GRAINGER 0® to 100°, 0° to 160°, 30° to 180°, 30° to 240°, 100° to 350° Front Flanged with Back Outlet G2660 
GA APPROVED 315" 0° to 160°, 30° to 180°, 30° to 240° 100° to 350° U-Clamp with Back Outlet G2662 
0° to 100°, 0° to 160°, 30° to 180°, 30° to 240° Surface with Bottom Outlet G2664 
. 30° to 240°, 30° to 180°, 0° to 100°, 0° to 160° Surface with Back Outlet G2666 
Remote Display <csstiominm 
pect hen: 0° to 100°, 30° to 180°, 30° to 240°, 30° to 300°, 200° to 450° Flush Mount with Hinged Ring G2668 
aap Vapor-Actuated 4% 0° to 100°, 30° to 240°, 30° to 300° Surface with Bottom Outlet 2670 
: 6" 0° to 100°, 30° to 180°, 30° to 240°, 30° to 300°, 200° to 450° Surface with Bottom Outlet G2672 
Thermometers = saortibtenges 
» 410 Stainless Steel 
= Accuracy: 1% 0° to 160°, 30° to 180°, 30° to 240°, 100° to 350° Bracket G2659 
a 7/¢"-dia. sensor 0° to 100°, 0° to 160°, 30° to 180°, 100° to 350° Front Flanged with Back Outlet G2661 
= 1%" NPT connection 3%" 0° to 100°, 0° to 160°, 30° to 180°, 30° to 240° 100° to 350° U-Clamp with Back Outlet G2663 
30° to 180°, 30° to 240°, 100° to 350° Surface with Bottom Outlet G2665 
Vapor-actuated instruments 0° to 160°, 100° to 350°, 30° to 180°, 0° to 100° Surface with Back Outlet G2667 
ee vast unum 30° to 240°, 30° to 300 Flush Mount with Hinged R G2669 
. , ° to 240°, 30° to 300° ush Mount with Hinged Ring 
Ste wourt Analog temperature scale. i 0° to 100°, 30° to 180°, 30° to 240°, 30° to 300° Surface with Bottom Outlet G2671 
i eeaaee Tubing is copper with bronze- 6" 30° to 180°, 30° to 300° Surface with Bottom Outlet G2673 
2 braided armor. 8" 200° to 450° Surface with Bottom Outlet G2675 
W Payry GRAINGER anime 
APPROVED ) Wei ( a 
Vapor Tension meetin Leg 





Thermometers with Air/ 


l Lead-Free Water Test Gauges 
Liquid Remote Probe 


= Lead-free brass wetted parts 





A  4+99/ — & = Include 4" female swivel hose connection 
ee es ™ | = 3-2-3% accuracy 
Stainless steel housing with polycarbonate lens. Strap Mount = 21" dial 
Nickel-tin-plated immersion probe. No. D3809 — 
> CHOOSE: > CHOOSE: Item ____ Range No. 
Mounting Dial Size Temp. Range No. Maximum Reading Pointer Gauges 
Front Flanged, 48" Line Length 2", 2%" __-40° to 60°, -40° to 120°, 40° to 240°F_D3808 0 to 160 psi 20JN40 
Front Flanged, 240" Line Length 2" -40° to 60°F 1EPE7 0 to 300 psi 20JN41 
Strap, 48" Line Length 2 -40° to 60°, 40° to 240°F D3809 REE niessiie des Hag Galles TATTY No. 20JN40 
0 to 300 psi 20JN43 


a 


(Duyer) Gripping Handle 
No. 2KLG2 


Long-Reach Bimetal 






Que) 


Bimetal Digital No Aa ans 
Adjustable Angle a9/ 


No. 1UZU6 | 
Thermometers : | | 
= Temp. range: 0° to 200°F 3 Thermometers 1 — y| 
= Accuracy: +1% Stem = Accuracy: +1% / 
a 4" NPT back connection Length = °F/°C selectable LCD Stem Item — 7 

= 1/,"-dia. stainless steel stem a = Connection size: 12" NPT tength ais — 

= 3" dial with glass window a = Acrylic display window ome VT pore 

= BTLRN series 36" = Temp. range: -58° to 302°F 6" 1UYL6 

Extra-long stems reach remote areas. Corrosion- < = Solar powered (35 lux min.) a ivi 

resistant stainless steel cases are hermetically 79) Hermetically sealed 3" window 15" 1UYN3 

sealed to prevent fogging or icing. Gripping Accessories prevents icing or fogging. 18" 1UYN5 

Handle, sold separately, provides an easier grip. Gripping Handle 2KLG2 Stainless steel housing. 24" 1UYN7 

588 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° TEST INSTRUMENTS 
Find the Wy. Find Solutions. Find Great Prices. Thermometers 





* GRAINGER 
APPROVED 


Fixed-Connection 
Thermometers 


= Accuracy: +1% 

= Connection size: 2" NPT 
# 0.5"-dia. stem 

= Glass display window 

= Thermowell included 


Gray Valox® housing with black-on-white 
aluminum scale. Nontoxic blue liquid fill. 











Lower Back 
Temp. Scale Insertion Stem | Item Item 
Range (F) Divisions Length Length; No. No. No. 4PRU1 
-40° to 110°F 2° 134" 2" | 4PRT7 | 4PRU4 
20° to 120°F 2° 134" 2° | 4PRT8 | 4PRU5 
No. 20JUN88 20° to 180°F 2. 136" 2° | 4PRT9 | 4PRU6 No. 4PRU4 
30° to 240°F Pi 136" 2° | 4PRU1, 4PRU7 
50° to 400°F a 154" 2" — | 4PRU9 
No. 20JN57 
AINIERS W P=P=EGRAINGER 
ie APPROVED 
We're There. = 
Adjustable-Angle 
Lead-Free Thermometers Thermometers 
Scale is painted white with black markings. Include = Connection size: 114-18" lower 
separable lead-free thermowell. = 0.433"-dia. stem 
om Pome mi - Sead a item = Glass display window 
i teri ccurac ecial Features ode 0. : 
Draaale Vs Tismomelers aa 1_=P Black aluminum housing with black-on-white 
Angle aluminum scale. Nontoxic blue liquid fill. 
° ° n 8" Scale, Easy To Install, 
Straight Length, 312" Length, 6" 
8" Scale, Easy To Install Stem Length | Stem Length 
40° to 280° = %" NPT Steel 1% > TSW172LF 20JN86 Temp. Scale Item Item 
Separable Thermowell p bath 
~ Range (F) _ Divisions No. No. 
Varl-Angle 0°t0120°F —«*° ALZN7 ALZP6 
u H 0 
-A0° to 110° Ya" NPT Aluminum #1% TIM101ALF. 20JN71 0° to 160° 78 ALZN@ ALZP7 
¥s"NPT — Valox® +1% TIM101LF. 20JN72 = . - 
¥ NPT Aluminum __+1% TIM102-6ALF. 20JN73 30° to 180°F 2” 4LZN9 4LZP8 
%"NPT  Valox®  +1% TIM102-6LF. 20JN74 30° to 240°F 2 4LZP1 4PRT3 
0° to 120° aa 410 30° to 300°F i 4LZP2 4PRT4 No. 4LZN7 
¥"NPT Aluminum = +1% TIM102ALF. 20JN75 : - 
3/4" ® 9 -40° to 110°F 2 4LZN6 4LZP5 
%y"NPT —— Valox +1% TIM102LF. 20JN76 to 400° 7 7p PRT 
0° to 160° NPT Aluminum +1% 9 Scale, Fully TIMT03ALF. _20JN77 oo to Sa 3 atgbe abate 
%"NPT  Valox® _+1% Adjustable, Graphite _ TIM103LF 20JN78 90° to 55 9 
30° to 180° ¥s"NPT Aluminum  +1% Filled Bulb Chamber, _ TIM104ALF. 20JN79 
¥s"NPT — Valox® +1% Highly Accurate, TIM104LF. 20JN80 
Ye NPT Aluminum _+1% __!mpact Resistant Case T]/M100-6ALF. 20JN67 
30° to 240° ¥s"NPT — Valox® +1% TIM100-6LF. 20JN68 
¥s"NPT Aluminum +1% TIM100ALF. 20JN69 
%"NPT  Valox® 1% TIMI00LF. 20JN70 TRERICE 
¥s"NPT Aluminum +1% TIM105-6ALF. 20JN81 
30° to 300° 3%" NPT Aluminum = +1% TIM105ALF. 20JN82 
¥s"NPT — Valox® +1% TIM105LF. 20JN83 @WEISS 
Red Liquid-in Glass Thermometers J INSTRUMENTS 
Angle 
-40° to 110° %" NPT ABS 2% Impact Resistant TAS140LF. 20JN61 
20° to 180°. 4" NPT ABS 2% ABS Case (5’), TAS141LF.  20JN62 * GRAINGER 
30°F to 240° %" NPT ABS 2% = epee TAS150LF. 20JN64 APPROVED 
30° to 300°) %" NPT ABS 2% ressure /1Upsi TAS143LF. 20JN63 Se 
Straight 
-40°to 110° %" NPT ABS 2% Impact Resistant TAS130LF. 20JN57 Digital solar Powered 
20° to 180°. 4" NPT ABS 2% ABS Case (5'), TAS131LF  20JN58 
30° to 240°." NPT ABS 2% Max Operating TAS132LF. 20JN59 Thermometer 
30° to 300°) %" NPT ABS 2% Pressure 710psi TAS134LF. 20JN60 = Accuracy: +1° 
Temp. Dial Connec. Connec. Case Stem Mfr. Item j i7a: 114-193" j 
Range (F) Size Size Location Material Accuracy Length Model No. " Connection size: 1 /s-18 straight 
Dial Type Thermometers = Plastic display window 
30° to 250° —2" Yo" Center Back Aluminum 1% 1.6"  TSW174-2LF. 20JN88 = °F/°C selectable LCD 
30° to 250° 2.5" %" CenterBack Aluminum 1% 1.6" TSW174LF. 20JN89 + ht ‘ No. 2AFJ9 
30° to 250° 2.5" 34" Center Back Aluminum 1% 2" TSW174-SWLE. 20ungo | “ L'ght-powered (10 lux min.) 
Process Shank Special Mfr. Item 21" Insertion 5" Insertion 
Connec. Dia. Features Model No. Length, 312" Length, 6" 
Industrial Thermowells Stem Length Stem Length 
Hot Water Lines, Boilers and Hydronic Heating Temp. Special Item Item 
j Yo" NPT (For Winters TSW174) TSW65LF 20JN93 Range (F) Features Brand No. No. 
Ys" NPT 0.35" Ys" NPT (For Winters TSW174-SW) TSW85LF 20JN94 Cast Aluminum 
. 0.35" Yo" NPT (For Winters TSW174-2) TSW45LF 20JN92 -40° to 300°F Min./Max. Trerice 2AFJ9 2AFK1 
0.55" Yo" NPT(For Winters TSW172 and TSW173) TSW25LF 20JN91 ABS 
Hot Water Lines, Boilers, Heating, Ventilation and Air Conditioning -50° to 300°F 4 to 20mA Output Weiss 2CYR5 2CYR6 
Yo" NPT 0.5" Winters TAS-LF Thermometers, %" NPT Connection TAS62LF 20JN65 -50° to 300°F Stem Assemblies Weiss 2CYL7 2CYL8 
¥%4" NPT 0.5" Winters TAS-LF Thermometers, 4" NPT Connection TAS64LF 20JN66 -50° to 300°F Instant Recall Button GA 6CMZ2 — 
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TEST INSTRUMENTS 


Thermowells & Panel Devices 


Scan. Order. Done. 
Details on page A1. 











& 


Standard 








Thermowells 


wi NIE RS 
Wrepycrancen (1) sw 
APPROVED We're There. 


Allow thermometers to be removed without shutting down or draining the system. 1%4-18 UNF lead-free brass. 


BIMETAL CONNECTION 
= Bore dia.: 0.26" 
= Shank dia.: 0.44" Nos. 240461, 


DIAL CONNECTION 
= Bore dia.: 0.447" 
= Shank dia.: 0.62" 


24C469, and 24C512, all others 0.5" 


INDUSTRIAL CONNECTION 
= Bore dia: 0.44" 
= Shank dia.: 0.62" 


STANDARD LAGGING 
316 Stainless Steel Brass 304 Stainless Steel 316 Stainless Steel Brass 
Stem Process Insertion Item Insertion Item Insertion Item Insertion Neck Item Insertion Neck Item 
Length Connec.| Length No. Length No. Length No. Length Extension No. Length Extension No. 
uh Bimetal ponneetion, Va ie 
2.5 Ye NPT] 1.75" 240461 1:75: 240469 — ieey 240512 — — — — — — 
4" Ye"NPT | 2Y2" 240462 22" 240470 — 22" 240513 1.9" 0.6 240492 — — — 
6" Ye"NPT | 4.5" 240463 A: 240471 — 4.5" 240514 — — — — — — 
9" Ye"NPT | 7.5" 240464 — — — i5' 240515 4.5" 3 240494 45 3 240502 
12°. ¥%" NPT | 10.5" 240465 10.5" 240473 — 10:5" 240516 15 3 240495 — — — 
15° Yq" NPT | 13.5" 240466 13.5: 240474 — 13:5" 240517 — — — — — — 
18° = 3%" NPT | 16.5" 240467 165° 240475 — 16.5" 240518 — — — 135 3 240505 
GA, Dial Connection, %-18 UNF 
3" Yo" NPT 3. 13" 240479 2.13 240480 — — — — — — — — — 
GA, Industrial Connection, 114-18 18 Straight 
3: 34" 4" NP — — — 22" 240507 — — — — — 
3.55 ¥4" NPT DV9" 240450 22" 240455 — — — — — — — — 
3.55 "NPT | — — — — — — — — — — 15 1" 240486 
6" ¥4" NPT 5 240451 5° 240456 — 5 240508 22" 25 240482 | 212" 2.5" 240487 
8" Yq" NPT a 240452 — — — — — A}: 25° 240483 — — — 
12" 1" NPT — — — — — — — 8" a 240484 — — — 
18" 1" NPT Fa 240454 — — — 17" 240511 14" a 240485 — — — 
Winters 1 %4"-18 UNF 
3.55 Ya" NPT | — — 2A" 20JN84 ‘i — — — — — — — — 
6" Ye"NPT | — — 5" 20JN85 - — — — — — — _— _ 
* Lead-free brass. 
STANDARD 
Carbon Steel 
Stem Insertion Item 
Length Process Connec. Length No. Item 
GA, Bimetal Connection, 2 se Description No. 
4" 74 NPT Va 240477 Accessory 
6" 7 NPT 4.5" 240478 TRERICE, Thermal Paste 2EHED5 
LOVE 
Thermistor-Input Devices LA. 


Temperature 
Switch 


POWER tee 


24VAC/DC 110VAC 230VAC 
Input Item Item Item 
Range Relays No. No. No. 
Temperature Switch 
On/Off, Compressor Defrost 
-90° to 150°C 2HMF8 2HMF4 2HMF6 
-08° to 302°F SPDT 2HMF/ 2HMF3 2HMF5 
on/Ott, Dual Input, Dual Output 
0 150°C SPDT and SPDT _— 2HMJ2 2HMJ3 
oe" a 302°F SPDT and SPDT _ _ 2HMJ1 
-58° to 302°F SPST and SPST _ 2HMH9 —_— 
Digital Panel Meter 
Process 
4 to 20mA DC 2HME7 2HMES5 2HME6 
Temperature, Positive Temperature Coefficient Thermistor 
-90° to 150°C _ 2HME9 2HMF2 
-58° to 302°F — _ 2HME8 2HMF1 
Ay si 
LOVE 
\V 
Thermocouple 
Limit Controls 


= |P64 front panel 

= Resolution: 1°; Accuracy: 
+1% full scale 

= Contact rating: SPDT, 15A 
at 250V resistive 


= J/K thermocouples sold separately; 


see pages 230 and 596 
Instruments provide audible alarm 


status and automatic and manual reset. 
Red, 3-digit LED display with /2" digits. 
110VAC power required. Each includes 


panel-mounting clip and gasket. 


090 


TTT 





GRAINGER. 





= IP64 front panel 

= Cutout: 2.8" x 1.14" 

= Accuracy: +1% full scale 

= Red, 3-digit LED display 

= Thermistor probes sold separately; 
on Grainger.com®, search for 
"thermistor probes." 


DIGITAL PANEL METERS 


Process and Temperature—fFeature 
adjustable span/zero. 
= Resolution: 1° 


TEMPERATURE SWITCHES 


On/Off, Compressor Defrost—Features 
include 12" digits, set point adjustments, 
static defrost timing, compressor mean 


* 


GRAINGER 
APPROVED 


out of/above range +3.6°F 





time, hysteresis, and ambient probe adjust- 
ment. Each includes gasket and mounting 
clips. 
= Resolution: 1° 
= Contact rating: 16A at 250V 

resistive, 5A inductive 


On/Off, Dual-Stage—Designed to accept 
2 inputs with independent relay outputs for 
dual-stage temperature control. Equipped 
with 34 programmable parameters to 
customize control functions. Access to all 
but set point can be secured by password. 
Each includes 1 temperature probe, gasket, 
and mounting Clips. 
= Resolution: 0.1° (<100°); 1° (=100°) 
= Contact rating: 1 SPDT 16A at 250V 
resistive; 1 SPDT 8A at 250V resistive 


No. 13E395 


Solar Power Panel Thermometers 
= Accuracy: +1.8°F from -4° to 86°F; 


Item = Temp. range: -58° to 158°F 
Temp. Range No. 1.25" 
FM Approved Limit Control a 1.209 SENSOr Item 
32 to 999°F 2HMH3 = Surface mount; gasket included ene engl No. 
Tai Name 2HMHG | = 1"x 4" dial, 3-digit LCD, polycarbonate lens a0 TaESOE 
—_ See _ 20VE03 Designed to monitor the temperature of refrigerators, on aEsaE 
degress C KorS Thermocouple 20VE04 freezers, and retail cases. Solar powered with AAA White ABS 
0° to 999° degress C battery backup (batteries sold separately). oft. 13E398 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


TEST INSTRUMENTS 
Panel Devices & Temperature Plates 





Bei WEISS | 
U INSTRUMENTS 


Switch Plate Digital Thermometers 


= 3-digit LED 


= Stainless steel single-gang plate 


= Accuracy: 1% 


Include 9V battery backup wire assembly. NSF Certified. UL Listed. 


Temp. Power Mfr. Item 

Item Range Source Model No. 
-40° to 230°F ~ 12VAC/DC  24DT-SOFO 2HXZ1 
Switch Plate Thermometer -40° to 230°F = 110VAC 24DT-S4F0 2HXZ2 
-40° to 230°F = 110VAC 24DT-L4F0 2HXZ3 


No. 3LZC5 


TR 
GP cans’ 


No. 5GCD1 No. 
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INSTRUMENTS 











1LYR5 


TRACEABLE® 


Single-Input Thermocouple Thermometers 


Cooper-Atkins®—Durable mini-type probe instruments with IPX7 waterproof 


housing. Feature Hold and Auto-Off with disable. Resolution: 0.1° or 1°. 


Nos. 3TPP5 and 3LZA2 accept a wide variety of probes. 
Nos. 3LZA6 and 3LZC5 include MicroNeedle Wrap & Stow™ probe. 


Extech®—Feature selectable °F/°C, Hold, Max./Min./Avg., Auto-Off, and offset 
key used for zero function to make relative measurements. Resolution: 0.1° or 1° 


No. 2HXZ1 


No. 9FZ67 












No. 3KGN3 


* WestwaRD 


No. 2HXZ3 


No. 2LTC6 


Test Products International—Waterproof thermometer in an industrial case. 


Data logging capability. Features °F/°C selectable, Min./Max., Hold, and Auto-Off. 


Resolution: 0.1° or 1°. Probes sold separately on this page. 


Traceable®—Water-resistant instrument is fast and easy to use. Recalls min. 
and max. temp. readings, updates display twice a second. Features Hold, Hi/Lo 


Nos. 5GCD1 and 5GCD2 display readouts in °F, °C, or Kelvin. Readings capture a Auto-Hold, and Auto-Off. Resolution: 0.1°F/C. 


relative time stamp. 


Nos. 1LYR5 and 1LYR6 store and recall up to 150 readings. Each includes built-in 


stand and holster. 


Thermocouple Probe 

Type Connector 

Cooper Atkins 

Type K Mini-Type 

Type K Mini-Type 

Type K Permanent 

Type K Permanent 

Extech 

Type J, Type K Mini-Type 

Type J, Type K Mini-Type 

Type K Mini-Type 

Type K Mini-Type 

Test Products Intl. 

Type K, Type T Lumberg 

Traceable 

Type K Mini-Type 

Westward 

Type K Mini-Type 

Item 
Accessories 


Temperature Probe 
Temperature Penetration Probe 


Temp. 
Range (F) 
-100° to 999° 
-100° to 999° 
-100° to 500° 
-100° to 500° 


Type K -328° to 2501°, Type J -346° to 2012° 
Type K -328° to 2501°, Type J -346° to 2012° 
-58° to 1999° 
-58° to 1999° 


Type K -328° to 1112°, Type T -328° to 752° 


-328° to 2498° 
-83.2° to1999° 
Temp. 
Range 
-58° to 500°F 
-58° to 500°F 


Battery 
Accuracy Display Type 
+0.5 °F 4 Digit LCD AAA 
0.5°F Over Entire Range At ee 
Ambient Range of 68° to 86°F Backlit 3 Line LCD (3) AAA 
+0.9 °F and +0.5 °C Backlit 3 Line LCD AAA 
+0.9 °Fand +0.5 °C Backlit 3 Line LCD AAA 
+0.15% rdg + 1 °C Backlit 3 Line LCD QV 
+0.15% rdg +1 °C Backlit 3 Line LCD (1)9V 
0.3% of Reading Backlit 3 Line LCD (6) AAA 
0.3% of Reading Backlit 3 Line LCD (6) AAA 
+1 °F — — 
+1°C Backlit 3 Line LCD (1) AAA 
+1% LCD — 


Brand 


Test Products Intl. 
Test Products Intl. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


alarm, and count-up timer alarm. Resolution: 0.1° or 1°. 


Calibration 
Certificate 


NIST 


NIST 
NIST 


NIST 
NIST 


NIST 


Mfr. 
Model 


FK21L 
FK22L 


Mfr. 
Model 
35200-K 
94003-K 
35232 
35240 


TM100 
TM100 
EA11A 
EA11A 


367D 
4015 


’ Westward®—Splash-resistant instrument features selectable °F/°C, 15-sec. 


Item 
No. 
3TPP5 
3LZA2 
3LZA6 
3LZC5 


oGCD1 
9GCD2 
1LYR5 
1LYR6 


9FZ67 

3KGN3 

2LTC6 
Item 


No. 


8MA07 
8P452 


091 


TEST INSTRUMENTS Scan. Order. Done. 
Temperature Plates & Digital Thermometers Details on page A1. 
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No. 6NZG9 No. 4PC60 


No. 3WU66 





No. 1ZKY2 No. 46N347 No. 9TXC5 


Dual-Input Thermocouple Thermometers 


Instruments accept probes with miniconnectors. Nos. 1ZKY2 and 1ZKY4 simultaneously show two parameters and elapsed time. 


Amprobe—No. 6NZG9 offers multilogging capabilities plus USB computer "FPG/Kelvin selectable. Resolution: 0.1° or 1°F- 
download feature. Includes built-in memory, easy data recall, and thermocouple §Milwaukee®—WMonitors Min./Max./Avg./Diff. of 2 temperatures on a high 





offset adjustment. Resolution: 0.1° or 1°F/C. contrast display. Includes magnet strap. Resolution: 0.1°F. 
Extech®—Nos. 3WU66 and 6RGL2 log up to 8800 data points. Resolution: UEI Test Instruments®—Waterproof instrument with 9999 memory position 
O:1°F logging using USB software. Features Min./Max./Hold, plus dual-differential 


Nos. 4PC60 and 6RGKS feature elapsed time and programmable Hi/Lo audible —-‘'!~'@ T3-T4. Resolution: 0.1°F/C. 


alarms. °F/°C selectable. Resolution: 0.2°F. 


Thermocouple Temp. Battery Calibration Mfr. Item 
Type Range (F) Accuracy Display Type Certificate Model No. 
Amprobe 
Type E, Type J, Type Type K -328° to 2501°, Type J -346° to 2192°, Type T Backlit 3 Line 
K, Type N, Type R, -328° to 752°, Type E -346° to 1832°, Type R 32° to 0.0005 LCD. 4% Diait (4) AAA No TMD-56 6NZG9 
Type S, Type T 3212°, Type S 32° to 3212°, Type N -58° to 2372° g 
Type J, Type K Type K -328° to 2498°, Type J -328° to 1922° +(0.05% 1.4 °F) Backlit 3 Line LCD (1)9V No TMD-10 4FKP6 
Extech 
Type E, Type J, Type Type K -200° to 1999°, Type J -200° to 1994°, Type T Types J, K, E, T, N +0.05% rdg 
K, Type N, Type R, -200° to 752°, Type E -200° to 1598°, Type R 32° to (1.5 °F/0.75 °C) and Types R, Backlit 3 Line LCD (6) AAA No FA15  3WU66 
Type S, Type T 1999°, Type S 32° to 1999°, Type N -200° to 1999° S +0.05% rdg (4 °F/2 °C) 
Type E, Type J, Type Type K -200° to 1999°, Type J -200° to 1994°, Type T Types J, K, E, T, N +0.05% rdg 
K, Type N, Type R, -200° to 752°, Type E -200° to 1598°, Type R 32° to (1.5 °F/0.75 °C) and Types R, Backlit 2 Line LCD (6) AAA NIST FA15 6RGL2 
Type S, Type T 1999°, Type S 32° to 1999°, Type N -200° to 1999° S +0.05% rdg (4 °F/2 °C) 
Type J, Type K Type K -328° to 2498°, Type J -328° to 1922° +0.05% of Reading Backlit 3 Line LCD (1)9V No 421502 4PC60 
Type J, Type K Type K -328° to 2498°, Type J -328° to 1922° +0.05% of Reading Backlit 3 Line LCD (1) 9V NIST 421502 6RGK5 
Type K -200° to 1999° +0.3% (+2 °F/+1 °C) Backlit 3 Line LCD (6) AAA No EA10 1ZKY2 
Type K -200° to 1999° +0.3% (+2 °F/+1 °C) Backlit 3 Line LCD (6) AAA NIST EA10 1ZKY4 
Milwaukee 
Type K -328° to 2500° +0.7 °C White on Black LCD AA No 2270-20 46N347 
UEI Test Instruments 
Roe E Woe : Type J -346° to 2192°, Type K -328° to 2498° +0.1% +1.0 °F (0.5 °C) Backlit 3 Line LCD, 4 Digit (2) AAA No DT304  9TXC5 
° ° ° ° Below -148 °F (-100 °C): +0.2% of 
Type E, Type J, Type J -346° to 2192°, Type K -328° to 2498°, , ° ° ad: 3 
ine K ype : type T 418° to 752°. Type F -398° to 1839° cane a 0) Types aaa Backlit3LineLCD _(2)AAA ~—SNIST. ~—S—DT304-N 49EL78 


ONSET 


HOBO Bluetooth® (BLE) Temperature 
Wigs and Humidity Data Logger 


-2e Measures and transmits temperature and relative humidity data wirelessly to mobile devices 
via Bluetooth Smart technology. Allows you to access data anytime from mobile devices over a 





-_ 100-ft. range. Suitable for use in a range of building monitoring applications, such as tracking 
-—r storage temperatures in a food warehouse, keeping tabs on humidity levels in a museum, or 
|e _. investigating occupant comfort complaints in an office building. 
vax iene! Special Sample Mfr. Item 
nose Features Point Storage Model _No. 
= Bluetooth Smart Wireless Communications, Data Sharing, ROHS Compliance 84,650 MX1101 38AX83 
592 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Data Loggers 
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| No. 2TKT9S 


penuegy stent 





aiagarens en ene 














[ 3 No. 
~S) “60g. ae 2LVT3 epLcs 
7) pe 

4 No. 
No. 35VY22 
No. 6GETG1 “ 
No. 13G715 lS 1TZP9 GR 36J804 
onset oe, 
R 
APPROVED (Genera) (OEASCAR 
MONARCH INSTRUMENT 
* eysyseaincee EXTECH | HOB0'Daaluves TRACEABLE® | DICKSON | (OLASCAR 
Relative 
Temp. Humidity Sample Special Mfr. Item 
5 Type Range Range Point Storage Alarm Features Includes Compatible With Model No. 
‘A 
USB Software 
TEMP.&RH -4° to 158°F 0 to 100% 32 KB Yes Professional Battery Kit:13G719 ,Spare — 13G715 
Battery:13G718 
Extech 

; 89,/64 Peak : Magnetized/Bolt-on Mounting 
3 Axis = — Acceleration, 210 High/Low Records X, Y, or Z Axis, Manual =" Base. 3.6V Lithium Battery, vB300 SLUUO 
Accelerometer Freefall Samples and Programmable Start Modes Siftware and lnsiriictons 

oe 2000K Data Points Datalogger Date/Time Stamps and (0) "wi palteries, £4 0 og) = 
K Thermocouple 5379° — Using a 2G SD No Stores Readings On a SD Card in Type K Bead seameratiire Brohes $D200 5WYV8 
Memory Card Excel® Format for Transfer To a PC Mounting Bracket and Insttuctions 
ithium Battery, Protective 
: : Selectable Sample Rate, Instant or deb 
Temperature -40° to 158°F _— 32 KB High/Low Manual Start, LED Status Indicators ee TH10 2LVT3 
“Ane ° Selectable Sample Rate, Instant or ; ; ; 
40° to 185°F 0 to 100% 16 KB High/Low Manual Start, LED Status Indicators es = stots Windows 7, 8, 10 42275 4FB65 
indows Compatible Software, 
-4° +0 144°F 0 to 100% 16 KB High/Low Selectable Sample Rate, USB Cable, 110V AC Adaptor, 4 42280 2TKT9 
Temperature Audible/Visual Alarm AA Batteries and Instructions 
and Humidity “40° to 185°F 0 to 100% 16 KB High/Low = Eee ee = 42970 4FB63 
; ithium Battery, Protective 
-40° to 158°F 0 to 100% 32 KB High/Low —_,acrectale Sample sate, instant Or USB Cap, Windows Compatible Windows 7,8,10  RHT10 —1TZP9 
Hab Software and Instructions 
obo 
Carbon Dioxide, fisar Free Android and Apple App/ HOBOware and 
Temperature 32° to 122° 110 70% 128 KB Prouramimabia HOBOware Software/USB, Additional USB port HOBOmobile MX1102A 48LX24 
and Humidity g 5 Fee for Calibration Certificate Software and App 
° ° ser ; ; 
Light OnvOt -4° to 158°F 0 to 95% 128 KB Programmable RoHS Compliance Battery , UX90-002 35YW55 
-4° to 158°F 0 to 95% 512 KB User RoHS Compliance = HOBOware®, —_yx90-002M 35YW56 
Programmable HOBOware 
Motor On/Off -4° to 158°F 0 to 95% 128 KB User RoHS Compliance = Pro Software —_yx99-004 35YW57 
5 Programmable & . 4 ' Packages 
Room Occupancy/ jo oc Oto 95%, ser easures Room Occupancy Up __ ; 
Light 4° to 158°F 15 t0 89% 128 KB Programmable _ to 12m, RoHS Compliance UX90-006  35YW61 
to 95% 
° ° User 
Temperature -4° to 158°F seen — Programmable User Replaceable RH Sensor External RH Sensor HOBOware or UX100-011A 40PM19 
and Humidity ware Pro 
-4° to 158°F 15 to 95% _— Byoarn able User Replaceable RH Sensor — UX100-003 40PM18 
Traceable 
Duration of Cae : 7 j 
_9n° ° 4, High/Low, Audible Excursion, User Selectable attery, Intructions an 
RH\Temp 20° to 161° Oto 100% 7680 Data Points and Vicia Quarantine Notification, User Traceable Certificate aimee 6550 35VY23 
efined Recording Intervals indows XP, 
Duration of Temperature ; | : Vista, Windows 7 
° ° Excursion, User Selectable attery, Intructions an 
Temperature “31° to 122°F = — 7680 Data Points High/Low Visual quarantine Notification, User- Traceable Certificate 6540 s5VV22 
Defined Recording Intervals 
=o tO 122-6 — 7680 Data Points Yes LCD Display Battery — 6948 40GR95 
Dickson 
er -4° 10 158°F 0 to 95% ee rani No Start and Stop Button (1) DL123 Lithium Battery = TP425 ~—«C«GETG1 
General 
CurveViewer Interfacing/Data 
16,300 Pairs High/Low Lodi . 
gging Software/Drivers Windows XP, 
Compact, USB _4eto 158°F Oto 100% LRH and = __ for Ambient, = Data Logs Auto Synchronized tor Windows XP/Vista/7 On Windows 7, HT20 15X87 
Compatible Temperature Temperature, RH, to Your PC’s Clock Mini-Disc. USB Extension Windows Vista 
Readings Absolute Humidity 
c Cable, Battery, User's Manual 
ascar 
Stores Over 16,000 Readings for 
-31 to Both Temperature and Humidity, 
— 4176°F 0 to 100% _— No Logging Rates Between 10 — EL-USB-2 3KME6 
Seconds and 12 Hours, Immediate 
and Delayed Logging Start 
High Accuracy FL-USB- 
Humidity and -31 t0 176° 0to 100% = No — Software, Lithium Battery 9-LCD+ 9XUF3 
Temperature — 
Increased Accuracy 
eee -31 to 176° = = No = Software, Lithium Battery EL-USB-2+ 9UZR4 
and Humidity 
7 ‘ . Status Indication Via Red, Lithium Battery, Software _ep.4. 
Temperature, 
Humidity and -31 to 176° — — No — Lithium Battery EL-USB-2-LCD 9DLC8 
Dew Point 
and Hacuiity -4° 0 140° 0 to 100% 500K Yes Cloud Available ce Fee Vist sing 7 EL-WIFI-TH 20PD35 
USB Temperature -31°to176° 2 — = No 16,382 Readings, IP67 Rating GaicenGn eee: = EL-USB-1  3KMES 
Monarch 
-4°t0 185° 0 to 100% 64,000 Yes MKT, DEW POINT — 6396-0201  36J807 
RH And Temperature _4oto 485° Oto 100% 64,000 Yes MKT, DEW POINT Software and Cable Windus ne 36808 
Tara catia -4° to 185° — 64,000 Yes MKT Software and Cable Temp Track-It 36J804 
p -4° to 185° — 64,000 Yes MKT — 6396-0103  36J805 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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j AMPROBE — INSTRUMENTS TEST iNSTRUMENTS™ 
i it it it it 
Sling and Fixed-Probe Temperature/Humidity Meters 
AMPROBE Nos. 4GE36 and 4GE38— bulb temperatures, and absolute 
Relative humidity and temperature Calculate 11-12. Digital LCD. humidity levels. Selectable °F/°C. 
meters. Nos. 2ATB1 and 4FKP5 —_—«*Featture Min./Max. memory, data No, 20V€89—WMeasures 
measure wet bulb and dew point. Hold, and °F/°C. temperature, RH, and dew point 
Store Min./Max. readings for No. 2HZB6—Noncontact temperature. Displays RH above 
comparisons. measurement up to 932°F (500°C) ambient or dew point temperature 
= with 30:1 distance-to-target ratio on dual-readout LCD. Selectable 
No. No. No. No. BACHARACH® OF/OP wii _ 
ape. Save 6T173 a6ano5 Bilin <lid@ctule calculator and laser pointer. Backlit LCD. USB °F/°C with Auto-power Off. 


port. Includes USB cable, software, TEST PRODUCTS INTL.® 
Type K bead probe, and case. 

No. 4ZG11—Dual-digital display 
shows simultaneous temperature length with slender .45" tip dia. 


and RH. Built-in self-calibration. 
Heavy-duty aluminum case with 
EXTECH® . No. 13G532—Gathers readings —_rybber boot. 
No. 40GR99—Plugs into smart —_at selectable 1- to 3600-sec. inter- ° 
device and includes free app. Plots vals and stores them on included UE! TEST INSTRUMENTS 


correlates wet- and dry-bulb 
thermometer indications for 
direct reading of relative humidity. 
Built-in water reservoir. 


Measures humidity, temperature, 
dew point, and wet bulb. 39" cable 














humidity and temperature. 5 user- 4G SD card. Retains up to 99 Displays percentage of rela- 
settable high/low alarms. readings. K/J input. Features Min./_ tive humidity, temperature, and 
: Nos. 1PKZ6 and 1ZPV2—Fast- Max., data Hold, Auto-Off disable, Calculates dew point or wet bulb. 
No. No. No. responding, with high 2% RH and RS-232 interface. Includes Features enthalpy, Min./Max., and 
4GE36 1PKZ6 2HZB6 accuracy. Features Min./Max. probe and case. data Hold. 
memory and data Hold. Include GENERAL YELLOW JACKET 
ee ae Oe tn avens—Neccires Measures humidity, dry bulb, dew 
also measures GPP for quick int. and wet bulb. Displays RH 
No. 4ZG11 assessment of air moisture temperature and RH for days, Jenteal ened 
Sent weeks, or months. Software calcu- 4nd temperature simultaneously. 
ee) ; lates and logs dew point and wet Features °F/°C switchable, data 
Hold, Auto-power Off. 
No. 35W 
etd Relative STANARD | NIST 
Humidity Temp. Wet Bulb Battery Mfr. Item Item 
Item Range Range Temp. Range Dew Point Range Type Model No. No. 
Amprobe 
0 to 100% -4° to 122°F 32°F to 131°F 32°F to 131°F CR2031 TH-1 AFKP5 — 
Temperature Humidity Meter 0 to 100% -4° to 140°F = = QV TH-3 2ATB2 — 
0 to 100% -4° to 140°F -4° to 140°F -4° to 140°F QV THWD-3 | 2ATB1 — 
Bacharach 
Sling Psychrometer 10 to 100% 25° to 120°F 25 to 120°F = = 12-7012 | 61173 = 
Extech 
20% to 95% -4° to 140°F -4° to 140°F -4° to 140°F = RHT3 40GR99_ — 
Hygro Thermometer 0 to 100% -29° to 199°F 32° to 176°F -29° to 199°F av BH490 TZPV2 1 TPYS 
Oto 100% Air -4° to 122°F/ Probe -4° to 158°F _-6.9° to 122°F -90.4° to 122° 4 
Hygro Thermometer Psychrometer qq 490% Air -4° to 122°F/ Probe -328° to 2498°F  -6.9° to 129° -90.4° to 122°F AAA RH350 | 4GE38___ GRGN7 
Psychrometer 0 to 100% -22° to 199°F 32° to 176°F -22° to 199°F QV RH390 1PKZ6 | 1PKZ7 
Psych rometer with 0 ; ° ° ° 3 ° ° 7 ° ° 
ee aetearciei 0to 100% Air 14° to 140°F, Probe -148 to 2501°F ~—-6.88° to 140°F 90.4° to 140°F QV HD500 2HZB6 = 6RGL8 
5 to 95% 32° to 122°F -6.9° to 122°F -13.5° to 120.1°F (6) AA SDL500_ | 13G532. =) — 
Temperature Humidity Meter 10 to 90% 14° to 122°F = = CR2032 445580 47611 — 
. 20 to 90% 14° to 122°F = = LR44 Button 44550 3LYW6 = 
eneral 
Temperature Humidity Data Logger 0% to 100% -4° to 158°F = = (%2 AA) 1200mAh, Li-lon HT08 20VC93 — 
Temperature Humidity Meter 0% to 99.9% 14° to 122°F — _— 9V EP8/03 20VC89 — 
Test Products Intl. : ; : z 
Hygro Thermometer Psychrometer 0% to 100% -40° to 122°F 5° Hf 60°C) (40% ty 80°C) ov 59701 +| sYUV7 ss — 
UEI Test Instruments 
Psychrometer oa one -A° to 122°F 5° to 121.8°F -A° to 121.8°F CR2032 DTH385 |35wce99 | — 
Yellow Jacket 
Hygro Thermometer Psychrometer 0 to 100% -4° to 122°F -69° to 122°F -90.4° to 122°F (2) AAA 69008 29AU23_ | — 
Temperature, Humidity, and Soa 
. . CO 
Dew Point Data Loggers EXTECH © 
EXTECH® No. 5WYV9—Dual LCD for RH and SUPCO® 


No. 4CWR7—Records temperature readings. Records data No, 1TMR4—Selectable PC-control, delayed 

up to 16,000 readings for with data and time stamps on SD card start, and push-button start-stop recording 

each parameter. Sample in Excel® format for transfer to PC. —_ gptions. Stop-when-full and continuous rollover 
rate from 1sec.or24 No. SWYWO—Displays barometric memory settings. °F/°C temperature. Compatible 





—_ hr. Windows® 2000, XP, __ pressure, temperature, and RH. Date/_ with Windows 98 and higher. 
No. 1TMR5 Vista and 7 compatible — time stamps and stores readings on += No. 1MTR5—Instantly displays and continually 
analysis software. an SD card in Excel format for easy graphs temperature and humidity in real time. 
sae dada transfer. Compatible with Windows 98SE, ME, XP, or above. 
Temp. Relative Digital Mfr. Item 
: , lem Range (F) Humidity Range Battery Life Sample Point Storage Readout Model No. 
xtec 
Data Logger -40° to 158° 0 to 100% 1 yr. 32 KB Yes RHT20 4CWR7 
Data Logger 32° to 122° 10 to 95% Typically 1 Month at 60 Second Sampling Rate 2000K Data Points Using a 2G SD Memory Card Dual Line LCD SD500 5SWYV9 
guia Logger 32° to 122° 10 to 90% Greater Than One Month (60 second sample rate) 2M Data Using 2GB SD Card = SD/700 SWYWO 
upco 
Mini Data Logger -40° to 160° — 6 yr. 43,344 Bits for Temp Only — SL3001T 1TMR4 
Data View Logger 15° to 150° 0 to 90% 2 yr. 43,334 for Temp., 21,672 for Temp., Humidity, and Dew Point Yes DVTH 1TMR5 
594. GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Remote Probe Temperature/Humidity Meters 


No. 67444 and 46F194—Calculate differ- No, 3LYH7—WMicroprocessor-based design and do-it- 
ential temperature between probes. Feature —_—yourself calibration to maintain accuracy. Displays 
backlit display and sealed membrane touch temperature and relative humidity. Includes probe and 
pad. Continuous scan mode stores Min./Max. —_3-ft. cable that is ideal for hard-to-reach areas. 


ee No. 3LYW2—Unit displays humidity or dew point and 








No. 6T444 





No. 4FKP4—Digital instrument has an _ has a Hold key to freeze reading for later viewing. Data 
extended probe for easy target access. Min./ —_ logger captures readings manually or automatically. 
Max. memory, data Hold, dual display, and Has computer output for data downloading. No. ae 
selectable °F/°C. With wet bulb and dew , 
point No. 30ZY68—Compact design features large dual cla 
. display of temperature, humidity, or dew point. Uses 
No. 4FB61—Features infrared (IR) ther- precision capacitance sensor and has Min./Max. func- 
mometer to provide noncontact surface tion that will store and recall readings. Auto-power Off 
temperature measurements from -58° to function has disable feature and data Hold can freeze Mitr. Hem 
932°F. Dual display, data Hold, and built-in readings. Includes probe, battery, and case. For Use With Brand Model No. 
stand. Includes humidity/temperature probe oT a AT STI 
y/tEMp probe. Mfr.No.SRH77A Cooper Atkins 5028G  3YXZ2 
Relative Temp. Temp. Wet Bulb Calibration Mfr. Item 
Humidity Range Humidity Accuracy Range Accuracy Temp. Range Certificate Brand Model No. 
0 0 ane ° +0.3°F or +0.5% Reading, Whichever is Greater/+0.3° ° ° 
10 to 95% +2% -40° to 300°F +0.3°F or +0.5% of Reading, Whichever is Greater/+0.2 0° to 130°F Yes Cooper Atkins SRH77A-E-032G 46F194 
0 to 100% 43% 14° to 140°F +1°F/+0.6°C 7.88° to 139.8°F No Amprobe THWD-5 _4FKP4 
10 to 95% £3.5% -4° to 140°F 43°/42° = No Extech RH101 _4FB61 
(Wings =a ene 0° to 199.9°F +1°C (0 to 40°C), Otherwise +2°C = NIST Traceable 4185 3LYH7 
10 to 95% +3% RH 32° to 122°F +1°C = NIST Traceable 4189 3LYW2 
10% to 95% 43% 32° to 122°F +1.5°/40.8° = No Extech RH210 _30ZY68 
_— No Cooper Atkins 5028G 3YXZ2 


° —— , oa 
Sums” Siupco) , Smell em 


Thermistor Thermometer/Probe 









: fl No. 3T189 
Kits and Pipe Clamp Probe 
POCKET THERMOMETERS LOW/HIGH ANNUNGIATOR 
Compact probes sense air or Backlit display, sealed membrane touch pad, and Min./ No. 4KY56 
surface temperature. Reading hold. Max. memory. Features indicators for over-range, under- 
Resolution: 0.1°. Display: 13/4" x range, and discharged battery. Resolution: 0.1°F or °C, 
Ve selectable. 
CORDLESS PIPE CLAMP PROBE 3-ZONE TEMP. INSTRUMENTS No. 2T618 
Versatile instrument measures Measure up to three temperatures plus T1-12-T3 differ- 
pipe temperature and has stain- ential. Backlit display, sealed membrane touch pad, and 
less steel, 2.5" retractable probe Min./Max./Avg. memory. Feature indicators for over- 
to measure liquids and solids. For range, under-range, and discharged battery. Include 3 
pipes up to 1%" dia. interchangeable probes (air, surface, and insertion). 
STANDARD NIST 
Temp. Mfr. Item Mfr. Item 
Description Range Temp. Accuracy Brand Model No. Model No. 
-40° to 302°F +0.3°F or +0.5% of Reading Cooper Atkins TM99A  =33HP78 — _ 
Pocket Thermometers “40° fo 199.9°F +0.2°F for Surface, +1°F for Air Supco PT100 31189 = = 
Cordless Pipe Clamp Indoor -20° to 300°F +3°F Cooper Atkins 4005l 4KY56 — — 
Low/High Temp. Annunciator -40° to 302°F +0.3°F or +0.5% of Reading Cooper Atkins — — TM99A-032G 46F192 
3-Zone Temp. Instruments -40° to 300°F +0.3°F or +0.5% of Reading Cooper Atkins SH66A 21618 SH66A-E-032G 46F193 
Temp. Mfr. Item 
Item Probe Connector Range For Use With Brand Model No. 
Replacement and Accessory Probes 
Pipe Strap Probe Thermistor Phono Type __-25° to 212°F_ 21618, 61444, 3PFJ4, 35R636, 35R637, 35R638, 4KY65, 46F192, 46F194, 46F193 Cooper Atkins 4011 | 22XN39 
Puncture Temperature Probe Phono -40° to 300°F All Cooper Atkins Thermistor instruments Cooper Atkins 1075 35R635 
Air Temperature Probe Phono -40° to 200°F All Cooper-Atkins 10K Thermistor Instruments Cooper Atkins 2010 30PJ85 
Heat Stress Monitors EXTECH 
No. 2LVT5—Wet bulb globe temperature (WBGT) meter displays No. 46AC37—Measures wet bulb globe temperature (WBGT), 
apparent ambient temperature (heat stress index) with or black globe temperature (TG), relative humidity, air temperature, 
without the effects of direct sunlight. RS-232 interface. wet bulb, and dew point. 


No. 20LK14—Built-in multiparameter sensor measures heat 
index, WBGT, humidity, ambient temperature, dew point, and wet 
bulb. User programmable heat index/WBGT alarm. 





Relative Humidity Temp. Battery Mfr. Item 
Esiach Item Humidity Range Accuracy Temp. Range Accuracy Wet Bulb Temp. Range Type Model No. 
xtec 
Heat Stress Monitor ive to 100% ae PT a Ft y a 1) hg me : af, to i a AAA HT30 Ae 
Heat Index Psychrometer 0% to 99.9% +3% _-4° to 122°F (-20° to 50°C) +1°F/0.6° -4° to 122° = i] 4 
Heat Stress Monitor 1% to 99% 43% 32° to 122° +1.5° _ -6.9° to 122°F (-21.6°to 50°C) 9V._HT200 46AC37 No. 2LVTS No. 46AC37 
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TEST INSTRUMENTS 
Temperature Probes & Components 








Ban 
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Thermocouple Temperature Probes 


No. 3PEW3 No. 3PEX1 












No. 35R640 No. 4YKT1 


EXTECH (UE 


INSTRUMENTS TEST iNSTRUMENTS” 


SFLIR. 








Temp. Measuring Temp. Wire Probe Mfr. Item = Pkg. 
Item Element Range (F) Probe Connector Probe Material Length Length Brand Model No. Qty. 
nirand Gases K Th | 100° to 600°F M Stainless Steel ci av C Atk 90306-K 3PEX9 1 
, ermocouple -100° to 600° inl tainless Stee ta gi ooper Atkins - 
Air Temperature Probe K Thermocouple -58° to 1652°F Mini Stainless Steel 39.4" 61%47 GA 4JPN6  4JPN6 1 
Air and Liquids 
K Thermocouple -100° to 500°F — Stainless Steel 3 It. 4" Cooper Atkins 90032  3LZC8 1 
K Thermocouple -100° to 500°F = Stainless Steel 3 it ae Cooper Atkins 90040 = 3LZD5 1 
is petmocoune se to ae a a sass see! | 3 i ot vanper atkins wane aor aRe 
: ermocouple -40° to ‘: inl tainless Stee tee xtec 4) 
Immersion Temperature Probe K Thermocouple _-58° to 1112°F Mini Stainless Steel 39.4" 71960 GA 4JPN5 4JPN5 1 
J Thermocouple _-40° to 500°F Mini 304 Stainless Steel 3 ft. 4" 7'%2" GA ORMF3 SRMF3 1 
K Thermocouple _-40° to 500°F Mini 304 Stainless Steel 3 ft. 3" 7'%2" GA ORMF5 SRMF5 1 
K Thermocouple -40° to 1500°F Mini 304 Stainless Steel 3ft. 4" — />Yea" GA ORMF1 SRMF1 1 
Needle Wire Temperature Probe K Thermocouple -100° to 500°F Mini Stainless Steel _ 34" Cooper Atkins 90207-K 3PEX5 1 
K Thermocouple -40° to 500°F Mini Stainless Steel 4 ft. 4V" Cooper Atkins 90335-K 3PEY4 1 
K Thermocouple __-40° to 400°F Mini Stainless Steel 2 tt. 4" Cooper Atkins 31901-K 3PEV8 1 
Penetration Temperature Probe K Thermocouple -100° to 500°F Mini Stainless Steel 4 tt. ae Cooper Atkins 90209-K_ 3PEX7 1 
K Thermocouple __-40° to 500°F Mini Stainless Steel 4 tt. 6" Cooper Atkins 90336-K 3PEY5 1 
K Thermocouple -50° to 1000°F Mini Stainless Steel 6 ft. 3" Extech TP882 19L867 = 1 
Temperature Probe Kit K Thermocouple -100° to 500°F Mini Stainless Steel 3ft. 2 ft. 11 Cooper Atkins 90701-K 3PEZ1 1 
Air and Surface 
K Thermocouple -58° to 1000°F —_ Mini With Banana Plug Adapter — oft. 3 — Extech TP8/5 4 FB/5 1 
K Thermocouple -40° to 482°F — Mini With Banana Plug Adapter — Sits — Extech TP870 —- 3LRV2 1 
K Thermocouple -22°to5/72°F —_ Mini With Banana Plug Adapter = 39.4" = GA 4JPL6  4JPL6 1 
Bead Wire Temperature Probe K Thermocouple -98°to5/2°F —_ Mini With Banana Plug Adapter = 39.4" = GA 4JPN9  4JPN9 1 
K Thermocouple _-40° to 500°F Mini — 39.4" _ GA AJPL8 —_ 4JPL8 1 
K Thermocouple -40° to 500°F Banana Plug — 39.4" _— GA 4JPN3  4JPN3 1 
K Thermocouple -40° to 950°F K Type Wire 4 tt. — __UEl TestInstruments ATT29 6CMU0 1 
Grill Temperature Probe With Magnet K Thermocouple 32° to 399°F Mini — © ft. 6" — GA ORME9 SRMES 1 
Pipe Clamp Temperature Probe K Thermocouple —_-20° to 300°F Mini Thermocouple 10 ft. = Cooper Atkins 4005MK_ 3PEW3 1 
K Thermocouple __-40° to 500°F Mini Stainless Steel 4 tt. 4V" Cooper Atkins 90012-K 3PEW9 = 1 
K Thermocouple __-40° to 500°F Mini Stainless Steel 2 ft. 6" = Cooper Atkins 90014-K 3PEX1 1 
K Thermocouple -40° to 1202°F Mini Stainless Steel 4 tt. 4" Cooper Atkins 90318-K 3PEY1 1 
i Fpemocoun a to er id alalniess zlee! oh > pooner ans dl zh Bae 
ermocouple _-40° to 400° inl tainless Stee acy : ooper Atkins ° . 
Surface Temperature Probe K Thermocouple -4° to 482°F Mini = fe — Extech 881616 1RK13__1 
K Thermocouple _-22° to 221°F Mini nae 4774 : 3 ft.4" 19%" GA ORME8 5RME8 1 
° ° ni astic an "  £2G/o" 
K Thermocouple 32° to 500°F Mini Ghrome Plated Brass 3 ft. 3"  52%e GA 4JPL9  4JPL9 1 
K Thermocouple __-58° to 932°F a Lite —_ Stainless Steel ooo g" GA A4JPN8  4JPN8 1 
Ane ° ype ini Jack with Dua = 
ee Probe K Thermocouple  -40° to 482°F Banana Plug Adapter Chrome Alumel ott. 1 FLIR TA6O 35KP94 = 1 
eee eta euttace Temperature Probe K Thermocouple —-25° to 300°F Mini Metal 10 ft. = Cooper Atkins 04011-K 35R640 1 
iquid and Foo 
Temp Probe, Food K Thermocouple -58° to 1112°F Mini Stainless Steel 39.4" is. GA A4JPN/  4JPN7 1 
Pipes, “% to 112" Dia. 
K Thermocouple _-4° to 200°F Mini Plastic 3 It. a Extech TP200 2ENF4 1 
Pipe Clamp Temperature Probe K Thermocouple _—_-4° to 450°F Mini Plastic 3 it: 5’ Extech TP400  =4YKT1 1 
K Thermocouple _-4° to 200°F Mini —_— 3 ft. — GA ORMFO SRMFO 1 
Temperature Measurement 
Bead Wire Temperature Probe K Thermocouple —_-22° to 5/2°F Type K or Dual Banana Plug Chrome Alumel 16 ft. 4" 4" Extech TP873-5M 40JZ53 
Mfr. Item Pkg. 
Item For Use With Probe Connector Brand Model No. Qty. 
Accessories 
Type J Thermocouple Plug Type J Thermocouple Mini GA 4JPNi 4JPN1 2 
Type K Thermocouple Adapter Type K Thermocouple Mini GA AJPN2  4JPN2 1 
Type K Thermocouple Jack Type K Thermocouple Mini GA 4JPN4  A4JPN4 1 
Type K Thermocouple Plug Type K Thermocouple Mini GA AJPL/  4JPL7 2 
Type K Thermocouple Probe Extension Type K Thermocouple Mini GA ORMF6 OSRMF6 1 
Type T Thermocouple Probe Extension Type T Thermocouple Mini GA ORMF/ 5SRMF/_ 1 
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Thermometers, Dry Wells & Calibrators 
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For Fluke noncontact temperature products, see page 604. 
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Fluke 1551A 
No. 5NLL3 





Fluke Fluke Fluke Fluke 1524 
51-2B 52-2B 54-2B No. 4FFH7 co 
No. 4YV88 No. 4YV90 No. 6MRN1 Fluke 9100S Fluke 9009 
No. 4LGZ9 No. 4LHA5 
Contact Thermometers, 


CONTACT THERMOMETER ACCESSORIES 


Dry Wells, and Calibrators FLUKE. 


Broad line of contact temperature Fluke 1523/1524—NIST Certified, 
measurement products provide front-line calibration certificate included. Also 
troubleshooting plus trending and reporting for include I/O Tool Kit software, data cable, 
preventive maintenance in industrial, HVAC, and power cord. 

and electrical applications. NIST Certified = -200° to 420°C 


SOPK-1, S8OPJ-1 
-40° to 260°C 
Type K and J 
Bead Probes 


models include NIST in Mfr. Model or as noted == +0.011°C accuracy Pease 
in text. = Measure PRT, thermistors, Type K Bead 
CONTACT THERMOMETERS or thermocouples Probe 
= Graphs and data logs 
Fluke 51-2B and 53-2B 80PK-22 
= Single input HANDHELD DRY WELLS -40° to 1090°C 


Inconel® 600 Alloy 
(Nickel, Cromium & 
Iron) Immersion Probe 


Fluke 9100S/9102S Series 
= +0.25°C accuracy 
= 2 models with a variety of well sizes 


= Rugged industrial holster 
= Batteries replaceable 
without recertification 


oO~. 


Fluke 52-2B and 54-2B—Fluke 54-2B 
models include data logging/trending. 
FlukeView® Forms software sold separately. 
= Dual input 


= Heat to 375°C in 9.5 min. 


= NIST Certified, certificate included 


INDUSTRIAL DUAL-BLOCK 
CALIBRATORS 


= Real-time clock for time stamping 


Fluke 9009 Series—Rugged, light- 


80PK-3A 
0° to 260°C 
Type K Surface Probe 


80PK-27 


REFERENCE THERMOMETERS 


Fluke 1551A/1552A— 
are intrinsically safe. 

= Replace mercury thermometers 

= -50°C to 300°C (-58°F to 572°F) 

=» +0.05 °C accuracy (+0.09°F) 

= 300-hr. battery life (3 AAA batteries) 


"Stik" thermometers 


weight, and watertight. No. 4LHA5 has -126° to 600°C 


a yellow case. No. 4LHA6 has a black 


case. 
= -15° to 350°C 
» +0.2°C accuracy 


= Hot block and cold block in 1 unit 
= NIST Certified, certificate included 


80PK-24 
-40° to 816°C 
Type K Air Probe 


Type K industrial 
Surface Probe 





80PK Bead SOPK-26 
a | eee : ate aye : te -40° to 816°C 
ode e es. _Include - eatures* 0. e K General- 
Contact Thermometers uf 80PK-9, 8OPJ-9 Paces Probe 
51-2B (Ky, E OC 1 No M, A, D 4YV88 -40° to 260°C 
52-2B Joh IE 0.1°C 2 Yes M, A, T, D 4YV90 
53-28 JKTENRS 011 No M, A, T (relative), 0 6MRNO ene re ane eererene 
93-2B NIST J K1E, NR, S 01°C 1 No M, A, T (relative), D 6MRN2 Mfr. 
_54-2B J, K,T,E,N,R,S  0.1°C 2 Yes _M,A, I (time of day), D, P_ 6MRN1 Description Temp. Range Model 
94-2B NIST JK, EN Ro 0.10 2 Yes__M, A, T (time of day), D, P__ 6MRN3 Contact Thermometer Accessories 
Fluke-51-2B NIST JK TE 0.1°C 1 No M, A, D AYV87 K Type Bead Wire Temperature Probe -40° to 260°C 80BK-A 
Fluke-52-2B NIST J, Ke Tele 0.1°C 2 Yes M, A, T, D 4YV89 K Type Bead Wire Temperature Probe -40° to 260°C 8 0PK-1 
No. of Mfr. Item K Type Immersion Temperature Probe -40° to 1090°C §=—80PK-22 
Temp. Range Temp. Accuracy Inputs Memory Storage Display Model No. K Type Surface Temperature Probe O° to 260°C —_—80PK-3A 
Fixed RTD Thermometers K Type Air Temperature Probe -40°to 816°C ~=— 80PK-24 
-00° to 160°C —+0.05°C (+0.1°F) = = LCD 1551A-9 SNLL3 K Type Air and Surface Temperature Probe -40°to 816°C 80PK-26 
-50° to 160°C —+0.05°C (+0.1°F) — — LCD 1551A-12 5SNLL4 K Type Surface Temperature Probe -127° to 600°C = 80PK-27 
Fixed PRT Thermometer K Type Immersion Temperature Probe -40° to 260°C —80PK-9 
-80° to 300°C = +0.05°C (+0.1°F) — — LCD 1552A-12 5SNLL5 J Type Bead Probe -40° to 260°C ——80PU-1 
Reference Thermometers J Type Immersion Temperature Probe -40° to 260°C ~ ~—- 80PJ-9 
-200 to 420°C +0.011°C 1 29 Readings _ Graphical with Backlight 1523-156 4FFHS K Type Penetration Temperature Probe -40° to 350°C 80PK-25 
-200 to 420°C +0.011°C 2 15,000 Readings Graphical with Backlight 1524-156 4FFH/ 
Temp. Mfr. Item 
Temp. Range Accuracy Stability Standard Hole Size Model No. 
Handheld Dry Wells 
35 to 375°C +0.25 at 50, +0.5 at 375°C +0.07 at 50, +0.3 at 375°C Vie’, Ya’, 2", Ve and 4" Probes 9100S-A-156 4LGZ9 
35 to 375°C +0.25 at 50, +0.5 at 375°C +0.07 at 50, +0.3 at 375°C Vg", Ve’, Ys" and ¥" Probes 9100S-B-156 4LHA1 
-10 to 122°C +0.25°C +0.05°C “Yeo, ', Ye, Y4' Ae, ¥', “Ae or ¥32' Probes (Dependent on Inserts Used) 91025-156  4LHA2 
Industrial Dual-Block Calibrators 
So oye geced Cold Block: +0.2, Hot Block: +0.6°C +0.05°C Vis", Ve", %e', Val 546, ¥%', The" or Yo" Probes (Dependent on Inserts Used) 9009-Y-156  4LHAS 
Cold Block: -15to 110, aid Block: +0.2, Hot Block: +0.6°C +0.05°C VAs", Ye", Vs", Va" Ve", 94°, The! or Yo" Probes (Dependent on Inserts Used) 9009-B-156  4LHAG 


Hot Block: 50 to 350°C 
* M = min./max.; A = avg.; T = time stamp; D = dual display; P = PC interface. The Fluke thermometers above carry a 2-yr. warranty. 
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e 
Charts sold separately; see page 599. 
Recording Calibration Item 
Time (day) Temp. Range Includes Display Alarm Certificate No. 
3" Chart Size, Circular Chart Recorder 
Temperature 
j -14° to 32°F, -25° to 0°C No No No 5KES7 
! 4° to 50°F, -15° to 10°C No No No 5KE59 
1or7 22° to 68°F, -5° to 20°C (1) AA Battery, (1) Red Pen No No No 5KE61 
\ 50° to 96°F, 10° to 35°C No No No 5KE63 
i 76° to 122°F, 25° to 50°C No No No 5KE65 
: 4" Chart Size, Circular Chart Recorder 
. -29° to 122°F, -30° to 50°C Yes _to_fo_2uane 
3" Chart, — eee 1 or7 (1) AA Battery, (1) Red Pen —y.° No No OHZD1 
super'Compact 4" Chart Oe eee Yes No NIST 3DPA7 
| 
31/2"-Digital 6" Chart Size, Circular Chart Recorder 
Display Temperature and Humidity 
0° to 100°F, 0° to 185°F, Yes Yes No 1NFJ3 
0° to 50°C, 0° to 85°C Yes Yes NIST  16L005 
1on7 (4) AA Batteries, (1) Red Pen, _No No No 1NFH8 


(1) Blue Pen, (1) AC Adapter Yes No No 1INFJ2 
No No NIST —_ 16L003 
Yes No NIST —_ 16L004 


32° to 100°F, 0° to 50°C 


Temperature (Type K Thermocouple) 


8" Chart with -100° to 0°F/C, -50° to O°FIC, No No No 1NFH4 

Thermocouple tor7 BO" to.50PFIC, Or to Bor, §=— PLM nares tots) Yes No No 1NFH6 
0° to 100°F/C, 0° to 250°F/C, Aft. Wire Bead Probe - * oCHHS 
0° to 500°F, 50° to 100°F/C es es 0 


Temperature 
4) AA Batteries, (1) Red No No NIST —_ 16K995 


100° to O°F/C, 60° to orF/C, «EM AG Adapter (1) Ves No =SNIST ~— 16996 
1or7 720" to SOFC, O" to 50°F/C, |= Tq) AA Batteries, (1) Red 
0° to 100°F/C, 0° to 250°F/C, . 


0° to 500°F. 50° to 100°F/C en, (1) AC Adapter, (1) 


Replaceable Sensor, (1) 
| DICKSON | 8" Chart Size, Circular Chart Recorder 


4 ft. Wire Bead Probe 
Temperature and Humidity 


Yes Yes NIST 16K997 


Temperature and Temperature/ “to 185", 92° 0 120° 0°10 pa pateries(1) Rea Pen, YES Yes. «No. 23MDO5 
= ot 1,7,31 50°C, 40° to 110°F, 5° to 40°C 
Humidity Chart Recorders “20° to 120°F -20° to 50°C, 0° to een Ae ee a DE 
° ° 0 ° ° 0 ° 
. ° Il °o : 
= Temp. accuracy: £1.8 F except 3" chart models are #2 F 1or7 32° to 120°F. 0° to 50°C (4) a (1)Red No No No  23MD03 
Selectable chart rotation time and temperature range. Flip-up pen a 32°10 120°F 0°10 50°C, (4) AA Batteries, (1) Red Pen, yo. yy aM 
arm eases chart and pen changes. Temperature/humidity models a 40°F to 110°F, 5 to 40°C (1) Blue Pen, (1) AC Adapter 
0 0 . idi ie 4.90 Temperature (Type K Thermocouple) 
DBE a to 95% ua range; humidity accuracy is +2% (10 to BO" to S0°FIC, -20° to 207FIC. Yes Ves No GETGS 
60%), +3% (60 to 95%). 0° to 100°F/C, 0° to 150°F/C, (4) AA Batteries, (1) Red 
1,7,31 0° to 250°F/C, 0° to 500°F, 0° en, (1) AC Adapter, (2) aes NIST 16L002 
3" Chart—Record temperature ranges in refrigerators, freezers, to 1000°F/C, 0° to 2000°F, 20° 4 ft. Wire Bead Probes 
and incubators, and ambient conditions. Freestanding, wall- to 100° FIG, 30" to 150°F/C , 
‘ar7 (4) AA Batteries, (1) Red Pen, No No NIST  30ZX13 
mounted, or suspended. (1) 4 ft. Wire Bead Probe 
= Dim.: 3.7"L x 3.7"W x 2.3"D ban (1) AG Adapter iy 
Yes No NIST  30ZX14 
4" Chart—Compact, portable instruments detect and record 17.31 HL Wire Bead Probe. 
temperature changes in warehouses, commercial buildings, and a 300" to SO°F/C, -20° to 4) AA Batteries, (1) Red 
ti 20°F/C, 0°t0 100°FiC, O° to Ba AG Adapter (1) Yes. NIST  30ZX15 
critical storage areas. 150°FIC, 0° to 250°F/C, 0° to Pan, (1)-AG Adapter, (1) = me 
Sc pe Il F " 500°F/C, 0° to 1000°F/C, 0° 
a Dim.: 5.2 L xX 5.2 W X 2.4 D to 2000°F, 50° to 150°F/C (4) AA Batteries, (1) Red 
or7 Pen, (1) Replaceable Sensor, No No No 19YM20 
6" Chart—With probe for remote measurement, except (1) 4 ft. Wire Bead Probe 
Nos. 1NFH8 and 1NFJ2. Deh AG Atos i) oe 
= Dim.: 7.56"L x 7.56"W x 3.25"D ad Replaceable Serisor, (1) Yes Yes No  19YM22 
. Wire Bead Probe 
8" Chart—Operate on 120VAC with AA battery backup. Accessory 


= Dim.: 9.2"L x 9.2"W x 3.1"D Remote Probe Dust Filter - For Use with No. 1APAS 1APB3 


Specialty Recorders | DICKSON 





4" CHART PRESSURE RECORDERS DISPOSABLE TEMPERATURE RECORDERS 
= Battery operated = Self-contained power source 
= Dim.: 6.25"L x 6"W x 2.9"D = Operating range: 0% to 95% RH (noncondensing) 
= 4" NPT connection, nut not required = Dim.: 5.5"L x 4.12"W x 2.5"D 
Instruments provide 7-day or 24-hr. pressure Suitable for proving the integrity of shipments with temperature- 
records for water, gas, and utility pipes. RH range: critical storage parameters. Include Document of Shipping sheet and 
0% to 95% noncondensing. Include pen and AA mounting tape. 
eau Time (day) p R Temp. R Mode l No 
Ime (day ressure hange emp. nhange ode QO. 
8" CHART UNIVERSAL INPUT RECORDER 4" Chart, Pressure Recorders, 2% of Full Scale Accuracy 
= 120VAC 1or7 Oto 100 psipsi — -22° to 122°F, -30° to 50°C += PW470 16A179 
= Dim.: 9.2"L x 9.2"W x 3.1"D 1or7 Oto 200 psipsi _-22° to 122°F -30° to 50°C += PW474 16A180 
1or7 Oto 300 psipsi -22° to 122°F, -30° to 50°C += PW476 16A181 
| = Input range: 0 to 20mA, 4 to tor? OtoS500psipsi  -22° to 122°F, -30° to 50°C + PW479 16A182 
4" Chart Pressure 20mA 0 to 5VDC, 1 to 5VDC 8" Chart, Universal Input Recorder, +3% Full Scale Accuracy 
R d “Vi 1or7 — — ET855 1CFB2 
—* Remote adap capability for voltage or current Disposable Temperature Recorder, +1 °F (10°to 70 °F) Accuracy 
transmitters. Features selectable output and record- 90 — -20° to 100°F, -30° to 37.5°C D302 3JG69 
ing times. High/Low alarms and Min./Max. readings. ~ Snubber/Filter Kit, For Use With Mfr. Series PW4, PR8, Mfr. R022 ~—s3LC50 
Charts sold separately. Includes pen and AC adapter, No. PR100, PR300, PR500, PR125, PR325, and PRo25 
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Find the yt. Find Solutions. Find Great Prices. Circular Charts 
7-Day Chart 1-Day Chart 
No. 3JG31 No. 5MED9 
AA 
At 
0 il \ 
Q consccocs ZEN Honeywell ae, 
= q 9 a 
Circular Charts FE ll 
24 24 24 
1-DAY | 7-DAY | hr.-DAY 1-DAY | 7-DAY |hr.-DAY 1-DAY | 7-DAY |hr.-DAY 
CHARTS | CHARTS |CHARTS CHARTS | CHARTS [CHARTS CHARTS CHARTS CHARTS 
Pkg. | Item Item Item Pkg. | Item Item Item Pkg. | Item Item Item 
Range Qty. No. No. No. Range Qty. No. No. No. Range Qty. No. No. No. 
3" Chart Size 8" Chart Size 0 to 1200 100 | 5MEDO — — 
Graphic Controls Honeywell 0 to 1200 100 | 5MED2 — — 
10° to 35°C 60 | 30ZX33 | 30ZX25 |  — 0 to 50 100 _ 5MEC6 | — 0 to 1600 100 | 5MEE2 — — 
20° to 50°C 60 | 30ZX38 | 30ZX36 | — 0 to 100 100  5MEC1 5MEC2) — 0 to 2000 100 5MED1 5MEH9 | — 
-5° to 20°C 60 | 30ZX32 | 30ZX35 | — Graphic Controls 0 to 2400 100 5MED5 5SMEJO | — 
-14° to 32°F 60 30ZX29 | 30ZX23 | — -0.1 to 0.1 60 30ZY47 | 30ZY56 | — -5 to 50 100 _ 5MEJ1 _ 
-15° to 10°C 60 — | 30ZX30| — 0° to 150°F/C 60 | 30ZY49 | 30ZY57)  — -35 to /5 100 — 5MEJ2 | — 
-19° to 50°F 60 — |30ZX27| — 0° to 200°F 60 — (|30ZY1i5, — -40 to 60 100 — 5MEK2 | — 
4° to 50°F 60 | 30ZX39 | 30ZX26,) — 0° to 250°F/C 60 | 30ZY08 | 30ZY07,) — -50 to 25 100 _ 5MEJ6 
22° to 68°F 60 | 30ZX40 30ZX24, — 0° to 500°F/C 60 30ZY16 | 30ZY48 | — -100 to 200 100 | 5MEH2 — — 
-25° to O°C 60 | 30ZX37 | 30ZX34,  — 0° to 1000°F/C 60 — |30ZY51| — -250 to 150 100 | 5MEE9 _ _ 
50° to 96°F 60 |30ZX28, — _ 0° to 2000°F 60 | 30ZY43 | 30ZY38. — — 90 to 250 100 | 5MED4 — — 
76° to 122°F 60 | 30ZX41  30ZX31,  — 0 to 10 60 30ZY27 | 30ZY19 | — 90 to 250 100 | 5MEG3 _ _ 
Dickson 0 to 14 60 | 30ZY46 | 30ZY55) — 90 to 650 100 | SMEF3 _ _ 
-14° to 32°F 60 | 3ELU1  3JG31 — 0 to 30 60 | 30ZY20|30ZY25 — -85 to 190 100 | SMEFO _ _ 
4° to 50°F 60 | 3JG32 | 3JG33 _ 0 to 50 100 |19D944, — — -90 to 210 100  5MEE6 5MEJ4  — 
10° to 35°C 60 | 3ELV1 | 3ELT3 — 0 to 60 60 30ZY23 | 30ZY21,; — -100 to 100 100 — 5MEK3 | — 
22° to 68°F 60 | 5KE69 | 5KE6/ — 0 to 100 psi 60 | 30ZY06 | 30ZY05) — Graphic Controls 
90° to 96°F 60 | 3JG34 | 3JG35 _ 0 to 200 60 | 30ZY37 | 30ZY36 = — 0to15 100 — (190971. — 
76° to 122°F 60 | 5KE/1 | 5KE73 — 0 to 200 psi, 0° to 100°F 60 30ZY50| — _ 0 to 25 100 | 19D951 _ _ 
4" Chart Size 0 to 300 60 | 30ZY52 | 30ZY41,  — 0 to 30 100 — (|19D964| — 
Graphic Controls 0 to 1000 60 |30ZY35; — _ 0 to 150 100 — |19D970| — 
0° to 150°F 60 |30ZX58; — _ 20° to 100°F/C 60 | 30ZY18 | 30ZY22,)  — 0 to 400 100 — |19D953| — 
0° to 250°F/C 60 | 30ZX71 _— _ -20° to 20°F/C 60 | 30ZY31 | 30ZY26) = — 0 to 500 100 — |19D954, — 
0 to 45 60 | 30ZX73 | 30ZX57 |  — -20° to 50°F 60 | 30ZY40 | 30ZY11, — — 0 to 600 100 — |19D967| — 
0 to 60 psi 60 | 30ZX65 | 30ZX66 | — -20° to 120°F O° to 100°C ~—60 — |30ZYi2, — 0 to 600 100 — |19D955| — 
0 to 100 60 30ZX43 | 30ZX42 | — -20° to 120°F O° to 120°C = =60 30ZY09) — _ 0 to 800 100 — |19D956| — 
0 to 150 psi 60 | 30ZX55 | 30ZX69 | — -30° to 50°C 60 — |30ZY32| — 0 to 1000 100 — (|19D961, — 
0 to 200 psi 60 30ZX44 | 30ZX45 | — 40° to 110°F 60 30ZY60 | 30ZY17 | — 0 to 1000 100 — (190957) — 
0 to 300 psi 60 | 30ZX62 | 30ZX48 |  — -40° to 50°F/C 60 — |930ZY33| — 0 to 1200 100 — |19D959| — 
0 to 500 psi 60 | 30ZX59 | 30ZX63 | — -150 to 250, -0.15t0 0.25 60 30ZY29 | 30ZY59 |) — 0 to 1200 100 — (190958 — 
0 to 600 psi 60 — | 30ZX68,| — 9° to 40°C 60 — |30Zzy54| — 0 to 1600 100 — |19D960| — 
-10° to 40°C 60 — |30ZX70| — 9° to 40°C, 0° to 100°C 60 |30ZY58; — _ -5 to 50 100 |19D946,  — _ 
120 to 240VAC 60 | 30ZX64 30ZX67 | — 50° to 150°F/C 60 30ZY30 | 30ZY34 | — -35 to /5 100 |19D947,  — — 
-18° to 37°C 60 | 30ZX56 30ZX52)  — 120 to 240VAC 60 30ZY28; — — -40 to 60 100 190949, — _ 
-20° to 120°F 60 30ZX76 30ZX46,) — -50° to 50°F/C 60 | 30ZY39 | 30ZY13, — -50 to 25 100 |19D948,  — _ 
-22° to 122°F 60 — | 30ZX50| — Dickson -100 to 100 100 |19D950,  — _ 
-30° to 50°C 60 | 30ZX49 | 30ZX47,  — 0° to 14°F 60 | 1CFB3 | 1CFB4 — -100 to 200 100 — (190972, — 
-40 to 50 60 | 30ZX72 30ZX53)  — 0° to 100°F/C 60 | 1PRT3 | 1PRT2 — -250 to 150 100 — (190965 — 
45° to 90°F 60 |30ZX75| — _ 0° to 150°F 60 | 1CFB5 | 1CFB6 — 90 to 250 100 — (190952, — 
-50° to 50°F/C 60 — |30ZX61| — 0° to 200°F/C 60 | 1APB7 | 1APB6 _ 90 to 650 100 — (190968 — 
i 1032°U 60 — |30ZX60| — 0° to 200°F/C, 0to 100% RH 60 | 3ANR8 3ANR7 — 10.313" Chart Size 
45° to 90°F/C 60 —  |30ZX51| — 0° to 250°F/C 60  1PRV3 | 1PRV2 ,) — -85 to 190 100 — (190966 — 
-90° to 50°C 60 |30ZX74, — _ 0° to 300°F 60 | 1CFB7 — — 11.8" Chart Size 
Dickson 0° to 500°F/C 60 1PRU9 | 1PRU8 | — Honeywell 
0° to 100°F 60 | 1LXJ8 — — 0° to 1000°F/C 60 | 1PRT/ | 1PRT6 — 0 to 14 100 _ 5MECO — — 
0 to 45 60 — SELT5 — 0° to 2000°F 60 1PRT5 | 1PR14 | — 0 to 100 100  5MEC3 5MEA3 | — 
0 to 60 60 | 3ELU9  3ELI6 _ 0 to 300 60 _ 1CFB8 _ 0 to 600 100 | 5MEA5 _— 
0 to 100 psi 60 — 1LXJ7 — -20° to 20°F/C 60 — 3ELV3 — Graphic Controls 
0 to 200 psi 60 | 1LXK1 | 1LXK6 — -20° to 50°C 60 | 1APB8 | 1APB9 — 0 to 14 100 — (190940, — 
0 to 300 psi 60  3ELT7 _ — -20° to 120°F 60 | 1APB4 | 1APB5 — 0 to 200 100 5MER2 19D982| — 
0 to 500 psi 60 _ 3ELU3 _ 5° to 40°C 60 | 1APD3 | 1APD4 | — 0 to 250 100 — (190942, — 
-18° to 37°C 60 — 3ELT9 — 40° to 110°F 60 1APD1 | 1APD2 | — 0 to 600 100 — (190941, — 
-20° to 120°F 60 | 1LXK2 | 1LXJ9 — -50° to 50°F/C 60 | 1PRV6 — — 30 to 230 100 | 5MER3 _ _— 
-22° to 122°F 60 | 3ELT8 | 3ELV4 — 10" Chart Size 11.875" Chart Size 
-30° to 50°C 60 | 1XWH9 | 1XWJ1 _ Graphic Controls Honeywell 
-40 to 50 60 _ 3ELU5 _ 0 to 5.0 100 | 5MEP7 — — 0 to 250 100 | 5MEA4 — — 
45° to 90°F 60 | 2HZD4_ 1LXL2 — 0 to 100 100 5MEN5 | 5MEN6| — 12" Chart Size 
-50 to 50 60 _— 3ELT4 _ 0 to 200 100  5MEL3 | 5MEL6 | — No Range 100 | 5MER8 — — 
6" Chart Size 0 to 300 100 | 5MEN9 5MEPO | — 5 hr.-DAY 31-DAY 
Graphic Controls 0 to 400 100 _— SMEL7 | SMEL4 CHARTS CHARTS 
0° to 50°C 60 | 30ZY02 | 30ZX81, — 0 to 800 100  5MEL5 | 19D974,| — Pkg. Item Item 
0° to 100°C, -100° to 0°F 60 30ZX80 30ZX77.  — 0 to 1000 100 5MEN2|19D977| — Range Qty. No. No. 
0° to -100°F/C 60 — |30Zx90| — 0 to 1200 100  5MEL9 | 19D975| — 4 Chart Size 
0° to 50°C, -50° to 0°F 60 30ZX86 30ZY03) — 0 to 1500 100 5MEN3 | 19D978 | — Graphic Controls 
0° to 200°F 60 |30ZX97, — — 0 to 2000 100 | SMEL8 | 19D973 )  — 0 to 200 psi 60 302ZX54 = 
0° to 200°F/C 60 — |30Zx99| — 0 to 2500 100 5MEP2 | 19D981 | — 8 Chart Size 
0° to 250°F/C 60 30ZX82 30ZX78 —— 30 to 230 100 5MEN7 | 19D979| — Graphic Controls 
0° to 500°F 60 30ZX83_ 30ZX92.  — -50 to 50 100 19D980 5MEP1 = 0° to 100°F/C 60 — 30ZY04 
0 to 14 psi 60 — | 30ZX94 — 10.3" Chart Size 0° to 250°F/C 60 _— 30ZY24 
0 to 100 psi 60 — | 30ZX93 — Honeywell 0° to 500°F/C 60 _ 30ZY42 
0 to 200 psi 60 — | 30ZX87| — 0 to 14 100 | 5SMEE7 | SMEJ5 | — -20° to 50°F 60 —_— 30ZY45 
0 to 300 psi 60 30ZX96 30ZX88.o  — 0 to 15 100 | 5MEG7 = = -20° to 120°F, 0° to 100°C 60 _ 30ZY10 
0 to 300 psi 60 — |30ZX91| — 0 to 25 100 — OMEK7 | — 5° to 40°C, 0° to 100°C 60 _ 30ZY53 
-10° to 10°C 60 — |380ZX95| — 0 to 30 100 | SMEE8 = = 40° to 110°F, 0° to 100°F 60 _ 30ZY14 
-20° to 120°F/C 60 — | 380ZX85| — 0 to 50 100 | SMEG4 | SMEJ8 | — -50° to 50°C 60 — 30ZY44 
90° to 100°F/C 60 (30ZX98 30ZX89, — 0 to 100 100 — 5MEH6 | — Item Pkg 
-50° to 50°F/C 60 30ZY01 30ZX79) — 0 to 100 100 — 5MEK9 | — Description No Qty. 
; 60 to -40 60 |30ZX84, — — 0 to 150 100 | SMEF7 — — Replacement Pens ; : 
Dickson | - 0 to 200 100 | SMED6 | SMEH7 | — Replacement Pen Kit (3 Red/Blue) - Use 
0° to +50°F/C 60 | 1LXL9 | 1LXL3 — 0 to 250 100 | 5MEE3 | 5MEJ3 | — with Circular Chart Recorders 1APB2 1 
0° to +100°F/C, 0 to 100 60 | 1LXK8 | 1LXJ6 — 0 to 300 100 | 5MEC8 | 5MEJ7 | — Chart Recorder Pens (Red Pkg. 6) - For 
0° to 50°C 60  1NFJ1  4NFH9 | — 0 to 300 100 | 5MEF5 | 5MEK1 — Use with all Dickson Chart Recorders 1LXJ5 6 
0° to 200°F 60 | 1NFJ4 | 1LXL7 _— 0 to 400 100  5MED7 5MEH8 — Chart Recorder Pens (Red & Blue Pkg. 6) - 
0° to 250°F/C 60 | 1LXK4 | 1LXK7 — 0 to 400 100  5MED8 — — For Use with all Dickson Chart Recorders 30ZY61 6 
0° to 500°F 60 | 1LXK9 | 1LXL5 — 0 to 500 100 | 5MED9 — — Chart Recorder Pens (Red Pkg. 6) - For 
-100° to O° F/C 60 TEL SELU7 — 0 to 600 100_| SMECS — — Use with all Dickson Chart Recorders 30ZY62 6 
90° to 100°F/C 60 | 1NFH5 | 1LXL8 — 0 to 600 100 | 5MEF2 _— — Chart Recorder Cartridge 
-50° to 50°F/C 60 | 1LXL6 | 1LXK5 — 0 to 800 100 | 5MEEO — — For Use with all Partlow Recorders 5MFG5 ] 
0 to 1000 100 | 5MEE1 — — 


Sign in to Grainger.com® to see YOUR Pricing and MORE 099 





TEST INSTRUMENTS Scan. Order. Done. 
Restoration & Inspection Kits Details on page A1. 

















No. 6NZH4 No. 6YNG3 No. 40GT0O2 No. 3Y¥YXJ2 No. 5WYT4 No. 1UKE1 No. 5WYT5 No. 49AW78 No. 15X981 
AMPROBE EXTE EXTECH 
SFLIR. Genera) /RAMEX 
All except No. 20VC74 include batteries. No. 3YXP8 No. 23NU19 No. 15X978 No. 20VC74 No. 3MLG4 No. 3MLK7 
Battery Mfr. Item 
Item Moisture Content Display Interface Memory Data Hold Type Model No. 
Amprobe 
Moisture Meter Wood/ Paper 8~60%, Building Material 0.30 to 2.0% Dual, LCD and LED No No No 9V MT-10 6NZH4 
Extech 
Combination Pin/Pinless 0 to 99.9% Wood (Pin), 0 to 99.9 Relative (Pinless) Lop No No No gy | Nee? eyNGs 
nee ae 0 fo 99.9 Relative Dual Line LCD No No Yes QV M0290 2ENES 
Digital Pin Moisture Meter 6 to 44% Wood, 0.2 to 2.0% Building Materials 3 Digit LCD With Bargraph No No No CR2032 M0210 1UKE2 
g 1 to 75% Wood, 0.1 to 2.4% Other Building Materials Dual Graphical LCD With Analog Bargraph _No No No CR2032 M0230 6YNG3 
2 to 50% In Wood, 1.5 to 33% In Building Materials LCD No No Yes QV MO50 40GT02 
Moisture Meter 6 to 44% LCD No No No AAA MOQ220  3YXJ2 
0 to 99 LCD with Bargraph Bluetooth 20 Readings Yes 9V MOQ300 40JZ49 
Pin/Pinless Moisture Meter 6 to 94.8% Wood (Pin), 0 to 99.9 Relative (Pinless) LCD and Tri-color LED Bargraph No No Yes 9V M0260 SWYT4 
6 to 99.9% Wood (Pin), 0 to 99.9 Relative (Pinless) LCD with tri-color LED bargraph No No Yes 9V MO265 6YNG4 
Pinless Digital Moisture Meter 0 to 99% Wood 3 Digit LCD = = Yes 9V MO280  1UKE1 
Pinless Moisture Meter 0 to 100.0 Relative Backlit LCD No No Automatic AA M0257 SWYT5 
FLIR 
Imaging Moisture Meter 7% to 30% (Pin), 0% to 100% (Pinless) 2.3" 64K Color TET Graphical USB 9999 Readings No 3.7v Mtb? qQAW78 
Imaging Moisture Meter Pro 7% to 30% (Pin), 0% to 100% (Pinless) 2.3" 64K Color TFT Graphical USB 9999 Readings No 3V ae 49AW79 
quoisture Meter 7% to 30% (Pin), 0% to 100% (Pinless) 2.3" 64K Color TFT Graphical USB 9999 Readings No 3./VMR60 49AW82 
eneral 
Digital Moisture Meter Kit 55 to 99.9% Backlit LCD = 99 Readings Yes ay KT 4ENF7 
General Purpose Moisture Meter 0% to 50% LCD No No Yes AA  MM6012 15X981 
Wood material: 6% to 40% Moisture Content. LED & LCD Digital Displa No ee Hold, Record 9V MMD7003 3YXP8 
hisictneniene Concrete Material: 0% to 100% Moisture Content g a And Viewed (Min/Max) 
0 to 99 Backlit LCD No No Yes QV 23NU19 23NU19 
9 to 50% In Wood, 1.5 to 33% In Building Materials aad weet eR +40 Bluetooth No Yes gV TS06 53CJ26 
Pin/Pinless Deep Sensing to 99.9 Count and 40- 
Pin/Pinless Moisture Meter with 9% to 50% for Wood, 1.5% to 
Temperature and Humidity 33% for Building Materials LCD No No Yes SV MMH800 15Xx978 
Pinless LCD Moisture Meter — LCD No No No QV MMDONP_ 3YXJ8 
Pinless Moisture Meter 0% to 53% for Softwood, 0% to 35% for Hardwood LCD with Tri-Color LED Bar Graph No No Yes QV MMD/NP 41R114 
Sail Maistre Meter Dry+, Dry, Normal, Wet, Wet+ LCD No No No 9V_DSMM600 20VC74 
0% to 99.9% LCD No 20 Readings Yes 9V RHMG650 20VC77 
Tramex 
; 0 to 6% in Concrete Analog No No Yes gV CME4 3MLG4 
Concrete Moisture Meter 0% to 6.9 % In Concrete, 7% to 40% In Wood Digital No No Yes QV CMEX2 45CY31 
Moisture Meter Kit 0% to 6.9 % In Concrete, 7% to 40% In Wood Digital No No Yes gV FZK5.1 45CY16 
Roof and Wall Moisture Scanner 0 to 100 On A Relative Scale Analog No No Yes 9V RWS 3MLK7 


NotifEye™ Temperature =. 
Monitoring Kits Suns’ 


= Temp. range: -25° to 180°F 
= Wireless range: 2500 ft. 
= Not compatible with Windows® XP 

or Macintosh® operating systems 
The NotifEye cloud-based temperature 
monitoring and notification system is a 
low-cost wireless solution for monitoring 


ee 








and notification. System data is accessible No. 52ET83 No. 52ET914 
online 24/7, while out-of-range notifica- Mir. Item | yy ‘ 
tions are sent in real-time as e-mail and ai . Item ypleludes Model mun , ee 
F ' ateway necelver ernet Lable 
text alerts. Sensors pass information — Gateway Receiver Kit Buffer, Receiver 15515G_52E790_ | \Water Damage 
wirelessly to the software database which ‘ ; 3 (4) Iemape ait ote i) ean oe 
ateway Kit atteries, Power Cable, Base Station, 15 5 A H 
te eae il Ethernet Cable, 1 yr. Web Hosting Restoration Kit 
Vv W : wi . 
see ee anes if the gateway is not Gateway Kit Batteries, Power Cable Base Station, 15907 52ET92_ | Tools to take detailed measurements of 
eins, ; Ethernet Cable, 1 yr. Web Hosting moisture levels under baseboards, between 

receiving power. Each Wireless Temperature ~ Gateway Buffer Gateway Cable, Power Cable 15513G_52ET88 | watis and in hardwood and plywood subfloors 
Sensor is battery operated and monitors Wireless Temperature Sensor Transmitter, 6 ft. Probe, Battery 15200 52ET83 nicl d nlése moisture meter packer mols: 
2gainst preset conditions that are uSet-— —e  ee e e era SEISe | tro meter ond pectin Narchormarvel 

aca ae Ineess vemiperatre eENsor Transmitter, ve TT Tobe, battery : ure meter, and precision hygrothermometer. 
defined within the NotifEye application. Wireless Humidity Sensor Humidity Transmitter, Battery 15220 _52ET86 P yg 
Wireless Humidity Sensor. No. 52ET86 Wireless Contact Sensor Contact Transmitter, Battery 15230 52ET87 Mfr. Item 

i vik Waterproof Enclosure = 10110 52ET93 Description Model No. 

measures 0% to 90% relative humidity. Solid Simulator — 10185 52ET94 Water Damage Restoration Kit MO280-KW 21KT8 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Noncontact IR thermometers determine 
temperature using thermal radiation from 
the object(s) being tested. 

Focus Spot Size and Distance— 
Indicates the diameter measured at a given 


distance from the object. For example, 1" @ 
12" indicates that a thermometer focuses 


on a1'-dia. spot 12" from the thermometer. 


Emissivity—A surface's ability to give 
off infrared radiation relative to a black 
body, which theoretically emits at 100% 
or 1.0. Material and surface texture affect 


* WesnwarD’ 


Pocket-Style Infrared 
Thermometers 


General purpose thermometers show 
readings on LCDs. Pocket-size portability 
makes it easy to take and use thermom- 
eters anywhere. 











Focus Spot 
Size and Temp. Laser Data 
Distance Range. (F) Temp. Accuracy (F) Emissivity Includes Sighting Hold 
Infrared Thermometer 
1in@1in -67° to 428° +2.0% or +4.0° Whichever is Greater 0.95 fixed Battery and Neck Lanyard Single Dot N/A 
1 in@1in -28° to 230° +2.5% of Reading or +4.5° Whichever is Greater 0.95 fixed Battery and Wrist Strap SingleDot Yes 
1in@6in -20° to 932° +2.0% of Reading or +4.0° Whichever is Greater Adjustable 0.10t0 1.00  Batteryand Wrist Strap SingleDot Yes 
1in@8in_ -20° to 932° +4.0° at 70.0° Nominal 0.95 fixed Probe, Users Manual Single Dot Yes 
+1.5% of Reading or +2.7 °From 
1in@10in -22°to 482° —-32.0 to 482.0°, +3.6 °From -4.0° to Adjustable 0.10 to 1.00  .wiet strap, Batteries, Gircular_ Yes 
32.0°, +4.5 °From -22.0° to -4° 
Accessory 
Nylon Thermometer Pouch, Use with Nos. 2ZB46, 1VEP6, and 1VEP9 
cy 
EXTECH OFLIR. 
Milos =i] 
TEST iNSTRUMENTS” 
NIST Certified Infrared No. 6RGKS 
Th i No. 49VU04 
Easy-to-read LCDs quickly provide 
temperature readings. 
Focus Spot 
Size and Tem Battery 
Distance plana: (F) Temp. Accuracy (F) Emissivity Includes Laser Sighting Type 
Extech 
z= 0 
1in@12in -58° to 1200° Reading 2 0° Adjustable 0.10 to 1.00 Battery and Pouch Case Single Dot  9V 
i ft) 
1in@12in -4° to 1202° Reading 22 0° Adjustable 0.10 to 1.00 Battery, Case Single Dot  9V 
1in@13in -58°to 1472° +2.0% of Reading Adjustable 0.10 to 1.00 Battery, K Type Bead Probe and Pouch Single Dot QV 
1in@30in -58° to 1832° +/-4,.5° Adjustable 0.10 to 1.00 Instructions, Pouch Case, Battery Convergence QV 
1in@50in -58° to 1832° +2.0% of Reading Adjustable 0.10 to 1.00 Battery and Carrying Case Single Dot 9V 
Type K Temperature Probe, USB 
1in@50in -58° to 3992° +1.0% of Reading Adjustable 0.10 to 1.00 Cable and Software, Carrying Case, Convergence OV 
Tripod, Battery and Instructions 
FLIR 
F +, 990 ° (4) Presets 0.65, 0.75, 0.85, 0.95 Wrist Strap Lanyard, Quick Start ‘ 
Vin@24in -22° to 1202" £1.0% of Reading ang Adjustable From 0.10 to 0.99 Guide, User Manual/CD, Batteries‘ S!mgleDot_ = AAA 
Wrist Strap Lanyard, Quick Start 
° ° 4) Presets 0.65, 0.75, 0.85, 0.95 , 
1in@30in -22°to1202° +1.0% of Reading ( Guide, User Manual/CD, Type K Single Dot AAA 
and Adjustable From 0.10 to. 0.99 General Purpose Probe, Batteries 
Milwaukee 
1in@10in -22° to 752° +2.0% 0.95 fixed (1) 9V Battery, Manual, NIST Certification Single Dot QV 
1in@12in -22° to 1022° +1.8% 0.95 fixed (1) 9V Battery, Manual, NIST Certification Single Dot QV 
1in@12in -22° to 1022° +1.8% 0.95 fixed Manual and NIST Certification Single Dot M12 
i 5 ; (1) 9V Battery, Manual, K-Type 
1in@30in -40° to 1472 +2.0% Adjustable 0.10 to 0.99 Thermocouple, NIST Certification Single Dot QV 
UEI Test Instruments 
= 0 = e 3 F ‘ 
Vin @12in -76° to 1022° iA oF +/ 0.0 Adjustable 0.30, 0.70, 0.95 Holster, (2) AAA Batteries Circular AAA 


1 veces 


Infrared Thermometer Terminology 
emissivity. For example, a given polished 
metal may have an emissivity value of 0.20 
and wood a value of 0.95. IR thermometer 
selection may consider whether a surface/ 
immersion probe is required for adjustments 
to emissivity. 
1-Dot Laser Sighting—A laser pointer 
identifies the target area. , 
2-Dot/Convergence/Dual Laser 
Sighting—2 lasers converge to a single 
point; a 1"-dia. around that point is the 
measurement area. 


D:S = 12:1 
at focal point 


12" 


No. 
1VER1 


fala BY 












| 


1.5" @ 3" @ 


36" 





| 


5.3" @ 


60" 


+ ) ———_> 


Focus Spot Size and Distance 


TEST INSTRUMENTS 
Infrared Thermometers 


Convergence 


No. 
34D332 
Battery 
Type Brand 
CR2032 Westward 
LR44 Westward 
AAA Westward 
AAA Amprobe 
(3) AAA Testo 
Westward 


No. 45PF92 


Data 
Hold 


Yes 


Yes 


Yes 
Yes 
Yes 


Yes 


Yes 


Yes 


Yes 
Yes 
Yes 


Yes 


Yes 
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Milwaukie 
EE 





Calibration 
Certificate 


NIST 


NIST 
NIST 
NIST 


NIST 


NIST 


NIST 


Yes 
Yes 
Yes 


Yes 


NIST 





Mfr. 
Model 


1VEP7 
1VER1 

947228 
IR-450 


0560 
1805 01 


1VEP3 


Mfr. 
Model 


42510A-NIST 


IR270-NIST 


42515-NIST 
42512-NIST 
42545-NIST 


42570-NISTL 


TG54-NIST 


TG56-NIST 


2267-20NST 
2268-20NST 
2278-20NST 


2269-20NST 


INF195C-N 





No. 


49ZZ59 


Item 
No. 


1VEP7 

1VER1 

941Z28 
34D332 


497759 


1VEP3 


Item 
No. 


2LZV2 


SOEP29 


2LZV3 
6RGK8 
2LZV6 


4TXH7 


49VU04 


49VU05 


45PF90 
45PF92 
45PF96 


45PF94 


49EL82 


601 








TEST INSTRUMENTS 
Infrared Thermometers 


No. 20VC80 No. 4TXH6 No. 48FT96 No. 485A80 No. 45PF95 
R uke siRaytek 
AMPROBE EXTECH SFLI Gexeraw) (lwo ‘AFluke Company 
= _ INSTRUMENTS 
Noncontact thermometers have advanced features for a wide range of applications. 
Focus Spot 
Size and Temp. Laser 
Distance Range! (F) Temp. Accuracy (F) Emissivity Includes Sighting 
Amprobe 
1in@8in 0°to716° +2.0% 0.95 fixed Battery Single Dot 
1 in @ 20 in -26° to 1922° = Adjustable 0.10 to 1.00 ate et Single Dot 
Extech 
1in@ésin_ -4° to 630° +/-2.0% of Reading +4.0° 0.95 fixed Battery, Case and Instructions Single Dot 
+. _EQ0 ° A Ae 9V Battery, General Purpose Type K 4, 
1 in @12in -58° to 1112 +/-3.6 Adjustable 0.05 to 1.00 Bead. Wire Probe and Instricrons Single Dot 
1in@12in -4° to 1202° +/-1.0% of Reading +2.0° Adjustable 0.10 to 1.00 Battery, Case Single Dot 
1 in @ 30 in -58° to 1832° +/-4,5° Adjustable 0.10 to 1.00 Instructions, Pouch Case, 9V Battery Single Dot 
1 in @ 50 in -58° to 1832° _— Adjustable 0.10 to 1.00 Battery and Carrying Case Single Dot 
Type K Temperature Probe, USB 
1 in @ 50 in -58° to 3992° +1.0% of Reading Adjustable 0.10 to 1.00 Cable and Software, Carrying Case, Single Dot 
Tripod, Battery and Instructions 
FLIR 
(4) Presets 0.65, 0.75, . . 
1 in @ 24 in -22° to 1202° +1.0% of Reading 0.85, 0.95 and Adjustable qvrist Strap canyard, Quick Start single Dot 
From 0.10 to 0.99 
(4) Presets 0.65, 0.75, = Wrist Strap Lanyard, Quick Start 
1 in @ 30 in -22° to 1202° +1.0% of Reading 0.85, 0.95 and Adjustable Guide, User Manual/CD, Type K _ Single Dot 
From 0.10 to 0.99 General Purpose Probe, Batteries 
General 
+2.0% of Reading or +3.0° 
° ° Whichever is Greater above 
1 in @12 in -40° to 1076 32.0°, +2.0% of Reading or +5.0° 0.95 fixed Battery Single Dot 
Whichever is Greater below 32.0° 
et oi ca - eee. ia Bl : ; 
i -7RO o Of Reading or +3.6° Whichever ard Plastic Protective Case, 
Tin @ 50 in -/6° to 2732° is Greater from -27.0° to 59.0°, Adjustable 0.10 to 1.00 User's Manual and Batteries Single Dot 
+ 5.4 °From 95.0° to 2732.0° 
Milwaukee 
1in@10in -22° to 752° +2.0% 0.95 fixed (1) 9V Battery, Manual Single Dot 
1 in @12 in -22° to 1022° +1.8% 0.95 fixed Manual Single Dot 
are s =m ; (1) 9V Battery, Manual, 
1 in @ 30 in -40° to 1472 Adjustable 0.10 to 0.99 K-Type Thermocouple Single Dot 
Raytek 
1in@8in 0°to 750° +/-2.0% or +/-3.5° Whichever is Greater 0.95 fixed Battery Single Dot 
UEI Test Instruments 
“1 _7R0 ° +/-2.0% of Reading or +/-4.0° . Battery, K-Type Thermocouple, . 
1 in @12 in -76° to 1022 Whichever is Greater Adjustable 0.30, 0.70, 0.95 Carrying Case 8 Dot Circle 
Westward 
2 0 j 2 o 
1in@Gin, 20osss> = Adjustable 0.10 to 1.00 Battery and Wrist Strap Single Dot 
+7.0 °From -58.0° to 32.0°, +2.0% 
1in@10in -58°to1000° of Reading or +4.0° Whichever is 0.95 fixed Battery and Canvas Bag Single Dot 
Greater from 32.0° to 1000.0° 
+9.0 °From -58.0° to -4.0°, +1.5% 
of Reading or +3.6° awe Pe 
Greater from -4.0° to 392.0°, +2.0% 
1 in @ 12 in -58°to1472° of Reading or +3.6° Whichever is Adjustable 0.10 to 1.00 Battery, Uanvas Bag, I ype Dual 
Greater from 392.0° to 1000.0°, P 
+3.5% of Reading or +9.0° Whichever 
is Greater from 1000.0° to 1472.0° 
1in@12in -4° to 752° +/-2.0% or +/-2.0° Whichever is Greater Adjustable 0.10 to 1.00 Instructions, Battery Single Dot 
eon oe rea 0% 
i FRO o _ Of Reading or +/-1.8°Whichever is 
1 in @ 20 in -58° to 1922 Greater from 68.0° to 572.0°, +/-1.5% Adjustable 0.10 to 1.00 Battery and Canvas Bag Dual 
of Reading, from 572.0° to 1922.0° 
+9.0 °From -58.0 to -4.0°, +1.5% 
of Reading or +3.6° eae 
Greater from -4.0° to 392.0°, +2.0% ; 
1 in @ 30 in -58° to 2282° of Reading or +3.6° Whichever is Adjustable 0.10 to 1.00 _—-~Battery, Canvas Bag, K-Type Dual 


Greater from 392.0° to 1000.0°, 
+3.5% of Reading or +9.0° Whichever 
is Greater from 1000.0° to 2282.0° 


* Captures Max./Min. # Captures Max. # Captures Max./Min./Avg./Dif. 
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Thermocouple Probe 


No. 4XX07 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 


No. 21CH59 





No. 28AF72 
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No 
No 


No 
No 


No 
No 
No 


No 


No 


No 


No 


No 


No 


No 


No 


No 


No 


Mfr. 
Model 


IR-708 
IR-720 


IR400 
IR267 


IR270 
42512 
42545 


42570 


TG54 


TG56 


TS05 


IRT850K 


2267-20 

2278-20 

2269-20 
RAYMT4U 


INF195C 


541228 


5471229 


541230 


28AF72 


941231 


941232 


Item 
No. 


485A80 
14K230 + 


6XFV4 
53PZ24 


55EP28 
2HZC4 + 
2QTKT3 # 


4TXH6 * 


48FT96 


48FT97 


93CJ25 


20VC80 


45PF89 
45PF95 
45PF93 
4XX07 


21CH59 


941Z28 


947Z29 


947230 


28AF72 


941231 


9471Z32 
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GRAINGER CHOICE® TEST INSTRUMENTS 
Find the Wy. Find Solutions. Find Great Prices. Infrared Thermometers 




















= Infrared technology allows quick 
EXTECH surface temperature readings 
—— INSTRUMENTS = Takes rapid and frequent noncontact 
Noncontact temperature measurements without 
risk of cross contamination 
infrared A complete temperature measurement 
Forehead | and monitoring solution for food service 
professionals. Helps guard against 
Thermometer | improper receiving, storage, and holding 
= Fixed emissivity: 0 een” temperatures. Features HACCP check 
= 32-record memory lights for instant recognition of safe/ 
= Audible and visual alarm unsafe temperatures. Hand washable 
, , ick- 
Selectable fever/surface function shows temperature Hs ns oo Includes battery and quic 
within 0.5 sec. on backlit LCD. Features automatic one 
Hold. Includes storage pouch and 9V battery. Focus Spot 
ge Pp y Size and Temp. Temp. Laser Battery Mfr. Item 
Focus Spot Temp. Distance Range(F) Accuracy (F) Emissivity Includes Sighting Type _ Brand Model No. 
Size and Temp. Accuracy Mfr. Item Preset for Bateae Onick 
Distance _ Range (F) (F) Model __No. 2in@5in -20°to390°  +2.0° _—- Food Service Bee bade SingleDot © AA Fluke FLUKE-FP 5YE64 
1.9t05.9"  32°to140° ~—-+0.5° IR200  4NLW2 Applications 
D ® 
alRaytek 
‘Fluke Company 
= Type: Fixed mount = Response time: 350 msec 500 impedance. Nos. 1CVJ1 to 1CVJ4 are 
= Power source: 12-24VDC —= Protection: IP65 (NEMA 4) 3'4"L sensors with % x 16 UNF threads and 
include 2 mounting nuts. 
Focus Spot Size Cable Temp. Mfr. Item 
and Distance Length Range Output Accuracy Model No. 
Fixed 0.95 
1"@4' 10 ft. 32° to 240°F J Thermocouple +2% or +6°F (+3°C) RAYCI1A10L  1CWJ1 
1"@4' 10 ft. 212° to 932°F = JThermocouple +2% or +6°F (+3°C) RAYCI1B10L  1CWJ2 
1"@4" 10 ft. 32° to 240°F 10 mV Per Degree C +2% or +6°F (+3°C) RAYCI3A10L  1CWJ3 
1'@4" 10 ft. 212° to 932°F 10 mV Per Degree C +2% or +6°F (+3°C) RAYCI3B10L  1CWJ4 
Digital Panel Meter No. 1CVK3 
For Use With 1CVJ1 - 1CVJ4 and 1CVJ7 - 1CVJ9 IR Sensors — RAYGPCM —_—1CVK3 


Visual Infrared Thermometers 


The visual image and infrared heat map are blended to help exactly identify the trouble spot, with Near and Far modes to align the visual 
and infrared lenses. A center measurement box lets you see the exact area of temperature measurement on screen. Temperature alarms 
and automated monitoring help predict problems over time; get alerts when a temperature is outside range. Markers help identify hot 
and cold spots within the field of view. SmartView® reporting software helps you optimize the image blending and create professional 
reports. 





Temp. Special Mfr. Item 
Emissivity Accuracy Includes Features Model No. 
Infrared Visual Thermometers 


. . Built-In Digital Camera, Thermal Heat Map 
Baa ea Toe ard Mer © Blending Overlay with One Button, Blend Digital 
Li-lon Batter ee ar Set a ard and Thermal Images to Instantly Show The Exact 
Printed Quick Start Guide Avalais’ Location of The Issue, Fully Automatic, Reporting FLK-VTO4 29TJ14 
and Reportina Software CD Manuel Software, Make Professional Reports, Powerful 
ana ouiek Sar Guide On CD Resolution with PyroBlend™ Plus Optics, View 
for Tight Spaces, Automated Monitoring Alarm 


Adjustable 0.01 to 1.00 +2.0% or +2.0°C 





Bae Case, ee Card, ree oo Tee 
icro- onversion Adapter to uto- imer, Auto imming, ; 
Standard, (4) AA Batteries, Charger/ Adjustable LCD Brightness FLK-VT04A = STFIM96 
Adapter Set, Printed Quick Start Guides 
Accessories 
Rechargeable Battery FLK-VT04-BATTERY 29TJ15 
Battery Charger FLK-VT04-CHARGER 29TJ16 
Mfr. Item 
Includes Model No. No. 31FM96 


Infrared Thermometer Kits 


Sleek design fits 
Hard Case, Micro SD Card, Micro SD Conversion Adapter, Rechargeable Li-lon Battery, Charger Set, Lanyard, Printed Quick Start Guide, i _ . 
Analysis and Reporting Software CD, Manual and Quick Start Guide On CD, VT04 Visual IR Thermometer, 1507 Insulation Multimeter. 'LX-V104-MAINT-KIT 29TJ19 an youripeckst 


Sign in to Grainger.com® to see YOUR Pricing and MORE 603 
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TEST INSTRUMENTS 
Infrared Thermometers & Calibrators 


Scan. Order. Done. 
Details on page A1. 


For more information on Fluke Connect® products, see page 610. 
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Infrared Thermometers FLUKE. 


Bright laser provides precise targeting. 


Fluke 59 Max Fluke 61 Fluke 64 Max 
No. 20AZ68 No. 3MU88 No. 54DD62 
Fluke 59 Max/59 Max+ Fluke 61 Fluke 62 Max/62 Max+/64 Max 
= Temperature measurement = Temperature = High-temperature measurement 
to 662°F (No. 20AZ68) and measurement to 932°F (No. 16X949) and 1112°F 
932°F (No. 20AZ69) to 525°F (Nos. 16X950 and 54DD62) 
= Distance to spot ratio: = 1-button point- = IP54 dust- and water-resistant 
8:1 for No. 20AZ68, and-shoot = 3m drop-tested 
10:1 for No. 20AZ69 Infrared thermometer = Distance to spot ratio: 20:1 





= 1P40 rated 
Small and lightweight design for 
easy portability. 


has an easy-to-use, 
remote control- 
shaped housing. 


Lightweight mini IR thermometers are designed 
for a natural hand fit. Large backlit LCD shows 
Min./Max./Avg./Dif. No. 16X950 employs dual- 








Fluke 561 Fluke 566/568 Fluke 572-2 
= High-temperature = High-temperature = High-temperature 
measurement measurement measurement 
to 1022°F to 1470°F to 1652°F 
= Noncontact and = Noncontact = Distance to spot 
contact measurement and contact ratio: 60:1 
= 3 emissivity settings measurement Rugged, ergonomic 
Bright laser provides = Continuous design for tough 
precise targeting. Easy Fluke 564 trending and environments. Fluke 572-2 








rotating lasers to identify the target. 






Fluke 566/568 











scroll-through menu. No. 1PEK8 data logging sone Dual laser sighting No. 29TJ26 
No. 202193 displays Include a hard for fast, accurate 
thermocouple tempera- case for maximum targeting. 
ture readings. protection. 
Operating Focus Spot Mfr. Item 
Temp. Range Size and Distance Emissivity Accuracy Features* Model No. 
14° to 122°F 1"@8" Adjustable 0.10 to 1.00 +2°C or +2% of Reading Whichever is Greater B,M FLUKE-59 MAX 20AZ68 
-22° to 1112°F 20° @ 1" Adjustable 0.10 to 1.00 +1.0 % Fluke 64 MAX 54DD62 
-30 to 650°C "1" @ 12" Adjustable 0.10 to 1.00 _+1.0°C or +1.0% of reading, whichever is greater FLUKE 417D+62MAX+ KIT 55EP61 
39° to 120°F 1"@ 8" Fixed 0.95 +2.0% of Reading C.B Fluke-61 3MU88 
1" @ 12" Fixed 0.95 1.0% M, B Fluke-63 5YB17 
1" @ 10" Adjustable 0.10 to 1.00 15°C M, B Fluke-62 Max 16X949 
1" @ 12" Adjustable 0.10 to 1.00 ia M, B Fluke-62 Max+ 16X950 
1 @ 12" Adjustable 0.30, 0.70, 0.95 +2°F or +1.0% C, M, B, P Fluke-561 1PEK8 
1" @ 12" Adjustable 0.30, 0.70, 0.95 +1%C C, M, B, P Fluke-561 202193 
1" @ 30" Adjustable 0.10 to 1.00 +2°F or +1% C, M, B, PA, D Fluke-566 2DPJ1 
39° to 122°F 1" @ 30" Adjustable 0.10 to 1.00 +2°F or +1% C, M, B, PA, D Fluke-566/NIST 2DPJ3 
1" @ 50" Adjustable 0.10 to 1.00 32°F +2°F or +1.0% C, M, B, PA, S, D Fluke-568 2DPJ2 
1" @ 50" Adjustable 0.10 to 1.00 32°F +2°F or +1.0% C, M, B, PA, S, D Fluke-568/NIST 2DPJ4 
1" @ 50" Adjustable 0.10 to 1.00 +1.0°C or +1.0% FLK-568 EX/ETL 297J20 
1" @ 10" Adjustable 0.10 to 1.00 +1.5°C or +1.5% B,M FLUKE-59 MAX + 20AZ69 
1" @ 60" Adjustable 0.10 to 1.00 +2°F or +1.0% C,D, CFM FLUKE-572-2 297J26 
1" @ 60" Adjustable 0.10 to 1.00 +2°F or +1.0% C,D, CFM FLUKE-572-2/CWG 29TJ27 


* A= average, B = backlight, C = case, CF = close focus, D = data storage, IS = intrinsically safe, M = min./max./diff., P = pouch, PR = probe, 


except No. 3MU88 is warranted for 1 yr. 





Precision Infrared Calibrators 


surface. Thermometers have a 2-yr. warranty, 


FLUKE® 4180 AND 4181 a er sate an ; age ante Sale il 
_4R0 ° emp. Range emp. Accuracy niformity missivity Target Size ode 0. 
: ay : a if rtabl re TMUOEO OF 0.72°F @ 5°F 0.15 at -15°C 6 in (152.4 
| arget size for portable 9° to 248° +0.40° rh 20./2 + @ o'r +0.15 at -15° in (152. : 
eel area P (-15° to 120°C) +0.55°F @ 120°F +1.0°F@ 248°F +0.25at 120°C —*9-99 mm 4180-156 4LHC6 
95° to 932°F  +0.35°F @ 35°F 10.63°F @ 95%,  +0.1 at 35°C wae Bin (1924 gi3,455  @LHCT 
Compensate for errors caused by (35° to 500°C) +1.60°F @ 500°F, +2.9°F @932°F —+1.0 at 500°C mm) 
San Temperature Accessories for Pipes 
thermometer emissivity settings, Type K Pipe Clamp Thermocouple Probe, -20° to 300°F, 1.375" 80PK-8  1W503 
improving accuracy. Radiometric Type K Pipe Clamp Thermocouple Probe, -20° to 300°F, 2.5' S80PK-10  4FFH1 
. . ‘ Type K Flexible Cuff Thermocouple Probe, -19.3° to 302°F 80PK-11  1DGX9 
calibration for traceable, consistent {it Nos. 1W503 (80PK-8) and 4FFHt (80PK-10) 80PK-18  4FFH2 
eae? results. With built-in procedures for Accsssarles for Hake HE aT 0) ad ALHCT GTi) acmewaa ie 
: ® ugged Carrying Case for Nos. an - 
Fluke and Raytek® thermometers. — —irfrared instrument Aperture, Reduces Scatter, for Nos. 4LHC6 (4180-156) and 4LHC7 (4181-156) 4180-APRT 4LHC9 
- — FLUKE 
Wireless Temperature Module FLUKE 2 MGor 





This versatile K-type thermocouple thermometer wirelessly relays measurements to other Fluke Connect®-enabled test tools. Designed to 
detect temperature differences between 3 phases in 14 the time of previous methods. Sends data to your laptop and goes from logging to 
analysis and diagnosis. Records over time to monitor circuit load changes for an hour, a shift, or a week. 


Temp. Temp. Measuring Mfr. Item 
Range Acouras _ sates Use with — {nctudes Element Wire Length Model No. 
_9nN° ° 00% eriles Multimeter ead Probe, Magnet : 
200° to 1372°C +0.5 °C or PC3000 Series Adapter Strap, Information Pack K Thermocouple 3 ft. FLK-T3000FC STFN19 
604 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° TEST INSTRUMENTS 
Find the wy. Find Solutions. Find Great Prices. Infrared Cameras 


Find more thermal imagers for troubleshooting, diagnostic, 


and reporting applications on Grainger.com®. 


Why Use Infrared? 


Infrared thermography is the only diagnostic technology that helps you instantly visualize and verify thermal performance, detect potential electrical faults, 
and find hidden sources of water or air leaks. Thermal imaging cameras let you find problems and quantify them with precise non-contact temperature 


measurements. Use thermal images to document issues and your repairs, and to create professional reports to help you verify your work. 





Professional Infrared Cameras Spot Infrared Camera 


Thermal Imaging Camera for Smartphones SFLIR. 


Imagers attach to your smartphone to transform it into a powerful infrared camera. Features such as spot measurement 
tools, adjustable temperature controls, and a range of color palettes help pinpoint surface temperature differentials so 


Personal Infrared Camera 


you can identify potential problems. FLIR® proprietary Multi Spectral Dynamic Imaging (MSX®) enhancement adds visible No. 
spectrum detail, while VividIR™ image processing offers a 4X boost in resolution and clarity. The FLIR OneFit™ adjustable 54) J27 
connector extends up to 4mm to fit many popular protective cases. 
Temp. Temp. Detector Thermal Temp. Spectral Mfr. Item 

Range (F) Range (C) Resolution Sensitivity Accuracy (F) Response Model No. 
Compatible Smart Phones: iOS Devices 

-4°t0 752° -20° to 400° ~—-160 x 120 Pixels 70 mK +5° 8.0 to 14.0um FLIR ONE PRO, iOS 54JJ27 

-4°t0 248° -20°t0 120° 80x 60 Pixels 100 mK +5° 8.0 to 14.0um FLIR ONE PRO LT iOS 491G87 
Compatible Smart Phones: Android Devices 

-4°to 752° -20° to 400° —-160 x 120 Pixels 70 mK +5° 8.0 to 12.0um FLIR ONE PRO, Android 54JJ28 

-4°t0 752° -20° to 400° —-160 x 120 Pixels 70 mK +5° 8.0 to 14.0um FLIR ONE PRO, Android 54JJ29 

-4° to 248° -20° to 120° «80. x 60 Pixels 100 mK +5,0° 8.0 to 14.0um FLIR ONE PRO LT USBC 491G88 

-4°t0 248° -20° to 120° 80. x 60 Pixels 100 mK +5° 8.0to14.0um _ FLIRONEPROLTMicroUSB 491G89 





ELECTRICAL HVAC Automotive 
Warm Electrical Breaker Compressor Coils Hot Break Rotors 
and Normal Load and Fan Motors 


Spot Infrared Cameras SFLIR. 


= Imaging enhances single-spot measurements Rugged, easy-to-use point-and-shoot cameras help reduce diagnostic time 
= IR detector resolution: 4800 pixels (60 x 80) and simplify repair and maintenance operations. Quickly find hidden hot 


= 2" TFT color LCD (176 x 220 pixels) and cold spots for instant troubleshooting in commercial electrical, facility 
= Laser pointer maintenance, HVAC, and similar applications. A spot temperature laser indi- 
= Adjustable emissivity cator instantly shows what’s hot and where to aim; once you find a trouble 
= Pistol grip style spot, record images to show customers and include in reports. 
Focus Spot Calibration 
Size and Temp. Removable Data _ Certificate Mfr. Item 
Distance __Range (F) Temp. Accuracy (F) Field of View Memory Card Logging Included Model No. 
Infrared Visual Thermometers 
1 in @ 24 in -13° to 716° +2.0% or +2.0° 50.0° Horizontal x 38.6° Vertical 8GB MicroSD _Yes No TG165 _32MX58 
Tin @ 24 in -13° to 716° +2.0% or +2.0° 50.0° Horizontal x 38.6° Vertical 8GB MicroSD Yes Yes, NIST TG165-NIST 48FT95 
Infrared Cameras 
_ -13° to 716° = +1.0% or +2.0° Whichever is Greater _57.0° Horizontal x 44.0° Vertical No No No TG26/ —55KP99 
Tin @30in -13°to 752° +1.0% or +2.0° Whichever is Greater — — No No TG297 _55KRO01 
Cases and Holsters 
Protective Case TA13 30KR05 
Belt Holster TA14 _ 35KR06 No. SSKP99 
Sign in to Grainger.com® to see YOUR Pricing and MORE 605 
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TEST INSTRUMENTS 
Infrared Cameras 


Scan. Order. Done. |=) 
Details on page A1. = 


MSX® Technology Makes Infrared Imaging Affordable for Everyday Use 


Multispectral dynamic imaging (MSX) makes it easier to interpret an infrared image by adding visual-spectrum detail—eliminating the need to refer back to 
a visual image. Visible edges are detected and added to the infrared image for extraordinary infrared detail that instantly highlights and orients problem loca- 
tions. Text becomes clearly visible to read labels or identifiers within the image. 


Hot Water Transfer 
Without MSX 


Image detail 
orients the 
problem location 


Visible text 
labels are 
easy to read 


Hot Water Transfer 
Pipes With MSX 


The infrared images shown are for illustrative purposes only, and may not have been taken by the camera series depicted. 


E4, E5, E6, and E8 Infrared Cameras 


with Wi-Fi® Connectivity 


= With MSX® Enhancement 

= IR detector resolution up to 76,800 pixels (320 x 240) 

= On-board 640 x 480 digital camera 

= 3" color LCD 

= Easy to use; weigh only 1.27 Ib. 

Diagnostic instruments capture and store simultaneous infrared 
(IR), visual, and MSX-enhanced image data as radiometric JPEGs. 





SFLIR’ 


Each includes FLIR Tools reporting software, USB cable, power 
supply/charger with 4 plugs, hard carrying case, and swappable 
rechargeable battery. NIST Certified models include calibration 
certificate. 

Enhanced features on E6 and E8 models include level/span picture- 
in-picture image and area box measurement mode. E8 models also 
include an extra battery and external battery charger. 


Feature spot measurement mode and blending function (Fusion). 





Thermal Detector Picture Focus Removable Data NIST Mfr. Item 
Temp. Range (F) Temp. Accuracy (F) Sensitivity Resolution In Picture Method MemoryCard Logging Certified Model No. 
No. Infrared Cameras a5 
22UL83 _A° ° +2.0% or +3.6° 
s 4° to 482 Whichever is Greater 150 mK 80 x 60 Pixels No Auto No Yes No FLIR E4 22UL83 
° ° +2.0% or +3.6° H 
-4° to 482 Whichever is Greater 150 mK 80 x 60 Pixels No Auto No Yes Yes FLIR E4-NIST 22UL84 
-4° to 752° £3.56" 150 mK —- 160 x 120 Pixels Yes Auto Yes Yes No FLIR E5-XT WiFi 54ZW44 
-4° to 1022° +3.6° 60mK 240 x 180 Pixels Yes Auto Yes Yes No FLIR E6-XT WiFi 54ZW45 
-4° to 1022° +3.6° 290mK 320 x 240 Pixels Yes Auto Yes Yes No FLIR E8-XT WiFi 54ZW46 
, Training 


Thermal imaging professionals can learn to get 

the most out of their equipment at the Infrared $ FL | R. 
Training Center (ITC), the world's largest dedi- 

cated IR applications training organization. ITC te 
courses from beginner (Level |), to seasoned 





Item : 
For All Infrared Cameras Regardless 









No. 2PZE7 No. 3EMK9 No. 3EML1 professional (Level Ill), lead to certification of the Manufacturer _ 
: : ' Level | Certification Training 2PZE/ 
accepted by NETA (InterNational Electrical Testing Level Il Certification Training 3EMK9 
Association), an ANSI standards developer. Level Ill Certification Training _ 3EML1 
Accessories $ : 
Mfr. Item 
Item For Use With Features Model No. 
Battery FLIR Ex Series Cameras . = of . om a - wie U 1199362ACC 22UL/0 
; xternal Battery Charger Lets You Charge A Battery While Using 
No. 423N33 abl ha eeeeiiee The Camera So That You Never Run Out of Battery Power eseue: _deeumue 
Battery Charger — FLIR Ex Series Battery Charger 7198531 22UL71 
FLIR K2 Power Supply with 4 Multi-Plugs US, EU, UK, AU 1199128 48GE76 
FLIR Toxx Series and IR High Capacity T199300ACC 423N32 
oe Stand-alone 2-bay battery charger 1198125  22DD12 
Car Charger FLIR E series, K2, C2, C3 — 1198532 22UL72 


Interchangeable Auto Cal Lens 14 Degrees, Can Be Shared Between 
Cameras Without The Need for Secondary Pairing or Factory 
Recalibration, Case Protects Lens During Transport and Storage 
Interchangeable Auto Cal Lens 24 Degrees, Can Be Shared Between 
Cameras Without The Need for Secondary Pairing or Factory 
Recalibration, Case Protects Lens During Transport and Storage 


— 1199077 460X55 


FLIR T5xx, FLIR Exx Series 7199588 423N29 
Infrared Lens 


FLIR T5xx, FLIR Exx Series 1199589 = 423N31 


Mfr. No. 11010, 11020, 
T1030SC, 11040, T1050SC 


No. 423N29 





Lens 
Mfr. No. 11010, 11020, __ 
T1030SC, T1040, T1050SC 1199066 460X56 
No. 48GE75 Li-lon FLIR K45, FLIR K55, FLIR K65 3.6V, 4.4Ah T199368ACC 48GE68 
St ae FLIR K Series 3.6V, 2.6Ah T199423ACC 48GE75 
Wide Anale Interchangeable Auto Cal Lens 42 Degrees, Can Be Shared Between 
g FLIR T5xx, FLIR Exx Series Cameras Without The Need for Secondary Pairing or Factory 7199590 §©423N30 


Infrared Lens Recalibration, Case Protects Lens During Transport and Storage 


Find even MORE on Grainger.com® 
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TEST INSTRUMENTS 
Infrared Cameras 


GRAINGER CHOICE ° 
Find the wh. Find Solutions. Find Great Prices. 


Advanced Features for Commercial and Industrial Thermography 


MPEG-4 and video streaming to 


Apple® and Android™ mobile devices; 


video recording to SD card 


E Series Wireless Professional 
infrared Cameras with MSX® 


= METERLINK™ enabled 
= Up to 464 x 348 IR detector 

resolution (76,800 pixels) 
= 5 MP digital camera with LED lamp 
= 4" high-contrast touch-screen color LCD 
= Simultaneous IR and visual 

image storage (MSX) 
= GPS and compass 
Higher performing point-and-shoot imagers 
have 30 Hz image frequency to capture 
moving targets. They feature radiometric IR 
video streaming (MPEG-4) and on-screen 
temperature difference (delta T). Professional 
analysis software package integrates seam- 
lessly with the camera for easy downloads, 
quick reporting, and camera firmware updates 
in the field. Connect wirelessly to an Apple® 


METERLiINK™-enabled to send 
data to Infrared Camera 


Camera 


SFLIR. 


or Android™ mobile device to instantly send 
infrared images or reports via email. Each 
includes SD card, USB cables, universal power 
adapter, 2 rechargeable batteries, battery 
charger with power supply, and hard carrying 
case. 

Industrial/Predictive Maintenance— 
Cameras offer superior resolution and range 
performance needed to quickly identify hot 
spots and discover potential points of failure 
in electrical distribution and mechanical 
systems. 


Building Diagnostic/Restoration— 
Cameras offer superior sensitivity to detect 
even subtle indications of building deficiencies 
and moisture intrusion. 


3.1 MP Digital 





Apple® and Android™ mobile devices; 


High-resolution 
touch screen 





LED Laser 


Lamp Pointer 





MPEG-4 and video streaming to 


video recording to SD card 


STANDARD NIST 
Thermal Picture Laser Mfr. Item Item 
Temp. Range (F) _ Sensitivity Detector Resolution Image Notation Focus Distance In Picture Sighting Model No. No. 
-4° to 1200° 40 mK 320 x 240 Pixels Sketch, Text Annotation and Voice Annotation Minimum of 0.50m Yes Yes FLIRE/75-24 | 53PW96 53PW97 
-4° to 2192° 40 mK 380 x 280 Pixels Sketch, Text Annotation and Voice Annotation Minimum of 0.50m Yes Yes FLIR E85-24 | 53PW98 53PW99 
-4° to 2/32° 40 mK 460 x 340 Pixels Sketch, Text Annotation and Voice Annotation Minimum of 0.50m Yes Yes FLIR E95-24 | 53PX01 53PX02 
-4° to 1200° 40 mK 240 x 180 Pixels Text Annotation Minimum of 0.15m Yes Yes FLIR E53 457A81 _ 
-4° to 1202° 30 mK 320 x 240 Pixels Sketch, Text, Voice Minimum of 0.15m Yes Yes FLIR E75-42 | 485C85 _ 
-4° to 1202° 50 mK 320 x 240 Pixels Sketch, Text, Voice Minimum of 1.00m Yes Yes FLIRE/75-14 | 485084 _ 
-4° to 2192° 50 mK 384 x 288 Pixels Sketch, Text, Voice Minimum of 1.00m Yes Yes FLIR E85-14 | 485C86 _ 
-4° to 2192° 30 mK 384 x 288 Pixels Sketch, Text, Voice Minimum of 0.15m Yes Yes FLIR E85-42 | 485C87 _— 
-4° to 2/32° 50 mK 464 x 348 Pixels Sketch, Text, Voice Minimum of 1.00m Yes Yes FLIR E95-14 | 485C88 _ 
-4° to 2/32° 30 mK 464 x 348 Pixels Sketch, Text, Voice Minimum of 0.15m Yes Yes FLIR E95-42 | 485C89 _— 


SFLIR. 


Infrared Guided Measurement™ 


(IGM) Technology 





IGM-enhanced tools use 
thermal imaging to quickly 
pinpoint potential problems, 
to help you work faster and 
get on to the next job. 


DM166 and DM285 
Imaging DMMs—Feature- 
packed multimeters are 


MR160 Imaging Moisture 
Meter—The thermal 
imaging sensor helps you 
quickly see temperature 
patterns associated with 
possible hidden moisture, 
So you know the best 

place to put the meter 








ideal for troubleshooting se : pete ged No. 444M20 No. 444M24 No. 444M26 No. 38YJ14 No. 38YJ15 
and diagnosing complex ah @ Calibration Data Battery Mfr. Item 
in hiah- and low- Grainger.com®. Item Includes Interface Certificate Hold Type Model No. 
issues in high- and low Digital 
—_ oP Test Leads, Alligator Clips, Type 
CM275 Imaging Clamp  Meter—As you seek Wireless Digital Bead Probe, Test Lead Holder, Tripod Bluetooth No Yes. AA Alkaline DM285 444M24 
Meter—This G00A t hidden moisture, IGM and Accessory, Soft Case, (3) Batteries 
sortie a re an integrated laser and eee Test ‘Gauthion ae — No Yes AA CM275 44426 
clamp meter : ; eter Module ithium Batteries 

‘eyalieauid : t crosshair mark the precise ~ Thermal External Pin Probe, USB Cable, Universal lider 
ViSuaily QUIGES YOU tO spot for further testing and —_‘[™aging USB Charger with AC Socket Adapters, USB No NO pachargeable MR160 38¥J14 
anomalies and helps you oe Moisture Meter Quick Start Guide and User Manual/CD g 

ihe porentialhazard investigation. For details, Thermal External Pin Probe, USB Cable, Temperature/RH eg 

see tne potential nazaras. Imaging Sensor, Universal USB Charger with AC Socket USB No NO Rechargeable MR176 38YJ15 


see Grainger.com®. 


For details, see page 542. Moisture Meter Adapters, Quick Start Guide and User Manual/CD 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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TEST INSTRUMENTS Scan. Order. Done. 
Infrared Cameras Details on page A1. 





For more information on FLIR® infrared cameras, see page 606. 





Industrial/Predictive Maintenance models provide 
wide temperature ranges that meet the needs of ther- 
mographers conducting electrical and mechanical 


$ F L | Re inspections. 


T500 Series—Lightweight cameras feature maximum 






T Series High- flexibility and efficiency for both builidng and industrial 
applications. 
ieee Performance Infrared «1p detector resolution: up to 
Go to Grainger.com’ and search for FLIR TS00 H ® 161,472 pixels (464 x 348) 

Cameras with MSX = UltraMax™ super resolution using FLIR Tools software 

Articulating thermal imagers have quick-capture mode and = 5 MP digital camera with built-in LED light 

intuitive, easy-to-use touch screen controls. Rigorous inspec- = 4" touch screen color LCD 

tion requirements are aided by high-performance features: = Built-in microphone and speaker 


voice, text, and drawn comments annotate images. FOV Match _—= Laser distance meter with area measurement 
automatically adjusts the digital camera field of view to the IR = Meterlink™ enabled 


image field. Compass adds the camera-pointing direction to T1K Series—Provide the highest resolution to measure 


every image. 

Professional ri ft | ee small targets from long distances. Feature manual and 

De eee ee ee cece ae ewe auidiocus, Interchangeable and articulating lenses. 
No. 423N27 images and data before generating reports. The imagers can 


Flexible ergonomics allow the lens to be pointed to the 


stream video via Wi-Fi® direct to an Apple® or Android™ mobile target and the display or viewfinder tilted to your eye. 


device for field analysis, reporting, and collaboration via PDF or | 1% accuracy within limited temperature range 


email. = IR detector resolution: 786, 432 pixels (1024 x 768) 
Each includes 25° lens, lens cap, 2-bay charger, FLIR Tools » UltraMax™ resolution™: 3,145,728 


analysis software, video and USB cables, SD memory card, pixels (2048 x 1536) 
Bluetooth® headset (T1K Series), hand strap, neck strap, hard =» FLIR's Precision Point™ True HD 
carrying case, power supply, and 2 rechargeable batteries. lenses with ultrasonic motor 


Building Diagnostic/Restoration models have built-in RH/ = FLIR's Precision Point™ HD optics together with 
dew point alarm that displays areas with risk of surface conden- _—- 1K resolution provide unmatched temperature 









sation where mold could occur, and an insulation alarm to accuracy of small targets from a distance 
NOs Oe089 identify areas that don't fulfill insulation requirements. = 4.3" touchscreen color LCD 
STANDARD NIST 
Temp. Thermal Detector Multiple Mfr. Item Mfr. Item 
Range (F) _ Sensitivity Resolution Field of View Focus Distance Focus Method __Lens Option Model No. Model No. 
FLIR T500 Series 
30 mK 464 x 348 Pixels 42.0° Horizontal x 32.0° Vertical Minimum of 0.15m Auto and Manual Yes FLIR 1540-42 485093 — —_ 
-4° to 1202° 40 mK 320 x 240 Pixels 24.0° Horizontal x 18.0° Vertical Minimum of 0.50m Auto and Manual Yes — —_— FLIR T530-NIST 423N26 
50 mK 464 x 348 Pixels 11.5° Horizontal x 8.7° Vertical Minimum of 1.00m Auto and Manual Yes FLIR 1540-14 485C92 — —_— 
30 mK 320 x 240 Pixels 42.0° Horizontal x 32.0° Vertical Minimum of 0.15m Auto and Manual Yes FLIR 1530-42 485C91 —_— — 
-4° to 2732° 40 mK 464 x 348 Pixels 24.0° Horizontal x 18.0° Vertical Minimum of 0.19m Auto and Manual Yes FLIR 1540 423N27 | FLIR T540-NIST 423N28 
40 mK 320 x 240 Pixels 24.0° Horizontal x 18.0° Vertical Minimum of 0.50m Auto and Manual Yes FLIR 1530 423N25 — —_ 
50 mK 320 x 240 Pixels 11.5° Horizontal x 8.7° Vertical Minimum of 1.00m Auto and Manual Yes FLIR 1530-14  485C90 — — 
FLIR T600 Series 
40 mK 640 x 480 Pixels 11.5° Horizontal x 8.7° Vertical Minimum of 1.00m Auto and Manual Yes 89201-0101 55KR02 — — 
40 mK 640 x 480 Pixels  24.0° Horizontal x 18.0° Vertical Minimum of 0.15m Auto and Manual Yes 89202-0101 55KR03 — — 
40 mK 640 x 480 Pixels  24.0° Horizontal x 18.0° Vertical Minimum of 0.15m Auto and Manual Yes 89203-0101 55KR04 — — 
-4° to 950° 40 mK 640 x 480 Pixels  24.0° Horizontal x 18.0° Vertical Minimum of 0.15m Auto and Manual No 89204-0101 55KRO05 — — 
40 mK 640 x 480 Pixels 24.0° Horizontal x 18.0° Vertical Minimum of 0.15m Auto and Manual Yes 89205-0101 55KR06 — — 
40 mK 640 x 480 Pixels  42.0° Horizontal x 32.0° Vertical Minimum of 0.15m Auto and Manual Yes 89206-0101 55KR07 — — 
40 mK 640 x 480 Pixels 42.0° Horizontal x 32.0° Vertical Minimum of 0.15m Auto and Manual Yes 89207-0101 55KR08 — — 
-40° to 662° 40 mK 480 x 360 Pixels = 25.0° Horizontal x 19.0° Vertical Minimum of 0.25m Auto and Manual Yes FLIR T600BX 32MX56 —_— — 
-40° to 1202° 40 mK 640 x 480 Pixels 25.0° Horizontal x 19.0° Vertical Minimum of 0.25m___ Auto and Manual Yes FLIR 1620 6FYE7 FLIR 1620 6FYES 
40 mK 480 x 360 Pixels 25.0° Horizontal x 19.0° Vertical Minimum of 0.25m Auto and Manual Yes FLIR T600 32MX55 — — 
-40° to 3632° 20 mK 640 x 480 Pixels 25.0° Horizontal x 19.0° Vertical Minimum of 0.25m___ Auto and Manual Yes FLIR 1660 A8FT89 = — 
T1008 35 mK 640 x 480 Pixels  25.0° Horizontal x 19.0° Vertical Minimum of 0.25m Auto and Manual Yes FLIR 1640 302969 FLIR 1640 302970 
FLIR T1 eries 
-40° to 1202° 25 mK 1024 x 768 Pixels 28.0° Horizontal x 21.0° Vertical Minimum of 0.40m Auto and Manual Yes FLIR T1010-28 460X54 — —_ 
-40° to 3632° 20 mK 1024 x 768 Pixels 28.0° Horizontal x 21.0° Vertical Minimum of 0.40m = Auto and Manual Yes FLIR 11020 40ZJ89 FLIR 11020-NIST 40ZJ90 
No. 54ZY92 
Temp. Thermal Focus NIST Mfr. Item 
Range (F) _ Sensitivity Includes Distance Certified Model No. 


SFLIR. 
T840 Infrared 


FLIR EX Series 
(2) Batteries, Battery Charger, Hard Case, Minimum 
-10° to 1000° 30mK Lanyard, Front Lens Cap, 14° Lens, Power of 1.00m No FLIR 1840-14 5AZY92 
Supplies, SD Card, (3) USB Cables 
(2) Batteries, Battery Charger, Hard Case, 


= Minimum 
-10° to 1000° 30mK Lanyard, Front Lens Cap, 24° Lens, Power No FLIR 1840-24 5AZY93 
Camera with Supplis, SD Card, (3) USB Cables of 0.50m 
= = atteries, Battery Charger, Har a 
Viewfinder 10°to1000° 30K —_Case, Lanyard, Front Lens Cap, Power Munimmum = ve. Ft ip Tg40-24-NIST 5AZY94 
. : Supplies, SD Card, (3) USB Cables, Tools 
= Detector resolution 640 x 480 Pixels ieee Sa (2) iS eee chanel aise Minimum Sanaa eave 
: : ° : ° . -10° to . m anyard, Front Lens Cap,42° Lens, Power 0 5 
= Field of view 12.5° Horizontal x 12.5° Vertical Supplies, SD Card, (3) USB Cables of 0.15m 
ise staan 10° to 1000° 30K Lanyard. Front Leng Cap 442/24" Lene” Minimum FLIR T840-24-14 54ZY96 
; : : ‘ sis -10° to . m anyard, Front Lens Cap, 14°/24° Lens, 0 -24- 
a oe ssid a ca electric utility ; paver Supplies, SU Card, (3) USB Cables of 0.50m 
n r thermogr r ion rv ipmen ; > Mini 
° ? ST eee apy Pm ens ae in a aa i -10° to 1000° = 30mK Lanyard, Front Lens Cap, 24°/42° Lens, a No FLIR 1840-24-42 54ZY97 
both indoors or outdoors and seek out signs of failure. An Power Supplies, SD Card, (3) USB Cables 
integrated eyepiece viewfinder and a bright 4-inch color oe aoe uae Raa a Saaiauin 
LCD display, the T840 makes it easy to conduct inspections §_-10° to 1000° +==30 mk 44°/94° 42° Lens, ne Supplies, 0f0.50m No  |FLIR T840-24-14-42 54zv98 
outside in bright, challenging light conditions. The 180° rotat- SD Card, (3) USB Cables 
: lat d ic desian helps di faili (2) Batteries, Battery Charger, Hard Case, Minimum 
ing lens platform and ergonomic design helps diagnose failing -19° to 1000° += 30mK —_—_Lanyard, Front Lenis Cap, 14°/42° Lens of 015m No | FLIRT840-42-14 54zy99 
components in hard-to-reach areas. Power Supplies, SD Card, (3) USB Cables | 
608 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SFLIR. 


K Series Thermal Imaging Cameras 


= Dropproof to 6.5 ft./2m 
= Easy-to-use in a firefighter's gloved hand 


Expanded lineup of thermal imaging cameras (TICs) features Flexible Scene 
Enhancement (FSX®) to give you sharp, detailed views of firefighting scenes, 
from inside, outside, and above the fire—even through thick smoke. 


FLIR K1, K2, K33, and K53 Powerful TiCs—Standard-issue TICs 
designed for every firehouse. Provide each crew member with an affordable 
Camera so everyone has the essentials for working faster and safer. 


FLIR K45, K55, and K65 High-Performance TICs—High-performance 
cameras with FSX enhancement offer detailed, rich imagery on a large, 
bright 4" LCD. Navigate the smokiest environments and instantly distinguish 
people, room features, and make critical decisions in the field. 








No. No. 
48GE64 48GE63 





Temp. Range Display Thermal Special Mfr. Item 
Temp. Range (F)  (C) - Infrared Resolution Sensitivity Frame Rate Features Model No. 
Powerful 
Designed to Meet NFPA 1801:2013, Power Supply Meets CE/EN/UL/CSA/PSE 60950-1 
14° to 113° -10° to 45° 320 x 240 Pixels 100 mK 9 Hz Pocket Portable, Attaches Easily to Belt Ki  55CH82 
-4° to 932° -20° to 500° = 320 x 240 Pixels 100 mK 9 Hz MSX Enhancement, Easy-to-Use Even with Gloves On, IP67 Waterproof K2  48GE63 
-4° to 1202° -20° to 650° = 320 x 240 Pixels 40 mK 60 Hz FSX Enhancement, Easy-to-Use Even with Gloves On, IP67 Waterproof K33 485094 
-4° to 1202° -20° to 650° = 320 x 240 Pixels 30 mK 60 Hz FSX Enhancement, Easy-to-Use Even with Gloves On, IP67 Waterproof K53  485C95 


High Performance 
Certified to NFPA 1801:2013, Meets Class | Division 2 Gas Groups C and D T4, Power Supply meets CE/EN/UL/CSA/PSE 60950-1 








_A°e ° _one ° FSX Enhancement, Easy-to-Use Even with Gloves On, In Camera Up to 5 

4° to 1202 20° to 650 320 x 240 Pixels 30 mk 60 Hz Min. Video Storage, Manually Store 200 Images, |P67 Waterproof K65  48GE66 
Designed to Meet NFPA 1801:2013, Power Supply Meets CE/EN/UL/CSA/PSE 60950-1 

“yo ° _9n° ° FSX Enhancement, Easy-to-Use Even with Gloves On, 

4° to 1202 20° to 650 320 x 240 Pixels 40 mK 60 Hz ____|P67 Waterproof, Manually Store 200 |mages___ K45 48GE64 

-4° to 1202° -20° to 650° 320 x 240 Pixels 30 mK 60 Hz FSX Enhancement, Easy-to-Use Even with Gloves On, In Camera Up to 5 K55 A8GE65 


Min. Video Storage, Manually Store 200 Images, IP67 Waterproof 





IR windows support safe infrared Visible light is clearly transmitted IR windows can be used 
image capture and NFPA compliance to capture visual as well as infrared indoors or outdoors and support 
with FLIR or competitive cameras images (LED lamps recommended) Laser LocatIR targeting 
Infrared Inspection Windows 7 


= Broadband crystal is compatible with all infrared cameras 
and UV, visual, and fusion inspections 

= Can be mounted on steel and Lexan® panels 

= Indoor and outdoor use 


Constructed to make thermographic inspection of energized electrical systems as fast 
and safe as possible, without added expense. Arc-resistant to protect against arc flash 
incidents. Visible light is transmitted clearly for image capture, although LED lamps are 
recommended for optimal results. Laser LocatlR targeting is supported for precise data 
collection. 

Each is complete with IR window in an aluminum or stainless steel frame with a hinged 
cover and calcium fluoride lens. PIRma-lock™ installation system secures the window 
assembly safely in place. Permanent identification can be marked on the integrated 
label area for reference. Limited lifetime warranty against manufacturer defects. 









No. 
Aluminum Stainless Steel 493N53 
Window Mfr. Item Mfr. Item 

Crystal Insert Size Thickness Model No. Model No. 
Round Infrared Window 
50 mm dia 2mm IRW-2C 11Y558 IRW-2S 30ZY73 
75 mm dia 2mm IRW-3C 11Y559 IRW-3S 30ZY74 
95 mm dia 4mm IRW-4C 11Y560 IRW-4S 30ZY75 
Rectangle Infrared Window 
206 mm H x 305 mm W 3mm IRW-12PC 493N50 IRW-12PS  493N53 
218 mm H x 160 mm W 3mm IRW-6PC 493N49 IRW-6PS 493N52 
218 mm H x 610 mm W 3mm IRW-24PC 493N51 IRW-24PS  493N54 


Sign in to to see YOUR Pricing and 609 





Scan. Order. Done. 
Details on page A1. 






Infrared Cameras 





Fluke Connect", the largest system 
of software and wireless test tools 
in the world. 


The Fluke Connect® system of over 30 wireless 


tools helps you: 


Increase the safety of your team. Reduce your 
team’s exposure to safety hazards such as arc 
flashes and running motors by connecting tools 
to your equipment that allow you to transmit 
measurements wirelessly. 


Save time and money and increase productivity 
by creating reports In the fleld and sending them 
to any team member's smartphone or computer for 
immediate diagnosis 

The growing system of Fluke Connect wireless 
tools includes: 

* Infrared cameras e Current meters 

* Vibration meters ¢ Voltage meters 

* Digital mullimeters 


Lear more at 
grainger.com/flukeconnect 


All the facts, right in the field. = 
Start saving time with Fluke Connect: @ App store 


LUDA Lee Cai 
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No. 31FNO4 in 


FLLIKE® © CONNECT 
VOW4 Infrared Camera Kits 


Exclusive to Fluke, LaserSharp® Auto Focus with a built- Quickly identify, diagnose, and communicate problems directly from the field 
in laser distance meter clearly captures your designated using Fluke Connect® with these dynamic infrared camera kits. 
target—in this series, the valve that is behind the fence. Mi it 
I. em 
Description Includes Model No. 
3000FC Multimeter, A3001FC iFlex Module, AC Power Adapter, Lithium lon Smart Battery, USB 
Fluke Ti400 a3001 FC iFlex® Kit Cable, SD Memory Card, Hard Carrying Case, Soft Transport Bag, Adjustable Hand Strap (Left or FLK-T1400 60HZ/FCA 31FNO04 


Right-Handed Use), Users Manual, Smartview Software, Warranty Registration Card 


_ Fixed Location Infrared Cameras FLUKE. 


Cameras are designed to be permanently installed and have an output designed to be viewed on a computer or 
monitor. Instruments use a single detector that, by itself, is limited to measuring the temperature at only one point. 





= ® 
~ m 
(63) 0 
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Detector Thermal Mfr. Item 
- Temp. Range (F) Resolution Field of View Sensitivity Focus Distance Model No. 
-10° to 1000° = 320 x 240 Pixels 34.0° Horizontal x 24.0° Vertical 30 Minimum of 0.145m RSE30060Hz  460J47 
No. 460J47 No. 460J48 -10° to 1000° 640 x 480 Pixels —34.0° Horizontal x 24.0° Vertical 40 Minimum of 0.145m RSE60060Hz  460J48 
610 GRAINGER. Find even on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER 


Find the yy. Find Solutions. Find Great Prices. 


Infrared Cameras 


Look for this icon for Fluke Connect® wireless-enabled tools. Learn more 
about Fluke Connect on page 610 or at grainger.com/fluke 


Get improved resolution that 
delivers the right image quality 
you need to make the proper 
diagnosis with up to 2.5 times 
more pixels and 70% better 
D:S (compared to the Fluke 
Ti125 Infrared Camera). 


No. 40PC42 


FLUKE. 









No. 56GY09 


Performance Series Infrared Cameras 


See issues with blended IR and visual images. The 5MP visual camera delivers up to 2.5 times more infrared pixels and a 3.5” LCD. Precise focus as close as 15 
cm (6”) with manual focus version. Fluke renowned diagnostic tools such as Fluke Connect® and SmartView® software included for data sharing, storage, in-depth 


analysis, and reporting. 


Temp. 

Range Thermal Thermal IR Detector 
(F) Resolution Sensitivity Resolution 
Bodo 19.800 400-120 x 90 Pixels 
a 60  120x 90 Pixels 
Feo BRNO 320x240 Pixels 


Sign in to 


Focus 
Distance 
Minimum 
of 0.45m 
Minimum 
of 0.50m 
Minimum 
of 46cm 


Focus 
Method 


Fixed 


Manual 


Fixed 


Removable 
Picture Memory Special 
In Picture Card Features 


No. 55NL87 


IR-Fusion® Technology 

The instant blending of visible 
light and infrared, along with 
Picture-in-Picture mode, easily 
reveal both problem and location. 


Reduce the amount of time it 
takes to get an in-focus image 
with manual or point-and-shoot fixed 
focus options. 









| 


Mfr. Item 
Model No. 


One Touch Gallery, Instant Upload to Fluke Cloud, Connects to 
No No Fluke FC 3000 Wireless Series, 5 Mega Pixel Visible Camera, FLK-TIS20 9HZ 40PC42 
Spot Markers, Reflected Background Compensation 


No Yes IR Fusion, Asset Tagging 


FLK-TIS20+ 9HZ S6GY09 


Yes Yes Fluke Connect™ compatibility for sharing wirelessly FLK-TIS60+ 30HZ 55NL87 


to see YOUR Pricing and 
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Scan. Order. Done. |=" 
Infrared Cameras 


Details on page A1. ami 


IR-Fusion® vs. Picture-In-Picture 
IR-Fusion® technology is the precise alignment of the infrared and digital images taken by a Fluke® IR camera to quickly and accurately troubleshoot a scene 


by fusing the infrared and digital images. This powerful functionality is the basis for Fluke's AutoBlend™ mode, which allows adjustable transparency of the 
infrared image, thereby facilitating easy documentation and communication of the problem spot. 





Compatible with the Fluke Connect® software 












No. 55JJ98 


FlukeTi480 PRO 


Fluke T1401 PRO 
No. 453C43 


No. 54XY46 


om 
® CONNECT 


Professional Series Infrared Cameras 
= IR detector resolution up to 307,200 pixels (640 x 480) 
= 640 x 480, 3.5" touch screen color LCD 
= IR-Fusion® technology with AutoBlend™ 


Designed for professional thermographers and maintenance managers, with LaserSharp® 
autofocus, which uses a built-in laser distance meter to pinpoint the target and precisely 


focus the image. 5 MP digital camera with autofocus, except No. 54XY46 is 0.3 MP. 
IR Detector 


Mfr. Item 
Temp. Range (F) Infrared Sensitivity Resolution Field of View IR-Fusion® Focus Method Image Notation File Formats Model No. 
-14° to 1832° 50 mK 640x480 Pixels 24,0" Horizontal Yes Auto and Manual Voice Annotation BME. GIF JPEG, Fi x_ti4gq PROGOHZ 453C43 
Xx 17.0° Vertical PNG, TIFF 
° ° 34.0° Horizontal FLK-T1401- 
-4° to 1202 75 mK 640 x 480 Pixels x 26.0° Vertical Yes Auto and Manual Text BMP, JPEG, IS2 PRO 60HZ 54XY46 
-4° to 1202° 75 mK 320x 240 Pixels iad) faauizontal Yes Auto and Manual Sketch, Text, Voice JPEG FLK-TI300+ 60HZ  55JJ98 
Mfr. Item 
Description Features Model No. 
Accessories 
Telephoto Lens 12° x 9°, Minimum Focus Distance of 6" FLK-LENS/TELE2 30ZY63 
Wide Angle Infrared Lens 46° x 34°, Minimum Focus Distance of 6" FLK-LENS/WIDE2 30ZY64 
Sun Visor Enhances Screen Visibility FLK-TI-VISOR3 30ZY65 
Tripod Mount Accessible with Standard Tripod FLK-Tl-TRIPOD3 30ZY66 





Ti450 SF6 Gas Leak Detector 


= 320 x 240 resolution for gas and infrared images 

= SuperResolution increases to 640 x 480, only in infrared mode 

Delivers pinpoint, state-of-the-art SF6 leak detection when you need it without shutting down 
equipment. 2-tools-in-1—toggles between gas imaging and infrared mode to increase efficiency 
and save money. Features LaserSharp® auto focus for in-focus images. Includes SmartView® 
desktop software to optimize images, perform analytics, generate reports, and export images. 
Note: NIST models are available; call 1-800-GRAINGER (472-4643) or see Grainger.com®. 





Temp. Thermal Mfr. Item 
Range (F) Sensitivity Detector Resolution Focus Method Model 0. 
-4° to 2192° 25 mK 320 x 240 Pixels Auto FLK-T1450 SF6 60HZ 406D33 
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Find the yy. Find Solutions. Find Great Prices. 


Infrared Cameras 


Enhanced Image Quality and Temperature Measurement Accuracy 





FLUKE. 


Expert Series Infrared Cameras 


= IR detector resolution up to 307,200 pixels (640 x 480) 
= 640 x 480, 5.7" touch-screen color LCD 


FLK-TIX580 
No. 406D31 


Enhanced image quality and temperature measurement accuracy 
turn your 320 x 240 images into 640 x 480 images—4x the resolution 
and pixels— with SuperResolution. 


Easily navigate over, under, and around objects 
with the only full 180° articulating lens and 
see the image before you capture it. 


Quick and easy in-field analysis with IR-Fusion® technology 
and advanced touchscreen functions. 





— FLK-TIX501 
No. 54XY47 





Cameras have a 240° rotating screen that minimizes glare and makes it easy to capture images when equipment is in awkward or hard-to-reach areas. 
Compatible with Fluke Connect®, so you can connect your cameras to the largest network of wireless test and measurement tools. No. 406D31 has 
on-camera SuperResolution feature that allows you to create a 1280 x 960 resolution image from your original 640 x 480 image, with 4x the pixel data. 


Temp. Infrared Detector Focus Picture Removable Mfr. Item 
Range (F) Sensitivity Resolution Focus Distance Method InPicture Memory Card Includes Model No. 
640 x 480 (2) Lithlum-lon Smart Battery Packs USB Cable, HDMI Video 
° ° v4 ae ithium-lon Smart Battery Packs, able, ideo 
-4° to 1472 50 mK Pixels Minimum of 0.15m Auto Yes Micro SD ‘able Hard Carrying Case, Neck and Hand Strap, Bluetooth FLK-TIX580 406D31 
Headset, Fluke Connect SmartView Desktop Software Download 
° ° 640 x 480 wa: Auto and AC Power Supply, Battery Pack Charger, (2) Batteries, USB Cable, 
“4° to 1202" 75 mK Pixels Minimum of 0.15m “Manual Yes Yes HDMI Cable. Micro SD Card. pnd stn Gee Transport Bag (LK-TIX501 60HZ S4XY47 
-4° to 302° 60mK 120x90 Pixels Minimum of 0.22m Fixed No No USB Cable, Lanyard, Transport Bag FLK-PT1120 9HZ 54XY48 
Accessories 
Neck Strap FLK-NECKSTRAP 38RX07 
Smart Battery Pack FLK-SBP4 38RX08 
Hand Strap FLK-HANDSTRAP 38RX09 


Bluetooth Head Set 


Sign in to 


to see YOUR Pricing and 


FLK-BLUETOOTH 38RX10 
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Scan. Order. Done. [= 
Details on page A1. 


TEST INSTRUMENTS 
Infrared Windows & Accessories 








ClirVu® Infrared Inspection Windows 


Windows install quickly to provide fast, safe access for electrical infrared inspections. Full personal protective 
equipment may not be required, making inspections more comfortable to conduct. Can provide free access with 
a convenient hand-turn latch or security-keyed controlled access. 





ARC-Tested (IEEE C.37.20.7) 


Fluke-CV400 Fluke-CV401 Fluke-CV300 Fluke-CV301 Fluke-CV200 
Size 100mm (4°) 75mm (3°) 50mm (2") 

General 

Voltage Range Any 

NEMA Environemental Type Type 4/12 (Indoor/Outdoor) 
AutoGround™ Yes 
ClirVu® Optic Yes 
Operating Temperature -40°C to +232°C (-40°F to +450°F) and +260°C (500°F) Intermittent 

Body Material EZAC & ZA-27 High Strength Zinc/Aluminum Alloy 

Ratings and Testing 


63 kA for 30 Cycles @60Hz at KEMA 
No ean tet UL 50V Component Recognition Yes 
Fluke CV200 UL 50/NEMA Environmental Rating NEMA Type 4/12 
UL 1558 Yes 
CSA C22.2 No. Yes 
CSA Type Rating Type 4 
IP Rating IP67 at TUV 
Lloyds Register Up to 11kV Marine Switchgear, Indoor or Outdoor (offshore only) 
Vibration Rating IEC60068-2-6 at TUV 
Humidity Rating IEC60068-2-3 at TUV 


Install 
Actual Mounting Hole Dia. Required 
Greenlee Punch Kit=Punch/Die 





115.42 mm (4.544") 
742BB=2984AV/2983AV 


89.99 mm (3.539) 
739BB=1431AV/1432AV 


61.37 mm (2.416') 
76BB=441 AV/442AV 


Door Latch Hand Turn Security Key Hand Turn Security Key Hand Turn 
Optics 
Optic Insert Dia. 100mm (3.74") 75mm (2.96") 90mm (1.97") 
Crystal Viewing Window Mfr. Item 
Description, Insert Size Aperture Size Thickness Model No. 
4" Infrared Window, Hand Turn Door Latch 100 mm dia 89 mm dia 4mm Fluke-CV400 23NT25 
4" Infrared Window, Security Key Door Latch 100 mm dia 89 mm dia 4mm Fluke-CV401 23NT26 
3" Infrared Window, Hand Turn Door Latch 75mm dia 68 mm dia 2mm Fluke-CV300 23NT23 
3" Infrared Window, Security Key Door Latch 75 mm dia 68 mm dia 2mm Fluke-CV301 23NT24 
2" Infrared Window, Hand Turn Door Latch 50 mm dia 45 mm dia 2mm Fluke-CV200 23NT21 
3" Round Infrared Window, Access Key and _A7E. 
ciragetbe Installation Instructions ona Cb Latch 75 mm dia 68 mm dia 2mm Fluke-075-CLKT 4LHD1 
is a’ Round Infrared Window, Access Key and 100 mm dia 89 mm dia 4mm Fluke-100-CLKT  4LHD2 


Fluke CV301 


Installation Instructions on a CD Latch 






No. 45CT87 
Telephoto Lens 





No. 13T384 
Tripod Holder 


infrared Camera Accessories 


Accessories and training are matched to Fluke® P3 Series and 
Ti100 Series infrared cameras (page 612). 


No. 13T385 
Sun Visor 






No. 45CT88 
Infrared Lens 





No. 4JNW6 
Smart Battery Pack 


Get More Online 


From hard hats, respirators, and 
gloves to earplugs, coveralls, and fall 
protection, count on Grainger for the 


Personal Protective Equipment (PPE) 





Mfr. Item 

Description For Use With Model No. to cover your crew from head to toe. 

4X Telephoto Lens Fluke T1450, Fluke T1450 SF6, Fluke TiX500 FLK-LENS/4XTELE2  45CT87 
Fluke T1300, Fluke Ti400, Fluke T1450 SF6, Fluke T1480, : 
Infrared Lens Fluke TiX500, Fluke TiX520, Fluke TiX560, Fluke TiX580 FLK-TI EYEPIECE 444m04 Make Grainger.com® your PPE guide 
Macro Lens Fluke T1450 SF6, Fluke TX500 FLK-LENS/25MAC2  45CT88 _ = 
Smart Battery Pack Fluke 1/300, Fluke 1/400, Fluke T1450, Fluke T1450 SF6, Fluke T1480 Fluke-Tl-SBP3 AJNW6 to resources, services, and training. 
Sun Visor Fluke Ti300, Fluke Ti400, Fluke Ti450, Fluke T1450 SF6, Fluke Ti480 FLK-TI-VISOR2 137385 Go to Grainger.com/ppe 
Tripod Holder Fluke Ti300, Fluke Ti400, Fluke Ti450, Fluke 1/450 SF6, Fluke T1480 -~FLK-TI-TRIPOD2 137384 
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TEST INSTRUMENTS 
Infrared Cameras & IR Smart Phone Adapters 





Dual-Laser Infrared Thermometer 


Offers a wide measurement range, a tight distance-to-spot ratio, dual targeting lasers, and several calculation modes to 
facilitate different temperature measurement applications. In addition to measuring temperature using IR emission, it can 
also measure temperature using a standard K-type probe. 





Focus Spot Size 





Temp. Laser Battery Data Calibration Mfr. Item 
and Distance Range (F) Temp. Accuracy (F) Emissivity Includes Sighting Type Hold _ Certificate Model No. 
Klein Tools 

° o +1.5% of Reading or +1.5° Adjustable | Custom Pouch, K-Type 
1in@20in -40°to 1202" *! Whichever is Greater 010t0 100 Probe, 9V Battery, ‘Dual «= OVS Yes No ue biGles 
Thermal Imager and Infrared Inspection Windows $$ COrDEX 





Panel Mounted Thermal Imager—The 
panel mounted thermal imager incorporates 
dual vision; thermal and visual cameras which 
captures fully radiometric data every second. 
Don’t spend time traveling from location to 
location, log into your MN4000 remotely and 
inspect your electrical assets from your office 
using it’s on board web server or using the 
dedicated MONITIR software. 


Infrared Inspection Windows—Intelligent inspection windows 
provide protected access to help comply with NFPA 70E safety stan- 
dards. Embedded RFID tag and barcode communicate with CorDEX 
CONNECT™-enabled devices and smartphones to automatically correct 
for transmission loss. Unlimited voltage range. NEMA Type 3, 12, 4 and 
IP65 for indoor and outdoor use. 

= Broadband crystal operates with any visual, IR, or ultraviolet camera 
= Spring-loaded cover; % turn to open 

= Supplied ready-to-install; no gasket fitting required 





No. 52XP36 





Temp. Thermal Display Picture Temp. Mfr. Item 
Range (F) _ Sensitivity Resolution Field of View Focus Distance In Picture Accuracy (F) Model No. 
Fixed Location Infrared Cameras ; 
14° to 248° = 50mK_~—-640x 480 Pixels 90:0" Horizontal Minimum of 0.40m Yes  +2.0% or +2.0° MN4000  52XP36 a 
X 39.0° Vertical ai a“ ! 
Mfr. Item 
Crystal Insert Size Viewing Aperture Area Model No. 
Cordex Infared Windows 
50 mm dia 1590 sq. mm IW2000 44ZN79 
80 mm dia 4186 sq. mm IW3000 22F422 
100 mm dia 6794 sq. mm IW4000 22F423 arose 


Handheld Thermal Cameras pire es 


State-of-the-art infrared cameras help find potential problems fast, and document findings for follow-up and 

reporting. High-resolution thermal imaging is ideal for electrical and industrial maintenance, process moni- 

toring, tank levels, steam traps, utility inspections, and building maintenance. Each camera features a large 

color display and long-lasting rechargeable battery. 
Temp. Thermal Detector 


Description Range (F) Sensitivity Resolution 
Reveal Series 


Focus Mfr. Item 


Emissivity Field of View Method Includes Model No. 






Seek 
-40° to 206 x 156 27.0° Horizontal -. SD Memory Card, pyqy_ 
nee 626° 100 mK Pixels Fixed 0.97 x 36.0° Vertical Fixed USB Cable RW-AAAX 49ZA14 
Seek No. 49ZA24 No. 636W20 
Thermal -40° to 320x256 Adjustable 24.0°Horizontal ,. SD Memory Card, pn. 
Reveal Pro 824° = /O mK Pixels 0.30 to 1.00 x 32.0° Vertical ixed USB Cable | R@-AAAX 49ZA24 
Series 
Shot Series 
Seek 
-40° to 206 x 156 30.0° Horizontal Lanyard, " 
es ee Pixels x 27.0° Vertical Auto USB Cable  SW-AAA 636W20 
Seek ; No. 636W21 
-40° to 320 x 240 57.0° Horizontal Lanyard, 7 
i Pixels x 42.0° Vertical Auto USB Cable  SC-AAA 636W21 


SeeK 8 
IR Smart Phone Adapters chormal “Oana 
Powerful camera adapters transform iPhone® or Android™ smartphones or tablets into professional thermal imaging 
tools. Use the low power of smartphones to take thermal photos and video, share findings, and send for documentation. 
Lightweight and easy-to-use, simply connect and detect energy loss caused by air leaks, missing or damaged insulation, 
inefficient HVAC systems, electrical faults, and much more. 





Temp. 
Range (F) 
Android Devices 


-40° to 626° 
-40° to 626° 
-40° to 626° 


-40° to 626° 
i0S Devices 
-40° to 626° 


Temp. Range 
(C) - Infrared 


-40° to 330° 
-40° to 330° 
-40° to 330° 
-40° to 330° 


-40° to 330° 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Thermal 
Sensitivity 


70 mK 
70 mK 
100 mK 
100 mK 


70 mK 


Frame Rate 


30 Hz 
20 Hz 
9 Hz 
9 Hz 


30 Hz 


Detector 
Resolution 


1, 24.0° Horizontal 
320 x 256 Pixels X 32.0° Vertical 


«1, 02.0° Horizontal 
320 x 240 Pixels x 23.0° Vertical 


«1. 20.0° Horizontal 
206 x 156 Pixels 59 g° Vertical 


‘ale O0-/- Horizontal 
206 x 156 Pixels X 26.8° Vertical 


1, 24.0° Horizontal 
820 x 256 Pixels ', 39 Qe Vertical 


Field of View Focus Distance 


Minimum 
of 0.15m 
Minimum 
of 0.05m 
Minimum 
of 0.25m 
Minimum 
of 0.10m 


Minimum 
of 0.15m 


Mfr. 
Model 


UQ-AAAX 
CQ-AAAX 
CT-AAA 
CW-AAA 


LQ-AAAX 


Item 
No. 


49ZA22 
SSEP65 
SSEP66 
SOEP67 


49ZA20 








No. 
49ZA20 
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TEST INSTRUMENTS 
Inspection Cameras 


scan. Order. Done. |= f= 
Details on page Al. 





EXTECH $FLIR 


High-Definition Videoscope 
Inspection Cameras with 
Advanced Capabilities 


HDV600 Series video borescopes have a large, high- 
definition color TFT LCD monitor that delivers 640 x 
480-pixel images and video. Meter is waterproof (IP67) 
and camera head with cable is waterproof (IP57). 1 GB 
SD memory card stores up to 14,600 images or up to 4 





No. 6DWXO 





No. 404K08 





No. 35KRO4 hr. of video with voice annotation. AV output for viewing 
images and video on a monitor. USB port allows data 
Observation Shaft Shaft Monitor Mfr. Item transfer to PC. : 
Depth Length Dia. Size Recording Probe Lighting System Brand Model No. Select preconfigured system with camera and cable, or 
Wireless High Definition Video Borescope itor- ir wi 
0.59 to 2.4" — — 5. Video LED Lamp Extech HDV600 6RAX5 choose monitor-only No. 6RAXS and pair with optional 
Video Borescope cameras (sold separately) for custom configuration. 
0.59" to 2.36" 39" 0.22" 5.7" Video, Image _—_(4) Adjustable LED Lamps — Extech = HDV610 6DWU7 Each HDV600 Series unit includes AC adapter, USB 
0.59 to 2.4" 39" 0.23" 9.7" Video, Image (4) Adjustable LED Lamps Extech HDV620 6DWU8 ithi 
0.59" to 2.36" 39" 0.23" 5.7' Video, Image LED Lamp FLIR VS70-2 35KP98 and AV cables, case, and rechargeable lithium polymer 
Articulating Video Borescope battery. 
0.59" to 2.36" 39" 0.24" 5.7' Video, Image — (4) Adjustable LED Lamps Extech = HDV640 6DWXO ; : 
Witslacs Videa Borsccmne oo eee P x Nos. 6DWXO and 6DWU9—Articulating camera head 
0.59" to 2.36" 39" 0.24" 5.7" Video, Image __(4) Adjustable LED Lamps _ Extech HDV640W 6DWU9 adjusts up to 240° with easy knob control. Allows 
Articulating Wireless Video Borescope iawinag j 
2.36' to Infinity 39° 0.31"and0.24" 5.7’ — Video, Image LED Lamp FLIR VS70-kiT-w a5kroa_ V°WING In obstructed areas where standard eee ; 
HD Articulating Videoscope Kit | | ? ] cannot access. No. 6BDWU9 camera control has built-in 
0.810236" 39! 0.24" 3 5 nee (4) ee Extech  HDV540 404kog Wireless to transmit inspection results up to 32 ft. 
Articulating Videoscope Kit HD Articulating VideoScope Kit—Articulating 
2.36' to Infinity 39" 0.31"and0.24" 5.7" — Video, Image LED Lamp FLIR__VS70-KIT_35KR03_ 5 Sym camera tip facilitates viewing in obstructed 
Description Brand arent ah areas where standard camera tips cannot access. 


For Use With HDV600 Series Borescopes 


Images and videos are viewed on the large high resolu- 
Camera and Cable 


tion color display and can be stored on the SD memory 


Borescope Camera 5.5mm, 3m Cable, Observation Depth 0.59 to 2.36" (15 to 60mm) Extech HDV-5CAM-3FM 6MVL2 ; 
eee emer at 10m Cable jpesenialn Extech © HDV-5CAM-10F 6MVL3 card (included). 
epth 2.36" to Infinity (60mm to infinity : 
Borescope Camera 5.8mm, 1m Cable, Observation Depth 0.59 to 2.36" (15 to 60mm) Extech  HDV-5CAM-1RM 6MVL4 Cameras with Cable and Camera Heads—5.omm 
Gamera Head aos HEMA TEDL saa Sema CSU Sash ere sain and 5.8mm borescope Cameras have flexible cables 
mm Iculating Head, amps, 1M oé€MI-Alg! able Xtec = ' 
6mm Articulating Head, 4 LED Lamps, 2m Semi-Rigid Cable Extech HDV-Tx2 eMvN3- 210 QVGA resolution. 25mm borescope Camera Heads 
Wireless USB Transmitter feature heavy-duty fiberglass cable for long distances; 
Remotely View Images/ Videos Up To 30m From Source Extech HDV-WTX 6MVL9 VGA resolution. 


Videoscope Inspection Cameras 





No. G6FAW2 





No. 8D202 
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with Advanced Capabilities 


Video borescopes employ water-, oil-, and dustproof 
IP67 probes for inspection and maintenance in a 
broad range of industrial, government, military, secu- 
rity, infrastructure, construction, aircraft, automotive, 
diesel, HVAC/R, oil/power/petroleum, and metalwork- 
ing applications. 

Color TFT LCD delivers 640 x 480-pixel still images 
and video. Footage can be viewed live, or recorded in 
still or video format and output to a monitor or PC. 
LED lamps in viewing tip adjust for precise illumi- 
nation. Multilanguage onscreen menu adapts to 
location. 

Each includes main monitor console, standard probe, 
SD card, tip accessories, USB and AV cables, carry- 
ing case, batteries, and charger (if applicable). 

No. 8D202 comes with a flexible, obedient probe— 
camera is lit by 4 LEDs. 


Observation Shaft Shaft 
Depth Length Dia. Monitor Size 
Wireless Video Borescope 
0.25" to 12" 39" 0.22" 3.0 
Articulating Wireless Video Borescope 
0.25" to 12" 39" 0.23" ce 
Description 


For Use With Mfr. Model No. DCS1600, DCS1700 


VGA Resolution Articulating Soft Metal Probe Lit by 5 LEDs with 150° Sweep, Anti- 
Reflection, Light Boost and 90° Image Rotation, 5.5mm Dia, 3.3 ft. long 


For Use With Mfr. Model No. DCS1600, DCS1700, DCS1800 
QVGA Resolution Soft Metal Probe, 5.5mm Dia., 32.75 ft. long 


VGA Resolution Soft Metal Probe Lit by 6 LEDs with Anti-Reflection, 


Light Boost and 90° Image Rotation, 5.5mm Dia, 3.3 ft. long 


Find even MORE on Grainger.com® 


Nos. 6FAW2 are equipped with articulating probes 
whose tips can bend in a +150° sweep with thumb- 
wheel control: Great for precision inspection in 
confined spaces. 


Nos. 8D202 and 6FAW2—Record video up to 3 
hr. on included 4 GB SD card. 1.5X zoom. Each is 
powered by rechargeable Li-ion battery. 


Accessories—Specialty probes make a video 
borescope more versatile. Flexible-obedient probes 
hold their configured shape. Soft metal probes slide 
through pipes more easily. The 72-ft. long pipe 
Inspection probe is tailored for underwater or under- 
ground inspection. VGA probes with antireflection 
and light boost are great for inspecting very dark 
areas or equipment with shiny surfaces. 


Probe Lighting Mfr. Item 

Recording System Model No. 
Video, Image (6) White LEDs DCS1600HP 8D202 
Video, Image (5) White LEDS DCS16HPART  6FAW2 
Mfr. Item 

Model No. 
P16HPART 34E657 
P161810SM-M 6FVG6 
P16181HP 34E658 
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TEST INSTRUMENTS 
Inspection Cameras & Carbon Monoxide Meters 





Inspection Cameras 


Milwaukee Nos. 40KJ35 and 40KJ38—Recordable 
inspection cameras can send high-quality 640 x 480 
images and video to the 3.5" wireless LCD monitor 
from up to 30 ft. away, and save them on included 8GB 
SD card for later review. Use the 3-ft. cable option for 
complete control of the camera head and faster posi- 
tioning; available 9-ft. cable option gives you extended 
reach in pipes without bulky extensions. 


Extech® Instruments Nos. 38W994 and 21EN95— 
Lightweight video borescopes feature detachable color 
TFT LCD for clear imaging. IP67 waterproof. Complete 


EX’ 








No. 38W994 


No. 40KJ35 


No. 4NUP9 








Observation Shaft Shaft Monitor ; Power Item 
with 3%4-ft. flexible gooseneck cable, extension tools, Den é Length Dia. _‘Size__ Camera Size Source Brand No. 
: F hnspection Lameras 
and batteries. No. 38W994 has 4 bright LED lamps. 2 to 6" ” 066 24°  17.0mm (4) AA Batteries Extech 38W994 
No. 21EN95 has 2 LED lamps, video output cable, and 5.9 to 9.8" 39° 035° 24" 9.0mm (4) AA Batteries Extech 21EN95 
hard carrying case. 5.9 to 9.8" 36" 0.35" 35° 9.0mm (4) AA Batteries Extech 5CVT1 
5.9 to 9.8" 39" 0.66" 3.5" 17.0mm (4) AA Batteries Extech 4NUP9 
Extech® Instruments No. 5CVT1 and 4NUP9— 3 ft. 36" 0.49" a5 12.0mm Rechargeable Li-lon Battery Milwaukee 40KJ35 
: : 3 ft. 36" 0.49" oo 12.0mm Rechargeable Li-lon Battery Milwaukee  40KJ38 
Detachable, wireless color LCD monitor. Borescopes Arcee 
can also transmit date-stamped video and still images Stream Live Video to PC or Over VOIP (Voice Over Internet Protocol) Connection Extech 6DWX1 
up to 32 ft. to any monitor with a video jack. 2 LED om saterproc? camera read Etech ae 
. - mm Waterprool Gamera Hea XteC 
lamps. IP67 waterproof. Includes flexible cable, exten gmm Waterproof Camera Head Extech 5WYV1 
sion tools, micro SD card with adapter, USB and video Replacement Camera Cable, 3 ft., For Use With Mfr. Nos. 2315-21, 2316-21, 2317-21 Milwaukee  40KJ36 
interconnect cables, AC adapter, and case. Replacement Camera Cable, For Use With Mfr. Nos. 2315-21, 2316-21, 2317-21 Milwaukee —40KJ39 


° (ay | 
| 


TEST iNSTRUMENTS” 


INSTRUMENTS 


Carbon Monoxide Meters earn 


Mai 
AMPROBE® No. 31NJ82—LDisplay cycles through = 


No. 4FKR1—Displays CO level: CO, air temperature, and humidity. . 


adjustable alarm for alerts at 25 to Visible/audible alarm. o 


200 ppm. No. 31NJ83—Simultaneously 
BACHARACH® displays CO, air temperature, and 


humidity with year, month, date, and 
No. 31LA88 and Kit No. 31LA89— time. Max. CO value recall. CO calibra- 
Monoxor® Plus continuous sampling _ tion in fresh air. Audible alarm. 
monitor measures ambient or flue gas 
CO between 0 and 2000 ppm in 1 ppm a nee id se 
increments. Trend graph shows real- eee Oe 





No. 4FKR1 





No. 404K03 
time readings. eu ppl MoNOXOR 
EXTECH® INSTRUMENTS VEN TEST oT nVMEN|: . a 
No. 4FB71—Has stabilized electro- a ee, Eee ie 
mechanical gas-specific sensor. eee aie oe 
Hold, and low-battery indicator. No. 8EWU2 
Carbon 
Monoxide 
Measurement Temp. Auto _ Low Battery Power Mfr. Item 
Item Range (ppm) Range ODataHold Power Off Indicator Display Includes Source Model No. 
Amprobe 
ae Monoxide 0 to 999 — = Yes Yes Backlit LCD Batteries, Carrying Case and Instructions Cee CM100 4FKR1 
Bacharach 
-4° to 6 ft. Probe/Hose, Water Trap, (4) AA (4) AA : 
0 to 2000 4202°F Yes Yes Yes Monochrome Backlit LCD Batteries and Hard-Carry Case Batteries 0019-8117 31LA88 
Carbon Monoxide 6 ft P 
Analyzer -4° to . Tt robe/Hose, Water a) AA (4) AA 
0 to 2000 4209°F Yes Yes Yes Monochrome Backlit LCD Batteries and Hard-Carry Case, Wireless IrDA Batteries 0019-8118 31LA89 
Magnetic Printer, USB Cable, PC Software 
Extech 
Se 0 to 1000 = Yes Yes Yes Back Lighted LCD Battery, Holster, Carrying Case and Instructions 9V Battery CO10  4FB71 
Carbon Monoxide ° ° (4) AAA 
Monitor 0to999 32°to 122°F No No No LCD Batteries and Instruction Batteries C030 ©31NJ82 
pesktop Carbon, 00999 14° to 140°F No No No Lop Universal AC Adapter and Instruction AC Adapter CO50 31NJ83 
utes dee 0 to 999 = No Yes Yes Dual LCD (3) AAA Batteries, Wrist Strap, Carrying Pouch ().\ C015. 404K03 
UEI Test Instruments 
0 to 999 ppm ree Yes No No LCD and LED Holster with Belt Clip, Battery — CO71A 8EWU2 
Carbon Monoxide (3) AAA 
Detector 0 to 999 ppm — No No No Backlit LCD (3) AAA Battery Bateries COA2-N 55UX46 
0to999 32° to 104°F No No Yes Backlit LED Battery, Holster QV Battery CO71A-N 49CK94 
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TEST INSTRUMENTS 
Air Quality Counters & Meters 


Scan. Order. Done. 
Details on page A1. 








INSTRUMENTS 


CO,, Humidity, and Temp. Loggers 


Display and record air quality factors where high levels of carbon dioxide are generated. Maintenance-free, dual- 
wavelength NDIR (nondispersive infrared) CO. sensors. LCD displays CO., temperature, and relative humidity. 





Carbon Dioxide Relative Mfr. Item 
Item Concentration Humidity Range Temp. Range Brand Model No. 
No. 5AER7 Wall-Mounted Carbon Dioxide Meter 380 to 2000 PPM 0 to 85% 14 to 140°F Amprobe CQ2-200 5AER7 
sal No. 5WYW1 CO2/Humidity/Temp Datalogger 0 to 4000 ppm 10to95%  —32to122F(0to50C) Extech SD800_  SWYW1 
Air Volume Balancing Meters and Accessories ‘| ALNOR 


Capture hoods channel air flow volume from supply or exhaust diffusers and grilles for fast, repeatable measurements. 








Help monitor indoor air quality (IAQ) in occupied 
spaces. Each instrument employs a nondispersive 
infrared (NDIR) carbon dioxide sensor. 


Amprobe® Hand-Held CO, Meter—Portable 
meter provides instant feedback in offices, 
production floors, schools, and hospitals. Features 
easy-to-read large LCD with simultaneous CO,, 
temperature, and relative humidity (RH) readings. 
Includes hard carrying case. 





No. 1VXT4 


Extech IAQ Analyzer—fFeatures continuous and 
manual datalogging including min./max. with time 
stamp. High/low audible and visual alarms. Stores 
99 manual/20,000 continuous readings. Includes 
software and RS-232 cable. 


Extech IAQ Carbon Dioxide Meter—Checks for 
CO. concentrations, measures temperature and 
relative humidity, and displays calculated dew 
point and wet bulb. Programmable CO, audible 
alarm. Transmits continuous readings to PC via 








CFM Base Battery Mfr. Item Mfr Item 
Range Display Includes H Dia. Life Model No. item Model No. 
ait Flow Capture Hood ————a, For Use With 3ATR7 
500 Digital Base, 2 x 2 Hood, Handles, and Case 34%" 13.3 Hours 6200D 4KF78 Air Flow Probe 800187 3ATT1 
Diaital Base, Meter, 2 x 2 Hood, Case, Pitot eee 800219 3ATT2 
25 to ola Probe, Battery Charger, 2 Static © -que 10 umidity Probe 
Multi Line 42" 18 EBT731 3ATR7 For Use With 3ATR7 and 3ATR8 
2500 Pressure Probes, Tubing, NIST Traceable Hours : 
LCD ‘hrati finati Hood & Frame Kit 801201 3DTE2 
Calibration Certification, and Software 
Wheeled Luggage Style Carrying Case, Hood & Frame Kit__ 801203 3DTE4 
95 to Detachable Micromanometer, (4) AA 10 EBT731- Hood & Frame Kit _ 801207 3DTE6 
9509 Backlit Rechargeable NiMH Batteries, Multi Country 42" 18" 441. “ot, 53XX16 For Use With Mfr. No. EBT731 
AC Adaptor, 18" Pilot Probe, (2) Static Pressure Velocity Matrix Probe 801090 3ATR9 
Probes, 16 ft. Tubing, USB Cable, Stand, Tablet For USE with Mfr, Ho. ERTS, ARTO 
30 to Analog ; ‘ ; 12 00 rame Ki 
1000 Meter Base, Meter, 2 x 2 Hood, Case, and Batteries 42" 18 Hane ABT701 3ATR8 Hood & Frame Kit 801206 3DTE5 
and Analyzers Mis EXTECH | ALNOR 


Extech Portable IAC CO, Meter— 
Measures carbon dioxide, temperature, 
humidity, dew point, and wet bulb. 
Calculates 8-hr. and 15-min. TWA. 
Programmable audible alarm and backlit 
triple LCD. Includes software, RS-232 cable, 
and carrying case. 


TSI® Alnor® IAQ Tester—IAQ-Calc™ cost- 
effective meter features a low-drift NDIR 
sensor and a sampling function that records 
multiple-point measurements. Includes cali- 
bration certificate and carrying case. 


Extech® IAQ C0/C0, Meter —Checks 

CO and CO, concentrations, measures 
temperature and relative humidity, and 
displays calculated dew point and wet bulb. 
Calculates 8- hr. and 15-min. time-weighted 
average (TWA). Datalogs up to 32,000 
points. Includes USB cable, software, and 
case. 


No. 30ZV04 No. 9XJ81 No. 3uxzs USB cable. Includes data acquisitions software. 
Relative 
Carbon Dioxide Humidity Auto Data Power Mfr. Item 
Description Concentration Temp. Range Range Power Off Hold Display Source Model No. 

Amprobe 

Hand-Held Carbon Dioxide Meter 0 to 9999 PPM 14° to 140°F 0 to 95% Yes Yes Triple Line LCD (4) AA Batteries CO2-100  SAER6 
Extech 

Carbon Monoxide/Carbon Dioxide [AQ Meter 0 to 9999 ppm -5° to 140°F 0 to 99.9% Yes Yes Triple LCD (4) AA Batteries C0260 404K04 
Indoor Air Quality Analyzer 1 to 6000 PPM -4° to 140°F 10 to 95% _ Yes _BackLighted LCD _Six AAA Batteries EA80 1VXT4 
Indoor Air Quality Carbon Dioxide Meter 0to9,999 ppm 14° to 122°F (-10° to 50°C) 10% to 90% Yes Yes Dual BacklitLCD —_(6) AAA Batteries C0240 30ZV04 
Portable Indoor Air Quality CO2 Meter 0 to 5000 ppm 14 to 140°F 0.0 to 99.9% No No — — C0250 9XJ81 
TSI Alnor 

Indoor Air Quality Tester 0 to 5000 ppm 40 to 113 F — No No Multiline LCD (4) AA Batteries 1519 3JXZ8 

2 E GRAINGER 7S . 
Air Particle Counters Arrows «6G | ALNOR EXTECH 


= Flow rate: 0.1 cfm 
Data sets can be stored and downloaded for analysis 


ing case, AC power supply, and battery. 


No. 23V750—6-channel instrument has easy-to-use 
graphical interface. Stores up to 5000 sample records 
on micro SD card (4 GB card included). Also includes 
tripod and USB cable. 








No. 4WDT2—Intuitive keypad for easy setup: Up to 3 
channels of simultaneous data with selectable middle 


and reporting. Each includes zero filter, software, carry- Channel. Internal memory stores up to 1500 sample 


records. Also includes probe, tubing, and NIST calibra- 
tion certificate. 


No. 30JZ52—Simultaneously measures and displays 

6 channels of particle sizes. Measures air temperature, 
humidity, dew point, and wet bulb. Includes NIST trace- 
able calibration certificate. 


No. 23V750 No. 4WDT2 No. 30JZ52 
No. of Relative Mfr. Item 
Particle Size Display Channels Humidity Range Temp. Range Brand Model No. 
0.3, 0.5,1.0,2.5, 5.0 and 10 Micrometers Color Display 6 0 to 100% 32 tO 122 6 GA — 23V750 
0.3, 1.0 and 5.0 Micrometers Backlit Graphical Display 3 20 to 95% 41° to 95° F TSI! Alnor 9303-01 4WDT2 
0.3, 0.5, 1.0, 2.5 and 10um 2.8' TFT Color LCD 6 0 to 100% RH -14° to 140°F (-25° to 60°C) Extech VPC300 30JZ52 


GRAINGER. 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® TEST INSTRUMENTS 
Find the wy. Find Solutions. Find Great Prices. Air Quality Testers & Particle Counter 


Find more Fluke® HVAC Tools on pages 540, 597, and 604. 






3.5" color screen 
with backlight 


Particle Counter 


= Simultaneously measures and displays 6 channels 

= Customizable display, sample method, and alarm settings for sample count 
= Stores up to 10,000 samples 

= NIST traceable 


Indoor air quality troubleshooter/monitor can be used in industrial cleanrooms to monitor 
particle concentrations and help measure filter efficiency. Features onscreen trend graphs for 
quick-and-easy analysis. Data can be downloaded via USB memory stick or the included USB 
and Ethernet cables. 


Concentration Flow Mfr. Item 
Particle Size Range Rate Count Modes Includes Model No. 
Instrument Cradle, Power 
Adapter W Intl Power Adaptor 
Set,USB Cable,Ethernet 
Cable,Filter,Filter Adapter, nlet Fluke-985 202194 
Protective Cap,Getting Started 
Manual,Users Manual on 
CD,and Hard Carrying Case 





0.3, 0.5, 1, 2, 10% at 4,000,000 0.1 cfm Cumulative 
5,10 Microns per cu ft or Differential 


VELOCITY PROBE AND KIT 


pe Hal 


Fluke 975VP, No. 1DKH8 
Air velocity probe for 975 AirMeter™. 


Mfr. 
Description Model 
AirMeter™ Velocity Probe FLUKE-975VP 
Carbon Monoxide Aspirator Kit Fluke-CO-205 





Fluke 971 
No. 5YE63 
- . No. 4TP97 No. 1CWL5 
Indoor Air Quality Meters 
Diagnostic tools help control indoor environments FLUKE 971 TEMPERATURE FLUKE 922 AIRFLOW METER/MICROMANOMETER 
and manage energy use, providing automated HUMIDITY METER = Measures differential and static pressure, 
measurements, data collection, and analysis. = Measures dew point, wet bulb air velocity, and flow readings 
FLUKE CO-220 CARBON MONOXIDE METER ; stoners ae ; _ nee sy _ ee ae 
Beeper triggers with increasing frequency as CO = 0.1°F/0.1°C resolution a colored eek with oe, nena at ete 
level rises. Bright backlight makes it easy to view Backlit dual-displa ai : P ied P P 
the large LCD screen under dim lighting. aah a 
Relative co 
Temp. Humidity Measurement Mfr. Item 
Range Range Air Pressure Range Air Velocity Air Flow Range Range CO, Range Includes Model No. 
— = — — — 0 a — Instructions oe 4TP97 
-4°to 140°F 5 to 95% = = = = = Instruction Manual Fluke-971 SYE63 
° ° _ +4000 Pascals, +400 mm 250 to 0 to 99,999 cfm, 0 to 99,999 __ = Battery, Tubing, Hard Case, 12" Pitot Tube, FLUKE-922/ 
32° to 122°F 1CWL6 
H20, +40 mbar, +0.6 psi 16,000 fpm m3/hr, 0 to 99,999 I/s 4XL48 Meter Hanging Kit and Instructions KIT 
° ° +4000 Pascals, +400 mm 250 to 0 to 99,999 cfm, 0 to 99,999 ; ; 
50 to 3000 0 to 5000 Air Velocity Probe, AC Charger, Software, 
-5°to 122°F 10 to 90% — iom 0 to 140,000 cfm 0 to 500 ppm an USB Cable, Calibration Cap and Tubing, Hard FLUKE-975V 1AYG5 
pm ppm —_ Carrying Case, Batteries and Instructions 
“Ko ° 0 _ 50 to 3000 _ 0 to 5000 AC Charger, Software, USB Cable, Hard 3 
5° to 122°F 10 to 90% fpm 00500 ppm ppm Carrying Case, Batteries and Instructions TLUKE-975 1AYG6 
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TEST INSTRUMENTS Scan. Order. Done. 
Anemometers Details on page Al. 















Pocket Anemometers EXTECH 
Waterproof Foldup—Nos. 4XX70 Heat Index—WMeasure humidity and Mini Vane—No. 40GR97 has a built-in 
and 1RK12 simultaneously display temperature (air and PT1000 thermis- compass and provides wind direction 
air velocity and temperature or wind __ tor), plus heat index and barometric and 360° readings. No. 453A48 4-in-1 
chill, and feature selectable averag- — pressure. No. 30ZP37 also measures anemometer measures air velocity, air 
ing mode. visible light from 0 to 1860Fc flow, air temperature, and Type K tempera- 
(20,000Lux). ture. Data Hold and Min./Max. function. 
Air Volume Power Mfr. Item 
Vel. (fpm) Vel. (mps) Vel. (mph) (CFM) Temp. Range Display Source Model No. 
Waterproof, Fold-Up Pocket Anemometers 
100 to 5500 0.5 to 28 1.1 to 62.5 0° to 122°F DualLCD —_ CR2032 Battery 45118 4XX70 
Waterproof, Fold-Up Pocket Anemometer with RH and Dew. Point 
100 to 5500 0.5 to 28 1.1 to 62.5 0°to122°F 9999 Count LCD CR2032 Battery 45158 1RK12 
Heat Index, Barometric Pressure, and Visible Light or uv 
No. 30ZP37 80 to 3937 0.4 to 20 091045 ort soo cht 32°t0122°F — BacklitLCD  CR2032 Battery  EN100 30ZP37 
Mini Vane Thermo-Anemometer 
60 to 3937 1.1 to 20 0.5 to 44.7 — ae to ali LCD — 45168CP 40GR97 
fo} to ° 
80 to 3937 0.4 to 20 0.9 to 44.7 0:87 to (Air), -148° to Dual Backlit LCD (3) AAA Batteries  AN510 453A48 
1,271,300 cm “oq s5or (K) 


. Kestrel® 
EXTECH pcuric BME yj = 


@IALNOR (JET *yesswanp: 
CFM/CMM Thermo-Anemometers 


Extech®—No. 5GCD4 includes USB port plus Westward—Includes interchangeable 
software. probes. 








| 


TSI Alnor®—Siore up to 12,700 samples. UEI Test Instruments™’—Also measure 
No. 13G529 No. 12A182 also measures humidity and relative humidity, and wet and dry bulb. 
No. 5AER4 No. 43Y057 No. 43Y053__ stores 26,500 readings. 





Cone Kit—Quick, easy air flow measure- 
Amprobe®—Also measure humidity, dew ments for common-size ducts. 


point, wet bulb, and wind chill. Pocket-size. AcuRite®—Also measures humidity, altitude, 


Kestrel—No. 8UME8 measures 3 second and wind chill, calculates heat index, and 
average wind speed. No. 49KA91 has a keeps records for high and low tempera- 
compass, and measures crosswind and tures. Can be mounted on tripods with %4" 
headwind/tailwind. No. 8D481 measures 20-thread fitting. 

water, and snow temperature, as well as wind 

chill. No. 9U521 measures dew point, relative 





Rae hy eT No. SWP68 No. 3TFP2 humidity, wind chill, and heat stress index. 
Auto STANDARD) NIST 
Sensing Humidity Power Data Mfr. Item Item 
Method Vel. (fpm) Vel. (mps) Vel. (mph) Air Volume Temp. Range Sensing Off Hold Display Model No. No. 
Anemometer with IR Temperature 
Extech 
Rotating Vane 80105900  0.4t030 0.91067 00 999,999.cfm PR LORIE (ni i No Yes Yes 9999CountLCD AN200 1PKZ5 | 5GCD6 
Rotating Vane and Thermistor 80 to 5900 0.4 to 30 0.9 to 67 0 to 9999 cfm 14° to 140°F No Yes Yes Dual LCD AN100 — 5GCD5 
Anemometer 
Acurite 
qivlating Vane 0 to 1990 0.1 to 30.0 0.9 to 56 _ -40°to 158°F Yes Yes No LCD 00256M |53DP70 _— 
mprobe 
pectaling Vane and Thermistor 60 to 3937 1.1 to 20 0.5 to 44.7 = 32° to 122°F Yes Yes Yes LCD TMAS | SAER4 — 
xtec 
at to 158°F (Air), 
-148° to 2372°F 
79 to 6890 0.4 to 35 0.9 to 78.3 — (Type K), -148° to No Yes Yes 9999CountLCD SDL300 | 6YNG6 6YNG7 
80 to 4930 0.4 to 25 0.9 to 55.9 ra eam N Y Y 9999 LCD  SDL310 |13G529 
to to 9 to 55. _— ° to 122° 0 es es count 3 _— 
Rotating Vane and Thermistor. —g§ 49 3037____0.5 to 20 = Oto 99,999 cfm -4° to 140°F Yes Yes Yes Dual LCD AN340 43Y057 | 21YE24 
40 to 5900 0.2 to 30 — 0 to 99,999 cfm -4° to 140°F No Yes _Yes Dual LCD AN300 |48Y053 | 21YE21 
40 to 5900 0.2 to 30 — 0 to 99,999 cfm -4° to 140°F Yes Yes Yes Dual LCD AN310 |48Y055 | 21YE22 
100 to 6890 0.5 to 35 1.1 to 78.3 0 to 999,900 cfm o2 10 1/0 F No Yes Yes  9999CountLCD 407113 | 1BP96 4HRF4 
. 80 to 5900 0.4 to 30 0.9 to 67 0 to 9999 cfm 14° to 140°F No Yes Yes 1999CountLCD  AN100 | 1PKZ4 — 
estre 
Reflective 32 
118 to 7874 0.6 to 60 0.4 to 89 — -20° to 158°F Yes Yes Yes LCD O855YEL | — 49KA91 
11807874 0.6t040 1.30 89.5 = -20° to 158°F No Yes Yes  Rehecte 2 g20 | — 80481 
Rotating Vane and Thermistor Reflentive 315 
118 to 7874 0.6 to 40 1.3 to 89.5 — -20° to 158°F Yes Yes Yes Digit LCD 0830 _ 9U521 
TS! Alnor 
Hot Wire ; to ae ! to ” — 0 to 999,999 cfm fi to ae 8s ves 8s sarang. LCD ses — 5 aA ee 
; ; to to _ _ ° to 200° 0 0 0 Dgoe — 
POL WAN ane nGnMIStOr 0 to 6000 0 to 30 = = 0° to 200°F No No No LCD 9535 | — | 3MPD2 
UEI Test Instruments 
Rotating Vane and Thermistor 99103937 —*0.5 to 20 = 0 to 99,999 cfm (0 to 60°C) Yes Yes Yes  1.38x2.13"LCD DAFM3B 9WP68 = 
Westward 
Vane: 80to  Vane:0.4to Vane 0.9 to 
Rotating Vane and Hot Wire 4900, Hot Wire: 25, Hot Wire: 55.9,Hot Wire = -5° to 175°F No Yes Yes Dual 4 Digit LCD S3TFP2 | 3TFP2 — 
40 to 3900 0.2 to 20 0.5 to 44.7 
Rotating Vane and Thermistor 80 to 5910 0.4 to 30 0.9 to 6/7 — 0° to 50°C No Yes Yes LCD 28AF// (28AF/7 _ 
Air Flow Cone Adapter Kit 
Extech 
For Use With AN300, AN310 and AN320 Large Vane Anemometers AN300-C 43Y054 — 
620 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


TEST INSTRUMENTS 
Anemometers, Air & EMF/RFF Meters 





EXTECH 


INSTRUMENTS 





Quy 





Dual-purpose instruments measure temperature and 
air speeds in ducts and ventilating systems. Auto-Off. 


DWYER® 


Shows simultaneous air velocity or air flow and 
temperature on high-contrast backlit LCD. Stores up 
to 99 readings. 8" stainless steel probe is etched with 
insertion depth marks. 


EXTECH® 


Nos. 3MPE6 and 5GCD3 and 4KC29 & 5ZT04— 
Simultaneously display air temperature and air 
velocity down to 40 ft./min. Telescoping probe is 
designed to fit into small openings. 


Nos. 3MPE6 and 5GCD3 also measure air flow in cfm/ 
cmm and display instantaneous or 20-pt. average air 
flow down to 40 ft./min. Probe extends to 3 ft. 


Nos. 4KC29 and 5ZT04 2-ft. probe extends up to 7 ft. 
with cable. 


Optional Data Acquisition Software No. 1CLF1 is avail- 
able on Grainger.com®. 


Nos. 13G530 and 36FW25—Selectable sampling 
rate of 1 to 3600 sec. Display simultaneous air veloc- 
ity and temperature. Telescoping probe. Accept Type 
J/K thermocouple for high-temperature measurement. 


&> ‘©|ALNOR 
Hot Wire Thermo-Anemometers 











—l] 
Cc] 
TEST iNSTRUMENTS™ 


No. 


|| SMPE6 
24A466 | 


Retain up to 99 readings, or use included SD card to 
data log up to 20 million readings in Excel® format. 
TSI ALNOR® 

All have LCD. 


No. 1UCY4—40" telescoping straight probe. 


Nos. 1UCY6 and 1UCY7—Both have 42" articulated 
probe. No. 1UCY7 also measures relative humidity to 
95% (+3% accuracy) and calculates dew point and 
wet bulb temperature. 


UEI TEST INSTRUMENTS™ 


Directly captures air temperature, relative humidity, 
and air velocity. Calculates wet bulb temperature, 








dew point temperature, and air volume. Air volume No. 49ZZ52 
is displayed in real-time, or choose a timed average 

with start/stop capabilities to traverse ductwork. Also j 
features 0.7" small diameter air vane on 39" long No. 13G530 


telescoping probe. Includes hard carrying case, 9V oe aC Ze 


battery, and manual. 


TESTO-C 


Determines air velocity, temperature, and volume 
flows. Via Bluetooth®, readings are transmitted 

wirelessly to convenient app-based operation on 
smartphone or tablet. 


No. 
35WC98 





STANDARD 
Data Mfr. Item 
Vel. (fpm) Vel. (mps) Vel. (mph) Air Velocity Accuracy Temp. Range Interface Logging Model No. 
Dwyer 
0to6000 Oto30 67 +3% -40° to 212°F — No 471B-1 24A466 — _ 
Extech 
40103346 0.2to17 0.9to 38 +5% +5 Digits 32° 10 122°F RS-232 No 407119 3MPE6 407119 5GCD3 
40to 3940 0.2t020 0.5to 45 +3% 32° 16 122°F RS-232 No 407123 4KC29 407123 5ZT04 
40103940 0.2t025 0.5to 45 +5% 32° to 122°F SD Card and PC Yes — _ SDL350 36FW25 
40to 3940 0.2t025 0.5to 45 +5% of 10. 122° F RS-232 Yes SDL350 13G530 _— — 
Testo 
+19.7 fpm + 5% (0 to 394 fpm), 59.1 fpm 
0to6000 Oto68 0.12t068 + 5% (394 to 2953 fom), +0.1 m/s + 5% -4° to 140°F Bluetooth 4.0 No 0560 1405 01 497252 — _ 
(0 to 2 m/s), +0.3 m/s + 5% (2 to 15 m/s) 
TSI Alnor 
0to4000 Oto20 — +5% 0° to 200°F — No — _ AVM410 1UCY4 
Qto6000 Oto30 — +3% 0° to 200°F USB Yes — _ AVM430-A 1UCY6 
0to6000 Oto30 — +3% 14° to 140°F USB Yes — _ AVM440-A 1UCY7 
UE! Test Instruments 
99 to 3937 ~=0.5 to 20 — +3% -4° to 140°F Digital No DAFM4 35WC98 — _ 





Ultrasonic Leak Detectors 


Diagnose problems before they result in major break- 
downs. Units detect ultrasonic sound produced by 
pressurized leaks, vacuum leaks, arcing electrical 
power distribution equipment, and faulty seals and 
gaskets. 


Amprobe®—Parabolic shield reduces background 
noise. Extension tube for difficult or dangerous areas. 
= 35,000 to 45,000 Hz AC frequency response 


Spectroline®—Solid-state circuitry enhances sensitiv- 
ity and simplifies operation. Touch-control pad with 


= “0 08ohy 
SPECTROLINE® 


5-LED signal-intensity indicator and audible alarm. 
Contact probe helps diagnose internal components 
without disassembly. Probe reaches into tight spaces. 
= 36,000 to 44,000 Hz frequency response 





No. 1WXG9 No. 6JHN9 
Bacharach®—No. 6JHN8 simultaneously detects 
vacuum and high-pressure leaks. Includes a foldable 
headset. Other instruments have an internal sensor and 
hard hat-compatible headphones. No. 6JHP2 employs 
2 software-controlled sensors. No. 6JHP4 has multiple 
detection bands, including unique acoustic bands. 





= 34,000 to 42,000 Hz frequency response No. 6JHP3 No. 21D133 
Mfr. Item 
Item Includes Model No. 
Amprobe 
Ultasaniekeak Dalsetor Leak Detector, Transmitter, Tubular Extension with Adapter, Headphones, Parabola and Carrying Case TMULD-300 | 1WXG9 
9V Battery, Carrying Case, Parabola Shield, Adapter, Tubular Extension and instructions ULD-300 SNLK6 
Bacharach 
Compact Ultrasonic LED Bar Graph 28-8001 6JHPO 
Leak Detector Sound Blaster 28-8011 6JHP1 
Ultrasonic Inspection Hard Hat Compatible Headphones, Touch Probe, 3 Foot Extension Probe, 6" Wave Guide, Hard Carrying Case and Instructions 28-8003 6JHP4 
System Headphones, Touch Probe, 3 Foot Extension Probe, 6" Wave Guide, Sound Blaster Ultrasonic Sound Generator, Hard Carrying Case and Instructions 28-8013 6JHP5 
Folding Headphones and Instructions 28-8000 6JHN8 
Headphones, Sound Blaster Ultrasonic Sound Generator and Instructions 28-8010 6JHNI 
eds Rear elec Folding Headphones and Instructions 98-8002 | 6JHP2 
Hard Hat Compatible Headphones, Sound Blaster Ultrasonic Sound Generator and Instructions 28-8012 6JHP3 
Spectronics 
Ultrasonic Diagnostic Tool Ultrasonic Receiver, Ultrasonic Emitter, Hollow Air Probe, Contact Probe, HP 100 Noise Canceling Headphones, and Rugged Carrying Case MDE-2000NC | 21D133 
Sign in to Grainger.com® to see YOUR Pricing and MORE 621 





TEST INSTRUMENTS 
Leak Detectors & Combustion Analyzers 





INSTRUMENTS 


Detects 
Amprobe 
Methane and Propane 
Bacharach 


N20 


Acetone, Acetylene, Benzene, Butane, Ethanol, 
Ethylene Oxide, Gasoline, Hexane, Hydrogen, 

Industrial Solvents, Iso-Butane, Methane, Methanol, 
Paint Thinners, Propane, Natural Gas, and Naptha 
Acetone, Acetylene, Benzene, Butane, Ethanol, Ethylene 
Oxide, Gasoline, Hexane, Hydrogen, Industrial Solvents 
Methane, Paint Thinners, Propane, Natural Gas, Naptha 


EATECH 





No. 2ELP8 Combustible Gases and Refrigerant Gases 


Extech 

Propane 500 to 6500 PPM, Natural 

Gas 1000 to 6500 PPM 

Natural Gas, Methane, Ethane, Propane, 

Butane, Acetone, Alcohol, Ammonia, Steam, 
Carbon Monoxide (Not To Quantify), Gasoline, 
Jet Fuel, Hydrogen Sulfide, Smoke, Industrial 
Solvents, Lacquer Thinner, and Naphtha 

GA 

Acetone, Acetylene, Ammonia (R717), Chlorine, Ethane 
(R170), Ethylene, Gasoline, Hydrogen, Hydrogen 
Sulfide, Iso-Butane (R600a), Methane, Methanol, 
Methyl Chloride, Methyl Ether, Propane (R290) 
General 


Natural Gas, Propane, Methane, Butane 


Methane, Natural Gases, Coal Gases, Hexane, 
Propane, Ethane, Butane, Pentane, Isopropyl Alcohol, 
Halogenation Hydrocarbon, (Methanol, Ethanol, 
Butanol) Aether, Ketone (Butone, Protone), Hydrogen, 
Toluene, and Other Compounds, (Gasoline, Industrial 
Solvent, Lacquer, Refrigerant, Sulfur Dioxide, 
Ammonia, Sulfured Hydrogen, Acetic Acid, Etc.) 
Methane, Xylene, Propane, Ethane, Butane, Hydrogen, 
Ethylene, Ethanol, |SO-Butane, NOL, Gasoline, 


Solvents, Benzene, Alcohols, Acetone, Toluene 
General Tools 


Combustible Gases 


Sensit 
Methane, Propane, Butane and More 


Methane, Propane, Butane and More 
Test Products Intl. 


Combustible Gases 


Natural Gas, Propane, Butane, Diesel, 
Gasoline and Most Other Flamable Gases 


Methane, Natural Gas, Gasoline, Diesel, 
Propane, Butane, Kerosene 


Natural Gas, Methane, Butane, Propane 
(LPG), Gasoline, Diesel, and Kerosene 





No. 36T592 
Combustible Gases and Carbon Monoxide 


UEI Test Instruments 

Alcohol, Thinners, Volatile Jet Fuel, Butane, Propane, 
Methane, Gasoline, Combustible Refrigerants, 
Naphtha, Solvents, Natural Gas, Acetylene, Acetone, 
Ammonia, Smoke, Hydrogen Sulfide, Steam 
Acetone, Alcohol, Ammonia, Benzene, Butane, 
Ethylene Oxide, Gasoline, Halon, Hydrogen 

Sulfide, Industrial Solvents, Jet Fuel, Lacquer 
Thinners, Methane, Naphtha, Natural Gas, 

Propane, Refrigerants and Toluene 


Acetone, Ammonia, Steam, Halon, Alcohol, 
Butane, Gasoline, Hydrogen Sulfide, Lacquer 
Thinner, Industrial Solvents, Propane, 
Natural Gas (Methane), Jet Fuel, Naptha 


Alcohol, Thinners, Volatile Jet Fuel, Butane, Propane, 
Methane, Gasoline, Combustible Refrigerants, 
Naphtha, Solvents, Natural Gas, Acetylene, Acetone, 
Ammonia, Smoke, Hydrogen Sulfide, Steam 
Alcohol, Thinners, Volatile Jet Fuel, Butane, Propane, 
Methane, Gasoline, Combustible Refrigerants, 
Naphtha, Solvents, Natural Gas, Acetylene, Acetone, 
Ammonia, Smoke, Hydrogen Sulfide, Steam 


Find even MORE 





No. 3JYN7 


GRAINGER. 
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wcnaracn”, EXTECH * 


Acetylene, Methyl Ether, Ammonia, H.Sulfide, Industrial 


Scan. Order. Done. 
Details on page A1. 
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Combustible Gas Leak Detectors 


Handheld service instruments help identify unsafe concentration of gas near furnaces and other equipment. 


Mfr. 
Features Measuring Range Model 
_ _ GSD600 
Infrared Technology,Internal Pump : : 
and Self-contained Purge-air Bag 0-1,000 ppm 3015-4790 
Auto Calibration = 19-7075 
Automatic, Self Check, Self 
Storing 20" Flexible Probe, LED, 20 ppm (Methane) ppm 19-7051 
Loud Audible Ticking Rate 
Flashing Probe Tip, Automatic 
Sensitivity, Low Battery Indicator — 19-8038 
and Interchangeable Sensors 
Bulit-in Static Discharge Test — FG100 
16" Flexible Gooseneck For Easy _ F740 
Access Into Hard to Reach Locations 
15-In. Probe, 30 Seconds 
Warmup Time, Instantaneous _— TIF8900 
Response, Variable Sensitivity 
Catalytic Combustion Sensor, Calibrated Perrine PNG2000A 
Flexible Probe; Low Battery Indicator; 
Variable pitta AS tui 5ppm 
Gasoline); Instantaneous Response _ 
ime; Less Than 110 Seconds in 25, NGD8800 
60% RH Warm-Up Time); Double 
Color LED Indicates Charge State 
LCD and LED Dual Display _— CGD900 
Backlit LCD Screen, Digital Bar 
Graph, Audible Alarm, 13° Flexible 0 to 100% LEL NGD269 


Probe, Quick Response 


16 In. Probe, Instantaneous Response, 
Direct Reading up to 100% LEL 

16 In. Probe, Instantaneous Response, 
Direct Reading up to 100% LEL 


50 ppm to 100% LEL 
Methane, Propane 
10 ppm to 100% LEL 
Methane, Propane 


907-GRNGR-01 
906-00000-08 


16-In. Flexible Probe, Low 
Power Semiconductor Sensor, 


Thumbwheel Adjustable Tic Rate, 10 ppm 720B 
Earphone Jack, Sensor Test and 
Automatic Zero at Startup 
Thumb Wheel Tick Rate Adjuster, 
Visual Display and Tip Signal Rareher a i 
Indicators, Backlighted Display, to 19.9% LEL 
16" Goose Neck Wand — 
LEL% Reading 2.1% to 100% 0 to 999 ppm HXG-2D 
oH ae SE Te 
its in Shirt Pocket, Auto Zeros, 
Responds Instantly, Sensitive >1000 ppm 725A 
to 1000 ppm (Methane) 
16-In. Flexible Probe, Low Power 
Semiconductor Sensor, Sensitive to 50 sppeiaar ae 775 
ppm (Methane), Auto Zero, Backlight PP 
— — CD100A-N 
Fully Adjustable Thumbwheel 50 ppm (Methane) CD100A 
Adjustable Tick Rate to Locate Leaks 
a and eee Ha 
eparate User Adjustable Alarm for 
Predetermined Level Detection, Precision <90 ppm (Methane) CD200 
Sensor Detects, Fast Response Time of 
Less Than Two Seconds to 40% LEL 
— — CD200-N 
NIST Calibration — LPKIT-N 


on Grainger.com® 


Item 
No. 


A4FKR2 


22D058 


4LU63 


3JYNS 


2XFE4 
4GE83 


2ELP8 


3UCH3 


3JYL8 


3KXE5 


6YPT4 


488206 


3671581 
361592 


3JYN1 


6GDP4 
36M829 


3JYN7 


3JYP8 
49CK92 


8EUN6 


9GH90 


49CK93 


49CK97 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


TEST INSTRUMENTS 
Combustion Analyzers 





Portable Combustion Analyzers 


Units all utilize the B-Smart® carbon monoxide (CO) sensor. 
INSIGHT® Plus sensor measures 0 to 4000 ppm with 
integral NOx filter. Infech® has 0 to 2000 ppm CO sensor. 
Feature internal sampling pump and print capability. 


Fyrite® INSIGHT® Plus Combustion Analyzers—5-in-1 
residential/commercial testers analyze steady-state 
combustion and efficiency of 9 selectable fuels. Backlit 
LCD with zoom and full-color display with dynamic graph- 
ing enhance combustion process analysis. 0. sensor life 
indication. Proprietary Tune-Rite™ troubleshooting software 
is included. 
= Color graph screens show stack hot spots and trending 
=» Measure combustion/ambient and flue gas 
temperature, 0., CO, and draft/differential pressure 


Carbon Monoxide 
Measurement Range 
Fyrite® INSIGHT® Plus Combustion Analyzers 


0 to 4000 ppm 
Fyrite® InTech® Residential Combustion Analyzers 





= Draft pressure: 100" WC 
= Calculate CO., CO air free, and excess air 


Fyrite® InTech® Residential Analyzers—Basic elec- 
tronic analyzers calculate the efficiency of residential 
furnaces and combustion appliances. Lightweight and easy 
to use for routine service calls. Turn it on, select 1 of 6 
fuels, and see quick results on the digital display. 
= Measure stack and ambient temperature, 0., and CO 
= Calculate carbon dioxide (CO.), CO 

air free, and excess air 


Combustion | Primary/Ambient 
Series Efficency Air Temp. Stack Temp. | Excess Air 
Intech | 0.1 to 100% -4 to 212°F -4 to 1202°F | 0 to 250% 
INSIGHT | 0.1 to 100% -4 to 600°F -4 to 1202°F | 0 to 250% 


Includes 


Long Life 02 Sensor Installed, Probe, 4 AA Batteries, Spare Filters, Rubber Boot, User Manual, Hard Carry Case 
Long Life 02 Sensor Installed, Probe, 8 AA Batteries, Spare Filters, Rubber Boot, User Manual, Hard Carry Case, IrDA Printer, USB Cable, User Software 


Probe, 4 AA Batteries, Rubber Boot, User Manual, Hard Carry Case 


0 to 2000 ppm 





No. 3JYG6 


Combustion System Analyzer Kits 


TESTO 


Nos. 36H452 and 36H453 

= Measure 0,, carbon monoxide (CO), 
temperature, and draft pressure 

= Calculate CO., excess air (EXA), and efficiency 


Testers are ready to use after a fast, 30-sec. warmup. Magnetic 


back for hands-free operation. Available with an IR printer. 
Nos. 36H452 and 36H453 have a 2-line backlit display. 


TEST PRODUCTS INTL. 

= Measure CO and C0. 

= Calculate 0., efficiency, excess air, and ratio 
= Analyze CO 


Full-system diagnostic analyzers help reduce fuel costs. 


CO Measurement Primary/Ambient 


0, Concentration Range(PPM) CO,Concentration Air Temp. 
Testo 
. 0 to CO2 max. -4° to 212 °F 
0 to 21 0 vol. Yo 0 to 4000 Calculated (20° to 100 °C) 
7 0 to CO2 max. -4° to 212 °F 
0 to 21 0 vol. Yo 0 to 4000 Calculated (20° to 100 *C) 
Test Products Intl. 
é 6 -58° to 1832°F 
0 to 25 Yo 0 to 10,000 0 To 25 Yo (-50° to 1000°C) 
6 6 -58° to 1832°F 
0 to 25 Yo 0 to 10,000 0 to 25 Yo (-50° to 1000°C) 
UE! Test Instruments 
6 6 0° to 999°F (0° 
0 to 25% 0 to 4000 0 to 20% to 660°C) 
0 to 21% 0 to 2000 0 to 20% 0° to 1112°F 
0 to 21% 0 to 2000 0 to 20% 0° to 1112°F 


Sign in to Grainger.com® to see YOUR Pricing and MORE 






-16 to +16 In. WC - Pressure, 0 to 100% 


-16 to +16 In. WC - Pressure, 0 to 100% 


Probe, 4 AA Batteries, User Manual And Soft Case 
Probe, 8 AA Batteries, Printer, Rubber Boot, User Manual, Hard Carry Case, USB Cable, User Software, Spare Filters 


No. 49KE07 


UEI TEST INSTRUMENTS 


No. 49KE07 

= Measures O,, CO, inlet and flue temperature, 
and differential pressure/draft 

= Calculates efficiency, CO., net temperature 
differential, losses, excess air, CO/ 
CO, ratio, and poison index 


Monitors emissions to protect the environment. 
Services and tests combustion systems over 10,000 


MBtuH with high-concentration gas levels for extended 


durations. Measures 5 gases simultaneously (6 with 


direct CO. measurement). Autolog and onboard printer. 


Pressure/Draft Excess Air Includes 


-8 to +8 In. WC - Draft Calculated 


-8 to +8 In. WC - Draft Calculated 





No. 36M793 





Mfr. Item 
Model No. 


0024-8517 
0024-8518 


36M793 
36M794 


0024-8523 
0024-8511 
0024-8512 


36M790 
36M788 
36M789 






No. 55DNO07 


CI 

—} 

C7] 
TEST iNSTRUMENTS” 


No. 36H167 
= Measures differential pressure 
= Dual-input to measure 
pressure to +60 InWC 
(inches water column) 


Senses combustible, noncombus- 
tible, and toxic gases. Includes 
combustible gas leak detector and 
electronic manometer. Measures 
in 11 scales: inH.0, psi, bar, mBar, 
kPa, inHG, mmHG, ozin, FtH,0, 
cmH,0, and kgcm. 


Mfr. Item 
Model No. 


Battery, Sensors, Probe With Cone, Hose, Case, 
Silicon Tubing, Extra Particulate Filters, AC Adapter, 
Pressure Plugs, Certificate of Conformity 
Battery, Sensors, Probe With Cone, Hose, Case, Silicon 
Tubing, Extra Particulate Filters, AC Adapter,Pressure Plugs, 05633110 36H453 
Certificate of Conformity, Printer And 2 Rolls Of Paper 


0563 3100 36H452 


-150 mBar to +150 mBar, K-Type Thermocouple, Silicone Tubing, 
-15 kPa to +15 kPa, 0 to 250% Mini Pump Protection Filter, Flue Probe, 709A740 3JYG6 
-60 to +60 In. WC Soft Carrying Case, Infrared Printer 
-150 mBar to +150 mBar : a 
: ‘i K-Type Thermocouple, Silicone Tubing, Mini Pump 
ae a Ne 0 to 250% Protection Filter, Flue Probe, Soft Carrying Case M2 SKNKS 
eae se ee CO pale a ee 
- 100% ue Probe with15' Hose, Battery Charger, Filter 
0t0 150 mBar Calculated Bypass, Replacement Particle Filter, Sulfur Filter, K9206  49KE07 
Water Trap, Watertrap Filter, Owners Manual 
8EUN6 combustible gas leak detector, 6CMT9 
-20 to +20 In WC — digial manometer, Sample Tube, 4" NPT to LPKIT 36H167 
Hose Barb Adapter, Batteries, Instructions 
-39 to +32 In. WC 12" Probe, 10" Hose, Inlet Tube/Probe Connector, 
"80 to +80 mBar 0 to 250% (2) K Type Temperature Probes, Spare Filter, C165KIT-N 55DN08 
AC Adapter, Hard Carrying Case 
-39 to +32 In. WC 12" Probe, 10" Hose, Inlet Tube/Probe Connector, (2) 
"80 to +80 mBar 0 to 250% K Type Temperature Probes, Spare Filter, AC Adapter, C165KIT 55DN07 
Thermal Printer, Paper Roll, Hard Carrying Case 


TEST INSTRUMENTS Scan. Order. Done. 
Sound Level Instruments Details on page Al. 











No. No. i No. MaCURCO 
45CJ96 36CF95 36CF90 GAS DETECTION 
12-Series r 7 
C Gas Detection Systems 
‘ineeatnis Gas Detector/Controller/Transducers— 
Alarm Temp. Power Gas Sensor Mfr. Item Dual-relay electronic detection systems 
oo ictearce entrain Tos ators Req. Type Range Std. Model __ No. monitor gas concentrations. Automatic fan/ 
Macurco 6-Series louver/valve control helps maintain safe 
uss, GO. H2 ae SNC apin Aue seer levels in parking garages, warehouses, and 
Audible 0° to 125°F 12 to 24VAC H2S Ot050DPM ev Jicted to UL 1010-1. —_JX6-HS__36cr98__ other commercial sites. 4-20mA current loop 
Visual 52°C) 32VDC NO2 0 to 20 ppm Bones TX-6-ND _ 36CF96 
Raa Ato Zee orn Noe abees — 6-Series low-voltage units for boiler rooms, 
Macurco 12-Series vehicle maintenance areas, kitchens, and 
C3H8, CH4,H2 0 to 50% LEL GD-12  45CJ95 
udible 0° to 125° to to 50 ppm z =|2- 45 aa Ii wap: 
and (-18°to 4". 2%" 4%" 240VAC (50 NH3 010100 ppm parycested to UL 61010 T. _TX-12-AM_45¢Jg9___ 12-Series line-voltage systems with internal 
Visual 52°C) to 60 Hz) N02 0 to 20 ppm ace TX-12-ND__45CJ98_ ——s switching power supply mount to 4" x 4 
02 0 to 25% vol. OX-12  45CJ96 lecirical b 
: : ; REF 0 to 1000 ppm RD-12  45¢J97 «Cle CICA! DOXES. 
as Detectors for Fire/Security Systems - 7 
150 F (0 — i C3H8, CH4 0 to 25% LEL rE S “ait yr a GD-2B  36CF88 nae cicliae cdbielt iain 
PF (O° or 9 to to 25% , sensitivity Teste - = : i 
Audible to 48.9°C) aOVDC ee Systems—Low-voltage electronic detectors 
and noi S14" 3%" 518 Listed to UL 2075, Tested connect to alarm controls. 
Visual 49°F (4.4° 9 to 32VDC CO 0 to 400 ppm to UL 2075 Using UL CM-E1  36CF95 : 
10 37.8°C) i 2034 Sensitivity Limits, Exhaust Fan Control Panels—Automatic 
ataa ety ee a controls provide up to 3 ventilation control 
32° to ’ y 
Visual 120°F (0° 5° 1%" 12 to C3H8, CH4 0 to 25% LEL Tested Based on UL GD-2A  36CF87 zones, choice of sensor- or time of day-based 
to 48.9°C) 24VAC/DC 1484, CSFM Approved control, and include drivers for external horn 
H2 Oto 10% LEL N/A HD-11  36CF94 
Operating Mfr. Item or strobe alarms. Lockable NEMA 1 enclo- 
lam Woe. qemp. Fangs WD 4H Std. Model No. sure with external keypad, externally visible 
Audible and 32°10 120°F yoy0 o» oyy ETL Listed to UL 508A, CAN/CSA-C22.2 No. 14-13 DvP-120 36cF99 Status, system, and alarm indicators. Control 


Visual (0° to 40°C) ETL Listed to UL 508A, CAN/CSA-C22.2 No. 14-13, LADBS Approved DVP-120LA 36CF91 up to 12 gas sensors (sold separately). 


Digital Sound Level Meters 





* GRAINGER 
and Data Loggers AMPROBE EXTECH AppRoveD WWESTWARD 
4 Type 2 meters are suitable for workplace EXTECH instrument has a background noise absorber 
and environmental noise measurements. Digital Sound Level Meter Kit mode for machine noise measurements. 


Dual-range meters take environmental 
and workplace noise measurements and 


Analog bar graph and Min./Mmax. values. 


Good for noise ordinance enforcement, work- Optional software/cable package No. 3LYE6 is 





Ny can be used for product evaluation/certi- oe ee va available on Grainger.com®. 
PSS Tication and audio system installation. ind Level Meter No. 9WTES with a94dB Sound Level Meter with Display 
No. ~~ AMPROBE® sound calibrator to verify and calibrate meter  2-range meter has backlit LCD. 
ial No. ° Sea enre nie eal nbenanol Sound Level Monitor and Alarm 
1LyP4 mee y Sound Level Data Logger Bright LEDs alert user when sound level is too 
officers, and quality control profes ; ; 
sionals to perform acoustic analysis No. 1TZP3 Features adjustable alarm with high or too low. Reads LEDs from 30m (100-ft). 
visual indicator and data Hold. No. 9M871 Continuous monitoring of sound level. Wall, 


and check for compliance with safety —. ee 
regulations. Meters use two different instrument captures time stamp at selectable desk, or tripod. User settable high or low limit 


audio weighting filters: A weighting sampling rate. Manual or programmed start. (30 to 130dB). 


ges. , for general noise sound level, and C Sound Level Meter DIGITAL SOUND LEVEL METERS 
weighting for measuring sound level of No, 8ZRUO provides real-time sound exposure Use for general noise measurements and basic 





it 
“ai 












ence acoustic material control. Features Min./ evel (SEL) and time-averaged (Leq) measure- assessments. Feature analog bar graph with 
No. \ ?/ Max. recording and Data Hold. Comes — ments on 4-digit LCD with analog bar graph. — 50dB range updates every 40 msec, Min./Max. 
OWTES ~ with carrying case, user manual, and 9V_9- to 25-pin gender changer, male and female values over time, and AC analog output. 
Pee battery (installed). voice. No. 9TDL6 tripod-mountable 6-range 
Frequency Response Mfr. Item 
P 5 Item Frequency Range dB Range Res. _ Weighting Time Interface Records Up To Model No. 
mprobe 
iaita Sound Level Meter 31.5t08000Hz  30to130 0.1dB  AandC Fast/Slow = = SM-10 AFKR5 
xtec 
a . 315to08000Hz 3510130 O0.4dB  Aandc Fast/Slow = = 407732-KIT  A4CWR4 
Digital Sound Level Meter Kit —31'5to 8000 Hz 350 130 0.1dB A and Fast/Slow = =—s 407732-KiT-NIST_4CWR5 * 
Noise Dosimeter 20Hz to 8kHz 3010130  O1dB A,C,andZz 125ms, 1000ms USB eee ate SL400 527K78 
Sound Level Datalogger 31.5 to 8000 Hz 30 to 130 0.1dB Fast/Slow — — 407760 9M871 
31.5Hz to 8KHz 30 to 130 0.1dB A and C Fast, Slow and Impulse — 32,000 Records 407780A 8ZRUO 
31.5 to 8000Hz 30t0 130 01dB  AandC Fast 200ms, Slow 500ms SD Card and RS-232 20,000k Readings SDL600 13X123 
Se ainailaveenienet 31.5 to 8000Hz 30t0 130 O01dB  AandC Fast 200ms, Slow500ms SD Card and RS-232 20.000k Readings  SDLGOO-NIST  13X124 * 
25Hz to 10kHz 30 to 130 1dB A,C,andFlat 125ms, 1000ms, 10ms, 35ms USB 1024 Data Points 407790A 52ZK/6 
300 to 8000 Hz 400130 0.1dB  Aandc Fast/Slow = = 407730 {LYP4 
31.5t08000Hz 30to130 0.1dB AandC Fast/Slow = = 407750 OTDL6 
Sound Level Meter w/ Display 31.5 to 8000 Hz inh 65 to130 0.1dB AandC Fast/Slow = = 407732 OWTES 
goons Level Monitor And Alarm 31.5 to 8000 Hz 30 to 130 0.1dB A and C Fast/Slow Relay Output = SL130W TAEV5 
im 315t04000Hz  40to130 0.1dB A Fast = = 5URG3 5URG3 
Digital Sound Level Meter 31.5to 4000Hz  40to 130 0.1dB C Fast = = 5URGA BURG4 
Westward 
Digital Sound Level Meter 31.5 to 8000 Hz 30 to 130 0.1dB A and C Fast/Slow Relay Output — SURG5 5URG5 
* NIST Certified. 
624. GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ELL! 





GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


TEST INSTRUMENTS 
Light Testers & Light Meters 





Fluorescent Light Testers 


No. 14L964—lesis lamps, ballasts, and lamp 
pin connectors for a complete 3-in-1 solution. 
A 2'-Tt. fully retractable antenna provides 
extended reach. Audible and visual indicators 
provide easy feedback. Built-in LED work light. 


Includes 
14L964 (2210-20) Fluorescent Lighting Tester, (1) Antenna Ada 


Holster, Detachable Rod Extender, (4)AA Batteries, English/Spanish/French 


EXTECH 


Light Meters 


No. 4FKR3—Portable, digital light meter measures 
visible light. Easy-to-use, one-handed operation. 
Silicon photodiode sensor and filter. Features 
include data Hold and Min./Max. 


Nos. 136531 and 15E590—Light meter data 
loggers record data (up to 20M records) in Excel® 
format for easy transfer to a PC for analysis. 
Selectable sample rate: 1 to 3600 sec. 


Nos. 3MY54 and 2HZG2—EasyView™ light 
meters include large LCD with analog bar graph. 
Wide range ideal for use in bright daylight. 

Peak function captures short-duration flashes. 
Color- and cosine-corrected sensor. Features 
include Min./Max., data Hold, and zero for relative 
measurements. 


Nos. 1AEV6 and 22DC07—Light meters with 
remote light sensor on 12" coiled cable. Feature 
backlit LCD with analog bar graph. Min./Max. 
feature stores highest and lowest readings; data 
Hold freezes reading in display. 


Nos. 1M946 and 5ZT02—Heavy-duty light meter 
has four lighting type settings for enhanced accu- 
racy. Precision photodiode and color correction filter. 
Features data Hold, Min./Max./Average, and percent 
reading of the differential from a reference point. 


No. 1H153—Light meter measures light levels 
using a precision diode and color correction 

filter (cosine/color corrected). Features fast/slow 
response time and an analog output for capturing 
readings to a recorder. 


No. GNZGO—Digital meter is designed specifi- 
cally for measuring light output from LED sources. 
Features include data Hold and Max. recording. With 
large, 3'/2-digit display and protective sensor cap. 


Measuring Range Res. 
Light Meters 

Amprobe 

0 to 20,000Fc, 0 to 200,000 Lux 0.01 Fe or Lux 
Measuring Range to 200,000 { 
Lux or 40,000 Foot Candles 


Extech 


0 to 10,000 FC, 0 to 100,000 Lux 0.1Fe/1Lux 


0.01 FC or 0.01 Lux 
0 to 40,000 FC: 0 to 400,000 Lux 0.01 FC or 0.01 Lux 
0 to 200, 0 to 2000, 0 to 5000 FC; 0 
to 2000, 0 to 20,000, 0 to 50,000 Lux 
0 to 5000 FC: 0 to 50,000 Lux 


0.01 to 40,000 FC; 0.1 to 400,000 Lux 
2mW/cm2, 20mW/sq. cm. 


GA 
0 To 2,000 FC, 0 To 20,000 Lux 
0 to 4000 FC, 0 to 40,000 Lux 


0.1 FC or 1.0 Lux 
0.01 FC or 0.1 Lux 


0.001 mW/sq. cm. 


0.001 Fe or 0.01 Lux 
0.1 Fe or 0.1 Lux 


LED Light Meters 
Extech 
0.01 FC or 0.1 Lux 
0 to 40,000 FC; 0 to 400,000 Lux 0.01 FC or 0.1 Lux 
Auto Ranging Light Meters 
Amprobe 


0 to 20,000Fc, 0 to 200,000 Lux 0.01 Fe or Lux 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





0.1/1/10 FC;1/10/100 Lux 


G 


a 


No. 32ZN13—Performs all 5 essential lighting tests—lamp test, ballast test, 
noncontact voltage test, pin continuity test, and ballast-type test—with a 
single, easy-to-use tool. The bright indicator light and audible alert give you 
quick, easy-to-read results, so you know, in seconds, when your fluorescent 
lamps and ballasts need replacing. Saves you time and replacement costs. 













Mfr. Item 
Brand Model No. 
pter, 4 AA Batteries, Manual, and Carrying Case Milwaukee 2210-20 14L964 = 
Fluke FLUKE-1000FLT 32ZN13 No. 14L964 





GRAINGER 
APPROVED 


AMPROBE fmi@iGA 


Nos. 2ENE5 and 2ENE7—Light meters have all 
the same features as No. 2ENE4, with a built-in 
data logger that automatically stores up to 16,000 
readings or manually stores/recalls up to 99 read- 
ings. Software helps transfer readings to a PC for 
analysis. 


Nos. 30ZP39 and 30ZP40—UV-A/UV-C light 
meter data loggers designed to record and transfer 
data to PC for analysis. Sample rate: 1 to 3600 

sec.; manually stores 99 readings. Suitable for blue 
light radiation hazards in welding, UV sterilization, 
phototherapy, graphic arts, photochemical match- 
ing, photo resist exposure, curing of inks, adhesives, 
and coatings. 


INSTRUMENTS 


No. 4FKR3 No. 13G531 


No. 5URG1—Environmental light meter with data 
logging makes it easy to transfer and store data on 
PCs for future analysis. Additional features include 
Auto-Ranging, data Hold, and Min./Max. 





No. 1AEV6 No. 1M946 


No. 5URGO—Mini environmental light meter is a 
palm-sized, low-power consumption meter. Backlit 
LCD features Auto-Ranging and Max. Hold functions 
with low-battery alert. 


Nos. 21YE34 and 21YE35—LED light meters 
both feature a 4000-count display. No. 21YE34 
can be used to white LEDs and standard lighting. 
No. 21YE35 measures white and color LEDs (red, 
yellow, green, blue, purple), as well as standard 
lighting, and stores/recalls up to 99 records. 





No. 30ZP39 No. 5URG1 


No. 4FKR4—Auio-ranging light meter measures 





ee , No. 
visible light from a variety of light sources and Popesses 4 
illumination levels. Simple one-handed opera- 
tion. Silicon photodiode sensor and filter. Features 
include data Hold, Min./Max., manual range, and 
zero function. 
Auto STANDARD NIST CERTIFIED 
Cord Power Battery Mfr. Item Mfr. Item 
Accuracy Interface Length Off Type Model No. Model No. 
+3% — 39" ‘Yes OV LM-100 _ 4FKR3 — = 
: ate ee 3856°K) and 
ncandescent Lamp 2856°K) an F __ _ 
Corrected LED Day While-Light Spectrum Yes SFeet Yes = 9V_— | LM-200LED 6NZG0 
+6% Other Visible Light Sources 
+4% Sp eareant 39" Yes (6) AA SDL400 136531 | SDL400-NIST 15E590 
+3% — 39" Yes (6)AAA | EA30 _‘ 3MY54 EA30-NIST  2HZC2 
+5% = 24° Yes OV [7300 _‘ 1AEV6 L[T300-NIST 22DC07 
+4% + 2 Digits FS ae 45" Yes QV 407026 1M946 | 407026-NIST 52ZT02 
+5% +2 Digits — 45" No OV 401025 _1H153 — — 
+5% USB 39" Yes OV HD450 _‘2ENE5 HD450-NIST _2ENE7 
+4% Sond 39" Yes = AA-—«|« SDL470-—30ZP39_| SDL470-NISTL 30ZP40 
+3% USB — Yes OV 5URG1 _5URG1 — — 
+5% — — Yes OV 5URGO 5URGO — — 
+3% — —~Yes__(2) AAA [T40_—-21YE34 — — 
+3% — 59" ‘Yes OV [145 21YE35 — — 
+3% — 39" Yes OV LM-120  4FKR4 — — 


625 


LAB SUPPLIES 
Refractometers 





Réichert 


TECHNOLOGIES 
Analytical Instruments 


EXT, 








<> 










No. 8AZF1 


Range Accuracy 

Benchtop - Brix 
: Brix +0.10, 
0-95%, 1.3000-1.7000 RI +0.0003 


Handheld - Aqueous Solutions 
-50° to 0°C Propylene Glycol, 
-50° to 0°C Ethylene Glycol, +0.01 
1.10 to 1.40 Battery Acid 





0 to 28% NaCl +0.2% 
Handheld - Brix 
0-30 0.1 
0-50 0.25 
No. 8NDJ6 0 to 20% +0.1 
0 to 10% +0.1 
0 to 10% +0.1% 
0to0 18% (10 to 30°C) +0.2% 
0 to 30% 0.1, 0.0001 
0 to 32% +0.2% 
0 to 32% +0.2 
0 to 32% (10-30°C) +0.2% 
50-90 0.2 
58 to 92% +0.2% 
0 to 50% +0.5 
No. 3MY56 Handheld - Industrial Fluids 
0 to -48 C Ethylene Glycol, 0 to -48 
C Propylene Glycol, 0-70 Ethylene 0.55°C 
Glycol, 0-61 Propylene Glycol, 1.100- 
1.400 Electrolyte Specific Gravity 
—60° to 32° Propylene Glycol 
Freeze Pt., -50° to 0° Ethylene £99 
Glycol Freeze Pt., 1.15 to 1.30 = 
Spec. Gravity of Battery Acid 
+32 to -60 F Ethylene Glycol, +32 to 
-60 F Propylene Glycol, 0-70 Ethylene 4°F 
Glycol, 0-63 Propylene Glycol, 1.100- 
1.400 Electrolyte Specifc Gravity 
1 to 60% Urea +0.5% 
Handheld - Salinity 
0 to 100% (Salinity), 1 to 1.07 24 aot 
(Specific Gravity of Seawater) = TUPP 
0 to 100 ppt (Salinity) +0.1% 


* ATC = automatic temperature compensation. 





No. 8GUP3 


Réichert 


TECHNOLOGIES 
Analytical Instruments 





> 


Range Accuracy 
Handheld - Brix 
0.0-62.0% 1.3330-1.4465 +0.2% 
0 to 50% +0.2% 
0 to 100% +0.2% 
0 to 95.0% +0.1, 0.0001 
Handheld - Industrial Fluids 
0.0-50.0 Diesel Exhaust 01 
Fluid (Urea) 


0° to -57° C Ethylene Glycol, 0° to 0.3° C Glycol, 
-51° C Propylene Glycol, 1.000- 0.003 SG Battery 

1.463 Battery Electrolyte SG, 0° to Electrolyte, 1° C 
-54° C Windshield Washer Fluid Windshield Fluid 


No. 48ME39 


32° to -70° F Ethylene Glycol, 
32° to -60° F Propylene Glycol, 0.003 SG battery 
1.000-1.463 Battery Electrolyte electrolyte, 2° F 
SG, 32° to -65° F Windshield Fluid Winshield Fluid 


Handheld - Salinity 
1.32 to 1.70 RI 0.02 Brix 


0 to 100% +0.5% 
* ATC = automatic temperature compensation. 


0.5° F Glycol, 


No. 16D201 


GRAINGER. 


TTT 
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Analog Refractometers 


Measure the concentration of dissolved solids for a wide range of applications including food processing, laboratory, 
and machine cooling. Easy-to-operate instruments provide quick scale readings. 


Digital Refractometers 


Compact, handheld meters raise the bar for performance and value. Conveniently measure the concentration of 
dissolved solids in a variety of applications including food processing, laboratory, waste, water, and machine cooling. 
Provide numeric readings for precise measurements. 


INSTRUMENTS 


ATC* 


No 


Yes 
No 


Yes 
Yes 
Yes 
No 
Yes 
Yes 


Yes 


No 
Yes 
Yes 
Yes 


No 


Yes 


Yes 


Yes 


No 


Yes 
Yes 


ATC* 


Yes 
Yes 
Yes 


Yes 


Yes 


Yes 


Yes 
Yes 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 


Function 


Liquids, Glass, Plastic, and Film 


Measures the Concentration 
of An Aqueous Solution By 
Measuring Its Refractive Index 


Beverages, Juices, Food Sweeteners 


Aqueous Solutions 
Sucrose 
Lubricants/Cutting Fluids 
Food and Beverage, Chemical, 
Pharmaceutical, Industrial Cutting Fluids 


Aqueous Solutions 


Sucrose (ATC) 
Beverages, Juices, Food Sweeteners 
Aqueous Solutions 


Freeze Points Of Ethylene Glycol 
And Propylene Glycol, Concentration 
Of Ethylene Glycol And Propylene 
Glycol, Battery Electrolyte Specific 
Gravity And Charge Level 


Measures the Freezing Point of Coolants 
and the Charge Condition of Batteries 


Freeze Points Of Ethylene Glycol 
And Propylene Glycol, Concentration 
Of Ethylene Glycol And Propylene 
Glycol, Battery Electrolyte Specific 
Gravity And Charge Level 
Measures Diesel Exhaust Fluid 


Salt 


Brand 


VEE GEE 


VEE GEE 
VEE GEE 


Reichert 
Reichert 
VEE GEE 
VEE GEE 
Extech 
Extech 


Reichert 


VEE GEE 
VEE GEE 
Extech 
Reichert 
VEE GEE 
VEE GEE 


Reichert 


Extech 


Reichert 


VEE GEE 


VEE GEE 
Extech 


Function Brand 
Agriculture, Beverage, Beer, ‘ 
Food, Industrial, Wine Reichert 
nD, Brix VEE GEE 
Seawater, Chlorinity, 
Specific Gravity, nD VEE GEE 
Food and Beverage, Cosmetic, . 
Pharmaceutical, Chemical Reichert 
Diesel Exhaust Fluid, Known ; 
As Def/Adblue/Arla/Aus32 Reichert 
Freeze Point of Ethylene 
Glycol, Freeze Point of 
Propylene Glycol, Battery Reichert 
Electrolyte Sg, Freeze Point 
of Windshield Washer Fluid 
Freeze Point of Ethylene 
Glycol, Freeze Point of 
Propylene Glycol, Battery Reichert 
Electrolyte Sg, Freeze Point 
of Windshield Washer Fluid 
Brix, Refractive Index Reichert 
Glycol Degrees F/C: Prop/ VEE GEE 


Ethyl Freeze Pt. Degrees F/C 


Mfr. 
Model 


C10 


CTX-1 
SX-2 


137530L0 
137531L0 
43012 
43009 
RF11 
RF12 


13754000 


43001 
43002 
RF15 
137533L0 
43005 
43015 


137564L0 


RF40 


137584L0 


URX-60 


43036 
RF20 


Mfr. 
Model 


13940000 
MDX-101 
MDX-202 


13950000 


13940013 


13940029 


13940014 


14009000 
MDX-603F 


Item 
No. 


9RY63 


36TY16 
36TY13 


16D191 
8URH7 
8CXU0 
9F740 
4GGD6 
4GGD7 


8AZF1 


8NDJ6 
8CYA4 
3MY56 
9HR18 
8RKX6 
8CXU1 


16D196 


3MY57 


8TLKS 


36TY17 


8CXU2 
9PP82 


Item 
No. 


8GUP3 
48ME39 
48ME43 


8RTH2 


16D199 


16D202 


16D201 


92HX78 
48ME48 


1-800-GRAINGER (472-4643) 


LAB SUPPLIES 
Water Quality Testers 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 








Find Buffer Solutions and ORP Standards on page 634 and on Grainger.com® 


SEEEEEER 
BEGaRnnaR 
== joo 
oom! soe 


EXTECH OAKION’ 


=== INSTRUMENTS INSTRUMENTS a xylem brand 


pH Testers 

= LCD display 

= Automatic buffer recognition 
= Batteries included 


= Select: Standard, Flat Surface, 
Spear, or Replaceable Electrodes 
= All items are 1, 2, or 3 pt. calibration 








Temp. Temp. Mfr. Item 

Description pH Range pH Accuracy ATC* Range , Accuracy Brand Model No. 
Maen. pH Pen 0.00 to 14.00 +02 Mes eat anae”  ai°F Extech PH60 3VXN4 
Waterproof Palm pH Meter 0.00 to 14.00 +0.01 ves Se forte #0.8°F = Extech PH220-C SAYAS 
Flat Surface Electrode 0.00 to 14.00 +0.01 Yes 3? af.B°F Extech PH100 —-1MIN58 
Refillable pH Meter 0.00 to 14.00 +0.01 Yes 75 WOT a.8°F Extech PH110  3UNV4 
oH Meter 0.0 to 14.0 20.1 Yes 0°t0 50°C #0.5°C Oakton WD-35403-01 SATAY 
Waterproof pH Testr30 —--1.00 to 15.00 +0.01 Yes 94,10 TAZ -40.9°F Oakton WD-35634-30 9KJ81 ‘tp 
ne oy — a eae son 
Waterproof pHTestr10 BNC 0.00 to 14.99 +0.02 Yes 0° to 50°C _— Oakton WD-35634-14 9CYL2 

+0.1 Within 10°C Auto 0.0° to +0 3°C 

oH Meter 0.00 to 14.00 of Calibration, +0.2 | 100.0°C or 0.0°t0 100°C 2 Ger) YS| PH10A —«- 2593 

| Within 20°C 32.0° to 212°F #0. No. 
Economical pH Waterproof 9 99 to 14.00 +0.1 pH Yes = +0.9°F Oakton 3563405 S5EP42 4MN58 


Pocket Meter 
* Automatic temperature compensation. 


Conductivity, TDS, and Salinity Testers EXTECH OAKION’ J = 


INSTRUMENTS INSTRUMENTS 


cs 





= LCD display indication and replace- MULTIPARAMETER alert. No. 3VXN7 includes pH buffers and 
= Auto temp. able electrode module. No. 1ZKY6 stores up to 25 readings. | conductivity standards. * 
compensation, Adjustable Conductivity to — Dual-display shows selected param- Nos. 443Z79 to 443280, 443282, and eS 
except No. 1ZKY6 TDS ratio factor from 0.4 to eter and temp. 56AT42 are 3-in-1 testers that display 
Waterproof testers feature 1.0. Batteries included. No. 5AY46 alerts user when electrode readings simultaneously. Intuitive 
high-accuracy, multiranging = Note: See page 628 for pees replacement and stores up to _ interface gives self-diagnostic error a 
sensors with auto power Conductivity Standards. 95 readings. Electrode replacement | messages. No. 443Z79 immerses samples. _No. No. 
off, data hold, low-battery No. 443280 draws or grabs samples. 45MJ0O9 SAY46 
Electric 
Conductivity TDS Salinity Operating Temp. Item 
cond Description Electric Conductivity Range Accuracy TDS Range Accuracy Salinity Range AccuracyTemp. Range Accuracy Calibration Brand No. 
onductivity Meters 
TDS/Cond. Meter 0 to 19.99 mS/cm +1% EFS. 0 to 19.99 ppt +1% FS. — — _32°to122°F —_-+0.9°F 1 pt. Extech 38W993 
0 to 20 mS/cm oe ane = = — 32°t0122°F +0.9°F  tor2pt. Oakton 55EP43 
Conductivity Meter _ = = = —_ 3 3 — = 
0 to 1999 uS/cm 32° to 104°F Ohaus 45MJ03 
0.0 to 199.9 uS/cm — — — — — 32° to 104°F — — Ohaus 45MJ05 
TDS Meters 1999.9mV 1999.9 mV 1% Full 1% full 
- .9mV to + 9 mV, _ +1% Fu _ = ° oc =+1% fu 
ere pleat "> 4999mV to + 1999 mV 0 to 10 ppt Scale ge to 122°F scale 1 or 2 points Oakton 55EP44 
— — 0 to 1000ma/L +2.5% ES. — — 50° to 104°F — — Ohaus 45MJ09 
— — 0 to 1000ma/L +2.5% ES. — — 50° to 104°F — — Ohaus 45MJ11 
Salinity Meters 
+1999mV = = — 0.010 10.0 ppt *L Ul 32° to 122°F 20.9°F/0.5°C 1 pt. Oakton SSEP4S 
Salinity Meter _ __ _ Oto 10.00 ppt, 50 ° ° ° ° 
10.01 to 70.1 ppt +2% F.S. 32° to 122°F +0.9°F/0.5°C 1 pt. Extech 25KC69 
— — — — 0 to 80 ppt — 50° to 104°F — — Ohaus 45MJ13 
Multiparameter Testers 
ExStik® Il TDS/Cond./ 0 to 199.9 uS/cm, 200 0 to 99.9 ppm, 0 to 99.9 ppm, 
Salinity Pan. to 1999 yS/cm, 2.00 +2% ES. 100 to 999 ppm, +2% F.S. 100 to 999 ppm, +2% FS. 32°to149°F +1.8°F 1,2o0r3pt. Extech 1ZKY6 
ESiiee eel fT to 19.99 mS/cm ay to “irgcyt ae to acd ii 
xStik® p ond. 5 1 ppm (mg/L) to 4 1 ppm (mg a P é rise 
Salinity Pen 0 to 19.99 mS/cm +2% ES. 9.99 ppt (g/L) 22% FS. 45.999 pt (g/L) +2% FS. 32° to 149°F +1.8°F/1°C 1,2, or3pt. Extech 5AY46 
. 0 to 99.9 ppm, 
Exstik® ph/TDS/Cond./ 0 to 19.99 mS/em +2% ES. 100 to 999 ppm, +2% = 42% 23°to 194°F +1.8°F/1°C 1,2or3pt. Extech 3VXN7 
Salinity Pen Kit 1.00 to 9.99 ppt 
CTS Testr™ 50P Pin-Style Pocket 6 a 0 ° ° ° 
TDS/Cond./Salinity Tester 0 to 200 mS/cm +1% FS. 0 to 100 ppm +1% FS. Oto10ppt +1%FS. 41°to113°F +0.1°C 3 pt. Oakton 443279 
CTS Testr™ 50C Cup-Style 0 to 200.0, 0 to 2000 6 9 0 ° ° ° 
CTS Waterproof Pocket Tester 0 to 20.00 mS/cm _ 0 to 10.0 ppt _ 0 to 10 ppt — 32° to 122°F _— 1to3pt. Oakton 55EP38 
rete aterofool pee Tester 0 to 20.00 mS/cm — 0 to 10.0 ppt — 0 to 10 ppt — _32°to 122°F — 2to3pt. Oakton 5doEP40 
estr™ 50 Pocket p 4 0 0 ° ° ° 
TDS/Cond_/Salinity Tester 0 to 200 mS/cm +1% EFS. 0 to 100 ppm +1% FS. Oto10ppt +1%FS. 41°to113°F +0.1°C 3 pt. Oakton 443282 
Conductivity, Salinity, TDS 0 to 20 mS/cm +2% ES. 0 to 0.00002 ppm +2% ES. Oto10ppt +2% FS. = +0.9°F 1 pt. Oakton 56AT42 





ORP Testers—Feature auto-off, memory, hold func- 


OAKION’ EXTECH ocaer tion, low-battery indicator, flat surface electrode, and 





replaceable electrodes. Auto electronic 1-pt. self-cali- 
bration with digital display and bar graph. IP57 floating 
housing. No. 25JY94 has an easy-to-read graphic 
display with on-screen instructions. 


ORP, DO, and Chiorine Testers 


= Waterproof 
= For replacement sensors and accessories, go to Grainger.com® 





Operating Temp. Mfr. Item —_— Dissolved Oxygen Tester—Has LCD with analog 

oRP wean Accuracy Temp. Range Accuracy Brand Model No. bar graph salinity compensation up to 50 opt 1-pt 

0 to +1000mV {mV = +0.9°F Oakton 3563454 55EP36 libration. and adiustable altit mpensation 
-1000 to 1000mV +2mV ‘41° to 113°F +0.1°C Oakton 35634-45 443281 calibratio a d adjustable altitude compensation up 
ones to 999m +4 mV = = Extech RE300 3VzZG3 «tO 20,000 ft. 

en Tester 2 : : 

Ell to 1 OUT tmV+1LSD 32°to 122°F +0.3°C/+0.6°F YS! ORP15A 25JY94 Chlorine Tester—Pocket unit quickly measures total 
issolved Oxygen Tester —— ‘nlc _ 

Oto 200.0% 32% FS 32°10 12°F +1. 8°F Extech D000 sAYag_ eSidual chlorine in drinking and cooling water, waste- 
Chlorine Tester water, spas, and pools. Dual-display simultaneously : : 
0.01 to 10.00 ppm +0.02ppm 23° to 194°F #1.8°F Extech CL200_3MY51__ shows ppm and temp. 1-pt. calibration. 443Z81 3VZG3 





Sign in to Grainger.com® to see YOUR Pricing and MORE 


LAB SUPPLIES 
Handheld pH, Conductivity & Dissolved Oxygen Meters 


Scan. Order. Done. 
Details on page A1. 





“| 500mL 
| Bottle 
— No. 
w= SENE7 


Lt LabChem 


performance through chemistr y 


Conductivity 
Standards 


= NIST Certified 


Container Item 





Description Size No. 
84umho/cm 500mL 8ENE7 
447umho/cm 500mL 9F454 
500umho/cm Tk 9LFD4 
717umho/cm TL 8G148 
1000umho/cm 1L 9F455 
1409umho/cm 1L 9GT62 
1500umho/cm 500mL 8UWK9 
2000umho/cm TE 8G150 
2/65umho/cm 1L 8ENE8 
3000umho/cm 1L 8G151 
5000umho/cm TL 9LKP9 
8974umho/cm 500mL S8ENE9 
12,856umho/cm iE 9RD29 
15,000umho/cem 500mL SWKA3 
100,000 umho/cm 1L 9LKRO 





Electric 
Description Conductivity Range 
Extech 
pH/Cond/TDS Meter 0.00 to 199.9mS 
t 2000 yS/20.00 
Conductivity Meter mS/100 mS 


pH/Cond/TDS Meter 10 to 19,990 uS 
Oakton 

Conductivity Meter 

Conductivity Meter kit (9 0. 200 ms 

pH/Cond/TDS Meter 0 to 200 ms/cm 
YSI 

0 to 200 mS/cm 

Cond/Temp Meter (Auto Range) 

* Meter only. 


EATECH 






Find Electrodes on page 630 and on Grainger.com® 


Handheld pH Meters 


All models have automatic temperature 
compensation. 


EXTECH® 


No. 4FB74—Flip-up case provides an adjustable 
viewing angle. Includes pH mini-electrode, temper- 
ature probe, neck strap, and low-battery indicator. 


No. 4™G4—Features automatic/selectable cali- 
= bration, wide measuring range, and stores 200 sets 
. of readings. 


No. 11L566—Dual-display features min./max., 
data hold functions, and auto power off. Stores 20M 
readings on SD card with date and time stamp that 
transfers directly into Excel. Includes pH electrode, 


EXTECH OAKION’ 


= INSTRUMENTS iMateumsents 


OAKTON® 


No. 45RK62—Waterproof meter provides pH or 
mV measurement simultaneously with tempera- 
ture and calibration % slope. Memory of 150 data 
sets. Includes batteries. 


No. 21E897—Gives high +0.01 pH accuracy 
readings and has 3-pt. pH calibration with auto 
buffer recognition. Features push-button opera- 
tion with hold function, and auto-off. Includes ATC 
probes, batteries, and protective rubber boot. 


Nos. 55EP30, 55EP32 and 55EP34— 
Waterproof meters with dual line LCD. 


No. 11L566 temp. probe, SD card, (6) AA batteries, and case. 
pH pH ORP ORP Displayed Temp. Mfr. Item 
Description Range Accuracy Range Accuracy Temp. Range Accuracy Calibration Model No. 
Extech 
; 32° to 212°F, ‘i : 
pH Meter Kit 0.00 to 14.00 +0.02 999 to 999mV Oto 100°C 0.8°F 5 pt. OYSTER-16 4FB74 
pH/mV/Temp. Kit 2.001019.99 40.02 -1999to 1999mv 20.15 SA tO FIZ stop 3 pt. PH300  4TXG4 
pH/ORP/Temp. Kit Oto 14pH — #0.02pH +2d -1999to 1999my *2.09% 32.10 MI st8°F/1°C Spt SDL100 111566 
Oakton 
pH 150 Meter -2.00t016.00  +0.01 0 to 2000mV — — -42°t0 110°C = +0.9°F_~—-USA, NIST WD-35614-30 45RK62 
pH 5+ Meter 0.00t0 14.00  +0.01 pH = — Yes (+) 0.5C Yes WD-35613-52 21E897 
oH Pocket Meter -2.00 to 16.00 +0.01 +1 Digit -1000to 1000mV = — — +0.9°F 1to3pt. 3563416  55EP30 
pH Flat-Tip Pocket Meter -2.00 to 16.01 +0.01+1 Digit -1000to 1000mV  — — +0.9°F 1to3pt. 3563446  55EP32 
pH Spear-Tip Pocket Meter -2.00 to 16.02 +0.01+1 Digit -1000to1000mV  — — +0.9°F ‘to3pt. 3563452  55EP34 
EXTECH OAKION’ 
———— INSTRUMENTS imMateument a xylem brand 
Handheld Conductivity Meters 
Rio. = Automatic temperature No. 21E905 has a protective rubber boot 
21E905 compensation and comes with a conductivity probe K=1.0. 


Electric 
Conductivity 
Accuracy 


#1.a% ES. 
+2% FS. 
+2% FS. 
1% FS. 


1% FS. 
+1% FS. 





= Auto power off 
= Include conductivity 
cell and batteries 


Handheld Dissolved Oxygen Meters 





= Automatic temperature compensation 


Description DO Range 
Extech 
DO Meter 0 to 20 mg/L 
DO Meter 0 to 20 mo/L 
Multi-function Meter Oto 200% 
Oakton 

0.0 to 20 
DO Meter mgf. (opm 
; .0 to 
DO Meter Kit mg/L (ppm) 
YSI 
Conductivity/ 
DO Meter 0 to 50 mg/L 
No. 5MLL6 
DO Meter 0 to 50 mg/L 
DO Meter 0 to 20 ppm 
628 GRAINGER. 


/TTu 





Find even MORE on Grainger.com® 


No. 21E906 includes temperature probe K=1.0, 
calibration solutions, sample bottles, protective 
rubber boot, and carrying case. 


TDS Salinity Salinity Displayed Temp. Mfr. Item 
TDS Range Accuracy Range Accuracy Temp. Range Accuracy Calibration Model No. 
Qto100ppm #1.5%FS. Oto100ppt 215%FS. SA t0TZZ sik 4, 20r3pt. —EC600 ATXG5 
1200 ppm/12,000 . __ = oe” 10: 122°r ° 
ppm/66,000 ppm +2% FS. 0° to 50°C +0.8°C 1 pt. EC210 30XM71 
1010 19,990ppm +2% FS. Oto 10.00 ppt 22%FS. 100 °F p= 341350A-P = AWCUS 
= — — — 0° to 100° = (+) 0.5°C Yes WD-35604-00  21E905 
— — — _— 0° to 100° = (+) 0.5°C Yes WD-35604-04 21E906 
0 to 200 ppt +1% FS. Oto 50 ppt +1% FS. -17° to 230°F §=+1.0°F Auto/Manual WD-35630-12  34CT80 
0 to 100g/L, Constant __ +1% of Reading po ° ° x 
Range 0.30 to 1.00 0 to 70 ppt or 0.1 ppt 5°to+59°C 3=+0.2°C Yes PRO30 25JZ03 
= Include DO probe and batteries EXTECH (MaTeuMEW a xylem brand 
Oxygen Displayed Temp. Mfr. Item 
DO Range Accuracy Concentration Temp. Range Accuracy Calibration Model No. 
+0.4mg/L 0 to 100% 32° to 122°F, 0° to 50°C 0.8°C Fresh Air DO210 30XM73 
+0.4 mg/L 0 to 19.9 mg/L 32° to 122°F, 0° to 50°C +1.5°F 1 pt. 407510 4KC32 
+1.5% 0 to 40 mg/L 32. t0 122°F, 0° to 50°C °F Auto DO700 4TXG6 
(+)1.5% ES. 0 to 200% Yes (+)0.5°C Yes WD-35643-12 21E912 
(+)1.5% FS. 0 to 200% Yes (+)0.5°C Yes WD-35643-14 21E913 
+2% of the reading 4 +0.2 
mg/L (Whichever is Greater 0 “Ko ° ° _ 
up to 20 mg/L), +6% of 0 to 500% 5° to 55°C +0.3°C Pro2030 5MLL6 
Reading from 20 to 50 mg/L 
Oto 20mg/ e270 OF Oto 500% Air -5° to 55°C EG11(0° to 45°C, DO 
Reading or +0.2mg/L, 20 to o +0.2°C Yes Pro20 25JZ15 
50ma/L, +6% of Reading Saturation Compensation Range for mg/L) 
+2% of Reading or +2% ppm 1 to 200% -6° to 46°C, 21.2° to 114.8°F +0.3°C +1 Digit BackUp ODO200CC-01 35MM93 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


LAB SUPPLIES 
Water Quality Meters & Hydrometers 





Thermo OAKION’ 


SCIENTIFIC (tmateumenuts 


Benchtop Water Quality Meters 


Laboratory meters display selected parameter and tempera- 
ture simultaneously. Automatic temperature compensation 
maintains reading accuracy. 

PH METERS 

Automatic buffer recognition for U.S. and NIST pH buffers. 


Thermo—Orion Star™ meters have 
AUTO-READ™ that locks in readings. 
Each includes a Triode™ 3-in-1 pH/ 
ATC probe. 


PH/CONDUCTIVITY METER 


No. 6CAV4—Measures pH, mV, 

EC, and total dissolved solids (TDS). 
Autoranging automatically sets the 
best resolution for conductivity and 
TDS measurements. Automatic buffer 
recognition for both U.S. and NIST 

pH buffers. Includes pH electrode, 
conductivity/temperature probe, and 
probe stand. 


Oakton©—WMeasure pH, temperature, and millivolts (mV). 
Memory for 100 data points. Accepts any pH or ORP elec- 
trodes with a BNC connector. Kit No. 6CAU6 includes meter, 
a single-junction all-in-1 temperature/pH electrode, and 
AC adapter. Kit No. 6CAU7 includes meter, double-junction 
OH electrode, temperature probe, electrode holder, and AC 
adapter. For more Oakton electrodes, see page 630. 


No. 6CAUG6 





pH Mfr. ltem 
fi Range Accuracy Calibration Brand Model No. CONDUCTIVITY METER 
pH Meters 
0-14 — — Thermo 2115101 8U378 Read across 5 measurement ranges. 
— — Oakton WD-35419-12 6CAU8 PAG] 
i014 0.01 pi. Thermo  STARA1110 121828 Water-resistant membrane keypad. 
_— _— _— Oakton WOD-35419-23 6CAV2 : wa 
pH pH Electric Conductivity Mfr. Item 
0.00 to 14.00__+0.01 9 pt. Oakton _WD-35419-00 _6CGAUS Range Accuracy Electric Conductivity Range Accuracy Calibration Brand Model No. 
0.00 to 14.00 +0.01 5 pt. Oakt WD-35419-10 6CAU7 z 
Dt016 20.013 pt Thermo STARATI15 121829 1.98 0 40.002 0.00 1S/em to 200.0 mS/em 1% full scale Spt. Oakton WD-35413-00 6CAV4 
-2 to 20 0.01 2 pt. Thermo STARA2110 12L840 Conductivity Meter 
-2 to 20 +0.01 2 pt. Thermo STARA2115 12L841 _— _ 0.00 uS/cm to 200.0 mS/c +1% full scale 5 pt. Oakton WD-35411-00 6CAV3 
pH Process Electrodes 6 Sensorex’__ a 
= Flat tip 8000 Series—Modular, flat surface, self-cleaning meets 


= 0 to 14 pH measurement range 


600 Series—High-quality electrodes provide 
compatibility for harsh applications. Configurable for 
general purpose applications, low ionic conditions, or 
samples containing HF (hydrofluoric acid). 


Note: Additional cable lengths are available; see Grainger.com® 


Hydrometers 
DURAC 


Made of lead-free ballast and glass. No. 12M017 
features a built-in, mercury-free thermometer for 
measuring API. No. 8AMV6 is a dual-scale hydrometer 
used in the chemistry, pharmacology, food and bever- 
age, starch, and similar industries. This serialized, 
plain form hydrometer is packaged with a multilan- 
guage Statement of Accuracy indicating accuracy 
traceable to NIST. Use No. 8AVZ6 to determine specific 
gravity in battery acid. Nos. 462362, 13K183, and 
46Z366 measure sodium chloride saturation of salt 
brines in food, fishing, and transportation industries. 


$8000 platform features high-temperature electro- 
lyte and enhanced ERP (extended reference path) Mfr. Item 
technology that protects the reference in the pres- 








Application Connector Model No. 


; ; 600 Series 
ence of heavy metals, proteins, silver, and sulfides. ~ Replacement Electrode, Self-Cleaning aus $660¢0 167014 
ian in di Replacement Electrode, Insertion BNR 4] 
Double junction provides extra protection in dirty Renlacament Electrode BNR Sent CD Te7016 
applications. Ryton® PPS body. 8000 Series 
pH Electrode TNR S8000CD 162025 


DURAC JHERuco Qi> 
THERMCO 


Individually serialized instruments are tested and calibrated by the manu- 
facturer, and each is supplied with a statement of accuracy. Use a separate 
thermometer for taking temperature measurements, and correct for any 
temperature variations. Shatterproof polycarbonate construction. 


VEE GEE 


No. 20KL66 provides battery acid testing. Includes thermometer, glass 
syphon tube, rubber bulb, nozzle, and clamp. No. 20KL54 gives the ratio of 
the mass of a solid or liquid to the mass of an equal volume of distilled water. 





No. 
20KL66 


Used For Used For 


Application 


Application 
Alcohol, Proof, or 


API Petroleum products % ethyl alcohol 
Note: Enclosed thermometers should be used as a general Syrups and other liquids Sui eters Aen 4 
reference only. For temperature-critical applications, a calibrated Baume denser than water = = ff 
standard thermometer is recommended. Specific Gravity Density compared to water _ Isopropyl Alcohol | % by volume 
Mfr. Item 
Application Scale Accuracy Scale Divisions Range Temp. Range Model No. 
Durac 
API API 381mm +0.1° O° 39/51° 0° to 150°F B61823-0400 12M017 
Baume & Specific Gravity for ses . ° 0.005 sp. gr.; 1.000/1.225 sp. gr. ° 0 : 
Liquids Heavier than Water Specific Gravity & Baume 165mm _ ~=—-+0.005 sp. gr.; +0.5°baume 0.5° Baume and 0/25° baume 60° to 60°F B61806-0800 8AMV6 
Specific Gravity Specific Gravity 165mm +0.005 0.005 1.150/1.300 Tf’ to7tF B61809-0200 8AVZ6 
P Specific Gravity 381mm +0.002 0.002 1.000/1.220 0° to 150°F B61821-0400 12L997 
Salt Brine by Saturation 300mm +1% 0.01 10/100% Salt Brine B61800-0600 462362 
Salt Brine % by Weight Sodium Chloride 300mm +0.5% 0.50% 0/26.5% by Weight 60° to 60°F B61809-0100 13K183 
Salt Brine by Weight 300mm +0.2% 0.0020 4/26.4% Salt Brine B61800-1000 462366 
Thermco 
Baume Baume 250mm — 0.2 0/25 — ACC8525PC 32FY93 
Specific Gravity 300mm — 0.002 1.000/1.220 — ACC8540PC 32FY73 
Specific Gravity Specific Gravity 300mm — 0.002 0.695/2.000 — GW3244SET 32GC81 
Specific Gravity 300mm — 0.002 1.000/1.220 — GW2540 32GC39 
Salt Salt 300mm — 1.0 0/100% — GW2511 32GD46 
Salt 300mm — 1.0 0/100% — ACC8511PC 32FY76 
API ASTM API ASTM 380mm — 0.1 39/51 0 t0:150°F GWO55HLS 32FZ51 
VEE GEE 
Syphon — 180mm — 0.002 1.150/1.300 — 6605-5 20KL66 
Specific Gravity Specific Gravity 305mm — 0.002 1.000/1.220 — 6603-1 20KL54 
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LAB SUPPLIES 
Industrial & Water Quality Electrodes 


Scan. Order. Done. 
Details on page A1. 

















No. No. 
9EZ17 9PVES5 
oS Sete: Sewer ot 
‘Settee sim =e" 9 
canes. 1LBottle =~ 
No. 8DRLO No.8RWM3 =, 
—, 
16Y955 7 ATXG7 2.27% 
OARION: Thermo | ca 
Electrodes OAKION SCIENTIFIC Sensorex’... EXTECH a xylem brand tt LabChem 


= Find more electrodes and 
probes on Grainger.com® 


Oakton®—Nos. 8AD42 and 9NNX5 are for water 
with heavy metals, organics, and sulfites. Nos. 9EZ17 
and 9GFM1 for dirty water, heavy metals, and organ- 
ics. No. 8UN13 is for high and low sodium levels. 


Thermo Scientific—AquaPro™ No. 8FP12 is a clog- 
resistant electrode and is good for environmental and 
field testing of water and wastewater samples. 


No. 8XGJ3 is environmentally friendly, meets RoHs 
requirements. Contains no lead, mercury, or other 
hazardous substances. 


Sure-Flow™ Nos. 8DRL1, 9CT13, 9JFA8 and 8DRLO 
are free-flowing. For use in dirty or viscous samples. 


Triode Nos. 9TJM3 and 9ANUG have built-in temper- 
ature sensors. Use with TRIS buffers and proteins. 


Flouride No. 6AGG5 measures free flouride ions in 
aqueous solutions. 


Sensorex—Double-junction models are recom- 
mended for dirty applications. 








Extech—No. 1MN59 measures for any application 
that requires direct contact such as food, paper, 
cement, and wet surfaces. No. 1H143 fits virtually 
any pH meter that accepts a BNC connector. 


No. 3VXH4 replacement refillable pH electrode 
module aids in eliminating the problem of limited 
electrode shelf life, contamination, and usage life. 


YSI—Digital pH electrode for high accuracy labora- 
tory measurements. Sensor can be moved from 
instrument to instrument while maintaining its cali- 
bration data. For use in surface water, groundwater, 
coastal, aquaculture, and wastewater. 


Description Testing Parameter pH Range 

Oakton 
ORP Electrode ORP 
pH Electrode 0-14 pH 

pH 
Direct Connect Electrode 
pH Electrode = 
Waterproof pH 2 
Electrode with ATC pH/Temp on 
pH Electrode pH 0-14 pH 
Thermo Scientific 
Electrode: pH 
Ceramic Junction pH 
Combination Electrode DH 0-14 
pH Electrode 
Electrode: pH 
Fluoride Electrode — 5 to 7 
Sensorex 

ORP (REDOX) — 

Electrode 

pH 0-14 pH 
Self-Cleaning Electrode 
Submersible Electrode pH or ORP (REDOX) _ 
Extech 
Replacement Electrode 
Mini Electrode pH 
Replacement Oto 14 
Electrode Module 
Replacement Electrode pH, mV, Temperature 
Replacement pH, Conductivity 
Electrode Module ORP/Redox = 
Refillable Electrode Module pH Oto 14 
Replacement _ 
Electrode Module Total Chlorine 
YSI 

0.0 to 14.0 

pH (+0.004) 

Probe 
Conductivity — 
Description 

Labchem 


Electrode Storage Solutions 


630 


ITT 


GRAINGER. 





Body 
Material Dia. L Junction 
Epoxy 12mm 130 mm Single 
ABS Plastic 26mm 152mm Double 
Epoxy 12mm 130 mm Double 
Glass 12mm 130 mm Double 
Glass 12mm 130 mm Single 
Glass 12mm 130 mm Single 
Epoxy 12mm 130 mm Double 
Epoxy 12 mm 130 mm Single 
Epoxy 12mm 130 mm Single 
Epoxy 19/39 4.3mm Single 
Epoxy 12mm 120 mm Wick, Double 
Epoxy 12mm 120 mm Open double 
Epoxy 12mm 120 mm Wick, Double 
Epoxy 12mm 120 mm Sure-Flow, Double 
Glass 12mm 120 mm Sure-Flow, Double 
Epoxy 12mm 120 mm Sure-Flow, Double 
Glass 12mm 120 mm Sure-Flow, Double 
Epoxy 12mm 120 mm Glass Fiber, Triode 
Epoxy 12mm 120 mm Wick 
Epoxy — 110mm Single 
Epoxy 12mm 150mm Single 
Glass 12mm 150mm Single 
Epoxy 12mm 150mm Single 
Epoxy 12mm 150mm Double 
Epoxy 6mm 150mm Single 
Epoxy 12mm 160mm Double 
Epoxy 15mm 115mm Double 
CPVC 22.86 mm 76.20 mm Double 
CPVC — 76.20 mm Double 
Polycarbonate 12mm 218mm — 
Polymer 10mm 127mm = 
Polycarbonate 16mm 38mm _— 
Polycarbonate 12mm 218mm — 
Polycarbonate 16mm 38mm = 
Polycarbonate 16mm 38mm — 
Polycarbonate 16mm 38mm — 
Polycarbonate 16mm 38mm — 
Plastic 12mm 120mm Fiber 
Plastic 12mm 120mm Fiber 
Plastic 12mm 120mm Fiber 
Glass 12mm 120mm Platinum 
Stainless Steel 12mm 120mm — 
Epoxy 12mm 120mm = 
Epoxy 12mm 120mm = 
Container 
Size 
900mL 
1L 
4L 


Mfr. Item 

Tip Shape Connector Model No. 
Round BNC 35805-14 QNNX5 
Round BNC WD-35805-24 8AD42 
Round BNC WD-35805-06 9EZ17 
Round BNC 35805-04 9GFM1 
Round BNC WD-35801-78 8UN13 
Spear Tip BNC WD-35804-06 8ACJ1 
Round OAKTON Connector WD-35641-51 8TR48 
round BNC WD-35808-71 9CLF5 

BNC/ATC OAKTON 

round Pannactor WD-35811-71 9PVE5 
Round BNC WD-35805-05 45FG85 
Standard BNC 9156DJWP 9FEG4 
Standard BNC 9156APWP 8FP12 
Standard BNC GD9106BNWP 8XGJ3 
Standard BNC 9165BNWP = 8DRL1 
Standard BNC 9172BNWP 9CT13 
Standard BNC 8165BNWP 9QJFA8 
Standard BNC 8172BNWP = 8DRLO 
Standard BNC / Mini-Din 8157BNUMD 9TJM3 
Standard BNC / Mini-Din 9107BNMD 9ANU6 
— — 9609BNWP 6AGG5 
Polished Tip BNC S500C-ORP  16Y971 
Round BNC $G201C 16Y978 
Round BNC S200C/BNC 16Y955 
Round BNC S200CD/BNC 16Y956 
Round BNC S$900C 16Y975 
Spear Tip BNC S175CD/BNC 16Y954 
Flat BNC S450CD/BNC 16Y970 
Flat BNR S650CD 162012 
— BNC $653/25/BNC 16Z018 
Bulb — 6015WC 3YTJ4 
Bulb BNC 60120B 1H143 
Flat — PH105 1MN59 
Bulb — PH305 4TXG7 
Flat — EC505 5AY47 
Flat RE305 3VZG7 
Flat — PH115 3VXH4 
Flat — CL205 3YEF4 
Cylinder Digital 103740Y 25KC46 
Cylinder Digital 103741Y 25KC47 
Cylinder Digital 103750Y 25KC48 
Cone Digital 103780Y 25KC49 
— Digital 301720Y 25KC53 
— Digital 301710Y 25KC51 
— Digital 301711Y 25KC52 

Mfr. Item 

Model No. 

LC140201 8ET22 
LC140202 8RWM3 

LC140204 8FY10 
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LAB SUPPLIES 


Colorimeters, Turbidity & Water Quality Testing 
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Reagent and Dispenser 
No. 15F858 


SMART Reagent System 
No. 4EWA3 


Lovibond =LaMotte 
Reagents for Water Quality Testing 


= For use with colorimeters 


Convenient, foil powder pack reagents come in a premeasured unit 
dose. 


Item 
Description For Use With Brand No. 

bvorine “esting, (250 Tests} Dispenser with Reagent Vial 4 
PD250 Dispenser, Free Chlorine ; Lovibond 15F858 
PD250 Dispenser, Total Chlorine __ Clrimeter, Photometers ~T oVibond 45861 
Chlorine Testing, DPD Indicator Powder, Free Chlorine 

Indicator Solution and Free Chlorine Buffer Solution 

seclt? Anhene Colorimeter, Photometers Lovibond 15F863 
Chlorine Testing, Reagent 

DPD Free TB Reagent PP, 25 ml Lovibond 15F879 
DPD Free CL2 Reagent PP, 5 ml . Lovibond 15F8/6 
DPD Total CL2 Reagent PP 25 ml &°/0rimeter, Photometers ~T ovihond 415F882 
DPD Total CL2 Reagent PP, 5 ml Lovibond 15F87/4 
Colorimeter Reagent 

Hydrogen Peroxide 1910 Multi-test Colorimeter LaMotte 3VZN8 
Powder Packs, Reagent 

er hae: Reagent PP, 10 ml Lovibond joeaae 

olyodenum 1 LR Reagent, 20 ml Lovibond 15F897 

Sulfamic Acid PP Colorimeter, Photometers ~Fovipond 15F925 
Sulfate 4 Reagent PP, 25 ml Lovibond 15F921 
Reagent Sets 

Ammonia HR Reagent Set Lovibond 15F960 
Ammonia LR Reagent Set Lovibond 15F959 
lron (IL, III) Soluble Reagent Set Lovibond 15F949 
LR Molybdate Reagent Set Lovibond 15F951 
Molybdate HR PP Reagent Set, 10 ml °/rimeter, Photometers ~(oVibond 15F948 
Phosphonate Reagent Set Lovibond 15F946 
Silica LR Reagent Set, 10 ml Lovibond 15F961 
Total Phosphate Reagent Set Lovibond 15F945 
SMART Reagent System 

ghlorine, Bromine, lodine 1910 Multi-test Colorimeter rapotte sea 

opper LaMotte 4EWA4 

Fluoride SMT 3 Coletirer _EaMlotte 4EWAS 
lron LaMotte 4EWA6 
Nitrate Nitrogen (Low Range) 1910 Multi-test Colorimeter_LaMotte 4EWA/ 
Nitrite Nitrogen (Low Range) SER 3 Colotiter — LaMotte 4EWAS 
pH 1910 Multi-test Colorimeter LaMotte 4EWC5 
Phosphate (Low Range) 6CAT1 (or 1910) LaMotte 4EWA9 
Sulfide (Low Range) SMART 3 Colorimeter __ LaMotte 4EWC1 


Water Quality Test Kits 






Lovibond 


=LaMotte 
Colorimeters 


Include sample cells, reagents, and batteries. 
For cuvettes, go to Grainger.com®. 


Note: Copper Colorimeter No. 15F844 and IR interface 
module No. 15F849 are available on Grainger.com®. 


Lovibond Single Parameter—|mprove reso- 
lution for a specified range, account for known 
interferences, and calibrate to any government 
standard such as NIST or ISO. Accuracy: +2% 
full scale. Memory: 16 data sets. 





LaMotte Multiparameter—Allows 25 
users tests with over 75 preprogrammed 
tests, including absorbance and %T 
modes. Memory: 500 data sets. 





Lovibond Multiparameter—Offers more 
than 90 preprogrammed methods from 
alkalinity through zinc, and an additional 
20 methods can be user-defined. Memory: 
1000 data sets. 





Mfr. Item REAGENT* 
Type Range Brand Model No. REFILLS 
Manganese _0.01 to 0.7 mg/L (Powder Reagents) _ Lovibond 2/6105 | 15F834 3VXV7/ 
Phosphate 0.06 to 2.5 mg/L (Powder Reagents) __ Lovibond 2/6045 _| 15F840 3VXU4 
Silica 1 to 90 mg/L (Powder Reagents) Lovibond 2/6116 | 15F845 we 
0.02 to 2.00, 0.1 to 8.0 mg/L ; 3VX14, 15-878, 
spite - (Powder, Tablet Reagents) Lovibond = 276025 | 15F829_—favxt7’_ 15F881 
.02 to 2.00, 0.1 to 8.0 mg 
(Powder Reagents) Lovibond 276010 | 15F828 3VXT4, 3VXT7 
Multi- 0 to 4 ppm LaMotte 1910 6CAT1 4EWA3 
Parameter _— Lovibond 214020 3YRT2 3YEK4 
* Reagent refills available on Grainger.com®. 
=LaMotte OAK ents Levibond EXTECH 


Turbidity Meters 


Testers determine cloudiness 
of water; for drinking water, 
wastewater, and environmental 


applications. 
Note: Calibration solutions available on 4 Primary sta 
Grainger.com®. cuvettes with 


Nos. 490W91 and 
490W92—LCD display and 
500-point memory. Lithium ion 


Provide quick analysis of various water quality parameters. Additional refills are available on Grainger.com®. 


No. 91D12—Sealed optical 
system has infrared light 
source and 4-point push- 
button calibration. Includes 


No. SNXP3—Has signal aver- 
aging and simple calibration. 


No. 25KG71—2-point calibra- 


Parameter Range Test System 
Alkalinity 4 to 200 ppm Titrimetric 
Ammonia 1.0 to 8.0 ppm Colorimetric 
Caustic 1 Drop 0.1% or 1% NaOH Titrimetric 
Chlorine 0.2 to 3.0 ppm Colorimetric 
Chlorine, High Range 1 Drop = 10 ppm Titrimetric 
Chlorine Bleach 0.2 to 10% Titrimetric 
Total Coliform Presence/Absence — 
Copper 0.05 to 1.0 ppm Colorimetric 
Dissolved Oxygen 0.2 to 10 ppm Titrimetric 
Hardness, Total 4 to 200 ppm Titrimetric 
Hardness, Total and Calcium 4-200ppm — 
lron 0.5 to 10.0 ppm Colorimetric 
Nitrate-Nitrogen 1 to 15 ppm Colorimetric 
pH 3.0 to 10.5 Colorimetric 
Phosphate 1.0 to 10 ppm or 10 to 100 ppm Colorimetric 

Free and [otal Chlorine 0.2 to 
3.0 ppm, pH 6.8 to 8.2, Total Colorimetric 


Pool Management 


and Titrimetric 


ndards and 3 
light-shield caps. 








Alkalinity and Ca Hardness 60 to 
400 ppm, Acid Demand Calculator 
10 to 500 ppm 
0.2 to 20 ppm 


QAC 
Sulfide 


Titrimetric 
Colorimetric 
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rechargeable battery. tion with LCD display. Auto No. 9TD12 
power off. 
Turbidity Mfr. Item 
Description Turbidity Range Resolution Brand Model No. 
Waterproof Turbidity Meter, EPA Oto 2000NIU _0.01,0.1,1.0NTU __LaMotte 2020t 490W91 
Waterproof Turbidity Meter, ISO Oto 2000NTU 0.01,0.1,1.0NTU _LaMotte 20201 490W92 
Waterproof Turbidity Meter Oto 1000NTU  0.01,0.1,and1NTU Oakton WD-35635-00 9TD12 
Portable Turbidimeter 100 to We Hh 0.01 to 1100 NTU __Lovibond 194200 9NXP3 
ay: to 90.00, 5 
Turbidity Meter to 1000 NTU 0.01 NTU Extech TB400 25KC71 
=LaMotte 
| 
REAGENT Ei 
KITS REFILLS a 
Mfr. Item Item ma 
No. of Tests Model No. No. = 
50 4491-DR-01 4EVT3 4EWE6 a Z 
950 4795-01 4EVX6 4EWD5 = [= 
50 7181-01 4EVY7 — = |, 
90 3308-01 4EVX5 4EWC9 : 
50 4497-01 4EVY3 | 4EWE7 Chlorine 
50 7105-03 4EWD2 4EWES No. 4EVX5 
1 4-3616 3UVC9 — 
90 3619 4EVY2 4EWE1 
50 5860-01 4EVY6 4EWES8 
90 4482-L|-02 4EWC8 4EWE5 
50 4824-DR-LI-01| 3VER1 32WC34 
90 4447-01 4EVX7 4EWD6 
90 3304-01 4EVX9 4EWD9 
100 9898-01 4EVY5 4EVZ1 
90 4408-01 4EWA2 4EWD7 
50 Chlorine, 20 
Alkalinity and 3368-01 4EVY1 — 
Ca Hardness 
50 3043-DR-01 4EWA1 4EWD4 Dissolved Oxygen 
20 4456-01 4EVX8 4EWD8 No. 4EVY6 





LAB SUPPLIES 
Test Paper/Strips & Hazardous Chemical Test Kits 


Scan. Order. Done. 
Details on page A1. 
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M = pH Stick 
No. 3UDD2 Gives a quick 1-dip single-color match for each 
MICRO ESSENTIAL pH value. The extra long and wide strip eases 
TT As on AT ORY SS» use when wearing gloves and helps keep you niarige Ne On 
away from potentially hazardous spills. 0.0to13.9pH  8ZDP7 25 


pH Test Paper, Pencil, and Strips 


Standard Test Kit includes two 15'L rolls of “42"W tape; one 0.0-6.0 pH roll 
and one 6.5—13.0 pH roll, with two color charts. 


pH Pencil gives 30-sec. color match of acid or alkali residue on paper, lumber, 


concrete, cement, plasterboard, painted and prepainted surfaces, textile, ceram- 


ics, and skin. 


Strips give instant, easy-to-read results, with bright, long-lasting single-color 
matches across the entire pH range. 










No.of Item Pkg. 
Description Range Tests No. Qty. 
pH Paper ITS 
Mikro, PHydrion 0.0 to 13.0 pH ¥2' 100 3UDD2 1 REA, 
Mikro Refill, PHydrion 0.0 to 13.0 pH 40" 500 3UDD5 5 
Standard ane 130 eH i 100 spbe 1 7 
vi ees ; .0 to 6.0 p a2 ; 
ee —— ae | rest Strips 
tandard Test Kit 0 to 13.0 p 32" 4 ee : : 
Midget Dispenser Kit 0.010 14.0 pH Tho" 600 3VD74- Packaging includes a color chart. Paper and Refills come in 15-ft. lengths. 
Jumbo 0.0 to 13.0 pH %" 300 3UUTi 1 Strips make onsite testing easy and economical. 
Jumbo Refill 0.0 to 13.0 pH Y 300 3UUT4 1 
pH Pencil No. of Item 
Pencil 0 to 13 pH ] 9L411_ 3 Testing Parameter Range Tests Brand __No. 
pH Strip Ammonia 0 to 6 ppm 20 _LaMotte 41V897 
Peracetic Acid 0, 10, 30, 60, 80, 160 ppm y" 50 39/088 Chlorine 10, 50, 100, 200 ppm 200 LaMotte 4EWC7 
0 to 14 pH Yq" 1 6EGFO 100 Chlorine Dioxide 0, 10, 25, 50, 100, 250, 500 ppm 50. ~=LaMotte 4EVX3 
5.5 to 8 pH ys" {1 6EGF1 100 Chlorine Sanitizer 1.0, 3.0, 5.0, 10, 12, 15, 20, 40, 80 ppm 50 ITS 3VFJ4 
Hydrion Spectral 6.5 to 13 pH yj" {1 6EGF2 100 Chromium Less Than 0.1, 0.25, 0.5, 1, 2.5, 5, 10, 25, 50ppm 50 ITS _ 3UCX8 
5 to 9 pH ys" 1 _‘6EGF3_—_‘ 100 Copper | 0, 0.05, 0.1, 0.2, 0.4, 1, 2 ppm 25 ITS 3UCW2 
0 to 6 pH yy 1 ~_*‘6EGF4_—- 100 ree and Tota 
Test Papers, 15° Roll Chionne 0.0, 0.1, 0.2, 0.5, 1.0, 2.5, 5.0 ppm 50 ITS  3VFK6 
Chlorine 10, 50, 100, 200 ppm %2 100 3UDC2 10 0, 0.05, 0.1, 0.2, 0.4, 0.6, 0.8, 1.2, 1.5, 50 ‘TS 3UEH2 
Quaternary ti monium 0, 100, 200, 300, 400 ppm eo" 100 3UDA5 10 ma £8 ‘ < eater Than 6 bpm, 
uaternary Ammonium, ; aed), UD, 1, 2, 0,45 0; 0; £0, 
Single Dispenser 0, 200, 400, 600, 800, 1000 ppm %2" 100 3UDF5 10 9.1118 20,28 opm ut ia 
uaternary Ammonium, i , 0.5. 1,3, 10 pom alViotte 
Double Dispenser 0, 200, 400, 600, 800, 1000 ppm =%2" 100 3UDE5 10 Free Chlorine 0, 25,50, 100, 200, 300, 400. 500.750 ppm 50. ‘ITS  3VEVI 
Test Paper Refills, 15' Roll 0,50, 100, 250, 500, 800 ppm 50 LaMotte 4EVX4 
Chlorine 10, 50, 100, 200 ppm %s2" 100 3UDC5 10 0.0, 0.05, 0.1, 0.2, 0.4, 0.5, 0.8, 1.0, 2.0,5.0 ppm _50 ITS 3VET7 
At cine nia nIGanh 50, 100, 200, 400 ppm “ao 100 3UDA8 50 0 to 10 ppm 20 _LaMotte 41V898 
ee is 0, 200, 400, 600, 800, 1000 ppm —%" 100 3UDG2 50 1.0, 5, 10, 20, 40, 80, 120 ppm 50 ‘ITS 3VEU4 
eae 0, 15, 30, 50, 90 ppm 25 LaMotte 4EVU6 
: 0, 0.3, 0.5, 1.0, 2.0 ppm 30 ITS 3VFJ7 
Rec CHEMICAL COMPANY Hydrogen Sulfide 0.5, 16, 20°30, 40, 50°60. 80 ppm 50 IT? aVEK4 
oD e 0, 5, 10, 15, 20, 30,40, ey 75, 100, 50 TS 3VEW4 
a — ve . A , H ppm 
pH Chemical Test Strips .. ent lodine 0.0, 0.02, 0.05, 0.7, 02, 0.3, 04,05, af, CAG 
VE stews 1.0, 2.0, 3.0, 4.0, 5.0 ppm 
Identify chemicals immediately by dipping SL —_ if a 3 por, ™ 200 LaMotte 3UEGS 
Strips into solution. ee ul 078. 10,20,5 ‘ ci 7 
ltem Pkg. ea to 15 pp 4 
Range No. aty. —|—|—ba lnm Lead Solid 0, 100, 200, 300, 400 ppm 5 ITS 3VEX4 
0 to 6 pH 450964 100 pe Be a Manganese Q, 0.05, 0.1, 0.2, 0.4, 1.0, Greater Than 1.6 ppm 24 ITS 3UEG8 
Oto 14 pH 450963 100 (a et es a at cis 0, 20, 40, 80, 160, 200 ppm 25 LaMotte 41V896 
2 to 9 pH 450967 100 “BEER nee 0,5, 10, 25, 50 ppm 50 LaMotte 4EVU9 
4.5 to 10 pH 45D965 100 Nitrate, Nitrite, Nitrate: 0, 20, 40, 80, 160, 200 ppm; Nitrite: 
7to 14 pH 45D966 100 No. 45D963 Total Alkalinity, 0; 0.5. 1,3,-5, 10 ppm: Total Alkalinity: 0, 40, 25 ITS  3UCY8 
pH and Total 80, 120, 180, 240 ppm; pH: 6 6.5, 7, 7.5, 8, 
Hardness Q: {otal an ness, 0, #, &, 120, 180 ppm 
itrate: 0.0, 0.5, 2.0, 5.0, 10, 20, 50; 
Nitrate/Nitrt Nite: 0,15, 0.3.1. 1.5,.3, 10 ppm 90 ITS SWEX7 
itrogen itrate: 0.0, 0.5, 5, 10, 20; Nitrite: 
No. 4KEJ5 0.15, 0.3, 1.0, 3.0, 10.0 ppm 30. 1S VEY! 
Ozone 0.0, 0.05, 0.1, 0.2, 0.3, 0.4, Greater Than 0.5 ppm _50 ITS 3UCW5 
Peracetic Acid 0,10, 20, 50, 85, 160 ppm 50  LaMotte 4EVX2 
Peroxide Less Than 0.5, 2.0, 5.0, 10, 25, 50, 100 ppm 90 ITS _ 3VEW7 
Peroxide Check 0.05, 0.3, 0.5, 1.0, 2.0, 4.0 ppm 50 ITS 3VFL7 
IvS Pesticide 3 to 4 ppm 2 ITS — 3TRC6 
SS pH, Total Alkalinity, pH: 6.2, 6.8, 7.2, 7.8, 8.4; Total Alkalinity: 
Free Chlorine, 0, 40, 80, 120, 180, 240 ppm; Total and 50 TS 3UCX5 
Hazardo S a ae and ai ta 0, aera ppm, Total 
otal Hardness ardness: 0, 25, 50, eo 5 ppm 
F a ; Nal alealnity 0, 40, 80. 130, 180 on 790 nH 00 «ITS = SVEY? 
alini alinity: 80, , 180, ppm 
intel ae — 
: 100, 200, ppm aMotte 
Easy-to-use, color-change test strips Sensafe Free 0.0, 0.05, 0.1, 0.2, 04,08, 1.0,12,16,20, 5, re ayeK3 
quickly identify chemicals. Chlorine 3.0, 4.0, 5.0, 6, 7, 8, 9, 11, 15, 20, 25 ppm 
Silver 0, 100, 250, 500, 1000 ppb 50 ITS 3UCW8 
No.of Mfr. Item 0,5, 10, 20, 30, 40, 60, 80 ppm 50 ITS 3VEV7 
Description Range Tests Model No. Total Chlorine 0.0, 0.05, 0.075, 0.1, 0.125, 0.15, 0.175, 50 ITS 3VFK9 
0,5, 10, 20, 30, 40, 50, 60, 80, 100, 100 481396  4KEJ4 0.2, 0.3, 0.5, 0.8, 4.0, 10.0 ppm 
Arsenic Test Kit 150, 200, 250, 300, 400, 500 ppb Total Hardness 0, 40, 80, 120, 180, 250, 425, 1000 ppm 50 ITS 3VEz4 
3.6, 8, 10, 12, 15, 19, 24, 30, 40, 50, 60, 70, 80,>80 50 481297-| 4KEJ5 0, 40, 80, 120, 180, 250, 425, 1000 ppm 30 ITS 3VEZ7 
Paint Test Kit 0.05, 0.2, 0.4, 0.6, 0.8, 1.0, and 1.2 mg/cm? 2 _487925-V 9CHX5 Zinc 0, 2,5, 10, 20, 40, 100 ppm 50 ITS 3UCY5 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


LAB SUPPLIES 
Samplers, Dye Tracers & Disposable Bailers 





Automatic Water Samplers 


= Peristaltic sampling pump: flow rate 1Lpm at 4 ft. head 
= 15 sample sizes from 15mL to 2L 

= Pickup hose: 15-ft. reinforced PVC tubing, %" |.D. 

= Stainless steel strainer 


@ Global Water 
a xylem brand 


Systems take composite and discrete samples 
for wastewater, industrial, and environmental 
applications. Size and interval controls set the 
individual time-weighted composite samples or 


full-bottle discrete grab samples. An external- 


Mfr. Item 
Sana Description Model No. trigger mode controls sampling from a water 
plers : 
Single Bottle Water Sampler, 2-al. ws700 36K444___level sensor, rain sensor, or other external 


Refrigerated Single Bottle Water Sampler, 2-gal. WS/00R 
W 


36K448 
$790 36K445 


source (not included). Automatic 15-sec. 


Dual Bottle Water Sampler, (2) 1-gal. 
Sampler Accessories 
Stormwater Sampling Kit; Includes Rain 


backflush cycle clears debris from the strainer 
and empties water from the hose to prevent 
contaminating the next sample. 


Sensor, Flow Sensor, Auto-Drain Rain Gauge WSSWK  8EPH9 
Rain Sensor, Flow Sensor, and Rain Gauge 
Sample Bottle, 00-835 8NK17 
Flow Probes 
pow prope with 53 to 32 it pxtendane nance neue soe 
ow Probe with 3.7 to 6 ft. Extendable Handle 45 indivi 
Flow Probe with 5.5 to 14 ft. Extendable Handle FP211 36K454 bottle individually. 














DYES ~ No. 9ACZ5 


Biodegradable Dye Tracers 


Fluorescent dyes make water flow patterns easy to see, track, and map in lakes, 
reservoirs, septic systems, piping, and other bodies of water. Bright, vivid colors 
are easily detected in clear, deionized water in the range of 100 ppb of active 
ingredient—or just 10 ppb under a handheld laboratory black light (UV). 


® 





Concentration Item Pkg. 
Description Size Color @ 1 PPM No. Qty. 
16 02. Red 1 pt. to 6250 gal. 8NDUO 1 
Give 1 acer 16 02. Yellow/Green 1 pt.to 12,500 gal. 8ACL5 1 
li, uid 1 gal. Red 1 pt. to 6250 gal. 8RF22 1 
q 1 gal. Yellow/Green 1 pt.to 12,500 gal. 8TNYO 1 
1 gal. ue 1 pt.to 12,500 gal.  9JY17 1 
Bye Tracer 1 Ib. Fluorescent Yellow/Green 1 lb. to 120,000 gal. 8CV78 1 
as 1 Ib. Fluorescent Red 1 lb. to 60,400 gal. 9DTY7 1 
1 Ib. Fluorescent Blue 1 Ib. to 120,000 gal. 8ZE47 1 
200 Tablets Blue 20 gal./Tablet 9CH32 ~—- 200 
Dye Tracer 200 Tablets Fluorescent Orange 35 gal./Tablet 8UL06 =200 
Tablet 200 Tablets Fluorescent Red 60 gal./Tablet 8ACL4 —200 
200 Tablets Fluorescent Yellow/Green 60 gal./Tablet 9ACZ5_—s 200 
Dynalon 





quality . value . service 


Dippers 


= Will not rust or corrode No. 
3KWF6 


Lightweight, durable dippers for 
collecting samples from streams, 
tanks, drums, and other hard-to- 
i Graduati It 
Heat areas Wir Dele POxlge Capacity Subdivisions Handle No. 


excellent chemical resistance—and 500mL 50mL 3 3KWEG 


float. Mol 7 500mL 50mL 6' 3KWF9 
oat. Mo ded graduations and dual OEE STE és ati 
pouring spouts to make it easier to 1000mL 100mL 6 ft. OPWR1 
take samples from large tanks. 1000mL 100mL 12 9J093 





Le 
No. 3KWL6 . i 


CONBAR Bomb Samplers 


Use to extract liquid samples at specific depths from tanks, 
lakes, ponds, wells, etc. Composite sampler can be used to 
collect an average sample of a tank's contents. 


Item 

Description Cap. Dia. L No. 
Stainless Steel 125mL 13 15 3KWL6 
Stainless Steel 500mL 2% 11 3KWD9 
Brass/Bronze 16 02. 22" 2. 3KWJ3 
Composite, Brass/Bronze _16 oz. 2Y2" 12" 3KWH9I 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Dual-bottle sampler has 2 pumps and allows 
user to set sampling mode for each pump and 





No. 36K445 


environmental 
J rs . 
No. 9MFC5 


Disposable Bailers 


= For nylon twine, see page 1097 
= For sample vials, see page 657 


EcoBailer—Clear PVC models allow visual inspection of well samples. They 
sink rapidly without requiring additional weighting material. Longer bottom 
spout helps prevent silt from interfering with check ball and causing potential 
leakage. A custom emptying device regulates discharge flow. High-density poly- 
ethylene models are designed with a thick tube wall that is less likely to bend 
when handled. 


EcoBailer Pro—Hydrodynamic design with wide spout opening for fast sink 
rate while minimizing dissolved oxygen in the well sample. Easy-to-handle 
emptying device provides more accurate control of liquid flow into the sample 
bottle. Pour spout and ball retainer allow easy pouring from top of bailer. 


Item Pkg. 
Cap. Dia. L No. Oty. 

EcoBailer 

Clear PVC 

6/ml 0.7" 12" SEWZ2 48 
199mL 0.7" 36" 8UTV6 24 
347mL 1y2" 12" 9MFC5 48 
1027mL 1Y2" 36" 8D591 24 
1365mL TY" 48" 8DA80 24 
9100mL ad 36" 9MFDO 8 
Clear PVC, Weighted 

1027mL 12" 36" 8DA81 24 
1365mL 12" 48" 9NRJ9 24 
High-Density Polyethylene 

347mL 12" 12" 9KEY8 48 
913mL 1%" 18" 9LGC2 48 
1027mL 12" 36" 8D590 24 
High-Density Polyethylene, Weighted 

513mL Yo 18" 9R130 48 
Polyethylene, Weighted 

1027mL 12" 36" SEWY9 24 
EcoBailer Pro 

Clear PVC 

1027mL 1y," 36" 360774 24 
1365mL 12" 48" 360775 24 
Clear PVC, Weighted 

1027mL 1%" 36" 360776 24 
1365mL 12" 48" 360777 24 
Clear PVC, Hydrocarbon Recovery 

102/7mL 12" 36" 360779 24 
VOC Tips 

Tip for EcoBailer Pro Bailers 12" oO 360778 24 


t 2 WHEATON® 


Drum Sampler 


Draws and collects sample in one step to 
simplify sampling unknowns from drums and 
tanks. Filling ports are located above the screw- 
in bottle for a complete fill without trapped 

air. Chemical-resistant polypropylene sampler 
protects users from exposure to drum contents. 





43/"L. Complete with 125mL borosilicate Description a 
glass bottle with PTFE-lined cap. E-Z Sampler 82958 
633 





LAB SUPPLIES Scan. Order. Done. 
Chemicals Details on page Al. 


Over 47,000 Lab Chemicals available on Grainger.com® 
Ensure that your laboratory has all of the chemical supplies and equipment necessary to 


perform accurate experiments and testing. Find a comprehensive line of buffers, acids, bases, 
solvents, and reagents. Shop our lab chemicals, supplies, equipment, and instruments to help 
you get your job done accurately and safely. Go to grainger.com/lab chemicals 








Chemicals *@4B. | Chemicals LS LabChem | Chemicals Sona ee 
Container Item Container Item Container Item 
Concentration Size No. Description Size No. Description Size No. 
pH Buffer Solutions Acetic Acid, Glacial, ACS 2.5L  9LKN9 Acetone 5900mL 452Z78 
pH 1.0 500mL ONW46 Acetone 1 gal. 6CHJ2 Ammonium Citrate Dibasic 500g 45ZR87 
pH 1.07 5900mL 8G328 Acetonitrile, HPLC AL sMWK1 Antifoam B Emulsion 500mL 45ZY03 
pH 1.68 4L 3TWH3 Ammonium Molybdate, Tetrahydrate, ACS 500g S8EKMO Bovine Serum Albumin 100g 45ZV32 
pH 2.0 20L 8G639 Citric Acid, 10% w/v 4L 8FV46 Bromocresol Green Sodium Salt 259 46AA99 
pH 2.0 500mL 9LL54 EDTA, 0.0575M (0.115N) 4L 8NLH9 Butanol 1L 46AA25 
pH 3.0 4L QJAX1 Ferric Chloride Hexahydrate, ACS 500g 9LUF3 Ascarite || Carbon Dioxide Absorbent 500g 45ZE59 
pH 4.0 500mL 4YMH7 Ferrous Ammonium Sulfate 0.4N (0.4M) 4L 8XMW6 Carbon Disulfide 1L 46AA26 
pH 4.0 4L 4YMH8 Glucose-Glutamic Acid 6mL 8PWY6 Hydranal-Coulomat A Anolyt 500mL 45ZK70 
pH 4.0 20L 8YNV5 Glycerin 1L 8G477 Cycloheximide Solution 10mL 45ZL76 
pH 5.0 500mL 8FZK6 Hexanes, ACS 4L 8ZP15 Diethylene Glycol Dibuty| Ether 1 45ZZ45 
pH 6.0 500mL 8FZLO Hydrochloric Acid, ACS 2.5L 8WAU4 Dimethyl Sulfoxide 500mL 46AA03 
pH 6.40 900mL 8FKK5 Hydrogen Peroxide, 30% w/w 4L 8TWA8 Dioctyl Sulfosuccinate 900g 45ZE58 
pH 6.86 10L 8XNY7 lodine, 0.1N (0.05M) 4L 8V654 Dodecane 500mL 45ZW01 
pH 7.0 500mL 4YMH9 Isopropanol 1 gal. 6CHJ4 D-Sorbitol 10kg 45ZF25 
pH 7.0 4L 8GHD4 Isopropyl Alcohol, ACS (2-Propanol) 20L oCVX4 Ethyl Acetate 2L 46AA29 
pH 7.0 20L 8GHD5 : AL 5CVU5 Ethyl Alcohol Pure 200 Proof 1L 46AA23 
pH 7.38 500mL OLLR4 Isopropyl Alcohol, 70% viv 20. 9LLP4 Histopaque 10771 700m. 45ZW21 
pH 7.40 4L 8GGT2 Kerosene, Odorless 4L 8YMN3 L-Cysteine 100g 45ZU77 
pH 7.70 20L 9AMX9 Methanol, HPLC 4L 8MWKO Ludox Hs-40 Colloidal Silica 1L 45ZJ88 
pH 8.0 500mL 8TW85 Murexide Indicator, Dry Form in NaCl 500g 9APM8 Methanol 2L 46AA18 
pH 9.0 500mL 8FX51 Nitric Acid, ACS 2.5L  8WCK3 Methyl-Pyrrolidinone 1L 45ZV97 
pH 9.18 AL 8YM72 Perchloric Acid, 0.1N (0.1M) AL 9GU87 Mineral Oil 7.5mL 45ZU46 
pH 10.0 500mL 4YMJ1 Phosphoric Acid, ACS 2.5L _8NLF5 N-(1-Naphthyl)Ethylenediamine 100g 452720 
pH 10.0 AL 9LMR9 Potassium Chloride, ACS 500g 4YMG1 O-Xylene AL 46AA42 
pH 10.0 20L 8RZA2 Potassium Hydroxide, 0.5N (0.5M) in Ethanol 4L 8XND3 Paraffin Wax Mp 58-62C 1kg 452241 
pH 11.0 500mL 8GE98 Potassium lodide, ACS 500g 4YMF7 Phosphoric Acid 100g 45ZY48 
pH 12.0 1L 8XNX2 Reagent Alcohol 4L 9VZW8 Propanol 4L 46AA10 
pH 12.45 500mL 8VY35 Silver Nitrate, 0.1N (0.1M) AL 5CVU8 Proteinase K 100mg 45ZH81 
pH 13.0 10L 8GEA0 Sodium Hydroxide, 10% w/w 200L 9WT46 Pyruvate Kinase, Lactic Srl 457715 
Buffer Solution Kits Sodium Thiosulfate, 0.1N (0.1M) 4L 4YMG7 Dehydrogenase Enzymes 
pH 4.0, 7.0, 10.0 20mL 7YL05 Sulfuric Acid, ACS 2.5.  8ELC6 sodium Methoxide Solution In CH30Na 800mL 45ZX55 
pH 4.0, 7.0, 10.0 500mL TY379 TCLP Extraction Fluid #2 20L_  8GGR2 Tert-Butanol 2L 46AA24 
ORP Standards TISAB II 4L _8EPE5 Tetrahydrofuran iL 452296 
200 mV 500mL 8ELA2 Toluene, ACS 4L 9224 Thionyl Chloride TL 45ZX50 
475 mV 500mL QUEL4 AL 4YMH2 Triethylamine UL 45ZU71 
S00 my S0bin ii Water, Deionized (ASTM Type Il) ihn 
200L  8GDA7 
Xylenes, ACS AL 8W903 
spectrunr | Casact 
Chemicals 7 | Chemicals p Pee 
‘a Container — Item Container Item 
Description Size No. Description Size No. 
2,2,4-Trimethylpentane —_ AL 391363 Ag Nitrate Precision Solution iL 45F513 
Acetonitrile, Exceeds A.C.S. Specifications 4L 6NMNE Ammonium Bifluoride, (Certified 10% w/v) Aqueous Solution 4L 45E349 
Ammonium Acetate, Crystal, Reagent, ACS 2.5kg 6PKX3 Bromine Number Titration Solvent AL 45E969 
Ammonium Hydroxide 20L 39D967 Reference Buffer AL 45D009 
Ammonium Peroxydisulfate, Crystal, Reagent, ACS 900g 6WZF9 Reference Buffer AL 45D043 
Barium Chloride, Dihydrate, Crystal, Reagent, ACS 12kg 6WZH8 Reference Buffer, pH 4.00 +0.01 at 25°C AL 45094 
Calcium Carbonate, Light Powder, USP, Bulk 45kg 6TYR3 Distilled Water Reagent AL 49WC28 
Calcium Stearate, NF 2.0kg _$9G325 EDTA Titrant Precision Solution 20L 45F075 
Chloroform, Stabilized AL 6MMC2 Ethanol, Reagent Alcohol 4L 45E944 
Hoan Teagent 56 gal oe Hydrochloric Acid, (Certified 2.00 Normal) 20L 45E542 
= * 
Ferric Subsulfate Solution, USP 500mL  6PHW3 pecrogen Peroxide, (eriitied 35% vi) Aqueous Solution oe ee ae 
Heptane____ AL GNMR7Z lsopropanol, (Certified 70% v/v) Aqueous Solution AL 45E573 
Hydrofluoric Acid 500mL 39D865 Kerosene AL 45E959 
Hydrogen Peroxide, Solution, Reagent, ACS aL 6PMW8 Mercuric Acetate, (Cert 25 g/L) in Glacial Acetic Acid 4L 45E593 
Isopropyl Alcohol 4L 6NMX1 Methanol AL 45E938 
Isopropyl Alcohol, EP, BP, JP 20L 6RFR1 Nital Etchant, (Certified 10%) 250mL _45E673 
Potassium Hydroxide, Pellets, Reagent, ACS 2.5kg 6MNAS Nitric Acid Precision Solution 1. 45F233 
Potassium lodide, Crystal, Reagent, ACS 500g 6MND2 Potassium Fluoride, (Cert 50% w/v) Aqueous Solution, Neutralized 4L 45E751 
Methanol, Absolute 200L 6NMZO Potassium Hydroxide, (Certified 20% w/v) Aqueous Solution 4L 45E767 
Naphtha, VM and P 4L 39G662 Potassium lodide, (Certified 10% w/v) Aqueous Solution, Stabilized iL 450652 
Nitric Acid, Technical 2.9L GPJE3 Potassium Permanganate Precision Solution 10L 45F398 
Phosphoric Acid, FCC aL GPJGS Povidone-lodine Solution USP, (Certified 10% w/v), 1% s00mL  45D478 
Polyethylene Glycol 400, NF 2.5L 6PNL9 (w/v) Available lodine, for Laboratory Use mn 
Propylene Glycol, USP os 4L 6WYF2 Purified Water Reagent 20L 49WC30 
Reagent Alcohol, Denatured, Exceeds A.C.S. Specifications 4L 6NMR4 Reagent Alcohol (Denatured Alcohol), (Certified 70% v/v) Aqueous Solution 4L 45E450 
Silver Nitrate, Crystal, Reagent, ACS 100g 39G853 Silver Nitrate Precision Solution 20L 45F481 
Sodium Carbonate, Monohydrate, Granular, Reagent, ACS 2.5kg 39G887 Sodium Hydroxide Precision Solution AL 45F577 
Sodium Hydroxide . . 20L 39E316 Sulfuric Acid, (Certified 10% v/v) Aqueous Solution (1 + 9) 4L 45E867 
Sodium Hypochlorite, Solution, Available Chlorine, Reagent 500mL 6NNV1 Synthetic Sea Water,ASTM D1141 Substitute Ocean 
Sodium Metabisulfite, Granular, FCC 2.5kg _ 39H031 Water (Certified), without Heavy Metals 20L 450892 
Sodium Selenite, Powder 5kg 6NPF1 TCLP Extraction Fluid 2 (Certified pH 2.88 +0.05 at 25 Degrees C), 90L 45D906 
Strontium Chloride, Hexahydrate, Crystal, Reagent, ACS 12kg 39G984 for use in EPA 1311 Toxicity Characteristic Leaching Procedure 
Talc, Powder, USP 12kg 6WYW3 Titration Solvent 4L 45E973 
Tetrahydrofuran, Stabilized 20L 39H490 Toluene 4L 45E961 
White Petrolatum, White, USP 15.9kg 6PNLO Water Reagent 20L 49WC18 
Zinc Chloride, Granular, USP, JP 12kg 61ZG2 Xylenes 4L 45E963 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


LAB SUPPLIES 


Water Purification, Rotary Evaporators & Glove Chambers 





Water Purification 
Systems 


Produce purified water for laboratory, industrial, and 
commercial applications. All Type | water systems, start-up 
cartridges, and final filters are sold separately. 


WATER PURIFICATION SYSTEMS 
= Produce Type 1 laboratory grade water on demand 


ARIES 


FILTERWORKS 


Aries Type I—Quiet recirculation pump assures constant 
water purity. Large capacity cartridges are spring loaded. 
VP Series filter cartridges sold separately. 

= Bacteria removal: < 10 CFU/mL 


Gemini Type I—Ultrahigh-purity systems are PLC 
controlled with a touch panel to easily program automatic 
dispensing of user-defined batches. The ultrapure water 
quality is maintained with 3-pass UV in the recirculation 
loop and a UV-sterilized dispense port. 

= Bacteria removal: < 10 CFU/1000mL 


_—,  & 
“3 
: | 


ee 


Aries Type | 
No. 44C701 


fad 








S heidolph North America 


research made easy 


Rotary Evaporators 


= 1300W heating capacity 


Offer a digital display for set and actual heating 
bath temperature. 


HEI-VAP EXPERT 


Large dial controls to adjust rotation speed and 
bath temperature. Adjust the required angle of the 
evaporating flask individually according to your 
needs. Patented flask clamp Easy-Clip cannot get 
lost due to a connection to the vapor tube coupling ring. 

HEI-VAP CORE 

3.5" LCD indicates rotation speed, heating bath, and vapor temperature. 
Preprogrammed timer turns off evaporator and removes evaporating flasks 
from bath on motor lift models. Motorized models feature lift that adjusts 
height with the press of a button. 


G.> No. 56DK96 
gp awa 





Height Item 
Glassware Set Type Adjustment Method No. 
Hei-VAP Expert Rotary Evaporators 








Phoenix Type I—Uitrahigh-purity water systems deliver a ee ee —_ eu PAKaS 
lab quality water on demand. The water goes through a G3, Standard Distillation Vertical Condenser Manual 56DK92 
staged purification process which includes high-purity ion G3B, Coated Standard Distillation Vertical Condenser Manual 36DK96 
p ee P diesolved des oF : G3BXL, Coated Standard Distillation Vertical Condenser Manual 56DK97 
exchange resins to remove dissolved minerals and interna G3XL, Standard Distillation Vertical Condenser Manual 56DK93 
recirculation to maintain purity. Intuitive touch screen and Phoenix Type I G5, Dry Ice Condenser Manual 56DK94 
easy maintenance. Filter cartridges sold separately. No. 48GE17 See Ta Co.vondenser a ARES 
= Bacteria removal: < 1 CFU/mL G1B, Coated Diagonal Condenser Motorized 56DL04 
G3, Standard Distillation Vertical Condenser Motorized 56DL01 
DEIONIZERS G3B, Coated Standard Distillation Vertical Condenser Motorized 56DL05 
= Produce Type Il purified water G3BXL, Coated Standard Distillation Vertical Condenser Motorized J6DL06 
G3XL, Standard Distillation Vertical Condenser Motorized D6DL02 
Hydra DI—Preassembled high-purity systems provide Sea, Coated bys Condens Notorzel——S6DLDY 
3-stage process. Include cartridges and water quality light. G1, Diagonal Condenser Manual o6DK74 
G1B, Coated Diagonal Condenser Manual 56DK78 
VP SERIES SINGLE CARTRIDGE HOLDER G3, Standard Distillation Vertical Condenser Manual 56DK75 
; . G3B, Coated Standard Distillation Vertical Condenser Manual 56DK79 
Unix modular, wall-mounted system employs quick- G3BXL, Coated Standard Distillation Vertical Condenser Manual 56DK80 
connect VP Series cartridges (sold separately) to treat a Se Vertical Condenser ate Oe 
water and process fluids. Holders can be easily linked G5B Coated Dry ice Condansar arial 56DK81 
together for staged filtration in downflow and upflow G1, Diagonal Condenser Motorized 56DK82 
applications Hydra DI G1B, Coated Diagonal Condenser Motorized 56DK86 
; No. 44C703 G3, Standard Distillation Vertical Condenser Motorized 56DK83 
Purified Water Max. Particulate G3B, Coated Standard Distillation Vertical Condenser Motorized 96DK87 
Resistivity Output Total Organic = Endotoxins, RNase/ Removal Mfr. Item G3BXL, Coated Standard Distillation Vertical Condenser Motorized 56DK88 
(megohms) Flow Carbons DNase Removal (micron) Model No. au SE ee Vertical Condenser Hones a Ras 
Water Purification Systems , Ury ice Londenser otorize 
Aries Type | - AUT G5B, Coated Dry Ice Condenser Motorized 96DK89 
5-10 ppb No ARS-102 440701 _ Item 
18.2 2Lpm_~—Tess Than 5 ppb Yes w/PF-00-6505. °*  ~ARS-102-UV 44702 Description No. 
Gemini Type | - Countertop Hecessor es aC RE TERM 
3.7Lpm No 0.2 GMS-102 440708 uard Hood, 0 Xo X 
182 30pm 5-10 ppb Yes 005 GMS<105age7o9” | Guard Shield, 6"x 8" x 8" 36RNO1 
Gemini Type | - Wall Mount Spare Vapor Tube, 3" x 3" x 8" 36RN06 
3.7Lpm No 09 GIMB-102 440710 Tube Set, Includes 6.25m Water and Vacuum Tubing 36RNO8 
18.2 31 a 5-10 ppb es 0 05 GMB-105 440711 Rotary Evaporator Enclosure, 38" x 24" x 48" 36RN12 
Phoenix Type I- Comntaring Rotary Evaporator Enclosure, 38° x 24" x 50" 36RN13 
Less Than 15 ppb PHX-AD-S-1 48GE17 Filter for Rotary Evaporator Enclosure 36RN14 
PHX-CT-S-1  48GE18 
Less Than 5 ppd a amoved When PHX-CT-S-1-DF 48GE19 
18.2 2.5Lpm Fitted w/PF-00- 0.2 PHX-BC-S-1  48GE21 
Less Than 10 ppb = "7401 Filter PHX-BC-S-1-DF 48GE22 
PHX-GN-S-1  48GE24 
ees. a> PHP PHX-GN-S-1-DF 48GE25 
Phoenix Type | - Remote Configuration 
Less Than 5 ppb Removed When PHX-CT-R-1 48GE20 
18.2 2.5Lpm Less Than 10 ppb Fitted w/PF-00- 0.2 PHX-BC-R-1 _48GE23 
Less Than 5 ppb 7101 Filter PHX-GN-R-1 48GE26 
Deionizers 
Hydra Dl 
ito10 19pm 5 HY-122-DI 440703 
4.7Lpm _ = 25 HY-122B-DI 440705 
50to100 —1-gkpm 5 HY-122-DI-HC 440704 . fs ——— 
4.7Lpm 25 ~-HY-122B-DI-HC 44C706 7S a 
Cartridge Replacement Kits For Hydra DI - ; : 
For Use with No. 44C703 uvk-001 a6z22a. | Disposable Glove Chambers exG Spilfyter 
For Use with No. 446704 HYK-009 462226 , i 
For Use with No 44¢705 HYK-002 467225 | Hands-in-Bag® atmospheric chambers are constructed of sturdy 0.003 
For Use with No. 440706 HYK-010 462227, | gauge polyethylene and are polished for clarity. Seams are heat sealed 
saaiciaa Sina Sue ; dutaneclow piesa eat i for strength and inflation-tested to be leak-free. Ideal for laboratory, field 
VP Sorles Single Cartridge Holder : B sampling, and emergency isolation applications. Include sealing tape. 
: OD Tubes with we psi ; 4Lpm ¥%" OD Tube UNIX-00 440707 No. of si iain 
artridges for Use With No. 440707 : ee : 
DI Cartridge, Color-Changing High Purity Mixed Bed VP-17-4030 44c567 | Ports Chamber Volume Opening Size W. L Model No. 
DI Cartridge, High Purity Mixed Bed VP-17-4010 440568 17,085 cu. in. 24" 39" 48" 690323 _ NPA 
DI Cartridge, High Capacity VP-17-4203 440577 1 31,730 Cu. in. 36 o1 98 690321 3NPAZ2 
Cartridge, Activated Carbon VP-17-1050 440571 30,510 cu. in. 30" 45" 58" 690341 3NPA3 
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LAB SUPPLIES Scan. Order. Done. 
Fume Hoods & Biosafety Cabinets Details on page Al. 









XPERT FILTERED BALANCE SYSTEM WITH GUARDIAN 

AIRFLOW MONITOR DUCTLESS FUME HOODS 

Provide user protection by containing airborne powders and particulates. Help 
keep particles contained during weighing and power transfer. Include a built-in 
blower and exhaust HEPA filter. This system returns filtered air to the laboratory 
and requires no outside ducting. 


CE (COMPACT) DUCTED FUME HOODS 


Reduced hood size with vented enclosure duct, pulls contaminants out of the 
building for occupant safety. 1-pc., seamless liner ensures efficient airflow and 
has excellent chemical resistance and flame retardation. 





No. 9TA97 





) Laboratory Hood 
1 (Work Surface BASIC™ DUCTED FUME HOODS 


and Cabinet sold =— Designed for mobile labs, classrooms, or areas with low ceilings or narrow 





——— a aisles. 16-ga., powder-coated steel liner and counterbalanced clear tempered 
—— safety glass sash. Built-in blowers are sized for up to 100-ft. duct run. Hoods 
——n include air foil, 2-pc. adjustable baffle, 1OOW incandescent light fixture, and 





10.3" 0.D. duct collar for connection to exhaust. 


ISOLATOR? HIGH-PERFORMANCE DUCTED LABORATORY FUME HOODS 


Have precise baffle pressurization to help achieve superior capture and contain- 
& ment at standard or low volume applications. Hoods have 431%"H “full view” 
D> 
Oo 


> LABCONCO. sash with tempered glass and a full-length handle. Slotted rear baffle helps 
Air Science: <> HEMCO ION scientitic provide even plenum balance with a 24"D interior. Hoods come prewired and 
Du ctl ess and Du cted Fume [ oods include a white poly glass liner. Accessories sold separately on Grainger.com®. 


PURAIR® DUCTLESS FUME HOODS TELESCOPING BASE STANDS 
= User-friendly operation Provide sturdy support of up to 1000 Ib. 


No. 45H845 


= Filter required, order separately icenaue — — ' Bea Be fen 
. . . ® escription nciudes ran oae 0. 
7 For mobile carts and spill trays, see Grainger.com | | | CE (Compact) Ducted Fume Hoods 
Utilize Multiplex™ filtration technology with an electrostatic prefilter and main ; 30" 24" 45" Hemco__—13042 = 45H845 
se er - ae Vapor Proof Light, 36° 24" 45"  Hemco 13642 45H846 
carbon filter, selected for specific applications. Provide an additional 5" or 6" of Internal Blower a ‘ 
‘ ere : Ducted 48" 24 45 Hemco 14842 45H847 
height for applications that require more headroom. Fume Hood oH acinaeteean 30" 24" 45" Hemco _—‘13044 ~—45H851 
azar ous- 0oca 1on " " " 
No. of Light, Internal Blower —3-—54-—4e"—Hemoo 14844 AS HBSS 
Overall Overall Overall Filters Mfr. Item Basic™ D L F H 
Width _Length _Height _Filter Type Reg. _Brand Model _ No. sel 
Purair® Ductless Fume Hoods Built-In % hp Blower, Prewired 
5 ra 100 Watt Vapor-Proof LED Light, 47" 25" 53" Labconco 2247300 8PCX7 
eltal: Basic 2! Yshp __ Light and Blower Switches 
24" 2{" 35" Carbon, 1 Air Science P5-24XT 9TA97 Blower Built-In % hp Hazardous- 
36 27 35 a eee ea Location Blower and Hazardous- 47" 25" 53" Labconco 2247500 9JWL6 * 
48" 97" 35" Acide.” 9 Air Sci P5-A8XT 8XDK9 Location LED Light Fixture 
Formaldehyde I Onlenice ‘ Built-In % hp Blower, Prewired 
XPert Filter Protector Ductless Fume Hoods incandescent aM Gt 70" 25" 53" Labconco 2246300 8GDN7 
: : 37332" 1 Labconco 3950201 26KJ31 ¥% hp and Blower Switches 
24" 36" 36532" 1 Labconco 3950301  26KJ34 Blower Built-In 34 hp Hazardous: 
29" 48" 37 V2" HEPA 1 Labconco _3950401_26KJ37 Location Blower and Hazardous- 70" 25" 53" Labconco 2246500 s8UU09 * 
29" 60" 461% a" 2 Labconco 3950501  26KJ40 Location Light Fixture 
2g" TZ 46'%6a" 2 Labconco 3950601 ——-26KJ46 Isolator? High Performance Ducted Laboratory Fume Hoods 
- Mfr. Item 48" 33" 58" ICl _H-50-48G5 45MK56 
Description Brand Model No. Vertical = 60" 33° 58" IC] H-50-60G5 45MK57 
Filters for Purair Basic and Purair Basic XT Sash 79° 33" 5g" ic H-50-72G5 45MK58 
Prefilter, Pk. of 6 Air Science ASTS-PRF 4UDJ2 Telescoping Base Stands 
Carbon Filter for Acids Air Science ASTS-015 4UDJ1 Adiustable i : 1 27%" to 
Carbon Filter for Organics, Solvents, and Hydrocarbons Air Science ASTS-001  4UDH8 Height 4 1-75" Tubular Powder. 48" 29" “344. Labconco 3746702 8YEA7 


Coated Steel Frame, (4) 


Fixed Leveling Feet 72" 29) ‘ae Labconco 3746704 8WFK1 


Carbon Filter for Formaldehyde Air Science ASTS-013 _ 8WAL1 Adjustable 
HEPA Filter for Powders Air Science ASTS-030 4UDH9 Height 6' 
* Hazardous-location models do not include switches and wiring, which must be individually installed in conformance with local codes. 


Biosafety Cabinets STOR 


Help provide personnel, product, and environmental protection from biological particulates. For 
use with agents that require Biosafety Level 1, 2, or 3 containment. 


Purifier Logic+—Feature ADA-complaint touchpad control on right-hand side post for manual 











é activation of blower, lights, timer, and electrical receptacles, audible arm mute, and menu selec- 
2 tion. Built-in interval or elapsed timer for experiment monitoring, fluorescent light, or UV light 
g trol 
5 control. 
a Labculture® RELIANT—Designed with Mfr. Item 
shorter height and smaller footprint for Lu £ ee ALE 
NO. 49M1Gs IQht é Purifier Logic+ Biosafety Cabinets 
optimal utilization of lab space. Allow prep- ~~ 42.3" 61.8  Labconco 302380001  45H165 
aration of low to moderate risk agents. Has es oe peohce ene ae 
wi si a 8" abconco 
| «| Call energy-efficient DC ECM motor technology. 57°: 61.8  Labconco 302680001 45H189 
= a = Feature simple switches, pressure gauge, Labculture® RELIANT Biological Safety Cabinets 
a and manual UV timer. Esco Isocide™ anti- a a eat Boe ae ae a 
No. 53CP74 microbial coating on all painted surfaces ay 8 ee eae gs —capin 
minimizes contamination. 72" 61" Instock BSC-A2-72 53CP77 
636 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° — LAB SUPPLIES 
Find the we. Find Solutions. Find Great Prices. Refrigerators, Freezers & Liquid In Glass Thermometers 








=a s 
No. 6GRHD4 





No. 6RGPG ad > aes LE: 


i AEG Jee neeten 


No. 6RHD3 


> ABS J American BioTech Supply ; 
= eat 


Scientific Refrigerators and Freezers No. 49YN89 No. 6RGV2 


= 60 Hz 

Provide energy-efficient, convenient, safe, and reliable performance for demanding life science, pharmacy, biological, clinical, and industrial applications. ABS units 
feature microprocessor temperature controller with audible and visual alarms, digital temperature display, remote alarm contacts, keyed door locks, and leveling 
legs. 





Refrigerator Freezer Door Refrigerator Freezer Item 
Color Voltage Cap. Cap. H W D Type Temp. Range _Temp. Range Defrost Brand No. 
Refrigerators 
General Purpose 
White 120 17 cui. it. — 5 Tt. 72 34" 31" Solid 36° to 50°F — Automatic Nor-Lake Scientific 6RHD3 
Premier Reach In 
White 120 49 cu. ft. —_— 6 ft. 7%" 4 ft. 7" 33. Sliding Glass 36° to 50°F —_ Automatic Nor-Lake Scientific 6RGP6 
Undercounter 
White 115 1 cu. ft. — 214%" 17%" 19%" Swing Solid 34° to 50°F — Cycle ABS 49YN89 
White 115 1.-CU. ft. — 21%" 17%" 19%" Swing Glass 34° to 50°F — Cycle ABS 49YN91 
White 115 2.5 Cu. ft. — 287%" 1794 19%" Swing Solid 34° to 50°F — Cycle ABS 49YN93 
White 115 2.5 CU. ft. — 238%" 1794 19%" Swing Glass 34° to 50°F — Cycle ABS 49YN94 
Silver 115 4.5 cu. ft. — 335" 234" 24%," Swing 34° to 50°F — Cycle ABS 49YP03 
White 115 4.6 cu. ft. — US 2394" 2542" Swing Glass 34° to 50°F — Cycle ABS 49YP01 
White 115 5.2 Cu ft. — 3248" 2394" 24" Swing Glass 34° to 50°F — Cycle ABS 49YN95 
Refrigerator/Freezer 
General Purpose 
White 120 23 Cul ft. 15.0 cu. ft. 5 ft. 8" 30" 34" Solid 36° to 50°F 5° to 14°F Automatic Nor-Lake Scientific 6RHD4 
Freezers 
Flammable Storage 
White 120 — 24.0 cu.ft. 6 ft. 7%" 2742" 3 ft. 2" Solid — -4° to 14°F Manual Nor-Lake Scientific 6RGT9 
General Purpose 
White 120 — 21.0 cu. ft. 6 ft. 4 34" 32" Solid — -4° to 14°F Automatic Nor-Lake Scientific 6RHD1 
Premier Reach In 
White 120 — 33.0 cu. ft. 7 ft. 3%" 31%" 36/2" Solid — -13°to 14°F = Automatic Nor-Lake Scientific 6RGVO 
White 120 — 52.0 cu. ft. 6 ft. 7%" 4 ft. 7" a5" Solid — -13° to 14°F Automatic Nor-Lake Scientific 6RGV2 
Select Reach In 
White 120 — 33.0 cu. ft. 7 ft. 3%" 31%" 3642" Solid — -13°to 14°F = Automatic Nor-Lake Scientific 6RHD8 
Psreriporretiinetenpeit 
MERMCO’ = 
it it =# 
Liquid In Glass Thermometers = 
Use to measure critical temperatures in blood bank refrigerators, ultralow freezers, freezers, refrig- = 
erators, incubators, ambient/room, block heaters, and ovens. Thermometers are unbreakable bottles 24 
filled with a biosafe, glycol/water solution. Include space-saving magnets to adhere the thermom- = 
eter to a steel wall or door. Nonmercury models are fluoropolymer-coated for protection. x 
Temp. Scale Item Temp. Scale Item | | | 
Range Divisions Fill L No. Range Divisions Fill L No. 
Liquid In Glass Thermometers For Refrigerators CUE |p 
For Incubators -5° to 15°C 0.5°C Spirit 125mm _ 8RLT4 
18° to 50°C 0.5°C Spirit 135mm 8RLT5 -5° to 15°C 0.5°C Spirit 125mm  8AU73 
18° to 50°C 0.5°C Spirit 135mm  9FANO Liquid In Glass Thermometers, Safety Coated 
For Incubators and Water Baths For Incubators and Water Baths 
0° to 80°C 0.5°C Spirit 250mm  5ZPG1 0° to 80°C 0.5°C Spirit 250mm 5ZPG2 
For Ovens 20° to 100°C 0.5°C Spirit 305mm  5ZPG0 


20° to 130°C 1°C Spirit 135mm 8WYC1 For Ovens 

0° to 200°C 1°C Spirit 405mm  5ZPG9 0° to 200°C 1°C Red Spirit 405mm 5ZPHO 
For Ovens and Oil Baths For Ovens and Oil Baths 

0° to 200°C 1”G Spirit 280mm 5ZPG7 0° to 200°C 1°G Spirit 280mm 5ZPG8 No. 9FANO 


Sign in to Grainger.com® to see YOUR Pricing and MORE 637 





LAB SUPPLIES 
Incubators, Warming Cabinets & Ovens 


Scan. Order. Done. 
Details on page A1. 





ised 2 Lab 
Digital Refrigerated Laboratory Incubators REVSC! UN Co anion EAE 


Revolutionary Science—Refrigerated incubators keep low Lab Companion—WMaintain desired tempera- 

temperatures for applications such as fermentation studies, — ture, humidity, etc., to grow and maintain cell 

or plant and insect studies. Include color touch screens, cultures. Microprocessor PID control with 

except No. 48VG33 has a digital display. 3-point temperature calibration and automatic 
tuning. Bright VFD display. 


Shel Lab©—Ideal for testing sewage, wastewater, 
and other low and room temperature applica- 
tions. Mechanical convection system for even air 
distribution. Microprocessor control system, PID 
temperature control, and LED display. 








Temp. Temp. Chamber Chamber Chamber Mfr. Item 
ES Cap. Voltage Range Accuracy W Brand Model No. 
BOD Bottle Incubators 
1.2 cu.ft. 120to240VAC 7° to 60°C +0./°C 10.25" 12" 115.9. RS-IF-233 48VG33 
° 1.2 cu.ft. 120to240VAC 1° to 75°C +0./°C 10.25 12" 16.5" _ Revolutionary RS-IF-233pro 48VG34 
1.9 cu.ft. 120to240VAC 1° to 75°C +0./°C 16.9. 12. 16.5. Science RS-IF-253pro 48VG35 
2.6 cu.ft. 120to240VAC 1° to 75°C +0./°C 225° 12 16.5' RS-IF-2/3pro 48VG36 
Cell Culture Incubators 
5.0 CU. Tt. 120 4°to /0°C = +0. 2°C @ 37°C 20" 24" 20.5" Lab IL3-15A  404W90 
; 5.5 CUM: 120 0°to 80°C §3=—6 +0. 1°C @ 37°C — 36.6" 20" 20.5" Goninanian IL3-25 404W89 
SS r 8.9 cu. ft. 120 4°to /0°C = +0. 2°C @ 37°C 3/" 20" Zl p IL3-25A  404W91 
r Incubators 
No. 48VG33 v ¥F 6.9 CU. TL. 120 19° to 40°C =+0.5°C @ 20°C = 18.9 20.0 24" SRI6P 39J322 
6.5 cu. Tt. 240 15° to 40°C 3=+0.5°C @20°C =: 18.5" 205° 24" Shel Lab SRI6P-2 39J323 
No. 404W89 19.3 cu. Tt. 120 15° to 40°C 3=+0.5°C @20°C = 54.5" 20.0 24" SRI20P 39J324 
19.3 cu. ft. 240 15° to 40°C =+0.5°C @20°C = 54.5" 20.5" 24" SRI2Z0P-2  39J325 


Stainless Steel Warming Cabinets I ccientitic 


» 120VAC Models have an adjustable setpoint temperature 

Help maintain ideal clinical temperatures for solution ‘ange with setpoints + 5°F and an auto shut off for 
bottles and bags, plus blankets for patient care. Feature temperatures exceeding 180°F. Temperature lock-in 

a heating compartment fully insulated for efficient capable and an audible and visual over-temperature 
operation, illuminated digital power and temperature indicator. Self-closing door is field reversible and has 
controls, double wall stainless steel construction with spring-loaded hinges. Front access eases servicing. The 
a #4 finish, adjustable perforated stainless shelves built-in temperature recording function can transmit to 
(except Nos. 52KC47 and 52KC46), and leveling feet. Building Management Systems (BMS). 






No. of No. of No. of Door Mfr. Item 
Cap. Doors Compart. Shelves H W D Type Model No. 
Benchtop Warming Cabinets 
5 1 cu. tt 1 1 26" 30" 24" Glass WC1CGD-3026 52KC47 
deat 1 1 1 26" 30" 24" Solid WC1CSD-3026 52KC46 
giana Manming Cabinets 2 2 2 4 30 24 Gl WC2GD-3074 52KC43 
No. 52KC47 = : ass : 
o2ene 19 Co It D 9 D 74°30" 24" Solid WC2SD-3074 52KCA2 
No. 52KC43 1 1 3 74 30" 24" Glass WC1GD-3074 52KC45 
. 20.9 cu. ft i 3 74°30" 4" Solid WCTSD-3074 52KCA4 
2 : . memmert CARBOLITE 
Convection Ovens and Furnaces SHEL qa. Experts in Thermostatics Leading Heat Technology 
Provide controlled heat for drying, PROGRAMMABLE OVENS BOX FURNACES VACUUM OVENS 
baking, sterilizing, heat treating, evapo- Adaptive multifunctional digital PID-microprocessor Yield consistent tempera- Feature cross-flow ventilation, 
rating, annealing, and testing. controller with high-definition TFT-color display. Include tures throughout the overtemperature protection, 


Forced-Air Convection Ovens use adjustable overtemperature protection and 7-day working chamber zone. stainless steel chamber, and 


blowers to circulate interior air for 
uniform temperature. 


BASIC DIGITAL OVENS 


Shel Lab ovens feature microproces- 
sor temperature control and digital 
electronic timer. LSS ovens include PID 
controller and PT 100 sensor. 


No. 13R399 





No. 20H915 


= 


GRAINGER. 
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programmable timer. 
Temp. 
Volume Voltage Range 
Forced Air Convection 
Basic Digital Ovens 
13. ° ° 
Gu tt 220 15 ee C 
Ambient + egrees 
- 110 to 250 Degrees 
7.5 ° ° 
cu tt 220 15° to 260°C 
oor i Ambient +10 Degrees 
80L +10 to 250 Degrees 
Programmable Ovens 
o.f CUTE “115 At least 10°C above 
Scu tt  Wto ambient up to +300°C 


Gravity Convection 
Basic Digital Ovens 


1.9 cu. ft. At least 5°C above 
300. Tt, 11) ambient up to +300°C 
ar i Ambient +10 Degrees 
90L +10 to 200 Degrees 

Programmable Ovens 
1,1 CU: Tt, 
1.9 cu. ft. 115 At least 5°C above 
3.8 Cu. ft. 115 ambient up to +300°C 
90cu.ft. 115 

Box Furnaces 

Benchtop 

bt 220-240 1000°C 
a 
13L 220-240 é 
23, 990-240 1200°C 

Vacuum Ovens 

Analog 
0.6 Cu. ft. 120 ° ° 
17 cu.ft 120 15° to 210°C 
({iicroprocesser Control 

./ CU. Tt. ° ° 
45 cu.ft 120 10° to 220°C 


Temp. 
Accuracy 


+3.0°C @ 150°C 
+1°C @ 100°C 
+3.5°C @ 150°C 


+1°C @ 100°C 


up to 99.9° + 
/ from 100° 


up to 99.9° +0.1°C 
/ from 100° +0.5°C 
+1°C @ 100°C 


up to 99.9° +0.1°C 
/ from 100° +0.5°C 


+9°C @ 120°C 


+3.5% of set point 


ChamberChamberChamber No. of 
H W 


31" 
9.84" 


61" 


12.09. 
14.96" 
(veal 


6.49" 


20./8" 
709" 


Q" 
12° 


iz. 
18" 


30.7" 
9.84" 
30.8 


7.08" 
Vie 
19.88" 

Q" 
12° 


12° 
18" 


24.7" 
10.23" 


25° 


11.81 
12.90 
19./4" 


19.8" 
19.7 


20° 
24" 


Find even MORE on Grainger.com® 


vacuum gauge. 


Mfr. 

Shelves _ Brand Model 

3 Shel Lab SM014-2 

2 LSS — 

6 Shel Lab SM028-2 

2 LSS 

2 LSS — 

Z LSS — 

Z Memmert UF 160 Plus 

2 Memmert UF 260 PLUS 

1 Memmert UN 55 

2 Memmert UN 110 

2 LSS — 

2 LSS — 

2 LSS — 

1 Memmert UN 30 PLUS 

1 Memmert UN 55 PLUS 

Z Memmert UN 110 PLUS 

2 Memmert UN 260 PLUS 

1 Carbolite ELF11006-230SN 

— Carbolite CWF1213-230SN 

— Carbolite CWF1223-230SN 

2 Shel Lab SVACTE 

2 Shel Lab SVAC2E 

3 Shel Lab SVAC2 

3 Shel Lab SVAC4 


Item 
No. 


13R399 
32EZ27 


13R401 


32EZ24 
32EZ25 
32EZ26 


42W036 
200911 


20H894 
20H897 
32EZ28 
32EZ29 
32EZ30 


20H915 
20H916 
20H917 
20H918 


38L773 
38L779 
38L780 
39J318 
39J320 


13R403 
13R404 
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Heating 
Mantles and <=wv 


Beaker Heaters 

= 120V, except No. 21TW61 is 240V 

= Required Benchtop Temperature 
Controllers sold separately 

Provide uniform heat across the 

surface of a flask or beaker. 


HEATING MANTLES 
= Max. temp: 850°F 


Fiberglass liner is molded to fit 
snugly on round-bottom flasks. 
The heating element is topped by 
ceramic and wool insulation layers 
and a fiberglass cloth cover. 


Lower Hemisphere—For use with 
basket ring stands. 3" lead wire 
with NEMA L1-15R connector and 
4-ft. power adapter cord with NEMA 
1-15 plug. 


Wattage For Use With Mfr. No. 
Lower Hemisphere Heating Mantles 
80 SDC120JF-A, SDC120JC-A, 


80 SDC120KC-A, SDC120KF-A 
80 Flasks 

270 SDC120JF-A, SDC120JC-A, 
380 ~ SDC120KC-A, SDC120KF-A 
380 Flasks 

a SDC120JF-A, SDC120JC-A, 
0 SDC120KC-A, SDCT20KF-A 


1300 TTD999-K120+TAKN10-DA 
Spherical Heating Mantles 
0/270 SDC120JF-A, SDC120JC-A, 
140/380 SDC120KC-A, SDC120KF-A 
Table Top Heating Mantle 
210 


3// SDC120JF-A, SDC120JC-A, 
550 SDC120KC-A, SDC120KF-A 
620 
Beaker Heaters 
150 
200 SDC120JF-A, SDC120JC-A, 
250 SDC120KC-A, SDC120KF-A 
350 





Fiberglass 
No. 13P748 


Briskiieat 
Heat Tape 


= Suitable for electrically 
conductive surfaces 

= Optional Benchtop Temperature 
Controllers sold separately 


Provide fast, efficient direct-contact 
heating on any surface or body. CE 
Certified and ROHS Compliant. 


Fiberglass Heat Tape—Heavy 
insulated tape is exceptionally flex- 
ible and durable and provides rapid 
thermal response. Has power leads 
on same end. High-temperature tie- 
downs for easy installation. 


HSTAT Silicone Rubber Heating 
Tape—lInclude adjustable ther- 
mostat control. Rapid heat-up and 
thermal response. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Beaker Heater 
No. 13P744 


Heating Mantle 
No. 13N549 


Spherical—Opening adjusts for 1-, 2-, 
or 3-neck flasks on these full-coverage 
zippered mantles for basket ring stand. 
6-ft. cord with NEMA 1-15 plug, except 
Nos. 13N559 and 13N560 have 4-ft. cord. 


BEAKER HEATERS 
= Max. temp: 450°F 


Heaters wrap around Griffin and standard 
beakers and are snugged in place with 

a hook-and-loop closure. The heating 
element is laminated between two layers 
of fiberglass-reinforced silicone rubber that 
is moisture- and chemical-resistant. 2-ft. 
power leads with 2-prong NEMA 1-15 plug. 


Mfr. Item 
Brand Model No. 
Briskheat HMO0100-HS1 13N549 
Briskheat HM0125-HS1 = 13N550 
Chemglass CG-10000-02 21UG46 
Briskheat HM0500-HS1 = 18N553 
Briskheat HM1000-HS1 13N554 
Chemglass CG-10000-08 21UG57/ 
Briskheat HM2000-HS1 13N555 
Briskheat HM3000-HS1 13N556 
Briskheat HM5000-HS1 13N557 
Briskheat HM12000-HS1 =13N558 
Briskheat HM0500-SS1 = 13N559 
Briskheat HM1000-SS1  ~=13N560 
Briskheat HMO500VF1 13N565 
Briskheat HM1000VF1 13N566 
Briskheat HM3000VF1 13P742 
Briskheat HM5000VF1 13P743 
Briskheat GBH0250-2 21TW61 
Briskheat GBH0250-1 13P744 
Briskheat GBH0400-1 13P745 
Briskheat GBHO0600-1 13P746 
Briskheat GBH1000-1 13P747 






Silicone 


Rubber 
No. 13P849 
Max. Item 
Temp. Voltage Wattage W L No. 
Fiberglass Heat Tape 
120 105 5 2 Tt. 13P748 
120 209 _—1./5' ~2ft. 13P760 
120 210 5" Aft. 13P749 
120 310 oO _6 ft. 13P/750 
120 313 2.0 2ft. 13P/65 
120 418 1.7/5" Aft. 13P761 
900°F 120 420 © 8ft. 13P751 
120 620 1" 6ft. 13P756 
120 62/  =1./5' O6ft. 13P762 
120 830 1" 8 ft. 13P757 
120 836 =61./0 8 Tt. 13P763 
120 940 2.0 O6ft. 13P/6/ 
120 1254 2.5" 8 ft. 13P/68 
120 16/2 3.25" 8 ft. 13P773 
HSTAT Silicone Rubber Heating Tape 
120 144 Yo" Aft. 13P849 
120 216 Yo _Oft. 13P850 
120 288 1" 4 ft. 13P854 
120 288 2 _2ft. 13P858 
120 360 Yo" 10 ft. 13P852 
120 432 1" 6 ft. 13P855 
425°F —- 120 720 1" 10 ft. 13P857 
120 1440 2’  10ft. 13P862 
240 144 1" 2 ft. 211X411 
240 720 1" 10 ft. 21TX45 
240 864 2° _6ft. 211X48 
240 1440 2’  10ft. 21TX50 
240 1800 3°10 ft. 21TX55 


LAB SUPPLIES 
Heating Mantles, Heat Tape & DryTemp Bath 


BriskHieat 


Temperature 
Controllers 


= Accuracy: +1% FS 
= On/Off control 
= 120VAC input 


Benchtop—LDigital controllers offer 
adjustable upper and lower setpoint limits. 
Factory-installed Type J or K thermocouple 
sensors. 5-ft. input and output power cords 
have NEMA 5-15 plug and receptacle. 







Holder 


Outdoor—Mount vertically for outdoor use. 
Features audible alarm, Type K thermocouple, 
and 6-ft. input power cord. 





No. 21TV79 


Temp. Thermocouple Mfr. Item 

Description Range Type Model No. 
32° to 999°F/0° to 600°C J SDC120JF-A —_—-13P844 
Benchtop Temperature 32° to 999°F/0° to 600°C K SDC120KF-A —-13P846 
Controllers 32° to 999°F/0° to 600°C J SDC120JC-A___-13P845 
0° to 600°C K SDC120KC-A___13P847 
ee eee 32 to 999°F = TTD999-K120 21TV79 
Thermocouple, 60°L — — TAKNO5-DA 21TV80 


PRODUCTS, INC 


DryTemp Bath 


= Temp. range: ambient +5° to 150°C 
= Thermal uniformity (with 

lid): +1.0°C at 95°C 
Dry bath features digital temperature 
control. Combine with a bead block for 
optimal temperature uniformity and 
accuracy while incubating common 
lab vessels, including microfuge 
tubes, test tubes, microplates, and 
slides. Single bead block holds 0.25L 
of beads. 3%4"L x 3"W x 3"H. Double 


DryTemp Bath 
with Bead Block 


bead block holds 0.5L of beads. 334"L 
X 6"W x 3"H. 


GLASS THERMOMETERS 


Designed for use with block heaters 
and water baths. 


Item 
Description H W D Brand No. 
DryTemp Bath, 120V a2 8.7" 10.3" Lab Armor 12L054 
> CHOOSE: Item 
Deseription Color : Brand AeeeO 
Bead Block - Single ab Armor 7 
Bead Block - Double Black, Blue, Gold, Red, Silver Pap Armor H7281 
Beads, 2L Lab Armor _12L039 
Beads, 4L Lab Armor 12L040 
Scale Item 
Description Temp. Range __ Divisions L Brand No. 
Glass Thermometers for Block Heaters ane Water Balls ; oo - — 
° to i mm ermco 
Liquid In Glass Thermometer 95°49 57°C 29°F 175mm Thermco _5ZPF5 
suey Ae mM. Proto 2°F 225mm Thermco 5ZPF8 
LO OD KR MOR Bath with Beads 


No. 12L046 


Bead Baths 


= Temp. range: ambient +5° to 80°C 

= Thermal uniformity: +1.0°C @ 37°C 

= Digital display 

Bead baths are more energy efficient than water 
baths and provide precise, uniform temperature control. Protect samples from 
contamination and easily hold vessels upright in place. Safely incubate multiwell 
plates and petri dishes without water wicking under their lids. 





Item 
Description H WwW D No. 
120V 
Bead Bath, 6L 8.5" 15.9" 12.3" 12L043 
Bead Bath, 14L 8.5" 15.9" 16.5" 12L045 
Bead Bath, 20L 8.5" 15.9" 20.20" 12L047 
Bead Bath, 6L, includes 5L of Beads a5" 15.9" 12.3" 12L042 
Bead Bath, 14L, includes 12L of Beads 35° 15.9" 16.5" 12L044 
Bead Bath, 20L, includes 15L of Beads a 15.9" 23.20. 12L046 
230V 
Bead Bath, 6L 8.5" 15.9" 23: 12L049 
Bead Bath, 14L 8.5" 15.9" 18.5" 12L051 
Bead Bath, 20L 5.5" 15.9" 20:25" 12L053 
Bead Bath, 6L, includes 5L of Beads 6.0" 15.9" 123° 12L048 
Bead Bath, 14L, includes 12L of Beads 8.5" 15.9" 18.5" 12L050 
Bead Bath, 20L, includes 15L of Beads 8.5" 15.9" 2020. 12L052 


LAB SUPPLIES Scan. Order. Done. facn 
Chillers, Circulators & Baths Details on page A1. 
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THE TEMPERATURE GONTROL GOMPANY 


Heating and Refrigerated 
Circulators 


Open Heating Bath Circulators—Quiet running units 
are designed for internal applications in the circulator 
bath tank. Circulator can be removed for easy cleaning 


Chillers “ PolyScience’ 


= For additional chillers, 
see Grainger.com® 


Benchtop Chillers—2.65L reservoir 
cools multiple benchtop rotary evapora- 
tors simultaneously. 





No. 12C358 ; of the bath tanks. Include bright, white, and easy-to- 
Chillers—Microprocessor-controlled . | read display 
instruments with adjustable pressure “ae > oe ; . 
No. GVMV4 and flow rates for common heat-removal io} §& Ul) Heating Circulators with Open Bath—for internal 
applications. —— and external temperature applications with transparent 
No. 45LN92 or stainless steel bath tanks and pump connections. 
Temp. Flow Mfr. Item 
sees ETT Cap. Rate Pump Type Model No. Refrigerated and Heating Circulators—Designed for routine work and stan- 
eae 0.7L 14.8Lpm Centrifugal  LS51M11LB10C 120362 dard tasks in laboratories and industrial environments. Run quietly and feature 
0.7L 9.8Lpm Turbine LS51TX1LB10C 120364 a bright, easy-to-read display, external pump connections, and USB connection. 
10° to 30° 0.7L 13.2Lpm Eulo IMATE TOG. 12030) Cooling coil utilizes a design that yields more usable space in the bath tank 
a to3tG 0.7L 79LPM —— Gentrityqal __EM61GXILB10C 126360 9 g y pace in the bath tank. 
5° 10 50°C 0.7L 13.2Lpm g MM71MX1LB10C 120359 Chamber Mfr. Item 
0.7L 7.9Lpm MM71GX1LB10C 12C358 Temp. Range Material H W L Model No. 
Chillers Open Heating Bath Circulators 
4.2L 15.5Lpm 6260M11LB10B 12C365 Plastic, Stainless Steel; 5.9" 5.9" 5.9" 9011305  45LN92 
4.2L 15.5Lpm _., 6560M11LB20C 120369 é r Plastic 7.8" 11.8" 13.7° | 9011327  45LN95 
4.9L 15.5Lpm Magnetic Drive e7eoo1LB30D 12€371 20° to 100°C “stainless Steel 59° 118" 137" | 9011419  45LN99 
4.2L 15.5Lpm 6160M21LB30D 12C373 Stainless Steel 7.8" 11.8" 13.7" | 9011427  45LP01 
4.2L 9.8Lpm 6260P11LB10B 12C366 Heating Circulators with Open Bath 
40° to 40°C 4.2L 9.8Lpm Positive 6560P11LB20C 120370 20° to 100°C Plastic, Stainless Steel! 5.9" 5.9" 5.9" 9012305  45LP03 
4.2L 13.2Lpm Displacement 6760P41LB30D  12C372 Plastic, Stainless Steel, 5.9" 5,9" 5,9" 9012405 45LP06 
4.2L 13.2Lpm 6160P41LB30D 120374 Plastic, Stainless Steel| 5.9" 11.8" a 9012413 45LP07 
4.2L 13.2Lpm 6260111LB10B  6VMV4 20° to 150°C Plastic, Stainless Steel! 7.8" 11.8" i 9012417 45LP08 
4.2L 13.2Lpm Turbi 6560T11LB20C 6VMV6 Stainless Steel 5.9" 11.8" 13.7° | 9012419  45LP09 
4.2L 13.2Lpm ae 6760T21LB30D  6VMV7 Plastic, Stainless Steel! 11.8" 12.9" 11.8" | 9012439  45LP12 
4.2L 13.2Lpm 6160T21LB30D 6VMV8 Refrigerated and Heating Circulators 
é a Positive -25° to 150°C Plastic, Stainless Steel} 5.9" ald 5.9" 9012703 45LP19 
ery 13.251 13.2Lpm Displacement _S860P46LB70D 120376 -30° to 150°C __ Stainless Steel 59 86" 5.9" | 9012704  45LP20 
dulobo iW 





scientific WwW PolyScience’ 
Baths and Circulators 


Provide exact, stable temper- MX (Basic) Controllers— 
ature control. Have 3 control buttons, 


Water Baths—Ideal for alarm, and fault indicators. 
heating and maintain- = Closed-loop external 


ing temperature-sensitive circulation 
samples. LW Scientific = Single pump speed 
models include touchpad Standard Digital 
digital controller and red LED Gontrollers—LCD 
display. Polyscience general = touchpad, alarm, and 
purpose water baths feature _ fault indicators. RS-232 
digital display, timer modes, — connectivity. 
and memory function. = Closed-loop external 
circulation 
= 2 pump speeds 


Chillers 


Feature splashproof 
keypad and large, 
bright LED display. Easy 
to fill and drain. 


| No. 494F23 





F Series—Designed 
with filling level indica- 
tor. May be used with 
water, water/glycol, 


and Julabo Thermal EG | No. 12C221 
No. 41V515 bath fluid. 


FC Series—Have adjustable ratio for feed/return temp., 
upper/lower temp. warning function with interval tone, 
and integrated protection from freezing and dry running. 
Designed with self-test, reciprocal sensor monitoring, and 
pump motor and compressor overload protection. RS232 
interface for online communication (LIMS capability). 






P ; Pies tr a Chamber Item 
FL Series—Feature microprocessor PID temperature capac jecurary_Range alte ee ae Ll : Sand LE 
control, filling level indicator with alarm, and powerful 10L_+0.2°C_ Ambient 10LpM purine 10L 6 12°. 10 ___«ABUA82 
immersion pumps for continuous operation. Include inte- 20. +0.2°C «1°, 2oLpm Stainless Steel = 20. «| «6 = ta." 11.4" | WW Scientific pe yags 
grated stainless steel bath tanks and front drain. RS232 2L -+0.25°C 2Lpm 2L 6" 4.3" 6" 494F23 
interface. OL +0.25°C_ Ambient _ 5Lpm Stainless Steel BL 6" 10.8" 6" 494F24 
TOL +0.25°C +5°to 10Lpm = ‘poy TOL 6" 11.6" 6" | Polyscience  494F25 
Temp. Flow Amps Trade Mfr. Item 20L  +0.25°C 99°C —20Lpm : 20L 6" fA 6" 494F26 
peas Cap. Rate AC Name _ Model No. 28L __+0.25°C 28Lpm 28L 8" ire 8' 494F27 
Team ft Been = — Feet a me a 
or agen —/- pm — 50 4 — en 
0° to 40°C 95. 93Lpm — F000 9620100 41V431 Refrigerating/Heating Circulators 
FC Series MX (Basic) Controllers 
-20°to 80°C 8L 20Lpm 7 FC600 9600060 41499 -20° to 135°C ie 6.18" 5.59" 6/6" Polyscience 120221 * 
-{0°to 80°C 8L  22Lpm 10  FC600S 9600063 41V501 30° to 135°C 15L 5.5" 10.88" 842" | Polyscience _ 120237 
-20°to 80°C 11L 20Lpm 10 FC1600 9600160 41V502 20L 9.85" 5.5" 92%" | Polyscience 120247 
-15° to 80°C TiL_ 22Lpm_— 14 —«FC1600S 9600163 41V503 Standard Digital Controllers 
-L Series T1L 28Lpm 15  FC1600T 9600166 41V504 “00° to 170°C aL 618° 559° 6%" | Polyscionce 420228 7 
-3(9° ° ‘ " 11/5" 
45L 5Lpm 6 FL300 966000341515 GSIERE Rts T5L o.0 10.88"  8'%32" | Polyscience 120238 
8L 23Lpm 10 FL601 9661006 41V516 MX (Basic) Controllers 
bet te Eo eo VEO 7L 618° 559°  6%e" | Polyscience 120262 
Sane le m 15 7 17 41V519 ° ° 
-20° to 40°C 5 OBB aT VETS epi Ne 20L 55" 12.43" 9272" | Polyscience 120274 
17L 40Lpm 10  FL1703 9663017 41V520 Standard Digital Controllers 
30L_ 40Lpm 13 FL2503 9663025 41V521 Ambient 410° to 170°C 7L 6.18" 5.59" 6%6' | Polyscience 120263 
30L_ 40Lpm 11 FL4003 9663040 41V523 15L 5.5" 10.87° 8'%2" | Polyscience 120269 
-15° to 40°C —30L 60Lpm 16 FL2506 9666025 41V522 * Horizontal. ¢ Vertical. 
640 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the wy. Find Solutions. Find Great Prices. Autoclaves & Glassware Washers 
Benchmark 
Z f H ™ 
Tuttnduer - BioClave’" Research 
= Benchtop Autoclaves 
Provide automatic, full-cycle operation—fill, sterilize, 

_ | exhaust, dry—at the push of a button. Self-contained | 
reservoirs for clean and used water do not require | 
direct hookup to water service. Chamber pressure, 

_ | temperature, and cycle state/remaining time are 

. shown on large, clear digital displays. Safety interlock 
keeps door closed until pressure reaches 0 psi. Include 
Analog stainless steel rack, trays, tray handle, draining hoses, 
No. 332217 and spare door gasket and fuses. 
9) heidolph north America Standard 4-cycle options are preset for sterilizing liquids, wrapped instruments, or No. 9V3914 
' peericeny unwrapped instruments/plasticware, and can be adjusted as needed for special appli- 
cations. 5th option, Dry Only, can extend drying time at the end of a cycle. A USB drive 
Benchtop Autoclaves . can be inserted and used as a method for storing a report of the cycle. CE Certified. 
Self-contained design eliminates external plumbing and 
a : : Temp. Chamber Chamber Item 
hardwiring. 316 stainless steel chamber ensures high Description Cap. Watts Range Dia. L No. 
corrosion resistance. Fast exhaust allows quick cycle Mini Autoclave 8L 950W 121°C or 134°C 6%" 1272" 8NAD4 
time of solids and slow exhaust prevents media and Autoclave 16L 1600W 121°C to 134°C 9 13% gv391 


liquid boil-over. Closed-door drying system maintains 
sterility. Drying cycle removes residual moisture after 
sterilization. Continuous pressure purge eliminates air 
pockets. Large-capacity water reservoir helps avoid 
frequent fill-ups. Auto shut-off feature saves energy. 
Standard safety features include a heat-insulated, 
double locking door; automatic low-water level shut- 
off; over-temperature cut-off; and over-pressure valve. 
UL Classified. 


Analog—Manually-operated sterilizers include a 
60-min. cycle timer, temperature selection from 100°C 
to 134°C (212°F to 273°F), and combination pressure 
and temperature gauge with peak indicator. 





Electronic—Digital display shows temperature, pres- 


——=— 








sure, and running time. Up to 59-min. sterilization , ) WT: Yeo \ (co) 
time and temperature selection from 105°C to 137°¢ | Glassware Washers 

(221°F to 279°F). In-line particle filter protects valves. = 115V washers SteamScrubber°— 
Low-water alarm sounds when reservoir needs refilling. | , Programmable drying Designed to wash and 
Feature electronic pressure and temperature sensors. time up to 250 min. dry beakers and other 
Standby heating keeps chamber warm for quicker = 7 preset and 2 custom cycles wide-mouth or specialized 
cycles. Models with printer meet GLP requirements. = 34" FNPT hot tap glassware. Includes upper 
pouches, pipette racks, and instruments. = See Grainger.com® = Rinse temp.: 180°F (82°C) 

: oni canes pianiley ve _ for accessories ScrubAir™—Thoroughly 

ap. atts ia. 0. : oo : 
Analog Autoclaves Dual washing and draining pumps ~— washes and dries pipette 
19L__1400_— 9d OMe 20982219 Purified water pump brings nonpres- air andwat 
19L 1400 9Y%s" 161% 6" 220 332220 ne compressed alr and water 
23L 1400 OV%a" 161346" 120 332227 surized or pressurized purified water clean the interior while water 
te 5fay"! P < . - 

a a a recirculation rate. Fine-mesh drain tha outside. C ai 
65L 2400 15 20 220 33ZZ38 the outside. Compressed air 
BAL 9400 15°. 27%" 2220 337741 filter traps debris. 304 stainless steel  grias pipettes in about 4 hr. 

Electronic Autoclaves construction. Steam cycle penetrates 
19L 1400 9%s" —-16"%e6" 120 332221 and faniaies died Yecidiic compared to up to 17 hr. with 
19. 1400 a" 161% 6" 220 33ZZ23 : traditional overnight oven 
23L 1400 9%s" 161% 6" 220 33ZZ36 ©_ drving. No. 39GA84 has a 

34.4L 2200 121%" 187542" 2:20 332246 FlaskScrubber Includes lower ait heater that decreases 
65L 9400 15" 50" 990 337739 spindle rack for direct-injection neat 

f - 400 ca 7 Eu 220 332243 cleaning and forced air drying for the drying time to 2 hr. 

ectronic Autoclaves - odels i = 3 preset cycles and ; 
23.1400 9¥'—16'%e' —«120~=—=——«338ZZ28 Beles plete Ol Daliaw-nernee na et a cvedicink ScrubAir™ 
84. 2400 15° 27%" 220 332245 glassware. ee. 

Electronic Autoclaves w/Printer = Rinse temp.: 180°F (82°C) = Rinse temp.: 140°F (60°C) 

19. 1400 9s" 16'%6' 120 33ZZ22 

19L 1400 9%s" 161% 6" 220 332224 ah Mfr. Item 

23L 1400 94a" 16%" ~—«'120 332233 Flack Scrubiier Description W H Model No. 
Ya" 13/6" 

a ann ee je a se Standard Undercounter 24.1" 34.1"to 36.1’ 4420320  9RAQ9 
65L 5400 15" 50! 590 337240 Standard Undercounter, w/Viewing Window & Light 24.1" 34.1"to 36.1" 4420330  39D573 
BAL 5400 15" 57 Vea" 590 337742 Undercounter, Low Rack, Fits ADA Height Cabinetry 24.1" 32.9" to 34.9" 4578120 36K074 

‘ , ba Undercounter, Low Rack, w/Viewing Window & Light, Fits ADA Height Cabinetry 24.1" 32.9"to 34.9" 4578130 36K076 

Electronic Autoclaves w/Printer - EA Models SteamScrubber 
TOL 1400 Ys" Ge" 120 332226 Standard Undercounter 24.1" 34.1"to 36.1° 4400320 8FYM8 
23L_ 1400 a" 166" _—120 332230 Standard Undercounter, w/Viewing Window & Light 24.1" 34.1" to 36.1" 4400330 39D574 
84L__—-2400 15 27%" __220 332247 Undercounter, Fits ADA Height Cabinetry 24.1" 32.9" to 34.9" 4578020 36K070 

Environmental Electronic Autoclave w/Printer Undercounter, w/Viewing Window & Light, Fits ADA Height Cabinetry 24.1" 32.9" to 34.9" 4578030  36K072 
23L 1400 9%s"—-161%e6" 220 33ZZ35 ScrubAir 

Kwiklave Electronic Autoclave w/Printer Benchtop 14.3" cab 4612020 39GA79 
23L 1400 9%s" 16 %e6" 220 332231 Benchtop, w/Heater 14.8" Bil 4612021 39GA84 
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Scan. Order. Done. 
Details on page A1. 


LAB SUPPLIES 
Ultrasonic Cleaners 





Benchtop Ultrasonic Cleaners + CD. 


High-efficiency, tabletop units use high-frequency sound to safely clean instruments, parts, 
equipment, and other items. Models have display, digital timer control, heater with max. water 
temp. of 176°F (80°C), and a removable basket. Ideal for cleaning lenses and other optical parts, 
dental and surgical instruments, electronics, tools, pens, firearms, jewelry, and golf clubs. 








No. 32V120 
Tank Tank Tank Tank Timer Item 
Cap. H W D Range No. 

0.8 gal. 4" 6%" 31/6 1 to 99 min. 32V118 
1.59 gal. 6" C 52%,0" 1 to 99 min. 32V119 
3.12 gal. 6" 13" 52%,0" 1 to 99 min. 32V120 
7.13 gal. 20°5%6a" 12564" 7h { to 99 min. 32V121 

BRANSON === RAYTECH Elma SHIRACLEAN - 

Ultrasonic Cleaners A oe 

= Operation requires a basket or tray for both Branson and Elma = Mugonuowe 

Ultrasonics models, sold separately. Search on "Branson Baskets" or . A 
"Branson Trays" or "Baskets for Elma Ultrasonics" on Grainger.com® Alconox 

Inaudible ultrasonic vibrations safely clean metal and plastic instruments, No. BRANSON — No. 

machinery, and parts. Size, timing, and heat options are available for a one . 42W983 

variety of industrial and laboratory cleaning tasks, and models include a 

cover. 

Spey Branson models can be used for cleaning, degassing, and sample 
patria preparation. Feature 40 kHz sweep frequency, industrial transducers, and 

a set time or hold feature for continuous cleaning. Digital models have 

Hi/Low power, temp. control, and automatic programming. Just set the VWALCONOX 

temp. and timer for degassing and cleaning cycle. Model will start when | BRANSON ciiicaicicaning expen 

it reaches set temp., then shutoff when timer reaches zero. 7 7 

= Elma® models feature multimode operation for standard and more Ultrasonic Cleaning 
mon sevenS demanding jobs. Digital units have dual 37 and 80 kHz frequency, Concentrates 

Normal/Pulse/Sweep/Degas/Power Control settings, and Pause current Designed for maximum effectiveness with ultrasonic 

application. 1- to 60-min. timer. General Purpose models have 37 kHz cleaners 

frequency, Pulse/Sweep settings for cleaning and mixing. 1- to 30-min. 

timer. No. 36C021 also offers 37 kHz frequency, Degas/Heat/Sweep OPTICAL CLEANER 


Removes polishing compounds from glass and optical 
surfaces before coating deposition. Also removes soils, 
fingerprints, cerium oxide, pitch, and blocking waxes. 


Am) Control settings, adjustable temperature plus auto-start feature. 


Note: 230V products are available on Grainger.com; search for "230V ultrasonic cleaners." 














Tank Tank Tank Tank Mfr. Item 
Mechanical Timer, 1200 ae acre a METAL CLEANERS 
05 
: gal. 5Y," 5%, Branson CPX-952-116R 39J351 
= 0.75 gal. 4" aa Brencon CPX-950-216R 391355 Metal 1 works on copper, brass, and Steel substrates. 
e T5gal. 6" 11%" 6" Branson CPX-952-316R  39J359 Removes cutting and polishing oils and makes soils easy 
No. 36C027 2 oa a : ad 11%" Branson CPX-952-816R 393367 
echanical Timer, Metal 2 and 3 work on ferrous metals, copper, and stain- 
Ult F , 500W/40,000 Hz, Drain Functi aah 
; se is ame: ve a tty 7631734 20x074 | less steel, plus alloys of copper, steel, and titanium. Metal 
echanical Timer Plus Heat, 1 3 acts as an emulsifier to prevent soil from redepositing. 
a oe é _ 
gal. : 2 ranson -952-21/ 5 = 
1.5 gal. 6" 1114" 6" Branson CPX-952-317R 393360 GENERAL PURPOSE CLEANER 
25gal. 6 11%" 9" Branson CPX-952-517R 393364 Removes soils, fingerprints, dust, light oils, and greases. 
55gal. 6 19% 111% Branson CPX-952-817R 393368 
Digkal pontrol Tus Heat & Taner, 120V INDUSTRIAL-STRENGTH CLEANER 
i/Low Power, Sleep Mode, 1 ; ' : 
Lu gal a ae pans aca a st Removes grease, oils, and particulates from mechanical 
19 gal. 2" 272 ranson -992- o/ ; ; i 
iS gal. 61 a Boncon CPX-950-318R 39364 components. Cleans shop oils and light carbon deposits 
2.5gal. 6 11%" gy" Branson CPX-952-518R 39365 from valves and fittings. 
55gal. 6 19% 111% Branson CPX-952-818R  39J369 
pigiital Control w/Dual Frequency Plus Heat, Timer and Extra Power ALCONOX® 
rain ‘ P 
No EoHKaS 23.8 gal. 1134" 23%" 19454" Elma Ultrasonics S900H 36C021 Concentrated powder removes soil, grease, oils, solvents, 
: Multi- “Frequency 37 or 80kHz, Drain, Variable Power j i 
O7 gal. 3% 998 51%" "Elma Ultrasonics P30H 360022 chemicals, blood, and tissue. Use on glass, metals, 
1 5 al 574 1 572 Elma Ultrasonics POOH 360023 ceramics, plastic, and fiberglass. 
8 gal. Re Ze 91342" ma Ultrasonics rg 4 
3.3 gal i i is Ei aime Ute sab ahh CITRANOX® 
H 7A" 5a" t : Ai ; i 
74 os FA 1 Te Ene Ultcccrics P3008 366007 Contains acid ingredients for removing scale, metal 
General Purpose, Heat & Timer Plus Cleaning & Mixing Modes oxides, salts, and inorganic residues. Phosphate-free. 
O.25gal. 2%" 712" 3'%4" Elma Ultrasonics Elmasonic EP10H 52RX42 
0.25 gal. 2%" 7%" 3'%a" _ Elma Ultrasonics ElmasonicEP10 52RX43 Item Pkg. Case 
O.5gal. 3%" 5%’ 9'%32' Elma Ultrasonics Elmasonic EP20H S2RX44 Description Size Brand No. Qty. ty. 
0.75 gal. 3% 9% 9'%2" Elma Ultrasonics Elmasonic EP30H 52RX45 Optical Cleaner 1 gal. Branson 3KWF1 4 = 4gal. 
Tgal. 52 9%" 5 Elma Ultrasonics Elmasonic EP40H 52RX46 Metal 1 Cleaner 1gal. Branson 3KWF7 4 = 4gal. 
25 tal. — S74" 119s" 990" — Elma Ultrasonics Elmasome EP100H ganas | —Wetal Cleaner L gal. Branson aRWaT 4 4 gal 
9 gal. 8 4 32 Metal 3 Cl Tgal. B KWG4 4 4oal. 
3.5 gal. 7/4" 119" 91%2" Elma Ultrasonics Elmasonic EP120H 52RX49 ee Cgane Toe Bee aKWR tT 
2 gal. 7% 12%" — 11'%e6” Elma Ultrasonics Elmasonic EP180H 52RX50 Industrial-Strength 
7.5gal. 7%" 19%"  11'%6” Elma Ultrasonics Elmasonic EP300H 52RX51 Cleaner 1gal. Branson 3KWG7 4 4gal. 
Dual Frequency, Pulse, Sweep and Dynamic Functions, Heater, Drain 4b Alconox 42W979 9 = 
7.9 gal. 11%!" 1197" 11%" Elma Ultrasonics Xtra ST 300H _53KA45 55 |b Alconox 42W980 4 — 
13gal. 19%" 11%"  11'%6 Elma Ultrasonics XtraST500H  53KA46 Alconox, Powder 50 ib Al 40wo81 4 — 
15 gal. 13%" 199%" 13" Elma Ultrasonics XtraST600H 53KA47 “a0 TE cones woes 1 
22 gal. 1934" 1934" 13" Elma Ultrasonics XtraST800H 53KA48 ao = 
No. 53KA41 33.3 gal. 1334" 2354" 13" Elma Ultrasonics XtraST1400H 53KA49 Alconox, Liquid gal. Alconox 42X026 1 — 
42.8 gal. 17%" 23% 233%" Elma Ultrasonics XtraST1600H 53KA50 15 gal. Alconox 42x027 1 — 
67.4 gal. 20%" 29%" 253%" Elma Ultrasonics —_XtraST 2500H _53KA51 Gitranox Powder 0.502 Alconox 42W985 12 — 
Drain, Hinged Lid, Filtration, Heater, 4000W Ultrasonic Power a 300 Ib. Alconox 42W983 1 — 
90 gal. 14". 34' 18" Shiraclean TVT-045G 53KA41 Citranox, Liquid 55 gal. Alconox 42X028 1 — 
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LAB SUPPLIES 
Microscopes 





CG “se 
Digital 
Microscopes 


MIDAS® Color handheld 
inspection system captures 
and documents images using 
a polarizing filter and 5.0 MP 
USB 2.0 camera. Has a monoc- 
ular eyepiece and is used for 
inspection, verification, and 
examination in criminology, 
restoration, currency, and 
gemstone and mineral applica- 
tions. ESD-safe. Each includes 
Windows® and Mac® software 
plus instructions. 





a. 


@) 

i 
| i’ 
| ined 


No. 5CHG5 





No. 5CHG6 


Optical Maximum 
Magnification Light Magnification Working Horizontal Vertical Mfr. Item 
Range Source Capability Distance Extension Extension Stand Type Model No. 
— —_— — MIDAS  5CHG5 


6342" 6332" 





No. 35Y979 


LW 


Scientific 





«aS. 


Microscopes 


Instruments for use in research laboratories, 
industrial processes, clinical analysis, and 
educational configurations. 


Clinical—Can magnify up to 1000X with 
100X oil immersion lens. Includes dispersion 
filter and blue/yellow/green filters. Used 

for diagnosis and to identify pathogens in 





No. 35Y974 


Single Arm : 
Boon MIDAS-ST 5CHG7 


No. 32WA95 


hospitals, medical and veterinary clinics, 
research laboratories, and universities. 


Zoom Stereo—Gives two paths of light, 
allowing a 3D view of the specimen and 
provides focus and clarity for critical appli- 
cations, such as dissection, microwelding, 
examining fossils and minerals, and in 
medical and biological applications. 


Optical 
Microscope Magnification Eyepiece Light Base Mfr. Item 
Type Range Type Source Dimensions Brand Model No. 
Clinical Microscope 
= 40X to 1000X Monocular ees 5Y" x 5" LSS = 35Y979 
Dual Magnification Stereoscopes 
Stereo 10Xto30X Binocular LED 6"x8%" LW Scientific a 45UA30 
Stereo 10Xto30X Binocular None  6%"x9" LW Scientific eae 45UA31 
Zoom Stereo Microscope 
Stereo 7Xto45X Binocular LED 8"x10%" LW Scientific ne 45UA29 
Microscopes 
= 90X to 40X Binocular LED = LSS — 35Y972 
Stereo 20X to 40X Binocular — — LSS — 35Y974 
Stereo 7X to 45X Binocular — — LSS — 35Y992 
= 0.67Xto45X Trinocular — 'Y%%'X Accu-Scope 3076-PFS  32WAB4 
= 0.67Xto45X Trinocular LED «=X Accu-Scope 3076-LED + 32WA95 
= 0.67Xto45X  Trinocular —  10"x20%c" Accu-Scope 3076-BS  32WA96 
Stereo 8Xto35X ‘Trinocular LED = LSS 35Y988  35Y988 
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No. 6PTJ6 





w GAS. globe Heathrow Scientific 


Microscope Storage and Slides 


Item Pkg. 
Includes Color Thickness Material Brand No. Qty. 
Microscope Slides 
75 x 25mm 
Plain — imm White Glass LSS 20F84/7 /2 
Clipped Corners — imm___White Glass Loo 20F849 /2 
Single Frosted —_ 1mm___White Glass LSS 20F854 /2 
Premium — 1mm White Glass So 20F855 /2 
Premium White imm _ White Glass LSS 20F856 /2 
Superfrost Excell White %mm White Glass LSS 20F85/ /2 
Double Frosted — imm White Glass LSS 20F859 /2 
— White 1mm__ White Glass Loo 20F860 /2 
GroundEdges White 1mm a ae LSS 20F862 72 
ground Eciges — Imm — Green Glass LSS 20F863 7/2 
round Edges, 
Clipped Corner Clear 1mm __ Green Glass LSS 20F865 72 
clined ces. Frosted 1mm Green Glass LSS -20F866 72 
Ground Edges Frosted imm __ Green Glass LSS 20F867 /2 
25 x 75mm 
— Clear 1.1mm Glass Globe Scientific 46AW45 144 
— Orange 1.4mm Glass Globe Scientific 46AW49 144 
— Yellow 1.4mm Glass Globe Scientific 46AW53 144 
— Aqua 1.1mm Glass Globe Scientific 46AW57 144 
— Lilac 1.1mm Glass Globe Scientific 46AW61 144 
— White 1.1mm Glass Globe Scientific 46AW65 144 
— Frosted 1.1mm Glass Globe Scientific 46AW69 144 
— Pink 1.1mm Glass Globe Scientific 46AW73 144 
— Clear 1.1mm Glass Globe Scientific 46AW77 72 
— Gold 1.1mm Glass Globe Scientific 46AW81 72 
Cover Slip 
22 X 22mm 
0.13- a 
— — Borosilicate LSS 20F846 180 
0.16mm 
Glass 
Microscope Cover 
24 x 50mm 
= — term White Glass LSS 20F841 65 
Microscope Cover Slip 
0.13- - 
— — 946mm Borosilicate LSS 20F845 69 
Glass 
Item —~Pkg.. 
No. of Slots W L Brand No. Qty. 
Slide Mailer, Reuseable, Polypropylene 
5 4" 634" Heathrow Scientific 6PTJ6 25 
Slide Boxes, Molded Plastic w/Foam Lining 
3" —_— Heathrow Scientific 8WZU8 1 
25 3" _— Heathrow Scientific QNP65 1 
100 634" — Heathrow Scientific 8CEK2 1 
100 634" — Heathrow Scientific 9X325 1 
Slide Boxes, Polycarbonate w/Foam Lining 
100 14%" BY." Heathrow Scientific 6PTJO 1 
sae 
DIVERSIFIED) 
Microscope 


Storage Cases 


Solid oak, hardwood, and oak 
veneer construction with a chem- 
ical-resistant and UV-resistant 
finish. Solid oak framed glazed 
doors are hinged with 3-pt. 
locking handles. 2 fixed and 3 
adjustable 1"-thick shelves with 
weight capacity of 40 Ib./sq. ft. 





Adjustable wire dividers allow for No. 8RU8S3 

storage of microscopes of various Overall Overall Overall Item 

sizes. No. 8GKYO holds up to 15 7 a —— ala 

microscopes, No. 8GKY1 up to 20, 84" 36" 16" 8GKY1 

and No. 8RU83 up to 30. 48" 8RU83 
643 











Scan. Order. Done. 
Details on page A1. 


LAB SUPPLIES 
Balances & Moisture Analyzers 















Ad t Seri ) 
venturer Series Lab Safety Supply 















CX Series 
No. 36TW2 
a No. 49DF49 No. 54YT12 
Weighing Surface Overall Dim. Mfr. Item 
Cap. Readability D W L W H Brand Model No. 
; Analytical Digital Balances 
HCB Series Adventurer Series 
FA * No. 3JKJ8 120g  0.000ig_ = 34" 3%" Vea" 131% 6" 1325%a" Ohaus AX124/E 36TW26 
: EX Explorer Series 
ones SHEIADAM * GAL. 1209 0.00019 3% 3% 15%" Ove" 138¥" Ohaus EX124 _13P610 
. — 220g  0.000ig ~~ 34" 3%" 15%" 97a" 135%eu" Ohaus _ EX224—-13P 611 
320g  0.000ig 3%" 3%" 15%" Oa" 135%s" Ohaus ——EX324—- 13P612 
Analytical and Precision Balances pane eae 
Adventurer® Series—Color Lab Safety Supply®—Features Adventurer Series a) gg a Ama -S6TW 
: ‘att ‘he aus 
touchscreen lets you access 9 appli- application modes for weighing, 52009 aN a ee ae 
cation modes including weighing, percent weighing, parts counting, 1500g_ —0.01g 7'%e BY" Vea" 131% 6" 315% 6" Ohaus AX1502/E 36TW28 
parts counting, percent weighing, = check weighing, display hold, accu- ean Ae Tie oe oe ome ome Ohaus AX1502NIE S6TW20 
animal/dynamic weighing, and mulate, and totalize. 42004 0.0%g ry BIR OI ABA 8A Ohaus AKADO2- BET WAD 
density determination. Analytical ‘ , 4200g _—_—0.01g 7'%e BA 9V¥4" 13'%6' 31%6" Ohaus AX4202/E 36TW43 
model has 2 draftshield doors that C8 Series—Balance provides - 42009 O.ig 7i%e =i’ SCs" «131% 6" ~—<315%e" Ohaus AX4201/E S6TWAT 
‘decaar neti cidee | basic weighing functionality. Built 82009 O.1g 7i%6' 6°  -‘9%s" 13°46’ 31540" Ohaus AX8201/E 36TW57 
open Wide on Hoth sides Tor Sample with slim, stackable design, and EX Explorer Series 
placement. USB ports in front for an eniarced platform. Alea (aatures 420g 0.0019 — 5Yes" 15%" 97s" 135%a" Ohaus EX423 —-13P614 
loading data and in back to connect nlarged p soar 1100g 0.001 — 5%es' 15%" 9%ea" 13564" Ohaus EX1103 13P616 
hahal ra Trey stability indicator, mechanical and 42009 (0.01 8" 7¥ 15%" 9%s" 3.2%" Ohaus —«EX4202 ~—s- 13618 
en 0a Pv. Include software overload/underload protec- 10,2009 _0.1g 8" 7% 1515" 9%s" 32%" Ohaus EX10201 _13P622 
é : T/o" Y," T/Ae" 27/a5" 23/95" 
adapter. Honcand autocchulcofk & Wabatteries 3.0009 Tipe a ; abu 12%" 176" 142%" 42342" Ohaus 30057101 19ZD65 
EX Explorer Series—Large 5.7" _ included. 120g (0.001 — Alfe' 9%" 230" 3 7%a" Adam ~=—HCB 123 —- 3JUKJ8 
_ ; 150g _-0.005g — Ave 9%" 6%" 3 %a" Ss Adam =~ HCB 153 ~—-3JKK1 
full color rarer ee CX Series—These balances have a 600g 0.02g — Ave" 9%" 62340" 3%s" Adam ~~ HCB 602 —3JKK7 
IS removable. Nas 1o appica- battery life of up to 1,000 continu- 1000g —-0.01g — Ae 9%" 6% 2" 3%s' Adam ~~ HCB 1002 3JKK9 
tion modes, 21 weighing units. aes ; 15009 0.059 — Ave" 9%" 2340" 37a" ~~ Adam ~=HCB 1502 = 3JKL2 
, ous hours, allowing for uninterrupted = iy. 7a 23/0! 7 
accel | operation. They feature slim, stack- Portable Digital Balances 
Static glass, flip-top and large sid@ she, and lightweight design. The Lat Safety Supply 
entry doors on top-mounted bear- ne 200g 0.01g 5%" A4%a" B10" Bs I% a" ~—sSLSS~— 30467949 49DF46 
streamlined 2-button operation 400 0.1 5% 7 —«BTYo”—~—SC«**~SC*«*«MHa*” SCS ~—~=«30467950 4QDFAT 
ings on 3 and 4 place balances. 4 g 19 : : = a 
carannableiouchicsesoncora tar means that the balance can be 600g 0.19 534" 7V3" 81549" 8" 21%" LSS __—- 30467951 49DF48 
prog operated easily, and large backlit 20009 01g S47 8%" BY 2%" LSS 30467952 49D F49 
hands-free operation. ne 6000g 1g 5% 7%" 81%p 8 21%" LSS 30467953 49DF50 
LCD display enables easy viewing of eR Series 
Adam Equipment HCB weighing results. 3AA batteries are 2009 0.19 a 5" 5" 8' 2 Ohaus 30428204 54YT18 
Se i i i CX Series 
sented fieeaee hear atioaie. included. 2009 0.1 5 5 5} g 2” Ohaus 30428199 54YT12 
age Aching and acearmulaige? ebecatiate aa ue Scout SPX sais enna 
totalization modes. Internal calibra. °2/ances feature easy-to-use 220g _0.01g 4 a 8% iB" SSCYa"’_—Ohaus —SPX222 49WATO 
Sine button operation, mechanical and 420g 0.019 4 4 8454 8 2%s' Ohaus SPX422 49WAT1 
tion with built-in mass and overload oon ara protection against shock 4209 0.1g 4 4° 84a" «8 ~~ a’—sOhaus  SPX421  4Q9WA15 
rotection withstand up to 200kg. 620g 0.019 4 4 84564" 8" 2% Ohaus SPX622 49WA12 
P P 9 d overload. Operate on AC adapt 
USB and RS-232 with cables and overload. Uperate on AL adapter 6209 0.1g 67," 5%" 8 4%a" 27% Ohaus SPX621 49WA16 
he (included) or 4 AA batteries (not 22009 0.19 67," 5" 8 45%a 8' 2%s' Ohaus SPX2201 49WA17 
Stackable. Built-in rechargeable included) with auto-shutoff 62009 0.19 6% 5" —-845%a" —«8" ~=SC« Ta’ ~—<Oaus  SPX6201 49WA18 
battery and AC adapter. 82009 1g 6%" 5 8 45%6a" 8" 2%" Ohaus SPX8200 49WA19 
Moisture Analyzers OHAUS: ABD Weighng 
Bs No. 8MZ63 Instruments provide quick moisture content 7 Pan Mir. Item 
measurements for pharmaceutical, chemical, food, bisictas Keaneare more se 
beverage, wastewater treatment, and research Ohaus 
> applications. GMP/GLP data output. 0.019/0.1% 3.50" dia. MB23 8MZ63 
or i . . 0.01%/0.001gr 3.50" dia. MB27 49WD15 
. Pe Ohaus—No. 8MZ63 nonglass infrared heating 0.01%/0.001gr__3.50" dia. MB120 49WD17 
element for drying samples. No. 49WD15 has A&D Weighing __ 

0.0019 3.35" dia. MX-50 3KWP9 
halogen heating and is easy to set up with press/ 0.0029 3.35" dia. MF-50 3KWP6 
hold time buttons to set drying parameters. 0.0059 3.39" dia. ML-50 8RAN7 
No. 49WD17 ensures data safety with set-up and 200019 829 Me Me at 
lock temperature settings and method parameters Description Material No. Oty. 
with administrator access. Has 4.3" TFT color Accessories 

No. SRAN7 2 
0. 8 touchscreen display. Reusable Sample 
— Metal SRCZ8 3 
' Pans—Aluminum 
A&D—Feature timed or auto shut-off modes Round Weighing aa min iG 
with process temperatures up to 200°C. RS-232 Boat—Aluminum is 
Fiber Sample Pads Glass Fiber 5RCZ9 200 


port. Has WinCT Moisture Software standard for 
Nos. 3KWP9 and 9LE54. Optional for No. 3KWP6. 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 






No. 41U671 


A Division of Berlin Packaging 





i LSS 


No. 9RVK3 





No. 9HW91 


Weighing Dishes and Paper 


Round Weighing Dishes—deal for 
general purpose weighing, dispensing, 


storage, drying, and evaporating. Made 


of light gauge aluminum, no coating, 
and oil-free. Crimped sides. 


Hexagonal Weighing Dishes— 
Designed for nonslip handling when 
weighing, dispensing, or pouring. Flat 
bottom for stability. 


Square Weighing Dishes—General 
purpose, antistatic dishes withstand 
temperatures to 180°F. Flexible for 


Cap. L Ww D Dia. 
Round Weighing Dishes - Aluminum 

40mL — — Ya" 70mm 
60mL = _ Ye 102mm 1.D. 
Flanged Edge 

7smL = — = 1%": SMM LD, 
200m — Ss — iw 1mm i 
Round Weighing Dishes with Tab - Aluminum 
60mL — — — 97mm 
20mL = — — 43mm 
80mL = — = 70mm 
Hexagonal Weighing Dishes - Polystyrene 
200mL  — — == 7 — 
350mL _— 1%" — 


Square Weighing Dishes - Polystyrene 
20mL_—s1%' 15%" Ae" 
20mL_—s1%' 1%" V6" 

330mL 5%" Oe 7, — 

330mL 5%" 5," 7 — 

Pouring Dishes - Polystyrene 
20mL_— 2%" 134" Ae" — 
140mL 5%" 3," 1" — 


Weighing Paper 
—— 3" 3" == __ 
__ 4" 4" — a 
a 6" 6" RE == 


TROEMNER 


Precision 
Weight Sets 


= Class 1 
= For individual calibration 
weights, go to Grainger.com® 


Precision analytical calibra- 
tion weights are made of 
highly polished Troemner 
Alloy 8 stainless steel for low 
magnetic susceptibility, uniform 94 
consistency, and high corrosion 23 


resistance. NIST items include 54 
calibration certificate. 9 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


41.28mm |.D. Natural 
41.28mm |.D. 


No. of 
Pieces 


easy pouring. Resistant to dilute acids, 


alcohols, and bases. 


Pouring Dishes—Use for easy 
pouring and dispensing of samples. 
Withstand temperatures up to 200°F. 


Weighing Paper—Semitransparent, 
high-gloss calendared glassine 
paper is an environmentally friendly 
alternative to styrene weigh boats. 
Very smooth surface does not absorb 
moisture while conveying gelatinous 
samples to and from balance. Easy to 
fold. Nitrogen free. 


Item —_— Pkg. 
Color Brand No. Qty. 
Gray Eagle 8YAR3 —_50 
Gray Thermoplastics, Inc. 9U915 50 
Gray Eagle 8UPJ9 100 
Gray Thermoplastics, Inc. 9F177 50 
Silver 41U671 1000 
Silver Qorpak 41U672 1000 
Silver 41U673 1000 
White Eagle 8AKX8 500 
White Thermoplastics, Inc. QRVK3 500 

4YMV5 500 
Blue Eagle 8AWJ1 500 
Natural Thermoplastics, Inc. 9HW92 500 
Blue 9HW91 500 
White Eagle 8AG69 =250 
White Thermoplastics, Inc. 8WNW5 250 
White 12L005 500 
White LSS 12L006 500 
White 12L007 500 

tt = 





No. 9EZG8 
STANDARD! NIST 
Mfr. Item Item 
Nom. Mass Model No. No. 
500g to img 7219-1 SEYJ2 8CFG1 
200g to img 7221-1 8CJC5 =| 8UPM1 
200g toimg 7223-1 8TJU2 96728 
100g toimg 7228-1 9EZG8 — 
100gtoig 7224-1 — 8RH58 


LAB SUPPLIES 


Weighing Dishes, Scoops, Spatulas & Spoons 


No. 21TR61 


Cs . 
No. 21TZ92 


S, Bel-Art + H-B Instrument 
SP SCIENCEWARE”™ 


quality . value . service 





No. 9VXM4 
t 
No. 8RLU5 
- - baits i 
in - “ae es v 
ile onl = fi 
a 5EER2 


Dynalon G Chamghise 


Life Sciences 


smartSpatula’ 


Scoops, Spatulas and Spoons 


SCOOPS 


Polyethylene—Nonspill shape scoops 


have a closed back and rounded 
corners for easy cleaning. Offer an 
ergonomically angled handle. 


SPATULAS 

Stainless Steel—Rounded blade end 
won't damage sensitive materials. 
Polyamide—Glass fiber reinforced. 
Resist solvents but not recommended 
for use with acids or oxidizing agents. 
No. 9MW38 is a double spatula and 
No. 9AU83 is a spoon/spatula. 
Polypropylene—Chemical- and heat- 


resistant to 275°F. 
Overall Overall 
Cap. L W 
Scoops 
Polyethylene 
1 liter/1 qt. 25.4cm, 10". = 14cm, 5.5" 
Aliter/1 gal. 38.1cm, 15" 18.1cm, 7.125" 
Spatulas 
Polyamide 
_ fi 0.5125” 
— 7.1 0.8755” 
Polypropylene 
— 7.8 1.1925” 
_ ey 0.999” 
—_ 9.9" ee 


Stainless Steel 
= Q" = 
—s 1 3" — 


Disposable Double Ended Spatulas 


Polypropylene 
Scoop Fits in : 7 
0.2 mi Tube 9.9 oe 
Spoon Fits 15 
ml Tube, Scoop 8.25" 0.25" 
1.5 ml Tube 
Spoon Fits 15 
ml Tube, Scoop 8.25" O25: 
1.5 ml Tube 
Spoon Fits i i 
50 ml Tube 12.25 0.5 
V-Shape Spatula 
Sterile, Polystyrene 
— 22.9cm, 9" — 
Spoons 
Polypropylene 
4.93mL/1 tsp. 17.8cm/7" — 3cm/1-3/16" 
Sterile, Polystyrene 
1.25mL/Y%tsp 17.8cm,7" 2cm, 0.8125" 
2.46mL/1/2 tsp 17.8cm/7" 2.5c¢m/1" 
4.93mL/1tsp 17.8cm,7"  3cm, 1.1875" 
30mL/1 oz. 49757, 56cm, 2.1875 
10.3cm, i 
1.25mL/0.04 oz. 4.0625" 1,36m4;0.6 
Double Ended Spoons 
304 Stainless Steel 
0.5mL/2.0mL 15cm _— 
0.8mL/2.8mL 18cm _ 
1.6mL/3.0mL 21cm — 
1.6mL/3.0mL 21cm — 
2.0mL/8.0mL 30cm — 
Double Ended Spoon/Spatula 
Stainless Steel 
5 mL 30.5cm, 12° = 3.76, 10" 


Disposable—Meet FDA regulations 
for food contact. Feature one spatula 
end and one scoop end. 
V-Shape—Strong enough to break 
up caked materials. No. 8RLU5 is indi- 
vidually wrapped, sterile. 


SPOONS 

Polypropylene—Steam autoclav- 
able at 250°F (121°C). Chemical- and 
corrosion-resistant. 
Polystyrene—Individually wrapped, 
Sterile. No. 8DAL7 is flat-bottomed for 
use as a weighing dish. 

Stainless Steel—Double-ended 
spoons have 2 bowl sizes. Spoon/ 
spatulas feature a spatula end and a 
curved spoon end for retrieving solids 
and thick liquids in tall containers. 


Item Pkg. 
Color Brand No. Qty. 
Opaque SP Scienceware 21TR61_—s 1 
Opaque SP Scienceware 211118 = 1 
Red Dynalon 9MW38 10 
Red Dynalon 9AU83 10 
Translucent Dynalon 80138 § 12 
Translucent Dynalon DEER4 = 12 
Translucent Dynalon 80137 = 10 
Nickel Stainless Chemglass 21TZ92~ 1 
Nickel Stainless Chemglass 21UC48 = 1 
Nickel Stainless | Chemglass 21UC97 1 
Opaque Smartspatula 9X947 300 
Blue Smartspatula 9VXM4 300 
Opaque Smartspatula 9GFZ4 300 
Green Smartspatula 9X258 150 
White SP Scienceware 8RLU5 100 
White SP Scienceware 4YMT2 12 
White SP Scienceware 8AV25 200 
White SP Scienceware 9DLM3 200 
White SP Scienceware 5EER2 200 
White SP Scienceware 9G723 25 
White SP Scienceware 8DAL7 100 
Silver SP Scienceware 9SGDM9 2 
Silver SP Scienceware 9W663 2 
Silver SP Scienceware 8AUV3 2 
Silver SP Scienceware 9PMM8 2 
Silver SP Scienceware 9MC81 2 
White Spatula/ . 
Silver Spoon SP Scienceware 9AH31 1 





LAB SUPPLIES 
Magnetic & Hotplate Stirrers, Hotplates & Magnetic Stir Bars 


Scan. Order. Done. 
Details on page A1. 









No. 32GD76 





AS! 


No. 9KWD5 


No. 22LC60 





No. 55NU01 


oe 


No. 404P65 








No. 55NT92 No. 8PA14 





No. 
36RN34 





Hotplates /2stuart J A wenchmark 


Electric hotplates are for ight or heavy industrial use. 304 stainless steel 











No. 22CZ35 construction with a durable 2" aluminum top plate that will not crack or 
chip. Ceramic plates have a chemical-resistant, reflective white surface that 
a e | is easy-to-clean. 
Benchmark BURRELL [7 

D Bederditea a Ceunnets </” Cole-Parmer Zzstuart Plate Plate Load Temp. Item 

L W Plate Material Cap. Range Brand No. 
1] sbeentte ig Sy heidolph North America 3K UNITED SCIENTIFIC SUPPLIES, INC. 12" 6" 100 Ib. Valad 32GD72 
12" 12" 150 Ib. Valad 32GD77 
. - i iz 150 Ib. Valad 32GD76 
Magnetic and Hotplate Stirrers ig 150 Ib. Valad _32GD78 
~ = : : 200 lb. 100° to Valad 32GD84 
= All models have 1 stirring position, except Nos. 22LC60 and 22LC59 offer 10 24" ie 200 Ib. 550°F Valad 32GD80 
Durable Aluminum plates will not crack or chip. Ceramic plates have a chem- Ser Aluminum aan waar Agee 
ical-resistant, reflective white surface that is easy-to-clean. Stainless Steel 94" 19" 300 Ib. Valad 39GD86 
plates resist corrosion. Digital Magnetic Stirrers are equipped with powerful 24" 24" 300 1b. Valad 32GD88 
magnets and motor, giving fast and precise stirring operations. Allow digital cr aD 5508. Ne a 
PID feedback control for every single point. Provide strong magnetic coupling, 36" D4 300 |b. es Valad 32GD90 
ensuring constant stirring along with various time setting modes. 36" 24 <oramis Coatea 300 Ib. Valad 32GD91 

€ramic UOate ° ° 
Plate Plate Plate Load Temp. Item 27 6.8 Aluminum 9.3 gal. 5° to 40°C Stuart SONT96 
L Ww Dia. RPM Cap. Range Brand No. 4 4" 9 Ib. 5° to 500°C Ohaus 404P64 
Magnetic Stirrers 4 4 9 Ib. Ohaus 404P65 
Ceramic Plate 6" 6" Ceramic 5.3 gal. 450°C Stuart DSONU67 
5 a — _0to 1500 — — Diab 220234 6" 6" 5.3 gal. Stuart 55NU93 
5.15" 8' — _ 60t0 1500 ~—-84.5 oz. — Benchmark 9KWD5 7.1 71 Qlb.  4°to65°C Benchmark 8PA14 
Polyester Plate 

4" 4" 4" 15to 1500 ~—-27 oz. — Burell | 38MW97 
Stainless Steel Plate \ 

17" if — _0to1100 ~—- 13.5 oz. — Diab 22LC60 @. spinpak * 
Digital Magnetic Stirrers Spee = 
Polyester Plate 

_ _ n __ _ Cole-Parmer No. 21R584 

4 20 to 1500 Flements.  SoNT92 o. 58 
Glass Plate w ssh ~Q 
4 Cole-Parmer 
_ ZZ sd wu 0 tout — 7 Elements panied Bel-Art - H-B Instrument 
4.8" 43° — 100t01500 — — SoeFarmer s5NT94 BF sp scienceware” 
. . ements 
‘ Cole-Parmer H Hy 

= — 37" 100t01500  — e-Parmer S5NT9S Magnetic Stir Bars eR 
Ceramic Coated Aluminum Plate = PTFE-coated 

— — 13.5" 100 to 1800 — — Stuart  55NT98 
Hotplate-Stirrers Item Pkg. 
Aluminum Plate Shape Size Color Brand No. Qty. 

, . __ ° op Pro Scientific Magnetic Retriever 

7 7 60t0 1600  40lb. 5° to 400°C ce 12F250 nad “ty Wnie KE PaEGA : 
Aluminum, Ceramic Plate Stir Bar Assortments 

— — 145mm 30t01400  55.11b. 20°to 300°C Heidolph 36RN34 1x %6, 1%X 

= —~ 445mm 100 to 1400  55.1lb. 20°to 300°C -Heidolph  36RN38 Octagonal 546 9 He! White SP Scienceware — 9NZJO 6 
Ceramic Plate 1x %e, 1-1/2 

Vp = 6" 5001500  6.251b. 0°to350°C United 23X14 Round x He, 2x As" White SP Scienceware — 8DK48 6 

— — 5 0t01500  5.2gal. 40° to 340°C Diab 220233 Round 1Va" x %' White LSS 21R587 10 
Ceramic Plate, Black Round 2%6' x ¥' White LSS 21R588 5 

" 6" = 90 to 1250 5.3 gal. 450°C Stuart 55NU71 Stir Bars 
Ceramic Plate, Premium White Octagon 2" x Ve White Loo 21R568 10 
: 6" _— 50 to 1250 5.3 gal. 450°C Stuart 55NU91 Octagon R' x As" White LSS 21R569 10 
Ceramic Plate Octagon 1%" x He White LSS 21R570 10 

7 TA — _ 60 to 1500 Qlb. 4° to 65°C ~— Benchmark —8NCF7 Octagon Va" x 1H99" White LSS 21R590 10 
PVDF Plate Octagonal 1 x %e' White SP Scienceware 6TVR6 1 

= = 104mm __0 to 2200 13.2 Ib. = Heidolph 36RN33 Octagonal 1% x %e Yellow SP Scienceware 6TVP5 1 
Stainless Steel Plate Octagonal 1 x %' White SP Scienceware  6TVT3 1 

: } — 0to1100 13.50z. 5°to 40°C Diab 22LC59 Octagonal 3x Blue SP Scienceware 6TVR2 1 

— 534" 6"  50to1700 6.25lb. 0°to350°C ‘United + 23YX13 Polygon 7x Ve White SP Scienceware 6XNU9 1 
Digital Hotplate Stirrers Polygon 1x%' White SP Scienceware 6XNT8 1 
Ceramic Plate Polygon 2 x %'" White SP Scienceware 6XNTO 1 

a 7' — _0to1500 26gal. 40° to 550°C Diab 220235 Polygon 20 x 8mm White LSS 21R558 10 

E i‘ — 100101500 5.2gal. 40° to 550°C Diab 22CZ36 Polygon 6" x 16" White SP Scienceware 6XNP8 1 
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GRAINGER CHOICE* LAB SUPPLIES 
Find the wf. Find Solutions. Find Great Prices. Shakers & Incubating Shakers 








sa | Lab 
Shakers aia Benchmark © WS Companion 


S 


Digital shakers are programmable and can be used in cold rooms and incubator or 
CO. environments. Platforms accommodate various flask clamp sizes. No. 53KC02 
includes base tray. Nos. 53KC07 and 13R338 include clamps. Nos. 53KC17 and 
13R340 include adhering rubber mat. Nos. 14N112 and 36XL36 are microplate 
shakers. Universal Platform No. 14N123 is designed for use with Erlenmeyer flasks 
and test tube racks. This unique magnetic attachment method is the easiest way to 
instantly change between flask clamps of different sizes. 












ai et 
| H H ®: iT] in 
Note: Clamps are available separately on Grainger.com®; search for "lab shaker clamps. No. 13R338 
Speed Load Overall Overall Overall Item No. 14N113 
Range Cap. H W D Brand No. 
Orbital Shakers 
0 to 100 rpm 3.5" 14" 14" Genie 53KC02 
6.6 Ib oy 14" 14" Genie 53KC07 
0 to 300 rpm oe a0 14" 14" Genie 53KC12 
3.5" 14" 14" Genie 53KC17 
3 to 70 rpm 9 Ib. 3" 14" 2 Benchmark Scientific 14N113 
7' 23 20 Genie 13R338 
10 to 300 rpm 26 Ib. C 23. 20" Genie 13R339 
7' 20. 20" Genie 13R340 
20 to 450 rpm 22 Ib. 6.1" es 24.9" Lab Companion 52RY20 
14 Ib. a iil 13° Benchmark Scientific 14N122 
30 to 300 rpm 65 Ib. 5" 21.25" 10:0. Benchmark Scientific 39P097 
23 |b. 5.0" 29.6" 24.7" Lab Companion 52RY22 
61 Ib. 4.8" 22.9" 24.3" Lab Companion 45H102 No. 45H142 
30 to 500 rpm 4.8" 29.7" 26.1" Lab Companion 45H103 
22 |b: oo 29.6" 24.7" Lab Companion 52RY21 
9 Ib. o. 11" 10.75" Benchmark Scientific 14N120 
50 to 300 rpm BT 131 10.9 Lab Companion  45H142 
200 to 1500 rpm 4.5" it 10.75" Benchmark Scientific 14N112 
Orbital or Reciprocating Shakers 
“We 12.6" 15.3" Lab Companion 52RY18 
20 to 500 rpm 22 Ib. —Se 13.8" 20" Lab Companion 52RY19 
Reciprocating Shaker 
150 to 1200 rpm 9 Ib. 5 9.3" 13" Lab Companion 36XL36 
Waving Shaker 
8 to 100 rpm 18 Ib. O08 10.8" 12.6" Lab Companion 36XL39 
Item 
Description H W D Brand No. 
Shaker Accessory 
See re 1 14 12 Benchmark Scientific  14N123 gs SeeEee No. 36XL39 
, me] Lab () aes 
Incubating Shakers | Companion 4 
Use with platforms, flask clamps, test tube racks, microplate holders, and rubber — 
mats. ao 2 one 
| Sel 


Lab Companion—WMicroprocessor-controlled floor-standing shakers have a large 
capacity of up to five 6L flasks. An easy-to-read LCD display and imbalance sensor 
help assure reliable operation, while the RS-232 interface and USB port give you 


external controls and let you export data to another device for later review. 2 


Ohaus®—Provide accurate and repeatable results. Nos. 404P69 to 404P72, and 
404P75 have touchpad LED displays for temperature, speed/tilt angle, time, and all 


Tene 








settings can be viewed simultaneously. Spill-resistant design with overload protec- SS Se. & eres Germ Fer ee 
tion gives audio/visual alarm. No. 404P68 is a cooling orbit shaker and No. 404P74 SESRRGSRRRLE TEPER FF iissicce? a= =i 
is a cooling skater. 
No. 404P73 —_— — 
Speed Load Overall Overall Overall Item No. 404P68 
Range Cap. H W D Brand No. 
Ambient -20° to 80°C ; 
10 to 500 rpm 45 Ib. 33.6 22.81 32.1 Lab Companion 45KN24 


36.8" 26.7" 30.2. Lab Companion 45KN30 
Ambient -15° to 80°C 

30 Ib. 20.1" 1.31" 30.9" Lab Companion 45KN25 
10 to 500 rpm 45 1b. 20.1" 21.31" 35" Lab Companion 45KN31 
35:16. Doeb- 44.4" 40.8" Lab Companion 45KN29 
30 to 500 rpm 100 lb. 336" 44.4" 40.8" Lab Companion 45KN26 


Ambient -13° to 100°C 





300 to 3000 rpm 2 Ib. oa 9.8" 6" Ohaus 404P73 
Ambient -10° to 65°C 
100 to 1200 rpm 2 Ib. 10.5" 11" 14" Ohaus 404P68 
Ambient 4° to 100°C 
300 to 3000 rpm 2 Ib. 5.2 9.8" 6" Ohaus 404P74 
Ambient 5° to 65°C 
1 to 30 rpm 5 Ib. 10.5" 12" Zz" Ohaus 404P75 
1 to 50 rpm 10 Ib. 10.5" 12" ive Ohaus 404P72 
9 Ib To 11" 12" Ohaus 404P70 
100 to 1200 rpm 7.8 11" 12" Ohaus 404P71 
8 Ib. 7.8 11" 12" Ohaus 404P69 


Ambient 5° to 80°C 
35 Ib. 20.1" eae hl 30.9" Lab Companion 45KN23 
20.1" 21.3l" on Lab Companion 45KN28 





10 to 500 rpm 45 lb. 33.6" 22.81" 32.1" Lab Companion 45KN22 No. 45KN22 
36.8" 26.7" O02. Lab Companion 45KN27 
30 to 300 rpm 35 Ib. 33.6" 44 4" 40.8" Lab Companion 45KA52 
30 to 500 rpm 100 lb. 33.6" 44.4" 40.8" LabCompanion —‘ 45KN21 No. 45KN21 
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LAB SUPPLIES Scan. Order. Done. facn 
Rotators, Rockers & Vortex Mixers Details on page A1. 





Platelet Rotators SW 
= Speed: 0 to 9 rpm 
= 110V 
Feature durable construction and built-in tachometer to monitor speed easily. Designed with a whisper- 
quiet, heavy-duty motor with variable speed control. Easy loading and unloading; hold up to 12 platelet 
bags per basket. Stainless steel basket rotates 360° smoothly. Ideal for use in blood banks. 


Scientific 





Overall Overall Overall Mfr. Item 

Includes H W D Model No. 
Basket 1 10" 15" RTL-PLV1-12B1 45UA81 
oe (3) Baskets iT" 10° 26" RTL-PLV3-36B1 _45UA79 
(4) Baskets 11" 10" ol. RTL-PLV4-48B1 45UA78 










PRO Sioa 
wo.szr200 = Rockers and Rotators 8rchmake [site 


ROCKERS VSR-50—Has a rhythmic side-to-side motion. 
Produce reliable results in staining, destaining, blotting, | Interchangeable tables can be tilted 15°. With 
and gentle mixing. Available with 2-dimensional see-saw 12" x 14" platform. Includes nonslip rubber mat. 
action and 3-dimensional gyrating (Swirl) action. ROTATORS 


BlotBoy™ 3D—Tridirectional tilt angle and speed are Rotator Genies hold a wide variety of tubes, 
optimally set for blot washes and gel staining/destaining. flasks, microplates, bags, and odd-shaped 
Supplied with 12" x 12" platform and autoclavable flat vessels at any angle. No. 13R325 has a spring- 
mat. clip plate system. No. 13R322 can quickly 


BenchRocker™ 3D—Provides variable speeds and convert from rocking to rotating motion in 


tilt angles required for molecular and biological mixing. | Seconds. Magnetic platform and clip plate 
Includes 12" x 12" platform and 2 mats (flat and dimpled). System securely holds a variety of containers. 


No. 13R324 


Speed Overall Overall Overall Mfr. Item 
Description Range H W D Brand Model No. 
Rockers 
BlotBoy™3D Nutating Gyratory Rocker Fixed, 12 rpm (10 rpm, 230V) 8.3" 12" 12" Benchmark Scientific B3D1308 5SRHV4 
BenchRocker™3D Gyratory Rocker 2 to 30 rpm — 60" 12" Benchmark Scientific B3D2300 5SRHV7 
VSR-50 Rocker 0 to 100 rpm a 12" i: PRO Scientific Inc. 512000-00 12F236 
Rotators 
agile F Rotator w/Standard Platform 5 to 35 rpm 15.8" 15.8" 7 Genie SI-2100 _13R324 
ps ft ; Rotator w/Magnetic Platform 5 to 35 rpm 15.8" 15.8" 7" Genie S!-2200 _13R325 
: Rocker/Rotator 
aananunae ann) . Includes Magnetic Platform 5 to 35 rpm 10.5" 9.9" 20" Genie SI-1100 _18R322 
asunantl, ———* ee _ Mfr. Item 
—_— Description Brand Model No. 
ey eees NN 13R322 Accessories 
— es Stacking Platform with Flat Mat for 3D BenchRocker Gyratory Rocker Benchmark Scientific BR1000-STACK ORHVO 
Stacking Platform with Dimpled Mat for 3D BenchRocker Gyratory Rocker Benchmark Scientific BR1000-STACK-D _ 5RHV1 
Dual Stacking Platform with (4) 5" Standoffs for VSR-50 Pro Scientific Inc. 91/100-00 12F237 


Heavy-Duty Vortex—Designed by a digital microprocessor with 
for continuous-duty operation and interval pulse mode allows more 
has the ability to handle acces- _— vigorous mixing. 

sory components over entire 
speed range. Include detachable 
3-wire cord and plug, universal 
holder, foam insert for 1.5 to 2mL 
microtubes and cup head, and 





Reax Vortex—Standard model 
No. 38RU12 has 5mm vibration 
orbit for use with high-viscosity 
media or solids. Features continu- 
ous/automatic switch modes and 








No. 14N110 No. 404P97 No. 39P068 No. 38RU12 nies ee ee 
- - a - Microplate Vortex—Provides _ test tubes. No. 38RU14 features 
(J high-speed and small orbit for an analog dial speed control with 
ons Benchmark@© Sheidolph north america effectively and consistently accurate rpm numbers setting 
rs : mixing of microplates. Delivers and electronic speed control with 
Vortex Mixers continuous duty throughout the constant rpm output. All-purpose 
Sasa Special Mtr. ‘ian speed range. Includes microplate No. 38RU16 has 3mm vibration 
Range Features Brand Model No. adapter, cup head, and detach- _ orbit and includes an attachment 
Heavy-Duty Vortex Mixers -wi 
300 to 3500 rpm Analog, Heavy Duty, Variable Speed Ohaus VXHDAL 404p95_ 0le 3-wire cord and plug. for 26 vessels (10 to 16mm) 
300 to 3500 rpm _ Digital, Heavy Duty, Variable Speed Ohaus VXHDDG _404P96 Microtube Vortex—Features and 12 vessels (16 to 32mm). 
eI ba : Digital process timer allows for 
300 3 3200 ‘ort Datel varebleS pert ee VeMPDG 40403 a Mult Head cup neat to unattended operation from 1 to 
to rom igital, Variable Spee aus 4 wr 
Wisrotube Vortex Mixer : P general-purpose mixing of upto ggg 
. 200 to 3200 rpm — Benchmark Scientific _BV1005 —_‘ 14N110 eight microcentrifuge tubes and 
ini Vortex Mixers i i 
. to 3200 rpm : Variable Speed Ohaus VnINS 404P9g includes a microtube holder. piteen ltl | 
to rpm nalog, Variable Spee aus 404P97 —_ . system creates instant vortexin 
500 to 3000 rpm Digital Variable Speed Ohaus VXMNDG _404P98 Mini Vortex—Sturdy design ae rile: providing smbath 9 
900 to 3000 rpm __ Fixed speed Ohaus VXMNPS_ _404R01 provides stability and reliability Fila ies p j g 
Multi-Tube Vortex Mixer aes tion. Off tl vortexing including large sample 
500 to 2500 rpm. — Benchmark Scientific BV1010 _ 39P068 NOTISXING-ACUON VTEISSCIMe:  ei7ae uch as till S0me 4bes 
Reax Top Vortex Mixer = shaking or high speed mixing for 
0 to 2500 rpm Ridged Mixing Orbit Heidolph 036130000 38RU12 . Aevind ot | Has cold room incubator compat- 
Reax Control Vortex Mixer vigorous vortexing of Samples. ‘bili d ‘ont | 
iT : = : ibility and suction feet securely 
0 2500 rpm Ridged Mixing Orbit Heidolph 036130020 38RU14 ‘ 
Reax All-Purpose Vortex Mixer Multi-Tube Vortex—Allows hold samples, preventing spillage. 
7 1 10 2000 rpm — Heidolph 036130040 38RU16 multiple samples to be processed Speed range from 200 to 3200 
ortex Mixer : : woe . . : 
simultaneously. Displays digital 
200 to 3200 rpm CE Compliance, Touch or Benchmark Scientific  BV1000  8VTJU8 sp bbiauen eta, rpm and 3mm vibration orbit 


Continuous Operating Modes time and speed are controlled 
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Sieves & Sieve Shakers 


GRAINGER CHOICE ° 
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Brass Frame Stainless Steel Frame 















No. 22LD08 No. 12M467 
i] fx 
ADVANTECH {y 
<a R Sy = 
T t Si Brass Stainless Brass Stainless Brass Stainless 
es eves Frame | Steel Frame Frame | Steel Frame Frame | Steel Frame 
: Mesh Item Item Mesh Item Item Mesh Item Item 
= Stainless steel screens Size Brand No. No. Size Brand No. No. Size Brand No. No. 
‘ail 1" Depth to Mesh 12" Outside Dia. 8" Outside Dia. 
Each SIeVs iS serialized and includes Advantech — 12M619 1.625" Depth to Mesh 1" Depth to Mesh 
certificate of compliance to ASTM E11. 6 Advantech 121543 = 4 Advantech | 13R936 = %" Advantech | — 12565 
: i i i ® 8 Advantech | 12M548 —_— 8 Advantech | 13R966 —_— 2" Depth to Mesh 
Rep Pe i pei, g0 to Grainger.com® +> ——Advantech | 12M516 | 12M5Q4 10 Advantech | 13R896 = 0.265’ Advantech | — 12551 
; 12 Advantech | 12M518 12M596 14 + Advantech — 13T025 Ye" Advantech — 12M569 
Brass Stainless 14 Advantech | 12M520 12M598 16 Advantech | 13R911 — Ys" Advantech | 12M487 12M567 
Frame Steel Frame 16 Advantech | 12M522 — 18 Advantech — 13T033 %16 Advantech | 12M509 12M587 
Mesh Item Item 18 Advantech | 12M524 — 20 Advantech 13R918 13T035 ¥%" Advantech | 12M505 12M582 
Size Brand No. No. 20 Advantech  12M525 12M604 30 Advantech  13R930 13T047 ’”e Advantech | 12M513 12M590 
3" Outside Dia. 25 ~+=Advantech += 12M528 — 40 Advantech | 13R938 — Yo" Advantech | 12M486 12M564 
30 Advantech  12M532 12M611 50  ~=Advantech | 13R951 — ¥%" Advantech | 12M503 12M580 
5 Endecotts | 22LD08 — 35 ~Advantech | 12M534 — 100 Advantech | 13R899 137019 1" Advantech | 12M482 — 
7 Endecotts | 22LD06 — 40 Advantech | 12M536 12M615 2" Depth to Mesh 1%" Advantech | 12M478 _ 
10 Endecotts | 22LD04 — 45 Advantech | 12M538 — 4 Advantech | 9PVH7 — 1%" Advantech — 12M554 
12 Endecotts | 22LD03 — 50 ~=6©Advantech | 12M541 12M620 6 Advantech | 9MGA0 — 12" Outside Dia. 
14 Endecotts | 22LD02 — 60 Advantech | 12M544 _— 8 Advantech | 9WUND5 _ 1.625" Depth to Mesh 
18 Endecotts | 22LC99 — 70 Advantech | 12M547 — 16 Advantech | 9LHT4 — Ye" Advantech — 13R991 
20 Endecotts | 22LC98 22LD41 80 Advantech | 12M549 — 20 Advantech | 8CKP6 — V4" Advantech | 13R856 13R989 
25 Endecotts | 22LC97 — 100 Advantech | 12M517 12M595 50 ~=Advantech | 9G583 — ¥%" Advantech | 13R880 13T006 
30 Endecotts | 22LC96 — 120 Advantech | 12M519 12M597 100 Advantech | 9NT86 — Yo" Advantech | 13R853 — 
30 Endecotts | 22LC95 22LD38 2" Depth to Mesh 3.25" Depth to Mesh Yq" Advantech — 13R877 _ 
40 Endecotts | 22LC94 22LD37 3.9 Advantech | 12M531 — 3.9 Advantech | 13R970 —_ 2" Depth to Mesh 
50 Endecotts | 22LC92 22LD35 4 Advantech | 8C838 8Y449 4 Advantech | 13R935 137054 Ys" ~—- Advantech | 13R855 — 
60 Endecotts | 22LC91 — 5 Advantech | 9K156 — 5 Advantech | 13R947 137064 ¥%" Advantech | 13R879 — 
70 Endecotts | 22LC90 — 6 Advantech | 8N627 8Y450 6 Advantech | 13R955 13T070 yy," Advantech | 13R852 — 
80 Endecotts | 22LC89 22LD32 7 Advantech | 9HMAO 9LJ91 Vi Advantech | 13R962 — ¥% Advantech | 13R876 — 
100  Endecotts | 22LC88 22LD31 8 Advantech | 9J265 9K286 8 Advantech | 13R967 12M467 1 Advantech | 13R847 — 
120 —_Endecotts — 22LD30 10 Advantech | 8€794 8RH70 10 Advantech | 13R897 137018 1%" Advantech | 13R840 — 
8" Outside Dia. 12 Advantech | 9LJ64 8VR88 12 Advantech | 13R902 137021 1%" Advantech | 13R837 — 
6 Endecotts | 22LD65 —_ 14 ~~ Advantech | 8C795 — 14 ~—Advantech | 13R906 13T026 3.25" Depth to Mesh 
7 Endecotts | 22LD73 — 16 Advantech | 8UNU2 9X505 16 Advantech | 13R910 13T030 Ye" Advantech | 13R857 — 
10 Endecotts | 22LD75 — 18 Advantech | 8Z405 — 18 Advantech | 13R915 — Yq" Advantech | 13R854 13R990 
12 Endecotts | 22LD76 — 20 Advantech | 9JZY6 8Y455 20 Advantech | 13R917 13T036 %ie Advantech | 13R884 13T009 
14 Endecotts | 22LD77 — 25 Advantech | 9NRR4 — 25 Advantech | 13R924 — ¥e" Advantech | 13R878 137005 
18 Endecotts | 22LD78 — 30 Advantech  8CAP3 QTAY6 30 Advantech  13R929 137048 Yo" Advantech | 13R851 13R987 
20 Endecotts | 22LD56 — 30 Advantech | 8C796 8N778 30 Advantech — 13T052 5" Advantech | 13R887 — 
25 Endecotts | 22LD67 — 40 Advantech | 8CAU2 8TKA6 40 Advantech | 13R937 13T056 Vy" Advantech | 13R875 13T003 
30 Endecotts | 22LD57 — 45 Advantech | 8X781 — 50 Advantech | 13R950 13T066 EN Advantech — 137015 
40 Endecotts | 22LD58 — 50 = Advantech | 9JZK9 8TKA7 60 Advantech | 13R957 137071 1" Advantech | 13R845 13R983 
50 Endecotts | 22LD59 — 60 Advantech | 9AGT5 — 70 Advantech — 137077 1%" Advantech | 13R838 — 
60 Endecotts | 22LD60 — 70 ~~‘ Advantech — 82745 80 Advantech — 12M469 Z Advantech | 13R865 13R994 
70 Endecotts | 22LD61 — 80 Advantech | 9VZE7 QHNA1 100 Advantech | 13R898 137020 a Advantech | 13R874 13T002 
100  Endecotts | 22LD62 — 100 Advantech | 9W632 8TKA8 
140  Endecotts | 22LD68 — 120 Advantech | 9SWE64 QDYF7 
No. 8VPR5 : 
ADVANTECH Tx = 
. S 5: . No. no: 
No. 8CJP9 a, ll a6Ys98 22FP46 
we = 
lg 
ADVANTECH . ™ - - a 
as Sieve Shakers —_ / aL 
Sieve Pans and Covers Meinzer II" Tabletop Sieve Shaker—Portable \ = J 
electromagnetic vibrating shaker accommodates 
Matching 8" and 12" pans and covers for use 8 full-height or 15 half-height sieves, plus pan and 
with ASTM E11 sieves. Covers include lifting ring. cover. Mechanical timer. Sieve Power Mfr. Item 
Description Dia. Req. Model No. 
— a DuraTap™ Motorized Sieve Shakers—Made with Advantech 
Outside Overall Item Item rugged steel and alloy materials. Digital timer. Tabletop 8’ 110VAC60Hz  Meinll  16Y908 
Dia. D Brand No. No. ee . ; Sieve Shaker 
Receiver Sonic Sifter Separators—Settings can be varied 8° 110 VAC,50 Hz DT158  16Y899 
a Fi pngecors 22LD16 ad for different dry particle densities and textures 8" 110 VAC,60 Hz ——~DT168_ 16898 
2 20. ndecotts — 7 . + ats DuraTap 8" 220 VAC,50 Hz DT258 16Y901 
8 ~~ ——~Endecotts | 22LD71 — with automatic timing that ensures repeatable — Motorized 8" 220 VAC.60 Hz -~D1268 16902 
8" — Endecotts | 22LD72 = and reproducible results. Oscillating column of air Sieve Shakers 12" 110VAC,60Hz DT1612  16Y903 
Se ris PEDIC [ETE | Ves aricles 60 tes per sex. alowin aie bias ha 
—_ ndecotts . . . a i: u Z 
3" — Endecotis 22LD70 = reduced testing times. Precise sieving instrument 3" 110 VAC.50 Hz L3P-15  40PR69 
8" 0.375" Advantech | 8N518 8VPR5 for fine particle separations ranging from 5.6mm to Sonic Sifter 3° 110 VAC,60 Hz L3P 40PR25 
12’ 0.375" Advantech | 13R827 13R828 3 microns. Separators 3" 220 VAC,50 Hz L3P-25 40PR43 
Test Pans 3° 220 VAC,60 Hz L3P-26 40PR31 
; , aes aaa aCIES Endecotts Slave onenets— ray npg: nave s ne shak 8" 110VAC, 60 Hz MIN200/11060 22FP50 
Vv re ‘ ieve Shakers, 8" Z 
13 1.625" Advantech | 9MJD5 | 13R156 | 2 0- to 60-min. timer, or can be set for continuous Analog Timer 8" 220VAC, 50 Hz MIN200/23050 22FP51 
12" 3.25" __ Advantech — 13R157 sieving. Digital models have an electromagnetic Sieve Shakers, 8" 110VAC, 60 Hz 0CT200/11060 22FP46 
12" 3D Advantech | 13R155 —_ drive and are suitable for wet or dry sieving. Digital Timer 8" 220VAC,50Hz OCT200/23050 22FP47 
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Centrifuges Details on page A1. 
: SLW tien 
Centrifuges Benchmark ©  scienific Ge recover 
MyFUGE™ Mini Centrifuge—Space- and speed ranging from 800 to 3400 rpm. 
saving personal centrifuge has easy Provides 8-place fixed-angle rotor and 
lid-activated Start/Stop control. Near-silent 6-place swing-out rotor. Includes 110 to 
operation. 220V auto-switching power adapter. 


= Includes adapters for 0.5 and 0.2mL Microliter Centrifuges—For use in 
= Choose lid color: blue, green, 


red. purple. or clear molecular biology applications such as 
USA E8 sia i PCR, DNA and RNA extraction. Available 





=. USA ES Variable-Speed Centrifuge— —_ with or without temperature control. 
MyFUGE™ = Angled table top unit spins up to 8 tubes ~—=No. 38LY74 features a fast-cool function 
with precision results. that takes temp. down to +4°C in 10 to 


USA E8 Portable Centrifuges—Angled 1° ™'"- 

8-place centrifuges include acar power # Benchtop Centrifuges—General purpose 
cord and a car seat for easy operation in —_ centrifuges are for spinning blood, urine, 
the field. cell/tissue culture, plates, and bottles. 

Nos. 38LZ08, 38LZ41, and 38LZ39 have 

a robust temp. control system and feature 





Universal Centrifuge—Designed for 
both laboratories and doctors’ offices, the 








Microliter a - 
centrifuge features zero-rpm locking lid shel ene Soto Ton UIE 
Universal for safety and digital programming of time 
> CHOOSE: Mfr. Item 
Description Cap. Max. Test Tube Size Color Max. Speed Max. RCF Brand Model No. 
a2 x O.5mL, 8x White with Blue Lid, White with Clear Benchmark 
MyFUGE™ Mini Centrifuge 1.5mL, 8 x 2mL, 4 x 2mL Lid, White with Green Lid, White 6000 rpm 2000 x g Scientific C1008 D4103 
8 Place PCR Strips with Purple Lid, White with Red Lid 
USA E8 Variable-Speed Centrifuge 8 x 3mL, 8 x 15mL 15mL Black 3500 rpm 1534xg LW Scientific | E8C-U8AV-1503 32EZ31 
seas etree ied 8 x 3mL, 8x 15mL 15mL Black 3500rpm 1524xg ~~ LWScientific  E8C-USAF-150P  45UA64 
USA E8 Portable Centrifuge, + antifi ; : 
Variable Speed Control 8x 3mL, 8 x 15mL 15mL Black 3500 rpm 1524xg LW Scientific | E8C-U8AV-150P  45UA65 
USA E8 Portable Centrifuge, + antifi ; - 
Digital Speed Control 8 x 3mL, 8 x 15mL 15mL Black 3500 rpm 1524xg LW Scientific E8C-U8AD-15TP 45UA66 
Universal Centrifuge 8 xX 3mL, 8 x 15mL 15mL Beige 3400 rpm — LW Scientific | UNC-O08AD-15T3 440538 
24 x 2mL 2mL White 13,300 rpm — Hettich 185MICRO24 38LY67 
Microliter Centrifuges 30 x 2mL 2mL White 15,000 rpm = Hettich 200MICRO30 38LY74 
18 x 2mL 2mL White 13,300 rpm = Hettich 185MICROSC 38LY68 
4 x 50mL 50mL White 4500 rpm — Hettich 320CELLCULTURE4 38LY98 
16 x 50mL 50mL White 5000 rpm » Hettich “SOOUE ne aaLzia 
Benchtop Centrifuges 4x 250mL 290mL White 5000 rpm _ Hettich 380BOTTLE 38LZ08 
10 x Microplate SBS Format Plates White 4000 rpm = Hettich 320RPLATE 38LZ03 
12 x Microplate SBS Format Plates White 5900 rpm = Hettich 460PLATEHS-BC 38LZ41 
24 x Microplate SBS Format Plates White 4600 rpm = Hettich 460PLATE-BC 38LZ39 
Nominal Outside : — a Oe 
: Cap. Dia. ran 0. ty. 
* qa. K Kimble Conical Centrifuge Tubes 
peiupromattesniatti irs Polypropylene 
15mL — 120mm Loo 6VMYO 500 * 
wt Instrument Ceattvon Scientific 15mL = 120mm LSS 6VMY1 500 T 
SP SCIENCEWARE™ 50mL 2.4cm 114mm Loo 6VMY2 500 ~* 
Conical Centrif —— 
m — mm a 
onica en rl uge Type | Borosilicate Glass 
Tubes and Racks 15mL 17mm 126mm Kimble 8AYV5 = 125 
Centrifuge Tube Caps 
cus Black Cap, For Use With 8AYV5 Kimble 9UDE8 500 
Tubes—Polypropylene tubes have white writing area Na of Item Pkg. 
on tube and included polypropylene cap. Glass tubes : compart. eur H W eL Brand _No. Qty. 
onical Tube Racks 
have phenolic screw caps with PTFE-faced rubber 8 Places Blue 35%" 57" 3% > _SCuFS 4 
liner. 16 Places _ Blue 3% 5% 67% 8CJF6 


, 1 
36 Places Blue 37" 874" 9 Scienceware gpwsg 1 

Racks—Conical Tube Racks are epoxy-coated steel Pop-Up Conical Tube Racks 

12, 21 PI Blue 2%" 5% 10" Heathrow G6PTK6 2 

No. 8CJUFS5 wire, steam-autoclavable and have 30mm square {2-3t Places Pink 274" 8% 10" Scientific. “6PTK7 2 


holes. Pop-Up Tube Racks are sturdy polypropylene. = * Bulk wrap sterile. + Racked sterile. 


* Nominal Outside Item Pkg. 
qa. Ceecthvon Scientific Cap. Dia. L No. Qty. 


LSS Microcentrifuge Tubes 
1.5mL = 








= = 5 40.2mm 6VMX6 500 
3 " Microcentrifuge 0.5mL 7.8mm 31.75mm__11L817 1000 
ag aes aa rane T b d R k T5mL {0.7mm 40.25mm 11618 1900 
6mm mm 
rinemetethiogtt ve OMB 8 
a_i lit = 2mm 7 
Tubes Polypropylene tubes have attached Tome — 34 Yom BVMIX8 1000 
caps and conical bottoms, except No. 11L820 0.2mL — 22.2mm 6VMX9 ‘1000 
is self-standing. Nos. 6VMX6 to 6VMX9 have — Ph a ee , i i a 
frosted marking area and syringe-pierceable Hoathrow Sclontific Micratube Racks 
caps. Nos. 11L817 to 11L820 have engraved Natural t a : 111543 
graduations and are autoclavable. Gan 1 ay," AL 
Tube Racks, x16 80 Yellow 1" 2" 9" T1547 
Assorted Racks—Nos. 11L554 and 11L556 are revers- Red 2%" 9" T1550 
Colors ® Assorted ih 2/4" g" 11L549 
ible. No. 11L560 is for PCR sampling. . Plug 39" —5y TLE 
= Polypropylene with molded-in coordinates 8x12 96 Assorted 2 47" 9%" 411554 
= Pkg. of 5 Assorted 1% 3%" vn 11L560 
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GRAINGER CHOICE”° LAB SUPPLIES 
Find the wy. Find Solutions. Find Great Prices. Overhead Mixers, Homogenizers & Bunsen Burners 








1. LP No Tip, Natural 
| No. 52TA14 No. 52TA17 










No. 38C830 





No. 38C832 2@isco 


Trust | Deliver | L 


unsen Burners 


Next Gen® Burners feature an easy-to-carry finger handle, allowing you to carry 
a hot burner with ease and safety. Expanded base prevents easy tipping, even 









Overhead Mixers with hoses connected. Spaced feet so burner can fit comfortably under stand. 
j iyi Overall Mfr. Item 
7 Mixer motors, support stands, and mixing paddles, Sold separately. Fuel Type Type Btu Output Outside Dia. 4 Model No. 
Digital speed display with speed and torque abilities for a wide range of Bunsen Burners 
volumes and viscosities. Compact units are ideal for fume hoods or enclosed ee le eee 
k stations, Mi fi ee ieeoluih d dilutions. No. 38C831 LP Micro 2000 to 3200 11mm 3% CHO093C _52TA10 
WOrK Stations. IX reac lons, samp es, ISSOIUTIONS, an HUTIONS. NO. Tirrill 9000 to 3200 13mm 6" CH0095A BTAI2 
has a countdown timer. Mixes reactions, pharmaceuticals, and suspensions. Basic 800t0 1200 11mm 6" CHO088D —_—-52TA07 
No. 38C834 mixes emulsions and serves as an alternative to a homogenizer. Natural ——Meker___800 to 1200 amin oe 
Micro 800101200 11mm 3V CHOO93E _52TA11 
No. 380833 mixes creams, lotions, and personal care products. No. 380832 Tirril 800 to 1200 13mm 6" CHOO95B.52TA13 
mixes tars, gravel, polymers, and adhesives. Next Gen® No Tip Bunsen Burners 
; ; Basic 2000 to 3200 =11imm 6" CHO991LP_ _52TA16 
Special Operating Mfr. Item Gas Adjustable 2000to 3200 11mm 6" CHO993LP _52TA20 
Sueinead mixers Features Speed Model _No. LP Meker 2000 to 3200 42mm Q" CHOS96LP _52TA25 
= Mi 2000to 3200 11 3 V2" CHOS94LP _52TA21 
Ultra Compact, Digital 50 to 2500 rpm BDC250 38C828 | 5000 7 3900 wa a aieeeras ae 
Ultra Compact, Digital 50 to 2500 rpm BDC250U1 38C829 i 
Basic 800 to 1200 11mm 6 CHO991ING  52TA17 
Compact__ —— 40 to 2002 rpm_—-BD2002__ 386830 Natural Flame Stabilizer 800t01200 11mm 6" CHO992NG  52TA19 
Reverse Mixing, Counterclockwise Agitation 40 to 2010 rpm BDC2010 38C831 Micro 800 to 1200 41mm 31h" CHO994NG 5 TA22 
High Speed 40 to 6000 rpm _BDC6015 380834 
High Torque 20t0 3000 rpm _BDC3030 380833 
High Torque 1201800 rpm __BDC1850 _38C832 ZS CANNON 
Shaft Blade Shaft sir. | tem INSTRUMENT COMPANY No. 36N1 74 
la. la. ode 0. 7 
Mixer Accessories, Stainless Steel Viscometer 
Mixing Impeller, Crossed Blades : 
a oe 9" 16° A130 380841 Portable Viscometer—Compact, 
Pitched Blade Propellers easy-to-use SimpleVIS® viscometer 
us z = ae 38086¢— | offers exceptional temperature control 
Pitched Blade Propeller w/Shaft and provides a direct determination of 
Ae 2.5" 16" A166 38C846 kinematic viscosity. 
Viscosity Standards—CANNON certi- 
No. =. a fied standards are used for calibration 
39J347 and verification of glass capillary, rota- 


tional, falling, ball and cup viscometers. 





sft tie Calibration and verification with certi- 
: fied viscosity standards help to ensure 
Homogenizers viscometer measurement reliability. All 
= 120V standards are sold in 500mL bottles. 
= For additional generator probes, ae Miscpaily eas , Power , Be | tam 
: ® escription ange est emp. equirements oae 0. 
go to Grainger.com | Tiscometar 
No. 12F197 can process tissue or small samples SimpleVIS® Portable 5.5to 40°C and 100 to 230V, 75 049 36N171 
in various tube sizes or small beakers. 144W, ese omneye Cs a Viscosity Viscosity 
high-torque motor has variable-speed adjustment Density Density Centipoise — Centistokes Mfr. Item 
with a slide switch speed control to homogenize For Use With _@ 25°C @40°C @ 25°C @ 40°C Model No. 
les in seconds Viscosity Standards 
samp 0.860 0.850 29 18 9727-C35.016 36N189 
Speed Volume Mtr. item 0.873 0.863 104 54 9727-C40.016 36N190 
Description Range Range Includes Model __No. : ae ae on a ores anes 
Bio-Gen PRO200 ; iscometers 837 827 727-C45. 
Hand-Held 38000 rom toll Kin inctection Manual’. 07-0120 12F197 0.844 0.835 1100 520 _9727-C50.016 _36N193 
Homogenizer ; 0.888 0.879 20,000 6700 9727-C60.016 36N194 
Homogenizing 5000 to 0.03mL 7mm X 95mm Saw-Tooth PK- 0.891 0.823 41,000 13000 9727-C62.016 36N195 
Package, Standard 33 999 rpm to tome Probe, 1OmmX 115mm — gyoqqyys 39d847 Silicone Oil Reference Viscosity Standards 
Universal = se one 0.9125 0.8984 4.6 9727-210.016 36N178 
Homogenizing 5000to -0.03mL_~—~Probe, 10mm X 115mm PK. 0.9336 0.9198 9.4 eee 36N179 
Universal Stand Assembly 0.9638 0.9504 96 9727-222.016 36N181 
—— = 0.9686 0.9553 480 9727-226.016 36N182 
Panlane Sena. 35,000 in toromL 5X 75mm Probe ——-—PK-01200S 39326 Jectational 0.9695 0.9563 960 — 9727-230.016 36N183 
Micro-Homogenizing 5000to = 0.03mL_ = Smm X 75mm Probe, 7MM py _g4 9909p 3945333 0.9697 0.9564 9000 9727-234.016__36N184 
Package, Deluxe 35,000 rpm to10mL X 95mm Saw Tooth Probe eae reese ; an ore ae 
‘ _: 5mm X 75mm Probe, 7mm “Lad, 
Se ee sans a er X 95mm Saw-Tooth Probe, PK-01200P 39327 0.9705 0.9572 58,000 9727-246.016 36N187 
ge, meee Pro200 Stand Assembly 0.9706 0.9573 97,000 9727-250.016 36N188 
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LAB SUPPLIES 
Glass Bottles, BOD Bottles & Caps 














A Division of Berlin Packaging 


Glass Bottles 


= Precleaned bottles are cleaned for semivolatile organics 


Scan. Order. Done. 


Details on page A1. 





K Kimble ASS. 7 2 WHEATON® 


French Packer Reagent . 
Sains Soitle Satilo Satis and come preassembled with caps attached 
Bottle Bottle Bottle =» Reagent bottles include ground glass stopper 
Screw Screw 
Bottle/ Body Closure Closure Item Pkg. Bottle/ Body Closure Closure Item Pkg. 
Cap. Jar Shape Mouth Color Liner Material Size Brand No. Qty. Cap. Jar Shape Mouth Color Liner Material Size Brand No. Qty. 
Beaker Bottles 4000mL Boston Round Narrow Amber Foam 38-400mm_ LSS 52JZ39 6 
60mL Wide Clear Pulp/Vinyl 38-400mm Qorpak 3TRH5 48 Round Wide Clear Foam 89-400mm LSS 52JZ68 4 
120mL Round Wide Clear Pulp/Vinyl 48-400mm Qorpak 3TRH8 24 Media Bottles 
240mL Wide Clear Pulp/Viny! 58-400mm Qorpak 3TRJ2 24 100mL Wide Clear Unlined 45-400mm Kimble 3TRD5 10 
Bottles 950mL Wide Clear Unlined 38-400mm Kimble  3TRD8 10 
1-07 Narrow Clear Pulp/Viny! 20-400mm Kimble 3UUT8 48 Wide Clear Unlined 38-400mm Wheaton 9HV87 12 
Wide Amber Polyethylene 28-400mm Kimble  8FEJ2 432 Narrow = Unlined — Kimble | 6HAT7 1 
5°67 Narrow Clear Pulp/Vinyl 20-400mm Kimble 3UUV7 24 500mL Wide Clear Unlined = Kimble 3TRE2 10 
Wide Amber  Pulp/Vinyl 33-400mm Kimble S8FFH4 216 Round Wide Clear Unlined _ Wheaton 8CYD2 12 
Round Narrow Amber Unlined  22-400mm Kimble 8FDN8 160 Narrow — Unlined — Kimble  6HAT8 1 
4 oz. Narrow Clear Pulp/Viny! 22-400mm Kimble 3UUX7 24 1000mL Wide Clear Unlined — Kimble 3TRES5 10 
Wide Clear Pulp/Vinyl 48-400mm Kimble | 3VFHS5 24 Wide Clear Unlined — Wheaton 9QHV88 12 
e097 Narrow Clear Pulp/Vinyl 24-400mm Kimble 3UUZ7 12 9000mL Narrow — Unlined = Kimble | 6HAT9 1 
Wide Amber PIFE 45-400mm_ Kimble 8FH81 84 Wide Clear Unlined — Wheaton 9PY89 6 
15mL French Square Wide Clear Unlined 20-400mm Qorpak 41U168 48 Packer Bottles 
16 02 Narrow Clear Pulp/Vinyl 28-400mm Kimble 3UVC7 12 30mL Bound Wide Amber Unlined 28-400mm Kimble 3VEWS8 24 
Round Wide Amber Polyethylene 53-400mm Kimble 8PK32 60 60mL Wide Amber Unlined 33-400mm Kimble  3VEY8 24 
30mL Wide Amber  Pulp/Vinyl 28-400mm Kimble 3VEV5 24 Precleaned Bottles 
32 02. Narrow Clear Pulp/Vinyl 33-400mm Kimble 3VDP5 12 120mL Narrow Clear PTFE 24-400mm Qorpak 39H552 24 
Boston Round Narrow _ Clear PTFE 20-400mm LSS 52JZ96 3824 240mL Bostoi Rouiid Narrow Clear PTFE 24-400mm Qorpak 39H565 24 
60mL French Square Wide Clear Unlined 28-400mm Qorpak 41U171 48 900mL Narrow Clear PTFE 28-400mm Qorpak 39H531 12 
Round Wide Amber  Pulp/Vinyl 33-400mm Kimble 3VEX5 24 960mL Narrow Clear PTFE 33-400mm Qorpak 39H541 12 
Suction Bound Narrow Amber Polyethylene 20-400mm_ LSS 52KA45 = 24 Precleaned Packer Bottles 
Narrow Clear Unlined 22-400mm Qorpak 41U160 24 950mL Wide Amber PTFE 53-400mm Qorpak 39H538 24 
420mL Wide Amber PTFE 48-400mm__LSS 52KA06 =24 Wide Amber PTFE 53-400mm Qorpak 39H539 24 
Wide Clear Foam 38-400mm_ LSS 52JZ63 =. 24 500mL Round Wide Amber PIFE 53-400mm Qorpak 39H559 12 
Wide Clear —_- Pulp/Vinyl 48-400mm Qorpak 41U222 24 4000mL Wide Amber PTFE 53-400mm Qorpak 39H523 12 
Wide Clear Foam 48-400mm__LSS 52JZ50 = 24 Wide Amber PIFE 53-400mm Qorpak 39H524 12 
Round Wide Amber  Pulp/Vinyl 38-400mm Kimble 3VEZ5 24 Reagent Bottles 
425mL Wide Amber Unlined 38-400mm Wheaton 8sDD93 24 30mL Narrow Amber Unlined _ LSS SYHG2 8 
Wide Clear Unlined 48-400mm Wheaton 8sDDU5 24 Wide Amber Unlined = LSS SYHH9 8 
Wide White Unlined 38-410mm Wheaton 8CWAG 72 60mL Narrow Amber Unlined — LSS SYHG3 8 
240mL Wide Clear Pulp/Vinyl 58-400mm Qorpak 41U226 24 Wide Amber Unlined — LSS 5SYHJO 8 
Boston Round Narrow Amber  Pulp/Vinyl 24-400mm Kimble  3VDZ5 12 Bednd Narrow Amber Unlined _ LSS 5SYHG4 8 
950mL Wide Amber Pulp/Viny!_ 45-400mm_ Kimble 3VFC5 ils 125mL Narrow Clear Unlined = LSS SYHF5 8 
Baund Wide Amber Unlined 45-400mm Wheaton 8DD94 24 Wide Amber Unlined — LSS dYHJ1 8 
Wide Clear Foam 45-400mm LSS 52JZ64 = 12 500mL Narrow Amber Unlined — LSS SYHG6 6 
480mL Wide Clear Pulp/Viny! 63-400mm Qorpak 41U230 24 Narrow Clear Unlined — LSS 5YHF7 6 
Bocton(Beund Narrow Amber  Pulp/Vinyl 28-400mm Kimble  3VEC5 12 1000mL Narrow Amber Unlined — LSS SYHG7 6 
Narrow Clear Polyethylene 28-400mm_ LSS 52KA53_—s 12 Round Beaker with Cap 
500mL Wide Amber  Pulp/Vinyl 53-400mm Kimble  3VFE2 12 30mL Round Wide Clear —_ Pulp/Vinyl 33-400mm Qorpak 3TRH2 48 
Round Wide Amber Unlined 53-400mm Wheaton 8DD95 12 Safety Coated Bottles 
Wide Clear Unlined —63-400mm Wheaton 8XA01 12 480mL Ratind Wide Clear F217/PTFE 70-400mm Qorpak  3UEK7 24 
950mL Narrow Clear Polyethylene 20-400mm _ LSS 52KA54 =§=12 500mL Wide Amber Foam 53-400mm LSS 52JZ81 12 
960mL Boston Round Narrow Amber  Pulp/Vinyl 33-400mm Qorpak 41W172 12 950mL Boston Round Narrow _ Clear Foam 20-400mm_ LSS 52JZ76 12 
Narrow Clear Unlined  33-400mm Qorpak 41U167 12 Wide Amber Foam 53-400mm LSS 52JZ82 12 
Narrow Amber  Pulp/Vinyl 33-400mm Kimble 3VEE5 12 960mL Wide Clear Pulp/Vinyl 70-400mm Qorpak 41W199 = 12 
1000mL Wide Amber  Pulp/Vinyl 53-400mm Kimble 3VFF8 12 4000mL Round Wide Clear PIFE 53-400mm_ LSS 52KA42 12 
Round Wide Amber Unlined 53-400mm Wheaton 8sDD96 12 Wide Clear Foam 93-400mm LSS 52JZ86 12 
2000mL Wide Clear Unlined —83-400mm Wheaton 8DCT1 6 1920mL Wide Clear Pulp/Viny| 83-400mm Qorpak 41W228 6 
WY Kimble. 
SUT X Kimble 
t 2 WHEATON? A Division of Berlin Packaging J siciib ona Kiskiseunaaned 
. Caps for Glass Bottles and Jars 
— BOD Bottles = Phenolic caps are black = Polypropylene are white 
= i a a] . 
a =» 300mL capacity , Closure a et pana tem Fig. 
ili iner Materia osure Size ran 0. y. 
, 7 Clear borosilicate glass, USP Type | | Phenolic Glosize Material 
: Designed for incubating samples of industrial LDPE 20-400mm Qorpak 41468 5500 
= LDPE 22-400mm Qorpak 41U472 5000 
— piehin viele vat ia oe Phenolic Polyethylene 38-400mm orpak 4626231700 
elfluents tor wastewater biochemical oxygen No. 41U468 Polyethylene  48-400mm Qorpak 21RT78 1248 
01 , demand testing. Pulp/Viny! 22-400mm Kimble 8RZR9 144 
i Pulp/Vinyl 28-400mm Kimble 9R418 144 
nieceaailan eranacins rae Ao PulpVinyl _33-400mm Kimble 8FRF5 144 
| Narrow Mouth pper ‘ye aia Pulp/Vinyl_ __38-400mm___—“Kimble___—_—QUFH5 144 
Un-Numbered, No Barcoding Robotic 48H597 24 PulpVinyl_ ___43-400mm Kimble gLP99 144 
Un-Numbered, No Barcoding _Pennyhead 48H598 24 Pulp/Vinyl___48-400mm Kimble 8WA38 144 
Number Sequence: 01-24 Robotic 48H599 24 Rubber 22-400mm Kimble 8FRE9 144 
Number Sequence: 01-24 Pennyhead 48H601 24 Rubber 24-400mm Kimble 8PPZ6 144 
Number Sequence: 25-48 Robotic 48H602 24 Rubber 33-400mm Kimble 8PPY8 144 
i per sequence: 29-48 pen nead at 5 Rubber 48-400mm Kimble 8FDR1 144 
umber Sequence: 49- obotic i 
No. 48H599 Number Sequence: 49-/2 Pennyhead 48H605 24 Polypropylene Elasure Material Qorpak 41U518 1650 
Number Sequence: 73-108 Robotic 48H626 36 Polypropylene F917 63-400mm Qorpak 41U566 988 
qlumber Sequence: 73-108 Pennyhead 48H627 36 No. 41U555 Fo17 70-400mm Qorpak 410520 760 
Replacement Glass Stopper Robotic 48H631 12 F217 89-400mm Qorpak 41U595 144 
Replacement Glass Stopper _Pennyhead 48H632 12 Unlined 48-400mm Qorpak 21RN74 1700 
BOD Bottle Rack — 8AVE2 1 Unlined 58-400mm Qorpak 21RN44 1100 
652 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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LAB SUPPLIES 
Plastic Bottles, Jars & Bottletop Dispensers 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 









Graduated | 
Bottle 
(Marker not 
included) 
No. 3UDV9 




















Narrow-Mouth Bottle Wide-Mouth Bottle 
No. 6FAH9S No. 6FAJ5 
Body Body Item Pkg. peo” 
Material Cap. Dia. Color Brand _ No. Qty. 
Narrow Mouth Bottles 
30mL 34mm _ Clear LSS 6FAH9 i? = 
60mL 3/mm_ Clear LSS 6FAJO 12 
Square Bottle 125mL 50mm Clear LSS  GFAJ1 12 Plastic Jars Dynalon 
125mL 50mm Clear LSS 6FAP9 12 aT Bait 
No. 3UEH6 uppe 20mL_61mm Natural LSS 6FAJ2 19 Easy-to-fill jars collect and store liquid ORT aT 
250mL 61mm Clear LSS G6FARO 12 | and solid specimens. Include lids. 
200mL 73mm _ Clear LSS 6FAJ3 12 
500mL 73mm Clear LSS G6FAR1 12 Body Item Pkg. Body Item Pkg. 
1000mL 91mm Clear LSS  6FAJ4 6 Material Cap. No. Qty. Material Cap. No. Qty. 
D | 1000mL 91mm Clear LSS  6FAR2 6 Round 30mL  3UCN6 12 
Ynaion 125ml 1.95" Clear Dynalon 3UDU9 * 12 60mL 9681 10 Polypropylene 60mL 3UCN9 12 
* Gap Polypropylene »rami-6imm Clear. LSS  6FAL3 {9 125mL 8MWC8 10 125mL 3UCP3 12 
® quality. value. service Wide Mouth Bottles 250mL 9V308 10 | Straight Side Round 
. Polypropylene 500mL 2.953" Clear Dynalon 3UDV6 * 12 HDPE 900mL 9JUP2 10 250mL_ 9DHY6 10 
Plastic Bottles 30mL 34mm Clear. LSS —6FAJ5 12 1000mL BRARZ 10 poivorgnviene —pOmL — BZEP6 10 
30mL 34mm Amber LSS 6FAN4 12 1500mL_ 8TKFo 10 1000mL 9PNL5 5 
= Round shape except 60mL 39mm Clear LSS GFAJ6G 12 2000mL 9CLW8 10 1183mL_ 9HZN6 5 
60mL 39mm Amber LSS  6FAND5 12 
Nos. 3UEHS and 3UEH6 125mL 50mm Clear LSS 6FAJ7__‘12 
= -resic- 125mL 50mm Amber LSS 6FAN6 12 
screw-on caps make a leak-resis 200mL 61mm Clear LSS 6FAJ8 12 
tant seal to keep liquid samples HOPE 250m _61mm_Amber_ LSS GFANT 12 ea i = 
j ; 000mL_ /omm ear Dynalon 
safely contained 200mL 73mm _ Clear LSS 6FAJ9 12 
Note: Detailed information on chemical 200mL 73mm Amber LSS 6FAN8 12 
resistance, plasticware compatibility, and 1000mL_90mm__Clear_Dynalon 3TTC1 6 
labware ae and dis a is sable 1000mL Simm __Clear_[SS __ GFALO 6 
ca 1000mL 9imm Amber LSS 6FAN9 6 , 
on Grainger.com®. 4000mL 153mm Clear LSS G6FAP6 1 
60mL 39mm Clear LSS  6FAL4 12 
NARROW- AND WIDE-MOUTH 60mL 1.565" Clear Dynalon 3UDU6 * 12 Qorpak 
: 125mL 50mm _ Clear LSS  6FAL5 12 
Amber HDPE bottles protect light- 250mL 6imm Clear LSS 6FAL6 12. | ———————= od 
sensitive samples. Polypropylene 250mb 2,353 Clear Dynalon supV3 ¥ 12 ging 
: 900mL_ 73mm ear 7 No. 39H551 No. 3UEK4 
Graduated bottles have printed mL ‘o00mL Imm ~ClearLss rats 6 | Glass Jars 
ite- 1000mL 3.543" Clear Dynalon 3UDV9 * 6 _ - 
sl aaa and a write-on 2000mL 120mm Clear LSS “Tei Straight-sided, wide-mouth design for efficient addition and 
m mm_ Clear 
Environmental Sampling Bottle - Narrow Mouth removal of contents. Amber jars protect contents from UV rays and 
ENVIRONMENTAL SAMPLING Hace 125ml somm _ a dat 500 are ideal for light-sensitive materials. 
: 5 5 
Leakproof bottles resist breakage TTT OOM Clear [SS 6FAH4 50 Closure Liner Screw Item Pkg. 
j Environmental Sampling Bottle - Wide Mouth Cap. Body Color Material Closure Size No. Qty. 
es safe sampling, rae an {25mL Simm Clear LSS 6FAHD5 500 Precleaned Jars 
storage. HDPE -200mL_6imm Clear LSS 6FAH6 250 420mL Clear PTFE _58-400mm _39H594 24 
900mL 73mm _ Clear LSS 6FAH7 125 Amber PTFE 98-400mm__39H551 24 
OCTAGONAL-SQUARE BOTTLES 1000mL 91mm Clear LSS  G6FAH8 50 o40mL Flear PTFE 70-400mm 39566 24 
: Sampling Bottle - Narrow Mouth mber -400mM 
Optically clear, easy-grip transport HOPE 500mL 73mm Clear LSS  6FAH3 125 480mL Clear PTFE 89-400mm  39H533 12 
bottles take up less shelf space Ui tatacSa ees acca , ale ar] Clear PTFE _-89-400mm_ 39943 12 
m ear Dynalon afety Coated Jars 
than round bottles. Graduations are — Polycarbonate + 599/47 Clear Dynalen 3UEH6G anak Clear Pulp/Viny! 70-400mm  41W198 04 
molded in. * Graduated bottle. Clear F21//PTFE  /0-400mm 3SUEK4 24 
; 2 WHEATON? ff} 
Bottle Top Dispensers ) — . 
= Dispensers provide superior chemical resistance Dragonlab—Dispense common labora- é 10 
Wheaton—Designed for handling liquids safely and pal heals bt ts 3 i 
provides reliable measuring. Feature in-lab calibration 6 ani with dard a A5 thread y 9 i No. 
and instant volume setting. Attaches directly to bottles. " * 23Y322 
a = 
Item bs. a 
Volume _ Graduations Accuracy Includes Brand No. ee yup 
0.1 to 2mL 0.1mL <0.35% Reservoir 250mL Wheaton _23NC07 Ti hm! 
0.25to2mL  _0.05mL__Less Than +1.8% 3 Bottle Top Adapters (28,40,45mm) Wheaton _23Y322 Hi a 
0.5 to 5mL 0.1mL +0.025mL Filling Tube and Adapter Diab 462312 — — 
1 to omL 0.1mL Less Than +1.3% 3 Bottle Top Adapters (28,40,45mm) Wheaton 23Y323 
1 to 10mL 0.2mL +0.05mL Filling Tube and Adapter Diab 462311 ?r 
1 to 10mL 0.2mL <0.35% Reservoir 1000mL Wheaton 23NC09 
1 to 10mL 0.25mL_ _Less Than +1.1% 3 Bottle Top Adapters (28,40,45mm) Wheaton _23Y324 “= 5 
2.9 to 2omL 0.5mL +0.125mL Filling Tube and Adapter Diab 462314 B= —_ 
3 Bottle Top Adapters 32,38 and 40mm, 350mm ae 
2.5 to 25mL 0.5mL Less Than +1.1% — Feed Tube, Alternative Screw Type Volume Setting Wheaton 23NC17 Ty 
Button, QC Certificate and Operating Instructions 
9 to 90mL TmL +0.25mL Filling Tube and Adapter Diab 462313 
9 to 90mL 1.0mL Less Than +1.1% 3 Bottle Top Adapters 32,38 and 40mm, 300mm Wheaton 23NC18 
10to100mL  1.0mL —Less Than +1.1% Feed Tube, Alternative Screw Type Volume Setting Wheaton 23NC19 


Button, QC Certificate and Operating Instructions 
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LAB SUPPLIES Scan. Order. Done. 
Wash, Solvent Dispensing & Dropper Bottles Details on page A1. 








Dynalon Closure Item Pkg. 
* qa. Cap. Spout Style Labware Imprinting _Color Brand No. Qty. 
quality. value . service 200mL_ _Integrated Spout Distilled Water Natural LSS 243892 4 
250mL Methanol Green Dynalon 45G312 5 
~——= Wash Bottles 250mL Acetone Red _Dynalon 45G309 5 
250mL Ethanol Orange Dynalon 45G310 h) 
& , 250mL Isopropanol Blue Dynalon 45G311 5 
= LDPE bottles with polypropylene caps 250mL Standard Spout —___Wite-Qn___Red__Dynalon_— LDV 5 
| Integrated spout squeeze bottles provide Berne, an! 
= ee ; 500mL Isopropanol, Assorted Dynalon 45G318 5 
Narrow-Mouth —No Imprinting quick, handy cleanout of laboratory Methanol, Write-On 
bagi Wide Mouth glassware and plasticware 200m" elie Red nao ee 
No. 24J919 No.6FAU7 9 p 500mL Acetone LSS 24J877 4 
Printed bottles save time and help elimi- 500mL SE USC Blue LSS 244895 4 
nate cross-contamination. 500mL_— Integrated Spout Distilled Water Natural L§S_24890 4 
nn} ith " 200mL thano ite 
Sioa eine | Item Nos. beginning with "24J" are 500mL Isopropanol Yellow LSS 243887 4 
pa egelacean bai printed with chemical name and formula,  — 500m Methanol Green __L$S" 24884 4 
i 200mL cetone 
buildup and Oa) Chemical Abstract Service number, and 500mL Acetone Red ~Dynalon 456314 5 
solvent drips —~ / NFPA warning diamond for easy identifi- 500mL uc ane ; ee 24J905 6 
— 500mL thano range ynalon 4 
cation and safety compliance. 500mL Standard Spout HMIG Blue LSS 24/902 $6 
Wide-Mouth, Note: Labware imprinting indicates imprinting on 900mL Isopropanol Yellow LSS 24904 6 
Vented re 900mL Isopropanol Blue Dynalon 456316 ° 
bottle, cap color, or write-on label. 
No. 24J904 500mL Methanol Green LSS 24J901 6 
Closure Item Pkg. 900mL Methanol Dynalon  45G317 5 
Cap. Spout Style Labware Imprinting Color Brand No. Qty. 750mL Intearated Spout Acetone Red LSS 243878 2 
Narrow Mouth 750mL g p Distilled Water Natural LSS 243891 2 
Vented Nonvented 
200mL Acetone Red LSS 243880 6 200mL_ _Integrated Spout No Imprinting Clear LSS 6FAV8 1 
ee 250mL We Pmarinting : = oe 
ater, Ethanol, 250mL 0 Imprinting reen 
500mL Isopropanol,  ssorted =» LSS 244898 : 950mL No Imprinting Red LSS 6FAR8 
5 Methana| 250mL ie Hmarinting Yer ow ree ie 
each, Sodium 250mL 0 Imprinting ue 
500mL Hypochlorite Blue LSS 2ANB96 : 500mL No Imprinting Clear LSS 6FAV4 i 
900mL Distilled Water Natural LSS 243894 6 900mL No Imprinting Yellow LSS 6FAUS 1 
200mL Sandan Swont Ethanol White LSS 243883 6 900mL No Imprinting Blue Dynalon _3YJX1 a 
200mL p Isopropanol Yellow LSS 245889 6 900mL No Imprinting Green Dynalon 3UUN9 5 
200mL . vethang Green LSS 24J886 6 iva No Hnpeinting fet pynalon ate : 
each, Sodium 900m 0 Imprinting ite ynalon 
a an a 4, 
m istilled Water atura each, Sodium ue 
1000mL Ethanol White LSS 244882 4 500mL Hypochlorite LSS 244908 6 
1000mL lsopropanol Yellow [So 245888 4 500mL Distilled Water Natural LSo 24J909 6 
1000mL Methanol Green LSS 243885 4 500mL Ethyl Acetate Green LSS 243913 6 
gon 4 No Imprinting Natural LSS 24J915 4 500mL praching a Natural LSS 243914 6 
onvente Methyl Ethy 
125mL Integrated Spout No Imprinting ae [SS 6FAV7 500mL = Standard Spout Ketone (MEK) Green LSS 244907 6 
125mL No Imprinting LSS 6FAV3 1 500mL No Imprinting LSS 6FAU2 1 
200mL Write-On White LSS 243918 6 500mL No Imprinting Red LSS 6FAR9 1 
250mL Standard Spout No Imprinting Clear LSS 6FAV4 1 500mL Saline Solution Natural LSS 24J912 6 
900mL p No Imprinting Natural LSS 24J899 6 500mL Soap Green LSS 24J910 6 
200mL Isopropanol Blue Dynalon 3LDX4 9 500mL Toluene Red LSS 243911 6 
900mL No Imprinting Clear LSS 6FAV5 1 500mL Water Natural LSS 24J906 6 
200mL_ _Integrated Spout No Imprinting Dynalon  3LET3 4 500mL Write-On White LSS 24J920 6 
900mL Acetone Red Dynalon 3LDX2 9 1000mL No Imprinting Green LSS 6FAU3 1 
200mL Distilled Water Dynalon 3LDX1 ) 1000mL No Imprinting Clear LSS 6FAV2 1 
900mL No Imprinting White Dynalon 8ACL7 ] 1000mL No Imprinting Blue Dynalon 3UUP6 i] 
200mL Standard Spout Write-On LSS 243919 6 1000mL No Imprinting Green Dynalon 3UUP9 5 
1000mL No Imprinting Clear LSS 6FAV6 1 1000mL No Imprinting Red Dynalon 3UUR3 5 
1000mL No Imprinting Red Dynalon 9GE47 ] 1000mL No Imprinting White Dynalon 3UUR6 5 
1000mL Write-On White LSS 243917 4 1000mL No Imprinting Yellow LSS 6FAU6 1 
Wide Mouth 1000mL No Imprinting Blue LSS 6FAU9 1 
Vented 1000mL No Imprinting Red LSS 6FAU0 1 
200mL_ _ Integrated Spout Acetone Red LSS 243879 4 1000mL Write-On White LSS 24J916 4 
Acetone, Ethanol, * Write-on, wipe-off labeling areas and included COSHH hazard symbols. ¢ Drip-lock vapor 
250mL _— Standard Spout lsopropanol, Assorted Dynalon 456313 ) venting.  HMIG (Hazardous Materials Identification Guide) printing system identifies chemicals 
Methanol, Write-On by a numerical hazard rating and designates required personal protective equipment. 
i ) it it 
, Solvent Dispensing Bottles MENDA Dynalon 





i LSS FE 





= HDPE bottles Automatic dispensers operate quality. vale. service 
No. = Stainless steel pumps one-handed without removing the 
seksi? = Replacement bottles lid. Imprinted units are labeled Dropper Bottles 
available on Grainger.com® in nonsmearing ink with one of Glass—Narrow-mouth bottles have 
the three most commonly used polypropylene stopper. 
1 No. No. e : 
sisaasuiai ns ao il Gnemica ames 28CP27 ever Plastic—Low-density polyethylene 
Disp. Acetone ESD Bottle 236.6ml Blue 391808 dispensers allow cotton or pad Body item Pkg 
F om ea j j j j : 
Disp. Bottle 936. 6mL ct SAPV1 application, with excess fluid Cap. Dia. H Color Brand No. Qty. 
Disp. Bottle, Take-Along seit Clear BANJA seeping back into the bottle. Glass Sees ae es 
. om ue = mm mm Amber 
BiepEeo ete 236.6mL Blue 39H804 finial he flea : s0mt ~4omm 124mm Clear LSS 28CP27_12 
; Blue _32EZ09 ISPENSers reduce DAaCKTIOW IIS 45mm 132mm Amber LSS 28CP29 12 
Grad. Acetone Disp. ESD Bottle ; ; : 60mL 
Orange 39H7/93 with raised purity protector to 45mm 132mm _ Clear LSS) = 28CP28 12 
rad. Disp. Bottle Clear__ 8PE95 120mL_ 54mm 153mm Amber LSS —_28CP30 12 
Grad. Disp. Bottle, Take-Along Clear BANS *~ keep fluid supply contaminant- s25m__22mm_110mm Amber LSS SYHL3 8 
ue 2 11 | L YHL 
Grad. Disp. ESD Bottle 177.4mL —Blue39H805__—‘"ee. Pure-Touch units reduce Baste a 
. Green 39H795 vapor escape; for use with No. isml 25mm 60mm Clear [S$ @FAR3 12 
Grad. Disp. ESD Bottle, Pure: Take Bloc —aaes42-— _ Noncotton brushes. 6FAR3 30mL 365mm 62mm Clear LSS  6FARA 12 
. . . . . 1 
Grad. IPA Disp. ESD Bottle Orange 39794 ESD (electrostatic dissipation) ae ae pen aes 13 
Pure:Touch P aoe bottles are made of durAstatic™ 60mL ~Zo5mm 85mm Clear LSS  GFARS 12 
—— 7183mL Clear BAMY7 ubPE and enibossed witht thie fooml 1%" 150mm Clear Dynalon 8MTX1 10 
Disp. Bottle 736.6mL Clear 8AMY9 * ESD protect Salter acl No. 405mL —4/mm_ 115mm Clear Dynalon 39H776 12 
Grad. Disp. Bottle 177.4mL__ Clear 8AMY8 Eov protective symbol Tor tas 39H776 51.5mm 10imm Clear LSS 6FAR6 12 
* Locking top. identification. 200mL 61.5mm 133mm Clear LSS 6FAR/ 6 
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GRAINGER CHOICE® LAB SUPPLIES 





Find the Wy. Find Solutions. Find Great Prices. Beakers & Cylinders 
Tri-Corner, 
Ee’ Disposable 
glob SCIENTIFIC C 
No. 3VEY3 38K UNITED SCIENTIFIC SUPPLIES, INC. 


Triangular Beakers 


Offer superior chemical resistance. 
Feature pour spout for easy pouring 








and handling. 

Graduation Item —_— Pkg. Graduation Item —— Pkg. 
ae Cap. Subdivisions Brand No. Qty. Cap. Subdivisions Brand No. Qty. 

= |. Tri-Corner, Disposable Tri-Corner, Reusable 
= 90 mL 5 mL Globe Scientific 46AX38 100 90 mL 10 mL United 23YW29 100 
— 100 mL 10 mL Globe Scientific 46AX37 100 100 mL 10 mL United 23YW30 100 
“ o 200 mL 10 mL Globe Scientific 46AX35 100 250 mL 20 mL United 23YW31 100 
i 400 mL 20 mL Globe Scientific 46AX36 100 400 mL 40 mL United 23YW32 100 
& s No. 3UDJ6 800 mL 90 mL Globe Scientific 46AX39 100 800 mL 90 mL United 23YW33 100 
ers 1,000 mL 50 mL Globe Scientific 46AX34 100 1,000 mL 50 mL United 23YW34 100 

No. 6FAE5 


=~ 
Dynalon “a f q y, vm 


quality . value . service. value . service * nee 
SS, Bel-Art * H-B Instrument 
SP SCIENCEWARE” lob Cc 


Plastic Beakers 


All beakers have a body material of polyproplene except ; 








No. 38VKO6 
Nos. 3VEV9 and 3VEW6 are PTFE. Low Form Beakers with - 
Handle have a precise pouring spout and are autoclav- — = s 
able. Disposable beakers are nonsterile and autoclavable. No. SYHA4 =. 
Graduation Item Pkg. K Kimble 4 T LSS | ee de 
Cap. Subdivisions Brand No. Qty. pic reenicannt ied ® * T LSS | P= 
in i" - a L Dynal 3VDU6 ° —— 
m m nalon 
260ml mt Dynaon svDUs Glass Beakers Dynalon 4 No. 9KWC6 
m nalon ga 
500mL 10mL ynalen 3VDV3. 1 = Borosilicate glass gee € Kir Ki mble 
ear pinaion aueya 5 Graduation Item Pkg 
m nalon ree : n 
1000mL 50mL Ves 6FAF7 | Cap. Subdivisions Brand No. aty. Graduated Cylinders 
250mL LSS 6FAF9 1 Beakers, Low Form 
50mL Dynalon 3VEY6 1 50mL 10mL Kimble —_ 38VK08 48 Graduation Item Pkg. 
2000mL 100mL LSS 6FAF8 1 100mL Kimble  38VK04 48 Cap. Subdivisions Brand No. Oty. 
100mL LSS 6FAHO 1 150mL 20mL Kimble  38VKO5 48 Polymethylpentene (PMP) 
3000mL 100mL Dynalon 3VEY9 1 250mL Kimble  38VK06 48 10mL 0.2mL LSS QMFO2 1 
Bo ukorewith Harte low Fara Dynalon SVEZS | 400mL 25mL Kimble 38VKO7 48 25mL 0.5mL LSS QEX72 1 
ar [ss 73X901 5 400mL Kimble  38VK10 48 50mL tmL LSS 9GE56 1 
100mL J0mL ree 953X905 G 600mL Kimble  38VJ93 36 100mL tmL LSS 9L456 1 
>50mL >5mL LSs 93X902 6 600mL 50mL Kimble 38VJ94 36 250mL 2mL LSS 8ADT5 1 
50mL LSS 923X903 6 1000mL Kimble 38VJ72 24 900mL omL LSS 8ADU7 1 
600ml 50mL [Ss 923X907 6 1000mL Kimble 38VJ73 24 1000mL 10mL LSS 8NEAQ 1 
5000mL 500mL LSS 23X904 D 1500mL Kimble  38VJ63 16 2000mL 20mL LSS QRTD2 1 
500mL LSS 23X908 2 2000mL  100mL Kimble  38VK31 8 Polypropylene 
Beakers, Low Form 2000mL Kimble  38VK32 8 10mL 0.2mL LSS 9WJ86 1 
50mL ain 5 LSS FES i 4000mL_ 5g) Kimble 38VJ97 4 50mL tmL LSS 4YMU2 ‘1 
Tl SS SFAFO 5 4000mL Kimble  38VK22 6 100mL tmL LSS 9L458 1 
100mL fomL [ss 6FAE4 {9 Beakers with Pouring Spout, Low Form 100mL 2mL Dynalon 3UUR5 4] 
mail Dynalon BAD JI 19 5mL tmL LSS 5YGY6 12 250mL 5mL Dynalon  3UUR8 1 
5mL LSS 6FAF1 6 10mL 2mL LSS SYGY7 12 5900mL 10mL Dynalon 3UUT2 1 
250mL 25mL LSS 6FAE5 6 25mL 5mL LSS 5YGY8 12 1000mL 10mL LSS QNNX3 1 
{OmL Dynalon 8UKP1 8 50mL 10mL LSS 5YGY9 12 1000mL 20mL Dynalon  3UUT5 1 
500mL 1OmL Dynalon 8ADJ2 6 100mL 20mL LSS 5YGZ0 12 2000mL 20mL LSS 8ADU8 1 
600mL o0mL LSS 6FAEG 4 150mL 25mL LSS 5YGZ1 12 4000mL 50mL Dynalon  8XULO 1 
90mL LSS GFAF2 3 250mL LSS.‘ 5YGZ2 12 Polypropylene, with Spout 
1000mL 20mL LSS GFAE7 3 4oomL «dm LSS. 5YGZ3 6 50mL 1m LSS 5PTud «12 
20mL Dynalon 8VL47 4 
2000mL +00mL [Ss GFAES 1 600mL_ = 100mL LSS 5YGZ5 6 250mL 5mL LSS 5PTJ6 12 
>50mL LSS 6FAE9 | 800mL LSS 5YGZ6 6 500mL omL Los 5PTJ7 12 
5000mL 550m [Ss 6FAFA 1000mML an LSS. SYGZ7 6 1000mL 10mL LSS 5PTJ8. 12 
PTFE Beakers 2000mL LSS 5YGZ8 4 Type 1 Borosilicate Glass, with Bumper, Class A 
600mL___Not Graduated Dynalon SVEV9 1 3000mL = 500mL LSS 5YGZ9 4 100mL tmL Kimble  9KWC6 1 
2000mL__Not Graduated Dynalon SVEW6 1 5000mL = 1000mL LSS 5YHAO 1 250mL 2mL Kimble 9GC91 1 
Glan Beaker a SAFTE Beakers with Pouring Spout, Tall Form 500mL 5mL Kimble 8NAVO 1 
Graduated Phos ui SIEGE ale 50mL 10mL LSS 5YHA1 12 1000mL 10mL Kimble  8NAV1 1 
5L 100mL SP Scienceware 8RZE4 | 100mL 20mL LSS 5YHA2 12 Type 1 Glass, with Spout 
10L 00m SP Scienceware ~~ 9ATI7 1 150mL 25mL LSS 5YHA3 12 10mL 0.2mL LSS 5YHX8 12 
Square Ratio Beakers 250mL 50mL LSS 5YHA4 12 25mL 0.5mL LSS 5YHX9 12 
100mL {0mL Dynalon 3VEZ9 10 400mL LSS 5YHA5 12 50mL tmL LSS 5YHY0 12 
500mL 50mL Dynalon 3VFAG 10 600mL LSS 5YHAG 6 100mL tmL LSS 5YHY1 12 
a : come Dynalon 3VFC3 5 800mL 100mL LSS 5YHA7 6 250mL 2mL LSS 5YHY2 6 
isposable Beakers 1000mL LSS 5YHA8 6 500mL 5mL LSS 5YHY3 2 
at a ree ae 1" 2000mL  200mL LSS 5YHAQ 4 1000mL 10mL LSS 5YHY4 2 
eOmL 1 nil rss 3UDJ6 50 Heavy Duty Beakers with Pouring Spout, Low Form 2000mL 20mL LSS SYHY5 1 
250mL Kimble 26CV54 * 12 Type 1 Glass, with Stopper 
400mL 25mL LSS 3UDJ9 50 25mL 
em rss 3UDK3 5 250mL Kimble  38VK09 48 95mL 0.5mL LSS 5YHY7 12 
600mL 50mL Globe Scientific 46AX40——«S Lab Mugs, Tall Form with Handle 50mL imL LSS 5YHY8 —12 
1000mL 100mL Globe Scientific  46AX41 5 500mL 50mL Kimble  8AZXO 6 100mL tmL LSS 5YHY9 12 
2000mL 200mL Globe Scientific 46AX42 1 * Matte finish marking area and graduated blue scale. 250mL 2mL LSS 5SYHZO 6 
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LAB SUPPLIES 
Flasks, Carboys, Funnels & Specimen Containers 


Scan. Order. Done. 
Details on page A1. 











With 


Handle & 
Pour Spout of _ 








No. 
* — 24AM99 LDPE 
oT ux : 49H011 
Kimble "i ) 
tate eae —_ Ginve 
F] k 5YHL5 | No. 
aSKS i 3WDW3 
Designed for safely making | Carbovs & Kimble Dynalon * CD. 
\ 
solutions in laboratory envi- y A WORLD OF EXPERTISE IN YOUR HANDS ‘quality . value. service’ value . service 
ronments; allowing liquid Glass—Neck is fabricated for a Plastic—Top handles provide easier 
solutions to be collected and uniform fit with a #12 rubber stopper. transport and pouring. Spigot models 
contained for samples from allow for easy liquid dispensing. 
various reactions due to a a ae a i 5 pars te 
heating, cooling, dissolving, Caroy Solution Bottle Glass ae aes 7 = = 
and boiling. — 13.2L Type | — 448mm 275mm ___ Kimble 3WDW3 
g Stopper 
19L Borosilicate Glass °'OPP = 502mm 294mm Kimble  3WDY5 
Graduation Item A Carboy, Plastic andeaa 
Cap. Body Material Subdivisions Stopper Size —_ Brand No. ty. andle an 
Conical Flasks with Ground Mouth or Pour Spout Seat emmy _Syaion. Anse 
10mL Glass 5mL 10/19 LSS SYHNG 12 10L Screw pana ane 424.2mm 210mm —Dynalon 24AMS98 
150mL Glass 25mL 19/26 LSS 5YHP8 12 On and im aoa 
Glass 25mL 24/29 LSS 5YHP9 12 25L Spigot Baal erate 563.9mm 379mm  Dynalon 24AM99 
Sean Glass 50mL 19/26 LSS BYHRT 12 HDPE repaid 
Glass 50mL 94/29 LSS 5YHR2 12 50L Pour Spout 599.4mm 366mm _  Dynalon 24AN01 
Erlenmeyer Flasks, Narrow Neck SL Handle 345.4mm 163mm Dynalon 24AN05 
50mL Glass 10mL _ LSS 5YHL5 12 Screw Handle 345.4mm 163mm _ Dynalon 24AN03 
100mL Glass 20mL — LSS SYHL6 12 101 On Handle 424.2mm_ 210mm ___Dynalon 24AN06 
250mL Glass 50mL — LSS 5YHL7 12 SGI § ene erm aiamm Dy nglon eee 
= L YHL 12 crew opcoc .2omm mm 
dome Glass 100ml = 33 __SYHLB 19.981 On and —Stopcock 518.3imm 83mm LSS 49H037 
1000mL Glass 100mL LSS 5YHL9 6 
— 49.96L Spigot Stopcock 665.16mm 83mm Loo 49H038 
2000mL Glass 500mL LSS 5YHNO 6 LDPE 
e 9.993L = 376.23mm 83mm LSS _49H013 
4000mL Borosilicate Glass 250mL 10 Kimble 9PP30 1 19.98L Screw — 549.27mm 383mm LSS 49H011 
6000mL Borosilicate Glass 500mL 10 Kimble S8AFRO 1 49.96L On = 665.i6mm 83mm Ess 49H012 
Erlenmeyer Flasks, Wide Neck 9.993L Screw  Stopcock  376.23mm 83mm LSS 49H033 
100mL Glass 20mL — LSS 5YHN2 12 19.98L On and Stopcock  518.3imm_ 83mm LSS 49H034 
125mL Borosilicate Glass 25mL 6 Kimble 38VK13 48 49.96L Polypropylene Spigot Stopcock 665.146mm 83mm LSS 49H035 
L Borosilicate Glass 25mL 8 Kimble 38VK14 48 9.993L Saray) — 376.23mm 83mm LSS. 49H028 
250m Glass 50mL = LSS 5YHN3 12 19.981 On = 918.3i1mm_ 83mm LSS 49H029 
500mL Borosilicate Glass 50mL 10 Kimble  38VJ96 36 = 949.2/mm__83mm__—=iLSS__49H016 
1000mL Borosilicate Glass 50mL 11 Kimble 38VJ75 24 
2000mL Borosilicate Glass 100mL 13 Kimble 38VK35 8 " 
Volumetric Flasks, Class A Buchner Porcelain EChemgiass Tx 
Borosilicate Glass = 9 Kimble 8AGC7 — 12 Life Sciences ‘Oe pagy 
Hint Glass = 10/11 iss sveza 12 | Funnels aes 
oor ass = ae ee ae K Funnels have heavy wall stems with a sealed-in porcelain 
Glass = 12/14 [SS 5YHZ77.-8 fritted disc and is beaded at the top for additional strength. 
100mL ~~ Borosilicate Glass = 18 Kimble 9MC75 12 | Not recommended for use where pressure would exceed 
200mL Glass — 14/15 LSS 5YHZ8 6 15 psi 
250mL Glass — 14/15 LSS 5YHZ9 6 " 
7 Glass = 16/16 LSS 5YJAOQ 4 Funnel Stem Mir. Item 
mL aE Cap. Top I.D. H Model No. 
Borosilicate Glass = 19 Kimble __ 9HRE3 12 35mL__45.4mm __93.2mm 44.58mm_ CG-1898-01 36A373 
1000mL Glass — 19/17 LSS oPRZ1 2 {00mL_57.88mm_ 115.56mm 54.5mm _CG-1888-02 36A374 No. 
Volumetric Flasks, Class B 200mL_ 76mm —s141.2mm__57.84mm__CG-1888-03 36A375 36A373 
10mL Glass — 10/11 LSS 5PRZ4—s 12 350mL  94.61mm 162.7imm 76.36mm CG-1888-04 36A376 
25mL Glass — 10/13 LSS 5PRZ5 12 600mL__115.68mm_ 208.22mm_ 100.68mm_ CG-1888-05 36A377 
50mL Glass = 10/13 LSS 5PRZ6 Io 800mL = 104mm = 215. 9mm 132mm _ CG-1888-06 36A378 
100mL Glass = 12/14 ces 5PRZ7 8 1150mL_164.85mm_ —230mm_—*104.1mm_CG-1888-07 36A379 
200mL Glass — 14/15 LSS 5PRZ8 6 
500mL Glass — 16/16 LSS 5PTAO 4 
Separatory * CD. 
* GAS c Thick Brand tik Pkg. Plastic Funnels 
© WWHIRL-PAK’ ap. ICKNESS ran 0. Qty. 
“— Clear —— rss —_ Sad 500 Short stemmed funnels feature a narrow stem mouth. 
Sampling Bags 202. “0.057mm Whirl-Pak 407133 500 | Designed to decant two immiscible fluids into containers 
4oz, —Olamm___ ss __ 244921 __500_ | with small openings, reducing spillage. 
= Low-density polyethylene 0,.057mm Whirl Pak 407135 200 No. 
ilizati ifi sett UT Stem Item 
» Attached wire ties 13 07 0.14mm LSS 24J935 500 60mm Rim 57mm 30mm BPTK5 
18 o7, —:14mm LSS. _24J922 500 TOORIATE: 7 7 a 
Rta WRIRL-FA Cw -0.064mm_ Whirl-Pak 407L41 500 Mua Ji MLL 
DA es 0.17mm LSS 243924 500 120mm Rim 115mm 45mm 5PTK9 
No. - ~0.076mm CARE a 200 
407L42 0.14mm L 4 5 
27 02. -9.076mm Whit Pak 407L48 500 Specimen + 
0.14mm L 4 a 
36 02. 9 676mm ~Whir-Pax 4o7L50 500. | Gontainers G3. 
10 07, 0. 47mm LSS 243926 500 
—— .—— sm « *_0.076mm_ Whirl-Pak 407L51 500 Body Closure Item Pkg. 
ness rum ee eae ob Cap. Material Material No. Oty. : 
OZ. .cmm Jars = 
1200z. 0.2mm LSS 245928 250 Pp Pp 32V496 12 ce 
Write-On _—— 
ae 0.14mm LSS 243932 500 250mL Polycarbonate PP 32V493 12 — 
) - ~0.057mm Whirl-Pak 407134 500 PP PP 3249712 e 
| hoz, —0.14mm LSS 24933 500 500mL Polycarbonate __ PP _—-32v494 6 Sec aonoS | 
as - ~0.057mm_ Whirl-Pak 407136 500 PP PP 32v498 «iG o. | 
No. | 48 o7, 0.4mm LSS 24J923 500 Containers 
24J930 -~0.064mm_ Whirl-Pak 407L42 500 100ml Pp HDPE 32V490 *t 280 
94 07. 0.17mm LSS 24J930 500 m pp HDPE 32V491+ 280 
0.076mm__Whirl-Pak_ 407L49__ 500 * Sterile. ¢ Frosted writing area. No. 32V490 


GRAINGER. 


ITT 


656 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” LAB SUPPLIES 
Find the wf. Find Solutions. Find Great Prices. Tubes, Vials, Supports & Ampules 


GRAINGER t 2 WHEATON? 
KK Kimble * ayy srancte «aA. 
* ) 
Glass Test Tubes GRAINGER ig 
Culture Tubes are disposable screw-cap tubes suitable for tissue culture : 
and general bacteriological use. Chevron marking area. Shrink-wrapped in Qorpak (=== | : 





plastic film and packed in convenient trays. Screw caps sold separately; see nee eg ee en 








Nos. 9UDE6, 9PX55, and 9UDE8 on Grainger.com®. Glass Vials 
Kimble Chase Test Tubes are disposable. | - = Type 1 borosilicate glass 
Test Tubes with and without Rim are high-quality Type 1 borosilicate glass that Amber vial tect No. No. No. No. 
‘lizati hich aaherinal Be eee 48H806 48H837 3LDT2  41U626 
stands up to repeated sterilization, extreme hig temperatures, and therma light-sensitive samples 
shock from sudden temperature changes. Low-expansion glass withstands since ciitee Botly ai Phen 
fe) fe) . 
temperatures up to 932°F (500°C). Cap. Material Neck Size Color Brand No. Oty. 
F : Sample Vial with Cap 
Ca De aad: nae oe 2mL 8-425 Amber Wheaton _ 48H812 288 
Culture Tube 2mL 8-425 Clear Wheaton _ 48H806 288 
8mL 13mm 100mm Kimble 8AZ82 1000 a Rubber 13-425 Amber Wheaton 48H813 144 
16mL_ 16mm 125mm Kimble 8PAK1 1000 mL 13-425 Clear Wheaton __ 48H807 144 
eae am i8<425 Clear Wheaton 48H608-144 
m - ear eaton 
A a 20mL___PTFE/Rubber 24-400 Amber Wheaton _48H829 72 
10mL 13mm. 100mm Kimble 4YNA9 1000 20mL 24-400 Amber Wheaton 48H837 f2 
15mL 16mm 100mm Kimble  8UNO7 1000 1 r 20mL Rubber 24-400 Clear Wheaton 48H817 72 
19mL 16mm 125mm Kimble  8Z669 1000 40mL 24-400 Clear Wheaton 48H819 fe 
73mL 16mm 150mm Kimble 8Z670 1000 _— PTFE/Rubber 15-425 Clear Wheaton 48H823 144 
29mL_ 18mm 150mm Kimble 4YNC1 500 = Rubber 18-400 Clear Wheaton __ 48H810 144 
60mL 25mm 150mm Kimble 4YNC2 500 ee 20-400 Clear Wheaton _ 48811 144 
Test Tube without Rim Scintillation Vial with Cap 
4m 10mm 75mm GA 8FYE1 72 20mL _— 22-400 Clear GA 3LDT3 100 
8mL 12mm 100mm GA 8RUZ3.. 72 20mL PTFE 22-400 Clear GA 3LDT4 100 
14mL 16mm 100mm GA SNHP1 72 20mL Pulp/Foil 22-400 Clear GA 3LDT2 100 
f5mL__ 15mm 125mm —-<GA_—«9CXD1_—72 Screw-Thread Vial with Cap 
%4mL 18mm 150mm GA SFYE2. 72 1.85mL F917/PTFE 8-425 Amber Qorpak 41U652 144 
60mL. 25mm 150mm GA 9GMU0 72 1.85mL 8-425 Clear Qorpak 41U625 144 
Test Tube with Rim 4mL = 13-425 Clear Qorpak _41U626 144 
3mL 10mm 75mm LSS 5PTF9 72 11mL 15-425 Clear Qorpak 41U628 144 
Ami. 10mm 75mm GA 8RUZ2. 72 Culture 15mL 18-400 Clear Qorpak 41U630 144 
7m 12mm 100mm [SS 5PTGO 72 Tube 20mL F217/PTFE 24-400 Clear Qorpak 41U651 144 
8mL 12mm 100mm GA 9AMA1 72 No. 8AZ82 40mL 24-400 Clear Qorpak 41U639 72 
14m. 16mm 100mm GA 8FYD8 72 300mL 24-400 Clear Qorpak 41U665 72 
15m_L 15mm 125mm GA 9LJV8 72 { Screw-Thread Vial with Cap, Vacuum and lonized 
16mL 16mm. 125mm GA 8ZRW5 72 a 4mL 13-425 Clear Qorpak 41U645 144 
o0mL 16mm 150mm [SS 5PTG1 72 Test Tube 7.5mL F217/PTFE 15-425 Clear Qorpak 41U646 144 
mL 18mm 150mm LSS. 5PTG2 72 No. 5PTF9 40mL 24-400 Clear Qorpak 41U640 72 
35mL 20mm 150mm [SS 5PTG3 72 Vial with 0.5 mL 50% Hydrochloric Acid 
36mL 20mm 150mm GA 8FYD9. 72 40mL PTEE/Silicane 24-414 Amber ESS 8XU71 72 
60mL 25mm 150mm LSS  5PTG4 72 vi cis 5 ig Recarile Hl 24-414 Clear ESS 82472 12 
ial wi ic Aci 
— Smt —_éomim__1pmm___Sh SAE) 40mL  PTFE/Silicone 24-414 Clear ESS 9PPH6 72 
Vial with Cap 
a 2 PTFE/Silicone 24-400 Clear Wheaton QWFF4 72 





Ampules 


7 2 WHEATON? 
mon seene. . Standard—Commonly used for packaging 
J, No. 404R78 certified standards. Made from low-potas- 
OHAUS’ sium borosilicate glass that conforms to 
USP Type 1 and ASTM E 438 Type 1, Class 


A requirements. 


Labware Supports 


These multipurpose supports are designed to 


Prescored—Prescoring eliminates 
securely grip and position laboratory supplies. 


filing. Stems can be pull- or tip-sealed. 





23MV66 ee eaiiee 


For our complete selection of supports and Clear models are made from low extract- ie a 
connectors, go to Grainger.com® no aeeene able borosilicate glass that conforms Cap. No. aly. 
Body Item to USP Type 1 and ASTM E 438 Type 1, Standard sae? 5 
Description Material L No. ; m 
Column Clamp, Max. Jaw Opening: 1.54" Nickel-Plated Zinc 12.4"-apatag— | Class A requirements. Amber models are 7mL 23MV66. 25 
Erlenmeyer _ Clamp ; TT 1.50" stir made from amber borosilicate glass that Prescored 
as Cylinder Stan ast Aluminum _— i Amber 
Inoculating Turntable, Dia. 4.49 Cast Iron — 404R78 conforms to USP Type 1 requirements for TmL 23MV73 144 
Inoculating Turntable, Dia.: 5.91 Cast Iron — 404R77 light transmission to protect light-sensitive Ti o3MV74 14d 
Lab Frame, Foot S/S Aluminum 150" 404R09 products Bm >3MV75 144 
Lab Frame a Micke Plated Zinc — pte . Clear Le 
Large 3 Prong Sleeves iberglass — 404W37 ‘<__ ® 
Large 3 Prong Sleeves Black Vinyl ———anawao- | Sryogenic—Cryule® ampules allow for Im 23MVe8 «144 
Medium 2 Prong pleaves —_ Fiberglass = j04wie8 biological sample preservation in glass and gn. aoe sa 
edium 3 Prong Sleeves, Blac iny _— m 
Medium Lab Frame Kit, Max. Jaw Opening: 1.5" Nickel-Plated Zinc 18" 404791 storage at low temperatures. Can be used samc oaMVT1 144 
Mounting Bar Coupler Aluminum 4" 404R13 in the vapor phase of liquid nitrogen. For 20mL 23MV72 144 
Small 3 Prong Sleeves Red Vinyl — ___ 404W32_ | 1687. Made from low extractable borosili- -prescored 
support godt stainless Steel 17 _4ra_| cate glass that conforms to USP Type 1 and OmL o3mve5 144 
Tripod Support Stand Cast Iron = 404175 | ASTME 438 Type 1, Class A requirements. 2mL 23MV86 144 
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LAB SUPPLIES 
Pipettes & Pipette Fillers 











* qa. General 
Nonsterile Transfer ” Narrow Stem 
Pi tt Item Pkg. 
ipe es Cap. L No. Qty. 
Mini 
Low-density polyethylene (LDPE) imL6.9cm _21F246 1000 
construction. Graduated pipettes offer 1.2mL 6.5cm _—21F239 1000 
1.5mL 70mm 21F247 1000 
more accurate volume measurement. Aa 35 om 71F238 500 
Item Pkg. Narrow Stem 
Cap. L No. Qty. 45mL  15.5cm  21F233 500 
Standard 15mL 15.5cm 21F230 500 
Extra Long Pasteur 
6mL 22.6cm  21F235 500 1mL 153mm 6FAV9 500 
Fine Tip 3mL 153mm 6FAWO 500 
1.5mL  10.4cm  21F229 1000 Graduated 
5.8mL  149cm  21F234 500 3mL 14cm 21F223 500 
9.8mL 15.6cm 21F244 500 Fine Tip 
8./mL 14.7 cm  21F242 400 7.5mL  14.8cm  21F249 500 
General Narrow Stem 
2mL 8.7. cm 21F222 1000 1.5mL = 11.6cm —21F 237 500 
AmL 13.0cm —21F231 500 5mL 14.5cm _21F236 500 
omL 15.4cm  21F225 500 omL 15.0cm  21F232 500 
7.5mL  15.6cm  21F226 500 5mL 15.5cm  21F224 500 
8mL 15.2cm —_21F227 500 7mL 15.5cm  21F228 500 
QmL 13.7cm _21F240 500 


rr > t> WHEATON® D 
a ©6Pipette Fillers 
and Controllers 


Pipette Fillers - Fixed Volume—for use with 
graduated and plastic pipettes. Operate using one 
hand. Aspirate by rotating wheel. 





Pipette Controllers - Manual—Feature a 





| 7 large-capacity bulb, soft-action lever button, and 
d fe sll efficient blow-out system. 
; Pipette Controller - Electronic—Includes a 
powerful pump with comfortable finger trigger 
No. 23Y321 


operation. Speed is adjustable. Rechargeable 
batteries included. 


Item Pkg. 
Range Color Brand No. Qty. 
—— Pipette Fillers - Fixed Volume 
Sad 2mL Blue Wheaton 23Y318 1 
‘ 10mL Green Wheaton 23Y319 1 
] 29mL Red Wheaton 23Y320 1 
a ae Blue, Green, Red Wheaton 23Y321 3 
Pipette Controllers - Manual 
1-100 mL Gray Wheaton 23Y316 1 
0.1 to 100mL Light Gray/Blue Diab 21R854 1 
0.1 to 100mL Light Gray/Green Diab 21R856 1 
0.1t0100mL LightGray/Yellow Dlab 21R857 1 
0.1 to 100mL Light Gray/Pink Diab 21R858 1 
No. 21R850 Pipette Controller - Electronic 
0.1-100mL {ONT Gray! Diab 21R850 1 


* GRAINGER 


=>. Pipette Storage Racks 


Help protect your glass and plastic pipettes, avoid 
clutter, and keep them within easy reach. Models 
have strong magnets for mounting on most metal 
surfaces, except No. 3KVT7. 







Item 
Color W L H Brand No. 
Horizontal Pipette Storage Rack 
White 6% 8%" 8%" GA 3KVT7 
— Magnetized Pipette Rack, 4 Compartments 
Blue 3%" 11%" 15%" Heathrow Scientific 3KWJ2 
Pipette Rack, 
Blue 3%" 11%" 15%4" Heathrow Scientific 8CCA0 
Storage Rack 
No. 3KWJ2 Purple 3%" 5%" 5" Heathrow Scientific 6PTL5 


658 GRAINGER. 


(Itt 





No. 11L798 No. 4YMV2 


Graduation 
Cap. Subdivisions 
Bulk 
1mL 0.01mL 
2mL 0.02mL 
5mL 0.10mL 
0.1mL 
1OmL 0.10mL 
25mL 0.20mL 
50mL 0.50mL 
Individually Wrapped 
0.01mL 
Im 0.01mL 
0.01mL 
ile 0.02mL 
5ml 0.1mL 
5mL 0.10mL 
10m 0.1mL 
10mL 0.10mL 
0.20mL 
265ml 0.2mL 
50mL 0.50mL 
50ml 1.0mL 





No. 21R683 


No. 
21R685 





No. 21R749 





scan. Order. Done. |=" 
Details on page Al. — = 


Dynalon 


te ea. 
quality . value . service 


Serological Pipettes 


= Easy-to-read markings 


Ascending and descending graduations ensure 
accurate pipetting. Calibrated "to deliver" (TD) 
to within the tolerance shown. Sterilized with 
gamma radiation. 


Lab Safety Supply—Polystyrene pipettes with 
easy-to-read graduations printed in black ink, 
and premium-material filter plug. Color-coded 
stripes and packaging enable quick volume 
identification. 


Dynalon—Made of crystal-grade polystyrene 
for improved clarity. Drawn tips allow every drop 
to drain freely. Cotton plugged. Nonpyrogenic 

to 0.01EU/mL. Bulk pack No. 4YMV2 has inner 
packs of 25. 


Item Pkg. 
Tolerance L Brand No. Oty. 
+2% 10.5" LSS 11L798 1000 
+2% 10.5" LSo. 11L799 800 
+2% 5 LSS 11L801 500 
+1% 11.9" Dynalon 4YMV2 500 
+2% 13.5" LSS. 11L802 500 
+2% 12.0" LSS 11L803 200 
+2% he.or LS 11L804 200 
+2% 10:5" LSS 11L805 800 
+1% 11.0" Dynalon 8VXX5 1000 
+1% 11.0" Dynalon 4YMT9 1000 
+2% 105° Loo 11L806 600 
+1% ea Dynalon 9LUZO 200 
+2% 13.5" LSS 11L807 200 
+1% 13.1" Dynalon 8AP03 500 
+2% 13.5" LSS 11L808 200 
+2% 12.0" LSS 11L809 200 
+1% 1. Dynalon 4YMU9 200 
+2% ceey LSS 11L810 90 
+1% 130° Dynalon 8AP04 50 


+ CD. 
Pipette Tips 


= For our full selection of 


. 21R675 tips, go to Grainger.com® 
Available in resealable bulk 
bags, hinged racks, or rack 
packs. Made from 100% 
virgin polypropylene and free 
of mold releasing agents/ 
additives. 

No. _ Barrier/Filter Tips come with 
21rR680 ahydrophobic polyethylene 
filter that serves as barrier 
against aerosols formed 
during pipetting. 
Item Pkg. 
Cap. Color Packaging No. Qty. 

Standard Tips 

0.5t010uL Clear Rack Pack 21R675 96 

1 to 200uL Yellow Bag Pack 21R677 1000 

200uL Neutral Autoclavable PP Box 21R709 * 960 
ott Blue Bag Pack 21R680 ‘1000 
1000uL Autoclavable PP Box 21R711 * 960 
5mL Neutral Resealable LDPE a Hi ‘38 
Polybag t 
10mL 21R698+ 100 
Barrier/Filter Tips 
0.5to10uL Clear Rack Pack 21R683 96 
Resealable LDPE 
10uL Polybag 21R742 1000 
Neutral Autoclavable PP Box 21R752 * 960 
100uL Resealable LDPE 
Polybag 21R745 1000 
we Blue Rack Pack 21685 96 
1000uL 21R755* 960 
10uL Neutral Autoclavable PP Box °1R749 960 


* Sterile. ¢ Graduated. ¢ Extra Long Tip. 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 








GRAINGER CHOICE° LAB SUPPLIES 
Find the Wy. Find Solutions. Find Great Prices. Pipetters 
eppendorf : 2 WHEATON? 
| No. 440781 


— —. 


SS . 
FuTURE " teesclence PARTNER H EAT Ne 
NICHIRYO LS : eer 


Single C hail Pipetters 


Dragon Lab pipetters are easy resistance and one-touch calibra- 


Multichannel 
Pipetters 


Adjustable volume multichannel pipet- 
ters are ideal for filling microplates or 
multiple tubes simultaneously. Deliver 
uniform volume across all channels. 











to calibrate and maintain with the _ tion. Digital display allows easy Item ml 
included tool. Digital display shows incremental volume adjustment. oe, earth aL 
volume setting. Low-force design They have ceramic pistons, filtered Diab a= 9 
helps reduce repetitive strain nozzles, and a nonmetallic tip 0.5-10pL__Light Gray/Light Blue_21R786 -— 
injuries. ejector for safe disposal of used See ae ae 
® ti Eppendorf HU SLUSeeIee aaT ue 
Eppendorf® Research® Plus Ips. Bee are Pine 5-50L Light Gray/Dark Blue_21R816 
high-precison pipetters have a Wheaton Acura® autoclavable No. 440787 90-300yL Light Gray/Light Blue_21R788 
; . 50-300uL Light Gray/Dark Blue 21R817 iP 
spring-loaded tip cone and are pipetters feature ultrasoft plunger Diab Polycarbonate H 
autoclavable. for tip ejection, ejector shaft height B 0.5-10uL . 21R843 No. 23Y304 ~_ 
Nichiryo autoclavable pipet- adjustment system, and swift-set be aa Light Gray/Purple zt Rad 
ters feature excellent solvent user Calibration. Eppendorf Research® Plus 
0.5 to 10yuL Gray 440781 
Item Item 30 to 300yL Orange 440785 
: Range Color No. Range Color No. 10 to 100uL Yellow 440783 a] Fe 
Fixed Volume 0.5-10L_ Light Gray/ _ 21R793 i 2 
; Wheaton Acura : 
Diab 2-20uL Dark Blue 21R794 j 0.5 to 10uL White 93Y304 _- -& 
SuL Light Gray/ 21 R803 5-50uL Light Gray/ 21 R766 3 12-Channel ca. . ee 
10pL Dark Blue 21R804 Light Blue 3. Diab AY 
fone _ Hone Gray _ Zanes s-50uL Ont Gray! 24R795 i 0.5-10uL Light Gray/Light Blue _21R789 
20uL ight Blue 21R776 sant Gavi 0.5-10uL Light Gray/Dark Blue 21R818 | 
20pIL pee 21R805 10-1000L Tight Blue 21768 5-50uL Light Gray/Light Blue_21R790 
25yL__Dark Blue __21R806 Light Gray/ 5-50uL Light Gray/Dark Blue_21R819 || No. 21R846 
25uL Light Gray/ __21R777 10-100uL Erk Blay — 21R796 50-300uL Light Gray/Light Blue 21R791 " 
SOpL Light Blue 21R778 5; 50-300uL Light Gray/Dark Blue 21R820 
Light Gray/ 20-200uL Light Gray’ sa R7¢g Pe 
50uL grey 21807 H Light Blue Diab Polycarbonate 
(ight Gray 20-200. Light Gray’ o4p797 8.5 10uL ame 
100pL IgM Gray! 21R779 “eUUE Dark Blue 5-50uL Light Gray/Purple 21R847 
ont ene sO20DL LIGHEGIaY oypaay 50-300uL 21R848 
100uL Ri ~—-21R808 HL Light Blue ce. Eppendorf Research® Plus 
3 Light Gray/ Oo. 0.5 to 10pL Gra 440782 TIVIUV TUT 
oon, (att Gray/ 21R780 50-200ul Dark Blue 21798 {0 t0 100L Yellow 440784 
200uL Light Gray/ _21R809 100-1000pL. Gon Gray’  paR771 | 30 to 300pL Orange 44C786 
950uL Dark Blue  21R810 g 
Waar 100-1000uL 21R799 
250uL Light Blue 21R781 200-1000uL Light Gray/ 21R801 t 3 WHEATON® = 
Light Gray/ 1000-Park Blue 91R802 = 
nk _oarsiue_2IREM Se Electronic Pipetters : 
1000- Light Gray/ a 
500uL Ltt Bie 21R782 5000uL Light Blue  2!R773 , P A 
Light Gray/ Diab Polycarbonate | Offer 6 working modes: Forward, Reverse, Stepper, : 
1000pL 21R812 0.1-2.5uL 21R821 aati i ; . 
Dark Blue 05-10uL SHED? Dilution, Tactile, and Mixing. These ergonomic | 
ODL Light Ble a ae 2-D0uL 71R823 units are designed with Right and Left display 
2000uL Light Gray/ _ 21R813 o-OOHL 21R824 reading, variable working speed, cycle counter, ; 
5000uL Dark Blue  21R814 TIA a a iis and an easy-to-use tip ejector. Micropipetters 
Light Gray/ : 
5000uL Light Blue 21R785 50-200uL °21R827 have a reduced shaft length and conical end haa 
Diab Polycarbonate 100-1000pL 21R828 for easy access to microtubes and microplates. we 
Y 1000- , 
et i a nee 5000uL 21R830 Macropipetters feature an interchangeable nozzle 
UL 21R833 Eppendorf Research® Plus protection filter and adapters for Pasteur pipettes. 
25uL 21R834 O.1to 2.5pL Dark Gray 440771 360° rotation for best working position. 
50uL 21R835 0.5 to 10uL Gray 440772 Nichiryo ; 
100uL Light Gray/ _21R836 2to20uL _‘Yellow 440773 No. 8DZM Graduation Graduation Mfr. Item Tl 
500uL Purple 21R837 2to20uL LightGray 440779 0.8 8 Range Subdivisions Model No. | 
250uL °1R838 10to100pL yay 440774 Single Channel - Micropipetters 
500uL °1R839 20to200uL OY 44775 0.1 to 2uL 0.01uL___ W870902-A__23NA73 | 
1000uL >4R840 30to300uL Orange 44780 0.5 to 10uL 0.05uL  W870904-A 23NA74 sa. SSKATS 
100 to — 0.05uL _W870906-A 23NA75 * = 
2000uL 21R841 Blue 440776 
5000uL °21R842 1000pL 1 to 20uL 0.1uL W870908-A 23NA76 
Eppendorf Research® Plus eared Violet 440777 2.9 to SOuL 0.25uL W870910-A__ 23NA77 
10uL Gray 440787 a 5 to 100uL 0.5uL W870912-A 23NA78 
10uL Yellow 440788 10 000uL Turquoise 440778 10 to 200uL 1.0uL W870914-A 23NA79 
20uL _-LightGray 440789 Nichir 50 to 1000uL 5.0uL W870916-A 23NA80 
yo : : 
20uL 440790 100-1 000uL 8DZM8 Single Channel - Macropipetters 
25uL 440791 1000- 0.1 to 2mL 0.0i1mL  W870918-A 23NA81 
50uL Yellow 440792 5000uL White/Yellow 9GFC8 0.25to5mL  _(0.05mL —~W870920-A_ 23NA82 
100yL 440793 1000— aevwn 0.5to10mL 0.05mL —_W870922-A 23NA83 
200pL 440794 10,000uL | 8-Channel 
200yL 440795 Wheaton Acura 7 0.5 to 10uL 0.05uL W870924-A 23NA95 —— 
250pL Blue 440796 0.1 to 2uL 23NC62 2.5 to 50uL 0.25uL W870926-A 23NA92 :. 
1000p L 440798 05to10uL Gray 23NC64 7 10 to 200uL 1.0uL W870928-A _23NA93 a 
Adjustable Volume 1 to 10uL 23NC66 20to 350uL_—‘5.0uL__‘_W870930-A 23NA94 | 
Diab : 2 to 20uL 23NC69 12-Channel nia 
0.1-2.5L Ln Bee 21R764 Sto50uL Blue ——-23 301 0.5to10uL  0.05uL  W870932-A 23NA99 | : 
aiean 10to100uL___ Gray _—-23NC75 2.5 to 50uL 0.25uL  W870934-A 23NA96 
0.1-2.5uL ‘Terk Bla,  21R792 20 tp 200uL ‘ 23Y302 10to200uL_~‘1.0uL _W870936-A 23NAQ7 
‘eqn UGnGIy! sp7ee 4000uL a 23Y303 Wheaton 20 to 350uL 5.0uL W870938-A 23NA98 
TNE’ Light Blue No. 23Y¥303 | * Uses 200uL tip. No. 23NA92 
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LAB SUPPLIES Scan. Order. Done. [=F 
Chromatography Syringes & Vials Details on page A1. 








ee Laboratory Syringes NorRM-JeEcT’ 








50 apiece Norm-Ject® All-Plastic Syringes—Contain no rubber or Item Pkg. Item Pkg. 
silicone oil that could contaminate chromatography or sensi- Ail stie ; Ae aly. 5 a. a a Oty. 
Plastic, Luer Lock tive laboratory samples. Certified for use with most common “tatheter a 
No. 19G342 organic and inorganic chromatography solvents. Positive 50mL  19G341 30 3mL  19G390 100 
safety stop helps prevent spills. More chemically and biologi- buer Look essa 105 Smit. 19q391 100 
—  —————-. cally inert than 3-part syringes. Polypropylene barrel and 5ml 196346100 >0 mL 19G393 100 
. . HDPE plunger. 10mL 19G342 100 30mL  19G394 60 
Plastic, Luer Slip 
: ae : : 20mL 196343 100 50mL_  19G395 50 
No. 19G334 = Individual sterile strip packs 30mL19G345.-50 Luer Slip 
ed Soft-Ject® 3-Part Disposable Syringes—Positive safety > TS 196347 __30 L mL Tons 100 
aca RT . Stop helps prevent spills. Polypropylene barrel and lubricated tml 19334 100 10 mL 49G387 7100 
4 ee ene i | synthetic rubber gasket provide smooth plunger movement. 2mL___19G337__—-100 20mL  19G388 —-100 
Free from latex, BPA, PVC, and phthalates. a ae ‘cg 30mL__19G389_60 
3-Part Luer Lock = Individual sterile strip packs m Reusable Glass Syringes 
No. 19G395 PP 20mL__19G336__—-100 Glass Luer 
Ontima® R ble GI Swi High ity b li 30mL___—-19G338 50 5 mL 196351 1 
f se a Nan a ite ptima eusa @ ulass oyringes—nign-purity dborosill- 50mL_ 196340 30 10 mL 19G352 1 
SS. Saoees cate glass syringes are reusable for laboratory and research Metal Luer Lock 
‘| . a icati | : 5mL 1963601 
— applications. Barrels and pistons are interchangeable. fat 130364 : 
Luer Lock 30 mL 19G363 1 
No. 19G365 50mL  19G364 


100 mL___—-19G365 


Fiiseran 3 WHEATON® 


Associates, Inc. 


Chromatography 
Autosampler Vials 


Made of Type 1 borosilicate glass, which offers resis- 
tance to chemical leaching and heat shock. Amber 
vials are suitable for light-sensitive applications. 
Bulk vials are designed for use in most autosam- 





SSS e 








No. 49AM37 No. 49AR47 mo. sre20 plers. Nos. 9MHC8 and 8XAV4 can also use a plastic 
snap-cap closure that does not need crimping or 
No. 49AN52 No. 49AR68 decapping tools. 
eed seca o on sriake Nos. 49AR35, 49AR36, 49AR68, and 49AR69 are 
ncludes pecia g. tem tem : : : 
Cap. Closure Dia. H Faalires Brand ty. No. No. convenience packs, packaged in a Clear tray that fits 
Precleaned Sterile Vials into a bench drawer for easy access. The packaging 
VOA (EPA), Assembled with Solid Top White. _ isi icle- 
AQmL ‘Yes 97mm 95mm Polypropylene Closures, PTFE Lined Finneran 72 | 49AR55 helps keep products visible and particle-free. 
Vials i — ] r 
2mL Yes 12mm 32mm _ With PTFE Septa, Screw Thread, 8-425mm__—s‘Finneran ~—'100 49AR35 — Crimpers and Decappers Handheld Crimpe . 
No. 9EZ20 features an adjustable stop to determine 
omL Yes = 12mm_~—s 32mm With PTFE Red Rubber Septa, Finneran 100 | 49AR36)  — 
ae reat. fom seal tightness. Handheld Decapper No. 9A893 has a 
ith Interlocked™ Insert, Screw or a 
100uL_ No 12mm = 32mm Thread, 8-425mm Finneran 100 | 49AM38 | 49AM37 _ precision-tooled decrimping jaw. 

Bulk Vials Item —— Pkg. 
2mL Yes 12mm 32mm Screw Thread, 8-425mm Finneran 1000 | 49AR50 — Description Brand No. Qty. 
2mL No 12mm 32mm Screw Thread, 8-425mm w/Marking Spot Finneran 1000 | 49AM17 — Vial Seals 

= — 32mm . Crimp Wheaton _1000_ | 9MHC8 = PTFE/ Red Rubber Liner Vial Seals Wheaton 4YMP9 1000 
— = — Crimp w/Marking Spot, Graduated Wheaton 1000 — 8XAV4 Handheld Crimper 

0.2mL No 12mm 30mm Screw Thread, 8-425mm Finneran 1000 | 49AN51 | 49AN52 Crimper, Hand Operated 
2mL Yes 12mm 32mm With Caps, Screw Thread, 8-425mm Finneran 1000 | 49AR47 | 49AR48 with Adjustable Stop, Wheaton 9EZ20 1 

Bulk Shell Vials Cushioned Grip, 11mm 
1TmL Yes 8mm 40mm With Conical Snap Plugs Finneran 1000 | 49AR68 _— Decapper 
1mL Yes 8mm 40mm With Starburst Plugs Finneran 1000 | 49AR69 — Decapper, Hand Operated, 11mm Wheaton 9A893 1 

. : : => |.G. 
Pa ) 
pS to Chromatography Vials and Syringes tare 
.- Sample Vials—Type 1 borosilicate glass construction for resis- : 
a _ tance to chemical leaching and heat shock. HAMILTON 
‘7 ' . ‘ : ; Item Pkg. 
Vials—Feature an innovative StepVial design that precisely Cap. Color Brand No. aly. 
centers a limited volume insert in the vial neck to help ensure Sample 


: . Vials 
dependable use with auto samplers. Sturdy neck design allows Mal Ameer Finneran 49ANG1. 100 


use with Poly Crimp™ seals and helps minimize neck breakage Vials 





while uncapping. 4mL Clear___ Finneran _49AP67 __—_1000 
0.2mL Clear Finneran 49AN33 1000 
Syringes—Gastight syringes dispense liquids and gases. Each 2mL Clear___ Finneran 49AN93_1000 
. features a precision-machined PTFE plunger tip that creates a — Sa 
, leak-free seal, useful with heterogeneous samples to help reduce Gastight 
SO aSAPE? No aS ANOS the chance of a deposit that could cause the plunger to freeze. seHt eat een ‘saree 5 
Microliter syringes are designed for liquids and feature astainless __100uL__Clear_- Hamilton 49AL80__ 
__— =e — steel plunger that fits the glass barrel with a tolerance smaller Weenie ee 
than 100 millionths of an inch to help extend syringe life. Fluid 10uL Clear Hamilton 49AL67 1 
eee path is borosilicate glass and stainless steel. 100uL___Clear__ Hamilton 49AL74_ 1 
660 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE® LAB SUPPLIES 


Find the Yi. Find Solutions. Find Great Prices. Wipes, Manifolds, Cleanroom Swabs & Bottle Top Filters 
No. No. 3NPT6 aid 


For = Clark Berkshire hie 4WK85 
2 eons Ul Nuillll ~ Berkshire ——_—_—_——— 


ip thenreen Wipes aan No. GENY7 
For cleaning delicate surfaces * GAS. a Bene 








and equipment in laboratories, Item 
research facilities, hospitals, Cleanroom Swabs Sock Tip cour soaks Brand _No. 

and manufacturing settings. = Pkg. of 100 ae Ye Tio. 3° Berkshire | 3NPTS 
GEORGIA-PACIFIC ACCUWIPE webs abe made tne Tae yx Tip 5 Berkshire 3NPTB 


of cleaning tasks in critical | Closed Foam Swabs 
applications and cleanroom envi- {25mm Rigid Tip Berkshire G6ENY7 


i reti Open Cell Foam Swabs 
ronments. 100 ppi reticulated foam. 70mm Flexible Tip Berkshire 6ENX8 


Recycled Fiber—WMade with 
100% recycled fiber. May 
contain incidental, less than 





: Laundered to be clean and pure 70mm Rigid Tip Berkshire 6ENX9 
0.5% nonrecycled fibers. before use 70mm Pointed Tip Berkshire BENYO 
; 70mm Rigid Tip rf 
KIMBERLY-CLARK Sock-Tip Foam—Solvent-resistant —/Omm Flexible Tip LSS" 22cw71 
PROFESSIONAL® Pp 70mm Rigid Tip LSS  22CW72 
polypropylene handles sandwiched 7mm pointed lip LSS 22cW73 
7 mm ointed Tip 
KIMTECH SCIENCE® between two layers of the polyure-  ——gomm Flexible Tip LSS 22cW84 
KIMWIPES® Delicate Task— thane foam head material. ie5mm Flexible Tip, A LSS 22c Wea 
. 7 ; ; ; mm Igid_ tip 
Light-duty wipes easily pick Closed-Foam—Generate low 162mm Flexible Tip Berkshire GENY4 
up liquids and dust. Antistatic Wipes per Mfr Item No. of | particles and fibers; free of silicone, »pajsostavknlt Snub cm 
: : : . . ’ ’ olyester ANIt oWaDS 
dispensing helps reduce lint —_—_sheetsize _Container_Motiel No. Packs | amides, and DOP (dioctyl phthalate). __ 70mm Flexible Tip Berkshire GENY4 
and electrostatic discharge. Beorgia-acitic AccuWipe 70mm rng Tip Berkshire ake 
y l . —- 70mm exible TI 74 
hae 15" x 16%" 140 29756/03 6YE57 20 foam sock heads over a rigid core. 75mm Pointed Tip LSS 22CW83 
Precision—Soft, absorbent 15°x 16%" 70 29778/03 SG YE58 20 75mm, 
wipes for general low-lint Tete Tae Peter Polyester Knit—Continuous- so pot Rigid Tip, A LSS  22CW68 
P P ‘ ‘ P 5 I” ' - mm 
cleaning. Antistatic dispensing ~4%"x8% 280 34155 2vHWwi 60 | filament polyester knit heads for 90mm Flexible Tip LSS 22CWe5 
1194" x 11%" 196 34133 2LVC2__ 15 low particles, fibers, ions, and 125mm Rigid Tip Berkshire 6ENY8 
reduces lint. Coated packaging Delicate Task, 2-Ply Tissue ae . tt “ ‘eee Riad Tov A rea —aocura 
helps protect wipes from spills. T a x ee 2 : ae 34705 2iVC4. 15 ~—«|:«©X i in si | 162mm Flexible Tip Berkshire GENY6 
elicate Tas y Tissue resistant and autoclavable. 162mm Flexible TI LSS. 22CW79 
BERKSHIRE we x be = ice 34743 2LVC6_— 15 Polyester Nonwoven Swahs 
elicate Task, 1-Ply Tissue Polyester Nonwoven—Flexib! 70mm __ Flexible Tip Berkshire 6ENY3 
General Cleaning— 14a x67 140 34256 2VHW2 15 _ yes peasepiaaointe ene 70mm FlexibleTip LSS  22CW76 
Delicate Task, 2-Ply Tissue tips; made of hydroentangled poly- 162mm Flexible Tip Berkshire 6ENY5 
nOnWONeR pOlyesleniCelulose: “Taio = ou i 2VHW3 15 _ | ester with low particle generation 162mm Flexible Tip __LSS__22CW78 
blend designed for spill control Precision, 1-Ply Tissue ee 
se ae AV" xX8%" 280 05511 2VHV7 60 
and wet wiping. Durx® wipes = 443%"x 11%" __ 196 75512 aLVC8 15 FOXxx — tf LSS | 
are white; Bluesorb® 750 are pee LOE BI tee 05514 2VHV8 15 Life Sciences 2 
recision, 2-riy tissue 
blue. 147° x 16%" 90 05517 2VHV9 15 ; F 
Presaturated—For use in General Cleaning - Dur? 90g10 ~ggTago 1 —. | Fast. clean polyethersutfone (PES) LSS Bottle Top Filters—Sterilized 
wet cleaning and disinfecting = 5-75, 359 ——pR670.1212203LDL1. 1 | Membranes lower the chance of remov- and packaged in individual bags. 
of critical surfaces with no x x Cleaning ~ Buesork® 750 391062 1 ing critical protein components from Fit on solution bottles in Filter Units, 
residue, where contr ol of flam- 4" x 4" 300 BS750.0404.40 3LDL2. 1 media. or other standard threaded solution 
mable solvents is required. 9" x 9" 300 BS750.0909.20  3LDL3— : , storage bottles. 
; 12" x 12" 150 BS750.1212.20  3LDL4 1 Foxx Autofil® Bottle Top Filters—For 
Polyester Knit—Excellent —_Presaturated - SatPax® 10006. aengo7 7 | Sterilization of tissue cultures and Filter Units—Include a solution 
nonshedding wipes for Polyester Knit - Choice® microbiological media buffers, reagents, bottle and a Bottle-Top Filter. 
applications where high x9, 180 cH 0e.14_ 810771 | and other laboratory fluids. Molded 
concentrations of liquid are in Polyester Knit - MicroSeal® VP finger grips and lower center of gravity 
use with rough surfaces. Ideal an a 2 LSI ER DL design helps reduce risk of spills ee 
. . xX am ——_ = 
aisinfect aia eo 150 P1200/0909.8 —3LDNS 1 tem Fig. | 
isinfecting. "x9" 0909. 
: x12 75 P1200.1212.14 3LDN4 1 Bottle Tos Fitters Size ___Mia._Brand_No._Oly. 
Gentle Task—Extremely soft Polyester Knit - Super Pann 200. 50008 —— 3CONI 7 950ml 0.22um 45%" Foxx 26ZU69 24 —_ 
5 u oa s. 
and gentle on surfaces. Very Gentle Task - EcoClean® 60 ee Ti ae pom oe ‘i Autofill 
low lint. Contains no binders or __9°x9" 300 ECW60.0909.20 GENZO 1 900mL 0.45um 495" Foxx 2627324 
sa ® 12X12. 150 ECW60.1212.20  6ENZ1 1 0.22 um BY" Foxx. 26ZU71 24 
additives. EcoClean® 60 wipes Gentle Task - LabX® 170 1000mL 045 um 54" Foxx 262U74 24 
are biodegradable. 9 x 9 900 LB170.0909.40_ _39T067 1 Upper: 150mL Pore: 0.22 um 50mm LSS 111838 24 
FT fh TT Upper: 150 mi Pore: 0.45 uum 50mm LSS 111834 24 
— Upper: 250ml pore-0.48-4m-6Omm—L88 1183524 
«GAS. B | Upper: 500 mL Pore 0:45 if eri Les HIL836 A No. 26ZU64 
. Pore: 0.22 um 90mm LSS  11L841 2 
Vacuum Manifolds Upper: 1000mL_ Bore: 0.45um 90mm LSS 11L837 24 +» ¢ 
—_ Bottle Top Filter Units 539 - : 56706319 
. 22 um 8" OXX 
Outlets are widely spaced for easy funnel 250mL 045 um 456" Foxx 262U66 1? 
positioning. Aluminum clamps are gener- 500mL 0.22 um a ie pare v 
i 2 i i 45 um 8 OXX 
ously sized for one-handed operation. 2-way a00nit 0.22 um 5%" Foxx 262U65 12 
valve stopcocks provide a leakproof seal. nanan 0.45um 5%" Foxx 26ZU68 12 
iter Units 


Autoclavable manifolds use materials that 


Upper: 150 mL Pore: 0.22 um 50mm LSS  11L830 12 
stand up to repeated autoclave cycles. 


Receiver: 150 mL Pore: 0.45 um 50mm LSS 11L826 12 


Upper: 250mL 
Item Receiver: 250mL Pore: 0.22 um 50mm LSS 11L831 = 12 | 
Material Cap. Size No. Upper: 250 mL 


Vacuum Manifold Roveiver 260 mL Pore: 0.45um 50mm LSS 111827 12 





Glass/SS_—1-Place =9.8x/7.8x15.2" 462315 Upper: 500 mL Pore:0.2um /omm LSS  11L832 12 
Vacuum Manifolds, Autoclavable : Receiver: 500 mL Pore: 0.45um 75mm LSS  11L828 12 fe ; 
SS/PTFE/PSF 3-Place  22.8x9.8x9.8" 462322 Upper: 1000 mL Pore: 0.22 um 90mm LSS _ 11L833 = 12 3 
SS/PTFE/PSF 6-Place  38.5x9.8x9.8" 462323 No. 462315 Receiver: 1000 mL _Pore:0.45um 90mm LSS_ 11L829 12 No. 11L833 
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LAB SUPPLIES 


Filters, Filter Paper & Syringe Filters 


Grade/Size 
Filters 


Fine porosity, fast flow rate 
Fine porosity, fast flow rate, 99.98% DOP effic. 
Fine porosity, fast flow rate 


Fine porosity, fast flow rate 


Fine porosity, medium flow rate 
High flow rate & cap., excellent wet strength 


High loading capacity 
Filter Paper 


CFP2, 8um Medium to slow flow rate 


CFP40, 8um-10um_ Medium retention and flow rates 


No. 14A840 


Whatman” 


«GES. 


ques !- = E 
mce Memes 
yet, srerhe, wnt 


Scan. Order. Done. 
Details on page A1. 


Filters and Filter Paper Grades 


Characteristics 


Application 


Radioimmunoassay and gravimetric determination of airborne particulates. 


Primarily used in suspended solids and air monitoring. 


RIA procedures and harvesting lymphocytes. 


Suspended particle analysis in water, cell harvesting, prefiltration, and air monitoring. = 
Filter diluted aqueous solutions pre laser spectroscopy; TCLP analysis; & collect fine precipitated proteins including immunoglobulin. 
High-efficiency medium for testing dissolved and suspended solids in water and wastewater. 


Monitoring air pollution & high-temp. flue gas, filtering high-temp. solvents, determining fixed & volatile solids in high-heat applic. 


General filtration and absorbent conveyance, in plant growth trials, and in monitoring air and gases for contaminants. 


“> 
“ gridded 


ee 





Filters and Filter Paper 


Quantitative Filter Paper—Designed 


for gravimetric analysis and the prepara- 
tion of samples for instrumental analysis. 


Grade Material Pore Size 
Filters 
Membrane Filters 
— Cellulose Nitrate 5um 
— Mixed Cellulose 0.45um 
— Ester (MCE) pjoum 
— 45um 
— a a a 0 45um 
_— 0.45um 
Glass Microfiber Filters 
A 1.6um 
C H2umm 
E um 
Binderless 
TSS Borosilicate Glass ——l-2U™ 
TSS Microfiber Toum 
VSS 1.5um 
VSS 1.5um 
VSS 1.5um 
934-AH 1.5um 
934-AH — 
934-AH — 
934-AH Borosilicate Glass — 
934-AH — 
934-AH — 
GF/A — 
Filter Paper 
Quantitative Filter Paper 
40, Ashless 8.0um 
40, Ashless 8.0um 
41, Ashless High Quality 20 to 25um 
41, Ashless Cotton Linters 20to 25um 
42, Ashless 2.5um 
50 2./um 
CFP40 8.0um 
CFP40 8.0um 
CFP40 8.0um 
CFP40 8.0um 
CFP42 Cellulose 2.5um 
CFP42 2.5um 
CFP541 25.0um 
CFP541 25.0um 
CFP541 25.0um 
General Qualitative Filter Paper 
Creped Paper _25 to 30um 
Qualitative Filter Paper 
CFP1 11.0um 
CFP1 11.0um 
GFP1 11.0um 
CFP1 11.0um 
GFP1 17.0um 
CFP1 11.0um 
GEP1 17.0um 
GFP1 11.0um 
CFP1 17.0um 
CFP1 11.0um 
CFP1 11.0um 
a sn 
.Oum 
CFP9 Cellulose 3. 0um 
CFP2 8.0um 
CFP3 6.0um 
CFP4 20 to 25um 
CFP4 20 to 25um 
CFP4 20 to 25um 
CFP4 25.0um 
CFP4 25.0um 
CFP4 25.0um 
CFP4 25.0um 
CFP41 20.0um 
CFP41 20.0um 
CFP50 2./um 
662 GRAINGER. 
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Qualitative Filter Paper—Made 
from high quality cotton liners to 
ensure reproducibility and uniformity. 


Item Pkg. 
Dia. Brand No. Oty. 
47mm Whatman 32HH/4 100 
47mm Whatman 32HK60 100 
47mm Whatman 32HJ22 200 
4./cm Loo 14A840 = 1000 
4.7cm LSS 14A842 100 
4./7cm Loo 14A843 200 
9.0cm Loo 14A851 100 
9.0cm LSS 12K889 100 
5.5cm LSS 12K951 100 
4.7cm LSS 12K992 100 
9.0cm LSp 12K995 100 
4.7cm LSS 12K999 100 
9.0cm LSS 12L004 100 
11.0cm Loo 12K996 100 
21mm Whatman 32HJ07 100 
32mm Whatman 32HLO5 100 
42.5mm Whatman 32HL04 100 
4/mm Whatman 32HH59 100 
55mm Whatman 32HH85 100 
90mm Whatman 32HH58 100 
47mm Whatman 32HJ90 100 
5.5cm Whatman 32HK15 100 
11.0cm Whatman 32HH91 100 
4./cm Whatman 32HK12 100 
12.5cm Whatman 32HH61 100 
9.0cm Whatman 32HL14 100 
9.0cm Whatman 32HL11 100 
9.0cm LSS 12K911 100 
11.0cm LSS 12K912 100 
12.5cm LSS 12K913 100 
15.0cm LSS 12K914 100 
11.0cm LSS 12K926 100 
18.5cm Loo 12K929 100 
9.0cm Loo 12K937 100 
18.5cm LSS 12K939 100 
12.5cm LSS 12K938 100 
29cm Whatman 32HL42 50 
12.5cm Whatman 32HH68 100 
15cm Whatman 32HH6/ 100 
18.5cm Whatman 32HK50 100 
4.25cm LSS 12K890 100 
5.5cm LSS 12K891 100 
9.0cm LSo 12K893 100 
11.0cm LSS 12K894 100 
12.5cm Los 12K895 100 
15.0cm LSS 12K896 100 
18.5cm LSS 12K897 100 
24.0cm LSS 12K898 100 
4.25cm Whatman 32HK36 100 
9.0cm LSS 12K902 100 
11.0cm Whatman 32HK33 100 
15.0cm Whatman 32HK32 100 
15.0cm LSS 12K909 100 
9.0cm Whatman 32HJ11 100 
11.0cm Whatman 32HH66 100 
12.5cm Whatman 32HH65 100 
1.0cm LSS 12K917 100 
12:5¢m LSS 12K922 100 
15.0cm Leo 12K923 100 
18.5cm LSS 12K924 100 
11.0cm LSS 12K918 100 
12.5cm LSS 12K919 100 
9.0cm LSS 36L290 100 


General liquid and gas procedures and liquid food tests. 


Whatman” 
«ASS. 
Syringe Filters 


Molded-in polypropylene housings 
for a reliable seal without adhesives. 
Supplied sterile in individual blister 
packs. 


Anotop™—Made of inorganic 
membranes; low protein binding. 
For organic solvents and aqueous 
materials. 


Nylon—vniversal filter for analyti- 
Cal procedures such as chemical and 
beverage filtration. 


Glass Fiber—Handles viscose solu- 
tions or turbid liquids. 


MCE—For aqueous solutions, oil 
particulates, and bacteria. Effectively 
binds trace proteins. 


Membrane 


Filter Material Pore Size Dia. 


Brand 





PES—Polyethersulfone material has 
a low affinity for proteins and extract- 
ables; faster flow rate than PVDF. 


PTFE—Hydrophobic membrane has 
great temperature resistance. 


PVDF—Hydrophilic membrane for 
filtering nonagressive aqueous and 
mild organic solutions. 


GD/X""—Designed with a prefiltration 
stack and process 3 to 7 times more 
sample volume. 


Puradisc—Special tube tip allows the 
sample to be accurately dispensed into 
a microvial. 


Item 
No. 


Pkg. 
Qty. 


Anotop Female Luer-Lok™ Inlet, Male Luer Outlet 


Anopore 





Membrane 0.02 um 10mm Whatman 32HJ33 50 
Female Luer-Lok™ Inlet, Male Luer-Lok™ Outlet fra 
Glass Fiber, 
OU PEO Ry EN 0.45um LSS 36L285 100 
ylon , 
GD/X Female Luer-Lok™ Inlet, Male Luer Outlet et? 
Glass Microfiber 0.45um 25mm Whatman —sefWw01__150 = api 
Polypropylene 0.45um 29mm 32HJ28 150 aeeren ae me 
GD/XP Female Luer-Lok™ Inlet, Male Luer Outlet pec 
Nylon mica 25mm Whatman 32HJ23 150 ‘ 
Luer-Lok™ Inlet, Lucrallp (no- har) Outlet oe «CO 
F ./0um mm . 
7 0.22um 25mm So + 
Hydrophilic PES 0 45um 25mm r2Kg70 100 
we 0.22um mm 
Hydrophilic PVDF — 9 fem 43mm 12K967_ 100 No. 12K961 
0.22um jemm Lss eeaes AB (Shown in Package) 
0.22um 5mm 4 
Hydrophobic PTFE ~'a5um 13mm 12K963 100 
dfgum 25mm 12K965 100 
nae 25mm 12K960 100 
micron m —_ 
Nylon 0.29um 13mm {2K959 100 , “ 
0.45um 25mm 12K961 100 —— 
Male Luer-Lok™ Inlet, Tapered 4mm 0.D. Outlet - xy 
Hydrophilic PVDF 0.45um  30um 11L851 30 
Mixed “02930 um {188730 
MCE (Mixe .22 um um oa . 
Cellulose Ester) ~0.45um 13 um 11185875 ~—sIndiividual Filter 
0.45um  30um T1L859 30 No. 11L859 
Nala 045um 13um 11L860 75 
y 0.45um 30um TiL861 30 
0.22um 13um 11L852 975 
PES 0.22um 30um 11L853 30 
0.45um 13um LSS 111854 =75 
0.45um 30um 11L855 30 
0.22um 13um 11L862 75 
PTFE 0.22um 30um 11L863 30 
0.45um 13um 11L864 75 
0.45um 30um 11L865 30 
0.10um 13um 11L846 75 
0.10um 30um 11L847 30 
PVDF 0.22um 13um 11L848 75 
0.22um 30um 11L849 30 
045um 13um 11L850 = =75 
Puradisc Female Luer-Lok™ Inlet, Male Luer Outlet 
Glass Microfiber 0.7 um 29mm 32HK63 = =200 
wen 13 um soum Sead 2b Individual Filter 
.2um mm 
PTFE 0.45 um 13mm Whatman —354K69 500 mes Deeae 
PVDF 0.2 um 13mm 32HJ36 = 50 
0.45um 13mm 32HK/2 2000 
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LAB SUPPLIES 
Culture Dishes, Flasks & Media 
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www.celltreat.com 


* GAS. 
Dishes 


Designed for optimum culture growth and media shelf life. Dishes made from 
polystyrene material are single-use, preventing risk of contamination. 


No. 11L825 = ah 


6 Well 


11L793 
CELLTREAT 


www.celltreat.com 


Tissue Culture Plates 


= Polystyrene Alphanumeric markings clearly identify the multiple 


Petri Dishes—Flat design provides uniform agar thickness, promoting culture 


96 Well 
growth. 


No. 38C824 


Tissue Culture Dishes—Treated dishes are supplied sterile (gamma irradi- 
ated) and are vacuum-gas plasma treated for consistent hydrophilic cell 













attachment surface. = Packaged sterile — wells. Raised rims on wells nest into rings on the lid to 
Volume Item —_— Pkg. i i i imit ri inati 
Description Material isles Dim. Cap, Brand No. ly. (gamma irradiated) reduce evaporation and limit risk of cross contamination. 
Petri Dishes No. of Working Volume Item Pkg. 
Petri Dish Polystyrene Gripping Area 35 x 10mm 5mL  CELLTREAT 38C784 960 Includes _Wells Volume Per Well Cap. Brand No. Qty. 
onesie Polystyrene Gripping Ring 60x 15mm 7 to 8mL CELLTREAT 38C785 500 Tissue Culture Treated Multiple Well Plates 
Polystyrene Gripping Ring 100 x 15mm 15 to 16mL CELLTREAT 38C786 500 6 1.90 to 2.90mL 17mL LSS 11L793 50 
Polystyrene Lid 57x16mm 41mL LSS 5PTKO 12 12 0.76 to 1.14mL 6.8mL LSS 11L794 50 
Polystyrene Lid 86x16mm 92 mL LSS 5PTK2 12 Lid 24 0.38 to 0.57mL 3.5mL LSS 11L795 50 
Petri Dish Polystyrene Lid 101x18mm 160 mL LSS 5PTK3 12 48 0.19 to 0.29mL 1.55mL LSS 11L796 50 
Polystyrene Lid 116x 21mm 212 mL LSS 5PTK4 12 96 0.075to0.20mL ——0.39mL LSS 11L797 50 
Glass Lid 75x15mm  66mL LSS 5PTF5 = 12 Well Tissue Culture Plate 
Glass Lid 100x 20mm  157mL LSS 5PTF7 ‘10 Lid 96 0.075to0.20mL  0.39mL  CELLTREAT 380819 100 
Tissue Culture Dishes Nontreated Plates 
Gripping : 6 1.90 to 2.90mL 17mL CELLTREAT —38C820 100 
Polystyrene Ring Lig 80x 15mm 7-8mL LSS L821 500 . 19 0.76to1.14mL6.8mL CELLTREAT  38C821 100 
Gripping 24 0.38 to 0.57mL 3.5mL  CELLTREAT 380822 100 
fips | oe. gel es ee ee 48 0.19 to 0.29mL 1.55mL CELLTREAT  38€823 100 
Culture Polystyrene «= STPPING. «199 x15mm 15-16mL LSS 11823 500 | Nontreated Plate w/Lid 
Treated Ring, Lid Lid 96 0.075 to 0.20mL —_0.39mL___—-CELLTREAT —_ 380827 100 
Dish Polystyrene Supping 100 x 20mm 15-16mL LSS 11L824 300 Nontreated Plate w/o Lid 
ng — 96 50 to 300uL 0.39mL CELLTREAT 380826 100 
Polystyrene Lid 35 X 10mm omL LSS 11L822 500 
Nontreated Plates, Round Bottom 
Polystyrene Lid 150x 15mm _ 25-28mL LSS 111825 60 
: Lid 96 50 to 300uL 0.32mL CELLTREAT 380824 100 
wm ASS. (i) CELLTREAT 
www.celltreat.com 
H No. 380744 
Tissue Culture Flasks 
= Polystyrene 
Unbreakable, treated flasks feature uniform 
hydrophilic surface for consistent cell attach- No. 380747 
ment. Canted-neck design for easy access. 
CELLTREAT® flasks are packaged sterile 
(gamma irradiated) in zip-closure bags. 
a_i CELLTREAT 
Capacity Bra nd No . Qty. é\ SCIENTIFIC PRODUCTS 
Vented Cap Cell Scrapers www.celltreat.com 
25mL LSS 11L811 50 _— : 
OmL iss 411812 50 Use for the manual harvesting of cells in tissue culture flasks. ABS handles with 
250mL LSS 111813 25 TPE blades. Scraper-style blade is positioned parallel to the handle for wind- 
si ore LSS iL814 20 shield wiper-like scraping. Lifter-style blade is perpendicular to the handle for 
sDemL-CELLTREAT 38C789 200 use with a raking motion. 
50mL CELLTREAT 380790 200 ; Handl it Pka. 
250mL CELLTREAT 380791 100 nore eee Type gia : Color No. aly 
1250mL CELLTREAT 380792 18 Scraper Blade 25cm Green 380744 100 
Lifter Blade 25cm Green 380745 100 
Item Pkg. Scraper Blade 39cm Green 380746 100 
Pas SenarallaperetonyPremics __ Description Size No. aty. Lifter Blade 39cm Green 38C747 100 
5mL 45H385 100 
Pre ared 0.85 per. Saline Omi 45H386 +00 
u Baird Parker Agar Monoplate 45H469 100 
4 Blood Agar,Anaerobic | Monoplate 45H443 100 acumedia 
Culture Media (eee com —asnass 50 | °°) aa 
fei 99mL _45H357 50 1, WIS 
Used for the anes Of Deionized Water 1000mL 45441 12 i, 
microorganisms. Media are © Diluting/Rinsing J 
: . : MacConkey Agar Monoplate 45H459 100 . Description No. 
ingredients according to MacConkey Broth 100mL___45H351 12 = To see Our full line of culture Brain-Heart Infusion ga 39181 
USP guidelines. Ta agar Slats elas ie ip media, search for "microbiology Brain-Heart Infusion Broth soni4 
osphate burrer m tall : ® osin Wie ylene ué Agar, Levine 
Potato Dextrose Agar Monoplate 45H466 100 media" on Grainger.com Hektoen Enteric Agar 39M233 
Standard Methods 2 500g container Lactose Broth 39M239 
Piste Count Acar Monoplate 45H463 100 Letheen Broth Base 39M169 
g 
Tryptic Soy Agar 250mL  45H406 9 High-quality dehydrated culture MacConkey Agar 39160 
Tryptic Soy Agar media meet the stringent require- _Mannitol Salt Agar 39245 
w/5% Sheep Blood Monoplate 45H456 100 ts of a broad f Nutrient Broth 39M251 
90mL 15H419 19 ments Of a broad range 0 Potato Dextrose Agar 39260 
400mL.45H420 19 food safety, biotech, industrial Sabouraud Dextrose Agar 39M263 
Tryptic Soy Broth i 3 ie ais ear Tryptic Soy Agar 39M154 
s00mL___- 45424 12 pharmaceutical, and life science Tryptic Soy Agar with Lecithin and Tween 80 39M293 
1000mL_——_-45H426 6 applications. Tryptic Soy Broth 39M296 
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POWER TOOLS 
3D Printers 





Scan. Order. Done. 
Details on page A1. an 
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No. 52JT11 


No. 48RJ79 


No. 54FY56 


DREMEL 


3D Printers 
and Filament 


Dremel provides reliability through its proprietary sensor technology that helps prevent 
clogging. No. 52JT11 is ideal for applications in the educational environment. It allows the 
printing of nontoxic PLA in a fully enclosed unit with minimal noise. Through easy-to-use 
software and a full-color touch screen, students can operate the printers. No. 48RJ79 
provides K-12 curriculum so you can unbox and start teaching. No. 54FY56 printer is for 
higher education and businesses. It helps eliminate design constraints through customiza- 





tion of tools, parts, molds, and prototypes while helping to reduce costs and production time. 


Use computer-aided design software to custom build in hours instead of days, weeks, or 
months. Print PLA, Eco-ABS, and polycarbonate. 


No. 52JT11 includes printer, white PLA filament spool, sheet of black build tape, 2 sheets of 
blue build tape, build plate, power supply cord, USB cable, object removal tool, unclog tool, 
USB flash drive with print studio software, and quick start guide. 


No. 48RJ79 includes printer, ECU curriculum on USB, professional development course (4 
hr.), 2 build plates, 4 sheets of black build tape, 12 sheets of blue build tape, 4 PLA fila- 
ment spools (black, white, blue, orange), power supply cord, USB cable, object removal tool, 
unclog tool, USB flash drive with print studio software, and quick start guide. 


No. 54FY56 includes printer, black spool nylon filament, black spool Eco-ABS filament, USB 
flash drive with slicing software, build plate, 2 glue sticks, object removal tool, unclog tool, 
and quick start guide. 


Mfr. Item 

Description Build Volume Build Speed Layer Thickness Model No. 
Sone ee 10.00"x6.00"x6.70" 4.72 in./sec. 0.100t00.300mm 3D40-01 52/711 

Desktop 3D Printer Kit, i i ; ; ; 

22%" LX 1514" WX 16"H 10.00" x 6.00" x 6.70" 4.72 in./sec. 0.100 to 0.300mm 3D40-EDU 48RJ79 
FeSO SO WICTg RE” —10.00"x6.00"x 6.70" 4.72in/sec. 100 Microns 3045-01 54FY56 

Pkg. Item 

Description Color For Use With Qty. No. 
3D Printer Build Tape Blue 3D40-01, 3D40-EDU 10 48XV15 
3D Printer Build Sheets Black 3D40-01, 3D40-EDU 3 48XV16 
Nylon 3D Printing Filament Black Dremel DigiLab 3D45 Printers 1 437U99 
ABS 3D Printing Filament Black Dremel DigiLab 3D45 Printers 1 437U98 
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we No. 221X67 
LULZBOT. 
3D Printers and Filament Spools 
LULZBOT® 3D PRINTERS 


Reliable, easy-to-use printer features innovative self-leveling, 
self-cleaning, and a modular tool head design for flexible and 
multimaterial upgrades. It utilizes an open filament (2.85 or 3mm) 
format, allowing the freedom to choose from dozens of materials. 
Build volume can make huge 3D prints nearly the size of a basket- 
ball or print many objects in a single print run. No. 490K93 features 
20% larger build volume with no increase in footprint, an innovative 
belt-driven Z-axis for better print quality and faster cycle times. It 
prints both rigid and flexible filaments out of the box, and has quiet 
operation. 


FILAMENT 


ABS (acrylonitrile butadiene styrene) filament resists impacts, has 
moderate flexibility, and is stronger than PLA filament. It has a high 
melting point and requires a heated build platform to prevent uneven 
shrinkage, layer distortion, or warping. ABS filament is petroleum- 
based and emits toxic fumes when heated. It is used for building 
moving parts, automotive components, and electronic housings. 


Layer Mfr. Item 
Description Build Volume Build Speed Thickness Model No. 
Lulzbot® 3D Printers 
j 63oq" . : 
SD Frinter eet 890x830" 11.81 in/sec. 20! MINI2 —490KQ8 
Item 
Dia. Color No. 
3D Printing Filament 
2.85mm Black 221X67 
2.85mm Blue 221X68 
2.85mm Gray 221X70 
2.85mm Green 221X69 
2.85mm LulzBot™ Green 221X71 
2.85mm Natural 221X72 
2.85mm Orange 221X73 
2.85mm Red 221X74 
2.85mm White 221X75 
2.85mm Yellow 221X76 
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Power of Corded. 


Freedom of Cordless. 
The FLEXVOLT™ system brings you an innovative voltage- 
changing battery and a lineup of 60V MAX* and 120V MAX* 
tools to match. Dual-voltage battery is backwards compat- 
ible with our 20V MAX* tools so you get up to 4x the runtime 
when used with DEWALT 20V MAX tools. (“Maximum initial 
battery voltage measured without a workload is 20, 60, and 
120V. Nominal voltage is 18, 54, and 108). 


e 20 MAX: 60V e 60V MAX: Brings © 120 MAX: 

MAX battery is the power of Combines two 60 
compatible with cordedtowhole MAX batteries for 
our 20V MAX tools new lineup of tools cordless freedom 








IAU=>.Vve@r 


Batteries and 


Chargers 


Batteries feature tri-platform compatibility with 20V MAX, 60V 
MAX, or 120V MAX batteries. LED state of charge display. 


No. 53JH17 


Cordless Tool Battery Mfr. Pkg. Item 
Battery Type Capacity Model Qty. No. 
FLEXVOLT™ Batteries 
6.0Ah DCB606 1 48XP89 
(eioa DCB606-2 2 48XP90 
9.0Ah DCB609 1 53JH17 
DCB609-2 2 53JH18 
Battery Mfr. Item 
Capacity For Use With Model No. 
Battery and Charger Kit 
20V MAX and 60V MAX 
9.0Ah DEWALT® Batteries DCB118X1 540095 





[20V MAX) bv LS .veLr 


Powerstations 


1800W Portable Power Station™ allows for convenient, porta- 
ble power in remote locations. Runs most corded tools using 

four 20V MAX batteries. Features an integrated temperature- 

controlled cooling fan and heavy-duty roll cage. 





Charger No. of Mfr. Item 
Input Voltage Ports Includes Model No. 
120VAC 4 Unit Only DCB1800B 48XP92 





[20V MAX] LEZ 
Corded 
Power Supply 


Designed for 120V MAX 
tools to convert into corded 
for unlimited runtime. 


Mfr. Item 
For Use With Model No. 
120V Max Flexvolt Tools DCA120 48XP94 








POWER TOOLS 
Dewalt Cordless Tools 


Cordless 
Combination Kit 


3-speed, high-performance all-metal 
transmission helps optimize tool-to-task. 
The Hammer Drill features a 3-mode 
LED light to help you see in confined 
spaces. Kit also includes one 60V MAX 
FLEXVOLT™ lithium-ion battery and one 20V MAX lithium-ion compact battery and fast charger. 


Battery Mfr. Item 
Capacity Tools Included Voltage Model No. 
2.0Ah, 6.0Ah Hammer Drill, Impact Driver 20.0/60.0 DCK299D1T1 48XR16 








Bare Tool 
No. 48XR13 


[AU=>.var 


Cordless Stud and 
Joist Drill Kit 


Brushless motor for increased power and runtime. E-Clutch® System and mechanical clutch 
help keep you in control and protect the tool. 2-speed transmission and VSR trigger let you dial 
in appropriate speed. Adjustable bail handle and 2-position side handle for leverage and control. 
LED light. 


Battery Mfr. Item 

Capacity No Load RPM Voltage Battery Incl. Model No. 
6.0Ah 0 to 300/0 to 1250 (2) 48XP89 DCD460T2 48XR15 
0 to 300/0 to 1300 60.0 48XP89 DCD460T1 48XR14 
= 0 to 300/0 to 1250 No DCD460B 48XR13 


IAU=>velr 





Bare Tool 


No. 48XR10 
Cordless Angle : 
Grinders 
Brushless motor grinder delivers equiva- Battery Mfr. Item 
lent power to a 13A corded grinder. Safety —Capacity Voltage 5) aoxPSS sts innit 
kickback brake stops the grinder quickly ann 60.0 A8XP89 DCG414T1  48XR11 
when it senses a pinch, stall, or bind-up. " No DCG414B  48XR10 


[60V MAX) Ea 7.Vkd =US.veLr 


Cordless Rotary Hammers 
60V MAX* Brushless 1%6" SDS MAX* 0 to 549 no 
load rom Combination Hammer delivers 6.1 joules 
of impact energy. Ideal for horizontal serial drilling 
for #4 - #8 rebar, dry coring, and chipping in any 
mid to upper wall and ceiling application. E-Clutch® 
system provides enhanced control in a bind-up 
situation and minimizes sudden torque reaction 
compared to standard clutches. Hammer utilizes 





No. 53JH22 
SHOCKS® Active Vibration Control® technology. ° 
Mfr. Item 
Description Battery Incl. Includes Model No. 


FAN Cooled Charger, 
(2) Mfr. No. DCB609 Side Handle, Kit Box DCH481X2 53JH23 


93JH17 (2) Batteries, Charger, Kit Box DCH733X2 453U20 
FLEXVOLT™ Cordless Rotary Hammer No Side Handle DCH481B 53JH22 


FLEXVOLT™ Cordless Rotary Hammer Kit 
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POWER TOOLS 
Dewalt Cordless Tools 


Scan. Order. Done. = 
Details on page A1. 





Tool Connect™ 
Tag and Router No. 54DD09 


Track anything on the jobsite including equipment, storage, large tools, 
and materials through the Tool Connect™ free mobile app. Tags feature a 
blue LED identification light for easy pairing with the Tool Connect™ app. 
Permanently attaches onto the foot of the tool to prevent removal. Extend 
WiFi™ access from the trailer to the rest of the jobsite with the DEWALT 
Jobsite WiFi™ Access Point router. 





Mfr. Item Pkg. 
Description Model No. Qty. 
Tool Tag 
DCE041 54DD09 1 
; DCE041-4 54JJ54 4 
Track Anything On The Jobsite, Tool Connect DCE041-10 54DD10 10 
DCE041-25 54DD11 25 
Too! Connector 
Creates Connection Capability, Tool Connect DCE040 54DD08 1 
Wireless Router 
Wireless Router, 300 MB/sec. DCT100 437706 1 


No. 48XP96 


DEWALT 
ALveir 


Cordless Circular 
Saw Kits 


Circular saws feature electronic brakes and brushless motor. Durable 
high-grade aluminum shoe for accurate cuts. Versatile bevel cut capacity 
up to 57° with stops at 22.5 and 45. LED light. 





Battery Blade NoLoad Mfr. Item 
Capacity Dia. RPM Voltage _ Battery Incl. Model No. 
6.0Ah (2) 48XP89  DCS5/5T2 48XP98 
7 ¥4 5800 60VDC 48XP89 DCS57511 ~=48XP97 
— No DCS575B =: 48 XP96 
No. 423K71 


DaWwnlt 


DEWALT 
FUSveair 
Cordless Worm Drive Circular Saws 


faa mh 





Battery Blade No Load Mfr. Item 
Capacity Dia. RPM Voltage Battery Incl. Model No. 
6.0A/hr., 
90h. 7¥4" 5800 6O0VDC i A 

9.0Ah 53JH17  =DCS577X1 = 423K71 





DEWALT 
FALeverr 


Cordless Reciprocating Saws 





No. 48XP99 





Feature brushless motors and variable-speed triggers. Keyless lever-action 


blade clamp. Pivoting shoe provides leverage for different applications. 
LED light and a rubber grip. 


Battery No Load Mfr. Item 
Capacity Strokes/Minute Voltage Battery Incl. Model No. 
6.0Ah (2) 48XP89 DCS388T2  48XR02 
0 to 3000 60VDC 48XP89 DCS388T1  48XR01 
— No DCS388B 48XP99 
666 GRAINGER. 


ITT 











Find even MORE on Grainger.com® 


[60V MAX) 
PETZ FUS ver 


Cordless Table Saws 


Designed for tool-free adjustments. Flip over 
rip fence allows for material support and 
narrow rip cuts. 24" rip capacity. Features rack 
and pinion telescoping fence system. Includes 





on-board storage for components. No. 48XRO3 
Battery Blade NoLoad Mfr. Item 
Capacity _ Dia. RPM Voltage Battery Incl. Includes Model No. 
6.0Ah ; 48XP89 __ Carbide Blade, Push Stick, DCS7485T1 48XR04 
a i Wrenches, Miter Gauge | DCS7485B  48XRO3 


420V| 
Paty Fle .venr 


Cordless Miter and 
Sliding Saw Kits 


Cordless sliding kits offer two flexible 
power options, corded for unlimited 
runtime, or 100% cordless powered 
by two 60V MAX* batteries. Integrated 
adjustment-free Cutline™ Blade 
Positioning System for accuracy and 





visibility. High-visibility bevel scale makes angle adjustments accurate and easy. Tall 
Sliding fences support crown molding up to 72" nested and base molding up to 634" 


vertically against the fence. Adjustable stainless steel miter detent plate has 10 positive 
stops. Miters 60° to the right and 50° to the left providing increased capacity. 





No Load Mfr. Item 
RPM Battery Incl. Includes Model No. 
Corded Power Supply, 

Dual Port Charger, Blade, 

Dust Bag, Blade Wrench, 

Vertical Material Clamp 
Corded Power Supply, 
No Carbide Blade, Dust Bag, 

Blade Wrench, Vertical 
Material Clamp 


Battery Blade 
Capacity Dia. 


(2) 48XP89 DHS790AT2 48XRO07 


6.0Ah 12 in 3800 


DHS790AB 48ZU44 







No. 54DD22 


I60V MAX) 
PETTY AUS err 


Cordless Track Saws 


60V MAX* 6%" TrackSaw Kit has a brushless motor to easily power through hard- 
woods up to 21%" thick. Features straight plunge mechanism for optimal ergonomics. 
For use with TrackSaw™ cutting systems. 


Battery Cutting | NoLoad Mfr. Item 
Capacity Voltage Accuracy RPM Includes Model No. 
6.0Ah Yee” On 0 to 1750/0 Fe eeA: PSUR BOK DCS520T1 54DD23 
govoc ~—«:*“tack «= to. 4000 ~+-etack Blade, Blade Wrench DCS520B 54DD22 
2500 to T-Stack, Blade, Blade 
6.0Ah = 4200 Wrench, Battery, 59" Track DCS520ST1 54JJ55 





B= VveEr 


Construction Saws No. 453U30 
Blade Mfr. Item 
Dia. Arbor Size Depth of Cut Includes Model No. 
9" Abrasive Wheel, 9" Diamond 
Blade, Blade Wrench, Water Hose DCS690X2 453U30 
g" Re 3%" Connection, (2) Batteries, Charger 


9" Abrasive Wheel, 9" Diamond Blade, 


Blade Wrench, Water Hose Connection DCS690B 453031 
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Bog Pave ee = 
DEWALT 20V 





LITHIUM ION BRUSHLESS 


FASTER. STRONGER. BETTER. 
Application Brushless Motors Delivering Runtime, More Features 
Speeds Higher Torque Or More Power Or Improved Ergonomics 


Batteries & Chargers 


= 3-LED fuel gauge shows 
state of charge 

= XR batteries operate down to 0°F for 
superior cold weather performance 

=» No memory and virtually no self- 
discharge for maximum productivity 






























MORE 
EFFICIENT 





Brushless 
ponies Motors Run 
00 
Battery Battery Mfr. Item — Pkg. Cooler 
Type Capacity Model No. Qty. No. 11A157 Ker repo eae 





20V MAX Compact Batteries LONG MOTOR LIFE 




































Li-lon 15Ah  DCB201  11A168 1 
Li-lon 2.0Ah  DCB203  21RV46 1 No Brushes 
Li-lon  2.0Ah  DCB203-2 21RW49 2 To Replace 
Li-lon 3.0Ah  DCB230  49AX96 1 

! XR® HIGH 

sia BAX eatoies PS BRUSHLESS CAPACITY 
Li-lon  4.0Ah DCB204. 21RV47 1 ERGONOMICS MOTORS LITHIUM ION 
Li-lon  4.0Ah  DCB204-2 21RW48 2 BATTERIES 
Lilon 5.0An  _DCB205 31AC52_— 1 sibsmicvedee d — 
Li-lon 5.0Ah _DCB205-2 34CT50 2 WRC TOES VS? oa , ¢ sense 
Li-lon 60Ah  DCB206  S2NA71 1 Compact Design 7 on walt 
Li-lon 6.0Ah DCB206-2 52NA72 2 And Generate 





20V MAX Bluetooth Batteries No. 49EM80 More Power 





Li-lon 2.0Ah  DCB203BT 31AC50 1 
Li-lon 2.0Ah DCB203BT-2 39EL93 2 = UP TO 75% 
Li-lon 5.0Ah DCB205BT-2 52NA78 2 MORE RUNTIME 
Charger Mfr. Item 

Input Voltage For Use With Model No. 20V MAX* Tool Advantages 


Battery Chargers - Single Port 


120VAC  DEWALT® 12.0 to 20.0V Max Li-lon Batteries, 492P05 DCB115 _11A157 » Up to 57% more speed and up to 35% more runtime 


AOE al DEWALT® 20V and 60V Max Batteries DCB118 _49EM80 per charge than standard Li-lon tools 

Battery Chargers - Single Port Vehicle : : : : 

12VDC DEWALT® 12.0 to 20.0V Max Li-lon Batteries DCBI19 11A158 = Lightweight and ergonomic design 

Battery Chargers - Dual Port __ = Innovative features that drive productivity 
120VAC ET A TL adtee DCB103 247872 = XR® tools feature brushless motors for more efficient, cooler running 
12 or 20V DEWALT® 12V MAX, 20V Max and DCB102  30RV89 = Most XR® tools have high capacity batteries 


60V MAX Li-lon Batteries 
Battery and Dual Port Charger al arin F 
EWALT® 12V MAX, ax an 
120VAC 60V MAX Li-lon Batteries DCB102BP 


for longer runtime per charge 


*Maximum initial battery voltage (measured without a workload) is 20 volts. Nominal 


31AC56 voltage is 18. 


USB Power Source ae Natal Radio —_ 
obile Phones, Digital Audio Devices, Digita 
120VAC Cameras,Small Electronic Devices DCBO90 = 24WY40 


No. 54DD03 


Cp 





Combo Kits 


= %" Hammer Drill, 0-34,000 blows per min. 

= ¥," Hex Impact Driver, 0-3200 blows per min. 

= 614" Circular Saw and 11%" Reciprocating Saw 

= Includes worklight, 2 batteries, charger and contractor bag 
= Y%" Drill/Driver with ratcheting chuck, 2-speed, 350 UWO 

= 4" Hex Impact Driver with LED light, 0-3200 blows per min. 
= Includes 2 batteries, charger, and contractor bag 






No. of Reciprocating |Cut-Out Battery Mfr. Item 
Tools | Hammer Drill Drill Impact Driver |Screwgun| Circular Saw Saw Tool Light Included Charger Carrying Case Model No. 
XR Brushless 5.0Ah Combo Kits 

2 39RV93 No 39RV80 No No (2) 31AC52 11A157 Kit Box DCK299P2 45DK63 

2 Mfr. No. DCF887 (2) 11A164 Contractor Bag | DCK233P2 54DD02 

2 39RV93 39RV80 31AC52 11A157 Contractor Bag |DCK299P2LR 490L14 

6 39RV93 39RV92 247859 11A159 31AC52 11A157 Contractor Bag | DCK694P2 54JK23 

6 39RV93 39RV80 49AX88 11A159 31AC52 11A157 Contractor Bag | DCK695P2 54JK24 
XR Brushless 4.0Ah Combo Kits 

Zz 39RV80 31AC37 31AC37 21RV47 11A157 Contractor Bag | DCK267M2 49EM79 

2 39RV93 39RV80 (2) 21RV47 11A157 Contractor Bag | DCK299M2 39RW13 
XR Brushless 2.0Ah, 4.0Ah Combo Kits 

3 Mfr. No. DCD796 Mfr. No. DCF887 Se 11157 | Contractor Bag |DCK287D1M1 459R40 
Compact XR Brushless 2.0Ah Combo Kits 

2 39RV80 31AC37 21RV46 (Mfr. No. DCB112| Contractor Bag | DCK267D2 49EM78 

2 31AC37 31AC33 (2) 21RV46 Mfr. No. DCB112) Contractor Bag | DCK263D2 31AC36 

2 39RW21 39RV80 (2) 21RV46 11A157 Contractor Bag | DCK283D2 39RV89 

2 21RV42 21RV45 (2) 21RV46 11A157 Contractor Bag | DCK287D2 39RWO06 

4 Mfr. No. DCD791) Mfr. No. DCF887 Mfr. No. DCS367 11A159 | (2) 11A164 Contractor Bag | DCK484D2 54DC97 
Compact 1.3AH/1.5AH Combo Kits 

2 241853 247861 (2) 11A168 |Mfr. No. DCB112) Contractor Bag | DCK280C2 11A169 

2 11A172 247861 (2) 11A168 |Mfr. No. DCB112) Contractor Bag | DCK285C2 11A171 

2 Mfr. No. DCD777) Mfr. No. DCF787 (2) 11A168 |Mfr. No. DCB107) Contractor Bag | DCK277C2 459R39 
5.0Ah Combo Kits 

2 _|Mfr. No. DCD996 Mfr. No. DCS367 (2) 11A164 Contractor Bag | DCK294P2 54DD04 

4  |Mfr. No. DCD996 Mfr. No. DCF887 Mfr. No. DCS367 11A159 | (2) 31AC52 Contractor Bag | DCK494P2 54DD03 

5 39RV93 39RV92 Mfr. No. DCS393 247859 31AC52 11A157 Contractor Bag | DCK594P2 54JK22 
2.0Ah Combo Kits 

4 Mfr. No. DCD791) Mfr. No. DCF887 Mfr. No. DCS570 11A159 | (2) 11A164 Contractor Bag | DCK483D2 54DC96 
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POWER TOOLS 
Dewalt Cordless Tools 


scan. Order. Done. |=; 
Details on page Al. 


Expand Your System with BARE TOOLS 


= DEWALT Bare Tools are sold without a battery or charger allowing 
you to add to your cordless tool system at a great value. 




















Chuck Max. Battery Battery Mfr. Item 
is =i Size No Load RPM Power Included Capacity Model No. 
20 DEWALT. Premium Drill/Drivers 
LITHIUM ION vA 0 to 575/0 to 
Vp 4350/0 to 2000 535UWO (2) 21RV47 4.0Ah DCD980M2 11A177 
= = Compact XR Brushless Drill w/Tool Connect™ 
Drill/Drivers % 010 550/0t0 2000 460UWO (2) 21RV46—-2.0Ah DCD 79202 54DD12 
No. Ys" 0 to 550/0 to 2000 +460UWO No 2.0Ah  DCD792B 54DD13 
& Screwguns 39RW21 Compact XR Brushless Drill/Drivers 
y;" ! to 50 to Ae ae (2) Mfr. Ne. DCB203 $001 aE al ; 
: ; No. Yn" to 550/0 to 0 one 7 
= Deliver maximum power and iqhaaa Compact Drill/Drivers 
fast application speeds Ye" 0 to 600/0 to 2000 __ 350UWO (2) 11A168 1.5Ah DCD780C2 11A170 
= Connect, track, and customize = Rich Ail aa to 2000 350UWO No None DCD780B 247853 
tools with ToolConnect™ app S, ¥3" 0 to 650/0to 2000 —360UWO 11A168 1.5Ah DCD740C1 11A173 
Te ¥%' 0 to 650/0 to 2000 360UWO No — DCD740B 247852 
Chuck Max. Battery Battery Mfr. Item XR Brushless Metal Screw Guns 
Size No Load RPM Power Included Capacity Model No. Ya" Hex 00 — (2) 21RV4/ 4.0Ah  DCF622M2 49AY01 
Premium XR Brushless Drill/Drivers aR . Koo rg 5 — No 4.0Ah DCF622B 49AX99 
, 0 to 450/0 to rushless Drywall Screw Guns 
» Oto 450/0 to 1300/0 Va" Hex to — 
“ —to2000 RPM B20UWO 1 None DCDSS1B SORWO4 = Hex Oto 4400 = No — _ DCF620B _31AC37 
Battery Battery Mfr. Item 
No Load RPM Blows per Minute Max. Power _ Included Capacity Model No. 
Premium XR Brushless Hammer Drill/Drivers w/Tool Connect™ 
0 to 2000 0 to 34,000 820UWO (2) 11A164 5.0Ah DCD997P2BT 54DD18 
= Premium XR Brushless Hammer Drill/Drivers 
Hammer Drills 0 to 2250 0 to 38,250 szouwo | (7) Mi Mow! 5.0Ah — DCD996P2 39RV78 
= Deliver high performance _ No- 0 to 2,000 0 to 38,250 820UWO No — DCD996B 39RV93 
. . . 39RV93 P H H D ill D 1 
in multiple materials, remium Hammer Drill/Drivers 
ncltdi 0 to 575/0 to 1350/0 to 2000 0 to 9775/0 to 22,950/0 to 34,000 +535UWO (2) 21RV47 4.0Ah DCD985M2 11A178 
Inciuaing masonry 0 to 575/0 to 1350/0 to 2000 0 to 9775/0 to 22,950/0 to 34,000 _535UWO No — _ DCD985B 247854 
= Connect, track, and customize Compact XR Brushless Hammer Drill/Drivers 
i ™ 0 to 2000 0 to 34,000 460UWO (2) 11A164 2.0Ah DCD797D2 54DD14 
tools with ToolConnect” app 0 to 550/0 to 2000 0 to 34,000 A460UWO (2) 21RV46 2.0Ah DCD796D2 39RV86 


Eog baa 


Impact Drivers 


= Impact wrenches 
deliver maximum torque 
for a wide range of 
fastening applications 

= Connect, track, and 
customize tools with 
ToolConnect™ app 


Eog baa 


Impact Wrenches 


= Impact wrenches 
deliver maximum torque 
for a wide range of 
fastening applications 


No. 39RV80 






No. 54JK39 





a eee uit la Pa pelt are eel Ta = Connect, track, and 
ize Loa per Minute orque nclude apacity Leng ode 0. . . 
Premium Impact Drivers customize tools with 
Ys" —_ 2800 3200 1400 in.-lb. (2) 21RV47_ 4.0Ah_ 5%" = DCF885M2__11A181 ToolConnect™ app > 
Ys" 2800 3200 1400 in.-Ib. No 1.5Ah 5%" DCF885B 2471861 }— 
Premium XR Brushless Impact Drivers Max. 
Yq 90 1825 in.-lb. (2) 21RV46 2.0Ah = — DCF88/D2 39RV92 Drive Max.No Blowsper Max. Battery Battery Mfr. Item 
Ys" 3250 3800 1825 in.-lb. (2) 21RV47_ 4.0Ah — —DCF88/M2_ 39RW18 Size Load RPM Minute Torque Included Capacity Model No. 
Ya 3250 3800 1825 In.-lb. 0 — DCF887B 39RV80 Premium Impact Wrenches 
Premium XR Brushless Impact Drivers w/Tool Connect™ Ye" 2800 2/00 _—'190 ft.-Ib. No 4.0Ah DCF890B_ _52NA73 
Yq 50 0 825 In-lb. (2) 21RV46 2.0Ah 52%4"  DCF888D2 54DD15 Ye" 2800 2/00 100 ft.-lb. (2) Mfr.No.DCB204  4.0Ah DCF890M2_ 52NA/4 
Va 3250 3800 1825 in-lb. (2) 11A164 5.0Ah 52¥%4" DCF888P2BT 54DD16 Detent Pin Anvil 
Ys" 3250 3800 1825 in-lb. No —  5¢¥%a" DCF888B 54DD17 Ai 300 2/00 _'190 ft.-Ib. (2) 21RV47 40Ah _DCF880M2_ 38A893 
Premium XR High Torque Impact Wrenches Ya 2300 2/00 —_—'190 ft.-Ib. No N/A DCF880B _38A894 
Detent Pin Anvil ya" 1000 1500 330 ft.-Ib. No N/A DCF894B 5 4JK38 
Ai 1900 2400 700 ft-lb. (2) 81AC52 5.0Ah 8'%6' DCF899P2 39EL92 Y;" 1000 1500 330 ft.-Ib. (2)31AC52 9.0An __DCF894P2 54JK36 
A 1900 2400 700 ft.-lb. No N/A 8'%6' _ DCF899B _39EL96 ¥;" 1650 2/00 _ 400 ft-lb. (2) 21RV4/ 40Ah_ _DCF889M2_ 241866 
Hog Ring Anvil ya" 1650 2/00 __ 400 ft.-Ib. No N/A DCF889B _38A892 
Vy 1900 2400 700 ft-lb. (2) 81AC52 5.0Ah_ 8'%6' DCF899HP2 39EL98 Hog Ring Anvil 
Yn" 1900 2400 700 ft.-lb. No N/A__8'%6' _DCF899HB 39EL95 3g" 2300 2/00 __130 ft.-Ib. (2) 21RV4/ 4.0Ah_ _DCF883M2_ 241865 
a 1900 2400 700 ft-lb. (2) 81AC52_ 5.0Ah_ 8'%6' DCF897P2 39EL91 Ye" 2300 2/00 _130 ft.-Ib. No N/A DCF883B _ 241855 
Ja" 1900 2400 700 ft.-lb. No N/A___8'%6' _ DCF897B _39EL89 Y;" 2300 2/00 __ 100 ft-lb. (2) 21RV4/ 4.0Ah_ _DCF880HM2_ 38A895 
Quick Release Chuck " 1000 1500 330 ft.-Ib. No N/A DCF894HB _54JK39 
Ye _ 1900 2400 900 ft-lb. (2) 31AC52 5.0Ah_ 8'%6' DCF898P2 39EL94 Y;" 1000 1500 330 ft.-Ib. (2)31AC52 9.0Ah_ _DCF894HP2_ 54JK37 
~e_ 1900 2400 900 ft.-Ib. No N/A _8'%e __DCF898B_ _—39EL87 VY" 1650 2/00 _ 400 ft.-Ib. (2) 21RV4/ 4.0Ah DCF889HM2 241867 
20V DEWALT 
LITHIUM ION No Load Blows Battery Battery Mfr. Item 
RPM per Minute Included Capacity Model No. 
Rotary Hammers 
Rotary Hammers Oto 1000 0 to 4000 No 6.0Ah, 5.0Ah  DCH293B _52YP67 
0101000010 4000—(2) Mir-No: DCB608—8.04n_~ DCH203N0 BV 9 
=» SHOCKS™ active vibration control to to r No. . 
No. 44YX76 d bration f fort 0to1000 0 to 4480 (2) 52NA/2 6.0Ah DCH293R2DH _ 5438 
; reduces vibration for user comfo Oto1100 Oto 4600 SIAGSZ p.0Ah net aavKS 
= Factory-set clutch reduces Qto1100 0 to 4600 0 9. / 44YX7 
dd y tion if bit j Oto1100 Oto4600 (2) Mfr. No. DCB205 9.0Ah DCH273P2DHO _437T05 
sudden reaction if dit jams 0t0 1500 0 to 5500 (2) 21RV47 4.0Ah DCH133M2 _52NA75 
= LED worklight 0to1500 Oto 5500 No 4.0Ah DCH133B 52NA/6 
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Circular Saws No. 
54DD21 
= Powerful motor makes 
demanding cuts with ease 
= Metal-cutting saws feature LED 
light and SiGHT-LINE™ window 
for clear visibility of material 
Cutting Cutting 






Blade NoLoad Depth Depth Battery Battery Mfr. Item 
Dia. RPM @ 45° @90° Included Capacity Model No. 
Circular Saws 
6" 5150 1%" 24" 31AC52 9.0Ah_ DCS391P1 _11A166 
6" 9150 1%" 24 No _— DCS391B _24T860 


a 9200 2 ave. No = DCS5/0B _54DD20 
WA 9200 2. 2/6. 11A164 9.0Ah  DCSo/0P1 54DD21 


Metal Cutting Circular Saws 
A 3/00 — 1/6 (2) 31AC52_ 5.0Ah_ DCS3/3P2 38A918 
oy" 3/00 — 1/6 No — DCS3/3B _38A919 


Miter Saws 
= Integrated LED light 
shows the blade cut line 
= Crosscut at 45° W: 514" 
= Crosscut at 90° W: 8" 
= Cast-in side handles 
for easy carrying 
= Cam lock miter system 


= Includes carbide -_ 6 


Blade NoLoad Crosscut Crosscut Battery Battery Mfr. Item 


No. 39RW02 






Dia. RPM @45°W @90°W Included Capacity Model No. 
[V4 3/50 Ai 8 11A165 3.0Ah DCS361M1 39RW25 
TVA 3/90 As 8 No — DCS361B 39RWO02 


No. 
- 25DU77 
DEWALT 
Bandsaws 


= Center handle position 
provides superior balance 
for accurate cuts 

= LED worklight 


Surface ft. Battery Battery Mfr. Item 

per Min. High Round Cap. Included Capacity Model No. 
570 oy 31AC52 5.0Ah DCS371P1 25DU76 
570 22" No — DCS371B 25DU77 
490 43/1" (2) 31AC52 (2) 5.0Ah DCS374P2 39RV81 
490 43/1" No — DCS374B 39RV91 

Cordless Staplers 

Staplers feature brushless motor 

power by a DEWALT 20V MAX 


Lithium-ion battery. They are ready 
to go to work without the hassle of 
using gas, compressor, and hose. 
Tackle large and small jobs with the 


features of a pneumatic tool and No. 400A07 
the freedom of cordless. 
Magazine Recommended _ Battery Mfr. Item 
Voltage Fastener Type Cap. Staples Included Model No. 
Narrow Crown 
Narrow Crown i No DCN681B 400A04 
20.0 Staples 100 7 21RV46  DCN681D1 400A05 
Engineered Flooring 
50.0 Narrow Crown 100 yj" No DCN682B 400A06 
Staples 21RV47_ + DCN682M1 400A07 





For 20V Batteries, see page 667. 





No. 
49AX90 





Reciprocating Saws 


= Reciprocating saws feature 4-position blade clamp 


Battery Mfr. Item 

Length of Stroke Strokes per Minute Included Model No. 
Orbital Cutting 

1%" 0 to 30000 to 3000 31AC52 DCS380P1 11A179 

1%" 0 to 30000 to 3000 No DCS380B 241859 
Straight Cutting XR Premium Brushless 

1%" 0 to 29000 to 2900 31AC52 DCS36/P1 49AX90 

1%' 0 to 29000 to 2900 21RV46 DCS36/D1 49AX89 

1%" 0 to 29000 to 2900 No DCS36/B 49AX88 
Linear Cutting 

1%' 0 to 29000 to 2900 31AC52 DCS387P1 31AC42 

1%" 0 to 29000 to 2900 No DCS38/B 31AC41 








DEWALT 24T858 
Jig Saws 
= Jigsaw provides 4-position 
orbital action 
Length Strokes Battery Battery Mfr. Item 
of Stroke per Minute Included Capacity Model No. 
ig 0 to 3000 21RV47 4.0Ah DCS331M1 241868 
1" 0 to 3000 No = DCS331B 241858 






: No. 
3OPL21 








7 Fastener Magazine Battery Mfr. Item 
Nailers Range Cap. Included Model No. 
The 20V MAX XR lithium brush- Pane ope 
less dual speed framing nailer ~3'to 3%" 55: 21RV47 DCN692M1 30PL22 
features nail penetration and 2" to 32" 59 No _DCN692B 30PL21 

Finish Nailers 


precision placement. Designed 7, Gauge 


for optimizing speed for various “{7"to 2%" 110 No  DCN650B 400A08 


fastener lengths and easy jam 1%" to2%" 110 21RV46 DCN650D1 400A09 
° 16 Gauge Finish Nailers 

removals. Accepts 30 to 34 1v'to2%" 110  21RV46 DCNG6OD1 39RW22 

paper tape nails; clipped head 46 Gauge 


or offset full round head. Finish _1%"to2%" 110 No DCN660B 39RWO8 


. 18 Gauge 
nailers offer accuracy and — 56 to2% 110 No  DCN680B 400A02 
performance with features like 18 Gauge Finish Nailers 
tool-free jam release. Ys to2ve" 110  21RV46 DCN680D1 400A03 


No. 55KE57 








Oscillating Tools 


= Brushless motor delivers longer runtime 


= Quick-Change system for easy blade and attachment changes 


Battery Battery Mfr. Item 

Orbits per Minute Included Capacity Model No. 
0 to 20,000 No 2.0Ah DCS356B 55KE57 
18,000 No 3.0Ah DCS354B 55CJ65 
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EG baad 
Cordless Planer 


= Brushless motor 
= 30,000 cuts per min. 





DEWALT soENo6 


Cordless Concrete Vibrators 


: : Battery Mfr. Item 
enue ue eae i Noon pl _ Baer nl. _Capaety__, ade 
Lightweight and cordless planer can be easily ig “7400 No ANh DCES31B ~~ 49EM96 


transported around the jobsite without the 
hassle of a cord. Operates off of the 20V MAX 


lithium ion battery system. Includes wrench and siiids fence. 200 (DEWALT. 












ee a ah ST haat ane | a 
ept nclude apacity 0. 
Yea" 15,000 No _2.0Ah, 3.0Ah, 4.0Ah, 5.0Ah,6.0Ah DCP580B _49EM77 Vacuums 
st HEPA wet/dry washable filter 
No. = On-board crevice and wide 
° 25DU73 nozzle attachments 


= Includes wet/dry HEPA filter for 
efficient and versatile clean-up 






— \ 





Grease Guns Battery Battery Mfr. Item 
kandheld'V Description Included Capacity Model No. 
High-volum m andheld Vacuums 
ee, : 0.5 gal. No 4.0Ah DCV517B  49EM75 
pushes up to 5 oz./min. CallessViGuuS 
= Extra-long 42" flexible hose . oral 0.5 gal., Includes: (1) DCB204 
g oe = Battery, (1) DCB115 Charger 21RV47 4.0Ah DCV517M1 49EM76 
Wet/Dry V 
Cartridge Bulk Operating Battery Battery Mfr. Item Daal EPR Ee No — DCV580H  34D626 
Capacity Capacity _- Pressure _— Capacity _Included Model No. Cordless/Corded, 2-gal., HEPA Filter No — DCV581H _34D627 


4.0Ah 21RV47_— DCGGS/1M1__25DU72 


| Worklights Ea GExad _ 
EG bam 


Portable lights are adjustable and made 
with durable, lightweight materials. 


Cordless Caulk Guns a tam 
Apply adhesives, caulks, and sealants. Antidrip T-handle Description Lumens BareToo!l Model No. 
No. LED Rechargeable Worklight__—-160 Bare Tool DCLO44 49AX98 


guns run on Li-lon battery and feature variable-speed 


LED Pivoting Head Worklight 110 Bare Tool DCLO40 11A159 
trigger and dial, tool-free front-end change, hang hook, 


49EM90 | “TED Handheld Worklight 250 to 500 Bare Tool DCLO50 30RV91 








and LED light. Workliant Area 1500 Bare Tool DCLO60 31AC55 No. 
Battery Mir. ign LED Spotlight 1000/90 Bare Tool DCLO43 38XU32 492P10 
ae Da seait Cartridge Type Battery Incl. Capacity _ Model No. LED Cordless Job Site Light 3000 Aen DCLO79R1 423K72 
oe a rT OF AGhesive Caulk >1RV46 2 OAh DCE560D1  49EM91 LED Cordless Job site Light 3000 Bare Tool DCLO/79B 423K73 
. 9-10 oz. Adhesive Caulk No 9 OAh DCE560B A9EM90 LED Cordless Job Site Light 5000 Bare Tool DCLO/4 492P10 
90 07 10 or 20 oz. Sausage Pack 21RV46 2.0Ah DCE580D1  49EM95 
10 or 20 0z. Sausage Pack No 2.0Ah DCE580B 49EM94 
29 OZ. 29 oz. Adhesive Caulk 21RV46 2.0Ah DCE5/0D1 49EM93 
VY to 6% in./min. i 
21 02. 20-21 oz. Adhesive 1:1 No — DCE591B 413W20 | 200 
20.50z. 20-21 oz. Adhesive 1:1 21RV46 2.0Ah DCE591D1 413W21 
2/-28 oz. Adhesive 10:1 No — DCE595B 413W22 






No. 39RV82 


28 02. — 57-98 oz. Adhesive 10:1 21RV46 2.0An  DCES95D1 —413W23 DEWALT, 







DEWALT Blowers 
. = Jobsite blowers have 3-speed selector switch and trigger lock-on 
Cordless Shears Kit Sian i oo 
: No. 49EM99 Description Included Model No. 
= Speed range: 0 to 2450 spm | Jobsite Blowers Ves DCE1OOMT __39RV82 
360° tool-free swivel head allows you to access tight quarters Jobsite Blowers Bare Too! DCE100B 39RW11 


comfortably. Cuts /2" strip for consistent and accurate cuts. 
Cordless feature allows you to take the tool to your workplace. 








Steel Min. Battery Battery Mfr. Item 
Capacity Radius Includes Capacity Incl. Model No. ™ 
14ga 54" Wes Wichch CONTanr ose 4.0An 21RV47 DCS494M2 49EM83 ve 
14 ga. 5 Hex Wrench 4.0Ah No DCS494B_ 49EM82 - , ain 
1 at \ 
18ga. 544" Ties Wiehch Goncter tae 4.0An 21RV47 DCS491M2 49EMg9 Cordless Jobsite Fan Noe’ AIS 
18 ga. 0/2" Hex Wrench 4.0Ah No DCS491B_ _ 49EM98 » Variable speeds < 
18 ga. 1 Hex Wrench 4.0Ah No DCS496B_ —49ENO1 = No sear 
Cutting Amps Mfr. Item g 
No Load Strokes/Minute Cap. (in.) @ 120V Model No. Air Item 
Fiber Cement Shears Voltage _- Flow H W No. 
0 to 2500 ZZ 6.5 DCS498B 453U22 20.0 500cfm 17" 12" 54JJ33 
Jobsite Radi DEWALT 
0 Si @ a ios LITHIUM ION 
No. = Durable role cage Battery Battery Mfr. Item 
: Description Included Capacity Model No. 
es protects unit on Radio, AC/DC Power No 3.0Ahor1.5Ah_DCRO18 _25DU78 
the jobsite Radio/Charger No 3.0Ah DCRO15 —21RL65 
0 b Bluetooth Radio Adaptor No — DCROO2 _33TD01 
= Operate on battery Jobsite Bluetooth Speaker No T.5Ah DCROO6 _ 36WH85 
or AC power FLEXVOLI™ Jobsite Charger Radio No — DCRO25 —_— 48XP95 
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49EM86 


Cordless Cable Cutters 


Feature bright LED light, field serviceable/replace- 
able cutting blade, and inline Forward/Reverse 
button. Include shoulder strap. No. 49EM87 includes 
cable cutting tool, battery, charger, and hang hook. 


Battery Battery Mfr. Item 
Cutting Cap./Material Incl. Capacity Model No. 
750 MCM Copper, 21RV46 2.0Ah DCE150D1 49EM87 
1000 MCM Aluminum No 5 2.0An DCE150B 49EM86 
Replacement Blade, For Use 
With Mfr. No. DCE155 eo aes 


No. 49EM85 


2014 I 





LITHIUM ION 


DEWALT 
Copper Press Tools => 


Press 4" to 4" copper pipe with the 360° pivoting head. On-board diagnostics 
indicate battery life, successful crimp, service needed, and operating tempera- 
ture range. Crimp Connect™ reporting technology provides detailed reports of 
work accomplished. Bright LED light illuminates work area. 


Crimping Battery Mfr. Item 
Force Includes Capacity Model No. 
Cordless Press Tool with Jaws 
(2) Batteries, Charger, Shoulder Strap, 
4 tons (6) press jaws sizes 1% in., % in., 1 in., 4.0Ah DCE200M2K 49EM85 
1 Yin. 1 Yin., 2 in, Kit Box 
Cordless Press Tool Kit 
4 tons (2) Batteries, Charger, Shoulder Strap 4.0Ah DCE200M2 49EM84 
20vV 


LITHIUM ION 


Cable Strippers 


Brushless cable stripper cleanly strips 
up to 4" without an exposed knife. 
Quickly strips #6 AWG to 750 MCM Cu 
and 900 MCM Al. This kit includes a 20V 
MAX* XR® battery (2.0 AH), a charger, 





and 20 quick-release bushings. No. 54DD25 
Cable Battery Item 
Cable Material Type Battery Incl. Capacity No. 
No — 54DD24 
Copper, Aluminum = THHN/XHAW Mfr. No. DCB203 2.0Ah 54DD25 


Crimping 
Tools 


Crimp Connect™ 
software reports of 
date, time, force, 
and successfully 
completed cycles. 
Include a bright LED light, attachment points, and a shoulder strap. 





No. 49EM88 __ = 


Crimping Battery Mfr. Item 
Force Includes Capacity Model No. 
Dieless Cable Crimping Tool Kit ' , 
(2) 4 Ah Li-lon batteries (DCB204), (1) Charger 
6 tons (DCE115), (1) Shoulder Strap, (1) Kit Box aA autos “AEMee 
Died Cable Crimping Tool Kit 
42 tons 2) 4 Ah Li-lon batteries (DCB204), (1) Charger 4.0 Ah DCE300M2 49EM88 


(DCE115), (1) Shoulder Strap, (1) Kit Box 
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i No. 
39RV88 








Threaded 
Rod Cutter 


Features 4-sided, rotatable, cutting die. It doesn't create chips or sparks while 
cutting, providing a burr-free cut. Efficient speed achieves up to 350 %" cuts on 
One battery charge. Includes a bright LED work light, a Forward/Revers/Lock Off 
switch, and a hang hook. 





Cutting 

Cap./ Battery Item 
Material Includes Battery Incl. Capacity No. 
yj," ye Cutter Wrench, Hang Hook, 4-Sided Cutter Head No = 39RV88 
> Steel Battery, Charger, (2) 4-Sided Cutting Dies, 1RV46 2 0Ah  39RW27 





Cutting Die Adjustment Wrench, Kit Bag 










No. 54JK19 


PEX Expander 


Expand %" to 1" cold expansion PEX. Includes dual-sided 
hang and belt hooks plus LED work light. Lithium-ion 


battery. 

For Use Battery Item 
With Includes Capacity No. 
Pipe 4 7% to 1” Expansion Heads, Grease, Kit Box —___54JK19 

to 1 (2) Battery Pack, %%°, 2, 1° Expansion 2 0Ah 54JK18 


Heads, Grease, Kit Box, Charger 


™ 


Drain Snake 


No. 437U50 





Operating Cable Battery Included/ Battery Mfr. Item 
Speed Size Bare Tool Capacity Model No. 
Oto620rpm %e' x25ft. _ Battery Included 2.0Ah DCD200D1 437U49 
Oto620rpm Ss %e x 25 Tt. Bare lool — DCD200B 437U50 





No. 24T872 
Ch r r & Input Mfr. Item 
a ge S Voltage For Use With Model No. 
Ad t Battery Chargers - Dual Port 
apters DEWALT® 12V MAX, 
120VAC = 20V Max and 60V MAX DCB103 247872 
= Adapters allow 20V Li-lon Batteries 
battery to be used Vehicle Battery Charger 
‘ DEWALT® 7.2 to 18.0V 
with an 18V tool '2VDC__ NiCd and Li-lon Batteries C9819 2VDH9 
Battery Adapters 


= DEWALT® 18V Tools DCA1820 39UE92 
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12V MAX* Tool Advantages DEWALT No. 30RV76 


= Compact and lightweight design 





= Deliver fast speed and long runtime Batteries & Chargers 

= Superior ergonomics allow tool to stand on flat surface 
Cordless Tool Battery Mfr. Item Pkg. 
Battery Type Capacity Model No. Qty. 

a | 2 Vv . 12V MAX Batteries 
eereneene pie Li-lon 2.0Ah DCB127-2 30RV76 2 
Charger Mfr. Item 
Input Voltage For Use With Model No. 
*Maximum initial battery voltage (measured without a workload) Battery Chargers - Single Port 
is 12 volts. Nominal voltage is 10.8. 120VAC DEWALT® 12.0 to 20.0V Max Li- DCB115 = 11A157 


lon Batteries, 492P05 








Combo Kits 


= ¥2" Drill/Driver, 2-speed, 189 UWO 
= Y4" Hex Impact Driver, 

0-3400 blows per min. 
= Includes 2 batteries, charger, 

and contractor bag 








= ¥2" Drill/Driver, 2-speed, 189 UWO 
= Reciprocating Saw, %c" stroke 
= Includes 2 batteries, charger, 

and contractor bag 


Reciprocating Battery Mfr. Item 
No. of Tools Drill Impact Driver Screwdriver Saw Light Included Charger Carrying Case Model No. 
1.5Ah Combo Kits 
6CXN2 247873 (2) 6CXNO 11A157 Contractor Bag DCK21282 247874 
6CXN2 6CXN4 (2) 6CXNO 11A157 Contractor Bag DCK211S2 6CXN9 
6CXN4 6CXN5 (2) 6CXNO 11A157 Contractor Bag DCK210S2 6CXN8 
6CXN2 6CXN4 247873 6CXN1 (2) 6CXNO 11A157 Contractor Bag DCK413S2 241876 






2 
2 
4 


Drill/Drivers & 


Impact Impact 
Driver Wrench 
No. 6CXN4 


No. 6CXN3 





Screwdrivers : impact Drivers 
Chuck Battery Battery Mfr. Item 
Size NoLoadRPM Max. Power Included Capacity Model No. & Wrenches 
Drill/Drivers No Load Blows Max. Battery Battery Mfr. Item 
3g" 0 to 400/0t0 1500 %189UWO (2) 6CXNO 1.3Ah DCD710S2.~—- 6CXN2 Drive Size RPM _ perMinute Torque Included Capacity Model No. 
3g" 0 to 400/0 to 1500 189UWO No None DCD710B 39UF04 Impact Drivers 
Screwdrivers YQ Oto 2450 Oto3400 950in-lb. (2)6CXNO 1.3Ah DCF815S2 6CXN4 
V4" 0 to 1050 160UWO (2) pe 1.3Ah DCF610S2 6CXN5 Impact Wrenches 
V4 SS ee eee et ee EEE 160UWO 1.5Ah DCF610B 39UE96 ¥e" Oto 2450 Oto3400 100ft-lb. (2)6CXNO 1.3Ah DCF813S2 6CXN3 
No. 
Lights & 
DEWAET va 
Battery Battery Mfr. Item 
R i S Description Included Capacity Model No. 
Lights 
eciproca ing aw LED Cordless Flashlight = No — DCL510 6CXN1 
Length Battery Battery Mfr. Item Jobsite Radios eer 
of Stroke Strokesper Minute Included Capacity Model No. Radio/Charger No 3.0Ah DCRO15 21RL65 bide 65 
Ae 0 to 27000 to 2700 6CXNO 5.0Ah DCS310S1 247873 Radio, AC/DC Power No  3.0Ahor1.5Ah DCRO18 25DU78 


Inspection Cameras & IR Thermometer 


= Inspection cameras feature 3" removable wireless screen 





Camera Mfr. Item 
No. Description Dia. (in.) Camera Type Model No. 
6CXN6 Inspection Cameras 
Removable Wireless Display 5.8mm 640 x 480 NTSC DCT412S1 23PC99 
9mm 640 x 480 NTSC DCT411S1 14H387 
Includes Battery and Charger ——+7 640 x 480 NTSC DCT410S1 6CXNG 
IR Thermometer 

Temp. Range: -20 to 932°F: 12:1 Distance to Spot Ratio DCT414S1 6CXN7 
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POWER TOOLS 


Find the wy. Find Solutions. Find Great Prices. Milwaukee Cordless Tools 





UEL| SYSTEM WIDE 


REDLITHIUM 
BATTERY PACK 


INSTANT START, ZERO EMISSIONS 





Batteries & Charger 


MX FUEL™ BATTERIES 

= REDLITHIUM Intelligence optimizes 
battery and tool performance 

= Fuel gauge 

= Thick rubber overmold 


Battery Mfr. Item = Fully enclosed drum 
EE Model No. ee a ee em = CABLE-DRIVE automatic feed and retract 
3.0 Ah MXFCP203__55JL77 Battery Charger = RAPID-STOP prevents cable binding 
6.0Ah MXFXC406 5 5JL75 120V AC 1 MXFC —-55JL74 = QONE-KEY compatible 


Job Site Light 






EQUIPMENT REDEFINED 


Miwoe= Mx TRADE FOCUSED Miwon vx No. 55JL70 


ruUecL 


oes Handheld Concrete Saw Co 
. = Instant start Saw cart supports the saw to reduce user 
= Uses 12" or 14" blades Strain, positions the saw for consistent cuts, 
= Onboard water connection and provides space to hold a water tank for 
= ONE-KEY compatible wet cutting operations. 
Cordless 
Blade Max. Cutting Max. Tool Kit Battery Item 
Dia. Cutting Type Depth BladeSpeed Contents Capacity No. 
Concrete Saw 
(1) Bare Tool, 
14 in Wet/Dry 5 in 5,350 RPM (1) Battery, 6 Ah 55JL70 
(1) Charger 
Cut-Off Saw Cart 
Gravity Feed Water Tank, M18 Tank Adapter Bracket 55JL71 





Breaker Hammer Miu Mx 
= Weighs 63.9 Ib. FUEL 
BRUSHLESS = ONE-KEY compatible 

“a Lowest vibration and lightest weight in class. Brushless 


motor. The breaker cart holds the hammer so it can be 
rolled rather than carried between locations. 








Impact Blows Handle Item > 
Energy perMinute Amps _ Type Includes No. 
Breaker Hammer 
(3) Chisels, Charger, 
No. 50.0 ft-lb 1250 6.0A T-Handle MX FUEL Breaker, 55JL72 No. 
XC406 Battery 55JL72 

ei A Breaker Cart 
Overall Length (In.) 19 % in doJL73 

Power large Milwaukee MX FUEL tools quket 

such as breaker hammers and core Milne NixX 

drills. hecho 

MX FUEL™ CHARGER Drain Cleaning Machine 


= Charges all MX FUEL battery packs 


= Onboard indicator = 200 ft. capability in 3" to 8" dia. pipe 


Brushless motor. Drum is fully enclosed to contain 
mess. Drain Cleaning Machine No. 55JL80 has ts 
POWERTREDZ lift assist that directs battery power a 
to the treads to ease transport of the machine up 
and down stairs or in and out of service vehicles with just one person. 





Drain 
- Line I1.D. Max. Operating Maximum Item 
| SizeRange Run Speed ODrumCapacity Includes Features No. 
‘gg Drain Cleaning Machine 





Integrated 55JL79 





= Adjustable light heads _ Fitted with 8" all-terrain Charger Drum Brake 
: 100 ft of % Integrated 
= Motorized mast wheels for transport and Soe et eee — yale jaa . DIUMNBTae, tena 
= Wheeled base positioning. It includes Li . ered bere 
= Weighs 110 Ib. an MX FUEL battery for Masel: ae 
= QNE-KEY compatible along runtime. Item Material Size No. 
Accessories 
Lamp Light Output Max. Item Galvanized Corrugated 
Type Lumens Focus Mode Lamp Life Height No. Drain Cleaning Cable the with PVC Covering %inx 6% tt S5JL78 
LED 27,000Im Fixed High/Medium/Low _50,000 hr 120in 55JL66 Load Wheel Steel 15inWx15inDx7inH  55JL81 


Coring Drills 


= Core up to 6" in reinforced concrete 
= AUTOSTOP prevents over- 

rotation if the drill binds 
= ONE-KEY compatible 


No Load Core Bit Overall 
Amps RPM CapConcrete Height 


Coring Drill Kit 
3.0A 1550 6 in 9 1%a in 
3.0A,6.0A 1550 6 in 36 5¥6a in 


Coring Drill Stand 
Overall Height 36 5¥%a in 


AutoStop technology and patented clutch will : : 

deliver a safer handheld coring experience by Miwon Vix 
preventing over rotation when the core is bound up. == 
Performance gauge for torque monitoring and a level for making straight 

cores. The drill stand speeds setups, positions drills for consistent cuts, 

and eases transport. 





No. 55JL67 


Item 

Base Size Column Dia. Includes No. 
91364 in x 18 in 2 in Bit Adapter, BMC, Hose Quick Connect, MX FUEL Charger, MX FUEL CP Battery Pack, Trigger Lock 55JL67 
esi T8in in NRE TANS as MAC Hig ick Hoek Come BE 
Carrier, Feed Handle, Wheels 55JL69 
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No. 
40K996 


Mwooe 
Batteries & Chargers 
= REDLITHIUM™ batteries offer 40% 
more run time, 20% more power 
and 50% more recharges than 
conventional Li-lon Batteries 
= Operate down to 0°F for superior 
cold weather performance 
= Cooler operation for superior 
hot weather performance 
= Fade-free power with no memory effect 





Description 
M18™ Battery Chargers 


120VAC, Accepts all M18™ and M12™ Battery Packs 


M18™ Battery Charger for No. 52WR81 
120VAC, Accepts All M12 and M18 Battery Packs, 
Sequential Charging Automatically Charges Second 
Inserted Pack Once First Pack is Fully Charged, 
Indicates When Battery Reaches 80% Charge 
M18™ Battery Chargers - 6-Port 
120VAC, Charges (3) Batteries Simultaneously, 
Convenient Carry Handle, Pass-Thru 
Plug, Integrated Hang Holes 
120VAC, Compatibility With All M18 Battery 
Packs, Accepts Up To Six M18 Battery Packs 
At One Time, Charges Batteries Sequentially, 
Wall Mountable, Pass Through Plug 


For the latest new items and HOT BUYS on Milwaukee power 
tools and accessories, go to grainger.com/milwaukee 





Combo Kits 


No. of 
Tools | Hammer Drill Drill Impact Driver 
M18™ 4.0Ah Combo Kits 
2 2902-20 2850-20 
M18™ 3.0Ah Combo Kits 
2 SGUW3 
2 22UT51 39RY17 
4 22UT51 
4 22UT51 39RY17 
4 22UT51 39RY17 
6 22UT51 39RY17 
M18™ 2.0Ah Combo Kits 
2 
2 2801-20 2850-20 
M18™ 1.5Ah Combo Kits 
2 22UT49 39RY17 
3 22UT49 
M18 FUEL™ Brushless 5.0Ah Combo Kits 
2 483A47 481H96 
rs 34G851 5WFT5 
i] 483A47 481H96 
5 483A47 481H96 
7 483A47 481H96 
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Milwaukee® M12™ 
and M18™ Batteries 


Milwaukee® M12™ 
and M18™ Batteries 


Milwaukee® M12™ 
and M18™ Batteries 


Battery Mfr. Item Pkg. 
Capacity Model No. Qty. 
M18™ Batteries 

1.5Ah 48-11-1815 2XKZ3 1 
1.5Ah 48-11-1811 38D761 2 
2.0Ah 48-11-1820 38D765 1 
3.0Ah 48-11-1828 2PYZ8 1 
3.0Ah 48-11-1822 38D762 2 
4.0Ah 48-11-1840 38D766 1 
M18™ Batteries for No. 52WR81 
5.0Ah 48-11-1850 35GJ99 1 
M18™ Batteries 

5.0Ah 48-11-1852 38XJ03 2 
5.0Ah 48-11-1851 451N46 10 
6.0Ah 48-11-1860 45LD78 1 


M18™ Battery for Nos. 338AP3, 
484X11, 484X12 and 643F80 
9.0Ah 48-11-1890 45KM67 
M18™ Batteries 
12.0Ah 48-11-1812 481242 
M18™ High Output Batteries 
6.0Ah 48-11-1865 481244 
6.0Ah 48-11-1862 481245 
M18™ Battery and Charger Kit 
3.0Ah 48-59-1813 38XJ01 
M18™ Battery and Charger 
Kit for No. 52WR81 
5.0Ah 48-59-1850 38XH99 
M18™ Battery and Charger Kit 
9.0Ah 48-59-1890 48UT18 


12.0Ah 48-59-1200 481243 
Mfr. 
For Use With Model 


Milwaukee® 
M18™ Batteries 


No. 12E733 


Impact Reciprocating 
Wrench Circular Saw Saw 
6FKP4 
5GUX5 5GUX8 
5GUX8 
6FKP4 
5GUX5 32NNO09 
39EP11 
22UT59 
22MH49 
45L182 22MH49 
53KJ94 45L182 22MH49 


Find even MORE on Grainger.com® 


Item 
No. 


48-59-1812 23Y581 


48-59-1808 45LD79 


48-59-1807 32NN05 


48-59-1806 40K996 
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M18 FUEL™ Brushless Tool Advantages 


=» M18™ cordless system offers more than 125 
performance-driven fully compatible solutions 

= Battery fuel gauge displays remaining charge 

=» M18 FUEL™ brushless tools feature exclusive POWERSTATE™ 
brushless motors, REDLITHIUM™ battery technology, and REDLINK 
PLUS™ advanced electronics for superior power and run time 

















REDLINK PLUS ™ 
POWERSTATE™ INTELLIGENCE 


BRUSHLESS MOTOR 


REDLITHIUM™ 
XC4.0 BATTERY PACK 


LITHIUM 
XxC 


No. 481J02 
Battery Mfr. Item 
Light Included Charger Carrying Case Model No. 
(2) 38D766 Contractor Bag 2893-22 488D96 
(2) 2PYZ8 23Y581 Contractor Bag 2695-22 38W629 
(2) 2PYZ8 23Y581 Contractor Bag 2697-22 SGUW5 
4PKW2 (2) 2PYZ8 23Y581 Contractor Bag 2694-24 4LER2 
4PKW2 (2) 2PYZ8 23Y581 Contractor Bag 2696-24 12E733 
4PKW2 (2) 2PYZ8 23Y581 Contractor Bag 2695-24 12E734 
APKW2 (2) 2PYZ8 23Y581 (1) Contractor Bags 2696-26 23Y584 
A4PKW2 (2) 38D765 23Y581 Contractor Bag 2895-22CT  39EP05 
(2) 38D765 Contractor Bag 2892-22CT  488D94 
(2) 2XKZ3 23Y581 Contractor Bag 2691-22 2PYZ2 
APKW2 (2) 2XKZ3 23Y581 Contractor Bag 2691-23 39RY18 
38XJ03 23Y581 2997-22 481H99 
38XJ03 23Y581 Carrying Case 2999-22 481J01 
38XJ03 23Y581 Contractor Bag 2997-23 481J02 
4PKW2 35GJ99 23Y581 Contractor Bag 2997-25 481J03 
APKW2 38XJ03 23Y581 Contractor Bag 2997-27 481J04 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 
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—_ 
ONE KEY 


UNLOCKING THE DIGITAL JODSITE. 


a3 


SMAAT 
TOOLS 


ONLINE + MOBILE 


SvHC 
WIRELESSLY HECOARD KEEPING 


CUSTOMIZE. TRACK. MANAGE. 


UNLIMITED TOOL INTEGRATED 
CUSTOMIZATION TOOL THACKING 


« CREATE: Clal In = ving ‘four 
Spead and Power E-KEY'™ Devices 
a SAVE: Set Custom up nt 100 ft 
Profiles ta Toc 8 View Laat Known 
. OUTPERFORM: Location of Your Tao 
Without Stripping, 
Sverdrivirrg 
and) Burreciut 


= Maintain Records, 


5 Organize inventory 
Your Wey 


SAcceRs Heal- lire 


a if Lost, Alert Data Anywhere 


When Poured 


MMdwwan 





No. 483A45 


No. 22UT50 


prey Miu 


Drill/Drivers & Hammer Drills 


SIMPLIFIED TOOL 
4ND FOUIPMENT 
MANAGEMENT 


Receipts and images 









=» M18 FUEL™ Brushless Max. Battery Mfr. Item 
Drill/Drivers have sie Feet ee Torque Capacity Model No. 
powerful, long-lasting Cordless Drill/Driver 
POWERSTATE™ 0 to 550/0 to 2000 1200in-Ib. 5.0Ah 2803-20 483A45 
Cordless Hammer Drill 
brushless motor Wid cn : Oe pan 9804-22 481H95 
™ np: . uel™ Brushless w ie 
= M18™ Drill/Drivers Cordless Drill/Driver Kit 
have compact 7%" bio asd to ave bby in.-lb. 5.0Ah 2803-22 483A46 
oraiess hammer Url river 
length and powerful =~ Gio 550/00 2000 1200 in-Ib.-5.0AN 2804-20 48347 
4-pole motor ae _— 
™ oraiess Uri river 
= M18 FUEL™ Brushless -Q {> 400/0 to 1800 500 in-Ib. — 2606-20 22UTA9 
Hammer Drills feature : TCR p00 in-lb. 2.0Ah 2801-20 488D87 
37, ordless Drill/Driver Kit 
compact 774" length =~ Gig 40070 to 1800 500 in-lb.1.5Ah 2606-D2CT 22UTSO 
and powerful 4-pole Oto 1800 00 nb. 2.08 SPEC 
to in.-Ib. ; 5- 4 
frameless motor Cordless Hammer Drill/Driver 
Pritts HbSSOB01800— ae hb — aan — S090 aM 
. to to 725 in.-lb. ; - 4 
= For kit contents: 0 to 2000 1200 in-lb. 5.0Ah 2806-20 492N14 
including batteries, Cordless Hammer Drill/Driver Kit 
, 0 to 450/0 to 1800 500in-Ib. 3.0Ah 2607-22 22UT53 
accessories, see Oto aiid to 1800. (25 in.-lb. 4.0Ah 2902-22 488D92 
F ® ordless Hammer Drill Kit 
Grainger.com 0 to 2000 1200 in-Ib. 5.0Ah 2806-22 4Q2N15 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


One-Key"” Bluetooth® Tool 
and Equipment Tracker 


Compact Tick™ tracker is 2" x 17%" and survives the 
abuse of rough jobsite environments. It attaches with glue, 
screw, zip tie, or rivet and resists weather, water, dust, and 
impact. Download the Milwaukee® app and start tracking. 
With 100 ft. signal range. 


Mle 








Battery Mfr. Item 
Voltage Capacity Includes Model No. 
3.0V__0.24Ah Coin Cell Battery 48-21-2000 _53GK35 
3.0V _0.24Ah_ _—_—(4) Coin Cell Batteries = 48-21-2004 53GK36 
3.0V__0.24Ah 150} Coin Cell Batteries 48-21-2010 —53GK37 No. 53GK35 
3.0V__0.24Ah 90) Coin Cell Batteries 48-21-2050 —53GK38 
No. 31MJ82 


prey Mia 


Right Angle Drills 


No Load Max. Battery Battery Mfr. Item 

Chuck Size RPM Torque Included Capacity Model No. 
M18 FUEL™ Brushless Hole Hawg® 

Yo" 0to1200 650ft-lb. (2) 35GJ99 5.0Ah 2107-22 31MJ82 

Vp" 0t0 1200 650 ft.-Ib. No _— 2707-20 31MJ81 
ee Oto 1200 650 ft-lb. (2) 45KM67  9.0Ah 2708-22HD 48UT13 
Ouekick 0101200 650 ft-lb. (2) 35GJ99 5.0AN 2708-22 31MJB4 
Ouekteck 0101200 650 ft-lb. No - 2708-20  31MJ83 
M18™ 

¥e" 0t0 1500 100 in.-lb. (1) 2XKZ3 1.4Ah 2615-21CT 6AWL3 

¥e" 0to0 1500 125 in.-lb. (1) 2PYZ8 2.8Ah 2615-21 6AWL2 

¥e" 0t0 1500 125 in.-lb. No _— 2615-20 6AWL4 
M18™ Mud Mixer 

Yo" 550 — No 5.0 Ah 2810-20 419J56 

Yo" 550 — REDLITHIUM™ 5.0 Ah 2810-22 419J57 


———$__— —___ _— — 





Rotary Hammers 


= M18 FUEL™ Rotary 
Hammers deliver corded 
speed and power; all day 
work on one charge 

= Dedicated dust collection 
systems maximize 
operator safety 


Note: For Rotary Hammer 
Dust Collection Systems, go to 


Grainger.com® No. 32NT37 
Blows Battery Battery Mfr. Item 

NoLoad RPM _ per Minute Included Capacity Model No. 
M18 FUEL™ Brushless 1 %c6" SDS Max L Shape 

0 to 450 0 to 3000 (2) 45KM67 9.0Ah 2717-22HD 48UT40 

0 to 450 0 to 3000 No — 2717-20 48UT38 
M18 FUEL™ Brushless 11" SDS Plus L-Shape 

0 to 1350 0 to 5000 (2) 35GJ99 5.0Ah 2715-22DE 32NT32 * 

0 to 1350 0 to 5000 (2) 35GJ99 4.0Ah 2715-22 32NT33 

0 to 1350 0 to 5000 No _— 2715-20 32NT34 
M18 FUEL™ Brushless 1" SDS Plus L-Shape 

0 to 1400 0 to 4900 (2) 35GJ99 5.0Ah 2712-22DE 32NT36 * 

0 to 1400 0 to 4900 (2) 35GJ99 5.0Ah 2712-22 32NT37 

0 to 1400 0 to 4900 No — 2712-20 32NT38 
M18™ FUEL Brushless 1" D-Handle 

0 to 1500 0 to 4400 (2) 35GJ99 5.0Ah 2713-22 48UT42 

0 to 1500 0 to 4400 No — 2713-20 48UT41 
M18™ 74" SDS Plus L-Shape 

0 to 1400 0 to 4800 (2) 2PYZ8 3.0Ah 2605-22 6PED4 

0 to 1400 0 to 4800 No 3.0Ah 2605-20 14P353 
M18™ 54" SDS Plus L-Shape 

0 to 1300 0 to 7000 (2) 2PYZ8 3.0Ah 2612-22 22UT78 

0 to 1300 0 to 7000 2PYZ8 3.0Ah 2612-21 22UT77 

0 to 1300 0 to 7000 No _ 2612-20 22UT76 
* Include Dust Extractor. 
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py te 
Impact Wrenches 


= M18 FUEL™ Brushless Impact 
Wrenches provide greater control 
over output speed and power 
through 4-mode DRIVE CONTROL™ 


Max 





Drive Max. No Blows per Max. Battery 
Size Load RPM Minute Torque Included 
M18 FUEL™ Brushless 

Ye 2000 3200 220 ft.-Ib. 2) 38D/65 

Ye" 2000 3200 220 ft.-Ib. 2) 80GJ99 

Ye" 2000 3200 220 ft.-lb. No 

Ya" 1700 2100 1400 ft.-lb. No 

Y;" 1700 2100 1400 ft.-lb. (2) 35GJ99 

Ya 1800 2400 7/50/1100 ft.-lb. (2) 38XH99 

er 1800 2400 790 ft.-Ib. No 

Vs Sun 3200 220 ft-lb. _ (2) 35GJ99 

ea 2000 3200 220 ft.-lb. No 
w/DRIVE CONTROL™ 

7g" 2300 3000 600 it.-Ib. 38D/69 

Ye" 2300 3000 600 it.-Ib. No 

¥e" 2000 3000 600 it.-Ib. 30GJ99 
w/Friction Ring 

VY, 2000 3200 220 tt.-lb. (2) 35GJ99 
w/ONE-KEY™, REDLINK PLUS™ 

7g" 2000 3200 210 Tt.-Ib. (2) 88D /65 

Ye 2000 3200 210 Tt-b, (2 | B3G199 

Ye 2000 3200 210 ft.-Ib. 

Ve 2000 3200 220 ft-lb. (2) 35CI00 

Ya 2000 3200 220 ft.-Ib. No 
w/ONE-KEY™, REDLINK PLUS™, wir tetion Ring 

Ya 2500 3200 220 ft.-Ib. No 
w/REDLINK™ 

Ya 2400 3000 600 ft-lb. (2) 85GJ99 

Ves 2400 3000 600 ft-lb. (2) 35GJ99 

Ya 2400 3000 600 ft.-Ib. No 

VAs 2400 3000 600 ft.-Ib. No 
M18™ 

Ye 2450 3300 167 ft.-lb (2) 2XKZ3 

Ye 2450 3300 167 ft.-Ib (2) 2PYZ8 

Ye" 2450 3300 167 ft.-Ib No 

es 2450 3300 183 ft.-Ib (2) 2PYZ8 

Ya" 2450 3300 183 ft.-Ib No 
Right Angle 

Ye" 2200 3400 60 ft.-Ib 2XKZ3 

yp" 2200 3400 60 ft.-lb (2) 2PYZ8 

yp" 2200 3400 60 ft.-Ib No 
Right Angle, w/REDLINK PLUS”, 

Ya 2000 3200 220 ft.-Ib. = 
w/REDLINK PLUS™ 

Vy" 1750 2100 1400 ft.-Ib. 

Ya 1750 2100 1400 ft.-Ib. sso 

Ya 1800 2400 1100 ft.-Ib. 

Yo" 1800 2400 1100 ft.-Ib. 356190 

a" 1750 1500 1200 ft.-lb. No 

Yq" 1800 2400 1500 ft.-Ib. 30GJ99 

No. 
48UT16 


‘M18 BU 
Magnetic 
Drill Kits 


= 2000-Ib. holding force 

= Annual cutter capacity: 112" 
= Twist bit capacity: 2" 

= 2-speed gear box 

= 5%" motor head adjustment 


Description 
Milwaukee M18™ Magnetic Drill Kits 


Magnetic Drill Kit, (2) Batteries, Charger, Magnetic Lubrication Tank, Y2" Chuck 
Adapter, Chuck Key, (2) Telescoping Pilot Pins, Safety Strap, Carrying Case 


Milwaukee M18™ Lineman Magnetic Drill Kit 


Lineman Magnetic Drill Kit, (2) Batteries, (1) Charger, Magnetic Lubrication Tank, 1" 
Chuck Adapter, Chuck Key, (2) Telescoping Pilot Pins, Safety Strap, Carrying Case 


Find even MORE on Grainger.com® 
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No. 


44YZ18 


Battery 


Capacity 


2.0Ah 
9.0Ah 


9.0Ah 
9.0Ah 
9.0Ah 
9.0Ah 
0.0Ah 


2.0Ah 
9.0Ah 
9.0Ah 
90.0Ah 


2.0Ah 
90.0Ah 


50Ah 


on 
[| oO 
>> 
ss 


1.5Ah 
3.0Ah 


T5Ah or 3.0Ah 


1.5Ah 
3.0Ah 


9.0Ah 
9.0Ah 
9.0Ah 
9.0Ah 
9.0Ah 
9.0Ah 





Mfr. 
Model 


2/94-22CT 
2104-22 


2802-22CT 
2892-20 
2802-22 


21 000-22 


2/98-22CT 
2/0722 
2/98-20 

2/99B-22 
2/59-20 


2/99B-20 


2860-22 
2861-22 
2860-20 
2861-20 


2698-22CT 
2698-22 
2698-20 
2699-22 
2699-20 


2668-21CT 
2668-22 
2668-20 


2/90B-20 


2863-20 
2863-22 
2862-20 
2862-22 
2864-20 
2864-22 


Item 
No. 


39EN99 
39EN96 
39EP11 
408L69 
408L70 
408L68 
408L67 
39EPO9 
39EN9S 


483P96 
483P94 
483P95 


39EP13 


44YY78 
44YZ18 
44YY88 
44YZ04 
44YY80 


44YY85 


93KJ93 
93KJ99 
93KJ92 
93KJ94 


22U160 
22UT61 
22UT99 
22U163 
22UT62 


32NT23 
32NT24 
32NT22 


419J64 


423K5/ 
423K58 
423K90 
423K56 
423K59 
423K60 





Scan. Order. 


Done. 


Details on page A1. 


M8 a 
High Torque Impact 
Wrenches 


= For kit contents including 
batteries, chargers, and 
accessories, see Grainger.com® 


Max 


Max.No Blowsper Max. Battery Battery 
Drive Size Load RPM Minute Torque Capacity Included 
M18 FUEL™ Brushless Kits 
- a 900 2200 =300ft-lb, 2.8Ah (2) 2PYZ8 
1 TM 

Ae 1900 2200 300 ft-lb. _ No 

Ya" 1900 2200 450 ft.-lb. _ No 

Ya 1900 2200 450 ft.-lb. _ No 

4" 1900 2200 52d Tt.-lb. — No 
M18™ Kits 

ee 1900 2200 450 ft-lb. —3.0Ah 5) 2PYZ8 

Ai 1900 2200  450ft-lb. 2.8Ah 2PYZ8 

4" 1900 2200 520 ft.-lb. _3.0Ah 2) 2P 120 


Corry Mio 
Impact Drivers 


= M18 FUEL™ Brushless Impact Drivers 
Offer 4-mode DRIVE CONTROL™ for 
optimal speed and power control 

= M18™ Impact Drivers offer 2-mode DRIVE 
CONTROL™ for optimal speed and power control 

= M18 FUEL™ SURGE™ Brushless Hydraulic Impact 
Driver has 4-Mode DRIVE CONTROL™ for control 
over output speed and power for versatility 

= Drive size: Y%" 


Max.No Max. Blows Max. Battery Battery 
Load RPM _ per Minute Torque Capacity Included 
M18 FUEL™ Brushless 
3600 4250 2000 In.-lb. 2.0Ah 38D/62 
3600 4250 2000 In.-lb. 9.0Ah 38XJ03 
3600 4250 2000 In.-lb. — No 
w/SURGE™ Hydraulic 
3000 4000 450 in.-lb. 2.0Ah (2) 38D/65 
3000 4000 450 in.-lb. 9.0Ah (2) 35GJ99 
3000 4000 450 in.-lb. — No 
M18™ 
2/90 3350 1500 in.-lb. 1.5Ah (2) 2XKZ3 
2/50 3450 1500 in.-lb. 3.0Ah (2) 2PYZ8 
2/50 3450 1500 in.-lb. — No 
Right Angle 
2200 3400 675 in.-Ib. 1.5Ah 2XKZ3 
2200 3400 675 in.-Ib. 3.0Ah (2) 2PYZ8 
2200 3400 675 in.-Ib. — No 
3200 4000 1600 in.-lb. 2.0Ah (2) 38D/65 
3200 4000 1600 in.-lb. — No 
Right Angle,3 Speed 
3200 4000 1600 in.-lb. _— No 
w/REDLINK™ 
2/90 3450 1500 in.-lb. — No 
Knockout Tools _ ., 


FORCELOGIC™ 6-Ton Knockout Tool 
w/EXACT™ ¥% to 2" Punches and 
Dies, Draw Stud & Quick Alignment 
FORCELOGIC™ 6-Ton Knockout 
Tool, Draw Stud & Quick Alignment 


2.0 A/hr. 


2.0 A/hr. 


Battery Battery Item FORCELOGIC™ 10-Ton 3. 0Ah 
Capacity Incl. No. Knockout Tool 
Knockout Tool W/EXACT™ 3,0Ah 
nockout Tool w “YA 
9.0Ah (2) 45KM67 48UT16 too” Punches.and Dies 
Knockout Tool WEXACT V; 3.0Ah 
Knockout Tool w “YY ; 
9.0Ah (2) 45KM67 48UT17 tod Punches-andl Dies 


No. 5GUX4 


No. 


Mfr. 
Model 


2669-22 


2669-20 
2662-20 
2663-20 
2664-20 


2662-22 
2663-22 
2664-22 


Mfr. 
Model 


2803-22CT 
2853-22 
2853-20 


2/60-22CT 
2/60-22 
2/60-20 


269/-22CT 
269/-22 
2607-20 


266/7-21CT 
2667-22 
266/-20 

2800-22CT 
2890-20 


2891-20 


2656-20 


AD&88& 


= Max. capacity mild 
steel: 10 ga. 4" 
= Max. capacity stainless 
steel: 12 ga. 4" 
Battery Battery Mfr. 
Description Capacity Included Model 





Item 
No. 


4LET6 


IGUX4 
JGUX1 
IGUX2 
IGUX3 


ALET3 
ALET4 
4LETS 





Item 
No. 


481H97 
481198 
481196 


49JVO02 
49JV03 
49JV01 


22UT47 
22UT48 
22UT46 


32NT20 
32NT21 
32NT19 
488D90 
488D89 


488D93 
39RY17 






38D765 2677-20 44ZL92 
(2) 2PYZ8 2676-20 31AD88 


(2) 2PYZ8 2676-22 31AD89 


(2) 2PYZ8 2676-23 31AD90 


1-800-GRAINGER (472-4643) 


Item 
No. 


38D765 2677-21 44ZL88 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 
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No. 22MH50 


is Be 
Reciprocating Saws 


= M18™ Sawzall features an innovative gear-protecting clutch for 
durability and counter-balance mechanism for reduced vibration 

= M18™HACKZALL® has a compact design with an antivibration motor 
for one-handed use; 0 to 30000 to 3000 no load strokes per minute 


Battery Battery Mfr. Item 
Length of Stroke Included Capacity Model No. 

M18 FUEL™ Brushless Sawzall® Reciprocationg Saws w/ONE KEY™, Redlink Plus™ 

1%" No — 2721-20 52WR78 

1%" (2) 35GJ99 5.0Ah 2721-22 52WR79 
M18 FUEL™ Brushless Sawzall® Reciprocating Saws 

1%" (2) 35GJ99 5.0Ah 2720-22 22MH51 

1%" 35GJ99 5.0Ah 2720-21 22MH50 

1%" No — 2720-20 22MH49 
M18™ Sawzall® Reciprocating Saws, w/Redlink 

1%" (2) 2PYZ8 3.0Ah 2621-22 32NN11 

1%" 2PYZ8 3.0Ah 2621-21 32NN10 

1%" No — 2621-20 32NNO09 
M18 FUEL™ Brushless Super Sawzall® Reciprocating Saws 

14%" Mfr. No. 48-11-1812 12.0Ah 2722-21HD 481240 
M18 FUEL™ Brushless Hackzall® Reciprocating Saws 

Ze No — 2719-20 419J60 

Re No 5.0Ah 2719-21 419J61 
M18™ Hackzall Reciprocating Saws 

ya" 2PYZ8 3.0Ah 2625-21 4PKV6 

ya" 2XKZ3 1.5Ah 2625-21CT 4PKV7 

ya No — 2625-20 6FKP4 






Mis 9 
Circular Saws 


= Metal-Cutting saws deliver fast 
cuts burr-free through EMT, sheet 
metal, angle iron, and other 
ferrous and nonferrous metals 
Blade NoLoad Cutting Battery Battery Mfr. Item 


Dia. RPM Depth@90° Included Capacity Model No. 
m5 Ekcalar Saws (2) 2PYZ8 3.0Ah 2630-22 2PYY7 
u" 1 ul . 
6% 3900 ads No = 9630-20  5GUX5 
M18 FUEL™ Brushless Circular Saws 
(2) 35GJ99 4.0Ah 2/30-22 451184 
6Y," 5000 2%6 39GJ99 9.0Ah 2/30-21 451183 
No 4 0Ah 2/30-20 451182 
M18 FUEL Brushless Metal Cuting Circular Saws 
5 (2) 35GJ99 5.0Ah 2/82-22 53KJ97 


No. 
49JU88 


prey Mie 
Miter Saw 


POWERSTATE™ brushless 
motor provides more power, 
run-time, and longer life. 
Features cam-locking miter 
system with adjustable 
Stainless steel miter detent 
plate and 11 detent loca- 
tions, dual bevel and easy 
access bevel lever, and 
shadow cut line indicator for 
quickly lining up cuts. 


Bevel Blade NoLoad Battery Battery Mfr. Item 
Capacity Dia. MiterCapacity RPM Capacity Included Model No. 
M18 FUEL™ Miter Saws 
0° to 48° Left 40" 50° Left, 4000 9.0An  45KM6/ 2734-21HD 49JU89 
and Right 60° Right — No 2734-20  49JU88 
M18™ 
0° to 48° Left 7 V4" 0° to 48° Left 5000 = No 2733-20  419J62 
and Right and Right 5.0Ah 35GJ99 = 2733-21 419/63 






8 Be 
Table Saw 


= Table surface w/ 
extension: 221" x 20" 
= Battery capacity: 12.0Ah 


M18 FLEX™ brushless table 
saw includes REDLITHIUM™ 
high-output battery, rapid 
charger, blade, guard, riving 
knife, push stick, miter 
gauge, and wrench. 


Blade Arbor NoLoad Mfr. Item 
Battery Incl. Dia. Size RPM Blade Tilt Model No. 
Mfr. No. 48-11-1812 = 8%" ¥e' 9800 0° to 45° 2/36-21HD 481236 


< mie 


7. 








Dry Mw 
Jig Saw 
Features On/Off cut line and LED light. Includes 


dust collection tube, shoe guard, anti-splinter 
guard, dust cover, blade, and hex wrench. 
Length Bevels Cutting Speed Battery Pack | Item 


of Stroke To Action Control Replacement No. 
1: 45° _ Orbital Variable 30GJ99 _ |489P13 





No. 


Dry Miwo 
Band Saws 


= M18™ saws have 
compact 18" length for 
Cutting in tight spaces 





Surface ft. Battery Battery Mfr. Item 
per Min. High Round Cap. Included Capacity Model No. 
380 5" (2) 35GJ99 (2) 5.0Ah 2729-22 31MJ80 
380 o 35GJ99 5.0Ah 2729-21 31MJ79 
380 5" No 4.0Ah 2729-20 31MJ78 





No. 
45L197 


Grinder/Cut- 
Off Tools 


=» M18 FUEL™ grinders deliver maximum sustained power for tough 
surface preparation, grinding, and cutting applications 


Battery Battery Mfr. Item 
Size No Load RPM Included Capacity Model No. 
M18 FUEL™ Brushless Angle Grinder 
Mfr. No. 
_ 6600 48-11-1812 12.0Ah 2785-21HD 481238 
Mfr. No. 
_ 6600 48-11-1812 12.0Ah 2785-22HD 481239 
M18 FUEL™ Brushless Grinder/Cut-Off Tools 
Slide Switch 
Ay," 8500 (2) 35GJ99 5.0Ah 2781-22 45L196 
4V" 8500 35GJ99 5.0Ah 2781-21 45L197 
Ay," 8500 No 4.0Ah 2781-20 45L198 
Paddle Switch 
Ay," 8500 (2) 35GJ99 5.0Ah 2780-22 45L199 
4V 8500 35GJ99 5.0Ah 2780-21 45L201 
4y," 8500 No _ 2780-20 45L202 
4V" 8500 (2) 35GJ99 _ 2783-22 45FD29 * 
Ay," 8500 No — 2783-20 45FD30 * 
M18 FUEL™ Die Grinders 
— 20,000 No — 2784-20 53KJ98 
_— 20,000 (2) 35GJ99 5.0Ah 2784-22 53KJ99 
M18™ Grinder/Cut-Off Tools 
Ay," 9000 (2) 2PYZ8 2.8Ah 2680-22 4LER1 
Ay," 9000 No — 2680-20 5GUY2 


* Feature Rapid-Stop braking. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 677 
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18 9 
Vacuums 


= Includes washable wet/dry 
HEPA filter, on-board hose, 
crevice tool and wide nozzle 








Air Battery Battery Mfr. Item 
Flow Tank Size Included Capacity Model No. 
M18™ Wet/Dry Vacuum 
45 cfm 2 gal. No 3.0 0880-20 2CDC6 
M18™ Compact Vacuum 
40 cfm 0.30 gal. No — 0882-20 52WR81 
M18 FUEL™ Brushless Backpack Vacuum 
57 cfm 1 gal. No 9.0Ah 0885-20 484X11 
57 cfm 1 gal. Battery Included 9.0Ah 0885-21HD 484X12 


Mis pa 
Cordless —_ 
Polisher Kits — 


M18 FUEL™ technology delivers power, performance, and run-time. 7" pad 
capacity. Designed with variable speed dial and trigger. Constant power 
technology. Able to complete a full size car on one charge. 





No. 
49EG81 


Battery Item 
Includes Capacity No. 
(2) M18 5.0Ah REDLITHIUM™ 


Extended Capacity Batteries, 


NoLoad RPM Battery Incl. 


45LD79 M18 & M12 Rapid Charger, (2) 35GJ99 5.0Ah 49EG81 
Backing Pad, Screen Cover, Side 0 to 2200 
Handle, Bail Handle with (2) Bolts 
Backing Pad, Screen Cover, Side No _ 49EG82 


Handle, Bail Handle with (2) Bolts 





No. 
32NN13 


Shears <= 


= Innovative in-line wrist design provides more tool control 
= Proprietary 360° tool-free rotating head allows use in tight spaces 






Stainless 

Steel Steel Battery Battery Mfr. Item 
Capacity Capacity Min. Radius Included Capacity Model No. 

14 ga. 16 ga. ‘a (2) 2PYZ8 3.0Ah 2636-22 32NN15 

18 ga. 20 ga. o (2) 2PYZ8 3.0Ah 2637-22 32NN17 

18 ga. 20 ga. 6" (2) 2PYZ8 3.0Ah 2635-22 32NN13 

18 ga. 20 ga. 6" No — 2635-20 32NN12 

No. 6AWK4 


8 pe 
PEX Expansion Tools 


=» Expands ProPEX 
quickly and easily 

= Auto-rotate mechanism 
delivers even PEX expansions 


Capacity Battery Battery Mfr. Item 
Tubing 0.D. Flare Type Included Capacity Model No. 
M18™ ProPEX® Expansion Tools 
¥e" to 1%" ProPEX® Battery Included 3.0Ah 2632-22XC 38EY30 
¥3" to 1%" ProPEX® Bare Tool No 2632-20 6GAWK4 
M18™ FORCE LOGIC™ Expansion Tools 
2 tos —_— Battery Included 9.0Ah 2633-22HD 484X16 
PEX Press Tool Kit 
(2) M18™ REDLITHIUM Batteries, Pack, M18™, M12™ 
Multi-Voltage Charger, 12" Viega Pureflow Jaw, %" Viega 2674-22P 49EJ11 
Pure Flow Jaw, 1" Viega Pure flow Jaw, Carrying Case 
38D765 M18 REDLITHIUM™ 2.0Ah Battery Pack, 23Y581 
M18™ and M12™ Multi-Voltage Charger, /2" F1807 Crimp 2674-22C 49EJ10 


Jaw, %" F1807 Pex Crimp Jaw, 1" F1807 Pex Crimp Jaw 
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Scan. Order. Done. 
Details on page A1. 


Orbital Sanders 

= Size: 5" 

= Oribt dia. 32" 

= Orbits per min.: 12,000 

M18™ random orbital sanders include 
quick-change, hook-and-loop sanding pad. 


Tike 





Battery Battery Item 
Includes No Load RPM _ Incl. Capacity No. 
Dust Canister, Universal Hose 
Adapter, (2) 80 Grit Sandpaper No 483F35 
Dust Canister, Universal Hose Adapter, (2)  7000/12,000 
80 Grit Sandpaper, M18™ REDLITHIUM™ XC 483F36 


Battery, Multi-Voltage Charger, Contractor Bag 





No. 
53RGO08 


Crimping Tools 


= Crimping force: 6 tons 


Force Logic™ crimpers feature PFM™ (Predictive Force Monitoring) which auto- 
matically modifies output based on connector, ensuring optimal pressure every 
time and fast, accurate crimps. POWERSTATE™ brushless motor delivers up to 
4X longer life. 


Item 
Includes No. 
M18™ 6-Ton Crimping Tools 
4 Batteries (48-1 eae (1) Charger (48-15-1812), (1) 6T Fixed 45FD41 
G Crimping Jaw (49-16 BDG3) , Carabineer, Utility Bucket Bag 
(2) Batteries (48-11-1820), (1) Charger (48-15-1812), (1) 61 Fixed 45FD42 
O Crimping Jaw (48-16-00D3) , Carabineer, Utility Bucket Bag 
(2) Batteries (48-11-1820), (1) Charger (48-59-1812), (1) 61 Snub 45FD43 
Nose-Crimping Jaw (49-16-00D3), Carabineer, Utility Bucket Bag 
(2) Batteries (48-11-1820), (1) Charger (48-15-1812), (1) 61 Kearney 45FD44 
Crimping Jaw (48-16-KEAR) , Carabineer, Utility Bucket Bag 
(2) Batteries (48-11-1820), (1) Charger (2710-20), Carrying Case 45FD73 
a NECA ets 0), (1) B (48-11-1820), (1) Ch 
attery (48-11-1850), attery (48-11- ’ arger 
3710-20), Utility Bag (48-22-8279), Carabineer (42-70-0027) 53RG07 
(1) Battery (48-11-1850), (1) Battery (48-11-1820), (1) Charger (48-59- 53RG08 


1812), (1) Carrying Case (48-55-2778), Carabineer (42-70-0027) 


No. 
53RG45 






Cordless Cable Cutter Kits 


= Max. operating force: 6 tons 

Force Logic™ kits feature consistent hydraulic system performance, brushless 
motor, innovative anti-spreading jaw design, and jaws that automatically open 
when cut is complete. 


Battery Battery Item 
Includes Incl. Capacity No. 
M18™ Copper & Aluminum 
Battery, Charger, Jaw, Hex Key, Carrying Case 38D765 2.0Ah 45FD45 
M18™ FORCE LOGIC™ 3" Underground Cable Cutter, (1) 
35GJ99 M18™ 5.0Ah REDLITHIUM™ Extended Capacity 35GJ99 5.0Ah 53RG47 
Battery, (1) 4PKV9 M18 AC/DC Charger, Carabineer 
M18™ FORCE LOGIC™ 3" Underground Cable Cutter, Wireless 
Remote, (1) 35GJ99 M18™5.0Ah REDLITHIUM™ Extended § 35GJ99 5.0Ah 53RG48 
Capacity Battery, (1) 4PKV9 M18 AC/DC Charger, Carabineer 
M18™ Steel Cable Cutters 
Battery, Charger, Jaw, Carabineer, Hex Key, Utility Bucket Bag 38D/65 2.0Ah 45FD46 
M18™ FORCE LOGIC™ 1590 ACSR Cutter, (1) 35GJ99 
M18™ 5.0Ah REDLITHIUM™ Extended Capacity Battery, 35GJ99 9.0Ah 53RG45 


(1) 4PKV9 M18 AC/DC Charger, Carabineer 
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Cordless Transfer 
Pump Kit 

Can pump up to 480 gallons per 


hour. Self-priming tool allows the 
customer to connect and go. 





Chainsaw 


M18 FUEL™ cuts hardwoods faster than gas and delivers up to 150 cuts 

per charge. POWERSTATE™ brushless motor maintains speed under heavy 
loads. REDLINK PLUS™ helps protect against overload, overheating, and over 
discharge. M18™ REDLITHIUM™ HIGH OUTPUT™ HD12.0 battery delivers long 
run-time. Includes antivibration handle, chain oiler, rapid charger, 16" Oregon 
bar, and scrench. 






No. 49JV05 


GPM of 
. Item 
Discharge Water@5 Battery Battery Item 
Includes Dia. NPT  ft.ofHead Incl. Capacity No. Bar Length HP ___ Includes : No. 


TH 1M harger, 16" Oregon Bar, Chain, Scrunch 
Capacity Battery, M18™ & M12 C 
Multi-Voltage Charger, (2) Brass 3/4 2PYZ8 3.0An 49JV06 


Fittings for Inlet and Outlet Ayn 79 


(2) Inlet Brass Fitting, Outlet Brass Fitting 5 No NO Batley gquvos [Mis Mile Pee 
18V String & Hedge Trimmers 






idwawkee Line Cutting Shaft Shaft Run Mfr. Item 
‘Mis [ae Dia. Width Length Type Time Includes Model _No. 
No. String Trimmer 
49EN20 0.080" 16° 60° Straight 60 min. = 2725-20 53KKO05 
Brad Nailers 0.080 ‘7! 5" Straight 60 min. High Demand Battery, Rapid Charger 2725-21HD 49JU94 
Feature zero ramp-up time with the : a sai alae : ” : 
™ : ar attery ade utting Aun I. em 
POWERS TATE brushless motor and fire LengthAmperage Type Dia. Time Includes Model No. 
cylinder design. Eliminate the mess and Hedge Trimmers 
cost of gas cartridges and the need for Double- yy» 120 — 2726-20 _49JU96 
g g 24" 9.0AN Sided +” — min. High Demand Battery, Rapid Charger2726-21HD 49JU95 


compressors and hoses. 





Collation Fastener Battery Item 
Angle Range Gauge Includes Capacity No. 


(1) 2.0Ah Battery Pack, (1) M18™ Mis Mil 
20° 1¥%4"to2%" 16 and M12™ Multi-Voltage Charger, 2.0Ah  49EN22 


Belt Clip, Contractor Bag 











20° 1M"to2%" 16 Belt Clip 3.0Ah _ 4QEN21 Blower & Fan 
1) 2.0Ah Battery Pack, (1 , . 
34° 1%4"to2%" 15 Mali Votag charger Bat 2.0Ah 49EN24 = Blower features 3-speed electronic switch, 
ip, Contractor Bag - j j 
34° 1%"to2%" 15 Belt Clip 3.0Ah 49EN23 lock o and variable speed trigger , 
(1) 2.0Ah Battery Pack, (1) = Jobsite fan circulates air over 40 ft. with up to 17 hr. of runtime 
Straight “%"to2%" 16 Multi-Voltage Charger, Belt 2.0Ah 49EN20 Speed Battery Mfr. Item 
Clip, Contractor Bag Max. Air Flow Max. Air Speed Control Included Model No. 
Straight %4"to2%" 16 Belt Clip 3.0Ah 49EN19 M18™ Jobsite Fan 
$$ 284 cfm 18 mph — Bare Tool 0886-20 39RY16 
M18™ Blowers 
100 cfm 160 mph 3 Bare Tool 0884-20 20J5X71 
2 No. 450 cfm 120 mph Variable Bare Tool 2724-20 437V38 
Mis Miwon 45L187 450 cfm 120 mph Variable Battery Included 2724-21HD  437V37 
Grease Guns mim «, CF 


= Delivers up to 10 
0z. per min. 
= 48" flexible hose 


Volume —— Mfr. Item 






Heat Gun 


M18™ compact 360W heat gun reaches operational 
temperature in less than 7 sec. Guarded nozzle provides 


per Minute Includes Model _No. increased protection for work surfaces and the ladder 
Cordless Grease Gun, Kit hook lets users easily hang the tool. REDLITHIUM™ 
10floz © atte Peeing Gace ‘Sonesta 2646-22CT 451188 | battery technology allows gun to heat over 40 connec- 
ae (1)Battery, (1)Charger, (1)Flex Hose, (1)High Pressure og 4p oacT q5iig7 | tons ona single XC5.0 battery. 6.0 cfm. 875°F- 
ates Coupler, (1)Carrying Bag, (1)Shoulder Strap Item 
Cordless Grease Gun Item Includes No. 
10 fl. 0z. (1)Flex Hose, (1)High Pressure Grease Coupler 2646-20 45L189 Heat Gun = 408L71 


.. Charger, ¥s" Concentrator Nozzle, Hook 
Heat Gun Kit Nozzle, Carrying Case, 5A Battery 408172 


i ae isp 





Milwaukee 
Caulk Guns No. GAWCS Radios 
= 6-setting speed dial = Jobsite Radio Charger has 
Cartridge Mir. Item exclusive digital Bluetooth® 
Type Includes Model No. iver that st di No. 45FD35 
M18™ Caulk Guns Kit receiver that streams audio No. 20JX70 
10 0z. 10 oz. Carriage, Plunger Rod Assembly, Battery, 30 min. Charger 2641-21CT 6AWC5 wirelessly from over 100 ft. away 
20 oz. Battery Mfr. Item 
Sausage et arena i Rae Vy 2642-21CT 6GAWCE ** Description Included Model No. 
ak M18™ Jobsite Radios 
OZ. Jobsite Charger Radio, Bluetooth Compatible No 2792-20 20JX70 
Sausage alter, S0min. Charger 20 cz. Clear Sausage Sle ag43-21CT 14P845 | —Jonste Ral No 2890-20453 
Pack M18"/M12™ Jobsite Radios 
M18™ Caulk Gun Wireless Jobsite Speaker No 2891-20 o2WR82 
10 oz. Tool Only 2641-20 6AWC4 M18™ Power Source 
* Clear barrel. ** Aluminum barrel. Power Source No 49-24-2371 24U077 
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Mi2 M18) 
HIGH OUTPUT LIGHTING M12™ and M18™ High- 
ADAPTS. PERFORMS. SURVIVES. Output Lighting 


HANDHELD EJOVER 


FLOOD LIGHTS 


LGJOCKET™ 


TOWER LIGHTS & 


m 5 Second Setup, @ Full Workspace 
7 Foot Extension Coverage 


= Impact Resistant, @ Lighting for Task, 
Reinforced Legs Area, Overhead 


@ Rotating Head for B® High Impact 
Maximum Coverage Polycarbonate Lens 


fa ae. 


GJaDius 


SITE LIGHTS 


= These lights offer professionals the 
ability to bring light directly to the jobsite 
as well as control beam intensity and 
direction for greater productivity 
= Trueview™ LED and REDLITHIUM™ batteries 
allow lights to shine brighter and last longer 
= Reinforced, impact-resistant housings 
and lenses stand up to the challenges 
of industrial use while temperature 
management helps protect LEDs 
throughout their lifetime 


@ Redefines Versatility, 
Brightness & Durability 


= Impact Resistant 
@ Multiple Output Modes 


@ Brighter than Halogen 
@ Stick, Clamp, Hang or Carry 
@ Superior Impact Durability 


PERSONAL 






No. 
49JU91 


Task Lights 


Flood lights are broad beam lights used to illuminate a wide area. They are 
compact and hands free with a stick, clamp, hang, or carry design. Tower 
lights and task lights are hands-free and focus light in a particular direction 





— 
No. 22MG94 





No. 49JU93 
or area. Tower lights mount on a tower while task lights are compact and No. 419565 
available in stick, clamp, or carry design. 
Battery Mfr. Item 
Description Lumens Focus Included Includes Model No. 
M12™ 
; Spot/Flood 
Lantern/Flood Light 400 Combination Beam Bare Tool Battery and Charger Sold Separately 2362-20 32NM97 
LED Underhood Light Bare Tool 1350 Adjustable Bare Tool _ 2125-20 408L65 
LED Underhood Light Kit 1350 Adjustable Battery Included Battery, Charger 2125-21XC_  408L66 No. 
LED Worklight 160 Fixed Bare Tool — 49-24-0146  2PYZ7 481J05 
ROCKET™ Dual Power Tower Light 1400 Fixed Bare Tool — 2132-20  484X15 
ROVER™ Flood Light 1000 Flood Bare Tool — 2364-20  49JU90 a 
Stick Light 220 Fixed Bare Tool — 2351-20 22MG94 ] 
M18™ 
Lantern/Flood Light 700 ae oe Bare Tool - 2363-20  32NM98 
LED Worklight 100 Fixed Bare Tool — 2735-20  4PKW2 
ROCKET™ Dual Pack Tower Light OneKey 9400 Adjustable Bare Tool _— 2120-20 419J66 
(2) M18 Redlithium High Demand 
ROCKET™ Dual Pack Tower Light OneKey 5400 Adjustable Battery Included 9.0 AH Battery Pack, (1) Rapid 2120-22HD 419J67 
Charger, (1) Shoulder Strap 
ROCKET™ Tower Light 2500 Adjustable Bare Tool — 2131-20  481J05 
ROCKET™ Tower Light/Charger 3000/1 700/900 Fixed Bare Tool = 2135-20  49JR04 
ROCKET™ Tower Light/Charger Kit 3000/1700/900 Fixed Battery Included "High Demand Battery 2135-21HD 52WR77 
ROVER™ Dual Power Flood Light 3000 Fixed Bare [ool = 2360-20  45FD37 
ROVER™ Flood Light 1300 Fixed Bare Tool — 2361-20  22MG95 
ROVER™ Mounting Flood Light 1500 Adjustable Bare [ool — 2369-20 419J65 
Search Light G00to1250° «4, pet One Bare Tool = 2354-20  49JU93 
; ; Spot/Flood Extended Capacity Battery, Mult 3 
Search Light Kit 600 to 1250 Combination Beam Battery Included Voltage Charger, Shoulder Strap 2354-21 52WR72 
Stick Light 300 Fixed Bare [ool — 2302-20 32NM99 
Utility Bucket Light 2500 ee oe Bare Tool = 2122-20  49JU91 
USB Rechargeable 
USB ROVER™ Flood Light 445 Flood Battery Included = REDLITHIUM USB battery, USB cable 2112-21 419J79 
wis Ba a a ms 
No. 419J78 
465X07 


Personal Lights 


Narrow area lights cast a bright, 
controllable beam of light on 
important tasks. Some are 
specifically designed to be worn 
on the body while others are 
hand held. 


No. 
48UT44 


Area Lights 
Site lights provide hands-free full workspace cover- 
age lighting. Batteries not included. LED No. 419J70 
is a 7OW temporary light. Comes with 120-volt 

plug and can be integrated into temporary power 
systems from 120 to 277V. Integrated hang cable 
and spring-loaded cable retention help light to stay 








ici Beam Battery Mfr. Item 
secure. Efficient 7,700 lumens. Description Distance Burn Time Includes Model No. 
Descripti L L Lif F Includ Mod: | No a its perles. 
escription umens Lamp Life ocus ncludes ode 0. enlight 
Mi8™ Battery Powered RADIUS™ Area Lights eee ) 43m 30 HE, (2) AAA Batteries 2105 419J83 
Compact Site Light 1000/4400 50,000 hr. Fixed Security Cable 2145-20 49JR05 USB Rechargeable 500 REDLITHIUM® Battery, 2 
oT m 4 hr. 2110-21 419J77 
Compact oite Light 4qq/2200 18h. ‘Flood — 2144-20 465X07 Flashlight ft. Heavy Duty USB Cord 
w/Flood Mode Headlamp, (3) 
w/ ONE-KEY™ 1000/4400 50,000 hr. ‘Fixed Security Cable 2146-20 49ZW21 USB Rechargable 
Site Light/Charger 9000 50,000 hr. Adjustable Charger 2151-20 419U69 Hard Hat Light sem: SUNh (1) Battery, (1) Use Cable: 2Trrel: AI7e 
Site Light w/OneKey 9000 50,000hr. Adjustable Charger 2150-20 419J68 Handheld M12™ Worklights 
RADIUS™ Hardwired Light M12™ Metal Flashlight Kit 374 ft. — Battery, Charger, Lanyard 2355-21 48UT44 
LED High Bay Light 8000 — — — 2155-AC 419J70 M12™ Spot Light 613m Up to 10 hr. Lanyard 2353-20 45FD40 


GRAINGER. 


ITT 


680 Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE” POWER TOOLS 
Find the wy. Find Solutions. Find Great Prices. Milwaukee Cordless Tools 


jpauee WMA} (= (J |(SS(L, 
‘Midwase DRIVEN TO OUTPERFORM.” eee 
M12" FUEL Tool Advantages 


=» M12 cordless system includes over 70 tools Compact size tools 
fit in tight spaces Battery fuel gauge displays remaining charge 


M12 FUEL™ tools feature exclusive POWERSTATE™ brushless ‘M12 Mile 


motors, REDLITHIUM™ battery technology, and REDLINK PLUS™ 
Batteries & Chargers 


advanced electronics for superior power and run time 
= REDLITHIUM™ batteries offer more 


run time, power and recharges than 
conventional Li-lon BatteriesOperate No. 
down to O°F for superior cold weather 32NNO5S 
performanceCooler operation for superior hot weather 
performanceFade-free power with no memory effect 





























No. 
38D764 
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BatteryCapacity Mfr.Model ItemNo. Pkg. Qty. 
. "| M12™ Batteries 
POWERSTATE™ 1.5Ah 48-11-2401 2XKZ6 1 
Renters Gan scala 1.5Ah 48-11-2411 38D759 2 
/ : 2.0Ah 48-11-2420 38D763 1 
ie 3.0Ah 48-11-2430 49JV07 1 
3.0Ah 48-11-2412 38D760 2 
4.0Ah 48-11-2440 38D764 1 
REDLITHIUM™ 6.0Ah 48-11-2460 49JV08 1 
XC4.0 BATTERY PACK Charger 
Input Voltage For Use With Mfr.Model ItemNo. 
M12™ Battery Chargers 
120VAC Milwaukee® M12 Batteries 48-59-2401 2XKZ7 
120VAC Milwaukee® M12™ and M18™ Batteries 48-59-1812 23Y581 
M12™ Vehicle Battery Chargers 
12VDC/24VDC Milwaukee M12 and M18 Batteries 48-59-1810 53KK02 
M12 Battery Chargers - 4 PCM-Port 
120VAC Milwaukee® M12 Batteries 48-59-1204 39RY20 
M12™ Battery Chargers - 6-Port 
120VAC Milwaukee® M12™ and M18™ Batteries 48-59-1807 32NNO05 


Expand Your Cordless System with Bare Tools AR 7 ic 
= Maximize value without duplicating batteries, chargers, and cases _ Ss 


Mw 
Combo Kits 





No. 423K53 
No. 14G946 


= 4" Drill/Driver, 2-speed with ratcheting with ratcheting chuck," Hex Impact Driver with LED light, 
chuck" Hex Impact Driver with LED light, 1000 in-Ib. of torqueReciprocating Saw, 12" strokelncludes 
1200 in-lb. of torquelncludes 2 batteries, worklight, 2 batteries, charger and contractor bag 


charger and hard case%" Drill/Driver, 2-speed 


Reciprocating 


No. of Tools | Hammer Drill Drill Impact Driver Saw Light Batterylncluded BatteryCapacity | Charger (Carrying Case| Mfr.Model — ItemNo. 

M12™ 2.0Ah, 4.0Ah Combo Kits 

2 Mfr. No. 2553-20 38D763, 38D764 2.0Ah, 4.0Ah 23Y581 |ContractorBag) 2598-22 423K53 

2 Mfr. No. 2553-20 38D763, 38D764 2.0Ah, 4.0Ah 23Y581 |ContractorBag) 2596-22 423K54 
M12™ 1.5Ah Combo Kits 

2 22UT56 (2) 2XKZ6 1.5Ah 2XKZ7 \Contractor Bag} 2495-22 23Y582 * 

2 SGUX7 (2) 2XKZ6 1.5Ah 2XKZ7 _|Contractor Bag} 2490-22 2PYX9 

2 45L185 5GUX7 (2) 2XKZ6 1.5Ah 2XKZ7 \Contractor Bag} 2491-22 4LER4 

2 22UT56 (2) 2XKZ6 1.5Ah 2XKZ7 (Contractor Bag} 2492-22 22UT58 

2 22UT56 45L185 (2) 2XKZ6 1.5Ah 2XKZ7 \Contractor Bag} 2494-22 12E731 

2 22UT54 45L185 (2) 2XKZ6 1.5Ah 2XKZ7 \Contractor Bag} 2497-22 12E732 

4 22UT56 45L185 5GUX7 2PYZ6 (2) 2XKZ6 1.5Ah 2XKZ7 Contractor Bag} 2498-24 146946 

8 22UT56 45L185 5GUX7 2PYZ6 (2) 2XKZ6, (1) 4PKY2 1.5Ah 2XKZ7 \Contractor Bag} 2495-28 23Y583 ~* 


* Go to Grainger.com® for complete listing of tools included in kit. 
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Impact Drivers 


& Wrenches 


=» M12 FUEL™ Brushless Impact 
Drivers and Wrenches offer 
2-mode Drive Control™ 
and long run time 

= Mi2™ Impact Drivers and 






No. 
22UT56 
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No. 









‘ - 45L194 
4PKV2 Wrenches feature REDLITHIUM 
No. : : i 
423K47 batteries and a high efficiency NO. 
mechanism for maximum run time 34G870 
= For kit contents including 
batteries, chargers, and 
accessories, see Grainger.com® 
P quikee Max. Max. 
[Milw Drive No Load Blows per Max. Battery Mfr. Item 
Size RPM Minute Torque Includes Capacity Model No. 
M12 FUEL™ Brushless Impact Wrenches 
H Hy H Straight 
Drill/Drivers & Hammer Drills vt 2650 4000 100 Tt-Ib. = 2-04, 40Ah 2559-20 488097 
- ae : 250 ft.-Ib. = 2.0Ah,4.0Ah 2554-20 4 
=» M12 FUEL™ Brushless Drill/Drivers and Hammer Drills eo sa 300 00 Teh. = ! = ! oooh ee 
Offer more power, run time and longer life %" 2700 3200-250 ft-lb. __—Carrying Case 2.0Ah, 4.0Ah 2555P-20 488F04 
™ Met : . . . M12 FUEL™ Brushless Impact Wrench Kits 
=» M12™ Drill/Drivers have ergonomic grip handle, belt clip and metal chuck Straight 
= M12™ Right Angle Drills feature an innovative electronic clutch vs" 9650 4000 100 ft-lb. ae 9.0Ah, 4.0Ah 2552-22 488D98 
with 11 settings plus drill mode for complete control Cordless impact Wrench 
= Mi2 FUEL™ Brushless Hammer Drills have an all metal chuck Ye" 9650 3500 117 ft-lb. Pees eee 20Ah 2454-22 34G870 
and provide more power, run time and longer motor life oxia7, ening cass 
= Mi2™ Hammer Drills feature an all metal chuck % 2700 3200-250 ft-lb. e) allerieS. > oan, 4.0Ah 2554-22 488F01 
SE nee cence Ys 2700 3200 250 ft-lb 2) Bateies 2.0Ah, 4.0Ah 2555P-22 488F05 
= For kit contents including batteries, chargers, a _— — Charger, Case sakes 
and accessories, see Grainger.com® Mgetfegie 
Chuck Max. Battery Mfr. Item vi 2425 == 3300 600in-Ib, Battery Pack, Charger, 4 Sah = 2467-21 40JMG6 
Size No Load RPM Torque Capacity Model No. Contractor Bag 
Te Straight 
M12™ Drill/Drivers 9) Baiteries Ch 
Bare Tool , vs 2500 3300 1000 in-lb. pic) patteres, Vilage, 4 Sah 2462-22 451186 
ye" 0 to 400/0 to 1500 2/5 in.-lb. — 2407-20 22UT56 Mi2™ | tDri elt Hook, Carrying Case 
Ai 0 to 450/0 to 1700 350 in.-ib. — 2503-20 423K47 Right TI HIVES 
Kits ' ; 
He Oto 400/010 1500 275 in-Ib. T5An 9407-22 22UT57 straight $309 600 in.-Ib. = eG se AG 
M12™ Hammer Drill/Drivers M12™ Impact Wrenches 
Bare Tool Straight 
ma Oto 400/0 to 1500 279 in.-Ib. = 2408-20 22UT54 ¥' 2500 3800 450 in--ib. Balt Clip = 2461-20 20JX65 
Its Yj," in.-Ib. -20 423K51 
i Oto 400/00 1500 275in-b. 1.5Ah 9408-22 22UT55 Aaa ee Bathe 20AN __ p03 ea 
M12" Hammer Drills M12™ Impact Wrench Kits 
Bare Tool Straight 
Ai 0 to 450/0 to 1700 350in.-Ib. _2.0Ah/4.0Ah 2504-20 423K49 (2) M12 Battery 
Kits 2XKZ6), M12 Batter 
ie Oto 450/0t0 1700  350in-Ib.  2.0Ah/4.0Ah 2504-22  423K50 Y 2500 3800 450 in.-Ib. de. (OXKz7), Bet TAN 2461-22 20X66 
M12™ Right Angle Drills Clip, Carrying Case 
Bare Tool . 7 3300 4000 1300 in.-Ib. Battery 2.0Ah 2553-22 423K52 
3g" 0 to 800 100 in.-Ib. — 2415-20 6FKP6 (2) Compact Batteries 
Kits % 2500 3300 100ft-Ib. (2XKZ6), Charger, Belt 1.5Ah 2463-22 451195 
x 0 to 800 100 in.-Ib. 1.5Ah 2415-21 4PKV2 Clip, Carrying Case 
‘M12, [ae : Tita - 
H Oo. o 
Screwdrivers Chuck Max. Battery Mfr. Item 346848 No. 
» M12 FUEL™ Size__No Load RPM Torque Capacity Model __No. ‘ 22UT45 
Screwdrivers offer ae eer Brushless Screwdrivers 
more power, run time % 0 to 450/0 to 1700 325in.-Ib. — 2402-20 346847 
. Kits 
and longer life Y;" Oto 450/0 to 1700 325 in-Ib. 2.0Ah 2402-02 34848 
= For kit contents M12™ Screwdrivers 
i i : Bare Tool 
including batteries, Ys 0 to 400/0 to 1500 275in-Ib. — 2406-20 22UT44 
chargers, and Vi 0 to 500 175in.-Ib. — 2401-20 5GUV9 
j Kits 
aul) — %" 0 to 400/0 to 1500 275in.-lb. 1.5Ah 2406-22 22UT45 
Grainger.com Ys 0 to 500 175in-Ib. 1.5Ah 2401-22 2CDC8 
: quiet Drive NoLoad Max. Battery Mfr. Item 
Mil : . . Size RPM _ Torque Capacity Includes Model No. 
/Mi2, | pS ee male Nate’: 30 Minute M12 Charger, Red-lith 
a — ‘ ; inute arger, Red-lithium f 
R tl h f : Ys" Oto 250 30 ft-lb. 1.5Ah Battery, and Carrying Case 2456-21 136247 
atcnets Vi to 250 30 ft-lb. — 456-20 136248 


a : 30 M ao chee Red-lith 
= : ; inute arger, Red-lithium 2 
' s" Oto 250 35 ft-lb. 1.5Ah Baller and Carini ase 9457-21 13G249 


= 


= Tool-belt portable 





with 1034" length ¥ Oto250 35ft-b. — Tool Only 2457-20 13G250 
3/1 : i No. 13G247 M12 FUEL™ Brushless Cordless Ratchet Kit 
= Ya" low profile head design V4 010 250 40 f-lb. SA 3 Batteries, Charger Carrying Case 2556-22 408176 
j j j j ¥s' Oto 200 55ft.-lb. 2.0Ah (2) Batteries, Charger, Carrying Case 2557-22 408L7 
= Variable speed metal trigger and reinforced steel housing Yo" Oto1/5 60ft-lb. 1.5Ah (2) Batteries, Charger, Carrying Case 2558-22 408L80 
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No. 22UT75 


iia 


Corey Mo 


Rotary Hammers 


POWER TOOLS 
Milwaukee Cordless Tools 


For 12V Batteries, see page 687. 


= M12 FUEL™ Rotary Hammers provide faster speed and a large SDS Plus bit capacity 


Battery Battery 
No Load RPM Blows per Minute Included Capacity 
M12 FUEL™ L-Shape SDS Plus Rotary Hammers 
0 to 900 0 to 6200 (2) 38D/764 4.0Ah 
0 to 900 0 to 6200 No _— 
M12™ L-Shape SDS Plus Rotary Hammers 
0 to 800 0 to 5350 (2) APKY2 3.0Ah 
0 to 800 0 to 5350 No — 


Rotary Hammer Dust Collection Systems 
Universal, For Use with most AC/DC SDS Rotary Hammers (Includes Battery 2XKZ6) 
Universal, For Use with most AC/DC SDS Rotary Hammers (Battery not included) 


Mfr. 
Model 


2416-22XC 
2416-20 


2412-22XC 
2412-20 


2306-22 
2306-20 


Item 
No. 


22UT7/5 
22UT74 


34K740 
34K739 


34K738 
34K737 






No. 
24U091 


| Tlibewvee re 


muss 
Band Saws 


= Compact size and lightweight 
= Cut %4" EMT in 3 sec., up to 150 cuts per charge with XC battery 


Surface ft. Round Rectangle Battery Battery Mfr. Item 
per Min. High Cap. Capacity Included Capacity Model No. 
‘ ‘ i APKY2 3.0Ah 2429-21XC  24U091 
oe et ee io = 2429-20 24U092 


(M12 


AMlilwoak . Fy ya) 
Circular ee 
Saws - y 


= Heavy duty aluminum guards 
= LED light for cutline visibility 


Blade NoLoad Cutting Cutting Battery Battery Mfr. Item 
Dia. RPM _Depth@ 45° Depth@90° Capacity Included Model No. 
5%" 3600 1%" 15%" 40Ah (1)38D764  2530-21XC 39RY14 
5%" 3600 1%" 154" = No 2030-20  39RY15 


M2 
Mie 


Oscillating Tools 


=» M12™ Oscillating tools offer 12 speed settings and an 
on-board fuel gauge that displays remaining run time 





No. 6CZA7 


Orbits per Battery Battery Mfr. Item 
Minute Capacity Included Includes Model __No. 
5000 to (2) Batteries, 30 Minute Charger, Adaptor, 

50.000 1.5Ah (2) 2XKZ6 Wood Cutting Blade, Sanding Paper Pad, (5) 2426-22 6CZA7 
Assorted Sanding Sheets, and Contractor Bag 

5000 to Battery, 30 Minute Charger, Contractor 

0.000 1.5Ah  2XKZ6 Bag, Adapter, Wood Cutting Blade, Sanding 2426-21 38W628 
Pad, (5) Assorted Sanding Sheets 

5000 to __ Adaptor, Wood Cutting Blade, _ 

20,000 No Sanding Pad, and (5) Sandpaper 2426-20 GOZAG 


Sign in to Grainger.com® to see YOUR Pricing and MORE 







No. 13G253 


Jigsaws 


= M1i2™ Jigsaws feature 
innovative Hybid Grip™ 
design for greater control 
and a variable speed trigger 


Length Strokes Battery Battery Mfr. Item 
of Stroke per Minute Capacity Included Model No. 
ya" 0 to 2800 1.5Ah No 2445-20 13G254 
a" 0 to 2800 1.5Ah 2XKZ6 2445-21 13G253 
ww Oe 


No. 31MJ77 


Reciprocating Saws 


=» M12 FUEL™ Brushless Hackzall offers faster cutting and longer run time 


Length No Load 
of  Strokes/ 
Stroke Minute 


Mfr. Item 
Model No. 


Battery Battery 
Included Capacity Includes 
M12 FUEL™ HACKZALL™ Recip 
Saw, M12 REDLITHIUM™ XC 4.0 
Battery, M12 Lithium lon Charger, 
Contractor Bag, Multi-Material Blade 


Reciprocating Saw, Battery ,Charger, 


%" OQto3000 38D764 4.0Ah 2520-21XC 31MJ77 


Yo", Qto3000 2XKZ6 ~~ 1.5Ah (2) Hackzall Blades, Contractor Bag 2420-21 5SHXL5 
Reciprocating Saw, (2) 
Yo" 0 to 3000 (2) 2XKZ6 1.5Ah Batteries, Charger, (2) Hackzall 2420-22 2PYX7 


Blades, Contractor Bag 
(1) Multi-Material Blade 
(2) Hackzall™ Blades 


¥%" 0 to 3000 No = 
Ye" 0 to 3000 No = 


2920-20 31MJ76 
2420-20 SGUX7 





FIND MORE ONLINE 


Can’t find it here? Go to Grainger.com® today to see our 
full selection of over 1.7 million products and the services 
and solutions to help you get it done! 
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POWER TOOLS 
Milwaukee Cordless Tools 


Scan. Order. Done. 
Details on page A1. 





Rivet Tool 


The M12™ cordless rivet tool can pull up to 250 
346" stainless steel rivets or 450 1%" steel rivets 
on one charge with a 1.5ah battery, reducing 
muscle effort. No compressors or hoses during 
set up and operation makes this tool a great 
replacement to pneumatic products. Compact 
cordless rivet tool measures only 6.5" in length 
allowing users more access in tight spaces. 


Blind 
Rivet Insert Pulling Mfr. Item 
Dia. Size Force Includes Model _ No. 


ve “2 !° 20001b.  — 2550-20 458732 


No. 
458T32 


ie 


ve “2 1 2000 Ib, Se 2550-22 458133 





No. 
6AWC8 





M12 


MMidwause 
Miwa” = 
Inspection 
Cameras 


=» M-SPECTOR M12™ 360™ 
has an innovative rotating 
LCD display and 4 LED lights 
to view images anywhere 

=» M-SPECTOR M12™ FLEX™ 
offers wireless transmission, 4X 
zoom, and 90° image rotation 


No. 13G252 


Battery Mfr. Item 


Shaft Shaft 

Dia. Length Included Description Model No. 
36" 2XKZ6 M-SPECTOR M12™ 360™ 2313-21 13G252 

0.35 36" No M-SPECTOR M12™ 360™ 2313-20 13G251 
108" 2XKZ6 M-SPECTOR M12™ 360™ 2314-21 13G256 

0.39" 108" 2XKZ6 M-SPECTOR M12™ FLEX™ 2316-21 40KJ37 

0.49" 36" 2XKZ6 M-SPECTOR M12™ FLEX™ ~—- 2317-21 40KJ38 


12 oe 
Plumbing Tools; 
=» Mi2™ ProPEX® Expansion 

tools are specifically designed 


for Uponor® ProPEX® for 
easy installations 


No. 4PKV3 


Cap. 
Tubing Battery Battery Mfr. Item 


=» M12™ Tube Cutters have a 0.D. (in.) Included Capacity Model No. 
M12™ ProPEX® Expansion Tools 


versatile cutting mechanism Yto1 (2) DXKZ6 1.5Ah 


2432-22 6CYZ9 
that automatically adjusts ¥ to 1 No No 


2432-20 6CYZ8 


from %" to 1" tubing M12™ Tube Cutters 
7 -— Y'to 1%" 2XKZ6 —-1.5Ah 2471-21 2PYX8 
Cuts in 3 sec. and delivers M12™ Plastic Pipe Shears 
up to 200 cuts per charge 248" 2XKZ6 1.5Ah 2470-21 4PKV3 
a ‘i ¥%o" —— 7 
=» M12™ No-Hub Drivers deliver 60 ae No ae 


M12™ No-Hub Drivers 


or 80 in.-lb. of torque for accurate — _ (2) 2XKZ6_1.5Ah 2455-22 5HXN2 
installation of no-hub couplings = No —___ 2455-20 SHXNO 
684 GRAINGER. 
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No. 
419J58 


Staplers 


a ¥4" crown 

a 4" to %e" leg length 

= Magazine capacity: 89 

= 150 or equivalent 
staples recommended 





Battery Included/ Battery Mfr. Item 
Bare Tool Capacity Includes Model No. 
Battery Included 1.5Ah M12™ Charger, Tool Bag 2447-21 419J59 
Bare Tool — — 2447-20 419J58 
Rotary Tools Dery Wie 


=» M12™ Rotary tools feature grinder-style exhaust ports and a collet 
that is compatible with all /2" to Ys" shank accessories 


Battery Battery Mfr. Item 

No Load RPM Included Capacity Includes Model No. 

M12® Li-lon Battery, 30 min. Charger, 

Wrench, Soft Carrying Case, Battery 
Charger Mfr. No. 48-59-2401 

Wrench, (5) Cutting Wheel, Mandrel 


5000 to 32,000 2XKZ6 = 1.5Ah 


2460-21 6AWC8 
2460-20 6AWC9 


5000 to 32,000 No — 








No. 26X067 


Cable Cutters 


= Powerful open jaws deliver 
installation-ready cuts 
= Deliver up to 150 cuts of 500 


MCM copper per charge 
Battery Battery Mfr. Item 
Cutting Cap./Material Included Capacity Model No. 
600 MCM Copper, 750 MCM Aluminum, A4PKY2 3.0Ah 2472-21XC 26X067 
1%6" Communication Cable No — 2472-20 26X068 


Polisher/Sanders a: 

= Easily switches between ot a a 
polishing and sanding modes ta © 

= Tool-free accessory changes 

= All M12™ Polisher/Sanders 
include a 5-pc. accessory pack 
with (1) 3" polishing backing 
pad, (1) 2" sanding backing pad, 
(1) wool pad, (1) yellow foam 
pad, and (1) white foam pad 


No. 32NN04 


No Load Battery Battery Mfr. Item 
Size RPM Included Capacity Model No. 
(1) 2XKZ6, ? 
0 to 2800/0 (1) 4PKY2 1.5Ah, 3Ah 2438-22X 32NN04 
a to 8300 (2) 2XKZ6 1.5Ah 2438-22 32NN03 
3 No = 2438-20 32NNO02 
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No. 
34G844 


Caulk Guns 


= Variable speed trigger delivers 0 to 28 in./min. 
= 6-setting speed dial 


Battery Battery Mfr. Item 

Cartridge Type Included Capacity Model No. 
10 02. — 1.5Ah 2441-21 34G844 
10 02. No 1.5Ah 2441-20 34G843 
20 oz. Sausage Pack 2XKZ6 1.5Ah 2442-21 346845 
Quart Size Cartridges 2XKZ6 1.5Ah 2444-21 34G846 


Grease Guns 


= Delivers up to 2.6 oz. per min. 
= 36" flexible hose 


Max. 
Cartridge Bulk Operating Battery Battery Mfr. Item 
Capacity Capacity Pressure Included Capacity Model No. 
14% 02. 16 02. 8000 psi 4PKY2 3Ah 2446-21XC  4PKY9 
14% 02. 16 02. 8000 psi No — 2446-20 6FKP5 


$$$ $$ 


Vacuum 
= Up to 29 min. of runtime with M12™ XC 4.0 Ah battery 


= Universal 114" attachment nozzle 
= Includes extension wand, utility nozzle, and crevice tool 


Air Battery Mfr. Item 
Flow Tank Size Included Model No. 
33 cfm 0.63 at. No 0850-20 32NNO1 


No. 
458T28 


M2 Be 
Inflators 

M12™ compact inflator delivers fast, 
accurate, easy inflation with portabil- 
ity. Use for demanding applications 
like car, LT truck, and compact equip- 
ment tires. Rated to deliver over 120 
psi. TrueFill™ auto shut-off technology 
protects from overfill and auto- 
matically senses speed of fill. Features 
antivibration feet and 26" hose with 
an all brass Schrader chuck. 





Mfr. Item 
Includes Model No. 
Ball Inflation Needle, Presta Chuck, Schrader Chuck, Inflator Nozzle 2475-20 458128 


Mi2™ REDLITHIUM™ XC Battery Pack, M12™ Lithium-lon Battery Charger, 


Ball Inflation Needle, Presta Chuck. Schrader Chuck, Inflator Nozzle | 24/9-21XC_ 458T30 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








No. 
J7325 





M12 pe 
Heated Jackets, 
Gloves and Hoodies 


= Carbon fiber heating elements distribute and 
maintain heat to chest and back 
= Up to 8 hr. of continuous heat per battery charge 
= Adjustable heat control with 3 heat settings 
= Jackets are wind and water resistant with heating zones in pockets 
= 3-in-1 jackets combine a heated hoodie with an 
insulated, wind and water resistant Ripstop shell 
= Heated hoodies have an insulating liner inside 
a water-repellant polyester shell 
= Machine washable and dryable 





No. J7327 


> CHOOSE: Battery Item 
Size Gender Color Includes Included No. 
Hooded Jacket 
Fitted Hood, Rib 
L Men's Black nit Cuffs and Waist J5099 
Heated Vest 
mye axL Men's Black Battery Holder Yes J6849 
S, M, L, XL, 2XL Women's Black Battery Holder Yes J7326 
Heated Jacket 
ONL aX” Men's Black — Yes J7325 
mye axL Men's Gray — Yes J7325 
> CHOOSE: Battery Item 
Size Color Includes Included No. 
Heated Gloves 
M, XL Red Split USB Charging Cable, Wall Plug (2) Mfr. No 
L Black Split USB Charging Cable, Wall Plug, (2) 48-11-2130 J7327 


USB Batteries, (2) USB Battery Charger 


12 pe 
Soldering 
lrons 


The M12™ soldering iron reaches operational temperature in under 18 sec. and 
maintaining an optimized temperature. The heat indicator utilizes REDLINK™ 
INTELLEGENCE to notify users when the tool is ready-to-use and safe-to-store. 
The 3-stop pivoting head lets the user adapt the tool for more confined spaces. 
REDLITHIUM™ battery technology allows up to 40 min. of run-time on a M12™ 
Compact Battery Pack. 





Mfr. Item 
Includes Model No. 
(1) Pointed Tip, (1) Chisel Tip, (1) Soldering Iron 2488-20  408L73 
Chisel Tip, Pointed Tip, Compact Battery Pack, Charger, Carrying Case 2488-21 408L74 


No. 
36GA16 


Mii2 ee 
Radios 

No. 4PKV5 features weatherproof aluminum speakers, 
weather-sealed MP3 compartment, shock-absorbing 
housing, and steel construction. M12 Jobsite speaker 
No. 36GA16 offers Bluetooth® connectivity. Durable 
with rugged overmold and metal speaker grill. 





Battery Mfr. Item 

Description Included Model No. 
Weatherproof Jobsite Radio No 2990-20 4PKVS 
Wireless Jobsite Speaker No 2992-20  36GA16 
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Makita Cordless Tools Details on page A1. 
Batteries & Chargers Tnakital 18V 
Battery Mfr. Item Pkg. Charger 
Capacity Model No. Qty. Input Battery Mfr. Item 
Makita® Accessories Voltage Capacity For Use With Model No. 


3.0Ah BL1830B 4NNN2 1 Makita® Accessories 
3.0Ah BL1830B-2 6CFC2 2 120VAC 6.0Ah Makita 18.0V Li-lon and LXT Batteries DC18RC 4NNN4 





18V LXT® Compact Batteries 2-Bay Battery Charger 
2.0Ah BL1820B 33RT41 1 120VAC_ 6.0Ah_ All Makita Li-lon LXT Series Batteries DC18RD  38XU23 
18V LXT® Batteries 4-Bay Battery Charger 
3.0Ah BL1830B-10 14F062 10 120VAC 4.0Ah Makita 18.0V Li-lon and LXT Batteries DC18SF 22UT98 
4.0Ah BL1840B 33RT43 1 Vehicle Battery Charger 
4.0Ah BL1840B-2 33RT44 2 12VDC 5.0Ah Makita 18.0V Li-lon and LXT Batteries DC18SE 4NNN5 
5.0Ah BL1850B 38XU33 1 18V LXT® Battery Pack and Charger Kit 
9.0Ah BL1850B-2 38XU34 2 120VAC  2.0Ah Makita 18V Cordless Tools BL1820BDC1 48WA63 
120VAC 4.0Ah Makita 18V Cordless Tools BL1840BDC1 48WA64 
120VAC 5.0Ah Makita 18V Cordless Tools BL1850BDC1 48WA65 
No. 49XZ59 
No. of Hammer Impact | Impact (Circular) Recip Battery Carrying | Mfr. Item 


Tools | Drill (Drill) Driver | Wrench | Saw Saw Jigsaw) Light | Included Charger) Case Model No. 
3.0Ah Combo Kits 









77 " Ke, i Fry 


Cc b Kit 4 |5WFR2);— |) — — | 5WFT3 52RX10) — | 4NNN7 |(2) 33RT43) 4NNN4 ara XT442 53YKO6 
ombo AIS , 6 | 5WFR2) — |5WFT5) — | 5WFT3/52RX10/ — /46AD66) 4NNN2 | 4NNN4 al XT610 52YU78 
= Compact 1" Drill/Driver with adjustable (2) 

clutch, 2-speeds, 480 in.-Ib. max. torque 15 | SWFR2) — | 5WFTS | 27) SWFT352RX10/ — |4NNN7| 4NNN2 | 4NNN4 Contractor XT1501 453630 
= Compact 1%" Hex Impact Driver with built- AGATE HEHUGESICATAUSITE HS 

in LED light, 0-3200 blows per min. 2  |20UJ21| — |34G794) — — — — — | 33RT43 | 4NNN4| KitBox |XT269M 52HF55 
= Includes 2 batteries, charger, and contractor bag 2 _|31HJ92| — [S2YW63) — — — — = 33RT43 | 4NNN4 | Kit Box _|X1268M S2YW67 
= 1" Hammer Drill with 16-setting adjustable a : aH 34G794;,  — — | — | — | — § 33RT43 | 4NNN4| KitBox |XT267M 52YW69 

Clutch, 0-600/0-22,500 blows per min. 2  |5WFR2| — |5WFT5| — — — — — (2) 33RT43| 4NNN6 | Kit Box |XT261M 49XZ59 
a V4" Hex Impact Driver with built-in 5.0Ah Combo Kits 

LED light, 0-3200 blows per min. 2 — |— | 5WFTI5) — — | — | — | — | 38XuU33 | 4NNN4 a XT262T 54JK12 
= Includes 2 batteries, charger, and kit box * Go to Grainger.com® for complete listing of tools included in kit. 


18V van Cita 
Drill/Drivers & Screwdrivers 













Chuck Max. Battery Battery Mfr. Item 
Sita! Size No Load RPM Torque Included Capacity Model No. 
Brushless LXT Drill/Drivers 
Ys" 0 to 550/0 to 2100 1090 in.-lb. No — XFD07Z  31HJ93 
LXT Drill/Drivers 
No. 4NNJ8 Y" 0 to 600/0to 1900 480 in.-lb. No — XFD10Z SWEFP8 
Ys" Q to 400/0 to 2000 750 in.-lb. No — XFD03Z  40K995 
No. SWFP8 LXT Right Angle Drills 
3" 0 to 1800 121 in.-lb. (2) 4NNN2 3.0Ah XAD01  4NNJ8 
¥e" 0 to 1800 121 in.-lb. No _— XAD01Z 5SWFP6 
Ye" 0 to 1800 121 in.-lb. (2) 4NNN2 3.0Ah XAD02 36JA01 * 
37g" 0 to 1800 121 in.-lb. No — XAD02Z 36JA02 * 
LXT Screwdrivers 
Ya" 0 to 4000 Not Rated No 4.0Ah XSF03Z 36HZ97 
Autofeed LXT Screwdrivers 
YA" 0 to 4000 Not Rated No 3.0Ah XRFO1Z SWEP9 
Yq 0 to 4000 Not Rated No 3.0Ah XRFO2Z 44YV62 
* Keyless chuck. 
Impact Drivers 18V Tnakita 
Max. No Max. Blows Max. Battery Mfr. Item 
Load RPM per Minute Torque Includes Features Capacity Model No. 
Brushless LXT Impact Drivers 
3400 3600 = 1500 in.-lb. Tool Only _— 3.0Ah XDT13Z 34G794 
LXT Impact Drivers 
1900 2200 325 ft.-lb. “Ac in. Quick Connect Hex Chuck 3.0Ah XWT01Z 34G801 
Compact and Ergonomic 2.0Ah, 3.0Ah, 
2800 3500 1330 in.-Ib. Desia Tightening Mode  4.0Ah,5.0an XPT022 40242 
2900 3500 = 1460 in.-lb. LED Light 3.0Ah XDT11Z 5WEFTS5 
Oil-Impulse Technology for Lower 
Tool Only Noise and Increased Efficiency, 
hee Quick Shift Mode, 3-Speed 
¥ ] 3200 3200 355 in.-lb. Power, 3-Stage LED Gauge, 1.5Ah XST01Z 38XU31 * 
No. 34G794 ian | Rapid Optimum Charger, Extreme 
ri. Protection Technology for Improved 
hy Dust and Water Resistance 
2) Batteries, Charger Rubberized Soft Grip, Extreme 
No. 34G801 3400 8600 1500 in.-Ib. a and Tool Case : Protection Technology 2.0Ah XDT13R  52YWS9 
Quick-Shift Mode, Tightening 2.0Ah, 3.0Ah, 
3600 3800 1500 in.-lb. Tool Only Mode (T-Mode), Extreme 4.0Ah, 5.0Ah, XDT14Z 52YW63 
Protection Technology 6.0Ah 
LXT Right Angle Impact Drivers 
2) Batteries, Contractor 
bi 2000 3000 530 in.-lb. a3 min. Rapid Charger Built In LED Light 3.0Ah XLTO1  4NNJ3 
- 2000 3000 530 in.-lb. Tool Only LED Light 3.0Ah XLT01Z 5SWFT7 
No. 4NNJ3 * Oll-Impulse technology for lower noise. 
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18V Pickite 














No. 5WFR2 


Max. mncdeen 
Max. Blows 
No Load per Max. Battery Battery Mfr. Item 
RPM Minute Torque Included Capacity Model No. 
Brushless LXT Impact Wrenches es ite 
7s" Drive Vans ° 
1800 2200 590ft-Ib. 38XU33 5.0Ah XWTOOT 48XT74 a 
1800 2200 590ft-Ib. No | 5.0Ah XWTO9Z 48XT81 Hammer Drills 
¥" Drive 
1800 2200 740ft-Ib. 38XU33 5.0Ah XWTO8T 52YW97 Blows Max. 
1800 2200 740ft-Ib. No  4.0Ah XWTO8Z 48XT79 NoLoad RPM ___per Minute Torque 
2800 3500 210 ft.-Ib. (2) 38XU33 5.0Ah XWT11T 53KJ85 Se eNers 
¥" Drive : : 480 in.-Ib. 
1800 2200 780 ft-lb. 38XU33 5.0Ah XWTO7T 52YW96 to 1900 to 28,500 
1800 2200 780ft-Ib. No | 4.0Ah XWTO7Z 48XT77 ont rary 750. jhi-lb. 
a 0 to 400/0 0 to 6000/0 | 
2100 3200 155 ft-lb. (2) 4NNN2 3.0Ah XWTO6 4NNJ4 a 
9100 3200 155 ft-lb. No  3.0Ah XWTO6Z S5WFVO ait ae eSS ane ers 
1600 2200 325 ft-lb. No 3.0Ah XWT04Z 5WFV1 0 to 550/00 to 8250/0 ; 
2100 3200 170 ft-lb. (2) 4NNN2 3.0Ah XWT05 4NNJ5 to 2100 t031500 1090 in.-Ib. 
2100 3200_170ft-Ib. No 3.0Ah XWT05Z 5WFT9 010 550/00 to 8250/0 Freee 
LXT Right Angle Impact Wrenches to 2100 to 31,500 In.-1. 
¥s" Drive 0t0500/0 0t0 7500/0 sayin ty 
2000 3000 44 ft-lb. (2)4NNN2 3.0Ah XLTO2 4NNJ7 to 2000 to 30,000 ies 
2000 3000 44ft-lb. No 3.0Ah XLT02Z 5WFT8 
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r\ 


Battery Battery Mfr. 
Included Capacity Model 
No — XPH10Z 
(2) 33RT43. 4.0Anh XPHO3MB 
No — XPH03Z 
(2) 38XU33 5.0Ah  XPHO7TB 
(2) 33RT43. 4.0An XPHO7MB 
No 4.0Ah XPHO7Z 
38XU33 5.0Ah XPH12T 


1sv vie " Fry 





No. 5WFR4 


Rotary Hammers 
Blows Battery Battery Mfr. 

NoLoad RPM _ per Minute Included Capacity Model 
Pistol Grip LXT SDS Plus Rotary Hammers 

0 to 1200 0 to 4000 38XU33 5.0Ah XRHO3T 
D-Handle LXT SDS Plus Rotary Hammers 

0 to 1200 0 to 4000 No 3.0Ah XRH03Z 

0 to 1200 0 to 4000 38XU33 5.0Ah XRHO4T 

0 to 1200 0 to 4000 No 3.0Ah XRHO04Z 
L-Shape Brushless LXT SDS Plus Rotary Hammers 

0 to 950 0 to 4700 38XU33 5.0Ah XRHO11TX 

0 to 950 0 to 4700 No _ XRHO1ZVX 

0 to 950 0 to 4700 No — XRHO1Z 
L-Shape LXT Rotary Hammer Drill - 36V - Requires (2) 18V LXT Batteries 

0 to 1250 0 to 5000 No — XRHO05Z 


fIncludes Vacuum with HEPA filter. 


No. 4NNK1 
18V) vite Cita, 
Jigsaws 
= Stroke length: 1" 
= Built-in LED light 
Battery Battery Mfr. 
Strokes per Minute Included Capacity Model 
0 to 2600 (2) 4NNN2 (2) 3.0Ah XVJ03 
0 to 2600 No 3.0Ah XVJ03Z 
800 to 3500 No — XVJ02Z 


Tae Ke ; ? 7 


Oscillating Tools 
Battery Battery Mfr. 
Orbits per Minute Included Capacity Model 
6000 to 20,000 A4NNN2 3.0Ah XMT035 
6000 to 20,000 No = XMT03Z 












1sv 77 1, ke ; Fry 





Item 
No. 


SWFR2 
39RY26 
40K966 


39RY45 
31HJ86 
31HJ92 
408L98 





Reciprocating 
Saws 
= Built-in LED light MoxTeE Awe 
Length Battery Battery Mfr. Item 
lei of Stroke Strokes per Minute Included Capacity Model No. 
No ye 0 to 30000 to 3000 No _ XRJO1Z 20UJ18 
: yy" 0 to 30000 to 3000 38XU33 5.0Ah XRJO1T = 52YW76 
52YWs0 14%" 0 to 28000 to 2800 No — XRJ04Z ~—- 5 2RX10 
14%" 0 to 28000 to 2800 (2) 38XU33 5.0Ah XRJO4T —_52YX06 
5WFR4 
52YW77 
5WFR5 
No. 5WFT1 
52YW88 
40K962_ + 
40K961 kite FR} 
i i 
40K990 LITRES 
Circular Saws 
Cutting Cutting 
Blade NoLoad Depth Depth Battery Battery Mfr. Item 
Dia. RPM @ 45° @90° Included Capacity Model No. 
LXT Brushless Circular Saw 
6Y," 5000 1%" 24" No _— XSH03Z 48WA69 
LXT Circular Saw - 36V - Requires (2) 18V LXT Batteries 
7¥4 4800 17%" 2%" No 3.0Ah XSHO1Z  20UJ27 
LXT Circular Saws 
5%" 3600 13%" 2" No —_ XSS03Z — 5WFT1 
6Y," 3700 1%6" 24" No — XSS01Z = 5WFT2 
6%" 3700 1%6" 2M" No — XSS02Z —5WFT3 
6Y," 5000 1%" 244" 38XU33 5.0Ah XSHO3T 52YX10 
6Y," 3700 1%6" 244" 38XU33 5.0Ah XSSO1T  52YW95 
Metal Cutting LXT Circular Saws 
Item 5%" 3600 _ 2" No — XSCO1Z = 5SWFPS5 
No. 5%" 3600 — 2" 38XU33 5.0Ah XSCO1T 52YX08 
4NNK1 RYS 3900 1%" 244" No XSC02Z  46AD49 
5WFR8 ** Built-in LED light. 
38XU29 


18Vv Te Ci Fry 


Item 

No. Surface ft. Rectangle Battery Mfr. 
34G805 per Min. High Capacity Blade Length Included Model 
24N062 530 43" x 49/4" 447/ No XBP02Z 
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Item 
No. 
5WFTO 
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POWER TOOLS 
Makita Cordless Tools 










a) 


—— 


'-. Le > 2? x ad 
No. 48PR17 & 





18V va Ki: Fry 








= Battery not included 
Blade Bevel Mfr. Item 
Dia. MiterCapacity | —-—- Features =—S—=—§—S Capacity Model No. 
Automatic Speed Change Adjusts 0° to 48° Left 
7%" 0° to 60° Cutting Speed and Torque During and Right XSLO2Z 48PR17 
- Cut for Optimum Performance 
7%" 0° to 57° Stone at 0 15 228 30, miei 0° to45° XSLO1Z 13P060 











LXT Cut-Out Tool 









Battery Mfr. Item 
_ Collet Capacity _— No Load RPM Included _Model_ __No. 
Ya, Ve 30,000 No XOCO1Z 36HZ99 

No. 34G798 


vi Ke, ; Fry 


Planer & Joiner 
Battery Mfr. Item 
Depth of Cut (in.) No Load RPM Included Model No. 
LXT Planer 
Yea 14,000 No XPK01Z 34G798 
LXT Plate Joiner 
M 6500 No XJP03Z 22UT88 














FEW Takite. 
Sanders 
Battery Mfr. Item 
Size No Load RPM Included Model No. 
: a 7000/9500/11,000 No XOBOIZ ———— 40K959_ 
688 GRAINGER. 
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Scan. Order. Done. 
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No. 6MRP9 


FEV vite ita 
Die & Angle Grinders 


Wheel 


Battery Battery Mfr. Item 
Dia. _No Load RPM Included Capacity Model No. 
LXT Angle Grinder 
_ a 8500 No = XAGIIZ 401249 
a 8500 (2) 38XU33 5.0Ah XAGO4T 401247 
LXT Die Grinder 
1%" 25,000 No 3.0Ah XDGO01Z 6MRP9 






— al 
hs - ’ 


f 


18v ae nh Fry 





No. 5WFR7 

Nibbler & Shear 

Speed Stainless Battery Mfr. Item 
____Range Steel Capacity Steel Capacity _ Included Model _No. 
LXTNibbler : is 
0 to 1900 spm 16 ga. 18 ga. No XNJO1Z 45L122 
LXT Shear 
Oto3000spm _—'18 ga. 20 ga. No _XSJ01Z OWFR7 























18V No. 20UJ23 
vie Ki: Fry 
Battery Mfr. Item 
Cartridge Type Cap. Battery Incl. Capacity Model —siNow 
Sausage 20 0z. No 3.0Ah _XGC01ZB 20UJ23 
erent) 10 02 No 3.0Ah _XGC01Z 20UJ22 
10 0z. : 38XU33 _ 9.0Ah XGCO1T1 = 52 YW87 






No. 5WFV2 


FEV vin tit 


Blowers & Fans 
Battery Mfr. Item 
Description Included Model No. 
Blowers 
Less Than 100 cfm, Single Battery Battery _ _DUB182Z_ SWFV2 
100 to 200 cfm, Bare Tool, Dual Battery Duel Batteries XBU01Z 20KR58 
Makita Lithium-lon 
Bare Tool Battery XBU02Z 44YV60 
LXT Jobsite Fans 
_3-Speed, Requires Battery BL1840_ _ DCF300Z 38XU28 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 









No. 5WFP4 


18Vv 
Teakite| 
Vacuums 


No. 53HY13 
Battery Mfr. Item 
Description Included Model No. 
Cordless Upright Vacuums 
1854" L, 1.3 pt. Yes XLCO2RB1W 14F055 
1834" L, 1.3 pt. No XLCO2ZW 5WFP4 
5%" L, 1.03 pt. No LC05 45PC90 
Robotic Vacuums 
Battery Included, 0.66 gal. No DRC200PT 53HY12 
Bare Tool, 0.66 gal. No DRC200Z 53HY13 


No. 4NNN1 





va Ke, i Ey 





No. 4NNN3 
Batteries & Chargers 
Cordless Tool Battery Mfr. Item 
Battery Type Capacity Model No. 
12V max Battery 
Li-lon 1.3Ah BL1014 4NNN1 
Mfr. Item 
Charger Input Voltage For Use With Model No. 
Battery Charger 
120VAC Makita 12.0V Li-lon Batteries DC10WB 4NNN3 
120VAC Makita 12.0V Li-lon Batteries DC10WD 46AD64 






No. 45NA36 





Takitea 


rer Sr) aA 4 2A 


Combo Kits 





No. of Impact Battery | | Mfr. Item 
Tools; Drill | Driver | Light Included Charger Carrying Case; Model No. 
3 |48XT68 A8XT82_ (52AZ36| (2) 52KE43 |46AD64, ToolCase | CT321RX 53KJ87 





2 |48XT68 48XT82| nae 4NNN4| Kit Box 


2 _|48XT68 48XT69 4NNN4 


| 
/CT226RX 45NA36 
ANNN4 |Contractor Bag} C1226 








45PC98 


12V Duckite 





Circular Saws 
Cutting 
Blade NoLoad Depth Battery Battery Mfr. Item 
Dia. RPM  ArborHole @90° Included Capacity Model No. 
3%" 1500 15mm i (2) 52KE43 —2.0Ah SHO2R1 = 48XT71 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


12V Wie "1 Fr) 
Reciprocating Saws 


POWER TOOLS 
Makita Cordless Tools 





No. 40K964 





18sv WH 71 ke ; Ey 


No. 420C74 
= Batteries are not included 
Special Battery Pack Mfr. Item 
Description Lumens Features Replacement Model No. 
Cordless Worklights 
Wide Area Lamp 610 ay Saft Grip 4NNN2  DML807 49EK24 
Flashlight w/ Ch ee iu 
ashlight w. per Charge, Compact 
Safety Strap 500 and Ergonomic 4NNN2 LXLM01 45PC92 
Design, Blue Light 
Wide AreaLamp 240/120 = ANN DML801 346804 
LED w/Pivot Head 200 — 4NNN2 DML802 40K964 
Mfr. Item 
Features Battery Pack Replacement Model No. 


Jobsite Radios 
Bluetooth®, MP3 Compatible, FM 
Mono/Stereo, Clock Settings, Volume 
Control, Snooze Button, Auxiliary 
Port, Illuminated Buttons 


33RT41, 4NNN2, 33RT43, 
38XU33, 52RW97 


XRMO6B 420074 







No. 48XT82 


Fr vie ” ] : 7 
Impact Drivers 


& Wrenches j 
No Load Blows Max. Battery Mfr. Item 
Drive Size RPM per Minute Torque Included Model No. 
Impact Drivers 
Ya Oto2600 O0to3500 970in-lb. (2)52KE43  DTO3R1 48XT69 
Yq" 0to2600 0to3500 970in.-lb. No DT03Z 48XT82 
Impact Wrenches 
3" Oto 2300 Oto3000 1000in.-Ib. (2)4NNN1 WTO1W 13P061 
37g" Oto 2300 Oto3000 1000 in.-Ib. No WT01ZW = 35WC97 


No. 48XT83 


Battery Mfr. Item 

Length of Stroke Strokes per Minute Included Model No. 
es 0 to 33000 to 3300 (2) 52KE43 RJO3R1 48XT70 
yt 0 to 33000 to 3300 No RJ03Z 48XT83 
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POWER TOOLS Scan. Order. Done. 
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Batteries & Chargers “) BOSCH 












Cordless Tool Battery Mfr. Item Pkg. 
Battery Type Capacity Model No. Qty. 
Batteries 
SlimPack 
Li-lon 2.0Ah BAT612 22DK20 1 
Li-lon 2.0Ah BAT612-2PK 19TR97 2 
FatPack 
Li-lon 6.3Ah GBA18V63 54EF60 1 
Mfr. Item 
Charger Input Voltage For Use With Model No. 
Battery Charger 
120VAC All Bosch 18V Lithium-lon Batteries BC1880 49WL53 
Battery Mfr. Item 
Capacity Includes Model No. 
No. 54EF60 Battery and Charger Kits 
6.3Ah Fast Charger GXS18V-01N14 54EF69 
/j\. 
@ BOSCH 
No. 53DM66 C = 
ombo Kits 





Yo" Drill/Driver with 20-position adjustable 
Clutch, 2 speed ranges, 600 in.-lb. max. torque 
= Y%" Hex Impact Driver, 0-3200 blows per min. 
= Includes battery, charger, and contractor bag 
= ¥" Hammer Drill, 0-27,500 blows per min. 
= 614" Circular Saw 
= Reciprocating Saw, 11%" stroke, 

0-2700 strokes per min. 
= Includes light, 2 batteries, charger, 

and contractor bag 


No. of | Hammer Impact Circular Reciprocating Battery Mfr. Item 
Tools Drill Drill Impact Driver Wrench Saw Saw Included Charger Carrying Case Model No. 
Brushless Combo Kits 
2 —_— _— 35GP99 — —_— 35GR07 (2) 22DK18 30RW48 Contractor Bag CLPK204-181 45MW50 
Combo Kits 
2 SoKFi2 — — — — 35KF28 (2) 22DK18 30RW48 Contractor Bag CLPK203-181 45MW49 
2 49AX76 — 30RW17 — _ _— 54EF60 49WL53 Contractor Bag GXL18V-225B24 54EF68 
2 — A49AX71 | 30RW17 — — — 22DK20 49WL53 Contractor Bag CLPK238-181 53DM66 


No. 49AX67 


No. 54EF73 








@) BOSCH 
© BOSCH ; 
= Hammer Drills 
Drill/ Drivers Blows Max. Battery Battery Mfr. Item 
No Load RPM per Minute Torque Included Capacity Model No. 
Chuck Max. Mfr. Item Brushless Hammer Drill/Drivers 
Size No Load RPM Torque Battery Incl. Model No. 0 to 480/0 to 2100 Oto 31,500 663in.-Ib. (2)22DK18 5.0Ah HDH183-01 49AX76 


Brushless Drill/Drivers 
YA" 0 to 480/0 to 2100 663 in.-lb. (2) 22DK18 DDH183-01 49AX67 
Ys" 0 to 480/0 to 2100 663 in.-lb. No DDH183B 49AX68 
Ys" 0 to 600/0 to 1900 531 in.-lb. (2) 22DK18 DDS183-01 49AX69 
Compact Drill/Drivers 
YA" 0 to 500/0 to 1700 600 in.-lb. (2)22DK18 DDS181A-01 48XY54 
Y," 0 to 500/0 to 1700 600 in.-lb. (2) 22DK20  DDS181A-02 48XY55 
Y," 0 to 500/0 to 1700 600 in.-lb. No DDS181AB 48XY49 


Compact Hammer Drill/Drivers 
0 to 500/0 to 1700 Oto 28,500 600in-lb. (2)22DK18 4.0Ah HDS181A-01 48XY57 
0 to 500/0 to 1700 Oto 28,500 600 in.-lb. No 6.0Ah HDS181AB 48XY53 
0 to 600/0 to 1900 Oto 31,500 531 in-Ib. (2)22DK18 4.0Ah HDS183-01 49AX79 
0 to 600/0 to 1900 Oto 31,500 531 in-lb. (2)22DK20 2.0Ah HDS183-02 49AX80 
0 to 600/0 to 1900 Oto 31,500 531 in.-lb. No 4.0Ah HDS183B 49AX81 
Hammer Drill/Drivers 
0 to 2100 0 to 32,500 663 in.-lb. (2) 54EF60  6.3Ah HDH183-B24 54EF73 





No. 22DL14 ©) BOSCH 
@ BOSCH cet 
5 5 otary nammers 
Right Angle Drills y 
Blows Battery Battery Mfr. Item 
Chuck NoLoad Max. Battery Mfr. Item No Load RPM _ per Minute Included Capacity Model No. 
Size RPM Torque Incl. Model No. 0 to 890 0 to 4350 (2) 54EF60 6.3Ah GBH18V-26K24 54EF67 
Yo" (0 to 1150 160 in.-lb. 22DK18 ADS181-101 22DL14 0 to 890 0 to 4350 No _ GBH18V-26 53DM69 
690 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 4WLK6 No. 197MV6 





BOSCH 


Impact Drivers 


& Wrenches 


= Socket-Ready impact 
drivers accept 4" hex and 
Yo" square drive sockets 





Mfr. Item 





Max. Battery Battery 
Drive Size No Load RPM Blows per Minute Torque Included Capacity Model No. 
Impact Drivers 
Yq" 0 to 2800 0 to 3200 1500 in.-Ib. (2) 22DK20 2.0Ah 29618-02 4WLK6 
Impact Wrenches 
Y," 0 to 1900 0 to 2100 500 ft.-Ib. — — IWHT180B 45MW65 
Y4" Hex, ¥2" Square — — 1800 in.-Ib. 55EX99 4.0Ah GDX18V-1800CB25 197MV6 


© BOSCH 
Jig Saw 





Battery Mfr. Item 
Length of Stroke Strokes per Minute Included Model No. 
ili 0 to 2700 No JSH180B 35GR09 





No. 54EF80 







No. 423N75 





it it ( _ 
Oscillating Tool © BOSCH 
Battery Battery Mfr. Item 
Orbits per Minute Included Capacity Model No. 
8000 to 20,000 No 6.3Ah GOP18V-28N 54EF61 









No. 48XY50 
| No. 49WL54 ©) BOSCH 
© BOSCH ~— Jobsite Lights and Radio “"""~ 
— Base Light Output Use With ‘Tool Mtr. Item 
Grinder/Cut-Off Tools & Planers Item Style Mode Lumens Battery Mfr.No. Wt. Model No. 
Floodlight Swivel High 1900 BAT612, BAT620 3.5 lb. GLI18V-1900N 54EF80 
Tool NoLoad § Wheel = Battery —Battery Mtr. Item Rechargeable took = High 300 BAT612, BAT620 0.1 |b. GLI18V-300N 423N75 
Length RPM Dia. Included Capacity Model No. Worklight 
Grinder/Cut-Off Tools ae High / 
11" 10,000 4 V5" No 2.6Ah  GWS18V-45 49WL54 LED Worklight SC Medium =» 42,—«SS 625592000 0.7 Ib. GLI18V-420B 48XY50 
11" 10,000 5" No 9.6Ah  GWS18V-50 49WL55 oe ow 
Battery Mfr. Item Bluetooth Connectivity Up to 150 ft., Four-Way Speakers 
Cutting Depth No Load RPM Included Model No. Jobsite Radio and Subwoofer, Four-Way Power Outlets, AM/FM Radio ppaegc gs MW58 
Planers with 20 FM and 10 AM Presets, Equalizer Customization, 


0" to “Ye 14,000 No PLH181B 35KF95 Weather and Dust Resistant, Illuminated LCD Display 
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POWER TOOLS 
Bosch Cordless Tools 





112V| © BOSCH 














Batteries & Chargers 
Cordless Tool Battery Mfr. Item 
Battery Type Capacity Model No. 
Batteries 
Li-lon 6.0Ah GBA12V60 462R88 
Li-lon 2.0Ah BAT414 22DK17 
Mfr. Item 
Charger Input Voltage For Use With Model No. 
Battery Charger 
120VAC Bosch 12V Batteries GAL12V-20 55JE03 No. 462R88 


No. 19TT04 
No. 4WLH7 
VA ~ 
[12V| © BOSCH 
Battery Mfr. Item 
Drill Impact Driver | Screwdriver Included Charger Carrying Case Model No. 
Combo Kits 
46U403 46U395 — (2) 22DK17 30RW47 Contractor Bag | CLPK22-120 19TT04 
— 1XPF9 5EEW5 (2) 22DK17 30RW47 Contractor Bag | CLPK27-120 4WLH7 


[12V| © BOSCH 


7 7 No. 
Drill/Drivers & ,cuaos 
Screwdrivers [12V] 
ae gst HOA a heel sen , a 
Ize 0 LOa orque nciude oae QO. : a 
Brushless Drill/Drivers 
34 Oto 400/0t0 1300 180in-Ib. (2) 22DKi7___PS32-02 _ 30RW25 Impact Drivers & Hammer Drills 
: ay ~~ to 400/0 to 1300180 in--Ib. No PS32BN _30RW11 nie pings aa Battery ai can 
rl rivers . . . : 
Oto 350/010 1300 265inIb. (2) 22DKt7__ PS31-0A _ SEEWG Fanect nr eee RPM —_-per Minute Torque ___Included ___Morte! No. 
RIghY Angle DN is 2S Vi 0 to 2600 Oto 3100 930 in.-Ib. (2) 22DK17__PS41-2A _ 6YHR3 
Va 0 to 2600 Oto 3100 930 in-lb. No PS41BN _46U395 
a e300 feel: “Nas —— pat te Agua Vi Oto 2600 Tio 3100975 in-lb No PS42BN-49WL56 
Brushless Screwdrivers as Ya" 0 to 2600 0 to 31 00 975 in.-Ib. (2) 22DK17 PS42-02 49WL5/ 
y;" 0 to 400/0 to 1300 180 in-Ib. (2) 22DK17 PS22-02 — 30RW24 aa 0 to 2600 Oto 3100___8 ft-lb. No PS82BN___ 49WL98 
7H Oto 400/010 1300180 in lb No PSOOBN 30RW10 ¥ 0 to 2600 Oto 3100 85 ft-lb. (2) 22DK17 PS82-02  49WL59 
Screwdrivers Hammer Drills 
VA Oto 350/0t0 1300 265in-Ib. (2) 22DKi7__-PS21-2A _ 5EEWS5 % 0 to 380/0 to 1300 Oto 19,500 265in-lb. (2) 22DKi7 PS130-2A  191T41 
Va Oto 350/0 to 1300 265 in--Ib. No PS21BN _46U402 %" Oto 380/0 to 1300 Oto 19,500 265in-Ib. No PS130BN  46U397 


[12V| © BOSCH 
Reciprocating Saws 


These 12V Max cordless reciprocating 
Saws are compact and easy to handle. 







Small grip size and light weight make it No. 19TT42 . No. 
. . i7\__IN 
ideal for over head use. Kit No. 19TT42 san [12V| ©) BOSCH SeUKReo 
includes saw, battery and charger, 2 46U426 e 
blades, and carrying bag. 12V Max Barrel-Grip 
No Load i 
Length Strokes/ Cutting Battery Shoe Mfr. Item Cordless Jig Saw 
Description of Stroke Minute Action Capacity Design Model No. Battery 
12.0V Cordless Reciprocating Saw Kit Includes PS60-102 49TT42 Blade Cutting Length Included Included/ Mfr. Item 
PS60 Saw, Battery 22DK17 and Charger 19TT52 V6" Oto 3000 Straight 2.0Ah Fixed Type __Action_of Stroke Charger Bare Tool Model No. 
12.0V Cordless Reciprocating Saw, Bare Tool PS60BN  46U426 T-Shank__Orbital 4" No ___Bare Tool JS120BN 39UK50 


GRAINGER. 
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See Grainger.com® for Click & Go™ L-Boxx® and L-RACK items. 


For 12V Batteries, see page 692. 















No. 35KF69 No. 423N74 
[12v| @) BOSCH gn 
{ 
Vacuum : 
Battery Mfr. Item 
Description Included Model No. 
Includes Crevice Nozzle and Filter No VAC120BN 36WH89 7 
[12v| @ BOSCH 
Light 
Batteries Mfr. Item 
Description Lumens Included Model No. 
No. 39RY37 Cordless Flashlight, LED 330 No FL12 35KF69 
Rechargeable Worklight, LED 300 No GLI12V-300N  423N74 


©) BOSCH 
Batteries & Charger 


Cordless Tool Battery Mfr. Item 
Battery Type Capacity Model No. 
36V Batteries 
Li-lon 4.0Ah BAT838 39RY27 
Mfr. Item 
Charger Input Voltage For Use With Model No. 
Charger 
120VAC Bosch 36V Batteries BC3680 39RY37 


© BOSCH 


Blows Battery Battery Mfr. Item 
No Load RPM _ per Minute Included Capacity Model No. 
0 to 940 0 to 4100 (2) 39RY27 4.0Ah RH328VC-36K 49AX83 


GRAINGER MOBILE 


Use your smartphone to connect with 
Grainger on the go. Now you can find 





Reciprocating Saws 





) BOSCH products, get real-time product availability, 
place an order and locate the nearest 
branch from the palm of your hand. 





Length Battery Battery Mfr. ltem Anytime, anywhere. : — 
of Stroke Strokes per Minute Included Capacity Model No. ; . 
1% ee ee No _ 16518  30RW40 > Download at grainger.com/content/mobile-feature 
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POWER TOOLS 
Porter Cable Cordless Tools 






Batteries & Chargers 


= High energy flow cells 
improve tool performance 

= No memory and minimal 
self-discharge 





No. 25DT68 






Scan. Order. Done. 
Details on page A1. 
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PORTER 


+ CABLE. 
20V Tool Advantages 


Cordless Tool Battery Mfr. Item = High performance motor 
Battery Type Capacity Model No. » LED worklight 
Batteries 
Li-lon 2.0Ah PCC682L 32ZU54 = Battery fuel gauge 
Li-lon 4.0Ah PCC685L 25DT68 =» Ergonomic overmold grip 
Mfr. Item 
Charger Input Voltage For Use With Model No. 
Battery Chargers Kits 
120VAC Se ee PCC692L 32ZU55 


PCC680L, PCC685L 


Combo Kits 


= 4" Drill/Driver with ratcheting chuck, 
2-speed, 0-400/0-1600 RPM 

= ¥/," Hex Impact Driver with LED 
light, 0-3100 blows per min. 

= Includes 2 batteries, charger, 
and contractor bag 


Reciprocating 







Key No. of Tools Drill Impact Driver | Circular Saw Saw 
1.5Ah Combo Kits 
2 2 21RU22 20GV95 — = 
2 2 20GV96 — — 25DT62 
2 2 21RU22 20GV95 — = 
20.0V Combo Kits 
3 2 20GV96~—s Mfr. No. PCC6411 — — 
3 4 20GV96 — 25DT63 25DT62 
PORTER + CABLE. 
Drill/Drivers 
= 2-speed gearbox delivers power No. 
for large and small jobs lems 
= Compact and lightweight for 
working in tight areas 
= Brushless motor provides 
50% more runtime 
Chuck Max. Battery Mfr. Item 
Size No Load RPM Power Included Model No. 
Brushless Drill/Drivers 
Vy" 0 to 450/0 to 1800 370MWO 21RU24 PCCK607LB 49EN13 
Drill/Drivers 
y," 0 to 400/0 to 1600  330UWO (2) 21RU24 PCCK600LB 21RU22 
Vy," 0 to 350/0 to 1500  283UWO PCC601LB 20GV96 


(2) Mfr. No. PCC681 


Hammer Drills 


= 2-speed gearbox for high torque 
or high speed applications 

= ¥" metal ratcheting chuck 

= LED light and battery fuel gauge 





3 
Battery Mfr. Item 


Blows Max. 
No Load RPM per Minute Torque Included Model No. 
Brushless Hammer Drill 
0 to 1500 Oto 25,500 265in-lb. Mfr.No.PCC681L PCC621LB 49EN10 

Hammer Drills 

0 to 4400/0 to 1600 Oto27,200 255 in.-lb. (2) 21RU24 PCC620LB 30RV99 

0 to 4400/0 to 1600 Oto 27,200 255 in.-lb. No PCC620B 30RV98 
694. GRAINGER. 
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No. 40AL40 


Battery Mfr. Item 

Light Included Charger Carrying Case Model No. 
— (2) 21RU24 21RU25 = PCCK602L2  21RV39 
= 24RU24 a _ PCCK603L2  20GV97 
= (2) 21RU24 21RU25 = PCCK602L2  21RV39 
= Deeeea Mfr. No. PCC691\ Contractor Bag PCCK604L2  45KE19 
25DT67 eee Mfr. No. PCC691\ Contractor Bag PCCK616L4 40AL40 


No. 49EN0O7 


Impact Wrenches 


and Drivers ail 


ae 
IMPACT WRENCHES 
a 4" hog ring 
= 330 ft.-lb. of torque 


IMPACT DRIVERS 

= High performance transmission 
for quick fastening 

= Easy load chuck 

= No. 49EN14 features brushless 
motor with 50% more runtime 


No. 49EN14 


Drive Blows Max. Battery Mfr. Item 
Size NoLoad RPM _ per Minute Torque Included Model No. 
Impact Wrenches 
Y," 0 to 1650 0 to 2600 330 ft.-Ib. No PCC740B 49ENO7 
Y," 0 to 1650 0 to 2600 330 ft-lb. Mfr. No.PCC685L PCC740LA 49EN08 
Impact Drivers 
YA" 0 to 2700 0 to 3100 1400 in.-lb. Mfr. No. PCC680L PCCK647LB 49EN14 
Yq" 0 to 2900 0 to 3100 1450 in.-lb. (2) 21RU24 — PCCK640LB  21RU23 
YA 0 to 2900 0 to 3100 1495 in.-lb. No PCC640B 20GV95 
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Reciprocating Saw 


= Reciprocating saw has variable-speed 





den. 
SeeeRR EERE | 
Zoe eres ; 


trigger and tool-free blade release 
Battery Mfr. Item 
Length of Stroke Strokes per Minute Included Model No. 
" 0 to 30000 to 3000 No PCC670B 25D1T62 
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PORTER + CABLE. ) ef 
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Oscillating Tool } 
v7 
= Variable speed dial 
= LED worklight 
= Includes 20 accessories and storage box 
Battery Mfr. Item 
Orbits per Minute Included Model No. 
8000 to 18,000 No PCC710B 25DT65 





No. 49ENO3 


' 


PORTER + CABLE. 
Cordless Nailers 


= No fuel cells; 100% cordless 
= Tool-free settings/adjusting 
= 16-ga. cordless straight nailer 


Battery Mfr. Item 

Fastener Range Magazine Cap. Included Model No. 
1" to 2%" 100 Mf. No. PCC680L PCC792LA 49EN03 
1" to 242" 100 No PCC792B 49EN02 


No. 39GC07 


Jobsite Radios 


Both radios run on Li-ion batteries (not included). Compact, easy-to-transport 
radio No. 39GC07 is designed with high-performance speakers, enhanced 
sound quality with equalizer, and Bluetooth® compatibility. Features AM/FM/ 
AUX modes. No. 40TP86 Bluetooth® speaker lets you wirelessly stream music 
from any smart device. Includes AC power wall adaptor as an alternative power 
source and a built-In auxiliary connection for a direct source to music. 


Battery Mfr. Item 

Description Included Model No. 
Jobsite Radio No PCC771B 39GC07 
Jobsite Bluetooth Speaker No PCC772B 40TP86 
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POWER TOOLS 
Porter Cable Cordless Tools 
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PORTER + CABLE. 


Circular Saw 

= Beveling shoe pivots up to 50° 
Blade Cutting Battery Mfr. Item 
Dia. NoLoad RPM Depth @ 90° Included Model No. 
6%" 4000 2%0' No PCC660B 25DT63 








Cut-Off Tool 


= Cast metal gear housing dissipates heat during use 
= Tool-free guard 


Battery Mfr. Item 
Size No Load RPM Included Model No. 
4Y," 8500 No PCC761B 25DT66 


Worklight 


= 4LED bulbs deliver 120 lumens 
= Adjustable pivoting head 





Battery Mfr. Item 
Description Included Model No. 
LED Cordless Flashlight No PCC700B 25DT67 


Jigsaw 


= Jigsaw has 3 orbital settings 
and tool-free blade release 





Battery Mfr. Item 
Length of Stroke Strokes per Minute Included Model No. 
3/4" 0 to 2500 No PCC650B 25DT64 





POWER TOOLS Scan. Order. Done. 
Screwdrivers & Drills Details on page Al. 
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Corded Reversing 
Screwdrivers/Screwguns 


Use for self-drilling fasteners in steel, deck/subfloor installation, and 
drywall. Feature 4" hex bit shank size and variable speed reverse. 










No. 6KX33 No. 4LF93 






No. 4LF85 


Tool No Load Tool Tool Mfr. Item 
Application Clutch RPM Amps Includes Length Wt. Brand Model No. 
For Self Drilling Fasteners into Drywall Standard 0to4000 6.3 Metal Gear Housing Set, Set-and- 11%" 3.41 Ib. DeWalt DW272 -ANZ46 


With #8 Max Screw Size 


In Steel. Deck/Subfl Forget Nosepiece, Soft Grip Handle 
mee t F mn : ; | 
MeInn An Dhwatt With #8 lax cute Soe Adjustable Positive Oto4000 65 (1) Drywall Screwdriver; (1) Belt Clip 19%" 35lb. Milwaukee 6742-20  6KX33 


For Self Drilling Fasteners In Steel, Deck/Subfl | re | eae , , 
ona oane Deal With id [V4] Max Screw Size Adjustable Positive Oto2500 6.5 (1) Self Drill Fastener Screwdriver; (1) Belt Clip 12%’ 3.7 1b. Milwaukee 6790-20 6KX35 


For Self Drilling Fasteners In Steel, Deck/Subfloor 


. . i wt 2-Finger Trigger Switch, Helical Cut f 
Installation And Drywall With #14 (%") Max Screw Positive 0to2500 6.5 . Wy 3.316, DeWalt DW284 4LF93 
pe 40 Production And Manufactarng Ereironments ‘a 51 a _ li — — 
For Self Drilling Fasteners In Steel, Deck/Subfloor justable elf Drill Fastener Screwdriver; i ; 
Installation And Drywall With #14 (¥4') Max Screw Size Snap Action (902500 6.5 (1) Belt Clip; (1) Carrying Case 124" 3.75 1b. Milwaukee 6791-21 GKX36 
Self Drilling Screws In Roofing, Siding, Sheet Adjustable Positive 0102500 6.5 (1) Metal Fastening Adjustable Clutch 12s"  381b. Milwaukee 6780-20  1XEL7 


Meta Fabrication, Truss & lee Systems Ff Screwdriver; (1) Belt Clip 
For Self Drilling Fasteners In Steel, Deck/Subfloor ; ; i 
Installation And Drywall With #14 (Y4') Max Screw Size Auto Adjustable Qto2500 6.5 Soft Grip Handle, Clutch Override, Mag Bit Holder 11%" 3.7 lb. DeWalt DW268 4LF8 


For Self Drilling Fasteners In Steel, Deck/Subfloor , we Ya" Bit Tip Holder, #2 Phillips Bit Tip, 6-7 32" i 7 
Installation And Drywall With #14 (4") Max Screw Size Adjustable Positive Oto 1200 6.5 ‘siotted Bit, 10-12 314" Slotted Bit, Belt Clip 127" 3.61. Milwaukee 6580-20 6KX25 


Auto-Feed Screwdrivers 


Drive collated screws on flexible plastic belts. Senco tools feature standard depth-of-drive 
clutches, variable speed reverse, and trigger lock; include drywall and wood nosepieces, 
drive bits, and bag. All cordless tools include two 18V Li-lon batteries and charger. 





















No. 22A489 


Max. Mfr. Item L Item L Item 
No Load RPM Torque Model No. (in.) No. (in.) No. 
18.0 VV Cordless Screwdrivers Screws, Pk. of 1000 Wood to Steel 
2500 90 in-Ib DS212-18V 22A490 Drywall to Wood 1% 22A503 
2500 90 in-Ib DS312-18V 22A491 1% 22A492 Steel to Steel 
5000 60 in-lb DS215-18V 22A489 1% 22A493 V4 22A511 
Batteries For Senco Cordless Screwdrivers 1% 22A494 1 22A508 
18.0V Li-lon Battery VB0155 = 48273 2 22A495 Metal Framing 
Corded Screwdrivers Drywall to Steel Vp 22A509 
2500 100 in-Ib DS232-AC 22A487 1% 22A496 Multi-Material 
5000 50 in-lb DS235-AC 22A486 Interior Wood to Wood Screw, Pk. of 1000 
Corded Screwdriver Kits 1% 22A501 Cement Board 
Drive Bit (Phillips), Drive Bit (Rex), Drive Bit (Square), 3 22A502 ~ 1% 22A504 
Extension Pole and Power Grip Handle, Mfr. No. DS320 DS440AC 22A512 Exterior Wood to Wood + px of ggg. 
Attachment, Storage Bag, 0 to 4000 No Load RPM 2 22A505 * 
Drive Bit (Phillips), Drive Bit (Rex), Drive Bit (Square), i) 22A506 ~* 


Extension Pole and Power Grip Handle, Mfr. No.DS320 DS425AC 22A513 
Attachment, Storage Bag, 0 to 2500 No Load RPM 
PHILLIPS SQUARE REX DRIVE 


> CHOOSE: Item Item Item 
Length No. No. No. 
Bits, Pk. of 2 No. 22A512 


171mm, 192.2mm H4376 — H4378 
171mm, 187mm, 192.2mm _ H4377 _ 


Pistol-Grip Drills 


= Variable speed reversing trigger switch 


Nos. 2EKR8 and 3GRF2 feature an innova- 
tive mid-handle design for better balance 


No. 4LF70 





No. 3GRF1 


and control. 
Drill 
Chuck No Load Chuck Tool Tool Mfr. Item 
Size RPM Amps Type Includes Length Weight (lb.) Model No. 
% Oto 600 7.8 Keyless Soft Grip Side Handle 12%" 4.4 ~~  DW246  4LF77 
Yo" Oto 1000 8.5 Keyed Side Handle 11%" 4.2 DW235G 4LF/3 
Ys" 0 to 1250 10.0 Keyless ae 11" 5.2  DWD215G 3GRF2 
Ys" Oto 1250 10.0 Keyed ae 12" 4.9  DWD210G 3GRF1 Nor aore 
% Oto 1200 10.5 Keyed Holder iT" 49 DWD220 5YAW9 
vi 0104000 6.7 Keyed = 10%" 3.2 DW217  4LF67 a Seen 
3° 0 to 1250 67 Keyless = 10%" 3.3 DW222 4LF69 P 
3° Oto 1250 7.0 Keyed Chuck Key 10%" 3.6 DW223G 4LF70 
3° Oto 2800 7.0 Keyed Chuck Key 10" 36 DWE1014 53DR71 
%s Oto 2500 8.0 Keyless Heavy-Duty KitBox 12% 4.1 DWD115K 2EKR8 
%" 0 to 2500 8.0 Keyless Ba eee Hob 1234" 44 DWD110K 2EKR7 
%' Oto 2500 8.0 Keyless oO are Qys' 41 DWD112 2VDJ8 
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POWER TOOLS 
Drills and Impact Wrenches 


For impact sockets, see page 774 


GRAINGER CHOICE* 
Find the wr. Find Solutions. Find Great Prices. 





Corded Right 











Angle Drill ai 
ngie DFis 1XHH9 
Drills are reversing, and include No. 
chuck key and holder. 62041 
Chuck No Load Gear Spindle Switch Handle Tool Tool Mfr. Item 
Size RPM Amps Reduction Size Type Style Features Length Wt. Model No. 
Corded Right Angle Drills 
¥" QOto1300 3.5 Double Yo"-20 Paddle Straight 31%6" from Suc to Back 11"  3.9\lb. 0370-20 1XHH9 
» Oto 300/0 ; i . : 2-Position Pipe Handle, i : 
Vp to 1200 75 Triple ¥s'-16 Trigger Straight 3-Position Spade Handle 6%" 11.5lb. 1675-6 62041 
Corded Right Angle Drill Kits 
0 to 335/0 Side Handle, Carrying 
yp" to 750 7.0 Quadruple %%'-20 Trigger D-Handle Case, Head and Handle 16%" 10.3lb. 3107-6 62338 
Swivel 360 Degrees 
0 to 600/0 Side Handle, Carrying 
wy to 900 7.0 Quadruple %%'-20 Trigger D-Handle Case, Head and Handle 16%" 10.3 1b. 3002-1 22728 
Swivel 360 Degrees 
0 to 300/0 2-Position Pipe Handle, 
yp" to 1200 75 Triple ¥s'-16 Trigger Straight 3-Position Spade 6%" 11.5\lb. 1676-6 2Z965 
Handle, Case 
Rotating Rear Handle, 
» Oto 450/0 : Clutch, T-Bar Front i : 
Vp to 1750 13.0 Triple ¥s'-16 Trigger Straight Handle, Side Handle, Gear 22 14.7 lb. 1680-21 3TY44 





Shift Knob, and Case 


(EE gm DEWALT 
Spade and 
D-Handle Drills 


Reversing drills with triple gear train. 





Chuck No Load Tool Tool Mfr. Item 

Size RPM _ Amps Includes LengthWeight Brand Model No. 

Spade Handle 

Ya 450 7.0 Top and Back Handle 12%" 11.4 Milwaukee 1660-6 22/27 a 
2-Position Rear 

%" 0to550 9.0 and3-PositionSide 15%" 7.5 DeWalt DW130V 4yY99 No. 3MUY1 
Handles and Holder 

Ya" 650 7.0 Top and Back Handle 12%" 11.2 Milwaukee 1610-1 62042 

fa" 300 10.0 Top and Back Handle 18%" 19.0 Milwaukee 1854-1 62330 

a ' 330/0 Bail Handl 

iz» Oto all Handle, 3), 

Yo to 1300 11,0 Side Handle 15%" 11.7 DeWalt DWD460K 3MUY1 

Angle Drive Kit 


Includes 33° 30" Angle Extension Tube, Side Handle, 
Drive Shaft with Hex Sockets on Both Ends, and 2 
Clamping Collars; For Use with Nos. 2Z726 and 62324 


va Ke, ? Fry 


Milwaukee 48-06-2860 4AC31 





= 
iy 
Corded Impact 
Wrenches 
Deliver full power in reverse. 
metal agar NOUSING: OS ONaet No. 4JB72 No. 6KX41 
Max. Tool 
Torque Blows No Load Tool Weight Mfr. Item 
Drive Size (ft.-lb.) per Minute RPM Amps Anvil Type Features Length (Ibs.) Brand Model No. 
Impact Wrenches 
y;" 300 2600 1800 7.0 Detent Pin AC/DC Switch, Soft Grip Handle 11%" 6.0 Milwaukee 9070-20 _6KX37 
Yn" 300 2600 1800 7.0 Friction-Ring w/thru Hole AC/DC Switch, Soft Grip Handle 11%" 6.0 Milwaukee 9071-20 6KX38 
Yn" 300 1000-2600 600 to 1800 7.0 Detent Pin AC Only, VSR, Soft Grip Handle 11%" 6.0 Milwaukee 9072-20 6KX39 
Y," 300 1000-2600 600 to 1800 7.0 Detent Pin AC Only, VSR, Soft Grip Handle 11%" 6.0 Milwaukee 9072-22 6KX40 
Uo 345 0to2700 Oto2100 (ee Detent Pin Forward/Reverse Switch 11%" £0) DeWalt DW292 4JB72 
Y," 345 0to2700 Oto2100 15 Detent Pin Forward/Reverse Switch 11%" 10 DeWalt DW292K 4JB73 
Yn" 345 0to2700 Oto2100 19 Hog-Ring Forward/Reverse Switch, Soft Grip Handle 1114" 7.0 DeWalt DW293 4JB74 
3/4" 345 0to2700 0Oto2100 7.9 Detent Pin Forward/Reverse Switch, Soft Grip Handle 11%" 7.0 DeWalt DW294 4JB75 
5/4" 380 2900 600 to 1800 7.0 Friction-Ring w/thru Hole AC/DC Switch, Soft Grip Handle 11%" 6.2 Milwaukee 9075-20 _6KX41 
ly 738 0to1500 Oto 1400 12.0 Detent Pin Rubber Bumper Ey 19 Makita TW1000 =1GUB3 
Shear Wrench for TC Bolts 
¥3', Ya", 593 Ibs 0 to 2700 0 to 18 12.0 Detent Pin Rubber Bumper 9136" 10.6 Makita 6922NB 4DZJ2 
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POWER TOOLS Scan. Order. Done. 
Impact Bit Sets Details on page A1. 





IRWIN. Gua 
Impact Bit Sets 


No. of Pieces Includes Brand No. 
Impact Driver Bit Sets 
(10) 1" Phillips Bits, (2) #1 Phillips, (6) #2 
Phillips, (2) #3 Phillips, (10) 1" Square Bits, (2) 





Square Bits, (6) #2 Square Bits, (2) #3 Square 
99 Bits, (6) 1" Slotted Bit #6 Slotted Bit (3) #8 DeWalt 42398 
Slotted Bit, #10 Slotted Bit, (5) Star Bits, T15, 
(2) T20, (2) 125, Magnetic Bit Tip Holder 
Impact Socket Sets 
Vy" Yr" 3 
10 ee Va be Wis tee Milwaukee 19F372 
11 (2) Ya", ¥e' Adapters %e, %, “Ao, 2, Ve, %, Ve, ¥4, ¥2" DeWalt 5XFA2 
12 V6, Ve, “As, V2, Ve, %, Vie, ¥4" Milwaukee 5ECE1 
12 (2) 4%", Vo" Adapters “6, 2, Ye, ¥, Ye, ¥4, He, 7" DeWalt 5XFA3 
Ya'' Hex to Y4'' Square Adapter 5.5, 6, 
Magnetic Drive Guide Sets 
3" Magnetic Drive Guide, (2) PH2 Insert Bits, SQ2 . 
i Insert Bit, T20 Insert att (2) 125 Insert Bits Milwaukee 41971 
Pivot Holder and Bit Sets 
(1) Phillips Bit 1" P1, (1) Phillips Bit 1" P2, (1) 
Phillips Bit 1" P3, (1) Slotted Bit 1" SL %", (1) No. 102783 
Slotted Bit 1" SL %", (1) Slotted Bit 1" SL 346", (1) 
uh Sloted Bit 1 SL 2. (1) Square Bit 1", (1) Milwaukee 102808 . 
Square Bit 1" SQ2, (1) Bit 1" T25, (1) Shockwave 
30 Degree Knuckle Pivoting Bit Holder Pawel 
Screwdriver Bit Sets ot 
1" Insert Bits (Phillips: P1, P2, P3, Square: Sq1, Ovi MUM / RRL ERS 
$q2, Slotted: SL3/16", SL1/4") 2" Power Bits (Phillips: ast 9 te 
18 (2) P2, P3 Square: (2) SQ2, SQ3 Torx: 115, T20) 3%" ~~ Milwaukee 102783 ». " 
Power Bits (Phillips: P2,square: Sq2) (1) Shockwave a 


Compact Magnetic Bit Holder, Case w/Bulk Storage 
(2) 2" PH#2, 2" SQ#2, 1" SL#8, (4) 1° PH#2, 
20 (2) 1" PH#3, 1" SQ#1, (2) 1° SQ#2, 1° 2" SL8, 
Ya, V6, ¥e Nutsetters, Ys" and 46 Impact 
Drill Bits, Pivoting Magnetic Holder 
ao 1 Bytes Bits, (3) I (2 ee ; oe 
its, " Square Bits, " Phillips Bits, 
25 (2) 2" Torx Bits, 2" Square Bit, 31" Phillips DeWalt 423J96 
Bit, Bit Tip Holder, Magnetic Sleeve 
(1) Phillips Bit 1" P1, (1) Phillips Bit 1° P2, (3) 
Phillips Bit 1" P3, (1) Square Bit 1" SQ1, (2) Square 
Bit 1" SQ2, (1) Square Bit 1" SQ3, (2) TORX(R) 
Bit 1" T20, (2) TORX(R) Bit 1" T25, (1) TORX(R) 
Bit 1" 130, (1) “%4" Hex to ¥%6" Square Adapter, (1) 
26 Y" Magnetic Nut Driver, (1) Phillips Bit 2" P2, (1) Milwaukee 19RKO7 
Square Bit 2" SQ2, (1) TORX(R) Bit 2" T20, (1) 
TORX(R) Bit 2" T25, es Bit 1" SL %e’, (1) %" 
Drive: 2" Socket, (1) ¥6" Drive %e" Socket, (1) 54’ 
Magnetic NUEDRveE Ww) ) %e" Magnetic Nut Driver, 
(1) SHOCKWAVE( TM) Compact Magnetic Bit Holder 
Quick Chane Drill Bits: Ys, ¥64, ¥s2, %a, 
oe (2)1/8, %4, 2, V6, “2, V4", 1" Insert Bits: (20) IRWIN 34F743 
PH2, 4" Quick Change Bit Holder 2.5" OAL 
(1) 1" PH1, (4) 1" PH2, (4) 1° PR2, (1) 1° PH3, (1) 
2° PH2, (1) 3%" PH2, (1) 1" $Q1, (4) 1" SQ2, (1) 
34 1° $Q3, (1) 2" SQ2, (1) 314° SQ2, (1) 1° SL6, (2) DeWalt 2VDK2 
1" SL8, (1) 1° SL10, (1) 2" SL8, (1) 3%" SL8, 1 
Each: 115, 120, T25, T30 1" Torx Bits, 1 Each: 1 
35 (28) 1" Insert Bits, (4) 2" Power Bits, (2) Nutsetters, 
Slim Quick Change Holder with Magnetic Sleeve 
Impact Ready Socket Adapters ¥2", “", ¥2", Ye’, 
Impact Ready 1%" Hex Shank Adapter, Impact Ready 
30 Nutsetters “6, ¥", 4", 3" Impact Ready Screw DeWalt 20UH15 
Lock Holder, 2" PH2 Impact Ready Bits, 1" Square 
Impact Ready Bits: SQ1, (4) SQ2, SQ3, 1" Philips 
(8) 1 In. PH2, (8) 1 In. Drywall Bits -PR2, (1) 
PH1, (1) PHS, (1) 1 In. SQ1, (4) 1 In. SQ2, (1) 
38 1 In. SQ3; 2 In. (5) #2 Phillips Power Bits; (2) DeWalt 2AEX8 
Nutdrivers Y% and %e In., % Hex Shank; (1) % to % 
In. Socket Adapter, (4) % In. Drive Deep Sockets 
¥e" Nutsetter, /4" Nutsetter, %46" Nutsetter, Impact 
Ready Sleeve, 3" Impact Ready Screw Lock Holder, 
40 6-2" PH2 Impact Ready Bit, 2" SQ2 Impact Ready DeWalt 20UH16 
Bit, 2" 125 Impact Ready Bit, 2" SL8 Impact Ready 
Bit, (4) 1" PH2 Bit, (2) 1" SL8 Impact Ready Bit, 1" 
(1) %' SHOCKWAVE(TM) Hex Drive Bit, ( (1) He 
S OCKWAVE(TM) Hex Drive Bit, (1) Ye" Drill Bit, 
(1) Hex Bit 1" 4%", (1) Hex Bit 1" if, (1) Hex Bit 1" 
Sie’, (1) Hex Bit [ 32", (1) Phillips Bit 1 P1,(3) 
Phillips Bit 1" P2, (1) Phillips Bit 1" P3, (4) Phillips 
Bit 2" P2, (1) Phillips Bit 2" P3, (1) Phillips Reduced 
8a a ) aaa ac a 7 eee : 
it otte it, quare Bit 1" . 
40 SQ1, (2) Square Bit 1" SQ2, (1) Square Bit 1"S$Q3, _‘/Mllwaukee 45EU85 
ee sua Bit 2" SQ2, (1 Square Bit 2" SQ3, (\) 
RX(R) Bit 1° 115, (1) ORX(R) Bit 1" T20, (2) 
TORKR) Bit 1" 125, (1) TORX(R) Bit 2" T20, (2) 
TORX(R) Bit 2" T25, (1) Y4" Magnetic Nut Driver, (1) 
¥e" Magnetic Nut Driver, ) %e' Magnetic Nut Driver, 
(1) Y%2" Socket Adapter , (1) ¥s" Socket Adapter, (1) No. 20UH15 
SHOCKWAVE(TM) Compact Magnetic Bit Holder . 
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No. 36FX65 


em ee IRWIN. “WesnwarD 
Drilling and Screwdriving Sets 





No. 1VXP2 
a 4," shank bits 
Item 
No. of Pieces Includes Brand No. 
Countersink Drill Bit Set 
(3) Countersinks: #6, #8 and #10 DeWalt 4WM50 
Drill/Drive Sets 
15 No. 4WM47 Rapid Load Holder; Magnetic Drive Holder, Hex Shank Drill Bits: ¥e and 4", Bit Tips: (2) 1" and 1" #1 Square Recess; DeWalt 1UG94 
Insert Bit Tips: #1, and (4)1" #2 Phillips; #8 Slotted; Power Bits: 2" #2 Phillips, 2" #2 Square Recess; ABS Carrying Case 

39 (1) 1" PH1, (5) 1° PH2, (1).1° SLB, (1) 1° S01, (1) 1" SQ2, (2) 2" PH1, (2) 2° PH2, (1) 2° SLB, (1) 2’ SL10, (1) 2" SQ2, (1) 314" SQ2, DeWalt oKLZ9 


1) %, (1) %e" Nutsetter, 4" and %" Socket Adapters, Compact Magnetic Drive Guide, Rapid Load Holder, 2" and 

(1) %64" Black Oxide Drill Bit, (1) %2" Black Oxide Drill Bit, (1) “%4" Black Oxide Drill Bit, (1) “e6" Black Oxide Drill Bit, (1) Ys" Black Oxide Drill Bit, (1) 6" Black 
Oxide Drill Bit, (1) %4" Black Oxide Drill Bit, (1) 42" Black Oxide Drill Bit, (2) Hex Bit 1" 16", (2) Hex Bit 1° %4", (2) Hex Bit 1" “e", (1) Hex Bit 1" %2", (1) Hex 
Bit 1° %a", (2) Hex Bit 1° %", (2) Hex Bit 1° ¥2', (2) Hex Bit 1° 964", (2) Hex Bit 1° 74", (3) Phillips Bit 1° P1, (10) Phillips Bit 1" P2, (4) Phillips Bit 1° es (3) 

95 Phillips Bit 1" PR2 , (1) Phillips Bit 2" P2, (1) Pozidrive Bit 1" PZ2, (1) Pozidrive Bit 1" PZ3, (2) Slotted Bit #4, (2) Slotted Bit #6, (2) Slotted Bit oy 2) Slotted Milwaukee 36FX64 

Bit #10, (1 Slotted Bit #12, ) Slotted 2" Bit #8, (3) Square Bit 1" SQ1, (8) Square Bit 1" SQ2, (3) Square Bit 1" $Q3, (1) Square Bit 2" SQ2, te Bit eA) 

Bit 1" 110, (2) TORX(R) Bit 1" 115, (3) TORX(R) Bit 1" 720, (3) TORX(R) Bit 1° 125, (2) TORX(R) Bit 1" 127, (2) TORX(R) Bit 1" T30, (2) ) TORX(R Bit 1" T40, 
(2) TORX(R) Bit 1" T9, (1) TORX(R) Bit 2" T20, (1) TORX(R) Bit 2" T25, (1) %4' Magnetic Nut Driver, (1) Ae Magnetic Nut Driver, (1) Magnetic Drive Guide 

Drive Guide Sets 


7 Compact Magnetic Drive Guide; Bit Tips: #1, (10) #2, and #3 Phillips; #6, (2) #8, and #10 Slotted; #1, (6) #2, and #3 Square Recess; DeWalt 4WM44 
Magnetic Nut Setters: %4" and %e'; Double-End Power Bits: P#1/S#6, (3) P#2/S#8, (3) P#2/P#2, and P#3/S#10; Power Bits: 
14 (2) Magnetic Drive Guides, (6) #2 Phillips, (2) #8 and #10 Slotted, (3) #2 Square Recess Bits, Case DeWalt 2KLK3 
Magnetic Drive Guide Set 
3" Magnetic Drive Guide, (2) PH2 Insert Bits, SQ2 Insert Bit, T20 Insert Bit, (2) T25 Insert Bits Milwaukee 419J71 


7 
Pivot Holder and Bit Set 
44 (1) Phillips Bit 1" P1, (1) Phillips Bit 1" P2, (1) Phillips Bit 1" P3, (1) Slotted Bit 1" SL 1%", (1) Slotted Bit 1" SL %", (1) Slotted Bit 1" SL “%e’, (1) Milwaukee 102808 
Slotted Bit 1" SL %2", (1) Square Bit 1" SQ, (1) Square Bit 1" SQ2, (1) Bit 1" T25, (1) Shockwave 30 Degree Knuckle Pivoting Bit Holder 
Screwdriving Sets 


49 Drill Drive Holder; Drill Drive Connector; #6, #8, and #10 Drill Bits with Countersinks; (2) #6, #8, DeWalt 6XG79 
and #10 Replacement Bits; (3) Screwdriver Bit Tips, Heavy-Duty Container 
20 Compact Screw Guide, (19) 1" Insert Bits: P1, (7) P2, P3, $Q1, (3) SQ2, $Q3, T15, T20, T25,SL6-8, SL8-10 Milwaukee 45L154 
m4 2" Magnetic Bit Tip Holder; Bit Tips: #1, (6)#2, and #3 Phillips; #6, #8, and #10 Slotted; #1 and (3)#2 Square DeWalt 4WM44 
Recess; Magnetic Nut Setters: 4" and %e"; Power Bits: 2" #2; 2" #2 Square Recess 
94 Compact Magnetic Drive Guide, #1 Phillips Bit 1" (1), #2 Phillips Bit 1" (5), #3 Phillips Bit 1" (1), #1 Square Recess Bit 1" (1), #2 IRWIN 3MJA 
Square Recess Bit 1" (3), #3 Square Recess Bit 1" (2), 8-10 Slotted Bit 1" (1), %4"x 1%" MAG Nutsetter (1), %e° 
99 Magnetic Drive Guide; Bit Tips: #1, (10)#2, and #3 Phillips; #6, (2)#8, and #10 Slotted; #1, (6)#2, and #3 Square DeWalt 4WM45 
Recess; Magnetic Nut Setters: /%" and %e'; Power Bits: 2" #2 Phillips; 2" #2 Square Recess 
10) 1 in. PH Bits (2) PH1, (6) PH2, (2) PH3; (10) 1 in. SQ Bits(2) SQ, (6) SQ2, (2) SQ3; (5) 1 in. SL Bits 
31 we ae 6, 3 a3 S10: (5) fe Bits tS. (2) T20, (2) Toe (1) Naan a tip Hider DeWalt ——-saneao 
31 (9) Security Star Bits T8, T10, 115, T20, T25, T27, T30, 135, T40; (6) Security Hex Bits %¢ in., 342 in., %4 in., Yin., Ya in., DeWalt 340642 
%32 in.; (4) Security Hex - Metric 2mm, 2.5mm, 3mm, 4mm; (4) Spanner Bits 4, 6, 8, 10; (4) Tri-Win, g Z Z, 3, 4 
37 Compact Magnetic Drive Guide, Bit Tips #1, (10) #2 and #3 Phillips, FA, (2) #8 and #10 Slotted, #1, (6) #2 and #3 Square Recess, DeWalt 4WM46 
Magnetic Nut Setters %4" and %ce', Double-End Power Bits P#1/S#6, (3 ) P#2/S#8, (3) P#2/P#2 and P#3/S#10, Power Bits 314" # 
37 (20) 1" Phillips Bits: PH1, (18) PH2, PH3, (8) 1" Square Bits: PH1, (6) PH2, PH3, (4) 1" Slotted Bits: SL6, (2) SL8, SL10, DeWalt 25CC48 


(2) Nut Drivers: 4", %6', Magnetic Drive Guide, Compact Magnetic Drive Guide, 2" Power Bits: PH2 
(1) Hex Bit 1° %", (1) Hex Bit 1" %46", (1) Phillips Bit 1" P1, (6) Phillips Bit 1° P2, (2) Phillips Bit 1" P3, (2) Phillips Bit 1" PR2 , (1) 
Phillips Bit 2" P2, (1) Phillips Bit 2" P3, (1) Phillips Bit 3.5" P2, (1) Slotted Bit #6, (1) Slotted Bit #8, (1) Slotted Bit #10, (1) Slotted 2" 
42 Bit #8, (1) Slotted 2" Bit #10, (2) Square Bit 1" SQ1, (6) Square Bit 1" SQ2, (1) Square Bit 1" SQ3, (1) Square Bit 2" SQ2, (1) Square Milwaukee 36FX65 
Bit 2" SQ3, (1) Square Bit 3.5" SQ2, (1) TORX(R) Bit 1" 110, (1) TORX(R) Bit 1" 115, (1) TORX(R) Bit 1° 120, (1) TORX(R) Bit 1° 125, 
(1) TORX(R) Bit 1" T30, (1) TORX(R) Bit 2" 115, (1) TORX(R) Bit 2" T20, (1) TORX(R) Bit 2" 125, (1) Magnetic Drive Guide 


45 (16) 1° PH Bits: PH1, (14) PH2, PH3, (4) 1° SL Bits: SL6, (2) SL8, SL10, 98) 1° SQ Bits: SQ1, (6)SQ2, SQ3, Magnetic Drive Guide, 3%" DeWalt 25CC45 
Phillips Bits: PH2, 3%" Slotted Bits: SL2, (8) 2" Double Ended Bits: (3) PH2/PH2, PH1/SL6, (3) PH2/SL8, PH3/SL10, (2 
51 (14) 2" Power Bits of Phillips, Pozi, Slotted, Square End, Torx®, (7) Nut Setters, SAE %6-7/16", (6) Hex Bits SAE %2-1/4", (3) Westward 4VXP5 
Pozi Bits, (5) Phillips Bits, (7) Star Bits, (8) Square Bits, (1) Magnetic Holder, Master Kit, No Screwdriver Handle 
175 Phillips Ribbed, Slotted , Phillips, Pozi Phillips, Hex, Torx(R), Spline, Roberts, Security Bits, Tri Wing, Clutch Bits, Westward 4VXP2 


Quick Change Chuck, 1 and 2" Drive Socket Adapter, 4 to ‘“6" Screw Guide Driver, Storage Case 
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POWER TOOLS Scan. Order. Done. |= fF; 
Impact Driver Bits & Holders Details on page Al. 





Impact Driver Bits IRWIN. Mie 


= For additional sizes and package quantities go to Grainger.com® 















Fastening Milwaukee; IRWIN Fastening Milwaukee; IRWIN 
No. 30TF22 Tool Overall Item Item Tool Overall Item Item 
Tip Size Bit Length No. No. Tip Size Bit Length No. No. 
Insert Bit #3 2 _ 34E485 
Phillips #3 3" 102778 _ 
#1 1" 10Z765 —_ #3 6" 33GN12 _ 
#2 ale 5EAX5 _— Pozidriv® 
#3 1" 10Z766 _— #1 2 52WR94 _— 
Pozidriv® #2 3%." 52WR95 _— 
#1 1" 52WR91 _ #3 Ps 52WR96 _ 
No. 19RK15 #2 1" 52WR92 _ Slotted 
#3 1" 52WR93 _— 3F-4R Zz — 30TF48 
Slotted 4F-5R 2" 33GM91 30TF49 
3F-4R il _— 30TF22 5F-6R 2 _ 30TF50 
4F-5R 1" 19RKO9 30TF23 6F-8R 2 19RK10 30TF51 
5F-6R 1" —_ 30TF24 8F-10R Z 19RK15 30TF52 
6F-8R le 19RK11 30TF25 10F-12R 2 — 30TF53 
8F-10R 1" 19RK13 30TF26 Square Recess 
10F-12R 1" _— 30TF27 #1 2 5EAY5 _ 
12F-14R 1" _ 30TF35 #1 3 — 34E516 
No. 30TF52 Square Recess #2 2 5EAY6 — 
#1 le 10Z767 _ #2 3," 5EAY9 — 
#2 1" 5EAY1 _ #2 6" 10Z782 _ 
Torx® #3 2 5EAY8 _— 
- " T6 iM _ 34E526 #3 3 _ 34E518 
cOS NIAAMI © | 17 ip = 34E527 #3 3%" | 102779 — 
_ La ae wore 7 ’ T8 1" _ 34E528 Torx® 
T9 1" _ 34E529 T10 a 10Z773 _ 
NO: SES T10 1 | 52WR98 — T10 6" — 34E612 
Ts 1° 52WR99 _— Tis 2 5EAZO _ 
120 1" 19RJ99 _ T20 2 5EAZ1 _— 
T25 1" 10Z770 _ T20 2 52WT02 _ 
T27 1" _ 34E534 125 zZ 5EAZ2 _ 
T40 i — 34E536 T25 2. 52WT03 _ 
T50 Ar 52WT01 — T25 3" 19RK06 — 
Power Bit T25 6" 33GN15 34E615 
Phillips T2é Zz 10Z774 34E580 
#1 a 102771 _— T27 3%" — 34E608 
No. 5EAZ3 #1 2 — 34E483 T27 6" — 34E616 
#2 2 5EAX6 _ T30 Z 5EAZ3 _ 
#2 32" 5EAX9 _ T30 3" —_— 34E609 
#2 6" 102781 _— T30 6" _— 34E617 
#3 a 5EAX8 —_ T40 2 33GM97 34E582 





No. 6CYU3 APEX Mie IRWIN. 
Bit Holders 


APEX®—Adapt hex drive and female square drive power tools to insert bits. 
Holders with u-Guard™ cover have nonremovable thermoplastic urethane cover- 
ing which absorbs side impacts and provides a protective barrier. 





Irwin®—Holders with C-ring design add internal clip in the retaining ring notch 
to hold bit more securely. Can be used with socket wrench or socket adapter. 
Square Drive holders allow use of both power bits and insert bits. 


No. 6CYU7 








Drive Shank Overall Item Pkg. Drive Shank Overall Item Pkg. 

Size Size Length Brand No. Qty. Size Size Length Brand No. Qty. 

With p-Guard™ Cover Magnetic with p-Guard™ Cover 

Power Power 

Ya" oY 1" APEX 5UFH5 1 Ya" Va" Ya" APEX  5UFH6 1 

Ys" Sf 1%" APEX 5UFH9 1 Ya" YA 2 APEX 5UFH4 1 

Ve" 1%" APEX 5UFH7 1 Ys" "DE APEX 5UFJO 1 

Ve YA" 134" APEX 5UFJ1 1 Ye HH" APEX  5UFH8 1 
No. 5UFH4 Retaining Ring Retainer Ye Ve" DY" APEX  SUFJ2 1 

Impact Magnetic Retainer 

Ya" Va" ~—-2%" ~~‘ Milwaukee 5ECA6 1 Impact 

Ya" VA 3" Milwaukee 5ECA7 1 Ya" VA 3" Milwaukee 102786 1 

Power Power 

Ya" Vg" 1% 6" APEX 5UFG2 1 Ya" 1 IRWIN 4NHW7 1 

Ya" oY" 4" APEX 6CYU3 1 Ya" VA o APEX  5UFF8 100 

Ya" V4" 6" APEX O5UFF9 1 Ya" VA 6 IRWIN 30TH78 1 

Ys" 1%" APEX 6CYU7 1 Ya" A 12" IRWIN 30TH79 1 

0-Ring Retainer Ye Hi" 1%" IRWIN 4NHW8 1 
No. 102786 Power wr He 1% IRWIN 1YHW4 1 


Ya" Vat E APEX SUFGO 1 
Ya" Vat 3" APEX  SUFG1 1 
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Find the wi. Find Solutions. Find Great Prices. Setters, Twist Bits & Hex Guides 
Overall Overall 
: APEX Nutsetter  Nutsetter Item Pkg. Nutsetter Nutsetter Item Pkg. 
Milw ° Hex Size Length Brand No. Qty. Hex Size Length Brand No. Qty. 
saa Magnetic Nut Drivers are 7 ¥% in 1% in IRWIN 34E427 3 
IRWIN Va in 1%in Milwaukee 36GG54 3 ¥ in 17% in IRWIN 34E446 5 
‘ “Ae in 1%in Milwaukee 36GG55 3 ¥ in 2 %e in IRWIN 34E432 1 
¥e in 1%in Milwaukee 36GG56 3 ¥% in 2 %e in Apex SUFH3 1 
impact Nut Setters Ae in 1%in Milwaukee  36GG57 3 % in 9 eg in IRWIN 34E436 3 
% in 1%in Milwaukee 36GG58 3 ¥% in 2 %e in IRWIN 34E450 5 
& Drivers Magnetic Nut Driver Sets ¥e in 4 in IRWIN 34E454 3] 
Y% in, “6 in, hi ¥% in 6 in Apex 5UFG7 1 
= 4" hex shank stem eh a ae % in 6 in IRWIN 34E457 5 
41n, 716 ae % in 65 mm Westward 1VXN4 3 
ee ee ee ”ein1%in ‘IRWIN 34E428 3 
Magnetic Nutsetters Ae in 2 %e in IRWIN 34E433 1 
Yin 1% in Apex SUFG8 1 Ae in 2 %e in IRWIN 34E437 3 
Ya in 1%in IRWIN 34E425 3 Ae in 2 %g in IRWIN 34E452 5 
Wy in 1 ih in IRWIN 34E445 5 Nut Driver Sets 
Va in 2 %e in IRWIN 34E430 1 Vain. Bit 7 
Sl ica Ya in 2%ein IRWIN _34E622 3 Nutsetters 
Y in 2 %e in IRWIN 34E449 9 Yin 1%in Milwaukee  5ECC1 1 
Ya in Ain Apex SUFG3 1 VY in 1%in Milwaukee 5ECC6 3 
Ya in 4 in IRWIN 34E453 ] Vin 2%6in Milwaukee 5ECDO 1 
Ya in 6 in Apex SUFG4 1 % in 12 in IRWIN 34E417 1 
Ya in 6 in IRWIN 34E456 5 Va in 12 in IRWIN 34E417 1 
Ya in 65mm ___ Westward _-1WXN2 3 Ae in 1%in Milwaukee  5ECC2 1 
; %e in 1% in Apex SUFGS 1 6 in 17%in Milwaukee 5ECC7 3 
No. 1VXN2 %e in 1% in IRWIN 34E426 3 Ye in 2%6in Milwaukee  5ECD1 1 
%e in 2 %e in IRWIN 34E431 1 ¥ in 17% in Milwaukee 5ECC3 1 
%e in 2 %e in Apex SUFH2 1 ¥ in 17%in Milwaukee  5ECC8 3 
%e in 2 %e in IRWIN 34E435 3 ¥% in 2%ein Milwaukee 5ECD2 | 
“Ae in 2 %e in IRWIN 34E451 5 % in 12 in IRWIN 34E419 1 
%e in 4 in Apex SUFGS 1 % in 12 in IRWIN 34E419 1 
%e in 4 in IRWIN 34E455 9 Ag in 17%in Milwaukee 5ECC4 1 
%e in 6 in Apex SUFG6 { Ag in 17%in Milwaukee _5ECC9 3 
No. 5ECC1 “%e in 12 in IRWIN 346444 3) Ae in 2%6in Milwaukee 5ECD3 1 
: %e in 65mm Westward _1VXN3 3 % in 2%cin Milwaukee 102764 1 
¥ in Apex 5UFHO 1 





No. 1AVC3 





No. 38RV66 


IRWIN. *Wesnwarp 
Hex Power Drive Nut Setters 


a 1/4," hex shanks 
For use with sheet metal screws and other hex head fasteners. 











Nutsetter Overall Item Pkg. Nutsetter Overall Item = Pkg. 
No. No. Hex Size Length Brand No. Qty. HexSize Length Brand No. Qty. 
53DM18 45KM94 i 2%6 IRWIN 1AVC9 3 i 12" IRWIN 1AVB4 1 
, Va 1% IRWIN 1AVC2 3 Ae 1% IRWIN 1AVC4 3 
Va! 1%" Westward 38RV63 3 6 1% Westward 38RV64 3 
Va 1% IRWIN  3ECA8 10 He 1% IRWIN  3ECA6 10 
i 2%6 IRWIN 1AVC3 3 Ye 2%s IRWIN 1AVC5 3 
Va 2% IRWIN 3ECA7 10 Ae 4° IRWIN 1AVAG 1 
Va 4° IRWIN 1AVA5 1 ve 12" IRWIN 1AVB3 1 
Va! 6 IRWIN 1AVA8 1 Ae 17% Westward 38RV66 3 
Vi 12° IRWIN 1AVB2. 1 7s 2%6 IRWIN 1AVC8 3 
Ve 17% IRWIN 1AVC1 3  10.0mm 47.6mm IRWIN 1AVNQ 3 
Twist Impact Bits ¥, 1% IRWIN 1AVC6 3 6.0mm 47.6mm IRWIN 1AVN7 3 
p 3A 1% Westward 38RV65 3 8.0mm 47.6mm IRWIN 1AVNS 3 
Item 3A 1% IRWIN  3HKA2 10 ‘Sets 
Drill Bit Size Drill Bit Finish Sizes Incl. Brand No. 3, 2%" IRWIN  1AVC7 3  — 3-Pc. Set: %, Ye, 
Ys" Shank Twist Impact Drill Bits He 4° IRWIN 1AVA7T 1. and3ex2%e'__ | Westward = 1VXN5 1 
Vie TiN = Milwaukee  45KM68 
Vag" TiN = Milwaukee 45KM70 
i, TiN = Milwaukee  45KM72 
Yea TiN = Milwaukee  45KM73 
Vag" TiN = Milwaukee 45KM74 
Vea! TN = Milwaukee  45KM75 
Ve TiN = Milwaukee  45KM76 
He TiN = Milwaukee  45KM84 
¥' TiN = Milwaukee  45KM88 
1%" TiN = Milwaukee  45KM94 ra 
ag" TIN = Milwaukee  45KM78 . WESTWARD’ 
ie iN = wiivauxee agen | HX Screw Guides 
Twist Impact Bit Sets as : 
¥a2' to Vs Black Oxide Yar", Ve, hr", He", Va" Bosch 5aDMia_ | ™ Magnetic Overall Item 
Visto Vs’ ‘Black Oxide ae", 32", 6", 542", Vie’, Yao", Va’, Hie’, 3% Bosch 53DM19_ | = Steel Hex Shank Size Length No. 
Vas to Vi" TIN Vas’, Ys2", Va", 32", Vie’, V2", Vs', Ve, Ye" ‘Bosch 53DM65__-| = 1/;" Hex Power Drive Shank VA! 35/0" 38RV72 
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POWER TOOLS Scan. Order. Done. 
Screw Driver Bits Details on page Al. 








IRWIN. *wesnaro APEX. —— No, 401587 


Screw Driver Bits [pune ecm —— 


a /," hex shank 








No. 41D625 No. 5RDK6 
Note: Additional pack quantities and sizes are available on Grainger.com®. 
Fastening IRWIN WESTWARD APEX Fastening IRWIN WESTWARD APEX 
Tool Overall Item Pkg. Item Pkg. Item Pkg. Tool Overall Item Pkg. Item Pkg. Item Pkg. 
Tip Size Bit Length No. Qty. No. Qty. No. Qty. Tip Size Bit Length No. Qty. No. Qty. No. Qty. 
Insert Bit 115 BY" 1AVD7 1 — 5RDR1 5 
Torx® T15 6 1AUR8 1 41D617 a 5RDR2 5 
T6 1 1AVJ4 1 — — T20 116" — — 5RDR3 5 
17 1 1AVJ5 1 40L601 5 5RDLO 5 T20 2" _ 40L662 i] _— 
T8 1 1AVJ6 1 40L602 a] 5RDL1 5 T20 24" 1AVD4 1 — 5RDR4 5 
T9 1 1AVJ7 1 40L603 5 5RDL2 5 T20 3Y," 1AVD9 1 — 5RDR5 5 
T10 1" — 40L594 a 5RDL3 5 T20 6 1AUT1 1 — 5RDR6 5 
115 1" — 41D616 5 5RDL4 5 T25 116" — — 5RDR7 5 
T20 1" — 40L595 5 5RDL5 5 T25 2" _ 40L665 2 _ 
125 1 — 40L596 5 5RDL7 5 T25 2. — 41D620 5 — 
127 1 1AVK2 1 40L597 5 5RDL8 5 125 24" 1AVD6 1 — 5RDR8 5 
T30 1 _ 40L598 o 5RDLI 5 T25 of 1AVF2 1 — 5RDRI 5 
T40 1" 1AVK4 1 40L599 i] 5RDN1 5 To 6 1AUT3 1 — 5RDTO 5 
Torq-Set ACR T27 116 — — 5RDT1 5 
#8 1" — — 5UFA7 5 T27 2" 1AVK9 1 40L663 5 — 
#8 1%" — — 5UFEO 5 T30 11%" — — 5RDT2 5 
#10 1" — — 5UFA8 5 T30 2" — 41D623 4] — 
#10 1%" — — 5UFE5 5 T40 116 1AVL2 1 — 5RDT3 5 
YA" 1" — — 5UFA9 5 T40 2" _ 40L664 oD _ 
Torq-Set Torq-Set 
#0 1" 1YHU4 2 — 5RDV8 5 #1 14%," — — 22PH04 § 
#1 1" 1YHU5 2 40L587 5 5RDV9 a #2 14%" 1YHV6 2 —_— SUFCI 5 
#2 1" 1YHU6 Z 40L588 5 5RDWO a] #3 14%," 1YHV7 Z — 5UFD1 a] 
#3 lg 1YHU7 2 40L589 5 5RDW1 5 #4 14%" 1YHV8 2 — 5UFD3 5 
#4 1" 1YHU8 2 40L590 4 5RDW2 5 #5 1%" 1YHV9 2 — 22PH01 5 
#5 1" 1YHU9 2 40L591 5 5RDW3 5 #6 14%," 1YHW1 2 — 5UFD6 5 
#6 1" 1YHV1 1 — 5RDW4 5 #8 14%," 1YHW2 2 — 5UFD9 5 
#8 a 1YHV2 1 — 5RDW5 5 #10 1Y%" 1YHW3 2 — 5UFE4 5 
#10 1" 1YHV3 2 — 5RDW7 5 Ya" 14%" — — 5UFE8 4] 
Tamper Resistant Torx® ¥e" 1Y," _ —_ 22PH95 ) 
TR7 1 1AVL3 1 — — Ve" 14%" — — 5UFE9 3] 
TR8 1 1AVL4 1 _ _ Square Recess 
TR9 1" 1AVL5 1 — — #1 16 — — 5RDVO i] 
TR10 1" 1AVL6 1 40L604 5 ** | BRDN2 5 #2 116" — — 5RDV1 5 
TR15 Te 1AVL7 1 40L605 5 ** | BRDNS 5 #2 2" — 41D602 2 — 
TR20 1" — 40L606 5 ** | BRDN4 5 #2 6" _ 40L666 5 oRDV6 3) 
TR25 1" — 40L607 5 ** | BRDNS 5 #3 116" — — 5RDV7 5 
TR27 1" 1AUT8 1 40L608 5 ** | BRDNG6 5 #3 2" _ 40L643 2) _ 
TR30 1" 1AUT9 1 41D627 a ** | BRDN7 a] Slotted 
TR40 1" 1AUV1 1 — — 4F-5R 116" — — 22PF52 5 
Square Recess 4F-5R 2 _ 40L638 5 _ 
#1 1" — 40L580 a 5RDU7 5 4F-5R 6 — — 22PH30 5 
#2 1" 1AVH1 5 40L581 5 5RDUS8 5 5F-6R 116 1AVG5 1 — 22PF42 5 
#3 1" — 40L582 a —_ 6F-8R 16 _— — 22PF43 4] 
Slotted 6F-8R 2" _ 40L639 4] _ 
3F-4R 1" 1AVF9 1 — 22PF90 5 6F-8R 6" — — 22PG97 4) 
AF-5R ir 1AVG1 1 40L577 5 22PF23 5 8F-10R 116 — — 22PF60 5 
6F-8R il 1AVG2 2 40L578 5 6CYU1 1 8F-10R 2" — 40L640 5 — 
8F-10R ila 1AVG3 2 40L579 5 22PF24 5 10F-12R = 1'%e' — _ 22PF61 a] 
10F-12R 1" 1AVG4 2 40L576 5 22PF46 5 10F-12R 2" — 40L637 5 _ 
Pozidriv® Phillips 
#1 1" 1AUV2 1 _— 22PF62 5 #0 116" — — 22PF74 5 
#2 1" 1AUV3 1 — 6CYT9 1 #0 2" — 40L621 5 — 
Phillips #1 1'%e _ _ 22PF25 5 
#0 1" 1AVD5 2 40L570 5 5RDH4 5 #1 2" 1AUR7 2 40L622 5 — 
#1 1" — 40L571 5 5RDH5 5 #1 3Y" 1AUR9 1 — 5RDJ4 5 
#2 1" 1AVD8 5 40L572 5 5RDH6 5 #2 16 _ _ SRDJ5 3) 
#3 1" — 40L573 5 5RDH3 5 #2 2" — 40L614 2 — 
Hex #2 24" 1AUT4 2 — 5RDJ7 5 
YA" 1" 1AVJ3 1 40L559 5 — #2 oY" _ _ SRDJI 4] 
Y, 1" 1AVH7 1 40L560 So 22PF50 5 #2 6" — 40L635 5 5RDK1 2) 
6" 1 1AVJ1 1 40L561 4] _ #3 1'%e _ — 5RDK3 3) 
330" 1" 1AVH5 1 40L562 5 5RDT6 5 #3 2" — 40L615 2 — 
9/32" 1" 1AVH9 1 40L563 5 — #3 3Y" 1AVF8 1 — 5RDK6 5 
6" 1" 1AVH4 1 40L564 5 5RDT4 5 #3 6" _ 40L636 5 _— 
7/32" 1" 1AVJ2 1 40L565 i] _ Hex 
Fea" 1" 1AVH6 1 — 5RDU2 5 2.0mm 11%" — — 22PH02 5 
Ya" 1" 1AVH8 1 40L566 5 5RDT5 5 Ye" 116" _ _ oRDU4 h) 
Power Bit Y," 2" _ 40L610 5 _ 
Torx® Ye 1'%e' — _— 22PG68 5 
IZ 116 — — 5RDP5 a] Ye" 116" — — SRDU6 4) 
17 Zz — 41D624 5 — Ye" 2" — 40L611 5 — 
T8 116 — —_ 5RDP6 5 30" 116 — _ SRDUS 5 
T8 2 — 41D625 5 — 330" 2 — 40L612 5 — 
T9 2" — 41D626 5 — 32" 11%" — _ SRDUS 3) 
T10 116 — — 5RDP7 a] 32" 2" — 40L613 5 — 
T10 cs 1AVK5 1 41D614 5 — %64" 116" — — 22PG69 5 
T10 6 1AUR6 1 41D615 5 — 32" 16 — — 22PG74 a] 
715 116 — — 5RDP9 5 Fea" 116 — — 22PG71 5 
115 2" 1AVK6 1 40L661 5 — Ya" 116 — — 22PG62 5 
T15 274" 1AVD3 1 _— 5RDRO 4) 
**Tamperproof. 
702 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


POWER TOOLS 
Adapters, Chucks & Extensions 








Square Drive Socket Adapters IRWIN. = 


Allow the user to adapt a power drill into a socket driver. Use with power drills and %" 
hex drive hand tools. 
































































































































































































































































































































































































































































































































Overall Item Pkg. 
__Drive Size _ Output Drive Size__—_ Length = Brand __No. Qty. 
Male Hex Drive Type, Male Square Output Drive Type 
Impact Rated No —_ a ee ee 
Yi Vi a IRWIN 5ERY7 1 
Vi Vj 1%' IRWIN 1AUV4 1 
Impact Rated Yes oe a 
Ya Ya 17" Milwaukee 5ECA8 1 
VN Yh —_ IRWIN 34E497 5 
v' x 17' “Milwaukee 5ECA9 1 
No. 34E499 Vf i 2 Milwaukee 5ECCO 1 
mAs vt 4 IRWIN _34E499 _ 
Item 
_ __ Description Overall BitLength _—/No. 
Eazypower Flexible Extensions = A 
Flex-A-Bit Magnetic 72 SUFY8 _ 
Flex-A-Bit Magnetic, Provides i 
up to 3.5 ft/lbs of Torque 1 SUFYS 
Flex-A-Bit Magnetic 11" 9VKL5 
Flex-A-Bit Magnetic 18" 8FNG1 
Flex-A-Bit Magnetic 24" 8FPG3 
Flex-A-Bit Magnetic 36" 9AT49 
_ Flex-A-Bit Magnetic 48" 8YPW1 
_Flex-A-Bit Magnetic, Quick Disconnect. hid SNNR2 
Flex-A-Wrench Magnetic, 4" Square Drive A SUFZO 
Flex-A-Wrench Magnetic, ¥s" Square Drive vol SUFZ1 
_Eazypower Flex-A-Bit Kit = - 
Includes: Phillips # 1, 2; Slotted 6-8, 
8-10; Tee Star® T10, 115; Square 5UFZ2 
Recess R1, R2; Magnetic Bit Holder 
No. of Sockets Item 
Pieces  —_—_—sincluded _Accessories No. 
eazunower: Eazypower Flex-A-Bit Socket Kits = Se eee ae es 
aniae® —_ 19 59h HTH 96 — SORT and BH agers. 170,120, gyrzy 
Ve, V4, Ae, ¥2, As, ¥2, Ne, %' 
EXIDIE EXTENSIONS 19 -3/8" Square Drive; a, “42, Y Dy ie ae 5UFZ5 
Flex-A-Bit extensions flex to a full 90°. Outer cover does not rotate so bits can Y2, V6, 1¥32, %, Vie! -1/4" Drive APS SOE OTE 
be used safely at any speed. Rated for 13 ft.-lb. of torque. For heavy-duty use 25 6, Yao, Va, %o, 6, "V2, ¥, Vie Slotted, T15, 120, T25, 1" for Torx, 4” Hex, 24” SUFZ3 
with electric or cordless drills and screwdrivers. Magnetic Bit Holder, Socket and Bit Adapter 
IRWIN —— 
. ae ete ti 
. ize BitLength No. | 
Quick-Change “Vi DA BCYUB 
; vi 6'_6CYUS | ma 
Extensions ve tesco | Wrtsehidhes 
. 7 2°‘ 6CYV1 
Features 1-handed, quick-release ¥ 5%" 6CYV2 Keyless Chuck Adapters 
Lock-n-Load® system. Jaws hold ww AN" _«BCYV3 
Ae oY" «BCYVA Item 
bits securely on ball detent bits, Ag 19" 6CYV5 Capacity Max. No. 
6-flatted shanks, and insert bits. ve 18" ~—«sBCYVG 0.375" 14F028 
No. 
1¥330 
g t g e Mfr. Item 
Attachments _ Includes Model No. 
Head, Sleeve, and Coupling 48-06-2871 1Y330_ 
For use with corded and cordless drills. = 49-22-8510 2NJ51 











Sign in to Grainger.com® to see YOUR Pricing and MORE 














703 





POWER TOOLS Scan. Order. Done. 
Drill Bits Details on page Al. 





IRWIN. 49 jwavk? 
Step Drill Bits Unibit. Mie * WESTWARD’ 





mee . . : : . we aren No. No. 
Ideal for drilling multiple diameter holes in steel, copper, brass, aluminum, PVC, wood, and laminates up to /s" thick. Irwin bits 4yK6e 49RK75 
have Speed Point™ tip design and single flute cutting edge. Cobalt bits resist heat buildup and have 3-sided flattened shank. 
All Irwin 4" shanks are quick change. Milwaukee bits with JAM-FREE performance feature a dual-flute design. 
IRWIN IRWIN 
UNIBIT UNIBIT 
IRWIN HSS | IRWIN IRWIN HSS | IRWIN 
UNIBIT | Titanium) UNIBIT MILWAUKEE UNIBIT | Titanium) UNIBIT | MILWAUKEE 
No. of HSS Nitride | Cobalt HSS No. of HSS Nitride | Cobalt HSS 
Hole Shank Step Size Overall Item Item Item Item Hole Shank Step Size Overall Item Item Item Item 
Sizes Size Thickness Range Length No. No. No. No. Sizes Size Thickness Range Length No. No. No. No. 
1 V4" — A 194" 4A950 — — — 9 56" 3mm /mmto28.3mm_ —_ 22%" — — — 48UT22 
1 ¥e" — fe 2 41GR88 — — — 10 6" Ae Ya" to 15%" 3%64" — — — 19RK76 
1 ¥e" Ye" 7s’ with Steps 21% 4" — — — 19RK78 10 Y;" Ve" Va" to 19%" 38 3UMJ7 _ _ _ 
1 Ye" — fe 2'%2" | 4A951 — — — 12 56" 32" As to“ 254" — — _— 19RK75 
1 As — 1%" 27 4A952 — — — 12 ¥e" Ve Ae to “A LA 6A922 _— — — 
2 Va" S32" ¥' to Va" 2 V0" — — — 19RK77 13 Va 32" Ve" to 2" 3%4" — — — 19RK72 
2 Ye" Ye %' to 1%" 2°Ye4" — — _— 19RK80 13 Ya Yao" Ve" to V2" oe 4A946 | 4XK66 | 2CJR3 _ 
2 ”6' — Zs' to 1¥8' 3" 4XK52 — — — WESTWARD 
3 Jf" Ye" ZR to 12" 3464" — — — 19RK81 HSS Bright 
5 Jf" He Z' to 19%" 3Ve — — — 19RK82 Size Item 
6 Ya Ys. Ae to 7 3%6a" = — = 19RK73 No. of Hole Sizes Shank Size Step Thickness Range No. 
6 V4" Ver Ae to V2" 3% 4A949 | 4XK67 | 2CJR4 — 5 Al He" 7 to 155" ON141 
8 ”e Ve %e' to 1" 3 4A947 — 2CJR8 — 9 Hi Vg Vi" to Va 19N124 
9 3" /32" Ya" to V4" 23/%a" — —_ — 19RK74 9 Al Hg "to 1 {ON142 
9 Ye “ve Ya" to V4" 2y4" = = 2CJR5 = 12 Se. Ve As to “% 19N127 
9 Ye" Ae Yo" to 1" 31%4" _— _— — 19RK79 
Item 
Description Drill Bit Sizes Included Brand No. 
High Speed Steel 
2-Pc. step Drill Bit Set Ye, V8. Milwaukee 451N45 
2-Pc. Step Drill Bit Set Hie, “a Milwaukee 451N44 
3-Pc. step Drill Bit Set Ye' to Y2, V6 to ¥', Y4' to 4 Irwin Industrial Tool Co. 41GR65 
3-Pc. Step Drill Bit Set, Double Flute Ye to '', Ve to 2’, Ye to “ Milwaukee 19RK83 
3-Pc. Step Drill Bit Set, Double Flute Cutting Edge, Ve", ¥a2', Vie, 2, V4", ¥32, Ye, 132’, Ve", 1332, Ae, Westward 6EXN2 
3 Flatted Shank, Non-Skid Self-Starting Tip ee cee 4 Ae Bn mae ay ie a, Le — 
“HD: 8", 32, 716, 32, ¥4, ¥a2', Ae, V2", ¥', '¥32", Ae, '¥2', V2", He, ; whe 
3-Pc. Step Drill Bit Set, UNIBIT Vai. 5g", ¥5", he, Vo", Va". 56", Va", Tage, Vo". Yet, Ye", Wig! Va! Irwin Unibit 4A954 
4-Pc. Step Drill Bit Set, Double Flute Ys to 2’, He to”, “, “% to1¥e Milwaukee 19RK84 
ets Step Drill Bit Set, Double Flute Ys' to V2", He to “', ¥3 to ¥2', “', Y' tol’, % tol Milwaukee 19RK85 
obalt 
1 Di Ve", 2", Vie, 22, V4, ¥32, Ae, '¥32, Ve, 32, Ao, 2, 2, Ae, on HInihi 
3-Pc. Step Drill Bit Set, UNIBIT VA" Ve", ¥" 6", Ya" VA" Ve", ¥" Ae, Yo" Ve", 9" V6", ¥Y," Irwin Unibit 2CJR9 


HSS and Cobalt rT paukee 
Drill Bits and Sets 2 ER * wesrwarp’ 


DeWalt—Bit sizes up to '%4" are split Milwaukee—Precision start bits have parabolic flute that 
point; sizes 6" and larger are Pilot Clears chips faster. 


Point”. Pilot Point tips start on contact for Wetward'®©—Bit sizes smaller than 14" have split point; sizes 


clean, accurate holes and reduce lock-up sy, inches 

; . ¥g" and larger have grooves and split point. Groove design pom 
oe b reakthrough. Cobalt tips are for use In breaks up chips for faster and more accurate drilling. 
Stainless steel and other hard metals. 





No. 5TG10 














MILWAUKEE 
DEWALT HSS DEWALT COBALT | TITANIUM COATED a da 
Overall Item Item Item 
Drill Bit Size Drilling Depth Length No. No. No. 
VAg i T/o" Tp | * — — 
‘ain 136 2h SrGit = = WESTWARD 
Ae in 2/6 3 vin 51G12 = = : a COBALT STEEL 
Tan CEA Ain 5TG13 = = rac. Drilling Overall Item 
Size Depth L 0. 
Ae in 38%6° 4% in 5TG14 — — Vie" 7a Tih 38AV88 
¥e in 3%" din oTG15 45CY97 _— oa" i vy 38AV89 
Ae in 46" 5 59/100 in 51G16 — _— ¥30" 1Y%," 24" 38AV90 
%in AVp" 6 in 51G17 — — Tes 1h" 295" 38AV91 
Ve in 5%q" 1 2% in — 45CY83 — a 1 oo saves 
yn ut j — — 64 4 8 
ye in ri 2 oa in — a — 732. a 378 38AV94 
7 1V6q" 23" 3%" 38AV95 
%a in 1% 2 3%a in — 45CY86 — i i oe 
Ve 2%6 3% 38AV96 
Yin 1%a" 2 '%e in — 45CY87 _ Tag" OV" 3y;" 38AV97 
%a in 1% 2 2%30 in — 45CY88 —_— Yi 03/4" 4 38AV98 
%2 in 13% 4" 3 %a in = 45CY89 = 6" 356" Ai," 38AV99 
1¥éq in 13% 4" 3 %e6 in _— 45CY90 _— a" 354" 5" 38AW01 
%e6 in 145%" 3 Yin — 45CY91 — Ae 46 5Y," 38AW02 
1¥64 in 15564" 3 39%a in — 45CY92 — Ya Ay," 6" 38AW03 
72 in 1 2%2" 3 '1%e in — 45CY93 _— No. of Item 
1564 in 2" 3 2%2 in —— 45CY94 — Pieces Includes Brand No. 
YW in 2'%64" 4in — 45CY95 — HSS Drill Bit Sets 
Ye in 23% 4" 4 3% in — 45CY96 — 14 Ye to V2" DeWalt 53DR65 
Ae in 4" 5 Yq in — 45CY98 — 21 Ye’ to Yo" DeWalt 53DR64 
YW in 3240" 6 %a in — 45CY99 — 1) each “ie' to 
¥%a in D5, 3 7 in = = 451155 a 1s" Storage Gag, weetwaie_mNbeet 
¥0 in 25/6" 4% in = = 45L156 29 Ye to V2" DeWalt 53DR59 
1%a in 36" 4% in — — 45L157 Cobalt Drill Bit 0) ie (H) 
2264 in 3Y" 4% in — _— 45L158 16, Ve 
aa ao see = = ere 14 each ihe to 98 Westward 100227 
27a in 2315/6" 5 % in _ = 45L160 14 Ys to % DeWalt 45C€Z01 
alt in th 5 : in — = a 4 29 Nene? Westward  10D228 
Wain re Shin — — 45163 29 te" to 0" DeWalt 45¢z02 
* Sold as Pkg. of 2. 
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POWER TOOLS 
Boring, Auger & Self Feeding Bits 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


+o 040 4 0 9% 


No. 4AAT4 


-SS3: ——~- oe FBT ee 


IRWIN. © BOSCH 





No. 1PMT5 . . 
Ship Auger Bits 
Irwin® Speedbor®—Welded chromium alloy cutting edges do not break when 
striking nails. 

IRWIN. BOSCH No. 5EEU2 


Wood Boring Bits 


Irwin® Speedbor®—Bits have a tri-flute design for faster drilling and chip 
ejection. Innovative cutting spur leaves a smooth, clean hole. 1%" Quick Change 


Bosch—'Nailkiller" auger bits offer leading-edge technology for wood drilling. 
They are designed for superior performance against nail hits. Double cutter 
and reamer edge provide improved hole quality and deliver additional strength 
during aggressive drilling. 





+ ge Drill Overall Item Drill Overall Item 
hex shanks grip firmly. Bit ae Length Brand No. Bit Size Length Brand Ne 0 
, ; . : Yq" Shank 1¥2" Bosc 44H57 
Bosch Daredevil®—These spade bits are designed for professional users Ve Bosch 44H561 ve 13" “Bosch 44H536 
seeking speed, ease of use, and hole quality. Up to 10X faster than conventional m ie pose Aieg ne irwin speedbor ee 
spade bits. 17%" Bosch 44H512 73 IRWIN 53WC53 
item 7¥' Bosch 44563 ; i vA Bosch aan 
aH Rit Gi Ac 13" Bosch 44H529 Ve : Osc 44H937 
Drill Bit Size No. Item a Item : : 
Adjustable Spade Bits Drill Bit Size No. Drill Bit Size ——_No. sere aoset aati joa —— tn sheedbor 
Irwin Speedbor Flat, 514"L il 4XK98__ Wood Drilling Bits The! 17 Irwin Speedbor  4KYP8 WA IRWIN 53WC31 
Hs to1¥' __AXK79 WA 4xk99__ Bosch DareDevil 6 ve" 17" |rwin Speedbor  4AATS WA Bosch 44H572 
ii ib i al ve 380008 Vi TV Bosch 44H560 17" Irwin Speedbor _ 4AAU4 
Bosch DareDevil Stubby, 1% 4XL02 “6 380909 5c" Shank 17 15" Bosch 44H522 
4" Overall Length Irwin Speedbor Flat, 16"L ba 380910 aA Bosch AH564 aA IRWIN 53WC54 
‘ BEETS ie ails as rea yi 73 Bosch 44H530. 1s’ 17" Irwin Speedbor _ 4KYP9 
7 a oi 173" Bosch 44H514 174" Bosch 44H523 
7 SEETS 76 1PMP7 Z18 380913 |e" Shank A IRWIN 53WC52 
oe Seer th ise ips rae 3% 17" Irwin Speedbor  4AATA 75" Bosch A4H573 
7 SEETS 7: 4PNRI oA 38C916 7% Bosch 44H565 1%" is Bosch 44H539 
7 137,20 9/,<" 13" Bosch 44H531 if” Irwin Speedbor _ 4AAU5 
1% SEET9 Wood Boring Bits v6 380917 “1° 47" —~Trwin Speedbor  4AAT6 178 Bosch A4H524 
14%" 5EEU0 Irwin Speedbor Max, 6"L % 380918 1775! Bosch 44H515 V5! IRWIN 53WC51 
ia SEEU1 Ae SELP7 ig 380919 7% IRWIN 53WC45 TV Bosch A4H574 
Irwin Speedhor Flat, 6"L Ya" 1PMT1 | 380920 7¥5" Bosch 44H566 41/4" 13" Bosch 44H540 
in APU a oENTS if cree % 13" Bosch A4H532 17" Irwin Speedbor  4AAU6 
a eo 13 ° 17" Irwin Speedbor —_ 4AAT7 17%" Bosch 44H525 
78 SXK93 Aig oELPO as g80223 17% Bosch A4H516 TV" Bosch 44H575 
Ae 1PMN8 iL 1PMTS Zz ___, Suug24 7%! IRWIN 53WC50 . aT Bosch A4H541 
a AXK94 "Mie! SELRO Bosch DareDevil 16 TVs" Bosch a4H567_ +|'% ~~47"—~Trwin Speedbor  4KYR1 
a Trae ue TEM Ts Overall Length ___, ase Ye __ 13" Bosch A4H533 1772" Bosch A4H526 
iy, ; 4PMP4 7 4PMT5 : v5 38C926 17" _ Irwin Speedbor _ 4AAT8 7" Bosch 44H576 
vp AXK9G +75" SELR? oi! 38C927 177" Bosch 44H517 1" is Bosch 44H542 
ae ed ca 7¥' IRWIN 53WC42 17" Irwin Speedbor  4AAU7 
ae aver i Frias ms soege TV Bosch 44H568 17% Bosch A4H527 
Ve 4PMP3 1" SELRA 7: 38C930 ya! 13" Bosch 44H534_ 15%" 17"_ Irwin Speedbor 6DMA1 
uid 2 17" Irwin Speedbor  4AAT9 13" 17" Irwin Speedbor 6DMA2 
No. of caren Item 17%" Bosch 44H518 2" 17" Irwin Speedbor _6DMA3 
: Pieces Drill Bit Size No. TV IRWIN 53WC49 
Spade Bit Sets | : 7% Bosch 44H569 
Bosch DareDevil Stubby, 6"L 13/6" 13 Bosch 44H535 
6 a 2 ne - me i -_ SEEUS 17" Irwin Speedbor  4AAU1 
44H51 
13 ett 1 Ve" 1 134" qi" 5EEU2 17% Bosch 519 
Irwin Speedbor Flat, 6"L OIE x03 
6 8", 0" Ye" 4" Pe : 4 = _ 
Bosch DareDevil ue civ cemm e DD 
2,974, 
Bosch DareDevil, w/Extension No. 6DLZ3 
7 Ts" Ve" Sh", Va", Ve, 1 3YDZ2 
Coen oan Beets c Overall Item 
rwin Speedbor Flat, 6" Drill BitSize Shank Size Length No. 
13 ee ay 4PMR2 IRWI N. Wood Drilling Bit i 
16 4 16 8 V6 » Tih6" Ae" 18" 6DLZ3 
3 6,01 emt? | Pole Auger Bits Mie 78 i’ 6DLZ7 
Overall Item Yq" Ae 29" 6DMA0 
Description Length (in.) No. = Can be resharpened Sie" Ae. Ie: 6DLZ4 
Extensions a Screw point 136" “Ag 18" 6DLZ5 
Bosch DareDevil 6 380931 . Ye ”e 29" 6DLZ6 
Bosch DareDevil 12 380932 = Hex/impact shank TH" 5/5" 18" 6DLZ9 


Self-Feed Bits, Extensions, and Kits 1" IRWIN. @ BoscH 








MILWAUKEE | IRWIN BOSCH Mfr. Item 
Drill Item Item Item Description Brand Model No. 
Bit Size No. No. No. As" Hex Shank Extensions 
Self Feed Bits o'L Milwaukee 48-28-4001 20505 

i 1AKB4 53WC32 44H577 Web Milwaukee 48-28-4006 20506 
14% 4GY77 53WC35 | 44H578 18'L Milwaukee 48 28 4011 20507 
1" 4YE32 53WC34 44H579 5Y'L Milwaukee 48-28-1030 45L177 
1% 4GY76 _ 44H580 pas Milwaukee 48-28-1040 45L178 
1% 2VFY6 _ _ 18'L Milwaukee 48-28-1050 45L179 
1¥," 4YE34 53WC33 44H581 24'L Milwaukee 48-28-1060 45L180 
EA 4GY78 | 53WC36  44H582 Mtr. item 

2 TAKB5 O3WC38 | 44H583__—Ss Description Includes Brand Model No. 
248" 3XU97 53WC40 | 44H584 Bit Kits 
24 4CU99 O3WC39 | 44585 Plumbers: 2» 1", 14", 1%" Auger Bits, 134", 2V0", 2%e! 
aATS ACY12 = 44086 Dia. Self-Feed Bits, 51" One-piece Shank and Milwaukee 49-22-0065 20513 
2/6 2VFZ1 — = Coupling—Extension and Carrying Case. 

a 20493 53WC41 44H587 Gontacais 1" 1%", TVs, TV", THs", 24", 2%6" Dia. 
3%" 1¥824 — A4H588 A MNACIOIS’ Self-Feed Bits, 51" One-Piece Shank and Milwaukee 49-22-0130 20515 
3% — o3WC43 — Coupling—Extension and Carrying Case. 
4%" 20494 — 44H589 
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POWER TOOLS 
Hole Saw Kits 





No. 1VXK2 





Pay Mile 


Hole Saw Kits 


Bi-metal kits have M3 high speed steel cutting edge with a hardened steel backer. Carbide 
kits have a carbide-tipped or carbide grit cutting edge with a hardened steel backer. 





No. 3EJD7 


Includes 


(1) Pilot Drill 29VU93 
Mandrel, Drilling Template Guide, Adapter 


(2) Arbors, Case 
Arbor with Pilot Bit, Additional Pilot Bit, Arbor Spacer, Arbor Adapter, Hex Key 


No. of Range of 
Pieces Saw Sizes 
Cylindrical Lock Installation Kits 
Bi-Metal 

3 1" to 243 
Steel 

5 1" to 24 
Electrician's Hole Saw Kits 
Bi-Metal 

8 3 to 22" 
High Speed Steel 

9 Zs" to 134" 

9 2' to 42" 


11 7" to 22" 
16 Ys" to 494" 


Steel 

9 7 to 2" 

9 7 to 2" 
Hole Saw Kits 
Bi-Metal 

15 ¥4" to 3° 
Carbide Grit 

11 ¥4' to 2" 


Locksmith's Hole Saw Kits 


Bi-Metal 

8 Ze to 24" 
High Speed Steel 

9 Ze to 24" 
Steel 


13 ¥4" to 22" 
MRO Hole Saw Kits 
Bi-Metal 

7 3" to 142" 

8 ¥4" to 24" 


0 Ya" to 1 Ye" 


11 Ys" to 22" 
12 Ys" to 21/2" 
13 ZR" to 412" 
14 Ya" to 3° 

19 Ya" to 2 Y2" 
15 Ya" to 42 
19 Ya" to 42" 
19 Ya" to 42 
24 Ya" to 45/4" 
26 Ya" to 42 
29 Ya" to 45/4" 


ss 


30 ¥" to 6 
Carbide Tipped 
8 Zs’ to 22" 


8 7% to 22" 


10 2%" to 4%" 


11 Ya" to 24" 
High Speed Steel 

13 Sa" to 242" 

16 Sa" to 242" 

29 Sa" to 494" 
Steel 

3 Ze‘ to 1%" 


Plumber's Hole Saw Kits 


Bi-Metal 
8 Sa" to 2A" 
High Speed Steel 
9 4" to 1%" 
11 4" to 24" 


11 1%" to 4%" 


17 ¥4" to 4" 
Steel 

9 Yq" to 2V4' 

9 Yq" to 2V4' 


Refrigeration Hole Saw Kit 


High Speed Steel 
7 %' to 28" 


Welder's Hole Saw Kit 


High Speed Steel 

9 ¥4" tO 2' 
Wood Hole Saw Kits 
Steel 


7 2%%' to 3%" 


GRAINGER. 
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ITT 


Arbor with Pilot Bit, Additional Pilot Bit, Hex Key 
(1) “s' Hole Dozer™ Bi-Metal Hole Saw, (1) 1%" Hole Dozer™ Bi-Metal Hole Saw, (1) 1%" Hole Dozer™ 
Bi-Metal Hole Saw, (1) 1%" Hole Dozer Bi-Metal Hole Saw, (1) 2" Bi-Metal Hole Saw, (1) 2%" Hole Dozer™ 
Bi-Metal Hole Saw, (1)-3/8" Hex Shank Arbor, (2) 31%" Pilot Bit, (1) %" Hex Key, (1) “6 No wobble Arbor 
¥g and ‘As’ Hex Arbors with Pilot Bits; (3) Additional Pilot Bits and Hex Key 


Small Quick Change Mandrel, Large Quick Change Mandrel, Replacement Set 
Small Quick Change Mandrel, Large Quick Change Mandrel, Replacement Set 


(2) Arbors 29VU99, 29VX02 with Pilot Drills, (1) 12" Ext. 29VX04, (1) Ejector Spring 
(9) Hole Saws, (2) Arbors with Pilot Bits 


(2) Arbors (Mfr. No. M24C, M45PC), Black Plastic Case 
(2) Arbors with Pilot Bits, Hex Key 
Small Quick Change Mandrel, Large Quick Change Mandrel, Replacement Set 


(5) Hole Saws and (1) arbor with Pilot Drill, (1) adapter nut 
(6) Hole Saws and (2) arbors with Pilot Drill 


(2) Pilot Bits, Arbor, Spacer Adapter, Hex Key, Case 


(9) Hole Saws and (2) Arbors with Pilot Drill 
(2) Arbors, (1) 12° Ext., and Case 
(10) Hole Saws and (3) arbors with Pilot Drill 
(11) Hole Saws and (2) Arbors with Pilot Drills, (1) 12° Extension 
(4) 4" Pilot Drills 29VU93, (1) Flat Head Screwdriver, (1) 12" Extension 29VX04 
(12) Hole Saws and (2) arbors with Pilot Drill, (2) extra Pilot Drills 
(3) Arbors, (1) 12" Ext., Case 
(15) Hole Saws and (2) arbors with Pilot Drill, (1) 12" Extension 
(20) Hole Saws and (2) arbors with Pilot Drill, (1) 12" Extension, (2) extra Pilot Drills 
(13) Bimetal Hole Saws, (9) Grit Hole Saws, (2) Arbors with Pilot Drill, (4) Extra Pilot Drills 
(16) Bimetal Hole Saws, (9) Grit Hole Saws, (2) Arbors with Pilot Drill, (3) Extra Pilot Drills 
(1) 12° Extension, (3) Arbors With HSS Pilot Drill, %4" Round Shank %-20UNF, “e" Hex Shank 12- 
20UNF, “Ac" Hex Shank %-18UNF, (2) %4'x110mm HSS 9341 Pilot Drills, Aluminum Case 


(6) Hole Saws and (2) arbors with Pilot Drill 
(6) Carbide Tipped hole saws and (2) Arbors with Pilot Drill 
2%" Cutter, 2%" Cutter, 2%6' Cutter, 3" Cutter, 3%" Arba 44" Cutter, Arbor with Pilot Bit, File, (2) Pilot Bits 
rbors 
(2) ¥8' Hex Arbors with Pilot Bits, Hex Key, (2) Additional Pilot Bits 
¥e and “e' Hex Arbors with Pilot Bits; (2) Additional Pilot Bits, Hex Key 
(1) ¥8 and (2) “As Hex Arbors with Pilot Bits, (3) Additional Pilot Bits, Hex Key 


(3) Metal Carbide Hole Saws, Replacement Bit w/Spring, Hex Wrench 


(2) Arbors (Mfr. No. M44C, M45PC), Black Plastic Case 
Arbor with Pilot Bit, Arbor Spacer, Arbor Adapter, Additional Pilot Bit, Hex Key 
¥e and Ae’ Hex Arbors Arbors wtih Pilot Bits, (2) Additional Pilot Bits, Hex Key, Adapter, Spacer 
Arbor with Pilot Bit, (3) Additional Pilot Bits, Hex Key 
¥g and “e' Hex Arbors with Pilot Bits, (3) Additional Pilot Bits, Hex Key 
Small Quick Change Mandrel, Large Quick Change Mandrel, Replacement Set 
Small Quick Change Mandrel, Large Quick Change Mandrel, Replacement Set 
(2) Arbors with Pilot Bits, Hex Key 
(2) Arbors with Pilot Bits, Hex Key 


(3) Hole Saw, Quick Change Mandrel, (3) Self Feed Pilot Bits 





No. 1LPR4 






Scan. Order. Done. 
Details on page A1. 


Application 


Wood 
Wood 


Metal 


Metal 
Metal 


Metal 
Metal 


Wood 
Metal 


Wood 
Specialty 


Metal 
Wood 
Wood 


Metal 
Metal 
Genera 
Purpose 
Metal 
Metal 
Metal 
Metal 
Wood 
Metal 
Metal 
Metal 
Metal 
Metal 
Metal 


Metal 


Metal 
Metal 
Wood 
Metal 


Metal 
Metal 
Metal 


Metal 


Metal 
Metal 
Metal 
Metal 
Metal 
Metal 
Metal 
Metal 
Metal 


Wood 


Find even MORE on Grainger.com® 


No. 489P12 


Max. 
Primary Saw Cutting 


Depth 


12 
19/4" 


1%," 


1%" 
1%" 


1%" 
1%" 


14" 
14" 


1%," 
12% 


172! 
1%" 
194" 


12° 
12° 


1%" 


17 
1H" 
17" 
i 
vA 
17" 
WA 
17" 
17" 
17" 
17% 
1¥" 
1H 
17%" 
2V;' 
17 
156" 
154" 
154" 


Ti 


1. 
1%" 
1%" 
1%" 
1%" 
19/4" 
19/4" 
1%" 
1%" 


2A 











Brand 


Westward 


DeWalt 


Westward 


Milwaukee 
Milwaukee 


Milwaukee 
Milwaukee 


DeWalt 
DeWalt 


Westward 


Morse 


Westward 
Milwaukee 


DeWalt 


Morse 
Morse 


Milwaukee 


Morse 
Westward 
Morse 
Morse 
Westward 
Morse 
Westward 
Morse 
Morse 
Morse 
Morse 


Westward 
Morse 
Morse 


Milwaukee 
Morse 


Milwaukee 
Milwaukee 
Milwaukee 


DeWalt 


Westward 
Milwaukee 
Milwaukee 
Milwaukee 
Milwaukee 
DeWalt 
DeWalt 
Milwaukee 
Milwaukee 


DeWalt 







Mfr. 
Model 


D180004 


49-22-4088 
49-22-4092 


49-22-4095 
49-22-4105 


D180002 
DWA1802 


MHSG100 


49-22-4074 
D180005 


MHSO5M 
MHSO04P 


49-22-4006 
MHS100 


MHSOB8E 
MHS08I 


MHST6P 


MHSO6I 
MHS23M 
MHSPLUO1 
MHSELEO1 


MHSO02E 
MHSTO2E 
49-56-9290 
MHST100 


49-22-4025 
49-22-4175 
49-22-4185 


DWACM1802 


49-22-4138 
49-22-4145 
49-22-4142 
49-22-4155 


DWA1801 
D180001 
49-22-4079 


49-22-4076 





Item 
No. 


29VX11 
oTYo/ 


1VXK2 


36FX73 
36FX74 


3EJD7 
110837 


6UT74 
29D238 


29VX15 
O4HN56 


126707 
36FX77 
1LPR4 


93 WM38 
o3WP29 


489P12 


93WP26 
1VXK3 
93 WM61 
o3WM40 
29VX23 
93 WMS2 
1VXK4 
93 WM62 
93 WM67 
J3WP34 
o3WP33 


12G709 


93 WM39 
o3WL80 
483K84 
o3WL81 


110836 
110839 
3EJD9 


44YX82 


126708 
36FX79 
110838 
36FX76 
3EJD8 

29DZ37 
6UT72 

36FX78 


36FX79 


DWAFVO/7SET 49JR03 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” POWER TOOLS 
Find the wy. Find Solutions. Find Great Prices. Hole Saws 





No. 
54HP16 





No. 53WP15 





No. 12Y449 





No. 29DZ24 


milwanee DOZER 
Heres * a te 


Morse 


THE M. K. MORSE COMPANY 


DEWALT log Be 





Bi ; r S No. 46685 
imetal Hole Saws — Te Mi quiet 
Cut holes in wood, plastic, or any machinable i Viorse § 403 Mie 
metal. Hole saws with built-in arbor include 6" 
hex arbor and require pilot drill No. 53WM37, Carbide Hole Saws 
see page 708. Hole saws without built-in arbor 
require arbor, (ordered separately). Pilot drill is mon nereTe CARBIDE GRIT 
included with arbor. For use with ceramics, fiberglass, hardwoods, cast iron, and composites. 
MORSE w/ | MORSE w/ | WESTWARD | DEWALT w/ | MILWAUKEE Separate arbor required. 
out Arbor uilt-In Arbor w/out Arbor out Arbor w/out Arbor 
Item Item Item Item Item CARBIDE- TIPPED 
say Dia. awl i sintid sana sana sees For use with fiberglass, particle board, asbestos board, plaster, and Formica®. 
41n . 
5 in 53WM42 54HP10 29VT97 29DY87 3EPX1 Separate arbor required. 
% in 53WM48 54HP14 29VU02 29DY92 3ERF4 MILWAUKEE MILWAUKEE, 
%e in 53WM41 54HP09 29VT96 29DY86 — MORSE w/out Arbor | w/out Arbor MORSE, w/o Arbor w/o Arbor 
16 in 53WM44 54HP11 29VT98 29DY88 12R996 Saw Item Item Saw Item Item 
13g in 53WM47 54HP13 — 29DY91 12R997 Dia. No. No. Dia. No. No. 
1%6 in 53WM49 — — 29DY93 12R998 Carbide Grit Carbide Tipped 
1 %e in 53WM53 54HP17 29VU05 29DY95 12R999 ¥ in — 12Y449 Ya" 53WL83 466J85 
1 %in 53WM68 54HP25 29VU12 29DZ03 3TGN4 7 in = 12Y450 13/5" 53WL84 = 
1% in 53WM57 54HP21 29VU08 29DY98 3TGN2 1 in — 12451 7A 53WL85 466J86 
1% in 53WM54 54HP18 29VU06 29DY96 3TGN1 1 ¥% in — 12Y452 a 53WL87 466J87 
1 %e in 53WIM56 54HP20 29VU07 29DY97 127001 1% in — 12Y453 Te 53WL88 = 
1% in 53WN89 54HP29 29VU16 29DZ07 3TGNG 1% in — 12Y454 1%" 53WL89 466J88 
1% in 53WM63 54HP23 29VU10 29DZ01 3TGN3 1% in — 12Y455 1%" 53WL91 466389 
1% in 53WM70 — — — — 2 in — 12Y456 16" 53WL92 — 
1 %e in 53WMG60 54HP22 — 29DY99 12T002 2 Va in — 12Y457 134" 53WL93 466J90 
1% in 53WN87 54HP27 29VU14 29DZ05 3TGN5 2 Vin — 12Y458 THe 53WL94 — 
1 %e in 53WIM66 54HP24 — 29DZ02 12T003 Tungsten Carbide Grit 1%" 53WL95 466J91 
1% in 53WN92 54HP31 = 29DZ09 3TGN7 %e in 54HN61 = 15" 53WL97 = 
1 %e in — 54HP26 — 29DZ04 12T004 ¥, in 54HNG60 — 13; 53WL99 466J92 
1 1%e6 in 53WN88 54HP28 — 29DZ06 12T005 7 in 54HNG62 — 17’ 53WMO02 466J93 
1 1%6 in 53WNO1 54HP30 = 29DZ08 12T006 1 ¥% in 54HNG66 — a 53WMO03 466J94 
Tin 53WM51 54HP16 29VU04 29DY94 3TGL9 1 Ve in 54HNG65 = V6" 53WM04 = 
2 Ve in 53WN95 54HP33 = 290211 12T007 1% in 54HNG8 = 21%," 53WMO05 = 
2 ¥ in 53WP03 54HP38 29VU25 290215 3TGP2 1 %e in 54HNG69 _ 214" 53WMO06 466J95 
2 V4 in 53WN98 54HP35 29VU22 290213 3TGP1 1 ein 54HN71 — 23%" 53WMO08 466J96 
2 ¥ in 53WN96G 54HP34 29VU21 290212 3TGN9 1 ¥% in 54HN74 — 215" 53WMO09 466J97 
2 ¥ in 53WP08 54HP41 29VU28 290219 3TGP4 1% in 54HN78 = 25h" 53WM11 = 
2 % in 53WP01 54HP37 29VU24 290214 12T009 1 in 54HN64 = 29a" 53WM12 = 
2 %e in 53WN99 54HP36 29VU23 = 12T008 1 Yin 54HN72 = 21h 53WM13 = 
2 ¥% in 53WPO05 54HP40 29VU27 290217 3TGP3 1% in 54HN70 — g 53WM14 466J99 
2 7% in 53WPO09 54HP42 — 290220 12T011 1% in 54HN76 — 31," 53WM16 — 
2 %e in 53WP04 54HP39 = 290216 127010 2 Ve in 54HN80 = 315" 53WM18 = 
2 in 53WN94 54HP32 = 290210 3TGN8 2 ¥ in 54HN84 = 354" 53WM19 = 
3 in 53WP15 54HP47 29VU34 290225 3TGP7 2 ¥ in 54HN87 = 394" 53WM20 = 
3 Vs in 53WP13 54HP45 29VU32 290223 3TGP6 2 ¥ in 54HN88 — 4" 53WM22 — 
3 % in 53WP12 54HP44 = 290222 127012 2 7% in 54HN89 = AiR 53WM23 _ 
3 % in 53WP17 54HP49 = 290227 127014 2 in 54HN79 — Ayj;' 53WM24 — 
3 % in 53WP14 54HP46 = 29DZ24 127013 2 Vin 54HN85 = As; 53WM25 = 
3 ¥% in 53WP16 54HP48 29VU35 290226 3TGP8 2 Vin 54HN81 = Ai, 53WM26 = 
3 in 53WP18 54HP50 — 290228 127015 2 Va in 54HN82 — A3/;' 53WM27 — 
3 in 53WP11 54HP43 29VU30 290221 3TGP5 3 Vs in 54HN92 _ 5" 53WM28 _ 
4 Vin 53WP24 — — 29DZ32 3TGR3 3 in 54HN94 — 6" 53WM31 — 
4 Vs in 53WP22 = = 29DZ31 3TGR2 3 ¥% in 54HN95 = 
4 ¥ in 53WP21 = = 29DZ30 3TGR1 3 ¥% in 54HN96 = 
4% in 53WP25 = 29VU43 290233 3TGR4 3 in 54HN90 = 
4% in 53WP23 — — — 127016 Ain 54HN98 — 
Ain 53WP20 54HP51 29VU38 290229 3TGP9 4 ¥ in 54HN99 — 
5 ¥ in 53WP30 = 29VU46 290235 = 4 V4 in 54HP01 = 
5 V4 in 53WP28 = 29VU45 = — 4% in 54HP04 = 
5 ¥ in 53WP31 = = = = 4 vin 54HP03 = 
5 in 53WP27 — 29VU44 290234 3TGR5 5 in 54HP05 — 
6 in 53WP32 — 29VU48 29DZ36 3TGR6 6 in 54HP08 — 
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POWER TOOLS 
Hole Cutters & Saws 


Scan. Order. Done. 
Details on page A1. 









No. 
13N969 


£05 Morse ‘ilo’ 


* 
DEWALT 
Hole Saw Accessories 





Fits Hole Thread Pilot Drill Item 
Shank Size Shank Shape Saw Dia. Size Included No. 
MORSE Steel Hole Saw Arbors 
For Use With Bimetal Hole Saws 

Ya" Hex %e' to 16" Y"-20 — 53WM32 

Ae Hex 1%" to 6" ¥"-18 — 53WM36 

7" Hex %e' to 16" Y"-20 — 53WM33 

For Use With Carbide and Bimetal Hole Saws 
3" Hex 1%" to 6" Y"-20 — 53WM34 
3" Hex 1%" to 6" ¥%"-18 — 53WM35 
Milwaukee Threaded Hole Saw Arbors 

Ya" Round Up to 1%e" Va"-20 — 13N969 

¥" Hex Up to 1%" Y"-20 3Y087 3TGR9I 

Ue Hex Up to 1%6" Y"-20 3Y087 5TJC8 

Milwaukee Hole Saw Arbors 

Ae" Hex 1%" and Larger ¥'-18 3Y087 3TGT4 

37" Hex 1%" and Larger ¥%"-18 3Y087 5TJC9 

”e Hex 1%" and Larger %'-18 3Y087 5TJDO 

Ae" Hex 1%" and Larger ¥'-18 3Y087 3Y079 

Westward Hole Saw Arbors 
For Use With Bimetal Hole Saws 

Ya" Round %e' to 16" Y"-20 29VU93 29VU95 

3" Hex %e' to 1%6" Y%"-20 29VX08 29VU96 

3" Hex 1%" to 6" ¥"-18 29VX08 29VU98 

Ae. Hex 1%" to 6" ¥"-18 29VU93 29VX02 

DEWALT Hole Saw Arbors 
3" Hex 1%" to 3" ¥"-18 2KLL3 Or 2KLL4 2KLL3 
¥" Hex %e' to 16° Y"-20 2KLL3 Or 2KLL4 2KLL4 
DEWALT Bi-Metal Hole Saw Arbors 
Un Hex 1%" to 6" ¥"-18 — 4KW62 
DEWALT Carbon Steel Pilot Drill Bits 
For Use With DEWALT(R) Flexvolt Carbide Hole Saws 1%2" to 614" 

Ae Hex 13," — — 49JP87 
Shank Overall Item 
Shape Pilot Drill Size Length For Use With No. 

Ya" High Speed Steel Pilot Drill Bits 
Morse 
Round ' dia. x 3%2'L  3%2" MHS, MHSA, MHSG, MHST Hole Saws 53WM37 
Round V'dia.x3%2'L 3%2" MHS, MHSA, MHSG, MHST Hole Saws 53WP35 
Milwaukee 
3-Flat Ya dia.x3¥2L 3% Milwaukee Hole Saws 3Y087 
3-Flat Ya" dia. x 4" L 4" Milwaukee Hole Saws 3Y083 
Westward 
Round Ya" dia. x 4" L 4" Mfr. No. 29VU95, 29VU99, 29VX02 29VU93 
1-Flat Ya" dia. X 3" L oO No. 29VU94, 29VU96, 29VU98 29VX08 
Yq" Pilot Drill Bits 
Milwaukee 
3-Flat Ya" dia. x 4° L 4" Milwaukee Hole Saws 13N970 
DeWalt 
1-Flat Ya" dia. X 3° L a Mir. No. DW1805, DW1810 2KLL1 
3-Flat Ya" dia. x 4° L 4" Mir. No. DW1800, DW1803 2KLL2 
1-Flat Yq" dia. xX 2.4 2 Mir. No. DWACM1808 44YX99 
1-Flat_ —-¥e' dia. x 4%'L 4%" DEWALT(R) Flexvolt Carbide Hole Saws 14% to 6%" 49JP86 
Item 
Description For Use With No. 
Morse Carbon Steel Extension Arbors and Spring 
Arbor Extension ‘Aes. Hex Shank Arbors 4XJ26 
Arbor Extension ¥s' Hex Shank Arbors 4VV93 
Hole Saw Spring, Pk. of 5 All A Pilot Drills 4XJ27 
Arbor Adapter, Pk. of 5 ee AXJ23 
Milwaukee Extension and Spacer 
Extension, ¥8 Hex x 12° L For ¥s' Hex Shank Hole Saw Arbors 13N972 
Arbor Spacer Arbor Adapter 49-56-6560 13N971 
Impact Hole Saws Me 
a 4" quick-change hex shank 
= 8 teeth per inch 
Item 
Saw Dia. Max. Cutting Depth No. 
Impact Hole Saws 
Yq" Yar 32PK29 
VE Yer 32PK30 
te i No. 
8 8 
iA i 32PK33 32PK29 
13" Yer 32PK34 
1" Yer 32PK35 
3-Pc. Impact Hole Saw Set 
Pe, 1¥3, 198° YA" 32PK28 
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Find even MORE on Grainger.com® 


DEWALT 


Carbide Hole Cutters 


Milwaukee—For cutting holes in sheet metal. Use with quick arbor 
No. 482566. 


Morse—For cutting stainless steel, steel plate, aluminum, and copper. Include 
pilot bit. Item Nos. beginning with 45F are also for PVC/ABS and plastic. 





No. 482644 


DeWalt—These saws feature durable carbide teeth and deliver fast drilling. An 
ejection spring offers easy plug removal,and a raised shoulder helps to prevent 
breakthroughs. 


MILWAUKEE MORSE DEWALT MORSE 
Ye" Cutting Depth | Ye" Cutting Depth Ya" Cutting Depth | 1" Cutting Depth 
Item Item Item Item 
Saw Dia. No. No. No. No. 

4" 482644 36FV43 44YX80 36FV29 
136" — _ 44YX83 _ 

7 48Z645 36FV44 44YY02 36FV30 

i 482646 36FV45 44YX97 36FV31 
14%" 482647 36FV46 44YX87 36FV32 
1%" 482649 _ _ _ 
1," 482648 36FV47 44YX88 36FV33 
134" 482651 36FV48 44YX90 36FV34 
1¥," 482653 36FV49 44YX95 36FV35 
15%" _ 36FV50 44YY01 36FV36 
13%" 482654 36FV51 44YX84 36FV37 
17%" _ 36FV52 _ 36FV38 

2 482655 36FV53 44YX94 36FV39 
2 Ye" 482656 45FA60 44YX96 _ 
2Y4" 482657 45FA62 44YX91 —_— 
298" 482658 45FA64 44YX89 _— 
2¥2" 482659 45FA66 44YX79 45FC11 
298" 482660 45FA68 44YX81 — 
24" _ 45FA70 _ _ 
27 _— _ 44YX85 _ 

a 482661 _ 44YY04 45FC16 
3" _ _ 44YX93 _ 
35%" _ _ 44YX86 _ 

4" _— _ 44YX92 _ 


Recessed Lighting 
Hole Saws 





No. 110840 
= 1" max. cutting depth ° Mir. Item 
oe eae sR 19-56-0296 T1840 
Tungsten carbide grit saws cut BD 49-56-0300 ‘10841 
, : h By 56: 4 
through abrasive materials SUC On 19-56-0305 110843 
as lath, plaster, and Ceiling tile for 654" 49-56-0310 110844 
quick, easy installation of fixtures. 674 aie Ci em 


£6 Monse 


® THE M.K. MORSE COMPANY 


Diamond Grit Hole Saws 
a 4" max. cutting depth 

For cutting granite, cement board, brick and 
masonry, ceramic tile, marble, fiberglass, and 
laminate flooring. Built-in mandrel. 





Mfr. Item 
Saw Dia. Model No. 
He" DGM03C 40L152 
V4" DGMO04C 40L153 
V6 DGM05C 40L154 
33" DGMO06C 40L155 an 
A DGMO08c 40L156 ‘9° 
78" DGM10C 40L157 | 
Yq" DGM12C 40L158 athe 
1" DGM16C 40L159 
1¥3" DGM22C 40L160 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” POWER TOOLS 
Find the wy. Find Solutions. Find Great Prices. Masonry Bits & Rebar Cutters 













= BOSCH HAZ 
No. 
No. 49XX71 6PTC8 | Hammer Drill Masonry Bits 

4 y y Bosch BlueGranite Turbo™ carbide hammer drill bits are designed with 
/ / / a hex shank for use in today's higher torque hammer drills. Feature 

1 f / an upgraded four-grind head, delivering additional cutting angles for 

i y pgradt grin , delvering g ang . 

/ y / / faster drilling. Multigrind centering tip also provides for precise starts in 

y / J / masonry, block, and concrete. DEWALT bits can power through masonry, 

No. , concrete, rock and more. Feature rock carbide tips that maximize 
6PTCS surface contact for extended bit life and a 4-flute design that cleans 
debris while you work. 














No. 3AEE5 Note: For use with hammer drills. Do not use with standard drills. 
Drill Shank Drilling Overall Item Pkg. 
se Bit Size _— Size L L No. Qty. 
WESTWARD’ — 
Ya Va 4" 6° 53DM29.—s 
Y Vat Va 10' 12” 53DM31 1 
@) BOSCH Ys" we" 4' 6 53DM34 1 
‘XN Vi Vs 4" 6° 53DM36. 1 
Rot Drill 5 3%" 4" 6 53DM38_ 
otary Uri OS SSC«sS*~«~S*C*S 
Glass and Natural M Bit | 
: . asonry bits Vi yw 10 12 53DMa1 1 
; ; : . Blue Granite Series 
Stone Tile Bits High-quality carbide tips for long life. A Vj 5 Zz 46U328 1 
Glass and tile bits have precision tips that | Flat shank prevents bit slippage. For use Yaa! ya 3 6 460329 1 
help with bit wandering and bit walking. with masonry fastening systems/hex ue ms rn a tua 5 
High-quality carbide tips with reinforced sleeve drive tools. Ideal for working with 72" Va 4" 6" 46U332 1 
heads prevent bit cracking. Innovative brick, concrete, and block. e i * ¢ nase 5 
geometry allows bit to drill faster. Bosch Note: For use in standard drills. Do not use in Te 7 10" 19" 46U335 { 
natural stone tile bits are designed for hammer drills or drill presses. Ae Ya 4" 6" 46U336 1 
slate, granite, and specialty tile. These bits Drill Shank Drilling Overall Item ve i a & eae 
oe Dril 6 ; 
provide a multigrind head with multiple ae ae Size Length Length _ No. 5" yi" 4 6" 46U339 1 
edges. They deliver 20% faster drilling in estwar Ye PTE %' Va 3" 10° 46U340 1 
natural stone and tile than standard glass So" Yan’ —SOSSYS*SP TE i A 4 ie 
and tile bits Ae" Yao" 2%" A 6PTC8 a a ; ; 
' Yo’ eS S«CBPTFO wa a) as aL 
Shank Overall. ~—item a Ca an 121) ue ca  —— __ 
Drill Bit Size Dia. (in.) Length(in.) No. VA Jer 4V5"~~-GCGPTDS oe iz th 12 46U345 1 
Bosch Carbide, Natural Stone Tile Drill Bit Vi Je 11V" 13" GPTF5 No. 46U328 "6 V4 7¥%2 8 46U346 1 
ona — _—— 7 Va 10" 12° 46U348 1 
%3 Vs 49XX66 AG ye 23" «4 ~—~—~=«GPTDO 7 a 
Ve 46 ——_49XX67 He Ve «CGP TD Ao < — 
Va Vs ——49XXx68 ve ve 11" 13" _—‘GPTFA a a 
Ve He —~49Xx69 KY <A’ ——=« «PTO a a ee 
HK "Ae — 49x70 Ke *%e 16%" ~—*‘18" —_~GPTES is 6 ee 
V5 Ae —~_ 49XX71 He Ye’ «AS" ~~ GPTTES lb us — a 
Bosch Tungsten Carbide, Glass and Tile Drill Bit V," 35" 25/4" 4" 6PTF6 { "a 10 12 46U354 u 
Vs 6 2 3AEE4 iy SCY «BG SS«CGPTTO ot 
Ve Vs 2° 3AED7 is‘? -11" 13" 6PTD2 , a - aE 
Vi ht 2/7" 3AED8 Vs ‘aa 160" 18" GPTEO re A a 
Ae He 2%" 3AEDS i ~SCO«S*C«Y"~SC*w"SS*«SGPTEG eo - I 
Hi th! 2 SAEEt eT 13" ~—_—«GPTF2 A a a a 
A vA 3¥i" _BAEE2 ye ve 11% 13" —_~‘GPTFA ———— ee 
7 Ws 4" 3AEE3 vi 11% 13" 6PTDI pee 
Hi A 4" 3AEE5 1" 16%" 18" 6PTDG i ee 2 = a 
vi A rf SAEEG mn Ve ve 2° 4° 1ELEA 25 
is a a SAEE7 Yo’ _Yan'——«2Va" ~—«3V5"  SLMUT Ze 2 zs eS 
Item into Ve — Avo" 3VXW3 a a a ‘$i? 
Description No. He" 16" 3%" 5Ys" 3LMV3 "7 i 7 i rm 6" 4KZ99 { 
Bosch Solid Carbide Glass and Tile Drill Bit Set No. of Item ve ee = "Os aLCHi 
4-Pc. ; 1/8", 3/16", 1/4", 5/16" 3AEE8 Pieces Drill Bit Sizes Included _—_—No. 7 7 r i ALCO? ; 
8-Pe. ; Vv, He, V,, Ve, ¥, Va, % And 3DRN1 Westward Bit Sets en ae " " 
¥4" Diameter Bits, Storage Case Hex 3" Lb, Vs" x4" L, a) i) 2 - 6 . TELEG 25 
Bosch Solid Carbide Natural Stone Tile Drill Bit Set fa (2) Ya" x 6'L, Ye" x 6" 6PTC5 = 10" 12" 4LC03 1 
4-Pc. ; %, 6, Vs, V6 Bits 49XX72 L,%'x6'L, ¥'x6"L 8 Ye 16 18 1GEF4 { 
Te 4 4" 6" ALCO4 1 
Te" H 4" 6" ALCO5 1 
7 3 4" 6" 1ELE7 10 
a Vp" 3 10° 12” 4LC06 i 
®) BOSCH A ai ie 18° 1GEF6. 
: | Zi 7 22" 24° 1GEF7 1 
Straight Shank Rebar Cutters No.4Lcoz ta 
ah vi i 4 6" 4LC09 1 
= Carbide-tipped Drill Shank Drilling Overall Item No. vy 77 7 19" 4LC10 1 
Drill through rebar in Bu Sze ame rengin eng aig 6LFJ3 Ui A i 12° 4EBA7 1 
reinforced concrete. A ¥' Q" 12" GLFJ4 No. of A f 12 an 
SDS-plus® shank elimi- "12°18" LEK Cutter tem 
nates need for separate i vA 7 7 —BLEIG Heals Drill Bit Sizes Included Brand No. 
. . = = = = It vets 
se ne si ra 1218" GLKA 2 Vi x 4",3/16" X 3",3/8" x 6°,5/16" x 6" DeWalt 4PC22 
ast and can be use A _# _9__\2_ of , (2) 4° 4" (1) 8x (1) 96 x6 (1) Saunt ama? 
with most common rotary =; —g — 49" ELF Bae Re Sone ae 
g 2 5 Va x 2 x 3", (2) ¥2" x 3° x 6", (2) He x Secu sAHUGEE 
hammers in rotation tw 12" BLU 4" x 6, Vai x 4" x 6", ¥' x 4" x 6 o 
mode. 1 12" GL FKO 2 Wx2"x3', Vex 4'x 6, Vax 4x 6, Hex 4x6", %'x4' x6" Bosch 46U355 
TV 12" GLKA 2 ¥a0"x 2" x3", Vie" x 4" x6", Va’ x 4" x 6", V6’ x 4x 6", 94°x 4x6" Bosch 46U356 
Te 12" GL FK2 2 (3) Yao" x 4" x 6", (3) 6° x 4" x 6 Bosch 46U357 
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Hammer Drills, Rotary Drill and Demolition Hammers Details on page Al. 
Corded Hammer Drills 
= 4" chuck Reversing, AC operation only. No. 3GRF6 
ie SHANK B rl 
features mid-handle design. OSC 
Tool 
Tool Weight Mfr. Item 
Amps No Load RPM Blows per Minute Features Length (lb.) Brand Model No. 
No. 5VC48 7.0  0-2800 0-47,600 ee ant One 10%e" 3.7 DeWalt DWES5010 21RY66 
7.0 0-3000 0-48, 000 Compact Design, Variable Speed Trigger, Dual Mode 11" 4.1. Bosch 1191VSRK 2LDB1 
8.5 0-3000 0-46,000 Dual Mode, Soft Grip, 2-Finger Trigger, Variable Speed 11%" 4.3 DeWalt DW511 5VC48 
8.9 0-1200/0-3200 0-19,550/0-51,000 Variable Speed, Metal Gear Housing 13%° 9.8 Bosch HD18-2 39RY34 
9.2 0-900/0-3000 0-15,300/0-51,000 ' Metal Gear Case, Slip clutch 4 13%" 5.9 Bosch HD21-2 5EEW4 
i ; etal Gearcase, Soft Grip Mid-Handle, ; 
een 10.0 1-1200/0-3500 0-56,000 Mode Collar Selector, Variable Speed 13" 6.0 DeWalt DWD525K 3GRF6 
10.0 1-1200/0-3500  0-56,000 Metal Gearcase, Soft Grip Pistol, Mode 14" 6.0 DeWalt DWD520K 3GRF5 


Collar Selector, Variable Speed 


BOSCH fee 
Corded SDS Plus® Rotary Drills DEWALT 


Solid Bit Core Bit No Load Blows per Tool Tool Mfr. Item 
Capacity Capacity RPM Minute Amps Features Length Wt. Brand Model No. 
Pistol Grip Rotary Hammer Drills 


Ff 1 Dual Mode Selector, Integral Clutch 4 
4 1%" 0-1000 0-4400 6.1 Helps Minimize Torque Reaction 13%" 5.4 Bosch 11250VSR 35KGO01 


; n : ; Pistol Grip Handle, High Performance Motor, 444, 
1 2%" 00-1500 0-5500 8.0 Rotating Brush Ring, Integral Clutch 13%" 5.7 DeWalt D25133K 39RW17 
D-Handle Rotary Hammer Drills 


1" 2%" 00-1500 0-5540 8.0 eee Et VEE niece 17Vs" 6.6 DeWalt D25262K 39RW23 


C3 


® 





No. 39RV99 





" " D-Handle, Aux Handle with Built- 4/1 
1 2%" 00-1300 0-5800 7.5 ___“In Quick Release Depth Gauge 17%" 6.7 Bosch 11255VSR 2LDB3 
No. S4EF82 1v" 2%" 0-1450 0-5350 8.5 ee SEERA BRaen Bia INeoR Gch 17%’ 6.8 DeWalt D25263k 39RV99 
Mfr. Item Kickback Control, Counter Balanced 
P Description Model No. 1%" 2%" 0-1300 0-5100 8.5 ey Ta il ae Hammer 171342" 6.9 Bosch GBH2-28L 54EF82 
ccessories ook, Multifunction Selector 
Bosch Corded Side Handle Drills 
Yo" Chuck w/Key and SDS 4618571014 1UL64 Anti-Rotational Technology, Active Vibration 
Plus Arbor Adapter __ 1¥8 — 0-820 0-4700 9.0 Control, Grounded Plug, Three Modes 14%" 9.2 DeWalt D25416K 30RV74 
Ser Naame” HDC250  360N78 a aration, are Speed ase 
Dust Extraction Attachment, For Use 1%" 2%" ~=—-0-1000-0-4800 «8.5 Control® System, Constant Speed, 13'%2" 6.6 DeWalt D25333K 54JJ36 
RHD2BVC. RHGSEC RRISAVCO. HDC100  423N84 L-Shape Rotary Hammer Drills pou Vibration Side handle 
RHH181-01, 11536-C, 11536VSR 3.9 J, Shocks Active Vibration Control©® 
Hammer Drill Dust Extractor Attachment, HDC200 35GN79 Yo" ov"  0-1000 0-4800 — System, Constant Speed, Low Vibration Side 131940" 6.6 DeWalt D25333KDH 54JJ37 
For Use with 1%" Vacuum Hoses Handle, Durable Clear High Capacity Dust Box, 
SDS Right Angle Attachment, aye, L RHA-50 35KF98 Quick Release, Easily Adjusted Depth Stop 
Beware Attachment, 97° __Te18580000 2IDBA_ 1%" 2% 0-150 0-5200 4.0 Mechanical Clutch, Compact, Lightweight 135%: 8.2 DeWalt "529%" 437k02 


Corded and Cordless Dust Extractor, Dust ; 1" : a Active Vibration Control, Rotary or ; 
Box, Corded Adapter and Dust Nozzie DWH304DH 54JJ53 1% 3%" 0-900 0-4000 8.0 Hammer Only and Rotation 13%" 7.9 Bosch RH328VCQ 5EEW2 








Dust Extractor - Hole Cleaning; 360° Auxiliary Handle, Integral Clutch, 
Includes “6 and %c' Hole Cleaning 1%" 3%" 0-900 00-4000 8.0 Multi-function Selector, Variable Speed 3 12%" 7.7 Bosch RH3828VC 49AX82 
Tubes, 11 and 2" Hole Drilling Head DWHOSOK 19M477 Finger Trigger, Active Vibration Control™ 
Attachments, Dust Extractor Body 1%" 3% _0-/60  0-3600 38.5 Active Vibration Control 1594" 10.3 Bosch RH432VCQ 5EEWS3 
Impact Blows Tool Tool Mfr. Item 
Energy per Minute Amps Features Length Wt. Brand Model No. 
D-Handle Demolition Hammer 
5.6 ft-lb. 1350 to 2800 10.0 ee ee 18" 12.4 Bosch DH507 35KF35 
: SHOCKS® Vibration Control, 7-Setting Electronic : 
5.9 ft.-lb. 1430 to 2840 13.5 Variable Speed Dial, Slider Lock-on Switch 18%" 13.6 DeWalt D25831K 5YAW2 
6.1 ft-lb. 1300 to 2900 13.0 a aR Beer 18%’ 12.8 Bosch 11321EVS 4GAE5 
Vibration Control, Constant Response” Circuitry, Soft-Start Control 
No. 54DcC99 9.6 ft.-Ib. 1380 to 2760 14.5 and Overload Protection, Vario-Lock™ Positioning, Chisel Rotation 21%6" 18.2 Bosch DH712VC 538DM92 
12 Position, Variable Speed, Service Minder™ Light, Power Light 
12.4 ft-lb. 900 to 1890 14.0 Electronics Package, Service Reminder Light 22%" 22.5 Bosch 11316EVS 4WN49 





3 Shocks Active Vibration Control®, Variable Speed Dial, Constant : 
12.5 ft-lb. 2705 15.0 sreed Control, Electronics Application, On/Off Style Rocker Switch 2!°/# 18.9 DeWalt D25872K S4JK35 


13.2 ft-lb. 2040 14.0 oe Pome wlieh One rand vise Rotation 12 Position 25% 21.2 DeWalt D25899K 2NER3 
; ctive Vibration Control, 19-Setting Electronic ; 

14.0 ft.-lb. 1020 to 2040 14.0 Variable Speed Dial, One Hand Chisel Rotation 12 Position 26%" 23.4 DeWalt D25901K 2NER4 

17.0 ft.-lb. 850t0 1800 15.0 Anti-Vibration Control in The Hammer Mechanism 2/2" 25.4 Bosch DH1020VC 21TY31 


7 Vibration Control, Constant Speed Control, Ergonomic Handle, ; 
Hite. 1020 15.0 Suitable For Bits And Accessories With SDS-Max Shank End eviaee eae DOW. DESO NIe 


No. 48XY46 


BOSCH 


Side Handle Demolition Hammer 





® 9.2 ft-lb. Oto3100 10.5 Constant Speed Control 18%6' 12.6 DeWalt D25810K_ 54DC99 
Solid Bit Core Bit No Load Tool Tool Mfr. Item 
® Capacity Capacity RPM Blows per Minute Amps Features Length Wt. Brand Model No. 
orae ax 
Rotary Hammer Drills ' we § 
7 ; ; : : E-Clutch® System Shocks, Active n 
Rotary Drills & Vp 5" 0-355 0-2705 15.0 Vivato onto Vara Spee 2127/4" 20.2 DeWalt D25733K 54JK33 
=m ; : : : -Clutch® System Shocks, Active ; 
Demolition Hammers V2 6 0-290 0-2210 15.0 Vibration controle Variable Speed 23174" 23.2 DeWalt D25773K 54JK32 
f : nnovative Service Modules, , 
CORDED DEMOLITION HAMMERS 1%6 4" 170-340 1500-2900 12.0 vreau lta, clutch — 19" 15.2 Bosch RH540M 30RW21 
Use to demolish and chisel concrete. Also ae ee ee Change, Dial Speed Control po) te Bose ee sen 
capable of edging, compacting, grooving, Electronic Variable Impact Energy/ 
. . : . u " is 7 89/0" 
cutting, stripping, and roughing. 1% 4" 210-415 1430-2840 13.5 Speed, Dial Speed Control, Variable 183%4" 15.1 DeWalt D25604K 487D89 
Speed 3 Finger Trigger 
_ Mfr. Item Dual Mode Selector, Turbo Power, Service 
__Description Model No. 134" 6" 150-305 0-2760 13.5 Minder Light, Vario-Lock Rotates Locks 21" 18.5 Bosch RH745 35ZD85 
accessories chisel into a Different Fositions 
; i uned Mass Damper Anti- i 
ts MaxTo 220 Arbor Kdapter HATOS2 OLDE5 1% 6 0-3000 1350-2800 13.5 Vibration System 25" 19.7 Bosch RH850VC 21TY29 
ax TO us Adapter HA1030 _2LDE4 , ; Turbo Power, Active Vibration Control, , 
SDS Max to Spline Adapter HA1031 1UL72 2 6" 100-220 0-1100/0-2400/0-3100 15.0 Vario-Lock, 2-Drilling Speeds 23%" 26.2 Bosch RH1255VC 48XY46 
710 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
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POWER TOOLS 
SDS Plus Rotary Hammer Bits 










©) BOSCH 
*WwesiwaRD’ bi bi 
Ac eet tt eo a et tha em 
= = ize Lengt ape No. ize Lengt ape No. 
Multimaterial individuai sits Se 5Vs' 3-Flat 34D634 
a si Bosch Ys 5s" 3-Flat 34D635 
Drill Bits 542" 6" Round 46U366 Westward 
Yo" 6" Hex 48XX30 72" 4" Round 20UR62 
= Bulk packs available He 6" Hex 48XX31 4° ‘Round 20UR71 
on Grainger.com® Us . i ee No. of Includes Item 
16. . ex Pieces _ Sizes No. 
Drill through brick, block, ys 6" Hex 48XX34 "Drill Bit Sets 
ceramic tile, marble, wood, ¥" 6" Hex 48XX35 DeWalt 
drywall, gypsum board, lime- _DeWalt 5 %' to ¥" _34D628 
% 4%" 3-Flat 34D629 “Westward 


stone, slate, plastics, sheet Sah 
metal, and cast iron. Use with “¥," 41% 
corded or cordless drills. Yar AY 


3-Flat_ 34D630 9 
3-Flat_ 34D631 10 
3-Flat_ 34D633 


Ye" to Ye 20UR73 
Ye" to Yo" _20UR67 


No. 4TGO2 ‘= 


SDS Plus® | 
2-Cutter Bits © soscu PATE 


Carbide-tipped for long life in tough applications. Centric tips ensure quick starts 
in concrete. Wear mark alerts user when tip wears beyond ANSI specification. 
Bits runs cooler due to improved flute design. Fit all rotary hammer drills with 
SDS Plus® (4-flute drills). 





SDS 
plus 


C3 


co) 

















BOSCH | DEWALT BOSCH DEWALT 
Drill DrillingOverall; Item Item Drill DrillingOverall; Item Item 
Bit Size Length Length No. No. Bit Size Length Length No. No. 
732" 2" 4" 48XX54 _ ¥" 16" 18" | 48XX60 4TG32 
%o" 3%" ~=—6%" | 191468 _ 3" 22' 24" 4XD64 4TG33 
732" 4" 6" 19L455 _ ¥" 37" = 39" | + 44H221 — 
32" 6" 3" 44H186 _ 6" 4" 6" _ 4TG34 
He" a 4" 48XX55 4TG02 6" 6" 8 44H222 — 
Ye" 4" 6" 19L458 _ Ae’ 10" 12" _ 4TG35 
Ye 4" BY" _ 4TG04 ”es16" 18" — 4DV47 
Ye" 5. 7' 19L464 _ Ya" 4" 6" 19L456 4TG36 
He" 6" 3" 4XD55 _ y 6" 8" 44H226 _ 
Yo BY" BY" _ 4TG06 Y," oi 10" _ 4TG38 
He" 3" 10" _ 4TG08 es 10" 12: 19L457 4TG39 
He" = 10" 12" 4XD56 4TG10 Y" 16" 18" 19L470 4TG40 
Ye" 12" 14" — 41G12 Vy" 22' 24" | 4A8XX61 4TG41 
Ye = 14" 16" — 4TG13 y 37" 39" _~| +44H229 _ 
Yo 16" 18" | 44H196 _— %e" 4" 6" _ 4TG42 
32" 4" 6" 48XX56 47TG14 Ve" 6" 8 44H230 _ 
32" 6" 8" 44H199 _ %e" —*10" 12" | 48XX62 4TG43 
32" 8" 10" _— 4TG16 Ye" —«16" 18" | 48XX63 4TG44 
Zao" 10" 12", | 44H201 _ Ye" 6" 8" 19L460 4TG45 
Ya 2" 4" 4XD57 41G17 Ye" 10" 12° 19L465 4TG47 
Ya 4" 6" 19L461 4TG19 ye" 16" 18" 4XD73 4TG48 
Ya" 4" 642" | 44H239 — Ye" 22' 24" 4XD71 4TG49 
Yq" 6" 8" 19L472 _— Ye" 37" 39" | «—-44H233 _ 
Ya" 10". = 12" | 44H209 4TG23 Ye 6" 3 _ 4TG50 
Ya" 12". 14" — 41TG24 Ya" 6" 8" 19L466 4TG51 
Ya" 16" ~=—- 18" _~| +44H210 _ a" 10" 12° 19L459 4TG52 
/e" 4" 6 19L471 4TG25 a" 16" 18" 19L469 4TG53 
Ve" 6" 8 44H213 — 3/4" 22' 24" ~| 48XX65 4TG54 
Ye = =10" 12" | 48XX58 41TG27 4" 37" 39" ~| +44H234 _ 
Ye 16" 18" | 44H214 _ ZI" 6" 3 _ 4TG55 
¥e" 4" 6" 19L462 4TG28 Re 3 10" | 44H235 _ 
3g" 6" 3" 44H218 _ ZI 10" 12" _ 4TG56 
3g" 8" 10" _ 4TG30 ZI" 16" 18" | 48XX66 4TG57 
¥e" 10°12" — 4TG31 il oi 10" 4XD80 4TG58 
¥e" 12° 12" 19L467 — il 16" 18" 19L463 4TG59 
No. of Item 
Pieces Drill Bit Sizes Included Brand No. 
Bit Sets 
5 Ye" x 6Y2", Va" x 4", Ya" x 6", Ye" x 6", V2" x 6 DeWalt 4TG60 
5 He" x 4" x 6", Va" x 2" x 4" Va" x 4" xX 6" KH" X 4x6", "x 4" x 6" Bosch 44H334 
8 2", Vie" Bosch 44H237 
No. 6LFHS | : 
omen 
Drilling Item 
Bit Dia. _ Length Brand No. 
ye" 1 Ve Bosch _ 6LFH8 
Ye" 29/30" DeWalt 54FH84 
e Ve ne Walt arte 
2 16 OSC 
@®) BOSCH DEWALT. Vs 16" Bosch 6LFJO 
—e er 
- A 16. eWa 
SDS Plus® Stop Bits Ye" 1%e" Bosch _ 6LF¥1 
si: Ye" 2 Ve Bosch _ 6LFJ2 
For masonry drilling. 5% Tv:' DeWalt __ 54FH88 
Ye" 2/6. DeWalt 54FH89 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








SDS Plus® 
4-Cutter Bits © soscw GEWZTd 


4 cutting tips provide optimal drilling for all types of concrete. 





SDS 
re(UES) 


C3 


® 





Drill BOSCH DEWALT Drill BOSCH | DEWALT 
Bit Drilling Overall Item Item Bit Drilling Overall Item Item 
Size Length Length No. No. Size Length Length No. No. 
32" 2" 4" 48XX37 _ V6" 6" 8" 48XX49 _ 
32" 4" 6" 48XX38 _ V6" 10" Ie 48XX50 _ 
Ye" 8" 10" 48XX39 _— Ve 10" 12 48XX62 _— 
Ye" 10" 12" 44H195 _— ¥e" 16" 18" _ 2KLJ2 
Ye" 12" 14" 48XX40 _ 3/4" 6" 8" 48XX52 _ 
32" 4" 6%" | 48XX41 _ 3/4" 8" 10° 36H216 _ 
32" 6" 8%" | 48XX42 _ 3/4" 16" 18" 36H217 | 2KLJ4 
32" 10" 12" 48XX43 _ 7 8" 10: 36H218 _ 
YA" 8" 10" 48XX44 _ 7 10" 12" 48XX53 _ 
Zs is 14" 48XX45 _ UE 16" 18" 36H219 | 2KLJ6 
”e" 4" 6" 48XX46 _ 1" 8" 10" 36H220 | 2KLJ7 
Ae" 10" Zz 5VD99 _ ils 16" 18" 36H221 | 2KLJ8 
Ae" 10" 12" 48XX47 _ ye 3" 10" 36H222 | 2KLJ9 
Ve" 4" 6" 48XX48 _— Le 16" 18" 36H223 | 2KLK1 
Ve" 6" 8 44H230 _ 


SDS Plus® Full 
Head Carbide Bits © Bosc HATZ 


For drilling in hard concrete with rebar, and for precision anchoring applications. 


SDS 
re) (Oks 


C3 


co) 





Drill Drilling Overall Item Drill Drilling Overall Item 
Bit Size —_ Length Length No. Bit Size —_ Length Length No. 
Bosch ZI" 16" 1s: 36H219 
Ye" 2" 4" 36H183 i oi 10° 36H220 
Ye" 4" 6Y" 36H184 i 16" 18" 36H221 
Ye" 6" by" 36H185 1%" 3 10" 36H222 
Ace 10" 12" 36H186 1%" 16" 18" 36H223 
Ya" Zz 4" 36H187 DeWalt High Impact Carbide 
YA" 4" 6" 36H188 Ye" 4" 6Y," 2PRE1 
Ya" 6" by" 36H189 Ye" 6" by" 2PRE3 
YA" 10" 12" 36H190 Ye" 10" 12" 2PRE7 
V6" 4" 6" 36H191 32" 3" 10" 2PRF3 
V6" 10" irs 36H192 Zs 4" 6" 2PRF6 
37g" 4" 6" 36H193 Zs 6" by" 2PRF8 
¥" 10° 12 36H194 Zi 10" Iz 38A907 
37g" 16" 1s: 36H195 Ya" 12" 14" 2PRG1 
Yo" 4" 6" 36H210 Ve" 4" 61" 2PRG2 
Ya" 10° id" 36H212 Ve" 10" 12" 2PRG4 
Ya" 16" 18" 36H214 ¥" 3 10" 2PRG7 
¥e" 6" 3 36H215 37" 10" IZ 38A908 
¥e" 10" i 36H181 ¥" 16" 13 2PRG8 
¥e" 16" 18" 36H182 Yo" 4" 6" 4YEC4 
Ne 12 18" 48UR92 Ve 8" 10%" 4YEC6 
3/4" 3" 10" 36H216 Y 10" 12" 4YEC7 
3/4" 12" 18" 48UR93 Ya" 16" 18" 4YEC8 
ya" 16" 18" 36H217 
7 8" uly 36H218 





No. 54FH75 


SDS 
plus 


SDS Plus® 
Hollow Bits © pBoscH PAT 


When used with a dust extractor, DeWalt's solid carbide hollow drill bits extract 
dust while drilling. The result is less dust, fast holes, and fast adhesive anchor 
installation. This minimizes the user's exposure to dust while drilling and 
adheres to OSHA Table 1 compliance. Connect these bits directly to DeWalt's 
Airlock System to form a secure, locking connection. Bosch Speed Clean™ 

bits connect to a vacuum system for time savings when compared with the 
conventional drill-blow-brush-blow method. Less dust and friction also result in 
faster drilling. Include rubber adapter and work with vacuum system to manage 
airborne silica. Optimized for adhesive anchoring. 


C3 


® 





No. of No. of 
Drill Drilling Overall Cutter Item Drill Drilling Overall Cutter Item 
Bit Size Length Length Heads _ No. Bit Size Length Length Heads _ No. 
Bosch DeWalt High Impact Carbide 
ye 7¥2" ile 4 48UR89 yt 93" 14%" 2 54FH75 
V6" 10" 15° 4 48UR90 Ve" 93/," 1474" 2 54FH78 
¥e" 10" 15° 4 48UR91 ¥" 93/," 14%" 2 54FH77 
3/4" He 18" 4 48UR93 ya" 93/4" 14%" 2 54FH76 





POWER TOOLS Scan. Order. Done. 





SDS Hammer Bits Details on page Al. 
No. i 
451N47 No. 2PP2Z1 






No. 4LD35 





© BOSCH 


SDS Plus® Rebar Cutters | © BOSCH [gg 


= 12" overall length DEWALT. 


For drilling through rebar embedded in concrete. 


SDS Plus® Diamond Mtr item | SDS Max® 4-Cutter 









= = Drill Bit Size Model No. . 
Coring Bits % ecoost eet | Rotary Hammer Bits 
Dry bits have 2" drilling depth and barrel vents for ae iar Aa BOSCH SPEED X™ 
ate a brick and concrete block. x RCO194 2ppz5___| Dust extraction bits are built to extract dust while 
Kam 8 RC2144 2PPZ6__| drilling for faster drilling speeds. Solid carbide 
Bit Dia. No. ae ae vey — | head and S-cutter design provide added speed and 
1% 451N47 : Vi 
a7 14" RC2172 2PPZ9 durability. 
bcs ee 1%" RC2176 2PRA1 T™ 
We a Nie DEWALT HIGH-IMPACT CARBIDE 
F 451N51 Bits feature innovative high-impact tips that 
2%6 451N52 . maximize surface contact for long bit life and an 
ae ae open-head design that channels dust into flutes 
4" 451N55 for fast drilling. An elongated helix expedites mill 
43," 451N56 removal, and a hardened core helps to reduce bit 


breakage. 









Overall Item 
= Bit Dia. Drilling Length Length No. 
| BOSCH Speed X™ 
if 8" i: 40ZJ56 
if" 16" 21" 40258 
i 24" 29" 40ZJ51 
Tg! 16" 21" 40ZJ31 
SDS Max® 2-Cutter Hi 5 i anzie 
if Ya" 16" oT 40ZJ29 
Rotary Hammer Bits ve 31 3640267 
13g" 16" 21" 40ZJ40 
Overall Item 7 8" 13 402ZJ34 
Drill Bit Size —_ Drilling Length Length No. 7A" 94" 99" 402J43 
Bosch ik 8" iy 40ZJ64 
x 8" 13" 402J30 1 16" a1" 40245 
Yo" 8" 13" 402J37 1" 31" 36" 40ZJ65 
Ya 16" ral 402J48 1%" 8" 1 40ZJ68 
Ya 24" 29" 402J47 1%" 16" a1" 40253 
“Ae 8" 13" 402J63 1V;' 8" i 40ZJ46 
V6" 16" 21" 40ZJ35 1%" 16" 91" 402ZJ44 
Ae" 24" 29" 402J28 1V%;' 31" 36" 40ZJ59 
DeWalt 134" 16" 21" 40ZJ52 
Ya 8 13%" 4LD33 134" 31" 36" 40257 
Vp! 16" 211" 4LD34 17," 16" 21" 40ZJ32 
No. 4LC58 “Ae 16" 21%" oMP61 154" 16" 21" 40ZJ60 
Ye" 16" 21%" 22PN45 aN 16" oT" 40ZJ66 
7 8" 131%" 22PN46 DEWALT High Impact 
No. 1UL66 gh Impac 

a aa Wp 16 WA 22PN47 5; 13% 4LD35 
7A 16" 211" 22PN49 if" 16" 21%" 4LD36 
1" 16" 2115" 22PN51 5 31" 36" 5MP62 
an ———— Te 16" 21" 5MP63 
DaUZTe © BoscH K& re on ee 
' Ya" 16" 211" 4LD38 
ia yp" oT 36" 5MP64 
SDS Plus® Chisels 0 16 21Y MP6 
. 7 8" 1314" 4LD39 
For use with SDS Plus® hammer drills and 7 ! 6 218 ALpao 
. . 7h" " " 5 
chipping hammers. . 5 133 aba 
Blade Overall Item 1" 16" 212" 4LD42 
Description Width (in.) Length (in.) No. No. 2LDG5 il 24" 29" 22PN36 
DeWalt 1 oT" 36" 5MP67 
Bull Point — 10 4.057 ~ 1%" 10" 15" 4LD43 
Scaling Chisel 1% 10 4LC58 ©) BOSCH 1%" 18" 22 V" 4LD44 
Cold Chisel — 10 4LC59 1%" 24" 29" 22PN38 
High Impact 1%" 31" 36" 22PN39 
Bull Point — 12 34D574 SDS Max® 1V%;' 10" 15" 4LD45 
Scaling Chisel 1% 12 34D575 . 1V%;' 18" 22" 4LD46 
Bosch Through-Hole Bits ivi 24° 29 22PN37 
Bull Point — 10 1UL65 sae 1V%;' 31" 36" 5MP69 
Point Chisel = 8 OLDA5 For concrete and masonry drilling with 134" 13" 9p 4LD47 
Point Chisel = 10 2LDA4 SDS Max rotary hammers. 136" 24" 29 22PN40 
Stubby Scaling Chisel 1% 5% 2LDA6 Overall Item 134" ol 36" 22PN41 
Flat Chisel V4 10 1UL66 Drill Bit Size —_ Drilling Length Length No. 1%," 18" 222" 4LD48 
Viper Flat Chisel Ya 10 2LDA3 154" 18" 24" 2LDG5 1%," 24" 29" 22PN42 
Stubby Flat Chisel Ya 54 2LDA8 21% 18" 24" 2LDG6 1%," 31" 36" 22PN43 
Tile Chisel 1% 10% 2LDA2 21%" 18" 24" 2LDG7 19;' 18" 22" 4PC28 
Wide Chisel 1% 10 2LCZ5 3%" 18" 24" 2LDG8 vy 18" 22 V5" 4PC29 

712 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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POWER TOOLS 
SDS Hammer Bits 
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No. 
No. 45L253 
4LD49 
we 
-; 
@) BOSCH 
SDS Max® Core : 
Bits with Shank No 
One-piece design eliminates the No. 20PK64 
need to change shanks. 
. No. 
OVERALL LENGTH 
42" 99 45L245 
Bit | Drilling tem Drilling Item 
Dia. Length (in.) No. |Length(in.) No. 
1y'| 12 3AB17| 22 _3AB18 DEWALT 
2" 12 3AB19 22 3AB20 : 
2¥%'| 12 ~~~ 3AB21 22 3AB22 on Tililwouk? 
3¥;,| 12 3AB23|_ 22 3AB24 ©) BOSCH oo 
3%'| 12  3AB25 22 3AB26 
4' 12. 3AB27 22‘ 3AB28 (-) 
5" — — 22 3AB29 SDS Max® ©) BOSCH 
6" — — 22 3AB30 . . 
Size Driling = uerall_ te Core Drill Bits SDS Max® Demolition 
in. ength (in. engt 0. ide ti 
Bosch as =n 0 _ tipped Steel and Tools 
rutin igs 
i u 2 2LDES ti Leth Overall Item For demolition and rotary hammers 
in.) (in.) _Length__No. that accept SDS Max® shank drill bits. 
2 is 22" 2LDF2 Bosch Core Bit Extension P iad aecmll ; 
2% 7 i? 2LDF3 —- — 8" _20PK72 _ Blade veral em 
2% 17 vy 20PK61 = ee 18" 20PK73 tai Description Width (in.) Length (in.) No. 
3% 2% 25/4" 130642 Bosch Core Bit Description No. Toe + Sea 
aa 15 59" OLDEB oe 53¢ popKeg DEWALT Shanks and BullPont = 12 34D577 
; bu one Centering Bits Bull Point = 16 34D578 
; , a cae Tepe | SUS Mae auras Cold Chisel 12 34D579 
4 12 17 2LDG1 3Y" 2% 7" 20PK67 ~— Shank old Chise 
5 17 22" 2LDG2 3%6 2% 7" _20PK68 ~{6"SDSMax® yr 758 sae | l le seve 
6 17 22 2LDG3 4 2% 7’ ~+20PK69 ~— Shank caling Chise 
2”, 7 12 20PK59 5 2% 7° 20PK70 Core Bit aLDGS * Scaling Chisel 3 16 340582 
2V, 17 22" 20PK60 6 2% 7° 20PK71 _ Pilot Drill Standard 
9 / 12 20PK62 * Required for use with standard core body. cu point — is eee 
a Cold Chisel 1 12 4LD51 
©) BOSCH fez Cold Chisel | 18 _4LD52 
Scaling Chisel 2 12 4LD54 
Scaling Chisel 3 12 5MP70 
p Bush Tool w/Shank 2 9% 4LD56 
® Bushing Tool Thx 1% 10 19TF54 
' Ground Rod Driver — — 4LD57 
SDS Max Hollow Bits Asphalt Cutter o 16 1EC37 
When used with a dust extractor, DeWalt's solid carbide miwaukee 5 ern 
“Hy : 1: : ull Poin — 
hollow drill bits extract dust while drilling. The result is Bull Point = 18 451249 
less dust, fast holes, and fast adhesive anchor instal- Scaling Chisel 1% 12 451253 
lation. This minimizes the user's exposure to dust ala id pealing phi Z "2 anl2b4 
while drilling and adheres to OSHA Table 1 compli- Scraping Chisel D 19 451256 
ance. Connect these bits directly to DeWalt's Airlock Flat Chisel 1 12 45L250 
System to form a secure, locking connection. Bosch aoe a iQ so eee 
Speed Clean™ bits connect to a vacuum system for Asphalt Cutter 5 16-% 451245 
time savings when compared with the conventional Bushing Tool 1% 9- % 451226 
drill-blow-brush-blow method. Less dust and friction =TSunTRGH Diver = o- i 251257 
also result in faster drilling. Include rubber adapter and Tamper Shank = 12 451258 
work with vacuum system to manage airborne silica. Bosch 
Optimized for adhesive anchoring. Sealine Chise a Q oR 
Bit Drilling Overall Item Bit Drilling Overall Item . Scaling Chisel 2 14 1UL94 
Dia. Length Length No. Dia. Length Length No. >. Scaling Chisel 3 12 1UL90 
DEWALT BOSCH Speed Clean™ No. 48UR98 Scraping Chisel 2 12 2LDP4 
1¥e" 15%" 23%" 54FH83 7%" 14" 25" 48UR97 Flat Chisel 1 12 6MR14 
BOSCH Speed Clean™ DEWALT Flat Chisel 1 18 20PK75 
1%" 20" 29" 48UR99 % 15% 2334" 54FH82 2 R Tec Flat Chisel — 16" 6LFH7 
1% 24" 35° 48UT01 ‘BOSCH Speed Clean™ 7A R Tec Point Chisel Bit — 16" 6LFH6 
Ys 12" 21° 48UR95 ‘%«' 14" 25" 48UR96 + Floor Scraper 6 25 1UL95 
DEWALT DEWALT XN Clay Spade 4% 17 1UL96 
Ys’ 15%" 2354" 54FH80 1" = 15%" 2354" 54FH79 IN Asphalt Cutter 4¥, 15 1UL88 
%' 15%" 23%" 54FH81 BOSCH Speed Clean™ SS Bush Tool w/Shank 13%4x1% 9% 1UL89 
1" 17%" 27" 48UR98 Ground Rod Driver % and Y 10 1UL97 
Sign in to Grainger.com® to see YOUR Pricing and MORE 713 


POWER TOOLS Scan. Order. Done. 
Spline Drive Rotary Hammers & Bits Details on page Al. 





Spline Drive Rotary Hammers 


Side handle and depth rod offer precise control. 





[@] © BOSCH 





Solid Bit Core Bit NoLoad Blows per Tool Tool Mfr. Item 
Capacity Capacity RPM Minute Amps Features Length Wt. Model No. 
Spline Drive Rotary Hammers 
‘ : Vibration Control, 1-Hand Tool i 
1% AV, 170-340 1700-2900 13.0 Change, Dial Speed Control 19% 14.7 11265EVS 4GAE4 
‘ , Innovative Service i 
1%6 4 170-340 1500-2900 12.0 Modules, Integral clutch 19 15.0 RH540S 30RW20 
Accessories 
Spline Drive to SDS-Plus Adapter HA1020 2LDG9 No. 4GAE4 








No. 4LD05 
2] sosch ERI 
No. 4L¢66 Spline Drive 4-Cutter 





_ Hammer Drill Bits 
[9] cama «9 Bosc ee a 


Bosch DeWalt 


= 8 13° 4XD82 a 10" 4LD01 
Spline Drive 2-Cutter Hammer Drill Bits ¢ oe 0 519" att 
DEWALT BOSCH DEWALT BOSCH 31 36 o3DM87 % ia oa 4LD03 
Drill Overall (Drilling Item (Drilling Item Drill Overall Drilling Item (Drilling Item ce 13 4XD85 22 Ab 4LD04 
Bit Size_Length |Length No. |Length No. Bit Size Length |Length No. Length No. ~ 16 21 4XD87 31 36 __SMIP49 
ye 10" | 5° 4lCee | —  — as i 31 36" 44H241 or 10" 4LD05 
A 13" 8 4LC67 | — A 2 | — — | 16" 4XD87 8 13 AXD89 ii 16 4LD06 
7% 10" | 5° 4LC68| —  — ros | ir alee | vA! 16 21" 4XD90 Ss 17 22" 4LD07 
a 10" 5" 4L069 | — — yh ar 22° ALC83 | — — 24 29° 441243 Ze. 2h 4LD08 
7 iki — — 8" 4XG02 7B ik —_ — 8" 4XD89 31° 36° 441244 31 36" oMP51 
te" 11" 4tc70 | ——— mete" | 11" Alcea | — gr 13" 4xD91 om if 16" 4LD09 
vA 2 | —  — | 16" 4XG03 “a 2 | —  — | 16" 4XxD90 {" 16 21 __— 93D M88 va 22" 4LD10 
Va 22 1/7 4L071 | — = Pe ( 17 4LC85 | — — 24 29 44245 i 16 4LD11 
yn" 20 Do Altra | — — T 13" — — 8" 4XD91 31 36° 441246 ils ial EES ALD12 
29" | —— — | 294" AX 04 "te" | 11" 4Lc86 | — vw —2n 2g" 44H247 at" 36" 5MP53 
A 36" | 3 4LC73 | — il 2" | — — _| 16" 53DM88 31 3644248 14" iT 16 4LD13 
He 10" | 5" ~ALC74 |) — Tor _aea7 | — 16" 2{"_ 4XD96 17" 20" ALD14 
Ae aT" | —  — | 16" 44H256 t" 36" | 3 4Lces; — — 1% 24 29 44249 u 16 4LD15 
Ve 22" 1/7" 1GEF9|)  — = 1% 16° 11" 4L090 | — — 31 36 441290 1! ive 22 4LD16 
A 10" 5° 4L075 | —  — TT 22" | 7 alot | 49/5" 16 21 AAH251 31 36s OIMIP54 
ye 13" | — — | 8 aXDa2 1%" 36°.) —  — | 31° 4dH2d8 24" 2g" 44H252 i” It 16" 4LD17 
7" 16° 11" 4L076 | — — 1/4 16° 11" 4L€92 5 — — 16 21 4XD98 7 22 oMPS5 
¥" "all — — 16" 4XD83 T Va" oT — — 16" 4XD96 1%2" 24" 29° 441254 1 ik 22 4LD18 
ZB 22" Tr 4lt77 | — — TH" 22 17" 41093 | — — 31° 36" 441255 1y4" iva 22° oMP56 
7 Zt 22)  ALC78 | — — 198" 16° 11" 4L€94,  — — 2 ive 22° oMP57 
Vie: 10° o— ALC79 | — = 198" 21" — = 16" _44H251 CS OO 
Ya" 10° o—— ALC80 | — = 198" 22 17" 4L095 | — — 
1 21 = _ 16" _4XD98 
wis 
No. 4LD62 ry 





No. 2LDH2 


Seer — ey SS ee 
oe eT iy 


No. 4LD19 [e) prav7tad &) BOSCH 


= Spline Drive Core Bits and Shanks 





One-piece bits with integral shank save setup time. Centering bit 
not included, order separately. 





Item Size Item 
Description No. (in.) No. 
. DeWalt Shanks and Centering Bits betart Core Bodies 
Thlilwouk? a 16" Spline Shank 4LD67 5 ALD59 
DEWALT | [ae © BOSCH Core Bit Pilot Drill 4.065 * ai ALD60 
Centering Bit 3AB45 3 4LD61 
= = = Bosch Rubber Ring and Pin 3% 4LD62 
Spline Drive Demolition Tools Core Bit Retention 20PL28 4 ates 
Bosch Core Bit Extension 5 4LD64 
Blade Overall Blade Overall Extension for Spline Core Bits, 8" Size 20PL29 
cecnni ‘in Man ae Fede ‘in rh om Extension for Spline Core Bits, 18" Size  20PL30 
escription In. In. 0. escription In. In. 0. * j j 
DeWalt Flat Chisel | 15 451230 Required for use with standard core aie Saar ENia 
Bull Point y, 18 4LD20 Flat Chisel 1 18 451231 42" 99" 
Bull Point 1 12 4LD19 ~~ Slotting Chisel TH 12 451235 
Scaling Chisel 1% 12 4LD22. ~~ Clay Spade 4% 16-% 451239 ee Item Item 
Scaling Chisel 2 12 4LD23_ ~~ Bushing Tool 1% 9-% 451237 Bit Dia. Brand No. Brand No. 
Scaling Chisel 3 12. 5MP58 ‘Seam Tool 1 15 451238 One Piece Core Bits 
Cold Chisel 1 12 4LD24 Tamper Shank — 12 451240 194" Bosch 2LDH2 Bosch 20PL22 
Cold Chisel { 18 4LD25 ‘Bosch 194" — — DeWalt 3AB32 
Slotting Tool TV 12 4LD21 —_Bull Point — 12 1UL86 - Bosch 2LDH4 Bosch 2LDH5 
Ground Rod Driver V4 1 4LD27 Bull Point — 18 2LDJ9 a" = — Bosch 20PL24 
Bushing Tool 1% 9% _ SMP59 Scaling Chisel Z 12 2LDK3 25/5" = = Bosch 20PL25 
Milwaukee Scaling Chisel 3 12 2LDJ8 Bi); Bosch OLDH8 — —_ 
Bull Point — 12 48L227 Scraping Chisel 2 12 2LDK1 39/5" Beech 9LDJ2 
Bull Point — 18 451228 ~ Flat Chisel { 12 1UL84 ab = = GSE 
Scaling Chisel 1% {2 451232 ~ Round Hex Spline 1 18 1UL85 4’ Bosch 2LDJ3 Bosch 2LDJ4 
Scaling Chisel 2 {2 45L233. Clay Spade 4, 16 2LDK7 9 Bosch 2LDJ5 Bosch 2LDJ6 
Scaling Chisel 3 12 451234 = and %" Ground = —  oLpKs 6" = = Bosch 20PL27 
Scraping Chisel 2 12 451236 Rod Driver 6 — — DeWalt 3AB44 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


POWER TOOLS 
Demolition Hammers 


No. 24T851 





Tae Ke, ; Fry 





Hex Drive Demolition Hammers 


Powerful tools crush and cut grooves in concrete and asphalt. Also capable of 
edging, digging gravel roads, compacting, cutting, stripping, and roughing. 





Impact Blows Tool Tool Mfr. Item 
Energy perMinute Amps Features Includes Length Wt. Brand Model No. 
¥q" Hex Drive 
D-Handle 
19.9 ft-lb. 97501950 14.0 ee oree maees cer Side Handle, Carrying Case 27%" 27.8 lb. Milwaukee 5337-21  4YE52 
1%" Hex Drive 
vane Control, § Shut-off A Auxiliary Handle, § Chisel, G 
; Active Vibration Control, Service Reminder Shut-Off Articulating Auxiliary Handle, Star Point Chisel, Grease i 
22.0 ft-lb. 1300 15.0 System, Multiposition Holder, and Lock-On Switch Tube, Cleaning Rag, Carrying Case With Wheels 30 38.0 lb. Bosch 11335K 2LDA9 
20./ ft-lb. 730101450 14.0 AVT Anti-vibration Technology Bull Point Bit, Hex Wrench, Wheeled Carrying Case 32% 41.9lb Makita HM131/CB_  14F121 
258 ft-lb. 1460 15.0 er ea Bull Point Chisel, Wheeled Kit Box 30" 40.5lb. DeWalt  D25960K 247851 
T-Handle gore 
35.0 ft-lb. 1000 15.0 Vibration Control, 115/120V AC/DC Capability en 30%" 63.2lb. Bosch BH2760VCB 6TXC1 
43.0 ft.-Ib. 1000 15.0 Vibration Control, 119/120V AC/DC Capability (2) Star Point chisels, (2) Narrow Chisels, Deluxe Cart 30%" ~—63.21b. Bosch _ BH27/70VCD_21TY30 
46.5 ft-lb. 1100 15.0 __ laa Suto Sistem 4 Bits, Hex Wrench, Premium Hammer Cart 32%" 71.3lb Makita HM1810X3 14F123 
F HOCKS Active Vibration Control, Hammer Truck, Flat and Pegged Foot Plate for Hammer i 
62.0fi-b. 960 15.0 Electronic Soft Start Truck, Bull Point Chisel, 1" Cold Chisel, 3" Wide Chisel 90% 68.3'b. DeWalt = D25980KB — 1TDAS 
Accessories 
Dust Extractor - Demolition; Includes Dust Extractor Base, Mounting Bracket, Mounting Bracket Strap DeWalt DWH052 _19M478 
Dust Extractor Base, 3 Chisel Nozzles, 3 Tool Adapters DeWalt DWH053K 19M479 
Blade Overall 
Width Length Item 
Description (in.) —_(in.) Application Brand No. 
¥a" Hex Drive 
Asphalt Cutter 3) 16% Cuts Asphalt or Hard Packed Gravel (Not for Concrete) Milwaukee 451273 ; quiet 
= 12 General Chipping Work DeWalt 4LD69 Milw 
= {2 Starts Holes in Concrete Slabs, General Chipping and Breaking Milwaukee 45L260 oo 
Bull Point —_ 18 General Chipping Work DeWalt 4LD70 
— 18 Starts Holes in Concrete Slabs, General Chipping and Breaking Milwaukee 45L261 
— 18 For Starting Holes in Concrete Bosch 2LDN1 © B BOSCH 
1% 9% Surface Preparation, Removing Excess Material DeWalt 5MP73 
Bushing Tool ie 9% For Rowan Up concrete forte a surface Heathen. 7 Bosch 2LDN 
yy 9% Removes Excess Concrete, Roughens Surface Before Surface Coating ilwaukee 451272 
Gia Spade 4 42 For Light Chipping and Chiseling of Tile, Mortar, Glazing Compounds DeWalt 1EC35 Hex Drive Demolition Tools 
¥ oP 4% 16% Digging Clay, or Hard Packed Gravel (Not for Concrete) Milwaukee 45L268 
Cold Chisel i Removing Surface Material er ae 
1 12 General Chipping and Breaking Milwaukee 451262 
Flat Chisel 1 12 For General Chiseling and Breaking Bosch 2LDN2 
1 18 General Chipping and Breaking Milwaukee 451263 No. 45L266 
1 18 For General Chiseling and Breaking Bosch 2LDN3 . 
— — For Driving ¥% and 44° Rods Bosch 2LDN6 
Ground Rod Driver —_ 9% Drives ¥s' and %4" Ground Rods Milwaukee 45L271 
— 10% Driving Ground Rods DeWalt 4LD77 
3 12 Removing Surface Material DeWalt 4LD71 
Sealing Chisel 1% 12 Milwaukee 45L264 
g 2 12 Cleans Concrete, Scale, Rust, Cuts Troughs and Some Asphalt Milwaukee 451267 
3 12 Milwaukee 45L266 
Scraping Chisel 2 12 Scrapes Surface Milwaukee 451265 
Tamper Plate he) = Compacts Dirt, Tamps Asphalt Milwaukee 451269 
Tamper Shank _— 12 Use to Mount Tamper Plate Milwaukee 45L270 No. 45L268 
1%" Hex Prive 
Asphalt Chisel 3 Ws DeWalt 4LD82 
Asphalt Cutter ; 1775 Cuts Asphalt or Hard Packed Gravel (Not for Concrete) Milwaukee 451277 
Bull Point = 2U Chipping Work DeWalt 4LD79 
Chisel ; ne Cleans Concrete, Scale, Rust, Cuts Troughs and Some Asphalt Miwa kee wee 
Clay Spade 9% 20 Digging Clay, or Hard Packed Gravel (Not for Concrete) Milwaukee 48L278 
vo 92 23 Digs Clay, Gravel, Dirt (Not for Concrete) DeWalt 4LD84 _— a 
Cold Chisel 1% 20 Removing Surface Material DeWalt 4LD81 
= 1% Drives ¥' and 4" Ground Rods Milwaukee 45L280 No. 4LD77 
Ground Rod Driver — 10% Driving up to 1" Ground Rods Bosch 1UM13 
1 i Driving Ground Rods DeWalt 4LD83 
Moil Point _— 20 Starts Holes in Concrete Slabs, General Chipping and Breaking Milwaukee 45L274 
— sue . : ipping Work meal 1UL99 
= 20% eneral Chipping and Breaking ilwaukee 451275 
Narrow Chisel — 20% Starts Holes in Concrete Bosch  1UM10 
Scaling Chisel 3 20 Chipping Work DeWalt 4LD80 
Spike And Pin Driver — 14% Drives anchoring Pins for Concrete Forms Milwaukee 451279 
Tamper Plate 6 — Compacts Dirt, Tamps Asphalt (Use with Tamper Shank) Milwaukee 451281 
: 8. P Pica saaaed P Milwaukee 451282 No. 4LD82 
Tamper Shank — 10h For Use with Tamper Plate Milwaukee 45L283 
Tent Stake Driver _— WA Used to Drive 32" OD and 2%" ID Tent Stakes Milwaukee 451284 
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POWER TOOLS 
Demolition Hammers 


Scan. Order. Done. 
Details on page A1. 








Tool For Use Mfr. Item 
Wire Tiesper Ties Weight Mfr. Item Material With Model No. 
Size Rebar Size Charge perCoil (lb.) Model No. MAX Rebar Tie Wire 
MAX Tying Tools 16 ga., 82 ft. Coil 
16ga. Upto#8x#9 420 120t0 230 7.2 RB655_ 11A326 Black Steel 11A326 TW1525  11A332 
21ga. Upto#3x#3 2000 170to210 49 RB218 11A328 Electro Galvanized 
91ga. Upto#5x#6 2000 120 5.2 RB308 11A327 Steel Tee. DNIOEOEG: a Ueae 
21ga. Upto#7x#8 1800 120 5.4 RB518 34G807 Poly Coated Steel 11A326 TW1525PC 11A334 
Rebar Cutting Tool Kit 21 ga., 312 ft. Coil 
No. 114327 tore bears met art aie se 
Charoet, pigs 180 on 16.8 PJRC160 19TU04 Stee id mace In 
ee ‘ #5 Bar | Poly Coated Steel 19TU01 TW898-PC  11A331 
Carrying Case 
(Husqvarna Mie 


Diamond Coring Rigs 
HUSQVARNA HANDHELD CORING RIGS 


No. 2LEA5 compact core drill features 3-speed 
water-cooled gearbox and pistol grip design. Good for 
horizontal drilling and confined spaces. No. 6PEV2 has 
adjustable handle and electronic positioning for verti- 
cal, horizontal, or angle drilling. LED display indicates 
positioning in both horizontal and vertical planes. Use 
for both dry and wet drilling. 


HUSQVARNA CORING RIGS W/BASE 
Use for angle drilling. No. 3RDN8 is a single-speed 


MILWAUKEE® CORING RIG MOTORS 

2-speed units feature either shear pin or clutch to 
protect gears and motor against overload. Include 
built-in water swivel and water control valve. 


DIAMOND CORING BITS 

Wet bits have 14" drilling length and are used to drill 
concrete, masonry, brick, granite, marble, and stone. 
Dry bits have 10" drilling length and barrel vents for 
cooling. Use for cutting brick and concrete block. 





Item 
unit with V-groove roller carriage for accurate align- , ‘ Description No. 
7 : Pe agi usqvarna Accessories 
WE. aes SRDN7 Is a heavy-duty, 2-speed unit with Core Bit Extension, 6° Length, 1% Thread Size 2RYL9 
. Core Bit Extension, 12" Length, 1% Thread Size 2RYN1 
ROOM Ene nonsense Core Bit Extension, 6" Length, %4-11 Thread Size ORYN3 
Core Bit Motor Overall Mfr. Item Core Bit Extension, 12" Length, %-11 Thread Size 2RYN2 
Cap Concrete HP Amps No Load RPM Height Brand Model No. Threaded Shaft Adapter, 1 %4-7 Female To %-11 Male 2RYN4 
Hand Held Wet/Dry Threaded Shaft Adapter, %-11 Female To 1 %-7 Male 2RYN5 
Pistol Grip Milwaukee Accessories 
6" 23 15.0 730/1700/3600 16" Husqvarna DM230 2LEA5 Small Coring Rig Base 38D745 
D-Handle Large Coring Rig Base 38D747 
6" 10 13.0 730/1700/3600 20) Husqvarna DM220 6PEV2 Heavy-Duty Large Coring Rig Base 38D750 
Coring Rig Vac-U-Rig Kit 38D751 
With Base Wet Core Bit Extension, 12" L, 1% Size 45KN54 
6" 23 15:0 540 ha Husqvarna DMS180 3RDN8 Wet Core Bit Extension, 12" L, 2 Size 45KN55 
10" 2.9 19.3 390/890 40" Husqvarna DMS240 3RDN7 Wet Core Bit Extension, 12" L, 2% Size 45KN56 
Coring Rig Motor Wet Core Bit Extension,12" L, 3 Size 45KN57 
With Shear Pin Wet Core Bit Extension, 12" L, 3% Size 45KN58 
8" 20) 15.0 375/750 — Milwaukee 4090 38D741 Wet Core Bit Extension, 12" L, 4 Size 45KN59 
10" 4.8 20.0 450/900 — Milwaukee 4094 38D742 Wet Core Bit Extension, 12" L, 4% Size 45KN60 
14" 48 20.0 300/600 _ Milwaukee 4079 38D740 Wet Core Bit Extension, 12" L, 4% Size 45KN61 
With Clutch Wet Core Bit Extension, 12" L, 5 Size 45KN62 
a 25 15.0 500/1000 — Milwaukee 4097-20 38D744 Core Bit Adapter, %-11 Thread 45KN92 
‘és 4.8 20.0 600/1200 — Milwaukee 4005 38D739 Core Bit Adapter, 114-7 Thread 45KN93 
10" 4.8 20.0 450/900 _ Milwaukee 4096 1¥044 Core Bit Adapter, %-11 Thread 45KN94 
14" 4.8 20.0 300/600 _ Milwaukee 4004-20 3F859 Core Bit Adapter, 114-7 Thread 45KN95 
With Clutch and Small Base Core Bit Extension, 6" L, %-11 Thread 45KN96 
10" 4. 20.0 450/900 43" Milwaukee 4115-22 38D746 Core Bit Extension, 12" L, %-11 Thread 45KN97 
With Clutch and Large Base Core Bit Extension, 6" L, 114-7 Thread 45KN98 
10" 4.8 20.0 450/900 431%" Milwaukee 4120-22 38D748 Core Bit Extension, 12" L, 1%-7 Thread 45KN99 
Item Item Item Item 
Bit Dia. _ Drilling Depth No. Bit Dia. _ Drilling Depth No. Bit Dia. _ Drilling Depth No. Bit Dia. _ Drilling Depth No. 
Husquarna Diamond Dry Core Bit aa 14" 2LDY4 4" 15: 45KN82 ~* Milwaukee Diamond Wet Core 
1%4"-7 Thread Size bY" 14" 2LDY5 4Y," 15° 45KN84 ~* Bit for Small Dia. Rebar 
1" 10" 483U53 6" 14" 2LDY6 5" 15° 45KN85 ~* 1%4-7 Thread Size 
¥e-11 Thread Size 8 14" 2LDY7 6 15” 45KN86 ~* Z ey 45KN63 * 
1%" 10" 483U54 Q" 14" 2LDY8 64" 15 45KN87 24" Ta 45KN64 ~* 
14-7 Thread Size 10" 14" 2LDY9 8" 15 45KN88 3 15" 45KN65 ~* 
Zz 10" 483U55 A 14" 2LDZ1 10" 15° 45KN89 4" 15 45KN67 ~* 
QV," 10" 483U56 12" 14" 2LDZ2 12 15° 45KN90 4 Va" ey 45KN68 ~* 
a 10" 483U57 13: 14" 2LDZ3 14" ey 45KN91 4V" ey 45KN69 ~* 
3Y" 10" 483U58 14" 14" 2LDZ4 Milwaukee Diamond Dry Core Bit 5 15 45KN70 ~* 
4" 10" 483U59 Milwaukee, Diamond Wet Core ¥e-11 Thread Size 6" 15° 45KN71 * 
5" 10" 483U60 Bit, For Steel Reinforcement il 10" 45KN32 Milwaukee Pre-Stressed Diamond 
6" 10" 483U61 ¥e-11 Thread Size 1%" 10" 45KN33 Wet Core Bit, for Cured Concrete 
Husqvarna Diamond Wet Core Bit 3/4" 1: 45KN72 2" 10" 45KN34 ¥e-11 Thread Size 
¥e-11 Thread Size i 15° 45KN73 QV," 10" 45KN35 1 15° 45KN42 
1" 14" 2LDX5 1" 15° 45KN74 2 10" 45KN36 ¥e-11 Thread Size 
1%" 14" 2LDX6 1%" 15" 45KN75 3%" 10" 45KN37 1%" 15° 45KN43.* 
1%-7 Thread Size 1%" 1 45KN76 4" 10" 45KN38 1%-7 Thread Size 
2" 14" 2LDX7 1%4-7 Thread Size AY," 10" 45KN39 Pa 1B 45KN44 ~* 
2V" 14" 2LDX8 a 15° 45KN77 5 10! 45KN40 2," 15 45KN45_ * 
3" 14" 2LDX9 24" 15" 45KN78 6" 10" 45KN41 3 15 45KN46 ~* 
a 14" 2LDY1 24" 15° 45KN79 3%" 15" 45KN47_  * 
4" 14" 2LDY2 2 15" 45KN80 4" 1 45KN48 * 
AY," 14" 2LDY3 3" 15° 45KN81 Ay," ho: 45KN49 ~* 
* See Grainger.com® for Bit Application data. 5" 15" 45KN50_ * 
6" 1 45KN51 ~* 
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GRAINGER CHOICE ° 
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POWER TOOLS 
Tile, Masonry, Concrete Saws 





Tile Saws 


Tile saws have a table that supports tile while it's being cut to size. They can be use 


dry cuts. Wet cutting applies water to the blade and workpiece to reduce airborne dust and particles. 


Dry cutting is generally used for short cuts or intermittent cutting. 
Max. Max. 


Blade Cutting Cut Arbor Max. Blade Item 
Dia. Depth Length Size Speed Voltage Current Includes _ Brand No. 
7 1%" = —  %" 3600RPM 120VAC 4.8A lea ee QEP 482886 
TO 120 7.40 Water Pump, Rip Guide MO BDECSS 
10” 3" 20° % 3450 120 12.6A Water Pump, Rip Guide MS -SDEC8S 
Removable De F 
i i i i Water Reservoir, 10" Diamon 
10" 3%" 28" %' 4200RPM 120VAC 15A Blade, Water Pump Assembly, DeWalt  4YY94 
45° and 90° Rip Guides 
i i i Submersible Water Pump, MK Diamond 
10" 3% 24 _ ZZ 120 70A Rip Guide, Protractor Products  2EC70 
Masonry Saws Bara 77 ie Husqvarna iaanaie 
Masonry saws use a diamond saw blade to wet or dry cut stone, brick, cinder block, and concrete. No. 6FKG8 


Wet cutting reduces airborne contaminants and keeps the blade cooler, extending bl 
cutting requires a dust collection system to keep dust to a minimum. 


EF Me EO 







d to make wet or No. 


48Z886 





ade life. Dry 


Max. Miter 
Blade Cutting Cutting Angle Arbor Item 
Dia. Type Depth Range _ Size Voltage Current Horsepower Brand No. 
Handheld 
43," Dry 13%" _ ya" 120VAC 15A — Makita 45PC96 
43" Wet/Dry 3%" — 20mm 120V 10.8A — DeWalt 6FKG8 
5" Wet 1%," _ 7 120VAC 12A = Flex North America 53GK18 
14" Dry gy" — 1" 120VAC 15A = Makita 14G991 
14" Dry gy" _— 1" 120VAC 15A = Makita 45PC97 
Benchtop Benchtop 
14" Wet 5" 45° 1" 115/230VAC_~—O «14 1.5 Husqvarna 45RM23 No. 45RM23 
14" Wet D 45° I 115/230VAC 14A 2 Husqvarna 45RM24 
14" Wet a 45° 1" 115VAC 14A 15 Husqvarna 45RM22 
14" Wet oS 45° 1" 230VAC 14A 3 Husqvarna 45RM25 
SKIL: 
Dewalt 





Flooring Saws 


a 120VAC, 7A 
= 1 HP 


Circular saw blades to make 
Straight, rip, and angled cuts in 
wood and laminate flooring. The 
saw is mounted on rails that allow 
the blade to move smoothly to make 
straight, accurate cuts. A fence 
keeps the workpiece square and has 
adjustable stops to cut miters. 





iF 


© 
ri 
-_ 


~ 
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Blade Max. Miter Item 
Dia. Cutting Type Cutting Depth Angle Range Arbor Size No. 
45," Dry 3a" "22.0. 40° 3/4" 19M485 






ll CS/| 
ONRY, UNSTOI 


CONCRETE, STONE, MA: )PPABLE. 


Gas-Powered Concrete 
Chain Saws 


= Two-stroke, 
air-cooled 

= Gas/Oil (50:1 (2%)) 

Gas-powered concrete 

chain saws are used 


Included Chain: Force 4 
No. 45GG35 


outdoors or in well- : Bar : aon : Engine ttpm 
ength Horsepower isplacement No. 
ventilated aeds to Included Chain: Force 3 for Cutting Concrete 
make cuts in hard, 12 in 5 11,500 +/-500RPM 77cc  45GG32 
abrasive materials 12 in 6.4 9300 +/- 150 RPM 94cc  45GG28 
14 in 5 11,500 +/-500RPM 77cc 45GG33 
such as masonry, cured —7;,-g 4 9400 a/- 150 RPM 94 co 456629 
concrete, and rock. A 16 in 6.4 9300 +/- 150 RPM 94cc  45GG30 


Included Chain: Force 4 for Cutting Concrete or Ductile Pipe 

16 in 6.4 9300 +/- 150 RPM 94 cc 45GG36 
12 in 6.4 9300 +/- 150 RPM 94 cc 45GG35 
Included Chain: PowerGrit for Cutting Ductile Pipe and Masonry 


diamond-grit embedded 
chain rotates around an 
oblong bar to abrade 


the workpiece. They 16 in 6.4 9300 +/- 150 RPM 94 cc 45GG37 
Included Chain: None 

are powered by fuelto “Soin «G4 ~—=«9300 4/- 150 RPM ‘94cc 450627 

provide sustained power ~ 44 in 5 14,500+/-500RPM 77cc  45GG31 

for long periods of time. _16in 6.4 9300 +/- 150 RPM 94 cc 45GG34 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





No. 453U31 


Cordless Handheld 


Concrete Saws 
= Wet/Dry 

Cordless handheld concrete saws are battery-operated tools used to cut 
masonry, stone, and reinforced concrete. They can be used vertically, making 
them a good choice for demolition and cutting through walls and automobile 
and infrastructure wreckage. 






Max. 
Blade Cutting Arbor Item 
Battery Series Dia. Depth Size Cordless Tool Kit Contents No. 
Milwaukee 
i i ' Battery Pack, Charger, Hex Key, 
MX FUEL 14 9 { Scrench, Contractor Bag S5JL70 
DeWalt 
60V MAX FLEXVOLT (1) Bare Tool, (2) Batteries, (1) Charger 453U30 
60V MAX FLEXVOLT™ ‘ ‘ » (1) Bare Tool, (3) Batteries, (1) Charger 337ZW7 
amaeag °° (1) Bare Tool 453U31 
(1) Bare Tool, (1) Battery 578256 
» & KI LSAW Wet 
Husqvarna Sg No. 462R82 


Corded Handheld 


Concrete Saws 


# 120VAC, 15A 

Corded handheld concrete 
saws plug into an outlet to cut 
masonry, stone, and reinforced 
concrete. They can be used 


. Blade Max. Arbor Item 
indoors and outdoors. They Dia. Cutting Depth Size Brand No. 
can also be used at any angle, Wet 

making them a good choice for weeypey i em SCE cl 
demolition and cutting through 9 7% Skilsaw 407M17 
concrete walls. 14" 5 1". Husqvarna 462R81 


717 


POWER TOOLS Scan. Order. Done. 
Concrete & Rescue Saws Details on page Al. 





VentMaster, tH) Husqvarna 


FIRE RESCUE SAWS 










; Husqvarna 
(Husqvarna ae ea Gas-Powered 
Gas-Powered Cut & Break 
Rescue Saws Saw 
= Gasoline fuel = Gasoline fuel 
= 14" Blade Dia. = 9" Blade Dia. 
= Wet/Dry bie = Wet cutting 
Rescue saws are used Cut and break saws have two paral- 
i Max. Max. Item i 
by first responders to cut Cutting Depth Blade Speed Horsepower No. lel blades cut grooves and peers i 
through infrastructure and Ventmaster concrete. Workers can cut in stages to 
automobile wreckage. 4% in 4,650 RPM 9 8MWE8 create slots in thick material or cut window Max. = Max. 
Gas-powered saws create ata pve ew ota auELS openings or recesses in concrete or brick = Cutting Blade Item 
4 ¥% in 5,100 RPM 7.8 6UET6 Depth Speed Horsepower No. 
fumes and are used outdoors [Husqvarna walls. Gas-powered saws create fumes and ii 4.875 5 OETPO 
in well-ventilated areas. 9 in 9,400 RPM 6.5 3EHD1 are used outdoors in well-ventilated areas. RPM 






(Husqvarna p/n are 


rar Gears 


Gas-Powered Power Cutters 


Gas-powered power cutters are handheld tools used to 
make vertical and horizontal cuts concrete and masonry. 
They have an internal-combustion engine to provide more 
consistent power and longer run times than battery- 
operated saws. Must be used outdoors in well-ventilated 
areas. Wet cutting applies water to the cut to reduce 


Husqvarna 
No. 462R79 





Makita 


No. 2KUX4 
airborne particles and lubricate the cut. 
Blade Cutting Max. Cutting Max. Fuel Tank Engine Item 
Dia. Type Depth Blade Speed Horsepower Capacity Displacement Features No. 
Husqvarna 
Qin Wet 16 in 4,875 RPM a) 24.0 02 i1CC Active Air Filtration(TM), DuraStarter(TM), EasyStart, SmartCarb(TM) 2ETP9 
. . 5% Fuel Savings, DEX Dust Suppression System, Digital Ignition System, Semi- 
14 in Wet/Dry 5 in 9,400 RPM 5 30.4 0z 74 cc Automatic Belt Tensioning, Smart Tension, X-Torg(R) Engine Technology 462R79 
; ; Active Air Filtration Efficiently Cleans Air, Double-Attachment Mountings to Allow Cutting From Both 
‘Gin Wet/Dry = 6 in 4,700 RPM 79 38.4 02 119 cc Directions, Easy-Adjust Blade Guard, Easy-Start, Replaceable Arbor Bushing, Smart Carb Technology °46Y86 
Makita 
14 in Dry 5 ¥% in 9,850 RPM 4.4 23.6 02 61 cc — 36HZ90 
Lower Fuel Consumption, Lower Noise, No Oil Mixing, Reduced Exhaust and Intake 
14in Wet/Dry = 4'%ein 9,100 RPM 4.1 37.0 02 76 cc Carbon Build-Up, Smoother Idle, Three Ring Piston for Engine Durability 19TG42 
14in Wet/Dry 4'%c6in 9,350 RPM oi] 37.0 0z fo CC Five Stage Foam Paper Nylon System With Advanced Directional Air Flow 180927 
14in Wet/Dry 4'%e6in 9,350 RPM D1 37.0 0z (3CE Diamond Blade, Five Stage Filtration, Flush Mount Blade 45L119 
16in Wet/Dry 5%in 9,350 RPM 0.6 37.0 0z 81 cc 50 To 1 Fuel Mixture, Five Stage Foam Paper Nylon System With Advanced Directional Air Flow 2KUX4 
s 
Oe Asphalt, Concrete 





No. 52CM03 





Demolition 
No. 55FD93 


ty) Husqvarna 


Gas-Powered Walk-Behind Concrete Saws 


Gas-powered walk-behind concrete saws are used outdoors to cut trenches and inlay and 
stress lines in concrete sidewalks, driveways, and slabs. They are slightly more powerful than 
corded walk-behind concrete saws and can be used where access to an electrical power source 
is limited or unavailable. Because they produce fumes, they must be used outdoors in well- 





Corded Walk-Behind 
Concrete Saw 





= 7" Blade Dia. ventilated areas. 
" Wet/Dry Cutting Blade Cutting Max. Max. Front Start Engine Item 
Corded walk-behind concrete saws are used indoors and — eatte_futting Depth Blade Speed Wheel Size Type Brand Horsepower No. 
outdoors to score or cut trenches and inlay and stress lines in 6%in Dry 1%in  6,000RPM —  Pull-Cord (Recoil) Robin EX13 55 2ETR4 
concrete floors and slabs. They require access to an electri- 14in Wet 4%in _3,500RPM_ = ~— _Pulll-Cord (Recoil) _ Robin EX27X 8.5 _54XM25 
cl power source and have longer runtimes than gas-powered | —s0in_—_Wit__Fisn J Garu ae ante ae 
saws. Wet cutting applies water to the cut line to reduce 20in Wet 7%in  2,.650RPM  — Electric Kohler 37 49EK28 
airborne particles and help lubricate the cut. 20in Wet 7%in _2,800RPM =— _ Pull-Cord (Recoil) Honda 11 2LDU1 
Max 24 in Wet 9 % in 2,110 RPM — Electric Honda 20.8 52CM04 
cutig Arbo ae , em on Wet 10%in 1,860RPM  — Electric Kohler 37‘ 49EK29 
ept ize Voltage Current Horsepower eatures QO. 
P q > —=—Teaien ale olan 30in Wet 12%in 1120RPM 8inx3in Electric Deutz 75 55FD90 
: Capability, Worm 30in Wet 12 Yin 1,120 RPM 6inx2in Electric Yanmar fo dOFD94 
2in Zin 120VAC 15 A 48 Drive Design, Wrench 46251 36in Wet 15in 1,008RPM 8inx3in Electric Deutz 7.5 55FD91 
Stored On Tool 36 in Wet 15 in 1,008 RPM 6inx2in Electric Yanmar 7.9 DOFD93 
718 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ELL 





POWER TOOLS 
Concrete Cutters 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








© BOSCH 1//ltia 
Concrete Grinders 


Note: For Diamond Cup Grinding Wheels and 
Tuck Point Blades, go to Grainger.com®. 


Makita Amaniee 


No. 46AD54 | 






Bosch 
No. 36WH94 









Amps Mfr. Item 
Description NoLoad RPM @120V Includes Model No. 

BOSCH 

" Tuck-Point Grinder 11,000 RPM 8.5 1 % in Vacuum Adapter, Flange Adapter, Wrench And Side Handle 1773E 4LE45 

5 in Concrete Surfacing Grinder 9,300 RPM 12.5 Flange Kit, Spanner Wrench, 5 in Diamond Cup Wheel, Vacuum Adapter, Auxiliary Handle, Carrying Case CSG15 36WH94 

MAKITA 

5 in Concrete Planer, 7 ¥% in Tool Length 10,000 RPM 10 Case, Diamond Wheel, Dust Bag, Wrench PC5000C 14F174 

5 in Concrete Planer, 18 ‘6 in Tool Length 10,000 RPM 10 Case, Diamond Wheel, Dust Bag, Wrench PC5001C =14F175 

i ; : Dual Sandwich Diamond Tuck Point Blade, Extracting Tuck Point Guard, 

5" Angle Grinder, 11 % in Tool Length 11,000 RPM 10 Inner Flange, Lock Nut, Lock Nut Wrench, Side Handle GA5040X1 46AD54 
Concrete Floor Grinders and Polishers (Husqvarna 
FLOOR GRINDERS AIR SCRUBBERS 
PG 280 and PG 400 Air scrubbers can be used to supplement other dust suppression equipment. 


Can be used as negative air machine. Combination pre-filter and HEPA filter to 
ensure 99.97% efficiency at 0.3 microns. 


SLURRY VACUUMS 


Handles tough jobs with liquids such as concrete slurry, oils, and machining 
coolants. Integral strainer screens gravel to protect pump. For use with flat 
saws, core drills, power cutters, masonry hand tile saws. 


Provide efficient grinding due to high rpm levels, dust guard, and vacuum port. 
Include Redi Lock™. 

PG 530 

Planetary design with variable speed, forward, and reverse for high-productivity 
removal or polishing. 

PG 680 and PG 820 


Dual-drive Technology™ allows for independent control of speed and direc- 

tion on both planetary and satellite discs. Triple-headed grinders provide more 
downward pressure and power. Gear-driven planetary head and premium-qual- 
ity belt. PG 820 RC is a remoter control machine for increased production rates. 


DUST EXTRACTORS AND COLLECTORS 


Extractors are for large-scale projects that demand substantial dust extraction. 
Tested and certified HEPA class H13 filters; required for silica dust are standard. 








Floor Grinder 
No. 45RM33 





Mfr. Item 
Disc Dia. (in.) | Max. RPM HP Voltage Model No. 
Floor Grinders 
11 in 1160 2 hp 115 PG280 18G402 
11 in 1720 3 hp 220-240 PG 280 SF 18G401 
9.5 in 200-710 5 hp 220-290 PG 530 186389 
10.5 in 600-1200 17 hp 380-480 PG 680 186382 Glee 
10.5 in 250-1100 17 hp 380-480 PG 820 186371 w 
10.5 in 250-1100 17 hp 380-480 PG820RC 45RM33 * Dust Collector 
Max. Min. Air Motor Motor Mfr. Item No. 33UD63 
Flow (cfm) Fabric Area Flow (cfm) HP Voltage Model No. 
Dust Extractor 
285 2/7 sq ft 285 3.2 hp 120 S36120V _54FH70 
354 54 sq ft 354 10.1 hp 230 T7500 54FH64 
354 54 sq ft 354 11.5 hp 460 T8600 54FH62 
Amps Max. Mfr. Item 
AC Filter Bag Flow (cfm) Phase Voltage Model No. a 
Dust Collector 
16 HEPA 406 3 380/440 DC 6000 33UD63 
Filter | No. 54FH67 
No. of Air Flow Rating Duct Duct Mfr. Item 
Speeds (cfm) MERV (microns) H(in.) W (in.) Model No. 
Air Scrubbers 
2 600 5 0.3 8 in 8 in A600 54FH74 
2 600/1200 5 0.3 10 in 10 in A2000 54FH73 
ANB Meh on P : Wet ‘ Dry rent il 
ea apacity ow mps apacity Capacity ode 0. . 
Slurry Vacuums Air Scrubber 
2 15gal_ 118 cfm 10 70 gal.  15gal. W70P  54FH67 No. 54FH73 a ) es 
* Item No. 45RM33 is remote control concrete grinder. 
Demolition Diamond Saw Blades (Husqvarna 


Demolition blades are built to cut aggressively through mixed masonry or masonry with embedded rebar, such as brick or cinderblock walls. 





Blade Arbor Cutting Arbor Max. Blade Item 
Dia. Size Type For Use With Saw Type Materials Cut Shape For Use On Concrete Type Speed No. 
Segmented 
Grade: Good 
14in  1in Wet/Dry Power Cutters, Small Flat Saws Masonry Round Reinforced 9,460 RPM 2LDU8 
14in 1in Wet/Dry Power Cutters, Small Flat Saws Concrete, Tile Round Reinforced 5,460 RPM 53DT43 
16in din Wet/Dry Power Cutters, Small Flat Saws Concrete Round Reinforced 4,725 RPM 53DT50 
Grade: Better 
14in  1in Wet/Dry Masonry Saws, Small Flat Saws Concrete, Masonry, Stone Round Brick, Concrete, Various Stone Materials 9,460 RPM 53DT82 
14in din Wet/Dry Power Cutters, Small Flat Saws Concrete, Tile Round Green, Medium Aggregate, Reinforced 5,460 RPM 53DT81 
16in 1in Wet/Dry Power Cutters, Small Flat Saws Concrete, Masonry, Stone Round Hard Aggregate 4,725RPM 2LDV7 Segmented 
18in = 1in Wet Power Cutters, Small Flat Saws Concrete, Tile Round Green, Medium Aggregate, Reinforced 3,395RPM 53DT44 No. 2LDU8 
18in in Wet Large Flat Saws Concrete, Granite Round Hard Aggregate, Medium Aggregate, Reinforced 3,395 RPM 18F676 
20in in Wet Small Flat Saws Concrete, Tile Round Green, Medium Aggregate, Reinforced 3,055 RPM 53DT45 
Sign in to Grainger.com® to see YOUR Pricing and MORE 719 





POWER TOOLS 
Diamond Saw Blades 


Scan. Order. Done. 
Details on page A1. 


Diamond Saw Blades 
Diamond saw blades have diamond grit on the cutting edge to cut through concrete, tile, and brittle metal, such as 
cast iron, in construction and road work applications. Wet-cutting blades require a water source used to keep the 


blade cool, extending blade life and reducing airborne dust and contaminants. 


Continuous rim diamond 


Segmented rim diamond blades have Turbo Rim diamond blades have a 


blades are used on tile, decora- slots cut into the rim of the blade to help continuous rim with narrow bands to 
tive stone, and brittle and glazed dissipate heat and carry away dust and help dissipate heat, carry material away 


materials that chip easily. 

















water slurry when cutting materials. from the cut, and cut through material pega Segmented Turbo Rim 


faster than segmented blades. un Rim 








Blade Arbor Cutting Max. Item 
piate Dia. Size Type ForUse With Saw Type Materials Cut Blade Speed Brand No. 
. ontinuous 
(Husqvarna Good 10" ¥" Wet Chop Saws _— 6000 RPM DeWalt 4DV7/6 
Continuous Better T' %" Wet/Dry Tile Saws Tile 8730 RPM —_ Husqvarna 55TC06 
General Purpose No. 4DV77 a a aC Tile Saws = 6000 RPM ——DeWalt_—“ 4DV77 
‘i ° egmente 
Diamond Saw Blades Good 4" %" — Dry ME eCae = 15,200 RPM DeWalt  4KZ51 
These general purpose diamond-grit saw blades cut masonry Ave" 7%" — Wet ae ee one on 13,300 RPM Husqvarna 53DT47 
and other materials and are used for light-duty intermittent Better — ewe Angie Grinders Circular Concrete. Masonry eee eae an 
use and general maintenance. Round arbor shape. oe Saws, Tile Saws Stone, Tile q 
(W)Husqvarna Veneer, 
Ps = j > Blade Arbor Cutting Max. Item 
& F grate Dia. Size Type For Use With Saw Type Materials Cut Blade Speed Brand No. 
roa z -i— egmente 
’ ay, cae 3 12" 1" Wet/Dry Power Cutters, Small Flat Saws Masonry 6300 RPM Husqvarna 2LDU7 
le Good 
Concrete and ad 7, Oe 24° 1" Wet Large Flat Saws, Small Flat Saws Concrete 2550 RPM Husqvarna 53DT54 
= : ) 14 1" Wet/Dry Masonry Saws Brick 0460 RPM Husqvarna 54JF19 
Asphalt-Cutting Turbo Better 18" 1" Wet Large Flat Saws, Small Flat Saws Concrete, Granite 3395 RPM Husqvarna _2LDW8 
is No. 3CB38 _ 20" il Wet — Large Flat Saws, Small Flat Saws Concrete, Granite 3055RPM Husqvarna 2LDX3 
urbo 
Diamond Saw Blades Better 4V2" "Wet/Dry _ Angle Grinders, Masonry Saws Masonry 13,300 RPM —_ DeWalt 4KZ42 
Concrete and asphalt-cutting diamond blades cut fresh L Ys" Wet/Dry __ Angle Grinders, pasonty Saws pasonty on OT nee ree 
or cured concrete and other hard and abrasive materials. Te SeuCE CAGE a eR Se RSE ee ek me 
Round arbor shape. Best 4%" %' Wet/Dry Angle Grinders, Masonry Saws Masonry 13,300 RPM DeWalt 423K25 
[+ varna Blade Arbor Cutting Max. Item 
G) Eons ; Grade Dia. Size Type For Use With Saw Type Materials Cut Blade Speed Brand No. 
fa ' ti oe Angle Grinders, Circular 
: G : 4%" %",%" Wet/Dry Saws, Tile Saws Brick, oul 13,300 RPM Husqvarna 53DT63 
© BOSCH : eet Good 44" 4" Wet/Dry Masonry Saws Brock, Brick, 5460 RPM Husqvarna _53DT73 
Pr 16" 1" Wet/Dry Power Cutters, Small Flat Saws —_ Concrete, Tile 4725 RPM Husqvarna 18F686 
SKIL « Segmented Ave Dry Angle Grinders — 13,300 RPM DeWalt 40K113 
M -C et No. 53DT73 Better 14" 1" Wet/Dry Power Cutters, Small Flat Saws cule 5460 RPM Husqvarna 2LDV6 
asonry-Gutting ey Masonry Saws Stone 3055 RPM Husqvarna 53DT46 
- urbo 
1 mon W [3]  ieeege Angle Grinders, Circular Concrete, 
a a 0 d =a Ff — oe ah Better 6 ¥", Ze" Wet/Dry Saws, Tile Saws Masonry, Stone 10,185 RPM Husqvarna 55TCO03 
ese masonry-cutting diamond saw blades cut through abra- AYo" ‘Ye Wet/Dr rick, Concrete, 
; ; : ; ; y Angle Grinders 13,200 RPM Bosch 44M016 
sive materials such as brick, cinderblock, and other materials —_Best 7 Bick ee aie 
that are not as hard as cured concrete. Round Arbor Shape A Wet/Dry Angle Grinders Stone 13,300 RPM = Bosch = 44027 
: qukee Blade Arbor Cutting Max. Blade Item 
Mile DEWALT. Grade Dia. Size Type For Use With Saw Type Materials Cut Speed Brand No. 
ontinuous 
Husqvarna — %e" Wet/Dry Angle Grinders, Masonry Saws porcelain tile 20,000 RPM Milwaukee 492T91 
@ 4ye" %',74" Wet/Dry Angle Grinders, Circular Saws, Tile Saws C@AMC. Granite, 43 309 RPM Husqvarna 186356 
©) BOSCH 10" Ye" Wet Tile Saws Ceramic, Slate 6150 RPM Bosch 53DM20 
Better 
= = 10" %', %' Wet Angle Grinders, Circular Saws, Tile Saws Tile 6115 RPM Husqvarna 53DT62 
Tile-Cutting Best 10" 94 Wet Stone Saws, Tile Saws es 6000 RPM DeWalt  1GED6 
- egmente 
Diamond Saw Good 10" %', %" Wet/Dry Angle Grinders, Circular Saws, Tile Saws Brick, Stone 6115 RPM Husqvarna 53DT42 
Continuous 14" i Dry Chop Saws Ferrous Metals 4300 RPM DeWalt 6IMT8 
Blades No. 1GED6 etter 7” "4" Wet Angle Grinders, Circular Saws, Tile Saws COM@Ete, Masonry, 739 RPM Husqvarna 53DT48 
+ Round Arbor Shape peg: {fel Power Gers, Sal Hat Saus____Iron_ S460 Husa. Bg0778 
Tile-cutting diamond saw blades cut brittle masonry mate- Turbo conarl 
rials where chipping is a concern, such as glazed tile. Better 7° %', %' Wet/Dry Angle Grinders, Circular Saws, Tile Saws Masonry Storie 8730 RPM Husqvarna 5S5TCO4 





Segmented 
No. 2LDV4 


GRAINGER. 


TTT 





Fire and Rescue Diamond Saw Blades Husqvarna ©) BOSCH 


These blades are commonly used by firefighters and first responders to cut through vehicle wreckage. They're 
built to make dry cuts through metal, masonry, and vehicle wreckage when a water source is not available. 


Blade Arbor For Use Max. Item 
Grade __ Dia. Size Cutting Type With Saw Type Materials Cut Blade Speed _ Brand No. 
Segmented 
Good = 12" 1" Wet/Dry Power Cutters Concrete, Iron, Metal 6300 RPM Husqvarna SEAW8 
Better 6%" — Dry Soft Cut Saws Concrete, Granite 6048 RPM Husqvarna 591015 

14" 1" Wet/Dry Power Cutters Block, Brick, Concrete, Iron, Metal, Rebar, Stone 5460RPM Husqvarna 2LDV4 

Turbo 
Best 4" ¥" Wet/Dry Angle Grinders Concrete, Masonry, Stone 14,500 RPM Bosch 44M010 
Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


POWER TOOLS 
Diamond Saw Blades & Grinders 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


(DIABLOR) HHusqvana PATA 


Metal-Cutting Diamond Saw Blades 


= Round Arbor Shape decorative stone, and brittle and glazed materials that chip 
Metal-cutting diamond saw blades have a diamond- easily. Segmented rims have slots cut into the rim of the 

embedded rim that provides a sharp, hard edge for cutting blade to help dissipate heat and carry away dust and water 
hard metal alloys. Continuous rim blades are used for tile, | Slurry when cutting brick, concrete, and abrasive materials. 





Segmented 
No. 4DV74 





Segmented 
No. 422W50 











Blade Max. Item 
Dia. Arbor Size Cutting Type For Use With Saw Type Materials Cut For Use On Concrete Type Blade Speed Brand No. 
Continuous 
Grade: Better 
4% In Us Wet/Dry Angle Grinders, Circular Saws Metal — 13,280 RPM Diablo 415J81 
9 in Re Wet/Dry Angle Grinders, Circular Saws Metal — 12,200 RPM Diablo 415J82 
Segmented 
Grade: Good 
14 in 1" Dry Chop Saws Brick — 9400 RPM DeWalt 4DV74 
mE 5 1" Wet Power Cutters, Small Flat Saws Concrete, Masonry, Stone Construction Blocks 5460 RPM Husqvarna 18F685 
rade: Better 
4in ¥", V/s" Wet/Dry Angle Grinders, Tile Saws Metal Hard Metals, PVC, Roofing Tiles, Steel, Tile Backer Boards 15,000 RPM Husqvarna  53DT/1 
4¥%in *,# Wet/Dry Angle Grinders, Tile Saws Metal Hard Metals, PVC, Roofing Tiles, Steel, Tile Backer Boards 13,300 RPM Husqvarna 53DT/2 
6 in Ye", /e' Wet/Dry Angle Grinders, Circular Saws Metal — 10,150 RPM Diablo 415J83 
7in %", Ye Wet/Dry Angle Grinders, Circular Saws Metal — 8450 RPM Diablo 422W50 
14 in il Wet/Dry Power Cutters Concrete, Iron, Metal Hard Metals, PVC, Roofing Tiles, Steel, Tile Backer Boards 5460 RPM Husqvarna 5EAWS 
ia 
© BOSCH 
Blade Arbor Cutting ForUse With Materials Max. Item 7 
glia. size Type Saw Type Cut For Use On Concrete Type Blade Speed _ Brand No. th) Husavarna 
egmente 
Grade: Good = = 
4¥5" 1" Dry AngleGrinders Mortar Mortar Removal 13,300 RPM Bosch 44049 Tuckpointing 
a Re Dry Angle Grinders _ Mortar Mortar Removal 12,290 RPM Bosch 44M 052 
Grade: Better Blades Segmented 
4" %', %' Wet/Dry Angle Grinders Masonry Aggressive Mortar Removal 1550 RPM Husqvarna _SoTC11 No. 44M050 
Ain’, %' Wet/Dry Angle Grinders Masonry Aggressive Mortar Removal 1350 RPM Husqvarna _59TC12_ = Round Arbor Shape 
Ay," Rs Dry _ Angle Grinders __ Mortar = 13,300 RPM _ Bosch _—_499K90 os 
5 %, Vs Wei/Dry Angle Grinders Masonry Aggressive Mortar Removal 73.000 aL Husqvarna one Tuckpointing diamond saw blades have two parallel blades to 
a US ry ircular Saws ortar — ; osc i 
7’ %', %' Wet/Dry Angle Grinders Masonry Aggressive Mortar Removal 8750 RPM Husqvarna 551013 remove weathered and damaged mortar. They are used oh an 
ae = : a . i | aA a angle grinder or circular saw. They cut channels 5%" to 34" deep. 
: Us ry ngle Grinders ortar ortar Remova OSC 44M047 : : : 
45" 7" Dry Angle Grinders Mortar Mortar Removal 13'300 RPM Bosch44Ma4g_ WVet cutting directs water to the cut to lubricates the cut and 
a. Re Dry —_AngleGrinders —_ Mortar Mortar Removal 12,000 RPM Bosch  44M050 reduce airborne contaminants. 









Paddle Switch Trigger Switch 


Miwon Pav metabo 





No. 32NL61 No. 6MRR7 
il il 5 Nominal Lock-on Tool Mfr. Item 
4! to 6"' Sander/Grinders No Load RPM Amps _/Lock-off Length Brand Model No. 
: 5" Wheel Dia. 
= ¥-11 spindle Paddle Switch Type 
= For additional sanders and grinders, go to Grainger.com® 10,500 13__vorvs iq petal WWunsoy Sant 
Nominal Lock-on Tool Mfr. Item 41.000 13____—-Yes/ No 4219/64" Milwaukee 6117-30 6MRRY 
NoLoadRPM Amps /Lock-off Length Brand Model No. 13 No / Yes °4 “Milwaukee 6117-31 6MRTO 
4" Wheel Dia. Slide Switch Type 
Paddle Switch Type 2200to 10,500 13 Yes/Yes 13° DeWalt DWE43231VS 54JJ48 
10,000 fd Yes/No  11°%4 Milwaukee 6140-30 2VGG3 2800to 11,000 13 Yes/No  12'%64" Milwaukee 6117-33D 6MRT3 
11.‘ Yes/ Yes DeWalt DWE402G 32NL64 10,500 13 No / Yes 13" DeWalt DWE46253 54JJ41 
11 _—*Yes/ Yes 4113%6" DeWalt DWE402K 32NL63 11,000 13 Yes/No  12'%64" Milwaukee 611/-33 6MRT1 
11,000 11 Yes / Yes : DeWalt DWE402 32NL61 Trigger Switch Type 
11 No / Yes DeWalt DWE402N 32NL62 9000 13 Yes/No 45 19%" Milwaukee 6124-30 6MRT7 
11 No/No 1234" DeWalt DWE4222N 46TY04 13 No / Yes 8? Milwaukee Angle Grinders 6MRT8 
ff Yes/No 10% DeWalt DWE4012 30RV81 10,000 12 Yes/No 14'%a" DeWalt DW831 5MP76 
9 Yes / Yes 1094" DeWalt DWE4120 19TF49 10,500 6 No/No  12'%2" DeWalt DWE4277-QS 437K01 
9 No / No : DeWalt DWE4120N 19TF50 11,000 11 No/Yes 15'%2" Milwaukee 6121-31A 6MRR8 
12,000 11 Yes / No Milwaukee 6141-30 53DT13 5" or 6" Wheel Dia. 
11 No / No 13196" Milwaukee 6141-31 53DT14 Trigger Switch Type 
11 Yes / No ‘© “Milwaukee 6142-30 53DT15 13 ‘Yes / Yes DeWalt DWE43116 54DD39 
14 No /No Milwaukee 6142-31 53DT16 9000 13 _-Yes/Yes_ 16%" DeWalt DWE43066 54DD34 
Slide Switch Type 13 No / Yes DeWalt DWE43066N 54DD35 
ig Yes/No 10%" Milwaukee 6130-33 4FTH2 13 No / Yes 19" DeWalt DWE43265N 54JJ44 
11,000 11 Yes/No 12% DeWalt DWE4214 32NL65 6" Whee! Dia. 
11 Yes/No  11°%s" Milwaukee 6146-33 6MRR5 Paddle Switch Type 
12,000 7 Yes/Yes 10°%4" DeWalt DWE4011 34D754 13 Yes/No 421% 6q" Milwaukee 6161-30 6MRT4 
Trigger Switch Type 13 No/ Yes °4” “Milwaukee 6161-31 6MRT5 
41.000 11 Yes / No 45 19%;p" Milwaukee 6121-30 6MRR6 9000 13 No / Yes DeWalt DWE46144N 54DD36 
; 14 No / Yes 82 “Milwaukee 6121-31 6MRR/ 13 ‘Yes / Yes 12° DeWalt DWE43144 54DD26 
412" or 5" Wheel Dia. 13 No / Yes DeWalt DWE43144N 54DD27 
Paddle Switch Type 13 No / Yes 14" DeWalt DWE43244N 54JJ45 
40.000 8 No/No  134%4" — Metabo WEPF9-125 33RN32 14 No/Yes 18%" Metabo WEPBF 15-150 Quick 419J93 
15 No / Yes 19" Metabo WEPBA 17-125 Quick RT DS 419J87 1D No/Yes  12'%2" Metabo WEP 17-150 QUICK 36XM19 
10 No/Yes 152%4" Metabo WP 1200-125 RT 419J91 9600 19 No / Yes 19" Metabo WEPBA 17-150 Quick RT DS 419J86 
41.000 13___‘Yes/ Yes 43" DeWalt DWE43114 54DD28 1D No / Yes 16" Metabo WEPBA1/-150 Quick DS 419J88 
13 No / Yes DeWalt DWE43114N 54DD29 1D No/Yes 18%" Metabo WEP 17-150 Quick RT —-419J89 
14 No/Yes  12'%2" Metabo WEP 15-125 QUICK 36XM15 — _No/Yes_ 121342" Metabo WEP 15-150 QUICK 36XM16 
Slide Switch Type Slide Switch Type 
2800 to 11,000 14 Yes/No 121342" Metabo WEV 15-125 QUICK 36XM14 1800 to 8000 13 Yes/Yes 13: DeWalt DWE43240INOX 54JJ47 
2,800t0o9,600 14 Yes/No  12¥%" Metabo WEV 15-125 HT 36XM17 13 Yes/No  12'%64" Milwaukee 6161-33 6MRT6 
11,000 13 __‘-Yes/ Yes ky DeWalt DWE43131 54DD30 9000 13 ‘Yes / Yes DeWalt DWE43140 54DD31 
Trigger Switch Type 13 ‘Yes / Yes 13" DeWalt DWE46103 04DD38 
30900 to 11000 13 Yes/No 152%a" Metabo WEV 1500-125 RT 419J90 13 No / Yes DeWalt DWE46202 54JJ42 
10,000 9 Yes/No 12%" Metabo WEF 9-125 29GA31 9600 14. Yes/No  12'%2" ‘Metabo WE 15-150 QUICK 36XM13 
11.000 13 Yes/ Yes 161" DeWalt DWE43115 04DD32 Trigger Switch Type 
13 No / Yes DeWalt DWE43115N 54DD33 9000 13 No / Yes 13 DeWalt DWE46166N 54DD37 
Sign in to Grainger.com® to see YOUR Pricing and MORE 721 


POWER TOOLS Scan. Order. Done. 
Sanders/Grinders & Accessories Details on page A1. 





metabo Baia Me 


7" to 9" Sander/Grinders 
= %-11 spindle 








No. 36H080 No. 1EZ31 


No Load Nominal Lock-on Tool Mfr. Item 
RPM Amps _/Lock-off Features Length Includes Brand Model No. 

7" Wheel Dia. 

Paddle Switch Type 


Tool Free Quick Change System, S-Automatic Safety 
Clutch, Adjustable Guard, Paddle Switch, Fast Brake, 
8200 15 No / Yes Auto-Balancer, Electronic Power Interruption and Overload 19" _— Metabo WEPB 19-180 RT DS 419J85 
Protection Metabo Long Life Motor, Ergonomic Rat Tail, 
Anti-Vibration Side Handle and Drop Secure Tethering Point 
Trigger Switch Type 
ay eve a Torque aoe aaa ia Sita tuculle ioe 7 Winasl Guardclawo Hand eiechce 
issipation, Die Cast Aluminum Gear Housing, Sturdy, : ide Handle, Type 27 Wheel Guard, Loop Handle, t- 
6600 = 15 Yes/'YeS durable Motor, Safety Lock Switch, Winding Protection Grid, '® — Handle Bolt, Convertible Shroud, Vacuum Adaptor Metabo PREP KIT  982M45 
Auto-Stop Carbon Brushes, Handle for Vibration Damping 





High Power-to-Weight Ratio, Keyless Adjustable » — Type 27 Wheel, Wrench, Guard, Side Handle, Backing 
8000 13 Yes/No Guard, Rear Handle, External Brush Caps 16 Fange andClamp Nut fo ZA Nonthreaded Wheels DeWalt DW840 4PC47 
™ i rinder; Side Handle; Hex Key; Inner and outer 
8500 12 No / Yes Brushless Motor, Kickback Brake 19 flange: 7 in. type 27 quard: Pipeline Cover DeWalt DWE43840CN 54JJ43 
Anti-Vibration, Overload Protection, Constant Speed Control, i i 
8500 15 Yes/ Yes Electronic Clutch, Power Loss Reset, Dust Ejection System (Tm) 217°? Guard DeWalt DWE4597 34D751 
Low Profile Gear Case, Automatic Turn- n ; _Dacitian C} 
8500 1D Yes / Yes Off Brushes, Brush Change Door 191% 4 7' Guard, 2-Position Side Handle DeWalt DWE4517 34D746 
Anti-Vibration, Overload Protection, Constant Speed Control, a ; _Daciti ‘ viha Ci 
8500 15 No / Yes Electronic Clutch, Power Loss Reset, Dust Election System (Tm) 21132 7 Guard, 3-Position Anti-vibe Side Handle DeWalt DWE4597N 34D752 
Dust Ejection System (Tm), Low Profile Gear i u _Dreiti ; 
8500 1 Yes / Yes Case, Automatic Turn-Off Brushes 20°64 7' Guard, 3-Position Side Handle DeWalt DWE4557 34D748 
3-Postion Side Handle, Rotating Main ; ; ; 
8500 Te Yes / Yes Handle, Auto-Stop Carbon Brushes 18 Type 27 Guard, Side Handle Metabo W24-180 MVT 34TE33 
Anti-Vibration, Guard with 7 Stops, Auto-stop i ‘ ‘ 
8500 15 Yes / Yes Carbon Brushes, Pivoting Rear Handle 19% Type 27 Guard, Side Handle Metabo W 2000 7 36H080 
7" or 9" Wheel Dia. 
Trigger Switch Type 
9000 13 Yes / No Spiral Bevel Gears _ ze Side Handle, Flange, and Nylon Washer Milwaukee 6072 42819 
6000 15 Yes/No — [00!-Free Guard Change, Epoxy Coated Field and Armature, — 5q454." 5 -PositionSide Handle, Rotating Rear Handle DeWalt D28499X —1EZ31 


Low Profile Gear Case, Automatic Turn-Off Brushes 
7 and 9" Type 27 Guard, Grinding Wheel, 


Tool-Free Guard Change, Advanced Aireflow System, High ’ Sica : : 
6000 15 Yes / No Capacity Motor, Debris Baffles, External Brush Doors 21 3 SEN Goanne: Wenn Milwaukee 6088-30 2VGG8 


6000 15  No/Yes  Tool-Free Guard Change, Debris Baffles, External Brush Doors 21" ee eed Milwaukee 6088-31  38D249 
6000 — Yes / No wala onal Bevel gears : 17%" ole nandle, Flange, ane Washer Milwaukee 6066-6 62354 
ool-Free Guard Change, 9-Position Rotating ‘ ide Handle, 7 In And 9 In Type 27 ; g 
7000 15 No/Yes Handle, Debris Baffles, External Brush Doors 21 Guard, Spanner Wrench, Flanges Milwaukee 6089-31 38D250 
9" Wheel Dia. 
Trigger Switch Type 
6500 15___—*Yes / Yes Low Profile Gear Case, Automatic Turn-Off Brushes 19'%a" 9" Guard, 2-Position Side Handle DeWalt DWE4519 34D747 
6500 15  No/Yes ee 205V6c" 9 Guard, 3-Position Side Handle DeWalt DWE4559N 34D749 
6600 15 Yes/Yes 3-Postion Side Handle, Rotating Main Handle, Auto- 18" Type 27 Guard, Side Handle Metabo  W24-230MVT 347E34 


Stop Carbon Brushes, Winding Protection Grid 


Grinding Safety Guards Mie EEN 


Mfr. Item 
For Use With Brand Model No. 


Grinder Dust Shroud 
Universal Grinders Milwaukee 49-40-6110 404M83 
Grinder Safety Guard 
Milwaukee Magnum 4/2" Grinders Milwaukee 49-12-0365 3LG11 
Mfr. No. 6080-20, 6081-20, 6082-20, 6086-20, 6088-20, 6089-20 Milwaukee 49-12-0010 1WG71 
Mfr. No. 6072, 6078, 6065-6, 6081-20, 6066-6, 6096, 6067-6, 6068-6, and 6098 Milwaukee 49-12-0355 22740 
Mfr. No. D28494S, D28474W, D28497, D28499X, D28494N and D28493N DeWalt D284931 3LA59 
No. 22740 Mfr. No. D28494S, D28474W, D28497, D28499X, D28494N and D28493N DeWalt D284937 3LA64 
. Mfr. No. 6080-20, 6081-20, 6082-20, 6086-20, and 6089-20 Milwaukee 49-12-0020 1WG73 


Mir. No. 60/2, 6078, 6065-6, 6081-20, 6066-6, 6096, 6067-6, 6068-6, and 6098 Milwaukee 49-12-0345 22741 





Mtr. No. D28494S, D28497, D28499X, D28494N, D28493N and D28474W DeWalt D284938 3LA65 

Mit No. D28494S, D28497, D28499X, D28494N, D28493N and D28474W DeWalt D284939 3LA66 
Wheel Guard 

4" Flaring Cup, Type-11 Wheels DeWalt D284934 53UG91 


ilwaukee a Mfr. Item 
BOSCH DEWALT | Te akite| Mile Bosch Item For Use with Grinder Size (in.) Model No. 





. 4" to 5" 1856-5E ade 
45" to 5" 18DC-5 
Sander/Grinder Dust Guards Hand Grinder Dust Guard 6 18DC-6E 21TP09 
Attach directly to grinders to efficiently collect and contain dust is ee SITET 
in the workshop or on the jobsite. Protect users from harmful Hose Adapter Mfr. No. VAC140A, VAC140S, VACO90A, VACO90S _VX120 _35KF44 
exposure to dust particles. Small Angle Grinder Dust 
Pp Pp Collection Attachment, 5" GA50DC 39RY38 
4 V5" to 5" dia. 
Tuckpointer Guard ob TG502 30KG08 
No. 39RY38 DeWalt 
en Ee 5" to 6" DWE46100 38A913 
Dust Shroud 5" DWE46152  39RV85 
Grinding Dust Shroud Mfr. No. DWV012 DWE46172  54JJ56 
malta AY, 193794 14U131 
610 5" 794-5 14 
Angle Grinder Dust Guard 45" to 5" 195236-5  14U137 
Dust Hose Hose for Makita Dust Guards 192108-A 140129 
Grinder Dust Attachment 7' to 9" 195386-6 40K410 
miwaukes 4 49-40-6100  20UJ30 
ag "to 5" -40- 
Grinding Dust Shroud 7 49-40-6105 20UJ31 
: No. 20UJU30 Grinding Dust Shroud Hose Hose for Milwaukee Dust Guards 18°L 49-40-6190 20UJ32 
722 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE”° POWER TOOLS 
Find the wi. Find Solutions. Find Great Prices. Polishers, Die & Straight Grinders, Bandfiles 








No. 1Y086 








No. 13J066 





No. 3MUX6 





. GRAINGER 
Polishers metabo (eae DEWALT * ey craincee 


= For additional polishing Use with cleaning compounds and wax for cleaning and polishing vehicles, glass Eset medical equipment, precision instruments, 
bonnets and pads, precious metals and copper. Feature a 5/8"-11 spindle, except Random Orbit Sander/Polisher No. 3MUX6 has a 5/16"-24 threaded 
see Grainger.com® spindle. 


Pad Speed Tool Tool Mfr. Item 
Size NoLoadRPM Amps _ Type Features Length Wt. Brand Model No. 
Wet Polishers : 
4".5" 1700t05400 9.6 Variable Variable Speed, Speed Control, Overload Protection, Soft Start, External 10%" 59 Metabo PWE 11-100  36H091 


Water Supply, Temperature monitor with LED display, GFIC 
Random Orbital Polishers 


6 25900 to 6800 4.5 Variable Random, Swirl Free Polishing Action, 120 V 11%" 5.8 _ Porter Cable 7424XP 3MUX6 
Electric Right Angle Polishers 
i 0 to 2800 11.0 Variable Self-Stopping Brush System and Spindle Lock 16%" 88 Milwaukee 9040 1Y086 
19 1750 11.0 Constant Self-Stopping Brush System and Spindle Lock 16% 88 — Milwaukee 0459 22131 
To 0 to 1/50 11.0 Variable Self-Stopping Brush System and Spindle Lock 16%" 88 Milwaukee 5460-6 3W784 
(ro 0 to 3500 12.0 Variable contrallet Einystng System WES), Salt St Moe, neat vealed Feecision-Cut tee Gears 184%" 6.7 DeWalt DWP849 13J066 
. ontrolled Finishing System , ooft Start, Electronic Module, Heat-treated, Precision- 5/ at 
“9 0 to 3500 12.0 Variable cut Steel Gears, Wool Ingestion Shields; Non Mar Rubber Gear Case Cover 17% 3.1 DeWalt DWP849X 13J065 
Item 
Description Attachment Type Dia. Thickness For Use With Brand No. 
Polishing Bonnets and Pads 
Wool Polishing Bonnet Elastic Band i 1%" 7" Backing Plate GA 12U063 
Wool Polishing Pad Hook-and-Loop ie 1A 6%" Backing Plate GA 12U069 
Foam Polishing Pad Hook-and-Loop 8 1%" 6¥2" Backing Plate GA 12U070 
Compound Pads 
Wool Polishing Pad Hook-and-Loop 12 1%" 6%" Backing Plate GA 12U071 
Foam Buffing Pad Hook-and-Loop 8 1%" 6%" Backing Plate GA 12U072 





No. 30RV79 





* ayton| ilousket 
metabo Mi DEWALT 
Die and Straight Hand Grinders 


Wheel Switch Tool Mfr. Item 
Powerful, smooth-running grinders for sanding, carving, ae eiiadeee Load RPM Amps __ Type __ Length _ Brand Model No. 
buffing, sharpening, and production use. 114" 25,000 42 Paddle 14° DeWalt  DWE4887  30RV79 
1%" 25,000 4.2 Paddle 14" DeWalt DWE4887N 30RV80 
Wheel Switch Tool Mfr. Item 2" 21,000 45 Rocker 1314" Milwaukee 5192 47818 
Dia. No Load RPM Amps Type Length Brand Model No. 2 21,000 4.5 Paddle 13%" Milwaukee 5194 1Y068 
Straight Grinders 2 13,000 to 34,000 6.4 Slide 10" Metabo GE710 Compact 36H112 
— 25,000 3.5 Paddle 1414" Metabo GP 400 34TE36 2" 10,000 to 30,500 6.4 Slide 13%" Metabo GE710 Plus 36H113 
1 22,000 1.0 Toggle 10" Dayton 400H44 400H44 2 14,500 11.0 Trigger 21%" Milwaukee 5196 62283 
3 14,500 11.0 Trigger 21" + Milwaukee 5211 62222 3° 2,500to8,700RPM 8.5 Slide 14" Metabo GE950G Plus 36H114 
a 7000 12.0 Trigger 20" Milwaukee 5223 1Y070 V4" Die Grinder Collet 
6 5500 15.0 Trigger 22' Milwaukee 5243 62217 For Use with Nos. 4Z818 and 1Y068 Milwaukee 48-66-0975 2Y319 
Wi 7 ; Ke ; Fry | Mile DYNABRADE 





Bandfiles 


Quickly grind and deburr ends of metal stock. Also 
blend, clean, polish, surface, and condition. 


No. 3LJ30 





Amps Tool Tool Mfr. Item 
Belt Size Features @120V_ Length Weight (Ib.) Includes Brand Model No. 
= 1%" Dust Collection Port, Exposed Front Pulley _—5.0 1: 4.6 Multi Position Side Handle, 2 Ea 40, 60, 20, 100 And 120 Grit Abrasive Belts Makita 9031 1GUB9 
Yox 18" 1%" x 18" Arm Capacity, % to 11" Spindle Thread 5.5 18" 6.0 3 Position Side Handle, On/Off Paddle Switch, Double Insulated Milwaukee 6101-6 3LJ30 
1% x 30° — 8 21" 10 Coarse Belt Hardin HPG-331 19TA91 
1 u 
A = = 19 = = Dynabrade 40610 11X738 


18 to 24"L 
Vy to Ya x 18" Sanding Head Pivots 360 Degrees _ 19" = STO Rh (ee tee Pee Dynabrade 40611 25H831 
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POWER TOOLS 
Rotary Tools, Engravers & Multisaws 


Scan. Order. Done. |= 
Details on page A1. 









Mfr. Item 
Description Model No. 
Tungsten Carbide Cutter, 4s" Dia. 9901 3W851 
Tungsten Carbide Cutter, /s" Dia. 9909 3W852 
Tungsten Carbide Cutter, 48" Dia. 9903 6X194 
Aluminum Oxide Grinding 
Stone, %" Dia. 932 3W850 
Aluminum Oxide Grinding 
No. 35KG79 Stone, %" Dia. 952 3849 
Aluminum Oxide Grinding 
Stone, %' Dia. 8193 1UH81 
Silicon Carbide Grind 
Wheel, 46" Dia. 84922 21CJ11 
Carbon Steel Brush, %" Dia. 442-02 45AF67 
Carbon Steel Brush, 3" Dia. 428-02 45AF58 
Diamond Wheel, ”%" Dia. 545 1UH72 
Flap Wheel, %" Dia. 902 ~~ 1UH69 
Flap Wheel, 316° Dia. 504 —_‘1UH70 
Sanding Band, 2" Dia. 408  1UH59 
Sanding Band, 2" Dia. 432 1UH65 
Cut-off Wheel, 16" Dia. 409 3W841 
DREMEL Cut-off Wheel, 16" Dia. 420 1UH61 
Cut-off Wheel, Fiberglass 
Reinforced, 114" Dia. 426 SWe42 
Rotary Tools at ae Polishing Accessory, %" Dia. 422 1UH62 
: ; : er 10. 0 I. em Mandrel Screw 401 1UH57 
= For more information on attachments, kit components, Kits Description Pieces Model _ No. Mandrels 402 3W843 
and accessories see Grainger.com® Accessory TinCanKit__75 707-01 3DRN3 C4 Lock Cut-Off Wheels Accessories 
andheld power tools designed for versatility, high speed, and lOW it purpose Accessory Kit 110 709-02 49WL60_ __For Metal, Pk of 12 EZ456B _ 1PKX6 
ae Carving/Engraving Kit 8 Bot ; PRY Reslotting Scr as a pene, Sonne 
Amps Tool EZ Lock Cut Off Wheel Kit '' £Z688-01 3DRN9 _For Plastic E7476 1PKX7 
_ @ No.of Tool Wt. Mir. Item Mandrel Starter Kit 6 _EZ406-02 1PKX3 Cutting Floor Tile EZ545  3DRN4 
cota 120V NoLoad RPM Pieces Length (lb.) Model No. Mfr Item For Wood E7544 3DRNG 
StveH OOS Description Model No. —_ EZ Lock Mandrel Accessories 
Single-Speed 1.15 35,000 6-Pc. 8 1.2 100-N/7__ SEEU4 Accessories For Use with EZ Lock Accessories E£Z402  1PKX8 
2-Speed 1.15 15,000/35,000 21-Pc. 8 1.2 200-1/21 5EEU5 aie - 
Multipro Chuck 4486 1UH68 _—_ EZ Lock Polishing Wheels and Buffs Accessories 
Variable Speed 1.2 5000-35,000 27-Pc. 8 3.24\b. 3000-1/24 14H446 so 
Variable Speed 1.8 35,000 47-Pc. 9" 1.2 Ib. 4300-5/40 S2vPe5 —Wwick Change Collet Nut Set 4485 _SEEW1 Cloth Polishing Wheel 423E___1PKX9 
z = 7 Aah 2 Engraving Cutter 107. +2104 Abrasive Buffs; (1) 180- 
ee Speed 1.8 5000-35000 72-Pc z 1.2 lb. 4300-9/64 52YP66 High Speed Cutter, 1° Dia. 194 21CJ09 Grit, (1) 280-Grrt | 511E  1PKY1 
Performance 1-6 9000-35,000 59-Pc. 9 4lb. 4000-6/50 SEEU8 High Speed Cutter, 34° Dia. 192 21CJ08 Abrasive Buffs; (2) 320-Grit 512E  1PKY2 
No.of Tool Tool Mir item High Speed Cutter, 4" Dia. 117 21CJ06  #EZLock Detail Abrasive Brushes Accessories 
Cordless Tool Kits High Speed Steel Cutter 199  3Wé845 Medium, 120 Grit EZ472SA SEEV9 
Variable : Structured Tooth Tungsten Fine, 220 Grit EZ473SA 5EEWO 
Speed, Micro 8V 5000 to 28,000 20-Pc. 8" 2.51b.8050-N/18 35KG79 Carbide Cutter, 46" Dia. 9933  1UH86 Mir fea 
Variable Speed 8.0V 5000 to 30,000 22-Pc. 8° 4lb. 8100-N/21 34E358 Structured Tooth Tungsten 9935  1UH87 Description Model No. 
varaee spec 12.0V 5000 to 30,000 30-Pc. 6° 4\b. 8220-1/28 345359 garice walter a Dia. attachments ang Batteries UH 
arlable Spee - _ a j tructured Tooth Tungsten ight Angle Drive Ded 14 
w Travel Case '2:2V 5000 to 30,000 31-Pc. A" 8220-2/28 346360 = Carbide Cutter, 4’ Dia. 9931 1UH85— 49 'Volt Battery B312-03 52YP64 


No. 24T736 


DREMEL 
Multisaws 


Saw-Max™—Use for 
Straight, flush, and plunge 
cuts in wood, plastic, metal, 
tile, and masonry. Includes 
Worm Drive™ gearing and 
on-board dust extraction 







Blade NoLoad Mfr. Item 
Seca port. Description _Dia. RPM Amps Model No. 
= 7 Saw-Max™ cy 17,000 6.0 SM20-03 241736 
Ultra-Saw™—3-in-1 mini Ultra-Saw™ 3" 13,000 75 US40-03 _48UR84 
DREMEL. circular saw makes it easy to _ Mir. Item 
Description Model No. 
saw, flush cut, and surface Accessories for Ub. eee aici ice 
= arbide Cut- ee i] 41737 
Engravers een lie Aluminum Oxide/Siicon Carbide Cu-OH Wheel —SM540 241739 
ses ; ; ; arbide Flush Cut Wheel M600 _—.24T 740 
5-position stroke adjustment dial to control engraving depth. and guard. Removes paint, Miter Miter Saw Guide SM840 24744 
Includes replaceable carbide steel point. rst melalcand ' Accessories for No. 48UR84__ 
ust, Metal, and concrete. Surface Preparation Wheel, Thinset US410-01  38EY46 
Strokes Amps ___ Tool Tool Mfr. Item Includes tool, auxilary Removal, Concrete Preparation 
Description perMin. @120V_ Length Wt. Model No. Cutting Wheel, Wood Cutting US500-01  38EY47 
Engravers handle, storage bag, wood/ Guiting Wheel, Metal Cutting US510-01 38EY48 
Dremel Engraver 7200 0.2 7.0 0.85 lb. 290-05 _3XA/0 lastic wheel. wood/plastic utting Wheel, Masonry Cutting US520-01 38EY49 
Accessories P P Cutting Wheel, Tile Cutting US540-01  38EY50 
Carbide Tip Replacement Point for Normal Use 9924 1UH83 flush cut wheel, (2) metal Flush Cut Wheel, Wood Cutting US600-01 _ 38EY51 
Diamond Tip Replacement Point for Continuous Use 9929 1UH84 wheels, and masonry wheel. _ Cutting Wheel, Cutting US/00 — 38EY52 
Item Pkg. 
Size No. Oty. 
DREMEL Flushe 
Flushcut Blade, Carbide Grit 
= ™ 1%" 22DL20 1 
Multi-Max Flat Saw Blade For Wood and Drywall 
Oscillating Tools Oa see 
3" Dia. 5EEV4 3 
ig Carbide Grout Blade 
Ergonomic soft grip for comfort, 7-ft. durable rubber Ye W 3HFZ2 1 
cord, and a storage case. ae enka! ! 
No. 491N39 Hook Blade 
Oscillations Tool ‘Tool Mfr. Item = 34E368 1 
per Minute Amps Length Wt. Model No. Drywall Jab Saw Blade 
10,000 to 21,000 3.5 14%" 2.8lb. MM35-01 491N39 — 34E369 1 
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GRAINGER CHOICE° POWER TOOLS 
Find the yf. Find Solutions. Find Great Prices. Sanders & Planers 


No. 247879 ©) BOSCH 
aif 









No. 6XZU1 


No. 39RV98 













Van 
Random Orbit 
Sanders 
Tool 
Orbits Type of Tool Weight Mfr. Item 
Pad Size PerMin. Amps Sandpaper Features Length (Ib.) Brand Model No. 


Disc Sanders 










AV" x 4 12,000 = Ys Sheet Microfilter Dust Canister with Screw-Off Cap, Precision-Machined Aluminum Sanding Plate —_10° 21 Bosch GSS20-40 —_48XY73 
a 12,000 1.9 Hook and Loop Controlled Finishing System Maintains Pad Speed, Dual-Plane Counter-Balanced Fan 11 3.0 Porter Cable 382 6XZU2 
J 12,000 3.0 Hook and Loop 11" 2.9 DeWalt DWE6421 39RW24 
a 12,000 3.0 Hook and Loop Low Vibration, Rubber Overmold, Dust Sealed Switch, Improved Dust Collection V1: 2.9 DeWalt DWE6421K  39RV95 
ay 12,000 3.0 PSA Uaiable Seed Low Wis 5 aGbbaro ' 11" 2.9 DeWalt DWE6420  39RV98 
; : ariable Speed, Low Vibration Design, Rubber Overmold, ; 
4] 8000-12,000 3.0 Hook and Loop Dust Sealed Switch, Improved Dust Collection 11 2.9 DeWalt DWE6423K 39RW15 
ih 2500-6800 4.5 PSA Accepts “6-24 Threaded Sanding Pads, Random Orbit, Swirl-Free Sanding, Side Handle 1: 5.0 Porter Cable 7345 3MUX9 
Bh 0-3700 6.0 Hook and Loop Variable Speed Trigger Dial, Adjustable Dust Shroud gy" 40 DeWalt DWE6401DS_ 241879 
6" 4000-10,000 2.7 Hook and Loop Lock On Button, Speed Control 12¥8 5.2 Makita BO6030 14F072 
{a 2000-4700 7.9 PSA Lock On Button, Side Handle 8% 46 Makita GV7000C_ _ 6RA91 
Back Up Pads for No. 6RA91 
5" Diameter Plastic Back Up Pad Makita 743025-8 6RA94 
7’ Diameter Rubber Back Up Pad Makita 192978-2 _ 6RA9D 
Finishing Sanders 
Ya 12,000 2.4 Y, Sheet Rubber Overmold Texture, Improved Paper Clamp, Locking Dust Port System, Low Vibration 10%' 2.7 DeWalt DWE6411K_ _39RWO5 
Ava" x 4" __ 13,500 2.0 Y4 Sheet Dual-Plane, Counter-Balanced Low-Vibration Design g" 2.3 Porter Cable 380 6XZU1 
AV" x 4%" __ 14,000 23 Y4 Sheet Rubber Overmold Texture, Improved Paper Clamp, Locking Dust Port System, Low Vibration 10%' 2.8 DeWalt DWE6411_ _ 39RW26 
No. 54FH37 


No. 42954 








AC 
PORTER # CABLE. Ry 


Belt Sanders 


Feature gear and belt drive, 


oe PORTER + CABLE. 
and flush sand capability. 


No-Load Tool Tool mr, item | Drywall Sander 


Belt Size SFPM* Amps Features Length Wt. Brand Model No. 1 
Tool Free Belt Clamping System, Anti-Vibration 62"L tool can sand 10-ft. 


9" x 39%" [8010 459 Handle, Very Short Tooling Time for Stationary Belt gq» 49 4 ih. Fein GHB 15-50 54FH37 | Ceilings without a scaffold. 


a 
: 
af 





5600 Grinding, Height Adjustable Table for Flat Grinding, 
Continuously Adjustable Flange Mounted Motor Powerful 4.7A motor. 
850 to 360 Deg Swiveling Dustbag, Variable Speed Dial, 121" 10.8 Ib Porter 352VS 47954 Mfr. Item 


Description Model No. 
Drywall Sander, Built-in dust collection connector 7800 3JF52 


3'x21" 4300 8:0 quick Release Sanding Belt, Flush to Vertical Sanding Cable 


*Surface feet per minute. 


Handheld Planers GacZiud 7/P!7721 © BOSCH 


Depth Tool Tool 
W ofCut NoLoad Amps_ Length Weight Mfr. Item 
(in.) (in.) RPM @120V__ (In) Includes (Ib.) Model No. 
Handheld Planers 
Bosch 


Reversible Woodrazor™ Blade, Dual- 
3% =e 16,500 6.5 111%2 Mount Guide Fence, Overshoe for 6.3 PL1632 36WH96 
Fence, Shavings Bag, Blade Wrench 
Straight Plastic Overshoe for 
3Y%4"  %o 16,500 6.5 11% Fence, Shavings Bag, Blade 6.3 PL2632K 39RY32 
Wrench, Carrying Case 
DeWalt 


2 High-Speed Steel Blades, Rabbeting 
3% Ne 17,000 D0 11.5 Fence, Blade Depth Setting Gauge, Blade 6 D26676 5SNAKO 
Resharpening Tool, Socket Wrench 
2 Reversible Carbide Blades, Rabbeting 


3% Ne 17,000 5.5 115 Fence, Blade Depth Setting Gauge, 6 D26677K 5SNAK1 
Dust Adaptor, Socket Wrench, Kit Box 
3% Yo 15,000 7.0 12% 2 Carbide Blades, Rabbiting 6.6  DW680K 5VC66 


Fence, Carry Case 
Makita 


3% %2 17,000 


3% %2 16,000 


4% Ye _ 16,000 
4% Ye __ 15,000 
6% Ye 15,000 _10. 


114! pee ee ence 5.7 KPO800K 14F142 No. 5VC66 


5 

» _ (1) 3%" Planer Blade, 2/pk,(1) Blade 
5 11%" Gauge,(1) Socket Wrench,(1) Guide Rule 2 KP0810 14F143 
5 14" Blade Gauge Set, Wrench, Blade Set, 9.3 1912B  14U128 
6  13'Ye2" — Blade Gauge Set, Wrench, Blade Set, 11.4 1002BA 14H007 
9 20%" Blade Gauge Set, Wrench, Blade Set, 19.8 1806B 14U127 





DeWalt Accessories 
Carbide Replacement Blades, Pk. of 2, For Use with No. 5VC66 DW6654 4TG61 ~ J No. 14F142 
HSS Replacement Blades, Pk. of 2, For Use with No. 5VC66 DW6655 1PX40 _ 
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POWER TOOLS Scan. Order. Done. 
Nibblers, Shears and Reciprocating Saws Details on page A1. 


No. 21VH80 No. 1GUB5 ~ » No. 45L123 No. 2WA31 





Nibblers and Shears Mw Takita @ DEWALT 


Nibblers work by punching or nibbling out small sections of metal. Shears work more like scissors to cut patterns in sheet metal. 





Stainless Steel NoLoad Amps Min. Tool _ Tool 
Steel Cap. Cap. Strokes/ @ Cut Length Weight Mfr. Item 
(Gauge) (Gauge) Minute 120V Radius Features (In) = (Ib.) Brand Model No. 
Nibblers 
IZ 10 1000 40 2%" Starting Hole Required, AC DC Toggle Switch 12% 7.8 Milwaukee 6880 38D259 
6 750 10.0 3%’ Unlimited Curve, Tool Less Punch and Die Change 13. 8.4 Fein BLK 5.0 21VH81 
10 1300 6.2 56° Lock On Switch, Highly Visible Line-Of-Sight For Precise Pattern Following 8y" ia Makita JN3201 44YV59 
10 750 10.0 Unlimited Curve, Tool Less Punch and Die Change 13 71 Fein BLK 3.5 21VH80 
16 1900 4 19%" Cuts Up To 7 Ft Per Minute, AC DC Paddle Switch, Starting Hole Required, Cut Width 1%" 11% 48 Milwaukee 6890 38D260 
16 1950 6.5 1" Rotating Head, Cuts Square and Round Corrugation, Paddle Switch 10.5 45 DeWalt DW897 4LF25 
16 2200 5.0 1% Die Rotates 360°, 4" Stroke, Lock On Sliding Switch, Built-In Thickness Gauge 10% 35 Makita JN1601 1GUB5 
18 1800 2.9  %e6 Rapid Tool Less Punch and Die Change System, Chip Protection on Vent Slots, Includes Punch and Die 11% 3.9 Fein BLK 1.3CSE 21VH79 
10 1600 6.2 2 Built-In Thickness Gauge, Well Balanced, Rubberized Soft Grip Handle 8% 7.4 Makita JS3201 46AD52 
16 13 800t01/00 29 ‘%e' (4) Cutting Sides for Each Cutter, Fast and Clean Cuts 9/75 46 Fein BLS 2.5E 20UR17 
16 14 4000 5.0 V4 Shoe, Hex Wrench, Feeler Gauge, Scrap Deflector, Toggle Switch 10.25 5.0 Milwaukee 6815 62359 
18 16 4000 40 A Hex Wrench, Feeler Gauge, Toggle Switch 10.25 5.0 Milwaukee 6805 62047 
18 16 4000 3.3 1%6 Built In Thickness Gauge, Thumb Switch 9% 4 Makita JS1602 45L123 
19 16 2300104800 29 Se (4) Cutting Sides for Each Cutter, Fast and Clean Cuts o0 or Fein BLS 1.6E 20UR16 
19 16 4500 40 3%’ Variable Speed, Clean View of Cutting Area, Quick Change Tool Blades g" 30 Fein BSS 1.6E 54FH32 
20 18 0to2500 50 5% Swivel Head, Variable Speed Dial 9.1 5.0 DeWalt DW890 4LFO9 
20 18 Oto 2500 6.5 — Lock On Button, Variable Speed Trigger, Shear Head Rotates 360°, Aluminum Gear Housing 11% 39 Makita JS1300 14F138 
20 18 Oto 2500 68 ri Head Swivels 360°, Trigger Speed Control w/Lock On Button, Magnesium Gear Housing 12.3 40 Milwaukee 6852-20 2WA31 





No. 5TE13 


or 
a. _— 
Lt al 
it 


No. 12F747 











a i ——— =~ No. 451G46 
Corded Reciprocating Saws BOSCH [aammny (ilu =e 


= 120VAC 

Feature keyless blade clamp and rubber boot for superior gripping and operator comfort. Used in construction and demolition work to make fast, aggressive cuts 
in wood, metal, and nail-embedded wood. Corded reciprocating saws have longer run times and generally have more power than battery-operated tools. They are 
used in demolition, construction, metalworking, and other applications where precision is unimportant. Interchangeable blades are used to cut specific workpiece 
materials, such as wood or metal. 


Max. Strokes Vibration Cord Item 
Current Stroke Length per Minute Stroke Type Adjustable Shoe Reduction Includes Length No. 
Demolition 
Makita 
15A 1 Yin 2,800 Orbital, Straight Yes Yes 6 In Saw Blade, 6 in Reciprocating Saw Blade, Tool case 4 ft 6in 48XT76 
Skilsaw 
1A 1% In 2,900 Orbital No Yes _— 8 ft 451G47 
General Purpose 
Bosch 
12A 1 In 2,800 Orbital No Yes (1) Carrying Bag, (1) Reciprocating All Purpose Saw Blade 8 ft 6YHT2 
14A 1% In 2,900 Orbital Yes Yes (1) Carrying Bag, (1) Reciprocating All Purpose Saw Blade 8 ft 12F7/47 
DeWalt 
10A 1% In 2,800 Straight No No Instruction Manual 6 ft 39RV94 
12A 1% in 2900 Straight No No (150) Reciprocating Saw Blades 6 ft 286RMO0 
12A 1% in 2900 Straight No No (125) Reciprocating Saw Blades 6 ft 286RL9 
12A 1% in 2900 Straight No No (125) Reciprocating Saw Blades 6 ft 286RM1 * 
12 A 1% in 2,900 Straight No No — 6 ft 30RV83 
12A 1 % in 3,000 Orbital Yes No Heavy-Duty Kit Bag, Instruction Manual 6 ft 10 in 38A921 
13A 1 Yin 2,/00 Orbital Yes No Carry Case, Instruction Manual 8 tt 5TE13 
Milwaukee 
12A ¥4 in 3,000 Straight No Yes Carrying Case, Sawzall(R) Recip Saw 8 tt 5HXL6 
12A 1% In 2,800 Straight Yes Yes Sawzall Recip Saw 8 ft 39J092 
12A 1 Y% in 3,000 Orbital Yes Yes Carrying Case, Sawzall(R) Recip Saw 8 tt 4YE49 
12A 1 Y% in 3,000 Orbital Yes Yes Carrying Case, Sawzall(R) Recip Saw 10 ft 4YE48 
12A 1 Yin 3,000 Straight Yes Yes Carrying Case, Sawzall(R) Recip Saw 8 tt 5HXL7 
15A 1 Y% in 2,800 Orbital Yes Yes Carrying Case, Sawzall(R) Recip Saw 10 ft 2CDC9 
Porter Cable 
7.5A 1 Yin 3,200 Straight Yes No Reciprocating Saw, Wood Cutting Blade 6 ft 49EN16 
8.0 A 1% in 3,200 Orbital Yes No (1) Kit Box, (1) Wood Cutting Blade, Orbital Reciprocating Saw 6 ft 346838 
Skilsaw 
13A 1% In 3,200 Straight No Yes _ 8 ft 451G46 
*Handheld size 
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Item = Pkg. i 
Teeth per Inch Blade Length 4H Cut Width Back Style Brand No. Qty. wise 
Bi-Metal Tipped F 
Bi-Metal Blade Material 
Al7 9in Tin 0.049 in Curved, Straight Diablo 49XZ96 25 : : 
5 8 in % in 0.035 in Straight Milwaukee 1BV18 5 __Bi-Metal Tipped, — 
9 12 In % in 0.035 In Straight Milwaukee 1BV19 5 Bi-Metal Blade Material 
5/7 12 in % in 0.05 in Straight LENOX 4XL20. 5 No. 1Y¥250 
10 6 in % in 0.035 in Straight LENOX 4XL11 5 
10 8 in % in 0.035 in Straight LENOX 4XL18 5 
10, 14, 18 6in, Qin %in, 1 in 0.05 in Straight Milwaukee 2JYX8 1 Tililwok? " 
73 6 In 7% in 0.05 in Straight Milwaukee 2AC14 95 (DIABLO®) a) 4 . 
ze Gin Yin 0.05 Tapered Milwaukee —1XEKB 5 La DIABLOR) LENOX “Wismwarp 
3 in 4 in .05 in apere ilwaukee 50 5 
7/3 8 in % in 0.045 in Straight Milwaukee 6MPH3 50 General Purpose 
73 8 in ¥4 in 0.05 in Straight Milwaukee 2AC16 5 R me ti S BI al 
73 8 in ¥4 in 0.05 in Straight Milwaukee 1Y252 950 
z ou pan an qabered er peauiee one >, eciproca ing aw a eS 
3 in 4 in .05 in traight ilwaukee 93 950 « Qne cutting edae 
BIM-M42 Blade Material ne g eg 
a ol aK 6 in Ys in 0.75 in Tapered Westward 240565 5  # Rigid for straight cuts 
“Metal T; r . . 
BL Metal Blade Material These blades are used to make aggressive cuts in sheet metal, 
RENA | 0, aca | 24 6 in, 8 in, 9 in% in, 1 in = Straight, Tapered Milwaukee 6MPJ5__1_—- wood, and other materials that are used in maintenance, metal 
6 10.18.24 6 in. 8in.9in on 0.035 a 0.042 Straight ioe Sau J ieee and demolition tasks. They are used with corded and 
ss — é in in, 0.05 in cordless reciprocating saws. 
Blade Item Pkg. 
5 sca pet Inch Length H Cut Width Back Style Brand No. Qty. Bi-Metal Tipped 
i-Metal Tippe z 
Bi-Metal Blade Material Sere nee 
6 6 in 7% in 0.062 in Straight LENOX 4YFX4 5 Material 
6 12 in Tin 0.05 in Straight LENOX 53DN79 25 No. 49YA05 
7/9 6 in Tin 0.043 in Straight Diablo 49YA04 25 
7/9 Qin Tin 0.043 in Curved, Straight Diablo 49YA05 25 
7/9 12 in Tin 0.043 in Curved, Straight Diablo 49YA06 25 
7/11 6 In 1 in 0.062 in Tapered Milwaukee S5LY53 25 
7/11 Qin Tin 0.062 in Straight Milwaukee 5LY54 25 
7/11 Qin Tin 0.062 in Straight Milwaukee 5LY51 5 
7/11 12 in Tin 0.062 in Straight Milwaukee 5LY55 25 
7/11 12 in Tin 0.062 in Straight Milwaukee 5LY52 5 
10 Qin 7% in 0.062 in Straight LENOX 5YN27 2 Tililwouk? 
10 9 in 7% in 0.062 in Straight LENOX  4YFX6 5 oo 
He pppner at ; 
i-Metal Blade Materia 4 a | 
5, /, 14, 18 6in,9in in 0.05 in Straight, Tapered Milwaukee 2VJ50 1 [LTTE DIABLO® 
%, 4/7, 5/7, 719  6in,9in in 0.035in, 0.049 in, 0.063in Curved, Straight Diablo 49YA16 1 = “i 5 
Steel Blade Material —— Demolition Reciprocating 
6, 10, 14 6 in, 9 in in, 1 in 0.05 in 0.062 i. Straight LENOX 36C276 1 S BI d 
ca Ta | senlecsacae 
i. _ 
of Sin Tin 0.049in Straight Diablo 490x273 3 = Rigid for straight cuts 
o/7 in in 049 in traight lablo_ 49XZ74 Saw blades are used with corded and cordless reciprocatin 
5/7 i2intin 0.049 in Straight Diablo 49XZ75 3 Wir tiie cach | p g 
Carbide Blade Material saws for demolition tasks such as cutting wood, metal, fiber- 
6 Qin Tin 0.05 in Straight LENOX _422V95__5 _— board, and other composites. 


A Ia | | es . 








Carbide Tipped, Diamond Grit, 
Bi-Metal Blade Material High Speed Steel 
No. 499L11 . Blade Material 


No. 499L07 


. Milne LENOX«& ©) BOSCH 
More LENOX (o1AB102) *wesrwaro ©) BOSCH | Tile and Masonry 


Nail-Embedded Wood Reciprocating Saw Blades 
Reciprocating Saw Blades These tile and masonry blades for corded and cordless reciprocating saws have 


These reciprocating blades make aggressive cuts in nail-embedded wood as a cutting edge made from abrasive-grit particles to cut aggressively and quickly 
well as a mixture of wood and light metal, such as walls and wood-framed through masonry, tile, and other hard, abrasive materials. 





itions. Blade Cutting Item Pkg. 
partitions. They are used in corded and cordless saws Length Cut Width Edge Style Back Style aiid ane 
Teeth Blade Cutting Item —— Pkg. Bi-Metal Tipped 
perinch Length H  CutWidth Edge Style Back Style Brand No. Qty. Bi-Metal Blade Material 
Bi-Metal Tipped 4" fa 0.050" Rigid Straight Milwaukee 2RFN8-~ —s3 
Bi-Metal Blade Material Carbide Grit 
5 6" 1" 0.062" Rigid Tapered Milwaukee 6MR68 25 Bi-Metal Blade Material 
° 6" a 0.050" Rigid Tapered Milwaukee _1BV06 a 8" ofa" 0.040" Flexible Straight LENOX 5YN23 2 
2 g" 1" 0.062" Rigid Tapered Milwaukee  3LC91 5 High Speed Steel Blade Material 
2 g" T 0.062" Rigid Tapered Milwaukee 6MR73 25 ya 0.05" Rigid Straight Bosch 499108 _ 1 
5 g" 4" 0.035" Rigid Tapered Milwaukee 1Y248 50 Steel Blade Material 
2 12" 1 0.062" Rigid Tapered Milwaukee  3LC92 i] 6" 7%" 0.032" Flexible Tapered LENOX 21Y677 2 
oD 12 iid 0.062" Rigid Tapered Milwaukee 6MR74 25 10" fa 0.050" Flexible Straight LENOX 21Y653 2 
14 6" 1" 0.042" Rigid Straight Milwaukee 4WP13 5 Tungsten Carbide Blade Material 
14 6" 1" 0.042" Rigid Straight Milwaukee 6MR72 25 6" 5/4" 0.039" Rigid Straight Milwaukee 1XEL3 50 
14 oy 5/4 0.035" Flexible Straight Milwaukee 2AC19 i] g" 5/4 0.039" Rigid Straight Milwaukee 1¥230 3 
14 6" 5/4 0.035" Flexible Straight Milwaukee 6MPH4 50 g" 5/4" 0.039" Rigid Straight Milwaukee 1XEL4 50 
14 ay 5/4 0.035" Rigid Straight LENOX 4XL12 ° Diamond Grit 
14 3 ya 0.035" Rigid Straight LENOX 4YGA2 a High Speed Steel Blade Material 
14 g" i 0.042" Rigid Straight Milwaukee 4WP15 5 5/4" 0.04" Rigid Straight Bosch 499107 _ 1 
14 g" i 0.042" Rigid Straight Milwaukee 6MR78 = 25 Steel Blade Material 
14 g" fa 0.035" Flexible Straight Milwaukee —1BV15 i] 6" il 0.042 Rigid Straight Milwaukee 4FTH4 1 
14 12 1" 0.042" Rigid Straight LENOX 4YFX2 5 8" fa" 0.040" Rigid Straight LENOX 2JGA1_—1 
Carbide Tipped g" fa" 0.042" Rigid Straight LENOX 6UUG9 1 
14/18 12 Z 0.035" Rigid Straight Bosch 499L10 g" il 0.042" Rigid Straight Milwaukee 4FTHS 1 
14/18 12. '%e' 0.035" Rigid Straight Bosch 499111 1 TI: yf 0.042" Rigid Straight LENOX 6UUG8 1 
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POWER TOOLS 
Reciprocating Saw Blades 


Scan. Order. Done. 
Details on page A1. 








LENOX& (DIABLOR) 


Thick Metal Reciprocating Saw Blades 


= Straight back style 

These reciprocating saw blades cut thick metal “6” and over. They are used 
with corded and cordless saws, and have a lower teeth per inch (TPI) than 
blades designed for cutting thinner metals to prevent the blade from clogging, 
which can cause the cutting to stop or affect cut quality. 


Carbide Tipped, 
Steel Blade Material 
No. 54EP99 


Teeth Blade Cutting Item Pkg. 
per Inch Length H Cut Width Edge Style Brand No. Qty. 
Bi-Metal Tipped 
Bi-Metal Blade Material 
10 4" ¥4" 0.035" Flexible Milwaukee 1BV09 a 
10 6" ¥4" 0.035" Flexible Milwaukee 2AC15 5 
10 6 ¥4" 0.035" Flexible Milwaukee 1¥251 50 
10 6 1" 0.042" Rigid Milwaukee 6MR66 20 
10 6" 1" 0.042" Rigid Milwaukee 4WP11 5 
10 6 1" 0.042" Rigid Milwaukee 6MPH9 50 
10 Q" 1" 0.042" Rigid Milwaukee 6MR77 25 
10 Q" 1" 0.042" Rigid Milwaukee 6MPJO 50 
12/16 12" 1" 0.042" Rigid LENOX 492R80 20 
Carbide Tipped 
Carbide Blade Material 
i 6 1" 0.050" Rigid Milwaukee 54ER03 5 
7 Q" i 0.050" Rigid Milwaukee 54ER01 1 
7 Q" 1" 0.050" Rigid Milwaukee 54ER04 5 
Steel Blade Materia 
7 6 1 0.050" Rigid Milwaukee 54EP99 1 
8 6" 1 0.049" Rigid Diablo 49XZ61 1 
8 6 1 0.049" Rigid Diablo 49XZ70 3 
8 Q" 1 0.049" Rigid Diablo 49XZ62 1 
8 Q" 1 0.049" Rigid Diablo 49XZ71 3 
8 Q" 1 0.050" Rigid LENOX 411M26 a 
8 12" 1 0.049" Rigid Diablo 49XZ63 1 







Carbide Tipped, 

Steel Blade 
Material 

No. 422W45 


LENOX Muse 
DIABLOZ) “wistwarp 


Wood & Pruning 
Reciprocating Saw Blades 


Wood and pruning blades are used to make aggressive cuts 
through wood without embedded materials, such as tree limbs. 
These blades are used in corded and cordless reciprocating 
saws, and have fleam-ground blades that cut on both the 
extension and retraction movement to speed cutting. 


Teeth Blade Cutting Item Pkg. 
periInch Length H Cut Width Edge Style Back Style Brand No. Qty. 
Bi-Metal Tipped 
Bi-Metal Blade Material 

4 6" Ys" 0.050" Rigid Tapered LENOX  36C229 5 
a 6" Ya" 0.050" Rigid Tapered Milwaukee 6CFC6 50 
5 Q" Ya" 0.050" Rigid Tapered Milwaukee 2AC12 5 
5 g" ie 0.049" Flexible Tapered Milwaukee O5TJE6 5 
4) g" 1 0.049" Rigid Curved, Straight Diablo 49XZ81 5 
5 12 1: 0.060" Flexible Tapered Milwaukee O5TJE7 5 
6 6" 4" 0.042" Rigid Tapered Milwaukee 4TR34 5 
6 6" Ya" 0.050" Flexible Straight LENOX 4XL15 5 
6 6" Ya" 0.050" Rigid Curved LENOX  1PMB7 5 
6 9" ¥4" 0.042" Rigid Tapered Milwaukee 4TR35 5 
6 Q" Ya" 0.050" Rigid Straight LENOX 4XL19 5 
6 Q" Ya" 0.050" Rigid Straight, Tapered = LENOX 4YFY9 25 
6 12" Ys" 0.042" Rigid Tapered Milwaukee 4TR36 5 
6 12° Ys" 0.050" Rigid Curved LENOX 1PMC4 5 
6 12. ¥4" 0.050" Rigid Tapered LENOX 4XL21 5 
BIM-M42 Blade Material 
6 6" Ya" 0.750" Rigid Tapered Westward 24A551 5 
6 6" i 0.750" Rigid Tapered Westward 24A574 5 
6 g" Ya" 0.750" Rigid Tapered Westward 24A552 5 
Carbide Tipped 
Carbide Blade Material 
5 6" : 0.050" Rigid Tapered Milwaukee 54FH97 5 
a) Q" 1° 0.050" Rigid Tapered Milwaukee 49EM19 1 
4] g" i 0.050" Rigid Tapered Milwaukee 54FH98 5 
a 12’ i 0.050" Rigid Tapered Milwaukee 54FH99 5 
Steel Blade Material 
3 Q" 1" 0.049" Rigid Straight, Tapered Diablo 422W45 
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Carbide Tipped 
Steel Blade 
Material 
No. 49XZ67 


LENOX& Miwos (DIABLOR) 


Thin Metal Reciprocating 
Saw Blades 


Reciprocating saw blades cut ¥g” and thinner metal. 
These blades are used with corded and cordless saws to 
aggressively and quickly cut through thin metal without 
grabbing the material and causing vibration. 


Teeth Blade 
perInch Length 
Bi-Metal Tipped 
Bi-Metal Blade Material 


Item —— Pkg. 
Brand No. Qty. 


Cutting 
H CutWidth Edge Style Back Style 


18 398" Xe 0.035" Flexible Straight LENOX 4XLO7) 35 
18 4" 3/4" 0.035" Rigid Straight LENOX AYFY1 25 
18 6" 3/4" 0.035" Flexible Straight Milwaukee 2AC20 5 
18 6" 1" 0.035" Rigid Straight LENOX 4GE30 5 
18 6" i 0.042" Rigid Straight Milwaukee 6MR67 25 
18 6" 1" 0.042" Rigid Straight Milwaukee 4WP14 5 
18 6" 1" 0.042" Rigid Straight Milwaukee 6MPJ2 50 
18 8" 4 0.035" Rigid Curved LENOX AYFZ7) = 25 
18 8" 3/4" 0.035" Rigid Curved LENOX 1PMCi 5 
18 8" Yq" 0.035" Rigid Straight LENOX 4AYFX9) 25 
18 8" 3/4" 0.035" Rigid Straight LENOX 4XL17 Ss 5 
18 Q" Yq" 0.035" Flexible Straight Milwaukee 1BV16 5 
18 9" 1" 0.035" Rigid Straight LENOX AYFX1 925 
18 9" 1" 0.035" Rigid Straight LENOX 4GE34 5 
18 12" Yq" 0.035" Rigid Straight LENOX 4YGA1 5 
18 12 1 0.035" Flexible Straight Milwaukee 5TJFO 5 
18 12" 1" 0.042" Rigid Straight Milwaukee 6MR80 25 
18 12" 1" 0.042" Rigid Straight Milwaukee 4WP17 5 
20/24 9" 1" 0.035" Rigid Curved, Straight Diablo 49YA01 25 
24 4" J/4" 0.035" Flexible Straight Milwaukee 1BV14 5 
24 4" 3/4" 0.035" Rigid Curved LENOX 1PMB2 5 
24 4" Ja" 0.035" Rigid Straight LENOX 21Y658 5 
24 4" 3/4" 0.050" Flexible Straight Milwaukee 2RFR4-= 5 
24 6" Yq" 0.035" Flexible Straight Milwaukee 6MR65 25 
24 6" ¥4 0.035" Flexible Straight Milwaukee 2AC21 5 
24 6" 3/4" 0.035" Flexible Straight Milwaukee 6MPH6 50 
24 6" ¥4" 0.035" Rigid Curved LENOX A4YFZ8 = 25 
24 6" 3/4" 0.035" Rigid Curved LENOX 1PMB6 5 
24 6" Yq" 0.035" Rigid Tapered LENOX AYFY5) 25 
24 6" 3/4" 0.050" Rigid Straight LENOX 4XL14 5 
24 8" 3/4" 0.035" Rigid Curved LENOX 4YFZ9) 25 
24 8" Yq" 0.035" Rigid Straight LENOX AYFZ1 5 
BIM-M42 Blade Material 
18 Q" Yq" 1.000" Rigid Straight Westward 24A579 5 
Steel Blade Material 
1 : 0,035" Flexible Straight Milwaukee 6MR71 25 
18 6" 1%6° 0.035" Rigid Straight LENOX 53DN93 50 
18 12" 3/4" 0.035" Flexible Straight Milwaukee 1BV36 50 
18 12" Yq" 0.035" Rigid Straight LENOX 53DN91 25 
24 6" 1" 0.035" Rigid Straight Milwaukee 45L166 5 
24 12" 1" 0.035" Rigid Straight Milwaukee 45L168 5 
30 34" Ye 0.040" Rigid Straight Milwaukee 45L169 5 
Carbide Tipped 
Steel Blade Material 
20 6" 1" 0.039" Rigid Straight Diablo 49XZ67_—s 1 
20 8" 1" 0.039" Rigid Straight Diablo 49XZ68_—si 
Bi-Metal Tipped, 
Steel Blade Material 
No. 45L170 a 
_fes es a 


Drywall and Plaster 
Reciprocating Saw Blades 


Drywall and plaster blades for corded and cordless reciprocating 
saws are built with widely-spaced teeth to prevent plaster and other 
particles from clogging the blade. 


Teeth Blade Cut Cutting Item —_— Pkg. 
perinch Length H Width Edge Style Back Style Brand No. Qty. 
Bi-Metal Tipped 
Bi-Metal Blade Material 

4) 12" 2%" 0.200" Rigid Tapered Milwaukee 110558 1 
6 4" ¥4" 0.050" Flexible Tapered Milwaukee 2RFP3 5 
6 oo ¥4" 0.050" Rigid Tapered Milwaukee 1BVO8 5 
10 3%" %e' 0.035" Rigid Tapered Milwaukee 1BV10 5 
14 4" Ya" 0.050" Flexible Straight Milwaukee 2RFP7 5 
14 6" Ya" 0.050" Flexible Straight Milwaukee 2RFP9 5 
Steel Blade Material 
6 24," %e' 0.040" Rigid Tapered Milwaukee 451170 1 
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Find the wf. Find Solutions. Find Great Prices. Hacksaws, Laminate Trimmers & Cut Out Tools 
No. 10E999 / 
ia 
| aS 





Hacksaws 


Cut pipe, profiles, and beams made of steel, cast iron, 
concrete and plastic with use of clamps. 110V No. 10E998 
includes variable speed. Pneumatic version No. 10E999 includes a hose 
coupler and is ideal for cutting pipes where sparks may be an issue. 











Includes 2 blades, wrench, and side handle. Scroll Saws 
Blade Strokes Pipe Tool Mfr. Item oe ‘ 
Description Stroke per Minute Cap. Weight (Ib.) Model No. Make accurate cuts while reducing vibra 
Hacksaws aces —_ erates: tion and noise. Tool-free blade clamps make 
Hacksaw 2% 100 to 35 : 1 Ib. 
Hacksaw 2%" 33024" 15.9 STS 325R —toEg99 — | Changing blades easy. Electronic variable : \. 
Item Item speed on each saw adjusts for various : 
Length Teeth per Inch No. Length _Teeth per Inch No. materials. ‘ , 
Power Hacksaw Blades - HSS Power Hacksaw Blades - Tempered ‘ 5S 
. as i Ie 1OFOTS | DeWalt—Unique double-parallel link-arm + e 
8 16 10F004 15% 8 10F017 ; . 
8" 24 10F005 1594" 12 10F016 design. Table tilts 45° left and right. Front- % No. 
12 12 10F007 24" 14 10F018 idirecti 52HR91 
15" 16 40F006 FGGvETIHTCWERU GIGS ESN mounted controls and multidirectional dust 
16" 8 10F009 13 10 10F019 blower. Uses standard 5" blades. < 
16" 16 10F008 191%" 17 10F020 
oT 12 10F010 Power Hacksaw Blades - Carbide _ Table No Load Mfr. Item 
94" 14 10F012 12 = 10F021 Throat DepthBlade Stroke Cutting Cap. Dimensions RPM Brand Model No. 
30" 12 10F013 16" — 10F022 20" yf," 2 16"x 23%" 400to 1750 DeWalt DW788 4GD67 
of iz ai a = aa 2254" yp" 0" sexe NotRated Jet += JWSS-22 52HRO1 





(DEWALT f porter + caste. 





No. 
30RV92 - = 
Laminate Trimmers 
Spindle lock for fast bit changes and 
a Y4" collet capacity. 
Amps No Load Base Tool Tool Mfr. Item 
HP @120V RPM __ Switch Size (in.) td § includes eal Length (In) Weight (Ib.) | Brand Model No. 
otor, Standard Base, Collet 
% 4.5 31,000 On/Off 4%6 Wrench, Straight Edge, AV 3.4 DeWalt DWE6000 30RV92 
ihe Motor, Standard Base, Collet 
2) + % 45 31,000 On/Off 4%6 Wrench, Straight Edge, AV 3.4 Porter Cable PCE6430 30RV94 
2 eee : 16,000- Motor, Standard Base, Collet 
endian tilleninaiiing Sa 5¥%4 5.6 35 000 On/Off 4%6 Wrench, Straight Edge 44 3.4 Porter Cable PCE6435 30RV95 


Designed to cut holes in drywall, thin metal, or thin plywood. 
Engineered to withstand the most demanding conditions. 





NoLoad Amps Tool Tool Mfr. Item 
Drywall Spiral Saw—Easy to handle, with dual grip zones. real oe neces engi ME a 
Vents keep dust away from user. RotoSaw Spiral Saw Tool, (1) 
30,000 55 Guidepoint Zip Bit, (1) Sabercut Zip 8Y" 2.5 ID. Rotozip $S355-10 46U377 
Cut-Out Tools—Cut tough material quickly and accurately. Bit, (3) Collets: 1%", 542", and 4" 
Trad F u" Cut Out Tools 
No. 146988 features ‘Slide and Bump" On/Off switch and 32,000 5.0 (2) Bits, Wrench, #', 4" Collet 97  241b. Makita 3706 —-14G988 
tool-free depth adjustment. No. SVC57 features keyless tool- “39.000 5.0 Drywall Cutting Bit, %", 14" Collets 10' 3.2 lb. DeWalt  DW660  5WC57 
free bit change and bump-off switch. Item Pkg. 
Dia. Application No. Oty. 
Rotozip Cut-Out Tool Bits 
Ve For Cutting Drywall, Wood, Plastics, and Wall Tile 53DM7/7 1 
/32" For Cutting Underlayment 2PPY7 1 
/32" For Laminate Floor Cutting Bit 53DM80 1 
/32" For Cutting Up to 18 ga. Steel 1PKW6 1 
¥32 For Cutting Ceramic Wall Tile, Cement Board, Stucco, and Plaster 1PKW7 1 
Ya Window and Door Cutouts 4LE37 1 
Va" For Cutting Cement Board, Stucco, and Plaster 4LE34 1 
No. 14G988 Ya" Floor Tile and Countertops 30HX63 1 
fa For Tile Hole Cutting 53DM79 1 
UE For Cutting Drywall 2PPY3 2 
732" Multi Purpose Cutting 2PPY9 2 
¥" Cutting Wood and Fiberglass oJLT2 4 
Yr Tile Cut Outs 5JLR9 4 
7 Cutting 41HR17 8 
Ve Drywall Cut Outs Around Outlet Boxes and Framing oJLT3 8 
5/yo" Acrylic, Composites, Fiberglass, Hardwood, Laminates, Lath, MDF, 53DM81 10 
ie OSB, Plastic, Plywood, Siding, Softwood, Vinyl Siding, Wood 
32" For Cutting Drywall 53DM78 10 
Ve Cutting Wood and Fiberglass 5JLT1 16 
Ve Drywall Cut Outs Around Outlet Boxes and Framing oJLTO 16 
Ve For Cutting Drywall 03DM83 16 
Ve" For Cutting Drywall 53DM76 50 
Va For Cutting Drywall o3DM84 20 
Item Pkg. Item Pkg. 
Description No. Qty. Description Dia. Material No. Qty. 
No. 5VC57 Rotozip Replacement & Service Parts Rotozip Diamond Hole Saws 
Drill Chuck o3DM7/4 1 Diamond Hole Saw : — OJLTIS 1 
Collet Set 53DM75 1 Diamond Hole Saw 13" — 5JLT6 1 
Rotozip Accessories 
Direct Drive Cut-Off Attachment = — = 19L473 1 
Rotozip Cutting Wheels 
Abrasive Cut-Off Wheel 2%" Aluminum Oxide 19L474 5 
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POWER TOOLS 
Jigsaws & Blades 


Scan. Order. Done. 
Details on page A1. 





PORTER + CABLE. 









No. 48XY66 
No. 45CR53 








Orbital Jigsaws 
= T-Shank Blade Type a 
Length Strokes Handle } Tool Tool Mfr. Item 
of Stroke per Minute Amps Design Features Length Wt. (Ib.) Brand Model No. 
13/6" 0-3200 6.0 Top Lock-On Button gy" 5.4 Porter Cable PCE345 30RWO07 
i i Multi Directional Blade Clamp, Heavy Gauge Steel Footplate, 
1 900-3100 6.0 Top Always on Dust Blower, Ambidextrous Lock on Button 9% 9.3 Bosch JS260 6YHT! 
i : Multi Directional Blade Clamp, Die Cast Foot with Steel Insert, on Board Bevel, i 
{ 900-3100 6.5 Top Hex Key Storage, Adjustable Dust Blower, Ambidextrous Lock on Button o% 9.4 Bosch JS365 6YHTO 
i Ambidextrous Lock on Button, Die Cast Foot with Steel Insert, i 
| 900-3100 7.0 Top Multi Directional Blade Clamp, Adjustable Dust Blower 9% 0.9 Bosch = JS470E GYR 
Precision Double Roller System, Built In LED Light, Die Cast Footplate, 
1" 800-3000 ie Top Constant Response Circuitry, Multi Directional Blade Clamp, Aluminum OMe" 5.2 Bosch JS572EK  45CR53 
Gearbox, Low Vibration Mechanism, Built In Dust Blower 
Precision Double Roller System, Built In LED Light, Die Cast Footplate, 
1" 800-3000 (es Barrel Constant Response Circuitry, Multi Directional Blade Clamp, Aluminum OMe" 5.2 Bosch JS572EBK 48XY66 
Gearbox, Low Vibration Mechanism, Built In Dust Blower 
is 800-3500 7.0 Barrel Large Die-Cast Aluminum Footplate, Ergonomic Body, Soft Grip Areas ‘a 5.9 Bosch JS470EB  44J823 
4 Yao" 50-3100 6.5 Top Dust Blower, Tool Free Bevel Adjust, Soft Start, Full Wave Electronic 950mm 6.0 DeWalt DW331K-QS 32ZU44 


Speed Control,50/60Hz (Not designed to be use in USA) 





sewed Handiood <2 BOSCH ¢ [7 proonessong@ ood es 
vung CH La thadhad da Sere 4 1204 al vovey VEVIVUV VE DUP PY eh Lda 
No. 4XD02 No. 4WZ90 
Teeth Mfr. Item Pkg. Teeth Mfr. Item Pkg. 
Per Inch L Model No. Qty. Per Inch L Model No. Qty. 
For Wood Cutting 10 4" U111HF 4WZ94 5 
Bi-Metal, T Shank Type Carbide, T Shank Type 
5/6 4" T144DF 4Wz88 5 8 45" T301CHM1 ‘6 YB22 1 
8 oi T211HF 4WZ89 5 For Mild Steel Cutting 
10 4' T101BF 4Wz82. 5 High Speed Steel, T Shank Type 
Bi-Metal, U Shank Type 24 e T118AHM3 44/7288 
5/6 4" U144DF 4xD02 5 For Metal Cutting 
6 4" U111DF 4WZ93 5 Bi-Metal, T Shank Type 
High Carbon Steel, T Shank Type 11/14 35" T118BF 4WZ85 2] 
5/6 4' T244D 1UM24— «5 14/18 3h" T118EF 4WZ86 5 
5/6 4 T101D100 44J715 ~—- 100 17/24 354" T118AF 4wz84 5 
6 4 T101D 1UM17.—s5 21 35," TI21AF3  44J738 3 
6 4 T144D 1UM22. 5 36 3V4" T118GFS_  3DRP4 5 
6 6 T344DP 6YB24 5 Bi-Metal, U Shank Type 
6 7 T744D3 3UWF5 3 10/14 3%," U118EF 4W2z97. 5 
8 4 T111C 1UM18—so5 11/14 3%" U118BF 4W2Z96 5 
8 45 T301CD 443760 5 17/24 3%" U118AF 4wz95 5 
8/12 4% T234X3 4wz90 3 36 25/4" U118GF 4wz98 5 
10 4 T101B 1UM16— 5 Carbide, T Shank Type 
10 4" T101BR 3UVY7 5 24 3V5" T118AHM1 _‘6YB17 1 
10 4' T101BR100 44714 100 High Speed Steel, T Shank Type 
12 a T119B0 1UM21 5 8 oy T127DF100 44/747 ~—«100 
12 4p" T308B 3DRP3 5 8 4' T227D 1UM23.— 5 No. 45HR52 
20 a T101A0 1UM15.— 5 10/24 4' T123X 445741 5 
High Carbon Steel, U Shank Type 10/24 4 T123X3 4WZ87 33 
8 35," U111C 1UM28 5 11/14 by T118B100 44/729 ~—-100 H (> 
8/12 4Y/;' U234X3 4XD05 3 11/14 354" T118B 1uM20.— 5 Jigsaw Blades © BOSCH 
10 354" U101B 1UM27.— 5 14 a TI18EHM3 —-44J736 3 i" 
12 29/4" U19B0 1UM34.— 5 14 5Vs" T318B 1UM26— 5 = For mle information on anes blade 
20 29/4" U101A0 6YB25 5 17/24 2 T118A100 44/725 ~—-100 applications, see Grainger.com 
For Specialty Cuttin 17/24 358" T118A 1UM19 5 . Docses 
Carhide, T Shank 1s 17/24 354" T218A 445755 9 Bimetal—ldeal for demanding applications. Blades 
30 Grit 3M" T130RF1 6YB18 1 24 5M," T318A 1UM25 5 up to 10 teeth per inch are best for wood, particle- 
50 Grit 3M" T150RF1 6YB21 1 30 2s" T121GF3 -44J740— 3 
For Plastic Cutting 36 354" T118G 3UVY2 5 ie ie es aes Hs ha per inch and 
High Speed Steel, T Shank Type High Speed Steel, U Shank Type Igner are best tor meta! and aluminum. 
14 4' TI01A 1UM14.— 5 17/24 3%" U118A 1uM29.— 5 : 
For Nail Embedded Wood Cutting For Masonry Cutting High Carbon Steel—Handle fast curve cuts, 
Bi-Metal, T Shank Type Carbide, T Shank Type smooth cuts, and smooth curve cuts. 
5/10 AY; T345XF 4437755 6 4' T141HM1 6YB19 1 
5/10 a T345XF3 AWZ91 3 6 5M" T341HM1 «6 YB23 1 Carbide—Designed with carbide grit materials for 
10 4" T111CF 4WZ83 3) Diamond, T Shank Type rasiv r carbide teeth for cutting stain! tee| 
Bi-Metal, U Shank Type 30 Grit 3 V4" T130DG 5JLUO 1 abras ve pe om pee eee 
5/10 5" U345XF3. 4XD07.—Ss 3 ceramics, and TIDerglass. 
No. of Mfr. Item ‘ 
Pieces Includes Model _No. High Speed Steel—Fully hardened. Ideal for 
Blarle Sets cutting metals and aluminum. 
> (9) Bimetal Blades, Mi 0 Blades ood and (2) Metal Sizes Tey) asHaia- _ Blade Sets—Assortments of high carbon steel, 
21 (4) Mfr. No. T101B, T144DP, T101D, (3 TM No. T119BO, 1244D, T101A0 TW21HC  1TEH5 high speed steel, and bimetal blades. No. 1TEH6 
21 (5) Mfr. No. T101B, T144DP. T118A, (2) Mfr. No. T345XF, T123X, T147HM1 TC21HC _1TEH6 also includes carbide blade 
30 (10) Each Mfr. No. T101B, (5) Each Mfr. No. T101D, TBA, 11188, T144D, Clear Plastic Tube T30C_ __1TEH3 
30 (10) Each Mir. No. T101B, T101D, 1144D, Clear Plastic Tube T30W___1TEH4 . , 
(2) 3°12 TPT Jigsaw Blade Mfr. No. T119B0, 4"6 TPI Jigsaw Blade Mfr.No. T144DP, (2 Progressor Tooth Design—Versatile tooth design 
— 4" 10 TPI Jigsaw Blade Mfr. No. T101B, (3) Progressor Wood Blade Mfr. No. T234X, (1 T14CPSC 3UVZ8 is smaller at the top, larger at the bottom. Blades 
Shank Progressor Metal Blade Mfr. No. 1123X, (2) 3" 14 TPI Jigsaw Blade Mfr.No. T118B, (2) remain cooler and cut faster than high speed steel 
5 Mfr. No. U101B, U144CD, U19B0, U118A, U118B U502A5 _‘ 6YB27 or bimetal blades. 
730 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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POWER TOOLS 
Routers & Metal-Cutting Circular Saws 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Routers 


BOSCH 





Powerful tools ensure a quality finish in all materials. Lo = > No. 
Fast, accurate depth adjustment. ee! 6YHRS8 
Tool _ Tool 
Base Length Weight Mfr. Item 
HP Amps No Load RPM Switch — Size (in.) Includes (In) —(Ib.) Brand Model No. 
Compact Routers 
YM 7 16,000-35,000 ~— Rocker 1%6 LED Worklight 4% 4.4 |b. Bosch GKF125CEPK 446P33 
14 { 16,000-35,000 — Rocker 1%6 Fixed Base, 1/4 * Self-Releasing Collet Chuck, Collet Chuck Wrench 4%, 44 Bosch  GKFI25CEN 446P20 
1% = / 16,000-27,000 = Rocker 4 Standard Base, Wrench, Instruction Manual 8% 44 DeWalt DWP611 = 5NAJ8 
1% 7 2/,000 Rocker 4%'x5-3/4" Standard Base, Plunge Base, Wrench, Instruction Manual, Carry Bag 9% 6.2  PorterCable 450PK  O5NAJ7 
l.zo. 7 16,000-27,000 Rocker 4%x5-3/4" Standard Base, Plunge Base, Wrench, Instruction Manual, Carry Bag, 4" Collet 925 6.2 DeWalt DWP611PK 5NAJ9 
120. -f 30,000 Rocker 4 Standard Base, Wrench, Instruction Manual 8.9 4.1 Porter Cable 450 5SNAJ6 
Mid-Size Routers 
1% 11 Toggle — Ys and 2" Collets, Concentricity Gauge, 2 Wrenches, Micro Fine Depth Adjustment 10% 7.1 DeWalt DW616 _—3HA91 
1% «11 27,500 Rocker — Fixed Base, %4 and 1" Collets, 2 Wrenches 8% 8 _PorterCable 690LR  3UB91 
1% =11 27,500 Trigger — D-Handle, Fixed Base, % and 2" Collets, 2 Wrenches 8% 9.25 Porter Cable 691 62308 
1% «11 2/,900 Rocker ov Tees Pet pase. Plunge Base 7; and /# Collets, Collet Wrenches, Carrying Case 8% 12.5 PorterCable 693LRPK 2NDZ5 
: 4" Collet Chuck, ¥2° Collet Chuck, 16mm Shaft Wrench, Collet Nut Wrench, Guide Adapter, 
2% 12 8000-25,000 = On/Ofi 6 Chip Shield, Fixed Base, [Handle Hex Height Adjustment Wrench, Screws for Table Mounting 6 83 ~——Bosch=—6I7EVS = STXES 
= icro Fine Depth Adjustment, /% and 2° Collets, Variable Speed, Soft 
2% 12 8000-24 ,000 Toggle ‘ Start, Concentricity Gauge, Wrench an Larae Hol Sub base . 10% 7.2 DeWalt DW618 3HA93 
_ _ otor Pac , Fixed Base , Plunge Base , V4 
2% 12 — 8000-24,000 Toggle and 14" Collets, Wrench, Large Hole Sub Vase, Vacuum Adapter, Kit Box 10% 7.2 DeWalt DW618PK 3HAg4 
2% 12 10,000-23,000 Dual Slide — Fixed Base, % and 2" Collets, Collet Wrench, Carrying Case ik 9.0 Porter Cable 892 2NER2 
2% 12 10,000-23,000 Trigger 7 Fixed ang punge Bases, a ang oes cole Wren aig Wee eactying Case 20 13.5 PorterCable 895PK 4YU17 
otor Pack, Fixed Base, Plunge Base, %° and 2" Collets, renches, 
1.75 11 24,500 Toggle 6 ; _Sub-base Congentricty Gauge, Vacuum Adapter, Kit Box — 8 10 DeWalt DW616PK 3CA68 
? = unge, Variable Speed Control, Built-in Dust Extraction, Soft Start, Spindle 
210 8000-24000 ‘Trigger Lock, 4 and 14" Collets, Bushing and Vacuum Adapter, Wrench : 10%6 9.0 DeWalt DW621 — 3MM54 
DW616M Motor Pack; DW6184 Fixed Base; DW6182 Plunge Base; 4" an 
2.25 12 — 8000-24,000 Toggle 6 ¥" Collets; Wrench; Large Hole Sub Base, Vacuum Adapter, Kit Box 8 10.1 = DeWalt = DW618B3 4DV45 
Fixed 6°/ Motor Fixed Base #44J141, Plunge Base #44H143, 14° Self Releasing 
2.3 15 10,000-25,000 Trigger Plunge Chuck #2610906283, 12" Self Releasing Chuck #2610906284, 16mm Shaft 6% 25 Bosch MRC23EVSK 6YHR8 
61V6 Wrench #2610991388, 24mm Collet Nut Wrench #2610992417 
Production Routers 
3% 15 Meteor ag) Rocker = — 5 Speed, 2 Handles, Fixed Base, 14" Collet, Collet Wrenches 11 14.5 PorterCable 7518 2NDZ3 
3% 15 21.000 ' Rocker — 2 Handles, Fixed Base, 12° Collet, Collet Wrenches 11 15 Porter Cable 1919 2NDZ4 
3.15 8000-22 ,000 Slide — Plunge, Variable Speed Control, Soft Start, Spindle Lock, % and 12° Collets,\ Wrench 10%6 11.2 DeWalt DW625  _6Y933 
© soscn freud | 
Roundover Flush Trim Le ae 
TOOLS * wis Twarp) ONSRUD No. 53DJ22 No. 9XUH4 (ese ny 








Profile Router Bits 


= For additional Router Bits see page 2297 
Cutter Length Overall Shank No. of 





Dia. ofCut Length Dia. Flutes Brand 
Drawer and Lock 
% 298 Vp Z Cmt 
Flush Trim 
Vp 1 2” W4 2 Bosch 
WZ V4 24 Ww 2 Cmt 
Vp 2 4% Vp 1 Freud 
Vp 1 216 W4 1 Freud 
V2 1 2'%32 4 2 Westward 
Y% 1 2293/32 WA 2 Westward 
WA 1 22 4 Z Cmt 
WA 7) 2” WA 1 Cmt 
V4 1 2% W4 2 Westward 
WA V4 1%6 W4 1 Westward 
Ye Yo 2¥% 4 2 Bosch 
3g 1 2'A6 W4 1 Freud 
3g 1 2'%32 Ww 2 Westward 
Hinge Mortise 
3g “6 2¥% Ww 2 Cmt 





Metal-Cutting Circular Saws 


= 120VAC 


= Left-side blade makes it easier to see sight lines 


when the saw is held with the right hand 











Item Cutter Length Overall Shank No. of Item Cutter Length Overall Shank No. of 
No. Dia. ofCut Length Dia. Flutes Brand No. Dia. ofCut Length Dia. Flutes Brand 
Rail and Stile WY 1 2% 4 2 Freud 
45DK94 1% 4“Veq 3 Yo 2 Bosch 499K/6 i) 1 2% Ya 1 Onsrud 
Roundover WM YW 2% 4 1 Onsrud 
41HP95 1% 7) 2% Ya 2 Freud  953DJ22 Ya 7) 3% Ya 1 Onsrud 
9XUH4 1% 2 26 Ya 2 Freud  953DJ19 i) 1% 2% 2) 1 Onsrud 
93DJ37 V4 1930 2% i) 2 Westward 16Y565 Ya i) 1% Ya 1 Onsrud 
93DJ33 h % 26 Ys 2 Freud  953DJ18 % 1 26 % 2 Westward 
16Y549 1 "9 24 Ys 2 Westward 16Y536 Va 1 34 Va 2 _Westward 
16Y531 Straight % % Z % 2 Bosch 
22EC96 Ya 2) 2% Ya 2 Bosch 41HP94 % “6 2 2) 1 Bosch 
22ED20 2 24 A Yo Z Cmt 22EC81 ¥% % 34 % 1 Onsrud 
16Y589 Va 1% 3% Yo Z Cmt 22EC71 Ve Ya Z 2) 1 Onsrud 
16Y561 2 1 2% Ya 1 Freud 53DJ40 V6 V4 3% Ya 1 Onsrud 
41HP97 Yo 1 2% Ya 2 Freud 53DH94 7) 1% 3 Ya Z Freud 
93DJ31 2 1 206 Ya 2 Westward 16Y586 3g 1 3%2 3g 1 Bosch 
16Y538 2) 1 2% 2) 2 Bosch 499K82 3Y%q V4 244 2) 2 Bosch 
Va 1 2% Ya 2 Cmt 9XVG7 V-Groove 
22ED02 2 V4 2 Ya 2 Cmt 22ED30 V4 ¥ 22 i 2 Cmt 





Metal-cutting circular saws are used in metal fabrication 
and autobody shops to cut metal when precision is required. 
They rotate slower and have more torque than general 








No. 


= Right-side blade positions the blade away from the 
user's body when the saw is held in the right hand 


purpose saws to make cleaner, faster cuts. 


Max. Max. 
Cutting Cutting Bevel 
Blade Depth Depth @ Angle Arbor Handle Item No. a 
Dia. Current @0Deg. 45 Deg. Range Size Type Includes Brand No. 34TEGG / 
ee are Side rN 
orm Drive 
15A 24" 29/4" 0° ~=%' Worm Drive Style —42T Diablo Cermet Blade, Multi-Function Wrench Skilsaw 48KR88 
Right Blade Side 
Direct Drive Saw, Mild Steel Saw Blade, | R C 
i i i 45° i ; aw, Mild Steel Saw Blade, Impact Resistant Case, 
TAN eA He 2 Right SoftGrip Wrench, Guide Plate, Safety Goggles, Ear Protection Slugger S4TE66 
i F _ ° " ; Hex Blade Wrench, Carrying Case, 
8 15A 2%6 0 ¥e Tilt Premium Cermet Tipped Blade Milwaukee 3WE48 
orm Drive Saw, Mild Steel Saw Blade, | R C 
i i i 45° i aw, Mild Steel Saw Blade, Impact Resistant Case, 
SA 2% 82" Right SoftGrip Wrench, Guide Plate, Safety Goggles, Ear Protection Slugger S4TE67 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Item 
No. 
53DH89 
6RRK6 
6RRK8 
6RRK5 
6RRK2 
6RRKI 
16Y583 
16Y634 
499K80 
499K67 
6RRK7 
6RRK1 
6RRLO 
53DJ01 
499K70 
499K65 


22EC75 









POWER TOOLS 
Circular & Miter Saws 


Scan. Order. Done. |= 
Details on page A1. 









No. 
22DL18 





Left Blade General Purpose Circular Saws 


=» 15A = 120VAC the blade. They are designed with the motor on the side of 
These general purpose circular saws are built with a the saw and are wider but lighter than worm drive saws. 
left-side blade that makes it easier to see sight lines Worm drive saws are constructed with the motor directly 
when the saw is held with the right hand. Direct drive — behind the saw and are more powerul than direct drive 
saws have motors that transfer power directly from the saws. They have a fully-enclosed gear system that rotates 
rotation of the motor to rotation of the wheel which turns the blade, and narrow profile to reach confined spaces. 


Max. Cutting Max. Cutting 





Blade Depth Depth @ Bevel Item 
Dia. @ 0 Deg. 45 Deg. Angle Range Arbor Size Includes Features No. 
Worm Drive 
° ° Carbide Blade, Locking Plug, (6) Function Wrench, Anti-Snag Magnesium Lower Guard, Blade 
7¥%in 1% in 2% in Oto ds* Let Yin Multi-Function Wrench Lock Reposition, Integrated Saw Hook Mount, Soft Grip 22DL18 
° ° . 24T Diablo(R) Carbide Blade, Multi- Anti-Snag Lower Guard, Cut-Ready Depth System, Dual Field(TM) Motor, 
rin 1'%e in 2% in 0° to 53° Left Diamond Function Blade Wrench Integrated Saw Hook, Lighter Magnesium Construction, Locking Plug 382D54 
7¥%in 1 *%ein 2% in  0°to53°Left Diamond 4OT Diablo Carbide Blade, Multi-Function Wrench Dual A aIWGGHCMGaTEM COREE Foot, 48KR86 
Direct Drive 
7 Yain 1% in 2 “ce in O° to 56° Left  %in 24 Tooth Carbide Blade, Multi-Function Wrench Lightweight Design, Powerful Dual Field Motor, Worm Drive Style 407M16 
Worm Drive 
7 Vain 2 in 2 “Ae in 0° to 51° Left Diamond Blade MeN Carp IBe Blade peer cking Ply, Twist luc NEMALS-2OP 38ZD52 
7Vin in 2%sin 0° to 51° Left Diamond i ee Dual-Field Motor, Lightweight Aluminum Construction A8KR85 
8 Yin 2 Ya in 2 Ain 0° to 60° Left Diamond (24) Tooth Carbide Blade, Blade Wrench 60° Bevel, Dual Field(TM) Motor 4A159 
10 % in 2% in 3'Vein O0°to51°Left Diamond 40T Diablo(R) Carbide Blade Dual Field(TM) Motor, Lightweight Magnesium Construction 39CH52 
10 % in 2 ¥%4 in 3 Me in 0° to 51° Left Diamond AOT Blade, Blade Wrench Dual Field(TM) Motor, Lightweight Magnesium 48XY45 








No. 





= Direct drive = 7 V4" bladedia. = %" arborsize «= 120VAC 





24T877 a 
No. No. These corded circular saws are built with the blade mounted on the right side of the 
382ZD50 48X42 motor so the blade is positioned away from the user's body when held in the right hand. 
Max. Cutting Max. Cutting Bevel 
Depth Depth @ Angle Arbor Item 
Current @0 Deg. 45 Deg. Range Size Includes Features Brand No. 
Direct Drive 
Concrete, Masonry 
0° to 56° 1% in Vacuum Hose Adapter, 2% in Vacuum Hose Adapter, 4T Built In Dust Collection System, Dual 
1A 1%in 2%6in “Right 7%!" HardieBlade, 8 ft Vacuum Hose with Nylon Sleeve, Blade Wrench Field(TM) Motor, No-Mar Sleeve Skilsaw 451649 
° ° 1% in Vacuum Hose Adapter, 2% in Vacuum Hose Adapter, 
15A 1 %in 2%ein 91058" sein AT Polycrystalline Diamond Tipped Fiber Cement Blade, ueld(TM) Motor, No-Mar sieeve Skilsaw  48XY44 
g 8 ft Vacuum Hose with Nylon Sleeve, Blade Wrench 
General Purpose 
0° to 51° Anti-Snag Lower Guard, Rear-Lever 
13A 1 1%ein 2 ‘Ac in Right ¥ in Blade Wrench, Carbide Blade Depth Adjustment, Safety Lock Skil 38ZD49 
14A  11%6in 2%ein Right Yin Blade Wrench, Carbide Blade PU Bolnt LIne GE SIGKE Lock, Skil  38ZD50 
. . 0° to 51° . . Anti-Snag Lower Guard, Laser Outline Guide, . 
15A 1 1%e in 2 ‘Ae in Right ¥ in Carrying Bag On-Tool Wrench Storage, Safety Lock Skil 38ZD51 
0° to 57° Blade Wrench, Instruction Manual, Carbide 
15A 2 in 2 %e in Right ¥ in Tipped 7% in Circular Saw Blade Electric Brake Stops The Blade After Trigger is Released DeWalt 241877 
0° to 57° a Ti 15A Motor, Dust Blower, On-board 
15A 2 in 2 %e in Right ¥in Carbide Tipped 7% in Blade, Blade Wrench, Instruction User Manual Blade Wrench, Tough Cord DeWalt 38A922 
Wood 
15A hin 2%ein 9 Rloht 5% in 24T Diablo Carbide Blade, Multi-Function Wrench “blower, Dual Figld(TM) Motor Skilsaw  48KR84 
15A 1hin 2%ein 9 Rott % in 24T Diablo Carbide Blade, Multi-Function Wrench Dual Betd(TM) Motor Electric Brake Skilsaw 451648 
; ; 0° to 56° ; Built In Dust Blower, Dual Field(TM) ; 
15A 1% in 2 ‘Ae in Right ¥e in Blade Wrench Motor, Lightweight Motor Housing Skilsaw  48XY42 
0° to 56° Accessible Brushes, Built In Dust Blower, Dual 
SA 1Ain 2%ein Right in Blade Wrench Field(TM) Motor, Electric Brake, Magnesium Housing °X!saw  48X¥48 


Corded Miter Saws © BOSCH PATA eam SAL. 


These saws make straight, mitered, beveled, and compound cuts on materials like wood and plastic. They plug into a 
120VAC power source and are generally more powerful than cordless saws. All are sliding except No. 19M490 is fixed. 








Blade No Load Bevel Miter Crosscut Crosscut Crosscut Crosscut Mfr. Item 

Dia. Arbor Size Slide RPM Amps _ Capacity Capacity @45°H @45°W @90°H @90°W Brand Model No. 
8iin Sin Yes 5600 120 -2°to47? P1002 t, aye gi 9" 8" Bosch  CM8S _—35KF89 
10in %in,1in No 5000 15.0 3°to48°L;R P.1Oo0t, ay —4ys" 4s" 6 SsCDeWalt, «= DWS713—55ACT79 
i0in. %in Yes 4800 150 O°to47°L:R 52°L,60°R 4" 8" 4" 12" Bosch  CM10GD  30RW22 
12in %in,1in Yes 3800 15.0 0°to49°L:R 50°to60° 4% 9%" 6% 13%" DeWalt DWS780  10D912 
As 12in %in,1in No 4000 15.0 3°to48°L;R P.10O0 t, 3s 5%" 5s’ 8" —sCDeWalt.«=«DWS715 —_55ACT6 
= | 12in %in,tin No 3800 15.0 0°to48°L;R O.t090.F gaye 54" Bye" 8" DeWalt. «= DWS716—SBACT7 
els a> 12in %in,1in No 3800 15.0 0°to 48°L; R Foe 35%" «= «515" BY" 8" «DeWalt DWS716XPS 55AC78 
ae te gO, 12in Tin Yes 3800 15.0 O°to47°L;R 52°L,60°R 6% 14 6% 14" Bosch 060166501C 6DMZ4 
12in1in Yes 3200 15.0 0°to48°L:RO°to60°L;R 10% 3%" 15" 3%" ~*‘Makita + LS1219L 54X28 
No. 54XJ28 No. 19M490 12in.1in Yes 3200 15.0 0°to48°L:RO°to60°L:R 10%" 3%" 15" 3%" ‘Makita LS1219LX _54XJ29 
12in %in No 4500 150 O°tods? 47°L;R TAXA ony g gx gt 2x8’ Skil «3821-01 19490 
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GRAINGER CHOICE° POWER TOOLS 
Find the wy. Find Solutions. Find Great Prices. Table & Panel Saws 








$a F No. 46AC48 


Cabinet Table Saws with Automatic 
Safety Blade Retraction 





No. 25AX01 





= 10" blade dia. sa ag , : 

. i ig em 

= %" arbor size of Blade Voltage Current No. 
= Max. blade speed: 4000 rpm 30" l Ane ia ache 
ca antes = Bevel angle range: 0° to 45° left Se tsk A 
ata = 3%" max. cutting depth at 0° 36" -230VAC_ 113A 46AC42 
= 2 4" max. cutting depth at 45° SSA 13h asa 
Cabinet table saws have a safety feature 366" satya re fontee 
se .~ os — that automatically retracts the saw blade 480VAC5.8A 46AC59 
© BOSCH 4 when any part of the person's body, such as soe En he 


hands or arms, touches the blade. They have S2" -930VAC 113A 46ACAI 

230VAC 12A  46AC49 
an extended surface on both sides of the SAYA 1a ABACED 
blade to support large workpieces. Saws are 930VAC17.8A 46AC54 


521" 
230VAC_ 19.7A 46AC48 
plugged into wired power source and are not TaaVRC EER IGACEA 


DeWALT casi 











Portable | intended to be moved. 480VAC 9A  46AC55 
Table Saws Benchtop 
O. 
= 120VAC 
Max. Cut Max. 
Max. Width Cutting 
Stand Blade Right Depth Item 
Type Speed Bevel Angle Range of Blade @ODeg. Current Brand No. 

Rolling Stand Pp is 
Cabinet 4000 RPM 0° to 45° Left 3014" A 14A  Sawstop 46AC62 ane se 
Cabinet 4000 RPM 0° to 45° Left 3614" A 14A _ Sawstop 46AC61 No. 3EB50 
Cabinet 4000 RPM 0° to 45° Left 5214" 3 i" 14A  Sawstop 46AC60 
Rolling 3650 RPM -2° Leftto 47° Right 25" 2" {5A Bosch 2LDT4 
Rolling 4800 RPM -2° Leftto 47° Right 24" 2" 15A DeWalt 25AX01 
Rolling 5000 RPM -1° to 46° Left 3014" 2" 15A __Skilsaw 451G45 
Rolling 4000RPM —--1° to 46° 25%" 344" 154  Sawstop S5HF84 

Folding Stand 
Folding 4800 RPM 60° Left to 45° Right 32%" 2Vj' 15A ‘DeWalt +490L16 
Rolling 3550RPM 0° to 45° Left 30" 2%"  15A/7.5A Dayton 48WE85 * 

Benchtop 
Folding 5000 RPM -2° Left to 47° Right 18" 2" 15A Bosch 10K084 

Fixed 5000RPM 0° to 45° Left 2512" 2Vj' 15A Dayton 499F73 * 


* Saw does not have automatic safety blade retraction. 


— 


* 





Dayton 





BAILEIGH, 





nih, «No. 36HZ65 


Standard Cabinet Table Saws Panel Saw & 


Router Combo 
These table saws have a height-adjustable circular blade that's mounted below No. 34C059 


the table to make precise cross, bevel, and rip cuts. Built with extended surfaces 

to support large workpieces and sheet goods, these saws provide more precise 

cuts and control than miter saws and portable table saws. They’re plugged into _ 

a wired power source and not intended to be moved. 6S ijouke? : lf 
Max. Max. Mile He _ 


Cut Max. Cutting MANUFACTURING - : ease 
oO. 





Max. Bevel Width Cutting Depth 
Arbor Blade Angle Blade Right Depth@ @ 45 Item Corded Panel Saws 
Size Speed Range _ Tilt ofBlade ODeg. Deg. Voltage Current Brand No. 
10 in Blade Dia. Bet eo pein pitts ae cen : bana ih 
3,450 O° to 45° 4, ; ; ; irection eight Height ia. ickness Size Current ran 0: 
BPM Left Right 50in 3in 2¥%in 240VAC 16A_ Dayton 49G995 Panel Saw & Router Combo 
/, 3,000 45° Left to p; ; ; ; Baileigh orizontal, in in 8 in 1%in %in 115A Safety Speed 34C059 
%in ‘Rpm 45° Right Right 50in 2%ein 3%in 220VAC 112A inguctrigh S6HZ62 Vertical 62in.87in 8in.1%in %in 13A Safety Speed 31FT75 
4300 O"fo45" Left 50in 2%in 3in 230VAC 145A Jet 42wgog | Panel Saws 
RPM Left : o0in  /0in 8 in 1%in %in 115A Safety Speed 34C050 
12 in Blade Dia. ' , eC in 36 in a ea ein Hee oarely one’ 38W401 
¥in, 3,450 0° to 45° 4. : orizontal, in in in 4in Yin afety Speed 34C053 
{in RPM Left Right S0in = 4in 2%in 240VAC 16A Dayton 496996 Vertical 64in 90in.8in.1%in %in 15A Safety Speed 34C051 


/, 3,000 45° Left to ; ; ; Baileigh % 74in — 95in 8 in 1%in %in 115A Safety Speed 34C052 
in Rem 45° Right Let 52in 2% in 4in 220VAC 286A inguctriqh 36HZ65 4in98in.8in.1%in 5%in 13A Safety Speed 34054 


7 
* Saw has automatic blade safety retraction. Vertical 0in /Oin 8%in 1%in %in 115A Milwaukee  3EBS0 
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Scan. Order. Done. 
Details on page A1. 


POWER TOOLS 
Circular Saw Blades 







Carbide Tipped 
for Thick Metal 





Carbide Tipped 
for Solid Stock 





Carbide Tipped 
for Thin Metal 





No. 21VJ67 No. 3BE14 No. 53WC04 
Carbide Tipped for Carbide Tipped Carbide Tipped &) : . 
Combination Cutting for Framing for Ripping DEWALT DIABLOR® Mil * WwesrwarD’ 


No. 46AC67 No. 490R88 No. 52XF73 


Steel and General Metal-Cutting 


Raa 





Wood-Cutting pam 


Ss 


DIABLOR) “Westward 


Circular Saw Blades 


These saw blades are used to cut though steel and mild-steel alloys. 








Circular Saw quket Blade No. of Hook Cut Arbor Max. Blade Diamond Plate Item 
Bi d Iidham ° Milne Dia. Teeth Angle Width Size Speed Knockout Thickness Brand No. 
a es Oldham Carbide Tipped for Solid Stock 
. : Bs Ferrous Metals, Steel 
These saw blades make rip cuts, cross cuts, miter cuts, and combination By" 48 15° 0.061 56° 4200RPM No 0.047' DeWalt 30HJ81 
icati 7%" 48 1.5° 0.077" %' 4000 RPM No 0.062' DeWalt 30HJ83 
cuts in clean wood in construction, woodworking, and carpentry applications. ag ne 2000 BPM hie 7 O6e" DEWek SOHIas 
Blade No.of Hook Cut Arbor Max. Blade Diamond Plate Item 12". 60 ~=—-1.5° ~+0.091" 1" 1800 RPM No 0.076' DeWalt 30HJ69 
Dia. Teeth Angle Width Size Speed Knockout Thickness Brand No. 12° 80 ~—-1.5° ~0.091" 1" ~—*«1800 RPM No 0.076' DeWalt 30HJ72 
Carbide Tipped for Combination Cutting 14", 66 ~—1.5° ~=~20.091" 1" «1800 RPM No 0.076' DeWalt 30HJ74 
Aluminum, Non-Ferrous Metals, Particle Board, Plywood 14", -90~=—-1.5° =~0.091" 1" 1800 RPM No 0.076' DeWalt 30HJ73 
10" 40 20° 0.110" %° 6000 RPM No 0.098" DeWalt 14K254 Stee! 
Aluminum, Non-Ferrous Metals, Wood 66 0° 0.087" 1" ~—- 1800 RPM No Fein 21VJ67 
oi 60 10° 0.118" =—%" ~~ 8000 RPM No 0.118" —_ Safety Speed 31FV08 _ Tipped for Solid Stock, Thick Metal 
Plywood, Wood Ferrous Metals, Steel 
10" 40 15° 0.098" %' 8000RPM Yes 0.071" Diablo 52XF74 43%" 24 4° 0.063" %' 1700RPM No 0.063" Bn Products Usa 10H747 
12. 44 15° 0.098" 1"  6000RPM _ Yes 0.071" Diablo _52XF79 Carbide Tipped for Thick Metal 
12" 60 15° 0.118" 1° 6000 RPM No 0.071" Diablo 52XF80 Ferrous Metals, Steel 
Wood 6Y," 2° 0.071" %' 11,000RPM _ Yes 0.051 Diablo 52XF56 
64%" 24 18° 0.059" %' 10,000RPM _ Yes 0.039" Diablo 53WCO1 7%" 38 ~=—2°—s 0.075" %" 5600RPM _ Yes 0.087 Diablo 52XF58 
6%" 40 15° 0.059" %" 12,500RPM _ Yes 0.039" Diablo 52XF64 8" 42 0° 0.073" %' 5000 RPM No 0.073' Milwaukee 3BE14 
7%" 24 18° 0.071" %' 7000RPM _ Yes 0.047" Westward 24EL55 Carbide Tipped for Thin Metal 
1%" 40 15° 0.059" =%" 10000RPM Yes 0.040" Diablo 52XF68 Aluminum, Ferrous Metals, Non-Ferrous Metals, Steel 
10" 40 10°. 0.070" %' 7000 RPM No 0.070" Oldham 6WB65 7V* 70 -5° 0.0/1" %' S800RPM Yes 0.087’ Diablo 53WC04 
10" 40 10°. 0.125" %" 4000 RPM No 0.078' Sawstop 46AC86 12°. 60 10° 0.087" 1" 1800 RPM No 0.071' Westward 24EM31 
10" 40 10°. 0.125" %" 4000 RPM No 0.087" Sawstop 46AC67 14", 70 10° 0.094" 1" 1600 RPM No 0.079' Westward 24EM35 
10" 40 15° 0.095" %' 7000 RPM No 0.071" DeWalt 4LK58 14", 90 ~=10° 0.094" 1" 1600 RPM No 0.079' Westward  24EM33 
10" 50 15° 0.098" %' 6000 RPM No 0.071" DeWalt 1CRB3 Ferrous Metals, Steel 
10" 60 10°. 0.125" %" 4000 RPM No 0.078" Sawstop 46AC85 5%" 0° 0.063" 2%" 4500 RPM No 0.050’ Milwaukee 6AWLO 
10" 80 10°. 0.125" %" 4000 RPM No 0.094" Sawstop 46AC84 7¥%" 56 = 2°—Ss 0.102" %" 5600RPM _ Yes 0.087’ Diablo 52XF60 
10%" 40 18° 0.087" %' 7000RPM _ Yes 0.071" Diablo 538WCO03 8" 50 =60°~—s—0.073"—%" ~—- 5000 RPM No 0.073' Milwaukee 3XU98 
12. 32 -5° 0.095" 1" 7000 RPM No 0.069 DeWalt 3MF72 
12° 32/80 5° 0.095" 1" 7000 RPM No  0.069",0.071" DeWalt 6RA81 
12" 48 10°. 0.110" 1° 4800 RPM No 0.087 DeWalt 5PGC1 Carbide Tipped 
12" 60 18° 0.095" 1° 4200 RPM No 0.065' Westward 24EM02 for Solid Stock 
14" 42 15° 0.165" 1° 4000RPM No 0.118" Diablo 52XF85 
14-48 ~—«10°-~=SO«0.110". 1" 4800RPM No 0.087" DeWalt  5PGC2 No. 30HJ76 
Carbide Tipped for Crosscutting axes eee 
Aluminum, Non- Ferrous Metals, Particle Board, Plywood : 4° @ 72 
12 96 - 110" 5% 4800 RPM No 0.098" DeWalt 14K252 i, 
Plywood, Wood =.= =F Cement Tipped 
7%' ‘60 10° 0.059" %" 10,000 RPM _ Yes 0.040" Diablo 52XF70 for Thick Metal a 
Woou No. 52XF53 
7%" ‘60 15° 0.059" %" 10,000RPM _ Yes 0.059" Diablo 538WC02 . 
7% ‘60 15° 0.071" %' 7000RPM Yes 0.047’ Westward 24EL97 
tof brie tHE RPM No 0067 ellat — SP mmm kD) mw 
‘ -5° miley : 0 087 eWalt 5 Vi 
Pesta ised for Finishing DIABLO® 
ywood, Woo . = 
7%" 40 15° 0.059" %" 10,000RPM _ Yes 0.040" Diablo 52XF69 = 
a eB | Chroulue Sew Blades 
: 5° 0.098" 9% es 071" iablo 52XF7 F 
i | Oorclar Saw aces 
: -5° 106" : 0 .079' eWalt  42W44 AF ; i ; 
19"-400 7=0:098"1"5000 BPM No 0071 Diablo 52KF82 These Saw blades have a stabilized plate and carbide tipped teeth for cutting 
e i 84 15° 0.118" 1" 5000RPM No 0.087’ Diablo _52XF83 | Stainless steel without wearing down and dulling blade teeth. 
00 
6%" 100 18° 0.063" 1" 10,000RPM _ Yes 1.050" Milwaukee 490R74 Blade No.of Hook Arbor Max. Blade Diamond Plate Item 
7%" ‘60 15° 0.063" ¥%' 8000RPM Yes 1.050" Milwaukee 490R77 Dia. Teeth Angle Cut Width Size Speed Knockout Thickness Brand No. 
10° 60 5° 0.095" = %" 7000 RPM No 0.071" DeWalt 3MF/1 Carbide Tipped for Solid Stock 
10" 60 7° ~—-*0.098" =~ %' 6000 RPM No 0.071" DeWalt 1CRB5 Aluminum, Ferrous Metals, Non-Ferrous Metals, Steel 
10" 80 15° 0.098" %" 6000RPM _ Yes 0.071" Diablo 52XF77 TV ‘48 10° 0.078" 7° 5800 RPM No 0.250" Slugger 34NL92 
10" 90 10° 0.087" %' 6000RPM _ Yes 0.040" Diablo 52XF78 Stainless Steel 
12" 80 -5° 0.106" 1" 4800 RPM No 0.079" DeWalt 1CRB7 54%" 40 10° 0.060" = 2%2" 4200 RPM No 0.044" DeWalt 30HJ85 
is 80 0° 0.110". 1" 6000 RPM No 0.087’ DeWalt 5PGDO0 7% «48 10° 0.079" %' 4000 RPM No 0.062" DeWalt 30HJ75 
80 5° —s-0.095". 1" ~=7000 RPM No 0.071' DeWalt 3MF73 12° 80 10° 0.085" 1" 1800 RPM No 0.068" DeWalt 30HJ71 
carbide Tipped for Framing 14". 90 10° 0.069" 1" 1800 RPM No 0.068" DeWalt 30HJ76 
6% 24 18° 0.102" *%4" 10,000 RPM Yes 1.050" Milwaukee 490R73 Carbide Tipped for Stainless Steel / Carbide 
7 24 15° 0.059" —-%" ~=10,000 RPM Yes 0.040" Diablo 52XF65 Stainless Steel 
7%" 24 15° 0.095" %" 10,000RPM _ Yes 0.040" Diablo 52XF67 14", 90 10° 0.094" 1" 1300 RPM No — Fein 21VJ69 
7%" 24 18° 0.102" %4" 8000RPM Yes 1.050" Milwaukee 490R75 Carbide Tipped for Thin Metal _ 
10%" 28 18° 0.102" %' 7000RPM _ Yes 1.050" Milwaukee 490R88 Q" 80 10° 0.078 1" 3380 RPM No 0.079" Fein 21VJ41 
16%6 60 22° 0.114" 1" 4000 RPM No 0.079" Diablo 52XF84 Carmine Tipped for Thin Steel i carbide 
Carbide Tipped for Plywood 90 10° 0.0 1" 1300 RPM No — Fein 21VJ70 
Plywood, Wood a Tipped for 
12" 60 -5° 0.106" 1° 4800 RPM No 0.079 DeWalt 1CRB6 Ferrous Metals, Stainless Steel, Steel 
Wood 8" 42 0° 0.075" %' 4300 RPM No 0.063" Diablo 52XF48 
12" 60 0° = 0.095". 1" 7000 RPM No 0.065 DeWalt 3LA73 Q" 46 0° 0.075" 1" 3600 RPM No 0.071" Diablo 52XF49 
Carbide Tipped for Ripping Cermet Tipped for Thick Metal 
Plywood, Wood Aluminum, Ferrous ; Metals, Non-Ferrous Metals, Stainless Steel, Steel 
10" 24 15° 0.098" %' 8000RPM _ Yes 0.071" Diablo 52XF73 7V4" 0.075" %° 5800RPM — Yes 0.063 Diablo 54YR17 
Wood Ferrous Metals, Stainless Steel, Steel 
10" 24 15° 0.095" %' 7000 RPM No 0.069" DeWalt 4LK57 12° 60 0° 0.083" 1" 1800 RPM No 0.071" Diablo 52XF51 
10" 40 20° 0.098" %' 6000 RPM No 0.071" DeWalt 1CRB2 14". 72 0° 0.083" 1" 1800 RPM No 0.071" Diablo 52XF53 
12" 40 10°. 0.110" 1° 4800RPM No 0.087" DeWalt 5PGC5 Cermet Tipped for Thin Metal 
Cermet Tipped for Solid Stock Ferrous Metals, Stainless Steel, Steel 
Ferrous Metals, Stainless Steel, Steel 12" 80 0° 0.083" 1" 1800 RPM No 0.071" Diablo 52XF52 
F i .083" 1° 3000 RPM No 0.071" Diablo 52XF50 14". 90 0° 0.083" 1" 1800 RPM No 0.071" Diablo 52XF54 
734 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yf. Find Solutions. Find Great Prices. Circular Saw Blades 
‘p J » ~) Carbide Tipped 
OmAcKSoecER for Combination 
Piranha »=@ Cutting 
> No. 4YK26 
SE: = 
Carbide Tipped ~ FAST | 
for Solid Stock . ae 
No. 34NL91 ae en oe Carbide Tipped 
' for Ripping 
No. 4PC50 





DEWALT ff  suckspecken 


Nail-Embedded Wood-Cutting 


Circular Saw Blades 


= 7000 rpm Max. Blade Speed 
These saw blades cut through wood that contains nails and other non-hardened 
metal often encountered in construction and demolition applications. 


Blade No.of Hook Cut Arbor Diamond _ Plate Item 
Dia. Teeth Angle Width Size Knockout Thickness Brand No. 
Carbide Tipped for Combination Cutting 














6%in 18/24 20° 0.059in %in No 0.039 in DeWalt 5VC84 * 
6%in 48 5° 0.096 in %2in No 0.063 in DeWalt 3FRD8 
7%in 18 15° 0.071in %in Yes 0.045 in DeWalt 20GW22 tf 
7%in 18 20° 0.071 in %in Yes 0.047in Black & Decker 4YK26 
Carbide Tipped Metal Tipped wa c a as 0.063 in %in Yes 0.039 in DeWalt 53DR68 
5 : arbide Tipped for rossoutting 
ror Tinie ie Metal ene oe 7% in 60 5° 0.061in %in Yes  0.039in DeWalt 483043 
No. 1XEL6 No. 4KX53 Carbide Tipped for Finishing 
7%in 36 25° 0.061 in %in Yes 0.039 in DeWalt 483U42 
Carbide Tipped for Framing 
: Yin 24 Bd 0.061 in %in Yes 0.039 in DeWalt 483U41 
arbide Tipped for Ripping 
pa ND) [(DIABLO®) foraBomy Wilume * WisTwaARD’ 5%in 16 20° —0.059in Mein No —_(0.039iin DeWalt 4PC50 
7%in 18 15° 0.071 in yan cE He in pawl Lr 
Hy Hy 7 Yin 20 25° 0.0/1 in %in es .045 in eWalt 4NZ5 
Aluminum & Soft Metal-Cutting “Pk. of 2 #Pk. of 10 
Circular Saw Blades E:TN | Aeroquip 
These blades cut through aluminum, brass, copper, and other soft metals. Hose-Cutting Circular 
Blade No.of Hook Cut Arbor Max. Blade Diamond Plate Item 


Dia. Teeth Angle Width Size Speed Knockout Thickness Brand No. Saw Blades 


Carbide Tipped for Solid Stock 


Aluminum, Ferrous Metals, Non-Ferrous Metals, Steel These saw blades are used in hose chop Metal 








14" 54 -5° 0.078" 2¥30" 5800 RPM No 0.375" Slugger 34NL91 saws to cleanly cut through soft rubber and Ti d 
Aluminum, Non-Ferrous Metals . ippe 
5% 30 + 3° ~~ ~0.059" 4" 7000RPM No 0.039 DeWalt 4LF42 | Plastic hose and tube. i No. 19MR41 
5" 30 il 0.059" &%" 7000 RPM No 0.038" DeWalt 30HJ79 
oe 6 i i , Blade No. of Hook Cut Arbor Max. Plate Item 
6% 36 3° 0.059% 7000 RPM No 0.039 DeWalt __sVC81 Dia. Teeth Angle Width Size Blade Speed _ Thickness No. 
7% 48 5 0.083" %" 4000 RPM No 0.062 DeWalt 30HJ80 Metal Tipped for Wire Braided Rubber Hose 
TY" 60 -5° 0.083" ¥3' 4000 RPM No 0.062" DeWalt 30HJ77 10" 45 10° 0.093" 3" 3600 RPM 0.093" 19MR42 
Q" 48 10° 0.086" 1" 3380RPM No 0.087" Fein 21VJ42 +0" None +9° 0.093" yj 3600 RPM 0.093" 191WR41 
10" 80 -5° 0.110" =-%" + 6000 RPM No 0.098" DeWalt 14K257 +4" 54 10° 0195" + 3500 RPM 0195" {9IR43 


12" 80 -o° 0.110" 1" 4800 RPM No 0.087" DeWalt. =SPGC7 
14" 100 -o° 0.126" 1" ~~ 4000 RPM No 0.098" DeWalt 30HJ90 


Aluminum, Non-Ferrous Metals, Plastic prav7thd 
10" 80 -5° 0.098" %' 6000 RPM No 0.071" DeWalt AWLT3 


Carbide Tipped for Thick Metal - 
Aluminum, Brass, Copper, Fiberglass, Non-Ferrous Metals, Plastic Plastic & 
10" 80 -5° 0.094" %" ~=— 7000 RPM No 0.071" Diablo 52XF61 


12° 96 -° ~=—0.091" = 1". 7000 RPM No O07t Diablo 52XF62 ' = ' 
enna ass qennet, For enrons ihe N 0.059" Milwauk 1XEL6 Composite Cutting 
Aluminum, Non-Ferrous Metals : ae Circular Saw Blade 


Tv’ -38—~—St«C«~SS«Ci.083" 4" ~—<S BOO RPM No 0.087" Diablo 53WCO06 
"400. -7° 0.142" 1" 5000RPM No 0.118" Diablo 52XF86 | Good wear resistance when cutting 


14 

Carbide Tipped for Thin Metal ; , 
ey 863° 0.071" 9%" 8000 RPM No 0.047" Westward 24ema7_ | trough plastic and composite materials, 
8" 64. -5° 0,083" 5 7000RPM No 0.063" Diablo 53wC05 | such as cement fiberboard and plastic- 


Aluminum, Non-Ferrous Metals, Plastic i 
i 80 5’ 0410" 967000 RPM No 0.087" Westward 2aet7s | laminated products. 





12" 80 -5° ~—-0.110" ~—1"_—-6500 RPM No 0.087" Westward 24EM05 Blade No.of Hook Cut Arbor Max. Plate Item 
Metal Tipped for Solid Stock Dia. Teeth Angle Width Size Blade Speed Thickness No. 
Aluminum, Non-Ferrous Metals Carbide Tipped for Aluminum, Non-Ferrous Metals, Plastic 

aA 68 15° 0.086" = %" ~=7000 RPM Yes 0.050" DeWalt 4KX53 iz 96 5° 0.102" 1" 4800 RPM 0.079" 1CRB8 

Fiber Cement-Cutting 


Circular Saw Blades Bay 1 (oramioz j 


These saw blades cut through fiber cement panels such as Hardie board and Durock. They 
have have a low tooth count to help reduce silica and other dust when cutting. Poly-crystalline 
diamond (PCD) teeth cut through hard, abrasive material that cannot be cut using standard 


carbide blades. Fiber-cement board is used for backing panels and exterior siding. Whee Milysee : 





Blade No.of Hook Arbor Max. Diamond Plate Item 
Dia. Teeth Angle Cut Width Size Blade Speed Knockout Thickness Brand No. 
Carbide for soe Stock 
Ay," 20" Ay," Ye" 9000 rpm No — DeWalt 59KH80 
Carbide Tipped for Fiber Cement 
14 4 10° 0.071" %e" 8000 RPM Yes 1.050" Milwaukee 490R95 
18 10" 0.079" se" 7000 RPM—No-1060" Milwaukee — 490897 . 
e ri ¥" 7 0 .050" ilwaukee . . . 
Poly-Crystalline Diamond {Pe} Tipped for Fiber Cement Carbide Tipped Poly-Crystaline 
7Va 4 10° 0.071". ~—s 12,000 RPM _‘Yes 0.051" Diablo 52XF89 for Fiber Cement Diamond (PCD) 
74" 4 12° 0.071" %e" 7000 RPM Yes 0.055" DeWalt 53DR69 No. 490R95 Tipped for Fiber Cement 
ory brystalline Plamen’ (PCD) pped for Thin Metal No. 53DR69 
4 Ye" 9000 rpm No _ DeWalt 55KH81 
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POWER TOOLS Scan. Order. Done. 
Portable Band Saws, Cold Saws & Chop Saws Details on page A1. 





Lowe WW LEX 
Portable Band Saws and Blades“ + Morse 


Corded portable band saws use a toothed blade that rotates around two wheels to make clean cuts and 
preserve threads when cutting threaded rod. Compact band saws have up to a 3%" capacity and are 
generally smaller and lighter than standard portable band saws. Standard band saws cut pipe and conduit 
up to 3%". Deep-cut band saws have a 5" cutting capacity, and are used to cut large-diameter pipe and 
structural shapes. Blades for portable band saws are used to cut metal pipe, strut channel, and threaded 
rod. Blade length is determined by the tool capacity. Bi-metal blades are commonly used for cutting 
machinable metals and stainless steel. Carbon steel blades are for cutting nonferrous metals. 





Teeth 
Surface Blade per Item Pkg. Teeth 
ft. perMin. Amps Round Rectangle Tool _ Tool Mfr. Item Length Inch No. Qty. Blade per Item Pkg. 
Blade Size Speeds High Low @120V_ Cap. Cap. Includes Length Wt. Brand Model No. Bi-Metal Blades Length Inch No. Qty. 
Compact Band Saw Milwaukee 44 % in 10 4TY49 3 
30% xX Yo" Variable 360 200 /.0A 3%" 3Y%'x3%" CarryingCase 16in 9.51b Milwaukee 6242-6 4FTJ2 44 ’ In 14. 1Y957 44 in 14 4XJ89 3 


3 
Standard Cut Band Saws 44 In 18 1Y960 3 44 In 14 1AJE8 25 
447%" x V2" 2 250 200 6.0/0 3%" 3%'x4%'  ToolOnly 20in 16.0lb Milwaukee 6225 62344 Morse 44 % in 18 4XJ90 3 
x 0.020" 2 250 200 6.0/5.0 3%" 3%'x4%" CarryingCase 20in 16.0lb Milwaukee 6226 22739 2/ %6 in ¥, 45XE01 3 44 % in 18 4GY70 25 
Deep Cut Band Saws 28 ein %4 45XE02 3 44 % in 24 4XJ92 3 
Variable 380 0 11 a a Xo Tool Only = 21 in 14.75\lb Milwaukee 6232-20 10D924 32 % in ¥, 45XE03 3 44 % in ¥,  45XE07 3 
447%" x Yo" Variable 380 0 11 i 5'x5" Carrying Case 21in 14.75 lb Milwaukee 6232-21 10D925 35 % in ¥, 45XE04 3 44 % in ¥4 45XE05 100 
x 0.020" 2 380 300 = 11 a eed Tool Only =21in 14.75 lb Milwaukee 6238-20 10D926 44 % in 5/6 4XJ91 3 Carbon Steel Blades 
2 380 300 = 11 D 5'x5" Carrying Case 21in 14.75 lb Milwaukee 6238-21 10D927 44 % in 7/9 4XJ88 3 44 % in 14 4XJ84 3 





Cold Saws and Blades 


These saws make precise cuts in metal and use coolant to keep the blade and workpiece cool. They have 
toothed blades and are often used for high-volume cutting applications in metal fabrication and machine 
shops. High-speed saws spin at 3000 to 4000 rpm and are commonly used to cut plastic, aluminum, and 
other non-ferrous metals. Low-speed saws spin at up to 500 rpm and are used to cut steel, stainless steel, 
and other ferrous metals. Cold saw blades have higher tooth counts than other blades and are ideal for use 
in machines that spin at very low speeds with higher torque. They carry heat and chips away from the blade 
to produce a cool, clean, and burr-free cut edge. 





Round Cut 
Blade Capacity Arbor Blade Mfr. Item 
Dia. Blade Speed @0Deg. Size Mounting Holes Voltage Current Brand Model No. 
High Speed Cold Saws 
Automatic Material Feed 
18 in 3,200 RPM 6 in 1 in 32mm 220V AC 20A __Baileigh CS-400AV 31XU77 
Manual Material Feed 
13% in 1,750 RPM,3,500RPM 4Y%in 1%in 2/11/63 220V AC 12A,24A JET 414203K 36VD91 : 
13 %4in 1,750 RPM,3,500RPM 4Y%in 1%in 2/11/63 440V AC 12A,24A JET 414207K 36VD93 High-Speed 
14 in 3,200 RPM 4% In 1 in 32mm 220V AC 16A _Baileigh CS-355M 31XU75 No. 31XU77 
Semi-Automatic Material Feed 
4 in 3,200 RPM 4% In 1 in 32mm 220V AC 16A _Baileigh CS-355SA 31XU76 
Low Speed Cold Saws Blade Item 
Automatic Material Feed Dia.- English No. of Teeth Brand No. 
14 % In 3 2 i aM OH o¥in 1% In 2/11/63, 2/8/45 230V AC 16A Dayton  499F53 499F53 pold Sale panes 
. 5 : ; : 4p Par olid Stoc 
17 in 70 RPM. 120 RPM 4'%6in 1 Yin 32mm 220V AC 30A  Baileigh CS-475AV 31XU78 14" 60 Palmgren 5TPAG 
Manual Material Feed 14" 100 Dayton 499F55 
10 in 44 RPM 2%in 1%in 2/8/45 110V AC 20A Dake 974250  40F065 Thick Metal 
11 In 94 RPM 34%in 1%in 32mm 110V AC 20A _ Baileigh CS-2/75EU 31XU68 14" 120 Palmgren 5TPA3 
12 % In 22 RPM, 44 RPM 3%in 1 %iIn 2/8/45  220VAC/440VAC 20A Dake  974315-2 444F29 Thin Metal 
14 in 26 RPM, 52 RPM 4%in 1 Yin 32mm 220V AC 10.5A  Baileigh CS-350P 31XU73 10" 180 Palmgren 5TNZ8 
14 in 40 to 80 RPM 4¥3in 1 Yin 2/11/63, 2/8/45 230V AC 10A Dayton  499F51 499F51 14" 220 Palmgren 5TPA2 
Semi-Automatic Material Feed 14" 280 Palmgren oTPA1 
14 in 20 to 105 RPM 4%in 1 Yin 2/8/45  220VAC/440VAC 20A Dake  974355-2 40F069 14%" 220 Dayton 499F5/ 
17 in 40 to 240 RPM 4'%6in 1 Yin 32mm 220V AC 2/A ____Baileigh CS-C485SA 31XU81 14%" 280 Dayton 499F58 
















Handheld 
No. 1XHH8 


Cabinet Style 
No. 53ZC56 


Benchtop 
No. 38D142 








No. 
21VJ43 





Tze Ke, i ry 


© mama 


E:TeN | Aeroquip 


Chop Saws 


Built to make straight cuts in metal with a toothed blade, 
these chop saws spin at a lower rpm and produce less 
sparking than cut-off saws, which reduces heat buildup 
in the blade and workpiece. They have a fence that 
supports the workpiece and are adjustable to make 


metabo nian) WET Miwa 
Cut-Off Machines 


These machines have continuous-rim abrasive blades that 
cut metal alloys and other hard materials in fabrication, 
machine shops, and maintenance applications. 

Round Cut Miter 


Blade Max. Blade Capacity Angle Item : . 
Dia. Speed @ODeg. Range Voltage Current Brand No. angled and miter cuts. Hose chop saws are designed to 
Benchtop cut through rubber and plastic hose. 


14". 4100 RPM 4%" —-15 to 45° 240VAC 15A Metabo 38D142 


14" 3800 RPM a 0to45 120VAC 15A Makita 53YKO7 Blade Round Cut Max. Item 

14" 3800 RPM 4Vp" Oto 45° 120VAC 15A Makita 140141 Dia. Capacity @ 0 Deg. Blade Speed Brand No. 
Cabinet Style Chop Saws 

12°  4200RPM = 3% 90° 240VAC_ 114A Jet _53ZC55 12' Ay," 1500 RPM Skilsaw 48KR92 

12° 4200 RPM = 46" 90° 240VAC 114A Jet _ 532056 12" ae 1700 RPM Makita 1GUB1 

14° 4300RPM 414" O10 45° 220VAC_ 200 industria) 31XTB1 4° ye" 1300. RPM DeWalt aNL17 
Handheld Hose Chop Saw 

14" 4600RPM 1% 0° 120VAC 15A Milwaukee 1XHH8 14" 2Y4" 3500 RPM _ Eaton Aeroquip 19MR40 
736 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Type 1 
3M pam Vaniage OM GR Ne. 
52CC93 


GRAINGER 
GAV| APPROVED 
VENDOR 


LENOx# melabo 





GRAINGER 
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4 VENDOR 


LENOx# melabo 





Type 1 3 J 0770" la 
ilwaskee alm INC. Norton eae . 27 
WOE May SS Air No. 5A921 Abrasives: Sait | Abvagive Cut-Off Wheel pewak 
: No. 492Z88 


Diameter 6" and Greater 


Aluminum Oxide abrasive is suitable for cutting and grinding ferrous metal, gray 
iron, stainless, nonferrous materials, aluminum, and pipeline. Ceramic abrasive 
is suitable for fast cutting on almost all materials, including stainless steel, 

mild steel, and aerospace alloys. Diamond abrasive is suitable for most metals, 
including steel, sheet metal, stainless steel, rebar, cast-iron, aluminum, and 


Abrasive Cut-Off Wheel Diameter Up to 6" 


Cut ferrous metals and stainless steel with aluminum oxide abrasive wheels. 
Zirconia wheels can efficiently cut a variety of material from stainless and 
carbon steels to alloys and gray iron. Use a ceramic/zirconia alumina abrasive 
wheel in a right angle grinder to cut steel and stainless steel. 








Abrasive Arbor 
Bsa awe aa sieceweagienel ui Sai ae other non-ferrous metals. Silicon Carbide abrasive is suitable for cutting nonfer- 
V7 Se LSE eres 0: rous materials. Zirconium Aluminum Oxide abrasive is suitable for aggressive 
3M material removal on stainless steel 
ch ye" 0.035 Ceramic 25,465 CUBITRON || 22NZ81 
4" Ye" 0.035 Ceramic 19,100 CUBITRON || 22NZ85 Abrasive 
4" Ye" 0.060 Ceramic 19,100 CUBITRON II 22NZ87 Wheel Arbor Max. Item 
4" Ye" 0.125 Ceramic 19,100 CUBITRON II 22NZ91 Diameter Hole Size Thickness Abrasive Material RPM Series No. 
4V" 7 0.040" Ceramic 13,300 CUBITRON II 40LE80 Type 1 
4Y," Us 0.045 Ceramic Grain 13,300 Silver 450Y23 3M 
DeWalt 6" UE 0.045" Ceramic 10,200 CUBITRON || 22NZ94 
ch Ye" 0.035 Aluminum Oxide 24,000 A60T 3CB20 6" Ua 0.450" Ceramic Grain 10,200 Silver 450Y34 
3 Ye" 0.0625" Aluminum Oxide 24,000 A60T 3CB19 DeWalt 
4" %" 0.045" ~~ Aluminum Oxide 19,000 A60T 6HD43 6" ¥e'-11 0.045" Aluminum Oxide 10,100 High Performance 416L02 
4V," ¥'-11 0.045" Aluminum Oxide 13,300 High Performance  416L01 6" Us 0.040" = Aluminum Oxide 10,100 High Performance 6TMR1 
4V" ¥e'-11 0.045" Ceramic 13,300 XP Ceramic 416L05 6" Re 0.040" Ceramic 10,100 XP Ceramic 492287 
AV," Ze 0.040" Aluminum Oxide 13,300 High Performance 49ZZ79 6" Us 0.040" Ceramic 10,100 High Performance 497782 
4V" 7! 0.045" = Aluminum Oxide 13,300 A60T 6HD44 6" Us 0.045" ~~ Aluminum Oxide 10,100 A60T 3CB32 
4V" 7 0.045’ Aluminum Oxide 13,300 High Performance 6TMP9 6" RB 0.045" Ceramic 13,300 FLEXVOLT® 444P74 
4Y," ZR 0.045’ Ceramic 13,300 XP Ceramic 492784 6" Us 0.045" = ZirconiaAlumina 10,100 Extended Performance 6TMT5 
4V" 7 0.045’ Ceramic 13,300 FLEXVOLT® 444P76 fe us Taner Aluminum Oxide gi TENT oO 
4p i . . ; Extended : ay " eramic 
ud we 0.045" Aronia Alumina 13,300 performance _—«ST M17 12" 1" 0.125" Aluminum Oxide 6400 High Performance 6HD27 
4V," iy 0.0625 Ceramic 13,300 High Performance 492274 14" 1" 0.1094" Aluminum Oxide 4300 High Performance 4LD94 
5. Ze! 0.040" Ceramic 12,200 XP Ceramic 492286 14" ils 0.1094" Aluminum Oxide 4300 High Performance 5TU10 
5" Ze! 0.045" = Aluminum Oxide 12,200 A60T 6HD45 14" 1" 0.1094" Aluminum Oxide 4300 High Performance 4PC42 
Diamond Vantage 14' 1" 0.1094" Aluminum Oxide —_ 4300 High Performance 3PA10 
4V" Ze! 0.050' Diamond 13,600 — 21AP64 14" 1" 0.1094" Aluminum Oxide 4300 — Extended Performance 3CB41 
Finish 1St 14" 1 0.1094" Aluminum Oxide 4300 High Performance 4PC43 
4V" Ze .040" Aluminum Oxide 13,300 — 49XX09 14" 1" 0.125" Aluminum Oxide 5500 High Performance 6HD25 
GA 14" 20mm 0.125" = Aluminum Oxide 5500 High Performance 6HD26 
4V" 7! 0.040" Aluminum Oxide 13,580 Carbo Metal 435Y59 GA 
LENOX 6 Ua 0.045" Aluminum Oxide 10,185 GoldCut 435Y64 
ar Je" 0.050' Diamond 20,300 MetalMax 48RW95 LENOX 
4" 7" 0.050' Diamond 15,200 MetalMax 48RW97 6" Ua 0.050" Diamond 10,100 MetalMax 48RX01 
4V" 7! 0.050’ Diamond 13,200 MetalMax™ 48RW98 v" Ua 0.060" Diamond 8400 MetalMax 48RX02 
Metabo 14" ilk 0.130" Diamond 4300 MetalMax 48RX06 
4V" 7! 0.045’ Ceramic 13,300 CA46U 52CC92 14" 1 0.150" Diamond 5300 MetalMax 48RX08 
Milwaukee Metabo 
3° Ye" 0.040" Aluminum Oxide 20,000 — 492189 6" ZB 0.045" Ceramic 10,200 CA46U 52CC93 
Norton Norton 
2. Ye" 0.035’ Aluminum Oxide 30,560 Gemini Free Cut 4F872 6" Ye" 0.035" Aluminum Oxide 10,185 Gemini 251229 
ch Yq" 0.035’ Aluminum Oxide 25,465 Gemini Free Cut 5A921 6" ye" 0.035" Aluminum Oxide 10,190 A60 2D750 
a Ya" 0.035' Ceramic 25,465 NorZon Plus 251208 6" ye" 0.0625" Aluminum Oxide 10,190 Gemini 251230 
3 Ya" 0.0625 Aluminum Oxide 25,465 Gemini Free Cut 5A923 6" Re 0.040" = Aluminum Oxide 10,190 Norton Metal RightCut 25TY48 
3 Ye" 0.035" Aluminum Oxide 25,465 Gemini Free Cut 5A922 6" R 0.045" Aluminum Oxide 10,185 Gemini RightCut Stainless 436D97 
a Ye" 0.035’ Zirconia Alumina 25,465 BlueFire 33N542 6" Ua 0.045" = Aluminum Oxide 10,285 Gemini Right Cut™ 5GC54 
ca Ye" 0.0625" Aluminum Oxide 25,465 Gemini Free Cut 5A924 6 Ua 0.045" ~—s Zirconia Alumina 10,185 BlueFire Right Cut 33N334 
ch Ye" 0.0625 Ceramic 25,465 NorZon Plus 1PYA8 6" ZB! 0.0469" Aluminum Oxide 10,185 Gemini RightCut 36WR9I6 
3. Ye" 0.125" = Aluminum Oxide 25,465 Gemini Free Cut 5A926 10 Ye" 0.060" Aluminum Oxide 4585 5/A 3UP21 
4" Yq" 0.035" Aluminum Oxide 19,100 Gemini Free Cut 4B166 10 Ye" 0.0937" Aluminum Oxide 6110 Gemini Fast Cut 3WT23 
4" ye" 0.035’ Aluminum Oxide 19,100 Gemini Free Cut 5A927 10 ¥" 0.0937" Aluminum Oxide 6110 Gemini Long Life 6A101 
4" Va" 0.035' Ceramic 19,100 NorZon Plus 3WL24 10" 1Y%" 0.060" Aluminum Oxide 6110 A60 2D759 
4" Ye" 0.0625" Aluminum Oxide 19,100 Gemini Free Cut 5A928 12" 1" 0.1094" Aluminum Oxide 5095 Gemini 6A104 
4" Ye" 0.0625 Zirconia Alumina 19,100 BlueFire 33N540 12" 1 0.125" Aluminum Oxide 5095 Gemini Long Life 6A102 
4" ye" 0.125" = Aluminum Oxide 19,100 Gemini Fast Cut 5A929 14" ill 0.0937" Aluminum Oxide 4365 Gemini 6A105 
4" Ye" 0.045" Aluminum Oxide 15,280 sernin nat cut 5GC50 ee i Tene umn mane 1382 Gemini rie vit Chopsaw oe 
u i i ; orton Meta : : ; uminum Oxide eta 
ud 4 0.040" Aluminum Oxide 13,580 RightCut 25TV43 14" 10.1094" Zirconia Alumina 4365 BlueFire Free Cut 33N336 
4V" ZB 0.045" ~~ Aluminum Oxide 13,580 geminl Right fut 5GC52 iF . he _uminum pice 1383 geminl rae rile fie 
1%," 7)! ; ; ; emini RightCut : : es uminum Oxide n) emini Fast Cut 
an ‘i 0.045" Aluminum Oxide 13,580 Stainless 436096 14" 10.125" Zirconia Alumina 4365 BlueFire 33N521 
4V" 7 0.045" ZirconiaAlumina__13,580 _BlueFire Right Cut 338N832 14" 20mm 0.125" Aluminum Oxide 5400 Gemini Metal 12V887 
4% % 0.0469" Aluminum Oxide 13,580 Metal Rlahtct 36WR88 44" 20mm 0.125" Aluminum Oxide 5400 ‘but, His ie A4DDX1 
5" % 0,040" Aluminum Oxide 12,225 25TY46 wr ea Oe 
RightCut 14 20mm 0.125 Silicon Carbide 5400 Gemini Ductile 12V891 
5. Ze 0.045" = Aluminum Oxide 12,225 Gemini Right Cut 5GC53 16" 1" 1094" Aluminum Oxide 3820 Gemini 5A932 
5 Ze" 0.045" —sZirconiaAlumina 12,225 BlueFire Right Cut 33N333 16° 1" 0.125" ZirconiaAlumina 4800 NorZon III 6PL31 
United Abrasives-Sait 16" 1" 0.125" = ZirconiaAlumina 4800 NorZon III Fast Cut 5VYN5 
ch Ye" 0.035" = Aluminum Oxide 25,000 A36T 5LUADS 16° 1" 0.1562" Aluminum Oxide 3820 Gemini Long Life 5A930 
a Ye" 0.0625" Aluminum Oxide 25,000 A36T 5LUA1 20" ih 0.1562" Aluminum Oxide 2/10 Gemini Fast Cut 3VV70 
4V" Ze 0.045" = Aluminum Oxide 13,300 A60S 1ATZ3 United Abrasives-Sait 
4V" 7! 0.045’ Aluminum Oxide 13,300 The Ultimate Cut™ 22PT32 6 Ua 0.045" ~~ Aluminum Oxide 10,200 A60S 1ATZ5 
4¥" 7 0.045’ Aluminum Oxide 13,300 SAIT.M.X.™ 1AUB1 6" Ua 0.045" ~~ Aluminum Oxide 10,200 A60S 1AUB3 
4V" 7! 0.045’ Ceramic 13,300 Saitech™ 1ATZ7 6" Ua 0.045’ Ceramic 10,200 Saitech™ 1ATZ9 
4V" ZB 0.045’ Zirconia Alumina 13,300 Z-Tech™ 1AUA6 6 Ua 0.045" ~—s Zirconia Alumina 10,200 Z-Tech™ 1AUA8 
4V" ZB! 0.0625" Aluminum Oxide 13,300 — 5LUE4 14" i 0.0937" Aluminum Oxide 4400 lron Worker™ 5LTZ6 
5 73! 0.045" = Aluminum Oxide 12,200 A60S 1ATZ4 14" i 0.0937" Aluminum Oxide 4400 EZ-Chop(R) 5LTZ4 
Type 27 14" 1" 0.0937" Aluminum Oxide 4400 EZ-Chop Attacker(R) 5LTZ9 
3M 14" il 0.0937" Aluminum Oxide 4400 Stud King(R) 5LTZ5 
4V" % 0.045" Ceramic Grain 13,300 Silver 450Y24 14" il 0.0937" Ceramic 4400 —_Saitech Steel Worker(R) 5LTZ8 
DeWalt Type 27 
4V" ¥e'-11 0.045" Ceramic 13,300 XP Ceramic 416L04 DeWalt 
AY," iG 0.040" Ceramic 13,300 High Performance 492280 6" ¥3"-11 0.045" Ceramic 10,100 XP Ceramic 416L03 
4Y," iG 0.040" Ceramic 13,300 XP Ceramic 492285 6" US 0.040" Ceramic 10,100 High Performance 492283 
AY," iG 0.0625" Ceramic 13,300 High Performance 492275 6" Us 0.045" Ceramic 10,100 XP Ceramic 492288 
Sign in to Grainger.com® to see YOUR Pricing and MORE 137 
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Economy and 
Professional Heat Guns 


ECONOMY 


Porter Cable—Temperature dial and slide 
switch with variable temperature settings. 
Integrated kickstand and hanging hook. 


Westward—Variable temperature gun has 
mica composite heating element and polycar- 
bonate housing. 

PROFESSIONAL FIXED TEMPERATURE 


Milwaukee—3-position rocker switch. 
Impact resistant heating element. 


PROFESSIONAL VARIABLE TEMPERATURE 


DeWalt—Allow temperature adjustment in 
50°F increments. Built-in overload protection. 
Built-in kickstand and hang ring. 





Milwaukee—LDial control to select tempera- 
ture. Impact resistant heating element. 


PROFESSIONAL LCD 


Westward—LDigital LCD shows temperature 
in increments of 10°F. Retractable heat guard 
and built-in stand. High-impact polymer 
housing and mica composite heating element. 


DeWalt—LCD shows temperature, adjustable 
in 50°F increments. Built-in overload protec- 
tion. Built-in kickstand and hang ring. 


Milwaukee—LCD shows preset temperature 
in 10°F increments. Features ceramic-encap- 
sulated heating element, removable air filter, 





No. 





and thermo-protected operation. 406P77 
STEINEL—LCD shows temperature, select- 
able in 10°F increments. 
Master Appliance—LCD shows air speed 
and temperature in °F or °C in 10° increments. 
No. 3ZLU1 comes with a Prolock™ magnetic 
key that allows you to lock the controls and 
prevent changes to the temperature and 
airflow settings. 
Temperature Heat Gun _ Heat Control Mfr. Item 
Range Watts Handle Style Switch Air Volume Includes Brand Model No. 
Economy 
120° to 1150°F 1500 Pistol Turn Dial 19.0 cfm Integrated Hanging Hook Porter Cable PC1500HG 346833 
1200 Pistol Turn Dial 9.0/9.0 cfm = Westward = 4HWK1 
250° to 1000°F ; ; Heat Gun, 4 Attachments (Reflector, Spreader, Concentrator, _ 
1200 Pistol Turn Dial 9.0/9.0 cfm Pin Point Concentrator) and Storage Case Westward 4HWK2 
Professional Fixed Temperature 
570°/1000°F = 1392 Pistol None 14.8 cfm — Milwaukee 8975-6 62360 
500° to 1000°F 1300 Pistol None 16.0 cfm — Master Appliance PH-1100 3W771 
1000°F 1300 Pistol None 16.0 cfm = Master Appliance PH-1000 5SPYPS 
Professional Variable Temperature 
120° to 1100°F 1550 Pistol Turn Dial 16.0 cfm Fish Tail Nozzle and Cone Nozzle, Kickstand DeWalt D26950 5JNK5S 
100° to 1040°F 1392 Pistol Turn Dial 14.8 cfm — Milwaukee 8977-20 20445 
130° to 1000°F 1300 Pistol Turn Dial 16.0 cfm Heat Gun Master Appliance PH-1200 3KH79 
Professional LCD 
130° to 930°F 1200 Pistol Turn Dial 9.0/9.0 cfm _ Westward —_ 4HWK4 
450° to 1100°F 1550 Pistol Buttons 17.7 cfm Fish Tail Nozzle and Cone Nozzle, Kickstand, LCD display DeWalt D26960 5JNK6 
1350 Pistol Buttons 17.7 cfm Cone Nozzle, Fishtail Surface Nozzle, 10 Other Common Accessories, Kit Box DeWalt D26960K 20G231 
120° t0 1150°F 1500 Pistol Buttons 10.6/17.6 cfm = Milwaukee 8988-20 5PP84 
420° to 1200°F 1600 Pistol Turn Dial 13.0 cfm — Steinel HG2320E 406P76 
1750 Pistol Turn Dial 13.0 cfm _— Steinel HG2520E 406P75 
120° to 1150°F 1600 Pistol Buttons 13.0 cfm — Steinel HL2020E 406P77 
430° to 1000°F 1300 Pistol Turn Dial 4.0 to 16.0 cfm = Master Appliance PH-1400 3ZLU1 
1300 Pistol Buttons 4.0 to 16.0 cfm Prohead LCD Programable Heat Guns, 5 Programs Master Appliance PH-1500 3ZLU3 
738 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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HEAT TOOLS FOR INDUSTRY" PROFESSIONAL 


Industrial Heat Guns and Blowers 





VARITEMP® HEAT GUNS MASTERFLOW® HEAT BLOWERS 
No. 4KFUug —_™ Powerful universal motor = Powerful, quiet, brushless 
with high air-flow rating continuous-duty motor 


= 90°-adjustable nonslip stand 


Use for heating, drying, or shrinking 
applications. Mountable over conveyor 
lines and on machinery. Reinforced mica- 
insulated heating element. No. 42718 
requires 18A 5-20R receptacle. 


STEINEL HEAT BLOWERS 


No. 5KNP7 has slide switch and baffle 

to adjust air and temperature. Series 
HB1750 blowers have continuously 
adjustable airflow and plug-in heating 
element. Keys lock in temperature range. 


= Heavy-duty die-cast 
aluminum housing 

= Built-in, 90°-rotating, 
adjustable metal stand 

Use to shrink tuning, bend plas- 

tics, cure adhesives, heat or dry 

parts, or strip paint. Reinforced 

mica-insulated ceramic heating 

element. External, replaceable 

carbon brushes. 3-position 

rocker switch. 


Varitemp heat guns allow locked- 
in selectable temperature up to 





No. 54XX98 


MASTER 





1000°F. 
pi a No. 54XY12 
Temperature Heat Gun Mfr. Item 
Range Watts Handle Style Air Volume Includes Brand Model No. 
D-Series Heat Guns 
400°F 600 Pistol 27.0 cfm — Master Appliance HG-201D 54XX98 
600 Pistol 27.0 cfm Shrink Attachment, Spreader Attachment, Reducer Attachment Master Appliance HG-201D-00-K 54XX99 
800°F 1440 Pistol 27.0 cfm = Master Appliance HG-301D D4XY03 
1440 Pistol 27.0 cfm Shrink Attachment, Spreader Attachment, Reducer Attachment Master Appliance HG-301D-00-K 54XY04 
4200°F 1740 Pistol 27.0 cfm = Master Appliance HG-501D D4XY07 
1740 Pistol 27.0 cfm Shrink Attachment, Spreader Attachment, Reducer Attachment Master Appliance HG-501D-00-K 54XY08 
Heat Blowers 
500° to 1200°F 1750 Pistol 23.0 cfm Complete Set of 5 Temperature Keys Steinel HB 1750 BLOWER  4KFU6 
1752 Pistol 23.0 cfm 5 Temperature Keys, Large Reflector Nozzle, Spare Heating Element and Silver Case Steinel HB1750K 24A399 
750° to 1000°F 1752 Pistol 23.0 cfm Heat Blower and Stand Steinel SV 750 Blower SKNP7 
Masterflow Heat Blowers 
300°F 1200 Loop 47.0 cfm Heat Blower and Stand Master Appliance AH-301 SPYRO 
500°F 1606 Loop 47.0 cfm Heat Blower and Stand Master Appliance AH-502 1YMJ9 
1680 Loop 47.0 cfm Heat Blower and Stand Master Appliance AH-501 4Z717 
750°F 2160 Loop 47.0 cfm Heat Blower and Stand Master Appliance AH-751 42718 
Varitemp Heat Guns 
400° to 1200°F 1740 Pistol 27.0 cfm = Master Appliance VT-751D D4XY11 
1740 Pistol 27.0 cfm Shrink Attachment, Spreader Attachment, Reducer Attachment Master Appliance VT-751D-00-K D4XY12 
e P * 
SYEIEL SMASTER — (c7,\Ghiince 
PROFESSIONAL HEAT TOOLS FOR INDUSTRY™ 
Specialty Heat Guns 
WAND STYLE SURFACE TEMPERATURE 





No. 406P73 


Master Proheat STC®’s innovative design 
senses and controls actual work surface 
temperature. Once reached, it maintains 
target surface temperature throughout the 
heating process, automatically compensat- 
ing for changes in distance from the work 
surface. Unit includes LCD, lockable controls, 
adjustable temperature in 10° increments, 
adjustable air flow, dual laser targeting 
system and LED progress indicator. 

Heat guns are dual-mode and can be 
switched from surface to nozzle temperature 
sensing and control. 


STEINEL—kKits include HG 2620 
E heat tool and accessories for 
specific applications. 


MASTER-MITE® AND ESD 
HEAT SHRINK SYSTEM 
= Quiet, continuous-duty 

shaded pole motor 
= On/Off indicator light 
Use to shrink tubing, melt solder 
preforms, dry components, or 
activate adhesives. Low-velocity 
air flow prevents components from 





No. 44C480 





ee eee blowing around workstation. Plug-in 
heating element. ESD 
No. 30TU15 is fixed temperature. 
Heat Gun Mfr. Item 
Temperature Range Watts Handle Style Air Volume Includes Brand Model No. 
Wand-Style Heat Gun 
80° to 1250°F 1750 Wand 13.0 cfm Plug In Heating Element Steinel HG26020E 406P73 
Master-Mite® and Master-Mite® ESD Heat Shrink Systems 
650°F 450 Pistol 3.8 cfm 220V Heat Gun, Shrink Attachment, Wire Bench Stand Master Appliance 10009 5PYR3 
475 Pistol 3.8 cfm Heat Gun, Bench Stand and Heat Shrink Attachment Master Appliance 10008 5HC24 
Heat-Shrink Guns 
600° to 1000°F — Pistol — — GA 5URU8 5URU8 
Surface Temperature Heat Guns 
Heat Gun, Ceramic Heating Elements, Plastic Housing, ; 5 
90° to 1000°F 1300 Pistol 4.0 to 16.0 cfm Lockable, Momentary Contact Switch Master Appliance PH-1600 440480 
1300 Pistol 4.0 to 16.0 cfm Heat Gun, Carry Case Master Appliance PH-1600K 46N338 
ESD Heat Guns 
750°F 300 Pistol 3.5 cfm Heat Tool, 5mm Reducer with Guard Nozzle, 7mm Reducer Nozzle Steinel HG 350 ESD 30TU15 
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POWER TOOLS Scan. Order. Done. 
Magnetic Drill Presses & Annular Cutters Details on page Al. 








Magnetic Drill Presses 


Slugger—Allow portable Milwaukee—M18 FUEL™ 11%” 
hole drilling away from and AC powered 1%” drills are 





Slugger 


ae! 


stationary machinery. optimized for annular cutters and 
Smart Magnet® circuitry —_ twist bits with a 2-speed gear 
provides added safety. box and tool free adjustment. 


Include safety strap, cutter Permanent Magnet operates 
shield, and storage case. _ without electricity and delivers a 
strong magnetic hold on 1%” steel. 
= Replacement motors available, 
go to Grainger.com® 





Capacity Spindle Drill Drill Point Drill to Center Overall Tool Tool Mfr. Item 
Steel Taper Amps NoLoad RPM Travel Pressure From Base Includes Height Length Wt. Model No. 
Slugger by Fein Magnetic Drill Presses 
1¥" 34" 115 450 2%6' 2000 lb. 17%" 17%" 9%" 31.71lb. JMEUSA101 4KYNG6 
" " u i) u " JMC 
1% %4 10.2 450 2%e" — 2000 Ib. 1% Storage Case, Safety Strap, Cutter Shield "1 MW" 28.9 Ib MAGFORCE 4KYN8 
4 Ta. 14.7 90102202890 erg 4833 Ib. 296! 31%" 16’ 73.0lb. JMU4X4  4KYP4 
JME 
i i ‘ i Magnetic Base Drill, Coolant Tank, (2) Centering Pins, Touch i F 
1% 7) 9.5 450 10%" 787 |b. 1%6 Guard, Safety Strap, Additional Handle, Case, (2) Hex Keys 61%6 = 104" 25.7 Ib. se aa 472016 
Milwaukee Magnetic Drill Presses 
i i i 6-ft. Safety Chain, Mfr. No. 48-66-1360 Chuck \ ; - 
VY — 72 600 9 1650 Ib. 1% and Mfr. No. 48-66-3280 Key 25% 17V%s" 57.0 Ib. 4204-1 3F863 
i i i 6-ft. Safety Chain, Mfr. No. 48-66-2085 Chuck i i . 
Yq — 11.5 350 9 1670 lb. 5¥2 and Mfr. No. 48-66-3160 Key 20% 15" 62.0 Ib. 4210-1 4A939 
Ja" — 11.5 0-350 11". 1670 lb. A1Y\6" — 25 VA" 15" 70.0 Ib. 4206-1 3F865 
144" MT3 11.5 500/250 11". 1600 Ib. 43g" 


6-ft. Safety Chain 20 4" Ms 72.0 Ib. 4208-1 4A940 


14%" MT3 11.5 750/375 11". 1600 Ib. 5332" 254" 15" 72.0 Ib. 4209-1 31B70 
15%" — 13.0 475to730 5%" 800\lb. 14" Lubricant Spray Bottle, 2" Chuck Adapter, Chuck Key, (2) 14%4" 11%" 30.0lb. 4272-21 40LJ21 
1%" — 13.0 475t0730 5%" 750 Ib. 144" Telescoping Pilot Pins, Safety Strap, Carrying Case 14" 13%" 30.5lb. 4274-21 40LJ22 
Milwaukee M18™ Magnetic Drill Kits 
i i ei 2) Batteries, Charger, Magnetic Lubrication Tank, 2" Chuck Adapter, i ; 
1V% = — 400/690 5%" 750\Ib. 1% ( ee Key. (2) jelescooing Pilot Pins, Safety Strap, Carrying nice 15%" 1334" 29.5 lb. 2787-22HD 48UT16 
Milwaukee M18™ Lineman Magnetic Drill Kit 





fF _ _ ; aa (2) Batteries, (1) Charger, Magnetic Lubrication Tank, 2" Chuck Adapter, u u 
1% 400/690 5%" 750 Ib. 1% Chuck Key, (2) Telescoping Pilot Pins, Safety Strap, Carrying Case 15%" = 13%" 29.5 lb. 2788-22HD 48UT17 


Fein Magnetic Drill Press 


1 u : 1 Case, Coolant Tank, Safety Strap, (1) Chip Hook, 1 1 JME SHORT 
1%6 V4 7.0 680 2%" 1800 lb. 1% (2) Centering Pins, Wrench, Safety Guard 11 9%" 22.0 Ib. SLUGGER 21VJ79 





Annular Cutters WX P=F=WGRAINGER 
Shank Application Suggested Cutter Material APPROVED 
4" For Drilling Hard to Machine, Stainless and Inconsistent M42 TiN : 
Materials With Increased Feed Rates and Longer Life 
For Drilling Hard to Machine and Inconsistent Materials M42 Cobalt 
For Cutting Steel Plate, Stainless Steel, Cast Iron and Alumimum Carbide Tipped 
For Drilling Structural Steel M2 HSS 
For Drilling Soft to Hard Steel Carbide 
SLUGGER SLUGGER 
MILWAUKEE | MILWAUKEE | SLUGGER SLUGGER SLUGGER SLUGGER Carbide Carbide 
GAM2HSS | GAM2 HSS HSS HSS M42 Cobalt | M42 Cobalt M42 TiN M42 TiN Tipped Tipped 
1" Cutting 2" Cutting 1" Cutting 2" Cutting 1" Cutting 2" Cutting 1" Cutting 2" Cutting 1" Cutting 2" Cutting 
Depth Depth Depth Depth Depth Depth Depth Depth Depth Depth 
Item Item Item Item Item Item Item Item Item Item 
Dia. No. No. No. No. No. No. No. No. No. No. 
6" 4TGY9 4THD2 — — 4WNJ4 4KYH2 4WNL6 4KYK4 — — 
Yo" 4TGZ1 4THD3 3TY49 21R643 4WNJ5 4KYH3 4WNL7 4KYK5 — — 
Ve" 4TGZ2 4THD4 3HU90 3HY25 4WNJ6 4KYH4 4WNL8 A4KYK6 — — 
7s" 4TGZ3 4THD5 3HU91 3HY26 4WNJ7 4KYH5 4WNL9 4KYK7 — — 
Ye" 4TGZ4 4THD6 — 3HY28 4WNJ8 4KYH6 4WNN1 4KYK8 — — 
1346" 4TGZ6 4THD8 — 3HY30 4WNK1 4KYH8 4KYF6 4KYL1 — — 
7 4TGZ7 4THD9 — — 4WNK2 4KYH9 4KYF7 4KYL2 — — 
16" 4TGZ8 4THE1 3HU96 3HY32 4WNK3 4KYJ1 4KYF8 4KYL3 — — 
2" Cutting 1" 4TGZ9 4THE2 3HU97 3HY33 4WNK4 A4KYJ2 4KYF9 4KYL4 — — 
Depth 16 4THA1 4THE3 21R627 21R644 4WNK5 4KYJ3 4KYG1 4KYL5 — 4NZY8 
Dia. Item 14%" 4THA2 4THE4 21R628 21R645 4WNK6 4KYJ4 — 4KYL6 — — 
ee UT : No. 1%6' 4THA3 4THE5 21R629 21R646 4WNK7 4KYJ5 4KYG3 — — — 
STE UO ince oe 1%" ATHA4 ATHEG -_ 21R647 4WNK8 AKYJ6 AKYGA AKYL8 — — 
2% 4PAA3 1%6 ATHAS ATHE7 21R631 21R648 4WNK9 AKYJ7 — — — a 
3 4PAAS 136" ATHAG ATHES 21R632 21R649 4WNL1 AKYJ8 — — — — 
No. of Cutting Item 1¥," 4THA7 4THE9 21R634 21R651 4WNL2 4KYJ9 4KYG7 — — oe 
Pieces Depth (in.) No. 1%" 4THA8 4THF1 21R636 21R653 4WNL3 4KYK1 — —— — 
Mz HSS Sets sTHFA 1%" ATHAS ATHF2 21R638__-21R655 AWNL4 AKYK2 = = = = 
5 D) ATHES o 4THD1 4THF3 21R642 21R659 4WNL5 4KYK3 — 4KYN5 — — 
14 1 ATHF6 a — 4THD7 3HU93 3HY29 4WNJ9 4KYH7 4WNN2 4KYK9 ae a4 
ib 2 4THF7 2% — = = = — — = = 4 4 
Slugger M42 Cobalt Sets 2A" = = = = = = = = ANZX9 = 
a] 5 aye 2%" — — — — — — — — 4NZY1 4PAA2 
5 ra ; ra : 
1 j ANYAS 1 a 2 ai 
ih neni 4NYC2 For Use With No. No. 
Slugger M42 Tih sels ANYC5 Pilot Pins for Annular Cutters 
5 D) ANYC7 For ¥2" Dla. and Smaller Annular Cutters 4NYD3 4NYD4 
T1 | ANYC1 For “%e' Dla. and Larger Annular Cutters 4NYD5 4NYD6 
11 i] 4NYC3 For %" Shank Carbide-Tipped Cutters 4NYD7 4NYD8 
740 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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HAND TOOLS 
Tool Cabinets & Chests 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Made of industrial 
strength 14-, 16-, 


and 18- gauge steel. i 


Integrated brushed 
aluminum drawer 
pulls for added 
drawer rigidity. 


Reinforced top and 
bottom panels to carry 
extra weight loads. 


Heavy-duty 
locks with 
tubular keys. 


100% fully extending and 
recessed drawer pulls. Vinyl top and drawer 


liners included. 


Ergonomic metal side 
handle for easy gripping 
and handling. 


Items featured: Nos. 
J4810, J4822 & J4815 


Ball-bearing slides 
provide 125 to 200 Ibs. 
of drawer load capacity. 





Adjustable drawer detents 
ensure drawers stay shut 
when the box is unlocked. 


Workstations provide up to 48,654 
cubic inches of storage. Add even 
more space with top and side pieces. 


6" x 2" casters with a 900 
Ibs. load capacity each. 


“ 


SAFETY QUAL 


BLACK 


HERITAGE GLOSS 


GLOSS 
RED 


GLOSS 
BLACK 


GLOSS 


RED & GRAY YELLOW 


For Proto Items Only. 





WESTWARD 


Side Cabinet 


10-Drawer No. J4822 


Top Chest 
No. 49NR84 








11-Drawer 
Rolling Cabinet 
No. 49NR91 


® ¥ , 
Premium Tool Storage Cabinets and Chests 


= Ball-bearing slides Chests feature both drawers and a top-opening door for easy tool access and efficient organization. Cabinets have drawers 
= For drawer configurations, only, with no top access. Rolling cabinets have preassembled casters mounted for easy transport. 
see Grainger.com® 





No. of Drawer > CHOOSE: Item No. of Drawer > CHOOSE: Item 
W D H Drawers Capacity Color Brand No. W D H Drawers Capacity Color Brand No. 
Top Chests 88/4" Zr 469%" 18 400 Ib. Red, Black, Blue Proto J4793 
66" 27" 27" 10 400 Ib. Red, Black, Blue Proto J4804 787" 25 V4" 434" 20 400 Ib. Red, Black, Blue Proto J4797 
66" 27" Zi 8 400 Ib. Red, Black, Blue Proto J4803 67" 254" 44" 20 250 Ib. Red Proto J4799 
56" 24" 22" 12 100 Ib. Stainless Steel Westward 34F778 67" 25 VA" 44" 18 250 Ib. Red Proto J4800 
56" 24" 22" 12 100 Ib. Black Westward G7177 66" 2/" 46" 12 400 Ib. Red, Black, Blue Proto J4801 
54 24" 461%" 11 250 Ib. Red Westward 49NR86 66" 2f- 46" 11 400 Ib. Red Proto J4802 
54 254% 24564" 8 250 Ib. Black Westward 49NR87 of 25 V4" 43" 13 400 Ib. Red, Black, Blue Proto J4805 
50" 25 V4" ZT. 12 250 Ib. Red, Black, Blue Proto J4814 “Ya 254" 43" 11 400 Ib. Red, Black, Blue Proto J4806 
50 25/4" ar 10 250 Ib. Red, Black, Blue Proto J4815 54" 24" 46%6" 11 250 Ib. Black Westward 49NR91 
50 25 V4" 2i" 8 250 Ib. Red, Black Proto J4813 250 Ib. Lower 
4? of 4614" 10 250 Ib. Red Westward 49NR84 54 24 46%6' 11 Drawers, 500 Red Westward 49NR90 
42 24" 461" 10 250 Ib. Black Westward 49NR85 Ib. Top Drawer 
34 25 V4" 7" 6 250 Ib. Red, Black, Blue Proto  J4819 50" 25 V4" 41" 12 250 Ib. Red, Black, Blue Proto J4810 
3A 55 4" 57 5 550 Ib. Red. Black, Blue Proto  J4820 50' 25 VA" Aq" 10 250 Ib. Red, Black, Blue Proto J4812 
34" 25 VA" 7" 4 250 Ib. Red, Black, Blue Proto  J4821 0g 25 V4" 41" 8 250 Ib. Red, Black, Blue Proto  J4808 
Side Cabinets 50" 20/4" 41 8 200 Ib. Red, Black, Blue Proto J4807 
19" 95 VA" 34" 6 250 |b. Red, Black, Blue Proto  J4822 50" 20/4" 41 7 290 Ib. Red, Black, Blue Proto J4809 
19" 25 VA" 34" 5 250 Ib. Red, Black Proto  J4823 50" 20/4" 41" 10 290 Ib. Red, Black, Blue Proto  J4811 
15" 18" 35" 9 200 lb. Red, Black, Blue Proto J4851 45" 21" 42" 6 400 Ib. Red Proto _ 3LVR9 
Horkstationn/olling Caine io" 0d" a6" 10 50 Slack Westward: 45NRB9 
j ; 416" ac estwar 
BB" ar ABN 22 400 Ib. ‘Bice Ble Proto J4790 34" 25V, «AT 8 250 lb. Red, Black, Blue Proto J4816 
i ; i Yellow, Red, 34" 25 V4" 4] 7 250 Ib. Red, Black, Blue Proto J4817 
isis i 20 400 Ib. Black, Blue ‘Proto «4791 345s CT" 6 250 lb. Red, Black, Blue Proto _J4818 
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HAND TOOLS 
Tool Cabinets & Chests 


Made of 
16-gauge steel. 


Easy grip 
steel handles. 


100% fully extending 
and recessed 
drawer pulls. 


Ball-bearing 
slides provide 
100 Ibs of drawer 
load capacity. 


Adjustable drawer detent 
ensures the drawers 
stay shut when the 
box is unlocked. 


ee 


5" x 2" casters 
with 450 Ibs. load 
capacity each. 


Workstations provide up to 22,248 
cubic inches of storage. Add even 


Scan. Order. Done. |= 
Details on page A1. 


Reinforced top and 
bottom panels to carry 
extra weight loads. 


Heavy-duty keys. 


Vinyl top and drawer 
liners included. 


Items featured: Nos. 
J4825 & J4826. 


2 reinforcement channels run left to right and 
2 run front to back for additional strength. 


more space with top and side pieces. 


QUAL 


BLACK 


SAFETY 
RED & GRAY 


DUAL 
GRAY 


GLOSS 
REO 


HERITAGE GLOSS 


GLOSS GLOSS 
BLACK BLE 


For Proto Items Only. 


11-Drawer 
Top Chest 13-Drawer Rolling Cabinet 
No. 53RH50 No. G7168 


Heavy-Duty Tool Storage Cabinets and Chests 


= Full-extension ball bearing = Casters preassembled on rolling cabinets 
slides on all drawers = For drawer configurations, see Grainger.com® 
= Heavy-duty keyed lock 


No. of Drawer > CHOOSE: Item 


16-Drawer 
Rolling 
Cabinet 

No. H1757 





3-Drawer Intermediate Chest 


No. G7172 " en 


oceck “WisnwarD 
Top chests have hinged lids that allow full access to a top compartment 


for easy tool access. Rolling cabinets have built-in casters to easily 
transport necessary tools just about anywhere in your facility. 


: No. of Drawer > CHOOSE: Item 
—— D H Drawers _ Capacity Color Brand No. W D H Drawers _ Capacity Color Brand No. 
5418" 28" 12 200 Ib. Red, Black, Blue Proto —_~J826 #35, OO ee Ee pee sae 
414% 4" 183% 4" 135%a" 3 99 lb. Stainless Steel Westward 53RH51 a 18" 35" 7 200 ib. Red. Black. Blue Proto J4839 
41/6 18%" 267%" 11 100 Ib. Red, Black, Blue Westward G7162 a7 18" 52" 7 200 ib. Red. Black. Blue Proto J4832 
412%" 1852" 261%6' 11 99 lb. Stainless Steel Westward 53RH50 Ya 18" 49" 4 200 ib. Red. Black. Blue Proto J4836 
27' 18" 19" 12 200 Ib. Red, Black, Blue Proto J4845 97" 18" 35" 3 200 ib. Red. Black. Blue Proto J4840 
a | a | a e0 I Bd Blaeieie—_<Prany _=a0a6 268" 18560 274%" 5 88 lb. Stainless Steel Westward _ 53RH49 
aS ae g 200 Ib.__Red, Black, Blue __Proto__s462 26s 18" 3968 ST 100lb. Red, Black, Blue Westward G7165 
26%6' 17%6" 10%" 3 99 |b. Stainless Steel Westward 53RH48 2611/6" 18" 33 5/6" 5 100 ib. Red. Black. Blue Westward G7166 
26°16" 18" 100 Ib. __Red, Black, Blue__Westward _G7159 26%6' 17%" 205%s «+5 88 lb. Stainless Steel Westward _ 53RH47 
ae 100 lb. Red, Black, Blue Westward  G7160 Taiaraaa l@keIChEStS : 
ide Cabinet/Lockers 1 1 1 
15" 18" ——«=58" 4 200 lb. Red, Black, Blue Proto _-J4850 5-43-48. 3 oe Brack Te att 
151%" 18%" 3316" 7 80 Ib. Red, Black, Blue Westward G7173 49" 18" 16" a] 100 ib. Blue Westward 48ZC86 
Workstations/Rolling Cabinets 7 as 4 200 lb. Red, Black, Blue Proto J4849 
04" 200 1b. _Red, Black, Blue__Proto __J4825 2676 16'%6 10% 3 80 lb. Red, Black, Blue Westward  G7172 
42%4" = 18'%6"  333%a" 11 99 |b. Stainless Steel Westward 53RH52 Cabinet & Chest Combo Units 
42" 18 15%6" 391%68" 13 500 ik’ beep Red, Black, Blue Westward  G7168 42” 18%" 60% 24  1001b., 200lb. Red, Black, Blue Westward H1763 
100 Ib Shallow 42" 18%" 60%" 22 100 Ib., 200 Ib. Red, Black, Blue Westward H1764 
42" 181% 6" 3916" 11 500 ib Deep > Red, Black, Blue Westward G7169 42" 18%" 66%" 17 100 Ib., 200 Ib. Red Westward H1759 
100 Ib Shallow 42" 18%" 60%" 17 100 Ib., 200 Ib. Black, Blue Westward H1759 
42" 181%6' 39%6' 6 OOD Deep,” Red, Black, Blue Westward —G7167 26° 18° ~~ 49%" ~—~—=«*6 80 Ib. Red Westward __H1757 
i i i 26" 18" 5594" 16 80 Ib. Black, Blue Westward H1757 
ea Sot Ra Bee els ee 26-18" ~~ 49%" ~—SC«4 80 lb. Red, Black, Blue Westward _H1758 
a7" 13" 45" 12 200 Ib. Red, Black, Blue Proto J4837 26" 18° Sieg : HE 80 Ib. Red, Black, Blue Westward H1754 
oF 13" 49" 11 200 |b. Red, Black, Blue Proto J4838 26 18 51% 11 80 Ib. Red, Black, Blue Westward H1753 
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GRAINGER CHOICE” HAND TOOLS 
Find the Wy. Find Solutions. Find Great Prices. Tool Cabinets & Chests 





iiaalae wD | 












A 3-Drawer 
; 5-Drawer Rollin 
eee eres Cabinet _ Rolling Cabinet 
Light-Duty Tool Storage Cabinets and Chests 
= 55-lb. ball bearing drawer Top Chests can be placed on top of the Rolling Cabinets or No. of Drawer Item 
: : W D H Drawers Capacity Color No. 
provide smooth action countertops and have a hinged lid that allows easy access Top Chests 
= 4" x 2" polypropylene casters to a top storage compartment. Rolling Workstation/Cabinets 25 '%ein 12 ¥ein  16in 7 55 |b Red  48RJ71 
= 660-Ib. rolling cabinet capacity come ina variety of drawer configurations and have a flat top 29 '%ein 12 %6in  13in 6 oolb Red _—48RJ70 
: ; , , 25%6in 12Vein 13%in 4 55lb Red § 48RJ69 
= For drawer configurations, surface that provides an excellent mobile work area. 3-drawer Workstation/Rolling Gabinets 
see Grainger.com® Intermediate Chest No. 48RJ72 provides additional storage 6 %in 18Vein 28%in 5 55 Ib Red 48RJ74 
that can be placed on the rolling cabinet and under the top 26%in 18 %6in 28%in 3 99 Ib Red _—48RJ73 
chest Intermediate Chest 
26%in 12%in 9%in 3 55lb Red  48RJ72 
10-Drawer 
Project 
Center 
No. 48ZFO2 


*wisrwaro TCuek 
Project Centers and Utility Carts 


Drawer slides extend fully. All items No. 310E51—4-drawer center has 
feature a central locking system with wraparound bumpers. Molded top 
keyed lock. has small storage compartments 
Note: Drawer/compartment size information Underneath the removable hardboard 
is on Grainger.com®; search by Item No.,and work surface. Built-in 3-outlet power 


click on the "Tech Specs" tab. strip with reset and extension cord. 
PROJECT CENTERS No. 31CE55—3-drawer center has 
Mobile workstations on wheels wraparound bumpers. Molded top 
come complete with work surfaces, has small storage compartments 
molded tool holders, plastic side underneath the removable hardboard 


handles and 2 fixed/2 swivel casters. work surface. 


No. 48ZF02—10-drawer center UTILITY CARTS 
is designed with aluminum drawer Westward®—30" and 27" carts 
pulls and drawer liners. Includes 3 feature lift tops and 2 fixed/2 swivel 


shelves and a rubber work surface locking casters. 

area. Powder-coated finish. Tubular . 

steel side handles with plastic Proto®—Carts feature a lift top 
brackets. work surface, top storage compart- 


ment, and pry bar storage. 









No. 310E53—5-drawer center 1-Drawer 
includes wraparound bumpers. 3 Utility Cart 
Molded top has small storage Gility Cart Mo: 2C2rs 
compartments underneath the No. J4789 
removable hardboard work surface. 
> CHOOSE: > CHOOSE: ltem 
W D H No. of Drawers Drawer Slides Drawer Capacity Color Drawer Color Caster Size Brand No. 
Project Centers 
4456" 31%" 3344" 10 Ball Bearing 99 Ib. Red Gray 5x2 Westward 48ZF02 
34%6 19%" 39%6" 5 66 Ib. Red Red 4" x 2' Westward 31CE53 
34%6' 19%" 33%6" 4 Ball Bearing, Full Extension 66 Ib. Black Black 4" x 2" Westward 31CE51 
34/6" 19%" 39%6" 3 66 lb. Red Red 4" x 2' Westward 31CE55 
Utility Carts 
37%" 20" 43" 3 Ball Bearing, Full Extension 400 Ib. Red, Black, Blue Red, Black, Blue b x2: Proto J4789 
of 20" 43" a 100 Ib. Red Red 5° X 1%" Proto 35XP93 
30" 20" 38" 4 Ball Bearin 88 |b. Red Red A"x 1%!" Westward 2CZY5 
30" 20" a1 3 g 88 Ib. Black Black A" x 1" Westward 2CZY2 
30" 16" 30 1 88 |b. Red Red 4" x 1" Westward 2CZY3 
2i" 18" 32" 0 — — Red No Drawers ‘eae Westward 2CZY4 
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HAND TOOLS Scan. Order. Done. |= f= 
Tool Cabinets & Chests Details on page A1. 



















No. 
54DN30 
No. 
54DM48 
ICENNEDY No. 414X93 cited 
f 54DN25 
Tool Cabinets Q _w. 
and Chests s4DMs9 
SERIES CASTERS HANDLE DESIGN STEEL GAUGE DRAWER CAPACITY DRAWER SLIDES ACCESSORIES 
K1800/K2000 Industrial 5X2 Tubular 18/20 Single a aaetae Ball Bearing/Friction - 
Signature Series = 
Mechanic's Chests — Slide Heavy Duty Plated 20/22 — Friction Un-Lined 
Machinist's Chests Wool Felt Lined Drawers 
No. of Drawer Mfr. Item No. of Drawer Mfr. Item 
W D H Drawers _ Slides Color Model No. W D H Drawers __ Slides Color Model No. 
Rolling Combination Tool Cabinets Signature Series Machinist's Base Cabinets, Heavy Duty 
K1800 Industrial Cabinets, Heavy Duty 21 %in 9 % in 7 Ain Z Friction Brown MC22B 54DM38 
20 % in 18 in 33 % in 4 Ball Bearing Brown 21040B  54DN30 26%in 12% in 9 in 2 Friction Brown 5150B 54DM48 
27 in 18 in 39 in 2 Ball Bearing Brown 273XB D4DN22 28 ¥% in 9 % in 7 Ain 2 Friction Brown MC28B 54DM37 
27 in 18 in 35 in 5 Ball Bearing Brown 275XB 54DN20 Signature Series Machinist's Top Chests, Heavy Duty 
27 in 18 in 35 in 7 Ball Bearing Brown 277XB 54DN18 20 % in 8 Yin 13 % in 7 Friction Brown 520B 54DM47 
27 in 18 in 39 in 8 Ball Bearing Brown 378XB  54DM76 26 % in 8 Yin 13 % in 8 Friction Brown 526B 54DM45 
39 % in 18 in 39 in 10 Ball Bearing Brown 310XB  54DM84 26 % in 8 Yin 18 in 11 Friction Brown 52611B  54DM46 
39 % in 18 in 39 in 15 ‘Ball Bearing Brown 315XB  54DM83 26 ¥%in 12%in 18 %in 11 Friction Brown 3611B  54DM78 
K2000 Industrial Cabinets, Heavy Duty 20 % in 8 Yin 13 % in 3 Friction Brown 620B 54DM39 
29 in 20 in 35 in 5 Ball Bearing Brown 295XB  54DM89 Signature Series Mechanic's Base Cabinets, Heavy Duty 
29 in 20 in 39 in (a Ball Bearing Brown 297XB  54DM87 26%in 12%in 11%in 2 Friction Brown 2602B 54DN29 
34 in 20 in 39 in 8 Ball Bearing Brown 348XB 54DM80 26%in 12%in 11% in 3 Friction Brown 2603B 54DN28 
Tool Chests and Side Cabinets 26%in 12%in 11%in 4 Friction Brown 2604B 54DN27 
K1800 Industrial Top Chest, Heavy Duty Signature Series Mechanic's Top Chests, Heavy Duty 
27 in 18 in 16 % in 5 Friction Brown 285XB 54DN13 26 ¥%in 12%in 14%in 3 Friction Brown 263B 54DN26 
K1800 Side Cabinet, Heavy Duty 26%in 12%in 14% in 6 Friction Brown 266B 54DN25 
13 % in 18 in 29 Vie in 5 Ball Bearing Red 185XR 414X93 26%in 12%in 18% in 10 Friction Brown 360B 54DM79 
K2000 Industrial Cabinet, Heavy Duty Item 
29 in 20 in 16 % in 5 Friction Brown 2805XB_  54DN16 For Use With No. 
K2000 Side Cabinet, Heavy Duty Organizer Tray 
13 % in 20 in 29 Vie in 5 Ball Bearing Brown 205XB 414X95 Rolling Cabinets 414X92 






No. 


35XR82 No. 


53PC98 








IViobile-SHOP 
No. 35XR84 





FlexCart. © Rolling Carts 
Rolling Tool Cabinets, Bag, and Set pies 


7 These versatile carts give you large storage and work space. Provide storage for 
Compact, easy-to-maneuver cabinets provide storage capability and allow you —_| |arge items such as spray bottles and air filters. Feature lockable cover, storage 


to customize to your specific industry such as healthcare, hospitality, mainte- drawers, and front cabinet cover. Motion sensing alarm alerts you when objects 
nance or engineering. are near by. 

Rolling Tool—fFeature a large work surface with a small vise. Include a tool bag | y39 

in the cart handle and a front tool storage cabinet, both with labeled pockets for 
tools. Move smoothly on 8" nonmarring wheels and 5" lockable front casters. 
No. 35XR82 comes equipped with a tool bag containing 84 commonly used 


These rolling carts feature lockable cover, storage drawers, and front cabinet 
cover. Motion sensing alarm alerts you when objects are near by. 


j i j j ® " " No.of Drawer Mfr. Item 
tools. For more detailed information, go to Grainger.com® and search "FlexCart”. Description W DH Drawers Capacity Model No. 
Tool Bag—Includes handle and shoulder strap for easy transport. For detailed ee Bag 21 40’ 40" 8 60 lb. MS-CAPACITY-B83PC98 
H H H H ® 7 
information on the types of tools included, see Grainger.com®. ea ania Cart >" 40’ 40. 8 60 Ib. MS-CAPACITY-EMTY 53PC99 

No. of Drawer Mir. Item H30 Rolling Cart eT 
Description WwW D _H_ Drawers Capacity Model No. Battery Powered Drill 16" 36" 40 5 60 Ib. MS-H30-B 53PC95 


Rolling Tool Cabinet with Tools 141%" 37%" 45" 7 75 Ib. FC100-ECSS-WT 35XR82 H30 Rolling Cart, Empty 
Rolling Tool Cabinet w/o Tools 14%" 37%" 45" i 75 lb. FC100-ECSS-NT 35XR83 Part Boxes, Empty Tool 


84-Pc. Tool Set with Bag 10. 12" 10" — | — _FCT00-ETB 35XR84 | Bag, Empty Tool Module, '© %6 40° 5 601b. = MS-HSO-EMTY — 53PC96 

130-Pc. Master Tool Set FC100-EC-TS 35XR85 Shop Vacuum, Plunger 

744 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” HAND TOOLS 
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No. 53PC93 


No. 53PC90 


No. 39CE49 





No. 4HFZ4 


Tool Carts and Accessories No. 4HFZ3 


= For more detailed information on cart contents, see Grainger.com® 





HT Engineering Carts—Easily transportable carts come fully assembled, stocked with more than 230 professional-quality hand tools and more than 160 critical 
small parts needed for facilities maintenance. Each tool has its own numbered and labeled pocket or bin. Cart disassembles to fit into a small vehicle. 


Preventative Maintenance Carts—These carts incorporate all the features of the HT Engineering Cart, but with the ability to carry more parts. 


No. of No. of No. of No. of No. of Mfr. Item 
No. of Sockets/ No.of No. of No.of Striking Misc. Consumable Mfr. Item H W Drawers Color Model No. 
Pieces Accs. Wrenches Pliers Screwdrivers Tools Tools Parts Model No. Empty Rolling Tool Cart: For use with HT Engineering Cart 
HT Engineering Carts 39" 22. 0 Black MS-CEC-Empty 39CE50 
90 10 14 4 19 4 14 12 MS-SD-CEC-VSE 53PC89 Empty Rolling Tool Cart: For Use With PM Cart 
90 10 14 4 19 4 8 11 MS-SD-CEC 53PC90 39" 22 4 Black MS-CPMC-EMPTY 39CE49 
144 35 at 2 2 9 69 0 MS-CEC-PRO _ 6ETU9 Empty Portable Tool Boxes with Drawers 
1,154 24 19 3 3 6 117 980 MS-CEC-B 6ETV1 39" 22 3 Black MS-SD-EMTY 53PC92 
120% 38 30 7 8 10 164 1,000 MS-CEC-ND 4HFZ8 41" 22" 3 Black MS-SD-EMTY-VSE 53PC91 
1,200 38 30 rd 8 10 165 1,000 MS-CEC 4HFZ2 Mfr. Item 
PM Carts Description Model No. 
90 10 14 4 19 4 8 11 MS-CAPACITY 53PC97 Accessories 
104 14 11 4 4 4 47 20 MS-CTB 4HFZ4 Engineering Cart Locker MS-ECL 4HFZ7 
120 29 14 fa Ze 4 14 12 MS-H30-ND 53PC94 Golf Cart Utility Bed MS-GCUB 4HFZ6 
127 29 14 7 22 4 14 12 MS-H30 53PC93 Pick Rack MS-PRC 4HFZ5 
149 30 27 2 2 9 74 0 MS-CPMC-PRO  6ETU8 PM Accessory Kit MS-PMAK 4HGA1 
1,037 24 19 3 3 6 126 980 MS-CPMC-B_ _—GETVO Engineering Cart Locker MS-PMCL 39CE51 
1,140 38 30 i 8 10 1f2 1,000 MS-CPMC-ND  4HFZ9 
1,141 38 30 7 8 10 173 1,000 MS-CPMC 4HFZ3 


No. 5WXR3 












No. 
No. 31XR35 Pip 
No. 5WXR5 
® 
Too! Organizers STARUEY) 4-7 *yvesnwanp: SSM eee 
Item Item 
Description L W H Color Brand No. Description L W H Color Brand No. 
Parts Organizers Socket Tray, 14" Dr., Metric, ‘ea Bane Joa 
12-Compartment w/Clear Top 19'%«" 10% 3542 Black/Clear/Yellow STANLEY 31XR35 —__ Standard and Deep ial Ie uray maser _BMNee 
18-Compartment Case 16'%6' 9% 12130 Black STANLEY  31XR37 Socket Tray, 4" Dr., SAE, OVj5" 256" 21" Red Hansen 8ZGM7 
Triangular Tray for 17" 21" g} 0 Aerial Tool Bin 6TWA4 = —eeandardland Deep 
Aerial Platforms a sibiae caer socket Tray, 7 Dr, Metric, = yay gr Gra Hansen  8CP76 
Screwdriver Holder slancar ane ee she y 
Magnetic Screwdriver Holder 11%" 2%" 1%! Red Westward 5NND8 OCKet Iray, 78 UT., u 7 7 
fiagn i Ss te river Holder "2M 6 Standard and Deep is 3g Red Hansen  8RLW6 
5-Row Socket Tray, 74", 34", 2" 25° 9%" 2" — RedandBlack | Westward 5WXR3 porte ay jot Sroanizer 20/2" BA Red/Gray Hansen _ 38HY82 
Hex/Torx Socket Bit Tra 9%6 38M" oH" Red Hansen 5NLN2 
ance ove eS Chemical Resistant, 2-Layer 39° 261 Black/Red Proto 2MV16 
Socket Holder, 34’ 14 2%" 1% Red Westward SNNES Chemical Resistant, 2-Layer 391" 26%" — Blue/Yellow Proto 2MV17 
Magnetic 9" Drive i ; ; Tool Holders 
conker Holder, 3%" 140 2% 1% Blue Westward  SNNE6 Magnetic Tool Holder 10%" 2%" %'  NaturalandRed | Westward  5NNE2 
Magnetic Socket Holder, ¥4" 934" 158" Red Westward _ 5NNE3 Magnetic Tool Holder 12" 12! A Natural Westward _ SNNEO 
Magnetic Socket Holder, ¥s"  18%4" 1%" 1%" — Red and Black Westward 5WXR5 wrench Rar = Back ow BE aa ’ ain 
Socket Tray, 2 In Dr., F i 5 ractional Wrench Rac i " 0" e ansen 5 
Metric, Standard and Deep 227% 3% 3% Gray Hansen = 8RMV4 Magnetic Wrench Rack 15% 2" 2%"  Blackand Red Westward 5NND7 
Socket Tray, % In Dr., SAE, 1%" i 5/, Metric Wrench Rack 12%" 64%" 1%" Gray Hansen 5NLN4 
Standard and Deep ee 7 _3* iis nee Beane Universal Wrench Rack 12%" 6%" 1% Blue Hansen 5NLNS5 
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ERUZTRy STANLEY. “\WesnwarD 
Portable Tool Boxes 






+ Plastic Portable 3-Drawer—Shell is made from heavy- 
; duty, high-impact polypropylene. Steel drawers have 
full-extension slides that lock when lid is closed. 


ToughSystem®—No. 14C634 and 14C635 are lockable, 
waterproof, and stackable with side latches. Integrated 
water seal provides content protection. Structural foam 
wall is 4mm-thick. Nos. 14C639 and 7AY33 have adjust- 


sees able brackets for tailored configurations and central locking 


mechanism secures the cases to the frame. . No. 35XR80 





TSTAK®—Flexible platform allows different combinations. 
Units can stack on top of each other, connected by durable 































































































side latches. 
Overall Overall Overall Locking Primary Tool Item & 
Description Width Depth Height System Box Color Brand No. (WESTWARD 
Plastic Portable Tool Boxes 
: 12 %o in 19 Moin 6 % in None Black STANLEY 31XR34 - 

Folding Top 6 in 12 in 12in Padlock Hasp Gray STANLEY 5RRP5 Nipple Boxes 

Plastic Portable Tool Box Set 

3-Pc. Nested Tool Box Oe ae iain ee 10. None Black Westward © 24ygss_ | These sturdy and portable steel caddies allow 
Mss ll | you to stock a variety of nipple lengths. Keep 

Large Case 21 5% in 13 % in 13 %in Padlock Hasp Black DeWalt 140634 your inventory organized to take with you on 

XL Case 21 % in 14 % in 16 in Padlock Hasp Black DeWalt 140635 the go. 

Tool Box Carrier 26%" gy" 37%8" — — DeWalt 140639 

Rolling Tool Box Set 26% in 14% in 37% in Padlock Has Black DeWalt TAY33 No. of Overall Overall Overall Item 

TSTAK® Compart. Width Depth Height No. 

Deep Drawer Case 13 in 4 Yin 3 in None Black DeWalt 28AD29 27 237%" 8%" 6%e6" 35XR74 

2-Drawer Case 13 in 4 vin 5 in Padlock Has Black DeWalt 28AD30 30 19% 6%" 6Y" 35XR75 

Case Organizing Lid 13 in 4% in 5 in Padlock Has Black DeWalt 28AD33 40 18" 7 6%" 35XR76 

Flat Top Case 17 Vain 13 in 6 % in Padlock Has Black DeWalt 28AD31 42 12" ih 6%" 35XR77 

Case with Organizer To 17 in 13 in 7 in Padlock Has Black DeWalt 28AD32 50 14%" 7 6%" 35XR78 

Deep Box Case 17 Vain 13 in 11 “%in Padlock Has Black DeWalt 28AD34 66 12%" a 6%e" 35XR79 





4-Wheeled Carrier 171 Y%6a" 19%" 7%" = = DeWalt 28AD35 tf 10%" i 65%" 35XR80 


No. 36Y011 
No. 35XR73 


Portable Steel Tool Boxes *“wisrwarp Gotu StTANiey Gara 


= Heavy-plated, rust-resistant, lockable latches 





No. 35XR63 





No. 4R138 


























Overall Overall Primary Tool Mfr. Item Overall Overall Primary Tool Mfr. Item 
Overall Width Depth Height Box Color Brand Model No. Overall Width Depth Height Box Color Brand Model No. 
Cantilever Tool Boxes 19%" 6) 4 Black = Westward 44ZJ85 442385 
iv 8" BY," Red Westward — 10J171 115%a" 62%q" 54% 4" Black Westward 447J83 442583 
18" 10" 14" Brown Proto J9951 4R138 23° 12" 10%" Black DeWalt DWST23001 53JF14 
Tool Boxes 28" 123% 4" 118%" Black DeWalt DWST28001 53JF15 
2-Drawer Socket Storage Box 
20%" 898" 1334" Red Westward — 10J165 62" 4V4" "Ye" Red Westward 35XR63 35XR63 
Folding Top Handle 10%" 5Ye" 1%" Red Westward 35XR65 35XR65 
192%o" 12%6 91%" Black, Yellow STANLEY STST19900 31XR36 14%" 6Y" 278" Red Westward 35XR68 35XR68 
Padlock Hasp, Folding Side, Folding Top Handle Tool Tote 
26" 82" gy," Red Proto J9969R 40JD14 20%" 10%6' 56 Gray Westward 35XR72 35XR72 
Padlock Hasp, Folding Side Handle 20%" 10V%e" 5Ye' Gray Westward 35XR73 35XR73 
20%" 62" 338" Red Proto J5694R 40JD20 Top Handle 
20%" l'%6 338" Red Proto J5695R 40JD33 19" 6%" 3%" Red Proto J5496R 40JD23 
25%6" 96" 46" Red Proto J5696R 40JC89 Tool Boxes w/Trays 
2654" 14%" 4" Red Proto J5697R 40JD15 1116" 61940" 59" Red Westward — 32PK25 
Padlock Hasp, Folding Top Handle 16 7" 7 V2" Red Westward — 36Y011 
19" 7" 7" Red Proto J9971R 40JD17 20" 7% 9" Red Westward — 36Y008 
19%" 8" ‘a Red Proto J9977R 40JC92 24" 8" Q" Red Westward — 10J162 
19%" 6" 4" Red Westward — 36Y010 24" 8" 9" Black Westward — 442ZJ86 
20" 8," gy," Red Proto J9975R 40JC95 30" 8" Q" Black Westward — 442ZJ88 
16° ‘a 7%" Black Westward 447582 442J82 Carpenter's 
20" 7" T%' Black Westward 447J90 442ZJ90 30" 8" 9" Red Westward — 10J164 
20%" 81%2" 13%" Black Westward 447J87 442587 32" BY," gy" Brown Proto J9979-NA 4R158 
746 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ee No. 1DZE9 No. 1RG74 No. 39UK33 
Structural Foam and Plastic Storage Boxes ‘STANLEY. (TUT 
STRUCTURAL FOAM PLASTIC Rolling Storage Locker—Stackable, wheeled 


locker features nickel-plated, rust-resistant latches 
and metal hinge pins provide strength. Padlock eye 
accommodates °s" padlock or smaller. Side grips 
are molded in. 


Recessed, soit-grip handles. Boxes 20" to 26" Portable Tool Box—All boxes have removable 

include a removable inner tray. inner tray. No. 39UK32 features a lightweight design 

Utility Pro TuffBin®—Smaller version of the 37" with metal latches and hinge pin. Plastic handle is 

Pro Tuff Bin is ideal for use in SUVs, vans, and small Molded on top. Step Tool Box No. 39UK30 features 

trucks. Includes top lid organization compartments recessed, nonslip lid and an attachable cord holder. Tool Gaddy—Handy organizer for many household 

and 2 recessed beverage holders. Rolling Tool Boxes—No. 39UK31 features a projects is constructed of high-impact, durable 
plastic with a wide handle for easy carrying. 





Xtreme Pro TuffBin®—Large-capacity, virtually removable tray with ample storage space beneath, 
rustproof bin is the tactical gear box of choice for pull-out telescoping handle, and professional-grade 
the United States military. No. 1RG71 includes lock wheels. No. 39UK33 is weather-resistant and comes 
and keys. fully assembled with a plastic molded handle on top. 
Overall Overall Mfr. Item 
Description Overall Width Depth Height Color Locking System Brand Model No. 
Structural Foam 
172%0" 85/4" 12%a" Black Padlock Hasp STANLEY FMST18001 31XR33 
Portable Tool Box 20" 93a" 10%" Black Padlock Hasp Contico 8200GY 1RG72 
26" 89/4" 10%" Black Padlock Hasp Contico 8260-4 1RG73 
Rolling Tool Box, 13,340 cu. in. 226° 37%" 23 V4" Black Lock Cylinder STANLEY 037025H 2FDB7 
Utility Pro TuffBin® 35° 15 14" Black Padlock Hasp Contico 3514NLBK 1DZE9 
of 21" 20" Black Padlock Hasp Contico 3725NL 1DZE8 
CMe vNE 37" oT 30° Black Lock Cylinder Contico 3795 1RG71 
Plastic 
Portable Tool Box 10%" 19" gy" Gray Padlock Hasp Contico G7190GY-4 39UK32 
Rolling Storage Locker, 5429 cu. in. 32 1e 12%" Black Padlock Hasp Contico 1320BK-1 2VE95 
— — — Black Latch STANLEY STST18613 31XR40 
Rolling Tool Box ill 181" 24136" Black Latch STANLEY STST18613 31XR40 
222" 3794" 20" Black Padlock Hasp Contico GUK3725 39UK33 
23" 15° 20" Black Padlock Hasp Contico G1921BK-4 39UK31 
Step Stool Tool Box 12¥," 18¥" 1344" Gray Padlock Hasp Contico G9402GYBK 39UK30 
Tool Caddy 15%" 1 634" Gray None Contico 6111GY 38W623 


Tool Cases * Westward’ 







Multifunctional cases No. of fam 
are designed to hold and Description Pockets _—‘Type Ww D H Color No. 
organize commonly used HDPE Resin 61 a 1916" 15" 9" Black  2WLK1 
tools in many applications 37 Small 191" 16%" 71/6’ ~—séBiack ~—«ABKK76 
and at work sites. Ideal — Small 19%" 16"%42" 76’ ~—Ss&Bilack ~——«ABKK77 
37. Medium 196 1654" BV" Black 45KK78 
for craftsmen, plumbers, ABS Plastic — Medium 191 163 BV," Black ASKK79 
contractors, maintenance 37 Large _20%2" —*175/c" 10" Black 45KK80 No. 45KK84 
personnel, or technicians. — Large 20%2! 17/6 10" Black 45KK81 : 


Flambeau 2 ‘STANLEY. PYAUZVAd 


Parts Storage Utility Boxes 


Keep supplies carefully 19YU44, and 19YU45 have + =Plano—Heavy- No. 2W785 No. 14C629 
organized. nickel-plated metal latches. duty 26" box 





Fambeau—Femovible Erie ange hetlatenee at esate 
interior tray allows greater g No. Overall Dim. Item 
center latch, and small partitioned lift-out 36N205 W D 4H Color Brand No. 
access to box. Features , 
mollid sive loci parts compartments ontop. _ tray. Includes 2 Premium 
include positive locking organizers for small 14%" 7%" 5v4' — Black/Yellow Flambeau 19YZ98 
latches, recessed handles, DeWALT—Heavy-duty parts storage 15Y5" BY," rea! Black, Yellow STANLEY 14629 
and padlock tab (lock construction ensures long 16° 8%" 7190 Black Yellow STANLEY 19YU43 
not included). No. 3W561 product life. No. 13U673 Overall Dim. Item 16%" 8%" 71%" Gray Flambeau 19YZ85 
features 71" saw blade has a detachable top case Semana H Color Brand _No. a an a pact vero Sey eae 
a, . 2 4 ; 
holder in lid. organizer for small parts 14%" 7%" 5Ya' Gray Flambeau _2W785 23%" 11° 10% Black, Yellow STANLEY 14C631 
STANLEY—Heaw-dut with an integrated handle, 20%" 87 Gray Flambeau 2W784 23%" 11%" 10%" Black, Yellow STANLEY 19YU45 
y-duty and long metal carrying 20% 9%" 107%" Gray Plano 36N220 24" 12% 97%"  Black/ellow DeWALT 13U673 
construction ensures long 23" 1074" Gray Flambeau 3W561 Weather-Resistant 
handle 
product life. Nos. 19YU43, 26° 9%" 11" Gray Plano _36N221 15° 8" BY" Orange Plano _ 36N205 
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Scan. Order. Done. 
Details on page A1. 









Jobsite Box 
No. 499N06 


WESTWARD 


Jobsite Box 
No. 20URO3 





Jobsite 
Piano Box 
No. 1MCF4 


KNAACK 





Slope Lid Box 
No. 13R525 


748 GRAINGER, 


/TTu 





Piano Box 
No. 36FW29 
(Tools not 
Included) 


JOBOX “CSe * westward 
Jobsite Boxes and Storage Cabinets 


= Welded steel construction 
= Powder-coated finish 


JOBSITE BOXES 


JOBOX—Site-Vault security system has full- 
length steel lock console with 3 locking points 
and a reflective orange tape indicating when the 
chest is unlocked. EZ-Loader skid bolsters allow 
for easy load and unload from any side. Staked 
and welded %" lid hinge with 1%" steel pin and 
1" knuckles for additional security. No. 6YG34 
includes a cut-out for tank supply hoses. 


Knaack—3-point latch; reinforced, recessed 
lock housing; and welded piano hinges help 
prevent pry-ins. Include 4-way skids and a 
pass-through electrical grommet that allows 
easy, weatherproof power cord access. 
Recessed handles. Optional casters available. 
No. 13R538 portable box is perfectly sized to 
hold welders’ gloves, goggles, tools, and rods. 
Hemmed edges ensure safe handling. 


PIANO BOXES 


Electrical pass-through grommet provides easy, 
weatherproof power cord access. Optional 
casters available. 


Mfr. Item 
W D H Storage Cap. Color Brand Model No. 
Jobsite Boxes 
721n 24 in 27 Ya in 23.2 CU ft Brown Crescent Jobox 1-658990 1MCF2 
72 1n 24 in 23 In 24.5 cu ft Tan Knaack 2472 13R526 
60 in 24 in 2/ Yin 19.3 cu ft Brown — Crescent Jobox 1-655990D 1MCE9 
60 in 24 in 23 In 20.2 cu ft Tan Knaack 60 13R527 
in in in .O cu ft an naac 5 
60 in 24 in 23 In 23.2 cu ft Blue Westward 499N06 499N06 
48 in 30 in 35 In 20.5 cu ft Tan Knaack 4830-D 20UR03 
48 in 30 in 33 % In 24.3 cu ft Brown — Crescent Jobox 1-656990 1MCF1 
48 in 30 in 29 in 25.2 cu ft Tan Knaack 4830 13R528 
48 in 24 in 28 Y% In 16.0 cu ft Tan Knaack 4824 13R531 
48 in 24 in 28 In 15.4 cu ft Blue Westward 499N08 499N08 
48 in 24 in 2/ ¥% In 15.4 cu ft Brown Crescent Jobox 1-654990 1MCE8 
48 in 24 in 23 In 16.0 cu ft Tan Knaack 2048 13R532 
42 in 20 in 23 % In 9.3 cu ft Brown — Crescent Jobox 1-653990 1MCE7 
42 in 19 in 18 in 9.0 cu ft Tan Knaack 42 13R533 
39 % In 2/ in 48 V4 in 29.4 cu ft Tan Knaack 118-M 410Y53 
36 In 20 in 23 % In 8.3 Cu ft Brown — Crescent Jobox 1-652990 1MCE6 
36 in 19 in 21 Yin 7.0 cu ft Tan Knaack 36 13R534 
32 In 19 in 18 in 4.5 cu ft Blue Westward 499N07 499N07 
32 In 19 in 13 In 5.0 cu ft Tan Knaack 32 13R535 
32 In 19 in 13 In 5.0 cu ft Tan Knaack 2032 13R536 
31 in 18 in 15 Yin 4.0 cu ft Brown — Crescent Jobox 651990D 6YG35 
30 in 30 in 75 in 57.6 cu ft Tan Knaack 118-01 410Y52 
30 in 16 in 12 In 3.3 CUTL Brown — Crescent Jobox 650990D 6YG34 
30 in 16 in 12 in 3.3 Cu ft Tan Knaack 30 13R538 
28 In 12 In 12 In 23: CUTL Tan Knaack 28 13R537 
Jobsite Piano Boxes 
14%' 30¥8" 49773" 56.5 cu. ft. Brown — Crescent Jobox 1-689990 1MCF6 
74 Yin 35 % In 60 % In 85.7 cu ft Brown — Crescent Jobox 1-685990 1MCF9 
74 in 30 in 50 in 56.5 cui tt Brown — Crescent Jobox 1-684990 1MCG2 
72 1n 30 in 49 in 57.5 Cu it Tan Knaack 90 13R520 
721n 30 in 46 in 57.5 cu ft Tan Knaack 91 13R517 
66 in 30 in 54 % in 48.0 cu ft Tan Knaack 1000 13R512 
in in in .O cu an naac 4 
61 In 35 In 50 in 49.8 cu ft Blue Westward 499N10 499N10 
60 in 311%2In 49 In 47.5 cu ft Brown Crescent Jobox 1-682990 1MCF4 
60" 30" 50" 48.0 cu. ft. Brown — Crescent Jobox 1-683990 1MCG1 
60 in 30 in 49 in 43.8 cu ft Tan Knaack 89-D 36FW29 
60 in 30 in 46 in 47.8 cu ft Tan Knaack 89 13R522 
60 % In 30 Yin 3/7 Mein 34.4 cu ft Brown — Crescent Jobox 1-688990 1MCF5 
60 in 30 in 34 in 35.3 cu ft Tan Knaack 69 13R524 
48 %in 31'%oin 49 %in 38.0 cu ft Brown — Crescent Jobox 1-681990 1MCF7 
48 in 30 in 49 in 36.2 cu ft Tan Knaack 79-D 36FW28 
48 in 30 in 46 in 38.2 cu ft Tan Knaack 19 13R523 
Jobsite Storage Cabinets 
90 in 30 in 65 in 60.9 cu ft Tan Knaack 100-MT 423L26 
72 In 24 in 51 in 48.0 cu ft Tan Knaack 129-MT 423L25 
60 in 30 in 60 in 59.4 cu ft Tan Knaack 139-MT 423L24 
60 in 28 In 61 in 48.3 cu ft Blue Westward 499N09 499N09 
Slope Lid Boxes 
60 in 30 in 39 % In 32./ Cu ft Brown — Crescent Jobox 1-680990 1MCF3 
60 in 30 in 3/7 in 31.0 cu ft Tan Knaack 3068 13R525 
lope Lid Jobsite Box 
60 in 30 in 40 in 30.4 cu ft Blue Westward 499N11 499N11 
Welders Box 
31 in 18 in 13: In 3.0 CU it Blue Westward 499N12 499N12 


Find even MORE on Grainger.com® 


JOBOX—Gas spring door lifts with quick- 
release mounts have guards to protect them 
from damage and jamming. Storage bins on 
side walls and back wall. Door opens a full 

90° for easy access. Lift-N-Stow shelf offers 
space for larger items. Nos. 1MCG1 and 1MCG2 
feature a reinforced door ramp and stainless 
steel hinge. 


Knaack—Reinforced lock housing, and staked 
and welded heavy-duty hinges protect against 
pry-ins. Nos. 13R512 and 14V866 feature a 
4-point crane lift system for safe center-point 
rigging and hoisting. With integrated drill- and 
weather-resistant recessed lock and handle and 
nonlinear 3-point latch system. Include 2 keys 
and 4-way skids. 


SLOPE-LID BOXES 
Forklift-accessible from all sides. 


JOBOX—Reinforced 3-position lid with gas 
spring guard provides a flat work surface. Full- 
length shelf tilts for nearly 12" of additional 
storage height. Locks with 1 padlock; 3-point 
lock engagement and bolt cutter-proof housing. 


Knaack—Lightweight chest has 1-time lock 
installation for a range of security level needs. 
Built-in tool tray helps keep contents organized. 
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dogox See *wesnwarp 
Onsite Storage Cabinets and Mobile Workbenches 


= Parts and accessories are available at 
Grainger.com®; search by Item No. and click 
"Optional Accessories" or "Repair Parts" tab 


DROP FRONT JOBSITE CHESTS 


Feature a ¥e" lid hinge, with wide 1" knuckles and 4" 
welded hinge pin. Recessed handles are extra tall and 
deep. No. 4AXX2 extra-wide low-incline drop-front 
ramp has 37% more capacity for storing generators 
and large tools. Includes power cord access hole. 


JOBSITE STORAGE CABINETS 


JOBOX® models are reinforced 16-ga. steel with a 
locking system that protects padlocks. Reinforced 
door frame and shelves prevent warping. Built-in 
door shelves add extra storage space. Rain Drain™ 
system channels moisture away from padlock area 
to prevent rusting. Sturdy steel Westward® cabinets 
are designed with a padlock. They are water-resistant 
and have powder coat. KNAACK® cabinets feature a 
baked-on powder-coat finish for weather resistance 
and durability. They are designed with heavy-duty 
steel construction and fully arc-welded seams. 
WATCHMAN® IV locks system features 3-point latch- 
ing and recessed lock. Recessed handles provide 
positive gripping even with a gloved hand. Jobsite 
Chest, No. 8RT51 features fully adjustable interiors, 
18-ga. steel drawer, ball bearing glides, 2 fixed and 2 
lockable swivel casters, and 75-lb. capacity drawers. 


JOBSITE FIELD OFFICES 

JOBOX® lockable field box can be propped into a flat 
working surface. Features overhead tube storage, 
rain gutters, door safety pin latch, and skid bolsters. 
KNAACK® WATCHMAN® 5 lock system features 
heavy-gauge double arches and vertically mounted 


D H Description 


recessed lock that resist drill-outs, prying, and 
cutting for superior tamper and weather resistance. 
Heavy-duty gas strut allows for smooth opening 
and closing. Bottom doors interlock with body to 
provide maximum pry-resistance. Caster-ready 
4-way skids are constructed of heavy-duty 7-ga. 
steel. Baked on powder coat finish for weather 
resistance and durability. 


MOBILE CABINET WORKBENCHES 


KNAACK ® workbenches have a baked-on powder 
coat finish for weather resistance and durability. 
Heavy-duty steel construction with arc-welded 
seams. WATCHMAN® IV lock system includes 
3-point latching an recessed lock. Full-length 
staked piano hinges resist pry-ins. Westward® 
Nos. 24Y922 includes wheels, handles, and 
adjustable drawers. JOBOX® models feature an 
adjustable interior drawer and shelf height. Feature 
heavy-duty ball bearing drawer slides, built-in door 
shelves, and push handles for each side. 2 fixed 
and 2 lockable swiveling casters. No. 6YG43 has 
150-lb. drawer capacity. No. 6YG42 has 75-lb. 
drawer capacity. 


JOBSITE ROLLING CLAM SHELL CABINET 


JOBOX® cabinets feature 2 movable shelves and 

4 fixed-height shelves. Vertical storage area has 

3 hanging hooks and private locking storage bin. 
Heavy-duty hasp. Includes eight 4" casters; 3 swiv- 
eling, 1 fixed lockable per side. KNAACK® cabinets 
feature 16-ga. steel construction with arc-welded 
seams. Casters allow one person to maneuver. 
1200 Ib. load capacity. Vertical storage area 
features a bracket for hanging extension cords or 
tool belts. 


Storage Mfr. Item 
Capacity Color Brand Model No. 




































































W : 
Drop Front Drop Front Jobsite Boxes 





60in_ _3tin_ _45in__ Built-In Storage Bins, 16-ga. 


41.5 cu ft Brown Crescent Jobox 1-657990 4AXX2 



























































Jobsite Storage Cabinets 



































32 in 16 in 36in  2-Door, 3 Shelves 


10.6 cu ft Tan Knaack 33 14867 






























































49in 26%in 40% in 2-Door, 0-Drawer, Casters 


30.6 cu ft Red Crescent Jobox 677990  8RT51 





60 %in 224%in 60%in 2-Door, 12 Shelves 





47.5 cu ft Brown Crescent Jobox 1-694990 6YG50 





60 %in 24%in 60%in 2-Door, 9 Shelves 





47.5 cu ft Brown Crescent Jobox 1-697990 6YG51 











60 in 24 in 60 in 2-Door, 3 Shelves 47.5 cu ft Tan Knaack 111 13R516 
60 in 24 in 60 in 2-Door, 6 Shelves 47.5 cu ft Tan Knaack 109 13R518 
60 in 30 in 60 in 2-Door,4 Shelves, 7 Drawers 54.9 cu ft Tan Knaack 112 13R503 


60 %in 30%in 60%in 2-Door, 4 Shelves, 8 Drawers 


58.7 cu ft Brown Crescent Jobox 1-679990 2VUY2 





60 %in 30%in 60%in 2-Door, 11 Shelves 


58.7 cu ft Brown Crescent Jobox 1-698990 6YG52 





60 in 30 in 60 in 4-Door, 3 Shelves 


59.4 cu ft Tan Knaack 99 13R510 





60 in 30 in 60in 2-Door,6 Shelves _ 





59.4 cu ft Tan Knaack 139 13R515 





60 Y%in 32%in 60%in 4-Door, 8 Shelves 
66 in 30in 54% in 2-Door, 3 Shelves 





63.7 cu ft Brown Crescent Jobox 1-695990 2VUY3 





52.0 cu ft Tan Knaack 1020 13R509 















































72 in 24 in 51 in _2-Door, 6 Shelves, 18 Bins 


48.0 cu ft Tan Knaack 129 13R514 



































72 in 24 in 60% in 2-Door, 11 Shelves 


— 49.0 cuft Brown Crescent Jobox 1-693990 6YG49 









































Jobsite Field Offices  —_ 
60 in A4in  82¥%in 6 Shelves, 16-ga. 
63 %in 42%in 80in 3 Shelves, 16-ga. 












































































































































120.7 cu ft Tan ___ Knaack 119-02 — 14V855 
104.0 cu ft Brown Crescent Jobox 1-674990 1MCF8 


































































































Mobile Cabinet Workbenches 













































































26 in 25 in 34% in —_1-Door, 0-Drawer, 4 in Casters _ Tan Knaack 35 453U51 
26 in 29in  34%in 1-Door, 2-Drawer, 4 in Casters = Tan Knaack _ 38 453U52 
40 % in 25 in 37 %in 2-Door, 4-Drawer, 4 in Casters — Tan Knaack 44 13R519 
40 % in 25 in 37 %in 2-Door, 2-Drawer, 4 in Casters — Tan Knaack 40 14V868 
43 %in 26%in 38% in 2-Door, 4-Drawer, 4 in Casters — Blue Westward — 24Y922 





43 %in 26%in 38% in 2-Door, 4-Drawer, 4 in Casters 


= Brown Crescent Jobox 676990 6YG42 





43 %in 26%in 38% in 2-Door, 2-Drawer, 4 in Casters 





— Red Crescent Jobox 675990 S8UMP7 












































































































































































































































46 Yin 25in 37 %in  2-Door, 8-Drawer, 6 in Casters = Red Knaack 63 13R505 
46 % in 25 in 37 %in 2-Door, 8-Drawer, 6 in Casters — Tan Knaack AQ 13R508 
46 % in 25 in 37 %in  2-Door, 4-Drawer, 6 in Casters — Tan Knaack 45 13R513 
46%in 25in 37 %in 2-Door, 0-Drawer, 4 in Casters = Tan Knaack 47 13R521 
49%in 26%in 40%in  2-Door, 6-Drawer, 6 in Casters = Brown Crescent Jobox 678990 6YG43 
54%in 26in 37%in  2-Door, 6-Drawer, 6 in Casters = Tan Knaack 38 13R504 
—54%in 26in 37% in 2-Door, 8-Drawer, 6 in Casters _ Tan Knaack 59 14V882 
—62in =~ 32 in 34in  6-Door, 4-Drawer, 8 in Casters = Tan Knaack — 62 13R507 
Jobsite Rolling Clam Shell Cabinets 
60 in 15 in 65 in 6 Shelves 60.9 cu ft Tan Knaack 100 13R511 





























62%in 30in 63%in 6 Shelves 















































58.0 cu ft Red Crescent Jobox 692990 6YG48 





Drop Front 


Jobsite Chest 
No. 4AXX2 





Storage Cabinet 
No. 6YG50 
(Tools not included.) 





Field Office 
No. 1MCF8 






Mobile 
Workbench 
No. 14V882 


Clam Shell Cabinet 
No. 6YG48 
(Tools not included.) 
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HAND TOOLS Scan. Order. Done. 
Truck Boxes Details on page Al. 
ae ——e | Steel Hinged 
——_ j No. 4NY55 





(Tools Not Included) 








Aluminum 
Innerside Box 
No. 4NY48 


Aluminum Full-Size Chest 
No. 4NY47 


Steel Topside Box 
No. 4TKF9 
(Tools Not Included) 









JO — 
a ti _——~ ® ‘ 
PREMIUM STORAGE SOLUTIONS 


Topside Boxes—Each door features 


Heavy-Duty Truck Boxes 


Crossover Boxes—Full weatherstripping. End-mounted Full-Size Chests—TJapered bottom on front and sides. 


push buttons provide access from either side of truck. 
Features include heavy-duty gas springs and guards, 
built-in storage bins on both ends, and removable tool 
trays. All aluminum models have 3-layer, laminated 
structural lids. JOBOX models have a clear-coat, powder- 
coated finish. Steel models have powder-coated finish. 





Recessed hinge allows lid to be fully opened. Leakproof 
stainless steel paddle handles. 


Innerside Boxes—Each features a built-in, full-length 
storage compartment. Mounting kit includes support 
legs and hardware. 


a 3-pt. locking system and industrial- 


grade bullet hinges. Galvanized steel 


rotating 


T-handles. 


aircraft cables provide high-strength door 
support. Cam locks have stainless steel, 


Overall Overall Overall Body Mounting Item 
Color Width Depth Height Storage Cap. Gauge Material Style Locking System Latch Mechanism Lid Type Brand No. 
Crossover Boxes 
Double 
Silver 70%" 20%" 14%" 9.2 cu. ft. 16 Diamond Tread Aluminum Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 4NY53 
Gull Wing 
White ral 27%" = 14%" ~— ‘9.2 cu. fi. 14 Steel Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 4NY54 
Hinged 
; " " " Crimp-Free, Drill-Free Keyed with Drill- Non- 
Silver 14 71 14 75°C. Tt, 0.085 Aluminum Clamped Brackets Resistant Lock Core Push Button Locks Adjustable Westward 422V46 
. agai i i ' . Crimp-Free, Drill-Free Keyed with Drill- Non- 
Silver 19% 7 17 10.5 cu. ft. 0.055 Aluminum Clamped Brackets Resistant Lock Core Push Button Locks Adjustable Westward 422V47 
(yi i : : . Crimp-Free, Drill-Free Keyed with Drill- Non- 
Black 19% 71 17 10.5 cu.ft. 0.055 Aluminum Clamped Brackets Resistant Lock Core Push Button Locks Adjustable Westward 422V48 
Single 
Silver 60%" 20%" 11%" 6.1 Cu. ft. 16 Diamond Tread Aluminum Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 4NY52 
White 61" 20a. WY. 6.1 Cutt 14 Steel Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 4NY56 
Silver 70%" 20%" 14%" 9.2 cu. ft. 16 Diamond Tread Aluminum Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 4NY50 
Black 70%" 20%" 14%6' 9.2 cu. ft. 16 Diamond Tread Aluminum Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 4NY58 
White (oli 20%" 17%" 11.3cu.ft. 14 Steel Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 4NY57 
White 71" 20%" 14%" 9.2 cu. ft. 14 Steel Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 4NY55 
Silver 71%" 20%" 17%" 11.3cu.ft. 16 Diamond Tread Aluminum Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox SHE87 
Silver 71% 21" 15%" 9.1 cu. ft. 0.100" Diamond Tread Aluminum Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 2VUY4 
Silver 71%" 21" 19%" 13.0cu.ft. 16 Diamond Tread Aluminum Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 4NY51 
Full-Size Chests 
Hinged 
' i ' i ‘ Crimp-Free, Drill-Free Keyed with Drill- Non- 
Black 19% 40 19 8.4 cu. ft. 0.055 Aluminum Clamped Brackets Resistant Lock Core Push Button Locks Adjustable Westward 422V50 
. " i i i . Crimp-Free, Drill-Free Keyed with Drill- Non- 
Silver 19% 41 19 8.4 cu. ft. 0.055 Aluminum Clamped Brackets Resistant Lock Core Push Button Locks Adjustable Westward 422V49 
Single 
Silver 61" 20%" 18%" 12.1 cu.ft. 0.100" Diamond Tread Aluminum Bolt-On Keyed Paddle Handle Adjustable Crescent Jobox 2KE64 
Silver 61" 27% 19%" 17.0 cu.ft. 16 Diamond Tread Aluminum Bolt-On Keyed Paddle Handle Adjustable Crescent Jobox 4NY47 
Innerside Boxes 
Hinged 
. , F ' i . Crimp-Free, Drill-Free Keyed with Drill- Non- 
Silver 16 47 13 3.0 CU. ft 0.055 Aluminum Clamped Brackets Resistant Lock Core Push Button Locks Adjustable Westward 422V51 
Single 
Silver 58%" = 121%" ual oe CU. Tt 16 Diamond Tread Aluminum Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 4NY48 
White 58%" 12%" 11%"  3.2cu. ft. 14 Steel Bolt-On Keyed Drill-Resistant Push Button Locks Adjustable Crescent Jobox 4NY49 
Topside Boxes 
Double 
Silver 72 15" 17' 10.6 cu. ft. 16 Diamond Tread Aluminum Bolt-On Keyed Rotating T-Handle Adjustable Crescent Jobox 4TKF8 
White 72" ey ie 10.6 cu.ft. 14 Steel Bolt-On Keyed Rotating T-Handle Adjustable Crescent Jobox 4TKG1 
Silver 88" 1S: a 13.0 cu. ft. 16 Diamond Tread Aluminum Bolt-On Keyed Rotating T-Handle Adjustable Crescent Jobox 4TKF7 
White 96" 15: ia 14.2 cu.ft. 14 Steel Bolt-On Keyed Rotating T-Handle Adjustable Crescent Jobox 4TKF9 
Hinged 
. ' i i i . Crimp-Free, Drill-Free Keyed with Drill- Non- 
Silver 18%" 36% 18 6.7 cu. ft. 0.055 Aluminum Clamped Brackets Resistant Lock Core Push Button Locks Adjustable Westward 42252 
. i ; : : . Crimp-Free, Drill-Free Keyed with Drill- Non- 
Silver 18% 48 18 8.7 cu.ft, 0.055 Aluminum Clamped Brackets Resistant Lock Core Push Button Locks Adjustable Westward 422V53 
750 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


HAND TOOLS 
Truck and Trailer Boxes 





Truck Boxes 


= Fully weather stripped 

= Powder-coated finish 

= Limited lifetime warranty 
= All lids are nonadjustable 


Cross Boxes—Have 2 independent 
covers that allow access from either side 
of truck. Tamper-resistant retracting lock. 


Lo-Side Boxes—Low-profile boxes 
mount over truck bedrails to keep critical 
tools and parts within easy reach, while 
keeping truck bed clear for larger items. 
Cover opens 90° to provide easy access to 
contents. Tamper-resistant retracting lock. 
> CHOOSE: Overall Overall 


Color Overall Width Depth Height 
Cross Boxes 











Aluminum 
Silver, Black 4/7" 204" 19%" 
Black, Silver ey 20° 19%" 
Black 62" 204" 18% 
Silver, Black 62" 204" 19%" 
Black, Silver 62" 21 V2" 19%" 
Silver, Black 7142" 20%" 15 
Silver, Black (aA 20%" 18%" 
Silver, Black (aA 204" 24' 
Black 7142" 202" 1 
Black 7142" 202" 18%" 
Silver 7142" 20%" 18%" 
Silver, Black 7142" 21a 18%" 
Black 7142" 212" 18%" 
Silver 7142" 284" 18%" 
Steel 
White 62" 204" 19%" 
White 4/' 204" 19%" 
White 55" 204" 19%" 
Black 62" 204" 19%" 
White 62" 21 V2" 19%" 
Black 1%" 214" 17% 
White, Black 712" 20%" 18%" 
White 12" 20%" 18%" 
White 12" 212" 18%" 
Lo-Side Boxes 
Aluminum 
Silver, Black 414" 16%" 13%" 
Matte Black 4/2 16% 13% 
White 4/2" 16% 13% 
Silver 564" 16%" 13%: 
Black 56 V4" 16%" 13%" 
Black 564" 16%" 13%" 
Silver 8/4" 16%" 13%" 
Steel 
White 4654" 13%" 13° 
White 4654" 18" 13: 
White 60%" 13%" iy 
White 60%" 18" 14" 
Hi-Side Boxes 
Aluminum 
Silver 64" 13%" 16° 
Silver 641," 16%" 18" 
Black 641%" 16%" 18" 
Silver 12 V4" 13%" 16° 
Silver 90" 13%" 16° 
Silver 90" 16%" 18" 
Black 901" 16%" 18" 
White 902" 16%" 18" 
Silver 96%" 13%!" 16° 
Steel 
White 124" 13%!" 16° 
White 90" 16%" 18" 
White 96 4" 16° 24' 
Chests 
Aluminum 
Black 4/' 202" 19%" 
Black 62" 202" 19%" 
Steel 
White ot 20%" 16%" 


Trailer Tongue Boxes JOBOX 


Rugged, dent-resistant construction with a rust-resistant finish. Lid closes 
tightly to keep out moisture and dust to protect contents. No. 55CH83 
features an offset, gas spring lid lift to ease access from the driver’s side. 
The deep recessed hinge allows the box to fully open when mounted 
against a rail or trailer. The leakproof stainless steel paddle handle helps 
keep back spray from entering box. No. 55AG06 mounts to the front of 
A-frame style trailers. The zinc-plated hasp resists corrosion and fits stan- 


dard padlocks. 


Body Latch 
Material Cover Material Mechanism 
Aluminum Aluminum Paddle Handle 

Polyethylene Polyethylene Hasp 


Weather guard. 


Hi-Side Boxes—Carry more tools and 

to free up space in the cargo bed. Gutter 
design channels rain and snow off the box 
to keep contents dry. Feature a removable 
parts bin. Toolless quick-release doors 
adjust from 90° to 180° with QuickClips 
(which do require tools). 


Chests—Retracting Extreme Protection® 
lock is tamper-resistant to help protect 
against break-ins. Chests feature 90° 
cover opening for easy access, automo- 
tive-style rotary latch with smooth 1-touch 
opening, and a full weather seal. 


Mounting 
Storage Cap. Style 
10.0 cu. ft. Bolt-On 
12.0 Cu. ft. Bolt-On 
8.9 Cu. Tt. Crimp-Free, Drill-Free Clamped Brackets 
1321 Git. 1. Bolt-On 
18.6 Cu. ft. Bolt-On 
8.8 Cu. Tt. Crimp-Free, Drill-Free Clamped Brackets 
11.3 cu. ft. Crimp-Free, Drill-Free Clamped Brackets 
19.1 Cu. ft. Crimp-Free, Drill-Free Clamped Brackets 
8.8 Cu. Tt. Bolt-On 
11.3 Gul Tt Bolt-On 
113.6, Tt Crimp-Free, Drill-Free Clamped Brackets 
13.3 GUl Tt. Crimp-Free, Drill-Free Clamped Brackets 
No.3 00, 1, Bolt-On 
15.3 Cul. Tt. Crimp-Free, Drill-Free Clamped Brackets 
13.1 Cu. ft. Bolt-On 
10.0 cu. ft. Bolt-On 
12.0 Cu. ft. Bolt-On 
13.160. 1 Bolt-On 
18.6 Cu. ft. Bolt-On 
15.3 CULT. Crimp-Free, Drill-Free Clamped Brackets 
17.3. Gu Tt. Crimp-Free, Drill-Free Clamped Brackets 
Ti3Ctl. 1 Crimp-Free, Drill-Free Clamped Brackets 
23 GU. 1. Crimp-Free, Drill-Free Clamped Brackets 
3.4 Cu. ft. Bolt-On and Clamp-On 
3.4 Cu. ft. Bolt-On 
3.4 Cu. ft. Bolt-On 
4.1 cu. ft. Bolt-On and Clamp-On 
4.1 cu. ft. Bolt-On and Clamp-On 
4.1 cu. ft. Bolt-On 
6.4 cu. Tt. Bolt-On and Clamp-On 
3.2 Cu. ft. Bolt-On and Clamp-On 
4.5 cu. ft. Bolt-On and Clamp-On 
4.1 cu. ft. Bolt-On and Clamp-On 
bo CU TL Bolt-On and Clamp-On 
7.9 Cu. ft. Bolt-On and Clamp-On 
10.8 cu. ft. Bolt-On and Clamp-On 
10.8 Cu. ft. Bolt-On and Clamp-On 
8.9 Cu. Tt. Bolt-On and Clamp-On 
111 cu, tt, Bolt-On and Clamp-On 
19.2 CU. Tr. Bolt-On and Clamp-On 
13.2 Gul It. Bolt-On 
15.2 Ctl. 1 Bolt-On 
11.8 cu. ft. Bolt-On and Clamp-On 
8.9 Cu. Tt. Bolt-On and Clamp-On 
13.2 GUL Tt Bolt-On and Clamp-On 
21.4 cu. ft. Bolt-On and Clamp-On 
10 Cu. ft. Bolt-On 
TS Ct, Te. Bolt-On 
6.0 cu. ft. Bolt-On 





No. 55CH83 


Aluminum 
Cross Box 
No. H1767 


Item 
No. 


H1/72 
H1/71 
13R607 
H1770 
H1/69 
H1/68 
H1/67 
H1766 
381G25 
381G24 
13R560 
H1765 
381G23 
13R613 


H1770 
13R586 
13R611 
13R608 
13R609 
13R601 

H1773 
13R577 
13R596 


H1774 
381G29 
381G34 
13R992 
13R973 
381G28 
13R599 


13R579 
13R987 
13R576 
13R982 


13R618 
13R612 
13R585 
13R991 
13R564 
13R968 
381G30 
381G35 
13R603 


13R610 
13R584 
13R602 


381G26 
381G2/ 


14V929 





Mounting Overall Overall Overall 


Locking System Style Width 


Keyed with Drill-Resistant Lock Core Bolt-On 16" 


= Bolt-On 36" 


Depth _Height 


20%" 
18" 





Aluminum 
Cross Box 
No. 13R613 


Steel Cross Box 
No. 13R556 





Aluminum 
Lo-Side Box 
No. 13R573 





wo 


Steel Lo-Side Box 
No. 13R582 








Aluminum 
5 Hi-Side Box 


No. 13R603 





No. 55AG06 
Storage Mfr. Item 
Color Brand Model No. 


4.5 cu.ft. Silver Crescent Jobox 405000D 55CH83 
7.1-Cu. ft. Black Buyers Products 1701680 55AG06 
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HAND TOOLS Scan. Order. Done. |= 
Truck and Van Boxes Details on page A1. 





Truck/Van Storage Drawers and Bin Dividers 














ALUMINUM STEEL | | 
=» 75-lb. capacity per drawer = 650-lb. capacity drawer with keyed lock 
= Aluminum top plate supports = Grip-and-Release handle safety system 
200 Ib. per sq.-ft. load prevents drawer from slamming 
; = Drawers can be locked with shut or rolling open when loaded 
pallet padlocks (not supplied) = Includes mounting brackets and hardware 
No. 1FEHS = 0.125-ga. treadplate construction = White powder paint finish 
Full-extension ball bearing drawer glides, fully welded | Reinforced 14-ga. cabinets. 12-ga. steel _ 
treadplate, and mill finish. 12"W stacking units mount drawers glide on steel rollers. Antiskid strips. 
directly on either side of van for rear door access Removable 250-Ib. heavy-duty conveyor roller 
and maximum floor space. 50"L horizontal floor bearings. Steel handles are flush-mounted. 
mounts. No. 1FEHG is for full-size vans and pickups. | Weather stripping around drawer fronts. 
Nos. 1FEH5 and 1FEH4 can be used in most vehicles. 
Aluminum No. of No. of Mfr. Item 
3-Drawer W D H Color Drawers ___ Dividers Rollers Model No. 
Aluminum 
eee 48 in 50 in 6 in Silver 4 5 0 1404980 1FEH6 
36 in 50 in 6 in Silver 3 5 0 1403980 1FEH5 
36 in 26 in 12 in Silver 6 5 0 1406980 1FEH8 
36 in 26 in 6 in Silver 3 5 0 1405980 1FEH7 
24 in 50 in 6 in Silver 2 5 0 1402980 1FEH4 
12 in 50 in 24 in Silver 4 5 0 1409980 1FEJ2 
12 in 50 in 18 in Silver 3 5 0 1408980 1FEJ1 
12 in 50 in 12 in Silver 2 5 0 1407980 1FEH9 
12 in 50 in 6 in Silver 1 5 0 1401980 1FEH3 
Steel 
ooo 48 in 48 in 13 in White 1 24 4 668980 1FEH2 
Y 3 : 48 in 48 in 9 in White 1 24 4 664980 1FEG7 
= : 36 in 48 in 13 in White 1 19 3 667980 1FEH1 
‘ s: 36 in 48 in 9 in White 1 19 3 663980 1FEG6 
Steel — 24 in 48 in 13 in White 1 13 2 666980 1FEG9 
4-Drawer —— 24 in 48 in 9 in White 1 13 2 662980 1FEG5 
No. 1FEH1 SS ~ 12 in 48 in 13 in White 1 7 1 665980 1FEG8 
12 in 48 in Qin White 1 7 0 661980 1FEG4 


Weather guard]. 


Pack Rat® Truck/Van Storage Drawers 


= 14-ga. steel 
= Total load rating: 750 Ib. 
= Fully weather stripped powder-coated finish 


Low-profile units can be used separately or in combination with one another. 
Mount inside the rear of the vehicle to provide secure, concealed storage for 
eg large or heavy items, while keeping truck bed area relatively free to carry more 
| cargo. Roll-out drawer provides easy access to and organization of contents. 
| No Antiskid strips provide traction for workboots. Easy 1-handed latch opening. 


: 
¢ vere Limited lifetime warranty. 
CHOOSE: No. of Mfr. Item CHOOSE: No. of Mfr. Item 
W D H Color Dividers Rollers Model No. W D H Color Dividers Rollers Model No. 
20" 48 87" White 12 1 306-3 13R561 3998" 48" 12%8" White, Black 24 3 338 H1775 
29h" 48" 873" White 18 2 307-3 13R558 39%" 24" 13° White 12 2S 303-3 13R589 
29%" 48" 12%" White 6 2 334-3 13R595 39%" 48" Q" White, Black 24 3 308 H1776 
30" 24" 87%" White 12 2 312-3 13R572 48" 10%" 87" White 6 1 305-3 13R569 
30" 24" 1214" White 12 2 301-3 13R598 48" 10%" 1234" White 6 1 335-3 13R578 
30" 48" 12" White 18 2 337-3 13R597 48" 20" 123" White 12 1 336-3 13R580 





No. 
26X196 


Truck and Van Boxes Siarivek 6 


= All-steel construction with powder-paint finish 
= Vibration-resistant construction 


Drawers swing open easily on a single, greaseable hinge to provide 
full access to drawer contents and close securely every time. Include 
antiskid drawer mats. 12-ga frame and 14-ga. drawers, except 

No. 26X198 has 14-ga. frame. Nos. 26X196 and 26X198 are weather- 





No. sealed to keep out dirt and dust. No. 26X198 also features a secure 
26X198 locking system and main door opens to create a usable work table. 
Overall Overall Overall Item 
Description Width Depth Height No. 


Truck Boxes 


Underbody Truck Box, (3) 3634in 1834in 18%4in 26X196 


No. Drawers, Weathertight Lid 
26X201 Five Drawer Road Box 30 %in 14%in 21%in  26X198 
Van Box 
8-Drawer Service Body/Van Tool Box 29 Y%in 18 in 34% in 26X201 
752 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


HAND TOOLS 
Underbed Truck Boxes & Liquid Tanks 























Overall Overall Overall Mfr. Item 
Color D Latch Mechanism Brand Model No. 
Aluminum 
18" 18" 18" _ Buyers Products 1705101 6RHP6 
18°18” ~~-1@" ~~ Handle Compression 5 ers Products 1705201 6RHR7 
24" 138" 13" Rotating T-Handle Crescent Jobox 757980 1RD65 
24" 18° 18° : _., Buyers Products 1705200 _6RHR8 
Silver 39" 4gr____1gr_ "Handle Compression Bi vers Products 1705103 GRHP7 
36" 18" 18" Rotating T-Handle Crescent Jobox 759980 1RD66 
36" 24" 24" — T-Handle Compression Buyers Products 1705135 6RHR1 
48" 18" 18" Rotating T-Handle Crescent Jobox 761980 1RD67 
Steel 
24" 18" 18" ; Crescent Jobox 733982 1RD58 
94°18" 19" ~_~—~*Rotating T-Handle “Crescent Jobox 1-004002  2VUY6 
24" 24" 24" T-Handle Buyers Products 1704300 6RHL7 
30" 18" 18" Rotating T-Handle Crescent Jobox 1-005002 2VUY7 
30" 18" 18" Paddle Handle Buyers Products 1702103 6RHK9 
30" 24" 24" T-Handle Buyers Products 1704303 6RHL8 
36" 138" 18" ; Crescent Jobox 735982 1RD59 ;: 
Black 36" 18" ~~ 1g" ~—=«*ARMtating Handle Crescent Jobox 1-006002  2VUY8 Aluminum 
36" 18" 18" Paddle Handle Buyers Products 1702105  6RHLO Underbed Box 
36" 24" 24" Crescent Jobox 750982 1RD63 No. 1RD65 
48" 18" 18" Rotating T-Handle Crescent Jobox 738982 1RD60 
48" 18" 18" Crescent Jobox 1-007002 2VUY9 
48" 18° 18° Paddle Handle Buyers Products 1702110 6RHL1 | JOBOX Weather (weather guard) 
48" 24" 24" Rotating T-Handle Crescent Jobox 752982 1RD64 
60" 18" 18" Crescent Jobox 739982 1RD61 
24° 18" ~~~*18" Paddle Handle Buyers Products 1702200 6RHN1 Underbed Truck Boxes 
24" 18" 18" T-Handle Buyers Products 1702400 6RHT5 ae 
wie. 220 13" 18" Seated Buyers Products 1702203  6RHN2 Feature a 1-pc. lock housing with reinforced cam lock; dish is sealed to 
i an i = ; : Buyers Products 1702205 GRHNS keep out moisture. Stainless steel rotating T-handle locks top door and both 
f : i -Handle uyers Products ; ; ae i ; ; 
13° 13" 13" Paddle Handle Buyers Products 1702210 6RHN4 sides, while the 3-point locking system resists forced entry with pry bars. 
Steel Body, Aluminum Cover . = : : : : 
a0" 1847 BY Weather Guard 530-5-02  13R616 Aluminum Underbed Boxes—Door is reinforced with wee nangee 0) 3 
Black 36% 18%" 18%’  D-Handle, 3-Point Weather Guard 536-5-02  13R588 sides and locking rod covers. Heavy-duty continuous hinge (7") has “4 
48" = 18%" 1814" Weather Guard 548-5-02 13R617 aluminum pin and 1" knuckles. 
Steel Body, Diamond Tread Aluminum Door 
24" 18" 18 ion Buyers Products 1702500 __ 6RHL2 Steel Underbed Boxes—12-ga. cold-rolled steel door is reinforced with 
Black 36" qgr_——sgr__‘ Handle Compression -Bivers Products 1702505  6RHL3 
. , M wide flanges on 3 sides and locking rod covers; lock guard protects locking 
Underbed Mounting Brackets (Pair) : ‘ ee 
18 x 18" Crescent Jobox 228000  4EA12 system. 14-ga. steel bodies are MIG welded. JOBOX® features 3"L x “4"-dia. 
18 x 24" Crescent Jobox 229000 4EA13 industrial-grade hinges. '2"-dia. stainless steel hinge pins. 
Montezuma 
Portable Toolboxes MA wontezume 
Open waterfall design provides easy access and inventory assessment. Built-in 
locking latch for security. Include compartment liners. 
Overall Overall Overall Load Item 
Width Depth Height StorageCap. Rating Color No. 
Aluminum 
26' 17% 18%" 5667 cu.in. 250 Ib. Silver 410112 
5 30 15" 18%" -5260cu.in. 250 Ib. Silver 6XFV8 
tee 
225" 13. 141%" 2890 cu. in. 200 Ib. Black 8DUX5 
26" 17%" 18%" _-5667cu.in. 250 Ib. Black 410110 
30" 5" 18%" 5 260cu.in. 250 Ib. Black 6XFV5 
30" 19" 20%" 8581 cu.in. 300 Ib. Black 8DVD9 
36" 17% 21%" 13,120 cu.in. 300 Ib. Black 6XFW3 
| — 
weather ward) JOBOX = 
a a = 
Liquid Transfer Tanks 
Transport or store combustible liquids. Tanks 
are not intended for use with flammable liquids No. 1RD42 
such as gasoline. L-shaped tanks are designed 
for use with crossover-style truck boxes. 
No. 1FEG2 combo includes removable storage 
chest for tools and equipment. All Weather 
Guard® tanks are for use with diesel fuel only. 

Overall Overall Overall Mfr. Item Overall Overall Overall Mfr. Item 
Width Depth Height Cap. Color Brand Model No. Width Depth Height Cap. Color Brand Model No. 
L-Shape 43%" 30" 26" 75 gal. Black Weather Guard  352-5-01  381G37 
14 Gauge Steel 32 4" 30" 22' 50 gal. Black _WeatherGuard 350-5-01 381G36 

24" 30" 26" 40 gal. White Weather Guard 351-3-01 —_53KJ58 32 V4" 30" 22" 50 gal. White | WeatherGuard 350-3-01 14923 
24" 30" 26' 40 gal. Black Weather Guard 351-5-01 —_53KJ59 Rectangle 
Aluminum Steel 
9/2" 31" EB 99 gal. Silver __ Crescent Jobox _ 43/000 1FEG3 99%" g" 19 3/ gal. White _ Crescent Jobox _ 486000 1RD43 
Aluminum Combo 454" 234" 24" 96 gal. White _ Crescent Jobox _ 484000 1RD41 
48" a1 19 72 gal. Silver _DeltaChampion 433000 —_‘1FEG2 457" 24" 23° 100gal. White WeatherGuard 358-3-01 13R559 
Steel 4574" 24" 23" 100gal. Black | WeatherGuard 358-5-01 38TG38 
60% 53. 25 98 gal. White Crescent Jobox 498000 1FEG1 Square 
04 ehh 20 86 gal. White _ Crescent Jobox _ 48/000 1RD44 14 Gauge Steel 
04 OL 25 103 gal. White Crescent Jobox 480000 1RD40 55 V4" 12% 2/ 50 gal. Black Weather Guard  359-5-01 53KJ63 
52 30" 26 90 gal. White | Weather Guard 354-3-01 _13R557 22 Vs" 24" 23 45 gal. White | WeatherGuard 357-3-01 53KJ60 
OZ 30" 26 90 gal. Black Weather Guard _394-5-01 —-38TG39 22 24" 23 45 gal. Black _WeatherGuard _35/-5-01 —_53KJ61 
49 37" 27 110 gal. White | Weather Guard _360-3-01 _13R575 12% 55 vA" 27 50 gal. White | WeatherGuard 359-3-01 53KJ62 
49"'56 3/¥2' 2f- 110 gal. _ Black Weather Guard _360-5-01 381G40 Steel 
437" 30" 26" 75 gal. White Weather Guard 352-3-01 13R596 23% 23 V4" 24 50 gal. White Crescent Jobox 485000 _1RD42 
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Primary 
No. 32PJ49 No. of Overall Overall Tool Item 
Tal B Jeseription Pockets Overall Width Depth Height BagColor Brand No. 
ool Backpacks 
cic * ° TOR) Ballistic Polyester 29 14" 9" 18" Red Milwaukee 419J52 
Custom ieathertrare Tool Backpack 
Tool Backpacks Teol Backpack Polyester 25 14" 7’ 1814" Black Klein Tools 49AW90 
: P Tool Backpack Polyester 39 1495" 7 20" Camouflage Klein Tools 49AW93 
and Rolling Teol Backpack Polyester 39 7’ 1434" 20" Black Klein Tools 53YE64 
1680D Ballistic Polyester i i i ; 
Tool Totes Tool Baekpark 48 15 11 20 Red Milwaukee 416P44 
Note: Tools and 1680 Denier Ballistic 35 151%0" 9" 24 VA! Black Milwaukee 53TX73 
: Polyester Tool Backpack 
parts not included. Nylon Tool Backpack 44 14" fk 16" Black CLC 5ZPJ2 
Hard molded Polyester Tool Backpack 19 191A" r 18" Black Westward 32PJ48 
No. 35HU81 front pocket _ Polyester Tool Backpack 93 13° 8" 16° Black CLC 402M70 
Polyester Tool Backpack re 13" g" 17%" Black CLC 402M69 
protects Polyester Tool Backpack 
glasses or —wihubber Bottom 22 17" 69," 19" Black Westward 32PJ49 
tech devices De a ica 39 144" 74! 20" Black Klein Tools 35HU81 
Rolling Tool Totes 
Polyester Rolling Tote 19 22" 10" 17%" Black Westward 32PJ39 
Polyester Rolling Tote 53 17" 11" 17' Red Milwaukee 53TX78 
Orange interior provides Tradesman Pro™ 600 
easy tool visibility ete w/6" ie 24 19" 12¥" 14" Black Klein Tools 23NN65 
and Telescoping Handle 
' que p No. of Overall Overall Overall Primary Tool Item 
Milwe— KLEIN. eis Description Pockets _Width Depth _Height Bag Color Brand No. 
TOOLS ©& 1680D Ballistic Fabric General Purpose 
28 10" if 13 Red Milwaukee 416P45 
* oils ae ——— oe 
1 4 ; : T' e ilwaukee 416P47 
Custom LeatherCrafte Ballistic Nylon Zippered Bags 
. Tool Bag 1 EN ES 1" i Camouflage Klein Tools 49DF45 
Wide Mouth Tool Ba S Canvas w/Leather General Purpose 
g 0 14" 6" 16" Tan Westward 53JW33 
d0 Tool Tot Tool Bag 0 20" g' iT" Tan Westward  53JW32 
an pen 00 0 es Canvas Wide-Mouth Bags 
: High Vinyl Bottom, Leather Handles 1 24" 6" iby Brown Klein Tools 2DFN/ 
Note: Tools and parts not included. 1 17° 6" 10" White Klein Tools 2DFN4 
1 16" 6" 14" White Klein Tools 5LL47 
1 18" 6" 14" White Klein Tools 8EDN3 
Rotating comfort Vinyl Bottom, Leather handles i 20" 6" 15" White Klein Tools 2DFN5 
grip handle so a 12. hate ee os oA 
: j 5 ite ein Tools 
. Wide-Mouth Too! Bag w/Leather Bottom 15 20" 6" ey Black Klein Tools 2DFL6 
Open design Canvas Wide-Mouth Bags w/Shoulder Strap 
with rigid Vinyl Bottom, Leather Handles 1/ 24" 6" 1p: White Klein Tools 34E626 
frame Cotton Canvas General Purpose 
2. 4" d e ilwaukee 53TX7/5 
Leather Wide-Mouth Bags w/Shoulder Strap 
ie Wie cree 1 18" 7 8" Brown Klein Tools 36L250 
ylon Wide-Mouth Bags 
Ba prony ene potom 10 15° 8 14%" Black Klein Tools 2DFU4 
olyester Duffel Bags 
All Purpose Tool Bag 3 24" 12" 12 Black CLC 1LWK5 
Soft-Sided Wide-Mouth Tool Bag 17 18" ris 9 Black CLC 5LD75 
Tool Bag With Carabiner Clip 22 = = = — CLC oLU62 
Polyester General Purpose 
1 Ay," 24" gy," Black Klein Tools 49AW86 
2 6" 24" 10%" Black Klein Tools 49AW87 
ee 
; 4" ; ac estward 53JW4 
= Tool Bag 15 15° 84" 12" Black Westward 53JW36 
piper No. 16 (ee 7% —«D Black Westward 53JW37 
ton 32PJ34 17 By" 6" iv Black Westward _53JW35 
and interior 22 fe v 19/4 Black Klein Tools 49AW89 
oe Adjustable 3 Aaa Black Westward 53JWW34 
padded Too! Tote 2 ikl 10" 19° Black CLC 402M68 
shoulder strap Zipper Bag Set 1 12%", 10" il 1,5! Black Klein Tools 53YE66 
Hard molded pocket ravester Open Totes wihand’es & Shoulder Strap ” 3 +3 _ art anyae 
. ectrician aintenance Tote Bag w/Tray : : 2 ac 
eee Wid terh LED Tool Carrier 22 — — — — CLC 206108 
to protect meters ee 21 14" iv 11" Black CLC 1LWK3 
and tech devices. removable pockets —_S0/l-Sided Tool Carrier o7 20° kh it" Black CLC 1LWK4 
and orange interior — Tool Tote”, Water-Resistant 17 — — — — Klein Tools 2DGL6 
Tool Tote™, Water-Resistant w/Drain Holes 12 151" 1y" 10" Black Klein Tools 1YBR5 
Tote w/Plastic Tray 12 8" By" 16° Black Westward 32PJ32 
Tote w/Rigid Frame “s ae sy Ri a ee Westward aoe 
4" 9" 4" ac estwar 4 
Tote w/Rotating Handle 18 12 315" 1 Black Westward 32133 
2" k ac ein Tools 39 
Tradesman Pro™ Electrician's Tote a it a a} a Black ein fools soHuze 
4 : 4" ac ein Tools 35HU/7/ 
Polyester Wide-Mouth Bags w/Shoulder Strap 
BigMouth® 31 18" iil 12: Black CLC 5LD83 
LED Tool Bag, Closed Top 29 = — _ — CLC 20G107 
Tool Carrier oo 13° rd 13: Black CLC 1LWN5 
Tradesman Pro™ Electrician's Bag w/LED Light 31 15%" 8" 14" Black Klein Tools 35HU82 
235" 2 lack a8 
™ 2 i " ac 4 
Tray Tote a 16" 8 11" Black ane attics 
7 — — — — 5LU65 
11 22. 12%" 14" Black Westward 32PJ40 
21 14" 1" gy" Black Westward 32PJ36 
— a ee ee ee ee ee 
: " a ac estwar 
31 total pockets specialty ren Bags and Totes ; ; 7 ore cr 
. 7-Pocket Electrician 7 ! : a: an oLFO5 
No. 35HU82 for maximum Worklight 
tool storage LED Lamp, Requires (3) AAA Batteries — — — — — Klein Tools 35HU87 
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HAND TOOLS 


Tool Belts, Pouches & Holders 











No. 483F56 


. 38UZ40 





bee 
No. 13T122 





No. 3XUU4 


Tool Belts, Pouches, and Holders 


Note: Tools/parts are not included. 


Description 
Bolt Bags 
Fits Belts Up To Wide 
Bull-Pin and Bolt Bag 
Nut and Bolt Bag 
Tool Belts 
Fits Waist Size 30" to 53" 


Contractor 


Electrician's 
Fits Waist Size 31" to 34" 
Tradesmen Pro™ Electrician's 
Fits Waist Size 35" to 39" 
Tradesmen Pro™ Electrician's 
Fits Waist Size 40" to 44" 
Tradesmen Pro™ Electrician's 


Fits Waist Size Up to 46" 
Carpenter's 


Carpenter's 


Carpenter's 
Electrical Combo w/3" Belt 
Electrician's 


Heavy-Duty 


Fits Waist Size Up to 49" 
Electrician's 

Fits Waist Size Up to 50" 
Carpenters Tool Apron w/Belt 

Fits Waist Size Up to 54" 


Ballistic Poly Tool Rig w/Belt 


Carpenters Tool Rig w/Belt 
Electricians Tool Rig w/Belt 
Tool Holders 
Adjustable Rivet Snap Belt Fit 
Sheath 

Sheath 

Sheath 

Sheath, 4 Pockets, For 

Use With 4%" Tools 

Sheath, 4 Pockets, For 

Use With 4" Tools 

Tool Holder, 7 Pockets 

Tool Holder, 9 Pockets 

Fits Belts Up To 212" Wide 
Electrical Meter/Tester Holder 
Multi-Purpose Tool Holder 
Fits Belts Up To 2%" Wide 


Closed-Bottom Plier Holder 


Cordless Drill Holder 
Cordless Drill Holster 
Electricians Tool Holder 
Maintenance Tool Holder 


Measuring Tape Holder 


Narrow Plier Holder 


No. of 
Pockets 


24 
29 


26 


26 


26 


a |D 


12 


— 


8 


13 
17 


BP omN Se 


= jaan | iN) + 


—_— 


Material 


Canvas 
Canvas 


1680D Ballistic 
Nylon 
1680D Ballistic 


Nylon 


1680D Ballistic 


Weave 


1680D Ballistic 


Weave 


1680D Ballistic 


Weave 


Polyester 


Heavy Duty 


Polyester 
Ballistic 
Polyester 
Polyester 
Ballistic 
Polyester 


Heavy Duty 
Suede Leather 


Polyester 


Leather 


1680 Polyester, 


Color 


Natural 
Off-White 


Red/Black 
Red/Black 


Black 


Black 


Black 
Tan/Black 
Khaki/Black 


Black 
Khaki/Black 
Black 


Tan 


Black/Blue 
Gold 


Polypropylene Black/Blue 


Webbing 
Polyester 
Polyester 


Nylon 
Nylon 
Nylon 


Nylon 


Nylon 


Polyester 
Polyester 


Polyester 
Polyester 


Top Grain 
Leather 


Ballistic Poly Black/Yellow 


Polyester 


Ballistic Poly Black/Yellow 
Ballistic Poly Black/Yellow 


Top Grain 
Leather 
Top Grain 
Leather 


Black/Blue 
Black/Blue 


Black 
Black 
Black 


Black 


Black 


Red 
Red 


Black 
Black 


Tan 


Black 


Tan 


Tan 


Brand 


Klein Tools 
CLC 


Milwaukee 


Milwaukee 
Klein Tools 
Klein Tools 


Klein Tools 


Westward 
CLC 
CLC 
GLG 
CLC 


CLC 


Westward 


Westward 


Westward 


Westward 
Westward 


Leatherman 
Leatherman 
Leatherman 


Leatherman 


Leatherman 
Milwaukee 
Milwaukee 


CLC 
CLC 


CLC 
DeWalt 
GLO 


DeWalt 
DeWalt 


CLC 
CLC 





No. 4ZB39 
Item 
No. Description 
Plier Holder 
2DGU7 
A7BA2 Plier Holder 
Plier Holder 
38UZ41 Tool Holder 
Utility Knife Sheath 
38UZ40 
Utility Knife Sheath 
Tool Pouches 
23NN68 Adjustable Rivet Snap Belt Fit 
93NN69 Electrician's, 15 Pockets 
Fits Belts Up To 2/2" Wide 
Electrician's 
23NN70 Warehouse Tool Pouch 
Fits Belts Up To 24" Wide 
137129 Carpenter's 
4ZB41 parpenter's 
arpenter's 
3PY66 Electrical/Maintenance Pouch 
1LWK6 Electrician's 
5LF17 
Electrician's 
47B44 
Electrician's 
5MZLO Electrician's 
5MZL2 Electrician's 
Electrician's 
Nail and Tool Pouch 
5MZP5 Poly Tool Pouch 
Pouch w/Carry Handle 
5MZL1 
BIMZN4 Tool Pouch 
Tool Pouch 
483F58 Ziptop 
483F57 Ziptop 
483F56 Fits Belts 7 To 3’2" Wide 
Tool Pouc 
483F60 Fits Belts Up To aye Wide 
Carpenter's Tool Pouc 
483F59 Electricians Tool Pouch 
444N81 Tool Tote 
444N82 Fits Belts Up To 2" Wide 
5LFOA Box-Shaped Pouch 
5LD74 Carry-All Pouch 
Drill/Drill Bit Pouch 
lron Worker's 
42B56 Snap-Loop Tool Pouch 
3XUT6 
SL FO2 Tool Pouch 
3XUT7 Tool Pouch 
3XUT8 ms Belts Up uke me 
xtra Capacity Pouc 
4ZB59 Tool Tote 
4ZB55 Universal Organizer 





Ff 
# 
i 


No. 13T126 


No. of 
Pockets 


1 
1 
1 


15 


— 
omw BI~N 


co | CO oO 


co |-/0co a) & |DBicaIOo — 


No. 5MZP5 





No. 34E628 


* WesnwarD’ gp teaTHeRMaAN’ 


Material Color 
Top Grain 
Leather Natural 
Top Grain 
Leather Natural 
op Grain 
Leather Tan 
Polyester Black 
Top Grain 
Leather Tan 
Top Grain 
Leather Natural 
1680 Denier 
Ballistic Red/Black 
Polyester 
Leather Black 
Polyester _ Black/Blue 
Reversed Top Tan 


Grain Leather 
Suede Leather Tan 
Suede Leather Tan 


Polyester Black 
‘Leather Tan 
‘Leather TaN 
yee Bes 


Ballistic Poly Black/Yellow 
Ballistic 


Polyester Black 
Polyester Black 
Suede Leather Beige 
Polyester Black/Blue 
Polyester Black 
Top Grain 
Leather Tan 

Top Grain Oil- 

Tanned Leather Natural 
Polyester Black 
Polyester Black 
Polyester Black 
Polyester _ Black/Blue 
Polyester _ Black/Blue 

600D Polyester Black/Blue 
Top Grain 

Leather Tan 
Polyester Black 
Polyester _Black/Orange 
Leather Black 
Leather Black 
Cordura® 
Ballistic Nylon Black 
Leather Black 
Leather Black 
#8 Canvas White 
600 Denier _—‘ Black and 
Polyester Blue 
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No. 5MZL9 


Brand 
Westward 


Westward 


CLC 
Westward 
CLG 


Westward 


Milwaukee 


Klein Tools 
Westward 


CLC 


CLC 
CLC 
CLC 


CLC 
CLC 


GLC 
DeWalt 
GLC 


GLO 
Westward 
Westward 
Westward 


CLC 


Westward 
CLC 
GLE 

Westward 


Westward 
Westward 
Westward 


CLC 


GLO 
Klein Tools 
Klein Tools 
Klein Tools 


Klein Tools 
Klein Tools 
Klein Tools 
Klein Tools 
Westward 


Item 
No. 


137131 
137121 


3XUV4 
137124 
4ZB58 


13T122 


53TX79 


oLL50 
oMZNO 


4ZB37 


oLF27 
oLF28 
2VEK2 


13R626 
SLFO4 


oLF11 
3XUU4 
4ZB40 


47B39 
137127 
oMZL8 
137128 


47ZB54 


137126 
ODYN2 
oDYN3 
137125 


oMZL7 
oMZL6 
oMZPO 


SLD98 
2VEK4 


34E628 
34E629 
2DFRO 
2DFT6 
2DFT3 
SMZL9 


7199 





HAND TOOLS 
Tool Organizers & Bags 


Scan. Order. Done. 
Details on page A1. 





 32Py52 


No. . No. 5MZJo 
32PJ50 






No. 2DGH7 











No. 
35HU84 
No. 32PJ46 No. 2DFT1 
No. No. 
Tool Organizers and Bags eat 1YBP8 mk .aiE 
Note: Tools and parts not included. Custom Keatherciatts 
Dia. Item 
Description (in.) W D H Color Brand No. 
Canvas Aerial Accessories 
Electrode Bag (AZ — — 12 to 15%" Natural Klein Tools 36L220 
Oval Bucket = 14" v 10" Natural Klein Tools 36K968 
Oval Bucket w/ 2 Hooks — 14" ‘a 10" Natural Klein Tools 2DFT4 
Tapered Bottom Bag 6% _ —_— 8" Green Klein Tools 36L228 
Bucket Tool Organizers 
Polyester, 35 Exterior Pockets, 23"L as = — — Black/Orange Klein Tools 45HL37 
Polyester, 30 Exterior Pockets, 21 1%"L 11% — — — Black/Gray Westward 32PJ50 
Polyester, 55 Exterior Pockets, 21 %"L 1216 — —_— —_— Black Westward 32PJ51 
Bucket Trays 
4-Compartment w/Handle 10% _ _— _ Black Westward 38XX90 
4 Compartment Round w/Handle 11% — = — White CLC 4ZB51 
Parts Trays 
Small 12-Compartment 51%" x 7" — — = = Clear Westward 5MZJ1 
Large 28-Compartment 8%" x 14" — — — — Clear Westward 5MZJO 
Canvas Drawstring Bags 
Bolt Bag _— g" 2 10" Natural Klein Tools 34E643 
Drawstring Bucket Bag = 11" 6" 6" Olive Klein Tools 2DGH7 
Polyester Drawstring Bags 
Tool Bucket Bag 9 — — — Black/Gray Westward 32PJ52 
1680D Ballistic Polyester Hacksaw Bag 
Tradesmen Pro™ Hacksaw Bag _— iva 1%" 89" Black Klein Tools 23NN67 
Polyester Roll-Up Storage 
Wrench Bag = 291" Ve" 26%" Black/Gray with Red Trim Westward 32PJ46 
Roll-Up Bag — 22 V2" Ve 14" Black/Gray with Red Trim Westward 32PJ47 
Canvas Zippered Bags 
Zipper Bag — 124," YA" 7%" White Westward 32PJ41 
Tool Bag = 12%" (is c Natural Klein Tools 5LL48 
Tool Bag = 10" 3Y," 3 Natural Klein Tools 36L271 
Tool Bag —= 10" oe" 3 Blue Klein Tools 36L274 
Tool Bag — 10" oe oi Red Klein Tools 36L279 
Contractor's Zipper Portfolio Bag — 17' 454" 12" Natural Klein Tools SRME6 
Canvas Zippered Bag Sets 
Zipper Bags, Pk. of 3 — 10" 3Y," 3 Blue/Red/Yellow Klein Tools 36L229 
Zipper Bags, Pk. of 3 = 12 ¥4" rc Black/Red/White Westward 32PJ43 
Zipper Bags, Pk. of 4 _ 124%" 1" ‘a Blue/Green/Orange/Yellow Klein Tools 1YBP8 
Zipper Bags, Pk. of 4. 12 "x 1"x7' — — — — Brown/Black/Gray/Red Klein Tools 34E630 
Cordura® Nylon Zippered Bags 
Tool Bag — 12%" 1" i Black Klein Tools 2DFT1 
Tool Bag = 12%" I a Camouflage Klein Tools 2DGT8 
Padded Cordura® Nylon Zippered Bags 
Tool Bag = 12%" 1" ri Black Klein Tools 36L258 
Cordura® Nylon Zippered Bags 
Contractor's Zipper Portfolio Bag — iva Yj" 12 Black Klein Tools 9LLA7 
600D Polyester Zippered Bags 
Zipper Bag — 12" YA" ‘es Black Westward 32PJ42 
600D Polyester Zippered Bag Sets 
Bag Set, Pkg. of 3 — g" 4" 6" Black Westward 32PJ44 
Leather Zippered Bags 
Cowhide Leather Bag = 12 ye 1 i Brown Klein Tools 2DFT2 
Suede Leather Bag — ihe Y," 6Y," Yellow Westward 137120 
Zippered Tool Cases 
Polyester, Medium = 8/4" 24" 6Y," Black/Orange Klein Tools 35HU86 
Polyester, Large _— 10%" 2¥A" 5Y" Black/Orange Klein Tools 35HU84 


Cell Phone Holders 


Note: Tools, parts, and cell phones not included. 


® 
Custom LeatherCrafte 





Fits Belts Item 

Description Up To Material Color Brand No. 
Universal Mini Holder Z 600 Denier Polyester Black Westward 5MZR7 
Universal Medium Holder 2" 600 Denier Polyester Black and Blue Westward oMZR8 
Tool and Phone Holder, 4-Pocket 2. Polyester Black CLC 2VEK1 
Small Holder 2" Polyester Mossy Oak® CLC 2VEN1 
Small Holder Zz Polyester Black Westward 137123 
Tool/Phone Holder, 3-Pocket 2 V4" Polyester Black Westward 137132 
Small Holder 2 V4" Polyester Black CLC 4ZB60 
Large Holder 244" Polyester Black CLC 4ZB61 
Tool/Phone Holder, 4-Pocket 22" Polyester Black GLC 3SHY97 
No. SMZR8 No. 4ZB60 Large, Heavy-Duty Holder 29 Ballistic Poly Black/Yellow DeWalt 3XUT5 
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HAND TOOLS 
Tool Buckets & Bags 
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5LL52 
Work Belts, Aprons, and Suspenders 
Item 
Description Waist Size Material Color Brand No. 
Work Belts 
1'W Lightweight Tool Belt 33° to 45° Leather Black Klein Tools 2DFUS No. 
1¥4'W Heavy-Duty 36' to 46" Top Grain Saddle Leather Tan Proto 4R321 4ZB45 
1%4'W Heavy-Duty 46 to 52" Top Grain Saddle Leather Tan Proto 4R322 
1 ¥%'W Embossed 29" to 46° Top Grain Saddle Leather Tan CLC 5LF25 
2'W Small 32: to 40" Leather Tan Klein Tools oLLo4 
2'W Medium 36' to 44" Leather Tan Klein fools _—_— SLL52 
2'W Large 40" to 48" Leather Tan Klein Tools 5LL53 
2'W Xtra-Large 44 to 52" Leather Tan Klein Tools —-_— SLL55 
2'W Web 29" to 46" Polypropylene Black Westward _ 131130 
2'W Web 29" to 46° Polyester Web Black CLC 4ZB45 
3'W Padded 29" to 46" Polyester Black CLC 5LF18 
5'W Padded 29" to 46° Polyester Black CLC 3PY68 
Aprons 
Electrician Apron 32 to 46° M/L Canvas Black Klein Tools 346627 = — 
Work Apron, 3-Pocket One Size Fits Most Cotton Blue CLC 5LF23 
Bib Apron, 4-Pocket Up to 46° Canvas Off-White CLC 4ZB63 
Waist Apron, 5-Pocket Up to 52" Canvas Off White CLC 3XUV3 
Waist Apron, 5-Pocket Fits up to 52" Cotton Natural Off White Westward SMZL4 
Suspenders 
Heavy-Duty Suspenders One Size Fits Most Polyester Yellow Lime CLC 5DYK6 
Padded Suspenders One Size Fits Most Elastic, Webbing Black CLC oLFO3 
Gel Comfort Suspenders One Size Fits Most Geibar Nvlén, Metal Stan Houle Black/Blue Westward  5MZP3 
Shock-Absorbing Suspenders One Size Fits Most Gelteae Neen, Meat Snap Hoots Black/Blue Westward 5MZP4 
Shoulder Strap No. SLF23 
stip, padded _ Polyester / Webbing / Metal Snaps Black Westward  5MZL5 
Tool Buckets and Bags ilwauker TET 
: Mine KLEIN 4 * » 
cl ORK GEAT 
Note: Tools not included. TOOLS Adee 
No. of 
Pockets Dia. H Item 
Description (Inside) (in.) (in.) Brand No. 
1680 Denier Ballistic Polyester Bucket 
Heavy-Duty, Open Bucket Design for Full Use of Bucket Interior 0 10 = =134%4 Milwaukee 53TX/7 
Cotton Canvas Buckets 
Line Hose Bag, Leather Cuff, Polypropylene Rope Handle = 7 = Klein Tools —§ 2DFP5 
Parachute Organizer Bag, Stackable, Water Resistant Reinforced Base, Stand Up Stay Open Design 0 10  11%4 Milwaukee 53TX/6 
Round Bucket Bag, #4 Canvas, Leather Bottom, 100-lb. Cap., Nylon Handle 1 IZ 1/ Klein Tools _ 2DFN6 No. 53TX76 
Round Bucket Bag, Polypropylene Bottom, /5-Ilb. Cap, Web Handle — 12 15 Klein Tools = 2DFP2 
Straight Wall Bucket, Polypropylene Bottom, (2) 7x/ Pockets, Web Handle 2 9 14 Klein Tools — 2DFN9 
Straight Wall Bucket, Polypropylene Bottom, Web Handle 1 9 14 Klein fools  2DFN8 
Tapered Wall Bucket, Polypropylene Bottom, Web Handle — 9tol2e 13 Klein Tools 36K965 
Wide Opening Straight, Plastic Bottom with Feet, 100-lb. Cap., Rope Handle with Leather Reinforcement 0 12 15 Westward 53JW39 
Wide Opening Straight, Split Leather Bottom, 100-lb. Cap., Rope with Leather Handle 0 12 17 Westward  S3JW38 
Wide Opening Straight, Split Leather Bottom, Zipper Closure, 100-lb Cap., Web Handle with Clip 0 i 22 Westward 53JW41 
Wide Opening Straight Bucket, Canvas, Carabiner Hoist es a roe TNs 
Wide Opening Straight Bucket, Canvas, D-Ring Hoist 1 tee ae Ergodyne 436D23 
Wide Opening Straight Bucket, Canvas, Web Handle Hoist es a pre ine qn 
Wide Opening Straight Bucket, Polyester, Polyester Hoist 1 12% 15 Ergodyne 436D25 = = 
Wide Opening Straight Bucket Tool Organizer, Plastic Bottom with Feet, 100-lb Cap., Web Handle with Clip 0 12 1 Westward  S3JW40 — 
Cotton Canvas Buckets w/Swivel Hooks 5 5 5 wis Tac SD ETS 
ein Tools 
Heavy-Duty Tapered Wall Bucket, Polypropylene Bottom, Riveted Leather Glove Strap 0 15 49 Klein Tools 2DGU4 
Heavy-Duty Tapered Wall Bucket, Polypropylene Bottom, Riveted Leather Glove Strap 1 9 12 Klein fools _ 2DGU5 
Oval Bucket, Polypropylene Bottom, Tripod Suspension, Sisal-Rope Handle il 14 10 Klein fools _ 36K967 No. 
Oval Bucket, Polypropylene Bottom, Tripod Suspension, Sisal-Rope Handle 26 14 10 Klein fools _ 2DGU2 34E639 
Round Bucket Bag, Leather Bottom, 100-lb. Cap., Nylon Handle 1 17 ay. Klein Tools  2DGT6 OAD nan 150 USF 
Straight Bucket, Plastic Bottom w/Drain Holes, 150-Ib. Cap. 1 12 15 Klein Tools _ 34641 
Straight Wall Bucket, Polypropylene Bottom, Web Handle 0 9 14 Klein Tools — 2DFP1 
Tapered Wall Bucket, Polypropylene Bottom, Nylon Handle = Yio? 43 Klein Tools _ 36K966 
Utility Bucket, Leather Bottom, Zippered Top Closure, 150-lb. Ca 3 ue Lt Kein tos ar os9 
y oe P = 1 1422 Klein Tools 34E640 
Wide Opening Straight Bucket, Polyester 1 12% 19 Ergodyne 436024 
Wide Opening Straight Wall Bucket, Polypropylene Bottom, /5-lb. Cap.Web Handle 0 12 19 Klein Tools 2DFP4 
Wide Opening Straight Wall Bucket, Polypropylene Bottom, /5-lb. Cap. Web Handle 1 IZ i Klein Tools _36K964 
Item 
Description L Dia. W Brand No. 
a 12¥. 12Y; 12V; Ergod 436D27 
. 2 2 a rgodyne 
iNOS AL PENCE TOP, HOM PSIEN 16 16" 16 Ergodyne 436D26 No. 436D26 
Weather-Resistant Tool Buckets and Duffel Bags 
Note: Tools not included. 
W D H Item 
Description No. of Pockets (in.) (in.) (in.) Color No. 
Hard Body Tool Buckets 
Bucket w/Kickstand 15 14 7 10 Orange 34E634 
Bucket w/Handles 15 14 7 10 Orange 345635 
Bucket w/Handles and Knife Sheath 15 14 rd 10 Orange 34E637 
Aerial Bucket w/Web Handles 29 14 L 10 Black 34E636 
"Toot Baa Vi | 1 18 10 24 0 2DFU1 
Oo! bag, Viny range No. 34E631 
Tool Bag, Vinyl 1 24 10 20 Orange 34E632 SoEeat 
Tool Bag, Viny! 2 24 10 20 Black 34E631 
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HAND TOOLS 
Master Sets 





Tater SK° * Westwarv 
SAE, Metric and Specialty Master Sets 


= See Grainger.com® for detailed = For additional tool storage 
information under the Tech Specs recommendations, see the 
Tab plus additional Master Sets Optional Accessories Tab 











No. of No. of No. of No. of No. of Mfr. Item 
SAE or Metric Pieces Drive Size Sockets/Accs. Wrenches No. ofPliers Screwdrivers Striking Tools Brand Model No. 
Add-On Master Tool Set 
Storage-None 
Metric 111 Ya", Ye", V2" 91 18 0 0 0 Proto J99570 60353 
SAE 111 Ye" 2 24 8 19 28 Proto J99825 5TJ05 
SAE, Metric 206 Ya, V4 89 8 2 2 — Proto J99945 5TJ12 
Storage-Stacking Chest 
Metric 111 Ya", Ye", V2" 91 18 0 0 0 Proto J99571A 53GM04 
General Purpose 
Storage-Box 
Metric 248 Ya", Va", V2", Ya 110 45 14 12 18 Proto J99730 6C360 
Storage-Chest 
Metric 157 ye", V2" ta 2/ 10 12 16 Proto J99431A 53GM13 
SAE 194 Ya", Ye", V2" 110 65 1 11 0 Proto J99531A 53GM41 
Storage-Rolling Cabinet 
Metric 248 Ya", Ye", V2", Ya" 110 45 14 12 18 Proto J99731A 53GM21 
411 Ya", Ye", V2" 192 94 14 21 32 Proto J99832A 53GM53 
SAE 453 Ya", Ye", V2", V4 218 101 18 21 30 Proto J99721A 53GM54 
453 Ya", Ya", V2", Ya 218 101 18 21 30 Proto J99722A 53GM55 
497 Ya", Ye", V2" 28/ 102 11 19 31 Proto J99922A 53GM57 
497 Ya", Ye", V2" 28/ 103 12 19 32 Proto J99923K 53GL73 
613 Ya" 8, V2, Ya, T 333 151 18 21 Oo Proto JCS-0613MASBX3K —_-53GL72 
SAE, Metric 613 Ya", 8, V2", Ya", 1 308 176 23 21 33 Proto JCS-0613MASBX2A —_ 53GM60 
1046 Ya", Ya", V2", 4", 1" 908 178 20 20 42 Proto JCS-1046MASBX3K_ ——-53GL71 
1046 Ya", Ye", V2", 4", 1" 908 178 20 61 42 Proto JCS-1046MASBX1A —_-53GM35 
BVar: 1258 Ya", Ye", Vo", Ya" 705 184 21 go 90 Proto JCS-1258MASBX1A —_ 53GM37 
Storage-Bag 
SAE 70 0 0 19 7 8 id Proto JTS-0070HVAC 1UDW7 
Storage-Caddy 
SAE 105 Ye" 28 26 7 8 6 Proto JTS-0105HVAC 1UDW6 
Intermediate 
Storage-Box 
SAE, Metric 564 Ya", 8, V2", YA 309 119 18 21 30 Proto 100G52 100G52 
Storage-None 
SAE 2/2 Ya", 8, V2", V4 122 04 13 12 18 Proto J99710 60357 
453 Ya" 8", V2", V4 218 101 18 21 od Proto J99720 60365 
Mechanic 
Storage-Case 
SAE, Metric 172 Ya", Ye", V2" 133 30 0 9 0 SK Professional Tools 861/2A-1 42715 
Storage-None 
2/2 Ya", Ye’, V2" 174 31 Qo 30 4 SK Professional Tools VTS03211 42719 
SAE, Metric 280 Ya", Ye", V2" 164 42 6 18 2 SK Professional Tools VTS03289 42720 
850 V4", Ye", V2", V4" O2f 140 20 2/ i] SK Professional Tools 86850A-1 42W7/17 
Plumber 
Storage-Bag 
SAE, Metric 3/ 0 0 11 i] 4 a] Proto JTS-003/7PLUM 1UDY5 
Preventative Maintenance 
Storage-Case 
SAE 98 3g" 33 21 4 12 13 Proto J99480 5TH98 
70 V4", Ye 35 12 0 13 0 Westward 40JD52 40JD52 
SAE, Metric 148 Ya", Ye", V2" 63 12 2 4 0 Westward 40JD43 40JD43 
170 Ya", Ye", V2" 76 12 2 4 0 Westward 40JD53 40JD53 
Storage-None 
148 Ye" 15 36 3 19 1 Proto J99660 5TJ01 
SAE 148 ye", Ve" 80 39 9 19 30 Proto J99670 7E222 
165 Ye", V2" 76 2/ 10 1Z 19 Proto J99490 7D827 
179 Ya", Ya" 145 34 1 0 1 Proto J99900 5TJ07 
SAE, Metric 2/3 Ya", Ye’, V2" 202 38 0 11 Westward 40JD49 40JD49 
497 Ya", Ye", V2" 28/ 102 11 19 31 Proto J99920 7D824 
Railroad Mechanic 
Storage-Case 
SAE, Metric 204 Ya", Ye, V2" 171 11 0 0 0 Westward 440A57 440A57 
Storage-None 
89 ye", Va" 36 18 4 6 8 Proto JTS-0089RR 1UDY1 
SAE 107 3", 46 20 a a 9 Proto JTS-0107RR 1UDX9 
141 Ya", 8, V2" 69 2/ 6 8 i] Proto JTS-0141RR 1UDY2 
172 ¥8', V2" 70 36 8 fd 16 Proto JTS-0172RR 1UDY3 
Starter 
Storage-Box 
SAE 78 y" 30 he i] 7 10 Proto J99300 60342 
Storage-None 
62 Ye" 22 14 a] a 10 Proto J99200 60343 
Storage-Rolling Cabinet 
SAE 164 Ya", Ya", Yo", Ya 8/ 19 9 12 is Proto J99701A 53GM15 
Technician 
Storage-Box 
SAE, Metric 1258 Ya", Ya", V2", V4" 705 184 21 33 90 Proto JCS-1258MAS 1UDW5 
Storage-None 
SAE 334 Ya", 8", V2", a", 1" 195 93 21 19 29 Proto JCS-0334MAS 1UDX3 
558 Ya", Ya", V2", Ya" 284 122 34 21 31 Proto JCS-0558MAS 1UDX4 
SAE. Metric 613 Ya", eV", a", 1" 308 176 23 21 33 Proto JCS-0613MAS 1UDX2 
833 Ya", Ye", V2", V4 395 es 18 21 30 Proto JCS-0833MAS 1UDX1 
1046 Ya" Ya", V2", 4", 1" 908 178 20 61 42 Proto JCS-1046MAS 1UDW9 
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HAND TOOLS 
Multiple-Drive Socket Sets 
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WORK HARD. SWEAT BLUE.” 


Multiple-Drive 
Socket Sets 


Designed for industrial and production 
applications including: automotive manu- 
facturing and assembly, steel fabrication, 
aerospace, chemical plants, petrochemi- 
cal, mining, utility, telecom, government 
and military, transportation, fleet main- 
tenance, general manufacturing, and 
MRO. Westward® black chrome sets are No. 
plated for added corrosion resistance 
and the set components are laser-etched 
with large, high visibility markings for 
enhanced tool identification. 


No. of 
Pieces 


(GC) CRESCENT 


ULTRA 


ies RESET hb Bee i 


38UU83 


WEL LOC: 


: 1. 


Sockets 
Included 


Chrome Multiple Drive Sets, %" and 3" 


o 
22 


65 


91 


110, 115, 120, 125, 127, 130, 140, 145, 147 


Ya" Dr 6 Pt. Std. Ae", 2", V4", Ye", Ve’, 1¥32", Ye", 38" Dr 6 Pt. Std. Ae", 2", Ve", Ye", Mie", Ya", He, Ze", He", 1° 


Ya" Drive 6 pt. std.: 46", 2", Ys", Yo", Ae", 12", Ye", “Ac. Ye" Drive 6 pt. std.: %", Ae", Y2", Ae", %", Me’, 34", 
1e". ¥e" Drive 6 pt. Deep: %", Ac", ¥2", Ye", Ye", Vie", 94", He". V4" Drive 6 pt. std.: 4mm, 4.5mm, 5mm, 
5.5mm, 6mm, 7mm, 8mm, 9mm, 10mm, 11mm, 12mm. 3%" Drive 6 pt. std.: 12mm, 13mm, 14mm, 15mm, 
16mm, 17mm, 18mm, 19mm. %" Drive 6 pt. Deep: 12mm, 13mm, 14mm, 15mm, 16mm, 17mm, 18mm, 
19mm. %" Drive 3" Wobble Extension. ¥" Drive 6" Wobble Extension. %" Drive std. Ratchet, ¥" Drive 


Ys" Drive 12-Point Std Socket: 92", 6", “2", 4", 442", Ve", 1%2", %", As’, V2". ¥" Drive 12-Point Std Socket: %', 
fe’, V2", Ve’, Ye", Vie", ¥4". Ya" Drive 12-Point Std Socket: 4mm, 4.5mm, 5mm, 5.5mm, 6mm, 7mm, 8mm, Imm, 
10mm, 11mm, 12mm. /%" Drive 12-Point Deep Socket: 4mm, 4.5mm, 5mm, 5.5mm, 6mm, 7mm, 8mm, 9mm, 


10mm, 11mm, 12mm. %'" Drive 12-Point Std Socket: 13mm, 14mm, 15mm, 16mm, 17mm, 18mm, 19mm 


Chrome Multiple Drive Sets, 4", 3s" and 12" 


86 


91 


148 


205 


205 


302 


Y4" Drive 6 pt. std.: Y2", Ae", 72", Va", Yo", He’, 1¥32", Ye", Ae", Ve". V4" Drive 6 pt. Deep Socket: “6°, 72", Y4", Ye". 
¥" Drive 6 pt. std.: ¥", Ae’, 2", Ye’, ¥", Me", 34". 92" Drive 12 pt. std.: 44", Yo", Ae", 132", Ye", Ae", V2", Ve’, %", 


Ye", ¥4". 98" Drive 12 pt. Deep Socket: %e', 172", Ye", Ae, Y2", Ye". V2" Drive 12 pt. std.: 4", Ye", ¥e", Me’, 34", 


16", A", Ae", 1". Ya" Drive 6 pt. std.: 4mm, 4.5mm, 5mm, 5.5mm ,6mm, 7mm, 8mm, 9mm, 10mm. %' Drive 6 
pt. std.: 14mm, 12mm, 13mm, 144mm ,15mm, 17mm, 19mm. %" Drive 12 pt. std.: Imm, 10mm, 11mm, 12mm, 
13mm, 14mm, 15mm, 16mm, 17mm, 18mm, 19mm. %" Drive 12 pt. Deep 20mm, 21mm, 22mm, 23mm, 24mm, 


25mm. 4",3/8", ¥2" Drive std. Ratchet. %" Drive 3" Extension. ¥" Drive 3" Extension. 12" Drive 6" Extension 
Ya" Drive 6 pt. std.: Y2", Ae", 2", V4", Yo", He", V2", Ye", Ae", ¥2. Ys" Drive 6 pt. Deep: 4", Ye", Ae", 1VS2", 4", 
Ae, V2". ¥e" Drive 6 pt. std.: Ae", Y2", Ve", %", Vie", 34", Ve" . ¥" Drive 6 pt. Deep: “Ac", Y%", Ye", Ye", Vie", 
¥", 6". Yo" Drive 12 pt. std.: e', “", 1%", 1". Ys" Drive 6 pt. std.: 4mm, 4.5mm, 5mm, 5.5mm ,6mm, 
7mm, 8mm, 9mm, 10mm. /%" Drive 6 pt. Deep: 7mm, 8mm, Imm, 10mm. %" Drive 6 pt. std.: 11mm, 
12mm, 13mm, 14mm, 15mm, 16mm, 17mm, 18mm, 19mm. %' Drive 6 pt. Deep: 11mm, 12mm, 13mm, 
14mm, 15mm, 16mm, 17mm, 18mm, 19mm. ¥%" Drive 12 pt. std.: 20mm, 21mm, 22mm, 23mm, 24mm, 
25mm. 2" Drive 12 pt. Deep: 20mm, 21mm, 22mm, 23mm, 24mm, 25mm. "3/8", 2" Drive std. Ratchet. 
Ys" Drive 3° Wobble Extension. %" Drive 3", 6'Wobble Extension. 2" Drive 3", 6" Wobble Extension 

Ya" Dr 6 Pt. Std. Ve", 2", V4", %2", He’, V2", Ye", Ao’, V2", Va" Dr 6 Pt. Deep Ve", 2", V4", Yo", Ae’, 

1Y0", Ye", 6", Yo", Va" Dr 12 Pt. Std. He", Ze", Va", Ye", 6", 1¥32", Ye", Ac’, 4%", ¥%" Dr 6 Pt. Deep 3%", 

Ae, V2", Ae", Ye", Me", 4", Se", “%", Ye" Dr 12 Pt. Std. %6", %", Ac’, 2", Ae", ¥", Me", 4", 36", Z", 

¥s" Spark Plug, 16" Spark Plug. %" Dr 12 Pt. Deep %6", %", Ac’, 2", Ye", 2", Me", 4", 36", Yo" Dr 

6 Pt. Std. Y%", Ye", %", Me, 4", He", A", He", 1°, Vo" Dr 12 Pt. Std. %", Ve", %", V6", 4", He", 7", 

He", 1", Ye", 1%", 1%", Ys" Dr 12 Pt. Deep 2", Ve", %", Vie", 44", He", Z", We’, 1", Vie", 1%" 

Ya" Dr 6 Pt. Std. 92", Ae", Zo", V4", Yo", He", 50", Ye", Ac’, Y", 4,5, 6, 7, 8, 9, 10, 11, 12, 18mm, 1%" Dr 6 Pt. 
Deep Ve", 2", Va", Ya", A", 1¥32", ¥", Ao’, ¥", 4, 5, 6, 7, 8, 9, 10, 11, 12, 138mm, %" Dr 12 Pt. Std. 46", Zo", 
Va", Yeo", V6", 1V30", Ye", As’, V2". ¥e" Dr 6 Pt. Std. 6", ¥", As’, V2", Ye", Ve", Me", V4", He", “Z", He", 1", 7, 8, 
9,10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm, %'" Dr 6 Pt. Deep %", “Ae”, %", Ae", %", Ve", 4", Ae", %", 10, 
11, 12, 13, 14, 15, 16, 17, 18, 19mm, %" Dr 12 Pt. Std. Ye", ¥", Ac", %", Ve’, 6", Vie", %4", He", Z", Ne’, 8, 
9,10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm, %" Dr 12 Pt. Deep 2", Ac", 2", Ye", %", Vie", 34", A", 8, 9, 10, 
11,12, 13, 14, 15, 16, 17, 18, 19mm, %" Dr 8 Pt.lmpact %", 6", Ye", Ac", Ye", Yo" Dr 6 Pt. Std. %", Ae’, %2", 
Ve", ¥', Vg, iA", 13/6", 7h, 15/6", 1" Me", 14" 1M", 1%", Yo" Dr 6 Pt. Deep “6°, 94", Ae", Ye". Y%" Dr 12 Pt. 
Std. the", Yo" Ae, x", 146", y", 136 Re, 1546", 9 , Ae’, 1%", 134", 10, 11, 12, 13, 14, 15, 17, 18, 19, 21, 22, 
23, 24, 95, 26, 97, 28, 30, 32mm, Yo" Dr 12 Pt. Deep Yo" Ve, Ye", Vie", Ya", He", Ze", 6", 1", Mie", 1%" 

Ya" Dr 6 Pt. Std. Sag" He", Ae", Va", %2", Ae", 1¥%42", ¥%", As’, 2", 4,5, 6, 7, 8, 9, 10, 11, 12, 18mm, 4%" Dr 6 Pt. 
Deep %e", 2", Va", Ya", 6", 1V32", ¥", Ao’, ¥", 4, 5, 6, 7, 8, 9, 10, 11, 12, 138mm, %" Dr 12 Pt. Std. 46", Zo", 
Ya", Yao", He’, 142", Ye", Ac’, V2", ¥e" Dr 6 Pt. Std. %6", Ye", Ae’, V2", Ye", Ve", Me", 4", 6", “%", Me", 1°, 7, 8, 
9,10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm, %" Dr 6 Pt. Deep %", “Ae, V2", Ae’, 9%", Me", Ya", 30", %", 10, 
11,12, 13, 14, 15, 16, 17, 18, 19mm, %" Dr 12 Pt. Std. 6", 3", Ae", Y", Ne", We", Me", ¥4", Ae", ZB", He’, 8, 
9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm, ¥e" Dr 12 Pt. Deep 34", Ae", V9", 6", ye 146", Ya, if, 8, 9, 10, 
14,12, 13, 14, 15, 16, 17, 18, 19mm, Ye" Dr 8 Pt.lmpact 14", Ve, ye", Ag", ip", Yo" Dr 6 Pt. Std. x", Ae", Yo" 
Ae", ¥", Vg, yA", 13/6", 7h, 15g", 1" Me", 13", 14", 1%", Yo" Dr 6 Pt. Deep Ae", Yq", 1/6", 16", Yo" Dr 12 Pt. 
Std. The", Yo" Ae", x", 1g" ¥", 1yj6h Re, 15/6", 1", 1 Ve", 114", 1%", 10, 11, 12, 13, 14, 15, 17, 18, 19, 21, 22, 
23, 24, 25, 26, 27, 28, 30, 32mm, 2" Dr 12 Pt. Deep %", Ye", Ye", Vie", 44", He", Ze", He", 1", Vie", 1%" 


Ys" Dr 6 Pt. Std. Yo", He", V2", Va", Yo", Ve", "Yao", 94", As", V4", 4, 5, 6, 7,8, 9, 10, 11, 12mm, %' Dr 6 
Pt. Deep 3c", V4", He", 6", Ast, Vo", 1Y%40", %o", ao", 10, 11, 12, 13, 4, 5, 6, 7, 8, 9mm, V4" Dr 12 Pt. Std. 
6", a2", Va", a0", He", Yao", Ve", Vo", Ys" Dr 6 Pt. Std. ¥", Ac", V0", He", 6", We", ¥4", Vel, 7A", He", 7, B, 
9,10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm, 36" Dr 6 Pt. Deep 9%", Ac", 4", Ye", 54", ie", 4", He", 7A", 
10, 14mm, ¥%" Dr 12 Pt. Std. 46", 54", Ye", V2", Ve", 6", el, 34", He", %", 9, 10, 11, 12, 13, 14, 15, 16, 
17, 18, 19mm, 54" Spark Plug, 1%s" Spark Plug, ¥" Dr 12 Pt. Deep 94", Ac", 12", Yo", 6", ie", ¥4", 1%", 
9,10, 11, 12, 13, 14, 15, 16mm, 1" Dr 6 Pt. Std. %', Ne", Hs", ie", Ya", Se", Ve", 1546", 1", 1Vie", 4" Dr 
12 Pt. Std. Ms", Vo", Vie", 4", Ve, 44", He", We", He", 1", 1 Vie", 144", 1M", 10, 11, 12, 13, 14, 15, 18, 

19, 21, 22, 23, 24mm, 14" Dr 12 Pt. Deep V%", %e", 6", 16", 34", 13/6", Ze". 1546", 1", 1 Vie", 1¥4", 1:Y4" 


Includes 


1) ¥e" Drive Pear Head Ratchet 7", (1) %" Drive 
ocket Spinner 6", (2) Socket Extensions 3", 6", 
(1) ¥" F x %" M Adapter, (1) Blow Molded Case 


Yq" Ratchet, ¥s" Ratchet, Combination Wrenches 
Ve", Ye", Ae’, V2", Ae", 10mm, 11mm, 12mm, 
13mm, 14mm, 400 x 260 x 80mm Case 


Ya" Dr. Magentic Bit Driver,Slotted Screwdriver Insert 
Bits: Ve", 46", Y2", Y4", ¥s2". Screwdriver Insert Bit: 
PO, P1 , P2, P3 Phillips(R). Square Screwdriver 
Insert Bit: SO, S1, S2, $3. Hex Screwdriver Insert 
Bit: 8", 416", Y%2", 2", Ya". Torx(R) Screwdriver 
Insert Bit: T10, T15, T20, T25, 127, T30, T40. 
(9) SAE Hex Key. (7) MMM Hex Key. 3%" Drive 3" 
xtension. 14" Drive Female Screwdriver Handle 


Combination Wrenches 3%", “c', 2", %e:, ¥" 


Socket Set (33TA21), Storage Toolbox 


Socket Rails, Socket Clips 


Socket Set (33TA22), Storage Toolbox 


(1) %" Drive Pear Head Ratchet, (1) %" Drive Pear 
Head Ratchet, (1) 12" Drive Pear Head Ratchet, (2) 
Y4" Drive Extensions 3", 6", (3) %" Drive Extensions 
3", 6", 8", (1) %" Drive Extensions 21%", (14) %" Drive 
Hex Bits Ys", 32", Ye", Ae", V4", 2", Ve", 4, 5, 6, 7, 8, 
10mm, (13) Long Hex Keys, (7) Short Hex Keys, (15) 
Metric Hex Keys, (1) %" Drive Universal Joint, (1) 2" 
F x ¥" M Adapter, (3) Flare Nut Wrenches 3" x 6’, 
Yo" x Vo', ¥" X Vie", (25) Combination Wrenches 1%", 
Ve’, ¥", “Ae, V2", He’, %', Vie", %", He', Z', He’, 
1", 7,8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18mm 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Brand 
Westward 


Proto 


Westward 


Westward 


Westward 


Westward 


Proto 


Proto 


Proto 


Proto 








Item 
No. 


34TNO7 
50856 


93PN75 


53PN77 


53PN73 


53PN76 


33TA20 


33TA22 


33TA23 


33TA25 


799 


HAND TOOLS Scan. Order. Done. 











Multiple-Drive Socket Sets Details on page Al. 
, | CONTINUED | 
. . * CHAN yey LOCK) 
Multiple-Drive Socket Sets ova worm <0) CRESCENT 
No. of Sockets Item 
Pieces Included Includes Brand No. 


Chrome Multiple Drive Sets, 4", ¥e" and 12" (Cont.) 
Ya" Dr 6 Pt. Std. %2", 46", Ze", Va", Yoo", 0", 1¥%42", ¥e", Ae’, ¥", 4, 5, 6, a 9,10, 11, 12mm, “%" Dr 6 
Pt. Deep “eo, V4", Ve", ¥6", Ao’, V2", VS", Yeo", Ze", 10, 11, 12, 43, 4, 5, 6. 7 8, 9mm, Vs" Dr 12 Pt. Std. 
He", “s2", Va", %32", Ae’, 1V32", ¥%", Yo", Ye" Dr 6 Pt. Std. ¥%", As", 2", He 5/4", iV4g", 4" 13} 6", 7", Ae", 7, 8, 
9,10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm, 3%" Dr 6 Pt. Deep ya" Ae, yp", Ye", Ve", Me", Va", He", Z', 
302 10, 114mm, %" Dr 12 Pt. Std. %6", 3%", Ae", Y", Ve", ¥%", Me", 344", 136", 9, 10, 11, 12, 13, 14, 15, 16, Socket Set (33TA25), Storage Toolbox Proto 33TA26 
17, 18, 19mm, %" Spark Plug, '%6" Spark Plug, ¥" Dr 12 Pt. Deep ¥2", “Ae", V2", Ye", ¥e", M6", Ya", 1546", 
9,10, 11, 12, 13, 14, 15, 16mm, “%" Dr 6 Pt. Std. %", %e6", Ye", Ve", 4", He", Ze", 6", 1", 16", %" Dr 
12 Pt. Std. Ae", 2", Ae", %e", Mis", 34", He", ZA", 6", 1°, Ve", 1%", 1%", 10, 11, 12, 13, 14, 15, 18, 
19, 21, 22, 23, 24mm, ¥%" Dr 12 Pt. Deep %2", %6", Ye", Mie", 34", We", Ze", 46", 1", Vie", 14%", 1%" 
Chrome Multiple Drive Sets, %" 
18 ¥e" Drive 12 pt. std.: 44", %2", Ae", 1Y4e2", %", As", V2", Ae", Ye", Vie’, Y", Me’, 
7", 1%6', 1". ¥s" Drive 3", 6" Extension. ¥" Drive std. Ratchet 
Chrome Multiple Drive Sets, ¥s" and 12" 
3" Drive 6 pt. std.: %", As", 2", Ye", 9", Me", 94". %" Drive 6 pt. Deep: “Ac", 2", Ae", %". 34" Drive 12 pt. std.: 
Ve", V2", Ye", Ac’, V2", Ae", Ye", Vie’, Ya". Yo" Drive 12 pt. std.: 6", “%", 146", 1", 16", 1%", 16", 1%". %" Drive 
12 pt. Deep: Ve", 94", 6", %", 16", 1". ¥e" Drive 6 pt. std.: 10mm, 11mm, 12mm, 13mm, 14mm, 15mm, 
16mm, 17mm, 18mm, 19mm. 3%" Drive 6 pt. Deep: 10mm, 11mm, 12mm, 13mm, 14mm, 15mm, 16mm, 


— Westward 53PN35 


17mm, 18mm, 19mm. 3" Drive 12 pt. std.: 8mm, 9mm, 10mm, 11mm, 12mm, 138mm, 14mm, 15mm, 16mm, Y%" Dr. Ratchet, Combination Wrenches 4", 
127 17mm, 18mm, 19mm. 1%" Drive 12 pt. std.: 19mm, 20mm, 21mm, 22mm, 23mm, 24mm, 25mm, 26mm, Ve’, Ys", As’, Y2", Ae’, 6mm, 8mm, 10mm, Westward 53PN74 
27mm. 2" Drive 12 pt. Deep: 19mm, 20mm, 21mm, 22mm, 23mm, 24mm, 25mm, 26mm, 27mm. %' Drive 1imm, 12mm, 13mm, 14mm, 16mm 


3", 6" Extension. 2" Drive 6", 10" Extension. %z" Drive 2" Universal Joint. 2" Drive 2" Universal Joint. ¥" Drive 

Female to 2" Drive Male Adapter. 2" Drive Female to %" Drive Male Adapter. %" Drive Phillips® Screwdriver 

Socket: P1, P2, P3. ¥%s" Drive Slotted Screwdriver Socket: 16", %4". ¥e" Drive std. Hex Socket: “6", 2", 4", 

Ve", ¥e'. ¥e" Drive Torx Bit Socket: T15, T20, T25, T27, T30, T40, T45, T47 . %" Drive std. Ratchet, 2" 
Chrome Multiple Drive Sets, %" Drive Size 





(1) ¥" Drive Pass-Thru Ratchet, (1) %" Drive 
Extension 3", (1) %" Drive Quick-Release Adapter, 
16 ¥" Dr 12 Pt. Std. Ae", %" Ac’, 140" YA" Ae, 1939" | x TY", 3/4" 292", 13/46" te) UniFit SAE and Metric Pass-Thru Sockets That Channellock 38UU83 
7", 8, 9, 10, 11, 12, 13, 14, 15, 16; 7. 18, 19, 20, 21, "22mm, it External Torx E10, E12, E14, E16, E18, E20, 
E22, £24, E26, E28, Spline Drive M12, M14, M16, 
M18, M20, M22, Square Drive “6, %, “As, 42, “e" 
30 ¥" Dr 12 Pt. Std. %e", ¥%", Ae’, V2", Ye", %", Mie", Ys", 9, 10, 12, 13, 14, 16, 17mm, 3%" (1) 3" Drive Ratchet, (2) Drive Extensions Crescent 9LNR4 
Dr 6 Pt. Deep “e", 2", Ye", Ye", Me", 12, 13, 14, 16, 17mm, 1%6" Spark Plug 3", 6", (1) Blow Molded Case 
Full Polish Multiple Drive Sets, /" and 3" 
Ya" Dr 6 Pt. Std. Y", 2", Va", Yo", He", 1V42", Ye", Ac’, Y2", 5, 6, 7, 8, 9, 10, 11, 12, 13mm, “%" Dr 6 
63 Pt. Deep %“e", %2", V4", Yo", He", 142", ¥e", Ac’, Ya" 5, 6, 7, 8, 9, 10, 11, 12, 138mm, %" Dr 12 Pt. Std. Socket Set (33HE09), Storage Toolbox (1AC37) Proto 33HE01 
Ve, Ye", As’, Vo", Ve", ¥2", Vie", 34", 10, 11, 12, 13. 14, 15, 16, 17, 18mm, %" Spark Plug 
Ya" Dr 6 Pt. Std. Y%", 2", Va", Yo", Ve’, Yap", aA Ae, 77 byt: 


8, 9, 10, 11, 12, 138mm, %" Dr 6 (1) ) Ys" Drive Pear Head te (1) ¥%" 
63 Pt. Deep “%e', 2", V4", %2", Ve", 152", H TA", i" 5, 6, 7, 8, 9, 10, 11, 12, 13mm, ¥' Dr 12 Pt. Std. rive Pear Head Ratchet, ( "io eys Proto 33HE09 
Ve, ¥e, As’, V2", Ae", %", Vie", %", 10, 11, 12, 13, 14, 15, 16, 17, 18mm, "yf! Spark Plug Yea", 32", Ve", 9/32", V6" ea 
Ys" Dr 6 Pt. Std. Ae", 2", V4", Yo", 1%30", 34", As", V2", 4, 5, 6, 7, 8, 9, 10, 11, 12, 13mm, %" Dr 6 Pt. Std. 10, (1) YA Drive Pear Head Ralchet (1) ¥" Drive 
65 11,12, 13, 14, 15, 16, 17, 18, 19mm, %" 6 Pt. Deep 10, 11, 12, 13, 14, 15, 17, 18, 19mm, 3%" Dr 12 Pt. ear Head Ratchet, (1) Socket Spinner, (3) Drive Proto 33HE13 
Std. 36", Ae’, ¥2", Ve", ¥", Vie", ¥4", 6", %", Ye" Dr 12 Pt. Deep ¥%", Ac’, Yo", Ve’, %e", Vie", ¥4", 316", ZA" Extensions, (1) Universal Joint, (1) F x M Adapter 
b Pear Head Ratchet, (1) Socket Spinner, 
65 Y%" Dr 6 Pt. Std. 92", Ye", 2", V4", Ye", He", 142", ¥", As’, 2", 4,5, 6, 7, 8, 9, 10, 11, 12, 13mm, 3%" Dr 2) Drive Extensions, (1) F x M Adapter, (11) Proto 33HE14 
12 Pt. Std. ¥%", Ae’, Ya", Ye", ¥e", Me", Ya", 5416", 42", 10, 11, 12, 13, 14, 15, 17mm, %" Spark Plug Insert Bits, (13) Hex Keys 34", Ys", Yea", 32", 


Tha". Va", Yea, 2", He", Hao", Vai, He, Ys" 
Vi" Dr 6 Pt. Std. 0", Van", Va", Yon", Tan" Hh", Te", VA, 5,6, 7,8, 9, 10, 11, 12, 13mm, % Dr 6 Pt. Std. 10, 
65 11, 12, 13. 14, 15, 16, 17, 18, 19mm, 3%" 6 Pt. Deep 10, 11. 12, 13, 14, 15. 17. 18, 19mm, %" Dr 12 Pt Socket Set (33HE13), Storage Toolbox (1AC37) Proto  33HEO5 
Std. 6", His! Vo", Aol, We", "Vie", Va, Hel, 7A", Ye" Dr 12 Pt. Deep 34", Ae", 14", He", 94", He", Va", Mel, 74 
Ya" Dr 6 Pt. Std. 542", Vie", Yao", Vs", Yoo", Va", 4s", 94", ie", Vo", 4, 5, 6, 7.8, 9, 10, 11.12, 13mm, %' Dr 
65 42 Pt. Std. He" As", Vy" Ae", ¥", 146", 4" 1346", 5", 10, 11, 12: 13, 14, 15, 17mm, 5," Spark Plug Socket Set (33HE14), Storage Toolbox (1AC37) Proto 33HE06 
Full Polish Multiple Drive Sets, 4", 3s" and 12" 
Ea Pa ew SLE UE TNA A Se 
4", ¥32", Ye’, ¥4" Dr t. Std. Ve", 2", Ve", V2", %", Ao", Y", 7, 8, 9, 10, 11, 12, 138mm, %" Dr 17," De 3h" Nr 
81 12 Pt. Deep %o, V4", 3%" Dr 6 Pt. Std. %, “6, 14, Ye, %, Me, 44, 1%", 10, 11, 12, 13, 14, 15, 17, St UA CLT aI beeen Tiel “aaHel2 
19mm, 34" Dr 12 Pt. Std. 94", Ve! V3", Yel, 44", el, HA", 1%y6", 9, 10.11, 12,13, 14, 15, 16, 17, ae ; 
19mm %" Spark Plug. %" Dr 12 Pt. Deep 94", 6", 14", 4c", Vs" Dr 12 Pt. 5". et, 94", Ya", 1H" 
Ys" Dr 6 Pt. Std. 942", Vie", Van", Va", Yar", He", V4", ¥4", THe", V5". 4, 5, 6mm, Vs" Dr 6 Pt. Deep He", 
YA", a0", She", Vi" Dt 12 Pt. Std. 346", Ao", He", 140", %", TAs!, Ve", 7.8.9, 10, 11, 12, 13mm, V%4' Dr 
81 12 Pt. Deep %o, V4". 34" Dr 6 Pt. Std. 9%, 6, 15, He, %. Me, 44, %e" 10, 11, 12, 13, 14, 15, 17, Socket Set (33HE12), Storage Toolbox (1AC37) Proto  33HEO4 
19mm, 34" Dr 12 Pt. Std. 94", “Ae! V4", Yel, 44". el, HA", 1%6", 9, 10.11, 12, 13, 14, 15, 16. 17, 
19mm %" Spark Plug, 9" Dr 12 Pt. Deep 34", “4e", 14", 4c", Vo" Dr 12 Pt. 6". He", 54, a", He" 
PL Deep Be Yao Vir Seon wah Woo Ve ies, Wat 4 56. 7,48, 4011, 13, 1dmmi, 9e' DP PL De 
t. Deep Ve", %2", Y", ¥2", Ae", 1¥32", ¥", Ae’, Ye", He", 4, 5, 6, 7, 8, 9, 10, 11, 12, 138mm, %" Dr 6 Pt. Deep 
101 10, 12. 13, 14, 15, 17, 19mm, 3%" Dr'8 Pt. Std. Va", 46", 94", Ae", ", 94" Dr 12 Pt. Std. 34", Ac", 5", Yo", 54", ‘3 Drive Esrenstons (i) Fac M Aga ae Proto  33HE15 
116", 4", %6" 9. 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm, 94" Spark Plug, 1346" Spark Plug, 94" Dr 12 Pt. p 
Deep 36", Ac’, Vo", Ve", 54", ie", 4". He", 1", 46" Dr G Pt. Std. V4", Ve", Ha Vie", Y4', 1346", V4", 1546", 1° 
Ys" Dr 6 Pt. Std. 542", Vie", Yao", Vs", Yoo", Ae", Vs", 94", Ae", Vo", 4, 5, 6, 7, 8, 9, 10, 11, 12, 13mm, “Dr 6 
Pt. Deep %e", Zc", Va', Yo", He, M0". 34, Tc", Yo, Ne', 4,'5, 6, 7, 8, 9, 10, 11, 12, 13mm, ¥%" Dr6 Pt. Deep 
101 10, 12. 13, 14, 15, 17, 19mm, 34" Dr'8 Pt. Std. ¥%', %4e, 34", TAs", Vo", 94" Dr 12 Pt. Std. 34", Ze", 15", Ve!, 54! Socket Set (33HE15), Storage Toolbox (1AC35) Proto  33HEO7 
116", 94", 1%6" 9. 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm, 9%" Spark Plug, 1346" Spark Plug, 94" Dr 12 Pt. 
Deep 3%", Ac’, Vo", Ve", 94", Vie", 4", He", 1", 44" Dr 6 Pt. Std. V4", Ve", 56, Mie", 4", 136", V4", 1546", 1° 
Ys" Dr 6 Pt. Std. 12", As", Vn", Va", a0", He", Hs", Ae’, Vo", 4, 5, 6, 7,8, 9, 10, 11, 12, 13mm, 4" Dr 6 Pt 


Deep 540". He". Who". Va". Yoo". Se". 1V49" Bh" The! Vo". 4 7 10.11.1241 Ye" Dr 8 Pt. Std. Va" (3) Pear Head Ratchets, (1) Socket Spinners, (3) 
125 vane ee ee it aya ae Shark Php 3 mt i PL Deep ve Drive Extensions, (1) Universal Joint, (9) Wrenches, Proto  33HE16 
Yo", Wet, Ha", "6", Vs", Ae", 10, 12mm, V5" Dr 12 Pt. Std. 54", 94", 1%c", 74", "He", 13, 21, 22, 23, 24mm (1) Driver Handle, (13) Hex Keys, (10) Socket Bits 


1a DIB PL, Std. Ve Vig Ze Ye Ya He 9, He, 16 4, 5,6,7, 8.9 10,11, 12, 13mm, Dr 6 Pl 
eep Yao’, ie, Ao, “a, Yee, Ve, "Var, He, Ae, ¥2, 4, 5, 6, 7,.8,.9, 10, 11, 12, 13mm, ¥% Dr 8 Pt. Std. 4’, 
125 Hg". ¥e", Ye" Dr 12 Pt. Std. 34", Vas’, 14", Vie", H6". Whe", 94", "Ve", 1346" Spark Plug, 34° Dr 12 Pt. Deep 36", c', Socket Set (33HE16), Storage Toolbox (1AC35) PRCI!  sG3HEDG 
Ve", Ae’. 9", Vis", 4", Ms", 10, 12mm, V5" Dr 12 Pt. Std. 54", 94", *%c", 74", "He", 13, 21, 22, 23, 24mm 
Vs" Dr 6 Pt. Std. 742", 7a", Yar", He", ¥4", Vs’, Ve", 2", Ve", 4, 5, 5.5, 6, 7, 8, 9, 10, 11, 12, 13mm, 4" Dr 6 Pt. 
Deep Vi", 942", Se", V2", %", The", 5, 6, 7, 8, 9, 10, 11mm, 4" Dr 12 Pt. Std. “2" Va", 42", Ho", V2", %, As, Ve, 
yg. 100 4%,5, 6,7, 8,9, 10, 11, 12, 13mm, 94" Dr 6 Pt, Std. 9, 11, 12, 13, 14, 15, 16, 17mm, ¥4" Dr 6 Pt Deep 10, su eaHEGG 
11; 12, 13, 14mm, %e", 94", Vast. V5", eo", 54", Vie", 94", He", 7A", Y" Dr 12 Pt. Std. 9, 10, 11, 12, 13, 14, 15, 
16, 17, 18mm, 546", 34", Vic", Vo", "a2", Ao", "V2", 96", Vac", Ha", We", 74", Yo" Dr 12 Pt. Deep 546", 36", Vic", He 
Yo" He", 9, 10, 11, 12, 13, 14, 15, 17, 18mm, %" Dr 12 Pt. Std. 17, 18, 19, 21, 22mm, 9%", He", 4, 1%", 1" 
Va" Dr 6 Pt. Std. 742", Va", ¥o2", he", ¥4", Ac’, Ve", V2", Ve", 4, 5, 5.5, 6, 7, 8, 9, 10, 11, 12, 13mm, V4" Dr 6 Pt. 
Yo" 4%, 5,6, 7, 8, 9, 10, 11, 12, 13mm, %'" Dr 6 Pt. Std. 9, 11, 12, 13, 14, 15, 16, 17mm, %" Dr 6 Pt. Deep 10, 
184 44) 12, 13, 14mm, Ye", 54", Ast. V5", Ve", 56", "Viet, Ya", He", 74", Ye" Dr 12 Pt. Std. 9, 10, 41, 12, 13, 14, 15, Socket Set (33HE10), Storage Toolbox (1AC47) Proto $gHE02 
16, 17, 18mm, 546", 34", Vic", Vo", "a2", Ao", "V2", 96", Vac", Ha", We", 74". Ye" Dr 12 Pt. Deep 546", 36", Vic", He 
Yo" He", 9, 10, 11, 12, 13, 14, 15, 17, 18mm, %" Dr 12 Pt. Std. 17, 18, 19, 21, 22mm, 34", He", 4, 1%", 1" 
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GRAINGER CHOICE’ HAND TOOLS 
Find the yt. Find Solutions. Find Great Prices. Socket Sets 
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PROTO i rhb hs SK bel | 1AC60 
il ' | 
Chrome 1/,"'-Drive Socket Sets ‘eee e's eee 
No. of Sockets Item 
Pieces Included Includes Brand No. 
w/out Ratchet 
SAE 
12 Pt Deep: “6°, 2°, Y4', %2", Ae’, 1Y%32", %', Ao, V2", Ve (1) Socket Rail 6%", (10) Socket Clips Proto 1AC60 
Ys" Drive 12 pt. std.: 32, Ve, A2, Ya", %2', Ae, 'Y2', Ye, As, 2" — Westward 53PN27 
10 % Drive 12 pt. Deep: %32,, Ae, 2", V4", %2', Ae, V2", ¥8, As, V2 — Westward 53PN28 
Ya" Drive, Deep: %2', 416, 42, “4, ¥a2, Ve, V2, %8, As, Yo Westward 53PN26 
Ya" Drive 6 pt. std.: ¥%2', 416, 42, Y4', Ya2', Ve, '¥32', ¥8', As, V2" — Westward 53PN25 
Ya" Drive 12 pt. std.: ¥32', He, “32, 44", ¥2,, Ae, a2, Ye, Ae, 
23 = Y", V4" Drive 12 pt. Deep: %42", Ae", 2", V4", ¥32", Ae", 1V40", 3", — Westward 53PN23 
Ae", V2", Ys" Drive 3", 6" Extension, 1" Drive std. Ratchet 
26 Ys" Drive 6 pt. std.: 416°, “2", 4", Y2", Ye’, 132", ¥", Aw, ¥2", Ae: Ya" Ys" Drive Pear Head Ratchet 5", Drive Socket Driver, (2) Drive Proto 54JG21 
Drive 6pt. Deep: %6", 2", 4", %2", Ve", V2", 3%", Ae’, V2", Ve Extensions 2", 6", Universal Joint, Foam Organizational Tray 
SAE/Metric 
Ya" Drive 12 pt. std.: ¥%2, Ve, 42, 4", %2', Ae, V2, Ye, Ao, Y2. Y Drive 12 pt. 
Deep: Y%2", V6", 2", V4", Yao", Heo", 1¥32", Ye", Ac", V2". Va" Drive 12 pt. std.: 3.5mm, 
47 4mm, 4.5mm, 5mm, 5.5mm, 6mm, 7mm, 8mm, 9mm, 10mm, 11mm, 12mm. 290mm x 174mm x 50mm Case Westward 53PN22 
Ya" Drive 12 pt. Deep: 3.5mm, 4mm, 4.5mm, 5mm, 5.5mm, 6mm, 7mm, 8mm, 
9mm, 10mm, 11mm, 12mm. /%" Drive 3", 6" Extension. 4" Drive std. Ratchet 
Metric 
4,9, 5%, 6, /, 8, 9, 10, 11, 12, 13, 14mm (1) Socket Rail 9", (12) Socket Clips Proto 5C855 
4,5, 9, 6, /, 8, 9, 10, 11, 12, 13, 14mm (1) Socket Rail 9", (12) Socket Clips Proto 50853 
Ya’ Drive 12 pt. Deep: 3.5mm, 4mm, 4.5mm, 5mm, 5.5mm, 
6mm, 7mm, 8mm, 9mm, 10mm, 14mm, 12mm _ Westward S8PN32 
Ya" Drive 6 pt. std.: 3.5mm, 4mm, 4.5mm, 5mm, 5.5mm, 
12 6mm, 7mm, 8mm, 9mm, 10mm, 114mm, 12mm _ Westward 53PN29 
Ya" Drive 6 pt. Deep: 3.5mm, 4mm, 4.5mm, 5mm, 5.5mm, 
6mm, an sini Smart. 10mm, 14mm, 12mm _ Westward S3PN30 
Ya" Drive 12 pt. std.: 3.5mm, 4mm, 4.5mm, 5mm, 5.9mm, 
6mm, 7mm, 8mm, 9mm, 10mm, 14mm, 12mm _ Westward S3PN31 
YA aoe 12 a ee em 
7mm, 8mm, Imm, 10mm, 11mm, 12mm, %" Drive 12 pt. Deep: __ 
27 3.5mm, 4mm, 4.5mm, 5mm, 5.5mm, 6mm, 7mm, 8mm, Imm, 10mm, Westward 53PN24 
1imm, 12mm, “%" Drive 3", 6" Extension, “%" Drive std. Ratchet 
w/Ratchet 
SAE 
12 12 Pt Std: 16°, 42", V4", Ys2", 16", 1Y%32", 3%", Ao, Y2'", Ve Ya" Drive Pear Head Ratchet 5", %" Drive Socket Spinner 6", Plastic Case Proto 50864 
6 Pt Std, 6 Pt Deep: 4" Dr 6 Pt. Std. 16°, a", M4", Ys2", 6", 1Y32", Ye", Ac’, (1) %" Drive Pear Head Ratchet 5", (1) 4" Drive Socket Driver 6", (2) Proto 5851 
Yo", Ae", Va" Dr 6 Pt. Deep He", 2", V4", %e", Ye’, 1V30", ¥", Ae’, V2", Ve" Drive Extensions 2", 6", (1) Universal Joint, (1) Blow Molded Case 
6 Pt. 4" Dr 6 Pt. Std. 46°, Aa", M4", Ys2", 6", 1Y%32", Ye", As’, 2", Ve’, (1) %" Drive Pear Head Ratchet 6'%e', (1) %" Drive Socket Driver 6", (2) Proto 5NAV1 
95 Y" Dr 6 Pt. Deep 16", 2", V4", Yea", Ae", 1%30", 96", As’, V2", Ve" Drive Extensions 2", 6", (1) Universal Joint, (1) Blow Molded Case 
Ya" Dr 12 Pt. Std. %e', 2", Ya", Yeo", Ye", V2", ¥8', “Ae, 2", He, 4" Ch ) %" Drive Pear Head Ratchet 5", (1) 4" Drive Socket Driver 6", (2) Proto 5C865 
Dr 12 Pt. Deep 6", 2", V4", 52", He", 1¥32", 38", Ae’, Yo", Ve" rive Extensions 2", 6", (1) Universal Joint, (1) Blow Molded Case 
12 Pt. %° Dr 12 Pt. Std. He, 2", 4", Y2', Ae’, "V2", Ye, Ao, ¥2', Ve, ) Ya" Drive Pear Head Ratchet 6'e, (1) %' Drive Socket Driver 6", (2) Proto 5NAVG 
Ya" Dr 12 Pt. Deep 16", 2", 4", Ya", Ye", 130", Ye", Ae’, V2", Ve’ brve Extensions 2", 6", (1) Universal Joint, (1) Blow Molded Case 
6 Pt Std, 6 Pt Deep, 8 Pt Std: “4° Dr 6 Pt. Std. 416°, 2", Ya", Ye", (1) %" Drive Pear Head Ratchet 5", (1) %" Drive Socket Spinner 6", (3) Drive Extensions 
37 Ae", 132", Ye", As", V2", Ve". Vs" Dr 6 Pt. Deep He", a", V4", Yo", 2", 3", 6", (1) Flex Extension 6%", (1) Breaker Bar 5%", (1) Sliding T-Handle 41%", (1) Proto 50852 
He", 132", Ye", As", Vo", Ae". Vs" Dr 8 Pt. Std. Y4", He", Ye" Universal Joint, (5) Socket Bits #1, #2 Phillips, %6", 4", 4" Slotted, (1) Blow Molded Case 
b Ys" Drive Flex Head Ratchet 6", (1) Universal Joint, ( Wobble aa 26, 
2) Flexible Locking Drive Extensions with Free- ning leeve 3", 6", (1) Sliding 
41 eo", 2", Va", Yo", Ve’, 1V30", ¥", Ao’, V2", Ve T-Handle 6", (1) %" x 4%" Bit Adaptor with Quick-Release Chuck, (22) we Bits %4", Wera 5EPL9 
330", Ve", Yea", 932", Vie’, 2" Hex Plus, T8, T9, T10, 115, T20, T25, T30, T40 Torx, 
4%, 52, 8mm Slotted, #1, #2, #3 Phillips, #1, #2, #2 Pozidrive, (1) Metal Case 
Metric 
1) %" Drive Pear Head Ratchet 5°, (1) “%" Drive Socket Driver 6", (2 
47 6 Pt Std: 4, 5, 5%, 6, 7, 8, 9, 10, 11, 12, 13, 14mm Dive Extensions 2", 6", (1) Univeral Joint (1) Se Proto 56854 
1) %4" Drive Pear Head Ratchet 6'6", (1) 4° Drive Socket Driver 6°, (2 
6 Pt Std: 4, 5, 5%, 6, 7, 8, 9, 10, 11, 12, 13, 14mm brve Extensions 2", 6", (1) Universal Joint (1) Blow Molded Case Proto SNAV2 
(1) “4 Drive Pear Head Ratchet 52", (1) Drive Extension 6°, (1) Wobble Extension 
20° 0,00, 0, 7,0, 10, 11, 12, 1amm 2%6', (1) %" Bit Adaptor With Quick-Release Chuck, ie Insert Bits #1, #2, #3 Wera 38UR79 
Phillips, #1, #2 Pozidrive, T10, T15, T20, T25, T27, T30 Torx, 3, 4, 5, 6mm Hex Plus 
Ys Dr 6 Pt. Std. 4, 5, 9.9, 6, 7, 8, 9, 10, 11, 12, 13, 14mm, 4° (1) “4° Drive Pear Head Ratchet 5°, (1) 4° Drive Socket Driver 6", (2) Proto 5857 
99 Dro Pt, Deep 4, 5, 5.5.6, .7,6,.9, 10, 11, 12, 13, 14mm Drive Extensions 2", 6", (1) Universal Joint, (1) Blow Molded Case 
6 Pt. 4" Dr 6 Pt. Std. 4, 5, 5.52, 6, 7, 8, 9, 10, 1f, 12, 13, 14mm, (1) %" Drive Pear Head Ratchet 6'%6", (1) %" Drive Socket Driver 6", (2) Proto 5NAV3 
Va Deb Pt. Deep 4, 5, 5.5.6, 7, 8, 9,10, 11; 12, 13, {4mm Drive Extensions 2", 6", (1) Universal Joint, (1) Blow Molded Case 
(1) %" Drive Flex Head Ratchet 6", (1) Universal Joint, (1) Wobble Extension 
26°, (2) Flexible nye Drive Extensions with Free- -Turning Sleeve 3", 6", (1) 
42 4,4.5,5, 5.5, 6, 7, 8,9, 10, 11, 12, 13, 14mm Sliding Handle 6", (1) 4" x %" Bit Adaptor with Quick-Release Chuck, (22) Insert Wera 5EPL7 
Bits 3, 4, 5, 6, 8mm ti, Plus, T8, T9, T10, 115, T20, T25, T30, T40 Torx, AV, 
ov, 8mm Slotted, #1, #2, #3 Phillips, #1, #2, #2 Pozidrive, (1) Metal Case 
6 Pt. 4" Dr 6 Pt. Std. 4, 4.5, 5, 5.5, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15mm wr ; wre i 
62 2 Dr6 Pt. Deep 5.5, 6 7, 8,9. 10,11, 12, 13, 14, 15mm, % Dr 6 Pt re we Drive Hatchet 734" (2) 96 “Dive Extensions 3° 6 (1 56 F SK 20K446 
Std. 6, 7,8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22mm x Vi" M Ada ter, (1) Universal Soint (1) Blow Molded Case 
¥e" Dr 6 Pt. Deep 8, 9,10, 11, 12, 13, 14. 15, 16, 17 18, 19mm . piel 
SAE, Metric 
12 Pt. 4" Dr 12 Pt. Std. 416", Za", V4", Yea", Me", 132", 4", Ae’, Vo", Ye’, 
4) 5,5.5,6, 7,8, 9, 10, 11, 12, 48, 14mm, Vi" Dr 12 Pt. Deep ya" Yay" (1) %" Drive Round Head Ratchet 41%", (2) Drive Extensions 2", 6", (1) Blow Molded Case SK 12D208 
A", Yaa" 94" vAe", Yo" Ie" 6, 7, 8, 9, 10, 11, 12, 13, 14mm 
vi" Dr 6 Pt. Std. Ae, Fao" vi 32", Ais, Va, ¥, As, 2, Ve, 4, 5, 
44 5.5, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15mm, /%" Dr 6 Pt. Deep 4", %2", (1) %" Drive Round Head Ratchet 41%", (2) Drive Extensions 2", 6", (1) Blow Molded Case SK 12D201 
Ve", 132", ¥e", Ae", V2", Ve", 6, 7, 8, 9, 10, 11, 12, 13, 14, 15mm 
Vs" Dr 6 Pt. Std. Ve", Z2", Va", Yao", Ve, 132", ¥8', As, ¥2", Ve’, 4, 5, (1) %" Drive Round Head Ratchet 41%", (1) 1%" Thumbwheel Ratchet, 
48 5%, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15mm, %" Dr 6 Pt. Deep 4%", %2", (2) Drive Extensions 2", 6", (1) Universal Joint, (1) 4" Fx ¥%" M SK 12D199 
Ve", Vag ye" Ag" ,", Ve’, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15mm Adapter, (1) ¥%" F x %" M Adapters, (1) Blow Molded Case 
vi" Dr 6 Pt. Std. i 32, Ais, 2, Va’, 32, Ye, 'V32, ¥e', Ac, 2, 
60 %e", Ye", 4, 4.5, 5, 5.5, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15, 16mm, (1) %" Drive Round Head Ratchet 414", (2) Drive Extensions 2", 6", (1) Sk 120202 
Ya" Dr 6 Pt. Deep Ye", Ya", 6", “a", V4", Yoo", Heo", 1V52", Ye", Ao’, Ya" F x ¥%" M Adapter, (1) %" F x Y%" M, (1) Blow Molded Case 
Yo", Ve", 4, 4.5, 5, 5.5, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15mm 
No. of Includes Item No. of Includes Item 
Pieces Description Extensions Brand No. Pieces Description Extensions Brand No. 
Socket Extension Sets Socket Accessories 
Proto - 2" Drive Impact Socket Accessories 4 Socket Extension Set 4-pc. Chrome 194", 3", 6", 12" Proto 31XR42 
3 Socket Extension Set, 3-Pc. 22 5, 10. Proto 31XR43 Socket Extension Sets 
S Locking oot 1s SK 12D259 6 pc. Chrome with Plastic Tray 2",3, 6, 8", 10", 14 SK 12D257 
4 Thumbwheel Ratchet 2535) SK 12D258 6 Wobble 1%", 2", 4", 6, 8, 10°, 14" SK 12D256 
6 6 pc. Locking, Chrome 20,05 10 12: Proto 6XW19 
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SAE Set 
w/Ratchet ae; . Wisrwara S; ® 
Metric Set w/out Ratchet Linn PROTO WW hha io 
No. 1AC94 u | Ty = 
oo Chrome *%,"'-Drive ie Seal Sets 
No. of Sockets Mfr. Item 
Pieces Included Includes Brand Model No. 
wou Ratchet 
D9 8 Pt: 4", %6', ¥', As, 2" (1) Socket Rail, (5) Socket Clips Proto J52109 31XR44 
3s: Drive 6 Pt. Deep: Vg", Sa" We, Ze, 6", 1" — Westward 53PN40 53PN40 
6 ¥e: Drive 6 Pt. std.: Ve’, vi", TH", 7 THe", il _— Westward 53PN38 53PN38 
¥e: Drive 12 Pt. Deep: THi6" 7a Hg", 7, THe", il — Westward 53PN44 53PN44 
¥e: Drive 12 Pt. std.: Me’, ‘7 He, “, %e, 1° — Westward  53PN42 53PN42 
Ye", Ae, V2", Ve, %', Vag" yj" (1) Socket Rail 64", (7) Socket Clips Proto J52100 1AC83 
7 6 Pt. Flex: 7a TAs" an He" %3', Vie’, Ys socket Rail SK 4607 20K465 
ye", As, ¥2', Vs, ¥%, Me", yj" (1) Socket Rail 64", (7) Socket Clips Proto J52102 1AC81 
12 Pt. Std. Torque Adapter: %, 6, 2, Ae, %, Ye, 4, Ae, Y" Steel Holder Proto J5100 10810 
12 Pt. Flex: 4", %e', ¥', Ac’, 2", He", %", Mer, 34 Socket Rail SK 4609 20K463 
9 Ye: Drive 12 Pt. std. 4 Ha", Hel, V2", ya", As, ¥2', Ve, Ye — Westward  53PN41 53PN41 
¥s' Drive 6 Pt. Deep: 4", ¥2", Ye, V2", ¥8', Ao, ¥2', Ve, Ye — Westward 53PN39 53PN39 
¥e: Drive 6 Pt. std.: 4", Yao" V6, 1¥32", ¥', As, V2", Ve, Ve _— Westward 53PN3/ 53PN37 
¥e' Drive 12 Pt. Deep: 4", %2", 6", 142", %", As’, Y2', Ve’, Ye" — Westward  53PN43 53PN43 
6 Pt Std: %', 4", Ae", 2", Ve", %', Me, 44", He, Z" (1) Socket Rail 9", (10) Socket Clips Proto Jo2122 5C871 
10 Ve, ¥8', As, ¥2', Ve, %, Ye, %', He, “ (1) Socket Rail 9", (10) Socket Clips Proto Joz111 4JW16 
Hie, Vs", Ye, ¥, As, ¥', Ae, ¥, Ye, 4" (1) Socket Rail 9", (10) Socket Clips, (10) Super Short Sockets Proto J52123 5TH20 
“6, 8, As, ¥2', Ae, ¥, Ye, Y', Ve, “ (1) Socket Rail 9", (10) Socket Clips Proto J52107 4JW15 
6 Pt. Std. vi" 6" 7" As, v2’, V6, ¥', Ve, 4’, Se Zs’, ‘Vie, 1° Socket Rail SK 4613 20K479 
Ya", e', Ye, ve" A 6 "Me', 4", He, “', THe" mk (1) Socket Rail 13", (13) Socket Clips Proto J52126 5C872 
6 Pt. Deep: vA AG : 3%, Ae, i", V6" A, We", A", 1/6", Ze’, Ve’, 1'Socket Rail SK 4413 20J998 
Ya", Ae, Ys, Ae, hr Aer 53" Ve", i, he, “', 1/6", 1" (1) Socket Rail 13", (13) Socket Clips Proto J52114 5C874 
12 Pt. Std.: A Ag : 3, Te" Ye, ; 
vi 6°, En Te Vo" Ve, 5" Me", 44", He, “2, Ae, 1° (1) Socket Rail 13", (13) Socket Clips Proto J52124 5C867 
12 Pt. Deep: 4", 6", 4", As’, 2", Her 
¥ Ye" 4" er R ie" A" Socket Rail SK 4453 20K458 
ie a Road ae uy BCE REAL : a (1) Socket Rail 13", (13) Socket Clips Proto J52112 5C869 
t. ¥s° Dr 6 Pt. Std. Ye", ¥%", Ae, %', Ye, ¥', Ye, 44", He, “Z. 
20 3" Dr 6 Pt. Deep 6", 3" A", Vp" Ye", 5" 1g" 3" 13/46" 7" Socket Rail SK 89040 20K473 
¥" Drive 6 Pt. std.: ¥", Ae’, ¥2", Ye’, %', Me, 4", Her, 7 Ye" ¥e" Drive Pear Head Ratchet 7", (2) Drive Extensions 3", Proto J52134K 54JG22 
93 Drive 6 Pt. Deep: %', As, i Ae, 55", Vig", ¥" 13/6", 7A" 6", Universal Joint, Foam Organizational Tray 
¥s° Drive 6 Pt. std.: 3 Ae, va He, 5," 146", y5" THe" Pe, Ve ¥e" Drive Precision 90 Ratchet 7", (2) Drive Extensions 3’, Proto J52134HTCK 54JG23 
Drive 6 Pt. Deep: %', TAs, van el 55", Vg", 1", 1/46", 7A 6", Universal Joint, Foam Organizational Tray 
Metric 
10 10,11, 12, 13, 14, 15, 16, 17, 18, 19m (1) Socket Rail 9", (10) Socket Clips, (10) Universal Sockets Proto Jo2201 5F416 
11.12 Pt. Deep: 9, 10, 11, ia 13, 14, 15, 16, 17, 18, 19mm socket Rail SK 1871 20K459 
8, 9, 10, 11 12, 13, 14, 15, 16, 17, 18. 19mm (1) Socket Rail 13", (12) Socket Clips Proto J52212 1AC94 
42 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm (1) Socket Rail 13", (12) Socket Clips Proto J52205 4JW18 
8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm Hh} Socket Rail 13", 3} Socket Clips Proto J52216 1AC92 
8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm 1) Socket Rail 13", (12) Socket Clips Proto J52209 4JWw20 
13 6 Pt. Std.: 7, 8, 9, 10, 11, 12, 138, 14, 15, 16, 17, 18, 19mm socket Rail SK 13s 42W703 
12 Pt. Std.: 7, 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm Socket Rail SK 89023 20K476 
14 6 Pt. Deep: 6, 7, 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm Socket Rail SK 1854 20K460 
6, /, 8, 9, 10, 11, 12, 13, 14, 15, AEs 18,18. 20, ‘a1, 2, 23mm__(1) Socket Rail 17", (18) Socket Clips Proto J52203 4JW17 
12 Pt. Std.: 7, 8, 9, 10, 11, 12, it , 15. 16. ; 
6, /, 8, 9, 10, 11, 12, 13, 14, 15, 16, 17 18,18. 20, 21, 22, 23mm__(1) Socket Rail 17", (18) Socket Clips Proto J52207 4JW19 
6 Pt Std: 6, 7, 8, 9, 10, 11, 12, 13, 14, 15, 16, ce aot ; 
, 17, 18, 19,20, 21.22'93'04 25, 26mm ae (2) Socket Rails 9", 11", (21) Socket Clips Proto J52211 4JW21 
12 Pt Std: 6, 7, 8, 9, 10, 1412, 5, te ge q4i ‘ 
17,18, 19 20,24, 22, 3 24 28, 26mm a r (2) Socket Rails 9", 11", (21) Socket Clips Proto J52215 4JW22 
t. ¥s' Dr 6 Pt. Std. 8, 9, mm, 
24 ¥' Dr 6 Pt. Deep 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19m Socket Rail SK 89024 20K474 
6 Pt. %" Dr 6 Pt. Std. 7, 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 
33 19mm, %'" Dr 6 Pt. Deep 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm, Socket Rail SK 89016 20K456 
Yo" Dr 6 Pt. Flex 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm 
SAE and Metric 
¥s: Drive 12 Pt. std.: 20mm, 21mm, 22mm, 23mm, 24mm, 25mm — Westward 53PN50 53PN50 
6 ¥e: Drive 6 Pt. std.: 20mm, 21mm, 22mm, 23mm, 24mm, 25mm ~=— Westward 53PN48 53PN48 
¥e: Drive 6 Pt. std.: 20mm, 21mm, 22mm, 23mm, 24mm, 25mm ~=— Westward 53PN46 53PN46 
7 Drive 12 Pt. Deep: 20mm, 21mm, 22mm, comm, eon, 25mm — Westward 53PN52 53PN52 
¥s' Drive 6 Pt. Deep: 6mm, 7mm, 8mm, Imm, 10mm, 11mm, 
12mm, 13mm, 14mm, 15mm, 16mm, Lamm, }emm, 12mm Westward = 93PN47 S3PN47 
¥e: Drive 6 Pt. std.: 6mm, 7mm, 8mm, Imm, 10mm, 11mm, __ 
14 12mm, 13mm, 14mm, 15mm, 16mm, Lamm, 1mm, ismm Westward — 53PN45 S3PN45 
¥g: Drive 12 Pt. std.: 6mm, 7mm, 8mm, 9mm, 10mm, 11mm, __ 
12mm, 13mm, 14mm, 15mm, 16mm, Lan, lam, 1omm Westward — 93PN49 53PN49 
¥s' Drive 12 Pt. Deep: 6mm, 7mm, 8mm, 9mm, 10mm, 11mm, = 
12mm, 13mm, 14mm, 15mm, 16mm, 17mm, 18mm, 19mm Westward — 53PNO1 53PN51 
witatchet 
¥s' Drive 12 Pt. std.: ¥", Ae’, %2", Ye’, ¥', Ye, 4", He’, Z’, ¥e" Drive Precision 90 Ratchet 7", (2) Drive Extensions 3’, 
23 54 Drive 12 Pt. Deep: %", “s", 2", Ve", 56", 1h8", Va", "He", 74" 6", Universal Joint, Foam Organizational Tray Proto JO2T36HTCK 54JG25 
ya’, Ae, ¥2', Ve, %', TH", Sa" THe" 7" (1) ¥s" Drive Pear Head Ratchet 7", (2) Drive Extensions 3", 6', al) Blow Molded Case Proto J52128 90873 
42 6 Pt Std: %', “Ac', 2", Ye", Ye", Vie’, 94", e', Z' (1) %s" Drive Pear Head Ratchet Bi", (2) Drive Extensions 3", 1 6", (1) Blow Molded Case __ Proto J52128XL 5NAV8 
3", Ae, Yo", Ve, ¥, Ve, V4", THe" 75 (1) ¥8" Drive Pear Head Ratchet 82", (2) Drive Extensions 3", 6", (1) Blow Molded Case _ Proto J52130XL_  SNAW1 
Ye", Ae, ¥2', Ve, ¥, Ve, 4’, TH6" Ua Hh oe vai neat Hea natchel fe x ui eetensions e., rite vorned Case Proto J52130 5C866 
oR Ae Oe een ie age u74n 8' Drive Pear Head Ratchet 7”, rive Extensions reaker Bar 
15H Ae, 2, Het, , M8), MA, Mie, % 8¥", (1) Universal Joint, (1) Speed Handle 151%", (1) Blow Molded Case Proto = Jo2132— OC 868 
18 6 Pt. %s" Dr 6 Pt. Std. %", Ae’, V2", Ye’, Ye", M6", 4", Ye" Dr 6 Pt. (1) ¥8' Drive Round Head Ratchet 7%", (2) Drive SK 94520 20K451 
Deep 3", “Ac', ¥2", Ve", 4%", Ve’, 34", %" Spark Plug Socket Extensions 3", 6", (1) Blow Molded Case 
6 Pt. %2" Dr 6 Pt. Std. 4", 46", %", As’, 2", Ae’, Ye", Mie", 4". (1) 48" Drive Round Head Ratchet 7%", (2) Drive SK 4524 20K452 
m4 ¥e" Dr 6 Pt. Deep %", Ae", 2", Ae", %e", Vie", 4", Ae", Extensions 11%", 6", (1) Blow Molded Case 
12 Pt. %" Dr 12 Pt. Std. 1%", Ae", %", Ae’, Y2", Ae’, Ye", Ve’, 44", (1) 48" Drive Round Head Ratchet 7%", (2) Drive SK 4551 20K450 
¥e" Dr 12 Pt. Deep ¥6", Ac’, 2", Ve", ¥", Mie', 34", He', Extensions 1%", 6", (1) Blow Molded Case 
¥e' Dr 6 Pt. Std. 48", Ac’, 2", Ve", %', Me, 74", Ae, “', Ve (1) ¥e' Drive Pear Head Ratchet 7", (2) Drive Extensions 3’, Proto J52134 50858 
Dr 6 Pt. Deep %", Ae’, 2", Ae", %", Mel, Va", He", I 6", (1) Universal Joint, (1) Blow Molded Case 
6 Pt. %" Dr 6 Pt. Std. %", Ae’, V2", Ye", Ye", Me", 34", He’, Z', we Je" ae Pear Head Ratchet 8%", (2) Drive Extensions Proto J52134XL  5NAV9 
99 ¥e" Dr 6 Pt. Deep %", Ac", 2", Ae", %e", Vie", 4", Ae", ; ) Universal Joint, (1) Blow Molded Case 
¥e' Dr 12 Pt. Std. 6", Ae’, Y2", Ve’, %', Vie’, ¥4", 6", A’, Ve (1) 7" hive Pear Head Ratchet 7" , (2) Drive Extensions 3", Proto J52136 5C875 
Dr 12 Pt. Deep %', Ac’, 2", Ye", %", Mie", 94", He", 6", (1) Universal Joint, (1) Blow Molded Case 
12 Pt. %" Dr 12 Pt. Std. 4", Ae’, Ye", Ne", %e", Me", 34", He’, (1) Ys" Drive Pear Head Ratchet 8%", (2) Drive Extensions Proto J52136XL  SNAW3 
7%’, ¥e' Dr 12 Pt. Deep %", Ae", V2", Ve", Ye", Mie", 44", Me', 7" 3", 6", (1) Universal Joint, (1) Blow Molded Case 
ED 
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Find the yy. Find Solutions. Find Great Prices. Socket Sets 
: ® we 
"Dri Te *wisrwaro SK° Were 
Chrome %,"'-Drive Socket Sets prRoTo VY emi 
No. of Sockets Mfr. Item 
Pieces Included Includes Brand Model No. 
w/Ratchet (Cont.) 
SAE (Cont.) ; 5 
¥8° Drive 12 Pt. std.: ¥", Ae, 2°, Ve, %, Ye, 4, He, “, ¥e' Drive Pear Head Ratchet 7", (2) Drive Extensions 3", 
23 4" Drive 12 Pt. Deep: %4", “c", 4", We", He", “0, Va", "Ve", 74" __ 6", Universal Joint, Foam Organizational Tray Proto, = JO2136K = BANG 24 
(1) 2" Drive Pear Head Ratchet 11", (1) Drive Extension 10", (1) Wobble 
28 6 Pt. %", Ae", V2", Ae", 1%42", 54", Vie", 34", 242", Me" Extension 2", (1) 46" Bit Adapter with Quick-Release Chuck, (14) Insert Bits #2, Wera 05004080001 38UR86 


#8 Phillips, T20, 125, T27, 130, 140, 145, T50, 155 Torx, 2", 4", %e", 48" Hex 
(1) ¥8° Drive Pear Head Ratchet 8%", (1) Drive Extension 8", (1) Wobble Extension 3°, 


29 6 Pt. 4", Veo", %", Ac’, %", Veo", ¥", Me, Ya" (1) %" Bit Adaptor with Quick-Release Chuck, (16) Insert Bits: #1, #2, #3 Phillips, #1, Wera 05004050001 38UR83 
#2 Pozidrive, 115, T20, 125, 127, T30, T40 Torx, %2", %16", “2", 4", Ye" Hex Plus 
6 Pt. Ae Dr 6 Fi, Std. “4, Ve, ¥3', As’, %, “6 , 78, , As, aoe i ; ie Hii 
a2 Ne het HOSP beep eae) (1) 2 ve Round Head ath 778 Die xenon 2, ce assem 
Yo" Ve", Eon et, Ye 13/46" Ye" 15/6", uli 5 Spark Plug 


He Dr 8 Pt. Std. Vi’, Ye, ", %" Dr 12 Pt. Std. ¥", Ze", Ne, (1) 34" Drive Pear Head Ratchet 7", (3) Drive Extensions 3°, 6", 12°, (1) Breaker 


Ba" 1146" 3/5" 1346" 7A". 3 Yq" The" Yo". Iq". 5A" J : C Prot 1 
- ie Ve ae i eu ae ee ye’??? Bar 7%’, (1) Universal Joint, (1) Speed Handle 1514", (1) Blow Molded Case roto = J52138 86859 
¥5' Dr 8 PL. Std. Ve", Vo", Vie", 95", Ya". 34° Dr 12 Pt. Std. tas ee See 
a op cype GFK BA Gay G7 apn oye Apa 1) %" Drive Pear Head Ratchet 814", (3) Drive Extensions 3", 6", 12", (1) Breaker 
WAG 2 8 78, 8, V4, M8, 8. 8 Dr 12 Pt. bar Ti (1) Universal Joint, (1) Speed Handle 151%", (1) Blow Molded Case Proto = J82138XL_ SNAWA 


Deep %", Ae’, ¥2", Ve’, ¥', Ve', 44", He, 
(1) ¥8° Drive Flex Head Ratchet 81%", (1) Universal Joint, (1) Wobble Extension 
3", (2) Flexible Locking Drive Extensions with Free-Turning Sleeve 5", 8", (1) 
38 Ya", 2", Ae", 132", Ye", As’, V2", Ve’, Ya", Vie", %", He", Ze" Sliding T-Handle 6%", (1) ¥" x 4" Bit Adaptor With Quick-Release Chuck, (19) Wera 05003596001 SEPN6 
Insert Bits Ya", %2" Ya", Yea", Y50", Ae", 742" Hex Plus, 110, 115, 120, 125, 127, 
T30, T40 Torx, 5%" Slotted, #2, #3 Phillips, #2, #3 Pozidrive, (1) Metal Case 





¥e" Dr 8 Pt. Std. 4", 416", 48", Ae’, Y", ¥e" Dr 12 Pt. Std. 44", (1) ¥8" Drive Pear Head Ratchet, (2) Ratchet Adapters, (3) 8" Drive 
He", Ye", Ac’, V2", Ve’, Ye", Ve", 4", 6", Z', Ae", 1", ¥" Dr Extensions 3", 6", 12", (1) Breaker Bar 7%", (1) Universal Joint, (1) 167" Proto J52142 5C860 
12 Pt. Deep 1%", %6", %", Ae’, V2", Ae", Ye", Me", Ya", He", ZA’, Speed Handle, (1) Sliding T-Handle, (3) Power Trains, (11) Socket Bits 

58 Ie", 1", %" Dr 12 Pt. Flex 36", Ae", Yo", Ve", YH", Vie", 34" Ye", Va", ¥52", Ve, Vie’, 2", ¥e' Hex, #2, #3, #4 Phillips, /4" Slotted 
¥" Dr 8 Pt. Std. 1%", Ve", Ye", As’, ¥2", ¥e" Dr 12 Pt. Std. 4", (1) Ye" ae Pear Head Ratchet, (2) Ratchet Adapters, (3) ¥s" Drive Extensions 
Ve, Ve", As’, V2", Ae", %3", Vie", Ya", He", ZA", 6", 1", ¥e" Dr 3", 6", 12", (1) Breaker Bar 77", (1) Universal Joint, (1) 167" Speed Handle, Proto J52140 5C861 
12 Pt. Deep %", Ae", %", Ae’, V2", Ye", Ye", Vie", 3", He", ZA’, (1) Sliding Ceres 8) ) Power Trains, (11) Socket Bits ¥", /%4", %0", Ae", Ae’, 
Ie", 1", ¥' Dr 12 Pt. Flex 9", Ae’, Ye", Ye", 9", M6", 34" 32", Ys" Hex, #2, #3, #4 Phillips, /%4" Slotted, Metal Tool Box with Tray 

Metric 

16 b, 7, 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm ¥s' Drive Pear Head Ratchet 7", Drive Extension 6", Blow Molded Case Proto J52218 5C878 
12 Pt Std: 6, 7 8. 9, 10, TL 12. 13; 14, 15, 16, 17, 18, 19mm ¥e" Drive Pear Head Ratchet 8%", Drive Extension 6", Blow Molded Case Proto J52218XL SNAW5 

99 6 Pt. 3%" Dr 6 Pt. Std. 10, ii, 12, 13, 14, 15, 16, 17, 18, 19mm, %" (1) ¥8' Drive Round Head Ratchet 71%", (2) Drive SK 91820 20K455 
Dr 6 Pt. Deep 10, 11, 12. 13. 14, 15, 17, 19mm, a Spark Plug Extensions 3", 6", (1) Blow Molded Case 
Ye" Dr 6 Pt. Std. 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm, (1) 48" Drive Pear Head Ratchet 7", (2) Drive Extensions 3", 6", (1) Proto J52290 5C881 
¥e" Dr 6 Pt. Deep 8, AG 12, 13, 14, 15, 16, 17, 18, 19mm Breaker Bar 81", (1) Universal Joint, (1) Blow Molded Case 
6 Pt. ¥6" Dr 6 Pt. Std. 8, 9, 10, 11, 12, [KD 14, 15, 16, 17, 18, 19mm, Ue Drive Pear Head Ratchet 81", (2) Drive Extensions 3", 6", (1) Proto J52220XL  SNAWO 
¥e" Dr 6 Pt. Deep 8, 9, 10, 11, 12, 13, 14, 15, 16, 17,18. 49mm reaker Bar 8%", (1) Universal Joint, (1) Blow Molded Case 

29 (1) ¥8° Drive Pear Head Ratchet 8%", (1) Drive Extension 8", (1) Wobble Extension 
6 Pt. 8, 10, 12, 13, 15, 16, 17, 18, 19mm 3", (1) %" Bit Adaptor With Quick-Release Chuck, (16) Insert Bits #1, #2, #3 Phillips, Wera 05004047001 38UR82 


#1, #2 Pozidrive, 115, 120, 125, T27, T30, T40 Torx, 3, 4, 5, 6, 8mm Hex Plus 
¥s' Dr 12 Pt. Std. 8, 9, 10, 11, 12, 138, 14, 15, 16,17,18,19mm, — (1) ¥%" Drive Pear Head Ratchet 7", (2) Drive Extensions 3", 6", (1) Proto J52299 5C883 
¥e" Dr 12 Pt. Deep 8, 9, 10, 11, 12, 13, 14, 15, 16,17, 18,19mm_ _ Breaker Bar 8%", (1) Universal Joint, (1) Blow Molded Case 
1) ¥s" Drive Flex Head Ratchet 9°, (1) Universal Joint, (1) Wobble Extension 
", (2) Flexible Locking Drive Extensions with Free-Turning Sleeve 5", 8", (1) 
43 6,7, 8, 9,10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 24mm _ Sliding T-Handle 61%", (1) ¥%" x 1%" Bit Adaptor With Quick-Release Chuck, (18) Wera 05003594001 SEPN4 
Insert Bits 3, 4, 5, 6, 8, 10mm Hex Plus, 110, T15, T20, 125, T27, T30, T40 
Torx, 5-1/2mm Slotted, #2, #3, Phillips, #2, #3 Pozidrive, (1) Metal Case 


aye (1) ¥s' Drive Pear Head Ratchet 7", (3) Drive Extensions . 6", 12", 
57 20,21. 22min 9 12 Pt ap 6, 7,879. 10,11, 12,43, 14.45, (1) Breaker Bar 776’, Sareea Hl Handle 1674", (1) Proto  J52226 ~=- C885 
17°18 19mm’ 34" Dr 12 Pt. Flex9. 10. 11.12.13. 14.15mm _ liding T-Handle 8", (1) Ratchet Adapters, (10) Socket Bits 4, 5, 6, 7,8, 
sae a ae he ee 10mm Hex, #2, #3, #4 Phillips, 4" Slotted, (1) Metal Tool Box 


SAE and Metric 
¥s" Drive 12 Pt. std.: 6mm, 7mm, 8mm, 9mm, 10mm, 
93 11mm, 12mm, 13mm, 14mm, 15mm, 16mm, 17mm, 
18mm, 19mm, 20mm, 21mm, 22mm, 23mm, 24mm, 
25mm. ¥" Drive 3", 6" Extension. %" Drive std. Ratchet 
30 ¥s' Drive 12 Pt. std.: 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm, %" Drive Pear Head Ratchet 7", (2) Extensions 3", 6", Breaker 


— Westward 53PN36 53PN36 


34" Drive 12 Pt. Deep: 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm Bar, Universal Joint, Foam Organizational Tray Proto = Jo2222K = BAJG26 
Ve Dr 12 Pt. Std. He", 3", Vac Va" He", HW", Wel, Ve, 
1%6", 7", 8, 9, 10, 11, 12. 13, 14, 15, 17, 18, 19mm, 3%" Socket Set (33HE11), Storage Toolbox (1AC37) Proto J52230-1  33HEO3 


34 Dr 12 Pt. Deep %, “6, 2, %6, ¥%, Me, 4, Ae, %" 
¥s' Dr 12 Pt. Std. Ye, 4", As’, 2", He’, ¥', Me’, 4", 
16", %", 8,9, 10, 11, 12, 138, 14, 15, 17, 18, 19mm, %" (1) %" Drive Pear Head Ratchet, (2) Drive Extensions, (1) Universal Joint Proto J52230 33HE11 
Dr 12 Pt. Deep %, “6, ¥2, Ye, %8, Vis, %4, 6, 
¥s" Drive 12 Pt. std.: 4" Ya9" Vie, '¥32", ¥", Ae, 2", Ve’, %', 
Ye", Ya", Ae", Ze", 6", 1". ¥" Drive 12 Pt. std.: 6mm, 7mm, 
38 8mm, 9mm, 10mm, 11mm, 12mm, 13mm, 14mm, 15mm, Case 110” L x 7%” W x 2%” D Westward 53PN34 53PN34 
16mm, 17mm, 18mm, 19mm, 20mm, 21mm, 22mm, 23mm, 
24mm, 25mm. %'" Drive 3", 6" Extension. %" Drive std. Ratchet 
6 Pt. %4" Dr 6 Pt. Std. Va" Ve", ¥e", As, ¥2', Ve, ¥3, Ve, 
Yq", 13/6", ", 6, 7, 8, 9, 10, 11, 12 13, 14, 15, 16, 17, 18, (1) ¥%" Drive Round Head Ratchet 7%", (2) Drive SK 
19mm, %" Dr 6 Pt. Deep 34’, Ag, yp" 6, %e', 146, yf", Extensions 3", 6", (1) Blow Molded Case 
Wis, ve’, 10, 11, 12, 13,14, 15, 16, 17, 18, 19mm 


94547 12D204 


47 42 Pt. ¥e' Dr 12 Pt. Std. %4", %e', Ye", As’, V2", He, %', Me’, 
Ya", He", ZA’, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, (1) ¥e" Drive Round Head Ratchet 71%", (2) Drive SK 94547-12  12D209 
19mm, %" Dr 12 Pt. Deep %", Ae", Y2", Ve", ¥", Me", 94", Extensions 3", 6", (1) Blow Molded Case 
Me 8: 10, 14, 12, 13, 14, 15, 16, 17, 18, 19mm 
6 Pt. %" Dr 6 Pt. Std. 4", Ae", ¥e", Ae", 2", Ae", Ye", Ve’, 
49 Ya", He", Z’, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, (1) ¥e" Drive Round Head Ratchet 7%", (1) 1%" Thumbwheel Ratchet, (2) 


19mm, 34" Dr 6 Pt. Deep 3%", Ac", 4", Vie" 58", We", 34", Drive Extensions 3°, 6", (1) Universal Joint, (1) Blow Molded Case SK 94549 120208 
Ye", Ze", 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm 
Ye" Drive 12 Pt. std.: 4" , 432", Vie, '¥32", Ye", As, ¥2", Ve’, %', 
Ye", %", Ae’, %', Ae’, 1". %" Drive 12 Pt. Deep: 4", %2", Ae", 
1Ya9" Ye Ae, Ys ‘Ae’, a, Ye", Ya", Ae", %", 1%6', 1°. ¥" Drive 
12 Pt. std.: 6mm, 7mm, 8mm, 9mm, 10mm, 11mm, 12mm, 
73° 13mm, 14mm, 15mm, 16mm, 17mm, 18mm, 19mm, 20mm, — Westward 53PN33 53PN33 
21mm, 22mm, 23mm, 24mm, 25mm. %' Drive 12 Pt. Deep: 6mm, 
7mm, 8mm, 9mm, 10mm, 11mm, 12mm, 138mm, 14mm, 15mm, 
16mm, 17mm, 18mm, 19mm, 20mm, 21mm, 22mm, 23mm, 
24mm, 25mm. %" Drive 3", 6" Extension. ¥" Drive std. Ratchet 


No. of Mfr. Item No. of Mfr. Item 
gh ieees ‘ype. Includes Brand Model No. Pieces Type TES EER {ncludes Brand Model No. 
ocket Extension Sets 2, 3, 4, 6, 8, 10° 
7%, 13%, 192" Extensions, 6 _ Extensions, Plastic Tray Sk 4536 120271 
3 Locking SK 4516 12D276 ‘ i 
Plastic Tray 3 __ 1%, 3, 4, 6, 8, 10, 18, 24 SK 4538 120270 
4 —_— 1%, 3, 6, 12" Extensions, Plastic Tray SK 4514 12D275 Extensions, Plastic Tray 
4 Wobble _ 3, 6, 8, 12" Extensions, Plastic Tray SK 4524 12D274 3 WobbI 1%, 3, 4, 6, 8, 10, 18, 24" SK 4539 120272 


Extensions, Plastic Tray 
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SAE Set w/ east 
out Ratchet = 














NO. 20320 Metric Set w/out Ratchet 
No. 4JW30 
_ * : o M Wera 
® O 

Chrome 1,"'-Drive Socket Sets PrRoTo SK VA ee sceene 

No. of Sockets Item 

Pieces Included Includes Brand No. 
w/out Ratchet 
SAE 

Yo" Drive 12 Pt. Deep: 1°, 16", 1%", 16", 1%", 1%6', 136" — Westward 53PN64 

7 Yo" Drive 12 Pt. std.: 1", 16, 1%", 16, 1%", 1%6', 15" — Westward 53PN62 
Ys" Drive 6 Pt. Deep: 1°, 1%6', 1%", 16, 14", 16", 13%" — Westward 53PN60 
Yo" Drive 6 Pt. std.: 1°, 16", 144", 16", 114", 16, 13%" — Westward 53PN58 
Ys" Drive 6 Pt. Deep: %", Ae’, 42", Ye’, ¥", Vie’, 4", He", “%', He — Westward 53PN59 

10 Ys" Drive 12 Pt. Deep: %", Ae’, 4", Ye’, Ye", M6", %4", He", Z', Me — Westward 53PN63 
Yo" Drive 6 Pt. std.: 38", Ase, %', Ne, %', Ve, %4', Ae, Z', He — Westward 53PN5/ 
Yo" Drive 12 Pt. std.: %', Ae’, 2", Ae’, %', Me’, 4%", He, Z', He — Westward 53PN61 

11 Yo" Ve", ¥', Ye’, Ys", He’, Z%', He, 1°, 168, 1%" (1) Socket Rail 17", (11) Socket Clips Proto 15V181 

49 6 Pt. Deep: 2", %6", 4", Me", 4", He", Z', %6', 1", 1MY)8', 14%", 14" Socket Rail SK 20K411 
12 Pt. Deep: 2°, “e', %8', Ve", ¥4", H6', %", He", 1°, Ve’, 18", 1%" Socket Rail SK 20K405 

13-6 Pt. Std.: Ao’, 2", Ve", 9%", Ve’, Ha", He’, Z', He, 1°, 168, 1%", 14" Socket Rail SK 42W707 
ve" 6, Va", Ao, ¥', Me, %4', He, ZB, Hoe, 1°, 168, 1%', He), 1%" (1) Socket Rail 17", (15) Socket Clips Proto 50893 
ve Ne, Ve" Ne, ¥, Ne, %', He, “4, “oe, 1',1"%)8, 1%, He, 1%" (1) Socket Rail 17", (15) Socket Clips Proto 4JW24 

15 8 Ae, V2", Ao’, %', Me’, V1", He, ZA’, He, 1°, 168, 14%", He, 114" (1) Socket Rail 17", (15) Socket Clips Proto 5C887 
¥e' Ae, V', Ae, %, Ne, %', He, BZ, Ae, 1°, 1%)8, 1%', 1H), 1%" (1) Socket Rail 17", (15) Socket Clips Proto 50914 
¥e' Ae, V', Ae, %, Ne, %', He, BZ, He, 1°, 1%)8, 1%, He, 1%" (1) Socket Rail 17", (15) Socket Clips Proto 4JW26 
¥e' Ae, V', Ve, %, Ne, %', Heo, BZ, He, 1°, 1%)8, 1%', He, 1%", 16, 134", 16, 1%" (1) Socket Rail 17", (19) Socket Clips Proto 4JW27 
6 Pt. Deep: 32", Ae’, 2", Ye", %e", Me", 4", He, ZB’, Me", 1°, 

49 1"Ye', 1%", 1%e6', 1%", 1%, 196", 1/6’, 1%" Blow Molded Case SK 20K350 
¥e Ae, ', Ve, %, Ne, %', Heo, BZ, He, 1°, 1%)8, 1%, He, 1%", 16, 134", 16, 1%" (1) Socket Rail 17", (19) Socket Clips Proto 4JW23 
¥e' Ae, Ve', Ae, ¥%, Ne, ¥%', Heo, BZ, He, 1',1%)6, 1%, He, 1%", 16, 134", 16, 1%" (1) Socket Rail 17", (19) Socket Clips Proto 4JW28 
¥e' Ae, V', Ve, ¥%, Ne, %', Heo, BZ, He, 1°, 1%)8, 1%, He, 1%", 16, 134", 16, 1%" (1) Socket Rail 17", (19) Socket Clips Proto 4JW25 
Yo" Drive 12 Pt. std.: %", As’, 2", Ae’, %', Me, 4", He, %', Hoe, 1°, Ve, 

34. 1%", 1%6", 14", 16", 154". %" Drive 12 Pt. Deep: %2", Ac", 2", Ye", 4", — Westward 53PN56 


Hp", HA", el, a", He", 1", 16", 1%6", 1346", 114", 10", 136" 
V5 Drive 12 Pt. std.: 34", Zc’, 6", Vo", 5", The", 3", We", Ve", THe", 1", 1s", 1%", 

37. 1%6', 1%", 1546", 134’. %" Drive 12 Pt. Deep: 34, Ze", 14", ic", 56", M46", 34", 13/0" = Westward  53PN53 
7, 16", 1", Vie", 18", 16", 114", 140°, 154". %" Drive 3',6" Extension 


Metric 
Yo" Drive 12 Pt. Deep: 22mm, 23mm, 24mm, 25mm, 26mm, 27mm, 28mm, 29mm, 30mm, 32mm— Westward 53PN72 
10 Yo" Drive 6 Pt. Deep: 22mm, 23mm, 24mm, 25mm, 26mm, 27mm, 28mm, 29mm, 30mm, 32mm — Westward 53PN68 
VY" Drive 12 Pt. std.: 22mm, 23mm, 24mm, 25mm, 26mm, 27mm, 28mm, 29mm, 30mm, 32mm — Westward 53PN70 
Yo" Drive 6 Pt. std.: 22mm, 23mm, 24mm, 25mm, 26mm, 2/mm, 28mm, 29mm, 30mm, 32mm — Westward 53PN66 
Y2" Drive 12 Pt. Deep: 10mm, 11mm, 12mm, 13mm, 14mm, _ Westward  53PN71 


15mm, 16mm, 17mm, 18mm, 19mm, 20mm, 21mm 

Yo" Drive 6 Pt. std.: 10mm, 11mm, 12mm, 13mm, 14mm, 15mm, 
42 16mm, 17mm, 18mm, 19mm, 20mm, 21mm 

Y2" Drive 6 Pt. Deep: 10mm, 11mm, 12mm, 13mm, 14mm, 15mm, 

16mm, 17mm, 18mm, 19mm, 20mm, 21mm 

Y" Drive 12 Pt. std.: 10mm, 11mm, 12mm, 13mm, 14mm, 15mm, 

16mm, 17mm, 18mm, 19mm, 20mm, 21mm 


— Westward 53PN65 
— Westward 53PN67 
-_ Westward 53PN69 


10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24mm (1) Socket Rail 17°, (15) Socket Clips Proto oF 466 
15 6 Pt. Deep: 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24mm Socket Rail SK 20K409 
10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21; 22, 23, 24mm (1) Socket Rail 17°, (15) Socket Clips Proto 90902 
10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24mm (1) Socket Rail 17°, (15) Socket Clips Proto 4JW30 
94 6 Pt. Deep: 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24, 25, 26, 27, 28, 30,32mm _ Socket Rail SK 20K410 
12 Pt. Deep: 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24, 25, 26, 27, 28, 30, 32mm _ Socket Rail SK 20K408 
53 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24, 25, 26, 27, 28, 29, 30, 31, 32mm (2) Socket Rails 13°, 17°, (23) Socket Clips Proto 4JW31 
10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24, 25, 26, 27, 28, 29, 30, 31, 32mm (2) Socket Rails 17", (23) Clips Proto 4JW29 
24-10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24, 25, 26, 27, 28, 29, 30, 31, 32, 36mm — (2) Socket Rails 17°, (24) Socket Clips Proto 4JW32 


Yo" Drive 12 Pt. std.: 10mm, 11mm, 12mm, 13mm, 14mm, 15mm, 16mm, 17mm, 18mm, 19mm, 
4A 20mm, 21mm, 22mm, 23mm, 24mm, 25mm, 26mm, 27mm, 28mm, 29mm, 30mm, 32mm. 2" 

Drive 12 Pt. Deep: 10mm, 11mm, 12mm, 13mm, 14mm, 15mm, 16mm, 17mm, 18mm, 19mm, 

20mm, 21mm, 22mm, 23mm, 24mm, 25mm, 26mm, 27mm, 28mm, 29mm, 30mm, 32mm 

Yo" Drive 12 Pt. std.: 10mm, 11mm, 12mm, 13mm, 14mm, 15mm, 16mm, 17mm, 18mm, 19mm, 
47 20mm, 21mm, 22mm, 23mm, 24mm, 25mm, 26mm, 27mm, 28mm, 29mm, 30mm, 32mm. %" 

Drive 12 Pt. Deep: 10mm, 11mm, 12mm, 13mm, 14mm, 15mm, 16mm, 17mm, 18mm, 19mm, 

20mm, 21mm, 22mm, 23mm, 24mm, 25mm, 26mm, 27mm, 28mm, 29mm, 30mm, 32mm 


— Westward 53PN54 


Westward 53PN55 


w/Ratchet 
SAE 
12 Was’, vo", He", He", Wie", Ya", He", TA", He", 1" prensene Blea Molded Cad pie Proto 5C891 
16 12 Pt. Stdl.: Vc", 145", 45", 6", "Ve", %a", He", 74", He", 1", 16", 114", 114" a preaker Ga 16 Blew Molde Extension SK 20J994 
Y,', The", Vo", Vie’, Ws", Vas", Ys", "Vie", Vs", He", 1", Vie’, 116", 10", 174" a Serta ioye Ge Medea Proto 5C894 
6 Pt Std: %6", Zs", 46", Yo", 54", 6", Ya", He", TA", He", 1", 10", 1%", 136", 114" . Breaker bar ty Blow Molle Caco Extension Proto 5NAX1 
. Y,', Te", Vo", Vie’, Ws", Vas", Ys", "Vie", Vs", He", 1", Vis’, 116", 10", 14" a rele ear teye Blow Molec Proto 50895 
12 Pt Std: 34", Vic", ¥o", Vie", 96", "Vie", 34", "Ve", Va, Het, 1", 1c", 116", 10", 1%" Beater Gar teoee Blo Malic Gace exiension Proto 5NAXO 
Vo" Drive 12 Pt. std.: 34", As", Vo", He", 54", he", 4", "Vie", 70", 1He", 1", 1 Vie", 116", 1%", 174" Breil Bir (Gye ELT OT EEa OMe Tea Proto -54JG27 
We Drive 6 PL std: ¥,', The", Yo", Vis", 98", "Vie", Ha", "Me", Vs, He", 1", Vie", 1V6", 18", 174" sreale! Bar 15ye beam Groaned one Ten Proto  54JG28 
| CONTINUED | } 
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SAE & Metric 
Set w/Ratchet 


ITT No. 12D205 


ina Mi 
Chrome ‘4"-Drive Socket Sets Wera 
No. of Sockets Item 
Pieces Included Includes Brand No. 
w/Ratchet (Cont.) 
SAE (Cont.) 
6 Pt. 2" Dr 6 Pt. Std. Ae’, 4", Ne", %", Ne’, 4", He", Z', Me’, 1°, Y." Drive Round Head Ratchet 10%’, Drive Extension K 90K412 
og el, 118, 1%, " Dr Deep 12", He’, 6", "Vis, SA, THe", 16 5", Breaker Bar 16", Blow Molded Case 8 OKA 
{2 Pt. Std.: %" Dr 12 Pt. Std. Vs", 2", Ve", 54", isk, Ve He", A", He, 1 4" Drive Round Head Ratchet 100", Drive Extension ay are 
1Vie", 13", 1¥", Vo" Dr 12 Pt. Deep ¥%', Ne", Hs", Vie", Ha", 13, 7 5" Breaker Bar 16", Blow Molded Case 
(1) 2" Drive Pear Head Ratchet 10", (3) Drive Extensions 
26%", Ve", Vo", Vie", 1%o", He", Var", Vie", Ya", 250", ie", Th", He", 3V90", 1", Vie", 1%", 136", 1¥4" 2%", 5" 10", (1) Breaker Bar 18%", (1) Universal Joint, Proto 50888 
(1) Speed Handle 18%%c', (1) Metal Tool Box 
) Yo" Drive Pear Head Ratchet 10", (2) Drive Extensions 5°, 
27 The", Yo", Vs", 56", Vie", a", Me", 74", He! 1", Vie", 1%6", 14", 94’ Spark Plug ee ae : 4) Pali eeu A Proto 50897 
H's, Vo", Vs", Va", 146", 94, (1) Metal Tool Box 
6 Pt. Std.: 2" Dr 6 Pt. Std. %", Ve, B" Ve’, HK", ie", He", Hie’, Th", He T" (i ) V5" Brive Round Head ratchat 10e (2) Drive Extensions 

2816" 1 ¥8", 14, 5" Dr 6 Pt. Deep 15", 94s", 96", Te", 4", THe", Te", Tet, 1" 2" 5", (1) Breaker Bar 16", (1) Universal Joint, (1) Tool Box SK 20K4Ts 
12 Pt. 2" Dr 12 Pt. Std. 34", Zc", 6", ie", 54", he", Ha", He", A", ie’, 1 16", 1%", (1) %" Drive Round Head Ratchet 105", (2) Drive 
1V4". Yo" Dr 12 Pt. Deep 15", Ye", 96", "tha", a", He", 7A", He", 1" 1 Vie", 144, 14! Extensions 5", 10", (1) Breaker Bar 16", (1) Tool Box SK 205996 
A Dr 12 Pt. Std. ¥4", Ae", Vo", He", 94", Wie’, a", He, A", He, 1, Tie, 18, 1H" (1) %" Drive Pear Head Ratchet 10", (2) Drive Extensions 

30% Dr 12 Pt. Deep 14", ie", 54", Vie", 94", "He", Ve", 1He', 1", 1s", 16, 1h 5" 10°, (1) Breaker Bar 15%", (1) Blow Molded Case Proto 56896 
12 Pt. 2" Dr 12 Pt. Std. 34", Ac’, 6", Ae", 54", The" He", He", TA", He", 1", Te", 1 (1) %" Drive Pear Head Ratchet 1014", (2) Drive Extensions 
1Vi'. Vo" Dr 12 Pt. Deep %", Ys", 96". Me", Ya", ek, 7A", He, Wer 1448, 1A 5" 10°, (1) Breaker Bar 15%", (1) Blow Molded Case Fito ane 
1" Drive 12 Pt. std.: 34", Zc’, 6", Ve", 54", We", Ha", He" Te", Hie, 1", 16", 1%", 17, 4" Drive Pear Head Ratchet 10°, (2) Extension 5", 10° aie =AG7 
Yo" Drive 12 Pt. Deep: ¥%2", %e', ¥e", V6", ¥4", eo", Ze", He’, 1", Me", 1%", 1%" Breaker Bar 1534", Foam Organizational Tray 
i" Drive 12 Pt. std.: 34", Ac", 10", Vie", 54", Te", a", He", TA", Wiel, 1", 16, 1", 1V8 5" Drive Premium Pear Head Ratchet 10/1/2", (2) Extension 

31 1" Drive 12 Pt. Deep: 14", 46", 4", 16, 4", "Ve", 74", Hel, 1", Vet, 14, 1a 5" 10°, Break Bar 1594’, Foam Organizational Tray Proto 54JG30 
1" Drive 12 Pt. std.: 94", Ze’, 12", Vie", 94", he", a", We", A" Wael, 1", THe", 18", 1, V4" Drive Precision 90 Ratchet 11", (2) Extensions 5" ane rica 
Yo" Drive 12 Pt. Deep: Y%2", Ye", ¥e", Me", ¥4", We", Ze", He’, 1", Me", 1%", 1%" 10", Breaker Bar 1534", Foam Organizational Tray 

(1) ¥2" Drive Flex Head Ratchet 11°, (1) Universal Joint, (1) 
cee ee Si (2) Say Pee wk ae 
38%", Te", Yo", Ve", 56", ie", Va", Me", Ve", He", 3V50", 1", 1s", 114", 1%", 1% (4) a Bit Adanior With Ghicicbelerse Chuck, (13) Insert Wera 5EPP3 
Bits 5, 6, 8, 10mm Hex, #3 Phillips, #3 Pozidrive, T20, 
125, 130, 140, 145, T50, 155 Torx, (1) Metal Case 
; errr tie u ayn «7K ih payin hq pa » (2) ¥%" Drive Round Head Ratchets 10%e', 15’, (3) Drive 
12 Pt. 2" Dr 12 Pt. Std. 34", Ac", 4", Ye", 54", "he", Ha", ie", Ze", He", 1", 18", 1V8', 1V4", 1546", ee 

40 456", 17/6", 1146", V6" Dr 12 Pt. Deep 14", Vie", 6", Ts", 34", "Ve", 16", He", 1", 1s", 1146", 1%e", 114" Prensa 5 THandle 10°%e. C1 ATER ea er on 205997 
5 Dr 8 Pt. Std. %", ae", Vo", Ve", He", Tie", Va", He", Ze", 1", Vo" Dr 12 Pt. Std. (2) 4" Drive Pear Head Ratchets 10°, 16°, (3) Drive Extensions 
Vs", Te", Vo", Ae", 92", 54", Vie", Va", an", 13a", 7h", 20", 16", 1", 1 Vie", 144", 2%", 5", 10", (1) Breaker Bar 185", (1) Universal Joint, (1) Speed Beats 5898 
136", 114, 1%", 134", 1s", 1%", ¥6" Dr 12 Pt. Deep 14", %e', 94", "Mek, 4", Handle 18", (1) Sliding T-Handle 81", (1) Ratchet Adapter, (1) 14" 

146", Va", 146", 1", 1s", 146", 14", Vo" Dr 12 Pt. Flex 12", Ye", 4 Drag Link, (7) Socket Bits V4", 46", 34", “ie, V2", Ye", 54" Hex 

65 Ys" Dr 8 Pt. Std. 94", As", Ys", Ye", 6", Vee", Va", 1346", 7", 1", Vo" Dr 12 Pt. Std. (2) he Drive Pear Head Ratchets 10 , 16", (3) Drive Extensions 
7" TA", Yo" Ae", 19/30" 5/e", 1g" 3" 25/30" 13/6" TZ", 29/30" 15/46" le 1%", 1%", 2” ; 5 ; 10 ; (1) Breaker Bar 18% ; (1) Universal Joint, (1) 

16, 14", 1%’, 136", 1/6’, 1%") Y," Dr 12 Pt. Deep Yr" Ye", ys" 1Vg" Va" Speed handle 18 5 (1) Sliding T-Handle 8% (1) Ratchet 7 Proto 5C899 
1%6", He", THe", 1, 1 Vie", 1¥6", 1¥, 6" Dr 12 Pt. Flex 14", 946", 54" sy ee Hex (i ADrawer top Chest With a Ae 

Q i , : j 2, 716 , 78 ; 7 
i" Drive 8 Pt. std.. 34", Vic, 2", Ve", 54", ie", Ha", He", 7H", 1", Vo" Drive 12 Pt. 4" Drive Pear Head Ratchet 10°, 16", (3) Extensions 21" 

gg Std: 94", Vic’, 3", No", 1960", 96", Viel, Yi!, 242", Vie, Wel, 2a", He! 1", 1Ve', 5" 10", Break Bar 189", ¥4" Black Oxide 8%", Sliding Pati aigas 

14", 1346", 170", 156, 196", 176", 1%", Vo" Drive 12 Pt. Deep: 12", 4s", 54", Mie" T-Handle 34", Universal Joint, (7) Socket Bits 1", *', 34", 
Ya" 6", Ze", He", 1", Me", 1%", 1%", %" Drive 12 Pt. Flex: %", %e", Ye" Ve", ¥", Ac’, Ye’, Adapter, Foam Organizational Tray 
Metric 
Yo" Drive Pear Head Ratchet 10", Drive 
16 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23mm Extension 5" Blow Molded Case Proto 50900 
(1) Y2" Drive Pear Head Ratchet 10", (2) Drive Extensions 5’, 10", 
22 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24, 25, 26mm '4} Breaker Bar 1854", (1) Universal Joint, (1) Metal Tool Box Proto 50903 
(1) Yo" Drive Pear Head Ratchet 10", (3) Drive Extensions 2%", 5, 

7 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24, 25, 26, 27, 28, 29, 30, 32, 36mm Soh (1) Breaker Bar 159%" (1) Universal Joint, (1) Blow Molded Case Proto 50904 
{2 Pt Std: 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 27, 22, (yy 1% Drive Pear Head Ratchet 10%", (3) Drive Extensions 2", 5", po rer 
DrPH S107 f Sata TROL 17, 18, 19, 20, 21, 22, 23, 24, 25 (1) Die Pe Head Fe iy 7 mera Dra Bow Molded Case 

2 UI : : : ; ; ; : ; ; ; ; ; : : ; ; ; : 2 Urive Fear Hea atcne rivé Extensions 

31 26mm, %" Dr 12 Pt. Deep 16, 17, 18, 19, 20, 21, 22, 24, 25, 26mm 5" 10", (1) Breaker Bar 15%", (1) Blow Molded Case Proto 56907 
12 Pt. 2" Dr 12 Pt. Std. 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24, (1) Ys" Drive Pear Head Ratchet 101", (2) Drive Extensions sie auAyE 
25, 26mm, ¥%' Dr 12 Pt. Deep 16, 17, 18, 19, 20, 21, 22, 23, 24, 25, 26mm 5" 10", (1) Breaker Bar 1534", (1) Blow Molded Case 

(1) 2" Drive Flex Head Ratchet 102%2", (1) Universal Joint, (1) 
cies ee a (2) eto (4) slid ave ete 
with Free-Turning Sleeve 5", 10", iding T-Handle 10", 
37 6 Pt Std: 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 24, 27, 30, 32mm (1) Ye Bit Adaptor With Quick-Release Chuck, (1) Ratchet, Wera 5EPP1 
(17) Sockets, (13) Bits: 5, 6, 8, 10mm Hex, #3 Phillips, #3 
Pozidrive, 120, T25, T30, 140, 145, T50, 155 Torx, Metal Case 
12 Pt. 4" Dr 12 Pt. Std. 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, @) 4 Drive Round Head Ratchets 1036’, 15", (3) Drive Extensions 
24, 25, 26, 27, 28, 29, 30, 31, 32, 36mm, 1" Dr 12 Pt. Deep 10, 11, 12, 13, 5", 10", (1) Breaker Bar 16", (1) Speed Handle 181’, (1) SK 20K357 
14.15, 16, 17, 18, 19, 20, 21, 22, 23, 24, 25, 26, 27, 28, 30, 32mm Sliding T-Handle 10*%c', (1) Universal Joint, (1) Tool Box 
5442 Pt. 6" Dr 12 Pt. Std. 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, (2) 2 Drive fea Head a 10", 1G’, (9) Drive 
iy Extensions 2%", 5", 10", (1) Breaker Bar 18%", (1) 
22, 23, 24, 25, 26, 27, 28, 29, 30, 32, 36mm, %" Dr 12 Pt. Deep 10, unversa Joint, (1) Speed Handle 18°. (1) Sliding T-Handle Proto 50905 
11,12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 24, 25, 26mm 35" (6) Socket ice S40 2 14 Hes 
SAE, Metric 
6 Pt. 2" Dr6 Pt Std. 2", Vic, He", Te", Va", He", Te", We", 1", 1", 1%", 10, 11, at ; 
12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24mm; 1%" Dr 6 Pt. Deep 14", es", eee SK 120207 

47 Me! 4’, He", 7A’, *%e', 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm xtensions 2’, 9°, (1) Blow Molded Case 
12 Pt. 2" Dr 12 Pt. Std. %", Ye", 4", Vie’, Ve, He", ', He", 1", THe", 1", 10, ae 
11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24mm, %" Dr 12 Pt. Deep %", (1) ¥2' Drive Round Head Ratchet 10%e", (2) Drive SK 120205 
He", He", Ws, Va', He", VA", Heo", 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm Extensions 2’, 5°, (1) Blow Molded Case 

No. of Mfr. Item 

Pieces Type Includes Brand Model No. 

Socket Extension Sets 
3 Standard 5, 10, 20" Extensions, Plastic Tray SK 4114 12D283 
a] Standard 2.3. 0, 10, 10° Extensions, Plastic Tray SK 40165 12D284 
5 Wobble 2, 3, 5, 10, 15" Extensions, Plastic Tray SK 40208 12D285 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


769 





HAND TOOLS Scan. Order. Done. 4 es 
Socket Sets Details on page Al. 





SLOOOOOS 
00000000000 






SAE Set w/ 














out Ratchet 
No. 20K351 SAE Set w/Ratchet 
No. 6A540 
SAE Set w/ 
Ratchet 
No. 4YP81 
Chrome 3/;"-Drive Socket Set SK° Serr * wisrwarp 
rome Yq -Drive sOCcKet oeItS 
No. of Sockets Mfr. Item 
Pieces Included Includes Brand Model No. 
w/out Ratchet 
SAE 
12 Pt. Std.: 4", 6", 4", We", 1°, Ye", 144", He’, 
25 1%", 1/16", 136", 16", 1%", 1X6", 198", 116", 134", — SK 94725 20K351 
113%6", 17%", 2", 2vie', 28", 26", 2a", 23" 
w/Ratchet 
11. 12 Pt. Std.: 1%6", 1%6", 18", 1%", 16", 15346", 16", 1%", 1%" ¥4" Drive Round Head Ratchet 18", Drive Extension 8", Tool Box SK 4711B 20K445 
13 A, He", 1", 16", 1¥%", 116", 1%", 146", 196", 160", 1%" ¥4" Drive Pear Head Ratchet 20", Drive Extension 8", Metal Tool Box Proto J55100 5C908 
50 7", 1/6", 1", Me", 1%", 1%", 16", 134", (1) 34" Drive Pear Head Ratchet 20", (2) Drive Extensions 8", 16", (1) Bigio J55102 1AF26 
1/6", 1%", 1%", 194", 1'%6", 17%", 2" Breaker Bar 20", (1) Sliding T-Handle 20", (1) Metal Tool Box 
4 7", We", 1", Me", 1%", 16", 1%", 1H", 156", (1) %" Drive Quick-Release Ratchet 20", (3) Drive Extensions Westward _ 4YP81 
1”6", 12", 1%", 134", 11%6', 1%", 2 4" 8", 16", Sliding T-Handle 18", (1) Blow Molded Case 
25 12 Pt. Std.: %", ie", 1", Vie", 1%", 10", 1%", 16", 134", (1) 34" Drive Round Head Ratchet 18", (3) Drive Extensions 3", Sk 4725 120206 
1/6", 1%", 1%6", 16", 1116", 154", 1160", 1%", 2", 2%", 24" 8", 16", (1) Sliding T-Handle 18", (1) Blow Molded Case 
99 7B", Ae", 1", Me", 14%", 16", 1%", 16", 13%", 16", 1%", t") ¥4" Drive Pear Head Ratchet 20", (3) Drive Extensions 4", 8", 16’, {) Breaker Praia J55104 6A540 
1%6", 146", 1116", 14%", 116", 1%", 2", 2Ve', 26", 24", 258" ar 20", (1) Universal Joint, (1) Sliding T-Handle 20", (1) Metal Tool Box 
Metric 
(1) %4" Drive Pear Head Ratchet 20", (2) Drive Extensions 
19 24,25, 26, 27, 28, 29, 30, 31, 32, 35, 36, 38, 41, 42, 46mm 8". 16", (1) Breaker Bar 20°, (1) Metal Tool Box Proto J55200 50910 
(1) %" Drive Quick-Release Ratchet 20", (3) Drive Extensions _ 
21 19,21, 22, 28, 24, 26, 27, 29, 30, 32, 35, 36, 38, 41, 46, 50mm 4" 8", 16", Sliding T-Handle 18", (1) Blow Molded Case Westward 4YP83 
98 21, 22, 20, 24, 25, 26, 27, 28, 29, 30, 32, 35, (1) 34" Drive Pear Head Ratchet 20", (2) Drive Extensions 4", 8", (1) Breaker Proto J55202 1AF29 
36, 38, 41, 42, 46, 50, 54, 55, 58, 60mm Bar 20", (1) Universal Joint, (1) Sliding T-Handle 20", (1) Metal Tool Box 
Seeeaegerce 
D@QQQDSO9 
a | 2 j | ®, i = a &) 
AARAAA®,2O06¢ . 
i ———— —— : ; =) 
a an a — — 
@ ->_ 
— No. 1 
No. 50911 ovens 
"Dri *Wistwarp TEC 
Chrome 1"'-Drive Socket Sets PROTO 
No. of Sockets Mfr. Item 
Pieces Included Includes Brand Model No. 
w/Ratchet 
SAE 
12 Pt. Std.: 16", 112", 1%", 116", 154", 1) 1" Drive Pear Ratchet Head, (1) Universal Handle 22", (2) Drive __ 
47 LAN 28, 26", 20", 230", 2% Eaancinne 6", 16", (1) Sliding T Drive Plug, (1) Metal Case Westward 42woz2 
16", 1%", 16", 1%", 16", 134", 1A6", 1%", 1" Drive Pear Head Ratchet 26", Drive Extension Proto J57100 50911 
1%", 1%Me", 194", 110", 17%", 2" 8", Breaker Bar 27", Metal Tool Box 
99 12 Pt Std: 11%", 1%", 16", 17%", 2", 256", 244", 25", (1) 1" Drive Pear Head Ratchet 26", (2) Drive Extensions 8", 17", (1) Proto J57102 50912 
22" 2% 6", 298", 294", 216", 3°, 38", 3" Breaker Bar 27", (1) Sliding T-Handle 28%", (1) Metal Tool Box 
99 1Vi6", 1%", 160", 14", 16", 134", 16", 1%", 1%", 116", 1", (1) 1" Drive Pear Head Ratchet 26", (2) Drive Extensions 8", 17", (1) Prato J57104 50913 
2" 2%6', 244", 298, 2V2", 2%6", 24", 294", 216", 3", 3V8', 3%" Breaker Bar 27", (1) Sliding T-Handle 287", (1) Metal Tool Box 
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GRAINGER CHOICE° HAND TOOLS 
Find the wy. Find Solutions. Find Great Prices. Socket Sets 











* wesnwarD SK° PrRoToO - Hex Metric Set Hex SAE Set 
No. 4JV94 No. 20K467 
Hex and Torx® Bit Socket Sets 
Bits are machined pressed into the socket for maximum strength. 
No. of Drive Sockets Mfr. Item 
Pieces Size Included Includes Brand Model No. 
all Hex - Metric 
ong Ball En 
u 3 if a) J a I a) ic i) 
¥ 345678 9 10mm Socket Rail SK 19748 20K472 
Hex - Metric 
4" 5 5 6mm ocket Ral 1 437 
6 Vy 2253.45 6mm 6%" Socket Bar, 4" Socket Cli Proto J4770-6 ~—3R779 
ve" 6, 8 10 {2 14 17mm 9" Socket Bar. in Socket Cli Proto J5441-SM 3R749 
Ve" 6, 8 10, 12, 14, 17, 19mm Westward 54TM92 54TM92 





0 mm ocket Ral 
6 8 mm 4 socket Bar, ¥ Socket Cl roto - 
5 45 6,7, 8, 10mm Socket Rail SK 19726 20K469 
ong Ball En 
8 mm — estwar 
Short 
8 mm 4 Socket Bar, ¥s Socket Cli roto - 





(} 4,43, Ye, 73, 16, 732, /32 4 9ocket Bar, ¥% Socket Cli roto - 





3" 3", ¥32' Vie, a2, V4. Ye, ¥s, 4, 5, 6, 7 mm ocket Clips and Ral roto 1 
Faris, Pozidriv®, Slotted - SRE, Metric 


crewdriver 
1 





6 4" 5 5 12/7 4" Socket Bar, %" Socket Cli roto 1 50625 

Hp" 115, 120, 125, 127, T30, 140 6%" Socket Bar, %" Socket Cli Proto J5238C 5C627 

8 Hp" 115, 120, 125, 127, T30, 140, 145, T50 9" Socket Bar. yi Socket Cli Proto J5239C 50626 
ii ii ii iii : 1 ; ii : : ii : 4 



















al 
. ; 5 
4" ¥3', Vo" V4" Drive: 5 5, 12/ . %' Drive: 5, 150, 155. 2" Drive: ocket Ral 4 
Torx® - SAE 
8, ¥4 Ya Drive: . Ys Drive: ocket Ral 
Female Torx® 
6 Vy" £4, E5, £6, E7, E8, E10 Socket Rail SK 44950 42W714 
4,93, Y2 Y4 Dr 6 Pt. Torx s Dr 6 Pt. Torx > Dr 6 Pt. Torx ocket Ral 
13 3%, wrt UO PI lorx E4, Bo, £6, E/, £6. 7 Dro Ft. lorx E1U, Ele, Socket Rail SK 19761  42W710 
» 79s 7 E14, E16. %" Dr 6 Pt. Torx E18, E20, E22, £24 
‘amper Proof Torx 
3 4" 1 5 5, 12/ — estwar 5 54 
g 5 5, laf 5 


1 — estwar' 5 54 








7 4" by) a. le — estwar 3 54TN14 
a ° D, ler 5, 147 _— estwar 3 54 
4’ Dr Torx 18, 5s loe eos lets . Ys Dr Female Torx £4, E5, E6, E7, E8. “4° Dr Tamper-Proo 
35 Va", ¥", Y'T7, T8, 110, 115, T20, 125, 127, T30. ¥e" Dr Tamper-Proof T40, 145, 147, 150, 155. %s" Dr Female Torx Blow Molded Case SK 19763 12D293 
E10, £12, E14, E16. %" Dr Tamper-Proof 140, 145, 150, 155. ¥%" Dr Torx T60. 4%" Dr Female Torx E18 
Torx® - SAE, Metric 


ex, TOrx otte HIPs, FOZIGrIV 





4° Drive: Eto, , ben; bei, orx, 4", %2', Ae Slotted, #1, #2, Phillips. 
33 Ye", Ya" Ye" Drive: T40, T45, T50, T55 Torx, %", 942", Ve", 2", V4", 46", ¥%", 2, 2.5, 3, 4, 5, Blow Molded Case SK 89039 20K419 
6, 7, 8, 10mm Hex, #4, #5, #6 Slotted, #1, #2, #3 Phillips, #2 Posidrive 
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HAND TOOLS Scan. Order. Done. 
Ratchets & Sockets Details on page A1. 





No. 12D245 | Tip Overall Item 


Size _ Length Brand No. 
a, Hex and Torx® Bits 


Ball Hex, Standard Socket 
Depth, 6-Point 
Ye" 1%" Westward 54TM42 
32" 1%" +~Westward 54TM43 
ge aes westward ae 
mm 16" estward 54TM5 
eaten 5mm _1'%e" Westward 54TM60 
6mm 116° Westward 54TM61 


® 
® Hex, Extra Long Socket Depth, 6-Point 
Zoek “Wistwarn SK WW ee imme aa eee 


%32" 4%" Westward S4TL97 





No. 54TL95 





























il H H Ace 4%" Westward 54TL98 
Y,"-Drive Ratchets, Sockets, and Accessories Tet 49 — Westward 4TL99 
ms ; eee Yq 4%" Westward 541TM01 
Mechanic's tools are industrial-grade for heavy-duty applications and production use. ig! 495° Westward 54TM02 
j a j j j 4mm 43" Westward 54TM20 
Sockets are professional-quality chrome vanadium and fully polished. Hex. Standard Socket Depth, O-Point 
Overall Item Overall Item Vie 178° Proto 426H35 
Description Length _—_Brand No. Description Length _ Brand No. %e4" 14 Proto 426Ho1 
Ratchets pocket 7 Gapter gel a ¥3" Yo" Chrome — SK 12D255 an es pote pate: 
Pear Head ocket Adapter Set, 1", i 64" 8 roto 
4° Min. Arc Swing, Black Oxide 51%" Proto 53GL90. —_%", %'. Full Polish 1%" Westward 54PR15 Ve" 1is" Proto 426H38 
4° Min. Arc Swing. Full Polish 51%64" Proto 53GL89 Socket Adapter Set, Va" Chrome 2 4" 6" SK 42W713 Yea" 172° Proto 426H58 
" 9; Q" Proto 53GL91 Socket Adapter, /%'", Full Polish il Proto 426H19 32" 17° Proto 426H49 
4.2° Min. Arc Swing, Full Polish 5¥%" Westward 440G11 Socket Adapter, %", Chrome 1/6" SK 12P878 Vie 172° Proto 426H42 
5° Min. Arc Swing, Full Polish 7¥%s' ‘Westward 440G10 Socket Driver, /%", Full Polish Chrome 6" Proto 426324 Yr" 1%' Proto 426H54 
6° Min. Arc Swing, Chrome oH. 5 eee pocket storage Bat wi 6 Clips Fé Proto 3R627 oh es pote ae 
on ; ; 5'Vi6. roto 4 5 niversal Joint Set, 1%", a8 16. 8 roto 
eee 5%" Proto 426G34. 34", 4", Full Polish 27s" Westward S4PR12_ 9 > 5mm 17%" Proto 426H40 
P 616" Proto 426633 Universal Joint, 4", Full Polish 11Y30" Proto 426J25 2mm 1%" Proto 426H41 
9.5° Min. Arc Swing, Satin as Wera _ 38UR/8 Universal Joint, Full Polish 1¥e' Westward 54PR13 3mm 1%" Proto 426H46 
15° Min. Arc Swing, Black Oxide 2. Proto 50603 Socket Extensions 4mm 17%" Proto 426H47 
15° Min. Arc Swing, Chrome oy Proto 4LV06 Chrome 10" _ Westward 54PP96 mm 1%° p foto 426H52 
15° Min. Arc Swing, Full Polish a Proto 426632 1439" Proto 190383 6m 17° Pro 426H53 
Pear Head, Flexible Chrome, Locking 10° Proto 190382 Hex, Standard Socket Depth, 6-Point 
4° Min. Arc Swing, Full 9" Proto  53GL92 Flexible Extension, Chrome oY" Proto 1AF50 ie 1%" Westward 54TL87 
Polish, Flexible Head Flexible Socket Driver, Chrome 674" Proto 1AF55 P32" 1%" Westward 54TL88 
4.2° Min. Arc Swing, Full Polish D- Westward 53YV7/6 Full Polish 3 Westward 53YV66 Ya 1%" Westward 54TL89 
Pear Head, Quick Releate 4 ei Westward aaa r V6" R Ms ee SeTLap 
429° Min. Arc Swing, Chrome 674" Westward 54RY23 . . i roto 5 amper Resistant Torx®, Standar 
Pear Head, Sealed Locking Extension, Chrome 6" Proto 5HL99 Socket Depth, 6-Point 
8° Min. Arc Swing, Black Oxide oY" Proto oME83 Socket Adapter, 2", Chrome 2" Proto 4CK49 110 1%" Westward 541TN19 
Round, Flexible Head Socket Extension. V4". Full Polish ol Proto 426G53 715 1%" Westward 54TN20 
5° Min. Arc Swing, Chrome 62" Proto 2CEG1 amid 10° Proto 426G56 120 1%" Westward 541TN21 
Round, Small Head Soekatedensinn:. 42° cul 2" Proto 426G51 izo 1%" Westward 541N22 
5° Min. Arc Swing, Black Oxide Ay Proto 2CEF9 Polish. Aerospace Certified 6" Proto 426G54 18 1%" Westward 54TN18 
Round Head P 14%2" Proto _426G58 Torx®, Standard Socket Depth, 0-Point 
9° Min. Arc Swing, Black Oxide Ay," Proto 19C364 2" Proto _426G52 T10 1%" Proto 426H26 
6° Min. Arc Swing, Chrome Ay SK 12D242 Wobble Socket Extension, 1%", Full Polish 4" Proto 426G59 715 1/2" Proto 426H27 
9, 642" SK 12D243 6" Proto _426G55 T20 1%" Proto 426H28 
Ratchets, Specialty oN Proto 190384 725 1/2" Proto 426H29 
Breaker Bar, 4’, Full Polish, 53 Proto  426G25 Wobble Socket Extension, Chrome 6" Westward 54PR04 127 1%" Proto 426H30 
Aerospace Certified 10" _ Westward 54PR05 130 194" Proto 426H31 
Breaker Bar, Chrome 942" SK 12D245 Wobble Socket Extension, Full Polish ah Westward 53YV68 Torx®, Standard Socket Depth, 6-Point 
Sliding T-Handle, Chrome Ay" Proto 1AF44 Socket Extension Sets T10 1%" Westward 54TN08 
Socket Accessories 3 pc. Chrome 3,6, 10° Westward 54PP95 115 1%" Westward 54TN09 
Adapter, 4" Fx %M, Locking, Black Oxide 2%6 Proto  30GM/3 3 pc. Wobble Socket 3"6"10" Westward 54PR03 120 1%" Westward 54TN10 
pie Se i x oat ru Polish a7 westware aE : Extension Set, Chrome , "31 5 ve is westward a 
agnetic Bit Driver, Full Polis 16. estwar ; ; a ye ow fé ¥," estward 54 
Socket Adapter Set, 7 ~ a ne? wo eee gto. 14 SK 12257 130.1%" Westward 54TN13 
8, V2", 74’, Chrome 6 pc. Locking, Chrome “08 A? Proto  6XW19 a ie Westward Sate 
Socket Overall Item Socket Overall Item Socket Overall Item Socket Overall Item Socket Overall Item Socket Overall Item 
Sizes Length _ No. Sizes Length _No. Sizes Length No. Sizes Length No. Sizes Length _No. Sizes Length _No. 
6-Point, Standard 4mm iy 53YR30  6-Point, Standard 732" 1%" 429M94— 1%" 1" 53YP99 omm Zz 53YR54 
WESTWARD 4.5mm 2' _538YR31 PROTO Ya" Ze A29M35 2" 1" 538YR01 5.omm 2' _ 538YR55 
/32" 1" 538YP74. = 55mm 2’  58YR32 = Ye ‘429198 Yq" 1%6'  —1TEJ4 Ae" 1 53YR02 6mm 2' _ 538YR56 
Ve" 1" 58YP75 = =—5.5mm 2° —-58YR383 2" Ys 429M03 = ' 1%" 429M96 12" 1 53YR03. = 7mm 2" __58YR57 
a2" 1" 538YP76 6mm 2’ 58YR34 =e Ye 429M12 = %2" Ze = A29M43— 3" 1 53YR04. = 8mm 2' _ 58YR58 
Va 1". 58YP77. = 7mm 2° = 58YR385 2" Ye’ 429M20 %2" 1%6 1TEJ5 As’ 1 53YR05 9mm 2' _538YR59 
Ys" 1" 538YP78 =8mm 2° 58YR36 4" Ye 429M28 = %2" 1%" 429N06 ¥%' 1 53YRO6 10mm 2' _53YR60 
Ae 1" 538YP79 = =9mm 2° =58YR387 —%2" Ys 429M37 3 %o° Ze 429M52_~—33-1/2mm 1 53YR07 3 =11mm 2' ‘5 3YR61 
1Y39" 1" 53YP80 10mm 2° 58YR38 “eo Ye 429M45 3 %oe' 16  1TEJ6 4mm 1" 538YR08 12mm 2° —‘58YR62 
Ye" 1" 53YP81 11mm 2° —58YR389 12" Ye 429M54 %e' 1%" 429M98 4.5mm 1" 538YR09 = 12-Point, Deep 
Ae 1" 538YP82 = 12mm 2'  S3YR40  %' Ze" A29M62 2" Ze’ _429M60 5mm 1" _53YR10 Aerospace Certified 
Yn" 1" 53YP83 PROTO Ae Ze A29M75 1%" 1%"  429N07 5.5mm 1 03YR11 PROTO 
3-1/2mm 1" 53YP84 a" 2) 429M13— 4" Ye 429M84 = 3%" Zs  429M69 6mm 1 53YR12 He" 2° — 429M15 
4mm 1" 58YP85 = 2" 2) 429M21 = Ne Ye  429M89 %' 1%" —429N01 7mm 1 53YR13 72" 2' —429M23 
4.5mm 1" 538YP86 4" 2°  429M29 *%' Ye 429M93 = “/c' 7% 429M81 = 8mm 1 O3YR14 =" 2' —429M31 
5mm 1" 58YP87) — %2" 2°  429M38 4.5mm Ys ‘429199 As’ 1%"  429N03 9mm 1 O8YR15 =: %2" 2' _429M40 
5.5mm 1" 53YP88 = %e' 2°  429M46 4mm Ye  429M02 = 1%" 7% —429M88 = 10mm 1 OSYR16 =e" 2' 429M48 
6mm 1" B38YP89 1%" 2° 429M55 5.5mm Ye 429M06 1%" 1%" 429N04 11mm 1 O8YR1/7 10" 2' —429M57 
7mm 1" 53YP90 = %' 2°  429M63 5mm Ye’ 429M10 %o' 7 =429M92) Ss 12mm 1" 58YR18 =" 2' _429M65 
8mm 1" 538YP91 As’ 2° 429M76 6mm Ye 429M17 = %e' 12%," 429N05 12-Point, Deep ”e" 2' _429M78 
9mm 1" 58YP92.— i" 2° 429M85 /mm Ys  429M25 4mm 7% _6RCD8 PROTO ¥;" 2' —429M86 
10mm 1" 538YP93) Ne" 2°  429M90 8mm Ze —429M33) = 4.5mm Zs’ _ 6RCDI 15mm 1%%4" 6RCG2 Ve" 2' _ 429M91 
1imm 1" 538YP94 =4mm 16364" 429M01 9mm Ys 429M42 5.5mm 7%  429M07 WESTWARD 5mm 16364" 429M09 
12mm 1" 538YP95 = 5.5mm 16%4" 429M04 10mm Ys  429M50 5mm Ze = A29M11— 2" 2' _‘O3YR41 5.5mm 16364" 429M05 
6-Point, Deep 5mm 16%4" 429M08 11mm Ys  429M59 6mm % =429M19— He' 2'  538YR42 6mm 1634" 429M16 
WESTWARD 6mm 16%4" 429M14 12mm Ys  429M67 7mm Ze A29M27 2" 2° _93YR43 = 7mm 1634" 429M24 
7/32" 2°  538YR19 7mm 16%4" 429M22 13mm Ys  429M73 8mm = A29M36— A" 2’  S38YR44 8mm 1634" 429M32 
Ve" 2 53YR20 8mm 16%4" 429M30 14mm Ye  429M80 9mm Ze A29M44— 0" 2’  _938YR45 9mm 1634" 429M41 
a2" 2 53YR21 9mm 16%4" 429M39 15mm Ys  429M83 10mm Zs’  429M53)— 2’  _S38YR46 10mm 16364" 429M49 
Va 2 53YR22 10mm 16%4" 429M47 16mm 7% 429M87 = 11mm Ze A29M61 12" 2’ _S38YR47 = 11mm 16364" 429M58 
¥39" 2 53YR23) = =11mm 16%4" 429M56 12-Point, Standard 12mm Zi =429M70— 3%" 2° _S838YR48 12mm 16364" 429M66 
Ae" 2° 53YR24 12mm 16%4" 429M64 PROTO 13mm Ze = A29M74—' 2° _938YR49 = 13mm 16364" 429M72 
TY39" 2’  538YR25 13mm 18%4" 429M71 = %2" Ze 6RCA7 14mm Ze = A29M82— 12" 2°  _938YR50 14mm 16364" 429M79 
Ye" 2 53YR26 14mm 16%4" 429M77 =e Ys;  429M18 WESTWARD 3-1/2mm 2' _‘538YR51 
As. 2 53YR27 15mm 11%" 190435 “e' 1%  —1TEJ2 /32" 1" 58YP96 = 4mm 2' _‘ 58YR52 
Yj" 2 53YR28 Fao" Ye 429M26 %“e' 1" 58YP97) = 4.5mm 2' _538YR53 
3-1/2mm 2 53YR29 a2" 1% —«1TEJ3 P22" 1" 58YP98 
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Find the Ww. Find Solutions. Find Great Prices. Ratchets & Sockets 











No. 33M360 
No. 5PZL9 
*wesewaro SK? {i 
ouch “WisiwarD wy Were e 
Won : | ) 
3/,""-Drive Ratchets, Sockets, and Accessories s i \ 
Mechanic's tools are industrial-grade for heavy-duty applications and production use. No. 54TN76 No. 53YT28 
Overall Item Overall Item Overall Item 
Description Length Brand No. Description Length Brand No. Description Length Brand No. 
Specialty Sockets Flex Socket Extension, Black Oxide 8" Proto _1AH79 4° Min. Arc Swina. Black Oxide 7°32" Proto 53GL84 
Aerospace Certified, Spark 2" Proto 429141 Ratchet Adapter Head, ¥8', Chrome 1%6' Proto 1AH87 " 9; 12252" Proto 538GL88 
Plug Socket, Polished 2%" Proto 429742 pocket canter Hew Yo", Chrome, 1%" SK 12P881 4° Min. Arc Swing, Polish done pote ee 
Spark Plug Socket, ¥s" Output ; ocket Adapter Head, i , %2' Proto 5 
Drive Size Deep Socket Depth 2%" Westward S4PR23° 4,» Evil Polished, 12" Westward S3YV64 Go Win Arc Swing, Chrome 6Y;" SK 34NL82 


Spark Plug Socket, ‘346° Output D146" Westward 54PR24 Socket Adapter Head, 4", Chrome, 1A SK 12P877 8° Min. Arc Swing, Black Oxide 84%" Proto 5ME85 





Prive sie Deep Socks! Depth Socket Adapter Head, %', Chrome, ; os ets Mn ees 3 ; a “oto sanbed 
park Plug Socket, 16mm Output 9/2! : roto oF4 9° Min. Arc Swing, Satin 4 era 
Drive Size Deep Socket Depth oy ee, “ea aeneaandan Cuicins 6° Proto 5F429 5° SK 120267 
Spark Plug Socket, 21mm Output 211/46" Westward 54PR26 8 Proto  5F431 9° Min. Arc Swing, Chrome 10%" SK 12D269 
Drive Size Deep Socket Depth 12" Proto 5F432 10%" SK 12D268 
Socket Accessories 6" Proto SHMO1 Aerospace Certified, Hand Ratchet, 8%" Proto 426639 
$-no. Locking. Black Oxide 3,6, Proto 5PZL9 8" Proto 190380 One-Hand Operation, Polish 
pe. 9, and 12" Scietidensioncehtawe 10" Westward 54PP98 Aerospace Certified, Hand 8%" Proto 426638 
Aerospace Certified, 8%" Proto  426G26 12" Proto 5HM02 Ratchet, Polish ul Proto 426G42 
Breaker Bar, Full Polish e 18" Westward 54PP99 Hand Ratchet, 15° Min. 7 Proto 1AH63 
1%" Proto 426G60 36" SK 20K36/ Arc Swing, Chrome 
3 Proto 426G61 3° Westward 53YV69 4%" Westward 440612 
Aerospace Certified, Socket 6" Proto 426G62 Socket Extension, Full Polish 6" Westward 53YV70 5" Proto 426636 
Extension, Full Polish 8" Proto 426G65 10" Westward 53YV73 Hand Ratchet, Polish { Proto 426637 
12" Proto 426G66 13%", 9%" Westward 440614 
A Certified, U | erro zone ere ii Quick Release Ratchet, Ch 3 STANLEY 33WE36 
erospace Certified, Universa \ 7 " uick Release Ratchet, Chrome ; 
Joint, Ful olen _ 2 Proto 426327 Socket Extension Set 4-pc. Chrome 3 8 7 a Pear Head, Flexible S as 
it Holder, 6 Number o i . estward 54PP97 ° MA ; ; 12932" roto 95 5 
Points, 34'x Y4", Chrome | Sk 20K664 18° 4° Min. Arc Swing, Polish 12%" Proto 53GL87 
Bit Holder, 6 Number of {" SK 20K665 Socket Storage Bar w/10 Clips g" Proto 3R628 Round Head 
Points, %"x %6', Chrome Socket Storage Bar w/16 Clips iva Proto 3R629 4.4° Min. Arc Swing, Black Oxide 7% Proto  2CEG2 
Drag Link Socket Bit, '“%16' Tip Size = 1%" ~—Proto  1AH92 Torque Adapter, 2", Full Polish 2% Proto 10813 o° Min. Arc Swing, Black Oxide 7% Proto 19C366 


Flexible Socket Spinner, Chrome Q" Proto _1AH86 Torque Adapter, 4", Full Polish 2'%e Proto 10817 AV, SK 12D262 


Flex Socket, 12-Point, 134 Proto. 19c471 _lorque Adapter, %" Full Polish __2%/c" Proto fagi1__® Min. Are Swing, Chrome 6%" SK 120263 
10mm, Chrome Torque Adapter, 8", Full Polish 2% Proto 10815 4s" SK 12D264 
Flex Socket, 12-Point, 1%" Proto  19C473 Torque Adapter, “e', Full Polish 2%" Proto 10812 9° Min. Arc Swing, Chrome 1%" SK 12D260 
11mm, Chrome Torque Adapter, “2', Full Polish a Proto 10819 10%" SK 12D261 
Flex Socket, 12-Point, 1%" Proto 19C475 Torque Adapter, %e', Full Polish 2'%6 Proto 10814 Round Head, Flexible 
12mm, Chrome Torque Adapter, '“e', Full Polish 2'%6 Proto 10816 9° Min. Arc Swing, Chrome 8%" Proto 2CEG3 
Flex Socket, 12-Point, 1%: Proto 19C479 Universal Joint, Black Oxide 2" Proto 21GR83 Ratchet Repair Kits 
L3mm, chon Universal Joint, Full Polish i Westward sae patchel pear ich No. 1AK63 — Proto 190368 
ex Socket, 12-Point, yh" 4" roto atchet Repair Kit For __ 
ex Socket, 12-Point, Ts . i estwar atchet Repair Kit For No. 
15mm, Chrome eee ee a 8" Proto 1AH83_4YA54, 4LY30, 2MV21, 2MV19, — Proto 40JD26 
Flex Socket, 12-Point, 9mm, Chrome 134" Proto 19C502 pe 10" Westward 54PR07 4LY33, 4LY19, 4MU18, 4YA65 
Flex Socket, 6-Point, /2", Chrome 19" Proto 41DG4 17%6' Proto 1AH85 Ratchet Repair Kit For _ Proto 19C577 
Flex Socket, 6-Point, 74", Chrome 1%" Proto 41DG8 18° Westward 54PRO08 No. 5ME54-5ME86, 190574 


Flex Socket, 6-Point, %', Chrome 1%" Proto 41DG2 a: Proto 426G64 Ratchet, Specialty 
6" 





Flex Socket, 6-Point, %", Chrome 174" Proto 4TDGB_—VODbIe Socket Extension, Proto 426G63_ _ Breaker Bar, Chrome 10" Westward 33M360 

Flex Socket, 6-Point, Ze’, Chrome 1%" Proto‘ 4TDG3 Bey EMILE OS 12° Proto 426G67 — Breaker Bar, Flexible, Black Oxide 8%" Proto _‘1AH70 

Flex Socket, 6-Point, %6', Chrome 1%" Proto 4TDG5 Wobble Socket Extension 36, Westward 54PRO6 10" SK 12D266 

Flex Socket, 6-Point, ‘Vie’, Chrome 1%" Proto 41DG/ Set, 4-pc. Chrome 10",18" eoliah Breaker Bar, Flexible, Chrome 12" Proto _1FX33 

Flex Socket, 6-Point, 10mm, Chrome 14%" Proto 19C0472 Ratchets 15". Westward 5TZD9 

Flex Socket, 6-Point, 11mm, Chrome 14%" Proto 190474 Pear Head Drive Adapter, 4", Full Polish 1" Westward 54PR17 

Flex Socket, 6-Point, 12mm, Chrome 14%4" Proto 1904/6 15° Min. Arc Swing. Black Oxide v Proto 1AH60 Sliding T-Handle, Chrome 8" Proto 1AH/1 

Flex Socket, 6-Point, 13mm, Chrome 14%a" Proto 19C480 9; 11" Proto 190365 Speed Handle, Chrome 1634" SK 20K388 

Flex Socket, 6-Point, 14mm, Chrome 1%' Proto 190482 15° Min. Arc Swing, Chrome ‘Z Proto 5LP82 Spinner Ratchet, Chrome 1%" ~—-Proto 1AH88 

Flex Socket, 6-Point, 15mm, Chrome 1%" Proto 190485  4.2° Min. Arc Swing, Full Polish 8%" Westward 53YV77_ == Thumbwheel Ratchet, Chrome, 417" SK 120265 

Flex Socket, 6-Point, 16mm, Chrome 1°%" Proto 190487 =4.29° Min. Arc Swing, Chrome 9" Westward 54RY24 10° Min. Arc Swing . 

Flex Socket, 6-Point, 17mm, Chrome 1°%4" Proto 19C489 8%" Westward 440G15 
Tip Overall Item Tip Overall Item Tip Overall Item Tip Overall Item 
Size Length Brand No. Size Length Brand No. Size Length Brand No. Size Length Brand No. 

Hex and Torx® Bits 10mm 4'%6' Westward 54TM40 Yq 225/30" Proto 426H66 Phillips, Standard Socket Depth, 6-Point 
Ball Hex, Extra Long Socket Depth, 6-Point Hex, Standard Socket Depth, 0-Point V6" 194" Westward 53YV82 #1 1'%6' Westward 53YV92 
Ve" 45/4" Westward 54TM52 Hap" 6%2" Proto 426H81 V6" 225/30" Proto 426H77 #2 116° Westward 53YV93 
9" 43" Westward 54TM53 He" 223/30" Proto 426H71 ¥" 116° Westward 53YV83 Pozidriv®, Standard Socket Depth, 4-Point 
Ya 4S/a" Westward 54TM54 V6" 6%2" Proto 426H72 Ye" 225/30" Proto 426H73 #1 116° Westward 54TN69 
Ve" 4s/a" Westward 54TM55 732" 6%2" Proto 426H86 2.0mm 1%" Westward 954TL/1 #2 1'%6' Westward 541N70 
Ve" 4s/a" Westward 54TM56 Ya 6%2" Proto 426H68 2mm 1%" Westward 54TL70 #3 1'%6' Westward 541N7/1 
4mm 4'%6' Westward 54TM68 /6" 6%2" Proto 426H79 4mm 134" Westward 54TL58 Slotted, Standard Socket Depth, 0-Point 
omm 41346" Westward 54TM69 ye" 6%2" Proto 426H75 4mm 6%2" Proto 1AL86 YA" 1%e' Proto 426J04 
6mm 4'%6' Westward 54TM/0 4mm 2°30" Proto 426H76 omm 134" Westward 54TL59 Slotted, Standard Socket Depth, 1-Point 
7mm AS/a" Westward 541TM/1 omm 2°32" Proto 426H82 omm 6%2" Proto 1AL87 V6. oa Proto 1AH91 
8mm 45/4" Westward 54TM72 6mm 229/30" Proto 426H83 6mm 19/4" Westward 54TL60 Slotted, Standard Socket Depth, 2-Point 
10mm 4s" Westward 541TM74 7mm 225/30" Proto 426H87 6mm 6%2" Proto 1AL88 /32" 19/4" Westward 541N7/5 
Ball Hex, Standard Socket Depth, 0-Point 6mm 225/30" Proto 426H88 7mm 19%" Westward  54TL61 Slotted, Standard Socket Depth, 6-Point 
Ae" 62" Proto 426H64 10mm 225/30" Proto 426H70 7mm 6%2" Proto 1AL89 V6" 1'%6' Westward 53YV95 
Ball Hex, Standard Socket Depth, 6-Point Hex, Standard Socket Depth, 6-Point 8mm 194" Westward  54TL62 Ya 1'%6' Westward 53YV96 
2" 1%" Westward 54TM45 Vie 1%" Westward 54TL65 8mm 6432" Proto 1AL90 Square, Standard Socket Depth, 4-Point 
Ya 1%" Westward 54TM46 64" 19/4" Westward  54TL66 9mm 13/4" Westward 54TL/6 R2 1'%6' Westward 541N/6 
Ve" 1%" Westward 541TM47 530" 19/4" Westward 54TL67 10mm 13/4" Westward 54TL63 R3 1'%46' Westward 54IN7/7 
Ye" 1%" Westward 54TM48 Yea" 134" Westward  54TL68 10mm 6%2" Proto 1AL91 R4 116° Westward 541N78 
7mm 116° Westward 54TM62 Ye" 1%" Westward D54TL56 1imm 1%" Westward 54TL/7 Tamper Resistant Torx®, Standard 
8mm 16 Westward 54TM63 Ye 22932" Proto 426H69 pam 1%" Westward _54TL78 Socket Depth, 6-Point 
9mm 1'%6' Westward 54TM64 Ye bY Proto 1AL73 19m 24" Westward 54TM99 ey 13/4" Westward 541TN37 
10mm 1'%6' Westward 54TM65 /32" 19/4" Westward 541TL5/ Phillips, Standard Socket Depth, 4-Point T40 13/4" Westward 54TN39 
Hex, Extra Long Socket Depth, 6-Point 32" 225/30" Proto 426H80 #2 13%" Proto 426J01 145 1%" Westward 54TN40 
omm 4'%16' Westward 54TM36 V6" 134" Westward 53YV79 #3 1349" Proto 426J02 
6mm 4'%16' Westward 54TM37 732" 13/4" Westward 53YV80 #4 1349" Proto 426J03 
7mm 4'%16' Westward 54TM38 732" 225/30" Proto 426H84 PH4 28" Westward 54TN68 
8mm 41%6" Westward _54TM39 Ve 1%’ Westward _53YV81 | CONTINUED | ] 


Sign in to Grainger.com® to see YOUR Pricing and MORE 769 
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Tip Overall Item Socket Overall Item Socket Overall Item Socket Overall Item 
Size Length Brand No. Sizes _ Length Finish No. Sizes _ Length Finish No. Sizes _ Length Finish No. 
Torx®, Shallow Socket Depth, 6-Point 4 he Chrome 5TH15 12-Point, Deep Socket Depth Me il Full Polished 53YT08 

120 12%" Proto 426H92 V6" ya" Chrome 5TH17 Westward fa 1 Full Polished 53YT09 
140 12%0" Proto 426H96 Ye" ya" Chrome 5TH21 Ya" 242" Full Polished 53YT69 1/6" 1" Full Polished 53Y1T10 
145 12%0" Proto 426H97 Ae ZR Chrome 5TH24 932" 242" Full Polished 53Y1T/0 Ze 1" Full Polished 53YT11 
150 12%0" Proto 426H98 Vp" Re Chrome 5TH27 V6" 242" Full Polished  53YT/1 1/6" 1" Full Polished 53YT12 
Torx®, Standard Socket Depth, 0-Point Ve Re Chrome 5TH30 1a" 2%" Full Polished 53Y1T/2 ig 1" Full Polished 53Y113 
115 1 2%2" Proto 426H91 7s" 19/6" Chrome 5TH33 Je" 242" Full Polished  53YT73 6mm 1" Full Polished 53Y1T14 
125 12%" Proto 426H93 Ye" 19/6" Chrome 5TH35 A” 242" Full Polished 53YT74 7mm ule Full Polished  538Y115 
T2¢ 12%0" Proto 426H94 Sa 196" Chrome 5TH36 Yn" 242" Full Polished 53YT/5 8mm il Full Polished 53Y1T16 
T30 1 23/0" Proto 426H95 6-Point, Standard Socket Depth V6" 2%" Full Polished 53YT76 9mm 1 Full Polished 53Y117 
150 12%0" Proto 426H99 Westward %e" 2%" Full Polished 53YT/7 10mm le Full Polished 53Y1T18 
Torx®, Standard Socket Depth, 6-Point Yq 1" Full Polished 53YR63 AG 2%" Full Polished 53YT/8 1imm 1" Full Polished 53Y1T19 
115 1'%e' _ Westward _53YV84 932" 1" Full Polished 53YR64 a" 2%" Full Polished 53YT/9 12mm 1" Full Polished 53Y1T20 
120 1'6' Westward 53YV85 V6" 1" Full Polished 53YR65 Se" 2%" Full Polished 53YT80 13mm 1" Full Polished 53YT21 
125 116" Westward 53YV86 TY30" 1" Full Polished 53YR66 Zs 242" Full Polished 53YT81 14mm 1" Full Polished 53YT22 
127 1%" Westward 53YV87 Ye" i Full Polished 53YR6/ 1/6" 242" Full Polished 53YT82 15mm 1" Full Polished 53YT23 
130 1%" Westward 53YV88 Ae il Full Polished 53YR68 1" 242" Full Polished 53YT83 16mm 1" Full Polished 53YT24 
145 116° Westward 53YV90 Yn" il Full Polished 53YR69 13" ch Full Polished 53YV39 17mm 1" Full Polished 53YT25 
Hex and Torx® Bits, Aerospace Certified V6" 1 Full Polished 53YR/0 6mm 2%" Full Polished S53YT84 18mm 1" Full Polished 53YT26 
Torx®, Standard Socket Depth, 0-Point Ye" 1" Full Polished 53YR/1 7mm 22" ‘Full Polished + 53YT85 19mm 1" Full Polished 53YT27 
110 1 2%0" Proto 426H90 Ye" 1" Full Polished 53YR/2 8mm 242" Full Polished 53Y1T86 20mm il Full Polished 53Y128 
a" 1" Full Polished 53YR/3 9mm 242" Full Polished 53Y187 21mm 1" Full Polished 53YT29 
Socket Overall Item ie ik Full Polished 53YR74 10mm 242" Full Polished 53Y1T88 22mm 1 Full Polished 53YT30 
Sizes _ Length Finish No. Ze 1" Full Polished 53YR/5 1imm 242" Full Polished 53YT89 23mm 1" Full Polished 53YT31 
6-Point, Deep Socket Depth e il Full Polished 53YR/6 12mm 242" Full Polished 53Y1T90 24mm il Full Polished 53YT32 
Westward " ill Full Polished 53YR/7 13mm 242" Full Polished 53YT91 25mm i Full Polished 53YT33 
Ya 242" Full Polished 53YT34 198" 1%" Full Polished 53YU21 14mm 242" Full Polished 53Y1T92 Proto 
932" 242" Full Polished 53Y1T35 6mm ils Full Polished 53YR/8 15mm 242" Full Polished 53YT93 Ya 1342" Black Oxide + 19C470 
Vie. 242" Full Polished 53Y1T36 7mm 1" Full Polished 53YR/9 16mm 2¥2" Full Polished 53YT94 Ya 1342" Polished 429N75 
ee 242" Full Polished 53Y137 8mm 1" Full Polished 53YR80 17mm 242" Full Polished  53Y1T95 932" 1342" Chrome 2KGN9 
Ye" 242" Full Polished 53Y1T38 9mm 1" Full Polished 53YR81 18mm 242" Full Polished 53Y1T96 V6" 132" Black Oxide —_1AK19 
Ac. 242" Full Polished 53Y1T39 10mm iN Full Polished 53YR82 19mm 242" Full Polished 53Y197 V6" 132" Polished 429N82 
Ya 242" Full Polished 53YT40 1imm 1" Full Polished 53YR83 20mm 242" Full Polished 53Y1T98 V6" 134" Polished 429P41 
Vie" 242" Full Polished 53YT41 12mm ili Full Polished 53YR84 21mm 242" Full Polished 53YT99 TY" 1332" Polished 429N86 
7s" 242" Full Polished 53YT42 13mm 1" Full Polished 53YR85 22mm 242" Full Polished 53YU01 ye" 1" Chrome 5ME55 
Ne 242" Full Polished 538YT43 14mm 1" Full Polished 53YR86 23mm 242" Full Polished 53YU02 Ye" 1342" Black Oxide —-1AK20 
Ya" 242" Full Polished 53YT44 15mm 1" Full Polished 53YR87 24mm 22" Full Polished 53YU03 Je" 152" Polished 429N90 
ie 242" Full Polished 53Y1T45 16mm 1" Full Polished 53YR88 25mm 2%" Full Polished 53YU04 ye" 19%" Polished 429P42 
RE 242" Full Polished 53Y1T46 17mm ik Full Polished 53YR89 Proto ”e6" 1"e Chrome 5ME56 
6 242" Full Polished  53YT47 18mm 1" Full Polished 53YR90 30" 1%2" Chrome 2KGP2 ”6' 1%2" Black Oxide —-1AK21 
ile 242" Full Polished 53Y1T48 19mm ik Full Polished 53YR91 ye" 24% Chrome 19C504 ”e' 192" Polished 429N96 
13" 3: Full Polished 53YU99 20mm 1" Full Polished 53YR92 /e' 2%" Chrome 19C506 i” 194" Polished 429P43 
6mm 242" Full Polished 53YT49 21mm ili Full Polished 53YR93 Vy" 24" Chrome 19C503 A Ye Chrome 5ME57 
7mm 2%" Full Polished 53YT50 22mm 1 Full Polished 53YR94 16" 248° Chrome 19C507 Vy" 1%" Black Oxide —=1AK22 
8mm 242" Full Polished 53YT51 23mm ils Full Polished 53YR95 ¥e' 248° Chrome 190505 A 1%" Polished 429P03 
9mm 242" Full Polished  53YT52 24mm 1" Full Polished 53YR96 6mm 2Ve' Chrome 6RCL3 Yn" 134" Polished 429P44 
10mm 2%" Full Polished 53YT53 20mm il Full Polished 53YR97 23mm 2/4" Chrome 6RCN1 a9" 17%" Chrome 19C509 
1imm 2%" Full Polished 53YT54 Proto 26mm 2/4" Chrome 6RCN2 16" 1"e' Chrome 5ME58 
12mm 2%" Full Polished 53YT55 — 3 Full Polished 49XF86 12-Point, Deep Socket Depth, V6" 1%" Black Oxide 1AK23 
13mm 2%" Full Polished 53YT56 Vie 1%2" Polished 429N72 Aerospace Certified “Ae 1%" Polished 429P09 
14mm 2%" Full Polished 53YT57 Vie. 192" Polished 429N83 Proto V6" 122" Polished 429P45 
15mm 242" Full Polished 53Y1T58 1Y39" 192" Polished 429N87 Yq" 2Ve' Polished 429N11 1%2" 1%" Chrome 19C510 
16mm 242" Full Polished 53Y1T59 ye" 1%2" Polished 429N91 V6" 2 Ve" Polished 429N17 ¥e" “6° Chrome oMES9 
17mm 242" Full Polished 53YT60 ye" 1/6 Full Polished 49XF84 Ye" 2%" _ Black Oxide —-1AK411 %e' 1%" Black Oxide = 1AK24 
18mm 242" Full Polished 53YT61 Ac. 1%2" Polished 429N97 Ye" 2Ve' Polished 429N24 %' 17%" Polished 429P15 
19mm 242" Full Polished 53YT62 a 1%" Polished 429P04 As’ 2%" Black Oxide ~—- 1AK42 %e' 122" Polished 429P46 
20mm 242" Full Polished 53YT63 Vie: 1%" Polished 429P10 Ae 2Ve' Polished 429N30 Ye" 1%" Black Oxide =1AK25 
21mm 242" Full Polished 53YT64 Ne 1%" Polished 429P22 Y;" 2¥s' __— Black Oxide —-1AK43 Ye 1%" Polished 429P21 
22mm 242" Full Polished 53YT65 Ja" 16 Polished 429P28 Yn" 2Ve" Polished 429N36 Vie. 1%" Polished 429P47 
23mm 242" Full Polished 53YT66 ie 16 Polished 429P33 V6" 2%" _ Black Oxide —-1AK44 fa" 1%6 Black Oxide —1AK26 
24mm 242" Full Polished 53YT67 7 1% Polished 429P36 V6" 2 Ve" Polished 429N42 fa 1%6 Polished 429P27 
25mm 242" Full Polished 53YT68 Ne 1% Polished 429P38 %e" 2%" Black Oxide = 1AK45 ya 1%" Polished 429P48 
Proto 1" 19%" Polished 429P40 %e" 29/4" Polished 429N48 20/30" 1%6' Chrome 190511 
Ya 2¥e' Polished 429N12 d.omm 1%" Chrome 6RCG4 Mg" 2% Black Oxide —-1AK46 ie" 1/6 Polished 429P32 
V6" 2 Ve" Polished 429N18 6mm 192" Polished 429N73 Me" 2/4" Polished 429N54 16" 1/6 Black Oxide —1AK27 
TYa2" 2 Ve" Polished 429N21 7mm 1%2" Polished 429N74 ya" 2%" _ Black Oxide —_—1AK47 ie" 1%" Polished 429P49 
Ye" 2¥e' Polished 429N25 8mm 192" Polished 429N78 fa 29/4" Polished 429N59 Ze 1/6 Polished 429P35 
Ae 2¥e' Polished 429N31 9mm 192" Polished 429N81 136" 2¥s' Black Oxide 19C477 Ze 1 Yq" Polished 429P50 
Vp" 2¥e' Polished 429N37 10mm 1%2" Polished 429N85 13/46" 2/4" Polished 429N63 Me 1%6° Polished 429P37 
V6" 2 Ve" Polished 429N43 1imm 1%2" Polished 429N89 Va 2%" __ Black Oxide —-1AK49 Me 1%e' _ Black Oxide _—_5C607 
7s" 294" Polished 429N49 12mm 1%" Polished 429N93 Re 2/4" Polished 429N66 er 16%" Polished 429P51 
Ye" 2/4" Polished 429N55 12mm 12" Full Polished 49XF87 16" 2¥%"' Black Oxide 19C483 ilk 1%" Polished 429P39 
4" 29%" Polished 429N60 13mm 1%" Polished 429N95 15/6" 29/4" Polished 429N68 ile 1'%6 Black Oxide 19C468 
1/6" 2/4" Polished 429N64 14mm 1%" Polished 429N99 1" 2/4" Polished 429N70 6mm 1342" Chrome 6RCK2 
Ze 2/4" Polished 429N67 15mm 1%" Polished 429P02 7mm 2 Ve" Polished 429N09 7mm 1%32" Chrome 6RCK3 
16" 2%" Polished 429N69 16mm 1%" Polished 429P06 8mm 2Ve" Polished 429N13 8mm 1342" Polished 429N77 
1" 29/4" Polished 429N71 17mm 1%" Polished 429P08 9mm 2Ve' Polished 429N15 9mm 1342" Polished 429N80 
6mm 2" Polished 429N08 18mm 16 Polished 429P12 10mm 2 Ye" Polished 429N19 10mm 1342" Polished 429N84 
7mm 2% Polished 429N10 19mm 16 Polished 429P14 11mm 2 Ve" Polished 429N22 12mm 1%" Polished 429N92 
8mm ove Polished 429N14 20mm 16 Polished 429P18 12mm 2¥e' Polished 429N26 138mm 1%" Polished 429N94 
9mm 2 V8" Polished 429N16 21mm _ —_—-1'%a" Polished 429P20 13mm 2¥e' Polished 429N28 14mm 1%" Polished 429N98 
10mm 2 V8 Polished 429N20 22mm 1% Polished 429P24 14mm 2," Polished 429N32 15mm 1%" Polished 429P01 
1imm 26 Polished 429N23 23mm 1% Polished 429P26 15mm 2/4" Polished 429N34 16mm 1%" Polished 429P05 
12mm 2 V8 Polished 429N27 24mm 1%e Polished 429P30 16mm 24" Polished 429N38 17mm 1%" Polished 429P07 
13mm 2 V8" Polished 429N29 20mm 13" Polished 429P31 17mm 2/4" Polished 429N40 18mm 1%6 Polished 429P11 
14mm 2 V8 Polished 429N33 26mm 19" Polished 429P34 18mm 2/4" Polished 429N44 19mm 1%6' Polished 429P13 
15mm 274" Polished 429N35 6-Point, Standard Socket Depth, 19mm 274" Polished 429N46 20mm 16 Polished 429P17 
16mm 2" Polished _—- 429N39 Aerospace Certified 20mm 2%" Polished —_—- 429N50 2imm_—_1%2" Polished __—429P19 
17mm 2%" Polished _—-429N41 Proto 2imm 234" Polished ——- 429N52 22mm 1%6' Polished _—429P23 
18mm 2/4" Polished 429N45 Ya 1%2" Polished 429N76 22mm 2/4" Polished 429N56 23mm 1%6 Polished 429P25 
19mm 24" Polished 429N47 %e' 1%" Polished 429P16 12-Point, Standard Socket Depth 24mm 1/6 Polished 429P29 
20mm 24" Polished 429N51 8-Point, Standard Socket Depth Westward 20mm 134" Chrome 6RCL1 
21mm 294" Polished 429N53 Proto Vy" 1 Full Polished 53YR98 26mm 1%" Chrome 6RCL2 
22mm 29/4" Polished 429N57 Ya 1%4" Chrome 1AK76 932" 1 Full Polished 53YR99 12-Point, Standard Socket 
23mm 29/4" Polished 429N58 V6" 1%4" Chrome 1AK77 V6" 1 Full Polished 53YT01 Depth, Aerospace Certified 
24mm 2/4" Polished 429N61 ye" 1%4" Chrome 1AK78 1Y30" ily Full Polished 53YT02 Proto 
25mm 2/4" Polished 429N62 ye" 1/6 Full Polished 49XF88 Je" 1" Full Polished 53YT03 Ze 1%6 Black Oxide 19C497 
26mm 24" Polished 429N65 Ae 1%4" Chrome 1AK79 Ae 1" Full Polished 53YT04 1imm 1332" Polished 429N88 
6-Point, Shallow Socket Depth yy 1%" Chrome 1AK80 Ya 1 Full Polished S3YT05 
Proto 16" 1 Full Polished 53YT06 
V6" ya" Chrome 5TH14 7s" 1 Full Polished 53YT07 
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Find the yf. Find Solutions. Find Great Prices. Ratchets & Sockets 
il it it 
¥"-Drive Ratchets, Sockets, and Accessories - @LZ 5 
ag 
Overall Item Overall Item 
Description Length Brand No. Description Length Brand No. 
Ratchet, Specialty 7.2° Min. Arc Swing, Chrome 17%" SK 12D277 
Aerospace Certified, 1854" Proto 4AM36 Pear Head, Oversized Reversing Lever 
Breaker Bar, Black Oxide : ; s6G08 ae ye Lp owing, Chrome 10" Proto 4LV08 
we 0%" roto 4 ear Head, Seale 
Sei ace 18%" Proto 426G29 8° Min. Arc Swing, Black Oxide 10%" Proto 5ME88 
a r foto apaae reat Head, Spud Handle 
‘ 9° Min. Arc Swing, i 
16" SK 120281 _ Black Oxide 14 Proto 1AMZ9 
Breaker Bar, Chrome 18" Westward 5TZEO Round Head, Fixed 
24" SK —_12D282 9° Min. Arc Swing, Chrome 157 Proto 19C370 
24" Westward 5TZE1 7.0° Min. Arc Swing, Chrome 10%" SK 12D278 
Breaker Bar, Full Polish 10%' Proto 426G27 Round Head, Flexible 
Scaffolding Ratchet, Chrome 10" Proto 4VP08 9° Min. Arc Swing, Chrome 17%" Proto 2CEG5 
Ratchet Repair Kits Round Head, Non-Reversing, Small 
Ratchet Repair Kit, For 9° Min. Arc Swing, Black Oxide 9%" Proto 19C363 j 
No. 4LY37, 4YA5/7, Round Head, Small 
4YA70, 2MV22, 2MV20, _ Proto 40JC87 8° Min. Arc Swing, Chrome 9%" Proto 2CEG4 
a Dolosracs tanned sort 
; ; ; erospace Certified, Socket i 
4YA76, 4WY9!, 4YA66 Extension, Black Oxide te is sc 
atchet Repair Kit, __ o: roto 4 
For No. 5ME87 Proto 190575 Aerospace Certified, Socket a Proto 426G7/1 ' 
Ratchet Repair Kit __ Proto 4AR21 Extension, Full Polish 10" Proto 426G73 
a ue 1AR20 svag Unk Sack 20" Proto 426G75 No. 54TN55 No. 429R15 No. 53YV23 
atchets rag Link Socket 5 Al 
Pear Head = mo —avgcag | ot PS 1% Proto TAMS6 : Overall item 
oN; : roto rag Link Socket Bit, 5 fal escription engt ran 0. 
15° Min. Arc Swing, Polish 16 Proto 426G46 1546 Tip Size 1% Proto 1AMS7 3° Westward 53YV71 
4.2° Min. Arc Swing, 11" Westward 53YV78 Drive Adapter, Full Polish ivy Westward 54PR20 Socket Extension, Full Polish a Westward 53YV74 
Full Polish Flex Socket, 12-Point 2'%32" Proto 4TDG9 6" Westward 538YV72 
4.29° Min. Arc Swing, Chrome  11%6' Westward 54RY25 Standard - SAE 2°39" Proto 4TDH2 Socket Extension Set, 1g" Westward 54PRO1 
1016" Proto 53GL/7 Ratchet Adapter, /2'F 92V/ap" Proto 1AM49 4 pc., Chrome 
4° Min. Arc Swing, Black Oxide 17'%e' Proto 53GL80 x Y"M, Chrome % socket Rail, 16 Clips, Chrome 17" Proto 3R631 
so iato soles sliding (Handle, Chrome 1216 Proto 1AM37 bead Hands, Ful Folsh ee Wy SK nate 
° Mi ; 16 roto _S3GL7 ocket Adapter, 12°F x Ta -Handle Driver, Chrome ; estward 437 
4° Min. Arc Swing, Full Polish psi" Proto 53GL81 _14'M, Full Polished 2% Westward S8YV63——Tniversal Joint, Full Polish 2yc Proto 42128 
7.9° Min. Arc Swing, Chrome 15 SK _12D279 Socket Adapter, 2'F BanK ; estward 94 
8° Min. Arc Swing, Black Oxide 15" Proto 190573. x %4’M, Chrome 2 aE ae 18" Westward 54PR11 
9.5° Min. Arc Swing, Satin 11" Wera 38UR84 Socket Adapter, Y2"F Yao" SK 12P879 20" Proto 1AM47 
9° Min. Arc Swing, Black Oxide 16° Proto 1AM22 x ¥'M, Chrome ia 2Y2" Proto 426G70 
Aerospace Certified, 8° 10%" Proto 426G45 Socket Adapter, /2'F x 417" Westward 53YV65 Wobble Socket 5 Proto 426G72 
Min. Arc Swing, Polish ey Proto 426G48 ¥"M, Full Polished E Extension, Full Polish 6" Westward 53YV75 
Pear Head, Female Socket Adapter. Full Polish 134" Proto 426H1/ 10" Proto 426G74 
6.9° Min. Arc Swing, Chrome 16" Proto 1AM31 pre, 1"6' Proto 426H21 Wobble Socket Extension 3" 6" 10"18" Westward 54PRO9 
Pear Head, Fixed Gneker Edension: BlackeoMide 212" Proto 5F481 Set, 4 pc., Chrome 
: a ne He Swing, 40" Proto 1AM19 ; Es wee 5 a specialty sockets 
ack Oxide : estwar park Plug Socket, +A 
Min. Are Swing, Full Polish 17'¥is" Proto S3GL78 — oe Chrome 20" ,SK__20K369_Chrome, ¥ Drive 2%! __ Westward 54PR29 
ear Head, Flexible ocket Extension, 5 roto 4 park Plug Socket, ee 
4° Min. Arc Swing, Full Polish 17'%e" Proto 53GL79 © Chrome, Locking 10° Proto 5HMO3 Chrome, '%c" Drive ale’ Westward 54PR30 
Tip Overall Item Tip Overall Item Socket Overall Item | Socket Overall Item | Socket Overall Item 
Size Length No. Size Length No. Sizes Length Finish No. | Sizes Length Finish No. | Sizes Length Finish No. 
PROTO Hex and Torx® Bits Torx®, Standard Socket Depth, 6-Point| 18mm —s3"_~_—s*Full Polished 53YV09) 29mm = 12%" Polished 429R6/) ‘1c 1%: Chrome _1AN75 
Hex, Standard Socket Depth, 0-Point T50 2" 54TN54 | 19mm 2 Full Polished 538YV10} 30mm = 12942" Polished 429R71) “%' 1%" Chrome 1AN76 
Ya" 34" 426J07 | Torx®, Standard Socket Depth, 20mm _ ~—3"_~__—‘ Full Polished 53YV11)| 32mm = 12%2" Polished 429R77| 1° 19%" Chrome _‘1AN/7 
/e' 34 426J18 | 6-Point, Aerospace Certified 2imm___ 3" _—‘Full Polished S3YV12, 34mm_—2'' Polished _429R80 12 Point, Deep 
Ye" 34 426J17 isis 2Vn" 5ATN55 | 22mm _— 3" __ Full Polished 53YV13) 36mm 2%" Polished 429R84| Proto 
”e 3 YA" 426J21 | Socket Overall Item | 23mm 3" ___ Full Polished 53YV14, Westward ee 398" Chrome 190418 
7" 34 426J19 | Sizes Length Finish No. | 24mm _ 3" _ Full Polished 53YV15) 3’ 1%" Full Polished 53YU05| 15’ 3" Polished 429R07 
ya" 4" 426/16 | 6 Point, Deep 25mm _ _—3'__—‘Full Polished 53YV16) “c' 1%" Full Polished 53YU06) 1c’ 3" Polished 429R08 
6mm 34" 426J20 Proto 26mm _ _—3"__—‘ Full Polished 53YV17| 1%" 1%" Full Polished 53YU07| 11%" 3" Polished 429R09 
8mm 34" 426J22 %' 3 YA" Polished 429P56| 2/mm 3" ___ Full Polished 53YV18 %e' 1%" Full Polished 53YU08) 12mm = 3" Polished 429P57 
10mm 34 426J08 = 6° 3 YA" Polished 429P60| 28mm 3" ___ Full Polished 53YV19) 9%’ 1%" Full Polished 53YU09} 36mm 33" Chrome _ 6RCT2 
12mm 34" 426J09 =" 3 YA" Polished 429P64| 29mm 3" ___ Full Polished 538YV20) ‘Ye’ 1%" — Full Polished 53YU10 Westward 
14mm 34%a" 426J11 We" 3 YA" Polished 429P68| 30mm 3" ___ Full Polished 53YV21) 34’ 1%" Full Polished 53YU11| 3" 3° Full Polished 53YV23 
+a 4" 426J13 4% 3 YA" Polished 429P72| 32mm 3" ‘Full Polished 53YV22) '%e' 1%" Full Polished 53YU12) “c' 3° Full Polished 53YV24 
19m 4" 426J15 =e" 3 YA Polished 429P76|6 Point, Standard ZB! 1%" Full Polished 53YU13) 1" 3° Full Polished 53YV25 
Hex, Standard Socket Depth, 6-Point | 34" 3 YA" Polished 429P80) Proto 16" 1%" Full Polished 53YU14) %c' 3" Full Polished 53YV26 
Yq" 45% 1AP10 1/6" 3 YA Polished 429P84) %c' 13%4" Chrome 6RCN4| 1° 1%" Full Polished 53YU15) %" 3° Full Polished 53YV27 
V6" o%" 1AP11 ZB 3 YA Polished 429P88) %c' 3%" Full Polished 49XG20) 1%c' 1%" Full Polished 53YU16, '%e' 3° Full Polished 53YV28 
Je" 5" 1AP12 19/6" 3 YA Polished 429P92| %' 13%" Polished 429R15) 1%’ 1%" Full Polished 53YU17| 34" 3° Full Polished 53YV29 
Yn" 3% " 426J06 1" 3 YA" Polished 429P96) %' 3%" Full Polished 49XG19| 136’ 1%" Full Polished 53YU18 '%e' 3° Full Polished 53YV30 
Y" 1¥' 1AP13 "6" 3 YA Chrome  1FX26) “Ac 134%" Polished  429R21) 1%" 1%" Full Polished 53YU19) 7%" 3° Full Polished 53YV31 
V6" 34 426J23 | 1%' 3 YA" Polished 429R01| 1%" 134%" Polished = 429R27| 1%c' 1%" Full Polished 53YU20) '%ce' 3° Full Polished 53YV32 
Ve" 1¥' 1AP14 136" 3 YA Polished 429R03) %c' 1%" Polished 429R33) 10mm 1%" Full Polished 53YU22 1" 3° Full Polished 53YV33 
7s" TH6 1AP15 1%!" 3 YA" Polished 429R05, %' 1%" Polished 429R39) 1imm 1%" Full Polished 538YU23) 1%c' 3° Full Polished 53YV34 
12mm 1V4' 1AP22 1%6' 3 YA" Chrome  6RCP2) '%c' 1%" Polished 429R45) 12mm 1%" Full Polished 538YU24 11%’ 3" Full Polished 53YV35 
pau 14 1AP23 13" 3 YA" Chrome  6RCP3) %%' 1 Polished 429R51) 13mm 1%" Full Polished 538YU25 1%e' 3° Full Polished 53YV36 
1V4' 1AP24 1/6" 3 YA" Chrome  6RCP4| '%e' ive Polished 429R57| 14mm 1%" Full Polished 538YU26 114" 3° Full Polished 53YV37 
WESTWARD Hex and Torx® Bits 1" 3 Chrome _1FX09| %' 1%6 Polished 429R63) 15mm 1%" Full Polished 538YU27 1%e' 3" Full Polished 53YV38 
Hex, Extra Long Socket Depth, 6-Point_ Westward Me" 1% Polished 429R69| 16mm 1%" Full Polished 53YU28) 10mm__—3"_ Full Polished 53YV40 
Yq" 54 54TM85 | 3%" 3 Full Polished 53YU83) 1° 1%6' Polished 429R75| 17mm 1%" Full Polished 538YU29 11mm 3" __ Full Polished 53YV41 
Ae 54 54TM86 | %e' 3" Full Polished 538YU84) 1% = 14%" ~—s— Polished =429R79| 18mm = 1%" ‘Full Polished 53YU30, 12mm _ —3"_~_—‘ Full Polished 53YV42 
Ye" oY 54TM87 | 1" 3 Full Polished 53YU85) 1%' 134" Polished 429R82) 19mm 1%" Full Polished 53YU31, 13mm _—3"_‘ Full Polished 53YV43 
Yn" OYA 54TM89 | %eo' 3° Full Polished 53YU86) 1%c' 134" Polished 429R86| 20mm 1%" Full Polished 538YU32 14mm 3" __‘ Full Polished 53YV44 
V6" 5Y4 54TM90 | %' 3 Full Polished 53YU87) 1%" 1°%4" Polished 429R88) 2imm 1%" Full Polished 53YU33,) 15mm —3" ~_‘ Full Polished 53YV45 
75" 510" 5ATM91 | 6" 3° Full Polished 53YU88) 1%e' 134" Polished  429R90) 22mm 1%" Full Polished 53YU34 16mm _ 3" ___ Full Polished 53YV46 
Hex, Standard Socket Depth, 6-Point | 3’ 3 Full Polished 53YU89) 19° QV Polished 429R92) 23mm 1%" Full Polished 53YU35 17mm 3" __ Full Polished 53YV47 
Yq" 2V4 54TM76 | 1% 3° Full Polished 58YU90) 1° 24" Polished 429R94. 24mm 1%" Full Polished 53YU36 18mm _ 3" ___ Full Polished 53YV48 
6 2V4 54TM77 | 7% 3° Full Polished 53YU91| 11%" 24 Polished 429R96| 25mm 1%" Full Polished 53YU37, 19mm _ 3" ~__‘ Full Polished 53YV49 
Ye" 2V4 54TM78 | 1%6° 3° Full Polished 58YU92) 1%e' 24 Polished 429R97, 26mm 1%" Full Polished 53YU38 20mm 3" ___ Full Polished 53YV50 
”e 2V4 54TM79 | 1° 3° Full Polished 53YU93) 6mm 3%" Full Polished 49XG21; 27mm = 1%" ‘Full Polished 538YU39, 21mm _—3"_~_—‘ Full Polished 53YV51 
Vn" 2V4 54TM80 | 1 %e' 3 Full Polished 53YU94, 8mm_ 13%" Chrome 6RCR4| 28mm 1%" Full Polished 53YU40 22mm _—3"_~___‘ Full Polished 53YV52 
V6" 2V4 54TM81 | 1%" 3° Full Polished 53YU95)| 10mm = 12%a" “Polished = 429R11; 29mm = =1%" ‘Full Polished 538YU41, 23mm _—3"_~_—‘ Full Polished 53YV53 
7" 2V4 54TM82 | 156° 3 Full Polished 53YU96) 10mm = 34" ___ Full Polished 49XG14 somin 1%" Full Polished 53YU42) 24mm _ 3" _~__—‘ Full Polished 53YV54 
6mm 2V4" 54TM93 | 1%" 3 Full Polished 53YU97, 13mm_=12%a" “Polished = 429R19) 32m 1%" Full Polished 53YU43) 25mm _ —3"_~__—s*Full Polished 53YV55 
8mm 2 YA" D4TM94 | 1%6' 3° Full Polished 58YU98, 15mm 1% Polished 429R25 8 Point, Standard 26mm __—3'_~__‘ Full Polished 53YV56 
10mm 2V4" 04T™M95 | 10mm 3" __s‘Full Polished 53YVO1) 17mm 1%" Polished 429R31| Proto 2/mm 3’ _‘ Full Polished 53YV57 
12mm 2V4" o4TM96 | 1imm_— 3" ___‘ Full Polished 53YVO2; 19mm 1%" Polished 429R37| %' 1/s6' Chrome 1AN68| 28mm _— 3°" _ Full Polished 53YV58 
14mm 2V4" D4TM97 | 12mm 3" ~___s*Full Polished 53YV03) 21mm 1%" Polished 429R43) ‘Ac’ 1/6 Chrome  1AN69| 29mm _— 3° _ Full Polished 53YV59 
17mm 2V4" 54TM98 | 13mm 3" ~_—__s«*Fulll Polished 53YVO4) 22mm = 1'%2" Polished 429R47| 12" 1/6 Chrome 1AN/0| 30mm _— 3° _ Full Polished 53YV60 
Tamper Resistant Torx®, Standard 14mm 3° Full Polished 538YV05| 24mm 11%" Polished 429R53) %c' 12" Chrome  1AN/71) 32mm 3" Full Polished 53YV61 
Socket Depth, 6-Point 15mm — 3" ~—__—s* Full Polished 53YVO6) 25mm 1'%2" Polished 429R55) %' 1%" Chrome _1AN72 
150 24" 54TNG4 | 16mm 3° ‘Full Polished 538YVO7; 27mm_ 14%4" _—~Polished = 429R61) 'Vc' 1%" Chrome _1AN73 
17mm _—3"_~—__—s* Full Polished 53YV08) 28mm_ 1%%2" Polished 429R65| %4" 1%" Chrome _‘1AN74 | CONTINUED | ] 
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,"-Drive Ratchets, Sockets, and Accessories SK° *wismarn 
Socket Overall Item | Socket Overall Item | Socket Overall Item | Socket Overall Item | Socket Overall Item 


Sizes Length Finish No. | Sizes Length Finish No. | Sizes Length Finish No. | Sizes Length Finish No. | Sizes Length Finish No. 
12 Point, Deep, Aerospace Certified 18mm 314’ Polished 429P69| 1Vc' 1%6' Black Oxide 1ANO3} 30mm 1293" Polished 429R70) 15mm 1%" Full Polished 53YU66 








Proto 19mm 34" Polished 429P70| 1%c' 1% Polished 429R78 32mm 12%2" Polished = 429R76| 16mm 1%" ‘Full Polished 53YU67 
x" 3M Polished 429P55, 20mm 34" Polished 429P73| 1%' 1H" Polished 429R81, 36mm = 2'%a' Polished = 429R83| 17mm_—1%" ‘Full Polished 53YU68 
Ae 3M Polished 429P59 21mm 34" Polished 429P74| 1%" 1%" Black Oxide 1AN04| 38mm 214" Chrome  6RCR6) 18mm 1%" ‘Full Polished 53YU69 
¥, 3M Polished 429P63, 22mm 34" Polished 429P77| 1%68° 14 Polished 429R85 55mm  3%z" Satin 429730, 19mm 1%" ‘Full Polished 53YU70 
6" 3M Polished  429P67, 23mm_—3#" Polished 429P78) 1%" 1H" Polished 429R87| Westward 20mm 1%" ‘Full Polished 53YU71 
%" 3M Polished 429P71, 24mm 34" Polished 429P81| 1%’ 1%" Black Oxide 1ANO06| %%' 1%" — Full Polished 53YU44) 21mm 14" ‘Full Polished 53YU72 
Ve 3M Polished 429P75, 25mm 34" Polished  429P82) 1%c' = 1°%a"_ ~~ Polished = 429R89) 1c’ 1%" — Full Polished 53YU45| 22mm 11%" Full Polished 53YU73 
fa" 3M Polished 429P79 27mm 34" Polished  429P86) 1%s' = =1%' Black Oxide 1ANO7| 1%" 1%" — Full Polished 53YU46) 23mm 1%" ‘Full Polished 53YU74 
y' 3%" Black Oxide 1AN27) 30mm 3%' Polished 429P93) 13° 2" Polished 429R91) %c' 1%" — Full Polished 53YU47| 24mm 1%" ‘Full Polished 53YU75 
ee 3M Polished 429P83, 32mm 34" Polished 429P97| 1%6' 2% Polished 429R93)_%' 1%" — Full Polished 53YU48) 25mm 114" ‘Full Polished 53YU76 
ZR 3M Polished 429P87 12 Point, Standard 1 2%" Black Oxide 1AN10| '%e' 1%" — Full Polished 53YU49) 26mm 114" ‘Full Polished 53YU77 
ee 3M Polished 429P91) Proto 1%" 2A" Polished 429R95) 34" 1%" — Full Polished 53YU50) 27mm 114" ‘Full Polished 53YU78 
ee 3%" Black Oxide 1AN30| %e' 18%4" Chrome — 6RCP6| 10mm_ 1%%s" Polished = 429R10) "6" 1%" — Full Polished 53YU51| 28mm 11%" ‘Full Polished 53YU79 
T 3M Polished 429P95 %' 18%" Polished = 429R14, 12mm_ 1°%a" Polished = 429R16) %' 1%" — Full Polished 53YU52) 29mm 114" ‘Full Polished 53YU80 

3M Polished  429P98 1c’ 18%4" Polished = 429R20) 13mm_15%4" Polished = 429R18)_ '%e' 1%" — Full Polished 53YU53| 30mm 114" ‘Full Polished 53YU81 

3%" Black Oxide 1AN32) 1%" 19%" Polished = 429R26| 14mm_—s1%" Polished 429R22) 1' 1%" — Full Polished 53YU54) 32mm =1%" ‘Full Polished 53YU82 

3M Polished 429P99| %c' 1%" Polished 429R32| 15mm 1%" Polished 429R24 1%c' 14" Full Polished 53YU55 12 Point, Standard, 

3%" Black Oxide 1AN33) 1% Chrome  SME62) 17mm 1% Polished 429R30) 17’ 1%" _ Full Polished 53YU56 Aerospace Certified 

3Y Polished 429R02 %' 1%" Chrome _5ME64| 18mm__ 1%" Polished 429R34 1%c6' 12" Full Polished 53YU57 Proto 

3M Polished 429R04 3’ 1%" Polished 429R50| 19mm__- 1%" Polished 429R36 114' 1%" _ Full Polished 53YU58) 5%" 1 Polished 429R38 

3%" Black Oxide 1AN34) 3" 1%" Black Oxide 1AM94) 20mm 1%" Polished 429R40, 1%6' = 1%" ‘Full Polished 53YU59) 17/4" WA Polished 429R44 

3%" Polished 429R06 ‘%e' 1%" Polished 429R56) 2imm_ 1%" Polished 429R42, 13" 1%" _ Full Polished S3YU60) 26mm 12%4" Polished =~ 429R58 

3M Polished 429P53, 7%’ 1y" Chrome 5ME66| 22mm _ 1'%2" Polished 429R46| 10mm 1%" Full Polished 53YU61, 28mm 125%42" Polished 429R64 


34" Polished 429P58|_ 1%6 Polished 429R62) 23mm _ 1'%2' Polished 429R48) 11mm 1%" ‘Full Polished 538YU62, 29mm 12542" ~— Polished 429R66 
34" Polished 429P61| '%e' 1% Chrome SME6/| 24mm_1'%2" Polished =429R52, 12mm_—s 1%" ‘Full Polished 53YU63 
34" Polished 429P65|_ '%e' 1%6 Polished  429R68) 25mm_ 1'%2' Polished = 429R54) 13mm 1%" ‘Full Polished S3YU64 
34" Polished 429P66| 1° 1/6" Polished 429R74| 27mm_ 1*%a" Polished =429R60, 14mm_——s 1%" ‘Full Polished 53YU65 
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$ No. 12D286 » 3/,"'.Drive Ratchets, 
Sockets, and Accessories 











Overall Item Socket Overall Item Socket Overall Item Socket Overall Item 
Description Length Brand No. Sizes _ Length _ Finish No. Sizes _ Length __ Finish No. Sizes _ Length __ Finish No. 
Ratchets 6 Point, Deep PE 2 Satin  429T09 13%' 24. Chrome 5MX84 
Pear Head Proto Ye" 2. Satin 429110 1%6' 24" Chrome 5MX85 
15° Min. Arc Swing, Chrome 20" Westward 45J214 7! 32" Satin 1AP88 1° 1%6 Chrome 1TEJ7 1%’ 298° Chrome 5MX86 
15° Min. Arc Swing, Satin 90" Proto 426G49 6" 3h" Satin 1AP89_ 1° 2" Satin 429112 19%" 20. Chrome _5MX87 
Aerospace Certified ili A Satin 1AP90) 1%c' 2 Chrome 1TEJ8 = 1%" 2°%4 Chrome 5MX88 
5° Min. Arc Swing, Black Oxide 20" Proto 1AP26 Ye 3 Satin 429115 1%e' 2 Satin 429114 1'%e' 2'%6 Chrome 5MX89 
Pear Head, Female Drive 1%" A Satin 1AP92 1%" 2/32" Satin 429116 1%' 24" Chrome 5MX90 
15° Min. Arc Swing, Chrome 20" Proto 1AP28 14" 32" Satin TAP93) 1%6' 2/32) Satin 429118 2° 2'%6 Chrome 5MX91 
Pear Head, Quick Release 16 32 Satin TAP94) 116° 229/30" Satin 429132 2%" 3-2/9" Chrome 45J211 
15° Min. Arc Swing, Chrome 19% Westward 5IMX65 1%" 3Y2 Satin 1AP95 1% 23 V30" Satin 429133 21mm Z Chrome 5MX44 
Round Head 1/6 32" Satin 1AP96 2° 3%4 Satin 429135 24mm 2%6e Chrome 5MX4/ 
5° Min. Arc Swing, Chrome 18" SK 12D286 14" 32" Satin TAP97) 2% 3732) Satin 429136 2/mm 2V%ie Chrome 5MX49 
Ratchets, Specialty 1%" 32 Satin TAP98 28" 3%32" Satin 429137 30mm 2 V8 Chrome 5MX651 
Breaker Bar, Aerospace Certified 20" Proto 426G30 Westward 26. 3932. Satin 429138 32mm 24 Chrome 5MX52 
Breaker Bar, Black Oxide 20" Proto 1AP31 1/76 3%6 Chrome 106306 21%" 31932" Satin 429139 35mm 24" Chrome 5MX53 
Socket Accessories 1" 3%6 Chrome 10E307 234° 34964" Satin 429140 36mm 2V4" Chrome 5MX54 
Hinge Head, Chrome 18° SK 12D287 1%" 3%6 Chrome 10E309 19mm 2 Satin 429R98 38mm 24" Chrome 5MX55 
L Handle, Chrome 16° Proto 1AP33 1%" 3%6 Chrome 10E311 20mm 2. Satin 429R99 41mm 22. Chrome 5MX56 
Ratchet Adapter, Chrome 3/4. Proto 1AP37 Ve 3%6 Chrome _10E312 22mm 2 Satin 429102 46mm 24%4' Chrome _5MX5/ 
Sliding T-Handle. Chrome 18" Westward 5MZ16 1%" 3%6 Chrome 106313 24mm 2 Satin 429105 50mm 2'%6 Chrome 5MX58 
g ; a Piato yt a a garome esl ecm of eatin sears ier Point, Standard, Aerospace Certified 
15" Dri : 4) mm 16 rome 4) mm P32. atin 7 roto 
Socket Adapter, Chrome, ¥2' Drive-—oyr—"Wiggtward45J217. 46mm 3%e" Chrome 10E354 30mm 270" Satin 429711. 17%" 21%4" Satin 429719 
Socket Adapter, Chrome, 1" Drive 2%6' Westward 45J216 somm 3%6 Chrome 106357 35mm 2932. Satin TAP77)  1%6 2932. Satin 429721 
Socket Adapter, Full 17/' Proto 426H20 6 Point, Standard 38mm 21332" Satin 1AP79 = 13%" 2732" Satin 429122 
Polish, ¥2" Drive Westward 42mm 229/32" Satin 1AP81) =1%6 21932" Satin 429123 
Socket Adapter, Full 5p" Preis 426H22 1," 298. Chrome 10E282 54mm 3¥32" Satin 1AP84 1%" 213/30" Satin 429125 
Polish, 1" Drive 1%" 2Y2' Chrome 10E284 58mm 313/39" Satin 1AP86) 1%" 278° Satin 429126 
4" Westward 5MW43 1%' 2'Ye Chrome 10E288 Westward 1¥8" 2x8 Satin 429128 
Socket Extension, Chrome 8 Westward 5MW44 Zz 24" Chrome 10E289 /%' 2. Chrome 5MX76— 1'V6' 2y4" Satin 429129 
16° Westward 5MW42 2¥4" a Chrome 10E293 '%e' 2¥%ie Chrome 5MX//7— 1%" 274" Satin 429131 
Snckat Eviansion: Full Boligh 4’ Proto 426G7/7 298" 3%6 Chrome 10E294 1' 2%6 Chrome 5MX78 32mm 2/32" Satin 429113 
Aerospace Certified 8 Proto 426G78 12 Point, Standard "6 2¥%16 Chrome 5MX/79 36mm 2.1330" Satin 429117 
e 16° Proto 426G79 _‘~ Proto 14" 2¥%6 Chrome 5MX80 41mm 22%" Satin 429120 
Universal Joint, 4" Proto 426)29 y/4" 2. Satin 429104 1%c' 248" Chrome 5MX81 46mm 2°39" Satin 429124 
Aerospace Certified ie" 1%" _ Chrome _19C464 1%' 2%6 Chrome _5MX82 50mm 3/32" Satin _ 429127 
Universal Joint, Full Polish 46 Westward 45J215 1H6" Z Satin 429107 1%6 2/16 Chrome 5MX83 
il 7 7 54 
1"-Drive Ratchets, Sockets and Accessories *wistwarp GDL = 
Overall Item 
Description Length Brand No. | 
Ratchets No. 426G50 ¥ ci 
Pear Head . Ad 1AR36 
15° Min. Arc Swing, Chrome 6%" Westward 45J258 “ 
Hand Ratchet, Satin 26" Proto 426650 ace 
Ratchets, Specialty Socket Overall Item Socket Overall Item Socket Overall Item 
Breaker Bar, Chrome 26' Westward 45J265 Sizes Length Finish No. Sizes Length Finish No. Sizes Length Finish No. 
Breaker Bar, Full Polish Zt Proto 426631 12-Point, Standard Socket Depth 194" 34%" Satin 1AR40 = 2%" 4¥" Satin 1AR51 
Socket Accessories Proto Te 3%6 satin 1AR41 2%’ 4/6 Satin 1AR52 
Sliding T-Handle Bar, Chrome 28 V2" Proto 1AR23 il 216 Chrome 190455 1%’ 3%6 Satin TAR42 2'%6' 41/6 Satin 1AR53 
Sliding T-Handle Bar, Full Polish 22' Westward  45J263 14," 2/6 Satin 1AR31 = 2° 3%6 Satin 1AR43 3° 41/6 Satin 1AR54 
Sliding T-Handle Drive Plug, Full Polish 3¥3' Westward  45J260 16 2/6 Satin 1AR82 26° 34%" Satin 1AR44 = 3%" 4146 Satin 1AR55 
Sliding T-Handle Drive Plug for No. 1AR23, Chrome a Proto 1AR29 14" 24." Satin = 1AR383 = 2%" 3% Satin 1AR45 3%" 5¥s' Satin 1AR56 
Socket Adapter, 1°F x 34'M, Chrome 27%. Westward 45J261 16 27430" Satin 1AR384 = 2%6' 3%" Satin 1AR46 36mm 2%)" Satin 190397 
Socket Adapter, Full Polish 2/3. Proto 426H23 1%; 27430" Satin 1AR385 2%" 3'%6  =Satin 1AR47 41mm 2'Y%e Satin 190399 
Sackardensian (Chionié 6" Westward 45J262 19" 3° Chrome 19C461 2%6' 3'%s' Satin 190394 46mm = 22%" — Satin 19C401 
16" Westward  45J264 1/6 2% Satin 1AR36__ 2%" 34%4 ~=Satin 1AR48 50mm 3. Satin 19C402 
: Fa Proto 426681 1%" 34%" Satin 1AR388 2%" 4¥" Satin 1AR49 60mm 3% Satin 190406 
Universal Joint, Full Polish 5% Westward 45J259 "6 34%" ~~ Satin 1AR389 2%6 4¥s" Satin 1AR50 65mm 3%" Satin 190408 
772 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 
= = No. 
4JX01 
Mixed-Drive Impact Socket Sets 4PRH7 
These sets include an assortment of drive sizes in both SAE 
and metric measurements for a wider variety of applications. 
No. of Socket Sockets Mfr. Item 
Pieces _Type Incl. Includes Brand Model No. 
Y" - Drive size, SAE 
6 pt. Std., Yo" Dr 6 pt std.: ¥", Ae’, 2", Ne’, %', Me, Ya", He’, “Z', 6, 1", Me, 1%", 14". %" Dré 
28 6 nt. Deep pt Deep: 34", TAs", 15", Ye", 56", "Vs", HA", 146", TH", 1546", 1 1 Mis", 16", 14" Blow Molded Case = SK 4051 120217 
Yq", 34", Vo" - Drive Size, SAE 
12 Internal Ya" Drive: 110, 115, 120, 125, 127, 130, 46" Drive: T40, 145, 147, T50, 155, 12" Drive: T60 Blow Molded Case Westward — 4PRH7 
¥," - Drive Size, Metric 
26 _12 pt. Std. 17, 19, 20, 21, 22, 23, 24, 25, 26, 27, 28, 29, 30, 31, 32, 33, 34, 35, 36, 38, 40, 41, 42, 43, 46, 50mm — Proto _J/2106M_ 33HD94 
21 = 6 pt. Std. 19, 20, 21, 22, 23, 24, 25, 26, 27, 28, 29, 30, 31, 32, 33, 34, 35, 36, 38, 40, 41mm ae ci Proto J72103M 5PZN7 
¥," - Drive Size, SAE 
3 6 pt. Deep 1, 1%6, 1%, 1%, 1%6, 1%, 1/6, 1%" — Proto J/3102 _33HD97 
6 pt. Std. 16, 14, 16, 1%, 116, 2, 26, 248" — Proto J/3104 —33HD99 
¥e", Vo" - Drive Size, SAE 
10 Std Hex Bit Ys" Drive: V4, Ve, 16, Ye, 16, ¥32, “32'; Y2' Drive: ¥2, ¥, Ve Blow Molded Box Proto J/2156 —4JX01 
¥e", Vo" - Drive Size, SAE, Metric 
86 6 pt. Std. %',6 PT Standard: 9mm, 10mm, 11mm, 13mm, 14mm, 15mm, 17mm, 19mm, “6, %, Ae, %', Ae, ¥%, “oe, 4'%', 6 PT __ Proto 7274 45EK97 
6 pt. Deep Deep: 9mm, 10mm, 14mm, 13mm, 14mm, 15mm, 17mm, 19mm, Ag _ AB, A 6, ye" 1A", a'Yo" 6 PT Standard: 
6 ot. Std ¥” Dr 6 PT Std: 0", 94", “a6”, V2", Vie”, %6", 46", %”, 9mm, 10mm, 11mm, 
94 6 ft eee 12m m, 13mm, 14mm: 15mm, 46mm, 17mm, 48mm, 19mm Blow Molded Case Westward 45KG81 45KG81 
Piece ¥8” Dr 6 PT Deep: “6”, %”, Ac”, is" Ve”, 55” 1g”, yy” 9mm, 10mm, 14mm, 12mm, 13mm, 14mm, 15mm, 16mm, 1 
¥_", Va" - Drive Size, Torx® 
— Ya" Dr: E4, £5, £6, E7, E8, ¥8° Dr: E8, E10, E12, E14, E16 Clip and Rail Proto J39230 33TA28 
1" - Drive Size, SAE 
16 ~—- 6 pt. Std. 26, 2%, 216, 2V4, 26, 2%, 26, 242, 2%6, 2%, 2'Vie, 244, 2'6, 2%, 2'6, 3° — Proto J/6116 _33HD91 
Soke “WistwarD 
No. 
T | i 4PRE3 
Y,"-Drive impact Socket Sets No. 4JW80 
Designed to withstand the high-impacting torque loads that modern impact 
wrenches produce. Impact sockets are heat treated to a lower hardness than hand Pps 4 
or power sockets to ensure durability for impact applications. | 
No. of Socket Sockets Mfr. Item 
feces Type Incl. Includes Brand Model No. 
6 6 pt. Std. %4, He, 8, As, ¥2, V6. 6%" Socket Bar, (6) Socket Clips Proto  J69102 4JW80 
11 6 pt. Deep Vie, “2, V4, ¥32, V6, 'Va2, ¥8, As, 2, V6, YB 9" Socket Bar, (11) Socket Clips Proto J69116 4JW84 
. 6 pt. Std. 6, 32, Va, Yao, Ve, 'Va2, %, 6, V2, V6, % 9" Socket Bar, (11) Socket Clips Proto J69106 4JW81 
etric 
11 6 pt. Deep 5, 6, 7, 8,9, 10, 11, 12, 13, 14, 1omm 9" Socket Bar, (11) Socket Clips _ Proto J69212 4JW89 
sae M 6 pt. Std. 4.5, 9.0, 0, 1, 6, 9, 10, 11,12, 13, 14, Tomm 11" Socket Bar, (13) Socket Clips Proto  J69206 4JW88 
, Metric 
6 pt. Std., 6 Pt. Std.: V6, “2, V4, Y2, Ae, V2, Ya, A, V2", Ae'6 Pt Std.: 4, 4.5, 5, 5.5, 6, 7, 8, 9, 10, 11, 12, 13, 14, 
48 G pt Deep 15mm 6 Pt. Deep: Ye, Vr, V4, 92, 16, V0, 44, the, Vo, Hie" 6 Pt. Deep: 4, 4.5, 5, 5.5, 6, 7,8, 9, 10, 11, 12, Blow Molded Case Westward — —— 4PRES 


Tce “Wwisnwarn SK° 
3/,""-Drive Impact Socket Sets 


These slightly larger sockets are heat treated to a 
lower hardness than hand or power sockets to ensure 
durability. They withstand the high-impacting torque 








loads that modern impact wrenches produce. No. 4uUW98 No. 4uX02 No. 4PRG1 
No. of Socket Sockets Mfr. Item 
Eleces Type Incl. Includes Brand Model No. 
5 6 pt. Std. ¥%, 6, ¥2, V6, Ye 6%" Socket Bar, (5) Socket Clips Proto J72142 4JW98 
7 6 pt. Std. ¥e' 6 pt. std.: As’, 2", Ae’, %', Mei, Ya" Socket Clip, Socket Rail Proto J/2144 49XF44 
Std Hex Bit Ys, Ya, V6, %, 6, ap, a" 9" Socket Bar, ¥8' Socket Clip Proto J/2152 4JW99 
6 pt. Deep 6 Pt. %, He, ¥, 76, ea Ae, %, Ne, Ya" 9" Socket Bar, (9) Socket Clips Proto J72112 4JW94 
9 6 pt. Deep Thin Wall: Va, "6, %, the, Vs, re, %, 46, ya — Proto J72117 4PKE2 
6 pt. Std. Ya, Ag, Vs, A, % Ae, Vs, Vie, fa 9" Socket Bar, (9) Socket Clips Proto J/2102 4JW92 
12 6 pt. Std. 6, 4, As ¥2, Ve, %, M6, %4, Ve, “, 6, 1° Blow Molded Case Westward — 4PRE9 
15 6 pt. Deep Ya, Ya2, 6, '¥32, %8, As, ¥2, Ve, %, Vie, %4, V6, “, Ae, 1° 17" Socket Bar, (15) Socket Clips Proto J/2116 4JW95 
6 pt. Std. _ a ao A ee e As Pe. spe Se, “, eo, 1" 17" Socket Bar, (15) Socket Clips Proto J/2106 4JW93 
8" Dr 6 Pt std.: V4", Ae", Ye", Ae’, Ya", Ae", Ve", Me’, V4", We", ZA’, Me’, 1°. ; 
7 25 6 pt. Std., 6 pt. Deep 34" Dr 6 Pt Deep: Ye", %4", Vie", Vo", Ve", 54", "Vie", Va", Her, Ak, Ae" Clip and Rail Proto J72125 33TA30 
etric 
D Std Hex Bit 4,5, 6, 8, 10mm 6%" Socket Bar, ¥8" Socket Clip Proto J72252 4JX0O7 
14 6 pt. Deep 7, 8,9, 10, 11, 12. 13, 14, 15, 16, 17mm 9" Socket Bar, (11) Socket Clips Proto J72212  4JX04 
6 pt. Std. (23,9, 10; 11, 12. i 14, 15, 16, 17mm 9" Socket Bar, (11) Socket Clips Proto J/2202  4JX02 
12 6 pt. Deep Thin Wall ” a 9, aD uF iz, aH 14, 15, 16, 7 18, emi 7 — Proto J72217 4PKE3 
8" Drive 6 pt. Deep: 10mm, 12mm, 13mm, 10mm, 11, 
13 6 pt. Std. 42mm. 13mm, 14mm. 15mm. 17mm, 19mm Socket Clip, Socket Rail Proto J47213 49XF46 
19 6 pt. Deep 6, 7, 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24mm 17" Socket Bar, (19) Socket Clips Proto J/2216  4JX05 
SKEW 6 pt. Std. 6, 7, 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24mm 17" Socket Bar, (19) Socket Clips Proto J/2206 4JX03 
, Metric 
13 6 Pt Std V6, 2, V4, He, ¥, ‘Ae, ¥2", 4, 5, 6, 7, 10, 12mm ¥e' Drive Hex Impact Driver Westward — _4PRG1 
18 6 pt. Std. Vy", Ve, 8, As, ¥2', V6, %, Ve, V4" Socket Clip, Socket Rail Proto J/2230 49XF45 
20 6 pt. Std. Ya", Ve, ¥e, As, ¥2', He, %', Ve, %', f, 8, 9, 10, 11, 12, 13, 14, 15, 16, 17mm Socket Clip, Socket Rail Proto J/2220 49XF47 
24 6 pt. Std. wr: i As, Bere ao %, Ye, uy wei: a 8 : 10 i i 13, 14, 15, 16, 17,18, 19mm __ 3" Extension Bar and Universal Joint Westward — 4PRF3 
8' Dr 6 pt std.: Ae", 8", Ae’, 2", Ne’, ¥', Ve’, 4", 8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm. 
: = 6 pt. Std., 6 pt. Deep 34° Dr G pt Deep: He", 6", HAs", 14", Ve", 6", ‘e", 94°, 8. 9, 10, 14, 12, 13, 14, 15, 16, 17, 18, 19mm Blow Molded Case Sk 4090 120220 
orx 
External Std. E6, E7, E8, E10, E12, £14, E16 6%" Socket Bar, (7) Socket Clips Proto J/2132 4JW97 
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No. 
4PRG3 
il ' 
No. ‘| ¥,"-Drive Impact 
4JX22 
, Socket Sets 
HAN Durable, heat-treated sockets have a lower hardness than 
hand or power sockets. They are designed to withstand the 
high-impacting torque loads of modern impact wrenches. 
No. of Socket Sockets Mfr. Item 
Pieces Type Incl. Includes Brand Model No. 
SAE 
3 Extensions 3.0, 10" 3, 5, and 10" Sockets, Plastic Tray Proto J7515  =5TH97 
7 6 pt. Std. Ab, V2, V6, %, Vie, V4, 6° 9" Socket Bar, (7) Socket Clips Proto J74142 = 4JX15 
Std Hex Bit Ya, Ve, Ye, As, ¥2, Ve, ¥" 9" Socket Bar, /2" Socket Clip Proto J74152 = 4JX16 
14 6 pt. Deep Va, Ae, %, Vie, Y4, ie, %, 6, 1, 1%, 18" 13" Socket Bar, (11) Socket Clips Proto J74112 =4JX11 
6 pt. Std. Ve, Ae, %, Vie, Ys, ie, %, 6, 1, 1%, 1%" 13" Socket Bar, (11) Socket Clips Proto J74102 4JX08 
43 6 pt. Deep ”6, V2, Ae, %, Vie, ¥4, eo, “, 6, 1, 16, 1%, 1%" Blow Molded Case Westward = 4PRG3 
6 pt. Std. Yo", 6 PT: Ya", Vo, Ye", Vie", Ya", 136", Ze", He", 1°, Vie’, 1%", 1546", 1%" — Proto J74143  45EK93 
14 6 pt. Std. 6, V2, V6, Ys, Vis, ¥4, 6, %, 6, 1, 16, 1%, 1%416, 1%" Flex Impact Sockets, Universal Socket Westward _— 4PRH5 
6 pt. Deep Ye, “6, V2, Ve, ¥2, Vis, ¥4, He, %, V6, 1, 16, 1%, 1%6, 1%" 6%" and 17" Socket Bars, (15) Socket Clips Proto J74114— 4JX12 
15 6 pt. Deep Thin Wall: 38, As, %2, As, %, M6, 4, He, %, 46, 1,1%6, 1%, 1%6, 1%" — Proto J74117 += 4PKA6 
6 pt. Std. ¥%, Ae, V2, Ae, ¥, Vie, Y4, Ve, %, Vie, 1,16, 1%, 16, 1%" 6%" and 17" Socket Bars, (15) Socket Clips Proto J74104 = 4JXx09 
6 pt. Deep ¥, Ao, ¥2, Ve, ¥, Vie, Y4, Ve, %, 6, 1, 1Y6, 1%, 1%6, 1%, 1%6, 1%, 16, 1%" 9" and 17" Socket Bars, (19) Socket Clips Proto J74116 = 4JX13 
19 6 pt. Deep ¥%, Ao, V2, Ae, ¥e, Vie, Y4, Ve, %, 6, 1, 1V6, 1%, 1%6, 1%, 1%6, 1%, 16, 1%" 9 and 17" Socket Bars, 19 Socket Clips Westward — 4PRC5 
6 pt. Std. ¥%, Ao, ¥2, Ve, ¥e, Vie, Y4, Ve, “, Ne, 1, 1V6, 1%, 1%6, 1%, 1%6, 1%, 16, 1%" 9" and 17" Socket Bars, (19) Socket Clips Proto J74106 4JX10 
6 pt. Std., Std. “As, 2, Ye, %, V6, %4, He, %, 6, 1,1%6, 1%, 1%, D —— 
28g ft rieep Ve Ys, he 5h, he i, 1546 h 1546 1 1% 1%, 1 yi" oeP Impact Universal Joint, 3" Impact Extension Bar © Westward —  4PRG8 
Metric 
a 6 Pt Deep Y" Drive Impact Socket 6 PT: 17mm, 19mm, 21mm, 22mm, 24mm _— Proto J74218 45EK91 
6 Std Hex Bit 6, 8, 10, 12, 14, 17mm 9" Socket Bar, /2" Socket Clip Proto J74252 43X23 
10 6 pt. Deep 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm 17" Socket Bar, (10) Socket Clips Proto J74212 4JX20 
6 pt. Std. 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm 13" Socket Bar, (10) Socket Clips Proto J74202 4JX17 
14 6 pt. Deep 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 21, 22, 26, 27mm — Westward — 4PRG5 
6 pt. Deep 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24mm 17" Socket Bar, (15) Socket Clips Proto J74214 = 43X21 
15 6 pt. Deep Thin Wall: 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24mm 17" Socket Bar, Socket Clip Proto J74217 ~4PKA7 
6 pt. Std. 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, 23, 24mm 17" Socket Bar, (15) Socket Clips Proto J74204 = 4JX18 
8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, i ; 
5 6 pt. Deep 23,24 95. 26, 27.28 29, 30, 32. 36mm 17" Socket Bar, (25) Socket Clips Proto J74216 4JX22 
8, 9, 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22, i ; 
6 pt. Std. 23.24 95 26 27.28 29. 30, 32. 36mm 17" Socket Bar, (25) Socket Clips Proto J74206 4JX19 
10, 11, 12,13, 14, 15, 16, 17, 18; 19, 20, 21, 22, 23; 24. 
é 6 pt. Deep 95 26, 27, 28, 29, 30, 32, 33, 34, 35.36 mm Blow Molded Case Westward _— 4PRG7 
10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 21, 22, 23, 24, 
6 pt. Std. 35 26, 27, 28, 29, 30, 32, 34.35, 36mm Blow Molded Case Westward _ 4PRG6 
ea ae PT 2 cd a LLL ee 16mm, 
pt. Sid., mm, 18mm, 19mm, 20mm, 21mm, 22mm, 24mm 2" Drive Impact _ 
30 6 pt. Deep Socket 6 PT Deep: 8mm, 9mm, 10mm, 11mm, 12mm, 138mm, 14mm, Proto J74306 45EK94 
15mm, 16mm, 17mm, 18mm, 19mm, 20mm, 21mm, 22mm, 24mm 
SAE, Metric 
10 6 pt. Deep Yo" 6 PT:138mm, 16mm, 17mm, 19mm, 21mm, 2", Ke", ¥%", 34", 6" — Proto J74201 45EK92 
12 6 pt. Std. Yo" Dr 6 Pt Impact Socket: ¥%, “As, ¥2, Ye, %, 4", 8,10, 12, 14, 17, 19mm Clip and Rail Proto J74242 33TA29 
18 6 Pt Std SAE: %, Y2, Ye, ¥e, ‘As, V2, Ve, Ye, M16, ¥4 In; Metric: 6, 7, 10, 12, 14, 15, 17, 18mm — Westward — 4PRH3 
6 pt. Std., ¥e, As, V2, Ne, %, Ve, %4, Ve, “%, Me, 1, 16, 1%, 1%6, 1%", 10, Impact Socket Set (4JX18), Impact Socket 
30 pt Deep 11,12, 13 14, 15, 16, 17, 18, 19. 20, 21,22, 23, 24mm Set (4JX12), Toolbox Not Included Proto = Jo4215— S3HETS 





Drive 
Size 
SAE 


Metric 


fy" 


714 


No. 21WM43 No. 5ME81 No. 21WL54 
to ensure durability. 

No. of Socket Sockets 

Pieces Type Incl. Includes Brand 
7 4 pt. Std. 1" PT: 44", 6", Z', Me", 1°, 148", 1" — Proto 

%h, "oe, 1, 1"%6, 1%, 16, 1%, 1%6, 1%, 1%, 1%, 1%, 1%, 2, 2%, 
27 6 pt. Std. 2%, 2%, 2%, 2%, 2%, 2%, 2%, oF 3%, 3%, 3%, 31," Metal Box Westward 
37 6 ot. Std 1"6 PT: 94", 36", ZB", eo", 1", V6", 1%", 146", 14", 1%6", 154", 16", 1%", 1%6', 1%", __ Proto 
Pi old. 41%46", 37989", 115/16", 174", 11546", 2" 26", 2V4", 2546", 2Vi", 2546", 294", D7Ag", DV", 29/6, 2- 
5 Std Hex Bit Ve, Ye, Ya, Ys, 1" 9" Socket Bar with 5 Clips Proto 
10 6 pt. Std. Ya, 6, A, Ve, 1, 1Y6, 1%, 1346, 1%, 16° Carton Proto 
¥4" Drive Impact Socket 12 PT: 34", 1/6", %", oe", 1°, Ye’, _ 
1S pt ov. 106", 1%:6", 1V4", 16", 194", 16", 114" Proto 
14 6 pt. Deep a, 36, , 6, 1, 16, 1%, 13416, 1%, 1%6, 1%, 16, 1%, 1%" Metal Box Westward 
15 6 pt. Std. Ya, 6, A, Ve, 1, 16, 1%, 13416, 1%, 1%6, 1%, 16, 1%, 1%6, 19%" Socket Holder Proto 
Ya", 12 PT: 6", Ya", eo", A’, 6", 1°, Ve", 1%", 1%", 1-5°16, 134", 

20 G pt. Std. 1746, 115, 198", 1146", 134", 11346, 174, 11946", 2" = Proto 
9 6 pt. Deep 27, 29, 30, 32, 33, 35, 36, 38, 44mm Metal Box Westward 
10 6 pt. Deep 19mm, 21mm, 22mm, 23mm, 24mm, 26mm, 27mm, 30mm, 32mm, 33mm Socket Clip, Socket Rail Proto 
12 6 pt. Std. 19, 20, 21, 22, 23, 24, 27, 30, 32, 36, 41, 46mm — Proto 
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¥,"" and 1"-Drive 
Impact Socket Sets 


Both drive sizes are designed to withstand 
high-impacting torque loads from modern 


impact wrenches. They are heat treated to a 
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Mfr. 
Model 


J10018S 


J76137 


J07595 
J07500-10 


J72104 


J73105 
J72103 


J72100M 
J72105M 


lower hardness than hand or power sockets 


Item 
No. 
45EK90 
21WM43 


A5EK89 


oME81 
1AR78 


45EK95 


35HU98 
oPZN8 


A5EK96 


21WL54 
49XF43 
30GM74 
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No. 1AR79 


No. 4LYA8 






No. 2MA13 





No. 4LYC8 
4LYD5 
ok “Wistwarp 
Y,"-Drive Impact and Power Sockets 
Impact Sockets—Withstand high impacting torque loads. Heat treated to a Power Sockets—Designed to withstand assembly operation wear. Use with 
lower hardness than hand or power sockets to ensure durability for impact nonimpacting power tools to stall torque or stop at a predetermined load, typi- 
applications. cally lower than an impacting tool. Case-hardening heat treatment increases 
surface hardness. Do not use with impact wrenches. 
Overall Item Item Item 
Description Length No. Size Brand No. Size Brand No. 
Proto - 1%", ¥e", 2" Drive Impact Socket Accessories 15mm Westward 4LXW6 5mm Westward 4LYD3 
Socket Adapter Set, 4-Pc. _— 190376 Magnetic 5.5mm Westward 4LYD1 
Proto - %4" Drive Impact Socket Accessories Ya" Westward 4LYP2 6mm Westward 4LYD4 
Ratchet Repair Kit — 190576 Y" Westward 4LYP8 8mm Westward  4LYD6 
Socket Adapter, Black Oxide, 4" Output Drive Size 16 19C372 omm Westward 4LYP9 9mm Westward  4LYD8 
Socket Adapter, Black Oxide, ¥" Output Drive Size 1" 21GR85 5.0mm Westward 4LYR1 11mm Westward  4LYC4 
Socket Bar g" 3R626 7mm Westward 4LYR3 12mm Westward 4LYC5 
Socket Clip = 3R639 9mm Westward  4LYRS5 13mm Westward  4LYC6 
Universal Joint 1 19/39" 4UHR1 1imm Westward  4LYR7 13mm Proto 4UHT6 
Universal Joint, Black Oxide 1132" 21GR84 6-Point Standard 14mm Westward 4LYC7 
Proto - 14" Drive Power Socket Accessories Ae" Westward 4LXZ4 15mm Westward  4LYC8 
Ya" Hex Bit Holder li 1AR82 ay Westward 4LYA4 Magnetic 
Ya" Hex Power Shank 2" 1AR79 Zs Proto 1AR84 16" Westward A4ALYL8 
Y4" Hex Power Shank 4" 1AR80 Ya" Westward 4LXY5 Za Proto 2MA21 
Impact Hex Extension 6" 1AR81 ¥32" Proto 1AR85 V6" Proto 2MA22 
Proto - Impact Socket Accessories Ya" Westward  4LYA8 3g" Proto 2MA23 
Socket Rail bie 19C378 Ve" Proto 1AR86 A” Proto 2MA24 
Socket Rail iS: 13X820 Ve" Westward 4LXZ9 Ve" Westward  4LYN8 
Socket Extensions Yo" Proto 1AR87 5mm Westward  4LYK4 
Chrome 149352" 190383 Wes Westward 4LXY7 7mm Westward 4LYK7 
Chrome, Locking 10" 190382 3" Proto 1AR88 10mm Westward 4LYL1 
Wobble Socket Extension, Chrome 3" 190384 Ye" Westward 4LXZ5 11mm Westward 4ALYL2 
Westward® - 14" Drive Impact Socket Accessories A" Proto 1AR89 12mm Westward 4LYL3 
#2 Phillips, Impact Hex Bit 1% 4LZG7 As. Westward  4LYA3 12-Point Standard 
#3 Phillips, Impact Hex Bit 1%6 4LZG8 Y," Proto 1AR90 Flex 
Ya"F x ¥e'M Impact Adapter il 4PRE4 yy Westward 4LXY4 5.0mm Proto 4UHR7 
10F-12R Slotted, Impact Hex Bit 1%" 4LZG9 Ve" Westward  4LYA7 6mm Proto 4UHR8 
Impact Hex Extension 6" 4PRJ1 Ye" Proto 10E359 7mm Proto 4UHRQ 
Impact Universal Joint 12" 4PRE5 4mm Westward 4LXZ7 8mm Proto 4UHT1 
Westward® - 44" Drive Impact Socket Accessories 4.5mm Westward  4LXZ6 9mm Proto 4UHT2 
14F-16R Slotted, Impact Hex Bit 1 4LZH1 omm Westward  4LYA1 10mm Proto 4UHT3 
5.omm Westward  4LXZ8 12mm Proto 4UHT5 
6mm Westward 4ALYA2 Flex 
Item Item 7mm Westward 4LYAS YA" Proto 4UHR2 
Size Brand No. Size Brand No. 8mm Proto 1AT01 V6" Proto 4UHR3 
6-Point Deep 4mm Westward 4LXX1 8mm Westward  4LYA6 Ye" Proto 4UHR4 
16" Proto 1FR25 4.5mm Westward 4LXW9 9mm Westward 4LYA9 /e" Proto 4UHR5 
Ye" Westward 4LXW7 omm Proto 10E362 10mm Proto 1AT03 Y" Proto 4UHR6 
Ya" Proto 1FR18 5.5mm Proto 10E433 10mm Westward 4LXY6 Power Sockets, 6-Point Standard 
YA" Westward 4LXV8 5.omm Westward 4LXX2 1imm Westward 4LXY8 Magnetic 
¥30" Westward 4LXY2 6mm Westward 4LXX5 12mm Westward 4LXY9 16" Proto 2MA13 
V6" Proto 1FRO07 7mm Westward 4LXX8 13mm Proto 1AT05 Ya" Proto 2MA14 
V6" Westward 4LXX3 8mm Proto 1FR14 13mm Westward 4LXZ1 V6" Proto 2MA15 
V9" Proto 1FP98 8mm Westward 4LXX9 14mm Proto 10E360 Ye" Proto 2MA17 
1Y9" Westward 4LXW1 9mm Westward  4LXY3 14mm Westward  4LXZ2 /e' Proto 2MA18 
¥e" Proto 1FP91 10mm Proto 1FRO3 15mm Proto 10E361 VY" Proto 2MA19 
x Westward _4LXW8 10mm Westward _ 4LXV9 15mm Westward _ 4LXZ3 Drive Overall Item 
As’ Proto 1FP78 11mm Westward 4LXW2 T20 Westward 4LYZ2 Size Length For Use With No. 
Ag Westward 4LXX6 12mm Westward 4LXW3 Flex Impact Socket Adapter Set 
Yp" Proto 1FP65 13mm Westward 4LXW4 Ya" Westward  4LYC2 Westward 
yp" Westward 4LXV7 14mm Proto 10E363 37g" Westward 4LYC9 Tin, % 44,.;, Impact Wrench 
He Proto 1FP59 14mm Westward _ 4LXWS5 As Westward 4LYD5 in, 4 S40!" and Sockets/  45KG87 
Ae" Westward  4LXY1 15mm Proto 10E364 Ae Westward  4LYD7 in, % in '6IN Ratchets 
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No. 1FK44 No. 5MT14 No. 1FM68 
Overall Item Item Item 
Description Length Brand No. Size Brand No. Size Brand No. 
¥q", Ye", Yo" Drive Impact Socket Accessories 17mm Proto 5F487 18mm Proto 4UHV6 
socket Adapter Set, 4-Pc. — Proto 190375 Thin Wall 19mm Proto A4UHV7 
Socket Accessories Y in Proto 10H803 Hex 
#1 Phillips, Impact Hex Bit 1 Westward 4LZG3 7% in Proto 10H804 % in Proto 1FM60 
#2 Phillips, Impact Hex Bit 1 Westward 4LZG4 1546 in Proto 10H805 40 in Proto 1FIM56 
#3 Phillips, Impact Hex Bit ill Westward 4LZG5 8mm Proto 10H806 %e in Proto 1FM59 
tex Bit Holder 1% Proto JAT26 9mm Proto 10H807 Hc in Westward  4LZA8 
4" Hex Impact Shank 4 Proto 1AT22 10mm Proto 10H808 haan Brot 1FIM55 
V4" Hex Impact Shank 6 Proto TAT23 14 on oe 
vs" Impact Hex Bit Holder 2" Westward 4LZF9 tals oie ne an ‘sia 
7 i 7 Ya in Proto 1FM61 
¥sF x Y2"M Impact Adapter Ts Westward 4LZA7 ui Oe es eee 
¥5'F x YM Socket Adapter 16 Proto 4FK44 13mm Proto 10H811 V4 in Westward 4LZC1 
%'F x Vo'M Socket Adapter 17" Proto 21GR82 14mm Proto __10H812 %e In Proto __1FMS7 
¥'F x ¥'M Socket Adapter 2 V5 Proto 190388 16mm Proto _—*10H814 % in Proto 1FMS8 
5/6" Hex Bit Holder 16" Proto 1AT27 17mm Proto 10H815 ¥% in Westward 4LZC3 
Ae’ Hex Impact Shank 29/4" Proto 1AT24 18mm Proto 10H816 4mm Westward  4LZC6 
3-Pc. Extension Set 3,6, 12 Proto 45EK99 19mm Proto 10H817 4mm Proto 1FM65 
dager and Extension Set, 6-Pc. a Westward 4PRF9 6-Point Standard 5mm Westward 4LZC7 
and Impact Driver O72 Proto 1AT29 Ya in Proto 1FN53 5mm Proto 1FM64 
Hand Impact Driver Set, 13-Pc. — Proto 4JW91 ¥9 in Proto 10E365 6mm Westward  4LZC8 
ipa! Extension ve Wey ata Ag in Proto 1AT30 6mm Proto 1FM63 
mpact Extension : estwar Tyo j 
impact Extension 5 Westward —aLZAS 3g" proto 1AT32—~— 10mm Westward aLZD1 
Impact Extension te Westward 4PRC6 7A in Proto 1AT33 Magnetic 
Impact Shank Z Westward anne ve in Proto. 1AT34 Vain Westward 4LYU7 
Impact Socket Adapter Set, 6-Pc. — Proto 4JW14 Vein Proto 1AT35 Pa Proto oMA48 
Impact Socket Extension 3" Proto 1AT19 5h a a ATSE om Weert — AYU 
Impact Socket Extension 6" Proto TAT20 ot an uate cotta 
Impact Socket Extension 12" Proto 1FN65 “6 in Proto 1AT37 Ye in Westward __4LYU9 
Impact Socket Extension, Locking cd Proto 190374 "Ae in Westward __4LYES As in Proto 2MASO 
Impact Socket Extension, Locking 6" Proto 19C377 “4 in Proto__1AT38 As in Westward _4LYV1 
Impact Socket Extension, Locking iz Proto 19€373 '%/e in Westward _ 4LYE6 Yin Proto 2MAo1 
Impact Universal Joint Z Proto 4UHT7 in Proto 1FM74 Yin Westward _ 4LYV2 
Impact Universal Joint 21" Westward ALYV7 ein Proto 1FM71 %e in Proto 2MA5S2 
Retaining Pin/Ring 4" Proto 190649 1 in Proto 1FM68 %e in Westward 4LYV3 
Retaining Pin/Ring he Proto 19C650 7mm Proto 1AT51 ¥% in Westward  4LYV4 
Retaining Pin/Ring 7, Proto 190651 8mm Proto 1AT52 Ve in Westward 4LYV5 
Retaining Pin/Ring V Proto 190652 9mm Proto 1AT53 Ya in Westward _4LYV6 
Retaining Pin/Ring THe" Proto 190646 10mm Proto 1AT54 10mm Proto _ 2MA63 
Retaining Pin/Ring TA Proto 190647 11mm Proto 1AT55 12mm Proto 2MA65 
socket Clip _ = Proto 3R640 12mm Proto. 1AT56 13mm Proto 2MAG6 
Socket Extension 1% Proto oF428 ; 
Socket Extension J Froto alii Ls ‘ani Prot TATSB ‘ita Westward  4LYT3 
Socket Extension, Chrome oi Proto 19C380 Shain Proto 1AT59 8mm Westward 4LYT4 
Socket Extension Set 4-pc. Chrome 194", 3", 6", 12" Proto 31XR42 16 Prot 5F495 9 Westward 4LYT5 
Universal Joint, Black Oxide 2 Proto 21GR83 mm we mm oval 
Wobble Socket Extension, 1-pc. Chrome 3 Westward 33M362 Ueda toto. _TATSO POmrn Hvestward Aer 
Wobble Socket Extension, 1-pc. Chrome 6" Westward 33M363 ion prot rie wen resets ara 
23mm Proto 10E366 13mm Westward  4LYT9 
Item Item Flex 14mm Westward _4LYU1 
Size Brand No. Size Brand No. %e in Westward  4LYJ6 15mm Westward  4LYU2 
6-Point Deep 15mm Westward 5MR78 ¥ in Proto 4UHT8 16mm Westward 4LYU3 
Vin Proto 1FK41 18mm Proto 5F488 ¥ in Westward 4LYJ5 17mm Westward 4LYU4 
6 in Proto 1AT39 19mm Proto 5F489 ”Ae in Proto 4UHT9 18mm Westward  4LYU5 
1/9 in Proto 1FK33 20mm Proto 10E368 Ae in Westward  4LYJ8 19mm Westward 4LYU6 
% in Proto 1AT40 22mm Proto 5F492 Ya in Proto 4UHU1 6-Point Standard Power Socket 
Ae in Proto 1AT41 23mm Proto 10E369 e in Westward uae Magnetic sai sRAaD 
Vj 46 in roto 16 in roto 
z . on froto aw fier. Westward  4LYH4 %e in Westward  4LYK1 ¥e in Proto 2MA43 
¥% in Proto 1AT44 13%¢ in Westward 4LYG1 % in Proto 4UHU3 Yoin Proto 2MA45 
1/6 in Proto 1AT45 1 in Westward  4LYF4 ¥ in Westward  4LYJ7 %e in Proto 2MA46 
Te in Westward 5MT14 10mm Proto 4HUZ3 "Ae in Proto AUHU4 12-Point Standard 
Ya in Proto 1AT46 11mm Proto 4HUZ4 Ae in Westward _4LYJ1 Flex 
1¥%e¢ in Proto 1FK12 1imm Westward  4LYF8 an We 5 ae am prot aan 
% in Proto 1FKO9 12mm Proto 4HUZ5 41n estwar' mm roto 
156 in Proto 1FK06 13mm Proto 4HUZ6 Se in Westward 4LYJ2 12mm Proto 4UHW1 
1 in Proto 1FK04 14mm Proto 4HUZ7 in Westward 4LYJ9 138mm Proto 4UHW2 
6mm Proto 1FN90 14mm Westward  4LYG3 Me in Westward  4LYJ3 14mm Proto 4UHW3 
omm Proto 10E367 145mm Proto 4HUZ8 1 in Westward  4LYH8 15mm Proto 4UHW4 
9mm Westward 5MR84 16mm Proto 4HUZ9 8mm Proto AUHU6 17mm Proto 4HUY9 
10mm Proto 1AT62 17mm Proto 4HVA1 10mm Proto AUHU7 18mm Proto 4HUZ1 
1imm Proto 1AT63 18mm Proto 4HVA2 1imm Proto AUHU8 19mm Proto 4HUZ2 
Jimm Westward 5MR74 19mm Proto AHVA3 12mm Proto 4UHU9 External Torx® Standard 
12mm Proto 1AT64 Magnetic 13mm Proto 4UHV1 Elz Proto 3R900 
12mm Westward 5MR75 Tg in Westward 4LYW6 14mm Proto 4UHV2 Torx® Standard 
13mm Proto 1AT65 8mm Proto 5F485 15mm Proto 4UHV3 E10 Proto 3R899 
14mm Proto 1AT66 9mm Westward _ 4LYX1 16mm Proto 4UHV4 T40 Westward _ 4LYZ6 
14mm Westward 5MR77 12mm Westward  4LYX4 16mm Proto 4UHW5 T45 Westward 4LYZ7 
15mm Proto 1AT67 16mm Proto 5F486 17mm Proto 4UHV5 T50 Westward  4LYZ9 
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No. 5TH94 
No. 
1AW22 
No. 
1AX17 
No. 
1FK54 
*Wwistwarp TTEe 
¥"-Drive Impact Sockets and Accessories 
Overall Item Overall Item 
Description Length No. Description Length No. 
Proto - 12" Drive Impact Socket Accessories Retaining Ring 1" 10H819 
Yo"F x Yo"M Adapter 2 19C371 Retaining Ring 1M" 10H820 
Yo"F x 3/4"M Adapter 12%e" 1AW11 Retaining Ring 1%6" 10H821 
Yo"F x ¥4"M Impact Adapter 14" 21GR80 Retaining Ring 1%" 10H822 
¥a"F x Yo"M Adapter 2Vie" 1AW12 Retaining Ring 17/6" 10H823 
¥e"M x Y2"F Impact Adapter 1/6 1FK43 Retaining Ring 1%6' 10H824 
¥'F x Yo"M Adapter 1%" 1AW13 Retaining Ring 134" 10H825 
Ae" Impact Hex Shank 29/4" 1AW07 Socket Clip = 3R641 
Impact Socket Extension 2 1AW01 Socket Extension o 19C379 
Impact Socket Extension a 1AW02 Socket Extension, Aerospace Certified 36" 426G76 
Impact Socket Extension 5" 1AW03 Socket Extension Set, 3-Pc. 2050; 10. 31XR43 
Impact Socket Extension g" 1AW04 Westward® - 12" Drive Impact Socket Accessories 
Impact Socket Extension 10" 1AW05 Y'F x Ya"M Impact Adapter 17%" 4LYY8 
Impact Socket Set, ¥, “6, /2, Ve, %, Ye, %, Ne, = 54JG08 Yo'F x ¥6'"M Impact Adapter 1%" 4LYY7 
%, Veo, 1, 16, 1%, 1%6, 1%, 1%6, 1%, 16, 1%2" 1 Pc. Impact Socket Extension 10" 45KG88 
Impact Socket Set, ¥, “6, 2, Ye, %, 16, ¥4, 6, _ 54JG09 Adapter and Extension Set, 6-Pc. — 4PRH6 
Rh, 6, 1, 1%6, 1%, 1%6, 1%, 16, 13, 16, 14%" Impact Extension 5" ALYY4 
Impact Socket Set, %, “As, 42, “es, %, "As, __ 54JG10 Impact Extension Tr 4LYY5 
~, He, “2, 6, 1, 1%6, 1%, 1%6, 1% Impact Extension, Steel Ball Retainer a 4LZD3 
Impact Universal Joint 29/4" 21GR81 Impact Socket Extension 9" 45KG95 
Impact Universal Joint aie 4HVA7 Impact Socket Extension Kit 2, 3, 5, and 10" 45KG89 
Locking Impact Extension 3" oTH94 Impact Socket Extension Set 200,05 10: 45EK98 
Locking Impact Extension o STH95 Universal Joint, Steel Ball Retainer 215" 4LZD4 
Locking Impact Extension 10" 5 TH96 Westward® - 4" Drive Impact Socket Accessories 
Retaining Ring "As 10H818 Impact Driver, T60 156" 4LZA2 
Westward® - “4c” Drive Impact Socket Accessories 
Impact Socket Adapter 29/4" 45KG97 
Overall Item Overall Item Overall Item Overall Item 
Size Length Brand No. Size Length Brand No. Size Length Brand No. Size Length Brand No. 
6-Point Deep 1/6 33%4" Westward ALXJ8 22mm 3" Proto 1AW87 17mm 3" Proto 4HVF9 
37" 3Y%4" Proto 1AW34 194" 3%" Proto 1FL72 22mm 3°%4" Westward 4LXK8 18mm of Proto 4HVG1 
3g" 3'%4" Westward  4LXL5 19%" 3°%4" Westward 4LXJ3 23mm 3¥," Proto 5F504 19mm 3Y," Proto 4HVG2 
As 3Y4" Proto 1AW35 1/6 3°%4" Westward 4LXK2 24mm 3Y," Proto 1AW88 Thin Wall 
As’ 3'%4" Westward  4LXL8 1%" 3%" Proto 1FL68 24mm 3°44" Westward 4LXK9 ¥e" 34 Proto 10E371 
Yo" 2%6 Westward 4LXG9 1%6 3%" Proto 10E370 25mm 3¥," Proto 1AW89 As 34" Proto 10E372 
Yn" 3Y%4" Proto 1AW36 10mm 3%4' Westward 5MW92 26mm 3¥," Proto 1AW90 Y;" 34 Proto 10E373 
Ve" 3Y4" Proto 1AW37 10mm 3Y4" Proto 1AW76 26mm 3°44" Westward 4LXL1 Ve" 34" Proto 4UHL3 
Ve" 3'7%4" Westward 4LXN4 10mm 3%6 Westward 4LXH1 27mm 3 yf" Proto 5F505 Ye" 34 Proto 4UHL4 
Ye" 3Y%4" Proto 1AW38 11mm 34" Proto 1AW77 27mm 3°%4" Westward 4LXL2 Ne" 3" Proto 10E374 
¥e" 3'%4" Westward 4LXL7 1imm 3%6 Westward 4LXH7 28mm 3¥," Proto 1FL87 3/4" 34 Proto 4UHL5 
Ye" 3Y4" Proto 1AW39 12mm 3Y%4" Proto 1AW78 29mm 3Y," Proto 5F506 Se 34" Proto 10E375 
Ye" 3'%4" Westward 4LXH3 12mm 3%6 Westward 4LXH8 30mm 3¥," Proto 1AW91 7 3¥," Proto 4UHL6 
3/4" 3 V4" Proto 1AW40 138mm 3 YA" Proto 1AW79 32mm 3¥," Proto 5F507 Ve 3¥," Proto 4UHL7 
3/4" 3'%s" Westward 4LXL4 13mm 3%6 Westward 4LXJ4 33mm 3h" Proto 10E387 ili 3 ff" Proto 10E376 
136" 3%4' Westward 5MX06 14mm 3 V4" Proto 1AW80 34mm 3¥," Proto 10E388 1%" 3¥," Proto 10E377 
136" 3Y%4" Proto 1AW41 14mm 3%6 Westward 4LXJ5 35mm 3¥," Proto 10E389 1%" 3Y," Proto 4PKD2 
1S" 3'%s" Westward 4LXJ1 15mm 34" Proto 1AW81 36mm 3" Proto 1AW92 1%6" Dea Proto 10E378 
7 3%" Proto 1AW42 15mm 3%6 Westward 4LXJ9 Flex 1%" 3¥," Proto 4PKD3 
Re 3°%4" Westward 4LXN2 16mm 34" Proto 1AW82 Yn" 3Y," Proto 4HVE6 1%6" 3Y," Proto 4PKD4 
1/6" 3%" Proto 1AW43 16mm 3%6 Westward 4LXK1 Ve 3¥," Proto 4HVE7 17/6" 3Y," Proto 10E380 
1/6" 3°%4" Westward 4LXJ7 17mm 3Y%4" Proto 1AW83 %" 3Y," Proto 4HVE8 6-Point Standard 
1" 2°44" Westward 4LXG7 17mm 3%6 Westward 4LXK3 Ne" 3" Proto 4HVE9 3p" ae Proto 1AW19 
1" 3%" Proto 1AW44 18mm 3 V4" Proto 1AW84 3/4" 3Y," Proto 4HVF1 As’ 1%" Proto 1AW20 
1%" 2°%64" Westward 4LXG3 18mm 3%6 Westward 4LXK4 ie" 3Y," Proto 4HVF2 As 1%" Westward 4LXV2 
1%" 3%" Proto 1AW45 19mm 3Y%4" Proto 1AW85 7, 3Y," Proto 4HVF3 Yn 1%" Proto 2MA76 
1%" 2°%64" Westward 4LXG5 19mm 3%6 Westward 4LXK5 16 3¥," Proto 4HVF4 Yn" 1%" Proto 1AW21 
16" 3%" Proto 1FL78 20mm 3 V4" Proto 5F503 13mm 3¥," Proto 4HVF5 
14%" 3%" Westward 4LXH5 20mm 3%6 Westward 4LXK6 14mm 3 yf" Proto 4HVF6 
1%" 3%" Proto 1FL76 21mm 3Y%4" Proto 1AW86 15mm 3¥," Proto 4HVF7 
He 315" Proto. 1FL74 21mm 3%6 Westward  4LXK7 16mm 314" Proto 4HVF8 | CONTINUED | ] 
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. | CONTINUED | * 
¥,""-Drive Impact Sockets and Accessories PpRoTo 
Overall Item Overall Item Overall Item Overall Item 
Size Length Brand No. Size Length Brand No. Size Length Brand No. Size Length Brand No. 
yp" 1%," Westward 4LXP3 20mm 15" Proto 5F508 17mm 278" Proto 4HVD9 Yo" 1¥," Proto 1AX32 
Ve 1¥," Proto 1AW22 21mm 1¥," Westward 4LXU2 18mm 278" Proto 4HVE1 V6" 1¥," Proto 1AX33 
Ve" 1¥," Westward 4LXV5 21mm 153" Proto 1AW63 19mm 298" Proto 4HVE2 ye" 1¥," Proto 1AX34 
Ye" 1¥," Proto 1AW23 22mm 1¥," Westward 4LXU3 20mm 2%6 Westward 4LXF2 Ye" 1%" Proto 1AX35 
ye" 1¥" Westward 4LXU9 22mm 1%" Proto 1AW64 21mm 2°78" Proto 4HVE3 4" 1¥" Proto 1AX36 
Ye" 1¥," Proto 1AW24 23mm 15" Proto 1AW65 22mm 2%6 Westward 4LXF4 Ie" 1%" Proto 1AX37 
Ye" 1¥," Westward 5MR99 24mm 1¥," Westward 4LXU4 22mm 278" Proto 4HVE4 Us 1%" Proto 1AX38 
1Y6" 1%" Westward 4LXP6 24mm 13" Proto 1AW66 24mm 2% Proto 4HVE5 Ye" 13%" Proto 1AX39 
¥4" 1¥," Proto 1AW25 25mm 13/4" Proto 1AW67 Magnetic 1 13/4" Proto 1AX40 
¥" 1%," Westward 4LXU6 26mm 4 Proto 1AW68 V6" 1¥," Proto 2MA7T7 1V6" 13" Proto 1AX41 
ie 14" Westward 4LXR5 27mm Zz Proto 1AW69 8-Point Deep 1%" 2 Proto 1AX42 
Ie" 153" Proto 1AW26 28mm 2" Proto 1AW70 Ye" 34" Proto 1AX20 16" 2" Proto 1FK70 
Us 15%" Proto 1AW27 29mm Z. Proto 5F509 As 3Y4" Proto 1AX21 14%" 2" Proto 1FK68 
77 15%" Westward 4LXN5 30mm a. Proto 1AW71 Yn" 34" Proto 1AX22 16 Zz Proto 1FK53 
Ye" 1¥," Westward 4LXT2 31mm 4 Proto 10E381 V6" 3M" Proto 1AX23 1%" 24%" Proto 1FK50 
Ie" 13%" Proto 1AW28 32mm 2" Proto 1AW72 ye" 34" Proto 1AX24 1”6 21% 4" Proto 1FK48 
1" 1%," Westward 4LXP1 33mm 2" Proto 10E382 Ye" 34" Proto 1AX25 1¥," 21% 4" Proto 1FK46 
1" 13%" Proto 1AW29 34mm 2" Proto 10E383 4" 3 YA" Proto 1AX26 Thin Wall 
1Vi6" 1%" Proto 1AW30 36mm ze Proto 1AW73 Ie" 34" Proto 1AX27 10mm 1¥," Proto 1FL64 
1V6" 116" Westward 4LXN6 38mm 2" Proto 10E384 Us 3" Proto 1AX28 12mm 1¥," Proto 1FL52 
11%" 1%c" Westward 4LXN8 41mm 2'%64" Proto 10E385 6" 3%" Proto 1AX29 15mm 1¥," Proto 1FL35 
1¥," 2" Proto 1AW31 46mm 24" Proto 10E386 1" 3" Proto 1AX30 16mm 12 Proto 1FL29 
1% = Proto 1AW32 Flex 8-Point Standard 22mm 14" Proto 10E390 
1 V4" 1%6" Westward 4LXP9 Ae 2/6" Proto 4HVA8 Ye" 1¥," Proto 1AX08 23mm 14," Proto 10E391 
14" 1%6" Westward 4LXN7 Ae 2%6 Westward 4LXF9 Ae 1¥," Proto 1AX09 24mm 1¥," Proto 1FK90 
14" 2" Proto 1AW33 Yo" 26" Proto 4HVA9 yp" 1%" Proto 1AX10 Hex Standard 
16 11%6" Westward 4LXT3 Yo" 2%6 Westward 4LXD4 "6" 1¥," Proto 1AX11 Ya" 34" Proto 1FK59 
16° 2" Proto 1FK52 V6" 26" Proto 4HVC1 Ye" 1¥," Proto 1AX12 v6 34" Proto 1FK57 
1%: 2 Ye" Proto 1FK49 "6" 2%6 Westward 4LXG2 Ye" 1¥," Proto 1AX13 ¥e" 3Y4" Proto 1FK58 
1”6" 13%" Westward 4LXT6 Ye" 2/6" Proto 4HVC2 ¥4" 1¥," Proto 1AX14 Ae 34" Proto 1FK55 
1”6" 21%a" Proto 1FK47 Ye" 2%6 Westward 4LXF8 Ie" 1¥," Proto 1AX15 Y," 3%" Proto 1FK60 
14 11%6" Westward 4LXP8 Ye" 26" Proto 4HVC3 Us 1¥," Proto 1AX16 V6" 3%" Proto 1FK54 
1¥," 21%a" Proto 1FK45 Ye" 2%6 Westward 4LXD5 Ie" 13" Proto 1AX17 Ye" 4" Proto 1FK56 
1%6" 2 V4" Proto 10E434 4" 26" Proto 4HVC4 il 13" Proto 1AX18 1/4" 3 Westward 4LZD7 
8mm 1¥," Proto 1AW51 ¥4" 2%6 Westward 4LXF7 1Vi6" Z Proto 1AX19 3/8" 3 Westward 4LZE1 
10mm 1%" Proto 1AW53 16" 2% Proto 4HVC5 12-Point Deep 3/4" a: Westward  4LZE7 
10mm 1 V3" Westward 4LXP4 He" 2%6 Westward 4LXD9 Ae 34" Proto 1AX43 5/16" 3. Westward 4LZD9 
1imm 1¥," Proto 1AW54 Us 26" Proto 4HVC6 Ya" 3%" Proto 1AX44 5/8" 3" Westward 4LZE5 
11mm 1%" Westward 4LXR2 77 2%6 Westward 4LXG1 Ve" 3Y" Proto 1AX45 6mm 3 Westward 4LZE8 
12mm 1 ¥," Proto 1AW55 Ie" 2/6" Proto 4HVC7 Ye" 34" Proto 1AX46 6mm 3Y" Proto 1FK62 
12mm 1%," Westward 4LXR3 146" 2%6 Westward 4LXE5 1Yg" 3Y4" Proto 1AX47 8mm = Westward 4LZD5 
13mm 1¥," Proto 1AW56 1" 2%6 Westward 4LXD3 3/4" 3 YA" Proto 1AX48 8mm 34" Proto 1FK61 
13mm 1 ¥," Westward 4LXR8 ili 2°%64" Proto 4HVC8 16" 34" Proto 1AX49 10mm 3. Westward 4LZF1 
14mm 1¥," Proto 1AW57 1Vi6" 2%6 Westward 4LXD6 Us 3" Proto 1AX50 10mm 3" Proto 1FK66 
14mm 1¥," Westward 4LXR9 1V6" 2°%4" Proto 4HVC9 16" 3%" Proto 1AX51 12mm 3" Westward 4LZF2 
15mm 1¥," Proto 1AW58 14," 24%4" Westward 4LXD8 1" 34" Proto 1AX52 12mm 3Y4" Proto 1FK65 
15mm 1¥," Westward 4LXT4 14," 3 Proto 4HVD1 1V6" 3" Proto 1AX53 14mm 2 Westward 4LZF3 
16mm 1¥," Proto 1AW59 16° 2°¥%4' Westward 4LXE1 1," 32" Proto 1FL80 14mm 398" Proto 1FK64 
16mm 1%," Westward 4LXT5 1%" 3%2" Proto 4HVD2 1%" 34" Proto 1FL79 17mm 3. Westward 4LZF5 
17mm 1 Proto 1AW60 14%" 2°%4" Westward 4LXD7 14%" 3" Proto 1FL77 17mm 4" Proto 1FK63 
17mm 1¥," Westward 4LXT7 14%" 3164" Proto 4HVD3 16 34" Proto 1FL75 19mm =3 Westward 4LZD6 
18mm 1%," Proto 1AW61 1% 344" Proto 4HVD4 1/6" 3" Proto 1FL71 Proto 6-Point Deep, Aerospace Certified 
18mm 1¥," Westward 4LXT8 13mm 278" Proto 4HVD5 1¥," 34." Proto 1FL69 1¥," 342" Proto 1AW46 
19mm 1%" Proto 1AW62 14mm 2%" Proto 4HVD6 12-Point Standard Torx® Standard 
19mm 1¥," Westward 4LXT9 15mm 278" Proto 4HVD7 Ye" 1¥," Proto 1FL59 E14 1¥," Proto 1FL40 
20mm 1¥," Westward 4LXU1 16mm 298" Proto 4HVD8 Ae 1¥," Proto 1AX31 E18 1¥," Proto 1FL17 
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¥/,"-Drive Impact Sockets and Accessories Teel * Wistwarp 














Overall Item Overall Item Overall Item Overall Item 
Size/Description Length No. Size Length Brand No. Size Length Brand No. Size Length Brand No. 

Proto - 34" Drive Impact Socket Accessories 23mm 3%" Westward 21WL36 17mm 1'%6' Proto  1ACHS5 12-Point Standard 

Impact Universal Joint 430" 1AX64 24mm_ 3%" Proto  1ACL8 17mm 2" ~—* Westward 21WL14 Ye" 2%" ~—~Proto = 4HD72 
Impact Extension 5: 10254 24mm 3%" Westward 21WL37 19mm 1'%6" Proto 1ACH6 1%" 298" Proto 4HD79 
Impact Extension, Aerospace Certified i 1AX61 26mm 3%" Westward 21WL38 19mm 2" Westward 21WL16 144" 2%6 Proto 4HD75 
Impact Extension 10" 1AX62 27mm 34" Proto 1ACMO 2 2'%6 Proto  1ACC1 1%" 2%6 Proto 4HD73 
Impact Extension, Aerospace Certified 13" 1AX63 27mm 3%" Westward 21WL39 20mm = 2"_~—s*Westward 21WL17 1%6"  2%6' Proto 4HD74 
v;'F x 1M Adapter 17" 1AX65 29mm 3%" Westward 21WL40 21mm 11%’ Proto  1ACH7 13%" 25" Proto 4HD83 
5'F x aM Adapter 13%42" 1AX67 30mm 3%" Proto  1ACM1 21mm 2" Westward 21WL18 1% 2%’ Proto  4HD77 
Socket Rail Q' 190387 30mm 314" Westward 21WN19 22mm 2" ‘Proto 1ACH8 1%6"  2%6 Proto  4HD76 
Socket Bar w/8 Clips 7 3R633 32mm 3%4" Proto _1ACM2 22mm 2" Westward 21WL19 154’ 2%6' Proto  4HD81 
Socket Clip Q" 3R642 32mm 3%" Westward 21WL41 © 23mm 2" Westward 21WL20. 1%6 256 Proto  4HD78 
Retaining Ring 1/6 10H826 33mm 3/4" Proto  5F341 24mm _ 2" Proto 1ACKO 1%"  =2'%e' Proto 4HD85 
Retaining Ring 11%6" 10H827 33mm 3%" Westward 21WL42 25mm 2c Proto  5F339 1%6' 2%6' Proto 4HD80 
Retaining Ring 26" 10H828 35mm 3%" Westward 21WL44 26mm 2%c6' Proto  1ACK1 WM%e" = 29%" Proto 4HD82 
Retaining Ring 26" 10H829 36mm 34" Proto 1ACM4 27mm 2%c6' Proto 1ACK2 16" 29%" Proto 4HD84 
Retaining Ring 2716 10H830 36mm 314" Westward 21WN20 27mm 254s" Westward 21WL23. -1'%e"_ 21546" Proto 4HD86 
Retaining Pin/Ring, 1/6’ Groove 154" 1UDP2 38mm 3%" Westward 21WL45 28mm 2%6" Proto 1ACK3 2%6 3 %2" Proto 4HD88& 
Dia., 1.63" Hub Dia. 38mm 3% Proto 1ACM5 29mm 2%4" Westward 21WL24 2%" 3%" —~Proto 4HD91 
Retaining Pin/Ring, 1%" Groove 4 134g" 4UDP3 4imm 3%" Westward 21WL46 29mm _ 2%" Proto 10E392 2 Ve" 3%2" Proto 4HD89 
Dia., 1.81" Hub Dia. 4imm_3%' Proto 1ACM6 30mm 2%6' Proto 1ACK4 2%6 3% Proto 4HD90 
Retainer Pin 19" 1AX76 42mm 3%" Westward 21WL47 31mm 2%2' Proto _5F340 2%" 33%" ~—s Proto ~~‘ 1GG69 
O-Ring — 1AX77 43mm 3%" Westward 21WL48 32mm 2%6 Proto _1ACK5 Ya" 11%." Proto 4HD67 
Westward® - 44" Drive Impact Socket Accessories 46mm 314" Westward 21WL50 33mm 2%6 Proto 1ACK6 x" 1% Proto 1GG77 
Impact Universal Joint 372 4PRC8 55mm 316" Westward 21WL52 33mm 2%" Westward 21WN17 7 oF Proto 4HD69 
Impact Socket Extension a 21WL70 60mm 4%" Westward 21WL53 34mm 2%' Proto _1ACK7 Ae 1% Proto 1GG78 
Impact Socket Extension 2 45KG94 6-Point Standard 35mm 24%" Proto _5F342 The" 1%%6' Proto 1GG76 
Impact Socket Extension ia 21WL72 18" 2c’ Proto _1AX86 35mm 2%" Westward 21WL26 He" 11%6' Proto 4HD68 
Impact Socket Extension 10" 21WL71 1%" 23%" Proto —_—«1AX93 36mm 2%6' Proto 1ACK8 16" 2" Proto 4HD70 
Impact Socket Extension 13" 21WL73 1%" -2%6" ~—~Proto ~—«w1AX89 38mm 2%' Proto 1ACK9 ia o Proto 4HD71 
3/4F x Y2'M Impact Socket Adapter 24" 21WL75 1%" —2%6' Proto _—‘1AX87 40mm 2%" Proto 5 F343 17mm 2" Proto 21GT43 
3/4F x 1"M Impact Socket Adapter 21/32" 21WL74 1%c"  2%6' Proto 1AX88 4imm 2%' Proto _1ACLO 19mm 2" Proto 21GT44 

__ Overall Item ___ Overall Item 1%" 254" Proto —«‘1AX97 42mm 2%" Proto _1ACL1 Ta 21%6' Proto 4HD87 
Size__Length Brand _No. ca mL es 13%" 2%" Proto‘ 1AX91 43mm 2%" Proto 1ACL2 20mm 2" Proto  21GT45 
Shot eepe Vie" _S7 Westward 21WLOT = 496" 2346" Proto 1AX90 46mm 2% Proto 1ACL3 21mm 2" Proto 21GT46 

ig __-3%6'_—*Proto__1ACR2 ee 2 esa Ses, ee ee. Proto: AAXGD 50mm 3% Proto  1ACL4 22mm 2" Proto 21GT47 
saeintstaniaiy a a AC 176 2%6' Proto  1AX92 =| 8-Point Standard 23mm 2" ‘Proto 21GT48 
a A i ee Ee 1% 21%6" Proto 1AX99 1%" 2%" Proto 1ACRO 24mm 2" Proto 21GT49 
a a Whe 37 Westward 21WL02 4%" 24" Westward 21WKB1 =——1546"—-2%" Proto _‘1ACRI 25mm 2" ‘Proto 21GT50 

vg 2 Proto _1ACRS Le a a A Na 1%6  2i/e’ Proto  1AX94 %" 11% 6" Proto _1ACP2 26mm 2" ‘Proto 21GT51 
6-Point Deep 1c" 3%" Westward 21WN14 4114" 95%" Proto 1X96 7A 2" Proto 1ACP4 27mm 2s" Proto 21GT52 
t%e 34" __—Proto__1ACF0 Te 3%" __Proto__1ACH2 11/6" 254" Proto 1AX98 1%" 2" Proto _1ACP3 28mm 2%" Proto  21G753 
Yel 8%" Westward 21WK97 = 26'S 16! Westward 21WLOS = 475," 21346" Proto 1ACCO He" 2Ve Proto  1ACP5 29mm 2% Proto 21GT54 
ie Et _ Ae 2¥o" Ave" Westward 21WL12)97/," 3%" Proto 1GG74 i 2¥s" Proto 1ACP6 30mm 2% Proto 21GT55 
ee Wa 344" __Proto__1ACCS 2%,’ 3% Proto 1GG71 © 42-Point Deep 31mm 2% Proto 21GT56 
123%! Westward 21WN12, 4" 3/2" Westward 21WK92 9%" 3340" Proto 1GG73 19mm 3%s" Proto 21GT69 | 32mm 2%’ Proto  21GT57 
i 78 34" __Proto__1ACG3 2%68 3% Proto 1GG72 2imm 3%s" Proto 21GT70 33mm 2%" Proto 21GT58 
a SL 1 we 314" Proto __1ACC7 2% 3%" Proto _1GG70 22mm 3% Proto 21G171. 34mm 2%" Proto 21GT59 
ee ee ee Proto: . “WANG 23mm 3%s" Proto 21GT72 35mm 2%" Proto  21GT60 
La a a ee yj" 4%" Proto 1AX71 24mm 374s" Proto 21GT73. 36mm 2%" Proto  21GT61 
ee eee, ee 5 1% Proto _1AX79 26mm 3%" Proto 21GT74. 38mm 2%" Proto 21GT62 
ae os Eloi _ Uae zi 9 __PfOto__ TAGED 5 32/2" Proto 1AX70 27mm 3% Proto 21GT75 40mm 2%" Proto 21GT63 
ee ee ee. ae 2° Proto 1AX83 30mm 3%" Proto 21GT76 41mm 2%" Proto  21GT64 
eae 7 * 4%’ ~—~Proto _‘1AX72 32mm 3%" Proto 21GT77 42mm 2%«' Proto  21GT65 
La a) %e' 3%" Westward 21WK95 4" 17%" ——~Proto ‘1X78 33mm 3% Proto 21GT78 43mm 2%" Proto  21GT66 
LS) Ca I i v 3/4" Proto _1ACC9 %e 3% Proto _ 1AX69 35mm 3%" Proto 21G179 46mm 2%" Proto 21GT67 
ee 32" Westward 21WK96 1746" 4 15/6" Proto 1AX80 36mm 3% Proto 21GT80 50mm 2%" Proto 21GT68 
LA aR oie CM 19mm 3%" Proto _1ACLS THe" 11546" Proto _1AX82 38mm 3%" Proto 21GT81 Hex 6-Point Shallow 

1%! 3%" Westward 21WN11 2 3¥2' Westward 21WLO4- 434," >" Westward 21WK75. «= 41mm_—=—3%"~—sProto’=«21GT82.—s1%4" = 3%" + Westward 21WL67 
156" 3%6 Proto 1ACF9 2" 46" Proto 1ACH4 156" 5" Proto. 1AX84 43mm 34" Proto 4UHP9 

15" 3%" Westward 21WN13 2imm 3%" Proto 1ACL6 {" a" Proto 1AX85 43mm 31" Proto 21GT83 

17s 3%" Proto 1ACF6 22mm 3% Proto 1ACL7 i 53; Proto 1AX73 
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No. 21GR88 
No. 21WM79 
No. 1ACR9 
No. 1AFM7 
Eek “WisrwarD No, 210725 
1"-Drive Impact Sockets and Accessories 
Overall Item Overall Item Overall Item Overall Item 
Description Length No. Size Length Brand No. Size Length Brand No. Size Length Brand No. 
Proto - 1" Drive Impact Socket Accessories 29/4" a Proto 1GG66 63mm 3152" Westward 21WL92 34" 43" Proto 1AFKO 
Universal Joint A1%59" 1ACR9 2%" 4%" Proto  1AFM6 63mm a Proto 105441 3 A4V6' Proto 1AFH9 
Impact Extension 7%" 1ACR6 2/6" 4%" Proto 1AFM3 65mm 3%" Proto _—‘1AFP1 3%" 4/6" Proto _—‘1AFK1 
Impact Extension 10" 1ACR7 25 5. Proto 4PKC7 67mm 3%" Westward 21WL94 3%" 43/4" Proto 1GG65 
Impact Extension 1a 1ACR8 26° 434" Proto 1AFM5 70mm 33%" Proto 4PKC8 3%" a Proto 1GG64 
1%" x 1/6" Budd Wheel Socket 4" 1ACTO 2% 41546' Westward 21WM67 75mm 3%" Proto 4PKC9 Ay," 6" Proto 1GG60 
1"F x ¥4'M Adapter 2% 1AX66 2 5 Proto 21GR91 80mm 4" Proto 4PKD1 AY," 5¥" Proto  1GG61 
1"F x 1%'M Adapter 3%," 1ACT1 2/6 4%" Proto 4PKC5 11%6' =2'%6' Proto 1AFC7 AY," 5%" Proto  1GG62 
Retaining Ring, 1%" Groove Dia., 1.96" Hub Dia. 11%" 1UDP4 3%" 6" Proto 21GR97 11%6' 21%6' Proto 1AFC9 13%" 2%" Proto 1ACW3 
Retaining Ring, 2° Groove Dia., 2.21" Hub Dia. 2v6" 1UDP5 3%" 5%6 Westward 21WM71 = 1'%e' = Proto _1AFF1 19/6" 24s" Westward 21WM17 
Retaining Ring, 2%" Groove Dia., 2.36" Hub Dia. 2”/6 1UDP6 3%" 5%" Proto 21GR95 1" 2'%2" Westward 21WN24 =e" 2%" Proto 1ACW5 
Retaining Ring, 24" Groove Dia., 2.46 Hub Dia. 2/6. 1UDP7 3%" 5%" Proto 21GR94 1" 2% Proto 1AFC4 ya" 2%6 Proto 1ACW2 
Retaining Ring, 22" Groove Dia., 2.71" Hub Dia. 216" 1UDP8 3%" 6%" Proto 21GR99 14%" 2% Proto _—‘1AFCO a 24%" Westward 21WM16 
Retaining Ring, 2%" Groove Dia. 216 10H831 3%" 5%6 Westward 21WM72 ~=1%' 2%\6\ Westward 21WM20 =" 2%" Proto 1ACW4 
Retainer Pin 17%" 1ACT8 3%" 5%" Proto + 21GR96 1" 2% Proto 1ACW8 — 8-Point Standard 
Retainer Pin 24" 1ACT9 3%" 6%" Proto 21GR98 16" 2% Proto 1ACW7 2" 3%" Proto 10H801 
O-Ring (2" 0.D.) 2" 1ACWO 3%" 6%" Proto 21GT01 154" 2%" Westward 21WM26 1's 3%" Proto  10H796 
O-Ring (2%" 0.D.) 2Y4" 1ACW1 Ay," 7%" Proto 21GT05 194" 2'%6 Proto  1AFC8 We =3%" Proto 10H798 
Male Drive Plug 21%50" 1AR28 AYA" (a Proto 21GT04 13," 2%" Proto _‘1AFC2 1% 2'%e6 Proto 10H794 
Westward® - 1" Drive Impact Socket Accessories AV," 6%" Proto 21GT03 136" 2%6 Westward 21WM21 14%" 2'%6' Proto 10H790 
1F x %'M Impact Socket Adapter 2% 21WM79 15/16" 4" Proto 21GR89 1%6 2% Proto 1ACW9 15/4" 3%" Proto  10H797 
Overall Item Overall Item 16" 3%" Proto —‘1AFK5 15%" 2% Proto _—1AFC6 15%" 2'%6 Proto 10H792 
Size Length Brand No. Size Length Brand No. _ 3/a" 4" Proto 21GR88 15%" 2'Vie' Westward 21WN25 1%6' 2146" Proto 10H789 
4-Point Budd Wheel 50mm 4%" Proto 21G1T17 TR 3%" Proto  1AFK4 1%6 2%" Proto _—*1AFC1 15" 3%" Proto 10H795 
13/6" 934 \Nestward 21WM95 somm —4¥2" Proto _21GT18 ~—_§-Point Deep Thin Wall 1%" 22742" Westward 21WN27 9 1%6' 2'%6' Proto  10H791 
Square ° 60mm 4%" Proto —_-21GT19 1V%6" 4¥s" Westward 21WM92 1% 3 Proto 1AFFO 1% 3%" Proto 10H799 
4-Point Standard 6o5mm 4% Proto _21GT20 —_&-Point Standard ts" 2%’ Proto ~—« 1 AFC3 17/s"-2'%6" Proto —10H793 
i 2%" Proto _—‘1AFP8 70mm 2" Proto 21GT21 1" 2¥%s' Westward 21WM18 1%c' 2% Proto _1AFC5 1/6" 2% Proto 10H788 
1%" 2%" Proto _10E394 7omm —5¥4" Proto —-21G7T22 ili 2%" Proto 1ACW6 2'Ye  —32%2" ~—Proto 1AFH3 a 2% Proto 10443 
14" 2%" Proto _10E393 80mm 5%" Proto —-21GT238 Z 26%4" Westward 21WN28  21%6' 31%6' Proto 1AFH5  $12-Point Deep 
Se 2%" Proto _—‘1AFP5 Ve" 4%’ Proto _—10E3895 2" ey Proto 1AFF2 2'%6 3%' Proto  1AFH7 2”6' 5 Proto 1GG67 
e 2%" Proto _—‘1AFP7 %e' 4%6' Proto —_—«1AFL8 3" 3'%6 Westward 21WM37 = 21" 3152" Westward 21WM32 12-Point Standard 
ya 2%" Proto _—‘1AFP4 16 4%" Proto —_—‘1AFMO a 4" Proto 1AFH8 21" 3%" Proto _1AFHO 1" 212" Proto 21GT27 
a 22" Proto _1AFP6 1%" 4' Proto _‘ 1AFL4 4" 5%" Proto  1GG63 24" 34%" Proto _1AFF6 2 3 Proto 21GT39 
6-Point Deep in 3%" Proto 1AFLO. = 19mm_—2%" Proto, = 1AFM7— 24" 3.56" Westward 21WN29 1!" = 21%46' Proto ~—«21GT36 
il 3%" Proto _‘1AFK6 1%" 3s" Proto _1AFK8 22mm 2%" Proto 1AFM8 2 Ve" 332" Proto _—‘1AFF4 1" 2'Y6' Proto 21G134 
2 4¥s"__ Proto _1AFM1 1%e" 3¥s" Proto 1AFK7 24mm = 2%" Proto  1AFM9 2M 3%2" Proto _—1AFF3 1%" 2'Y6 Proto  21GT30 
3 ° Proto _21GR93 194" 4c" Proto _—*1AFL7 26mm 2%" Westward 21WL76 = 2%! 3%" Proto 1AFH4 1%" 2%6 Proto 21GT29 
as 6%" Proto 21GT02 1%" ~—3%' Proto. — 1AFL2_= 27mm _~—s.2%%" Proto. =O TAFNO) = 2%" 3%" “Westward 21WM35 13%" = 2146" Proto —-21GT37 
24mm 4" Proto 21GTO61%e' 3%" Proto TAFK9 30mm _—27/e’ Proto. = 1AFN2— 2% 338" Proto 1AFF8 1%" 21%" Proto 21GT32 
26mm_ 44" Westward 21WL97 1%" 4" Proto _—-1AFL6 32mm 2%6' Proto _1AFN3 298" 3152" Westward 21WN30 = 19%" 2'Y6 Proto 21GT35 
27mm 4" Proto _21GT07 1%e" 3%" Proto —_‘1AFL1 33mm = 2%6' Proto  1AFN4 2n6' 3%" Proto —‘1AFF5 1%6' 2'%6' ~=Proto 21GT31 
28mm Proto _21GT08 12" 4ys" Proto _1AFL9 35mm 2'1%2" Westward 21WL82 2%6' 3%" Proto 10H802 17%" 2'%6 Proto 21GT38 
30mm 4 Proto _21GT09 1/6" 4' Proto _—-1AFL3 36mm = 2%6' ~=—Proto —1AFN5 298" 3%" Proto _1AFH2 1/6" 2'%6' Proto 21GT33 
32mm 4 Proto _21GT10 1%e" 4' Proto 1AFLS 38mm 3%" ~—~Proto ~=—_—- 10438 298" 3%" Westward 21WM34 2/%' 3%6 Proto 21GT41 
33mm A Proto 21GT11 21/6 41%" Westward 21WM66 =4imm 2%" Proto _—‘1AFNG 2n6' 3%6 Proto _1AFF7 26 a Proto 21GT40 
gsomm A Proto _21G7T12 2/6 2 Proto. 21GR90) = =46mm_=21%6' Proto. = 1AFN7) =— 27" 3%" Proto 1AFH6 298" 3%" Proto  21GT42 
somm_ 4%" Westward 21WM04 == 2'%e' o Proto _21GR92 50mm 3 Proto _1AFN8 2/6 3%" Proto _1AFF9 1/6" 2/6 Proto 21G126 
36mm Proto _21G7T13 22" 4%" Proto _4PKC6 54mm 4%6' Proto  10E439 2n6' 3%" Proto _‘1AFH1 7 2'%2" Proto 21GT25 
38mm 4" Proto _21GT14 24" AY" Proto _1AFM4 55mm 3%" ~~ Proto _1AFN9 2”6' 3%" Westward 21WM33 
41mm 4 Proto, 21GT15) = 2%" Ayo" Proto 1AFM2 58mm _ 31364" Proto = 10E440 «= 34" 4¥" Westward 21WM41 
46mm 4%" Proto 21GT16 2V“e" 4Y¥s" Proto _10E396 60mm 3%" Proto  1AFPO 3" 4¥" Proto  1AFK2 
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HAND TOOLS 


Impact Sockets 











Item 
Size No. 
Proto 6-Point Standard - SAE 
1%6° 10E397 
1% 1AFT2 
1% 1AFT3 
1" 1AFT4 
1%6' 1AFT5 
15 1AFT6 
116" 1AFT7 
13" 1AFT8 
1136" 1AFT9 
1% 1AFWO 
115/46" 1AFW1 
2 1AFW2 
26° 1AFW3 
2Ve" 1AFW4 
2/6 1AFW5 
2V4" 1AFW6 
26 1AFW7 
238 1AFW8 
2/6 1AFW9 
2Vo" 1AHCO 
2%6' 1AHC1 
27 1AHC2 
216" 1AHC3 
274" 1AHC4 
216° 1AHC5 
27" 1AHC6 
21%6° 1AHC7 
3 1AHC8 
3V6° 1AHC9 
3¥e" 1AHFO 
36 1AHF1 
34 1AHF2 
3A6° 1AHF3 
3%8" 1AHF4 
3/6 1AHF5 
Item 
Size No. 
Proto 6-Point Standard - SAE 
13/;' 4UHL8 
17 10E407 
2: 4UHL9 
24" 4UHN1 
2 V4" 4UHN2 
238" 10E408 
21" 10E409 
2%6 10E410 
2% 10E411 
294" 10E412 
28 10E413 
216" 4UHN3 
ca 4UHN4 
3%" 4UHN5 
338" 4UHN7 
3/6 10E414 
3%" 4UHN8 
3%" 10E415 


Proto @ 


Spline Impact Sockets and Accessories 


14" 
1" 
1/6 
1" 


1%6" 
15%" 


111/46" 
1136" 
17% 


2 





434" 
4/6 
4" 
45" 
43/4" 


) 
Proto 6-Point Deep 
1%" 

13%" 





Size 


Size/Description 
Proto - #5 Spline Drive Impact Socket Accessories 
#5 Spline F x 1" Square M Adapter 

1" Square F x #5 Spline M Adapter 

1%" M Square x #5 F Spline Impact Socket Adapter 


Item 
No. 
1AHF6 
1AHF8 
1AHF9 
1AHHO 
1AHH1 
1AHH2 
1AHH3 
1AHH4 
1AHH6 
4UHK9 
1AHH8 
4UHL1 
A4UHL2 
1AHK2 
1AHK3 
1AHK4 
4PKA8 


- SAE 


10E398 
10E399 
1AHK6 
10E401 
4UHJ7 
A4UHJ8 
1AHL3 
1AHL7 
1AHL8 
1AHL9 
1AHM1 
1AHM2 
1AHM3 
AUHJ9 
4UHK1 
1AHM7 
1AHM8 
1AHM9 


Item 
No. 
4PKD6 
4UHNI 
4UHP1 
10E416 
4UHP2 
4UHP3 
4UHP4 
4PKD7 
10E417 
4UHP5 
4UHJ5 
4UHJ4 
4UHP6 
4UHJ3 
10E418 
4UHJ1 
4UHJ2 
4UHP7 
10E419 


Overall Item 
Size Length No. Size 
Proto 6-Point Standard - #5 Spline SAE 24" 

34" 1AKH3 | 2%c' 
34" 1AKH5 =| 23%" 
3%" TAKH8 | 276° 
3%" 1AKH9 | 2%" 
3¥," TAKKO | 2%e' 
3%" 1AKK1 2%" 
3%" TAKK2 | 2% 
3/6 TAKK4 | 2'%c' 

3172" 1AKK5 | 3’ 

312" 1AKK7 | 3%' 

312" 1AKK8 


2V“e" 


Size 

21/6" 
3" 
36" 
3 Ye" 
3%6 
3M" 
3/6 
338" 
3" 
3'Ve 
33%" 
31/6" 
3%" 
31/6 
a 
46" 

4V%" 

4%6 

43," 

4y" 

43/4" 

Proto 6-Point 
Standard - Metric 
36mm 

38mm 

60mm 

65mm 

70mm 

75mm 
Westward® 6-Point 
Standard - Metric 
90mm 

100mm 

105mm 

115mm 


Size 


6" 

6" 
6%" 
6%" 
6%" 
65%" 
6%" 
67%" 
7 


7 
7M" 
7%" 
7%" 
79%" 
734 
TR 


Overall 
Length 
43," 
4y," 
5" 
Overall 
Length 
4" 
316" 
3°%4" 
4" 
43," 
43," 
4Y," 
4V" 
A4ly6" 


43% aq" 
43% aq" 


Item 
No. 
1AHNO 
1AHN1 
1AHN2 
1AHN3 
1AHN4 
1AHN5 
4UHK2 
1AHN7 
1AHN9 
4UHK3 
1AHP3 
1AHP4 
1AHP5 
4UHK4 
1AHP7 
4UHK5 
1AHT1 
4UHK7 
4UHK8 
1AHT4 
1AHT6 


10E402 
10E403 
4PKC1 

4PKC2 
4PKC3 
4PKC4 


21WM87 
21WM89 
21WM90 
21WM91 


Item 
No. 
10E420 
4PKD8 
4PKD9 
10E421 
10E422 
10E423 
10E424 
4UHP8 
10E425 
10E426 
10E427 
10E428 
4PKE1 
10E429 
10E430 
10E431 
10E432 


Item 
No. 


1AKF7 
1ACT2 
1AKF8 
Item 
No. 
1AKK9 
1AKLO 
1AKL3 
4UHJ6 
1AKL5 
1AKL6 
1AKL7 
1AKL8 
1AKMO 
1AKM1 
1AKM2 








No. 1AFT4 


No. 1AFRO 


Tce * wismward 
1',"-Drive Impact Sockets 





No. 21WM87 








and Accessories 
Overall Item 
Description Length No. 
Proto - 112" Drive Impact Socket Accessories 
Impact Universal Joint 61%64" 19ZA61 
Impact Extension 8 1AFRO 
Impact Extension 12" 1AFR1 
Impact Extension 1S 1AFR2 
Retaining Ring, 2/" Groove Dia., 3.13" Hub Dia. 398 1UDP9 
Retaining Ring, 3%8" Groove Dia., 3.63" Hub Dia. 3h" 1UDR1 
Retaining Ring, 3%" Groove Dia., 4.13" Hub Dia. 43/" 1UDR2 
"Retaining Ring, 4%" Groove Dia., 4.63" Hub Dia." 47, 1UDR3 
Proto @ 
2',"-Drive 
Impact Sockets 
and Accessories 
No. 4UHL9 
No. 
4UHJ6 
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HAND TOOLS 
Torque Wrenches 
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No. 


36WX46 


a 


*wisrwaro TE 
Electronic Torque 
Wrenches 


Westward® 


= Calibrated to +2% CW and +3% CCW 

= 8 green warning lights, 4 red stop 
lights, and an audible buzzer when 
target torque is approached 

= Angle accuracy +2° 


Proto® 


= Calibrated to +2% of indicated 
value CW and CCW 
= Red/green/yellow lights and audible 





beep when target torque is approached 
Torque Range Graduations Calibration 
Drive Head Overall Certificate Item 
Size Type (ft.-Ib.) (in.-Ib.) (Nm) (kg-cm) (ft.-Ib.) (in.-Ib.) (Nm) (kg cm)| Length Included Brand No. 
Electronic 
Yin Standard 0.44 ft-lb to 8.85 ft-lb 5.3in-Ibto106.2in-Ib 0.6 N-mto12N-m 61101224 | 0.01 O01 O01 01 | 8%in Yes Westward 6PAE8 
Yin Standard 1.11 ft-lb to 22.12 ft-lb 13.3 in-Ib to 265.5in-lb 1.5N-mto30N-m  15.3t03061 | 0.01 O1 0.01 01 | 15%in Yes, NIST, TAF Westward G6PAF6 
Yin Standard 1.11 ft-lb to 22.12 ft-lb 13.3 in-Ib to 265.5in-lb 1.5N-mto30N-m  15.3t0306.1 | 0.01 O1 0.01 O01 | 15%in Yes Westward 4RYL2 
Yin Standard 2.1 ft-lb to 20.8 ft-lb  25in-Ibto 250in-Ib 2.8 N-m to 28.2 N-m 29 to 288 01 O1 001 O01 |20%in Yes Proto 36WX46 
% in Flexible 1.11 ft-lb to 22.12 ft-lb 13.3 in-Ib to 265.5in-lb 1.5N-mto30N-m  15.3t0306.1 | 0.01 O01 0.01 01 | 15%in Yes, NIST, TAF Westward 39WE18 
% in Flexible 1.1 ft-lb to 22 ft-lb 13.2 in-Ib to 264 in-Ib 1.5N-mto30N-m  15.3to03061 | 0.01 O71 0.01 O11 |15%in Yes Proto 53J149 
% in rea a 5 to 99.5 60 to 1195 6.8 to 135 69101378 | 01 1 O14 1 |165%sin Yes, NIST, TAF Westward 6PAF7 
¥%in Standard 5 ft-lb to 99.5 ft-lb 60 in-Ibto1195 in-lb 6.8 N-m to 135 N-m 69 to 1378 0.1 1 0.1 1 | 16 %in Yes Westward 4RYL3 
%in Standard 5 ft-lb to 99 ft-lb 60 in-Ib to 1188 in-Ib 6.8 N-m to 135 N-m 69 to 1378 0.1 1 0.1 1 | 16 Yin Yes Proto 53J145 
¥% in Flexible 5 ft-lb to 99 ft-lb 60 in-Ib to 1188 in-Ib 6.8 N-m to 135 N-m 69 to 1378 0.1 1 0.1 1 | 16% in Yes Proto  53J146 
¥%in Standard 5 ft-lb to 99 ft-lb 60 in-Ib to 1195 in-Ib 6.8 N-m to 135 N-m 69 to 1378 0.1 1 0.1 1 | 16 %in Yes Proto 53J147 
Yin Standard 12.5 ft-lb to 250.7 ft-lb 150 in-Ib to 3009in-Ib 17N-mto340N-m 173 to 3469 0.1 1 0.1 1 | 25 %in Yes Westward 4RYL8 
Y in eel 12.5 to 250.7 150 to 3009 17 to 340 173103469 | O01 1 014 1 | 255%in Yes, NIST, TAF Westward G6PAGO 
%in Flexible 12.5 ft-lb to 250 ft-lb 150in-Ibto 3000in-lb 17N-mto340N-m 173 to 3469 0.1 1 0.1 1 | 25 %in Yes Proto 53J152 
Yin __ Standard 12.5 ft-lb to 250 ft-lb 150 in-Ib to 3000in-Ib 17N-mto340N-m 173 to 3469 0.1 1 0.1 1 | 25 Win Yes Proto 53JT51 
¥%in Standard 31 ft-lb to 626.8 ft-lb 376 in-Ib to7521 in-lb 42.5N-mto850N-m 434 to 8674 0.1 1 0.1 1 48 in Yes, NIST, TAF Westward 39WE12 
¥%in Standard 30 ft-lb to 600 ft-lb 360 in-Ibto 7200 in-lb ON-mto18N-m 414.76 to 8295.30 0.1 1 0.1 1 48 in Yes Proto 53JT55 
1 in Standard 55 ft-lb to 1106 ft-Ib — 75 N-m to 1500 N-m — 1 = 1 — |70%in Yes, NIST, TAF Westward 39WE11 
Electronic, Torque and Angle 
¥% in Flexible 5 ft-lb to 99.5 ft-lb 60 to 1195 6.8 N-m to 135 N-m 69 to 1378 0.1 1 0.1 1 | 16% in Yes Westward 6PAG1 
%in Flexible 12.5 ft-lb to 250.7 ft-Ib 150 to 3009 17N-mto340N-m _173 to 3469 0.1 1 0.1 1 26 in Yes Westward 6PAG2 
C 
. Richmont® 
, Flat Beam Torque Wrenches _Richmont 
These wrenches are used for applications where: the ability to visually confirm that the tool is correct before 
each use is important; the user can see the faceplate of the tool; greater accuracy than that provided by 
clicker torque wrenches is desired; it is important to know torque variation during rundown; the need for 
durability is extremely high; there is a destructive nature to the application; or capturing peak torque is 
important. Pivoted handle concentrates load at a precise point on lever to assure torque accuracy. Memory 
feature consists of pointers that follow a track on the scale and remain in place to indicate peak torque 
achieved. Peak torque indicated on scale is accurate even in destructive applications. Meet or exceed 
po: SOMuae requirements of ASME B107.300-2010 and ISO 6789. 
Calibration 
Head Handle Handle Certificate Item 
Drive Size _ Primary Scale Range Type Rotation Material Type Included No. 
tiie 0 in-Ib to 600 in-Ib Bacencaaed 36WD40 
0 N-m to 210 N-m Standard Counterclockwise Alloy Steel Ergonomic Yes 36WD42 
¥% in 0 N-m to 12 N-m 36WD41 
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Find the yl. Find Solutions. Find Great Prices. Torque Wrenches 
Primary Calibration 
Drive Scale Primary Overall Certificate Mfr. Item ® 
Size Increments Scale Range Length Included Brand Model No. PROTO 
Aerospace Certified Micrometer Torque Wrenches Sturtevant 
Foot-Pound, Fixed Head Richmont® 
0.5 ft-lb. 16 to 80 ft.-Ib. 142342" Yes Proto J6005C 426F01 | Torque Measurement Systems 
yy _0.5 ft“. 16 to 80 ft.-Ib. 1572" Yes Proto J6006C 426F02 a * 
0.5 ft.-Ib. 20 to 100 ft.-Ib. 161749" Yes Proto J6012C 426F06 JANESON WESTWARD 
0.5 ft-lb. 20 to 100 ft.-Ib. 1617/42" Yes Proto J6012C 426F06 My 
0.5 ft-lb. 16 to 80 ft.-Ib. 1552" No Proto J6008C 426F05 
1 ft-lb. 30 to 150 ft-lb. 20%2" Yes Proto J6015C A26F11 GEDORED © vonarptoo.s: 
Vy" 1 ft-lb. 30 to 150 ft.-Ib. 204%6a" No Proto J6016C 426F12 
1 ft-lb. 50 to 250 ft.-lb. D5 ey%6a" Yes Proto J6013C 426F07 
1 ft-lb. 50 to 250 ft.-Ib. 26 1%64" Yes Proto J6014C 426F08 H 
9 ft.-Ib. 60 to 300 ft.-Ib. 3294" Yes Proto J6018AB 426F16 Micrometer Torque 
Ya" 9 ft.-Ib. 120 to 600 ft.-Ib. AT H32" Yes Proto J6017B 426F15 
ft-lb. 120 to 600 ft-lb. 411740" Yes Proto J6020AB A26F17 Wrenches 
7 2 ft.-Ib. 140 to 700 ft.-Ib. AG57%a" Yes Proto J6022B 426F19 ae 
Inch-Pound, Fixed Head = Torque Wrench Repair Kits are 
17," 1 in.-Ib. 40 to 200 in.-Ib. 111%6a" Yes Proto J6061C 426F20 j i : ® 
“4 Tin.-lb. 40 to 200 in.-Ib. 112%" No Proto J6062C 426F21 available on Grainger.com 
T in.-Ib. 40 to 200 in.-Ib. 111% a" Yes Proto J6063C 426F22 
44 Tin.-lb. 40 to 200 in.-Ib. 112%a" No Proto J6064C 426F23 
5 in.-lb. 200 to 1000 in.-Ib. 144%a" Yes Proto J6065C 426F24 
5 in.-lb. 900 to 1000 in.-Ib. {41H 6" No Proto J6066C 426F25 
yy 10 in.-Ib. 360 to 1800 in.-lb. 204%" Yes Proto J6068C 426F26 
10 in.-Ib. 600 to 3000 in.-Ib. 97 V5 No Proto J6072C 426F27 
Micrometer Torque Wrenches 
Foot-Pound, Fixed Head 
yy _0.5 ft-lb. 15 to 75 ft-lb. 1513%a" Yes Sturtevant Richmont 3SDR75MG  53CA71 
0.5 ft-lb. 16 to 80 ft.-Ib. 15%" Yes Proto J6006CXCERT  4YAG7 
0.5 ft-lb. 16 to 80 ft.-Ib. 15%" Yes Proto J6008CXCERT  4YA68 
ys 1 ft-lb. 30 to 150 ft.-Ib. 115" Yes Proto J6016CXCERT  4YA69 
1 ft-lb. 30 to 150 ft.-Ib. 19%" Yes Sturtevant Richmont. 4SDR150MG  53CA72 
2 ft.-Ib. 50 to 250 ft.-Ib. 2515" Yes Sturtevant Richmont 4SDR250MG  53CA73 
5" 9 ft.-Ib. 60 to 300 ft.-Ib. 3216 Yes Proto J6018CXCERT  4YAT71 
2 ft-lb. 120 to 600 ft.-Ib. AT%6' Yes Proto J6020CXCERT  4YA72 
7: 5 ft-lb. 200 to 1000 ft-lb. 69" No Proto J6023 10877 
10 ft-lb. 400 to 2000 ft.-Ib. 107%" No Proto J6025 1ARN7 
Foot-Pound, Flexible Head 
¥ 10 ft.-Ib. 10 to 100 ft.-Ib. 164%6a" Yes Proto J6012FC 53GL75 
y 10 ft.-Ib. 30 to 250 ft.-Ib. D5 1740" Yes Proto J6014FC 53GL74 
Foot-Pound, Newton-Meter, Fixed Head 
6 to 44 ft.-Ib. 14" No Jameson/Itl 01785 31CE79 
¥%' ~ 05 ft-lb. 15 to 80 ft.-Ib. 16" Yes Westward = 6PAH9 
0.5 Nm 16 to 80 Nm 1552" Yes Proto J6006NMC 426F04 
1 ft-lb. 30 to 150 ft.-Ib. 19%" Yes Westward = 6PAJO 
1 Nm 40 to 200 Nm 204%6a" Yes Proto J6016NMC 426F14 
Vp" 1 ft-lb. 50 to 250 ft-lb. 97 V5 Yes Proto J6014CXCERT  4YA70 
1 ft-lb. 50 to 250 ft.-Ib. D4 V5" Yes Westward = 6PAJ1 
1 Nm 70 to 350 Nm 26 1%a" Yes Proto J6014NMC 426F10 
2 ft.-Ib. 60 to 300 ft.-Ib. 32" Yes Westward = 101423 
5 Nm 80 Nm to 360 Nm 28 1/32" Yes Gedore 8575-10 45HL90 
af" 1ONm  1084Nmto5423Nm 313142" Yes Gedore 8579-10 45HL92 
10 Nm 110 Nmto550Nm 31312" Yes Gedore 8574-10 45HL91 
fONm  135.6Nmto759.3Nm 313142" Yes Gedore 8563-10 45HL93 
10 Nm 920 Nm to 1000 Nm 20%" Yes Gedore 89/1-01 45HL94 No. 426F08 No. 53CA71 No. 45HL90 
Inch-Pound, Fixed Head 
1 in.-lb. 10 to 50 in.-Ib. gy," No Proto J6060A 4Lv09 
1 in.-lb. 10 to 50 in.-lb. 111564" Yes Sturtevant Richmont 2 SDR 50! MG 53CA69 
Ya" Tin.-lb. 40 to 200 in.-Ib. 113%" Yes Proto J6062CXCERT  4YAG3 
Tin.-Ib. 40 to 200 in.-Ib. 116" Yes Proto J6061CXCERT  4YA73 
Tin.-lb. 40 to 200 in.-Ib. 11%" Yes with Data Proto J6062HTC 54JG06 REGISTER NOW! 
Tin.-Ib. 40 to 200 in.-Ib. 117% Yes Proto J6064CXCERT  4YAG4 
Tin.-lb. 40 to 200 in.-Ib. 116" Yes Proto J6063CXCERT  4YA74 : 
> inl. 40 to 200 in.-[b. 10°56" Yes Sturtevant Richmont 3 SDR 2001 MG 53CA74 Enjoy These Features & More! 
¥, T in.-lb. 40 to 200 in.-Ib. 11%" Yes with Data Proto J6064HTC 54JG07 
5 in.-lb. 150 to 750 in.-lb. 151364" Yes Sturtevant Richmont 3SDR7/7501IMG 538CA70 ns 
5 in.-Ib. 200 to 1000 in.-Ib. 15%" Yes Proto J6066CXCERT  4YAG5 [Access your pricing 
5 in-lb. 900 to 1000 in.-Ib. 15%6" Yes Proto J6065CXCERT  4YA75 . 
ie" Preset 30 in.-Ib. 6" No Jonard Tools TWAF-71630  4AVJ9 [View order history 
y 10 in.-Ib. 600 to 3000 in.-Ib. 27 V4 Yes Proto J6072CXCERT  4YA66 : 
Inch-Pound, Newton-Meter, Fixed Head [V/ Save Pater! fe 
H 1 in.-Ib. 40 to 200 in.-Ib. 11%" Yes Westward — 101419 your personal llStS 
Newton-Meter, Fixed Head _ti 
ve O.1Nm 2 t0 10 Nm 72%" Yes Gedore 762-10 A9AD70 [VY Check real-time 
yy 0.2Nm 4 to 20 Nm 1129/47 Yes Sturtevant Richmont 3SDR20NmMG 53CA75 product availability 
0.5 Nm 16 to 80 Nm 1552" Yes Proto J6006MC 426F03 
; 1 Nm 40 to 200 Nm 204%6a" Yes Proto J6016MC 426F13 ik 
2 7 Nm 70 to 350 Nm D617" Yes Proto Je0i4Mc426F09 > Sign in or register on 
Ys! 4Nm 160 to 800Nm AT t/2" Yes Proto J6020NM 426F18 i ® 
ik 25 Nm 600 to 1500 Nm 63 1%4" Yes Gedore 8581-01 45HL95 Grainger.com® today! 
vain GEDOREV @ ——a 
alibration 
Drive Primary Overall Certificate Mfr. Item No. 36WD66 
Size Scale Range Length Included Brand Model No. 
Inch-Pound, Newton-Meter, Fixed Head Gs ————e 
Ya 9 to 25 Nm 8 V2 Yes Gedore 799-00 49AD71 a a. 
Inch-Pound, Fixed Head Sturtevant No. 49AD74 
yj" 90 in.-Ib. 1/6 No Sturtevant Richmont 810400 36WD69 Richmont® 
150 in.-Ib. “6 No Sturtevant Richmont 810401 36WD/0 Totehe NeaeuletnentSysteiie 
60 to 300 in.-Ib. 10%6' No Sturtevant Richmont 810058 36WD67 7 
¥e" 150 in.-Ib. 1% No Sturtevant Richmont 810589 36WD72 Preset Micrometer Torque Wrenches 
us ., | 
vr es ore mS ACE a These wrenches are used to set a torque or fasteners. A range of differ- 
Foot-Pound, Newton-Meter, Fixed Head ent torque setting can be applied for many different applications. Torque 
aa aC rate ve penal a Taka may be preset using any torque units of measurement. Minimum capaci- 
a ; - 
Accessory ties of preset tools can be calculated at 20% of maximum capacities. 
Combination Adjust Release Tool Sturtevant Richmont 819117 _36WD/5 No. 36WD75 must be used to set torque. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 183 


HAND TOOLS 
Torque Wrenches 


Scan. Order. Done. |= 


Details on page Al. = 





FIND MORE ONLINE 


Can’t find it here? 

Go to Grainger.com® today to see 
our full selection of over 1.7 million 
products and the services and 
solutions to help you get it done! 














No. 4NAJ3 ' F . 
Electronic Dial JoUtays 
Torque Calibration 
Drive Torque Range Torque Graduations Graduations Graduations Overall Certificate Mfr. Item Torque Wrenches 
Size Range (ft.-lb.)  (in.-lb.) Range (Nm) — (ft.-Ib.) (in.-Ib.) (Nm) Length Included Model No. 
Y" 0.63t06.25 7.5to75 0.84 to 8.47 0.01 0.01 0.01 11" Yes J6339 4NAH6 = 4-digit display 
Ys"  ~—(0.83t0 8.33 10to100 1.11 t0 11.13 0.01 0.01 0.01 iil Yes J6342 4NAH7 : 
Ye 2110208 250250 2.8t0282 0.01 0.1 0.01 it” Yes _J6345 4NAHB = Molded case neue 
3 5 to 50 60to600 6.78to67.8 0.01 0.1 0.01 i Yes J6345A 4NAH9 = Accurate to +1% CW and CCW from 
Vy" 1010100 120t0 1200 13.3 to 133.5 0.01 1 1 22" Yes J6345B 4NAJ1 10% to 100% of full scale 
VY" 25to 250 300to 3000 33.8 to 338 0.1 1 0.1 22" Yes J6346 4NAJ2 . . . 
ys 6010600 720to7200 81 t0 813 0.1 i 0.1 20° Yes J6347__4NAJ3 = Red/yellow/green lights and intermittent 
t" 100 to 1000 — 135 to 1350 1 — 1 iu Yes J6349 4XRJ3 beep when adjustable target torque 
1" ___ 200 to 2000 = 267 to 2670 1 = 1 125" Yes J6351__ 4NAJ4 is reached Meet ASME B107.28. 
Dial Torque Wrenches pRoToO 
= Calibrated to +4% of CW and CCW 
= Molded case included 
Secondary Calibration 
Drive —‘ Primary Secondary Primary Scale Scale Extension Overall Certificate Mfr. Item 
Size Scale Range Scale Range Increments Increments Handles Length Included Model No. 
Inch-Pound/Centimeter-Kilogram 
Ys" Qto75in-lb. Oto 90 cmkg 1 in.-Ib. 2cm kg No 10" No J6169F 1ARP7 
Ys" 15to75in.-lb. 18 to 90 cm kg 1 in.-Ib. 2cm kg No 10" Yes J6169FCERT 4JW71 
Y%" 6to30in.-lb. Oto 35cmkg 0.5 in.-lb. 1 cm kg No 10" No J6168F 4NAH5 
¥e" 50 to 250 in.-lb. 56 to 280 cm kg 5 in.-lb. 5 cm-kg No 10" No J6177F 1ARP8 
ie es gee 10 in-lb. 20 cm kg No 10" No J6181F  1ARP9 
Inch-Pound/Newton-Meter 
Ys" 18to 90in.-lb.  2to10Nm 1 in.-Ib. 0.2 Nm No 10" No J6169NMF  1ARR8 
%' O0to30Nm Oto250in-Ib.  0.5Nm 5 in.-lb. No 10" 26. NIST J6177NMFCERT 4JW74 
No. 1ARP7 %' _ 6 to 30Nm__50 to 250 in.-Ib. 0.5 Nm 5 in.-Ib. No 10" No J6177NMF =1ARR9 
Foot-Pound/Meter-Kilogram 
¥; Otod0ft-lb Oto7/mkg 1 ft.-lb. 0.2 m-kg No 104%" No J6113F 1ARRO 
Yo" 0to175 ft-lb. Oto 24mkg 5 ft.-Ib. 0.5 m-kg No 21%" No J6121F 1ARR1 
Yo" Oto 250 ft-lb. Oto 35mkg 5 ft.-Ib. 1mkg No 21%" No J6125F 1ARR2 
¥s" 0 to 350 ft.-lb. — 10 ft.-Ib. — No 27% No J6134F AXRJ2 
¥%4" 120 to 600 ft.-lb. Oto 80m kg 10 ft.-Ib. 2mkg Yes 46%," No J6133F 1ARR5 
1" Oto 1000 ft.-lb. Oto 140 mkg 20 ft.-lb. 2.5 m kg Yes 744 No J6141F 1ARR6 + 
1" 0 to 2000 ft.-lb. Oto 280 mkg AO ft.-b. 5m kg Yes 11034" No J6149F 1ARR7 
Foot-Pound/Newton-Meter 
¥e' Oto 50 ft.-Ib. 0 to 70 Nm 1 ft.-lb. 2Nm No 147%" No J6113NMF  1ARTO 
No. 4NAH5 Yo" 0to175 ft-lb. Oto 250 Nm 5 ft.-Ib. 5 Nm No 21%" No J6121NMF  1ART1 
t Packaged in steel box. 
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Torque Wrenches _flchmont 
Calibration 
Primary Primary Scale Overall Certificate Item 
No. 53CA65 Drive Size Scale Range Increments Length Included Brand No. 
p\'@ 4 = 100 to 600 in.-Ib. 9.0 in.-Ib. 1316 Yes Sturtevant Richmont _ 538CA65 
ys — 10 to 50 in.-lb. 1.0 in.-Ib. 10%a'" Yes Sturtevant Richmont 53CA66 
— 15 to 75 ft.-Ib. 0.5 ft.-Ib. 1316" Yes Sturtevant Richmont 53CA67 
>. — 30 to 150 ft. -Ib. 10 Ttelb; 17%a" Yes Sturtevant Richmont 53CA68 
eS AY Ya" 25 to 250 in.-lb. 1 in.-lb. 14" Yes Proto 4NAN9 
eS” Yo" x 1 Ve" 360 to 1800 in.-lb. | Custom Preset 1516 No Sturtevant Richmont 36WD73 
Yo" x 4" 60 to 300 in.-lb. Custom Preset 816" No Sturtevant Richmont 36WD74 
9mm x 12mm 8 to 40 Nm 5 Nm 1472" Yes Gedore 45HL98 
No. 49AD77 9mmxi12mm _20to 120 Nm 5 Nm 19% 2" Yes Gedore 45HL99 
9mm x 12mm 0.4 to 2 Nm Preset 4," Yes Gedore 49AD75 
9mm x 12mm 2to10Nm Preset 4Y," Yes Gedore 49AD76 
9mm x 12mm 5 to 25 Nm Preset 10%" Yes Gedore 49AD77 
9mm x 12mm 13 to 65 Nm Preset 11%2" Yes Gedore 49AD78 
9mm x 12mm 27 to 135 Nm Preset 16" Yes Gedore 49AD79 
14mm x 18mm 50 to 400 Nm 5 Nm 254%" Yes Gedore 45HM01 
H4 10 to 50 ft.-Ib. 0.5 ft.-Ib. 11" No Proto 4NAP2 
H4 50 to 150 in.-lb. 1 in.-Ib. 6" No Proto 4NAN4 
H5 10 to 100 ft.-Ib. 0.10 ft.-Ib. 16%" Yes Proto 4NAP3 
H5 16 to 80 ft.-Ib. 0.5 ft.-Ib. 14%" No Proto 4NAW4 
H5 45 to 150 ft.-lb. 1.0 ft.-Ib. 19%" No Proto 4NAR6 
H7 300 to 3000 in.-lb. 1 in.-Ib. 20" Yes Proto 4NAZ9 
H7 50 to 250 ft.-Ib. 1.0 ft.-Ib. 25 1330" No Proto 4NAW5 
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Adding an Adapter to a Torque Wrench 


Length (L) = Effective length of the Desired Torque (TA) = The torque Example: 250 ft. lb. Dial wrench using a 2" long crowfoot adapter. 
wrench as described below. value designated for the fastener with 
Dial Wrenches = The measured or without an adapter. 

distance from the center of the square Added Length of Adapter (A) = The 


L = Effective Length: 18.75" 
Desired Torque = 250 ft. lb. 


drive to the center ring or notch onthe © measured length from the center of Length of Adapter = 2" 
handle. the adapter drive to the center of the Result: 18.75" x 250 ft. Ib. 
Micrometer Wrenches = The wrench square drive. = Pull wrench 

measured length from the center of the New Setting (TW) = The torque setting to 226 ft. Ib. Use of Adapter 
Square drive to the center of the handle, | on the wrench allowing for the added rs 

with the wrench set at the desired length of the adapter. This reading will 18.75" + 2" Formula: TA x L = 
torque reading. be lower than the desired torque. L+A 








y | > H4 Open End | 
H5 Open End H5 Square Drive H4 Box End No. 4NAK7 
No. 4NAU5 No. 4NAW3 No. 4NAK8 BF 


i 
Interchangeable Torque Wrench Heads etek, WESTWARD “ecm: 
Torque Measurement Systems 


Overall Max. Item Overall Max. Item Overall Max. Item 
Size Length Torque Brand No. Size Length Torque Brand No. Size Length Torque Brand No. 
H7 Drive 30mm 522" 3600 in.-lb. Proto 4RUES Y," 3%2" 410 in.-lb. Proto 4NAN5 
Box End 32mm 52/42" 3600 in.-lb. Proto 4RUE9 %e' 352" 695 in.-lb. Proto 4NAN7 
%e' 51%" 1340 in.-lb. Proto 4NAX5 Square Ratcheting 10mm 3%e" 265 in.-Ib. Proto 4NAK7 
Ye" 51%" 2050 in.-lb. Proto 4NAY3 yy" 5%" 3000 in.-lb. Proto 4NAW6 1imm  3%2" 400 in.-lb. Proto 4NAK9 
Ye" 5%6" 2400 in.-lb. Proto 4NAY9 H5 Drive 138mm = 3%2" = 495 in.-lb. Proto 4NAL6 
3/4" 5%" 2630 in.-lb. Proto 4NAZ6 Box End 14mm = 3%2" = 695 in.-lb. Proto 4NAN1 
$e 5 '%e2" 3295 in.-lb. Proto 4RUC8 Ye’ 320" 715 in.-lb. Proto 4NAR3 Square Ratcheting 
7" o%6' 3600 in.-lb. Proto 4RUD5 yy" 3%" 900 in.-lb. Proto 4NAT1 V4" 34%" 250 in.-lb. Proto 4NAN3 
%e' 5%" 3600 in.-lb. Proto 4RUE2 %e' 3252" 1340 in.-lb. Proto 4NAT7 9mm x 12mm Drive 
i 9'%e' 3600 in.-lb. Proto 4RUES8 ¥s"  ——-32%2" 2050 in.-lb. Proto 4NAU4 Adjustable 
1%6" 52342" 3600 in.-lb. Proto 4RUF5 Ye 3%" 2400 in.-lb. Proto 4NAV1 Me" 34%" = 89 Tt.-lb. Westward 19ZC60 
1%" 5%" 3600 in.-lb. Proto 4RUF9 Ya" 3'%6" 2400 in.-lb. Proto 4NAV7 Box End 
1%6' 5'%6" 3600 in.-lb. Proto 4RUG2 Ye"  38%2" 2400 in.-lb. Proto 4NAV9 17mm =1%' = 148 ft.-lb. Westward 19ZC85 
1%" 5272" 3600 in.-lb. Proto 4RUG4 7" 4" — 2400 in.-lb. Proto 4NAW2 Open End 
1%6" 52%" 3600 in.-lb. Proto 4RUG6 Timm 3232" 715 in.-lb. Proto 4NAP6 17mm 1%" ~——s281 ft-lb. Westward 192073 
1%" —5'%e' 3600 in.-lb. Proto 4RUGS 12mm _ —32%2" 805 in.-Ib. Proto 4NAP8 Square Ratcheting 
15mm 5%" 1770 in.-lb. Proto 4NAW8 13mm 3%" ~—-900 in.-lb. Proto 4NAR1 Ya" 15%4" +455 ft-lb. Westward 19ZC56 
16mm = 5'%2" 2050 in.-lb. Proto 4NAX1 14mm = 32%2" 1340 in.-lb. Proto 4NAR5 ¥" Zz 178 ft.-lb. Westward 192057 
17mm = 5%6' 2365 in.-lb. Proto 4NAX3 15mm = 3'%e" 1770 in.-lb. Proto 4NAR8 Y" 2" 295 ft.-Ib. Westward 19ZC58 
18mm _ 5'%2" 2690 in.-lb. Proto 4NAX7 16mm _ = 32%2" 2050 in.-lb. Proto 4NAT3 14mm x 18mm Drive 
19mm 5%" 2630 in.-lb. Proto 4NAX9 17mm 3%" 2400 in.-lb. Proto 4NAT5 Adjustable 
20mm = 5'%2" 3070 in.-lb. Proto 4NAY5 18mm = 32%2" 2400 in.-lb. Proto 4NAT9 1%" = 5%4" = 214 Tt.-lb. Westward 192062 
21mm 5'%2" 3295 in.-lb. Proto 4NAY7 19mm 3'%e" 2400 in.-lb. Proto 4NAU2 Box End 
22mm 5%6' 3600 in.-lb. Proto 4NAZ2 20mm = 38%" 2400 in.-lb. Proto 4NAU6 19mm = 2'%2" = 193 ft.-lb. Westward 19ZD07 
23mm 5%" 3600 in.-lb. Proto 4NAZ4 Open End Open End 
24mm 5%" 3600 in.-lb. Proto 4NAZ8 ”~Acs' 32442" 310 in.-lb. Proto 4NAR2 24mm = 21%2" = 212 ft.-lb. Westward 192099 
25mm 5'%e6' 3600 in.-lb. Proto 4RUC6 Y," 3%" 410 in.-lb. Proto 4NAR9 Square Ratcheting 
26mm 5'%e' 3600 in.-lb. Proto 4RUD1 %e'  3'%e6" 695 in.-lb. Proto 4NAT6 Yo" 2250" 453 Tt.-lb. Westward 19ZC59 
28mm 52342" 3600 in.-lb. Proto 4RUD7 ¥s" = 32740" 835 in.-lb. Proto 4NAU3 5¥6q" x 11¥64" Drive 
29mm 5%" 3600 in.-lb. Proto 4RUD9 Ye 3%" 1185 in.-lb. Proto 4NAU9 VY" 2%" 2500in.-lb. Sturtevant Richmont 36WD54 
30mm _ 5'%e' 3600 in.-lb. Proto 4RUE4 Ya" 31%6" +1500 in.-lb. Proto 4NAV6 45a" X 5Veq" Drive 
32mm _ 52/42" 3600 in.-lb. Proto 4RUF1 He" —38%e" 2310 in.-lb. Proto 4NAV8 Flare Nut 
Open End Ze" 4" 2310 in.-lb. Proto 4NAW1 21mm 2%6 708in.-lb. Sturtevant Richmont 36WD49 
Ve" 5%" 695 in.-lb. Proto 4NAX4 1imm 3'%6" 400 in.-lb. Proto 4NAP5 24mm) =2%2" = 929 in.-lb. Sturtevant Richmont 36WD48 
Ye" -51%2" 835 in.-lb. Proto 4NAY1 12mm = 32%2" 430 in.-lb. Proto 4NAP7 Open End 
Ye" 5%e" 1185 in.-lb. Proto 4NAY8 138mm 3%" ~—495 in.-lb. Proto 4NAP9 138mm = 12%2" 345 in.-lb. Sturtevant Richmont 36WD56 
5" 94%" 1500 in.-lb. Proto 4NAZ5 14mm_ 3'%e" 695 in.-Ib. Proto 4NAR4 Square Ratcheting 
136" 5 1%e" 1965 in.-lb. Proto 4RUC7 15mm 3'%e" 885 in.-lb. Proto 4NAR7 Yo" 1'%6" 250 in.-lb. Sturtevant Richmont 36WD52 
RN 5%6' 2470 in.-lb. Proto 4RUD4 16mm 32%2" 1060 in.-lb. Proto 4NAT2 Standard Tooling Adapter 
%e 5%" 2970 in.-lb. Proto 4RUE1 17mm = 3%" = 1235 in.-lb. Proto 4NAT4 _ e" 1600 in.-lb. Sturtevant Richmont 36WD55 
1 5242" 3575 in.-lb. Proto 4RUE7 18mm_32%2"_ 1375 in.-lb. Proto 4NAT8 2%0" x 1" Drive 
1%e" 522" 3600 in.-lb. Proto 4RUF4 19mm 3'%6" 1650 in.-lb. Proto 4NAU1 Box End 
1%" = 525%" 3600 in.-lb. Proto 4RUF8 20mm = 3'%6' 1925 in.-lb. Proto 4NAU5 18mm—s2"_—s 1442 in.-lb. Sturtevant Richmont 36WD50 
1%6' 522" 3600 in.-lb. Proto 4RUG1 21mm 38%" 2160 in.-lb. Proto 4NAU7 2%0" x 11%64" Drive 
1%" — 52%2" 3600 in.-lb. Proto 4RUG3 22mm =s 4"_~—s- 2400 in.-lb. Proto 4NAV2 Box End 
1%6' 5 2%2" 3600 in.-lb. Proto 4RUG5 23mm 4%6' 2400 in.-lb. Proto 4NAV4 22mm = =2%2" = 2398 in.-lb. Sturtevant Richmont 36WD51 
1%" —5'%e" 3600 in.-lb. Proto 4RUG7 Square Ratcheting 2%" Drive 
15mm 5%" =885 in.-lb. Proto 4NAW7 Ye" 430" 1200 in.-lb. Proto 4NAW3 Open End 
16mm _ 51'%2" 1060 in.-lb. Proto 4NAW9 H4 Drive Ys" = 12%" 600 in.-lb. Sturtevant Richmont 53KH75 
17mm = 5%e6" 1235 in.-lb. Proto 4NAX2 Box End 1346" Drive 
18mm = 51%" 1375 in.-lb. Proto 4NAX6 ¥e" 332" 490 in.-lb. Proto 4NAL3 Box End 
19mm 5%" 1650 in.-lb. Proto 4NAX8 Y~ce'  — 3M%e6' = 715 in.-lb. Proto 4NAL9 Yo" 11% 6" 850 in.-lb. Sturtevant Richmont  53KJ07 
20mm 5%" = 1925 in.-lb. Proto 4NAY4 VY," 3%" 900 in.-lb. Proto 4NAN6 Open End 
2imm_ 5'42" 2160 in.-lb. Proto 4NAY6 %6'  —3%2" 900 in.-lb. Proto 4NAN8 ”cs' 1'%e6" = 300 in.-lb. Sturtevant Richmont 53KH72 
22mm 5%6' 2470 in.-lb. Proto 4NAZ1 10mm = 3%2" 490 in.-lb. Proto 4NAK8 Vie" Drive 
23mm 5%" 2745 in.-lb. Proto 4NAZ3 Timm 3%6' 715 in.-lb. Proto 4NAL1 Open End 
24mm 5%" 2970 in.-lb. Proto 4NAZ7 12mm = 3%2" 805 in.-lb. Proto 4NAL5 16" 2" 1750 in.-lb. Sturtevant Richmont 53KH80 
29mm 52%" 3200 in.-lb. Proto 4NCA2 138mm = =3¥%'" 900 in.-lb. Proto 4NAL7 ¥e" Drive 
26mm 52%" 3570 in.-lb. Proto 4RUC9 14mm —3%2" 900 in.-lIb. Proto 4NAN2 Square Ratcheting 
27mm 52342" 3600 in.-lb. Proto 4RUD2 Open End ¥" 2%6 1250 in.-lb. Sturtevant Richmont 36WD53 
28mm 52342" 3600 in.-lb. Proto 4RUD6 Je" 3%6' 220 in.-lb. Proto 4NAL2 
29mm _ 52%" 3600 in.-lb. Proto 4RUD8 ”~e' 3 ¥%2" 310 in.-lb. Proto 4NAL8 
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HAND TOOLS Scan. Order. Done. 
Torque Multipliers & Screwdrivers Details on page A1. 





Torque Multipliers Jacek GEDOREV 


= Proto® accuracy: +5% 

= Gedore accuracy: +3% 

Proto multipliers are for use with torque wrenches and heavy duty power or 
impact sockets. Not for use with power drive tools. Feature tubular reaction bars 
except 3-stage planetary models which have reaction plate with slave drive. 






No. 45HL74 





45HL66 3-stage also have self-contained, 3-stage antibacklash device. Gedore multipli- 
No. ers are particularly suitable for machinery and plant engineering, cable cars, 
1ART7 lifts and masts, construction sites, shipbuilding, refineries, and power plants. 
Mechanical hand torque multipliers provide for controlled screw tightening and 
unloosening screw connections. 
Max. Female Input Male Output Angle of Overall Calibration Mfr. Item 
Rated Output Max. Rated Input Torque Ratio Square Drive Square Drive _ Turn Protractor Length Certificate Included Brand Model No. 
Single Stage Planetary 
790 ft.-Ib. 22/ Tt.-lb. i PePEK| Al fa — 812" No Proto J6202A 3YW21 
790 ft.-Ib. 22/ Tt.-lb. 13.33 Y" fa" — 8'%32" Yes Proto J6202ACERT 4JW76 
950 ft.-Ib. 23/ ft.-lb. 15 ¥;" ya 9° Increments — Yes Gedore DVV-13ZG 45HL66 
1200 ft.-Ib. 200 ft.-Ib. 1:6 yp" fa" 9° Increments 20" No Proto J6212 1ART6 
1200 ft.-Ib. 200 ft.-Ib. 1:6 yy" a" 9° Increments 191%" Yes Proto J6212CERT 4JW77 
1500 ft.-Ib. 410 ft.-Ib. 1:4 s/4" ilk 9° Increments 14%a" Yes Gedore DVI-20Z 45HL77 
1500 ft.-Ib. 410 ft.-Ib. 1:4 /4" if 9° Increments 92/32) Yes Gedore DVI-20L 45HL76 
2050 ft.-Ib. 430 ft.-Ib. 13.0 fa" ill 2° Increments == Yes Gedore DVI-282 45HL/5 
2090 ft.-Ib. 430 ft.-Ib. 130 /4" il 9° Increments — Yes Gedore DVI-28L 45HL74 
2930 ft.-Ib. 230 ft.-Ib. 1:16 Ai il 9° Increments 1%" Yes Gedore DVV-40ZRS 45HL68 
2930 ft.-Ib. 220 ft.-Ib. 1:16 Ai il 9° Increments 1%" Yes Gedore DVV-40Z 45HL6/ 
4400 ft.-lb. 300 ft.-Ib. 115 /4" Te 9° Increments gy Yes Gedore DVV-60ZRS 45HL69 
98/0 ft.-Ib. 310 ft.-Ib. 1:22 /4" iA 9° Increments 10" Yes Gedore DVV-80ZRS 45HL70 
7330 ft.-Ib. 305 ft.-Ib. 1:28.5 4" 1%" O° Increments 112" Yes Gedore DVV-100ZRS 45HL71 
9530 ft.-Ib. 280 ft.-Ib. 1:39 s/4" Ty" 9° Increments 12/6: Yes Gedore DVV-130ZRS A5HL72 
40,330 ft.-lb. 280 ft.-Ib. Miva 4" 2 V2" 2° Increments 6%6. Yes Gedore DVV-540RS 45HL73 
2 Stage Planetary 
2200 ft.-lb. 162 ft.-Ib. 1136 ia ilk 9° Increments 20" No Proto J6222 1ART7 
2200 ft.-Ib. 162 ft.-Ib. 113.6 Y' 1" 9° Increments 191932" Yes Proto J6222CERT 4JW78 
3200 ft.-Ib. 173 ft.-Ib. 1:18.5 Y" 1" 9° Increments 20" No Proto J6232 1ART8 
3200 ft.-Ib. 173 ft.-Ib. 1:18.5 Ai 1 9° Increments 191932" Yes Proto J6232CERT 4JW79 
3 Stage Planetary 
2200 ft.-Ib. 162 ft.-Ib. 113.6 Ai il — 14V6 No Proto J6234 3R880 
9000 ft.-Ib. 189 ft.-Ib. 126.5 Al 1" — 14'1%6 No Proto J6242 3R881 
8000 ft.-Ib. 154 ft.-Ib. 1:52 Al 1 — 15%6: No Proto J6252 3R882 





No. 49AD82 CDI TORQUE “nichts 
PRODUCTS Wi 4 er a Torque Measurement Systems 





No. @PAF4 Torque Screwdrivers 
ee Gedore—Calibrated to +6 CW and meet EN ISO 6789. Sturtevant Richmont—Calibrated to +6 CW/CCW 
a a = (= Preset screwdrivers ensure accurate process control by of torque reading and meets ASME B107-300. Clutch 
No Lae eliminating under and over tightening. Feature ergonomic —_ releases automatically when desired torque has been 


hand grip combined with a smooth tool reset action. achieved. Magnifying lens improves the view of clearly 
CDI Torque Products—¥:" drive screwdrivers are engraved scale. Antibacklash design for repeatability. 
calibrated to +6% CW of torque reading and meet NIST Westward®—Calibrated to +2 to 3% CW/CCW of torque 





No. 6AAW7 





standards. 1%" Hex Drive screwdrivers are calibrated to reading and meet or exceed ISO 6789, CE, NIST, and AIST. 
+69 j . : 
—+—a=2-} Sat tens o) Ola taaein? aN CCCE ROM elec Wera—Calibrated to +6% CW of torque reading and meet 
EN ISO 6789. 
No. 4YVR9 
Overall Calibration Mfr. Item 
Description Primary Scale Range Primary Scale Increments Length Certificate Included Brand Model No. 

10.00 to 100.00 in-oz — 5 ¥% in No CDI 61SP 38A848 

1.4" Hex Drive 10.00 to 80.00 cNm 1.00 cNm 5 Yin Yes CDI 61NSM 38A849 
6.00 to 32.00 in-oz — 4% in Yes CDI 21SP 38A852 

0.02 to 0.22 Nm 0.01 Nm 4 %a in Yes, NIST Gedore CRS100-0022 FH 53PH74 

0.05 to 0.25 Nm 0.05 to 0.25 Nm 5 1¥64 in Yes Gedore PGNP 0.25 FS 49AD82 

0.05 to 0.25 Nm 0.05 to 0.25 Nm 5 1%a in Yes Gedore PGNE 0.25 FS 49AD86 

0.14 to 1.35 Nm 0.01 Nm 4 139 In Yes, NIST Gedore CRS100-0135 FH 53PH75 

0.20 to 1.50 Nm 0.20 to 1.50 Nm 5 1342 in No Gedore PGNS 1.5 FS 49AD80 

0.20 to 1.50 Nm 0.20 to 1.50 Nm 5 1%a in Yes Gedore PGNP 1.5 FS 49AD83 

0.20 to 1.50 Nm 0.20 to 1.50 Nm 5 1¥64 In Yes Gedore PGNE 1.5 FS 49AD87 

Ys" Drive, Pre-Set 0.50 to 4.00 Nm 0.05 Nm 5 in Yes, NIST Gedore CRS100-0406 FH 53PH76 
0.50 to 4.50 Nm 0.50 to 4.50 Nm 5 Yin Yes Gedore PGNP 4.5 FS 49AD84 

0.50 to 4.50 Nm 0.50 to 4.50 Nm 5 1349 In No Gedore PGNS 4.5 FS 49AD81 

0.50 to 4.50 Nm 0.50 to 4.50 Nm 5 Yin Yes Gedore PGNE 4.5 FS 49AD88 

2.50 to 13.50 Nm 2.50 to 13.50 Nm 5 1349 In Yes Gedore PGNP 13.5 FS 49AD85 

2.50 to 13.50 Nm 2.50 to 13.50 Nm 5 1949 In Yes Gedore PGNE 13.5 FS 49AD89 

2.50 to 13.60 Nm 0.05 Nm 5 1349 in Yes, NIST Gedore CRS100-1360 FH 53PH77 

-_ ae in 15 2.9 Tt Le ub, 4Nm mA in ves Wy CDI : TLPT4NM oe 

Ai fps ; to 17.70 in- in- in es estwar — 4 
/4’ Drive, Electronic 1.77 to 35.39 in-Ib 0.01 in-Ib 8 in Yes Westward = GPAF5 
Yi" Drive. Adjustable 1.20 to 3.00 Nm 0.10 Nm 105 mm Yes Wera 05074731001 6AAW6 
ESD Safe 11.0 - 29.0 in-lb 1.00 in-Ib 105 mm Yes Wera 05074734001 6AAW8 
2.50 to 11.50 In-lb 0.50 in-lb 105 mm Yes Wera 05074733001 6AAW7 

0.30 to 1.20 Nm 0.05 Nm 105 mm Yes Wera 05074700001 6AAV3 

1.20 to 3.00 Nm 0.10 Nm 105 mm Yes Wera 05074701001 6AAV4 

11.0 - 29.0 in-Ib 1.00 in-Ib 105 mm Yes Wera 05074711001 6AAV7 
2.00 to 36.00 In-lb 2.00 in-lb 7 ¥in Yes Sturtevant Richmont 810587 36WD37 

¥;" Drive. Adiustable 2.50 to 11.50 In-lb 0.50 in-lb 105 mm Yes Wera 05074710001 6AAVE 
so 20.00 to 100.00 in-oz 1.00 in-oz 5 Yin Yes CDI 61SM 4YVT4 

25.0 - 55.0 in-lb 2.50 in-lb 105 mm Yes Wera 05074712001 6AAV8 

3.00 to 15.00 in-Ib 0.20 in-lb 6 % in Yes CDI 151SM 4YVR9 

5.00 to 40.00 in-Ib 0.50 in-lb 6 % in Yes CDI 401SM 4YVT2 

50.00 to 450.00 cNm 5.00 cNm 6 % In Yes CDI 401NSM 38A851 
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HAND TOOLS 
Ratcheting Wrench Sets 





No. 54JG14 
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No. 1WNC1 
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Ratcheting Wrench Sets “Wéstwarp TEEDuck 


= Spline design allows numerous fastener head uses 


No. of 
Pieces Wrench Head Sizes 
12-Point Metric 
5 7mm, 8mm, 9mm, 10mm, 11mm, 


12mm, 13mm, 14mm, 15mm, 17mm 
6 8mm, 9mm, 10mm, 11mm, 12mm, 13mm, 
14mm, 15mm, 16mm, 18mm, 17mm, 19mm 
7 10mm, 12mm, 13mm, 14mm, 
15mm, 16mm, 18mm 
7 21mm, 22mm, 24mm, 25mm, 
27mm, 30mm, 32mm 
7mm, 8mm, 9mm, 10mm, 114mm, 


7 12mm, 13mm, 14mm, 15mm, 17mm, 
16mm, 18mm, 19mm, 21mm 
8 8mm, 10mm, 12mm, 13mm, 


14mm, 15mm, 17mm, 18mm 

10 10mm, 11mm, 12mm, 13mm, 14mm, 
15mm, 16mm, 17mm, 18mm, 19mm 

42 8mm, Imm, 10mm, 11mm, 12mm, 138mm, 
14mm, 15mm, 16mm, 17mm, 18mm, 19mm 

49 8mm, 9mm, 10mm, 11mm, 12mm, 13mm, 
14mm, 15mm, 16mm, 17mm, 18mm, 19mm 
7mm, 8mm, 9mm, 10mm, 11mm, 

13 12mm, 13mm, 14mm, 15mm, 
16mm, 17mm, 18mm, 19mm 
6mm, 8mm, 9mm, 10mm, 114mm, 

13 12mm, 13mm, 14mm, 15mm, 
16mm, 17mm, 18mm, 19mm 
7mm, 8mm, 9mm, 10mm, 114mm, 

13 12mm, 13mm, 14mm, 15mm, 
16mm, 17mm, 18mm, 19mm 
6mm, 7mm, 8mm, 9mm, 10mm, 

14 11mm, 12mm, 13mm, 14mm, 15mm, 
16mm, 17mm, 18mm, 19mm 
6mm, 7mm, 8mm, 9mm, 10mm, 11mm, 

15 12mm, 13mm, 14mm, 15mm, 16mm, 
17mm, 18mm, 19mm, 20mm 
8mm, Imm, 10mm, 11mm, 12mm, 13mm, 

17 14mm, 15mm, 16mm, 17mm, 18mm, 19mm, 
20mm, 21mm, 22mm, 24mm, 25mm 
6mm, 7mm, 8mm, 9mm, 10mm, 171mm, 

50 12mm, 13mm, 14mm, 15mm, 16mm, 
17mm, 18mm, 19mm, 21mm, 22mm, 
24mm, 27mm, 30mm, 32mm 
6mm, 7mm, 8mm, 9mm, 10mm, 11mm, 

99 12mm, 13mm, 14mm, 15mm, 16mm, 17mm, 
18mm, 19mm, 21mm, 22mm, 24mm, 
27mm, 30mm, 32mm, 34mm, 36mm 
6mm, 8mm, Imm, 10mm, 11mm, 12mm, 

99 13mm, 14mm, 15mm, 16mm, 17mm, 
18mm, 19mm, 21mm, 22mm, 24mm, 
27mm, 30mm, 32mm, 34mm, 36mm 
6mm, 7mm, 8mm, 9mm, 10mm, 11mm, 

99 12mm, 13mm, 14mm, 15mm, 16mm, 17mm, 
18mm, 19mm, 21mm, 22mm, 24mm, 
27mm, 30mm, 32mm, 34mm, 36mm 

Extra Long 
7mm, 8mm, 9mm, 10mm, 11mm, 12mm, 

17 13mm, 14mm, 15mm, 16mm, 17mm, 18mm, 

19mm, 20mm, 21mm, 22mm, 24mm 
Flare Nut 

10 10mm, 11mm, 12mm, 13mm, 14mm, 

15mm, 16mm, 17mm, 18mm, 19mm 
Locking 
8mm, Imm, 10mm, 11mm, 12mm, 13mm, 

17 14mm, 15mm, 16mm, 17mm, 18mm, 19mm, 

20mm, 21mm, 22mm, 24mm, 25mm 
Stubby 

42 8mm, Imm, 10mm, 11mm, 12mm, 138mm, 

14mm, 15mm, 16mm, 17mm, 18mm, 19mm 
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Finish 
Full Polish 
Full Polish 


Full Polish 
Full Polish 


Full Polish 


Full Polish 


Black 
Chrome 
Black 
Chrome 


Full Polish 


Black 
Chrome 


Full Polish 


Chrome 


Full Polish 


Full Polish 


Full Polish 


Full Polish 


Black 
Chrome 


Full Polish 


Chrome 


Full Polish 


Black Oxide 


Full Polish 


Full Polish 





PROTO 


Brand 


Westward 
Westward 
Proto 


Westward 


Westward 


Proto 
Proto 
Proto 


Proto 


Proto 


Proto 


Proto 


Proto 


Westward 


Westward 


Proto 


Proto 


Proto 


Proto 


Westward 


Proto 


Westward 


Westward 


No. 1AKR1 





an 





Item 
No. 


94DG39 
94DG35 
33HE20 
94DG25 


54DG37 


33HE21 
1WNB8 
22DJ42 
22DJ44 


1WNC2 


22DJ48 


34JG14 


34E412 


34DG24 


34DG33 


34E411 


1WNC3 


22DJ47 


94JG15 


34DG27 


31XR45 


94DG29 


94DG31 


No. of 
Pieces 


13 


. 22DJ45 


12-Point SAE 


3 


o;ao oO OO] WO!) WO!) WO) WO INO TO) oO |& 


20 
20 


20 


Extra Long 
15 


Flare Nut 
7 
Locking 


13 
Stubby 
8 

















6, 12-Point Metric 


5 


7 


6, 12-Point SAE 


5 


O 
» 
i] 
! 
4 
i 
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No. 54JG12 


No. 54DG26 
Wrench Head Sizes Finish 

6mm, 8mm, 9mm, 10mm, 114mm, Black 
12mm, 13mm, 14mm, 15mm, Chrome 
16mm, 17mm, 18mm, 19mm 

u u u /, u u u Full Polish 
¥%" Ae", V2", Vo", Ye", Ne Chrome 
Ve, ¥', As, V2", Ae, %', Ve, Va" Full Polish 
Va", Shs", Ye", The", Yo", Ye", He’, "Ms", V', 7A" "chrome 
Va" Ve", Ye", As", Vo", Ne", Ve", Me", Ya", ZH" peo 
Vy", Ae’, ¥3', Ac, V2, Ve, ¥', Ve, Ys", Full Polish 
V4" Ae’, ¥3', Ac, V2", Ve, %', Ve’, Ya", Full Polish 
1%6', 1%", 144", 146°, 154", 16, 1%" Full Polish 
32", Ya2", Va", He’, ¥e', As, ¥2', Ve’, ¥', Black 
Ye, ¥", %", He", He", 1°, 1%" Chrome 
5A", Ya", The", Yo", Vas", Ve", Ws", Yt Poe 
Va", Ss", Ya", The", Yo", Ys’, He", We", Vt ae 
Ya", Vie", 0", TAs, Vo", Vie", 0", "Vac", Ye oe 
Va", Ss", Ys", The", Yo", Vas’, Ve", Ws", Vt oe 
30", He, Ys", Ae, V2", Ve’, ¥', Ve, ¥4' Full Polish 
Yaz", he", Ve, The", Yo", Vis", 98", "Vie", Ya" Fk 
Va", Ss", Ya", The", Yo", a", Va", 16", Vt Panne 
V4", Yao", He’, Ve", Ye", Ac’, ; 
Yo" gh’ 5s", ie", 3! Full Polish 
Ve, Vso", 8", As’, Vo", Ve’, %', 
Vic, Ha, "Viel, Vat Wet 1" Full Polish 
V4", Ae’, ¥8', Ac, Y2', Ve, %', Ve’, 
Va" 1Y39" 13/6" if" 1546", 1 Full Polish 
Va", Ya0", Ae", 1VSe", Ye", As’, V2", Ve’, ; 
Br Wet, Ya" Vel, Ts", He", 1" ree 
V4", Yao", He", 1VSe", Ye", As’, V2", Ve’, Y', 
Ye", Yt, "ae, Wel, As", 1" VV’, 14, 14" ‘Full Polish 
To", Va", Yao", Ae", 1V32", Ye", Ae’, Black 
Vo" Ve’, %3', Vie, Yr", He", ', Chrome 
16, 1", Ve, 14%", 1%", 1%" 
To" Va", Ya0", Ae", 1V50", Ye", Ae’, 
Vo", Ve’, %3', Vie", Yr", He", ', Full Polish 
1%6', 1", 18, 1%", 1%", 1%" 
1/32", Va", Ya0", He", 1¥32', ¥%', Ae’, Black 
Vo", Ve’, %3', Vie, Yr", He", ', Ghrame 
16, 1", Ye", 14%", 1%", 1%" 
V4", Yao", He", 1VSe", Ye", As’, Vo", Ve’, 
Hr Wet, Ya" Vel, Ta". He", 1" pur Onsh 
Ye" 6, Yo" Ve, Ye, Mie’, 4" Black Oxide 
Ve, Vso", ¥', Ac’, Vo", Ve’, ¥%', ; 
Vie, Hat, "Viel, Vat Wet 1" Full Polish 
Ve", ¥", Ae’, Vo" Ao", %", Me", 34" Full Polish 
7mm, 8mm, 9mm, 10mm, 11mm, Full Polish 
12mm, 13mm, 14mm, 15mm, 17mm Chrome 
7mm, 8mm, 9mm, 10mm, 114mm, Full Polish 
13mm, 12mm, 14mm, 15mm, 17mm, ehirenie 
16mm, 18mm, 19mm, 21mm 
Va" Ae", Ya", Ac’, Yo", Ve", Be", Me", Ya", 7" Fee 


Brand 


Proto 


Proto 
Westward 
Proto 


Proto 


Westward 
Westward 
Westward 


Proto 
Proto 
Proto 
Proto 


Proto 
Proto 
Proto 


Proto 
Proto 
Westward 
Proto 
Westward 


Proto 


Proto 


Proto 


Proto 


Westward 


Proto 


Westward 


Westward 


Proto 


Proto 


Proto 





Item 
No. 


22DJ40 


1AKR1 
04DG34 
1AKR2 


1UK89 


04DG36 
04DG38 
94DG23 


1WNC4 
22DJ41 
1WNB7 
1WNB9 


22DJ39 
22DJ46 
94JG12 


94JG11 
34E410 
34DG32 
22DJ43 
34DG22 
34E409 


1WNC1 
22DJ45 


94JG13 


54DG26 
1AKWO 
94DG28 
04DG30 
ALT85 


ALT82 


1AKR3 


187 


HAND TOOLS 
Ratcheting Wrenches 


Scan. Order. Done. 
Details on page A1. 








= ( ————— 
oh (a) - C 2 ° (es) 

a > al (i) O) = Cee ee 2) 

Box End, Reversing 


- 25° Offset 
No. 1AMX8 


Flare Nut 


Reversing, Spline No. 1ANW8 


Box End, Reversing, No. 1XDK1 


Air-Conditioning 
No. 1C052 


Proto @ 


Individual Ratcheting Wrenches 








Combination, Reversing, 
Spline - 15° Offset 








= Spline design allows use with numerous fastener head styles No. 1XDG9 
Overall ltem Overall ltem Overall Item Overall Item 
Size Length No. Size Length No. Size Length No. Size Length No. 
6-Point SAE Ti" 51546" 22DH32 1%" x #36 1574" 34E386 9mm TiA6 22DJ28 
Box End 3," 6" 22DH33 1%" x #40 1634" 34E387 10mm 56" 22DJ29 
Vox Ae 634" 1AMX0 ”e' 6%" 22DH34 Combination, Reversing, 11mm vA 22DJ30 
Vs x He AY0" 1AMW6 7, TV" 22DH35 Spline - Stubby, 15° Offset 12mm 513; 6" 22DJ31 
¥ x Te" 5" 1AMW8 He" 7" 22DH36 Vj" 31%" 22DH96 13mm 61%" 22DJ32 
Box End, Reversing 25° Offset ¥" 84" 22DH37 Ve RAS 22DH97 14mm 85" 22DJ33 
Vax Vie" AV; 1AMX8 Ti" 81546" 22DH38 he 4" 22DH99 15mm 61546" 22DJ34 
¥ x Tg" 5Y" 1AMX9 3" 913/46" 22DH39 1" AV; 22DJ01 16mm gif" 22DJ35 
Vax He" 61346" 1ANCO 1346" 11%" 22DH40 Ae" AV," 22DJ02 17mm 7V;" 22DJ36 
6-Point Metric 7," 11%" 22DH41 5" Ai; 22DJ03 18mm 10%" 22DJ37 
Box End 1546" 1213/6" 22DH42 Tie" 5" 22DJ04 19mm 81" 22DJ38 
12x 14mm 9" 4LT87 ie 109% 22DH43 3" 51," 22DJ05 Combination, - 15° Offset 
ce ia as itm einer te a a TR 
x 8mm " ; : - Stubby, egrees Offse mm ; 
11x 13mm 61346" 19C602 1 Ve 16yF 22DH46 oh : 35/4" 22DH98 10mm Bue 1TEP2 
Box End, Reversing 25° Offset 1% 19%e6' 22DH47 Flare Nut End 11mm 6Y" 1TEP3 
7x 8mm 4" 1ANF1 Combination, Spline 35" Sie 1ANWO 12mm 634" 1TEP4 
9 x 10mm 51" 1ANF2 he" 7V" 22DJ19 Ae" 56 1ANW1 13mm ra 1XDD1 
11x 13mm 61" 4LT83 3" 534" 22DJ20 1" 56 1ANW2 14mm 7V;" 1XDD2 
12x 14mm 61" 4LT84 he 56" 22DJ21 Ae" 7V; 1ANW3 15mm Tih 1XDD3 
12-Point SAE 1" 6%" 22DJ22 5" 7V; 1ANW4 16mm 856" 1XDD4 
Box End He" 66 22DJ23 16" 7V;" 1ANW5 17mm 87h" 1XDD5 
Vs x He" AY0" 19C603 5h iH 22DJ24 3" 7V;' 1ANW6 18mm oe 1XDD6 
¥ x Te" 51" 1AMW9 16" 7V;" 22DJ25 13,6" 934" 1ANW7 19mm 93" 1XDD7 
Vox Ve" 634" 1AMX1 Ya" 85%" 22DJ26 7 93," 1ANW8 Combination, Reversing, - 15° Offset 
x Vie" 8%4" 1AMX2 Combination, Spline, 15° Offset ie" 93" 1ANW9 6mm ay 1XDG1 
x V4 8h" 1AMX4 Vs x #8 5" 1TEL1 1" 934" 1ANXO 7mm 51," 1XDG2 
Ya x Ve gi" 1AMX3 6 x #10 51" 1TEL2 12-Point Metric 8mm 51," 1XDG3 
He x ee" gy" 1AMX5 ¥g x #12 6%" 1TEL4 Box End, Reversing 9mm 5156" 1XDG4 
1% x 1V%" 15" 1AMX7 Ae x #14 61" 1TEL5 15x17mm 8" 1ANC8 10mm 6" 1XDG5 
Box End, Reversing Yo xX #16 7" 1TEL6 Box End, Reversing w/Retaining Ring 11mm 6%6' 1XDG6 
1x 1%6" 15" 1AMX6 %e x #18 7V;" 1TEL7 7 x 8mm 4" 1UK92 12mm 63" 1XDG7 
Box End, Reversing w/Retaining Ring %e x #20 8%6 1TEL8 9x 10mm 5," 1UK94 13mm 7' 1XDG8 
¥ x re" 51" 1UK93 1/6 x #22 87," 1TEL9 11x 12mm 6" 1UK96 14mm 7V;" 1XDG9 
Vax Ae" 67" 1UK95 Ys x #24 93" 1TEP1 13 x 14mm 6" 1UK98 15mm Ti" 1XDH1 
Hx Hf gi" 1UK99 13/36 x #26 11/6 190596 15x 17mm 8" 1UL10 16mm 86" 1XDH2 
Box End, Reversing 25° Offset % xX #28 11%”6" 190598 Box End, Reversing - 25° Offset 17mm 8% 1XDH3 
The x Ya AV," 1GG39 15/6 x #30 123; 190597 15x 17mm a 19C605 18mm 96" 1XDH4 
Vs x He" AV," 1GG37 1 x #32 125; 190595 16 x 18mm ra 19C606 19mm 93" 1XDH5 
Ye x Ae 54" 1GG36 Combination, Reversing, Spline, 15° Offset 19 x 21mm 8" 1ANF7 21mm 11/6" 1XDH6 
2 xs e ae 2 X a : apg Box Em, Reversing, Spline Aca cmm 4 oe 1XDH7 
gx Ye" % 4X c x 186mm mm (y" 1XDH8 
x V4 73" 1ANC3 %o x #9 51h" 1XDE1 19 x 21mm 9" 1ANFO 27mm 141%" 1XDH9 
Hx 7 gi" TANC2 6 x #10 51," 1XDE2 Combination 30mm 157%" 1XDJ1 
6-Point SAE Veo x #11 51546" 1XDE3 8mm 5 15/6" 22DH84 32mm 1654" 1XDJ2 
Box End, Reversing Air Conditioning ¥e x #12 64" 1XDE4 9mm 51/6 22DH85 34mm 181%" 1XDJ3 
46" and V4" ex #14 6" 1XDE5 10mm 66" 22DH86 36mm 196" 1XDJ4 
as ie 6%" 10054 Vo x #16 ie 1XDE6 11mm 6%" 22DH87 Combination, Reversing, Spline 
16. Hex 6x #18 7V" 1XDE7 12mm 613; 6" 22DH88 Stubby - 15° Offset 
4, 6-Point SAE % x #20 Be 1XDE8 13mm a 22DH89 aa 31h" 22DJ06 
Box End, Reversing Air Conditioning Tie x #22 87h" 1XDE9 14mm 7V" 22DH90 8mm 61%" 22DJ07 
Ya x He oY" 10052 Ys x #24 93" 1XDF1 15mm 71546" 22DH91 9mm 6" 22DJ08 
12-Point SAE 13/6 x #26 1176 1XDF2 16mm Bi" 22DH92 10mm 6" 22DJ09 
Box End, Reversing Spline 7h x #28 1176" 1XDF3 17mm 8 15/6" 22DH93 11mm 67/6 22DJ10 
Tox %a2 AY," 1XDJ5 1/6 x #30 125; 1XDF4 18mm 956" 22DH94 12mm 61346" 22DJ11 
Zax Ae! 4 IXDJ6 1 x #32 1291" 1XDF5 19mm 91%" 22DH95 13mm Ay; 220512 
- x ue om 6 bat 1%e x #34 14%" 1XDF6 Combination, Reversing - 15° Offset 14mm 3/6 220513 
2x Ae 16 1% x #36 157%" 1XDF7 6mm 5" 22DH48 15mm 7V;" 22DJ14 
% x Vie" TR 1XDJ9 1% x #40 196" 1XDF8 7mm 51," 22DH49 16mm Ti6 22DJ15 
Ya x 9%" 1XDK1 1% x #48 1956 1XDF9 8mm 51," 22DH50 17mm 5" 22DJ16 
"he x “he! 107" 1XDK2 Combination, Reversing, Spline, 9mm 6" 22DH51 18mm EA 22DJ17 
1x 1% 11% 1XDK3 Non-Slip - 15° Offset 10mm 6% 22DH52 19mm 8%e' 22DJ18 
Combination Va" x #8 oD 34E370 11mm 6%" 22DH53 Combination, Reversing, Spline, - 5° Offset 
Ya" 5 22DH70 Yo" x #9 51" 34E371 12mm 613; 6" 22DH54 6mm 34E388 
“se 0 V2" 22DH71 6" x #10 51" 34E372 13mm 7' 22DH55 7mm 51" 34E389 
"Yo" 0'%6" 22DH72 10" x #11 6" 34E373 14mm 7" 22DH56 8mm 51" 34E390 
7" 64 22DH73 ¥" x #12 6" 34E374 15mm 7 15/6" 22DH57 9mm 51546 34E391 
Ae 6% 22DH74 Ae’ x #14 6" 34E375 16mm 8" 22DH58 10mm 64" 34E392 
\,' (a 22DH75 A" x #16 ‘a 34E376 17mm 815/46" 22DH59 11mm 614" 34E393 
ve TV 22DH76 6" x #18 7V" 34E377 18mm 9546" 22DH60 12mm ‘a 34E394 
%" BY" 22DH77 Ys" x #20 8546" 34E378 19mm 13/6" 22DH61 13mm 7V," 34E395 
Ve 8'%e' 22DH78 Ti/6" x #22 81546" 34E379 21mm 11%" 22DH62 14mm 856" 34E396 
ya" 916" 22DH79 1" x #24 93/4" 34E380 22mm 11%" 22DH63 15mm 8 15/6" 34E397 
e' 11%6 22DH80 1346" x #26 117”/6" 34E381 24mm 123/" 22DH64 16mm 93/4" 34E398 
ue 11/6" 22DH81 7h x #28 11/6 34E382 27mm 14%" 22DH65 17mm 116° 34E399 
a ue aes '%e' x #30 1254" 34E383 30mm 15'%6' _—«22DH66 18mm 11/6 34401 
8 1" x #32 125; 34E384 32mm 1613/6" 22DH67 19mm 125; 34E402 
Combination, Reversing - 15° Offset 1”6" x #34 14%" 34E385 34mm 18" 22DH68 214mm 123/" 34E403 
12" o' 22DH28 36mm 196" 22DH69 22mm 141%" 34E404 
Ya a 22DH29 Combination, Spline 24mm 157% 34E405 
Yeo" vA 22DH30 8mm 7/6" 22DJ27 27mm 1634" 34E406 
6 5 22DH31 30mm 1634" 34E407 
32mm 1654" 34E408 
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1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” HAND TOOLS 
Find the Wy. Find Solutions. Find Great Prices. Ratcheting Wrenches 





Combination a 
No. 34E326 


24/7 EMERGENCY SERVICE 


When you need products in a pinch, count on our After 


Hours Emergency Service to open the Grainger branch 
nearest you, any time of day or night (a $50 fee may apply). 


> After hours, dial 1-800-CALL-WWG 








Combination, 
Locking Flexible Head 
No. 1LCN3 
* WestwaRD 
Individual Ratcheting Wrenches 
Overall Item Overall Item Overall Item 
Wrench Head Sizes Length No. Wrench Head Sizes Length No. Wrench Head Sizes Length No. 
12-Point SAE /6" 6Y2" 54PP36 41mm 22'Vi6" 54PN70 
Box End, Fixed, 0° Offset Y," (‘ 54PP37 46mm 259%" 54PN71 
Ve", Ye" 5 54PP63 V6" 7¥2" 54PP38 50mm 2554" 54PN72 
Ae, Va" 6Y%" 54PP64 7" 87/32" 54PP39 Combination, Fixed, 0° Offset Extra Long 
%e", Ye" 7V" 54PP65 Ye" 8%" 54PP40 7mm Ry AGE 54PN88 
Ye", a" g" 54PP66 ya" 93," 54PP41 8mm 5'/e 54PN89 
Box End, Fixed, 0° Offset Reversing 13/6" Wye 54PP42 9mm 614" 54PN90 
Ya", Ae" 4Y," 54PP85 Us 11%" 54PP43 10mm (a 54PN91 
38", 6" 5" 54PP86 16" 13" 54PP44 1imm 7'"e' 54PN92 
Box End, Fixed, 25° Offset Reversing 1 13 54PP45 12mm 8" 54PN93 
Va", Ve 4V," 54PP73 Combination, Flexible, 0° Offset 13mm 81"e' 54PN94 
¥3", Vie" TY" 54PP76 Yao" 6" 54PP06 14mm 97/2" 54PN95 
Ya", 7a 816° 54PP77 Combination, Flexible, 0° Offset Locking 15mm O16" 54PN96 
Combination, Fixed, 0° Offset 16" 5Y2" 1LCP5 16mm 1072" 54PN97 
Ya" 416" 54PN21 3" 6" 1LCP6 17mm 1016" 54PN98 
¥30" a 54PN22 6" is 1LCP7 18mm 11% 54PN99 
Vie" ove 54PN23 Vy" 8" 1LCP8 19mm 12 54PP01 
Yo" 5 54PN24 V6" bY" 1LCP9 20mm 12¥," 54PP02 
3" 6%2" 54PN25 ¥e" gy," 1LCR1 21mm 12¥;" 54PP03 
Ae 62" 54PN26 Ye" 10" 1LCR2 22mm 13" 54PP04 
Y," ‘a 54PN27 ¥4" 1 1LCR3 24mm 14" 54PP05 
V6" 7¥2" 54PN28 16" 12" 1LCR4 Combination, Fixed, 0° Offset Stubby 
3" 82" 54PN29 Re 1a: 1LCR5 8mm of 54PP21 
Ye 8% 54PN30 16" 14" 1LCR6 9mm 3" 54PP22 
4" 93" 54PN31 1" 15: 1LCR7 10mm 31" 54PP23 
He" 11%" 54PN32 12-Point Metric 1imm 4" 54PP24 
7, 11%" 54PN33 Box End, Fixed, 0° Offset 12mm 4" 54PP25 
1/6" 13" 54PN34 8mm, Imm a 54PP67 13mm 47/30" 54PP26 
1" 13" 54PN35 10mm, 17mm 5 54PP68 14mm 4i/6" 54PP27 
16 14" 54PN36 12mm, 13mm 6M%e 54PP69 15mm 45%" 54PP28 
1%" 1516" 54PN37 14mm, 15mm Te 54PP70 16mm 4136" 54PP29 
1Y," 16%" 54PN38 16mm, 18mm 84" 54PP71 17mm AIS 6" 54PP30 
1/6 18" 54PN39 17mm, 19mm g" 54PP72 18mm a 54PP31 
13" 18" 54PN40 Box End, Fixed, 0° Offset Reversing 19mm a”A6 D4PP32 
1/6 191V46" 54PN41 7mm, 8mm 4Y," 54PP90 Combination, Fixed, 15° Offset Reversing 
14" 1916 34E325 9mm, 10mm 5Y" 54PP91 8mm 5Y" 54PP46 
1% 22'Vi6" 54PN42 11mm, 12mm 5Y2" 54PP92 9mm 5" 54PP47 
1%" 221“ 54PN43 13mm, 14mm 6y2" 54PP93 10mm 62" 54PP48 
116" 247732" 34E326 15mm, 17mm ra 54PP94 1imm 62 54PP49 
13" 2472" 34E328 Box End, Fixed, 25° Offset Reversing 12mm 634" 54PP50 
116" 2598" 34E327 7mm, 8mm 4V," 54PP78 13mm 7' 54PP51 
1%" 2538" 54PN44 9mm, 10mm RY ALS 54PP79 14mm 7¥" 54PP52 
2" 2534" 54PN45 11mm, 12mm RY ALS 54PP80 15mm TR 54PP53 
Combination, Fixed, 0° Offset Extra Long 13mm, 14mm 6" 54PP81 16mm 82" 54PP54 
Ya" Ry ALE 54PN73 15mm, 17mm 134" 54PP82 17mm 8% 54PP55 
Y30" 51/6" 54PN74 16mm, 18mm TY" 54PP83 18mm 9%6' 54PP56 
Ve 51/6" 54PN75 19mm, 21mm 816" 54PP84 19mm 93" 54PP57 
19" (a 54PN76 Combination, Fixed, 0° Offset 20mm 11%/6' 54PP58 
3" 7" 54PN77 6mm 416" 54PN46 21mm 11 “Ae 54PP59 
”e' 7'“"e' 54PN78 7mm 52" 54PN47 22mm 11 “Ac 54PP60 
Vp" 89" 54PN79 8mm 5Y" 54PN48 24mm 13" 54PP61 
Ve" 9%2" 54PN80 9mm 5%" 54PN49 25mm i 54PP62 
ye" 1072" 54PN81 10mm 6732" 54PN50 Combination, Flexible, 0° Offset 
Ye" 1016 54PN82 1imm 6Y2" 54PN51 8mm 5%" 54PP07 
4" iz" 54PN83 12mm 6%" 54PN52 9mm 62" 54PP08 
13/6" 12%" 54PN84 13mm f 54PN53 1imm 72" 54PP09 
7 13" 54PN85 14mm 7V3" 54PN54 16mm gy," 54PP10 
He 14" 54PN86 15mm 7% 54PN55 18mm 10%" 54PP11 
il 14," 54PN87 16mm 82" 54PN56 20mm 17? 54PP12 
Combination, Fixed, 0° Offset Stubby 17mm 8%" 54PN57 Combination, Flexible, 0° Offset Locking 
Vie" oY" 54PP13 18mm 9%6 54PN58 10mm 6%" 1LCN3 
¥" 31" 54PP14 19mm 93" 54PN59 12mm 7¥" 1LCN4 
6 4" 54PP15 20mm 11% 54PN60 13mm 8" 1LCN5 
Y," 47/39" 54PP16 21mm 11%6 54PN61 14mm 82" 1LCN6 
V6" 4i/6' 54PP17 22mm 11%6 54PN62 15mm g" 1LCN7 
¥" A416" 54PP18 24mm 13" 54PN63 17mm 10" 1LCN8 
Ye" 41% 6" 54PP19 25mm 13 54PN64 19mm iil 1LCN9 
Ya" RY ALS 54PP20 27mm 14" 54PN65 21mm 12%" 1LCP1 
Combination, Fixed, 15° Offset Reversing 30mm 15156 54PN66 22mm 13° 1LCP2 
Vie" bY" 54PP33 32mm 16%" 54PN67 24mm 14" 1LCP3 
V0" AYES 54PP34 34mm 18" 54PN68 25mm 15" 1LCP4 
3" 6%2" 54PP35 36mm 1916" 54PN69 
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HAND TOOLS 
Combination Wrench Sets 


Scan. Order. Done. 
Details on page A1. 




















Overall Item 
Wrench Head Sizes Length No. 
6-Point Metric 
No. 36XK77 8mm 734" 36XK85 
9mm 134" 36XK86 
Overall Item 10mm 13%" 36XK87 
Wrench Head Sizes Length No. 5 mm Bo rit 
= = = 6-Point AE mm 16° 
34" 73%" 36XK77 13mm 9Ne 36XK90 
Individual Ratcheting Ue BY" 36XK78 14mm 9/6 36XK91 
Wrenches vy" OMe" 36XK79 15mm 10" 36XK92 
Ae" 2/16, 36XK80 16mm 10%' 36XK93 
= Chrome finish = |-beam handle to ie ae See jane a sO KGS 
= 1.7° arch swing distribute force Ya 12° 36XK83 19mm 12° 36XK96 
oa) Vw 
w Wy 
. a vy 
. ty +7 
) te) 7 
ae Ds | So wy 
WwW | 
a AVY Y | | i 
| i \ | | 
i | | H WHA ne > eooa 
AABBOG NHABBABABS EBB Y 
a No. 2DGC8 


No. 38WF39 


*Wisrwarp Truck SK° cogsemnn. STANLEY) FS5IS 





Combination Wrench Sets =e 
= For specific wrenches included in each set, see Grainger.com® 
No. of Item No. of Item 
Pieces Specify Size Finish Brand No. Pieces Specify Size Finish Brand No. 
6-Point 49 20 - 31mm Full Polish Westward 54DF94 
15° Offset 20 - 31mm Satin Westward 54DG04 
18 Yy-1% Full Polish Westward 54DF96 6- 19mm Full Polish Westward 54DF93 
20 6 - 25mm Full Polish Westward 54DF97 6 - 19mm Full Polish Westward 54DF99 
15° Offset, Flare Nut End Wrench 14 6- 19mm Satin Westward 54DG03 
7 37g - Ya" Satin Proto 1AKT8 + Yq - 1" Full Polish Westward 54DF98 
15° Offset, Long 3-1 VA" Black Oxide Proto 54JG17 
10 10- 19mm Full Polish Proto 449P06 8 - 22mm Black Oxide SK 34NL88 
10- 19mm Satin Proto 449P55 8 - 22mm Full Polish SK 12D213 
13 7- 19mm Full Polish SK 12D215 15 Yq - 1" Full Polish SK 12D212 
15° Offset, Long %e-1 V4" Full Polish Proto 04JG18 
10 Ae - 1" Full Polish Proto 449P01 He-1 V4" Satin Proto 54JG16 
Ae - 1" Satin Proto 449P48 48 7 - 24mm Satin Proto 54JG19 
15° Offset, Stubby Y4- 1 Va" Black Oxide Westward 54DG08 
8 Vg - Ye" Full Polish Proto 22DG54 * 19 6 - 24mm Black Oxide Westward 54DG10 
6, 12-Point 53 8 - 32mm Full Polish SK 21A265 
15° Offset Ya - 12" Full Polish SK 21A249 
6-Pt: 3.2 - 5.5mm 15° Offset 
16 12-Pt:6 - 17mm Satin Facom ee: a 35 a-25mm Full Polish Westward 54DF95 
12-Point SAE 15° Offset, Flare Nut End Wrench 
15° Offset 7 Ye - 3/4" Satin Proto 5F344 
7 8 - 22mm Full Polish STANLEY 38WF39 15° Offset, Flexible Head 
14 8 - 22mm Nickel Chrome Klein Tools 2DGC8 i Ye - 3/4" Full Polish SK 21A255 
Locking 15° Offset, Flexible Head, Antislip, Twist Shape 
13 8 - 22mm Full Polish Westward 54DG28 4 /6 - Ye" Satin Proto 1AKN5 = ft 
12-Point, Aerospace Certified 7 ¥% - Va" Satin Proto 1AKN6 + 
15° Offset, Long 15° Offset, Long 
6 8-17mm Black Oxide Proto 449N54 8 10- 15mm Satin Proto 449P58 
7- 15mm Full Polish Proto 449P07 9 7- 15mm Satin Proto 449P57 
9 10 - 18mm Black Oxide Proto 449N53 10 10 - 19mm Satin Proto 449P56 
10- 18mm Full Polish Proto 449P08 13 Yq - 1" Full Polish SK 12D214 
11 7-19mm Full Polish Proto 449P05 7-21mm Black Oxide Proto 449N52 
14 7 - 20mm Full Polish Proto 449P04 15 7-21mm Satin Proto 449P53 
le 7 - 24mm Full Polish Proto 449P03 7 - 32mm Satin Proto 449P54 
48 7 - 24mm Satin Proto 449P52 15° Offset, Long 
Ys" - 18mm Full Polish Proto 449P51 7 Ye - 3/4" Black Oxide Proto 449N51 
15° Offset, Long 10 ”c - 1" Satin Proto 449P49 
7 Ye - ¥4" Full Polish Proto 449P02 11 Va - Ag" Satin Proto 449P47 
37g - 3/4" Satin Proto 449P50 14 Ye - 14" Black Oxide Proto 449N50 
11 Ye - 1" Full Polish Proto 449N99 15 Yq - 1" Full Polish Proto 449N95 
15 Vie - 1%" Full Polish Proto 449N98 Ve - 1%" Satin Proto 449P46 
12-Point 16 1%6- 2%" Satin Proto 449P45 
0° Offset 26 Yq - 2" Satin Proto 449N97 
8 e-1 Ya" Satin Westward 54RZ51 31 He - 2" Satin Proto 449N96 
15° Offset 15° Offset, Stubby 
1% - 2" Chrome SK 22DK70 7 10- 18mm Full Polish SK 12D211 
6 1% - 24" Chrome SK 22DK71 ¥% - 34" Full Polish SK 12D210 
244 - 29" Chrome SK 22DK72 il Ya - Ya" Full Polish Proto 22DH12 * 
8 Ye-1 VA" Full Polish Westward 54DF92 14 6- 19mm Full Polish Proto 22DH27 * 
1 Ae - 2" Black Oxide Westward 04DG09 15° Offset, Stubby 
10 1 %6 - 2" Satin Westward 04DG02 17 ¥g- 19mm Satin Westward 54DG05 
Va - Yq" Full Polish Westward 54DF91 
V4 - 3/4" Satin Westward 54DG01 


Includes; * Tool Roll, ¢ Storage Pouch 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 















Spline Box End 
Style, Stubby 
No. 12C523 





Spline Box 
End, Anti-Slip 
No. 19C590 


End, Long 
No. 49HO6O 





Individual Combination Wrenches 


Westward—15° offset is specially designed for knuckle clearance. 





Proto®—Torque Plus™ allows for quick and easy socket engagement to the 
fastener flats and not the corners. Radius corners shift stress away from the 
corners and distribute over a larger area of the socket, minimizing slippage. 


Overall 
Wrench Head Sizes Length 
6-Point Metric 
Hex Box End Style 
8mm 5Y" 
13mm Th 
14mm TV." 
15mm 7T%' 
16mm 8A" 
17mm 87%' 
18mm 9%6' 
19mm 93." 
20mm 101M%e" 
21mm 101M%e" 
Hex Box End Style, Anti-Slip 
6mm 45% q" 
453% 4" 
7mm BT va" 
8mm 5: 
5" 
9mm BAyg 
62%" 
11mm 62949" 
74%" 
oo Phe 
72%" 
13mm 72Hap! 
9%a" 
15mm 9540" 
11%2" 
19mm 11364" 
Hex Box End Style, Long 
02%2" 
10mm 5299" 
81/6 
14mm R136" 
Q3%a" 
16mm 935/a' 
10%2" 
17mm 10 1%a" 
1016" 
18mm 1016" 
Spline Box End Style, Long 
7mm 5" 
8mm 6%" 
9mm 6%" 
10mm 634" 
11mm 7%' 
12mm TYs" 
13mm 8" 
14mm 8%" 
15mm Q" 
16mm gy," 
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Finish 


Full Polish 
Full Polish 
Full Polish 
Full Polish 
Full Polish 
Full Polish 
Full Polish 
Full Polish 
Full Polish 
Full Polish 


Full Polish 
Satin 
Full Polish 
Satin 
Satin 
Full Polish 
Satin 
Full Polish 
Satin 
Full Polish 
Satin 
Full Polish 
Full Polish 
Satin 
Satin 
Full Polish 


High Polish 
Satin 
High Polish 
Satin 
High Polish 
Satin 
Satin 
High Polish 
High Polish 
Satin 


Full Polish 
Full Polish 
Full Polish. 
Full Polish 
Full Polish 
Full Polish 
Full Polish 
Full Polish 
Full Polish 
Full Polish 


Brand 


Westward 
Westward 
Westward 
Westward 
Westward 


~ Westward > 


Westward 
Westward 
Westward 
Westward 


Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 


Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 
Proto 


SK 
SK 
SK 
SK 


Item 
No. 


36A289 
36A294 
36A295 
36A296 

_36A297 
36A298 
36A299 
36A301 
36A302 
36A303 


22DG68 
190591 

22DG69 
1GG27 

1GG25 

22DG71 
1AMC6 
22DG73 
1AMC7 
22DG74 
1AMC8 
22DG75 
22DG77 
1AMFO 

1AMF4 
22DG81 


449N74 
449P10 
449N77 
449P14 
449N78 
449P16 
449P18 
449N79 
449N81 


449P22 _ 


120570 
120571 
120572 
120573 
120574 
120575 
120576 
120577 
120578 
120579 






*wisrwarn Tt SK° 
Anti-slip design (ASD) feature on open end locks the fasteners into place and 
increases the applied force to the flat of the fastener and away from the corner. 


SK®—SureGrip® Drive Design drives the side of the fastener, instead of the 
corner. Provides increased strength and helps prevent the rounding of rusted or 
damaged fasteners. 


Overall Item 
Wrench Head Sizes Length Finish Brand No. 
6-Point SAE 
Hex Box End Style 
Ye" 22%" Satin Proto 19ZC30 
32" 4" Satin Proto 19ZA77 
He" 4" Satin Proto 19ZA72 
32" 4" Satin Proto 192C31 
Ya A Satin __Proto_ 19ZA63 _ 
Y32" 4" Satin Proto 19ZA91 
56 3292" Chrome Proto 19ZA75 
5%" Satin Proto 19ZA60 
Yo" 4" Satin Proto 19ZA65 
Hex Box End Style, Anti-Slip 
V4" 47," Satin Proto 22DG58 
45% a" Full Polish Proto 22DG82 
Ve" RYATS Full Polish Proto 22DG83 
159" 55" Satin Proto 22DG59 
54364" Full Polish Proto 22DG84 
The 62%2" Full Polish Proto 22DG86 
a Satin Proto 1ALW3 
yo" 72930" Full Polish Proto 22DG87 
3 Satin Proto 1ALW4 
yy" 11" Satin Proto 1ALW8 
11%6a" Full Polish ___Proto_ 22DG91_ 
13/6" 1116" Full Polish Proto 22DG92 
11%" Satin Proto 1ALW9 
7 1240 Satin Proto 1ALX0 
123%%6a" Full Polish Proto 22DG93 
4" 14" Satin Proto 1GG06 
14%6' Full Polish Proto 22DG95 
Hex Box End Style, Long 
yp" 52%" High Polish Proto 449N75 
6" Satin Proto 449P12 
oe 8156" High Polish Proto 449N80 
8%" Satin Proto 449P20 
5/g" gy" Satin Proto 449P24 
935%a" High Polish Proto 449N83 
1g" 10%" Satin Proto 449P26 
10'1%4" High Polish Proto 449N85 
15/6" 137%! _Satin_ Proto 449P33 
13%6 High Polish Proto 449N87 
146! 15% Satin Proto 449P37 
15%" High Polish Proto 449N90 
11%" 156% Satin Proto 449P39 
197" High Polish Proto 449N91 
43/46! 1574" Satin Proto 449P41 
157%" High Polish Proto 449N93 
1 V4" 165%a" Satin Proto 449P43 
165%a" Full Polish Proto 449N94 
| CONTINUED | 1 











HAND TOOLS Scan. Order. Done. 
Combination Wrenches Details on page Al. 
e 
it it it a * ® . @ ® 
Individual Combination Wrenches pRoTo 
Overall Item Overall Item 
Wrench Head Sizes Length Finish Brand No. Wrench Head Sizes Length Finish Brand No. 
12-Point Metric 19mm 11 V2" High Polish Proto 426D78 
Double Hex Box End Style, Long 20mm 112%" High Polish Proto 426D80 
10mm 52%" Satin Proto 449P09 21mm 111%6' Full Polish Proto 426D81 
14mm 816" Satin Proto 449P13 22mm deen High Polish Proto 426D83 
16mm 935%a" Satin Proto 449P15 25mm 14%e6' High Polish Proto 426D86 
17mm 10%" Satin Proto 449P17 Spline Box End Style, Anti-Slip 
18mm 101Me' Satin Proto 449P21 6mm 42%" Satin Proto 190588 
23mm 125%4" Satin Proto 449P27 7mm 5%2" Black Oxide Proto 19C590 
24mm 13%6" Satin Proto 449P28 Brann 51342" Black Oxide Proto 19C592 
27mm 151%," Satin Proto 449P29 5139" Satin Proto 1ALM2 
35/04" j T : 
28mm 15 Zea" Satin Proto 449P30 Gran 5? ¥s2! Satin Proto 19C593 
29mm 155%4 Satin Proto 449P31 02%2 Black Oxide Proto 190594 
30mm 1555%64" Satin Proto 449P34 6" Black Oxide Proto 1GG23 
32mm 165%«" Satin Proto 449P35 Hn 6292 Satin Proto 1ALM5 
Double Hex Box End Style, Long, Aerospace Certified ‘ram t Black Oxide Proto 1GG22 
‘Orn 5942. Black Oxide Proto 449N23 74%64" Satin Proto 1ALM6 
52%" High Polish Proto 449N59 ‘rain 7’ Black Oxide Proto 1GG21 
Peete 816" Black Oxide Proto 449N24 72%9" Satin Proto 1ALM7 
813/16" High Polish Proto 449N60 ‘ieraen g" Black Oxide Proto 1GG19 
16 935%a" Black Oxide Proto 449N46 9%%o" Satin Proto 1ALM9 
au 9354" High Polish Proto 449N58 can ili Black Oxide Proto 1GG15 
17cm 10%" Black Oxide Proto 449N21 11 %2" Satin Proto 1ALN3 
10%2" High Polish Proto 449N67 90mm 11" Black Oxide Proto 1GG14 
48 1016" Black Oxide Proto 449N22 112%4" Satin Proto 1ALN4 
my 106" High Polish Proto 449N68 paaen 11" Black Oxide Proto 1GG13 
53 125%" Black Oxide Proto 449N30 1116" Satin Proto 1ALN5 
mm 125%" High Polish Proto 449N61 Sorat 12 Black Oxide Proto 1GG11 
ee 13%6 Black Oxide Proto 449N31 12172" Satin Proto 1ALN6 
13%6" High Polish Proto 449N62 25mm 14%6" Satin Proto 1ALN9 
s7Mm 151%" Black Oxide Proto 449N32 26mm 144464" Satin Proto 1ALP0 
151%" High Polish Proto 449N71 36mm 193%" Satin Proto 1ALP6 
Senin 1535%64" Black Oxide Proto 449N33 41mm 22° Satin Proto 1ALP7 
15254" High Polish Proto 449N72 46mm 25° Satin Proto 1ALP8 
30mm 15°54" High Polish Proto 449N88 90mm 28" Satin Proto 1ALP9 
155%4" Black Oxide Proto 449N35 Spline Box End Style, Anti-Slip, Aerospace Certified 
5mm ose High Polish Proto 449N73 6mm a Black Oxide Proto 49H060 
64 Black Oxide Proto 449N36 Spline Box End Style, Stubby 
Hex Box End Style, Anti-Slip 10mm 394" Full Polish SK 12€523 
7mm 5%e" Satin Proto 1AMC4 12mm AY," Full Polish SK 120524 
8mm 5/6 Full Polish Proto 22DG70 138mm AV," Full Polish SK 12€525 
Spline Box End Style 14mm AN 6" Full Polish SK 120526 
amin a Black Oxide Westward 1EYJ6 15mm 43/4" Full Polish SK 12C527 
54" Full Polish Westward 36A222 17mm 514" Full Polish SK 12C528 
Sinn 5 Var Black Oxide Westward 1EYJ7 18mm 04" Full Polish SK 12€529 
5Y" Full Polish Westward 36A223 Spline Box End Style, Stubby, Aerospace Certified 
On a Full Polish SK 120545 6mm 3" High Polish Proto 426D42 
ba Black Oxide Westward 1EYJ8 7mm 3% High Polish Proto 426D44 
47, Full Polish SK 120546 8mm 3 fA" High Polish Proto 426D47 
10mm 6Y%" Full Polish Westward 36A225 9mm 35%" High Polish Proto 426D51 
63" Black Oxide Westward 1EYJ9 10mm 39/4" High Polish Proto 426D55 
5/6" Full Polish SK 120547 4" High Polish Proto 426D62 
11mm 62" Satin Westward 36A193 zen 45/6" High Polish Proto 426D64 
65" Black Oxide Westward 1EYK1 14mm 4y High Polish Proto 426D67 
029/30" Full Polish SK 12C548 15mm 416" High Polish Proto 426D69 
12mm 6%" Black Oxide Westward 1EYK2 18mm 54" High Polish Proto 426D76 
6%" Full Polish Westward 36A227 19mm o/A6 High Polish Proto 426D77 
‘onan 66" Full Polish SK 12C549 12-Point SAE 
7’ Black Oxide Westward 1EYK3 Double Hex Box End Style, Long 
623/30" Full Polish SK 12C550 3" 6" Satin Proto 449P11 
14mm 7A" Full Polish Westward 36A229 Ve" 8%" Satin Proto 449P19 
73." Black Oxide Westward 1EYK4 3" gy" Satin Proto 449P23 
‘5m 7%" Full Polish SK 120551 Ye" 10%" Satin Proto 449P25 
1 Black Oxide Westward 1EYK5 Se" 13%" Satin Proto 449P32 
16min Le Full Polish SK 12C552 1%" 15%" Satin Proto 449P36 
by," Black Oxide Westward 1EYK6 1%" 157A" Satin Proto 449P38 
17mm 76" Full Polish SK 12€553 1%e6 1574" Satin Proto 449P40 
g" Black Oxide Westward 1EYK7 14%" 167%' Satin Proto 449P42 
Sprain 8% Full Polish SK 120554 1546! 1758 Satin Proto 449P44 
9% Black Oxide Westward 1EYK8 17% Black Oxide Proto 449N40 
+onnin gy" Full Polish SK 12C555 Double Hex Box End Style, Long, Aerospace Certified 
93/4" Black Oxide Westward 1EYK9 j 6" Black Oxide Proto 449N47 
925/40" Full Polish SK 12C556 " 6" High Polish Proto 449N69 
20mm 10%" Black Oxide Westward 1EYL1 4,2" 87%" Black Oxide Proto 449N48 
1016" Satin Westward 36A203 me 8%" High Polish Proto 449N70 
21mm 10%" Full Polish SK 120557 Sp gy," High Polish Proto 449N57 
22mm 11¥%2" Full Polish SK 120558 ‘i gy," Black Oxide Proto 449N49 
26mm 14464" High Polish Proto 426D87 11/6! 10%" Black Oxide Proto 449N42 
Spline Box End Style, Aerospace Certified i 10%" High Polish Proto 449N63 
6mm 42%2" High Polish Proto 426D43 15/¢! 13%" Black Oxide Proto 449N34 
7mm 5%" High Polish Proto 426D45 13%" High Polish Proto 449N66 
8mm 919%" High Polish Proto 426D48 11/46" 15%" Black Oxide Proto 449N37 
9mm 0230" High Polish Proto 426D52 151%" High Polish Proto 449N64 
‘acai 3 ie High Polish Proto 426D58 11%" 19%" High Polish Proto 449N92 
62% High Polish Proto 426D59 15% Black Oxide Proto 449N38 
12mm 74%" High Polish Proto 426D63 414" 16%" Black Oxide Proto 449N39 
13mm 12% 2" Full Polish Proto 426D65 : 1674" High Polish Proto 449N65 
15mm 95%" High Polish Proto 426D70 Spline Box End Style 
16mm 47f High Polish Proto 426D72 Ya" 4" Full Polish SK 12C539 
17mm ave" High Polish Proto 426D74 Yo" 4" Full Polish SK 12540 
ETD 
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GRAINGER CHOICE’ _ HAND TOOLS 
Find the wie. Find Solutions. Find Great Prices. Combination Wrenches 
| ContiNUED 
® 
a ® ® 
Individual Combination Wrenches *wisrwar> Tita SK 
Overall Item Overall Item 
Wrench Head Sizes Length Finish Brand No. Wrench Head Sizes Length Finish Brand No. 
2 4H Full Polish SK 120541 19/6" 7 Satin. Proto 1AKX1 
32 4% Full Polish SK 120542 11% Black Oxide Proto 1ALK5 
. 47," Full Polish SK 120543 ; 12%" Satin Proto 1AKX2 
i 6" Black Oxide Westward 1EYH1 a 1242 Black Oxide Proto 1ALK6 
: AYA Full Polish SK 120544 ‘ 14" Satin Proto 1AKX4 
a 6%" Black Oxide Westward 1EYH2 14" Black Oxide Proto 1ALK8 
A 66 Full Polish SK 120530 434" 18%" Satin Proto 1AKX9 
: i Black Oxide Westward 1EYH3 18%" Black Oxide Proto 1GG03 
Ve! 62%" Full Polish SK 120531 1Th¢! 1936" Satin Proto 1ALCO 
734" Black Oxide Westward 1EYH4 19%" Black Oxide Proto 1GG02 
5/4" 7%" Full Polish SK 120532 115" 20%" Black Oxide Proto 1ALL2 
: 8%" Black Oxide Westward 1EYH5 20%" Satin Proto 1ALC1 
8%" Full Polish SK 120533 154" 23° Satin Proto 1ALC2 
"Ye 87%" Full Polish Westward 36A213 ren Black Oxide Proto 1GG01 
g" Black Oxide Westward 1EYH6 1%" 2d. Black Oxide Proto 1GF99 
Yj! 9%" Full Polish SK 120534 194" 25 Black Oxide Proto 1GF98 
: gx" Black Oxide Westward 1EYH7 1'%e6" 20° Black Oxide Proto 1GF97 
10%" Full Polish SK 120535 17%' 28" Black Oxide Proto 1GF96 
13/6" 104%" Black Oxide Westward 1EYH8 ‘a 28" Black Oxide Proto 1GF95 
10'M%e" Full Polish Westward 36A215 26 29%" Satin Proto 1ALC8 
117%' Full Polish Proto 19C585 2%" 2914" Satin Proto 1ALC9 
11%2" Full Polish SK 120536 2%6" 29%" Satin Proto 1ALFO 
7h! 1 Full Polish Westward 36A216 2%" 31 Satin Proto 1ALF2 
: 119%" Black Oxide Westward 1EYH9 2%" 31 Satin Proto 1ALF3 
12 Full Polish Proto 19C589 Spline Box End Style, Anti-Slip, Aerospace Certified 
12/6 Full Polish SK 120537 Ae" 5%" Black Oxide Proto 49H058 
1/6" 12/6" Full Polish Westward 36A217 Spline Box End Style, Long 
127 Black Oxide Westward 1EYJ1 Yq" 5%" Full Polish SK 120559 
" 131Y%32" Black Oxide Westward 1EYJ2 Ae" 6Y%" Full Polish SK 120560 
131¥%2" Full Polish SK 120538 yy" 5-59/62" High Polish Proto 449N76 
1%e' 14%" Black Oxide Westward 1EYJ3 634" Full Polish SK 120561 
1% 15%" Black Oxide Westward 1EYJ4 As’ 7%" Full Polish SK 120562 
14%" 1694" Black Oxide Westward 1EYJ5 He! 85%" Full Polish SK 120563 
194" 18%" Satin Westward 1EYF4 8°Yeq" High Polish Proto 449N82 
1/6 19%" Satin Westward 1EYF5 5g" 9%" Full Polish SK 120564 
ie 19%" Satin Westward 1EYF6 935%" High Polish Proto 449N84 
19" 21%!" Satin Westward 1EYF7 11/4 10" Full Polish SK 120565 
11%" 20 Satin Proto 426D91 10'%a" High Polish Proto 449N86 
19/4" 20. Satin Proto 426D92 3/4" 11" Full Polish SK 120566 
11/6" i Satin Proto 426D93 "36" 11'%e' Full Polish SK 120567 
17" 28" Satin Proto 426D94 R 12%" Full Polish SK 120568 
2" 28" Satin Proto 426D95 15/¢" 13%" Full Polish SK 120569 
2A 2914" Satin Proto 426D96 13%6' High Polish Proto 449N89 
Spline Box End Style, Aerospace Certified Spline Box End Style, Spline 
P Yq" 47," High Polish Proto 426D49 19" 5%" Full Polish Proto 190584 
¥32" 5%2" High Polish Proto 426D53 1" 14" Full Polish Proto 190583 
V6" 53" High Polish Proto 426D56 Spline Box End Style, Stubby 
1a" 5%" High Polish Proto 426D60 Yq 3%" High Polish Proto 426D46 
Ae (a High Polish Proto 426D68 ¥32" 3%" High Polish Proto 426D50 
¥;" 8" High Polish Proto 426D73 Ae" 3%" High Polish Proto 426D54 
ya 1° High Polish Proto 426D85 V9" 3%" High Polish Proto 426D57 
16" 11%" High Polish Proto 426D88 Hy" 3%" Full Polish SK 120516 
Ve 12% High Polish Proto 426D89 3%" High Polish Proto 426D61 
1 14" High Polish Proto 426D90 The! 316 High Polish Proto 426D66 
Spline Box End Style, Anti-Slip 4" Full Polish SK 120517 
Zs 47," Satin Proto 1AKW1 yy" AY," Full Polish SK 120518 
%2" 5%2" Satin Proto 22DG64 A%e High Polish Proto 426D71 
Ae 5%" Satin Proto 1AKW2 og! Ay," High Polish Proto 426D75 
The! r Satin Proto 1AKW5 A%6" Full Polish SK 120519 
(i Black Oxide Proto 1ALH9 5g" 47," Full Polish SK 120520 
vA 8" Satin Proto 1AKW6 47," High Polish Proto 426D79 
8%" Black Oxide Proto 1ALKO 11/4 o%e" High Polish Proto 426D82 
yp! 11" Satin Proto 1AKXO 54%" Full Polish SK 120521 
ik Black Oxide Proto 1ALK4 yy! RYATH High Polish Proto 426D84 
a” Full Polish SK 120522 
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HAND TOOLS 
Box and Open Wrenches 


Scan. Order. Done. 
Details on page A1. 











WESTWARD.....4 


12-Point, 40° Offset 
No. 446G58 


= 6-Point, Double Hex 
. No. 5MR53 


Pee 


6-Point, Hex, Square 
No. 1ANT3 





12-Point, Spline 








No. 31XR46 
Box and Open End Wrenches Tk “WEsTwarpD’ 
= Spline design allows numerous fastener head uses 
Wrench Overall Item Wrench Overall Item Wrench Overall Item 
Head Sizes _ Length Finish Brand No. Head Sizes _ Length Finish Brand No. Head Sizes _ Length Finish Brand No. 
Box End Wrench 274" 14%" Black Proto 22DJ83 1A',.2° 20" Satin Proto 426F49 
12 Points, 15° Offset 298" 1334" Black Proto 22DJ79 1g", 3/4" 87%" Satin Proto 426F37 
12mm,13mm_ —85%a" Chrome Proto 4HD99 26 13% Black Proto 22DJ76 1Yg", 3/4" Q" Satin Westward 1EYL7 
16mm,18mm_  10'%e' Chrome Proto 4HJ05 26° 1354" Black Proto 22DJ78 He", 7" 10" Satin Westward 1EYL8 
17mm, 19mm -112%4" Chrome Proto 4HJ06 273" 1452" Black Proto 22DJ84 19", A" 10%' Satin Proto 426F40 
14", 136" 20V4" Satin Proto 1AML1 3 Ye" 14%6' Black Proto 22DJ87 19", 7A" 1015%4" Black Proto 1ANM1 
1Y", 1%" 19%" Satin Proto 1AMLO 12 Points, 60° Offset, Deep Offset 15/46", 1" 11" Satin Westward 1EYL9 
16", 1%" 18%" Satin Proto 1AMK9 1546", 1" 14" Satin Proto 1AMN9I 15/46", 1" 118%4" Black Proto 1ANM2 
1%", 11%" 24" Satin Proto 1AML5 V2" Ae" g" Satin Proto 1AMN5 16" 1" 11%" Satin Proto 426F41 
1”6", 1%" 22 V4" Satin Proto 1AML3 ¥e" 6" 7134" Satin Proto 1AMN4 Yo" Ve" 7" Satin Westward 1EYL5 
Ye", 3%" 11%’ Chrome Proto 1AMK1 Box Wrench Handle Yo" Ve" 7" Satin Proto 426F33 
Me", 1" 15%" Chrome Proto 1AMK6 — 24" Black Proto 22DJ58 Yo" Ve" 7 %a' Black Proto 1ANL5 
Yo" Ve" 834" Chrome Proto 1AMH7 — 36" Black Proto 22DJ59 Ya" 6" 5 Satin Westward 1EYL2 
Yq", 7" 13%' Chrome Proto 1AMK3 Flare Nut End Wrench 4", 1/5 gy" Satin Proto 426F39 
Ve’, Ye" 616" Chrome Proto 1AMH4 6-Point, Double Hex Yq", 7, 93% a" Black Proto 1ANMO 
Ve", Ye" 9/6" Chrome Proto 1AMH8 9mm, 11mm 6" Satin Westward 5MR53 ¥e", Vie" 5 Ye" Satin Proto 426F30 
12 Points, 15° Offset, Half Moon Shape 10mm,12mm 6%" Satin Westward 5IMR54 3", As" 5/4" Satin Westward 1EYL3 
Ye", Ya" 7%" Satin Proto 1AMP6 13mm, 14mm 7" Satin Westward 5IMR56 ¥e", Ae 54" Satin Proto 426F31 
Ae’, V2" 53" Satin Proto 1AMP4 15mm,17mm 7%" Satin Westward 5MR57 ¥e", Ae" 57 Black Proto 1ANL3 
V6", Ve" 6%" Satin Proto 1AMP5 V2" Ye" 7" Satin Westward 5MR58 He, Ya" 373" Satin Proto 426F28 
12 Points, 15° Offset, Short Yq", Ye" Q" Satin Westward 5MR60 ¥e", M6" 8" Satin Westward 1EYL6 
Ya" Ae" 534" Satin Proto 1AMNO ¥e" 6" 6" Satin Westward 5MR55 3", M6" BY," Satin Proto 426F36 
3", Ae" 45%" Satin Proto 1AMM8 ¥e", 16" 72" Satin Westward 5IMR59 3", 3/4" 8%6' Satin Proto 426F35 
Ye", Ya" 6%" Satin Proto 1AMN3 6-Point, Hex, Square Vie’, Ye" 54" Black Proto 1ANL2 
Ve, Ys" AYA" Satin Proto 1AMM7 ¥" 54" Satin Proto 1ANT3 Ae, V2" 6Y%" Satin Westward 1EYL4 
12 Points, 15° Offset, Spline Open End Wrench /e', Ye" 6%" Satin Proto 426F32 
Ye", He 1254" Chrome Proto 2KGK1 15° and 60° Offset fe’, V2" 6/6 Black Proto 1ANL4 
Yo" Ve" 956" Chrome Proto 2KGJ7 Yq", 1/30" 3 Satin Proto 1ANP7 Ve", 3" 7%" Satin Proto 426F34 
Ya", Ae" 7A Chrome Proto 2KGJ5 15° and 75° Offset, Short 15° Offset, Extra Thin 
¥", As 84" Chrome Proto 2KGJ6 1Y39" 35/4" Satin Proto 1ANN8 14g", 3/4" 10" Satin Proto 1ANN1 
V6", Ve 93/4" Chrome Proto 2KGJ8 Y," 4/6 Satin Proto 1ANP1 19", 7A" 10" Satin Proto 1ANN2 
12 Points, 40° Offset 3" 394" Satin Proto 1ANN9 Yo" Ve" 10" Satin Proto 1ANM9 
6mm, 8mm 634" Satin Westward 5MP97 7" 54" Satin Proto 1ANP3 Ae, Vo" 10" Satin Proto 1ANM8 
12mm,14mm = 84" Satin Westward 5MRO01 Ae 4/6 Satin Proto 1ANPO Ve", Ye" 10" Satin Proto 1ANNO 
13mm,15mm 9" Satin Westward 5MRO2 V6" 54" Satin Proto 1ANP2 15°, 60° Offset 
16mm, 18mm 10" Satin Westward 5MRO3 15° Offset ili gy," Full Polish Proto 426F73 
17mm, 19mm 10" Satin Westward 5MRO4 6mm, 7mm 4Y," Satin Proto 426F46 11mm 5 Full Polish Proto 426F53 
Vy" Ae" 83/4" Satin Westward 5MP93 6mm, 7mm 5 Satin Westward 1EYN1 12mm 54" Full Polish Proto 426F55 
Ya", 6" 6%" Satin Westward 5IMP90 8mm, Imm 5 Ye" Satin Proto 426F50 13mm 5" Full Polish Proto 426F56 
Yq", Ye" 1034" Satin Westward 5IMP96 8mm, Imm 5" Satin Westward 1EYN2 17mm 6%" Full Polish Proto 426F62 
¥", As 134" Satin Westward 5MP91 10mm,1imm = 53%" Satin Westward 1EYN3 1¥," 14%" — Full Polish Proto 426F81 
12 Points, 40 Degrees Offset 10mm, 11mm 5%" Satin Proto 426F51 14%" 12%" Full Polish Proto 426F76 
146", 1" 14%" Satin Westward  446G59 12mm,13mm_ —s«6%' Satin Proto 426F67 1 Ve" eli Full Polish Proto 426F75 
¥e", M6" 9/6" Satin Westward  446G58 12mm,13mm_—s«6Y2" Satin Westward 1EYN4 1%6' 10% Full Polish Proto 426F74 
12 Points, 60° Offset 14mm,15mm 7%" Satin Westward 1EYN5 19," 13%" — Full Polish Proto 426F79 
2" 13%" Black Proto 22DJ74 14mm, 15mm 71%" Satin Proto 426F77 1%" 15" Full Polish Proto 426F82 
3: 145%2" Black Proto 22DJ86 16mm, 17mm 8" Satin Westward 1EYN6 17%' 19%" — Full Polish Proto 426F85 
11Y6" 13%" Black Proto 22DJ69 16mm,17mm 815%" Satin Proto 426F86 Ye" 62" Full Polish Proto 426F68 
11%" 13%" Black Proto 22DJ71 18mm, 19mm —-85%a" Satin Proto 426F88 ie" 894" Full Polish Proto 426F72 
116" 13%" Black Proto 22DJ73 18mm, 19mm Q" Satin Westward 1EYN7 7" 43/4" Full Polish Proto 426F54 
1%," 10'%6' Black Proto 22DJ67 20mm, 22mm 10: Satin Westward 1EYN8 9" 6" Full Polish Proto 426F66 
1%" 1016 Black Proto 22DJ63 21mm, 23mm = 10%" Satin Westward 36A312 7 8" Full Polish Proto 426F71 
14%" 10™Me' Black Proto 22DJ61 24mm, 26mm ~—s« 11% Satin Proto 426F91 Ratcheting Flare Nut End Wrench 
1“6" 10%6 Black Proto 22DJ60 1%6",11%6 = 18%" Satin Proto 426F48 12-Point, Spline 
1%" 13%" Black Proto 22DJ70 1%", 1%" ive Satin Proto 426F47 10mm 5Y" Black Proto 31XR46 
1%" 101% Black Proto 22DJ65 1%", 1%" 17“s' Black Proto 1ANM7 1imm 5Y" Black Proto 31XR47 
1%6' 10'"%6' Black Proto 22DJ62 1%", 1%6' 14¥" Satin Proto 426F44 12mm 5" Black Proto 31XR48 
1%" 101%’ Black Proto 22DJ68 14%", 1%6' 145% Black Proto 1ANM5 13mm 5Y" Black Proto 31XR49 
1%6' 1016’ Black Proto 22DJ64 Vie", 1%" 13%6' Satin Proto 426F43 14mm 7%6' Black Proto 31XR50 
17%' 1334" Black Proto 22DJ72 116", 1%" 134564" Black Proto 1ANM4 15mm 76 Black Proto 31XR51 
1%/6' 1016 Black Proto 22DJ66 1Vi6", 1%" 11%" Full Polished Westward 36A311 16mm 7/6 Black Proto 31XR52 
2'%6" 145%" Black Proto 22DJ85 1Yie", 1%" 12%" Black Proto 1ANM3 17mm 7/6 Black Proto 31XR53 
2" 13%' Black Proto 22DJ80 1Vi6", 1%" 12% Satin Proto 426F42 18mm 76° Black Proto 31XR54 
24" 13%' Black Proto 22DJ77 1%", 1%6' 153%" Satin Proto 426F45 19mm 7T%6 Black Proto 31XR55 
2 13% Black Proto 22DJ75 1%", 1%6' 15%%' Black Proto 1ANM6 
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HAND TOOLS 
Crowfoot Wrenches & Sets 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Tut SK° *Wisiwarw ‘ 


1 \ 
i a #8 
j \ 


\ 1/2" Drive 
Was : 


\ 
e 





Crowfoot Wrenches 3/8" Drive, | \ 
Flare Nut, \ | Y 
Proto®—Antislip design (ASD) features No. 5NAX6 . | eS. es No. 19C326 
a locking groove to prevent slippage. — , 
Socket Overall Item Socket Overall Item Socket Overall Item Socket Overall Item Socket Overall Item 
Sizes Length No. Sizes Length No. Sizes Length No. Sizes Length No. Sizes Length No. 
VY in Drive, Open End ¥e in Drive, Flare Nut, 2 Yin 3 Vie in 449R19 ¥. in 1 Xin 54PR38 ¥% in Drive, Open End 
Proto Aerospace Certified 2 %e in 3 ¥% in 449R18 Me in 1% in 54PR39 Proto 
Ya in 16 in 449P60 Proto 2 Yein 3 “ein 449R17 ¥4 in 1% in 54PR40 Ie in 2'%6in  449R32 
%e in 1 in 449P62 ¥% in 1% in 426688 2 “ein 3 “Ae in 449R16 ein 2 in 54PR41 1 in 2'%ein  449R33 
¥e in 1 Ye in 449P65 ¥ in 1'%cin 426692 2 in 3 ¥% in 449R15 % in 2 2 in 54PR42 1 Vein 2 in 449R34 
” in 1 ¥%2 in 449P68 7% in 2 Vain 426696 2 1%6 in 4'1%6in  449R30 1%6 in 21%2in  54PR43 1% in 3 in 449R35 
Yo in 1 %6 in 449P70 ¥e in Drive, Open End 2 Ain 41%6in 449R29 1 in 2 Yin 54PR44 1 %e in 3 in 449R36 
%6 in 1 ¥%2 in 449P71 Proto 2 1%e in 4'1%6in  449R28 10 mm 1 %e in 54PR46 1 %e in 3 %e in 449R38 
7mm 1%¢ in 449P59 ¥% in 1 134 in 449P75 2 ‘Ac in 4 Y% in 449R22 11mm 1% in 54PR47 1% in 3 %e in 449R37 
8mm 3Y9 in 449P61 Ae in 1 %e in 449P78 2 Ya in 41Vjein 449R27 12mm 1% in 54PR48 1% in 3 % in 449R39 
10 mm 1 Ye in 449P63 Y% in 1 %e in 449P81 2 Ye in 4 %6 in 449R26 13 mm 1 %6 in 54PR49 1 1% in 3 Zin 449R46 
11mm 1 Yin 449P64 %e in 1 %z2 in 449P84 2 % in 4 % in 449R25 14mm 1% in 54PR50 1% in 3'%6in 449R45 
12mm 1 %2 in 449P66 ¥% in 1 %in 449P87 2 %e in 4 %6 in 449R24 15mm 11%6in 54PR51 1 Yin 3 “6 in 449R41 
13 mm 1 %e in 449P67 M6 in 1 3%« in 449P90 2 Yin 4% in 449R23 16 mm 1'1Y%ein 54PR52 1 %e in 3 Yin 449R42 
14mm 1 Y% in 449P69 ¥ in 1 4%« in 449P93 3 in 5 in 449R31 17mm 1% in 54PR53 1% in 3 Yin 449R43 
¥: in Drive, Flare Nut 16 in 1% in 449P95 9mm 1 272 in 449P72 18 mm 1% in 54PR54 1 % in 3 % in 449R47 
Proto 7% in 1 1%z2 in 449P96 10 mm 1 1% in 449P73 19 mm 1 1%e in 54PR55 1 “%e in 3 % in 449R40 
¥e in 11%6in 426684 1%e in 1% in 449P97 11mm 1% in 449P74 20 mm 2 in 54PR56 11%e in 3'1%6in  449R44 
”e in 1 %in 426G85 1 in 1 4% in 449P98 12mm 1 1542 in 449P76 21mm 2 in 54PR57 2 in 31%6in  449R48 
Y% in 1 Xin 426G86 1 Y% in 2 52 in 449R03 13 mm 1 Yin 449P77 Y in Drive, Flare Nut 2 Yin 4% in 449R53 
%6 in 1% in 426687 1 ‘Vein 2'%6in  449R10 14mm 1 Yin 449P79 Proto 2 “ein 4 6 in 449R52 
¥e in 1% in 426689 1 ¥% in 2'%6in  449R09 15mm 1% in 449P80 1% in 2'%6in  426H01 2% in 4 ‘Ae in 449R51 
‘46 in 1'%6in  426G90 1 %6 in 2% in 449R08 16mm 1 242 in 449P82 1 %e in 2 “in 426H02 2 Yin 4% in 449R50 
1'%6in 426691 1 Yin 2'%ein 449R07 17mm 1 2342 in 449P83 1 Yin 3 “Ae in 426H07 2 Vein 4 Vein 449R49 
Ya in 1'%6in 426693 1 “ein 2% in 449R06 18 mm 1 1% in 449P85 1% in 3 in 426H03 24mm 2 1342 in 19C326 
1%6 in 2 in 426695 1 %e in 2 Yin 449R04 19 mm 1 1%e6 in 449P86 1 %e in 3 Ye in 426H04 26 mm 3 in 19C328 
2 in 426694 1% in 2'%6in  449R11 20 mm 2 Vie in 449P88 1 Ae in 3 ¥% in 426H06 27mm 3 Yin 19C329 
1%6 in 2 ¥% in 426G97 1 %6 in 2 %2 in 449R02 21mm 2 ¥2 in 449P89 1 %e in 3 %e in 426H08 28 mm 3 1%e in 19C330 
1 in 2 Yin 426698 1 Yin 2 “2 in 449R01 22mm 2 32 in 449P91 1% in 3% in 426H09 32 mm 3 “in 19C333 
1 Ve in 2 ¥4 in 426G99 1 Vein 2 %e in 449P99 23mm 2 1¥2 in 449P92 1 1M%e in 31%6in  426H10 35 mm 3 1%¢6 in 190334 
9mm 1 272 in 5NAX6 1% in 2 in 449R05 24mm 2 '%2 in 449P94 1% in 3 Zin 426H11 36 mm 4 Mein 19C335 
SK 1 1%e6 in 3 Yin 449R14 Westward 1% in 3 %e in 426H05 38 mm 4 ¥ in 190336 
10 mm 1 “Ae in 12A316 1 %in 3 % in 449R13 ¥ in 1 %e in 54PR34 1 1%e in 4 in 426H12 41 mm 4 ‘Ae in 19C337 
16 mm 116 in 12A322 1 1%e in 3 Me in 449R12 Ae in 1 ¥% in 54PR35 1% in 4% in 426H13 42 mm 4/6 in 19C338 
17mm 1 16 in 12A323 2 ¥% in 31%6in  449R21 VY in 1% in 54PR36 1 1%e6 in 4 %e6 in 426H14 46 mm 4% in 19C339 
19 mm 1 1%e in 12A325 2 %e in 3 % in 449R20 %e in 1 Yin 54PR37 2 in 4/6 in 426H15 





No. 2KGH8 \ y \ / | | as 
SK’ 2 H/ \A/ \A \A OM 
: Y / .| | : | 
Crowfoot Wrench Sets = — —— — = = 
No. of Mfr. Item 
Pieces Wrenches Included Accessories Brand Model No. 
Y4" Drive 
Crowfoot 
6 Vs, He, 32, As, V2, Ae" (1) Socket Rail, (6) Socket Clips Proto J47000CF 2KGH8 
7 7, 8, 10, 11, 12, 13, 14mm (1) Socket Rail, (7) Socket Clips Proto J47000MCF 2KGH7 
8 Ys" Drive: V4, 6, ¥s, “As, ¥2, Ae" (2) 4" Drive Locking Extensions 2", 6" Proto J47000CFL 15V163 
¥4" Drive 
Crowfoot 
9 ¥, he, Vo, Ve, %, Ve, Vs, He, A" (1) Socket Rail 13", (9) Socket Clips Proto J49004CF 1UDT7 
15 Ys, he, Vo, A, Vs, Vs, Vs, 6, %, 6, 1, 16, 1%, 1%, 11%" = Proto J49003CF 2KGH9 
16 9 10, 11, 12, 13, 14, 15, 16, 17, 18, 19, 20, 21, 22 23 24mm = Proto J49000MCF 1UDT8 
21 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm %, %e, 4%, Ve, %, “Ye, 4, He, %, 1%, 1 = Proto J49000 33TA24 
¥" Drive: 32, As, 2, Ve, ¥2, Ve, %4, He, %, He, 1, 1 Ve, 1%, 1%, 1%, 
27 1546, 134, 1746, 1%, 1%6, 154, 1146, 1%4, 11%, 17%, 11%e, 2" = Proto J49002CF 151155 
¥" Drive: ¥, “As, ¥2, Ye, Ys, Me, ¥4, Ae, %, 6, 1, 16, 1%, 1%6, 1%, 
43 1%6, 132, 16, 1%, 1%6, 15%, 116, 134, 11346, 174, 116, 2, 26, 2%, 20%, _ Proto J49001CF 15V171 
2M, 26, 256, 26, 2Vo, 26, 252, 216, 2¥4, 2156, 2%, 216, 3" 
Crowfoot/Flare Nut 
8 %, Vie, ¥4, 46, %, He, 1, 1 Ve" (1) Socket Rail 13", (8) Socket Clips Proto J4900FL 1FX60 
10 %, he, Vo, Ae, ¥, Vs, Va, He, Va, 1" Tray SK 4508 120223 
11 9 10, 11, 12, 13, 14, 15, 16, 17, 18, 19mm Tray SK 4511 120224 
Crowfoot: % Drive: Fe, Tie, Vo, Vie, He, "Ve, Yo Ye, 7h, We, 1, 15, 1%, 
53 Wie aig O40 2s 2a oe 2g a6 avin Bh, BM Vie B94, DN DT, (2) 34" Drive Locking Extensions 6", 12" Proto J49000CFL 15V156 
91546, 3", Flare Nut: %" Drive: 4, 6, 4, 1346, %, 146, 1, 16" 
Y." Drive 
Crowfoot 
15 TVs, 1%, 16, 1%, 1%6, 13%, 1%6, 1%, 1%, 1%, 1M, 134, 11Ve, 1%, 2" = Proto J53001CF 2KGJ1 
Crowfoot/Flare Nut 
15 1%, 1%46, 1¥%4, 1%6, 132, 16, 1%, 1%, 1%, 16, 154, 11%6, 1%, 1%e, 2" (1) Socket Rail, (15) Socket Clips Proto J53000CFFN 2KGJ2 
Yo" Drive: 6, 1, 16, 1%, 1%6, 1%, 1%46, 13%, 16, 112, 1%, 
-6 156, 11%, 194, 11%6, 174, 2, 24, 2V4, 296, Die, 2V4" — Proto JS3000CF 15V179 
Crowfoot: %" Drive: %e, 1, 1%6, 11%, 1%6, 1%, 16, 1%, 16, 1%, 1%e, 
39 194, 116, 1%, 11%6, 1%, 2, 2%, 2Vs, 254, 276, 214", Flare Nut: 1%, 1%, (2) %" Drive Locking Extensions 5", 10" Proto J53000CFLFN 157180 
1%, 1546, 1%, 176, 14%, 1%, 1%, 11%6, 134, 116, 17%, 11%, 2" 
Sign in to Grainger.com® to see YOUR Pricing and MORE 795 


Scan. Order. Done. 
Details on page A1. 
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Slugging Wrench 


Service Wrench 
No. 1GF16 


No. 1APXO 








Spanner Wrench, 
Fixed Pin 
No. 5RDZ3 


® KLEIN 





LED, 
a 
OOL LS : 
Pog 
inc. X29 


GEDorEW Si 
Specialty Wrenches 


Spanner wrenches can be used to tighten 
collars, locknut wings, and seal-packing nuts. 


Striking wrenches have a large striking 
surface for surer contact and efficient 
transmittal of force. Short handle clears 
obstructions and allows use in close quarters. 


ere _—_= 
Spud Handle 


Wrench, Adjustable 
No. 3R386 


Spanner Wrench, 
Adjustable Hook 
No. 1APC4 


Spanner Wrench, 
Adjustable Face 
No. 1APC1 


A 













Spud Handle Spud Handle Box Striking Heavy box walls provide greater torque trans- 
Open End Wrench End Wrench ae mission. Box opening designed to remain on 
No. 1APX3 No. 1ARF3 fastener when wrench is struck. 
Overall Item Overall Item Overall Item 
Size Length Brand No. Size Length Brand No. Size Length Brand No. 
service Wrenches - SAE erin Xx re Ig AA 12%!" Westward SRDZ7 Kee: sy " polo 1 
° Head Angle mm Pin x ‘ 16. : roto 
Ye. Ze roto 7 omm Pin x5 pe, 8" ; roto 
a 67s Proto 1GF26 ato gomm om Gedore —_-S8PH24 striking go onches <e-poiee gue 1ARH7 
6 Ze roto 4) mm Pin x 13/," triking Wrenches - 6-Point - 
im 7" Proto 1GF24 (oom foie Gedore = SSPH29 Straight Handle 7 : _— 
6 (ae roto mm Pin x 155 13/4," 16" Pe roto 
/e' 1% roto mm Pin x 5a ”" 32" roto 4 
Ae 1% roto mm Pin x 5 al 16" V6" roto 
175! 793! Proto 1GF18 to 220mm 1076 Gedore —_-S8PH34 2" 112749" Proto TAPK7 
1%6 71%" Proto 1GF17 16 to 18mm AS Gedore 53PH17 26 11%6' Proto 1APK8 
1%" 1% Proto 1GF16 20 to 22mm 46 Gedore 53PH18 2%" 123" Proto 1APK9 
134" BY," Proto 1GF14 25 to 28mm oe. Gedore 53PH19 2%6 1216" Proto 1APLO 
116" BY," Proto 1GF13 30 to 32mm oe. Gedore 53PH20 2/4" 1216 Proto 1APL1 
17%" BY," Proto 1GF12 34 to 36mm 64%6a" Gedore 53PH21 21/6" 13%6 Proto 1APL2 
2" BY" Proto 1GF10 45 to 50mm 8%4" Gedore 53PH23 3" 1316 Proto 1APL3 
QV" BY," Proto 1GF09 98 to 62mm 913/40" Gedore 53PH25 Ves 132%2 Proto 1APL4 
24" BY," Proto 1GF08 68 to 75mm 91340" Gedore 53PH26 3% 147" Proto 1APL5 
2% gy," Proto 1GFO07 80 to 90mm 11" Gedore 93PH27 Striking Wrenches - 12-Point - SAE 
2" BY," Proto 1GF06 95 to 100mm 11" Gedore 903PH28 Straight Handle 
Service Wrenches - Metric 120 to 130mm 13'%a" Gedore 53PH30 "6 9 Proto 190618 
30° Head Angle 135 to 145mm 15 '3%6a" Gedore 03PH31 1%" 97" Proto 19C620 
22mm 64" Proto 190241 Adjustable Pin 1%" 10%" Proto 19C619 
24mm 6%" Proto 19C242 Ye" Pin x 2" 6%" Proto 1FJ44 Striking Wrenches - 12-Point - Metric 
2/mm 6% Proto 190243 316" Pin x 3" bY" Proto 1FJ42 Offset Handle 
30mm ‘a Proto 19€258 Hie" Pin x % to 2 6%" Proto 1FJ43 32mm 10%" Proto 1APL6 
32mm ii Proto 190244 V4" Pin x 3" bY" Proto 1FJ41 36mm 12" Proto 1APL7 
36mm 1% Proto 190259 Ve Pin x 454" 11%" Proto 1FJ40 41mm 12 Proto 1APL8 
41mm 71% Proto 19C248 ¥e' Pin x 64" 12%" Proto 1FJ39 46mm 12: Proto 1APL9 
46mm 1% Proto 190251 Adjustable Hook 90mm 12" Proto 1APMO 
90mm 8Y2" Proto 190253 ¥ to 2" 6%" Proto 1APC4 somm 13" Proto 1APM1 
55mm BY," Proto 190255 1% to 3" 8Vie Proto 1APC5 60mm 13 Proto 1APM2 
60mm 8/2" Proto 190256 2 to 434" 11%" Proto 1APC6 65mm 13 Proto 1APM3 
Slugging Wrenches - 12-Point Metric 4% to 6%" 124% Proto 1APC7 70mm 13" Proto 1APM4 
Offset Handle 6% to 8%" 1354" Proto 1FJ45 7omm 16%" Proto 1APM5 
32mm 8% Proto 1APT3 Adjustable Face Striking Wrenches - 12-Point - SAE 
36mm 898" Proto 1APT4 316" Pin x 2" 6%" Proto 1APC1 Offset Handle 
41mm 10%" Proto 190613 Y4" Pin x 3° 84" Proto 1APC2 ii BY," Proto 19C616 
46mm 10%" Proto 19C614 %6' Pin x 4" 103%" Proto 1APC3 16" BY," Proto 1APC8 
90mm 1034" Proto 1APT7 3mm Pin x 330mm 7" Gedore 53PH35 1%" BY," Proto 1APC9 
somm ii Proto 1APT8 4mm Pin x 330mm T' Gedore 53PH36 1%6 iis Proto 190622 
60mm 141%" Proto 1APT9 omm Pin x 432mm g" Gedore 53PH37/ 1%" 103%" Proto 1APFO 
65mm 147" Proto 190615 6mm Pin x 432mm g" Gedore 53PH38 1/6" 1034" Proto 1APF1 
70mm 14" Proto 1APW1 8mm Pin x 432mm g" Gedore 53PH39 13" 11%" Proto 190624 
7omm 15%" Proto 1APW2 Spud Handle Adjustable Wrenches 1/6 12" Proto 1APF2 
80mm 172564" Proto 1APW3 Tapered Handle 1%" 12" Proto 1APF3 
85mm 172%4" Proto 1APW4 1%" 16° Proto 3R386 1%6" 12 Proto 190625 
90mm 173%" Proto 1APW5 1%" 16" SK 22DK73 1%" 121%" Proto 1APF4 
95mm 1734" Proto 1APW6 Spud Handle Open End Wrenches 1146" 13/6 Proto 1APF5 
100mm 18" Proto 1APW7 Tapered Handle 134" 13/6" Proto 1APF6 
105mm 18" Proto 1APW8 1%6 LT Klein Tools 22DL61 116" 13/6 Proto 1APF7 
115mm 194% 4" Proto 1APX0 1%" 16" Klein fools =2DGH4 17%" 13/6 Proto 1APF8 
Slugging Wrenches - 12-Point SAE Rounded Handle 1%e' 13" Proto 190621 
Offset Handle 1%" 16%" Westward 447255 2" 13/6" Proto 1APF9 
1%6 8%" Proto 1APM7 Offset Head ave 131%" Proto 190626 
1/6 8%" Proto 1APM8 ya" 11156" Proto 1APX3 2Ve 137%" Proto 1APHO 
1%" 10" Proto 1APM9 ZB 147" Proto 1APX7 2n6° 137%" Proto 1APH1 
1%" 10%" Proto 1APNO 19/6" 12 Proto 190644 24" 131%" Proto 1APH2 
11/6" 10%" Proto 1APN1 il 1436" Proto 1APX8 26 131%" Proto 1APH3 
134" 10%" Proto 19C607 16" 17%" Proto 1APX9 2%" 13%" Proto 1APH4 
2 1034" Proto 1APN4 1%" 17%" Proto 1ARCO 2/6 ye Proto 190628 
2" 11" Proto 19C610 1%" 191%" Proto 1ARC1 2V2' 137%" Proto 1APH5 
216 1534" Proto 19C611 1%6" 19342" Proto 1ARC2 2%6 131%" Proto 1APH6 
216 1534" Proto 1APR2 1/6 20" Proto 1ARC3 2x8" 131%" Proto 1APH7 
3 159/4" Proto 1APR3 1%" 20" Proto 1ARC4 216" 137%" Proto 190627 
3/4" 1534" Proto 1APR4 1%" 23° Proto 1ARC5 2/4" 137%" Proto 1APH8 
3h" 173" Proto 1APR6 16" 23 V4" Proto 190640 2% 16" Proto 19C629 
329/32" 17%" Proto 1APR7 2 24" Proto 1ARC9 21/6" 16 Proto 1APH9 
32932" 18" Proto 1APR8 Spud Handle Box End Wrenches - 12-Point - SAE 3 16" Proto 1APKO 
AV," 18" Proto 1APR9 Offset Head 3M 16" Proto 190630 
41%," 18" Proto 1APTO Re 1154" Proto 1ARF1 3 Ye 16" Proto 1APK1 
Ay," 1934" Proto 1APT1 1/6" 131%" Proto 1ARF2 3%" 18 Proto 190632 
45" 1934" Proto 1APT2 il 13%" Proto 1ARF3 By" 18 Proto 190636 
Spanner Wrenches 1"e 15 Proto 1ARF4 39/4" 18 Proto 190631 
Fixed Pin 1%" 15° Proto 1ARF5 3% 18 Proto 190633 
Ye" Pin x % to 2 648 Westward 5SRDZ3 1%" 17’ Proto 1ARF6 4Ve" 18 Proto 190635 
Ae Pinx 1% to 3 8/6" Westward 5RDZ4 1%6" 17332" Proto 1ARF7 AVA" 18 Proto 190634 
Ys" Pin x 1% to 3 8%6" Westward 5RDZ5 1/6 21%6' Proto 1ARF8 
Ys" Pin x 2 to 4% 11%" Westward 5RDZ6 1 184%4" Proto 1ARF9 
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Valve Wheel Wrenches 
Size Finish L Brand 
Single-End 
Yq in Painted 8 in Wheeler-Rex 
1 in : 15 in Westward 
1%in Black Oxide 45% in Westward 
1 in 14 in Wheeler-Rex 
1%in Painted 18 in Wheeler-Rex 
2 Vain Black Oxide 48 in Westward 
2in Powder-Coated 2/7 in Westward 
F-Shaped 
1% in 12 in Westward 
1% in Powder-Coated 17 %in Westward 
1 Yin 26 % in Westward 
Double-End 
Yo in, 2¥2 in 8 in Westward 
16 in, 1 in Black Oxide 10 in Westward 
1 in, 1 %ein 17 Yin Westward 
Claw 


1 ¥% in, 1% in Black Oxide 21% in 


Adjustable Wrench 


= Corrosion-resistant finish 
= Drop-forged and heat-treated 
alloy steel construction 


WESTWARD® 


Smooth-turning knurl for quick, 
easy jaw opening adjustments. 


Westward 


Sets 


PROTO® 


Item 
No. 


38L080 
oPWES8 
oPWF1 
38L081 
38L082 
oPWFO 
SPWE9 


SPWF3 
oPWF4 
SPWFS 


SPWES 
oPWE6 
SPWE7 


oPWF2 


*Wwestwarp TEEEcK 


All wrenches feature extra-wide jaw capacity and 

Square jaw openings for strength and tight fit. No. 3R408 
wrenches are designed with Clik-Stop® locking that 
holds the wrench jaw in place when in use. No. 3R409 
has rugged |-beam style handle and reinforced stress 
areas. Radius corner design. No. 31CM95 wrenches have 


Single-End 


Double-End 


nonreflective black oxide finish for use where nonplated 
products are required. 


No. of 
Pieces Description 
Chrome w/Cushion Grip 
2 Chrome w/Cushion Grip 
Chrome w/Cushion Grip 
Satin 
Satin 
Chrome w/Cushion Grip 
3 Chrome w/Cushion Grip 
Chrome w/Clik-Stop® 
Chrome 
Black Phosphate 
Black Oxide 


Jaw Cap. 
Yo" 4" 
1, 1%" 

1/6", 16° 


1%", 1%6', 1%" 
1%", 1%6', 1%" 


Ya" 1", 1%" 


1%", 1%6', 1%" 
1%", 1%6', 1%" 


ya" 1", 18" 
Ya" 1", 18" 


1%", 1%6', 1%!" 


*wistwarp TEEEcK 
Individual Adjustable Wrenches 


WESTWARD® 


Durable chrome vanadium construction stands up 


to long-term heavy-duty use. 


Westward) Proto 


Overall 
Length 
4" 6" 
8", 1 0" 
6", 1 Q" 


8.10), 12 
S10) 12 


6", 8", 10" 


&, 10", 12 
S10. 12 


66'.10° 
6", 8", 10" 


S10) 12 


PROTO® 


Brand 
Westward 
Westward 

Proto 

Proto 

Proto 
Westward 

Proto 

Proto 
Westward 
Westward 

Proto 


Item 
No. 
1NYD4 
1INYD3 
31C0M96 
3R409 
54JG20 
1NYD2 
31C0M97 
3R408 
1NYB8 
1NYB9 
31CM95 


-“nasememsenengil 


Clik-Stop® wrenches have moveable jaws that 
click each time they adjust to a different size, to 
aid in accurate sizing. 


Jaw Overall | Item Item 
Cap. Finish Length No. No. 
Cushion Grip 
1%" Chrome Zz INYCS | 3R382 
1%" Chrome 3 1INYC3 | 3R370 
1%6 Chrome 10" 1INYC4  3R376 
1'"e Chrome 15° 1NYC6 _ 
Y;" Chrome 4" 1NYC1 _ 
16" Chrome 6" INYC2  3R364 
2V40" Chrome 4" _ 3R358 
Plain 
2/6 Chrome 24" _— 3R404 
Plain Grip 
1%" Black Oxide ie _ 3R385 
1%" Chrome ils _ 3R381 
1%" Black Oxide 3 _ 3R373 
1%" Black Phosphate 10" 1NYB3 —_— 
1%" Chrome 8" 1INYA3 _ 
1%" Satin 3 — 3R369 
13" Chrome 12° 1NYA5 _ 
1%6 Black Oxide 10" _ 3R379 
1%6 Chrome 10" INYA4 | 3R375 
11/6" Black Oxide 1S" _ 3R390 
11%e" Chrome 15° INYA6 | 3R388 
11%2" Black Phosphate il’ 1INYB4 _ 
11%2" Black Phosphate a 1INYB5 _ 
2%" Black Oxide 18" _ 3R398 
26" Chrome 18" INYA7 | 3R396 
2" Black Phosphate  24%64" | 53KA28 — 
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Jaw Overall 
Cap. Finish Length 
22" Chrome 24564" 
2/6 Black Oxide 24" 
yA" Black Oxide 4" 
YA" Chrome 4" 
¥4" Black Phosphate 6" 
15/46" Black Oxide 6" 
146" Chrome 6" 
21/30" Black Oxide 4" 
2130" Chrome 4" 
1" Black Phosphate 8 
2 Black Oxide 18" 
Plain Grip, w/ Click-Stop® 
14," Black Oxide 12" 
1%" Chrome 12" 
1/6 Black Oxide 10° 
1%6 Chrome 10" 
14% a" Black Oxide 141%" 
14% 4" Chrome 1416" 
21%64" Black Oxide 18%" 
2'%64" Chrome 18% 
22%6a" Chrome 24 Ve" 
Ys" Black Oxide 4" 
YA" Chrome 4" 
15/46" Black Oxide 6" 
Ie" Chrome 6" 
29/30" Black Oxide 8" 
29/30" Chrome 8" 


Westward 


Item 
No. 
53KA29 
1NYA9 
1NYA1 
1NYB1 


INYA2 


1INYB2 
1NYB6 


Proto 
Item 
No. 
3R406 


3R367 
3R363 
3R361 
3R357 


3R387 
3R383 
3R380 
3R377 
3R391 
3R389 
3R399 
3R397 
3R405 
3R362 
3R359 
3R368 
3R365 
3R374 
3R371 








PROTO 





No. 3R409 
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Scan. Order. Done. 
Details on page A1. 
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Plastic Handle Screwdriver Sets “Wésnwarp’ {STANLEY 

















No. of Item 

Pieces Includes Brand No. 
4 Square #0 x 4", #1 x4" #2x 4" #3 x 4" Westward 401K86 
F Keystone Slotted 4" x 4", %" x 6", Cabinet 346° x 3", 46" x 6", Phillips #1 x 4", #2 x 4" STANLEY  3PY46 
Phillips #1 x 3", #2 x 4", Slotted ‘6° x 4", %4'x 4", Cabinet 6° x 6", %4" x 6" Westward 401L74 
8 Phillips #1 x 3", #2 x 4", #2 x 1%", #3 x 6", Slotted 44" x 1%", Ya" x 4", %6' x 6", %' xX 8" Westward 401L75 
17 Phillips #0 x 2%", #1x3',#1Xx8', #2x4", #2x 1", #2 x 8", #3 x 6’, #4 x 10", Slotted 14’ Westward 401L76 

xX 2", 68" x 4", He" x 8B", Va" x 1%", Va" x 4", V4" x 6", Ye" x 6", Ye" x 10", Cabinet Vc" x 6" 
Cushion Grip Screwdriver Sets TOOLS &9 

Pieces Includes Brand No. 
9 Includes (1) %6  cabinet-tip and (i) #2 Phillips- tip screwdriver Klein Tools 2DGE4 
Cabinet 4" x 10", Phillips #2 X 10" Klein Tools _2RKP1 
4 Robertson Square Recess #0 x 4" FIX #2xX4) #3 x4" Klein Tools =2RKP2 
Keystone slottee ae a 2 Gabinet Yar x3. ae, Seals nm ah Klein Tools = 1YBP7 

eystone Slotted 4° x 4", %46 x 6", Cabinet 4" x 6", 3%6 x6, 
a) Phillips #2 x 4" and reusable plastic container Klein Tools| 2RKN9 
Torx® 115 x 4", 120 x 4", 125 x 4", 127 x 4", T30 x 4" Klein Tools 1YBR/ 
6 (2) Standard: 4" x 4", 416: x 6", (2) Cabinet: Ae x 3°, V6: x 6", (2) Phillips®: 1pt x 3°, 2pt x 4° STANLEY 1G2Z06 
Keystone oiptled Ya" on af F 6", eanel a % so Yer ay 4 ay eailips #1X 3", #2 x4" Klein Tools 5LL68 
7 eystone Slotted 4° x 4", 416 x 6', Cabinet 46 x 6", %" x 6", Rotary 
= errors) Cabinet %e" x 6", Phillips #2 x 4", Screw Holding V4" x 6" Klein Tools| 2DGP5 
No. 2RKP2 8 Cabinet 6° x es X os ey vabing! ie Xe cnTips al ay te ie #2 X 4", #3X6' Klein Tools 2DGP6 
lips #1 x 3°, #2 x 4", #3 x 6, Square #1 x 4", #2 x 4", #3 xX 

10 4", Slotted 346" x 4", Ya''x 4", Val x6", Ac x 6 Westward  4071L62 


Ergonomic Grip 








Screwdriver Sets Sake “Wesnwarp’ {STANLEY 
No. of Item 
Pieces Includes Brand No. 

9 Keystone Slotted 4" x 24", Phillips #2 x 24", Red Vinyl Pouch Proto 13G271 
Keystone Slotted %" x 2’, Phillips #0 x 2", Red Vinyl Pouch Proto 13G277 
Keystone Slotted “%" x 3", “Ae x 3", Phillips #0 x 3°, #1 x 3° Proto 13G276 
4 Robertson Square Recess #0 x 5", #1 x 5", #2 x5", #3 x 5" Proto 19ZA74 
Phillips #1 x 3", #2 x 4", Slotted 6° x 4", %4" x 4" Westward 401K87 
Phillips #2 x 1%", #1 x 3", #2 x 4", #3 x 6", #4 x 8" STANLEY  53J126 
5 Keystone 4" x 1%", V4" x 4", Ye’ x 6", Ye" x 8", 8 xX 12" STANLEY  53J125 
Phillips #1 x 6", #2 x 8", Slotted 36° x 6°, %4" x 8", %6' x 8" Westward 401K88 
Phillips #1 x 3", #2 x 4", #3 x 6", Slotted %16' x 3", 4" x 4", Ye" x 6' Westward 401L77 
Torx® 110 x 4", 115 x 4", 120 x 4", 125 x 4", 127 x 4", 130 x 4" Westward 401L78 
Keystone Slotted “6° x 3", %4" x 4", %46' x 6", Phillips #1 x 3", #2 x 4", #3 x 6", Red Vinyl Pouch Proto 13G269 
Phillips #0 x 3", #1 x 3°, #2 x 1%", #2 x 4", #3 x 6", #4 x 8", Red Vinyl Pouch Proto 13G272 
6 Keystone Slotted “6° x 4", Ya" x 1%", Ya" x 4, 6 xX 6, %' X 8", %' X 12’, Red Vinyl Pouch Proto 136273 
Cabinet 16° x 4", Ya" x 1%", Ya" x 4, Ye" x 6", Ye" x 8", ¥e' x 10", Red Vinyl Pouch Proto 13G274 
Keystone Slotted “6° x 3", As x 6, 2%a" x 8", Phillips #1 X 3", #2x 4", #3 xX6' Westward 238X839 
Keystone Slotted “6° x 4", Ya" x 1%", Ya" x 4", Ye" x 6", Ye" x 8", Ye" Proto O4AK56 
x 10", Red Vinyl Pouch, Tether Attachment Points 
Phillips #0 x 3°, #1 x 3°, 1 Xx TH" #2 X 4", #3 X 6" #4 x 8", Red Vinyl Pouch, Tether Attachment Points —_ Proto 24AK63 
12%" Length Torx Plus® TP8 x ar TP10 x 4, [P19 x8, TP20 x 8", Proto 33TC05 
7 TP25 x 8",12-1/2" Length Torx Plus® TP27 x 8", TP30 x 8" 
Reystone i: xX Ves “sk Si a Xe Fi s% a a x a a x vo x12 STANLEY  53J124 
illips: #0x2-1/2", #1x3", #2x4", #2x8", Slotted: ¥s'x2-1/2’, 
3As'x6'(Cabinet Tip), ¥4"x4", Va"x8" (Cabinet Tip) Westward 4071L79 
N Keystone Slotted “6° x 3", “16 x 4", 416 X 5", 4" x 4", Ye x 6", Phillips #1 x 3", #2 x 4", #3 x 6" Proto 13G267 
c: 8 Keystone Slotted %16' x 3", Y4"x 1%", Ya" x 4, %e' x 6", Phillips #1 x 3", #2. x 1%", #2 x 4" Proto 13G268 
401L78 Cabinet 16" x 6", %4" x 10", Y4" x 12, %4" x 16°, Phillips #1 x 8", Biota 13G270 
#2 x 8", #2 x 12", #2 x 16", Red Vinyl Pouch 
Keystone 4' x 1%", Y4' x 4", Ae x 6, ¥8' x 8", Phillips #2 x 1%", #1 x 3°, #2 x 4", #3 x 6° STANLEY 53J123 
9 Torx® 18x 3%) 110 x3, 115 x34, 120x384, 125x 34, 12/ x4) 130x4) 140x6, 145x6° Proto 13G275 
44 Phillips #0 x 2%", #1 x 3°, #2 x 1%", #2 x 4’, Cabinet “6° x 6", Slotted Ys x 2%", Ye x 4", Ye x 4", Ya" x Westward 401L80 
1 ef 4. a x Py oe i ae in ae on wh x ol a fie fe ayer ee V6" 
eystone 4° x 11%", 8’ x 16 X 4 X 16 X 16 X6,%6e X8, V6 X 8 X 8° 
18 x 10°, Phillips #2 x 114", #0 x 294, #1 x 3, #1 x10", #2 x 4! #2 x 10°, #3 x 6" #4 x 8 STANLEY  93JT27 
Phillips: #0x2-1/2', FA X3", #2x1- ye #2x4" - #2x8", #3x6', “#Ax8", Cabinet: 6 x6" 
26 Y"x8", Slotted: ¥' x2 1/2", vA x4", Ve x4" V4 X1- 1/2", Va'x4", Va x12", %6'x8", ¥e'x1 o Westward 401L81 
Torx: T1 0x4", T15x4", T20x4", T25x4", T30x4", Square Recess: #1 x4" #2x4", 3 in. 
Scratch Awl, 4-in-1 Precision Screwdriver: PHO x $T3/32", PHOO x ST1/8" 
Plastic Handle 
i SS5I3 @ [STANLEY 

Screwdrivers * wesrwarp SS5tS @ 

Tip Shank Item Tip Shank Item Tip Shank Item 
Size Length Brand No. Size Length Brand No. Size Length Brand No. 
Keystone Slotted Slotted #2 1%" Westward  401L88 
Round Shank Square Shank #2 4" Klein Tools 2DEV5 
Ye 2 Westward 401M02 Ye" 8" Westward  401L90 #2 4" Westward  401L84 

No. 2DGY6 Ve 242" Westward  401K89 Ye" 10". Westward 401L96 #2 8" Klein Tools 2DFC8 
Ua 4" Westward 401M03 Cabinet Tip #2 12" Klein Tools = 2DFC7 
Yer 6" Westward 401M04 Round Shank #2 20" Klein Tools 2DFC6 
Ag" 3° Klein Tools §2DHB9 730" 2' Klein Tools 2DEU8 Square Shank 
6" 4" Westward  401L93 Sy 2' Klein Tools 2DEU9 #3 6" Westward 401L85 
Ag" 8 Westward  401L98 Ye 3° Klein Tools 2DGY4 #4 10" Westward 401L86 
Ya 1%" Westward  401L99 Ve 4" Klein Tools 2DEV1 Square Recess 
YA 4" Westward 401L94 Ye 6" Klein Tools 2DEV2 Round Shank 
YA" 6" Westward  401L97 Ye" 8" Klein Tools 2DGY5 #0 4 Westward 401K95 
Square Shank Ye" 4" Klein Tools 2DGY6 #1 4" Westward 401K96 
A" 6" Westward  401L89 V6" 6" KleinTools 2DEV3 #2 4" Westward 401K97 
/6" 8 Westward 401M52 Phillips #3 4" Westward 401K98 
3" 18" KleinTools 2DEV6 Round Shank Pozidriv® 
yy" 10" Westward 401191 #0 2¥2" Klein Tools 2DFC4 Round Shank 
Yn" 12" Westward 401L92 #0 2¥2" Westward 401M01 #2 6" Westward 401K92 
No. 401L88 Cabinet Tip #0 3" STANLEY 437H92 #3 6" Westward 401K93 
Round Shank #1 8 Klein Tools 2DFC5 #4 8" Westward 401K94 
Vie" 6" Westward 401K90 #1 8 Westward 401L87 Round Shank 
#1,#3 5° Klein Tools 2DHB6 #1 4" Westward 401K91 
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Cushion Grip Screwdrivers No. 401M45 No. SMJR3 
Tip Shank Item Tip Shank Item Tip Shank Item Tip Shank Item 
Size Length Brand No. Size Length Brand No. Size Length Brand No. Size Length Brand No. 
Keystone Slotted Cabinet Tip ¥e" 8 Klein Tools 2DFZ1 Phillips, Crank Action Screwdriver 
Round Shank Round Shan Round with Hex Bolster Shank, Non Insulated Round Shank 
Ye" 2 Klein Tools 1YBP4 ¥30" 3 Klein Tools 1YBP5 Ya" 4" Klein Tools 2DFY8 #2 6" Klein Tools 2DGX2 
Hie" 3 STANLEY 6R531 330" 4" Klein Tools 2DFY3 Cabinet Tip, Crank Action Screwdriver Phillips, Wire Bending Screwdriver 
He" 4" Westward 401M05 Ye" 2 Klein Tools 2DFY5 Round Shank Round Shank 
Ya" 4" Westward 401M06 Ye" 4" Klein Tools 2DGV9 Ye" 4" Klein Tools 2DGC2 #2 4" Klein Tools 2DGV7 
Zi 6" Westward 401M31 ¥," 4" Klein Tools 15W151 Ve" 6" Klein Tools 2DGC3 Square 
Ya" 1¥," STANLEY 6R529 Ye" 8" Klein Tools 2DFY6 Ya" 6" Klein Tools 2DGC4 Round Shank 
Round with Hex Bolster Shank we 10" Klein Tools 2DFY4 Cabinet Tip, Wire Bending Screwdriver #0 4" Klein Tools 2RKP3 
Va" 3 Klein Tools 2DFX5 He" 3. Klein Tools 2DGV1 Round Shank #1 4" Klein Tools 2DGB8 
Ya" 4" STANLEY 6R533 He" 4" Klein Tools 2DGV2 Ya" 4" Klein Tools 2DFY2 #1 4" Westward 401M47 
Ya" 4" Klein Tools 2DFX6 Y6" 6" STANLEY 6R547 Phillips #1 84" Klein Tools 3MJR1 
Ae 6" Klein Tools 2DFX7 He" 6" Klein Tools 2DGV3 Round Shank #2 4" Klein Tools 2DGG7 
¥" 8" Klein Tools 2DFX8 He" 6" Westward 401L05 #0 3 Klein Tools 1YBP3 #2 4" Westward 401M48 
¥" 10" Klein Tools 2DFX2 6" 8" Klein Tools 2DFW9 #1 3 Westward 401M45 #2 8" Klein Tools 3MJR3 
¥" 2" Klein Tools 2DFX3 He" 10" Klein Tools 2DGU9 #1 a Klein Tools 4A849 #3 4" Klein Tools 2DGB9 
Square Shank Ya" 4" Klein Tools 5LL57 #1 3 STANLEY 6R487 #3 4" Westward 401M49 
Ya" 4" Klein Tools 4A845 VA" 6" Klein Tools 5LL58 #2 4" Klein Tools 4A848 #3 8" Klein Tools 3MJR5 
Ve 6" Klein Tools 4A846 V4" 6" Westward 401L06 #2 4" STANLEY 6R489 Torx® 
Ae 6" Westward 401M44 Ya" 8" Klein Tools 5LL59 #2 4" Westward 401M46 Round Shan 
¥" 8" Klein Tools 4A847 YA" 10" Klein Tools 2DFY1 #2 ‘a Klein Tools 5LL56 To 4" Klein Tools 2DFH7 
Y," 12" Klein Tools 2RKN8 Ye 14%" Klein Tools 4A844 #2 0? Klein Tools 2DGV6 T20 4" Klein Tools 2DFH8 
Keystone Slotted, Demolition Screwdriver Round Shank, Non Insulated #2 1¥," Klein Tools 2DGV5 T25 4" Klein Tools 2DFH9 
Round Shank He" a Klein Tools 2DFY7 #3 6" Klein Tools 4A850 T2/ 4" Klein Tools 2DFJ1 
Ya" 4" Klein Tools 21HD51 He" 6" Klein Tools 2DGW1 #3 6" STANLEY 6R491 T30 4" Klein Tools 2DFJ2 
Ve" 7' Klein Tools 21HD52 6" 8 Klein Tools 2DFZ3 Square Shank 
"6 6" Klein Tools 2DFY9 #3 6" Westward 401M22 





¥ No. 13G966 No. 13G288 No. 53JR99 
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Ergonomic Grip 





Screwdrivers No. 401M20 No. 401K99 No. 53JT18 
Tip Shank Overall Item Tip Shank Overall Item Tip Shank Overall Item Tip Shank Overall Item 
Size Length Length Brand No. Size Length Length Brand No. Size Length Length Brand No. Size Length Length Brand No. 
Keystone Slotted Ve" 3 12%" Westward 401M33 #3 6" 10%" Proto  13H002 Phillips 

Round Shank 3" iz: 16%" Westward 401L04 Cabinet Tip Round Shank 
Y' 2 5%" Westward 401M24 Keystone Slotted, Fluted Handle Round Shank #0 2" o%s Proto 13G986 
Y," a 6%2" Westward 401M42 Round Shank Ve 2" o%s Proto 13G281 #0 2V" 9%" Westward 401M18 
Y, 4" 7%2" Westward 401M25 ¥," 2" 4%" STANLEY 53JR95 Ve a 6%s Proto 13G282 #0 or 6%2" Westward 401M43 
6" 4" 8c’ Westward 401M26 Ya" 1%" —3'%e" STANLEY 53JT07 Ve 4" 7%6 ~—~Proto ~  13G283 #0 a 6%s Proto 13G987 
Ye" 6" 10%6' Westward 401M27 Ya" 4" 8%6 STANLEY 53JT08 Ve 6" 9%6 Proto 13G284 #1 = 6%s Proto 13G988 
6" 8" 12%6' Westward 401M28 YA" 4" 8%6 STANLEY 53JR99 Ve 3 11%6" Proto 13G285 #1 3 7Vie' Westward 401M19 
YA" 1%" 39/4" Proto 13G966 YA" 6" 10%" STANLEY 53JT01 He" 2 6%s Proto 13G286 #1 3. 7¥4" Proto 13G989 
Zi 1%" ~~ 4%e' Westward 401M29 Ae 6" 11" STANLEY 53JT02 He" a 7 YA Proto 13G287 #1 3 12%" Proto  13G991 
Zi 1%" 6%" STANLEY 53J1T28 ~e" 6" 11%" STANLEY 53JT09 He" 4" 8" Proto  13G289 #2 1%" 3" Proto  13G992 
Ya" 4" 8%" STANLEY 4NY34 Ae g" 13" STANLEY 53JT03 He" ay gy," Proto 13G291 #2 1%" 46" Westward 401M20 
Zs 4" by" Proto 13G967 3" 3 13%" STANLEY 53JT06 Ye" 6" 10%6" Westward 401L01 #2 4" By" Proto 13G994 
YA" 4" 81742" Westward 401M30 ¥e" oi 136 STANLEY 53JT10 Ye" 6" 10%" Proto  13G292 #2 4" 81742" Westward 401K99 
YA" 6" 10%" Proto 136970 3" 10" 15%" STANLEY 53J111 He" 3 12%" Proto 136293 #2 4" 11%6' STANLEY 53JT29 
Ya 8" 12142" Westward 401L03 3" 10" 15%" STANLEY 53JT04 Ye" 12 16%" Proto  13G295 #2 8" 12%" Proto  13G996 
Zs 12" 161742" Westward 401M32 3" 12" 17%6" STANLEY 53JT05 Ya 3" 121742" Westward 401L02 #2 8 12'%2" Westward 401M21 
Ve" 4" 89/4" Proto 13G975 Square Shank Ya 10" 14%" Proto 13G971 #2 12" 16%" Proto  13G997 
Ae" 6" 10%" Proto  13G976 3" 12" 17%6" STANLEY 53JT12 YQ" 12" 16%" Proto  13G972 #2 16" 20%" Proto 13G998 
Ve" 6" 13%6 STANLEY 53JT30 Keystone Phillips Demolition Screwdriver Ya" 16" 20%" Proto 13G973 #2 24" 28%" Proto 13G999 
Ve" 8" 12%" Proto 13G979 Square Shank Cabinet, Fluted Handle #3 6" 10%" Proto 13H001 
3" ch 13" Proto 13G980 #1 o 7¥3" Westward 401M14 Round Shank #4 3 13° Proto 13H003 
3" 1° 1 Proto 13G983 Keystone Slotted Demolition Screwdriver Ve 4" 6%" STANLEY 53J113 Square Shank 

3" 12° 16'%6" Proto 13G984 Slotted Ye" 6" 81%" STANLEY 53J114 #3 6" 10%" Westward 401M50 
Round with Hex Bolster Shank Ve" 6" 10°12" Westward 401M10 Ye" 6" 9%" STANLEY 53J1T15 #4 3" 12%" Westward 401M23 
6" a 7¥4 Proto 13G288 Ve" oi 12°32" Westward 401M11 He" oi 11" STANLEY 53JT16 Phillips, Fluted Handle 

Ae" 6" 10%" Proto 13G977 Bolster Ve" 12" 15%" STANLEY 53J117 Round Shank 

¥e" 3" ea Proto 13G981 Round Shank #1 a 6%" STANLEY 53J118 

Square Shank #1 ed 7 ¥4 Proto 13G990 #2 1%" 3%" STANLEY 53JT22 
V6" 6" 10%" Westward 401L95 #2 4" by" Proto 13G995 
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Screwdrivers Details on page Al. 
\ | CONTINUED | * 
Ergonomic Grip Screwdrivers ‘STANLEY YT 
Tip Shank Overall Item Tip Shank Overall Item Tip Shank Overall Item Tip Shank Overall Item 
Size Length Length Brand No. Size Length Length Brand No. Size Length Length Brand No. Size Length Length Brand No. 
#2 4" 8%" STANLEY 53J119 Robertson Square Recess 127 4" 81742" Westward 401M40 T40 6" 10%" Proto  13H011 
#2 10" 14%" STANLEY 53JT21 Round Shank T30 4" 81742" Westward 401M41 T8 34" La. Proto 13H004 
#3 6" 114%" STANLEY 53JT20 #1 o gy" Proto 13H032 Round Shank Tamper Resistant Torx® 
Square Torx® T10 oe 1%. Proto 13H005 Round Shank 
Round Shank Round Shank 115 34" 7¥2" Proto 13H006 TR10 3" 12%" Proto  33TC07 
#0 D 9%6 Proto 53JT35 T10 4" 86° Westward 401M36 T20 34" 7¥2" Proto 13H007 TR15 oo 12%" Proto 33TC08 
#1 4" 8%6' Westward 401M34 T15 4" 846° Westward 401M37 T25 34" 7¥2" Proto 13H008 TR20 3" 12%" Proto  33TC09 
#2 4" 8172" Westward 401M35 T20 4" 86° Westward 401M38 127 4" BY," Proto 13H009 TR25 3" 12%" Proto  33TC10 
125 4" 846 Westward 401M39 T30 4" 842" Proto 13H010 TR27 8" 12%" Proto 331C11 
TR30 oo 12%" Proto 33TC12 
it it it wv. ® 
Demolition Screwdrivers 
Tip Item Tip Item 
Size Shank Length No. Size Shank Length No. 
Ergonomic with Non-Slip Surface Ya" 6" 401M09 
Phillips 3g" 8" 401M12 
#2 4" 401M15 ¥e" 10" 401M13 
#2 6" 401M16 Keystone Slotted Demolition Screwdriver 
No. 401M15 #3 6" 401M17 Slotted 
Slotted Ve" 6" 401M10 
Ve" 3 401M07 bAce o 401M11 
Ya" 4" 401M08 





No See 








f_) ee = 2 2GXG3 
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No. 
No. 3ZH32 6TFG1 
No. of Mfr. Item 
Pieces Description Includes Brand Model No. 
Offset Screwdrivers 
Ratcheting Offset Y% & ¥" Slotted General 807 3ZH32 
1 Ratcheting Offset #1 & #2 Phillips General 807X 3ZH37 
Ratcheting Offset Ya" Slotted & #2 Phillips General 807SX 3ZH36 
2 Offset Keystone Slotted/Phillips PH1 x ST3/16", PH2 x ST1/4" Westward 401L07 401L07 
a Ratcheting Offset Set Slotted 14", ¥", Phillips #1, #2, Ratchet Handle General 8075 3ZH33 
; ; Slotted 4", 16", Phillips #1, #2, Torx® T15, T20, Hex %'", %42", Square #1, #2, Sockets 2", 4", %2", 
19 Ratcheting Offset Screwdriver Set He", 1/40" ¥4", Ratchet Handle, 334" Extension Shaft, /4" Square Drive Adapter, Zippered Case General 80078 6TFG1 


Saw and Screwdriver Set 
6 x 24" TPI Metal/PVC, 6 x 10" TPI Wood and 6 x 6" TPI Drywall/Sheetrock Reciprocating 
14 Utility Saw and Multi-Bit Screwdriver Blades, Slotted %6, %4", Phillips #1,#2, Torx® 115, T20, Square Recessed #1, 4" Drive General 86014 1JGL7 
Adapter Insert Bits, 4" Magnetic Bit Holder with 4" Hex Shank and Nylon Hol 


Pocket Screwdrivers 

3 4-in-1 Pocket Multi-Bit Screwdriver — STANLEY 66-344 2GXG3 
Screw-Holding Screwdriver Sets 

3 Slotted Set Keystone Slotted 6" x 3", %4" x 4", 6" x 6", Vinyl Pouch Klein Tools SK234 2DHC7 


Ht 
) _ Beta we 
ae =—- Multicomponent Stainless 


| Steel Screwdriver Sets 


= Keystone Slotted/Phillips 


No. 3EJU5—kraftform®-shaped plastic handles provide 3 options: fast turn, 
torque transfer, and precision, for reduced fastening times. Features corrosion- 
resistant INOX stainless steel blades with a rough, lasertip surface for improved 
grip. Includes 4%" x 34%", Y2" x 4", 42" x 5", Ya" X 6", Phillips #1 x 34", #2 x 
4", and storage rack. 

No. 36HV47—Ergonomically designed handle helps improve grip and comfort. 
Has tip-ID that identifies the screwdriver type and its tip style indicated on top of 
the handle. Corrosion-resistant. Includes ¥g" x 2", 4g" x 2'%6", Ae" X 3'%e", (2) 
Va" X 5'1%6", Phillips #0 X 2%", #1 X 3g", #2 X 3'%e". 





Tip Item 
No. 36HV47 No. of Pi Si Brand No. 
Secale . ge A iin, hin, ein, Fain Wer 3EJUS 
8 #0, #1, #2, Vain, %in, Ve in Beta 36HV47 
800 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 
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Multibit Screwdrivers 
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No. 5PA34 
Driver Type Ratcheting Sizes Incl. Brand No. 
Automotive 
15-in-1 No Phillips #1 x #2, Torx® 110 x 115, 120 x 125, T27 x 130, T9 x 140, Valve Stem x #5.5 Slotted Megapro 3oHV08 
Elevator Service and Repair 
15-in-1 No Phillips #0 x #3, #1 x #2, Slotted #4 x #6, Spanner #6 x #8, #10 x #12, Torx® 110 x 115, 120 x 125 Megapro 4KTG2 
General Purpose 
No Phillips #2, Slotted 16 Klein tools 15W152 
2-in-1 No PH2 x %" Slotted Westward 401L11 
No PH2 x %' Slotted Westward 401L09 
No Phillips #00 x #0, Slotted: 1.5mm x 2.0mm Megapro 35HV09 
4-in-1 No PH1 x %e: Slotted, PH2 x %2" Slotted Klein tools 3MHY7 
No Phillips #1, #2, Slotted %2", 446" Proto 4LV31 
Yes Phillips #1, #2, Slotted %2", 416" Proto 4LV34 
No PH1 x %e' Slotted, PH2 x %2" Slotted Klein tools 5LL45 
5-in-1 Yes Phillips #1, (2) #2, Slotted Ys", Ve", 4" Stanley 5AHC5 
No PH1 x 4R-5T Slotted, PH2 x 6R-8T Slotted Proto 45JU24 
No PH1 x %e' Slotted, PH2 x %" Slotted Klein tools 15W143 
No PH2 x %" Slotted, $1 x S2 Robertson Square Recess Klein tools 15W144 
No PH1 x %e' Slotted, PH2 x %" Slotted Klein tools 15W145 
Yes Phillips #1, #2, Robertson Square Recess #1, #2, Slotted 1.0, 1.2mm Wera 14U854 
6-in-1 No Phillips #2, (2) Robertson Square Recess #1, #2, Slotted “16° Klein tools 23NN/1 
No PH1 x %e' Slotted, PH x 1%" Slotted Stanley 1UK65 
No Phillips #1, #2, #3, Slotted 16", “2", 4" Wera 3EKC2 
No PH1 x %e' Slotted, PH2 x %2" Slotted, Hex %" x Hex %e' Westward 401L10 
No PH1 x $13/16", PH2 x ST9/32", Nut Driver: Hex 4" x Hex 6° Westward 401L12 
7-in-1 No Phillips #1, #2, #2, Slotted 16", 2", 4" Wera 3EJZ3 
8-in-1 No Ya" Nut Driver, Phillips #1 x #2, SL-1/4" x 4", SL-3/16" x 6", Square Bit 1" x 2", TORX® Bit 1° Milwaukee 494M 74 
Yes Ya" Nut Driver, Phillips #1 x #2, SL-1/4" x 4", SL-3/16" x 6", Square Bit 1" x 2", TORX® Bit 1° 115 Milwaukee 494M75 
No PH1 x S13/16", PH2 x $11/4", Square Recess: #1 x #2, Nut Driver: Hex 1%", Hex %e' x Hex 3" Westward 401L13 
No Ya" Nut Driver, Loop Maker, Hex 1.5mm x 2mm x 2.5mm x 3mm x 4mm x 5mm x 6mm Milwaukee 494M80 
Yes Ya" Nut Driver, Phillips #1 x #2, SL-1/4" x 4", SL-3/16" x 6", Square Bit 1" x 2" x 3" Milwaukee 494M81 
9-in-1 No Ya" Nut Driver, Phillips #1 x #2, TORX® Bit 1° T8 x 110 x 115 x [20 x 125 x 127 x T30 Milwaukee 494M82 
No Ya" Nut Driver, Phillips #1 x #2, SL-1/4", SL-3/16", Square Bit 2", ECX #1 x #2 Milwaukee 494M76 
No Ya" Nut Driver, Phillips #1 x #2, SL-1/4" x 4", SL-3/16" x 6", Square Bit 2", ECX #1 x #2 Milwaukee 494M77 
No Ya" Nut Driver, Phillips #1, Hex 1.5mm x 2mm x 2.5mm x 3mm x 4mm x 5mm x 6mm, TORX® Bit 1"x T8 x 110 x 115 x 120 x 125 x 127 Milwaukee 494M78 
No Ya" Nut Driver, Hex %4" x Ys" x %a" x 2" X Vie" Xx Aa" x V4" Milwaukee 494M79 
No PH1 x %e' Slotted, PH2 x %" Slotted, $1 x S2 Robertson Square Recess, Torx® 110 x 115 Klein tools 5LL46 
Yes Phillips #1, #2, Pozidriv® #1, #2, Robertson Square Recess #1, #2, Slotted 4", %6', Torx® 115, 130 Stanley 6XW12 
No Hex ¥%", PH1 x “6° Slotted, PH2 x 4" Slotted, S1 x S2 Robertson Square Recess Klein tools 15W141 
Yes Hex ¥%", PH1 x “6° Slotted, PH2 x 4" Slotted, $1 x S2 Robertson Square Recess Klein tools 15W142 
40-in-1 No PH1 x 4R-5T Slotted, PH1 x 6R-8T Slotted, Robertson Square Recess $1 x 82, Torx® T10 x 120 Proto 45JU25 
No Hex 0.9mm x 1.3mm, 1.5mm x 2.0mm, 2.5mm x 3.0mm, 4.0mm x 5.0mm Klein tools 15W150 
No Hex “Ys x %4", ¥2" x Ya", Ya" x Yea", 2" x Ve" Klein tools 15W149 
No Tamper Resistant Torx(R) TR7 x TR8, TRO x TR10, TR15 x TR20, TR25 x TR27 Klein tools 15W148 
No Torx® 16 x 17, 18 x 110, 115 x 120, 125 x 127 Klein tools 15W147 
No PH1 x %e' Slotted, PH2 x %" Slotted, $1 x S2 Robertson Square Recess, Torx® 110 x 115 Klein tools 15W146 
No PH1 x %e' Slotted, PH2 x %" Slotted, $1 x S2 Robertson Square Recess, Torx® 110 x 115 Klein tools 2RKT1 
No PH1 x %e' Slotted, PH2 x %" Slotted, $1 x S2 Robertson Square Recess Klein tools 23NN72 
44-in-1 No PH1 x 4R-5T Slotted, PH1 x 6R-8T Slotted, Robertson Square Recess S1 x $2, Torx® 110 x 120 Proto 45JU26 
Yes Phillips #1, #2, Slotted 92", %6', Nutsetters 16°, 4", %2", 46", V2", “Ae Proto 4LV35 
No Phillips #1, #2, Slotted “16°, 4", Square #1, #2, ECX #1, #2, Nut Driver, 4", “%e', 4", Loop Maker Milwaukee 406R65 
No Phillips #1, #2, Slotted 16, 4", Square #1, #2, Torx® 110s, 115s, Nut Driver, ¥", %46', 4", Loop Maker Milwaukee 406R66 
12-In-1 Yes Phillips #1, #2, #3, Slotted 16", %4", %6', Robertson Square Recess #1 #2, #3, Torx® 110, 115, 120 Stanley 31XR28 
Yes Phillips #1 x #2, #0 x #3, Robertson Square Recess #1 x #2, Slotted #4 x #6, Torx® 110 x 115, 120 x 125 Megapro 4KTF9 
13-in-1 No Phillips #1 x #2, #3 x #0, Robertson Square Recess #1 x #2, Slotted #4 x #6, Torx® 110 x 115, 120 x 125 Megapro 35HV05 
Yes Phillips #1 x #2, #0 x #3, Robertson Square Recess #1 x #2, Slotted #4 x #6, Torx® 110 x 115, 120 x 125 Megapro 35HV06 
No Phillips #1 x #2, #0 x #3, Robertson Square Recess #1 x #2, #0 x #3, Slotted #4 x #6, Torx® 110 x 115, 120 x 125 Megapro 5PA35 
No Phillips #1 x #2, #0 x #3, Robertson Square Recess #1 x #2, #0 x #3, Slotted #4 x #6, Torx® T10 x T15, T20 x 125 Megapro 5PA32 
No Hex ¥32" x 4a", Ya" x Ya", %32" x Ve’, 2" x Ya", 2.0mm x 3.0mm, 4.0mm x 5.0mm, 5.5mm x 6.0mm Megapro 1PMA8 
{5-in-1 No Phillips #1 x #2, #0 x #3, Robertson Square Recess #1 x #2, #0 x #3, Slotted #4 x #6, Torx® 110 x 115, 120 x 125 Megapro 2FRU2 
No Phillips #0 x #1, #2 x #3, Robertson Square Recess #0 x #1, #2 x #3, Slotted #4 x #6, Torx® 110 x 115, 120 x 125 Megapro 35HV04 
No Hex Ye" x Ya", Ye" x He’, Phillips #1 x #2, #0 x #3, Slotted #4 x #6, Torx® 110 x 115, 120 x 125 Megapro 22X128 
Yes Phillips #1 x #2, #0 x #3, Robertson Square Recess #1 x #2, #0 x #3, Slotted #4 x #6, Torx® 110 x 115, 120 x 125 Megapro 2MRT4 
No Phillips #1 x #2, #0 x #3, Robertson Square Recess #1 x #2, #0 x #3, Slotted #4 and #6, Torx® 110 x 115, 120 x 125 Megapro 2MRT7/ 
Yes Hex-Plus %32", ¥", ¥42", “6', Phillips #1, #2, #3, Robertson Square Recess #1, #2, #3, Slotted Wera 14U856 
1.0mm, Tamper Resistant Torx(R) TR10, TR15, TR20, TR25, TR30 
16-in-1 No Hex-Plus 3.0, 4.0, 5.0, 6.0mm, Phillips #1, #2, #3, Pozidriv(R) #1, #2, #3, Slotted 5.5mm, Tamper Resistant Torx(R) TR10, TR15, TR20, TR25, TR30 Wera 3EKC3 
No Hex-Plus 3.0, 4.0, 5.0, 6.0mm, Phillips #1, #2, #3, Pozidriv(R) #1, #2, #3, Slotted 5.5mm, Tamper Resistant Torx(R) TR10, TR15, TR20, TR25, TR30 Wera 3EJZ1 
No Hex-Plus 432", ¥", %2", Ye", Phillips #1, #2, #3, Robertson Square Recess #1, #2, #3, Slotted Wera 3EJZ2 
%e', Tamper Resistant Torx(R) TR10, TR15, TR20, TR25, TR30 
20-in-1 Yes Nutdrivers “e', '¥42", Ye", 16", ¥32", V4", Phillips #1, #2, #3, Slotted 316°, ¥2", %", Robertson Square Recess #1, #2, #3, Torx® 16, 18, 110, 115, 120 Stanley 38WF38 
96-in-1 No Clutch Ys", %32", Phillips #0, #1, #2, #3, Robertson Square Recess #0, #1, #2, #3, Slotted 2", %2", 22", Proto 1FR28 
Yo", Yo", Socket Heads %4", 332", Ya", Y32", Ae", Torx® 110, 115, 120, 125, T30, T40 
30-in-1 No Tamper Proof Hex 2.0, 2.5, 3.0, 4.0, 5.0, 6.0mm, Robertson Square Recess #0, #1, #2, #3, Spanner #4, #6, #8, #10, Tamper Wera 3EKC6 
Resistant Torx(R) TR7, TR8, TR9, TR10, TR15, TR20, TR25, TR30, TR40, Torg-Set 6.0, 8.0, 10.0mm, 1%", Tri-Wing #1, #2, #3 
No Hex 2.0, 2.5, 3.0, 4.0, 5.0, 6.0mm, Phillips #1, #2, #3, Pozidriv(R) #1, #2, #3, Slotted 6.5mm, Spanner #4, #6, #8, #10, Tamper Wera 3EKC5 
Resistant Torx(R) TR8, TR10, TR15, TR20, TR25, TR27, TR30, TR40, Torg-Set 6, 8, 10mm, Tri-Wing #1, #2, #3, #4 
32-in-1 Yes Slotted: #3-4, E5-6, #6-8, #8-10, #10-12, #12-14, Clutch: %2", 46", Torx®: T6, T7, T8, 110, 115, T20, 125, Westward 401K72 
Hex: Ye", %a", Ye", Yea", Yea", Ye", Ve’, Phillips: #0, #1, #2 x 3, #3 , Square Recess: #1, #2, #3 
No — Klein tools 3MJA8 
HVAC 
14-in-1 No Phillips #0 x #3, #1 x #2, Phillips DoubleLok #2, Slotted #3 x #5, #4 x #6, Valve Stem x #9.5 Slotted Megapro 4KTG1 
Outdoors and Marine 
14-in-1 No Phillips #1 x #2, #0 x #3, Robertson Square Recess #1 x #2, Slotted #4 x #6, Torx® 110 x 115, 120 x 125 Megapro 22X129 
15-in-1 No Phillips #1 x #2, #0 x #3, Robertson Square Recess #1 x #2, #0 x #3, Slotted #4 x #6, Torx® 110 x 115, T20 x 125 Megapro 5PA33 
Security Fasteners 
13-in-1 Yes Tamper Proof Hex Ys" x %4", Spanner #6 x #8, #10 x #12, Tamper Resistant Torx(R) TR10 x TR15, TR20 x TR25, TR27 x TR30 Megapro 22XT27 
No Torq-Set: 154 x TS6, 1S8 x T1810, Torx(R) Plus TP10 x TP15, TP20 x TP25, TP27 x TP30, Tri-Wing TW2 x TW3, TW4 x TWo Megapro 2MRR8 
No Tamper Proof Hex ¥" x %4", %2" x “e', Spanner #6 x #8, #10 x #12, Tamper Resistant Torx® TR10 x TR15, TR20 x TR25, TR27 x TR30 Megapro 5PA34 
15-in-1 No Hex Ye" x Yea", 32" X Vie’, Phillips #1 x #2, #0 x #3, Robertson Square Recess #1 x #2, #0 x #3, Slotted #4 x #6, Spanner #6 x Meaapro oMRT5 
#8, #10 x #12, Torx(R) 110 x 115, T20 x T25, Tamper Resistant Torx(R) TR10 x TR15, TR20 x TR25, TR27 x TR30 gap 
No Hex Ye" x Ya", %2" xX Ae’, Spanner #6 x #8, #10 x #12, Torx(R)-Set 154 x TS6, 1$8 x 1$10, Torx(R) Plus TP10 x TP15, TP20 x TP25, idedanre oMRTG6 
TP27 x TP30, Tamper Resistant Torx(R) TR10 x TR15, TR20 x TR25, TR27 x TR30, Tri-Wing TW2 x TW3, TW4 x TW5 gap 
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HAND TOOLS Scan. Order. Done. 
Screwdriver Bit Sets & Awls Details on page A1. 











No. 
440A44 


No. 5HYL4 











No. 5HYL3 &F werLLiee Tadd g Y = 
3.t- Wa A 
Screwdriver Bit Sets ee no.aconae— WIN TRWIN. 
No. of Mfr. Item 
Pieces Description Includes Brand Model No. 
Bit Sets 
Stubby Ball Hex Bit Set Stubby Cushion Grip Driver, Hex %, %64, %2, 416, 2, 4" Wiha Tools 38056 5HYL4 
Stubby Combination Bit Set Stubby Cushion Grip Driver, Slotted 4.5, 6.0mm, Phillips #1, #2, Square #1, #2 Wiha Tools 38048  5HYL8 
6 Stubby Combination Bit Set Stubby Cushion Grip Driver, Slotted 4.5, 6.5mm, Phillips #1, #2, #1, Pozi #2 Wiha Tools 38043 5HYL5 
Stubby Torx Bit Set Stubby Cushion Grip Driver, Security Torx 18S, 1108, 1158, 1208, 1255, 1308 Wiha Tools 3804/7 —_ 5HYL/ 
Stubby Torx Bit Set Stubby Cushion Grip Driver, Torx 18, 110, 115, 120, 125, 130 Wiha Tools 38045 _5HYL6 
9 Ball End Hex Bit Set ¥32, (64, Va, Yea, 32, V6, 42, Y4' Bits, Storage Rail Holder Wiha Tools 71798 5HYL2 
10 Y4" Drive Ball End Hex Bit Set 332, Yea, Va, Yea, Y2, Vis, 32, Y4', Y4' Bits, Magnetic Bit Holder, Molded Storage Box Wiha Tools 79276 _SHYL3 
Insert Bit Set T10, T15, (2) 120, (2) 125,127, 130. T40 IRWIN 1899926 30IF39 
11 __ Torx Bit Set Ye: Socket, 4" x ¥8' Drive, Torx Bits T10, 115, T20, LEY 127, T30 x V4" Drive, 140, 145, 150 x %e' Drive Wiha Tools 72590 53DU42 
Handle, Bit Holder, Metal Storage Box, Bits, PoziDriv (1 FA, ({) #2, (1) #3, Square (1) A, (2) #2, (1) #8, 
34 — Impact Driver Bit Set Phillips (2) #1, (2) #2, (2) #3, Hex Metrix (1) 3.0mm, (1) 4.0mm, (1) 5.0mm, (1) 6.0mm, Hex Inch (1) a Wiha Tools 76899 440A44 
1) %a", URE ww Bi (i) eee TEC or ee Gee eet (2 1. (2) 130. (1) T40 
; 4’ Reversible Bit Ratchet, nsert Bits, Torx, 4" Hex, 4" Square Socket Adapter, ; 
35 Bit Set " Magnetic Bit Holder Extension In Compact Metal Box Wiha Tools 74996 S8DU43 
Handle, 4" Magnetic Bit Holder, “4° Bit Holding Socket Adapter, Torx, [8s, 110s, 115s, 120s, 125s, 127s, T30s, 140s, 
Security Tri-Wing #1, #2, #3, #4, Torque #6, #8, #10, Spanner #4, #6, #8, #10, Hex 64, Vp, 4, Ye, Ya, Y52", Slotted Sizes 6.5, Wiha Tools 71990 5LX17 
39 8.0mm, Phillips #1, #2, Pozi-Driv(R) #0, #1, #2, #3, Square #1, #2, #3, 5" X 3%" X 15%" Molded Storage Box 
Y4" Reversible Bit Ratchet, /" Magnetic Bit Holder, 4° Drive Bit Holding Socket, Compact Storage Box, (36) Insert Bits: Security 
Security Bit Set Hex: Y64", 332", %a", Ya", Yea", 42", Security Torx: T8S, T10S, T15S, T20S, T25S, T27S, T30S, T40S, Spanner: #4, #6, #8, #10, Tri- WihaTools 71988  440A41 


Wing #1, #2, #3, #4, Torq-Set, #6, #8, #10, Square: #1, #2, #3, Pozidrive: #0, #1, #2, #3, Phillips #1, #2, Slotted: 6.5mm, 8.0mm 
ESD Safe Precision Handle, Micro Bit Extension, 4mm to 4" Adapter, Micro Bit, Slotted (1) 0.8mm, (1) 1.2mm, (1) 1.5mm, (1) 
anne ); gor (1) om ( ome) an (1) es (1) Ae ay ( ) #0, ia ; Hex nh (" ) Hae 
46", 64" 30" 64" 8", 64", 30", Hex Metric ./mm, 9mm, omm, mm, mm, yy); 
65 ESD Ratchet Bit Set (1) 2.5mm, (1) 3.0mm, (1) 4.0mm, Torx (1) T3, (1) 74, (1) TS, (4) T6, (4) TZ, (1) T8, (1) T9, (1) T10, (1) T15, (1) 720, Nut | Wiha Tools 75965 440442 
Driver Inch (1) 94", (1) %42", Za", (1) Ye", (1) 964", (1) %0", (1) eo", (1) %e", Nut Driver Metric (1) 2.0mm, (1) 2.5mm, (1) 3.0mm, 
(1) 3.5mm, (1) 4.0mm, (H 4.5mm, (1) 5.0mm, (1) 5.5mm, Pentalobe (1) PL1, {t) PL2, (1) PL3, (1) PL4, (1) PLS, (1) PL6 
Travel Case, ESD Safe Precision Handle, Micro Bit Magnetic Storage Handle, (4) Extension, 4mm to 4" Adapter, Slotted 
(1) 0.8mm, (1) 1.2mm, (1) 1.5mm, (1) 1.8mm, (1) 2.0mm, (1) 2.5mm, (1) 3.0mm, (1) 3.5mm, (1) 4.0mm, Phillips (1) 
#000, (1) #00, (1) #0, (1) #1, (1) #2, Hex Inch (1) 3a", (1) Ys", (1) 964", (1) 2 (1) Yea", (1) Vo", (1) Yea" (1) 962 Hex 
68 ESD Ratchet Bit Set Metric (1) 0.7mm, (1) 0.9mm, (1) 1.35mm, (1) 1.5mm, (1) 2.0mm, (1) 2.5mm, (1) 3.0mm, (1) 4.0mm, (1 } Tore (1) Wiha Tools 75971 440A43 
T1, (1) T2, (1) 3, (1) T4, (1) T5, (1) T6, (1) T7, (1) T8, (1) T9, (1) T10, (1) T15, (1) T20, Nut Setter Inch (1) 64", (1) 
2", (1) Vos", (1) Va", (1) 964", (1) Ye", (1) 540", (1) 52", Nut Setter Metric (1) 2.0mm, (1) 2.5mm, (1 ) 3.0mm, (1) 3.5mm, 
(1) 4.0mm, (1) 4.5mm, (1) 5.0mm, (1) 5.5mm, Pentalobe (1) PL1, (1) PL2, (1) PL3, (1) PL4, (1) PLS, (1) PL 


15-80 In./oz., 5-10, 10-50 in /Ilbs., Torx 15, 16, T7, 18, 19, 110, 115, 120, 125, 130, 1.5, 2, 2.5, 3, 4, 5, 6mm, 0.050, 


Adjustable Torque Control Sets 


59 ~— ‘Torque Control Set Vie, Y4, ¥32, Yea, V8, Yo4, 2, Vie, 32, V4" Hex, #1, #2, #3 Square, #1, #2 Pozi, #0, #1, #2 Phillips, Ys, “2, 4" Slotted, 4, Wiha Tools 28589  5HYL9 
4.5, 5, 5.5, 6, 7, 8mm, %2, 6, 2, V4, Ye, 46, ¥" Sockets, Hex/Square Adapter, Bit Holder, Torque Setting Tool 
Accessory 
Magnetizer/Demagnetizer, Shatter-resistant ABS Enclosure Wiha Tools 40010 —_5LX13 
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No. 4R113 No. 4A853 a 
° KLEIN @° WESTWARD ‘STANLEY. 
Screw Starters aE TOOLS | Awis and © GREENLEE. KLEIN. @@ 
Start or remove standard or Phillips screws—especially those too small to hold Tapping Tool TOOLS © 
by hand—from hard-to-reach areas. Knurled aluminum handle with pocket clip. aan. Averill 
ank Overa 
Mfr. Item Length Length Mfr. Item 
Description Brand Model No. Description (in.) —(in.) Handle Color Brand Model No. 
2¥%8' Screw starter Proto J9851 4R110 Scratch Awls 
24° Screw Starter Proto J9882 4R114 Serateh Al a a2 Blueand Red Westward 401L08  401L08 
o¥8' screw Starter Proto J9853 4R111 398 6%6 Red STANLEY _ 69-122 6R592 
5%" Screw Starter Proto J9884 4R115 Steel Scratch Awl _— fi Black Klein Tools —_ 66385 2DGC1 
6%" Double End Screw Starter Proto J9866 4R113 Scratch Awl, Cushion 3% 1‘ Green/Black Greenlee 9753-12C 5KPG5 
9" Screw Starter Klein Tools K19 2DHB/ Grip Screwdriver 3% 7’ Yellow And Black Klein Tools 650 4A8951 
9°" Screw Starter Proto J9855 4R112 Tapping Tool 


99/4" Screw Starter Proto J9886 4R116 6 In 1 Tapping Tool = 1% — Klein Tools 627-20 4A853 





No. 4YT13 
a a a a wv. ® 
Electronics Precision Tool Kit 
No. of Item 
Pieces Pliers Incl. Screwdrivers Incl. No. 
13 Long Nose, Diagonal Cutting, End Slotted 1.5mm, 1.8mm, 2.0m 4YT13 
Nose, Bent Nose, Needle Nose 2.9mm, 3.0mm, Phillips #000, #00 #0 
802 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
TUTE 





GRAINGER CHOICE° HAND TOOLS 
Find the wy. Find Solutions. Find Great Prices. Precision Screwdrivers 





Grea 








hae —- 
— : No. 30D392 
pze__Length Handle Design _Tip Style _, W0..— Feature a proportional handle to blade size for optimum torque. Handle is made of high-quality, cadmium- 
2.0mm 1%" Tr Slotted oLW50 free plastic and is molded on for a permanent bond to blade. Tapered, faceted shape allows rapid rotation. 
2.5mm 2. Ergonomic with Slotted 5LW51 : . : : . . : 
50mm 5r— Rotating Cap —giotted —— SL~W52 Fingertip rotation cap for precise turning and control. Chrome-vanadium-molybdenum tool steel blade with 
3.5mm 298 Slotted 5LW53 vapor chrome finish is through hardened for wear resistance. Exact-fit machined tips. 
| 
WEsTwARD Cowrrte Wiha® Crh a Le 
Precision Screwdriver Sets {/// ™ Wepre 
Perform intricate work on smaller devices without | ff J af il}, 
the bulky handles of standard screwdrivers. All of Sy ES ! 
the essential sizes and types are combined into ae 
convenient assortments to add to your tool box. | No. 30D486 
These screwdrivers feature rotating caps for finger- 
tip control and chrome blades with black oxide tips. No. 401L47 No. 2MPL2 
No. of Item No. of Item 
Pieces Includes Brand No. Pieces Includes Brand No. 
Multicomponent Keystone Slotted/Phillips 
Hex/Phillips/Slotted Slotted 2.5mm, 3.0mm, 4.0mm, Phillips #0, 
Slotted: Ae'x2-1/2", 0.07°x2-1/2", 64"x2-1/2", Vea'x2-1/2", 5 #1, Slotted 2.5 x 150mm, 3.0 x 150mm, 4.0 x Wiha 2MPK5 
12. ¥%'x2-1/2", Phillips: PHOOOx2-1/2", PHOOx2-1/2", PHOx2- Westward 401L47 150mm, Phillips #0 x 150mm, #1 x 150mm 
1/2", Hex: Y64"x2-1/2", 342"x2-1/2", Yea"x2-1/2", Ve'x2-1/2" Slotted: 1.5 x 40mm, 2.0 x 50mm, 2.5 x 50mm, 3.0 x Wiha 5LW63 
Keystone Slotted/Phillips 7 60mm, Phillips: #00 x 40mm, #0 x 50mm, #1 x 60mm 
Slotted ie" x 192", Yea" x 25", Va" x 2%", Ve" x 3", Long Slotted 2.5, 3.0, 4.0, Extra-Long 3.0, 
’ Phillips 400 x 154", #0 x 234". Plastic Storage Case Witte 10K134 4.0, Short Slotted 2.5, Phillips #0 Wiha _SLW55 
Plastic Slotted 1.0 x 40mm, 2.0 x 50mm, 3.0 x 60mm, 
Hex 4.0 x 60mm, Phillips #000 x 40mm, #00 x 40mm, Wiha 300388 
5 1.3x 40, 1.5x 50, 2x 50, 2.5 x 60, 3.0x 60mm Wiha 30D411 g  #0.x 50mm, #1 x 60mm, Canvas Pouch 
7 0.7mm, 0.9mm, 1.3mm, 1.5mm, 2.0mm, 2.5mm, 3.0mm Wiha 5LW64 Slotted 1.0 x 40mm, 1.5 x 40mm, 2.0 x 40mm, 
0./mm, 0.9mm, 1.3mm, “e', %4", ¥2', 4a", Ye" Wiha 5LW65 2.5 x 50mm, 3.5 x 50mm, Phillips #00 x 40mm, Wiha 30D387 
8 Ball Hex 0.050" x 1%", Ye" x 1%", Yea" x 12", %o" Wiha oMPK7 #0 x 40mm, #1 x 50mm, Canvas Pouch 
x 2", Zea" x 2", Ve" x 2", Yea" x 2", 5/52" x 2" Pentalobe 
Hex/Phillips/Slotted/Torx® 6 PL1, PL2, PL3, PL4, PL5, PL6 Wiha 16ML67 
Slotted: 0.8, 1, 1.2, 1.5, 1.8, 2, 2.5, 3, 3.5, 4mm, Phillips: Phillips 
#000, 00, 0, 1, Torx: T1, T2, T3, T4, T5, T6, T7, 18, T9, T10, 4 #000, #00, #0, #1, Phillips #000 x 40mm, #00 Wiha oMPK6 
Hex: 1.3, 1.5, 2, 2.5, 3mm, 0.028, 0.035, 0.050, “Ys, Ya, 42, x 40mm, #0 x 50mm, #1 x 60mm 
7a, Ye, Yea, 2", Nut Drivers: 1.5, 1.8, 2, 2.5, 3, 3.5, 4, 4.5, Slotted/Square 
50 5, 5.5mm, Slotted 0.8mm, 1.0mm, 1.2mm, 1.5mm, 1.8mm, Wiha 30D486 6 15x40, 2x 40,2.5x 50, 3x 50, 3.5 x 60, 4x 60mm Wiha 30D376 
2.0mm, 2.5mm, 3.0mm, 3.5mm 4.0mm, Phillips #000, #00, Torx® 
#0, #1, Hex 0.7mm/0.028", 0.9mm/0.035", 1.3mm/0.050", 6 16, 17, 18, 19, 110, 115 Wiha 2MPL2 
1.5mm, 2.0mm, 2.5mm, 3.0mm, Vie", %4", 32", Ya", Ve", Torx® T3 x 30mm, 14 x 30mm, T5 x 30mm, 16 x 40mm, T7 x Wiha 300452 
%a", Y32", Torx 11, 12, T3, 14, T5, 16, Metal Stand 8 40mm, T8 x 40mm, T9 x 50mm, T10 x 50mm, Canvas Pouch 
T1, 12, 73, 14, 15, 16, 17, 18, Canvas Pouch Wiha 30D451 


wiha® + Wera 


Tools that work for you 


ESD Screwdriver Sets 


= Surface resistance: 10-109 ohms 


ESD-safe screwdriver sets provide safe, 
controlled dissipation of static build up, 
ideal for working on sensitive electronic 
components. Precision handles are made 
of high-quality, cadmium-free plastic and 
are molded-on for a permanent bond to 
blades. Tapered shape allows rapid rota- 
tion. Rotating cap for precise turning and 
control. Chrome-vanadium, molybdenum 
tool steel blades with hard chrome finish 
are through-hardened for wear resistance. 
Exact-fit machined tips. 


No. of Item 
Pieces Includes Brand = No. 
Hex/Phillips/Slotted/Torx® 
20 Slotted 1.5 x 44mm, 2.0 x 44mm, 3.0 x 44mm, Phillips #00 x 44mm, #0 x 44mm, #1 x 44mm, TORX(R) T1 x 44mm, T2 x 44mm, T3 x 44mm, T4 x 44mm, Wera 38UR93 
T5 x 44mm, T6 x 44mm, TORX PLUS(R) TP1 x 44mm, TP2 x 44mm, TP3 x 44mm, TP4 x 44mm, Hex 1.5 x 44mm, 2.0 x 44mm, Pentalo, Canvas Bag 
97 Slotted 1.5 x 28mm, 2.0 x 28mm, 3.0 x 28mm, 4.0 x 28mm, Phillips #000 x 28mm, #00 x 28mm, #0 x 28mm, #1 x 28mm, Torx T3 x 28mm, T4 x 28mm, TS x Wiha 5LX18 
28mm, T6 x 28mm, T7 x 28mm, T8 x 28mm, T9 x 28mm, 110 x 28mm, 115 x 28mm, Hex 0.050 in x 28mm, Me in x 28mm, %4, Molded Storage Box 
Keystone Slotted/Phillips 
7 Slotted 2.0mm, 2.5mm, 3.0mm, 3.5mm, 4.0mm, Phillips #0, #1 Wiha 2MPL3 
Phillips/Slotted/Torx® 
42 Reversible Blades: Slotted: 1.5 x 3, 2 x 3.5, 2.5 x 4mm, Phillips: #000 x 00, #0 x 1, Torx(R): T1 x T2, 13 x 14, TS x 16, 16 x T8, T7 x T9, 110 x 115, Slotted 1.5mm + 3.0mm, Wiha 30D454 
2.0mm + 3.5mm, 2.5mm + 4.0mm, Phillips #000 + #00, #00 + #1, Torx(R) 11+ 12, 13 + 14, 15 + 16, 16 + 18, 17 + T9, 110 + 115 Interchangeable Blades, Handle, Canvas Pouch 
16 Slotted: 1.5, 2, 2.5, 3mm, Phillips: #00, 0, 1, TORX(R): 16, T7, 18, T9, 110, 115, T20, 100mm Bit Extension Wiha 30D483 
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No. 2RKP6 














Scan. Order. Done. 
Details on page A1. 
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: iilwout? KLEINGR & : -wihae 
Nut Drivers Le TOOLS 0 oL7 et Tools that work for you 
Nut Nut Nut Nut Nut Nut 
Nut Driver Driver Nut Driver Driver Nut Driver Driver ; 
Driver Shank Overall Magnetic/ Item Driver Shank Overall Magnetic/ Item Driver Shank Overall Magnetic/ Item 
Hex Size Length Length Nonmagnetic Brand No. Hex Size Length Length Nonmagnelic m Brand ot wa Hex Sire. Length Length Nonmagnetic Brand No. 
Hollow Hex 16" : g' Nonmagnetic Klein Tools uted Handle Design 
Cushion Grip Handle Design Ye 4 9%" Nonmagnetic Klein Tools 2DFZ/ V6. 2/4" 6%" Nonmagnetic Proto 426G10 
Ye" a a Nonmagnetic Milwaukee 321121 Ye" 6" 11%" _Nonmagnetic Klein Tools 2RKR8 V6" ON hs Nonmagnetic Westward 401L19 
Zi o. i Magnetic _ Milwaukee_32TR92 Ergonomic Handle Design P32. ALS 6% Nonmagnetic Proto _426G09 
Ae" a. i: Magnetic Milwaukee 32TR93 Ye 3 7%" _Nonmagnetic Westward 401L33 i) 2% 694" Nonmagnetic _Proto _426G12 
Ve" 3 a Nonmagnetic Milwaukee 32TT01 Ya" a 7%" _Nonmagnetic Westward 401L34 Ya or v Nonmagnetic Westward 401L20 
Ye" a c Nonmagnetic Milwaukee 32TT03 Ae" 2% 7%" Nonmagnetic Proto  13H015 932" 2/4 694" Nonmagnetic _ Proto 42611 
o.omm 2 i Nonmagnetic Milwaukee 321115 “6 3 The Nonmagnetic Westward 401L35 Ae ALS 694" Nonmagnetic Proto 426614 
7.0mm 3 ia Magnetic _ Milwaukee 32TT10 "32 3 The Nonmagnetic Westward 401L36 76” 3 7 Nonmagnetic Westward 401L21 
Hoe s is Magnetic Milwaukee 321112 Ms oY sige poumaanetic Westward Ae 1 oe oF youmaanelic Wee rade 
ollow Roun 16" 8" 16. Nonmagnetic roto 32" : : onmagnetic Westwar 
Cushion Grip Handle Design ”e 3 7¥2" _Nonmagnetic Westward 401L38 Je" 2/4" 6%" Nonmagnetic _Proto _426G15 
Hie" 3 6%" _Nonmagnetic Klein Tools 5LL63 4.0mm 4" 7% Nonmagnetic Proto 13H020 ye" 3 Ti Nonmagnetic Westward 401L23 
6" 6" 93" Nonmagnetic Klein Tools 2DGW7 3.omm a 7%" _Nonmagnetic Westward 401L41 Ae 24" ia Nonmagnetic Proto 426616 
He" 6" 93/4" Magnetic _Klein Tools 2RKR3 9.0mm oa 7%" _Nonmagnetic Westward 401L40 A” 2 Tt Nonmagnetic Westward 401L24 
YA 1%" 3%" Nonmagnetic Klein Tools 1ED92 6.0mm a 7%" _Nonmagnetic Westward 401L42 ¥," 24" E Nonmagnetic Proto 426G17 
Zi is 3" Magnetic Klein Tools 2RKP®9 7.0mm a. 7%" _Nonmagnetic Westward 401L43 Ve 3 he Nonmagnetic Westward 401L25 
Ya oe 634" Magnetic Klein Tools 4JA36 7.0mm 4" 7% Nonmagnetic Proto 13H024 V6" 24" de Nonmagnetic Proto 426618 
Zi a 6%" _Nonmagnetic Klein Tools 5SLL61 8.0mm 4" 7% Nonmagnetic Proto 13H025 ¥e' 2/4" hs Nonmagnetic Proto _426G19 
Ya" Ve 3%" 8 Magnetic Klein Tools 53YE61 9.0mm a 7%" _Nonmagnetic Westward 401L45 40mm = 2%' 694" _ Nonmagnetic Proto 426F96 
Zs 6" 93/4" Magnetic Klein Tools 4JA40 10.0mm 3" 7%" _Nonmagnetic Westward 401L46 9.0mm 2% 694" Nonmagnetic _ Proto _—426F 97 
Ya 18" 2154" Magnetic Klein Tools 4JA41 10.0mm = 4" 7'%6' Nonmagnetic Proto  13H027 s.omm = 2% 694" _ Nonmagnetic Proto 426F98 
Ae" 1%" 3%" _Nonmagnetic Klein Tools 1ED93 11.0mm 3" 7%" _Nonmagnetic Westward 401K79 o.omm 3 ‘is Nonmagnetic Westward 401L27 
Ve" 1%" 32" Magnetic Klein Tools 2RKP6 12.0mm 3" 7%" _Nonmagnetic Westward 401K80 9.0mm 3 i Nonmagnetic Westward 401L26 
Ae" 2 63/4" Magnetic Klein Tools 4JA38 13.0mm 3" 7%" _Nonmagnetic Westward 401K81 6.0mm 2%" 694" Nonmagnetic _ Proto _—_ 426F 99 
Ve" a. 6%" Nonmagnetic Klein Tools 5LL65 13.0mm = 4" 7'%e' Nonmagnetic Proto 13H030 6.0mm a i Nonmagnetic Westward 401L28 
Ae" 6" gy" Magnetic Klein Tools 4JA42 Fluted Handle Design 7.0mm 2%' 6%" Nonmagnetic _Proto _426G01 
Ve" 18" 2194" Magnetic Klein Tools 4JA43 YA ye 3%" _Nonmagnetic Klein Tools 2DFD1 7.0mm a: t Nonmagnetic Westward 401L29 
139" a 6%" Magnetic _Klein Tools 2RKP8 Ya" oh 6%" _Nonmagnetic_ Klein Tools 2DFD7 8.0mm 2%" 6%" Nonmagnetic _Proto 426G02 
Wag 3° 6%" _Nonmagnetic_ Klein Tools 5LL62 ya 3° 6%" Magnetic _ Klein Tools 2DFD8 8.0mm __3" 7’ __Nonmagnetic_ Westward 401L30 
Tap 6" 9%" Nonmagnetic_Klein Tools 2DGW6 732" 3 6%8 Nonmagnetic Klein Tools 2DFE1 9.0mm as 64" Nonmagnetic Proto 426G03 
Ws 6 9x4" Magnetic _Klein Tools 2RKR4 “6 3 6% Magnetic _ Klein Tools 2DFD2 9.0mm 3 ji 7 Nonmagnetic Westward 401L31 
Ye" a 694" Magnetic Klein Tools 2RKP9 ¥~ 1% 37° Nonmagnetic Klein Tools 2DFC9 10.0mm 2% 6%" _ Nonmagnetic Proto 426G04 
ye" a 6%" _Nonmagnetic Klein Tools 5SLL64 3g" 6" 9" Magnetic Klein Tools 2DFD4 10.0mm_ 3" q' Nonmagnetic Westward 401L32 
Ye" 6" 9s" Magnetic Klein Tools 2RKR5 Hollow Round, Aerospace Certified 11.0mm = _2%' 694" _ Nonmagnetic Proto 426G05 
Ae 3 TAs: Magnetic _Klein Tools 2RKR1 Ergonomic Handle Design 11.0mm_ 3" t Nonmagnetic Westward 401K76 
”e' o 7%6  Nonmagnetic Klein Tools 5LL66 yp" 7%" _Nonmagnetic Westward 401L39 12.0mm = 2%' 694" _ Nonmagnetic Proto 426G06 
”e 6" 10%" Magnetic Klein Tools 2RKR6 8.0mm a 7¥2"_Nonmagnetic Westward 401L44 12.0mm 3" i Nonmagnetic Westward 401K77 
Y," a. 1%" Magnetic Klein Tools 2RKR2 Solid Round 13.0mm = 2%' v Nonmagnetic Proto 426G07 
yy" 3 7%e6 Nonmagnetic Klein Tools SLL60 Cushion Grip Handle Design 13.0mm 3" ri Nonmagnetic Westward 401K78 
¥," 6" 10%e" Magnetic _ Klein wes A Ya" 17%" 34%" Nonmagnetic Westward 10J251 on ae : Nonmagnetic Proto 426G08 
Ve" 4" 9%" _Nonmagnetic Klein Tools Hy) ee Handle Design 
. 14.0mm 9%6' 11%6 Nonmagnetic Westward 30RZ26 
Nut Driver Nut Driver Nut Driver Nut Driver 
No. of Shank Overall Magnetic/ Item No. of Shank Overall Magnetic/ Item 
Pieces _ Nut Driver Hex Size Length Length Nonmagnetic Brand No. Pieces _Nut Driver Hex Size Length Length Nonmagnetic Brand No. 
Nut Driver Sets, Hollow Hex Hie", V4", He", 1Y32", 1 
Cushion Grip Handle Design 4 IA Tg V5" 4 8%2t09 Nonmagnetic Proto 13G278 
4 VA Ae", Ae’, Ve" 3 6 Nonmagnetic Milwaukee 19MU72 ” an ae , oy sianiaadielie. Weswiaek: -MGTEAG 
7 Vo ge 3 7% to 7% Nonmagnetic Milwaukee 19MU82 12.0.13.0mm ° . 
17," 57-0 4108 Bh 4.0, 5.0, 5.5, 6.0, 7.0, 
f peg 3 7% to7% Magnetic Milwaukee 19MU84 12 8.0, 9.0, 10.0, 11.0, 4 8%to9 Nonmagnetic Proto  13G279 
ni 12.0, 13.0, 14.0mm 
7 7 aoe 3 7% to 72 Magnetic Milwaukee 19MU85 Nut Driver Sets, Solid Round 
5.5, 6.0, 7.0. 8.0 Fluted Handle Design 
7 aoe 3 7% to 7% Nonmagnetic Milwaukee 19MU83 "Yh" Bho" Tao" 
Wut Dil ‘bee teat noid : ° : 7 a Bie cee 3 7 Nonmagnetic Westward 401L15 
ou river Sets, Hollow Roun 7 7a 7 
ushion Grip Handle Design 7 Baa? yg? Hh 4 7V%4 Nonmagnetic Proto 3R910 
2 V4", Ae" 1% 3% Nonmagnetic Klein Tools 1ED91 1 ee 8 
2 Va He 3 6% Magnetic Klein Tools 4JA37 ee 2% 6146  Nonmagnetic Proto  3R952 
2 Ya", Ae 6 6% Magnetic Klein Tools 4JA39 5055 60.70 
i ee 6 9% to 10%6 Magnetic Klein Tools 2DGW9 10 8.0, 2.0, 10.0, 11.0 3 7 Nonmagnetic Westward 401L16 
i 5 12.0, 13.0mm 
Hie", V4", Ae’, 1Y32", | ee apt GE ee 
es 2 SY) iy MagnoNe __NleIn Togls:2RRAY 11 eee ee Ze 21% ~~ BIHeto7 Nonmagnetic Proto. «3911 
7 Lt A Me, Mae", 3 6%4 to 7446 Nonmagnetic Klein Tools 4A843 Precision Nut Driver Sets, Solid Round 
eis 2 Rotating Red Cap Handle Design 
Hie", Va", Ae’, 1¥32", 3 oa aa ae 
Wag 4 Sele ne Ae ee 6 ee 2745  6Y%t06% Nonmagnetic Wiha Tools 2MPLt1 
50, 5.0, 6.0, 7.0: 3 . . 2? 
“8.0.9.0. 10.0mm : Bye NOOINAGNENG: INEM TOONS. BRUNE a Een 2746  6%to6% Nonmagnetic Wiha Tools 2MPK9 
Ergonomic Handle Design oe a 
7 fe MA, Yio, N82", 3 7% Nonmagnetic Westward 401L17 
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Inch Key Sets (SAE) 
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Hex and Torx Key Set Selection Guide 


The Selection Guide indicates the number and type of keys in a set. Use the Ordering Table to select the type of set, piece count, and measurement type that 
you want. Set contents are indicated by matching the Size Codes from Ordering Table and Selection Guide. 
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HAND TOOLS 
Hex & Torx Keys 
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No. of Arm Size Item 
Pieces _ Length Code Includes Finish Brand No. 
Metric 
/ 1.73" to 3.46" M3 Plastic Index Black Oxide Proto  1FX39 
9 1.69"to 4.40" M/ Plastic Index Black Oxide Westward 2CYB9 
* 3 —140"to430" My Plastic Index Bright. Eklind 415X001 
. © 70" to 4.30" astic Index right in 
Eklinds PROTO 9 170'to 4.30" M7 Plastic Index Black Oxide Proto __1FX40 
9 1.80"to 4.70" M10 Plastic Index Nickel Plated Wiha Tools 4NB49 
ih KM 9 2.99"to6.69" M/  Plastic|lndex Black Oxide Westward 2CYC2 
wind PONDLUSL \yj Wera 9 3.00"to 6.60" M7 Plastic Index Black Oxide Eklind  5LM70 
Toole:that worktor you Rete ATHENA : sot to oe We peste radex 4 enon ; Whe nd | ee 
.50" to 8.60" Z astic Index Nickel Plate iha Tools 4NB5 
L Shaped Hex & Torx® Key Sets 14 2.70"to9.70" M9  MetalBox Black Oxide Eklind 4RU22 
15 = 1.20"to 6.10" M10 Metal Box Black Oxide Eklind 4RU21 
No. of Arm Size Item Ball End 
Pieces _ Length Code Includes Finish Brand No. 6  2.00'to 3.30" M2 _— Black Oxide —_Eklind = SLM/7/ 
SAE 7  3.00"to 5.40" Ms: _ Plastic Index Black Oxide Eklind 4CR59 
11. 1.66" to 4.25" $14 Pouch Black Oxide Eklind 4RB81 9 0.50"to1.50" M/ _ Plastic Index Bright Eklind 4YCN8 
111.70" to 3.25" $13 ~~ Plastic Index Black Oxide Proto  1FX43 9 0.50"to 1.50" M/ Plastic Index Black Oxide Eklind 4YCP1 
111.70" to 3.30" S13 ~~ Plastic Index Black Oxide Eklind 5LM61 9 2.80"to6.80" M/ — Plastic Index ProGuard™ Bondhus 53PZ23 
11 6.00" $15 Pouch Black Oxide Eklind 4RB/6 9 2.80'to6.80" M/ — PlasticIndex ProGuard™ Bondhus 53PZ21 
13 1.55"to 4.34" S17 — Plastic Index Black Oxide Westward 2CYC1 9 2.99"to6.69" M/ — PlasticIndex Black Oxide Westward 2CYC5 
13 =1.60"to 4.20" S17 — Plastic Index Nickel Plated Wiha Tools 4NB48 9 3.00"to6.60" M/ Plastic Index Black Oxide Eklind 1ATF7 
13 =1.66'to 4.25" S17 Pouch Black Oxide Eklind 4RB80 9 3.00"to7.75' M/ — Plastic Index Black Oxide Proto 10808 
13 1.70" to 4.25" S17 — Plastic Index Black Oxide Proto 1FX44 9  3.50'to 8.70" M/ Rubber Clip Black Oxide Wera 45YN13 
13 =1.70"to 4.30" S17 Plastic Index Black Oxide Eklind 5LM62 9 3.50"to 8.70" M/ Plastic Index Chrome Wiha Tools 4NB46 
131.70" to 4.30" S17 Plastic Index Bright Eklind 15W996 9 3.50'to8./0" M/ _ Plastic Index Chrome __ Wiha Tools 6YH24 
13 2.74" to 6.84" $17 — Plastic Index Black Oxide Westward 2CYC3 9 3.50'to9.00" M/ Rubber Clip Matte Wera 3EKA9 
13 2.80'to6.80" S1/ _— Plastic Index Black Oxide Eklind 5LM65 10 2.80'to6.80" M/  PlasticlIndex ProGuard™ Bondhus 53PZ17 
13 2.80'to6.80" S1/ __ Plastic Index Bright Eklind 15W998 13 2.80'to 9.70" M8 Metal Box — Black Oxide Eklind 5LM/73 
13 2.80'to6.80" Si/_ Plastic |Index ProGuard™ Bondhus 36F5/76  #SAE/Metric 
13 2.90'to6.80" S1/ _ Plastic Index BriteGuard™ Bondhus 453U57 22 ~1./0' to 4.30" $17, M7 Plastic Index Satin Eklind 15W997 
13 2.90"to 7.90" S1/ — Plastic Index Nickel Plated Wiha Tools 4NB50 22 ~1./0' to 4.30" $17, M7 Plastic Index Black Oxide Eklind 5LM63 
14 2.80'to 8.25" S18 Metal Box Black Oxide Eklind 4RB7/5 22 2./4'to 6.84" S17, M/ Plastic Index Black Oxide Westward 2CYC4 
18 1.25" to 6.25" $20 Metal Box —_ Black Oxide Eklind 6VEP9 22 2.80'to 6.80" S17, M/ Plastic Index Black Oxide Eklind 5LM66 
Ball End 22 2.80'to 6.80" S17, M/ Plastic Index Satin Eklind 15\W999 
7 3.20"to 5.30" 54 Plastic Index Black Oxide Eklind 4RU40 22 2./4' to 6.84" $17, M/ Plastic Index Black Oxide Westward 2CYC7 
9 3.50"to 9.00" S10 Pouch Matte Wera  3EKC1 22 2.80'to 6.80" S17, M/ Plastic Index Black Oxide Eklind 381G43 
9 4.00"to 6.00" $21 Rubber Clip — Black Oxide Wera 45YN19 22  2.80'to 6.80" $17, M/ Plastic Index ProGuard™ Bondhus 53PZ19 
11. 2.80'to 5.30" S13 ~ Plastic Index Black Oxide Eklind 4CR56 22 2.80' to 6.80" S17, M/ Plastic Index Black Oxide Eklind 4CR58 
12 2.84"to6.00" S16 ~~ Plastic Index Black Oxide Eklind 4RB73 22 2.80' to 8.80" $17, M7 Plastic Index Chrome Wiha Tools 4NB45 
13 0.50"to 1.50" S1/ — Plastic Index Bright Eklind 4YCN7 22 2.84" to 6.58" $17, M/_ Plastic Index Bright Eklind 29RU70 
13 0.50"to 1.50" S17 Plastic Index Gold Plated Eklind 4YCP2 22 3.10’ to 7.80" $17, M7 Plastic Index ColorGuard™ Bondhus 453U56 
13 0.50"to 1.50" S17 ~ Plastic Index Black Oxide Eklind 4YCN9 Torx® 
13 = 0.50" to ¥%" S1/ Plastic Index. + ProGuard™ Bondhus 25DZ08 7 1.70"to 4.30" = 772 Plastic Index Bright Eklind 15X003 
13 2.30"to 7.00" Si/ _ Plastic Index Black Oxide Proto 4R615 7 340"to 4.90" = 72 Plastic Index Black Oxide Eklind 5LM/1 
13 2./4'to 6.84" S17 — Plastic Index Black Oxide Westward 2CYC6 7 3.40°to 4.90" = =712 Plastic Index Bright Eklind 15X004 
13 2.80'to6.80" S1/ _ Plastic|Index ProGuard™ Bondhus 53PZ22 7 340"to 4.90" = 72 Plastic Index Black Oxide Westward 40WZ25 
13 2.80'to6.80" S1/ Plastic Index ProGuard™ Bondhus 53PZ20 10 2.00°to4.25" [7 Pouch Black Oxide Eklind 6VERO 
13 2.80'to6.80" S1/ — Plastic Index Black Oxide Eklind 3A594 14 1.59" to 4.25" 111 Pouch Black Oxide Eklind 4RB79 
13 2.80'to 8.80" S1/ — Plastic Index Chrome Wiha Tools 4NB47 7 2.80'to6.80" 72 Plastic Index Black Oxide Eklind 3JA13 
132.80" to 8.80" $17 Plastic Index Chrome Wiha Tools 6YH25 Screwholding 
16 2.80'to9.80" S19 Metal Box —_ Black Oxide Eklind 5LM/2 7 2.60'to4.10" = 11 Plastic Index Black Oxide Wiha Tools 4NB56 
Tamper Resistant 10 2.60'to5.20" 18 Plastic Index Black Oxide Wiha Tools 4NB5/ 
8 _3.40"to 6.80" $8 Pouch Black Oxide Westward 40WZ31 Tamper Resistant 
8 3.40'to6.80" S8 Pouch Black Oxide Eklind 5LNO02 7 3.40°to 4.90" = 12 Plastic Index Black Oxide Westward 40WY90 
a .—_—_—_¥_ —_ 
— 
: A — 
Straight Ball-End Hex Keys —— 
Long-arm, heat-treated keys are made of alloy steel with black oxide No. of Arm Size Item TTT 
finish. They can drive a fastener at up to a 30° angle. Ergonomic plastic gy" Length Code _No. 
handles provide firm and comfortable grip. No. SLNO3 includes sizes 8 4.00" to 6.00" S5__SLNO3 ——< 
0.050, “rs, 444, Yao, Vea, Ye, %4, and 542. No. 5LNO4 includes sizes 0.050, sygapage eo tO OO SENOS 
V6, Yea, 92, Yea, Ya, Yea, 32, Ve, “2, Ys, Ae, and ¥%s. No. SLNO6 includes 9 4.00"to 6.00" M7 __5LNO6 





sizes 1.5, 2, 2.5, 3, 4, 5, 6, 8, 10mm. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Hex & Torx Keys 
Tamper Resistant No. 3R808 
Torx® ~ 
No. 3JA15 SS 
Torx® 
No. 4NB71 
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Tools that work for you 





Folded Hex & Torx® Key Sets 


Ball End 
No. 4NB55 
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Better, All The Way Around. 


Scan. Order. Done. 
Details on page A1. 
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Torx® 
No. 4NB70 


T-Shaped Hex and Torx® Key Sets 








No. of Arm Size Handle Handle Item 
Pieces Length Code Finish Material Type Brand No. No. of Arm Size Handle Item 
SAE Pieces Length Code _Includes Finish Material Brand No. 
5 2.40't03.30" St Black Oxide , COME = = iain ~—S Proto. ~—-3R808 BnE 
Plated Steel Polypropylene, 
5 _ 3.175" to 3.81" 517 ProGuard™ _ Plastic |§ Ergonomic Bondhus 453U54 8 3.12"to 5.36" $6 Metal Stand Black Oxide FE Westward 2CYD1 
; , Chrome udder 
6 3.0'to 5.10" 81 Black Oxide pated Steet ‘Plain, =——Eklind = 6X303 8 6.00. S? Pouch Black Oxide Alloy Steel Eklind _6X305 
6 _2.40" to 3.30" 82 Black Oxide _ Plastic Ergonomic Proto 5TH13 8 9.00" S/ Pouch _ Black Oxide _ Alloy Steel Eklind 6X306 
6 4.20" to 5.10" $2 Black Oxide Plastic = Ergonomic  Eklind = 5LM83 9 6.00" $11 Pouch _ Black Oxide Rubber Eklind 5SLM87 
; ; Chrome 9 9.00" $11 Pouch Black Oxide Rubber Eklind 5LM91 
8 1.80'to2.70" = 85 Black Oxide brated Stee! ‘Plain. = Eklind = 6X301 10 6.00°  Si2 Pouch Black Oxide Vinyl Eklind  6X307 
8  3.70'to5.00" $7 _ Black Oxide Bae Plain  Eklind © 3A580 10 6.00" $12 — ae Plastic  WihaTools  4NB52 
9 1.40" to 2.75" $11 Black Oxide _ Plastic Ergonomic __ Proto 5TH12 10 9.00" $12 Pouch — Black Oxide Vinyl Eklind 6X308 
9 1.80" to 2.90" $9 Black Oxide Plastic § Ergonomic — Eklind 5LM85 11 6.00" $15 — Black Oxide Vinyl Proto 3R792 
1 1 Aluminum 11 6.00" 915 Pouch — Black Oxide Rubber Eklind oLM88 
9 1.92" to 3.10 S11 Chrome Alloy Ergonomic Westward 2CYB7 1 9.00" S15 Bauch Black Oxide Vinyl Eklind GE M92 
9 aa to — $11 Black il Plated Steel Plain | pany 6X302 PoNprowviene 
Segoe eae Si Black Oxiie Plastic Ergonomic _EMind BUM 8 3.12'to5.36" $6 Case Black Oxide ‘Thermoplastic Westward — 2CYD3 
all En ubber 
9 2.00" to 3.70" $11 Black Oxide __ Plastic Ergonomic — Eklind 5LM86 9 9.00" $11 Pouch Black Oxide Rubber Eklind 5LM89 
Metric ___ Polypropylene, 
6 2.95" to 3.82" M7 ProGuard™ Plastic Ergonomic Bondhus 453U53 9 9.00" S11 = Black Oxide ee Westward 5YUU0 
u u Chrome ubber 
Sebo ME Pee ONE piated teat. Pele” SRN 10 5.90'to7.80" S12__— Chrome Rubber Wiha Tools 4NBSb 
6 3.30'to5.10" = M1_— Black Oxide pclVO® plain = Eklind = BLMI74 ul 2.00" _S5_Pouch_Blagh 0xide _Viny Le LE 
6 3.30°to5.10" M1 BlackOxide Plastic Ergonomic Eklind SLM76 u oe pie POUCH Bhesphata ue MBstwale. “AONE! 
%_1.50"to 2.00" M3 Black Oxide Plastic Ergonomic Proto 5THO9 Metric 
7 _ 1.80" to 3.30" M3 Black Oxide _Plastic | Ergonomic Eklind 5LM78 6 6.00" M2 = Black Oxide Vinyl Proto 3R793 
; : Chrome ; 6 6.00" M2 Pouch — Black Oxide Rubber Eklind 5LM93 
7 2.00'to3.30" = M3 Black Oxide plated Steet ‘Plain. =—Eklind = 6X304 6 900° M2 Pouch Black Oxide Rubber Eklind __5LM97 
i i ; Chrome ' ; Polypropylene, 
f 2.00" to 4.10 M4 Black Oxide plated Stee! Plain. = Eklind = 4CR95 8  3.12"to5.36" M5 Metal Stand Black Oxide Thermoplastic Westward  2CYD2 
7 2.00" to 4.10" M4 Black Oxide ___Plastic__ Ergonomic _Eklind 5LM79 . Rubber 
8 247'to3.20" M6 — Chrome amon Ergonomic Westward 2CYB8 8 3.90'to 7.90" M5 Plastic Index  pycK® Plastic Wiha Tools + 4NBS53 
SAE/Metric 8 6.00" M5 Pouch __Black Oxide _ Alloy Steel Eklind 4CR98 
16 = 3.60"to4.20" S11,M4_ Black Oxide Plastic Ergonomic — Eklind 4RU38 8 6.00" M5 Pouch Black Oxide Vinyl Eklind 4CT08 
SAE/Metric/Star 8 6.00" M5 Pouch — Black Oxide Rubber Eklind 5LM94 
i $11. M6, F Aluminum ; 8 9.00" M5 Pouch __ Black Oxide _ Alloy Steel Eklind 3A582 
25 1.90 114 Mirror Alloy Plain = Westward = SYUU6 8 9.00" M5 Pouch Black Oxide Vinyl Eklind  4CT09 
SAE/Metric/Torx® Ball End 
24 ~—- 1.80" to 3.90" $11, M4, T6 Black Oxide Plastic Ergonomic — Eklind 4RB8&2 __ Polypropylene, 
36 3.60" to 5.20" S17, M7, T6 Black Oxide Plastic © Ergonomic  Eklind = 4RU39 8 3.12" to 5.36" M5 Case Black Oxide mete Westward 2CYD4 
Torx® ubber 
Chrome uaa 8 5.90" to 7.90" M5 = Chrome Rubber WihaTools 4NB54 
7 1.68" to 1.94" T3 Chrome Vanadium Ergonomic Tools 4NB71 8 9.00" Mo Pouch _ Black Oxide Vinyl Eklind SLM96 
a 8 9.00 M Black Oxid Themopleeti Westward  5YUU1 
; 7 Chrome . ; .00" 5 — ack Oxide Thermoplastic estwar 5 
7 1.70" to 3.00 T1 Black Oxide Plated Steel Plain Eklind 4CR96 SEM Rubber 
: ; Chrome ; etric 
7 2.70" to 3.90 T2 Black Oxide Plated Steel Plain Eklind 3A581 Ball End 
8 1.40" to 2.75" 114 Black Oxide Plastic Plain Proto 5TH10 7.60" to ™ . 
8 1.70"to 3.00". 15 Black Oxide Plastic Ergonomic Eklind  SLM82 : ipag — __ProGuard” Plastic = Bondhus = 45355 
8 2.00" to 3.90" T6 Black Oxide Plastic | Ergonomic Eklind 5LM81 Torx® 
: : Aluminum 7 ~~ 3.90"to 5.90" 12 —_— Chrome Plastic Wiha Tools 4NB70 
o ete weg is Mirror “Alloy Plain, _MWesiward), “SYVU7 7 3.90'to 7.90. 14 = Chrome Plastic Wiha Tools 4NB69 
Tamper Resistant 8 6.00" T6 Pouch — Black Oxide Rubber Eklind 5LM99 
7 2.70" to 4.00" T2 Black Oxide __ Plastic Ergonomic — Eklind 3JA15 11 6.00" T9 Pouch Black Oxide Rubber Eklind 5LNO1 
e 
wihae 
Wing Shaped Torx® Key Set 
aoc ae oe No. of Arm Size Handle Item 
ae Nn Pieces Length Code Includes Finish Material No. 
——— 4 1.40" to 1.80" 11 Metal Stand Black Oxide Plastic 4NB68 
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GRAINGER CHOICE° HAND TOOLS 





Find the yy. Find Solutions. Find Great Prices. Hex & Torx® Keys. 
it it wv. @ i 
Individual L-Shaped and T-Handle Hex Keys Eklind} PROTO 
All hex keys are precision formed to exact dimensional tolerances for precise fit. Heat-treated alloy steel L-Shaped—Ball-end hex keys are designed to 
provides high strength and resistance to rotational distortion. provide 360° rotation at angles up to 35°. 
EKLIND WESTWARD = = 
EKLIND BALL END |EKLIND LONG ARM| SHORT ARM EKLIND BALL END WESTWARD T-Handle—tiex keys it looped vinyl grip are 
Tip Item Pkg. | Item Pkg. | Item Pkg. | Item Pkg. | Item Pkg. | Item Pkg. —-COlor-coded for quick identification between 
Size aaa No. ty. No. ty. No. ty. No. Oty. No. Oty. No. Qty. inch and metric. Ergonomic grips are textured 


Yoo | 4CR61 10 and slip resistant. 
Yea — 
Ye | ACR62 10 | 4RE47 10 | 4RE11 10 | 387G45 


%e4 ACR63 10 ARE48 10 ARE12 10 381G46 


4aRE49—10 | 4RE(O 10 | 38TGad 


+ + F FF 






ol 
5 
LLP U yey ry ry y 
ol 
© 
— 


1 
Yo 4CR64 10 4RE50 10 4RE13 10 | 38TG47 1 40WY80  ~=‘10 
Fea 4CR65 10 4RE51 10 4RE14 10 | 38TG48 i — 
% 4CR66 10 4RE52 10 4RE15 10 715X025 10 | 40WY82 10 
% — — — 38TG49 * | — L-Shaped 
Yea 4CR67 10 4RE53 10 4RE16 10 | 38TG50 * 1 40WY83  ~=10 Short Arm 
0 4CR68 10 4RE54 10 4RE17 10 15X027 10 | 40WY74 10 | 54TU63 | 
%32 | 29RU80 | 38TG51 * | 54TUAS 


Si6 4CR69 10 4RES9 10 4RE18 10 381G52_ * 1 40WY75 _—s10 94TU58 






















Ye | 2ORUSI 1 — — — — — 
2 | 4CR70 10 4RE56 10 4RET9 10 | 38TG53 * 1 = = 
Yj 4CR71 10 ARE57 10 ARE20 10 | 38TG54 * 1 40WY76 10 = 
¥%e | 4CR72 5 4RE58 5 4RE?21 5 381G55 * 1 — 5ATU62 1 
Ye | 2ORUB4 1 — — — — — 
¥ 4CR73 5 4REGO 5 4RE22 5 381G56 * 1 — — 
a a = 
5 4CR75 5 4RE64 ARE24 5X034 = = 
%o | 4CR76 5 | 4RE66 1 | 4RE25 7 = = 54TU69 1 L-Shaped 
% | ACR77 5 4RE6S8 i 4RE26 1 = = 54TU65 SC Ball-End 
% — — — — — 5ATU5O 1 
yh 4CR78 1 4RE70 1 4RE27 1 = — 54TU60 1 
yn — — — — — 5ATU45 1 
7 2CYB3 1 4RE72 1 4RE28 1 = — — 
1 2CYB4 1 4RE74 1 4RE29 1 = — = 
0.7mm) — = 4RE30 10 — = = 
0.9mm) — 4RE76 10 4RE32 10 — — — 
1.3mm) 4CR79 10 4RE78 10 4RE36 10 a = — 
1.5mm) 4CR80 10 4RE80 10 4RE40 10 | 381G57 * 1 — — 
Imm | 4CR81 10 4RE82 10 4REA1 10 | 38TG58 * 1 40wy8s 10 — L-Shaped Torx® 
2 5mm|  4CR82 10 4RE84 10 4RE42 10 | 38TG59 * 1 40wy84 10 — Long Arm 
3mm | 4CR83 10 4RE86 10 4RE43 10 | 38TG60 * 1 40WY95 ‘10 — 
3mm | 29RU89 ‘1 — — — — — 
4mm | 4CR84 ‘10 4RE88 10 | 29RU90 1 381Ge1 * 1 40wWY96 10 = 
4mm — — 4RE44 10 — — — 
5mm | 4CR85 10 4RE90 10 4RE45 10 | 38TG62 * 1 40wY97 ‘10 = 
5mm | 29RU91 1 — — = = = 
6mm | 4CR86 10 ARE92 10 4RE46 10 | 38TGes * 1 q0wy9s 10 = 
6mm | 29RU92 1 = = = = = 
7mm | 4CR87 5 = = 15X055 5 — — 
8mm | 4CR88 5 ARE94 5 4RE31 5 381G64 * 1 = = 
ide —ackea —2—|—anegs — —5—|—anes3 5a i = = 
mm if — — 
fOmm| — = = = = 54TU84 Ss L-Shaped Torx® 
1imm — — — 15X059 1 — — Ball End 
12mm|  4CR91 5 ARES 1 4RE34 1 — = — 
14mm| 4CR92 5 4RU10 1 4RE35 1 — = = 
14mm — — — — — 54TU86 1 
17mm|  4CR93 1 4RU12 1 4RE37 1 _ = _ 
1/mm — — — — — 54TU75 1 
19mm|  4CR94 1 4RU14 1 4RE38 1 = — — 
29mm = = 4RE39 1 — — — 
* Double Ball End. 
EKLIND LONG EKLIND LONG ARM 
EKLIND LONG ARM ARM BALL END TAMPER RESISTANT 
Tip Item Item Tip Item 
Size No. No. Size No. 
wshaper Torx® aus L-Shaped Lr 5 SOUT 
5 4 — : ® 
T6 ARU24 ICKX9 TR7 OCXZ7 Ponape Tats 
T7 4RU25 2CXY1 TR8 2CXZ8 Tamper-Resistant 
T8 4RU26 2CXY2 TRO 2CXZ9 
T9 4RU27 2CXY3 TR10 2CYA1 
T10 4RU28 2CXY4 TR15 2CYA2 
T15 4RU29 2CXY5 TR20 2CYA3 
T20 4RU30 2CXY6 TR25 2CYA4 
T25 4RU31 2CXY7 TR27 2CYA5 
T27 4RU32 2CXY8 TR30 2CYAG 
T30 4RU33 2CXY9 TR40 2CYA7 T-Handle 
T40 4RU34 2CXZ1 TR45 2CYAS8 Looped Vinyl Grip 
T45 4RU35 2CXZ2 TR50 2CYA9 
T50 4RU36 2CXZ3 TR55 2CYB1 
755 4RU37 2CXZ4 TR60 2CYB2 
T60 — 2CXZ5 
EKLIND LOOPED VINYL GRIP EKLIND CUSHION GRIP BALL END PROTO CUSHION GRIP 
Tip Item Pkg. Tip Item Pkg. Tip Item Pkg. 
Size No. Oty. Size No. Qty. Size No. Oty. 
T-Handle 
Yap" 3A583 1 Yap" 4RB83 4 a 1FX80 1 
Fea" 3A584 1 Fea" 4RB84 4 Hao" 1FX79 1 
4 3A585 1 % 4RB85 4 Toa" 1FX78 1 
Hoa" 3A586 1 Hea" 4RB86 4 i 1FX77 1 
Yaa" 3A587 1 a2" 4RB87 4 Sea" 1FX76 1 
Vg" 3A588 1 He 4RB88 4 Yao" 1FX75 1 
ao" 3A589 1 a2" 4RB89 4 He 1FX74 1 
V;' 3A590 1 VA" 4RB90 4 Tao" 1FX73 1 
Vie 3A591 1 He 4RB91 y) Va" 1FX72 1 
x 3A592 1 x 4RB92 D) ie 1FX71 1 
omm 4CR99 1 95mm ARB93 4 Hi 1FX70 1 
9 5mm 4CT01 1 3mm 4RB94 4 omm 1FX69 1 
sm Aen 4mm ARB? : mm ; Bee T-Handle 
mm 4 5mm 4 mm 1 P F 
Smm actos mm ARBO7-4 amm 4FX66 Cushion Grip Pall ead 
6mm 4CT05 1 8mm 4RB98 2 5mm 1FX65 1 
8mm 4CT06 1 10mm 4RB99 2 6mm 1FX64 1 
10mm 4CT07 1 — — — — — — 
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HAND TOOLS Scan. Order. Done. 
Utility Knives Details on page Al. 





Overall Blade/Handle No. of Mfr. Item 
Length Material Blades Incl. Repl. Blade Brand Model No. 
Safety Knife - Self-Retracting 
Quick-Change Blade Change 
54" Carbon Steel / Plastic 4 2ZRH7 Westward _— 22XP79 
Retractable Blade 
Laminate Scoring Knife 
























ig Tungsten Steel / ABS 3 = Olfa PC-L 6ZTJ7 * 
Non-Changeable Blade 
No. 154" Stainless Steel / ABS 1 — Olfa TK-4Y 34F821 * 
22XP79 Press Multi-Function Button to Release Blade Change 
96" Carbon Steel / Rubber a — IRWIN 1774106 232292 
Push Button Blade Change 
i Bi-Metal with Titanium x 
5% Edge / Aluminum 3 — LENOX 20353-SSRK1  3KJC5 
6%" Carbon Steel / Metal 3 2ZRH7 STANLEY 10-499 50944 * 
No 6%" Carbon Steel / Metal/TPR 5 A4MUX3 _ Pacific Handy Cutter, Inc § QBA-375 4MUX2 * 
: 6%" Carbon Steel / Metal 3 2ZRH7 STANLEY 10-788 5TG43 * 
SAHC4 6" Carbon Steel / Metal/Rubber 5 3FRC8 STANLEY 10-778 5AHC4 
Quick-Change Blade 
Ai," Carbon Steel / Steel 1 — STANLEY STHT10828 31CN86 * 
634" Carbon Steel / Steel/Rubber 3 — DeWalt DWHT10046 31CN81 * 
No. Quick-Change Button Blade 
31XNO02 6%" Carbon Steel / Aluminum/PP/TPR 5 2ZRK7 Westward — 31XN02 
, 672" Carbon Steel / Metal/TPR 4 — STANLEY 10-789 45JW97 * 
Quick-Change Dial Blade 
634" Carbon Steel / Metal 1 — Pacific Handy Cutter, Inc QBR-18 45PV77 * 
Screw Blade Change 
5%" Carbon Steel / Zinc 3 2ZRH7 STANLEY 10-179 30020 * 
5," Carbon Steel / Aluminum 3 2ZRH7 Westward = 19G963 * 
6" Carbon Steel / Metal 3 2ZRH7 STANLEY 10-099 4A803 * 
6" Carbon Steel / Metal 3 2ZRH7 STANLEY 10-079 50945 * 
No. 21Y984 6" Carbon Steel / Steel/Zinc 4 2ZRH/ Westward _— 5MWw90 * 
6" Carbon Steel / Zinc 3 2ZRH7 Westward _ 1YJC8 ~* 
6" Carbon Steel / Plastic 1 2ZRH7 STANLEY 10-175 5R6/5 * 
6" Carbon Steel / Steel 3 — STANLEY 10-099U 21Y984 * 
No. 6" Carbon Steel / Plastic 1 = Pacific Handy Cutter, Inc RPK340 31AD27 * 
21XZ35 6" Carbon Steel / Steel/Rubber 3 _ STANLEY 10-779 4HJ24 ~* 
6%" Carbon Steel / Metal 3 — Pacific Handy Cutter, Inc SN395 31AD26 * 
6%" Bi-Metal / Aluminum 1 — IRWIN 2082101 4YRP3 
6%" Bi-Metal / Aluminum 3 — IRWIN 2082300 3KJA4 
_ 7Y%" Carbon Steel / Steel 3 — STANLEY 10-707 21Y992 * 
= we a Slide Blade Change 
RK ) 1 “ENOx « 1 5 Carbon Steel / ABS 3 _ Olfa T$-1 34F819 
— us ei 6" Carbon Steel / Metal 1 — Pacific Handy Cutter, Inc § RSG-194 9CTT9 
6" Stainless Steel / Metal 1 — Pacific Handy Cutter, Inc RSG-383 8NN12 
No. 2DZJ5 ‘ Carbon Steel / Rubber/ 
6% Elastomer/Stainless Steel | 7 Olfa UTC-1 62TJ6 
Swivel Blade Change 
6%" Carbon Steel / Aluminum 3 5R699 STANLEY 10-525 50946 
7' Carbon Steel / Metal 3 2ZRH7 STANLEY 10-989 5R685 
Tool Free Blade Change 
634" Carbon Steel / Zinc/Polypropylene 3 — DeWalt DWHT10319 410D13 * 
634" Carbon Steel / Zinc/Polypropylene 3 —_— DeWalt DWHT10296 410D12 
634" Carbon Steel / Zinc/Polypropylene 3 _ DeWalt DWHT10295 410D11 * 
CC Carbon Steel / Zinc/Polypropylene 1 — FATMAX FMHT10315  410D21 
7%" Carbon Steel / Zinc/Polypropylene 3 — FATMAX FMHT10288  410D17 * 
es Carbon Steel / Zinc/Polypropylene 3 = FATMAX FMHT10289  410D18 
y Folding Blade 
Push Button Blade Change 
Oo TONE 54" Bi-Metal / Aluminum 1 2ZRH7 IRWIN 2089100 3KJD6 
5x" Steel / Aluminum 1 — STANLEY 10-855 45JW98 
6" Stainless Steel / Metal 1 —_— DeWalt DWHT10035L 191226 
& 5 lO/L/F/AR 6%" Bi-Metal / Aluminum 1 2ZRK7 IRWIN 1858318 21XZ33 
=| A 6s" Bi-Metal / Aluminum 3 D7RK7 IRWIN 1858319 _21XZ34 
poe cries ae 6%" Bi-Metal / Aluminum 3 2ZRK7 IRWIN 1858320 21XZ35 
IRWIN LENOX® 6%" Steel / Rubber 1 2ZRK7 LENOX 10771 2DZJ5 
2 6%" Steel / Zinc 1 2ZRH7 STANLEY FMHT10827  45J348 
6%" Steel / Nylon 1 2ZRH7 STANLEY STHT10169 45/349 
7% Steel / Metal Q — DeWalt DWHT10261  45JW93 
STANLEY, [MJP ttc 
ean alacall 6" Carbon Steel / Aluminum 1 2ZRK7 Westward _ 1YJD6 
Screw Blade Change 
DEWALT [STANLEY | Ay" ae ie 1 O7RK1 STANLEY 10-049 5669 
FatiViax 674" ea 1 27RH7 Westward = 1YJD8 
=_= = Fixed Blade 
Utility Kn ives D-Ring, Swivels Open Blade Change 
9%e6" Carbon Steel / Aluminum 3 — IRWIN 1774103 232291 
= For replacement blades, see page 809 Non-Changeable Blade 
Gut pane crdbar ether yal, asic, ena 1 aera 
4 rdw estwar — 
sheeting, and other materials. Quick-Change Release Blade 
FOLDING BLADE A5/" eis ee 3 = LENOX 20354-SSFK1  3KJC6 
Blades fold away for safe storage. Screw Blade Change . 
5%" Carbon Steel / Aluminum 3 2ZRK7 Westward _— 19G962 ~* 
Irwin®—Nos. 21XZ33, 21XZ34, and 21XZ35 5%" Carbon Steel / Zinc 3 — STANLEY 10-209 4A804 * 
6Y%" Carbon Steel / Steel 3 — STANLEY 10-780 21981 
feature handle with multi-tool and storage. BY" BMceal IMT 7; — IRWIN 5081101 AYRP2 
© 7Y%" Carbon Steel / Steel 3 — STANLEY 10-705 21Y985 * 
Lenox®—No. 2DZJ5 has locking blade. Includes Swivels Open Blade Change 
a bottle opener, screwdriver, and belt clip. 6" Carbon Steel / Metal 3 = STANLEY 10-399 50948 
: Thumb Dial Release Blade Change 
STANLEY®—No. 45J348 has integrated tape 8" Carbon Steel / Steel/Rubber 3 = DeWalt DWHT10246  31CN82 * 
cutter and belt clip. * Tether Ready 
808 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


HAND TOOLS 
Utility Knife Replacement Blades 


















N “4 
Sharp Blade Point Type Hook Blade Point Type Blunt Blade Point Type 
No. 5C953 No. 6ZTJ8 No. 5C952 
Blade Mount Mfr. Item = Pkg. 
Point, Edge Type Material Brand Model No. Qty. 
: oy (1) Hole Carbon Steel Olfa HOB-2/5 6ZTJ4 5 
‘STANLEY. (ol ala WESTWARD’ (2)Notches Carbon Steel STANLEY 11-961 50953 5 
Best made cufng fools in the word” a otches sarbon sleet SANE “+ a Sates oy 
otches arbon Stee : 
Share: Hook (2) Notches Carbon Steel STANLEY 11-939A 1XDK7_70 
IRWIN. H@PHe Mattes — Exes —srliey {fa 1 
° arenes teas otches arbon Stee - 
- e - nA) re | sarbon sles Seal 11-961A oat +P 
A « e otches, ole Carbon Stee estwar — 
LENOX&s OLO slice K klever = (2) Notches, (1) Hole Carbon Steel Westward = 27RJ4 100 
atP 2) Notch Carbon Steel | Westward = 2Z7RK3_ 1 
_ = Curved (2) Notches arbon Stee estwar 
Utility Knife Replacement Blades Unbreakable Utility Blade 
arp, = 
= For a complete listing of knives that fit each blade, go to Grainger.com® Straight eee ealpeyvateer _ ena een 
iad maint sip ‘ " Unnreakable Safety Blade 
ade oun I. em g. ound, _ 
Point, Edge Type Material Brand Model No. Qty. Straight (2) Notches Carbon Steel Westward ee. 2 
sui Bate (1) Hol Stainless Steel STANLEY 11-041 5R688_ ee Bate 
ole tainless Stee : ook, - 
(t) Hole Carbon Steel _Ollfa SKB-7/10B  2FTY6 10 Straight nol Carbide Steel = Olfa PB-800 G28 3 
" ) Hole xarbon pice ae re pe PAN p Salely Point Blade Dispenser 
ole arbon Stee a : unt, E 
i} Hole Carbon Steel Olfa LSOL-10B  1MPP6 10 Straight (1) Notch Carbon Steel = PHC Sov _-aMpre 100 
(1) Hole Carbon Steel Olfa SKB-10/10B 6ZTL3 10 Safety Blade 
(1) Hole Carbon Steel Westward — 2ZRN8_ 10 (1) Hole Carbon Steel Westward — 2ZRN6__—10 
(1) Hole Carbon Steel Olfa SKB-2/50B 5LC52 50 (1) Hole Carbon Steel Olfa RSKB-2/50B —5AV43_ 50 
(2) Notches Carbide Steel DeWalt DWHT11131L_  31CN84 1 (1) Hole Carbon Steel Westward = 2ZRN/ 50 
(2) Notches Bi-Metal IRWIN 2084100 AJA80 5 Round, (1) Notch Ceramic Slice 10524 43Y399 2 
(2) Notches Carbon Steel = STANLEY 11-921 90949 5 Straight (1) Notch Ceramic Slice 10404 6XVR2 4 
(2) Notches Carbon Steel STANLEY 11-700 3FRC7 5 (2) Notches Carbon Steel | STANLEY 11-987 5R710 5 
(2) Notches Carbon Steel | STANLEY 11-700T 3FRC8 10 (2) Notches Bi-Metal IRWIN 2088300 2WA18 50 
eo Hatches yarpide ple STANCE eT ANY p Heh) Carbon Steel | STANLEY 11-988 5R711 100 
otches arbon Stee : otch, ; 
(2) Notches Bi-Metal IRWIN 2084200 3KJA5 20 areie: qdivcnapsdobts. VaeNeI aw ae ame 100 
Shar (2) Notches Carbon Steel | STANLEY 11-937L 45JW99 50 g (2) Notches Bi-Metal IRWIN 1764981 4YRN9_ 100 
Strai a (2) Notches Bi-Metal IRWIN 2084300 4JA81 50 Razor Blade 
g (2) Notches Carbon Steel = STANLEY 11-700L 3FRC9 50 (2) Holding Slots _ Carbon Steel PHC INJ-010 4MUW7 100 
5 Notches yarbide ple SEY eat AN 2 Sharp te] otches, Screw Stainless Steel Olfa GSB-1S 53UE15 30 
otches arbon Stee : wae ush Button, : 
(2) Notches Carbon Steel DeWalt DWHT11004 _21Y987 75 Straight Holding Slot «Carbon steel = Ollfa BS08-6B = OBUET? = 6 
(2) Notches Carbon Steel PHC QBD324 30HJ93_ 75 Slides On Carbon Steel PHC RBOO9 26X080 100 
(2) Notches Carbon Steel PHC QBD379 30HJ95 75 Blunt, Slides On Carbon Steel STANLEY 11-515 4A807 100 
(2) Notches Carbon Steel STANLEY 11-931A 5C951 100 Straight Slides On Carbon Steel | STANLEY 11-9212 33TC04 500 
(2) Notches Carbon Steel = STANLEY 11-700A 3FRD1 100 Extension Adapter 
(2) Notches Bi-Metal IRWIN 2084400 4JA82 100 — ¥4' Threaded Plastic PHC DFCCON 45PV81_— 1 
5 yoeies parbon ete! STANT EY i 3 if oni a Cutter Head with Blade 
otches arbon Stee - 4A805 afety Tip, ; 
a Notches ___Bi-Metal___ LENOX. 20352-GOLD1000_3Ku¢8 100 _ Straight Snap On Stainless Steel oe SOFC iii 
otches arbon Stee estwar — afety Tip, ever yu. 
(2) Notches Carbon Steel STANLEY 11-9218 5950 400 Hook Push Button Garbon Steely Change KGU-XH-4— SIWFG2 25 
(3) Notches, (1) Slot Carbon Steel Olo OLO-5/B IMPP9 5 Craft Blade 
(3) Notches, (1) Slot Carbon Steel Olo OLO-100/B 1MPR1 100 — Manual Ceramic Slice 10518 43Y398 4 
(4) Notches Bi-Metal LENOX 20350-GOLD5C 3KJC7 5 Carpet Knife Blade 
ee (1) Hole Stainless Steel STANLEY 11-040  5R687 1 strait (1) Holding Slot Carbon Steel STANLEY 11-530 5952 100 
Snap-Off Blades /S/SZ7 |STANLEY No. 
. 5LC37 
No. of Mfr. Item Pkg. EE ——————— 
Description Segments Brand Model No. Qty. No. of Mfr. Item = Pkg. 
9mm Description Segments Brand Model No. Qty. 
(1) Hole Mount Type 13 Olfa ABB-10B  3KJD9 10 SKO Stainless Steel 8 Westward = 2ZRL/ —si10 
30° Acute Angle w/Dispenser 7 Olfa A1160B oLC50 = 10 Snap-Off Blade ri Olfa CIB-5 446661 1 
59° Extra Sharp, Carbon Steel 13 Olfa ABB-50B_  —3KJE1 —_—50 Snap-Off Blade 8 STANLEY 11-718 212010 5 
Blades Only 13 STANLEY 11-300 5R693 3 Snap-Off Blade 8 STANLEY 11-718T 21Z006 10 
Carbon Steel w/Dispenser 13 Olfa AB-10B oLC38 =: 10 Snap-Off Blade 8 STANLEY 11-718L ~—-21Z002 ~—50 
Heavy-Duty 13 Westward — 2ZRJ7 3 Snap-Off Hook Blade 4 Olfa LH-20B oLC42 ° 
Stainless Steel w/Dispenser 13 Olfa AB-108 DAY20 ~=—10 UltraSharp Heavy-Duty w/Dispenser 8 Olfa LBB-50B 5LC48 50 
Stainless Steel w/Dispenser 13 Olfa AB-508 DAY21 50 25mm 
18mm (1) Hole Mount Type 7 STANLEY 11-725L —21Z005 =. 20 
Ht Hole Mount Type 8 Olfa 9070 8RP80 10 Carbon Steel, Ultra Sharp 7 Olfa HBB-20B  6ZTK3 20 
1) Hole Mount Type 8 STANLEY 11-301L_ — 1UK37_—50 Extra Heavy-Duty 7 Olfa HB-5B 5LCO36— 5 
Heavy-Duty w/Dispenser 8 Olfa LB-10B oLC37 ~—s: 10 Extra Heavy-Duty ra Olfa HB-20 oLC47 ~—s_ 20 
Heavy-Duty w/Dispenser 8 Olfa LB-50B 5LC40 = 50 Single Hole Mount Type 4 Olfa HH-12B 53UE12 3 
Hook Blades, SK5 Stainless Steel 4 Westward = 2ZRN4 a) Single Hole Mount Type 7 Olfa HBB-5B = S38UE09 = 8 
Large, SK5 Stainless Steel 13 Westward = 2ZRL8 —_—50 Single Hole Mount Type i Olfa HB/CP40  53UE05 40 
Single Hole Mount Type 8 Olfa LFB-10B 53UE10 10 Single Hole Mount Type, Ultra Sharp 7 Olfa HBB/CP40 53UE06 40 
Single Hole Mount Type 8 Olfa LB/CP100 S53UE07 100 Snap-Off Blade rd STANLEY I=g25 2120013 
Single Hole Mount Type, Ultra Sharp 8 Olfa LBB/CP100 S3UE08 100 Snap-Off Blade i STANLEY 1-725 21Z007 35 
Mfr. Item r 
Description Includes Brand Model No. (eo Maly BEE PFC 
Press Release Operation Ensures Blade Slot Is Exposed ppilueeuigtere i ceeauis tages 
only bar Hanuine Heke toe ee toe aad Peg — Olfa DC-4 3KJC9 ‘STANLEY. 
r ing, rOx. 
Sliding Door Securely Covers Blade Slot to Prevent Used Blades _ Olfa DC-3 5AVA1 
From Falling Out, Holds (50) Blades or (650) Blade Segments 
Belt Clip, Metal Panel For Safely Snapping Off -_ Olfa DC-5 -34F816 


Segmented Blades In 2-Positions 


Holds Approximately (750) Blades (2) Zip Ties Pacific Handy Cutter, Inc BB00205 30HJ94 
Approximately (750) Blades (2) Zip Ties, Wall Mount Bracket Pacific Handy Cutter, Inc BHO0206 30HJ96 Di I 
Lid is Tethered to Container — ott EY 11-080" 10085 Sposa 
Container and Wire Holder STANLEY 11-081 10083 = No. 
Blade Disposal Rack Holds 1 Blade Disposal Unit 10085 — STANLEY 11-085 _ 9MGP2 Containers 1C085 
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Scan. Order. Done. 
Details on page A1. 


HAND TOOLS 
Snap-off & Precision Knives 





WESTWARD F 
Best made cutting tools in the world.® 
a 


= Carbon steel 
Time-saving knives provide a new cutting edge with a single snap. 





Standard 




















omy No. of 
No. 21Y997 Blade No.of _ Blades Handle Overall Mtr. Item 
Width Segments Incl. Stores Handle Color Material Length _Brand Model No. 
Light Duty 
Slide 
9mm 13 1 None Black/Yellow Plastic 5Y" Olfa 180MP 5LC33 
18mm 8 1 None Black/Yellow Plastic 6 STANLEY 10-143P 1UK26 
18mm 8 1 None Black/Yellow ABS 6%" STANLEY 10-151 30018 
Snap End Cap 
9mm 12 1 (1) Blade Black/Blue Plastic 5" Westward = 1CNZ2 
23%" ul) 1 None Black/Silver Steel 5%4" Westward 402L09  402L09 
45%4" 8 1 None Black/Blue Plastic 6%" Westward 402L10  402L10 
18mm Standard Duty 
Standard Automatic 
Duty 9mm 13 2 (5) Blades Black/Yellow Plastic 951A" Olfa PA-2 SAV40 
No. 1CNZ1 Cartridge 
18mm 8 1 (6) Blades Black/Yellow Multicomponent v STANLEY _10-481 21Y998 
Push Button 
9mm 1 None Black/Yellow Multicomponent 5Y4" DeWalt DWHT10037 21Y997 
18mm 8 1 None Silver Aluminum 6%" STANLEY — 10-421 21Y999 
18mm 8 1 None Black/Yellow Multicomponent 6%" STANLEY DWHT10038 21Y996 
Slide 
9mm 13 1 None Black/Silver Stainless Steel 5 YA" Olfa SVR-1 5LC41 
9mm 13 1 None Black/Yellow ABS 5¥%" STANLEY — 10-150 6D016 
9mm 13 1 None Black/Yellow Plastic 5Y" Olfa NA-1 48TP92 
= 8 1 None Yellow ABS High Impact Plastic 59/4" Olfa SL-1 34F815 
18mm Snap End Cap 
Heavy Duty 18mm 7 1 (1) Blade Black/Blue Plastic 6" Westward — 1CNZ1 
No. 1MPP4 Thumb Blade Knob 
9mm 13 1 None Yellow ABS be Olfa 300 6ZTJ5 
ABS High Impact Plastic/ x 
18mm 8 1 None Yellow ete ae tae 6 Olfa L-1 34F812 
= 1 None Yellow ABS High Plastic ‘s Olfa OL 6ZTL1 
Tool Free 
9mm 13 1 (26) Blades _Black/Yellow ABS 5%" Olfa DA-1 34F814 
Heavy Duty 
Automatic 
18mm 8 6 (6) Blades Yellow ABS 6" Olfa PL-1 6ZTLO 
Push Button 
25mm 25mm 7 1 None Black/Yellow Multicomponent 6" STANLEY DWHT10045 21Y995 
Heavy Dut 25mm 7 1 (4) Blades Black/Yellow Multicomponent 8%" STANLEY _ 10-486 212004 
demand Slide 
ro taDns 18mm 8 i None Black/Yellow Plastic rE: Olfa LA-X  1MPP4 
18mm 8 1 None Yellow Plastic 6" Olfa CL 5LC43 
18mm 8 2 None Yellow ABS 6%" STANLEY — 10-280 5HK78 
Thumb Blade Knob 
< 18mm 8 1 None Black/Yellow Plastic 11%" Olfa XL-2 6ZTK8 
29mm 7 4 (4) Blades Black/Silver Aluminum 8 STANLEY 10-817 1XDK4 
25mm ré 1 None Black/Yellow ABS 7 STANLEY = 10-425 4FE34 
Tool Free 
18mm 8 1 None Black/Yellow Fiberglass/Elastomer 63%a" Olfa L-5 53UE13 
18mm 8 1 None Gray Elastomer 6%6 Olfa NOL-1/BB 53UE18 
18mm 8 1 (16) Blades __Black/Yellow ABS 6%4" Olfa DL-1 6ZTK6 
Extra Heavy Duty 
Slide 
25mm Extra 25mm 7 1 None Black/Yellow Fiberglass 7¥" Olfa XH-1 1MPP3 
Heavy Duty 25mm 7 1 None Yellow ABS/PVC 634" Olfa H-1 5LC35 
No. 5LC35 25mm 7 1 None Gray Plastic ia Olfa NH-1 48TP93 
Tool Free 
25mm ri 1 None Yellow ABS Resin 655%4" Olfa EH-1 53UE19 
No. 423K18 
slice QONEIEY Gx) 
Precision Knives 
Use 
Handle Handle Overall Replacement Item 
Description Dia. Length Length BladeNo. Brand No. 
Knives with Integrated Cap 
Textured Grip TH30" 54% 4" 6130" — Slice _423K18 
No. 423K17 Knives 
Ring Style with Comfort Grip 13% 4" BY ANS" = Slice 423K17 
Textured Grip TY30" 5 4%4" 6130" — Slice _ 423K09 
Flat Ye = 44% 4" 8% 4" — Slice 423K16 
Snap-Off Art Knife Ae o¥8 o¥8 5LC50 Olfa 6ZTK7 
Replacement Blades 
Precision Art Blade, 100 PK — = 1%" = Olfa 34F817 
Rounded Fine Angle Cut Blade = — — — General 3ZH11 
No. 6Z2TK7 Penetrating Cut Blade — — — — General 3ZH13 
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HAND TOOLS 
Safety Knives 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








<—_ 


£ Men 12F752 
R No. ee 
. No. 436L67 


—— 


No. 33TCO2 


Bag 


No. 25D165 


iz << Sa 





No. 4MUW5 No. 22VA97 





= No. 4MUY3 

















No. 20F891 See 2WA17 No. 29UJ68 
EPH *wwesnwarp’ STANLEY) K veer OMIT O|.O IRWIN. | —— 
No. of No. of 
Blade Overall Blade CHOOSE: Blades Item Blade Overall Blade CHOOSE: Blades Item 
piae Type Change Length Material HandleColor Incl. Brand No. Blade Type Change Length Material Handle Color _Incl. Brand No. 
ox Cutters on- arbon ever 
Retractable i es Changeable om Steel con Innovations 436L69 
onge 8 Slide. Ain *Satpon Mixed 1 PHC  4MUWS — Safety Recessed Push Button 7in Caton Silver a ee 
emer. Slide, Ain, = aoen Silver 1 PHC  4MUWG — Safety Recessed Push Button 6 in Caton Silver 1 awever, 436L65 
Disposable Film Cutters Safety R Non- yin Carbon { Klever 162 
Fixed Blade afety Recessed Changeable 2 4'" Steel Orange Innovations 436L6 
Disposable, 6 in otainless Red 1 PHC  22VA98 — Safety Recessed ,,.NO™ 5 vin Latbon Yellow 1 Klever 436164 
Changeable Steel vhanozable 3 steel Innovations 
; Non Stainless . on- tainless 
Disposable Bianaeable 6 Yin Steel White 1 PHC 22VA97 Straight Changeable 3 in Steel Blue 1 PHC 20F887 
Folding Safety Cutters Retractable. —_ -_ 
Retractable r. No. SP-O17 uick- ; arbon 
2-Sided Utility Push Button 6% in Steel Silver/Blue {Westward 42F752° or $PD-017_ Change Gin “Steel Blue 1 PHC = 29UJ69 
Self-Retracting afety Knives 
; Red, White Fixed Blade 
Rounded Stainless : 
Screw 4in Yellow, 12 PHC E5744 Rounded Non- .. otainless 
malely Blade : Steel Orange, Blue Safety Blade Changeable 5 vein Steel Blue | PHC AMUXG 
Feldina Safeis Kalvos Safety Glade Push Button 5 %4 in ean Blue 1 PHC = 31AD23 
safety Blade Push Button 6% in “atbon Orange i STANLEY 33Tco2 © -etractanle ——carbon 
Hook-Style Film and Foam Cutters Safety Blade Push Button 5% in Steel Red 1 PHC = 4MUX7 
Fixed Blade ounde ; arbon 
: Push Button 6in Green 1 PHC 4MUY2 
Injector ae ein, ae Yellow 3 PHC  4MUY3 Safety Blade ole 
: 9 Push Button 6 in Red 1 PHC 4MUY1 
Hook-Style Film Cutters Safety Blade Steel 
puet@ete | Rounded Push Button 534 in Satbon Green 1 PHC  4MUX8 
; Non Stainless Safety Blade Steel 
Straight ohangeable 6 in * Steel Yellow { PHo = aMuUW4 Rounded Carbon 
Hook-Style Safety Cutters eiafehy lage Screw 6 in Steel Gray 4 Westward 4YRO09 
xe ade . I 
Cartridge Push Button 7in C&O" —Black/Yellow 1 Klever 25D165 - ee 5%in Garon Black/Blue 4 Westward 22XP79 
Cartridge Push Button 7in C270" Black/Red 1 Klever 25D166 safety Blade Side 5%in C@fPon — Black/Vellow 1 Olfa  5LC46 
artri ge us utton In ac range ever 1ae 21n acKk/ Yellow 
Cartridge Push B Zin — Gaton Black/O 1 KI 25D167 ee Slide 6 %in &tPON —Black/Yell 1 STANLEY 454352 
Safety Recessed Slide 6 %ein Carbon Yellow 1 Olfa  6ZTL2 safety Blade clanne 5 Yin Vatbon Pe Nanaee 1 PHC 4MUY7 
Safety Recessed ene tle 6 vein Caton Bue, ange, 1 —_Klever Excel H5018 saten Bla pine e%in Yatbon dl 1 PHC 4MUX5 
Non- ; Carbon Blue, Orange, Rounded .. Carbon 
Safety Recessed Changeable 7 in Steel Red, Yellow 1 Klever Excel H5019 Safety Blade Screw SIN  “Crael | ae 1 STANLEY 30021 
Safety Recessed Push Button 7in 210" Black/Blue 1 Klever  25D164 safety Blade Screw Gin Bi-Metal MO" AISIy IRWIN 2WA17 
Pocket Safety Gutters ate Blade Slide in SAfDON Black/Yellow 1 Olfa  2FTY3 
Safety Utility Bush Button 5 in Carbon Blue 1 PHC —-20F891 Rounded push Button 5% in Arbon Yellow 1 Olfa  4GA85 
, cont Steel safety vlade Guick coleel 
afety Cutters ounde uIck- arbon 
Safety Cutt safety sade Chang 6 Yin “tel Black/Gray 4 STANLEY 31NE37 
Non- .. otainless ounde arbon 
Safety Recessed Changeable 5% in Steel Blue 1 Westward 39CE80 Safely Blade = a 6 in ‘Stee 5 aia 1 PHC 22VA96 
Safety Recessed senecale 5y%in Saness Orange 1 Westward 39CE82 saiety Bade Change 5 %4in aren ve | PHC —-20F888 
Non- .. otainless Rounded Quick- ; Carbon 
Safety Recessed Changeable 5% i Stee Red 1 Westward 39CE83 safety Bade Change 5 vin “arpa Blue { PHC —-31AD22 
Safety Recessed cere 5%in lainess Yellow 1 Westward 39CE84 safety Blade Screw 5 %in Carbon Natural 1 STANLEY 45JW96 
Safety Recessed picieeble 5%in vatbon hee Gene { ae F9141 aren Blade Screw 5 %in Carbon Orange 1 STANLEY 24AL27 
Safety Recessed Screw Gin “avpon Yellow 1 Olo  1MPP8 safety Blade Slide 3%in CAfDOn  BlackYellow 1 Olfa  2FTY4 
Safety Recessed Push Button 6 %in C20" —Black/Yellow 1 Klever  40P283 safety Blade om 6 in Stel Black/Blue 1 Martor  35LV54 
Black/Yellow uick- arbon 
Safety Blade 5 Yin Black/Blue 1 Westward 31XM99 
Safety Recessed Push Button 6 Yin Carbon Black/Orange, Klever  G6063 vhange __~_—__sttel_ 
Black/Blue Safety Recessed Screw 6 in Steel Black/Blue 3 Westward 1YJD2 
Non- .. otainless Klever . Quick- ; Carbon 
Safety Recessed Changeable 4% in Steel = i 1 Kutter 130590 es a wats" ge 5 ¥% in Steel Black/Blue 4 Westward 22XP80 
ack, DIU, 
Safety Recessed sence 4% in Carbon Yellow, Red, 1 Kener F142 Fixed Blade = 
range Ingle Eage : aroon 
ey Resa on in Carbon “in Kiever aeGuie Razor Tool Free 6in Steel Gray/Yellow 1 PHC | 29UJ68 
tem 
Non- Carbon Klever Description Brand No. 
Safety Recessed Changeable 7 in Steel Orange 1 ianavatens 436L67 RECSSEUTIGE p 
Non- Carbon ; Klever Cutter Head with Blade, One-Sided Head for Klever X-Change lever X-Change 25D163 * 
Safety Recessed Changeable Fin “Steel White | Innovations aserne Cutter Head with Blade, Two-Sided Head tor Klever X-Change _ Klever X-Change GANT? rF 
7 Va j i olster tor 4 
Safety Recessed Changeable 9" Steel ue "Innovations 436L68 ABS Holster for 4MUX8, 4MUX7, 4MUY2, 4MUY1 PHC AMUY6 


* Pk. of 12. ** Pk. of 25. 
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HAND TOOLS 
Safety & Tactical Knives 





Safety Utility Knives slice’ 


Ceramic blade cutters stay sharp and don't rust. 





No. 
6XVR1 











No. of 

Overall Blade/Handle Blades Mfr. Item 

Item Length Handle Color Material Incl. Model No. 
No. 43Y397 Boscbuitar 6%" — Gray/Green Ceramic / Plastic 1 10503 20H276 
7’ Black/Orange Ceramic / Plastic 1 10400 6XVR1 
Pocket 2 Gray Ceramic / Plastic 1 10514 43Y397 
Utility Knife 51%" Gray Ceramic / Plastic 1 10512 —43Y396 
Safety Cutter 21%" Green Ceramic / ABS 1 00200  6XVP9 
— 5 Gray Ceramic / ABS 1 10513 »=31DA13 
Utility Knife 6%2" Orange/Black Ceramic / Glass Filled Nylon 1 10550 = 423K11 
No. 31DA13 6%2" _Green/Black Ceramic / Glass Filled Nylon 1 10554 =423K10 
No. 6XVP9 6%2" Black/Blue Ceramic / Glass Filled Nylon 1 10558  423K12 


No. 6XVE6 


BENCHYfADE (GERBER 


No. 5FVT7 


wma: 


SOG 


KNIVES * TOOLS 


Tactical Knives & Machette 


Description 
Fixed Blade Knives 
Nimravus® 
StrongArm, Includes Sheath 
LMF II Infantry 


Strongarm 
Seal Pup Elite(TM) 
LMF II 


Adamas™ 


Folding Knives 

Escape, Folding Rescue 
Rift 

Rift, Black And Charcoal 
Mini-Barrage 

Propel Auto - 420C Blade, 
Black G-10 Handle 

Propel AO - 420C Blade, 
Black G-10 Handle 

Mini Pentagon(TM), Straight/ 
Serrated Blade, Black 


Flash Il 
Aegis(TM) 


Trident(TM) 
Hinderer CLS, Liner Lock 
Paraframe — Tanto 


FAST Draw 
Mini Paraframe — Tanto 
Contego™, Folding 


Adamas™, Folding 


Propel Downrange Auto - 
S30V Blade, Tan G-10 Handle 
Gerber 06 Auto, 

Serrated - Box 

EVO Midsize 

STL 2.5 

Covert FAST - Black, 

Serrated - Clam 

Machete 

SOGFari Machete 


812 


ITT 


GRAINGER. 


Blade Blade 
Material Length Blade Type 
154CM Stainless Steel, Black 4 in Drop Point 
420 High Carbon Steel 4 '%e in Full Tang 
420HC Stainless Steel, Black 4 2%2 in Drop Point 
420 High Carbon Steel 4 1%e in Full Tang 
__ 420 High Carbon Steel 4 "ein _Full Tang _ 
AUS-8 Stainless Steel w/ 
Black TiNi Finish 4% in Fixed 
Black Stainless Steel 4% in Drop Point 
D2 Steel 4% in Drop Point Black 
D2 Steel 4% in Drop Point Black 
D2 Steel 4% in Drop Point Sand 
_9Cr18MoV Stainless Steel 3%c6in Spear Point, Black 
154CM Stainless Steel, Black 3 1Y%ein Reverse Tanto 
154CM Stainless Steel 3 '%e in Reverse Tanto 
154CM Stainless Steel, Black 2 '%e in Drop Point 
420HC Steel, Black 3 %in Tanto 
420HC Steel, Black 3 %in Tanto 
AUS-8 Stainless Steel 3% in Fixed 
AUS8 Stainless . 
Steel, Black TiNi 3 % In Tanto 
AUS-8 Stainless Steel w/ . 
Black TiNi Finish 3 in Drop Point 
AUS-8 Stainless Steel w/ ; 
Black TiNi Finish 3% in Clip Point 
Black Stainless Steel 3 Yin Drop Point 
Black Titanium Nitride 
Coated Steel 2 '%e in Tanto 
Black Titanium Nitride 
Coated Steel 3 in Tanto 
Black Titanium Nitride 
Coated Steel 2 in Tanto 
CPM-M4 4in Reverse Tanto Black 
CPM-M4 4in Reverse Tanto Satin 
D2 Steel 3'%6in Drop Point, Black 
D2 Steel 3'%e6in Drop Point, Black 
S30V Steel, Black 3 “in Tanto 
S30V Steel, Black 3% in Tanto 
Stainless Steel 3 4% in Tanto 
Stainless Steel 2 8%a in Drop Point 
Titanium Coated Stainless Steel 3 2342 in Drop Point 
— 18 in — 












No. 23NK20 





Blade Edge 


Partially Serrated 
Fine 
Serrated 
Serrated 

_ Serrated 


Partially Serrated 
Partially Serrated 
Fine 


Fine 


Fine 


Partially Serrated 
Partially Serrated 
Fine 
Fine 


Partially Serrated 
Partially Serrated 
Straight/Serrated 
Partially Serrated 
Straight 


Partially Serrated 
Fine/Serrated 
Partially Serrated 


Partially Serrated 
Fine 
Partially Serrated 
Fine 
Fine 
Partially Serrated 


Partially Serrated 


Serrated 


Partially Serrated 
Fine 


Partially Serrated 


No. 6VER5 
Handle Color Includes Brand 
Black Multi-Function Nylon Sheath Benchmade 
Coyote/Tan Sheath Gerber 
Coyote Brown Sheath Gerber 
Black Sheath Gerber 
_Coyote/Tan Sheath Gerber 
Black Nylon Sheath SOG 
Molle Compatible Hard Sheath with 
Black Belt Loop and Built In Sharpener Gerber 
Black Injected Molded Sheath w/Secondary 
Black Locking Strap And Tension Screw Benchmade 
Sand Colored Injected Molded 
Black Sheath w/Secondary Locking Benchmade 
Strap And Tension Screw 
Sand Colored Injected Molded 
Sand Sheath w/Secondary Locking Benchmade 
Strap And Tension Screw 
____ Black — SOG 
Black And Charcoal — Benchmade 
Black And Charcoal — Benchmade 
Black — Benchmade 
Black Sheath Gerber 
Black Sheath Gerber 
Black Kydex Sheath SOG 
Black — SOG 
Black Reversible Bayonet Pocket Clip SOG 
Black Reversible Bayonet Pocket Clip SOG 
Black Belt Clip Gerber 
Black — Gerber 
Black — Gerber 
Black — Gerber 
Black Carbide Glass Breaker Benchmade 
Black Carbide Glass Breaker Benchmade 
Sand MOLLE® Pouch Sheath Benchmade 
Sand MOLLE® Pouch Sheath Benchmade 
Tan Sheath Gerber 
Black Sheath Gerber 
Black — Gerber 
Black — Gerber 
Black — Gerber 
— Nylon Sheath SOG 


Find even MORE on Grainger.com® 


Item 
No. 


6XVP3 

38VG20 
23NK37 
38VG19 


_38VG21 


SFVUS 
2EVG8 
19T099 


19T098 


197097 


20H250 
6XVF7 
6XVF6 
6XVEG 


23NK21 

23NK23 
SFVX3 

6XWZO0 
SFVT7 


oFVY4 
2EVD6 
45J122 


45J119 


45J121 


19T109 
19T106 
19T095 
19T096 


23NK20 


23NK44 


6VER5 
6VEX5 


6VEW1 


20H272 
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GRAINGER CHOICE” HAND TOOLS 
Find the ww. Find Solutions. Find Great Prices. Folding & Rescue Knives 





| Sos 


No. 6VER4 No. 5RA93 No. 5FVU6 











~ OO» 222 <4. 
No. 1XFA3 No. 4RDR6 No. 3PU59 No. 1XJA9 
= = >< , Sm 
Folding Knives pencit fave CIGERBER SOG FatMax 
Blade Item 
Description Material Blade Length Blade Edge Brand No. 

Pocket Clip Folder 

Barrage 154CM Stainless Steel 3%" Fine Benchmade 6UPJ3 
E.A.B. Lite Stainless Steel 1%" Fine Gerber 6VER4 
EVO Stainless Steel With Titanium Nitride Coating oe Serrated Gerber SRAQ3 
EVO, Frame Lock Titanium Coated Stainless Steel 3Y2" Fine Gerber 1XEZ9 
Flash™ || AUS-8 Stainless Steel w/Black TiNi Finish 3Y2" Partially Serrated SOG 5FVY7 
Hunting w/Clip Point Blade Stainless Steel 3Y" — Westward 1YJE6 
Kilowatt™ AUS-8 Stainless Steel w/Satin Finish 32" Straight SOG 5FVU6 
Mini, Frame Lock Stainless Steel 24" Serrated Gerber 1XFA2 
Paraframe, Frame Lock Stainless Steel 3 Serrated Gerber 1XFA3 
Paratrame |, Liner Lock High Carbon Stainless Steel 2 Fine Gerber 2EVF2 
Remix Clip F/E 7Cr17MovV Steel 27" Fine Gerber 4RDR6 
Salute™ 8Cr13MovV Stainless Steel w/Black Oxide Finish 358" Straight SOG 5FVU9 
Trident™ AUS-8 Stainless Steel w/Black TiNi Finish 34" Straight SOG 5FVY6 
Twitch |" AUS-8 Stainless Steel 2'"e" Straight SOG 5FVY9 
Sheath Folder 

Bear Grylls Ultimate High Carbon Stainless Steel 413/46" Partially Serrated Gerber 6VEU9 
Gator® Stainless Steel 3%" Serrated Gerber 5LM31 
Gator® Stainless Steel 3/4" Fine Gerber 5LM30 
Single Blade Folder 

FatMax Stainless Steel 3Y4" Straight/Serrated FATMAX 410D19 
FatMax Stainless Steel 3" Straight/Serrated FATMAX 410D20 
Los I 420HC Stainless Steel 298" Fine Gerber 3PU59 
STL 2.0, Frame Lock Stainless Steel With Titanium PVD Coating 24" Fine Gerber 1XJA9 
Swagger, Drop Point, Serrated - Clam Stainless Steel 32%64" Partially Serrated Gerber 6VEX2 
Stockman Folder 

Folding Pocket Stainless Steel 2 V4" Fine Westward 1YJE5 













No. 31EP12 No. 6XVP2 
No. 23NK39 
Rescue Knives and Tools GiGERBER BENCHYJADE 
Handle Overall Item 
Description Handle Color Type Length Blade Length Brand No. 

Rescue Knives 

Boot Knife, Ghostrike Fixed Blade, Fine Edge Drop Point Blade Black Textured Grip 62%2" 3/6 Gerber 31EP12 

Ghoststrike Punch Knife, Drop Point Blade Black Textured Grip 413/46" aye. Gerber 31EP14 
Rescue Hook 

w/Integrated Oxygen Tank Wrench, Glass Breaker Black Textured Edge 8 Ye" 25%64" Gerber 23NK39 
Rescue Tool 

Pen, w/Integrated Glass Breaker Tip Black Ergonomic 5192" = Gerber 33GM35 
Safety Cutters 

w/Coyote Soft Sheath Nylon Webbing Pouch with Hook-and-Loop Closure, Retention Band Black Vinyl Coated 43" ye Benchmade 6XVN9 

Medical, w/Soft Nylon Sheath Black Full-Tanged 61" Ya" Benchmade 6XVP1 

Long, w/Soft Sheath Black Full-Tanged 61" Yn" Benchmade 6XVP2 


No. 1RF69 





Knife Sharpening Stones BOM 





= Diamond abrasive IN DANOND SHARPENING” 
Item 
Description Grade Color L W H No. 
Mini-Sharp® Sharpener Fine Red 25 ZI VY," 3KR90 
Double-Sided Diafold® Sharpener Fine/Coarse Red/Blue 4V3" 7 Ya" 1RF69 
Diamond Whetstone™ w/Plastic Box Fine Red 6" 2 ya 3KTO8 No. 3KT08 
DuoSharp® Bench Stones Fine/Coarse Red/Blue 8 25 ¥e" 1RF73 


Sign in to Grainger.com® to see YOUR Pricing and MORE $13 


Scan. Order. Done. 
Details on page A1. 


HAND TOOLS 
Multi-Tools 








Skeletool DLC Coating 


600 Pro Scout™ Crunch N dle N Utility Knife Set MP600 Bladeless 
No. 4AND5 No. 3BB52 No. 4ANE6 en pie ae No. 19YH58 
Multi-Tools “280 @D LEATHERMAN: OGEREER EEEEEE SOG *wesrwarp’ (STANLEY! 


Needle-Nose Plier-Based—Can be used at 
multiple angles. 


Pocket—Small and light enough to be carried in a 
pants pocket. 


Compact—Small enough to attach to a key ring. 


Butterfly-Opening—Larger center-opening tools 
One-Hand Opening—frees the other hand to hold are built for a wide variety of jobs. 


workpieces in place. 


Locking Plier Head—Snap into ready position with 
one hand, and lock down for a tight bite. Includes 











sheath. 
No.of No. of Item No. of No. of Item 
Description Tools Functions Brand No. Description Tools Functions Brand No. 
Pocket Multi-Tools Butterfly-Opening Multi-Tools 
CyberTool M 24 34 Victorinox SLW46 SwissTool Spirit Plus 27 2/ Victorinox 6GCU1 
MUT, Black, EOD 15 15 Leatherman 5YJX6 SwissTool Spirit Plus Ratchet 27 2t Victorinox 6GCT7 
Fieldmaster® 15 15 Victorinox 6GCT2 Surge Black Oxide 21 21 Leatherman 4ANE2 
Swiss Champ® 15 33 Victorinox 6D003 SURGE® 21 21 Leatherman 9QUEDO 
ger —— BACK WICHBTA 14 14 Victorinox 6GCT3 RES a HEE 19 19 Leatherman 5CZF5 
ulti-Plier - Bluntnose Black w/Carbide uper Too , Hex %e, “2, Ye in 
Insert Cutters, Berry-Compliant Sheath - Box 14 14 Gerber 23NK55_——Sotted, #2 Phillips Screwdrivers 19 19 Leatherman S5CZF6 
Center-Drive, Fine Edge, Sheath 14 14 Gerber 52JH39 Super Tool 300, Serrated 19 19 Leatherman 19LY95 
Center-Drive, Fine Edge, Sheath and 12-Pc Bit Set 14 14 Gerber 52JH40 Super Too! 300 19 19 Leatherman 82130 
Center-Drive, Fine Edge, Berry Sheath 14 14 Gerber 52JH43 Super Too! 300, Leather 19 19 Leatherman 8MVY5 
Center-Drive, Fine Edge, Berry 14 14 Gerber  52JH44 Charge Plus TTI 19 19 Leatherman 456K79 
Sheath and 12-Pc Bit Set Wave Plus 18 18 Leatherman 456K80 
Multi-Plier 600 - Needlenose Stainless w/ 13 13 Gerber  23NK56 Charge Plus 18 18 Leatherman 456K78 
Carbide Insert Cutters, Sheath - Box Wave Plus CC 18 18 Leatherman 456K82 
DIME™ Micro Tool, Fine Edge 12 12 Gerber 21A151 Wave Plus 18 18 Leatherman 456K81 
Multi-Plier 600-ST (Sight Tool), Black, Sheath 11 11 Gerber 23NK59 Rebar ™ 17 17 Leatherman 191222 
Huntsman, Green Camo 9 15 Victorinox 45J366 Rebar ™, Serrated 17 17 Leatherman 191219 
Red Classic 7 7 Victorinox 6D001 Multi-Tool, Black Oxide 16 16 SOG 5FVU2 
Black Classic Fi 7 Victorinox 5LW42 MUT, Black 16 16 Leatherman 5YJX5 
Ruby Classic 7 7 Victorinox 6GCT9 MUT (Military Utility Tool) 16 16 Leatherman 6XDT0 
Silvertech Signature Lite i 7 Victorinox 6GCT6 Rebar Knifeless i 16 Leatherman S2NT88& 
aerelon pombe Blade 7 7 Leatherman aN MUTT EOD «Miltary rea se ' 15 15 Westward 1YJC7 
eletoo oatin 7 7 eatherman 4AND5 ilitary Utility Too 
ae eton. Clip Point Combo Straight/Serrated Knife f f reathenman ie (Explosive Ordinance Disposal) 1 - Leatherman T9LV97 
eletoo eatherman 7 MUT EOD (Military Utility Tool 
pies to pH Herr CGH toe aie dare ee 
olding Knife ictorinox ilitary Utility Too 
Tinker 5 12 Victorinox 6D002  —_(Explosive Ordinance Disposal) 1 15 Leatherman 6XDT4 
Electrician 4 Victorinox  6D004 Diesel 14 14 Gerber 6FZL9 
Electrician's Self Locking 2 4 Proto 4R169 Sidekick ™ 14 14 Leatherman 191220 
Raptor, Multi-Tool, Steel 1 6 Leatherman 41U105 Wingman ® 14 14 Leatherman 191221 
One-Hand Opening Multi-Tools Gerber Gear 2 12 Gerber 45NV86 
OHT, Black w/Black Molle Sheath 16 16 Leatherman 41U101 DIME™ Micro Tool 12 12 Gerber 21A150 
OHT, Tan w/Black Molle Sheath 16 16 Leatherman 41U102 Multi-Tool 12 12 Westward  6ATV1 
OHT, Black w/Tan Molle Sheath 16 16 Leatherman 41U103 Suspension™ 12 12 Gerber 2ZB19 
OHT, Tan w/Tan Molle Sheath 16 16 Leatherman 41U104 Swiss Tool™ X 12 2/ Victorinox 2PU14 
MP600, Blunt Nose, Stainless 15 15 Gerber 1XEZ6 Swiss Tool™ Spirit 1? 20 Victorinox 2PU15 
MP600 Pro Scout™ 14 14 Gerber 3BB52 Swiss Tool™ 12 2f Victorinox 5SLW45 
MP 600, Needlenose, Black Oxide 14 14 Gerber 6FZL8 Full Size 12 12 STANLEY 3FRA8 
MP600, Needlenose, Stainless 14 14 Gerber 5LM41 SwissTool Spirit X, Drop Point 10 Zi Victorinox 191438 
MP600 Multi-Tool and LED Flashlight Combo 14 14 Gerber 19LZ18 Bladeless Multi-Tool 
Diesel 13 13 Gerber 1XFA5 MP600 Bladeless 12 12 Gerber 19YH58 
Needle-Nose Plier-Based Multi-Tools Accessory - Multi-Tool Bracelet 
SIGNAL™ 19 19 Leatherman 39CG20 READ™ 29 29 Leatherman 39CG06 
REBAR® 17 17 Leatherman 38HT39 Accessory - Knife Pouch 
Diesel Multi-Plier 12 12 Gerber 23NK52 For Knives up to 3" Folded Length — — Victorinox 6GCT4 
Dee. 9 12 Gerber 2EVF1 Accessories for 5YJX5 and 5YJX6 
Locking Plier Head Multi-Tools Cutter Inserts _ _— Leatherman 5YJX7 
Crunch 15 15 Leatherman 4ANE6 Carbon Scraper _— — Leatherman 5YJX8 
Compact Multi-Tools Punch — — Leatherman 5YJX9 
Multi-Plier® 400 Compact 11 11 Gerber 5LM29 Punch, Ys" — — Leatherman 5YJY0 
Curve - Gray 6 6 Gerber 4RDT3 Hook Cutter — — Leatherman 5YJY1 
Curve - Blue 6 6 Gerber 4RDT4 Wrench _ _— Leatherman 5YJY2 
: No. Then, 
FISKARS 2CJUX2 D we 
ao 
Rotary Cutting Mats “ No. 2CuU8s 
: oj is : No. 2CJU9 I 
Self-healing, double-sided mats have grid lines on 1 side for detailed cutting. _ tem 
e Description Brand No. 
L W Item Rotary Cutters 
Fi ' Description (in.) (in.) Brand No. Best made cutting fools inthe word Ergonomic sc 
ectangular ® mm a 
Gray with Grid on Both Sides Fe } ‘ Fiskars s3Mig04 FISKARS comm Hs ars aa 
‘ ‘ ; ‘ ; a omm a 7 
One Side Green with Yellow Lines, Other Side Solid Green 04 36 Olfa OCIX2 Rotary Cutters Straight 
— 8 8 FISk 33M302 Re Repl BI i 2a 
; ; ; ; ; iskars tools t il t otary Cutter Replacement Blades 
ey VE Serine seg rae el ole igi Fiskars 33303 | USE tools to easily cu 28mm, Tungsten Carbide __Olfa_ 2CJV6 
One Side Green w/White Lines, Other Side Solid Green 36 24 Olfa 3KJD7 paper, plastic, vinyl, 45mm, Tungsten Carbide Olfa_ 2CJW1 
One Side Translucent w/White Lines, Other Side Solid Translucent 36 24 Olfa 3KJD8 composites and textiles. 60mm, Tungsten Carbide Olfa_ 2CJW4 
814. GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° HAND TOOLS 











Find the wy. Find Solutions. Find Great Prices. Scissors & Shears 
2 O 
e , | 
y KLEIN. @ Heritage ss SZ 3 
=e @.onarnvtco.s FOOLS &® Cutlery “= ©. => i ey. 
wx ba ” * \ J ~ 
WESTWARD =isxars: SUCP gitugher — Ne. 10F730 ‘= No. 45ND54 No. 423K15 C) 
Length ltem Length Item 
Description of Cut Brand No. Description of Cut Brand No. 
Electrician's/Electronics Scissors Fabric/Fiber Scissors 
High Carbon Steel BGRETIOTS , ick Chrome Tare Fi , 
Ring and Ring Handle, Blunt Tip, Serrated, i ocket Safety Thread Yarn Scissor, Elongate i ; 
Wire Cut Knotches, Ambidextrous Me “Clauss 10F 730 Ging Handle, Blunt Tip, Right Handed eve __‘Meriiage —_AVAR? 
Electricians Scissors, Ring and Bow i tainless Stee 
Handle, Sharp Tip, Right Handed 1%" Jonard Tools 4AVK1 Curved Scissors, Ring Handle, Sharp Tip, Ambidextrous "Fiskars 45ND54 
Ring and Ring Handle, Sharp Tip, Right Handed 1%' _KleinTools 2DFJ3 Scissors 
Hickel Chrome Hanlle Curved Ceramic : fing Hardie B 
cissors, Ring and Ring Handle, Curved, i . cissors, Ring and Ring Handle, Blunt i 
Extra Sharp Tip, Right Handed 4 Heritage VATS Tip, Serrated, Ambidextrous 2 Slice 423K15 
Shear, Curved, Ring and Ring Handle, " eee AVAT3 Forged Steel 
Extra Sharp Tip, Right Handed g Shear, Ring and Ring Handle, Sharp Tip, Right Handed Yq" Clauss 22UN25 
Stainless Steel Shear, Ring and Ring Handle, Blunt Tip, Right Handed 1%" Clauss 22UN33 
Elongated Rings Handle, Sharp Tip, Ambidextrous 1¥s' Westward _2UJX8 Stainless Steel 
Ring and Bow, Sharp Tip, Stripping Notches, Right Handed 1%" _ Klein Tools 4VAN9 HD Scissor Jonard Tools 34RP86 
Ring and Ring Handle, Sharp Tip, Serrated, 17" Klein Tools  4VAP4 Scissors, Ring and Ring, sharp Tip, Blade, Ambidextrous 22" Gingher _45ND47 
Stripping Notches, Right Handed Heavy-Duty Shear, Oversized Fulcrum, Adjustable Tension, 315" Clauss 197041 
Ring and Bow Handle, Sharp Tip, Ambidextrous 2¥2" _ Westward 4YP41 Ring and Bow Handle, Sharp Tip, Right Handed 
Tempered Steel Steel 
Scissor with Stripping Notches, Ring and Ring Handle, 174" Klein Tools 2DGR9 Scissors, Ergonomic Plastic Handle, Blunt 315" Ficlars 425X88 





Blunt Tip, Serrated, Stripping Notches, Right Handedl Tip, Serrated, Ambidextrous 
Titanium Bonded® Steel 


Scissors, UltraFlex Handle, Sharp Tip, Ambidextrous 1%" Clauss 10F710 








Heritage KLEIN. @& 

Cutlery —-ISKARS’ TOOLS &9 

r __—~ . * No. 45ND49° 
~ SINcE1877 atlas WESTWARD = i —_ 





— - 
® _ =r 
e — = 
a 
Ss. ‘Ss Best made cutting tools in the world.® es = 
i 





\ No. 5LC53 
Shears ———— No. 2UJY1 
Length Item Length Item 
Description of Cut Brand No. Description of Cut Brand No. 
cea aril ian sun a a Bo ade Shan Fan a 
Offset, Ring and Bow Handle, Blunt Tip, Right Handed 23/4" Heritage AVAV3 Curved and Enlarged Bow Handle, Sharp 4" Fiskars 45ND53 
Offset, Ring and Bow Handle, Blunt Tip, Right Handed 294 Heritage  4WAU9 Tip, Right Handed, Orange & Gray 
Offset Utility, Ring and Bow Handle, Sharp Tip, Right Handed 3 Heritage 4VAV2 shears oT 
Stainless Steel utlery Steel, Polishe . 
Foner, ae ca Sharp 9" Fiskars ASND49 guise ie enlarged Lower Ring 5 Crescent Wiss 4CP69 
ip, Right Handed, Serrate orged Stee 
ne ee Se Sharp 4" Bclats A45ND51 meet Eng and Bow Handle, Sharp Tip, Right Handed 21" Clauss 22UN46 
ip, Right Handed, Serrate ickel Chrome 
7) so SANT eos a 
SAR a 1 ein Toos —awnrr (Lege sang ang gow Fare en Taos AVA 
Fabric/Fiber Shears Bent Shea, Ring and Bow Handle, Sharp Tip, Right Handed 6" Heritage 4VAL7 
Forged Steel ainless Stee 
Bent Shear, Ring and Bow Handle, Sharp Tip, Right Handed 4¥" Clauss 10F728 Shear, Curved Handle, Sharp Tip, Ambidextrous 14" Westward _ 2UJX9 
Bent Shear, Ring and Bow Handle, Blunt Edge, Right Handed 41%" Clauss 10F726 Industrial Shears, Ring and Ring Handle, 437/eq" Olfa 5LC53 
Bent Shear, Ring and Bow Handle, Sharp Tip, Right Handed 6" Clauss 10F727 Serrated, Right Handed . . 
Hard Coat Chrome Shear, Curved Handle, Blunt Tip, Ambidextrous 154" Westward 4YP37 
ce stage wry Sag et aie et 
High Carbon Steel Light Weight Shear, Extra Large UltraFlex Ring F 
Cacia w/Safety Latch, Ergonomic and Bow Handle, Sharp Tip, Right Handed 3% Clauss 197042 
Sharp Tip, Ambidextrous 14" Westward = 2UJY3 Bent Shear, Light Weight, Extra Large UltraFlex Ring 3 yy" Clauss 197045 
Kevlar Shears, Ring Handle, Sharp Tip, Ambidextrous 1%" Westward  2UJY2 gn poe Handle, Sharp Tip, Right Handed 
Nickel Chrome 
E Shears, Ergonomic Plastic Handle, Blunt ' 
Bat Tip, Hight Handa 3%«' Klein Tools. 4VAR3-——_Tip, Serrated, Ambidextrous a 
Di Shears, Ergonomic Plastic Handle, Blunt ; 
Shaty Tip. Right Handed eee 4%" Klein Tools = 4VAR2 Tip, Serrated, Ambidextrous, a4 papas _ mesma 
Titanium Bonded® Steel Titanium Bonded® Steel 
Shear, Bent, Ring and Bow Handle, Sharp Tip, Right Handed 35%" Clauss 10F706 Ships Ban egonomio Ring Ti prob dexrous 1 Clauss 10F711 
ary cheat Serrated, Blunt Tip, Ambidextrous Ui a cL 
High Leverage, Ring and Bow Handle, Sharp Tip, Right Handed _3° Heritage AVANT = — Seah, Be, rae Handle, nip Up, Ambidextrous 2 ase Ens 
Enlarged Lower Ring Handle, Blunt Tip, Right Handed 3% Heritage 4VAUB a are Tip Right Handed.” 2% Clauss. = SEHK 
supe eet Ring Handle, Sharp Tip, Right Handed 4" Heritage __AVAUS_ =~ Shear Bent, Ultraflex Handle, Sharp Tip, Right Handed 3 V4" Clauss BEHJ7 
ainless Stee aoe cer = = ; 
pi 1 Shear, RibGrip Handle, Sharp Tip, Ambidextrous 3M Clauss 10F714 
Enlarged Lower Ring Handle, Ball Tip, Right Handed 3 Heritage AVATS Shear, Ring ail Bow anal Sharp Tip, Right Handed 35 Clauss 5EHKO 
High Leverage, Enlarged Bow Handle, Sharp Tip, Right Handed ~—3" Heritage 4VAU2 Shear Bent, Ergonomic Ring anal Bow , 
j ] ; 3 1h" 
St mac rare 3’ Heritage ++ 4VAU1. ~——_Handle, Sharp Tip, Right Handed I oe a 
aa PUP, Tg : Shear, Bent, UltraFlex Handle, Sharp Tip, Ambidextrous Ay," Clauss 10F707 
OnE Dob ha eg ower ming mangle, 3’ Westward  4YP40 —| Wood Shears 
Sharp Tip, Right Handed Stainless Steel 
Shane iip Clenttomied ener 3%" Westward  4YP389 — ‘Offset, Curved Handle, Blunt Tip, Ambidextrous 1% Westward 2UJY1 
Curved Handle, Blunt Tip, Ambidextrous 2" Westward 2UJX7 


Sign in to Grainger.com® to see YOUR Pricing and MORE 815 























HAND TOOLS Scan. Order. Done. 
Snips & HVAC Tools Details on page Al. 
Overall 
Length Item 
P Description (in.) Metal Gauge Cutting Edge | Handle Design Brand No. 
Viation Snips 
Left/Right/Straight Cutting Action 
— gt ess'Giae) Knife Ergonomic Soft Grip Milwaukee 437K31 
3-Pc. Set = 18 Mild Serrated Ergonomic Rubber Grip DeWalt 410D25 
3918 Mild Serrated -VinyL-Cushion Grip Crescent Wiss 5MDOB 
4 errate inyl Cushion Grip rescent Wiss 
: «att 9% 18 Mild Serrated Contoured Vinyl Grip Crescent Wiss 4X865 
pee eee No. 4VAV6 catia ( A 10% 18 Mild Serrated Ergonomic Crescent Wiss 31LZ42 
eft/Right Cutting Action 
2-pc. Offset Set 9% 18 Mild Serrated PVC Cushion Grip Westward 4YP54 
2-Pc, Set Stanlese'Sigg! Knife ‘Ergonomic Soft Grip Milwaukee 437K30 
Left/Straight/Circles Cutting Action 
18 Mild/18 
Serrated Color Coded Molded 
No. 2ZY15 Offset 10% Sear Top Blade Thermoplastic Grip Malco 2cuy9 
Left/Straight Cutting Action 
Aviation 9% 18 Mild Serrated Contoured Vinyl Grip Crescent Wiss 4X863 
re aise — 9% 18 Mild Serrated Non-Slip Grip Crescent Wiss 5A447 
oO. utti i 
Aviation 9% 18 Mild Serrated Contoured Vinyl Grip Crescent Wiss 60198 
Offset 9% 18 Mild Knife Plastic Soft Grip Westward 1UG15 
Notching/Trimming Cutting Action 
18 
Serrated Color Coded 
Bulldog 10 eas ote fonerlaw Plastic Grip Malco 2CJY8 
Right/Straight Cutting Action 
Aviation 9% 18 Mild Serrated Contoured Vinyl Grip Crescent Wiss 4X864 
ee A 9% 18 Mild Serrated Contoured Vinyl Grip Crescent Wiss 5A448 
ight Cutting Action 
No. 1UG18 Aviation 9% 18 Mild Serrated Contoured Vinyl Grip Crescent Wiss 6C199 
. gyn P x 9% 18 Mild Knife Plastic Soft Grip Westward 1UG16 
traight Cutting Action 
No. 5MW41 Bulldog 9% 16 Mild Serrated Contoured Vinyl Grip Crescent Wiss  1A631 
Electrician's/Electronics Snips 
Seated ight Handed = — Serrated  CushionGrip Curved Klein Tools © 4VAP8 
Aina Fabric/Fiber Snips 
. : Thread Clip Snip, 
TMlidwouke? DEWALT, * westward Self-Opening, Blunt — — Knife Single Ring Heritage  4VAV7 
Tip, Right Handed 
[ae Thread Clip Snip, 
1 Self-Opening, Shar — — Knife Single Rin Heritage 4VAV6 
Wiss ( ber KLEIN Heritage Tip, Right Handed : : : : 
4 , , . 
— TOQLS. Cutlery Inlaid Industrial Snips | eganani | 
FH-iISKARS: eer 14% 18 Mild Serrated Cushion Grip Crescent Wiss 2ZY15 
ndustrial Snip 
= 16% 16 Mild Serrated oe Gr Crescent Wiss 2ZY14 
Snips Metal Cutting Snip aan: 
Left/Right/Straight Cutting Action 
AVIATION SNIPS Bhatt Strataht Cutting — } | ) 
Multipurpose Rolled Steel Knife Ergonomic Fiskars 425X92 
Cut sheet metal, rolled steel and other metals. Nonslip, serrated Multipurpose Snips 
Jaws. Ambetius — — Serrated Ergonomic Fiskars 425X91 
3-Pc. Sets—Steel jaws are hardened, tempered, and can be Left Cutting Action 
; Multi 9% 18 Mild Knif Plastic Soft Gri Westward 1UG18 
sharpened. Set No. 4PMO06 includes Nos. 5MX59, 1UG17, and Right Cutting Action : ! ane agree eset 
1UG18. Set No. 5MDO08 includes Nos. 4X863, 4X864, and 4X865. Stralent conting Aciiaa o7 18 Mild Knife Plastic Soft Grip Westward _ 1UG17 
2-Pc. Offset Set-—Drop-forged, hardened alloy steel blades are Multipurpose a 18 Mild _ Knife ___Flastic Soft Grip_Westware__SMiyee 
: : 0% 0 Mild errated on-Slip Grip rescent Wiss 4NV65 
offset to Keep hands away from cutting surface. Comfort-grip PVC Tinner's Snips 
Straight Cutting Action 
handles. Includes Nos. 1UG15 and 1UG16. 2-pe. Set 7&10 20 Mild Serrated Vinyl Cushion Grip Westward 4YP53 
INLAID INDUSTRIAL SNIPS Duckbil 10% 24 Mild Knife ciennado Crescent Wiss 2ZY12 
Make straight cuts and cut wide curves when trimming light stock. Long Cut NW” 20 Mild Serrated mete oot atlp Westward _ 5MW41 
7 24 Mild Serrated Crescent Wiss 2ZY10 
MULTIPURPOSE SNIPS Gishion Gh 
; : 8% 24Mild _ Serrated OG Crescent Wiss 2ZV99 
Cut a variety of materials from paper to aluminum, sheet metal, Cushion Grip 
and screening. Tinner's 9% 24Mild Serrated Beara Crescent Wiss 2ZV98 
TINNER'S SNIPS 11 22 Mild Serrated cushion Grip crescent Wiss 22V97 
For trimming light stock, paper, linoleum, and sheet metal. Set eestor _ aise 
No. AYP53 includes 7 and 10" snips. 122 20 Mild Serrated Cushion Grip Crescent Wiss 2ZY11 


HVAC Sheet Metal Tools 


= For complete contents of the HVAC Starter Tool Kit, see Grainger.com® 


Males 





Mfr. Item 

Description Model No. 
16-Pc. HVAC Starter Tool Kit STKMR 102845 
Hole Cutter, Cuts 2 to 12"-dia HC1 1ELG5 
Hole Cutter, Cuts 2 to 20"-dia. HC2 1ELH8 
Replacement Bit for Nos. 1ELG5 and 1ELH8 CB 1ELG6 
Hole Punch HP18KR 5KNV3 
Cable Tie Tension Tool TY4G 1ELG7 
Adjustable Tie Tensioning Tool TY6 1ELH7 
Turbo Shear Ts] 1ELH1 
Turbo Shear, Heavy-Duty TSHD 1ELH9 
Setting Hammer sink] 1ELH4 
Duct Knife, Serrated DK6S 1ELJ7 
Portable Mini Brake MB48A 2CJY3 
Sheet Metal Crimper C5R OKNU7 
Hand Notcher NiR SKNUS 
Hand Seamer 37 uz SR SKNUS 

and Seamer, 34° Jaw 

No. 102845 Offset Hand Seamer, 3 4" Jaw S3R 5KNVO 
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GRAINGER CHOICE”° HAND TOOLS 





Find the wy. Find Solutions. Find Great Prices. Bolt, Strap & Wire Rope Cutters 
KLEIN  * ; 
) TOOLS RIDGID 








Fiberglass Handle 
No. 2G976 


Bolt Cutters 


H.K. Porter® bolt cutters have drop-forged tapered jaws with toggle joints 
and center cut blades. Threaded bottom straps increase blade rigidity. 
Adjustment screw adjusts gap after extended use. Rubber grip handles. 


Note: Westward® replacement cutter heads available on Grainger.com®. Steel Handle 














Soft &Med/Hard | Hard Materials ences 
Materials Up to Brinnell) Up to Brinnell Aluminum Handle 
300 Rorewel C31 455 oie C48 No. 22UN79 
Overall iameter iameter Mfr. Item 
; ‘ Soft & Med/Hard Hard Materials 
EES ns (mm) (in.) (mm) Brand Model No. Materials Up to Brinnel eh Brinnel 
18%" i 10 Ya" 6 Crescent H.K. Porter OO90FC 2G976 Overall Diameter Diameter Mfr. Item 
24%" | Ae u cals 8 Klein Tools 63124 25141 36" |e" 14 fe’ 11 ~_‘(|CrescentH.K. Porter 0390MC —_—-2H023 
30%" Yo 13 ye" 10 Crescent H.K. Porter —_ 0290FC 2H007 36" Vg" 14 The" 11 Westward — 1YNC3 
30%" | 13 7 10 Klein Tools 63130 __ 25D 142 36° |e" 14 Ave At Klein Tools 63336 250138 
3612" Ve" 14 Ae 11 Crescent H.K. Porter 0390FC 2H021 33" Vg" 14.3 ge 14 Ridgid 14233 6PFE7 
Plastic Dipped Handle 42" | te 18 ve 13 _—(CrescentH.K. Porter O0590MC —_—-2H035 
8" ya" = = = Crescent H.K. Porter O890MC  31LZ43 49" TH¢" 18 a 13 Klein Tools 63342 25D139 
8" Ya = —= — Crescent H.K. Porter O890SMC  31LZ45 37 Vr" Ag" Ag V4" 6 Knipex 7182950 3JXJ4 
Steel Handle . Steel Handle, Recess Head 
8" wi 6 ¥" 3.6 Knipex 7101 200 SBA _2DYX2 10" | He — Yat Knipex 71.01 250 SBA 54JD59 
8" Ya 6 Ye 3.6 Knipex 71 12 200 SBA _3JXH9 Steel Handle, w/Tether Attachment 
8" Va 6 % 3.6 Knipex 71 21200 SBA 3JXJ1 ' - a 7402 200 
8" Yi 6 i" 3.6 Knipex 71 22 200 SBA 3uXJ2 8 “4 = "3 — Knipex TBKA  »4dD68 
3 i : oe 33 ee o 7 a oer oe Steel Handle, w/Tether Attachment, 20° Head 
4 g nipex é 71 22 200 
8" yp" 3 = = Westward = 1YNB6 8 4 — we Knipex TBKA _—~O4dD6S 
8" Ya — ¥," — Knipex 7101200 38GU34 Steel Handle w/Opening Spring 
8" Ya" _— Ye" _— Knipex 7131200 38GU47 ; i , 71 32 200 
a | ve = ——————— Knipex 7141200  38GU48 : a = — Knipex TBKA 544070 
8" A 6 A 3.6 Knipex 7102200  10U115 Soft & Med/Hard 
o YA" 6 a 3.6 Knipex 7132200 100116 Hard Materials Up to Materials Up to Brinnell 
8 /32" — — — Westward — 10D457 Brinnell 371 Rockwell C40 226 Rockwell C20 
10" | er = Ae — Knipex 71 31 250 SBA 54JD60 L __ Diameter __ Diameter Item 
14" V' 6 Ae" 5 Westward — 1YNB7 (in.) (in.) (mm) (in.) (mm) Brand No. 
14" Ae 8 Ae 5 Crescent H.K. Porter 1490MC = 2H053 Aluminum Handle 
15" 6 7.9 we StC«ACB Ridgid 14213 GPFE3 14 ~e 5 Ya 7 Westward _ 22UN79 
18" x 10 Ya 6 Crescent H.K. Porter O090MC —‘-2G978 18 % 6 “6 8 Westward _ 22UN80 
18" a6" 8 Vy 6 Westward = 1YNB8 24 6 8 ¥ 10 Westward 22UN81 
18 Ye" Ae 8 He" 5 Knipex 7172460 100117 Mfr. Item 
18" ¥" 10 Va" _— Klein Tools 63318 2DFZ8 For Use With Brand Model No. 
18%6" V6" — Y30" — Crescent H.K. Porter OO90MCP 493X34 Replacement Cutter Heads for Steel and Fiberglass Handles 
19" ¥" 9.5 Ya" 6.4 Ridgid 14218 6PFE4 Mfr. No. 1490MC Crescent H.K. Porter 1413C 2H049 
24" 34" 9 Ae" 8 Westward — 1YNB9 Mfr. No. OO90FC, OO90MC Crescent H.K. Porter 0013C 2G972 
24" ”e' 11 Ae 7.9 Ridgid 14223 6PFE5 Mfr. No. 0190FC, 0190MC Crescent H.K. Porter 0113C 2G986 
24" ¥" 9 Ya" 7 Knipex 7172610 10U118 Mfr. No. O290FC, 0290MC Crescent H.K. Porter 0213C 2H003 
24" 6" 11 Ae 8 Klein Tools 63324 25D137 Mfr. No. O390FC, 0390MC Crescent H.K. Porter 0313C 2H017 
25" 3" — — — Westward 22UN92 22UN92 Mfr. No. O590MC Crescent H.K. Porter 0513C 2H029 
264%64" | — 6" — Crescent H.K. Porter 0190MCP  493X33 Replacement Blades for Aluminum Handle 
30" yA" 13 ¥" 10 Crescent H.K. Porter 0290MC 2H013 22UN80 Westward _— 22UN83 
30" YA" 13 ¥" 10 Westward —_ 1YNC2 22UN81 Westward = 22UN84 
30" 6" 11 Ve 8 Knipex 7172760 100119 Item 
30" ye 13 ¥" = Klein Tools 63330 2DFZ9 Description Brand No. 
Sil YA" 12.7 ¥" 9.5 Ridgid 14228 6PFE6 2-Pc. Steel Handle Bolt Cutter Set 
35/4" YA" 13. ¥" 9 Knipex 7172910 100120 Includes Nos. 1YNB7 and 1YNB8 Westward 1YNC1 





ied 
Safety Strap Cutters GEE CHKP, 


(., a 
SS 











Cut steel straps under tension Strap —_ Tool Mfr. Item 
with one hand. No 3YNA6 holds yas ge_Sic_Lengin sell OT it No. 3YNAG 
banding tightly during cut to 0.047 1% 10% Bessey D123S-SB  3YNAG 
prevent springback and features 5 ae 2" 24" Crescent H.K. Porter 2690GP _—6A219 
F : enerai-Duty 
ergonomic handle with compound 0.035 ww 9 Crescent H.K. Porter 09901  6A217 
leverage for comfort. 0.050". iv 12 Crescent H.K. Porter 1290G  6A218 No. 6A218 
Cutting Overall Mfr. Item 
Cutting Cap./Material Action Length Brand Model No. 
Wire Rope Cutters No. 3JXJ6 No. 6PFF5 
Ye" Cable and Soft Wire Rope Center Cut 6 Knipex 9561150SBA 3JXJ6 = a 
egering Wie’ Shear Cut «= 7%" Westward = iva Wire Rope Cutters <g> * , 
%2"" Conductor Cable, 4" ' , rar = Plastic-coated handles 
i 5 : Z i . . . . . . . 
Wie er ee oe ee mpex 99 61 190 SBA BPFFSigh-leverage jaws require little effort for cutting. No. 3JXJ6 has induction-hardened 
Ya’ Wire Rope Center Cut 7%" Knipex__ 9562190 T BKA 54JD83__ steel blades that cut Bowden cables and soft wire rope up to %" dia. No. 6PFF5 
Stine cee ant, = Shear Cut «= 24" Westward — 100453 features chrome-vanadium steel blades to cut 2" conductor cable, 4" wire rope, 
Wire Cutter ¥0" med.-hard wire, and %4" piano wire. No. 38GU44 features heavy-duty steel 
YA" Wire Rope Shear Cut___7%2' _Knipex 9561190 _ 38GU44_— blades for cutting 4" wire rope, %32" capacity copper, and %2" communication cable. 
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HAND TOOLS Scan. Order. Done. |= 
Files Details on page A1. = 
ae e 
, ns wy 
File Sets IK, 
No. of Item 
Pieces L Includes Brand No. 
Black Oxide Finish File Set 
American Pattern 
a 8 in 8 in Rectangular, 8 in Round, 8 in Round with Chip Breaker, 8 in Square, 8 in Half Round Westward 12F862 
Ergonomic-Handle Steel File Sets 
American Pattern 
3 6 in 6 in Half Round, Mill Bastard, Round Bastard, Soft Grip Handles, Vinyl Pouch Westward 1NFK6 
3 6 In 6 in Round, Mill, and Square, Bastard, Vinyl Pouch Westward 30PA54 
3 8 in 8 in Half Round Wood Rasp, 8 in Flat Wood Rasp, 8 in Round Wood Rasp, With Ergo Handle Westward 102758 
4 6 In 6 in Half Round, 6 in Round, 6 in Half Round Wood Rasp, 6 In Flat Wood Rasp, With Ergo Handle Westward 102763 
4 8in 8 In Half Round, 8 in Round, 8 in Half Round Wood Rasp, 8 in Flat Wood Rasp, With Ergo Handle Westward 102759 
, ee 6 in Flat, 6 in Three Square, 6 in Round, Double End, With Ergo Handle Westward 102762 
aoe eee All’8 in , Double 
4 End File: 734 in 8 in Flat, 8 in Three Square, 8 in Round, Double End, With Ergo Handle Westward 102757 
a] 6 in, 8 in, 10 in 8 in and 10 in Mill, 10 in Half Round, 8 in Flat, Bastard, 6 in Slim Taper, with Ergo Handles, Vinyl Pouch Westward 30PA42 
i) 6 In 6 In Flat, 6 in Half Round, 6 in Square, 6 in Three Square, 6 in Round, With Ergo Handle Westward 102761 
a] 6 in, 8 in, 10 in 10 in Mill Bastard, Halt- Round Bastard, 6 in Slim Taper, 8 in Mill Bastard TSE,8 in Flat Soft Grip Handles, Rollup Nylon Pouch Westward 1NFK7 
n) 6 in, 8 in, 10 in (5) Files, Ergonomic Handles and Pouch Nicholson 31LZ47 
5 8 in 8 in Mill Bastard, Flat Chip-Breaking, Half Round Bastard, Round Bastard, Square Bastard, Cloth Roll Pouch Westward 30PA62 
h) 8 in 8 In Fat sin Hal pound, 2 in square Pre Three Square, 81 n Round, With Ergo Handle Westward 102756 
. in Round Wood Rasp, 6 in Half Round Wood Rasp, 6 in Flat Wood Rasp, 
() (0) 6 Gin wc Roms Round, On Flat. 6 in Half Round, With Ergo Handle Westward 102760 
; in Round Wood Rasp, 8 in Half Round Wood Rasp, 8 in Flat Wood Rasp, 
= 6 in Slim Taper, 10 ; MM 7 LE th Breaking Hi FRO A Chie t king, Mill Smooth a 
; in Slim Taper, 10 in Mill Bastard, Flat Chip-Breaking, Half Roun ip-Breaking, Mill Smooth, 
9 6 in, 10 in Round Bastard, All Purpose, Flat Bastard, Half Round Bastard, Cloth Roll Pouch Westward 30PA49 
9 8in, 10in, 12 in Mill Bastard, 10 in Mill Bastard, Flat Bastard, Half-Round Bastard, Round Bastard,8 in Flat Westward 1NFK8 
: ang at Bastard, Half-Round, 6 in Slim Taper, 6 in Extra Slim Taper, Soft Grip Handles, Rollup Pouch 
in ,8 in ,10 in 
Sale Flats: 6, 8 and 10 in, 8 in Half Round, 8 in Square, 6 in Three Square, 6 in Round, 8 in Half Round 
mW, ee Wood Rasp, 8 in Flat Wood Rasp, 8 in Round Wood Rasp, Double End, With Ergo Handle Westward 102754 
High-Carbon Steel File Set 
Swiss Pattern 


; 6% in Barrette, Equaling, Flat, Half-Round, Joint, Knife, Marking,Crossing, 
No. 102761 12 6 % in Round, Slitting, Square, and Three Square Files, Pouch Nicholson 1F957 


Needle File Sets 
American Pattern 
6 5 %e in 2% in Equaling, Half-Round, Flat, Round, Square, (3) Square Files, Vinyl Pouch Westward 39CE58 
12 5 ¥% In Westward 102658 
12 ) ae in Westward 102659 
iF 3 all Knife, Flat, Square, Round, Half Round, Hand, Crossing, Joint TRE (Only Edge Cut O/C and westward weeet 
19 7 1¥%64 in U/C), Marking (Only R/S Cutting O/C and U/C), Slitting, Barrette (F/S Cutting) Westward 402664 
12 7 '¥6a In Westward 102662 
12 7 '%64 in Westward 102663 
Swiss Pattern 
12 6 % In Equaling, Barrette, Slitting, Half Round, Marking, Three Square, Round, Crossing, Flat, Knife, Square, Joint, Vinyl Pouch Westward 30PA65 
Paddle-Handle File Set 
American Pattern 
3 10 in 10 in Flat Chip-Breaking, 10 in Mill, and 10 in Flat Bastard with Paddle Handles, Cloth Roll Pouch Westward 30PA59 
' Steel File Sets 
American Pattern 
in 6 in Mill and Round Bastard, 6 in Slim Taper, Vinyl Pouch Westward 30PA45 
3 6 in, 8 in, 10 in 10 in Hall Roune pastard, 8 & 0 n HES yee Sn “ pmoott AT om abet Vinyl Pouch Westward 1INFK4 
in Warding Bastard, Half-Round Bastard, Round Bastard, Hand Bastard,Square 
moe TNEN2 6 4 in seat Bastard Slim Taper wooden Handles, Vinyl Pouch, aa Westward INFKS 
; in Flat Bastard, Flat Smooth, Square Smooth Bastard, Half-Round Bastard,Roun 
8 10in Bastard, Mill Bastard TSE, 7 in Slim Taper, File Cleaner, Rollup Pouch Westward INFK2 
9 40 in 10 in Flat Bastard, 10 in Flat Smooth, 10 in Mill Bastard, 10 in Half-Round Bastard, 10 in Round Bastard, Westward 4NFK4 
8 in Flat Smooth, 8 in Half-Round Bastard, 8 in 4-In-Hand, 6 in Slim Taper, Rollup Pouch 


American Pattern Files * WesnwaRD’ 











Item Item 
L Cut Type Teeth per Inch No. L Cut Type Teeth per Inch No. 
Cabinet Rasp 8 in Chip-Breaking 20 30PA55 
8 in Bastard 6.5 102669 10 in Flat Bastard 21 1NFP2 
8 in Bastard 1.5 102718 10 in Bastard 21 INFV9 
8 in Second 9.5 102721 10 in Flat Smooth 38 1NFP7 
8 in Smooth 1275 102724 10 in — Chip-Breaking 22 30PA47 
10 in Bastard 6.5 102670 10 in Bastard 23 30PA56 
Sa 10 basta 55 102719 10in Smooth 37 30PA57 
; 10 in Second ee 102722 12 in Flat Bastard 17 to 19 1INFP3 
Cabinet Rasp File 10 in Smooth 9.5 102725 12 in Flat Smooth 36 1INFP8 
12 In Bastard 5 102671 12 in Bastard 18 30PA50 
12 in Bastard 5.5 102720 14 in Bastard 17 30PA58 
12 in Second 6.5 102723 Flexible Milled Tooth Files 
12 in Smooth 9.5 102726 OTT Ay wee, 12 in Standard 10 12F864 
14 in Standard Rasp 6.9, File 11 102667 , Yb 4 , ! 14 in Medium 8 102603 
Cantsaw Files ies 14 in Fine 12 102604 
in — 50/51 102677 Flexible Milled aah File Half Round Files 
ceainiiieineeaeenets 8 in — 44/45 102678 4 in Bastard 3//45 26KP94 
Cantsaw File 10 in — 39/40 102679 6 in Bastard 29 1INFP9 
Crosscut Files 6 in Bastard 29 1INFW1 
8 in — 45/46 102680 6 in Smooth 50 1NFR5 
10 in — 40/41 102681 8 in Bastard 24 1NFR1 
Farmers Files sauble Cat 39793 aun pastare a3 u NERS 
. . ouble Cut in econ 4 
i ouble Cut ; in astar A 
zzz! / '0in —Double/Single “Single Cut 30/31 12698 an 8 in Standard Rasp 12.5, File 19.5 102674 
Farmers File Flat Files 8 in SPL 25/26 102690 
6 In Flat Bastard 30 1NFNI 10 in Bastard 21 1NFR2 
6 in Flat Smooth 52 1INFP5 . 10 in Bastard 21 INFW3 
6 in Bastard 31 30PA51 Half Round File 10 in Smooth 40 1NFR7 
6 in Smooth 5a 30PA60 10 in Bastard 16 102614 
8 in Flat Bastard 24 1NFP1 10 in Standard Rasp 12.9, File18 102675 
8 in Bastard 24 1INFV8 10 in SPL 22/24 102691 
8 in Flat Second 34 1NFP4 12 in Bastard 17 1NFR3 
8 in Flat Smooth 45 1NFP6 12 in Bastard 14/15 102615 
Flat File 8in Smooth 44/48 26KR03 12 In SPL 19/20 102692 
8 in Bastard 25 30PA52 
8 in Smooth 47 30PA53 i 
818 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the wl. Find Solutions. Find Great Prices. Files 
American Pattern Files 
Item Item 
L Cut Type Teeth per Inch No. L Cut Type Teeth per Inch No. 
13% in Bastard 17 39CE61 10 in Single 38/39 12F835 
14 in Bastard 17 30PA61 10 in Single 44/45 12F840 
Half Round Files, Black Oxide Finish 12 in Double 22/23 12F827 
6 in Double 3/30 12F844 12 in Double 36/37 12F832 
6 in Double 50/54 12F849 12 in Single 34/35 12F836 
8 in Double 25/26 12F845 14 in Double 19/19 12F828 
8 in Double 44/47 12F850 14in  Bastard/Single 330 12F837 
Qe (00 doe 22/24 12F846 Round Files 
10 in Double 39/42 12F851 4in Bastard 37/44 26KP95 
Half Round File 12 in Double 19/20 12F847 as 6 in Bastard 28 1NFR8 
Black Oxide Finish 14in___ Double 17/18 12F848 6 in Smooth 47 1NFT4 
Knife Files Round File w/ 6 in Bastard 26/31 26KP99 
4in Bastard 49/50 12F809 Ergo Handle 8 in Bastard 23 1NFR9 
4in Second 60/62 12F814 3 8 in Bastard 23 INFW4 
4in Smooth 82/84 12F819 8 in Second 31 1NFT3 
6 in Bastard 41/43 12F810 8 in Smooth 40 1NFT5 
6 in Second 53/54 12F815 10 in Bastard 20 1NFT1 
6 in Smooth 66/68 12F820 10 in Bastard 8.5 102676 
6 in Double 66/68 12F860 10 in Bastard 19/24 26KR04 
el 8 in Bastard 34/36 12F811 12 in Bastard 18 INFT2 
8 in Second 44/45 12F816 Round Files, Black Oxide Finish 
Knife File 8 in Smooth 56/58 12F821 6 in Double 28/29 12F852 
8 in Double 56/58 121 TC /, Double 47/48 12F856 
10 in Bastard 29/31 12F812 Round File 8 in Double 23/25 12F853 
10 in Second 37/38 12F817 Black Oxide Finish 8 in Double 40/42 12F857 
10 in Smooth 43/44 12F822 10 in Double 20/21 12F854 
12 in Bastard 23/24 12F813 12 in Double 18/19 12F855 
12 In Second 26/28 12F818 Spot Welder Tip Files 
12 in Smooth 38/40 12F823 10 in Bastard 20 30PA64 
Long Angle Lathe Files Spot Welder Tip File Square Files 
10 in Bastard 25/26 102693 4in Bastard 43/44 12F790 
eee a 12 in Bastard 22/23 102694 4in Second 58/60 12F796 
—— — oe 
i in astar 5 in astar 
Perera eee rine Mill Blunt Files. ane sat SC Gin bastard 33/85 12791 
in astar 5 e in econ 
~» 10 in Bastard 38/41 iNFV6 Square File 6 in Smooth 57/58 12F804 
On de | 12 in Bastard 34/37 INFV7 8 in Bastard 26/27 12F792 
. : Mill Files 8 in Second 37/38 12F798 
Mill Blunt File 4in Bastard 57/58 102699 8 in Smooth 46/47 12F805 
with Ergo Handle 4in Second 67/68 102706 10in  Bastard/Double 22/25 1NFT6 
4in Smooth 71/72 102712 10 in Bastard 24/25 12F793 
6 in Bastard 48/52 26KR01 10 in Second 31/33 12F799 
6 in Bastard 48 to 52 1NFK9 10 in Smooth 41/43 12F806 
6 in Smooth 68/74 1NFN5 12 in Bastard 19/20 12F794 
6 in Bastard 48/49 102701 12 in Second 29/30 12F801 
6 in Second 59/60 102707 12 in Smooth 38/39 12F807 
6 in Smooth 68 102713 13% in Bastard 17 39CE64 
8 in Bastard 43 to 46 1NFN1 14 in Bastard 17/18 12F795 
8 in Second 90/53 1INFN4 Taper Files 
8 in Smooth 56/62 1NFNG 4in Slim 58/63 26KP98 
_ Aimy’ 8 in Bastard 44/45 102702 6 in — 51 1NFT9 
8 in Second 51/52 102708 6 in — 55 1NFV1 
oe 8 in Smooth 58/59 102714 6 in Slim 50/55 26KR02 
Mill File 10 in Bastard 33 iNcNo “| | extra Slim 55/60 26KRO6 
10 in Smooth 51/56 1NFN7 Taper File 6in Double Extra Slim 59 30PA48 
10 in Bastard 38/39 102703 7in Slim 45/50 26KP92 
10 in Second 44/45 102709 7in~ Double Extra Slim 56 30PA63 
10 in Smooth 51/52 102715 3- Square Files 
12 in Bastard 30 1NFN3 4in — Bastard/Double 49/50 12F775 
12 in Smooth 45/50 1NFN8 4in Single 58/59 12F780 
12 in Bastard 34/35 102704 4in Single B64 12F785 
12 in Second 39/40 102710 5 in Single 46/47 12F776 
12 in Smooth 45/46 102716 5 in Single 54/55 12F781 
14 in Bastard 339 102705 9 In Single 60/61 12F786 
14 in Second 35/36 102711 6in  Bastard/Double 33/35 12F766 
14 in Smooth 40/41 102717 6in  Bastard/Double 47/48 12F769 
Pillar Files 6 in — Bastard/Double 57/58 12F772 
6 in  Bastard/Smooth 34/35 102739 = > 6 in Single 44/42 12F777 
6 in Second 44/45 102742 6 in Single 51/52 12F782 
6 in Smooth 56/5/ 102744 Three Square File 6 in Single 55/56 12F787 
, ; 8in  Bastard/Smooth 28/29 102740 6 in Double 33/35 12F858 
reer 2 8 in Second 38/39 102743 7 in Single 39/40 12F778 
Pillar File 8 in Smooth 47/48 102745 7 in Single 45/46 12F783 
10in  Bastard/Smooth 23/24 102741 7 in Single 51/52 12F788 
Pipe Liner Files 8in _ Bastard/Double 20/27 12F767 
14 in SPL 17/18 102696 8in  Bastard/Double 37/39 12F770 
ry Rectangular Files 8 in Bastard/Double 46/47 12F773 
—— —— at 
i i i in astar in ingle 
eae nee ie 8 in SPL 40 102606 8 in Single 49/50 12F789 
8 in SPL 6 102610 8 in Double 25/27 12F859 
8 in SPL 25/26 102683 10in _ Bastard/Double 23/24 12F768 
10 in SPL 35/36 102607 10in  Second/Double 33/35 12F771 
10 in SPL 16 102611 10in  Bastard/Double 41/42 12F774 
‘ i 12 in rk 30/31 102608 Warding Files 
wine SS Baits 12 in SPL 14/15 102612 4in_ _ Bastard/Smooth 90/52 102727 
—— oe ——— ets 
: in 7 in moot 
poem rene 14 in SPL 19/20 102687 —~ 4 Ain Bastard 50/55 26KP93 
14 in SPL 17/18 102689 Wardina Fil 6 in Bastard 32 1NFT8 
Rectangular Files, Black Oxide Finish arene: =e 6in _ Bastard/Smooth 41/43 102728 
6 in Double 40/42 12F824 6 in Second 55/57 102732 
6 in Double 52/54 12F829 6 in Smooth 68/70 102736 
6 In Single 48/49 12F833 8in_ __ Bastard/Smooth 34/36 102729 
6 in Single 59/60 12F838 8 in Second 46/48 102733 
6 in Single 68 12F841 8 in Smooth 56/58 102737 
. eee) 8 in Double 3/59 12F825 at 10 in Bastard/Smooth 28/31 102730 
sin Single ie Aa, 1448402738 
‘ in ingle te) 4 ee Pe eee in moot 
mectangular rie 8 in Single 51/52 12F839 ' Wood Rasp Files 
Black Oxide Finish 10 in Double 24/25 12F826 Wood Rasp File 8 in Bastard = INFV2 
10 in Double 38/40 12F831 
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Speciality Files, Handles & Cleaners 
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Specialty Files 


Diamond-coated files are used for cutting or grinding hard, 
brittle, and abrasive materials. Diamond enables faster 
operation, extends tool life, and allows very accurate toler- 
ances of shape and size. 






& Strauss 
Thread Restoring Diamond Instruments Inc. 
File Set 


No. 3MD33 






Handy File 
No. 1NFV3 















“i 
Note: Diamond files are not suitable for grinding high-carbon steel. 
Diamond-Coated 
See Mfr. Item 
Habilis File Description L Brand Model No. 
No. 31LX73 Mitr carn Round, Smooth Cut 82/4" Strauss HB2610D91 31LX66 
Description L__Brand Model! No. So's Diamond Grit Cut B20" Strauss HB2608D126— HILX6E 
Chainsaw Files - American Pattern Saar ame ney oops 
-dia. 6" Westward — {2F759 quare, Smooth Cut 8 32 Strauss HB2608D91 31LX69 
ada. 6" Westward — {F760 Square, Coarse Cut 8°32 Strauss HB2608D181 31LX/0 
Iedia, 3" Westward — {F761 Three Square, Diamond Grit Cut 8772 _ Strauss _HB260/D126 _ 31LX71 
Ta 3" Westward — {F762 Three Square, Smooth Cut 822" Strauss HB260/D91 31LX72 
Ti-dia 3" Westward — {F763 Three Square, Coarse Cut 8732" Strauss HB260/D181 31LX73 
ae LES a SE aes (2 es As NF2102TD126 31LX 
dia. 8° Westward — _12F765 ee i eee aa 
1. : arrette, Smooth Cut 5%" Strauss NF2102TD91 31LX96 
paNeyiE EGISMan naa anetn Barrette, Coarse Cut 515" Strauss NF2T02TD181 31LX97 
Rectangular With Round On Top 7% Westward — INFV3 nena Demand Gi toes 
Thread Restoring Files rossing, Diamond Grit Cut 5 a Strauss NF2192D126 31LY02 
Craccent Crossing, Smooth Cut 9%" Strauss NF2192D91 31LY03 
Regular Bolt 8" Nicholson T33001 3MD29 Crossing, Coarse Cut 5%" Strauss NF2192D181 31LY04 
—Trescent Equalling, Smooth Cut 9%" Strauss NF2112D126 31LY05 
Extra Fine/Extra Coarse Bolt 872" Nicholson 198007 3MD30 Equalling, Smooth Cut 5%" Strauss NF2112D91  31LY06 
—TCrescent Equalling, Coarse Cut 5%" Strauss NF2112D181 31LY07 
Metric Bolt 8%" Nicholson 198016  3MD32 Half Round, Diamond Grit Cut 5%" Strauss NF2152D126 31LV11 
4 Pc. Roll-Up Pouch Including Type-1 - Regular Bolt Half Round, Coarse Cut o/2__ Strauss NF2152D181__ 31L¥13 
11, 12, 13, 14, 16, 18, 20, 24 TPI: Type 2 - Fine/Ex. preccedt Knife, Diamond Grit Cut O72. Strauss NF2172D126 31LY14 
Course Bolt 9, 10, 12, 16, 20, 27, 28, 32 TPI; Type 834" Nicholson 733024 3MD33 Knife, smooth Cut 9%" Strauss NF21/2D91_ _31LY15 
7 - Regular Pipe 8, 10, 11 %, 14, 16, 18, 24, 27 TPI; Knife, Coarse Cut 5" Strauss NF2172D181 31LY16 
Type 8 - Metric Bolt, #7 File for Regular Pipe Thread Round, Smooth Cut 5Y2" Strauss NF2162D126 31LY17 
80, 1.00, 1.25, 1.50, 1.75, 2.00, 2.50, 3.00mm Round, Smooth Cut 5%" Strauss NF2162D91 31LY18 
Diamond-Coated Files Round, Coarse Cut 5Y¥2" Strauss NF2162D181 31LY19 
Escapement Files - Swiss Pattern Slitting, Diamond Grit Cut 9% Strauss NF2182D126 31LY20 
Barrette, Diamond Grit Cut 9%" Strauss MI8610D126 31LX38 Slitting, Smooth Cut oY" Strauss NF2182D91 = 31LY21 
Barrette, Smooth Cut 9%" Strauss Ml8610D91  31LX40 Slitting, Coarse Cut 9%" Strauss NF2182D181 31LY22 
Barrette, Coarse Cut 9%" Strauss MI8610D181 31LX39 Square, Diamond Grit Cut 9%" Strauss NF2142D126 31LY23 
Crossing, Diamond Grit Cut 9%" Strauss MI8609D126 31LX41 Square, Smooth Cut 5%" Strauss NF2142D91 31LY24 
Crossing, Smooth Cut o2 Strauss _MI8609D91___ 31LX42 Square, Coarse Cut 5%" Strauss NF2142D181  31LY25 
Crossing, Coarse Cut_ 9%" Strauss MI8609D181 31LX43 Three Square, Diamond Grit Cut 9%" Strauss NF2132D126 31LY26 
Equalling, Diamond Grit Cut 5%" Strauss MI8617D126 31LX45 Three Square, Smooth Cut 9%" Strauss NF2132D91 31LY27 
Equalling, Smooth Cut 5%" Strauss MI861/D91 31LX46 Three Square, Coarse Cut 9%" Strauss NF2132D181 31L¥28 
Equalling, Coarse Cut 9%" Strauss Ml861/D181 31LX44 Warding, Diamond Grit Cut 5%" Strauss NF2122D126 31LY29 
Half Round, Diamond Grit Cut 5Y%" Strauss MI8608D126 31LX58 Warding, Smooth Cut 5Yo" Strauss NF2122D91 31LY30 
Half Round, Smooth Cut 9%" Strauss Ml8608D91  31LX47 Warding, Coarse Cut 5Y" Strauss NF2122D181 31LY31 
Half Round, alse Cut 5%" Strauss MI8608D181 31LX48 No. of Mtr Item 
Round, Diamond Grit Cut 5¥2" Strauss Ml8621D126 31LX49 ia ; 
Round, Smooth Cut Bs" Strauss MIB621091 37LX50 are seaaeupe Shape Brand Motel Me. 
Round, Coarse Cut 5Y" Strauss Ml8621D181 31LX51 5 Standard Strauss HB2627D126 31LY32 
Square, Diamond Grit Cut 5Y" Strauss Ml8619D126 31LX52 5 Smooth Equalling, Three Square, Ciraugs HB2627D91 311V33 
Square, Smooth Cut 54%" Strauss MIl8619D91 31LX53 5 C Square, Half Round, Round St HB2627D181 3434 
Square, Coarse Cut 5v5" Strauss MI8619D181 31LX54 Tan oa aus 
Three Square, Diamond Grit Cut 5" Strauss MI8614D126 31LX55 pees Se 
Three Square, Smooth Cut 5v5" Strauss MI8614D91 _ 31LX56 2 ___Standard equalling, Three Square plrauss _rszponieo sys 
Three Square, Coarse Cut 5%" Strauss MI86014D181 31LX57 9 Smooth square, Half Round, Round ——vlfauss__NF4205D91_S1LY36 
Habilis Files - Swiss Pattern 5 Coarse Strauss NF4205D181 ~=31LY37 
Equalling, Diamond Grit Cut 824" Strauss HB2601D126  31LX59 6 Standard Strauss _ NF4206D126_ 31 LY38 
Faualling Smooth Cat 82V40" Strauss HB2601D91  31LX60 6 Smooth ha pound. Hound: Ciceting’” Strauss NF4206D91__S1LY39 
Equalling, Coarse Cut 82442" Strauss HB2601D181 31LX61 6 Coarse Strauss _ NF4206D181__—3 1LY40 
Half Round, Diamond Grit Cut 82140" Strauss HB2602D126 31LX62 Escapement File Sets 
Half Round, Smooth Cut 82442" Strauss HB2602D91 31LX63 5 Standard Half Round: Tarees Strauss MI8632D126 31LY42 
Half Round, Coarse Cut 82%" Strauss HB2602D181 31LX64 5 Smooth Faualling Square. Round ——stfauss___ MI8632D91__31L¥43 
Round, Diamond Grit Cut 82/42" Strauss HB2610D120 31LX65 5 Coarse i a a Strauss  MI8632D181 _ 31LV44 
v wilso 
File Handles and Cleaners >»><. 
Item 
Description Brand No. 
Aluminum File Holder 
For Use with Milled Tooth Files Westward 102605 
Wood File Handles - Nickel-Plated 
For Use With SOE 4” Tapered; 4” to 7” Slim; 4” to 8” X Slim; 5” to 8” XX Slim; 4” Round; 4” to 6” Square; 8” Chainsaw Crescent Nicholson 1G488 
For Use With 4° - 9 to 10" Tapered; 8 to 10" Hand, Knife, Cantsaw; 8° Mill, 
Wood File _ Fiat, Half-Round, Crosscut: 10° Warding: 12" Round, Square Crescent Nicholson 16482 
Handle, ca Fie Waaal - 10 to 12° Mill, Flat; 10° Half Round, Crosscut; 12" Hand, Knife; 14° Round, Square Crescent Nicholson 1G480 
. astic File Handles 
shia For Use With #2-5" Round, Square, Triangular Crescent Nicholson 2H059 
ere For Use With #3-4" Mill, Flat, Hand, Half-Round, Knife, Warding; 6" Round, Square, C t Nichol oHOG1 
No. 1G480 = Triangular to 8" Warding; 8" Triangular; 8 to 10" Round, Square FESEEO MiGOISOn 
Plastic File For Use With #4-6° Mill, Flat, Hand, Half-Round, Knife, Cantsaw; 6 to 8" Warding; 8" Triangular; 8 to 10" Round, Square Crescent Nicholson 2H063 
For Use With #5-8" to 10° Mill, Flat, Knife; 8" Hand, Half-Round, Cantsaw; 10" Warding, Triangular; 12" Round, Square Crescent Nicholson 2H065 
sidepiibatae For Use With #6-12° Mill, Flat, Knife, Triangular, 10" Hand, Half-Round, Cantsaw: 14” Square Crescent Nicholson 2H067 
No. 2H063 For Use With #7-14" Mill, Flat, Triangular, 12" Hand, Half-Round, 14 to 16° Round Crescent Nicholson 2H069 
Ergonomic, Soft Rubber Grip Handle 
4%e' File Handle w/(5) 1%" Rubber Inserts Westward INFW5 
a File reaners 
j ’ i 10" File Card Crescent Nicholson 2A509 
| File Cleaner ~70"File Card & Brush Crescent Nicholson 16492 
No. 1G492 File Cleaner w/Handle Westward 26KR07 
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Find the wy. Find Solutions. Find Great Prices. Punch and Chisel Sets 
: " No. | 
No. N 2AJL3 
2AJK7 “ | 
cma vo | 
‘a 
No. 2AJL9 
No. 2AJB2 a Wit 
. No. 3R110 ‘STANLEY.  ¢ ° ° 
Punch and Chisel Sets prorToa 
= See Grainger.com® for specific PUNCH SETS Arch—Inside taper for clearance. 


sizes in each set 


Drift—Use for aligning holes, usually in metal. Also called Gasket—Feature a spring-loaded, self-centering 





COLD CHISEL SETS aligning punches. steel driving mandrel. Include molded case. 
a oreutmetal:soltertnan te curing 2098 pie —priye pins, bolts, and rivets out of holes. Chamfer § Transfer—Undersized by 0.0025". A matched 
be on struck-end helps reduce mushrooming and chipping. __ set of precision-transfer punches allows the 
NAIL SETS Identification panel marked with punch size. Solid punch ___ transferring of threaded, drilled, or reamed holes. 
Square head prevents rolling. Fully hardened preci- for hole alignment. PUNCH AND CHISEL SETS 
sion-milled steel. No. 3MLOS has color-coded tools Hoflow—For punching holes in leather, rubber, canvas, Packaged in a reusable vinyl pouch. 
with shock-absorbing cushioned ribbed grip. cardboard, plastic, gasket material, and sheet metal. 
No. of Range Item No. of Range Item 
Pieces Description of Sizes Brand No. Pieces Description of Sizes Brand No. 
Chisel Sets 5 Long Drive Pin Punch Set Ye - ¥3" Westward 2AJB1 
3 Wood Chisel Set Y- 1" STANLEY 6AUF9 5 $2 Drive Pin Punch Set w/Tool Roll Pouch 32 - Ve Proto 6DJZ4 
3 Wood Chisel Set Westward 4YR15 6 Pin Punch Set ¥y0 - Vis Westward 2AJA7 
4 Handguarded Chisel Set 74" - 3A" Westward 2AJK7 6 Pin Punch Set %- Ae Westward 2AJA9 
5 Cold Chisel Set w/Tool Roll Pouch V6 - Ye" Proto 3R152 6 Hollow Punch Set He - Vo" Westward 2AJK8 
5 Super-Duty Cold Chisel Set w/ 4p - 1! Proto 10947 7 Drift Punch Set w/Tool Roll Pouch ¥a2 - Ye" Proto 3R160 
Tool Roll Pouch 7 S2 Drift Punch Set w/Tool Roll Pouch 33 - 3," Proto 6DJZ2 
5 Super Duty Cold Chisel Set w/Pouch ¥% - 7/3" Westward 2AJL5 7 Pin Punch Set Ve - Ve" Westward 2AJA8 
5 S2 Cold Chisel Set w/Tool Roll Pouch Ae - ¥e" Proto 6DJZ1 7 Super Duty Pin Punch Set Yie- Ve" Westward 2AJL4 
7 Cold Chisel Set w/Tool Roll Pouch Ve - Z' Proto 3R151 7 S2 Pin Punch Set w/Tool Roll Pouch yg - V4" Proto 3R111 
7 Cold Chisel Set Va - fe" Westward 2AJA6 Super-Duty $2 Pin Punch n 
7 $2 Cold Chisel Set w/Tool Roll Pouch Ae Proto 6DJZ0 7 Set w/Toot Roll Pouch as Proto 10737 
9 Wood Chisel Set YW - 2" Westward 4YR17 Roll Pin Punch Set (1-pc. ; 
Nail Sets 7 Design) w/Tool Roll Pouch “6 - Va Proto 10754 
3 Square Head Nail Set V0 - ¥30" STANLEY 50574 7 Roll Pin Punch Set Ye - Ve Westward 2AJL9 
3 Cushion Grip Nail Set V9 - 330" STANLEY 3ML05 ij $2 Roll Pin Punch Set w/Tool Roll Pouch Nie - Ya" Proto 6DJZ6 
Punch Sets 7 Arch Punch Set Yq - 1" Westward 2AJK9 
3 Brass Drift Punch Set 7g - Yq" Westward 2AJL3 10 Gasket Punch Set Y%- 1" Westward 2AJL1 
3 Brass Drift Punch Set w/Tool Roll Pouch 3g - Ya" Proto 6DJR6 3 a on unch Bet ie ee reetware iene 
Brass Demolition Punch Set ; ollow Punch Se 8-1/6 estwar 
8 w/Tool Roll Pouch %- 7% Proto 6DJTO Transfer Sets 
5 Drift Punch Set Ye - Ye" Westward 2AJL6 25 Transfer Punch Set 1- 13mm Westward 22N847 
5 Drift Punch Set w/Tool Roll Pouch Wa - Yo" Proto 3R161 26 Transfer Punch Set A-Z Westward 22N848 
5 $2 Drift Punch Set w/Tool Roll Pouch Ye - Ye" Proto 6DJZ3 28 Transfer Punch Set Ya - 17/30" Westward 22N849 
5 Long Drive Pin Punch Set (1-pc. hyp = 5g" Proto 10736 33 Transfer Punch Set eT: Westward 22N850 
Design) w/Tool Roll Pouch 60 ‘Transfer Punch Set #1 - #60 Westward 22N851 
No. of Sizes Item 
Pieces Included Brand No. 
Punch and Chisel Sets 
3 Y, Ya, and 1" STANLEY 5ME52 
5 S2 Center Punch-3/8", S2 Drive-Pin Punch-1/8, %6', S2 Starting Punch-1/8", S2 Cold Chisel-5/8" Proto 6DJY9 
5 Center Punch-3/8", Drive-Pin Punch-1/8, 6’, Starting Punch-1/8", Cold Chisel-5/8" Proto 3R077 
6 Va, Yo, ¥4, 1, 1¥4, and 1%" STANLEY 5ME53 
‘a Flat Chisel: 2, %, 94". Starting Punch: %6, 4". Pin Punch: %e'; Center Punch: 3° Westward 2AJB3 
12 Flat Chisel: %, 2, Ys"; Starting Punch: ¥, “6, 4". Pin Punch: 2, %2, 346";Center Punch: ¥,1/2"; Prick Punch: 36" Westward 2AJB4 
12 Center Punch-3/8", Drive Pin Punch-3/32, ¥%, “6', Starting Punch-1/16, %, 6", Cape Chisel-5/16", Diamond Point Chisel-3/16", Cold Chisel-5/16, “As, ¥2" Proto 3R074 
49 S2 Center Punch-3/8", $2 Drive Pin Punch-3/32, Ye, “e', S2 Starting Punch-1/16, ¥, 4416", S2 Cape Proto 6DJY8 
Chisel-7/32", S2 Diamond Point Chisel-3/16", S2 Cold Chisel-5/16, “Ae, 12" 
14 Flat Chisel: 2, %, %4, %, 1"; Starting Punch: ¥%, %6, 4, ¥6"; Pin Punch: 32, Ye, 6, 4"; Center Punch: % x ¥%" Westward 2AJB2 
18 Drive Pin Punch: ¥%, %2, 6, 4". Starting Punch: 32, %, %6, 4": Cold Chisel: %, %, %, 34, %"; Drift Punch: %, 6, 4, %6'; Center Punch: 3" Westward 2AJL7 
26 Drive Pin Punch: Ye, Ye, ¥2, 6, %2, Ys"; Starting Punch: 2, Ye, 6, 72, 4; Cold Chisel: 4, %e, %, ¥, Westward OAJLB 
%, Ys, 16, %, 1°; Drift Punch: %, “46, %"; Center Punch: 3%, 2"; Prick Punch: %e' 
96 Drive Pin Punch-3/32, Va, ¥2, Ye, “2, Y4', Starting Punch-3/32, Ye, 416, %2, Ys", Cold Chisel-1/4, Ys, ¥%, ¥2, Proto 3R110 
%, Ya, Ye, 1, 1%", Drift Punch-1/8, 46, 4", Center Punch-3/8, 1%", Prick Punch-5/16" 
96 S2 Drive Pin Punch-3/32, Ye, %2, 6, “2, 4", $2 Starting Punch-3/32, Y%, V6, “2, Y4", S2 Cold Chisel-1/4, “6, ¥, 2, Proto 6DJZ7 
%e, Ya, Ye, 1, 1516, S2 Drift Punch-1/8, 6, %4", S2 Center Punch-3/8, 12", S2 Prick Punch-5/16" 


Sign in to Grainger.com® to see YOUR Pricing and MORE $21 


HAND TOOLS Scan. Order. Done. 
Punches & Chisels Details on page A1. 













Drive Pin, 1-Pc. 


No. 2AJD5 
Brick Chisel 
Roll Pin 
. 2A 
No. 2AJF6 oe 





Cape Chisel 











Punches No. 24N089 
Tip Tip 
ang (in) ‘in. meer ih ang (in) (in. — ih Cold Chisel 
in.) (in.) (in. ran 0. in.) (in.) (in. ran 0. No. 2AJG6 
Aligning Punches Prick Punches ° 
V6 1%o 16 Proto 6DJV6 32 V6 5 Westward 2AJF1 
¥g —_ 10 Proto 6XVR8 6 ¥g 5% Westward 2AJF2 Wood Chisel 
Ae = 14 Proto 6XVR9 Roll Pin Punches No. 6DJP8 
Center Punches “6 Ya 3% Proto 10762 
Vie %e 4% Westward 2AJC6 Vie va 3% Westward 2AJF6 Super-Duty 
32 Ya 4¥, Westward 2AJC7 530 Va 4V4 Proto 10764 Cold Chisel 
32 V6 4¥, Westward 2AJC8 530 Va 4Y%, Westward 2AJF7 
%e % 47% Westward 2AJC9 % Ye 4% Proto 10760 No. 2AJH6 
WA _— 4" STANLEY 6AUD6 Vp V6 434 Westward 2AJF8 
Ya" — 4% Proto 6DJV8 32 V6 5% Proto 10768 * 
WA “6 5% Westward 2AJD1 32 V6 5% Westward 2AJF9 ; ® 
is — 4%" STANLEY GAUD7 As %  ‘dihe__—*Proto ‘10763 ‘STANLEY. PROTO 
V6 — A! Proto 6DJW0 6 ¥g 5/6 Westward 2AJG1 
ye" — A4F' Proto 6DJV9 Up) ¥g 5% Proto 10775 i DASCOPRO 
hve 6 Westward 2AJD2 ho %m 57% Westward 2AJG2 = . (DEWALT. 
¥g %8 6% Westward 2AJD3 YW ve b6%6 Proto 10759 Ch isel S Fat Max Quality Tools Since 1922 
”e _— 54" Proto 6DJW2 4 ”~e 6/6 Westward 2AJG3 . 
ve ~— 5%° Proto 6DJV7 He ie 6% Westward 2AJG4 Cape—Cut keyways and slots in metal. 
Vp %8 7 Westward 2AJD4 ¥g Vp 1% Proto 10761 ; : ' 
we — 5% Proto 6DJWT % ve 7% Westward 2AJG5 Cold—Cut any cold metal softer than the chisel itself, such as wrought iron, 
Drift Punches Starting Punches cast iron, steel, brass, bronze, copper, aluminum, bolts, nuts, and rivets. 
Ve 6 10 Westward 2AJC1 Ye WA 4 Westward 2AJF3 
’% ie 10 __—~Proto~——SR154 ’ %e Ss Westward 2AJF4 Diamond Point—Cut V-grooves and clean out inside corners. 
V6 ¥ 10 Westward 2AJC2 Ve A6 5¥e Proto 3R121 
a a a we 7% _6 _ Westward _2AJFo Super-Duty Cold—Longer shank features a knurl for better grip. Polished 
6 ¥ 10 Proto 6DJY4 YW Vp 6% Proto 3R124 ; ificati ; ; ; Biackcaxide dinich 
V 10 Westward 2AJC3 Transfer Punches identification panel is marked with tool number and size. Black oxide finish. 
4 Vp 10 Proto 3R157 ¥30 —_— 4/7, Westward 22N/87 Tip Item Tip Item 
V6 199 10 Proto 3R158 %A = 4% Westward 22N788 Size L Brand No Size L Brand No 
me % «AO Westward 2AJC4 fe — 4% __ Westward 22N789 Brick Chisels Cold Chisels, Demolition, Handguard 
¥g 29/39 10 Proto 3R159 Yea _— 4’, Westward 22N790 1 WAL - n ae 7 
¥, 3 3 7Y2" Westward 2AJJ8 1 12 STANLEY  6AUJ0 
8 /4 10 Westward 2AJC5 32 —_— 4%, Westward 22N7/91 ' a 3 
% % 10 Proto 6DJY3 ‘Ve — 47% Westward 22N792 a) aS a ESIC hiset eaten : 
b  % 8 Proto 10802 * %e — 47% Westward 22N793 48 STANLEY _ GAUF6 As 8”__Westward _2ANJ4_” 
iA — 8 Proto 6XVTO Ya ~— 4% Westward 22N794 Cape Chisels _ # 12" Westward _2AJJ5_ 
3 = 0) Proto 6XVR7 To = 47s Westward 22N795 6 4¥s" Westward 24N089 I 8 Westward 2AJJ6 : 
Drive Pin Punches - 1-piece %a — 4% Westward 22N796 Cold Chisels 1 12’ Westward __2AJJ7 
Ye Va 4% Proto —- 10742 % — 4% Westward 22N797 Ya 4%" ___Proto__3R139 Concrete Chisels 
Ye a «4% Westward 2AJD5 %a  — 4% Westward 22N798 is 9 __Westward _ 2AJG6 zs 127 STANLEY _6AUH8 
39 % 4% Proto 10745 Yao — 47%, Westward 22N799 V6 5 Westward 2AJG7 Diamond Point Chisels 
Yo =e 4% Westward 2AJD6 1%4 — 4% Westward 22N801 Ae" oY Proto 3R140 Ae 5" Westward 24N093 
Vp V6 434, Westward 2AJD7 6 _— 47g Westward 22N802 ¥" 5" Proto 3R141 Ya 5%" Westward 24N094 
Ve Ye 4% Proto 10740 2%4 — 4% Westward 22N803 ¥e" 94%" Westward 2AJG8 FATMAX® Folding Pocket Chisel 
/32 V6 3 Proto 10748 139 — 4’, Westward 22N804 3" 5" Proto 49xJ02 1" 8Y%" STANLEY 482984 
/32 V6 5 Westward 2AJD8 2364 —_ 4’, Westward 22N805 7/6" 56" Proto 3R142 FATMAX® Wood Chisels 
V6 ¥g 5% Proto 10743 ¥g — 4% Westward 22N806 vr" 6" Westward 2AJG9 Ya" Q" STANLEY  6AUJ2 
V6 4s 0% Westward 2AJD9 2%4 — 4% Westward 22N807 i" 6" Proto 3R143 3," Q" STANLEY  6AUJ3 
he Ye 9% Proto 10751 ee  — 4% Westward 22N808 ih" e" Proto 31CL33 Vp" 9" STANLEY  G6DJP7 
2 “6 5% Westward 2AJE1 2/4 —_— 4% Westward 22N809 a 6%" Westward  2AJH1 a 9" STANLEY  6DJP8 
i) /6 ov Proto 10738 ”6 _— 4/7, Westward 22N810 Bf 3/," 3/4" i 
; %e 6% Proto 3R144 4 9 STANLEY  6DJP9 
V4 “6 534 Westward 2AJE2 2%64 _— 4’, Westward 22N811 5A Al T i 
£ 4 %e 7% ~ Westward 24N084 1 9 STANLEY  6DJRO0 
“16 Yo 6 Westward 2AJE3 130 _— 4/7, Westward 22N812 AL i 7 i 
- ; Ya 7 Westward 2AJH2 1% 9 STANLEY 6DJR1 
1 —— 7 
SE A EE le 2 ew Js" Bi/s’ Westward _24N086 0 9" STANLEY 6DJR3 
Drive Pin Punches - 2-piece 3%4 — 4% Westward 22N815 aya ; ; 
y, ¥ AY, p 17 = 7 Ya 12 Proto 6xW21 Floor Chisels 
30 4 4 roto 3R113 /32 4%, Westward 22N816 , , , , 
%  %e  5%6 Proto  3R114 344 — 47% Westward 22N817 % VA’ Westward _ 2AJH3 2" 10" Westward _24N082 
%6  % 5% Proto  3R116 %6 — 4% Westward 22N18 Be 8" Proto __3R146 2¥e' ‘10%! Westward _2AJJ9__* 
1 if" 9%" Westward 24N083 a 11". STANLEY 6AUH9 
% % 6% Proto  3R118 34 — 4% Westward 22N819 e" 
Extra Long Alignment Punches 1%39  — 4% Westward 22N820 us 12” Proto 6DJUS Masons Chisels 
%e % 16 Westward 2AJB5 3%,  — 4% Westward 22N821 # 12 Proto _—«3R147 va 12’ Westward 2AJJ3___ 
HG oA 16 Proto 3R094 oA = 47, Westward 22N822 1 8 Westward 24N107 2% 7¥2" Westward 2AJK1 
WA V4 18 Westward 2AJB7 4V64 _— 47g Westward 22N823 1 8" Westward 2AJH4 2 Ya" 7%" DascoPro 40JC41 
V6 V4 18 Westward 2AJB6 230 —_ 4’, Westward 22N824 1" 8" Proto 3R148 2%" 82" STANLEY  6AUJ1 
Vp 3 18 Westward 2AJB8 43/64 _ 4/7, Westward 22N825 1" 10%c" Westward 24N088 Side Strike 
%s 2 21 Westward 2AJB9 "6 _— 47g Westward 22N826 li 12" Westward 24N108 I 1034" DeWalt 482983 
Long Drive Pin Punches 4%4 — 4% Westward 22N827 I" 12° Westward 2AJH5 Super-Duty Cold Chisels 
Ve 3g 8 Westward 2AJE4 29 4/7, Westward 22N828 1 12" Proto 3R149 34" 6" Proto 1FJ99 
32 ¥g 8 Proto 10749 41/64 — 4g Westward 22N829 1" 18" Westward 24N110 37" 6" Westward 2AJH6 
%32 % 8 Westward 2AJE5 Ys — 4% Westward 22N830 T" 18" Proto 6XW23 Vo" 6%" Westward 2AJH7 
32 ¥g 8 Proto 35XT09 4%6q — 4% Westward 22N831 THe 3" Westward 24N109 ye ARAN Proto 4FK02 
Vie ¥g 8 Westward 2AJE6 29/30 _ 4%, Westward 22N832 Te Vj Prot Ri 5 7 Westward  2AJH8 
Js % 8 Proto  35XT10 54 — 47 Westward 22N833 et roto __3R150 ee i 
; Cold Chisels, Demolition 8 7% Proto 1FJ98 
/32 “6 8 Proto 10752 136 —_— 4% Westward 22N834 Vy" 5 Proto 6DJU4 3" 71" Westward 2AJH9 
2) 3g 8 Westward 2AJE7 4 47%, Westward 22N835 ; 5 ; 1 
5 1 3 7 
Vi; ; “6 5Ye Proto 6DJU2 4 8/6 Proto 1FK01 
4 Ve 8 Proto 10739 “732 — 4% Westward 22N836 : ; 78 ; 
¥ 5% Proto 6DJU8 /3 8 Westward 2AJJ1 
V6 Vp 8 Proto 10747 5%64 _— 4g Westward 22N837 The 56 Broto 6DJU7 7A! 9;" Beata 1FJ97 
Ye % 8 Westward 2AJE8 7% — 4% Westward 22N838 vi = Brat aDIVA 7 o “Westar SAUB 
Ye % 8 Westward 2AJE9 57%,  — 4% Westward 22N839 . Hee ; Ove Py nal tFKO3 
Long Taper Punches 2%.  — 4% Westward 22N840 us 12 Proto __ 6DJV2 _10%6 roto 
is SCO~«C«éiiaKHaWK oppagy 5%4  — 4% Westward 22N841 ul li Proto ___ 6DJUO Maou Riess 
by Proto 1/6 _ Aim Westward 22N842 as 7 Proto 6DJU9 as gv STANLEY 6AUHO 
Pin Punches BY, — 47% Westward 22N843 Is 12" Proto‘ 6DUVO vi 9" STANLEY 6AUH1 
¥2 =e VA Proto 6DJX3 3¥_o = 4% Westward 22N844 1" LES Proto 6DJV3 Ys QV" STANLEY _6AUH2 
Ye  % 56 Proto —«s6DJX1 Ya  — 4% Westward 22N845 ie 84" Proto _—«sSDJUS t 944" STANLEY _ 6GAUH3 
* No. 10802 is nonsparking and nonmarring. 1 — 4% Westward 22N846 Ergonomic hand guard. 1%" QV" STANLEY 6AUH4 
1¥," 9s" STANLEY 6AUH5 
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Find the yf. Find Solutions. Find Great Prices. Pry Bars & Nail Pullers 
Pry Bar w/ Aligning Pry Bar 
Ergonomic Handle No. 3APX3 Rolling Head 
No. 2KKW4 Pinch Point Bar Pry Bar 
No. 3FE95 No. 5C930 


_—X 


Die Separating Bar 







i 


No. 2KKV1 Flat Utility Bar w/ Nail Pullers, 
Flat Utility Bar Reverse Hook Double End 
No. 3FE94 No. 3NWD6 No. 3FE96 


4-Pc. Pry Bar Set 








I~ No. 4PMO9 
SS al Ww 
PROTO Wesrwarp (STANCEY) EZ vaucran 
Seaman Bars, os Pullers and Sets 
Pry Bars with Plastic Handles have a flat prying end with comfortable easy-to- end and a curved or bent slotted end. Offset Ripping Bars are used for scrap- 
grip handles. Pinch Point Bars lift and move heavy objects. Aligning Pry Bars ing and heavy nail pulling. Gooseneck Wrecking Bars are for heavy-duty prying 





align holes in dies, scaffolding, and similar applications. Rolling Head Pry Bars applications and demolition work. Digging Bars are for digging and prying at dirt 
have a long-tapered end for alignments. Die Separating Bars have a flatend for and large rocks. Slate Bar can be used to move, break, or deform large or heavy 
wedging dies apart. Flat Utility Bars have 1 slightly bent and 1 sharply bent end, items, such as slate. 

with nail-pulling slots and hole. Nail Pullers are of hex stock with flat slotted 





Overall Item Overall Item Overall Item 
Length Overall Width Brand No. Length Overall Width Brand No. Length Overall Width Brand No. 
Pry Bars w/Ergonomic Handle 181A" %' True Temper 6DPV5 Flat Utility Bar with Reverse Hook 
25: 1%" Dominator 2KKWo 16° %e" Mayhew 6DKES 1 Zz Vaughan 3NWD6 
47" 1%" Dominator 2KKU5 14" Y," Mayhew 6DKE4 Nail Pullers, Single End 
1%" Dominator 2KKW4 Aligning Pry Bars 15: ¥e' Mayhew 6DKE2 
40" 1%" Dominator 2KKW3 60" 1" Mayhew 6DKE7 10" ¥e' Mayhew 6DKE3 
ee Dominator 2KKW2 42" 1" Mayhew 4WME1 Nail Pullers, Double End 
10" UVAg Dominator 2KKW1 36" Ze Westward 3APX6 12" %e' STANLEY oMESO 
Pry Bars w/Ergonomic Handle, Curved Tip 30" Pe Proto 3R550 411%" 3 Vaughan 6CLRS 
38 44" 1" Dominator 2KKU1 Ua Westward 3APX5 2° Vaughan 6CLVO 
a1: 1%" Dominator 2KKU7/ 94" fa" Proto 3R549 11" 7s" STANLEY 6R299 
20. yes Dominator 2KKU6 4" Westward 3APX4 %e° Westward 3FE96 
Pry Bars w/Plastic Handles 18" %' Proto 3R548 10" Ya STANLEY 16W837 
31%' ya" Proto 10044 %e" Westward 3APX3 1% Z Vaughan 6CLR9 
ol Ya" Mayhew 6DKFO 16" Ya Proto 3R547 Nail Puller/Chisel Scrapers 
28' ya" Proto 10046 %e" Westward 3APX2 16" 34 Vaughan 6CLR7 
24" 20/30" Westward 2AJK4 Rolling Head Pry Bars 40" oye Vaughan 6CLTO 
25° Ya" Mayhew 6DKE9 22 Ze Mayhew 490168 194" STANLEY oMES1 
18" 20/39" Westward 2AJK3 20" Me Westward 3APX9 Offset Ripping Bars 
1 Ye" Proto 10048 18" 2%" Mayhew 490167 47" 4" True Temper 6DPV9 
Ae Ye" Mayhew 6DKE8 oe Mayhew 2KKW7/ 3%" Westward 3FE92 
14" Ye" Proto 1C050 16" ¥" Proto 3R551 Gooseneck Wrecking Bars 
12 Ye" Westward 2AJK2 V6" Westward 3APX8 36" 5/4" True Temper 6EUP1 
Pry Bar, Curved Tip 40" Ya Proto 90930 74" Westward 3FE89 
gy" 1%" Westward 31MA27 /e6' Westward 3APX7 30! 4" True Temper 6EUPO 
1¥2 Ze Westward 31MA25 93" 2" Mayhew 490166 ya Westward 3FE93 
Pry Bar, Double End Screwdriver Handle Pry Bar, Chisel Tip 94" 5/4" True Temper 6EUNS 
36" 1%" Westward 31MA29 31%' %' Westward 31MA39 5/4 Westward 3FE90 
30" 1%" Westward 31MA31 28' %e' Westward 31MA36 18" %e' True Temper 6DPW3 
16° Westward 31MA28 Die Separating Bars ie Y, Westward 3FE97 
24" 16 Westward 31MA30 30" 32" Mayhew 2KKV2 Gooseneck Wrecking Bar, Double End 
Pry Bar, Tri-Lobular Design 18" se Mayhew 2KKV1 24" 3%6. Westward 31MA34 
36" 19/4" STANLEY 6GRL2 Die Separating Bar, Curved 18" 32" Westward 31MA24 
Flat Pry Bar, Tempered aon Surface 18" ¥" Westward 31MA37 Digging Bars, Post Hole 
21" STANLEY 6GRL/7 Flat Utility Bars 69" 34 True Temper  21YM25 
Pinch Point Bars 24" 19/4" STANLEY oME49 Digging Bar, Pencil Point 
66/4" VES True Temper 21YM28 21" 2" Vaughan 3NWD5 12% 1Y%" True Temper 21YM26 
601%" 1%!" True Temper 6DPV4 lo 19/4 STANLEY 4HJ36 Slate Bar 
60" 32mm Westward 3FE91 45" 2" Vaughan 3NWX7 60" ova" True Temper 21YM29 
51" 1%" Westward 3FE95 352" Westward 31MA35 Gasket Scrapers 
48" 1" True Temper 6DPV7 13%" 198° Westward 3FE94 1¥2' — Proto 5C939 
36" il True Temper 21YM27 iki 19" True Temper 6DPWO Razor Blade Scrapers 
1" Mayhew 490162 12%" 194" STANLEY 6R311 3 = STANLEY 6R029 
30" ile Mayhew 490163 12" 2" Vaughan 3NWD4 
Vs Mayhew 490164 
94" 4" True Temper 6DPV6 
RE Mayhew 490165 
20" ya" Mayhew 6DKE6 
No. of Item 
Pieces Description Includes Brand No. 
Pry Bar Sets 
° retnere’ C 10" OAL, 7-C 12" OAL, 12-C 17" OAL, 18-C 2 d 24-C 31 “roto ee 
9-C 10" ,1-C 12" eG , 18-C 25", and 24-C 31" 
5 Pry Bar Set OAL Dominator Pry Bars, (1) Plastic Tray 34-34" x 9/4" Mayhew aebiie 
4 Tethered Tether Ready Attachment Point Proto 40JD16 
4 Tethered Tether Ready Attachment Point Proto 40JD19 
4 Pry Bar Set 14%", 17%", 28", 31%" STANLEY 23U033 
4 Pry Bar Set (4) Pieces 4" x 18° (a) Plaves 16" Line Up Pry Ban a nee Bg Pal ie Rolling Head Pry Bar Mayhew 490169 
ieces, 16" Line-Up Pry Bar, %" x 16" Ladyfoot Pry Bar, 
4 _ Pry Bar Set 12-C Dominator Pry Bar, Mini Utility Pry Bar Mayhew 496170 
4 Pry Bar Set 12 and 18" Pry Bars, 15" Flat Bar, 24" Gooseneck Bar Westward 4PM09 
4 Curved Pry Bar Set 18" and 24" Pry Bars, 12" and 16" Cat Bar Westward 31MA33 
4 Aligning and Rolling Head Pry Bar Set 18" and 24" Aligning Pry Bars, 12" and 16" Rolling Head Bars Proto 3R545 
3 Curved Pry Bar Set a", 7’, 92" Pry Bars Westward 31MA23 
3 Curved Pry Bar Set l2, 10,20 Pry Bars Westward 31MA32 
3 Curved Pry Bar Set 14", 16%", 20" Pry Bars Westward 31MA40 
3 Aligning Pry Bar Set 12", 16", and 21" Pry Bars Mayhew 2KKU8 
3 Pry Bar Set Sizes 12’, 16", and 21" STANLEY 23UC34 
3 Aligning and Rolling Head Pry Bar Set 14" and 20" Aligning Pry Bars, 16" Rolling Head Pry Bar Mayhew 2KKU9 
3 Ergonomic Handle Pry Bar Set 12", 17" and 25" Straight Tip Pry Bars Dominator 2KKV6 
3 Plastic Handle Pry Bar Set 12, 18, 24" Pry Bars Westward 2AJL2 
3 Curved Pry Bar Set, Ergonomic Handle 12", 17", and 25" Pry Bars Dominator 2KKT/ 
3 Curved Pry Bar Set 12", 17", and 25" Pry Bars Mayhew oMM13 
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HAND TOOLS 
Retrieving & Inspection Tools 








See see alten er x” Fan 
Telescoping Alligator Clip “ MAYHEW’ 
No. 1VTY5 fr PRoOTa . paler 


( ) * 





























Round w/ pron Gm “Wistwarv’ rec 
7 i: WE SET THE STANDARDS APPR VED 
Release Handle eae mon amnae ? 
No. 1VTX9 ; ' F F 
| Retrieving Tools, Magnetic 
=~ Pickups, and Magnetic Sweepers 
a ~ 
— —_ Extended _— Pull Item 
ss Description L W_ Dia. Length Capacity Brand No. 

Telescoping Rectangular Push-Button 19%" —  ¥ — 1% |b. Proto 1GF49 

No. 1VTZ6 w/Release Rectangular w/Release Handle = 4%" — 3%" — = 4 |b. GA 2VAG4 

Handle Rectangular w/Release Handle 4%" 3%" = — = 4 |b. GA 2VAG8 

Rectangular w/Release Handle BY" Aya" OY" Oy 8 Ib. Westward 2VAG5 

No. 2VAG8 Rectangular w/Release Handle 812" 434" 934" 934" 10 lb. Westward  2VAG6 

Round w/Release Handle 8% YK 16 Ib. Westward 1VTX9 

Telescoping 14. —- — 25 32-5 |b. Westward 1VITX7 

Hang-Type Sweeper veseoning oe — an oe i ‘ B: Westward ewan 

: elescoping ; — e 4" 2 man 

rere Telescoping eS 32" 14 Ib. Mayhew  4KMG5 
L Jaw Item Telescoping (2. oe 3 Ib. Mayhew  4KMG7 

Description (in.) Cap. (in.) Brand No. Telescoping 8%" — "30%! 16 Ib. Ullman _16W179 

Retrieving Tools Telescoping 8%" — 30%! 10 Ib. Ullman _16W183 
Flexible 13% ie Proto 90590 Telescoping 16%" — %' 2 5 Ib. Westward 1V1TZ6 
Flexible 2372 Ya Proto 90591 Telescoping 16%" — VY" 26%!" 1% Ib. Proto 90598 
Flexible 4-Jaw 23% 1 Mag-Mate 491978 Telescoping, Flexible 8%" 15" 9% Ib Westward 4FPU6 
Illuminated Claw Pickup Tool 22 Vp Mayhew 4KMG3 Telescoping, Swivel Head eo oo. 14 Ib. Mayhew 4KMG6 
Lighted 24 1 General 8M725 Telescoping Magnet/Mirror Set 6%" — Ya" 19%!" 1% Ib Westward 4FPV2 
Lighted 36 1 General 6TFG2 Telescoping Magnet/Mirror Set 10° — % 34%!" 16 Ib. Ullman 16W180 
Magnet, Mirror, Mechanical Finger Kit t 1 Mag-Mate 31LV23 Telescoping w/ LED Light 6% — TT 294 8 Ib. Ullman 16W192 
Magnetic 21 — Mag-Mate 491977 Telescoping w/ LED Light oS — TT 32% 8 Ib. Ullman _16W193 
Magnetic Pick-Up Tool 6% — Westward 45KH16 Telescoping w/Needle Head 60h Ul CUM 25° 1% Ib Westward 4FPU4 
Magnetic Pick-Up Tool (a? — Westward 45KH09 Telescoping w/Pocket Clip ee 25° Westward 1VTX6 
Magnetic Spring Claw, Flexible, LED 20% — Ullman 16W191 Telescoping w/Pocket Clip 04 %  — 24" 2 Ib. Westward 1VTZ2 
Retrieving Magnet 16% _— Westward 45KH11 Telescoping w/Pocket Clip oY — Ve 2%" 2 Ullman 16W184 
Retrieving [ool 24% — Proto 4LT95 Telescoping w/Pocket Clip 6%" — “se 30" 2 Ib. Westward  1VTZ3 
Retrieving Tool, Bendable 202 1 Westward 45KH12 Telescoping w/Pocket Clip Ty" — VF 33%" 9 Ib. Ullman 16W182 
Telescoping Alligator Clip 1% ¥ Westward 1VTY5 Magnetic Sweepers 

Extended Pull Item plendale Pole = —= — of. 50 Ib. Westward 1VTY4 
Description L  W_ Dia. Length Capacity Brand No. anging Magnetic = .. -_ 

Magnetic Pickups Sweeper, Hanging : fe : aie i ee 
Bendable 244° — — — 2 Ib. Westward 1VTZ7 Hang-Type 3609 1% 1% 320 Ib. GA 2VAH1 
Cylinder Rod w/Release Handle 16" 2'e" 1 16" 8 Ib. GA 3DYE2 Hang-Type 4809 426 Ib. GA 2VAH2 
Cylinder Rod w/Release Handle 16" 2'/e" 1" 241%" 8 Ib. GA 3DYE1 Hang-Type 7 699 ID. GA 2VAH3 
Fixed 2. 2 100 Ib. GA 3DYF3 Hang-Type a 749 Ib. GA 2VAH4 
Fixed 5 wa = —_ 100 Ib. GA 3DYE9 Magnetic Handy Clip 2Y" 1%" = 7 Ib. GA 8AT89 
Flexible a: —— —= 5 Ib. Westward  4FPU8 Magnetic Rake 24° 12" 4y" 13%lb. Westward 4YCK6 
Flexible = 03" 3 Ib. Mayhew 4KMG4 Magnetic Sweeper — 447° — = 240 Ib. GA 9MAUO 
Flexible 4 — =a 5 Ib. Westward  4FPV5 Magnetic Sweeper, Hang-Type 3% 36° — — 330 Ib.s GA 10E767 
Flexible 97” ~—CUC CS = 5 Ib. Ullman  16W186 Magnetic Sweeper, Hang-Type 3%" 48 — = 440 |b.s GA 10E768 
Floor Sweeper, Magnetic 5 28%" — 42" 150!b. _Mag-Mate 36TV05 Magnetic Sweeper, Push-Type 5" 22¥z 97 Ib. GA 10E766 
Floor Sweeper, Magnetic 5° a = - 24) Ib. Mag-Mate SETV0B Magnetic Sweeper w/Release <i Ue — 160 Ib. : en , 8AT/2 
Floor Sweeper, Magnetic 1 2970" -— d 20 Ib. ag-Mate Mini Sweeper. Tel in 1%" 15%" 15%" 40" Ib. HY 
Magnetic Pickup Attachment Z  — 3% — 65 lb. Westward 4FPU7 : oe eee 3 ; sat : id al Source _ S8HY85 

meet ale ay : Magnet w/Extension Handle 24° — 3% 4] 3 Ib. Westward 4FPV3 
Magnetic Pick-Up Tool 37° 8%" 8M" 87 65 Ib. Source S8HY¥83 w/Wheels 13" 2 = Ns 35 Ib Westward aNd 

ic Pick- "3" 31 : 47%) 1b. Mag-Mate 31LV17 w/Wheels 13° oS : o Ib. estwar 
Magnetic Fie p feo b.__Mag-Male_3 w/Wheels and Release Lever 24" 714" — 47" 150 Ib. Westward  1VTY2 
Magnetic Pick-Up Tool, Flexible 27/2" 55° 4" 55 5 Ib. Devices 298P226 w/Wheels and Release Lever 25° 15%" — 37° 13%4lb. Westward 4YCK5 
Magnetic Pick-Up Tool, Flexible 29° — — 29" 29"5 Ib. Proto 49XH7/2 L W Magnetic Item 
Magnetic Pick-Up Tool, Magnetic 5%" 25%" — 25%" 25'%'1%lb. Proto 49XH69 Description (in.) (in.) Strength Brand No. 
Magnetic Pick-Up Tool, Magnetic 7%" 3394" — 33%" = 32"3% lb. Proto 49XH71 Magnetic Holders 
Magnetic Pick-Up Tool, Magnetic 8%" 30%" — 30%"  30°16[b. Proto 49XH74 Magnetic Wrist Holder 11 1% 0.66 Ibs. Westward 4EWR1 
Magnetic Pick-Up Tool, Magnetic 8%" 30%" — 30%! 30"5 Ib. Proto 49XH73 Magnetic Tray 14 6% 20 Ibs. Westward 4YCK4 
Pocket-Size w/Clip oY" — = 2 Ib. Westward 1VTZ4 Magnet with Broom Holder 1 2% 41 lbs. Mag-Mate 49M020 

- SD cad 
eS Glass, Oval 
vf aD No. 1VTY8 Glass w/Base, 
: Telescoping, Oblong Rectangular 7 
beret No. 1VUA2 No. 1VTZ1 
oun 
No. 3R561 In. 
; : MAYHEW Cte : ve ; 
Mirror L Item Mirror L Item 

Description Size (in.) Shape (in.) Brand No. Description Size (in.) Shape (in.) Brand No. 

Telescoping Glass Mirror, Nylon Head 24%x3% Rectangular /%4to 3/ Mag-Mate 351123 
Acrylic 244 x 3% Oblong 7% to 35% Mayhew 4KME8 Nylon Polymer 1%4 x 2% Oblong — Westward 1VUA2 
Acrylic 4x6 Oblong 82 to 3/ Mayhew 4KMF2 Stainless Steel 2x3% Oblong 6% to 28% Mayhew 4KMF1 
Acrylic Mirror, Nylon Head 2X2 Square 7 to 35% Mag-Mate 351106 Stainless Steel ee Rectangular racer Mag-Mate 351124 
sass oi x 38 peclanguiar 7 34 7 San A slalness lee 2V4 Round 7 to 36 Mag-Mate 491984 

ass 8x3 ectangular 4to 15% roto 4) tainless Steel, 3 3 { 
Glass Vex 3% Rectangular __‘11V%4 Uliman _ 38VY60 Flame Inspection 2x3% Oblong = 9% to 20% = Westward == 4FPUS 
Glass 2% Round 7 to 36% Mag-Mate 351122 Stainless Steel, w/LED Light 1% Round 6% to 35 Ullman 16W187 
Glass 2% Round 8% General 39EP61 Stainless Steel, w/LED Light 2%4x3% Rectangular 634 to 30% Ullman 16W190 
Glass 24 Round 10 to 14 Proto 3R561 Stainless Steel, w/LED Light 298 Round 6% to 36% Ullman 16W188 
Glass 2% Round 10%to 19% Westward 1VTY7 Stainless Steel, w/LED Light 3%8 Round 6% to 29% Ullman 16W189 
Glass 3% Round 6% Ullman 38VY59 Flex Shaft 
Glass 3% Square 9% General 39EP62 Acrylic 1% x 2% Oblong 20 Mayhew 4KME7 
Glass 3Y%2xX2 Oblong 11 to 30 Westward 1VTX8 Fixed Shaft 
Glass ; 3X2 Oblong 14t0 18% Westward 1VTY9 Al Angle Ball Joint x5 val etd ween ; shoe 
Glass, Mounted on ass Xx va estwar 
Rolling Swivel Wheels 7x14 Rectangular = 49t074 = Mag-Mate = 381121 Glass, w/Base 2¥%%x3% Rectangular 8's Westward 1VTZ1 
Glass, w/LED Light 2x3 Rectangular 12% to 33 General 6TFGS 
Glass, w/Magnet Tip 1% Round 4%to 17% Westward 4FPV1 
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mse his 


No. No. 
20PD93 32H604 
















No. 
12A537 


Choosing the Right Hammer 


There are many different tyoes of hammers, each made with a certain 
function in mind. Because some hammers have similar designs, tt 
may appear that one hammer should be good enough for a variety 

of uses. However, choosing the right one for the job at hand is the 
only way to ensure you’re getting the most out of your hammer. 


DD 
|) 
Me 





No. 
21XU77 







No. 
32H606 


VVILIN 


B.A.S.H."™" | er 
Sledge Hammers : 


Proprietary Unbreakable™ steel-core technology makes these hammers suitable 
for the toughest jobs. Tested to withstand more than 25,000 overstrikes. Nonslip 
rubber grip and safety plate help assure the safety of the user and of those in 
the immediate area. Available with drop-forged steel head in High-Vis green 
color, or nonsparking brass head. 


No. 
48FX56 


For instance, Claw hammers are the most common and are used for 
woodworking and prying. They feature a smooth head for finishing 
work. The claw is curved for removing nails. Framing hammers, 

also called Rip hammers, are a type of claw hammer but with 

a Straight rather than curved claw and a long handle. The head 

has a rough surface to keep it from slipping while driving nails. 

This hammer is suited for framing, splitting, and small demolition. 
Lightweight Tack hammers were made for attaching fabrics to 
furniture. Dead Blow hammers don’t rebound after striking and are 
best for automotive applications, setting joints, and dent removal. 





For descriptions of dozen different hammers and their unique 












Weight eacaibls ent end Mahetial a uses, see the article “Choosing the Right Hammer: Types 
Double Face Sledge Hammer of Hammers & Uses” at grainger.com/hammertypes 
2% Ib. a es 12A536 
4 Ib. 2¥6" 1 12A537 
4 Ib. 215" 18" 12A538 
4 Ib. 116" 26" 40P669 
6 Ib. 17%" 18" 40P670 
6 Ib. 2V;" 26" 12A539 
6 Ib. 3 a2" 12A540 
6 Ib. cl 38" 21XU62 
8 Ib. 218" 18" 40P671 No. 2DBT7 No. 4YR67 
8 Ib. 215" 26" 12A541 
8 Ib. 21," 30" 12A542 
8 Ib. a 38" 12A543 
10 Ib. 204" 18" Forged Steel 40P672 
10 Ib. a 26" 12A544 
10 Ib. 25/3" 32° 12A545 
10 Ib. cl 38" 12A546 
12 Ib. a 26" 12A547 
12 Ib. 25" cya 12A548 
12 Ib. 3 38" 12A549 reo ae ues. 
14 Ib. 3" 26" 21XU63 
14 Ib. 3" 32" 12A550 
14 Ib. a 38" 12A551 
20 Ib. 3" 26" 21XU64 ¥ 
20 Ib. 3" a2" 21XU65 [WESTWARD 
20 Ib. 314" 38" 12A552 Sledge Hammers 
Double Face Sledge Hammer, Prass Head iw soppgt | Double-face hammers have forged steel heads with 2 large, flat striking 
4 Ib. 1%" 14" Bee 20PD92 surfaces. 
ait ee us lide Head Overall Item 
3 i} i} 
Soft ae pare La i 20rDe __ Weight Face Dia. Length Head Material Brand No. 
OV |b 3" 14" °1XU66 Fiberglass and Rubber Handle 
3 Ib. 13%a" 14" Steel Nupla 48TE25 
4 Ib. 2%. 12 21XU67 4b. 13% a" 14" Steel Nupla 48TE26 
4 |b. QV" 18" 21XU68 6 Ib. Ta" 3151" Steel Nupla 48TE27 
6 Ib. cl 26" 21XU69 8 Ib. e 3159/4" Steel Nupla 48TE28 
6 Ib. a 38" eo ae tee 21XU70 10 Ib. 21% 319% Steel Nupla 48TE29 
8 Ib. 3" 6" g °1XU71 rie. ZI. uanalé 2V4 31% Steel Nupla A8TE30 
ae. 2 38 a aa 1% Ib. 1%" 12 Brass Nupla 4A105 
2b 3 3" 71X74 2% Ib. 1¥" 12" Brass Nupla 6D048 
14 ib. 3i 38" 91XU75 3 Ib. 1%6 14 Forged Steel Westward 2DBI/ 
Maal 3 Ib. Ie 15%" Forged Steel Westward 6DWL5 
Ball Pein Hammer 3 Ib. vA 14" Forged Steel Nupla 4A108 
1% — 16" 32H603 3% Ib. 1" 1 Brass Nupla 5LV04 
2 — 16" Drop Forged Steel  32H604 4 |b. 1%" 14" Forged Steel Westward 6DWL4 
2% — 131%" 32H605 4 |b. 14" 192° Forged Steel Westward 6DWL3 
Cross Pein Hammer 6 Ib. 24" 33° Forged Steel Westward 2DBI8 
9 11" 18 32H606 8 |b. 2a 34° Forged Steel __— Westward 2DBT9 
3 1 18° Forged Steel 30H607 8 Ib. 22" 32" Forged Steel Nupla 3MD39 
3 Ib — 36) Steel 90892 10 Ib. 2/2 33 Forged steel Westward 2DBU1 
Spike M i 12 Ib. 274 34 Forged Steel Westward 2DBU2 
eee : 14 Ib. 3 33% Forged Steel Westward 6DWL2 
10 Ib. az 38 Steel 20PD95 Hickory Wood Handle 
Splitting Maul 2 Ib. 13" 10% Forged Steel Westward _—-20JX60 
6 Ib. — 32" Drop Forde Steel, —2iXU76 3 Ib. IEA 151%" Forged Steel Westward 4YR67 
6 Ib. — 38" Me vie Green _2IXUTT 4 |b. TH" 10% Forged Steel Westward 20JX61 
a z Se UPS | Ee 
j ; B M orged Stee estwar 
Fother Ready, Shop Hammer At op are Forged Steel 48X87 10 Ib. a 357," Forged Steel Westward 2DBT4 
= 7" ; 12 Ib, 2%" 3078 Forged Steel Westward 2DBI5 
Tether Ready, Sledge Hammer 16 Ib. Oy 3574" Forged Steel Westward 2DBT6 
8 Ib. — 16 Brass 45GX79 Wood Handle 
8 Ib. _ 30 45GX80 6 Ib. 1454" 32. Steel Nupla 48TE31 
Head Item 8 |b. 2 32 Steel Nupla 48TE32 
Item Weight Face Dia. No. 8 Ib. Z. 36" Steel Nupla 48TE33 
basatt oe 
Mechanics Hammer Kit 64 02., 32 02., 32 02. 194", 1%4', 1548'— 48FX56 ; A : ce upla 
Ball Pein Hammer Set 24.0, 32.0, 40.0 —1%, 1%, 1 54TU08 ioe Sie 36 ates nee fates 


Sign in to Grainger.com® to see YOUR Pricing and MORE 625 


Scan. Order. Done. 
Details on page A1. 


HAND TOOLS 
Claw & Ball Pein Hammers 





*(Westwarp |STANLEY) PATZTSd 
alatane Claw and Framing Hammers 


Curved Claw—ldeal for pulling nails. 





Rip Claw—A straighter claw than curved models 


Framing—Long, heavy, straight-claw hammers makes these hammers better for ripping or prying. 


have large faces for faster framing work. 








Head Face Overall Head Face Overall 
Weight Dia. Length Item Weight Dia. Length Item 
(0z.) Face (in.) (in.) Brand No. (0z.) Face (in.) (in.) Brand No. 
Curved Claw Hammers Rip Claw Hammers 
Fiberglass, Axe-Style Handle Fiberglass, Axe-Style Handle 
16.0 Smooth 1% UE Westward 6DWG7 16.0 Smooth 1% 13 Westward 6DWH6 
20.0 Smooth 1% 13 Westward 6DWG6 Fiberglass Handle 
No. 4YR57 Fiberglass Handle 16.0 Smooth 1 13 Westward 4YR57 
20.0 Smooth 1 13 Westward 2DBP7 16.0 Smooth 1 13 Westward 4YR58 
Graphite Handle 16.0 Smooth 1% 12 STANLEY 49XH55 
16.0 Smooth 1%6 13 STANLEY 3PY34 20.0 Smooth ik 13 Westward 6DWH7 
Hickory Handle Graphite Handle 
13.0 Smooth 1%6 12 Westward 6DWG8 20.0 Smooth 1'%a 13 STANLEY  3PY37 
13.0 Smooth 1% 13% STANLEY  6R253 Hickory Handle 
16.0 Smooth 1 13 Westward 4YR59 16.0 Smooth 1 i Westward 4YR60 
16.0 Smooth 1%6 13% STANLEY 6R252 20.0 Milled 1% 13 Westward 6DWJO 
20.0 Smooth 1 13 Westward 2DBP8 20.0 Smooth 1% 13 Westward 6DWH9 
Steel with Rubber Grip Handle 24.0 Milled 13% 13 Westward 6DWH8 
16.0 Smooth 1% 13 Westward 6DWG3 Indestructible Handle 
20.0 Smooth Ie 13" Westward 6DWG2 16.0 Hardened 1.1 i Westward 39CFO9 
Framing Hammers Steel with Rubber Grip Handle 
Fiberglass, Axe-Style Handle 14.0 Checkered 1 13% STANLEY 49XH51 
22.0 Milled 1% 14% Westward 6DWJ2 14.0 Smooth 1% 14% STANLEY 49XH49 
28.0 Milled 1%6 15 Westward 6DWJ1 16.0 Smooth 1" 13 Westward 6DWH2 
Steel with Rubber Grip Handle 16.0 Smooth 1% 13 STANLEY 49XH52 
28.0 Checkered 1% 16 STANLEY 49XH54 16.0 Smooth 1% 13% DeWalt 49XH56 
Steel with Shock Reduction Handle 17.0 Checkered 1% 16 STANLEY 49XH50 
22.0 Smooth 11%a 16 STANLEY  5NAZ9 20.0 Smooth 1" 13° Westward 6DWH1 
20.0 Smooth 1% 12 STANLEY 49XH53 
20.0 Smooth 1% 14 DeWalt 49XH57 
DeWALT 22.0 Milled 1" 16 Westward 6DWG9 
22.0 Smooth il 16 Westward 6DWHO 
22.0 Checkered 1% 15% DeWalt 49XH58 
No. 49XH58 Steel with Shock Reduction Handle 
16.0 Smooth 1% 13 Westward 6DWH4 
20.0 Smooth 1% 13 Westward 6DWH3 


STANLEY) “Wisrwarp TCL 
Ball Pein Hammers & Sets 


Feature 1 crowned striking face with beveled edges and 1 spherical striking face. Used for bending and 
forming sheet metal, driving punches and chisels, and setting rivets. 





No. 6R294 








Head Head Overall Item Head Head Overall Item 
Weight (oz.) Dia. (in.) Length(in.) Brand No. Weight (oz.) Dia. (in.) Length(in.) Brand No. 
Compo-Cast, Reinforced Steel Handle Steel Handle 

24.0 1% 127% STANLEY 6R294 8.0 1 in 10in Westward 6DWN3 

32.0 17) 14 STANLEY 6R296 12.0 Tin 11in Westward 6DWN2 
Fiberglass Handle 16.0 1 in 13 in Westward 6DWN1 

12.0 1 in 13 in Proto 53CT46 24.0 2 in 13in Westward 6DWNO 

16.0 1 Vin 13 in Proto _53CT48 32.0 2 in 14in Westward 6DWL9 

24.0 1 1%2 in 14 %e6 in Proto 53CT50 Indestructible Handle* 

32.0 1 in 15 Vain Proto 53CT52 1 %e in, 

Graphite Handle 24.0 1% in 14in Westward 242041 
Yj %Y j . 
No. 2DBRG aRURET fee a STAY _ S28 32.0 oot 14in Westward 24Z042 
40 % in 127%%in Westward 6DWN9 Steel with Shock Reduction Handle 
8.0 Tin 11%4in Westward 2DBR6 4.0 = 10 in Proto _ 22UM24 

12.0 1 %e in 13in STANLEY 6R267 8.0 = 11 in Proto _ 22UM25 

12.0 1 %e in 13in Westward 2DBR7 12.0 — 12 % in Proto _ 22UM26 

16.0 1 Vain 13%in Westward 2DBR8 16.0 = 12 % in Proto _ 22UM27 

16.0 1 %e in 14 in STANLEY 6R268 24.0 = 13 2%2 in Proto _ 22UM28 

24.0 1 in 15%in STANLEY 6R269 32.0 = 14 % in Proto 22UM29 

24.0 1 in 15%in Westward 2DBR9 40.0 = 15 '%a4in Proto _—-22UM30 

32.0 1%in 15%in Westward 2DBT1 48.0 —— 15 % in Proto _ 22UM31 

No. 242041 32.0 1%in 15 %in STANLEY _6R270 3-Piece Ball Pein Hammer Set _ 

40.0 1%in 16%in Westward 6DWN8 32.0, 40.0, 14% in, 15 proto 22033 

48.0 1Y%in 16%in Westward 6DWN7 48.0 a in, 15 % in 
2-Piece Ball Pein Hammer Set 4-Pc. Hammer Set 

19 tint  12%in 8.0. 12.0 11 in, 12 % 
0, 24.0 in 4A 14 in Westward 4YR62 160.240 — ee Proto 22UM32 

: =F : 32 IN 
16.0,32.0 1"! 44in,16in Westward 4YR63 Wood Handle 

Polypropolene and Thermoplastic Handle 4.0 % in 11 in Proto _ 98CT43 
8.0 Tin 10 ®%sin Westward 45RC15 8.0 tin 12 in Proto__ 53144 
16.0 Tin 125%sin Westward 45RC16 12.0 Tin 13 in Proto _ 530145 
24.0 T%in 15542in Westward 45RC17 16.0 14in14%in _—Proto_ 536147 
No. 22UM27 32.0 1%in 15 '%sin Westward 45RC18 24.0 1 ein 15 in Proto _53GT49 
40.0 1%in 15 %in Westward 45RC19 32.0 i”in 15 %in _—*Proto_S86TS1 
40.0 1 in 16 % in Proto _53CT53 


*Additional Indestructible Handle Hammers are available, 


see page 828. 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


HAND TOOLS 
Dead Blow, Mallets & Specialty Hammers 


GRAINGER CHOICE ° 
Find the wh. Find Solutions. Find Great Prices. 


*WestwarD 'STANLEY JEGTar 
Dead Blow Hammers 


Heads contain steel shot or steel sand for more driving force and less 
bounce-back than solid head style, reducing impact felt by user. 





















Head Head Overall Item Head Head Overall Item 
Weight Length FaceDia. Length Brand No. Weight Length Face Dia. Length Brand No. No. 22PN76 
Soft Face Hammers 210z. 4% 2" 12%" STANLEY  5€933 
Hickory Handle 210z. 4%" 1%" x13%4" 11%" Proto 24AK47 
140z. 4%" 1%" 1234" Westward 30PA76 210z. 5%" 134" 127%" STANLEY 6R340 
200z. 4%’ 1%" 1234" Westward 30PA73 240z. 4%68° 1Y4"x1%e" 13" Proto 49XH59 * 
Dead Blow Hammers 240z. 4%6e 1%4'xi1'%e' 13° Proto 49XH60 
Polyurethane Over Steel Handle 280z. 5%" 11Ve2"x 14%4" 13%" Proto 24AK48 
100z. 3%" 1%" 10". STANLEY  6R336 48 oz. 5: 2 VA" 1434" Proto 26X087 
520z. 54" 274" 16" STANLEY  6R337 48 oz. 545" 14%" x 2342" 14%" Proto 24AK49 
PVC Over Steel Handle 56 02. a 2¥2" 145%" Proto 26X088 
80z. 3%" 13%" 10%" Westward 22PN73 56 0z. 6164" 18% 4" x 2152" 15%" Proto 24AK50 
240z. 4%" 1%" 12%" Westward 22PN/6 Nonsparking, Slimline Head, Dead Blow Hammer No. 4YR64 
320z.  3%' 2 Ve" 13%" Westward 22PN72 Urethane Over Steel Handle 
320z. 5%" 2" 1234" Westward 22PN77 180z. 4%" 1%" 12" STANLEY  6R339 
480z. 4%' 2%" 13%" Westward 22PN71 Nonsparking Dead Blow Hammers 
640z. 5%" 25 14%" Westward 22PN70 Fiberglass with Nonslip Grip Handle 
Rubber Over Steel Handle 480z. 4%" 2/6 14" Proto 3R514 
140z. 3%" 1" 10" Westward 5MX32 64 oz. 5 2%" 143%" Proto 3R512 
18 0z. 3%" 1" 11" Westward 4YR64 Urethane Over Steel Handle 
37 0z. 4% 134" 14" Westward 4YR66 180z. 3%" 134" 11" STANLEY  5€932 
51 Oz. 5. 2 14" Westward 5MX33 420z. 4%!" 2 V2" 14" STANLEY 5€934 
Urethane Over Steel Handle Dead Blow Sledge Hammers 
5 OZ. a : 9%" STANLEY  6R338 Urethane Over Steel Handle 
140z. 44" 1%" 10%" STANLEY  8APFO 5 Ib. ie 2" 20" STANLEY 6R341 No. 5C932 
150z. 3%" "x 1%!" 103%" Proto 24AK46 10% lb. 8" 3¥," 30" STANLEY  6R343 
*Urethane over Brass Head Material W% lb. 8 sv" 36" STANLEY 2FDB8 
Mallets * wesnwarD Head Head Face Overall Item 
Ae Fenath Dia. Length Brand No. 
tee ubber Mallets 
Use to minimize marring and ‘STANLEY. Fiberglass with Vinyl Grip Handle 
surface damage. oz. 4%" 3" 15%" Westward _30PA82 No. 6GRH5 
Hardwood Handle 
Head Head Face Overall Item 16 02. 3% 248 11%" STANLEY _ 6GRH5 
Weight Length Dia. Length Brand No. 18 02. 3'%6. 248 13%" STANLEY _ 6 R335 
Plastic Mallets Hickory Handle 
Polyurethane Over Steel Handle 2 |b. 49," 3" 13%8' Westward 6DWK9 
8 02. 3" 134 10" Westward _22PN85 8 OZ. 3/6. 12" 12%8' Westward _6DWL1 
8 0Z. 38 15/4" 1134" Westward _22PN82 13 02. 3 24 13° Westward _5MX41 
12 Oz: 3 Ve " 113%4' Westward _22PN86 16 02. 3% 2% 13" Westward _6DWLO _ 
16 02. 4 24" 12% Westward 22PN83 22 OZ. 4" 24 14" Westward _5MX42 — 
24 02. Ay," 242 13%8 Westward 22PN8/ Steel with Vinyl Grip Handle No. 6DWLO 
24 02. Ay," 248° 13%4' Westward 22PN84 16 02. 38) 2" 13" Westward _4YR61 . 








‘STANLEY. 
* WESTWARD’ 
Specialty Hammers and Hatchets 


Drywall, Shingler's, and Builder's—Have a striking face on 1 end for driving 

nails and a hatchet-type face on the other end for demolition work. Replacement 
blades and gauges are available for Shingler's Hammers. Builder's Hatchets are 

for cutting, splitting, and trimming building materials. 


Builder's Hatchet 
No. 2A536 






Tinner's Riveting Hammer 
No. 4A097 


Bricklayer's and Pick Hammers—Bricklayer's Hammers have a striking 
face on 1 end for driving masonry chisels and a curved blade with beveled edge 


on the other for chipping mortar and trimming bricks to size. Pick hammers Head Cutting Overall Item 
are designed for chipping rocks and stone to a desired shape and size. Metal ee janie SS Ale 
Forming Pick Hammers are used for sheet metal or auto body work. 16 oz Hickory Smooth —  11in Westward 6DWK8 
. oe . . . 16 0z Hickory Smooth — 11 in Vaughan 3NWD7 
Tinner's Riveting Hammers—Use for setting rivets in sheet metal. 90 Tuning Fork Design, Steel Rim Hi STANLEY  6GRK2 
; i. 02 _w/Molded Rubber Grip Tempered a 
Welder's Scaling and Chipping Hammers—Have both a pick end and a 20 oz Steel with Vinyl Grip Smooth  — 11 in Westward __-2DBU7 
chisel end. Generally used to remove slag, scale, and welding spatter from 24 02 Hickory smooth — _11in___Westward__ 6DWK7 
Ided material 24 Oz Hickory Smooth — 11 in Vaughan 3NWD8 
welded materials. 24 07 Hickory Smooth —  11in STANLEY  6R289 
Head Cutting Overall Item _24 02 Steel Smooth — 10.75in Vaughan 6CLP3 
Weight Handle Face Edge _Length Brand No. Pick Mattocks 
Drywall Hammers 5 Ib Fiberglass w/Ergo Grip = = 36 in Nupla 3MD48 
; ; Milled, Rim Pick Hammer 
14 0z Tuning Fork Design Tempered 1'%ein 13 Yin STANLEY 6GRK1 99 oz Steel Smooth __ 12.75 in Vaughan 6CLP2 
Shingler's Hammers Tinner's Riveting Hammers 
; Milled, Rim ; 12 0z Hickory Smooth — 14 in Vaughan 4A097 
18 02 Tuning Fork Design = Tempered 1 *4in 12% in = STANLEY = GGRKS 16 0z Fiberglass Smooth —  14in Vaughan  4A098 
Builder's Hatchets Welder's Scaling and Chipping Hammers 
22 02 Hickory Smooth 3'%in 13in Vaughan 3NWD9 12 0z Hickory — —  18.25in Vaughan 4A099 
1% Ib Hickory Milled 3%in 17%in Vaughan 2A536 14 oz Steel Smooth — 11 in Vaughan 6CLP4 
1% Ib Hickory Scored 3%in 17%in Westward oMX31 15,02 Steel Point _ 11 in Vaughan 38NF30 
Sign in to Grainger.com® to see YOUR Pricing and MORE 82/ 


HAND TOOLS Scan. Order. Done. 
Replacement Tips & Indestructible Hammers Details on page Al. 
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No. 4R441 H 
No. 24531 ? Hammers and Replacement Tips 
Quick-Change and Soft-Face Split-Head Hammers— 
Hammers—2 replaceable Similar to Soft-Face, however, 
striking faces (tips) are made tips are contained in the split 
a of plastic, vinyl, or nylon, and head. To replace tips, the head 
ey come in a variety of hardnesses. is disassembled into halves, 
No. 4YR68 No. 4GB46 Tip diameters match the size of and the tips are clamped 
the hammer and screw onto the rather than screwed in. 
hammer head. 
TIP SELECTION GUIDE 
Replaces 
Description Hammer Type 
Soft Rubber, Wood, Soft Lead, Brass 
Medium Rawhide, Wood, Plastic, Lead 
Rawhide, Hardwood, Plastic 
Rawhide, Plastic, Micarta, Fiber 
All Metal Working Applications 
Head Tip Dia. Tip Item Tip Dia. Tip Item ae Dia. Tip Item 
Weight (in.) Type Brand No. in.) Material Color No. n.) Material Color No. 
Dead Blow Hammers w/Tips, Fiberglass with Nonslip Grip Handles Nonsparking Tips for Nupla Soft-Face Hammers Tips iat Proto Soft-Face Hammers 
PVC over Steel Tip Super Soft Medium 
30 02. 2 — Nupla 4GFZ7 1% Vinyl Gray 4GGA6 2 Plastic Cream 4R425 
44 07. 22 — Nupla 4GFZ8 Medium 2 Rubber Red 16W836 
Quick-Change Hammers, Fiberglass Handles 1% Vinyl Red 4GGA8 Extra Hard 
Without Tips 1% Nylon Cream 4GGC1 2 Plastic Yellow 4R422 
6.0 oz. 1 Screw-In Nupla 2LMY1 Tough Tips for Vaughan Soft-Face Hammers 
9.0 oz. 1 Screw-In Nupla 6D050 3/20/ Vinyl Green 4GGA9 Soft 
16.0 02. 1% Screw-In Nupla 3MD69 Hard 1% Plastic Red 2A533 
20.0 oz. 1% screw-In Nupla 2LMX9 1% Nylon Black 4GGC2 1 Plastic Red 2A530 
24.0 02. 2 Screw-In Nupla 2LMX8 Extra Hard Hard 
36.0 02. 2 Screw-In Nupla 3MD/0 1% Nylon Yellow 4GGC3 1% Plastic Yellow 2A532 
40.0 oz. 2 Screw-In Nupla 3MD68 Brass 1 Plastic Yellow 2A529 
64.0 oz. 3 Screw-In Nupla oLV15 1% Brass Brass 4GGC4 Tips for Vaughan Split-Head Hammers 
96.0 0z. 3 Screw-In Nupla 5LV16 Tips for Nupla Soft-Face Hammers Soft 
Quick-Change Hammer Set w/4 Tips, Fiberglass Handles Soft 274 Rawhide Natural 4GB56 
Extra-Hard/Hard/Medium/Soft 1% Vinyl Brown 6D052 2 Rawhide Natural 4GB55 
16.0 Oz. 1% —_Extra-Hard/Hard/Medium/Soft Nupla 1TMZ2 Medium 1% Rawhide Natural 4GB54 
Simplex Mallets w/Tips, Wood Handle 3 Vinyl Red oLT98 1% Rawhide Natural 6CLU3 
Plastic/Rubber Tip Medium Hard 1% Rawhide Natural 6CLU2 
12 02. 16 Medium/Hard Halder Simplex 3ZLL2 3 Nylon Cream oLT99 Medium 
2% (Ib. 2 Medium/Hard Halder Simplex 3ZLL4 Medium 2/4 Nylon Clear 4GB62 
4% |b. 2x8 Medium/Hard Halder Simplex 3ZLL5 2% Vinyl Red 3MD64 2 Nylon Clear 4GB61 
Soft-Face Hammers w/Tips, Hickory Handles 22 Nylon Cream 3MD65 1% Nylon Clear 4GB60 
Nylon Tip Z Nylon Cream 4A117 1% Nylon White 6CLUS 
6.0 oz. 1 Soft/Hard Vaughan 2A528 1% Vinyl Red 6D051 1% Nylon White 6CLU4 
12.0 02. 1% Soft/Hard Vaughan 2A531 1% Nylon Cream 4A114 Hard 
Plastic Tip 1 Vinyl Red 6D053 24 Plastic White 4GB59 
8.0 0z. 11% Tough STANLEY 6R352 1 Nylon Cream 6D056 2 Plastic White 4GB58 
Soft-Face Hammer w/Tips, Fiberglass Handles Tough 1% Plastic White 4GB57 
Nonmarring Plastic Tip 3 Vinyl Green oLV01 1% Plastic White 6CLU7 
10 02. 1 Medium/Hard Proto 4R439 2% Vinyl Green 3MD66 1% Plastic White 6CLU6 
12.0 02; 1% Medium/Hard Proto 4R441 2 Vinyl Green 4A116 Replacement Tips for Halder® Simplex Mallets 
32.0 02. 2 Medium/Hard Proto 4R446 1% Vinyl Green 4A113 Medium 
Plastic Tip 1 Vinyl Green 6D054 2% Rubber Black 3ZLL9 
20.00z. 2%6 Round Flat Proto 16W834 Hard 2 Rubber Black 3ZLL8 
Soft-Face Hammer w/Tips, Steel Handle w/Vinyl Grip 3 Nylon Black oLT97 1/6 Rubber Black 3ZLL6 
Synthetic Rubber Tip 2% Nylon Black 3MD63 Hard 
16.0 02. 1% Soft/Hard Westward 4YR68 2 Nylon Black 4A118 2% Plastic Red 3ZLN4 
Split-Head Hammers w/Tips, Hickory Handles 1% Nylon Black 4A115 2% Nylon White 3ZLN8 
Rawhide Tip 1 Nylon Black 6D055 2% Soft Metal Silver 3ZLP3 
16.0 02. 1% Medium Vaughan 6CLUO Extra Hard 2 Plastic Red 3ZLN3 
24.0 02. 1% Medium Vaughan 6CLU1 2 Hardened Steel Steel 3MD62 2 Nylon White 3ZLN7 
48.0 oz. 1% Medium Vaughan 4GB46 1% Nylon Yellow 2LMX6 2 Soft Metal Silver 3ZLP2 
64.0 oz. Z Medium Vaughan 4GB47 1% Hardened Steel Steel 3MD61 1%6 Nylon White 3ZLN6 
112.00z. 2% Medium Vaughan 4GB48 1 Nylon Yellow 2LMX5 1%6 Soft Metal Silver 3ZLP1 
16 Plastic Red 3ZLN1 
16 Nylon White 3ZLN5 
16 Soft Metal Silver 3ZLN9 
Replacement Tips for Halder® Supercraft Mallets 
2% Nylon White 3ZLT3 
2 Nylon White 3ZLT2 


Indestructible Handle Hammers * Westward 


All handles are rubber molded over spring steel bars. Non-sparking tools feature a copper head, all others 
heads are carbon steel. 









Head Overall Item Head Overall Item Head Overall Item 
No. 242026 Weight Face Dia. Length No. Weight Face Dia. Length No. Weight Face Dia. Length No. 
Club Hammers 4lb  14%4in  12In 39CF13 10lb 2Y%in  36in 22XP70 
2%\lb 13%4in 16in 39CF10 6lo 2%6in 24in 242030 W2lb 2'Vein 30in 242035 
2 2 |b 2 in 12 In 22XP73 6lo 2%6in 30in 242031 12lb 22¢%2in  30iIn 22XP78 
4 |b 2 in 12 In 22XP74 6lb 2%2in 30in 22XP75 12lb 22¥%2In 36in 22XP71 
Cross Pein Hammers 8 Ib 2 In 16 in 39CF14 14lb 2% in 30 In 242036 
2¥%lb 1'%ein 16in 242039 8 |b 2%in 24in 242032 14|b 2°%4in 36in 22XP72 
3%lb 14%in 16in 242040 8 Ib 2%in 30in 242033 Nonsparking Sledge Hammers 
Double Face Sledge Hammers 8lb 22%4in 30 in 22XP7/6 4 lb 1% in 12 in 242029 
2%lb 1”’in  12in 242026 8lb 22%4in 36iIn 22XP69 8 |b 24%in 24in 242037 
No. 22XP69 2¥%lb 13%4in 12In 39CF11 10lb 2Y%in  30in 242034 14lb 2'Vein 30iIn 242038 
Alb 1'%ein 12in 242027 10lb 2Y%in  30in 22XP7/ Sledge Hammer 
6lb 12¥%2in  16iIn 44ZD52 
828 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° HAND TOOLS 





Find the wt. Find Solutions. Find Great Prices. Magnets 
Sintered 
Neodymium Disc oo. 
| | Ceramic = of 
‘mms Sie = Se (1 
APPROVED — ™ . | ey 
F - No. 6XY89 ' 4) 
Disc and Ring Magnets  PaymUGRAINGER . 


Max. Max. APPROVED No. 6YA66 No. 3DXZ6 


Pull Item Pkg. Pull Item Pkg. 
(iv)" Dia, Thickness Ne at) = (ihy" Dia, Thickness Mo ow, | ROUNd Base Magnets 














sintered Reodymium bese svAES —i0 Sintered Reodymlum ron Boron Disc Max Hole Item LE ' 
As ie. Ye" 2: ‘ \e ni : : . 
76 ¥,' 0100" OVAEZ 1 14 A 0100" 6YA45 { scanaw Pot Material Pull (lb.)* Dia. Thickness Dia. No. / 
2.9 V6" 0.118" 2VAE4 1 2.5 Ya 0.197" 6YA13 4] Anco 5 7 yj 0.313" er" GXYOR 
4 19/39" 0.1 18" 2VAK5 6 3 Ya" 0.1 25" 6YA33 1 Alnico 5 1 1 1 Ye" 0.343" Jig" 6XY95 
46 "Ya" 0.118" 2VAE5 1 4/ Je" 0.250" 6YA43 1 Ainico 5 0 TH 0.400" Vis” BXY97 
a 
. o" . 5" re | 5" . va 4 -f i) i) i) 
5.0%" 0.200" 2VAF3_1 97% 0.250" 6YA39__ 1 nearer ee — Hie 2s 4 eo 
fiz 4% 4" 0.118 2VAE6 1 ik 2 0.570 6YA47 1 Neodvmillni +60 5h 0.375" 1,” 40E853 
10.9 ya 0.1 87 2VAE8 1 Steel Disc w/Adhesive Lifting and Retrieving 
22./ 1" 0.250 2VAF2 1 Sintered Samarium Cobalt Disc Ceramic x00 AV." «OO 5” 0E725 
Grade 35 Neodymium Disc w/Adhesive 0.3 Ve O2125" 6YA21 1 Encased Work Holdin 
1 YA" 0.063" 10E731 10 1 Yq 0.100" 6YA25 1 Ceramic g 14 tv" 0.187" ve" 10E850 
1 A 0.063" 10E732 10 2.8 Yay 0.1 00° 6YA29 1 Encasniiounuiiace 
1 fr 0.065 TOE 76212 be O.GT BUNS Synthetic Rubber/Strontium Ferrite 4 1.21" 0.471" — 3DXX6 
1.8 a 0.063" _10E733__10 5 0.187 6YA31 1 Paramiic 16 1374" 0983" He” 3DKKB 
Se Ceramic 9 Ring ; Ceramic Ferrite 16 19" 0.283" %ie" 6XY85 
1.8 7g 0.063 10E/763 12 2.4 1% 0.25 10E784 2 Paraniic cernite 05 Ai 0.315" 1%" 6XY87 
2.5 Yn" 0.063" 10E735 10 44  — 22%a" 0.331"  10E795 1 Ceramic 55 5H 0.375" %"  BVU65 
25 Vo 0.063" 10E736 10 9.8 A874" 0.406 10E797 1 Neodymium 48 175" 0.265" 16" 3DXX9 
25 Ye 0.063" 10E/64 8 1.3 1% 0.187 10E794 1 Paramiic hernia 65 394" 0.375" vi" BXY89 
3.3 _Y4 __—i0.063 WUE 737 10 =| Geramie 8 Ring Ceramic Ferrite 95 3% 0.425" Yo" GXY9T 
33 om eee eras ve ons S Bk . 0.125 10E783 6 nice 
4" 063" 769 eramic 8 Bloc . , , 
Grade 35 Neodymium Ring 05  % 0187 106780 40 Ceramic ey eee 
18% 0.625" 10E760 12 Ceramic 8 Disc Max. 
7.3. _¥' 0.125" 10E761_ 3 08 % 0.197 10E781 51 i Pull Item 
Grade 42 Neodymium Ring Eveboli Description (Ib.)* Dia. Thickness No. 
2361" 0280" 410805 —1 Ceramic 25 Ve DVR 
Ceramic Ferrite in Steel Cup 95 _ 3.20" yy" 6YA66 
2 7 * Neodymium ‘ 90 ze Ya" _ 3DYA3 
readed Pos 
Ceramic Clip GRAINGER tora 05 320" 2VARA 
M f APPROVED Ceramic, w/3 Nuts 35 2.03" vs" 3DYA4 
agnets Ceramic, w/3 Nuts 65 2.65" A" 3DYAG 
Dia. Item 6 Bem. w/3 Nuts 90 203° %  3DYAS 
Description (in.) No. Se ain Post __ | 
C-Clip, Chrome Clip 2.035 3DYA qa White 141.29 4 SDXZI 
Baron clip 2.039 __aD 128 Z No. 3DXY5 Ceramic, White 9 1.00" %e' _ 3DXY6 
Chrome-Plated | 3DXY4 Ceramic, White Pk. of 2 9 1.00" vy 3DXY7 
SCE) laa Ceramic, While PK oF2 41.28" 3X9 
Cc ic Ch iM r * Ceramic White 26 1 A a SDXZ5 
eramic, White 55 4" a 
ceramic anne agne S riche Ceramic, Chrome 65 2.63% 8DXZ2 
Each magnet will lift, suspend, hold, and retrieve geramic Ferrite In Stee! Cup, Chrome so), 4 _BYABT 
metal objects up to 100 times its own weight. Neodymium, White 61 1% 8DXZ4 
Neodymium, Chrome 401.42" Ys" _‘ 8DXY3 
ite Leng width Thickness Dia Ho — ig Swivel Hook 65 1.50" «10831 
: * We ep oe aNyER j | Neodymium, Carabiner 45 1.12! 4's BDXY2 
7 T" 77" 0.95" i 3DYC3 rE Neodymium Key Ring i _— «es — ___ 3DXY1 
7 T" 7A" 0.25" %" 3DYC4 *** Fr Transparent White Rubber Boot Cover 
yy) 7 Yo" 0.25" —  3DYA7 i { 278: Dia., For Use With 6XY89 (RB/0) Round Base Ring Magnet_ — — — __10E775 
wy) 3" Ao" 0.25" ys" — 3DYA8 ft 2 ¥2' Dia., For Use With 6XY87 (RBOO) Round Base Ring Magnet_ — ~—§ — — ___10E776 
25a" 1%" 02.500" re —«S DCI No. 3DYC3 
25 8" T”e" 0.500"  %o" 3DYC2 & 
* Pull strength or max. pull (Ib.) is measured under ideal situations in a controlled environment. G A GRAINGER 
Results will vary with differences in surface, texture, thickness, and temperature variations. ¢ APPROVED % 


Includes %-24 nut. *** Pk. of 2. 


Ceramic Latch *pzyycraicer 





Magnetic Latch Sets xc. 2vaci 





APPROVED Designed for use as door latches for cabinets, display cases, or other closures. 
Mag nets Max. Dia. Thickness Item 
Pull (Ib.)* (in.) (in.) No. 
Max. Pull Overall Overall Hole Item Ring Sets 
(Ib.)* _Length Width Thickness Dia. No. 53 Ring 0.740 Outer x 0.375 Inner, Ring 0.105, Cup 0.281, OVAG2 
Bipolar in Plastic w/Latch Plate Cup and Strike Plate 0.875 Strike Plate 0.156 
904.2" 0.94" 1.13 — 3DYF1 30 Ring 1.000 Outer x 0.500 Inner, Ring 0.110, Cup 0.270, OVAG3 
Bipolar in Steel w/2 Holes Cup and Strike Plate 1.130 Strike Plate 0.150 
20 3 As, 0.562" fs, 3DYE7 e Disc Sets 
fa piaaa M1060" __/__ DYE No. 3DYF1 6 Disc 0.360, Cup and Strike Plate 0.500 PSG BU7, bup 1.20, 2VAF9 
ie cA 16 Disc 0.490, Cup and Strike Plate 0.625 “SC 0.105, Cup 0.094, ong 


Strike Plate 0.0250 


repay cRAINceR Alnico Horseshoe Magnets —-*p-y-ycrannctr 








APPROVED 
= Max. Overall Overall Hole Item APPROVED 
Ceramic Handle Magnets Pull (Ib.)* Length Width Thickness Dia. _No. 
2 i" 1%" 0.330" —__ 6XY47 
Max. Lifting Item {0 *9%s"____1%e"__ 0.780" Ya" ___ 6X53 
Capacilys lL WH _No. 22 i" 4%" 19g" 6XY57 
50 Ib. a yt" 3DYD6 3016" 15a" 1.180" "Ys" 6X59 
100 Ib. 4" "37 32s" 2%e"_—*1.812" es" BXY1 
{00 Ib. 5" 1" 1.175" 38HY86 37 Wie’ De’ BXY AO ¥ 
i50Ib._-5" 2" 1" 3DYDB 50s" 3' 2.500" %4e"___ 6XY51 _ 
225 1b. 5%’ 2" 2" 3DYD9._—«3s=s No. 3D YDB 701%" 267.900" Ye" 6X55 = 
No. 6XY53 


* Pull strength or max. pull (Ib.) is measured under ideal situations in a controlled environment. Results will vary with differences in surface, texture, thickness, and temperature variations. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 829 


HAND TOOLS Scan. Order. Done. 
Magnets Details on page Al. 




















Xin GRAINGER 
APPROVED 
5 i mera Holding Magnets 
APPROVED 2 hak ” sid Hole fm 
No. 6YA17 « = : gs u i ia. ickness ia. 0. 
| Alnico 5 Round 
Flexible Magnetic = | 4 Ya" 0.5" 2/11" 6XY65 
i . 6.5 ik 0.625" 732" 6XY67 
| | Siri [HS and Sheets cetamic Reund 14 170.750" %e"__—_—«GXY69 
Max itamn w/Knob 18.5 1% 0.875" i 6XY71 
Pull (Ib.)* L W No. Ceramic Round w/Knob 
39 100 ft 3" OVAKA 16 TA6" 0.283" — 3DXW6 
i \dhesi ; 25 Z 0.315" — 3DXW7 
ste No Adhesive or Vinyl aE oor ar = SDXWa 
{9 100 ft. T" OVAH5 95 3'%ea" 0.425" — 3DXW9 
13 100 ft. {" 10E824 Max. Overall Overall Hole Item 
No. 10E806 13 100 ft. ,. 10E825 ime Pull (Ib.)* Length Width Thickness Dia. No. 
54 100 ft. mr OVAH6 _ Ceramic Magnet, Vinyl Handle Rectangular w/Knob 
Max. Item Sheets Ceramic Tool 40 2% i) 0.585 — 3DXX5 
Pull (Ib.)* L W No. 85 10 fi. 24% ——« 10E809 Holding w/2 Ceramic Rectangular w/Knob 
Indoor Adhesive on Nonmagnetic Side 145 10 fi. 245," 10E812 S 19 TW 0.65 XX 
Strips White Vinyl on Nonmagnetic Side crews 38 2° 1-8/13" 0.65" — SD XX3 
6 10 ft. A 6YA17 Strips 40 2% 1% 0.56 —~~3DXx4 
6 100 ft. Ai 6YA19 6.8 200 ft. iu 2VAH9 Ceramic Tool Holding w/2 Screws 
{2 100 ft. il 2VAJ3 13 100 ft. iu 2VAH7 20 13 = a 3DYES 
12 10 ff. ik 6XY43 13.6200 ft. Z 2VAS1 20 Te 18 — 4 SDYES 
12 100 ft. ih 6XY45 24 100 ft. 2" 2VAH8 20 124 ae |) = 
18 100 ft. iv 2VAJ4 27.2 200 ft. A 2VAJ2 100 1% CSG 19 fs" SDYES 
24 10 ft. 2 6YA64 Sheets Ceramic Work Holding w/2 Holes 
24 100 ft. py 2VAJ5 85 10 tt. 2495"  10E806 Ceramic Work 40 Le os Log dif SDYUg 
24 100 ft. a 6YA65 85 25 ft. 24% 10807 Holding w/2 Holes 69 ° ls 1 A aif 3DYD2 
39 100 ft. a 2VAJ6 85 50 ft. 24%" 10808 a a a 
Outdoor Adhesive on Nonmagnetic Side 145 10 fi. 245," 10E810 200 v4 1k 2.125" 2/7'__—8DYD4 
Strips 145 25 ft. 24%" 10E811 —_——_—_- em i _ mao um 
13 100 ft. i 2VAJ7 Magnet-to-Magnet Kits 
18 100 ft. TH 2VAJ8 6 100 ft. yy" 10E827 : 
26 100 ft 2 2VAJ9 13 100 ft il 10826 Alnico 5 Bar 


No. 6XY75 


* GRAINGER 


Pesach SS APPROVED 
APPROVED \ Rod, Bar, Block, and 














Magnet Assemblies Sphere Magnets 
= See Grainger.com® for Max. eee ; - 
: u verall Overa em F 
included hardware (Ib.)* Dia. Length Width Thickness No. ty. 
Max. Item Alnico 5 Bar 
Pull (Ib.)* Thickness _ Dia. No. 4 0.4 3" 2%4" 0.593" 6XY75 2 
No. Alnico Magnet Assemblies — Geramic 5 Block 7 7 55 EIST 
140E84s “4-20 Thread ‘ —_— 4 
5 0.625 in__'Yisin__6XYT7 Ne etyeg 8 TH 0.25" TOE TGS 
10 0.75 in 1%6in  6XY79 . 0.6 — 7 Zs 0.187" —10E779 8 
18 1.0in 1 Vein 6XY81 2.8 — 17% ¥e" 0.375" 10E778 2 
30 1.187 in 1%in 6XY83 i 3 = 1%" 7 0.375" 10E777 2 
Shielded, Brass Cup ‘we 32  — 1%  % 0.393" 106790 1 
0.14 0.5 in Yin  10E848 Grade 8 Ceramic Latch 
Ne 0.225 0.5 in Yin 10E849 31  — 1% %' 0.375" 2VAL2_—2 
Neodymium Magnet Assemblies Ceramic 8 Block 
Shielded, Brass 10.6 _— 6" 2 0.5 10E788 1 
15 0.5 in Yin  10E836 15 = 6" 4" 0.5" 10E789 1 
Zz 0.5 in Yin 10832 30 = 6" 4" 1.000"  10E792 1 
Aluminum Pot Grade 35 Neodymium Block 
0.7 0.5in Yin 10E840 Neodymium 32 = i ” ne WEA 5 
26 0.75 in 1Y%in 10E843 i 2 
moneunrt 145 Tin 3in 106841 esas Grade 35 Neodymium Sphere 
Overall Overall Hole Item 12.3% — = = 10E787_— sf 
Max. Pull (Ib.)* Length Width Thickness Dia. No. 
Ceramic Magnet Assemblies * 
Tool Holders GRAINGER 
480 24" 1-1/11" 1 ¥in Ya" 2VAF5 APPROVED 
Lifting/Retrieving . 
40 2 in 2 in 0.6 in YW in 10E861 
100 2 in 2 in _— YW in 6YA69 ' Magnetic Pouches 
100 6 in ¥% in — Ya in 6YA68 No. Me ee A 
150 5 in 2 in in Va-20 2VAF6 | 106816 and Holders 
225 5 in 2in 2in Yr-20 2VAF7 Ps tacit — Pkg. 
Latch H W No. Qty. 
40 2 in 1 Xin 1 in 72 in 10E828 he Label Holders 
22 1 in 2 in 0.5 in YW in 10E829 ile il 10E822 100 
Item Item Pkg. 2" 2" 10E823 100 
Description No. H WwW No. Qty. Business Card Magnets 
Accessories Magnetic Pouches 31" 2 10E854 25 
Magnetic Clip 6 v2" Ay 10E816 1 31" 2" 10E855 50 
Red, 3 % in 10E857 62" 62" 10E817 1 3" 2" 10E856 100 
Magnetic Cup Caddy 12 ae 10E818 1 L W Item Pkg. 
Black, 3 % in" Dia. 10E749 Magnetic Document Holder (in.) (in.) No. Oty. 
Red, 3 % in" Dia. 10E750 8 V2" nh 10E819 1 Data Card Holders 
Magnetic Parts Trays Magnetic Photo Pockets 6 0.95 2VAK2 25 
Stainless Steel, 1%H x 6InD 10E751 sv" 2" 10E820 2 6 1.83 2VAK3 20 
Stainless Steel, 542 Lx9%Wx1%H 10E752 4" 6" 10E821 2 a 3.125 2VAK4 25 
* Pull strength or max. pull (Ib.) is measured under ideal situations in a controlled environment. Results will vary with differences in surface, texture, thickness, and temperature variations. 
830 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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HAND TOOLS 
Vises 


GRAINGER CHOICE* 


Find the why. Find Solutions. Find Great Prices. 













Wt WN * wesnwarp’ 
PALMGREN RIDGID 
Combination Vises 


= Replacement jaws and magnetic 
Caps are available on Grainger.com 








These vises combine the features of pees eee nD 
bench vises and pipe vises to securely 
clamp straight workpieces and 
irregular-shaped workpieces, as well 
as round tubing and pipe. No. 29YWo7 No. 3FDJ1 
Pipe Jaw Item 
Jaw Width Max. Opening Throat Depth Base Type Included Pipe Capacity Reversible High Visibility Swivel Angle Jaw Face Brand No. 
Light Duty, 20,000 psi Body Casting Tensile Strength 
5 5" 2" Swivel No — No No 360° Serrated Wilton 29YW07 
6" 6" ‘i Swivel No — No No 360° Serrated Wilton 29YV61 
Standard Duty, 30,000 psi Body Casting Tensile Strength 
2 28" 15/4" Swivel No — No No 45° Serrated Wilton 5LK54 
3 a — Clamp-On Swivel Yes Ye" No No 360° Smooth Wilton 29YW78 
3" 3," Z Swivel Yes ¥s" to 16° No No 360° Serrated Westward 10D702 
4" 24" 2. Swivel No — No No 45° Serrated Wilton 5LK53 
4 4" 2 Swivel Yes ¥3" to 16° No No 360° Serrated Westward 10D701 
4" 4" 2%" Swivel Yes Ye" to 2" No No 360° Serrated Westward 4YR98 
4" 4" 2%" Swivel Yes ¥s" to 2" No No 360° Serrated Wilton 24W174 
4" 4Y," 3/6 Swivel Yes Y%" to 2" No No 360° Serrated Wilton 22474 * 
4" 4y" 3/6 Swivel Yes M4" to 2" No No 360° Serrated Westward 10D708 
4Y," 4" 2" Swivel Yes Ye" to 12" No No 180° Serrated Westward 10D710 
5 4" 3" Swivel Yes ¥%" to 3" No No 360° Serrated Westward 4YT10 
5 5: 2" Swivel Yes Yo" to 14%" No No 360° Serrated Westward 4YP27 
a 5. 3 Swivel Yes ¥s" to 248" No No 360° Serrated Wilton 24W175 
5 54" 33%" Swivel Yes Ya" to 2Y2" No Yes 360° Serrated Wilton 5LJ84 
5" 5Y" 3%" Swivel Yes Ys" to 22" No No 360° Serrated Wilton 22346 
5 54" 33%" Swivel Yes ¥e" to 2Y2" No Yes 360° Serrated Westward 10D693 
5 5A" 374" Swivel Yes ¥e" to 2 V2" No No 360° Serrated Westward 10D707 
al 5" 33%" Swivel Yes Ya" to 2Y2" No No 360° Serrated Westward 45W333 
5" 5" 3" Swivel Yes Y%" to 2" No No 360° Serrated Wilton 55EN83 
5Y" 5Y" 3%" Swivel Yes Y%" to 3" No No 360° Serrated Westward 10D711 
6" 53" 4¥" Swivel Yes Ys" to 32" No No 360° Serrated Wilton 1ATH4 
6" 54" 4Y," Swivel Yes Ya" to 3 V2" No Yes 360° Serrated Wilton 5LJ85 
6" 5" 4Y," Swivel Yes ¥e" to 2Y2" No Yes 360° Serrated Westward 10D692 
6" 6" 3Y" Swivel Yes ¥s" to 2V2" No No 360° Serrated Wilton 24W176 
6" 8" 3%6" Swivel No 1" to 2" No No 360° Serrated Westward 49NU02 
6Y" 5Y" 316" Swivel No Ys" to 22" No Yes 180° Serrated Wilton 54TU07 
6Y" 6" 4" Swivel Yes Y%" to 2" No No 360° Serrated Wilton 55FE57 
6" 6" 4" Swivel Yes V4" to 32" No No 360° Serrated Wilton 55EN84 
6Y" 7" 4" Swivel Yes Y%" to 3" Yes No 360° Serrated Wilton 55FF53 
8" 8" 3" Swivel Yes ¥%" to 3" No No 360° Serrated Westward 6RA23 
8" 8" 4" Swivel Yes ¥%" to 3" No No 360° Serrated Wilton 24W177 
8" BY" 4Y" Swivel Yes ¥s" to 4" No No 360° Serrated Wilton 55FF52 
8" BY" 45" Swivel Yes ¥e" to 22" No No 360° Serrated Westward 10D709 
8" gy," 43/4" Swivel Yes ¥%" to 4" Yes No 360° Serrated Wilton 55EK36 
Heavy Duty, 60,000 psi Body Casting Tensile Strength 
4" 4" 2" Swivel Yes — No No 120° Serrated Wilton 29YW53 
a 5 33%" Stationary No Y%" to 3" No No — Serrated Westward 3FDJ1 
5 6" 3" Swivel Yes Ya" to 2V2" No No 360° Serrated Palmgren 19D152 
5Y" 5Y" 3%" Swivel Yes %" to 3" No No 360° Serrated Westward 10D712 
6" 6" a Swivel Yes 1" to 2%" No No 360° Serrated Westward 3FDG9 
6" 6" 3 Swivel Yes 1" to 2" No No 360° Serrated Westward 10D695 
6" ii 33%" Swivel Yes Ya" to 3 V2" No No 360° Serrated Palmgren 19D153 
fis 8" a Swivel Yes 1" to 2" No No 360° Serrated Westward 10D694 
Heavy Duty, 75,000 psi Body Casting Tensile Strength 
4y," 6" a Swivel Yes ¥" to 3" No No 360° Serrated Ridgid SAFP5 


*Deep Throat 


RIDGID 





Heavy-Duty Machinist's Vises 


= Body casting tensile strength: 60,000 psi 





= Replacement jaws and magnetic caps are available on Grainger.com 


Designed for cutting and welding parts or shaping materials, these vises 
feature replaceable steel serrated jaws, extra large bodies, larger throat 


Openings, anvils, 360° swivel jaws, and swivel bases. 


No. 3AFP6 





Max. Throat Pipe Jaw Item 
Jaw Width Opening Depth Deep Throat Included pacity No. 
2" is 3%" No Yes Yo" to 3¥2" — AWN28 
2" 8" 3" No Yes Ye" to 3¥%2" _ SAFP6 a 
6" 6" 4" No Yes Y'to 4" 4AWN29 = No. 4WN27 
Ayn 6" 3" No Yes ¥' to 3"  — 4WN27 
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HAND TOOLS Scan. Order. Done. 
Vises Details on page Al. 





* WistwarD’ 

Light-Duty Multi-Angle Vise 

= Body casting tensile strength: 20,000 psi 

= Replacement jaws and magnetic caps are available on Grainger.com 


Allow positioning in 3 planes: you can tilt, turn, and rotate your workpieces with the simple turn of a handle. 
Applications include electronics and wood carving. Feature vacuum base and 360° swivel rotation. 





Item 
Jaw Width Max. Opening Throat Depth Construc. No. 
29/4" 25 13" Aluminum Alloy 3FDH8 


PALMGREN BEN 
Standard-Duty Multijaw Rotating Vises 


= Body casting tensile strength: 30,000 psi Jaws rotate 360° degrees for clamping at any 





= Replacement jaws and magnetic angle and are equipped with replaceable jaws 
Caps are available on Grainger.com for a variety of applications. Swivel base. 
Item 
Jaw Width Max. Opening _‘ Throat Depth Deep Throat _‘Pipe Capacity Brand No. 
5" 4" 3%" No %' to 35" Palmgren 19D159 
No. 10D729 5 5" 3V;5" No VA to 2 Westward 100729 





tN *wisnwarp 
Standard-Duty Portable Vises 


= Body casting tensile strength: 30,000 psi 

= Replacement jaws and magnetic caps are available on Grainger.com 

Clamp directly onto the work bench. These vises are ideal for very light-duty work with smaller workpieces. 
They can be positioned vertically and horizontally and can be removed after use to save valuable space or 
transport to another work location. 





Jaw Max. Throat Pipe Jaw Pipe Item 
Width Opening Depth Base Type Included Capacity Swivel Angle Jaw Face Brand No. 
No. 10D698 2 V2" 2 Ve" 1%! Clamp-On Swivel No — 45° Serrated Wilton oLK42 
2¥2" 2 1%" — Clamp-On Stationary Yes ¥8" to Se" — Serrated Westward 10D698 
eR 2V" 2%' —_ Clamp-On Stationary Yes ¥" 360° Smooth Wilton 6YA71 
a 3 Clamp-On Swivel Yes ¥e" 360° Smooth Wilton 29YW78 
No. 6YA71 4" 24" 2" Clamp-On Swivel Yes — 45° Serrated Wilton 5LK41 


*wesnwaro WN 
Woodworking Vises 


= Replacement jaws and magnetic caps are available on Grainger.com 

Large jaws distribute pressure while securely clamping wood workpieces. The design allows for clamping 
both horizontally and vertically. Models with smooth jaws help to prevent marring. Ideal for general wood- 
work and carpentry. 





Item 
Jaw Width Max. Opening Throat Depth Base Type Swivel Angle Jaw Face Brand No. 
Light Duty 
T 7% 2: Stationary = Smooth Westward 10D722 
7' 8" a Stationary — Smooth Westward 10D721 
No. 4LT73 Q" 10" 4" Stationary — Smooth Westward 10D723 
o 10%" 12° 4" Stationary — Smooth Westward 10D724 
Standard Duty 
6Y" 4V a Stationary 360° Smooth Wilton 24U987 
‘a 10" 4" Stationary — Serrated Wilton 4LT73 
10" 13 4" Stationary — Serrated Wilton 41D418 


Win 


ATV All Terrain Vise 


Lightweight all-terrain vise is designed for easy transport with an integrated carrying handle. Fits a standard 
2-in. hitch (hitch pin included). Innovative mounting bracket allows you to mount the vise to a bench or 
trailer for greater versatility. The innovative 360° locking handle secures the handle while driving or reposi- 
tions it while working. Set screws provide a tight fit in the hitch and reduce vibration while driving. Jaws 
include a V-groove for vertical clamping of round objects. Pipe jaws clamp objects up to 3 in. 





Item 
Jaw Width Max. Opening Throat Depth Pipe Cap. No. 
a 6" a 5%" to 3" 49XF29 
6" oy" 5 54" to 3" 20PD96 
No. 20PD96 6" 6" 5" ¥" to 3" 49XF30 
Additonal Mounting Bracket, Ductile Iron 20PD97 
832 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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HAND TOOLS 
Bar, Parallel & Pipe Clamps 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


PANAMSE’ “Westward PXIVGREN 
Multi-Angle Vises 





IRWIN. Bee 





These vises are designed around QUICK:‘GRIP lean ea 
interchangeable bases, base Bar Cl eae 
mounts, and heads. Available as ar amps 


preselected combinations or as a 
combination you custom make for 
your own work station. They allow 
you to tilt (180°), turn (360°), and 
rotate (360°) all from a single knob. 


and Spreaders 


IRWIN 1-HANDED QUICK- 
CLAMP® CLAMPS AND BAR 
CLAMPS/SPREADERS 


Manufactured with high-tension 


BESSEY CLUTCH-STYLE BAR CLAMPS 
2-pc. Clutch plates and nickel-plated 
serrated rail with ergonomic wood 
handle help enable clamping in tight 





—~— 























Jaw Max. Throat Pipe Mfr. Item ; 
visee ppesorintion i aiiath Opening Depth Capacity Brand Model No. I-beams and high-tech resin. Quick- spaces. Powder-coated ductile cast-iron 
is@ LOMDINATIONS - hea ase ase Wioun . . 
PanaVise Jr. Mini {27% 0" "to 3” Panavise 201 3kzka_ | Change screw to maneuver from jaws have nonmarring pads. Double- 
Standard Swivel oe ov Ve t to 2 panavise oa WAL clamp to spreader. Large, removable Head Clamps provide 3-point clamping 
acuum Base a. 4 B. ‘to 2° anavise : : : vt: 
Vacuum Base Ir 757," mH D5" Panavise 209 -40N526 | ‘Sin pads. Quick-release trigger. for extra stability. 
Wide Opening Jaw 6" 6 1°%4" Ye'to 3% Panavise 396 3KZK6 
Self-Centering Wide Opening Jaw 1"%e"9V%"1%e" 1" Panavise 350 40N553 | BESSEY 1-HANDED BAR BESSEY GSM SERIES BAR 
aCRiTIs sor Siz cr a Me oe = pauavise se praKe CLAMPS/SPREADERS CLAMP SET NO. 44ZL53 
Icrometer WIUITI-ANgieé VISE 8 2 8 = anavise , : j 
Vacuum Multi-Angle Vise 2yi" 2%" 1%" — Westward —  3FDH8 | Iurna dial to change function Clamps have 2660-lb. nominal change 
Multi-Jaw Rotating Vise 9 4 38% 4 to38% Palmgren MJ50_19D159 | from clamping to spreading. pressure. Set includes 2 of Mfr. No. 
Sisesniiba ' ee Large, flat clamping jaws have soft © GSM20, 2 of Mfr. No. GSM30, and 2 of 
aie Bases, Heads, and Jaws - in pads. Squeeze-molded handle for Mfr. No. GSM40. 
WIVel baSé 4 - . 
Swivel Base, Heavy-Duty 3¥ie AV 400 40NB7 clamping/spreading. 
Se a | oti as 
pomp On mise Mount we a 319 aNeSe (in.) (in.) Range (in.) Brand Model No. 
Wes Tas wat ; 7 a 3 —AQNET7 1-Handed Bar Clamps/Spreaders 
weve e ae aa ae a7 553 —AONESR 4%in 1%ein 4 to 8 Irwin Quick-Grip 1964746 52LA99 
Pei aterm A an . g Po Gin 2 “ein — Irwin Quick-Grip 1964743 52LC03 
Vise Head, Self-Centering Extra Wide Opening oO” 16 3/6 40N560 Bin 3 “in 3109 Bessey DU016-8 6XE59 
rata Head = —$_—— 3h aes Gin 3%in 6 %to13% Bessey EZS15-8 190743 
eavy Duty rixturing hea — — Bin 3 %in 7 % to 13 % Irwin Quick-Grip 1964717 52LA94 
vise ead, Circuit Board riolder Lt a ofa a Gin 3%in 9%to14% Irwin Quick-Grip 1964711 52LAB8 
Vise Buddy Jie: Bench Vise Attachment 878" 12" 207 40N525 1? in 2 7/6 in __ Irwin Quick-Grip 1964745 52LC02 
epraceme nt aw Sn = — $33 eee 12in 3 %in 3 {0 14% Bessey DU030-8 6XE60 
SEE ETN TTT ere FIFE = = 359 A0N554 12in 3 %in 6 %to 19 % Bessey EZS30-8 190744 
ep acemen aus. ee = = 12in 3 %in 7 % to 13 % Irwin Quick-Grip 1964718 52LA95 
Replacement Jaws, Plated Stee! = a 323 40599 12in 3%in 9 Vto20% Irwin Quick-Grip 1964712 52LA89 
Repracement aws, Brass = 2 sot AON936 18in 3 %in 3 to 18 % Bessey DU045-8 6XE61 
Replacement Jaw Fad = —$§afig Aes 18in 3%in 6 %to25 % Bessey EZS45-8 190745 
Wire Manager aw rad, Nonmarsing = = 36a ——AONRBT 18in 3 %in 7% to 25 % Irwin Quick-Grip 1964719 52LA96 
18in 3 %in 9% to 26 % Irwin Quick-Grip 1964713 52LA90 
24in 3 %in 3 to 25 % Bessey DU065-8 6XE62 
24in 3 %in 6 %to 31% Bessey EZS60-8 190746 
24in 3 %in 7 ‘Ato 31% Irwin Quick-Grip 1964720 52LA97 
24in 3 %in 9% to 32 % Irwin Quick-Grip 1964714 52LA91 
= 36in 3 %in 6 *%t043 “Bessey _ F7S90-8 190747 
wy. 36 in 3 Yin 7 % to 43 V [rwin Quick-Grip 1964741 52LA98 
WESTWARD BESSEY 36in 3%in 9 %to44% Irwin Quick-Grip 1964715 52LA92 
30 i ' 3% it 3 a to 58 % Irwin Quick-Grip 1964716 52LA93 
ouble Force Sliding Arm Clamp 
| Beam Bar, | Bar, and Plan on aan 14 to 73 Bessey SLVIS0M _32PJ83 
ar Clamp Set 
Parallel Clamps F-Style Sliding Arm Bessey CLSXHD-SET _ 44ZL53 
Load Mfr. Item 
| Bar—Feature a rapid-acting clamp locking device. Compressed Cee Sle Ber eam (Ib.) Brand Model No. 
metal pawl engages in notches which are %" apart in web of slide. 2 ia in 600 Bessey BS602.506 190727 
= 3500 Ib. load capacity a essey : 
2 Yin 600 Bessey GSCC2.524 190729 
Parallel—Suitable where high pressure 90° clamping or spreading é a if 1100 Bese soups oso te 
is required. Convert from a clamp to spreader without tools. Include ; 4 in raya posse eee ed : eee 
: : 2 In essey 
Sore en rail rho pads, and removable end stops. an 1200 Bessey GSCC5.012 19¢734 
7. . Clamping force 2 in essey 5: 735 
ping 5 in 1,200 Bessey GSCC5.024 —«-19C736 
| Beam—Will Max. Jaw Throat ltem Double Head Clutch Style Bar Clamps 
not bend or twist Opening (in.) Depth(in.) Clamp Face(in.) Brand No. 3 Yin 400 Bessey DHBC-12 190737 
| Bar Clamps 3 Yin 400 Bessey DHBC-24 19C738 
like other clamps. 24 1% 12542x 1% Westward _10D588 3 in 400 Bessey DHBC-36 190739 
Features touch 36 1% 12%2x 1% Westward 10D590 
gn, 48 1% 12%2x 1% Westward 10D591 
powder-coated 60 1% 1¥ex1% Westward 100592 
ductile castings, Baratial ian 1% 12340 x 1% Westward 10D593 No. 4YR41 
corrosion-resis- } é ae 5 X ae pessey pata 
_ 4 xX 3% essey 
tant nickel-plated 31 3% 2x 3% Bessey 450641 | 
rail, 5 strong 40 3% 2x 3v% Bessey  450G42 
clutch plates to _ i” ’ 3% 2x3% Bessey 450G43 
ae eam Bar Clamps = 
aid with grip- 24 2 2x2 Bessey  450G44 Pipe Clamps 
ping the bar 30 2 Oe Bessey 450G45 
aeeecian “0 5 aE esse ee Multiple disc clutch provides instant adjustment and quick release. Clamps can 
seal an sie 60 5 0x9 Bessey 450G48 be mounted on any length pipe (not included). Include frame, screw, handle, tip, 
ACME threa a d F 5 aE esse peer and slide. Nos. 4YR40 and 4YR41 have spring lever to prevent slipping. 
Xx essey 
ith 9/1 96 2 2x2 Bessey 490G51 Item 
Screws with V6 Parallel Clamp Accessories Description Brand No. 
spindle dia., and K Body Extender, Connect 2 for extended reach Bessey — SHXP7 14" Clutch-Style Pipe Clamp Westward 4YR40 
large easy-grip Pivot Jaws, Pk. of 2 Bessey 5HXP8 44" Chuck-Style Pipe Clamp Bessey 32PJ65 
: Jaw Protectors, Pk. of 2 Bessey SHXP9 ¥4" Clutch-Style Pipe Clamp Westward 4YR41 
handles. Table Mount Clamps ¥s" Crank H-Style High-Clearance Pipe Clamp Bessey 190750 
Clamp-On Vise Base, 1 pair Bessey SHXR3 1%" Traditional Pipe Clamp Bessey 48ZY81 
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HAND TOOLS Scan. Order. Done. [=f 
Clamps Details on page Al. 













». Bi Wyn 
1opssa4 ETI 
Ege] 
° 
90° Angle Clamps 
No. 6XE69 _ A self-centering jaw adjusts to | 
No. we clamp workpieces. Oblong holes in 
No. 3hB2> 3LE79 4 base for mounting. 
eg tt Item 
= Miter Cap. (in.) Jaw Height (in.) Jaw Length (in.) Brand No. 
— Ag 1%. Westward 100587 
_— 1% —_ Bessey 40P185 
1% 1% 4 Bessey 48ZY79 
1272 119/42 3% Westward 10D586 
2 7/16 2/6 _— Bessey 8FLF3 
No. 4CN92 2% 1% 2” Wilton 6YA84 
. 3 %p DV) Bessey 190748 
No. 5A317 31/32 1% 4% Wilton 50843 
3% 3 — Westward 39M996 





sa be 4 Bessey 40P183 
a. IRWIN. i  — 
ett  |WESTWARD ouckeRip 2 aE LE Bessey anraes 
Spring Clamps and Handi-Clamps™ ea 


Plastic w/2 Sliding Arms—Double- Plastic Needle Nose—Long tapered Toggle Clamps BESSEY, 





jaw, variable spring clamp features nose design. Made of lightweight | 
rapid-action sliding top and bottom polyamide plastic. Ergonomic, Clamps automatically adjust to hold 
jaws. Adjusts up to 6/2". Made 2-component, antislip handle. workpiece sizes up to 2%" (60mm). 





of lightweight polyamide plastic. 700-Ib. holding capacity. Integrated 


Ergonomic, 2-component, antislip seas al den steel spring and 7 pressure screw allows 25- to 550-Ib. of 
handle. eee Pcie user-adjustable pressure. Spindle has 
Plastic w/Slidina Arm—Adiustable Handi-Clamps'™’—QUICK-RELEASE™ M8 thread. 

. g : trigger allows fast, easy position- Overall Item 


sliding arm design opens up to 4". 


iia ing and easy jaw release. Jaws _Arm Height Under Arm (in.) H (in.) 0. 
Includes ergonomic grips and soft , 1%<«' Horizontal Low Profile Ys 2 190762 
pads : on are specially designed to hold odd- 295" Horizontal High Profile 1%) 25, 19C763 
shaped work pieces. High-tech resin 1 Inline eZ 1% 190764 


Plastic—Soft jaw pads and molded construction. 
grooves in ergonomic handles. Made 


from high-tech resin. No. 
23N366 






Max. Clamping Throat Mfr. Item 
Max. Jaw Max. Jaw ; 
Opening L Item Opening L Item Opening Pressure Depth Model No. 
(in.) (in.) Brand No. (in.) (in.) Brand ; No. 7" 350 Ib v5" KO{OT 23N366 
Plastic w/2 Sliding Arms Steel w/Polyvinyl Handles and Tips 5 800 1b +77," KOD0T  23N367 
6% 7 Bessey 3YNA5 1 4 Westward 5A317 eh 1500 Ib. TH" KO301  23N360 
Plastic w/Sliding Arm Z 6 Westward 9A318 6" 000 lb. 334°  KOGOT  23N369 
2¥% 5 Bessey 6XE69 3 9 Westward 5A319 ANTTWIS ” 9" 2500 |b. 5 KOOOT 23N370 
Plastic Steel w/Vinyl Tips wee 12 6000 Ib. 7 K120T —_23N371 
1 4 Westward 3KB95 5 12 Westward 10D580 s veeh, Throat +0 9 ROVETO03NI79 
2 Gg Westward 3KB96 Ergonomic, Anti-slip, Plastic Resin Cantilever Clamps 6 i TAN I m1 3 Code Oe Na73 
4 Bessey 40P 156 2 0% Irwin Quick-Grip _ 3KKJ2 a 5000 1b: 5 KOBOTDO3N37A 
TIT [ees | andie and deep throat clamps 10" 3500 1b. 7” K100TD 23375 
astic Needle Nose andi-Cla wat , 
2 AV Bessey 3YNA3 2" —~ Irwin Quick-Grip Lesa | Mave free-floating jaws that adjust _Stalfless Steg a taze 
3 8% ___—_—Bessey 3YNA4 4 — Irwin Quick-Grip 3LE79 | to unparallel surfaces. They will not 3" 1500 Ib. Ts" KOZ0TS-23N377 
na" wire Tips rete i sana Spring clamp Set, 14-Pe. walk off center because there is no st ae 1900 lb. 3% KO45TSD_23N378 
2 4 ‘4 
2/7 ~~ Westward 100641 38% Bessey SHXR7 | unsupported screw or loose pad. 1" 350lb. _%"  KO{0R 38NE15 
Steel Se il saa tem Copper-plated jaws and screws Aya 1/00 Ib. 2%! KO45T PD SON'S 
1 4 Westward 4CN91 or Use Wit ran 0. em 
) 5 Westwar ; Tae Replacement Pad are ideal for welding. Clamps close __For Use With No. 
3LE79, 3LE80 _ Irwin Quick-Grip 40P229 | completely. Stainless steel clamps Weaver Grips 
: |____svesiward__-40R98 ) Clamps with 2" and 214" Jaw Size 23N380 
5 12 Westward 10D576 are for corrosive and magnetic Clamps with 3° and 4%" Jaw Size 23N381 
problem areas. Clamps with 6" Jaw Size 23N382 


Face Frame (i 
ate Clamp ESEEY 


Face frame stiles can be tightened, 
aligned, predrilled, and fastened while 
the clamp is in place. Holds individual 
cabinet edges together while keeping 
the faces along the joint flush. 
Integrated pilot hole drilling guide 

on one end flips out of the way so 










Strap Clamp 


Ideal for compressing and clamping irregu- 
larly shaped objects. The rugged polyester 
band applies equal pressure on all corners 
of an object without causing distortion. 
Includes 4 corner clips. 


No. 
45RM37 





fr fr Band you can drive screws to connect the 
Length Mfr. Item : : : ; 
Description (ft.) Model No. cabinets without removing or reposi- 
le | fr Strap Clamp 23 VAS-23+2K 45RM37 | | Nom. = Throat tem _ tioning the clamp. Features aluminum 
: ) eee a VAC-6  5HXR1 Kin.) q pagel (in,) (in.) No. alignment plate, nonmarring felt pads, 
Clips, Pkg. 6 4V%4 600 1% 2% 450G52_— and ACME threaded screws. 
834. GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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HAND TOOLS 


C-Clamps 


Cast Iron 
No. 18G737 Light Duty 
Double Head 
No. 19C755 


Heavy Duty 
No. 5C833 





Regular Duty 
Deep Throat 
No. 18G713 


Copper Plated 
RN cowmBian “WesnwarD Spindle 
C-Clamps 


= Replacement parts are available on Grainger.com® 
= Wilton Hi-Viz clamps conform to OSHA safety color standards 









Max. Clamping Item Max Clamping Item Max. Clamping Item 
Opening Throat Depth Pressure Brand No. Onening Throat Depth Pressure Brand No. Opening Throat Depth Pressure Brand No. 
Cast Iron Light Duty Regular Duty, Deep Throat, Spark Duty, 
Heavy Duty 8" 3%" 1700 lb. Westward 2LAZ4 Copper Plated Spindle 
ly Ye" 645 Ib. Wilton 41D484 Light Duty, Junior AY" 34" 6200 Ib. Wilton 41D475 
1%" 1%" 620 Ib. Wilton 41D485 1%" 16 590 Ib. Wilton 41D495 6V%e' AV," 6600 Ib. Wilton 41D476 
2. 1%" 800 Ib. Wilton 41D486 242" 2"6 590 Ib. Wilton 41D496 Regular Duty, Black Oxide Spindle 
DV" 1/6 850 Ib. Wilton 41D487 Forged Steel 2" 116" 2700 |b. Wilton 18G704 
24" 1005 Ib. Wilton 41D488 Extra Heavy Duty, Square Head Spindle Regular Duty, Copper Plated Spindle 
3 Z 1430 Ib. Wilton 41D489 136" 132" 5600 Ib. Wilton 24W105 8" 6900 lb. | Westward 2HUN1 
4" 234" 1535 Ib. Wilton 41D490 15/4" 1/6 8750 Ib. Wilton 24W106 Regular Duty, Taicmiad Spindle 
o o 1225 Ib. Wilton 41D491 2%" 17" 12,500 Ib. Wilton 24W107 6" J" 1100 lb. Westward 10D646 
6" 3Y4" 1400 Ib. Wilton 41D492 3%6 2"6" 16,250 Ib. Wilton 24W108 Regular Duty, Hi-Viz Yellow, Black Oxide Spindle 
8" 4" 1700 lb. Columbian 41D493 Ay," 234" 20,000 Ib. Wilton 24W109 24" QV" 3500 Ib. Wilton 18G719 
Regular Duty, Quick Release a 314" 23,800 Ib. Wilton 24W110 3 24" 3900 Ib. Wilton 18G720 
4" 244" 1200 lb. Westward 10D550 6Y2" 398" 27,900 Ib. Wilton 24W111 AY," 3%" 6200 Ib. Wilton 18G721 
Regular Duty, Carriage BY" 3%" 31,250 Ib. Wilton 24W112 6V%e' 4," 6600 Ib. Wilton 18G722 
2" 19/4" 1100 Ib. Wilton 18G735 10%" 316" 35,000 Ib. Wilton 24W113 84" ol 6900 Ib. Wilton 18G723 
ai 2%" 2200 Ib. Wilton 18G738 123%" AY" 40,000 Ib. Wilton 24W114 10%" 6" 8000 Ib. Wilton 18G724 
14" 3/4" 2850 Ib. Wilton 18G743 Extra Heavy Duty, Square Head T-Handle 12%" 6% 9300 Ib. Wilton 18G725 
Regular Duty 3" 2 8750 Ib. Wilton 5C831 Regular Duty, Hi-Viz Yellow, Copper Plated Spindle 
lg il 375 Ib. Westward  10D518 4" 24" 10,000 Ib. Wilton 5C832 Z Zz 3500 Ib. Wilton 41D478 
242" 2/6" 590 Ib. Westward 10D529 6" 2%" 11,250 Ib. Wilton 5C833 3" 2%" 3900 Ib. Wilton 41D479 
3" 1%' 1800 lb. Westward 2HUN2 8" 24" 12,500 Ib. Wilton 6YA88 4" 2/4" 6200 Ib. Wilton 41D480 
17' 1800 Ib. Wilton 18G736 10" 27" 13,750 Ib. Wilton 18G691 6" 3%" 6600 Ib. Wilton 24W144 
4 2Ve" 2150lb. Westward 2LAY6 iz: 216 15,000 Ib. Wilton 18G692 8" Ay," 6900 Ib. Wilton 41D481 
26" 2150 Ib. Wilton 18G737 Heavy Duty, Square Head T-Handle 10" 5%" 8000 Ib. Wilton 41D482 
g' 234" 2450 lb. Westward 2LAY7 6Y4" 27h 11,250 lb. Westward 10D475 12" ov" 9500 Ib. Wilton 41D483 
2y4" 2450 Ib. Wilton 18G739 7A" 3%" 12,250 Ib. Westward 10D476 Regular Duty, Nickel Plated Spindle 
3" 3 YA" 2750 Ib. Wilton 18G740 11%" D> 15,000 lb. Westward  10D479 8" 3/6 5200 lb. Westward 2HUL2 
34" 2750 lb. Westward  2LAY8 Regular Duty, Extra Deep Throat, Black Oxide Spindle 12 3%" 8000 Ib. Westward 2HUL4 
40" 3%" 2850 Ib. Wilton 18G741 4 3Y%4" 6200 |b. Westward 2HUK1 Regular Duty, Black Oxide Spindle 
3%" 2850 lb. Westward 10D515 4" 4100 Ib. Wilton 18G726 3 Ve 3000 Ib. Wilton 18G705 
49" 3%" 2850 Ib. Wilton 18G742 g' 4," 6600 lb. Westward 2HUK2 4" 2%6 3700 Ib. Wilton 18G706 
3%" 2850 lb. Westward 10D516 5 5400 Ib. Wilton 18G727 6" 21/6" 4500 Ib. Wilton 18G707 
Light Duty, Extra Deep Reach Carriage 3" 5 6900 lb. Westward 2HUK3 8" 3/6 9200 Ib. Wilton 18G708 
Dp! 49/4" 1600 Ib. Wilton 18G748 6" 5900 Ib. Wilton 18G728 10" 394 6000 Ib. Wilton 18G709 
6Y4" 1600 Ib. Wilton 18G749 10" 6" 8000 lb. Westward 2HUK4 12" 3%" 8000 Ib. Wilton 18G710 
Light Duty, Deep Reach Carriage 12" 64" 9300 |b. Westward 2HUK5 Regular Duty, Copper Plated Spindle 
a 3 350 Ib. Wilton 18G744 Regular Duty, Deep Throat, Black Oxide Spindle 3 2/6 2880 lb. Westward 10D540 
2" ove 450 Ib. Wilton 18G745 2%" 244" 3500 Ib. Wilton 18G712 Light Duty 
242" 4" 600 Ib. Wilton 18G746 3 242" 3500 Ib. Wilton 18G713 4" 500 Ib. Wilton 41D497 
3 Ay" 700 Ib. Wilton 18G747 AY" 3 V4" 6200 Ib. Wilton 18G714 1%" 500 Ib. Westward 2HUJ3 
Light Duty, Quick Release 6%e 4," 6600 Ib. Wilton 18G715 1%" 1%" 800 Ib. Wilton 41D498 
3%" 134" 1200 Ib. Bessey 19C751 BY" 5 6900 Ib. Wilton 18G716 1%" 1%" 850 Ib. Wilton 41D499 
43," 2YA" 1200 Ib. Bessey 19C752 10%" 6" 8000 Ib. Wilton 18G717 2. 1%" 875 Ib. Westward 2HUJ5 
6%" 3%" 1200 Ib. Bessey 19C753 12%" 6/6 9300 Ib. Wilton 18G718 21" 2 Ve 850 Ib. Wilton 41D503 
Light Duty, Double Head Regular Duty, Deep Throat, Copper Plated Spindle a 1%" 1100 lb. Westward 2HUJ6 
4" 24" 1200 Ib. Bessey 19C754 2%" 2%" 3500 Ib. Wilton 24W081 Item 
6" Ai 1200 Ib. Bessey 19C755 3" ove 3500 Ib. Wilton 24W083 Description Brand No. 
Light Duty, Three-Way BVA" 5 6900 Ib. Wilton 41D477 Eig a High Visibility Yellow. Regul 
DV" 21" lb. B 19C74 1014" : . j -Grooved, Alg ISIDIII enow, HE€guiar ' 
434" Bve"—93001B.—Witon—2awoas _ Duly, "34996472 Throat Deptn__Witon _4BFXS9 
Flat, Black, Light Duty, 134", 246°, Wilton 48FX60 


2%", 3%" Throat Depth 
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HAND TOOLS 
Saws & Workstations 
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No. 10D624 





No. 


No. 190713 





L-, F-, Sliding-Arm 
Bar and J-Clamps 









No. 2JFW5 


3YNA2 


No. 5HXN9 


L-Clamps—Adjustable, rapid-acting sliding 
arm. All-steel, spring-tempered design. 
Hardened alloy steel spindles resist weld 
spatter. Adjustable swivel pads tilt to accommo- 
date angular workpieces. Vibration-resistant. 


F-Clamps—Heat-treated, spatter-resistant 
spindle and replaceable swivel-tilting pressure 


pad. Nos. 2JFU5 and 2JUFU6 provide larger throat 


depth (reach). 


Sliding-Arm Bar Clamps—Heat-treated, 
spatter-resistant spindle, swivel-tilting pressure 
pad, and a vibration-dampening design. Arc of 
the curve enables rail to hug workpiece. Fixed 
arm and pressure plate are tempered steel. 

No. 3YNA2 can be used at various angles for 


compressing and spreading. 
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Max. Jaw Throat Nom. Rail 
Opening (in.) Depth(in.) Size (in.) 
L-Clamps 
Rapid-Action Lever 
4 2% 1%30 x 19764 
8 4 55%4 Xx 1130 
8 4 ¥4 x Ve 
12 5 1 x 1% 
12 5% 1 %a x 6 
Medium-Duty 
16 6% 12 x 252 
Light-Duty 
8 4%, BX AG 
10 4% 1%16 x Ve 
12 4%, 1%16 x %e 
F-Clamps 


Heavy-Duty Professional 
12 7 1%6 x 2%2 


18 7 1%6 x %e 
18 4 13%4 x 25/2 
24 7 1%6 x %2 
36 9% 1'%2 x Yo 
36 7 137%4 x 2% 
36 7 15% x % 
Medium-Duty 
6 4% x “6 
Regular-Duty w/Ergonomic Grip 
8 0 1'%2 x Yo 
12 5 11V42 x 
12 8 1%6 x 1% 
16 0 1'%2 x Ye 
20 5 11% x Va 
24 55 12 x Ye 
24 8 1%6 x 1% 
Regular-Duty 
12 5 1 x 1%2 
12 5 136 x V6 
Shop Floor Series 
4 2% "1/30 x V4 


8 24 'i/a2 x Va 
Sliding-Arm Bar Clamps/Spreaders 


Nom. Clamping 
Pressure (Ib.) 


400 
660 
550 
960 
1200 


4,500 


1500 
2600 
2600 


4880 
4880 
4880 
4880 
2800 
4880 
4830 


800 


2800 
2800 
1770 
2800 
2800 
2800 
1770 


1300 
2750 


400 
400 


Industrial-Duty Reversible Angle w/Ergonomic Grip 


4% 1 Ve x 1% 


MaxFlex Antivibration Cross-Over w/Ergonomic Grip 
8 


IVa x ¥g 





12 5 8364 x 19/9 
18 4% 8364 x 19/49 
Extra Heavy-Duty 
12 2x1 
14 4 wx % 
18 8 2x1 
Heavy-Duty, Quick-Adj Steel Bar Clamp 
12 6% 112 x 252 
Regular-Duty 
9 5 1%6 x 1% 
12 4% 1% x 3% 
12 5 1%6 x 1% 
16 5 1%6 x 1% 
20 5 1%6 x '%e2 
24 4% 1% x 3%a 
24 5% 1%6 x 1% 
40 4% 1%2 x 1% 
Light-Duty 
4 3% %e x 1%4 
6 3% a x 1%4 
6 4% x '%2 
8 4 4%64 x ¥ 
10 4% 55%4 X 13/49 
12 5% 8364 x 19/49 
24 43/4 Yq X 15/30 
Light-Duty, Step Over, U-Style Bar Clamp 
4 2 1% x He 
6 2 1%2 x Ve 
8 2 1% x He 


Deep Reach, Flat Rail Sliding Arm Bar Clamp 
24 12 14%4 x 1932 
Ratcheting Sliding Arm Clamps 
4 3 25/30 x 1364 
25/30 x 1364 
25/30 x 1364 


8 3 

12 3 
Step-Over J-Clamps 
Regular-Duty 


IZ 5% 1%6 x 1% 
Light-Duty w/Ergonomic Grip 
10 4% x '%o 


Bar Clamp Set 

F-Style Sliding Arm, Forged Steel 
Clamp Accessories 

Variable Angle Device 


2600 


770 
1100 
1100 


7770 
8500 
7770 


4,500 


2660 
1880 
2660 
2660 
2660 
1880 
2660 
2,900 
550 
550 
1000 
880 
1000 
1200 
1200 


330 
330 
330 


1550 
260 
260 
260 

2660 


880 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 


Pad Type 


Pivoting 
Pivoting 
N/A 
N/A 
Pivoting 


Swivel, Hex Head 


Swivel, Smooth 
Swivel, Smooth 
Swivel, Smooth 


Swivel Morpad 
Swivel Morpad 
Standard 
Swivel Morpad 
Swivel Morpad, Tilts 35° 
Standard 
Hexagonal 


Smooth 


Swivel Morpad 
Swivel Morpad 
Swivel Morpad 
Swivel Morpad 
Swivel Morpad 
Swivel Morpad 
Swivel Morpad 


Smooth 
Smooth 


Swivel, Standard 
Swivel, Standard 


Swivel, Replaceable 


Swivel 
Swivel 
Swivel 


Swivel MorPad 
Swivel MorPad 
Swivel MorPad 


Swivel 


Swivel, Heavy Duty 
Swivel, Heavy Duty 
Swivel, Heavy Duty 
Swivel, Heavy Duty 
Swivel, Heavy Duty 
Swivel, Heavy Duty 
Swivel, Heavy Duty 
Swivel, Hex Head 


Swivel, Standard 
Swivel, Standard 
Swivel, Standard 
Swivel, Standard 
Swivel, Standard 
Swivel, Standard 
Swivel, Standard 


Non-Marring, Swivel 
on Anvil Surface 
Non-Marring, Swivel 
on Anvil Surface 
Non-Marring, Swivel 
on Anvil Surface 


Standard 
Pivoting 
Pivoting 
Pivoting 
Swivel, Morpad 


Swivel, Standard 


Brand 


Bessey 
Bessey 
Westward 
Westward 
Bessey 


Westward 


Westward 
Westward 
Westward 


Bessey 
Bessey 
Bessey 
Bessey 
Bessey 
Bessey 
Westward 


Westward 


Bessey 
Bessey 
Bessey 
Bessey 
Bessey 
Bessey 
Bessey 


Westward 
Westward 


Bessey 
Bessey 


Bessey 


Bessey 
Bessey 
Bessey 


Bessey 
Bessey 
Bessey 


Westward 


Bessey 
Bessey 
Bessey 
Bessey 
Bessey 
Bessey 
Bessey 
Westward 
Bessey 
Bessey 
Bessey 
Bessey 
Bessey 
Bessey 
Bessey 


Bessey 
Bessey 


Bessey 


Bessey 
Bessey 
Bessey 
Bessey 
Bessey 
Bessey 


Bessey 


Bessey 


Mfr. 
Model 


4800S-12 
4800S-18 
STB-18 
4800S-24 
2400S-36 
STB-36 


2400S-8 
2400S-12 
DT2400-12 
2400S-16 
24008-20 
24008-24 
DT2400-24 


MMS-4 
MMS-8 
SG30VAD 
RSC-8 
RSC-12 
RSC-18 


72008-12 


8500HPC-14 


72008-18 


GSM25 
GSL30 
GSM30 
GSM40 
GSM50 
GSL60 
GSM60 


GS12-8K 
GS16K 
GS16-12K 
GS20K 
GS25K 
GS30K 
GS60K 


LMU2.004 
LMU2.006 
LMU2.008 


CDS 24-12WP 


KLI3.004 
KLI3.008 
KLI3.0012 
2400J-12 
J18-8 
CLSX-SET 
VAD 


Item 
No. 


2JFW9 
2JNFX1 

10D552 

10D553 
2NFX2 


10D624 


2FGN7 
2FGN8 
2FGN9 


2JFWS5 
2JFW6 
44ZL49 
2JFW7 
40P161 
44ZL51 
10D569 


100556 


2JFT9 
2JFU1 
2JFUS 
2JFU2 
2JFU3 
2JFU4 
2JFU6 


10D559 
10D560 


2JFU7 
2JFU8 


3YNA2 


2JUFV7 
2JFV8 
2JFV9 


190710 
190712 
190711 


10D566 


190722 
190720 
190723 
190724 
190725 
190721 
190726 
10D616 
190713 
190714 
190715 
190716 
190717 
190718 
190719 


190740 
190741 
190742 


190760 
SHXN9 
SHXPO 
SHXP1 

2JFW2 
2JFW8 
44ZL52 


SHXR6 
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Locking Clamps—Plier Style Verene * WESTWARD’ i. iH 












« 

Nickel-plated, heat-treated alloy steel 5-Pc. Sets—No. 5MD28 includes (1) —. 

clamps have micro-adjustment screw 10R® locking pliers, (2) 11R® C-clamps, a —<\ fi 

mechanism. and (2) 6R® C-clamps. No. 2FDD4 includes = : 

LOCKING C-CLAMP (2) No. 2FDC6 6-in., (1) 10-in., and (2) [5 cel 
ae a 4 . No. 2FDD1 11-in. locking C-clamps. 

For welding sheet metal or woodwork. No. 2RKN7 

Swivel pads help to protect work surfaces. | LOCKING SHEET METAL CLAMPS 

Large capacity 9" clamp has extra throat For bending, forming, and crimping jobs. 

width and depth for greater reach. LOCKING WELDING CLAMPS 

LOCKING CHAIN CLAMPS Clamps pipe, bars, or other metal work for 

Hold and lock around any size or shape— welding or riveting. Deep-throated design; 

won't slip or crush thin-walled pipe. Adjust © U-shaped jaws increase visibility and 

in either direction. working space. 

LOCKING CLAMP SETS Pere 


1-handed locking mechanism, easy-turning 
adjusting screw, and spring-loaded release 

















lever. 
Max. Throat Clamping Nominal Mfr. Item 
Description Opening Depth Force Clamp Size Brand Model No. 
Locking C-Clamps 
4" with Swivel Pads 1%" 1%" — Not Rated 4" Irwin Vise-Grip 4SP__2H125 
4¥" with Swivel Pads 15%" 1%" Not Rated 4" Westward — 2FDC5 
6", Steel 2Ve' 1%" Not Rated 6" Irwin Vise-Grip _6R 3A516 
6" with Swivel Pads 2Ve' 1%" Not Rated 6" Irwin Vise-Grip 6SP_—_2H127 
646", Steel 2 1¥%" 500 Ib. 6" Westward — 2FDC6 
7%' with Swivel Pads 2" 1%" 500 Ib. 6 Westward — 2FDC7 
9" with Swivel Pads 4Y," 4%," Not Rated Q" Irwin Vise-Grip _9SP 4JA65 
9" Large Capacity 4Y," 4%," Not Rated Q" Irwin Vise-Grip QDR 5MD51 
10%" Steel 314" 24" 900 Ib. 10" Westward — 2FDC9 
10%" with Swivel Pads 31" 24" 900 Ib. 10" Westward — 2FDC8 
10%" Steel 398" 24" 900 Ib. ike Westward — 2FDD1 
11" Steel 394 2% _—* Not Rated 11" Irwin Vise-Grip 11R _3A517 
11" with Swivel Pads 398" 2%; ~—‘~Not Rated 11" Irwin Vise-Grip 11SP 6C663 
11%" with Swivel Pads 338" 2V4" 900 Ib. ak Westward — 2FDD2 
12%", Regular Duty 900 Ib. 134" 900 Ib. 12 Westward —  45W340 
18" Deep Reach 7¥2" gy," 2000 Ib. 18" Irwin Vise-Grip 18DR 2H123 4. SEDDe 
eee 8" 9%" 2000 Ib. 18" Irwin Vise-Grip 18SP  2RKNG 
18" Locking C-Clamp 8 gy," 2000 Ib. 18" Irwin Vise-Grip _18R  2RKN7 
18%", Steel 85%" gy," 556 Ib. 18" Westward — 2FDD3 
24' "with Swivel Pads 10" 15%" ~— 2000 |b. 24" ~~ Irwin Vise-Grip 28 = 3KKL7_ 
24" Locking C-Clamp 10" 15%" = 2000 Ib. 24" Irwin Vise-Grip 275 3KKL3 
Locking Chain Clamps 
8%" Steel 394" 1%” Not Rated Q" Westward — 2FDC3 
9" Steel 398" — Not Rated Q" Irwin Vise-Grip 20R  6C664 
Locking Clamp Sets 
2-pc., 11" with Swivel Pads 2" 2¥3' ~_—~Not Rated 11" Westward — 4YR39 
2-pc. 9" with 4 Swivel Pads 4yY," 4%" Not Rated re" Irwin Vise-Grip 45619  10J866 
5-pc. C-Clamp Set — ye 4» Not Rated {i e (1), Irwin Vise-Grip 74 5MD28 
5-pe. C-Clamp Set — 5%” Not Rated Qe a (1), Westward —  2FpD4 
8-pe. Locking Clamp Set 27,37 1¥6, 25%" NotRated 93.')., — Irwin Vise-Grip 8107ZR 10J871 
LNT eeeeee en ee 
Locking Sheet Metal Clamps 
7%" Steel VY," 13%" 1000 Ib. 8 Westward — 2FDC2 
8" Steel 314 1%" Not Rated 8 Irwin Vise-Gri 8R 3A514 
Locking Welding Clamps 
9" Steel 24" 1%" Not Rated Q" Irwin Vise-Grip _9R 3A515 * : a 
9° Chrome Vanadium Steel 1%" 1%’ —sNotRated 9" ~=—Ss Westward =) — _—‘ 2HMV2 No. 3A515 = ay 
Replacement Chains — 
18" — — — — Westward — 2FDC4 
18' — — Not Rated 18" Irwin Vise-Grip 4OREP 6C665 








Locking Clamps—Sliding Arm Style a 
Sliding-arm chrome-vanadium steel Standard SuperGrips™—Both models have —~ . - ae = 
SuperGrips™ jaws automatically adjust a sliding-arm clamp jaw adjustment with grip- ra 

to remain parallel with each other. pliers design and removable nylon jaw pads. 
Handles have pressure adjustment 
screw and plastic-coated release 
levers. Ergonomically designed to 


Deep Reach—J-shaped jaws clamp over No. 6XE65 


angle iron, channel iron, and other assemblies/ 














prevent kickbacks. obstructions. (~~ 
Max. Throat Clamping Nominal Mfr. Item 
Description Openin Depth Force Clamp Size Model No. 
8" Standard SuperGrips™ 4" 2," 440 lb. 8" $G4 6XE65 No. 6XE66 
10" Standard SuperGrips™ 8" 2A" 440 lb. 10" $G8 6XE67 
11" Deep Reach 4Y," ea 310 Ib. 11" SG5-DR 6XE66 = 
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* . IRWIN. 
WESTWARD VISE-GRIP Chain Nose Curved Jaw Locking Long Nose Straight Jaw 
Locking Pliers “ 
All have guarded release trigger and adjusting Curved Jaw—Use as wire cutter, pipe or speed Straight Jaw—Lock to stud bolts for easy removal 
screw. Heat treated alloy steel. wrench, clamp, pliers, or for holding small objects. and to heavy-gauge wire for twisting. 
Fast-Release—1-handed release and locking Long Nose—Nonslip grip at tip holds small work. V-Jaw—ldeal for twisting and turning applications. 
functions with adjusting screw. 
Item Item 
L Jaw Cap. Jaw Thickness _‘Wire Cutter Brand No. L Jaw Cap. Jaw Thickness _‘Wire Cutter Brand No. 
Chain Nose Locking Pliers Long Nose Locking Pliers 
Plain Handle Comfort Grip Handle 
9272" 61% a" Ae" No Proto 10G678 6" 21350" He" Yes Milwaukee 32TR82 
Curved Jaw Locking Pliers Q" 2¥" Hie" Yes Milwaukee 32TR81 
Comfort Grip Handle Ergonomic Handle 
Sy 1%" 23%" Yes Milwaukee 32TR78 4" 1%" 19/39" Yes Milwaukee 482T30 
7' 1" 1340" Yes Milwaukee 32TR76 6" Z 3" Yes Westward 1ECG3 
10" 2" 2%" Yes Milwaukee 32TR75 6" 2 2%" Yes Milwaukee 482131 
10" 2" 3Y%4" Yes Milwaukee 32TR77 g" 2/4" Yn" Yes Milwaukee 482132 
Ergonomic Handle Plain Handle 
4" 1" 3" Yes Milwaukee 482129 4" 1%" Ya Yes Westward 1ECF1 
a 1%" Yq Yes Westward 1ECF8 4" 1%" Ve" Yes Irwin Vise-Grip 4NV42 
ay 1%" 13/9" Yes Milwaukee 482128 6" 2 37" Yes Westward 1ECF2 
(a 1%" Ya" Yes Westward 1ECF9 6" 24" Vie" Yes Irwin Vise-Grip 1A422 
7' 1%" 2%" Yes Milwaukee 482127 62%0" 2%6 bas No Proto 4EAA2 
7 1%" 2%aq" Yes Milwaukee 482135 7%2" 258" ¥" Yes Proto 10G677 
< 1%" 2%" Yes Milwaukee 482137 g" 24" As Yes Westward 1ECF3 
10" 1% 37g" Yes Westward 1ECG1 g" 27h" Ve" Yes Irwin Vise-Grip 1A423 
10" 17%" 19%" Yes Milwaukee 482136 92" 234" He" No Proto 4EAA3 
10" 17%" 19%" Yes Milwaukee 482138 Straight Jaw Locking Pliers 
12" 3 Ye a" Yes Milwaukee 482134 Ergonomic Handle 
Plain Handle 7’ 1%" 2%aq" Yes Milwaukee 482139 
4" 1 Ye Yes Irwin Vise-Grip 4NV41 10" 134" ¥e" No Westward 1ECG2 
a 1%" Yq" Yes Westward 1ECE4 10" 17%" 1Y%,9" Yes Milwaukee 482740 
2. 1%" Zs Yes Irwin Vise-Grip 1A419 Plain Handle 
517’ 1%e6 Zs Yes Proto 4EAA8 ‘a 1" Ya" No Irwin Vise-Grip — 1ATK1 
7' 1%" Zs Yes Westward 1ECE5 is 1% Ve" No Irwin Vise-Grip | 4CHV7 
‘s 1%" Ae" Yes Irwin Vise-Grip 1A420 7' 1%" As No Westward 1ECE8 
7152" 1%" 1Y9" Yes Proto 4EAA9 (ie 134" 7" No Milwaukee 32TR80 
7152" 1%" 149" No Proto 4EAA4 71%" 1%" Yn" No Proto 4EAC1 
gy" 2%" 25/4" No Proto 4EAA5 gy," 2%" 7" No Proto 4EAA7 
9-4/11" 2%" Y," Yes Proto 4EAA6 10" 134" As No Irwin Vise-Grip 4CHV6 
97/6" 22%" Y," No Proto 10G668 10" 134" 9" No Milwaukee 32TR79 
10" 17" 3" Yes Westward 1ECE6 V-Jaw Locking Pliers 
10" 1%" /e" Yes Irwin Vise-Grip — 1A421 Plain Handle 
12° 3 Ye" Vy" No Irwin Vise-Grip | 2H121 J: 1%" Ya No Irwin Vise-Grip 103875 
Locking Sheet Metal Clamp ‘g Ae" to Ya" Ve Yes Irwin Vise-Grip 4NV39 
g" 37g" Ya No Irwin Vise-Grip | 3WEL1 c 1%" Ae" Yes Irwin Vise-Grip | 4CHV5 
10" %" to 1%" ¥e" Yes Irwin Vise-Grip 4NV38 
10" 1%" Ae Yes Irwin Vise-Grip | 4CHV4 





No. 
4EAC2 





Locking Plier Sets IRWIN. {Mliy * westward 


No. of Item No. of Item 
Pieces Includes No. Pieces Includes No. 
Irwin Vise-Grip Milwaukee 
2 No. 7WR, 6LN 10J864 2 (1) 7" Pliers, (1) 10" Pliers 32TR83 
2 No. 10WR, 5WR 10J865 2 Mfr. No. 48-22-3506, 48-22-3420 52AY50 
y) No. 7WR, 10WR 45PD80 Proto 
3 No. 10WR, 6LN, 5CR 6C666 3 Mfr. No. J291XL 7" Straight, Mfr.No. J292XL 10" AEAC2 
3 No. 10R, 7CR, 5WR, Free 8-In-1 Screwdriver 10J867 Curved, Mfr.No. J286LNXL 6" Long Nose 
3 No. 10CR, 7CR, 5CR 10J868 Mfr. No. J281XL 10" Optimum Grip, Mfr.No. J301XL 7" Plug 
3 No. 6LN, 7R, 10WR 45PD82 5 Weld, Mfr. No. J286LNXL 6" Long Nose Locking, Mfr.No. J274XL 10G658 
3 No. 5WR, 7WR, 10WR 45PD81 12" C-Clamp, Mfr. No. JMICROXL 4" Micro-Grip Clamp 
4 No. 10CR, 7R, 6LN, 5WR 6C667 6 (2) Locking Long Nose Pliers, (2) Curved Jaw Locking 36XE15 
5 No. 10R, 10CR, 7WR, 6LN, 5CR 4JAG6 Pliers, (2) Straight Jaw Locking Pliers 
5 No. 10R, 10WR, 7CR, 5WR, 6LN, Bag 10/870 +#+_Westward , 
7 No. 10CR, 6LN, 7R, 10LW, 7LW, SCR, 12LC 4NV47 3 5 And 10" Curved Jaw, 6’ Long Nose TECFS 
10 No. 10R, 10CR, 7R, 7WR, 7CR, 5WR, 6LN, LN, 6R, 11R, Plastic Tray 10J872 9 6" Long Nose, 10" Straight Jaw, 5, 7 And 10" Curved Jaw TECGS 
10 No. 10R, 10CR, 7R, 7WR, 7CR, 5WR, 6LN, 9LN, 6R, 11R, Kit Bag 10J873 
838 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
aT | 





GRAINGER CHOICE° HAND TOOLS 
Find the wy. Find Solutions. Find Great Prices. Pliers and Tool Sets 











LTRS <> * wesrwarD’ * om 
WORK HARD. SWEAT BLUE” : Eee 

Pliers - = x= 

Channellock®—Right-angle, laser- Knipex®—Self-locking, nonslip guard No. 4CR44 am 

hardened teeth grip in all directions. prevents fingers from being pinched. = : 

Undercut tongue-and-groove design Chrome vanadium steel. ——" ta 


assures strong no-slip jaw action. 


; ~ 
Feature Channellock® Blue comfort —«-Mllwaukee®—Hardened teeth 


provide secure grip. Features over- 


i 





grips. Electronic coating for rust molded cushion grips. sUKP4 
protection. 
Westward®—Hardened and No. 20.09 
tempered steel. 
No. of Item No. of Item 
Pieces Description No. Pieces Description No. 
Channellock 3 8" High- Leverage Angled Diagonal Cutter, 8" Long oDYW6 
Plier Sets Nose, 10" Cobra® Push Button Lock Pliers 
3 7" Diagonal Cutter, 8" Long Nose Plier, 10" Tongue and Groove Plier 38GU18 3 6'%64" Diagonal Cutter, 72" Linemans, 9272" Cobra® Water Pump Pliers 38UT24 
9 7" High Leverage Diagonal Lap Joint Cutting Plier, 8" Side Cutting Long 3UWD8 3 6'%a" Diagonal Cutter, 77" Chain Nose, 7%2" Linemans Pliers 38UT26 
Nose Plier with Cutter and 10" Straight Jaw Tongue & Groove Plier 3 7%2' High Leverage Diagonal Cutter, 732" High Leverage 38UT25 
3 8" High Leverage Diagonal Cut Plier, 71%" Long Nose Plier w/ 40N539 Linemans, 92/2" Cobra® Water Pump Pliers 
Cutter, 9%" Griplock® Tongue and Groove Plier Plier Wrench Sets 
3 8" High Leverage Diagonal Cutter, 72" Long Nose Plier w/ 10N538 2 6" Plier Wrench, 5" Cobra® Water Pump Plier, Nylon Belt Pouch 30WJ80 
Cutter, 10" V-Jaw Tongue and Groove Plier 3 6", 7", 10" Pliers Wrenches 10U089 
5 8" Long Nose, 8" Diagonal, 9" Linesman, 10" Tongue and Groove Code Blue® 1YHN1 3 7' with 196" Grip, 10" with 1%" Grip, 12" with 25%" Grip Plier Wrenches 10N811 
62" Slip Joint Plier, 7" High Leverage Diagonal Lap Joint Precision Plier Sets 
) Cutting Plier, 8" Long Nose Plier, 9/2" Straight Jaw Tongue & 3ZZV4 4 4%" Mini Head, 5" Round Head w/Very Small Bevel, 5" Pointed Head with 38UU03 
Groove Plier, 10" Straight Jaw Tongue & Groove Plier Lead Catcher Diagonal Cutters, 51%" Half Round Gripping Plier, Tool Roll 
614" Slip Joint Plier, 8° High Leverage Curved Diagonal Lap Joint (2) 41740" Diagonal Cutters, 42342" End Cutter, 41742" 
5 Cutting Plier, 8" Side Cutting Long Nose Plier with Cutter, 912" 3UWD3 6 Chain Nose, 41742" Flat Nose, 41742" Round Nose Pliers, 38UT28 
Crimping Plier, 9%" Straight Jaw Tongue & Groove Plier 67a" Precision Tweezers, Zippered Too! Pouch 
Plier Wrench Sets 6 (3) 5%" Electronics Gripping Plier ESD, 422" Electronics Side Cutter 38UT27 
10" Adjustable Wrench, 6" Non-Slip Grip Diagonal Cut Plier, ESD, (2) 45%" Electronics Side Cutter ESD, Zippered Tool Pouch 
7¥2" Long Nose Plier with Cutter, 9" Non-Slip Grip Linesman 40N540 8 417" Pliers ESD, 41/42" Diagonal Cutter ESD, Screwdrivers 38UT29 
Plier, 6" Slip Joint Plier w/Cutter, 612", 10" V-Jaw Tongue and 8 4179" Pliers, 4°72" Diagonal Cutter, Screwdrivers 38UT30 
Groove Plier, 12" Curved, V-Jaw Tongue and Groove Plier Water Pump Plier Sets 
yongue‘and Stodve Tr Hersek | 3 7, 10° & 12° Alligator® Slide Groove Pliers 2DYW9 
2 __ 672’, 10" V-Jaw Tongue and Groove Pliers ___ 10N543 3. 7°, 10" & 12" Cobra® Push Button Locking Pliers 2DYW8 
2 6%", 92" Straight Jaw Tongue and Groove Pliers 4CR44 Westward 
2 9", 12%" Griplock® Plier 3KGX8 Plier Sets 
3 62" V-Jaw, 9%" and 12" Curved, V-Jaw Tongue and Groove Pliers 10N537 3 6" Diagonal Cutter, 8" Linesman Pliers, 8" Long Nose Pliers 53JW89 
3 6%", 9-1/25", 12%" Tongue and Groove Pliers 3JZC9 7" Diagonal Cutter 8" Linesman. 3" Long Nose. 8" 
nar FP War 5 ew Let ee , 1UKP5 
3 6¥2", 972, 1212’ Griplock® Plier __ 1YHL9 Slip Joint, 10" Tongue and Groove Pliers 
4 4", 6", 12", 16" Tongue and Groove Pliers 38GU20 6 6" Diagonal Cutter, 9" Diagonal Cutter, 8" Linesman Pliers, 8" Long 53JW90 
Knipex Nose Pliers, 6" Long Nose Pliers, 7" End Cutting Nipper 
Long Nose Plier Sets 5" Diagonal Cutter, 4" Needle Nose Pliers, 5" Needle Nose 
3 7" Bent Long Nose, 8" Dolphin Long Nose, 8" Hose Grip Pliers 38UU04 8 Pliers, 4" Bent Nose Pliers, 412" End Cutting Nipper, 5" Flat 53JW91 
Plier Sets Nose Pliers, 5" Round Nose Pliers, 412" Linesman Pliers 
3 8" High -Leverage Angled Diagonal Cutter, 8" Long oDYW7 Plier Wrench Sets 
Nose, 10" Alligator® Slide Groove Pliers 4 8" Adjustable Wrench, 8" Linesman, 8" Long 1UKP4 


Nose, 10 " Tongue and Groove Pliers 





No. 3WCN4 


No. 13H87 No. 2DHA2 
ae toner’ No. 13P203 


SS ® * WesTwaARD’ > KLEIN @& UCHAN NEL LOCK] 





S pec l a ity Pl ers TOOL WORK HARD. SWEAT BLUE.” 
Overall Item 
Description Length Jaw Length Jaw Width Capacity Brand No. 
Automotive Hose Pinch Pliers g" = = 1/4 SK 13P196 
Cannon Plug Soft Jaw Pliers 10" = — Ya to 242" SK 13P214 
Crimper 1V4 _— — 26 to 14 AWG Westward 13H878 
Cycle Plier (fe 2" 1%" — Knipex 38UT92 
Dieless Crimper 54" — — UG, UR, and UY connectors, Cuts Datacom/Telecom wiring Klein Tools 2DHA2 
Fencing Plier 10%" Ja" o = Channellock 3WCN4 
Fencing Plier 10%" 1" 38 = Westward d3dX02 
Halogen Bulb Plier 64" 2/6. %e" _ Knipex 38UT44 
Heavy Duty Hose Pinch Pliers 14° — = 22 SK 13P197 
Hose Clamp Plier 12°%6a" 22 1%" = Knipex 381G18 
Hose Clamp Plier 8/4" 1 4" = Knipex 04JD85 
Locknut Plier 8A" 248 Yea" — Channellock 1YHL8 
Locknut Plier TY 1%" Me = Klein Tools 2DHA6 
Manual Crimper 10° = — 22 to 10 AWG SK 13P198 
Mini Hose Pinch Pliers VAs — = ya" SK 13P203 
Plier Handle Grips, Maroon, 6" Overall Length 6" _ — _ Klein Tools 2DFW8 
Spark Plug Boot Plier 1564" 2" Ve: = Knipex 38UT20 
Welding Plier g" 2295/32" 1 _— Channellock 38GU12 
Item 
Description No. 
Klein Accessory 
Plier Handle Grips, Maroon, 6" Overall Length 2DFWS 


Sign in to Grainger.com® to see YOUR Pricing and MORE 839 


Scan. Order. Done. 
Details on page A1. 


HAND TOOLS 
Tongue & Groove Pliers 











Tongue and Groove Pliers 


= Hardened steel 
= Corrosion-resistant 





No. 5ETP4 





ee fs i j 
== Knipex®—Cobra® pliers are self- 


gripping and feature high-leverage 
design. Feature push-button that 
locks adjustment position. 


_——— 


No. 53JX06 


Channellock®—Undercut tongue-and-groove 
design assures strong no-slip jaw action. Laser 
heat-treated right-angle teeth for greater durability. 
GripLock® jaw design accommodates many shapes. 


Milwaukee®—Reaming head design 
for up to 2” pipe. Forged alloy steel 
and induction hardened jaws. Smooth 


Westward®—Full polish and clear lacquering transition grips and rust protection. 


coating process provides corrosion resistance. 











Curved Jaw Straight Jaw V-Jaw 
Overall Mfr. Item Overall Mfr. Item 
Length Max. Jaw Opening Brand Model No. Length Max. Jaw Opening Brand Model No. 
Box-Joint Jaw Groove Joint Dipped Handle 
Groove Joint Dipped Handle 6%" 1/6" Westward — 1UKL7 
1¥4' TY Knipex 87 03 180 38UT94 10%" 1%" Westward —_— 1UKH8 
10" ; Knipex 87 03 250 38UT95 20" Ay," Westward 93JX04 53JX04 
12 2/4" Knipex 87 03 300 38UT96 Tongue and Groove Cushion Grip Handle 
Curved Jaw gy," Ty" Channellock 420CB 3ZZ16 
Groove Joint Dipped Handle 10" 2 Channellock 430CB 3ZZ18 
a 1%" Westward 53JX0/ 53JX07 Tongue and Groove Dipped Handle 
16" 3%" Westward 53dX06 53JX06 Ay," A Channellock 424 1YHL5 
Push Button Dipped Handle 6" Ze Channellock 426 4CR39 
10" 2V6q" Knipex 81 11 250 46MW59 8" Ty" Channellock 428 10N541 
10" 3%" Knipex 81 01 250 46MW60 gy" 1%" Channellock 420 4CR37 
Nutbuster Jaw 10" Zz) Channellock 430 4CR40 
Push Button Dipped Handle 10" 2" Channellock 415 oLJ46 
10" 1%" Knipex 87 41 250 38GU40 12. 24" Channellock 440 4CR41 
Tongue and Groove Dipped Handle 16%" Ay," Channellock 460 4CR43 
gy," 1%" Channellock 410 4CR35 20%" 0 V2 Channellock 480 5LJ49 
13%" : Channellock 414 4CR36 V-Jaw 
Pliers Wrenches Groove Joint Dipped Handle 
Push Button Dipped Handle a: Knipex 8/ 03 125 38UT93 
‘i Ze Knipex 86 03 125 35HT99 a 1%" Knipex 88 01 180 38GU41 
6" 1" Knipex 86 03 150 5ETP3 ity 2" Knipex 88 01 250 38GU42 
[V4 1%" Knipex 86 03 180 SBA 2DYX9 10° 2% Westward 93JdX05 53JX05 
10" 134" Knipex 86 03 250 SBA 2DYX7 12° 2%" Knipex 88 01 300 38GU43 
Iz. 2% Knipex 86 03 300 SBA 2DYX8 12. 2/4" Westward 93dX03 53JX03 
16" 3% Knipex 86 03 400 30HU02 16" 3 V2 Knipex 88 01 400 30WJ79 
Push Button Ergonomic Handle Groove Joint Ergonomic Handle 
6" 1" Knipex 86 05 150 S02 10U039 10" 2 Knipex 88 08 250 US 38GU50 
6" ile Knipex 86 05 150 10U038 10° Z, Knipex 88 02 250 38GU33 
1V4 1%" Knipex 86 05 180 10U040 10" 2 Knipex 88 02 250 T BKA 54JD80 
10" 134" Knipex 86 05 250 10U041 12" 2/4" Knipex 88 02 300 T BKA 54JD81 
Pump Pliers Push Button Dipped Handle 
Groove Joint Dipped Handle a. Ze Knipex 86 03 125 SBA 35HU01 
a Ne Knipex 90 01 125 38UT99 a 1" Knipex 87 01 125 5ETP4 
a Ne Knipex 90 03 125 38UU01 14" 1" Knipex 87 01 180 38GU37 
7¥4' 12 Knipex 88 01 180 SBA 2DYZ3 TV TY" Knipex 87 01 180 SBA 2DYY5 
10" 1%6" Knipex 89 01 250 38UT98 10" a Knipex 87 11 250 38GU39 
10" z Knipex 88 01 250 SBA 2DYZ1 10" 2" Knipex 87 01 250 38GU38 
12" 2/4" Knipex 88 01 300 SBA 2DYZ2 10: 2" Knipex 87 01 250 SBA 2DYY1 
Groove Joint Ergonomic Handle 10" Z: Knipex 87 21 250 SBA 04JD89 
1¥4 TY" Knipex 88 02 180 SBA 2DYZ6 12" 2/4" Knipex 87 01 300 38GU32 
10" 2" Knipex 88 02 250 SBA 2DYZ4 12" 2/4" Knipex 87 01 300 SBA 2DYY2 
12" 2/4" Knipex 88 02 300 SBA 2DYZ5 12 2/4" Knipex 87 21 300 SBA 54JD86 
Push Button Dipped Handle 16° 3 Knipex 87 01 400 SBA 2DYY3 
6" 1%" Knipex 87 01 150 10U042 22" Ay," Knipex 87 01 560 2DYY4 
10" 1%" Knipex 8/51 250 10U044 Push Button Ergonomic Handle 
Push Button Ergonomic Handle 14 ye Knipex 8/ 02 180 38GU49 
aA WA Knipex 87 02 180 SBA 2DYY8 1% 1% Knipex 86 05 180 T BKA 54JD75 
10" 2. Knipex 87 28 250 SBA 10U043 14 a Knipex 87 02 180 T BKA 54JD77 
10" 2" Knipex 8/7 02 250 SBA 2DYY6 10" 194" Knipex 86 05 250 T BKA 54JD76 
2 2/4" Knipex 8/7 02 300 SBA 2DYY7 10" 2. Knipex 87 02 250 T BKA 54JD78 
Self-Adjusting Dipped Handle 12 2/4" Knipex 8/ 02 300 T BKA 54JD79 
10" 1%" Knipex 85 01 250 US 10U037 Quick Adjust Comfort Grip Handle 
Spanner Pliers oH 194" Milwaukee 48-22-6208 36XE03 
Push Button Dipped Handle 10" 2 Milwaukee 48-22-6210 36XE10 
10" 1%" Knipex 87 41 250 SBA 2DYY9 12" 2/4" Milwaukee 48-22-6212 36XE08 
Straight Jaw Tongue and Groove Dipped Handle 
Groove Joint Comfort Grip Handle by" Ye Channellock 412 5EPVO 
6" 1" Milwaukee 48-22-6306 36XE09 6A" Me Channellock GL6 5LJ58 
10" 2" Milwaukee 48-22-6310 36XE06 gy" 1" Channellock 422 4CR38 
12: 24 Milwaukee 48-22-6312 36XE11 gy," 1%" Channellock GL10 5LJ56 
16" Ay," Milwaukee 48-22-6316 36XE02 10" 2 Channellock 432 3WDG4 
20" ove Milwaukee 48-22-6320 36XE05 12" 24" Channellock 442 4CR42 
122" AA Channellock GL12 5LJ57 
wre Slip Joint Pliers PROTO 
es pir Overall Max. Jaw Mfr. Item Overall Max. Jaw Mfr. Item 
Length Opening Brand Model No. Length Opening Brand Model No. 
Bored Hanal bint oat dl 
ipped Handle ipped Handle 
re ae 614" Westward — 1UKJ3 BI Ye Proto. J275G R260 
6" Ya Proto J2/6GXL___- 460191 6%6' ld Proto J276G 3R262 
2 ? 6's cae Proto J202G 3R186 86" 1" Proto J278G 3R265 
a 8" Me" Proto J2/78GXL___ 460193 9%e6" 1/6 Proto J280G 3R26/ 
84" 1%" Westward — 1UKJ5 Plain Handle 
10" 3Y%a" Proto J280GXL___ 460195 D4 ¥32" Proto JZta 3R259 
~ Ergonomic Handle 6A" Ye" Proto J276 3R261 
25 6%" 1" Westward — 1UKJ4 8" |" Proto J278 3R264 
No. 3R264 _ 6 1A" ve Proto J2/66XL___ 460192 gi" 1930" Proto J280 3R266 
oe a 8" THe" Proto J278XL___ 460194 
es 10" 3%" Proto J2800XL_ 4607196 
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HAND TOOLS 
Needle Nose & Linesman Pliers 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





== 


No. —_ 





Long and Needle Nose Pliers — No, 4a842 
as 


Milwaukee®— 
Feature reaming 


Proto®—No. 1C040 has an extra- 
long handle for better access to 


= Hardened steel 


» Corrosion-re 












sistant confined areas. Bent-nose models head design, bolt 
reach around obstructions. cutter-threads, 
Klein Tools®—Knurled jaws for sae a 
sure wrapping and looping. Dipped functionality sis BRIS 
handles. - 
Overall Gripping Item Overall Gripping Item 
Length JawLength Jaw Width Surface Tip Width Side Cutter Brand No. Length JawLength Jaw Width Surface Tip Width Side Cutter Brand No. 
Round Nose Pliers Strips 12 AWG Wire, Crimps Connectors, Lugs and Terminals, Extended Handle 
4V" 1%" A" Smooth Hie" No Proto 10G671 8/6 26° ils Smooth Vs Yes Klein Tools 2DGZ3 
a il = Serrated Ve No Westward  53JX08 Thin Nose 
Needle Nose Pliers 41346" 1 “ie /e" Smooth “Ye No Klein Tools 2DEY5 
47 1M" — Serrated VY," Yes Westward 53JW98 41316" 1%e 6" Serrated “Ye No Klein Tools 2DEY4 
47, 116 ”e' Serrated YA" No Proto 3R269 6%" 1%" Ne" Serrated Ye Yes Klein Tools 2DEW4 
a6" 116" Ve Smooth Y30" No Proto 3R218 6%" 17%" Ye" Serrated 30" No Klein Tools 10A988 
5 14%" = Smooth ¥," No Westward  53JX01 6%" 17%" Ye" Serrated 330" Yes Klein Tools 4A842 
6" 2" = Serrated ¥," Yes Westward 53JW95 76 2/6 Ye" Smooth 330" Yes Klein Tools 4A864 
6%" 2" Ve" Serrated Hie" Yes Westward 1UKK1 Thin Nose, Knurled Jaws for Sure Wrapping and Looping 
6%" 17%" Ye" Serrated Ne No Klein Tools 10A989 7% 17%" Ye" Serrated Ne No Klein Tools 2DEX8 
6%" 1% Ye" Serrated 330" Yes Klein Tools 2DFB6 Thin Nose, Widely Curved Handles 
6%" 17" Ye" Serrated 3g" No Proto 3R203 55" 11/6 Y," Smooth V6" No Klein Tools 2DEY6 
6%" es Ne Serrated ¥" Yes Proto 3R211 Very Thin Nose 
7/6" 1/6 Ye" Serrated 330" Yes Klein Tools 2DFB7 66 2 Ve" Ye" Serrated ee No Proto 3R205 
12%32" 1%6" War Serrated 6" No Proto 3R215 Long Nose Pliers 
8%e 2%" Ie Serrated Ys" Yes Klein Tools _2DFB8 u 25 inn! n 1/" Irwin 
3% ye Serrated 942 No Westward  1UKK6 6 ee a. ee _ Yes vise-Grip “YU 
Bent 6" 2" V6" Serrated Ve Yes Westward 1UKJ9 
4V" 7A" VY," Smooth Ve" No Westward 53JW99 8Y5" 2/6 Ye" Serrated Ve Yes Westward 1UKK2 
Coil Spring 8%e 2/6" i Serrated Ye Yes Klein Tools _ 3LY17 
Ai," 136" T/A" Smooth VA" No Proto 3R268 13%" 3% = Serrated Ve Yes Westward 53JW96 
a6 11%6 Y," Serrated ¥30" Yes Proto 3R217 Bent 
Te 2% 4 Smooth 37" Yes Proto 4LT94 6%6 1%" 5/4 Serrated 7g" No Proto 3R209 
Extended Handles, Slim Head 6" 23" Ye" Serrated He" Yes Westward 1UKK4 
8/6" 2%6" i Smooth yy" Yes _ Klein Tools 50564 1072" AV ye Serrated %32" No Westward _ 1UKK7 
Extended Handles, Slim Head w/Stripper 13%," 2° — Serrated Ye" Yes Westward 53JW97 
8/6 2%6' ia Smooth a Yes Klein Tools 4A863 Reaming Head Up to 1", On-Board Fish Tape Puller 
Extra Long Handle 8" 22" 2%" Serrated Fea Yes Milwaukee _ 36XE01 
113%" 2%" 23/30" Smooth 13/49" No Proto 10040 Thin Nose 
11%." 2136" 23/30" Smooth 13/49" No Proto 1C042 16 2/6 1Y4g" Serrated Ye Yes Klein Tools 2DEW5 
Extra Thin Nose Duckhill Pliers 
5%" 11%6" 19/30" Smooth Ye No Klein Tools —§ 2DHA7 PR 1% Ag Serrated As No Proto 3R213 
6%2" 2%" Ve Serrated Y30" No Proto 3R207 
® *wismarn UO 
Linesman Pliers 
= Hardened steel KLEIN TOOLS® Journeyman™—Feature 
= Corrosion-resistant 2000 Series®°—Feature heavy-duty dual-material handles. No. 44837 
cutting knives. Cuts nails, aluminum MILWAUKEE® 
conductor steel reinforced (ACSR) cable, Features integrated crimper 
screws, and most hardened wire. and on-board fish tape puller. 
Overall Jaw Jaw Item Overall Jaw Jaw Item 
Features Length Length Width Brand No. Features Length Length Width Brand No. 
Square Nose Journeyman™ High Leverage Linesman Puller 9%" = 11%2" = 1%" ~— Klein Tools = 3LY13 
Side Cutting 9%" = =11%" 1%" ~~ ‘Klein Tools + 2DGZ5 Journeyman™ 2000 Series® High Leverage OY" 11%" 1%" “Klein Tools 3LY16 
lron Workers Plier, Side Cutter gy," 1%2" 1532" Klein Tools + 2DEV7 Journeyman™ 8I%6 = 1/6 1%6' Klein Tools 10A978 
lron Workers Plier gy" 1%2"  —-1%2" Klein Tools + 2VCZ6 9%" = =11%2" 1%" ‘Klein Tools + 2DGY8 
High Leverage w/Spring Return 9945" 11%)" 1%" Klein Tools 5C563 High Leverage w/Fish Tape Puller 99%" 11%" TVs" Klein Tools 4A833 
High Leverage gy," 11%2" 1%" ~~ Klein Tools +10A983 High Leverage w/Crimper and Fish Tape Puller 972" 1 19%9" 1%" Klein Tools +10A985 
Connector Crimping 8%" == 12%" 1%" ‘Klein Tools ~=2DFF2 High Leverage w/Crimper 9%" 11%" 1%" Klein Tools +2DGY7 
2000 Series® High Leverage 9%" = 11%" 1 Ys" «Klein Tools = SLL71 High Leverage w/Connector Crimping Die 9%" = =11%2" 1 Ys" “Klein Tools ~=4A835 
_ 8i%6 = 1% 1%2" Klein Tools +2DGZ1 High Leverage, Filler Puller gy," 1 19%9" 1%" ~Klein Tools 2DFB5 
9¥e" 1%" 1%2" Klein Tools +10A984 816 1%68° 1%6' Klein Tools 4A836 
Pipe Grip High Leverage gv" = 11%" 1 Y%4" ~~ —«Kilein Tools ~=5C565 
Journeyman™ 8%" 12%" 1%" ‘Klein Tools +10A982 9%" 11%" 1%" ~~ “Klein Tools ~4A837 
New England Tapered Nose Heavy Duty Cutting QY" = 11%" 1M" ‘Kilein Tools ~=2DHB2 
2000 Series® High Leverage 8'%6 1/6" 1%" ‘Klein Tools + 10A977 TZ" 1%2" 1¥%2" ‘Klein Tools + 10A975 
New England Nose, Bolt-Thread Holding 2000 Series® High Leverage 81%6 = 1”6 1%" Klein Tools + 10A976 
High Leverage, Side Cutting QY" 11%" 1 Y4" «Klein Tools ~=2DHB3 9%" = =11%2" 1%" Klein Tools += 4A834 
High Leverage 9%" = =11%2" 1%" ‘Klein Tools +10A979 — gy" 1%6" 1%" ~~ Westward 1UKL8 
2000 Series® 9%" 11%" 1%" — Klein Tools 10A980 Carbide Edge Cutting Blades, Reaming Head 
New England Nose High Leverage w/Crimper and Fish Tape Puller 9" 13%"  =14%4" Milwaukee 36XE13 
w/Crimper g" 1 19%2" 1%" ~~ Klein Tools 2DHB5 lron Carbide Edge, Optimized Blade 
Streamlined Design T/A6" 19%" 1%s6" KleinTools 2DGY9 Angle, Angled Handle, Comfort Grips, 85%4" 1 9%2" 3%4" Milwaukee 482117 
Side Cutting 846 1%6' 1%. Klein tools 2DEV9 Rust Resistant Forged Strength Design 
Journeyman™ High Leverage w/Fish Tape Puller 9¥2" 1'%e"__-1%4"__ Klein Tools 3LY15 wa ae a Nears pane 2 
Journeyman™ High Leverage w/ ; i : —_ 2 4 32 estWar 
Penaeeir crimping Die g 9% 1'1%2 1% Klein Tools 38LY14 3" 13" _ Westward 53JW94 


Sign in to Grainger.com® to see YOUR Pricing and MORE 841 





HAND TOOLS 
Diagonal Pliers & End Cutters 


Scan. Order. Done. 
Details on page A1. 





= 


No. 4A841 


Diagonal Pliers 


= Hardened steel 








* Westward 


IRWIN. 















SK: ogres Miwon Xcelite’ 


No. 38TG67 


> 


= Corrosion-resistant VISE-GRE? 
Overall Jaw Jaw Handle Item Overall Jaw Jaw Handle Item 
Description Length Width Length Type Brand No. Description Length Width Length Type Brand No. 
Angled Head Diagonal Cutting Pliers Pointed, Flat, Bevel AY" ”e 8%" 2-Component Knipex 38UT90 
2000 Series® High Leverage 8%6 1%6 '%e' Dipped Pistol Grip Klein Tools 4A840 Pointed, Flush 4Yp" ”e 38%" 2-Component Knipex 38UT89 
Angled Head 8% 142" %" — Dipped Pistol Grip Proto 4LT91 Pointed Nose 4V4" Ye" ZB Cushion Grip SK 13P187 
Curved Lap Joint TY" 1Me6' 132" Dipped Channellock 5LJ48 Pointed Nose 198" ”e 1" Dipped Pistol Grip SK 13P189 
Curved Lap Joint g" M6" 1 Yea" Dipped Channellock 10N552 Pointed Nose, Narrow Jaws 5/6 Yr Ne" Ergonomic Klein Tools + 2DEX1 
Journeyman” High Leverage 8%6 1%6' ‘eo Ergonomic Klein Tools 4A841 Precision Tapered, Flush 5" Ya a Dipped Westward 53JW93 
Stanley® FatMax® 10" 16° r Ergonomic STANLEY 5ME38 Round, Bevel 4V2" ¥" Y," 2-Component Knipex 38UT83 
Ultra High Leverage, ' ; ; . . . . Round, Bevel AY" ”e 38%" 2-Component Knipex 38UT84 
12° Angle 1 ie TF Oippeg risia Gn Knipe. 201x6 = Round. Plus Avs" te" 8a" 2-Component _Knipex  38UT86 
Diagonal Cutting Pliers Round, Flush 5 1%" Y3! Double Dipped STANLEY 2MU27 
American Nose 6" TY9" ‘Dipped Pistol Grip Westward 1UKL1 Round, Flush 6" 4" Ye Double Dipped STANLEY 2MU28 
American Nose 6" 19" Re Ergonomic Westward 1UKL2 Round, Flush ia Re 1" Double Dipped STANLEY 2MU29 
Angled, Flush g" 11%" 7" Ergonomic Vise Grip 10J886 Round, Small Bevel 5 ”6 264 2-Component sar 38UT91 
Angled Head, Bevel 8" 1%" Yo" Ergonomic Knipex 54JD73. © —«S lid Joint So’ He! 4" “Dipped Pistol Grip Vise Grip 104910 
Angled Head, Bevel 10" TY" 18 Yea" Ergonomic Knipex  54JD74 Solid Joint 6" >) Ale Ergonomic STANLEY 10D206 
; ; 1 Shan" 13/0! ; [rwine Spring Loaded, Electronics 5 %4 Wie Cushion Grip Knipex 381G93 
EUS ne fe Ergonomic vise-Grip_4YU76 Spring Loaded, Flush Cut 5" %a"  %e" Dipped Pistol Grip Knipex _ 38TG90 
Electronics ey %4' ‘6 Dipped Pistol Grip Knipex 38TG91 Straight, Bevel 43" 54" vA" 2-Component Knipex 38UT88 
Flush Ayn" Ae Pa" Ergonomic Knipex _ 30WJ75 Straight, Bevel 47" ye 2-Component Knipex  38U187 
Heavy-Duty, Tapered Nose 1'%e = 8%" 1" Dipped Pistol Grip Klein Tools 2DGZ6 Straight, Bevel 5YA" 29% 4" vp" Dipped Knipex 38UT81 
Heavy-Duty Pliers 1/6.  ~—-2%2" Dipped Pistol Grip Proto 3R197 Straight, Bevel 5Y," 29% 4" Y," Dipped Knipex 38UT79 
Heavy-Duty Pliers 84 ”e" %e" Cushion Grip SK 13P210 Straight, Bevel BY" %aq" Vy" Dipped Knipex 38U178 
Heavy-Duty Pliers 8%" 1%2" %" — Dipped Pistol Grip Proto 4LT92 Straight, Flush 5" Tyo" 23/4" Ergonomic Knipex 5AHA7 
Heavy-Duty Pointed Nose 6%" As Ys" __ Dipped Pistol Grip SK 13P191 Tapered, Flush 1'Ye 3840" 1" Dipped Pistol Grip Klein Tools 2DEW8 
Heavy-Duty Pointed Nose 8" Ae ¥4" Dipped Pistol Grip SK 13P190 Tapered Head 4" Te «19/0" Ergonomic Xcelite 4CP48 
Heavy-Duty Tapered Nose 6%" ya ‘je Dipped Pistol Grip Klein Tools 2DHA3 Tapered Nose ove =6%6' ~=—s 1% 6" ~—Dipped Pistol Grip Klein Tools 2DEX2 
Knife/Anvil Cutting Edge v Me 1" Dipped Channellock 10N551 Tapered Nose 6" 3140" ¥4" Ergonomic Klein Tools 2DEW2 
Long Reach w/Serrated Tip 11" 8%a" —*%2'_—Dipped Pistol Grip Proto ~——3ML14 Tapered Nose, Semi Flush 6%"  ‘e' '%6' Dipped Pistol Grip Klein Tools 2DGZ4 
Midget, Pointed Nose An’ ln Ne Ergonomic _ Klein Tools_ 2DEW7 Tapered Nose w/Side Cutter 61" Ve" —*‘1%6" Dipped Pistol Grip Klein Tools 10A991 
Ee aoa 4vc "Ye" —_%" Dipped Pistol Grip Klein Tools 2DEX6 fer 8S Wi 6s 1% += 1%" ~~ Ergonomic ~—Kiein Tools. 2DEW9 
Narrow Nose 4/%e 46 ——%e __Dipped Pistol Grip Proto 3R188 Ultra Slim a %4' ~~ '%e6' Dipped Pistol Grip Klein Tools 2DEX7 
Narrow Nose 4%" Ye 13%" __ Dipped Pistol Grip Proto 3R272 Diagonal Cutting Pliers, Lead Catcher 
Narrow Nose 6%e Ys" 6 __ Dipped Pistol Grip Proto 3R193 Straight, Bevel BY" 2%q" Ya" Dipped Knipex 38UT80 
Narrow Nose 1%6 7! 1" Dipped Pistol Grip Proto 3R195 High Leverage Diagonal Cutting Pliers 
Narrow Straight, Bevel oa" *%ea" a Dipped Knipex _ 38UT82 2000 Series® Pliers 8Vie = 1%6' '%46' Dipped Pistol Grip Klein Tools 4A838 
Oval, Bevel Ava" 1'%a"__8%2__Dipped Pistol Grip Knipex__—88TG88 American Nose 8" 1%s" 1" ‘Dipped Pistol Grip Westward 1UKN1 
Oval, Bevel 2 %4 ‘He Dipped Pistol Grip Knipex —_—-381TG94 American Nose 8 Ye" 1%" 1" Ergonomic Westward 1UKN2 
Oval, Bevel 2 %a" ‘He Dipped Pistol Grip Knipex — 38TG92 High Leverage il ii Sq" Ergonomic Greenlee 5KPH4 
Oval, Bevel 6" 1346" 134g" Ergonomic ie a AYU75 ae san Series® 8% = 1%6 6" Ergonomic Klein Tools +2DFB4 
Oval, Bevel 6%" 11%" %%o" Dipped Pistol Grip  Knipex 38TG89 Series® Angled Head Bye Me 6 Ergonomic — Klein Tools. 3LY21 
Oval, Bevel Ta" 1'%a" 1%" Dipped Pistol Grip Knipex__—- 38TG68 Journeyman™ Angled Head 8%" 1%6' ‘eo! Ergonomic Klein Tools 3LY20 
Oval, Bevel 8" 1% Ergonomic Knipex _ 10U002 Journeyman™ Pliers BY He He" Ergonomic Klein Tools 3LY19 
Oval, Flush 6%" 5/4" ¥4" Dipped Pistol Grip Greenlee 5KPN5 Lap Joint 7" TA6° a" Dipped Channellock 5LJ43 
Oval, Flush (ee ee Ergonomic STANLEY 100207 Long Reach 11%" 83s" 1"——“*ODipped Pistol Grip = Proto § 3ML13 
Oval, Flush TR ke oe Ergonomic STANLEY 5ME39 Pliers 7%  1%6° ‘'%e' Dipped Pistol Grip Klein Tools 10A990 
Oval, Flush 8° ho" Ae. Cushion Grip Milwaukee _36XE12 Pliers 8V%ie 1%6° ‘%e' Dipped Pistol Grip Klein Tools 4A839 
Oval, Side 6" yy Ne Dipped Channellock 38RW37 Pliers 9-3/13" 1%6  %' Dipped Pistol Grip Klein Tools 2VCZ7 
Oval, Side rn iN “a Cushion Grip _ Channellock 38RW36 Ultra High Leverage 8" 1%" ~—1%6" Dipped Pistol Grip  Knipex 107994 
ao ee ae ‘n oe aa soonome pape aah Ultra High Leverage 10 1%" ~~ 1" Dipped Pistol Grip © Knipex  2DYX4 
val Head, Beve j 4" 64" rgonomic nipex Ultra High Leverage i . . ; 
Oval Head, Flush ay Ae Y;" Cushion Grip Westward 53JW92 Cushion Grip : 8 | 4 Ergonomic mnipex: 201K 
Plastic Cutting w/Coil Spring 7%6' 2%" 1" Dipped Pistol Grip Proto 3R199 Ultra High Leverage ; ; ; ; ; 
Pliers 6" %° %"  CushionGrip Milwaukee 36XE14 Cushion Grip tee Ne Ergonomic Knipex — S8TG66 
Pliers ‘a 2%q" Oa" Cushion Grip Milwaukee 36XE04 Ultra High Leverage n 15" 447," ; ; 
Pliers Ti" Tifa" 5Y%6e" Dipped Channellock 3BUV70_—_Cushion Grip ree Ue Ergonomic nue: —aelbbr 
; ; ; ; Irwin recision Diagonal Cutting Pliers 
Pliers me 2 Ergonomic yise-Grip_  4¥U77 Oval, Flush 4%" Ye’ ¥%" Dipped Pistol Grip Proto  10G688 
Pliers w/Box Joint 6" ie 2/0" Dipped Channellock 5LJ47 Tapered, Semi-Flush 4V4" /”e' Yo" Dipped Pistol Grip Klein Tools 2DEX4 
Pliers w/Lap Joint 8 1s 250" Dipped Channellock 3LY7/3 Tapered, Semi-Flush 4V4" ”e' Yo" Dipped Pistol Grip Klein Tools 2DEX5 


"KLEIN. @& 
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* (westward TaGcuck 
End Cutting Nippers 





No. 10D199 
Overall Item 
Length Jaw Length Jaw Width Cutting Edge Brand No. 
a Ay," 1%" As Yes Proto 10G686 
ar 7 64" 25/4" 1132" Yes STANLEY 10D199 
_ < - T" 1' 1%6' — Westward 1UKN3 
"y 8" 4" 16" End Klein Tools 2DGZ9 
84" Ae 13/4" Semi-Flush Proto 3R258 
No. 1UKN3 10" Va TAs" — Westward TUKN5 
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GRAINGER CHOICE° HAND TOOLS 
Find the wy. Find Solutions. Find Great Prices. Retaining Ring & Snap Ring Pliers 


é ® ——— . 
cor <> aa i 
WORK HARD. SWEAT BLUE.” 
Inserted 
Tip 





*(WistwaRD' IMPERIALNY 
Retaining Ring and Snap Ring Pliers 


















> CHOOSE: Overall Item > CHOOSE: Overall Item 
Tip Dia. Tip Angle ForShaftDia. ForBore Dia. Length Brand No. Tip Angle ForShaftDia. ForBoreDia. Length Brand No. 
Retaining Ring Plier 0° Hie to v2" — Al Knipex 10N910 
Internal 0° ¥4" to 298" — 8 Knipex 101955 ~ 
5 oe Ae — oh to zt a an saa 90° a to 2%" — 6Y" Knipex 101960 * 
2 _ Ye to 2" WA nipex r ° mm to 1 ; 
0.035" ° = 8mm to 13mm 5%" Knipex  38UT62 90 100mm 8 alpen: -Sa0N4 
0.036" 45° — %e to V2" Rye Knipex 3967 0°, 45°, 90° 1%6' to 4" — 94", 8" Knipex _ H3965 
0.038" 7 — ¥e' to Ae a Proto 5C630 0° Ve' to "e — WA Knipex _10N911 
0.038" 45° — ¥s' to 1" a Proto 3R332 0° 1%’ to 4" — g" Knipex _ 101956 * 
0.046" 0°, 45°, 90° — Y" to 1" 9%", 5%6  Knipex H3968 90° 1%’ to 4" — 84" Knipex _ 101961 * 
0.046" 0° — %6 to V2" 5/4" Knipex _ 10N913 * 0° 1% wo — gy," Proto 5C629 
0.046" id — Y" to 1" oA" Knipex _10N914 * 0° 34" to 62" — 1614" Proto 3R313 
0.046" 90° — Ae to V2" a6. Knipex _ H3967 0°, 45°, 90° 3% too — 123%4',12' Knipex 3966 
0.046" 90° — %e to 2" 54 Knipex _ 101948 * 0° 3% to 52" — 1294" Knipex 101957 * 
0.046" 90° — Ye 101. oY Knipex _ 101949 * 90° 348 tO oY" — iz Knipex 10T962 * 
ane . — erm to comm ot Kn inex sete 0° LAS 1116 — 222" Knipex 10N906 
051" 2 = mmto25mm 9% nipex ° o2mm to i 
0.070" 0° — Me'- 1%", 1%6" 6%" Proto 5C631 0.187" 0° 91%6 to 15%" — 22/6 Knipex 10N907 
0.071 0 ‘amntto 60mm 7 38UT6 TOSS D036 
071" E _— mmto60mm = /¥% nipex 4 023, C036, ° ane " " ; i i 
0.071" 90° = 19mm to 60mm 62%2"  Knipex  38UT69 0.047" 0”, 90 ent a 674" _ Channellock 38GU16 
0.078" 0°, 45°, 90° — Va" to 298" 7¥4',6%4' _ Knipex _—_ H3969 0.036", 0.47", 
0.078" Ge — Va" to 248" 8 Knipex _10N915 * 0.070", 0.036", 0°, 90° Ya" to 2" ¥" to 2" 8 Channellock 3WDW5 
0.078" 90° — Vs" to 298° 6" Knipex 101950 * 0.047" 
0.087" 30° 0" to 15/36" — 8 Knipex 38UT/1 0.038" 0° Ya" to 464" ¥s' to Ae vf Proto 3R333 
0.090" 0° — 1'%e' to 3" g" Proto 5C600 0.038" 0° %i6' to 4%a" %e' to Ve 6" Westward 33HD62 
0.091" 0° — 40mm to 100mm g" Knipex _38UT65 0.038" 18° Ya" to 46a" ¥s' to Ae 6" Proto 4JV92 
0.091" 90° — 40mm to 100mm 8%" Knipex _38UT/0 0.038" 45° Va" to 2%32" ¥s' to Ve oy" Proto 3R31/ 
0.093" 0°, 45°, 90° — 1%’ to 4" 9" By" Knipex _ H3970 0.038" 45° %i6' to 4%6a" %e' to “Ve 6" Westward 33HD7/2 
0.093" — 1%’ to 4" 8°%64" Knipex _10N916 * 0.038" 90° — ¥s' to 1" yA" Proto 4JV83 
0.093" 90° — 1%’ to 4" 8 Knipex _ 101951 * 0.038" 90° Ye" to 2" ¥4" to 1" o'"6" Proto 3R318 
0.120" 0° — 3/6 to 6" 16 Ye" Proto 3R312 0.038" 90° 16" to 4%a" %6' to Ve 6" Westward 33HD69 
0.125" 0°, 45°, 90° — 3% to5% 12%", 12" __Knipex__ H3971 0.047" os e6' to Ze %s' to 1 %64" 5% Proto 3R319 
0.125" 0° — 3% to 5 1234" Knipex _ 101947 * 0.047" 0° 1930" to 6Y6q" Y' to 1" 6" Westward 33HD66 
U.125 90° — 3¥8 to 52" 12 Knipex 101952 * 0.047" 45° 16" to 1° 1" to 1%a" 5/4" Proto 3R320 
0.126" 0° — 85mm to 140mm = 12%" Knipex 38UT66 0.047" 45° 1930" to 6Y6q" Y' to 1" 6" Westward 33HD67 
0.140" 0° — Se Wi%6 = 22%" Knipex 10N904 TNE ie as es in to Ye" a yout ; 3R321 
; ° _ o2mm to 13/0!" ; 047" E. 732. to ©Yea" Ye to Vie 3 estward 33HD/0 
uae 90 aoe. MIDE, -SRUIGT 0.055" 0° w'to 1" "to 1 GY" Westward 4YP50 
0.187" 0° — 9'%6 to 15%" —-223/4" Knipex 10N905 0.070" 0° I%6' to 1/6: 1M to 1%" 1" Proto 3R328 
External 0.070° 0° 4%a" to 1°44" Ye tol” 8 Westward 33HD64 
0.023" 0° Ya" to Ae. Ya" to He" 54" Proto 3R329 0.070° 18° I%6' to 1/6. 1M%6' to 1%" 14" Proto 4JV85 
0.038" 0° Ya" to 2Va2" — 6" Proto 50599 0.070" 45° 1" to 2' M6 to 1%" 1% Proto 3R322 
0.038" 90° Ya" to 1" — 6 Proto 3R331 0.070" 45° 4%a' to 1°44" eto 1%’ 8" Westward 33HD68 
0.046" 0°, 45°, 90° —s %' to 4" — 5%", 5" Knipex 3962 0.070" 90° ”6 to 4" 1/6 to 2: 1V¥ Proto 3R323 
0.046" 0°, 45°, 90° ¥e' to 1" — 5%", 5 Knipex 3963 0.070" 90° 4%a' to 14s = Ye tore 8" Westward 33HD65 
0.046" 0° Ye" to ¥e" — 54" Knipex 101953 * 0.070" 90° “6 to 2. 1/6 to 2: 1V4' Proto 4JV84 
0.046" 0° ¥e' to 1" — oy" Knipex 1071954 ~* 0.090" 0° 1%' to 3%" 16 to 3" QV," Proto 3R324 
0.046" 0° Yea" to Ye" — 5 Ye" Knipex 10N908 0.090" 0° 12" to 3'%4 1 Ya" to 3% g Westward 33HD63 
0.046" 0° %32' to ¥32" — wA Knipex 10N909 0.090" 45° 1%" to 134" 16 to 3" g Proto 3R325 
0.046" 0° Ye" to V4" — a4 Knipex _ 101963 * 0.090" 45° 12" to 3'%4 1 Ya" to 3% g" Westward 33HD7/1 
0.046" 90° Ye" to 4" — 54" Knipex _ 101958 * 0.090" 90° 16 to 3° 16 to 3" 8% Proto 10G635 
0.046" 90° ¥e' to 1" — 54 Knipex _ 101959 * 0.090" 90° 12" to 3'%4 1 Ya" to 3% g Westward 33HD73 
0.046" 90° Ye" to V4" — 54 Knipex _ 101964 * 0.090", 0.120" —- 15°, 90° 1%" to 4° 116 to 4° 10" ~~‘ Channellock 3WCJ6 
0.047" 0° ¥e' to 1" — 54" Knipex _ 38GU31 Lock Ring Plier 
0.070" 0° %e6' to 2° — 6%' Proto 5C628 Internal 
0.070" 0° Ya" to 1/6: — (V4 Knipex _10N912 — 0° Ye" to 4" — 1/6 Proto 3R221 
0.071" 90° 13mm to 60mm — 6" Knipex  38UT/3 — ha Ve to 1%" — 10%6° Proto 3R223 


0.078" 0°, 45°, 90° a" to 25%" 7¥4',6% — Knipex H3964 
* Inserted, nondetachable tips made from high-density spring steel for added strength and 30% more stability. 


No. of Overall Item 
Pieces Tip Dia. Tip Angle For Shaft Dia. For Bore Dia. Length Includes Brand No. 
Retaining Ring Plier Sets 
Internal/External 
2 0.047" 0° 2%64" to 46a" 1%" 0", 54" —_— Knipex _38UU05 
2 0.078" 0° 4" to 2°%a" 14%" 8" — Knipex 38UU06 
4 0.049", 0.070" 0° Yo to 1°, Ya to 298° Yo" to 1", Ya" to 248" 5%", 8, 0%, 8 Nylon Pouch with Locking Clip Knipex 3dJXP2 
4 0.049" 0°, 90° ¥s to 1 to 1" 074, 0/6, 094, 0. Nylon Pouch with Locking Clip Knipex _ 3JXP3 
4 0.035", 0.070" 0° Ve" to 2%64', Y4' to 2% = 8 to", Ya" to 2%" 5%", 8, 59%, 8 Nylon Pouch with Locking Clip Knipex 3udXP4 
4 0.035", 0.070" g0° Ye: to %a', Ya to 2% Ve tO yt Ya to2%s 96, bye, EL Nylon Pouch with Locking Clip Knipex _ 3JXP5 
4 0.071" 0°, 90° Ya" to 298" Ya" to 298 64", 8" Nylon Pouch with Snap Lock Knipex 10N809 
4 0.049", 0.070" 0° Ya" to 248° to 248 044, 8 Nylon Pouch with Snap Lock Knipex _ 10N810 
4 0.038", 0.047", 0.070", 0.090" i Yo" to 1" Yo" to 22%a" 421564" Storage Tray Knipex _38UT22 
4 0.049", 0.070" 90° 2%64' to Yea", Ya" to 22564" 1%" Ove t Tool Roll Knipex 38UU07 
6 0.038", 0.047", 0.070" 0°, 90° Ya" to 2" ¥e' to 2" gy" Plastic Case Imperial 40AW29 
6 0.038", 0.047", 0.070", 0.090" wh Ya" to 22%a" 190" to 22464" 132%2" Foam Tray Knipex 38UR98 
8 0.023", 0.036", 0.047" 0°, 90° VY" to 1" Yo" to 22%a" 1264" Storage Tray Knipex _38UT23 
18 i 0.038", 0.047", 0.070" 0°, 45°, 90° Ya" to 2" ¥e' to 2" 64" Plastic Case Proto _ 5601 
nterna 
4 0.049" 45° — Ys" to 24" 0%, 8, 9" Plastic Pouch Knipex__ 10U091 
External 1 29 29, 63 3 
4 0.070" 45° eo cA = BVA", 7Va", BVA" Plastic Pouch Knipex  10U092 
0.108", 0.120" 0°, 15°, 45°, 90° 1%" to 34 2/6 to 4 gy" Carrying Case Proto _3R309 
Convertible 
2 0.038", 0.047", 0.070" 0°, 15°, 45°, 90° Ya" to 2° ¥e' to 2° 64" Plastic Case Imperial 40AW31 
3 0.023", 0.120" 15°, 90° Ye" to 4" Ya" to 4" 644", 8 10° (15) Pairs of Color Coded Interchangeable Tips Channellock 3UWG5 
4 0.038", 0.070" 18°, 90° Ya" to 2° 3 to 2" 6" 7A" Proto _4JV80 
6 0.038", 0.047", 0.070" 0°, 90° Ya" to 3'Va2" ¥' to 3" ey 578 (ve, Lhe Carrying Case Proto 4JV79 
i 7 i 
12 0.038", 0.047", 0.070", 0.090" 0°, 45°, 90° Va 0 31%40" 34" to 3" Sr ROR Carrying Case Proto  5C602 
Snap Ring Plier Sets 
Internal/External 
0.038", 0.047", 0.070", and 0.090" —_0°, 45°, 90° As to 3" Ae to 3¥a" 6", 9" Carrying Case Westward 33HD61 
P 12 él 0.037", 0.039", 0.047", 0.074" 0°, 45°, 90° ¥e' to 194" ¥e' to 194" 6" Carrying Case Westward 33HD60 
onvertible 
4 0.045", 0.060" 45°, 90° ¥e' to 2" 78: to 2" 6" — Westward 4YP48 


Sign in to Grainger.com® to see YOUR Pricing and MORE 843 


Scan. Order. Done. 
Details on page A1. 


HAND TOOLS 
Tweezers & ESD Pliers 





Safety Wire Twister Pliers Tot “ Wisiwarp 


Cut through tough stainless steel safety wire. Diagonal nose allows access in tight work areas. Automatic 
spring return pliers are ideal for aviation and other applications. Reversible pliers have right and left twist 








No. 48UV50 capability and meet SAE Aerospace Standard AS 567 twister requirements. 
Wire Overall Item 
Description Size Length Brand No. 
Individual Pliers 
1-Way Automatic Spring Return 0.020" to 0.041" 898" Proto 3R177 
1-Way Automatic Spring Return 0.020" to 0.060" 10%" Proto 3R178 
Automatic Spring Return 0.020" to 0.060" 10%" Proto 3R179 
Deep Reach Safety Wire Twister, Manual 0.020" to 0.060" 18%" Proto 3R180 
No. Reversible 0.020" to 0.041" 894" Proto 4JV75—* 
3R181 Reversible 0.020" to 0.060" il Proto 4JV76* 
Safety Wire Twister Plier, Automatic 0.020" to 0.060" 10%" Proto 3R182 
Safety Wire Twister Plier, Automatic 0.020" to 0.060" 10%" Westward 48UV52 
Safety Wire Twister Plier, Automatic 0.020" to 0.060" 114%" Westward 48UV50 
Safety Wire Twister Plier, Automatic 0.020" to 0.041" 12%" Proto 10G681 * 
Safety Wire Twister Plier, Manual 0.020" to 0.060" 10% Westward 48UV51 
3-Pc. Plier Set 
Includes 6 and 9" Wire Twister Pliers and Deep Reach Wire Twister w/Case Proto 3R181 


*Spring Return 


” Cutter, ESD Safe 





l= 2 








com, ES Xcelite <> Erem 
= Semi-Flush Y m 
% Cutter, Flush = 
Thin Long Nose ~ , ~~ Pliers and ve ce e e 
Serrated Jaw Pliers | WESTWARD PROTO i 
Overall sien: : a Cutters 
Description Length Brand ode 0. A TZit At 
Vand Wire Cutter Sain XGalne 13406 ACPiG For a wide range of electronic head; 4% diagonal rata with 
Electronic Pliers, Straight, Stainless Steel Sin Knipex  7803125ESD S5AHA8 assembly requirements. Copper flush cut oval head; 4%" curved 
Electronic Pliers, Straight w/Lead Catcher, Stainless Steel 42%2 in _Knipex 78 13125ESD 5AHCO alloy rivet eliminates friction, while — long nose with serrated jaw; 
Short Chain Nose Pliers ___ Sin __ Xcelite LN225N __4CP83_— Conner alloy joint maintains cutting and 43/4" long nose with cutter. 
Miniature Short Chain Nose Pliers 4 in Xcelite L4VN 6X088 ae ; 37. i 
Miniature Long Nose Pliers 4 in Xcelite L4GN 4cp30. edge and tip alignment. Plastisol, No. 2TJ51 includes 4%" diagonal 
ifn ong Nose Serrated Jaw Pliers : ein Xeon: seen pane nonslip cushion handles, standard. — cutter with semiflush cut tapered 
ong Nose Side Cutter Y in celite A," di 
Diagonal Medium Head Cutter, Flush 4 vin Erem 522N 31AD33. Mini Pliers Sets—Dual leaf head; 4% diagonal ete with 
Long Nose Plier 5 1% in Westward = 30PA88_—snring design allows jaws to be flush cut oval head; 544" slim 
Diagonal Cutting Plier, Flush 5 Yin Westward — 30PA90 ea oe ' needle nose with nonserrated 
Diagonal Cutting Plier, Semi-Flush 4% in Westward = 30PA91 ‘Maintained in open position. Fitted Pan Ty et nee EON 
Bent Long Nose Plier 4%cin Westward = 30PA98__—with slip-resistant electrostatic Jas sais AVE 
Flat Nose Plier 422 in Westward — 30PC01 dissipative (ESD) cushioned grips serrated jaw; 414" transverse end 
Plier Sets No. 2TJ50 includes 41%" di ; cutter with flush cut; and 472" 
4-pc. Mini Pliers Set — Proto J2804SMP —s 2TJ50 0. INCIUGES 474° Alagona 
p angled cutter with flush cut 
6-pc. Mini Pliers Set — Proto J2806SMP 2TJ51 cutter with semiflush cut tapered ; 
Tip Mfr. Item 
Description Point Type L Size Application Material Mechanism — Brand Model No. 
us i ESD Safe Precision Tweezers 
C 3,0 a a For Working in 
No. 4CR25 urved, Relieved 4% 011" x .016 Confined Spaces Stainless Steel Manual Erem E7SA 5EPT8 
ESD Safe, " Straight, Flat, Round 494" _.063°x.015" ¢ Grinning Fine Wire —Slainless Steel Manual Erem EASA BEPTS 
‘aauelle Straight, Micro Pointed 434" _.011"x .011" pping Stainless Steel Manual Erem  E5SA _‘5EPT7 
Anti-Acid Straight, Robust 43%" 019" x .027'" _ Stainless Steel Manual Erem EOOSA _5EPT9 
me 4" o1tx.ot5" FR ASSemDy of Stainless Steel Manual ~=««sErem = ESCSA_—SEPT6 
Precision Tweezers 
Curved, Releived 4Y" 011" x .016" Stainless Steel Manual Erem 7SASL  4CR23 
No. 31AD31 Fine, Robust, Straight 5" 031" x .031" Stainless Steel Manual Erem AASA __ 4CR25 
Anti-Acid/ Flat & Round, Straight 4%" .063"x .015" Stainless Steel Manual Erem 2ASASL 4CP98 
Anti-Mag Medium, Straight 4Y" 019" x .019" Forvery Fine Prada Stainless Steel Manual Erem 2SASL 4CRO1 
Er m Micro Point 4%" 011"x 011" WW ae ve : tae Stainless Steel Manual | Erem 5SASL 4CR16 
e Ultra Fine, Straight 4%"  .011"x.015" Assemblies Stainless Steel Manual Erem 3CSASL 4CRO3 
‘ Anti-Acid/ Curved, Releived 4" 011" x .016" Stainless Steel Manual Erem 7SA 4CR22 
(CGENERAI®) slice” Anti-Mag, Flat & Round, Straight 4%" — .063"x .015' Stainless Steel Manual Erem 2ASA___4ACP97 
| Swiss Micro Point, Straight 4%"  .011"x.011" Stainless Steel Manual Erem 5SA 4CR15 
Made Ultra Fine, Straight 4%" .011"x.015" Stainless Steel Manual Erem 3CSA 4CRO2 
Curved, 
Tweezers Has Smooth/Dull 6 vA" — = Stainless steel = General 36971 3G971 * 
Designed for toolmakers, repairmen inge — 
. : : . " " Cutting Fine, Soft Wire 
ERER Serrated’ Serrated/Blunt 6" = = Stainless steel — General 36959 36959 * 
: : Serrated Heat Treated 
Tweezers are antimagnetic, acid- Bent Tip, Serrated Bent Tip 41%«' — Retrteval, Includes steel, Non-Slip Spring © General 70408 8P401 
(3) LR41 Batteries 
resistant, and temperature-resistant LED — Cushion Grip 
to 300°C. or ery rine 
Precision Work on 
Smooth/ VA" __ = 
ESD SAFE TWEEZERS Sharp Smooth/Sharp 4% rence Wechen Nickel Plated Steel General 401XX 3WCR1 
Meet the requirements for tools and Repairmen 
; : ee Smooth Betrayal, Includes Heat Treated 
used in electrostatic-sensitive areas. Point Tip, Smooth PointTip 64" — (3) LR41 Batteries Steel, Non-Slip Spring General 70401 @DKV9 
Ergonomically designed soft foam LED Cushion Grip 
handles. Stainless steel. ee Strong Bevel 5" = = Stainless steel = General 3G957  3G957 * 
_ : . Stainless Steel, . . 
SLICE Serbian 3% % Non-Slip Spring Slice 10457 31DA19 
2 3 fA" We Stainless Steel Spring Slice 10458  31DA20 
Professional-grade tweezers Sininless Steal 
are hand filed with aligned tips. Wide-Grip _Pointed/Sharp 314" Ye" reso ene Non-Slip. SPfing = Slice. = 10454 31DA17 
Nos. 31DA15, 31DA16, 31DA18, 312" A ane Stainless Steel Spring ‘Slice —*10456 31DA18 
and 31DA19 are autoclave friendly. oe 35" yo" ae Spring Slice. + 10450 + 31DA15 
Nos. 31DA15, 31DA17, and 31DA19 3%" Yp Stainless Steel Spring Slice 10452  31DA16 


are soft-touch rubberized. 
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* Double Hinged Adjustment Arm 
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HAND TOOLS 
Cable Cutters 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 
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No. 2DFZ6 


Cable Cutters 


Note: Do not use cutters for ACSR unless specified. 


No. 1FAH6 





& 


High-Leverage—Offer strong cutting force with less pressure 
applied by the user. No. 3LY18 is Klein Tools'® Journeyman™ Series. 


Ratchet—Hold cable in place while allowing 1-handed cutting. 
No. 1ED70 is a 2-handed ratchet cutter. 
































2-Speed Ratchet—Close rapidly to the outer surface, then ratchet No. 10D455 No. 10D456 
normally to complete the cut. 
Overall Mfr. Item Overall Mfr. Item 
Length Description Brand Model No. Length AOORICHC Description Brand Model No. 
able Cutters ; opper, uminum, 
6 Yin 1 ¥%' Alum., 9" Comm., '%2" Copper Knipex 95,12 165 saypgo 20" 134" Communications Cable sar et 
si ape ile R74 an ce apne Sie septs ar eat caie Wad = fam 
13 64" -174 an : 21In %' Wire Rope, Stainless Steel, and Aircraft Cable estwar — 45 
Bin ee Westward — 100464 : pe, ; 
Coaxial Cable, 8 AWG Telephone Cable Wire Rope Cutters 
4,:,  ¥4' Copper and Aluminum Cable, RG-174/ _ i AAT ; 95 62 190 
6 Yin RG-9 Coaxial Cable, 8AWG Telephone Cable Westward 10D461 7%in Yin Wire Rope Knipex TBKA 54JD83 
Up to %" Copper and Mild Steel Strands, Up to Cable Cutter Set, 2-Pc. (Nos. 1YNA9 and 1YNB1) 
7%in %e' Aircraft Cable, Wire Rope, Aluminum and Klein Tools 63016 2DFZ5 8%in 4/0 Aluminum and 2/0 Soft Copper 24- _ 
Copper Rods, Up to %2" for Steel & Iron Rods 9% in Ga./100 Pair Telephone Cable Westward TYNB2 
Anvil Cutter for Solid and Stranded Copper Wire High-Leverage Cable Cutters 
NP to 12 aie AN ane saa at to .032" 9% In He to ANE Dee and Auminun Greenlee 121 5LE28 
iameter. Mild Steel Cutter for Conductors a p to opper and Aluminum, 
7 in Up to .080" Diameter. Curved Cutter for Solid Klein Tools 63020 GLFW3. = 9 “'"_ 409 Pair Telecommunications Cable eee. i ee 
Multi-Conductor Cable Up to“ Diameter and 9% iN Bairo4 AWG Gommunications Wire Klein Tools J63050_SLY18 
j - = - = = 
rat art eid So Ha and Rave. Tempo 45482 21TX83 ‘ Hy Pair 24 AWG Cornicatene Wire Klein Tools 63050 4860 
Minit Conductor rable Communications Ratchet rable Gutters + Alama Call W , s0Dag4 
8 in opper and Aluminum Irwin Vise-Grip 2078328 4YU79 2 in opper and Aluminum Cable estwar — 
Stranded and Battery Cable 4,:, 900 MCM Copper, 750 MCM Aluminum, 
8 %in 1" Aluminum and Copper Coaxial Cable Klein Tools 63030 1eD94 ~=—12'"_ 41" Communications Cable Ble ee 
Shades ObPar Mogae abe ——_‘NeinTens 65S anB61T0Vn GPR Commence” ‘ions 01 ant 
8 Yin %2" Copper and Aluminum Cable Westward _— 10D462 1,;, 900 MCM Aluminum, 400 MCM Copper, 336 MCM ‘ 
8 vin Cuts 24-Ga. Communication Cable, Westward _ 4YNB1 10 “in Linnet ACSR, 2/0 Tripex Steel Messenger Cable Klein Tools 6360/7 25D151 
100-Pair Telephone Cable 10 Vin aup MCM Copper, 600 MCM Aluminum, Klein Tools 63060  4JA44 
9% in 2/0 Copper Cable, 4/0 Aluminum Cable Hesent—— O890CSJ 2H041 se una one cable —_ 
9% in 4/0 Aluminum, 2/0 Copper, 100 Pair Wire Jonard Tools _Jic-63050 51DD6. «= 9 "and Multiconductor Cable Westward = TENS 
9%Iin ¥' Copper and Aluminum Cable Westward _— 10D460 40 in 900mm2 AWG 1000 MCM Copper Westward __ 100467 
9 Vin Cuts Up to 4/0 Aluminum, Up to 2/0 Soft Copper, Westward __ 1YNAQ and Aluminum Cable 
5 iP to 100 Fait aia. vormunication Cable Wy ; 100486 10 in 600 MCM Copper, 750 MCM Aluminum Westward = 10D455 
in 2" Copper and Aluminum Cable estwar — 4 +, 600 MCM/Stranded Copper, 750 7 
10 in 600kcmil CU and AL, 134" Communications Cable Greenlee 45206 21Tx93 «= '*""_— cM/Stranded Aluminum | saci: Sle) ie 
i eee Greenlee 45207 21Tx94. 12 %in 4700. MUM Copper, 1000 MGM Aluminum, Klein Tools 63750 + 2DGA9 
12%in [ow Carbon Steel Bat Westward 100459 18.%i isminum, 1 % Communication Cable Greenlee 760 SLEZ9 
16 % in 350 MCM Copper, 350 MCM Aluminum Klein Tools 63035  4A858 Communications Cable Max Capacity: 1%" Dia. 
17 % in 350 MCM Copper, 1" Communications Cable Greenlee 718F ~=1ED68 18 % in ACSR, ACAR; “c" Dia. Common Guy Strand; %' Westward _ 10D456 
94 in ae CU, ae ae 14%" Gresnies 704 21TX84 Suit) 70 MCM Dix Cor Dia. yh Rod (C.R.S. 
ia. Communications Cable oft); la. Copper or Aluminum 
21% in 500 MCM Copper and Aluminum Westward = 10D458 28 in 2%" Soft ae - Klein Tools 63700 25D154 
«. 500 MCM Copper, 750 MCM Aluminum, = 2-Handed Ratchet Cable Cutter 
24% IN 434" Communications Cable Westward renee jo %in 1000 MCM Copper, 1000 MCM Aluminum, arsehias coh. ERI 
24 in ey a ee ee Cable Westward — _22UN87 xe thet gommunications Cable 
Bae opper, uminum, -Speed Ratchet Cable Cutters 
25 YIN 434" Communications Cable Greenlee 705 FANG ag vein DOOKcmil CU, 795kcmil AL, 1% aaanas a Suita 
95 Vo in 500 MCM Soft Copper, 750 MCM Klein Tools 63041  4A859 Communications Cable 
Aluminum, 1%" Communications Cable 19 Vein 750 MCM Copper, 795 MCM Aluminum, Grasnlde 774 4ED71 
95 vin SO0OMCM Copper and 750MCM Aluminum, Westward _ 1YNB5 1%6' Communications Cable 
134" Communications Cable 20 in _ 636 MCM ACSR Steel Core Cable Greenlee 7/6 4GA99 
28 in 1" Copper or Aluminum, %" Wire Rope, Zc’ ACSR 82M QoagFHJN. 2HO11 PPPS) eT TT Cutters 
AN, i , — 
38 in ZOACSR Cable, 14" Piano Wire, 350 Sales 749. 4AVeS tS" 25mm Communication Cable Westward eeunTs 
MCM Copper and Aluminum Cable 96 vin 5900 MCM Copper, 1000 MCM Aluminum, Westward —  29UN72 
28 in __800MCM/Copper and Aluminum Cable Westward — ___ 22UN88 38mm Communication Cable 
28 in eee Se ee Westward = ANNE 82a eee ee Westward —  22UN71 
.. Upto 750MCM Copper, 1000MCM 3/in 2%" Communications Cable Greenlee 765 ~~ 21TX92 
31210 Aluminum, 1%" Communications Cable Greenlee 708 AMER 37 in MCW Cable 900-Pair Soft Copper and manos. Ganz” “SERIED 
31% in ee a Cable, Westward _ 100451 Aluminum, Up to 2%" Diameter Soft Cable 
4" Communication Cable 
*wisnwarp © SREENLEE 
No. 10D465 
Cuts BX cable, steel sheets, steel strapping, and bundling wire. No. 4A862 has a built-in stripping notch with 
plastic-dipped handles for easy gripping. No. 10D465 has high-frequency quenching and features a high-strength No. 
| utti | No. ily cu Wi w quick turns. 
spring for cutting electrical cable. No. 11L580 has hand crank that easily cuts steel with a fe ck turns 11L580 
Overall Mfr. Item 
Length Cutting Cap./Material Cutting Action Handle Brand Model No. 
1% Cuts a Variety of Materials Including BX Cable, Sheet Metal, Steel Strapping, and Bundling Wire. Shear Cut Plastic Dipped Klein Tools 1104 4A862 
8" Ye" Soft Steel Wire Rope And Cable Shear Cut PVC Grip Westward — 10D465 
10%" 1" AC And MC Cable Rotary Molded Greenlee 0952-01 11L580 
Sign in to Grainger.com® to see YOUR Pricing and MORE 845 
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Wire Stripper/Cutters and Wire Tools 


Overall Item Overall Item 
Description Length Cap. Brand No. Description Length Cap. Brand No. 
Cable Slitter Tools Stripper/Cutters 
Fiber Optic Cable Slitter Blade, Pkg. of 25 — _ Jonard Tools 5TDD2 Adjustable Wire Stripper/Cutter 5 Ve" 24 to 12 AWG Klein Tools 2DGD5 
Fiber Optic Drop Cable Slitter, Flat Drop 4 200° Jonard Tools 51DD1 Compact Wire Stripper/Cutter J: 26 to 12 AWG Klein fools +2DGH1 
Cable Strippers Curved Wire Stripper/Cutter 7%" 20 to 10 AWG Westward 1YNA3 
Cable Stripper "Triple Action" 54" 16 to 1%" Jonard Tools 5TDA/ 12 to 14 AWG Solid, 
Cable Stripper Blade — For Use With STDA/ _Jonard Tools STDA8 Klein-Kurve® Dual NM 73," Screw Shearing 6 t032 Wisin tools 4 YBR3 
Cable Stripping Tool 7%" 8 AWG to 750 MCM Greenlee 454N79 Cable Stripper/Cutter and 8 to 32, Strips and 
Pocket Cable Stripper 6" TH" Westward 1YMZ9 5 iT Ay u Sees 
se : : 10 to 34 AWG Solid 0 old, 22 to 
Self-Adjusting Wire Stripper 9 ana Sianied Greenlee — 1ATA7 Klein-Kurve® Wire Stripper/Cutter 7% 32 AWG Standard, Screw Klein Tools 2DGJ8 
THHN Cable Stripper 7 S8AWGt01250kcmil Greenlee 4HDZ9 pearing fae ee = 
: AW West 1YMZ : 
Brae Cab Shipping Hols f show estware 5 Klein-Kurve® Wire Stripper/Cutter 7 Screw Shearing" Klein Tools 1YBP9 
Cable Stripper Ai" yj Cable Prep 6JAX5 ae 
i vA 18 to 10 AWG Solid, 12 to 
Coax and LITT Cable Sinpper 2. us vonard Tools 23201/ = Klein-Kurve® Wire Stripper/Cutter 7¥s' 20 AWG Standard, Screw Klein Tools 3PB81 
Coax Cable Stripper a Cable Prep 6JDE6 
Coax Cable Stripper 7V3" — Cable Prep 6JDF4 shearing 6 - 23 and 8 - 32 ein 
Coax Cable Stripper, RG6/59 a Yq" Cable Prep 6JDE7 Self-Adjusting Wire Stripper/Cutter 8 24 to 10 AWG Vise-Grip 1XFZ6 
Heeling Sinaloa orice Tools : ue Cable Prep _6JDF1_ Wire Stripper/Cutter 5" 30 to 10 AWG Paladin 21TX96 
fone ener 6" 500 AWG Cable Pren 6JDHO Wire Stripper/Cutter 6 16 to 26 AWG Greenlee 22PFO05 
an < IPP a AWE alias p aRDNS Wire Stripper/Cutter 6 20 to 10 AWG Greenlee 22PF04 
nope Stripper 7m a WG nope Prep SKDNT Wire Stripper/Cutter 6 20 to 10 AWG Proto 3R285 
ee 6 750 AWG Cable Prep 6KDN6 = Wire Stripper/Cutter 9° or THEN fear Greenlee 21TX91 
: : Up To “'L. 
. . 8 to 16 AWG Solid, 10to Wire Stripper/Cutter GVA" 16 to 8 AWG Klein Tools 2DGJ7 
Strip/Cut/Loop/Crimp/Shear 8%" 1 ea ey Klein Tools +45PZ57 Wire Stripper/Cutter Bij," 16 to 30 AWG Westward _ 1YNA2 
8 to 16 ANG Solid 10 to Wire Stripper/Cutter 64" 18 to 10 AWG Klein Tools + 4A854 
; “age Wire Stripper/Cutter 6" 20 to 10 AWG Westward 1YNA1 
Strip/Cut/Loop/Shear 8% Sige cena 2 Klein Tools 45P256 = Wire Siripper/Cutter 6ue 56 to 16 AWG Klein Tools 4A855 
Wire Stripper/Cutter 64" 30 to 22 AWG Klein Tools + 4A856 
»  8to 22 AWG Solid, 10 ; 
-In- 3 ’ 
Wire Stripper, 6-in-1 71¥4 to 26 AWG Standard Klein Tools = 2DFE4 Wire Stripper/Cutter giz’ 10 to 20 AWG Solid, 12 Klein Tools 5LL37 
Ui) ea TTL Wire Stripper/Cutt 59 gt DAG Jona Too 2 TOR 
5-in-1 Wire Stripper/Cutter/Crimper By; 22 to 10 AWG Proto  3R286 Wie Stinnct ‘Calter a 3 a 5e-G ener ; Took oTDKE 
Long Nose Wire Stripper/Cutter/Crimper 81" 22 to 10 AWG Westward 1YNA4 Wie . Wada a al a % D aC AWG omar : Took STDKS 
Long Nose Wire Stripper/ ; ire Stripper/Cutter 4 to onard Tools 
Cutter/Crimper/Looper 8% 22 to 10 AWG Klein Tools + SLL36 Wire Stripper/Cutter 1% 6 to 16 AWG Greenlee 22PF03 
7 Wire Stripper/Cutter 1y4" 20 to 10 AWG Milwaukee S2AY46 
Wire Stripper, Multipurpose BOB AWG Standard Klein Tools 20669 ~ Wire Stripper w/Hold-Open Spring 5" 26 to 12 AWG Klein Tools 2DFE6 
Wire Stripper/Cutter/Crimper A 8 to 22 AWG Westward 1YNA5 _Strippers/Cutters 
Wire Stripper/Cutter/Crimper aA 22 to 10 AWG Proto 3R287_ ~—-_Wire stripper/Cutter i 22 to 10 AWG IDEAL _oLJ02 
Wire Stripper/Cutter/Crimper, SS 1¥4' 18 to 10 AWG Greenlee 22PFO01 
Wire Stripper/Cutter/Crimper, SS 1¥4' 18 to 10 AWG Greenlee 22PF02 
Wire Stripper/Cutter/Crimper, SS 8% 8 to 18 AWG Greenlee 22PF06 


Xcelite’ RMN: *Wesnwarp 
Electronics Tool Kits 


Each kit contains an assortment of professional hand tools to address most common issues 
encountered by technicians, service staff, and field engineers. Tools are mounted in pockets, 






51-pc. Intermediate 


Tool Kit w/ with additional space provided for an individualized selection of other tools. For complete list of 
Cordura Case kit contents, see Grainger.com®. 
No. 6C383 
Mfr. Item 
Description Brand Model No. 
Tool Kits w/Cases 
51-pc. Intermediate Tool Kit w/Polyethylene Case Xcelite TCMB150STN 60381 
: 51-pc. Intermediate Tool Kit w/Cordura Case Xcelite TCS150STN 60383 
8-pc. Soft Grip 8-pc. Soft Grip Miniature Plier Set w/Case Irwin Vise-Grip 2078714 5EWNS 
Miniature Plier Tools Only 
Set w/Case Precision End Nose Pliers Westward — 1UG21 
No. 5EWN5 Cases Only (No Tools) 
Polyethylene for 85-pc. Xcelite TCMB100MT 60481 
Polyethylene for 51-pc. Xcelite TCMB150MT 60483 
Cordura for 51-pc. Xcelite TCS150MT 60484 
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HAND TOOLS 
Crimpers & Cable Pullers 
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Crimpers WDE BBE @® RIDGID © ceeenise Paladin Tools * WesrwarD 
DIELESS CRIMPERS 2 die positions. Nos. 13H893 and __ safety release for uniform crimps 

Feature a wire cutter in the nose 13H894 have revolving dies. every time. Full Cycle Ratcheting = ic 

and plastic-covered handles. RATCHETING CRIMPERS Crimper has color-coded wire size ~<—ee : 5LE32 


markings. 


BATTERY TERMINAL CRIMPER 


Features an all-in-one integral 
crimp nest with no removable 
parts to lose or rotating dies to 
set. User can set crimp depth with 
simple-to-use adjustment screw. 


No. 1ED63 is for small lugs and 
splices, and fits in tool pouches. 


CRIMPERS WITH DIES 

Nos. 49NV75 has a rotating, 
replaceable, color-coded dies for 
attaching lugs or connectors to 
wire and cable. Nos. 5KPH6 and 


Put more crimping power into 
each squeeze. Kwik Cycle® 
Crimpers feature a ratchet-action 
mechanism that releases after 
proper crimp force is applied. 
Compound-Action Ratcheting 
Crimper with narrow-span 


/< ‘ 
No. 13H894 a 











5KPN8 have pivot-action jaws and handles has a built-in ratchet with No. 4CN29 
Overall Mfr. Item 
Cap. Length For Use With Brand Model No. 
Dieless Crimpers 
22 to 10 AWG 9" Insulated and Non-Insulated Terminals Milwaukee 48-22-6103 52AY47 
22 to 10 AWG 93/4" Insulated and Non-Insulated Solderless Terminals and Connectors Klein Tools 1005 5LL34 
22 to 10 AWG 9/4" Insulated and Non-Insulated Solderless Terminals and Connectors Klein Tools J1005 1ED90 
22 to 10 AWG 93/4" Non-insulated Solderless Terminals and Connectors Klein Tools 1006 5LL35 
1000 kemil Cu/750 kemil Al 22' Electrical Lugs and Connectors Ridgid 48373 45NC06 
8 to 4/0 AWG Aluminum, 8 AWG to 250 KCMIL Copper 2298. UL and C-UL Classified Color Coded Lugs and Splices Greenlee 1981 5LE32 
8 to 1/0 AWG 10" Small Copper Connectors Greenlee K111 1ED63 
A4AWG to 1000 KCMIL Copper, 69 AWG to 1000 KCML Aluminum 26" Aluminum and Copper Lugs Greenlee HK121D 6ENZ5 
Bea, eT i 7%" Snagless Connectors, Flat Satin Paladin 1561 4NHR6 
Cable Copper: 250, 4/0, 3/0, 2/0, 1/0, #1, #2, #3, #4, #5, #6, #8, ; ’ 
Aluminum Terminals: 4/0, 3/0, 2/0, 1/0, #1, #2, #3, #4, #5, #6,#8 2° Lugs and Splices Westward 88YG96 — 38YG96 
Crimpers with Dies 
8 to 1/0 AWG 1554" Copper Connectors Greenlee K05-SYNCRO 49NV75 
22 to 10 AWG gy." Electrical Terminations and Connections Greenlee KP1022 5KPH6 
22 to 10 AWG gy." Electrical Terminations and Connections Greenlee KP1022D 5KPN8 
7-4/0 AWG 24% Non-Insulated Connectors Westward — 13H893 
10-1/0 AWG 1548" Non-Insulated Connectors Westward — 13H894 
Ratcheting Crimpers 
Kwik Cycle 
22 to 6 AWG 12% Non-Insulated Terminals Greenlee K2-1BGL 211X86 
Compound-Action 
22 to 10 AWG g" Insulated Terminals Klein Tools 71710 2DFE2 
Full Cycle 
22 to 10 AWG g" Insulated Terminals Klein Tools Tif) 2DFE3 
Ratcheting Crimpers with Dies 
Kwik Cycle 
22 to 8 AWG 9" Noninsulated Terminal Die Sets Greenlee 45505G 4CN30 
22 to 10 AWG Q" Insulated Terminal Die Sets Greenlee 45500G 4CN29 
Battery Terminal Crimper 
6 to 4/0 AWG 19%" Crimping Lugs and Terminals Klein Tools 2006 200147 
p GREENLEE. KLEIN @@ ae 
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Electric Cable Pullers and Accessories 


No. 





Attach to 1" and larger conduit with § Quick-adjust clamp easily connects 31AD38 
no loose parts. Self-contained units —_ to the outside of 1” or larger conduit 
have high-torque integral motor. sizes without need for adapters. Use Pulling Mir fain 
Circuit breaker on motor switch with Greenlee “6” double-braided : Description Force (Ib.) Brand Model No. 
if i i ; Electric Cable Pullers 
stops the puller motor if itbecomes composite pulling rope. Turbo Puller Syne s Cable Puller 3000 Gardner Bender CP800015V963 
overloaded. No. 454N82 sets up in less than 60 Portable Cable Puller 2000 Greenlee 6° STAD38 
seconds. 2-speed motor is designed Turbo able Puller 6000 reeniee 454 
ELECTRIC CABLE PULLERS ; 8000 Greenlee 6801 15X790 
for 6,000 —Ib. loads. Right-angle Ultra Tugger® _ Puller ul — 10.000 Greenlee 6901 15X797 
—| Ali i Ultra Tugger® Cable Puller w/Floor Mount reenlee 5X7 
Gardner Bender—Deliver smooth —_ sheave allows you to stand it out of) —yt-id4er@ Portable Cable 8000 Greenlee 6806 15X799 
power with no chains or sprockets the direct line of force. Nos 15X799, Puller w/Mobile Versi-Boom 10,000 Greenlee 6906 15X798 
to break. Can be assembled in 15X789, and 15X797 use Greenlee Max. Mitr. Item 
i i i i ” . : Description Cap. Brand Model No. 
can be mounted almost anywhere, Pulling speed ranges from 2000 Ib. Cable Pulling Rope 7 a a — 
' ' : 16 IN X reeniee 
even in tight corners. Powerful at 8 fpm (feet per minute) to 8000 = yin x 600 4000 Ib Greenlee 35284 AHEA3 
motor can start under full load. lb. at 6 fom. No 15X799 with mobile val X ty : 2200 b Greenlee 456 ube 
: ™ 2 In X reeniee 
reenlee—No 31AD38 offers high VersiBoom™ allows for one-person Cable Puller Sheaves 
g 
; : setup in less than 2 min. No. 4HEA6 Roller 6 in dia x 9 in Width 4000 |b Greenlee 650 4HEA4 
and low speeds for intermediate Roller 12 Width 4000 | 651 ONYGO 
feat 6.5000 t oller 12 in dia x 5 in Widt 000 Ib Greenlee 5 
and continuous pling Highspeed EE aaa Alededese eg 40 artes 65) 
is for loads up to 1000 Ib. andlow § SHEAVES Cable Pulling Grip Kit renee 
speed is for loads up to 2000 Ib. Aluminum alloy hook sheaves allow Cable Pulling Grip — Greenlee 629 4HEA6 
Portable handle, wheels, and doll acti Cable Pulling Jaw Grip ) ) 
: ie : y user to configure the direction cable 4 ies solid ay in _ HIE Size : 00 i ao dons a _ Anti 
ase increase mobility aroun ire i .25 in Max. Cable Size ; ein Tools - 
ee and wire is to be pulled through Steel Strand 0.50 in Max. Cable Size 5,000 Ib Klein Tools 1604-20 2DGR2 
dustrial facilit d off If 
a US serie Iles an | orer Se conduit. Welded steel frames with Stee Strand 0.50 in Max, Cable Size 6,000 b Klein Tools 1604-20 2DGR3 
Storage. There are no loose pieces, . ire Rope 0.75 in Max. Cable Size ein Tools - 
oe P forged steel closure-type hooks. Wire Rope 1 in Max. Cable Size 8.000 Ib Klein Tools 162520-1 2DGR6 
lost parts and set 
minimizing lost parts and set-up Self-lubricated bearings. 0.37 in Max. Cable Size 4,500 Ib Klein Tools 1613-40 2DFG2 
time. Boom extends up to 8 ft. 0.55 in Max. Cable Size 8,000 Ib Klein Tools 1684-5 2DFG7 
. = fc ® = = 
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Journeyman st quake 
=" Trade Tool Set *wesrwarp © creenece. MW KEEN ge 
_ Irade Tool Sets TOOLS © 
—— No. of Tool Storage Mfr. Item 
—s Pieces Tool Families Included Included Brand Model No. 
__ “ep Electricians Tool Kits 
10 Measuring Tools, Pliers, Screwdrivers Bag Westward 7DX51 7DX51 
Y, 12 Electrical and Telecomm Tools, Measuring Tools, Pliers, Screwdrivers Pouch Greenlee 0159-13 2NYH3 
1, Awls and Scribers, Cutting Tools, Drilling, Extracting, and Tapping 
U 17 Tools, Hex and Torx Keys, Measuring Tools, Nut Drivers and Caddy Greenlee 0159-17ELEC 416J65 
f j Nutsetters, Screwdrivers, Striking Tools, Miscellaneous Tools 
6 / / 18 caaiag Teal etting 08 es screwatvers — Case Milwaukee 48-22-0140 444N78 
se | utting Tools, Electrical and Telecomm Tools, Measuring Tools, ; 
~ — = / 28 Nut Drivers and Nutsetters, Pliers, Screwdrivers, Wrenches Bag Klein Tools 80028 2VZA9 


No. 2VZA9 Awls and Scribers, Cutting Tools, Drilling, Extracting, and Tapping 
oe: 28 Tools, Hex and Torx Keys, Measuring Tools, Nut Drivers and Backpack Greenlee 0159-28BKPK 416J63 
Nutsetters, Screwdrivers, Striking Tools, Miscellaneous Tools 

Awls and Scribers, Cutting Tools, Drilling, Extracting, and Tapping 


















—— 28 Tools, Hex and Torx Keys, Measuring Tools, Nut Drivers and Bag Greenlee 0159-28MULTI 416/64 
— f Nutsetters, Screwdrivers, Striking Tools, Miscellaneous Tools 
<= = Electronics Tool Kit 
—— 6 Electrical and Telecomm Tools, Pliers, Screwdrivers None Greenlee 0159-36 11L581 
— Journeyman Tool Sets ; and Ta TIEN a 
7 ectrical and Telecomm Tools, Measuring Tools, : 
= = 17 Pliers, Screwdrivers, Striking Tools Caddy Greenlee 0159-12 NYHA 
nr _ and Nutsetters, Pliers, Screwdrivers, Wrenches 
rr Vy ea — w) Awls and Scribers, Cutting Tools, Electrical and Telecomm Tools, Measuring ; 
_ 00 i. en a1 Tools, Nut Drivers and Nutsetters, Pliers, Screwdrivers, Wrenches Bag Klein Tools 80141 2201 
nr | ss Maintenance Tool Kit 
~ iid C-BfIr> 19 Cutting Tools, Pliers, Screwdrivers Case Milwaukee 48-22-0142 444N80 
Plumbers Tool Kit 
No. 444N80 22 Cutting Tools, Pliers, Screwdrivers Case Milwaukee 48-22-0141 444N79 
a © GREENLEE. KLEIN.4 
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FISH TAPES FISH LINE 
No. 
31AD81 Steel—Nonmetallic case will not dent Center feed assures payout without 
or rust. Winder slide is included for tangling. Can be pulled into the run 
No. rewind of tape. with the wire, making it easy to add 
21CJ17 _ wires at a later date. Strong, light- 
Smart Mark™ —Laser etched ft. weight nylon is mildew-resistant. 
and meter distance markings every FISH STICKS 
No. 1FAH7 1 ft./0.3m (fist mark is at 2 ft./0.6m). . . 
Speed Flex® leader lets you fish Push or pull wires over long distances, 
Mfr. Item i i 
Description L Tape Size Brand Model No. farther and faster. including subfloors, craw! spaces, and 
Fish Tapes attics. 
25 ft.  %'x0.030" Greenlee 438-2 1ED73. Magnum Pro Steel—Corrosion- FISH RODS 
Steel 50 ft. Ye" x 0.060" —_‘ Greenlee 438-5H 1ED72 resistant tape. 
100 ft. 4" x 0.060" IDEAL 31-050 __ 8 1AD58 . Fiberglass rods provide added rigidity 
120 ft. —-%"x 0.060" IDEAL 31-036 31AD47_~—s- Flex-O-Twist®—Tape slips through h itio| ti threaded 
100 it. ie" IDEAL 31-092 __31AD52_—_|ateral locking and vertical bends ie ogi eerie ath 
Stainless Steel 100 ft. % Greenlee  FTSS438-100 3WAH5 together. Glow-in-the-dark fishing 
13 tt a x me BEAL ane aes Fiberglass—Nonconductive tape has _ stick No. 1FAH7 provides high visibility 
: 8 ‘ = er . age . . 
Blued Steel, Laser Etched pans" 0.060" IDEAL 31-057 10F503 + !ow-friction coating and noncoiling in dark spaces and includes three 5-ft. 
Steel, Smart Mark™ w/ 150 ft. i Greenlee FTS438DL-150 11L583 —_ properties. pieces for a total of 15 ft. 
Speed Flex® Leader 250 ft. " Greenlee  FTS438DL-250 11L584 
65 fi. %'x 0.060" Greenlee FTS438-65 2NXE7 #WNylon—Curl-resistant nylon tape has 
Magnum Pro Steel 125 tt, Ye" x 0.060" Greenlee FTS438-125 2NXE8 i 
240 tt. ¥"x 0.060" Greenlee FTS438-240 2NXE9 200 to 250-Ib. tensile strength. 
Flex-O-Twist Spiral / at : Mfr. Item 
Wound Steel 90 ft. 6 Greenlee = FIFS439-50— 2NXFI ___ Description L Brand Model No. 
Flexible Steel 100 ft. He Greenlee FTFS439-100 45JY05 Fish Line 
100 ft. He Greenlee FTF540-100  2NXF3 Bet ercks 2190 it. Greenlee 099 4CN04 
100 ft. He" IDEAL 31-087 31AD40 ISN SUCK 
Fiberglass 120 ft Ke IDEAL 31-554 31AD70 «= —Je/escoping ett arene aae IXGBS 
500 ft ag" Telescoping 18 ft. Greenlee FP18 4GA97 
’ 6 Klein Tools 56014 15X659 ; 
- Telescoping 24 tt. Greenlee FP24 4GA98 
200 ft. el IDEAL 31-159 __ 31AD66 “Fiberglass 12 ft. IDEAL 31-611 31AD81 
Fiberglass Tuff-Grip™ Pro 60 ft. al IDEAL 31-542 GECR3 Fiberglass 24 ft. IDEAL 31-612 31AD82 
120 ft. He" IDEAL 31-544 6ECR4 5-Pc. Set; Includes 3 
50 ft. He" IDEAL 31-062 10F506 Rods, Hook Nose Tip, 12 ft. Westward — 21CJ17 
Fiberglass S-Class® 100 ft. Ye" IDEAL 31-063 10F507 and Bullet Nose Tip 
Tuff-Grip™ Pro 100 ft. He" IDEAL 31-061 10F504 7-Pc. Set; Includes 5 
200 ft. 6 IDEAL 31-064 _10F505 ny Bullet Nose Tip 24 Tt. Westward = 21CJ18 
Vy" =Ve 
oh Me ; samesor, tN paca Loop Nose Tip = Westward — 21CJ21 
2 esa Bullet Nose Tip — Westward = 210J20 
Nylon 50 ft. 6 Greenlee FTN536-50 2NXF4 Fish Rods 
100 ft. “6 Greenlee FINS36-100 _ 2NXFS Lo-Flex Glow Rod Set, 5-Pc. 12 ft. Klein Tools 56312 31ME19 
Mfr. Item Hi-Flex Glow Rod Set, 5-Pc. 18 ft. Klein Tools 56418 31ME26 
Description L Brand Model No. Mid-Flex Glow Rod Set, 8-Pc. 9 ft. Klein Tools 56409 31ME24 
Flexible Tape Leaders Fish Stix 4 it. to 12 ft. Greenlee 940-12 1ED74 
Flexible V6 X 62" Westward — 6EXU0 Fish Stix 3 ft. to 24 ft. Greenlee 540-24 1ED/5 
1 ] ] = 
Speedflex ee Greenlee 439-2 111582 Tape SIF EXGAUE © ft. to 15 ft. Greenlee 940-15 1FAH7 
Flex-O-Twist L Greenlee 439-1 ACNO2 to 18 ft. Long = Jonard Tools = RDI-18 = 20FV33 
848 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Vacuum/Blower Power Fishing Systems 


FISHING SYSTEMS 


Vacuum/Blower Power Fishing 
System—Everything necessary to 
blow or vacuum fish line, poly line, or 
measuring tape. 


Li'L Fisher® Vacuum/Blower 
Power Fishing System—Compact 
unit has vacuuming and blowing 
Capabilities, moving line through the 
conduit run. Power unit detaches from 
canister for easy cleaning. Includes 
unit and hose only. 


CONDUIT PISTONS 


Fit all types and sizes of conduit, 2 
through 2" (including rigid, IMC, and 
EMT). 


POLY LINE 


Tangle-resistant line pulls rope 
through conduit with power fish tape 
systems. 


Note: Not for pulling wire or cable. 


ACCESSORIES 


Conduit Measuring Tape— 
Measurements are permanently 
printed at every foot—from 0 to 3000 
ft—to measure lengths of conduit 
runs. Waterproof polyester has 130-lb. 
breaking strength. 


Note: Dispenser available; go to Grainger.com® 


Gel and Cream Lubricants—Adchere 
to cable and wire without dripping 

and are compatible with all insulation 
types. Clean up using only soap and 
water. 


Accessory Kit—Includes 85-Ib. 

x 2150-ft. fish line, pistons for 2", 
"1, 1%", 1%, and 2" conduit, 
adapter cones for 2" to 1" and 11%" 
to 2%" conduit, adapter nozzle for 
measuring tape. 


Mfr. Item 


Includes Model No. 


String Adapter, Conduit Seals: 2 


to 1°, 1% to 2%", 3 to 4", EMT 
and Rigid Conduit Pistons: 2 


690-15 22PE97 


to 4", Pull String: 2150 ft. 


Tank 
Description Size 
Fishing Systems 
Vacuum/Blower Power 
Fishing System 12 gal. 
Li'L Fisher® Vacuum/Blower 5 gal. 


Power Fishing System 


© GREENLEE. * 


1%" dia. x 10 ft. Hose 


390 ACN23 


GRAINGER 
APPROVED 


Pipe and Conduit Rack, 
Wire Carts, and Caddy 


MOBILE PIPE AND CONDUIT RACK 


Rack has 7 individual storage compart- 
ments. Folds and stacks for easy 
storage and transport. 100-Ib. capacity. 


WIRE CART 


Large-capacity cart can be used verti- 
cally or horizontally; a built-in wire 
guide permits horizontal dispensing. 
Tubular-steel welded construction. 
Features 5 reel axles with spring-clip 
retainers and includes 2 positions for 
axle storage. Can configure for large 
reels with no loose parts. Handles 

6" spools. Can pass through 28"W 
Openings. 


HAND TRUCK/WIRE CART 


Includes five ¥s"-dia. spindles for 
storing and dispensing up to fifteen 
500-ft. reels of #14 THHN wire. Has 
storage space for 3 spindles and clips 
when not in use. Lay flat when dispens- 
ing, stand upright to use as a hand 


caddy. Cap.: two 1000-ft. (305m) spools 


Overall 
Description Height 
Mobile Pipe and Conduit Rack 63 %"63 2" 
Wire Cart 54" 
Hand Truck/Wire Cart 47" 
Hand Truck/Wire Caddy Expander Kit 41" 
6-Spindle Wheeled Wire Caddy oo 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


up to 22" (558.8mm) dia. x 16%" wide; 
three 2500-ft. (762m) spools up to 14" 
(355.6mm) dia. x 16%" (416mm) wide; 
ten 500-ft. (152m) spools up to 7" 
(177.8mm) dia. x 8" (203.2mm) wide; 
and fifteen 500-ft. (152m) spools up to 
7" (177.8mm) dia. x 598" (136.5mm) 
wide. Can roll through 23"W openings. 


Expander Kit—Expands the capacity 
of No. 2MDN8 by up to 60%. Bolts on 
without drilling holes. 41"H x 125e"W. 
Includes 2 supports, 3 spindles, and 
mounting hardware. Dispenses up to 24 
spools up to 7" dia. x 5%"W; 16 spools 
up to 7" dia. x 8"W; 5 spools up to 12" 
dia. x 16%8"W; 3 spools up to 14" dia. 

X 16%"W; or 2 spools up to 22" dia. x 
16%" W. 


6-SPINDLE WHEELED WIRE CADDY 
Holds 6 spools of wire up to 18" dia. 


Steel welded frame and large 8" wheels 


with front locking caster for easy move- 
ment under heavy load. 


Overall Overall Mfr. Item 
Width Depth Brand Model No. 
34"34" 58%" — Greenlee 668  4GA96 
27° 26" GA 5C648 5C648 
23. 25. GA 2MDN8 2MDN8 
— 12%" Greenlee 10462 1ED76 
30" 30" Greenlee 909 4HED2 


HAND TOOLS 
Fishing Systems & Wire Rack Carts 





No. 
22PE97 


Description Model 0 Qty 
Conduit Pistons 
For ¥" Conduit 608-5 3PA88 4) 
For ¥4" Conduit 609-5 3PA89 5 
For 1" Conduit 610-5 3PA90 5 
For 1%" Conduit 611-3 3PA91 ) 
For 12" Conduit 612-2 3PA92 2 
For 2" Conduit 613 5C646 1 
Mfr. Item Pkg. 
Description Model No. Qty. 
Poly Line 
210 Ib. x 500 ft. 430-500 1FAJ4 1 
210 Ib. x 6500 ft. 430 4A762 1 
240 Ib. x 5200 ft. 431 4A763 1 
Accessories 
Conduit Measuring Tape 435 4A764 1 
Cream Lubricant, 1 qt. CRM-Q 4A801 1 
Gel Lubricant, 1 qt. GEL-Q 5C647 1 
Gel Lubricant, 1 gal. GEL-1 4HEA7 1 
Accessory Kit, For Use with No. 4CN23 392 4CN25 1 
No. 4GA96 


Arms Expanded 








Three No. 4GA96 
units, stacked 








No. 5C648 
(Wire Not 
Included) 





No. 2MDN8 
with 1ED76 
(Wire Not 
Included) 
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HAND TOOLS Scan. Order. Done. 
Bending Equipment Details on page Al. 
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Bender 
* Westward 
Bending Equipment 


ELECTRIC BENDERS 


The 555® Series, commonly referred to as "triple nickel", are portable units 
bending %" to 2" dia Rigid, IMC, and EMT conduit up to 180°. Built-in bend 
charts guide for accurate bends. Operate with a remote pendant control. 


Combos include bender and shoe listed on same line. 


PROGRAMMABLE BENDER 


Intellibender® offers conduit capacity: 3" rigid, 1 to 2" rigid, EMT, or IMC. 
Sensors automatically adjust for conduit dia. and type. LCD interface. 


MECHANICAL BENDERS 


Standard—Ratchet action and built-in 0° to 90° bending gauge. Capacities: 
Yo" Yq", and 1" IMC and rigid conduit. Welded frame and wheels. Handle not 






Electric 
No. 6TFG7 





Mechanical 


No. 1ATF2 ue 
included. Use 5 ft. of 1" rigid conduit for handle. 
Heavy-Duty—Independent ratchet mechanism simplifies both conduit bending 
and shoe changes. Each shoe has its own "swing-away" clamp to lock pipe 
in place. Conduit capacities: 94" to 2" EMT, 2" to 1%" IMC, 2" to 11%" rigid, 
Hand Bender and %" to 14%" aluminum. Includes frame and heavy-duty undercarriage with 
No. 4A733 wheels, 5 shoes, 2 EMT follow bars, EMT follow bar roller, roller, and roller pin. 
Little Kicker® Offset Bender—Bends offsets for /2" EMT. 
BENDER SHOE COMBO 
Mfr. Item Mfr. Item Mfr. Item 
Description Brand Model No. Model No. Model No. 
Electric Benders 
w/Standard Pendant; 14-2" EMT Shoes Greenlee 5550X _—*s6TFG7 13934  22PE99 | 7J385 73385 
Y% to 2" , 120V, Horizontal and Vertical Operating Position Greenlee Textron | 854DX 38GU29 = _ = _ 
w/Standard Pendant; 14-2" Rigid/IMC Shoes Greenlee — — 28008  22PE98 | 7J384 73384 
w/¥%", 1%" 1%" and 2" Shoes and Support Roller Units Gardner Bender |B2555EMT 15V885 — _ = _— 


w/¥%" and 1%" Rigid and IMC Shoes, and Support Rollers; 1 and 2" Rigid Shoes and Support Rollers Gardner Bender |B2555RIG 15V886 _ _ _— _ 
Programmable Benders 


Cyclone® w/Bending Shoe and Weather Resistant Cover Gardner Bender B2000 15V883 = _ — _— 
IntelliBender® Electric Conduit Bender, 1% - 2" Rigid/EMT/IMC Greenlee 859GX 6TFG6 = _ = — 
Mechanical Benders 
w/a", Ya", 1" 14", 1%", and 2" EMT, Rigid and IMC Shoes; 2" Rigid Aluminum Shoes Gardner Bender BW30 15V881 — — — — 
Standard Mechanical Bender Greenlee 1800 1ATF2 — — — — 
Heavy-Duty Mechanical Bender Greenlee 1818 1ATF3 — _ = — 
Little Kicker® Offset Bender Greenlee 1810 4A724 _— _ _ _ 
_ Mfr. Item Rigid/ Centerline Mfr. Item 
Description Brand Model No. EMT Size IMC Size Bend Radius Brand Model No. 
PVC Heating/Bending Equipment Hand Benders w/out Handles - Ductile Iron 
Electric PVC Heater for % to 2" PVC Pipe Greenlee 849 5C637 Yo" — A410" IDEAL 74-001 10F487 
PVC Heating Blanket for 2 to 1%" PVC Pipe Greenlee 860-1-1/2 5C638 4" Vp" 51364" IDEAL 74-002 10F488 
Rigid/ Centerline Mfr. Item 1" ya" 63%64" IDEAL 74-003 10F489 
EMT Size IMC Size Bend Radius — Brand Model No. 14%" 1" gy" IDEAL 74-006 10F490 
Hand Benders w/Handles - Cast Iron Hand Benders w/out Handles - Aluminum 
Yo" — 4" Klein Tools 56203 4VDH3 Yo" — 43/16" Greenlee 840A 4A732 
y4" Y," 5. Klein Tools 56204 4VDH4 Yq" Y" 5 Ve" Greenlee 841A 4A733 
Hand Benders w/Handles - Aerospace Grade Alloy il 3/4" 6Y," Greenlee 842A 4A734 
ili ¥4" fa Klein Tools 56205 4VDH5 Handle Mfr. Item 
Hand Benders w/Handles - Ductile Iron Length For Use With Brand Model No. 
Yo" — 45/6" IDEAL 74-026 6ECRO Handles for Hand Benders 
yy 77 5A" IDEAL 74-027 6ECR1 Mtr. No. TAO LEE ODE, BEAMS, 74-031 Weeens 5 74-019 Dae 
" 3h," 5" . " F es war — 
We a ae te eT ae Mfr. No. 56208, 56209 Klein Tools 51427 4VDG3 
Hand Benders w/Handles - Aluminum a2, 40/33 Green'ee all 56639 
_ _ - 10F489 Conduit Bender IDEAL 74-020 10F492 
Vo 4 Klein Tools __56206__AVDH6 44" Mfr. No. 56210 Klein tools 51428  4VDG4 
ye = ANYs2" IDEAL 74-046 __—-10F494 4A734 Greenlee 84H2 50636 
ya y 2" Klein Tools 96207 4VDH7 54" Mfr. No. 562114 Klein Tools 91429 4VDH8 
Ya" Y," 51%," IDEAL 74-047 10F495 ee Mfr. No. 74-006 IDEAL 74-021 10F493 
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Telescoping Reel Stands and Spindles 


Screw Type —_Use with pins for rough adjustment and a screw-type final height adjustment. 
Reel Stand stands have ball bearing rollers. No. 1FAH3 is a ratcheting stand, providing 










Ratcheting 
Reel Stand 
No. 1FAH3 





No. 5C649 za ; ; 
specific adjustments to spool height. Order spindles separately. 

Load Overall Mfr. Item 

Description Capacity Height For Use With Model No. 
Ratcheting Reel Stand 3750 lb. 28" to 46%" 58to 90" Reel Dia. 656 1FAH3 
Screw Type Reel Stand 2500 Ib. 22"to 54" 46to 96'Reel Dia. 683 5C649 
Screw Type Reel Stand 2500 Ib. 13"to27" 28t056'Reel Dia. 687 5C650 
Spindle, 2%" dia. x 62'L 6000 Ib. — No. 50650 647 5C652 

Spindle Spindle, 2%" dia. x 76'L 5000 Ib. — No. 50649 684 5C651 
; ui ; 50649, 5C650, 1FAH4 

No. 1FAH4 Spindle, 314" dia. x 100°L 7500 Ib. — 4FAH3 Reel Stands ©°/ 
850 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE° HAND TOOLS 





Find the wy. Find Solutions. Find Great Prices. Countersinks & Hole Cutters 
ination Dri © cneentee. * WESTWARD’ 
Combination Drill/Tap and Countersink Sets 
Bits drill, tap, and debur mild steel, aluminum, copper, brass, Electrician's Kit—Features hex shank, 4" quick change 
and plastic in 1 step. Back taper prevents thread damage from professional-grade driver bits, self-centering high-speed drill 
over-drilling. Made of high-speed steel with split-point drill tip. bits, hammer drill rated carbide grade tips and hardened shank 


Yq" shank. Twist drill and plug tap style. Include plastic case and masonry drill bits, quick release chuck, and security bits. 
quick-change adapter. 














Mfr. Item 
Description Sizes Incl. Brand Model No. 
6-Pc. Drill/Tap/Countersink Set 6-32, 8-32, 10-24, 10-32, 12-24 and 4-20 Greenlee DTAPKIT 4GB12 
6-Pc. Drill/Tap/Countersink Set #6-32, 8-32, 10-24, 10-32, 12-24 and %4-20 Westward — 6EXL3 
6-Pc. Drill/Tap/Countersink Set M3 x 0.50, M4 x 0.70, M5 x 0.80, M6 x 1.0, M8 x 1.25 and M10 x 1.50 Greenlee DTAPKITM  1ANZ3 
6-Pc. Drill/Tap/Countersink Set M3 x 0.50, M4 x 0.70, M5 x 0.80, M6 x 1.0, M8 x 1.25 and M10 x 1.50 Westward — 6EXL2 
6-Pc. Combined Drill/Tap/Countersink Set 8-32NC, 10-32NF, %4-20NC Greenlee LDTAPKIT 30HK33 
68-Pc. Electrican's Kit, 6-32, _ co, 
8-32. 10-32, V-20 Tap Sizes Greenlee DDKIT-1-68 111585 
GREENLEE WESTWARD 
. nde ; ha ih * 
Ize oae 0. 0. ® 
#6-32 DTAP6-32 1FAL3 6EXL7 © GREENLEE. {lt = 
#8-32 DTAP8-32 TANV8 6EXL8 a : a 
#10-32 DTAP10-32 1FAL1 GEXNO Drill ‘Tap Countersink Bits No. GEXL5 
#10-24 DTAP10-24 1FAJ9 6EXL9 
sd 2-24 DTAP12-24 1FAL2 6EXN1 Use on mild steel, aluminum, copper, and 
aap Tee anes BEALS brass. Back taper prevents thread damage ' 
%'-16 DTAP3/8-16 1ANZ5 6EXL6 from over-drilling. Made of high-speed steel No. 6EXL4 
“6-18 DTAPS/16-18 1ANZ4 GEXL4 with split-point drill tip. “%" shank. Bright finish. 
*Long drill. 
wn  otep Drill Bits 
Vadis moe eh Tienes _No. of Hole Sizes _No. Double flute design has 2 cutting surfaces for 
V5" to Vo" Hf 13 6EXN3 mild steel, copper, aluminum, brass, wood, 
Ae’ to 7 Ye 12 6EXN4 plastics, and laminates. No pilot hole needed. 
Hh" to 1%" i 10 6EXN5 ; ; ' ae 
High Speed Steel Nonskid self-starting tip with 3-flatted shank 
Ye to 18 Ya’, V8, Ze 28 GEXNZ2 and ¥" hex arbor hole. ¥" shank. 


Miwa 


© a © GREENLEE. 





© 








Miwon * wisswarp No. 1XRP5 
* No. 1FAH8 
WESTWARD Hole ape and Accessories 
Hole Cutter Kits Teeth cut stainless steel, mild steel, aluminum, copper, and brass. Flange stop 


prevents over-drilling. Quick-change arbor system allows cutter head changes 


High-Speed Steel—Faster with a simple push-on turn. All individual cutters have 34" arbor hole. 


than standard hole saws, 





: Saw Max. Item Saw Max. Item 
with less chance of broken Dia. Cutting Depth _Brand No. Dia. Cutting Depth _Brand No. 
teeth. Split-point drill prevents Individual Cutters 1%" y' Milwaukee 482641 
" ing |! icinn- Carbide Tipped 1%" yy" Milwaukee 482643 

walking. Precision ground Vg vy," Milwaukee 482630 Ty" He Greenlee  1FAJ2 
teeth cut holes in mild steel up yi" ii Milwaukee 482631 2 Ae Greenlee 1FAJ3 
to 10 ga. 13/46" yp" Milwaukee 482632 High Speed Steel 
; : Us He" Greenlee 1FAH8 Us Ya" Greenlee 1XRN8 
Carbide Tipped—lTungsten 7h Ai Milwaukee 48Z633 1%" Vi Greenlee  1XRNQ 
; , 15/6" 7 Milwaukee 482634 172" Vi Greenlee  1XRP1 
eben i i Ai Milwaukee 482635 1%' Yj" Greenlee  1XRP3 
, , 1¥" He" Greenlee 1FAH9 1%" Ya" Greenlee 1XRP4 
aluminum, copper, and brass. 1%" Ai Milwaukee 48Z637 z Vj Greenlee 1XRP5 
No. of Saw Si - i 13%" Ye" Greenlee 1FAJ1 2 YA" Greenlee 1XRP6 
lo. 0 aw Sizes if em Item 
ith , een Includes Brand Model No. Description Pilot Drill Size Fits Hole Saw Dia. Brand No. 
| ee i 
FF i ete Ae) mors, ex tench, Greenie’ 930 4GB13 For Use with Carbide Cutters 
sarhide Ti a 2) 2h Plastic Case Hole Saw Arbor Ha" dia. x 32¥a0" L 7 to Westward  GEXP5 
a Arbor with Pilot Bit Quick Change Arbor _%" dia. x 2%" L Kio 2" Greenlee  1XRN5 
5 73", 14", 194" Additional Pilot Bie Milwaukee 49-22-8300 482664 Pilot Drill Bit %5" dia. x 2V4" L Greenlee  1XRN6 
Pilot Drill Bit. Hex Ke Pilot Drill Bit _— ¥%4" to 2" Greenlee 1XRN7 
6 7", 18", 1%" Plastic Carryin g nes Greenlee 635 1ANV9 For Use with Quick Change Carbide Cutters 
Quick Change Arbor Ya" dia. x 2%" L Milwaukee 482567 
Quick Change Arbor, my: i — : 
6 7’, 18", 19" Pilot Drill Bit, Hex Key, Greenlee 655  —-1ANZ1 Quick Change Arbor__74’ dia. x 244" L Milwaukee 482566 
Plastic Carrying Case For Use with High Speed Steel Cutters 
ith Pilot Bi Hole Cutter A He" dia. x 1%" L 7" to 1732" | 1XRP7 
7 BABAR A, OTT ilo Bit Milwaukee 49-22-8310 482665 | Hoje Cutie ber Vi ‘ia xT 1H to De ae 1XRP8 
10 7", 1¥8", 13%", Arbors (3) 6EXP5, Hex Necunard ~~ SENN Pilot Drill Bit Ae dia. x 172" L 7" to 1732" Greenlee  1XRP9 
15/4", 2" 2¥" Wrench, Wooden Case polWal Pilot Drill Bit Yh" dia. x 13" L 1%' to 2%" Greenlee | 1XRR1 
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HAND TOOLS 
Punches 


Scan. Order. Done. 
Details on page A1. 
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Punch Driver Sets and Knockout Punches 


Hand Pump Hydraulic Driver—Use Intelli-Punch'’—Pressure-sensing 
hydraulic force to punch 10 times faster than technology accurately detects 
traditional wrenches. punch completion and automatically 
retracts the ram. Head rotates 360° 
to punch at any angle. Powerful 
11-ton punching with maximum 
cycle time of 8 sec. Gator Eye® 
compatible with i-Press™ software 
to monitor tool performance. 


No. 30HK29 


Slug Buster® Punch Sets—Punch mild 
steel, aluminum, fiberglass, and plastic. 
Operate manually, with ratchet, hydraulic, or 
battery drivers. Slug is creased and split as 
punch is drawn into the die, falls free from 
die and stud. 

Standard Round Punches— 
Punch mild steel, aluminum, 
fiberglass, and plastic. Operate 
manually, with ratchet, or hydraulic 
or battery driver. 


Slug Buster SC® Punches—Self- 
centering feature eliminates the 
need to use die alignment marks. 


Slug Splitter® Punch Sets—Punch stain- 
less steel and heavy-ga. mild steel. Operate 
with ratchet, hydraulic driver, or battery- 
powered knockout driver. 


SPEED PUNCH™ Kits—No thread design 
eliminates cross-threading. No. 30HK31 
includes hydraulic pump unit. No. 30HK30 
has battery-powered knockout driver. 





No. 5C634 


No. of Mfr. Item 
Pieces Includes Brand Model No. 
Punch Driver Sets 
LS50L Punch Driver, 18V Li-lon Battery, 120V Battery Charger, Spacer (1924AA), %4- 
6 16" x 4" Drawstud (31872), % x 45/40 Drawstud (20963 Greenlee 92084931 195X779 
LS5OL Punch Driver, 18V Li-lon Battery, 120V Battery Charger, Spacer (1924AA), 4-16" x 4" Drawstud (31872), 
12 ¥8" x 45Y64" Drawstud (20963), Siugbuster Punches aiid bies for i ya" 1%", 12" and 2” cont Greenlee 92084925 195X778 
Knockout Punch Driver Set 
Punches and Dies for 2" to 4" Conduit, Mfr. No. 7212SP-12, 7212SP-13, Hydraulic Driver 
29 and Hand Pump Unit, Step Bit, Case, Hose, Speed Lock, Sleeve Adater Greenlee 7S10SBSP S0HK29 
Hand Pump Hydraulic Driver 
1 Driver with Hand Pump, Draw Studs, Spacers and Plastic Case Greenlee 92084920 4NV90 
Slug Buster® Punch Driver Sets 
5 1%, 2" Slug Buster Punches and Dies, Draw Stud and Plastic Carrying Case Greenlee 52084911 4A743 
8 Hydraulic Hand Pump Driver, %, %, 1, 1%, 1%, 2" Slug Buster Punches and Dies, Draw Studs and Plastic Carrying Case Greenlee 92084921 50633 
9 Quick Draw Hydraulic Driver, 2, %4, 1, 1%, 1%, 2" Slug Buster Punches and Dies, Draw Studs and Plastic Carrying Case Greenlee 52084917 50634 
10 Y, Ys, 1, 1%" Slug Buster Punches and Dies, Draw Studs and Plastic Carrying Case Greenlee 52084899 4A742 
Quick Draw Hydraulic Driver, ¥2" 1, 1%, 1%, 2" Slug Buster Punches and Dies, (2 
10 ite Studs, (1) Adapter, (1) Spacer and Plastic Carrying Case a Greenlee 52084924 aEDEe 
Quick Draw Hydraulic Driver, 2, %, 1, 1%, 1%, 2" Slug Buster Punches and Dies, 
a (2) Da Studs, (1) Adapter, (1) Spacer and Plastic Carrying Case Greenlee 92084918 aniey 
15 1" Hex Head Ratchet Wrench, %, 34, 1, 1%, 1%, 2" Slug Buster Punches and Dies, Draw Studs and Plastic Carrying Case Greenlee 52084913 50632 
Slug Splitter® Punch Driver Sets for Stainless Steel 
9 (4) Punches and Dies Sizes 2 to 114", 2" Draw Studs, Carrying Case Greenlee 744 1XGB7 
10 Vo, Y4, 1, 1%, 1%, 2" Slug Splitter Punches and Dies, Draw Studs, Hydraulic Ram, Hand Pump, and Metal Carrying Case Greenlee 7506 4CN01 
16 (5) Punches and Dies Sizes 1" to 2", 2" Draw Studs, Carrying Case Greenlee 7307 1XGB6 
Knockout Punch Sets 
10 Punches and Dies for 21%", 3", 3%", 4" Conduit, Mfg. No. 29452 Draw Stud, 1557SS Sleeve, Plastic Case Greenlee 7308 40H677 
— Slug Buster %, %4, 1, 1% Conduit Punches & Dies, Draw Studs, and Case Greenlee 92084900 3UME6 
SPEED PUNCH™ Kits 
18 Punches and Dies for 1, %, 1, 1%, 11%, 2" Conduit, Mfr. No. 7212SP-11, 7212SP-13, Step Bit, Case Greenlee 7907SBSP 30HK32 
Punches and Dies for 2, %4, 1, 1%, 1%, 2" Conduit, Mfr. No. 7212SP- 
19 11, 7212SP-13, Hand Hydraulic Pump Unit, Step Bit, Gase Greenlee 7908SBSP S0HKS1 
20 Punches and Dies for 12", 34", 1°, 1%", 1%", 2" Conduit, 7212SP-11, 7212SP-13, LS5OL Driver, Charger, Step Bit, Case Greenlee LS50L11SBSP 30HK30 
Intelli-Punch™ Cordless Punch Driver Kits 
_ LS100X Driver, (2) Batteries, 120VAC Charger, Carrying Case Greenlee Textron 52084933 53JJ07 
LS100X Driver, (2) Batteries, 120V Charger, Carrying Case, SlugBuster® 2" to 2" 
7 Conduit pinches and Dies, ¥" Dae Stud, ye Bra Stud, (3) Spacers Greenlee Textron 92084930 53JJ08 
LS100X Driver, (2) Batteries, 120V Charger, Carrying Case, SlugBuster® 2" to 4" Conduit 
= crete Bios *% Draw Stud, 94° Draw Stud. 114" Sleeve Adapter, (3) Spacers Greenlee Textron 52084935 53JJ09 
LS100X Driver, (2) Batteries, 120V Charger, Carrying Case, SlugSplitter® %" to 2" 
— SET Pu bies, 7Ae" Draw Stud, 94" Draw Stud. (3) Spacers Greenlee Textron LS100X11SS S3JJ12 
LS100X Driver, (2) Batteries, 120V Charger, Carrying Case, SlugSplitter® 12" to 4" Conduit 
_ Punches Ht ies, %' Draw Stud, i Draw Stud 1 Sleeve Adapter (3) Spacers Greenlee Textron LS100X11554 S3JJ13 
LS100X Driver, (2) Batteries, 120V Charger, Carrying Case, SlugSplitter® Speedpunch® 1" to 2" 
= Conduit Punhes and Digs. 36 Draw Std A Speed Lock, Ys" Draw Stud, 94 Speed Lock Greenlee Textron poe eer o3JI14 
LS100X Driver, (2) Batteries, 120V Charger, Carrying Case, SlugBuster® Speedpunch® 12" 
- to 2" paul Punches and Dies, 94" Daw Stud. 5a et Stud, spacers Greenlee Textron POUOUAN SHOE 53JJ10 
LS100X Driver, (2) Batteries, 120V Charger, Carrying Case, SlugBuster® Speedpunch® 1" to 4" 
7 Conduit ine and Dies, ¥" Draw Stud, ¥4" Draw Stud, Speed Lock, iM Sleeve Adapter Greenlee Textron LS100X11SBSP4 S3JJ11 
Manual Knockout Punch Driver Sets 
15 Ya, 7%, 1, 1%, 1%, 11%" Ball Bearing Punches and Dies, Draw Studs and Metal Case Greenlee 39860G 4CN28 
Conduit and Hole Size Mfr. Item 7 Conduit and : Hole Mfr. Item 
Pipe Size (in.) Inch Nominal Brand Model No. Description Pipe Size (in.) _ Size Nom. Brand Model No. 
Individual Knockout Punches SPEED PUNCH™ Punches, Dies, & Accessories 
14 — 1.701 Westward — 6EXR2 eopeee = 0750 Greenlee SP-LOCK  40H683 
1% = 1,953 Westward = 6EXR3 Punch Lock 
Slug Buster® Punches 7” Die 4 1.115 Greenlee 72125P-3/4D 40H685 
= 0.499 0.499 Greenlee 06797 1ED80 1” Punch 1 1.362 Greenlee 12120F=1P 40H695 
— 7 1000 Greenlee 35178 1ED81 1" Die 1 1.362 Greenlee /2125P-1D 40H686 
- : 1%" Punch 1% 1.701 Greenlee 72125P-1-1/4P  40H696 
Slug Splitter Punches for Stainless Steel TV" Die TV: 1.701 Greenlee  7212SP-1-1/4D  40H687 
” 0.885 0.885 Greenlee 745-12 4cM97 %" Punch 1% 1.951 Greenlee 7212SP-1-1/2P  40H688 
= 1.21 1.210 Greenlee 740H-1-7/32 ___ ACM98 TV" Die 1% T9514 Greenlee /212SP-1-1/2D  40H697 
Large Stainless Steel Punches 2" Punch 2 2.416 Greenlee 7212SP-2P 40H689 
2% 2.914 2.914 Greenlee 745H-2-1/2 40H678 >" Die y) 0416 Greenlee 7212SP-2D 40H698 
3 3.939 3.939 Greenlee 745H-3 40H679 Draw Stud WX 477 — Greenlee 721250P 11 40H684 
3% 4.011 4.011 Greenlee 745H-3-1/2 40H680 Draw Stud Y4 x 9.63 — Greenlee 12129 12 40H692 
4 4.544 4.544 Greenlee 745H-4 40H681 
852 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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HAND TOOLS 
Punches, Cordless Crimping & Cutting Tools 


© GREENLEE. 


Hole Punches 


Punch holes in mild steel up to 10-ga. (3.0mm) for switch and/or instrument 
installation. Centering marks allow accurate hole alignment. For use with 
manual wrench or hydraulic driver. No. 4NV75 is for hydraulic drives only. 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


4 


Metal Stud Punch 
No. 4A735 


¥ 





No. 4JA56 


© GREENLEE. 


Stud Punches 


Metal Stud Punch—Automatically 





Plumber Stud Punch—Punches a 


centers holes on standard studs. Self- 2%" dia. hole and removes slug. Use Hole Mfr. Item 
tripping design eliminates punch to install 2" waste water vent pipes. Size (in.) Model No. 
Sm IPPIg useld ig ales pu et omst ate eer weenie? Square Shaped Hole Punches 
hang-ups. 11/32" punched size dia. 05 60001 AJA55 
0.75 61007 4JA56 
BX Stud Punch—Manually punches { 60016 AJA57 
a square hole and rolls the edges over 1.811 x 1.811 60019 4NV75 
for smooth installation. "D" Shaped Hole Punches 
eo 0.500 x 0.469 60077 4JA58 
Mtr. Item 0.625 x 0.594 61080 4JA59 
Description Studding Capacity Model No. 0.750 x 0.703 61083 4JA60 
Metal Stud Punch 20 ga Steel Studs 710 4A735 Double "D" Shaped Hole Punch 
BX Stud Punch 20 ga Steel Studs 724 1ED78 0.769 x 0.642 61086G 4JA61 
Plumber Stud Punch 20 to 24 ga Steel Studs iis 1ED79 Manual Hole Punch 
Bushings, For Use with No. 4A735, Pkg. of 100 712A100 4A766 52078 48ZW91 





© GREENLEE. RIDGID 





Cordless Crimpers 
and Cable Cutters 


= 18V tools use lithium ion batteries 
= Include batteries, charger, and case 
= For replacement batteries, see Grainger.com® 





Ridgid RE 6 Crimp/Cut 3-in-1 tools can cut wire, No. 
Crimp lugs, and punch boxes. No. 53JH94 features No. 3CCT6 53JH95 
a 750 mcm cutting capacity for copper and alumi- 
num connectors. No, 53JH95 features a 600 mcm 
; i No. 48ZW88 
cutting capacity for copper connectors and a 350 
mcm cutting capacity for aluminum connectors. 
Mfr. Item 
Voltage Cutting Cap./Material Brand Model No. 
Cutting Tools 
Drill Powered Cable Cutter 
= Up To 750 MCM Hard Drawn Copper, 1000 MCM Aluminum IDEAL 35-078 3CCT6 
Gator® Cordless Bolt Cutter 
Yo" Dia. Common Bolt, “e" Dia. Grade 5 Bolt, 2" Dia. Threaded Rod Greenlee Textron ETS12LX11 53JH97 
Gator® Cordless Cable Cutter 
Ye", %e' Cable Tray (Mild Steel, Zinc Plated), “16, “e" Cable Tray (Stainless Steel), 
18.0 Vis", eo" Steel Bolts (Grade 2) , Vic", He" Steel Bolts (Grade 8) Greenlee Textron ETS8LX11 S3JH96 
18.0 2" (60mm) Copper/Aluminum Wire Greenlee Textron ESG50LX11 d3JJ03 
18.0 4" Communications Cable Greenlee Textron ESC85LX11 53JJ04 
18.0 500 MCM Copper, 500 MCM Aluminum Greenlee Textron ES32LX11 53JH98 
18.0 500 MCM Copper, 500 MCM Aluminum Greenlee Textron ES32FLX11 53JH99 
18.0 ACSR, Guy Strand, Steel Greenlee Textron ES20LX11 53JJ01 
Gator® Cordless Wire Cutter 
ACSR, Guy Strand, Steel Greenlee Textron ESG45LX11 53JJ05 
18.0 ACSR, Guy Strand, Steel Greenlee Textron ESG25LX11 53JJ02 
18.0 ACSR, Guy Strand, Steel, 236" dia. Copper and Aluminum Greenlee Textron ESG55LX11 53JJ06 
Hydraulic Cable Cutter 
= 4.13" (105mm)/Copper, Aluminum, Communications, Lead Armored, Soft Steel Amored Cable Greenlee SDK105 15X818 
Micro Cutter® Cordless Bolt Cutter 
Yo" Dia. Common Bolt, “s' Dia. Grade 5 Bolt, “c" Dia. Grade 8 Bolt, “%" Dia. Threaded Rod, One-Time Disposable 
10.8 Lock 4-AWG Alumoweld, BL-9 Boa-Lock, %4" Dia. Grade 40 Rebar, "Dia. (¥" Dia. In Two Cycles) Greenlee Textron EBSI2ML110 = S3UN17 
Micro Cutter® Cordless Micro-Cable Cutter 
10.8 300 MCM Cu Cable, 400 Kemil (MCM), 240 Mm2 Aluminum 750 kcmil (MCM) (380 mm2 ) Greenlee Textron ES32ML110 53JJ15 
10.8 500 MCM Fine Stranded Copper Cable Greenlee Textron ES32FML110 53JJ16 
Handle Crimping Mfr. Item Mfr. Item 
Voltage Head Style Type Force Brand Model No. Description For Use With _—_Brand Model No. 
Crimping Tools Crimping Die Sets 
Cordless Crimping Tool Kit eet ang Lower Crimping ue Set Mfr. No Greenlee KDi2CU _1XGB2 
18.0 Latching Straight 6tons Ridgid 92093 48ZW88 ncludes Dies for #6-/50 kcmi ava 
18.0 Latching — Straight —6 tons Ridgid 52008 482W89 Aluminum Connectors ECE _ Siren’ ek _ aes 
Gator® Cordless Crimping Tool ncludes Dies for #8- cmil Copper 
18.0 Latching Straight 4tons Greenlee Textron EKATOLX11 53JH@4 Connectors & Carrying Case I a a 
18.0 Latching _Pistol 6tons Greenlee Textron  EK6FILX11 53JH92 nciudes l€S TOF 70- Mfr. No. EK410L Greenlee KC4CU 4ED67 
18.0 Open Pistol  6tons Greenlee Textron EK6ATLX11 _5aJH91 kcmil Copper Connectors, ans 
18.0 Latching Straight 6tons Greenlee Textron EKGIDLX11  53JH90 Cordless Crimping Too! Kit = Ridgid _52088__ 482 W390 
18.0 Latching Pistol 6tons Greenlee Textron EOCCXLX11 _58uH95 seca earuica with 7 sien | oo 
18.0 C-Head Pistol 12tons Greenlee Textron EK1230LX11 _53JH88 Aceessotee or use ran ode 0. 
18.0 Latching Pistol 12tons Greenlee Textron EK12IDLX11 03JH93 ; ‘ Ar - 
18.0. C-Head Pistol 12 tons Greenlee Textron EK1240LX11__53JH87 ee ESOS ea TOOL SPIECEKITRES. 
18.0 Latching Pistol 12tons Greenlee Textron  E12CCXLX11 03JH94 Crimping Head ELCTRICAL TOOL 2-PIECE Ridgid AP-6 36HU89 
18.0 Latching : Pistol : 15 tons Greenlee Textron EK1550FLX11 53JH89 KIT, RE 6 ELECTRICAL TOOL 
Gator® Cordless Crimping Tool Kit Remote-Powered Crimper External Hydraulic Pump Greenlee RK1240 _15X819 
9.6 Scissor _ Straight 6tons Greenlee Textron EK425LXDBG11_ _53JH83 Gator® Hydraulic Pump 
18.0 Scissor Straight 6tons Greenlee Textron EK628LX11___‘53JH85 with Intelli-Crimp™ = ES Ee eee 
18.0 Latching Straight 6tons — Greenlee Textron EK622LX11 53JH86 Gator® Diagnostic Tool Mir. No. EHP/OOL: Electric Greenlee Gator-EKG  21TX99 


Hydraulic Pump 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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HAND TOOLS Scan. Order. Done. 
Insulated Tool Sets Details on page Al. 


Find our full selection of Insulated Tools at Grainger.com®. 








4-Pc. Plier/Cutter/ 
Stripper Set 


No. 1YXJ5 Westward® 


10-pc. 
Screwdriver/ 
Plier Set 
No. 1YXJ7 








* WestwarD 





Ad 11-Pc. 
A Insulated 
WINd® © GREENLEE. Tool Set 
WINCH &) © JONARDTOOLS bi M) No. 2TDP7 
Insulated Tool Sets 10-pe. Socket Set 
Note: For a complete list of components, go to Grainger.com®. No. 26X320 
No. of Mfr. Item 
Pieces Description Includes Model No. 
Westward 
4 Insulated Plier/Cutter/Stripper Set Pliers: Combination Pliers 8", Heavy-Duty Diagonal Cutting Nippers 8", Long-Nose Pliers 8", Wire Strippers 6%". — 1YXJ5 
7 Insulated Screwdriver/Plier Set Slotted Screwdrivers, Phillips Screwdrivers & Pliers _ 1YXJ6 
10 Insulated Screwdriver/Plier Set Slotted Screwdrivers, Phillips Screwdrivers & Pliers — 1YXJ7 


Klein Tools 
Slotted Screwdrivers, Phillips Screwdrivers, Pliers, Cable Cutter Wire Stripper/Cutter & Slotted 





8 Insulated Tool Kit Screwdrivers, Phillips Screwdrivers, Pliers, Cable Cutter, Wire Stripper/Cutter and Zippered 33526 1N046 
Polyester Case with Custom-Fitted Tool Pockets 15%" W x 11"Dx2%'"H 
8 Premium Klein-Kurve Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers, Pliers, Cable Cutter, Lineman's Skinning Knife, and Bright Yellow Carrying Case 33529 1YRY8 
. Slotted Screwdrivers, Phillips Screwdrivers, Pliers, Wire Stripper/Cutter, Cable Cutter, Lineman's 
13 Insulated Tool Kit Skinning Knife, Crimping/Cutting Tool, and No. 33537 Extra-Sturdy Bright Yellow Case 33525 SKGVS 
; Slotted Screwdrivers, Phillips Screwdrivers, Pliers, Cable Cutter, Klein-Kurve® Wire Stripper, & 
22 Insulated Too! Kit Zippered Polyester Case with Custom Fitted Tool Pockets 1514'W x 11" D x 214'H $3527 1NO47 
Knipex 
4) High Leverage Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers & Pliers 9K 9898 21US 2DZD8 
7 Commercial Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers & Pliers 9K 9898 26US 2DZD9 
rd Basic Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers & Pliers 9K989827US 2DZC8 
8 Open End Wrench Set - SAE Wrenches: Open End Wrenches: 1%", “6', %", “Ac", ¥2', Ae", %", Ya" 98 99 13 $4 2DZC6 
8 Open End Wrench Set- Metric Wrenches: Open End Wrenches: 8, 10, 13, 14, 17, 19, 22, 24mm 98 99 13 $5 2DZC7 
10 Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers, Pliers & Cable Shears 6%" 9K 9898 31US 2DZE1 
(eee oe ¥' Dr Reversible Ratchet 794", (2) %" Dr Extensions: 5", 10° 98991183  2DzC2 
Wiha 
3 Adjustable Wrench Set Wrenches: 8", 10", 12" Overall Length, 1", 1%" Jaw Capacity 76290 26X328 
7 Insulated Socket Bit Set (7) ¥8' Dr 6 pt. Socket Bits: 346", “2", 44", Ae", ¥", Ae’, V2" 31890 26X319 
id Box End Wrench Set - Metric Wrenches: 8mm, 10mm, 12mm, 13mm, 14mm, 17mm, 19mm 21290 26X332 
8 Open End Wrench Set Wrenches: “6, %, “6, ¥2, Ye, %, M6, 94" 20192 26X340 
10 Professional Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers, Pliers & Black Cordura Case 32891 5LX08 
10 Insulated Socket Wrench Set ¥e" Dr Ratchet, %" Dr Extension 5", Storage Box 31493 26X320 
10 Insulated Socket Wrench Set, Metric ¥e" Dr Ratchet, ¥" Dr Extension 5", Storage Box 31590 26X321 
11 Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers, Pliers, & Roll Up Pouch 32986 26X233 
13 Insulated Socket Wrench Set Ys" Dr Ratchet 140mm, (2) 4" Dr Extensions: 50, 100mm, Plastic Box 31391 26X316 
14 Screwdriver/Plier Set Slotted Screwdrivers, Phillips Screwdrivers, Pliers & Zippered Carry Case 32192 1YUL6 
15 Screwdriver/Nutdriver Set Slotted Screwdrivers, Phillips Screwdrivers, Pliers & Zippered Bag 32190 1YUL5 
16 Insulated Socket Set Sockets: (16) %" Dr 12 pt. Sockets: %e", %", Ae’, 2", Ae’, ¥", Me", 4", 8, 10, 11, 12, 13, 14, 17, 19mm 31491 26X322 
66 Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers, Pliers, Wrenches & Rugged 23" Tool Box 32876 6UUG7 
80 Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers, Pliers, Wrenches, Sockets & Watertight Rolling Tool Case 32800 26X224 
80 Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers, Pliers, Wrenches, Sockets & Molded Tool Box 32877 26X240 
Greenlee 
7 Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers, Pliers, & Nylon Tool Roll 0159-01-INS  11L611 
Jonard Tools 
11 Insulated Tool Kit Slotted Screwdrivers, Phillips Screwdrivers & Pliers TK-110INS 2TDP7 
Vea ® e 
sanieson <p> wihae 
No. = 
31CE75 Insulated Tool Kits 
Protect against electrical shock up to 1000V. C.H. 
Hanson and Wiha meet IEC 60900:2004 standards. 
No. of Tool Storage Mfr. Item 
Description Pieces Tool Families Included Type Included Brand Model No. 
Insulated Electrician's Tool Kit 9 Electrical and Telecomm Tools, Pliers, Screwdrivers Roll Jameson/Itl 00003 31CE76 
Insulated General Purpose Tool Kit 9 Pliers, Screwdrivers, Wrenches Roll Jameson/lItl 00006 31CE75 
Insulated Screwdriver Set 6 — = Jameson/Itl 02100 19MV19 
5 Pliers, Screwdrivers None Knipex 9K 9898 22US  38UU08 
7 Pliers, Screwdrivers Roll Knipex 9K989825US  38UU09 
cutindaeaine 10 Electrical and Telecomm Tools, Pliers, Screwdrivers Case Knipex 9K989830US  38UU10 
nsulated Tool Kit Cutting Tools, Pliers, Screwdrivers, Sockets and Accessories, (4) 46" Dr 6 pt. ; 
24 Sockets: 4", %2", Vie", "V0", (7) %" Dr 12 pt. Sockets: %", As", 4", Hs", 6", Te", ar «ASE Wiha 31495 SGYNE 
Cutting Tools, Pliers, Screwdrivers, Sockets and Accessories, (11) . 
- %' Dr Sockets: 6, 7, 8, 9, 10, 11, 12, 13, 14, 17, 19mm Case Wiha $1592 SGYNS 
854 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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HAND TOOLS 
Insulated Tools 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Find our full selection of Insulated Tools at Grainger.com®. 







































Overall : ject saa an , oo 
Item Type Length Jaw Lengt aw Widt ran ode 0. . 
= in — = Wiha 76208 _26X329 acca. 
— gin — — lrega IR92S18 5MK51 
= 10in  — = Wiha 76210 26X325 No. 3WY52 
— 10in — — lrega IR92S110 _ 5MK50 
Adjustable Wrench — 10in — _— Westward —_— 5UFY6 
— 10in — — Knipex 9807250 106263 
= Pin — — Wiha 76212 26X326 
= 15in  — — Wiha 76215 26X327 Diagonal 
— in — — Jameson/lItl 03020 31CE69 Cutti 
Bent Needle i peda 
agate — Bin 2%in % in Wiha 32804 5LW93 No. 1N093 
Ratcheting 10in  — = Greenlee 452061 11L625 
Gable Cutter Ratcheting tin — = Greenlee 452071 111626 
Crimper — 9%in — = Klein Tools 1005-INS 1N041 
_ oY%in “in 2% in Westward = 3WY52 Linemans 
— 6%ein %in 3¥59 in Wiha 32933 26X257 Pliers mm 
— 6%in  1in Yin Jameson/Itl 00101 19MU93 No. 1NO90 “Senne 
= 8in ‘ein Tin Greenlee 0251-08A-INS 11L612 _ 
Di Dynamic Joint 6%e6in Mein Ya in Wiha 32861 26X254 
Cutting Plier Dynamic Joint 8in ein 1% in Wiha 32929 26X258 
Heavy Duty 6%ein %in 3¥59 in Wiha 32832 5LW98 
_Heavy Duty. 6 Yin %%a in ‘%ein Westward — _SUFV7 ; 
Heavy Duty 7in ein Tin Wiha 32834 5LW99 ape 
Heavy Duty 7%in in 3¥3in Klein Tools D220-7-INS _1N091 — 
w/Angled Head Bin  °%a in 11364 in Westward = 5UFV8 No. SUFV4 
Dieless Crimper Terminal 9¥%in — = Greenlee KP1022-INS_ —_11L628 
righ Leverage High Leverage «= «9 Sin. — — Klein Tools 63050-INS_  1NO67 
High Leverage 7 in 1%e in 1 %in Wiha 32836 5LX01 
High Leverage 8in ein 1% in Wiha 32838 SLX02 Long Nose fst 
High Leverage 8 in % in 1 “ein Knipex 7408200SBA 2DZD7 No. 1YXJ3 aa oT 
High Leverage 8 Yin ‘ein 1 %e in Klein Tools D2000-28-INS 1N074 
High Leverage 8 Yin Mein 1 %e in Klein Tools D228-8-INS —_1N092 
High Leverage High Leverage 10in “in 1 Ye in Knipex 7408250SBA 2DZD2 
High Leverage, Lai 49. 
nee iit Angled Head 8Y%in %ein 1%ein Klein Tools D2000-48-INS  1NO75 Skinning 
Aiea Hen 8 Vin %ein 1%6in Klein Tools D248-8-INS  1N093 | ' enue 
: O. 
Heavy Duty Zin  5%ain 1%in Westward = 5UFV5 
mag Bin in 1¥%in Westward = 1YXJ4 
Penne = 6%in — — Knipex 9518165SBA 2DZD5 Pump 
eable Cade — 10in  — — Jameson/itl 001303 1CE83 No. 1YXJ2 
— 20in  — — Knipex 9517500 2DZA2 
Insulated End — 10in — Tin Wiha 29250 26X255 
Cutting Nippers Dynamic Joint 6%6in 1%in 1 in Wiha 32947 26X262 
Insulated 
Ratcheting — Win — — Knipex 9536280SBA 21XJ96 : ; 
Cable Cutter Wire Stripper 
— 7 in 1%e in ¥e in Wiha 32816 5LW96 No. 3WY55 
= Bin 1 '%ein 1 ¥%2 in Wiha 32818 5LW97 
— 8 in 1 ¥% in 1 %6 in Westward — 3WY50 
— 9%in 1% in 1 Y% in Greenlee 0151-09-INS  11L599 
Dynamic Joint 9 in 1 %e in 1 %e in Wiha 32917 26X259 
High Leverage 8 in 1 %e in 1 %e in Wiha 32930 26X256 ‘A 
_High Leverage 9 Yin 1 Yin — 1%in_ Knipex 0908 240SBA 20209 - YJ ita WESTWARD 
Linemans Plier High Leverage 9 in 1% in 1 Ya in Knipex 0208225SBA 2DZD6 WINTE //h 
High Leverage  9%in 1 '%oin 1%ein Klein Tools D2000-9NE-INS 1NO77 Van 
High Leverage 9 Hin 1 *%zin 1%ein Klein Tools D213-9NE-INS 1N090 <g> JAMESON 
noe ening nie 9 in 1 %ein 1%sin Klein Tools P2/S-9E Noga v7 
wCrimper, 5-in-1_ Qin 1 ‘%ein 1 ¥%e in Wiha 32821 26X264 
w/Crimping Die 8 %in 1 %in 11/6in Westward = 5UFW4 © GREENLEE. KLEIN ¢ 
With Crimping Die 8 %in 1 2542 in 1¥%2in Klein Tools 12098-INS _1N043 TOOLS 
— 6 in 2 in ¥ in Westward — 3WY56 i t d T ] 
— 8in  3in 6 in Knipex 2618200SBA 2DZD1 
Long Nose Plier — 8 in 2 % in 2 in Greenlee 0351-08-INS  11L621 nsu a eC 00 S 
Dynamic Joint Bin 2%in % in Wiha 32923 26X260 Wiha Tools—Flame-retardant, permanent epoxy-bonded 
ae 8%in 2%in % in Westward — 1YXJ3 handles are impact tested for all-temperature use. Chrome 
— 61%4in 1 %in TAs in Wiha 32806 5LW94 finish, soft grip. Dynamic joint provides 40% easier cuts 
— 6M%in 2in Ya in Jameson/Itl 00051 19MU90 nd lonaer tool lif 
= 6%in 1 %ein 6 in Klein Tools D203-6-INS _1N084 and longer tool Iife. 
— 7 ¥%in 2 ‘Ae in 16 in Klein Tools D203-7-INS 1N085 Westward®—Made of chrome vanadium steel with 
Needle Nose Plier — 8 in 2 % in 7% in Wiha 32808 5LW95 d f d induction-hard d cutt d df 
= Bin 2 Asin Tin Klein Tools _D203-8-INS _1N086 rop-forged induction-nardened cutting eages and tame- 
Dynamic Joint 6%6in 1 %in Me in Wiha 32926 26X261 retardant, ergonomic grips. 
Heavy Duty With . ‘ ‘ i _QN- . . . 
| SkinningHole 8 IN 2 %ein Vin Klein Tools D203-8N-INS 1087 Knipex®—Cold impact strength is tested at -25°C. 
rier rene ____ Box. Jom See en pes een eae Polished, dual-component tools come with hard/soft hand 
Round Nose Plier 6 Vin 1% in 4a in Westward = 5UFV9 grips. Insulated slip guard avoids spark-over or current 
Skinnina Knif = 8 %in  — = Klein Tools 1571INS_ 490233 passage from the bare plier to the operator's hand and 
NS “sas VDE Tit: — = Westward — 5UFWO ; : “ti “i 
: : withstands knocks without breaking or splitting. Certified 
10" Pump Pliers 10%in — — Klein Tools D502-10-INS 1N095 
Water Pump Plier BOX Joint 10in 1 %sin 1 vin Knipex 8808250SBA 2DZD3 to 1000VAC. 
Safety High , , 
Perce: in = 1%in % in Westward — 1Xd2 Greenlee®—Dual-layer insulation provides for maximum 
= 8 en = = Mare seer noes protection. Guards protect hand from accidental contact 
— 8 IN = — ina ' : 
— 6 Win — esac = 3WY55 with energized surface. 
oe ee — a — ; . . . . 
HI TAPPED = oA = = Genes Hee ate Klein Tools®—Grips consist of 2 layers; inner layer is 
_ Zin — _ Klein Tools _11049-INS___1YBR4 bonded to the tool. U.S. tool steel is forged, machined, and 
= gin  — = Klein Tools 11055-INS___1YBR1 tempered with induction-hardened cutting edges. 
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HAND TOOLS 
Insulated Tools 





Ti Hua 
iT WA BLE 





5-pc. Set 
No. 1YXN8 
No. of Shank Overall 
Pieces Includes Length (in.) Length (in.) 
Hollow Insulated Nut Driver Sets 
Klein 
9 He, V4, He, 132, ¥, “As, V2, Xe, Ye" 6 9% to 11% 
Solid Insulated Nut Driver Sets 
Westward 
5 6, 7, 8, 9, 10mm 5 9% 
5 Ms, Ne, %, Ae, V2" 5 9% 
Wiha 
5 12, Va, Ve, Ys, V2" 5 9.3 to 9.6 
5 6, 7, 8, 9, 10mm 5 9.3 to 9.6 
7 5, 5.5, 6, 7, 8, 10, 13mm 5 9.3 to 9.6 
9 He, V4, Ne, 132, ¥, As, V2, Xe, Ye" 5 9.3 to 9.6 
11 2,76, Y2, Va, Me, 1722, 5 9.3 to 9.6 


%, "6, V2, Ne, %" 





Straight Tweezer 
No. 26X271 


SEE 


. 
4 


Bent Tweezer 


No. 2DY2Z7 
e ® 
wiha® 
Insulated Tweezers 
Mfr. 
Description L Brand Model 

Straight, Serrated, Blunt Tip o Wiha Tools 75210 
Straight, Serrated, Blunt Tip 6" Wiha Tools 75215 
Straight, Serrated, Blunt Tip 8" Wiha Tools 75220 
Straight, Serrated, Fine Tip D. Wiha Tools 75205 
Straight, Serrated, Wide Tip 594" Knipex 92 67 63 
Bent, Serrated, Narrow Tip 6" Knipex 92 37 64 
Angled, Serrated, Blunt Tip oi Wiha Tools 75304 
Angled, Serrated, Fine Tip 6" Wiha Tools 75302 





Yi 


No. 26X276 


856 GRAINGER. 


TTT 





Item 
No. 


1YRY7 


1YXN8 
1YXN9 


oLW91 

oLW90 
26X275 
26X274 


26X273 


Item 
No. 
26X268 
26X269 
26X270 
26X271 
2DYZ8 
2DYZ7 
26X266 
26X267 


SIIMTEGHNOLOGY 





Find even MORE on Grainger.com® 








Scan. Order. Done. 
Details on page A1. 


Insulated Nut Drivers 


Comfortable cushion grips are coded for size. Sets are rated 1000V. 


Wiha—Soft Finish® 
handles. Molded-on 
insulation meets 
applicable EN/IEC, 
ASTM, NFPA and VDE 
standards. 


Westward®—Insulation 
molded around blade 
and handle. Handles 
feature tri-lobular, high- 
torque grips. Full-length 
insulated shafts. 


Klein Tools—Tip- 
Ident® quickly identifies 
nut driver size. Cordura® 
nylon case included with 
sets. 2-layer insulation. 


Nut Driver Nut Driver Nut Driver Nut Driver 





Shank Overall Item Shank Overall Item 
Hex Size _ Length Length No. Hex Size _ Length Length No. 
Hollow Nut Drivers 3" a gy," 1YXL3 
Klein Tools Ae 5" gy" 5UFY2 
He" 6" 93/4" 1YRX7 Ae" 5" gy," 1YXL4 
Ya" 6" 93/4" 1YRX6 Y," 5" gy" 5UFY3 
Ve" 6" 93/4" 1YRX9 Y," 5 gy," 1YXL5 
119" 6" 93/4" 1YRX4 Solid Nut Drivers 
3" 6" 93/4" 1YRX8 Wiha Tools 
Ae 6" 93/4" 1YRY2 He 5 9%6" 1YUG5 
YA" 6" 11%’ 1YRX5 7/39" ay 9%6" 1YUG6 
Ae" 6" 11%’ 1YRY3 Ya" 5 gy," 1YUG7 
ye" 6" 11%" 1YRY1 Ae" ay gy," 1YUG8 
Westward® 19" 5! gy" 1YUG9 
He" 5: gy" 5UFX7 3" uy gy," 1YUH1 
Va" 5" gy" 5UFX8 Ae 5" gy," 1YUH2 
Ya" 5" gy" 1YXK9 Y," 5" gy," 1YUH3 
Ae" 5 gy," 1YXL1 Ae" ay gV," 1YUH4 
11/39" 5 gy" 5UFYO yf" 5. gy" 1YUH5 
34" 5" gy" 5UFY1 
Ergonomic, | 
6-pc. Set 
No. 1YUL8 
e 
wihae 


Tools that work for you 


Insulated Hex 
Key Sets 


Proportioned high-torque handles. Plain models meet applicable 
EN/IEC, ASTM, VDE, DIN, and NFPA7OE standards. 





L-Shaped, 
12-pc. Set 
No. 26X330 


No. of Sizes Mfr. Item 
Pieces Included Model No. 
Ergonomic 
6 32" Ve", 732", Va", 6", 33490 1YUL8 
L-Shaped 
1.5mm, 2mm, 2.5mm, 3mm, 4mm, 
10 5mm, 6mm, 8mm, 10mm, 12mm 13693 26X331 
12 Ye", Va", Vo" 30", He’, Ao", Va", Ye’, Vie’, Yea", 332", Yea" 13694 26X330 
e 
wiha® 


Tools that work for you 


Insulated Torque Wrench Sets 
Certified to EN ISO 6798, BS EN 26789, and ASME B107.14M. 


No. of Overall Item 
Pieces Description Length No. 
SlimLine Blade Holder, (3) SlimLine Slotted 
8 Blades 3.0, 4.0, 5.5mm, (2) SlimLine Phillips 6" 26X280 
Blades #1, #2, Torque Adjustment Tool, Pouch 
SlimLine Blade Holder, (3) SlimLine Slotted 
Blades 4.0, 5.5, 6.5mm, (2) SlimLine 
16 Phillips Blades #1, #2, (2) Terminal Xeno 65/6" °26X276 


Blades #1, #2, (4) TORX® Blades T8, 
T10, 115, 120, (2) Square Blades #1, 
#2, Torque Adjustment Tool, Pouch 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


HAND TOOLS 
Insulated Screwdrivers 








* WESTWARD’ SSELS@ 
Ergonomic Cushion-Grip 
Insulated Screwdrivers 


© GREENLEE. WING® 


Tools that work for you 


Intended for protection from accidental tool contact with voltage up to 1000V. 


Westward®—Trilobular (3-sided) grips provide high torque and have full-length 


insulation on the shanks. 


— = 


Cabinet Tip 
No. 1YXK2 


— => 


Keystone Slotted Tip 
No. 1YUF8 


Wiha SoftFinish® —Molded-on insulation. Meets applicable EN/IEC, ASTM, NFPA, 


and VDE Standards. 
Klein Tools—Sure-grip handles have 2 layers of insulation. 


Greenlee—Dual layer insulation. Precision-machined, black phosphate-plated tips 
for accurate fastener contact. Meet applicable IEC and ASTM Standards. 


Tip Shank Item Tip Shank 
Size Length Brand No. Size Length Brand 
Cabinet Tip ¥e" 10" Greenlee 
¥30" Westward 1YXJ8 Phillips Tip 
¥3o" a Klein Tools 490224 #1 36" Westward 
Ye" 4" Westward 1YXJ9 #1 36 Westward 
Ye" 4" Klein Tools 490225 #1 4" Klein Tools 
32" 4" Westward 1YXK1 #2 4" Westward 
Ve" 4" Klein Tools 1N049 #2 4" Westward 
Ve" 7' Klein Tools 49C226 #2 4" Klein Tools 
He 8" Greenlee 11L607 #2 4" Greenlee 
39" 5" Westward 1YXK2 #2 ‘a Klein Tools 
Ya" 4" Klein Tools 1N053 #3 6" Westward 
Ya" 6" Westward 1YXK3 #3 6" Westward 
Ya" i: Klein Tools 49C227 #3 6" Greenlee 
Ve i Westward 1YXK4 #3 ‘a Klein Tools 
V6" 7" Klein Tools 490228 Robertson Square Recess Tip 
Ye" 8" Klein Tools 49C€229 #1 4" Klein Tools 
Keystone Slotted Tip #1 6" Westward 
Yq" 4" Wiha 1YUF8 #1 6" Greenlee 
He" 5" Wiha 1YUF9 #2 4" Klein Tools 
He 6" Greenlee 11L606 #2 6" Westward 
Ya" 4" Greenlee 11L602 #3 6" Westward 
Ya" 6" Wiha 1YUG1 
He 6" Greenlee 11L603 
Ve t Westward 5UFW6 
Ye" 8" Westward 5UFW7 
No. of Blade 
Pieces Includes Length (in.) Brand 
Insulated Screwdriver Sets 
Combination 
2 Wa" #2 4 Klein Tools 
Z He', #2, Slimline Blades 3% to 516 Wiha 
4 %a", Ae, #1, #2 3105 Wiha 
6 Ya", Ve", Va", #1, #2, #3 3 to 10 Wiha 
6 He", Vs", #1, #2, Slimline Blades 3% to 516 Wiha 
6 He", Vs", #1, #2 3% to 5116 Wiha 
8 %a", Vso", He", #1, #2, Slimline Blades 3¥ to 5116 Wiha 
9 He", Ve", V4", He’, Ye", #1, , #2, #3, w/Case 3 to 10 Klein Tools 
9 #1, #2, #3, V4", Ve", Ve’, Ye" — Greenlee 
9 Ye", 32", Ye", "2", Va", Ve’, #1, #2, #3,w/Zipper Bag 2to7 Westward 
11 Ya", Vso", 6", Ao", Va", #1, #2, Slimline Blades 3% to 5116 Wiha 
Yao", Ve", Yea", 32", Vie’, Zo", Yea", Va", Ae", 6", ; 
19 40, #1, #2, #3, #4, Voltage Detector in Tray 3108 Wiha 
Hex 
6 2.5mm, 3.0mm, 4.0mm, 5.0mm, 6.0mm, 8.0mm 3 to 3'%6 Wiha 
TORX® 
6 T8, T9, 110, 115, 120, 125 2%6 to 3¥% Wiha 


i Wera WIhd® *Wwsnwarp’ 


Insulated Multibit Screwdriver Sets 


No. of 
Pieces Includes 
7 Phillips #1, #2, Robertson Square Recess #1, #2, Slotted 0.6, 1.0mm 
9 Phillips #1, #2, Slotted 4.0, 6.5mm, Torx® 115, T20, Xeno: #2 
ile Phillips #1, #2, #3, Slotted %", ¥42", Y4", %e", Torx(R) T15, T20, T25 
15 Phillips #1, #2, Robertson Square Recess #1, #2, Slotted 3.0, 
4.0, 5.5, 6.5mm, Torx® T8, T10, T15, T20, Xeno #1, 2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Brand 
Wera 
Wiha 


Westward 


Wiha 


Item 
No. 
11L604 


SUFW8 
1YXK5 
490230 
SUFW9 
1YXK6 
1N056 
11L609 
490231 
SUFXO 
1YXK7 
11L610 
490232 


496222 
SUFX1 

11L622 
490223 
SUFX2 
SUFX3 


Item 
No. 


1AHES 
26X283 
oLW88 
oLW89 
26X286 
26X287 
26X285 
1N048 
11L601 
1YXN6 
26X281 


26X279 
26X278 
oLW92 


26X284 
SUFX4 


26X282 








Phillips Tip 
No. 5UFW8 





- 


quare Recess Tip 
No. 5UFX1 





6-Pc. Combination 
No. 5LW89 


15-Pc. 
No. 26X282 
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HAND TOOLS Scan. Order. Done. 
Tethered Tools Details on page Al. 


Tether-Ready Tools 
When working at heights, it's imperative to secure hand tools to a fixed point to 
prevent injuries caused by dropping. Proto® SkyHook™ Tether and Transfer systems 
provide positive control of hand tools at height, secure tool transfers, and a free range 


Keep tools 
securely 
connected 


of motion. SkyHook™ switch connector tethers to the tool on a short lanyard and is to wrist 
compatible with screw-gate carabiners. Allows hands-free tool transfer. SkyDock™ | or belt 
attachment anchors SkyHook connector to the wrist, belt, apron, or station. Tools can be 

tethered with shrink loops, tool collars, lanyards, or bungees for use with the system. Easy hands-free tool transfer 


No. 
24AL34 





SkyHook™ Components and Kits zaauaa | wo. anspor “=” 


SkyHook™ switch connector tethers to the tool on a short lanyard. SkyDock™ : ”) No. 24AL39 
attachment securely anchors the SkyHook to wrist, belt, or apron. 


Pa 


Destin wr, ‘" | Tethering Kits and Web Tethers Lacucl 











SkyHook™ Kits ; Sac, 
Strioo’ Switch cama and SkyDock” Storage Attachment JPST1  24AL36 | 4- and 5-Piece kits include recommended tether attachments for tape measure, 
kyHook™ Switch Connector, SkyDock™ Storage i ! i : i . i 
Attachment, and SkyHook" Wrist Strap JPS1 24AL34 lineman S pliers, hammer, and level; heat shrink loop; and sealing tape. Web 
I SkyHooks 4) SkyDocks™, and (-) Wiis Straps JPS2  24AL35_ | D-Ring Kit includes 2 web D-rings and sealing tape. 
kyHooks™ Switch Connectors, ocks™ Storage 
ttachments, and (2) SkyHook™ Wrist Straps JPSSCAFF4 S9CE45 ie Mfr. Item 
ie) SkyHooks™, (5) SkyDocks™ and (2) Wrist Straps JPSSCAFF5 24AL38 Tethering Kits Description Model No. 
omponents : 
SkyDock™ Storage Attachment JPSDOCK  39CE44 4-Piece Tethering Kit w/Key Ring and Web D-Ring JPSSCAFF4KIT 310L46 
SkyHook™ aa Connector JPS 39CE41 o-Piece Tethering Kit w/ (2) Key Rings and (2) Web D-Rings JPSSCAFFOKIT 24AL39 
SkyHook™ Wrist Strap JWS-SH  39CE42 Web-D-Ring and Tape Kit JDRSMPLKIT 40JD07 
Storage ie CPSUGH TAT SHH SHTERC ee We neg astalation JP2RGRGUN 40JD01 
kyHook™ Single Dock Pouch an ook™ Switch Connector 41 ; 
SkyDock™ Dual Dock Pouch and (2) SkyHook™ Switch Connectors JPSTLPKT2 24AL42 D-Ring Web tether 272 JDRSMOR 31CL36 
SkyDock™ Triple Dock Pouch and (3) SkyHook™ Switch Connectors JPSTLPKT3 39CE48 HD D-Ring Web Tether, 3/2 L JDRHDOR 31CL37 
SkyHook™ Holder for Hammer or Ratchet and SkyHook™ Switch Connector JPSHS _24AL37 Tether Rings 
SkyHook™ Tape Measure Pouch with SkyHook™ Switch Connector JPSTAPE  24AL41 0.4’ Dia. JSRO4 40JC98 
SkyDock™| Dual Dock Bolt Bay and (2) SkyHook" Switch Connectors JPSBOLT _24AL44 ve pl snes HATE 
-Pocket Saddle w/integrated SkyDocks™ an Co 
8) SkyHigok™ Switch Connectors ola ae 125 Ui BRI aUD2t 
TM Wl . TM it t 4 : t 
kyDock™ 30" 6-Dock Apron and (6) SkyHook™ Switch Connectors J 30 3 a" Dia. FORD AOID24 
Overall Item 
Jaw Cap. Length No. 
Pipe Wrenches a 
1%" 10" 24AK36 PROTO 
2" 12" 24AK37 
z 14" 24AK38 
; oF aie _ Tool Collars and 
Overall ltem » 7 
Size Length Offset No. ' Heat Shrink Loops 
Striking Wrenches - 12-Pt. SAE , 
ee ry Gi Tool collars and heat shrink loops are weight 
1%" 11" 15/6" 24AK04 and size rated for best fit on a wide range of 
lea ua dls sll tool sizes. Existing tools can be retrofitted with 
1% 10% Hg 24AK06 
The 11% Fg" O4AKO7 the same Proto Industrial Tether Attachments 
154" 12" Tv," 24AK08 Tool Collar , — used in the general product line. 
“6 " YA" ‘~ A . . 
ie 3 ee and Loop “= Kit No. 40JD18 includes an assortment of 8 
1%" 12% TAs" 24AK11 No. 24AL47 sizes of Tool Collars and Loops. Kit No. 40JD25 
a tah re ag includes an assortment of 8 sizes of Heat 
Ty 13/6" 1%e"___24AK14 shrink Loops. 
THe" 37/6 1%e 24AK15 Fit hari 
WA 1376" 124" DAAK16 Shaft Dia. No. 
THe" 1376 17 24AK17 Tool Collar and Loop 
: a 1376 12%" 24AK18 0.035" to 0.094" 24AL47 
PROTO D6 1314' 2 24AK19 0.094" to 0.156" 24AL48 
2 te Dae ale 
J 26 13%" 2" 24AK21 219 10 U.o1o 
Tethered Pipe 9. ya are ne 
svn 25/6" 13%" 2" 24AK23 earn se 
an ri ing 0.54" to 0.79 24AL53 
2% 1372 2 ZBL 0.79" to 1.0" 24AL54 
Wren ches Striking Wrenches - 12-Pt. Metric Heat Shrink Loops 
32mm 1054" 1%e 24AK25 0.25" to 0.50" 24AL58 
Pj 36mm 12 Vea" TH 24AK26 0.36" to 0.75" 24AL59 
ipe 41mm 127%" 1," 24AK27 0.55"to 1.25" 24AL55 
= Aluminum with steel jaw 46mm 1327/4" 13%" 24AK28 0.75 Be ae 
= Lanyard ordered separately 90mm eee ne ESRC ASA OAALGO 
= 55mm ie i) 24AK30 — wy to kV 24AL61 
oumcng om FIA Tie SAAR? Heat Shrink Loop ane oe K Ase 
ide fini Tool Collar and Loop Kit 
= Black oxide finish 7omm 1314" DV; 24AK33 No. 24AL55 0s tbt 40JD18 
= Fitted with heat 75mm 158%a" 24 Ya" 24AK34 Heat Shrink Loop Kit 
shrink tether loop 80mm 155%" 24 Vea" 24AK35 0.750" to 4" 40JD25 
858 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE” HAND TOOLS 
Find the wi. Find Solutions. Find Great Prices. Tethered Tools 















No. 24AL22 










as No. 38HW43 


No. 24AL29 


No. 24AL11 








Max. Jaw Overall Item (5 


Opening JawLength Length No. ia No. 38HW32 


Gannon Pig lips Tool Lanyards, Wrist Straps and Belts 


Locking Pliers . 
1% gy" 24AL21 PROTO Max. 
Handle Working Mfr. Item 


— 3! 
Slip Joint Plier - Knurled 
3Y6q" Yea 




















m1 {10 31CL52 . Description Load Model No. 
A rye——pyr—3icue- lethered Pliers Hard Hat Lanyards 
He P30" gr 31CL50 Lanyard w/Carabiner = JLANHATRD —_24AL31 
Slip Joint Plier - Rubber Handle = Integrated tether attachment ase (2 Hard Hat Lanyards and (2) Glove Holders — JPPESMPLKIT 40JD04 
31%" Tq" " “nti 
a cae As stot point in handle Single Triple Lock Carabiner 15 1b. JLANT5LB3LK _ 31CL17 
Te Zao" BF 31CL49 Overall Item Dual Triple Lock Carabiner 20 Ib. JLAN2Z0LBD3LK 31CL18 
Tongue and Groove Plier Jaw Type Length No. Triple Lock Swivel Carabiner : 40 Ib. JLAN40LBD3LK 31CL19 
3/30" 4¥%a" 7" 31CL25 Wire Twister Pliers Dual Triple Lock Swivel Carabiners 40 lb. JLAN40LBD3LKSW 31CL20 
1H" 2¥e2 10" a SESE 7 854" 24AL23 single Non-Locking SS Carabiner 12 i: aren oepae ean eee 
248. 2*%64" 12. 16TW24 Wire Stripper/Crimper : 
ru 3" 16" 16TW23 Box Style Crimp Bi 24AL22 Eee rat 25 lb. JLAN25LBDSS  24AL66 
Single Screw Gate Carabiner 15 Ib. JLANI5LBSSRP 24AL63 
Lanyard Kit: Includes 7 Assorted Sizes of Lanyards J ggcy © JLANSMPLKIT 40JD11 
ATV Wrist Strap Lanyard Kits 
ey r D-Ring Wrist Strap — JWS-DR 38HW36 
i -* Wrist Strap Lanyard — JLANWR6LB  38HW33 
. : \==@ Kit w/ D-Ring Wrist Strap and Lanyard — JDR1 38HW38 
No. 34GP67 Kit w/ (2) D-Ring Wrist Straps and (2) Lanyards = JDR2 38HW39 
: © Ki we ) Dn wre otiaps and “) Lanyards — JDR4 38HW30 
-Ring Pouch Set w/Pocket, Lanyar _ 
Tethered Wrenches PROTO and D-Ring Wit Strap System JRETSET|  38HW31 
; : : -Ring Pouch Set w. ockets, Lanyar 
= Fitted with heat shrink tether loop and D-Ring Wrist Cee : - JRETSET2 — d8HW41 
Comfort Belt and Belt Sets 
Overall Item Overall Item Comfort Belt - Med. Fits Waist 28 to 40" _ JBELICM-M_ _ 38HW43 
Size Length No. Size Length No. Comfort Belt - Lg. Fits Waist 40 to 54" — JBELICM-L_ —_ 38HW44 
Combination Wrenches - 12-Pt. SAE 16mm 9°%a" 24AJ92 Belt Adapter w/(2) Carabiners = JBELTAD2 38HW40 
V6. o%. 24AJ71 16mm 101%" 24AJ93 Comfort Belt - Med. w/ (2) Belt Adapters __ JBELTSET-M  38HW35 
ii ee NIE Damm 121%" —— danas — | ~Comfar Bal - Lg. w/ 2) belt Ad 
/16. (i 4AJ7 mm 32. 4AJ99 omfort Belt - Lg. w elt Adapters __ 
vp" 8" DANSTA ddmm 13%" 2ANJ96 and D-Ring Wrist Strap System JBELTSET-L_ S8HW37 
V6. 8" 24AJ75 26mm 1444" 24AJ97 D-Ring Pouch w/Pocket and Lanyard — JRETPOU1 38HW29 
75" giA" 24AJ76 28mm 15°%a" 24AJ98 D-Ring Pouch w/(2) Pockets and Lanyard — JRETPOU2 —38HW34 
M6 10%! 24AJ577 29mm 15°%64" 24AJ99 Tool Lift Bucket 
/4" 11" 24AJ578 30mm 15°%64" 24AK01 Bucket, 13° Dia. x 15° Depth, 100 Ibs. Max. Lift Wt. — JBUCK300LBZP 38HW32 
ie 11% 24AJ579 32mm 16°%4" 24AK02 Bucket w/D-Ring Wrist Strap System — JBUCKSET —_ 38HW42 
Ze 122 24AJ80 Flare Nut Wrenches - 6-Pt. SAE Accessories 
6 13%! 24AJ81 ex “As. 6%" 34GP67 4-Pocket Retractable Tool Pouch — JO72510ATA —_ 24AL45 
{" 14" 24AJ582 Vax he aA 34GP68 Tape Measure Sleeve — JTAPESLV 31CL47 
Te 15%" 24AJ83 % x Vie 8y4 34GP69 Glove Holder — JPPEGLV 24AL33 
1% 15% 24AJ84 Double Box End Wrenches - 12-Pt. SAE Glove Holder/Pouch — JPPEGLVPOU —_24AL32 
1Y%" 16% 24AJ85 Ae Xv 6'%6 34GP75 Sealing Tape — JMOL36RFOR 24AL46 
Combination Wrenches - 12-Pt. Metric Ye x Vo" 86° 34GP76 
7mm 2732" 24AJ87 Ae xe 9/6. 34GP77 
8mm 9!¥%32" 24AJ88 M6 x Ya" 11% 34GP78 
10mm 92%32" 24AJ89 ie x Ze 13 V8 34GP79 
12mm 14%4" 24AJ90 6X 1 15% 34GP80 No. 34GP45 
14mm 86. 24AJ91 Ye x1 7% 34GP81 
No. of Item 
Pieces Wrenches Included No. 


12-Pt. Combination Wrench Sets . | . 
15 5, ¥e, Ths, Vo, V6, Ve, Ws, Ys, V6, Yo, "ie, 1, 1s, 116, 170 21as70 | Tethered Ratcheting Wrenches Jasin. 


10 7, 8, 10, 12, 14, 16, 18, 20, 22, 24, 26, 28, 29, 30, 32mm 24AJ86 


6-Pt. Flare Nut Wrench Sets as Fi ith heat shrink tether | 
3 vex Ae, xe, % xX Ve 40JC85 Fitted with heat s eneh OP 
5 7mm x 8mm, 9mm x 11mm, 10mm x 12mm, 13mm x14mMm,15mx1/7mm 40JD05 Overall Item Overall Item Overall Item 
12-Pt. Wrench Sets Head Size Length _No. Head Size Length _No. Head Size Length _No. 
7 Ye xyes, “Ae x v2, %e xv, Ve xv, Vex’, %e xl, ve xiv 40JC83 Wrenches - 12-Pt. SAE %ex#i18 7% 34GP22 wx%e 6%"  34GP47 
11 6x7, 8x9, 10x11, 12x 13, 14 x 15, 16 x 18, 17 x 40JD22 Y'x#8 5" 384GP26  %o'x #18 7%" 34GP31_— Box End Wrenches 
19, 21 x 24, 22 x 24, 27 x 30, 30 x 32mm %o"x#9 5%" 34GP17 %'x#20 8%c6 34GP23  -12-Pt. SAE 


Ye x#10 5%" 34GP18 ¥'X#20 8%6 384GP32 Va x Ae" 4%"  34GP62 

Ae x#10 5Y° 34GP27 Me x#22 8% 34GP24 ¥% x eg" 5Y"  —34GP63 

Ye X#12 «66% = 84GP19)— "Ye x #22 «88% «= 34 G P33 Yo"xVe' 6%" 34GP64 

¥e X#12 86% 34GP28 Vy X#24  =—954' Ss BAGP34 5K x 1/6" 8 34GP48 

”*e X#14 6%" 34GP20 Yy'X #24 89%" = 34GP25 ¥xY%65 8%' 34GP65 

”e X#14 6%" 34GP29 Box End Wrenches -6-Pt.SAE  % x 7%' 9%"  34GP66 
7 





Vo" x #16 34GP21 Yix%e 4% 34GP45 
— nS | Yo! x #16 im 34GP30 ¥xve os  34GP46 
No. 24AJ63 No. of Item 
e Pieces Ssliae Wrauch $ Wrenches Included No. 
ombination Spline Wrench Sets 
Tethered Torque Wrenches stiches Ye! Ye 8, Tet VE, Ye, 8 Ve 40003 
13 7mm, 8mm, 9mm, 10mm, 171mm, 12mm, 13mm, 40JD13 
= Calibrated to +3% clockwise = Locking pin detent retains Gamabinatiow Saline Wrench sets Revenge to 
and +6% counterclockwise socket during use EI a Ya", ae BA ua a ZAC wa ed 
at 20 to 100% full scale = Fitted with heat shrink tether loop — | pyapspmypypenret pester 
: : Vaixre, ex Ae, axe, 7x “oe, 4x 40JC82 
Ae Primary Primary Overall ltem 6, 12-Pt. Wrench Sets 
Drive Size Scale Range Scale Increments Length No. 5 7mm x 8mm, 9mm x 10mm, 11mm x 12mm, 138mm x 14mm, 15mmxi17mm 40JC86 
ye" 20 to 100 ft.-Ib. 0.5 ft.-Ib. irae 24AJ66 6, 12-Pt. Wrench Sets - 25° Offset 
ye" 16 to 80 Nm 0.5 Nm 15%" 24AJ63 A Vix “6, x Ae, 2x6, 7 xX '"e, 44x Zz 40JD34 
Ai 50 to 250 ft.-Ib. 1 ft.-Ib. 284" 24AJ65 7 7mm x 8mm, 9mm x 10mm, 11mm x 13mm, 12mm x 14mm, 40JD31 
yp" 40 to 200 Nm 1 Nm 21¥2" 24AJ64 15mm x 17mm, 16mm x 18mm, 19mm x 21mm 


Sign in to Grainger.com® to see YOUR Pricing and MORE 859 


HAND TOOLS Scan. Order. Done. 
Tethered Tools Details on page Al. 
























® ha ‘ 
proto No. A 2) wo. 
24AJ67 +. 24AHO07 
Tethered Ratchets ll 
Drive No. of Sockets Item 
and Sockets Size Pieces Included No. 
socket Sets - SAE 
j iti t. Std. 
Sockets attach securely to ratchets using the Positive 70 The We Vas V8 HV TVA Ve TV 8 1 TACIT 
Control Pin Detent System that requires a separate ‘ 1 Ta", Ae", 8", Ae, Vo", Ae, 8, Vs’, V4", Her, Ve, Ae, 1' 24AH47 
tool to attach or remove the socket. Sockets cannot mA aan 19 ¥" Ae, V2, Ve, Ys, Ne, 4, He, Ze, Ae, 1, Me, 1%, He, 144", He’, 1%", Ae, 12" 24AJ01 
be removed without specific intent. Pin detent will FR 13 Ti Te Ty" Vie" Vs" Vie" Ws" Te Ua" Te TR ST" o4AH64 
engage correctly regardless of the direction the socket Sid Hex Be 19 ve Ne, ¥2,%6,%8,'Ne,%, Ve, 2, '%e,1,1%6, 1%, 1%6,14%4', 1%6,1%, 1/6, 1% 24AJ21 
is placed on the square drive. x 1" 10 75 Drive. Ve", Yaa" Vie Va” Vs", Vie, Ve". VS" Drive: Va" Vas’, 6" ANIA 
Socket Sets - Metric 
Overall Item 12 Pt. Std. 
Drive Size Length No. 33" a 6,7, 8,9, 10,11, 12,13 14 15,1617, 18, 19, 20, 21, 22, 23, 24, 25, 26mm 24AH06 
Reversing Ratchets YA" 24 10, 11, 12, 13, 14, 15, 16, 1/7, 18, 19, 20, 21, 22, 23, 24, 25, 26, 2/, 28, 29, 30, 31, 32, 36mm 24AH/5 
Ye" By 24AJ69 12 Pt. Deep 
Ye" 11 31CL45 yg" 1 6,7, 8,9, 10, 11,12, 13,14 15, 16,17, 18 19, 20, 21, 22, 23mm 24AH28 
Yo" 101" 24AJ67 Std. Hex Bit 
VY," 13: 24AJ68 yar, Va" 10 ¥s' Drive: 4,5, 6, 7, 8, 9, 10mm. %" Drive: 12, 14, 17mm 24AJ52 
Item Item Item Item Item Item 
Size No. Size No. Size No. Size No. Size No. Size No. 
Sockets, 12-Point Ye 24AJ13 73" 24AJ26 16mm 24AH17 26mm 24AH92 23mm 24AH46 
Standard - SAE 1¥5" 24AJ14 V6" 24AJ27 17mm 24AH18 2/mm 24AH93 Sockets, Hex Bit - SAE 
34" Drive Size He 24AJ15 V4" 24AJ528 18mm 24AH19 28mm 24AH94 Ya" 24AJ42 
V4" 24AH48 1%" 24AJ16 1H 24AJ29 19mm 24AH20 29mm 24AH95 Yar 24AN43 
6. 24AH49 16 24AJ17 PE 24AJ30 20mm 24AH21 30mm 24AH96 He 24AJ44 
ye" 24AH50 13%" 24AJ18 146" 24AJ31 21mm 24AH22 31mm 24AH97 3" 24AJ45 
“6. 24AH51 1/6 24AJ19 1" 24AJ32 22mm 24AH23 32mm 24AH98 Ae 24AJ46 
Ya" 24AH52 14," 24AJ20 "Ye 24AJ33 23mm 24AH24 36mm 24AH99 32" 24AJ47 
V6. 24AH53 Sockets, 12-Point Deep - SAE 1¥ 24AJ34 24mm 24AH25 Sockets, 12-Point 732" 24AJ48 
78" 24AH54 ¥g" Drive Size 16 24AJ35 25mm 24AH26 Deep - Metric Yo" Drive Size 
TH@" 24AH55 Ya" 24AH62 1%" 24AJ36 26mm 24AH27 34" Drive Size Ya! 24AJ49 
4" 24AH56 6. 24AH63 1% 24AJ37 ¥2" Drive Size 6mm 24AH29 I" 24AJ50 
Ye 24AH57 Ya" 24AH64 13%" 24AJ38 10mm 24AH/6 7mm 24AH30 "6" 24AJ51 
ZB 24AH58 532" 24AH65 1/6. 24AJ39 1imm 24AH77 8mm 24AH31 Sockets, Hex Bit - Metric 
16" 24AH59 Ya" 24AH66 1¥;" 24AJ40 12mm 24AH/8 9mm 24AH32 ¥e" Drive Size 
1" 24AH60 Ve 24AH6/ Sockets, 12-Point 13mm 24AH7/9 10mm 24AH33 10mm 24AJ53 
¥" Drive Size ye" 24AH68 Standard - Metric 14mm 24AH80 1imm 24AH34 4mm 24AJ94 
¥g" 24AJ02 Ye 24AH69 34" Drive Size 15mm 24AH81 12mm 24AH35 omm 24AJ55 
”e" 24AJ03 y4" 24AH/0 6mm 24AH07 16mm 24AH82 13mm 24AH36 6mm 24AJ56 
Y" 24AJ04 Ie 24AH71 7mm 24AH08 17mm 24AH83 14mm 24AH37/ 7mm 24AJ57 
Ve" 24AJ05 Ua 24AH72 8mm 24AH09 18mm 24AH84 15mm 24AH38 8mm 24AJ58 
3" 24AJ06 Ye 24AH/3 9mm 24AH10 19mm 24AH85 16mm 24AH39 9mm 24AJ59 
6" 24AJ07 il: 24AH74 10mm 24AH11 20mm 24AH86 17mm 24AH40 Y2" Drive Size 
4" 24AJ08 Yo" Drive Size 11mm 24AH12 21mm 24AH87 18mm 24AH41 12mm 24AJ60 
He 24AJ09 ye" 24AJ22 12mm 24AH13 22mm 24AH88 19mm 24AH42 14mm 24AJ61 
ZB 24AJ10 “6 24AJ23 13mm 24AH14 23mm 24AH89 20mm 24AH43 17mm 24AJ62 
He 24AJN11 yy" 24AJ24 14mm 24AH15 24mm 24AH90 21mm 24AH44 
il 24AJ12 Ve" 24AJ25 15mm 24AH16 25mm 24AH91 22mm 24AH45 
No. = = = eS ' 
52NN44 
“yoTENAcroUS¢< 
Tool Lanyards = \ h 
.HORK CFA IY 
a a Se 
= Third party certified with 2:1 safety factor 
= Tools not included 
No. 52NN47 


Squids® lanyards are designed to help reduce the risk of 
dropped tools. With features like hi tensile strength webbing 


and reinforced stitching, they are made to hold up to harsh Squids® Tool Tails™ 





>oTENactoUSé¢ 


No. 52NN40 environmental conditions. an d Trap S ergodyne: 
Orange/ 
Max. Gray | Lime | Black |HV Lime Max. Item  —- Pkg. 
Working Mfr. | Item | Item | Item | Item Working Load L Color No. Oty. 
Description Load L Model | No. | No. | No. | No. Web Tool Tails 
FX Series Lanyards 2 |b 3 ¥2 in Black 32TN14 6 
Tool Lanyard Dual Carabiner 10 lb. 38" to 60" 3110F(x) 52NN41)  — —_ — 2 |b 4 in Orange 32TN15 6 
Tool Lanyard Dual Locking Carabiner 15 Ib. 38" to 60" 3118F(x) 52NN43)  — — _ 2b _o 2 in Black 327N16 6 
Tool Lanyard Single Carabiner 10 Ib. 38" to 60" 3100F(x) 52NN40)  — _ — Elastic Loop Tool Tails 
Tool Lanyard Single Locking Carabiner 15 Ib. 38" to 60" 3108F(x)|52NN42,  — — — 10 Ib 11 in HV Lime 32TN24 3 
oe —— 
Extended w/ Loop and Stainless Steel , _ _ _ : in ime 
Carabiner 15 Lb Load Limit 15 Ib. 42054" STOTEXT 23MU31 Self Adhering Tape Tool Wrap 
With Loop and Stainless Steel Carabiner 15 Lb Load Limit 151b. 35to42" 3101 — (23MU30; — — 8 |b 145 ¥% in White A6AN62 1 
Retractable Lanyards Power Tool Trap 
Retractable Lanyard w/ Carabiner 1 Lb Load Limit 1 Ib. 48" 3000 — — |20YF54) — 6 Ib = Black 45NJ39 1 
Retractable w/ Loop 2 Ib. 48" 3001 — — |20YF55; — 6 Ib = Black 45NJ40 1 
Shock Absorbing Tool Lanyards Tape Measure Trap 
Dual Carabiner, Extended 10 lb. 42to0 54" 3110EXT| — —__| 5NPP5 | 5NPP6 2 Ib = Orange 40NJ41 
Standard Series Lanyards Fits Item Pkg. 
Dual Carabiner 10 lb. 35to 42" 3110 _ — __| 5NPP3 | 5NPP4 Shaft Dia. No. Qty. 
Single Carabiner 10 lb. 351042) 3100 — —__| 5NPN9 | 5NPPO Cold Shrink Tool Traps 
Single Carabiner, Extended 10 lb. 42 to 54" 3100EXT); — —__| 5NPP1 | 5NPP2 %4 to 12" 32TN19 1 
Tool Lanyards 1% to 1%" 32TN20 1 
Coil Hard Hat Lanyard 2 Ib. 18" 315/ — — _ |45NJ44 | 45NJ45 1% tp 212" 32TN21 1 
Coil Hard Hat Lanyard 2 Ib. (Ky 3158 — —__|45NJ46 | 45NJ47 Max. 
Grabber Anchor, Magnet Mount, Use a _ 3415 _ — |46An64) — Working ‘Mfr. Item Pkg. 
with Ferromagnetic Surfaces Description Load Model No. Qty. 
Grabber Anchor, Suction Mount, Use = __ 3410 = — |46AN63) — Squids® Tool Tethering Kits 
with Smooth Flat Surfaces Tape Measure lethering Kit-2lb 2 Ib. 3190  S2NN44 1 
Wrist Lanyards Power Tool Tethering Kit - 6lb 15 Ib. 3191  S2NN45 1 
Retractable Lanyard w/ Carabiner 3 Lb Load Limit 3 ID. oi 3114 — — _ |45NJ42| — Wrist Lanyard Tethering Kit- 3lb 2 Ib. 3192  S2NN46_ 1 
Wrist, L/XL 2 Ib. aA 31 1p — — _ |5NPP8, — Tool Tethering Kit - 10Ib 10 Ib. 3182  52NN47 1 
Wrist, S/M 2 Ib. WA Silo — — _|5NPP7; — Tool Tethering Kit - 2b 2 Ib. 3180  52NN48 1 
Wrist Tool Lanyard, Buckle, 8° L 3 Ib. 3" 3116 — — |45NJ43, — Tool Tethering Kit - 5!b © Ib. 3181  52NN49 1 
860 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° HAND TOOLS 
Find the Ww. Find Solutions. Find Great Prices. Safety Tools 


AMPCO® Nonsparking, Nonmagnetic, Corrosion Resistant Safety Tools Information 
OSHA's new Hazard Communication Standard now NONSPARKING NONMAGNETIC CORROSION RESISTANT 


requires nonsparking tools with flammable liquids.  QSHA, NFPA, MSHA and Prevent accidents and protect Chemicals, acids and salt 
For our full offering of nonsparking hand tools goto —_— other Standards Developing property in military, medical, and water over time diminish the 


Grainger.com® and search for "nonsparking tools." —_ Qrganizations require and electronics manufacturing loca- _ effectiveness of steel tools. 

Note: Static sparks can ignite flammable vapors, liquids, dusts recommend the use of nonspar-__ tions. Excellent for use in highly Ampco Safety Tools provide 

and residues. The alloys used to make Ampco Safety Tools are king tools where flammable sensitive magnetic equipment — durability, longevity and person- 
highly conductive and must be grounded if there is concern for += yanors, liquids, dusts or resi- and in clean room environments. nel safety in severe corrosive 


static-electric charge. AMPCO® and other copper based tools dues are present Meet ASTM F2503 and ASTM environments 
should not be used in direct contact with acetylene and some ; pode aniande : 


explosives such as amatol, azide salts, lead azide and DBX. 





EAMPCOS 


USA 






No. 4DC28 
Flange Wedge 


Nonsparking Tool Kits 


Kits contain nonsparking tools that 
should be used wherever there may 

be flammable or combustible dusts, 
liquids, powders, or residue present. It 
is recommended that nonsparking hand 
tools are kept in specially designed kits 
and inventoried routinely. This process 
helps to ensure that steel tools are not 
used accidentally by first responders. 





~~ es 
> — ~ eal es 
No. 49UR67 


Striking Wrench 


















No. 4DC29 
Adjustable Hook 


No. of Item 
Pieces Includes No. Spanner Wrench 
Screwdriver Kit 
Keystone Slotted %2 x 3", %6 x 6", ¥8 x 8", Phillips #1 x 3°, #2 x 4", #3 x 6", and Pouch 5MMO02 J) 
Combination Wrench Sets 
7 Ya" ie, Vo’, Ne’, %3, ¥4', VB" 1TDZ6 ty 
rd Metric: 8mm, 10mm, 12mm, 14mm, 17mm, 19mm, 22mm 4RNZ/ "be % 
sa ie LL ARNX9 spalceanter 
etric: 1.5, 2, 3, 4,5, 6, 7, 8, 9, 10mm 
10 He, Ya, Yao, Ve, Yao, Vie, Vo, Vs, Vac, and He 5MM03 morrer moons 
Tool Kits 
4 Zig stancard Screwdriver, 6/2" combination Fliers, g. AalUstab's End Wrench, 9" Crate Opener 8AKU0 
6/2" Combination, 10° Tongue and Groove Pliers, 9° Crate Opener, = 
6 Slotted 546", Phillips #2, 8" Adjustable Wrench 40275 at fwey 
11 8" Combination, 10" Tongue and Groove Pliers, 10" Shoe Handle Brush, Blade Knife 3%", Putty 4CZ76 USA ® 


Knife 1%", Slotted %c', Phillips #2, Claw Hammer 16 02z., 6", 10" Adjustable, 10" Pipe Wrench 
V6 x Ve", Ae x V2", Ae x %' and % x “%s' Double End Box Wrenches, #2 Phillips Screwdriver, Standard 


16 Screwdriver, 10" Adjustable Wrench, 6% and 8" Combination Pliers, Groove Joint Pliers, Common Knife, 96330 Fiammable Liquid Tools 


Stiff Putty Knife, Claw Hammer, 14" Adjustable Pipe Wrench, Shoe Handle Brush, Deck Scraper 








7 Long Nose with Cutter, 8" Combination, 12° Tongue and Groove Pliers, 10° Shoe Handle Brush, Blade iqui j 
17 Knife 534", Putty Knife 114", Scraper 3", Slotted 4c", Phillips #3, Claw Hammer w/Fiberglass Handle 16 oz. 4RU47 Liquids are the most common hazardous chemicals 
8" Slip dont Diagonal putting 10 rove Joint, ey SWE Fes, Jpotioue! pies found in the workplace. Use only nonsparking tools 
if Style Scratch Brush with Wood Handle, Slotted Screwdriver “6' X 6", Phillips 4 i iqui : 
Screwdriver 2" X 4", 8", 10" Adjustable, 12 pt. Box End 6", 2", %e6" Wrench with flammable liquids such as solvents, petro 
Socket Sets, 6-Pt. Standard chemicals, and hazardous waste. 
9 iy" V6" 7" 168" 14" 12" Drive 4DC12 it 
11 36, 38, 41, 46, 50, 55, 60mm; 3%" Drive ARPK1 Descrinti al 
15 THe", 198", 16, 12", 1%6", 154", 18" 14" THe" 17%", 2" Ys" Drive ARPJ9 FI Wed escription 0. 
21 ie 7, ae, Yat, Aol, Tao! Val, Vi) Yar eal, ie Ze Wiel 1 Wie TV, Te Drive TTEBG AISA Al RSA ARNU? 
26 10, 11, 12, 13, 14,15, 16, 17, 18 19 20,21, 22 23 24 25 26 27 28 29 30, 32mm: 14" Drive TTEC6 VA @AlbETan ARNUG 
eS | 4DC05 
6Lx14'Wx %'H 2VJ19 
7LX2Wx % 4RNU5 
a> é) ) TEx OWx %'H ADC16 
GAN leer : 7TY'L x 1BW x 156H 2VJ20 
SA ) 6'L x 1'W x 4H 4DC13 
SLx14Z'WxTH 40028 
Batter 8'L x 2'W x ¥%4'H ARNU4 
y No. 24Y877 No. 24Y884 8'L x 2'W x 2'H 460043 
T |! Diagonal Cutting Pliers Ratchet No. 24Y881 84'L x 2'W x 1%4'H 4DC04 
00 Ss ¥," Drive Socket Striking Wrenches, 12 Pt., SAE 
7%' L, 1%6' Nominal Size 49UR68 
=» Meets NFPA 70E standard ws : 14" Nominal Size 49URG7 
Insulated, nonsparking hand tools protect against hazards of mechanical sparks, friction and impact sparks. | —4 4%" Nominal Size AQUR71 
Charging batteries produce hydrogen gas which is extremely flammable and is not easily detected by i jee wee sas pee 
humans. These tools are exceptional for battery manufacturers, electrical safety consultants, and mainte- QL 11%e" Nominal Size 49URT76 
nance personnel who maintain battery systems, as well as those requiring uninterrupted power systems 1 i y fa Nomina ize peat 
(UPS) and battery rooms for mission critical operations including government, hospitals, hazardous industrial | orc: 5Ve' Nominal Size 4QUR81 
processing and controls, data centers, computer rooms, and network operations. 11% L, 2%6 Nominal Size 49UR87 
11%" L, 2%" Nominal Size 49UR88 
Item Item 11%" L, 2%" Nominal Size 49UR84 
Description No. Description No. 13" L, 2%" Nominal Size 49UR89 
Pliers Box End Wrenches Adjustable Hook Spanner Wrenches 
74" Diagonal Cutting Pliers 24Y877 5. ink 24Y888 4 to 6%' dia. Cap. 4DC29 
8%e' Slip Joint Pliers 24Y875 6 inL 24Y889 1% to 3" dia. Cap. ARPA 
84" Linemans Pliers 24Y876 6 M% In 24Y890 2 to 434" dia. Cap. 4RPC1 
10 % in Tongue and Groove Pliers 24Y878 Hand Ratchet Chain Wrench 
Screwdrivers ¥e in Drive, 7% InL 24Y884 20'L, For Pipes 8° to 12" 1TEB7 
No. 2 Pt. Phillips 24Y879 ¥. in Drive, 6-Pt. Insulated Sockets, Standard Valve Wheel Hooks 
Ae" Slotted 24Y880 Ac", 1 % inL 24Y881 13%'L, 90° Head 460053 
Adjustable Wrenches Yo" 1 Yin 24Y882 15%'L, 90° Head 460067 
4 inL 24Y885 Ae, 1 Yin 24Y883 Barrel Hooks 
10 inL 24Y886 6 inL Insulated Socket Extensions Fixed, 1500 Ib. Cap. 8DFC1 
For use with % in Drive Sockets 24Y887 Adjustable, 1500 Ib. Cap. 2ZB23 


Sign in to Grainger.com® to see YOUR Pricing and MORE 861 


HAND TOOLS Scan. Order. Done. = : 
Safety Tools Details on page Al. ie 


Find more information on Nonsparking, Nonmagnetic, and Corrosion-Resistant Safety Tools on page 867. 





Find more Ampco Safety Tools and information on Nonsparking Tools at Grainger.com®; search for "Ampco”. 






Hi 
{qs 
Mallet 
No. 2ZB28 * 
Blade 
No. 4CZ98 General 
: ue Nonsparking Tools 
Monkey Wrench Point Nonsparking tools are specifi- 
oes : aor : cally designed to perform 
Oo. . . 
TE wre nGal safely and exceptionally in 
No. 1TEBS most volatile environments. 
Item Item Item 
Description Brand No. Description Brand No. Description Brand No. 
Bars Double Face Sledge, 3 lb. Head Ampco _2VJ10 Nut Drivers 
Crow/Wrecking Bar, 18°L Ampco__9RC50 Double Face Sledge, 6 lb. Head Ampco___3NY51 7mm Hex, 8“6'L Ampco 46C052 
Crow/Wrecking Bar, 24°L Ampco 4DC14 Double Face Sledge, 8 lb. Head Ampco _2WJ11 Ys" Hex, 67'L Ampco 46C068 
Crow/Wrecking Bar, 30°L Ampco _9MJJ1 Double Face Sledge, 10 Ib. Head Ampco___3NY52 Vie’ Hex, 67'L Ampco 460015 
Crow/Wrecking Bar, 36°L Ampco__2WJ21 Double Face Sledge, 16 lb. Head Ampco _2ZB25 ¥" Hex, 7“6'L Ampco 460044 
Pinch Bar, 18"L Ampco _2ZB29 Double Face Sledge, 18 Ib. Head Ampco _2ZB26 Ae" Hex, 7“/6'L Ampco 46C062 
Pinch Bar, 30°L Ampco___8AZX8 Strikeforce™ Sledge, 22 lb. Head Ampco 49UG72 Wire Wheel and Cup Brushes 
Pinch Bar, 36'L Ampco __2WJ12 Strikeforce™ Sledge, 12 Ib. Head Ampco 49UG70 Crimped Wire Cup 
Pry Bar, 60°L Ampco__2VJ13 Mallets %" - 11" Arbor Hole, 3" Dia., 12,500 RPM Ampco _4RPR8 
Pry Bar, 68°L Ampco  8RMTI7 2 |b. Head, 14°L Ampco _9NKV7 %" - 11" Arbor Hole, 4" Dia., 8000 RPM —=Ampco _4RPR9 
Hand Chisels 4 |b. Head, 15°L Ampco _2ZB28 ¥s" Arbor Hole, 6" Dia., 20,000 RPM Ampco 460021 
Ya" OV4'L Ampco _ 4€Z60 6 Ib. Head, 15°L Ampco _9AKP5 Knot Wire Cup 
Ae, 5¥%'L Ampco__4RPPo Ye" Drive, 6-Pt. Sockets, Standard %" - 11" Arbor Hole, 3" Dia., 12,500 RPM Ampco 4RPR6 
He', 6Y2'L Ampco__ 40259 SAE %" - 11" Arbor Hole, 4" Dia., 7000 RPM = Ampco_ _4RPR7 
Ve, 12'L Ampco 460022 Ae, 1e'L Ampco__9PAS1 %-11 Arbor Hole, 6" Dia., 6000 RPM Ampco 460104 
Ye", 9V¥'L Ampco _46C058 ¥%" 1%6'L Ampco _1TEC7 Knot Wire End 
Yi" EL Ampco _46C013 Ab’, 1%6'L Ampco__8FF79 Ya" Shank, 1" Dia., 20,000 RPM Ampco _46C041 
¥4", O"L Ampco 46C012 Yo" 1%6'L Ampco __1TEC8 Knot Wire Wheel 
Yq" 14%'L Ampco 46C047 %e', 1%e6'L Ampco___1TEC9 N/A Arbor Hole, 4" Dia., 20,000 RPM Ampco __1TEB8 
He, 8'L Ampco__4€261 1%" 1%6'L Ampco 9GMR4 ¥8'-11 Arbor Hole, 6" Dia. 20,000 RPM Ampco _1TEB9 
7", 9"L Ampco 460023 %"1%A6'L Ampco _ 8PLN4 End Brush, 1" Dia Ampco _21XU95 
Rr 12'L Ampco___4RPP6 Ye WAe'L Ampco _ 9UN99 Cup Brush, 4" Dia Ampco__21XU93 
Ye", 9%4'L Ampco 46C011 Ya" 1A6'L Ampco _1TEF1 Cup Brush, 6" Dia Ampco 21XU94 
Pneumatic Chisels 2540", 1Ae'L Ampco _9CN64 Scrapers 
Hex Shank Se 1Ae'L Ampco__8F881 Hand, 634'L x 6'W Ampco_ _ 4RPU3 
Bull Point Tip, 21°L Ampco _ 4RPP7 7B" 1'L Ampco 9MP86 Hand, 7"L x 3'W Ampco _4RPT9 
2' Scaling, 7%4'L Ampco _4RPR2 Me, 1'L Ampco_ __1TEF2 Hand, 7"L x 4"W Ampco _4RPU1 
3" Wide Tip, 18°L Ampco__4RPP8 Tite Ampco__1TEF8 Hand, 7"L x 5"W Ampco _4RPU2 
Round Shank Ye" 1¥'L Ampco _9JC18 Hand, 8%"L x 6"W Ampco _4RPT8 
1%" with Retaining Collar, 7°L Ampco _46C008 1¥3', 1%'L Ampco__1TEF4 Hand, 9"L x 3"W Ampco___4RPT5 
1%" Scaling, 734'L Ampco__ 4RPP9 1%", 154'L Ampco __1TEF8 Hand, 9"L x 4"W Ampco__4RPT6 
22" Scaling, 9"L Ampco 4RPR1 Socket Extensions Hand, 9"L x 5'W Ampco __4RPT/ 
Drift Pins ¥e" Drive Socket Extension, 6"L Ampco 46C072 Hand w/Handle, 3%4"L x Ampco 1TEB2 
Barrel 5" Drive Socket Extension, 10"L Ampco 46C017 344'W, 19"L Overall 
“He, Ve Tip, 8'L, “ve ~~~ Ampco 4RPN2 9%" Drive Socket Extension, 16°L Ampco 460048 _Pick & Scaler, 17¥'Lx3'WAmpco__1TEBS 
He’ Tip, 8'L, Ae" Ampco _4RPN3 11'L Sliding Bar for Use with No. 460017 Ampco 46C010 _ Spray Booth Scraper 9¥4'L x 3"W  Ampco__4€Z93_ 
‘Ae’ Tip, 8'L, %e' Ampco _4RPN4 18'L Sliding Bar for Use with No. 46C048 Ampco 46C031 _ Spatula, Stiff, o"L Blade Ampco) W178 
%e' Tip, 'L, 16" Ampco _46C019 Screwdrivers Spatula, Stiff, 9°L Blade Ampco__4DC03 
Ye’ Tip, 8'L, 1%e' Ampco__4RPN5 Ye", 694'L Ampco _8DH14 Spatula, Flexible, 14°L Blade Ampco _8AFG5 
Straight He" Qs" Ampco _8DH15 Floor Scraper Blade, 6%4"L x 6"W Ampco _ 40298 
%4' Tip, 6'L, 2" Ampco _ 4RPL6 %", 75'L Ampco _9AKP6 Bricklayer Trowel 
%2" Tip, 6'L, Vie" Ampco _4RPL7 ¥",17'L Ampco 8DH16 0 /4'W x 8%2'L Blade, 5'L Handle Ampco__46C105 
Ye’ Tip, 8'L, Me" Ampco _4RPL8 Wrenches Cutting Tools 
‘/Aé' Tip, 10"L, 1%" Ampco _4RPL9 “Socket #  }©= 2 22 0000000000000 Flat Head Axe (5" Cutting Edge) 6 Ib. Ampco 2ZB22 
Yo" Tip, 10"L, 1%" Ampco 4RPN1 ¥" Drive, Hinged Handle, 12'L Ampco 46C009 Flat Head Axe (5" Cutting Edge) 8 Ib. Ampco___8TLL6 
Punches Ys" Drive, Hinged Handle, 18"L Ampco 46C027 Pick Head Axe (5° Cutting Edge) 6 Ib. Ampco__ 8DFCO 
Hand. 734'L. 1" Ampco _46C073 Monkey Pick Head Axe (5' Cutting Edge) 8 Ib. Ampco 8TLL7/ 
Center, 4°L, “6° Ampco _4RPL2 1%" Cap. 8'L Ampco _46C037 Hatchet, (3%s" Cutting Edge) 2.2 Ib. Ampco 9U689 
Center, 4%4'L, 4" Ampco _4RPL3 17%" Cap. 10°L Ampco 46C101 Pike Pole w/D-Grip Handle, 48°L Ampco___9KJ72 
Center, 5'L, ¥2" Ampco __4RPL4 2s" Cap. 12"L Ampco 46C059 Pike Pole w/Fiberglass Handle, 72"L Ampco _8TMP8 
Center, 6'L, 7" Ampco___4RPL5 2'%6' Cap. 15°L Ampco _1TEB4 Mattock 
Marlin Spike, 16'L Ampco _46C094 3" Cap. 18°L Ampco 460107 367%4"L Ampco _46C033 
Double End Scriber, 6'L, Straight, Amoco 46042 4%" Cap. 21"L Ampco __1TEBS Scoops ee 
90° Point, Ye'-dia. Handle PCO SOME atthe Open End SLXSWx2'H Apo SRPNS 
‘RoundPinPunches 9S X 7M, 31H 6'L Ampco 46C102 AL X4BWx3%'H SS Ampco4RPNO 
_%' Hex, i Tip TS Ampco ARPKG GX 8mm, 4'L Ampco _21XW89 JA4ILXSZWx4"H OO Ampco 4RPPT 
_%e' Hex, 4" Tip Apo RPK 7 x 8mm, 5'L Ampco 21XW93 ‘Square PointShovels 
_%e' Hex, Ye Tip AmpcoARPK8 7x 9mm, 5'L Ampco 21XW94 _D-Handle, 37h Apc TT 
he Hex, Y2' Tip Ampco ARPKS 8 x 9mm, 5"L Ampco _21XW95 _Straight Handle, o8°L_  Ampco RUSE 
_%/o' Hex, %' Tip Apo ARPT 8 x 10mm, 5'L Ampco _46C103 ‘Round PointShovels 
_14" Backing Out Hammer, %2' Dia. == Ampco_21XV13_—— 9.x 10mm, 5"L Ampco _21XW96 _D-Handle, 37°C Apc 
_ 14" Backing Out Hammer, %' Dia. == Ampco 21XV14_0— 9.x 11mm, 5°L Ampco 21XW97 Straight, 96%2'L Apo RUS 
_ 14" Backing Out Hammer, %6' Dia. Ss Ampco__21XV15__ 10 x 12mm, 5°L Ampco _4RPE3 ‘ScoopShovels 00 
Hammers 10 x 11mm, 5'L Ampco__21XW31 _D-Handle, 40"L Am pco WUT 
_ Backing Out, 2 Ib. Head, 14°L —— Ampco_ 46005440. x 13mm, 5%'L Ampco 21XW32 _LongHandle,60%2'L == SAmpco_ BRC 
_Cross Peen, 1% lb. Head, 14°L_ = Ampco__ 460025 ~—Ss Ratchets OE EO | 
_Cross Peen, 2% lb. Head, 15" Ss Ampco_ 460018 ¥e" Drive, 7¥4'L Ampco___4RPY1 Garden/Mixing Hoe, 4°W x Ampco 1TDZ3 
_Cross Peen, 3¥2 Ib. Head, 15"L_ ——Ampco 460049" Drive, 10°L Ampco _ 1TEF6 ee Oe << —_———— 
_Scaling, 1 Ib. Head, 14°L SS Ampco 4RPK4 3" Drive, 18°L Ampco__4RPJ8 arden/Mixing Hoe, 8°W x 
~Scaling, 1% 1b. Head, 14°C Ampco4RPK5 ~— 24" Straight Pipe Wrench Westward 23X843 BL Blade, 55" Handle _ sola 
Scaling, 3 lb. Head, 15°L Ampco__ 8PHY2 planters Mixing "oe, a WX Ampco 4RPP2 
Bricklayers, 11% Ib. Head Ampco _ 4RPK3 7/'L Blade, 55" Handle 
862 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yf. Find Solutions. Find Great Prices. MRI Tools & Drain Cleaning 
Item Item Item Item 
Description No. Description No. Description No. Description No. 
Screwdrivers 2 |b. Head, 14°L 3NY47 ,11%'L 40021 14'L 4DC07 
#1 Phillips, 6%2'L 4CZ89 2% |b. Head, 14"L 9CXLO M6", 12'%6'L 5MMO8 —s18°L 4DC08 
#2 Phillips, 7¥'L 4CZ88 Double Face Engineers Hammers 1", 14'L 40022 24'L 4DC10 
#3 Phillips, 10%'L 4C2Z91 2 |b. Head, 14°L 3NY49 1%", 1534'L 4DC23 36'L 4RPC5 
#4 Phillips, 13°L 8A979 2% |b. Head, 14°L 2VE99 1%16', 15%'L 460035 3 = 48'L 8ADX7 
Ve" Slotted, 9%4'L 2VJ15 2% |b. Head, 14"L 3NY50 16", 14°L 5MMO09 Aluminum 
Y4" Slotted, 7%'L 46C026 = 3 Ib. Head, 14°L 460007) 1%", 16'%e'L 5MM10 —s10°L 4RPC3 
Ys" Slotted, 9%8'"L 46C066 Hammer/Claw Crate Opener 1%6', 16'%6'L 4RNZ8 14°L 4RPC4 
%e' Slotted, 6%2'L 4CZ94 Q'L 40263 196", 181%e'L 4RNZ9 18'L 4DC09 
%e' Slotted, 10%'L 4CZ95__—s—~Pilliers 1/6, 18 %e'L 4RPA1 24'L 40011 Wire Brush 
¥" Slotted, 13°L 40296 7" High Leverage oV14 1%", 18%e'L 4RPA2 36'L 4RPC6 No. 4CZ57 
¥" Slotted, 17°L 4C2Z97 Diagonal Cutting Plier 194", 20'e'L 4RPA3 48'L 8RF38 i fas 
Hex Keys 7" Long Nose Plier 4CZ86 1/6", 22°%'L 4RPA4 Wire Brushes 
SAE 8%" Linemans Plier 1TEB1 116", 22%'L 460046 _——Flat Back, 74'L 2ZB24 
Ve, 134'L ARNU8 = 6% Slip Joint Pliers = 4RPK2 194", 2258'L 4RPA5 Toothbrush Style, 7%'L_ 2ZB30 
%2", 2'L 4RNV3 8" Slip Joint 4C784 2", 22%8'L 4RPAG Curved Handle, 10". _ 4€Z57 : 
Ye 2A'L ARNV4 Combination Pliers 238", 2254'L 4RPA8 Curved Handle, 1334"L_ 4CZ58 iS Putty Knife 
er, AVL ARNV7 10" Tongue and 4cz87 Adjustable Wrenches Tin Snips gs? No. 40272 
oe aE anys arogye Pliers , nae a antes iS Straight 4RPP3 
RSs 4 " Tongue an cd 40025 nives = 
5" 6 VAL ARNW1 Groove Pliers 40285 ie" 10 4DC26_ Common, panty MRI Nonmagnetic Tools 
Yq" 1 V4'L 4RNW3 Combination Wrenches, aaa 4DC27 Sheepsfoot, 6%4"L : ee 
ea 12 Pt., 15° Offset re! ull ; ARNU7 oman Butcher, ARPR3 Magnetic steel tools have the ability to 
aw Hammers SAE rum Wrenches 4" i 
1 Ib. Head, 14°L 3NY48 3s", 6%6'L 5MMO05 Bung/Drum Plug (Fits oVJ22 Putty Knives be unexpectedly launched through the air 
aval Head, 14'L OVXZ7 B" 7b 4DC17 ES Plugs) - sy Sut ieee Causing serious injuries and significant 
all Pein Hammers Ve, Yel 40018 ung Wrench 2% x 244" 16, oll i i j 
va lb. Head, 9¥'L  9DZ4B 3". B7A'L ADC19 (for 21 different bungs) 4D&15 a" sii acz72_ damage to expensive MRI equipment. Using 
Alb. Head, 14 L BPDES "8. 9941 SMMO7 [Straight Pipe Wrenches 4" Stif TGXKS MRI-certified nonmagnetic tools helps protect 
. Head, 14° ¥4", 10%'L 4DC20 ronze 6" Flexible 
1voib. Head, 14°L 3NV46 1346", 11560L 46C034. _8'L 8W815 [Deck Scrapers employees and equipment for maintenance 
10°L ARPC2 4%" Blade 4¢z90__ and repair work. 
Drain 
Line Cap. Cable Max. Mfr. Item 
1.D. (in.) Size Run Voltage Includes Brand Model No. No 
Closet Augers : 
Battery Powered M12" Drain Snake 54DM18 
re to a Y;" x6 sim ° i i site — Milwaukee 2576-20 54DM16 
attery Powered M12™ i P quel 
6 ft. Toilet Auger. Tim RIDGID 
2'to4" v'x6ft. 6ft. 12.0 cae Battery, Milwaukee 2576-21 54DM18 —_———— 
attery Charger ry 
Toilet Auger 4 ft. Urinal Auger Closet, Urinal, 






1M"to  Y'x6ft, 4 ft., 12.0 SERIE Toilet Auger, 


2"/2" to 4" Urinal Auger 6 ft DLITHIUM™ Battery, Milwaukee 2577-21 S4DM19. Qn] Drain Augers 





¥" . . r] 
XAT Mine Auger helps for unclogging toilets, 4reeo4 
1M" to 2" W%'x4 ft. 4 ft. 12.0 REDLITHIUM™ Battery, Milwaukee 2574-21 54DM20_ floor traps and aids in blockage 
Hand Powered Battery Charger removal. Flexible cable resists 
= %” = = Ridgid 09787 _ 4€X10__—s kinking and has an Integrated 
Up to 2 Z §__— Auger Bulb Ridgid _96698_ 476621 _ Io -king device, holding cable in 
Up to 2 Vp 6 — Age spd ae Ridgid 96663 476622 place for easy telescoping exten- [F] and Spinners 
Upto2" __% (ee) —tiwaukee 49-16-2574 540M15 Sion. Milwaukee units feature See 
: : Vs i 
SE eae ee Milwaukee 49-16-2576 54DM14__ electronically controlled rpm and Clean drain lines up ns a. 
ombination Urinal Auger and Shower Drain Auger ql : tem 
Hand Powered orque power for tough clogs in Description No. 
ie of % 2 — Ridgid 46683 _31XN16__ tight traps. No. 31XN16 combina- i om Drain GATX9 
rinal Augers . r 
Battery Powered M12™ tion auger has left-hand wound Manual/Power GATY1 
M%'to2' *%'x4ft. 4ft. 12.0 — Milwaukee 2574-20 54DM17_ cable with C-cutter head. Drain Cleaner 





Drain Cleaning Guns ® 


Durable 2-pc. steel canister has an interchangeable inner 
drum for easy cable changes. Soft start. A slide-action chuck. 
Single-action feed automatically extends the cable down the 

pipe. Cable can be retrieved without reversing the drill motor. 





No. 
422W07 






No. No. 
6DNX7 22XP35 


ee 


Chuck Drain Line Max. Mfr. Item 
ine Cap. 1.D. (in.) Includes Run (ft.) — Brand Model No. 
orde 
Ya to 2 V2 AUTOFEED, C-1IC 6° x 25 Ft Cable 90 Ridgid 304/73 _ 6DNX7 
Manual —"10<-2 C-TIC 0-6, and C-PT Cables B13 Pin Key, 1-008 Bulb Auger, T-205"C" Cutter T-270 2 eo eee 
-11C, C-6, and C- ables, A-1-3 Pin Key, T- ulb Auger, I-205 ‘C’ Cutter, I- ve 
— Cables: Inner Core Cable 1c" x 25 ft Ce ere D5) Ye BCE 35), Vex BOLE EGE) Tools: Coupling Pin Key (PK-5/8) ~ ee 
3 1 ables: Inner Core Cable “6 x 25 ft. (CS- -25), ¥8' x 35 ft. (CE-3/8-35), “6° x 50 ft. (CE- -50), Tools: Coupling Pin Key (PK-5/8), 
Side —— 02” Bull Auger (BA-5/8), C-Cutter (CC-5/8), Spade Cutter (SC-5/8), Drop Head Auger (DH-5/8), Carrying Case, Pair of Leather Gloves 50 Westward = 22XP3/ 22XPa7 
Action ¥4 to 2% Cable Feeder, Inner Core Cable “e' x 25 ft. (CS-5/16-25) , Carrying Case, Pair of Leather Gloves 50 Westward 22XP35 22XP35 
¥4 to 22 C-11C, %e" x 25 ft. Inner Core Cable with Inner Drum, C-6, %" x 35 ft. Cable with Inner Drum, Carrying Case 30 Ridgid 36023 38HY60 
2% Inner Core Cable %e' x 25 ft. (CS-5/16-25), Carrying Case, Pair of Leather Gloves 20 Westward 22XP36 22XP36 
Drain Line Mfr. Item 
Includes I.D. Size Range Max. Run Model No. 
Cordless Milwaukee M12 Battery, Bare Tool 
Bulb Cable with Drum, 5 gal. Storage Bucket 1%" to 242" 20 i. 20/1-20 04DM02 
Cordless Milwaukee M12 Battery 
Drain Gun, REDLITHIUM™ Battery, Battery Charger, Bulb Cable with Drum, 5 gal. Storage Bucket 1%" to 242" 20 Tt. Zof 1-21 904DM03 
Cordless Milwaukee M18 Fuel™, Bare Tool 
— 1%" to 4" 20 ft. 2//2A-20 422W05 
Cordless Milwaukee M18 Fuel™ 
| —_ epee ore Bult. ead vane Me REDE Mena vompact cate patter ae ; 1%" to 4" 20 ft. 2//(2A-21 42206 
nner Core Bulb Head Cable, 16 X 39 ft. Inner Core Coupling Cable wit ™ Plating, able Attachments , 1° 17," : : 
Spade Bit, 1" C-Cutter, Small Bulb Head, Small Drop Head, Pin Key, M18™ REDLITHIUM™ XC Battery, Battery Charger, Case 1%" to 4 oft. = 2772B-21XC 42207 
Cordless Milwaukee M18 Fuel™ Switch Pack™ 
Anchor Cable, “6: X 75 ft. Inner Core Bulb Head Cable with RUST GUARD™ Plating, M18™ REDLITHIUM™ Battery, Battery Charger 1%" to 4" 100 ft. 2//0A-211 422W08 
Anchor Cable, Inner Core Coupling Cable with RUST GUARD™ Plating, (4) Cable Head Attachments with Rust Guard™ Plating, 11/4" to 4" 100 ft 9775B-211 42209 
1%" Spade Bit, 1%" C-Cutter, Medium Funnel, Medium Drop Head, Pin Key, M18™ REDLITHIUM™ Battery, Battery Charger i 
(2) Switch Pack™ Drums with Anchor Cable, (2) 2" x 50 ft. Inner Core Coupling Cables with RUST GUARD™ Plating, (4) Cable Head 41/1" to 4" 100 ft 9775C-222  422W10 
Attachments, 112" Spade Bit, 114" C-Cutter, Medium Funnel, Medium Drop Head, Pin Key, (2) M18™ REDLITHIUM™ Battery, Battery Charger 
Switch Pack™ Drum with Anchor Cable, M18™ REDLITHIUM™ Battery, Battery Charger 1%" to 4" 100 ft. 2/(9-211 422W12 


Sign in to Grainger.com® to see YOUR Pricing and MORE 863 


Scan. Order. Done. 
Details on page A1. 


HAND TOOLS 
Drain Cleaning 











ance Air Drain Cleaning Guns 
Clears clogged drains while leaving fixtures and drain covers intact. Power air flushes water out of pipes, removes grease 
and sludge from pipe walls. For 1" to 4" drain lines and can clear up to 35 ft. while Provides variable pressure dial control, 


ae allowing maximum force to clear up drain lines up to 35 ft. or less forceful power on delicate pipe systems. 


Drain Line + oe Mfr. Item 
Capacity |.D. Includes Max. Run Max. PSI Model No. 
M12™ Airsnake™ Drain aes OES: at ; fi Drain Plug AE OHESEC , th ; 

traight Connectors, 1 in to 4 in Drain Plug, 15° Offset Connector, Battery Charger, Case, 
a eae Drain Shroud Attachment, M12(TM) REDLITHIUM(TM) 2.0Ah Compact Battery 30 ft 90 2072A-21  Ae2Wi5 
(3) Straight Connectors, 1 in to 4 in Drain Plug, 15° Offset Connector, Battery Charger, Case, Drain Shroud Attachment, 235 ft 50 9572B-21 422W16 
M12(TM) Airsnake(TM) 10 in Extension, M12(TM) REDLITHIUM(TM) 2.0Ah Compact Battery, Toilet Seal Attachment 
Air Gun Extension 
Air Gun Extension 10 in 48-53-2570 422W17 








Propels a highly flexible hose through soap, sludge, and grease power scrubbing, flushing out debris, and restoring drain lines 
No. blockages. Two pulse actions push the hose through difficult bends _ back to free-flowing capacity. No. 13C596 includes two-wheeled 
aGKNs and traps. Corrosion-resistant pump with forged brass head mini- _ cart, easily fits through most standards size doors and maneuvers 
mizes leaks. Pressure control value allows quick and easy pressure __ with ease. 
adjustment while 
Drain Line Flow Power Mfr. Item 
1.D. Size Range Max. Run HP Jet Pressure Rate Source Includes Model No. 
(4CW98) % In. x 110 ft. Jet Hose, Cart with Hose Reel, H-41, H-42, and 
1%" to 4" 200 ft. 2 1750 psi 1.4gpm — Electric Motor H-44 ¥%" NPT Nozzles, H-51 and H-52 ¥%" NPT Nozzles, 50' x ¥%" (15.2 mx 62697. 4CX15 
3.2 mm) Sink Trap Hose, Nylon 101208 Bag, Nozzle van OO 
Nan pt ; ; (5) Nozzles: H-61, H-62, H-64, H-71, H-72, “6 x /9 ft. Jet Hose, “4° x tL 
1%’ to 6 200 it. 6.5 2200 psi 2.4 gpm Gas Engine Jet Hose, 2" x 35 ft. Wash Hose, FV-1 Foot Valve, Nozzle Cleaning Tool. 63882 2RPC8 
Mtr. Model Nos. %4° NPT Nozzles: H-111 and H-112, H-38 Hose 
2" to 10" 300 ft. 16 3000 psi 5.5 gpm Gas Engine Reel with 200 ft. x ¥" ID Jet Hose, 50 ft. x %" ID Jet/Wash Hose, 37413 130596 


FV-1 Foot Valve, HW-30 Wash Wand, Nozzle Cleaning Tool 


RIDGID \ gotHengercer * WESTWARD’ 


Sectional Machines—Feature high-speed cutting action 
that allow you to drill through drain blockages quickly. Push 
the handle down and the cable spins at 710 rpm. Release 
the handle and the cable stops instantly. 


Note: To order additional cable see page 865. Additional drums and 
cable sizes are available; call 1-800-GRAINGER (472-4643). Accessories 





Drain Cleaning Machines 


Drum Machines—Have high-torque, long-running 
motors that combine with durable cables and cutters 
to eliminate blockages. Inner drum minimizes the 
potential of the cable flipping. Universal motor auto- 
matically slows cable and increases torque when met 
with obstructions. 









No. 


22XP40 
Drain 
Line I.D. Max. 
Size Range Run 
Drum Machines 
%'to1Ve" 30 ft. 
"to 2Ve" = 35 ft. 
Jf," to 4" 100 ft. 
200 ft. 
5 tt 
100 ft. 
100 ft. 
114" to 4" 
100 ft. 
100 ft. 
100 ft. 
3" to 8" 200 ft. 
3" to 6" 200 ft. 
3" to 8" 200 ft. 
3"to10" 250 ft. 
125 ft. 
4" to 8" 
125 i: 
Sectional Machines 
¥4" to 4" 100 ft. 
100 ft. 
1%" to 4" 
00 ft. 
150 ft. 
200 ft. 
2' to 8" 
200 ft. 


ITT 


Maximum 
Drum Capacity 


35 ft of %6" Cable 
100 ft of ¥8° Cable, 
90 ft of Y%2" Cable 
100 ft of ¥8" Cable, 
75 ft of Y2" Cable 
75 ft of 1/7" 


100 ft of 4" 


100 ft of ¥" Cable, 
75 ft of %2" Cable 
100 ft of ¥" Cable, 
75 ft of ¥2" Cable 
100 ft of ¥" Cable, 
75 ft of ¥2" Cable 
100 ft of #4" Cable, 
125 ft of %" Cable 


100 ft of %" Cable 


100 ft of 34" Cable, 
125 ft of ¥%" Cable 


100 ft of 34" Cable, 
125 ft of ¥" Cable 


100 ft of 34" 
100 ft. of 34" Cable 


50 ft of %6° Cable, 
35 ft of ¥s" Cable 


50 ft of %" Cable, 
35 ft of ¥s" Cable 


GRAINGER. 





Includes 


Hose Extension, Clear Cover 
%16 In x 35 Ft Inner Core Speed Bump Cable With Bulb Auger and Inner 
Drum, Autofeed With Guide Hose and Mounting Bracket 
(6A649) % In x 75 Ft Inner Core Cable, (1VXC6) 1% In Bulb Auger, (1VXD1) 1% In 
C-cutter, (1VXD5) 1% In Grease Cutter, (1VUZ9) Coupling Pin Key, Pair of Gloves 
13 ft. Guide Hose 
Yo" x 75 Ft Integral Wound Solid Core Cable, 4CW97 Tool Set Consisting Of 1%" 
Bulb Auger, 1%" C-cutter, 14" Grease Cutter and Coupling Pin Key 
1/2in. x /5ft. Solid Core Cable, Tool Box, Tool Set with 1%" Bulb Auger, 1%" C 
Cutter, 19%" Grease Cutter, Pin Key, Pair of Leather Work Gloves 
¥s" x 75' Solid Core Cable, Tool Box, Tool Set with 1%" Bulb Auger, 1/' C 
Cutter, 1" Grease Cutter, Pin Key, Pair of Leather Work Gloves 
K-400 Machine with Gloves, C-32 IW 3" x 75 ft. Solid Core (Integral Wound) Cable, 1-260 
Tool Set, Drain Cleaning Gloves, Operators Manual and Instructional Video 


Y" x 75 ft. Solid Core Cable 


¥3" x 75 ft. IW Cable, T-260 Tool Set 


(4CW83) 3% In x 100 Ft Inner Core Cable, (1VXE/) Spear Blade Cutter, (1VXE8) Retrieving 
Auger, (1VXF1) 2 In, (1VXF2) 3 In, (1VXF4) 4 In Double Cutters, Pair of Gloves 
% In x 100 Ft Integral Wound Cable, (1VXF1) 2 In, (1VXF2) 3 In, (1VXF4) 4 In Double Cutters, (1VXE7) 
Spear Blade Cutter, Pair of Work Gloves, 2 Reclining Legs, % In x 2 Ft Trap Leader, Tool box 


100 ft. x %" Cable 


(4CW83) % In x 100 Ft Inner Core Cable, f VXE/) Spear Blade Cutter, ee Retrieving Auger, (1VXF1) 
2 In, (1VXF2) 3 In Double Cutters, 4 and 6 In Double Cutter Blade Only, (1VXE9) Spiral Sawtooth Cutter, 
1VXE6) 3 In P-trap Cutter, (1VXG2) % In x 2 Ft Flexible Leader, Hex Key, Pair of Gloves, Tool Box 
Tool Set with 1%" Spear Blade, 1-2" Retrievable Auger, 2° Double Cutter, 3" Double Cutter, 4" Double Cutter, 
Pin Key, Cable Feeder and Cable Guide (Cable 22XP57 Not Included), Tool Box, Pair of Leather Work Gloves 
Tool Set with 134" Spear Blade, 1-2" Retrievable Auger, 2° Double Cutter, 3° Double Cutter, 4" Double Cutter, 
Pin Key, Cable Feeder and Cable Guide, Tool Box, Pair of Leather Work Gloves, Inner Core Cable 94" x 100 ft. 


Machine Only 
1VXA1) Adapter With %e In x 25 Ft Cable With Bulb Auger, I VXB1) Adapter With % In x 35 
t Cable With Bulb Auger, 6 Sections of (6X908) % In x 7% Ft Sectional Cable, (1VXC4) 5 In 
Straight Auger, (1VXC6) 1% In Bulb Auger, (1VXD1) 1% In C-cutter, (1VXD5) 1% In Grease Cutter, 
(1VUZ9) Coupling Pin Key, (1VUZ8) Left Leather Mitt With Steel Studs, Cable Carrier 
Rigid Sectional Machine, K-50 Dry Cleaning Machine, Operators Manual, 1-201 Straight 
Auger, Cutter T-211 Spade Cutter, A-13 Coupling Pin Key, A-10 Cable Carrier, A-14-6 Rear 
Guide Hose, and A-1 Left-Hand RIDGID Drain Cleaning Mitt in the A-30 Kit 
Operators Mitt, Rear Guide Hose, Cable Carrier, Five 15 ft Sections Of “s° Cable, Straight Auger, 
Funnel Auger, Spade Cutter, Retrieving Auger, Sharktooth Cutter, Tool Box, Pin Key 
7 Sections of (2W354) 1% In x 15 Ft Sectional Cable (For Total of 105 Ft), (1VUZ8) Left Leather 
Mitt with Steel Studs, (1VXC3) Straight Auger, (1VXD9) Funnel Auger, (1VXE2) Funnel Retrieving 
Auger, (1VXC2) 2% In Sawtooth Cutter, (1VXG4) 3 In Sharktooth Cutter, (1VXE4) 2% In Grease 
Cutter, 2 Hex Keys, 12 Ft Rear Guide Hose, Coupling Pin Key, 2 Cable Carriers, Tool Box 
7 sections of (2W354) 1% In x 15 Ft Sectional Cable (For Total of 105 Ft), (1VUZ8) Left Leather 
Mitt with Steel Studs, (1VXC3) Straight Auger, (1VXD9) Funnel Auger, (1VXE2) Funnel Retrieving 
Auger, (1VXC2) 2% In Sawtooth Cutter, (1VXG4) 3 In Sharktooth Cutter, (1VXE4) 2% In Grease 
Cutter, 2 Hex Keys, 12 Ft Rear Guide Hose, Coupling Pin Key, 2 Cable Carriers, Tool Box 


Find even MORE on Grainger.com® 


available at Grainger.com®. 
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Brand 
Ridgid 
Ridgid 
Ridgid 
Rothenberger 
Ridgid 
Westward 
Westward 
Ridgid 
Ridgid 
Ridgid 
Ridgid 
Ridgid 
Ridgid 
Ridgid 
Westward 


Westward 
Ridgid 
Ridgid 
Ridgid 
Ridgid 


Ridgid 


Ridgid 


Mfr. 
Model 


99808 
(Vi22 


53117 
72869V 
26998 


22XP38 

22XP39 
52363 
27013 
27008 

K-750/42007 

93557 
47047 


60052 


22XP40 
7DD56 


98920 


59000 


58960 


66497 


23712 


23717 


Item 
No. 


476623 
SLCO09 


4CX03 
J3RF39 
2AER5 


22XP38 
22XP39 
45MJ52 
40GL42 
40GL54 
TATHS 
3FE63 
40GL57 


4CX14 


22XP40 
7DD56 


2RPC/ 


42249 


40GL50 


1XDX9 


1EZ18 


32748 


1-800-GRAINGER (472-4643) 


HAND TOOLS 
Drain Cleaning Cables & Accessories 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








Drain Cleaning Cables and Accessories 






Inner Core Cable w/ 












Mfr. Item 
Description Size Brand Model _ No. noparerenuuee Bole er eo ene 
For Use with Nos. 1ATH5, 3FE63, and 40X14 w/Bulb Auger 
Inner Core Cable % in x 25 ft Ridgid 92460 1WUZ2 
Inner Core Cable ¥e in x 50 ft Ridgid 92465 1WUZ4 
Inner Core Cable ¥e in x 75 ft Ridgid 92470 1WVUZ5 
Inner Core Cable % in x 100 ft Ridgid 43647 1VXH7 ip 
Hollow Core Cable % in x 100 ft Ridgid 58192 1VUX1 ( 
Integral Wound Cable ¥% in x 100 ft Ridgid 37643 130597 
Inner Core Cable ¥4 in x 50 ft Ridgid 92480 42979 
Inner Core Cable Ya in x 75 ft Ridgid 41212 1VXH6 
Inner Core Cable 34 in x 100 ft Ridgid 41697 4CW83 Bulb Auger 
Flexible Leader Ya in x 2 ft Ridgid 92560 1VXG2 
Bulb Auger 1% in Ridgid 51762R 1VXC1 
Retrieving Auger 2% in Ridgid 92500 1VXE8 : 
P-Trap Cutter 3 in W Ridgid 92485 1VXEG Pua cue 
Spade Cutter 1% in Ridgid 92495 1VXE7 
Spiral Saw Tooth Cutter 3 in W Ridgid 92505 1VXE9 
Double Cutter 2 inW Ridgid 92510 1VXF1 
Double Cutter 3 inW Ridgid 92520 1VXF2 
Double Cutter 4inW Ridgid 92525 1VXF4 
3 Blade Cutter 2 inW Ridgid 92535 1VXF6 & 
3 Blade Cutter 3 inW Ridgid 92540 1VXF8 » 
Autofeed Assembly = Ridgid 43642 1VUZ7 * 
For Use with Nos. 5LC09, 4MY89, 42661, 2ZB61, and 42249 Spiral Sawtooth Cutter 
Inner Core Cable w/Drop Head Auger V6 in x 25 ft Ridgid 56787 1VUW8 3-Blade Cutter 
Inner Core Cable w/Drop Head Auger 6 in x 35 ft Ridgid 56797 1VUW9 
Inner Core Cable w/Male Coupling ¥e in x 20 ft Ridgid 62245 6X907 
Hollow Core Cable w/Drop Head Auger Ve in x 25 ft Ridgid 62235 1VUX4 
Hollow Core Cable w/Bulb Auger %e in x 50 ft Ridgid 89400 1VUY7 
Hollow Core Cable w/Drop Head Auger %e in x 50 ft Ridgid 89405 1WUY9 
Hollow Core Cable w/Bulb Auger “6 in x 25 ft Ridgid 62225 1VUX3 
Hollow Core Cable w/Bulb Auger Je i X30 Hi Ridgid 62250 1VUX5 
Hollow Core Cable w/Male Coupling 38 in x 35 ft Ridgid 62260 1VUX6 ; 
Straight Auger 5 ink Ridgid 62990 1VXC4 Straight Auger 
Bulb Auger ein W Ridgid 63000 1VXC8 
Bulb Auger 1% in W Ridgid 62995 1VXC6 
Funnel Auger oink Ridgid 63010 1VXD3 
Drop Head Auger 4inl Ridgid 63065 1VXD7 
C Cutter 1% in W Ridgid 63005 1VXD1 
Spade Cutter 1% in W Ridgid 63035 1VXD5 
For Use with Nos. 42249 and 1XDX9 
Sectional Cable ¥% in x 7% ft Ridgid 62270 6X908 
Sectional Cable ¥inx 7% ft Ridgid 62265 1VUX7 Autofeed 
Sectional Cable % in x 10 ft Ridgid 51317 1VXH8 Assembly 
Sectional Cable ein x 15 ft Ridgid 62275 1WUX8 
Sectional Cable 1% in x 15 ft Ridgid 62280 2W354 Mfr. Item 
Clutch Jaw Set — Ridgid 59450 1VXB5 Description Size Brand Model _ No. 
Cable Adapter w/Bulb Auger “6 in x 25 ft Ridgid 59250 1VXA1 Spiral Saw Tooth Cutter 2% in W Ridgid 61970 1VXC2 
Cable Adapter w/Bulb Auger ¥e in x 35 ft Ridgid 59255 1VXB1 Spiral Saw Tooth Cutter 3 in W Ridgid 98035 1VXG4 
Drain Cleaning Mitt, Left Hand = Ridgid 59205 1VUZ8 Spiral Saw Tooth Cutter 4 in W Ridgid 98040 1VXG6 
Drain Cleaning Mitt, Right Hand _ Ridgid 59295 1VXB3 Clutch Jaw Set 1% in Ridgid 59320 1VXB4 
Coupling Pin Key for ¥ Cable — Ridgid 59230 1VUZ9 For Use with Nos. 22XP38 and 22XP39 
For Use with Nos. GATX9 and GATY1 Inner Core Cable ¥ in x 75 ft Westward —  22XP48 
Hollow Core Cable %e in x 35 ft Westward — _ 6ATYO Inner Core Cable Yoin x 75 tt Westward —  22XP56 
For Use with Nos. 22XP40 and 7DD56 Bulb Auger 1¥%inDx3”%inL Westward — 22XP50 
41%e6inx 11 C-Cutter 1¥%inDxi%inL Westward —  22XP51 
cat ese — neon eels eee) aaa Spade Cutter 1% inDx1%inL Westward —  22XP52 
or Use with Nos. , an 13%x7% 
Guide Hose = Ridgid 26778 2AER7 Autofeed Assembly x45%6in Westward = — 22XPat 
For Use with Nos. 40X03, 2AER4, 2AER5 Coupling Pin Key % in Westward —  22XP54 
Inner Core Cable w/Bulb Auger %e in x 25 ft Ridgid 56782 4CX08 For Use with Nos. 7DD56 and 22XP40 
Inner Core Cable w/Male Coupling ¥e in x 50 ft Ridgid 37842 1VXH3 Inner Core Cable ¥4inx100ft Westward — 22XP57 
Inner Core Cable w/Male Coupling ¥g in x 75 ft Ridgid 37847 6A649 Retrieving Auger 1%indiaX5inL Westward — 22XP59 
Inner Core Cable w/Male Coupling ¥ in x 100 ft Ridgid 37852 1VXH4 Spade Cutter 1% inDx2%inL Westward —  22XP58 
Inner Core Cable w/Male Coupling Yin x 50 ft Ridgid 37857 1VXH5 Double Cutter 2inDX2“4inL Westward — 22XP60 
Inner Core Cable w/Male Coupling Yoin x 75 ft Ridgid 37862 4CW70 Double Cutter 4inDX5%inL Westward — 22XP62 
Solid Core Cable w/Male Coupling ¥e in x 75 ft Ridgid 87582 6NZ27 Double Cutter 3inDx3”inL Westward — 22XP61 
Solid Core Cable w/Male Coupling Yo i & 75 ft Ridgid 87597 6NZ28 Coupling Pin Key % in Westward — 22XP55 
For Use with No. 46X03 For Use with Nos. 22XP35, 22XP36, and 22XP37 
Autofeed Assembly _ Ridgid 60087 1VXB7 Inner Core Cable w/Bulb Auger %e in x 25 ft Westward — 22XP42 
For Use with Nos. 1EZ18 and 3Z748 Hollow Core Cable ¥e in X 35 ft Westward —  22XP43 
Straight Auger 1 in W Ridgid 62840 1VXC3 Hollow Core Cable % in x 50 ft Westward — 22XP44 
Funnel Auger 2% in Ridgid 63105 1VXD9 Bulb Auger ’inDx3”%inL Westward — 22XP46 
Funnel Auger, Retrieving 4inL Ridgid 63195 1VXE2 Spade Cutter 1inDx1i¥%inL Westward — 22XP53 
Spade Cutter 2% in W Ridgid 63205 1VXE4 Drop Head Auger ”inDx3%inL Westward — 22XP47 
* Works only on No. 1ATH5 Drain Cleaning Machine, sold on page 864. 
No. of Mfr. Item 
Pieces Description Includes Brand Model No. 
Drain Cleaning Accessories 
A-1 Left Handed Mitt, A-10 Cable Carrier, A-13 Coupling Key, A-14-6 Rear Guide Hose, Six Sections C-8 sat 
14 Gable Kit for No. 42249 Cable 94 in X 714 ft, T-202 Bulb Auger, 1-205 C Cutter, 1-211 Spade Cutter, T201 Straight Auger Ridgid = 59865 IVUX2 
5 eet ADAG ond o7aed 1 in Grease Cutter, 1% in C Cutter, 4 in Long Drop-Head Auger, % in Bulb Auger, Coupling Pin Key Ridgid 48482 —1VXB9 
aed BA-5/8 Bulb Auger, CC-5/8 C-Cutter, DH-5/8 Drop Head Auger, PK-5/8 Coupling Pin Key, SC-5/8 Spade Cutter 1 in Westward  —  22XP49 
ee BA-5/8-1 Bulb Auger, CC-5/8 C-Cutter, PK-5/8 Coupling Pin Key, SC-5/8-1 Spade Cutter 134 in Westward  —  22XP45 
4 Tool Set for %" Cable 1% in Bulb Auger, 1% in C Cutter, 1% in Spade Cutter, Coupling Pin Ridgid 49002 4CWw97 
4 Tool Set for %" Cable (4) Tools, 134 in Spade Cutter, 2% in Knife Cutter, Coupling Pin Key, Funnel Auger Ridgid 54992 4CX04 
— Switch Pack Drum For Use = Milwaukee 47-53-2775 422W13 


With All Brand Cables 
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HAND TOOLS 
Camera & Location Systems 


Scan. Order. Done. (= 
Details on page A1. - 





Camera Reel 
No. 6DNY3 


Camera Systems 
CAMERA REELS 


Waterproof, 3-pin SeeSnake® reels feature 
abrasion-resistant wrapped inner core with 
integrated power/video signal. Hardened 
stainless steel camera head spring assembly 
provides optimum durability. In-line transmitter 
is located behind camera head. Scratch- 
resistant lens cover is made of sapphire 
crystal. Rugged, high-intensity light provides 
exceptional viewing. Include footage counter 
on monitor and fiberglass push rod. Reels have 
metal frame, polyethylene drum, and centering 
guides. They're designed to create a custom 





NanoReel 
Camera Reel inspection camera system based on specific 
Digital No. 13C592 applications, and work with monitors on this 
Recording page. Self-leveling cameras provide clear 
Monitor images that stay upright. 
No. 53RH23 MONITORS 





Laptop Interface monitors work with SeeSnake® 
reels to provide recording, monitoring, and 
reporting. Clean keys control pad lets you keep 
gloved hands off your laptop while controlling 
camera recording and operation. Battery power 
allows you to inspect when AC power is not 
available. Include SeeSnake HQ monitoring/ 
recording software, AC power cable, and battery 
charger. SeeSnake HQ software lets you edit, 
archive, and deliver reports in print, on DVD, or 
online. 





: Pipe Push Rod 
— Description Cap. (in.) Length (ft.) 
Camera Reels 
: No. 13G252 microReel L100C 
mulcronee (CA350) Camera Reel I to4 100 
Se es microDrain™ Camera Reel 1% to 3 65 
oO. SeeSnake™ NanoReel 

Camera Reel % to 2 85 
SeeSnake® Max™ 
rM200 Camera Reel 1” to6 =: 
Monitors 


Digital Recording Monitor, 6/2" Monitor Size 

Digital Recording Monitor, 12%4" Monitor Size, Tool Only 
Digital Recording Monitor, 12/%4" Monitor Size, 

(2) Batteries & Charger Included 

Inspection Cameras 

M-12™ Inspector Kit, Rotating LCD Screen, Shaft Length 36" 
M-12™ Inspector Kit, Rotating LCD Screen, Shaft Length 9' 
CA-25 Inspection Camera 

microDrain/CA350 Digital Pipe Inspection System 
microReel L100C/CA350 Digital Pipe Inspection System 





Inspection Video, Image 
Inspection Camera Video, Audio, Image . 
Camera No. 53RH22 3' Shaft, 3.5" Touchscreen Monitor, Bluetooth Connectable 


Accessories 


No. 53RF31 Interconnect Cable 


Pipe and Utility Locating Equipment 


Pipe/Cable/Sonde Locator—Locate inline transmitters, 
remote transmitters (sondes), and energized direct buried 
cables. Push-button readings up to 15 ft. depending on 
soil conditions and signal strength. Features weatherproof 
membrane buttons, speaker, low battery warning, and 
manual gain control. 


NaviTrack Scout® Sonde/Line Locator—Sends signals 
out in multiple directions to maintain contact with transmit- 


RIDGID 





a quket 
Mine \ ROTHENBERGER 
INSPECTION CAMERAS 


Rigid®—Handheld Inspection Camera 

No. 260165 features pistol grip, 3 ft. RCA 

cable (video out), and 180° image rotation. 
17mm aluminum camera head and cable are 
waterproof up to 10 ft. Includes 2.4" color LCD 
screen, 4 adjustable LEDs in camera head, 
hook, magnet, mirror, and case. Pipe Inspection 
Systems Nos. 260163 and 26C164 include 
camera reel and CA-300 inspection camera. 
Feature monitoring capability and interchange- 
able drums. No. 26C163 includes rechargeable 
Li-lon battery, 2 ball guides, and reel No. 6EEEO. 
No. 26C164 includes rechargeable Li-ion 
battery, 2 ball guides, and reel No. 6DNY3. 


Milwaukee®—High-resolution color LCD and 
automatic shutoff. 12V lithium ion battery and 
30-min. quick charger included. Replacement 
battery and charger sold on page 681. 


ROTHENBERGER—Multifunction ROSCOPE® 
1000 technology features 720 x 480 pixel 
resolution (JPEG) and 5-pin connection for 
previous Rothenburger modules to be used. 
Function keys are arranged for single hand use. 
Includes headset connection for personal audio 
commentary, Li-ion battery for 3 to 5 hr. battery 
life, and SD card slot for storage. 


Camera Mfr. Item 
Dia. (in.) Brand Model No. 

0.98 Ridgid 35188 6DNY3 

0.86 Ridgid 37473 6EEEO 

%e Ridgid 40008 130592 

1 Ridgid 42348 34F824 

Ridgid 59978 53RH23 

Ridgid CS12X 53VA61 

Ridgid CS12X 53VA62 

Milwaukee 2313-21 13G252 

Milwaukee 2314-21 13G256 

Ridgid 40043 26C165 

Ridgid 40788 260163 

Ridgid 40808 260164 

Ridgid 36848 53RH21 

Ridgid 59898 53RH22 

Rothenberger 69608 53RF31 

Ridgid 33108 4PCE7 

td Lite RIDGID 





utility lines. Includes advanced search function, advanced 
map function, and depth measurement. Automatic or manual 
gain control. 


SeekTech™ Line Locator—Lightweight, rugged receiver 
traces frequencies from 10 Hz to 35 kHz through just about 
any terrain. Target line and guidance arrows help quickly 
identify distortion. 


ters for fast, easy locating at depths of more than 15 ft. Use 
it to locate SeeSnake® camera systems, so you can find the 
blockages that the camera is seeing, as well as to trace bare 





SeekTech™ Line Transmitter—Energizes metallic lines 
for tracing with a locator. An easy-to-read LCD and an audio 
signal provide feedback that allows confirmation of a good 
circuit before beginning a trace. 


Description 
Pipe/Cable/Sonde Locator, Up to 15ft. Depth 
Pipe/Cable/Sonde Locator, Up to 8 ft. Depth 
Navilrack Scout™ Sonde/Line Locator 
SeekTech™ Line Locator 
SeekTech™ Line Transmitter 
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Mfr. Item 
Includes Brand Model No. 
Batteries, Carrying Case, Operator's Manual Rothenberger 69001 4ETAS 
Carry Case Rothenberger 69606 53RF33 
Hard Plastic Carrying Case, Surface Markers and Clip, Instructional Video, Operator's Manual and Batteries Ridgid 19238 1VUT8 
(4) C-Cell Batteries, Hard Carrying Case, Marker Chips, Training CD, and Instructions Ridgid 21893 1DPH2 
(2) 25 ft. Coil Connectors, (8) C-Cell Batteries, Shoulder Strap and Instructions Ridgid 21903 1DPH4 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE° HAND TOOLS 
Find the ww. Find Solutions. Find Great Prices. Pipe, Chain Wrenches & Press Tools 










Strap Wrench 
No. 5PV87 


RIDGID 


\_ROTHENBERGE 


ipetool technologies at work Pi e 





. Overall Item 

End Pipe, * © Capacity Length Brand No. 

Cast Iron Chain Tongs - Iron Handle Material 
No. 4CW43 1% in to 8 in 50 in RIDGID 4CPE5 
GEDOREDV 2 into 12 in 64 in RIDGID 4CPE6 
; 4 into 18 in 87 in RIDGID 4CPE4 
PROTO Chain Wrenches - Alloy Steel Handle Material 

Ye in to 4 in 12 in Rothenberger 53RF08 
= Ye in to 6 in 45 Y% in Rothenberger 53RF09 
Chain and Yeinto8in  50in  Rothenberger _53RF10 
Ye in to 12 in 64 in Rothenberger 53RF11 


ty. : Miwon? Strap Wrenches 2intosin iin RIDGID _ 4CW47 
° DG . 2 in to 4 in 12 in Westward 39CG43 
(WESTWARD PROTO RIDGID oo Chain Tongs—Turn large- 9 in to 4 in {2 in RIDGID 3KHC2 








= diameter pipe during heavy-duty 22 into 5 in 18 in RIDGID 4CW48 
Pipe Wrenches GEDOREDY \S°THENSESSER | aonlcations. Designed and 28 —24inRibGiO neta 
applications. Vesigned a Zinto5in _24in Westward 1XJZ4 
WESTWARD | PROTO | RIDGID |MILWAUKEE| GEDORE | ROTHENBERGER 7 je ide plats Te aon RIDGID — 1XDY7 
reel nt 7 Hh tA ath ta rat a pete ult, an Chain Wrenches - Cast Iron Handle Material 
Earp pSUVSen STA - 7 7 » : fond POEDe ches Jaw SUES CaN: © 22i6 ito 36 in Westward  39CG53 
7 a ye TT = = be reversed. oe 
7 ; — — — — — ; . eplacement Strap _ 
is sn laid 6 I47 = = = Chain Wrenches—Double jaw Sin 29 Yin RIDGID 4CPE1 
End Pipe Wrench - Cast Iron provides ratchet-like action in Strap and Fittings Wrenches - 
14" +14" 6ATY5 — — — — — go Aluminum Handle Material 
2 either direction. ¥ in 12 in Rothenberger _53RF26 
jg 5 —|~ga aay —_| 40w4s | = = ; Yin, 8in 11 %in Gedore  425R41 
3 OR ——$§tinwaa a = = Strap Wrenches—RIDGID % in, 8 in 12in Rothenberger _53RF27 
Hex lve W : PESSHTE = _ = = tools have a woven nylon Strap Wrenches - Aluminum Handle Material 
SEEDS See eaee ne % to 5" — RIDGID 4cw49 
9%" 25" 6ATY4 — 4A504 — — — polyurethane-coated strap. Din — RIDGID AA505 
13" 2%" = = = 487R37 = = Westward® tools have a rein- 5 = RIDGID ACPE2 
enka iesch =ESSCon —__140Gh48 | _— = —- forced neoprene rubber strap. Sta Wrenches ~Polypropylon Handle Material _ 
' a — = -_ — ; ; 2 in in estwar 
Banta icc : sere ary Universal Chain Wrench— s 10 avench ca és ’ estar - one 
, ; rap Wrench Set - Polypropylene Handle Materia 
2 oe aeeeae = = = = = Forged steel handle has deep ain to in 25 in, 44 in Westward  5PV89 
= = — = = milled teeth. 6200-Ib. chain Universal Chain Wrench - Alloy Stee! Handle Material 


147, 3% | 39CG44 = = = = = 






, or em 
Offset Pipe Wrench - Aluminum capacity. /s in to 4 in 16 % in Proto 3R410 
14" 2" 1XJZ7 — 1EZ15 — — 53RF23 a 
182 1XJZ8 — 4CW45 | 487R40 — 53RF24 
24" 3" 1XJZ9 — 1EZ16 — — — 
Rapid Pipe Wrench - Aluminum 
18° 2%" — — 4MY88 — — — 
Straight Pipe Wrench - Aluminum 
10" 1%" 3MA10 | 38WF23 | 6GAG50 | 52XH85 — 53RF16 
10", 14" 1%" 2") 4YR92 — — — — — 
10" i — — — 487R47 — — 
12 e 3MA11_ | 38WF24 | 6YJ41 | 52XH86 — — 
14" 2" 3MA12__| 38WF25 | 6AG51 | 52XH87 — 53RF18 
14" 2 — — — 487R39 — — No. 
18° 2%" 4YR90 — 6AG52 | 52XH88 — 53RF19 53AY75 
18° 3 — 38WF26 | — — — — 
24" 3' 4YR91 — 6A653 | 52XH89 — 53RF20 
24" 3' — — — 487R41 — — 
24" 4" — 38WF27 | — — — — 
36" 5" 1XJZ2 38WF28 | 6AG54 | 487R45 — 53RF21 
48" 6" 6ATY3 44ZJ68 | 4NV22 | 487R46 — 53RF22 
Straight Pipe Wrench - Cast Iron 
6' A 39CG46 — — — — — 
6' Ys! _ 3R411 | 1XDY9 | 487R34 — — 
8' ie 3LY96 3R412 | 4A497 | 487R35 — — 
8' 1%" — — — — 53DU62 — : 
10" i 6ATY7 3R413 | 4A498 | 52XH81 — — Miwon 
10" 17 = — — — 53DU63 — 
12" 2 3LY98 3R414 | 4CW42 | 52XH82 — — Cordless Press Tools 
oe cee aid = Tas = = FORCE LOGIC™ delivers enhanced productivity by allowing you to cut, fasten, 
14" 5 3LV99 3R415. 4A499. -52XH83 = 53RF12 and connect using one interchangeable battery platform. Compact and light, 
14" 2% = — — — 53DU64 — these tools work on most major brands of fittings. In-line design provides 
$5 ~~ Age | A088 =| Aan Senne ae access to nearly anywhere you can fit your arm. REDLINK™ technology lets the 
13" WAL = 3R416 = me = _— tool automatically complete each press once engaged. A green light indicates 
24" 2! = = = 02XH90 = — full cycle has been completed. Reliable, rechargeable REDLITHIUM™ battery 
a AS MEE ee EO zolilalbe provides outstanding run time. Brushless motor for 50,000 cycle calibration 
24" 4" — 3R417 — — — — “an , : 
36" 5 1XJZ3 3R418 | 4A502 | 487R42 = 53RF15 intervals and faster cycle time. Include 2 batteries and charger. Nos. S3AY77 
48" 6" GATY2 3R419 | ANV21 | 487R43 = = include 3 attachable jaws. No. 53AY75 includes 5 attachable jaws. 
60" 8" 39CG51 | 36P245 | 1XDY8 | 487R44 — — 
Straight Pipe Wrench - Cast Iron, Federal Specification GGG-W-651E Press Tool Jaw/ Crimping Tool Item 
10" 1%" 3LY97 a = — — = _Pipe Capacity _ Force Length No. 
Straight Pipe Wrench - Steel M12™ FORCE LOGIC 
10" 1%" — = — — 53DU56 —— Y" to 1% 2./ tons 123%a 53AY76 
12" 174" = = = = 53DU57 = %' to 14" 2.7 tons 123% a" 53AY77 
24" 3" — — — — 53DU60 — M18™ FORCE LOGIC™ 
Swedish Pipe Wrench - Steel Yo" to 4" 3.6 tons 147%" 53AY74 
17" 23" — — — — 53DU52 — 2 to 4" 3.6 tons 14%" 53AY75 
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HAND TOOLS 
Tubing Benders & Swaging Tools 


Scan. Order. Done. 


Details on page A1. 































No. 3CYP1 


Overall 
Length Mfr. 
Outside Dia. Tubing (in.) (in.) Brand Model 
Geared 
i, "6, %, V2, %, Vs 16 Imperial 600-F 
Ratcheting 
SALE Ze 28 Ridgid 35180R 
No. 5MLV4 sie cz 28 Ridgid 35175 
% vu Ridgid 35170 
%, a, 3, Ys, Vs 1p Rothenberger 23022X 
M2 Ag, a3 % 10 _Rothenberger 24134 
ompoun 
A, Ao, % 11% Westward — 
No. 3CYU6 No. 3CYV2 No. I, Ae, ¥ 86 Westward — 
20UX03 A6, Va, 6, ¥ 11% General 153 
6, Va, 6, V3 10% Imperial 470-FHC 
Lever-Type 
= raven! RIDGID \ ROTHENBERGER yj 321); Imperial 364-FHA-12 
Tubing : 2 eta — 
BAILEIGH mmr petal —B64-FHE- 
Benders * WESTWARD’ i 19 Westward — 
% il Ridgid 36132 
. : : : 1 1 idaqi 
Geared—For bending aircraft-grade tubing. Calibrated to show angle of bend. G ae ae easter 
stainless steel and all other metal tubing Nonslip grip handle. fio 7 20, Rothenberger 20614 
2 8 8 ldgit 
of bending temper. Calibrated angle mark Foot-Operated—No. 20UX03 program- ¥, id Imperial 364-FHB-06 
ings from 0° to 180°. Worm gear with 50:1 , , %e 12 _Rothenberger 20191 
ae: Craniehandiehasitavelinc naan an mable tube bender shapes material while I; 14 Westward = 
? g fane grip. reducing delays with extremely fast i (8, —_Ridaid, 36007 
Ratcheting—High-geared mechanical automatic bending. Runs on 220V with he 10 Imperial  364-FHB-05 
ratios to bend heavy-wall steel tube, stain- single-phase power and bends up to 2.5” is int Westward 55033 
less steel tube, and hard copper water tube tubing and 2’ schedule 40 pipe. Stores up Wh 10 acer 364-FHB-04 
(types K and L). Produce uniform bends up __ to 170 internal programs of 10 bends each a 4 wet , 36122 
. os 4 2 — 
to 180°. Calibrated at 15° from 0° to 180°. andhas unlimited storage memory. Touch Th We, Vs 10% Westward = 
i I, V6, % 8 Ridgid 44852 
Compound—Bend copper, brass, steel, SGleel ot foot petal operates the bender A, Vs, Vs, Ve — Imperial 370-FH 
: : . . when not in manual mode. No. 20UX05 Ye. Va Ve. V5 Bi; Imperial 368-FH 
and aluminum thin-wall tubing, soft wire, iy REceL a Sy STRine on 22 Wh Spring Tube Bender Set 
and rod 180° in a single action. Calibrated Pp y . A, "o, 2, As, ¥2, % 10% Westward — 
angle markings from 0° to 180° for left eee eee CGeseites 
- ‘ without stopping or ratcheting. Foot- Tripod Tube Bender Stand, For Use With 6XGCO Rothenberger 58182 
right, and offset bends. 90° start angle. Outside 
operated petal lets you control the bender Dia. Bend Centerline 
Lever-Type—Make smooth, tight radius at variable speed. Feature digital auto-stop | Tubing Angle Bend Mfr. 
bends in soft copper and aluminum tubing _lets you choose the desired bend degree rani Opeare Radius __Markings _Typé_Brand_Model 
up to 180°. Open side slips over tube for easy and accuracy. Handles amaximum 9 toigo g'_—_—«Caital Read Out Frgctrig Ballelgh  aop-2s0 
at any point. No scoring or flattening of capacity of 3” schedule 40 pipe, 3” square ai Ta 
> §3  0to180 20" ~—dDigital Reag Out pvgrautic Balllgn  RpB-so0 
and 3.5” round tube. From 0° to 180° 'Y Industrial 
Overall 
Length 
comb Description Cap. Tubing O.D. (in.) (in.) Brand 
ombination Kits 
Single Flare “2, “6, 4, Ye, %, 
Flaring and Swaging Kit 37° Ae, V2, Ys, ¥4, Double Flare 6, 11¥; iniperal 
and 45° Single, 45° Double Va, Ve, V2, 2, %2, 74, Swage . p 
Ae, Va, Ae, Ye, 2, Vs, Ya 
Flares Vs, 416, 4, Ye, %, 
Flaring & Swaging, 45° Single ae a owas a 7 Imperial 
5 5 
Flares Vs. Vis, Va, 346, Ye 
Flaring & Swaging, 45° Single 6, V2, %2, ¥4; Swages V6, 10'%6 Westward 
Sing| ir a re ¥ ey, ¥ 
j 5 
Flaring & Cutting, 45° eR nee” a i 
Single and Double VARTA AE Ce Area tk) 
Flaring & Cutting, 45° Double Vie, Vis, V4, ¥2, As, ¥2, ¥ 7 Westward 
Flaring Tools 
*wesrwarp rating ane reaming Kit, 37° He, Te ey te % ry peta 
= arge Flaring Tool, 37° Ya, 4 Yi mperia 
Flaring and 4) Imper lal “WESTWARD RIDGID “Heavy-Duty Faring Toot, 37° Fe, Va, Vis, Yo, Ve, V 6 Imperial 
S Double Flaring Tool, 45° V6, My, Ae, ¥%, Ae, Y, % 11'%6 Westward 
waging nilaukee Self Adjusting Flaring Tool, 45° He to ¥% 4.7 to 16mm — Imperial 
Milw Adjustable Flaring Tool, 45° V6, V4, 16, ¥e, Ao, 2, % 5Y3 Westward 
Tools \ ROTHENBERGER Flaring Tool, 45° Single Lap He, Vs, 6, Ya, Vi, 9s 57% Westward 
Flaring Tool, 45° Single Lap Hie, V4, Ae, Vs, As, ¥2, ¥% 6% Ridgid 
j J iti : Flaring Tool, 45° Single L He, Va, 6, ¥3, As, V2, 7 Imperial 
Flaring Tools Use single flare fitting and reduces solder consump Faring Tool ie sinle [ap Fee a Vie "3 He : B oe -— 
tools in most non-high pressure tion. Can be used to recalibrate Flaring Tool, 45° Single Lap He, Va, Ve, Ve, V6, Vo, 7% Westward 
applications. Use double flare tools in © damaged tubing. Comes in plastic peng to A single Lap Ys, Ys, Ve, % TV. Ridgid 
high-pressure applications such as case. No. 38EY29 is for expansion of Socket Tool, 45° “Ae to % 9% Rothenberger 
automotive, AC, and refrigeration. PEX-a and ProPEX® tubing for termi- swaulalackens Tool, 45° As to 7 9¥2__ Rothenberger 
Swaging Tools—For joining copper nation to fitting. Built-in auto rotation Swaging Tool 46, Wh Ae, 4, ie z: BV imperial 
: ae provides accurate, one-handed expan- —__ Swaging Too! N16, 74, 116, 78, ¥2, 78 67i6__ Westward 
and other thin-walled tubing. Eliminate *. os ; ) Swaging Tool Set, 4 Pc. ts, Ve, V2, Ve 4¥% Ridgid 
need for coupling. Precision tapered. SIO". Precision expansion with rapid SETI ESS PE es pa ES EU 
return, integrated magnesium housing, The Expander Kits = 
Hex body for use with wrench. Single Action, 4 Pc. %, V2, Va, 1 15% Ridgid 
Se ae cies shi GAYA and D-handle design for durability. Cordless Expansion Tool Kit % to 1 7% Milwaukee 
ube Expander Kits—No. Tool-free h han mpatibl Accessories 
reat a in soft r alumi- ” ig ead a decellipe ble Double Flare Attachment, Used with Mfr. No. 26033 for 
creates Joints In sort Copper, alum! with Milwaukee® and Uponor heads. Double and 180° Flaring of Copper, Brass, Aluminum, and Rothenberger 


num, and soft steel tube. Eliminates 
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Precision Steel Tubing, “46',1/4",5/16",3/8", 1/2" 0.D. Flare 


Item 
No. 


3XTV8 


1VTT8 
1VTT7 
1VTT6 
oMLV4 
6XGA9 


3CYP1 
3CYT2 
3ZH01 
3XTW3 


3XTWO 
3XTW4 
oMK30 
3CYU9 
4A522 
6PFF2 
40AW07 
J3RE82 
6PFF1 
oMK29 
J3RE81 
3CYU8 
4A521 
A0AW05 
oMK28 
3CYU/ 
6PFFO 
oMK27 
4A520 
3CYU6 
3CYV2 
1ATH9 
3KE42 
6X861 


3CYP3 
6XGC1 


Item 
No. 


20UX03 
20UX05 


Item 
No. 


3XTW2 


1A217 


3CYU4 


4A518 
3CYT7 


3XTV9 
3XTW1 
oMK31 
3CYN8 
3KE47 
3CYR6 
3CYR7 
1ATKO 
6X859 
3CYV1 
3CYP4 
4A519 


S3RE80 
o3RE78 
OMK32 
3CYR8 


4A923 
3CYPO 


4A524 
38EY29 


S3RE79 
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GRAINGER CHOICE° HAND TOOLS 
Find the wy. Find Solutions. Find Great Prices. Pipe Cutters 
TER TW 
Li t U-Shaped Handle 
‘s @ we Ratcheting 
< S&S No. 1VXH1 
e 
LENOX @ 
Ratcheting A 
No. 3ZJG1 No. 3CYV3 


Dual Handle 
No. 3CYT8 


GRIP-ON TOoLs GEDOREP “WEsTwarb’ 


\_ ROTHENBERGER 


pipetool technologies at work 


Knob WHEELER 
Pipe Cutters No. 425R21 CREXD SL RIDGID LENOx4 © GREENLEE. 
Body Overall Item Body Overall Item 
Description Cutting Cap. ‘Material Length Brand No. Description Cutting Cap. _—‘ Material Length Brand No. 
Chain Type Cuts Plastic, Y%" to 3° Alum. 9*5%6a" Gedore 425R34 
Manual 1"to 2" Chrome Plated dae Rothenberger 6XGA7 Composite, Knob 2 16.5: Alum. 13%" Gedore 425R35 
Ratcheting Pipe Cutter Up to 4%" — 12" Grip-On oMK42 Cuts Stainless Steel, 3 Wheel _%" to 2" lron 18" Ridgid 4A506 * 
grip Up to 65%" Steel 2212" Gedore  425R16 Cuts Stainless Steel, 3 O° to 4" iron 955" Ridgid  4CW51 * 
PVC and Plastic ; i ae wheel Dua Handle g 
i — : estwar uts Stainless Steel, 14" i 1%," eas ‘ 
Manual Ove Plastic 19% —Rothenberger 45KP17 Dual Handle, 4-Wheel 2%2'to 4 Iron 26% Ridgid = 46Wa3 
¥e' to 1%" um. 4" eeler-Rex 425 uts Stainless Steel, 3)" tq OM f ‘Aci P 
Ye to Die" Alum. 13" Wheeler-Rex 425W23 Heavy-Duty, 4-Wheel a’ to 2 Iron 18 Ridgid = 4CW52 
¥" to 212" Alum. 10" Superior Tool 29JA12 Ye' to 1%" — Magnesium 6" Gedore 425R21 
et0-1V Alum. 104" Gedere 42539 tote dine 6/4" ——Gedore 425124 
4" to 14" um. 3 edore . 8 to 1%" inc 9" edore 
1"to 294" Alum: 4" Gedore 42540 Cuts Stainless Steel, Knob erin wy Zinc 2 Gedore  425R26 
Ratcheting 1"to 2%" Die Alum. Alloy —_5" Westward _1YNA7 Y" to 3° Alum. 9*5%6a" Gedore 425R23 
1"to1%" Die Alum. Alloy 5" Westward _1YNA6 Yo" to 242" Zinc 10" Gedore 425R25 
18 Alum. on EROS ah 7 pls alee. at ane Up to 4" Ductile Iron 30 V2" Westward _3CYT8 
298" Alum. " . uts Steel, Ductile Iron, i i 17," ss p 
Up to 1" — 8" Greenlee 4CNO3 3 Wheel, Dual Handle tos Iron 25% Ridgid = 4CW50 
ui to 1 Alum. am aT ais * Soil Fine —_ 5 
p to 2" = : reenlee H) or Use With 2" Square Drive ; _ ; ‘ti 
Scene veto 1% Alum. Bis Ridgid 1XDX7 *  _Impact Driver or Ratchet epIee ie oe ee 
y Ye" to 198" Plastic 8/4" Ridgid 2CVH7 * One Stroke 1%" to 6" _ Forged Steel 40" Ridgid 437L08 
a rst 3 pothen berger Saat ee its i e. Forged Steel 33%! Ridgid 6YJ36 
4" tee (az othenberger 9 atcheting 0 Hu 5/ a! ae 
1%6" Alum. By" LENOX  3ZJF9 * 11%" to 6’ Steel eek Oe SER? 
1%" Plastic 3 Rothenberger 5S3RFO3 U-Shaped Handle Ratcheting 1'%'to6" Forged Steel iva Ridgid 1VXH1 
194" Magnesium —_ 9444" Gedore 425R37 Mtr. Item 
Shear-Cut 2 Plastic 10%" — Rothenberger 53RF04 Description Brand Model No. 
ot Magnesium Wi : pedore eed, ee AL, aR aie m 
2 aslc A otnenberger For Copper, Brass, Aluminum Tubing, = 
Up to 3", Thin Wall Conduit’ Steel and Iron Pipe wetvald _— 
Up to 2%" = 19 Rothenberger 1FET2 For Steel and Ductile Iron, Heavy-Duty Ridgid 33100 ACW58 
»schedule 40 For Steel and Ductile Iron, Heavy-Duty Ridgid 33105 4CW59 
Screw-Feed For Steel and Ductile Iron Ridgid 33120 4CW61 
Cuts Cast Iron, Steel, Ye" to 2" Steel 15" Gedore 425R17 For Steel and Ductile Iron Ridgid 33125 4CW62 
Stainless Steel 1%" to 4° Steel 20% Gedore 425R18 For Steel and Ductile Iron Ridgid 44785 4CW85 
Cuts Cast Iron, Steel, Ye' to 2' Steel 15" Gedore 425R19 For Stainless Steel Ridgid 33130 4NV23 
Stainless Steel, 3 Wheels 1%" to 4" Steel 2012" Gedore 425R20 For Stainless Steel Ridgid 44790 4CW86 
Cuts Copper, os For Stainless Steel, Heavy-Duty Ridgid 33110 4CW60 
Aluminum, Brass, ve to 2 Alum. 19% Westward 3CYV3 Replacement Cutter Blades 
3 Wheel — Chain Assembly for No_ 64336, Soll Pipe Cutter Ridgid a TTS 
uts Lopper, Aluminum, Vy" tq 9" _ " or No. astic Tubing Cutter idg| 
Brass, Steel, 2 Wheel a | eee ee For No. 2DPH3 Plastic Tubing Cutter Ridgid 97858 2DPHA 
Cuts Copper, Brass, PVC, Ye" to 1%" Cast Zinc £ Gedore 425R31 For No. 3Z7JF9 PVC Cutter LENOX 1212652B 3ZJG4 
Plastic, Thin Walled Steel ¥"'to 1%" — Magnesium 614" Gedore 425R30 For No. 3Z7JG1 PVC Cutter LENOX 12127R1B 37JG5 
ines, composite Knob Y' to 2%" Cast Zinc 9a" Gedore 425 R32 For No. 3ZJG2 PVC Cutter LENOX 12128R2B 3ZJG6 
uts Copper, Brass, Thin u u u 
Walled Steel Pipes, Knob Ye" to % Cast Zinc 2 Gedore 425R33 
* Replacement Wheels available on Grainger.com®. 
Max. Pressure Flow Item 
Description HP (psi) Rate RPM Torque No. 
Portable Valve Exercisers 
With Forward Only Counter 13 2000 8 gpm 60 600 ft. lb.  38L099 
With Forward/Reverse Counter 13 2000 8 gpm 60 600 ft. lb.  38L101 
Valve Exerciser Power Drive 
115V w/Counter Ya — — 22 200 ft. lb. _38L102 
Rising Stem Valve Operator 
115V w/Counter, Clutch and Hand Wheel Adapter 2 = = 22 200 it. lb.  _38L103 
Hydraulic Power Pack 
2-Wheeled Cart w/Pneumatic Tires And Cage 6.5 1200 6 gpm _— —_ 38L090 
Item Item 
Description No. Description No. 
Hydraulic Snap Pipe Cutters Plastic Pipe Shut Off Tools 
2 to 6 Cast Iron Water Main, 8700 to 9000 psi 38L083 ¥8 to 2", For Water Lines 38L097 
4 to 12" Cast lron Water Main, 5/00 to 6000 psi — 38L084 ¥e to 2", For Gas Lines 38L098 
6 to 18" Cast Iron Water Main, 9000 to 9700 psi —_ 38L085 Hydrant Wrench 
6 to 36’ Soil Pipe, 900 to 9700 psi 38K992 Fits Pentagon Nuts Up to 1%’, 381111 
4 to 24" Soil Pipe, 5700 to 6000 psi 38K989 Square Nuts Up to 1%" No. 38L111 
lass lube Cutters seca Sockets 5 Sat 
4 to V4" 4", 6-pt. Deep ' WHEELER 
wet ar sue — Valve Exercisers CREX> 
Y4 to 1 2" 16, 6-pt. Deep 7 = 
Pipe Scrapers 1%e', 6-pt. Deep 38L108 and Pipe Cutters a 
121036 3aL087 1/4" G-pt Deep 3aL110 
to 36° 8, 6-pt. Deep i —_ j ian 
Copper Pipe Shut Off Tools 4-Pc. Set, '%6 to 1%’, 6-pt. Deep 38L104 Portable i papas del Is designed 
Yo i 3eL094 Valve Exerciser Power Drive ans to absorb all torque to help protect the operator. 
2 to 1 o 2 HP, 250 ft. Ib. Torque With fingertip controls, digital counter, and 2" ball 
1% to 2" 38L096 Bypass Valve Kit ge T P i S, digita ; 1 


Disconnects, Max. Flow 30 gom 





hydraulic power source for other tools. 
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HAND TOOLS 
Tube & Pipe Cutters 


Scan. Order. Done. 
Details on page A1. 
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= For additional tube cutter replacement 
wheels, see Grainger.com® 


Midget—Use in restricted spaces on small-dia. hard and 
soft copper, aluminum, brass, and plastic. 


Quick-Acting Release—For copper, aluminum, and brass. 


Ratcheting—Cut copper, brass, stainless steel, plastics, 
and PVC. Facilitates work in tight areas. 


Manual Tube Cutters Sorvessssces RaLCHo—CcUt CREX) 


Screw Feed and Enclosed Screw Feed—Enclosed 
screw feed cutters for thin-wall conduit have grooved rolls 


for close-to-flare cuts, fold-away reamer, and spare cutter. 
Hi-Duty® tools are for copper, brass, aluminum, and thin-wall 


steel conduit. No. 6X858 also cuts steel and stainless steel. 


Telescoping—Feature grooved rollers with flare cutoff 
groove and fold-away reamer. Enclosed-feed cutting action 


for aluminum and steel with a special cutting wheel for 


















3CYU1 copper. 
Overall Item Overall Item 
Description Cutting Cap. Length Brand No. Description Gufting Cap. Lenath brand | sites 
Midget a 8' to 1%" 16" mperia 5 
Big-Imp® Screw-Feed Reto 26" Imperial 3KEA4 Hi-Duty® Enclosed Feed va'to 196" 5%" Imperial 3KE43 
Ye to” 2'/e Westward 3CYU2 Quick Acting, Enclosed Feed Screw Ya" to 18" 4%" Ridgid 1ATH8 
Enclosed Feed ¥s" to %" 4" Westward 3CYT4 ¥s' to %" Zz Rothenberger 53RE96 
Ya" to 148" 6%6e Westward 3CYT1 Ye' to 2%" Rothenberger 53RE98 
IMP® Enclosed Feed Ys" to ¥8" 194" Imperial 6X857 Ye' to 1¥8" 3%" Rothenberger S3RE99 
Yto% 2%" Ridgid TATH6 %'to1%e 5%" Rothenberger 53RE95 
Midget, Feed Screw Ae toe  2%e' Ridgid 4A513 "to 1" 6" Ridgid 4ACW54 
Y'to1ve' 3% Ridgid 1ATH7 %' to 1%" 6" Proto 3R304 
Self-Feeding Y'to tvs — 23% Ridgid 6XW70 R'to1vs 85% 6" Westward  3CYU1 
PVC and Plastic Screw Feed Ae toi“ 6%" Ridgid 5A193 
M12™ PVC Cutter Tubing & Hose Cutter — — Milwaukee  4PKV3 Ae tol 8%" Ridgid 1VTU2 
PEX Tubing Cutter 16 A LENOX 3ZJF8 Ys'to 7% 2%" ~~‘ Rothenberger 53RE97 
PVC Cutter Yto1% 8%" General 32G72 Y"to 2%" 4%" Wheeler-Rex 425W21 
u ¥'to 1% 84a" Westward  3CYN7 i to YF 6 Rothenberger S3REQ4 
. . Ya 4" Rothenberger 4ETC3 4 to 1%" : othenberger 5 
Quick Acting, PEX Cutter 1" 4° Rothenberger 4ETC5 Vito 1%" 615"  Rothenberger _53RFO2 
Quick Acting ¥'to2ve 10%" Ridgid 4CW55 
Y'to1%e' — 8%e' Ridgid 4514 i T"to 3%" = 12% Ridgid 4CW56 
1M" to 3%" Oh" Ridgid 1XDY4 elescoping 
For Copper, Aluminum, Brass 17s" to 4¥5" 16%" Ridgid 4516 Quick Acting Enclosed Feed Heto1ve 5'%s" Westward  3CYT3 
4"to 65" 1594" Ridgid 1XDY6 ni et a Soe — 
For Copper, Aluminum, Brass, ; ; ; ee opper, Manua 2% 1 3,344 
Plastic, CPVC, PEX, PE, PB Ato" — 6% Ridgid = 1XDY1 Item Pkg. 
For Copper, Aluminum, Brass, Steel Ys" to 2%" 12" Ridgid 4A515 Description For Use With Brand No. Qty. 
ae ‘ aaa a to oe oon Westward pale Replacement Cutting Wheels 
or Copper, Aluminum, Stee 4" to 2" Yo" estwar Mfr. No. 120, 1238R, 124, 125, 
For Corrugated Gas Tubing (CSST) % to 1 gy Ridgid APCE2 [ron Pipe Mfr. No. 120, 125, 126, 127, 129X General 3ZH48 1 
For CPVC, PEX, PE, PB . MEY 9% Ridgid TXDY3 4CW54, 5A193 Tube Cutter Ridgid  4CW63 1 
For CPVC, PEX, PE, PB, Plastic TA'to4" 12%" Ridgid 1XDY5 Aluminum and Copper TXDY6, 4A516, 4CW56 Ridgid 6YJ37 1 
For Plastic Y4" to 2" 84" Ridgid 1XDY2 Copper, Aluminum Ridgid 4CW65 1 
For Stainless Steel Ya" to 198" 64" Ridgid 4CPC2 3CY14 Tubing Cutter Westward 3CYU3 2 
Ratcheting _ Aluminum, Copper and Brass 5MkK94 Pipe Cutter Ratch Cut_ 5MK95 2 
Adjust-o-matic™ Quick Acting Ratcheting %%' to 2%" Ty" Imperial 3KE46 oMK96 Pipe Cutter Ratch Cut 5MK97 2 
¥e" to %" 4" Ratch Cut _ 5MK96 Stainless Steel TVTU2 Tubing Cutter Ridgid 1VTU3 1 
Ratcheting Y'to 5% B" Imperial 3XTW6 ee Mfr. No. 358/29963 Ridgid _ 4CPC3__2 
Yeto1w 7" Ratch Cut  5MK94 Snap cance eal 4CW55 Tube Cutter Ridgid  4CW64 1 
. . “etoile 7% Westward _ 3CYP9 peer ee ns Steel, Stainless Ridgid 4cW66 1 
Self-Feeding Ratcheting Ya" to 148" 8" Ridgid 5EPR2 Plastic 3CYR1 Ratcheting Tubing Cutter Westward 3CYR2 2 
Screw Feed and Enclosed Screw Feed 3CYP9 Ratcheting Tubing Cutter Westward 3CYR3 2 
¥'to1%e'  8%6' Westward 3CYR9 PEX Mfr. No. 1212181 LENOX 3ZJG3 1 
Enclosed Feed Ya" to 298" inl Ridgid 4CW57 Ratchet Handle 
Y'to2ve" —-11¥%" Westward —«-3CYV6 Ratchet Handle for No. BEPR2 Mfr. No. 32573, 118/86127, 101/40617 Ridgid 5EPR3 1 
Mfr. Item 
Deseription P - Brand Model No. 
Pipe and Copper Tube Cutting Machines 
\ROTHENBERGER RIDGID EZ Cutter, Pipe %'to 4/5" Rothenberger 00032  6RRU5 
a. EZ Cutter, Pipe %" to 4%" Rothenberger 00033 6RRU6 
omens : No. t Portable Electric Pipe Cutter 
REX TMlilwouk? 2RPC4 Pipe 212" to 8" Ridgid 90767 2RPC4 
[ae Hydraulic Powered Pipe and Copper Tube Cutting Machines 
Ww J 2 to 8" Soil Pipe Wheeler-Rex 2990-8  38K983 
Pi 0 d T b ras 2 to 10° Soil Pipe Wheeler-Rex 2990-10 38K984 
= = " No. 2PYX8 2 to 12" Soil Pipe Wheeler-Rex 2990-12 —38K985 
ipe: a U le Ry S. Pa 3 to 15° Soil Pipe Wheeler-Rex 2090-15  38K986 
Cutting Machines — 4 to 15° Soil Pipe Wheeler-Rex 3890-15 _38K987 
4 to 18" Soil Pipe Wheeler-Rex 3890-18 38K988 
_ ae se 6 to 20" Soil Pipe Wheeler-Rex__ 5990-20 —_38K990 
EZ Cutter—Cuts copper, brass, aluminum, thin minimum Clearance required to wrap cutter chain —g55-54"eoi Pipe Wheeler-Rex 5590-04 -38K991 
walled steel, and plastic-coated pipe. Include around pipe. Cutters include pump, hose and case. are EA | Tube Cutting Machines 
i : ; ; opper Tube Cutting ee 
aso includes 2 rol supports and 2 stationary COPPEr Tube Cutting Machine—Cuts, deburrs, Machi, Tung to _TGgd_SE_SE 
wpe u 
supports and cleans copper tube and fittings. Includes Vy" to 1¥%' Milwaukee 9471-21 2PYX8 
reamer, 6 cleaning brushes, storage rack, and Pipe and Tube Cutting Machine Accessories 
Portable Electric Pipe Cutter—Cuts Schedule ——_ quick-change collet. Can be mounted on tripod Ne sped Pine Cutter Ridgid 54397  2RPCS 
40 ne an snc He and ue ae 2 _ stand No. 1VTV2, sold separately on page 873. ene ae Ridgid 50812  2RPC6 
NG uded ba trans er stands keep PIPE ever anny M12™ Cordless Copper Tube Cutter—Cuis Replacement Cutting Wheel Milwaukee 48-38-0010 2RFR8 
cutting. Requires Model 700 Power Drive threader a for Nos. SGUY3, 2PYX8 
No: TACOD: sold senaratelyon wades 879 copper tubing, wet or dry. Runs on a 12V lithium Replacement Pipe 
. ; p y pag ; ion battery; fuel gauge displays the remaining run Cutter Wheel for Rothenberger 00034R 6XGA4 
: : Nos. 6RRU5, BRRU6 
Hydraulic-Powered Pipe Cutters—Cut larger time. Includes 1 battery, charger, and case. Replacement Copper Saien sais ae 
j j j j j . ube Cutter Wheel for othenberger 5 5 
a ede Transport Cart—Engineered to help move Nos. 6RRU5S, 6RRUG 
sepia pipe Beinieh operated hydrau-  Cmpatible electric pipe cutters to and from the Pine Cutter Wheel for Rothenberger 00535  6XGAG 
ipunieeninuide the aquired ower A oa jobsite. 250-Ib. load capacity. 1434" W x 15" D x Nos. 6RRUS, BRRUG 
Pour enon teen 4234" H". be unter Slane tor Rothenberger 00037 — 6XGA3 


Nos. 6RRU5 and 6RRU6 
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HAND TOOLS 
Reamers, Deburrers & Pex Tools 








Hand Reamer/Countersink 
No. 3ZH14 





Tubing Reamer 
No. 21XZ32 


= 


Screwdriver Handle 
Reamer 
No. 3ZG96 







Spiral Ratchet 
Pipe Reamer 
No. 3CYV4 


Pencil-Shaped 
Deburring Tool 
No. 1FET3 


RIDGID (imperial * WESTWARD’ 
GED CenoREW \Rorwensencer > GREENLEE 


Reamers, Deburrers, and Brushes 


REAMERS AND COUNTERSINKS Rotary-Style Deburring Tool— 
Remove burrs from cut pipe, tubing, Rotary-style blade removes burrs from 
and conduit, and enlarge and counter- _ tube |.D., holes, and edges. 2 heavy- 


sink holes in sheet metal, plastic, and duty blades included. Ergonomic 
other materials. handle can store extra blade. 


DEBURRING TOOLS 


Hole Deburring Tool—Deburrs up 
to 10-ga. mild steel, stainless steel, 
copper, brass, and aluminum. 


Pencil-Shaped Deburring Tool— 
For deburring aluminum, copper, 
brass, steel, and plastic. 


For 
Overall Material Mfr. Item 
Description Length (in.) Thickness Brand Model __No. 
Reamers and Countersinks 
Inner-Outer Reamer 2% Ys to 1% Ridgid 29983 3ARC/ 
Inner-Outer Reamer 3% % to 2" Ridgid 29993 3ARC6 
Inner/Outer Tubing Reamer SS 2% ¥16 to 12" Imperial 208-FSS 40AW16 
Inner/Outer Tubing Reamer 3 Ye to 12" Imperial 208-F 3KE45 
Inner/Outer Tubing Reamer 3 Y4to 1% Westward — _8CYU5 
Stainless Steel Tubing Reamer 4 _ Ridgid 43573 21XZ32 
Hand Reamer/Countersink 4% Ye' to ¥4" Westward — _3CYP2 
Hand Reamer/Countersink 4% Up to 94" General 196 3ZH14 
Hand Reamer 82 % to %' Westward — ___3CYP6 
T-Handled Reamer 9% % to A" General 130 3ZG95 
Screwdriver Handle Reamer 6% % to ¥" General 131 3ZG96 
Spiral Ratchet Pipe Reamer 204 Y to 2" Ridgid 34955 4A512 
Spiral Ratchet Pipe Reamer 21% Ys to 2" Westward = 3CYV4 
TE 1%  %'to3'%2" Gedore + 232001 425R27 
46 Cutting aaa 2%  Ye'to2¥s’  Gedore 232501 425R29 
cnn ene 3%  Ye"to3'V%c"  Gedore 232500 425R28 
Deburring Tools 3” Outs 
Pipe with ¥s'-1-5/8" Outside _ 
Diameter, Steel, Copper, Aluminum 2 Rothenberger 11006 S3RE74 
Hole Deburring Too! QV ide Greenlee 11170 4GB10 
eee = = Greenlee 11180 4GB11 
Rotary Style Deburring Tool 7 Me: Rothenberger 21655 53RE/5 
Rotary Style Deburring Tool 5% = 76 aNd |mperial«=—«-210-F XTWT7 
Pencil Shaped Deburring Tool 6 — Rothenberger 21660 1FET3 
Overall Mfr. Item 
Description Length (in.) Cap. (in.) Brand Model No. 
Pipe and Fitting Brushes 
Inner/Outer Pipe Cleaning Brush 3% Yo Westward = 3CYP7 
Inner/Outer Pipe Cleaning Brush 374 V4 Westward — 3CYP8 
Copper Pipe Cleaning Brush 1% Yo, Ya" Ridgid 34142 1VIT4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





No. 53RF07 






No. 
5KNX8 


\_ROTHEN BERGER Mfaler. 


petool technologies at work 


PEX Il Wire Tools and Clips 


This tool lets you layout an in-floor radiant heating system. It secures PEX 
(polyethylene cross-linked tubing) to a wire grid with propriety Malco® Clips. 
Features 25-clip capacity magazine. Smooth stapling mechanism quickly feeds 
and installs 12-ga. wire clips with a single one-handed pump of the ergonomic, 
nonslip handle. Wire Clips are for PEX tubing from %" to %" inside diameters. 
Heavy-duty clips will not jam, break, or damage PEX. 





Overall Item 

Description Length (in.) Brand No. 
Shear-Cut — Rothenberger _53RFO0/ 
PEX to Wire Tool 10% Malco 5KNX8 
PEX to Wire Clips, PK of 500 1% Malco 5KNX9 





Telescoping 
Basin Wrench 
No. 4A503 


) 





Internal Pipe 
Wrench Set 





; ; No. 3ZG99 
Pipe Extractor Set 
No. 1VUV3 


RIDGID \gotHengeRGER (GENERAD) 
Plumbing Specialty Hand Tools 


Basin Wrench—Elongated shank Internal Pipe Wrenches—The 4-pc. 
reaches nuts under the faucet. set is ideal for installing and remov- 
ing pipe nipples without denting or 


Soil Pipe Torque Wrenches—Preset scratching the pipe surface. 


to tighten 60 in.-lb. (No. 1XDZ7) and 
80 in.-lb. (No. 1XDZ8). Pipe Extractor Set—This 6-pc. 

set allows you to easily remove the 
broken threaded ends of pipe, pipe 


plugs, and fittings. 


Overall Item 
Item Length {in.) tap. in.) Brand ee 
; 8 lol 4 idgI 
Basin Wrench 12 %to1vs"  Rothenberger  53RF25 
10 to 17 1% To 2 V2" nica ne 
, , 10 to 17 ¥e- 1-1/4" idgi 4A5 

Telescoping Basin Wrench 18% ¥e to 1 YA Rothenberger _53RE/6 
18% ¥4to 1% Rothenperaer ane 
1 Di Re Z Ae. idgl 7 
Soil Pipe Torque Wrench 53, 7 Ridgid 4X78 
Internal Pipe Wrench Set 3% %, 2, 74, 1 General 3ZG99 
Internal Pipe Wrench 4”, 1 lore Ridgid 1VUV1 
Pipe Extractor Set Ys to 1" Ridgid 1VUV3 
Tee Extractor Set £5 ¥e to 1%" Rothenberger __6XGA8 





HAND TOOLS 
Pipe Threading Equipment 


Scan. Ord 





er. Done. 


Details on page A1. ae 

















RIDGID \ notHengercer “WESTWARD 
Manual Pipe Threading Machines 


MANUAL PIPE THREADERS 


Deluxe Plumber's Kit 

For black, galvanized pipe, IMC, and 
heavy-wall conduit up to 1". Includes 
VY)" 34", and 1" quick-change die heads, 
1%" steel pipe cutter, 10" water pump 
pliers, 14" heavy-duty pipe wrench, and 
pipe tape. 

Super Cut 

Slim, compact design with ratchet angle 
of 22.5°. Features simple insertion and 
removal of die heads, retainer locking, 
optimized cutting geometry, and easy 





600 Power Drive 


Heavy-duty motor for threading 
Yo" to 1%" pipe and conduit. 
Includes 2" and 1%" right-hand 
die heads. Use with RIDGID® 11R 
die heads and 12R replacement 
dies. 


700 Power Drive 


Drive large-geared threaders and 
cut pipe threads with drop-head 
dies through 2". Motor with spur 
gear reduction. RIDGID® model 
12R die heads fit without adapter. 


Self-Opening Die Head 
Feature through-the-head 
oiling. Open automati- 

cally after completion of 
the proper thread length. 
No. 4CW40 is for use only 
with No. 4CW93. No. 5A195 
uses RIDGID® universal 
right-hand pipe or bolt dies 
Ye" to 2". 

Note: Automatic-open feature does 
not function below 12" size. 


Quick-Opening Die Head 
Uses universal right-hand 


No. 1AC02 operation in hard-to reach places with MANUAL PIPE THREADING 
offset lever. Convenient, lockable rever- | ACCESSORIES sate ok Sap ost 
For Nominal Rod Mfr. Item Machine Die Heads ; ; 
Pipe Equipment Series Bolt Size PipeSize Size HP Reversing Brand Model _No. V4" to 2" uni die head Nipple Chuck Kit 
Manual Pipe Threaders 4 lO universa le ea Ch k nd 5 incl ded 
{2-R Exposed Ratchet Threader Set %"to1’ "to2" “tot —  — RIDGID 364754508 = and 2%" to 4" receding die UCK a U 
65-R Manual Ratchet Threader NoBolt 1"to2" NoRod — — RIDGID 36565 4XD24 pag al tting of t d adapters accept 12" to 2" 
Deluxe Plumber's Kit No Boll Vo 1” No Rod = Botha pe eee ang eee ae ec a eee ne  -»rethreaded pine ands or 
Pipe Threader Kit No Balt A to 1 No Rod =a Westward — AvReg straight right hand NPT/NPSM or ia ie ae ends 0 F 
uper Cut 0 Bolt 2 tO oRod — — othenberger ‘ Studs tO De Cut to size an 
Pipe Threading and Cutting Machines BSP/BSPP threads. For use with threaded down. For use 
ME ori Ital — og Nerol-/ te Abe tens fanpsy No, 40W99 treading machin, th tearing mach 
ower Drive 0 Bo oto? 0 Ro 2 es in WI reading Macnines 
700 Power Drive vito 1” veto 2" veto 1" % Yes RIDGID 700/41935 1aco2 See page 873. Features automatic Nos. 3FE64 pee aRVA3 
700 Power Drive Arto Vveto2" “"tot “% Yes RIDGID _- 45178 52NZ16__—srrelease for repeatable number of d4 cw39 973. 
Mfr. Item i an , see page 873. 
Description For Use With Brand Model No. threads through-the-head olling. Includes wrench re 
ie ieee ces — se fe Automatically opens when pipe is 
niversa reading Machine Vie hea threaded to proper length 
Universal Self-Opening Die Head RIDGID 97075 5A195 ; 
Quick-Opening Die Head SRY43, 32987, SFEG4, SA191 RIDGID 97065 42974 
Nipple Chuck Kit 3FE64, 32987, 3RY43, 4CW39 Threading Machines RIDGID 51005 1VUR7 
—— 
to 12R Complete 
aNVv27 Alloy Die Heads 
Die heads come complete with NPT 
alloy dies and fit the RIDGID® 12R 
Nom. ratchet and handle No. 3AFP4, and 
RIDGID Conduil/Pipe _Model_No,_ RIDGID Model 700 Power Drive 
me yi “i 4 ae 37395 anvZ No. 1AC02 (sold separately on page 
ie 4 
Roll Groovers al sn) Ae ae see me use 2 zs Ane A 
i ull line o omplete Die Heads 
Model 918—Mounts on Nos. 3FE64, =§Model 975—Used for in-place TRL wats ANY) are available: go to afin com® and 
32987, and 4CPC4 power drives, see —_ applications or mount to a RIGID 300 B to y eee hee search ior "Pipe Hie Heads ; 
page 873. Requires 300 power drive power drive. Works with Nos. 3FE64 aie 
and clearance for turning handle. and 32987, see page 873. Auto track- 
Includes 2" to 6" (schedule 10 and ing holds pipe into unit. Requires RIDGID 


40) roll set, 8" to 12" schedule 10 
(8" schedule 40) roll set, tools for roll 
set change, and carrying case for roll 
sets. 


Model 916—Integral depth-adjust- 
ment screw is separate from feed 
mechanism. 


6%" clearance to travel around pipe, 
minimum 2/2" of exposed pipe for 
grooving. 


Model 915—Easy roll set changeout, 
cast-in handle for transport. Ratchet 
(included) has 90° bend in handle. 
Depth setting gauge. Includes 1" 
ratchet wrench to feed screw. 


Item 
Description Capacity No. 
Hydraulic Roll Groovers 
to 12" Schedule 10 Steel, Stainless Steel, PVC, 1° to 8" Schedule 
Model 918 40 Steel, PVC, 1" to 2" Schedule 40 Stainless Steel, 2" to 6" 4CPD7 
Copper (Types K, L, M, DWV), 21%" to 6" Schedule 80 PVC 
Model 916 22" to 6" Copper Tubing Types DWV, K, L, M 2RPC2 
1%" to 6" Schedule 10 And 40 Steel, Aluminum, and 
Model 975 PVC Pipe, 1%" to 6" Schedule 10 Stainless Steel Pipe 3ARC8 
and 1% to 2" Schedule 40 Stainless Steel Pipe 
Manual Roll Groover 
Schedule 10 Steel, Schedule 40 Steel/Stainless Steel 1% 
Model 915 to 6", Copper Tube Type K, L, M, DWV 2 to 8", Schedule 1ED99 
40 PVC 1% to 6", Schedule 80 PVC 1%, 2¥ to 3" 
872 GRAINGER. 


ITT 





Replacement Dies for 11R 


and 12R Die Heads 


# Right hand NPT 
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Nom. Mfr. Item 
Aponte ipe Model No. 
= oy Stee 
Pkg. of 4 Yo-14 TPI 3/825 4A509 
%4'-14 TPl 3/830 4A510 
T-11-% IPI 3/835 4A511 
1Y%'-11-% TPl 3/840 4CW6/ 
1¥'-11-% IPI 3/845 4CW68 
2-11-% IPI 3/850 4CW69 
High Speed Stainless Steel 
Y'-14 TPl 3/915 4CW77 
%4'-14 TPl 3/920 4CW78 
T-11-% IPI 3/925 4CW79 
1%'-11-% TPl 3/930 4CW80 
1¥'-11-% IPI 3/935 4CW81 
2-11-% IPI 3/940 4CW82 
High Speed Steel 
Y"-14 TPl 37870 4cWw71 
4'-14 TPl 3/7875 4CW72 
1'-11-% TP 3/7880 4CW73 
1%"-11-V2 TP 37885 4CW74 
1%"-11-¥2 TP 37890 4CWw75 
2'-11-% IPI 37895 4CW76 
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HAND TOOLS 
Pipe Threading Machines 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





No. 4ERZ4 


No. 
22XP84 





RIDGID *(WwEsnwarb’ 


Manual Die Heads 
= NPT threads 
Manual threader die heads are high speed steel. 





For Nominal Threads Item 

Pipe Size ForUse With _per Inch Brand No. RIDGID \ roTHENBERGER *WwesnwarD ene 
Ya" 40 159 | 8 R fl DG | D 38 HY61 el pipetool technologies at work 
T 11% RIDGID _ 38HY62 = 3 = 
t 22xPB1 ‘i Westward -2axpea | POWer Pipe Threading Machines 


PIPE THREADING AND CUTTING MACHINES 


22A—Machine has a 2.75-HP motor. 5-blade 
conical reamer. 


50R—1-HP motor. Features ball detent die 
system. 


300—Include sets of /2" to %" and 1" to 2" 
alloy universal dies. 


2" NPT universal dies, reamer, cutter, 1 gal. oil, 
spare cutter wheel, and integral foot switch. 


1215—Compact machine for portable use. 


1224—Includes RIDGID® 21" to 4" die head 
Model 714 die head, 4" to 2" Self-Opening Die 
Head No. 4CW40, one set of %" to 34", 1" to 2", 
and 2%" to 4" high-speed dies, reamer, cutter, 
spare cutter wheel, tool box, %" combination 
wrench, 1-gal. Nu-Clear® oil, and integral foot 
switch. 


1250 Handheld—Push-button reverse. 
Includes pipe clamp, ROFIX® adapter, 12", 3", 
1", and 1%" precision die heads and dies. 


535A—3-speed motor, large chip tray, and 
1.75-gal. oil reservoir. 






No. 
34DA47 535M—Includes universal Quick-Opening Die 


Head No. 42974, 1 set of %" to %4" and 1" to 


* WESTWARD’ \.RoTHENBERGER RIDGID 














For Nominal Mfr. Item 
Pipe Equipment Series BoltSize _‘ Pipe Size Rod Size HP _ Reversing Brand Model No. 
[Pp Di HH d Pipe Threading and Cutting Machines 
ower vie neads ASE %'to2  'to4’ NoRod 1% No Rothenberger 63006  4ETAt 
22A Ya" to 24" Ye" to 2" No Rod 2% No Rothenberger 00579R 4ERY9 
= NPT threads 50R vito tv  ve'to2"  NoRod 1 No Rothenberger 63005  4ERZ4 
Power die heads are aluminum, self-opening, and self-oiling. | —300 Compact ’'to 2" 8’ to 2" ’'to 2" Ve No RIDGID _67182__ SFEG4 
300 Complete, 38 rpm Vs" to 2" Ye" to 2" Y'to2" Yes RIDGID 15682 3Z987 
For 300 Complete, 57 rpm M4"to1%" v'to1%' ‘M'to1%' % Yes RIDGID 15722  4CPC4 
Nominal Threads Item 300 Power Drive Ys" to 2" ¥," to 2" Ys'to2" Yes RIDGID 41855 1VXG8 
Pipe Size For Use With per Inch Brand No. 535A He to2 to 2" Y'to2" 2 Yes RIDGID 84097 4NCV3 
Yo" to Ya" Mfr. No. 00575 14 Rothenberger 53RE92 535M VA" to 2" "to 2" i to 2" ~h Yes RIDGID 93287  3RY43 
2" to 2" Mfr. No. 63005 14,11’ Rothenberger _53RE91 700 Power Drive YA" to 1" ¥' to 2" wtol Yes RIDGID 45178 + 52NZ16 
Yo"to 2" Mfr. No. 63004,63006 14,11% Rothenberger 53RE89 1215 5/6" to 1" Vs to 1%" 5A6' to 1" vA No RIDGID 61142  1XDz9 
1 to 2" Mfr. No. 00575 11% ___Rothenberger _S3RE93 1224 Y'to 2" Ya’ to 4" M'to2" 1% ‘Yes RIDGID 26092 4CW39 
22" to 4 Mir. No. 63006 8 Rothenberger__53RE90 1250 Handheld NoBolt "toi" NoRod 1 No _Rothenberger 71453 4ETA3 
2¥e'to 4’ Mir. No. 1224/26092 8 RIDGID _4CPES SUPERTRONIC 2000 NoBolt "to 2" NoRod 1'%2 Yes _-Rothenberger 71259L 53RE88 
5’ to 6 31XM67 14 Westward _ 84DA47 Westward No Bolt 4 to 2" No Rod 1 Yes Westward 8090 31XM66 
Item 
Description For Use With Brand No. 
Pipe Threading Machine Accessories 
Power Drive Stand Mfr. No. 122/93492 and 300/15682 RIDGID 1VTV2 
Pipe Threading Machine Stand No. 4ETA1 Pipe Threading Machine Rothenberger 4ETA2 
Pipe Cutter Mfr. No. 535M/93287 RIDGID 1VUP8 
Pipe Cutter 3FE64, 32987 Threading Machines RIDGID 1VUP6 
No. 5A191, 3FE64, 32987, 3RY43, 
Bann S Foot Switch 4CW39 Threading Machines RIDGID 1VTUS 
FOR/OFF/REV Switch Mfr. No. 300/15682 RIDGID 1VUR3 
Pipe Reamer 32987 Threading Machine RIDGID 1VTV3 
Reamer Blade 4CW39 Threading Machine RIDGID 1VTU6 
Reamer Cone Mfr. No. 1822-1/20000, 300/67182 RIDGID 1VTU8 
RIDGID Jaw Insert Set Mfr. No. 1224/26092 RIDGID 1VTU5 
oN tN et Jaw Insert Set Mfr. No. 1822-1/20000 RIDGID 1VTU7 
Jaw Insert Set 32987, 3FE64, 3RY43 Threading Machines _ RIDGID 1VUR5 
Cuttin Oils Replacement Pipe Die, 2 % to 4"-8 TPI, Pk. of 5 6YJ38 Geared Threader RIDGID 1VTV1 
C) Threader Ratchet and Handle Complete Die Heads Type 12R RIDGID 3AFP4 
Formulated with low odor and antimist properties; free Square Drive Adapter Weenie ene CHE RIDGID  1XDZ6 
of chlorine and other halogens, PCBs and heavy metals. Support Arm iACOS Power Drive RIDGID —‘1VUR1 
No. 6YJ44 maintains workable viscosity to -20°F. Metal Carrying Case RIDGID 4NV34 
Pipe Threading Accessories 
Item Replacement Pipe Die, Right ; ; 
Description Color Viscosity No. fend: Bevel Thread Type , BRE Sain Nh ee RIDGID = S8HY71 
Dark, 1 gal. Black 42.5mm2 /s  6YJ43 Replacement Pipe Die, Right ee telnet hare 
816, 817 and 842 Universal Die Heads RIDGID 38HY69 
Endura-Clear, 1 gal. Endura-Clear 44.5 mm2 /s  4PCE1 can Tyead Type RIDGID 1ED22 
Extreme Performance - ipe Threading Oiler 
Mineral Oil Based, 1 gal. Amber = 38mm2 /s_— 2RPAQ | ~ Replacement Pump Gun Only for No. 1£D22 jeneoaier RIDGID _1VUT2 
Nu-Clear®, 1 gal. Clear Yellow 43mm2/s_ 6YJ44 Replacement Pump Gun w/Hose for No. 1ED22 RIDGID 1VUR9 
Sign in to Grainger.com® to see YOUR Pricing and MORE 873 


HAND TOOLS Scan. Order. Done. 
Pipe Threading & Soldering Guns Details on page A1. 





V-Head Pipe 
Stand 
No. 22XR0O1 






Tribench 
No. 53RE87 





7h) yO Superfreeze® Pipe 
al - Freezing Unit 


No. 6YJ42 
Threading 






Eench Machine 
Chain Vise Stand 
No. 1VUV7 
- No. 2ZB62 Pipe Freezing 
Spray Kit 
No. 1FER8 
Pipe Threading Stands and Vises 
Pipe Threading Machine Stands—Wheel stands feature 16" wheels. 
No. 2ZB62 features equipment cabinet for storage and includes 2 internal Pipe Thawing Unit 
shelves and a large external shelf. For use with RIDGID® Pipe Threading No. 1XEA2 
Machines Nos. 3RY43, 3FE64 and 4CW39, sold on page 873. 
Roller Head Pipe Stands—Roller heads support pipe weighing up to 2500 Pipe Freezing/T hawing RIDGID 
lb. The rollers allow the pipe to be turned while work is in progress. Additional ; OTHENBERGER 
stands are recommended for longer and heavier lengths of pipe. Nos. 22XP99 and Soldering Guns SS et yee ere 
and 3FE65 allow height adjustment from 32" to 55". Superfreeze® Pipe Freezing Unit—Make repairs without shutting down 


water systems. System acts as a mini-refrigeration unit that circulates refriger- 


V-Head Pipe Stands—Allow height adjustment from 28" to 52°. ant to its aluminum freeze heads. Self-contained unit uses no consumables. 








Overall Load Max. Leg Item Pj itv: 14" to 2" steel. %" to 214" copper tube. 

sree ran a neon 5 Capacity Leg Type Spread Brand No. Be ealeelly 72° to 2" steel, 72° to 272 PP 
spe otand with holler nea Pipe Thawing Unit—Electric current clears frozen metal pipes in minutes 

7 we _ : _ | wit . 

pote nnn ee Rigid 22in__Rothenberger_S3RF40_ | without digging or breaking through walls. Two 25-ft. cables clamp on to provide 
Yinto6in  —36in 48 lb Collapsible Tripod 51%%in Rothenberger 53RE87 continuous heat for 4 ft. to 150 ft. of “%" to 1%" dia. pipes. Adjustable current 

Roller Head Pipe Stand output. 

Yato12in 32to55in 2,500 Ib Adjustable 22 in Westward _ 22XP99 
CE A IS le = Ridgid____3FE65___| Flameless Soldering Gun—Electric soldering gun has 2 power settings; 

Y% into 16in 27 into 50in 2,500 Ib Folding 22in  Rothenberger 53RF38 ts joint tub to 3". Includes 12-ft. cabl 
2 to 36 in 34 in 2,500 Ib Adjustable 30 in Ridgid 1VXG9 sweals Joints on Copper tube UP tO o . INciudes I <-Il. Cable. 

V-Head Pipe Stand Mtr. Item 
Ye to 12 in 28 in to 52 in 2,500 Ib Adjustable 22 in Westward 22XR01 Description Brand Model No. 
Ygto12in 28into52in 2,500 Ib Adjustable — Ridgid 4CX07 Pipe Freezing/Thawing 

Y% into 16in 27 into 50in 2,500 Ib Rigid 22in  Rothenberger 53RF36 Superfreeze® Pipe Freezing Unit Ridgid 6896/ 6YJ42 

Yinto16in 27into50in 2,500 Ib Folding 22in  Rothenberger 53RF37 Pipe Freezing Spray Kit Rothenberger 64004 1FER8 

Yeinto16in 27into50in 2,500 Ib Rigid 22in Rothenberger 53RF39 Pipe Freezing Spray Rothenberger 64001 TFER9 

12in  28into52in 2,500 Ib Folding = Ridgid  26C170 aii ran & Ridgid 62/47 IXEAZ 
Overall Item Pecrecomerng Cun Ridgid 62862 ANV35 
Pipe Cap. Type Height Brand No. g g 
Bench Chain Vises _cea 
Top Screw 3% in Ridgid 1VUV7 f 
ett Top Screw 3% in Westward 22XR02 ra KR 
Top Screw 4in Ridgid 1VUV9 e 
Y to 4 in 
Top Sore Ain Westward Z2X6G @ Electronic Water Detector 
1 i : : : 
os Top Screw 4¥% in Westward 22XR04 Automatically sounds a loud alarm when in direct contact 
Y to 8 in 105 acre on veda sh with water, alerting user to leaks and flooding. Features 
Bench Yoke Vises low-battery warning. Floats on surface. Splash- and water- 
Ya to 2 in = 4% in Pree F apes resistant. Not waterproof. Made of molded, impact-resistant 
—_ estwar . i 
aan With Pipe Jaws UAT Ridgid ACPDS plastic. Powered by 9V battery (not included). 
vai — 5 in Ridgid 4NV31 Mfr. Item 
_ Westward 22XP97 Description Model No. 
¥% to 6 in With Pipe Jaws 19 in Ridgid 4CPD9 Water Detector 64003 TTJT7 
Portable Chain Vises —_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—_—K—K—_—_—_—_—_—_—_—_—_—=«—«—ss=— 
% to 2% in — 37 in Ridgid 47A21 
facee Tri-Stand 48 in Ridgid 13594 RIDGID 
: — 35 in Westward 22XP94 — 
% to 12 in Tri-Stand 48 in Ridgid 130595 
Portable Yoke Vises Pressure Test Pump 
% to 2% in — 35% in Ridgid 1VUV5 T ss 
; sé to test piping systems for leaks. 
Ye to 2 in _— Westward 22XP98 : ; 
Load Overall Item Features 1-valve operation, automatic 
five Tarzadi a os ae Twitapinat Capacity _ Height Brand No. pressure check valves, corrosion-proof 
ee eM91 BRY43 SFG! ACW20 : — construction, and variable lever-arm 
Pipe Threading Machines a iz ae fone design. Pressure gauge is protected 
Pipe ea een wae from damage; dirt filter is replaceable. 
2 Play hate 400 Ib. g2! Ridgid 1EZ17 
Pipe Threading Machines Max. Pressure Connection Mfr. Item 

Bending Threading Cart (psi) Size (NPT) Hose Length (in.) Model No. 

Mfr. No. 555, 854DX, 855DX, 467 2000 Ib. 2815" Greenlee 449196 725 Va 30 50557 1XDZ3 

874. GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® HAND TOOLS 
Find the ww. Find Solutions. Find Great Prices. Measuring Tapes 












No. 8YU93 













No. 44ZJ76 





No. 22N890 
No. 6XUR9 





No. 53KA33 
No. SHL16 Features Key _ 
A Stud Markings H Nail Slot 
B Magnetic Tip I High Visibility 
C | Write-on Label J | Measurement Labels 
D__Wrap-around Dia. | K Vertical Read 
E | Reinforced Hook | L Autolock 
FE Rubber Grip M Zero Point 
G Double Sided N Reinforced Blade 
Measuring Tapes *wesrwarp & ee KOMELOM. 
= Blades are made of steel es 
Blade Item Blade Item Blade Item 
Blade Item Width Features Key Brand No. Width Features Key Brand No. Width Features Key Brand No. 
Width Features Key Brand No. 16 ft. FatMax® Measuring Tapes 25 ft. Measuring Tapes 26 ft. Measuring Tapes 
3 ft. Keychain Tape Units: In./ft., %, V Architect/Units: In. Units: In./ft. 
Units: In./ft. - %e, “6 1%" A, iz Me STANLEY —5HL13 1" LF Johnson — 6XUR9 1%" EL, M STANLEY 49XJ20 
Vy" A,M STANLEY _ 6RO95 16 ft. Measuring Tapes Engineers/Units: ft., Yo, Yoo 1A EM STANLEY —_49XJ17 
6 ft. Diameter Tape Architect/Units: In. 1 F Keson 3LJL6 25m Milwaukee 53KA34 
Units: In./ft iid LF Johnson _ 6XUR8 Engineers/Units: ft., “Ao, 1/100 & Metric Units: In./ft., %, Vic & Metric 
Vp! _ Crescent 6C196 Engineers/Units: ft., Yo, Yoo 1" E, F Keson 22N854 il A Westward 1MKT1 
Lufkin il E;F Keson 22N852 Engineers/Units: In./ft., Ye, Ye & ft., Yo, Yoo 1" A,M, Chrome STANLEY  5€573 
Units: In./ft/Dia. Units: In. /ft. 1" — Keson 22N885 1". A,M, Yellow STANLEY  5HK85 
Ya" D, Keson 30NX09 3/4" F Crescent 4AZJ76 1" Er Keson 22N856 30 ft. FatMax® Measuring Tapes 
6 ft. Keychain Measuring Tapes i Lufkin 1" F; M Keson 22N857 Units: In./ft., Ys, “6 
Units: In./ft./em 1" B,F,G Komelon 8YU93 136" F Keson 22N872 1%" A, F STANLEY  6XV48 
138mm F Milwaukee 48LU51 1/4" E,M STANLEY 49XJ16 Units: In./ft. 30 ft. Measuring Tapes 
10 ft. Measuring Tapes 25mm — Milwaukee 53KA30 il B STANLEY 45JX26 Units: In./ft. 
Units: In./ft., Ys, 6, Metric Units: In./ft., “4c, Metric " F Crescent qgz W77 1%6" F Keson 56YM18 
%e — Keson 22N893 5/4" A,E,F Westward 242091 Lufkin Units: In./ft., Ve, 6 
7 Als Keson __—22N877 1 AE Westward 24Z090 Units: In./ft., ¥%, 46 ili — Keson 22N891 
Units: In./ft. - Ve, Ye Units: In./ft., Ye, Vs 1" — Keson _ 22N890 T A Westward _1MKT2 
Yj," A,D,M STANLEY —_6R065 ¥/," STANLEY _6A497 il — STANLEY —2KFJ3 ii A,M STANLEY 5C567 
% E,FG,1,K __Keson 22N871 yf" q Westward 1MKR7 1" — STANLEY 6A498 1" G,I,K Keson 44ZK05 
Units: Metric cm/mm 34" A,M, Yellow STANLEY —5LP67 1" — STANLEY 3CA87 Units: In./ft./Fractional 
16mm = Keson 22UY59 yf" GE STANLEY 20JY21 ili A Westward 1MKR9 25mm — Milwaukee 53KA32 
16mm F Keson 22UY52 i — Keson 22N889 1" _A,M, Yellow STANLEY  5HK84 33 ft. Measuring Tapes 
12 ft. Measuring Tapes 1" E,F,G,1,K —_Keson 22N861 il B,F Keson 22N875 Architect/Units: In 
Engineers/Units: ft., Yo, “oo 1" F Keson 22N881 il CLF STANLEY  20JY23 1 LF Johnson 6XUTO 
%" Ear Keso 22N8/0 i G,I,K Keson 44ZK02 1" E, M Keson 22N862 Engineers/Units: In./ft., “2, ‘As, & ft., 0, “oo 
Engineers/Units: In./ft., V2, Vie & ft, Yoo, Yoo 1" N STANLEY  24A342 1" F Keson 22N882 il — Keson 92N886 
% Keson 22N884 Units: In./ft., Ye, 46, Metric ib F Keson 22N863 ilk EM Keson 22N859 
5" EF Keson 22N855 3," A Westward 1MKR8 1" rok Keson 22N873 Units: In./ft., Ye Ve 
Units: In./ft. 34" A,M, Chrome STANLEY 5C572 1" G,I,K Keson 442K03 il Keson 22N892 
yp! F Crescent gaz 475 34" A,M, Yellow STANLEY 5HK94 1%" H STANLEY 6CMY9 Units: In./ft., Vs, he, & ft., Yo, Yoo 
Lufkin 1" = Keson 22N894 16 F Keson 22N8/6 ul a I,K Keson 44ZK04 
Units: In./ft., Ys, Ye il Eck Keson 22N878 Units: In./ft., Ys, Ye & ft., Yo, Vio 35 ft. FatMax® Measuring Tapes 
Yo" — STANLEY —_5HK89 Units: In./ft./Fractional 1" a I,K Keson 44ZK06 Units: In./ft., Ve, “6 
VA A Westward _1MKR4 5/4" A,E Westward 24Z089 Units: In./ft., th, Vie & Metric 1%" A, FM STANLEY  3TB92 
yy" A,L,M STANLEY —_—‘6A495 ¥/4" A,E,F Westward 242088 1" F Keson 22N879 35 ft. Measuring Tapes 
yy" GF STANLEY —20JY20 1 A, F Westward 1MKP8 1" FK Keson 22N869 Units: In./ft. 
5" — Keson 22N888 1" K Keson 22N897 Units: In./ft./Fractional 1%6' F Keson 56YM19 
%e EF Keson 22N860 25mm — Milwaukee 53KA33 1" A, F Westward 1MKP9 1%" EM STANLEY 49XJ19 
ve F Keson _ 22N880 Units: in./ft./Fractional 1" A,J,M STANLEY 5LP66 Units: In./it., %, is 
7 No Lock Keson 310008 27m M Milwaukee 483F41 1" K Keson 22N898 1" A Westward 1MKT3 
Yq" = STANLEY  6A496 Units: Metric 25mm — Milwaukee 53KA31 I A, M STANLEY  4CL55 
fa A Westward _1MKR6 25mm — Keson 22UY56 Units: in./ft./Fractional ils E, F Keson 22N868 
Units: In./ft., Ye, Vie, Yaz 25mm F Keson 22UY53 27mm M Milwaukee 483F42 il F Keson 22N883 
2 A,E,F Westward _ 242086 25 ft. FatMax® Measuring Tapes Units: In./ft./Metric Units: In./ft./Fractional 
fa" A, E Westward _24Z085 Units: In./ft., Ve, 46 136" F Keson 56YM20 1" A, F Westward 1MKR2 
Units: In./ft., %, “1s, Metric i x STANLEY —_5HL16 Units: Metric 100 ft. FatMax® Measuring Tapes 
yp" A Westward 1MKR5 25mm — Keson 22UY5/ Units: In./ft. 
Vy" A, M STANLEY —_5C571 25mm F Keson 22UY54 ¥e" A,F,M STANLEY 6XV49 
Units: In./ft., th, Ne & ft., Yio, Yioo 26 ft./8m Measuring Tapes 
Vy" M STANLEY __5C569 Units: In./ft., Ye, Vie & Metric 
Units: In./ft./Fractional 1 Keson 22N895 
Y;" A Westward 1MKR3 
Ye" K Keson 22N896 
5/4 A, F Westward 1MKP7 


Sign in to Grainger.com® to see YOUR Pricing and MORE 875 


Scan. Order. Done. 
Details on page A1. 


HAND TOOLS 
Hand-Wind Measuring Tapes 











i] = ay, ® NS 
Oil Gauging Tape Measures Lufkin WORLD CLASS TOOLS SINCE 1876 
i i —_ Blade Graduation Mfr. Item 
Single Duty for Use a D erricks—Open Length Type Graduations Brand Model No. 
reel with extra large winding drum that Single Duty for use on Derricks 
septs rapid line sehes jor. —invft, «—Feetto TOtNS Crescent Lufkin C2276DN AYRV 
= '4'W Chrome Clad® blade Single Duty for Light Oils 
: : 25 ft. in./ft. Crescent Lufkin C1290SF590N  4YRU4 
Single and Double Duty for Oils—Open 33 ft. invat, «(ches to 8ths Creccent Lufkin C1291SF590N  4YRU6 
reel with heavy-duty frame. Blade is recessed Double Duty Blade for Heavy or Light Oils, English/Metric 
beneath multiple layers of nickel and chrome —__90 ft._in./ft./mm/cm Top Side in Ft/In Crescent mann AT Soe MEEOn ye 
. . 66 ft. in./ft./mm/cm to 8ths, Bottom Crescent Lufkin 5 4 
electroplating for strong wear and corrosion 100 ft. in./ft/mm/cm SideMM Crescent Lufkin CN1296SMEF59N 4YRT9 
\ resistance. Tape reads right to left. Double Duty Blade for Heavy or Light Oils 
: : = %4"W Chrome Clad® blade 33 ft. in./ft Crescent Lufkin CN1291SF590N 4YRR4 
; : 50 ft. in./ft. Crescent Lufkin CN1293SF590N 4YRR6 
with black markings Toft. inst, ‘Mees 0 8NS Crescent Lufkin CN1295SF590N _4YRTS 
No. oils and viscous liquids. Use to determine Characteristics Construc. Brand Model _No. 
449U32 verticals. Innage method gives actual depth Plumb Bobs 
ee Cylindrical Body Brass w/Hardened Steel Point Us Tape 58888 449U30 
of the liquid in the tank. Cylindrical Body 
Pointed End Tip Stainless Steel Us Tape 58890  449U31 
English Plumb Bob 
Cylindrical Body Brass w/Hardened Steel Point Us Tape 58899  449U32 












No. 3LJL7 











No. 6XGR5 


Co « 
Hand-Wind Measuring Tapes 


BLADE TYPE 


Fiberglass—Lightweight, inexpensive 
blades are rust-resistant and will not 
conduct electricity, making them an 
excellent choice for use in corrosive 
environments and in areas with electri- 
cal hazards. 


Steel—Heavier, durable steel blades 
will not stretch. Provide a more accu- 
rate measurement than fiberglass. 
Excellent for surveying and engineering 
applications. 


REEL TYPE 


Both open and closed reels have a 
standard 1:1 rewind, as well as a 3:1 
gear rewind. 


Open—Open reels can be easily 
cleaned of dirt and debris, making them 
an excellent choice for outdoor, dirty, 

or dusty environments. Replacement 
blades are available at Grainger.com®. 


Closed—Closed-reel tapes have a 
compact profile that makes them well 
suited for indoor applications, particu- 





No. No. 1MKT9 aes 
41MKU3 larly in tight spaces. 
Item Item 
Blade Length Graduation Type Graduations Brand No. Blade Length Graduation Type Graduations Brand No. 
Fiberglass Open Reel, 2" Blade Fiberglass Closed Reel, 12" Blade 
50 ft. in./ft. Ye" Keson 3LJL9 50 ft. in./ft. Ye" Keson 3LJL7 
50 fi. ft: Yio, Vio ft. Keson 3LJP1 50 ft. ft. Yo, Yoo ft. Keson 3LJN8 
100 ft. in./ft. Ye" Keson 3LJN1 100 ft. in./ft. Ye" Keson 3LJL8 
100 ft. tt. Yo, Vio ft. Keson 3LJP2 100 ft. tt. Yo, Vio ft. Keson 3LJN9 
100 ft. tt. Yo, Vio ft. Westward 4YP86 Fiberglass Closed Reel, Double-Sided 12" Blade 
30m mm 2mm Keson 3LJW9 50 ft./15m in./ft./mm Ye" and 2mm Keson 3LJT1 
165 ft. in./ft. Ye" Keson 4MHH8 100 ft./30m in./ft./mm Ye" and 2mm Keson 3LJT2 
165 ft. tt. Yio, Yioo ft. Keson 4MHH9 Nylon Clad Steel Open Reel, %s" Blade 
50m mm 2mm Keson 3LJX1 100 ft. in./ft. Ye" Keson 3LJV7 
200 ft. in./ft. Ye" Keson 4MHH5 100 ft. tt. Yo, Yoo ft. Keson 3LJV1 
200 ft. in./ft. Ye" Keson 3LJN2 200 ft. in./ft. Ye" Keson 3LJV9 
200 ft. ft. Yo, Vio ft. Keson 4MHH3 200 ft. tt Yo, Vio ft. Keson 3LJV3 
300 ft. in./ft. Ye" Keson 3LJN3 Nylon Clad Steel Open Reel, Speed Rewind %2" Blade 
300 ft. tt. Yio, Yio ft. Keson 3LJP4 100 ft. in./ft. Ye" Keson 6XGR8 
100m mm 2mm Keson 3LJX2 100 ft. ft. Yo, Yoo ft. Keson 6XGR9 
Fiberglass Open Reel, Double-Sided 12" Blade 200 ft. in./ft. Ye" Westward 1MKU3 
50 ft. in./ft. Ye" and Yio, Yoo ft. Keson 3LJR2 200 ft. in./ft. Ye" Keson 6XGTO 
50 ft./15m ft./mm/cm/m Yo, Vioo ft., m, cm, 2mm Keson 3LJU4 200 ft. ft. Yo, Vioo ft. Keson 6XGT1 
50 ft./15m in./ft./mm Ye" and 2mm Keson 3LJT3 300 ft. in./ft. Ye" Keson 6XGT2 
100 ft. in./ft. Ye" and Yio, Yoo ft. Keson 3LJR3 300 ft. tt. Yo, Vio ft. Keson 6XGT3 
100 ft./30m ft./mm/cm/m Yo, Yoo ft., m, cm, 2mm Keson 3LJU5 Steel Closed Reel, ¥" Blade 
165 ft./50m in./ft./mm Ye" and 2mm Keson 4MHH7 50 ft. in./ft. Ye" Keson 6XGP8 
50m mm 2mm/5mm Keson 4MHH2 50 ft. in./ft. Ye" Westward 1MKT7 
200 ft./60m in./ft./mm Ye" and 2mm Keson 4MHH4 50 ft. in./ft. Ye" Keson 6XGP6 
200 ft./60m ft./mm/cm/m Yo, Yioo ft., m, cm, 2mm Keson 6XGT4 100 ft. in./ft. Ye" Keson 6XGR1 
200 ft. in./ft. Ye" and Yio, Yoo ft. Keson 3LJR4 100 ft. in./ft. Ye" Westward 1MKT8 
200 ft. in./ft. Ye" and Yio, Yoo ft. Keson 4MHH6 100 ft. in./ft. Ye" Keson 6XGP9 
300 ft. in./ft. Vio ft., Yoo ft. Westward 4YP87 Steel Closed Reel, Speed Rewind %2" Blade 
300 ft. in./ft. Ye" and Yio, Yoo ft. Keson 3LJR5 50 ft. in./ft. Ye" Westward 1MKT9 
300 ft./90m in./ft./mm Ye" and 2mm Keson 3LJT6 50 ft. in./ft. Ye" Keson 6XGR2 
300 ft./90m ft./mm/cm/m Yo, Yioo ft., m, cm, 2mm Keson 3LJU6 50 ft. ft. Yo ft., Yoo ft. Keson 6XGR3 
Fiberglass Open Reel, Speed Rewind 12" Blade 100 ft. in./ft. Ve Keson 6XGR5 
100 ft. tt. Yo, Yoo ft. Keson 6XGT5 100 ft. ft. Yo, Yoo ft. Keson 6XGR6 
200 ft. in./ft. Ye" Keson 6XGT6 Steel Closed Reel, Double-Sided %" Blade 
200 ft. ft. Yio, Yoo ft. Keson 6XGT7 100 ft./30m in./ft./mm Ye" and 2mm Keson 6XGRO 
300 ft. ft. Yo, Yio ft. Keson 6XGT9 100 ft./30m in./ft./mm Ye" and 2mm Keson 6XGP7 
Fiberglass Open Reel, Double-Sided Speed Rewind 12" Blade Steel Closed Reel, Double-Sided Speed Rewind %" Blade 
100 ft. in./ft./Fractional/Decimal Ye" and Yio, Yioo ft. STANLEY 5ME45 50 ft./15m in./ft./mm Ye" and 2mm Keson 6XGR4 
200 ft. in./ft. Ye" and Yio, Yoo ft. Westward 1MKT5 100 ft./30m in./ft./mm Ye" and 2mm Keson 6XGR7 
200 ft. in./ft. Ye" and Yio, Yoo ft. Keson 6XGT8 
300 ft. in./ft. Ye" and Yio, Yoo ft. Keson 6XGU0 
300 ft. in./ft./Fractional/Decimal Ye" and Yio, Yoo ft. STANLEY 5ME46 
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GRAINGER CHOICE° HAND TOOLS 











Find the wt. Find Solutions. Find Great Prices. Measuring Wheels & Wood Rules 
CARRYING 
CASES 
Wheel Measuring Measuring Handle Item Item 
Description Circumference Range Units ExtendedL Brand No. No. 
Measuring/Marking Wheels No 
RR Series, Spoked Wheel n = : 
w/Applicator, Poly atk. 9999.9 ft. it. in 38 Keson 4MHJ1 2UJNZ2 
ProMarker® Spoked Wheel w/Brake 4 tt. 100,000 ft. ft. 33 2" Rolatape | 6XZ50 _ 
RT Series Single with Paint Marking 391%" 10,000 ft. 10ths, ft, in. 42%" Rolatape | 45JL18 _ 
Measuring Wheels - 
MP Series, Solid Wheel, Metal Frame 4 ft. 99,999 ft. 10ths, ft. 42" Keson 2UJZ3 2UJZ5 \ 
MP Series, Solid Wheel, Metal Frame 23%6 99,999 ft. Tt 42" Keson 2UJY8 21LP38 
MP Series, Spoked Wheel, Metal Frame 4 ft. 99,999 ft. ft. 42" Keson 2UJZ2 2UJZ5 
MP Series, Spoked Wheel, Metal Frame 351Y%50" 99,999 ft. ft. 42" Keson 2UJZ1 2UJZ5 
RR Series, Dual Wheel, Solid 1 ft. 9999.9 ft. ft., in. 38" Keson 2UJY5 2UJZ6 
RR Series, Spike Wheel, Poly 4 tt. 10000 ft. 10ths, ft. 42" Keson 8CEK8 — 
RR Series, Spoked Wheel, Metal Resin 391%a" 9999.9 ft. ft. in, 3894" Keson 2UJY7 21LP38 _ 7 
RR Series, Spoked Wheel, Poly 0.305m 9999.9m  ft,in.,m 38’ -Keson | 4LGJ2 | 21LP38 G» 
RR Series, Spoked Wheel, Poly Itt: 9999.9 ft. ft, in, 38" Keson 2UJY4 2UJZ6 _ 
RR Series, Spoked Wheel, Poly 39174" 9999.9 ft. ft., in: 3894" Keson 2UJY6 2UJZ5 nS renner 
RRT Series, Spoked, Handle ‘ i . 
Brakeand Reset 1822 10,000 ft. ft., in. 38 Keson 6XGU2 2UJZ6 ROLATAPE 
RAT Series, Spoked Wheel, 3917/4" 10,000 ft. ft, 39" K 6XGU3 | 2UJZ5 
Handle Brake and Reset a ; ol peel J ' 
32 Professional Series, Orange 334%4" 100,000 ft. ft. 40%" Rolatape | 34F785 _ Mechanical Measuring 
32 Professional Series, ve Hy 
32 Professional Series Disk Wheel 4 tt. 100,000 ft. ft. 4554" Rolatape | 5MG72 oMG75 7 
32 Professional Series w/Stand 334%4" 100,000 ft. ft. 404" Rolatape | 34F786 _ Marking Wheels 
RT Series Dual, Units in 10ths Ta 10,000 ft./in. 10ths 36%" Rolatape | 34F782 —_ 
RT Series Dual. Units in Inches 1 ft 10,000 ft/in. in. 36/5"  Rolatape | 34F780 1 — ROLOTAPE RT SERIES 
RT Series Single i iL. 10,000 ft./in. in. 361" Rolatape | 34F781 = Feature durable aluminum wheel and telescoping 
RT Series Single 3512" 10,000 ft. ft., in. 36" Rolatape | 34RP66 _ handle for storaae 
RT Series Single 391%a" 10,000 ft. 10ths, ft. in. 42%" Rolatape | 45JL19 _ ge. 
RT Series Single with Trigger Brake 391%a" 10,000 ft. in. 38%6" Rolatape | 45JL26 _ 
Spoked Wheel, Silver/Yellow See 10,000 ft. 42 Vo" Rolatape | 44G908 _ KESON MP SERIES 
Dual Wheel 122% a" 9999 ft.,11in. ft. in. 422" “Westward | 21LP37 _ Have metal frames with a centerline design for 
Spoked Wheel 1 ft. 9999.9 ft. 10ths, ft. 42%” _ Westward | 21LP33 _ wheel balance 
Spoked Wheel 1 ft. 9999 ft.,11in. ft. in. 42%” Westward | 21LP32 _ ; 
Spoked Wheel, Folding w/Stand 353%4" 9999 ft.,11in. ft, in. 399" Westward | 21LP36 _ KESON RRT SERIE 
Spoked Wheel, w/Carrying Case iat 100,000 ft. ft. 36" Westward | 1EJX5 _ 50 s S 
Spoked Wheel w/Carrying Case 1 ft. 100,000 ft. ft. 34%" Westward) 1EJX4 — Feature a gearshaft center-aligned geared counter 
Spoked Wheel w/Stand 18272" 9999 ft.,11in. ft, in. 43%" Westward | 21LP40 — with a handle brake and reset. 
Spoked Wheel w/Stand, Adds and n _ 
Subtracts, w/Carrying Case 3 ft. 100,000 ft. ft. 40% Westward} 1EJX6 ROLATAPE 32 SERIES 
Spoked Wheel w/Stand, Foldable 353%q" 9999 ft.,11in. ft. in. 40'%6' Westward | 21LP34 _ 


Spoked Wheel w/Stand, w/ All-steel construction provides heavy-duty strength 


Carrying Case 1m 100,000m m 44 Westward | 1EJX7 — and durability, 

SLor ed Nie WiStane. 3 ft 100,000 ft ft 40%" — Westward| 1EJX8 = 

Carrying Case WESTWARD® 

Measuring Wheels, Metric ar : 

MP Series, Spoked Wheel, Metal Frame 1m 99,999m m 42" Keson | 2UJY9 2UJZ5 Made of high-impact polycarbonate material. 

RR Series, Spoked Wheel, Poly 1m 9999.9m m., dm 384" Keson 4LGJ3 2UJZ5 

Mechanical Measuring Wheels KESON RR SERIES 

Rolatape 400 Series 4 tt. 100,000 ft. it 454" Rolatape | 44M541 oMG75 Easy-to-read magnified 5-digit counter, measuring 


Replacement Counters 
Replacement Counter for Keson 
MP Series Wheels, 99,999 ft. 


up to 9999' 11" without resetting. 3-pc. handle with 


= _ — — coat | aes Zz cam lock adjusts to comfortable height. 


Electronic Measuring Wheels c=» ousz4 





KESON RR SERIES Waste ee wie be 
Features an easy-to-read magnified 5-digit counter that measures up to 9999 ft. 11" ¥ : 
without resetting. 3-pc. handle with cam lock adjusts to comfortable height. 
CARRYING 
CASES 
Wheel Measuring Handle Item Item 
Description Circumference Range Measuring Units Extended L Brand No. No. 
Electronic, Professional Series, Spoked Wheel, Metal Frame 4 ft. 99,999 ft. 10ths, dm, ft., in., m 42" Keson 2UJZ4 2UJZ5 
Electronic Spoked Wheel, ABS Frame 391%" 9999.99m cm, ft., in., m 38/2” Westward | 21LP31 21LP38 






Folding Wood Rules *WistwaRD  ».. 


No. 
ae 30PC12 30PC18 
All rules have abrasive-resistant epoxy finish and feature brass end caps, strike 
plates, and riveted lock joints. 
L Item 
Description (in.) Graduations Markings No. 
Engineers Rule 72 Yio’, Yoo’, Vis Regular Outside Markings, Graduated Slide, 16" Stud Centers In Red 30PC12 
Folding Rule 72 Yis' On Both Sides and Edges Regular Outside Markings, 16° Stud Centers In Red 30PC13 
Folding Rule 72 Yie' On Both Sides and Edges Regular Outside Markings, Graduated Slide, 16" Stud Centers In Red 30PC14 
Marked On Both Sides and Both Edges, Millimeter with 
Folding Rule 18% Centimeter and Meter Markings On Metric Side, 6" On Regular Outside Markings, Read Left to Right, 16" Stud Centers In Red 30PC15 
English Side, Reading Left to Right On Both Sides omBaArIe Ware rar eae LET! The Wark Rend 
; ; i mbedded Markings, Flat Inside Lie Close to The Work, Rea 
Two Way Reading Folding Rule Te Feet, Inches, and “ss" On Both Sides and Edges Left to Right or Right to Left, 16" Stud Centers In Red 30PC11 
Modular Mason Folding Rule 72 Wes on Born Ema8s, very pint Opens a Fuen Mame Economy/Engineered/Roman Brick, Facing Tile, 6 Scales In A 16" Module 30PC16 
; ertical Inches to “16' On Both Edges, Brick Mason's Scale ; ; 
Brick Mason Folding Rule 72 On Inside, Red Course Counters Numbered Consecutively Regular Outside Markings, Numbered Consecutively 30PC17 
Brick Mason Folding Rule 72 Vertica’ Inches to “6 On Both Edges, Brick Nason s Scale Regular Outside Markings, Numbered Consecutively 30PC18 


On Inside, Red Course Counters Numbered Consecutively 
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HAND TOOLS 
Distance Meters 


Scan. Order. Done. 
Details on page A1. 








No. 45JL17 





No. 24Y894 


Laser Distance Meters 


Precise laser technology accurately measures distances to, in, and around all 
types of surfaces, equipment, and structures by transmitting and receiving laser 
reflection. Ideal for when greater accuracy is required for quick measurements. 
For indoor and outdoor use. 


Bosch—WMeters provide fast, easy, accurate measurements with a full range of 


features including; real-time distance, area, volume, indirect lengths and angles. 


Select models offer Bluetooth® connectivity. 


Milwaukee—Designed to provide the easiest measurements from all orienta- 
tions. Screens offer maximum visibility in low light conditions. Impact-resistant 
overmold provides protection from tough jobsite conditions. Side-shot button 

allows an easier, more ergonomic experience when measuring in all directions. 





No. 489K11 


| at 9": 
J 35110" 3 
g0' 4" 2 
9654' 3"; 





No. 40EV37 


DSTO" EPS 





No. 21EK16 


e 
Seica 
Geosystems 


Mw > BoscH err 


No. 489K09 includes memory storage for 3 reading. Nos. 489K10 and 489K11 
include memory storage for 30 readings. 


Leica DISTO™—With ranges of up to 650 ft. and better than +6" accuracy, 
per ISO standards, these units can be used in all areas of construction and MRO. 
All are ruggedly built and designed for site conditions. Multiple units incorporate 
view screens for outdoor use, and tilt sensors to help acquire additional calcula- 
tions in hard-to-reach areas. 


Fluke—Fast and easy to use, improves accuracy, and reduces measurement 
errors. No. 24Y894 has a stake out function for marking off defined measured 
lengths and tripod mode for long distance measuring. Stores up to 20 readings. 


Leica Accessories—larget plates are made of gray plastic with reflective 
coatings to increase the effective range of the meter on nonreflective surfaces. 


Maximum 
Measuring Battery Mfr. Item 
Distance Accuracy Type Distance Meter Functions Includes Brand Model No. 
Laser Distance Meters 
65 ft +1/8" (2) AAA Distance (2) AAA Batteries Bosch Blaze GLM 20 49YZ93 
" +1/8" AAA Distance —_— Milwaukee 48-22-9801 489K09 
150 ft. +1/16" AAA Distance — Milwaukee 48-22-9802 489K10 
F . Distance, Indirect Measuring, Hand Strap, (5) Target 7 
164 ft. +1/16 (2) AA Alkaline Square Footage, Volume Cards, Pouch Bosch GLM165-40 450W76 
Addition and Subtraction, 
cee +1/16" ‘and Strap, (2) Target couch, Area, Distance, Inclinometer, Nylon Pouch Bosch Blaze GLM 50C A5JL17 
P, g Indirect Measure, Volume 
+1/16' (2) AAA Alkaline Area, Digital Level, Distance, Volume Wrist Strap, Pouch Bosch GLM165-10 450W75 
u L d, Holster, Belt a ae 
200 ft. +1/16 (2) AAA Area, Distance Clip. (2) had Betence Leica Disto E71001 31XM64 
: Area, Distance, Indirect Measure, (2) AAA Batteries, Nylon 
260 ft. +3/32 AAA Pythagoras, Volume Carrying Case Fluke FLUKE-419D/WWG 24Y894 
; Continuous Measurement, aa Ni 
330 ft. +1/16 (2) AAA Distance, Min/Max Measuring Batteries, Belt Pouch, Lanyard Leica Disto D2 49LX72 
+1/16" AAA Distance . — Milwaukee 48-22-9803 489K11 
400 ft. #1/16" Rechargeable Lithium-lon Area, Distance, Volume Sree vendciae orc Bosch GLM400CL 488280 
Area, Distance, Indirect Measure, 
660 ft. +1/16" (2) AA Trapezoid, Triangles, Widths From _ Nylon Holster, Lanyard, Batteries Leica Disto E75001 21EK16 
A Safe Location, Volume 
aha a Si sle/Double/Combined Hand Strap, (4) AAA 
i istance, Single/Double/Combine and Strap, 
825 ft. £1/16 (4) AAA Indirect Measure, Multi-Surface, Batteries, and Belt Pouch Bosch GLR825 38P110 
Stake Out, Trapezoid 
Area, Create dxf Files to Load into CAD, Holster, Smart Base 
1000 ft. +1/16" Rechargeable Lithium-lon Distance, Measure in Picture, Remote — Extension, Hand Loop, USB Leica Disto $910 40EV37 
Measure Through P2P Function, Volume Charger, USB Cable 
Item 
Description Characteristics Brand No. 
Leica Accessories 
Corner Target Plate Self Adhesive, 2 “% x 3 %', Can Be Connected For Outside Corner Measurements Leica Disto 1UDN8 
Large Target Plate 8% X 11" Leica Disto 1UDN9 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


HAND TOOLS 
Rotary Laser Levels 





© BOSCH 


CST /berger 
Rotary Laser Levels 


All kits include batteries, instruction manual, 
and carrying case. 


LEVELING TYPES 

Horizontal or Vertical Leveling: Rotary lasers 
that include vertical leveling can be rotated 
onto their side for vertical alignment and plumb 
applications. 

Electronic and Pendulum Self-Leveling: 
More accurate results than manual lasers, and 
have an out-of-level indicator or alarm. 
Manual-Leveling: External leveling screws 
and level vials are used to manually level the 
laser. 


BEAM COLORS 

Red Laser Beams: Cost effective and ideal for 
indoor use, most visible in low light situations. 
Green Laser Beams: More visible than red 
beams, particularly in brighter light situations. 


GRADE CAPABILITY 

Single Slope: Laser can be tilted on one axis 
in order to achieve sloped grading. 

Dual Slope: Laser can be tilted on both the X 
and Y axis to achieve a grade with dual slope. 
Slope degree can be manually calculated 

or inputed in lasers with ‘automatic slope’ 
capability. 


No. of No. No. of Laser 

Leveling Type Beams  ofDots Lines Color 
Horizontal 

Exterior 

Pendulum 

Self-Leveling { 0 { Red 
Electronic 

Self-Leveling { 0 | Red 
Electronic 

Self-Leveling | 0 2 Red 
Electronic 

Self-Leveling | 0 | Red 
Electronic 

Self-Leveling | 0 | Red 
Electronic 

Self-Leveling { 0 | Red 
Interior and Exterior 

Electronic 

Self-Leveling | | | Red 
Horizontal and Vertical 

Exterior 

Electronic 

Self-Leveling { 0 Red 

Interior 
Electronic 

Self-Leveling | 2 Green 
Pendulum 

Self-Leveling 2 | 2 Green 
Interior and Exterior 

Electronic 

Self-Leveling | | | Red 
Electronic 

Self-Leveling 2 | 2 Red 
Electronic 

Self-Leveling 2 { 2 Red 
Electronic 

Self-Leveling 2 { 2 Red 
Electronic 

Self-Leveling 2 { 2 Red 
Pendulum 

Self-Leveling 2 | { Red 

Manual Leveling 2 1 1 Red 
Self-Leveling 1 2 0 Red 








Range w/o 
Detector 


130 ft. 
100 ft. 
130 ft. 
200 ft. 
200 ft. 


100 ft. 


200 ft. 


200 ft. 


400 ft. 


400 ft. 


200 ft. 
200 ft. 
200 ft. 


200 ft. 


200 ft. 


200 ft. 
200 ft. 


200 ft. 





Range w/ 
Detector 


530 ft. 
1300 ft. 
1650 ft. 
2000 ft. 
1640 ft. 


2000 ft. 


2000 ft. 


2000 ft. 


1200 ft. 


1200 ft. 


1000 ft. 
2000 ft. 
1500 ft. 


1500 ft. 


1500 ft. 


800 ft. 
800 ft. 


100 ft. 


ge ae te oS aL Se ee ee 


No. 45JL21 


Accuracy 


+ Ye" @ 100 tt. 
+ ¥%2" @ 100 ft. 
+ Ye" @ 100 tt. 
+ Ye' @ 100 tt. 
+ ¥%2" @ 100 tt. 


+ Ye" @ 100 tt. 


+ ¥%2" @ 100 tt. 


+ Ye" @ 100 ft. 


+ ¥" @ 100 tt. 


+ Ye" @ 100 tt. 


+ ¥' @ 100 Ft. 


+ ¥" @ 100 ft. 


+ Ys" @ 100 tt. 


+ ¥" @ 100 tt. 


+ ¥" @ 100 tt. 


+ ¥%' @ 50 tt. 
+ Y%" @ 100 ft. 


+ ¥" @ 100 tt. 





= 
~<¥ 





No. 36HZ12 






S822 2182-28229 s 2S LBL SS 


No. 468V57 


PPPs nr aris Sewers earn? + eer — Mer er ere ng ee 


& 


No. 4WMC2 


Includes 


Receiver, Tripod, 8 ft. Grade Rod, (6) AA Batteries, All-In-One Carry Case 


Laser Receiver, Bracket, (2) D Batteries, 9V Battery, 
Aluminum Tripod, Grade Rod, Carrying Case 
Internal Li-lon Battery in Receiver and Rotary, Two-in-One Receiver/ 
Remote Control, Bracket, Charger, Carrying Case, Grade Rod, Tripod 
NiMH Rechargeable Battery Pack, 6V Battery Adapter, Remote Control with 
QV Battery, Detector with 9V Battery and Clamp, Hard-Shell Carrying Case 


Detector with Bracket, Aluminum Tripod, 8 Ft. Leveling Rod, Carrying Case. CST/Berger 


NiMH Rechargeable Battery Pack, 6V Battery Charger, Remote 
Control, Detector with Clamp and 9V Battery, Tripod, 13 ft. Grade 
Rod, Magnetic Target, Tinted Glasses, Hard-Shell Carrying Case 


Remote Control, Detector with Bracket, Laser Glasses, Magnetic Target, CST/Berger 


Adjustable Wall Mount, Tripod, 8 Ft. Leveling Rod, Carrying Case 


Li-ion Rechargeable Battery Pack, Battery Comparent (Batteries 
not Included), Li-ion Battery Adapter, Remote Control with (2) AA 
Batteries, Detector with 9V Battery and Clamp, Sighting Scope, 
Vertical Bracket, Fine Adjustment Plate, Hard-Shell Carrying Ca 


NiMH Rechargeable Battery Pack, Battery Comparent (Batteries not 
Included), 6.4V Battery Adapter, Remote Control with 9V Battery, Wall/ 
Ceiling Mount, Tinted Glasses, Target, Hard-Shell Carrying Case 
Remote Control with 9V Battery, Wall/Ceiling Mount, NiMH Rechargeable 
Battery Pack, Battery Compartment (Batteries not Included), 6.4V Battery 
Adapter, Tinted Glasses, Magnetic Target, Hard-Shell Carrying Case 


Laser Receiver, Mounting Bracket, Remote Control, 
Wall Mount, Target, Laser Glasses, (2) D Batteries, 9V 
Battery, Aluminum Tripod, Grade Rod, Carry Case 
NiMH Battery, 6.4V Adapter, Alkaline Battery Pack,Remote Control, 
Detector with Bracket, Batteries, Tinted Glasses, Hard-Shell Carrying Case 
Detector with Battery, Glasses, Rechargeable Battery Pack, Target, 
6V Adapter, Alkaline Battery Compartment (Batteries Not Included), 
Remote Control with Battery, Hard-Shell Carrying Case 


Alkaline Batteries, Tined Glasses, Soft-Sided Carrying Case 


Detector With Clamp and 9V Battery, Tinted Glasses, Target, 
Charger, Alkaline Battery Compartment (Batteries Not Included), 
Remote Control With 9V Battery, NiMH Rechargeable Battery 
Pack, Multi-Function Mount, Hard-Shell Carrying Case 
Detector with Clamp, Tinted Glasses, Alkaline 
Batteries, Hard-Shell Carrying Case 
(4) AA Alkaline Batteries, Wall/Ceiling, Tinted Glasses, 
Multi-Function Mount, Soft-Sided Carrying Case 
RD5 Laser Detector with Bracket, Adjustable Wall Mount, 
Remote Control, Aluminum Tripod, Grade Rod, Laser 
Glasses, Magnetic Target, Batteries, Hard Case 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Brand 


Bosch 
Bosch 
Bosch 


Johnson 


Johnson 


Johnson 


Johnson 


Johnson 


Bosch 


Johnson 


Johnson 


Johnson 


Johnson 


Johnson 


Johnson 


Bosch 











Item 
No. 


38EW48 
39CE75 
36HZ12 
1YRU6 
45JL20 


468V57 


45JL21 


23474 


6XUR3 


2CGJ9 


39CE78 
4WMC2 
6XUR2 


6XUR4 
25K790 


1YRU3 
25K787 


450W74 
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HAND TOOLS 
Lasers & Theodolites 


Scan. Order. Done. 
Details on page A1. 











No. 21XK27 


DEWALT 
(@ BOSCH STANLEY. 


Line and Dot Lasers 


Include batteries, carrying case, and 
instruction manual. 360° Line Lasers 
project a continuous horizontal refer- 
ence line. Self-Leveling and Line and 
Dot Lasers offer fast setup and feature 
out-of-level indicators. 





Range w/ Range w/o Accessories Item 
Description Detector Detector Accuracy Included* Brand No. 
Horizontal 
2-Lines, Green Beam, Manual Floor Level _— 150 ft. + Yoe' @ 20 ft. E Johnson 21XK28 
2-Lines, Red Beam, Manual Floor Level — 65 ft. + Ye' @ 20 ft. E Johnson 21XK27 
4-Lines, Red Beam, 360° re Generator 300 ft. 200 ft. + ¥%' @ 50 tt. B, F Johnson 23J470 
9-Lines, 2-Dots, Red Beam, Electronic ; _ 
Self-Leveling Rear-Projecting Line 165 ft. 100 ft. + ¥%' @ 30 ft. DeWalt 31CL60 
5-Lines, 5-Dot, Red Beam, ; _ 
Electronic Seif-Leveling 165 ft. 100 ft. + ¥%' @ 30 ft. DeWalt 31CN25 
Horizontal and Vertical 
2-Dot, Self Leveling, Green Beam 100 ft. 65 Tt. : + e ee _— DeWalt 410D10 
2-Dot Self-Leveling Cross Line ines + Vs" - _ 
e Combo w/ Red Laser Beam 165 ft. GST Hots + %o" @ 33 Tt. Bosch 492232 
2-Line, Red Beam, Cross ne. Self Leveling 30 ft. 30 ft. + V%e' @ 30 fi. B Bosch 492231 
2-Lines, 2-Dot, Red Beam, f 
ais Flectronic Self-Leveling 165 Tt 50 ft. + ¥%' @ 30 ft. DeWalt 31CL61 
31CN23 2-Lines, Green Beam, Self-Leveling 30 ft. 30 ft. +e @ 30 fi. A, D,E Johnson 468V65 
2-Lines, ' 
Green Beam, Self-Leveling Cross Line 100 ft. 100 ft. + ¥%' @ 33 ft. B Bosch 49Z235 
| 2-Lines, Red Beam, Electronic Self-Leveling 160 ft. 90 ft. + ¥s' @ 30 ft. = DeWalt 310N23 
2-Lines, Red Beam, Pendulum Self-Leveling _ AO ft. + %e' @ 40 fi. _— STANLEY 310€N18 
2-Lines, Red Beam, Pendulum _ i 
Self-Leveling Cross Line 150 ft. + ¥%' @ 35 ft. B, F Johnson 21XK25 
2-Lines, Red Beam, Self-Leveling Cross Line _50 ft. 50 ft. + ¥%' @ 33 tt. A, B, D, E Bosch 492234 
_—— 3-Dot, Red Beam Self-Leveling Laser _— _ + ¥%' @ 50 tt. B Bosch 31NE36 
° 3-Dot, Self Leveling, Green Beam — 100 ft. + ¥%' @ 30 Tt. a1; a ' DeWalt 410D07 
H " Pe Ine, reen eam, 
3-Line, 165 Tt. 100 ft. + ¥%' @ 30 ft. Automatic Self-Leveling DeWalt 49XH80 
° 3-Line, Green Beam, Bluetooth Compatability 300 ft. 200 ft. + ¥2" @ 30 ft. B Bosch 450W80 
3-Line, Red Beam, 300 ft. 200 ft. + %2' @ 30 fi. B Bosch 450W7/8 
3-Line, Red Beam, Bluetooth Compatability 300ft. 200 Tt. + %o2' @ 30 tt. B Bosch 450W79 
3-Lines, Green Beam, Self-Leveling 100 ft. 100 ft. + ¥' @ 30 ft. By DE. Johnson 468V66 
No. 3-Lines, Red Beam, Electronic Self-Leveling _ 160 ft. 50 ft. + ¥' @ 30 ft. — DeWalt 31C0N24 
29PG34 5-Dot, Red Beam, Self-Leveling Laser 100 ft. 100 ft. + Y' @ 50 ft. B Bosch 29PG34 
9-Lines, 5-Dot, Red Beam — 200 ft. + Ye’ @ 50 ft. U.E.F Johnson 1YRV2 


* A=Detector w/Clamp; B=Wall Mount; D=Tinted Glasses; E=Target; F=Mounting Strap. 


Sheave, Industrial, Mining, and Pipe Alignment Lasers 
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bilities. Data storage via USB memory stick. 


Find even MORE on Grainger.com® 


Kit, Battery Charger 


Sheave Alignment—Use 3 sede read am Range ae ; item 
“ai escription ype olor etector ccuracy 0. 
precision-ground magnetic Sheave Alignment 
targets and 1 precision line Sheave Alignment Kit Line _ Green 150ft. +Ve @10ft.  STCWO 
: ; Sheave Alignment Kit Line Red 100 ft. + Ye @ 10 Tt. 2CGJ8 
laser to assist with belt and TadwctialAllqninient 
sheave installation. Industrial Alignment Dot Laser w/ 110VAC Dot Green 250ft. +%'@i00ft. 5TCW3 
: : Industrial Alignment Dot Laser w/ 110VAC Dot Red 190 ft. +¥s'@100ft.  STCW1 
Industrial Alignment— Industrial Alignment Dot Laser w/ 4-24VDC Dot Red 150ft. + @100ft  STCWw2 
i Industrial Alignment Cross Line w/ 110VDC Line Green 150 ft. +Y%e' @10ft. STCW8 
Lasers ale used to assist Industrial Alignment Cross Line w/ 110VDC Line Red 100 ft. +VY%eo @10Tt. 5STCW7/ 
with installing and aligning Precision Level Dot Green 250ft. + Vic'@100Ft  5STCXO 
j Precision Level Dot Red 150 ft. +Y%e @100Ft STCW9 
heavy equipment, EETWEy Ol Mounting Bracket for 5TCW1, 5TCW2, 5TCW3 — — — — 5TCW6 
and paint lines. Aperture Package for Industrial Dot Lasers — — — — 5TCW4 
aoe 70° Fan Angle Aperture for Industrial Dot Lasers — — — — oTCW5 
ard aera Re MISH hiring Al E D G 3000 f Ys" @ 100 f 23481 
a ining Alignment Laser ot reen ia + Ve i, 4 
(Mining Safety and Health MSHA Mining Alignment Laser Dot Red 2000ft. + 4" @ 100 ft. 230480 
Administration) approved. MSHA Mining Alignment Laser Dot Green 1500ft. +%'@100ft. 23483 
; MSHA Mining Alignment Laser Dot Red 900 ft. +¥e @100Tt. 23/482 
eee en sar 1 Electronic Self-Leveli Dot Red 800 ft Ye @ 100 ft. 5TCX2 
ipe Laser Electronic Self-Leveling 0 @ + “6 ; 
laser with easy grade input. Adjustable Pipe Laser Trivet Stand = — = — 23J476 
@ 
Cica 
Theodolite Ne 
Magnification Field of View Working Range Accuracy parr Includes 5 Bab No. 
1 = " arrying ase, um 0 5 
Reflectorless and/or prism measurement capa 20x @30r. 3000. = $8 Rechargeable Battery, Tool 53VU90 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” HAND TOOLS 
Find the wy. Find Solutions. Find Great Prices. Optical Levels & Accessories 


Optical Levels and Transit Levels 


= For additional laser and optical laser level 
accessories, see Grainger.com® 


OPTICAL LEVELS 


DeWalt® Auto Level—Magnetically dampened compen- 
sator for optimum range and accuracy. Heavy-duty leveling 
base is fast and easy to set up and level. 360° horizontal 
circle for precise measuring of horizontal angles. 








DeWalt® Builder's Level—Protected leveling vial for 
jobsite durability. Heavy-duty leveling base is fast and easy 
to set up and level. 360° horizontal circle with vernier scale 
for precise measuring of horizontal angles. 





a No. 4EB83 


Johnson Automatic Levels—Wire-hung compensa- 
tor with reinforced housing has a large aperture for crisp 
images. Durable scope and bubble vial. Horizontal circle 
with easy-to-read black-on-white graduations. Large, 
stable base. 





Johnson Builder's Levels—nas a horizontal circle grad- 
uated to single degrees and lens with protective sun shade. 
Horizontal tangent screw for precise movement control. 
Top-mounted leveling vial with large, easy-to-turn leveling 
screws. Suitable for light construction work. 


TRANSIT LEVELS 


DeWalt® Transit Level—transit capability allows user 
to determine vertical angles. 360° horizontal circle with 
vernier scale for precise measuring of horizontal angles. 
Protected leveling vial for jobsite durability. Heavy-duty 
leveling base is fast and easy to set up and level. 
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Johnson Builder's Transit Levels—Graduated circle 
reads to single degree and to “%-degree by vernier. Vernier 
arc reads 0° to 45°. Clamp and tangent screws for positive 
leveling action when used as a level. 





Item 
Description Working Range Accuracy Includes Brand No. 

Optical Levels 

20X Builder's Level 200 Tt. +1/4° @ 100 Tt. Hard Carrying Case, Plumb Bob, %' Heavy Duty Tripod, 8ft. Aluminum Grade Rod DeWalt 4EB83 
22x Builders Level Kit 200 ft. +3/16° @ 100 ft. Tripod, Grade Rod, Carrying Case Johnson 25K/94 
26X Auto Level 300 ft. +1/32" @ 100 ft. Case, 8 Foot Aluminum Grade Rod And Tripod DeWalt 4EB82 
30x Automatic Level 400 ft. +1/16" @ 200 ft. Hard Shell Carrying Case Johnson 6ZTN6 
30x Automatic Level Kit 400 ft. +1/16" @ 200 ft. Tripod, Grade Rod, Carrying Case Johnson 25K797 
32x Automatic Level 450 ft. +1/16" @ 200 ft. Hard Shell Carrying Case Johnson 6ZINS 
32x Automatic Level Kit 450 ft. +1/16" @ 200 ft. Tripod, Grade Rod, Carrying Case Johnson 25K798 
Transit Levels 

20X Transit Level 200 tt. +1/4° @ 100 tt. Hard Carrying Case, Plumb Bob, ¥s' Heavy Duty Tripod, 8ft. Aluminum Grade Rod DeWalt 4EB84 
22X Builders Transit Level 200 ft. +3/16" @ 100 ft. Hard Shell Carrying Case Johnson 2C0GJ5 
22X Builders Transit Level Kit 200 ft. +3/16" @ 100 ft. Tripod, 13 ft. Grade Rod, Carrying Case Johnson 25K795 

Includ ra 
Description ncludes 0. 2 
Detectors and, Targets 5 490TH? Jounsao 
reen Beam Rotary Laser Detector Clamp and Batter 

Red Beam Two-Sided Laser Detector, Rotary p y 3RXD4 . 

Red Beam Laser Detector Kit Clamp, Battery, Target Glasses 3RXD5 Laser Level Accessories 

Red Beam Laser Detector, Grade Rod or Machine Mountable 240° Clamp, Battery 4WMC4 


Magnets, Clamps, Cable, 

Red Beam Laser Detector, Machine Mountable w/Magnets and Clamps Charger, Rechargeable Batteries, 4WMC6 

Hard shel Canying Case 
able 





Remote Display for No. 4WMC6 4WMC7 
Line Generator Laser Detector Clamp and Battery 3RXD9 
Red Beam Rotary Laser Detector Clamp and Batteries 3RXD6 
Green Beam Kit Glasses, Target 1YRR8 
Magnetic Floor Target, Red _ 1YRT8 
Enhancement Glasses, Red 1YRV4 
— L Pol 1YRT2 
nterior Laser Pole 
Wall and Ceiling Carrying Bag 1YRT3 
Telescoping Leveling Rods, Aluminum w/Silver Anodized Finish on Front and Hi-Visibility Yellow on Back 
Rectangular, 8 tt. 6ZTL6 
Rectangular, 13 it. — 1YRT4 
Rectangular, 16 it. 1YRT9 
Telescoping Leveling Rods, Fiberglass 
Rectangular, 16 ft. Parvin Case 6ZTL5 
Rectangular, 25 ft. ying 6ZTL4 
Tripods, Aluminum ia eH Tasdand 
; bf 1 justable Aluminum Tripod an 
Universal Tripod Kit Tripod 37 to 59", Grade Rod 13 Ft. Telescoping Aluminum Grade Rod 1YRR6 
Tripod, Adjustable from 23 to 65" SEE ne 1YRV5 
Tripod, Adjustable trom 41% to 67° 1YRT/ 
Tripod, Adjustable from 48 to 60" Carrying Strap 6ZTL7 
Tripod, Adjustable from 49% to 118%" 1YRT6 
Tripods, Fiberglass 
Tripod, Adjustable from 48 to 66° _ 6ZTL8 


Sign in to Grainger.com® to see YOUR Pricing and MORE $81 


HAND TOOLS Scan. Order. Done. 
Levels Details on page Al. 









Levels Pre * WwesiwarD’ Milo 


Box Beam w/Hand 


Holes, Magnetic Box Beam—Extruded alumi- 1-Beam, Magnetic—Al Bamboo Hardwood 
No. 4MRV5 num box beam profile. Solid § models have a full-length, Levels—Easy-to-clean lami- 
acrylic vials with easy read strong holding magnetic nated bamboo frames have 
green vial fluid. Rubberized strip. excellent tensile strength 


shock protecting end caps. and durability. Won't absorb 
moisture, and resist heat and 
extreme cold without crack- 
ing or warping. Feature 6 


acrylic vials, shock-resistant 





Big J l-Beam—Oversized 
Box Beam, Magnetic— aluminum frames, and over- 
Extruded aluminum box beam _ sized acrylic barrel vials with 
profile. Strong holding rare green vial fluid. 

earth magnets. Solid acrylic 


Il-Beam Magnetic 
No. 6A508 





,; Big J |-Beam, Magnetic— —_rubberized end caps, and 
vials with green vial fluid. Magnetic edge holds level metal binding frame. 
Rubberized shock protecting viol rf 
I-Beam Magnetic end caps. Aelia eb area a a at Plastic Levels—Structo- 
No. 4MRW1 Rubberized, antishock, antis- pa 
l-Beam, Top-Reading— lip end caps protect frame. Cast™ plastic frame Is 





nonconductive and will not 


Aluminum frame with green Box Level Set—Rare Earth scratch fine wood or painted 


acrylic vials. Top-read window 





Box Beam, Magnetic magnets allow hands-free surfaces. 
No. 4MRV4 and protective end caps. work with metal applications. 
No. of No. of No. of No. of 
Total No. Plumb Level Item Total No. Plumb Level Item 
Description ofVials Vials Vials Brand No. Description of Vials Vials Vials Brand No. 

Aluminum Levels |-Beam, Magnetic 3 2 1 Westward 4MRW2 
24'L |-Beam, Top Reading 3 2 1 Johnson 2W396 
Big J Box Level, 4 Magnets, Orange 3 2 1 Johnson  48FX45 |-Beam Level, V Groove 3 Z 1 Westward 32ZU59 
Big J Box Level, Nonmagnetic, Orange 3 2 1 Johnson 48FX41 |-Beam Level, V Groove, Shock Resistant 3 2 1 Westward 32ZU66 
Big J |-Beam Level, Nonmagnetic 3 2 1 Johnson _48PG02 |-Beam Level, V Groove Shock 

Box Beam, Magnetic 3 2 1 Westward 4MRW6 Resistant with 8 Magnets 3 2 1 Westward 32ZU67 
Box Beam w/Hand Holes, Magnetic 3 2 | Westward 4IMRV5 |-Beam Level, V Groove with 8 Magnets 3 Z 1 Westward 32ZU60 
Box Level, 3 Magnets, Orange 3 2 1 Johnson 48TJ46 |-Beam w/End Caps, Magnetic 3 2 1_ Westward 4MRV9 
Box Level, 4 Magnets, Yellow 3 2 1 Johnson 48FX38 72"L 

Box Level, Nonmagnetic, Silver 3 2 1 Johnson 48FX48 Big J Box Level, Nonmagnetic 4 2 2 Johnson 48FX43 
Box Level, Nonmagnetic, Yellow 3 2 1 Johnson 48FX34 Big J |-Beam Level, Nonmagnetic 9 3 2 Johnson _48PG04 
Concrete Screed Level, Nonmagnetic 3 0 3 Milwaukee 483F43 Box Beam 3 Z 1 Westward 4MRW7 
I-Beam 3 1 1 Westward 4MRW5 Box Level, Nonmagnetic 3 2 1 Johnson 48FX36 
|-Beam, Magnetic 3 2 | Johnson 6A508 Concrete Screed Level, Nonmagnetic 3 0 | Milwaukee 483F45 
|-Beam, Magnetic 3 2 1 Westward 4MRW1 pea, Magne ns 3 2 1 Westward 4MRW4 
|-Beam, Top Reading 3 2 1 Johnson 6X992 -Beam Level, Nonmagnetic, 

|-Beam, Top Reading 4 1 2 Westward 4MRV7 plierBlatl LED Light — : : p_aestwala. deus 

; -Beam Level, Nonmagnetic, V Groove, 

ee er ee ee 2 2___1_Westward _s22s/ Shook Resistant, Blue/Black/White 3 2 _1_ Westward 322U68 
Resistant, Blue/Black/White 3 2 1 Westward 32ZU64 |-Beam Level, V Groove, Shock Resistant 3 5 1 Westward  327U69 
|-Beam Level, V Groove, Shock Resistant, 9 5 1 Westward 32ZU65 with 12 Magnets Blue/Black/White 

with Magnet, Blue/Black/White I-Beam Level, V Groove with 12 3 D 1 Westward 32ZU62 
Magnetic Level 3 | 1 Johnson 49ET13 Big J Box Level, Magnetic 4 2 2 Johnson 48FX47 
48"L Box Level, Magnetic 3 2 2 Johnson _48FX40 
Big J |-Beam Level, Nonmagnetic 4 2 2 Johnson 48PG03 |-Beam, Magnetic ) 3 2 _Johnson _6A510 
Big J Magnetic 4 2 2 Johnson _49ET14 96"°L . 

Box Beam, Magnetic 3 D { Westward 4MRV4 Box Level, Nonmagnetic 3 2 1 Johnson _48FX37 
Box Beam w/End Caps, Magnetic 3 2 1 Westward 4MRV6 Box Level, Nonmagnetic 4 2 2 __ Johnson _ 48FX44 
Box Level, 8 Magnets, Orange 3 2 1 Johnson  48FX46 Aluminum Level Sets 

Box Level, 8 Magnets, Yellow 3 9 | Johnson  48FX39 Rare Earth Box Level Set, 32" and 78"L 3 2 1 Johnson _6ZTN8 
Box Level, Nonmagnetic, Orange 3 2 1 Johnson  48FX42 Bamboo Hardwood Levels 

Box Level, Nonmagnetic, Silver 3 2 1 Johnson 48FX49 Bamboo Wood Level, 24°L 6 4 2 __ Johnson _ 6XUR6 
Box Level, Nonmagnetic, Yellow 3 1 1 Johnson  48FX35 Bamboo Wood Level, 48°L 6 4 2 __ Johnson _ 6XUR7 
Concrete Screed Level, Nonmagnetic 3 0 3 Milwaukee 483F44 Plastic Levels 

|-Beam 3 D) | Westward 4MRV8 Non-Conductive, 24"L 3 1 2 Johnson  23J463 
|-Beam, Magnetic 3 9 | Johnson  6A509 Non-Conductive, 48"L 3 1 3 Johnson 23J465 





OHMS OT w= 
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Laser and Electronic Levels No. 21XK41 i No. 1TLHS 


Include batteries, carrying case, and instruction manual. 





. . ess L Item 

Laser Torpedo Levels—Levels have aluminum frames with acrylic vials and rare earth Description Range (ft.) Accuracy (in.) No. 
magnets. No. 1YRR9 has a rotating swivel head with laser beam that projects a point, or a Laser Torpedo Levels : 
vertical or horizontal line. Reads plumb, level, 45°, and cross check. No. 1YRT1 projects 3 Mavneti 3-Beam ae ue 3 as is ie naw 
continuous beams reading plumb, level, and 90°. Includes a leveling base. Digital Electronic Levels/Inclinometers 

7 : : Digital Level — 0.01° 5M 5TCX1 
Digital Electronic Levels/Inclinometers—No. 17LH7 has large LCD that simultane- 0.1° for 0° 
ously displays level and angle. Beep sound signals plumb and level. Feature automatic digit Digital Level 0 to 90 Ales 6Y% O1XK41 
; cas , er 
inversion, hold function, magnetic base, “%4-20" tripod thread, low-battery warning, and Angles: 0.2° 
automatic shutoff. Angle displays in degrees; inclination displays in degrees or percent. Laser Level/Angle Finder__0 to 90 20.1° 23 1TLH7 
Features lockable arm and laser beam. Magnetic base. Nos. 1TLH8 and 1TLH6 provide 4 x revel Coomera ae a 5 ‘ aa 
90° readings of level, and tilt in degrees or percent slope with audible alert. No. 1TLH8 has a Digital Level = +1/16" 48 21CK33 
laser beam. Display can rotate up to 180°. Digital Level — 0.29" 38HV82 
882 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° HAND TOOLS 
Find the Wy. Find Solutions. Find Great Prices. Levels & Angle Finders 
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Levels and Vials 
TORPEDO LEVELS 


Glo-View® Magnetic Rare Earth 


Glo-View® vial enhances readability in dim lighting. 2 V-groove working edges 
and 3 rare earth magnets. High-strength polymer frame. 








Contractor/Industrial 
Features 3 acrylic 360° reading vials (level, plumb, and 45°). Level vial is also 





top-reading. Easy-viewing SurroundView® vials. No. 1TDY8 No. 6XUU2 
Total No. Item 
Description L of Vials Brand No. 

Torpedo Levels Dia. L Mfr. Item Pkg. 
Magnetic, Aluminum ie 3 Milwaukee — 52ZW33 (in.) (in.) Brand Model No. aty. 
Magnetic, Aluminum Q" 3 Westward 4MRX2 Bulls Frye ‘avels Gi stage sxuT a 

: i Johnson Level oe onnson 
Magnetic, Aluminum ue 4 & Tool aattte 0.590 = Johnson SM053 6XUT2 10 
Magnetic, Aluminum, Bubble, Anodized g" 3 Westward 32ZU63 0.669 — Johnson SM061 6XUT7 10 
Magnetic Strip, Aluminum, 1 0.709 — Johnson SM054 6XUT3 10 
Glow lllumination 9 : westae. _ e 0.787 = Johnson SM055 6XUTA 10 
Magnetic Strip, Aluminum, Top Read g" 3 Westward 4MRX1 1.18 — Johnson SM100 6XUT8 10 
Magnetic w/Molded Frame g" 3 Johnson 23J462 1.180 = Johnson 100 2H366 1 
Magnetic Rare Earth, Aluminum 6" 4 Johnson 21XK11 1.181 = Johnson SM056 6XUT5 10 
Magnetic Rare Earth, Aluminum 6%" 4 Westward 4MRX9 1.575 — Johnson SM057 6XUT6 10 
Magnetic Rare Earth, Aluminum g" 4 Westward 4MRX8 In-Mounting Base Level Vials 
Magnetic Rare Earth, Aluminum g" 4 Johnson 21XK12 = 2.15 Johnson SM250 6XUU1 10 
Die-Cast Aluminum, Magnetic 10" 3 Milwaukee 52ZW34 — 2.63 Johnson SM252 6XUU0 10 
Glo-View® Magnetic Rare Earth 9" oF Johnson 1TDY8 Barrel Level Vials 
Strip Magnet Edge, Top Read g" 3* Johnson 1TDZ1 0.37 1.246 Johnson SM904 6XUU4 25 
Contractor/Industrial g" a Johnson 6X995 0.371 1.373 Johnson SM905 6XUU3 25 
|-Beam Level w/Ruled Edge, Aluminum 24" a Johnson 23J464 0.371 1.544 Johnson SM901 6XUU2 25 
|-Beam Level w/Ruled Edge, Aluminum 48" 3 Johnson 23J466 0.371 1.544 Johnson SM906 6XUU6 25 

Specialty Levels 0.373 0.962 Johnson SM920 6XUU5 20 
Cross Check Level 2 V4" 2 Johnson 6C225 0.500 1.375 Johnson SM907 6XUU7 25 
Cross Check Level, Pkg. 10 2 YA" 2 Johnson 6XUT9 0.500 1.750 Johnson SM909 6XUU9 25 
Line Level, Aluminum 3" 1 Johnson 6A512 Curved Level Vials 
Pocket Level w/Magnetic Tip a 1 Johnson 2H394 0.358 1.4173 Johnson SM911 6XUVO0 25 


* Third vial is 45° vial. 


© GREENLEE. * WwesnwarD 
Electrician's Mini-Magnet Levels 





Total No. No. of Mfr. Item 

Description L of Vials Plumb Vials Brand Model No. 
Mini-Magnet Torpedo Level 51" 4 1 Greenlee L77 4GA95 
Magnetic Torpedo Level oe 4 1 Greenlee L107 SLE33 
Magnetic Torpedo Level 8" 4 1 Westward = 11A474 





* WESTWARD Starrett’ 
Angle Finders 


Accurately measure angles with no interruptions from cold, heat, 
or magnetic fields. Select models feature magnetic bases and 





V-groove sides, while others feature plumb and level vials. No. 30PA71 No. 6A511 No. 4MRW3 
No. of Mfr. Item _ is No. of Mfr. Item 
Description Lens Dia. Level Vials Brand Model No. Description Characteristics ___Level Vials Brand Model No. 
: : (3) Button, Absolute and Relative 
Angle Finders and Pitch/Slope Locators 
Oto 90°R Angle Finder, Measurements, Secures to 0 Johnson 1886-0200 21XK36 
anaie Faden eh ' Westward 30P AGG Magnetic, 3 Button Any Magnetic Sunace LCD 
— isplay, Hold Function 
Angle Finder 24" 2 Westward = 30PA71 G) Button, Absolute and Relative 
Angle Finder, 34%" Base 4" 0 Westward = 30PA69 Anolekinie: easurements, Secures to Any 
Angle Finder, 3%" Base 4" 1 Westward — 30PA70 Ma netic; Vereave Magnetic Surface, LCD Display, 0 Johnson 1886-0300 21XK37 
Angle Finder, 5" Base 4 0 Westward — 30PA67 ee Hold Function, V-Groove for 
Angle Finder, 5" Base 4" 2 Westward — 30PA68 Mounting of pret ubing of Pipe 
oe nee ) = Starrett AM-2 2ZUY8 Angle Finder See NER 
Machete Das: Mat netic, V-Groove Hold Function 'V-Groove for : Johnson TEBG-OS0U 21 AKIG 
Protractor/Angle Finder 57," 0 Johnson 700 6A511 arene ; pane 
: , Mounting on Steel Tubing or Pipe 
Protractor/Angle Finder 31%6 — Westward _ 4MRW3 0 to 225° Range 
Pitch and Slope Locator 5%" — Johnson 750 oLC25 Angle Finder, 
; No. of Mfr. Item Aluminum 10°. _ 1 __vonnsan 1750-1000: 21ARIO 
Description haracteristics Level Vials Brand Model No. ngle Finder, _ 7 
Digital Angle Finders iuminum 12. ___ MOMUEON Digyraciy ain 
0 to 180° Range to 360° Range 
Angle Finder (2) Button, Relative Angle Finder, = 0 Johnson 1888-0700 21XK31 
ee netic. 2 Button Measurements, Secures to Any 0 Johnson 1886-0100 21XK29 Stainless Steel 7°L 
g Magnetic Surface, LCD Display Angle Finder, __ 0 Johnson 1888-1100 21XK32 
Angle Finder (2) Button, Se and ca ; ‘eh iae-nign SAKIGG plalnless Stee aL 
9] Measurements, Secures to Any ohnson A ngle Finder, __ - 
Magnetic, 2 Button \fagnetic Surface, LCD Display Stainless Steel 19°L 0 Johnson 1888-1900 21XK33 
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HAND TOOLS 
Layout Equipment 





Contour Gauge 
No. 2H378 


Pivot Square® 
No. 2GYA2 





Adjustable Trammel 
No. 3ZH21 


Goa EY "GH 
Layout Equipment 


Description 


H 1866 + Tools for Generations ™ 


Marking Tools 

¥8 to 1Y2" Precision Adjustable Trammel, 6"L 

Contour Gauge, 6" 

Precision Pencil Compass, 9" Diameter 

Carpenter's Pencil, 7", Pkg. of 12 

Pencil/Crayon Sharpener 

No-Melt Lumber Crayon, Red, Pk. 12 

No-Melt Lumber Crayon, Yellow, Pk. 12 

No-Melt Lumber Crayon, Black, Pk. 12 

Chalk Line Reels and Line 

100.00' Large Capacity Blue Chalk Line Reel, 

8 oz. Capacity, 6:1 Gear Ratio 

100.00' Large Capacity Blue Chalk Line Reel, 

8 oz. Capacity, 3:1 Gear Ratio 

100.00’ Standard Blue Chalk Line Reel, 3 oz. Capacity, 3:1 Gear Ratio 
100.00' Large Capacity Red Chalk Line Reel, 

8 oz. Capacity, 3:1 Gear Ratio 

150.00' Large Capacity Chalk Line Reel, 20 oz. Capacity 
150.00' Large Capacity Blue Chalk Line Reel, 

12 oz. Capacity, 1:1 Gear Ratio 

150' Large Capacity Chalk Line Reel, 24 oz. Capacity 
100.00' Large Capacity Chalk Line Reel, 15 oz. Capacity 
100.00’ Large Capacity Chalk Line Reel, Mach 8 oz. Capacity 
100.00' Large Chalk Line Reel, Mach 8 oz. Capacity 
100' Replacement Chalk Line for No. 6XGL1 

110' Replacement Chalk Line With Handle for No. 2UJZ7 
140' Replacement Chalk Line With Handle for No. 2UJZ7 
150' Replacement Chalk Line With Handle for No. 2UJZ7 
Marking Chalk Refills 

8 oz., Blue, Temporary 

8 oz., Blue, Standard 

8 oz., Blue, Waterproof 

8 oz., Red, Standard 

8 oz., Red, Waterproof 

8 oz., Red, Permanent 

8 oz., White, Standard 

8 oz., Yellow, Standard 

8 0z., Black, Standard 

8 oz., Black, Waterproof 

8 oz., Black, Permanent 

8 0z., Glo-Orange, Standard 

2.5 lb., Blue, Temporary 

2.5 |b., Red, Permanent 

2.5 lb., Fluorescent Orange, High Visibility 

3 lb., Blue, Concentrated 

3 lb., Red, Concentrated 

3 lb., Black, Standard 

3 lb., Black, Concentrated 

5 |b., Black, Permanent 

5 lb., Blue, Temporary 

5 |b., Blue, Standard 

5 Ib., Blue, Waterproof 

5 lb., Red, Standard 

5 |b., Red, Permanent 

5 Ib., Red, Waterproof 

5 lb., White, Standard 

5 Ib., Yellow, Standard 

5 |b., Black, Standard 

5 lb., Black, Waterproof 

5 lb., Glo-Orange, Standard 

Plumb Bobs 

Brass Plated, 8 0z., 8.7" L. 

Brass Plated, 8 oz. 

Brass Plated, 16 oz. 

Nickel Plated, 5 oz. 

Nickel Plated, 8 oz. 

Nickel Plated, 12 oz. 
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Brand 


Genera 
Johnson 
Genera 
Johnson 
Johnson 
C.H. Hanson 
C.H. Hanson 
C.H. Hanson 


Irwin Strait-Line 


Irwin Strait-Line 
Keson 
Irwin Strait-Line 
Irwin Strait-Line 
Keson 


Keson Giant 
Keson Giant 
Irwin Strait-Line 
Irwin Strait-Line 
Keson 
Keson 
Keson 
Keson 


Irwin Strait-Line 
Keson 
Keson 
Keson 
Keson 

Irwin Strait-Line 
Keson 
Keson 
Keson 
Keson 

Irwin Strait-Line 
Keson 

Irwin Strait-Line 

Irwin Strait-Line 

Irwin Strait-Line 
Keson 
Keson 
Keson 
Keson 

Irwin Strait-Line 

Irwin Strait-Line 
Keson 
Keson 
Keson 

Irwin Strait-Line 
Keson 
Keson 
Keson 
Keson 
Keson 
Keson 


STANLEY 
Johnson 
Johnson 
Johnson 
Johnson 
Johnson 








MAKE YOUR MARK 


Item 
No. 


3ZH21 
2H378 
3ZH45 
3A920 
1TDZ2 
2GYC1 
2GYC2 
2GYC3 


A5TY59 


A5TY60 
492U64 
A5TY61 
A5TY57 
492U65 


4MHF4 
2UJZ7 
A5TY58 
A5TY56 
6XGL3 
6XGL4 
6XGL5 
6XGL6 


oMD41 
4MHF5 
6XGL9 
4MHF6 
6XGL8 
3JDJ1 
4MHF7 
4MHF8 
4MHF9 
6XGNO 
3JDJ3 
4MHG1 
oMD48 
oMD49 
oMD50 
4MHG9 
4MHG8 
6XGL7 
4MHH1 
3JDJ5 
3VU87 
4MHG3 
6XGN2 
4MHG2 
3VU86 
6XGN1 
4MHG4 
4MHG5 
4MHG6 
6XGN3 
4MHG7 


3UE19 
60235 
oLC21 
6ZTPO 
6ZTP1 
6ZTP2 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 


Large-Capacity 


pani! 
Chalk Line Ree! eerie 
No. 4MHF4 
(: 
aS. 
ie 





Digital Protractor 


No. 21XK42 
evant) ~(ETjYCRANGE 
APPROVED 
Description 
Stake Flags (100/Pkg.) 
Glo-Orange 
Glo-Pink 
Glo-Lime 


Miter Protractors 

7'L, Dual Scale 0 to 360° 

7'L, 0° to 360°, 90 x 4 

12'L, 0° to 360°, 90 x 4 

Combination Squares 

6", w/Zinc Head, Black in./mm Graduations 

6", w/Zinc Head, Etched in./mm Graduations 

6", w/Zinc Head 

12", w/Zinc Head, in. Graduations 

12", Stainless Steel w/Zinc Head, in. & mm Graduations 
16", w/Zinc Head, in./mm Graduations, Steel Blade 
16", w/Zinc Head, in./mm Graduations, Stainless Steel Blade 
12", w/Die-Cast Handle, Chrome-Plated Blade w/Vial, English 
12" w/Aluminum Head 

Carpenter/Rafter/Framing Squares 

8 x 12" Steel Carpenter Square, EZ Read™ Thermal Bonded Markings 
8 x 12" Steel Carpenter's Square, Perment Stamped Markings 
8 x 12" Steel Carpenter's Square 

16 x 24" Black Aluminum Rafter Square 

16 x 24" Black Aluminum Framing Square 

16 x 24" Steel Framing Square 

16 x 24" Black Aluminum Framing Square 

16 x 24" Aluminum Framing Square 

7" Aluminum Milled Rafter Angle Square 

7" Aluminum Rafter Angle Square 

7" Aluminum Rafter Square 

7" Quick Square, Buffed 

12" Milled Aluminum Rafter Angle Square 

Pivot Square® Precision Aluminum Layout 
Square, Pivots to Lock in Angle 

Brass Stair Gauge Set 

Drywall Squares 

94" Heavy-Duty Aluminum Square 

48" Adjust-A-Square® Aluminum T-Square 

48" Fixed Head Aluminum T-Square 

47%" Aluminum T-Square 

24" Rock Ripper® Scoring Square 

8" Aluminum Try Square 

8" Bamboo Try Square 

Bevels, Rules, & Straight Edges 

10" Bamboo Sliding T-Bevel 

10" Aluminum Sliding T-Bevel 

6" Pocket Clip Rule-Std. 

6" Pocket Clip Rule-Metric 

12" Architect's Rule, in. Graduations 

12" Aluminum Rule 

24" Aluminum Rule 

36" Aluminum Yardstick 

48" Aluminum Straight Edge 

60" Aluminum Straight Edge 

72' Aluminum Straight Edge 

96" Aluminum Straight Edge 
Digital Gauges/Calipers/Protractors/Indicators 
Digital Depth Gauge 

Digital Bore Gauge 

Digital Caliper, 0 to 6" Range, 1%6'D Jaw 

Digital Protractor, 0 to 360° 

Digital Indicator, 0.001mm/0.0001" 

Digital Indicator, 0.002mm/0.0001" 


Combination 
Square 
No. 4MRX3 


Brand 


GA 
GA 
GA 


Starrett 
Starrett 
Starrett 


Johnson 
Johnson 
Westward 
Johnson 
Johnson 
Johnson 
Johnson 
STANLEY 
Westward 


Johnson 
Johnson 
Westward 
STANLEY 
Johnson 
Johnson 
Westward 
Johnson 
Johnson 
Westward 
Johnson 
STANLEY 
Johnson 


C.H. Hanson 
Johnson 


Johnson 
Johnson 
Johnson 
Westward 
Johnson 
Johnson 
Johnson 


Johnson 
Johnson 
Johnson 
Johnson 
Johnson 
Johnson 
Johnson 
Johnson 
Johnson 
Johnson 
Johnson 
Johnson 


Johnson 
Johnson 
Johnson 
Johnson 
Johnson 
Johnson 





Starrett’ * WESTWARD’ 


Item 
No. 


oMD29 
oMD30 
oMD31 


SUATE 
2ZUY6 
2ZUY7 


oLC23 
21XK20 
4MRX3 
6X996 
21XK22 
2H392 
21XK21 
6R185 
4MRY1 


21XK18 
1TDY9 
4MRX7 
6R150 
60227 
21XK17 
4MRX6 
oW189 
6A513 
4AMRX4 
21XK19 
38WF34 
60228 


2GYA2 
2H390 


oLC30 
60232 
6A514 
4MRX95 
oLC32 
21XK15 
21XK16 


21XK13 
21XK14 
2H396 
2H398 
21XK23 
2H404 
2H406 
2H408 
60233 
2H412 
60234 
2H415 


21XK34 
21XK45 
21XK35 
21XK42 
21XK44 
21XK43 
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HAND TOOLS 
Wall Sensors & Construction Calculators 
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Wall Sensors, Scanners, and Stud Finders 


MultiScanner® x85 OneStep®°— 
Detects temp. changes in water-filled 
hydronic radiant heating. The ultra-bright 
LCD screen, SpotLite® Pointer, and audio 
tone indicate target location. 


MultiScanner® i520 OneStep®— 
Locates both the center and edges of 
wood or metal studs. The ultra-bright LCD 
screen, SpotLite® Pointing System, and 
audio tone indicate target location. ACT™ 
technology directs users back if starting 
was over a stud. 


StudSensor™ Pro LCD—Features 
SpotLite® Pointing System with LCD 
indicator and audio signal. Also features 
TruCal® instant calibration. 


(38mm). SpotLite® Pointing System shines 
a beam of light on the wall to identify the 
target. 


MetalliScanner® m40—Locate ferrous 
and nonferrous metal. Use Pinpoint Scan 
to locate small metal objects. Use Wide 

Scan to detect metal in walls or concrete. 


4-in-1 Multi-Function Detector— 
Measures moisture levels from 8% to 
22%. Detects and locates studs, live AC 
wires, and metal. 


Stud Finder Plus™ Stud Finder— 
Locates metal studs or nails with indicator 
magnet. Has built-in level vial. 


FATMAX® Stud Sensor 
300™—Designed with auto calibration, 


© BOSCH 


Stud Sensors—No. 24A379 has visual 
indicators and indicates edges of stud. 
Nos. 31C0N13, 24A377, and 24A378 
feature AC detection, for live wires up 
to 2"D. Nos. 310N13 and 24A377 are 
designed with sequential LEDs and 
audible beeps, indicating edges of stud. 
No. 24A378 features OnePass™ tech- 
nology locating studs, and a marking 
channel. 


GMS 120 Multi-Scanner—Finds 
magnetic and nonmagnetic metals, power 
cables, wood, and plastic pipes. Includes 
QV battery and hand strap. 


D-Tech 150 Wall Floor—Has wide band 
range, detecting ferrous and non-ferrous 
materials up to 6" D. Displays exact loca- 


zIRCOnM 
eo le J 
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StudSensor™ Pro SL—Stud Scan mode mee u" , No. 
AC detection for live wires up to 2"D, and _ tion of object and provides 7 detection 5LC22 

locates the edges of wood or metal studs ™ ; 

up to 3%" (19mm) deep. DeepScan® marking channel. OnePass™ technology modes. Includes (4) AA 1.5V batteries and 

madde doubles the ecannin depth to 11/5" locates stud centers. Deep scan senses case. 

eee metal up to 3" through material 
Mfr. Item 
Description Scans Scan Depth Brand Model No. 
MultiScanner® x85 OneStep® Wood/Metal Studs, Water-Filled Heated PEX Pipes, Live AC 2" Zircon 65244 30HK82 
MultiScanner® i520 OneStep® Stud Center, Metal, and Hot Unshielded AC Wiring Stud 1%, Voltage 2, Metal 3° Zircon 61910 1TJT4 
MultiScanner® i520 OneStep® Wood, Metal, Studs Stud 1%", Voltage 2", Metal 3" Zircon 66253 19LZ17 
StudSensor™ Pro LCD Stud Edges and Hot Unshielded AC Wiring Stud 11%", Voltage 2" Zircon 61981 1TJT6 
StudSensor™ Pro SL Stud Edges Stud 11%" Zircon 61899 4GU28 
‘ Wood, Drywall, Paneling, Tile, Stucco, Plaster, ; : 

MetalliScanner® m40 Concrete, and Other Non-Metallic Surfaces Ferrous Up to 4", Non-Ferrous Up to 2 Zircon 64068 6ZEU0 
4-in-1 Multi-Function Detector Drywall, Wood, Paneling, Carpet, and More Stud %", Voltage 2", Metal 2" Sonin 90215 1EFW4 
Stud Finder Plus™ Stud Finder = = Johnson 160 5LC22 
FATMAX® Stud Sensor 300™ ; ; 1%" STANLEY FMHT77407 31CN14 
Stud Sensor 50™ Drywall, Wood, Paneling, and Other Wall Materials yj STANLEY 77-050 94379 
Stud Sensor 100™ Drywall, Wood, Paneling 3a" STANLEY STHT77403 —31€N13 
Stud Sensor 150™ ; %,1,1%" STANLEY STHT77404 = 24A377 
Stud Sensor 200™ Drywall, Wood, Paneling, and Other Wall Materials yj STANLEY STHT77406. 24378 
GMS 120 Multi-Scanner Metal, Copper, Live Wires, Wood 43/4" Bosch GMS 120 30D487 
D-Tech 150 Wall Floor Metal, Copper, Live Wires, Wood, Water-Filled Plastic Pipes 6" Bosch D-Tect 150 30D488 


Construction Calculators 


All calculators come with batteries, slide 
covers or doors, paperless tape, auto 
shutoff, and user's guides. 


MATERIAL ESTIMATORS 


All calculators work in feet-inch-fractions, 
decimals, metric, linear, area, volume, and 
right angle solutions. 


Advanced, Desktop, and Contractors 
Calculator with Trig—Provides circle, 
arc, dms, blocks, panels, and footings. 


Material Estimating Calculator— 

No. 2WJE6 estimates materials and costs 
for concrete, fences, decks, bricks, tile, 
flooring, gravel painting, drywall, and 
paneling. No. 9XGO3 designed for metric 
measurements. Stores user-defined mate- 


DIGITAL PLAN MEASURES 


Basic Handheld Plan Measure— 
Calculates linear, area, and volume in 
imperial and metric scales. 


Advanced Handheld Plan Measure— 


Features expanded custom scales with 
optional PC interface. 


ELECTRICIANS AND PIPE 

TRADES CALCULATORS 

Come with protective case with cover. 
Electricians Calculator—Provides wire 


and conduit sizes, voltage drops, and is 
updatable for code changes. 


Pipe Trades Math Calculator— 
No. 4MHJ3 calculates right angles, 


4) , CALCULATED 

=~ INDUSTRIES 
fractions, trigonometry, weight/volume 
conversions, flow rates, and pressures. 
No. 22UN69 calculates dimensional 
math, fractions (ruler, proper, improper, 
and mixed), unit conversions, ratios and 
proportions, trigonometry/trig and plane 
geometry (right triangles/angles, circular, 
and polygonal shapes). Works with expo- 
nents, square roots, and reciprocals. 


MEASURING AND CONVERSION 
CALCULATORS 


Feet-Inch-Fraction-Metric 
Dimensional Calculator—Provides 
calculations and material estimating for 
linear, area, volume, circles, and arcs. 


Unit Conversion Calculator—Features 


tame | Sie | AEE | ESR | 
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rials and sizes in the memory. Provides offsets, complex rolling offsets, fitting 400 built-in standard to metric unit ‘Teale Sia : 
instant calculation also for bulk bags, angles, bends, slopes percent grades, conversion combinations. jaa 
BTUs, flooring, and tile. drops, parallel pipe cutbacks, feet-inch aS 
Item Item Item 
Description No. Description No. Description No. 
Material Estimators Material Estimating Calculator, Easy-To- Electricians and Pipe Trades Calculators 
Basic Contractors Calculator 4GU25 Use, Memory, Auto Shutoff, Paperless 2WJE6 Electrician's Calculator 34F811 
Advanced Contractors Calculator 4GU22 Tape, 2-Digit Internal Accuracy Pipe Trades Math Calculator 4AMHJ3 
Desktop Contractors Calculator 2DDX8 Material Estimating Calculator, mm_& Imperial 9XG03 Portable Tradesman Calculator 22UN69 
Contractors Calculator with Trig 4GU23 Digital Plan Measures Measuring and Conversion Calculators 
Basic Handheld Plan Measure oLN14 Feet-Inch-Fraction-Metric Dimensional Calculator 21J76 
Advanced Handheld Plan Measure 5LN15 Unit Conversion Calculator 1JYX8 
Sign in to Grainger.com® to see YOUR Pricing and MORE 885 


Scan. Order. Done. 
Details on page A1. 


HAND TOOLS 
Saws & Workstations 
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No. 3FRA2 
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No. 6XV44 


(STANLEY) IRWIN. * WéstwarD’ 


No. 4YR51 — 
LENOX STANLEY. 


*(WwesnwarD’ DEWALT Ua 
Hacksaws and Blades 


Use for cutting metal. High-tension saws have adjustable tension to speed 
cutting and prolong blade life. Low-profile saws are for areas with limited access. 
Compact and Mini saws are for lightweight cutting in very restricted areas. 


No. 6XV43 





Blade _—‘ Throat Item Tililwo? 

Description Length Depth Brand No. [a ¢ 
— LENOXS& 
Ergonomic, Wood 20 — STANLEY 45JX02 
Ergonomic, Tri-Material 06" ——sraniey asnxoa | Hand Saws and Blades 
High-Tension, Flush-Cutting, 70,000 psi 12 4" LENOX  2RXC6 Blade ‘Teeth item 
High-Tension, T-Frame, Soft Grip, 40" 43" Westward SWFV9 General Purpose Wood-Cutting Saws 
Converts to 90° and 40 Carpenter Saw, Sharp Tooth™ 20" 8 STANLEY 1HH22 
High-Tension, Converts to 90° and 40° 12 4" Westward SWFV7 Carpenter Saw, SharpTooth™ 20" 11 STANLEY 1UK48 
High-Tension, Fully Adjustable Tension, 32,000 psi 12" 3% STANLEY 30044 Carpenter Saw, Pro Touch, Cushion Handle 20" 9 IRWIN 2VU79 
High-Tension, FATMAX® 12" 43/4" STANLEY  4FE36 Carpenter Saw, Easy Start, Coarse 13 9 IRWIN 2VU78 
Adjustable Position, Low-Profile 12" 4" Westward 21HT83 Carpenter Saw, Pro Touch Easy Start, Coarse 15. 9 IRWIN = 2WU77 

° © Adi i 3/" FATMAX® Hand Saw, Tri-material 1D. 8 STANLEY 3FRA4 
90° & 180° Adjustable Blade, Rubber Grip 12 AX STANLEY 48A535 - : 

; i i FATMAX® Short Cut Tool Box Saw, SharpTooth ik 8 STANLEY 6XV43 
Ergonomic, Aluminum 12 4 STANLEY 45JX01 C F Tool Box Saw. SharoTooth™ +5" 3 STANLEY 50920 
Cushion Grip 12" 4¥s" Westward 46A921 POSSt UT COL EOX va vilarp 00 

=. ; Crosscut Saw 15 9 Westward 5SWFW2 
Mini Hacksaw, Polypropylene, TPR Handle 12" —____Westward 46A922 Dovetail/Jamb Saw, Pro Touch, Reversible 10" 14 IRWIN 2VU74 
Mini Hacksaw, Aluminum Alloy, TPR Handle 12 — Westward 46A923 Pull Saw, Double Edge, FATMAX® 01," 7,14. STANLEY 3FRA2 
Dual Purpose, Converts to 90° to 45° 1Z = Klein Tools 2DGD2 Coping Saw, Pro Touch 6y," 17 IRWIN = 2VU71 
Front Handle Becomes a Pistol Grip Jab Saw 12" 43/4" DeWalt 45JW95 Coping Saw, FATMAX® 648" 15 STANLEY _5R770 
Ergonomic, Adjustable 100r12" 3%" LENOX 24976 Large Hand Opening 20° Q _Westward__46A924 
2-Pc. Handsaw Kit 10and12". — ~ Westward 4YR51 Large Hand Opening 15 9 __ Westward _46A926 
Adjustable Length 10" 4" Westward 38EY24 Ergonomic 20 11 Westward 46A925 
Compact 10’ 3 LENOX 4RAco | Sa 

; ; Compass Saw, FATMAX® 12. 11 STANLEY 2GXF8 
Compact 10 3 Milwaukee 6PFF9 ; 

— i ; Wallboard Saw 6 8 _ Westward 5MZ1/ 
Mini Hack 10 — __ STANLEY _6XV45_| “Wallboard Saw, Cushion Grip 6" 8 STANLEY 1C073 
Junior Hacksaw 6 2 Westward SWFW6 Wallboard Saw, Wood Handle 6" 6 STANLEY 5R801 
Junior Hacksaw 6" 2%" Westward SWFW7 Jab Saw, FATMAX® 6" 8 STANLEY  6XV44 
Junior Universal Saw 6" 1%" Westward 5SWFW5 Folding Jab Saw, Folding, Rubber Over Mold, Ergonomic 6" 18 Milwaukee 6PFF6 

L ltem Pkg. Jab Saw, Cushion Grip 6" 8 Westward 46A928 

(in.) Teeth per Inch Brand No. Oty. PVC Saws 
Hacksaw Blades PVC Saw, FATMAX® 12" 13 STANLEY 2GXF9 
18 LENOX 4RA71 10 PVC Saw, Cushion Grip ies 10 Westward 46A927 
12 18 LENOX 4RA7T4 100 Utility Saws a 
IZ 18 STANLEY 5R858 1 ey Saw for Wood, Fast, ive and ABS Piping 15: 7 _ Westward 21HT84 
12 18 Westward 38EY26 1 olding Jab Saw for Metal, Wood, ; 
12 24 LENOX ARA72 10 Plastic, Drywall and Plaster oy tD A EENOR _oGrla 
12 24 LENOX 4RA75 100 L ltem Pkg. 
12 24 STANLEY R896 1 (in.) Teeth per Inch Brand No. Qty. 
12 24 Westward 38EY27 1 Coping Saw Blades 
12 32 LENOX 4RA73 10 6% 15 STANLEY 5R775 4 
T2 od LENOX 4RA76 100 6% 17 IRWIN 2VU72 3 
iz 32 STANLEY 5R854 1 6% 21 IRWIN 2VU73 3 
12 32 Westward 38EY28 1 PVC Saw Blades 
10 24 LENOX 4RA70 10 12 10 LENOX 4RA79 1 
6 32 Westward 5WFW8 10 18 10 LENOX 4RA80 1 
LSTANLEY | 
FatMax |STARUEY, 7 *cgaees 
eTatelVilax “+ BLACKS DECKER’ & PROTOCOL. APPROVED 
FATMAX® Mobile Workstation—4-in-1 unit includes Ha ; ij be , 

: ap. eig em 
toolbox, part bins, portable tray, and large lower bin. Structural (ib.) —_(in.) —_(in.)__(in.) Brand No. 
foam construction with front locking latch. FATMAX® Mobile Workstation 

88 22 14 29 STANLEY 3FRA9 
Workmate® Project Centers—Can be used as a work- Workmate® Project Centers 
bench. tool st a h d ki ise. Steel f 450 29 26 39% Black & Decker 6W372 
enc : too S$ ant , saWNOrSE, an working VISE. oteel Trame 550 983; 30% 30% Black & Decker 62842 
with adjustable jaws for clamping. Sawhorses 
800 i 30 STANLEY _23TL82 
—= 1100 7 22 V4 30 Protocol 45ND39 
Sawhorse Legs—Legs on Nos. 8UYY8 and 8PXG9 are +40 45a in = PoonEeT END IO 
welded steel and attach to a 2 x 4 to make any length Sawhorse Legs 
sawhorse needed. They have gripping teeth and set-up ak = : se a ee 
requires no screws or nails. Nos. 231TL83 and 23TL81 were 1000 27% 44i%6 31% STANLEY -45JX49 
1000 = 28% 2% 31% STANLEY _23TL83 
designed for maintenance workers and contractor tradesman. set se 35 Sa aEEY aT 





They include a fast and easy width adjustment feature. 
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HAND TOOLS 
Putty Knives & Painters Tools 


GRAINGER CHOICE ° 
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Putty K _ q 7 _ ' 7 No. 1 UKES No. A4YP28 No. 5LL90 
Stainless steel blades are corrosion-resistant. Carbon steel ==, ==> [ ; ire Siiey ia == 
blades are hardened, tempered, and polished. Brass blades _ TEAS 
are nonsparking. Polypropylene tools are lightweight. No. 13A670 No. 13A690 No. 4YP31 ; 
Blade Blade Handle Blade Handle Item Blade Blade Handle Blade Handle Item 
Width Material Material Length Length _Color Brand No. Width Material Material Length Length _Color Brand No. 
Flexible Stiff 
Double Hallowe Ground 11-in-1, Full Tang 
1%" tainless Steel Plastic 3%6 4 Black Hyde 16W160 ‘ ; Polypropylene/ 17,0 , 
2" Stainless Steel Plastic 376° 4¥e" Black/Cream Hyde 16W162 3%’ Stainless Steel TpR/Steel = 44” 5’ ——iBilack/Blue Westward = 46A911 
Full Tang 5-in-1 
1%" __ Carbon Steel Hardwood 34" 4" Natural Hyde 5LM15 oye Brass Polypropylene/TPR 31" 4" _Black/Blue_ Westward _13A/07 
1%" Carbon Steel Nylon 3/4 4" _ Black/Silver _ Hyde 5LL89 3 Carbon Steel Polypropylene/TPR 44" 4" Black/Blue Westward _13A/08 
1%" Carbon Steel Plastic/Rubber/Steel 4" 5’ __ Black/Blue Westward _4YP32 6-in-1 
1%" Carbon Steel Polypropylene 344 3" Black _ Westward _13A662 242 __ Carbon Steel _Polypropylene/TPE 3%" 4%" Black/Cream _Hyde 242419 
1%" _ Carbon Steel Wood 3% 3%) Natural Westward _13A669 2¥2' — Stainless Steel Plastic 3Ye AM Gray Hyde 16W169 
1%" Carbon Steel Nylon 3/4" 4" Black/Silver __ Hyde 5LL92 ch Carbon Steel Plastic/Rubber/Steel 414" 4 Black/Blue Westward 4YP28 
in patho ate Polypropylene 3/4 =i Black _ Westward _13A6/4 6-in-1, Full Tang = aaa 
1%. arbon Steel _Polypropylene/TPR —_4" 3/2" Black/Red Westward _13A6/7 i . olypropylene 474 \ 
1%" —Siainless Steel Nylon 3/83" Blacl/Silver_Hyde__9P10 3’ Stainless Steel TpR/Steel 4’ 5’ __ Black/Blue Westward —46A910 
i . Polypropylene i i 8-in-1 
‘3 Stainless Steel tprysteel = 44 Black/Blue Westward = 4GAQ15 vioeqy Duane Steal Plastic 355" ave Gray Hyde 16W170 
; ; Polypropylene/ , , isel 
12" Stainless Steel“ TBR/Steel ay __=BlachiBlue Westward) ABADI? 3" Carbon Steel Polypropylene 49" 6" Red Hyde 242453 
2" Carbon Steel Nylon 3/4" 4" Black/Silver _Hyde oLL94 Double Hollow Ground 
2" Carbon Steel Nylon 3/4" 4 Blue Westward _1UKF® 1¥%" Stainless Steel Plastic 8/6 AY Gray Hyde 16W159 
2' Carbon Steel Plastic/Rubber/Steel 31" 4" Black/Blue Westward 4YP33 1%" Stainless Steel Plastic 3/6 AY Gray Hyde 16W161 
2" Carbon Steel Polypropylene 344 3" Black Westward _13A666 2' __ Stainless Steel Plastic 3/6 4%" Black/Cream _ Hyde 16W163 
2' __ Stainless Steel Nylon 34%" 3%" Black/Silver — Hyde 9IMN10 Full Tang 
2' __ Stainless Steel _ Polypropylene 34" 4 Black Westward _46A914 1%" Brass Nylon 34" 4" Black/Silver _ Hyde oLL91 
S Carbon Steel Plastic/Rubber/Steel 414" 4" _ Black/Blue Westward _4YP34 1%" Brass Polypropylene 344 3" Black _ Westward _13A664 
, Polypropylene/ an ; 1%" Brass Polypropylene 3-1/2" — 4" Black/Blue Westward 13A683 
3 Stainless Steel : TR/Stee AV, 5 Black/Blue Westward 46A918 WA Carbon Sted Hanivaod 37 q Natural Hyde 5LMi6 
‘ ; olypropylene oh ‘ 1%" arbon Steel Nylon 34" 4" Black/Silver _ Hyde 5LL90 
4" Stainless Steel = Tpr/Steel = 4” = ——=Bilack/Blue Westward §— 46A907 1v" Carbon Steel Nylon 39" 315" Black STANLEY 1ARX3 
Half Tang 1%" Carbon Steel Plastic/Rubber/Steel 312" 4" Black/Blue Westward _4YP29 
Je" Spring Steel Hardwood ch 3" Natural Hyde 39CF51 1%" Carbon Steel Polypropylene 3% 3a Black __ Westward _13A663 
%e' Spring Steel Hardwood 4" 4" Natural Hyde 39CF50 1¥%s" Carbon Steel Polypropylene/TPR 3% 3%" Black/Red Westward 13A680 
'%6' _ Stainless Steel Hardwood 3'%6 AR Natural Westward  40JD56 1¥%s" _ Carbon Steel Wood 3Y4 3 Natural Westward _13A6/0 
il Spring Steel Hardwood 6" 4" Natural Hyde 39CF49 1%6 Carbon Steel Nylon 3% 3% Black/Silver Hyde 53CM11 
1%6' Stainless Steel Hardwood o'%6e 44 Natural Westward 40JD58 1%" Carbon Steel Nylon 378° 4’ Blue Westward 1UKF4 
1%" Stainless Steel Hardwood 1% 4% Natural Westward  40JD5/ 1%" Carbon Steel Nylon 3/4 4" — Black/Silver — Hyde 5LL93 
1%" _ Stainless Steel Hardwood 1B A Natural Westward  40JD55 a gatbon tee Polypropylene sth As Black westward 13A665 
u Beryllium ; ; Ya" arbon Steel Polypropylene/ITPR 3% 3% Black/Red Westward 13A6/8 
us Copper mo Se ee ee ee 175" Stainless Steel Nylon 3" 35" Black/Silver Hyde 8NKG8 
Standard 1¥%2" Stainless Steel _ Polypropylene 38 4" Black Westward 46A912 
1¥;' a Wood 3%e' 4%’ Natural Westward 238X825 1%, 3° Stainless Steel TOMPERYENE! 4 4" 5” Black/Blue Westward  46A916 
1%" — Carbon Steel Nylon 38" 4 Blue Westward —1UKF1 A; Polypropylene/ i ; 
1%" Carbon Steel Plastic 4" 5’ __ Black/Blue Westward _1UKE8 2" Brass Polypropylene 3/4" 4 Black _ Westward _13A688 
1%" Carbon Steel Polypropylene/TPE 3%" 4%" Black/Cream _ Hyde 242412 im Brass Polypropylene 3%" 3" Black _ Westward _13A668 
Ve Polypropylene Polypropylene 34%) 3% White Westward _13A685 iz gatbon eles! yee a Black/Silver _ Hyde aE 
a = _ z arbon Steel ylon 3/4 : Blue Westward UKF6 
3g: Polypropylene —_ Polypropylene westWaly “RATS 5" Carbon Steel Plastic/Rubber/Steel_ 4" 4" Black/Blue Westward 4YP30 
1%" Polypropylene rolvpropy ene 3% 3 Black Hyde 1DBA2 2 Carbon Steel Polypropylene oh 32 Black wesiware 13A66/ 
1 Plastic Overmold/ = i Brass Polypropylene A 4’ Black estward 13A689 
ee ee Steel cS I 3" Brass Polypropylene/IPR 3%" 4" Black/Blue Westward  13A690 
2. Carbon Steel Polypropylene/TPE 3%" 41%" Black/Cream_ _ Hyde 242414 3. Carbon Steel Plastic/Rubber/Steel 32° 41%" Black/Blue Westward 4YP31 
A warbon steel Polypropylene/TPR ah a Black/Blue Westware sha? 3 _ Stainless Steel Folvpropyene 4 4 Black Westward 46A913 
: olypropylene olypropylene 4" Vy" ac yde ; olypropylene : ‘ 
5" Polypropylene Polypropylene 3%" 3%" White Westward  13A684 3" Stainless Steel“ FpR/Siee! 4%" 5’ Black/Blue Westward 464920 
ch Polypropylene rovpropyiene Cae Us White Westward _13A/14 Standard ; § 
i olypropylene i i 14%" arbon Steel Nylon 378° 4" Blue Westward 1UKF2 
a" __Garbon Steel TPR/Steel 9 4% Black/Blue Westward 4GA903 1" Carbon Steel Plastic 4° 5" Black/Blue Westward 1UKE9 
x pov oropy ene poy propy ene A rue White Westward an 3 1¥2" __ Carbon Steel Fo voropyrene/| PE 3%" 4%" Black/Cream__Hyde 242411 
2 olypropylene olypropylene Yo" yy" reen estwar td fF Plastic Overmold/ 
8 Polypropylene Polypropylene 3 AY Green Westward 13A/05 1%, 3° Stainless Steel Steel Grey Hyde vew72 


Joint Knife Taping Knife 








HYDE) ¥ , No. 1UKF8 No. 242424 

Flexible Blade Joint and Taping Knives — 

Blade Blade Handle Blade Handle Item Blade Blade Handle Blade Handle Item 

Width Material Material Length Length Color Brand No. Width Material ’ Material Length Length Color Brand No. 

Joint Knives i olypropylene ; i 

Double Hollow Ground 6 Carbon Steel TPR/Steel 3% 43" Black/Blue Westward 46A905 
4" __ Stainless Steel Plastic 4’ AVA" Black Hyde 16W166 6° Polypropylene —_— Polypropylene 3% OY Black Hyde 1DAZ/ 
5" _ Stainless Steel Plastic Ave AY" Black Hyde 16W167 8 __Polypropylene__ Polypropylene Ave 3a Black Hyde 1DAZ6 
6" _ Stainless Steel Plastic Ave 4M" Black Hyde 16W168 Taping Knives 

unten zaprted Blue Steel Pol | 3 6%" Neon Yellow Westward 13A/24 
i Polypropylene/ 17," ; j ue stee olypropylene 8 Neon Yellow Westwar 
5" _Stainless Steel TpR/Steel «75 __—Black/Blue Westward = 46A908 8" Blue Steel Polypropylene 3" 6%" Blue Westward 13A728 
6 Carbon Steel Nylon 3/4" 4" Black/Silver __Hyde 5LL99 8" _ Stainless Steel Polypropylene/TPR 3 5% _ Black/Red Westward 13A/21 
6" Carbon Steel Polypropylene 3" Ay Black _ Westward _13A701 10" Blue Steel Polypropylene Sh 6" Blue Westward  13A725 
6 Carbon Steel Polypropylene/TPR 3%" 4 Black/Blue Westward _13A702 10" _ Stainless Steel Polypropylene/TPR 3° 5%" Black/Blue Westward _13A/22 
6 Carbon Steel Wood 394 3" Natural Westward 13A/04 12. Blue Steel Polypropylene 3 6%" Neon Yellow Westward  13A/26 

u 4 5 u 

6" Stainless Steel eee AY," 5" Black/Blue Westward  46A909 ; A Saat Eas ie es 3 5% Black/Red Westward  13A/23 

Standard 3" Blue Steel Hardwood a. 6" _ Black/Red Hyde 242438 
4 Carbon Steel Nylon AY" 3%" Black Hyde 16W174 8 _ otainless Steel Plastic 32 6" _Black/Cream_ _ hyde 242422 
J Carbon Steel Polypropylene/TPE _4" 4'%" Black/Cream _Hyde 242417 10° __ Stainless Steel Plastic 37 6 _Black/Cream__ Hyde 242423 
5' Carbon Steel POvprOpy ene! 374" 494’ Black/Blue Westward  46A904 TaaErea Filled Backing plastic oe 9 _ Bla teaimie _ Hyde _eaeae’ 
6" Carbon Steel Nylon Aya" 4" Blue Westward _ 1UKF8 8 _otainless Steel Plastic 32 6" _Black/Cream__ Hyde 242444 
6" Carbon Steel Polypropylene/TPE _4" 4%" Black/Cream _ Hyde 242418 10" _ Stainless Steel Plastic 32 6" _Black/Cream__ Hyde 242445 

12" _ Stainless Steel Plastic 32 6" _Black/Cream__ Hyde 242446 
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HAND TOOLS scan. Order. Done. |=; 
Drywall Tools Details on page A1. = |i 





@ 
® Pp 
PACIFIC HANDY CUTTER® 
For a better finish, start with HYDE: Best made cutting tools in the world.® 


Ca _—_ & Prep Kits and Scrapers 
Stainless steel blades are corrosion-resistant. Carbon steel blades are hardened, tempered, and polished. 
Brass blades are nonsparking. Polypropylene tools are lightweight. 

Cas (ly | a ij Blad Blad Handl Blade Hand It 
. II) Width Material Blade Type Material tenath reigth Color Brand No. 
Bent Pole Scrapers 

I 


| a) af th) = a Carbon Steel Bent Hardwood Ay; 43," Natural Hyde _ 242450 
, 3 Carbon Steel Bent Polypropylene 3" Ay," Black Westward 13A691 
: Chisel Scrapers 


























Flexible 
Ca) : a Stainless Steel Double Hollow Ground Plastic ce 9/1 Black Hyde 16W164 
| ee Ty sti 
1V4! Stainless Steel Chisel, Full Tang  PO-YDrOpyene! 5" Black/Blue Westward 46A906 
4-Pc. Set, Gasket THe Brass Chisel Polypropylene vA 8" Black Hyde 242451 
Scrapers 2. Brass Chisel, Full Tang Nylon 3/4" 4 Black/Silver Hyde oLL96 
No. 242409 Sh Brass Chisel Polypropylene 3/4 8" Black Hyde _8CU48 
3 Brass Chisel, Full Tang Nylon 3/4" 4 Brass Hyde oLL98 
ch Carbon Steel Bent, Chisel Polypropylene a AV," Black Hyde _5LM19 
3 Carbon Steel Chisel, Full Tang Nylon 3/4. 4 Black/Silver Hyde 5LL97 
3. Carbon Steel Chisel, Full Tang Hardwood 34" 4" Natural Hyde 5LM18 
3. Stainless Steel Double Hollow Ground Plastic 34 Ay," Gray Hyde  16W165 
Gasket Scrapers 
EY Cold D d Pol lene/ 
2, VA, old Drumme olypropylene ; ; 
11% Carbon Steel Beveled TPE/Steel 5 5 Black/Gray Hyde 242409 
il Chrome Vanadium Steel Beveled Acetate ih Aig" Red Hyde 242410 
1%" Carbon Steel Beveled Polypropylene 1%" oi Black Westward 13A698 
1 Carbon Steel Beveled Plastic 7" Ay," Black Westward 1UKF9 
1%" Chrome Vanadium Steel Beveled Acetate t 4/6 Red Hyde 242421 
Glass Scrapers 
Flexible 
Te Carbon Steel Single Edge Razor Polypropylene 1 1" Black Hyde 242407 
Glass Scraper ye Carbon Steel Single Edge Razor Polypropylene Ve 4" Black/Cream Hyde _16W178 
P 1%" Carbon Steel Single Edge Razor Steel Ya 4" Silver Hyde _ oLM21 
No. 13A711 5 We Carbon Steel Single Edge Razor Plastic T 2" Tan Hyde 16W177 
ti 
45/oq" Stainless Steel SG uit, Plastic 42%p' 3%" —Black/Yellow  Olfa_ +“ S3UE14 
1%" Carbon Steel Single Edge Razor Steel ye 4 Silver Westward 13A7/10 
Ve Carbon Steel single Edge Razor Rubber Ya 4 Silver/Black __Westward_13A/11 
3-15-16" Carbon Steel ee uit Steel, Vinyl 3146" 20%s" ~—-Black/Yellow —Olfa._~«=«S3UE16 
Paint Scrapers 
Stiff 
A Carbon Steel Adjustable Polypropylene/ITPR 1%" a: Black/Blue Westward 13A696 
2Y2" Carbon Steel Adjustable Polypropylene/TPE 2" 8" Black Hyde 242420 
2ue Tungsten Carbide Adjustable Polypropylene/TPR 1%" sh Black/Red __ Westward 13A697 
2-Edge Scraper 2¥2' Tungsten Carbide Adjustable Nylon Za 4" Black/Cream Hyde 3PB46 
No. 13A696 3° Carbon Steel Bent, Chisel Polypropylene Aya" 6" Red Hyde _ 242492 
Putty Knife Set 
Flexible 
eee Carbon Steel (4) Standard, (1) 6-in-1 Plastic/Rubber 3=9— — = Westward 31MJ75 
Scraper Multi-Tools 
Stiff 
22" Carbon Steel 10-in-1 Polypropylene 3 YA" 2 Tan Hyde 16W17/5 
3 Carbon Steel 6-in-1, Full Tang Nylon Ay," 4 Black Hyde 242427 
. Scrapers 
Flexible 
ch Carbon Steel Standard Polypropylene/TPE 4 AV" Black/Cream Hyde 242415 
o Polypropylene Standard Polypropylene 3/4" 3h" Black Hyde _ 1DAZ9 
4" Carbon Steel Standard Polypropylene/TPE 4" AY," Black/Cream Hyde 242416 
_ § i Polypropylene Standard Polypropylene 34" 32 Black Hyde _1DAZ8 
— ti 
Pacific 
1y" Carbon Steel Single Edge Razor Steel 87%" 5 Ye" Metallic , eg 4MUW8 
utter, Inc 
ch Carbon Steel Chisel Polypropylene/TPE 34" Ay," Black/Cream Hyde 242428 
ch Carbon Steel Chisel Polypropylene AY," 8" Black Hyde _38HT03 
3 Carbon Steel Full Tang Polypropylene/TPR 4" 3 Black/Blue Westward 13A692 
3" Stainless Steel ane Nylon 3%" 3%" Black/Silver © Hyde © 9AND8 
2-Pc. Prep Kit Surface Preparation Kits 
No. 13A687 (1) Flexible, (2) Stiff 
417" (2) Polypropylene, 
u qi Carbon Steel (2) Standard, (1) 5-in-1 (1) Polypropylene/ _ = — Westward 13A715 
eae | TPR/Steel 
1%, 3, 3° “tales otee!, (2) Standard, (1) 8-in-1 (2) NV. (1) Fastic uttiple ~=— Grey/Black Hyde = 16W173 
—.. Flexible 
~. 1 Carbon Steel Standard Polypropylene/TPR — — — Westward 13A686 
Sit 6" Polypropylene Beveled Polypropylene 3/4" A — Hyde 1DAZ5 
ti 
1, 3. Carbon Steel Standard Polypropylene/TPR — — — Westward 13A687 
Wall Scrapers 
Flexible 
eh Carbon Steel Full Tang Polypropylene/TPR 4" 32 Black/Blue Westward 13A694 
2 3. Carbon Steel Full Tang Hardwood 374" 4" Natural Hyde  5LM17 
_ 3 Carbon Steel Full Tang Wood 3/2" 32 Natural Westward 13A/12 
— 4" Carbon Steel Full Tang Polypropylene 32" 4’ Black Westward 13A/03 
Wall Scraper Stiff 
No. 13A703 3. Carbon Steel Full Tang Wood 3/4" 3" Natural Westward 13A695 
ch Carbon Steel Full Tang Polypropylene 32 4" Black Westward 13A693 
ch Carbon Steel Standard Nylon 3% 4" Blue Westward 1UKF7 
Window Scrapers 
Flexible 
5 a Carbon Steel Single Edge Razor Polypropylene iA oe" Black Hyde 242454 
ti 
2948 Carbon Steel Utility Polypropylene i J: Black Westward 13A/20 
4" Carbon Steel Standard Plastic/Rubber 4" aN Black/Cream Hyde _ 242408 
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HAND TOOLS 
Drywall Tools 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 









Spiral Mixer 
No. 13A635 





Inside Corner Trowel 
No. 3AJ91 













Drywall 
T-Square 
ww i No. 13P537 
a" 24 
Ay * 
E 
a 
Drywall 
Apprentice Kit Texture Sprayer 
No. 13A767 No. 3DRF1 
The Premier Line For a better finish, start with HYDE: 
Item Item 
Description Brand No. Description Brand No. 
Drywall Apprentice Kit Coping Saw, w/6" Tungsten Carbide Blade Westward 13P497 
Y se eee HPpenie i Taping r ‘ _— Drywall Utility Saw, w/6" Blade Marshalltown 18E854 
nife, 12" Taping Knife, 12 oz. Drywa estwar 767 Strippers 
ar uitae 6" ae Knife, 2° Drywall Patch Drywall Stripper Westward 13A764 
ud Fans and Mixers Wallpaper Stripper Westward 13P501 
Spiral Paint Mixer, 16°L x 2¥2'W Westward 13A593 Replacement Blade for No. 13A764, Pk. of 6 Westward 13A759 
Spiral Paint Mixer, 16°L x 374'W Westward 13A594 Replacement Blade for No. 13P501, Pk. of 5 Westward 13P532 
Spiral Paint Mixer, 24%e'L x 4"W Westward 13P529 Concrete Tools 
Spiral Paint Mixer, 30°L x 494"W Westward 13A635 Tie Wire Twister, Steel Westward 13A617 
Mud Mixer, 8% x 30 x ¥%" Westward 13P530 Miscellaneous Drywall Tools 
Drywall Mud Masher, 24V" Marshalltown 18E852 48 x 2" Drywall T-Square Westward 13P537 
Drywall Mud Pan, 12" SS Marshalltown 18E856 Squeegee Trowel, 18'L Marshalltown 18E850 
Aluminum Hawks Squeegee Trowel, 22'L Marshalltown 18E851 
ErgoSoft Handle, 10" Westward 13A762 Item 
qanes eT rane 13" Westward 13A763 Description Size Construction Brand No. 
7 i : : Texturing Tools 
nee oiner oo tain eer wteushion Grip Handle Westward 13P539 Texture Sprayer, 2.5 gal. — — Marshalltown _3DRF1 
Curved Soft Grip Handle Westward 13A573 ae cae ae Blade, — Hyde 1DAY5 
Inside Corner Trowel, 4°L x 5"W, Straight Marshalltown 3AJ91 Drywall Taper, Steel Blade = = Westward  13P538 
Fa teora ringer svar yey Texture Brush, Double 14x 6% Hemp Fiber Bristles Hyde 1DAY2 
Sie otmde oo Westward 13P540 Texture Brush, Double Crowfoot 18%x 137" Wood/Tampico Westward _ 13P492 
Outside Comer Trowel 5°Lx 3'W Straight Texture Brush, Single 13ko Hemp Fiber Bristles Hyde 1DAY3 
With Integral Finger Guard Handle g Marshalltown 3AJ94 Texture Brush, Single Crowfoot 13%x9¥%' Wood/Tampico Westward 13P493 
Cornerbead Clincher with Mallet, 13/"L x 3"W Westward 13A765 Texture Gun, 1% gal. Cap. — Pree OnER Westward  13P494 
Saws 
Jab Saw, w/6-1/4" High Carbon Steel Blade Westward 13P495 


QP» Me * (Tim 


MARSHALLTOWN 
For a better finish, start with HYDE: 


Drywall | 
Sanding and | 
Repair Tools 5 


= For wall compounds, see page 1597 






Circle Cutter 
No. 13A766 





Item 

Description Size Brand No. 
Ys" Drywall Clips, Pkg. of 8 We Hyde 1DAZ2 
Hand Sander, Dura Soft Handle 9¥%x3V4" Marshalltown 18E853 
Vacuum Sander, 6 ft. Hose, Coupler, And Adapter 9V4x 3% Marshalltown 18E849 
Pole Sander with Wood Pole gY%" Westward 13P490 
Sponge Scrubber 9x 4%" Westward 13A761 Drywall Sander 
Drywall Circle Cutter — Westward 13A766 62"L tool can sand 10-ft. 
Tape 2" x 500 ft. Hyde 1DAZ4 Hifi| ili 
Tape, Self-Adhesive 2" x 300 ft. (90M) Westward 13A758 i Mii He 4 mae ore a Scaffold. 
Tape, Self-Adhesive 2" x 500 ft. (150M) Westward 13A757 sik Lielbebae owertul 4.7A motor. 
Wall Patch 8 x 8" Hyde 1DAZ3 Mesh Tape Mfr. Item 
Wall Patch 6 x 6" Hyde 1DAX7 No. 13A757 Description Model No. 
Wall Patch 4x4' Hyde 1DAX8 Drywall Sander, Built-in dust collection connector 7800 3JF52 
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HAND TOOLS 





Staplers & Tackers 











Scan. Order. Done. 


TACKERS 


Details on page A1. 


|STANLEY | 
STANLEY) Galil “(WestwarD BOSTITCH FatVex 


Staplers and Tackers 
STAPLE GUNS 
Attach thin materials to a harder or thicker substrate or 









Outward Clinch Tacker—Turns staple legs outward for 





NO: Senet framework. pipe wrap, duct board, and corrugated applications. 
STAPLE AND NAIL GUNS . Hammer Tackers—Use to attach roofing paper, felt, 
Use both staples and brad nails. plastic sheeting, and house wrap, or to install flooring. 
Crown Mfr. Item 
Description Staple Type Width LegLength Brand Model No. 
Staple Guns 
Heavy-Duty Staple Gun, Steel Chrome Plated Heavy Duty Narrow Crown 27%4" Ya" to Yo’ STANLEY TR110 3FRA6 
Hi-Lo Power Lever, Heavy-Duty Heavy Duty Narrow Crown 4448" Yi" to Me" STANLEY TRISOHL = SFRAT 
Heavy-Duty Staple Gun, Aircraft Aluminum Heavy Duty Narrow Crown 27%4" Ya" to Yo’ STANLEY TR150 1FBC6 
Light-Duty Staple Gun, Chrome Plated Light Duty 2%4" Ys to ¥8' STANLEY TR45 2HYR6 
Cable Staple Gun, Aircraft Aluminum Round Crown, Flat Narrow Crown %“e' %'to%e6' STANLEY CT10X 3FRD2 
ORGS? a ne Heavy Duty Narrow Crown 214" — Va"to Yo" DeWalt DWHTTR130LH 31CN63 
Staple and Nail Guns 
Staple/Nail Gun Narrow Flat Crown 274" %e' to %e' Westward = 10D659 
Heavy-Duty Stapler/Brad Nailer Heavy Duty Narrow Crown 27%4" = Ya'to Ye’ STANLEY TR250 1FBC7 
Heavy-Duty Narrow Crown Staple/Nail Gun Heavy Duty Narrow Crown 27/4" V2", Ae" DeWalt DWHTTR350 =. 247308 
. Tackers 
. Heavy-Duty Outward Clinch Tacker Power Crown ~6" Yo" Ye" —__ Bostitch T6-80C2 3ULY8 
No. 1FBC5 Heavy-Duty Hammer Tacker Heavy Duty Narrow Crown 27%4" — *Va'to ¥" ~~ STANLEY PHT150C 1FBC5 
FatMax® Heavy-Duty Hammer Tacker Heavy Duty Narrow Crown 27%4" Ye to Yo" STANLEY PHT250C 1XHU9 
Heavy-Duty Hammer Tacker Power Crown fsa", 6", %" _Bostitch PC2K 1TLK1 
Leg Crown 
Length Width Item Pkg. 
Description (in.)  (in.) For Use With Brand No. Qty. 
Cable Staples 
% 6 10D655 Staple Gun Westward 10D680 1000 
% Ae Mfr. No. CT10X, 125 STANLEY 1XHT1 1000 
Round Crown, “se  %o Mfr. No. CT10X, 725 STANLEY 247345 1000 
Natural He Mfr. No. CT10X, 125 STANLEY 247339 1000 
%e Ae 10D655 Staple Gun Westward 10D681 1000 
%e Ae Mfr. No. CT10X, T25 STANLEY 1XHT2 1000 
Heavy-Duty Staples 
Heavy-Duty % Ae Mfr. Model No. CT10X STANLEY 247347 1000 
Flat Narrow 
crow ye Mfr. No. CT10X STANLEY 247346 1000 
atura 
PHT150C, TR100, Ue ese 
Heavy-Duty TR100HLPHT150C, 
NarrowCrown “ °4 — TR900, TRE500, TRIOOHL, T50, STANLEY SUGW6 1 
T50PBN, ETF50, 155, HT50 
Heavy-Duty Mfr. Nos. TR150, TR250, TRE550, 
Narrow “” "hi —TR410, TRISOHL, PHT150C, 150 S/ANLEY 1XHT4 1000 
Crown, Mfr. Nos. TR150, TR250, TRE550, 
Natural ha TR110, TR150HL, PHT250C STANLEY —IXHT7 1000 
Mfr. No. TR150, TR250, TRE550, 
icant fin: <2 —— MG ITSO PHTI50G, Pene5oG: Us See 
staples a a Mfr. No. TR150, TR250, 
ee eatin Yea TRE550, TR110, TR150HL, STANLEY 1XHT9 1000 
nie Grainlece Sigel PHT150C, PHT250C, T50 
Mfr. No. TR150, TR250, TRE550, 
Rha TR110, TRI50HL, PHT250C STANLEY —1XHUT 1000 
Nos. 1FBC6, 1FBC7, 1XHUS, 
Ae 2a 3FRA6, 3FRA7, Staplers; STANLEY 1XHT5 1000 
1FBC5, 1XHU9, Tackers 
Narrow Nos. 1FBC6, 1FBC7, 1XHUS, 
Crown, Silver % 2% 3FRA6, 3FRA7 Staplers: STANLEY 1XHT6 1000 
1FBC5, 1XHU9 Tackers 
Nos. 1FBC6, 1FBC7, 1XHUS, 
%e 2% 3ERAG, 3FRAT Staplers STANLEY 1XHT8 1000 
Light-Duty Staples 
Office 7 % Mfr. No. TR65 Stapler STANLEY 30PC78 5000 
s; Y %q Mfr. No. TR45, TR40, TR35 STANLEY 1XHR8 1000 
rower Crown 7 WANE CTOWN, “Fg 64 Mfr. No. TR45, TR40, TR35 STANLEY 1XHR9 1000 
No. 1TLK6 Ye 2%q Mfr. No. TR45, TR40, TR35 STANLEY 1XHT3 1000 
Narrow Crown Staple 
Mfr. Model No. TR110, TR150, 
‘STANLEY. * WwesnwarD BOSTITCH Narrow Crown “ 4 TRISOHL, TRE550, TR250, PHT150¢ STANLEY 2413833 1500 
Sep Std Mfr. Model No. TR110, TR150, SiEy Sie ahae 
‘- = isel Poin Yea TR150HL, TRE550, TR250, S 4 5 
Staples, Brad Nails, and C Rings PHT150C, PHT250C 
Power Crown Staples 
Item Pkg. Heavy-Duty, v4 2%64 10D663 Hammer Tacker Westward 10D667 5000 
Description Nail Length (in.) Brand No. Qty. Natural ¥% 2%4 10D663 Hammer Tacker Westward 10D669 5000 
Brad Nails ‘A 6 Mfr. No. P6C-8 and PC2K Bostitch 1TLK6 6000 
Brown STANLEY 1XHU6 1000 Ys Ag Mfr. No. P6C-6 Bostitch 1TLL3 5000 
% STANLEY 241338 1000 Heavy-Duty, % re Mfr. No. P6C-8 and PC2K Bostitch 1TLK8 5000 
ys STANLEY 40229 1000 Silver % Ae Mfr. No. P6C-6 Bostitch 1TLL4 5000 
Natural Zz STANLEY 4DZz8 1000 he Mfr. No. PC4000-0C2 Bostitch 1TLK9 4032 
16 STANLEY 247349 1000 % 6 Mfr. No. PC4000-0C2 Bostitch 1TLL1 4032 
1% STANLEY 1XHU7 1000 Light-Duty, ' ’ 
White 7 STANLEY 4MTJ2 1000 Silver YW 6 Mfr. No. P6C-6 Bostitch 1TLL2 5000 
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GRAINGER CHOICE” HAND TOOLS 
Find the Ww. Find Solutions. Find Great Prices. Carpet, Flooring & Tile Tools 









EROBERTS “WESTWARDY 


Carpet Installation Tools 


Carpet Installation Kit No. 1TGH6—WMetal tool box holds deluxe knee kicker, 
GT carpet trimmer, cushion-back cutter, carpet seam roller, razor blade knife, 
utility knife, base molding lifter, ripping hammer, napping shears, stair tool, seam 
adhesive applicator, chalk reel, white chalk refill, and leather tool pouch. 


Carpet 
Installation Kit 
No. 1TGH6 








Item 
Description Brand No. 
Carpet Installation Kit Roberts 1TGH6 
Carpet Stretcher Kit Roberts 432124 
Power-Lok Stretcher Roberts 1TGF/ 
Deluxe Carpet Stretcher westware he 
estwar 
Carpet Puller Roberts TTGHS 
oberts 
Carpet Knee Kicker Roberts 437126 
PTFE Carpet Heat Bond Iron opens ee 
; oberts 
Loop Pile Cutter Westward 13A746 
GT Carpet Trimmer Roberts 5LF62 
Carpet Knife Roberts 1TGG3 
Carpet Shears Westward 30PA/2 
Longneck Jamb Saw Roberts 1TGF8 
Jamb Saw Replacement Blade for No. 11GF8 Roberts 1TGF9 
Undercut Jamb Saw Roberts 5LF52 
Carpet Seam Roller, Smooth Wheel Westward 13A749 
Carpet Seam Roller, Star Wheel Westward 13A748 
Adhesive Nozzle Roberts 1TGG6 
Double Sided Carpet Tape, 15 ft x 2% In Roberts 12L729 
Double-Sided Tape for Carpet Flooring, 1/8" x /5 ft. Roberts 5HXEO 
Traction Nonslip Rug Strip, 22" x 25 ft. Roberts SHXDY 
Premium Heat Bond Seaming Tape, 22 yd. Roberts 12L727 
Carpet Seaming Tape, 15 ft. Roberts 12L728 
Carpet Adhesive, 1 gal. Roberts 432107 
L W Notch Notch Item ~ : 
(in.) (in.) Notch Type Width(in.) Depth (in.) Brand No. Sos 
2-Sided Notched Trowels : a 
6 2 Square V4 2 Westward _ 13A580 
4 Square 2) WA Westward 13P548 
11 AY Square V4 4 QEP 5HXD7 
4 Square Ye Ne Westward 13A631 
2-Sided Margin Trowels 
9% 2 V 7; Ve Westward _13A581 
L W_ Thickness Item — 
Description (in.) (in.) — (in.) Material Handle _ Brand No. Ceramic Tile 
Tile Floats and Sponges Installation Kit 
Grout Sponge, Pkg.6 7% 5% 2 Foam — QEP 5HXD6 No. 432112 
Molded Rubber Float _—3 4 % Rubber Plastic Westward 13P545 : 
9 % aum Rubber Plastic Westward 13P542 
um Rubber, ; 
Grout Float 9% 4  — Aluminum’ Cushioned gep — 43z099 
Backing Plate P 
IZ 4 %4 Rubber Wood QEP 5HXD5 
Item 
Description Brand No. 
Linoleum and Vinyl Flooring Tools 
Utility Knife Westward 13A732 
Vinyl Tile Cutter, Cuts Up to 12" Tiles Diagonally Westward 13P502 
Vinyl Tile Cutter, Cuts Vinyl Tile up to 12" x 12" Roberts 5HXC7 
Vinyl Tile Cutter, Cuts 18" Straight or 12" Diagonally Roberts 12L722 
Extendable Floor Roller, 17 to 27" Handle Westward 13P503 = 
Floor Roller, 100 Ibs. Roberts 121723 Flooring and 
Linoleum Knife, Ergonomic Handle Westward 13A733 2 ‘ : 
Linoleum Knife, Ergonomic Handle STANLEY 30HK70 Tile Tools & ROBERTS ‘STANLEY. HYDE 
Linoleum Roller, 35 Lbs. Roberts 5LF64 — 
Linoleum Roller, 75 Lbs. Roberts 5LF65 Item 
Angled Floor Scraper, 4W x 1D x 19"H Roberts 5HXDO Description Brand No. 
3° Floor Scraper Hyde _ 38HT04 Extra Large Grout Sponge QEP  5LG18 
4" Angled Floor Scraper, 12" Steel Handle Westward 13A589 Grout Bag, Vinyl w/Metal Tip Westward 13P550 
7" Floor Scraper, 4-Ft. w/Foot Peg Handle QEP  2WFF1 Grout Bag, Latex w/Silicon Tip QEP 5LG23 
8" Floor Scraper, 41 ft. Steel Handle Westward 13P504 Scratch Brush w/ Scraper Blade, 6"L x 3"W Hyde  5FZH8 
8" Adjustable Floor Scraper, Telescoping, QEP 5LG17 Scratch Brush w/ Scraper Blade, 914"L x 3%4'W Hyde 5FZJ2 
Cushioned Grip, 3 to 6-Ft. Length Handle Grout Sealer Application Bottle w/Roller QEP 432101 
14" Floor Scraper, 4% ft. Steel Handle Westward 13P507 Mixing Paddle QEP 432111 
Paint Scraper, 6" Handle_ Hyde __ SFZHO Includes Molded Rubber Float, /% x % x V4" Square Notch Floor Trowel, 
4" Stiff Floor Scraper, 18" Steel Handle Hyde _ SFZH2 8" Tile Nippers, Grouting Sponge, Disposable Gloves, Reusable 2.5 QEP 432112 
4" Stiff Floor Scraper, 48" Steel Handle Hyde 5FZH3 gal. Plastic Bucket, Installation Instructions, (Spacers Not Included) 
4" Stiff Floor Scraper, 54" Steel Handle Hyde 5FZH4 Linoleum and Vinyl Flooring Tools 
6" Stiff Floor Scraper, 55" Wood Handle Hyde  38HT05 Vinyl Tile Cutter, Cuts 12" Straight or 9" Diagonally Roberts 5SLF63 
Pressure Sensitive Adhesive, 1 gal. Roberts 432113 Reversible Floor Scraper, 3/4W x 4D x 59%'H QEP _5HXC9 
Tongue and Groove Adhesive, 1 Pt. Roberts 432102 Tiling Tools and Accessories 
Felt-Back Sheet Vinyl Adhesive, 1 gal. Roberts 432103 Tile Cutting Pliers, 8", Orange, Carbide Blade Westward 13P558 
Vinyl Composition Tile Adhesive, 1 gal. Roberts 432104 Item 
Tiling Tools and Accessories Description For Use With Brand No. 
Tile Nipper, 8", Red, Tungsten Carbide Westward 13P557 Replacement Parts 
End Cutting Nippers, 9", Yellow, Carbide QEP 432108 Yo" Replacement Wheel No. 5LF/7 Tile Cutter Westward  13A5/0 
Grout Saw, 12", Blue Westward 13P552 Replacement Blade, 7° No. 2WFF1 7" Floor Scraper QEP 2WFF4 
Grout Removal Tool. 9" Westward 13P556 Replacement Blade, 8° No. 13P504 Floor Scraper Westward _18P934 
Grout Removal Tool, 9° QEP 1TGH3 Replacement Blade, 14° No. 13P507 Floor Scraper Westward _13P533 
Grout R >" Blad Westward 13P559 Replacement Blade, 18" No. 13P508 Floor Scraper Westward _13P531 
FOUL eMmOvels bigte —— eonval Replacement Blades, Pk. of 2 13P552 Floor Scraper Westward _13P551 
Nylon Tile and Grout Brush, 2.1°W x 8'L Westward 13P555 Scraper Blade, 4" Mfr. No. 19430, 19440, 19450 Hyde 5FZH9 
14" Tile Cutter" QEP 357142 Scraper Blade, 6" Mfr. No. 19430, 19440, 19450 Hyde 5FZJ0 
Power Mixer with Paddle QEP —_—SHXC6 Scraper Blade, 4° Mfr. No. 10-294 Roberts 5HXD1 
Mixing Paddle QEP _5HXC8 Scraper Blade, 8" QEP 62909 Roberts 12L721 
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HAND TOOLS Scan. Order. Done. [= 


Masonry & Concrete Tools Details on page A1. = 










Brick Trowel 
No. 13P514 
Fe Brick Layer's 
Tool Kit 
No. 4JB18 


Tike, 


* ; 3 
The Premier Line 


Convex 
Jointer 
No. 13P513 





Masonry Hand Tools 






L W Item L W Item 
Description (in.) — (in.) Brand No. Description (in.) — (in.) Brand No. 
Trowels and Jointers Miscellaneous Masonry Tools 
Brick Trowel, Philadelphia Pattern, ErgoSoft 11 in 5%in Westward 13P516 Brick Tongs 18 Yin — Westward 13P510 
Brick Trowel, Wide Heel London Pattern, ErgoSoft 11in 5%in Westward 13P517 Bricklayer Hammer — — Westward 13P535 
; 5%in 2% in Westward 13P523 Acid Brush 8%in 3in Westward 13P509 
Brick Trowel, Philadelphia Pattern, ErgoSoft PP/TPR "7 i,” 3 54 in Westward 13P525 += Mason's Line — _— Westward _13P512 
Brick Trowel, London Pattern, Mason's Line Winder w/Handle, __ _ 
DuraSoft®, 1-Pc. Forged 11 in 4%in Marshalltown 5LN36 Orange Braided Nylon, 250 Ft. Marshalltown 5LN72 
Brick Trowel, Narrow London Pattern, ErgoSoft 11in 4%in Westward 13P514 Tool Kits 
Gauging Trowel, ErgoSoft 7in 3% in Westward 13P518 aa anes rete a a HE eM ae Trowel, — jai 
a 11%in “in Westward 13P527 ointing Trowel, Joint Raker, Margin Trowel, Brick Jointer, arshalltown 4 
Tuckpointing Trowel, ErgoSoft PP/TPR 11%4in Yin Westward 13P526 Line Blocks, Line Winder, Masonry Brush, Canvas Tool Bag 
Margin Trowel, ErgoSoft PP/TPR din 2in Westward 13P521 
Bucket Trowel, Soft-Grip 7in 4¥%in Westward 13A652 
Convex Jointer 10in ‘ein Westward 13P513 
Hand Float 


No. 13P541 







Concrete Concrete Tool Kit 
Concrete Trowel Apprentice No. 4JB19 
No. 13A736 Tool Kit 


No. 13A756 
Concrete Hand Tools * Mt 
= Additional edger and trowel handle types are available on Grainger.com® The Premier Line 





<< Ea 


L W Item L W Item 
Description (in.) (in.) Brand No. Description (in.) (in.) Brand No. 
Floats Groovers 
Hand Float, Magnesium, Bevel Ends, Wood Handle 16 3% Westward 13A755 Walking Groover, Stainless Steel, 14" Radius, 6" 3" Westward 13A754 
Hand Float, Rubber, Square Ends, Plastic Handle 9 4 Westward 13P541 ae Ve arpove, Elgon of range Seay 
Hand Float, Magnesium, Square oncrete Hand Groover, Stainless Steel, 4" , ' 
Ends, DuseSoft tendle q 16 3% Marshalltown 22P287 Radius, hy x Yo" Groove, DuraSoft® Handle 6 3 Marshalltown 5LN25 
Float Extension Adapter and Brackets Edgers 
Bull Float Bracket, Threaded, 4-Hole Kraft Tool 43Y 466 Universal Edger, Stainless Steel 6" 3" Westward 13A753 
Bull Float Bracket Marshalltown 22P293 Rub Brick 
Knucklehead® || Bull Float Bracket, Button, 6-Hole Kraft Tool 43Y 469 Concrete Rub Brick 6" cy Marshalltown 22P295 
EZY-Tilt® II Tilting Bull Float Bracket, Button, 6-Hole Kraft Tool 43Y 468 Kneeler Boards 
Bull Float Kit, Includes (4) 134" Handles Mfr. Polypropylene Cushion Pad 19 13% Westward 13A618 
No. 17-8-ASU, (1) Ea: 48 x 8" Square End Lightweight, Stainless Steel w/Knee Pads (Pair) 28 8 Kraft Tool 43Y535 
Bull Float-Blade Mfr. No. B48B, Bull Float Polystyrene w/Knee Pads (Pair 30 10 Kraft Tool 43Y534 
Bracket Mfr. No. 16-RKT-N (22P293), and 48 8 GIt By Marshalltown = 22P308 eeenitene & Fan 
Water Resistant Nylon Tote, With A Rigid ia Whi : 
Reinforced Base And Stiff Side Panels ve ae Twister, Stee! ea ELL 
Trowels i 
124 Westward 13A736_ Textured Foam Grip Inde Kraft Too! 43495 
Concrete Trowel, ErgoSoft PP/TPR Handle ea bere ioavag Handles ; | 
estwaf Swaged Handle, Blue Anodized Aluminum 72 1% Kraft Tool 43Y471 
ie 4 Westward 13A742 Swaged Handle, Aluminum 72. 1% Kraft Tool 43Y472 
ae Eee 14 4% — Marshalltown — 5LPO8 Kumalong® Concrete Mover Handle, Wood 541% Kraft Tool 21YHO9 
uived doth ane 77 rrr STFiU Threaded Handle, Lightweight Aluminum 72. 1% Marshalltown 22P291 
Square Ends, Carbon Steel, arshalltown Push Button Handle, Thick Walled Aluminum 721%  QitBy Marshalltown 22P289 
Curved DuraSoft® Handle 20 4 Marshalltown 5LN98 Mixing Tools 
Pool Trowel, Rounded Ends, Carbon 144 Marshalitown  5LP20 ‘Mixing Bucket 15 11% Kraft Tool 43Y530 
Steel, Straight DuraSof™ Handle Miscellaneous Concrete Tools 
Buttering Trowel, ProForm® Handle i 4% Kraft Tool 43Y556 Concrete Mover Westward OMVT7 
Gauging Trowel, ProForm® Handle 7 3% Kraft Tool 43Y557 EnncrstaAporentlce eal Kil 
Duck Bill Trowel, ProForm® Handle 10 2 Kraft Tool 43Y558 7 Pe Kit In te os 12" Wood Float 16" Magnesium 
365 Kraft Too! 43Y474 Float, 16" Cement Trowel, 5" Margin Trowel,6" 25% 10% Westward 13A756 
Fresno Trowel, Round End, All-Angle Bracket 42 5 Kraft Tool 43Y475 Stainless Edger, 6" Stainless Groover, Tool Bag 
48 5 Kraft Too! 43476 7-Pc. Concrete Apprentice Tool Kit: Includes 
ProForm® Power Troweler Replacement Blades Finishing Trowel, Margin Trowel, Magnesium Marshall BI 
Combination, Steel 14.8 Kraft Tool 43¥489 Hand Float, Wood Float, Stainless Steel — — arshalliown 4JB19 
Groover, Curved End Edger, Canvas Tool Bag 
892 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® HAND TOOLS 
Find the wy. Find Solutions. Find Great Prices. Concrete Mixers 


<= KEE LAN 
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 ¢ ; 
MARSHALLTOWN 
Concrete Mixers 


WESTWARD® WHEELBARROW MIXERS KUSHLAN PEDESTAL-MOUNTED MIXERS 
Mixers feature metal blades and a gear locking 21-rpm electric mixers swivel 360° and can 
system. No. 10N693 features a heavy-duty frame be discharged in any direction. Drums can be 
and removable handles for compact storage. adjusted to the correct angle for particular mixes. 
No. 10N694 has a welded steel frame, torsion bar Welded steel frames are easily broken down 
suspension, and easy-to-use dump mechanism. without tools. 8" power cords included. 


MARSHALLTOWN MIXERS No. 22DA24—This mixer is designed with poly- 


Wheelbarrow Mixer—Hand-tow mixer includes  °tylene drum, heavy-gauge steel tubing frame, 
stand and has removable handles for easy and telescoping handles. 

storage. Tires are made of flat-free rubber. No. 2DCL7—Drum holds ten 80-Ib. bags of 
Tow-Behind Concrete Electric Mixers premix concrete. Driven by a 20:1 gear box with 
Nos. 18F334 and 18F335—25-rpm aaiters a Chain sprocket drive system. Aggressive mixing 


feature reinforced square tubular frame with blades. 16° x 4" flat-tree tires. 
steel channel yoke; wheel- and hand-brake tilting No. 2DCL5—This mixer has a steel frame that's 





RODUCTS,LLC 













No. 32ZU70 





mechanism; and any-position frictional hand easy to move from place to place. Food-grade 

brake. liner extracts easily from basket. 10" x 24" flat- 

KUSHLAN WHEELBARROW MIXERS free tires. eee 
21-rpm electric mixers feature 8" power cords ACCESSORIES 

and %6'-thick, easy-clean polyethylene drums Mixer Stand No. 6LCX9 converts mixer to a 


that resist dents, cracking, and rust. Welded steel stationary unit. 
frames. Steel mixing blades. No. 2DCL1 holds up 

to 200-Ib. bags of premix concrete. 13%" x 3" 

flat-free tires. 


No. 22DA21 


Drum Drum Drum Overall Overall Overall Mfr. Item 
Description Size Dia. Opening Gauge/Material Motor Length Width Height Axle Type Model No. 
Westward Mixers 
; 3 ¥ cu ft 20 % in 16% in 15 ga, Poly 115V 48%in 25%in 41% in Rigid — 10N693 
Wheelbarrow Mixer aaj cuft 22 %in 15% in 19 Ga., Steel 120V 55 in 28in 49 vin Rigid = 10N694 
Marshalltown Mixers 
Wheelbarrow Mixer 3 cu ft 24 in 14% in 20, Steel 115V Direct Drive 45 in 29 in 35 % in Hand Tow MIX3 32ZU70 
Mortar Plaster Mixer 12 cuft 31 in 33% inx 29 in 11 in, Heavy Steel Gas 89 in 99 in 83 in Rubber Torsion 1200MP8HP 35FV48 
Tow Behind 6 cu ft 30 in 18 in 10 Ga., Steel Honda Gas 795 in 61 in 91 in Steel U Spring MIX59289 18F334 
6 cu ft 30 in 18 in 10 Ga., Steel 1.5 hp Electric 78 in 54 in 65 in Rubber Torsion MIX59292 18F335 
Kushlan Mixers 
3% Cu. ft. 22 in 17 %', Poly 120V, ODP 50" 24" 40" Rigid 350W 2DCL1 
3 % cu ft 22 in 17 in % in, Poly 115V Belt Drive 47 in 25 in 44 in Rigid KPRO 22DA14 
Wheelbarrow Mixer 3% cuft 22 in 17 in % in, Poly 115V Direct Drive 47 in 25 in 44 in Rigid 350EPOXY  22DA16 
3 % cu ft 22 in 17 in % in, Poly 115V Direct Drive 53 in 25 in 42 in Rigid 350DD 22DA20 
6 cu ft 28 in 18 in %e in, Poly 115V Direct Drive 50 in 29 in 46 in Rigid 600DD 22DA21 
3 % cu ft 22 in 17 in % in, Poly 115V Direct Drive 57 in 29 in 62 in Rigid 350MP 22DA24 
Pedestal Mixer 10 cu ft 36 in 16% in % in, Poly 120V, Direct Drive ODP 56 in 42 in 68 in Rigid 1000DD 2DCL7 
4% cu ft 22 in 17 in % in, Poly 120V, Direct Drive ODP 57 in 36 in 62 in Rigid 450DD 2DCL5 
Kushian Accessories 
Cement Mixer Stand, For Use With Nos. 2DCL1 Universal Stand 6LCX9 
Cement Mixer Drum, For Use With No. 2DCL5 450-3 6LCYO 
Cement Mixer Drum Lid, For Use With No. 2DCL5 450-4 6LCY1 


© Collomix* 


Handheld Concrete Mixers 


HEXAFIX® coupling lets you change the mixing paddle quickly without tools. 
Feature reduced noise and electronic speed control. Easy-to-operate with 
straight back and ergonomic grip handles. Double-action trigger has safety 
lock-off to prevent unintentional machine start-up. No. 29UKO9 can be used 
with cement, plaster, and ready-mixed mortar. No. 29UK11 is for plaster, 

mortar, screed, concrete, and quartz-filled epoxy resins. Counter-rotating mixer 
No. 29UK12 has no counter-torque, making it easy to move in heavy and viscous 
material. Ideal for miscellaneous mortars, slightly moist mixes, plaster, screed, 








coverings, filler, filled and unfilled epoxy resin, cement, and bitumen mixes. ae 29UK12 
Mfr. Item 29UKO9 
Description HP Rotation Speed atLoad Mixing Volume Model No. 
Handheld Mixers 
Mixer 11932 0 to 590 rpm 0 to 10 gal. X01 29UK09 
2-Gear Mixer 14%4 Oto 4/0rpm,0to640rpm_ Oto 1/ gal. X04 29UK10 
2-Gear Mixer 2%4 Oto 410 rpm, 0to 580 rpm_0 to 23.5 gal. X06 29UK11 
2-Paddle Mixer _1*%2 0 to 430 rpm 0 to 25 gal. X095___—«29UK12 
Mfr. Item 

Description For Use With Model No. 
Mixing Paddles 
2-Blade Mtr. No. XO1, CX100 WK120HF 29UK14 
3-Blade Mtr. No. XO6, CX600 MK160HF 29UK19 
Bird Cage Mtr. No. XO1, CX100 KR120HF 29UK16 
Low Viscosity Mtr. No. X04, X06 DLX152HF 29UK13 
Dual Mtr. No. X055, CX44 MKD140HF 29UK21 
Concrete Stirring Paddle Mfr. No. X04, X06 WK140HF 29UK15 
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FLEET & VEHICLE MAINTENANCE Scan. Order. Done. |= 


Engine Oil Details on page A1. = 
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Formula Shell® MAG 1° Mobil Super™ Mobil Super™ Pennzoil® Quaker State® Valvoline® Valvoline® 








Clean Engine No. 43Y876 No. 12G345 High Mileage No. 33GP82 Advanced Durability™ All Climate VR1 
No. 33GP21 No. 12G350 No. 33GR68 Premium No. 46KK40 
No. 1UBX2 
Conventional Engine Oil EVEREST @) 
Item Item Item Item 
SAE Grade Size No. SAE Grade Size No. SAE Grade Size No. SAE Grade Size No. 
Everest™ 30W 1 gt. 43Y892 30W 1 gt. 40GT27 Valvoline® Non-Detergent 
5W-30 9 gal. 19D162 Mobil Super™ Pennzoil® High Mileage 30W 1 qt. 1UBY5 
55 gal. iepIee et qt. re oW-20 qt. pee Valvoline® All uimate Premium TUBY 
i 5 gal. 4 oW- qt. 47 qt. r qt. 4 
eed 55 gal. 190165 10W-30 ‘at. 126344 ivi 55 gal. 33GP99 “— 5 dt. AGKK42 
Formula Shell® Clean Engine 10W-40 1 qt. 12G345 1 qt. 33GP91 1 qt. 1UBY3 
5W-20 1 gt. 33GP30 Mobil Super™ High Mileage 10W-30 OL 33GP93 5W-30 5 gt. 21A120 
90 gal. 33GP29 oW-30 1 gt. 12G350 90 gal. 33GP92 90 gal. 2MWD6 
5W-30 1 gt. 33GP33 10W-30 1 gt. 12G348 40W-40 1 gt. 33GP95 1 gt. 1UBX2 
© qt. 33GP31 10W-40 1 gt. 12G349 © qt. 33GP96 10W-30 © qt. 21A118 
1 qt. 33GP21 Pennzoil® Quaker State® 90 gal. 2MWD7 
10W-30 5 qt. 33GP19 5W-20 1 gt. 40GT26 30W 1 qt. 33GR85 40W-40 1 qt. 1UBX5 
99 gal 33GP20 90 gal. 33GP80 Quaker State® Advanced Durability™ CR 21A119 
40W-40 1 gt. 33GP24 1 gt. 40GT25 5W-20 9 qt. 33GR65 20W-50 a 1UBX3 
© qt. 33GP22 5W-30 © qt. 33GP82 595 gal. 33GR66 Valvoline® MaxLife™ High Mileage 
>OW-50 1 gt. 33GP26 oo dal. 33GP81 5W-30 © qt. 33GR68 oW-20 2 OL 46KK43 
90 gal. 33GP25 1 qt. 40GT28 90 gal. 33GR6/ Valvoline® Super HPO Premium 
30W 1 gt. 33GP27 10W-30 © qt. 33GP75 10W-30 59 gal. 33GR59 30W 1 gt. 1UBX8 
MAG 1® 99 gal. 33GP74 40W-40 © qt. 33GR63 40W 1 gt. 1UBX9 
40W-30 1 gt. 43Y876 10W-40 1 gt. 40GT24 95 gal. 33GR62 o0W 1 gt. 1UBY1 
2 Ot. 43Y877 o0W-50 1 gt. 40GT30 20W-50 © qt. 33GR64 Valvoline® VR1 
10W-40 1 gt. 43Y882 © qt. 33GP78 10W-30 1 gt. 46KK51 
20W-50 32 OZ. 49EP09 20W-50 1 gt. 46KK40 
30W 1 gt. 453A92 
40W 1 gt. 453A91 
o0W 1 gt. 46KK45 
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Synthetic Blend Engine Oil ebb 





Item Item Item 
SAE Grade Size No. SAE Grade Size No. SAE Grade Size No. SAE Grade Size No. 
CITGO® Supergard Pennzoil® dexos1™ Renewable Lubricants Valvoline® MaxLife™ High Mileage 
- 1 gt. 33ME26 5W-30 1 qt. 33GP83 5W-30 1 gal. 4JPT5 5W-20 1 qt. 1UBZ4 
10W-30 1 gt. 33ME27 Pennzoil® Gold™ 10W-30 1 gt. 4JPR7 5W-30 1 qt. 1UBZ6 
MAG 1© SW-20 55 gal. 33GP88 15W-40 1 gt. 4JPR9 5 qt. 21A123 
5W-20 1 gt. 43Y884 5W-30 1 gt. 33GP89 30W 1 gal. 4JPT3 40W-30 1 gt. 1UBZ1 
2 qt. peal 0 Quakel glate” Defy™ nigh Br eane _— Valvoline® Durablend® _— : qt. an Ps 
7 qt. 4 7 : qt. i qt. 7 qt. 
oW-30 © qt. 43Y888 Quaker State® dexos™ oW-20 9 gal. 453018 1OW-40 2.0L. 21A122 
MAG 1© High Mileage 5W-30 1 gt. 33GR57 5W-30 1 gt. 1UBZ9 20W-50 1 gt. 1UBZ7 
5W-20 1 gt. 43Y886 Quaker State® Enhanced Durability™ 5 gal. 453019 
5 qt. 49EP11 5W-20 1 gt. 33GR78 10W-30 1 gt. 1UCB1 
5W-30 1 gt. 43Y891 55 gal. 33GR77 10W-40 1 gt. 1UCB2 
2 Gt 49EP12 oW-30 55 gal. 33GR58 Valvoline® MaxLife™ 
5 qt. 49EP13 5W-30 9 gal. 453008 
10W-40 1 gt. 43Y883 
894. GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® FLEET & VEHICLE MAINTENANCE 


Find the wy. Find Solutions. Find Great Prices. Engine Oil 
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No. = 
No. 33GR11 33GR17 453A66 





No. 453A94 


Full Synthetic Engine Oil cco EVEREST @ czzag: Mobil & 


Breakdown-resistant formulas withstand high and low temperatures better than conventional oil, offering improved performance. 





Dexos Item Dexos Item Dexos Item Dexos Item 

SAE Grade __ Rating Size No. SAE Grade __ Rating Size No. SAE Grade __ Rating Size No. SAE Grade __ Rating Size No. 
CITGO® Supergard Mobil 1™ Pennzoil® Ultra Platinum™ Valvoline® Synpower® 
OW- 1 1 ot 45KJ13 OW-20 1 1 gt. 4NYX8 oW-20 No 1 gt. 33GR16 OW-20 1 32 02. 4NPH4 
5W-20 No 1b 45KJ09 OW-30 1 1G 5XB5/ 5W-30 No Tb 33GR17 OW-40 No 1 gt. 453A95 

No 99 gal. 45KJ07 OW-40 No 1 gt. 4NYX9 No do gal. 33GR10 5W-20 No 9 gal. 453016 
oW-30 No 1 gt. 45KJ17 oW-20 1 10Gb 3GZY1 10W-30 No 1 qt. 33GR15 1 32 OZ. 4NPH6 
10W-30 No 1 qt. 45KJ19 oW-30 1 1 qt. 5XB56 Pennzoil® Ultra Platinum™ European Engine 2 1 qt. 46KK48 
Everest™ 10W-30 No 1 gt. 5XB58 5W-40 No 1 gt. 33GR21 No 5 gal. 453012 
5W-30 1 5 gal. 19D166 15W-50 No 1 gt. A4NYY1 do gal. 33GR22 5W-30 No 9 gal. 453014 

1 55 gal. 19D167 Pennzoil® Quaker State® Ultimate Durability™ 1 5 qt. 46KK41 
40W-30 1 9 gal. 19D168 10W-30 No 1 gt. 33GR04 OW-20 No 90 gal. 33GR87 1 32 OZ. 4NPH8 

1 oo gal. 19D169 Pennzoil® Platinum™ oW-30 No oo gal. 33GR95 5W-40 No 2 gal. 453010 
Formula Shell® OW-20 No 1 qt. 33GR03 oW-50 No 90 gal.  33GR98 2 32 OZ. 4NPH9 
oW-20 No 1 gt. 33GP38 No 59 gal. 33GRO02 Quaker State® Ultimate 40W-30 No 5 qt. 46KK47 
oW-30 No 1 qt. 33GP39 5W-20 No 1 qt. 33GR07 Durability™ European Engine No 32 OZ. ANPHS 
10W-30 No 1 gt. 33GP36 No oo gal. 33GR08 5W-30 No do gal. _33GT03 20W-50 No 32 OZ. 4NPH7 
MAG 1© No 10 33GR09 5W-40 No do gal. 33GT01 Valvoline® Synpower® High Mileage 
OW-20 2 SOL 49EP14 5W-30 No © qt. 33GR11 Valvoline® MaxLife™ OW-20 1 1 gt. 46KK49 
5W-20 No 1.6: 43Y885 No do gal. 33GR42 5W-20 No 5 gal. 453007 oW-20 1 1 gt. 46KK50 

No © dt. 49EP15 Valvoline® Max Tech Valvoline® Synthetic mae High Mileage 
5W-30 2 1 gt. 43Y890 OW-20 No © qt. 453A94 oOW-30 1 32 0 4NPH2 

2 © dt. 49EP16 10W-30 No 32 7 4NPH3 
40W-30 No 1 qt. 43Y880 Valvoline® VR1 

No OL. 49EP17 20W-50 No 1 gt. 453A66 
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No. 4NPJ4 No. 33GR36 No. 52HG19 No. 453A77 No. 43Y867 No. 41AA47 
Item 
Brand SAE Grade Size Base Oil Std. No. 








2-Cycle Engines 








RENEWABLE f I ) ry} ' i Marine 
Peels E briliatic Pennzoil® 1 gal Synthetic Blend TC-W3 33GR36 
= Ea a Quicksilver 1.1 gal Conventional — 92HG19 
Small Engine and Marine Oil {gal Conventional BIA, NMMA TCW3 453A77 
Valvoline® 1 qt Conventional BIA, NMMA TCW3 453A90 
Lubricants are made to meet the requirements of engines that require an oil/ wariaa~ Matercycles-Sae at a oF ST carden ee TCW3 4NPN8 
gasoline premix; variable ratio oil injection systems; and motorcycles, ATVs, , vere: ies eae iicn i NMA TCW-3, JASO oORW79 
inboard/outboard boat engines. 9 RAM Toy Laren 
Item MAG 1@ 1 qt Conventional FB, API TC 43Y867 
Brand SAE Grade Size Base Oil Std. No. ; NMMA TCW-3, JASO 
Gasoline Engines 16 oz Conventional FB, API TC 20RW77 
ATV/UTV Gunekeiver 1 gal Conventional TC-W3 52HG18 
Valvoline® 10W-40 qt Conventional API, JASO 4NPJ4 16 0z Conventional TC-W3 52HG16 
Marine va po-eynihetle ASTHeTe i" TC-W 4JPR2 
Ae; i ; FC-W and FC-W ga i0-Synthetic _ 1C-W & TC-WII 4JPR4 
Quicksilver 25W-40 1at Conventional Catalyst Compatible 52HG15 Renewable Lubricants Tat Bio-Synthetic ASTM & TC-W IPRA 
Motorcycles 1 qt Bio-Ssynthetic ay Ate atl 4JPR3 
10W-40 1 at Conventional API, JASO 4NPJ1 
Valvoline® — ~»9W-50 1 qt Conventional API. JASO ANPJ2 Valvoline® Tat Synthetic Blend TC-W3 certified 1UCB9 
Snowmobiles, Watercraft ATVs & Motorcycles Motorcycles, Snowmobiles, Chain Saws, & Garden Equipment 
MAG 1© 10W-40 ‘qt Synthetic Blend API SL, JASO MA, JASO MA-2 43Y869 Lubrimatic 1 qt Conventional — 41AA47 





SAE Item 
Description Grade Size No 


Valvoline" 15W-40 5Sgal. 4NPT2 Xx en 


CNG/LNG Synthetic Blend Engine Oil Vavoline"Premiur seway seca aero OE CNP? 


wv) A ITGO. 


LUBRICANTS 





Blue® GEO 
Developed as lubricants for engines fueled by compressed natural gas (CNG) and 9 ~“CiTG0®Citgard® 15W-40 55 gal. 33ME44 
liquefied natural gas (LNG) in transit and other demanding mobile applications. Shell Rotella®T3 15W-40_ So gal. 33GP63 
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FLEET & VEHICLE MAINTENANCE Scan. Order. Done. 








Diesel Oil & Fluids Details on page Al. 
‘mh Item 
SAE Grade Size No. SAE Grade Size No. 
Mohil Delvac™ 1300 Super Valvoline® Premium Blue™ 
15W-40 1 gal. 4ZF24 1 gal. 1UBY7 
Mobil Delvac™ MX 15W-40 5 gal. 4NPR8 
z? ‘ 1 gal. 4NYY4 95 gal. 2MWE3 
r) ae Tat. 4NYY3 40W 55 gal. 453032 
Shell Rotella® T1 Valvoline® Premium Blue™ GEO 
1 gal. 52ND94 15W-40 1 gal. 46KK32 
30W 1 gt. 33GP53 Full Synthetic 
5 gal. 33GP52 MAG 1© 
55 gal. 33GP50 5W-40 1 gal. 43Y898 
. , 1 gal. 52ND95 Mobil Delvac™ 1 
No. 33ME30 No. 4ZF24 No. 52NE01 No. 1UBY7 40w ‘qt. 338GP97 oW-40 ‘gal. __ 5XB62 





5 gal. 33GP56 Shell Rotella® T6 
Conventional 10W 55 gal. 33GP49 1 gal. 4NPT1 
cmso. [rep yp” 
90 gal. 33ME29 90 gal. 52ND97 CITGO® Citgard 700 


55 gal.  33GP55 SW-40 Tgal.  52NE06 
EVE REST Item SOW 5 gal.  33GP59 T at. 33GP72 
SAE Grade Size No. 55 gal. 33GP58 Valvoline® Premium Blue™ 

CITGO® Citgard 600 Shell Rotella® T4 oW-40 55 gal. 453C31 

LUBRICANTS - : 45W-40 1 gal. 33ME30 40W-30 1 gal. o2ND96 Synthetic Blend 
ates TOW 55 gal.  33ME28 Tgal.  52NE01 {0W-30 Tgal.  54HD75 

Mobi [ Everest™ 15W-40 25 gal.  52ND99 Mystik JT-8 

15W-40 5 gal.  19D160 5 gal.  52NE02 2gal.  33MFO1 





- 55 gal. 190161 55 gal.  52NE03 15-40 2gal.  400F53 
| dD MAG 1© Shell Rotella® T5 - 5 gal.  400F52 
Ww 10W-30 Tgal.  20RW86 10W-30 Tgal. _ 52NE09 55 gal. 400F54 
\ rote Mystik i gal. 43894 25 ga S2NEQB a 5 gal. 33MFO3 
‘ LUBRICANTS 45W-40 1 at. 43Y899 Valvoline® All-Fleet® Plus 95 gal. 33MFO2 
. . 7 25 gal.  49EP08 Tgal.  4NPT8 Shell Rotella® T5 

Diesel Engine Oil 55 gal. 43Y901 15W-40 T at. 1UBY6 TOW-30 55 gal.  52NE07 
a i 5. AME) vhs rnin Bet” 

: i intal gal. gal. alvoline® Premium Blue™ 
Lubricants are designed to maintain A0W 5 gal. 43Y897_— any i qt. 1UBY8 re 55 gal. 45380 
performance and extend the life of Mobil Delvac™ 1230 5 gal. 4NPTA 55 gal.  453C15 
diesel motors. 30W T qt. 6KXK8 40W 5gal.  4NPTG 5W-40 Tgal. 453004 














Che 
; STA-BIL 
Fuel Therapy a 
| DIESEL 
No. 6MGJ8 No. 48RH21 No. 54UD30 powcr pd 
Item a | ’ 
wv) ae Size No. == ==- — 
WW) tok - Halolite rem amines No. 1YHR3 No. 49U501_ No. 49EP32 —_=No.. 10N803 
. ) eee 2.5 gal. 6MGJ8 _ = = = 
\ te. KleenDEF a once 
= 330 gal. 21A076 TRI! 
Peak Blue DEF Bz , POWER 
DEF Diesel . F gal asRH21 LATTE C Fuel Solutions Jenne aS STA-BIL 
Specially blended to help meet the EPA's Kisea teh mclidiPa lesel rue ItIVES 
near-zero emission requirements in selec- 2.5 gal. 54UD30 nesednllon ee es hah 
tive catalytic reduction (SCR) diesel engines. 99 gal. o4UD31 Diesel Fuel p p 
Se -,rt—“‘“‘OOCS CRC 
Diesel Cold Flow™ Diesel Fuel 
ie ” Anti-Gel with Lubricity 900 gal. Fuel Tqt. = 1YHR9 
\paAN Diesel Fuel Therapy® Diesel Injector Cleaner 125 gal. Fuel 1 qt. 1YHR3 
Diesel Power 
BlueDEF® Diesel System Cleaner and Cetane Booster 150 gal. Fuel 20 02. 2AEN9 
q 150 gal. Fuel 20 oz. 2AEN8 
: | DieselPower!® Diesel Fuel Anti-Gel 250 gal. Fuel 39 o7. 481731 
Transfer Pumps DieselPower!® Diesel Injector Cleaner 35 gal. Fuel 12 0z.  2AUP6 
; . . No. DieselPower!® Diesel System Cleaner 35 gal. Fuel 12 02. 2AUP5 
Engineered to provide strong deliv- 487A71 DieselPower!® Performance 35 gal. Fuel 120z. _ 2AEN1 
ery pressure that leads to strong Improver and Cetane Booster 150 gal. Fuel 20 Oz. 2AEN7 
: ne ; : Diesel/Bio-Diesel Blends 
pumping efficiency dispensing B3C Fuel Solutions 
ales eerie oe eg ae [toe ou oe a, le 
drums. Designs feature automatic Diesel System Cleaner 1 0z. or per 10 gal. Fuel 1 gal. 49U502 
shutoff nozzles to help prevent CRC 
" i Diesel Fuel Therapy® Diesel 
over-pumping. Injector Cleaner with Anti-Gel 125 gal. Fuel 1 gt. 1YHP1 
Hose Mfr. Item Power Service Products 
GPM Length Includes Voltage Model No. Bio Kleen® Diesel Fuel Biocide 320 gal. Fuel 160z. _ 49EP34 
Electric Operated Drum Pump Clear-Diesel® Diesel Fuel and Tank Cleaner 100 gal. Fuel 32 0z. 49EP35 
Pump, Bracket, Dispense Hose, ® Bal; ; 100 gal. Fuel 32 02. 49EP32 
7to9 20ft. Suction Hose, Fittings, Nozzle 115VAC DEFTB20SN 48RH25 Diesel 911©® Reliquefies Gelled Diesel fuel 250 gal. Fuel 80 o7. A9EP33 
Sto 10. 13 ft. Discharge Hose, Polyethylene 120VAC DEFDP120 487A71 Eee ue ; OZ. ath 
8to10 13 ft. Nozzle, Drum Adapter 12VDC = DEFDP12V.—s 487A72 ® ® gal. Fue OZ. 
Electric Operated Tote Pump Blesel ene! supplement "= GeraneDeos! any a os oz, ae: 
4 ft. Suction, Discharge Hose, gal. Fue 5 gal. 
S101) 201 Stainless Steel Nozzle T20VAG DEFTPIZ0SN  487A77 40 gal. Fuel 16 oz.  49EP28 
8to 10 20 ft. 4 ft. Suction, Discharge Hose, 120VAC DEFTP120MN 487A76 Diesel Kleen® +Cetane Boost® Diesel 100 gal. Fuel 32 OZ. 49EP29 
8to10 20 ft. Polyethylene Nozzle 12VDC  =DEFTP12VMN 487A79 System Cleaner and Cetane Booster 200 gal. Fuel 80 02. 49EP30 
Hand Operated Drum Pump 3750 gal. Fuel 2.0 gal. 49EP31 
2 Bung Adapter, Expandable Down Tube, __ Sta-Bil 
| 10 ft. 10 ft. DEF Dispense Hose and Poly Nozzle DEFR12068010 48RH27 Diesel Eviek Stabilizer 320 gal. Fuel 32 02. 10N802 
0.13 20ft. Expandable Downtube, Drum Adater — DEFDPHP 487A70 1280 gal. Fuel 1 gal. 10N803 
896 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® FLEET & VEHICLE MAINTENANCE 
Find the Wy. Find Solutions. Find Great Prices. Engine Additives & Transmission Fluid 











TRACERLINE*’ 






aca Maintenance Additives 





Mfr. Item 
Description Size Model No. 
Fhgine and a Adiitives 
Bar's Leak Concentrate 
Rear Mai Seal Repair 16.9 oz. 1040 36D346 
Turtle Wax® Marvel Mystery 
Oil® Oil Addttive 16 02. MM12R 19D071 
Turtle Wax, Marvel Mystery REAR = 
Oil® Oil Additive 32 02. MM13R 1UET3 MAIN SEAL V1 PTSRVTTETT ENGINE ot 
Marvel Mystery Oil@ Oil Additive gal. MIMIT4R 1UETA REPAIR = MARV El ma 
No-Leak® Engine Oil Treatment 16 02. 20401 JEVYO enere kar ox snes rey Anh” 
Slick 50® rogue Oil Treatment m 15 02. 79001 469D28 — My M — 
Rislone 3X Concentrated Engine O1 e (iM 1923 
Supplement with Zinc Treatment 11 02. 4405 360348 a Bie at a No. SEVYO 
Seafoam® Motor Treatment 16 02. SF16 20RW99 ADD TO GAS & O11 
Engine Cleaners << ae a 
Pyroil™ Engine Flush 30 02. PYEF30 21A059 No. 36D346 yen ane onan No. 
Ignition Sealer and Internal Engine Coating A4LTUS 
STA-BIL® Fogging Oil 12 02. 22001 2AEP1 
Fluid System Leak Detection Dyes 
Supercool™ Multipurpose Total Dye 1-02: 16525 4LTU8 
Tracerline® Dye-Lite® All-In-One” T 0z. TP-3405 36PW58 No. 1UET4 
—. _" T™M 
Mobil Go==t} EVEREST 





H H 7 CITGO. 
Transmission Fluids Wancants 


A variety of formulations are offered to help Keep automatic and manual transmissions operating effectively. 
Consult the owners manual for specific recommendations for a given vehicle. 






Item 
Type Size Brand No. Tr 
Automatic Transmission Fluid — 
For Use With Allison Transmission a . 
Delvac™ Synthetic 1 gal. Mobil A4NYY2 
For Use With Chrysler 
OE: Valvoline 1UCB4 
ATF + 42 » qt. re nzot Ne 
02. ag 
For Use With Ford No. 1PKU2 
1a. Valvoline 1PKU3 
Mercon® V 1 qt. Citgo 45KJ29 
cP OZ. HE qe 
qt. ag 43Y875 
Type F Tt. Valvoline 1UCB5 
For Use With General motors var C8 
Dexron® VI qt. alvoline tf No. 4NPJ5 
1 gt. Citgo 45KJ26 : 
For Use With General Motors and Ford NOs asmvee shi tal 
1 gal. Mag 1 43Y873 
1 gal. Valvoline 1UCB6 Item 
1 gt. Mag 1 43Y871 Type Size Brand No. 
1 gt. Valvoline 1PKU2 Automatic Transmission Fluid with Stop Leak 
Dex-III/Mer 1 qt. Mobil 5XB55 Stop Leak 1 qt. Mag 1 43Y860 
2.9 gal. Mag 1 49EP18 P 1 qt. Valvoline 4NPP8 
9 gal. Mag 1 43Y872 Continuously Variable Transmission Fluid 
2 gal. Valvoline 4NPJ6 CVT 1 gal. Valvoline 453006 
90 gal. Valvoline 2MWD9 1 qt. Valvoline 6MGKO 
For Use With Import Multi-Vehicle synPower CVT 9 gal. Valvoline 453013 
Import 1 gt. Valvoline 46KK44 Drive Train Transmission Oil No. 43Y860 
For Use With Multi-Vehicle For Use With Off-Road Applications 
1 gal. Valvoline A4NPJ5 Drive Train 30W 9 gal. Valvoline 4NPU8 
1 qt. Valvoline 1PKU4 Drive Train 50W 9 gal. Valvoline 4NPU9 
1 gt. Pennzoil 40G123 Mobilfluid 424 2.0 Gal. Mobil 4ZF29 
1 qt. Citgo 45KJ36 Mobiltrans HD 10W 9 gal. Mobil 1MRG6 
Dex-III/Mer 9 gal. Everest 19D172 Mobiltrans HD 30W 9 gal. Mobil 1MRG7 
9 gal. Valvoline 453011 Manual Transmission Fluid 
32 07 fag 1 a, For Use With General Motors and uinysret 1 S3CRA8 
do gal. verest Ai qt. ennzol 
55 gal. Valvoline 2MIWD8 Synchromesh T at. Valvoline 46KK52 
Dexron® VI/ Tt Mag 1 43Y874 For Use With Heavy & Medium Duty Truck 
Mercon® LV 1 gt. Citgo 45KJ32 Delvac 1™ SOW 1 gal. Mobil 1MRG2 No. 453C06 
Synthetic ATF 1 qt. Mobil 1 6Y77/6 SYN GARD™ 5 gal. Valvoline 453003 


a O@&am B “ope? 
Carburetor Cleaners cw 
Maximize carburetor performance, improves fuel system Technician : 
Grad 
pe) 


performance, and ensures maximum fuel economy. 2 . 
Starting Fluids 


Starting 
a 





ar, ae sei | se im ae 
ran orinated Flammable ize 0. ty. ‘ : ; 
Less Than or a to 10% {10g a GUM shee ee start tr 
and nelp reauce wear on Starter 
ae Yes Yes 20-07. 19MX69_1 see ; P and , 
Panui Yes Yes 1407. 465D34. 1 CHOXT | motors and avoid ExCessive 
Yes Yes 160z. 465D33 1 ined battery drain. N 

K&W Yes Yes 240z. 19MY86 1 Oo. 
1s to 50% / 10 to Sat 5 9136 — 3 Item A: 21A070 

Yes es OZ. Brand Size No. ty. 
Pyroll Yes Yes 18.10 0z. 1PKT8 1 For Use With Gasoline, Diesel and 2-Cycle 
areater Than 50% /500g/L Pyroil 11 02. 21A070 1 
3M Yes Yes 8.0002. 2CTF9 1 wo agsp34 No. sit Pyroil 7.5 OZ. 21A071 1 No. 
CRC Yes Yes 20 0z. 3oWT62 1 19MY86 2CTF9 Zep 11 02. 43NT07 12 43NT07 
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FLEET & VEHICLE MAINTENANCE Scan. Order. Done. 



















Gear Lube & Hydraulic Oil Details on page Al. 
Base Viscosity Container Item 
SAE Grade Oil API Category/SAE Standards Index Size No. 
Castrol 
For Autos/Light Duty Trucks 
dreoe Synthetic API GL-5 Syntrax Long Life 15 gal. 45LW32 
For Differentials, Manual Transmissions, Trucks, Tractors, Industrial Gear Drives, Automobiles, Farm Machinery 
75W-90 Synthetic API GL-5 and MT-1; MIL-PRF-2105E, SAE J2 360 143 5 gal. 33ME41 
“ cat Mineral API GL-5 and MT-1; MIL-PRF-2105E, SAE J2360 143 90 gal. 33ME40 
ome — 80W-140 _— Mineral API GL-5 and MT-1; MIL-PRF-2105E, SAE J2360 142 o gal. 33ME42 
Mobilube HD S For Heavy-Duty Service In Manual Transmission 
Pius. =Cas trol o0W Mineral API GL-4 and MI-1 151 2 gal.  33ME43 
Satna! in tM For Transmissions, Differentials, Final Drives and Other Gear Cases of Trucks, Buses and Farm Equipment 
BOW 90 80W-90 Mineral API GL-5 and MT-1; MIL-PRF-2105E, SAE J2360 99 o gal. 33ME38 
, ee Mineral API GL-5 and MT-1; MIL-PRF-2105E, SAE J2360 97 o gal. 33ME39 
a ag 1 
Gear Oils 
7OW-140 _ Synthetic API GL-5 and MI-1; SAE J2360 186 1 qt. _43Y903 
No. 4ZF27 7OW-90 __ Synthetic API GL-5 and MI-1; SAE J2360 162 1 qt. _43Y904 
Mineral API GL-5 and MI-1; SAE J2360 104 1 qt. _43Y908 
80W-90 Mineral API GL-5 and MT-1; SAE J2360 104 1 gal. 43Y906 
No. 45LW32 Mineral API GL-5 and MI-1; SAE J2360 104 2.0 gal. 43Y905 
Mineral API GL-5 and MI-1; SAE J2360 100 1qt. 43Y911 
85W-140 _ Mineral API GL-5 and MI-1; SAE J2360 100 2.0 gal. 43Y909 
i tl sabi Mineral API GL-5 and MT-1; SAE J2360 100 ogal. 43910 
obi 
— For Axles, Final Drives and Some Manual Transmissions On Cars, Trucks, Tractors and Contractor and Mining Equipment 
B80W-90 Mineral API GL-5, API MT-1, SAE J2360, SCANIA STO-1: 0, Mil-PRF-2105E 103 1qt. _4F979 
Mineral API GL-5, API MT-1, SAE J2360, SCANIA STO-1: 0, Mil-PRF-2105E 103 2.0 gal. 4ZF27 
85W-140 Mineral API GL-5, API MT-1, SAE J2360, SCANIA STO-1:0, Mil-PRF-2105E 99 1 qt. _4F980 
= Mineral API GL-5, API MI-1, SAE J2360, SCANIA STO-1:0, Mil-PRF-2105E 99 2.0 gal. 4ZF28 
Mobil For Off-Highway Industries Including: Construction, Mining, yuarrying,, and Agriculture. On-Highway Trucks, Buses, and Vans 
7OW-90 _ Synthetic API GL-5 and MT-1; SAE J2360 140 1 gal. 1MRG1 
Vehicles, Construction, Mining and Agriculture Equipment 
stat: Synthetic ASTM 140 gal. 45MY89 
obil 1 
No. 4NPK8 For Year-round Automotive Use in some Manual Transmissions, Differentials and Light to Medium Duty Gearboxes 
= \= 7OW-90 _ Synthetic API GL-5 142 1qt. 4F744 
No. No Valvoline™ 
For Autos/Light Duty/Heavy Duty Trucks 
43Y904 4F744 75W-99 synthetic API GL-5 and MT-1; MIL-PRF-2105E, SAE J2360, Eaton, Meritor, MACK 152 5 gal. 4NPU1 
Synthetic _ API GL-5 and MIT-1; MIL-PRF-2105E, SAE J2360, Eaton, Meritor, MACK 192 16 gal. 4NPT9 
80W-140 Synthetic — API GL-5 and MI-1; MIL-PRF-2105E, SAE J2360, Eaton, Meritor, MACK 146 o gal. 4NPU2 
FAAG 7 ig For Autos/Light Duty Trucks 
SA ow 75W-149 Synthetic APIGL-4, GL-5 183 {qt 4NPL3 
Synthetic API GL-4, GL-5 183 5 gal. _4NPL2 
r. 75W-90 Synthetic API GL-5 and MT-1; MIL-PRF-2105E, SAE J2360 178 1 qt. _ 4NPL1 
LT i w) Mineral API GL-4, GL-5 166 1 qt. _ 4NPK1 
Mobil \ ote Mineral API GL-4, GL-5 96 Tat.  4NPK9 
80W-90 Mineral API GL-4, GL-5 96 1 gal. 4NPK8 
= = Mineral API GL-4, GL-5 96 gal. 4NPK7/ 
Gear Oil and Lubricants Mineral API GL-4, GL-5 96 16 gal. _4NPK6 
85 W-140 —Wineral wPrL-a- CLS 98S gal NK 
j j ificg- inera -4, GL- gal. 
Designed to provide the performance specifica SOW tine aes ae 3 oe —ANPUS 
tions for the intended use as defined by the API For Autos And Light Duty Trucks 
category level or SAE standard. W-90 Mineral API GL-4, GL-5 96 90 gal. 2MWE5 


RENEWABLE LUBRICANTS BIO-SYNXTRA 


vy 
(il vstik For powershift transmissions, final drives, 
AES id YSUK. PTOs, hydraulic, and brakes. USDA 


BioPreferred Designated. 


SNOWPLOW AFTERMARKET 
REN ate Snowplo' Rermarket .» Gy ™) MANU FACTU RING 





a 


CITGO. 


LUBRICANTS 








LUBRICANTS Manu ae ; 
S.A.M. Hydraulic Oil—Nonfoaming, anti- 
Hydraulic and Lubricant Oil wear formula with antifreeze additive. 
CITGEAR® SYN HT 220 Hydraulic Chatter suppression with Tractor Hydraulic Fluid—Extreme pres- 
Oil—Features lower coefficients of precise clutch and wet brake —_ Sure and antiwear properties, plus rust, 
friction than conventional mineral operation; resistance to corrosion, and oxidation resistance. 
Oils. pu Hern a rust aW—7inc-based, nondetergent lubricant 
ocala: oO with rust and foam inhibitors. 
and is readily separable from water,  K&W Unitrac™—Reduces wet brake and PTO 
TRANSGARD®—Proiect tractor Trans-X® Posi-Trac®— chatter and provides antiwear, oxida- 
transmissions, axles, and hydraulic Designed to quiet chattering tion, ferrous rust, and copper corrosion 
pumps. Friction and heat transfer differentials. protection. 
icti ISO Viscosity Viscosity Item 
No. 4JPU2 No.6Any2 = “Haracteristics. Description Size Grade Index _No. 
ISO Viscosity Viscosity Item Mystik 
Description Size Grade Index No. ISO 150 Rock Drill Oil 5 gal. 150 108 33MF08 
Citgo Mystik® PL Turbine Drip Oil Turbine Drip Oil 2 gal. 32 86 33MFO07 
CITGEAR® SYN HT 220 Hydraulic Oil 5 gal. 220 149 33MF33 Renewable Lubricants 
HyDurance® AW NZ Hydraulic Fluid 5 gal. 32 110  33ME67 Bio-SynXtra Hydrostatic™ Tractor Hydraulic Fluid 1 gal. 32 213 4JPU1 
Pacemaker® Hydraulic Oil 59 gal. 220 98  33MF31 Bio-SynXtra Hydrostatic™ Tractor Hydraulic Fluid 5 gal. 32 213 4JPU2 
TransGard® Tractor Hydraulic Fluid 5 gal. = 140  33ME54 Bio-SynXtra™ Tractor Hydraulic Fluid 1 gal. 46 210 4JPT8 
TransGard® Tractor Hydraulic Fluid 55 gal. = 140 33ME53 Snowplow Aftermarket Manufacturing 
K&W S.A.M. Snowplow Hydraulic Fluid 1 gt. — — 6AHY2 
Trans-X® Posi-Trac® Limited Slip Gear Oil Additive 7 02. — = dEVZ1 S.A.M. Snowplow Hydraulic Fluid 1 qt. — == 6AHY3 
Mag 1 Sta-Lube 
Tractor Hydraulic Fluid 1 gal. _ 133 43Y919 Sta-Lube® Equa-Torque Differential Friction Modifier 4 oz. _— _ 1YHP2 
AW ISO 32 Hydraulic Oil 5 gal. ge 108  43Y921 Valvoline 
AW ISO 46 Hydraulic Oil 5 gal. 46 105 48Y923 Tractor Hydraulic Fluid 1 gal. — 140  12W340 
AW ISO 46 Hydraulic Oil 59 gal. 46 105 48Y922 AW 46 Hydraulic Oil 59 gal. 46 106 12W326 
AW ISO 68 Hydraulic Oil 5 gal. 68 103 43Y925 Unitrac Tractor Hydraulic Fluid 5 gal. _ 141. = 12W346 
898 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° FLEET & VEHICLE MAINTENANCE 
Find the wy. Find Solutions. Find Great Prices. Vehicle Grease & Fluids 





fa -{ Mobil Delvac 
RED 


No. 5ZN13 











CITGO [exo 


LUBRICANTS 


_s 25” 
Gaxay Mobil 
J 


PLEWS6 .- ww 
Mystik fii iiutravvec ©) 
Vehicle Grease 

















m Lubricating 
With Moly 




















Mobi 22||| 























No. 4ZF44 





“ENO. 1 . 





Greases are formulated for general purpose, extreme pressure, high-tempera- Mystrk 
ture, multipurpose, and other application and performance characteristics. aa 
NLGI Container Item Pkg. ener 
Description Grade Color Size Type No. Qty. 
Citgo ar 
Lithoplex® RT Multipurpose Grease 2 Red 14 oz. Tube 33ME75 1 nae 
Lithoplex® RT Multipurpose Grease 2 Red 120 Ib. Drum 33ME74 1 
CRC aT 
ion™ No. 4NPL9 No. 
Wheel Bearing aa 2 Amber _—' 14 oz. Can 121821 1 No. 43Y912 444073 
Lucas NLGI Container Item Pkg. 
Grease 2 Bright Red _—‘14 0z. Tube 49EP39 1 Description Grade Color Size Type No. ty. 
Heavy Duty Grease 2 Green 14.5 07. Tube 49EP49 1 UltraLube 
Mag 1 UltraLube Moly EP Grease 2 Silver 14 oz. Cartridge 6ZKW4 1 
Extreme Pressure Moly Grease 2 Gray 14 oz. Tube 43Y916 1 UltraLube Multipurpose Grease 2 Amber 14 oz. Cartridge 6ZKV8 1 
Marine Grease 2 Blue 14 oz. Tube 49EPO7 1 UltraLube Wheel Bearing Grease 2 Blue 16 02. Can 6ZKXO 1 
Multipurpose Grease 2 Amber 14 02. Tube  43Y915 1 Valvoline 
Wheel Bearing Grease 2 Red 14 oz. Tube 43Y913 1 Extreme Pressure Grease 2 DarkAmber 14.10z. Cartridge 4NPL7 1 
Wheel Bearing Grease 2 Red 1 Ib. Can 43Y912 1 Extreme Pressure Grease 2 Dark Amber 1 Ib. Tub 4NPL6 1 
Mobil Grease 2 Red 14.1 0z. Cartridge 4NPL9 1 
Delvac™ Xtreme Delvac ; Multipurpose Grease 2 Red 35 Ib. Drum 44A074 1 
Extreme Service Grease 2 Orange = 13.702. Cartridge = SZN13 1 Multipurpose Grease D Red 120lb. Drum 44A073 1 
Mobilgrease® XHP 222 Multipurpose Grease 2 Red 400 Ib. Drum 44A072 1 
Multipurpose Auto Grease See, ee ee Multipurpose Grease 2 DarkAmber 35lb. ‘Pail + -44A090 1 
Mobilith SHC 007 Wheel Hub Grease _—_—00 Red 35.2 Ib. Pail 1TLG8_ 1 Multipurpose Grease 2 Dark Amber 120 Ib. Keg 44A089 1 
Mobil 1 Multipurpose Grease 2 Red 1 Ib. Tub ANPL8 1 
Mobil 1® Bearing Grease = Red 13.4 0z. Cartridge 6Y777 1 Multipurpose Grease 2 Gray/Black 1b; Tub 4NPN1 1 
Mystik Tacky Grease 2 Black 14.1 0z. Cartridge 4NPU6 1 
JT-6® High Temperature Grease Z Gray/Black 14 oz. Tube  33MF19 1 Cerulean® Grease 2 Blue 35 Ib. Pail 44A077 1 
JT-6® High Temperature Grease 2 Red 3 OZ. Tube  33MF14 3 Cerulean® Grease 2 Blue 120 Ib. Keg 44A076 1 
JT-6® High Temperature Grease 2 Red 14 oz. Tube —33MF13 1 Cerulean® Tacky Grease 2 Blue 14.1 0z. Cartridge 4NPU5 1 
JT-6® High Temperature Grease 2 Red 35 Ib. Can 338MF11_ 1 DuraBlend™ Extreme Pressure Grease 2 Gray 14.1 0z. Cartridge 4NPL5 1 
yes Hermate ; : 5 cana ieai a SynPower™ Grease 2 Dark Gray 14.10z. Cartridge 4NPN4 1 
ite Lithium Grease vory 02. artridge 7 Dark Grav/ 
White Lithium Grease D Ivory 140z. Cartridge 1TBB2 1 synPower™ Synthetic Grease 2 Buttery. 1. Tub ANPNS 1 





Le | 
Mystik 





CRE LUBRICANTS 

TRS . Hydraulic 

= __ No, SEVZ9 No. 1YHP3 No. 44N734 Jack Oils 
Brake Caliper Grease High-quality fluids help keep 





Brake lubricants help avoid squealing or screeching while reducing wear and hydraulic systems running 





tear. Consult your owners manual for specific recommendations for a given smoothly and efficiently. No. 2EXX2 
vehicle. ; item jack oi See 
Ize 0. (UAL! L 
Container Timken Item Bar's Leaks = | 
Type Temp. Range OK Load Color Size No. 12.5 oz. 2EXX2 i] 
Bottle -30 to 600°F 50 Ib. Dark Gray 8 02. 1YHR2 39 07. 43Y926 
Tub -30 to 600°F 50 Ib. Dark Gray 12 02. 5EVZ9 Mystik 
Can 0° to 325°F 60 Ib. Dark Gray 14 02. 1YHP8 1 qt. 33MFO06 No. 43Y926 


Aerosol Can _ Not Specified Red 12 02. 1YHP3 
Aerosol Can -10° to 1800°F — Not Specified Gray 16 02. 1YHR5 


S a 
be “45° to 500°F 25 Ib. White Boz. 44N734 ™) So 
GP (= io Power Steering Fluids 


Formulated for best performance and to protect 









Brake Fluids power steering components in specified vehicles. 
Consult the Brand __ Size No Brand Size Ne 
owners manual DOT 3 Brake Most Domestic and Foreign Vehicles : 
for specific Pyroil™ 1202. 4NPR4 DOT 3 No. 4NPR4 Valvoline MaxLife™ t at. TPKU1 .—s— oe 
d Pyroil™ 1qt. 4NPR5 GM, Ford, and Chrysler Vehicles Power Steering 
recommenda- Pyroil™ 1 gal. 4NPR3 Pyroil 12 07. 21A068 Fluid 
tions tor aaven io , ‘i 32 oz. 4NPR7 | iF ANPRI 
. rol 02. ql. 

vehicle. Pyroil™ 12 oz. 4NPR6 Valvoline 1 gal. ANPR2 

DOT 3 Honda and Acura Vehicles 

Mag 1® 120z. 20RW69 Pyroil 12 02. 21A062 No. 1PKU1 
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FLEET & VEHICLE MAINTENANGE Scan. Order. Done. 
Fuel Treatment Details on page Al. 







=" 
No. No. 
20RW72 == 20RW74 







Imector Pius 
a Valve 


Ez a ™) is) Be Fuel Solutions Seapeom 





a 19MX37 465032 HEET esx (GUMOUT| 
Fuel Additives 






No. 2AEP6 














v 4 Item 
Description Treats up to Size Brand No. 
~ Gasoline 

7 Antifreeze and Water Remover 1 Tank 12 02. Heet 2AEP6 

1 Tank 14.5 oz. CRC 19MX37 

Fuel Injection and Carb Cleaner 21 gal. 6 02. Gumout 465D32 
21 gal. 12 02. Mag 1 20RW/72 

Fuel Injection Cleaner 21 gal. 6 02. Gumout 465D30 
Fuel Injector and Intake Valve Cleaner 21 gal. 12 02. Mag 1 20RW/3 
\ Fuel System Cleaner 21 gal. 16 oz. Mag 1 20RW76 
Octane Boost 21 gal. 12 02. Mag 1 20RW7/4 
Gasoline and E-85 
— Loree Tet arwens pera ae intake Valve Cleaner Treats Up to 20 gal. Iz OZ. Valvoline 2WCF6 
ait ~) — (¢ ee asoline an ycle 

ws a {oz. orper2.5gal.Fuel 8 oz. B3C Fuel Solutions _49U487 
=. A Ethanol Shield™ Ethanol Fuel Stabilizer 1 0z. or per 2.5 gal. Fuel 24 0z. _B3C Fuel Solutions 49U488 

Shel T oz. or per 2.5 gal. Fuel T gal. B3C Fuel Solutions _ 49U489 

—— 1 02. or per 5 gal. Fuel 8 02. B3C Fuel Solutions 49U493 

—— Mechanic In A Bottle™ Fuel System Cleaner 1 0Z. Or per 5 gal. Fuel 24 0z. _B3C Fuel Solutions 49U494 

nen at sm 1 02. or per 5 gal. Fuel 1 gal. _ B3C Fuel Solutions 49U495 

“A xt een FARE Fi ies 1 Tank 12 H 2AEP7 

ntifreeze and Water Remover an 02. eet 
No. 490494 a Gasoline and Diesel 

No. 20RX01 Fuel System Cleaner 2 0z. or more per 1 gal. Fuel _1 gal. Seafoam 20RX01 


™ 8 WECHD tHusqvana HZ)” mm een tresevama Za: GY aT =D Tuakita 
. 2- -Cycle Oil Brand Size No my 


Conventional 












—— 
OZ. h) 
Gasoline to Oil Mix Table Husqvarna 6 a S208 
5 is z OZ. 
Mix Ratios, 16:1 | 24:1 32:1 40:1 : Mag 1 Sor o0RW80 { 
US Gallon US Ounces of Oil eu ‘pube Ip OZ: 5TN63 1 
ull Synthetic 
ae ae an ge Mag 1 2.6 OZ. 43Y868 1 
10.5 | 80 6.5 Maki 2.6 02. 5JLU1 { 
No. 45J377 ie! 6.4 02. 5JLU2 { 
16.0 12.0 9.9 Synthetic Blend oF 73 5 
OZ. 45337 
Wrsc No. No. 20RW78 | eto MID Ape Echo 16 oz. 45J374 i 
46C507 | 26.5 | 20.0 | 16.0 Mag 1 15.6 oz. 20RW78 i 
Oregon 1.8 02. 460507 1 
Se) PCV ELE 
fi eS 
- 
SS No. 467343 
STABIL STORAGE S - - Fuel \P».. 
360° en “Ty ma ngine ue BUEPS 
No. 5EVX7 ay ll coho Nonethanol fuel is formulated to provide easier 
STA-BIL | == more-dependable starts. Remains stable and ready 
to run for up to 2 years once poured into the tank; 
=52 = keeps for up to 5 years in an unopened can. Helps 
No. 10N792 No. 2AEP4 ame 
Fuel Stabilizers . 7 reduce maintenance and extend engine life. 
K&W® Stor-X® Gas and Diesel Fuel Stabilizer— iain Mtr. item Pkg. 
Helps keep gasoline, diesel, and aviation fuel fresh Kew Description Size No. - Size wed F Model a No. Oty. 
_ -“Lycie rremixed ruei and Ui A 
for up to 12 mo., and promotes easy start-up after Stor-X® Gas and Diesel ae ates 1 at 6238 AGT343 3 
storage. Inhibits formation of varnishes, peroxides, Fuel Stabilizer ' 1 gal. 62314 494103 4 
and gums. Sta-Bil -_ 5 gal. 6232 461347 i 
| | 360°° Marine” rave Bat 54 gal. 6234 467349 1 
Sta-Bil® Fuel Stabilizer —Use with all gasoline °8 Protection™ 10 07. 40N792 4-Cycle Unleaded Fuel 
ra spy Trotectio 2 1 qt 6208 461342 8 
blends, including ethanol blends up to E-85, to keep 4 02. 2AEP2 a. 
3 10 oz. 2AEP3 gal. 62014 494104 4 
fuel fresh and help ensure easy starts after 1 to 24 Fuel Stabilizer 39 07. 2AEP5 5 gal. 6202 461346 1 
mo. in storage. 128 02. 2AEP4 04 gal. 6204 461348 1 
900 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® FLEET & VEHICLE MAINTENANCE 
Find the wy. Find Solutions. Find Great Prices. Degreasers & Lubricants 
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i inh La 





No. 
21A073 







No. 
54YK23 


No. 33KL41 





No. No. | No. 
5YK76 4KK68 43NTOG 





No. No. No 


Goud LBS (oron) ep) ieweas 20RW67 20RW98 4LRG3 
Brake Parts Cleaner/Degreasers SB 9 ag: SD Sal” GD. 


Formulated to dampen vibrations that can cause brake noise. These cleaner/ 


degreasers quickly remove brake fluid, grease, oil, and other contaminants from Lubricants, Penetrants, and 









Blab MMINGsanyaus. Corrosion Inhibitors 
Brand saniahle ee ne an, Nondrying, anticorrosive coatings protect metal from moisture, salt air, and 
Non Chlorinated saltwater; preventing further corrosion. Helps create a moisture barrier that 
Yes Aerosol Can 20 oz. 13P447 361 -lacti inati 
Vax Pail 5 gal oOKYS5 4 provides long-lasting lubrication for moving parts. 
CRC Brakleen® Yes Drum 55 gal. 3APL5 1 Container Mfr. Item Pkg. 
Yes Spray Bottle 1 gal. 33KL41 1 Description Size Model No. Qty. 
Yes Aerosol Can 20 oz. 19MX51_—s 1 Blaster 
Yes Aerosol Can 20 oz. 4DKZ6 1 High-Performance White Lithium Multipurpose Grease 11 02. 16-LG 16W545 1 
CRC Brakleen® 50 State Formula Yes Pail 5 gal. 32HF18_—s 1 Industrial Strength Silicone General Purpose Lubricant 16 02. 16-SL 16W546 1 
Yes Drum 59 gal. SUWE6 si Original PB B’laster Penetrating Lubricant 11-0Z. 16-PB 4LRF8 1 
Yes Aerosol Can 20 oz. 5YK76 1 Pro-Grade General Purpose Lubricant 6 02. PB-50-TS 48GG07 1 
phe Blaneen Daw VIG Yes Pail 5a. 32HF19 1 Pro-Grade General Purpose Lubricant {gal PB-50  4LRG3 1 
Gunk Yes Aerosol Can 14 02. 54YK24_—s CRC 
Gunk 33 State Formula Yes Aerosol Can 14 oz. 54YK21 1 Heavy Duty Silicone General Purpose Lubricant 12 02. 05074 + 19MX42 1 
Gunk 45 State Formula Yes Aerosol Can 14 oz. 54YK22_—si Industrial Silicone General Purpose Dry Lubricant 16 02. 03032 36GG84 1 
Gunk 50 State Formula Yes Aerosol Can 14 oz. D4YK23_—s Water Based Silicone General Purpose Lubricant 16 02. 03035 4YPJ3 1 
LPS TriFree Yes Aerosol Can 20 oz. 4KK68 1 Mag 1 
LPS U-10, 50 State Formula Yes Aerosol Can 20 oz. 3RWT7 1 Silicone Lubricant 10.5 0z. MAGO00440 20RW67 1 
Yes Aerosol Can — 22.60 oz. 1PKT6 1 Pyroil 
Yes Aerosol Can — 22.60 oz. 21A052 «1 Penetrant 1 -OZ. 996555 21A050 1 
Pyroil Yes Aerosol Can 13-07. 21A051 1 General Purpose Lubricant 120z. PYSLS10 21A073 1 
Yes Aerosol Can _—22.60 oz. 45VH12 = 1 Seafoam 
Yes Aerosol Can —22..60 02. 45VH11 1 Penetrant 120z. SFOODC14 20RW98 1 
Pyroil 50 State Formula Yes Aerosol Can _—22.60 oz. 4LWE5 1 Zep 
Pyroil Low VOC Yes Aerosol Can = 22.60 oz. 21A063 =1 2000 General Purpose Lubricant 13 02. 416401 43NR69 12 
Yes Aerosol Can 20 02. 43NT06 = 12 45 General Purpose Lubricant 17 02. 17401 449V06 12 
Zep Yes Canister 1 gal. 43NT13 4 45 Dual Force General Purpose Lubricant 14 oz. 374301 43NR68 12 
Yes Drum 20 gal. 43NT14—s 1 45 Dual Force PP General Purpose Lubricant 14 oz. 325101 449V37 12 
Yes Bucket 5 gal. 43NT16—1 45 Sidewinder Penetrating Lubricant 20 oz. B41801 456113 12 
Zep Brake Flush Yes Aerosol Can 14 02. 449V24 12 70 General Purpose Lubricant 15 02. 3001 449v09 12 
Yes Drum 59 gal. 449v25_—s 1 Master Mechanic NC Penetrating Lubricant 15 oz. 915701 456112 12 
Zep Brake Wash Yes Drum 20 gal. 449V27_ ~—s 1 ML General Purpose Lubricant 16 02. 731301 449V65 12 
Chlorinated Super Penetrating Lubricant 20 02. 25001 456L17 12 
No Aerosol Can 19 oz. 5YK77 1 — 
No Pail 5 gal. 32HF20—s 1 
CRC Brakleen® No Drum 59 gal. 32HF21 1 . 
No Aerosol Can 20 oz. 3oWT63—s 
iG Jug 1 gal. _SaWT64_t EP Eos 
Gunk 48 State Formula No Aerosol Can 19 oz. D4YK25_~—s 
Electronic Parts, 
Corrosion Sensors, and 
Protection and Contact Cleaners 
Lubrication Oy Nondrip, fast-drying cleaners 
Create a nondrying protection barrier “<i settable eaten - 
that moisture and corrosion cannot morchon | MT SN SETAE mee eee pas caida 
penetrate. Formula contains no a Ih P 
solvents and will not evaporate or Container = Mir. Item 
: ; Item Size Model No. 
remain tacky. Designed to remain CRC 
active for long-term protection that “yo No. 10N785 Precision Cleaner 130z 03200 32UN52 
resists water wash off oe Electronic Cleaner 16 0z 05110 1YHN8 
nf Lectra-Motive® Electronic Parts Cleaner 20 0z 05018 1YHN3 
Container Container Item PacecTio” Zep 
Type Size No. ae ZEP SUPER ECC Contact Cleaner 100z 352401 451F05 
Aerosol Can 2.25 02. 10N784 ZEP DYNAMO Contact Cleaner 14 0z 35001  449V41 
Aerosol Can 1175 OF: 10N783 ZEP ZEPELEC || PLUS Contact Cleaner 16 0z 28301 44999 
Brush-Top Can 8 02. 10N785 ar Gunk 
Can 1 gal. 10N786 Electronic Contact Cleaner 6 0z NM6  54YK43 
Pail 5 gal. 10N787 No. Electronic Contact Cleaner 110z PD11CC 54YK44 
Drum 55 gal. 10N788 10N784 Electronic Contact Cleaner 20 oz NM1  54YK42 No. 449V41 


Sign in to Grainger.com® to see YOUR Pricing and MORE 901 





FLEET & VEHICLE MAINTENANCE 
Washer Fluids & Antifreeze 


Scan. Order. Done. |=) 
Details on page A1. = 
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SEE SAFELY.” 


GP). ClearVision 303° 


Windshield Washer Fluids 


Clean road film, grime, and bugs from windshield. De-Icer additive in select 
products helps defrost and also helps prevent washer freezeup. 


1 gal. | 55 gal. 
Freezing Item Item 
Item Point (°F) Color Brand No. No. 
Pre-Mixed Ready to Use 
All Season 
0 Blue Splash | 3HAH7 | 3YNC3 
windshield Washe! 90 Blue Splash | 2EXW5 | 3YNC4 
; -25 Purple Splash | 402938) — 
ed cee armed 28°  ClearGreen Prestone | — 49XW66 
-28° Clear Yellow Prestone |49XW75| — 
-30 Red Splash | 2EXW6| — 
PHS MEI Nasu ter 27° Yellow Prestone 49XW62|4OXWE65 
Windshield Washer/Water Repellent -26 Orange Splash |49GU93, — 
Summer Blend 
; ; 22 Blue Splash | 2EXW8 | 3YNC2 
Mungsiiela washer 39 Blue Splash | 2EXW7 | 3YNC1 
Windshield Washer/De-Bug 32° Green Prestone |49XW63|/49XW67 
Windshield Washer/De-Bug/Rain Repellent 32 Green Splash | 3HAH8)| — 
Freezing _ Dilution Item 
Item Point (°F) Ratio Color Size Brand No. 
Additive/Concentrate 
All Season 
Windshield Washer -144 §=1:10to0 2:128 Blue 16 02. Splash 402941 
Windshield Washer -144 =1:10to 2:128 Blue 55 gal. Splash 402942 
Windshield Washer -144° 1:6 Dark Blue 16 oz. Gunk  54YK28 
Windshield Washer -144° 1:6 Dark Blue 5 gal. Gunk  54YK29 
Windshield Washer 53°F 1:3t0 1:5 Clear Blue 1 qt. Zep 453D20 
Windshield Washer SF 1:3 t0 1:5 Clear Blue 20 gal. Zep 453D21 
Windshield Washer 5 F 1:3t0 1:5 Clear Blue 1 gal. Zep 453D22 
Summer Blend 
Windshield Washer 32 1:32 Blue 5 gal. Clear Vision 44X063 
Windshield Washer 32 1:32 Blue 55 gal. Clear Vision 44X064 
Windshield Washer 32F 1 Tablet:1 Gal. Blue 1 Tablet 303 2RPZ3 
Windshield Washer = 1732 Blue 6 02. Gunk 54YK27 
Windshield Washer/De-Bug 32 1:32 Blue 40z. Clear Vision 44X062 





wo. Gm GP)... Xe SUBIERI 


21A058 
Multiuse De-Icers 


Spray-on products melt ice, snow, and frost from 
windshields, locks, head- and taillights, and 


other surfaces. 
Container Freezing item 
Brand Type Size Point(°F) No. 
Windshield De-Icer 
CRC Aerosol Can 16 oz. -144 5VE68 
Prestone Aerosol Can 11 oz. -58° 49XW69 
Prestone Aerosol Can 17 0z. -50° = 49XW72 
Prestone Aerosol Can 17 oz. -58° = 49XW71 
Prestone Spray Bottle 32 oz. -50° =49XW73 
Prestone Spray Bottle 32 oz. -58°  49XW77 
Pyroil Aerosol Can 11.5 02z. = 21A058 
Splash Spray Bottle 32 oz. -144 402940 
No. Sprayway Aerosol Can 20 0z. _— 45C019 
1EZH2 Zep Aerosol Can 20 oz. = 449V62 
Lock Dry Lubricant 
CRC Aerosol Can 1.5 02. _— 48TA27 
Lock De-Icer and Lubricant 
Subzero Aerosol Can 0.6250z. -127 1EZH2 
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GRAINGER CHOICE” 


FLEET & VEHICLE MAINTENANCE 
Antifreeze & Coolants 








Find the why. Find Solutions. Find Great Prices. 
No. 
2EXw9 
7G » Size 
SEE SAFELY. 1 gal. 55 gal. 
= = Freezing Item Item alana 
RV/Marine Antifreeze Point (°F) Color No. No. SBLASH 
Blended RV/Marine Antifreeze 
Convenient, ready-to-use product is _-50 _ Pink 49GU89 | 49GU90 a Mar 
made with renewable resources and safe Premmtum Ay/Marine Antifreeze *exwa | a 
for incidental contact with people, pets, “50 Clear — 49GU91 
and wildlife. Nontoxic to aquatic life. -100 Purple 49GU92 | 402943 
Antifreeze/Coolants «“=~~ 


Note: Consult the vehicle manufacturer's specified coolant 
recommendation. 


Peak® Green—Universal formula for older 
automotive and light-duty diesel applications 
offers protection against rust and corrosion. 
Compatible with all conventional (green) 
antifreeze. 

= IAT formula 


Full Force®—Proprietary universal low-silicate 
formula for automobiles and heavy-duty diesel 
engines helps protect cooling system metals, 
including aluminum, against rust and corrosion. 
= IAT formula 


Long Life® —Extended-life coolant technology 
is designed for use in all automobiles and light- 
duty trucks, regardless of original antifreeze 
color, make, model, or year. Phosphate- and 
silicate-free formula meets respective European 
and Japanese standards. Offers up to 150,000 
mi./5 yr. protection when a complete cooling 
system flush and fill is performed. 

= OAT formula 


Global® LifeTime®—Formulated to help 
protect a vehicle through its entire service life 
when complete cooling system flush and fill 
and specified maintenance are performed. 
Proprietary inhibitors provide maximum rust 
and corrosion protection in all automobiles and 
light trucks regardless of make, model, year, or 
original antifreeze color. 

= OAT formula 





Polar® 
Antifreeze/Coolants 


= IAT Classic Green 

= OAT Long Life 

Classic Green glycol-based formula 
protects all metals, including alumi- 
num, in gasoline and diesel engines. 
Long Life formula is engineered for 
use after a complete cooling system 





FINAL CHARGE® Global Extended Life— 
Globally formulated coolant offers protection 
for all heavy-duty diesel, gasoline, and natural 
gas engine cooling systems—without SCAs 
(supplemental coolant additives). Long-term 
elastomer compatibility can extend service 
intervals. Offers protection up to 1 million mi./8 
yr./20,000 hr. on-road, off-highway use. 

= OAT formula 


Note: Cannot mix with FINAL CHARGE® NOAT Extended 
Life formula. 


ANTIEREEZE & COOLANT 





No. 48ZE68 
FINAL CHARGE® NOAT Extended Life— 
Advanced nitrated global formula helps protect 
cooling systems in heavy-duty diesel, gasoline, 
and natural gas engines. Eliminates the need for . a 
j j Ize olor 
chemically charged filters and SCAs, and can GonVaNtTgnalGiEee 
extend service intervals. Offers protection up to 1 gal. Green 
750,000 mi. on-road, 8 yr./15,000 hr. off-road. ear 99 gal. Green 
ull Force 
= NOAT formula 55 al. aT 
Note: Cannot mix with FINAL CHARGE® Global Extended Long Life® 
Life formula. 1 gal. Yellow 
Global® LifeTime® 
Fleet Charge® SCA Precharged—Antifreeze/ er amet 
- ' mber 
coolant for heavy-duty diesel, gasoline, and FINAL SRE Global Extended Life 
natural gas engines helps protect all cooling 1 gal. Red 
system metals and components against corro- FINAL og 64 


sion. Formulated with advanced technology 
supplemental coolant additives to protect for 
the life of the engine when maintained with a 


FINAL CHARGE® Global Extended Life 
59 gal. Red 
FINAL CHARGE® NOAT Extended Life 


high-quality SCA filter system. 5B sak Ree 
= SCA formula Fleet Charge® SCA Precharged 
Note: Cannot be mixed with any other type of coolant. 5B sat es 


RADIATOR STOP LEAK 





costing System Cleaners, 
Protectant and Sealers 


Cleaners and Protectant—Flushes and clean- 
ing agents help remove rust, scale buildup, and 

deposits. Antirust and protector are formulated to 
protect all cooling system metals from corrosion. 


Sealants—Formulated to stop cooling system 
leaks quickly and without blocking or corroding 
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cet Water 
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No. 48ZE76 


Ready-to-Use | Concentrated 


Item Item 
No. No. 
48ZE68 48ZE66 

— 48ZE67 
48ZE73 — 
48ZE64 — 
48ZE71 48ZE69 
48ZE72 48ZE70 
48ZE80 48ZE78 
48ZE81 — 

— 48ZE79 
48ZE84 48ZE82 
48ZE85 48ZE83 
48ZE76 48ZE74 
48ZE77 48ZE75 





i id li ANTIFREEZE 
flush and fill, to extend fluid Iife for : | the cooling system. Compatible with all anti- neers 
up to 5 yr./150,000 mi. protection. aa ¢ end can an 
Meets GM6277M (GM DEX-COOL®) Seas ae Mfr. Item 
requirements roe agence a Size Model _No. Mfr. Item 
; Cooling Siete Cleaners and Protectant Item Size Model _No. 
Ready-to-Use Concentrated Zerex Bar's Leaks 
Item Item Radiator Cleaner 32 0z. ZXC02 4NPP4 Radiator Stop Leak 11 02. 1196 36D347 
Size Color No. No. Radiator Protector 14.5 0z. ZXC04 4NPP6 Radiator Stop Leak 16.90z. 1186 36D350 
Classic Green No. 43Y929 Cooling System Sealants Cooling System Repair 16.9 0z. 1150  36D351 
1 gal. Green 43Y929 43Y927 Alumaseal Head Gasket Repair = 1100 2EXX4 
Long Life Radiator Sealer Powder _./10z. ASBPI12 2AEP8 Zerex 
1 gal. Yellow} 20RW90 20RW89 Radiator Sealer Liquid 160z. ASLC16 2AEP9 Radiator Sealer 14.5 0z. ZXC03_ 4NPP5 
Sign in to Grainger.com® to see YOUR Pricing and MORE 903 





FLEET & VEHICLE MAINTENANCE 
Antifreeze & Coolants 


Scan. Order. Done. 
Details on page A1. —— Jpn 










No. 


48RD29 No. 


48RD31 


Po lal 





Antifreeze/Coolants 


Note: Consult the vehicle manufacturer's specified coolant recommendation. 


Prime®—Low-silicate conventional product helps prevent rust and corrosion 
on all cooling system metals, including aluminum. Designed for use in cars and 
light- and heavy-duty trucks and equipment. 

= IAT formula 


Cor-Guard™’—Proprietary extended-life technology is designed for improved 
corrosion protection and to help cooling system efficiency. Offers up to 150,000 
mi./5 yr. protection when flushed and filled as directed. 

= OAT formula 


DEX-COOL® Extended Life—Long-lasting inhibitors help protect against rust, 
corrosion, and temperature extremes. For use in cars and light-duty trucks 
with aluminum radiators using extended-life coolant (ELC), including those that 
require DEX-COOL. 

= OAT formula 


No. 
1UCC3 


DEX-C OGL 


FORMULA 


ANP RE EL COOLAN 





Antifreeze/Coolants 


Note: Consult the vehicle manufacturer's specified coolant recommendation. 


Original—Traditional universal ethylene glycol-based formula is compatible 
with major American coolant brands. 

= IAT formula 

= 150,000 mi./3000 hr./5 yr. 


HD Pre-Charged—Offers protection against liner pitting and hard-water 
scale deposits in heavy-duty diesel engines. Proprietary inhibitor chemistry 
helps protect all cooling system metals, including aluminum, against corrosion. 
Universal coolant can also be used in gasoline engines and light-duty vehicles. 
Compatible with major American ethylene glycol-based coolant brands. 

= IAT formula 

= 150,000 mi./3000 hr./3 yr. 


MaxLife™ High Mileage—Universal antifreeze/coolant for automobiles and 
light-duty trucks over 75,000 mi. Maintains a stable temperature in all climates 
and driving conditions, to help extend vehicle life. The fluid helps protect against 
cold weather freeze-ups and hot weather boil-overs, and lubricates and protects 
gaskets and seals. 

= IAT formula 

= 150,000 mi./3000 hr./3 yr. 


Extended Life HD—Proprietary heavy-duty formula is meant to protect diesel 
engines from liner pitting and hard-water scale deposits. At max. service life, 
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Find even MORE on Grainger.com® 


Command® Heavy-Duty Nitrite-Free Extended Life—Long-lasting, 
premium inhibitors provide up to 600,000 mi./12,000 hr. protection against 
temperature extremes, rust, corrosion, scale, and premature water pump failure. 
Intended for use with any OAT formula, heavy-duty ELC in diesel-powered 
commercial vehicle engines or stationary engines. 

= OAT formula 


Command Heavy-Duty Extended Life—Intended for use with any NOAT 
(nitrited organic acid technology) formula, heavy-duty ELC in diesel-powered 
commercial vehicle engines or stationary engines, with aluminum and other 
engine metals. Offers protection in demanding conditions for a service life up to 
600,000 mi. or 12,000 hr., when an extender is added at 300,000 mi./6000 hr. 
(Mfr. model HD300 extender sold separately.) 

= NOAT formula 


Command Heavy-Duty Extended Service Interval SCA Precharged— 
Designed to help protect heavy-duty engines and cooling systems in normal 
to severe duty cycles and extreme hot or cold temperatures, and to eliminate 
the initial SCA (supplemental coolant additive) precharge on new vehicles and 
recharged systems. Compatible with conventional heavy-duty coolants and all 
filter technologies. 

= SCA formula 


Ready-to-Use Concentrated 
Item Item 
Size Color No. No. 
Prime® 
1 gal. Green 48RD27 48RD28 
Cor-Guard™ 
1 gal. Yellow 48RD29 48RD30 
DEX-COOL® Extended Life 
1 gal. Orange 48RD31 — 
Command® Heavy Duty Nitrite Free Extended Life 
1 gal. Yellow 48RD36 48RD38 
55 gal. Yellow 48RD37 — 
Command® Heavy Duty Extended Life 
1 gal. Red 48RD33 48RD35 
59 gal. Red 48RD34 — 
Command® Heavy Duty Extended Service Interval 
1 gal. Purple 48RD32 — 


add Extended Life Extender No. 4NPP7 to stretch drain interval to 600,000 
mi./14,000 hr./6 yr. 

= OAT formula 

= 300,000 mi./7000 hr./3 yr. 


DEX-COOL®—Silicate- and phosphate-free formula is automaker-approved for 
use in GM and SAAB vehicles that require OAT DEX-COOL, and in GM and SAAB 
vehicles. 

= OAT formula 

= 150,000 mi./5 yr. 


G-05®—Low-silicate, low-pH, phosphate-free formula is designed to minimize 
inhibitor depletion and protect all cooling system metals, including aluminum, 
against rust and corrosion in gasoline- and diesel-fueled cars, light trucks, and 
heavy-duty vehicles. Meets European standards; approved by Daimler Chrysler 
for worldwide applications. 

= HOAT formula 

= Light duty: 150,000 mi./5 yr. 

= Heavy duty: 300,000 mi./3 yr. 


Asian Vehicles—Silicate-free, phosphated chemistry is designed to meet 
Asian manufacturers’ requirements to protect cooling systems against freeze- 
ups, boil-overs, and rust and corrosion. 

= HOAT formula 

= 150,000 mi./5 yr. 


Ready-to-Use Concentrated 
Item Item 
Size Color No. No. 

Original 

Yo gal. Green 1UCC2 — 

1 gal. Green 2WCF8 1UCC1 

55 gal. Green 2MWE7 2MWE6 
HD Pre-Charged 

1 gal. Green 1UCC4 _ 
MaxLife™ High-Mileage 

1 gal. Yellow 6EMX7 6EMX8 
Extended Life HD 

32 02. Red 4NPP7 _ 

1 ga Red 1UCC5 4NPP1 
DEX-COOL® 

1 gal. Orange 1PKU5 1UCC3 

55 gal Orange 2MWE9 2MWE8 
G-05® 

1 gal. Yellow 1PKU6 4NPN9 

55 gal Yellow 2MWF2 2MWF1 
Asian Vehicle 

1 gal. Pink 6MGK1 — 
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GRAINGER CHOICE® FLEET & VEHICLE MAINTENANCE 
Find the Wy. Find Solutions. Find Great Prices. Sealants, Sealers & Adhesives 
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Automotive Gasket Sealants 








Item Pkg. 
Temp. Range Color Size Brand No. (ty. 
Valve Covers, oi and Transmission Pans, Intake Manifolds, Water she 
Pumps, Timing Chain Covers, Thermostat Housings a lz 
ermanent Metallic™ Copper- ; 6 So 
UltraPro Gasket Sealant -20 to 600°F Black 302. 3M 2CIF1 1 
RTV Silicone Gasket Maker Resistant Up To 625°F Black 3 oz. Dynatex 6CGP9 6 
-/9- to 000°F Red 8oz. Imperial Supplies40JM26 6 
RTV Silicone Sealant -/9- to 000°F Black 8oz. Imperial Supplies40JM25 6 
-60° to 450°F Blue 80oz. Imperial Supplies40JM28 6 
Ultra Black® RTV Silicone Sealant -65 to 400°F Black 3.39 0z. Permatex 2GXZ4_ 1 No. 5EVZ4 No. No. No. No. 2GXZ4 
Seal Windows, Doors and Seams, Insulate Electrical Connections 2CTF1 6CGP9 40JM25 
RTV Silicone Sealant -60° to 450°F Clear 80z. Imperial Supplies40JM27 6 


iucieite 2 tc OM Bopera STEELMAN. 
Automotive Maintenance and Repair Supplies 


Brush-On Electrical Tape—Seals out moisture around hard-to- Pipe Sealant with PTFE—Helps stop leaks on 
tape electrical connections. Use anywhere a dependable waterproof — threaded metal pipe fittings and hydraulic fittings. 


connection is required. Ideal for repairing and bonding applications. QuikStee!™ Epoxy Putty—Bonds to metal, plas- 
Ultra-Seal Corrosion Preventive Sealant—Forms a nonconductive tics, glass, fiberglass, wood, brick, and ceramics. 






SS RDS Tras 
Pe Crecee testen, OTR, | 








No. 
barrier that helps keep moisture and grit out of electrical connections Withstands temperature up to 500°F. 1MPX4 
ae pele points, supporting electrical system integrity and Security Seal—This antisabotage marker can be 
Pp applied to recently serviced joints and bolts. ai ; 5 
a si i aa fills cracks, holes, and Desctintion coor siz Brand Model : No ay. 
its, and withstands direct flame. : ; Q OZ. ue Magic 5 
P a a Electrical Tape Whit 40 Blue Magic BOTSOTRI1MPY3 
ir Kitc— j j -// Corrision mber OZ. ruck Lite 1944 9LY84 
Metal Tank Repair Kits “Use otigae Ul diesel fuel tanks, oll pans, Protective Compound Amber 8 07. Truck Lite 97940 19LV85 1 
transmission housings, radiators, reservoirs, and portable tanks. Ultra-Seal Corrosion 
p tive Sealant Yellowish Brown 4 oz. Grote 99170 2VRA5 = 1 
Includes 2 oz. cement, saddle soap, alcohol swab pad, screen, and reventive oealan 
; gah Tannwerature Metal Repair Dark Gray 3 OZ. Blue Magic 18003TRI 4MPX3 = 1 
sandpaper. No need to drain tank. g P p Dark Gray 24 07. Blue Magic 8024  1MPX4 1 
; Tank Repair Kit Dark Gray 2 02. Blue Magic 6022KTRI 1MPV8 1 
Exhaust System Repair—Cold weld steel resists high tempera- _ i nenairk : White 2 07. Blue Magic B52°KTRL 1 Mevs 
: : : i xhaust System Repair Kit ark Gray OZ. ue Magic 
tures. Repair exhaust manifolds, catalytic converters, crossover pipes, Muffler and Tallpipe Sealant Red ie 3M 4941+ 6CGP4 6 
mufflers, and tailpipes. Includes 2 0z. cement, screen, and sandpaper. — Pipe Sealant with PTFE White 35mL Imperial  40JM41 40JM41 4 
as QuikSteel™ Steel Gray (3) 1 oz. Single Use Blue Magic 16001-6 _SEVY7 1 
Muffler and Tailpipe Sealant—3M™ Dynetex® is a single-compo- Reinforced Epon Putty Gray 2 OZ. Blue Magic 16002TRI 2TRJ2 1 
nent, nonslumping sealant that repairs holes and leaks in mufflers, Repair Eapxy Putty White 2 o7. Blue Magic 16502TRI 2TRJ3 1 
tailpipes, and around joints. Security Seal Blue T0z. Steelman JSP10118 20C924 10 
Autobody Sealers, Adhesives, and Fillers oii 
Seam Sealers—Synthetic rubber base is designed to seal Rear View Mirror Adhesive—Iwo-part structural acrylic system 
interior and exterior joints and seams. Sealer adhesioncan be — permanently bonds rearview mirror bracket to windshield glass. 
primed and painted on metal, glass, and aluminum. 2-Part Repair Adhesive—No. 2KVD1 is a strong, epoxy that bonds No. 
Super Silicone—One-component paste cures to a tough, within minutes of application. Used to join parts made of plastic, metal, 2KUU7 
rubbery solid and is used for for sealing automotive trim, drip glass, fiberglass, and wood. No. 2KVB5 adhesive is a semirigid urethane 
rails, and vinyl roof top fabrics. with fast-acting gel and cure time, making this excellent for wide gap 





All-Around Autobody Sealant—Easy-to-apply water-based filling capabilities. Used for rebuilding tabs and fixing broken eyelets. 


seam sealer is designed for sealing interior and exterior auto- Panel Bonding Adhesive—Iwo-part epoxy is used to bond steel, 
body joints and seams. aluminum, SMC (Sheet Molded Compoundg), and FRP (traditional fiber- 


Super Weatherstrip and Gasket Adhesive—This strong, glass) door skins, roof skins, quarter panels, and box sides. 





flexible, rubbery adhesive is used to bond weatherstripping Mfr. Item Pkg. 
and for holding paper, cork, or rubber gaskets in place during Description Size Color Model No. Qty. 
installation sealers 
; Flexiclear™ Body Seam Sealer a gal. on: He Ai 
General Trim Adhesive—Bonds automotive materials such aS super Silicone Sealant Son Black 08662 OCTES 4 
carpeting, vinyl, fabrics, and plastics to metal and other hard, 10.30z. Black 08664 2UFG6_— 12 
. . All-Around Autobody Sealant 10.30z. White 08500 2JFH1 12 
impervious surfaces. Adhesives 
- P : ; Super Weatherstrip and 3°02. Yellow 08001 2KVC3 1 
Super Trim Adhesive—High-strength and high-heat-resistant Bskat Adhesive : 5 OZ. Black 08008 2KVC4 1 
General Trim Adhesive 16.250z. Clear 08088 2KVC8 1 
contact adhesive for vinyl tops, heavyweight liners, and hood Siper Tam Adhesive 8 a Valle 08090 OKC 1 
silencer pads. Spray Trim Adhesive 24 02. Clear 08074 2KVC7 1 
: ‘ Plastic and Emblem Adhesive D102. Clear 08061 OSLIL2 6 
Spray Trim Adhesive—Attaches to items such as upholstery Rear View Mirror, Adhesive 0.02 02. = 08752 ee ; 
; niversal Epoxy Adhesive .60 02. ear 
cloth and trunk liners to metal and other surfaces. Super Fast Semi-igi GEG 50 cc Opaaue ar a7 2KVB5 — 
. . anel Bonding Adhesive m ac J 4 sce 
Plastic and Emblem Adhesive—This strong, quick-drying Automix™ SMC/Fiberglass Adhesive-90 400mL Black 08274 2KVD7__1 peeracinoe 
adhesive is good for bonding plastic or metal emblems, ets SUTaIRE Boy Fae al _ #64 —aRARa—2 
interior rigid plastic, tail light lenses, vinyl side moldings, and Creme Hardener 5 yeas Ret 08300 BRAG 
upholstery. BONDO Creme Hardener 2./9 OZ. Blue 05/66 2CTR1 1 No. 3RAR3 
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Rust Converter 


na RUSTOLEUM 


INDUSTRIAL BRANDS 


Auto Body Surface 


Preparation 
RUST REFORMER 


Spray on to convert rusty surfaces 
into a nonrusting, paintable flat-black 
surface, and to prevent future rusting, 
without sanding down to bare metal. 


WAX AND TAR REMOVER 


Cleans wax buildup, grease, and other 
residue from automotive surfaces. 


Wax and Tar Remover 


No. 6PEP3 


a RUSTOLEUM 


INDUSTRIAL BRANDS 


Item 

Size No. 
8 Oz. 6PEP3 
13.5 02. A4YLF4 
1 gt. AYLE5 


Auto Body Primers 


= Aerosols spray 

at any angle 
Maximize top coat adhe- 
sion, appearance, and 
protection while reducing 
the appearance of surface 
imperfections. VOC and MIR 
Compliant. 


Filler—High-build formula 
fills in imperfections on 
metal, wood, and fiberglass 
surfaces. 


PRI 

(ii1) Sandable—Provide a 
wen caoe rust-inhibitive base for most 
automotive lacquers and 
enamels. Can be immedi- 
ately recoated, top coated, 
or sanded once dry. 





No. 4YLA9 


Color 
Auto Body Filler Primer 
Gray 
Red 
Auto Body Sandable Primer 
Dark Gray 
Black 
Red 
Self Etching Primer 
Dark Green 
Engine Primer 
Gray 
High Heat Primer 
Gray 
Auto Body Rusty Metal Primer 
Light Gray 
Rusty Metal Brown 


@P.. 


Item 
Rust Converter 
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Corrosion Inhibitor 


Find even MORE on Grainger.com® 


Self-Etching—Etches and 
primes in a single step to 
promote maximum top coat 
smoothness and adhesion. 


Engine—Bonds to bare 
metal, protects against rust, 
and resists heat up to 500°F 


High Heat—Specially 
formulated for use on auto- 
motive engines and other 
surfaces that reach up to 
2000°F. 


Rusty Metal—Provides 
optimal protection on 
heavily rusted metal 


surfaces. 

Net Item 
Weight No. 
11 02. 4YLA9 
11 02. 4YLC6 
12 02z. 1PTF4 
12 02. A4YLC2 
12 02. 4YLC5 
12 02. 4YLC3 
12 02. 4YLC7 
12 02. 4YLC8 
12 02. 4YLC4 
12 02. 1PTF5 


Rust Converter 


Chemically changes rust and corrosion 
into a protective, primer-like coating that is 
ready for painting without further priming. 


Item 
Size No. 
1 gal. 4UZF5 
5 gal. 449w20 


bert 
BOoOYV FILLER 


PARA CAFIROCER! 


No. 3RAP8 


—= 
== = — 


—— aro  — 
FIBEAGLASS 
AES! 


No. 3RAR4 


Description 


Bondo Body Filler With Hardener 


Bondo Auto Body Filler Kit 
Fiberglass Resin 


Bondo-Glass Fiberglass Reinforced Filler 
Bondo-Hair Fiberglass Reinforced Filler 


Bondo Fiberglass Cloth 
Bondo Fiberglass Mat 
Dynatron Dynalite Filler 
Creme Hardener 

Blue Creme Hardener 


na RUSTOLEUM 


INDUSTRIAL BRANDS 
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Bondo® Auto Body Repair 


Body Filler and Repair Kit—Nonshrinking formula 
repairs dents, patches rust holes and leaks, and fills 
in chips. Spreads easily and sands in just 20 min. 
No. 3RAR1 includes body filler, red cream hardener, 
self-adhesive metal body patch, and spreader. 


Fiberglass Resin with Hardener—Use alone or 
with fiberglass tape, cloth, or mat to repair fiberglass 
boats, snowmobiles, jet skis, bathtubs, and showers. 


Bondo-Glass®—Repairs dime-size or smaller 
rusted-out metal holes and shattered fiberglass body 
parts. 


Bondo-Hair® Long-Strand Fiberglass- 
Reinforced Filler—Recommended for use on up 
to 1" rust holes, shattered fiberglass and dents 
where extra strength is required. Ideal for vehicle 
restoration. 


Fiberglass Mat and Fiberglass Cloth—Provide 
extra reinforcement for large repairs. Can be used 
with fiberglass resin or two-part adhesive. 


Dynatron™ Dynalite Body Filler and Creme 
Hardeners—No. 3RAR3 is a lightweight, nonsepa- 
rating body filler that has good featheredge 
capabilities. Nos. GKHA9 and 2CTR1 are creme 
hardener agents that mix easily and quickly and are 
designed to be used with all 3M™ Body Repair Fillers. 


Item 

Color Size No. 
Light Gray 1 gt. 3RAP8 
Light Gray 1 gal. 3RAP9 
Light Gray 1 qt. 3RAR1 
Light Straw 1 gt. 3RAR4 
Light Straw 1 gal. 3RAR5 
Green 1 qt. 3RAT1 
Green 1 qt. 3RAT2 
White 8 sq. ft. 3RAR7 
White 8 sq. ft. 3RAR8 
Gray 1 gal. 3RAR3 
Red 2.15 07. 6KHA9 
Blue 2% 02. 2CTR1 
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Acrylic Clearcoat 
Formulation 


Seals & Preteets 
Ready te Spray Sytem 


No. 6PER4 


Auto Body Paint System 


= 1-qt. containers 


Primer—Acrylic lacquer formula 
provides a tough rust-inhibitive base 
that can be sanded smooth. 


Paint—Can be buffed to a tough, 
brilliant, road-resistant finish after 
the clear coat has been applied. Has 
no recoat window limitations, allow- 
ing additional coats to be applied at 


any time. 


Clear Coat—Seals and protects finish 
and can be buffed to a high-gloss finish. 
Quick-drying formula has no recoat 
window limitations, allowing additional 
coats to be applied at any time. 


Mfr. Item 
Color Model No. 
Primer 
Gray 253499 6PER2 
Paint 
Jet Black 253500 6PEP8 
Clear Coat 
Clear Coat 253522 6PER4 


1-800-GRAINGER (472-4643) 
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na RUSTOLEUM 


INDUSTRIAL BRANDS 


Specialty Spray Paint 


Automotive—General purpose 
indoor/outdoor aerosols provide a 
protective barrier to help prevent 
rust and corrosion. Can be applied 
over bare and primed metal 
surfaces. Use on autos, trailers, 
RVs, and auto accessories. VOC/ 
MIR Compliant. 

= 12 0z. net wt. 


Plastic—Renews and restores a 
variety of indoor and outdoor plas- 
tics with no primer needed. 


Trim & Bumper—Renews and 
protects weathered or discolored 
bumpers and moldings. Closely 
matches the OEM matte black 
finish found on the trim, moldings, 
rearview mirror covers, bumpers, 
and rub strips of most vehicles. 
Spray from any angle. 


Fabric and Vinyl—Use on vinyl 
or fabric car seats, dashboards, 
upholstery, door panels, and similar 


DujalkGallar’ 
Engine Enamel 





surfaces. Fast-dry formula contains a Baek rie 
i : shili olor inis eight 
actual vinyl for maximum flexibility. AUUOIUGIIVG 
Lens Tint—Creates a "black out" Baer Sem bloss i oz. 
look on taillights, side markers, and ~ Black Flat 19 07. 
turn indicators; allows the natural as oe 
namel Faints 
color to show through when the Orystal Clear ane ae 
lights are engaged. Recommended Black Gloss 12 07. 
for off-road use only. Spray from Trim & Bumper 
any angle Black Matte 11:62: 
: Fabric and Vinyl 
oo — Black Flat 11 02. 
High-Performance Wheel Charcoal Gray Flat 11 02. 
Stops Rust® weather-resistant Gray Flat 11 07. 
formula protects against corrosion; _ Sand Flat 11 02. 
restores original appearance Hens a re 
; Lens Tint 
Caliper—Designed to customize rev biaareers wi opps 10 02. 
brake calipers, drums, rotors, and Black Flat 11 07. 
springs on cars and trucks. Cleaner _Clear_ Gloss 11 02. 
removes contaminants to help grape Meer 
prepare surfaces for painting. Paint ‘Caliper 
is formulated to resist the high Faint 5 5 
aC OSS OZ. 
slap and brake dust of Red Floss i 
arsh braking. 
= Resist heat up to 900°F 
ta RUSTOLEUM 


INDUSTRIAL BRANDS 


Engine Enamel Spray Paint 


Any-angle spray bonds to bare metal to create 
a flat, protective enamel coating. Stops Rust 
formula is gas and oil resistant. 


Container Item 
Spray Paint . ; coloy Size No. 
esists Heat Up To 500° F 
: ° Aluminum 12 02z. A4YKY7 
' Resists heat up 7 500°F Cast Coat Aluminum 12 07. AYKZ4 
as ceramic resins for Chevy Orange 12 oz. 4YKY5 
maximum heat dissipation and et as 4 ot aie 
gloss retention. Oil- and gas- Ford Red 45 07 AYKZ2 
resistant; will not blister, flake, Sloss Black 12 Oz. avKy2 
rabber Green OZ. 4 
crack, of peel. Low Gloss Black 12 02 A4YKY4 
Container Item Semi-Gloss Black 12 oz. A4YKY3 
Color Size No. Resists Heat Up To 2000° F 
Aluminum 16 02. 2PE11 Flat Aluminum 12 02. A4YLA1 
Black 16 02. 54VL27 Flat Black 12 02. 4YKZ9 
Ford Red 12 oz. 5AVL26 one ns Flat Red 12 oz. 4YLA2 
: 2 L.. 
suRUSTOLEUM [e):to} (Gina _yrese 





Coatings and Undercoatings 


Truck Bed Coatings and Applicator Kit—Provide a durable, nonskid, 
moisture- and rust-resistant finish that helps protect against impact, 
scratches, weather damage, fading, salt, and solvents. 


Professional Grade Truck Bed Coating—High-output spray tip deliv- 
ers an even finish that resists fading, chips, and impact. The durable, 
textured, nonskid finish offers maximum adhesion to stay in place. Paint 


and primer in one. 


Size/ Mfr. Item 

Description Color Net Weight Brand Model __ No. 

Tan 150z. Rust-Oleum 253438 6PET7 

; Black 150z.  Rust-Oleum 248914 4YLD1 

Truck Bed Coating Black 1 qt. Rust-Oleum 248915 4YLD2 
Black gal. Rust-Oleum 248916 4YLD3 

Truck Bed Coating Applicator Kit = = Rust-Oleum 248917 4YLD4 
Professional Grade Truck Bed Coating Black 150z.  Rust-Oleum 272741 35MW34 
; Black 16 0z. CRC 05347 13P448 
BUDDE NERC rmercoatng Black 150z.Rust-Oleum 248657 _4YLC9 
Pure Rubber Coating Black 150z.  BlueMagic 950-06 1MPU9 
Auto Body Undercoating Black 16 0z. Tite-Seal 71616 1MPZ2 
Auto Body Rubberized Undercoating Black 16 o02z. Tite-Seal 1T1617R 39R463 


Rubberized Undercoatings— 
No. 13P448 is designed to form a 
tough, flexible shield to help protect 
auto underbodies, weld joints, truck 
interiors, and motor vehicle firewalls 


against moisture, salt, and road debris. 
No. 4YLC9 applies easily and dries to 


a soft, rubbery finish to help protect 
metal surfaces from corrosion and 
moisture. 


Item 
No. 


1PTE7 
1PTE4 
440A55 


6KN84 
6PETO 


6PEV1 


4YLD6 
4YLD9 
4YLD7 
4YLD8 
4YLD5 


6PEU4 


4YLA8 
4YLAG 
4YLA7 
4YLAS 


6PEU0 
6PET9 
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Pure Rubber Coating—Multipurpose 
spray works as a Sealer, waterproofer, 


and sound deadener in applications 
including roof seal, bed liner, under- 


coating, and wheel wells. Contains no 
asphalt, is paintable, and will not bleed. 


No. 4YKY6 
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No. 4YLD3 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


No. 4YLA1 


No. 13P448 


907 


FLEET & VEHICLE MAINTENANCE Scan. Order. Done. 
Automotive Care & Detailing Supplies Details on page A1. 






Professional wash and wax products help protect =° from harsh environments and maintain a businesslike 
appearance. 







Item Pkg. Item Pkg. 
Description Size No. (Qty. Description Size No. Qty. 
3M FORMULA 965 Car and Truck Wash Powdered _35/b. 453D16 1 
Car Wash Soap, Concentrate 1 gal. 2CTJ1 1 Megawash" All Climate Car Wash Concentrate _5gal. 453D25 1 
Car Wash Soap, Concentrate ogal. 2CTJ2 1 Powder Keg™ Truck and Trailer Wash Powdered 40 lb. 453D33 1 
Oil Eater Split Vehicle Wash™ Truck and Trailer Wash do gal. 453D51_ 1 
OIL EATER Fleet Wash Concentrate 1 gal. 6TUJ9 1 TN'T™ Truck And Trailer Wash Concentrate 1 gal. 453D58 4 
OIL EATER Fleet Wash Concentrate ogal. 6TUKO 1 T'N'T™ Truck And Trailer Wash Concentrate ogal. 493097 1 
OIL EATER Fleet Wash Concentrate 30 gal. 6TUK1 1 T'N'T™ Truck And Trailer Wash Concentrate 99 gal. 449V34 1 
No. 19D068 OIL EATER Fleet Wash Concentrate 55 gal. 6TUK2 1 T'N'T™ Truck And Trailer Wash 5gal. 449V85 7 
Simple Green T'N'T™ Truck And Trailer Wash 90 gal. 449V84 1 
Vehicle Wash 1 gal. 45NR21 1 X-2601 Vehicle Wash do gal. 453D62 1 
oe mm - Vehicle Wash 5 gal. 45NR22 1 Zep-O-Shine™ Car Wash and Wax Concentrate 55 gal. 453D69 1 
ae Vehicle Wash do gal. 45NR23 1 Zep Professional 
fe a No. Tough Guy Vehicle Wash & Wax 5gal. 4UZE1 1 
= = 449V84 Vehicle Wash o gal. 2CXX7_ 1 Truck And Trailer Wash Concentrate 1 gal. 3AAJ3 1 
Vehicle Wash do gal. 2CXX8 1 Truck And Trailer Wash Concentrate ogal. 3SAAJ4 1 
Turtle Wax Truck And Trailer Wash Concentrate 2/5 gal. 6GHZ8 1 
ICE® Car Wash and Wax 48 oz. 19D068 1 Truck And Trailer Wash Concentrate 2/5 gal. 30MA/5 1 
M.A.X.-Power Car Wash 100 oz. 48HN72 1 Touchless Foaming Car & Truck Detergent do gal. 4UZD9 1 
Zip Wax® Car Wash and Wax 640z. 1UEP8 1 Foaming Vehicle Shampoo 1 gal. 3AAJ5 1 
Zep Foaming Vehicle Shampoo oO gal. 3AAJ6 1 
Big Z" Prepainted Aluminum Trailer Wash 20 gal. 453087 1 
Wash Brushes * 





» Flow-thru brushes can be adapted for use with fountain tube, continuous-flow handle, threaded ? 
@ handle, or tapered-tip handle (all sold separately). Handheld brushes are excellent for more- 
detailed work, such as wheel wells, tires, and spokes. 









Overall Item Overall Item 
Item Length Bristle Color Bristle Material No. Item Length Bristle Color Bristle Material No. 
No. 39R408 ff Tough Guy Truck Wash Brush 10" Green Polystyrene 5A171 
: Bench Brush 10" Gray Polyester 400F96 Wash Brush 14" Blue Polyester 400F92 
Car Wash Brush 10" Purple Polypropylene 2ZPA8  Carrand 
Car Wash Brush 20" Blue Polyvinyl-Chloride 2ZPA7 Car Wash Brush 10" Yellow PVC 39R408 
Car Wash Brush ivy White Soft Split-Tip 3A338 Car Wash Brush 11" Blue PVC 39R392 
Dip And Wash Brush 82" Black, Blue _— 2ZPC8 Lug Nut Brush rb Gray PVC 39R399 
Flow Through Brush 70" Green Nylon 491R25 power ash ers 99, ack, ee ve Sor é 
Flow Through fF uad Head Brus : ray, White 4 
Brush Head 8 Blue Polypropylene = 22PC9 Scrub Brush A Blue Polypropylene 39R401 
Flow Through 40" Blue Polypropylene  2ZPC6 Tire Brush 6 Blue Polypropylene 39R388 
Brush Head Wheel and Brake Dust ; 
12 Blue, Yellow PVC 39R389 
Flow Through ; Remover Brush 
10 Blue Polypropylene 2ZPC7 
No Brush Head Wheel and 11" White Polypropylene + 39R393 
: Flow Thru Handle = = = 2ZPA3___ Bumper Brush YPropy 
39R409 Tire Brush i Cream Cotton 2ZPD5 
CleanTools,tinc. ° No. = 
1ECE3 


Detailing Towel, 
Cloths, and Wipes 


The Absorber® and Absorber XL Drying 

Cloths—Super-absorbent towels absorb moisture 
quickly and completely. Absorber XL has a textured 
surface that holds more water to help you cover more area in a shorter time. 





Bug and Tar Removers 


Specifically formulated to remove sticky 


The Glosser® Detailing Wipes—Microfiber wipes contain water-based waxes 
insects, tree sap, and tar. 


and cleaners to remove dust, dirt, and grime safely from all finishes, while 








idi ini Container Item Pkg. 
providing a glossy finish. — Noe Sie No. ty 
L W Item Pkg. Blue Magic Bottle 80z. 36G62/ 1 
Description (in.) (in.) No. Oty. Gunk Aerosol Can 120z. s4YK36_ 1 
Tabet Cah —— Tite — eel an (bue aN 
The Absorber® XL Drying Clot 29 18 ECD8 U x r Zz. 
The Glosser® Detailing Wipes 25 13 1ECD9 5 No. 1UER9 No. 453D19 Zep Aerosol Can _200z. 453D19 12 
oa ® 
Degreasers and BASIE CRE Cy 
Choose from a variety of degreaser/cleaners that handle fan Containar Gonalne! lam 
countless applications; remove grease, oil, wax, tar, Gunk ¥P 


and dirt on contact. Ideal for cleaning floors, degreasing Eaine zjeaner and peieacet 13 Ot. perosd zai AE 
‘ : | r : 
engines, automotive parts, tools, bathrooms, walls, and Engine Cleaner and Degreaser _320z. Spray Bottle 54YK14 





countertops—leaves surfaces clean. gtgne Cleaner and Degreaser 150z.  AerosolCan 54YK15 
prayon 
Container Container Item Engine Degreaser 120z. AerosolCan 1D269 
Item Size Type No. SuperClean 
Blaster Cleaner/Degreaser 320z. Spray Bottle 3ZLC9 
Cleaner/Degreaser 110z. AerosolCan 4LRF6 Cleaner/Degreaser 1 gal. Jug 3ZLD2 
No. 4LRF6 No. 3ZLD6 CRC Cleaner/Degreaser 2.90 gal. Jug 3ZLD4 
Engine Degreaser 15 0z. AerosolCan SEWAO Cleaner/Degreaser 2 gal. Pail 3ZLD6 
908 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 
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Windshield treatments and cleaners are 
formulated to help drivers see clearly and keep 


vehicles looking good. 





Was 
rere eeb 


THe roe 


— 















FLEET & VEHICLE MAINTENANCE 
Automotive Care & Detailing Supplies 








No. 36G629 No. 45VH21 No. 52HF90 No. 1UER3 
Container Container Item = Pkg. 
Item Size Type No. Qty. 
Armor All ci ass — : 
aoe 9202. Package 458R72 1 Water | 
Auto Glass Repellent BLUE MAGIC’ 
Cleaner 220z. Spray Bottle 458R73 1 No. mae te 
Gunk — 
465D20 \ thy » 
Glass Cleaner 190z. _ AerosolCan S4YK30_ 1 (ge fcthe 
Glass Cleaner 19 oz. Aerosol Can 54YK31_—= 1 ARMOR ALR (Tax GP) 
NOCO PRODUCTS 
Auto Glass F Container Container Item 
Cleaner 200z.  AerosolCan 417Y37 1 Tire Care — nti Aa tem 
il Eater Tire Shine 
Antifog | Formulated to Blue Magic 15 07. Aerosol Can  36G628 
ae 40z. Plastic Bottle 6TUK4 = 1 remove road grime ~Biue Magic 93 OZ. Spray Bottle  36G629 
Rain Repellent _40z. Plastic Bottle 6TUK3 1 and help protect _Eage a5 OL. Pees ee 
Raine tires and other Turtle Wax 18 02. Aerosol can 55AK10 
ass Cleaner 16 02. Plastic Bottle 465D21 1 No. surfaces from the Tire Dressin 
Glass Cleaner 3.5 02. Bottle 465018 1 48HN78 rea g am romenye mrad 
elements. rmor 0Z. erosol Can 4) 
Glass Cleaner 23 OZ. Bottle 465D22 1 Turtle Wax 53 07 Saray Bottle 1UER3 
Glass Treatment 3.50z. Plastic Bottle 465D19 1 Taprpraisscnmal 00 a TED pray * =DPW3 
Glass Treatment 7 OZ. Plastic Bottle 465D20 1 = and Wheel Cleaner 
wile wa sx Gunk 2 OL, Aerosol Can 54YK33 
Pleaner 23 02. Spray Bottle 48HN78 1 
Zep 
Glass and 
Mirror Cleaner 22 OZ. AerosolCan 449V67 12 _ es, 
prams Wek 2 Pek Mare 
Refresh 
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14G872 The soft sponge head provides 
smooth, even washing, while the 
squeegee side helps you finish the job 
thoroughly and cleanly. 
Squeegee Squeegee Mfr. Item 
Color Blade Width Blade Shape L Model No. 
With Handle = 
Black 8" Straight 15" WS1524A 14G871 No. 52HF75 
Black 8" Straight 20" WS2024A 146872 No. 52JM24 
Red 8" Straight 30° 24-808NY-30A  14G866 
Silver/White 8" Straight 48" 12-8NY-48 14G867 
Blue/Silver 10" Straight 49" to 84" 4-10NY-E 146868 
Without Handle mo: senmty 
Black 3" Straight No Handle WSH24 14G873 
4-2 fresh fait 
AVIATION _ Rettee CPRUS 
. 38X852 7 
Aircraft Cleaners Air Fresheners No. 1MPY6 
Products are formulated to meet Fragrance ee it : ih Oe 
: . . . ragrance 0. y. 
the exacting requirements of Little Trees Refresh 
aviation interior and exterior Card with String Stick 
Black Ice 52HF68 3 Summer Breeze/ 
cleaning and maintenance. New Car 52HF69 3 Alpine Meadow 52JM19 6 
Container Recommended ltem — Pkg. Vanilla 52HF73 3 Diffuser 
Type Size Dilution Std. No. Qty. Vanilla 52HF75 6 New Car 52JM23 2 
Aircraft Window Cleaner Bayside Breeze 52HF77 3 Fresh Linen 52JM24 2 
Spray Bottle 1 qt. Ready to Use — 38X852.—Ss 12 Coconut 52HF81 3 Pure Citrus 
Drum 55 Gal. Ready to Use — 38X853_— Strawberry 52HF83 3 Jar 
Heavy Duty Aircraft Cleaner Citrus Blend 1MPY6 1 
Pail 5 gal. 1:1t0 1:128 _ 1S0 9001 & ISO 14001 Certified 38X856 ‘1 Orange 1MPY5 1 
Drum 55 gal. 1:1t0 1:128  1S0 9001 & ISO 14001 Certified  38X857—s 1 Lemon 1MPY7 1 
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No. 
45VH17 











No. 5GVA3 No. 20RW96 No. 45C010 No. 1UER1 No. 19D065 
Container Container Item Container Container Item 
Description Size Type No. Description Size Type No. 
3M Turtle Wax 
Quick Wax Spray 16 0z. Spray Bottle 2CTK8 Super Hard Shell® Paste Car Wax = 14 02. Tub 1UER4 
One Step Cleaner Wax 16 02z. Plastic | 2CTK9 Super Hard Shell® Liquid Car Wax _16 02. Bottle 1UEP9 
Performance Finish 1 pt. Plastic 2CTK7 Express Shine Spray Car Wax 16 0z. Spray Bottle 1UER1 
Eagle 1 Ice® Premium Car Liquid Wax 14 02. Bottle 19D064 
Auto Detailing — Wipe & Shine Auto Detailer 23 OZ. Bottle  45VH17 Ice® Premium Car Spray Detailer | 200z. Spray Bottle 19D065 
Flitz Ice® Premium Car Spray Wax 200z. Spray Bottle 19D066 
A Speed Wax Spra Spray Bottle 5GVA3 Performance Plus™ Clean 
and Polishes Hu Finish me and Shine Detailer ete “nity Poe SaHNae 
Liquid Car Polish 16 0z. Plastic Bottle 20RW96 Waterless Wash & Wax 26 oz. Plastic Bottle 55AK13 
These products ale formulated to uve vehicles sia Jet Black® Car Spray Wax 16 0z. Plastic Bottle SSAK15 
a smooth, clean shine, protect the paint from Instant Detail Cleaner and Polish 20 0z. Aerosol Can 45C010 
harsh environments, or both. Instant Detail Wax 200z. Aerosol Can 450011 








| } Ge 
—_ Ae ea a ae 
cTAL POLISH cnesl “i i} aT a oe 
S254 Metal Polish and _—_ NO TUER own Fis vaoanioarod 7 
= 4 Detailing products help restore a bright shine to metal : a ispse aiid saciid ae “a 
No. 1MPU7 wheels and trim. gp 
se ; Item Container Container — Item 
Description Size No. Item Size Type No. 
3M Turtle Wax 
MAG and Aluminum Polish 10 02. 2CTL4 Heavy Duty Rubbing 
Chrome and Metal Polish 10 oz. 2CTL3 RuaeiING Compound 10.5 02. Tub 1UERS 
Blue Magic Scratch Remover 10.5 oz. Tub 1UER6 
Quick Shine Metal Polish 10 02z. 366632 Speed Compound 16 oz. Bottle 48HN73 
Pure Magic Liquid Metal Polish 8 OZ. 1MPU5 3M 
Metal Polish Creme 19.38 oz. 1MPU7 Abrasive Rubbin ; 
Flitz compound 9 1 pt. Plastic Bottle 2CTN8 
is : pe Preclean 16 02. SGVA2Z Abrasive Polish 1qt. Plastic Bottle 2CTN4 
andstands Abrasive Cleaner 
ala Nevt-Dull® Wadding Polish 5 02. 4NPV3 No. 2CTN8 Clay Bar ee eee eee 


@ 


—— _ f 
Pa | 


UwER rf 
rea 





Sinem ! 











No. 6YHE6 No. 2CTL2 No. 458R50 No. 458R70 No. 5EVY5 No. 54YK32 No. 45C012 No. 19D069 =No.48HN77 # No. 3HUW9 
Container Item Container Item 
Item Size Type No. Item Size Type No. 
303 Aerospace Protectant Gunk 
Vehicle Interior Protectant 16 0z. Plastic Bottle 6YHE6 Automotive Carpet Cleaner 22 0z. Aerosol Can 54YK32 
Vehicle Interior Protectant 1 gal. Plastic Bottle 6YHE5 Sprayway 
OF SM sum AROTOR UL 3M All Purpose Cleaner 19 oz. Aerosol Can 45C023 
ALLS Plastic Cleaner 8 OZ. Plastic 2CTL2 Fabric Cleaner 19 0z. Aerosol Can 45C€016 
eee es Armor All Interior Detailer 20 oz. Aerosol Can 45C013 
Automotive Cleaner 220z. Spray Bottle 458R49 Multi-Purpose Shine 11 0z. Aerosol Can 45C012 
BLUE MAGIC’ Spray way Automotive Cleaner 48 02. Bucket 458R51 Turtle Wax 
Automotive Cleaner 20 Wipes Package 458R71 Automotive Carpet Cleaner 18 02. Aerosol 19D069 
—- Automotive Cleaner 16 0z. Spray Bottle 458R74 Automotive Upholstery Cleaner 18 02. Aerosol 19D070 
/ ao fe) Protectant 28 0z. Plastic Bottle 52JM50 Interior Automotive Cleaner 20 0z. Spray Bottle 19D067 
Turk! a Vehicle Protectant 16 0z. Spray Bottle 458R50 Leather Cleaner and Conditioner 16 0z. Spray Bottle 48HN77 
Na Vehicle Protectant 22 02. Package 458R70 Vehicle Protectant 23 02. Bottle 54HR53 
- Blue Magic Zep 
interior Cleaners Carpet Spot/Stain Lifter 22 OZ. Aerosol 1MPV1 Foaming Vinyl Cleaner 1 Ib. 2 oz. Aerosol Can 453D59 
Foam Carpet Cleaner Vinyl and Rubber Dressing 1 qt. Spray Bottle 3HUW9 
and Protectants - Stain Guard 5 2202. Aerosol SEVY4 = —Vinyr and Rubber Dressing gal. Bottle | 3HUX1 
oam Upholstery Cleaner 
Auto detailing products can help keep vinyl ane sna 
: , Interior Detailer 8 02. Bottle 36G626 
rubber, plastic, leather, and other surfaces Leather/Vinyl Cleaner 16 oz. Spray Bottle 1MPV2 
looking their best. Leather Cream Conditioner 16 oz. Spray Bottle 1MPV3 
910 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Sponges, Mitt, 
Cloths, and Pads 


Microfiber Cloths—No. 2ZPF1 
has an absorbent waffle weave to 
reduce the frequency of wringing. 


No. 32UV15 










No. 
400C56 


a 
| pee 
rmeirre> 


%. 


4 
a 






Item Pkg. 
: - Item Size Color No. Qty. 
Microfiber Pads—No. 2ZPE2 Tough Guy : No. 39R422 
has an elastic band to hold pad Microfiber Hoth L g x 24 Brown 22PE9 No. 39R425 
icrofiber Clot "Xx 24" rown Oo. 
to hand securely. Nos. 22PE/7 and —\iicrofiper Cloth 16x 16" Blue 32UV1S 24 Item Pkg. 
2ZPE8 are for polishes. Microfiber Cloth 16"x16" Blue 32UV16 12 Item Size Color _—No. _ ty. 
Sponges—Lift and hold dust, Microfiber Cloth 12"x 16" Yanom Gra, 400C55 12 vane i AR 
Microfiber P Whit 27PE2 1 
dirt, and grease. Use No. 2ZPE6 to Ferret pace re a2 T_ Microfiber Cloth 12" x 16" Gray, Green, 39R422 3 
olish surfaces. nett . ei ellow 
p Microfiber Pads: 4 4 a ee mnie ana é Microfiber Cloth 12"x16" Blue,Gray 39R423 2 No 
ae . ; icrofiber Towe "x14" Blue, Gray 400C5 <a «. 4ex Green, Red, ; 
Mitt Features microfiber on 1 Scrubber Sponge 9x41 Biue o7PE3 1 Microfiber Cloth 12"x 16" Veiigw Gray 39R425 12 39R424 
side for cleaning and honeycomb ‘Scrubbing Mitt 11%x8" Blue | 2ZPE1 1 Microfiber Cloth 22"x36" Yellow  39R426 1 
mesh on the other for scrubbing. Sponge 8%x5"' Chamois 2ZPE6 1 Microfiber Cloth 16"x 16" Yellow, Gray 39R424 1 


* 





No. 
2ZPD8 


Dusters and 
Dust Pan 
with Brush 


Lint-free, machine-washable 
dusters will not scratch clear 
coat or paint. No. 2ZPC5 
brush snaps into dust pan for 
storage. 


Item 
Description No. 
Microfiber Duster Set, 
(1) 5%4"L Brush and 2ZPD8 


(1) 141%4'L Brush 

Microfiber Duster, 14%'"L 

Brush with Folding Handle 2ZPD9 
and Carrying Pouch 

Dust Pan with Hand-Held 
Brush, Brush 5’W x 8”L 
and Pan 6’W x 7%2”L 


2ZPC5 


Item Pkg. 

Description No. Qty. 
Finishing Sanding Block Kit and Refill Sheet 
Sanding Block Kit with (1) Each of 
30, 120, and 220 Grit sheets 3x5 ASYOM? 3 
Film Backed Refill Sheets For Sanding Block 
Medium Grade, 80 Grit, 3" x 11" 43Y078 15 
Fine Grade, 120 Grit, 3" x 11" 43Y079 15 
Very Fine Grade, 180 Grit, 3°x 11"  43Y080 15 
Gold Sanding Discs 
Coarse Grade, 40 Grit, 6" 42X680 25 
Medium Grade, 80 Grit, 6" 42X681 50 
Medium Grade, 80 Grit, 6" 49XW78 100 
Fine Grade, 120 Grit, 6" 42X682 50 
Very Fine Grade, 220 Grit, 6' 42X685 50 
Super Fine Grade, 400 Grit, 6" 42X687 50 
Gold Sanding Rolls 
cease rane, Soe an te F eee 5 Finishing Block Sanding Kit and Refills— 

edium Grade, rit, 2%" x 20y : : : : 
Fine Grade, 220 Grit, 294" x 20yd 412X699 1 The ergonomic design provides maximum 
Very Fine Grade, 320 Grit, 234" x 20yd 42X701 1 control and comfort. Th 
G2 Abrasive piss eee ioneas 5 plate helps improve finishing results, with 
ra Fine Grade, rit, 

G2 Waterproof Sanding Sheets reduced sanding effort. 
Fine Grade, 220 Grit, 9" x 11" 42X649 25 . . . 
Super Fine Grade, 400 Grit, 9"x 11" 42X651 25 Gold Sanding Discs and Rolls—Multipurpose 
Super Fine Grade, 600 Grit, 9"x 11" 42Xx652 25 grain is ideal for all automotive finishes as 
Ultra Fine Grade, 800 Grit, 5%'x 9" __42X653__25 well as wood, metal, fiberglass, and painted 
Ultra Fine Grade, 1000 Grit, 5%"x 9" 42X654 25 aatialacn® 
Uitra Fine Grade 1500 Grit. 5/s"x9" 42x656 25 +SuTfaces. The “anticlog” coating prevents 
Ultra Fine Grade, 2000 Grit, 514"x 9" 42X657 25 loading to increase cutting performance. 
Ultra Fine Grade, 2500 Grit, 5¥2'x 9" _42X658_ 25 = Pressure-sensitive adhesive paper backing 
Scuffing Pads 
Very Fine Grade, 360 Grit, 6" x 9" 42X662 10 
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Polishing Pads and 
Detailing Cloths 


Perfect-It™ Polishing Pads—Single-sided 
high-performance pads attach to Hookit™ Back 
Up Pads Nos. 2EXY4 and 2EXY5 (sold separately) 
to fit all ¥e"-shaft slow-speed polishers. 





No. 2EXZ3 


Perfect-It™ Detailing Cloths—2-ply poly- Description em 
ester/nylon microfiber won't scratch or streak Perfect-It™ Polishing Pads 
paint, chrome, glass, dashboards, or other woe eo oma nae 2. “a ome 
; oam Polishing, 8" dia., Pkg. o 

vehicle surfaces. Ultrafine Foam Polishing, 8° dia. 2EXY9 
Wool Compound Pads—Use these double- Perfect: Detailing Cloths — 
sided pads with adapter No. 2EXY3 (sold 14°L x 12'W, Pkg. of 6 2EXZ1 
separately) to refine paint surface defects. Wool Compound Pads 

100% Wool Compound Pad, 9" dia. 2EXY2 
Hookit™ Back-Up Pads and Adapter— Blended Wool Compound Pad, 9" dia. 2EXY8 

Hookit™ Back-Up Pads and Adapter 

Backup pad allows quick attachment, accurate “Hookit™ Backup Pad. 7° dia. OEXYA 
centering, and easy removal of single-sided Perfect-It” Hookit™ Backup Pad, 7" dia. | 2EXY5 
compounding or polishing pads. Screw-On Pad Adapter, 7" 2EXY3 





43Y077 


Autobody Sanding Block Kit, Discs, Rolls, and Pads 


G2 Abrasive Disc—Designed for automotive and marine finishes, 
wood, metal, fiberglass, and painted surfaces. The durable backing 
resists tearing and provides ultimate durability. Anticlog coating 
prevents “loading” of abrasive surface. Feature “Quick-Change” 
hook-and-loop holding system. 

= Film backing 


e steel reinforcement 


G2 Waterproof Sanding Sheets—Made with a specially treated, 
waterproof backing for increased “wet” performance and flexibility. 
= Film backing 


Scuffing Pads—Nonwoven synthetic flexible pads are ideal for 
scuff sanding and finishing of automotive and marine finishes, 
wood, metal, and fiberglass. 
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No. 4HA44 
—————— - 





No. 48UV20 















No. 3R738 


Bearing Pullers and Separator Tools 


Remove gears and bearings too close to another surface for a puller 


jaw to grip, or where the pulled out portion must be protected. \ —_— 
— Mfr. Item 

- Item Includes Model No. 
Bar Type Puller/ Bearing Splitter With 4" Capacity, 2 Sets Of Hex Push Puller Legs, 4517 5KGH5 
Bearing Separator Set 8" Bar Type Puller Head Mated With a Custom Thread Forcing Screw 

Bearing splitter (4) Bearing Splitters, Pulley Pulling Attachment 1183 48UV15 
Multipurpose 2 Forcing Screws, 2 Cross-Bar Yokes, 2 Clamp Bolts, 3 Pairs of Puller Jaws, 4534 4HA44 
Bearing and Pulley 1 Pair Jaw Pins, 3 Pairs of Cap Bolts, Blow-Molded Case 

Puller Set 5} Bearing Splitters, (4) Sets of Hex Push Puller Legs, Bar Type Puller Head, Puller Crossbar, Plastic Storage Case 4518 48UV20 
euler Set 2) Sets of Forged Jaws, (2) Forcing Screws 4532 48UV22 

roto 

Gear and Bearing Separators 1'%6, 2'%2, 4%, 
Bearing Separator Set ang g" Threaded Rod, Molded Plastic Case J43908 3R738 


Forcing screw Tip, 4-12’ Female x ¥s' Male Acme Adapter, 44-12' Acme Female x %¢'-18NF Male Adapter, (3) 6-14" x 74° Lock Screws, 34-12" Acme Coupling 





Press-N-Pull Set Nut, %4-12" Acme x 12" Forcing Screw, 2- and 3-Way Crossarms, 34-12" Acme Forcing Nut, Thrust Washer, (3) %-18" Female x 12-20" Female Adapters, (3) J4293B 3R733 
¥e-18" Female x 2-20" Male Adapters, (3) %-18" Female x %4-16" Female Adapters, (3) -18" Female x %4-16" Male Adapters, (3) 8-18" Female x “%-14" 
Female Adapters, (3) %-18" Female x /s-14" Male Adapters, (3) Slide Blocks, (3) Medium Legs, (3) Short Legs, Bearing Separator, Molded Plastic Case 
Wide Puller Set Forcing Screw (1Q590), Detachable Tip, 2- and 3-Way Crossarms, Adjustable Jaw Block Assembly, Jaw Spring Clip, J4299B 3R732 
w ‘ Bearing Separator 6" Capacity, Cap Screw 2'%6", Long Narrow Jaw 7%e', Molded Plastic Case 
estwar 
Bearing Puller Set Forcing Screws, Cross Block Assembly, (2) Puller Jaws, Puller Jaws Retaining Yoke,(4) Step Plates 23NY3/ 23NY37 
Bearing splitter Set (2) Bearing Splitters, (4) Sets of Hex Push-Puller Legs, and (1) Bar-Type Puller Head with Forcing Screw, Carrying Case 23NY36 23NY36 
Bearing Splitter Set Forcing Screws, Cross Block Assembly, (4) Puller Jaws, and Puller Jaws Retaining Yoke 23NY38 23NY38 
Bearing Splitters 
Ideal for use in tight spaces. 
Max. Min. 
Spread Spread Mfr. Item 
(in.) (in.) | Model No. 
Westward 
6 Yo 23NY32_ —- 23NY32 
2 1%6  23M596_ _23M596 
3 2 23M603 _23M603 
* i 4% 3 23Mo9/7 _ 23M597 


6 4% 23M598 ~—_—-23M598 
ore %__23NY33_——23NY33 


6 % 1121 48UU93 
2 % W122 48UU94 
4%, % 1123 48UU95 
9 2 1130 48UU98 


Bearing Positioning Tool Set 
Use to easily position a bearing in the inner hole of the axle. 8-pc. kit includes 
handle, 6 heavy-duty bearing drivers, and carrying case. 





Item No. 23M596 ) 13% 3% 1127 3GZK8 

Size No. Proto 
1555,2.390 2.834 1.752,2.48,0.999 1.968.2.559. and 3.189 32J061 6%  J4333A 10638 
912 GRAINGER. Find even on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 
3R657 t' 


Kis 
*weenee TEEEEE' 8 OTC. 
Manual Jaw Pullers 


These pullers enable you to remove and install parts for fast, effective repairs. 
The pullers are forged from quality steel, heat treated, and subjected to rigorous 
tests which exceed their rated capacity. 


Nonreversible jaws have deeper jaws for fan blades and blower wheels. 


No.of Jaw Jaw Screw Jaw Mfr. Item 
Cap. Jaws Reach Spread Length Locking Style Model No. 
Westward 
4468 2 23. 3% 3% Yes Nonreversible 23MD16 23MD16 
2 2¥e 34" 3% Yes Nonreversible 23MD1/ 23MD17 
2to3tons 20r3 2%" 3% 4I%6 No Reversible 4YT14 4YT14 
540s 2 3M 4" 473 Yes Reversible 23MD19 23MD19 
20r3 3% 45/4" 473 Yes Reversible 23MD20 23MD20 
3tons 2o0r3 2% 5 and4%z — Yes Reversible 23MD18 23MD18 
4to6tons 20r3 4%6 bY 6/6. No Reversible 4YT15 4YT15 
2 3M" : 616 Yes Reversible 23MD21 23MD21 
2 bY" 6" 6'I%6: Yes Reversible 23MD26 23MD26 
inne 2003 34 ra 616 No Reversible 1MZP2 1MZP2 
20°33 34 v- 616 Yes Reversible 23MD22 23MD22 
20r3 5% 4V" 616: Yes Reversible 23MD25 23MD25 
20r3. bw ia 616 Yes Reversible 23MD2/ 23MD27 
6to9tons 2or3 6" BY — No Reversible 4YI1/ 4YT17/ 
2 : ' : Yes Reversible 23MD23 23MD23 
2 84" gy" 9" Yes Nonreversible 23MD28 23MD28 
7tons 2o0r3 a 10/2" g" No Reversible 1MZP3 1MZP3 
Z20r 3 a. 10%" 9" Yes Reversible 23MD24 23MD24 
20r3 8% a Q" Yes Nonreversible 23MD29 23MD29 
8or10 tons 20r3 8" 122" — No Reversible 4YT16 4YT16 
2 11" 12 12 Yes Nonreversible 23MD30 23MD30 
42 tans 2 15%" 15%" 12" Yes Nonreversible 23MD34 23MD34 
2Oro. -1t 12° 12° Yes Nonreversible 23MD31 23MD31 
20r3 15%!" 17" 12" Yes Nonreversible 23MD35 23MD35 
Bap tons 3 14%" 14" 13% Yes Nonreversible 23MD32 23MD32 
roto 
2 tons 3 3" 4" 43/4" No Reversible J4034 3R65/ 
5 jong 2 5" ra c No Reversible _- J4035 R698 
3 5" fa i No Reversible J4036 3R659 
6tons 2or3 4 8 — Yes Reversible J421/ _ 3R699 
7 tans 2 g" 10° g" No Reversible __ J4037__—3R660 
3 Q" TW g" No Reversible J4038  3R661 
10 tons 3 o. 12: — Yes Reversible J4233E  3R/04 
Posi Lock 
1 ton 3 24" 34" bY Yes Nonreversible 102 5LD35 
tans 2 4’ Y' tod 10%" Yes Nonreversible 204 4GB26 
3 KY Ay," EC Yes Nonreversible 103 5LD36 
5 tons A} 4" 5. give Yes Nonreversible 104 5U719 
6 tons 2 6" Y'tol 12% Yes Nonreversible 206 4GB27 
10 tons 3 6" fa 1254" Yes Nonreversible 106 1AC04 
12 tons 2 8" Ys" to 12° 1678" Yes Nonreversible 208 4GB28 
14 tons 2 10" iy 19%" Yes Nonreversible 210 1AC03 
17 tons 3 8" IZ 16%" Yes Nonreversible 108 5LD37 
20 tons 3 10° 1: 19%" Yes __Nonreversible _110 1AC05 
30 tons 3 12" 18" 26° Yes Nonreversible 113 5LD38 
ore tons 3 14" 3 10.20. 32° Yes Nonreversible 116 4GB25 
2tons 2o0r3 3% 43/4" ¥g" No Reversible 1023  48UU72 
5tons 2or3 5%" fa V6" No Reversible 1027  48UU76 
7tons  2o0r3 5" 1012" Ye. No Nonreversible 1037 48UU79 
13 tons Zoro 1k 12: Te" No Nonreversible 1041 48UU83 
20r3 15%!" Fa Hee No Nonreversible 1042  48UU84 


Shaft Protector Set 


Protects shaft centers from distortion 


when extreme pressures are applied. Use 

with fan blade, gear, and bearing pullers. 
No. of Mfr. ah 
Pieces Model 


8096 suri 
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PULLER, INC. 


Mini Manual 
Puller Set 


= 1- to 2-ton capacity 

Designed for small removal 
challenges. Ideal for lawn and 
garden equipment, snowmobiles 
and motorcycles, air tools, and 
more. Includes storage Kit. 





Jaw Jaw 
No.of Reach Spread Jaw Mfr. Item 
Jaws _(in.) (in.) Type Style Model No. 
20r3 3 Y% to 4% Locking and self Aligning Non-reversible PMW-1 4GB36 
* WisTwaRD 


Reversible 2- or 
3-Jaw Puller Set 


Versatile pullers feature a 
narrow face on one end and 
a wide face on the other 

to create a 2-in-1 tool that 
saves you time and money. 
Jaws can easily be reversed 
by sliding the jaw to the 

end of the crossblock and 
turning them around 180°. 






No. of Jaw Item 
Cap. Jaws Jaw Reach Jaw Spread Style No. 
5 TON 20r3 94'(139./mm) 8" Reversible 45FF29 
* Westward’ 


4-In-1 Jaw Puller Kit 


= 7-ton capacity 
Quick-and-easy assembly 
makes a 2-jaw or 3-jaw 
puller with the reach, spread, 
and power you need for all 
applications. It easily handles 
larger gears, bearings 
pulleys, wheels, sprockets, 
and other press-fit parts. 





No. of Jaw Jaw Jaw Item 
Jaws Reach (in.) Spread (in.) Type Style No. 
20rd 84 14 Manual Double 23MD43 
*(WistwarD’ 
Lock-On, Jaw- 


Type Puller Set 


= 5-ton capacity 

Set contains versatile internal 
and external pullers that can 
be created to easily remove 
harmonic balancers, gears, 
bearing, timing gears, and 
other difficult parts. Includes 
sturdy storage case. 





No. of Jaw Jaw Jaw Item 
Jaws Reach (in.) Spread (in.) Type Style No. 
20r3 46% 8, 12 Lock On Jaw Straight 23MD47 


913 





FLEET & VEHICLE MAINTENANCE 
Puller Sets 





No. 3R707 


No. 
3R693 


Proto-Ease™ 2-Way 
Straight Jaw Puller Sets 


Comes with a steel storage box. No. 3R693 is specially shaped for minimum 
clearance pulling situations. No. 3R707 is used with a separator to remove a 
truck countershaft’s rear bearing. 








Jaw Mfr. Item 
Cap. Jaw Reach Spread Model No. 
6 tons Dual Jaw 2 And 4", Narrow Jaw 4 6 J4212SJB 3R693 
10 tons 21/6", Aire and 7%" AO" 4234B R707 
* WestwaRD 


Blind Hole Bearing 
Puller Set 


Ideal for jobs that require an internal 
pull, such as pilot bearings. Includes 
4 collets to fit a wide range of 
applications. Also includes a plastic 
storage case. 


Item 
; Includes No. 
10-pc Attachment, 1-pc Slide °3KX50 


Hammer, 3-pc. Pin, 1-pc Puller 


re 


PULLER, INC. 


Hub Puller 
Adapter Set 


Helps simplify the removal of many 
industrial and automotive fans and 
blower wheels by providing a solid 
connection between the puller and 
fan hub. Includes carrying case. 


Mfr. Item 
Model No. 


SLD39 


_ Includes 
3-Jaw 4" 5-Ton Puller, Small 
and Large Collar Adapters, Tip HP-2 
_Reducer/Extender, Carrying Case 


ProtTo @ 


Standard 
Puller Set 


= 6-ton capacity 

Contains enough components to 
make over 20 of the most often 
used pullers including: internal, 
external, slide hammer, rear axle, 
and harmonic balancer. Includes 
molded plastic case. 








Item 
Includes _No. 
T-Handle Slide Rod, Short Slide Rod, 5-Ib., and 2% Ib. Slide Hammers, 
2- and 3-Jaw Yokes, 2- and 3-Way Slotted Crossarms, 4 and 6" Reversible J4290B 3R730 


Jaws, 2" Reach Inside Jaw, Gear and Bearing Splitter, and | more. 
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\S GEARWRENCH. 


Steering Wheel Puller Kit 


Engineered to remove steering wheels from most domestic and import cars with 
or without telescoping tilt columns. 


Mfr. Item 
Includes Model No. 
Puller Yoke and Screw Extension Bushing, Lock Plate Removal Tool, 
2-pc. Puller Leg Package, Pivot Pin, Lock Plate Depressor Frame, 41620D 2HLF6 


Lock Plate Remover Collars and Nut Washer, Screw Package 


re 


PULLER, INC. 


Hydraulic Puller 


= 12-ton capacity 
Self-contained system features 
nonreversible jaws and 
interchangeable ram points 
for multiple shaft sizes and 
configurations. 

Includes 


Self Contained Manual Hydraulic 
Puller With 2 Pushing Adaptors 


Mfr. Item 
Model No. 


PHS-108 1TMR3 








OG 8 «a ‘i 


Leo aie 
Hydraulic Puller Set 
= 17'4-ton capacity 
This set is designed to remove or install interference fit parts like 


gears, couplings, bearings, wheels, pulleys, axles, shafts, brake drums, and 
many other press fit components. 


OIC. 


Mfr. Item 
Includes Model No. 

Hydraulic Hand Pump, Threaded Insert, Tee Adapter, Pressure 
Gauge, 6 Foot Hydraulic Hose,Hose Half Coupler With Dust Cover, 1688 32962 


Hydraulic Push Puller With 18° Legs, And 3 Jaw Hydraulic Puller Push Puller With 18" Legs, And 3 Jaw Hydraulic Puller 


OIC. 


King Pin Pusher 


With this pin remover, hydraulic 
force and precision tooling replaces 
torch and hammer methods. 


Mfr. Item > 
_ Model No. — . 


<a 


1-800-GRAINGER (472-4643) 





Includes 
acu nee 
ose, Hose Half Coupler, 
Power Twin 30-Ton Ram, 4240 1EAXS 
_Anchor Pin Adapter 











GRAINGER CHOICE” FLEET & VEHICLE MAINTENANCE 
Find the wy. Find Solutions. Find Great Prices. Puller Sets 










No. 
48UV13 





Multipurpose Puller Sets 


These professional quality sets give you a wide range of versatility. 


® 
Includes No. i 
~ ¥%' to 4% Bearing Separators, 5-Ton Gear and Pulley Puller, Steering Wheel Puller, 7 
5-Ton Flange Type Puller, 2%" Pitman Arm Puller, 5-and 7-Ton Jaw Pullers, 6%” °3MD44 Slide Hammer Puller Sets 


and 10%" Jaws, 11" Flange Puller Plate, 2-Jaw Pilot Bearing Puller, 2-or 3-Jaw 


_Reversible Slide Hammer, Lockable Metal Storage Cabinet (Wall or Surface Mount) MGSO Sota! 8 Depa Nar tD Pur Us: oeaning>, ceale, Pubey>, body aenis.and 


seals on most imported and domestic vehicles. 
































Item 
Includes Brand No. 
~ 5-Ib. Slide Hammer, 3-Way Cross Head, Cone, 2-Way 
Cross Block, Puller Hook Attachment, 3 Internal/External Westward 1MZP6 


_ Jaws, Dent Puller, Grip Wrench, Adapter, Case 

~5-lb. Slide Hammer, 2-Way/3- Way Cross Blocks, Cone, (3) 

Internal Jaws, (6) Internal/External Jaws, Rear Axle and 

Dent-Pulling Attachments, Puller Hook Attachment, Grip 

Wrench Adapter, Front Hub Puller Attachment, Case 

5 |b. Slide Hammer Puller, 2 Way Head, 3 Way Head, Front Hub Puller, 

Spare Locknut, 2 tons Combination Jaw, Puller, 5 tons Jaw, Bar Type OTC 48UV13 

Gear, Pulley Puller, (2) Hex Head Cap Screws, Bearing Pulling Attachment 

nel +e que net Way AS neat, ee ny 

ross Block, Puller Hook Attachment, Puller Hook Attachment, Grip 

Wrench Adapter with Single Lead, Dent Puller Attachment, Front Westward = 1MZP6 

_Hub Puller Assembly, Forcing Screw, Sleeve, Blow-Molded Case 


= \ 
* Westward No. 23KX44 | 


Strong Box Multipurpose Puller Set Slide Hammer Noose 
Enables you to pull gears, bearings, pulleys, wheels, and more on cars and light Pullers 


Westward 23KX54 
















































































trucks. Come contained in a rugged, lockable metal storage cabinet you can a 24", ' 
either mount on a wall or stand on a work bench. Includes 8 pullers, 5 attach- These pullers are for loosening tight BO: ZAnNS Mh 
ments, and extra puller jaws. Item assemblies with aheavy weightona_.. eT Description. ; sai 540 ‘a 
2)Jaw Puller, Gear, Pulley Puller, Flange Tyee Puller, Steering Wheel Pulle, Ne. | guide-bar to pull hubs, bearings, gears, 3 Ib, Puller, 3 Ib. "Haier 2 jaw _ 23KX51 
(Be Bearing Puller, Slide Hammer Puller, Pitman Arm Puller, (2) Bearing 48UV17 pulleys, body dents, and seals on most ~5'ib. Puller, Steel with Chrome Plating _23KX41 
_ Splitter, Rear Axle Pulling Adapter, (6) Long Jaw, Metal Storage Box __ | imported and domestic vehicles. 10 Ib. Puller, Steel with Red Painting _23KX53 


Proto @ 


Proto-Ease’™ 
Master Puller Sets 


= 10-ton capacity 

Cover most maintenance 
operations using standard pullers. 
Contains components necessary 


to assemble all full-interchange 








1g flo a0 ! ii f 1 
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* 
system pullers except Proto® ta re | 
Press-N-Pull™ Pullers. &» & 4 - 
Mfr. Item 
Description as ee ; ; Includes a __ ; Model No. 
73- “pe. Set with Steel Tool Box aoe foe Hand we oem ee aera ee ene Nut, Jaw Pivot Pin, 2%- and 5- Lb. +J4235B 3R709 
iding Hammer, T- Handle an ort Slide Rod, Axle Flange, Blind Bearing Puller, Jaw Block Assembly, Bearing Separators (2%" 
73-pc. Set without Tool Box and 6" Cap.), Step Plate Adapter Set, Step Plates, 2%, 2%, 29" Bore, Inside Jaw 2, and Reversible Jaw 4" and 6" Reach J4230A SR708— 
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FLEET & VEHICLE MAINTENANCE 
Pullers 


Scan. Order. Done. 
Details on page A1. 











i No. 
| No. 29FX43 


29FX52 









Push Pullers 


For maintenance operations 
involving removal and installa- 
tion of gears, bearings, shafts, 
pulleys, and press-fit parts. 


Spread Item 
Cap. Reach  (in.) No. 


Pulley Puller 
sTons 2’ 1% to4% 29FX50 
7Tons — 2%to7% 29FX52 
Push Puller 
10 Tons 8/4" 2% to7% 29FX43 


17% Tons 11%' 4% to 12% 29FX45 
30Tons 10° 7%to17 29FX44 
Push Puller Set 


10 Tons 81" Var.  29FX53 





No. | | 
29F X48 


WESTWARD 
Flange Pullers 


For use on harmonic balancers, 
steering wheels, crankshaft pulleys, 
and gear pulleys. Fits almost all 
automotive and light truck applica- 
tions, domestic and imports, older 
and current models. 


Bolt Circle Item 
Dia. (in.) Screw Size__No. 
1% to 4%, 1 to 2% %s'-10 _ 29FX47 





1% to 4% %'-18 x 5%" 29FX48 








No. 
2HLG3 


fT) 


GRAINGER. 


916 Find even 





ITT 


on Grainger.com® 


WESTWARD’ 
Slack Adjuster Puller 


Designed to service all S-cam air brake slack 
adjusters on the market. Works on Rockwell, 
Haldex, Gunite, and Bendix automatic 
adjusters. 





Item 
Description _No. 
Slack Adjuster Puller for Automatic Adjusters 32J067 
Hood Safety Lift Prop 200925 
re ~ 
Ks ; 
Transmission [ 


Bearing Pullers 


Machined jaws clamp in snap-ring 
grooves as narrow as 0.07" to 
remove transmission bearings in 
minutes. Also effective for transfer 
cases on 4-wheel-drive vehicles, 
output shaft bearings, and other 
applications on many vehicles. 


Jaw Jaw Mfr. = Item 
Cap. Spread Reach Model No. 






No. 1TMR1 











10tons ‘%"to 7" 6" TJ-2 1TMR1 
{2tons %"to12" 8"  TJ-1 TTMP9 
No. 2ZPK6 
No. 
23M592 
GEARWRENCH, No. 


WESTWARD 
Suspension and 
Steering Tools 


Description Brand Model 
Grease and Oil Seal Puller Gearwrench 3245 
CV Joint Boot Clamp Plier Westward 1MZN5 1MZN5 
Ball Joint Separator Westward 23M592 23M592 
U-Joint Remover, “%" Drive Westward 1EKN2 1EKN2 


WESTWARD OIC. GEARWRENCH. 


= Suspension and 
| —— Steering Service Kits 


Commonly needed tools to maintain automotive suspen- 
sions and front ends are conveniently gathered into 
specialty kits. 


Mfr. Item 
Includes Model Brand No. 
Separator Set 
11% x 1%, 119% x 1%, 11% x 
1%6, 153% x M6, 15% x Me 
Ball Joint Service Kit 
No. 1EAV4 (C-Frame Press), 3° 0.D. 
x 2%" |.D. Receiver Tube, 2%" 0.D. 
x 2%" |.D. Receiver Tube, 2" 0.D. x 
1%" |.D. Receiver Tube, Installing 
Adapter, and Removing Adapter 
Case, Adapters, C-frames 
And Manual 
Ball Joint Adapter Set 
Receiver Tubes and Removing 
and Installing Adapters For Most 
GM, Ford, and Dodge 2- and 
4-Wheel Drive Vehicles (Through 
1997), and Blow-Molded Case 
Front End Service Set __ 
Pitman Arm Puller 22 x 140mm, 
Tie Rod Puller, Universal Ball 
Joint Separator, Tie Rod End 
Puller and Pitman Arm Puller, 
Universal Tie Rod End Remover 
21VL1, 21VL2, 2TVL3, 
2TVK8, and 2TVK9 


32J054 Westward 32J054 


7249 OTC 2TVN4 






No. 1MZL8 


6559 OTC 22A802 


1MZL8 Westward %1MZL8 


41690 Gearwrench 2HLG3 


6295 OTC —-2TVK7 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


Disconnect 
Tool Set 


26-pc. set contains tools for heater hoses, 
transmission oil coolers, and air conditioning 
and fuel lines. Designed to not damage fittings, 
and are vehicle manufacturer-approved. 


* WistwarD’ 
Exhaust Repair Tools 


Pipe Expanders—Extra-long alloy steel hex bar 
powers flaring and expansion of tail pipes. 





Mfr. Item 
Model No. | 
_ GM, Ford, Chrysler 6508 2TVY2 


For Use With 












































































Dia. Range L Item 
Item (in.) (in.) No. 
Exhaust Pipe _ 1%to1% 5% 1MUE3 
and Tail Pipe 1% to 2% 6% 1MUE4 
Expander 2% to 3% 8% 1MUE5 — 
1 
Exhaust Pipe and Tail - a ES 
Pipe Expander Bh {MUES 


OIC. 


U-Joint Puller 


Heavy duty tool is perfect tool for disas- 
sembling drivelines and for quickly and 
easily removing sealed u-joint cups 
without the need for hammering or heat. 
Will not damage driveshaft, yoke, bearing 
cups, or joints. 























Item 
___ Item | For Use With No. 
_U Joint Puller _ Class rd and 8 Trucks. —48XV63 








Ignition Wrench Sets 











° Item 
These wrench sets feature 15 __ WrenchHeadSizes No. 
and 75° angles to turn nuts and ~Pa2, Wea", Va", Ya", Vs", "0", He", e's 2GKT1 
bolts in tight spaces. 5mm, 5.5mm, 6mm, 7mm, 


_8mm, 9mm, 10mm, 41mm _ 
* Westward’ 
Magnetic Parts Trays 


Corrosion-resistant stainless steel trays 
hold tools and small parts in place even 
when tipped. Rubber bases help prevent 
scuffing and scratching. 




















L W ltem 
__ Type ain: (in) (in.) (in.) No. 
Round 1% —— — 1EJZ2 
“Square 1% — 11% 10% 1EJZ3_ poets 
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FLEET & VEHICLE MAINTENANCE 
Engine & Specialty Tools 





Seal and Bearing Driver Sets 


Include discs and handles that can be assembled into a pilot, a spacer, and a 
driver. Sizes graduate in Ye" increments. 





Mfr. Item 
Includes Dia. Model No. 
_ Sizes: % to 2" Dia. and Storage Box %' to 2" 27793 5MG15 
_ Sizes: % to 3" Dia., 41 Discs, and 2 Handles _ %"to3" —s-.27794_—Ss« BS MG16 
3 Handles and 65 Discs 2" to 4 V2" 27797, 2TVJ7 


Ly 


Gp”, 


STEELMAN. 
Terminal Tool Kits 


Convenient kits have the tools 

to easily remove terminals from 
electrical connectors and help 
eliminate damage to wires or 
terminal blocks. The handles are 
individually marked and designed 
for comfort and a steady grip. 











Mfr. 
Description _ - lode - 
_19-pc. Master Terminal Tool Kit 95978 200926 . 
_ 23-pc. Universal European Terminal Tool Kit 95839 200928 _ 











Variable-Pin Spanner Wrench “Wésrwarp 


Tool adjusts from 11%" to 5" to fit pulleys with holes, including camshaft and 
crankshaft pulleys. The handle has a 2" square drive hole for use with a 2" 
ratchet or breaker bar. 








ltem 
___Includes _ No. 
_(2) 3.5, 4, 4.5, 5, 6, 7, & 10mm Pins, & Case_ 32J050 



































“ GEARWRENCH, 


Spark Plug 
Gap and Feeler 
Gauges No. 2ZPF9 


Versatile tools help verify or adjust the gap on spark plugs, spark plug elec- 
trodes, and other ignition clearances. 





No. 2ZPF6 









































Mfr. Item 
___ Description Cap. Model | _ No. 
~ Spark Plug Gap Wire Gauge with i 
2 Electrode Adjusting Tools __ 0.025 to 0.045 166D Rds FQ 
Feeler Gauge, 32 Blades with (1) Brass 0.0015 to 0.035" 161D °7PF6 


_ Blade to Use with Electronic Ignitions 


Soft Jaw Cannon 
Plug Pliers 


4-position privot design helps 
concentricity. %4" to 2" capac- 
ity. Replaceable pads on the 

































































. . Mfr. Item 
jaws protect the work piece from _ Description Model No. | 
scratching or marking. ~ Soft Jaw Cannon Plug Pliers J253G_ 477 





FLEET & VEHICLE MAINTENANCE 
Coolant System Accessories 


Scan. Order. Done. 
Details on page A1. 










No. 6RKTO 


No. 6RKR9 


Proto = baad as 
: ‘ 
. a F 4 | 


Cooling System Tester Kit 


Cooling system tester kit is used for Large Truck Cooling System 
testing the pressure of automotive Adapter Set—Compatible with most 
engine cooling systems. cooling system pressure generat- 

ing pumps. Kit comes with 6 cooling 
system adapters for truck models 
including Freightliner, International, 
Kenworth, Peterbilt, and Volvo. 





Cooling System Tester Kits—Unit 
is suitable for cars and light trucks 
and includes a complete pressure 
pump assembly and pressure gauge. 


No. of Mfr. Item 
Pie Brand Model No. 
Cooling System Tester Kits 
23 Proto JFF1700 6RKRI 
14 Westward 1YMH2 1YMH2 
Large Truck Cooling System Adapter Set 
6 Proto JFF600 6RKTO 
*WistwarD’ 
Radiator Cap 
Pressure Tester Kit 


Max. pressure: 30 psi. Fits 0.47"- 
dia. shafts. Includes hand pump with 
gauge, universal cooling system 
adapters, radiator cap adapters, and 
carrying case. 


No. of Mfr. Item 
Item_ Pieces Model _No. 


~ Radiator Cap 10 
Pressure Tester 





1DXL5 


No. 
39E955 





*(WistwaRD FROBINAIR 


Coolant Accessories 
Item 
Item Brand No. 


Heating and Cooling Tools 
Condenser Fin Comb 
Chemical Test Strips 
Coolant Test Strips 

Tester Kits 
Antifreeze/Coolant Tester Westward 1DXL6 
Professional Antifreeze Tester Westward 1DXL7 
Antifreeze Tester Westward 1DXL8 


918 GRAINGER. 


ITT 


Westward 1DXN3 
Robinair 39E955 








AROBINAIR 
Coolant Exchanger 


= 15-gal. internal waste tank 

= Two, 7-gal. external supply tanks 
= 10-min. exchange process 

= No electricity required 


Features a vacuum mode that 
allows safe removal of high- 
pressure coolant from a hot system. 
Process driven by 90 psi of shop air 
and a pump on the waste tank. 


Mfr. Item 
__ttem___—_——— Model_No. 
Coolant Exchanger 75700 1DZK4 





No. 5RLZO 


>. Thermoid 


* GRAINGER 





1DXL5 


Cc nt He No. 4GJX4 
oolant noses 
Inside Working Item 
Dia. (in.) Pressure (psi) L Color Temp. Range _ Brand No. 
Heater Hoses 
¥g 60 50 ft. Black/White -40° to 2/5°F Gates 5NDE7 
Yo 50 5C Ft. Black 257°F Thermoid 5RLZ2 
¥g 35 50 Ft. Black 250°F Thermoid 5RLY9 
¥ 50 5C'Ft: Black 251°F Thermoid 5RLZ3 
% 62 50 ft. Red -40° to 200°F = Thermoid 45AT63 
% 95 50 Fl: Black/Green -40° to 275°F Gates 5NDE9 
V4 35 50 Ft. Black 250°F Thermoid 5RLZO 
4 50 50 Ft. Black 257°F Thermoid 5RMAQ 
V4 80 50 Ft. Black/Green -40° to 275°F Gates 5NDFO 
1 25 50 Ft. Black 250°F Thermoid 5RLZ1 
1 19 50 Ft. Black/Green -40° to 275°F Gates 5NDF1 
Radiator Hoses 
V4 100 3 Ft. Blue -65° to 350°F GA 4GJX4 
V4 100 3 Ft. Black/Green -40° to 2/75°F Gates 5NDC3 
1% 100 3 Ft. Black/Green -40° to 275°F Gates 5NDC9 
Zz 60 3 Ft. Black/Green -40° to 2/75°F Gates 5NDD3 
Z 15 3 it. Blue -70° to 350°F Gates 45VF36 
2% 60 3 Ek: Black/Green -40° to 275°F Gates 5NDD7 
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No. 38N842 


= No. 41RC51 
Hose Clamp Pliers 
Max. Jaw Overall Mfr. Item 
Description Opening (in.) Length (in.) Brand Model No. 
Corbin Clamp Pliers 
Straight 24 9 Mag-Mate PLC210 38N842 
Automotive Hose Clamp Pliers 
Straight 2% 9 Mag-Mate PLC200 38N841 
Extra Long 3 10% Mag-Mate PLC230 38N844 
Extra Long with 45° Angle 2% 10% Mag-Mate PLC220 38N843 
Flexible Hose Clamp Pliers = = OTC 4525 41RC51 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


FLEET & VEHICLE MAINTENANCE 
Maintenance Tools 
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‘“ GEARWRENCH. p PRoTo 
Oil Filter Pliers 





rl 













No. 45FF23 
Jaw-type design helps provide the torque 
to ease oil filter removal. Can operate 
in tight spaces and accommodate most 
common size auto and small engine filters. No. 5LJ44 
Adjustable Mfr. Item 
Description Cap. Model No. 
Westward 
Adjustable 2%s'to 5"  45FF23  45FF23 
Channellock 
4-Position 1%" to 3 209‘ 2ELD8 
5-Position 2¥2' to 34" 212 5LJ40 
6-Position 2%"to 4%" 215 «SLA No. 2ZPL9 
Adjustable 2%"to5%"  OF-1  38GU19 
Geanwrenon 
ixed Range : 1 
Slip Joint 21546'to 35s" 3368  2ZPL2 
Adjustable 2105 3508D 2ZPL9 
rain bl 2V, JFF297 _ 6RKN8 
Justable 4’ to > 7 
Adjustable 39s" to 7" __JFF287__ 6RKN7 No. GRKNS 
* . 
— 


Rubber Strap Wrenches 


For polished pipe and fittings, plastic pipe and 
fittings, oil and water filters, glass pipe, PVC 
conduit, and polished shafts. 


No. 23M601 


L Item 

Description Cap. in.) No. 
Strap Wrench with 22" Rubber Strap 1 to 6%o' 9  23M601 
Strap Wrench with 34" Rubber Strap 1%to9%" 11  23M602 


Air-Operated Oil 
Filter Crusher 


= Removes up to 95% of used oil 
= Crushes filter down to 25% of original size 


Air operation eliminates electrical connections. Heavy- 
duty crusher automatically crushes filters up to 16". 
Interlocking door prevents door from opening during 
operation. Easy-to-clean with removable catch basin. 
Includes mounting stand. 















Frame Total Mfr. Item 
Cap. (tons) Filter Size Height(in.) | Model No. 
11 Up to 9" 69% QP-50 11N146 
11 Up to 16" 85% QP-160  11N161 
‘x e 44) 
| | i ea oe 4 

ih: = { | _ 4 - 
Oe \ = VV wo 


Hand Vacuum and Pressure Pump Kit 


Dual-capacity hand pump can deliver both vacuum and pressure in vehicle 
service applications. Kit comes with accessories for performing automotive 
diagnostic and mechanical tests, and for one-person brake bleeding. 

Mfr. Item 
Model No. 


MV8500 1XGR6 


Includes 
Dual Vacuum/Pressure Converter Pump, 4.5-0z. Fluid Reservotr, (12) 
Vacuum Cap Plugs, (7) Tapered Adapters, (2) Tapered Manifold Plugs, 
(3) Bleed Screw Adapters, and (2) Hoses and Master Cylinder Refill Kit 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


* WisTwARD’ \S GEARWRENCH; 
Oil Filter Strap Wrenches 


For use in removing spin-on type oil filters. Various 
styles available to fit most cars, trucks, tractors, and 
heavy equipment. 








Mfr. Item 
Description Cap. Brand Model __ No. 

Standard Handle 
Steel Band, 1"W 3/6 to 3% Westward 1EKJ2  1EKJ2 
Steel Band, 1°W 4to 4%" Westward 1EKH5 1EKH5 
Standard Handle with 3-Position Hook 
Steel Band, 1°W 2% to 374 Westward 1EKH3 1EKH3 
Swivel Handle, Pivots 90° 
Steel Band, 1°W 22" to2'%6e Westward 1EKH/ 1EKH/ 
Steel Band, 1"W 2%to3 Gearwrench 3324D 2ZPL1 
Steel Band, 1°W 2%to 3% Gearwrench 3083D 2ZPK3 
Steel Band, 1"W 3%3 to 33%" Westward 45JW48 45JW48 
Steel Band, 1"W 3-1/2t0 3%" Gearwrench 3082D 2ZPK2 No. 2ZPH4 
Steel Band, 1"W 374 to 48" Westward 45JW49 45JW49 
Swivel Handle, Pivots 250° 
Steel Band, 1"W 3% to 4¥%s' Westward 1EKH4 1EKH4 
Use with 2" Square Drive 
Steel Band, 3"W 3% to 4%" Gearwrench 2320D 2ZPH4 
Steel Band, 3"W 4% to 5%" Gearwrench 2321 2ZPH5 
Steel Band, 3"W 5Y to 5%" Gearwrench 2322D 2ZPH6 
Use With 36" Square Drive 
Nylon Band, 1/%'W Up to6" Westward 1EKE3  1EKE3 
Use with 2" Square Drive 
Nylon Band, 1%"W Up to6"  Gearwrench 3149 2ZPK4 
Use with ¥2" and 12" Square Drive 
Nylon Band, 1%"W Up to9" —_ Gearwrench 3529D 2ZPN3 No. 2ZPN3 





ee 
MEE 9) 58 


ror? 
No. 1UBE8 





. * ; 
Serpentine Belt Tool Set 
Release tension on belt's spring-loaded idler pulley. ‘“ GEARWRENCH, 
Multipositional extension. eal — 

Includes Pieces Brand No. 
Claw Foot Wrenches (%" Dr.: 13, 14 and 15mm), 
Socket Wrenches (%'" Dr.: 15, 16 and 18mm), 8 Westward 1UBE8 


Bar (3" Dr.:, 23"L x %"W, %" Thick), Bar (%" Dr.: 9"L x 1"W, 4%" Thick) 
Long Bar, %, %, %4" Adapters, 13, 14, 15mm Crowsfoot, 
13, 14, 15, 16, 17, 18, 19mm 6 pt. Sockets 


OIC. 


Universal Belt 
Tension Gauge 


Gauge indicates drive belt tension in 
newtons and pounds, to help assure 
maximum belt and bearing life. For use 
with belts of any length from 4" to 1"W. 


15  Gearwrench 2HLH4 









Mfr. Item 
Scale Reads Model No. 
30-180 inch Ibs. 6673 2TVU6 
\S GEARWRENCH, 
Sensor and 


Sending 
Socket Set 


8-pc. set is designed 

to keep handy the tools 
you need to remove and 
install oxygen sensors, 
oil pressure sending 
units, and vacuum 
switches. 





7 
Es 


Includes 
Oil Sensor, Socket Slotted 3" Drive PVS, TVS, & O2 Socket, GM Thermal 
Sensor Switch Socket, Oil Pressure Sending Unit Socket, 2 Oxygen Sensor 
Sockets, Low Profile Offset Oxygen Sensor Socket, Short Access Socket 


Mfr. Item 
Model No. 


41720 2HLG6 


919 





FLEET & VEHICLE MAINTENANCE 
Diagnostic & Engine Tools 





* Westward’ 
O'S. 

——mMityvac__. 
Compression Test Equipment 


Allow you to perform standard maintenance and diagnostics 
that can help keep your fleet on the road. 


STEELMAN. 
Electronic “4 
Stethoscopes 


Sensor tips can be placed directly 
on a housing to amplify sound 
while the headphones shut out 
surrounding noise. Nonconductive 
microphone will not zap computer 
circuitry. Flexible-shaft probe 
reaches into hard-to-reach areas. 
No. 20C895 EngineEAR® II adds 
7-level control for extra sensitivity 
and reduced distortion. 


Description 


Mfr. Item 
Model __No. 
TracerEAR® Electronic Stethoscope 06400 200893 
EngineEAR Electric Stethoscope 65001 200897 
EngineEAR® II Electronic Stethoscopes 06800 20C895 


S GEARWRENCH. baat 


Mechanic's 
Stethoscopes 


Diagnostic tools help pinpoint potential 
trouble spots in noisy engine compart- 
ments, blocking the distraction of 
surrounding sound. 


Features Brand 
Aluminum Steel Proble and Needle Westward 
Aluminum Steel Probe and Needle and Shock-Resistant Handle Gearwrench 
Spring Steel Diaphragm and Shock-Resistant Handle Proto 





Piston Ring 
Tension Bands 














Scan. Order. Done. 
Details on page A1. 





No. 
45PG66 


= oe Mfr 


: Item 
Model 


Includes Brand No. 


Gasoline Engine 

Compression Tester Gauge with 12" Rubber Hose, 14mm Thread 

Spark Plug Adapter,18mm Thread Spark Plug Adapter 

Polished Chrome Gauge and all Chrome Adapters 

(2) 4° Gauge with High Impact Lens, Rubber Boot, (4) Scales of Measure (psi, kg/ 
cm2, bar, kPa), 10" Hose, Quick Release Coupler, (2) 14mm Short Thread Adapter, 61" 
Hose, (3) 12" Hose, 14mm Long Thread Adapter, 18mm Short Thread Adapter, 18mm 
Long Thread Adapter, 10mm Thread Small Engine Adapter, 12mm Thread Small Engine 
Adapter, Quick Release Air Hold Adapter, Custom Blow Molded Case, Field Service Kit 


O'S. 
Digital 
Timing Light 
Features a bright LED 
screen, tachometer 
display that reads up 
9999 rpm, mode indicator 
light, and a bright xenon 
flash. Unit has micro- 
processor-controlled 
circuitry, 2/4 cycle and 
RPM advance lights, 
and one-touch control. 


Includes removable 6-ft. 
leads with positive twist 


1MZU3 Westward 1MZU3 
5606 OTC 31063 


MV5530 Mityvac 45PG66 





lock connector and a Mfr. Item 
; ltem Model No. 
Carrying Case. Digital Timing Light Kit 3367 3CCN4 


OIC. 


Barring Socket 


and Tool 

Socket No. 38EG22 helps rotate 
wt tem | Mack E7 and Cat 3208 diesel 
{MZU21Mzu2 | engines. No. 2TVR4's load-bearing 
835D __2ZPG5 





JFPS00A ~~ 6RKVO collar offers friction-free operation 


while rotating Cummins B and C No. 2TVR4 No. 38EG22 
series diesel engines and 5.9L : Bal , tam 

j i VAL em ode 0. 
diesels. Works with a 72" square Engine Barring socket 6749 38EG22 
drive ratchet or breaker bar. Barring 1001 7471A _‘2TVR4 
‘S GEARWRENCH. y a 
* ‘ No. 

2Z7PJ9 







Engine Cylinder Hone 


Adjustable spring tension and spread 
limiter help provide positive cutting 
action to hone and remove glaze. The 


No. 
45FF52 


No. 45JW57 itein 
Application Includes No. hone is complete with 240-grit medium 
Used To Install Pistons 3 % To 7", 89mm rit stones. 
To 178mm Dia For Trucks And Tractors 4 Spring Steel Tension Bands 1UBG2 g Mfr. Item 
Clip Pliers, (6) Metal Bands for Piston Rings For Use With Brand Model _No. 
To Assemble and Disassembe The Piston 2%" to 34%", 3%' to 3%", 3%" to 35%", 45JW57 Engine Cylinders 2" to 7" Diameters Using Medium Grit Stones _Gearwrench 2833D  2ZPJ9 
3%' to 3%", 3%' to 4%", 4%" to 43%" For Use With Engine Cylinders Westward _45FFo2 45FF52 


920 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 











OI’. 


OBD Il Auto Scanners 


OTC Evolve Professional Diagnostic Tool— 
Diagnoses drivability issues on virtually any vehicle 
produced in the last 30 years. Dual Wi-Fi® allows you 
to check and test components while moving freely 
around the vehicle with secure connection. Includes 
wiring diagrams for most vehicles, model years 1986 
to present, available directly on the tool. Comes with 
one-year, renewable diagnostics subscription, which 
provides updated vehicle coverage. Once subscription 
expires, all vehicle coverage remains with the tool but 
the wiring diagrams will no longer function. 

= Bravo software and Android™ operating system 

= Includes rugged tablet with 10.4-inch screen 


OTC Encore Professional Diagnostic Tool— 
Performs diagnostics and auto-identifies vehicles to 
help diagnose issues. Touch screen display provides 
codes and related information, and can also browse the 
Internet for related info. Comes with one-year, renew- 
able diagnostics subscription, which provides updated 
vehicle coverage, tests, and resets. Once subscription 
expires, all vehicle coverage remains with the tool but 
new coverage updates will cease. 

= Android™ operating system 

= Rubber overmolded grips 

= 8GB internal storage 

= Integrated Wi-Fi® and Bluetooth® 


Trilingual OBD Il ABS and Airbag Scan Tool— 
Features multilingual menu and definitions with 
English, Spanish, and French displayed on the LCD. 
Shows ABS and Airbag codes for most 1996-2013 

GM, Ford, Chrysler, Toyota, Honda, Nissan, and Hyundai 
vehicles. Also monitors battery, alternator, and charging 
systems. Automatically populates vehicle data for most 
2000 and newer vehicles. USB cable included. 






* Westward 
Antistatic 
Wrist Band 


Wear this 1 megohm antistatic 
wrist band to help eliminate static 
electricity while working on elec- 
tric components. It features a 6-ft. 
coil cord and alligator clip. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


No. 416L19 


Description 
Antistatic Wrist Band 
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No. 49AJ29 


OBD Il Auto Scanner with CodeConnect®— 
Displays Diagnostic Trouble Codes (DTCs) and also 
helps troubleshoot with top-reported fixes specific to 
vehicle make, model, year, and engine. Also monitors 
battery, alternator, and charging system. 


OBD Il Scan Tool Kit—Performs On-Board 
Diagnostics (OBD) and can relearn and reprogram new 
or existing replacement sensors. 

= OBDII TPMS Device 

= Wall Mount Battery Charger 

= Carrying Case 

= USB Cable 

= Bluetooth OBDII Dongle 

= RJ45 Cable 

= Lithium Battery 

= Installation CD 

= Relearn Magnet 

= Instruction Manual 


OBDII PocketScan—Reads OBD II DTCs from the 
on-board computers of 1996 and newer cars and light 
trucks. Helps determine the cause of Check Engine 
lights. Allows the user to clear the DTCs and turn off 
the Check Engine light once repairs are made. 


WESTWARD 





Circuit Tester 


Circuit Tester 6/12V 5 ft. 45NU91 : 
Circuit Tester 6/12V 12 ft. 45NU92 1EKNS 
Item Westward 
No. Circuit Tester 6/12/24V 4 ft. 1EKN8 
23M591 Voltage Tester 6to24 — _ 1EKN4 


No. 
52GY69 







45NU89 


Item 


Circuit Testers 
Voltage Cord 
Item Range Length No. 
OTC 


12/24V_ 24 ft. 45NU89 


Test & Diagnostic Equipment 


No. 45NU54 





No. 45NU67 






a | 


No. 54HD76 


Battery & Starter/Charger System Tester— 
For use with OTC Encore and Evolve scan tools. 
Performs battery and system tests on 6V and 
12V automotive batteries, including regular 
flooded, enhanced flooded, AGM, EV, and start- 
stop. Creates health reports. Communicates 
wirelessly with Encore and Evolve software 
version 2.10 via Bluetooth®. 


Mfr. Item 

Description Model No. 
OTC Evolve Diagnostic Tool 3896 54HD76 
OTC Encore Diagnostic Tool 3893 45NU54 
OBDII, ABS & Airbag Scan Tool 3209  49AJ29 
Codeconnect® with ABS & Airbag 3210 52GY69 
OBDII, Tire Pressure Monitoring 3838  4A5NU67 


System (TPMS) Tool 
OBDII PocketScan® Code Reader CP9125 C 22A834 
Battery Charging/Starter System Tester 3914  416L19 





No. 1EKN4 





eae 
eee —- 
oo =) = 
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Battery Testing Equipment Details on page Al. 
* ® 
Battery Testers 
Hand-Held Load Testers—Use to test the Universal Charging and Starting Tester— 
state and condition of 6 and 12V batteries. This universal 6 and 12V tester features four 
Compact Charging and String Tester— 2 nr eterno an at 
Durable all-metal housing with color-coded Sich sa he Rag aihoawy_Aut pte ee 
meter and heavy-duty 18"L cable. y eed 
and 6-ft. cables with nylon thermo clamps. 
Voltage Load Works Item 
Type Range Ranges With No. 
Hand-Held Load Testers 
Analog 0 to 16V 50 to 100A 6V and 12V Batteries  22YMO05 
Analog 0 to 16V 90 to 125A 6V and 12V Batteries 22YM06 
Digital 8 to 20V 50 to 125A 12V Batteries 22YM07 
Compact Charging and Starting Tester 
Analog 4 to 16V 100A 6V and 12V Batteries 42581 
Universal Charging and Starting Tester 
Analog 6 to 12V 200A 6V and 12V Batteries 32634 











NOCcCO 
EP 

Battery Cleaner and 
Corrosion Protection 


Neutralizes acid corrosion and removes 
No. dirt and grease accumulation on battery 
417v34 terminals and connectors. 

Container Item Pkg. 


=—— 


soccer er 


No. Battery Load Testers 


piles No. 45NU82 features convenient, porta- 
ble, and easy-to read scales and tests 
batteries on or off the car in just 10 
seconds. Determines state-of-charge, 
cranking, charging volts, and good/ 

bad status. Also includes a load safety 
switch to prevent arcing. 


No. 45NU84 is lightweight and compact 


errr ; 
ii 

























cre Item Size No. Qty. 
and helps to produce more accurate 
Pp Battery Cleaner 120z.  2F133 1 
results. Features large, easy-to-read Battery Cleaner with Acid Indicator 12 oz. 1YHN4 1 
display, ergonomic handle, alternator paltery Corrosion Preventative 120z.  2F134 1 
test lead, and ripple detection light. Battery Corrosion Preventative {20z. 417Y34 1 
Determines state of charge and tests me Cleaner 14 0z. 417¥36_ 1 
ech battery load, starter and charging Battery Corrosion Preventative 16 0z. 43NR98 12 
oer oo system, and alternate ripple. Battery Cleaner 15 oz. 449W35 12 
Voltage Load Works Mfr. Item 
Type Range Ranges With Model No. 
Analog 0 to 16V 100A 6V and 12V Batteries 3180 45NU82 No. 
Analog 0 to 16V 130A 6V and 12V Batteries 3181 45NU83 3R556 
Digital 0 to 16V 131A 6V and 12V Batteries 3182 45NU84 No. 
1VAG2 


No. 1EFY1 


4 


Ng No. 1EFY6 





No. No. 3YVP5 
45RKO3 
BIASSOCIATED No. 29RW14 No. 


\ 1EFXx3 
Handheld Battery Tester \ 
| | | | * ‘ PrRotTo * 
Lightweight and simple-to-operate unit tests all battery types. Easy-to-read 








meters are recessed to provide added protection from damage. Includes stain- ; Ve. . 
less steel enclosures and a heavy-duty hanger hook. QuickCABLE FUNNEREING” > MS GEARWRENCH: 
Voltage Load Mfr. Item = 
Display Range Ranges Model No. 
Analog 12 to 24V 125A 6024 45RK03 Battery Tools and Carriers Item 
Digital 9to15 0 12-1012 29RW14 Description Brand No. 
Digital 12 to 24V 125A 6030DV 45RK06 Battery Maintenance Tools 
ee 4-Way Battery Post and Terminal Cleaner Westward 1EFY3 
Battery Post and Terminal Cleaner, 3%'L, Plastic Holder Proto 3R596 
gue crate etush, 2 x! ol Stainless Steel Fill pug uy ee 
uel-End Battery Brush, 394'L, Plastic Holder estwar 
EIASSOCIATED Duel-End Battery Brush. 3%4°L. Steel Holder Westward 1EFY8 
- Side Terminal Brass Brush with “6 Hex in Handle QuickCable 5NEF8 
Carbon Pile Load Tester Terminal Spreader Cleaning Pliers Gearwrench  3YVP5 
alter Terminal sane “au bread ¥s' to Ye" westward TERY 
it op Post Battery Terminal Pullers estwar 
Features two large 4. analog meters to display ampe Side Terminal Ratchet Wrench, %6' Hex Opening, Reversible Westward 1EFY6 
and volts and a manual adjust control knob. DC test Battery Filler with Shutoff Nozzle Funnel King 6Y813 
leads are 2.5-ft. 4 AWG cable. Battery Filler Bulb Funnel King 6Y814 
Battery Carriers 
Buzzer sounds after load has been engaged for 15 sec. Carrying Strap For Top Post Batteries, Spread Range 16" Westward _1EFY7 
Universal Size Battery Carrier, Spread Range 3° to 7" Westward 1EFZ2 
Voltage Load Works Mfr. Item Leather Strap Battery Carrier, Spread Range Up to 814" Westward TEFX3 
Type Range Ranges With __—Model_No. Side Lifter with Sidewall Grip Pads, Spread Range 514" to 7" Westward _ 1EFZ1 
Analog Oto16 Oto 500A 6V and 12V Batteries 6034 29RWO02 Side Lifter with Sidewall Grip Pads, For All Battery Types and Sizes QuickCable 5NEGO 
922 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Booster & Battery Cables 





No. 23PC95 

















No. 3MJW7 


aN 
















| SS == No. 
za > = 
= = a 5NEH4 
= = — z b 
Anderson Power Products * | QUICKCABLE| ~ No. 
3BY20 


SB Connectors and Contacts 


Tin-plated electrolytic copper contacts offer low resistance and high conductiv- 
ity. Annealed barrel ensures even crimping. Connectors are male/female, with 
1-pc., impact-resistant polycarbonate housings. Solid barrel contacts are flared 
for easy insertion of stripped wire or cable, and supported by tempered stainless 
steel leaf springs to maintain constant pressure and vibration resistance. 

Wire Size Max. Wire Cable Well Cross-Ref. to Cross-Reference Item 


Description (AWG) Dia. (in.) Depth (in.) Amps Color Brad Harrison to SMH No. 
Anderson Power Products 


























SB Connectors 
2-Pole 1/0 0.437" 0.75 175 Blue 49120 SY6326G1 3BY24 
2-Pole 1/0 0.437" 0.19 175 Gray 49110 SY6325G1  — 3BY23 
2-Pole 1/0 0.437" 0.75 175 Red 49150 SY6329G1__ 3BY25 
2-Pole 2/0 0.484" 1.10 300 Blue 49220 SY6321G1__— 3BY27 
2-Pole 2/0 0.484" 1.10 350 Gray 49210 SY6320G1_ _ 3BY26 
2-Pole 2/0 0.484" 1.10 350 Red 49250 SY6322G1_ _ 3BY28 
2-Pole 4 0.298" O70 120 Gray = SY6330G4 _ 3BY22 
2-Pole 6 0.221" 0.44 50 Gray 49010 SY6319 3BY20 
titan 7 6 0.221" 0.44 50 Red 49050 SY6331G1 _ 3BY21 
uick Cable 
No. 46MN71 SB Connector Contacts 
Crimp Type = = 175_ Silver = = 
eum Type 2 = — 1/9 eer — — 
. rimp Type 2/0 — — 300 Silver —_— —_ 
* WwesrwarD aera) Eas) Crimp Type 4 = ——475 Silver — = 
B f Cc bi Crimp Type 6 — — 90 Silver — — 
PS Ces 
ooster Cable WZ 
Durable, reliable booster cables help get vehicles shrill as Grdté tncumm  «=Sti(Csté‘i ll Wi 
running when their batteries run down. paieeieiy siete ESTWARD 
Cable Max. Item 
Length (ft) Amps Cable Color Function Brand No. Booster Cable Connective SS 
ord Gauge: 1 .’ 
5 500 Orange/Black Standard Jaw Westward apes | ENS and Caps P a 
800 Orange/Black Parrot Jaw Westward 5RXF9 Mm it wot 
16 500 Orange/Black Standard Jaw Westward 23PC96 ' Vara ' Non 
800 Orange/Black parrot Jaw Westward SAXFs Westwar pie Gauge Amps Color No 2apeas 
900 range/Black tandard Jaw Westward 23PC97 
20 800 Orange/Black Parrot Jaw Westward BRXF7 sain poeeel eos a ped ort 
800 Black Standard Jaw Associated Equip 29RW07 eth a Be cC > = BI saPCa7 
800 Orange/Black Parrot Jaw Westward BRXG2 ae He onnector, _ 0 ‘3 ae 
800 Black Plug-In, Standard Jaw Associated Equip  3MKA5 ug-In style iS 
25 Heavy-Duty Connector, 2/0 350 Red 23PC35 
800 Black, Blue Standard Bayco 3MJX2 Plug-in Stv! 510350 Cray 23PC32 
_ EM Black Standard Jaw Associated Equip 29RW08 trate n style cs 
ord Gauge: 1 
: is yin Black Standard Jaw Associated Equip _ 45RK15 Phig-it Cap — ae pec Atle at 
ord Gauge: 
50 500 Orange/Black Parrot Jaw Westward BRXF4 —__SS0A Black 2FGC4 —,_ ie FR7O 
900 Black Parrot Jaws Bayco 3VRZ8 
_ ne: 0 /Black Standard J W d RXG3 
a range/Blac tandard Jaw estwar 5 | QUICKCABLE| 
16 400 Orange/Black Standard Jaw Westward 5RXF6 Grote (> Oar’: 
400 pa Blue gota saws Bayco 3VRZ/ stisti saialy evan 
400 range/Black tandard Jaw Westward SRXF2 
20 400 Black, Orange Plug-In, Standard Jaw Westward 23PC98 Battery Cables ie —* 
400 Orange/Black Parrot Jaw Westward JRXFS j 
5B — ore ——ng y ——wisieag — ups — | * Resist water, ease, 
range/Blac andard Jaw estwar : : 
25 400 Black, Orange _ Plug-In, Standard Jaw Westward 5RXF5 sunlight, and abrasion 
28 600 Gray Plug-In, Standard Jaw Buyers Products  46MN71 = PVC jacket 
corde 600 Blue Plug-In, Standard Jaw _ Buyers Products 46MN7/2 Wire item Wire 
ord Gauge: 4 : : 
20 500 Black Standard Jaw Associated Equip _ 112393 Item Size No. __ltem Size__L 
30 1250 Orange Plug-In, Standard Jaw Phoenix 3MKE4 Grote sa SFFUG Quick Cable ore 
Cord Gauge: 5 Switch to —798—o-Sepre- Battery Cable 57-98 
49 400 Black Standard Jaw Associated Equip _ 112390 Starter Cable —192:-—1¥. Heavy Duty ga. 10° 
500 Black Standard Jaw Associated Equip 112391 4ga. 19 2FFF6 : 2/0 ga. 20 
: i zw Black Standard Jaw Associated Equip 112392 areal ie Me Aa Ee Ca 
ord Gauge: es 4ga. 19" 
16 200  Orange/Black Standard Jaw Westward 5RXG7 4ga._53" 2CWHS _withLugs "9 
erremnes 0 /Black Standard J W d RXG1 
range/Blac tandard Jaw estwar 5 
12 250 Orange/Black Standard Jaw Westward 5RXG4 Battery * Westward’ 
Cord Gauge: 10 
12 200 Orange/Black Standard Jaw Westward 5RXG6 Jumper Cable 
= Max. Wire Item 
Welding Cable * Westward’ L___Amps Color __No. 
; ; Wire Gauge: 4 ga. 
= 600V max. = Neoprene insulation 25f. —ee Black ne 
Black Red Wire Gauge: 2 ga. 
Item Item OB tt 94 Black 19YD49 
Wire Size _ Length No. No. 94 Red 19YD/6 
10 ft. 19YE06 19YE33 1007ft. 94 Black 19YD50 
1/0 20 It, 19YE07 19YE34 Wire Gauge: 1/0 ga. 
Of 9¥E09-|— 25ft. 18) —‘Red fOYDB2 
2/0 
25 TL. 19YE10 19YE37 Wire Gauge: 2/0 ga. 
2 AWG 10 ft. 19YD99 —_ 2oft. 190 Black 19YD58 
Zo ll, 19YE01 — 20 tt, 190 Red 19YD85 
100 ft. 19YE14 — "190 Red 19YD86 No. 19YD85 
4/0 20 Ml 19YE16 19YE43 Wire Gauge: 3/0 ga. ; 
100 ft. 19YE17 19YE44 100 Tt. 239 Red 19YD89 
4 AWG 20 ft. 19YD97 19YE25 Wire Gauge: 4/0 ga. 
6 AWG 20 ik. 19YD94 19YE22 100 ft. 302 Black 19YD65 
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Battery Accessories 


Scan. Order. Done. 
Details on page A1. 





ait Marine Clamp 


nek No. 2FDV6 










No. 5NFD5 











= 
























No. 2FFH5 
— Quick 
Disconnect oN 
neeaey seme aaa No. 2FDX8 rt —@ No. 
Battery A ri x rows aPC 
| a 23PC80 
al € y ccesso es Item Pkg. Item Pkg. 
Description Brand No. Qty. Description Brand No. Qty. 
— Pete Neat Pol Quick Cab! 2FDY 2 ” arora dle, For U h 
ead, Positive/Negative Polarity uick Cable ° onnector Handle, For Use wit 
Alligator Clamps 175 and 350A Connectors Anderson Power Products 3BY29 | 
2 x 16 ga. 30° Red/Black Grote 2FGB9 2 Side Terminal Clamps 
Automotive Battery Boxes Lead, 6 to 2/0 ga. Grote 2CWI2 2 
Battery Box,Black,10" Lx/-5/8" W Quick Cable 49EJ88 1 Standard Battery Clamps 
Battery Box,Black,13-1/2" L x 94" W Quick Cable 49EJ89 1 Brass, 6 to 2/0 ga. Grote 2CWR1 1 
Battery Box,Black,16-1/8" L x9-5/8" W Quick Cable 49EJ90 1 Lead, 1 ga. to 4/0 ga. Grote 2FFJ6 2 
Battery Box,Black,1 7-3/4" Lx10-1/4" W Quick Cable 49EJ91 1 Lead, 6 to 2/0 ga. Grote 2FEZ1 20 
Battery Box,Black,26-3/4" Lx14" W Quick Cable 49EJ94 1 Lead, 6 to 2/0 ga. Grote 2FFJ2 2 
Battery Box,Black,46-1/2" Lx18-1/4"W Quick Cable 49EJ86 1 Lead/Epoxy, 6 to 2/0 ga., Red and Black Color Code Grote 2FDY3 Z 
Battery Hold Down Terminal Cap 
Adjustable 5% to 9° Quick Cable ONFH1 1 Battery Terminal Protector 1/0 to 2/0 AWG-Red Quick Cable 2FEV6 a 
Hold Down Set, J Bolts, 10°L Grote 2FFHO 2 Battery Terminal Protector 1 to 2 AWG-Red Quick Cable 2FEV2 oO 
Ground Stab ; saick CBI cw ; Nut cose van for oroup 31 Quick Cable 2FEY8 25 
4 ga., 12° Lengt uick Cable oLNJ/ traight Clamp Terminal Protector . 
4ga.. 18" Lenath Grote OFFT3. 1 1/0 to 2/0 AWG-Black Quick Cable 2FEUS 8 
4 ga., 18° Length Quick Cable 5LNJ8 2 Straight Clamp Terminal Protector Quick Cable OFEU7 F 
4 ga., 24" Length Quick Cable ONFD5 2 1/0 to 2/0 AWG-Red 
4 ga., 8" Length Quick Cable 5LNJ5 Zz Test Clamp 
Marine Clamps Test Clip - 25 Amp Quick Cable 2FDW1 Z 
Copper/Lead, Negative Polarity Quick Cable 5LMP5 1 Washers, Top Post, Felt 
Lead, Negative Polarity Quick Cable 2FDV8 1 Protective Washer Top Post Quick Cable 2FGC5 ~—100 
Hoge: Fositve Polarity Quick Cable 2FDV6 1 NEGATIVE POSITIVE 
ilitary Clamps 
Lead, Negative Polarity Grote 2FFZ/ i] Color sy ly ae 2 — is : 
Lead, Positive Polarity Grote 2FFZ8 5 Gauge Code No No No No 
Paice Acne WESTWARD Battery Terminal Straight Copper Material | 
B Negative Polari ick Cabl 2FDX , 
Conner/Brass, Negative Polarity Quick Gable 8 2/0 ga. Orange | 23PC55 | 23PC79 | 23PC56 | 23PC80 
1/0 ga. Black _— 23PC77 — 23PC78 
*(WistwaRD’ 
Pkg. of 2 | Pkg. of 25 
oe eo ith 
No. SNFKG oe 
. 8 
QuicKCABLE 1/0 | 
= 4" 23YY94 
Insulated Lug Crimpers 2 ye | Bavvas | 28vz22 
Insulated, lever-style lug crimpers feature Te % | 23YZ04 | 23YZ30 
Pc Hg evimipels tea bed 2/0 1939705 | 23Y231 
adjustable color-coded rotating crimp dies __ @. 30 7 _|_23Y206 = 
and insulated grips. ye 23¥707 — 
Mfr. Item | 4 Fe 23YY91 23YZ18 
Description Model No. ¥3" 23YY92 23YZ19 
Insulated Crimpers No. 2FEG1 4/0 Ye" 23YZ34 — 
6 to 4/0 Cap. (AWG) —_307101-525-001 5NFK4 No. 23YZ03 y;" 23YZ09 23YZ35 
i to uy Cap. (AWG) 4245-360-001 2FEG1 ; oh carves sar 
able Cutter V6. ir 
Up to 6/0 ga. 4285-525-001 _ 5LMC6 Ye" 23YY88 | 23YZ15 
Battery Disconnect Switches M) WELVAC 
Use to quickly disconnect batteries to prevent battery drain, theft, tampering, 
and unauthorized use; help improve the safety of stored vehicles. 
Switch Connector Stud Item 
Type Type Size Connec. Material Includes No. 
Battery Doctor 
In-Line Knife Blade In-Line 10mm Copper a 4NGU2 
In-Line Rotary In-Line 10mm Copper iia 4NGV3 
In-Line Rotary In-Line 10mm Copper 2 Keys and Cover 4NGU6 
(fee In-Line Rotary Stud 10mm Silver Plated Copper. “°CKOUt! Wounting — sqrp22 
VG Ss In-Line Rotary — 10mm Copper — 6TXD8 
. ‘< Top Post Knife Blade Negative Se" Brass/Copper — 4NGT8 
N ‘ y Top Post Knife Blade Negative /6-18 Brass/Copper Wing Nut 4NGT9 
0: ae nh a) Top Post Rotary Negative — Zinc = 4NGU3 
21DH99 -- * Velvac 
Single Pole —_ _ _— _— 21DH99 
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Battery Chargers 
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RACE-DRIVEN TECHNOLOGY 


Wheeled Battery Chargers 


ProSeries chargers are designed for professional battery maintenance and emergency starting. 


Automatic—Features precision timer-controlled or 40A continuous manual operation (requires monitoring). A microprocessor control- 
ler charges all battery types, performs tests and deep discharge recovery, and charges and aids with safe battery maintenance. 











Charger For Battery For Use With Boost Amps Charging Amps Charge Mfr. Item 
qinetion Voltage Battery Type @ Voltage @ Voltage Type Timer Model No. 
utomatic 
6,12 AGM, Deep Cycle, Gel d0A @ 12V 250A @ 12V, 125A @ 6V Auto On/Off No  DSR131 485C79 pabieg 
Boosting, _ 6,12 AGM, Deep Cycle, Gel 50A @ 12V 20A @ 12V Auto On/Off No DSR121 485C80 485C81 
Charging, 6,12 AGM, Deep Cycle, Gel 590A @ 12V 2/5A/15A @ 12V, 125A/15A @ 6V__ Auto On/Off No DSR122 485C81 
Maintaining 12,24 AGM, Deep Cycle, Gel 250A @ 12V, 150A @ 24V 50A @ 12V Auto On/Off No DSR123 485C82 
12,24 AGM, Deep Cycle,Gel 50A@12V,50A@ 6V 330A @ 12V, 250A @ 24V, 300A @ BV Auto On/Off No DSR124 485C83 
Wheeled Battery Chargers GE)  —-\ no. 


Smart—Fully automatic smart devices can safely charge, test, | 29RV90 


perform deep discharge recovery, and maintain most types of 
automotive batteries, and identify weak or defective batteries. 
Proprietary technology lets you use the unit as a stable power 
supply to support the battery electrical system during diagnostics or 
vehicle reflashes. No. 45RK19 features quick-disconnect DC leads 
to change from standard clamp cables to an extra-long NATO plug. 


= "Safe in any weather" operation 


Manual and Automatic—Clamp bars provide 
a storage spot for additional safety. Fan cooling 
mechanism prevents overheating and extends 
product life. Each model has an automatic 
electric timer and auto reset circuit breakers. 







No. 
45RK19 





Charger For Battery Boost Amps Charging Amps Charge Mfr. Item 
Function Voltage @ Voltage @ Voltage Type Timer Model No. 
Automatic 
For Use With AGM, Deep Cycle, Gel, Lead Acid Batteries 
6, 12 2/0A @ 12V 60A @12V,70A@6V Smart Microprocessor Controlled ESS6008 29RV97 , Per oysern 
Boosting, 12 130A @ 12V 45A @ 12V Smart Microprocessor Controlled ESS600/7B 29RV91 To oe 
Charging, 6, 12 270A @ 12V 60A @12V,70A@6V Smart Microprocessor Controlled ESS6008MSK 29RV98 ~* FiLesson 
Maintaining 12,24 200A @ 12V, 200A @ 24V /0A@12V,30A@24V Smart Microprocessor Controlled ESS6011 29RW19 
12,24 200A @12V, 200A @ 24V /70A@12V, 30A@24V Smart Microprocessor Controlled | MIL6011 45RK19 
For Use With AGM, Lead Acid Batteries 
6,12 265A @ 12V 60A @12V, /0A@6V Timer Yes 6009AGM 55CN45 
Boosting, 6, 12 250A @ 12V aA 2 x aaron 2 BY Timer Yes 6012AGM 55CN46 
Charging ) 
6, 12, 24 280A @ 12V 24V 70A'@ BV Timer Yes 6006AGM 55CN44 
For Use With Lead Acid Batteries 
6, 12 3/5A @ 12V, 3/5A @ BV 75A@12V,100A@6V __ Timer Yes 6001A 29RV90 
Charging’ 6, 12.18, 24 400A @ 12V 80A @ 12V, 40A@ 24V. Timer Yes 6002B 112379 
ging an ER Ie 100A @ 6V, 50A @ 18V 
Boosting, 
Charging, 6, 12 330A @ 12V, 330A @ 6V 40A/10A @ 12V, 40A @ 6V_ Timer Yes US20 29RV96 
Maintaining No. 
Manual 40GL85 
For Use With AGM, Deep Cycle, EFB, Gel, Lithium Batteries 
Boosting, 12 2/0A @ 12V 60A @ 12V Smart Microprocessor Controlled _|BC6008 5OCN47 
vandaag 12 270A @ 12V 60A @ 12V Smart Microprocessor Controlled IBC6008MSK 55CN48 * 
For Use With Lead Acid Batteries 
Boosting 12 10A @ 12V 10A @ 12V aoe No 6127XL  40GL85 


* 15/20 Amp Memory Saver Port & ODBII Cable. 


Wheeled Battery Chargers 


Microprocessor-controlled chargers boost, charge, and maintain batteries in fleet garages and shops. They are designed for rugged use 
and extreme engine starting, with reverse hookup protection, a heavy-duty transformer, and steel case with handle. Float mode monitoring 
automatically maintains best battery charge. Multistage charging provides added precision and safety and helps extend battery life. 





Charger For Battery For Use With Boost Amps Charging Amps’ Charge Mfr. Item 
Function Voltage Battery Type @ Voltage @ Voltage Type Timer Model No. 
Boosting, Charging 12 AGM, Deep Cycle, Lead Acid 40A @ 12V, 40A @ 6V 6A/2A @ 12V Smart Microprocessor Controlled $C1353 444N26 
WESTWARD ]2:%:2755° 





Wheeled Battery Chargers 


Automatic—Auto On/Off charge-type units are for 
boosting, charging, and maintaining your equipment. 
For use with AGM and lead acid batteries. Designed 
for indoor use and include alligator clips. 


Manual—features automatic 90-minute timer 
with hold position and innovative Stop/Go light. 
Fan-cooled AC and DC circuit overload protection. 
Includes heavy duty chrome handle. 


Charger ForBattery For Use With BoostAmps Charging Amps Charge Mfr. Item 

Function Voltage BatteryType @ Voltage @ Voltage Type Timer Brand Model No. 
Automatic 
; 6,12 AGM, Lead Acid “Pann “miay' aan cre.’ Auto On/Off Yes © Westward 473X75 473X75 

oosting, 
Charging, 6,12 AGM, Lead Acid “Pyz\@ ar UNG Tell, auto On/Off = Yes_-«=« Westward © «473X76 473X76 
Maintaining 295K @ 12V, 60A @ 12V, 30A @ 

6,12, 24 AGM, Lead Acid 160A @ BV 94V GOA'@ BV Auto On/Off Yes Westward 473X77 473X77 
Manual ' 
75A/65A/30A @ 12V, anal 

Charging 6,12,24 LeadAcid 280A @12V 75A/65A/30A @ 24V, On/Off Automatic Proto JFEH6006 6RKL3 


75A/65A/30A @ 6V 
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FLEET & VEHICLE MAINTENANGE Scan. Order. Done. 
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Benchtop Battery Chargers *wisrwarp 


Manual—A 2-position slide switch selects 6 or 12V charge. 


Automatic—Equipped with ammeter and short circuit/overload/reverse 
polarity protection. Three selectable charge modes (Function, Battery 
Voltage, Battery Charge Type). 


Nos. 1JYU8 and 1JYU9 have an Auto On/Off option for 12V charging that 








No. 473X78 Mon sENE shuts the unit off when it senses the battery has reached full charge. 
For 
Charger Battery For Use With Boost Amps Charging Amps Charge Cable AC Cord Item 
Function Voltage Battery Type @ Voltage @ Voltage Type Length Length W UH D No. 
Automatic 
Boosting: Chardin 6, 12 AGM, Deep Cycle, Lead Acid 559A @ 12V 10A @ 12V, 10A @ 6V Auto On/Off 6 ft. 6 ft. 9%" 5" 64%" 1JYU8 
9, ging 6, 12 AGM, Deep Cycle, Lead Acid 100A @ 12V 15A @ 12V, 15A @ 6V Auto On/Off 6 ft. 6 ft. 9%" 5° 6%" 1JYU9 
Boosting, Charging, Maintaining _6, 12 AGM, Lead Acid 150A @ 12V 30A/2A @ 12V, 30A/6A @ 6V Auto On/Off 6 ft. 6 ft. 10%" 6%" 9%" 473X78 
Charging 6,12,24 AGM, Deep Cycle, Gel, Lead Acid — 10/20A @ 12V, 10A @ 24V, 10/20A @ 6V Float 6 ft. 6 ft. 10" 5" 6" _—_—s*SRXF1 
Gharaina: Maintainin 12, 24 AGM, Lead Acid — 10A @ 12V, 5A @ 24V Auto On/Off 6 ft. 6 ft. 9%" 5" 6%" 473X79 
ging, 9 6, 12 AGM, Lead Acid — 6A/2A @ 12V, 6A @ 6V Auto On/Off 6 ft. 6 ft. 9%" 5° 6%" 473X80 
Manual 
Boosting, Charging 6, 12 AGM, Lead Acid 100A @ 12V 15A @ 12V, 15A @ 6V Manual On/Off 6 ft. 6 ft. 9%" 5° 6%" 1JYU6 
7F 
Preis : Microprocessor-controlled, auto speed hybrid 
charger has self-adjusting, variable charge rates and 
float mode monitoring. Display gives a digital indica- 
No. 417202 tion of voltage, % of charge or alternator output. 
Charger For Battery For Use With Boost Amps Charging Amps Charge Cable ACCord Item 
Function Voltage Battery Type @ Voltage @ Voltage Type Length Length W H D No. 
Automatic 
Boosting 12 AGM, Gel, Lead Acid 70A @ 12V TOA/20A/4A @ 12V Smart 6 ft. 9 ft. 17% 17%" 172% 4" «417202 


Boosting, Charging, Maintaining 6, 12 AGM, Gel, Lead Acid 125A @ 12V A0A/10A @ 12V, 40A/10A @ 6V Smart 8 ft. 7 ft. 10% 10%" 9s" 417Y99 


Battery Chargers 


Fully automatic, professional micro- 
processor-controlled devices have 
Auto-Off to help prevent damage. 
Float-mode monitoring helps 
maintain optimum charge. Starter/ 
chargers are designed for rugged 
use auto-adjusts amperage rate 
based on battery size and features 
multistage charging and float-mode 
monitoring. Reverse hookup protec- 






7 No. 444N27 : : 
sala tion with LED flash. 
Charger For Battery For Use With Boost Amps Charging Amps Charge Cable AC Cord Item 
Function Voltage Battery Type @ Voltage @ Voltage Type Length Length W H D No. 
Automatic 

Beasina: Chandi 12 AGM, Lead Acid 950A @ 12V d0A/10A/2A @ 12V Smart aia 7 ft. 11%" 10%" WA 444N33 
Manin arging, 12 AGM, Deep Cycle, Lead Acid 85A @ 12V, 85A @ 6V 20A @ 12 V Smart 7 ft. Ti 102%" 10%" 7% ~~ 4AAN34 
g 12 AGM, Deep Cycle, Lead Acid 100A @ 12V 30A @ 12V Smart 7 ft. fit. 102%" = 10" 1¥e 444N35 
Eharaind llaintainin 6,12 AGM, Deep Cycle, Lead Acid _— 6A @ 12V Smart 7 tt. (aie oO: Q¥e" 3%" 444N32 
ging, g 6,12 AGM, Deep Cycle, Lead Acid 10A @ 12V 15A @12V,15A@6V Smart 1 tt. 7 ft. 10%!" Ty" 3%" 444N36 
Maintaining 6, 12 AGM, Deep Cycle, Lead Acid — 1.5A @12V,1.5A@6V Smart 52%6a Tt. (aie fe 58" 3% 444N27 








No. 


No. 10W828 


10W823 





No. 10W833 





No. 10W832 = | 
= aS Charging Amps Maintaining Cable AC Cord Mfr. Item 


Description @ Voltage Amps @ Voltage Length Length Model No. 
NOP OMwees Benchtop Chargers, Maintainers 
oe ey eee ee eee 
7 7 Deifan ower Tender™ ; ; 2 Tt. - - . 
Battery Chargers, Maintainers, ee Handheld Potable Chargers, Managers a -tgwep 
= = 800 Waterproof _O. Sie -0150-DL- 4* 
and Charging Stations Power Tender”  SA@12V.-*SA@12V 4s ft. 6 ft. 022-0186G-DL-WH 10W832 
ae ; ; Surface Mount  1.25A@12V 1.25A@12V 4% ft. 6 ft. 022-0185G-DL-WH 19XM26 
Charger Maintainers—Fully auto- § Bank Charging Stations— Mounted Chargers, Maintainers 
matic, microprocessor-controlled Designed to simultaneously charge Bane Charen Satie Se et SPATE Oh aa UP 
devices fully charge batteries and and/or maintain multiple 12V batter- ~ 2-Bank 1.25A@12V 1.25A@12V 4% ft. 6ft.  022-0165-DL-WH 10W828 
then automatically switch to mainte- _ ies, with independent charging em Le i Lone a ae z oF TS ora OWA aaa 
nance mode. For use with AGM, lead banks. 10-Bank 4A@12V. 4A@120V 4% ft. 7 ft. 021-0134 DL-WH 10W831 
acid, and wet cell batteries. * Water-, vibration-, and shock-resistant. 
926 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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FLEET & VEHICLE MAINTENANCE 
Battery Chargers, Maintainers & Boosters 





Battery Chargers and Maintainers 


Microprocessor-controlled and fully automatic, with LED indica- “t postee €CArShanher * Westward’ aaa 
tors and 4-stage charging to help increase cycle life. WESTWARD 
For 
Battery Charger Charging Amps Maintaining Charge Automatic/ Cable Cable a 
Voltage Style @ Voltage Amps @ Voltage Type Manual Length Gauge Includes W H D 
Battery Doctor 
For Use With Battery Type: AGM, Deep Cycle, Gel, Lead Acid, Wet Cell 
6, 12 Mounted {5A @6V. 1.5A @ 12V, 1.54 @6V Smart Automatic 6 ft. 12AWG Mounting Brackets 5 3%" 1%" 34UH62 
8A/4A @ 12V, 8A/4A @ 12V, . ' Ring Terminals and i i ; 
N 
For Use With Battery Type: AGM, Deep Cycle, Gel, Lead Acid, Lithium, Wet Cell 
6,12 Handheld Portable 4 ie av 1.54 @12V,1.5A@6V Smart Automatic/Manual 5ft. 18 AWG = 91% 4" 21940" 21340" 41760 
12 Handheld Portable 20A@12V 10A@12V,10A@6V Smart Automatic/Manual 6'%z4 ft. 14 AWG _— 6'1%2" 3%4" 3%" 417Y65 
12,24 Handheld Portable 42h @ say 15 @ 12V Smart Automatic/Manual 6% ft. 16 AWG = A5Yes" 25Vea" 25Vea" 41758 
24 Handheld Portable 40A@24V 40A@12V,40A@6V Smart Automatic/Manual 62%« ft. 12 AWG _— 10°%4" 32%2" 32%2" 417Y68 
36 Handheld Portable 26A@36V 30A@12V,30A@6V Smart Automatic/Manual 62%« ft. 12 AWG _— 10°%4" 32%2" 32%2" 417Y69 
48 Handheld Portable 20A @ 48V 20A @ 24V Smart Automatic/Manual 62%4 ft. 12 AWG _— 10°%4" 32%2" 32%2" 417Y70 
For Use With Battery Type: AGM, Deep Cycle, Lead Acid, Lithium, Wet Cell 
12,24 Handheld Portable 49.6 (4 30A@ 12V,30A@6V Smart Automatic/Manual 614 ft. 16 AWG = 54564" 3°%a" 31%" 41759 
Schumacher Electric 
For Use With Battery Type: AGM, Deep Cycle, Lead Acid 
6, 12 Benchtop 1.5A @ 12V 1.5A @ 12V Smart Automatic 1% ft. 18 AWG Charger, manual 0% 9%" 1%" 444N28 
Westward 
For Use With Battery Type: AGM, Gel, Lead Acid 
24 Mounted 5A @ 24V 2A @ 24V Float Automatic 6ft. 18 AwG Ring Terminals, Alligator 4» = g» oy" BRXFO 


Solar Battery Charger 
Maintainers and Controller 


Completely automatic portable devices monitor 
and maintain a battery at full charge, with 





choice of bulk, absorption, or storage/float mode. No. 
10W840 


No. 10W842 is designed to convert any 5 to 45W 
solar panel into a solar charger maintainer. 


Charging Amps Maintaining Mfr. Item 
@ Voltage Amps @ Voltage Model No. 
Charger Maintainer with Built-in Charger Controller 
O.3A@12V 0.27A@12V_—021-1163 10W839 
0.55A@12V 0.54A@12V 021-1164 + 10W840 
0O.9A@1i2V 0.838A@12V.—s- 021-1165 += 10W841 
Charger Maintainer Controller 
= — 021-1162  10W842 
NOCO @2:uiz3° 
No. 


Portable Jump Starters/ 
Power Packs with USB Charger 


Convenient units quickly jump start vehicles in emergency situations and can also be used to 
recharge USB devices like smartphones and tablets. Feature sparkproof connections and reverse No. 
polarity connections. All units include a LED task/emergency light except DSR ProSeries models. 


For Battery Amp Boost Amps Charge Cable Cable 
Voltage Hours @ Voltage Type Length Gauge 
DSR Proseries 
For Use With Battery Type: AGM, Gel, Lead Acid 
iZ 450A @ 12V Smart 12" #8 AWG 
NOocO 
For Use With Battery Type: Lead Acid 
1000Ah 1000A @ 12V USB 19%" 16 ga. 
_ 4000Ah  1000A/250A@12V ~—C*USB 19% 16 ga. 
For Use With Battery Type: AGM, Deep Cycle, Gel, Lead Acid, Lithium, Wet Cell 
400Ah {000A @ 12V USB 19%" 16 ga. 
i? 2000Ah 1000A @ 12V USB 19%" 16 ga. 
Prot 
For Use With Battery Type: Lead Acid a | 
anua ‘ 
12 9Ah 900A/250A @ 12V On/Off 27 #4 AWG 
Quick Cable 
For Use With Battery Type: Lead Acid, Lithium 
Dy le — 600A/400A @ 12V Smart eis 8 ga. 
Schumacher Electric 
For Use With Battery Type: AGM, Deep Cycle, Gel, Lead Acid, Wet Cell 
3.2Ah 1000A @ 12V Smart 15: 10 ga. 
12 2.0Ah 600A/400A @ 12V Smart 15" 10 ga. 
3.1Ah 800A @ 12V Smart 20 8 ga. 
4.6Ah 1000A @ 12V Smart 25" 8 ga. 












NOCO 


Clips, Cigarette Adapter 


Solar Battery Maintainer, Charger 
Maintainers, and Controller 


Devices are designed to help keep 12V lead-acid 
batteries fully charged without electricity. Quick- 
disconnect 50A battery clip cable assembly and 
quick-disconnect 12V accessory plug cable assem- 
bly included. No. 14N888 built-in blocking diode 


helps protect against battery discharge at night. No. 14N888. 
Charge Automatic/ = Mfr. Item 
Type Amps Manual Model No. 
Battery Charge Maintainer 
Manual On/Off 138mA Manual SP-200 14N886 
Charger Maintainer 
Manual On/Off 260mA Manual SP-400  14N887 ~* 
Charger Maintainer with SPC-7A Controller No. 
Smart 850mA Automatic SP-1500 14N888 14N886 
Charge Controller 
Upto 7A ot Solar Automatic SPC-7A 16W542 


Array Current 
* No. 16W542 Solar Charge Controller recommended, sold separately. 


No. 6RKL4 






444N19 


Includes W H D 
Clamp 9%" 3%" 6Y," 
Impact-Resistant Case, Reverse Polarity, 1*%a" 14%a" 31%64" 
Override Capability, Spark Proof, Built i Ff i 
In USB Port, LED Flashlight Vato a 5 
Impact-Resistant Case, Reverse Polarity, 1*%4" 1 49%4" 31364" 
Override Capability, Spark Proof, Built ; i i 
In USB Port, LED Flashlight B°%64 2% 37%32 
Jump Starter, Wall Charger 7¥2" #4 AWG at 
USB to Micro-USB Charging Cord, 4 : ; 
Adapters, Carrying Case 8% oY 22% 
Clamp Adapter, USB to Micro USB \ ' ' 
Adapter, Wall Charger, Storage Bag Th 10% ay 
3 u" u u 
Smart Cable/Clamp, USB to Micro USB ai seg Gy 
Charging Cable, Storage Bag UA 1054" Dag" 
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No. 444N28 


No. 
5RXFO 





No. 


16W542 


No. 49EK03 


Mfr. 
Model 


DSR108 


GB40 
GB150 


GB20 
GB70 


JFE5120 


604022 


SL1316 


9L1314 
9L132/ 
SL1317 









No. 16W542 helps to protect batter- 
ies against overcharge and discharge 
while being charged from a solar 
panel, and to automatically assure 

a full charge. It is included with 


ee 
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No. 
444N20 


Item 
No. 


49AK27 


417Y83 
417Y85 


417Y82 
417Y84 


6RKL4 
49EK03 


444N19 


444N20 
444N21 
444N22 
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Battery Jump Starters & Boosters Details on page Al. 
Jump Starters and Automatic/ For Battery | Boost Amps Cold Cranking Amp Cable Cable’ Item 
Manual Voltage @ Voltage Amps @ Voltage Hours Gauge Length No. 
Portabl e Power Sources For Use With Battery Type: AGM 
Automatic 12,24 200A @ 12 BOOMG00A @ TeV. aaah #2 AWG 50" 3LE86 
Jump Starters and Portable Power UN ee 
S Pp p ai iad ead anid batt For Use With Battery Type: Lead Acid 
eee ore 12 S400A/T 700A 720A@ 12V.22AN 2 ga, 6 ft. 3ANKES 
ies to charge and jump-start batteries; charge 
; ; Automatic 3400A/850A @ 400A @ 12V, 400A 
with heavy-duty clamps. Each includes wall 12,24 sov-t7goh@ o4y @24V,400A@ 44An 2ga. 6ft. 450683 





~_hargerand DC-to-DC charger, = gy _____ and DC-to-DC charger. 6V, 400A @ 18V 


12/24¥-800/ 65008 
Si ae ee ee 7; 


RACE-DRIVEN TECHNOLOGY 


Portable Jump Starters 


Quick and convenient, these jump starters are ideal 
when vehicle batteries need to be recharged in emer- 
gency situations. Some units, including No. 444N23, 
also include USB ports for charging tablets and smart- 
phones. All units, except No. 417Z01, feature reverse 





No. 49AK18 No. 417Y97 o. 417Z01 No. 444N23 connection warnings or alarms. 
Automatic/ For Battery Boost Amps Cold Cranking Amp Cable Cable Mfr. Item 
Manual Voltage @ Voltage Amps @ Voltage Hours Gauge _Length Features Brand Model No. 
For Use With Battery Type: AGM, Gel, Lead Acid 
Automatic 12,24 900A @12V, 650A @ 24V 690A @ 12V, 420A @ 24V (2)x32An #O0AWG 53%" = DSR Proseries DSR103AUX 49AK18 
For Use With Battery Type: AGM, Deep Cycle, Gel, Lead Acid, Wet Cell 
12 520A @ 12V 350A @ 12V 22Ah 4 ga. 60" USB Port DSR Proseries DSR114 417Y95 
Manual 12,24 750A @ 12V, 475A @ 24V 525A @ 12V, 350A @ 24V (2)x22Ah 2ga. 60" eo teec a DSR Proseries  DSR115 41796 
is 525A @ 12V 350A @ 12V 22Ah 4 ga. 60" USB Port DSR Proseries DSR116 417Y97 
12 280A @ 12V 225A @ 12V 22Ah 4 ga. 28" High Impact-Resistant Case DSR Proseries DSR119 417201 
12 1700A @ 12V 200A @ 12V 64An  4ga. —-20" Dt eye er DSR Proseries  DSR128 444N23 
mutans 400A @ 12V, 400A @ 24V ree | 
12 800A @ 12V 400A @ 6V. 400A @ 18V 7Ah 8 ga. 30" Built-In Light Schumacher Electric $J1331 444N38 
12 1000A @ 12V 250A @ 12V 9Ah 8 ga. 24" Digital Display, Built-In Light | Schumacher Electric $J1332 444N39 


Portable Power 
and Jump Starters 


Easy to use portable power packs include a variety of differ- 
ent features. No. 49EKO6 is a basic battery charging pack 
ideal for most cars and pickup trucks, while No. 49EK07 
also includes an air compressor and air gauge for tire emer- 
' gencies. No. 49EK08 is a workhorse unit that is ideal for tow 
No. 49EKO6 No. 49EK07 No. 49EK08 No. 49EK10 trucks and rescue vehicles, and No. 49ED10 can also charge 
24V batteries and features polarity and voltage safeguards 
and an integrated USB port for charging tablets and phones. 





Automatic/ For Battery Boost Amps Cold Cranking Amp Cable Cable Mfr. Item 
Manual Voltage @ Voltage Amps @ Voltage Hours Gauge Length Model No. 
Lead Acid 
12 900A/400A @ 12V — 18Ah 6 ga. 2% ft. 604050-396-001 49EK06 
‘matounaite 12 900A/400A @ 12V — 18Ah 6 ga. 5D 604051 49EK07 
12 1500A/700A @ 12V 700A @ 12V 20Ah 2 ga. 62" 604053 49EK08 
12, 24 900A @ 12V, 900A @ 24V — 20Ah 2 ga. 5¥22 ft. 604063-360-001 49EK10 





Portable Power and Jump Starter 


Powerful starter has a battery status indicator, two 12V vehicle 
adapters, a 5VDC USB port, and LED working light with DC leads. 
It has an LED power indicator, high-visibility 8-ft. coiled cord, 











No. No. 


No. 36MW25 11Z385 36mMw21 = OBD-II connector with cigarette lighter input, and in-line fuse. 
Automatic/ _ For Battery Boost Amps Cold Cranking Mfr. Item 
Manual Voltage @ Voltage Amps @ Voltage Features Model No. 
For Use With Battery Type: AGM, Deep Cycle, Gel, Lead Acid, Lithium, Wet Cell 
12 720A @ 12V 720A @ 12V — 6276 36MW24 
12, 24 720A/360A @ 12V, 720A/360A @ 24V = 720A/360A @ 24V, 720A/360A @ 12V — 6296 36MW25 
Manual 2 1700A @ 12V 360A @ 12V , = AUGhay ESE LED MSkK6211 112385 
HD High Impact-Resistant Case with Rubber Base, 
12 1700A @ 12V 360A @ 12V Display with Charging Indicator, Built In Digital Voltmeter ‘K401 = 492422 
12 1700A @ 12V 360A @ 12V — KS400 36MW21 
For Use With Battery Type: Lead Acid 
Manual 6, 12, 24 230A @ 12V, 230A @ 24V, 230A @6V = 230A @ 12V, 230A @ 24V, 230A @ BV — 6010B 40GL81 
928 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Power Inverters 


= Inverter output voltage: 115VAC 


Convert 12VDC battery power to 120VAC and remote power use. Color-coded, insu- 
lated connectors allow a wide variety of AC electrical devices to be DC-powered. 














Peak Output Inverter Outlet Item 
Power Input Voltage DC Connection Type Brand No. 
Inverter 
280W 12VDC Cigarette Lighter Input Standard 3-Prong Outlet Schumacher Electric SURF3 
400W 12VDC Cigarette Lighter Input Plug and Battery Clamps Standard 3-Prong Outlet Westward 26W998 
700W 12VDC Cigarette Lighter Input Plug and Battery Clamps 3-Prong Outlet Tundra 45MR73 
800W 12VDC Cigarette Lighter Input 3-Prong Outlet Westward 94DC43 
12VDC Cigarette Lighter Input Plug and Battery Clamps Standard 3-Prong Outlet Westward 26W999 
1000W 12.8VDC Socket and Post Standard 3-Prong Outlet Power Drive 52YF64 
12VDC Input Terminals Standard 3-Prong Outlet Power Drive 44ZE67 
1500W 12VDC Battery Clamps Standard 3-Prong Outlet Westward 26X001 
12VDC 2 USB Ports Standard 3-Prong Outlet Power Drive 44ZE70 
1520W 12VDC Input Terminals Standard 3-Prong Outlet Schumacher Electric SURFS 
1600W 12VDC Battery Clamps 3-Prong Outlet Westward 04DC44 
2000W 10.5 to 15.5VDC Post (2) NEMA 5-15R, Hardwired Schumacher Electric 400K21 
12VDC Input Terminals 3-Prong Outlet Tundra 45MR/5 
3000W 12VDC Input Terminals NEMA 5-15R Tundra 45MR76 No. 44ZE67 
12VDC Input Terminals 3-Prong Outlet Tundra 45MR/7 
4000W 12VDC Battery Clamps GFCI Schumacher Electric SURF2 
12.8VDC Socket and Post Standard 3-Prong Outlet Power Drive 52YF6/ 
10 to 16VDC Post 2 Standard 3-Prong Outlets Aims Power 451TX26 
12VDC Input Terminals Hardwired 3-Prong Outlet Tundra 45MR86 
S000W 12VDC Input Terminals Hardwired 3-Prong Outlet Tundra 45MR78 
24VDC Input Terminals Hardwired 3-Prong Outlet Tundra 45MR80 
24VDC Input Terminals Hardwired 3-Prong Outlet Tundra 45MR88 
24VDC Input Terminals (2) NEMA 5-15R, Hardwired Tundra 45MR81 No. 5URF2 
6000W 12VDC Input Terminals Hardwired 3-Prong Outlet Tundra 45MR79 : 
12.8VDC Socket and Post Standard 3-Prong Outlet Power Drive 52YF69 
10000W 10 to 16VDC Post Hardwired Aims Power 45TX23 
Pure Sine Inverter 
6000W 10 to 16VDC Post Hardwired, Dual GFC! Aims Power 45TX25 
10000W 10 to 16VDC Post Hardwired GFCI Aims Power 45TX24 
Tartar C bere lh h Nos. 1YAY8 and 1YAY9, 1200 W to 1500 W 
nverter Cable For Use with Nos. an to 
Inverter, Includes 6-Ft. Cable, AWG #2, Battery Post Connectors Westward TYAZI 
Truck Series Power _s 
Power Battery Charger/ ie 
inverters and Chargers Inverter Inverter © Converter —item ies 
put Voltage ir. Model e Mfr. Model No. —~ 
r odified Sine Wave Output Form 1 
Engineered to extend the life cycle of electrical charging and ee MsaO BCA WIT AG 
starting systems, and power a wide range of appliances and 0 to 30VDC M3024 IBC2524 45MT62 
vices. Systems pair a battery charger converter and power Pure Sine Wave Output Form 
devices. Systems pair a battery charger converter and p 10.5 to 15VDC $1800 IBC70 _ 45MT68 45MT49 
inverter for convenient service in long-haul and work-truck 50 to 30VDC $3024 IBC2524. 45MT78 
applications. Charger converters help maintain batteries at 1 a to ioe s oe P — 49MT79 
ower Inverter Specifications 
optimal charge in varied weather. F oe nh ee Jan i of he F seu ancl : 
Gi can utput Form Watts Voltage Voltage utlets ype utput Watts Mode eatures 
Note: Find ete metae battery chargers, inverters, and installation kits Modified —i500W-120VAC 12VDC 9 NEMA 5-15R 3000W M1500 
on Grainger.com®; search under "tundra battery chargers and inverters. Sine Wave 3000W 120VAC 24VDC 3 (2) NEMA 5-15R + Hardwire  6000W M3024 * 
wie F _ Pure Sine 1800W 120VAC  12VDC 2 (1) NEMA 5-15R + Hardwire 3600W $1800 
Modified Sine Wave—Provide high efficiency and allow for Wave 3000W 120VAC 24VDC 2 (1) NEMA5-15R+ Hardwire 6000W $3024 


* Features Battery Optimization Technology. (BOT): Allows to manually select between two distinctive modes of battery 


high-accuracy functioning of most appliances and tools. antidischarge protections (Autonomy mode: 10VDC and Engine start mode:11VDC). 


Pure Sine Wave—Help produce a more efficient and cleaner BattaryiC agar COnvarigH/SpBeinications 











current for use with highly sensitive loads, such as desktop Output Dutnut yinput puta mst Charging : AC A 
_dri iahti ; ; mps mps oltage Voltage ype odes onsumption Mode 
computers, ballast driven lighting, medical equipment, or 70K 70K 120VAC 1200 NEMA 5/15P 4 13.1 Amps ~IBC70 
highly precise measuring/monitoring devices. 25A 25A 120VAC 24VDC NEMA5/15P 4 12.2 Amps _1BC2524 
BLACK BLUE RED WHITE 
Wire Item Item Item Item 
Size No. No. No. No. 
Cross-linked PE | Blue 
(4 AWG|-SHERGS—[-SAGABT-[-34GR67 | —— Aut tive Pri Wi | 
{EAWG|-S4GA82|-S4GAT8—|-34GH3 | S4GHB eee eee 
4 4GA7 4 4GA84 ‘ 
GPT, PVC a 100 it spool length | 
10 AWG | 34GA89 — 34GA88 _— Plastic insulated, bare copper stranded primary 
eam = 34GC08 ae ire for low-voltage, transportation applications 
14AWG | 34GC18 = — 34Gc28_~—« Wire Tor low-voltage, transportation applic 
ie Ave santas Rr sence aac High-heat, cross-linked, wire provides resistance White 
D0 AWG) 34GC65 = 346C69 = to chemicals, abrasion, and moisture. Meet SAE — 
22 AWG | 34GC72 | 34GC73 | 34GC76 | 34GC77 J1128 and RoHS Compliant. 
Amp Range 
For Fuse of Fuse Wire Connector Mfr. Item 
Series Block/Holder _Size Type Features Model No. ) . 
ABC AGC. AGX. MDA MDL 
MDM. MOQ. TEE TFLLTGH 2t030A 12AWG LeadWire = — HHN —_—‘GAYE7 
AGC, SFE Tio20A  14AWG LeadWire — HHK __6AYD7 hemes | 
ATC 3to30A  12AWG LeadWire — HHD _1CV56 
ATC 3t030A12AWG — Cover HHG GAYE Fuse Holder 
ATC Tio 20A 16AWG LeadWire — HHC _ 6AYD2 with Cover 
AIC 1 to 20A 16 AWG — Cover HHF 6AYD4 No. GAYES 
ATC Oto10A 18AWG LeadWire — BP/HHA-RP 6AYL5 
M1190 —1baNe tes We Cover — Fit — 
AT to ead Wire Cover 5 
MAXI 200 60h 6 AWG Lead Wire — HHX  5KDK4 , puso morder 
Fuse Holder, Indicating E-TN Fuse Holder No. GAYK2 
ATC Tto20A 16AWG LeadWire —  ATC-FHID 6AYK2 a No. GAYL5 
1 to 20A 16AWG LeadWire — AIM-FHID 6AYK3 BUSSMANN 


ATM 
Fuse Block, Nonindicating SERIES 
AMG 


AMI 


100 to 300A 8to1AWG Screw 
40to80A 8to1AWG Screw 


HMEG 
HMID 


o2CN17 
o2CN16 


Cover 
Cover 


Automotive Fuse Holders and Blocks 


Sign in to Grainger.com® to see YOUR Pricing and MORE 929 





FLEET & VEHICLE MAINTENANCE 
Funnels & Measuring Containers 


Scan. Order. Done. 
Details on page A1. 








No. 
4CUL3 


No. No. 
34UH66 ACUL2 
Total Top Spout 
No. Cap. Dia. O.D. 4H 
53KJ35 TYqt 4’ 1 14° 


3qt. 5%" 1%6° 21%" 


of0z, 17 ww 1% 
Polyethylene Funnel 
Tpt. 5%" we 4y' 
2qt. £ Y" 7" 
80z. 3%" He 4%" 





Utility cotton: ED 
WESTWARD’ 






Polyethylene Fast Fill Funnel 
Yellow 
Polyethylene Flexible Pouring Spout 


Black Hanging Tab 53KJ39 
Yellow Hanging Tab 






Total Top Spou Item 
Cap. Dia. O.D. 4H Color Includes No. 
60 Micron SS 
2qt. 6%" 1%6' 8%6' Red Screen and 4ZH73 
Hanging Tab 
60 Micron SS 
6qt. 84%" 1%6' 10%" Red Screen and 6Y805 
Hanging Tab 
Polypropylene Funnel 
No. 4oz. 3%’ 3. Black _ 10G580 
34UH68 120z. 3%" M%e' 6 Blue _— 34UH65 
260z. 5%" 1%" 6%" Blue — 34UH68 
Polypropylene Long Reach Funnel 
1qt 4" Yo" 18" _ Black Hanging Tab 4ZH72 
Steel Funnel 
I 32 0z. 434" %',1¥%" 6 Silver _ 53KJ34 
Color Includes. «NO. 0z. 8%" O74’ Silver g, Fine Mesh Say a7 
2 Caps On : Straining Screen 
Green = ‘Exch End «= AEUNT = o56 07, gm" =" 12" Silver g, Fine Mesh Sau ygg 


Straining Screen 
Steel Funnel with Screen 


sas 44N905 1qt 6% %%' 7% Silver  50GritScreen 53KJ36 
pou Steel Funnel with Screen and Flexible Spout 
1qt. 6%" %6' 7%' Silver 50Grit Screen 53KJ35 
Red —__S4UH66 Dat 7 =O _+228" Silver __50Grit Screen 53KJ38 
Black Hanging Tab 4ZH70 Steel Galvanized Funnel a Gi Seieen “SKI 


8 qt. 95" 1" 11%" _ Silver 


47H69 Steel Galvanized Offset Funnel 


Pat niech 6qgt. 10%" 1" 11%" Silver = 53KJ40 
Funnels 1200z. 8" %' 16" Translucent wieS A4CUN5 Westward 
100 Grit Filter F 
F ; Plastic 3-Pc. Funnel Set 
Antisplash Ring "Util 
Total Top Spout Item = 4440z, 9" 1%6" 10" Translucent and Gold Mesh 4CUN7 4,6,8° Utility 
Cap. Dia. O.D. 4H Color Includes No. 100 Grit Filter _ — Translucent Funnels, 3 Fine sexes 
rune nnd TTT Polyethylene Funnel and Flexible Spout Neue bas 
Vit. Vato et 10 -, : ¥4, 2,6, 10 : , : Baca Plastic Funnel with Screen 
100z. 4% %' © Orange G7’ Funnels SCUL4 iat 6 % 16" Black — Flexible Spout ACULS 25 02. oye eee ee 
Polyethylene Capped Funnel 34UH66 astic Utility Funne 
1 ome ; - "0 CapsOn apy 7 —_Polyethylene Funnel with Screen 6oz. 3" ~~ — Translucent Hanging Tab 1EKFS 
pt. 8 a 8%" “Orange Each End 50 Micron SS 70z. 3%  %e — Translucent Hanging Tab 1EKF1 
i ; i 2 Caps On tpt. 6%" % 6%" Red Screenand 4CUL2 2402. 5%  %' |©— Translucent Hanging Tab 1EKF6 
a ae Each End 4GUL9 Hanging Tab 64 0z._794" 1%" — Translucent Hanging Tab _1EKE8 
ki 


WOTRATECH 


Vented Drum Funnel 
with Lockable Lid 


= Fits 2" bung opening 
= Not recommended for flammable liquids 
= Built-in vent eliminates splashing 





Top Mfr. Item 

Total Cap. Dia. Model No. 
2 gal. 13%" 691 31ZU4 
— 22 696 3UAK6 





® 


Drum Funnels 









soaeae = Fits 2" bung opening except 
No. 10G575 fits 1" opening 

Total Top Spout Mfr. Item 

Description cap. bia. Outside Dia. at Color Model ati 
; qt. [¥" Ya" 16. ac 9/9 
Without Screen 3 at. 75" OV" 9%" Black 32400 10574 
With Screen 5 Agt. 11%" 2" 4%" Black 32900 10G5/7 

With Lockable Lid For Open i ' ’ 

aPeioeed Dati 4qt. 9% 2 8%" Red 32425 106582 
With Lid and Fluid Control 2 gal. 11%" 215" 13" Yellow 32015 10G573 
With Lid, For Open or Qgal 21%" = 1%" 7" Yellow 32420 10G576 


Closed Head Drums 


No. 
42ZT17 





No. 34NK67 


GRAINGER. 


TTT 


930 








Find even MORE on Grainger.com® 
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Measuring Containers 


For accurate measuring and easy 
dispensing of fluids or dry goods. 

Nos. 53KJ43 and 53KJ44 have a 
splash-resistant top. No 53KJ45 has a 
flip-action valve and thumb-operated 
flow control. 







53KJ34 


Mfr. Item 

Cap. W Brand Model __No. Mfr. Item 
HDPE Cap. W Brand Model _No. 
Flexible Spout with Dust and Spout Caps Galvanized Steel 
1 qgt./1 ltr. — Westward 2CAN9 2CAN9 2qt. 6%" Funnel King 94486 53KJ43 
2 qt./2 ltr. — Westward 2CAP1 2CAP1 Agt. 7%" Funnel King 94488 53KJ44 
3 gt./3 ltr. — Westward 2CAP2 2CAP2 DOL. 10" Funnel King 94496 53KJ45 
5 qt./5 ltr. — Westward 2CAP3 2CAP3 HDPE 
6 gt/6L — Westward 33RL91 33RL91 8 gt. — Westward 48UJ8/ 48UJ87 

9%2 qt. 8%" Funnel King 9436/7 53KJ50 


Fixed Spout with Dust and Spout Caps 
6L 11%" Funnel King 32375 10G596 
10L 13" Funnel King 3237/ 10G597 32 OZ. 


Galvanized Steel 
— Funnel King 94484 53KJ34 


Lilbrilertic: 
Radiator Filler 
Mfr. Item 
Cap. Material Model No. 
3 gal. Polyethylene /5-025 _6Y812 
Drum Dollies * ' Boe 
i ay 
= 4 casters 
= Black color, except No. 6WB27 is red 
Base Mfr. Item 
Style Caster Material Caster Dia. Brand Model No. 
16-gal. Drum Dolly with 120-Ib. Capacity 
Bracket Clamp Polyolefin a Westward 34NK67 34NK67 
Bracket Clamp Hard Rubber 2¥2" Lincoln 84192 6WB27 
55-gal. Drum Dolly with 400-Ib. Capacity 
Bracket Base Nylon Westward 34NK68 34NK68 
Bracket Base Steel 3" Legacy DD55 4ZT17 
Bracket Base Hard Rubber 24" Lincoln 84377 6WB28 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


FLEET & VEHICLE MAINTENANCE 
Drain Pans & Waste Containment 








No. 21EM36 No. GRKP9 


*wiswar To. — 
Portable Waste Oil Containment 


No. 3YEY4 





Cap. H Mfr. Item 
Description (gal.) (in.) Model No. 

Westward 

Gravity Feed 8 oo! 21EM35 21EM35 
Gravity Feed 13 63%"  21EM36 21EM36 
Gravity Feed 18 i2. 21EM03 21EM03 
Gravity Feed 24 39%"  34NK72 34NK72 
Proto 

Lift Drain with 15" dia. Funnel 8 13.78 JFF11102 6RKP9 
Lincoln 

Portable Oil Drain 8 22% 3508 45PG77 
Drum Drain for 16-gal. Open Top Drum 16 613 6Y902 
Portable Oil Drain 18 30 3518  45PG78 
Receiver and Self-Evacuating System with 14" dia. Bowl 18 T2 3601 3YEY4 
Receiver and Self-Evacuating System with 14" dia. Bowl 20 441072 3614 6WA94 
Gravity Feed Drain 25 22 3635  20KY21 
Air-Operated Fluid Extractor 25 18 3637  20KY22 
Combination Gravity Feed and Air- 

Operated Fluid Extractor 25 22 3639 — 20KY23 
Funnel Drain Pan, 24" Overall Dia. 3610  6Y910 








No. 20KY20 





No. 6ANR8 


LINCOLN 
a= 





CF, 
ey 
|QUIBYNAMICS 


OTC * wesrwarp 
Low-Profile 
Truck Drains 


Includes 


No. 45PE54 


Cap. H Item 
(gal.) Construc. (in.) No. 
Lincoln 

6 ft. Discharge Hose, (4) Casters, 17 
T-Handle, Hose, Filter Screen 

Electric Pump, (4) Casters, T-Handle, Hose, Filter Screen 17 
Rotary Hand Pump, (4) Casters, 17 
T-Handle, Hose, Filter Screen 

Liquidynamics Inc. 


Polypropylene 7% 20KY18 
Polypropylene 73% 20KY20 
Polypropylene 734 20KY19 


(4) Casters, T-Handle, Hose, Filter Screen (as) Steel 9 G6ANR8 
Air Pump, (4) Casters, T-Handle, Hose, Filter Screen 25 Steel 9 447V40 
OTC 

Electric Pump, (4) Casters, T-Handle, Hose, Filter Screen 15 Polypropylene 7% 45PE54 
Westward 

Drain Outlet 18 Steel 7.0 45CT55 
Drain Outlet 18 Steel, Cast Iron 7.5 45CT56 


Portable Oil/Antifreeze 


Transfer Tanks 
= 9" clearance from floor to top of reservoir 
Cap. Mfr. Item 
Item (gal.) Dia. Model __No. 


Oil Fluid Handler 
Antifreeze Fluid Handler 


15 30" OH-15 11N158 
19 30" AH-15 11N159 


No. 11N159 


Sign in to Grainger.com® to see YOUR Pricing and MORE 











No. 53KJ31 No. 20KR87 No. 45CT67 
Drip and Drain Pans 
p Item 
Cap. (gal.) L W Dia. Construc. Brand No. 
Drain Pan 
2 gal. a a2 22" Polypropylene Funnel King 4CUR2 
3% 174%" 17%" 1744" Steel Funnel King 53KJ32 
= 2594" 17%" = Steel Funnel King 53KJ31 
4 1794" — 1794" Polyethylene Funnel King 34UH69 
4 gal. 1794" 17% 17%" Polyethylene Funnel King 4CURS5 
4M 234" — 18/6 Polyethylene Westward 45CT67 
.96 ral 11" 22 V2" to 24" Plastic Ken-Tool 20KR87 
Oil Drain Basin 
1%" [BEES 13% 13%" Polypropylene Funnel King 10G589 
AV, 23%" _ 18/6 Polyethylene Westward 45CT66 
Spill Tray 
_ 15" Za. _ _ Funnel King 10G599 


—mityvac_. “WESTWARD 
Fluid Evacuator/Dispenser 


Reservoir 


Cap. 
(gal.) 





Mfr. Item 
Item Model No. 
Mityvac 

Engine and Gear Oils, Trans Fluid, Power Steering 

and Brake Fluid, Coolants, and Similar Fluids 


Type 









Fluid Dispenser 1.2 Manual MV6400 45PG69 

Fluid Evacuator 1.9 Manual 07400  1XGR9 ear 

Fluid Evacuator 2.3 Pneumatic 07300 1XGR8 = 

Fluid Evacuator/ = 53 = Manual 07201 + 1XGR7 - 
Dispenser 

ie 0.05 Manual MVA6851 45PG75 No. 1XGR9 
Hydraulic Brake Fluid 

Brake Bleed Kit 0.5 Pneumatic MV6835 45PG71 

Master Brake 

Bleed Kit 0.5 Pneumatic MV6838 45PG72 , ois 
Pressure 

Bleed Kit 12 Manual MV6840 45PG73 _ 
Vacuum Brake > f 
ae 0.3 Pneumatic MV6870 45PG74 + = _ = 
Transmission Fluid > —s 
ATF Refill Kit 2.5 Manual MV6412 45PG70 = 
Westward “ A Ge 
Hydraulic Fluids 

Fluid Evacuator 2.4 Pneumatic 20KY5/7 20KY57 

Fluid Evacuator 17 Manual 20KY56 20KY56 No. aSE ats 

Fluid Evacuator 4 Pneumatic 20KY58 20KY58 

NKSG> 


Extractors 


Hand pump systems use vacuum 
action to pull oils and fluids from 
engines into waste tank. 





Reservoir Mfr. Item 


Cap. (gal.) Model No. No. 1NUV5 
4 2005LV 1NUV6 
y 2000LV 1NUV5 


ARO 


Waste Oil Evacuation 
Packages 


Include wall-mount bracket, inlet and 
outlet hose assemblies, air line filter/ 
regulator with auto drain, air line 
hose, gauge, and fluid coupler. 





Working Flow Mfr. Item 
Max. (gpm) Model No. 
Diaphragm Pump 
11 612999-5 4ZT10 
35 612999-4 4ZT09 


FLEET & VEHICLE MAINTENANCE Scan. Order. Done. 
Grease Guns Details on page Al. 












No. 6Y888 




















~ 1] 
; | im 
: No. 6WA98 No. 4BY69 J | 
LINCOLN eT No. 4BY81 
eae —_ 
Manual Grease Guns , + a 
= Cartridge capacity 141% oz. = 
= Bulk capacity 16 oz. = 
= Cartridge or bulk grease loading Manual Grease Guns 
Flip-over follower on select guns provides a superior seal for easy filling. = Cartridge capacity 14’ oz. (except No. 4BY82 uses 3-02z. cartridge) 
Lever models have a cast iron pump head, precision-fit plunger, and extra- = Bulk capacity 16 oz. (except No. 4BY82 4-oz. capacity) 
heavy follower spring to withstand rough duty. No. 6Y889 has a dip-coated = Cartridge or bulk grease loading 
sleeve on the lever handle and bleeder valve on the head. Feature die-cast aluminum head and handle. No. 4BY82 is a toolbox-size 
Pistol models have a die-cast aluminum head. No. 6Y895 features plated steel | gun with dual discharge ports (front and top). No. 4BY74 comes with a 
handle and barrel with flip follower. Extension swivels 360°. handy filler nipple. No. 13X046 is ideal for use in cold weather and has 
epics wis a large inlet port with venturi action. Clear barrel models provide 100% 
Extension Type Length Length Output Tube Color Stroke Pressure Model No. fluid is in each gun. Additional color options on Grainger.com®. 
Metal 
Lever Strokes Max. 
Flex Hose 18" — 280 Blue Full Stroke 10,000 psi 1147 6Y892 Nozzle Hose Pipe for1-oz. Operating Item 
= 6" 28.0 Blue Full Stroke 10,000 psi 1142 6Y888 | Extension Type Length Length Tube Color Stroke Output Pressure No. 
ee — 6 280 Blue Variable Stroke 10,000 psi 1148 6yY88g | Steel 
ners | 4000/7000 Lever 
— 6 33.0 Silver Full Stroke psi 1013 6Y886 = Black Variable Stroke 31.0 10,000psi 4BY72 
Pistol Grip Flex Hose 18" — Black Full Stroke 33.0  6000psi 4BY69 
Flex Hose 18° — 560 Blue Full Stroke 6000 psi 1133 6Y894 18° — Blue Full Stroke __28.0 _ 10,000 psi_15F199 
18° — _‘56.0 Black Full Stroke 6000 psi _G113_6WA97 es —__6 Black Full Stroke __— 8.06000 psi__ 4BY70 
Rigid Pipe — 6 560 Blue Full Stroke 6000 psi 1132 6Y895 Rigid Pipe = e plac ana g tok eee Rabe eee 
Rigid Pipe ; ‘ ; ; — : ac ull Stroke ,000 psi 
and Flex Hose 18 6 30.0 Blue Variable Stroke 7500 psi 1134 6WA98 Pistol Grip 
Polycarbonate 18" = Black Full Stroke 596.0  6000psi 15F196 
Lever Flex Hose 18" — Blue Full Stroke 35.0  6000psi 4BY81 
‘id Di _ a Clear with Blue 18" — Black Full Stroke 40.0  /7500psi  13X046 
Rigid Pipe 2" 33.0 Tube Ends Full Stroke 7500 psi 1142CLR 3LKR6 ae 7 aa Full Stroke 60.0 3500 psi 4BY82 
Pistol Grip | ie: 6" Black Full Stroke 56.0 6000 psi__4BY74 
Ae rtose 18 6 33.0 “eal Wi AUC Variable Stroke 7500 psi 1134CLR2AAW1 | Rigid Pipe 45 Silver Full Stroke 60.0 5000psi + 33RL90 
Polycarbonate = 
FlexHose 18° =H With StVEr Variable Stroke 40.0 7500 psi 15F203 
Metal 
7 No. 6RKT6 Flex Hose 12" — Gray Variable Stroke 30.0 7000psi 45CT47 
° ; Aluminum 
PROTO \ jy Flex Hose 18" — Red Full Stroke 56.0 5000psi 48UJ79 
: 1 ; 4,» Clear with Black ,,,. ; 
Manual Grease Gun o 12" 5% Tube Ends Variable Stroke 40.0 7000 psi 440495 
: ; n y,» Clear with Blue ,/,_. 
= Bulk capacity 16 oz. and Flex Hos€ 45» sx Clear with Green Variable Stroke 40.0 7000 psi 440498 
= Cartridge or bulk grease loadin — ibe ene 
a mg 9 . . 12" sy Cleat with Red Variable Stroke 40.0 7000 psi 44C501 
Versatile pistol-grip gun offers 3-way filling and is teather-ready, with 
a heat-shrink loop attachment. It features a heavy-duty 1.7mm thick Foatures For Use With No 
seamless aluminum barrel to avoid dents, lightweight aluminum head, Grease Gun Holder 
. j " " Heavy Duty Spring Loaded Flap, Ideal For 
heavy duty flexible 18 nylon hose, and 6" metal spout for Gasy USE. Holding Guns On Automobiles, Farm Equipment 24" Diameter Barrel Guns 13X048 
Strokes Max. And Other High Vibration Environments 
Nozzle Hose Pipe for1-oz. Tube Operating —_ Tether Mfr. Item Clamp On Style With Simple Snap Action Clamping 2¥4' Diameter Barrel Guns 13X047 
Extension Type Length Length Output Color Pressure Capable Model No. Clear Grease Gun Barrel with Blue Ends 
Pistol Grip +Acoe SeeThru Shatt ¢ Baral Westward Clear Grease Guns and 
Rigid Pipe and__18" 6" 30.0 Red 3600psi Standard Tool JFC33HD  6RKT6 A on iB re d erproot barrel, Most Lincoln and Alemite Grease Guns 44C482 
Flex Hose ic 6’ 30.0 Red 3600psi Tether Ready JFC33HD-11 24AL24 ee eae (Not For Use with Aviation Grease) 
p ® 
25DU72 c dil G G 
i = Battery powered Feature air bleeder valves for quick priming. Flex 
= Cartridge or bulk grease loading hose nozzle extensions help access hard-to-reach 
= Cartridge capacity 14% oz. fittings. Nos. 25DU72 and 25DU73 have variable- 
— = Bulk capacity 16 oz. speed triggers for controlled grease flow and 
Strokes Max. are suitable for grease types up to NLGI Grade 2. 
Nozzle Hose Pipe’ fort-oz. GreaseGun Operating Mfr. Item x i 
Description Extension Type Length Length Output Handle Style Pressure Battery Incl. Model No. Nos. 451187 to 45L189 have 2-speed design to 
Milwaukee 12.0 Voltage select between max. pressure and max. flow rate. 
Bare Tool Flex Hose 36" — 38.0 Pistol Grip 8000 psi No 2446-20 6FKP5 All except Nos. 6FKP5 and 4PKY9 have LED lights 
Battery Included Flex Hose 36" — 38.0 Pistol Grip _ 8000 psi 4PKY2  2446-21XC  4PKY9 i +4 
Milwaukee 18.0 Voltage for low-light conditions. 
Bare Tool Flex Hose 48" — 38.0 Pistol Grip _ 10,000 psi No 2646-20 _ 45L189 Item 
eemony Wslida Flex Hose 48" — 38.0  PistolGrip 10,000psi _2XKZ3 —-2646-21CT 451187 For Use With Brand No. 
y Flex Hose 48" — 38.0 _PistolGrip 10,000 psi (2) 2XKZ3 2646-22CT 451188 Clear Grease Gun Barrel 
DeWalt 20.0 Voltage Grease Guns DeWalt 20GW37 
Bare Tool Flex Hose 42" ive 37.0 Pistol Grip _ 10,000 psi No DCGG571B_ —-25DU73 Mfr. No. 2646-21CT, Milwauk 451190 
Battery Included Flex Hose 42" 1%" «37.0 __—~PistolGrip 10,000 psi 21RV47 DCGG571M1 25DU72 2646-22CT, 2646-20 peeunee 
932 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
aT T | 





GRAINGER CHOICE * 
Find the wy. Find Solutions. Find Great Prices. 








No. 49CT89 


LINCOLN 
Ea 





Cordless and Air-Operated 


Grease Gun Kits 


= Cartridge capacity 141 oz. 

= Bulk capacity 16 oz. 

= Cartridge or bulk grease loading 

For grease types up to NLGI Grade 2. Silver-color 
tube. 


Cordless—Nos. 49CT89, 49CT90, 30HL30, and 
30HL31 feature stable 3-point stance. 1260 Series 
have an air purge valve and integrated hose holder. 


1440 Series cycle indicator pin helps monitor grease 
output. 1840 Series with high-torque motor and 
high-capacity battery dispense up to 10 grease 
cartridges with a single charge. 


Air-Operated—Variable-speed trigger. Advanced 
pump design helps eliminate priming problems. /%4" 
FNPT air inlet. Air operating range: 40 to 150 psi. 
40:1 ratio. 


Portable Air-Operated 


Grease Pump Packages 
= Pump ratio 55:1 


Ct 





GREASE 


FLEET & VEHICLE MAINTENANCE 
Grease Guns & Pumps 





No. 1XGN5 
Nozzle Strokes 
Battery Extension Hose No.of fori-oz. Grease Gun 
Type Type Length Speeds Output Handle Style 
Cordless Grease Gun 
12.0 Voltage 
i-lon Flex Hose 30" —= 2.6 Pistol Grip 
Flex Hose 30" — 2.6 Pistol Grip 
Flex Hose = 1 = Pistol Grip 
14.4 Voltage 
NiCad Flex Hose 30° 2 90.0 Pistol Grip 
Flex Hose 30" 2 90.0 Pistol Grip 
18.0 Voltage 
NiCad Flex Hose 30" = 90.0 _ Pistol Grip 
Flex Hose 30" 2 20.0 Pistol Grip 
20.0 Voltage 
felon Flex Hose 36" 2 = Pistol Grip 
Flex Hose 36" 2 — Pistol Grip 
Air-Operated Grease Gun 
— Flex Hose 30" — — Pistol Grip 
Description 


Cordless Grease Gun Accessories 

12V Rechargeable NiCd Battery for Nos. 5JC28 and 6WB10 
14.4V High-Capacity NiCd Rechargeable Battery for No. 1XGN5 
20V Battery for No. 30HL30 

110V Charger for 12V Battery for Nos. 5JC28 and 6WB10 
110V Battery Battery Charger for use with Power Luber 

Clear Grease Tube 


ARO 


Pump Packages 


= Pump ratio 50:1 


asp = Max. pressure 7500 psi 





Air-Operated Grease 


Max. 
Operating 
Pressure 


8000 psi 
8000 psi 
6000 psi 
6000 psi 


7900 psi 
7900 psi 


7000 psi 
7900 psi 


10,000 psi 
10,000 psi 


6000 ps! 


4ZT49 
= Volume per minute: 22 oz. > “> = For NLGI 1 and NLGI 2 grease 
Se Mt Include air pump, air coupler/connec- 
Includes (Ib./gal.) Model _No. tor, pail/drum cover, follower plate, and 
Pump, Air Coupler, Booster Gun with 360 Degree, Z Swivel, 35/5 L6000 42ZT49 high-pressure hose 
Rubber Edged Follower Plate, Hose and Heavy Duty Metal Dolly 120/16 L6100 42150 . 
Volume Hose 
Fits Container Size per Minute Length 
Grease Pump with Gun 
35 Ib./5 gal. Pail 9 Ib. 10 ft. 
No. 35 1b./5 gal. Pail 7.5 Ib. 10 ft. 
* ; 5TCVO 120 [b./16 gal. Drum 9 Ib. 10 ft. 
Grease Pump 
Ai 0 G 400 ee gal. Drum & 125 Ib. 4 tt. 
= Portable Grease Pump with Gun 
a porate rease 120 Ib./16 gal. Drum 7.5 Ib. 10 ft. 
= Pump ratio 50:1 
= For NLGI 1 and NLGI 2 grease 
Include drum cover, rubber lined follower 
plate, and grease hose. A grease control oo 
gun with 360° Z-swivel comes with all es 
| |QUIDYNAMICS” 


except No. 5TCV3. 


Volume Hose 

Fits Container Size per Minute Length 
Grease Pump 
400 |b./55 gal. Drum 1.76 Ib. 10 ft. 
Grease Pump with Gun 
20 to 50 Ib. Container 2.40 Ib. (ai? 
30 !b./5 gal. Pail 1.76 Ib. 13 ft. 
30 |b./5 gal. Pail 4 |b. 13 ft. 
120 Ib./16 gal. Drum 2.40 Ib. 7 ft. 
120 Ib./16 gal. Drum 1.76 Ib. 13 Tt. 
400 |b./55 gal. Drum 2.20 |b. 7 ft. 
400 Ib./55 gal. Drum 4 |b. 13 ft. 
Portable Grease Pump with Gun 
20 to 50 Ib. Container 2.40 Ib. CM: 
120 Ib./16 gal. Drum 1.76 Ib 13: iL. 
120 Ib./16 gal. Drum 2.42 |b (aie 
120 Ib./16 gal. Drum 4 |b 13. 





Max. Item 7 

Pressure No. Air-Operated 
s00psi____srevs | Grease Pump 
5750 psi 3APE8 
aie — grey — | Packages 

psi : : 
5750 psi 3APE9 = Pump ratio 60:1 
5800 psi 5TCVO = Volume per minute: 48 02. 
7500 psi 5NUES 
9000 psi SOFKOd = For NLGI 1 and NLGI 2 grease 
7900 psi 5NUE3 Fits Container Size 
5800 psi 5TCV2 Portable Grease Pump with Gun 
7500 psi 5NUE4 35 |b./5 gal. Pail 
9000 psi 29FX03 120 1b./16 gal. Drum 





Volume 
per Minute 


48 oz. 
48 oz. 


com® to see YOUR Pricing and MORE 


Battery 
Mfr. No. 126 


Mfr. No. 120 


TXGN4 
(2) 1XGN4 


Mitr. No. 180 
Mtr. No. 180 


30HL32 
(2) 30HL32 


Air 


Motor Size 


2 
3 
2 
3 
3 


Hose 
Length 


6 ft. hose 
12-ft. hose 


2) Mir. No. 1261 


2) 


2) Mir. No. 1201 


1 1262 


1 1242 


1 1842 
1 1844 


~—if 


P, 


Mfr. 
Model 


LP2002-1-B 
LP3001-1 
LP2004-1-B 
LP3009-1 


LP3003-1 


Max. 
Pressure 


7200 psi 
7200 psi 


rE Lor 
oy 





Item 
No. 


49CT89 

49CT90 
6WB10 
vJ628 


SKNJ2Z 
1XGNO 


A5PV70 
41AA88 


30HL30 
30HL31 


2FRU5 
Item 
No. 


9J625 

1XGN4 
30HL32 
0/626 

3LKR5 

1XGP2 





Item 
No. 


4KK63 
4KK65 
4KK64 
42713 


4KK66 


Item 
No. 


6ANR1 
6ANR2 


933 





ad 


FLEET & VEHICLE MAINTENANCE Scan. Order. Done. |= 'f- 
Grease Pumps & Accessories Details on page Al. 

























i) 4 No. 6WB21 
(Drum Not 
Included) 


LINCOLN 
aa 





Air-Operated 
Grease Pump 


Packages 


= For NLGI 1 and NLGI 2 grease 
Include pail/drum cover, air 
connecting hose, high-pressure 
grease connecting hose with 
grease gun, and follower plate. 





Pump Volume Hose Max. Mfr. Item 
Fits Container Size Type Ratio perMinute Length Pressure Model No. 
Grease Pump 
120 Ib./16 gal. Drum Stationary 90:1. = 80.cu. In. Ott. 7900 psi ~=—-918 2DPK3 
120 Ib./16 gal. Drum Stationary 90:1 ‘90 cu. In. Sit 7900 psi 1418 2DPKS5 
400 |b./55 gal. Drum Stationary 50:1 80 Cu. in. Sit. 7500 psi 926 6WB23 
400 |b./55 gal. Drum Stationary 50:1 90 cu. in. 5 it. 7500 psi = 1426 2DPK6 
Grease Pump with Gun 
20 to 50 Ib. Container Stationary 40:1 5 Cu. 10. 7 ft. 4000 psi 4489  6WB20 


25 to 50 Ib. Container Portable with Pail Cover 50:1 80 Cu. In. aie 7500 psi 9989 2DPN9 
Portable Grease Pump with Gun 

20 to 50 Ib. Container With Band Dolly 40:1 9 Cu. IN. 7 tt. 4000 psi 4459  6WB19 
20 to 50 Ib. Container With Roll Around Base —_50:1 80 Cu. in. Cit 7500 psi —_—*989 1YTF4 


120 |b./16 gal. Drum With Band Dolly 40:1 9 Cu. IN. 7 tt. 4000 psi 4417 6WB21 
120 1b./16 gal. Drum _ Portable with Caster Base 50:1 168 Cu. in. 7 ft. 7500 psi 9917 2DPN8 
120 |b./16 gal. Drum With Band Dolly 90:1 80 Cu. In. 7 tt. 7900 psi 6917 36P444 


120 Ib./16 gal. Drum With Roll Around Base 90:1 ~——-80-cu. in. 7 ft. 7500 psi 917 6WB22 


ee ES * wesrwar 
Grease Control Guns & Valves 


Max. Pressure Mfr. Item 


Item Inlet (in.) Outlet (in.) (psi) Model No. 
Legacy 
Booster Gun Ys" NPT Coupler 10,000 _LCG1-01 6Y641 
pusase Control Gun Ye" FNPT 6" (H)NPT 7500 LCG2 42153 
incoln 
High Pressure Control Handle %' (F)NPT %FNPT 7900 81495 6Y914 
High Pressure Control Handle 4" (F)NPT % FNPT 7900 740‘ 6Y877 
Westward 
Booster Valve with Z Swivel %" (F)NPT ¥%FNPT — —  12ZTD2 
Control Valve Ya" (FYNPT = ¥% FNPT 7500 —  12ZTD1 
Grease Control Valve Ya" (FYNPT % FNPT 10,000 —  2CAN6 
siz , LINCOLN QI 
[Sxareee 
Grease Gun Tool Kits 
Item 
Description No. 
Westward 
Recessed Lube Adaptor, Narrow Needle Nose, Angled Lube Adaptor, 
No. 1ZTC9 Quick Connect Seal Off, Right Angled Coupler, Grease Injector 1ZTC9 


Needle, Quick Connect Hose, Pouch, (2) Adaptor Rings 
Grease injector needle, straight needle point, needlepoint coupler, needle nose 45FG56 
pcnense. grease coupler, rigid grease extension, grease hose and pouch 
incoln 

90° Lube Tool, Straight Extension,12" Hose, Slide-on 90° Coupler, 


Rubber Tipped Nozzle, Needle Nozzle and 360° Coupler AGN 

Legacy 

Swivel Pad, Straight Needle Point Coupler, 90° Needle Point 

Coupler, Right Angled Needle Point Coupler, Right Angled 42736 
No. 45FG56 Coupler, Rigid Grease Extension 8", Grease Whip 16° 


No. 3APG3 





LINCOLN + 
a WESTWARD 
Bearing Packer 


Designed to make lubrication quick and easy. 


Wheel Bearing Packer 


Clamps on to 25- to 50-Ib. original refin- 
ery containers. For bearings 9" with 





in. Ye" Item 
min. 76 ene adapter for smaller fan - cijesiwan. -duclades. te 
bearings of 1" to 1%" 0.D. Rapid Action Grease Gung Heavy Duty 3qpq3 
Mfr. Item No Bearing Packer Dust Cover 
H W Model No. A45FF31 Bearing Packer Grease Guns ee 13X054 
21 (ae 102929 6Y907 = Bearing Packer = 45FF31 
934 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
UTE 





FLEET & VEHICLE MAINTENANCE 
Grease Fittings 


Find our full selection of Grease Guns and Accessories at Grainger.com®. 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





Grease Fittings Kits *wesrwar WMC y 4 


No. of Item 
Pieces Includes No. 
Westward 
(8) Ya-2/ PIF 45°, (8) Ye-2/ PIF 90°, (15) Ye-2/ PIF straight, (25) /4'"- 
60 28 SAE-LT Straight (1) Professional Hand Coupler, (1) Air Operated Equipment 2CAN7 
Coupler, (1) Right Angled Coupler, (1) Needle Nose Dispenser 
60 (12) M8-i1mm 90°, (12) M6-1mm Straight, (12) M8-1mm Straight, (20) M10-1mm Straight (1) OCANS 
Professional Hand Coupler, (1) Air Operated Coupler, (1) Right Angled Coupler, O Needle Nose Dispenser 
65 Ve'-27 PTF, ¥4'-28 SAE-LT, M6-1mm Straight, M8-1mm Straight, Easy Out Tools, Small, 13X065 
Large, Grease Fitting Caps, Professional 4 Jaw Couplers,, Grease Fitting Thread Tester 
100 (15) Ye'-27 Straight, (10) ¥"-27 45°, (10) ¥8"-27 90°, (15) %4"-28 Straight, (10) 4"-28 45°, (10) %4'-28 90°, 3APF4 
10) Grease Fitting Caps Red, (10) Grease Fitting Caps Yellow, (10) Grease Fitting Caps Black,Plastic Case 
15) M6-imm Straight, (10) M6-1mm 90°, (15) M8-1mm Straight, (5) M8-1mm 
100 0°, (15) M10-1mm Straight, (10) M10-1mm 90°, (10) Grease Fitting Caps Red, 3APF5 
Giacal (10) Grease Fitting Caps Yellow, (10) Grease Fitting Caps Black,Plastic Case 
incoln 
100 (20) Ys" NPT Straight, (40) %4'-28" Straight Short Thread, (10) 4'-28" 45°Short 6Y864 
inatisk Thread, (10) %" NPT 65°,(10) %" NPT 90° (10) %4'-28" 90°Short Thread 
ingfisher 
(36) Ye'-2/ Straight, (12) Ye'-27 30°, (12) Ye'-2/ 45°, (12) Ye'-27 65°, (12) ¥e'-27 90°, (24) Y4'-28 
Straight, (12) 4"-28 45°, Wel Ya'-28 90°, (10) Green Grease Fitting Cap with Retaining Ring, (10) 
194 Yellow Grease Fitting Cap with Retaining Ring, (10) Red Grease Fitting Cap with Retaining Ring, 4RZK9 


(10) White Grease Fitting Cap with Retaining Ring, (10) Black Grease Fitting Cap with Retaining 
Ring, (10) Blue Grease Fitting Cap with Retaining Ring, (2) 4, “% Fitting Tools, Metal Case 


Grease Fittings 


= Find more Grease Fitting sizes and styles on Grainger.com® 
Meet appropriate SAE and DIN requirements. 











* 











~ No. 
Fitting | Overall Grease Item Pkg. Fitting Overall Grease Item Pkg. 2PA89 
Thread Size Length Fitting Material Fitting Style Brand No. Qty. Thread Size Length Fitting Material Fitting Style Brand No. Qty. 
Straight Head Angle 90.0° Head Angle 
M10-4.00mm —22——stainless Steel__Standard _ Westward 52NZ95_10 =_M10-1.50mm 21.0mm Steel Standard _ Kingfisher 1XGK7 10 
Ye" Steel Standard Westward 52NZ38 10 270" Stainless Steel Standard Westward 52PA05 10 
M10-1.50mm 16mm Steel Standard Kingfisher 1XGK5 10 Yy"-97 4%q" Steel Thread Forming Kingfisher 3APA7 10 
14.2mm Steel Thread Forming Kingfisher 3APA8 10 27/39" Steel Standard Westward 52NZ59 10 
M6-1.00mm %' Stainless Steel Standard Westward 52NZ82 10 34/39" Steel Standard Westward 52PA18 10 
ye" Steel Standard Westward 52NZ27 10 Vg'-28 ya" Steel Standard Kingfisher 3ANZ8 10 
Y," Steel Drive (Push-In) Kingfisher 2PA93 10 Ya'-18 Ve Steel Standard Kingfisher 2PA87 10 No. 
Ve 3%4" Stainless Steel Drive (Push-In) Westward 52NZ78 10 Yj"-28 4¥4" _ Stainless Steel Standard Westward 52PA04 10 52PA04 
ae Steel Drive (Push-In) Westward 52NZ26 10 4%" Steel Standard Westward 52NZ48 10 
4%" Steel Button Head Kingfisher 5PU34 10 45.0° Head Angle 
Yy"-97 2¥2"__ Stainless Steel = Standard =~ Westward 52NZ85 10 Yy"-97 5¥64" _ Stainless Steel = Standard =~ Westward 52PA07 10 
2Y%39" Steel Standard Westward 52NZ29 10 564" Steel Standard Westward 52NZ57 10 
27/39" Steel Standard Westward 52NZ99 10 Ye'-28 664" Steel Standard Kingfisher 3ANZ4 10 
Yj'-28 3%" Steel Standard _ Kingfisher 3ANZ2 10 Y4'-18 1%" Steel Standard _ Kingfisher 2PA86 10 
3%" _ Stainless Steel Standard _ Kingfisher 3APA1 5 Yj'-28 5¥64" __ Stainless Steel Standard _ Westward 52PA03 10 
5%4" — Stainless Steel Standard Kingfisher 2PA89 10 5¥eq" Steel Standard Westward 52NZ49 10 
Va'-18 5¥6q" Steel Button Head Kingfisher 5PU35 10 
Vis Steel Standard Westward 52NZ34 5 
Y4"-19 136" Steel Standard Kingfisher 3ANZ3 10 
Y4'-28 3%64" _ Stainless Steel = Standard = ~-Westward 52NZ73 10 
3%" Steel Standard Westward 52NZ23 10 
*(WistwarD’ 
Easy Out Grease Fitting Tool Kits 
No. of Item 
Pieces Includes No. 
Grease Fitting and Installation Tool Kit 
101 Ye'-27 PTF [(22) Straight, (5) 30°, tsi 45°, (10) 65°, (10) 90°], “4'-28 SAE-LT [(22) Straight, 5NUF2 
(10) 45°, f 3h 90°], Easy Out Tool (Small), Easy out Tool (Large), Plastic Case 
101 M6-1mm [(30) Straight, (5) 45°, (10) 90°], M8-imm [(14) Straight, (5) 90°], M10-1mm [(20) 5NUF3 
Straight, (5) 45°, (10) 90°], Easy Out Tool (Small), Easy Out Tool (Large), Plastic Case 
Easy Out Tool 


15F208 


Hardened Tap for Retapping 4-28 Holes, Screw Extractor for Removing Worn and Broken Grease Fittings 


Oilers * Westward’ 





Spout ae , tiem = Tin-plated steel bodies 
ye mM) wap 0. except No. 2LAJ2 is plastic No. 
Pistol Grip Handle with Flat Base . 
Rigid 4 607. 2LAH2 aa Reusable Sprayer 
Flexible 7 1pt.  2LAK4 
Pistol Grip Handle Refillable sprayer uses 
Rigid 4 60z. —2LAH7 compressed air to deliver a 
g ; ot ee uniform, controlled mist spray ™* 
F 2. : 
Flexible 5 Gor LAK? of bulk lubricants, penetrants, 
Thumb Operated Lever Handle degreasers, solvents, and w; aif 
Rigid 8 7 ot ae cleaners. 80 to 150 psi operat- MESTWAE 
5 6 a 1EKE7 ing pressure. Top-fill carbon 
6  100z. 2LAJ6 steel canister with blue enamel 
7 130z. 2LAJ8 
Flexible 74 ot LAN coating. Not for use with paint. 
9 160z. 21EM25 Cap. _— Dia. H Item 
8  230z.  2LAH9 (oz.) _(in.) —_(in.) No. 
9 qt 2LAH6 32 4 7% 31ER19 
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FLEET & VEHICLE MAINTENANCE 
Transfer Pumps 


Scan. Order. Done. 
Details on page A1. 





ARO ‘*wesnar <2Ez> 
Heavy-Duty High Flow (Oil, ATF) Pumps 


Pump Packages—Nos. 4Z112 and 5TCU6 include 
pump, control handle, meter (pts.), drum cover, and 
6-ft. hose. No. 41212 also has a band dolly. 


No. 45CT51's 3:1 pump transfers oils up to SAE 130 
up to 30m; with 3.5m hose. No. 45CT52's 5:1 pump 
dispenses oils up to SAE 240 up to 50m; with hose 

reel. Both include steel trolley, air-operated oil pump, 
digital oil control gun, and miniature filter-regulator/ 


ARO® Thunder™ Pumps—Stall-free, ice-free air 
motor design. 85dB. Include 2" bung adapter. 1%" FNPT 
air inlet. 


Westward® Pumps—Oil pumps come complete 
with bung nut. No. 3APF2 features all-metal, 
industrial-quality construction. With spigot and piping 
connectors. No. 3APE7 composite construction allows 
the pump to operate without using a lubricator unit in 








the air supply. lubricator combo with gauge. 
Working Outlet 
Air Motor Container Flow Max. Air Pressure Fluid Iniet Fluid Outlet Item 
Pump Ratio Size (in.) Size Max. (gpm) _InletPS! Max. (psi) Thread (in.) Thread (in.) Brand No. 
umps 
eee Sa 3 1 Fe 2 — 
do gal. 2 D 4 2 ro A4KK57 
en nok included) 4 a Stub 37 115 345 1 FNPT ve FNPT Westward 3APF2 
22 — (0 115 345 — ¥4 MNPT Westward 5TCT8 
23 D0 gal. fad 115 345 = Yo MNPT Westward 5TCU0 
2% 2/5 gal. 1 115 345 — Yo MNPT Westward 5TCU1 
3 Stub 6 150 750 1% FNPT Yo FNPT Aro 4KK59 
3 16 gal. 6 150 750 1% FNPT Yo FNPT Aro 4KK60 
3 55 gal. 6 150 750 1% FNPT Yo FNPT Aro 4KK61 
5 3 2/5 gal. 6 150 750 1% FNPT Yo FNPT Aro 4KK62 
— Stub 4 145 125 1 FNPT Yo" FNPT Westward SAPE/ 
2% 2.8 gal. 6.6 115 580 — ¥4 MNPT Westward 5TCU2 
22 55 gal. 6.6 115 580 — ¥4 MNPT Westward 5TCU4 
2” 2/5 gal. 6.6 115 580 — ¥4 MNPT Westward 5TCU5 
Pump Packages 
16 gal. 6 150 450 — — Aro 427112 
| 2% 16 gal. iD 115 345 — ¥4 MNPT Legacy 5TCU6 
2 90 gal. 3./ 145 435 — Vp Westward _45CT51 
Jl 2% 56 gal. 47 145 125 — Vp Westward 45CT52 


Fluid Transfer Pumps 


Lever-Action—No. 5NUD4 is for dispensing oils and antifreeze from 15- to 
55-gal. drums. 









44U105 No. 5NUD5 is for dispensing heavy oils from 5-gal. pails. Handle has 3 settings for 


use with oils of different viscosities. 





LINCOLN 
=a 





Fluid acice Rotary—Westward® pumps come complete with 2" cast-iron bung nut and 
3-pc. threaded suction tube for use on 15- to 55-gal. drums. No. 5NUD6 works in 

Transfer both directions, to empty and refill drums. No. 5BUD8 has a 3:1 gear pump ratio. 

Pumps No. 41AA65 transfers light- to medium-viscosity noncorrosive petroleum-based 


‘i a . : 1 iT 
fansier-ailedieSel Kerosene pools petro- fluids from 55-gal. containers. 1 gal. per 18 revolutions. Spout 0.D. 1c". 


leum-based fluids, hydraulic oils, and automatic tom 





oe, ees ees : Includes Type Output Brand No. 
transmission fluid. Fit 16- and 55-gal. contain- ce ae ai Ea aa a : Ss 
" 2" an rum Bung, Steel Discharge ever OZ. per 
ers with 2" bung opening. No. 14U106 is FM Spout, and Telescopic Suction Tube Action Stroke. Westward SNUD4 
Certified for gasoline transfer. Adjustable and Telescoping Pipe Oil 10 0z/Stroke Legacy 42ZT37 
” a , Lever Action Bucket rump sist 
ax. I. em 18" Pump with 12° Drum Cover, and 4-it ; p to 4 oz. 
Includes Output Model No. PVC Hose with Steel Discharge Spout Oi per Stroke Westward 5NUDS 
Drum Pump Rotary Transfer Pump 
Wistany Pa gpm 13s) OMBZ9 se lron aad — i si se Spout : 7 “Botton Westward 5NUD6 
8 ft Hose, Aluminum uminum Die Cast Pump and Handle with Security land 7 oz. Per 
Nozzle and Hanger Ogpm 1385-H 14U105 Locking Latch and Steel Discharge Spout Fuel Rotation Westward SNUD7 
8 Ft Hose, Non- No. Aluminum Die Cast Pump and Handle Oil and 1 Pint Per 


sparking Dispense 41AA65 with Security Locking Latch and Steel Westward 5NUD8 


Fuel Rotation 














rea ea es se 10gpm 1387 140106 pischarge with al Discharge Hose — 
ame Arrestor And Vacuum ast Iron 2 Vane Pump, 42° Stee ingle = + an att 
breaker Suction Pipe, 7oz. Per Stroke Direction Lubrimatic 41AA65 
TT * _ LINCOLN 
* : Sa 
Downs K Suction and 
) OWNSIFOKE Transfer Guns 
Flow Pump Evacuates and dispenses fluids. 
For use with 5-gal. containers No. 3APG2 is a dual-direction trans- 
with plastic pull out (Rieke® fer gun that draws in and pumps out 
spout) or 2” external threads. liquid in a single stroke. 
ae Choice of 7 adapters for use \ La peed : —_ tam 
with most metal and plastic <4 Taster fae °: 
a containers. 12 oz. Westward  3APG2 
Sutin Gun 
Hose Item 2" 16 0z. Westward _1ZTC6 
i) © S&S Length Output No. 15°46 oe Westward —-aae'503 
48" Up to 1.9 oz./stroke 21EM38 No. 6WB11 12" {8 oz. Lincoln _ 6WB11 
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GRAINGER CHOICE® FLEET & VEHICLE MAINTENANCE 
Find the wy. Find Solutions. Find Great Prices. Transfer Pumps & Meters 


y 








Hose Reel Kits 


Reels consist of heavy-gauge steel with 
corrosion-resistant components. Mount 
in a variety of positions. 





In-Line Grease/Oil Meters | '°s¢ With swivel. and 50-ft. grease 


hose. 
Measure the flow rate in grease/oil filling systems. 


[R 





Oil Hose Reel Kit—!Includes electronic 





Grease Hose Reel Kit—Comes 4ZT52 | 
complete with booster gun, 3-ft. lead-in 4 


Operating i i uN i ALEMITE 
| Pressure Dial/Digit . Dial em te oe pla S 
__Item psi otals Graduation 0. extension, o-Tl. }ead-in Nose with Swivel, i 
Pigital Grease g999 9999 Ibs. | —  30RZ31_ ‘| and 50-ft. oil hose. “pool Moen 
Digital Oil 99999.9 . Max. Pressure Mfr. Item 
Met ae 599065 pecan G Heat 1K on Hart aa a a ae 
echanica rease Hose Reel Kit a ak 4215 = iti j 
Oil Meter 1000 “Quarts 9-10 Quarts 15F216 Oil Hose Reel Kit 5000 rseR——azte2— | |Nree-position adjustable lever adapts pump to 
lubricant type and operating conditions. 
Outlet 
Pressure 
Max. Outlet Item 
Cap. (psi) Size Output Includes No. 


0.30 Button Head Fitting, 















5000 Neue oz. per Plug Button, Hose and 48WC51 
ge Stroke _ Coupler Assembly 
a Fr 
— 
5 * GRAINGER LINCOLN 
Fluid Control Meters APPROVED Sy 
Use to dispense measured volume of oil and other fluids. 
No. 6Y879 features preset countdown indicator up to 60 qt. 
Operating Mfr. Item 

-" Item Pressure (psi) Dial/Digit Totals _ Dial Graduation Model No. 

plait Oil Control Gun f= 750 9 pint/qt/L/gal. 0.01 pint/qt./L/gal. = STCV7 *& 
incoln WESTWARD 
Analog Oil Meter 1000 16 qt. Ys Qt. 8// 6Y878 a 
Oil Control Valve 1000 — — 758F 6WB35 
Ol Cont Val 00 = = 7s ——twese— | Gear Oil Pump 
a i $l “gs — ge — | Includes pump, 6-gal. container, cover, 6- hase 

ronic Lu r int/qt. ; 
Digital Oil Meter 1500 L or gal. L/gal. 967 6Y912 and discharge spout. 

Westward Item 
Oil Control Gun — — — — oTCV8 Description No. 
Digital Oil Control Gun 1000 999,999.9 Units 0.001 Units 33RL88 33RL88 Lever-Action Handle 5TCU8 

High Flow Qa ee 
LINCOLN® 


Single-Acting Oil Pumps—Self-priming. No. 1XGNG6 is designed for 
placement in 25- to 275-gal. bulk tanks with supplied bung bushing. 


Bare Stub Oil Pumps—No. 1XGP1 self-priming pump develops a suction 
head up to 25 ft. of oil after priming. 


LEGACY™ 


Stub Design—Pumps are nonicing and have muffled exhaust. Each 
includes 2" bung adapter. Optional Telescopic Suction Tube No. 42143 is 
available to fit bulk tank containers. (Not for use with waste oil.) 

Note: Choose the pump ratio 





LINCOLN 
ae 





Air-Operated Oil Transfer 


for vue particular application: Min. Air "Ae Air inlet outlet Pump for Pump Systems 
1:1 High Volume for transfer Pump Consumption Inlet Inlet Max. Inlet Thread Thread Multiple Mfr. Item : . . 
through short runs with small Ratio @100psi Pressure psi Output (in.) in.) (in.) Outlets Model No. = Min. psi Inlet: 40 
pressure drops. 3:1 Medium Eines = Max. psi outlet: 200 
Volume for use in portabl ingle-Actin . 
ndsnnay olden 14 Sim OD 9 apm YB BB AS ee Cons 3 
5: A uU p ump Container I. em 
sysiems composed of Bare Stub aa Ratio Size Includes Model No. 
pipelines and/or hose reels 31 10cim 40. 200 6.0gpm “% T'FIS5S'M % Yes 282396 1XGP1 Bung Bushing, Volume 
and fluid meters. 5:1 Heavy- = 5-440 cfm 40 200 6.0gpm % T'F/5'M % Yes 984933 1XGNQ 3:1 55 gal, Union Elbow, Air Coupler, 5494 oppLe 
Duty High Volume for use in oil ‘Legacy a Nipple, Ae 
distribution systems with long Stub Design u Hose and SRD 
pipelines and/or hose reels 1:1 7 cfm 40 140 14gpm % 1 V4 No L3510 42ZT44 3-4 250/275 Kit. Air/Lubricant Hose 284168 2DPL4 
and fluid meters. Pump to 3:1 5 cfm 40.140 9.259pm % % % Yes 13530 42745 i and Bung Bushing 
multiple bays simultaneously. Tepacepie Suction Tub : [3503 AZT 5:1 16 gal. resi es 2535 2DPN3 
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FLEET & VEHICLE MAINTENANCE Scan. Order. Done. 
Parts Washers & Accessories Details on page A1. 





* GRAINGER 
APPROVED 


ws | 
AAPL ALLY 
Water- a 
Accessories | No.4KTV7 5 No. 4KTV6 | 


WESTWARD 
Based Parts 
= Powder-coated steel construction Fully flexible nozzle and fusible link automatically closes the lid in case of fire. Double driving pump for higher 








Washers and No. 4KTV9 


No. 35MT16 





= 120V/60Hz cleaning efficiency. No. 4KTV8 has 4 swivel casters for easy movement. 2 casters have brake function. 
Work 
Pump Size Light Filtration Includes Type 









3gal. | 17 138% | CD 264 gp No No omponents She Bench Top - Westward 4KTV9 
20 gal. | 30 20% /A% |  3/ 316 gp No No Oil Tray, Large Drying Shelf and Removable Drain Tan 0 Gauge Steel Moble Work Cart Westward _4KTV7 
_20gal. | 30 20% 10% | 84% 264 gph No. —No ___ Large Components Shelf and Small Parts Tray __20 Gauge Steel Work Stand _— Westward __ 4KTV6_ 
40 gal. | 43 20% 10% 5 16 gp No Yes ‘Large Components Shelf and Small Parts Tra § Gauge Steel Work Stand —~Westward 4KTVE 
Aqueous Duel Basin Parts Washer —_ a ; 

A0 gal. | 43 20% 10% 6 YP \lo Yes ift Off Cover with Safety Plate 8 Gauge Steel Work Stand Westward vIT16 





fe} =o) 
Water-Based Mobile Parts Washers 


SmartWasher® bioremediating parts washing systems are 
conveniently packaged with high-performing, heavy-duty SW4 
OZZY JUICE® water-based cleaning/degreasing solution and 
FL-4 OZZYMAT multilayer filter to remove oil, grease, and other 
contaminants from parts. The process is designed to help avoid 
the need to replace cleaning solution, reducing downtime, and to 
eliminate hauling and disposal of hazardous waste fluid. 


rea Pump Work Mfr. Item 
Cap. L W Depth in. Size Light Filtration Includes Series Model No. 











ermoplastic Wor Stan ee _ _ aoe 7 = : 
2ogal. | 22% 30 8 | 47 300gph Yes Yes ~~ (2) Brush Stations, Light Kit, Parts Basket W-28XE SUPERSINK XE_ 14710 45 TV46 
Water Based Parts Washer Kit 

ermoplastic Moble Wor art 

















5 gal. SW4 OzzyJuice® Fluid, FL4 OzzyMat® Filter —_—SW-423 14740 AB TVET 
15 gal. ._ SW7 OzzyJuice® Fluid, FL4 OzzyMat® Filter W-723 474 45TV54 
5 gal. SW4 OzzyJuice® Fluid, FL4 OzzyMat® Filter SW-437 14741 45TV5. 
dogal. | 33 27 W7 OzzyJuice® Fluid, FL4 OzzyMat® Filter W-737 474 451TV5 
Thermoplastic Work Stand ee eee ——— a eee 
25 gal. 22; 30 8 42 300gph No Yes ~~ SW28 Unit, (5) 5 gal. SW4 OzzyJuice® Fluid, FL4 OzzyMat® Filter W-428 Supersink 4/5/ _ 52GZ94 
5gal. | 22% 30 8 | 42 300gph No Yes  —— SW28 Unit, (5) 5 gal. SW7 OzzyJuice® Fluid, FL4 OzzyMat® Filter W-7 0 >upersint 14799 _92G2Z96 
5gal. | 22% 30 8 | 42 300gph Yes Yes | SW28XE Unit, (5) 5 gal.SW4 OzzyJuice® Fluid, FL4 OzzyMat® Filter SW-428XE SuperSin' 476 52HAC 
Mfr. Item 
Description Model No. 
Accessories 
_SmartWasher’ Fi-3 OZ2YMAT_ singe La ayer Fluid Activation Mat___ 14149 ___SYK88 
SmartWasher® " 10XK2 





Solvent-Based Parts Washers GP). 


= All steel construction have 50-micron polypropylene particulate filters with 
= Spring-loaded lids with 165° fire link visible filter bowls. Dyna-Trap filter bags remove oils 
= Directional spouts with On/Off control and greases from solvent. Filters remove particles 
Washers circulate solvents to remove grease and down to 10 microns. Only the filter elements are 

oil from automotive parts. Filters trap contaminants disposed of. Fire links close lids automatically in the 


to extend solvent life. Model 5100 filtration systems event of a fire. No. 43NR93 has baked-on enamel 
finish. No. 453D06 has powder-coat finish. 


Tank Basin Dim. (in.) | Overall Pump Work Item 
Cap. L W__ Depth | H (in. Size Light Filtration Includes Type No. 





0 : : 0 D 
S0gal. | 3222 10 | 40 1689pn NoYes Trap Cover, 20 gal. o byna 113° Pedestal, 453006 


| | Heavy Duty Work Stand, Lower 16 Gauge Steel 
35 gal. 24 28 "1 43 168 gph — No Yes > ss Storage Shelf, 50 Micron Filter Work sland 43NR93 


7h Ceara, pe 








No. 453D06 Dyna Trap Filter Bag _ —— «903402 43 NR87 
iter Cartridges 5110 0 Micron 0490 453D26 
No. 43NR93 Filter Cartridges 5150 50 Micron 905502 43NR88 
938 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


FLEET & VEHICLE MAINTENANCE 
Parts Washers & Accessories 





Solvent-Based Parts Washers and Chemicals 


=» Powder-coated steel construction 


@ Graymills 


Handi-Kleen’’—Tanks have bottom drains for easy clea- 


— 


, 


J 






= 115V/60 Hz 


Manual washers feature fusible safety link that 
closes the lid in event of fire. The lid is spring- 
loaded on Clean-O-Matic™ models. For handheld 
brush cleaning, add optional Flow-Thru Brush 
No. 45NW41, available on Grainger.com®. 
Deluxe Drum-Mount and Clean-0-Matic 
washers comply with most freeboard compli- 
ance regulations. All units are ETL Certified for 
U.S. and Canada. 


Solvent Drum Mount—Can be placed at 
jobsite for on-the-spot cleaning. Proprietary 
retractable pump reduces lifting height to mini- 
mize back strain. Include flexible metal flush 
hose, drain filter, and adjustable work light. 


nout. Seal-less machine tool-grade pump produces 400 gph 
of carefree operation. No. 32746 work shelf supports parts 
above fluid level and is removable for access to soak tank. 
Features flush hose and filter basket. 


Clean-0-Matic™—Provide 3-way cleaning action delivered 
by directed steam, flush hose, or in-tank agitation. Include 
filtration system, 2400 gph cast-iron pump, and bilevel work 
shelves. No. 4KTX1 also includes casters. No. 4KTX2 is sized 
for engine blocks, transmissions, and compressors. 


Aqueous—Heated washer converts soak-to-sink and back 
again for configurations tailored to your needs. Corrosion- 
resistant construction with thermostatically controlled heat 
up to 110°F and GFCI protection. Unit includes drain screen, 
in-line canister filter, flow-through brush, flexible stay-put 
flush hose, and low-liquid protection. 


No. 
32901 





Tank Basin Dim. (in.) Overall Pump Work Mfr. Item 
Cap. L  W __ Depth H (in.) Size _ Light Filtration Includes Type Model No. 
Solvent Parts Washer 
Clean-0-Matic™ 
42 gal. o2 21 10 of 2400 gph_ No Yes _ Spray Nozzle, Flush Hose, Agitation Manifold, and Removable Work Shelf 16 Gauge Steel Work Stand 500-A__4KTX1 
Henan a 38 28 17 38 2400 gph_ No Yes _ Spray Nozzle, Flush Hose, Agitation Manifold, and Removable Work Shelf 16 Gauge Steel Work Stand 900-A_ _4KTX2 
andi-Kleen™ 
15 gal. [29% 15% 6 39 400 gph_ No Yes Removable Workshelf and Small Parts Basket 16/18 Gauge Steel Work Stand PL36-A 32/746 
42 gal. 3622 10 39 400 gph_ No Yes Removable Workshelf and Small Parts Basket 16/18 Gauge Steel Work Stand PL422-A 32814 
Solvent Drum Mount 
16 gal. oe. 10 8% 3f 170 gph _ ‘Yes Yes Worklight and Retractable Pump 16 gal Drum Pedestal DMD232 32901 
30 gal. 36 =. 20 8% 39% 170 gph_ ‘Yes Yes Worklight and Retractable Pump 30 gal Drum Pedestal DMD236 32986 
Aqueous Parts Washer 
Aqueous 
30 gal. 35 21% 9 38 300 gph No Yes Work Brush, Flush Hose, and Removable Work Shelf Thermoplastic Moble Work Cart PH922-A 38ZK81 
"™ ot G 
ji gs Sd j C.) i EP... 
Parts Washer Chemicals ~:~ @ Graymills ) 





Bio-Circle®—Solvent-free, bio-remediating parts clean- Graymills—Parts washer solvents are for cleaning in Graymills parts washers. 
ers and degreasers safely remove grease, oil, and grime Biodegradable aqueous cleaners remove organic and inorganic soils including 
from all steels and most aluminum alloys. Cleaners are grease, oil, epoxy, paint, plating salt, and rust. Bioremediating aqueous cleaners 
nontoxic, nonflammable, VOC-free, and safe on skin. are pH-neutral to help the microbial process in Graymills Bioremediation parts 


B'laster®—Safely and quickly removes oil, grease, and. Washers. 


grime from metals, most plastics, and painted surfaces 
without leaving any residue. 


Oil Eater©—Powerful formulas dissolve grease and grime from almost any 
surface; feature anticorrosion chemistry. Original formula parts cleaner is a 
versatile, alkaline-based product. Orange-scented solution is a highly concen- 


CRC®—Aqueous, industrial-strength degreasing ‘evisu ee base alalna cleaner 


solutions are PH-neutral, VOC-free, noncorrosive, 
nonflammable, and biodegradable. For parts cleaning in 
preventative maintenance and repair facilities, industrial 
manufacturing plants, automotive repair shops, and 
metal fabrication facilities. 





ZEP—Odorless parts washer solvents are safe to use on all metals. Thy leave a 
light oil film to protect against rust and corrosion. Solvents with citrus are forti- 
fied for extra cleaning power. Recirculating spray wash powder detergent for hot 
vat or recirculating spray wash cabinets removes grease and industrial soils. 








Flash Mfr. Item 
Biotival Description For Use With Type Size Point (°F) Color Model No. 
io-Circle 
BIO-CIRCLE L™ Parts Washer Cleaning Solution BIO-CIRCLE® Parts Cleaning Systems Water Based 5.2 gal None Cloudy 95A007 A4TKJ7 
BIO-CIRCLE L™ Parts Washer Cleaning Solution BIO-CIRCLE® Parts Cleaning Systems Water Based 55gal None Cloudy 95A008 4TKJ8 
BIO-CIRCLE ULTRA™ Parts Washer Cleaning Solution BIO-CIRCLE® Parts Cleaning Systems Water Based 5.2 gal. None Cloudy 95A107 —38N831 
Be 100™ Cleaner Degreaser BIO-CIRCLE® Parts Cleaning Systems Aqueous oo gal. 248° Clear 93G168 34NK14 
aster 
one Washer Solvent Solvent Parts Washers Solvent 1 gal. 145 Clear 128-PWS 16W543 
OzzyJuice® SW-1 Parts Washer Cleaning Solution Degreasing Solution Water Based 5gal. None Clear 14156 1CXK1 
OzzyJuice® SW-3 Parts Washer Cleaning Solution Truck Grade Degreasing Water Based 5gal. None Clear 14720 45TV48 
OzzyJuice® SW-4 Parts Washer Cleaning Solution Heavy Duty Degreasing Water Based 5gal. None Orange 14148 5YK87 
OzzyJuice® SW-7 Parts Washer Cleaning Solution Parts/Brake Cleaning Water Based 5gal. None Clear 14721 45TV49 
OzzyJuice® SW-8 Parts Washer Cleaning Solution Aircraft & Weapons Degreasing Water Based 5gal. None Clear 14722 45TV50 
peice SW-8 Parts Washer Cleaning Solution Aircraft & Weapons Degreasing Water Based 55 gal. None Clear 14724 52GZ75 
raymills 
Aquatene 330 Biodegradable Aqueous Cleaners Water-Based Parts Washing Water Based 5gal. None Green GM330-C5 5W274 
Regular Agitene™ 141 Parts Washer Solvent Metal, Plastics and Painted Surfaces Solvent 5 gal. 141 Blue M2062-141 12Y139 
Super Agitene™ Parts Washer Solvent Metal, Plastics and Painted Surfaces Solvent 5 gal. 105 Green M5005 2W352 
Super Agitene™ 141 Parts Washer Solvent Metal, Plastics and Painted Surfaces Solvent 5 gal. 141 Green M5005-141 2RE49_ 
Super Biotene™ 550 Bioremediating Aqueous Cleaners Water-Based Parts Washing Water Based 5gal. None Brown GM550GR_ 4WT03 
aes Biotene™ 880 Bioremediating Aqueous Cleaners Water-Based Parts Washing Water Based 5gal. None Clear GM880-5 12Y141 | 
il Eater . 
Parts Washer Cleaning Solution Cleaner & Degreaser Water-Based gal. None Yellowish AOQD1G35437 4NHH6 | 
Parts Washer Cleaning Solution Cleaner & Degreaser Water-Based 5gal. None Yellowish AQD5G35438 4NHH7 
Parts Washer Cleaning Solution Cleaner & Degreaser Water-Based 30gal. None Yellowish AQD3035444 4NHH8 
Parts Washer Cleaning Solution Cleaner & Degreaser Water-Based 5o gal. None Yellowish AQD5535389 4NHH9 
Parts Washer Cleaning Solution with Orange Cleaner & Degreaser Water-Based 5gal. None Orange AOD5G11904 4NHJ1 
mits Washer Cleaning Solution with Orange Cleaner & Degreaser Water-Based 5ogal. None Orange AQD5511906 4NHJ2 
ep 
Parts Washer Solvent Solvent Parts Washers Solvent oo gal. 143 Clear 1041638 4UZE7 
Parts Washer Solvent with Citrus Solvent Parts Washers Solvent 5 gal. 142 Clear 1041597  4UZE8 
Recirculating Spray Wash Detergent Spray Wash Systems Powder 40 lb. None White 1041743  4UZF1 
Water-Based Parts Washer Concentrate Water-Based Parts Washing Water Based —_O gal. 212 Light Green 1041599 4UZF2 No. 
Citrus Parts Washer Cleaning Solvent Solvent Parts Washers oe 55 gal. 142 ClearColorless 1041639 4UZE9 449V39 
Dyna 143 Parts Washer Solvent Solvent Parts Washers Solvent 5 gal. 143 Clear 036635  43NT10 
Dyna 143 Parts Washer Solvent Solvent Parts Washers Solvent 20 gal. 143 Clear 36650 44939 
Zone Defense Parts Washer Cleaning Solution Solvent Parts Washers Solvent ogal. 142° Clear Yellowish J32835  453D44 
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FLEET & VEHICLE MAINTENANCE Scan. Order. Done. 
Hydraulic Service Jacks Details on page Al. 





Hydraulic Service Jacks 


Feature dual-leveling mechanism and reinforced 
flanged side frames. Air/Hydraulic models with 
T-handle house the air connection and release valve 


*(WEsTwaRD 
Hydraulic Service Jacks 


Equipped with a built-in bypass device to 
prevent damage to jack from overpumping. 





for operation. Lifting Height Lifting Chassis Handle Item 
Lifting | Lifting Height | Lifting Chassis Handle = Mfr. Item ‘aaa Lifting Function Service yall®___—_Range____Length ___Length__No. 
Capacity Min. Max. Range Length Length Model No. 9 tons rey 50" 1554" 91%" 491%" 34NK71 
Hydraulic Service Jack Hydraulic Service Jack 
2tons | 4%" 20° 15" 28/4' 43° HW93642W__4CWJ6 > tons WA 179; 139) 5775! 47%;"  95WF43 
3 tons 34" 23 V2" 18%" 31%" 50" HW93652W_ _ 4CWJ7 9% tons Bt To" 11% OA" O45" 32065 
4 tons 0/2" 2642" All 48" o1%4' HW9365/7 AC WJ8 9% tons Al T9V;" AH" OTH 46%," 32EY95 
10 tons 64" 25%" 1854" 5312" 96" HW93660 4CWK1 3% tons q" Ea 17%" 307%" 19 7;" 13X032 
Air/Hydraulic Service Jack 4 tons 5 24" 19" 47%" 405" 1ZKX4 
4 tons bY" 2612" 21" 48" 9194" HW9366/ 4CWK4 5 tons 7" eX dl 20" 55%," 405%" 1ZKX6 
10 tons 6y2" 25%" 19" 94" 53" HW93662 4CWK2 9 tons 62" 224" 1594" 92/4" 46" 5ML69 
Service Jacks Gizzuaa—SSCS~Cscnt a a 
7 tons 8 5 8° is 8" 
Service Jacks OMEGAL/7 Air/Hydraulic Service Jack 
: : 4 tons iy 24" 19" 50%" 4054" 5455 
= Side frame handles allow easy Carrying 5 tons a7" 7" 00" Dba," 47s" 5M456 
=» Extra-wide wheels add stability under stress 10 tons Th 21% 20 d9 49 IZKX9 


= U-joint assembly for precise load control 
on Nos. 48NU10 and 48NU12 
= Dual-piston speedy lift on No. 48NU11 


No. 48NU10 is all aluminum for strength and stabil- 






ity. Nos. 48NU11 and 48NU12 aluminum/steel design No. 
combines lighter weight and strength for long life. 48NU10 
Lifting Lifting Height Lifting Chassis Handle Mfr. Item 
Capacity Min. Max. Range Length Length Model No. 
Hydraulic Service Jack No. 
3 tons 4" 18%" 14%" 26" 47" 26030 48NU10 41N155 
Hybrid Service Jack 
1% tons 3" 14" 10%" 19" 47" 26017 48NU11 
3 tons 4" 19" 15° 19" 47 V2" 26033 48NU12 





OIC. 


Hydraulic : : 
Service Jacks | Air/Hydraulic Service Jack 


bead Lifting Lifting Height Lifting Chassis Handle Mfr. Item 
Built-in safety overload Capacity mu Max. Range Length _Length = Model No. 
revents using iack over it Air/Hydraulic Service Jack 
prevel= Hel og Jeet vet te 6 ton 4 Ya in 23 Y4 in 18 % In 48 in 47 % in FSJ-120 11N155 
rated capacity. Easy-to-use 10 ton 7in 27 in 20in 53%in 47in -FSJ-200 11N148 


Nig. aawee> 9 foot pedal helps with lifting. 
Handle lock and release 
control are located in handle. 
Lock handle in any position 
from horizontal to vertical. 


Lifting Lifting Height Lifting Chassis Handle Mfr. Item 
Capacity Min. Max. Range Length Length Model No. 
Hydraulic Service Jack 
3% tons 4" 21 21" 32 V3" 48" 1526A 48XV22 
10 tons 644" 22. 22" 21" 43%" 1510B 48XV73 CIC 
Air/Hydraulic Service Jack ® 
5 tons 57" 22 22" 63" 40" 1507B 48XV52 


‘Aluminum Racing Jack 


Low-profile for ground hugging perfor- 
mance Cars. 2-pc. side-mounted handle 
for easy handling. 





Lifting Height Pumps to 
Lifting Reach Max. Chassis Handle Mfr. Item 
Capacity Min. Max. Height Length Length Model No. 
2 ton 3 Y% in 18 % in z) 25in 47%in 1532A 3GZT5 


Hydraulic Service Jack Sets ” saHH24 


OTC—Built with flanged upper body edge that increases strength and help 
resist twisting. Light and compact with rear swivel casters for easy maneuvering * 
and positioning. Includes two jack stands. WESTWARD 


Hydraulic Spider Jack 





Omegalift—Designed with counter-weighted pawl to lock ratchet bar in place. 
Includes foam handle cover and two jack stands. 





No. 


' a 
Lifting Lifting Height | Lifting Chassis Handle ‘Mfr. Item imzk7 _—*Potates 360° for maneuverability and 
oranacly Min. Max. Range Length Length Model No. easy placement. 
3 tons 54" 18% 21. 24" 392" 5300 48XV46 Lifting Height Handle Item 
Omegalift Lifting Capacity Min. Max. Chassis Length Length No. 
22 tons 3% 19% 20" 262" 46" 29055 54HH24 22 tons 5Y" 15%" 22. 19%’ 1MZK7 
940 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yf. Find Solutions. Find Great Prices. Hydraulic Jacks & Jack Stands 

' 1 Lifting _ Lifting Height | Handle Mfr. Item 

Air/Hydraulic Jacks Canacity Min. Max. |Length Item Brand Model No. AUTOMOTIVE 
He Air/Hydraulic Axle Jack 

AXLE JACKS . positions to help prevent 20tons | 9° 1934" | 52%" 1 Hein-Werner HW93733 4CWL2 * westward’ 
No. 5M459 has a capacity of | unintended lowering of load. ~“20tons | 9%" 1714" | 39%" 1 Hein-Werner Hw93731 4CWL1 

tons and a lift ran No. 11N135 provides up to 22o0r35tons 8%" 19%" | 40%" 1 Westward 5M459 5M459 
s con d ss alge 7 30" of aoe. annie 22 tons | 8¥«° 20% | 4915" 1 OTC  1788B  48XV59 , SE 
0 love on Tirst ram piston. 22tons | 8% 17" | 41%" 1 Westward 13X030 13X030 
Second ram system has a wheels ease maneuvering 22tons | 9%" 19%" | 41%" 1 Westward 3W929 3w929 cdl 

i i unit into position. Liftin 25 tons 8" 21" 53" Gray TSL-50 11N139 . 
capacity of 22 oS and a lift saddles py easily Ls : 25tons | 8% 21%" | 53" 1 Hein-WernerHW93735A 4CWL4 End Lift 
range up to 1972". is Hy 30tons 11%” 18° | 40% 1 Westward 13X031 13X031 No. 
END LIFTS variety of lifting positions. 35 tons | 9% 22° | 58° 1 Gray ‘TSL-70 36G634 11N135 
Hydraulic Axle Jack 
Nos. 4CWK6 and 4CWK5 TRUCK JACK STANDS 27vtons | BY’ 21% | 48% 2 OTC 5292  A8XV45 
ir i Air Operated End Lift 
feature a 3-way heavy- Air jack and support stand 10tons |12%" 46' | — 4 Hein-Werner HW93690 4CWK5 
duty air valve for precise all in 1 unit. Adjustable ram = —“4otons | 14" 50". 22" 4 ~Gray +~——~«KL-20_11N135 
control. Lifting arms canbe _ allows a variety of start- 2%tons | 11" 35%" | — 4 Hein-WernerHW93696A 4CWK6 capac: 
i Air Jack Stand uck Jac 
extended for greater versa- ing heights. No. 11N164 10tons |171% 521% | 29° 5 Gray  TAJS-2000 11N136 Stand 
tility. Safety latch design includes 10-ft. air hose and ~“40tons | 1734" 40" | 38" 5 Hein-WernerHW93737A 4CWL6 No. 4CWL6 
has 5 auto safety lock removable handle. 10tons |18%" 51%" | 40" 5 OTC 1591B  38EG21 
15tons | 17% 52" | 36%" 5 Gray  TAJS-3000 11N164 


Hydraulic Bottle Jacks *qwisnwarn OTC. 
Internally protected from overjumping and overloading. ; Jack Stand CAME) 


= Sold as a Pair 
Sturdy, welded steel construction for 
superior strength and safety. Heavy- 
gauge steel frame helps prevent distortion 
or twisting. 
Tae Height (in.) 


Air/Manual—Manual function allows normal operation 
anywhere, even without an air supply. Recommended 
air supply: 90 to 175 psi (at least 3 HP recommended). 





In-Line Pumps—Feature a heat-treated extension 
screw that allows for low pick-up height adjustment 
and maximum lift height. Centered pump and ram for ap. 

(tons) Min Max.| Size (in.) Model No. 


easy positioning. 

acai SO ee a 
i — j j 2 X 485 
Side Pumps Use vertically (not upside down) or 545 Ste HOT 1g does aa Wass 
at angles not more than 5° from vertical position. 


Base Mfr. Item 









Nos. 3ZC56 and 3ZC57 feature low profiles. ; ET} 
In-Line AUTOMOTIVE 
Telescoping—Provide a high lift with a minimum Pump No. Jack Stands Gas) 
collapsed height. 12G749 = Sold as a Pair 
Lifting | Lifting Height|Extension . Item Tel | tase. ite. ian 
ate Max. | Screw Base Size Brand _ No. (tons) Min. Max. Size (in.) Model No. 


Ratchet Style 

3 112% 19 | 9x7% HW93503 4CWN3 
6 |16% 25% 13x 10% HW93506 4CWN4 
Pin Style 

7 | 9% 15% )7% x 7% HW93524F 4CWN5 
10 | 20 31%) 16x16 HW93512 12G750 
10 | 30 52 | 19x19 HW93511 12G749 


12tons} 9%" 18%"| 3Y' 7%' x 6%" Westward 1ZKX7 
20tons | 994" = 1894" 4" 8%2x 7%" Westward 1ZKX8 
30tons| 11° 18% _ 10%" x 8Y%4" Westward 1AVR5 
In-Line Pumps 
Stans (a 14" 2%" A%6e'xX2%6 OTC 52YA23 

7% = 138%" | 11%6' 45%" x 3Vice" Westward 35MT08 


fons 7%6' 15%" 3 oe" X 3' OTC  52YA24 20 112% 20 | 10x10 HW93526F 12G751 
77%" 15%" | 2%" 5 %e' x 3%" Westward 35MT09 
8tons | 7'%e' 15%" 3" 6" x 3%e' OTC 52YA25 


6Y4" 139%" 3" 6'%e6' x 4146" Westward 35MT10 
7T%e 13%" | 2%"  6%e' X4%e' OTC 52YA28 


* : 
12 tons gs," 4854" 314" B%e"x 4%" OTC 52YA26 
QVs" 1815"| 316"  61%e"x 4146" Westward 35MIT11 
7V¥s 12" | 1%" 754'x 51" Westward 35M112 Jack Stands 
90 tong _Zve 126" 16" 7x 4T%e' OTC B2YA29 


10%" 16%"! 1%" 7%'x51%46" Westward 35MT13 = Sold as a Pair 
10%" 20%6'| 21%6' 7’ x 416" OTC 52YA27 

Side Pumps 

2tons | 7%" 13%" 2" 3%" x 359s" Westward 3Z058 

4tons | 8%" 15%" 2%" 4"x3%' Westward 3ZC59 


6tons | 8%" 16%" 3 4% x4" Westward 3ZC60 


Lifting Height (in.) Base Item 
Cap. (tons) | Min. Max. Size (in.) No. 
4(Per Pair) |11% 18% 84%4x7% 5M475 
6 (Per Pair) | 15% 24% | 93%4x11%6 13X035 


Btons | 8/4" 17%" 2%"  4%"x 4%" Westward 3ZC61 ‘Telescoping 10 (Per Pair) | 27% 47% |16%x16% 4GU80 


6 10%" 154" 5%" x 5%" Westward 3ZC56 12 (Per Pair) 19% 30% (12%x14% 13X036 
12 tons 9%," TA Wh ay x aie Westward 3ZC62 22 (Per Pair) 12% 19% 9%%x9%% 1AVP8 
90 tons 6Y" 11%" 15%" 6%" x 534" Westward 3ZC57 
QV" 185" 34" 6%" x 5%" Westward 3ZC63 
30 tons | 11° 18" — 84x 6%" Westward 32064 
Telescoping 


Stons | 6Y4" 154%" | 2%" 0%" x 5%" Westward 35MT14 
10 tons | 8%" 18" 2%" 6%" x 65" Westward 35MT15 
12tons | 97%" 227V6a"| 13%2" 54%4"x Be" OTC 407K07 


Oc. 
Jack Stands 


=» Recommend use in pairs 
Lifting} Height (in.) 
Ca 





Jack Stands onay. 


= Sold as a Pair 


Lifting) Height (in.) 
Ca Base Mfr. Item 


(tons) Min. Max. |Size(in.) Model No. 
7 | 9% 16 (7%x7% 7TF 11N147 
7 12 ~=—20 9 7THF 366633 
10 | 20 32 | 14x14 10TF 11N150 
10 | 30 52 24 10THF 36G640 
25 | 12 20 | 10x10 25TF 11N151 


p. Base Mfr. Item (Pkg. 
(tons) Min. Max.) Size(in.) Model No. Qty. 
Round Base 
12 | 19 29% 16 1778B 1EAY6 = 1 
12 | 338% 44% 16 1779B 1EAY7 | 1 
Square base 

3 12 171%6 8%x7% 5372 52YA20 

6 | 15% 23'%6)11%6 x 10% 5373 48XV48 
20 |15% 24 15% 1783 1EAW4 
25 | 20 32 | 13x13 25THF 11N152 22 113% 19% 11 1780 48XV25 
35 | 21 33% 13 35THF 36G642 2 | OY" 15%2" 14 1582A 416L24 


No. 36G633 35 [13% 21 10 SoTF 366641 No. 1EAW4 OTC Lifetime Marathon Warranty® 
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Scan. Order. Done. 
Details on page A1. 
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Jacks & Lifts 









-_ * Westward’ 
F sc’ __s Scissor and 
Farm Jacks 


— N Scissor jack is perfect for emer- 
gency roadside assistance. Durable, 
multipurpose farm jack has ratchet- 


ing design for controlled lift. 






CIRCLED PC Tete Ter Te Pee ee | 


= No. 5ML71 eat 1 
. 1MZK6 Lifting 
Lifting Height Item 
No Capacity | Min. Max. Brand | No. 
: Scissor Jack 
11N145 1% tons | 4%" 14" Westward|55JC16 
No. Farm Jacks | 
SJJLG 3tons | 544" 3954" Westward] 1MZK6 
a i= 3% tons | 4v" 48" Reese | BJJL6 
WESTWARD myeel 5 4 tons 4Y," 43° Reese 450166 
: Jack Accessory 
—_ — Farm Jack Foot Plate Reese | 6ZAT8 
Orc 
AUTOM Tiwi & 
, : * WestwarD’ 
Hydraulic Forklift Jacks : 
No. 5ML71 is designed for lifting one corner of a forklift for the purpose of Hydraulic Toe Jacks 
service and/or repair of forklift components. Nos. 4CWJ9, 11N145, and 11N154 For very low clearance vehicles. 
lift pads manage most forklift configurations. No. 48XV70 handles most lift truck Lifting |Toe Height| Base Handle item 


configurations with flat or edged surfaces. Capacity| Min. Max. Size (in.) Length No. 









i 5% |11 x7! Ai 

Lifting | Lifting Height | Lifting Base Handle Mir. Item ae a Seep 
Capacity in. Max. | Range Length Length Brand Model No. 

4 tons 3 17 | 14%" 29%" 2915" Westward = 5ML71_—sSML71 

4tons | 24%" 16° | 13% 27" 29" Gray FLJ-400C _11N145 j 

4tons | 2%" 16%" | 14° 26%" 25" Hein-Werner HW93659 4CWJ9 

4tons | 254" 28%" | 171% — OTC 5214 _ 48XV70 

7¥tons | 2% 16" | 13%" 27" 27" Gray FLJ-770B _11N154 No. No. 

1VW33 1VW34 
OIC. t 
*(WEstwarD’ —< i 
‘ te —. 
= = I" ty hs om . 4 
AUTOMOTIVE h m ie) , 
\ No. 1VW35 * COIS. 
, 
anny Auxillary and 
Transmission Tripod Stands = ex. 
Jacks Designed to help prevent the tipping/ 
Flexible saddles have rocking of a vehicle while the vehicle 
both side and tilting is engaged on an automotive lift. 
angle adjustments to | elt Saad Mit 
: ifting ifting ap. addle I. em 

accommodate differ- Cap. Height (in.) Base Mfr. Item (tons); Min. Max. |Size(in.) Brand Model No. 
ent shapes and sizes _(lb.) Min. Max.) Size(in.) Brand Model_No. Auxiliary Stand 

(6% 354) 26 ‘OTC “1522A  48XV72_ Tripod Stand 
differentials. Fully- 2000 | 7% 33% 39%x19% Westward 1ZKY3 1ZKY3° 2 67" 76° |5%4x1% Westward 1VW34 1VW34 
adiustable tiltin 0A 44%4 | 284 x 47% Hein-Werner HW93718 4CWK7 2 | 56%2 85 | Yex%e OTC 2018A _ 35YZ92 

g 2206 | 8 384 | 28%x44%2 Gray Ss MM-2000 _11N141_ Vehicle Stands 
heads. 3000 | 7% 37% | 46% x 25% Westward — 1VW35__1VW35 | g a) 84 OX9 Gray _9THR Stand_11N153 





— 
‘ome Orc 
4 ® 


Electric/Hydraulic, Scissor—Design permits 
access to all four sides of a component. Width 
between wooden support blocks adjusts from 0" to 
29". Includes 30-ft. attached retractable extension 
cord, handheld remote, and nylon securing strap. 


Transmission Lifts 


Hydraulic—Metered release valve assures precise 
adjustment of saddle height and smooth lowering of load. 


Air/Hydraulic—Air allows mounting head to rise rapidly 
in the first stage, while hydraulic power provides preci- 
sion in the second stage. 
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Lifting Lifting Height (in.) Tilt Cap. (°) Base Mfr. Item 
Cap. (Ib.) Min. Max. Front Rear Side _|_ Size (in.) Brand Model No. 
Hydraulic 
100 0/4 16% 14.0° 14.0° 14° (36% x 32% Westward 1AVR4 1AVR4 
39%" 11%! 30.0" 18.0° Wi (41% x 41% Hein-Werner HW93720 4CWK8 
39% 18% 10.0° cia 12° | 33% x 36 Westward oML/2 5ML72 
1000 35 1% 22" 18.0° 20° 3/% OTC 1793A 48XV74 
34% (9 90.0° 20.0° 10° 44 OTC D237 48XV41 
34% ig oU.0° 20.0° 10° 44 OTC 1728 48XV24 
Air/Hydraulic 
4000 34% 72 40.0° 20.0° 10° | Ay _ Gray HTJ-1000 11N137 
mi 317% 18% 12.0° 1.0" ii2- 133% x 36% Westward 9M466 5466 
2200 | 48%" 11% 45.0° 30.0° 19° | 4272x 39% Westward 13X041 13X041 
1650 31% 14% — —_— — | 48 OTC 9285 48XV44 
1000 37% 16% 40.0° 38.0° 12° 37% OTC 1794A 48XV60 
Transmission Lifts 
2206 3 iZ 10.0" 10.0° 10° 42x 49 Gray HTCJ-2000  11N157 
Electric/Hydraulic, Scissor 
2000 29 Ta." 15.0° 1). 33 xX 48 OTC 1595A 1EAW2 
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No. 5Z010 


Hydraulic Cranes 


Adjustable boom allows for multiple lift capacities. Lift capacity diminishes 
as boom lengths are extended. No. 3ZC71 has adjustable front and rear legs. 
No. 3ZC72 features space-saver design for compact storage. 


Boom Cap. Boom Boom Hook Height (in.) Item 
Position Cap. (Ibs.) Length (in.) Min. Max. No. 
Hydraulic Cranes 
P4 1500 39% 9% 18% 
P2 1000 43% 5% 80% 52010 
P3 500 47% 2 83% 
Pt 2000 47 12 85% 
P2 1500 ef) 6% 87% 3ZC72 
P3 1000 59 Ya 90% 
Pt 4000 4854 18% 69% 
P2 3000 57% 14 75 37C71 
P3 2000 66% 9% 81 
P4 1000 76% 0 86% 
Lifting 
Cap. (tons) Fit Crane Nos. 


Hydraulic Replacement Crane Jacks 
4 52010 5M471 


8 32071, 32072 5M472 
Air/Manual Hydraulic Replacement Crane Jacks 
8 32071, 32072 5M460 


Floor Crane 


= A versatile, mobile shop crane 

with air/hydraulic pump 
= Adjustable boom allows for 

multiple capacities in one crane 
= Adjustable leg width: 22", 36", 50" 
Hydraulic ram has metering release valve 
for lowering boom at a controlled rate. 
Legs easily adjust for clearance allowing 
user to move this floor crane where it's 
needed. Large 6"-dia. casters also make 
it easy to maneuver crane into position. S 
Folds for compact storage. 
Boom Cap. Position (Ib.) 

1 2 3 


Boom Reach (in.) Max. Boom HTG (In.) Mfr. Item 


Extended Retracted | Extended _Retracted Model No. 
2000 1900 1650 48 oo 125 22 $C220 Air 366636 
4400 3800 3300 50% 35% 130 119 $C440 Air 366637 
—_ ——_ 
‘wen Goa OS 
® 


Engine Stands - 


Long rubber grip handle allows easy 
engine rotation. Head swivels 360° 
with an adjustable locking mechanism. 
Adapter arms hold engine secure for 
head and shaft removal. 


Cap. Dim. (in.) Mfr. Item 
(Ib.) L W H Model No. 
Westward 


750 | 31% 31% 36% 
1250 | 33% 33% 42% 


3W931 3W931 
3ZC70 3ZC70 


Hein-Werner 
1250 | 36 30 34 HW93778 4CWN1 
OTC 


1000 | 21 21 40% 1726A 48XV56 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Cranes & Lifts 
OIC. a 


" 7 | 
Diesel Engine Stand ] 
= OTC Lifetime Marathon Warranty® 


96-to-1 ratio worm and gear set 
rotates components 360°; handle 
locks in any position. Integral 12-ton 
jack raises the work to provide the 
swing radius needed for clearance. 
Cap. Dim. (in.) Mfr. Item 


(Ib.) | LW eH _| Model No. 
6000 | 56 48 =035 | 1750 ~—19XY56 








HEBER . 










Wireless Portable Lift System 


= 24VDC operating voltage 
=» Accommodates wheels from 14" to 2414" 


= Includes 4 lifts 


Adjustable-carriage wheel-engaging mobile lift system eliminates the need to 
connect lifts with cables or electrical wiring. Onboard smart charger prevents 
overcharge. Control box has touch screen display, status indicator, and displays 
lifting height and weight. 


Lifting Lifting Platform Platform _Lift Overall Dim. Mfr. Item 
Capacity Range Length(in.) Width (in.) LxWxH Model No. 
76,000 Ib. 0 to 69" 12 29to0 36 45"x 56%" x13 ft. WPLS-185 (4) 11N170 


A 





YY iy) 


% y 
| 


Seana 





No. 41RC53 
Lifting Item 


Engine Load Leveling Sling 1500 lb. 1MZK8 
OTC 


I Leveling Sling 


Designed to be used between an 
overhead lifting hoist and an unevenly 


1500 Ib. 48XV32 
6000 Ib. 48XV27 
2tons 41RC53 


Engine Load Leveler 
Load Leveler 
Lifting Brackets 


fi ; Gray 
weighted load. Adjustment is secured = “En aine Load Leveling Sling 6000 Ib. 11N175 
with locking bolts. Includes crossbar Hein-Werner 


3tons 12G735 


943 


and (2) sling hooks. Engine Load Leveling Sling 








FLEET & VEHICLE MAINTENANCE Scan. Order. Done. 
Ramps and Dollies Wheel Details on page Al. 









“Ameo Dolly 


Auto 
Wheel a 


Dollies parted 
= Polyolefin Wheels 


No. 1AVP9 


















<= = a Item 
W L H No. 
® GRAY. Igy 48 


13%" 455%" 9%" — 1AVP9 


No. 
52WP43 





ee veer 18%" 45%" 914" 1MZK3 
Use to move and position repair vehicle or equipment in any Truck Ramps | 
direction. V-shape effectively keeps wheel from rolling off dolly. = Support 20 tons/pr. = Sold in pairs 13%' 51" 1354" 48Xv42 
ca ; 18%" 51" 9%" 48XV43 
ae — eae Ae a Include nonskid base, nonslip traction plates, and “Gray 
ST Lee ee === | heavy-duty rubber wheels. Retractable handle. 15" 51" "11143 
1500 Ibs per Dolly (6000 Ibs. set of four) 8W x 16L x 4"H M998001 3MHC4 4 
1500 Ibs per Dolly (6000 Ibs. set offour)  12Wxi6Lx4H  M998002_ 3MHC5 4 Truck Wheel 
1500 Ibs per Dolly (6000 Ibs. set of four) 16W x 16L x 4"H M998027 3MHC6 4 fi 
Heavy-Dut Dollies 
2500 Ibs per Dolly (5000 Ibs. pair) 16W x 16Lx4"H _M998105_ 11N216 2 . . — 
2500 Ibs per Dolly (10,000 Ibs. set of four) 12°Wx16'Lx4%"H 998035 3MHC7 4 Allow easy removal and installation of tire/rim 
Wall Mount 


assemblies and help reduce back injuries. 


Lift Lift LiftArms Tilt 
Range Height x Width Range Mfr. Item 
Description (lb.) (in.) (in.) (Deg.) Model No. 


Car Dolly Dock 4"W x 16'L x 8"H M998071 S2WP43 1 


No. Single Truck Wheel Dolly 
33W456 ee 300 4 28% 45 71300 33W456 


| For 22.5 to 
94.5" tires 400 6 29 45 71320 33W457 


Hydraulic 
Wheel Dolly 


= Tough enough to handle up to 1,500 Ib. 
= Rolls easily on swivel casters 
= Heavy-duty chain secures load in place 


Allows for one-man mounting and demounting of truck and car tires. 


Lift Lift Arms x Lift Tilt Overall Dim. (in.) Item 
Range (lb.) Width(in.) Height(in.) Range Deg. H L W No. 
1500 26 2% to 8% 5 34% 447%" 39% 5ML74 No 
48XV57 


No. 38EG39 


Wheel Dollies ONC. 


AIR-OPERATED HYDRAULIC DUAL-WHEEL DOLLY 


Effortless lift system with 6" lateral adjustment for a variety of applications. 4 
swivel casters, 2 locking, for enhanced mobility. 


HYDRAULIC WHEEL DOLLIES 


Efficient method of moving a disabled vehicle. No. 19XY27 has an easy-to-use 
foot pedal that activates hydraulic lift mechanism. Fits tread widths up to 12". 4 
easy rolling swivel casters. The hydraulic jack on No. 48XV57 provides almost 5" 
of lift and tilts wheel assembly 4° to prevent damage to wheel seal. 6-ft. chain 
holds load in place. Swivel casters for maneuverability. 

Handles both dual wheels and large single wheels. Includes built-in tool/parts li (Lift Arex Lift 


_—s 
| 


No. 
14N884 





ae 
AL TS oT  e 


Hydraulic Dual- 
Wheel Dolly 


= Holds up to 52"-dia. tires and wheels 
= Load levelers help with alignment 
= Carriage arm rollers with self-lubricating bearings 





ee ft Arm Lift. ‘Tilt Range Overall Dim. (in.) Mfr. Item 
tray and 2 swivel ball bearing casters for easy positioning. Wide frame and Cap. Width (in.) Height(in.) _ Deg. H L W__|Model__No. 
lifting carriage Air-Operated Hydraulic Dual Wheel Dolly 
1100 Ib. 42 0 to 42 -8t015 | 62%%4 474464  48%6 |5105B 38EG39 
Lift Lift Arms x Lift Tilt Overall Dim. (in.) Item Hydraulic Wheel Dolly 
Range (lb.) Width(in.) Height(in.) Range Deg. H L W No. 1500 Ib. 12 4 24.4 20Af 9 44 1580 19XY27 
1500 26/2 4to9 3 + Or - 32 39 39% _14N884 1500 Ib. — 5 4 36% 39 36 | 1770A 48XV57 
A" CHECKERS Handle Item 
tres Type Pad Length Pad Width Pad Thickness Brand No. 
No. 0 t ™ Pp d Outrigger Pad 
Rope Style 24" 24" 1" Buyers Products 30PD57 
30PD57 
UW rigger al Ss Molded In 18" 18" 2" Buyers Products 3MHD8 
= Pads protect the crane and the brane rely : 5 m a “neck isixaG 
: ope Style 4 eckers 
surface where the crane is used Rope Style 18" is: i Checkers A5TX97 
= Rope-style or built-in handles are Rope Siyle 24" 24" r Checkers 451X98 
easy to grasp for placement Rope Style 24" 24" a Checkers A5TX99 
944 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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* Westward’ 





Creeper 
Seats and 
Creepers 2 
& No. 46V237 No. 1MZJ1 
Load No. of Frame No. 1MZH8 
Capacity Features Headrest Casters Material L W H 
Creeper 
250 Ib. — Padded 6 Tubular Steel 36" 161"%6' 316" 1YER9 
250 Ib. Drop Rail Multi Adjustable 6 Tubular Steel 40%6' 1634" 5" 1YEU2 
250 Ib. Drop Rail — 6 Tubular Steel 40%6' 1634" AV." 1YER5 
280 Ib. — Padded 6 Plastic 40" 1814" 4Y," 1YER7 
300 Ib. Folding — 8 Steel 402" 16" 4y," 1UBH4 
450 Ib. 7 Folding, Caster Width 44" Body oe 6 Steel 40" 18" TV 46V237 
Pneumatic Adjusting, Plywood Under i . i 
—__"Boam Padding, Vitivi Seat, Tool Tray = 9 Steel 15 15 17%s to 22 iMZs1 
Creeper Seat 
200 Ib. — — 4 Tubular Steel 1594" 141%" 15" 1MZH8 
300 Ib. High Rise, Steel Tray — 4 Tubular Steel — — 23 to 24" 1MZH7 
























No. No 
Creeper ASKsiae a4wM20 
Seats and No. 4WM26 
No. 
Creepers 2PB36 No. 4WM28 é 
Load No. of Frame Item 
Capacity Features Headrest Casters Material L W H No. 
Creeper 
480 Ib. HD Extra Wide Adj. Headrest w/ V-drop Padded 4 18 gauge steel frame 40" 20" 5Y" 402945 
480 lb. HD Extra Wide Creeper w/ V-drop Frame Padded 4 18 gauge steel frame 40" 20" 5Y" 402944 
570 Ib. _ Padded 6 18 gauge steel frame 40" a 394" 4WM27 
570 Ib. _— Adjustable 6 18 gauge steel frame 40" IZ 394" 4WM26 
570 Ib. Either End Adjustable Creeper Padded 6 18 gauge steel frame 44" Wz" 35%" 2PB36 
600 Ib. 6" No-Matic Wheels Roll Easily Padded 4 18 gauge steel frame 40" 26" 89/4" 2PB37 
600 Ib. Adjustable, 6" No-Matic Casters, V-Drop Frame Padded 4 Steel 40" 24//" 7%' 458J32 
660 Ib. Either End Adjustable, 3" No-Matic Casters Padded 6 Steel 44" i?’ 4V," 458J31 
660 Ib. Fully Padded, 3" No-Matic Casters, V-Drop Frame Padded 6 Steel 40" Wz 4V" 458J30 
Creeper Seat 
380 Ib. _ _— 4 18 gauge steel frame 19" 149," 15%" 4wM28 
480 lb. High Rise Creeper Seat with High Density Foam — 4 Steel 15" 15" ay’ 46KJ38 
480 lb. Adjustable Seat with High Density Foam = 4 Steel ie By 17"to 22"  46KJ39 
Mechanic Seat 
480 lb. — — 4 18 gauge steel frame 16" 18%" 24" 4WM21 
480 lb. = — 4 18 gauge steel frame 16" 18%" 17 to 22" 4WM20 
Creeper Caster Replacement Wheel 
For Use With 4WM20, 4WM21 4wM22 
For Use With 4WM26, 4WM27, 4WM28, 2PB36, 46KJ33, 46KJ34, 46KJ36 4WM17 
No. 
fo) | c7: (e/a = asNT99 No. 
- c 48NU01 
Creeper 48NT97 
No. 
and Bone 48Nuo2 
Creepers No. 48NT98 
Load No. of Frame nem 
Capacity Features Headrest Casters Material L W H No. 
Creeper 
300 Ib. Low Profile Design Padded 6 Plastic 36" 16" Ay," 426021 
300 Ib. Adjusts From Creeper to Seat Padded 4 Polypropylene Copolymer 45%" 2512" TR 48NU04 
350 Ib. Adjusts From Creeper to Seat Padded eS] Polypropylene Copolymer 28" Be. 12" 48NU03 
400 Ib. Low Profile Design, Fully Upholstered Pad Padded 6 Metal 4034" 26%" 47," 48NT98 
400 Ib. Adjusts From Creeper to Seat Padded 4 Polypropylene Copolymer 43" 24" 54" 48NU02 
400 |b. Adjusts From Creeper to Seat _ 4 Polypropylene Copolymer 45%" 2512" TR 48NU05 
440 |b. Low Profile Design Padded 6 Plastic 48" 232" a. 426023 
450 Ib. Low Profile Design, Fully Upholstered Pad, Sitting Position Padded 6 Metal 40" 26" AV," 48NT97 
Convertible Creeper 
350 Ib. Patent Pending Rolling Seat, Standing Steel Tread Plate Padded 4 Metal 19%" 14Y," gy" 48NU01 
Tool Box Creeper Seat 
— Extra Thick Seat Cushion _ _ _ _ 14%" 18% 48NT99 


p PROTO g 
Creeper, Trolley, and Shop Stool 





Load No. of Frame Item 
Capacity Features Casters Material L W H No. 
Creeper Seat 
Heavy Duty, Backrest, Vinyl- i i i 
300 Ib. Coverad Eoam Cuchion 4 Tubular Steel 16" 16" 18 6RKW1 No. 6RKV1 
Creeper aoe Oo \ 
300 Ib, Pneumatic Adjusting, = Steel — 14" 34"  GRKT2 ——— —r 
Heavy Duty 
400 Ib. Spider Style Creeper 6 Steel 40" 20° 3 6RKV1 G £ 
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FLEET & VEHICLE MAINTENANCE 
Fluid Exchangers 









No. 
38UP51 


No. 
44ZY98 


A/C RRR Machines 


Refrigerant (RRR) Machine for 
Hybrid and Nonhybrid Vehicles— 
Efficiently recovers, recycles, 
evacuates, leak tests, and recharges 
R-134A refrigerant. Automatic 
features include leak testing, refill- 
ing, and oil draining. 

No. 407K04 recovers 95% of refrig- 
eration in vehicle A/C system and 


programs +/-1/2 oz. of program- 
mable charge. 


No. 38UP51services hybrid 
vehicles with high voltage electric 
compressors. 


No. 38UP52 has ability to add printer 
and refrigerant identifier. 


1234YF Recovery, Recycle, Recharge 
(RRR) Machine—Integrated refrigerant 
identifier samples R1234YF refriger- 

ant in an A/C system before recovery. 
Fully automatic operation, services both 
standard and hybrid vehicle A/C systems 
without continual monitoring. Include 
automatic internal tank refill, oil drain, 
and color display. No. 416L15 has a 2.5 
reservoir capacity. No. 44ZY98 has an 
optional USB port, audio jack, and 2.4 
reservoir capacity. 


A/G Flushing—Eases flushing of 
condensers, evaporators, and lines. 
Features pulsing action to loosen corro- 
sion, dirt, and debris, while unit injects 
air bubbles into liquid stream for greater 
cleaning action. Includes adapters to 


No.52ET95 has the capabil- ek. 
ity of charging ace, continual mate with 1%" flare and %¥¢" quick-discon- 
monitoring nect fitting kits. 
Mfr. It 
Description Model No. 


R-134a Recovery/Recycling Units 
Economy R-134a Refrigerant Recovery, Recycling, and Recharging Machine 34288Nl 
Premier R-134a Refrigerant Recovery, Recycling, and 
Recharging Machine for Hybrid and Non-Hybrid Vehicles 
Premier R-134a Refrigerant Recovery, Recycling, and Recharging Machine 
Premium Refrigerant Recover, Recycle, Recharge Machine 
R-1234yf Recovery/Recycling Units 
Premier R-1234yt Recover, Recycle and Recharge Machine 
Premier R-1234yf Recover, Recycle and Recharge Machine 
A/C Flushing 


407K04 
34788NI-H 38UP51 
34788Nl_ 38UPo2 
34988NI SZ2ET95 


AC1234-4 416L15 
AC1234-6 44ZY98 





A/C System Component Flusher 17580  22A808 
Recycling Filter-Driers 
For Use With 17700-2K, 34134A, 34134-2K, 342000, 34234, 34794 22A846 
34300-2K, 34700, 34700-2K, 34800, 34800-2K, 34900 series. 
A/C Fluids 
and 
Chemicals 
Viscosity Item 
Type For Use With Index Size No. 
A/C Flush 
Solvent Base Solution = _— 320z. 12V181 
Solvent Base Solution = — 1 gal. 12V182 
Non Flammable, Non Hazmat R134a, R12, R22 — 32 02. 4LTU5 
Non Flammable, Non Hazmat R134a, R12, R22 —_— 1 gal. 4LTU6 
Power Jet Aerosol A/C Flush Kit 
— —_— — 40L414 
A/C Compressor PAG Lubricant, w/UV Dye 
With UV Dye R134a 46 32 02. 4LTR5 
With UV Dye R134a 100 32 02. 4LTR6 
With UV Dye R134a 150 32 02. 4LTR7 
A/C Compressor Ester Lubricant w/UV Dye 
With UV Dye R134a, R12, R22 100 32 02. 4LTT6 
A/C Leak Detection Dye 
— R134a, R12, R22 — 10z, 4LTU7 
R134a, R12, R22 — 8 02. 4LTV1 
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ti FROBINAIR 
Air Conditioning 


Maintenance Tools 


Vacuum Pumps—dQuickly dry A/C 
systems after repair. Include 1" 
ACME and %" SAE suction ports. 

= 115VAC, 60 Hz 

= For R134A refrigerant 


Manifold Gauge Sets—Check 
high- and low-side pressures on 
automotive A/C units. 





Maintenance Tools—No. 40L413 
Removes contaminants, moisture, and 
acid from A/C systems using R134A and 
R12 refrigerants. 


No. 4LTX3 detects all CFC, HFC, HCFC 
refrigerants, and blends. Includes digital 
leak size indicator, audio leak alarm, 
low-battery indicator. 

Mfr. Item 
Model No. 


18406 4LTW8 
18413 4LTW9 


13694 4LTW7 
13647 12V184 
15400 19XY37 
15401 19XY26 


Description Brand 
Single-Stage Vacuum Pump 
Y5 HP, 1.70 cfm, 25 Micron, 115VAC, 60 Hz, For R134A regfrigerant Supercool 
Ya HP, 2.75 cfm, 75 Micron, 115VAC, 60 Hz, For R134A refrigerant Supercool 
2-Stage Vacuum Pump 
¥3 HP, 5.50 cfm, 15 Micron, 115VAC, 60 Hz, For R134A refrigerant 
Yo HP, 2.75 cfm, 15 Micron, 115VAC, 60 Hz, For R134A refrigerant 
¥3 HP, A/C Vacuum Pump 
Vacuum Pump, Dual Stage 110-115V/220-250V, 4 CFM 
Manifold Gauge Sets 


Supercool 
Supercool 
Robinair 
Robinair 


R134a Brass Gauge with 6-ft. Hoses and Couplers Supercool 66 4LTW4 
R134a Aluminum Gauge with 6-ft. Hoses and Couplers Supercool 2211B 4LTW5 
Maintenance Tools 

AC Flush Gun Supercool 2/361 40L413 
Refrigerant Leak Detector Supercool D440A-C 4LTX3 
Chemicals 


Vacuum Pump Oil, Synthetic, 1 gal. V1i28 12V186 


* WESTWARD’ 
Air-Actuated Pump 


Internal check valve, eliminates 
pulsing and provides a consistent 
pressure. Used to operate and 
control hydraulic presses. 
Cap. Oil Cap. AirlInlet Fluid Port Item 
(psi) (cu. in.) NPT (in.) NPT (in.) No. 
10,000 91.50 V4 Y,  S5ML66 


OIC. 


Electric and Air/ 
Hydraulic Pumps 


No. 3GZU3 includes remote 
2-way, 2-position control valve. 
No. 19XY20 features a 2-stage 
release mechanism and internal 
relief valve. 


Supercool 








Mfr. Item No. 
7 pe Le Model No. 19XY20 
ectric, /2 HP, 

2. gal. Reservoir Capaci 4044 3GZU3 

Air/Hydraulic 4020 19XY20 
Transmission 
Fluid Exchanger FROBINAIR 
» 12VDC 


Quickly exchanges fluid through the transmission oil 
dipstick in less than 20 min. Works with all types of auto- 
matic transmission fluid for most foreign and domestic 
vehicles. Has digital keypad, and low fluid alarm with indi- 
cator light. Includes two 32 qt. reservoir tanks. 


Mfr. Item 
Description Model No. 
Transmission Fluid Exchanger 92500 1DZK3 
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Automotive Filters, Hoses & Wipers 





Automotive Filters 


Protect your air intake systems, fuel pumps and injectors, 
engines, and other systems against damaging contami- 


BALDWIN 
i 
ote: See our full 


offering of automotive filters, filter 
accessories, gaskets, seals, and 




















nants. These professional-quality filters are built to provide a-iings on Graingercom® Search Fuel Hydraulic 
consistent, efficient operation over their entire service life. — fr “Automotive Mechanical." 
Mfr. Item 
Model Fits Replaces No. 
Oil Filter 
B161-S Acura, Ford, Honda, Mazda Automotive; Kubota Engines Ford D8/Z-6/731-A; Mazda 81/3-23-802 2KYA5 
B22/ Chrysler, Ford, ne Honda, Isuzu, ets ye oot ee Kubota, Yanmar Engines Kubota 15241-39092: Yanmar 1196-6035150 2KYC3 
tlas Copco Compressors; Audi, utomotive; , 
B228 Bobcat, Claas, Gehl Equipment; Deutz Engines Deutz 1163420; GMC 6696776 2KYHS 
B/322 John Deere Equipment John Deere RE504836 3XUH3 
BD/166 GMC Trucks; Isuzu Engines GMC 97719921; Isuzu 2-90654-600-0, 8-97049-282-0 2KZL3 
P7003 Caterpillar Industrial, Marine Engines Caterpillar 1RO/726, 4P2839, 7N/7500 2NTX3 
Air Filter 
RS3/15 Exmark Lawn & Garden Tractors; Bobcat, John Deere Equipment CaeeDOSIOTES ohn Trae = Cagaea JR 2KYE5 
. ase : Caterpillar 110- Ge 53; John 
RS3544 Case, Caterpillar, Gehl, John Deere, New Holland, Vermeer, Volvo Equipment Deere AT171853: New Holland 86982524 2KXZ9 
RS3704 Isuzu, Yanmar Engines; Bobcat, Caterpillar, John Deere, Komatsu, Kubota Equipment Jonn err oiey eee teane aang ee 2KYH1 
RS4989 c ace egies John yee na tang say OSD rn ' Perkins SEVo91F14 4RFV4 
ummins QSF 3.6 (Final Tier 4), QSB4.5 (Final Tier 4), .8 Naturally , ; 
PA31004 Aspirated (Tier 4), QSF2.8 Turbo (Tier 3), QSF 2.8 (Final Tier 4) Engines Fleetguard AF55020; JLG Industries Inc. 70024177; Doosan 46595499 460K03 
Fuel Filter 
PF/890-30 Racor 1000FH Series Housings Racor 2020 Series 2KXW9 
BF940 Allis Chalmers, Kubota, Massey Ferguson Equipment; Yanmar Engines Allis Chalmers 2098616; Kubota 15221-43081 2KYA8 
BF1281 Primary Fuel for Racor 4120 Series Fuel/Water Separators . SaBDROE seen ere HeSAITI-C RES OUST 2VML8 
betes ; enie ; Bomag 9; Caterpillar 77; Claas 1995 
BF46050 Genie S-Boom, Scissors and Telehandlers Deutz 4130241. 4130650: JLG Industries 70025153 52KA87 
PF/982 Case, Hitachi, J.C. Bamford, John Deere, Link-Belt Excavators; Mitsubishi Trucks Hitachi 4642641: Isuzu 8-98008-840-0; S-F Filter SK3160 6GHL4 
PF/984 John Deere Excavators Hitachi 4679981: Isuzu 8-980/4-288-0; S-F Filter SK3022 6GHL6 
Hydraulic Filter SGECHE Fan TaTe-Y 7 GE ' 
obcat, Ford, Toro, Vermeer, Versatile Equipment; Cross, Michi 
BT839 Gresen, Michigan Fluid Power Hydraulic Systems Cross 1A9023; Gresen 8057000; Michigan Fluid Power 201026 2KYA6 
BT287-10 Case, Case-International, Caterpillar, Champion, Ditch Witch, Dynamic Industries, Ford, Case 8/02/7972; Caterpillar 915664; Champion 13028; Ditch Witch 155-954; Dynamic OKXX9 
Gehl, Hesston, John Deere, Manitou, Michigan Fluid Power, New Holland, Steiger Equipment 1H1234; John Deere AT58368; Michigan Fluid Power 200-0600; New Holland 86542664 
BT8851-MPG Agco, Caterpillar, Cedarapids, Ford, Gehl, John Deere, New Agco 303506819; Caterpillar 1G8878; Cedarapids 451750014101; John Deere OKYH9 
Holland, Vermeer, V.M.E., Volvo Equipment RE47313; New Holland 89821387; Vermeer 73113001; V.M.E. 110366077 
BT8892-MPG Ingersoll-Rand Compressors Ingersoll-Rand 36860336; Donaldson P165672 2NUN6 
. yo Inside Working 
WGA GRAINGER Th moid Dia. Pressure Item 
APPROVED er (in.) (psi) Color Brand No. 
Coolant Hose Insi j 
= 24 Seo og nside Working 
| a 2 1 100 3Ft. Blue GA 4GJX5 Dia. Pressure Item 
ATR Ks iva 90 3Ft. Blue GA _4GJX6 (in) (psi) _L Color Brand _No. eee 
1% 80 3 Ft. Blue GA 4GJX7 Heater Hose 
A 1% 70 3 Ft. Blue GA 4GJX8 Wa 62 25 ft. Blue  Flextech 32WF79 
pa 6 2 60  3Ft. Blue GA 4GJX9 % 62 25ft. Blue Flextech 32WF81 
2” 60 3 Ft. Blue GA 4GJY1 Yo 62 25 ft. Blue Flextech 32WF78 
2”, 50 3 Ft. Blue GA 4GJY2 Vp 80 25 Ft. Blue GA 4GJY7 
Coolant. Fuel. and 3. 35  3Ft Blue GA  4GJY4 % 62  25ft. Blue Flextech 32WF82 
J 4 3% 25 3Ft. Blue GA AGJY5  % 62 100ft. Blue Flextech 32WF84 
Heater Hoses Fuel Hose ¥ 80  25Ft. Blue GA 4GJY8 
Va 50 25 Ft. Black Thermoid 5RLZ8 3/4 50 25 ft. Blue Flextech 32WF80 
Designed for use on all gasoline engines, e ay ae rt piace aie ee V4 90. =: 100 ft. Blue Flextech 32WF83 
rT Se 6 5 5 Ft. Blac ermoid 5 ¥ 65 25 Ft. Blue GA 4GJY9 
except fuel injections. Silicone heater/ ve 50 SO Ft. Black Dayco 4GJW2 1 43 25ft. Blue Flextech 32WF77 
coolant hoses have high temperature ¥ 50  25Ft. Black Thermoid 5RMAO 1 44. -50ft. Red Thermoid 45AT68 
ratings for longer life than standard hoses. —% 90 50 Ft. Black Dayco 4GJW3 60 25Ft. Blue GA  4GJZ1 Heater 
9 g Y% 35 25 Ft. Black Gates 5NDE5  Push-On Hose Hose 
Note: Find more hoses on Grainger.com®. Search for Fuel Injection Hose y 300 50 ft. Red Eaton ASAT89 
“Rubber Hoses." V6 225 25 ft. Black Gates 45VF24 ‘i - NC Weatherhead 
Windshield Wiper Blades | | TRICO (5 
Note: Find more wiper blades on Exact Fit®—Provide the exact Ice®—Helps protect wiper se 


Grainger.com®. Search for "Windshield Wiper 
Blades." 


same fit as original factory blades 
for vehicles with conventional metal 
wiper blades. 


Da ae 
ice and snow. Heavy-gauge - : 
PTFE-infused wiper element mee pi eee? 


resists tearing in subzero 
temperatures. 


Trico Force"™’—Features an aero- 
dynamic spoiler that cuts through 
excessive wind speeds of up to 135 
mph caused by cross and truck 


Tech®—Feature Memory Curve 
Steel® beam that provides uniform 
pressure for a clean wipe. 


a 


Chill©—Feature a protective 


winds, and general traffic turbulence. execu rie 
- ; 30 Series—Have a precision-cut : Sei meer Hn 
blades are designed for use on action and conforms to highly curved ah hee 9 Tock 
heavy-duty trucks, RVs, and buses windshields of later-model vehicles. p ee 
Force® HD™ Exact Fit® Tech® 30 Series Ice® Chill® 
Size Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
(in.) Model No. Model No. Model No. Model No. Model No. Model No. Model No. 
11 — — 61-110 48VD93 11-A 52YP08 — — 30-110 48VD54 — — 37-111 48VD79 
13 — — 61-130 48VD95 13-1 48VD28 19-130 48VvD41 30-130 48VD55 35-130 48VD67 37-131 48VD80 
15 25-150 426063 61-150 48VD97 {5-1 48VD30 19-150 48VD42 30-150 48VD56 35-150 48VD68 37-150 48VD81 
16 25-160 426064 61-160 48VD98 16-1 48VD31 19-160 48VD43 30-160 48VD57 35-160 48VD69 37-160 48VD82 
is 25-170 426065 61-170 48VD99 {7-1 48VD32 19-170 48VD44 30-170 48VD58 35-170 48VD70 37-170 48VD83 
18 25-180 426066 61-180 48VE01 18-1 48VD33 19-180 48VD45 30-180 48VD59 35-180 48v071 37-180 48VD84 
19 25-190 426067 61-190 48VE02 19-1 48VD34 19-190 48VD46 30-190 48VD60 35-190 48VD72 37-190 48VD85 
20 25-200 426068 61-200 48VE03 20-1 48VD35 19-200 48VD47 30-200 48VD61 35-200 48VD73 37-205 48VD86 
vs 25-210 426069 61-210 48VE04 21-1 48VD36 19-210 48VD48 30-210 48VD62 35-210 48VD74 37-210 48VD87 
22 25-220 426070 61-220 48VE05 22-1 48VD37 19-220 48VD49 30-221 48VD63 35-220 48VD75 37-225 48VD88 
24 25-240 426071 67-241 48VE18 24-1 48VD38 19-240 48VD50 30-240 48VD64 35-240 48VD76 37-245 48VD89 
26 25-260 426073 67-261 48VE19 26-1 48VD39 19-260 48VD51 30-260 48VD65 35-260 48VD77 37-260 48VD90 
28 25-280 426074 67-281 48VE20 28-9 48VD40 19-280 48VD52 30-280 48VD66 35-280 48VD78 37-280 48VD91 
Sign in to Grainger.com® to see YOUR Pricing and MORE 947 





FLEET & VEHICLE MAINTENANCE Scan. Order. Done. 
Snow Brushes, Protection Products & Mirrors Details on page A1. 





CI + 
® 


Snow Removal Tools 











No. 16A725 Handle Handle Blade Blade Item 
Type Handle Grip Length Width Height Brand No. 
Ice Scraper 
Fixed Foam 5 4" — Subzero 49LX33 
Fixed Plastic 6" 4" — Subzero 49LX32 
Fixed Foam 6" 4" — Subzero 49LX35 
Fixed Foam a 4" — Subzero 49LX34 
Snow Broom 
Telescopic Foam 60" 4" 5’ Subzero 16A/27 
No. 446V19 Telescopic Steel Foam 42" 4" 4¥" Subzero 16A725 
Snow Broom and Scraper 
Telescopic Foam 45" AV" 5%" Subzero 446V17 
Telescopic Foam 48" 4" 343" Mallory 446V14 
Telescopic Foam 48" 4" 3%" Subzero 446V13 
Telescopic Foam 60" AY" 374" Subzero 446V19 
Snow Brush 
No. Telescopic Foam 50" 4Y" 1%" Subzero 21EK31 
1GLR4 epeseonle roan a3 41 Ya eunzero ae 
elescopic oam 04" 2 oF ubzero 1 
No. 1GLR6 Telescopic Foam 54" 5" — Subzero 49LX38 
Telescopic Steel 51" 4" 5’ Subzero 16A/24 


Snow Brush and Scraper 
Foam Comfort Grip Foam 26" 5 4" Mallory 1GLR4 
Foam Comfort Grip Foam go 0 44%" ‘Mallory 1GLR2 
Plastic Contour Grip _ Plastic 16° 3%" 3%" Mallory 1GLR6 
: Plastic Contour Grip _ Plastic 19%" 2 2° Ability One 48TC59 
Telescopic Foam 341052" 5 4" Mallory 1GLP9 

Snow Shovel 

Straight Offset T-Grip 22. Q" 4%" Subzero 21EK35 
No. 16A722 Straight D-Grip 25. 10%" 4%" Westward 38ZF78 
Straight D-Grip 30"to 3/7" 8%" 13%" Subzero 16A722 






No. 
21EK35 








No. 2AGH4 





No. 1EZB4 





———— No. 3VTA1 


Vehicle Service NAYS Sy p> 3 
Protection Products GRIP | woetherTech Gx (BELL) 


Vehicle protection accessories are made with Slip-N-Grip® dual-layer plastic for 


extra elasticity and strength. Designed to stay in place, material will not easily Front Floor Mats and Covers 


slide or tear leaving carpet or upholstery exposed. Provide additional protection against spills, stains, fading, and dirt. 


Item —— Pkg. 

Description Size Color No. Qty. Wheel Item 
Seat Covers, Premium Plastic, Roll 32" X 56" Clear 4GYU6 250 Description Color Dia. (in.) Brand No. 
Seat Covers, Premium Plastic, IFB-Boxed 32 X56" Clear AGYU7 =. 250 Floor Mats 
Seat Covers, Value Plastic, Roll ge X52" Clear 4GYU8 500 All Weather Rubber, Pkg. of 2 Black — Weathertech 2AGH4 
Floor Mats, Plastic, Roll 1612" x 21" White 4GYU9 500 W094 All-Weather Front Mats Black _ Weathertech 2AGH7 
Paper Floor Mat, 17" x 22" If X22 White 54Z150 500 SBR Rubber, 28'L x 18'W, Pkg. of 2 Charcoal — Andersen 3VTAI 
Fender Covers, PVC 2 ft. x 3 ft. Black 4GYX7 10 Covers 
Car Covers, Plastic, Roll 131%" x 25 ft. Clear 4GYX3 = 30 Universal Bucket, Includes (2) Seat Black __ Bell 1EZB4 
Tire Maskers, Plastic, Roll 45" x 40" Clear 4GYX6 —50 Covers, (2) Head Rest Covers 
Heavy Duty Battery Bag 22 X32. Clear 4GYW1 = 10 Genuine Leather Steering Wheel Cover _ Black 14% to 15% Bell 1EZB/ 
Rear Wiper Blade Protector a xXer Clear 4GYV9 500 Golf Grip Steering Wheel Cover Black 19 Bell 1EZB9 
Blank Plastic Key Tag AV" x 4" White 4GYY1 1000 Bandera Steering Wheel Cover Black 15 Bell 1EZC4 





Gr le 7/) VYELVAC & 

Wi : 
Pmt WESTWARD 
vehicle safety systemse Quality Driven Vebicle Components Since 1934 aL PL) Rano nmin 









No. 
Automotive Mirrors No. aren 
as ; 32UM46 
= For additional products, see Grainger.com® f 
Mfr. Item Mfr. Item 
Description Brand Model No. Description Brand Model No. 
Heated Round Mirror Round Mirrors 
8' with Offset Ball Stud, Stainless Steel, Includes Grote 42183 OCVK3 3" Stick-On Convex, Aluminum Grote 12004 2CVK1 
60” Cable and Adhesive Heater Board 5" Center Mount Convex, Stainless Steel Velvac 708520 2DPC9 
Hood Mount Mirrors 6" Center Mount Convex, Stainless Steel Velvac 708515 2FAF9 
Non-Adjustable Slant Arm, 8" Eyeball K10 Velvac 716917 21DJ85 6" Convex with Mounting Arm Assembly, Stainless Steel Grote 28043 2CVL1 
Panoramic View Mirror 7¥2" Center Mount Convex, Stainless Steel Velvac 708508 2FAF9 
2-9/16H" x 34-3/4L" with 5-Panels Westward 32UM46 32UM46 72" Offset Convex, Stainless Steel Velvac 708509 2FAF/ 
Rectangle Mirrors 82" Center Mount Convex, Stainless Steel Velvac 708501 2FAF1 
4" x 5%" Stick-On, Aluminum Velvac 723075 2FAH1 8" with Offset Ball Stud, Stainless Steel Grote 12173 2C0VK2 
6¥2'W x 10°H Side-Mount Wide Angle, Steel with White Finish —-Velvac 704032 2FAJ8 82" Offset Convex, Stainless Steel Velvac 708502 2FAF3 
Black, Manual Flat Glass, Right Side Velvac 714580 2FAJ4 West Coast Mirrors 
Black, Manual Flat Glass, Left Side Velvac 714579 2FAJ2 6"W x 16'H Economy, Aluminum Grote 16244 2CVK8 
15" x 9" Manual Mirror Head for GMC, Right Side, Class A Velvac 715642 oMCZ4 6%"W_ x 16"H Economy Black Ribbed, Polypropylene Grote 16092 2CVK6 
Round Blind Spot Mirrors 6'2"W x 16'H Ribbed Back, Black Finish Velvac 705104 2FAE6 
374" Stick-On Velvac 123065 2DPD3 7 x 16" 2020 West Coast Velvac 718388-5 5MCZ8 
948 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 
12Y126 


No. 6HCJ6 


[~ 7] REAR VIEW 


 Gecco: gece LISAFETY 
Camera Systems 


Monitor Viewing Item 
Includes Camera Res. Size Angle No. 
Buyers Products 
Wireless Remote Controller 420k Pixels f 120° 30PD21 
Ecco 
EC5605-WM Monitor and 
M7000B Monitor, C2013B Camera F 


Federal Signal 
(1) 5.6" Monitor, (1) Camera, (1 


(1) 
65-ft. Cable, 16 Infrared LED for Night 224.6K Pixels 5.6" 45°/45°, 65°/65° 12Y126 


Vision, and Integrated Microphone 
ca View Safety/RVS Systems 
) Camera, ( ) 7' TFT LCD ae 
Monitor with niversal Mount, (1) 
3-channel Multiplexer Control Unit, 
66-ft. Cable for Camera, (1) Remote 250k Pixeles i 130" 6HCJ6 
Control, Power Connection Wire, (1) 
Double RCA and Power Converter, 
(1) Screw Kit and Instructions 


E-T-N 


BUSSMANN 
SERIES 


Automotive 
Fuse Kits 


Provide common replace- 
ment fuses in a compact, 
reclosable, see-through pack. 





Suitable for automobiles, Lo aa 

light- and heavy-duty trucks, . 

and buses. Fuse Service Kit 

For individual fuses, see page 965. No. GAYL6 

Total # of Item 

Fuses Incl. Fuses Included No. 

Fuse Kit 
5 (1) ATC 10, 15, 20, 25, 30 6AYD3 
5 (1) AGC 10, 15, 20, 25, 30 49ZU11 
) (1) ATC-ID 10, 15, 20, 25, 30 49ZU34 
6 (1) ATC 10, 15, 30, 40; (2) ATC 20, 25 6AYE6 
6 (2) SFE 14, 20, 30 49ZU12 
6 (1) SFE 4, 6; (2) SFE 7%, 9 49ZV44 
8 (1) ATM 2, 5, 7%, 10, 15, 20, 25, 30 6AYES 
8 (2) ATM 10, 15, 20; (1) ATM 25, 30 6AYG4 

(1) FLB 30, 40, 60, 70, 80, 100; (1) FLF 20, 30, 

16 40, 50, 60; (1) FLM 30, 60, 80, 100 6CJG1 


(1) ATM 10, 15, 20, 25, 30; (1) ATM-LP 10, 15, 20, 25, 30; (1) ATC 


23 3, 5, 7%, 10, 15, 20, 25, 30, 40; (1) MAX 30, 40; (1) FMX 30,40  920N19 
36 (6) ATM-ID 5, 10, 15, 20, 25, 30 6AYL9 
42 (7) ATC 5, 10, 15, 20, 25, 30 GAYLE 
49 (7) ATM 5, 10, 15, 20, 25, 30 GAYL7 
42 (7) ATC-ID 5, 10, 15, 20, 25, 30 6AYL8 
(5) ATC 3, 4, 5, 7%; (10) ATC 10, 15, 20, 25, 35, 40; (15) ATC 30; (5) 
079 ATM2, 3, 4, 5, 7%, 25, 30; (15) ATM 10, 15, 20: (5) ATM-LP 2,3, soongg 
4,5, 715, 25, 30: (10) ATM-LP 10, 15, 20; (1) MAX 20, 30, 100; (3) 
MAX 40, 50, 60; (2) MAX 70, 80; (2) FIMX 20: (2) FMX 30, 40, 50, 60 





FLEET & VEHICLE MAINTENANCE 


Camera Systems, GPS Navigation & Interior Accessories 





No. 464V19 
A 
GARMIN. 
Navigators No. 464V13 
No. 55MW85 
Display Display 
Width Height Mfr. Item 
Features (in.) —(in.) Model No. 
Handheld 
Lifetime USA and Canada Maps, Spoken Turn- 
By-Turn Directions, TripAdvisor®, Foursquare® 1.4 25 GPSMAP64S 464V19 


Information, Bluetooth® Calling and Voice Command 
Suction Cup 

Bright, High-Resolution Display with Powered 

Magnetic Mount, All-In-One Truck Navigator 

Hae ath au ee 

the Drive and Saves Video of Detected Incidents, 

Forward Collision and Lane Departure Warnings, 6.0 8.5 DEZL785LMT 489N71 
Wirelessly Pairs with Subscription-Free Garmin 

eLog Compliant ELD, Pair with New BC 35 

(Sold Separately) Wireless Backup Camera 

eee ete ed hid ee 

ount, Wirelessly Pairs with Subscription-Free 

Garmin eLog Compliant ELD, Pair with NewBC35 © 35  DEZL780LMT 489N70 
(Sold Separately) Wireless Backup Camera, Weather 

Lifetime USA and Canada Maps, Spoken Turn- 


By-Turn Directions, TripAdvisor®, Foursquare® 6.0 3.5 DRIVESMART65 55PC80 
Information, Bluetooth® Calling and Voice Command 

Lifetime USA and ESN with Traffic o0 2.8 167907 464V13 
Service, Spoken Turn-By-Turn Directions, 

TripAdvisor®, Foursquare® Information 4.4 2.5 DRIVES2LM = 55PC79 


Lifetime USA and Canada Maps with Traffic 
Service and Weather Forecasts, Voice Activated 


Navigation, Bluetooth®, WiFi, Customized ae Pa: DEA OOEMT AQpniT 
Truck Routing for Size and Weight of Trucks 

Lifetime USA Maps, Spoken Turn-By-Turn 4.4 2:5 16780B 464V11 
Directions, TripAdvisor®, Foursquare® Information 5.3 2.8 16790B 464V14 


Wrist 

Built to Military Standards, eee a 

Goggle Compatible, Works wit , Glonass, 

Galileo Satellite Systems to Provide Accurate 14 0.9  FORETREX601 SoMW85 
Positioning, Extended Battery Life 


Pd 









No. 
1EYV1 | 
No. 1EYV4 ee 
No. 3VTE6 sac. 
33NU60 
33NUSS 
Hamsar™= — 
A Graton Company pripe solesper @ MONOPRICE ic 
Noco TUE ~¢ s9cs21 
= oor 
12VDC Power Accessories ae 
Item Includes Amps_ No. 
Bell 
5 Outlet 12V Power Station Hook-and-Loop Mounting Tape, Screws —  6TUJ4 


Protective Cap, Universal Mounting 
Bracket, 18" Lead Wire with Female 
Auxiliary Power Outlet Spade Terminal, 6" Ground Wire with 5 1EYV4 
Female Spade Terminal, (2) Splice 
Connectors, and (1) Mounting Screw 


Direct Plug to USB Power Converter Fused Plug Protection 1 38CZR9 
Power Outlet Twin Socket Splitter 5-Amp Fused Plug 5 1EYV1 
Hamsar 

3-Outlet Multisocket Screw Mount, 36" lead 15 3VTE6 
Mohilespec 

Automotive Headsets USB Charge Cable — 450X82 
Monoprice 

Apple Lightning Charger — — 289X95 
NOcO 

Lighter Plug Adapter with Extension Cord = 15 417Y79 
Power Adapter — 15 417Y78 
Power Outlet Twin Socket Splitter — 15 417Y80 
Roadpro 

Auxiliary Power Outlet Spring Loaded Lid — 33NU57 
Heated Blanket 8 ft. Power Cord 46 39CJ23 
Lighter Plug Adapter with Extension Cord Extension Cord and Lighter Plug 15 33NU50 
Lighter Socket Adapter with Battery Clips 2-ft. 14ga Wire 10 33NU60 
Quart Slow Cooker 12V Plug with 6 ft. Power Cord 8 33NU83 
Replacement Cigarette Lighter Plug — 33NU59 
TruckSpec 

Fused Replacement Plug — — $390CJ21 
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Vehicle Accessories Details on page Al. 
No. 3VTG6 
= No. 33UG04 €5,) : 
7 ® a” 
Cobra’ Uniden cuB/A 
S pence PRODUCTS CO. 
= Item = = 
CB Radios vege serpin | Measuring Sticks 
= Full 40 channel operation 25 LTD Compact Professional CB Radio 33UG02 No. 
= Frequency: 26.965 to 27.405 MHz _ 29LTD Classic Professional CB Radio _33UG04 Lightweight fiberglass measuring 55MN04 
= Backlit LCD disola Uniden stick has a folding 48" cross arm 
play Compact Mobile CB Radio 20V771 and folds down to 66". Marked to 
take measurements in standard 
units. ed to take measurements 
in standard units. No. 55MN04 
measures from 6 ft. to 15 ft. tall 
No. and collapses to 51" for storage 
33NU79 and is orange in color. Fiberglass 
material. 
= r Item 
No. No. og. 7 Description No. 
33NU85 B/A Products Co. 
lata SR 3VTG6 
.J. ReWECr 
: 6 fi. to 25 fi. 55MINO4 
Portable Vehicle Fans =~ 
Item : , = 
Type Includes Amps No. 
Car Fan 
Heater 12V Port Plug, 6 ft. Power Cord, Mounting Hardware 15 33NU84 x 
Heavy Duty 12V 7 ft. Power Cord, Mounting Hardware 1.3 33NU72 prek 
Oscillating 12V 10 ft. Power Cord, Mounting Hardware 0.6 33NU71 <a 
wets Wier 7 12V 11 ft. Power Cord _— 33NU79 " 
ehicle Direct Wired Heater/Fan . - 
Heat or Fan Swivel Stand and Hook-and-Loop Material for 25 33NU85 Blade Guide Kits 


Mounting, 7-ft. 12-Gauge 14 ft. Wire 

Constructed of low-temperature 

nylon in fluorescent orange 

for good visibility in severe 

weather. Sold in pairs. Includes 

vertical mounting fasteners. 

Item 

Description No 


28 H with Bolt-On Base 3VTH4 
36H with Bolt-On Base 3VTH5 











e 36'H Stud Mount %'-16 Base 3VTJ1 
No. 6TUJ2 No. 19MR24 No. 12Z329 48H with Bolt-On Base 3VTH7 
Interior Accessories No. 3VUN4 
Item 
Description Color No. is 
Bell No. 3VUN5 
LCD Clock Black & Chrome 6TUJ2 
Jumbo LCD Clock Black/Silver 1EYT7 Truck 


Mobile Mount Holder with Suction Cups and Air Vent Mounts Black & Chrome 6TUH4 Hi d 
Drink Holder, Window Mount with Self-Adjusting 00 


Rngers ris Up oe of, Brinks sai Black TEYX3 Latches 8 

rink Holder with Nonslip Base with Self- 

Adjusting Fingers, Fits Up to 44 oz. Drinks Black TEYXS Item 
Collapsible Trash Can Black 1EZC5 Type (in.) No. 
EZ Clean Litter Bag with 6 Disposable Liners Black 1EZC6 Catch 
Insurance/Registration Wallet Black 1EZC7 U-Shaped Ball Cup 1% 3VUN4 

OccuNomix Rubber Hood 4% 3VUN5 
Seat Belt Cover Yellow 19MR24 U-Shaped Ball Cup 4% 3VUN6 

Impacto Truck Hood Catch 
Seat Cushion Blue 122329 U-Shaped Ball Cup 6 3VUN3 


Safety Whips (Greckens 


High-visibility warning whips alert other vehicles to your presence, to —_—Note: Replacement flags are available on 
help prevent accidents. Whips are constructed of premium fiberglass  S"ainger.com®. 

resin and include mounting base and Day Bright™ fluorescent orange 

nylon mesh flag, with or without 3M® Scotchlite® Reflective X. 








Overall Flag Flag Mfr. Item 
No. 5UYK3 | No. 5UYK8 Overall Flag Flag Mfr. Item Description Height Height Width Model No. 
Description Height Height Width Model No. Whip with Quick-Disconnect Base 
White Whip, Orange Flag, Threaded Hex Base General Duty 
Light Duty With Reflective (X) aa: 11" 12" FS5X-QD-O0 16D793 
With (X) 7 ft. — — ___FSRR/O-HB_ 5SYMH7/ With Reflective (X) 6 ft. 11° 12" FS6X-QD-O 16D797 
General Duty Without (X) 6 ft. ib 12" FS6-QD-0 16D795 
Without (X) 3 it. bl 12" FS3-0 oUYJ9 With Reflective (X) 8 ft. 11" 12" FS8X-QD-O 16D808 
With (X) oit 11" 12" FS3X-O0 —_ SUYKO With Reflective (X) OT. 17 12" —FS10X-QD-0 16D776 
with). Bit 11" 12" FS6X-0BUYKA~ ‘Heavy-Duty Spring M 
it ° ft. : : a eavy-Duty Spring Mount == _ __ 
No. Without (X) Bf. 11" 12" FS8-O  SUYK7 —_For Whips Up to 8. ROTOOG: SUING 

1.2) 5UYR2 With (X) 8 tt. 11° 12" FS8X-O — SUYK8 Female Quick- 

iy With (X) 10 ft. 17" 12" FS10X-O — SUYL2 Disconnect Base Mount _ = — FSQDB-DUD 16D835 
With (X) 12ft. 11" 12" FS12X-O0 —_ SUYL6 with Debris Cap 
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FLEET & VEHICLE MAINTENANCE 
Tailgate Spreaders & Accessories 








No. 9VPYO 


Tailgate Spreaders 


Connect to trucks, utility vehicles, tractors, and other vehicles. Integrated 
steel augers. Sealed, heavy-duty 12V electric drive motors and transmissions. 


Rustproof spinners. 


Pelletized Ice Melt, Seed, and Fertilizers—Has 20-ft. insulated harness with 
On/Off switch and a manual flow gate with 10-ft. cable to adjust the flow rate. 


Rock Salt and Nonpelletized Ice Melt—No. 2FGV4 has 20-ft. insulated 
harness with On/Off switch, manual flow gate with 10-ft. cable for adjusting flow 
rate, and a feed auger. No. 49XE20 has digital, variable-speed controller that 
allows easy control of spread width. Includes polyethylene lid. Nos. 36RM29 and 


Description 

Tailgate Spreaders and Sprayer 
Pelletized Ice Melt, Seed, and Fertilizers 
Rock Salt and Nonpelletized Ice Melt 
Rock Salt and Nonpelletized Ice Melt 
Rock Salt and Nonpelletized Ice Melt 
Rock Salt 
Rock Salt 
Rock Salt 
Sand/Salt or Bulk Salt 
Sand/Salt or Bulk Salt 
50-50 Salt and Sand Mix, Bulk Salt 
Sand/Salt or Bulk Salt 
Sand/Salt or Bulk Salt 


Sand/Salt 


Ice Melt, Bagged Salt 

Sand/Bulk Salt 

Bulk Materials Sand/Salt Mixtures 
Tailgate Spreader/Sprayer Accessories 


Vinyl Cover For Use with Nos. 2FGV3, 5RRF6, and 2FGV4 
Material Flow Gate with Agitator and 10-ft Cable, For Use with No. 49XE20 
Variable-Speed Controller with Harness and Mounting Hardware, For Use with Nos. 2FGV3 and 2FGV4 


Cap. 


3.0 Cs TL 
3.0 CUT 
3.0 Cu. Th. 
5.6 Clk fk. 
4.4 cu. ft. 
8 Cu. ft. 


10.79 cu. ft. 


5.3 cu. ft. 
6.0 cu. ft. 


20.25 cu. ft. 
27.0 cu. ft. 


54 cu. ft. 
11 cu. ft./ 
825 |b. 
4 cu. ft. 
8 cu. ft. 
27 cu. ft. 








Spread 
Width 


Up to 25 ft. 
Up to 25 ft. 
Up to 25 ft. 
Up to 30 ft. 


3 to 30 ft. 
3 to 30 ft. 
3 to 30 ft. 


Up to 30 ft. 


30 ft. 
5 to 30 ft. 


Up to 40 ft. 


5 to 30 ft. 
3 to 30 ft. 


3 to 30 ft. 
3 to 30 ft. 


Up to 30 ft. 


Variable-Speed Controller, For Use with Salt Dogg TGS Series 


Full Swing-Away Receiver Hitch, For Use with Nos. 2FGV3, 2FGV4, and 49XE20 


Spreader Drop Mount, For Use with Nos. 2FGV3, 2FGV4, and 49XE20 


Pre-Wet Spray System, 30 gal. Spray Tank, Sprayer with Hose For Use with No. 4CAD4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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No. 
36RM29 





No. 49XE21 





No. 49XE27 





No. 36RM30 


No. 52KD32 









Ne, 
f TUSEE 
© . Buyers a _ 


36RM31 are prewired for an optional vibrator kit (sold separately). No. 36RM31 
includes variable-speed controller for adjusting flow rate. 


Snow : 


Sand/Salt or Bulk Salt—Dual variable-speed controls adjust flow rate and 
spread width independently. Top screen stops rocks or large chunks from 
getting jammed in the auger. Built-in vibrator can be turned off and on. Mounting 
kit with straps included, except No. 49XE27 (mount is available separately). 
Material stays dry and safe while driving: Nos. 49XE21, 9X603, 9VPYO, 36RM30, 
36RM32, and 36RM33 have a fitted hard lid; No. 4CAD4 has a fitted tarp. 

Nos. 36RM34 has a dual-action polymer lid. 


Mount Mfr. Item 
Type H W D Brand Model No. 

2" Receiver or SnowEX 30%" ol 22 V2" SnowEx SP-125-1 2FGV3 
2" Receiver 20° oa. aki SnowEx SR-210 SRRF6 

2" Receiver or SnowEX 30%" 31” 22 V2" SnowEx SP=225-1 2FGV4 
2" Receiver oo 38" 20.5" SnowEx SP-575X-1 49XE20 

2" Receiver Hitch 40.5" 220° rs SaltDogg TGSUVPROA 36RM31 
Step Bumper 45.7" 29.7" 26" SaltDogg TGS01B 36RM29 
Step Bumper 40.1" 04.3" 92 Ya" SaltDogg TGS05B 36RM33 
3-Point Hitch or 2" Receiver 34" 38" 20.5" SnowEx SP-15/5-1 49XE21 
3-Point Hitch, 2" Receiver or Bed 28" 49.5" 24" SnowEx SD-600-1 49XE27 
Bed 28" 48" oo: SaltDogg SHPE0750 9X603 

Bed 36" 48.5" 77" SnowEx SP-6000 4CAD4 

Bed 40" 47.8" 96" SaltDogg SHPE2000 9VPYO 
2" Receiver Hitch 46" oo a1 SaltDogg TGSO7 36RM34 
2" Receiver Hitch oe: 30" 30" SaltDogg TGS02 36RM30 
2" Receiver Hitch 45" 38" 38" SaltDogg TGS03 36RM32 
Bed 34" 48" 82%" Buyers Products SHPE1000 52KD32 

SnowEx WSC-020 SRRF& 

SnowEx GAK-020-1 49XE22 

SnowEx VAR-020 2HPES 
SaltDogg 3011864 36RM28 

SnowEx PPT-175-1 49XE24 

SnowEx DRM-175-1 49XE23 

SnowEx PWS-100 49XE33 
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FLEET & VEHICLE MAINTENANCE 
Tire Changing and Balancing 


Scan. Order. Done. |=: 
Details on page A1. = 





VL. 
BEAN 


Tire Balancer 


Built to balance truck, bus, RV, 
and automobile wheels and 
tire assemblies. Heavy-duty 
design handles wheel ranges 
from 12” to 24.5”. Additional 
features include pneumatic 
wheel lift that helps reduce 
strains caused by lifting; semi- 
automatic data entry that helps 
eliminate errors; and self-cali- 
bration detail that helps ensure 
accuracy and reduce cost. 


Power Mfr. Item 
Item Requirements Max. Tire Dia. Model No. 
Tire Balancer 230V, 1-Phase, 60 Hz 30" EEWB543AW 4VCT8 


O Perfect 


EQUIPMENT 


Wheel Weights 


FN Series—Clip-on weights can be used on 
most pre-1990 Japanese vehicles equipped 
with alloy wheels. 








———— Ee 


FN Series 


P Series—Use on standard passenger cars 
with 13" to 17" steel wheels. 


PZ Series—Use zinc weights on standard 
passenger car 13" to 17" steel wheels. 





Item Pkg. Item —_ Pkg. 
Weight Size No. Qty. Weight Size No. Qty. 
FN Series - Zinc PZ Series Uncoated - Zinc 

10g 0.885 x 0.698"  33Y274 25 0.25 02. 1.254 x 0.475" 33Y193 25 

15g 1.375 x 0.698" 33Y275 25 0.50 oz. 2.407 x 0.475" 33Y194 25 

20g 1.57x0.776' 33Y276 25 0.75 oz. 2.143 x 0.575" 33Y195 25 

P Series Uncoated - Lead 1 02. 2./28X0.575' 33Y196 25 

0.50 oz. 1.3 x 0.567" 33X838 50 1.25 02. 2.932 X 0.625" 33Y197 25 

0.75 oz. 153.x 0,65" 33X839 50 1.50 oz. 3.437 x 0.625" 33Y198 25 

1 02. 2.2 X 0.65" 33X840 50 1.75 02, 3.514x 0.675" 33Y199 25 

1.25 02. 2.38 X 0.65" 33X841 50 2.00 oz. 3.955 x 0.675" 33Y201 25 
15-02. 2.88 x 0.65" 33X842 50 
1.75 02. 3.2 xX 0.65" 33X843 50 
2 OZ. 3.69 x 0.65" 33X844 50 
2.25 OZ. 4.02 x 0.65" 33X845 50 

WHEE 
eee y 
‘ = 7 
i ey 7 
wheel Protectors" 





No. 33Y354 
Hy No. 56FM72 
Wheel Weight 
Assortments for eet 
errec ‘ 
Alloy Wheels OD Fortec ganormann 
Mfr. Item 
Description Brand Model No. 
for ors SoUW ehieDeagh Perfect Equipment  CWW155E 33354 
Wheel Weight Rack Hofmann Power Weight SPDRCK-1 56FM72 
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BEN 


E'¢Ken-Tool 
Tire Changing Systems 
Mfr. Item 
Description Application Model No. 
John Bean 


EEWH512BU 4VCT9 
EEWHS14BE 4VCU1 


EEWH517B 4VCU2 


Tilt Tower Tire Changer, System II-E For OEM to Aftermarket Applications 
Tilt Tower Tire Changer, System IV-E For OEMs or the Aftermarket 


Tilt Tower Tire Changer, System V Eee 
Ken-Tool 


Manual Tire Changer, Floor Mount 


For Tires with Rim Dia. From 4 to 15° 


38601 2WFP1 


Pa a a i rrrrt 
{as —. Cae 
i tn. “S ! a7 7 
| — qe 
| . : 
ee | ea cla 
/ “ae — 





Adhesive Wheel Weight BA OFMANI' 


Item Pkg. Item Pkg. 
Weight No. Oty. Weight No. Qty. 
H360 Series H361 Series 
5g. 55EK12 100 5g. 55EK24 100 
10g. 55EK13 100 10g. 55EK25 100 
15g. 55EK14 100 159. 55EK26 100 
209. 55EK15 100 209. 55EK27 100 
259. 55EK16 100 259. 55EK28 100 
309. 55EK17 100 309. 55EK29 100 
35Q. 55EK18 50 35g. 55EK30 50 
A0g. 55EK19 50 A0g. 55EK31 50 
45g. 55EK20 50 45g. 55EK32 50 
50g. 55EK21 50 50g. 55EK33 50 
55g. 55EK22 50 550. 55EK34 50 
60g. 55EK23 50 60g. 55EK35 50 


coe rth 
i ae ete cals 
ge ee es 





Tire Balancing Beads eas 


Reusable ceramic beads eliminate the need for spin balancing or rebalancing 
for the life of the tire. The beads reposition themselves as the tire wears to help 
maintain a smooth, vibration-free ride. 


8 0Z. 10 OZ. 12 02. 16 OZ. 

Item Item Item Item 

Description No. No. No. No. 
1 Bag 42X242 42X243 42X244 42X246 
2 Bags _ 42X238 42X239 42X237 


1-800-GRAINGER (472-4643) 
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2WFENG a No. 1EKW9 No. 1EKX3 












® 7 eee cree ee 
E€Ken-lool 
WHEREVER TIRES ARE CHANGED™ 
No. 6ZCGO 
Leak Locator Mfr. item "ae : 
and Lubricants Description Model No. 4 Se ol Ax 
Leak Locator cecal eR 
___ Mist Leak Concentrate, 32 oz. 35805 2WENG WACANIZING CEMENT BEAD SEALER _ 
Just spray leak locator on tire "Lubricants is. sith exypcaeny ras! iil veces sae 
to instantly detect air leaks. Bead-Eze Penetrating Tire Lubricant, 1 gal. 35847 2WFN7 33K057_ | Nannie aASIAS 33K060 
No. 6ZCGO has a rust inhibi- Ew" Paste. 8-Ib. Bucket 35848 6ZCF7 nn 
pate Tiger Paste, 7.5-Ib. Bucket 35837 6ZCGO Af al 
tor and is ideal for OTR and =“ Heavy Paste, 25-ib. Pail 35840 G6ZCF8 Meiners 
specialty equipment tires. Ultra Lubricant, 25 Ib. 35839 6ZCF9 | 





rt-rLare’ XC eal 
Tire Cements, Sealant, and Lubricant 





No. : 
BaWwank Use to help stop small leaks at rims and around small punctures. 
Container Mfr. Item 
Item Size Type Model No. 
Tru-Flate 
_ Universal Cement 4 oz. Can 12-085 1EKW8 
Universal Cement 8 OZ. Can 12-086  1EKW9 
Cam-Cure Cement 8 OZ. Can 12-287 — 1EKX9 
Universal Cement 1 qt. = 12-089 —1EKX2 
No. Concentrated Lubricant and Preservative 1 gal. Bottle 12-097 —1EKX8 
33W454 Tire Bead Sealer 1qt. Canwith Brush Top 12-090 1EKX3 
No. Concentrated Tire Mounting Lubricant 8 Ib. Tub 12-095  1EKX6 
36P426 Xtra Seal 





Tire Repair Cement 8 OZ. — 14-008 33K057 


CAME) Pa. aLTEc| sas SUICHae Tire Bead Sealer 32 oz. = 14-101 33K060 


Locknut Sockets OIC. 







® 
K€Ken-lool 
WHEREVER TIRES ARE CHANGED™ . 
Tire M ountin an d Make wheel bearing locknuts easy to remove 
¢| or install. Constructed of high-strength steel 
Demounting Tools and resist rounding out. 
sai — Sockets are designed for use with 34" square-drive 
en | Model Nai manual tools only. 
Ame Socket Overall Item 
Manual Bead Breaker 11". 71600 33W454 Size Length No. 
Haltec 6-pt. SAE—*" Drive 6-pt. 
Slide Hammer Bead Breaker 48" 71500 33W455 2 V4" 3Y," 4CLK7 No. 4CLL4 
Ken-Tool 2 V2" a 4CLK8 
Bead Seating Tool — 31444 36P426 2%" 315/40" 4CLK9 
Lug Nut Remover Socket Set 5%" 30254 20KR85 25/4" ai 4CLL1 
Mount/Demount Tool 37" 34645 2WFF7 3 5 4CLJ2 
Thin-Wall Impact Socket Set 9%" 30259 20KR86 No. 20KR86 39" a 4CLL9 
oe , 3s" 5 4CLJ4 
3Y" 35%" 4CLJ6 
34" 3%," 4CLL4 
3% 3%," 4CLJ8 
4" 3%" 4CLK1 
8-pt. SAE—*%" Drive 
34 3%" 4CLJ5 
3/4" 3%," ACLL3 
434" 3%" 4CLK4 8-pt. 
4V" 5 4CLN4 No. 4CLL3 
413/46" 3%," 4CLN7 
4 iw | One 
Socket Size (in.) Brand No. ® 
4-Way Lug Wrench 
Ps F Ya", 3/6", %", /6' Sockets —  Ken-Tool 8UMX4 
E\€Ken-lool 16, ¥4, 36, and 7%" 14 Westward 2HLA8 Pry Bar Set 
16, Ya, 36, and 7%" 20 Westward 2HLA9 o 
* WwesnwarD Te", Va", He", 7 20 Ken-Tool 46UA51 indexable lo 180” to ease 
Tae’, Va", et, Ve" 14 Ken-Tool 46UA53 | @CCess in tight spaces, and 
Lug Wrenches A Ve 23) Ken- Tool 36P419 features 14 locking positions 
8, '%ie, 1, an 16" estwar' i 
Four-way wrenches help 17, 19, 21, 23mm 14. Westward 2HLA7 to help increase leverage. 
; 17, 19, 21, 23mm 20 Westward 2HLB1 Overall Mfr. Item 
provide the leverage you need Double-End Truck Wrench Description Length Model No. 
to loosen most lug nuts. 16 x 1%" Hex 16 Ken-Tool 2WEZ3 3-pc. Indexing Pry Bar Set 1 12. 1p 7175 39E951 
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FLEET & VEHICLE MAINTENANCE 
Tire Repair 


Scan. Order. Done. 
Details on page A1. 












ad Valve 
Tread Depth Gauge 


with Pocket Clip 
No. 2HKY4 





TPMS Valve Core _——_ 
Torque Tool a Valve Stem Tool 
vy No. 2HLE2 TS No. 2HLEG 
WESTWARD Item 
Tread D ee Pocket Cl HK 
' 7 read Depth Gauge with Pocket Cli 
Tire Service and Valve Stem and Core Tool 2HLES 
H alve Core Torque Too 
Repair Tools TPMS Valve Core Torque Tool 2HLE2 
Valve Stem Tool 2HLE6 


£ — 


Tread Depth Gauge 


No. 33W514 
Plastic Handle 


as 
No. 33W511 
— ee i 
| a= 


Valve Stem 
7 HALTEC| 


Tire Service and Repair Tools 


Digital Tread 
Depth Gauge 
No. 48WC16 


Valve Core 
Extractor with 


Shur-Lock Valve Core Remover 


No. 32HE86 
No. 33W513 


Mfr. Item 
Description Model No. 
Tread Depth Gauges 
0-32 32NDS with Pocket Clip GA-190 33W514 
0-32 32NDS with Pocket Clip, Pkg. of 20 GA-190-20 33W505 
Digital Tread Depth Gauge DI-190-32 48WC16 
Measures Tread Depth Up to 6" N-1410 48WC24 
Standard Bore Tire Repair Tools 
Valve Core Extractor, All Steel, 21%2"L TL-635 33W512 
Valve Core Extractor with Plastic Handle, 4%'L TL-620-1 33W511 
Valve Stem Installation Tool, 13%4'L TL-665-1 33W513 
Shur-Lock Valve Core Remover TL-132 32HE86 





No. 
33W583 











No. 33W496 SA, 
“Re eass// > No. 
= 33W499 
HALTEC a »  No.33W498 . 
= HaLTES! TRU-FLATE i‘ 
Item Pkg. 
ltem L Material Brand No. Qty. No. 

Tire Valves 

Tire Valve 7" Rubbermetal Haltec 33W522 500 somos 
Snap-In Valve 1%" Rubber _Tru-Flate 1MYP2_ 50 

Snap-In Valve 1%" Rubber _Tru-Flate 1MYP6 50 

Clamp-In Valve 1y9t Mee te? Tru-Flate 1MYTB 1 

Truck Valve Extension 36. Metal Haltec 33W583 10 

Truck Valve Extension 6"%e Metal Haltec 33W585 10 

Truck Valve Extension v Metal Haltec 33W581 10 

Tire Valve Cores 

Standard Valve Core — Brass Tru-Flate 1MZF1 100 

Standard Bore Valve Core — Metal Haltec 33W496 100 

Tire Valve Caps 

Dome Shaped Valve Cap = — Plastic _Tru-Flate 1MZD5 100 

Valve Cap — Plastic Haltec 33W498 100 

Valve Cap = Metal Haltec 33W499 100 

Double Seal Valve Cap — Metal Haltec 33W5/6 50 

Valve Bore Adapter —= Metal Haltec 33W574 5 

Female Large Bore Brass Tru-Flate 1MYZ8 5 


Valve Adapter No. 33W574 
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Stem and 
Core Tool 


aL’ 2HLES 
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Tire Knocker 
No. 2WFN8S 


oS Mount and Demount Tool 
No. 36P413 


_ 2 
Mount and Demount Spoon 
No. 2WFJ1 





Mount and Demount Tool 









No. 6ZCF1 
na | $< es SD 
— BP Bead Lube Swab 
Bead Breaking Wedge No. 2WFN2 
No. 2WFE7 
oe Lube Brush 
No. 36P425 C 
Wheel Weight Tool 
Tire Changing No. 2WFLS 
- r 
WHEREVER TIRES ARE CHANGED™ 
Equipment and Tools E:€Ken‘Tool 
Mfr. Item 
Description Model No. 
Tire Knocker 
Hickory Wood, 18°L 35110 2WFN8 
Mount and Demount Tools 
16%2'L For Small Tires 32106 36P413 
38" Tires 33199 6ZCFO 
41"L, For Tubeless Truck Tires 34647 2WFF8 
54'L, For 22%" and 24V2" Tubeless 
Truck Tire, up to 13"W Wheel 35440 6ZCF' 
Super Duty Tubeless Truck Tire Iron T45AC 20KT04 
Mount and Demount Spoons 
30'L, Straight 33219 2WFH9 
30"L, Curved 33220 2WFJ1 
Bead Work 
Breaking Wedge with Fiberglass Handle, 32"L 35429 2WFE7 
Lube Swab, 12'L 30511 2WFN2 
Lube Brush, 11°L 30512 36P425 
Wheel Weight Tools 
Standard Duty oog00 2WFL9 
Professional Duty 35354 2WFL8 













7 
, i 
Tread Depth anh sad 
Gauge with = 
Pocket Clip 
No. 1MZF7 = a 
a 
4-Wa rae Path 
y | Double 
Valve Tool bets «Use Tool 
No. 1MZF9 nN No. 1MZG2 


Hats 





a PY) 








. 2 Tire 
Ball Bearing Stitcher Buffing 
z — 1ELD1 Cone 
TRO-FLATE No. 1ELD4 
Mfr. Item 
Description Model No. 
Tread Depth Gauge 
With Pocket Clip 40-395 1MZF7 
Tire Repair Tools 
Valve Core Extractor, All Metal Construction 41-469 1MZG6 
4-Way Valve Tool 41-067 1MZF9 
Double Use Tool, Valve Core Remover and Tire Deflation 41-068 1MZG2 
Ball Bearing Stitcher with Wood Handle, 11" dia. x “e W 17-244 1ELD1 
Tire Buffing Cones 
Heavy Duty 21%" dia., ¥s' Arbor Hole 18-259 1ELD4 
Standard Duty, 2" dia., ¥s' Arbor Hole 18-260 1ELD5 
Applicator Swab 
Cotton Applicator Swab 1/-295 1ELD3 
No. 5DYU8 No. 1ELC8 
Matkal 8 7 
TRO-FLATE 
Tire Marking Crayons Tene | en 
g y Item th 
. . Brand No. 0. 
Temporary solid paint crayons mark on Waar snvUa 1 EDYUS 
wet and cold rubber surfaces. Tru-Flate TELC7 TELC8 
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No. 
52YX26 





ORIGINAL 


Tire Repair 





















io a Sealants 
oO. ; ; ' ie 
33M153 ae Provide temporary repair that allows safe travel to tire repair facility. 
33M150 Container Item Container Item 
Item Type Size _No. Item Type Size _No. 
Fix-A-Flat Slime 
Temporary Flat Tire Repair Tubeless Tires, Bike, ATV, Auto, Trailer, 
No. 1NUV7 Tire Inflator Motorcycle and Wheelbarrow 
pealant Perosol Gan’ “12 0z S2YK2S Tire poaant pquceze Bottle 16 oz. yn 
ire Inflator Tire Sealant Squeeze Bottle 24 oz. 
Tire Inflator and Inflator Repair Kits $e ye seaan—Saveers Bote or TOE 
ire Inflator ire Sealant Jug with Pump 1 gal. 
Item pealant a ate qeaant mete 4 a Lal, ines 
ire Inflator ube Tires, Bike, Dirtbike an eelbarrow 
ree Features No. Sealant me OsolCal) SERGE OeMnee Tie Sealant Squeeze Bottle 8 02._1MRDB 
° ‘ Tire Sealant Squeeze Bottle 02. 1 
12-Volt Inflator/Tire Repair Kit Pace cH hoeee Cale. 33M159 Tire Sealant Jug with Pump 1 gal. 1MRE4 
; Inflates mid-size car tire in 8 minutes.12 volt , 
12-Volt Tire Inflator 0 to 100 psi, Gauge and Light. Raft pump 33M153 
12-Volt Tire Inflator _Inflates a Car Tire in 8 Minutes _ 33M152 ¢ 
Hand Flor Bicycle Pump ped ogra Foy ymproyed Grp. aaMt60 A 3 
ee val inflates a Standard Car Tire in 3 Minutes, 33M154 
Single Cylinder Foot Pump Meee: Ieee. Vehicle flarcling 33151 sanae 
Smart Spair Flat Tire Repair Kit — 1MRF7 : 
Maxair No. 1ELA3 
Air Pump INUV7 






















PATCH 
AADLAL 
2 No. 33M139 
PATGH 
; No. 1UEX9 _ { 
1ELB2 - - - a oll a1 
Tire Repair Kits = 72-Ftare” Xeseal 
Item 
No. 1EKY9 Item Includes Brand No. 
Ti re Automotive and Light-Duty Trucks Tire 
No. 1ELC4 Large Tire T-Handle Open-Eye Tool and Probe, Pencil Slime  3CZR1 
Re air Kok Repair Kit Gauge, 9 String Repairs, Tool Case 
[p TiOMFLATE tra lime) Repair Kit Tire 4 Probe, 1 Needle, 5 Radial Inserts, 1.30 0z. cement ‘Tru-Flate 1ELA3 
Item = Pkg. Truck Tire T-Handle Open-Eye Tool and Probe, Lubricant 
Automotive anal sary Duty Trucks Tire Size in.) Brand No. aty. Repair Kit Retractable Knife, 25 Heavy Duty Inserts, Tool Case Xtra Seal 33K047 
= i Truck Tire (25) Passenger Heavy Duty Strings, T-Handle With Needle, 
gultel Belted Radial eer Tire i Iru-Flate TELG2 30 Repair Kit Passenger Needle, T-Handle With Spiral Cement Tool Xtra Seal 33K046 
Medium Plug-N-Patch : Ve Stem — Tru-Flate  1ELC5 20 Emergency Repairs On The Largest Truck Tires 
Medium Plug-N-Patch HA" Stem — Xtra Seal 33K055 24 Heavy-Duty _ T-Handle Open-Eye Tool and Probe, 2 oz. Universal Tru-Flate 1UEX9 
Medium Round Tube/Bias Tire Patch a = Tru-Fiate TEKZA 30 sien hoe Cement, 15 Heavy Duty Inserts, Tool Pouch 
Radial Inserts/String Repairs : — ru-Flate E 
Radial Inserts/String Repairs q" 4 Tru-Flate TELB2 = 20 Off-Road Tire 2 Tubes of Glue, 2 Metal Scuffers Slime 33M139 
Radial Inserts/String Repairs q" 4 Tru-Flate 1ELCi ~—-60 Repair Kit and 56 Various Size Patches 
Radial Inserts/String Repairs 4" 4V4 Xtra Seal 33K044 —_—60 (4) Valve Cores, (1) 4 Way Tool, (4) Anodized — 
Radial Inserts/String Repairs ra ré Tru-Flate 1ELB3 20 Valve Caps, (3) Plug Repair Strings, (1) 10-50 psi 
Small Plug-N-Patch Ye" Stem = Tru-Flate 1ELC4 48 Off-Road Tire Anodized Pencil Gauge, (1) Screwdriver Reamer Slime  41MRF5 
anal ots Radial Tire Patch 244 — Tru-Flate 1EKY9 30 Repair Kit pee Sr Metal Set fier Ch) WH (5) 4 ae 
oad Tires atches, etal Scuffer, .41 oz. Tube Rubber 
Radial Inserts/String Repairs 4" — Slime 33M147 1 Cement, (3) Repair Plugs, (4) Chrome Hex Caps 
HALTEG = 
* _ AINIERS No. 
€7) sis 33M127 
= 1953 48WC39 — a 
Tire Gauges We're There. No. 33M133 as | 
Pressure Mfr. Item 
Item Range Model No. 
Haltec 
figtal Tire Pressure Gauge 0 to 160 psi GA-850-330 48WC39 
ime ‘ f” 
Digital Tire Gauge 5to150 PS! 20017 —33M133 pp 
Dually RV Dial Tire Gauge 10to 160 PSI 2020-A 33M127 f 
Westward 
Dial Tire Pressure Gauge Oto60 psi 2HKY6A 2HKY6 
Digital Tire Pressure Gauge 2to99.5 psi 2HKY/ _2HKY7 F N 
Digital Tire Pressure Gauge 0 to 150 psi 2HKX9 __ 2HKX9 bls 
Digital Tire Pressure Gauge Kit Oto150 psi © 2HKX7 2HKX7 L 38VL21 
Dual Foot Tire Gauge 0 to 160 psi 2HKX2 _ 2HKX2 : 
Winters 7 
Tire Pressure Gauge Oto100 psi PGV693 38VL21 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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ESPECIALIDADES 
HArTES ILTONM “Senn 


Tire Inflator Gauges 





* WestwaRD 





















Scan. Order. Done. 
Details on page A1. 












Hose Mfr. Item 
No. 48WC45 No: Features Range Size Model No. 
51EP59 Haltec 
Tire Inflator Gauge 
Gauge Bar in Site Glass, Locking Chuck, 2 PSI Increments 10to 120 psi 72" I-440-6 48WC27 
In-Line Gauge, Locking Chuck, 2 PSI Increments 10to7120 psi 36° [-405-3M 48WC44 
ite Gauge, Locking Chuck, 2 PSI Increments 10to120 psi 7/2" 1|-405-6M 48WC45 
ilton 
f ; Dual ead Stralght, Chuck Inflator Gauge 4SCR 
auge Bar in Site Glass, Straight-on eg. Reverse i 
f é Chuck, 12" Swivel Chuck, 2 PSI Increments 10 to 160 psi 24 oe 
“ys ‘Ee No. 54 ooo cs Gauge Bar in Site Glass, Straight-on & 30 deg. Reverse Chuck, 2 PSI Increments 10to160psi_105' 9-016 51EP60 
On atepoa ve No. Dual Head Tire Inflator Gauge 
0.5 48NU08 Gauge Bar in Site Glass, Angled & 30 deg. Reverse Chuck, 2 PSI Increments 10 to 160 psi 15’ 5-506 51EP59 
Gauge Bar in Site Glass, Straight-on & 30 deg. Reverse Chuck, 2 PSI Increments 10 to 160 psi__60" 501 51EP10 
= In-Line Gauge, Angled and 30 deg. Reverse Chuck, 2 PSI Increments 10 to 120 psi 12" 0-022 91EP63 
= | Heavy-Duty Truck Tire Inflator Gauge 
Gauge Bar in Site Glass, Straight-on & 30 deg. Reverse Chuck, 2 PS! Increments 10 to 160 psi __60" o0a 51EP24 
Large Bore Tire Inflator Gauge 
No. Gauge Bar in Site Glass, Kwik Connect Air Chuck, 2 PSI Increments 10 to 160 psi 72" 906 91EP25 
4 2HKX3 Omega 
Digital Tire Inflator 
7 ~~ Bel Leb pal Re oh 2 ee 
asy Lock, igital Read-Out to psi : 
aoeueyr Westward 
Dual Head Tire Inflator Gauge 
Dial Gauge, Straight-on & 30 deg. Reverse Chuck, 2 PSI Increments Oto220psi 12" 2HKX4 2HKX4 
Gauge Bar in Site Glass, Angled & 30 Degree Reverse Chuck, 2 PSI Increments 10to120 psi 12° 2FDL1 2FDL1 
Gauge Bar in Site Glass, Straight-on & 30 deg. Reverse Chuck, 2 PSI Increments 10to120 psi 144°  2HKX3 2HKX3 
In-Line Gauge, Angled and 30 deg. Reverse Chuck, 2 PSI Increments 10to90psi 12 2HKX1 2HKX1 
Tire Inflator Gauge 
In-Line Gauge, Straight Tapered Chuck, 2 PSI Increments 10to90psi 12" 2HKW9 —_ 2HKW9 
; 7 = NT 
No. 48WC36 ee - ° 
, No. 32HE98 No. 32HE96 





Pencil and Straight On 
Tire Gauges 





Pressure 
Features Range 
Haltec 
Dual Foot Hah Pressure Te Gave 
xtended Head, Straight-On and 30° 
Reverse Chuck, 2 psi Increments 20 to 120 psi 
Dual Foot Tire Pressure Gauge 
eres unuck, 2 ps! erements 0 10 to 150 psi 
xtended head, Straight-On and 30° . 
Reverse Chuck 2 psi Increments 10 to 150 psi 
rip Handle, Straight-On and 30° 
Reverse Chuck, 2 psi Increments 10 to 150 psi 
ecalibratable, Straight-On and 30° 
Reverse Chuck 2 psi Increments 10 to 150 PSI 
traight-On and 30° Reverse ; 
Chuck, 2 psi Increments 10 to 150 psi 
Large Bore ire Fressure Gauge ' 
wivels 360° Chuck, Recalibratable, 
2 psi Increments 10 to 150 PSI 
Pencil Tire Pressure Gauge 
4-Sided Nylon Indicating Bar, 1 psi Increments 10 to 50 psi 
4-Sided Indicating Bar, 2 psi Increments 20 to 120 psi 
Bn 





= ad a - 
No. 41AA48 No. 48WC43_ No. 48WC42 
— = . 
No. 48WC32 (No. 32HE92 


No. 48WC13 


No. 












No. 32HE85 zoRtoe _ 
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Find even MORE on Grainger.com® 


CORPORATION 


Mfr. 
Model 


GA-160 


GA-135-1 
GA-165 


GA-155S W/TGG-1 


GA-155S-RCL 


GA-155-1 


GA-255S-RCL 


GA-109 
GA-115-1 


Item 
No. 


32HFO01 
48WC36 
32HE99 
32HE98 
33W452 
48WC37 


33W453 


32HE96 
48WC35 








Features 
Slime 
Dual Foot Tire Pressure Gauge 
4-Sided Indicating Bar, 2 psi Increments 
Angled Chuck, 2 psi Increments 
TruckSpec 
Dual Foot Tire Pressure Gauge 
Extended Head, Straight-On and 30° Reverse 
Chuck, Hang Ring, 2 psi Increments 
Victor 
Dual Foot Tire Pressure Gauge 
Straight-On and 30° Reverse 
Chuck, 2 psi Increments 
Pencil Tire Pressure Gauge 
Angled Chuck, 2 psi Increments 
Westward 
Dual Foot Tire Pressure Gauge 
Straight-on and 30 deg. Reverse 
Chuck, 2 psi Increments 
Straight-on and 30 deg. Reverse 
Chuck, 2 psi Increments 
Pencil Tire Pressure Gauge 
4-Sided Indicating Bar, 1 psi Increments 
4-Sided Indicating Bar, 2 psi Increments 


No. 2HKW7 


Pressure 
Range 


10 to 120 PSI 
10 to 150 PS! 


10 to 150 psi 


10 to 120 psi 


9 to 50 psi 


10 to 150 psi 
20 to 120 psi 


10 to 50 psi 
20 to 120 psi 


Mfr. 
Model 


2016-A 
2021-A 


JL-5018 


00896-8 


00902-8 


2HKW5 
2HKW6 


2HKW/ 
2HKW8 


= ay ole 
Air Chucks Amtlo Sonronaran J ///// 
Item Features Range 
ror. Straight-On Air Line Chuck, $ Standard 
. traight-On Air Line Chuck, Snaps on to Standar ‘ 

Ball Foot Air Chuck Tire Valve and Trays Put Until Disconnected 300 psi 
Haltec 

Air Chuck Easy Lock 0 to 300 psi 
Air Chuck Easy Lock 0 to 250 psi 
Air Chuck Good for Inner and Outer Dual Tire 0 to 200 psi 
Air Chuck Easy Attachment and Removal from the Valve 0 to 200 psi 
Air Chuck Easy Lock, Max Pressure 200 psi _— 

Air Chuck Clip-On European Style 200 psi 
Air Chuck European Style Clip-On Air Chuck 5 to 200 psi 
Tire Chuck Reverse Angle —_— 
Speedaire 

Ball Foot Air Chuck Ya" Female NPT — 
Westward 

Angled Air Chuck Ys" Female NPT, Angled Chuck for Inflating Inner Wheels _0 to 150 psi 
Ball Foot Air Chuck Ya" Female NPT 0 to 150 psi 
Clip-on Ball Foot Air Chuck —_ Clip Locks Chuck on to Valve Stem for Easy Filling 0 to 150 psi 


HALTEC) *GPEEDAIRE ’ * 


AL3000-BG-GRA 


Mfr. 
Model 


17-351 


H-5269 
H-4660A 
CH-370-LO 


3/7 
CH-347-OP 
CH-360 
CH-360-OP 
CH-350-LO 


2HKY2 
2HKY1 
2HKY3 


Item 
No. 


33M130 
33M131 


92YG17 


1EZF3 


1EZF4 


2HKW5 
2HKW6 


2HKW/ 
2HKW8 


WESTWARD’ 


Item 
No. 


41AA48 


48WC43 
48WC42 
48WC32 
48WC13 
32HE92 
32HE85 
29RH98 
33W443 


1KUH3 
2HKY2 


2HKY1 
2HKY3 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


FLEET & VEHICLE MAINTENANCE 
Wheel Accessories & Tires 





No. 
41P227 






No. 41P252 No. 41P205 
No. 
41P194 
No. 
41P217 
HI-RUN N 


MARASTAR .. 


Tires and Inner Tubes 

Durable tires provide traction for lawn mowers, golf carts, 
and outdoor equipment without damaging grass. Inner tubes 
help make quick repairs on flat or damaged tires. For more 
tire and wheel solutions, search for "tires and wheels" on 
Grainger.com®. 


Tire Tread Weight Item 
Size Pattern Ply Cap. (lb.) Brand No. 
Trailer Tire 
Tire and Rim 
480-8 & 8X3./5 4-4 SU01  4Ply 590 Hi-Run 41P242 
4.80-8 & 8X3./5 5-4.5 SU01  4Ply 590 Hi-Run 41P241 
9./0-8 & 8X3.75 4-4 H1i80 4Ply 715 Hi-Run 41P243 
4.80-12 &12X4 4- SU02  4Ply 780 Hi-Run 41P245 
4.80-12 12X4 5-4.5 SU02  4Ply 780 Hi-Run 41P247 
$1175/80D13813X4.5 5-4.5  H180 6Ply 1360  Hi-Run 41P251 
$1205/75D14&14X6 5-4.5 H1i80 6Ply 1/760  Hi-Run 41P252 
$1205/75D15&15X5 5-4.5 H1i86 =6Ply 1820  Hi-Run 41P253 
Tires Only 
4.80-8 SU01 6Ply 745 Hi-Run 41P227 
4.80-12 SU02  6Ply 990 Hi-Run 41P228 
9./0-8 SU02. 4Ply 715 Hi-Run 41P223 
18.5 x 8.5-8 SU03  4Ply 940 Hi-Run 41P224 
20.5 x 8.0-10 SU03. 6Ply 1105  Hi-Run 41P225 
20.5 x 8.00-10 SU03 10Ply 1535 Hi-Run 41P226 
$1205/75R15 —= 8 Ply 1820  Hi-Run 41P236 
Wheelbarrow Tire 
Tire and Rim 
4.00-6 Turf  4Ply 300 Marastar 53DP36 
4.00-6 Rib 4Ply 300 Hi-Run 41P209 
4.10/3.50-4 Stud 4Ply 300 Hi-Run 41P210 
4.10/3.50-4 Sawtooth 4 Ply 300 Hi-Run 41P211 
4 .80/4.00-8 Rib 2Ply 400 Hi-Run 41P203 
4.80/4.00-8 Rib 4Ply 300 Hi-Run 41P205 
4.80/4.00-8 Stud 4Ply 300 Hi-Run 41P207 
Tire Only 
4.00-6 Rib 4Ply 300 Hi-Run 41P208 
4.10/3.50-5 Sawtooth 4Ply 380 Hi-Run 41P192 
4.10/3.50-4 Sawtooth 4Ply 400 Hi-Run 41P191 
4.10/3.50-6 sawtooth 4Ply 400 Hi-Run 41P193 
4.80/4.00-8 Stud 4Ply 400 Hi-Run 41P206 
4.80/4.00-8 Rib 4Ply 300 Hi-Run 41P204 
Golf Cart Tire 
Tire and Rim 
18 x8.5-8 Plugs. 4Ply 815  Marastar 53DP41 
Tire Only 
205/50-10 Golf Turf 4Ply 675 Marastar 53DP45 
18 x 8%-8 Golf Turf 4Ply 815 Hi-Run 41P194 
18x 8.5-8 alias 4Ply 815  Marastar 53DP40 
Power Equipment 
Tire Only 
4.10/3.50-4 Stud  2Ply 230 Hi-Run 41P180 
4.10/3.50-6 Stud 2Ply 290 Hi-Run 41P182 
Riding Mower 
Tire Only 
13 x 5.00-6 Turf 2Ply 295 Hi-Run 41P173 
15 x 6.0-6 Turf  2Ply 365 Hi-Run 41P171 
16 X 6.5-6 Turf 2Ply 415 Hi-Run 41P172 
18 xX 8.5-8 Turf  2Ply 515 Hi-Run 41P174 
18 x 9.5- Turf 2Ply 695 Hi-Run 41P175 
20 x 8.00-8 Turf 2Ply 600 Hi-Run 41P176 
23 X 10.5-12 Turf 4Ply 1340  Hi-Run 41P179 
ATV Tire 
Tire Only 
8 xX 9.50-8 Knobby 2Ply 225 Hi-Run 41P214 
16 x 8-/ Knobby 2Ply 110 Hi-Run 41P213 
20 X 10-12 SU10  =2Ply 365 Hi-Run 41P217 
22X 11-8 Knobby 2Ply 340 Hi-Run 41P215 
25 x 12-9 Knobby 2Ply 430 Hi-Run 41P216 
25 XG-12 SU10  =2Ply 290 Hi-Run 41P218 
23 X 8-11 SU10  4Ply 255 Hi-Run 41P219 
45/70-6 Knobby 2Ply 165 Hi-Run 41P212 
For Use Item 
Tire Size With Valve No. 
Lawn/Garden Inner Tube 
400/410/350-6 Tire Nos. 41P182 and 41P193 TR13 41P282 
410/350-4 Tire Nos. 41P180 and 41P191 TR8/ —41P279 
480/400-8 Tire Nos. 41P204 and 41P206 TR8/ —41P288 
480/400-8 Tire Nos. 41P204 and 41P206 TR13 41P289 
15/600-6 Tire No. 41P171 TR13 41P284 
18 x 850/950-8 Tire Nos. 41P174 and 41P1/5 TR6 _41P286 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Tire Snow Chains, 
Tighteners, and | 


No. 16A731 
Traction Tire Mats 





Passenger, Pickup/SUV 





i Singles, 
Traction Mats saul V-Bar 
| . | No. 3VTL4 
Provide additional traction to 4 7 ; 
help maintain control under 7 - oe co 
; i Skidsteer Chain _ Tightener 
snowy and icy conditions. No. 39R866 No. 3VTR2 
ae Item Pkg. 
Fits / \ Brand No. Qty. 
Traction Tire Mats 
2 Mats 
25"L x 8" Wx 2H Subzero 16A731 2 
Tire Chains 
Dual Triples, V-bar 
215/75-17.5 , 225/70-19.5,235/75-16,235/75-17 ,245/75-16,L1245/75-16 Peerless 3VIP4 2 


Passenger, Pickup/SUV 


245/60-20, 245/75-16, L1245/75-16, LI245/75-17, 265/60-18, 265/65-17, 265/70-16, 275/45-20 Peerless 39R856 1 
225/45-18, 225/50-17, 225/55-16, 235/40-18, 235/45-17, 235/50-16, 245/45-17, 215/59-17 Peerless 39R851_ 1 
220/60-18, 235/50-19, 235/55-19, 235/60-18, 235/65-17, 235/70-16, 245/45-20, 255/45-20 Peerless 39R854 1 
PicOISUV 200/90-20, 259//0-18, 265/50-20, 265/65-18, 265/70-17, LT265/70-17, 265/75-16 Peerless 39R85/7 1 
ickup 

245/60-20, 245/75-16, Lietos- 16, LT245/75-17, 265/60-18, 265/65-17, 265/70-16, 275/45-20 Peerless 39R841_ 1 
Single, Wide Base, V- 

2550/7021 7: [T255/75- 17: LT265/70-18; 265/75-16; LT265/75-16; LT275/65-18 Peerless 3VIL8 2 
gioie- 20) 275/60: -20; LT275/70- 18: LT285/70- 17; 295/70-17; 305/70- 16; LI275/65-18 Peerless 3VIP3 2 
ingles, V-bar 

8-17.59; 205/75-17.5; LT215/85-16; LT225/75-17; 235/55-19; 245/45-20 Peerless S3VIL4 2 
8.00-16.5LT; 8.50-16.5LT; 27x8.50-14LT; 205/75-16; 205/80-16; 225/70-15 Peerless 3VIL5 2 
10.00-22: 11-24.5 Peerless 3VIP2 2 
10.00-20; 10.00/90-20: 11-22.5; 13/80-20; 285/70-24.5 Peerless 3VIN4 2 
11.00-20; 12-22.5; 285/80-22.5; 285/80-24.5; 295/80-22.5; 305/80-22.5 Peerless 3VINS 2 
12.00-20; 12.75-22.5; 14/80-20; 305/75-24.5; 305/85-22.5; 315/80-22.5 Peerless 3VIN6 2 
LT235/80-17; LT245/75-17; 245/75-19.5; 255/70-18; LT265//70-17 Peerless 3VIN9 2 
Single Truck, Bus & RV V-Bar 

215/75-17.9; 225/70-19.5; 235/75-16; 245/70-17; LT245/70-17; LT245/75-16 Peerless 3VIL9 2 


Skidsteer/Skidloader Chain 

7.90x16, 8.00x16, 10x15, 10x16.5NHS, 29x12x16NHS, 29x13.50x15, 38x10x18, 
235/70R15, 235/80R16, 235/75R16.5, 245/75R16, 245/70R17.5, 255/75R15, 
255/70R16, 265/70R15, 265/75R15, 265/60R17, 275/55R17, 275/60R17 
Cross Chain 
V-bar, 4/0 x 10 Link 

Single Truck, Bus, RV 

Chain Tighteners 
Truck-Spring 

Light Truck Link 

Large Truck Link 


Peerless 39R866 1 


Peerless 3ULG3 1 


3VTR1 
3VTR2 


Peerless 
Peerless 


ROP 


*% California 
x . Immobilizer” 


Wheel Boots 
and Locks 


The Enforcer™’—Locks are 
designed for parking enforcement 
and long-term vehicle storage secu- 
rity. Simple to remove by key holders. 


The Protector™’—Works as a powerful 
theft deterrent that offers a comparable 
level of security to standard car wheel 
boots. Secured with a push lock. 


TNT Trailer Lock—Thick wall, steel construction lock can be 
installed on either side of vehicle by reversing wheel clamps. 


Mfr. Item 

Description Use With Model _No. 
The Enforcer Wheel Clamp Type 1__18 to 24" Wheel, Adjustable Cl00530 390428 
The Enforcer Wheel Clamp Type 3 _26 to 35" Wheel, Adjustable Cl00560 39C430 
The Protector Anti-Theft Wheel Lock 0 to 13" wide, Adjustable Cl00520 39C431 





No. 39C428 








: Single or Dual 22% No. 39C433 
TNT Truck/Trailer Lock to 24%" Wheels C100513 390433 
. LASER roots) 
: a Bolt Hole Overall Max. Item 
Loose Wheel Nut Spacing Length Temp. No. 
- Yellow 
indicators 20mm 57mm __257°F_38XK75 
symm o/mm.— 29/"F soe ee 
j indi mm 5/mm  25/°F 38XK/7 
Use these convenient indicators Sn ct FAK TO 
to improve the safety by provid- 7mm 57mm 257E 38XK82 
ing a visual indication of nut 26mm /2mm__—20/°F_=38XK83 
oe vue dicatio ° ; M Bolt Hole Overall Max. Item 30mm = 72mm_—s25/°F = 8XK85 
movement where it is critical, Spacing Length Temp. No. sami remm ore 38XK87 
such as on commercial vehicle range mm /2mm___2o/°F 38XK88 
: : 33mm 72mm  329°F 38XK66 38mm 84mm = 257°F 38XK92 
wheels. Can also help to identify Red 40mm 84mm 257F 38XK93 
if a wheel is overheating. 33mm /2mm__20/7°F_ 38XK97 =4imm_ 84mm __—s257°F_38XK94 








FLEET & VEHICLE MAINTENANCE 
Ball Mounts and Accessories 


20PM74 










Draw Bar with 
Multiple Hitch Balls 


No. 20PM82 
REESE™ — S 
a ee 
Ball Mounts and Accessories 
Ball Hole 
Item Capacity GVW Class Rise (A) Drop(B) Size (C) 
Fits 2” Square Receiver Opening 
Adjustable Ball Mount 00 Ib. Il 1% to 6%" 3 to /%!' 1" 
Adjustable Tri Ball Mount 2000/10,000 Ib. IV [' i — 
9000 Ib. III 64" 8" 1" 
9000 Ib. III 4" 54" ils 
Ball Mount 6000 Ib. III Sa" 2. i 
6000 Ib. III Sa" 2" ili 
6000 Ib. III 2/4" 4" 1" 
oo 
J " 4" " 
— 
Ball Mount w/ Pintle Hook 12. 000 Ib. ii — — 
Black Nickel Ball Mount Kit 6000 Ib. III Sa" 2 il 
16,000 Ib. Il, V ile 2. 1%" 
Forged Ball Mount 16,000 Ib. Il, V 3 4" 1%" 
16,000 Ib. IL V 2. 6" 1%" 
Forged Black Nickel Ball Mount 7000 Ib. = VY" z i 
Pintle Hook Mount 10,000 Ib. II — — — 
Pintle Hook Mounting Plate 10,000 Ib. IV — — — 
Tow Eye 10,000 Ib. — = — _— 
Tow Ring 8000 Ib. — = = 
2000/6000/10,000 Ib. — 0" 0" — 
Tri Ball Mount 2000/6000/10,000 Ib. — 0" 0" — 
2000/10,000/16,000 Ib. — 0" 0" 
Tri Ball Mount w/ Hook 2000/8500/10,000 Ib. IV 0" 0 1%), 2), 2%6 
Fits 2/2” Square Receiver Opening 
Ball Mount 14,000 Ib. V 1%" a 14%" 
Pintle Hook Mounting Plate 18,000 Ib. V — _— —_— 
Fits 3” Square Receiver Opening 
Dual Ball Mount 12,000/25,000 Ib. V Q" Q" _— 
Item —~Pkg.. 
Item Size For Use With No. Oty. 
Towing Accessories 
Safety Chain 36" rar Use Win Sat — 1XUB9_ 
me or Use With Safe ains 
Quick Link V4 “ot As Te-Downs. 1XUC2 2 
ak Li 5 or Use With Safety Chains 
Quick Link 6 Oras Tie: Downs 1XUC1 2 
Hitch Pull Pin 3 Class 3, 4 and 5 Drawbars 2PJ91 1 
Hitch Pull Pin Yo Class 1 and 2 Drawbars 2PJ92 1 
Hitch Pull Pin %8 Class 3 Drawbar 2PJ94 1 
Hitch Pull Pin Ya a giass 2 Drawhat 2PJ95 1 
’ .; 5 /l 2 Span for 22 Square 
Hitch Pin % Tube Receiver Hitches 6ZATS | 
Reducer Sleeve 22" Fits 242" Square Receiver Opening 3DPV2 1 
Lunette Ring Lock Mir No. aque) ae, 63022 6ZAR6 1 
' " Front Mount Receivers, 
Work Step 1% Rear Class III/IV Receivers 2zPT8 
Receiver Tube 6" Z: Hien Bars. allel and Tow Yonicle 20PM69_ —=s: 1 
: a " Super Titan Receivers to 2° 
Reducer Sleeve 13-14/25 Accessories Can Be Used 217078 1 
Towing Chains and Cables 
Safety Chain, S-Hooks {2 — 20PN04 1 
Safety Chain, Quick Link te: — 20PN02 1 
Trailer Hitches and Step Bumper Hitches 
Pin and Clip 2u6. 2" and 2%" Square Receivers 20PM36 —s 1 
Pin and Clip 1%' — 20PM39__—s1 
958 GRAINGER. 
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8" 1%", 2" 26" Black Powder Coated Balls 211081 


No. 20PNO2 


Scan. Order. Done. 
Details on page A1. 


Length Item 
(D) Includes No. 
13%" Pins and Clip 20PM/4 
10° 1%’, 2", and 2%e' Balls, Pins and Clips 2ZPU9 
10" — 20PM81 
10" _ 2PJ82 
g" — 2YB96 
g Hex Interlock 211181 
g" — 20PM/9 
Jvc a Pe one 
a ex Interlock 2" Hitch Ball, Pin ip ° 
9" Hex Interlock 2” Hitch Ball, Pin & Clip 2ZPR5 No. 20PV19 
g" 2" Hitch Ball, Pin & Clip 20PV24 
_ 2. Hitch Ball and Pintle Hook 2ZPV3 
= 2%6 Hitch Ball and Pintle Hook 2ZPV4 
Q" Hex Interlock & 2" Hitch Ball 20PM86 
BY" — 1XUA3 ein 
gy," — 1XUA4 
10%" — 1XUA5 
oi Hex Interlock 450149 
— 2ZPV5 
77; 1” X 5. Plate 2PU10 
1% 2ZPV7 
1% 2ZPV8 ! 
8 1%, 2), 2%6 Black “Powder Coated Balls 1XUA7 No. 
8 175" 2., 2716 Chrome Balls 444688 1XUC7 


a 


No. 1XUA7 


GY 
leh 
= 





3 17" 2,276 Balls and Hook 20PM82 —_ 
A — 27PX7 Sw =) 
8 7% X 5° Plate 211075 &) Ls one 
g" 2' & 2%6 Balls 211080 
Cap. Item 
Item GVW (Ib.) Includes No. 
Lunette Ring 
Adjustable Lunette Ring 24,000 __ Adjustable Height channe! Bracket ang Hardware 6ZAR/ 
Lunette Ring 42,000 a Nuts And (4) Washers Bolts, 1XUC9 
Pintle Hook 
Pintle Hook 20,000 Mounting Hardware and Pintle Hook 2PJ98 
Pintle Hook 30,000 Mounting Hardware and Pintle Hook 2PJ99 
Pintle Hook 60,000 Mounting information and Pintle Hook 211082 
Pintle Hook and Ball 16,000 Mounting Hardware, 17° Hitch Ball and Pintle Hook 20PV21 
Pintle Hook and Ball 16,000 Mounting Hardware, 2%" Hitch Ball and Pintle Hook 20PV19 
Pintle Hook and Ball 16,000 Mounting Hardware, 2" Hitch Ball and Pintle Hook 2PJ97 


Cap. GVWR (Ib.) 
Trailer Hitch Balls 
17%" Ball Dia. 


2000 
2" Ball Dia. 
6000 


8000 
2c" Ball Dia. 


6000 
17,000 


1%, 2, and 2%" Ball Dia. 


8000 


Shank Length (in.) 


1% 
2% 


2% 
2% 


Find even MORE on Grainger.com® 


Item 

Shank Dia. (in.) Type No. 
Va Chrome 2PJ83 
Va Chrome 2PJ86 
1 Chrome 2PJ85 
1 Interlock 217185 
1% Chrome 217099 
1 — 2PJ88 
1 Interlock 2171183 
1% Chrome 3CZP5 
1 Chrome 1XUC7 
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GRAINGER CHOICE® FLEET & VEHICLE MAINTENANCE 
Find the Ww. Find Solutions. Find Great Prices. Ball Mounts and Trailer Couplers 


No. 
30PD79 










No. 
30PD25 





No. 3KYE6 





No. 30PD26 






No. 
30PD24 


No. 
30PD52 





Ball Mounts and Accessories 
ltem 


Item Cap. GVW (lb.) Rise (A) Drop (B) Length (D) Includes Finish _No. 
Fits 2” Square Receiver Opening 






















Adjustable Tri Ball Mount 6000/7500/10,000 6" 6" — 1%", 2", and 2%6' Balls, Pins and Clips Black 30PD22 
Dual Ball Mount 7900/10,000 Q" 0" Es 2' & 2%6 Balls pact sure 
; ; ; = — = : — ac No. 6ZAK9 
Hitch Receiver Extension — — — +3" — Black 3KYC6 
20,000 — _— — 394" Plate Black 30PD/8 
Pintle Hook Mounting Plate 14,000 = — — 7% Plate Black 30PD/9 
15,000 — — _— 9%" Plate Black 30PD74 
Tow Eye 12000 — — 1194" — Black _3KYE6 
Tri Ball Mount 6000/7500/10,000 _—O' 0" 8" 1", 2", 2%6 Black Powder Coated Balls Black 30PD27 
6000/7500/10,000 _—O' Q" 8' ee 5 he ghrome Balls Chrome 30PD26 
; \ \ \ g', 2, 2716 Black Powder \ 
Tri Ball Mount w/ Hook 6000/7500/10,000 0 0 8 Coated Balls w/Hook Black 30PD24 YJ No. 426U14 
‘ ; j 1%", 2°, 2%6 Chrome 
Tri Ball Mount w/ Pintle Hook 6000/7500/10,000 0 0 8 Balls w/Pintle Hook Black 3KXY3 
Fits 2/2” Square Receiver Opening 
Pintle Hook Mounting Plate 16,000 — _— _ 6%" Plate Black 30PD68 
Item Item 
Item Cap. GVW (Ib.) Includes No. Item Dia. L Includes No. 
ante Hooks , Accessories er 
ir Compensate _ ; ; 1A ; inc-Plate 
Pintle Hook bossa : — or Hitch Pin Yo 4 Cotter Pin 6ZAK9 
intle Hoo ounting information and Pintle Hoo 7 iy,» Zinc-Plate 
Pintle Hook 30,000 = 30PD71 Hitch Pin 8 “Cotter Pin SAL? 
Pintle Hook 40,000 Mounting information and Pintle Hook 6ZAP1 Hitch Pin Vp" 31¥64" Cotter 426U11 
Pintle Hook 60,000 — 6ZAP2 Hitch Pin 7s" AY" Cotter 426U10 
Pintle Hook 90,000 — 6ZAP3 Hitch Pin %e' Wes — 426U12 
Pintle Hook 40,000 Mounting Information 30PD64 Hitch Pin 45 6 = 426U13 
Pintle Hook and Ball 12,000 2° Hitch Ball and Pintle Hook S3KYE9 Hitch Pin 7" 4" Cotter 426U14 
Pintle Hook and Ball 16,000 2%6 Hitch Ball and Pintle Hook 3KYF3 Hitch Pin %e" 4" Spring Clip 426U15 
Pintle Hook Mount 10,000 = 3KXX6 Folding Step — — 3VTD6 
Swivel Pintle Hooks 90,000 Mounting information and Pintle Hook 30PD52 Tow Eye — oi — 48XW73 
Swivel Pintle Hooks 60,000 Mounting information and Pintle Hook 30PD48 
Lunette Ring 
Adjustable Lunette Ring 12000 Adjustable Height Channel Bracket and Hardware 3VUJ4 
Lunette Ring 15000 MVL, 60000 MGTW Hardware Kit, (4) Bolts, (4) Nuts, (4) Washers 3YCA9 
_ = 
a a 9 . 
; a A 
t | <a No. i 
-—" = ——_ 20PNO07 Y No. 
— No 
: TO iH & TRUSTED 20PNO08 
20PN24 canner ; No. 21T086 No. 
7 REESE” | . No. 1XUB2 5W232 
Trailer Couplers =a ' FULTON 
Item 
Capacity GVW Class Ball Size Tongue Width Finish Brand No. 
Trailer Couplers 
2000 Ib. | 17% ch Zinc Coated Bulldog 20PN24 
3900 Ib. | 2 22 Zinc Coated Reese 20PN22 
3900 Ib. II 2 o. Zinc Coated Reese 20PN23 
7000 Ib. IV 2" US Gray Primer Bulldog 20PN07 
7000 Ib. IV 2 — Black Primer Bulldog 20PNO09 
12,500 Ib. IV 276 2/8 Gray Primer Bulldog 20PNO08 
14,000 Ib. IV 276 — Painted Gray Primer Bulldog 211086 
15,000 Ib. V 26. — Untinished Buyers Products 426U35 
Multi-Fit Trailer Coupler 
3900 Ib. I| = 2¥2' and 3° Zinc Coated Reese 1XUB2 
A-Frame Trailer Coupler 
9000 Ib. II 2" 90° A-Frame Prime Painted Fulton oW232 
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FLEET & VEHICLE MAINTENANCE Scan. Order. Done. 
Trailer Jacks Details on page Al. 








No. 
20PR69 
of ‘ ~- {> No. 48ux97 
Lifting Lift Retracted Overall Adjustment Item 
Description Capacity Range Length Height Range Brand No. 
Topwind Trailer Jacks 
Bolt On 2000 Ib. ate 1 ott 10 Reese 20PR6/ 
Weld-On L-Head Swivel Bracket 5000 Ib. 10" 17.95' 2/95" 10 Reese 20PR83 
Direct Weld 2000 Ib. 10" 17.8" 2/.8 10 Bulldog 5W027 
2000 Ib. 10" 1a Zt 10 Bulldog 2PU11 
2000 Ib. 10" 17.9" 2/.9° 15" Bulldog 2ZPR3 
Swivel with Weld-On Tubular Mount 3000 Ib. 15° 20. 40" 15" Bulldog 5MGR3 
9000 Ib. 10" 17.9" 2/.9° 10" Bulldog 2ZPR4 
OO ae 
a 4 ney 54" a ulldog 5 4 
Drop Leg—Direct Weld 7200 Ib. 10" 50.1" 40.2" 30.12 Reese 20PR68 
2000 Ib. 1D. 23.2. 38.2. 15 Bulldog 5MGP9 
A-Frame Mount 9000 Ib. 15. 23.2. 38.2" 15 Bulldog 5MGRO 
9000 Ib. 15: 23.f° 3o.f- 1D: Bulldog 5W026 
Sidewind Trailer Jacks 
Direct Weld 2000 Ib. 13. 19.6 34.6" 13 Bulldog 5W025 
2000 Ib. 10" 17.3 213° 10 Bulldog 5MGR2 
50001: iB 573 223 iB bulldog SIGRI 
: a (een iy ulldog 
SL 5000 Ib. 10" 16.9" 26.9) 10 Bulldog BDDF6 
7000 Ib. 13: 22.4' 3/4" 15 Bulldog 82G51 
— — 11%" — — Bulldog 8CTZ0 
Fixed-Leg with Base 3000 Ib. 15° 24,4" 39.4" 15 Reese 20PR66 
Drop Leg—Direct Weld 9000 Ib. 28.9. 20.1 93.0 28.5 Bulldog 2PU12 
Direct Weld, Crank Handle Sold Separately, No. 6ZAT2 10,000 Ib. 12.5. 27.4" 00.0 26 Bulldog 5MGR/ 
2-Speed—Direct Weld 10,000 Ib. 12.6° 21.) 93.6" 26 Reese 20PR69 
2-speed—Direct Weld, Crank Handle Sold Separately, No. 6ZAT2 10,000 Ib. 1242" 29V2" 50.0" 26 Bulldog 211090 
rowered fack 4000 |b 8' to 14 8 33 Bulld 48UX97 
“to 14° ; : —_ ulldog 
peetame Mount 3500 Ib. my 12" 33 om Buyers Products A26U20 
Jack Accessories 
Sidewind Jack Crank Handle Bulldog 6ZAT2 
Top Wind Jack Crank Handle Bulldog 2ZPR6 
Base Plate Kit Bulldog 2ZP14 
Wheel Caster for Nos. 5W025 and 5W026 Bulldog 5W029 
Support Foot for Nos. 5W025 and 5W026 Bulldog 5W030 




















No. 
No. 20PV07 No. 20PV04 fil No. 6ZAR9 
‘ REESE™ 6ZATO 
FULTON’ queue / No. 
. No. No. _ 20PVO9 
Trailer Jacks 2PU13 5w028 << 
Overall Item 
Base Mounting Brackets Lifting Capacity Lift Range Retracted Length Height No. 
Fulton 
Sidewind Trailer Jack 
6" Poly Wheel Bolt On 1200 Ib. 10" 23. 30. ily 5W023 
8" Poly Wheel Bolt On 1500 Ib. 10" 20/2" 30 V2" 10" 2PU13 
8" Poly Wheel Bolt On 1600 Ib. 10" 26%" 36" 10" 20PV07 
7" Poly Dual Wheel Bolt On 1600 Ib. 10" 12%" 29" 10" 444G79 
Topwind Trailer Jack 
Footplate Weld-On Tubular Mount 9000 Ib. 10" 17° 2 ish 5W028 
Trailer Stand 
6" Poly Wheel Bolt On 400 Ib. whey 14%" 18" Fixed 20PR/7 
Reese 
Sidewind Trailer Jack 
6" Poly Dual Wheel Bolt On 1500 Ib. te. 26' 38" 12° 20PV04 
Drop Leg Bolt On 2000 Ib. 1 20/4" 534" 2872 20PV09 
Wheel Snap Ring Swivel Bolt through 1000 Ib. 10%!" 12%" 23/4" 10" 6ZAR9 
8" Poly Wheel Bolt On 1500 Ib. 12 21 3972" 12" 20PV03 
7' Footplate Bolt On 2000 Ib. 10" 22/2" fo 10" 20PV06 
Drop Leg Bolt On 9000 Ib. 26.5. 29. uBR 28.9 20PV05 
Topwind Trailer Jack 
Round Foot Plate Snap Ring Swivel Bolt through 1000 Ib. 10° 10° 17%" gy" 6ZATO 
960 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Trailer Accessories 




























No. 
440A84 
FUTURE wow? REESE™ Grote 
IP Deane regen Pi ce 
. 21T092 
Trailer Electrical Adapters 7 artes ~ 
Vehicle Trailer Item 
Item Connection Connection Includes Brand No. 
Faller suring Adapters ware Wy 
3-Way Trailer ; 6-Way Pin, 5-Way No. 
Adapter 7-Way Blade Flat or 4-Way Flat Dust Cover Ipa 18M476 492764 
Dual Port Trail 4-Way FI ek : as 
ual Port Trailer 2 -Way Flat or rakes, Backup 
Adapter ‘Way Flat 7-Way Blade Lights Or neese:cetiiee a 
Auvalay Power 5JJKS 
r 6-Way Pin or Dust Cover, Hopkins Towing 
Trailer Adapter = 7-Way Blade Wh Flat crease Pack "Sots 440499 ‘9 | 
. : : opkins Towing Operating tem 
Trailer Adapter 7-Way Round 4-Way Flat Dust Cover Solutions. 440A84 Item Used For Range Type includes Brand No. 
Trailer Adapter  7-Way Blade 6-Way Round Dust Cover ee 440A86 Tester Kits : 5 
. to can 
Trailer Adapter 7-Way Blade Way ator LED Circuit Tester Reese. «= 21T096 = Light. Diagnostics o4yng Toi paliely Ghalger ie aeeles 
Trailer Adapter Pass Through Tester 24VDC Tool 
p 7-Way Blade  7-Way Blade Instant Backup Reese 2ZPX1 Trailer 
With Backup Alarm Alarm Tester 
Trailer Adapter STC Full Extension Smart Trailer 7 3 Button Remote Control, External Battery 
With Coil Cable 7-Way Blade 5-Way Flat Coil Cable Reese 217092 MUTT® Light And 1V DC Round Connector, Chassis Ground Cable, 500mA IPA 48PY47 
ABS Pin Battery Charger, 5 ft. 7-Way Cable 
7.9 ft. Full (7 Round 
vatler Acapter— 7-Way Blade = 4-Way Flat. Extension Heavy Reese  2ZPX6 Pin) 
Duty Coil Cable Taller 12 Button Remote Control, (2) 
Trailer Wiring Accessories Tester Trailer 7 3 Button Remote Controls, 5 ft. 
Circuit Protected Power Converter and Wiring Kit Reese 48UX96 Siiper Light, Air 20A @ Peind 7-Way Cable, Chassis Ground Cable, IPA A8PY49 
Coiled ABS Power Cord, 15 ft. Grote 2VPV8 MUTTS Brake, 12VDC ‘bin External Battery Connector, 8 ft. Glad 
Trailer Wire, 4-Way Flat, 16 ga, 29 ft. Reese dJJKS Deluxe and ABS Hands, 10A Battery Charger, Face/ 
Waterproof Utility Trailer Harness Kit, 25 ft. Grote 2FEH8 Battery Shield, and Rain Cover 
SS BIA yor) * (EISNER REESE” : 
PRODUCTS CO. APPROVED ES 
Item 
Description No. 
B/A Products Co. oO. ‘ oO. No. 
Grab Hook, Weld-On, ¥%" Chain 3YFX3 30PD33 30PD32 30PD31 30PD35 
Buyers Products 
D-Ring, %" dia., ‘s' Forged Weld-on Mounting Bracket 30PD33 
D-Ring, 2" dia., 1 Hole Bolt-On Bracket 30PD32 
D-Ring, 2" dia., 2-Hole Bracket 30PD30 
D-Ring, 2" dia., 2-Hole Mounting Bracket 30PD31 
D-Ring, 2" dia., Forged, Extended Size 426183 
D-Ring, 4" dia., Provides Sturdy Holding Power for Tools and Equipment, 4" Holes 426T66 
D-Ring, “4" dia., Provides Sturdy Holding Power for Tools and Equipment, A26T64 No. 3ULU4 No. 19A780 
Ring 1'V46" H x 1%" W, Base 2%e' L x 1%" W, Hole %" dia. No. 20PM99 
D-Ring, %" dia., With ¥e" Weld On Mounting Bracket 30PD40 . 
D-Ring, %" dia., ¥%" Thick Forged Bracket Welded on a 14" Steel Plate 30PD35 Item 
D-Ring, %" dia., Forged, Extended Size 426182 Description No. 
D-Ring, 1" dia., With ¥e" Mounting Bracket 30PD39 GA 
EZ Gate™ Tailgate Assist 19A780 D-Ring, 12" dia., 2-Hole Mounting Bracket is 134" Wide and “6° Thick 3LLP7 
Lashing Ring, 1" dia., Curved, Weld-On Mounting Bracket 3VUJ3 With Square Mounting Holes to Accept %" Carriage Bolts 
Rope Ring, %" dia., Provides Sturdy Holding Power for Tools and Equipment 426U77 Reese 
Spring Latch Assembly with Handle, 4%'L 3ULU4 Spare Tire Cable, %e' x 4 ft. with Steel Padlock 20PM99 





California 
lm © biliver 


417 


y\ aire ~@ 
saan ) 


No. 
3UU67 












No. No. 14R885 
6ZAR3 
Item 
REESE™ Master coualerl item For Use With Brand No. 
oupler Locks 
[pl feck Coupler Lock Most Popular Branded Couplers Master Lock 2ZU76 
die Coupler Lock 1%", 2", and 2%6' Couplers Master Lock 2ZU77 
) ) Tmnmebilizer” Coupler Lock Trailer Couplers, Trailer Coupler Latch Locks and Receiver Locks Master Lock 1YCE7 
' Coupler Lock Trailer Couplers Master Lock 1YCE8 
Coupler Lock 1%", 2", and 2%6' Couplers Reese 1XUC3 
Trailer/Truck Security Devices Coupler Lock Trailers for Security While in Storage Reese 6ZAR3 
Coupler Lock Fits all couplers 1/%' to 2", 2%6 and 4° Raised Lip California Immobilizer 390434 
Item Coupler Lock = California Immobilizer 390435 
Item Size Lock Type Brand No. Pintle Lock Ring 9'x 9: Plate Cover Pintle, Push Lock, Trailers and Towing California Immobilizer 390437 
Hitch Locks Trailer Lock — Master Lock 3NY53 
Receiver Lock Ys" Bent Pin Reese 6ZAT/ King Pin Lock 
Receiver Lock Yo" or ¥s' Dual Bent Pin _ Reese 1XUB7 King Pin Lock —_— Master Lock 3UU67 
Receiver Lock ¥" Universal Reese 1XUB8 Wheel Pin Lock King pin and Fifth wheel couplers Master Lock 6XDP5 
Receiver Lock  ‘%'and%' Universal MasterLock  2ZU73 King Pin Lock "King Pins Jendyk 3KJN3 
Receiver Lock YB Barbell Master Lock 22ZU7/4 qt. a rock 2’ King Pins Buyers Products 6ZANS 
ecelver, 5/al ruck Bed Security 
Coupler Lock % Barbell Master Lock = 22U75 Universal Fit Tailgate Lock — Master Lock {4R885 
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FLEET & VEHICLE MAINTENANCE scan. Order.Done. |=) 
Air Brake Connectors, Hoses & Tubing Details on page A1. a 








Item 
Item Color _ Includes Material Brand No. 
Air Brake Tubing 
B) : Hose Assembly Red/Blue 12 Einar Nylon Ler 2ZJJ8 
ph iy | Blue and 12 f Tubing/ : 
=. No. 2ZJJ8 Air Brake Coil Red. Fitting 9’ Nylon Parker 6UTFO 





Air Brake Coil Blue and 15 ft Tubing’ ign = Parker GUTF1 





Red Fitting 
@) No. 5EVZ6 Antifreeze and Coolants 
Air Brake Antifreeze and Conditioner 32 0z CRC  5EVZ6 
Air Brake Antifreeze and Conditioner 1 gal CRC SEVZ7 
i = Gladhands 
Umbrella Tramec 
iy Gladhand Red Seal Steel Sloan 2ZJK2 


No. 2FAC3 Tramec A 
Gladhand Blue = — Stel —amec o7yg S| (EA Tell 


Tramec 
Gladhand Black = Steel Sloan, 22JK9 —Darker 
Color Coded 


\ ‘ 
AL Ee iy 5 
ae: Ay . 
Gladhand Red Polyurethane Aluminum Velvac 2FAC3 7 . 
| No. 2TVT3 Seat Air Brake Tubing 


Color Coded 











No. 450X99 ; oe as 
Gladhand Blue te Aluminum = Velvac=2CTT9 Colors help quickly identify lines. 
No. 2FAD3 : 
Gladhand Accessories Outside Item 
Glad-Lock(TM) Dia. Color L Material No. 
ee rITT Assembly Red Keyed Alike Polypropylene Velvac 2FAD3 Type A Nonicintorced 
: Not Keyed Eaton Synflex 

Gladhand Lock Red Alike Polyethylene GA SMGMO0 7" Black 1000 ft. Solstice 352896 
e——_— ee Gladhand Lock Red Keyed Alike Polyethylene GA  5ZVP3 Ya Black 100 ft. Solstice 352897 
Not Keyed Ya" Blue 100ft. Solstice 352906 





A ©} r Parker 
FE - Teh 2 Gladhand Lock Red Keyed Alike Polyethylene Jendyk 3KJL6 et ee i001 Nye BUT 


Gladhand Lock Red _ KeyedAlike Aluminum  Jendyk 450X99 Hap! Black 100 fi Nylon 6UTG3 












Tax TRAMEC V ° Gladhand Lock Red NotKeyed aluminum Jendyk 450Y01 vi" Black 100 ft. Nylon 6UTH5 
CHES SLOAN v/\ ELVAC alike vs Black 1000 ft. Nylon 6YAAQ 
sy Gladhand Seals Ye Black 250 ft. Nylon 6YACO 
GRAINGER CIC Gladhand Seal__Black Replacement Polyurethane Velvac__2FAD1 vA Blue 250ft. Nylon  6YAC2 
APPROVED (3 Automotive Specialized Tools yy Green 250ft. Nylon 6YAC5 
Air Brake and Wrench Va" Red 1000 ft... Nylon 6YAC9 
a e a Hose and Cable Supports : i men oo ft. Nylon 6YAD4 
2 | | Stainless ype B - Reinforce 
Gladhands Accessories Pogo Stick — 40inLength °'S2E8S — Velvac 21DJ21 Eaton Synflex ana 
a | | | olyamide 
Gladhands—Connect tractor air coils to trailer. Color- Pogo Stick — 41inLengtn S!InleSS — Velvac 21DJ22 ee __Biaue NE polyester “fo 
coded. Durable polyurethane seals will not crack or tear.  _ Pogo Stick — 25 in Length Plated Steel Velvac _21DJ92 % Blue toot. "OYAMICE! 97 4X5 
Pogo Stick —  A4linLength Plated Steel Velvac 21DJ93 Polyamide! 
Gladhand Locks—Lock to the emergency-side glad- Pogo Stick —__5tinLength Plated Steel Velvac_21DJ94 7%" Red = 100ft. ‘polyester 22dW6 
hand on a trailer to help prevent tampering or theft. Each Pogo Stick — 25inLength CMomed — Velvac 21DJ95 ve Black 100 ft uaa OZIX7 
includes 2 keys. Pogo Stick — AfinLength Chromed = Velvac 21DJ96 Parker 
a Steel 33" Black 100 ft. Nylon 6YAD5 
Pogo Stick Air Hose Support Poles—Support for Tire Chucks and Inflators Ye" Black 250 ft. Nylon 6YAD7 
air, vacuum, and electrical lines. No. 21DJ22 gladhand 50 ft Hose, General ack 10 Te Nylon _6YAF2 
| is di Tire Inflator Kit =— ladhand, | plastic © POWEr Savant Pepe De nev Oe RO RC eSneE 
holder provides a seal when tractor is disconnected from Straight Lock Industrial 46" Wall Thickness 
the trailer. On Chuck Co. ve Blue 100 ft. Nylon 6YAF4 
: a Al a : Nas ae beth 
tem ize ize 0. tem ize Size 0. 
‘ 7 Union Tube x Tube Ye — __11K689 Male, Swivel _ 
vee ere | Heeger ey a 
. DOT Fitting Male 
90° Swivel \ YA" —  16W562 Ya" Ve" OZLFA Connector (M) 90° Elbow (M) 
Male Elbow Male Elbow,90° ee = oeea “i fs, 2ZLF6 No. 2ZKK9 No. 2ZKN7 
y No. 11K674 a, ci Male Connector os os ue 
oe Vs 16W604 | ya 9s" 274 
I, — 4 6W605 Compression Nylon Tube yi "OIL CG 
: Straight Union i yer 
Parker MSS =. =e 
No. 11G333 a % 72 22LE9 
Brass Air Brake 9 tt ae 
_— Ya a 7 F 
: a . Union (F) 
Compression Ys Ys _2ZKL8 ‘Te 
Connectors is i T1626" Al A 97KZ4 E:T fe No. 2ZKJ1 
ae Va Ve 97K72 
c ion fitt pada Male Connector __%" Ys" ~—“11G265 x ve 2K Brass Air Brake 
ompression Tittings Come standar Tube x MNPT is ft ae Male Connector ye" Ve" 27KN1 
. . TT] W . 3 it) 3 it) 
with preapplied thread sealant. e e eras Quick Connect % % 27KN2 Connectors 
Tube Pipe Item Vi’ Vs" 11G287 35" Vs D1KZ6 
Item Size Size _No. ys" Ve 116290 v9 —97KN4 ‘FOF use on all brake systems, except 
Push to Connect Male Elbow.90° Ys" Va" 116288 Ye" Va" 2ZKN5_ where temperatures exceed 200°F. . 
Bulkhead Union Ke —  A1K704 ae % Va ‘116291 v5" V5" 97KNG j 
Tube x Tube io — 11K705 %___¥s' 116292 5" V5" 27KKG Tube Pipe tem 
Ve 11K655 vo 9s" 11295 Va Ve 2754 Item Size Size No. 
mei" T1K656 iY 116298 vi" Vs 27136. ‘Female 
vA y a yr Ver 
nae Surber ve" ¥s"_11K660 —Sleeve Tube ye — 116353 | Nylon Tube Sse 20KT_ Female Connector a an 
oer S98" 11K662 i — 11G354 "Vs" 22LH5 —_ Quick Connect és “i cata 
3 Vs’ 11K658 va’ — 116333 VV" 20LJ2 ) _ 
va" V5" F1K661 | yy — 116334 V'—Ye—2aKPs__T2® Quick Connect Is — 91K 
yee" t1Ke63 = Union Tubex Tube “yr 444335 ViVi 27KP7 vir —~ 27106 
Ys" _*Ye'__—-11K674 %  — _11G336 Male Elbow Quick Ye Ya 2ZKR2 Union Compression Y  — 2zLD7 
Ya" Ya" 11K675 Union Tee Tube 1/," _ Connect Ys ¥e' —2ZKRO Nylon Tube Yo"  — 2zLD8 
He _Ve—41K678 —_x Tube x Tube is laesiiae Je Ye DOKRT "274 
Se ney take vi —_11K646 5" __v" — D7KNT Vir — 27K 
%__¥8\_11K679.~—“ Through Type 3% — _11K647 , Va Ve" O7KPG Ste % _— _27KI2 
vo" Vo" 11K683._—Insert Tube vr rtkeds | Swivel Male Elbow ie — gems ORRUICK CONNER: =F 7K 
5° Ve" 11K685 yi" —11K650 ssa yu Vo VaF22KT5 56° —_27KH7 
962 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Security Seals & Regulatory Compliance 





Security Seals 


=» Random Numbers 
= No Barcoding 


ROM TydenBrooks” 


SECURITY PRODUCTS GROUP 


Security seals offer a large variety of options to help safeguard equipment, tools, 
truck contents and other items. 


fa 


a ss 








No. 52AZ89 


eek 


No. 2YJZ8 


No. 2YJZ7 











No. 2YJT4 
bee ere nthe | 

No. 4WKL1 

No. 2YJX7 
i, 
No. 407J92 
No. 39R488 

Primary Primary Useable Breaking — Tool Item Pkg. 
Material Color Length Strength Required No. Qty. 
Blue 12in /501b Removal 407J77 100 
Blue 12in 750lb Removal 407J82 100 
Blue 12in 750lb Removal 407J87 100 
Orange 12in /50lb Removal 407J80 100 
Orange 12in /50lb Removal 407J85 100 
Orange 12in /50lb Removal 407J90 100 
Red 12in 750lb Removal 407J78 100 
Zinc Red 12in 750lb Removal 407J83 100 
Red 12in 750lb Removal 407J88 100 
White 12in 750lb Removal 407J76 100 
White 12in 750lb Removal 407J81 100 
White 12in /750lb Removal 407J86 100 
Yellow 12in 750lb Removal 407J79 100 
Yellow 12in 750lb Removal 407J84 100 
Yellow 12in /750lb Removal 407J89 100 


Laser Marked Bolt Seals 


Primary Use(s): Bulk Tanker, Coin Bags, Container 


Seals, Drums, Hatches, Mail Bags, Rail Cars, 








Primary Primary Useable Breaking Tool Item Pkg. Primary Primary Useable Breaking — Tool Item Pkg. 
Material Color Length Strength Required No. Qty. Material Color Length Strength Required No. Qty. 
Embossed Fixed Length Seals Hot Stamped Fixed Length Seals 
Primary Use(s): Bulk Tanker, Coin Bags, Container Primary Use(s): Bulk Tanker, Coin Bags, Container 
Seals, Drums, Hatches, Mail Bags, Rail Cars, Seals, Drums, Hatches, Mail Bags, Rail Cars, 
Tote Box, Trailer Seals, Truck Seals, valves een Tote Box, Trailer Seals, Truck Seals, Valves. 
ilver Yea in emova A) . ot 
Te ghee biel tin tonal eel 1 a oe ee er 
ilver 8 In emova ; ot 
ua aires a Beitr pength saa’s : Red 3 in 35 Ib Required 2VIX7 50 
rimary Use(s): Bulk Tanker, Coin Bags, Container ; ; ot 
Seals, Drums, Hatches, Mail Bags, Rail Cars, Ve: <0 ea Required S2AZ83 50 
Tote Box, Trailer Seals, Truck Seals, Valves hi 0 
Bue Tain r12'b Removal S2AZB8 109 siesta Blue 7 Yin 60lb Required 4WKL1 100 
e 7 Y2in emoval 5 7 | | Yo j 
Polyethylene Bie 8 34in 112 Ib Removal 52AZ86 100 Polyethylene "een 772 1n 60D Required Oye en 
Red 8%in 1121b Removal 52AZ85 100 Vp j ot 
Blue 15in 112lb Removal 52AZ90 100 cE i 
Green 15in 1121b Removal 52AZ91 100 Yellow 7%in 60|b Not 4WKL3 100 
Polypropylene Red 15in 1121b Removal 52AZ89 100 Requited 
Yellow 15in 40 Ib eee 52AZ79 50 Red 9in 4010 Required 924292 50 
Primary Use(s): Container Seals, Rail Cars, Truck Seals White  9in 40 Ib Not 52AZ93 50 
Acrylic Red 35 Ib Removal 407J97 100 Required 
Blue 6 in 40 Ib Removal 407160 50 Blue sin 90 lb _ Removal S2CA15 100 
Green 6in 40lb Removal 407J61 50 Green Sin _901b__ Removal 92€A14 100 
Orange Gin 40 lb Removal 407/64 50 Polypropylene Orange Sin __ 90 1b__ Removal 62CA16 100 
Red 6in 40lb Removal 407J59 50 Red 9in 90 1b__ Removal 92CA13 100 
White 6 in 40 lb Removal 407J63 50 White  5in 90 lb Removal 52CA18 100 
Yellow. 6in 40 |b Removal 407J62 50 Yellow din 90 lb Removal 52CA17 100 
Orange 9in 40lb Removal 407J65 50 Hot Stamped Padlock Seals 
Polypropylene. Blue 12in 40lb Removal 407J67 50 Primary Use(s): General Purpose 
Green 12in  401b Removal 407J68 50 Green 1%in 8lb Not 39R481 100 
Orange 12in 40 lb Removal 407J71 50 —_ Polypropylene Required 
Red  12in  401b Removal 407J66 50 Red 1%in 8lb Not 39482 100 
White 12in 40 lb Removal 407J70 50 Required 
Yellow 12in 40 lb Removal 407J69 50 Laser Marked Adjustable Length Seals ; 
Orange 15in  40lb Removal 407J74 50 Primary Use(s): Bulk Tanker, Coin Bags, Container 
White 15in 40lb Removal 407J73 50 Seals, Drums, Hatches, Mail Bags, Rail Cars, 
Primary Use(s): General Parnees Tote Box, Trailer Seals, Truck Seals, Valves 
Not Blue 2in /2/\b Removal 4WKL5 200 
ee Blue 12 in 3.000 Ib Removal” 4WKL9-200 
Not ue in 3, emova 
Green 5Din 6 Ib Required 39R480 100 Aluminum Red 12 in ert Removal aWKLA 200 
Not Red in 2, emoval 4 
Red 5 in 6 Ib Required 39R479 100 Red 12 in 3,000 Ib Removal aWKLE 200 
Not ue 7in emoval 5 
Blue 12 in 40 |b Required 2YJT2 50 Green 7 in M2 b Removal 52007 100 
. Not @ 7in emoval 5 5 
High Density Green 12in 401b Required 2YJT3 50 Polypropylene Blue i in ng b Removal S2CA03 100 
Polyethylene ; Not reen In emova 
yetny Red 12in 40lb Required 2YJT1 50 : Uses Re ad Tin | "2 Ib Removal S2CA02 100 
Not rimary Use(s): Container Seals, Rail Cars, Truck Seals 
Yellow 12in 40|b Required 2YJT4 50 Black 12 in 2 i. Removal 407391 200 
Not ac in emoval 407 
Blue 18in 40 1D Required 249U7 50, Black 12 in 3,000 lb Removal 407J95 200 
C 18 j 40 |b Not oYJU8 50 Green 12in /2/\b Removal 407J92 200 
cee EE _ tee ST BO0hb Renae a8 3 
; Not reen in 3, emoval 407 
Red 18in 40|b Required 2YJU6 50 
Transportation Regulatory Compliance Materials 
No.of | With Carbon/ Mfr. Item 
5 Item Plies Carbonless Format Size Model No. 
us 
Bus Drivers Dally Logbook 2 With Carbon Book 02 x 8" 470 5o2VP42 
Bus Driver Vehicle Inspection Report 2 Carbonless Book, 31 Sets a2 x 8Y8" 1928 52VP12 
Bus, Cargo Tank, Concrete Vehicle, Motor Coach, Tanker, Tractor, Trailer, Truck, Van 
Annual Vehicle Inspection Form 2 Carbonless Continuous, w/Decal 9% x 11" 4024613 52HM40 
Annual Vehicle Inspection Report/Label 3 With Carbon Continuous, w/Decal 82x 11%" 471 o2VP01 
Annual Vehicle Inspection Report/Label 3 Carbonless Continuous, w/Decal 8x 11%" 15048  =52VP02 
FMCSA Periodic Inspection Label 1 Carbonless Label 5D: 4911 o2VR20 
Medical Examination Certificate — No Preprinted Form = 47379 52VP84 
Medical Examination Certificate = No Preprinted Form — 47377 52VP85 
Vehicle Inspection Decal 2 Carbonless Vinyl Label 2 x 4" 1279 o2VR12 
Vehicle Inspection Decal 1 Carbonless Aluminum Label 6x3" 1340 52VR13 
Vehicle Inspection Report 2 Carbonless Snap-Out 82x 11%" 312/ o2VR18 
Vehicle Inspection Report 3 Carbonless Snap-Out 84% x 11%" 3128 o2VR19 
Tractor, Trailer, Truck 
Bilingual Drivers Logbook 2 With Carbon Book, English/Spanish DXB 8081 o2VP46 
Detail Drivers Daily Logbook 2 Carbonless Book 82x11" 8045 38D331 
Detail Drivers Daily Logbook Z Carbonless Book, Without Recap 82x11" 8030 38D329 
Detailed Driver Logbook 2 With Carbon Book, w/DVIR 8% x5" 8525 38D319 
Detailed Driver Logbook 2 With Carbon Book, Simplified Recap 8% x5 8932 38D323 
Detailed Drivers Logbook 2 With Carbon Loose Leat 8% x 510" 8524 52VR22 
Detailed Vehicle Inspection Report 2 Carbonless Book, 31 Sets 82x11" 11724 —52VP15 
Driver Logbook 2 With Carbon Book, Without Recap/DVIR_ 82x 5'%" 8033 38D320 
Drivers Exemption Log 2 With Carbon Book 8-1/2x 52" 8029 38D327 
Drivers Exemption Log Z Carbonless Book, Without DVIR 8% x oy" 8031 38D332 
Drivers Logbook 2 Carbonless Book, Without DVIR 8-1/2x 5" 8526 38D328 
Driver Vehicle Inspection Form 2 With Carbon Book, 31 Sets 5 x BY" 685 38D295 
Driver Vehicle Inspection Form 3 With Carbon Book, 31 Sets 92x bY" 123 38D296 
Driver Vehicle Inspection Form 2 Carbonless Book, 31 Sets 0% x BY" 1854 38D297 
Driver Vehicle Inspection Form 2 Carbonless Book, 31 Sets 5K a 8203 38D299 
Driver Vehicle Inspection Form 3 Carbonless Book, 31 Sheets 5x6" 1862 38D298 
Driver Vehicle Inspection Form 2 Carbonless Book, 31 Sets 22x bY" 2048 38D304 
Driver Vehicle Inspection Form 2 Carbonless Book, 31 Sets 5% x BY2" 2046 38D303 
Driver Vehicle Inspection Form 3 Carbonless Book, 31 Sets 9% xX BY2" 1999 38D301 
Simplified Driver Logbook 2 With Carbon Book, w/DVIR BY x bY" 852/ 38D318 
Simplified Vehicle Inspection Form 2 Carbonless Book, 31 Sets 0% x Bye" 9528 o2VP16 
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Tote Box, Trailer Seals, Truck Seals, Valves 

Blue 1'%4in 3,000lb Removal 39R488 200 
Red 1%4in 3,000lb Removal 39R486 200 
Yellow 1%in 3,000lb Removal 39R487 200 
White 3'%In 5,4/77|b Removal 39R485 250 
Yellow 3%in 5,477 lb Removal 52AZ95 100 
Carbon Steel Silver 3in 4,100lb Removal 52AZ96 100 
Primary Use(s): Container Seals, Rail Cars, Truck Seals 


ABS 











Steel White 1'%in 3,000lb Removal 407J75 200 
rs BN 
Pkg. W « a 
dty. J.J. Keller in’ 
& Associates, Inc” 
1 Since 1953 “|| . 
1 . 
0 No. 38D328 
10 — =, ; 
1 — it i 
1 i. x 
10 — —c 
10 
10 + 
10 == — 
No. 38D297 No. 19YK73 
Mfr. Item 
Includes Model No. 
Accident Report Kit 
Vinyl Pouch, Poly Clipboard, 
1 Single-Use 35mm Film 
Camera, English/Spanish 
Use Instructions Printed on 
Camera Jacket, Insulated 
Wrapper for Camera, Yellow 5754 19YK73 


Tire Marker, Pen, Drivers 
Report at Accident Scene 
Form, Witness Cards, Accident 
Notification Card, Exoneration 
Cards, Post-Accident 

Testing Regulations Form 
Federal Motor Carrier Safety 
Regulations Pocketbook 
Parts 40, 380, 382, 383, 

387, 390-397, 399 and 
Appendix G of the FMCSRs 


347 =. 38D333 
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FLEET & VEHICLE MAINTENANCE 
Emergency Safety & Automotive Fuses 


Scan. Order. Done. 
Details on page A1. 
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Truck and Trailer 














Emergency Railcar 
Vehicle No. 
No. 4TDX4 4TDUS 


Railcar No. 6MFY9 School Bus 
No. 6GNGA1 No. 4TDV8 Truck and 
Trailer 
No. 5ZG04 











Conspicuity Tape 


Emergency Vehicle—Meet MFPA School Bus—Meet FMVSS and CSA 








op SSCS SECS es 1901 Standards. D250 Standards. 
No. 2HGY2 Railcar—Meet FRA 224 Standards Truck and Trailer—Meet DOT and 
for railcar and locomotives. NHTSA Standards. 
School Bus Package Item Pkg. 
No. 6MGA9 Item Description Color wil Type Thickness No. Qty. 
Emergency Vehicle 
Premium Grade 
TT ® | Reflective Tape 983 Fluorescent = 450 ft. Roll © 14to 18 mil 4TDX4 1 
onspicul ape Diamond Grade™ Yellow/Green 
School Bus—Meet FMVSS 217 and 131, CSA D250 Standards. Reflective Tape Fug esa es Ct sted 
Vellow/Green 2 tft. = Pack 14 mil  53CU30 10 
Item Trade Package Item Pkg. : ellow/uree 
Name Color w et Type Thickness No. ty. | Multi-Purpose . 

Agriculture Reflective Tape Orange 2" 1 ft. Pack 14 mil 53CU31 10 
Reflective Strip, 10 yr Red 9" Q" Pack 8mil  4LGL2 25 Reflective Tape Strips Yellow 1". 6" Poly Bag 6.8 mil 45J837 10 
Reflective Strip, 5 yr Yellow a; Pack 8mil  4LGL3 25 Rall eet 
Reflective Tape White a 4" PolyBag 8mil 45TT02 1 exible urade , Yellow 4" 150ft. — Roll 10to14mil 4TDU7 1 
Reflective Tape, 5 Yellow  25f. Roll 8mil  3ZED8 1 ei Tape Flexible 
yr V92 Daybright Yellow 1" 25 ft. Roll 8mil 3ZED4 1 Ae ‘bl Grad 

Agriculture, Construction Reflective Ta - 

Reflective Tape, 5 yr Yellow 2" 150ft. Roll 8mil 6MGA8 1 073 Flexible Yellow 4" 150ft. Roll 10to14mil 4TDU8 1 
V92 Daybright® Yellow 3" 25ft. —_ Roll 8mil 3ZEE3 1 Diamond Grade™ 

Emergency Vehicle Premium Grade 
Reflective Tape, 10 Reflective Tape 983 Yello 4" 150ft. Roll 14to18mil 4TDT9 1 
yr V82 OEM Grade White 2" 150ft. Roll 8Mil 6NGC6 1 eos bee Ww | 
pelecIve Tape. oy ey tLi 6° 150ft. Roll  20Mil 6MGC1 1 Premium Grade 
Emergency Vehicle gia degead aes | Reflective Tape 983 Kiss-Cut | 

Blue 1" 150 tt. Roll 8mil  4LGL4 1 Diamond Grade™ Yellow 4" 150 ft. Roll 14t0 18 mil 4TDU1 1 
Green 1" 150ft. Roll 8mil  4LGL7 1 18" Kiss-Cut 
Reflective Tape, 5 Red 1" 150ft. Roll 8mil 4LGL8 1 School Bus 
ae, White 1" 150 ft. Roll 8mil  4LGL9 1 Flexible Grade 
yr V92 Daybright Red 450% Roll 3 Mil 6NGCE Reflective Tape Flexible SCh00! Bus Yellow 2° 150f. Roll 10to14mil 4TDW4 1 
White 2" 150ft. Roll 8Mil 6NGCO 1 Saaiiean Fluorescent Yellow 1" 150ft. Roll 14to18mil 4TDV4 1 
Red 6" 50ft. Roll 8Mil 6NFZ8 1 Reflective ta 2 983 School Bus Yellow 1° 150ft. Roll 14to18mil 4TDV9 1 

Rail Diamond Grade™ Fluorescent Yellow 2" 150 ft. Roll 14to18 mil 4TDV5 1 
Reflective Tape School Bus Yellow 4° 18° PolyBag 8mil 45TT09 1 School Bus Yellow 2" 150 ft. Roll 14t018 mil 4TDV8 1 

Railcar Reflective Tape Yellow 2 30 ft. Roll 14 mil 53CU23_—s1 
Reflective Tape, 10 yr R99 White 150 ft. Roll 8Mil 6NGAO 1 wk and Taller 
Reflective Tape, 10 Kiss-Cut ; remium Grade 
yr R99, 9° Kiss-Cut oN 150i. Ron Mil ~=ONGAT Reflective Strip 983 6" Red/6"White 2" 12" — Pack — 52604 100 

School Bus Diamond Grade™ 
Reflective Tape, 10 ' 6" Red/6" White 2" 150 ft. Roll — 52ZG03—s 1 
yr V82 OEM Grade School Bus Yellow 2" 150ft. Roll § 8Mil 6MGA9 1 11" Red/7" White 2" 150ft. Roll — 576021 

Truck and Trailer 11" Red/7"White 3" 150ft. Roll 14to18mil 4TDR8 1 
Reflective Decal, 5 ; : Premium Grade 11" Red/7" White 4" 150 ft. Roll 14to18 mil 4TDR9 1 
yr V92 Daybright® Red/White/Blue 3%" 6% Decal 8mil 2HGY2 1 Reflective Tape 983 Red 2” 150ft. Roll  14to18mil 4TDT3 1 

11" Red/7"White 2" 25ft. Sticker 8mil 3ZEA6 1 Diamond Grade™ White 2" 150ft. Roll 14to18mil 4TDR1 1 
a heanasicars 11"Red/7"White 3° 25ft. Sticker 8mil 3ZEC1 1 White 3" 150ft. Roll  14to18mil 4TDR4 1 
yr V92 Daybright White 2" 150 ft. Sticker 8 mil_‘3ZEC3_— 1 White 2°12 Roll ~—«14to 18 mil 4TDR3 100 
White 3" 150ft. Sticker 8mil  3ZEC7 1 White 4° 150ft. Roll  14to18mil 4TDR5 1 
White 3 = 2oft. —_ Sticker 8mil 3ZEC9 1 Premium Grade ' “ATi f Kiss-Cut . 
Reflective Tape Red/White 2” 18’ PolyBag 8mil 451703 1 Retiective Tape gaa; | ONO NRE ie eo ee 
neilective Tans Red/White 2’ 12" PolyBag__ 8 mil_45TT06_1 se ae oe White 2" 150ft. Roll ~=«'14to 18 mil 4TDR2 1 
IV . ri F 
99 Daybright Red/White 2 30 ft. Roll 8mil 53TX85 1 White 1" 150 ft. Roll —— 38XP14.__ 
Reflective Tape, 10 yr V82 11"Red/7"White 2° 150, ESCUt gai) GMEZ7 1 Fluorescent Yalow : - : ane = an 
6"Red/6"White 2" 150ft. Roll 8Mil 6MFZ2 1 vevowfareeh s = 
Reflective Tape, 10 11"Red/7"White 1" 150ft. Roll 8 Mil 6MFZ5 1 uorescent = yn yenee Bol m 38XP28 
yr V82 OEM Grade 11" White/7"Red 2" 150ft. Roll = 8Mil_ GMFZ6 1 Reflective Tape Yellow/Green 
11"Red/7" White 3" 150ft. Roll 8Mil G6MFZ8 1 Red/White __ 2" 307t.__Roll 14mil___53CU13 1 
eae 11"White/7"Red 2" 150ft. Roll  7Mil GMFZ1 1 Se — SS Bo eee 4 

yr V42 Retro-Fit . Red/White 2" 30ft. Roll 14mil _53CU19 1 
Reflective Tape, 5 White 2° 12" FlatPacks 8 mil__2HGY1__25 Red 4’ 150 ft. Roll —___38XP46_ 1 
yr Daybright 11"Red/7" White 2" 18" —__—=Roll 8 mil 2HGX9 25 Red_ 1" 1507t. Roll —___38xP47_ 1 
Reflective Tape, 5 yr 11"Red/7"White 3" 25ft. Roll 8mil 3XMA9 1 Red/White 2’ 53ft. Roll = 38XP50_— 
V52 Diamond Plate 11" Red/7" White 3" 150ft. Roll 8 mil 3XMA7 1 White 2" 150 ft. Roll — 38XN58 1 
Reflective Tape, 5 11" Red/7" White 2" 150 ft. Roll 8 mil 2HGX8 1 White 6” 150 ft. Roll —___38XN62__1 
yr V92 Daybright 6"Red/6"White 2" 150ft. Roll 8Mil 6MFY9 1 Red/White 1" 150 ft. Roll = 38XP38 1 

) Kiss-Cut oe ee Red/White 2" 150ft. Roll —~ 38XP32_1 
White 2" 150ft “Roy = Mil = GMGAT Red 2” 150 ft. Roll —_ 38xP49_1 
Reflective Tape, 5 yr ; eanng: ' Kiss-Cut ; Red 3" 150 ft. —_Roll _ 38XP45_—s 1 
92 Daybright® Ne ee pol a eee! | | Yellow 4” 150ft. Rol ——38XxPa4 1 
11"Red/7"White 2" t50f. Kiss but gil eNGDO 1 i cc Red/White 2" 12° PolyBag  15mil  45K291 10 

964 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





FLEET & VEHICLE MAINTENANCE 
Conspicuity Tape 


GRAINGER CHOICE ° 
Find the wf. Find Solutions. Find Great Prices. 
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No. 21T104 
PRODUCTS CO. 
lol HIGHLAND 
T d ATM Illuminating No. GAYN1 FMX 
OW an i . : ATM Fuses ai poet AMI Fuse moans 
Recovery Straps LJ : e No. 6AYK¢ 














End ltem CBF 

L _ Rated Capacity Type Brand No. Circuit 
12 ft. 4000 Ib. 1%" Hook Opening B/AProductsCo. 8WP45 Breaker 
15 ft. 3330 Ib. 1" Hook Opening Highland 217104 
16 ft. 4000 Ib. 1%" Hook Opening _B/AProductsCo. 9EN04 
20 ft. 2700 Ib. Loop Ends Lift-Alll 3LJE1 
20 fi. 5300 Ib. 1-PLY, Lined Eyes Lift-All 39A399 FMX Low- z 
20ft. 10,700lb. —_-2-PLY, Lined Eyes Lift-Alll 39A404 Profile peg ; 

2-PLY, Lined Eyes, use @ 
20 ft. 10,700 Ib. Loop Ends Lift-Alll 3LJE2 
25 ft 1400p. Loop Ens itl SLE Automotive Fuses and Circuit Breakers °U°ManN 
; oop Ends ift- 

30 fit. 1600 Ib. Loop Ends Lift-All 3LJE3 ATM FUSES—0.64"L X 0.43"W MAX FUSES—1.7"L X 1.2"W 
Sen ees eee LILA 39A401 = Fast-acting Used to protect circuits in wiring harness. For 
30 ft. = 58001D. Special Edge Yarns Lift-All 39A403 = 1kAIR domestic and imported vehicles. 
30 ft. 10,700lb. —_ 2-PLY, Lined Eyes Lift-All 39A405 
3010700 Ib 2-PLY Lined “sort. 1070016. 2-PLY Lined Eyes Lia 998406 ray 304406 Universal color coding. Enclosed element AGA FUSES—1," DIA. X 5/"W 


protects against shocks, sparks, and corro- 





= Fast-acting 
Size rejects insertion of other fuse types. 
ATC FUSES—*4"L X 3%,"W 


= Fast-acting 
= 1kAIR 


Feature enclosed element. Illuminated 
versions glow when fuse is opened. 


sion. For late-model vehicles. Illuminated 
versions glow when fuse is opened. 


FMX AND FMX LOW- 
PROFILE—1"L X 0.47"W 


Meet OEM demand for smaller components, 
and offer high-amp protection in compact 








packages. 
UCB AND CBF SERIES CIRCUIT BREAKERS 
UCB series replace ATC fuses. 
Color Fuse Mfr. Item Pkg. Color Fuse Mfr. Item Pkg. 
Code Amps Model No. Qty. Code Amps Model No. Qty. 
ATM Fuses (32V DC) Orange 40  BP/MAX-40ID 492ZU59 ‘1 
Gray 2 ATM-2 GAYC7 ~—‘1 Red 50 BP/MAX-50ID 52CN14 1 
Violet 3 ATM-3 1Bz48 Ss Blue 60  BP/MAX-60ID 52CN15 1 
Pink 4 ATM-4 1BZ50—Ss AGA Fuses (2 to 5A 125VAC, 7% to 30A 32VAC) 
Tan 5 ATM-5 1BZ51 1 Clear 2 AGA-2 6AYC1 5 
Brown 7%  ATM-7-1/2 1BZ52.~ 1 Clear 3 AGA-3 6AYC3. 5 
| Red 10 ATM-10 1Bz42.—s Clear 5 AGA-5 6AYC5 5 
No. 34NL96 es Blue 15 ATM-15 1BZ43 1 Clear 7% AGA-7-1/2 _ GAYCE 5 
No. 4WXR7 Yellow 20 ATM-20 1BzZ44. 1 Clear ‘15 AGA-15 6AYCO +5 
Cortina Clear 25 ATM-25 1Bz45. Clear 20 AGA-20 GAYC2 5 
> Cortina VICTOR O|-DRI Green 30 ATM-30 ~-‘1BZ49 ~~ Clear 30. AGA-30.~+GAYCA 5 
, ATM-ID Illuminating Fuses (32V DC) ATC Fuses (32V DC) 
R ds . a = Kit Violet 3 BP/ATM-3ID G6AYL3 2 Black 1 ATC-1 6AYDO 1 
oaasiae Emergency AIS Tan 5 BP/ATM-5ID S2CN11 2 Gray 2 ATc-2  GAYD1 1 
Red 10 BP/ATM-10ID GAYK9 2 Violet 3 ATC-3 1B237. ss 
jacques mand ra Blue 15. BP/ATM-15ID  GAYLO 2 Pink 4 ATC-4 1Bz39. 
ECO ToL Yellow 20  BP/ATM-20ID  GAYL1 2 aL 5 mice Le 
es ee Clear 25. BP/ATM-25ID GAYL2 2 rown 7% TE 4 
(3) Warning Triangles, 2% Ibs. 10BC Fire Extinguisher, = Corting  2EHEG Green 30  BP/ATM-30ID GAYL4 2 Red 10 ATC-10  1BZ33. 1 
SS ee ee eee ATM-LP Low-Profile Fuses (32V DC) Blue 15 ATC-15 1B734. 
(5) 20 min. Flares, (2) Light Sticks, Flashlight with rT ATM -5LP 6AYNO 5 Yell 50 ATC-20 1B735 1 
atteries, (2) Shop Cloths, Safety Vest, Rain Poncho, ul d eHow 
Jumper Cable, Combination Tool Set, (2) Emergency Brown 1% ATM-7-1/2LP 6GAYN2 5 Clear 25 ATC-25 1BZ36 1 
Blankets, (4) Hand Warmers, (2) Water Pouches, (2) Cortina 407K09 Red 10 ATM-10LP 6AYN1 5 Green 30 ATC-30 1BZ38 1 
Candles, (10) Matches, (6) Latex Gloves, (2) First Blue 15 ATM-15LP GAYN3 ~—5 Amber 40 ATC-40 GAYA9 
Aid Cream Packets, (6) i¢oho Wipes, (6) Antiseptic Yellow 20 ATM-20LP —_—- 6AYN4 5 ATC-ID Illuminating Fuses (32V DC) 
Wipes, (4) Insect Sting Wipes, Cold Pack, Large Clear 25 ATM-25LP ——‘ 6AYN5 5 Violet 3 BP/ATC-3ID _ 6AYG9 2 
Wound Pack, Resealable Pouch, Carrying Case Green 30 ATM-30LP  GAYN6 5 Tan 5 BP/ATC-5ID  GAYH1 2 
(3) 20 min. Flares, Light Stick, Flashlight with Batteries, FMX Fuses (12V DC) Brown 7% BP/ATC-7-1/2ID GAYH2 2 
Shop Cloth, Reflective Triangle, Safety Vest, Rain Poncho, Blue 50 FMX-20 6AYFO 1 Red 10 BP/ATC-10ID  GAYG5 5 
Jumper Cable, Combination Tool Set, Emergency Pink 30 FMX-30.  GAYF1 1 Blue 15  BP/ATC-15ID  GAYGG 2 
Se oe | en Green 40 FMX-40  GAYF2 1 Yellow 20  BP/ATC-20ID GAYG7 2 
(°) ean Paces Be Wound Pad. oir Pack Red 50 FMX-50 6AYF3 1 Clear 25 ~~BP/ATC-25ID 6AYG8 2 
(4) Latex Gloves, Resealable Pouch, Carrying Case Yellow 60 FMX-60 6AYF4 1 Green 30 BP/ATC-30ID 6AYHO 2 
Booster Cable, Flashlight, (2) AA Batteries, Glow FMX-LP Low-Profile Fuses (32V DC) UCB Circuit Breakers (12VDC) 
Stick, Siphon Pump, (2) Nitrile Gloves, Rain Victor  34NL94 Blue 20 FMX-20LP 6AYH3 1 Plain/ 6 UCB-6 6KXT8 1 
Poncho, Help Sign, First Aid Kit, Carry Bag Pink 30 FMX-30LP 6AYH4 | Natural 
Roadside Emergency Kit w/ Warning Triangle Green 40 FMX-40LP 6AYH5 | Red 10 UCB-10 6AYJ4 1 
(1) Metal Box With Handle, (3) Highway Red 50 FMX-50LP  GAYH6 Blue 15 UCB-15 6AYJ5 1 
Warning Triangles, (1) 2% Ib. Refillable Cortina 3JPD6 Yellow 60 FMX-60LP 6AYH7 1 Yellow 20 UCB-20 6AYJ6 1 
Fire Extinguisher, (3) Flares MAX Fuses (32V DC) Plain 25 UCB-25 GAYJ7 
Booster Cable, 12 oz. Tire Sealant, Flashlight, (2) AA Yellow 0 MAX-20 6AYD8 1 Green 30 UCB-30 6AYJ8 1 
Batteries, Slip Joint Pliers, 2-In-1 Screwdriver, (10) Cable Victor  34NL95 Green 30 MAX-30 6AYDS { AMG Fuses (32V DC) 
Ties, Electrical Tape, Rain Poncho, Info Guides, First 0 40 MAX-40 6AYEO { Black 100 AMG-100 6AYK4 1 
Aid Kit, Carry Bag with Integrated Warning Triangle (ange 
Booster Cable, 12 oz. Tire Sealant, Tire Inflator with Red _50 MAX-50 _—«GAYE1__ Black 125 AMG-125 sGAYKS__t 
ha Z Black 150 AMG-150. GAYK6 1 
Instruction Manual, Flashlight, (2) AA Batteries, (25) Blue 60 MAX-60 GAYE2 
Cable Ties, Help Sign, (2) Knit Gloves, Elastic Tie Down, Victor + 34NL96 Tan 70 MAX-70 GAYE3 Black 175 AMG-175___—sGAYK7 
Blanket, 2-In-1 Screwdriver, Rain Poncho, Info Guides, Clear 80 MAX-80 6AYE4 | Black 200 AMG-200 6AYK8 1 
First Aid Kit, Carry Bag with Integrated Warning Triangle MAX-ID Illuminating Fuses (32V DC) AMI Fuses (32V DC) 
Transportation Spill Kit Yellow 20 BP/MAX-20ID 52CN12 1 Black 50 AMI-50 6AYKO 1 
10 Pads, 3 Socks, 1 Disposable Bag, 1 Tie, 10 Wipes Oil-Dri | 4WXR7 Green 30 _BP/MAX-30ID 52CN13_ 1 Black 80 AMI-80 6AYK1 1 
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FLEET & VEHICLE MAINTENANGE Scan. Order. Done. 
Back-Up Alarms & Horns Details on page Al. 





* 
Eger Becca CLViaoven 
Back-Up Alarms r) ewvac: (IRQ) Grote. 


vehicle safety systems. 


Standard—Compact alarms provide a cost-effective warning solution with exceptional durability and 
protection against moisture, dust, and vibration. 








No. 35ZX61 
Self-Grounding—Eliminates potential corrosion points. Epoxy sealed from moisture, dust, and vibration. 


Self-Adjusting—Constantly measures ambient noise and adjusts sound level. Eliminates the need for 
constant manual adjustment and helps prevent intentional alarm disconnection. 










Sound Housing Mfr. Item 
Level Voltage Material L W H Brand Model No. 
standard - 
niversal Mount 
No. 18C528 87dB 12 to 24VDC Glass Filled Nylon ay TV" 0%" Federal Signal _210238-W 35ZX61 
90dB _— Plastic — — _— Ecco MS90 _ 5MGH9 
97dB 12 to 24VDC Glass Filled Nylon AV 1% 2¥2' ~~‘ Federal Signal = 210239-S 39F/44 
97dB 12 to 24VDC __ Fiberglass Reinforced Nylon 1%" 4 22 Ecco 920 3WRU1 
97dB 12 to 24VDC Glass Filled Nylon A%a" 1%" 2¥2' ‘Federal Signal + 210239-W 35ZX62 
97dB 12 to 48VDC ABS Plastic AV 1%" 2x8. GA 180528 180528 
No. 21DH94 97dB {2 to 48VDC ABS Plastic AV" 1%" ch GA 2ERT2 _2ERT2 
97dB 12VDC Glass/Nylon 4 12% 4" 2a" Ecco 510 49KD24 
102dB 12 to 24VDC Glass Filled Nylon 4," 1% 24" _ Federal Signal 210240-S 39F745 
102dB 12 to 24VDC Glass Filled Nylon 4°30" 1%" 22" __ Federal Signal 210240-W 35ZX63 
107dB 12 to 24VDC ‘Fiberglass Reinforced Nylon = 1%" 4" 20 Ecco 9/5 3WRU2 
107dB 12 to 36VDC Steel 2/4" 5" 3. Ecco 630N  3WRU3 
Center Mount 
8/dB 12 to 24VDC Glass/Nylon 3 1%" 2Y4" Velvac 69728/ 21DH93 
No. 13A522 97dB 12 to 24VDC Glass/Nylon As 1%" 2y4" Velvac 69/7297 21DH94 
. 107dB 12 to 24VDC Glass/Nylon 3% 12" 2/6 Velvac 697107 21DH91 
112dB 12 to 24VDC Glass/Nylon 9%2 2'%6 3%¥%64" Velvac 69/7112  21DH92 
Bracket Mount 
97dB 12 to 24VDC Plastic 2¥2" 134" ZY" Wolo BA-97 _—_13A522 
, i 2dB 12 to 48VDC Plastic 5 29/4" 3Y2" Wolo BA-550 ~=13A521 
elf-Grounding 
No. 3ULJ6 87dB 12 to PAVDC Epoxy 4g" — — federal Signal 210238-S 35ZX60 
97dB 12 to 24VDC Plastic 4’ 1%" 2% Buyers Products BA09/2 3ULJ6 
97dB 12 to 24VDC Nylon 3'%6  1'%6' 6" Grote 73040  — 20XB3 
107dB 12 to 24VDC Nylon 31%6" 1'1%6' 8%" Grote 73090  2CXB5 
Self-Adjusting 
No. 2CXB5 82to 102dB = 12 to 24VDC Glass Filled Nylon 1%" 4" 242" Smart SA950 = 3WRI4 
82to 10/dB_ = 12 to 24VDC Steel ei 29/4" 2% Smart SA901N 3WRT5 
® 
Electric Horns e®. Grate. 
Dia. L W H Mfr. Item 
dB Voltage Mounting Material (in.) (in.) (in.) (in.) Brand Model No. 
Electric Horns 
114.4@1 meter 12-60 DC Bracket Mount Plastic 2 4% 4% 4% Wolo EE100 3FHX7 
115 @ 1 meter 12DC _ Bracket Mount Steel 374 : 24 - Wolo 30/-12 3FHY6 
115 @ 1 meter 24DC __Bracket Mount Steel 3% - 24 - Wolo 30/-24 SFHY7 
116 @ 1 meter 12 DC Under Hood _Steeland Plastic 3% 3% 3% 3% Wolo 385-21 3FHU7 
125 12 DC — Steel —_— — 3 3% Grote 72100-5 2CXB1 
135 12 DC — Steel — — — —_ Grote 72010-5 2VPN3 
125 12 DC — Steel — — — —_ Grote 72110-5 2VPN4 
115 24/48VDC Bolt On Metal 5 7 3S 2% Wolo 3/2LA-24/48 33HE41 
123.5@1 meter 12VDC Single Stud ABS Plastic — 5% 3% 43%4 Wolo 719 33HE40 
115 24/48VDC Bolt On Metal i] rd a 2% Wolo 3/2LB-24/48 33HE43 
115 24/48VDC Bolt On Metal 5 i 5 2% Wolo 3/2LC-24/48 33HE44 
115 @1 meter 12 DU Under Hood Steel 374 - 2 - Wolo 305-27 3FHU3 
116 @ 1 meter 12 DC Under Hood _Steeland Plastic — 3% 3% 3% Wolo 380-21 3FHU6 
115 @ 1 meter 12DC Bracket Mount Steel i] 2% 4% 6% Wolo 3/0LA-12L2 3FHX8 
115 @ 1 meter 36 DC Bracket Mount Steel 3% : 2Y4 - Wolo 30/-36 3FHY8 
; 115@1 meter 36-48 DC__ Bracket Mount Steel 9 2% 4% 6% Wolo 3/0LC-36/48L2WV_ 3FHY3 
= <——— No. 3FHWS Accessories 
No. 3FHU7 No. 3FHW7 Horn Button Switch Wolo HS-1 3FHW7 
Horn Button Switch And Wire Wolo H5-2 3FHWS8 
L Item 
Air Horns Item dB Material Finish Mounting Includes (in.) No. 
FIAMM (2) == 
212vDC CO, Dual TrumpetHorn 120@1 meter °!AM@SS Unfinished Universal Mount = 18 53CU85 
- a) & Dual Trumpet Horn Kit 135@1meter _ Plastic Unfinished — Universal Mount Compressor, Vinyl Tubing 7% 83CU66 
= ?_ “J Dual Trumpet Horn Kit 136@1 meter Aluminum Unfinished Universal Mount Compressor, Vinyl Tubing 7% 53CU67 
"yy oN Dual Trumpet Horn Kit 137 @1 meter Plastic Chrome Universal Mount Compressor, Vinyl Tubing 7% 53CU68 
- e: é Portable Horn 125@1 meter Aluminum — Unfinished Universal Mount —_— 3 53CU64 
53CU85 >» Wolo 
‘ ; Chrome-Plated Direct Drive 
No. a at 118@1meter Plastic ee Under-Hood Compressor, Relay, Hose, 12% 3FHV1 
No. 53CU66 g . | and Mounting Hardware 
é% rane Dual Trumpet Horn 116 @ 1 meter a ee Exterior Mount Gasket and Stainless Steel Bolts 18% 3FHW5 
a Red Plastic Chrome-Plated Direct Drive 
Dual Trumpet Horn 118@1meter Plastic 7 Metal Under-Hood Compressor, Relay, Hose, 8% 3FHU9 





and Mounting Hardware 
Plastic and Exterior Mount Heavy-Duty Direct Drive Compressor, 
120@1 meter "Steel —— oo or Under Hood Relay Hose, and Mounting Hardware 1378 SFHV2 
rome Plate ; nlet Hose with Brass Fittings, 
eat ae Dual 125@1meter Steel — Trumpets and Be Kee Gasket and Stainless Steel 14% 3FHV5 
P Black Base Mounting Hardware 
Exterior Mount 


High Tone Horn 130 @ 1 meter Brass Chrome Gr Under Hood Hardware, Fittings and Bracket 24% 3FHV8 
Low Tone and tiigh 446 @1 meter Stainless Polished =e terior Mount Gasket and Stainless Steel Bolts 181 3FHWA4 


Dual Trumpet Horn 


Tone Trumpet Set pie Stainless Steel 
right 
Marine Air Horn 127@1meter Chrome Chrome Plated Bracket Mount ea Rae ae Relay, 9% 33HE56 
: Plated Finish g anewale 
Three Trumpet ; 10-Ft. of 4" 0.D. High-Pressure 
No. 3FHV9 ees 152 @ 1 meter Brass Chrome Exterior Mount Hose, and Solenoid 16% 3FHV9 
966 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Rectangular No. ty 
Work Lights i eomieo 
Lens Lens Housing Mfr. Item 
Item Voltage Current Drawn Wiring Connection Lumens Length Width Color Material Material Model No. 
LED 
Ecco 
12 to 24VDC 0.4A Pigtail 600 Im 3/4" 2' Clear Polycarbonate Aluminum EW2019 49KD88 
12 to 24VDC 1.3A Pigtail 1000 Im Af" 298" Clear Polycarbonate Aluminum EW2411 49KD93 
Flood Light 12 to 24VDC 2./A Pigtail 3000 Im 6%" 6%" Clear Polycarbonate Aluminum EW2301 49KD90 
12 to 24VDC 3.0A Pigtail 2900 Im re 6" Clear Polycarbonate Aluminum EW2501 406082 
12 to 24VDC 2.2A Pigtail 2400 Im i a Clear Polycarbonate Aluminum EW2321 406073 
Spot Light 12 to 24VDC 2./A Pigtail 3100 Im 6%" 6%" Clear Polycarbonate Aluminum EW2300 49KD89 
petri 12 to 24VDC 2.2A Pigtail 2400 Im ‘i a Clear Polycarbonate Aluminum EW2320 406072 
Golight 
Flood Light 9 to 82VDC a Pigtail 6000 Im 6" 34" Clear Polycarbonate Aluminum 4421 36E686 
Grote 
Flood Light 12VDC 1.6A Hardwired 700 Im oY" 3%" Clear Polycarbonate Aluminum 63611 2VPG6 
Spot Light 12 to 24VDC 2.1A@24VDC Hardwired 2100 Im g" 6" Clear Polycarbonate Aluminum 63571 2VPG2 
pate 12VDC 1.6A Hardwired 700 Im 5A 3%" Clear Polycarbonate Aluminum 63601 2VPG5 
Tranezoid Light 12 to 24VDC 2.1A@24VDC Hardwired 2050 Im g" 6" Clear Polycarbonate Aluminum 63591 2VPG4 
Pp g 12VDC 1.6A Hardwired 700 Im 54" 378 Clear Polycarbonate Aluminum 63621 2VPG/ 
Work Light 12 to 30 15 Watts Hardwired 1200 Im 34" 2/4 _ _ _ BZ551-5 412A34 
J.W. Speaker 
Flood Light 12 to 24VDC 1A DT04-2P Connector 675 Im 6" 1%" Clear Polycarbonate Polycarbonate 183 45RJ27 
g 12 to 24VDC 1A DT04-2P Connector 675 Im 6" 1%" Clear Polycarbonate Polycarbonate 183 45RJ28 
Work Light 12/24VDC 9A Pigtail 9000 Im 6%" 34" Clear Glass Aluminum 926 45RJ15 
Maxxima 
12 to 36VDC 8A@36VDC Pigtail 2150 Im 6%" 3 Clear Polycarbonate Aluminum MWL-57SP —-36XD87 
12 to 24VDC 280MA@24VDC Pigtail 675 Im of 34" Clear Polycarbonate Polycarbonate MWL-26-A 347TG92 
Flood Light 12 to 24VDC 9A@24VDC Pigtail 1200 Im 6" a" Clear Polycarbonate Aluminum MWL-29 36XD76 
12 to 36VDC A@36VDC Pigtail 1550 Im 6%" 3% Clear Polycarbonate Aluminum MWL-50SP  —-36XD86 
12 to 24VDC A@24VDC Pigtail 400 Im 6" 3" Clear Polycarbonate Aluminum MWL-04 8PMH4 
12 to 24VDC 0.8A to 0.5A Hardwired 2100 Im 6" 1%" Clear Polycarbonate Aluminum MWL-42 440A17 
Work Light 12 to 36VDC 2.8A Hardwired 3000 Im i 24" Clear Polycarbonate Aluminum MWL-58 446U98 
g 12 to 24VDC 0.8A to 0.5A Hardwired 1000 Im 6" 1" Clear Polycarbonate Polycarbonate | MWL-39 440A20 
12 to 36VDC = 4.5A @12V/ 1.6A@36V Hardwired 9000 Im 10°%a" 2'%32" Clear Polycarbonate Aluminum MWL-61 494P45 
Railhead Gear 
Spot Light 9 to 64VDC 1./5A@12VDC Hardwired 2900 Im 634" 2/4 Clear Polycarbonate Aluminum KE-HDWL-30  20HJ60 
pot nl 9 to 64VDC 3.2A Hardwired 9100 Im BY" 2" Clear Polycarbonate Aluminum KE-HDWL-60 20HJ61 
Halogen 
Grote 
Flood Light 12VDC 4.7A Hardwired — 6%" o: Clear Glass Nylon 3151-5 2CWP9 
@BeEcco 
: 7 No. 
wlll Maxxima 49KD57 
Square Work F nc. No. 
Lights 406C05 36XD77 
Wiring Lens Lens Housing Mfr. Item 
Item Voltage Current Drawn Connection Lumens Length Width Color Material Material Model No. 
LED 
Ecco 
12 to 24VDC 0.7A Lighter Plug 790 Im 45" Ae" Clear Polycarbonate Aluminum E92007-MG  49KD5/ 
12 to 24VDC 1.2A Pigtail 779 |m 3%6" 3%6 Clear Polycarbonate Aluminum EW2471 49KD96 
Flood Light 12 to 24VDC 1.3A Pigtail 1200 Im Af" 4Ye" Clear Polycarbonate Aluminum E92006 406C04 
12 to 24VDC 0.7A Pigtail 700 Im 43," 43," Clear Polycarbonate Aluminum E92007 406C05 
12 to 24VDC 2A Pigtail 2400 Im 45" Aye" Clear Polycarbonate Aluminum EW2421 406074 
Work Light 12 to 24VDC 3.2A Lighter Plug 600 Im AY," 47," Clear Acrylic Aluminum EW2461-NA 406C81 
Maxxima 
12to 24VDC ~—.9A@24VDC Pigtail 1200 Im Ay" Ay" Clear Polycarbonate Aluminum MWL-30 36XD77 
Flood Light 12to24VDC =./A@24VDC Pigtail 1000 Im 34 34 Clear Polycarbonate Aluminum MWL-20 39M957 
12 to 24VDC_ —1.2A@24VDC Pigtail 2100 Im Ae" AY," Clear Polycarbonate Aluminum MWL-43 440A18 
Work Light 12to24VDC_ —_—0.8A to 0.5A Hardwired 1000 Im 49/," 1%" Clear Polycarbonate Polycarbonate MWL-40 440A22 
g 12to24VDC — 1A to 0.5A Hardwired 675 Im Ay" T¥2" Clear Polycarbonate Polycarbonate MWL-27-A 440A23 
cht eeccce JW. SPEAKER. > willl Maxxima’ Ie UA Rie seh heath AP sph rhe 
LED Light Bars No. 411270 No. 45RJ03 No. S5SHF17 
Wiring Lens Lens Housing Mfr. Item 
Item Voltage Current Drawn Connection Lumens Length Width Color Material Material Model No. 
LED 
Grote 
12/24vpc (WO.oAat TeV. pigtail 8124 Im 34" 35" — Polycarbonate Aluminum 64J31 411270 
5.29A at 24V 
Work Light Bar 7h at 12V — a 
12/24 3) at 24 Pigtail 5416 Im 24 3% — — — 64J21 411Z69 
J.W. Speaker 
Light Bar — — Pigtail _ 22. 2/4" — _ — 9049 45RJ03 
Maxxima 
Work Light 12.8VDC 3.4A ae 3000 Im 30" 2" Clear Polycarbonate Aluminum MTBL-10-A  SSHF17 
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No. 412A29 No. 13W971 





alll Maxxima’ No. 49KD97 No. 13W973 No. 12D305 No. 54DE27 No. 2CWU2 
Round Work Lights 
Lens Lens Housing Mfr. Item 
Item Voltage Current Drawn _— Wiring Connection Lumens Diameter Color Material Material Model No. 
LED 
Ecco 
12 to 24VDC 0.9A Pigtail 675 Im 5" Clear Polycarbonate Aluminum E92013 49KD58 
12 to 24VDC 1.2A Pigtail 800 Im 3/6 Clear Polycarbonate Aluminum EW2481 49KD97 
Flood Light 12 to 24VDC 0.6A Pigtail 700 Im = Clear Polycarbonate Aluminum E92004 406C02 
g 12 to 80VDC 3.1A Pigtail 1000 Im = Clear Polycarbonate Aluminum EW2110 405231 
12 to 24VDC 1.2A Pigtail 950 Im — Clear Polycarbonate Aluminum E92005 406C03 
A 12 to 24VDC 3.1A Pigtail 2075 Im = Clear Polycarbonate Aluminum EW2431 406C75 
rote 
Flood Light 12VDC .6A Hardwired 400 Im 5 Clear Polycarbonate Rubber 63591 2VPF9 
Spot Light 12 to 36VDC 14W Hardwired 1240 Im 3/4 Clear Polycarbonate Aluminum BZ111-5 412A29 
TractorPlus™ Light 12 to 24VDC A@24VDC —_Spade/Screw Terminals —_ 800 Im Ay," Clear Polycarbonate Aluminum 63821-5 13W971 
g 12 to 24VDC SA@24VDC Pigtail 800 Im Ae" Clear Polycarbonate Aluminum 63861-5 13W973 
Wide Flood Light 12 to 24VDC SA@24V DC Pigtail 800 Im Ad Clear Polycarbonate Aluminum 63871-5 13W974 
10 to 48 17.5 Watts Pigtail 1790 Im 34 — — _ 64611 411265 
Work Light — — _— 800 Im 425%" = = — 63831-5 13W972 
10 to 48 17.5 Watts Pigtail 1790 Im 34" — — _— 64E01 411258 
Maxxima 
Eisodi Light 12 to 24VDC 630mMA@24VDC Pigtail 790 Im 4" Clear Polycarbonate Rubber MWL-17HL 12D305 
g 12 to 24VDC 9A@24VDC Pigtail 1200 Im Ay/q" Clear Polycarbonate Aluminum MWL-28 36XD7/5 
— — — — — — _— — MWL-12-KIT — 22N693 
12 to 24VDC 0.4A to 0.3A Hardwired 990 Im Ai Clear Polycarbonate _ Polycarbonate MWL-19-A 440A15 
Work Light 12VDC 630mA Pigtail 300 Im 2 Clear Polycarbonate Aluminum MWL-10SP 12D302 
12VDC 630mA Pigtail 300 Im 2/4" Clear Polycarbonate Aluminum =MWL-10SP-SM_ —_12D304 
12VDC 1.24A Hardwired 990 Im on Clear Polycarbonate Aluminum MWL-01LS 30PE41 
Work Light w/ On/Off Switch 12 to 36VDC 1.2A@24VDC DT04-2P Connector 2100 Im a4" Clear Polycarbonate Aluminum MWL-36 04DE27 
Incandescent 
Grote 
Flood Light 12VDC 2./A Hardwired —_ 4) Clear Polycarbonate Rubber 64931 2CWU2 
g 24VDC 1.8A Hardwired — 5 Clear Polycarbonate Rubber 64921 2CWT9 
@ecco i 
oh 
JW. SPEAKER. > i} 
ae 
‘ ‘ An 
wl MAXXIMA 4 
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Oval Work 










. No. No. No. 
Lights 49KD98 49KD91 49EM13 49CT72 
Wiring Lens Lens Housing Mfr. Item 
Item Voltage CurrentDrawn Connection Lumens Length Width Color Material Material Model No. 
LED 
Ecco 
Flood Light 12 to 24VDC 1.2A Pigtail 729 Im 3%" 3 Clear Polycarbonate Aluminum EW2491 49KD98 
g 12 to 24VDC 1.9A Pigtail 2050 Im o%" 348" Clear Polycarbonate Aluminum EW2341 49KD92 
Spot Light 12 to 24VDC 1.9A Pigtail 2200 Im a" 3" Clear Polycarbonate Aluminum EW2340 49KD91 
J.W. Speaker 
Flood Light 12 to 24VDC 3.2A@24VDC Pigtail 9400 Im 6%" 3 Clear Polycarbonate Aluminum 7150 49EM13 
Work Light — 1.0t00.2AaAc Queer ms 51Vi ch — Polycarbonate Polycarbonate 770BLU 40CR58 
Maxxima 
Work Light 12to 36VDC  .4A@36VDC Pigtail 1000 Im 3" 3 Clear Polycarbonate Aluminum MWL-18-B 49CT72 
JW. SPEAKER. > 
wil Maxxima 
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Fog Lights 54DE39 13W969 
Current Wiring Lens Lens Housing Replacement Mfr. Item 
CED Lens Shape VoltBulb Rating Connection Lumens Length Width Diameter Color Material Material Lamp Model No. 
J.W. Speaker 
Round 12VDC 1.5A Hardwired 211 1m 49/a" = 4V" Clear Polycarbonate Aluminum — 6150 45RH97 
Rectangular 12 1.2A Pigtail 800 Im 5 1.78" — — = = — 6048 45RJ01 
Maxxima 
Rectangular 12/36VDC 0.8A to 0.4A Hardwired 250 1m 6" 2 Ve — — Polycarbonate Polycarbonate — MFL-100W 49CT/1 
g 12/24VDC 0.8A to 0.4A Hardwired 300 1m 3 24" — Clear Acrylic Aluminum = MFL-200W 54DE39 
Halogen 
Grote 
Rectangular 12VDC 4 7A Hardwired — 3" 2% — Clear Glass Nylon 2FND2 63531 13W969 
Oval 12VDC 4. 7A Hardwired = a1" 348" = Clear Glass Aluminum 2FND2 64371-5 2VPH6 


968 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 404M30 





@Aecco JW. SPEAKER. > ®) saat aed 









Forklift Lights — saa 
Lights are designed to project a blue spot on the 
floor or ground as a visual warning to pedestrians 
that mobile equipment is near. They can be installed 
on the front or back of a forklift, sweeper, or other No 
material handling equipment for safety alerts going 45TX85 
forward or backing. 
Current Wiring Lens Lens Housing Mfr. Item 
Item Voltage Drawn Connection Length Width Color Material Material Model No. 
LED 
Ecco 
Pedestrian Arrow Light 12 to 56VDC 0.6A Pigtail 4" 398" Blue Polycarbonate Aluminum EW2010B 49KD86 
Warning Light 12VDC 0.6A Pigtail 7' >. — Polycarbonate Aluminum EW2002B 405235 
J.W. Speaker 
Keep Out Light 12 to 110VDC 1.6A Pigtail 6" 2¥," — Polycarbonate Aluminum 793 404M30 
Railhead Gear 
Forklift Arrow Light 9 to 96VDC 0.5A Pigtail 34" 3/4" Clear Polycarbonate Aluminum RH-Arrow B 54UD06 
Forlitt Safeny Light = 0.45A Pigtail 294" 34" — Polycarbonate Aluminum KE-BL1 45TX84 
yhlg = 0.3A Pigtail 5 34" Red Polycarbonate Aluminum KE-LTRL-RED 45TX85 
LED Safety Light = — Hardwired 34" D = Polycarbonate = KE-LTBL-2 20HJ55 
Pedestrian Warning Light 10 to 80VDC 0.9A Pigtail 6" 29" Red Polycarbonate Aluminum KE-RZL1 54UD08 







No. 2VPH5 
No. 55JH93 —— 
No. 55JJ04 
@ecco ec) prota. 
S ] Li hi , No. 36RM42 
Headlamps come with high/low beam and turn signal light with shock-resistant mounting. 
Wiring Replacement ‘Mfr. Item 
Lens Shape Volt Bulb Connection Lumens Length Width Includes Pigtail Model No. 
LED 
Ecco 
Square 12 to 24 Hardwired 3600 Im, 1800 Im g" 3%6° (2) Headlights, Mounting Hardware, Wiring Harness a EW4010 55JH93 
Ractannike 12 to 24 Hardwired 2400 Im, 1600 Im 92%0" 31342" (2) Headlights, Mounting Hardware, Wiring Harness — EW4008 55JJ04 
9 12 to 24 Hardwired 2400 Im, 1600 Im 1216" 3a" (2) Headlights, Mounting Hardware, Wiring Harness — EW4009 55JJ05 
Halogen 
Buyers Products 
Rectangular 12 Plug = 13 5 Universal Wiring Harness, Toggle Switch and Installation Hardware — 1311100 36RM42 
Grote 
Racannulat 12 Hardwired 40,000 Im/25,000 Im 12" 6" (2) Lamps 2CXA6 64261-4 2VPH4 
g 12 Hardwired 40,000 Im/25,000 Im 12" 6" (2) Lamps and Connectors 2CXA6 64291-4 2VPH5 


No. 
2VPG8 
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vehicle safety systemse j : ——_ 
Spotlights 0 
Feature steel construction with chrome finish and a 3 
hardwired connection. No. 2VPG8 has an adjustable No. Ge fal > 
tilt. No. 2CWR6 has a surveillance lamp with handle. | 2CWRG6 a <7 
Light Mfr. Item 
Item Output Voltage Current Drawn Mounting Color Diameter Model No. 
Halogen 
Work Light 75,000 CP 12 2.3A Permanent Clear 614" 63941 2VPG8 
Spot Light 160,000 CP 12 3.9A Permanent White/Clear 6" 63921 2CWR6 
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Rectangular LED Headlights 


— Headlamps offer LED technology in configurations to 
oso No. 54DE08 No. 208218 suit most on-road vehicles. 








Current No. of Termination Mounting Mfr. Item 
Volt Bulb Rating Bulbs Lumens Type Type Color Fits L H W D Brand Model No. 
Low Beam 5x7 
12to 24 1.94to0.16A 0 pone H4 White Universal te be. (4 —  J.W. Speaker 8900 Evo 2 468F57 


Low Beam 4x6 


10 to 32 2.25A 5 2830 Im Pigtail Recessed Gray Car, Truck, Trailer, Van 6%" 4" 34%" —327%4" JW. Speaker 8800 Evolution 2 52XE89 
10 to 32 2.25A 5 2830 Im Pigtail Recessed Black Car, Truck, Trailer, Van 62" AV," 34s" 327%" JW. Speaker 8800 Evolution 2 52XE93 
12 to 24 0.6A 1 400 Im H4 Pigtail Surface Black Car, Truck, Trailer, Van BY" AVA" 3a" 345% a" Maxxima VHL-4X6L0 54DE08 

91030  O.61A 1 630 1m Automotive H4 Recessed Clear «MOtorcycleS, Passenger = guys guys 294" DK Grote 94421-5 411276 
High Beam 4x6 

10 to 32 2.25A 3 2290 Im Pigtail Recessed Black Car, Truck, Trailer, Van BY" 4M" — 3%" 3274" JW. Speaker — 8800 Evolution 2 52XE94 
10 to 32 2.25A 3 2250 Im Pigtail Recessed Gray Car, Truck, Trailer, Van 6%" 4" 34%"  327%4" JW. Speaker 8800 Evolution 2 52XE90 
12 to 24 0.7A 1 400 Im H4 Pigtail Surface Black Car, Truck, Trailer, Van BY" AVA" Ha" 415%" Maxxima VHL-4X6HI 54DE11 
High/Low Beam 5x7 

91032 254A 1 him, rin tit = Recessed = Clear.-« Motorcycles, Passenger = gs 5’ dfx’ Garote 90951-5 411274 
DRL/Low Beam Combo 4x6 

12 to 24 0.6A 5 400 Im H4 Pigtail Surface Black Car, Truck, Trailer, Van BY" AVA" Ha" 415%" Maxxima VHL-4X6DRL 54DE10 





Heated LED Rectangular Headlights JW. SPEAKER > 


LED headlights have a thermally conductive grid that deices lenses in response to the ambient 
temperature, to help improve visibility without requiring action by the driver. Headlights feature 
improved light output, glare reduction, and light placement to meet the demands of on-road truck- 
ing. The tough, die-cast housing offers protection from salt spray for efficient thermal management. 


Chrome! Black | White 





Current No.of Wiring Item Item Item 

Rating Volt Bulb Bulbs Connection Mounting Used For L Ww O No. No. No. 

Low Beam 

2.29A 10to32 5 Hardwired Permanent Cars, Trucks, Vans 6%" 3%" 4" |52XE91|52XE95; — 

High Beam 

2.25A 10to32 3 Hardwired Permanent Cars, Trucks, Vans 6%" 3%" 4" |52XE92\>52XE96; — 
pace Headlight 

Peon Hele 24 0 pana Recessed Cars, Trucks, Vans 7%" 7%" — — — | 468F59 


LED Round Headlights wit Maxxima’ 


Replacement high- and low-beam headlamps comply with U.S. and Canada safety standards. 5-LED lamps. 
Maxxima® headlight features auto-select 12/24VDC and completely sealed electronics. 


Current No. of Termination Mounting Mfr. Item 
Rating Volt Bulb Bulbs Type Type Color Fits Dia. Model No. 
Maxxima 
2.7A 12/24 5 H4 3 Connector Recessed Chrome Universal 62%2" = MHL-O7HILO 31DF94 


* : 
Luna Trade Average Item 
No. Voltage Watts Life No. 


High/Low Beam 








Replacement Headlights 9003 12VAC__-61/67W 150/320 hr. 2EKW8 
sal T2/12VAC45/65W 150/320 hr. 2FMY1 
3) No. 2FNC9 Trade Average Item 12VAC 45/65W 300/640 hr. 2FNA8 
No. Voltage Watts Life No. iu 12/12VAC55/65W 150/320 hr. 2FMY4 
Fog Lights 12VAC 55/65W 30/1200 hr. 3EHNO 
880 12VAC o7W 300 hr. 2FMUG 13,2VAC 100W 75/150 hr. 2FNDS 
881 12VAC o7W 300 hr. 2FMU7 H4 13,.2VAC.55/60W 150/300 hr. 2EKX5 
sie ( 885 12VAC 50W 200 hr. 2EKW1 D8VAC 70/75W 150/300 hr. 2EKX6 
- &§ 886 12VAC 50W 200 hr. 2FMU8 TF 12VAC 55W 250 hr. 2FND6 
3SEHNS 839 12VAC o7W 300 hr. 2FMU9 T2VAC 55W 500 hr. 2FND7 

890 12VAC O7W 300 hr. 2FMV1 High Beam 
893 12VAC 37 5W 200 hr. 2EKW3 12VAC 65W 150 hr. 2FMY2 
894 12VAC 37 5W 200 hr. 2FMV3 9005 12VAC 65W 320 hr. 2NAQ 
896 12VAC 37.5W 200 hr. 2FMV4 12VAC 65W 500 hr. 3EHN7 
898 12VAC 37 5W 1900 hr 2FMV5 " 12VAC 65W 200 hr. 2FNDS 
9008 12/12VAC55/60W 200/600 hr. 2FMY5 12VAC 65W 300 hr. 2ENE1 

F 9055 12/12VAC 55W 800 hr. 2FMY8 Low Beam 
f 9140 12VAC 40W 1200 hr. 2FMY9 12VAC 55W 320 hr. 2FNBY 
4a 9145 12VAC 45W 1000 hr. 2FMZ1 9006 12VAC 55W 300 hr. 2FMY3 
- | H2 12, 8VAC 55W 255 hr. 2ENC8 12VAC 55W 1000 hr. 3EHN8 
enue 12VAC 130W 50 hr. 2FND1 7 12VAC 65W 200 hr. 2EKX3 
al : 12.8VAC 100W 150 hr. 2FNC9 24VAC 84W 300 hr. 2FNC5 
: H3 12. 8VAC 55W 400 hr. 2END2 a 12VAC 55W 600 hr. 2ENC6 
a 13.5VAC 55W 400 hr. 2FND3 12VAC 55W 1000 hr. 2FNC7 

DAVAC B4W 400 hr. 2FND4 Tractor 
He 12VAC 35W 350 hr. 2FND8 862 12VAC 37.5W 1900 hr. 2EKV8 
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No. 55AV64 
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No. 55AV62 No. 55AV59 No. 55AV57 


Portable 
Searchlights 


= Horizontal axis rotation: 370° 
= Vertical axis rotation: 135° 


Powerful lights are designed to provide intense illumination for automo- 


tive, first responder, work truck, marine, military, and outdoor applications 


They are UV- and saltwater-resistant. Remote control and mounting | 
mount, and handheld portable wired remote. Mounted searchlights are 52WT49 
available with permanent mounting or portable magnetic-mount. 


options include wireless handheld (H/H) or dash-mount, hardwired dash- No 
Candle Body Mfr. Item 


Amps Watts Power Includes Color H W D Model No. 
LED 
Wireless Handheld - Remote Controlled 





30 40 410,000 Stainless Steel Mounting Plate, Black Rubber Gasket, Mounting Plate Screws, Wireless Handheld Remote White eae 25° 6.7" 20004GT  55AV63 
35 40 410,000 Magnetic Mount Shoe, Wireless Handheld Remote, 15 ft. Power Cord with Cigarette Plug White 3" ey 8.5'  79014GT  55AV67 
30 40 410,000 Magnetic Mount Shoe, Wireless Handheld Remote, 15 ft. Power Cord with Cigarette Plug Black 8" 25: 8.5" 79514GT 55AV68 
3-5 40 410,000 Stainless Steel Mounting Plate, Mounting Plate Screws, Wireless Handheld Remote White 7" ier 7.5" 30004ST  55AV70 
ou 40 410,000 Stainless Steel Mounting Plate, Mounting Plate Screws, Wireless Handheld Remote Black 7" feo 7.5°  30514ST  55AV71 
Hardwired - Remote Controlled 
2.8 40 320,000 Harness and Remote White 6.5 (a ‘a 30204 52WT47 
Stainless Steel Mounting Plate, Black Rubber Gasket, Mounting Plate : , 1 
3.5 40 410,000 Screws, Hardwired Dash Mount Remote, 20 ft. Wiring Harness White 78 7.25 6.7 §—20204GT = — SSAVE5 
35 40 410,000 Stainless Steel Mounting Plate, Black Rubber Gasket, Mounting Plate Black 75" 7.95" 6.7" 20914GT  55AV66 


Screws, Hardwired Dash Mount Remote, 20 ft. Wiring Harness 
Dual Wireless - Remote Controlled 
Stainless Steel Mounting Plate, Black Rubber Gasket, Mounting Plate Screws, ; i i i 
3.5 40 410,000 Wireless Handheld Remote, Wireless Dash Mount Remote White 18 7.25 6.7 20074GT —SoAV64 


Halogen 
Wireless - Remote Controlled 
Rockguard, Stainless Steel Mounting Plate, Black Rubber Mounting , ‘ 1 
9.9 65 225,000 Gasket, Mounting Plate Screws, Wireless Handheld Remote White 78 1.29 6.7 2000GT — SSAV56 
0.5 65 225,000 Rockguard, Permanent Mount Shoe, Wireless Handheld Remote, 15 ft. Power Cord with Cigarette Plug White 8 125 8.5'  7900GT  55AV60 
Wireless Handheld - Remote Controlled 
D0 65 225,000 Rockguard, Magnetic Mount Shoe, Wireless Handheld Remote, 15 ft. Power Cord with Cigarette Plug = White 3" {e200 8.5 7901GT —55AV61 
0 65 225,000 Rockguard, Magnetic Mount Shoe, Wireless Handheld Remote, 15 ft. Power Cord with Cigarette Plug Black 8" 7.25" 8.5 7951GT  55AV62 
o.0 65 225,000 Rockguard, Stainless Steel Mounting Plate, Mounting Plate Screws, Wireless Handheld Remote White rE 725° 1.5 3000ST  S5D5AV69 
Hardwired - Remote Controlled 
a0 65 200,000 Harness, Remote and Rockguard White 6.5" 7' i 3020 52WT46 
Rockguard, Stainless Steel Mounting Plate, Black Rubber Gasket, Mounting i i i 
9.5 65 225,000 Plate Screws, Hardwired Dash Mount Remote, 20 ft. Wiring Harness White 78 7.25 6.7 2020GT — SSAVS8 
55 65 295,000 Rockguard, Stainless Steel Mounting Plate, Black Rubber Gasket, Mounting Black 75" 7.95" 67"  2021GT 55AV59 


Plate Screws, Hardwired Dash Mount Remote, 20 ft. Wiring Harness 
Dual Wireless - Remote Controlled 
Rockguard, Stainless Steel Mounting Plate, Black Rubber Gasket, Mounting Plate ' ' i 
9.5 65 225,000 Screws, Wireless Handheld Remote, Wireless Dash Mount Remote White 78 7.25 6.7 2007GT SSAVS7 


Accessories 
Wireless Handheld Remote 30100 52WT49 
LED Retrofit Insert 15444 36E687 
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Beacon Strobe Lights 


M JW. SPEAKER p> alll Ma x. Ima’ 


® Railhead 








No. 3TDK6 No. 12Y111 No. 2ZPW2 No. 39F093 
Current Flashes Lens Mfr. Item 
Voltage Drawn _ per Minute Design Lens Color Mounting Includes Height Diameter Std. Model No. 
LED 
Code 3 
9' Lighter Plug with On/Off : : 
12/48VDC  0.17A 7 Round Amber Magnetic Switch, Mounting Hardware 2% 6% SAE J845 Class III 2004ASMH_ 14A873 
12VDC 0.17A i Round Amber Permanent Mounting Hardware 24" 64" SAE J845 Class III 2004AH _14A872 
Ecco 
. ' ' SAE J845 Class I, California 
2A 12 Round, Twist-Off Amber Permanent Gasket, Mounting Hardware 4% 6% Title 13, CE, R10, IP66 | 7160CA 406A78 
OA 12 Round, Twist-Off Amber Permanent Gasket, Mounting Hardware 7h" BY ee eas ce ig Ie 7960A  406A91 
12/24VDC 3.6A 12 Round, Twist-Off Amber Permanent 15 ft. Cord with On/Off Switch g" 6Y2" SAE J845 Class |, CE, R10 7970A-VM  406A95 
3.6A 12 Round, Twist-Off Amber Permanent Mounting Hardware 8 6Y" SAE J845 Class I, CE, R10 7965A 49KD50 
3.6A 12 Round, Twist-Off Amber Permanent Magnet Mount, Cig Plug g" 6Y2" SAE Class 1, CE, R10 7965A-VM 49KD51 
3.6A 12 Round, Twist-Off Amber Permanent Mounting Hardware 734" 61" SAE Class 1, CE, R10 7980A  49KD53 
1.3A 12 Round, Twist-Off Amber Permanent Mounting Hardware 73%" 6" SAE Class II, CE, R10 EB7935A 49KD61 
1.3A 12 Round, Twist-Off Amber Permanent Mounting Hardware 73%" 6" SAE Class II, CE, R10 EB7930A 49KD62 
12/80VDC ~=—1.9A 85 Round, Twist-Off Green Permanent Gasket, Mounting Hardware 4Vp" 5Y SAE J945 Class III, CE, R10 6465G 406A70 
Federal Signal 
0.3A 14 Round, Twist-Off Amber Permanent Installation Guide 4" 61" SAE J845 Class II 212670-02SB 35ZX11 
0.3A 14 Round, Twist-Off Amber Magnetic Installation Guide 4" 61" SAE J845 Class II 212672-02SB 35ZX12 
0.5A 14 Round, Twist-Off Clear | Magnetic Installation Guide 3 ff" > SAE J845 Class II 220260-05 35ZX18 
1.2A 14 Round, Twist-Off Amber Permanent Pigtail, 1" Pipe Bottom 04" 6Y" SAE J1318 & J845 Class 1 252650-02SC 39F807 
0.65A 14 Round, Twist-Off Amber Magnetic eect: PCR 4" BY" SAE J845 Class II 212674-02SB 45TN9O 
ieee 0.74A 14 Round, Twist-Off Amber Magnetic Magnetic Mount, Cigarette Plug/Cord 6" 61" SAE J845 Class II 212652-02SB 45TN95 
ne Suction Cup Magnetic Mount, n Ff . 
0.74A 14 Round, Twist-Off Amber Magnetic Cigarette Plug/Cord and Tall Dome 6 6% SAE J845 Class | 212664-02SB 45TN96 
1.25A 14 Round, Twist-Off Amber Permanent Wire Lead 5," 6Y2" SAE J845 Class II 420223-02 45TP10 
. Wire Lead, Enclosed Aluminum ; ‘ 
1.25A 14 Round, Twist-Off Amber Permanent Base, Dust Cover, Branch Guard 5% 6% SAE J845 Class II 420222-02 45TP11 
J.W. Speaker 
12/80VDC _ —_0.35A Variable Round Amber Permanent _ 4" 5. SAE J845 Class II 406 45RJ16 
Maxxima 
12VDC 0.6A 20 Oval Amber Magnetic Surface Mount, 12 ft. Cord 4" 8" SAE J845 Class I, CAC TITLE 13 M20387YCL 52AZ51 
PSE Amber 
12/24VDC_ —-1.2A 100 _ Amber Permanent —_ Ay," 6Y" SAE J845 Class | CL199AH  3TDK4 
Wolo 
1.37A Variable — Amber Permanent Mounting Hardware 634" 4V" SAE Class II 3080PPM-A 45A233 
42/60VDC 1.37A Variable = Blue Permanent Mounting Hardware 6%" 4" SAE Class II 3085PPM-B 45A234 
1.37A Variable = Red —_ Permanent Mounting Hardware 634" 4V" SAE Class II 3090PPM-R 45A235 
1.37A Variable = Green Permanent Mounting Hardware 634" 4V" SAE Class II 3097PPM-G 45A237 
Halogen 
GA 
he : ee as saute 
mber, __ ock Washers, 3 Flat Washers, i : 
0.38A 80 Round Black 1 Brushing, 1 Barrier Strip With 4% 6 SAE 180530 180530 
12/48VDC 4 Terminals And 1 Gasket 
0.38A 80 Round HPN. Magnetic = Ay! 6" SAE 180531 18C531 
42V/DC 3A 130 Round Amber Magnetic 10 ft. cord 5%" 6" CE _— 2ERT5 
3.9A 100 Round Amber Permanent — 6" 6" CA TITLE 13 555SAH_ —_—-3TDK5 
PSE Amber 
12VDC 3.9A 100 — Red Permanent — 6" 6" CA TITLE 13 599SRH _——3TDK6 
Flash Tube 
Ecco 
12/24VDC_ = 2.2A —Double/Quad Round, Twist-Off Amber Permanent Wiring Harness, Mounting Hardware 7194" 6Y" SAE J1318 Class Il, CE, R10 6650A oLNF6 
Federal Signal 
12/24VDC_ —-1.8A 85 Round, Twist-Off Amber Magnetic Cord With Cigarette Plug 54" 6%" SAE J1318 Class II 251141-02 12111 
0.03A io Round, Twist-Off Amber Permanent Pigtail , Permanent Mount, 1% "Pipe 4" 3 SAE J845 Class III 462121-02 5UVL9 
12/48VDC —_—(0.65A 65 Round Amber Permanent Pigtail, Mounting Hardware 5. oy" SAE J845 Class II 220300-02 5UVL5 
1.2A 85 Round Amber Permanent Pigtail, 1" Pipe Bottom 04" 6" SAE J1318 Class II 251121-02 5SUVL6 
12/72VDC_ —0.24A 60 Round, Twist-Off Amber Magnetic — 3Y," Sh SAE J845 Class III 220208-02 401M98 
ine 0.30A {9 Fresnel Red Permanent — 4" 3" SAE J845 Class III 462121-04 401N29 
Reese 
10 ft. Cord w/Lighter Plug and On/ , ' 
12VDC 0.3A 70 Round Amber Magnetic Oi cwiteh and LED Indicator 6 4% SAE J845 Class III 7381442 2ZPW2 
Federal Signal 
12/24VDC 0.24A 60 Round, Twist-Off Amber — _ 34" 5: SAE J1318 Class II 220100-02 3TDR1 
12/48VDC_ —_0.65A 60 Round, Twist-Off Amber —_— — 34" a SAE J845 Class III 220105-02 3TDR3 
12VDC 0.17A 60 Round, Twist-Off Amber _ Cigarette plug 34" 5 SAE J845 Class III 220110-02 3NRP2 
Railhead Gear 
18A 63, 63, Dome Amber Permanent — — — — M490 LEDA 39F093 
120VAC Oe 
18A 80, 120 Dome — — — — — — M490 LED B 39F094 
972 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 
No. 
45TN91 
No. No. 
35ZX15 49KD40 
Beacon Rotating Lights @ecco fg pss AMBER® 
Current Flashes Lens Lens Mfr. Item 
Voltage Drawn per Minute Design Color Mounting Includes Height Diameter Std. Model No. 
LED 
Ecco “os 
12/24VDC 2.4 12 Round, Twist-Off Amber Permanent 15 ft. Cord with On/Off Switch 79; Oye a ees s iG iboy ¢  7660A-VM 406887 
0.47A 70 Round, Twist-Off Amber Permanent Mounting Hardware 47, 234" SAE Class Ill, CE, R10, ULIP67 6262A 49KD42 
42/30VDC 0.47A 70 Round, Twist-Off Amber Permanent Mounting Hardware 4%, 2/4" SAE Class Ill, CE, R10, ULIP67 6267A 49KD43 
0.1A 85 Round, Twist-Off Amber Permanent Mounting Hardware 3 55" SAE Class III, CE, R10 6465A  49KD44 
0.1A 85 Round, Twist-Off Amber Permanent Magnet Mount, Cig Plug 3%" 5%" SAE Class III, CE, R10 6465A-MG 49KD45 
42/24VDC 1.3A 12 Round, Twist-Off Amber Permanent Mounting Hardware 3" 6Y," SAE J845 Class II, CE, R10 7945A 49KD48 
3A 12 Round, Twist-Off Amber Magnetic Magnet Mount, Cig Plug, 15 ft. Cord Q" 6Y," SAE Class II, CE, R10 7945A-VM 49KD49 
Federal Signal 
0.8A 14 Round, Twist-Off Amber Permanent Pigtail, 1" Pipe Bottom 6" 6Y" SAE J845 Class II 212650-02 12Y109 
1.2A 14 Round, Twist-Off Amber Magnetic Cord With Cigarette Plug Aya 6Y," SAE J1318 J845, Class 1 252651-02 12Y108 
1A 14 Round, Twist-Off Amber Permanent Wire Lead, O-Ring Gasket 4" o. SAE J845 Class III 220350-02 45TN91 
‘ot Magnetic Mount, Cigarette n n : 
1A 14 Round, Twist-Off Amber Magnetic Plug/Cord, O-Ring Gasket 4 5 SAE J845 Class III 220360-02 45TN92 
12/24VDC 0.74 14 Round, Twist-Off Amber Permanent Wire Lead, 1" Pipe, Permanent Mount 6° 614" SAE J845 Class | eee ABTNGS 
see Suction Cup Magnetic Mount, ‘ ‘ 212654- 
0.65A 14 Round, Twist-Off Amber Magnetic Cigarette Plug/Cord, Tall Dome 6 6% SAE J845 Class II 02SB 45TN97 
1A 14 Round, Twist-Off Amber Permanent Perm Mt, % in. Pipe Mount 3" 5! SAE J845 Class II 220250-02 35ZX15 
1A 14 Round, Twist-Off Amber Magnetic Cord with Cigarette Plug a2 Do. SAE J845 Class II 220260-02 35ZX17 
1.8A 75/90/120 Oval Amber Permanent _ 59/4" a SAE J845, Class 1 262650-02 39F803 
PSE Amber 
; ; ' 5 SAE J845 Class |, 
12VDC 0.85A Variable Round Amber Magnetic 9 ft. Cord w/Lighter Plug 4% 5 California Title 13 LSS222AM 6GPP0 
Halogen 
Ecco 
4.9A 195 Round, Twist-Off Amber Permanent Mounting Hardware 734" 6" SAE Class 1, R10, R65 9813A 49KD39 
12VDC 4.9A 195 Round, Twist-Off Amber Magnetic 15 ft. Cord w/Switch Lighter Adapter = 734" 6" SAE Class 1, R10, R65 5813A-MG 49KD40 
4.9A 195 Round, Twist-Off Amber Permanent Mounting Hardware TY 6" SAE Class 1, R10, R65 9816A 49KD41 


i e The first ak ® Rane 
willl Maxxima vehicle safety systems» 


LED Magnetic 









No. 22N676 
= 
hee — se aaeas “® No. 13w999 
arning Lights 
Lens Power Mfr. Item 
Color Design Source Dim. Brand Model No. 
Magnetic Safety/Warning Light 
Amber Dome (2) D Batteries (Not Included) A4%a" dia. x 5¥%"H Railhead Gear =M100A-LED 39F079 
Blue Dome (2) D Batteries (Not Included) A%a" dia. x 5¥2"H Railhead Gear | M100B-LED 39F078 
Red Dome (2) D Batteries (Not Included) A4%a" dia. x 5%"H Railhead Gear |= M100R-LED 39F080 
Revolving Safety/Warning Light No. 22N677 
Amber Dome (2) D Batteries (Not Included) A%a" dia. x 5Y2"H Railhead Gear RM18-LEDA 39F091 
Blue Dome (2) D Batteries (Not Included) A%a" dia. x 5¥%"H Railhead Gear RM18-LED 39F090 
Red Dome (2) D Batteries (Not Included) A%a" dia. x 5%"H Railhead Gear RM18-LED R 39F092 
Warning Light 
Amber Round (2) D Batteries (Not Included) 4V4" dia. xX 5%6'H Grote 17913 13X001 
Red Round (2) D Batteries (Not Included) AY4" dia. x 5%6'H Grote 77912 13W999 
Amber Round (3) AAA Batteries (Not Included) 342" dia. x 1%2"H Maxxima SDL-35Y 22N676 
Amber Oval (4) AA Batteries (Not Included) 11%2"H x 4"W Maxxima SDL-50-A 22N677 
Red Round (3) AAA Batteries (Not Included) 3%" dia. x 1%2"H Maxxima SDL-35R 22N675 No. 
Red Oval (4) AA Batteries (Not Included) 11%" H x 4"W Maxxima SDL-52-A 22N678 39F105 
Warning Strobe 
Blue Round Screw On __(1) D Battery (Not Included) 2 ¥0" dia. x 4¥2"H Railhead Gear M50B-LED 39F105 
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13K472 No. 


No. 
49KD32 49KD30 








No. 
49KD38 


No. 35GX20 


IECODE 3, G@ECCO 
[f FEDERAL SIGNAL pepe AMBER® 






































-—./- . = No. 406A22 No. 35GX17 
Mini LED Low-Profile Lightbars 
Current No. of Flash Wiring Mfr. Item 
Color No. ofLEDs Drawn Patterns Includes Connection _Length Width Height Model No. 
Magnetic 
Code 3 
Amber 30 2.5 17 ee Lighter Plug 1794" 8" 3" SHLIOAMH —13K472 
Ecco 
Amber LED/Clear Lens 16 2.7A 18 Suction Cup Magnet Mount, Cigarette Plug, 15 ft. Cord Lighter Plug 18" 10" o 9080CA-VM  49KD32 
Amber 16 2.7A 18 Suction Cup Magnet Mount, Cigarette Plug, 15 In. Cord Lighter Plug 18" 10" 3 5580A-VM  49KD30 
Amber/Clear 32 6A 18 Suction Cup Magnet Mount, Cigarette Plug, 15 ft. Cord Lighter Plug 15 10" a SO90CAC-VM 49KD37 
Amber LED/Clear Lens od 6A 18 Suction Cup Magnet Mount, Cigarette Plug, 15 In. Cord Lighter Plug 18" 10° > SO90CA-VM  49KD38 
Federal Signal 
Amber _ 26 4A 23 Gasket, Magnetic Mount, Cigarette Plug, 10 ft. Cord _ Lighter Plug 1545" 8%" 3" 454102HL-02 35GX20 
Amber 26 4A 23 Gasket, Cigarette Plug, 10 ft. Cord Pigtail 15%" (a 2. 454100HL-02 35GX16 
Amber 26 4A 23 Gasket, Magnetic Mount, Cigarette Plug, 10 ft.Cord —_Lighter Plug 15%" 7" J 454102HL-25 35GX21 
Amber 42 6A 20 Mounting Hardware, Cigarette Plug Adapter Lighter Plug = 15'%e" (a oh 454300HL-AA 401N77 
Amber 42 6A 20 Mounting Hardware, Cigarette Plug Adapter Lighter Plug = 15'%e" 7 3 454302HL-AA 401N79 
Reflex 
Amber/Clear 24 0.7A 18 15 ft. Cigarette Plug with Switch Lighter Plug 12' 894" 4%" 5545CA-VM  406A15 
Amber 24 2./A 18 15 ft. Cigarette Plug with Switch Lighter Plug 18" 10" 2 5580A-MG  406A22 
Amber 24 2.7A 18 15 ft. Cigarette Plug with Switch Lighter Plug 15" g" 22 5585A-VM  406A26 
Permanent 
Code 3 
Amber 30 20 a7 9% ft. Wiring Harness Pigtail 179%" 8" 3 SHL10A 13K471 
Amber 32 16A 12 Wiring Harness, Mounting Hardware Pigtail 22" 12" 2" 21TR22A1  13K452 
Red/Blue 48 24A 23 Wiring Harness, Mounting Hardware Pigtail a2 121% 4" 21964" 21TR52A4  13D628 
Amber 60 100A 12 Wiring Harness, Mounting Hardware Pigtail 58" 121% 4" 2'%a" 21TR5812  13K451 
Amber fz 36A rs Wiring Harness, Mounting Hardware Pigtail 47" 12" 2" 21-30407-C  13K449 
Ecco 
Amber 16 2.7A 18 Mounting Hardware, Foam Gasket, Lead Wires Pigtail 18" 10" o 5980A 49KD29 
Amber LED/Clear Lens 16 2.7A 18 Mounting Hardware, Foam Gasket, Lead Wires Pigtail 18" 10" 3: 5980CA 49KD31 
Amber 32 6A 18 Mounting Hardware, Foam Gasket, Lead Wires Pigtail 18" 10" 3" 9590A 49KD33 
_ Amber LED/Clear Lens 32 6A 18 Mounting Hardware, Foam Gasket, Lead wires Pigtail 18" 10" 3" d590CA 49KD35 
Amber 72 8A 31 Mounting Hardware Pigtail D2. ie 7' 21-00009-E 405279 
Federal Signal 
Amber 26 4A 23 Gasket, Permanent Mount, 18 In. Cord Pigtail 15%" 898" o 454101HL-02 35GX18 
Amber 26 4A 20 Gasket, Permanent Mount, 18 In. Cord Pigtail 15%" 7’ 3" 454101HL-25 35GX19 
Blue 26 8A 23 Mounting Hardware Pigtail 151%" 7' a 454101HL-03 401N75 
Amber 36 48A 23 Gasket, Permanent Mount, 18 In. Cord Pigtail 15%" r 3" 454201HL-02 35GX24 
Amber 36 4 8A 20 Gasket, Permanent Mount, 18 In. Cord Pigtail 1545" 7 3" 454201HL-25 35GX26 
Amber 42 6A 23 Mounting Hardware Pigtail 151%" 7" 2 454301HL-AA 401N78 
Red 42 6A 23 Mounting Hardware Pigtail 151%" 7' cy 454301HL-RR_ 401N80 
_PSE Amber 
Amber 78 59A 4 15 ft. Wiring Harness, Mounting Hardware Pigtail 47" Te: On 2747AW1 6GPW7 
Suction 
Federal Signal 
Amber 26 4A 23 oe Gia rette Pigs a Pigtail 1546" ? 3" 454100HL-25 35GX17 
No. 2ERN5 ¥* 
=o . . GRAINGER 
Mini Halogen Rotating Lightbars APPROVED 
No. of Flashes Wiring Mfr. Item 
Color Heads Current Drawn per Minute Connection Includes Length Width Height Model No. 
Magnetic 
GA Ds =a 
Amber 2 9A 95 Pigtail — 16%" 11% 7/6" 2ERN5 2ERN5 
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No. 12P045 





No. 5LLR3 





No. 49KD73 No. 5UVN4 
LED Emergency Vehicle Lighting MCODE 3.@ECCO Fig = sen 
Current Flashes Wiring Mfr. Item 
Item Voltage Drawn Lens Color Flash Type per Minute Mounting Includes Connection Length Height Width Model No. 
Code 3 
Dual Head = 0.54  Blue,Red © 22Flash Patterns Variable Suction «| Gord a tgnter Plug tighter Plug 13" 194444 XT602 12P045 
Dash/Deck Light 0.6A Blue, Red 27 Flash Patterns Variable Permanent Pigtail Lighter Plug 7" a” 97" —ESXORD-12P001 
12to24VDC 3.34 — White N/A ® Permanent. ee Pigtail 4" 6° 1%" ~~ 4GSCENE —-421624 
Scene Light Chrome Bezel, Mountin 
12to24VDC 3.8A White N/A 0 Permanent Bardwate g Pigtail i g" 1%" 79SCENE 421G44 
. ; Mounting Bracket, 12 ft.Cord |, F ; ‘ 
Single Head 0.5A Amber 22 Flash Patterns _‘ Variable Suction w/Lighter Plug, On/Off Switch Lighter Plug 4) 1% 4% XT401 12P028 
Pasivnignt 0.34 Amber 22 Flash Patterns Variable = Suction «Cord whighter Plug tighter Plug 694" «= 1%" 494" = «XT 12P037 
12VDC 0.5A Amber 7 Flash Patterns Variable = Permanent Pigtail Pigtail 5: 2 ils LXEX1F 13D547 
are 12VDC 0.5A Red 7 Flash Patterns Variable = Permanent Pigtail Pigtail Si 2 1" LXEX1F 13D548 
Warning Light Momnana Hard 
12to24VDC 0.754 Blue, Red  69Flash Patterns Variable © Permanent Edge Mounts.” Pigtail AY," Yq" i MR6-RB 421F08 
Ecco 
Directional 12VDC — Clear, White — — Permanent Mounting Gasket Pigtail 6Y," 2¥" 2" 3811C SLLR4 
Lamp 12VDC _— Yellow — — Permanent Mounting Gasket Pigtail 6Y," 2¥" 2 3811A 5LLR3 
Wamind Liaht 12to24VDC — Amber, White — = Permanent Mounting Hardware Pigtail 4" 1%" 12" ED3702AC 49KD73 
gig 42 to 24VD0_ Amber, White — — Permanent Mounting Hardware Pigtail es z Zz ED3706A 49KD76 
Federal Signal 
Dual Head Snap-on Flash Guard, Reflective 
Dash/Deck Light 2.2A Blue,Red 25Flash Patterns Variable Suction Tape, 5 ft. Pigtail, Mounting Pigtail 8" 13/4" a 329001-43 122139 
g Bracket and Hardware 
12 to 24VDC 0.55A Amber, White 25 Flash Patterns Variable Permanent Black Bezel, Gasket Pigtail 5" 2" Yo"  MPS1200U-WA 45TN63 
Perimeter Light 12 to 24VDC 0.55A Red 25 Flash Patterns Variable Permanent Black Bezel, Gasket Pigtail 5Y" 2" Yo" MPS1200U-RR 45TN64 
12 to 24VDC 0.55A Amber 23 Flash Patterns Variable Permanent Black Bezel, Gasket Pigtail 5Y" 14%," Y," MPS600U-AA 45TN69 
Scene Light 12VDC 4A White _ — Permanent me — Pigtail 11" 13/4" 8  QL97LEDSCENE 39F789 
12VDC ~—0.7A Red 25Flash Patterns Variable Permanent P'Stal. Black Bevel, Rubber pigtail, «= 34" 14" 14" IPX302-4 122087 
a 12VDC 1A Blue,Red 23Flash Patterns Variable Permanent —_ Black Bezel Pigtail 5Y" 2" 1%," IPX620B-BR 35ZX37 
Warning Light 4ovp¢  —«0.7A.~Ss Amber ~=—S 25 Flash Patterns Variable Permanent ee ee Pigtail © 3% 134" 1%" — IPX300-2 —-3dYPQ 
12VDC 0.74 Amber _25Flash Patterns Variable + Permanent a ee Pigtal 3%" 1%" 1¥8 — IPX302-2 SUVA 
No. 13D586 No. 6GPV9 
No. 49KD80 
- : - ° FEDERAL SIGNAL ® 
Directional Light Bars mcoDE 3. Gecco fg™ PSGAMBER 
Current Flashes Wiring Mfr. Item 
Item Drawn Lens Color Flash Type per Minute Mounting Includes Connection Length Height Width Model No. 
Code 3 
ee ae 1A Amber  22Flash Patterns Variable —_ Bracket Mounting Bracket Pigtail Oo” = 1" 2" XT402AA 1586 
Ecco 
Directional Lamp — Amber, Clear — — Permanent Multi Mount Hardware Pigtail 1%" 1%" 6%" ED3/766AC 49KD80 
Federal Signal 
Arrow Left, Arrow Seaecasiacs ir 
Directional Right, Center 5 ft. Cable, Control Box, . \ : i 
Warning Lights 2.4A Amber Out, Emergency Variable Permanent Stop/Tail/Turn Override Wire Harness 42 3 3 321712 3KPW9 
Wigwag 
PSE Amber 
(8) XT3 LED Modules, Control 
0.5A Amber 32 Flash Patterns Variable Permanent Panel, 15-ft. Cable, and Removable Pigtail 281930" 144" 2" XT308AS 6GPV9 
Directional L-Shape Mounting Bracket 
Warning Lights (8) Amber LED Modules, Control 
6A Amber 32 Flash Patterns Variable Permanent Panel, 15-ft. Cable, and Removable Pigtail 47" 1" 2" XT447AS 6GPWO 
L-Shape Mounting Bracket 
Sign in to Grainger.com® to see YOUR Pricing and MORE 975 
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Details on page A1. 





Rectangular 


Clearance Marker 





No. 2CVW9 








No. 2CVX1 








No. 2CVY5 








No. 2FED2 





No. 5UVY2 
eile a aD 
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i i No. 36XD89 : No. 2VNU7 No. 13W951 maz 
Lights and Bar Lights No. 2cvv7 _—*No- 2VNK8 will Maxxima 
Red Yellow 
Replacement Mfr. Item Mfr. Item 
Description Length Width Height Pigtails Brackets Bulbs Brand Model No. Model No. 
cepaance Marker Lamp 
SuperNova® Turtleback® |] oY4" 1%" 2) 2CWX1, 2CWX3, 2CWZ5, 2VPL8 — — Grote 47072 2CVW9 47073 2CVX1 
SuperNova® 19 Style 3% Ye 1%" 2VPL6, 2VPL7 2CVP3 — Grote 47092 2CVX2 47093 2CVX3 
SuperNova® Thin Line 3/4" 1%" Ze 2CWX5, 2CWX7 _— — Grote 47242 2CVY4 47243 2CVY5 
Hi Count® Turtleback® II O48 1%" 2" _— — — Grote — _ G2103 2FEA2 
Hi Count® 13 Diode 4" 1%" 2. CWI aCe aCWY _ FN a — Grote G4602 2FEC8 G4603 2FED2 
; :; fj ' fj 2CWW2, 2CWW4, 2 z. 2VNH2, 2VNH3, __ __ _ 
; 1 Ff WW2, 2CWW4, 2 um __ 
SuperNova® 3% Va 2 2CWZ3, 2VPKS, 2VPK6, 2VPL2 5UVZ5, 5UVZ6 Grote 47502 5UVTO 47503 5UVT1 
SuperNova® Thin Line 3/4" — Ze 2CWX5, 2CWX7/ — — Grote 69512 5UVY1 65513 5UVY2 
SuperNova® Small Aerodynamic (Ve 2% oe _ 2VPZ8 — Grote — _ 47183 2CVY2 
Hi Count® Turtleback® v4 TY 2" — _— — Grote G2102 2FDZ8 _ _— 
Clearance Marker 4" Ya fa — _— — Maxxima | M20341RCL 36XD89 | M20341YCL  36XD91 
Incandescent 
Turtleback® I] Optic Lens a" 1%" 2 more on recta _— 21U638 Grote 46832 2CVV7 46833 2CVV8 
Knapeheide™ Knapheide Style 3%" 3/4" Z 2CWZ3, 2VPK5, 2VPK6, 2VPL2 5UVZ5, 5UVZ6 21U638 Grote 45232 2VNK8 45233 2VNK9 
Narrow Rail, Armored Housing Ay," 1%" 24" — — 21U638 Grote 45172 2CVR7 45173 2CVR8 
Bar Lamp 
SuperNova® Thin Line 19%" 2 1% — — — Grote 49122 2CWA6 — _ 
Hylite ID 13%" fa 1%" _— — = Grote 49242-5 2VNU8 — _ 
SuperNova® ie — 1 — — — Grote 49182 2VNU7 — — 
Thin Line Te 1%" 1%" — — — Grote 49192 13W951 — _ 
Marker Lights No. 2CVX6 No. 2FEA5 No. 3VMW5 No. 2CVT7 No. 3UKP3 No. 2CVU1 No. 2VNT7 willl MAXXIMA 
Red Yellow 
Replacement Mfr. Item Mfr. Item 
Description Diameter Pigtails Brackets Bulbs Brand Model No. Model No. 
Clearance Marker Lamp 
‘ 2CWW2, 2CWW4, 2CWY2, 2CVP2, 2VNG7, 2VNH8, = 
; ‘ 2CWW2, 2CWW4, 2CWY2, 2CVP2, 2VNG/, 2VNH8, 
Clearance Marker 2" sCW WN aCWW acHYS scuPS aH aS _— Maxxima MO9100R_ 3VMW5 — _ 
u i y d H (¢ ul 
; ; ' 2CWW2, 2CWW4, 2CWY2, 2CVP2, 2VNG7, 2VNH8, _ 
Hi Count® Multiple-Diode Design 2% 2CWZ3. 2VPK5, 2VPK6, 2VPL2 OVNJ4, 2FDX1, Grote G1032 2FDY8 G1033 2FDZ1 
SuperNova® PC Rated 2a — — — Grote 47232 2VNI7 47233 2CVY3 
Clearance Marker 2" _— _ _ Maxxima M11300R 3UKL5 M11300Y 3UKP3 
Heandestert 2CWW2, 2CWW4, 2CWY2 2C0VP2, 2VNG7, 2VNH8 
. u 5 5 5 | ‘¢ J 
; WW2, 2CWW4, 2CWY2, 2CVP2, 2VNG7, 2VNH8, = 
; ' 2CWW2, 2CWW4, 2CWY2, 2CVP2, 2VNG7, 2VNH8, 
‘ WW2, 2CWW4, 2CWY2, 2CVP2, 2VNG/, 2VNH8, aa _ 
Ova Side gp > 
Clearance ips No. 3VMU7 eee a 
No. 7 . 
Marker od es ae <> ecce will Maxxima 
Lights avus | . 
g No. 2VNL8 No. 2VNL9 No. 2VNZ2 No. 34TG88& zune 
Yellow Red 
Replacement Mfr. Item Mfr. Item 
Description Length Width Height Pigtails Brackets Bulbs Brand Model No. Model No. 
Clearance Marker Lamp 
MicroNova® zZ Ja" yf" _— OUVP/ —_ Grote 47963 2C0VZ2 —_ _— 
Clearance Marker 4" 1" 2" — — — Maxxima M23015Y 3VNN8 M23015R 3VNN5 
Clearance Marker Chrome 6" fa" 2. — — — Maxxima M/2270Y 3VMU7 —_— — 
Clearance Marker 64" fa" 134" — — — Maxxima M30332Y 54DE13 M30332R 54DE12 
Clearance Marker 10%" 2%" 4’ — — — Maxxima M27011Y 22N696 — _ 
Clearance Marker KIT 68 Zz 298 — — —_ Federal Signal) 607101-02SB 45TN84 — — 
Incandescent 
Optic Lens 4" 1" 2" — 2VNJ1 21U638 Grote 45263 2CVT1 45262 2CVR9 
Clearance Marker 4" 1" 2. — 2VNJ1 21U638 Grote 45433 2VNL5 45432 2VNL4 
Low Profile : Ae. 1%" 2CXA4 _— 21U538 Grote 45713 2VNN5 45712 2VNN4 
Turtleback® Optic Lens, 2 Bulb 5%’ i 2 — — 21U638 Grote — — 45462 2VNL8 
Turtleback of li 2: — — 21U638 Grote 45463 2VNL9 — _ 
Mid-Turn/Marker Lamp 
LED 
SuperNova® 6" 2" 2%"  2CWW6, 2CWW8, 2VPL5 — — Grote 93493 2VNZ2 — — 
Side Turn/Side Marker 
Clearance Marker AV" 1A" 2" _ _— _ Maxxima M63122Y 3471688 —_ _ 
measdescent 2VPK9, 2CWX9, 2CWV3, 2CVN8, 2VNGY, 2CVN6, 2VNJ3 
976 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Square 
Stop/Tail/ 


® 
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No. 45RJ39 No. 2VPA8 No. 


r No. —— No. No. 
Turn Lights Pes No. 2FEDS acwae 2CWF7 2cwao JW. SPEAKER. p> 
Replacement Replacement Mfr. Item 
Description Lens Color Length Width Height Pigtails Bulbs Lens Brand Model No. 
















Hi ount® V u tip @= " " " 
Diode Design LH Red, Yellow 4% 2 4% — _ _ Grote G5530 2VRD3 
Hi ount® u tip e- " " " 
Diode Design. RH Red, Yellow 4% 2 4% — — _ Grote G5540 2VRD4 













































































é 0 6 6 ) 
Optic Lens Cleon Red 1156" 1% 595" — — — J.W. Speaker 265 45RJ39 
ree otu ua e@ 5%" 3" ‘ 5 rote 5365 
ree otu e@ 5V4" Us 4 5 rote 5 
ncandescent 
top/Turn/Tail Light @ oY Pe 4 2) rote 03/ 
top/Turn/Tail Light e@ 5%" 3" 4 1 5 rote 537 
ed, Yellow OG. 4 2 = 93/ A) rote 9040 
ree Stu @ oY 8 4 = a] rote 0097 4 
ree Stu @ o”4 Pe 4 A) rote 03/ 
ree otu e@ 5% 3" 4 5 rote 537 1 
ree Stu @ oY. Pe 4 2] rote 03/ 
wo Stud, RH or ed, Yellow 16 8 4 = 03/ a rote 004/ 
No. No. No. 
49XE42 - 54DE18 22N684 
Stop/Tail/ Wo Wo Grae 
= 6FDV7 2CWD6 2CWA9 A 7 
Turn Lights will Maxxima 
Replacement Mfr. Item 
Description Lens Color Diameter Pigtails Brackets Bulbs Brand Model No. 
uperNova® 10-Diode Pattern Red A 6 — rote WES 
uperNova® 10-Diode Pattern Red A6 2VPK9, 2CWX9, 2CWV3, 2CWV9, 2CWZ7 2CVP1, 2VPZ2, 2VPZ5, 2VPZ6, — rote 09 VNW 
uperNova® 10-Diode Pattern Yellow AY6 2CVN7, 2VPZ7, 2VNH9, 2FDW4 _— rote WES 
uperNova® Kit, 10-Diode Pattern Red A6 V — rote 46 VN 
top/Turn/Tail Light Red 44 — — Vlaxxima M4 OR BZM49 
top/Turn/Tail Light Red AV 3LXG3 — Viaxxima M4 R AQXEZ 
top/Turn/Tail Light Red 2 = Viaxxima Vl42321R ADETE 
top/Turn/Tail Light Red Dye _ — = Viaxxima Vl85417R J4DESE 
top/Turn/Tail Light Amber, Red AV, — Maxxima —_ M4234 1R/Y P897 
top/Turn/Tail Light Red Cc 5UVZ8 — rote 534 WF4 
top/Turn/Tail Light 6 Diode Red As/0" — Viaxxima M42346R-K N684 
iop/Turn/Tail Light 6 Diode Rad AV; 3LXG3 3LXG4, 3LXG5, 49XE47, 49XE55 — Maxxima Vi49346R EDV 
Hi Count® Red A6' — rote 400 
Aa 2CVP1, 2VPZ2, 2VPZ5, 2VPZ6 
Hi Count® Red A6 2VPK9, 2CWX9, 2CWV3, 2CWV9, 2CWZ7 — rote 400 i] 
HF Count® Kit Rac 15/6 2CVN7, 2VPZ7, 2VNH9, 2FDW4 — Fale A0 ni 
Hi Count® Multiple-Diode Design Red, Yellow A6 rote 5300 VRD 
Grote Select™ Red 46 2VPK9, 2CWX9, 2CWV3, 2CWV9, 2CWZ7 V V VPZ9, 2V — Grote 54342 5UVT8 
ncandescent 
orsion Mount, pet +8 ___oVPKQ, 2CWX9, 2CWV3, 2CWV9, 2CWZ7 nee role Be dt 
‘arya (TTA WEGIiTi Rac TA! WV5 DCWYd. SVP VPKS OCWYE 2CVP1, 2VPZ6, 2VPZ2 2VPZ7, 2FDW4 RAG Sale 5310 WEA 
conom Red A 6 VPK9 WX9 WV WV9 W U640 rote 9 WDE 
conom Red A WZ9, 2VPN 604 rote 0 WAS 
conom Red ANG PK9 O WV O U640 rote 0 WDS 
LY BRR age” GED wa GG ea» 
No. 2CWG3 No. 31DG18 No. 49XE56 No. 22N685 No. 6FDY7 No. 45KJ43 No. 2FEE2 No. 2CWB7 thre 
vehicle safety systemso 
Oval Stop/Tail/Turn Lights will Maxxima 
Replacement Mfr. Item 
Description Lens Color Length Width Height Pigtails Brackets Bulbs Brand Model No. 
uperNova® Red 6 2 8 4 rote 96 WW 
uperNova® Orange 62 8 4 rote 96 WG4 
top/Turn/Tail Light Red 6/2 0 16 Vlaxxima V6 OR DG18 
top/Turn/Tail Light Red 6g" " 4" X XG/ — Vlaxxima V163100R YD4 
top/Turn/Tail Light Red US6 16. 16. ; Viaxxima VI63320R 49XE56 
top/Turn/Tail Light 6 Diode Red — 6 13/30" — XG/ — Viaxxima M63346R-K N685 
top/Turn/Tail Light Hybrid __ Red 3" 81a" — 3LXG3 _ = Viaxxima_ _ M85615R-K DFDY 7 
Hybrid Series Red, White 8" 16" i — Viaxxima Vi85616R 45KJ4 
1 | ® r) i} i it 
Lvount ed bee 18 9 Mie —aer7g—— 2CVNB, 2VNGS, 2CVNG, 2VNU, role a 
Grote Select™ Red 6" 1%" 2264" 11W442, 2FDX7, 2VPZ9 Grote 54172 2VPA3 
ncandescent 
top/Turn/Tail Light Red 6 4" 2. 4 rote 89 WD 
conom Red BY" 3" 4" rote 5218 WB7 
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Utility Trailer 











No. 2VPJ6 ». 7 nd 7 
5 f 
aes oft Lighting Kits 
&o he Trailer plugs and accessories 
No. 2VPJ7 No. 2FEF5 on page 962 
Wire Replacement Mfr. Item 
Mounting Type Submersible Length Includes Length Width Height Pigtails Brackets Bulbs Model No. 
D 
Magnetic Round No 20' 2 Lamps, Harness, Hardware AY," 18%" 6" _— —_— _— 65/720-5 2VPJ6 
ee 2 Lamps, 2 Clearance Markers, Harness, ; ; a _ _ _ : 
Permanent Square Yes 4',25 License Bracket, Mounting Hardware 5'%a 2*%a4 4% 65330-5 2VPJ5 
i ees 2 Lamps, Harness, License a , n _ _ = ; 
Permanent Square Yes 4’, 25 Bracket, Mounting Hardware 5'%a 2*%a4 4% 65320-5 2FEF8 
Permanent Oval No 11" 2 Lamps, 2 Brackets, 2 Pigtails, 2Grommets 61%" 1Y' 2%" acwxg Sen, es 65390-5 2FEH2 
Permanent Square Yes 4’, 25) 2 Lamps, License Bracket, Harness, Hardware 427/39" 3 Y32" 44% 4" _— _— _ 65880-5 411272 
Incandescent 
Magnetic Round No 20' 2 Lamps, Harness, Hardware 45/30" 18%a" 6Y" — — 21U604 65730-5  2VPJ7 
2 Lamps, 2 Clearance Markers, Harness, n ; ; __ __ : 
Permanent Square No 25 License Bracket, Mounting Hardware 51364 2*%64 4% 21U604/21U639 65370-5 2FEF5 
Permanent Oval No 11" 2 Lamps, 2 Brackets, 2 Pigtails, 2Grommets 81" 19’ = AY" 2CWxg SENN, 21U604  53082-5 2FEGS 











Replacement Taillights 


Trade 
No. Voltage 
Stop/Signal 
49g _12.8/14VAC 
12.8A14VAC 
12.8/14VAC 
noe Ae 
3/7 
aa EA 
1156 —45°avac 
12.8VAC 
T156LL —45'ayac 
12.8VAC 
No. 21U592 TIS6NA —+5"aVAC 
| 12.8/14VAC 
1157 12.8/14VAC 
12.8/14VAC 
1157NA an -28 
12.8/14VAC 
12.8/14VAC 
2057 12. 8/14VAC 
12.8/14VAC 
12.8 
2057NA 12.8 
12.8/14VAC 
12.8 
2357 49 B/14VAC 
2357NA--*12.8 
12.8/14VAC 
No. 21U601 3057 12. 8/14VAC 
12. 8/14VAC 
12.8/14VAC 
B057NA 45 'g/tavAc 
12.8 
3155 49 BAC 
3156 12.8 
3156 12.8VAC 
(P27W) 12. 8VAC 
12.8/14VAC 
3157 -40'B/TAVAC 
Paw) 12.8/14VAC 
12.81 4VAC 
12.8/14VAC 
B15/NA 45°8aVAC 
12.8/14VAC 
eee 12 B/t4VAC 
3457 12. B/14VAC 
12.8/14VAC 
12.8/14VAC 
B45/NA 45 B/{aVAC 
3496 12.8/14VAC 
4114. 14/14VAC 
12.8/14VAC 
4197 45° AVAC 
7225 12. B/12VAC 
7440 12VAC 
7440 
Wein) 12¥AC 
7443 
(wei/sw) —_ 12VAC 
7443NA  12VAC 
No. 2FMB9 =e {VAC 
9 2VAC 
9/8 GRAINGER. 





Watts 


9.52/28.8W 
9.52/28.8W 
8.09/23W 
8.09/23W 
9.20/16.9/W 
9.20/16.5/7W 
26.88W 
26.88W 
26.88W 
26.88W 
26.88W 
26.88W 
8.26/26.88W 
8.26/26.88W 
8.26/26.88W 


8.0 
8.26/26.88W 
6./2/26.88W 
6./2/26.88W 

8.26/26.8W 

7.0 


7.0 
6.72/26.88W 
8.0 
8.26/28. 16W 
8.0 
6.72/26.88W 
6./2/26.88W 
6.72/26.88W 
6./2/26.88W 
6.72/26.88W 
21 
20.48W 
2/ 
26.88W 
26.88W 


8.26/26.88W 
8.26/26.88W 


8.26/26.88W 


8.26/26.88W 
8.26/26.88W 
8.26/26.88W 
8.26/26.88W 
8.26/28.16W 
8.26/28.16W 
8.26/28.16W 
8.26/28.16W 
8.26/28.16W 

8.26/25.2W 

8.26/31.2W 
8.26/28.94W 
8.26/28.54W 
3.96/28.80W 

21W 


21W 
9/21W 
0/21W 

21W 

21W 


Average 
Life 


1200/5000 hr. 
1200/5000 hr. 
200/500 hr. 
200/500 hr. 
200/100 hr. 
200/100 hr. 
1200 hr. 
1200 hr. 
2400 hr. 
2400 hr. 
1200 hr. 
1200 hr. 
1200/5000 hr. 
1200/5000 hr. 
2000/10,000 hr. 
1200/5000 hr. 
1200/5000 hr. 
1200/5000 hr. 
1200/5000 hr. 
2400/10,000 hr. 
1200/5000 hr. 
2000/10,000 hr. 
1200/5000 hr. 
400/5000 hr. 
400/5000 hr. 
400/5000 hr. 
1200/5000 hr. 
1200/5000 hr. 
2000/10,000 hr. 
1200/5000 hr. 
1200/5000 hr. 
1000 hr. 
1000 hr. 
2000 hr. 
1200 hr. 
1200 hr. 
1200/5000 hr. 
2000/10,000 hr. 


1200/5000 hr. 


1200/5000 hr. 
1200/5000 hr. 
1200/5000 hr. 
2000/10,000 hr. 
400/5000 hr. 
400/5000 hr. 
800/10,000 hr. 
400/5000 hr. 
400/5000 hr. 
600/5000 hr. 
4000/10,000 hr. 
3600/10,000 hr. 
4000/10,000 hr. 
150/1500 hr. 
300 hr. 


300 hr. 
500/1000 hr. 
500/1000 hr. 

150 hr. 

400 hr. 


* ; 
Prd 





Item Pkg. 
No. Qty. 


21U941_ 1 
2FLZ5_—10 
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No. 2CVL9 


Round-Mounted Reflectors 


Red 


Diameter FMVSS 
Screw Mount 
2. SAE Code A 
22 SAE Code A 
32" SAE Code A 
Armored, Screw Mount 
378° SAE Code A 
35 Y%q" SAE Code A 


==@ .@ 


No. 2VND1 


2VND7 


Slow Moving 
Vehicle Emblem 


13%" yellow-orange center for daytime 
warning; outer 1%" red reflex border for 
nighttime warning. 


Descri 


ption 


Acrylic/ABS Material 


No. 2VNE7 


Mfr. 
Model 


41012 
40092 
40152 


40192 
40232 


Stick-On Reflectors 


Firm stick backing for instant bond and lasting adhesion. 


Lens Shape Diameter Length Width 
Mini, Stick-On 


Rectangular — 4/5) 1%6 
Sealed, Stick-On 

Round ch eh a 
Stick-On 

Oval — 4¥ 1% 

Round 2" 2. 2. 

Round 22" Ye OV" 

Round ch eh 3. 


Find even MORE on Grainger.com® 


FMVSS 
SAE Code A 
SAE Code A 
SAE Code A 
SAE Code A 


SAE Code A 
SAE Code A 


Item 
No. 


2VNFO 
2VNDS 
2VND9 


2VNE4 
2VNE6 


2VNF8 





o 
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Mfr. Item 
Model No. 
Piloe 2CXA8 

Yellow 

Mfr. Item 
Model No. 
41013 2VNF6 
40093 2VND6 

40153-3 2CVL9 
40193 2VNE5 
40233 2VNE7 


Red 

Mfr. Item 
Model No. 
40132 2VND7 
40062 2VND1 
41032 2VNF7 
41002 2VNF3 
40072 2VND3 
40052 + 2VNC8 





No. 2VNF3 


o 
The first name in 


vehicle safety systemse 


Yellow 

Mfr. Item 
Model No. 
40133 2VND8 
40063 2VND2 
41033 2VNF8 
41003 2VNF4 
40073 2VND4 
40053 2VNC9 
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Hm 
No. 49XE41 No. 34TG99 
No. 49CT68 
— = ar. a Ue 
ee Oo. 2VPG1 ) No. 6FDY1 
ale F , sal FEDERAL SIGNA ‘ H amsar _— iW ® 
LED Utility Lights No. 3UYU4 is ventetcy sens. A Grakon Company will Maxxima 
Wiring Mfr. Item 

CED Item Lens Shape _LensColor Connection Mounting Lumens Includes Height Length Width Model No. 
Federal Signal . 

Courtesy Light Round Clear Hardwired Permanent = teade. LED Light Head 5%"  18%e" ~—-¥%"~—S—«G07141-05 —«-39F799 
Grote 

Courtesy Light Rectangular _ Clear, White Hardwired Permanent — — ili 13%!" il 60581 2VPD5 

y Hg Round Clear Hardwired Permanent = Lamp and Mounting 2" Zz 22" 63561 2VPG1 

aa Light Oval Clear, White Hardwired Permanent — On/Off Switch 2 Sy Yq" 60591 2VPD6 

amsar 

af outa Light Rectangular Clear Hardwired Permanent = Pigtail 2 i Yq" 3JYU4 3JYU4 

axxima 

Cargo Light Rectangular Clear Hardwired Permanent = = 1Y%4" 18% 1%" M84415-A 49XE41 

Courtesy Light Rectangular White Hardwired Grommet — sat pouch pudltch . , _— _ 1" M84438 347TG99 

su nap-On Polycarbonate Lens an , f : i 

Undercarriage Light Rectangular Clear Hardwired Permanent Hidden Mounting Screws 1% 9 1 M84427-A 49CT68 

Work Light Round Clear Hardwired Pedestal = Mounting Bracket, Adjustable Reflector = = 2/4" M8442380-A 6FDY1 
Incandescent Say OA PONG : , 

; ; __ nap-On Polycarbonate Lens an , , ; 7 
Courtesy Light Rectangular Clear Hardwired Permanent Hidden Mounting Screws 1% 1 2 M84407-B 49CT67 
Utility Light Round Clear Pigtail Recessed —_ Clear Lens, Grommet _ _ 2 MO9400WCL _6FDZ7 
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Clips and (10) End Caps, LED's Spaced 1 Per Inch 


No. 54DE35 No. 2VPE3 
No. 13W958 No. 5UVX2 No. 45RJ47 No. 49XE37 No. 22JC93 Ba aceal 
Dome Lights ocenemomen IWSPEAKER & uff MIAXXINA 
Current Mfr. Item 
ins Shape _ Volt Bulb Rating Wiring Connection Lens Color Includes Length Width Diameter Model No. 
Grote 
Round 12 0.6A Pigtail Clear, White _ With Shock-Absorbing and Weatherproof Housing — fa AeV%eq" 61E41 13W958 
Rectangular _14 to 30 = Hardwired Clear, White =— oy" fa" = 61991 oUVX2 
J.W. Speaker 
Rectangular _12 to 24 0.14A Molex Connector White = 6" 1" — 410 45RJ47 
ec ancular 12 to 48 0.5A DT04-2P Connector White Switch, 60 min. Timer 6" 1" = 412 45RJ91 
axxima 
Round 10 to 30 1.4 to 6A Hardwired Clear — _ 1%!" 0°92 M84435-A 49XE37 
Round _ 12V Hardwired Red, White _—_ On/Off Switch —_ 1" 9°9%32 _— M84434RW 22JC93 
Round 10 to 30 1.5A Hardwired Clear — — 1%" 0°932_ M84434-A 49XE38 
Round 12.8 0.36A Pigtail White 2) 13° Wires — fa" 0 M84405-C 52YP18 
Round 12.8 0.56A Pigtail White 2) 13" Wires _ fa" 5" M84406-C 52YP19 
Round 12to24 110mA, 160mA Hardwired White hin Low Profile Design — 1%" 9°932" M84435RW 94DE35 
Incandescent 
Grote 
Round 12 1.04A Hardwired Clear, White —_ With On/Off Switch — iA of" 61161 2VPE1 
Rectangular 12 — Hardwired Clear, White —_ 3-Way Switch fis 1 3" — 61301 2VPE3 
= ; Ni 
No. 54DE32 
No. 12D309 No. 2CWK8 
No. 22N658 
LED Strip Lighting sy Sapeat wll MAXXIMA’ Besse 
Current Mfr. Item 
umens Voltage Mounting Rating No. of LEDs Light Color Includes Length Width Model No. 
axxima 
300 Im 12VDC High Bond Tape = 2/ White Mounting Clips and Screws 18° YA MLS-1827-A 12D309 
408 Im 12VDC High Bond Tape = 36 White Mounting Clips and Screws 24" Va MLS-2436-A 12D310 
612 Im 12VDC High Bond Tape — 04 White Mounting Clips and Screws 36" YA MLS-3654-A 12P856 
492 Im 12VDC High Bond Tape 710mA 36 White Mounting Clips and Screws 24" Va MLS-2436WW-A_ __22N658 
738 Im 12VDC High Bond Tape _1110mA 04 White Mounting Clips and Screws 36° YA MLS-3654WW-A _ 22N662 
782 Im 12VDC High Bond Tape __1300mA 70 White Mounting Clips and Screws 45" YA MLS-4569-A 22N663 
— 12VDC High Bond Tape __1110mA 04 Red — 36" Ya MLS-3654R 22N660 
3/5 Im 12VDC Permanent — 04 White — 18" %e' M84423-B 54DE32 
750 Im 12VDC Permanent = 108 White — 36" %e' M84425-B 54DE34 
250 Im  12VDC  -HighBondTape _—0.4A 27 i.e ee ee ee 18" Vs’ MLS-1827-A-SW  54DE40 
640|m  12VDC  HighBondTape —‘1.0A 70 i pee ere ee 45" ¥a’—Ss MILS-4569-A-SW  54DE43 
Gare Im 12VDC Permanent = 144 White Center Hold Down Clamp 48" 7p" M84429-B 49XE40 
rote 
= 42VDC Clip __ -_ White 90 ft. Roll Comes with (10) Wire Connectors, (50) Mounting 50" _ 60481 OCWK8 
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OUTDOOR EQUIPMENT 


Portable Canopies & Shelters 


Scan. Order. Done. Is 
Details on page A1. =|s 
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No. 5DFL9 
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GRAINGER 


* 
Portable Canopies, Shelters, and Tent APPROVED 


= UV blocking 
CANOPIES (TOP AND FRAME) 


Instant Canopies—Heights for Nos. 110555, 
110554, and 22EC65 adjust in 3" increments, 
up to 1 ft. Water, flame, and mildew resistant. 
Optional Side Wall Kits are sold separately. 
Optional Combination Door, Side Walls, and Floor 
Kit is available for Nos. 5NY99 and 110555. 

Nos. 5NY99 and 5DFL9 include roller bag and 
anchor kit. No. 5DFL9Y has reflective tape located 
at key points for higher visibility in low-light 
conditions. Can be used as an emergency 
shelter. Optional Solid Wall Kit is sold separately. 


Multiuse Canopies—Powder-coated steel 
frames. Optional Solid Wall Kits for Nos. 110539 
and 110541 are sold separately. No. 110543 has 
8 legs and 2" dia., 20-ga. frame. No. 110544 
has 10 legs and 2" dia., 20-ga. frame. 


Event Canopy—Easy-to-set-up canopy has 

2" powder-coated steel frame. Includes 8 white 
leg covers, 8 foot pads, and elastic ball straps to 
secure the top/cover to the frame system. 


SHELTERS (INCLUDE WALLS) 


Peak-Top No. 110547—Has a powder-coated 
steel frame. Includes roof cover, bungees, 6 foot 
pads, and 6 stakes. 


Peak-Top No. 4XMA6—Features strong, 
commercial-grade aluminum frame with twist- 
lock button sliders that lock the frame in place. 
Includes a heavy-duty 500-denier polyester 
top and a double-handled roller bag for easy 
portability. 


Peak-Top No. 110540—Has a white draw- 
string cover, 8 legs, and a wall kit with 2 solid 
and zippered end walls and 2 sidewalls with 
screened windows. Zippered door is 7.5 ft. W x 
6.5 ft. H. 


Peak-Top, Heavy-Duty No. 110542—8-leg 
A-frame design has interchangeable corner 
brackets. Features 4-pc. roof truss system that 
doubles the roof load capacity to a maximum of 
3800 Ib. Includes bungees, 8 foot pads, 8 stakes, 
and reinforced wire. Each of the 2 sidewalls 
contain 3 windows with roll-up window covers. 
Front and rear door walls have dual zippers and 
can be rolled up and secured with hook-and-loop 
straps. When side and end walls are not in use, 
4 valances can be attached for a more decora- 
tive look. 


Dome-Top No. 11€546—Sheds snow and has 
extra-long walls to protect vehicles and other 
contents year-round. Front wall has double- 
zippered, 6.5 ft. W x 6.5 ft. H door. Includes 
bungees, buckles, 4 brackets, and 8 stakes. 


PARTY TENT 


Spring-lock powder-coated steel tube frame is 
easy to assemble; adjustable feet let you set up 
on uneven ground. Front and back roll-up doors 
and zippered side doors provide easy access. 
Vented roof and roll-up windows permit free air 
circulation. Large windows let in plenty of light. 
Side wall can be raised to create more space or 
a sun block, using included 3-pc. side tubing, 3 
ropes, and 3 helix pegs. Includes wheeled carry 
bag for easy transport. 


SIDE WALL KITS 
Attach to canopies to create shelters. 


COMBINATION DOOR, SIDE 

WALLS, AND FLOOR KIT 

Tub-style floor prevents water and pests from 
entering. Fast, easy clip system attaches to the 
inside top frame and legs of the canopy. Side 
walls have nylon zippered screen windows for 
ventilation. Cover of screened door can be rolled 
up for additional ventilation. Door features YBS 
zippers. Includes carrying bag and stakes. 


































































































































































































































































































































































































































































































































































































Center Item 
Description W L. Height Color No. 
Canopies (Top and Frame) — aon - 
10 ft. 10 ft. 7 ft. to 8 ft. — White _5NY99 * 
«OT. 8 14 ft. 4 10 ft. 10" White 110555 * 
Instant Canopies «OT. 8 19 ft. 2 TOT 10 White 110554 * 
“Tt. 9 ft. 8 Wi 2 to. 1) te Hi-Vis Orange 
11 ft. 10" 11 ft. 10 8 ft. 10" to 9 ft. 10° White. 
10 ft. 8" oo us ° I . White 
10 ft. 8" Zoi t ) Tt. 9" Nhite 
Maniaseawal elles ‘ft. __—‘20Ft. ttt 4 White 
it~. 7 1.4 White— 
Event Canopy 18 ft. 20 ft. 11 ft. 4° White 
‘Shelters (Include Walls) _ = 
B12 ft 7H Gray 
Peak-Top Shelter 10 ft 9 ft. 8.5 10 ft. 4" to 11 ft. 5° White 
10 ft. 8" 20 ft. 9 it. 9" White 1054 
Peak-Top, Heavy-Duty Shelter 0 ft. 8" 20 tt. 10 ft. White 110542 
Dome-Top Shelter 10 ft. 20 ft. 8 ft. Gray 110546 
Party Tent = ae 7 aes 
Peak-Top Design with Awning 10 ft. 20 Tt. Qit.2° White STEW43 * 
Side Wall Kits Ses 
For Use with No. SNY99, Includes 2 Walls with Zipper jae SORPEG 
For Use with No. 110539, Includes 4 Walls White 110548 
For Use with No. 110541, Includes 4 Walls White 110549 
~ For Use with No. 22EC65, Includes 1 Solid Wall and 1 Wall with Zipper White 22EC66 


Combination Door, Side Walls, and Floor Kit 
For Use With Nos. 5NY99 and 110555 
































White Walls, 110553 


































































































x Gray Floor 

Canopy Accessories 
Rain Gutter Canopy Connector with Hook-and-Loop-Attachments, White 110557 
For Use with Nos. SNY99, 110555, and 1100554 bie bl ie nk 
Shelter Accessory 

~ Anchor Kit with 50-ft. Rope and (8) 15" Screw-Type _ 410552. 
Anchors, For Use with Nos. 110540 and 110546 

‘Universal Accessories _ Se Le 
Elastic Bungees, Holds Canopy to Frame, Pkg.of 50° White 110551 
Weight Bags, Hold up to 25-Ib. Sand, Pkg. of 4 Black 110556 
Carrying Bag, 15'W x 80'L Gray _ 11€550 





* Meet CPAI-84 fire rating standards. 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Portable Gas and 
Diesel Generators 


= Electric-start models 
include dry battery 

= 2-yr. warranty 

= For outdoor use only 

= CARB Compliant 


OUTDOOR EQUIPMENT 
Portable Generators 





‘a 


Maintenance-free, brushless alternator 
provides high-quality power (5 to 6% 
total harmonic distortion) and extended 
life. High amp surge capacity is ideal for 
starting high amp tools. Quiet muffler 
reduces engine noise. Low oil shut-off 
protection. All models except No. 2ZRP6 
include wheel kits. Nos. 2ZRP8, 2ZRP9, 
and 6FYA4 include hour meter and idle 









Gasoline Engine 












‘ Engine No. 36C206 
control. All models are CSA Listed. No. 6FYA4 
Rated Surge Starter Fuel Tank Generator Run Item 
Watts _Watts Voltage Amps Type Outlets Capacity Time@‘’%Load_ L W H No. 
Gasoline Honda Engine 
4 4550 120VAC 20.4 Recoil aR eRe ae ar 3 rECSOR IDOE Cae 2.6 gal. Ton Za 13° 18" 2ZRP6 
. 5- up ex ; 5- 0c ing u " " 
4400 8000 120VAC/240VAC 41.7/20.8 Recoil Receptacle (1), L14-20812OVZ40VAG Locking Receptacle (1) 5.7 gal. 11.2 hr. 29 19%" 22%" 38AW97 
. 5- up ex ; 5- A Locking " " " 
ectric/  93- uplex , Lo- ocking : 1 1 
6500 12,000 120VAC/240VAC 54.2/27.1 Recoil Receptacle (1), 14-308 T2OVZ4NVAG Locking Receptacle (t = (.3Qal, 11.4 hr. 29 32 28 2ZRP9 
t z up ex ; 5- oc ing eceptac e ; " u " 
Diesel Kohler Engine 5 ' ort ONC 
Electric/ 5-20R 120VAC Duplex GFCI (2), L5-30R 120VAC Locking ' 1 , 
Deluxe 7 
Economy Series Industrial 
Series Series 
No. 6NCL1 ao ener? No. 6NCK7 
HONDA 


Portable Gas Generators 


= 3-yr. residential and commercial warranty 
= For outdoor use only 
= CARB Compliant 


Powerful commercial-grade OHV engine runs on 
regular gasoline—no need to mix with oil. Cast- 
iron cylinder sleeve for added engine durability. 
Oil Alert® feature automatically shuts down 
engine if oil pressure reaches an unsafe level. 
120/240V selector switch (except Nos. 6NCK7 
and 54EP25) allows full generator wattage 
through the 120V outlets to power equipment 
requiring high initial startup. Full frame protec- 
tion with isolation mounts for added durability. 
USDA-qualified spark arrestor/muffler. 


Economy Series—Digital Automatic Voltage 
Regulator (DAVR) technology maintains voltage 
stability within +1% to protect equipment being 
powered. All circuits have overload protection. 


Deluxe Series—Voltage fluctuations are mini- 
mized by the iAVR power feature, which also 
allows high-amp-load starts with up to 10-sec. 
voltage increase above the maximum rating. 
Auto Throttle® technology helps boost run times 
and increase fuel efficiency, for a lighter unit that 
produces the same power as most competitive 
models. Electric start (battery included) with 
recoil start backup. Include reinforced standing 
legs, lockable folding handles, and wheel kit. 


Rated Surge Starter 
ciialts Walts Voltage Amps Type Outlets 
conomy Series 
» 9-19R 120VAC Duplex (1), L5-30R 
stn om TNAGRAOAT Bane Reo SIR ME Bop Loar TOA Cok Ra 
OF uplex (2), Lo- ocking Receptacle 
1 OF uplex (2), L5- 20VAC Locking Receptacle 
1 OP uplex (1), L5-30R 120VAC Locking Receptacle 
eluxe Series 
Electric/ 5-20R 120VAC Duplex (2), L5-30R 120VAC Locking Receptacle 
ectric/ 9- uplex (2), Lo- AC Locking Receptacle 
ectric/ 95- uplex (2), L5- ocking Receptacle 
aust ths VOVAC/240VAC 45.8/22.9 “Recoil (1), L14-30R 120/240VAC Locking Receptacle (1) 
ndustrial Series 
 9-20R 120VAC Duplex (1), L5-30R 
2600 3000 120VAC 21.7 Recoil 120VAG Locking Receptacle (1) 
2900 2800 120VAC 23.03 Recoil ook NG abe OV LS SOR ssOURC Taeuina | 
1  O- uplex (2), Lo- ocking Receptacle 
OF uplex (2), L5- Locking Receptacle 
a) Oe uplex (2), Lo-30R 120VAC Locking Receptacle 
9-20R 120VAC Duplex GFCI (2), L5-30R 120VAC Lcoking 
9000 10,000 120VAC/240VAC 75.0/37.5 


Electric Receptacle (1), L14-30R 120/240VAC Locking Receptacle 
(1), CS6369 50A 125/250VAC Locking Receptacle (1) 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


GENERATORS 


Industrial Series—No. 6NCK7 features CycloConverter tech- 
nology and has GFCI protection on duplex receptacle only. 


Nos. 6NCLO, 6NCL3, 6NCL8, and 22FD09 feature Auto Throttle 
technology to help increase fuel efficiency and boost run times, 
making unit lighter while still able to produce the same power 
as most competitive models. iAVR power feature minimizes 
voltage fluctuations and increases voltage above the maximum 
rating for up to 10 sec.; allows starting of high-amp-load appli- 
cations. Circuits are GFCl-protected. 


All except No. 6NCK7 include lockable folding handles, 2-wheel 
kit to ease transport, and hanging kit for lifting unit with a 
crane. Meet OSHA, LA-ETL, NEC, and ANSI Standards (except 
No. 54EP25 which meets OSHA and LA-ETL Standards). 


Generator 


Fuel Tank Run Time Mfr. Item 
Capacity @'%Load L Ww H Model No. 
2.0 gal. 8.7 hr. 162%2" 174%64" 182%2"  EG2800IXA 54EP26 
6.3 gal. 15.7 hr. 26%" 20 2%3" 22%"  EG4000CLAT O6NCL1 
6.3 gal. 11.0 hr. 26%" 20 2%3" 22%" EGSOOOCLAT1 6NCL4 
6.3 gal. 10.0 hr. 26%" 20 2%3" 2212" EG6500CL1 6NCL7 
6.2 gal. 16.0 hr. 41%" 27%" 30%" EM4000SXAT 6NCL2 
6.2 gal. 11.2 hr. 41%" 27%" 30%" EM5000SXK3AT 6NCL5 
6.2 gal. 10.4 hr. 41%" 27%" 30%" EM6500SXK2AT 6NCL9I 
2.7 gal. 9.4 hr. 17%" 15%" 18%"  EB3000CK2A 6NCK7 
2.0 gal. 8./ hr. 162%32" 174%" 182%2" EB2800IXA 54EP25 
6.2 gal. 16.0 hr. 41%" 27%" —— 29%!" EB4000XAT 6NCLO 
6.2 gal. 11.2 hr. 41%" 27%" 29%" EB5000XK3AT 6NCL3 
6.2 gal. 10.4 hr. 41%" 27%" 29%"  EB6500X1AT 6NCL8 
8.1 gal. 7.2 hr. 56" 2t° 36" EB10000AH 22FD09 





OUTDOOR EQUIPMENT Scan. Order. Done. 
Portable Generators Details on page Al. 









Find information on Generator selection at Grainger.com®; search for "Generator". 





Portable Gas and Diesel Generators pth lalat” 

= Electric-start models include oversized glove-ready touchpoints, and full Ground 
battery (except XD Series) Fault Circuit Interrupt protected panel. Oil and first 

= For outdoor use only maintenance kit included. Battery included on elec- 


tric start models. 3-yr. limited residential warranty. 


GP Series—All models offer circuit breaker- eae 
2-yr. limited commercial warranty. 


protected outlets and never-flat wheels. Low-tone 
mufflers for quiet operation. 2-yr. limited residential XP Series—Generac OHVI® engine has full-pres- 

warranty, except No. 493112 has a 3-yr. limited sure lubrication, spin-on oil filter, low-oil protection, 

warranty. No. 493112 PowerRush™ Advanced and idle control. TruePower™ technology provides 

Technology delivers over 40% more starting capac- clean, stable power. Rugged construction with 

ity by increasing the electrical current upon demand impact-resistant cast-metal corners and oversized 
XC Series above rated output. COsense® feature on the OHV _full-wrap frame tubing. Includes maintenance 

No. 53PD05 engine shuts off and warns user when Carbon kit. 3-yr. limited residential warranty. 2-yr. limited 

Monoxide builds up and low-oil level shutdown commercial warranty. 

protects the engine. Nos. 4FPU2 and 4FPU3 feature 

idle control and include lifting eye and wheel kit. 


GP Series 
No. 4FPU3 


XD Series—Yanmar LW Series direct-injection 
diesel engine is more-efficient than gasoline 

XC Series—These generators feature Generac's engines and offers long service life; low oil shut- 
G-Force Engine, a full pressure-lubed engine with down helps protect against dry-run damage. 





XP Series integrated filter, low-oil shutdown, and idle control. TruePower provides less than 6% total harmonic 
mo erie Designed for construction sites, they have 12-ga. _ distortion for clean power. Durable welded steel 
XD Series steel tube frame, forklift-ready lifting pocket, frame has a lifting eye for easy transport. 2-year 
No. 39FY95 chamfered-edge fuel tank, solid rubber wheels, limited residential and commercial warranty. 
Rated Surge Starter Fuel Tank Generator Run Mfr. Item 
Watts Watts Voltage Amps Type Outlets Capacity Time @ % Load L W H Model _ No. 
GP Series - Gasoline 
5-20R 120VAC Duplex (1), L5-30R 120VAC Locking 
3250 3750 120VAC/240VAC 27.0/13.5 Recoil Receptacle (1), L14-30R 120/240VAC Locking 3.5 gal. 9.7 hr. 22%" 22" 21" 5982 G6FDK3 
Receptacle (1), 14-50R 125/250VAC (1) 
 5-20R 120VAC Duplex (2), L14-30R ; 
5500 6875 120VAC/240VAC 45.8/22.9 Recoil + 59/940VAC Locking Receptacle (1) 7.2 gal. 10.0 hr. 27%4" 27 25" 5939 6FDK7 
» 5-20R 120VAC Duplex GFCI (2), L14-30R 
6500 8125 120VAC/240VAC 54.2/27.1 Recoil 429 /p40VAC Locking Receptacle (1) 7.0 gal. 10.5 hr. 271364" 27" 26%" 7680 493712 
 5-20R 120VAC Duplex (2), L14-30R ’ i , ‘ 
6500 8125 120VAC/240VAC 54.2/27.1 Recoil oq /p40VAC Locking Receptacle (1) 7.2 gal. 10.0 hr. 27%" 7 25" 5946 6FDK9 
Electric/ 5-20R 120VAC Duplex (2), L14-30R ' 
7500 9375 120VAC/240VAC 62.5/31.3 “Recoil 120/240VAC Locking Receptacle (1) 7.5 gal. 12.0 hr. 27%" 27 25" 5943 G6FDLO 
5-20R 120VAC Duplex (1), 5-20R 120VAC Duplex GFCI (1), 
15,000 22,500 120VAC/240VAC 125.0/62.5 Electric L5-30R 120VAC Locking Receptacle (2), L14-30R 120/240VAC 16.0 gal. 10.0 hr. 48s" 31". 39%" 5734 4FPU2 


Locking Receptacle (1), 14-50R 120/240VAC (1), 12VDC 10A (1) 
5-20R 120VAC Duplex (1), 5-20R 120VAC Duplex GFCI (1), 

17,500 26,250 120VAC/240VAC 145.8/72.9 Electric L5-30R 120VAC Locking Receptacle (2), L14-30R 120/240VAC 16.0 gal. 10.0 hr. 481" 31" 39%" 5735 AFPU3 
Locking Receptacle (1), 14-50R 120/240VAC (1), 12VDC 10A (1) 

XC Series - Gasoline 


 5-20R 120VAC Duplex GFCI (2), L5-30R 120VAC Locking 5 Aue 
6500 8125 120VAC/240VAC 54.2127. Recall Receniacle (1), Lid-GOR 120/240VAC Locking Receptacie (1) 89 92 14.0 hr. 341%s" 283%a" 32%" 6823 53PDO1 
6500 8125 120VAC/240VAC 54.2/27.0 Electric’ 5-20R 120VAC Duplex GFCI (2), Lo-30R 120VAC Locking 8.5 gal. 14.0 hr. 341% 4" 283%4" 32%" 6825 53PD03 


Recoil Receptacle (1), L14-30R 120/240VAC Locking Receptacle (1) 
Electric/ 5-20R 120VAC Duplex GFCI (2), L5-30R 120VAC Locking : ; : 
8000 10,000 120VAC/240VAC 66.6/33.3 Receptacle (1), L14-30R 120/240VAC Locking Receptacle (1) 8.9 gal. 14.0 hr. 341%" 289%4" 32" 6827 53PD05 


Recoil 
XP Series - Gasoline 
5-20R 120VAC Duplex (2) L5-30R 120VAC Locking 
10,000 12,500 120VAC/240VAC 83.3/41.7 Electric Receptacle (1), L14-30R 120/240VAC Locking 9.3 gal. 9.0 hr. 3454" 29" 34" 5932 6FDL7 
Receptacle (1), 14-50R 120/240VAC (1) 


XD Series - Diesel 


Electric/ 5-20R 120VAC Duplex GFCI (1), L5-30R 120VAC Locking , , , ‘e 
* CARB compliant. 


La 


BRIGGS&STRATION 


Portable Gas Generators ~~» 


= Standard series: 2-yr. limited warranty 

= Elite series: 3-yr. limited warranty 

= For outdoor use only 

Low-maintenance generators provide reliable, essential power. 
All models include Power Surge™ alternator, automatic voltage 
regulation, circuit breaker protected outlets, and super low-tone 
muffler. Wheels and fold-down handle for easy mobility. Oil for 
initial fill, electric start models include battery. Nos. 460508 and 





Standard Series 


Elite Series 


No. 22CN79 No. GEDX6 24W825 have RV outlet. 
Rated Surge Starter Fuel Tank Generator Run Mfr. Item 
Watts Watts Voltage Amps Type Outlets Capacity Time @ % Load L W H Model No. 
Standard Series 
3500 4,375 W 120V AC 29.0 Recoil 5-20R 120V AC Duplex (1), TT-30R 120V AC RV Outlet (1) 4.0 gal 8.0 hr 25in 18in 23" 30736 46C508 
3500 =4,375 W 120V AC 29.0 Recoil 5-20R 120V AC Duplex (1), TT-30R 120V AC RV Outlet (1) 4.0 gal 8.0 hr 25in 18in 23" 30743 24W825* 
»  5-20R 120V AC Duplex (2), 5-20R 120V AC Duplex GFCI ; 1 
5750) »=6°7,185 W + 120V AC/240V AC 45.8/22.9 Recoil (4), L14-30R 120/240V AC Locking Receptacle (1) 7.5 gal Sik 29in 26in 29 30738 22CN79 
»  5-20R 120V AC Duplex GFCI (2), L14-30R . x 
5000 6,250W 120V AC/240V AC 41.6/21.0 Recoil 120/240V AC Locking Receptacle (1) 5.0 gal 11.0 hr 28%in 26in 27 30744 24826 
Elite Series™ 
Electric/ 5-20R 120V AC Duplex GFCI (2), L14-30R ; ; i 
7000 §=8,750W 120V AC/240V AC 58.3/29.1 Recoil — 120/240V AC Locking Receptacle (1) 7.5 gal 9.0 hr 34% in 23in 26%" 30740 GEDX6 
*CARB compliant. 
982 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° OUTDOOR EQUIPMENT 
Find the wy. Find Solutions. Find Great Prices. Portable Generators 





Find information on Generator selection at Grainger.com®; search for "Generator". 


Portable Gas Inverter Generators #CN®4 








= CARB Compliant Super Quiet Series generators have a powerful 
= Capable of parallel commercial-grade OHV engine that runs on regular 
operations gasoline—no need to mix with oil. The Oil Alert® feature 
= 3-yr. residential and automatically shuts down engine if oil pressure reaches 
commercial warranty, an unsafe level. Eco-Throttle® system increases fuel 
except No. 20KP50 has efficiency by allowing engine to run only as fast as 
2-yr. residential warranty —_ needed for the load. Totally enclosed body helps reduce 
= For outdoor use only noise. No. 6NCK8 has recessed wheels and folding 
= Accessories available handle for greater portability. Rear offset handle provides 
on Grainger.com® easier lifting. Nos. 6NCK9 and 20VG46 include battery. No. 454Z66 
No. 20VG46 has iMonitor™ LCD readout to help monitor 
performance and service diagnosis. Includes wheel kit. No. 20VG46 
Generator 
Rated Surge Fuel Tank Run Time Item 
Watts Watts Voltage Amps Starter Type Outlets Capacity @ Load L W H No. 
900 1000 120VAC 8.3 Recoil 5-15R 120VAC Duplex (1) 0.6 gal. 5.thr. _17-8/10" 9%" 142%." 20KP50 
2200 120VAC 18.3 Recoil 5-20R 120VAC Duplex (1) 0.95 gal. 6.5 hr. 20°. 111342" 1616 454266 
1800 2200 120VAC 18.3 Recoil 5-20R 120VAC Single (1), L5-30R 120VAC Locking Receptacle (1) _0.95 gal. 6.5 hr. 20° 111342" 166 454267 
2200 120VAC 18.3 Recoil 5-20R 120VAC Duplex GFCI (1) 0.95 gal. 6.5 hr. 20° 111%" 16's’ 454268 
5-20R 120VAC Duplex (1), L5-30R 120VAC 
2600 3000 120VAC 25.0 Recoil Locking Receptacle (1). 13VDC 8.34 (1) 1.6 gal. 6.5 hr. 24%" 14%0' 19%  G6NCK8 
» 5-20R 120VAC Duplex (1), L5-30R 120VAC 
2800 3000 120VAC 25.0 — Electric/Recoil [Gcking Receptacle (1), 12VDC 8.3A (1) | 3.4 gal. 13.0hr 25%" 18%0" 22" 6NCK9 
5500 7000  120VAC/240VAC 58.3/29.1. Electric/Recoil 2 20R 120VAC Duplex GFCI (2), L5-30R 120VAC Locking 5tgal  12.5hr. 33%" 273%s" 281340" 20VG46 


Receptacle (1), L14-30R 120/240VAC Locking Receptacle (1) 


Portable Gas Inverter Generators GENERAC 


= PowerDial™ control integrates —_iQ Series Inverter Generator features a Smart LED dashboard 
Start, Run, and Stop functions that shows fuel level, remaining runtime, wattage usage, 
= No. 491N33 is CARB Compliant and generator status. Economy Mode operation saves fuel 


= Nos. 39FY96 and 599D42 and reduces noise. GP Series Inverter Generators are perfect 
meet EPA Standards for all applications from job sites to tailgating. Lightweight 

= Smart Parallel Kit available for easy transportation. Idle control automatically adjusts 
on Grainger.com® engine speed to save fuel and reduce sound emissions. 







Integrated USB ports make charging mobile devices easy 


and LED indicators alert you of low oil, overload, and 1G Senes 


No. 39FY96 

ready-to-use. 

Use a Smart Parallel Kit (sold separately) to connect 2 gener- 

ators directly through the 120V outlets for double the power. 
Rated Surge Starter Fuel Tank Generator Run Item 
Watts Watts Voltage Amps Type Outlets Capacity Time @‘%Load_ L W H No. 
iQ Series 
1600 2000 120VAC 13.3 Power Dial 5-20R 120VAC Duplex (1) 1.1 gal. 5.7 Mi. 20" 123% 4" —162%2"  39FY96 
GP Series 
1700 2200 120VAC 14.0 Recoil 5-20R 120VAC Duplex (1), 12VDC 5.0A (1) 1.3 gal. 57 hit. 194%64" 11-13/62" 174%" 599D42 

,; 5-20R 120VAC Duplex (1), L5-30R ' ; , GP Series 

2300 3000 120VAC 20.0 Recoil § yoqyac Locking Receptacle (1) 1.1 gal. 4.5 hr. 221%4" 131% 4" = 18%" = 491N33 Pap einy se 


Portable Gas Inverter Generators 
= 2-yr. limited warranty = Not CARB Compliant 


BRIGGSsSTRATION 


Powersmart™ Inverter technology produces smoother, consistent, quiet power safe for sensitive electronics. LCD™ Statstation 
shows total power used, unit hours, and maintenance reminders. USB port charges portable electronics. Parallel connector port 
connects 2 units together for more power. H-beam handle for easy 2 person lift and carry. No. 31MJ52 has telescoping handle 
and wheels for easy mobility. 


Rated Surge Starter Fuel Tank Generator Run Item 

Watts Watts Voltage Amps Type Outlets Capacity Time @ %Load L W H No. 

1700 2200 120VAC 14.0 Recoil 5-20R 120VAC Duplex (1), 12VDC 5A (1) 1.0 gal. 5.0 hit. 21 ian 17%" 45NL55 
» 9-20R 120VAC Duplex (2), L5-30R 120VAC ; , : 


Portable Generator Accessory Installation Guide 


Power To eliminate the risk of backfeeding the electrical utility during a power outage, 
a Inlet Box _igolate the circuits using generator power from the rest of the building. The 
Switch a le National Electrical Code (NFPA 70, Article 702.6) mandates that a transfer switch 
j a be installed with all standby power systems, including portable generators. Select 


the circuits most needed during an outage and connect them to the transfer 
4 switch in combination with appropriate power inlet boxes and cords. 
Load Center . — me eran} NOTE: Generac®, Reliance, and Square D generator accessories, includ- 


ing transfer switches, power inlet boxes, cords, and panels are available 
on Grainger.com®. 


Existing 





Sign in to Grainger.com® to see YOUR Pricing and MORE 983 


OUTDOOR EQUIPMENT Scan. Order. Done. 
Automatic Standby Generators Details on page Al. 





Guardian® Series Air-Cooled Automatic GENERAG 
Standby Generators and Transfer Switches 











= 5-yr. limited warranty monitoring and instant response if service is 
= Min. battery requirement: 525 CCA needed. Bundled unit Nos. 55KE64, 55KE65, 
= CARB Compliant and 55KE66 come with 100A, 16-circuit transfer 
= See Grainger.com® for accessories switches. Bundled unit Nos. 55KE68, 55KE69, and 
Aluminum enclosure protects against severe 49LX92 come with 200A, whole house transfer 
Saat: weather and corrosion. Fire rating allows for switches. Unbundled unit Nos. SSKE62, SoKE63, 
No. 49LX92 installation as close as 18" to building structures. | S9KEG/, 49LX82, and 49LX83 do not include a 
Toolless fuel conversion provides easy switch- transfer switch. 
ing between natural gas and LP fuels. New base Note: Transfer Switches (RTS Series) are necessary for 
eliminates sinking and allows unit to be placed operation. For accessories, transfer switches, and larger 
directly on ground (increasing surface area by 9X) QT Series Air-Cooled Automatic Standby Generators, see 
ie "  Grainger.com® 
WiFi® comes standard on all units for constant 
BUNDLED UNBUNDLED 
: Mfr. Item Mfr. Item 
. — kW Voltage Amps L W H Model No. Model No. 
GENERAC 1OLP/9NG — 120VAC/240VAC 45.0 4s" 25" 29" | 7172 ~~‘ 5S5KE64 77 55KE62 
—— 13 120VAC/240VAC 60.0 4s" 25" 29" | 7174 ~~‘ S5KE65 7173 55KE63 
13 120VAC/240VAC 60.0 4s" 25" 29" '| 7175  ~—‘S5KE68 — = 
16LP/16NG — 120VAC/240VAC 70.0 4s" 25" —-29" | 7177 ~—«S5KE66 7176‘ 55KE67 
a 16LP/16NG — 120VAC/240VAC 70.0 4s" 25". 29" | 7178 —55KE69 — — 
Unbundled 20LP/18NG  120VAC/240VAC  83.3/75.0 48" 25" 44" | — _ 7038  A9LX82 
No. 49LX83 22LP/19NG  120VAC/240VAC  91.7/81.3 48" 25" 44" | 7043 4QLX92 7042 A9LX83 









Generator Sizing Guidelines 


ip 
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: No. To start an electric motor, a generator requires 2 
“== 20YR52 to 3 times its nameplate amperage or wattage. 


= 
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lf the electrical current demand on the generator 
is of long duration, the system can overload. 
As a preventative measure, there are five 

steps to selecting the right size generator: 
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1. Calculate total wattages of all 
appliances to be operated at once 






2. Determine volt-amperes (wattage) 

requirement of motor 

3. Find total watts and VA to get total requirements 
4. lo allow for anticipated future 

needs, add 25% to Step 3 total 

5, Refer to data charts for the unit that 

meets your total load criteria 





No. 
38NF74 
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Protector™ Series Liquid-Cooled 
Automatic Standby Generators 


Quiet-running generators with aluminum housing feature improved water ingress protection and electric Note: Transfer Switches (RTS Series) are necessary for 
connections to stand up to severe weather conditions. Options for additional features help address indi- operation. For accessories, transfer switches, and larger 
vidual applications, such as advanced controls for instant monitoring. Include oil drain extension, radiator cae AUTOMANG STANEDY BENer AION; 
drain extension, battery charge alternator, flex fuel line, and fan/belt guards. 


For further details read the full article, "Generator 
sizing Guidelines" at grainger.com/generator-sizing 





120/240VAC 1-PHASE 120/240VAC 3-PHASE 120/208VAC 3-PHASE 277/480VAC 3-PHASE 
CARB Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
kW L WwW H _ Compliant Model Amps _ No. Model Amps _ No. Model Amps __ No. Model Amps _ No. 
Diesel 
ik 81" on 90" Yes RDO1523ADAE 62.0 20YR51 RDO1523JDAE 45.0 32PL10 RDO1523GDAE 52.0 32PL09 — = _ 
20 81" 31" DU: Yes RDO2023ADAE 83.0 20YR52 RDO2023JDAE 60.0 32PL12 RDO2023GDAE 69.0  32PL11 — = — 
30 96" 30" 26" Yes RDO3024ADAE_ 125.0 20YR53 RDO3024JDAE 90.0 32PL14 RDO3024GDAE 104.0 32PL13 RDO3024KDAE 45.0 32PL15 
48 96" 30. 96° Yes RDO4834ADAE 200.0 32PL16 = — — = —= — = = — 
90 96" 30 26" Yes = = —_ RDOS034JDAE 150.0 32PL17 RDO5034GDAE 173.0 20YR54 RDOSO034KDAE 75.0 32PL18 
Liquid Propane 
60 162%2  33¥2  40%%6q" No RGO6024AVAX 250.0 38XD87 RGO6024JVAX 180.0 38NG45 RGO6024GVAX 208.0 38NG41 RGO6024KVAX 90.0 38NG49 


Liquid Propane/Natural Gas 
22 LP/22NG 622%2 29° 29'%6 _No RGO2224ANAX 92.0 38NF73 * |RGO2224JNAX 66.0 38NF75 * | RGO2224GNAX 76.0 38NF74 * — 
20 LP/25NG 622%2 29" 29'%6 _No RGO2515ANAX 104.0 38NF/6 RGO2515JNAX 75.0 38NF80 * | RGO2515GNAX 87.0 38NF/8 * — 


4 


2/ LP/2ONG 622%2" 29" 296" No = = = RGO2/24JNAX 81.0 38NF84 * | RGO2/24GNAX 94.0 38NF83 * 
30 LP/30NG 627%2" 29" 296 No RGO3015ANAX_ 125.0 38NF85 *  |RGOSOISJNAX 90.0 S8NF89 * | RGO301SGNAX 104.0 38NF87 * — — 
32 LP/32 NG /62%2" 33%" 40 2%q" No RGO38224ANAX_ 133.0 38NF91 ~  |RGO3224JNAX 96.0 38NF93 * | RGO3224GNAX 111.0 S8NF92~ =| RGO3224KNAX 48.0 38NF94 * 
36 LP/36NG 767%2" 33%" 402%" No RGO3624ANAX 150.0 38NF95 * | RGO3624JNAX 125.0 38XD89 RGO3624GNAX_ 125.0 38NF97 * | RGO3624KNAX 125.0 38XD88 
38 LP/38 NG /767%2" 33%" 402%q" No RGO38824ANAX_ 158.0 38NGO2 ~ |RGO3824JNAX 114.0 38NGO4 * | RGO3824GNAX 132.0 38NGO3* =| RGO3824KNAX 57.0 38NGQ05 * 
45 LP/45 NG 762%2" 33%" 40°%a" No RGO4524ANAX 148.0 38NGO6 * |RGO4524JNAX 135.0 38NG14 * | RGO4524GNAX 156.0 38NG10~ | RGO4524KNAX 68.0 38NG18 * 
o ee 767%32) 33¥2' 40°%a" Yes = = — RGO4524JNAC 130.0 38NG15 * | RGO4524GNAC 156.0 38NG11* | RGO4524KNAC 68.0 38NG19 * 
atural Gas 
48 162%32" 33%2" 40°%4" Yes | RGO4854ANAC 200.0 38NG23 RGO4804JNAC 150.0 38NG31 RGO4804GNAC 173.0 38NG27 RGO4854KNAC 75.0 38NG35 
48 162%32" _33%2" 40 2%q" No RGO4854ANAX 200.0 38NG22 RGO4804JNAX 150.0 38NG30 RGO4804GNAX 173.0 38NG26 RGO4854KNAX 75.0 38NG34 
60 167%32) _33¥2' 40°%a" No RGO6024ANAX 250.0 38NG37 RGO6024JNAX 180.0 38NG43 RGO6024GNAX 208.0 38NG39 RGO6024KNAX 90.0 38NG47 


* Field convertible to LP. 
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Commercial 
V-Twin Series 
No. 20KC43 


BRIGGS&STRATION 


> <a 


Gasoline 
Engines 
Rotation is CCW. Mixer engine 
No. 12V818 features internal 
gear box with 6:1 reduction. 
For outdoor use only; not 


designed for recreational 
vehicle use. 


XR550 Professional 
Series™’—Dura-Bore™ 
cast-iron sleeve withstands 
wear and abuse. No. 12V872 
is 4000 rpm; No. 12V817 is 
3600 rpm; and No. 12V818 is 
3600 rpm. 


900 Series"’—OHV design 
with Dura-Bore™ cast-iron 
Sleeve and Dual-Clean™ air 
cleaner. 3800 rpm. 


CR950 Series'™’—Features 
reliable performance with 
cast-iron Dura-Bore™ sleeve, 
Magnetron® Electronic 
Ignition, and dual ball bearing. 
3300 rpm. 


XR1450 Professional 
Series™’—Provides high 
performance and extended 
durability with OHV design and 
Dura-Bore™ cast-iron sleeve. 
3750 rpm. 


XR2100 Professional 
Series'""—3600 rpm engine 
designed for frequent use in 
demanding work environ- 
ments. Features 21 gross 
torque (ft.-Ib.), cast-iron 
sleeve, and pleated paper air 
filter. 3600 rpm. 


Gross Shaft Shaft 
Torque Length Dia. 
Horizontal 
XR550 Professional Series 
5.5 |b.-ft. 22764" 5" 
5.5 |b.-ft. 227/64" 4" 
5.5 |b.-ft. 116" ¥4" 
900 Series 
9.5 |b.-ft. 22% 4" 5" 
CR950 Series 
9.5 |b.-ft. 22% 4" 4" 
XR1450 Professional Series 
14.5 |b.-ft. 33464" ili 
14.5 |b.-ft. 2V2" ¥4" 
14.5 |b.-ft. 24%64" il 
XR2100 Professional Series 
21.0 lb.-ft. 334" 
Vanguard Horizontal Series 
26.3 |b.-ft. 22430" 
30.6 Ib.-ft. 22430" ‘lg 
— 24%" 1" 
Vertical 
725EXi Series 
7.3 |b.-ft. 3932" 77 
Commercial V-Twin Series 
39.4 |b.-ft. 41%6 4" 14" 
Vanguard Vertical Series 
28.6 |b.-ft. 392" il 


* For use in mixer applications. 


Vanguard™ Horizontal 
Series—Includes 
TransportGuard™ fuel/igni- 
tion shut off system with 
commercial carburetor and 
Canister-style air cleaner. 
3600 rpm. 


725EXi Series™’—Walk- 
behind mower engine allows 
you to never change the 

oil. Just check oil and add. 
Features larger angled fuel 
neck and tool-less access to 
air cleaner for easy mainte- 
nance. Readystart™ starting 
system requires no prime and 
no choke. 3200 rpm. 


Commercial V-Twin 
Series™ —5-step debris 
management system has 
chopping fan shreds debris 
and reduces oil temperature. 
Features oil pump, cast-iron 
sleeve, electronic ignition, 
cyclonic air filter, OHV design, 
and automotive-style start- 
ing with EFM. 27.0 gross HP, 
3600 rpm. 


Vanguard™ Vertical 
Series—Features float feed 
carburetor, Dual-Clean™ air 
cleaner, and Dura-Bore™ 
cast-iron cylinder sleeve. 18.0 
gross HP, 3600 rpm. 


Mfr. Item 
Model No. 
083132-1036-F1 12V872 
083132-1035-F1 12V817 
083152-1049-F1 12V818 * 
130G32-0244-F1 55EP70 
13R232-0001-F1 52YX57 
19N132-0035-F1 35ZD40 
19N132-0051-F1 35ZD38 
19N132-0055-F1 35ZD39 
251237-0045-F1 35ZD41 
356447-3079-G1 1TKD9 
385447-3075-G1 1TKE2 
19L232-0036-F1 20K866 
104M02-0021-F1 52YX58 
49T877-0004-G1 20KC43 
356776-0006-G1 1TKD8 


OUTDOOR EQUIPMENT 
Engines 


Find Air/Oil Filters, Pheumatic Mufflers, and Spark Plugs at Grainger.com®. 


KOHLER: 


Gasoline and 
Diesel Engines 


For outdoor use only; not designed for recre- 


ational vehicle use. 


COURAGE® UTILITY GASOLINE ENGINE 
= CARB Compliant 


Single-cylinder OHV model with cast-iron 


cylinder liner and in-line fuel filter. Engine oil 


can be added or drained from either side o 
the engine. 3600 rpm. 


COMMAND PRO® GASOLINE ENGINES 


f 


Feature electronic ignition, hardened crank- 


shaft journals, and a self-relieving choke 
carburetor. EPA Compliant. 


6.6 to 7.7 Gross Torque—4-cycle, OHV 
engine. Cast-iron cylinder liner, aluminum 


block. 3600 rpm. Pleated paper encased filter 


with perforated metal/foam precleaner. 


9,2 to 20.4 Gross Torque—Single cylinder, 
OHV engine. Nos. 16X887, 11M961, 11M962, 


and 11M963 are 4000 rpm. Nos. 112373 
and 6VMW2 are 3600 rpm. All have low-oil 


Shaft Shaft 
Orientation Gross Torque Length 
Gasoline Engines 
Courage® Utility 
Horizontal 9.5 224" 
Command PRO® 6.6 to 7.7 Gross Torque 
Horizontal 2.42" 
Horizontal 77 2.42" 
Horizontal 77 2.42" 
Command PRO® 9.2 to 20.4 Gross Torque 
Horizontal 9.2 22764" 
Horizontal 9.2 224" 
Horizontal 12.5 3Y" 
Horizontal 12.5 3Y" 
Horizontal 20.4 3" 
Horizontal 20.4 3Y" 
Command PRO® 27.7 to 51.1 Gross Torque 
Horizontal 21.1 4" 
Horizontal 29.9 12%q" 
Horizontal 32.8 42% aq" 
Horizontal 30.5 42%" 
Vertical 36.5 3932" 
Horizontal 51.1 42%" 
Diesel Four-Stroke Engines 
Horizontal 13.3 398" 
HONDA 


ENGINES 


GX Series 
Gasoline Engines 


= Horizontal shaft 

= Dual-element air cleaner 
= CARB Compliant 

= 3-yr. warranty 


Overhead Valve (OHV) commercial-grade 
engines offer greater fuel efficiency, auto- 
matic mechanical decompression system, 
and precise intake and exhaust control to 
ensure fast and reliable starts. Ball bear- 
ing-supported crank shaft and cast-iron 
cylinder sleeve provide greater durability 


Shaft 
Dia. 


VS," 


0.75" 
0.75" 
0.75" 


yj 
yj 
1.00" 
1.00" 
1.00" 
1.00" 


1 Ve" 
1/6 
1/6 
1/6 
1 Ve" 
1/6 


1.00" 


and long life. Oil alert system helps prevent 


engine damage due to inadequate oil. 
Nos. 23PF70 and 23PF75 feature Cyclone 
Air Cleaner system that decreases the 
service intervals for air filter maintenance. 


Command PRO® 
No. 6VMW2 






shutdown feature. Pleated paper encased filter 
with perforated metal/foam precleaner. 
= CARB Compliant 


27.7 to 51.1 Gross Torque—V-twin cylinder, 
OHV engine. 3600 rpm. Dual-element air filter, 
except Nos. 24TM20 and 24TM21 have heavy- 
duty canister-style filters. 


DIESEL FOUR-STROKE ENGINES 
= Tier 4 
All models feature direct fuel injection, fuel 
filter, full-pressure lubrication, and a reborable 
cast-iron cylinder liner. No. 11K750 is single 
cylinder with an internal oil filter, electronic 
shutdown fuel valve, control panel, and coun- 
terbalanced crankshaft. 3600 rpm. 





Starter 
Type 
118cc 
Recoil 
163cc 
Recoil 
Recoil 
Electric 
196cc 
Recoil 
270cc 
Recoil 
Recoil 
Electric 
389cc 
Recoil 
Recoil 
Electric 
Electric 
Electric 





Starter Mfr. Item 
Type Model No. 
Recoil PA-SH265-301 1 11K737 
Recoil PA-CH245-3152 404M80 
Recoil/Electric PA-CH255-3031 404M81 
Recoil PA-CH255-3152 404M82 
Recoil PA-CH270-3152 16X887 
Recoil/Electric PA-CH270-3031 11M961 
Recoil PA-CH395-3149 11M962 
Recoil/Electric PA-CH395-3031 11M963 
Recoil PA-CH440-3149 112373 
Recoil/Electric PA-CH440-3031 6VMW2 
Electric PA-CH620-3100 24TM15 
Electric PA-CH640-3202 24TM16 
Electric PA-CH680-3002 24TM17 
Electric PA-CH742-3100 24TM20 
Electric PA-CV740-3001 24TM18 
Electric PA-CH980-3000 24TM21 
Recoil/Electric PA-KD4402001B 11K750 
La | 
270cc 
No. 23PF68 
Shaft Shaft Mfr. Item 
Length Dia. Model No. 
24500" Yq" GX1200X2 23PF63 
24*%/00' Yq" GX160QX2 23PF64 
24/100 Ys x18' UNF GX160IX2 23PF66 
243100" Yq" GX160QXE2 23PF65 
24*%100' Yq" GX2000X2 23PF6/ 
3145" 1.0" GX2/700A2 23PF68 
314/25" 1.0" GX2/0QXC9 23PF/0 
3145" 1.0" GX270QAE2 23PF69 
3145" 1.0" GX3900A2 23PF/2 
314/25" 1.0" GX390QXC9 23PF/5 
3145" 10° GX3840QAE2 23PF/1 
314/25" 1 GX3890QAE2 23PF/3 
3145" 1.0" GX3890QNE2 23PF/4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








OUTDOOR EQUIPMENT 
Mowers 





Scan. Order. Done. 
Details on page A1. =e 








No. 55JE65 


© €> SNAPPER 


ARIENS 


Commercial-Duty 


Zero-Turn Mowers 
ZERO-TURN MOWERS 


A wide cutting width and high- 
performance engines propel these 
mowers to finish large jobs quickly. 
Fully welded steel frames with side 
discharge. 


360Z—Designed to easily maneuver 
around yards easily, the 360Z includes 
commercially-inspired features such as 
a fully-welded steel frame, thick-walled 
front axle, easy access maintenance 
points and durable steel mower deck 
to ensure a great cut. Also features 
integrated rear cargo bed to provides 
on-the-go versatility and convenience. 


Edge—/his mower has a 660cc 
Kohler 6000 series engine and foot- 
operated deck lift. Features durable 
34” stamped deck constructed of 
12-gauge steel. High-back seat with 
springs with sealed ball bearings. 


Apex—Features a fully tubular steel 
frame, self-adjusting belt, high-back 
padded seat and armrests with a 
foot-operated deck lift. Designed with 
a powerful 23 hp 726 cc Kawasaki® 
FR691 engine. Also features 54” fabri- 
cated 10-gauge steel deck. 


ACCESSORY 


Mower Cover—Provides all-weather 
protection for lawn and tractor mowers. 
Shields against sun UV damage, rain, 
dust, birds, and tree sap. Elasticized 
bottom hem for a quick fit. 


IKON XD—Commercial-grade 
mower has fully fabricated and 
foot-operated welded deck. Features 
726 cc Kawasaki® FR691 engine. 
Hydro-Gear® EZT transaxles offer 
increased torque and load capacity. 
Two independent steering levers for 
easy manuverability. Padded high- 
back seat with arm rests and large 
tires. Dial-operated cut height with 13 
cutting positions. 





Cutting Cutting Max. Item 
HP Width Height Speed Brand No. 
Zero Turn Mowers 
Edge 
19 34" 1%" to 4" Ariens 55MJ67 
io ae eta PL APONwald) SMD (Reverse) Ariens 55MJ68 
IKON HD 
23 52" 1%" to 44" 7 mph (Forward), 3 mph (Reverse) Ariens 55MJ70 
360Z 
25 52" 1%" to 4%" 8 mph (Forward), 4 mph (Reverse) Snapper 55JE65 
Apex 
23 Sy 1 too 8 mph (Forward), 4 mph (Reverse) Ariens 5oMJ73 
For Use Item 
Description With No. 
Zero Turn Mower Accessory 
Mower Cover For Use With No. 55MJ73 55EP68 
ARIENS 
Walk-Behind No. 22PN92 


These walk-behind mowers start 
easy and cut lawns cleanly. Designed 
with heavy-duty steel cutting deck 
with powder-coated finish to resist 
corrosion. Single point cut height 
adjustments are quick and simple. 
3-in-1 cutting system flexes seam- 
lessly between bagging, mulching, 
or side discharge option. No. 22PN93 
features sefl-propelled rear wheel 
drive for superior tracking in all 
cutting conditions. 


I 
Description Cutting Width Cutting Height No 
Push Mower 21" 1 to 4" 22PN92 
Self-Propelled Mower 21" 1 to 4" 22PN93 
986 GRAINGER. 
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=CO yinara greenworks No. 
49AY33 
Battery-Powered Mowers 


EGO™—Rechargeable electric mowers give you 
the power of a gas engine, without the noise or 
fumes of gasoline, and with the freedom of move- 
ment of cordless. 45-min. of cutting time ona 
single charge. LED headlights let you mow any 
time of day and 3-in-1 functionality lets you easily 
switch between mulch, bag, or side discharge 
functions. Easy push-button starting. Folds flat for easy cleaning and storage. 
Available in self-propelled versions. 


Makita®—No. 54JK17 delivers 3600 rpm. Features 13 cutting height adjust- 
ments, smooth start ups, aerodynamic cover, and built-in ball bearings for 
required push force. The 13-gal. grass catcher bag features a grass level 
indicator. Extreme Protection Technology (XPT™) for improved dust and water 
resistance. 


Greenworks Pro—Designed with Smart Cut technology to improve perfor- 
mance and extend run time. Digitally controlled brushless motor provides 
greater efficiency and higher performance. Unit has a 21” steel deck with 3-in-1 
design for mulch, side discharge, or rear bag capability. 


Cutting Cutting Battery Battery Item 


Width Height Amperage Voltage Includes Brand No. 
Push Mowers 
1" 1¥'to4" — 56 et les EGO  49AY33 
i Tee | Rapid Charger, Battery, Mulching 
2 ites 5.0 56 Insert, Side Discharge Chute, Bag  ——GO 49AV35 
17 "18 © 3.0/4.0/5.0 18 Rear Bag Makita  54JK17 
i Bag, Mulch Plug, Side Discharge 
er 620 80 Chute, 80V, (2) 2 .0Ah Lithium- S™@2WOrKS soxngo 


lon Batteries, Rapid Charger 
Self-Propelled Mowers 









‘ "tn AM = Mulch Plug, Side Discharge 
21" 1%" to4 56 Chute and Bag EGO 49AY34 
Mulch Plug, Side Discharge 
21" 1%'to4' 18 56 Chute, Bag, 7.5Ah Battery EGO 49AY36 
and 550W Charger 
Item 
Description Brand No. 
Power+ Accessories 
Power+ Series, 56V, 7.5Ah Li-lon Battery EGO D4YP23 
Rapid Charger EGO 38ZE14 
Charger EGO 38ZE12 
|HONDA | 
BRIGGSSSTRATTON, [EX Cam 
[Equipment | sa. 
49U931 


Mulching Walk- 
Behind Mowers 


Mulching option leaves fine clippings on the lawn to 
retain moisture and provide nutrients while reducing 
removal time and expense. 


Briggs & Stratton®—Tough, high-performance 
mowers are built to provide you with years of reliable service, with an 
easy-start engine and rugged 14-ga. steel deck. The adjustable cutting height 
helps you keep grass beautiful and healthy, and a 3-in-1 cutting system lets you 
easily change from mulch to bag to side-discharge. 


Self-propelled mower No. 33RW85 has rear-wheel drive with a reliable disc- 
drive transmission. 


Honda®—MicroCut® twin-blade system uses 4 cutting surfaces to make ultra- 
fine clippings for superior mulching and bagging. Offers 8 mowing heights from 
¥4" to 4". Roto-Stop® blade stop lets you step away from the mower to empty 
the bag or clear items out of the way without stopping and restarting the engine. 


Self-propelled, hydrostatic cruise control transmission offers precise speed 
control from 2 to 4 mph, to change and maintain the right speed for mowing 
conditions. Rugged 21", 16-ga. heavy-duty steel deck with front bumper and 
edge guards. Includes 2%-bushel bag, mulching plug, and bag frame. 


Cutting Item 
Description Cutting Width Height No. 
Briggs & Stratton® 
Professional Series Push with 190cc Engine eld 1%" to 4" _33RW84 
Professional Series Self-Propelled with 160cc Engine 21 1%" to 4" _33RW86 
Hoe Series Self-Propelled with 190cc Engine 21" 1%" to 4" 33RW85 
onda 
Commercial Series with GVX160 Engine Zi: ¥Ya'to 4’ —_ 49931 
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Find the Wy. Find Solutions. Find Great Prices. Lawn Maintenance Equipment 
Battery-Powered Electric Trimmers rita ee EE =SO (7 
These powerful trimmers help you make short work of thick brush, without the noise, fumes, or expense of gas-powered models. Include No. f 
0.08"-dia. cutting line, but can be used with larger diameter line, as well. Line length can be easily adjusted via an integral bump feed. 400F50 : 

Higher amperage provides longer run times. / 


Note: For accessories including Batteries, Charger, Trimmer Spools, Trimmer Strap, and Trimmer Lines, see Grainger.com®. 













Shaft Mfr. Item 
Charge Time Cutting Width Line Dia. Shaft Type Length Includes Brand Model No. 
18V Battery 
1.5 hr. 10%" 0.065" Telescoping 481%" to 561%" Trimmer Head, Nylon Cord Makita XRUO02Z 52AZ29 
String Trimmer ; 
15 hr 14" to 16" 0.080 Straight 5 High Demand Battery, Rapid Charger Milwaukee 2725-21HD 49JU94 / 
puis 16" 0.080" Straight 60" — Milwaukee 2725-20 53KK05 yf 
45 min. 11%) 0.095" Straight 70¥2" Battery, Charger, Shoulder Strap, Goggles Makita XRU11M1 = 436 L88 jf 
20V Battery 
i i i 5Ah Lithium lon Battery, Standard Charger 
1.5 hr. 13 0.080 Straight 54 0.080", line Rewound In Spool DeWalt DCST920P1 48ZFO01 a 
40V Battery 
2 hr. Ey 0.080" Straight Do 40V, 6.0Ah Lithium-lon Battery, Battery Charger DeWalt DCST990H1 40CA26 
56V Battery 
ey 0.095" Straight oo Cutting Line, Hex Wrench EGO ST1500F 400F49 No. 
immu | tO 0.095" Straight 53" at TH eae EGO ST1502F  400F50 53JH20 
i ' . : Hex Wrench, Multi-Function Wrench, 
12 0.095 Straight 48 (2) Cotter Pin, Battery, Charger EGO MHC1502 = 441387 
60V Battery 
2.5 Nik. 15: 0.080" Straight 45" Battery, Charger, Auxiliary Handle, Guard DeWalt DCST970X1S 53JH20 
Battery Not Included 
_ 13° 0.080" Straight 48" 25 ft. xX 0.080" Prewound Spool DeWalt DCST920B  48ZE99 
ey 0.080" Straight 45" — DeWalt DCST970B 458P06 
No. ff %\ 
447P92 \U- 
y, 7 d ~ No. 
: ' 13L117 
7 





/ Ya a 


MECH THLE, Cita. GENERAC®—Brush Mower No. 494C90 is 





. ff No. 13L116 ; 
. BILLY 232 ; designed with a 26" mowing deck with a 
Fas y COAT a GENERAC heavy-duty brush blade for cutting extra tall 
vi and dense growth. Features a disc-brake power 
No. 44X194 | gs Gas-Powered Brush steering system for easy maneuverability. Gear- 


Cutters and Mowers driven transmission locks in the ground speed 


leaving your hands free to steer the machine 
Line, see Grainger.com®. / 
puncture-resistant tires with lugged treads for 


Gas-Powered MECH HANDHELD improved traction. Brush Trimmer No. 494C89 


has a powerful engine that's easy to start. Built 
. ee ite ECHO®—Each brushcutter has bicycle-style die 
Trimmers LCI CEE "U" handle for control and easy access to the with offset frame that makes trimming along 
Note: For additional accessories Makita®—Features 4-stroke, | throttle and stop switch. Commercial-grade foundations, fence lines, and other obstacles 


including Trimmer Lines, Trimmer multiposition engine. cutting heads with blade conversion kits, easy. Heavy-duty cutting cords are reliable and 


Heads, and Blade Conversion Kit, see og . 
Grainger.com®. Dual-stage air filter is replace- | making them blade convertible. No. 447P92 in Hien Cord included; changes 
3 able and easy to access. features Speed-Feed® cutting heads and flex a y: 
ECHO®—Models feature Antivibration handle and cable drive shafts. No. 447P92 is extremely - Cutting §=—_Mfr. Item 
easy-to-use ergonomic bump-feed head. No.13L116 | lightweight and has a toolless adjusting Description Width __Model_No. 
controls, powerful 2-stroke 7 AEE 
TONS, POwerhe has a fast-turning head, and —_|_U-handle that folds for storage. Brush blades = _ECHOmatic Pro™ 
Engines, I-30 starting No. 49U821 has a high-torque sold separately. Brush Cutter with — 10" SRM-410U 44X145 
system, digital ignition, and —_ gear case designed to handle ; - a Haig Peaks Se 
urae bulb. Toolless air filter Makita®—Features a fuel-efficient engine with 
cover. Ergonomic, adjustable automatic decompression for quick-and-easy —_25.4ce, 2-Cycle Engine 
U-handle helps increase oper- starting. Oil fill port and drain plug are easy to Menta asi wil 
ator comfort and control. access. Includes shoulder harness and brush 95.4cc, 4-Cycle Engine 9 © EM2650UH 13L117 
Engine Shaft Shaft Cutting = Mfr. Item EaNeeneee: Billy Goat® Self-Propelled 
Displagement Type Length Width Line Dia. Model No. WALK-BEHIND Brush Cutter aan a waa a 
‘ 7 7 onda 
21.2cc } —vutved 48" 16" 0.080" iG T-225 444X194 __ |: Billy Goat®—Cuts through weeds over 6 ft. 390cc Engine 
So oe aor oaboT az5Wie— | tall, as well as saplings. Features 3-speed apne eevee 
95.4c¢  -Straight_59" 17" 0.095" SRM-2620T 425W12 as saplings. Fr peed Bruch Mawer with 
Straight 59" 17° -:0.095". SRM-266 447P85 transaxle with reverse, reinforced blade spindle, — Generac G-Force 26" AT45026GENG 494090 
Makita® _ 452cc Engine 
95 dog Sttaight 57° 17"__0.095"_EM2650LH_ 13L116 * and protected rear-mounted clutch and steel Trimmer Mower with 
Straight 57° 17° 0.095" EM2652LHN 49U821 plow-style handles. Angled rear discharge deck —_ Generac G-Force 22" TR45080GMNG 49489 


*Feature Antivibration Handle. eliminates packing and wind rows. 275cc Engine 
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No. 6MYCO 


No. 425Wo09 


Gas-Powered Blowers WWECHO Takite, 





ECHO®—Feature rotational control to help reduce operator fatigue. No. 44X133 
has rubber top-handle grip with secondary handles for all-position opera- 

tion and flared-end pipe for moving heavy or wet debris. No. 425W09 has a 
curved blower tube and shoulder harness attachment that helps reduce user 
fatigue. Easy access variable cruise control button located on curved handle. 
No. 44X141 is a combination blower, shredder/mulcher, and vacuum. 4-blade 
shredding mechanism provides 12:1 debris reduction. Includes 35"L intake 
tube for longer reach and zippered collection bag. Nos. 44X133 and 44X141 are 
CARB and EPA Compliant. No. 425W09 is CARB Compliant. 


Makita®—Compact and lightweight model features a commercial-duty engine 
with variable speed control. Fuel system oil mix to gasoline is not required. 
Automatic engine decompression allows quicker and easier starts. 





Max. Max. Mfr. Item 
Description Air Flow AirSpeed dBA Model No. 
ECHO® 
i 304 cim_ _ 191 mph 64 PB-255LN 44X133 
Blower, 2-Stroke, 25.4cc 453 cfm 170 mph 69.3 PB-2520AA  425W09 
Blower/Mulcher, 2-stroke, 29.4cc 391 cfm 165 mph 70 ES-250AA 44X141 
Makita 
Blower, 4-Stroke, 24.5cc 3596 cfm 145 mph 67 BHX2500CA  6MYCO 
No. 44X139 No. S936 70 No. 52WT54 





Gas- and 
Battery-Powered Backpack Blowers 


ECHO®—Engines offer cruise control. 
Blowers allow wide-angle tube rotation 
for optimum mobility. Padded backrest 
and shoulder straps help minimize 
fatigue. L-style frame helps reduce impact 
damage, and Posi-loc™ tubes provide 

a secure connection. No. 44X139 has a 
vented back pad that allows air circulation 
in hot weather. 


EGO™’—<Quiet, lightweight Power 
Plus backpack blower has a 
powerful turbine fan for heavy 
debris-clearing power. Variable 
speed control and high-efficiency, 
brushless motor. 


Greenworks®—Handheld blower 
creates high-velocity air speeds 
that handle tough tasks like 
clearing wet, heavy leaves, grass, 
and stubborn debris. Designed 
with a brushless motor that 
provides power and performance. 
Additional features include trigger 
starting, variable-speed control, 
turbo button and cruise control. 
Includes battery. 


Makita®—Commercial-duty engine has 
decompression system for easy starts. 
Fuel system does not require oil to be 
mixed to gasoline. Compact, lightweight 
blower comes with adjustable joy-stick 
handle, wide backpack straps, and venti- 
lated back panel. CARB Tier Ill and EPA 
Phase II Compliant. 


Max. Max. Mfr. Item 
Description Air Flow AirSpeed dBA Model No. 

ECHO® Gas Powered 

Tube Mounted Throttle 

2 Stroke, 58.2cc 510 cfm 215 mph 70 PB-580TAA 40JW43 
2 Stroke, 63.3cc 535 cfm 215 mph 65  PB-760LNH 52DD74 
2 Stroke, 63.3cc 651 cfm 233 mph 74 PB-755ST 44X137 
2 Stroke, 63.3cc 765cfm 234 mph 73 PB-770T  44X139 
2 Stroke, 80cc 1071 cfm 210 mph 80 PB-8010H 493X88 
Hip Mounted Throttle 

2 Stroke, 58.2cc 510 cfm 215 mph 70 PB-580H 52DD60 
2 Stroke, 63.3cc 756 cfm 234 mph if PB-770H  52DD58 
2 Stroke, 80cc 1071 cfm 210 mph 80 PB-8010T 493X87 
Makita® Gas Powered 
Tube Mounted Throttle 

4 Stroke, 75.6cc 706 cfm 206 mph 76 EB7660TH 493W70 
EGO 56V Lithium-ion 
Tube Mounted Throttle 

Bare Tool 600 cfm 145 mph 64 LB6000 52WT54 
5.0Ah Battery, Standard Charger 600 cfm 145 mph 64 LB6002 52WT55 
eta eetae Gauge, 600cfm 145mph 64  LBG003  55ET25 
Greenworks® 80V Lithium-ion 

2.5Ah Battery, Standard Charger 580 cfm 145mph 64.7 BPB80L2510 446N33 
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No. 53JH19 


* =o 
Handheld Electric- and =GO 


Powem) SYSTEM 


Battery-Powered Blowers 


Westward® Electric-Powered— 
Lightweight 2-speed blower/vac 
includes High/Low control switch and 
collection bag. 





No. 20X615 


No. 44YV60 


design with the power to match or 
exceed the performance of many 
premium gas-powered models. Quiet 
operation allows use in areas with 
noise restrictions. Provides 1 hr. of 
run time on a single charge. Weather- 
resistant construction. Extra batteries 
and chargers sold separately; higher- 
amperage batteries provide longer run 
times. 


DeWalt®—Quiet, powerful, 
battery-operated blowers give you 
simple variable-speed operation. 
Ergonomically designed handles with 
trigger and speed control. 


Makita® Battery-Powered—dQuieter 
than gas-powered blowers have zero 
emissions. Lightweight design provides 
30 min. of continuous run time on a 
single charge. Kit No. 52YW72 includes 
36V Li-ion battery and charger. Charger 
actively monitors current, voltage, 

and temperature throughout charging 
process to optimize battery life. 


EGO Power Plus—Rechargeable 
blowers have a convenient, cordless 


Battery Max. Max. Air Mfr. Item 
Includes Voltage AirFlow Speed dBA Model No. 

Westward Electric Blower 

Bare Tool, Vacuum Bag 120V 370 cfm 210 mph 90 20X615 20X615 
Makita Lithium-lon 

Bare Tool 18V 9icfm  116mph — DUB183Z 53RH10 
Bare Tool 36V 473 cfm 120 mph 61 XBU02Z 44YV60 
(2) Batteries, Charger 36V 473 cfm 120 mph 61 XBUO2PT 52YW72 
EGO Power Plus Lithium-ion 

Battery, Charger 56V 530 cfm 132 mph 65 LB5302 49AY38 
Bare Tool, Battery 56V 480 cfm 92mph 64 LB4800  453D97 
Bare Tool 56V 530 cfm 132 mph 65 LB5300 49AY37 
DeWalt Lithium-lon 

Bare Tool 20V 400 cfm  92mph 61 DCBL720B 48ZE96 
Battery, Charger, 

Standard Nozzle, Flat 60V 423 cfm 125 mph 67 DCBL770X1 53JH19 
Concentrator Nozzle 

Battery, Charger 20V 400 cfm 90mph — DCBL720P1 39RW03 
Bare Tool, Standard 

Nozzle, Flat 60V 423 cfm 125 mph 67 DCBL770B 458P05 
Concentrator Nozzle 

Mfr. Item 
Description Model No. 

DeWalt® Accessories 

XR" Series Li-lon Battery, 40V, 7.5Ah DCB407 48ZE86 
40V MAX™ Series Li-lon Battery, 40V, 6.0Ah DCB406 40CA30 
AQV Charger DCB114 40CA31 
EGO Power Plus Accessories 

Power+ series, 56V, 2.5Ah Li-lon Battery BA14001 o4YP21 
Power+ Series, 56V, 7.5Ah Li-lon Battery BA4200T 54YP23 
Charger CH2100 38ZE12 
Makita® Accessories 

LXT® Series 18V Li-lon Battery BL1830B 4NNN2 
18V LXT® Battery Charger DC18RC 4NNN4 


Walk-Behind Blowers coat & 


Rolling blowers ease leaf, debris, and litter removal, as 
well as pavement surface preparation. An innovative 
aim and shoot feature allows fingertip airflow direction 
control. Lightweight rust- and dent-resistant composite 
housing has smooth, rounded edges for maximum 
performance and low noise. 





Mfr. Item 

Description HP Max. Air Flow Max. Air Speed Model No. 
Walk-Behind Blowers 
Subaru® Gas Engine 6 1090 cfm 200 mph F601V ONLF8 
Honda® OHV Gas Engine 13 2600 cfm 200 mph F1302H  6TFHS 
Blower Accessories 
Hose Kit, For Use with No. 5NLF8 441166 5NLG1 
Forward Discharge Elbow, For Use with No. SNLF8 441130 5NLGO 
Trailer Lock Down Kit, For Use with Nos. 5NLF9 and 6TFH5 440120 5SNLG2 
Parking Brake Kit, For Use with Nos. SNLF9 and 6TFHS 440140 _ 5 NLG3 
Foam Filled Tire, For Use with Nos. 5NLF9 and 6TFH5 440279 5SNLG4 
Caster Kit, For Use with Nos. 5NLF9 and 6TFH5 440293 5NLG5 
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Walk-Behind (—- 
Aerator —" 


Improves supply of 
water, sunlight, and 
nutrients to grass roots. 
Features water weight 
system for deeper 
aeration. Thick O-ring 
chain for longer life and 
enhanced lubrication. 
Easy tine engagement 
for operator comfort. 
Semipneumatic tires are 
puncture-proof. Folding 
handle eases transport 
and storage. CARB and 
EPA Compliant. 





Working Fuel Tank Item 
Width HP Displacement Engine _ Tine Pattern Capacity No. 
19" 4.0 118cc HondaQHV 4%x/7' 2.1 qt. 6TFH3 





No. 35ZD51 


Cc) CUSHMAN 


Personal Transport Vehicles (PTVs) 
Feature CVT transmission and leaf spring suspension with hydraulic shock 
absorbers. 

NOTE: Replacement parts are available on Grainger.com®. 


EXPRESS 

E-Z-GO® Express $4 Series handles uneven terrain. Electric model has a quiet, 
72V electric drivetrain and reaches 19.5 mph. Gas model has 13.5 HP Kawasaki 
engine and reaches 17 mph. 


SHUTTLE 

Shuttle™ Series electric models have 18.1 HP, 48VDC engines and can 

reach top speeds of up to 13 mph. Gasoline models have a 13.5 HP, single- 
cylinder, 4-cycle Kawasaki engine and can reach top speeds of up to 16 mph. 
No. 35DZ48 has a top speed of 13 mph. 


Seating Max. Load Item 
Capacity Capacity Features No. 
Express 
Electric ie y 
B Port, /2V Powertrain for Extended 
‘ 4 800 Ib. Range, Standard Brush Guard SOMNA4 
as 
4 800 Ib. Gray Seat, Trail Wolf Tires, Headlights 30ZD50 
Shuttle 
Electric 
2 1000 Ib. Oyster Seat, Headlights, Battery, Battery Charger 35ZD45 
; 158 i: Oyster Seat, Links Tires, Headlights, Battery, Battery Charger eee 
Oyster Seat, Kenda Load Star Tires, 50 psi Front, 
: 8 1600 Ib. 70 psi Rear, Headlights, Taillights, Brake Lights 38ZD54 
as 
é (ub ce: Oyster Seat, Links Tires, Headlights ae 
6 1200 Ib. Oyster Seat - 6, Links Tires, Headlights 39ZD52 
3 4600 Ib. Oyster Seat, Kenda Load Star Tires, 50 psi 357D53 


Front, 70 psi Rear, Headlights, Taillights 
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Hauler 800 
No. 35ZD61 





Hauler Pro™ X 
No. 38UN38 





Cc) CUSHMAN 


Utility Task Vehicles (UTVs) 


Hauler™ Series vehicles feature CVT transmission and leaf spring suspension 
with hydraulic shock absorbers. Electric models have powerful engines, up to 3 
HP with a solid state, continuously variable, separately excited speed controller; 
dash-mounted direction selector switch (forward-neutral-reverse); and reduced 
speed reverse. Hitch included. Hauler Pro™ and Pro-X feature a 72VAC electric 
drivetrain with a 50-mi. range, plus a 12 cu. ft. cargo bed. No. 38UN39 has an 
integrated tie-down system and 18" tires. No. 38UN38 has a lifted suspension 
for extra ground clearance with 20" rugged tires. 


NOTE: Replacement parts are available on Grainger.com®. 


Seating Max. Load Wheel Item 
Description Capacity Capacity Base Features No. 
Electric 
Gray Seat, 20" Trail Tires, Horn, Brush 
Hauler 800 2 800 Ib. 651%" Guard Bumper, Headlights, Manual 35ZD61 


Bed Lift, Rear Hitch Receiver 
aay et ae ae oe iH i Saver 
» Tires Rear, Horn, Brush Guard Bumper, 

65% DC Converter, State of Charge Meter, 352ZD63 
Headlights, Plastic Bed with Manual Lift 
Solid State Continuously Variable AC 
Speed Controller, Seatwrap Mounted 
Direction Selector Switch, Anti- 
Roll Back, Walkaway Braking and 
Alarm, Anti-Stall Motor Protection, 
Regenerative Pedal Down and/or Pedal 
Up Braking, Full Torque, Reduced 
Speed Reverse, Inductive Throttle 
Sensor, Diagnostic Indicator, Factory 
Programmable to Application 
Solid State Continuously AC Speed 
Controller, Mounted Direction Selector, 
Anti-Roll Back, Walkaway Braking and 
Alarm, Anti-Stall Motor Protection, 
Regenerative Pedal Down and/or Pedal 38UN38 

Up Braking, Full Torque, Reduced 
Speed Reverse, Inductive Throttle 
Sensor, Diagnostic Indicator, Factory 
Programmable to Application 


Hauler 800X 2 800 Ib. 


Hauler Pro™ 2 1000 Ib. 75%" 38UN39 


Hauler D 


Pro™ X 1000 Ib. 78 


Hauler 800 2 


Gray Seat, Trail Wolf Tires, Horn, Brush 
Guard Bumper, Headlights, Plastic Bed 35ZD62 
with Manual Lift, Rear 2" Hitch Receiver 
Gray Seat, Links Tires Front, Turf Saver 
Tires Rear, Horn, Brush Guard Bumper, 35ZD64 
Headlights, Plastic Bed with Manual Lift 
Gray Seat, Stryker Tires, Horn, 
Brush Guard Bumper, Headlights, 
Fuel Gage with Low Oil Indicator, 
Gas Spring Assisted Lift 
Load Range C Tires, Brake 
Lights, Fuel Gage, Headlights, 
Horn, Oil Gauge, Taillights 


800 Ib. 65 2" 


Hauler 800X 2 800 Ib. 65%" 


Hauler 1200 2 1200 Ib. 77’ 35ZD66 


Hauler1200X 2 1200 Ib. 77" 


~ 


35ZD68 
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Litter Vacuums & Broom Sweepers 
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Litter Vacuums 


Suitable for leaf, litter, and 
debris removal in residential 
or commercial applications. 


Residential/Light 
Commercial Duty—Feature 
a 5-blade serrated impeller, 
zipperless bottom-load mesh 
turf bag with fasteners for 
easy unloading. 12" wheels 
allow maneuvering in tight 
spaces. Clean up to 35,640 
sq. ft./hr. No. 5NLG6 is for 
hard surfaces, No. 5NLG7 has 
a 1-speed transmission ideal 
for hilly turf applications. 


Commercial Duty—3-speed with a 6-blade impeller. Top-fill mesh turf bag slides out 


No. 5NLG7 





on rails to ease unloading. 14" wheels allow maneuvering over uneven areas. Micro- 
adjustable height control allows use on turf or hard surfaces. Cleans up to 45,000 sq. 


ft./hr. 


Industrial Duty/Hard Surface—Feature cyclonic filtration with dust sock technology 


to help reduce dust in dry conditions. Shift-on-the-fly hydrostatic transmission features 


a variety of forward and reverse speeds for operating in wide open areas and to allow 
maneuvering in tight spaces. 4-latch bag system is easy to operate. 


Daseription MEA Wand: ae sold separately for year-round Debris Collectors catch the debris, 
Residential/Light Commercial Duty functionality, see page 992. and direct it into the sweep path. 
Push Vacuum with Honda® GSV190 Engine 2f° KV650H 5NLG6 
rope ee Vacuum with Honda® GSV190 Engine a KV650SPH —_SNLG7 Brush Kits—Dirt Brush Kits get Leaf Collectors push and clear 
ommercial Duty : 
Self-Propelled Vacuum with Honda® GSV190 Engine 99"  MV650SPH  5NLG8 at embedded and hard-to-remove __leaves from entryways, sidewalks, 
Industrial Duty/Hard Surface and parking lots. 
Push Vacuum with Honda® GX160 Engine oo: QV550H 42X708 
Self-Propelled Vacuum with Honda® GX160 Engine 33" QV550HSP___42X709 Mfr. Item 
Self-Propelled Vacuum with Honda® GX160 Engine Bh QV9O0HSP___42X710 Description Model No. 
Mfr. Item Walk Behind Sweeper 
Description Model No. 40" Clearing Path with 12" Brush Dia. SWB-400 20UG65 
Accessories for Nos. 5NLG6 and 5NLG7 48" Clearing Path with 16" Brush Dia. SWB-480 20UG/6 
Hose Kit, 4" x 8 ft. 891125 ONLHO Brush Kits 
Standard Turf Bag 891132 5NLH1 Multipurpose Brush Kit For No. 20UG65 SMP-400 20UG7/1 
Felt Bag 891038 5NLH2 Multipurpose Brush Kit For No. 20UG76 SMP-480 20UG81 
Accessories for No. 5NLG8 Dirt Brush Kit For No. 20UG65 SSD-400 20UG73 
Hose Kit, 5° x 10 ft. 840116 ONLHS Dirt Brush Kit For No. 20UG/6 SSD-480 20UG83 
Disposable Bag Liners, Pkg. of 12 840134 ONLH4 Maintenance Brush Kit For No. 20UG65 SSM-400 20UG/4 
Standard Turf Bag 840189 5NLH5 Maintenance Brush Kit For No. 20UG/6 SSM-480 20UG84 
Dust Sock 840263 30HX34 Brush Extension Kit For No. 20UG65 SEB-020 20UG/5 
Felt Bag 840194 5NLH6 Debris and Leaf Collection 
Accessories for Nos. 42X708, 42X709, and 42X710 Debris Shield For No. 20UG65 PCA-400 20UG68 
Hose Kit, 5° dia x 10 ft. 831018 42X711 Debris Shield For No. 20UG/6 PCA-480 20UG79 
Dust Sock 831282 42X7/12 Debris Collector For No. 20UG65 DCB-400 20UG66 
Replacement Turf Bag with Ring, 35 gal. 831617 42X713 Debris Collector For No. 20UG/6 DCB-480 20UG77 
Replacement Exhaust Filter 831226 42X715 Leaf Collector For No. 20UG65 LCA-400 20UG6/ 
Debris Bag Dust Skirt 831268 42X714 Leaf Collector For No. 20UG76 LCA-480 20UG78 
Forklift Broom Attachments Sweepi:x/ 
Sweepers—Iurn forklifts into Accessory Attachments—Magnet Bars 
cleanup equipment. Sweepers pick up nails and loose metal debris. Debris 
are attached to forklift tines and Containment Ends keep debris in front of 
— are suitable for wet and dry use, = sweeper. Edge Marker Kit allows driver to 
aS Kit indoors and outdoors. 11"L virgin see exactly where sweeper is located. To 
No. 4CAC4 polypropylene bristles are easy to attach the Pro and Mega Series sweepers 
rotate and change. Mega Series to a skid steer unit, use No. 54EM87 Skid 
requires Forklift Hitch No. 4AZZ9 = Steer Hitch with Pro Series sweepers and 
for mounting to fork tines. both No. 54EM87 Skid Steer Hitch and 
Forklift Replacement brushes are avail- No. 54EM88 Adapter Plate for the Mega 
Mount able on Grainger.com®. Series Sweepers. 
eae Brush Mfr. Item 
Description Width Model No. 
Sweepers 60" SPB-600 4AZZ4 
Pro Series 72" SPB-720 AAZZ5 
60" SMB-600 4AZZ6 
Mega Series (2. SMB-/20 4AZZ7 
5 Attach 96" SMB-960 4AZZ8 
. : . ccessory Attachments 
Mega Series Magnet Bar Debris Containment Magnet Bar, 60" — HDM-060-4 ACACA 
Sweeper No. 4CAC2 Ends and Edge Markers Magnet Bar, 72" = HDM-072-4 ACAC2 
No. 4A2Z27 No. 4CAC3 Debris Containment Ends and Edge Markers 2 X30: DCE-020-1 4CAC3 
Edge Marker Kit = EDG-020 4CAC4 
Mega Series Forklift Mount = FLH-200 4AZZ9 
re & viet ae Skid steel! ugh — SoH-1/9-1 54EM87 
apter Plate (Also required for Mega __ 
Series Skid Steer Attachment) 75108 S4EM88 
990 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 
20UG76 


Sweep =x/ 
Rotary Broom 


Sweepers 


Walk-Behind Sweepers— 
Compact sweepers have a 
powerful Honda engine and an 
oscillating broom head, as well 

as 3 forward gears and 1 reverse 
gear, for excellent performance on 
a variety of surfaces. Multifunction 
controls for travel speed, brush 
speed, pressure, and brush direc- 
tion. Adjustable height allows 
comfortable use. Fold for easy 
storage. Include Multipurpose 
Brush Kit. Additional attachments 








dirt. Maintenance Brush Kits are 
ideal for sweeping ground cover- 
ings, such as brick pavers, which 
require special care. 


Brush Extension Kit adds 5.5" to 
the broom sweep path, and helps 
with cleaning around corners and 
edges. 


Debris and Leaf Collection— 
Debris Shields help protect the 
user from flying debris, such as 
rocks, sticks, and other scraps; 














GRAINGER CHOICE” OUTDOOR EQUIPMENT 
Find the wy. Find Solutions. Find Great Prices. Snow Throwers 


Snow Throwers and Accessories © 


= All snowblowers offer a powerful Ariens AX engine. 













ARIENS 


Single-Stage—Lightweight, easy to maneuver, and transport. Manual chute rotation 


Single-Stage 
and deflector control. Foldable handle bars allow easy storage. 


No. 22PT97 
2-Stage Compact—Features a freeze-resistant 3-blade, 12" impeller, heavy-duty cast-iron gear case 
with alloy steel gears, and L-3 severe duty gear oil. Steel chute rotates 205° to throw snow up to 40 ft. 
in almost any direction. Pin-lock axle provides either high-traction 2-wheel drive, or highly maneuverable 
1-wheel drive. User-friendly controls. Fully welded and gusseted frame with welded structural truss rein- 
forcement and folding tubular steel handlebars. Halogen headlight. 


2-Stage Deluxe—3-blade, 14" steel impeller and auger carve out a 24" to 30"-wide path throwing snow 
up to 60 ft. A dual-belt auger drive continuously sustains engine power directly to the blower head, with 
no maintenance adjustments required. Feature a heavy-duty cast-iron gear case with alloy steel gears and 
L-3 severe-duty gear oil. High-performance final drive ratio ensures higher torque at wheels and provides 
superior traction through deep snow. 


2-Stage Professional—Professional-duty snow throwers feature heavy-duty all-steel construction, 
and come with standard drift cutters and a 16" steel auger to handle even high drifts and hard-packed 
snow. A commercial-grade cast-iron Gear Case™ with alloy steel gears and synthetic gear oil. Steel chute 2-Stage 
rotates 200° to discharge snow in almost any direction, with an adjustable throwing distance up to 60-ft. Compact 
Includes commercial-duty /2"-thick steel skid shoes and a clean-out tool with brush. Auto-turn steering No. 416L39 
provides increased maneuverability. Both snow throwers offer one-hand interlock and include built-in hand 
warmers. 


2-Stage Professional Hydro Rapidtrak’’—This rugged snow thrower features a maintenance-free 
hydrostatic drive system that uses synthetic oil and has no wearable components, with an enhanced 
thermal management system to help assure long service life. With a 16" serrated steel auger and 3-blade 
14" steel impeller; throw snow up to 60 ft. Long-wearing commercial-duty /2"-thick steel skid shoes and 
a steel scraper bar provide consistent performance, while the infinite speed control can be adjusted to your 
needs and preferences. Cast-iron gear case with alloy steel gears comes prefilled with synthetic gear oil. 
Convenient one-hand interlock. Built-in hand warmers offer warmth as you work. 


ACCESSORIES 


Shear Bolt Kits—Intentionally designed to snap if the auger jams or clogs, and will rupture at the 
designed load limit to protect the auger gear box. 





2-Stage 
Deluxe 
No. 22PT94 


Maintenance Kit—kit includes 32 oz. of Ariens® 5W30 engine oil, replacement spark plug, fuel stabilizer 
granules, and a spare ignition key. 


Slicer Bar Kits—Use to cut large drifts and packed snow and direct snow into the auger; rotate bars 
down and out-of-the-way when not needed. Can be installed without tools. 


Composite Skid Shoe Kit—Nonabrasive shoe protects decorative surfaces from snow thrower damage. 
Kit includes 2 skid shoes and installation hardware. 


Snow Thrower Covers—Water-repellent, tear- and abrasion-resistant covers can stand up to rugged 


environments. 6mm bungee around the edges. No. 55MJ77 


Protective Floor Mat—Park snow throwers on the raised-edge mat to help contain melting snow, and to 
help prevent gas, oil, and rust spots and scratches. 


Front Weight Kit—Adds 10 Ib. to the front of Ariens® snow throwers, to equalize weight distribution and 
hold the scraper blade closer to the ground to get a cleaner surface. Also enhances operator comfort and 
control. 


Protective Gab—Installs quickly and easily, with no tools required, to protect against heavy snow and 
wind. Freeze-resistant clear windows. Does not require weight kit. 


Clearing Inlet Auger Start Mfr. Item 
Displacement Displacement Path H Dia. Torque Type Drive Gears Model No. 
Single-Stage 
208cc 208cc 21" 12" 81%42”— 9.5 Electric/Recoil 1 Forward 938032 22PT97 
208cc 208cc 21" 12%" =81%42” 9.5 Recoil 1 Forward 938024 416L42 
2-Stage Compact 
2a 223CC 24" 20" 11" 10 Electric/Recoil 6 Forward/2 Reverse 920027 416L39 
2-Stage Deluxe 
254cc 254cC 24" 21" 14", 12.5 _Electric/Recoil 6 Forward/2 Reverse 921045 49XX60 
254cC 254CC 28" 21° 14", 12.5 __Electric/Recoil 6 Forward/2 Reverse 921046 22PT93 
306cc 306cc 30" 21° 14" 15 Electric/Recoil 6 Forward/2 Reverse 921047 22PT94 
2-Stage Professional 
20cc 420cc 20. 20% -16 21 Electric Variable 926077 55MJ76 
420cc 420cc Be: 2072 - 4b “21 Electric Variable 926076 55MJ77 
2-Stage Professional Hydro Rapidtrak™ 
20cc 420cc 26. 23% 1b 21 Electric Variable 926078 55MJ78 
Accessories 
Shear Bolt Kit, For Use with Nos. 5XPT6 and 31MJ51 73203900 10L413 Protective 
Shear Bolt Kit, For Use with Nos. 22PT93 and 22PT94 72100600 10L412 Cab Only 
Maintenance Kit, For Use with 2-Stage Models (This Page) Except No. 5XPT6 72101300 5XPV9 No. 5XPV4 
Slicer Bar Kit, For Use with Nos. 5XPT6 and 31MJ51 73203100 5XPV6 : 
Slicer Bar Kit, For Use with No. 10G176 72406900 5XPV7 
Composite Skid Shoe Kit, For Use with All 2-Stage Models (This Page) Except No. 5XPT6 72603100 5XPV8 
Snow Thrower Cover, For Use with Nos. 22PT92, 22PT96, 22PT97, SXPT6, 31MJ51 72601400 5XPV2 
Snow Thrower Cover, For Use with Nos. 22PT93 and 22PT94 72601500 5XPV3 
Protective Floor Mat, 30" x 36" 70716800 14989 
Front Weight Kit, For Use with All Models (This Page) 72406500 5XPV5 
Protective Cab, For Use with All 2-Stage Models (This Page) 72102600 5XPV4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 991 





OUTDOOR EQUIPMENT 
Snow Throwers, Sweepers & Oil 


Scan. Order. Done. [=> 
Details on page A1. =~ | pace 








Snow Throwers BRIGGS&STRATION 
Electric start snow throwers offer Nos. 55JK85 
‘is a Briggs & Stratton engine, use and 55JK86 offer quick 
40LJ51 synthetic oil and have a 3-yr. limited adjust deflector, a compact 





size, and quick height and 
distance adjustment. 


warranty. 


Single-Stage—No. 40LJ51 
features an auger-assisted drive 
system with a thermal plastic 
urethane auger. Manual chute rota- 
tion and quick deflector. 


No. 40LJ47 has a SnowShredder™ 
serrated, welded steel auger and 
1-pc. all-steel auger housing with 
ball bearings. Features electric chute 
rotation and quick deflector, and a 
comfortable ergonomic handlebar. 


2-Stage—FreeHand™ 
control and reversible skid 
shoes provide easy control. 
Friction disc transmis- 

sion has 5 forward and 2 
reverse speeds. The dash- 
mounted chute control and 
on-panel deflector control 
provide easy operation. 
Steel skid shoes. 


Fuel 
Clearing Auger Auger Tank Mfr. Item 
Displacement Drive Type Path Dia. Type Inlet Height Torque Lights Capacity Model No. 
Single-Stage 
163cc Auger 22 10" Thermal = 12%" 9.5 Tt.-Ib. No 2.9 qt. 1696715 40LJ51 
200C¢ Auger 22 10". Thermal = 12%" 11.5 ft.-Ib. Yes 32qt. 1696741 40LJ47 
Single-Stage, Compact Size 
12/CC Auger 18° 7 Thermal = 12%" 9.0 1LAlD, No 3.2 qt. 1697099  5oJK85 
5% 208cc Auger 18" 10". Thermal = 12%" 9.5 ft.-Ib. No 3.2 qt. 1696727 55JK86 
-Stage 
208cc Disc 18" 12" Notched 20" 9.5 ft.-Ib. Yes  3.2qt. 1696807 55JK88 
200¢¢ Disc 18" 12" Notched 20" 11.5 ft.-Ib. Yes  3.2qt. 1696815  55JK89 
208cc Disc 24" 12" Notched 20" 9.5 ft.-Ib. Yes 3.2qt. 1696614  40LJ49 
200¢¢ Disc Zi 12" Notched 20" 11.5 ft.-Ib Yes  32qt. 1696619  40LJ48 


Snow Sweeper Snowizx/ 


Polar Trec tires and pneumatic support assures outstand- 
ing traction and 360° turnability on snow and icy terrain. 
Attach the included snow blade for dual sweeping/ 
plowing capabilities. Locking differential feature helps 
keep you on a straight path. Control broom angle, pres- 
sure, and speed directly from the steering-mounted 
panel. Adjustable height allows comfortable use. Folds 
for storage. 




















Clearing Brush Mfr. Item 
Engine Path __Dia. Model No. 
Honda GXV Series 160cc 40" 16°  SS-4000  20UG85 
All-Season Sweep =x/ PN 
Brush Sweepers Ne, 20UG65 
Sweepers—Compact sweepers have powerful \\ 


160cc Honda® GXV engines, 3 forward gears, and 

1 reverse gear. The oscillating broom head provides | 
excellent clearing on a variety of surfaces. Easy, \ : 
multifunction control for travel speed, brush speed, I 
pressure, and brush direction. Adjustable height 
allows comfortable use. Fold for storage. Multipurpose 
Broom Kit included; additional attachments sold sepa- 
rately for year-round functionality. 


Accessories—Snow Blade and Snow Brush Kit turn 
your walk-behind rotary broom into an effective snow 
removal tool. Easily brush away snow from sidewalks, 
entryways, and parking lots. 

Optional Polar-Trec drive wheels provide positive traction 
on snow and icy terrain, find them on Grainger.com®. 


All-Season Power Brush 
Outdoor Sweepers 


Use to clear snow, slush, or debris. Safe for use on decorative 
surfaces. Nos. 410X64 and 410X65 have 6 forward and 2 reverse 
speeds, No. 410X66 is hydro-powered with variable speed. Height- 
adjustable brush can pivot up to 40°. All-wheel drive with auto-turn 
steering. No. 410X64 has 13” x 4" treaded tires. No. 410X65 has 
s= 16° x 612" treaded tires and halogen headlight. 


Mfr. 
Model 


Item 
Description No. 

Walk Behind Sweeper 

40" Clearing Path with 12" Brush Dia. SWB-400 20UG65 
48" Clearing Path with 16" Brush Dia. SWB-480 20UG76 
Accessories 

Snow Blade For No. 20UG65 SSB-400 20UG70 
Snow Brush Kit For No. 20UG65 SRS-400 20UG72 


ARIENS 





No. 
410X65 





Clearing Brush Mfr. Item 

Description Path Dia. Model No. 
177cc Kohler® CH255 Engine 23" 18" 921056 410X64 
Kohler® Engine 36" 20' 926074 410X65 


2//cc Kohler® CH395 Engine, Hydro Power 36" 25' 926075 410X66 
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Fuel No. 46T343 

Non-ethanol fuel is formulated 

to provide easier more- Mfr. Item Pkg. 

dependable starts. Remains Size Model__No. Qty. 


2-Cycle Premixed 

Fuel and Oil (50:1) 

1 qt. 6238 461343 8 
2 gal. 6232 461347 1 
04 gal. 6234 461349 1 
4-Cycle Unleaded Fuel 
1 qt. 6208 461342 8 
2 gal. 6202 461346 


24 gal. 6204 461348 
Universal 
2-Cycle Oil 


Clean-burning formula protects 
against heat, corrosion, and rust. 
Use where different ratio mixtures 
are required. For engines with 25 
HP or less. 


stable and ready to run for 
up to 2 years once poured 
into the tank; keeps for up to 
5 years in an unopened can. 
Helps reduce maintenance 
and extend engine life. 


Mfr. Item 
Size Model No. 
15 oz. SL2261 5TN63 








Only One™ 2-Cycle Oil 


Can reduce oil consumption and particulate emis- 


sions by up to 50% compared to standard oil. Mix 
with 1 gal. of gasoline. Mfr. Item 


MMECHO 
2-Cycle Engine 
Oil and Stabilizer 


ECHO Power Blend™ Synthetic Oil 
(Nos. 45J373 and 45J374) helps 
facilitate proper break-in and 
extends the life of your equip- 
ment. Red Armor® No. 45J377 
can stabilize fuel for up to 2 
years. Cleans away existing 
engine deposits and helps protect 








No. 45J374 
against carbon buildup. 
Mfr. Item Pkg. 
Size Model No. Qty. 
2.6 07. 6450001GE 45J373 «6 
16 02. 6450006GE 45J374 1 
2.6 02. 6550001E 45J377_ «6 


STOR-X° Fuel 
Stabilizer 


Preserves gasoline and diesel fuel 
up to 1 yr. Inhibits formation of 
varnishes, peroxides, and gums. 1 








bottle treats up to 20 gal. 
Mfr. Item 
Size Model No. 
8 02. 402815 3KB54 
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Snow Shovels 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 
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No. 21AD03 




























No. 21EK35 
Ice Choppers, and Roof Rakes 
Handle Handle Blade Blade Blade Item 
Description L Material Material W H Brand No. 
Snow Shovels _ 
Sanrader 22" Plastic. += Aluminum 9" 4%" Subzero 21EK35 
Telescopic, Extending 30"to 37" Plastic Plastic 8%" 13%" Subzero  16A722 
39" Steel Aluminum 18" 14%" Westward 12U488 
Ergonomic Shaft i Aluminum, i i 
Design with 39 Steel Polypropylene 18" 14%" True Temper SW938 
pap rane 39° Stee! «POW rOpylene, ox» 13° Westward 21ADO3 | 
36" Wood Aluminum 18" 1434" Westward 12U487 No. 417174 ‘ 
36" Wood Steel 18" 14%" Westward 6YU43 
36" Steel Aluminum 18" 14%" True Temper 35NZ65 No. 4KGN7 
' Polypropylene, : : oO. 
37 Wood Stainless Steel 18" 13%" Westward 21AD01 
Standard Design 37" Wood Steel 18" 14%" True Temper 4W604 
with D-Grip Handle 37" Wood Polypropylene 18" 13%" Westward 32KX18 
i Polypropylene, " i 
37 Steel Stainless Steel 18" 13%" Westward 21AC99 
Seymour 
43" Fiberglass Polycarbonate 18" 13%" Midwest 417174 
Structron 
Snow Pushers 
i Aluminum, i i 
Standard Design 48 Wood Polypropylene 24 12 Westward 6YU39 
with Straight Handle 49%" Wood Carbon Steel 24" 12" Westward 6YU37 
48" Wood Carbon Steel 24" 12" True Temper 4W603 
Standard Design i i i 
with Steel Braces 48 Wood Steel 30 12 Westward 12U485 
i Aluminum, 1} opi 
42 Wood Polypropylene 224" 11%' Westward 21AC98 No. 22D136 
42" Wood Polypropylene 22%" 11%" Westward 36RG03 No. 420M36 
42" Wood Steel 24" 10" TrueTemper 8AJ16 
42" Wood Polycarbonate 30" 11°. Union Tools 4KGN7 
Standard Design Seymour 
with D-Grip Handle 45" Fiberglass Polycarbonate 24" 10.75" Midwest 417773 
Structron 
43 V4" Wood HDPE 30" 10%" Westward 46MP80 
i Aluminum, i i 
45 Steel Polypropylene 22" 11%" Westward 21AD02 
46" Steel Polypropylene or” he Suncast 45CH36 
U-Shaft/Handle ; Polycarbonate, ‘ i 
Ergonomic Design 32 Aluminum Steel 26 21" True Temper 22D135 
27%" Aluminum __ Polycarbonate 20" 19" True Temper 22D136 
48" Aluminum HDPE 24° — As" Manplow 420M44 
48" Aluminum HDPE 24" 15" Manplow  45LW42 
UShaned 48" Aluminum HDPE 32 12" Manplow 420M36 
P 48" Aluminum HDPE o2 13" Manplow 420M45 
48" Aluminum HDPE 42" 12" Manplow 420M37 
48" Aluminum HDPE Ae ta Manplow 420M46 
48" Aluminum HDPE of 2 Manplow 420M38 
16" Plastic Polycarbonate 3%" 3%" Mallory _ 1GLR6 f 
26" Plastic Polycarbonate a. 4" Mallory 1GLR4 f No. 1GLR2 No. 6YU41 No. 45CH38 
35%" Aluminum Polycarbonate oy 4Y Mallory 1GLR2 
34 to 52" Aluminum — Polycarbonate 5 4" Mallory 1GLP9 
Ice Choppers 
48" Wood Steel of  § Westward 12U484 
48" Wood Steel 4" 9%" Westward 12U482 
Standard Design 48" Wood Steel i 5" True Temper 49AF75 
48" Wood Steel ‘es 6" Westward 6YU41 
04" Hardwood Steel i 6" Westward 39FY71 
39" Wood Steel rg 9Ys" Westward 12U483 
‘ Tempered a ‘ 
Standard Design 4b Steel Galvanized Steel ('0 9%8 Suncast = 45CH38 
with D-Grip Handle 46 V2" Wood Steel t 9" Razor-Back 39GA14 
‘ Ribbed Tempered ' : 
52° Steel Core Galvanized Steel  / 2 Suncast 22EN23 
Snow Roof Rakes No. 9M608 
16 ft. Aluminum Poly 22" 6" Garant 39GA13 
16 ft. Aluminum Plastic 232" 6" Westward 12U486 
3-pc. Telescoping ; : i i Seymour 
Handle 16 ft. Aluminum Aluminum 24" AY Midwest Rake 9608 
16 ft. Aluminum — Aluminum 22" 4H" ee ts 9XFW5 
Nonsip terescoping 47 ft. Aluminum Poly 24" 6%" True Temper 22D137 
Replacement EZ Glide Edges for Manplow Snow Pushers 
PRO Repl ' — HDPE 24" = 2%" ~~ Manplow 420M50 
C7 Glide Edges — HDPE 32". 2%" Manplow 420M51 
— — HDPE 42" 2%" ~~ Manplow 420M52 
Replacement Blade for Manplow Snow Pushers 
Blade, For Use with 
it u : u u 
Any FF ANPLOWE 48" Aluminum HDPE 24" 15"  Manplow 45LW43 No. 420M50 


U-Shaped Handle 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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OUTDOOR EQUIPMENT 
Ice Melting Products 


Scan. Order. Done. 












‘oy ow 
ICE MELTER 
— [ee 
—=— | MELTER 
i ——. a 
ae ae ; 
No. 5UUY5 No. 5UUY4 No. 4W973 
Mfr. Item 
Description Ice Melt Color Size Model No. 
Solo Blue 50 Ib. CSOLO50BX-GR__ SUUY5 
Premiere® Blue 12 Ib. CPMO012JG-GR___ 5UUY4 
Premiere® Blue 50 Ib. CPMO050P 4W973 
Premiere Pro® Pink 90 Ib. SU050BX-GR 4KA50 


Ic cr GRIPPER 


2COTRACTION 
PRS 





No. 19YX34 


earth 





EcoTracti on™ No. 19YX35 
= Effective in all temperatures 

Safe, eco-friendly granules provide better traction than sand and resist freezing 
and clumping. Excellent for areas with heavy foot traffic and great for vehicles 
on side roads. Highly visible green particles embed into ice and snow for long- 
lasting traction. Will not harm people or animals if accidentally ingested and will 
not damage plants, grass, or concrete parking surfaces. Designed to improve 
soil's nutrient reservoirs, infiltration rate, aerations, and water absorption. 





Package Mfr. Item 
Size Coverage Area Type Model No. 
10 Ib Up to 2880 sq. ft. Jug ET4R 19YX34 
40 |b. Up to 10,080 sq. ft. Bag ET40X 19YX35 
2000 Ib. Up to 504, 000 sq. ft. Bulk Tote (Super Sack) ET909X-T 19YX36 
Snow 2x/ 
py N : 
CHAPIN Walk-Behind 
Pretreat si 
and De-Ice pray 
De-icer 


Backpack 
Sprayer 
Internal pressure chamber provides operational 
pressure of 90 psi to deliver pretreatment and 
de-icing liquids. Poly tank has easy-fill 4" opening, 
built-in straining basket, and Viton® O-rings and 
seals. Poly wand has a continuous spray feature. 

2 poly and 1 brass nozzle provide stream and fan 
spray pattern choices. 


= Spray width: 3 to 4 ft. 





Tank Mfr. Item Tank 

Cap. Model No. Cap. 

4 gal. 61808 110538 12 gal. 
994 GRAINGER. 
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Delivers a consistent spray pattern of any de-icing 
liquid from the main nozzle or alternate spray 
wand. 60 psi pump has On/Off switch for selective 
lane or spot spraying on sidewalks, stairways, and 
hard-to-reach areas. Has a poly tank, heavy-duty 
powder-coated steel frame and handle, stainless 
steel axle, and 13" pneumatic tires. Includes 12V 
battery with 110V charger. 


Find even MORE on Grainger.com® 


Details on page A1. = 
Granular Ice Melting 


Compounds CP & 


Inhibitor system contains CMA (calcium magnesium acetate), a fast- ean 
longer-lasting ice melter that is safer than calcium chloride. Nontoxic and 
noncorrosive when used as directed. 


COMPARISON CHART FOR GRANULATED ICE MELTER Misceait 
alt 


Potassium | Calcium 
__Chloride |_ Chloride 


Premiere 
Solo Premiere® Pro® 
Safer Choice X 
Metal Corrosion Inhibitors X 
Safe on Vegetation | 
Colored Product 
Safe on Leather 
Anticaking Agents 
Safe on Carpets & Floors 
No Protective Clothing Needed _ 


Freezing Point 
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Premiere® Cp IK: 
Liquid De-icer _f...... Sy 


= Effective to -20°F i 
Nonchloride formula inhibits corrosion and won't 
damage carpets, floors, or shoes. Safe for vegeta- 

tion. Can be used before storms to prevent ice 

and snow from adhering to pavement. 


Mfr. Item 
Model No. 
CPLOO5PL-GR 3YB/1 





Size 
5 gal. 


Snow 2x/ 


Poly Material 
Storage Bins 


Weather-resistant bins safely store 
salt, sand, fertilizer, sports gear, 

or tools outdoors. Heavy-duty, 
UV-protected polyethylene construc- 
tion. Storage Bins have a hinged 
lockable lid. Nos. 2FGV7 and 2FGV8 
have forklift pockets, material scoop, 





and content placards. No. 2FGV7 
Volume Load Item 
Cap. Cap. H W D No. 
Storage Bins with Attached Lids 
9.90 CU. Tt. 900 Ib. 20" 24" 20" 2FGV6 
11.00 cu. ft. 1000 Ib. oi: 30" 2/' 2FGV7 
18.00 cu. ft. 1750 Ib. a2. 34" ge 2FGV8 
Storage Bin Accessory 
Heavy-Duty Material Scoop 4CAD1 
== . 
Ch 
“ree” Sy 


Push Liquid 
Sprayer 

= Cover large areas with up to 12 gal. of liquid 
Features a 24V lithium ion battery for up to 1.75 

hr. of continuous spraying. Movable spraying arm/ 
boom sprays to the front, left, or right. 6"W opening 
for easy filling and cleaning access. Includes 

20"L extension wand with shut-off, poly tank, and 
powder-coated steel frame. Can be used with 
insecticides, herbicides, liquid ice melts, and liquid 
fertilizers. Operating pressure: 40 psi. Spray/flow 
rate: .4 to .5 gpm. 





Mfr. Item Tank Mfr. Item 
Model No. Cap. Model No. 
SL-80 12A764 12 gal. 9/7900 415J03 
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Handheld and Shoulder Spreaders mmm po 
416P38 
Handheld broadcast spreaders feature 1-hole drop. Durable poly- al 
propylene construction resists corrosion. Shoulder spreader is ) 
ideal for areas where full-size spreaders can't go. Keeps product , 
protected from weather. Trigger-controlled gate opening. No. 483F40 | 
Spread Mfr. Item 
Cap. Features For Use With Includes Width Brand Model No. 
Handheld Broadcast Spreaders 
3.3 ID. Easy-Crank Design, Lightweight Seed, Fertilizer, Salt — 9to12 ft. Westward 8708A 483F40 
3:5 Ib. = All Granular Materials = 1 to 4 ft. Tolco 250105 52PE53 
Shoulder Spreader 


95 |b 680 cu. in. Capacity, Enclosed Container Keeps Product Protected From The Weather, Adjustable | Seed Products, Granular Padded Adjustable 8 tt Chapin 8700A  416P38 
Gate with Trigger Control, Side Baffle Helps Direct Spread of Product, Padded Adjustable Strap Herbicides, Fertilizers Shoulder Strap p 


No. 
6HAP7 





No. jj 
10F633 \ 


*WestwarD TurFEx/ Agriefal 


a, : 

rei Snow 2x/ 
Push Broadcast and 
Drop Spreaders 


Broadcast spreaders spray in a designated pattern 
from the unit. They can have a ‘deflector’ that limits 
the spray reducing where the output goes. Drop 
spreaders drop the item directly below the spreader 
for greater control of location (this could help 
prevent harm to the environment, surfaces, vegeta- 
tion, concrete, etc.). 1-hole and 3-hole drop models 
are best for spreading finer materials such as grass 
seed and fertilizer. Spreaders with high-output (HO) 
drop are best for larger granular materials such as 
ice melt. Stainless steel axles resist corrosion. Drop 
spreaders are for sidewalk and other controlled 
spreading applications. Garden seeder helps prep 
rows for planting and accurately plants seeds at the 
right intervals. 





No. 
49XW59 





Spread Wheel Mfr. Item 
Cap. Drop Type Width Axle Type Wheel Type Dia. Handle Flow Control For Use With Includes Brand Model No. 
Broadcast Spreaders 
30 Ib 1 Hole 12 it: Steel Pneumatic 10" Loop Cable Grass Seed, Fertilizer Cover Westward _— 10F633 
1 Hole 12 ft. Stainless Steel Pneumatic 10" Loop Cable Cover Westward — 10F635 
70 Ib. 1 Hole 10 to 12 ft. Stainless Steel Pneumatic 12" Curved T Rod Grass Seed, Fertilizer, and Salt Hopper Screen and Cover Westward _ 10F636 
3 Hole Up to 12 ft. Steel Pneumatic 13" Fixed T Rod Top Screen and Cover TurfEx TS65SS  6HKZ1 
75lb. Broadcast Up to 20 ft. Stainless Steel Pneumatic 13° ea Manual Lever a cde auiPastiode: Standard Hopper Cover - ‘Turfex 1S65  G6HAP7 
80 Ib. 1 Hole 12 ft. Stainless Steel Pneumatic 12" Loop Rod Grass Seed, Fertilizer, and Ice Melt Hopper Screen and Cover Westward —_ 4UHC9 
85 Ib Broadcast 10 ft. Steel Pneumatic 10" Fixed T Cable Pariliivar — Agri-Fab 45-0531 437R85 
"Broadcast 10 ft. Steel Pneumatic 10" Fixed T Rod = Agri-Fab 45-0532 437R86 
Broadcast 15 to 20 ft. Stainless Steel Pneumatic 14" Fixed T Stainless Slide Gate Rock Salt. Ice Melt Rain Cover, Steel Grate Chapin 82500B 416P40 
100 Ib. HO 15 to 20 ft. Stainless Steel Pneumatic 14" Adjustable T Variable Gate Control Conical Auger, Metal Gears Westward 45FE32 45FE32 
HO 20 ft. Steel Knobby 10" Fixed T Cable Salt and Rock Salt Hopper Screen, Cover SnowEx SP-65 5SNTR3 
110 lb. Broadcast TO TE Steel Pneumatic 10" _— Cable Fertilizer Broadcast Spreader Agri-Fab 45-0526 437R87 
425 |b. 1 Hole 10 to 12 ft. Stainless Steel Pneumatic 14" Fixed T Rod oer ie Hopper Screen and Cover Westward — 4UHD2 
1 Hole 12 ft. Stainless Steel Pneumatic 14" Fixed T Rod Grass Seed, Fertilizer, and Ice Melt Hopper Screen and Cover Westward _ 4UHD1 
430 Ib Broadcast 10 ft. Steel Pneumatic 13" _— Variable Gate Control Grass Seed, Fertilizer, and Salt —_— Agri-Fab 45-0462 49XW59 
"Broadcast 10 to 12 ft. Steel Pneumatic 10" Fixed T Cable Salt Hopper Cover, Grate Agri-Fab 45-0502 437R89 
160 Ib. HO 20ft. Stainless Steel Knobby dio Fixed T Rod Salt and Rock Salt Hopper Screen, Cover SnowEx SP-85 4CAD2 
Drop Spreaders 
460 Ib HO 2.3 ft. Stainless Steel Pneumatic 13° Fixed T Rod Salt and Rock Salt Hopper Screen and Cover SnowEx SD-95 OSNTR2 
“Regulated Drop + 2.3ft. Stainless Steel Pneumatic 13° Fixed T Precise Drop Rock Salt, Ice Melt Top Screen and Cover = SnowEx SD-95SS 49XM93 
Garden Seeder 
Cushion _ (6) Interchangeable 
3 lb. Regulated Drop 1 to 4 ft. Steel Polyurethane 11" Grips (6) Seed Plate (20) Seed Varieties Seed oe Chapin 8701B 416P39 
abric Case 
Mfr. Item 
Description For Use With Model No. 
Westward Accessories 
Baffle System to Control Flow Direction Westward Models 45FE33 45FE33 
Salt Deflector Kit No. 10F636 _ 10F637 
SnowEx Accessory 
Salt Deflector No. SNTR3 PDK-020 49XM92 


Sign in to Grainger.com® to see YOUR Pricing and MORE 995 








OUTDOOR EQUIPMENT Scan. Order. Done. 
Spreaders Details on page Al. 










Snow =x/ 
Push Broadcast Sprayer 


Completely electric powered with the ability to spray salt brine through the spot spraying wand or front 
boomless nozzle. Ideal for stairs and sidewalks. Powered by a 12V electric pump, rated at 1 gpm at 60 psi, 
which includes a rechargeable battery that fully charges in 12 to 16 hr. Accessible vent cap for easy filling. 
Spray Wheel Mfr. Item 
Cap. W Axle Type WheelType Dia. Handle — Flow Control Includes Model No. 


Stainless a Front Nozzle/ Extra Wide Vented Cap, ; 
12 gal. Up to 4 ft. Steel Pneumatic 13 Fixed T Wand Sprayer Spray Wand, Battery Charger SL-80SS 49XM94 


No. 
437R88 





Tow-Behind Broadcast Spreaders A9r#tal’ snowizx/ 


These spreaders feature enclosed gears, powder-coated steel tube frames, and pneumatic tires that roll easily over most 
terrain. No. 24W836 features ground drive, adjustable steel spinner, and easy clevis mounting. No. 5NTR1 has powder-coated 
axle, sealed bearings, 12VDC electric gate, high-output auger feed, and fits a pin hitch. 





Mount Spread Mfr. Item 
Cap. DropType Type W Flow Control For Use With Includes Brand Model No. 
85 lb. Broadcast Pin Hitch 10 ft. Cable Fertilizer Broadcast Spreader  Agri-Fab 45-0530 437R91 
110 lb. Broadcast — 10 ft. Cable Fertilizer Universal Hitch Agri-Fab 45-0527 437R88 
130 lb. Broadcast —_ 10 ft. Variable Gate Control Grass Seed, Fertilizer, and Salt _— Agri-Fab 45-0463 49XW60 
175 lb. Broadcast Pin Hitch 10 to 12 ft. Rod Fertilizer Grate and Hopper Cover Agri-Fab 45-03297 437R92 
960 lb. HO —_Clevis Hitch Up to 40 ft. Manual Salt 14 ft. Gate Cable SnowEx SP-1225G 24W836 
3500 Ib. HO Pin Hitch Up to 30 ft. Electric Salt Hopper Screen and Cover SnowEx SP-7000 SNTR1 





No. 8XTT1 No. 5NTRO 





Mounted Broadcast Spreaders 


Rear-mounted spreaders with corrosion-resistant poly hoppers use 12VDC variable-speed motors to adjust the spread width area. No. 8XTT1 includes On/Off drop 
switch, mounting brackets, and hardware. Power train-operated spreader No. SNTRO has a 3-pt. hitch and manually adjustable flow rate. Rear-mounted spreader 
No. 5NTP9 has a powder-coated steel frame, 2" receiver hitch, and hopper cover. Features electric-controlled flow gate and calibrated drop. 


Mount Spread Mfr. Item 
Cap. Drop Type Type W Flow Control For Use With Includes Brand Model No. 
ATV Rear-Mounted 
12VDC 
_ Variable Fertilizer, Grass Seed, Ice Melting Pellets, Granular Motor Speed ‘ : ? 
145 Ib. 1 Hole 9 to 45 ft. Speed Fungicides, Herbicides and Insecticides, Bait and Powders Control Fimeo ATV-DMS-12V BXTT1 
Hitch-Mounted 
PTO 
418 lbs. Calibrated HO = 3-Point Hitch Up to 30 ft. Cable Seed and Fertilizer Cover TurfEx TS700P 5NTRO 
Hitch-Mounted Electric 
12VDC 
240 lbs. Calibrated HO 2" Receiver Hitch Up to 20 ft. Electric Seed and Fertilizer Re Kit TurfEx TS300EG-1 5NTP9 
996 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE*® OUTDOOR EQUIPMENT 


Find the yf. Find Solutions. Find Great Prices. Shovels 


No. No. 
4GFE5 1WG33 


SEYMOUR . 
MIDWEST TOO|lite’ Gaze. 


* . 
sf poate Toolite’ Fes. <ana> 









No 


. No 
1WG34 


6YU35 























q Grip/Type/ Handle Blade Blade Item 
Grip/Type/ Handle Blade Blade Item Handle Material L W L Gauge Brand No. 
Handle Material L W L Gauge Brand No. D-Grip 
D-Grip Mud Sifting 
Standard Fiberglass 29" 9" 11%" 14 Seymour Midwest Toolite 3PGD2 
Fiberglass 27" va" 11%" 14 Westward 12V171 Nonconductive 
Hardwood 30" 9%" 11%" 14 Westward 1WG34 Fiberglass aT g 611%" = 14 Nupla AGFE5 
Hardwood 40" 14.5" 15.5" 14 Razor-Back 39FZ98 Shark Tooth, Ergonomic 
Nonconductive Fiberglass 40" o 11° 14 Seymour Midwest Structron 31MJ63 
Fiberglass 27" 9" 11%" 14 Nupla 4GFE7 Standard 
Mud Sifting Fiberglass 27° BY" 11%" «14 Westward 12V170 
Fiberglass _ 29" 9" 11%" 14 Seymour Midwest Toolite _ 3PGD6 Fiberglass 29" 9%" 11%" 14 Seymour Midwest Structron 31MJ61 
Straight Grip Hardwood 30" 8% 11%" 14 Westward 1WG33 
Standard Wood 12 6" 3 16 Seymour Midwest 31MJ60 
Ash 48" 1144" 1354" 14 Westward 6YU35 Straight 
Ash 48" 11¥" 13%" 16 Westward 4LVT1 Ergonomic 
Fiberglass ATYo" 9%" 1 4 Westward 3YU83 Poly-Coated Fiberglass 48° 9° 11% 16 Nupla 3MD54 
Fiberglass Cushion Grip = 48" — 9%" 11%" 14 Seymour Midwest Structron 49DG92 Mud Sifting 
Nonconductive Fiberglass 48" 9%" = 11%" 14 Seymour Midwest Toolite 3PGC9 
Fiberglass 48" Oe" 11%" 14 Nupla 4GFE6 Nonconductive 
Mud Sifting Fiberglass 48" gy 11K" 14 Nupla 4GFE4 
Fiberglass 48" 9¥%" 11%" 14 Seymour Midwest Toolite 3PGD4 Standard 
Ergonomic Ash 48" BY" 11%)" 14 Westward 1WG31 
Fiberglass Poly Coated 47" 10") 11%" ~— 16 Westward 46MP81 Ash 48" By" 41" 14 Westward A4LVT2 
— Ash 48" Q" 9%" 14 Westward ALVT3 
Fiberglass . 48" Q" iil 14 Westward 3YU82 
oe ee 48’ 9%" 11%" 14 Seymour Midwest Structron 49DG91 
; SEYMOUR _ 
RAZORBACK {jj SD MIDWEsT 
= No. 
No. 15F194 Ceremonial 9XEM2 
Round-Point 
Replacement Shovel Handles Both have D-grip hardwood handles. 
Handle Handle Handle Item No. 39FZ94 has a steel blade with chrome 7 
Type Material L Fits Brand No. finish. No. 9XEM2 has a chrome blade. “ 
Wood 48" Open Back Shovels True Temper 15F194 
Straight  Poly-Coated Fiberglass 48" Nupla® Shovels Westward _ 4LVR4 Handle Blade Blade Item 
Poly-Coated Fiberglass 48" Nupla® Shovels Nupla 3MD34 L W L Brand No. 
28" 6" G5" Razor-Back 39FZ94 
29" Q" 11" Seymour Midwest 9XEM2 
No. 49UG97 i GERBER 


ss — Folding Spade Shovels 


H H Compact folding spades have glass-filled 
Nonsparking Edging <> nylon handles, and a 6"W serrated blade 
Spade and Scoop Shovel 


that lets you saw and chop through tough 
These nonmagnetic, corrosion-resistant tools feature handles made of sturdy ih pe eee ee Niger Hes 
fiberglass. Spade No. 49UG97 has D-grip and is perfect for digging, edging, foraed steal head. te ABNWOS ines filled 
transplanting small bushes and trees, cutting sod and small roots, dividing g mee g 
perennials, and trenching. Shovel No. 8RJC5 is ideal for scooping dirt, mulch, 








nylon handle folds at the touch of a button. Open _ Closed 


Closed Overall Blade Item 

Snow, and grain. Description L L L No. 
Handle Blade Blade Item D-Grip Folding Spade gy" 2394" 8%" 4RDT9 
Description L W L No. D-Grip Folding Spade w/Sheath gy" 23574" 898" 23NK34 
Edging Spade 2642" 7Y" 11" 49UG97 D-Grip Folding Spade w/Pick 9%" 23%5' 8%" 4VAH6 
Scoop Shovel 432" 14" iva 8RJC5 Straight Folding Spade gy" 16%" 6" 45NW05 


Sign in to Grainger.com® to see YOUR Pricing and MORE 997 





OUTDOOR EQUIPMENT 
Scoops, Spades & Storage Racks 


Scan. Order. Done. 
Details on page A1. 








* , if SEYMOUR _ 
Uy MIDWEST Gee 
m No. 
RAZORBACK ALVR8 
Spades—Steel Blade 
Grip/Type/ Handle Blade Blade Item 
Handle Material L Ww L Gauge Brand No. 

Drain Spade 

D-Grip 

Ash 30" 6" 16" 14 Westward 4LVR8 

Fiberglass ai: 54" 14" 14 Westward 12V172 

Fiberglass 29" Bye 14" 14 Seymour Midwest Structron 49DG93 

Poly-Coated Fiberglass Zi" 6" 14" 14 Westward 4LVR6 

Straight 

Fiberglass 463/" 59/4" 14" 14 Westward 12V173 

Garden Spade 

D-Grip 

Ash 30" 63" 12" 14 Westward 4LVR9 

Fiberglass 29" ri 12’ 14 Westward 3YU80 

Straight 

Fiberglass 4634" 7M" 12" 14 Westward 12V168 

Landscaper Spade 

D-Grip 

Steel 26" 7 13 14 Razor-Back 13F612 

Steel 29" 6" es _— Razor-Back 39E759 

Roofer's Spade 

Straight 

Hardwood 48" 1% 12° 14 Razor-Back 39FZ96 
* Westward 
V-Type Trenchin 

yp g wo. 
Shovels—Steel Blade 12497 
Handle Handle Blade _ Blade Item 
Material L W L Gauge No. 
Hardwood 48" 5" 11%" 14 12U497 
Hardwood 48" 4" 11%" 14 12U496 


* 


GRAINGER 
APPROVED 


Tool Holders 
= Predrilled 


No. 6A111 is a rust-resistant, brass-  ' 
plated clamp that holds hoses and 
handles up to 1%" dia. No. 3ULJ5 
is a heavy-duty stainless spring 
mechanism that secures shovels or 
other round-handled tools. 





For Use With 
Hoses and Handles 
Shovels or Round Handled Tools 


Brass Plated With R 


Stainless Steel 









No. 3ULJ5 
No. 6A111 
Item 
Material L Brand No. 
ubber Grips 2," GA 6A111 
1% Buyers Products 3ULJ5 


Shovel and Handle Types 


SHOVEL TYPES 


Round and Square 

Used for digging and moving materi- 
als. These shovels usually have a long, 
straight handle; giving you more lever- 
age when digging. The larger blade size 


comes with a pointed or rounded tip and 
is ideally used for digging, moving, break- 
ing, and turning soil applications. 


Scoop 

Primarily used for moving grain material. 
Feature deeper basin that helps prevent 

spillage and has a deep enough edge to 

help snow removal. 


998 GRAINGER. 


ITT 





Spade 

Used for removing material and creat- 
ing trenches of different shapes. Spades 
usually have a small, straight, flat blade 
and a shorter shaft. They are primarily 
used for slicing, lifting, moving, edging, 
and loosening soil and roots. 


Trench 


Similar to spades and are used to dig 
narrow trenches. 


HANDLE TYPES 

Come in straight or D-shapes and are 
made from wood, fiberglass, steel, and 
aluminum. 





Find even MORE on Grainger.com® 


* Westward 


Rees Ea 
MIDWEST Gza@« 











RAZORBACK 
Scoops—Aluminum Blade 

Grip/Type/ Handle Blade Blade Item 
Handle Material L W L Brand No. 
D-Grip 

Fiberglass 27 149/" 19" Westward 12U492 

Seymour 
Fiberglass 29" 15%" 19" Midwest 49DG96 
Structron 

Poly-Coated Fiberglass 2614" 1314 18%" Westward 3YU77 
Poly-Coated Hardwood 29%" 13%" 18%" Westward 1WG35 
Straight 

Hardwood 62" 14%" 18" Razor-Back 20JZ13 
Straight, Ergonomic 

Poly-Coated Fiberglass 48" 14¥," 1793" Nupla 3MD37 
Poly-Coated Fiberglass 48" 14%" 17%" Westward 4LVR5 
* : 

No. 

‘ 4LVR7 

RAZORBACK 
Scoops—Steel Blade 

Grip/Type/ Handle _—‘ Blade Blade Item 
Handle Material L W L Gauge Brand No. 
D-Grip 
Western 

Fiberglass ar 14" 1 16 Westward 4LVR3 
Eastern 

Ash 2/" 17 15 16 Westward  4LVR7 
Straight 
Western 

Fiberglass 463%" 14%" 177%" 16 Westward 12U489 
Standard 

Fiberglass iz 11%" 1334" 14 Westward 12U493 
Hardwood 14," 11%" 14 Razor-Back 52JM13 

ae SEYMOUR _ 
ie MiDweEst Toolite’ 










| 





Scoops—Poly and No. 
H 45GV20 
Nonsparking Blade 
Grip/Type/ Handle Blade Blade Item 
Handle Material W L Brand No. 
D-Grip 
Nonsparking 
Fiberglass 27: 14%" = 20%" Nupla 4HGC3 
Sifting 
Polypropylene ar 14" 17" Seymour Midwest Toolite 3PGD8 
Standard 
Wood 30" 142%4" 1894" Westward 45GV20 
Straight 
Nonsparking 
Fiberglass 48" 14%" = 20%" Nupla 4HGC2 
Standard 
Hardwood 48" 144%" 173%" True Temper SGTN4 
Powder-coated steel rack features 
10 convenient, movable hooks to 
Store tools. Includes 4 casters with 
brakes. Black color. 
Overall Overall Overall Load Item 
H D Rating No. 
240 Ib. 
To 24" 38" (120 lb. 48GE61 
per Side) 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


OUTDOOR EQUIPMENT 
Rakes, Forks & Picks 





PROFESSIONAL TOOLS 


SEYMOUR _ 
~ MIDWEST 


[ij] MIDWEST RAKE 





<anid> \StANEY| EEE uniontools 


EA *wesnwarp Jackson S/ 


CASON apts 





No. No. 
2MVT6 outee 2MVT2 
31 made 












7 aes , i wae , hd of 7 of ot of Sand 7 
andle Materia ateria ines Tines Tines ran 0. 
alia PCS: * Wesnvano: EEE RazoRBac 
36° Aluminum 36° 1° 24 Razor-Back 45NC78 Forks MIDWEST = ENESTWARD) ett ee ro ecreeacrets 
Aluminum 66" Aluminum — 30" ili 20 Seymour Midwest Rake 41AA82 Type/ 
79" Aluminum 36" 4" 24 Westward 2MVR9 Handle Handle Handle W of Lof _No. of Item 
Fiberglass 60" Steel 18" 4" = «16 Westward 3YU79 aateral Type L Tines Tines _Tines Brand No. 
Seal-Coated Wood i ui ultivator 
w/Chrome Plating © Steel 17% 4° 16 Jackson SW758 | “Aluminum Straight 60" 5" Ay 4 Seymour Midwest 31MJ66 
Vinyl-Coated Fiberglass 60" Steel 16%" 1%" 14 Nupla 3MD38 Ensilage 
Wood 52 Steel 17%" 4’ 14 Razor-Back 20KZ08 Wood D-Grip 30" 1454" iz 10 Westward 2MVT6 
66" Steel 16%" 3" 16 Jackson 1MDY2 Wood Straight 48" Yq" 10" 10 True Temper 49AF68 
Bow Manure 
60" Steel 16° 3" 16 Westward 3YU78 Wood Straight 53%" 1254 1354 6 Westward 2MVR6 
: ; Mi t Wood Straight 48" 10" 12" 6 True Temper 2WE79 
eines 60" Forged = 164 16 uctron 8205 Wood Straight 60 He" 10" 4 Razor Back 39GA06 
: 60" Forged Steel 16%" 3% 16 Seymour Midwest ggnggs | Potato 
Structron Wood _ Straight 54" BY" BY" 4 Seymour Midwest 32MJ61 
J i ree ay a Hy eee peti Wood _ Straight 54" x" 6" 4 Razor-Back 39GA11 
' : tee " : estwar Spading 
peahCoaled wood. Eo" — Steel 160 BY 16 Jackson 4wo30 | Fiberglass D-Grip 29" 6% 10%" 4 Westward 2MVT5 
Vinyl-Coated Fiberglass 60" Steel 164%" 2Y%" 16 Nupla 3MD40 Wood D-Grip 30" 11/46" 11" 4 Razor-Back 39GA09 
Lake-Skims Floating Aquatic Vegetation and Algae From Water and Cleans the Shoreline Wood D-Grip 30" 63/4" 10%" 4 Westward 2MVT2 
Aluminum 32" Aluminum 36" 2%" 36 Seymour Midwest Rake 3RFN4 
Landscape 
66" Aluminum 24" 2%" 24 Seymour Midwest Rake 8CLL7 
Aluminum 66" Aluminum 30" 2%" = 30 Razor-Back 49AF62 
66" Aluminum 48" 2%" 48 Seymour Midwest Rake 9VZE1 
Powder-Coated ==" Aluminum 36" 2%" 36 RazorBack 48UF78 <mnt> TAU TEMPER 
Lawn N 
Aluminum 54" Steel 24" 13" 24 Seymour Midwest Rake 9LDH8 *. = 
Vinyl-Coated 48° _ Steel 8 7h Ht True Temper 5GEAG WesTwaRD |VAUGHAN;) 20°C885 No. 
Aluminum 48" Steel 18" 8" 25 True Temper 5GEA5 1THAS 
Vinyl-Coated Steel 48" Steel i: ee i 23 Seymour Midwest 32MJ58 M tt k. d Pi k 
48" Poly 24" 10° #11 True Temper 49AF69 a oc S an ic S 
e poy a ee ec ae 1098 aoa Hand tools with dual-function heads _ particularly good for burrowing, trench- 
y Q ; : 
Wood 48" Poly 30". 11" 30 Westward 49NV76 | are excellent for breaking up rocky or ing, and hoeing. Pick points penetrate 
54" Steel 2314" 151%" 24 Westward 1wG30 | hard surfaces such as concrete and soil. 
Shrub a — went seme’ | packed earth. No. 22F045 has ductile Railroad Picks—Designed to break 
Wood 42" Poly 8" 4%" 14 Seymour Midwest Rake 32MJ62 iron head; others have steel head. up hard, rocky soil and similar materi- 
43" Poly SG 1A 15 Union Tools 39GA05 


Cutter Mattocks—Have a hoe on 1 
end and a cutter blade on the other, to 
cut and dig roots and cultivate soil. 


Pick Mattocks—Broad mattock 


als. Each has chisel point on 1 end. 
Nos. 1THA8 and 4GFF2 have a pick 
point on the other, No. 200884 has a 
3," point on the other. No. 4GFF2 is 











SEYMOUR : 
Hoes Oo MIDWEST No. blades break up hardened soil: nonconductive. 
: , 31MJ65 
General Purpose—Use for weeding, planting, Head Overall Item 
and other gardening and landscaping activities. sitter aa : Handle Brand No. 
Type/ Handle Blade Blade Item 5 Ib. 36" Fiberglass w/Molded Grip Nupla 1THA7 
Handle Material L W L Brand No. Cutter Mattocks Head Only 
General Purpose 5 Ib. 16" — True Temper 52JM16 
Plastic 12" 344" 92% a" STANLEY 425R89 Pick Mattocks 
Fiberglass 314" 61% 4" 5°%a" STANLEY 468F52 5 Ib. 36" Hickory Wood Westward 200883 
Fiberglass 54" 6" 4" Westward 2MVR7 5 Ib. 36" Fiberglass w/Textured Grip Westward 200885 
Wood 54" 64" AV" Razor-Back 39GA08 5 Ib, 36" Fiberglass Nupla 4GFF1 
Wood 59V," 6" 4" Westward 2MVT3 Tiller Mattocks 
Vinyl-Coated Fiberglass 60" i oO. Nupla 3MD42 2 Ib. 26" Hickory Vaughan 22F045 
Loop Railroad Picks 
Aluminum 60" 4" 6" Seymour Midwest 31MJ64 5 Ib: 36" Fiberglass w/Molded Grip Nupla 1THA8 
Loop with Cultivator 5 Ib. 36" Fiberglass Nupla 4GFF2 
Aluminum 60" 4" 6" Seymour Midwest 31MJ65 6 Ib. 36" Hickory Wood Westward 200884 
22 OZ. 13° Steel Vaughan 38NF20 
Replacement Handle 
For Nos. 20C883, 1 ; 
na aaades 200884. or 200885 36 Fiberglass Westward 200886 
Digging and Pry Bars) = *\wismwarv ane 
Digging Bars provide leverage while digging and loosening soil or concrete. ” 
Pencil-point models make soil penetration easier. Pry Bars are suitable for FISKARS 
prying, levering, and cutting roots. Stand Up 
Overall Head Handle Item 
L Type Material Material Handle Brand No. Weeder 
Digging Bars : : : ‘ 
Bit Standard Carbon Steel Carbon Steel _BallGrip | Westward —_ 493V61 Improved ergonomics with long handle to prevent stooping and bending 
72° Pencil Point Steel Steel ChiselEnd Westward _—-20C887 with knees. 4 serrated claws to pull weeds out of the ground by the roots. 
Pry Ba eraiass End fa Srp Mpa 8FTS_ | Step onto redesigned foot platform to help you break through soil layer. 
48" Wedge Castlron Fiberglass EndCapGrip _Nupla acFrg9 * | Lightweight aluminum shaft. 
72" Wedge Cast Iron Fiberglass _ End Cap Grip Nupla 4GFG1_ * Handle Blade Blade Item 
72" Wedge Steel Fiberglass EndCapGrip Westward 200888 L L Material No. 
* Certified nonconductive. 39" 4" Stainless Steel 49AJ37 


Sign in to Grainger.com® to see YOUR Pricing and MORE 999 


OUTDOOR EQUIPMENT Scan. Order. Done. 
Debris Removal & Sprayers Details on page A1. 





* Westward’ 
Collapsible vx. 
Containers 


Polyethylene containers 
can be used for storage, 
leaf collection, or waste 
disposal. Collapse to 112"H 


x 19" dia. Padded handles g 10G167 


for comfortable carrying. ee ed Glime) 
internal support spring holds 2478s | yyesrwaro Jackson. Waddle vo. 
container open. Green color.  _33gal. 19" 32" 3VB58 i 4MREs = 
| Wheelbarrows and Accessories 












Knobby tires provide deep traction for Poly Tray Wheelbarrows—Seamless polyethylene trays 
No. maximum contact. Ribbed tires provide posi- are durable, easy to clean, and corrosionproof. All-steel 
anew tive steering on hard-packed surfaces. front tray braces, cross strips, and "H" braces provide 
Steel Tray Wheelbarrows—Drawn trays ree Steel leg stabilizers help make them tip 
are pressed from heavy-gauge steel. 4" 
large curl, ball bearing wheels, and durable ACCESSORIES 
BILLY <= chip-resistant finish for added strength. Solid Wheelbarrow Tires—Eliminate chanai 
= ging flat tires. 
GOAT.© y Include cross supports, leg brace, and fully Universal fit 6" ball bearing hub will fit any wheelbarrow. 
7 balanced to help prevent accidental tipping ; . . . 
Truck Debris Loader and spillage. Models with solid polyurethane Slime® Smart Tubes—Prefilled with a precise volume 
Ideal for picking up cans, grass clippings, leaves, litter, | tes can run over sharp metal, glass, and : rae tp ep OUP AND seas PunctuIpe: Erevelt tats 
mulch, plastic bottles, and other bulk items. Clear, flex- | Ve" nails. as 
ible i Holdi Handl Ti Ti It 
ible intake hose allows for visual inspection and quick Deserintion aa eS Ms bo Ao he a an om 


removal of hose clogs. Features a dual 4-blade impeller | steertray Wheelbarrows 


with serrated blades to shred debris for up to 12:1 earn ess zteel Tray with ange 2oli¢ Polyurethane heel : CU. IL 5 Steel F i ea ae : nob Westward zis 
. . . eamless Steel Tray with Single Pneumatic Rubber Whee cu. ft. Hardwoo nobby estwar 
waste reduction. Steel housing has a replaceable liner | —Seamless Steel Tray with Single Solid Polyurethane Wheel 6 cu. ft. Hardwood 4.00/4.00-8 Ribbed Westward 10G167 
for long life and durability. Automatic shut-off when Folded Steel Tray with Single Pneumatic Rubber Wheel : CU. iL penwood : ee a : noo by Westware 05 68 
: aes : . . cu. ft. Hardwoo nobby estwar 45 
intake hose is disconnected to help improve operator Folded Steel Tray with Dual Pneumatic Rubber Wheels 8 cu.ft. Hardwood 4.00/4.00-8 Knobby Westward 20KP46 
safety. Multiple mounting options. Poly Tray Wheelbarrows 
Single Pneumatic Rubber Wheel : CU. i pargwogr i: nee Ae : ano by westward oes 
tem ; cu. ft. Hardwoo ibbe estwar ° 
Description No. Dual Pneumatic Rubber Wheels 10 cu. fi. Hardwood ~4.00/4.00-8 Knobby Westward 2MIVU8 
Debris Loader Solid Wheelbarrow Tires 
Honda Gas Engine, 13HP, Recoil Start 5NLJ3 Polyurethane Foam — — 4.00/4.00-8 Ribbed Westward 10G169 
with 8" x 10-ft. Intake Hose Rubber Skinned Foam Rubber — — 3./5/4.00-8 Ribbed Jackson 6YC6/ 
Accessories Polyurethane Foam _ — 4.00/4.00-8 Knobby Westward 1061/0 
Swing Away Hitch for Curbside Pickup ONLJ4 Rubber Skinned Foam Rubber = = 3./9/4.00-8 Knobby True Temper 4GU60 
Tailgate Hanging Bracket Kit ' 5NLJS Slime® Smart Tubes § 
Discharge Height Extension Kit, 15%8'H oNLJ6 Ti . = _ 4 .80/4.00-8 = lime 1MRE8 
Discharge Hose Extension Kit, 5 ti. 5NLJ7 PAPUMAue INE lat erevenan = ———410/3.50-6 Slime 1MRE9 


Powered Backpack 
Sprayers solo* TurFExZ 


The ergonomic shape and thick, padded straps with hip belt keep user comfortable during large spraying 
jobs. Features wand holder and level fill markings on the tank. No. 11K167 features a padded backrest with 
antivibration system and pistol-grip handle. 








Tank Hose Item 
Description Cap. L Nozzle Type Brand No. 
Gas Powered 
2-Cycle 66.5cc Gas Powered 3 gal. 43" Adjustable Mist Solo 11K167 
Battery Powered 
20V Maintenance Free Lithium-ion Battery 4 gal. 42" Adjustable Cone, Fan Black & Decker _35HX49 
== 12V Maintenance Free Lithium-ion Battery 9 gal. 60" Flat Fan Solo Inc. 48XL86 
No. 11K167 No. 49XM97 Air Powered 
‘ Dual Stage Diaphragm Pump for Tank Agitation 4 gal. 04" Adjustable, Flat Fan TurfEx 49XM97 
Effective Piston Pump with 4-stage Pressure Regulator. 4 gal. 48" — Solo 53UE04 
Tank Hose Wand Nozzle Mfr. Item 
Cap. L Material Type Brand Model No. 
Taare 
= 3gal. 48" Polypropylene Adjustable Cone, Fan Solo 473D _ 3LGG7 
: 3 gal. 48" Polypropylene Adlustanlé wane, Fan Solo 473P _ 3LGG5 
‘ justable, Flat Fan . . 
4 gal. 50 Polypropylene and Foaming Field King 190350 16X104 
4 gal. 48" Polypropylene Cone, Fan Westward — __36N340 
4 gal. 48" Polypropylene Adjustable Cone, Fan Chapin 61500 11K008 
4 gal. 48" Plastic Adjustable Cone, Jet Chapin 60100 416P32 
4 gal. 48" Plastic Aruistabe Ot Chapin 61505 _416P42 
f justable at ; ; 
; 4gal. 50 Polypropylene Fans and Foaming Field King 190328 6FJE2 
solo: fc * ISHAPIN| 4gal. 50" Stainless Steel Me aerna Field King 190348 14U074 
“ono” 4gal. 48" Polypropylene Adjustable Cone, Fan Chapin 61800 2KDY1 
4 gal. 48" Polypropylene Adjustable Cone, Fan Chapin 64800 2TRG4 
Backpack Sprayers 4 gal 4g" Chrome, Stainless Steel Adjustable Cone Fan Chapin al 900 2TRGS 
al. : ass justable Cone, Fan apin 
Lawn/Garden models are ideal for spraying fertilizers. Nos. 3LGG7, 6FJE2, 4 7a a 49" sores Steel Adjustable Cone, Fan Chapin 63900 35HX48 
14U074, 2TRG4, and 3JEK7 can be used with wettable powders. Bleach and Bleach and Disinfectants 
P 4 gal. 48" Polypropylene Adjustable Cone Chapin 61575 11K567 


Disinfectant models can be used to help control algae, mold, and mildew. 
Sprayer accessories available on Grainger.com®. 
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Adjustable, Flat Fan, Jet 


Stream, and Hollow Cone Solo 475-B  3JEK7 


4 gal. 48" Polypropylene 





OUTDOOR EQUIPMENT 
Sprayers 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 
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No. 39E775 


Janitorial/Sanitation Sprayers 


TurFEx/ 2.8.Smith 
Insecticide and Garden Sprayers 








Ideal for use with cleaning agents. Sprayers feature poly tank, adjustable cone 
nozzle, and Viton® seals and gaskets. 





Tank Hose Wand/Nozzle Item 
Portable sprayers are ideal for smaller jobs and suitable for weed control, Bieoei Jaaitarial'Sanitation See Nozzle Type Brand No. 
pesticides, and fertilizing. No. 6KY32 includes a fogging nozzle. Nos. 3JEH7 Polyethylene Tank . . 
and 3JEH9 include 4 nozzles. Nos. 21AC29 and 21AC30 include adjustable Fats iig JaviorialiSaaitation Savavepe ee —_Ctapir_SEAS 
brass cone nozzle. No. 416P43 features an in-tank filter. Nos. 14U075 and 2 gal. 36" Polypropylene Adjustable, Foaming D.B. Smith  30HE90 
Tank Hose — Wand/Nozzle Nozzle In Tank Item Yigal. HoseNot Included Plastic «=» MCIUBIAD'® NOS Chapin © 416P34 * 
Can. id L Material Hine re al Janitorial/Sanitation Sprayers : 
nsecticide 
Polyethylene Tank ‘Yo gal. HoseNotIncluded Plastic = "“IuStaDle Foaming, Chapin 416A 
1 gal 34 in Polypropylene _ Fine Misting Yes Chapin 6KY32 Polyethylene Tank 
1%gal_ 48 in Polypropylene Adjustable, FlatSpray _Yes Solo 3JEH7 T gal. 34" Polypropylene Adjustable Cone Westward 120478 
2%gal  48in Polypropylene Adjustable, FlatSpray _—‘Yes Solo 3JEH9 1 gal. 42" Polypropylene _ Adjustable Cone Westward _12U481 
Stainless Steel Tank 1 gal. 42" Polypropylene Adjustable Chapin 2TRG8 
1%gal 48 in Brass Fan, Injector No Chapin 39E761 1 gal. 60" Polyethylene Foaming Chapin 52XH72 
Lawn and Garden 2 gal. 42" Polypropylene Adjustable Cone Westward 12U47/5 
Polyethylene Tank 2 gal. 42" Polypropylene Adjustable Chapin 2TRG9 
Hose Not 2 gal. 60" Polyethylene Foaming Chapin 92XH7/3 
Ya gal Included Wand Not Included Adjustable Yes Solo 41AA37 3 gal. 42" Polypropylene Adjustable Cone Westward 12U47/6 
Hose Nal 3 gal. 42" Polypropylene Adjustable Chapin 2TRH1 
Y gal Included Polypropylene Adjustable Cone Yes Chapin 3LGF4 abeCy : 120" Polyethylene Foaming Chapin 52XH74 
; an 
1gal___34in _ Polypropylene Adjustable Cone Yes ___Chapin__2291 12% gal. 48" Polypropylene Adjustable Cone Solo 5aUE01 { 
1 gal 34 in Polypropylene Adjustable Cone Yes Westward 12U469 12¥%a gal. 43" Polypropylene Adjustable Cone Solo 53UD99 
1 gal 42 in Brass Adjustable Cone Yes Chapin —_-.21AC29 1272 gal. 48" Polypropylene Adjustable Cone Solo 53UE03 ft 
1 gal 42 in Polypropylene Adjustable Cone Yes Westward 12U480 1% gal. 48" Polypropylene _ Adjustable Cone Solo 53UE02 
2 gal 34 in Polyethylene Adjustable Cone Yes Chapin 6PKJ5 'Y32 gal. Hose NotIncluded Polypropylene _ Adjustable Cone Solo 53UD96_ Tf 
2 gal 4? in Brass Adjustable Cone Yes Chapin 35HX46 Yo gal. Hose Not Included Polypropylene _ Adjustable Cone Solo 53UD95 
2 gal 46 in Brass Adjustable Cone Yes Westward 39D762 10 gal. Hose Not Included Polypropylene _ Adjustable Cone Solo 53UD94_ { 
5 al 48 in Pol Yes Chapin  416P43 1¥30 gal. Hose NotIncluded Polypropylene Adjustable Cone Solo 53UD93 
a Bay sri = | Taicaue per 7 F a9XN96 172 gal. Hose NotIncluded Polypropylene Adjustable Cone Solo 53UD98_ t+ 
3 eT 3A im Ph the | Ee di e ni c ll V 2 Cha zs SPKJ6 172 gal. Hose Not Included Polypropylene Adjustable Cone Solo 53UD97 
ga lu p ' yely ion Stee wane = ae * Seal/gasket material is nitrile. t Seal/gasket material is EPDM. All others are Viton®. 
3gal 36 in eae Yes Chapin  3LGE3 
3gal 42 in Brass Adjustable Cone Yes Chapin 21AC30 | AA i 
Adjustable, Flat Fan, Jet CEI WESTWARD 
4gal 48 in Polyproylené stream, and Hollow Cone __Y€S Solo SJEJ4 “=a” Wa WESTWARD 
Stainless Steel Tank No. 
2 gal 42 in Brass Adjustable Cone No Chapin 6KY39 7 Y/ ® 39D763 
2 gal 42 in Brass Adjustable cone Yes Chapin  41AA36 D.B. Smith SO Oo 
Steel Tank 7 7 
D gal ain Brass vo chap —auevs- | Gleaning/Degreasing 
3 gal 42 in Brass Adjustable Cone Yes Chapin 41AA34 
Commercial-Grade Lawn and Garden/Insecticide Cleaning/Sanitizing Sprayers 
Polyethylene Tank . 3 Sprayers are acid- and chemical-resistant. — 
2gal  50in Polypropylene «Mutable, FlatFan = yo) Smith 14U075 
ate amin ° Suitable for indoor/outdoor cleaning. 
; justable, Flat Fan 
3 gal 50 in Polypropylene ana Foaming No D.B. Smith 14U076 Tank Hose Wand/Nozzle Nozzle Item 
Professional Heavy-Duty . Cap. Material Type Brand No. 
3 gal 50 in Polypropylene Adjustable No D.B. Smith 39E775 Bengral Use Sprayers 
astic Tan 
Y gal. = Polyethylene Metering Dial Chapin 416P33 * 
Polyethylene Tank 
No 2 gal. 46" Polyethylene Adjustable Cone Westward 39D763 
3E JT3 3 gal. 46" Polyethylene Adjustable Cone Westward 39D764 
3 gal. 46" Brass, Polyethylene Adjustable Cone Westward 39D765 
. Industrial Use Sprayers 
Fire Pumps Polyethylene Tank 
1 gal. 36" Polypropylene Adjustable, Foaming D.B. Smith 30HE89 
ran rh — a ee 
prevent fires in remote locations. 3 gal 36! Bee 0.5 oom. Fan Chapin 21AC36 
Dual-cone nozzle allows change from 3 gal. 42" Polyethylene Adjustable Cone Chapin 21AC35 
traiaht stream to cone spray without Stainless Steel Tank 
, = y i a ae a 2 gal. 42" Brass Adjustable Cone Chapin 62169 
O0!S. NOI v gal. 3 gal. 42" Brass Adjustable Cone Chapin 4wa499 
Hose Item Pump Sprayers 
maadedS ; Features Tank Material Length oN an Polyethylene Tank 
added Strap and Lumbar Support olyethylene 90" 31 ose No ; 
Collapsible Tank = — = Vin 8 aNezs 64 gal. Include i Adjustable Cone Westward 12U473 
umbar Support and Carrying Handle olyethylene ; ose Not rass, 
Tank with Ventilated Backrest, Polypropylene Galvanized Steel 30" 3EJT3 % gal. Included Polypropylene Adjustable Chapin —6KY28 
Straps, and Carrying Handle Stainless Steel 30" SEJT4 * Seal/gasket material is nitrile. All others are Viton®. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1001 


OUTDOOR EQUIPMENT Scan. Order. Done. 
Sprayers Details on page Al. 
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The Way to Spray 
since 1888 No. 6HKZ2 


Concrete and Etching/ Pe 
Acid Staining Sprayers WESTWARD’ 


Concrete—Spray solutions up to 30% to 35% solids. Chemical-resistant 
models are resistant to acetone, naphtha, xylene, and toluene. 


Etching/Acid Staining—Use for staining concrete. Acid- and chemical- 
resistant seals and gaskets. 









No. 4NED9 
Tank Tank Hose Item 
Cap. Material L Wand Material Nozzle Type Brand No. 
Concrete 
3 gal Polyethylene  36in Brass Adjustable Chapin 21AC33 
Biase Y4 GPM Fan Nozzle 
3 gal Polyethylene 60in Balicronviené and Adjustable Chapin 41AA35 
YPrOpy Poly Nozzle = 
3 % gal Steel 48 in Brass Adjustable Chapin 42122 minceo 5 
Concrete with Schraeder Valve for Compressed AirHook-Up i s—( ssss—‘(|CC OC CHAPIN, 7/ 
3 gal Steel 36 in Brass = Chapin 3JEN6 cet” TurrE GY 
3 % gal Steel 48 in Brass Adjustable Chapin 6PKJ4 = = 
Concrete (Chemical Resistant) Spot, Trailer, ATV, and Skid Sprayers 
3 gal Polyethylene _48 in Brass Adjustable Chapin _21AC31 _ _ 
3 % gal _ Steel 48 in Brass Adjustable Chapin 2289 Sprayers are large enough to apply insecticides and herbicides to lawns, 
3 egal Stainless Steel 48 in Brass Adjustable Chapin __2TRG7 _ | acreages, fence rows, and ditches. Fimco sprayers are made of corrosion- 


Etching/Acid Staining , 
2gal Polyethylene 38in Polypropylene Adjustable Cone Westward 39D767 resistant poly and include a full-length drain sump and handgun nozzle. 


2gal Polyethylene 42in Polyethylene — AdjustableCone |= Chapin 21AC34 Chapin® sprayers feature chemical-resistant tanks. Nos. 416P35 to 
Deck Staining | , 416P37 include a triple filtration system that helps extend life of sprayer. 
1 gal___Polyethylene_34 in _Polypropylene Fan Chapin _2ZV80__ | No. 4NEDS is equipped with a pump kit that fits most roller pumps. Use 
with No. 3YB55, 6-roller pump, sold on page 2693. 





Tank Flow Hose Vertical Horizontal Item 
Cap. Rate PSI L Spray Spray Pump Brand _No. 
Spot Sprayers 
15 gal. 1.0 gpm oo 15 ft, Pie Zot. Fimco 4NEC5 
15 gal. 1.0 gpm 40 Toil. 18 ft. 18 ft. Chapin 416P35 
15 gal. 2.1 gpm 60 1a tt 25 Tt. oo tL, Fimco 4NEC9 
25 gal. 1.0 gpm 35 15 ft. 12 ft. 25 ft. 12V Diaphragm Fimco 4NEC6 
25 gal. 2.1 gpm 60 15 ft. 2 it, 35 ft. Fimco 4NEC8 
25 gal. 2.2 gom 70 to it. 26 ft. 30 ft: Chapin 416P36 
40 gal. 3.8 gpm 45 Zo it. 26 ft. oo iL Fimco 4NED6 
Trailer Sprayers 
No. 15 gal. 2.1 gom 60 15 ft. 15 ft. 30 ft. Fimco 4NED2 
Wow 39D766 25 gal. 2.1 gpm 60 15 ft. ne 30 ft. 450 Diaohradin Fimco 4NED3 
25 gal. 2.2gpm 70 ft.  30ft  26fft. pnrag™ Chapin 416P37 
60 gal. 3.8 gpm 45 Zoi 26 ft. oo tL Fimco 4NED8 
ATV Sprayers 


15 gal. 2.1 gpm 60 15 ft. 15 ft. 30 ft. +1 Diaghraari Fimco 36FL45 
25 gal. 2.1gpm 60 15ft. 15ft.  30ft. Demand) Fimco 36FL46 
25 gal. 3.8gpm 45 15 -ft. 26 tt. oo ff. Fimco 36FL48 
25 gal. 3.8gpm 45 15 ft. 26 ft. 35 ft. 12V Diaphragm Fimco 453F65 


, * . , 
Industrial Sprayers SY | suit Saiiers 





40 gal. 3.8gpm 45 15 fi. 26 ft. 43 ft. Fimco 8C401 
Handheld Sprayers—Rugged Water Supply Tank—For industrial 60 gal. 21 gpm 60 25 ft. 25 ft. 35 ft. _12V Diaphragm Fimco 4NEE2 
construction with brass accessories cutting tool applications. Use with | ea USS LL 
; ; 300 gal. 10.6gpm 580 SOOT. 37 ft: 49 ft. Diaphragm Fimco 4NED9 
for everyday industrial use. Wide standard garden hose. Utility Sprayer 
j j j 5gal. 1.0 gpm 35 15 ff. 12 tt. 25 ft. Fimco 4NED7 
Ae pammincasy Ceaningaig Cart Sprayer—Includes 2-wheeled 12 gal. 1.0gpm 60 Bit.  10ft.  15ft. 12V Diaphragm TurfEx 16V882 
g. cart with handle. 12 gal. 1.0 gpm 60 8 ft. 10 ft. 15 ft. TurfEx 16V883 
Three-Point Hitch Sprayers 
Tank Tank Hose Wand/Nozzle Nozzle Item 40 gal. 2.1 gpm 60 25 ft. 25 ft. 35 ft. 12V Diaphragm Fimco 6HNG6 
Cap. Material L Material Type Brand No. 55 gal. — — 20 i. oo IL: 48 ft. Not Included Fimco 4NED5 
Handheld Sprayers Item 
3 gal. Polyethylene 46" Brass Adjustable Cone Westward 39D766 Description Brand No. 
3 gal. Polyethylene 36" Brass 0.5 gpm, Fan Chapin 21AC32 12V Diaphragm Pumps 
3 gal. Steel A Brass __ Adjustable Cone__ Chapin __—-22707 1.2 gpm, For Use with Nos. 4NEC5, 4NEC6, and 4NED7 Fimco 499K33 
Handheld Sprayer with Funnel Top 2.4 gpm, For Use with Nos. 4NEC9, 4NEC8, Fj 499K32 
3%gal. Steel 42" Brass  AdjustableCone Chapin 22706 4NED2, 4NED3, 4NED4, 4NED7 and 4NEE2 me 
Water Supply Tank 4.5 gpm, For Use with Nos. 4NED6, 4NED8, and 4NED1 Fimco 499K31 
3 gal. Polyethylene — — = Chapin 2TRG1 Inline Lever Pistol Grip Handguns 
Cart Sprayer 29'L, 100 psi, %" Connection, Aluminum Extension Fimco 4NEE7 
6 gal. Stainless Steel 10 ft. Brass Adjustable Cone Chapin 3XL41 19"L, 300 psi, %" Connection, Aluminum Extension Fimco 4NEE6 
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GRAINGER CHOICE’° OUTDOOR EQUIPMENT 
Find the yy. Find Solutions. Find Great Prices. Weed Torches, Liquid Fertilizer & Herbicides 
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A a LINCOLN & | — = 
vimn)unt (A=) SIEVERT. COEDS * pyaar ——— 
38N634 | —e 
Propane Weed Burner Torches aa 
Easy-to-use method for controlling weeds. Shop Torch Kit—Ideal for small 
Ideal for use around rocks, pavers, drive- jobs where a large torch is too aig. 
ways, and along fences. Can be used to melt powerful or difficult to use. spectracile Enforcer. MONSANTO g OS Mme 





snow and ice on driveways, sidewalks, and Backpack Torch Kit—Excellent H erbi ci d es an d Bas REAY 








steps. BSS GEES 
for spot weeding or where a . a 

Hand Torches and Torch Kits—Ideal for continuous full flame is not Horticultural Vinegar <> Dow Agronciences 

spot weeding and pin-point flaming where a___ required. Suitable for forest All herbicides meet EPA Standards. 

peers Hala not et Require service et farm, garden, and Grass and Weed Killer—Available in RTU and concentrated formulas. 

Sola eee lave we OIG |Palnles: : Concentrate comes in 32-0z. bottles that make up to 10 gal. of usable product. 
Description Pripanecbill Brand No Spectracide® Weed and Grass Killer is a nonselective herbicide that will kill any 

Hand Torches with 1-Ib. Cylinder Connector plant that it comes into contact with. 

36" L Self-Igniting 20,000 Bernzomatic 3DPW7 . ; 

28" L with Spark Lighter 25,000 Flame Engineering 8WU23 Vegetation Killer—Works in soil and is soil active. Use on driveways, patios, 
Mant Torch with 20-10. Cylinder Connector, oa. Bal, Uorft. Gas a Mane and sidewalks to kill a variety of vegetation. Provides visible results in 24 hours 
Torch Kit with Handle Assembly and Regulator for Disposable Propane Cylinder and prevents regrowth for up to 1 year if applied as instructed. 

13'L Handle with 4-ft. Gas Hose 20,000 Sievert 23PF37 . . 

Torch Kits with Squeeze Valve, Adjustable Pilot, and Spark Lighter Tree and Brush Killer—No. 5WXR8 kills cut stumps and stops resprouts. 

20'L Universal Handle, Mini Dragon 25,000 Flame Engineering 45RL14 Features a blue dye to let you keep track of treated stumps. No. 8MJY0 is for 

36'L Handle with 10-ft. Gas Hose 500,000 Lincoln Electric 120086 Le j i 

Ta Pond HOE Gor Hose 500-000 Fame Engineariea STRCa broad-spectrum control of brush, broadleaf weeds, and multiple woody species. 

46'L Handle with 25-ft. Gas Hose 1,000,000 Flame Engineering 8YCW3 _ Item 

90°L Handle with 25-ft. Gas Hose 2,000,000 Flame Engineering 8CTY9 Description Size Contains Brand No. 
Shop Torch Kit with 10"L Handle, Torch Stand, 10-ft. Gas Hose, Grass and Weed Killer 
Adjustable Needle Valve, and Low Pressure Regulator RTU 1.33 gal. 5 see oe uaa bromide 7 Spectracide 36WG58 

1%" Bell End 50,000 Flame Engineering 21AC89 32 30% Diquat Dibromide, 0.77%  coactracide S52LA86 
Backpack Torch Kit with 5-ft. Gas Hose, Squeeze Valve, Adjustable Pilot, and Spark Lighter 0% _Dicamba, 1.15% Fluazifop-P-Butyl_ 9P&Ctacice 

40'L 400,000 Flame Engineering ORCF3 Concentrate 1 gal. 41.0 % Glyphosate Enforcer 53YV99 
Propane Cylinder Hand Truck 5 gal. 41.0 % Glyphosate Enforcer S3YWO1 

For 20 to 40-Ib. Cylinders = GA 8D060 55 gal. 41.0 % Glyphosate Enforcer 53YWO2 

Lawn Weed Killer 
: Roundup QuikPro™, 7.50z. 73.3 % Glyphosate 2.9% Diaquat Monsanto 8MJX9 
()S Mix = Dry Concentrate 6.8 Ib. 73.3% Glyphosate 2.9% Diaquat Monsanto _ 8DMY8 
Natural Solutions for a Natural World® Horticultural Vinegar 1 gal. 20% Acetic Acid OSM 38N634 
= Weed Killer, RTU 55 gal. 20% Acetic Acid OSM _38N635 
= " ee Crabgrass Control, RTU ge os PIMeMeniiiie 28 Peetaciue 
6AHZ3 grass Control, 
Liquid Fertilizer Vegetation Killer 
: Concentrate 2.5 gal. 48.7 % Glyphosate Promax 492ZY81 
All-natural formula prolongs nutrient Tree and Brush Killer 
availability and improves soil structure. Item =e : Dow 
y p Size No. Tordon® Liquid, RTU 1 qt. Picloram AgroSciences 5WXR8 
Environmentally safe and complementary to 1 gal. 6AHZ3 Garlon® 4 Ultra ; Dow 
any sustainability program. OMRI Listed®. 5 gal. 6AHZ4 Liquid Concentrate 2.5 gal. Ticlopyr AgroSciences S¥NY0 





No. 
31NG28 
Devitt No. 
* WESTWARD’ DOWN TO EARTH PROTECTION Ite m Pkg ® 8DL86 
Size Brand No. Qty. 
ry Anchor Pins 
Landscape Fabric, Pe | ee ccuncin @ DAW itl 
= 6"x 1" Westward 31NG31 75 APPROVED = 7 down to cart pRotectION 
Plant Protection, ia | Tree Grates 
c anascape rabric 
and Weed Barrier 3x 250 ft Dewitt | AaNTA d Mat No. 12W289 
anascape rabdric, NONWOVEN o OZ. Item 
Anchor Pins—1 1-ga. steel pins can also be used on drip 2X20 71t. Westward S1NG25 1 an al S Description Size Brand No. 
ae ; 4x 300 ft. Westward SINGS2_| Increase survivability and improve 
irrigation tubing. Landscape Fabric, Nonwoven 5 oz. Tree Grates 
; ; . 6 x 250 ft. Westward 31NG23 1 growth in tree and shrub plantings. — 3 ft r : ft GA sDL66 

prunes ter pclae ideo aa en EPA MIGRUCTE BINGIB 7 All black plastic Tree Grates are SB GA BDIDA 

Nascap ene pect 1g Plant Protection Fabric lightweight and easy to install. Square Afx4ft. GA  8wo4s 
striped every 12" to aid with plant alignment. Weed eh ee He pow ELLE Center opening can be expanded ce Bit x5 ft. GA  QWJG7 
srt blocks he me een Se 10x12 ft Westward S1NG331_ | with standard saw blade. 7" #8 a 

: 00 ft. t 4 : ncut 

allowing air, water, and nutrients to reach plants ae — war free aie conccneniisticeahe u 4x4 ft Dewitt 120291 
Plant Protection—Lets through air and moisture, 3x 300 ft. Westward $1NG26 1 | stop weed growth without chemi- _siit-Cut Fen Wo 
while helping protect plants and flowers from freezing Weed Barrier, 3 oz. cals and eliminate the need for ca 3x3 ft. Dewitt 12W290 
temperatures. 6 x 300 ft. Westward 31NG24_ 1 mulch or rock cover. Black color. 4x4ft. Dewitt 12W293 
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OUTDOOR EQUIPMENT Scan. Order. Done. 
Chain Saws & Hedge Trimmers Details on page Al. 
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= No. No. = se 
Chain Saws = 4ax:150 sstess | Hedge Trimmers 
= Antivibration handles ECHO®—Feature digital ignition system, Double-sided blade offers efficient cutting. No. 
= Bar/chain and oil purge bulb, integrated choke, and side Ergonomic loop handle for improved balance. eee 
= 2-cycle access chain tensioner. Models with 
1721. See Grainger cb = ® for upgraded bar and chain for better cutting. Feature tip guard, front hand safety guard, commercial-duty gear case with 
hal A equi Hare ch ains, sharp- ; . blade guard, and i-30™ starting system for — tip guard, heavy-duty dual-stage 
pee le Makita®—Features large metal spike bar ~—_|_quicker starts. No. 44X177 has a vibration- _aiir filter, steel drive shaft, and 
and toolless chain tension adjustment. reduction system for more comfortable use. _ multiposition lubrication system. 
Bar Engine Fuel Tank Chain Mfr. Item ; 
, : Bar Engine Blade Max. Fuel Tank Mfr. Item 
cr aa Cap. Oiler Brand Model No. of pJisrlacement Type Cutting Dia. Cap. Brand Model No. 
i ‘ troke 
12 26.9c¢c Gg. 1.02. Auto/Adjustable Echo CS-2711-12 —_ 44X150 i x 7 - 
wa wanda et? 0% —Auto/Adjustable Echo CS-3507-14 44X54 co.foc _Poubie-3i¢ec 1 ae end ee we 
@ar hanaie " : : i : : 
7 21.2CC Double-Sided Pole V4 14.90z. Echo  SHC-225 44X177 
14 30.006 8.0: 02; Automatic Echo CS-310-14 44X152 : : 
CC 2-02. uto/Adjustable akita 7 <o n 
40 2cc 30 o7 Auto/Adjustable Echa CS-400-18 44X158 24 20.4CC Double-Sided ¥32 20.3 0z. Makita EN5950SH  20VG40 
18" 45.0cc 15.2 02. Auto/Adjustable Echo CS-4510-18 425W06 
50.2cc 16.4 oz. Auto/Adjustable Echo CS-490-18 52DD5/7 
59.8CC 21.8 02. Auto/Adjustable Echo CS-590-18 52DD59 No. 


90" 50.2cc 16.9 oz. Auto/Adjustable Echo CS-501P-20 52WN51 48ZE98 


59.8cc 21.807. Auto/Adjustable Echo CS-590-20  20KC05 ere DEWALT | 
24" 59.8cc 21.80z. _ Auto/Adjustable Echo CS-620P-24 52WN52 han 
ECHO® Chain Saw Case 


Fits ECHO® Saws With Up to 24°L Bar Echo 99988801211 —_44X163 Miwa =GoO 


POWER? SYSTEM 









Electric- and 


No. 423K75 


=CO Tm Battery-Powered Bs | 
. 4 6MYD1 
Electric- and Battery- Hedge Trimmers . 


ELECTRIC-POWERED 
2-handed operation switch for safety. 


Powered Chain Saws 


For chain saw chaps, see page 1721. 


See Grainger.com® for chain saws, BATTERY-POWERED 
bars, chains, sharpeners, and oll. 20V DeWalt® No. 48ZE98—Features laser-cut blades and friction clutch. 
DEWALT® EGO BATTERY-POWERED 18V LXT® No. 20KR55—Battery and charger sold separately. 
Brush hainsaws deliver th ‘ani , , sags 
ushless chainsaws deliver the A tensioning knob lets you adjust chain | 18VW X2 LXT® No. 20KR57—6-speed dial lets you match speed to application, 
performance of gas with the conve- tension with no need for tools - .; 
nience of cordless. Auto-oiling for and a 5-position rotating rear handle adjusts for comfortable vertical and angle 
me trimming. LED batter ; 
delivering smooth cuts. Tool-Free MAKITA® BATTERY-POWERED g battery gauge 
tensioning system allows for quick bar These tools have an electric brake. Milwaukee®—No. 49JU95 Hedge trimmer features slider crank mechanism 
and chain adjustments with no addi- No. 53RF95 requires (2) LXT 18V batter- | and all metal gear case. Extended distance from the bail handle to the trigger for 
tional tools required. ies (not included). greater control. Tip guard prevents damage to the blade. No. 49JU96 is bare tool 
Bar Battery Chain Mir. fem without charger and battery pack. 
L Voltage _Oiler Includes Brand Model No. Max. 
Battery-Powered Bar Battery Blade Cutting Mfr. Item 
40" 20V_ Automatic Hard Bar Cover DeWalt DCCS620B 423K75 L_ Voltage Type Dia. Includes Brand Model No. 
20V__ Automatic Battery, Charger, Hard Bar Cover DeWalt DCCS620P1 423K76 Battery-Powered 
16" 60V Automatic Bar Cover DeWalt DCCS670B 458P07 “ts 1 18V, Lithium-lon Battery, 
Bare Tool, Top-Handle 18V Double-Sided %2 Charger, Blade Cover ‘Makita ~XHUO2M1 53YK03 
u = : 3 u 
16° 56V__, Auto/ 7 Ego  CS1600 49AY39 22"  20V Double-Sided % Battery, Charger DeWalt DCHT820P1 48ZE98 
Adjustable >0V Double-Sided 34" No. 48ZE98 and DeWalt DCHT820P1/ genase 
Rear-Handle (2) Batteries DCB205 
14" 18V Automatic (2) Batteries, Charger, Guide Bar Cover Makita XCUO3PT 53RF94 24" 18V Double-Sided 34" High Demand Battery, Milwaukee 2726-21HD 49JU95 
16" 60V Automat 3.0 Ah Lithium lon Battery, = Dewalt DCCS670X1 53JH21 | apie Snalget ) 
eee Charger, Hard Bar Cover oe 18V Double-Sided %e' Blade Cover Makita XHU04Z _53RF96 
Top-Handle 204" ie Si (2) Batteries, Charger, ; 
i = ae Ante — TEE RRS (eS ERRCT VEY 18V Double-Sided %e Blade Cover Makita XHUO4PT 53RF92 
18V__ Automatic Guide Bar Cover Makita XCU03Z 53RF95 Bare Toa SGubIeSSa Sawai OCUT506 ESTES? 
14" Auto/ 56V, 2.0Ah Lithium-lon Battery, Ouble-Sided 4" = eWa 
56V Adjustable Charger, Chain Sheath Ego CS1401 — 38ZE08 22" ~~ Double-Sided 6" = Makita XHUO2Z 20KR55 
i Auto/ 56V, 5.0Ah Lithium-lon Battery, 24" 18V Double-Sided %' — Milwaukee 2726-20 49JU96 
16 56V Adjustable Charger, Chain Sheath Ego CS1604 — 49AY40 Bare Tool, (2) Battery and Charger, Sold Separately 
Corded Electric-Powered 25%" — _ Double-Sided %e' _— Makita XHU04Z 20KR57 
Rear-Handle Corded Electric-Powered, 120VAC, 4.8Ah 
14" — Automatic Chain, Bar, Bar Cover Makita UC3551A 6MYC9 Bare Tool 
16° — Automatic Chain, Bar, Bar Cover Makita UC4051A 6MYDO 22° —  Double-Sided 1%" — Makita UH5570 6MYD1 
24" 56V_ Single-Sided 3%" — Ego HT2400 453F07 
Mfr. Item Mfr. Item - . 

Description Model No. Description Model No. 29 —__Double-Sided__% — Makita _UH6570__ 6MYD2 
Dewalt Accessories Makita® Accessories sacadiai aenci 0 esciii gc vem 
40V MAX™ Series Li- LXT® Series 18V escription ode 0. escription ode 0. 
lon Battery, 40V, 6.0Ah DCB406 40CA30 Li-lon Battery BL1830B 4NNN2 Makita® Accessories DeWalt® Accessories 
40V MAX™ Series 18V LXT® Battery, ’ LXT® Series 18V 40V, 4.0Ah Battery DCB404 40CA29 
Battery Charger DCB116 52JL96 Pkg, of 2 BL1830B-2 6CFC2 Ui ton Battery BL1830B 4NNN2 40V Charger DCHIid 40CAg1 
XR™ Series Li-lon 18V LXT® Battery attery, : XR™ Series Li-lon 
Battery, 40V, 7.5Ah DCB407 48ZE86 Charger DC18RC 4NNN4 Pkg. of 2 BL1830B-2 6CFC2 Battery, 40V, 7.5An DCB407 48ZE86 
EGO Power Plus Accessories 36V LXT® Battery BL3626 14F063 se LXT® Battery DC18RC 4NNN4 40V MAX™ Series DCBI16 52JL.96 
Power+ Series, 56V, BA1400T 54YP21 arger Battery Charger 
2.9Ah Li-lon Battery 36V LXT® Battery BL3626 14F063 EGO Power Plus Accessories 
14" Chain Saw Power+ Series, 56V, 

Replacement Bar AG1400  38ZE19 2.9Ah Li-lon Battery BAI400T S4¥P21 
Rapid Charger CH5500 38ZE14 Charger CH2100 38ZE12 
Charger CH2100 38ZE12 Rapid Charger CH5500 38ZE14 
1004 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° OUTDOOR EQUIPMENT 
Find the wt. Find Solutions. Find Great Prices. Pruners 
= No. 45A331 
Gas Powered Pruners _ Bar Overall _ Engine Mfr. Item 
Both models feature side-access chain tensioner and easy-to-grasp ergonomic Gas-Powered hee L__Displacement__Model No. 
handles with rubber over-mold for added comfort and handling. No. 454331 features “Fixed Shaft 10" 93" 212206 PPF-225 _ 45A331 
7.6 fl. oz. oil reservoir with easy-fill opening, rubber left and right handle grips, and piescoping Shaft 2-183 _29.4¢¢ PrT-2620__#20W08 
shoulder strap. No. 425W08 has a large 20.6 fl. oz. fuel tank for extended run time. 3-ft. Length for Use with No. 45A331,_— — — — 99946400011 45A337 
* ; 
No. 492429 
° 
FISKARS* 
4) a 
CORONR, YAMESON 
SEASON AFTER SEASON wy, 
Tree Pruners Cutting Mfr. Item 
Tea P Description Cap. Brand Model No. 
ree Pruners 
Ideal for clearing away tree branches IN “Single Telescoping Pole 
the path of CATV aerial lines and in tele- — 11-ft. Pole, 15" Saw, 2%" Lopper Blade with Adjustable Grip Rope Handle, and Slide Lock 2" Westward — 5TFNG 
en sind 12-ft. Pole, 12" Saw, 1" Lopper, Double Lock Extension 1" Fiskars 393951-1001 492427 
communication applications. 13-ft. Pole. 15" Saw, 1% Lopper and Slide Lock TH" Westward  — BTFN2 
14-ft. Pole, 13" Razor Saw, 1%" Lopper , Twist and Lock Extension 1%" Corona TP68/0 —_ 8NEK2 
14-ft. Pole, 15" Saw, 1%" Lopper, Double Lock Extension 1%" Fiskars _393981-1003 492428 
16-ft. Pole, 15" Saw, 14" Lopper, Double Lock Extension 1%" Fiskars 394631-1001 492429 
Multiple Poles 
(1) 6-ft. Extension Pole, and (1) 6-ft. Base Pole, 13" Tri-Cut Saw, 1%" Lopper, Fixed Pulley Side-Cut Pruner 1%" Jameson FG-6PKG-1 5KRE/ 
(2) 6-ft. Extension Poles, (1) 6-ft. Base Pole, 1%" Lopper, Fixed Pulley Side-Cut Pruner, Adapter 1%" Jameson FG-14K 5SKRE8 
(2) 6-ft. Extension Poles, (1) 6-ft. Base Pole, 13° Saw, 114" Lopper, Double Pulley Side-Cut Pruner, Adapter 1%" Jameson BL-6PKG-6-PR 20KP53 
Pruning Components 
Pole Saw Heads 
Pole Saw Head (Center Blade Mount) with Mounting Pin and Adapter — Jameson Po-3FP 5KRFO 
Pole Saw Head (No. 5KRFO) with 13° Tri-Cut Saw Blade (No. 9MYHO) — Jameson _PS-3FPS1 _ 9FEX6 
Pole Saw Head, 16" Saw Blade, 1" Lopper 1" Jameson _PH-11-PKG_ _9JGZ3 
Tri-Cut Saw Blades 
13” Tri-Cut Saw Blade — Jameson _SB-13TE _9MYHO 
13” Tri-Cut Blade with Gullets — ___ Jameson SB-13TE-GUL_ 16X107 
13” Tri-Cut Blade with Hook — Jameson  SB-13TE-H 16X106 
16” Tri-Cut Saw Blade — Jameson _SB-16TE _5KRF1 
16° Mammoth Tri-Cut Saw Blade — Jameson _ SB-16TE-W_ 16X105 
Extension Pole 
6-ft. Fiberglass Hollow Core Extension Pole — ___ Jameson FG-6 5KRE9 
Pruning Head and Pole 
No. 5KRE8 Side-Cut Pruner (1%" Lopper) with Fixed Pulley, Adapter, and Rope 1%" Jameson PH-14-PKG__8F385 
Fiberglass Telescoping Pole with Female Ferrule, Adjusts / to 14 ft. —__Jameson TP-14F 9R636 








> * westward 
FISKARS’ [STANLEY 


Pruners 


Titanium Bonded® Nonstick and Titanium 
Nitride coatings improve blade strength 
and help blades stay sharper longer; 
Titanium Bonded® and Nonstick coat- 

ings also improve corrosion resistance. 
Stainless steel blades are inherently corro- 
sion resistant. 


Bypass and Anvil—Bypass models have 
curved blades to allow clean cutting, and 
can cut near the trunk without crushing 
plant tissue. No. 468F45 FATMAX® has a 
grip hook for maximum cutting power on 
large limbs. Features ergonomic nonslip 
rubber grips for comfort and curved 
handles to increase leverage. TiCN-coated 
blades will cut through 1” of live growth 
with minimal effort. Anvil pruners are 
excellent for cutting woody stems or 
deadwood. 


Flower and Trimming—Flower pruners 
have pointed blades that can easily 
maneuver the tight spaces between flower 
stems. Trimming models are specially 
designed for harvesting fruit and pruning 
flowers. 


2-Pc. Cutter Sets—Include bypass 
pruner and flower pruner. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


CORONR. 


SEASON AFTER SEASON 








No. 429U37 


i 


No. 429U24 
Cutting Blade Blade 
Cap. Material Coating 
Bypass Pruners 
. Nonstick, 
. Stainless Steel Anitinicrouial 
Stainless Steel — 
Stainless Steel — 
5/5" Steel Titanium Nitride 
Steel Nonstick 
V4" Steel — 
Steel Low-Friction 
" Steel — 
Steel = 
Steel — 
Anvil Pruners 
Nonstick, 
yp _ Stainless Steel antimicrobial 
Stainless Steel — 
Steel Nonstick 
5" Steel — 
Steel Nonstick 
Flower Pruners 
V4" Stainless Steel — 
yp" Stainless Steel — 
¥z" Stainless Steel — 
Garden Snip 
yp" Stainless Steel — 
Trimming Pruners 
2" Steel Nonstick 


2-Pc. Cutter Sets 


YA" Stainless Steel 
YA" Stainless Steel 





No. 5TFNO 


No. 49U740 
Handle 

Material Grip Type 
ABS Thermoplastic/TPR Ergonomic 
ABS Thermoplastic/TPR — Ergonomic 
ABS Thermoplastic/TPR — Ergonomic 
Polypropylene Ergonomic 
Steel Cushioned 

Vinyl Coated Steel Nonslip 
Aluminum Ergonomic 
Vinyl Coated Aluminum —_ Ergonomic 
Vinyl Coated Steel Ergonomic 
Steel Ergonomic 
ABS Thermoplastic/TPR = Ergonomic 
ABS Thermoplastic/TPR Ergonomic 
Steel Cushioned 

Steel Nonslip 
Aluminum Ergonomic 
ABS Thermoplastic/TPR Ergonomic 
ABS Thermoplastic/TPR — Ergonomic 

Vinyl Coated Steel Nonslip 
ABS Thermoplastic/TPR — Ergonomic 
Polypropylene Ergonomic 
ABS Thermoplastic/TPR Ergonomic 
ABS Thermoplastic/TPR — Ergonomic 





Overall 
L 


8" 


3" 
10%%64" 
3" 

BY 
8 YA" 
3" 
BY," 
84" 
934" 


8" 


8" 
194 


8" 
821/30" 
8" 
73%" 
Q2%4" 
838" 


7%", 6 
70", V3" 





No. 


os a a 





16X037 






No. 429U33 
Mfr. Item 
Brand Model No. 
Clauss 19574 429U23 
Clauss 19567 429U37 
Clauss 19564 429U34 
Westward — 5TFP2 
Westward — 5TFNO 
Corona BP3160 8D571 
Fiskars 398393-1001  16X037 
Corona BP6250 8YZ58 
Corona BP 3180D 8Y095 
STANLEY BDS6036 468F45 
Clauss 19575 429U24 
Clauss 19568 429U38 
Westward — 5TFN3 
Fiskars 91105935) 39FV59 
Westward — 2ZB48 
Clauss 19565 429U35 
Clauss 19566 429U36 
Corona AG 4930SS  49U740 
Clauss 19563 429U33 
Westward — 5TFPO 
Clauss 19569 429U39 
Clauss 19570 429U40 
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OUTDOOR EQUIPMENT 
Loppers, Shears & Hand Saws 


Scan. Order. Done. 
Details on page A1. 





No. 


S 
No. &> 
21EJ14 = — _ 429U21 
nS —<— 2 =< 
No. ae ST 
2RDN2 — a 
35ZD43 


CORONA. 


Loppers FISKARS* \ 


Bypass design is ideal for cutting 
green, living growth; anvil blade design 
cuts dry, dead growth. 





Stainless steel is 3 times harder 

than untreated stainless. Blades stay 
sharper longer. Telescopic Lopper 
No. 429U21 extends from 19" to 24". 


Anvil Loppers—Have nonslip grips 
and telescopic aluminum handles. 
Gear mechanism on No. 2RDN2 helps 
reduce cutting effort. 


Bypass—Longer handles with force- 
multiplying mechanism. Titanium 
carbo-nitride (TICN) coating on 

Nos. 468F46, 425R87, and 425R86 
allow blades to retain sharpness. 
SyncDrive® technology adds more 


® — 
Cutting force than nongeared loppers. pomertear” Papper veal 0nper 


gives you up to 3 times more leverage 
than traditional loppers. Low-friction, 
rust-resistant coating prevents sap and 
debris buildup on blade. Ergonomic 


Compound Lever Bypass—Lever 
mechanism helps reduce cutting effort. 


Antimicrobial Bypass—Titanium 







blades resist corrosion and adhesives. handles. 
Cutting Blade Handle Overall Item 
Cap. Material Material L Brand No. 
Bypass Loppers 
1%" Forged Steel Steel 32. STANLEY 468F46 
1%" Forged Steel Aluminum Zo STANLEY 425R87 
ie Forged Steel Hardwood 26" Corona 21EJ14 
1%" Nonstick Steel Wood Zi" Westward 2ZB47 
120" High-Carbon Steel Aluminum 27" to 40%e Westward 2RDL9 
2" Forged Steel Aluminum 31" STANLEY 425R86 
244" Forged Steel Aluminum 26" Corona 38A101 
244" Forged Steel Aluminum of Corona 38A102 
Compound Lever Bypass Loppers 
134" Nonstick Steel Steel 25" to 37" Fiskars 10F483 
Antimicrobial Bypass Loppers 
2" Titanium ABS/TPR 30" Clauss 429U20 
Antimicrobial Telescopic Bypass Loppers 
‘ Titanium ABS/TPR 19" Clauss 429U21 
Anvil Loppers 
12%0" High-Carbon Steel Aluminum 27" to 40%e Westward 2RDL8 
2" High-Carbon Steel Aluminum 28" to 41%6 Westward 2RDN2 
PowerGear® Bypass Lopper 
Zz Hardened Steel Aluminum 32" Fiskars 35ZD43 
No. 5UJF2 
No. 
ORDL4 No. 429U25 


*wesrwarp STARLEY) = 1S ARS’ 


pn nf | ws 
JAMESON CoRONR. ¢ Gauss" 
Hand Saws SEASON AFTER SEASON — 


Bow Saws—Westward® saws have a lightweight tubular steel frame with 
safety tension lever. Stanley® FATMAX® Bow Saw has a high-tension control 
knob, durable knuckle guard, and comfort molded grip. 24" removable blade. 


Pruning Hand Saws—Blades fold or slide out of the way. Triple-edge teeth cut 
quickly. Titanium Bonded® blades on Nos. 429U25 and 429U26 resist corrosion 
and adhesives and stainless steel is 3 times harder than untreated stainless. 


Tri-Cut Saws—Hard chrome-plated tri-edge blades provide a cleaner cut than 
a single blade. Impulse-hardened teeth. An index finger stop provides additional 


safety. 
1006 GRAINGER. 









No. 2ZB49 





No. 21EJ13 


* WesnwarD’ 
FISKARS’ 


HEDGE SHEARS 


3-Pt. Compound Cutting Action— 
Increases leverage. Bumper pads 
protect hands. 


Dial-a-Cut—Wavy-blade shears cut 
easily. Adjustment knob for harder or 
softer cuts. 


Power-Lever®—Self-sharpening, 
serrated blade. Handle adjusts from 
25° 10.33 Lb, 


Power-Gear®—Have 2 gears to aid 
cutting force, reduce cutting effort, 
and provide leverage through the cut. 


Antimicrobial Handles—Titanium 
Bonded® shears are harder than 
untreated stainless, so blades stay 
sharper longer. 


Blade Blade 
Description Size Material 
Hedge Shears 
3-pt. Compound 40" Polished 
Cutting Action Steel 
Dial-a-Cut i Steel 
Power-Lever® 10". —- Hardened 
Power-Gear® 10" . Steel 
ne i itanium 
Antimicrobial Handles 8 Bonded® 
Heat-Treated Blades 8%" Forged Steel 
Garden Shears 
Yellow Antimicrobial 3" 
Handles Titanium 
Green Antimicrobial 3" Bonded® 
Handles, Includes Sheath 
Sharpener 
Manual, Pocket Size y4" Carbine 


a A 
CVO VT WW 


Blade Blade 
Description Size Material 

Bow Saws 
Bow Saw 21° Steel 
Replacement Blade i 
ForNo.2RDL4. 2! Steel 
pow Saw Bid 30" Steel 

eplacement Blade : 
ForNo.2RDL6 22 Steel 
FATMAX® Bow Saw 24" High Carbon Steel 


Pruning Hand Saws 
Retractable w/ 


Carabiner Clip 10" — Stainless Steel 
Folding oh Steel 

Folding g" Steel 

Folding (6 Steel 

Curved 13" Tempered Steel 
Curved 14" Titanium Bonded® 
Folding 7 _ Titanium Bonded® 
Tri-Cut Saws 

Tri-Cut Saw ig: Steel Ru 
Leather Sheath 43" _ 

For No. 5KRF2 

Tri-Cut Saw 16° Steel Ru 
Leather Sheath 16" _ 


For No. SKRF3 


Find even MORE on Grainger.com® 


Hedge and Garden Shears 
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No. 429U41 


CORONER. 


SEASON AFTER SEASON 


Heat-Treated Blades—Straight 
edge with limb notch shears feature 
comfortable nonslip grip. Blades can 
be resharpened. 


GARDEN SHEARS 


Titanium Bonded® resist corrosion 
and adhesives. Nonstick Titanium 
No. 429U32 resists tape, glue, hook- 
and-loop, and sap. Micro ceramic 
coating will not wear off—up to 
100,000 cuts. 


SHARPENER 

Sharpens straight edge tools, such 
as hedge shears, anvil loppers, and 
pruners. 


Handle Overall Item 
Material L Brand No. 
Aluminum w/ " 
Rubber Grip 24 Westward 51TFN4 
Wood w/ i 

Cush oned Grip 23' Westward 2ZB49 

teel w, : ; 

Cushioned Grip 30 Fiskars 5UJFO 
Aluminum 232 Fiskars 35ZD42 
ABS/TPR 26" Clauss 429U22 
Hardwood 21° Corona 21EJ13 

8A" Clauss 429U32 

ABS/TPR 
Clauss 429U41 
Plastic a Corona 21EJ15 
se telindiad sebbbi 

No. 5KRF2 i 

Handle Overall Item 

Material L Brand No. 
Steel 2374 Westward 2RDL4 

— 21" Westward 2RDL5 

Steel 32%, Westward 2RDL6 

— 30" Westward 2RDL7 
Polypropylene 24" STANLEY 468F47 
Fiberglass 20" Fiskars SUJF2 
Metal w/Rubber Grip 17/2 Jameson SKRF/ 
Plastic 17¥2" Westward 2RDN1 
Resin 21% Fiskars 35ZD44 
Co-Molded Plastic 13° Corona 9XYV3 
a 21*%4 Clauss 429U25 


— 15%" Clauss 429U26 


OKRF2Z 
SKRF4 
OKRF3 
SKRFS 


Jameson 
Jameson 
Jameson 
Jameson 


bber w/Ergonomic Grip 18/2 
2012" 
bber w/Ergonomic Grip 21%" 
224," 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


OUTDOOR EQUIPMENT 
Forestry Tools 





No. 
34FW26 








No. 
45TP37 






No. 20C889 








Forestry Tools 


Pike Poles—Designed for timber handling in and around 
water. 


Skidding Tongs—ldeal for skidding and dragging opera- 
tions. Opens to 25". 1.25"-dia. steel tongs stay sharp for a 
long time. Powder-coated finish. 


Mini Log Grapple—Easy-to-assemble grapple with 12 teeth 
grabs hold of logs for skidding and lifting. Powder-coated 
finish provides durability. 3000 Ib. capacity. 


Overall Handle Handle Mfr. Item 
Material Design Brand Model No. 
Pike Poles with Straight Hook 
3 ft. D 36103 485045 
4 ft. D 36104 485046 
u : ine 
utt 
i0ft, Fiberglass —pirtt Nupla 36501485062 
12 Tt Butt 36502 485C63 
14 tt. Butt 36503 485064 
16 ft. Butt 36504 34FW26 
Pike Pole Replacement Handle 
6 tt. Fiberglass Butt Nupla 36306 485058 
Skidding Tongs 
Log Size 25" 
— Steel — Timber Tuff TMW-03 8M963 
Mini Log Grapple 
Log Size 2" to 22" 
2.2 tL Steel — Timber Tuff TMW-54 = 45TP37 
Axes 
Pulaski Axe 
36" Hickory — Westward _20C889 20C889 
Michigan Axe 
36" Hickory _ Westward _20C890 20C890 


Brush Removal Tools 






COUNCIL TOOL 
Bung ols -BulngTrs. nce 186 


FISKARS* <ana> 


Brush Clearing Tools 


Brush Axe has a thick, drop-forged blade 
and nonstick coating. Insert-molded design 
prevents blade from loosening. Machete 
Axe body slices grass and vines while the 
hook is used for power chopping grass and 
palms. The head can be used for quick, 
controlled chopping. The end of the axe 

is used for push cutting and chiseling. 
Double-Edge Bush Hook is for clearing 
brush, weeds, tough vines, and under- 
growth. Carbon steel blade has both edges 
sharpened. Clearing Hook allows controlled 
cutting for medium brush, woody stems, 
small branches, and hard fibrous plants. 
The hook/tip provides heavy-duty pulling 
motion for removing suckers, clearing 
vines. Coarse saw edge for precision 
cutting. Use Ditch Bank Blade for clearing 
undergrowth. Carbon steel blade has both 
edges sharpened. Clearing Hatchet works 
on light/medium branches. Hook is for 
light-duty pull cutting. 





FISKARS’ 
* WisTWwaRD’ 
(GERBER 


Machetes and 
Hawkhbill Knife 


Fiskars® Machete No. 45HE08 is for 
grass, soft fibrous plants, light brush, 
perennials, and small roots. The hook/ 
tip is for dividing plants, clump cutting 
(pulling motion), and digging small roots 
and weeds. Serration for precision cutting 
of grass. No. 45HE11 is for large dense 
areas of lighter weight material. Blade 
tip chops grass, palms, and branches. 
Westward® models have a steel blade 
with a powder-coated paint finish, resis- 
tant to rust and abrasion. Hawkbill Knife 
has carbon steel blade and ergonomic 
plastic handle. 





1s No. 16X040 


No. 4HGC4 


Cs 


No. 9U091 





Cutting Overall Item 
Description Edge L L Brand No. 
Brush Axe 2. g" _ Fiskars 16X040 
Machete Axe 13° 29" _ Fiskars 45HE12 
Double-Edge Bush Hook _12" 46" _Nupla__4HGC4 
Clearing Hook = 18" Fiskars 45HEO9 
Ditch Bank Blade 16" 40" COUN guogt 
ugieuy Peng ating aichet ___o_18_Tiskars “ste 10 _ Hatchet g" 18" Fiskars 45HE10 
No. 45HE08 <= 





paren Sid 45HE11 








No. 31MJ56 
No. 31MJ55 
Cutting Overall Item 
Edge L L Brand No. 
Machetes 
: Fiskars 45HEO8 
10%" i Wa Westward 31MJ57 
11° 194%4" Gerber 446G09 
13 %4" 17%6 Gerber 446610 
15: 26. Fiskars 45HE11 
16% 20. Westward 31MJ56 
19" 21 V4" Westward 31MJ58 
Hawkbill Knife 
Westward 31MJ55 


Brush Pullers—Easily clear brush with gripping teeth and strong, wide opening 
jaws that will not slip when engaged. 


Shrub and Glump Pullers—Feature triple chain system with no-slip gripping 
links that act as a choker to remove large shrubs, clumps of brush, and small trees. 


Root Cutter—Hardened serrated-edge blade and slide hammer cut easily through 
soil, removing roots without ripping up landscape. Slices roots up to 12" deep. 





Mfr. Item 

For Use On For Use With Model No. 
Brush Pullers 
Yo" to 3" Brush or Stumps AIVs/UTVs BG-01 9GMU4 
Yo" to. 4" Brush or Stumps ee BG-08  8YLD1 
1%" to 5" Brush or Stumps Tractors up to 40 HP BG-11 SEMZO 
2" to 6" Brush or Stumps Large Tractors & Trucks BG-20 9YF70 
Shrub and Clump Pullers 
Shrubs/Clumps to 1% ft. Dia. AIVs/UTVs BG-16 82253 
Shrubs/Clumps to 1% ft. Dia. AIVs/UTVs BG-19 9YF69 
Shrubs/Clumps to 1% ft. Dia. AIVs/UTVs BG-24 52RW6/ 
Root Cutter — 
Unwanted Roots By Hand BG-18 8YG78 No. 9GMU4 
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OUTDOOR EQUIPMENT 
Garden Tools, Tillers, Diggers & Augers 


scan. Order. Done. |= Fy 
Details on page Al. 





= =e 
a : 
No. 415M70 


Garden Hand Tools _ — 
Ames® tools feature heavy-duty ’ 
stainless steel blades and an —— 
ergonomic handle design. They 
offer soft gel-grip inserts for 
comfortable all-day use. Clauss® 
tools have corrosion-resistant 
steel blades. Trowel and trans- 
planter have straight handle. Bulb 





AMES 


EST. 1774 ® 


No. 415M71 





No. 415M72 





digger has D-handle. No. 429U31 

Blade Handle Item 

Description L Material Brand No. 
Trowel oy" Polyethylene Ames 415M70 
Trowel 84" ABS/TPR Clauss 429U27 
Transplanter i Polyethylene Ames 415M71 
Transplanter 7¥4' ABS/TPR Clauss 429U29 
Cultivator 32 Polyethylene Ames 415M7/2 
Bulb Digger Aya ABS/TPR Clauss 429U31 






(ECHO 


No. 6FWJO 






No. 44X219 


MUECHE 


SOUTHLAND’ 


Gas-Powered Tillers 
and Cultivators 


Tiller/Cultivator—Features reversible, hardened-steel tines that provide a 
smooth tilling action. Worm gear-type transmission provides high torque and 
high tine rpm. Throttle control and water-resistant stop switch are easy for 
operator to reach. 


Cultivator—Lightweight mini cultivator features 2 rear, 7" plastic wheels and a 
3-pc. folding handle. 


Rear Tine Tiller—Features forward and reverse gear drive. Includes 13" solid 
rubber tires and foldable, pistol grip handles. Fuel system oil mix to gasoline is 
not required. 


Tilling Tine Working Item 
Description D L W Brand No. 
Tiller/Cultivator 
Two-Cycle 21.2cc Engine 10" 4" g" Echo 44X219 
Cultivator 
Two-Cycle 43cc Engine D 8" 6"to 10" Southland 6FWJO 
Rear Tine Tiller 
4-Stroke 212cc OHV Engine 10" 11° 13° Southland _494P 16 
1008 GRAINGER. 
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Find even MORE on Grainger.com® 


1 pe Ej 
MIDWEST Cece. 


Manual Post 
Hole Diggers 


For digging into hard, heavy gravel 
soils. No. 49DG94 has a safety green, 
premium fiberglass handle with comfort 
grip and 3M® retroreflective tape. 

The 11-ga. blades are hardened and 
sharpened. 


Distance 
Handle Between Mfr. Item 
L  BladeTips Brand Model No. 
Hardwood Handle 
48" 5 Westward — 1WG29 
Fiberglass Handle 
48" 6Y%" Westward — 2MVT4 





Seymour 
3MD47 ss 48' 6Y" Midwest 49753GRA 49DG94 





Structron 
48" 6Y" Nupla 79548 3MD47 
No. 72 6Y" Nupla 69562 5GVA1 
1WG29 No. Nonconductive Fiberglass Handle 
49DG94 48" 61" Nupla 76548  4GFF3 


MUECHE 


Gas-Powered Bulb Planting = 
Drill and Pot Auger | 


Cordless drill has an all-position 
diaphragm with purge pump carbure- 
tor, for heavy-duty performance at 
any-angle. Keyed chuck holds drill 
shanks up to 2". Electronic ignition 
provides quick, easy starts. Reversible. 











No. 
52DD78 


Mfr. Item 

Description Model No. 
2-Cycle 25.4cc Engine Drill EDR-260 52DD/8 
7 X 16° Gal. Pot Auger 99944900070 31ER/9 


No. 44Y641 


MMEGHE 
Gas-Powered Earth/Ice Auger 


Ideal for most earth, snow, and ice drilling operations and is 
suitable for a variety of auger diameters. 30.2:1 gear ratio 
allows for fast cutting speeds. Frame assembly and heavy-duty 
handle help reduce vibration for greater operator comfort and 





allows for 2-person operation. es ore 
Max. Drilling Mfr. Item 
Description Torque Model No. 


Gas-Powered Earth/Ice Auger 


Two-Cycle 42./cc Engine with Variable Throttle Control 48.97 ft/lb EA-410 44Y641 
Earth/Ice Auger Bits 

4" dia. with Point, 36°L 99944900170 44Y644 
6" dia. with Point and Spring, 34°L 99944900180  44Y645 
8" dia. with Point and Spring, 34°L 99944900190  44Y646 
10" dia. with Point and Spring, 34°L 99944900200  44Y647 
Dual-Blade Ice Auger Bits 

8" dia. x 40"L 99944900280 44Y656 
10" dia. x 40°L 99944900290  44Y657 
Replacement Auger Point Bits 

2" Earth Auger Point 99944900270 44Y654 
Ice Auger Point 99944900275  44Y659 
Extension Shafts and Adapter 

Ye" dia. x 12'L Extension Shaft 99944900220 44Y649 
Ye’ dia. x 18'L Extension Shaft 99944900210 44Y648 
Ys’ dia. to 1" dia. Earth Auger Adapter with Spring 99944900335 44Y660 
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GRAINGER CHOICE* OUTDOOR EQUIPMENT 
Find the we. Find Solutions. Find Great Prices. Utility Tools 
No. 
54DH93 No. No. . No. 
No. 38ZD98 2UE98 |) 1MDW6 






54DH91 


wg KUSHLAN 
La we 


Plate Compactors and Tamping Ram 


PLATE COMPACTORS base plate resists wear. Centrally 


Heavy-duty shock mounting helps located lifting bar and dolly wheels 
reduce vibration to upper engine ease transport. Wraparound cage helps 
handle. Sealed belt cover helps keep _ protect plate from damage. Use to 
out sand and soil, and open plate is compact asphalt, gravel, and mixed 
self-cleaning. materials. 

TAMPING RAM 


Features heavy-duty roll cage and 
heavy-duty throttle cable. Includes 
removable dolly wheels for easier 
mobility. Utilizes lean carburetor 
settings and additional measures 
to reduce the emissions of carbon 
monoxide, oxides of nitrogen and 
hydrocarbons which are produced in 
the combustion process. 
Plate Mfr. Item 

Description Size Force Vibration W  L Weight Model No. 
Plate Compactors 
Single Direction with 
Loncin Engine 
Reversible with Honda 


GX270 Engine 
Tamping Ram 


Loncin Engine 


Single Direction—Plate compactor 
has water tank, sprayer, and collaps- 
ible handle. High-powered engine with 
low fuel consumption. Fluid tank and 
dolly wheels are removable for easier 
movement. 


Reversible Plate—Forward and 
reverse gears allow greater mobility in 
trench work. Heavy-gauge cast-steel 


18" x 23%" 2300 Ib. 3600 VPM 20" 39" 180 lb. KPC160-L-W 54DH93 
vei 2500 1b. 4300 VPM 21 48" 275 1b. KPRC160 6LCW4 


350 to 


11"x 13" 4000 Ib. 700 VPM 20" 24" 275 |b. KRM160-L 54DH91 






No. 31MJ70 No. 31MJ73 


*(WistwaRD’ 
Operating Wrenches 
and Meter Keys 


Heavy-duty steel construction with T-bar handle for maximum turning 
leverage. Use to reach underground valves. Powder-coated for corrosion 
resistance. Nos. 31MJ69 and 31MJ70 are multifunction wrenches with 
3 keys stored on the wrench (held in place with spring-steel snap pins) 
eliminating the need for 3 different tools. 


Item 

Description No. 
Operating Wrenches 
2%" Square Key with 60" T-bar Handle 31MJ68 
2%" Square Key, 1" Valve Key, and 1" Meter Key with 3-ft. to 5-ft. T-bar Handle 31MJ69 
2%" Square Key, 1" Valve Key, and 1" Meter Key with 5-ft. to 9-ft. T-bar Handle 31MJ70 
Meter Keys 
Ya" dia. Shaft and %4"W Groove and 32" I-bar Handle 31MJ72 
Ya" dia. Shaft and %4"W Groove and 60" I-bar Handle 31MJ73 


Sign in to Grainger.com® to see YOUR Pricing and MORE 











Tampers 


Sturdy cast-steel heads 
handle heavy-duty leveling 
and compacting of dirt, gravel, 
and asphalt. 











Handle Handle Handle Mfr. Item 
Type L Material Model Brand No. 
8" Plate 
Straight 42" Wood 11334GR True Temper _ 6HFZ7 
Tube with Rubber Grip 43" Steel — Westward _ 38ZD98 
Straight with Butt Grip 48" Fiberglass 69829 Nupla 2UE98 
10" Plate 
Straight 42" Wood 1142500 True Temper _1MDW6 
Tube with Rubber Grip 43" Steel — Westward _38ZD97 
Straight with Butt Grip 48" Fiberglass 69831 Nupla 2UE99 
No. 
S8LXK9 
CORONR. 
Soil Probes 
Use to locate buried conduit 
and pipe. Feature a metal tip 
to help protect the fiberglass 
shaft. Nonconductive models 
are shock resistant. 
Item 
Description Brand No. 
4-it. T-Bar Handle Nupla 3MD49 
4-ft. T-Bar Handle, Nonconductive Nupla 4GFF5 
4-it. Fiberglass Probe with Replaceable Metal Tip Corona 8LXK9 
4-ft. Steel Probe with Grip Corona 8XRR2 
o-ft. T-Bar Handle, Nonconductive Nupla 4GFF6 


a 
JAMESON 
bw 


Telescoping Measuring Pole 


Lightweight, nonconductive fiberglass pole allows one 
person to accurately measure height clearances and 
horizontal distances for bridges, overhead lines, and 
in telephone and railroad applications. Has eye-level 
measurement reading window with English scale. 
Includes removable hook and carrying bag. 


Mfr. Item 
Description Model No. 
25-ft. Overall Length, 58" Retracted Length TP-125N 10F481 





OUTDOOR EQUIPMENT Scan. Order. Done. = 
Fencing Details on page A1. 









* GRAINGER 
APPROVED 


Fence Posts 
and Drivers 


Fence Posts—U-Channel 
posts are compatible with 
poultry netting and hardware 
cloth. T-Shape posts are 
constructed from high- 
strength rail steel and are 
ideal for safety, snow, silt, 
and agricultural wire fencing, 
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; , tem and more. 
escription 0. 
* GRAINGER Fence Posts p Manual Fence Post 
APPROVED 36" ALVG3 i —Wei 
_— Laman Pos, AAS nord steel heads are 
H 47 |b. Wt/Ft. 5 
Hardware Cloth, Netting, ie gyn Uggedly constructed for 
Wire, and Barbless Cable T-Shape, 1.33 Ib. Wt/Ft. 60 46228 driving steel fence posts, 
i 4 while the tapered loop 
= Galvanized steel construction Mesh Item Manual Fence Post Drivers 
Gauge Siz H  L No. 2 ¥i'1.D. Steel Tube, 17.5 Ib. — atvNg__—shandles offer comfortable 

HARDWARE CLOTH AND Hardware Cloth and Poultry Netting 3 2" |.D. Steel Tube Driver = SANX7 hand placement. 
POULTRY NETTIN Hardware Cloth 

ou G 2 ft. 50 ft. 4LVE6 
Hardware Cloth—Welded cloth has a 19 a an os i: ‘Wea 

. . . 2 F é 

double zinc coating for maximum rust vO ft. 50ft. 4LVE3 
resistance and long life. Can be used as 23 Yo 3 ft. 50ft. 4LVE4 VORTEX 
tree guards, window covers, on screen 2 ae a * 
d tt eae 97 Ys" 2 ft. 100 ft. 4LVP5 GRAINGER 

oors, gu ers, an : Ye" 3ft. 100ft. ALVP6 QUICK. EASY. SECURE” APPROVED 

Poultry Netting 


Poultry Netting—A lightweight contain- 1ft. 50ft 4LVE9 


Earth Anchors 














ment solution for many maintenance 1 TAft. 50ft. 4LVFI | _ 
projects. For use in plant protection, animal f__2tt__sof, are Designed to eliminate the need to 
cea t 4 ~ 
cages, as a soil erosion inhibitor, and more. aH BOL ALVA sa cheba een your 
201 5 ft. 50ft. 4LVF5_ valuable items such as tie down 
WIRE AND BARBLESS CABLE 6 ft. SO ft. 4LVF6 tarps, tents, shelters, and outdoor 
Electric Fence Wire—2 wire gauges C a 2 i yea No. 12N498 No. 4LVK3 No. 12N501__ {urniture; or install posts. 
in different lengths work with most farm 2 Aft. 50ft. 4LVF9 Item Pkg. 
2 6ft. 5Oft 4LVG2 Description L Dia. Color Brand No. Qty. 
voltages. Item Plastic parth Anchor y 7 ; 7 5 
ira : Gauge L No. crew-In (an 4 reen ortex 12N49 4 
Smooth Wire Durable, single Strand Wire and Barbless Cable Steel Earth Anchors 
wire with rust-resistant finish is ideal for Electric Fence Wire ! 5 3 Red GA aLVKS | 
i 17 1320 ft. 4LVR1 : e ALVK4 
bundling, hanging, and tying. 77 near TLYRD Screw-In 0 i fed G ; aLUKS 
‘ si 14 1320 ft. 4LVP8 e 4 
Barbed Wire—Can be installed in line or 14 L0H ALVP9 a —= 8" 3 Orange Vortex. 12N499 1 
as loose coil. Ideal for agriculture, animal Smooth Wire Spiral with Folding Ring i 3, pangs sortex SHED 
Vi 121 ga. 390 ft. 4LVP7 range ortex 
boundary, military and prison protection, Barbed Wire - 2 Barbs every 5° 
and security applications. 15% ga. 1320 ft. 4LVP3 ¥ 
. 12% ga. 1320 ft. 4LVNQ GRAINGER 
Barbless Cable—Economical way to Barbed Wire - 4Barbs every 5" mrnweee 
0/2 a. 20 ft. ALVP4 7 7 
control livestock without the entanglement 1916 0a 13007 LV PA ~ Barrier Fencing 
dangers of a barbed wire fence. Barbless Cable Tatahn at stetet _ 
12% ga. 1320 ft. 4LVP2 mons" = Tenax® Snow Fence No. 9KDE5 is a UV stabilized 


“os ososss-s-s-" fence with oval mesh openings designed to 


o-o-"s-=-=------""= slow wind and create drifts for snow storage so 


eek 2. = = 


=. - «= fs 


elelel--c--i=-=<= they will not interfere with roadways, driveways, 
®a%a"a “--*-=->--<«> or runways. Strong HDPE plastic resists wind 


pO See ~ os -*-*--" damage and remains flexible in freezing tempera- 


“=== === tures. Tenax Safety Fence features smooth top 


* 









MAURITZON 


re =< = 


‘-2="=-"==="-"- and bottom borders that are less likely to cut 


<== =~. and scrape adjacent materials during installation 
~~ = and removal. Fences are reusable, lightweight 


oon x os 


* GRAINGER 
APPROVED 


Fence Screens and 
Scaffolding Netting 


fe = ft 


Teret ae 8.8, ‘“."." sets providing boundaries around work zones, 
cere" construction sites, sporting events, and blowing 


No. 33L955 sand, silt, or snow. Also effective for crowd control. 
No. 5WUE5 


Privacy and Debris Screens are durable Mesh = Mesh Item 
Si Sh Col Material H LB 
lightweight, tear resistant, and easy to + Leer pramg te Seow FONG oer aren rand __Ho 
install. HDPE screen material will not el o iBzs Oval Orange HDPE 4ft. 7100 ft. TENAX  9KDES 
neaeawaice Wind eidcaltt Privacy Screen Tex1¥%" Square Green HDPE 4ft_ 50ft. GA  33L956 
absord water. Windscreen Is ideal tor 56ft, loft. Green TENAX  34L449 1%x 3%" Oval Black HDPE 4 ft. 50 ft. GA 33L957 
windy locations and where privacy and w "150 ft. Black TENAX 34L450 Safety Fence 
desired. S t 150 ft. Green TENAX 34L452 1% x 1% Diamond Orange Polyethylene 4 ft.  S0Oft. TENAX 8ENE1 
security are desired. screen is easy to 7.8 ft. 1%"x 1%" Diamond Green HDPE 4ft.50ft. GA _33L958 
a 150 ft. Black TENAX 341453 aa — 
install, highly visible, and has wing-type 6 ft. 25 ft. Green Mauritzon 48NWO5 Ne ue aquare Hicvis {2 ow/lareen - iia nal a8 ft GA — 33L959 
openings that allow air to flow through. ‘Debris/Seaffolding Netting Sa val mange Plast a 50 TENA a TTS 
Xo Oval Orange Plastic 4ft. 50 ft. TENAX 417754 
Material has horizontal and vertical 4ft___150ft. Orange TENAX 417752 1"x 3" Oval Orange Plastic Aft. 100 ft. TENAX 417155 
tear-proof bands for greater stability in Mindsereén <—aisck ——G ss Ee X ie Oval Orange Polypropylene 4 ft. 50 ft. TENAX 9ME95 
. ac arrier Fence 
windy conditions. ‘ft test. Tan GA SWUE6 | 134x134’ Diamond Orange HDPE 4 ft. 50ft. GA  33L955 
1010 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° OUTDOOR EQUIPMENT 
Find the Ww. Find Solutions. Find Great Prices. Chain-Link Fencing 
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* GRAINGER 
APPROVED 
Chain-Link Fencing 


A. Fabric—Galvanized zinc is uniformly applied to steel wire before weaving for an even, protective 
coating that is free of sharp burrs. Smooth fabric is easy to work with during installation. 


B. Top Rails—Pregalvanized sheet steel is formed into tubing. 


C. and D, Terminal and Line Fence Posts—Galvanized steel terminal posts are used at the ends 
of arun as corner posts or as gate posts. Line posts are used as support posts in the middle of a run. 


E. Gates—Sieel is galvanized before weaving. Welded frame with 17-ga., 1%" tubing, and 9-ga. 
fabric fill, which is galvanized before weaving into 2" mesh. 


F. to Z. Fence and Gate Hardware—Extensive assortment of aluminum and galvanized fittings 
are manufactured to rigid quality standards. 


Item 


Ke Gauge Mesh Size H L No. 
Fabric 
11% 25" A ft. 50 tt. ALVK7 
A 9 2 4 ft. 50 ft. 4LVK8 
9 ] 6 ft. 50 ft. 4LVK9 
Item 
Ke Gauge L Dia. No. 
Top Rails 


Terminal Posts 
C 8 
GB OS ALL 
Line Fence Posts 
8 





























D GB TALL 
Item 
Ke Gauge Mesh Size W H No. 
Gates 
LIN 
Item 
Ke Description Size Material Finish No. 
Fence and Gate Hardware 
F Eye To 154'-dia. Aluminum Plain ALVJ1 
Eye To 15%" Rail and 1%" Post Aluminum Plain ALVN3 
G Tension Band 2%'-dia. Steel Galvanized 4LVJ6 S. 
race Ban 8'-dla. tee alvanize 4 
Rail End Cup 18 Post and V2" Aluminum Plain ALWJ4 
Jab Hole-dia. 
‘ 15%" Post and 1" : : 
Rail End Cup Tab Hole-dia, Aluminum Plain 4LVJ5 
ost Ca 8'-(la. uminum ain 4 
arriage Bolts 16'-dla. tee alvanize 4 
arriage Bolts 8"-dla. tee alvanize 4 
arriage Bolts 8 -dla. tee alvanize U 
ain Link Ties 4 uminum ain " 
ension Bar 8H xX Ye WX tee alvanize 
p Gate Frame Hinge 134" dia. Steel Galvanized 4LVH2 
Gate Frame Hinge 15%" dia. Steel Galvanized 4LVH3 
Q Post Hinge 2%3"-dia. Steel Galvanized 4LVH4 
ork Latc 8t0 28 dla. tee alvanize 
arbed Wire Arm Corner 3'-dla. tee alvanize 
arbed Wire Line Arm Ys'-Clla. tee alvanize 4 
T arbed Wire Line Arm 73'-dla. tee alvanize 4LVN4 
arbed Wire Line Arm 8"-dla. tee alvanize 4LVN5 
ate Cll 8" dla. tee alvanize 4 
ate Corner 8" dla. tee alvanize 4 
ate Elbow 8" dla. uminum ain 4 
ine Rail Clam 8° Post an 8" Ral tee alvanize 4 
anel Clam 8'-dla. tee alvanize 4LVH5 X 
op Rail Sleeve ¥'-dia. tee alvanize 4 . 
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OUTDOOR EQUIPMENT 
Fencing & Watering 


ven ay ay? 





No. 34FY05 


No. 352910 











No. 
491R34 


No. 31NG41 


No. 
491R35 


No. 425Y08 


No. 
1HLW6 





Pe 4 
Gilmour t No. 425Y10 ° t 
Sprinklers 


Whirling Sprinklers—Innovative shape control allows easy customizing of the 
sprinklers to the coverage area. On/Off switch allows you to adjust water flow at 
the sprinkler, not the faucet. 


Impulse Spike Sprinkler—Shape adjustment is as simple as moving the 
collars to mirror the shape of the desired coverage area. On/Off switch elimi- 
nates trips from sprinkler to spigot, without getting soaked. 


Oscillating Sprinklers—Plastic No. 425Y08 and metal No. 425Y09 are fully 
adjustable oscillating sprinklers with width and length controls. No. 425Y09 
features On/Off control. 


Traveling Sprinkler—Travels up to 200 ft. Adjustable arms and automatic 
shut-off. Die-cast iron body. 


Tripod Telescoping Sprinkler—Far-reaching spray for large coverage areas. 
Metal stand and spiked feet provide durability and maximum stability. 







































































Scan. Order. Done. 
Details on page A1. 
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\DHMixtt 
DOWN TO EARTH PROTECTION 


Erosion Control Blankets and Silt Fences 
These soil-preserving products control SILT FENCE WITH WOOD STAKES 
erosion and sediment. Lightweight woven fabric lets fluids 


EROSION CONTROL pass through while trapping soil, 
BLANKETS AND STAPLES preventing soil loss. Fencing is preat- 
Biodegradable blankets contain at tached to posts for easy installation. 
least 80% aspen wood fiber. Topped Item 


Description Brand No. 


with a photodegradable netting. Green Eresion Control Blankets and Staples 
























































color. Biodegradable anchor staples Blanket, Te Xx ee i feat ae 
anket, 8 ft. x 5 ewitt 4 
sold separately. “Staples, 4°H. Pkg. of 1000 Dewitt 9J752 _ 
Silt Fence with Wood Stakes 
2 ft. x 100 ft. TENAX 352910 
3 ft. x 100 fi. TENAX 352911 


No. 8UNT8 


Tree 
Watering 
Bags sche 
Slow-release water bags provide an efficient 
means of properly watering newly planted 
trees or shrubs and promoting deep root 
growth. No. 8UNT8 is for use on a level 
surface for proper drainage. Low-profile 
design is for use on low-brushed bushes and 


trees such as pines. No. 93W936 can be used 
with chemical and nutrient additives and can 





No. 9W936 





be zipped together for larger applications. 
Drain Max. Item 
- Description Color Time __ Tree Dia. No. 
_6'H x 35" dia—For Evergreens, Trees, and Shrubs Brown _ 4 to 8 hr. 2" 8UNT8 
~ 30'H x 18'W at Base—For Shade Trees Green 5 to 9hr. 4" 9W936 _ 








|_| 
Rain Barrel 


F 
Ideal for capturing rainwater for garden and lawn watering needs. Filters keep 





Item : : : 
: Description Hose Connec. Spray Coverage Brand No. . leaves and yard waste out of water. Made of resin with child and pet proof, 
irl __¥' GHT Ab ft. dia. Gilmour ___491R34_|_ snap-top lid. Overflow hose doubles as a connection hose to link an additional 
Whirling Sprinklers 
fare Ys" GHT(F) 45 ft. dia. Gilmour 31NG41 pany aire) 
Impulse Spike Sprinkler Ys" GHT 45 ft. dia. Gilmour 491R35 j 
sil 34" GHT 3900 sq. ft. Gilmour 425Y08 Item 
_ Oscillating Sprinklers 5° GHT 3900 sq. ft. Gilmour 425Y09 Description Cap. Color No. 
Traveling Sprinkler Ys GHT 13,500 sq. ft. Nelson 1HLW6 Rain Barrel with Drain Hose, 50 cal. T. ATMJ3 
Tripod Telescoping Sprinkler ¥4' GHT 7238 sq. ft Gilmour 425Y10 Includes Shutoff Valve ia aupe ; 
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GRAINGER CHOICE* 


Find the why. Find Solutions. Find Great Prices. 


OUTDOOR EQUIPMENT 
Water Hose Repair Fittings 











No. 4KG68 


No. 15X960 





No. 4X072 





No. 4KG82 





No. 1P723 No. 4KG88 





No. 3DTH2 NS. SUIS 


* Westward’ il 
® 
l mour Liquid Handling Products 





No. 15X966 


No. 
20KP39 





No. 4KG97 








No. 20KP43 





No. 15X958 


No. 15X959 






No. 1HLX6 






No. 4KG86 


No. 4KG81 





Water Hose Repair Fittings and Accessories 


Body Item 
Descriptiont Material* Brand No. 


Water Hose Repair Kits (GHT) 
¥s" Worm Gear Clamp Assembly Brass Westward 4KG68 








¥4" Worm Gear Clamp Assembly Brass Westward 4KG67 
¥s" and 44" Compression Fit Assembly Rezimar ™ Nelson 15X960 
Ys" and 44" Compression Fit Assembly Metal Nelson 15X963 
¥s" and 44" Clamp-Style Assembly Brass/Metal Nelson 15X966 
Water Hose Repair Kits 

Yo" Coupling Assembly Brass Westward 20KP42 
¥s" Coupling Assembly Brass Westward 20KP43 
¥4" Coupling Assembly Brass Westward 20KP44 


Water Hose Repair Couplings (GHT) 


¥s" and 34" Compression Fit Male End Rezimar ™ Nelson 15X958 
Ys" and 44" Compression Fit, Male End Metal Nelson 15X961 
Ys" and 44" Compression Fit, Female End Rezimar ™ Nelson 15X959 
Ys" and 44" Compression Fit, Female End Metal Nelson 15X962 
%" and ¥" Clamp-S' ee Male End — Brass/Zinc Nelson 15X964 


Brass/Metal Nelson —- 15X965 — 






Water Hose F ngs (N 
¥4" and Y2" Coupling, Male End 


Brass Westward 20KP36 
¥4" and ¥8" Coupling, Male End Brass Westward 20KP37 
¥4" and ¥4" Coupling, Male End Brass Westward 20KP38 
¥4" and Y2" Coupling, Female End Brass Westward 20KP39 
¥4" and ¥8" Coupling, Female End Brass Westward 20KP40 
¥" and Ys" Coupling, Female End Brass Westward 20KP41 


Water Hose Washers (GHT) 
¥s" ID x 1" OD, Pkg. of 10 Rubber Gilmour 1HLX6 
Hose to Hose Connectors (GHT x GHT) 
Irrigation Fittings; Max. Pressure: 125 psi 
¥% x Ya" Double Male Brass Westward 
¥% x Ya" Swivel, Double Female Brass Westward 
* Rezimar™ = metal/polymer blend. f GHT = garden hose thread, NH = national hose 
thread, NPT = national pipe thread, GHMT = garden hose male thread, GHFT = garden 
hose female thread. 


4KG82 
1P724 
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No. 4KHO2 No. 3DTH4 
No. 15X969 
426G23 No. 31NG42 
* GRAINGER 
APPROVED 
Body Item 
Descriptiont Material* Brand No. 

Hose to Pipe Connectors (GHT x NPT 

¥% Xx Y2" Double Male Brass Westward 1P654 
¥% x ¥4" Double Male Brass Westward 4x072 
¥% x Yo" Double Female Brass Westward 4KG85 
¥% x Ys" Double Female Brass Westward 4KG86 
YX Vo" Male/Female Brass Westward 4KG83 
¥% x Ys" Male/Female Brass Westward 4KG84 
¥% x ¥4" Double Male Brass Westward 4KG81 
%4 x Ys" Female/Male Brass Westward 1P723 
YX Y2" Swivel, Double Female Brass Westward 4KG87 
YX ¥4" Swivel, Double Female Brass Westward 4KG88 

HT Quick Connectors 

¥" Quick Connector Set Brass Westward 4KG97 
¥3" Quick Connector Set with Automatic Shut-Off Brass Westward 4KG98 
¥4" Quick Connector Set Brass Nelson 1HLX4 
7% Double Male eee Brass Westward 4KHO02 

















Nelson THLXS 





a 
vi re GHMT Adapter 


Polypropylene Banjo 3DTH4 
¥4" x Ya" GHFT Adapter Polypropylene Banjo 3DTH1 
¥4" x Ya" GHMT Coupler Polypropylene Banjo 3DTH2 
¥4" x Ya" GHFT Coupler Polypropylene Banjo 3DTH3 
¥4" Gasket for Coupler Nos. 3DTH2 and 3DTH3 EPDM Banjo 3DTH5 

Water Hose Shut-off Valves 

Single Outlet Brass/Metal Nelson 15X969 
Single Outlet Zinc Gilmour 426624 
Dual Wye Outlet Zinc Gilmour 426623 
Dual Wye Outlet with Swivel Coupling Rezimar ™ Nelson 15X968 
Dual Wye Outlet, Kink-Free and High-Flow Rezimar ™ GA 2LPN7 
Four-Way Shut-off Valve Plastic Gilmour 31NG42 
Four-Valve Adaptor Brass Nelson 39ZD37 
Four-Way Stacked Wye Outlet Rezimar Nelson 15X967 
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OUTDOOR EQUIPMENT Scan. Order. Done. 
Water Hose Nozzles & Wands Details on page A1. 









No. 
426G20 






No. 
425Y04 






r No. 
t 15X972 






No. 425X95 






No. 
425X97 


No. 8DPMO 








No. 1HLV6 





Water Hose Nozzles and Watering Wands Gilmour NEGO 


= GHT connections 


Gilmour® models feature swivel connection to reduce kink potential, ensuring consistent flow. @ GRAINGER 
EZ Click™ actuation means one simple click to achieve continuous flow. DRAMM APPROVED 
Body Max. Max. Item 
Features Material* Pressure Temp. Brand No. 
Industrial Duty 
Single Spray Hose Nozzles 
High-Flow Fire Hose Spray Tip with Adjustable Spray/Shut-Off Handle Zinc 250 psi 100°F Gilmour Pro 2LPN3 
Adjustable Twist Spray/On-Off Nozzle Zinc 200 psi 100°F Nelson 15X972 
Water Nozzle, Thumb Control, Heavy Duty Zinc Coupling, Crush Proof Zinc 125 psi 100°F Gilmour 45HE13 
ee ee ee Zinc 100 psi 160°F Gilmour Pro 2LPN2 
Insulated Handle and Adjustable Spray Tension Screw Zinc 100 psi 160°F Gilmour 426620 
Heavy Duty 
Cleaning Nozzle, Front Trigger, Soft Grip Handle Metal 100 psi 100°F Gilmour 425X98 
Cleaning Nozzle, Thumb Control, Soft Grip Handle Metal 100 psi 100°F Gilmour 425X99 
Cleaning Nozzle, EZ Click™, Soft Grip Handle Metal 100 psi 100°F Gilmour 425Y01 
Rubber Grip Straight Brass Nozzle, Twist Adjust Flow Metal 100 psi 100°F Gilmour 425Y05 
Multipattern Spray Nozzles 
Watering Nozzle, Front Trigger , Soft Grip Handle Metal 100 psi 100°F Gilmour 425Y02 
Watering Nozzle, Thumb Control, Soft Grip Handle Metal 100 psi 100°F Gilmour 425Y03 
Watering Nozzle, EZ Click™, Soft Grip Handle Metal 100 psi 100°F Gilmour 425Y04 
Medium Duty 
Single Spray Hose Nozzles 
Cleaning Nozzle, Rear Trigger, Soft Grip Handle Plastic 100 psi 100°F Gilmour 425X96 
Multipattern Spray Nozzles 
Watering Nozzle, Rear Trigger Plastic 100 psi 100°F Gilmour 425X97 
Standard Duty 
Single Spray Hose Nozzles 
Adjustable Twist Spray Brass 60 psi 100°F Gilmour 1HLV6 
Adjustable Spray Tension Screw with Locking Clip, Yellow Zinc 60 psi 100°F Nelson 1HLV5 
Threaded Front Adjustable Spray Tension Screw with Locking Clip Brass Stem/Steel Exterior 60 psi 100°F Gilmour 15X957 
Watering Spray Wands 
30°%4"L Pro Power Jet Wand with Adjustable Spray Metal 125 psi 100°F Gilmour 425X95 
16" Rain Wand w/Foam Grip, Red Aluminum 100 psi 100°F Dramm 8CY48 
16" Rain Wand w/Foam Grip, Green Aluminum 100 psi 100°F Dramm s8DPMO 
16" Rain Wand w/Foam Grip, Berry Aluminum 100 psi 100°F Dramm 9HZY5 
32'L Aluminum Wand with Flow Control Lever Switch Rezimar™ 60 psi 100°F GA 1HLV2 


* Rezimar™ = metal/polymer blend. 


HYDE, 


For a better finish, start with HYDE: 


Pivoting Nozzle Pole 


A slide grip pivots the nozzle up to 135° to reach spray into 
tight spaces and awkward angles. Attaches to your existing 
garden hose for longer reach and spray patterns from fine 
mist to high power, 2.5 to 5 gpm. The adjustable nozzle has 
a rubberized tip to protect surfaces. It can be exchanged 
with any standard garden hose accessory to use the pole's 
pivot action and reach. The hose interface spins freely to 
prevent kinks. Features water/soap mixture control and 
easy switch to clean water only for rinsing. 





Mfr. Item 
Description L Model No. 
Pivoting Nozzle Pole with Soap Reservoir _ 38" 2804/0 _—28AF4/ 
1014 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


OUTDOOR EQUIPMENT 
Cold & Hot/Cold Water Hoses 





* 


Fiexon. 


watering done right since 1956 


*m 


Cold Water Hoses 


= Premium-Duty: 6 ply 

= Heavy-Duty: 5 ply 

= Standard-Duty: 4 ply 

= Light-Duty: 2 and 3 ply 
= Super Light-Duty: 1 ply 


All have GHT connections. Hoses with 


aluminum couplings are certified for 
use in potable water applications. PVC 
Premium- and Heavy-Duty Hoses are 

kink-resistant and have crushproof 


Hose 
Operating Number Inside 
Temp. of Ply Dia. 
Premium-Duty Hoses 
PVC 
6 6 7a" 
130°F Max. Temp. 6 Hi 
Heavy-Duty Hoses 
PVC 
A] 7a" 
5 7" 
5 7s" 
130°F Max. Temp. 5 34" 
5 a" 
5 3/4" 
5 ya" 
Standard-Duty Hoses 
PVC 
4 7" 
4 Ye" 
90°F Max. Temp. 4 Vy" 
4 %e" 
4 Y" 
130°F Max. Temp. 4 Ye" 


Collapsible Nylon/PVC 
90°F Max. Temp. 0 yy" 
Light-Duty Hoses 


PVC 
90°F Max. Temp. : zs 
Polypropylene 
2 ye" 
2 ye" 
A 2 ye" 
158°F Max. Temp. 5 H" 
2 ye" 
2 ye" 


Super Light-Duty Soaker Hoses 
Rubber/PVC 
90°F Max. Temp. 1 VY," 


No. 442F17 


* 


Heavy-Duty Hot/Cold Water Hoses 


= GHT connections 


Hose 
L 


50 ft. 


100 ft. 


50 ft. 
50 ft. 


100 ft. 


50 ft. 
50 ft. 
fo tt 
75 ft. 


50 ft. 


100 ft. 


50 ft. 
50 ft. 
20 tt; 


100 ft. 


50 ft. 


50 ft. 
15 ft. 


20 ft. 
50 ft. 
00 ft. 
50 ft. 


100 ft. 
100 ft. 


50 ft. 


couplings and high-burst pressure. 


Operating Number 
Temp. of Ply 


-40° to 165°F Max. Temp. 4 


-40° to 160°F Max. Temp. 4 
Rubber Hoses 


180°F Max. Temp. 


Hose 
Color 


Black 
Black 


Black 
Green 
Green 
Black 
Green 
Black 
Green 


Green 
Green 
White 
White 
White 
Yellow 


Green 


Green 
Green 


Blue 
Green 
Red 
Blue 
Green 
Blue 


Black 





Hose 


Inside Dia. 
Kink-Resistant Rubber Compound Hoses 


3g" 
¥y" 


5" 
5" 
Al 
¥;! 


GRAINGER 
approveoD TUFF-GUARD 


couplings. Standard-Duty polypropylene 
hoses feature a helix wrap, providing 
flexibility. They resist abrasion, crush- 
ing, and kinks. Polypropylene material 
is up to 35% lighter than standard | 
hoses. Collapsible Hose No. 423J02 is No. 423H80 No. 423H87 
a fabric hose. Super Light-Duty Soaker 
Hose No. 423H99 can be used above 
ground or buried for direct underground 
soaking. 





Coupling Max. Item 
Material Pressure Brand No. 





Aluminum 500psi ToughGuy 423H80 
Aluminum 500psi ToughGuy 423H81 


50ft 
15,24 m 


wi 





Aluminum  500psi ToughGuy 423H86 
Aluminum  500psi ToughGuy 423H87 
Aluminum  500psi ToughGuy 423H88 
Aluminum 500psi ToughGuy 423H89 
Aluminum 500psi ToughGuy 423H90 

Brass 500 psi ToughGuy 423H91 

Brass 500 psi ToughGuy 423H92 





Brass 250 psi ToughGuy 423H93 
Brass 250 psi ToughGuy 423H94 
Aluminum 100psi ToughGuy 423H97 
Aluminum 100psi ToughGuy 423H98 
Aluminum 100psi ToughGuy 423H96 
Aluminum 250psi ToughGuy 491G54 







Aluminum 400psi — Flexon 423J02 


No. 423H95 


No. 12F252 
Plastic/Brass 175psi ToughGuy 423H95 


Brass 175 psi GA 423J01 


Brass 100 psi TuffGuard 29FX94 
Brass 100 psi TuffGuard 29FX92 
Brass 100 psi TuffGuard 29FX93 hacer ere CLT omc YO 
Brass 100 psi TuffGuard 12F252 —. 
Brass 100 psi TuffGuard 34FW19 

Brass 100 psi TuffGuard 12F253 


No. 423H99 


Plastic 100 psi ToughGuy 423H99 


No. 55AX13 
@ntinentals. 
EPDM Garden Hoses an 

No. 423H82 = Temp. Range -40° to 190°F 


= Safety Factor 4:1 


EPDM (ethylene propylene diene monomer) garden hoses 
provide excellent resistance to UV rays and ozone and are used 


Kink-resistant SEBS (Styrene Ethylene Butylene Styrene) hoses, Nos. 442F17 and 442F18 are in landscaping and grounds-maintenance applications. Feature 
certified for use in potable water applications and NSF 61 Listed. Rubber hoses have crushproof | fittings on both ends for attaching to equipment. 
25 ft 50 ft 75 ft 100 ft 
Hose Max. Working Item Item Item Item 
Hose Hose Coupling Max. Item 1.D. Pressure @ 70°F No. No. No. No. 
Length Color Material Pressure No. ein 150 psi DOAW94 | SOAW98 | 55AX03 55AX23 
150 psi 55AX11_| 55AX15 | 55AX19 | _55AX07 
50 ft. Red Aluminum  400psi_ _—-442F17 130 psi 55CN83_55CN84. = — | _55CN85 
50 ft. Red Aluminum 400psi_ 44218 % in 150 psi 55AW95 | 55AW99 | 55AX04 | 55AX08 
150 psi 55AX12 | 55AX16 | 55AX20 | S5AX24 
5 ft. Red Aluminum  400psi  423H82 a 150 psi 55AW96 | _55AX01 | 55AX05 | _55AX09 
50 ft. Red Aluminum 401 psi 423H83 150 psi 55AX13_| 55AX17 | 55AX21__55AX25 
75 ft. Red Aluminum 402psi_ _423H84 ms 150 psi 55AW97 | 55AX02 | 55AX06 _55AX10 
50 ft. Red Aluminum  403psi  423H85 150 psi 55AX14_| 55AX18 | 55AX22 | 55AX26 


G9) 09) GO GO 
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OUTDOOR EQUIPMENT 
Hose Hangers, Reels, Carts & Cabinets 


Scan. Order. Done. 
Details on page A1. 





[AMES] 








Ye * WestwarD’ 


Hose Hangers 


Poly—Rugged polymer construction with slotted fastening to ease hose hanger 





No. 2LRL1 removal. 
‘i 0. 2WE75 Steel—No. 2LRK7 is standard-duty with powder-coated finish. No. 2LRL1 
= is heavy-duty with powder-coated finish. No. 16X130 has double-braced 
No. 16X129 No. 48PG05 construction. 
Reel Hose Cap. |.D. Item Reel Hose Cap. I|.D. Item 
Features WwW yy" ye" ¥q" Brand No. Features W y" ye" ¥qn Brand No. 
Poly, Wall-Mount Steel, Freestanding 
Slotted Fastening g" — 150 ft. 100 ft. Ames 2WE/95 Rust Resistant Powder Coat 11" 175 ft. —_- 150 ft. 110 ft. Yard Butler 16X130 
Steel, Wall-Mount 12 Ga. — 200 ft. 150 ft. 125 ft. Liberty 36RM46 
19 Ga. gy" 100 ft. ‘Ponte 50 ft. Liberty 2LRK7 Stainless Steel, Wall-Mount 
Galvanized Tube Lit 175 ft. ——- 150 ft. 110 ft. Yard Butler 16X129 Rustproot 8'Ne | 200ft. 175 ft. 150 ft. Westward 48PG05 
2 Ga. Qs" WOOT To Tt. 100 ft. Liberty 2LRL1 Rustproot 6'A2 | 190Tt 120 Tt. 100 ft. Westward 48PG06 
® Y 
Hose Reels [AMES] *wwisrwarn “SZEEZARF ED ae 
osé@ n@e@I§ Ls721. ee 80 ///// - 





No. 24AD43 


No. 2WA47 
(Hose Sold Separately) 






Wall-Mount—WMolded hose guide allows for 180° arc 
movement from the wall mounting. No. 2WA47 includes a 
4-ft. leader hose with brass coupling. No. 24AD42 hose posi- 
tion lock system locks hose every 5-ft.; Nos. 24AD43 and 
24AD44 hose position lock system allows hose to lock at any 
length. Reels include 6-ft. leader hose. No. 36XR16 rotates 
a full 360° and can be locked into any of 24 positions. 





Tri-Mount—WMount to wall, floor, or ground. 
Includes 5-ft. leader hose. 


Freestanding—Reels feature heavy-duty 
bracing to prevent sagging and a turret system 
that rotates 360° and easily locks into position. 


~ Reel Dim. Hose Cap. |.D. ltem 
»* Description Color Dia. yy" ye" ¥q" Brand No. 
. / \ Wall-Mount 
_ \ Side-Winder Brown/Tan| 18° 10: 129 Th TCT. Tl. Ames 2WA47 
. Green 144 9% 65 ft. Ot. — Westward 24AD42 
Hose Assembly with Automatic Rewind Green 15%" 6%" 100 ft. 65 ft. — Westward 24AD44 
Green 15%" 6%" | 100ft. 6d fit. — Westward 24AD43 
Steel Green 16% 8'Ve | d5OTt. — — Speedaire 437J30 
Rotating Carriage Red 149%" 8 175 ft. 150 ft. /5 Tt. Liberty 36XR16 
Heavy Duty Bracing and 180° Swivel Gray 18° 12" 125 ft. 100ft. /5ft. | Yard Butler 45TR68 
RSET Tray for Holding Watering Accessories Taupe 15: 15. 200Tt. 200ft. 150 ft. Suncast 45CH37 
ri-Mount 
Steel Tan 19" g 22oTt. 200ft. 125 ft. Liberty 2LRK9 
2. No. Freestanding 
5XAV4 Post Mount with 360° Rotating Steel Reel Gray 18: 8 22oft. 200ft. 150 ft. | Yard Butler 5XAV4 
No. 2LRK9 Patio Base with 360° Rotating Steel Reel Gray 16" 8" 225 ft. 200ft. 150ft. | Yard Butler 14R845 
S22) 
[AMES] [lame Sag) 





No. 4TMJ8 








Jackson “/ 


PROFESSIONAL TOOLS 


Sturdy carts are designed to allow the hose to track 
neatly onto the reel. 


Poly—Rusiproof resin or poly construction with a 
watertight connection between the hose and the reel. 


Steel—Durable, rust-resistant finish plus pneumatic 


gical si machadi poems No. 39E758 tires to ease transport over uneven terrain. 
Cart Reel Dim. No.of Wheel Wheel Hose Cap. I.D. Item 

Includes Color H Dia. W Wheels Dia. Type yn" ye" ¥4" Brand No. 
Poly 
Hose Guide with 4-ft. Leader Hose and Accessory Caddy Taupe 324%"| 15" BY" 2 7' Plastic 215 ft. 175 ft. 120ft. | Suncast 4TMJ8 
Upper Accessory Caddy and Never-Leak® Water System Brown/Tan 37" | 16%" 11%" 2 7' Poly 27oft. 225ft. 155ft. | Ames 395756 
Steel 
o-ft. Leader Hose, Front Turn Handle, %" NPT Connection Gray 27%"| 18" 15" 4 8" (2) Pneumatic, (2) Solid | 440 ft. 400ft. 300ft. Yard Butler 14R846 
5-ft. Leader Hose Tan 32" | 16%" 14%" 4 10" Pneumatic 325 ft. 300ft. 200ft. | Liberty 2LRL2 ~* 
5-ft. Leader Hose Green/Silver 32" 17" 14" 4 10" Pneumatic 375 ft. 350ft. 275ft. | Liberty 2LRK8 ~* 
5-ft. Leader Hose, %s" NPT Connection Brass 32. 17’ 15" 2 14" Pneumatic 325 ft. 300ft. 200ft. | Liberty 2PAZ3 * 
270° Swivel Design with 5-ft. Leader Hose Blue 422"; 10" 14%" 2 20" Pneumatic 440 ft. 400ft. 300ft. | Jackson 39E758 
5-ft. Leader Hose, %' NPT Connection Silver ae: 18" 8" 2 g" Pneumatic 225 ft. 200ft. 150ft. |Yard Butler 49XK98 
No, 2r ne Heel Garr with 100M. Garden Ose Green/Silver 32") 17" 14" 4 10" Pneumatic 375 ft. 350 ft. 275ft. | Jackson 7AQAQ 


(No. 491G54) and Watering Wand (No. 1HLV2) 
*NPT = National Pipe Thread. 


Hose Cabinets 


Hand Lever—Cabinet 
design helps conceal the 
hose and reel. Watertight 
connection. 





[AMES] 


Hydro-Powered Automatic Rewind—Water-powered auto- 
matic reels. Rewind hands-free with the flip of a lever. Each 
includes a hose guide for easy winding, 10-ft. leader drain hose, 
and 2 garden stakes. Floor mountable. 


Cart | Reel Dim. Hose Cap. |.D. Item 
Description Color H Dia. yy" Ye" Ys" | Brand No. 
Hand Lever 

Slatted Design Stationary Cabinet Taupe 16%") 11° 10° (125 ft. 100 ft. 70 ft. | Suncast 4TMJ7 
: r= gomemporary een Stationary Cabinet Brown/Tan mae 1494" 9%" | 215 ft. 175 ft. 120 ft. ges om ot 

atted Design Stationary Cabinet Taupe 27% | 15° 12° | 2/5 Tt. 225 ft. 155 ft.| Suncast 4TMJ6 

No. 4TMJ7 No. 39E757 No. 36G338 Hydro-Powered Automatic Rewind 
Basket Weave Design Stationary Cabinet Brown 20%" | 16%" 7" 165 ft. 125 ft. 50 ft. | Suncast 366338 
Wood Grain Design Stationary Cabinet Taupe 19%" | 1/7" 7" | 155 ft. 125 ft. 90 ft. | Suncast 4TMJ4 
1016 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the why. Find Solutions. Find Great Prices. 


OUTDOOR EQUIPMENT 
Animal Control—Rodents 





Mouse Traps * 


MULTIPLE-CATCH MOUSE TRAPS 


Triangle Corner—Easy-to-set galva- 
nized steel traps are designed to save 
floor space and capture live mice. Clear 
lid on No. 32J095 makes it easy to 
check contents. 


Speedy Clean® Little Pete©—Ramp 
unit comes out quickly and easily for 
cleaning, or to use trap for insects. 
Pop-down tabs raise unit in damp 
areas. Clear lid allows quick visual 
inspection. 


Repeating—Catches multiple mice 
with 1 setting; mechanism sweeps 
mice into holding chamber. No poisons 
or bait needed. Safe to use around chil- 
dren, pets, and in FDA/USDA-inspected 
plants. 


Pro-Ketch® Low-Profile and Ketch- 
All©—Galvanized steel traps use no 
chemicals, baits, or poisons; approved 
for use in USDA/FDA-inspected facili- 
ties. Low-profile No. 1VJR6 is designed 
for confined spaces. 


SPRING-LOADED MOUSE TRAPS 


Jawz™—Plastic-based trap with bait 
well. Easy to set; reusable. 


Little Bigfoot®©—Wood-based trap 
with heavy-duty spring and expanded 
adjustable trigger for greater sensitivity. 


Plastic Snap-E®—A preformed bait 
cup aids in baiting, reduces bait steal- 
ing, and attracts mice to the ideal strike 
bar location. 


Kness 
Pest Defense 





Your best defense” 


JST EATON. 


™ 
SINCE 1932 





CATCHMASTERY 
Rat Traps 


SPRING-LOADED RAT TRAPS 


Plastic Big Snap-E®—A preformed bait cup aids in baiting, reduces bait steal- 


GRAINGER 
APPROVED 





JST EATON. 


SINCE 1932 


Heavy-Duty—Reusable trap 
squeezes to set. Includes bait cup. 
For disposal, squeeze again to open. 


GLUE MOUSE TRAPS 


Stick-All©—Prebaited to attract 
mice and insects without poisons or 
dangerous chemicals. Keeps them 
out of sight. 


Cold Temperature—Nontoxic 
glue is formulated to be effective 
in temps. as low as O°F. Excellent 
for use in unheated garages, base- 
ments, and in commercial walk-in 
refrigerators. 


Baited—No. 5DKE9 is prescored 
to fold for trapping and disposal. 

No. 5YAY1 nontoxic glue trays are 
prebaited with food-grade attrac- 


Kkness 
Pest Defense 


Baited Mouse and Insect 
Boards—Nontoxic traps will not 
harden for 1 yr. under normal 
conditions. Perforated to tear off 
and place glue directly against 
baseboards to secure traps. Fold 
into tunnel shape for use in tight or 
dusty areas. 


Pro Series Slim™ Multi-Catch 
—Narrow design can be placed in 
hard-to-reach areas where rodents 
travel. Use alone as a live trap, or 
add glue board No. 20YR50 (sold 
separately) to trap multiple mice. 





ary 
oe 
pei 





18F563 





No. No. 6VFA1 
32J089 


“| 


Bulk Glue—Nontoxic glue is 
approved for use where pesticide 
use is prohibited or undesir- 
able. Spreads easily in lower 
temperatures. 
























; No. 
tant. No. 11L633 adhesive traps 20K865 
also serve to monitor for insects. 
Dim. Item Pkg. 
Description LxW Brand No. Qty. No. . 
Multiple-Catch Mouse Traps 1VJR9 Mf 
Triangle Corner, Solid Lid 194 X14 GA 32J094 1 a! 
Triangle Corner, Clear Lid 798 X1TYS GA 32J095 & § 
Speedy Clean® Little Pete® 10%" x 374" JT Eaton 18F563 y fs 
Repeating, Solid Lid 10"x 61 GA 32J089 1 A & 
Repeating, Clear Lid 10%" x 62" GA 32J090 1 
Clear Lid 9Y4"x 7%" _ Kness Pest Defense 3KJE/ 1 
Pro-Ketch® Low-Profile, Clear Lid 10% x6%' Kness Pest Defense 1VJR6 1 No. 
Ketch-All® 9Y4"x 7%" Kness Pest Defense 1VJR5 1 5DKE9S 
Spring-Loaded Mouse Traps y 
Jawz™ x5 JT Eaton 6VEZ6 2 
Little Bigfoot® 4" x 2! JI Eaton 6VFA1 4 =a 
Plastic Snap-E® 4'x1i% __Kness Pest Defense __1VJR9 1 tag 
Heavy-Duty 2 Xo Tomcat 20K865 2 a 
Glue Mouse Traps age — 
Stick-All® Board Trap 7% x5'_Kness Pest Defense _ 6VFA2 1 a 
Stick-All” Board Inserts 7%' x5" __Kness Pest Defense 1VJT2 4 Ss = 
ry Board ey ees 9%" x 7%" Kness Pest Defense 1VJT1 1 No. 11L633 
old Temperature 10 A" x 5/2" Catchmaster 3LMN8 2 
Baited Vie x (V2 Catchmaster 5SDKES 1 
5%" X 6" Catchmaster 5YAY1 4 
Pro-Ketch® Baited a X ve ness rest Defense ee Y 
‘ 2 xXoV4 atchmaster 4) 
Baited Mouse and Insect Boards BI x by" Catchmaster 5YAY5 4 
Pro Series Slim” Multi-Catch 16" x 2Y%4" Catchmaster 20YR49_— 1 No. 20YR49 
lim” Multi-Gaich A" x Yee! Catchmaster 20YR50 10 
Replacement Glue Boards : 
Bulk Glue, 1 gal. 6%" x 6%" Catchmaster SKJF8 1 


ing, and attracts rats to the ideal strike bar location. 


Note: Can be used for both rats and mice. 


Bigfoot®—Heavy-duty spring and expanded adjustable trigger setting provide 


greater sensitivity. 


Jawz™’—Heavy-duty plastic with strong spring for quick kills. Reusable. Set by 
hand or foot. Quick-release button. Includes bait holder. 


Dim. 
Description LxW 
Spring-Loaded Rat Traps 
Plastic Big Snap-E® 02" X 3 
Bigtoge ; Qs" x 43" 
awz™ Rat an aly RTA 
Chipmunk Snap Trap 82x o% 
Rat Snap Trap 84" X 34" 
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Item Pkg. 

Brand No. Qty. 
Kness Pest Defense 3LMP2 1 
T Eaton 6VEZ7 1 
JT Eaton 21A744 1 
Tomcat 16W258 1 





CATCHMASTER 





Rat Snap Trap—nterlocking teeth snap making escape almost impossible. 
Reusable. Easy-to-use and set with no-touch disposal. 


GLUE RAT TRAPS 
Rat Glue Boards—Suitable for use on mice and other rodents. Indoor use. 
Baited Glue Trap—Nontoxic formula. Included Hercules Putty™ helps prevent 


dragging. 
Glue Board—Ready-to-use board is nontoxic, economical, and traps both mice 
and rats. 
Dim. Item Pkg. 
Description LxW Brand No. Qty. 
Glue Rat Traps 
Rat Glue Boards bo Xp Kness Pest Defense 6VFA3 2 
Baited Glue Trap 10%" x 54%" Catchmaster 3LMN7 2 
Glue Board Qa" x 45" Tomcat 3LMNQ 2 





OUTDOOR EQUIPMENT 
Animal Control—Rodents 







No. 16W257 


No. 16W255 
No. 5PTT6 
GRAINGER 


* 
pC JST EATON. APPROVED 


JAGUAREE HAW > RAMPAGE® Motgmco 


Mouse and Rat Bait 
Stations and Rodenticides 


Bait Stations—Stations provide a place where rodents feel secure while 
feeding on poisonous bait. Tamper-resistant designs keep bait out of reach of 
livestock, children, pets, and nontarget animals. Stations do not require the 
cleanup of traps and can help monitor rodent activity. 


Rodenticides—Pellets are for burrow baiting, while bait packs help protect bait 
and fit in tight spaces. Block baits are for all-weather use and resist mold and 
moisture. Brodifacoum formula is for single-feed use. Bromadiolone is a single- 
feed bait for everyday control of recurring rodent problems. Bromethalin acts 
quickly and is highly palatable to rodents. Diphacinone formula is an economical 
bait for day-to-day control of recurring rodent problems. 


Container Size Item Pkg. 
Description LxWxH Brand No. Qty. 

Bait Stations 

Mouse, Contains Bromethalin 

Disposable, Includes 1-0z. Bait Block 6" x 2%" x 344" Tomcat 16W257 1 
Refillable, Includes (16) 1-0z. Bait Blocks 6" x 2%" x 3%" Tomcat 12F883 1 
Rat, Contains Bromethalin 

Rodent Station, Includes 15 Bait Blocks 3%" xX 64" x 934" Tomcat 45GP71 1 
Mouse (Bait Sold Separately) 

Triangle Corner Design, Low-Profile, lies cl ’ 

Tainper- Resistant with Plastic Key ox a x14 Tomcat 8CZD0 1 
Mouse and Rat (Bait Sold Separately) 

Tamper-Resistant with Metal Key 9%" x 8Y%"x 4%" Tomcat 8EZD9 1 
Top Loader™ T-Shape Tamper-Resistant , ; fF 

with Gravity Feed Bait Rode 15Vs"x4"x12" JT Eaton SPITS 1 
Low-Profile, Tamper-Resistant 9Y2"x BY" x 2%" Tomcat S8CVE7 1 
Low-Profile, Tamper-Resistant with Metal Key 8%" x 10" x 3%" GA 32J093 1 
Rodenticides 

Contains Brodifacoum 

0.70-0z. Chunks 9-Ib. Pail Jaguar 9W388 1 
0.70-0z. Chunks 18-Ib. Pail Jaguar 9GZA6 1 
Contains Bromadiolone 

1-0z. Chunks 9-lb. Pail Hawk  8CXK5_ 1 
Contains Bromethalin 

(64) 1-0z. Chunks 4-lb. Pail Tomcat 16W255 1 
(121) 15g Blocks 4-lb. Pail Rampage 12M838 1 
(22) 3-0z. Pellet Packs 4-lb. Pail Tomcat 44€823 1 
(128) Y2-oz. Pellet Packs 4-lb. Resealable Pail JT Eaton 5PTT6 1 
Mole Bait, Earthworm Shape Motomco 8TRP7 12 
Meat Bait 9-Ib. Pail Tomcat 45GP70 1 
Contains Diphacinone 

(22) 3-0z. Pellet Packs 4.1-lb. Pail Tomcat 16W256 1 
(64) 1 oz. Blocks with Peanut Butter Flavorizer 4-lb. Pail JT Eaton 22CT53 1 
(144) 1 oz. Blocks with Peanut Butter Flavorizer 9-lb. Resealable Pail JI Eaton 5PTT7 1 
Gopher Bait, Includes (40) 4-0z. Blocks ee: seston SPIPS: “T: * 


* Only for sale to states west of the Mississippi River and Tennessee. 
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Scan. Order. Done. 
Details on page A1. 
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Animal Traps and Repellents 


Mole Traps—tTrap moles at the entrances and exits of surface tunnels. 


™ 
SINCE 1932 Your best de fense” 


Animal Traps—Easy to bait, set, and release. Smooth inside edges do not 
harm animals. Effective for a wide variety of animals. 


Repellex®—Repellents are made from plant-based materials and have no 
harmful chemicals or pesticides. Not for use on food crops. Innovative emulsify- 
ing agents allow formula to absorb quickly into the soil and form a protective 
coating around plant roots and other underground food sources. 


Transonic Mole—Nontoxic solution to most outdoor rodent problems. Stake 
into ground, where solar-powered unit flashes, buzzes, and vibrates, to disorient 
and repel moles and gophers. 


Rat-Out Gel—Nontoxic gel repels rats, mice, squirrels, gophers, and other 
mammals. The garlic smell deters rodents before they even touch it, but if they 
do come into contact with the gel, its tacky quality turns them away. 


Overall Item 
Description L Brand No. 

Mole Traps 

Plunger-Style 1b GA 32J091 
Spring-Loaded — Motomco 5MGY8 
Animal Traps—Steel Cage with Gravity Action Door 

Small Rodents 16" JT Eaton 29FX41 
Cats, Rabbits, Squirrels 24" JT Eaton 29FX42 
Small Birds 17Y%" Kness Pest Defense 3KJH7 
Raccoons 36" Kness Pest Defense 45DV76 
Pigeons 36%" Kness Pest Defense 3KJH9 
Foxes, Coyotes, Armadillos 42" JT Eaton 29FX40 
Animal Trap—Polyethylene Cage with Spring-Loaded Door 

Skunks 8 JT Eaton 35HV19 
Repellents 

Repellex, 32-0z. Ready-to-Spray, Covers 8,000 sq.ft.  — Repellex 9XXGO0 
Repellex, 1 gal. Concentrate, Covers 32,000 sq. ft. _ Repellex 9XXG1 
Repellex, 7-lb. Pail, Granular, Covers 7,000 sq. ft. —_— Repellex 9xV02 
Repellex, 24-lb. Pail, Granular, Covers 24,000 sq. ft. _— Repellex 9XX36 
Transonic Mole Stake Repellent, Covers 7,800 sq. ft. — Bird-X 5PTV2 
Rat-Out Gel, Pack of (3) 1-0z. Tubes — Bird Barrier 35HX45 


1-800-GRAINGER (472-4643) 
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Wildlife Repellents 


Systemic Repellents—Deliver 

hot pepper concentrate through the 
plant roots making plants inedible to 
animals. Maintain potency while evenly 
distributed throughout the plant. One 
treatment can last the entire growing 
season. Not for use on food crops. 


Granular Repellents—Organic, 
all-natural formula is safe to use 
around children, pets, and food crops. 
Granules will not wash away in the 


Description 

Systemic Repellents 
90 Tablets 

150 Tablets 

300 Tablets 

500 Tablets 
Granular Repellents 
Mouse and Rat, 22 oz. 
All-Purpose, 22 02. 
All-Purpose, 5 gal. 
Electronic Repellents 
Indoor, 115VAC 
Outdoor, 115VAC 





® | a 
BIRD-W Mee 


Deer Fencing 
and Repellents 


Deer Fencing—Environmentally 
safe polypropylene netting. UV 
treated for long-lasting durability. 
Attaches to metal or wooden stakes. 





Vegetation Protection 
Repellent—Cinnamon oil-based 
repellent can be applied to all 
vegetation to repel deer and other 
chewing animals. 


Electronic Repellent—Built-in 
infrared motion sensor. Continuous 
or motion-detection operation. 
Features adjustable frequency and 








5PTU7 


No. 1DGX2 


rain, evaporate, or freeze. Easy to 
apply by shaking on the ground. 


Electronic Repellents—Use 

No. 6WB54 indoors. Sonic and ultra- 
sonic sounds repel insects, rodents, 
bats, and spiders. Used outdoors, 

No. 1DGX2 is a humane, maintenance- 
free ultrasonic yard protector for deer, 
raccoons, rabbits, squirrels, skunk, 
rodents, and more. Continuous or 
motion-sensor operation. 


Item 

Brand No. 
Repellex 6KHD9 
Repellex 6KHEO 
Repellex 6KHE1 
Repellex 6KHE2 
Weiser's Nature'S Defense 6TUK7 
Weiser's Nature'S Defense 5PTU7/ 
Weiser's Nature'S Defense 5PTU8 
Bird-X 6WB54 
Bird-X 1DGX2 





No. 5PTV1 


No. 9NT24 


Item 

Description Brand No. 
Deer Fencing Kit—Includes 
Poles, Staples, and Ties 

3" x 4" Mesh, / x 100-ft. 
Deer Fencing 

Ya" Square Mesh, 7 x 100-ft. 
Ya" Square Mesh, / x 100-ft. 
¥4" Square Mesh, 7 x 350-ft. 
2° Square Mesh, 7% x 100-Tt. 
2. square Mesh, 7% x 330-Tt. 
2. square Mesh, 10 x 330-ft. Tenax 8VZW5 
2. square Mesh, 15 x 330-ft. Tenax 91036 
Vegetation Protection Repellent 

1-gal. Ready-to-Use Liquid Repellex 9TY05 
Electronic Repellent 


30HV20 


QTAL/ 
444N77 
JIXGO 
QNT24 
8W125 


Tenax 


Tenax 
Dewitt 
Dewitt 
Tenax 
Tenax 


snap-on rain cover. Ultrasonic, 110VAC Bird-X_5PTV1 
| 
P eo. No. 
A Bird Barrier 49XX29 
Bird Slides | 
Birds slide off surfaces because 
Beige Gray 
they can't get a grip. Use on Overall Overall Deal item i 
j 0. 0. 
ledges, eaves, angle irons, st ‘Vi ae a Tax 
|-beams, and most "L" shaped ft. 1% 6" 49XX34 AOXX42 
5 tt. 1% 12" | 49XX36 — 
ledges to protect against all bird oar “ ais —4ONKat | TORTS 
species. Can be primed and 5 t ir 47 49KX32 4gxxan 
inted to match color of structur 9 Tt. 9 it. A9XX39_| 49XX4 
painted he ‘ eae 5 ft. 15 ft. 8%" | A9XX31 | 49XX39 
to look like it's a part of the build- eT 50 ft 6" 49XX33 | 4OXX41 
ing. Trim for fit. 2 ft. 20 ft 8/2" A9XX29 | 49XX37 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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/ BirdBarrier Flambeau 


Visual Bird Repellers - 
2D AND 3D DECOYS FLOATING SWAN 


Stake decoys into the ground to repel  Repels Canada geese. Effective on 
geese. 3D bodies swivel on stake and — water or land; 2 steel anchoring stakes 
furry tail moves in the wind. included. For best results, relocate the 


TERROR-EYES decoy periodically. 


Inflatable, moving bird predator uses | FALCON DECOY 

holographic, moving eye lenses that Covers up to 6,000 sq. ft. Scares small 
follow infesting birds. pests and birds such as pigeons and 
SCARE EYES gulls. Place on flat surface. Bottom has 


lug that can be removed to fill with 
Inflatable repellent simulates glaring Sy Wal ea Dexemovenstp 


t igh 
eyes of predator birds. Rotate colors sand to weigh down base 
within 3 weeks for max. effectiveness. OPTICAL GEL™ 
SCREECH OWL Keeps birds off of structures without 


harming them. Supplied in ready-to- 
No. 20YR37 features 4 predator/scare ce plastic dish container which can be 
sounds, which are photocell-activated 


aarine: davlight affixed to surfaces with commercially 
SAN ee Ig HEMOUr>: available dab of silicone. Birds see 
GATOR GUARD 


ultraviolet light spectrum as fire and 
Floating alligator head repels geese 


avoid site. Gel has firm density that 
and small animals from water areas. | Won't run. Resistant to high and low 
IRRI-TAPE 


temperatures, rain, and snow. 
lridescent diffraction foil ribbon 
combines holography, wind, and light 
to create a ripple effect that pest birds 
perceive as a danger signal. 


Item 
Description Dim. Brand No. 
2D Decoy, Coyote 24'L x 1'W x 20"H Bird-X 8ENF6 
3D Decoy, Coyote 36'L x 8'W x 16°H Bird-X 3NZD1 
3D Decoy, Fox 30'L x 6.5'W x 18.5°H Bird-X 12V871 
Terror-Eyes 24" dia. Bird-X 1DGW8 
Scare Eyes, Yellow 18° dia. Bird-X 8DCF8 
Scare Eyes, White 18° dia. Bird-X 8DCF9 
Scare Eyes, Black 18° dia. Bird-X 8Y281 
Screech Owl without Sound 22H Bird Barrier 20YR38 
Screech Owl with Sound 22H Bird Barrier 20YR37 
Gator Guard 24'L x 11'W x 7H Bird-X 1DGX1 
Irri- Tape 100 ft.L x 2'W Bird-X 1DGX3 
Irri-Tape 500 ft.L x 4"W Bird-X 9VZEO 
Floating Swan 36'L x 18'W x 11°H Flambeau 9ATJO 
Falcon Decoy, Multicolor 7 LX 7'W x 16'H Bird-X 45LW37 
Optical Gel — Bird Barrier 53PZ98 
A Bird Barrier 


Bird Exclusion Netting 


Composed of thin, ultra-strong, knotted strands of 
polyethylene twine, this exclusion system denies 
pest birds access to any architectural configuration, 
including roof tops, overhangs, parking garages, etc. 


NET MESH SIZE 
x," o" 





Overall | Overall Item Overall Item 
Coverage W L No. L No. 
625 sq.ft. 25 ft. — — 25 ft. 49XX51 
1250 sq.ft. 20 ft. — — 50 ft. 49XX52 
1875 sq.ft. 25 ft. 75> ft. 49XX45 |) 75ft. 49XX53 
2900 sq.ft. 50 ft. 5O ft. 49XX46 |} 50ft. 49XX54 
3/50 sq.ft. 50 ft. 75> ft. 49XX47 |) 75ft. 49XX55 
9000 sq.ft. 50 ft. 100 ft. 49XX48 | 100ft. 49XX56 No. 49XX46 
10,000 sqft. 100ft.  100ft. 49XX49 100ft. 49XX57 
20,000 sq.ft. 100 ft. | 200ft. 49XX50 | 200ft. 49XX58 





OUTDOOR EQUIPMENT Scan. Order. Done. 
Animal Control—Birds Details on page A1. 









Overall Overall Item 
wr 53 peseriplicn L W Coverage _No. 
& ird Nets and Clips 

BIRD) Mee Me o5 ft 25 ft. 625 sq, ft. 3NZCB 
ee ee 

4 : : Sq. Tt. 
Bird Repellent Nets, ips, Pia of 250 oO ae BN787 

if 7 pike™ Needle Strips and Kits 

Spikes, Gel, and Spray 302Stainless 107 5° Jo lmeartt, eweso 

; Steel Spikes, 2 ft. Sections 


Bird Nets and Clips—Seal off all structural openings 9-ft. Sections OAft 5" a Meat Ms 6WB51 
to keep out birds and small animals. Tao 


302 Stainless 50ft 4¥ Sail”. guava 

Spikes™ Needle Strips, Kits, and Adhesive—Attach Stee! Spike Kit, ~ 100 linear ft. 
; ; 2-ft. Sections 100 ft. 5 9 tt. Sections 5PTU4 

to any surface to permanently prevent birds from landing TUT Sa 
and roosting. Install with adhesive, sold separately. Polycarbonate =» 10 ft. 5" 4 ft Sections 8WB57 


Spikes, 1-ft. 95 linear ft 


Birdproof Gel—Nontoxic formula deters all birds and 9 _ Sections 25ft. 5" 1 ft. Sections 5WB58 


helps prevent landing and roosting by creating a sticky Polycarbonate 50 ft. 6Y# Pataca. overs 
pike Kit, 1- 


surface. Apply with a caulking gun, indoors or out. Sections —i(“‘dOOTL«Ct«‘iwYSC«“C«iék linear ft., ge 7e7 
Solvent removal. EPA Registered. Spike Adhesive 1 ft. Sections 
Repellent Spray—Goose repellant can be sprayed with Bindurogt Gal: 20it.__6CJN8 
agricultural or hand sprayer on turf, fruits, vegetables, nictetient we oz., Pkg. of 12 120 linear ft. 6WB53 
fountains (without fish), pools, and building structures. Biodegradable Food-Grade 1500-s0. f. gumpus 
Not harmful to plants or animals. Concentrate, 1 gal. to 1 Acre 






> Patan ¢ 20YR30 
i 
: 
; 
> 
BIRDIW ® No. 1DGW6 
4 : No. GWB52 
Silent and Audible Bird Repellers 
s ULTRASONIC BIRD REPELLERS BirdXPeller® Pro and Pro 2—Bird 
oO. . . 
20YR25 Balcony Guard—Keeps birds away oe ‘ sil pene 
with continuous or motion-sensor No. 6WB5? re = : ae ain g 
Sper OD ae ee iy sparrows ce No SDMLO aoa 
Bird Deterrents /* Bird Barrier satiate bs : ite notinenoee) grackles, blackbirds, crows, cormo- 
Products are designed to avoid injury to peel ton Overall on om ur a, — rants, and ravens. 
humans, birds, or animals. SiesHiNat © = id aed ie satis one S 9°" Super BirdXPeller® Pro and Pro 
¥4" Mesh 25 ft. 25 ft. 2OVRB6 | TO OF BITES, Da’, Tocen!s, ang More. —__2—Use birds’ own distress calls to 
StealthNet®—Ultrastrong, UV-resistant : 50 ft. 25 ft. 20YR35 | Weatherproof. For indoor or outdoor 
polyethylene netting provides an impen- StealthNet ® Economy Netting use. scare them away. Include control unit, 
etrable barrier against sparrows, swallows, »piaeiqe@u ees | 4 speakers, and 100-ft. of speaker 
and other small birds. Black color. Custom fof. 27 20vR30 | Quad Blaster—Uitrasonic sound wire. For outdoor use. No. 1DGW7 is 
1 I / 7 . . . . 
sizes are available; call 1-800-GRAINGER ——yccq! “49° 62 77 one aSa. | waves attack birds and bats in any —_ effective against pigeons, starlings, 
(472-4643). 100 ft. 2¥" 20YR28 enclosed or semi-enclosed areas. For sparrows, and gulls. No. 5PTU5 is 
er a Wide Ledoe | —ne-t —2r—2aHX37. | indoor use only. No. 3NZD2 includes _ effective against grackles, blackbirds, 
Bird-Flite°—Thin stainless steel rodson ig” = 505 agHx36° | red strobe light that acts as visual crows, cormorants, and ravens. 
a polycarbonate base repel pigeons and 100 ft. 5" 35HX35 | deterrent. ; ; 
aie : : edge 7" to ; : 
cameras, cut-outs, lights, pipes, and ledges. Ledge 700 . SONIC BIRD REPELLERS Speaker System—Sonic goose 
Glue or screw in place. oe Ledge ol ft as 351X39 Broadband PRO—Controls bird repellent system developed through 
‘ Wide Led 51 ft. 5° 35HX41 | pests with ultrasonic and soni decades of research uses authentic 
Dura-Spike®—Blunt stainless steel spikes 71'°7,°09° : P NSO ae 
4i a ane : at a 102 ft 5 35HX42 signals. Has a series of species- goose alert and alarm calls recorded in 
iscourage pigeons and larger birds from ra-Wide ; ahahi 
i 9 Ledge 7' to 10° 102 ft. 8"3BHX44 | specific distress cries and predators’ the wild. Audio makes areas uninhabit- 


landing and nesting. Flexible construction —sgirg-coire able for geese. Behavior modification 


noise. Includes 3 visual predators: 


conforms to building features, such as Coil Clip Kit for 
g Sheet Metal  25ft. 4" 20YR41 | Scare Eyes, Prowler Owl, and Irri- teaches them not to return. 
ledges, parapets, pipes, chimneys, lights, etc. siirtaces Tape. For ind td 
Cut to length and glue or screw in place. cael ay 62 EE NOOO OM OUIeeeT Bee: 
or Loncrete " 

: . . . ‘ 25ft. 4" 20YR39 Item 
Bird Coil©—Expanding coils destabilize eed __ Description Coverage No. 
surfaces and discourage birds from landing. Coil Clip Kit Witrasonls Ein Repellers 500s SATS 
Kits include clips, end brackets, and other = with ‘al o5ft. 4" 20YR40 | “Ultrason X 3600 sq. ft. 1DGWE6 
hardware or adhesive to attach to your Drilling) ee Bee ar SuSE ane sq. i i ee 
specific substrate. Coil Clip Kit Sate Bid Revelles sat 

for Wood 25 ft. 4" 2oyR42 | lsonicBird Repellers 

: — 5 Surf Broadband PRO 1DGW3 
Daddi Long Legs®—Device's stainless Daddi Long Legs” BirdXPeller® Pro Upto acre 6WB52 
steel rods rotate and wave in the breeze, Plastic Base Aft 20VR25 Be ee al 2. eas 3 acre aK 
: : : : tay . — uper bir eer Fro p tO 6 acres 
interfering with birds’ wings as they try to Surface Mount —g-¢-—=—gqyR97_| ~Super BirdxPeller Pro 2 Upto 6 acres SPTUS 
land. Effective against gulls, pigeons, and sg gle Electronic GooseBuster PRO Single Speaker System Upto 71.5 acres 45LW36 

artridge Remote Extension Speaker 

larger birds. Plastic base screws into most Tine G63 — — 45KA06 | ~ For Use with Nos. 1DGW3, 1DGW4, 1DGW7, ease. (RUNES 
surfaces. Ib. Gray 3NZD2, 5PTU5, BWB52, 8DMLO P 
1020 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Insect Killers 
and Accessories 


Safe and effective units attract flies and other 
light-sensitive flying insect pests with multiple 
attractants, including ultraviolet light and phero- 
mone-based lure. 


included. No. 24K338 SilenTrap™ Electric Flying 
Insect Trap is a freestanding electronic unit with 

a 13W UV bulb to attract insects into the front 
housing's glue board. NightGuard No. 1ABE2 is a 
portable, free-standing unit. Galaxie Nos. 1ABE3— 
1ABE6 use a combination of ultraviolet energy 
and Flowtron's exclusive fly attracting pheromone. 
Ideally suited for installation in front-of-store loca- 
tions. Elite Stun Unit No. 1ABE1 special stun effect 
ensures out of sight capture. 


where they are killed instantly. Nos. 2W546 and 
3ZFO9 have removable collection chambers. 





PowerVac Vacuum—Once flying pests are 
attracted close enough to the unit, the powerful 
vacuum draws them in to a removable, see-through 
tray for easy disposal. Weatherproof, lightweight, 
portable unit can be used in just about any outdoor 
location. 


Flowtron Backflight Retrofit Kit—No. 4LV47 
includes bracket with prewired socket, bulb, 2 
screws, and foam pad with adhesive back. 


Adhesive Board—Safe, silent traps draw pests 

to a strategically placed large-capacity adhesive 
board, where they get stuck and remain trapped. 
Once full, boards are easy to dispose of and replace. 
No. 24K340 GLOstik™ Flying Insect Trap features 

a reflective cap with high-efficiency LED light to 
attract and trap insects to the disposable glue tube. 
Portable, reusable, battery-operated base with LED 
lasts up to 10,000 hr. Uses (3)AAA batteries not 


Zapper Lantern Style—Once drawn to the unit, 
insects fly through an electrostatically charged grid 


Total 





For Use with Mfr. Item —— Pkg. 
Coverage Lamp Mfr. Item Description Grainger Item No. Model No. Qty. 
Description (sq. ft.) Watts Includes H Ww O Brand Model No. Catchmaster Accessories 
Indoor/Outdoor Use Electric Plug-In Insect Trap 
Adhesive Board Glue Board Trap Refill 24K338 920 24K339 = 2 
Freestanding, (2) Glue Traps/(1) Replacement 13W UV Bulb 24K338 906B 24K342—s 
Hook Mount, — LED Light Base 10" o — Catchmaster 908 24K340 Flowtron Accessories 
Battery-Powered Replacement Adhesive Fly Boards 
Freestanding, Wall ___13-Watt Bulb and (2) 12" 814" — Catchmaster 906  24K338 AV x 14" BF1 GB470 1ABE7. 12 
Mount, Electric Glue Board Traps 1ABE3. 1ABE4 
Zapper Lantern Style TAXIS 1ABE5, 1ABE6 aah ieee 
Wall or Hook Mount 2000 120 Fly Sex Pheromone 28%" 12%8" 12%" Flowtron FC8800C 2W547 12x 18" {ABE2 GB490 14ABE8 6 
Indoor Use Lures and Attractants 
eroestanding Fly Lure Any FA-5000  4LV49_—s 
ee 500 30 FlySex Pheromone 11" 18%" 37%' Flowtron FC4900 1ABE2 Mosquito Attractant = nen nae ae i 
Wall Mount Sconce 600 40 Fly Sex Pheromone 1434" 16" 5%" Flowtron FC4400 1ABE3 Blacklight Replacement Bulbs 
Style, Cream Cover 1200 80 Fly Sex Pheromone 1434" 16" 5%" Flowtron C4800 1ABE5 7W, U-Shape AG BF-210 5FZT7 1 
Wall Mount Sconce 600 40 Fly Sex Pheromone 143%" 16" 5%" Flowtron FC4410 1ABE4 15W Straight 1ABE2 BF205 1ABF1 9 
Style, Stainless ; : ; g 
Gieal Gaver 1200 80 Fly Sex Pheromone 1434" 16" 5%" Flowtron C4810 1ABE6 2W545 BF190 ALV46 1 
Wall or Hook Mount 1200 80 FlySexPheromone 18° 15° 5°  Flowtron FC4700 1ABE1 82ZF09, 2W47 BFigO___—4LW43_— 
Wall Mount 1200 80 Fly Sex Pheromone 18" 15%" 5%" Flowtron FC7600 2W546 P 4ABE6. 2W546. BF150 4Lv44 1 
2000 120 FlySex Pheromone 25%" 15" 5" Flowtron FC7800B 3ZF09 W579 
Outdoor Use — BF175 4iv45 
“acum i Blacklight Retrofit Kit w/4LV44 Bulb 
ae 43,560 14 Octenol 33" 14" 17" Flowtron PV440B  5FZT5 40W = RK 60 4iva7 
Zapper Lantern Style 
Hook Mount 43,560 40 — 1534" 934" 934" Flowtron BK-40-D 2W545 
65,340 80 — 17%" 11" 11" Flowtron BK-80-D 2W579 
ee 
* , ° = _"s 
FLOWTRON a ee 
Universal Insect Wall-Mount Bracket—Study, durable Fly Sex Lure Electronic Insect Killecs 
. é Steel bracket can hold up to 33 Ib. é wOsSOiNIG 
Killer Accessories Lures and Attractants—Fly Lure ATTRACTANT 
Item Pkg. Strip attaches to the outer screen of an 
Description Brand No. Qty. jj; 
Wall-Mount Bracket insect killer to provide luring power for No. 323163 


Black Powder = \octward 32J163 1 


30 days. Mosquito Attractant comes in 








ene ue ‘ant a slow-release cartridge that makes 

ures an ractants - F : ; i No. 4LV49 

Fy Lure Fawn 4vag insect killer times more effective in a 

Mosquito Flowtron 4LV51 1 killing certain mosquitoes and biting 

Attractant Flowtron _8F229_ 6 insects. Effective for up to 450 hr. lack 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1021 


OUTDOOR EQUIPMENT Scan. Order. Done. 
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CATCHMASTER 
St EM lTEL FLY RIBBON 


PIEGE PARFUME POUR MOLICHES 


CATCHMASTER 
FLYBAG © 
SAC A INSECTES 


No. 36WG52 No. 4HK65 





No. 8DF85 


* 


No. 36A149 
No. 45WP99 


CATCHMASIERY BIRD Ome 
rapt Er No. 1PA24 Flyswatters and Insect Traps 


Flyswatters—Stiff plastic mesh head surface area to trap up to 10,000 flies. 


@e OFF! measures 5"W x 5"L. No. 45WP99 has a specially formulated lure 
By ° e , _ designed to attract a broad range of flies. 
pene Tecra e Nee eee ap Just add water and hang. Features safety 


has multibait attractant for common flour 


REPEL YN=Toy 5 SCRUBS aad dian ile lock cap and leakproof design. 
since 022» be Crawling Insect Glue Trap—Ready to 


Fly Traps—No. 5YAY4 controls nuisance 





BELPER PAT 








insect Repellents flies and also monitors fly populations to sei pe ci an ir 
Help repel flies, gnats, mosquitoes, ticks, and more. Nos. 20KC01 and help determine when to treat. No. 5ZPK8 
36WG49 can be applied directly to flame-resistant (FR) clothing, shoes, | 'S a nontoxic, odorless and transparent © Bed Bug Prevention and Detection 
tents, and other gear to provide 2 week protection while preserving its | Sticky trap that mounts on indoor window = Monitors—Help identify post-treatment 
flame protection. panes to trap all types of flying insects. activity. No. 6JHG3 is a cost-effective 
Nos. 8DF85 and 8CNR3 have a multibait monitor with low-profile design ideal 
DEET Item Pkg. ; ; ; ‘ 
Description Concentration _Size No. ty. | attractant designed to lure multiple fly for tight spaces or behind bed boards. 
Aerosol SScisant CT WSS REGS EET 5 aKa species. No. 8DF85 provides inconspicuous No. 36A149 provides easy visual inspec- 
cuttar® Backwogds” i insect enellatt aE OD! doe 3awas2 tT (| Pest control. No. 8CNR3 features a fluo- _tion through the clear shell; for use under 
Cutter® Backwoods™ Insect Repellent 25.00% 60z. 36WG47 1 rescent chartreuse color and double-sided mattresses. 
OFF!® Deep Woods® 25.00% 6 02. 4HK65_—1 jiein 
5 : 
pene eee and DEET-Free 6.50z. 36WG49 1 Description. Brand No. 
Repel® Sportsmen Max Aerosol 40.00%  6.50z. 48WJ99 1 Flyswatters 
Liquid Spray Plastic Handle, 17°L Tough Guy 2VEX4 
Repel® 100 Insect Repellent 98.11%  1fl.oz. 36WG51 1 Wire Handle, 23°L Tough Guy 2VEX3 
Cutter® Natural Insect Repellent DEET-Free 6 fl.oz. 36WG5O0 1 STM 
Harris® Swamp Gator® DEET-Free  6fl.oz. 40P488 1 2 me L Catchmaster 4X1Z9 
OFF!® Deep Woods® Sportsmen 98.25% 1 fl.oz.  4HK66 1 : = : 
OFF!® FamilyCare Clean Feel DEET-Free 6 fl.oz. 2CYD9 1 Fly Ribbon, 172'W x 25'L, Pkg. of 4 Catchmaster oVAY4 
: 0.475 Window Pane Trap, 3"H x 7"W, Pkg. of 4 Catchmaster oZPK8 
Repel® 100 Insect Repellent 40.00% fl oz, 3s6WG48 1 Glue Trap, 2"W x 24"L Catchmaster 8DF85 
Repel® Sportsmen Max Spray Pump 40.00% 6 fl.oz. 48WKO1 1 Glue Trap, 22"H x 11"W Catchmaster 8CNR3 
Wipes Disposable Fly Bag Trap, Holds 30,000 Flies Catchmaster 45WP99 
Repel® Insect Repellent, 5'Wx7'L, Pkg. of 15 30.00% 30z. 36WG53 1 Crawling Insect Glue Trap 
OFF!® Deep Woods®, 6'W x 6'L 95.00% 6 OCYEI 144 3%'W x 7'L, Pkg. of 4 Catchmaster dYAY3 
Individually Wrapped deigiks DE. Bed Bug Prevention and Detection Monitors 
SCRUBS® INSECT SHIELD™, 8"W 30.00% 59807. 4PA24 100 Cardboard Shell with Patterned Adhesive, Pkg. of 6 Catchmaster 6JHG3 
X 10'L Individually Wrapped ects passe Plastic Shell with Gel Adhesive Lure, Pkg. of 12 Bird-X 36A149 
Insect Fogger and Burgess Ben's = 





DON’T GET BITTEN, GET BEN’S® 


Outdoor Head Nets 


Lightweight nylon mesh head nets are 
designed for unimpeded views. They 


ULTRANET 


Insecticides 


= For outdoor use only 


Propane-powered unit dispenses a 
10-ft.-wide cone of fogging insecticide 
for long-lasting control of biting flies have an elastic crown, securable on 
and mosquitoes. Uses Insecticides 3 =< p your head or favorite hat. No. 53JX20 
Nos. 6FJE8 and 6FJE9, sold separately. eee 0S A features fine weave and adjustable 


Propane Cylinder No. 5UX34 sold sepa- underarm straps for maximum cover- 
rately on Grainger.com®. age. No. 53XJ19 has a drop neckline 


and a draw cord for adjustability. 


No. GFJE6 





Item 
Description Brand _ No. Net Item — 
Propane-Powered Insect Fogger Burgess 6FJE6 Description Pore Size No. : 
Fogging Insecticide, Ready-to-Use, 32 oz. Black Flag 6FJE8 UltraNet 0.5mm _53JuX20 LEAVIN 
Fogging Insecticide, Ready-to-Use, 64 oz. Black Flag 6FJE9 InvisiNet 1.0mm 53JX19 No. 53JX20 
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ticid Natular 
‘ a No. ry 
Provide fast and long lasting control of flying and crawling insects. 2HZA9 
Item Pkg. 
P Form Targeted Insects Size Active Ingredients Brand No. Qty. 
rawling Insects 
Indoor/Outdoor KILLS 
Ants 16 02. Lambda Cyhalothrin Hot Shot 36WG41_ 1 REDBUES 
Aerosol Anis, Centipedes, Crickets, 16 oz Pyrethrin Tough Guy 2DCB3 1 comm a 
Roaches, Silverfish, Spiders y remals 
Ants, Bed Bugs, Mites, Roaches 17.5 0z. Permethrin, Piperonyl Butoxide, Pyrethrin JI Eaton 22CT52 1 
ae 0.21 oz. Fipronil Combat 1XGT8 72 No. 
Liquid, Makes Ants, Centipedes, Crickets, Fleas, SPTR1 
up to2 gal. Mosquitoes, Roaches, Spiders, Ticks 1 02. Cypermethrin Enforcer 2HZB1 1 
Ants, Roaches, Spiders 128 02. Gamma Cyhalothrin Spectracide 36WG42 1 
Bed Bugs, Fleas, Spiders, Ticks 128 02. Deltamethrin JI Eaton 5PIR8 1 
Liquid Spray — Bed Bugs, Fleas, HICKS — 128 02. Pyrethrin JIT Eaton 5PTR4 1 
Ants, Bed Bugs, Bees, Beetles, Fleas, ; | 
Roaches, Spiders, Stink Bugs, Ticks 128 02. Deltamethrin Enforcer 2HZA9 1 
Powder Ants, Roaches, Silverfish 5 Ib. Boric Acid Jl Eaton O5PIlM1 1 
Ants, Roaches, Silverfish 16 02. Boric Acid JI Eaton O5PITO 1 
Powder Bait Ants 0.21 oz. Fipronil Combat 1XGT9 72 
Stations Roaches 0.28 02. Hydramethylon Combat 1XGT4 96 
Roaches 0.49 oz. Hydramethylon Combat 1XGT5 96 
ee with Buea ees Fleas, 7 02. Diatomaceous Earth JT Eaton 5PTR1 1 
madpor Oaty | N-Octy! Bicycloh Dicarb d 
: -Octyl Bicycloheptene Dicarboximide, 
Bed Bugs, Lice, Mites 14 oz. Phenothrin, Resmethrin Enforcer 6WXE5S 1 ~ 
erga Ants 15 02. Lambda Cyhalothrin Spectracide 36WG38 1 
Ants, Roaches 16 02. Cypermethrin, Tetramethrin Enforcer 38GM04 12 No. 36WG32 No. 14N883 
Ants, Roaches 17.5 02. Lambda Cyhalothrin Black Flag 36WG37 1 
Ants, Roaches Li OZ. Cypermethrin, Imiprothrin Raid 45CR50_ 1 
Fogger Bed Bugs, Fleas 2 02. Piperonyl Butoxide, Pyrethrins Hot Shot 36WG26 3 
Gel Ants, Roaches 2.0 02. Dinotefuran Hot Shot 36WG32 1 
laud Bed Bugs 6 02. Plant Oils Bird Barrier 45KA04 1 
q & Bed eas ' 6 02. Plant Oils Bird Barrier 45KA05_ 1 
Liquid, Makes Ants, Centipedes, Crickets, ; 
up to 2 gal Roaches, Silverfish, Spiders 102, Cypermethrin Hot Shot 48LR74 1 
Rae Roaches 0.45 oz. Dinotefuran Hot Shot 36WG28 6 
Roaches 1 Ib. Orthoboric Acid Hot Shot 36WG39 1 
Powder Bed Bugs 8 02. silicon Dioxide Hot Shot_ 36WG30_1 
ee ee Fleas, 64 02. Diatomaceous Earth JT Eaton 5PTR2 1 
Trap Anis Hot Shot 36WG40 4 
Outdoor Only 
Aerosol Ants 14 02. Phenothrin, Tetramethrin CRC 14N882 1 
Ants oa ID. Lambda Cyhalothrin Spectracide 48LR77 1 
Saaune Ants . 10 Ib. Lambda Cyhalothrin Spectracide 48LR80 1 No. 48LR79 2DCB1 2DCB5 
eine Benne ice tke 35 Ib. Gamma Cyhalothrin Spectracide 36WG23 1 -" vi ; 
Granular, aca Mm 
Packet Treats Ants | | 4 02. Bifenthrin CRC 14N883 1 6XMH6 | 43847 
ion Aaaihes eirerneh Spiders 32 o7. Gamma Cyhalothrin Spectracide 48LY77 1 = 
iqui Ls = : 
Mpcauioes Revie clic Tae 128 oz. Gamma Cyhalothrin Spectracide 36WG24 1 task 
Flying and Crawling Insects / i 
Indoor/Outdoor 
ae pee ee ee 15 02. d-Phenothrin, Prallethrin Raid  45CR52 1 
Kesei Ants, Roaches, Spiders 160z. Permethrin, Piperonyl Butoxide, Pyrethrin Spectracide 48LR/76 1 
Ants, Bed Bugs, Beetles, Centipedes, 
Fleas, Flies, Gnats, Mosquitoes, 17 0z. Permethrin, Piperony! Butoxide, Pyrethrin Enforcer 53RJ85 12 
Moths, Svertish Spiders: Wasps Roach 
ae nts, Beetles, Boxelder Bugs, Fleas, Roaches, ; 
Liquid Scorpions Siverfish Spiders, Ticks 16 oz. Deltamethrin Black Flag 36WG36 1 
ao nts, Centipedes, Crickets, ; 
Liquid Spray Roaches, Silverfish, Spiders 1.33 gal. Cypermethrin Black Flag 48LR79 1 
Indoor Only 
Ants, Bed Bugs, Beetles, Centipedes, 
Aerosol Fleas, Flies, Gnats, Mosquitoes, 2 02. Cypermethrin Enforcer 53RJ86 12 
Moths, =Wverish. shiers. Wasps 
nts, Centipedes, Crickets, Fleas, . 
Fogger Mosquitoes, Roaches, Spiders, Ticks 1:2. 072. Pyrethrin Hot Shot 36WG27 3 
Flying Insects 
Indoor/Outdoor 
ae oa ve 16 oz. Pyrethrin Tough Guy 2DCB1 1 
20 ft. Long Bees, Wasps 12 0z. Permethrin, Piperonyl Butoxide, Tetramethrin Dymon  6XMH4 1 
Range Aerosol Bees, Hornets, Yellow Jackets, Wasps 12 0z. Permethrin, Piperonyl Butoxide, Tetramethrin Tough Guy 2DCB5 1 No No 
Bees, Flies, Gnats, Mosquitoes, 
Aerosol Moths, Wasps 15 02. Permethrin Hot Shot 48LR73 1 36WG20 36WG19 
Flies, Gnats, Mosquitoes, Moths 16 02. Tetramethrin Enforcer S3RJ88 12 
Dry Fog™ ewe Mosquitoes, 14 02. Piperonyl Butoxide, Pyrethrins Dymon 6XMH6 1 
moor Daly N-Octyl bicycloh dicarb d 
. . -Octyl bicycloheptene dicarboximide, 
Aerosol Flies, Gnats, Mosquitoes 16-07. Piperonyl Butoxide, Prallethrin Enforcer 38GMO02 12 
Outdoor Only 
20 ft. Long Wasps, Yellow Jackets 14 02. Phenothrin, Tetramethrin CRC 4JB47 1 
Range Aerosol Wasps, Yellow Jackets 18 0z. Permethrin, Piperonyl Butoxide, Tetramethrin Spectracide 48LR83_ 1 
22 ft. Long . . . 
Range Aerosol Wasps, Yellow Jackets 14 02. Cypermethrin, Prallethrin Raid 4HK60 1 Mosquitom 
2/ ft. Long Wasps, Yellow Jackets 14 02. Lambda Cyhalothrin, Prallethrin Hot Shot 36WG20 1 era Tiec! Kile 
Range Aerosol Wasps, Yellow Jackets 20 oz. Permethrin, Piperony! Butoxide, Tetramethrin Spectracide 36WG19 1 ri 
Aerosol Wasps, Yellow Jackets 16 0z. Permethrin, Piperonyl Butoxide, Tetramethrin Enforcer 38GM03 12 af 
Wasps, Yellow Jackets 16 02. Tetramethrin Enforcer 53RJ82 12 
Liquid Spray _ Fleas, Mosquitoes, Ticks 32 OZ. Permethrin Enforcer 53RJ89 12 
Mosquito Larvicide 
Outdoor Only 
Tablets Mosquitoes 0.6 02. Spinosad Natular S4FY57_ 12 No. 53RU89 No. 54FY57 
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Scan. Order. Done. 
Details on page A1. 


MATERIAL HANDLING 
Ladder Selection Guide & Stepladders 


Choose the Right Ladder for the Job 


STEP 2: CHOOSE LOAD STEP 3: CHOOSE THE SIZE/HEIGHT 
CAPACITY/DUTY RATINGS STEPLADDERS 


Load capacity is the combined HBG ial 


of Desired Choose This 
— weight of user and materials. Reach (ft.)* Size (ft.) 
by LOAD CAPACITY li 3 
tZ k ae 
Extra Heavy Duty/ 
Professional Use 
gare 
5 LOAD CAPACITY 
A= Ey a 
Heavy Duty/ 
Industrial re 


6300 SERIES 
= Red side rails 
= Molded versatile LockTop® 
securely holds drills and tools 
= Top accommodates Lock-In accessories 


STEP 1: WHAT MATERIAL DO YOU NEED? 
Fiberglass or Aluminum? 


Fiberglass 

Rugged and durable, ideal 
when working around 
electricity. Feature noncon- 
ductive side rails. 
Aluminum 
Lightweight and easy 
to carry. Not for use 
around electricity. 


EXTENSION LADDERS 
Height to 
Top Support 
Point (ft.) 
9 Maximum 
4 9 to 13 
5 13 to 17 
6 
7 


Choose This 
Size (ft.) t 
16 


17 to 21 
211025 
8 20 to 28 


8 

9 

10 

11 
LOAD CAPACITY ‘ 10 28 to 31 
et. 16 12 

18 

20 








T Reflects section overlap, 
gra vee 14 ladder angle and 3-ft. 
ype Ill . . 
DUTY RATING 16 extension above root line. 


* Assumes a 5-ft. 6" person with a vertical 12" reach. 


Stepladders 


= The most popular ladder 





L7300 SERIES 

= Safely lean against wall 

= Rail latch holds rear rail to 
front rail in leaning mode 


Fiberglass, Type 1AA, 375-lb. 


Duty Rating = Molded large boots with EDGE Bracing style used for low and 
= Steel Internal spreader bars medium heights 
Fiberglass, Type 1AA, 375-lb. Duty Rating Ladder its 
Series Height | Material No. 





Type IAA, 375-Ib. Duty Rating 
4 ft. 


Fiberglass 458R92 
























6ft. | Fiberglass 458R93 
L7300 8ft. | Fiberglass 458R94 
7300 SERIES a 7400 SERIES 400 SERIES —_ 10 ft. | Fiberglass 458R95 
= Molded external = Aluminum external = ‘Aluinintim ie 12 ft. | Fiberglass 458R96 
rail shields and rail shields and Tool-Tra-Tov® " \ 4ft__| Fiberglass  29JV18 
ool-Tra-Top “a 5 ft.__| Fiberglass 29JV20 
EDGE Bracing EDGE Bracing = Fully knee ie \ 6300 —oft_| Fiberglass 29JV21 
= Aluminum Tool- = Aluminum Tool- head —ront 5 8ft__| Fiberglass 29JV23 
Tra-Top® securely : Tra-Top® securely anabant | Si \ or pees PAS 
holds tools holds tools = Slip-resistant H< J 3 ft. Fiberglass 41D244 
= Extra-large knee = Extra-large knee ~~ \ 4ft. | Fiberglass  6JJ81 
foot pads 1 2 5 ft. | Fiberglass  3AZX3 
braces—tront braces—front = Internal spreader | \, 7300 —6ft Fiberglass 64/82 
and back : angiack bars except on 4-ft.)~ * » 8ft._| Fiberglass 6JJ83 
= Extra-wide = Extra-wide base and 6-{t. sizes j i. 10 ft_| Fiberglass 6JJ84 
base width u width—widest ladder in industry ao ; 12 ft._| Fiberglass _6JJ85 
; ; Aluminum, Type 1AA 3 ft. | Fiberglass 41D241 
= Steel internal spreader bars = Larger spread than 7300 Series 375-Ib.D + Rati 4ft. | Fiberglass  4XN71 
Fiberglass, Type 1AA, 375-lb. Duty Rating = Aluminum internal spreader bars See rsan S| Fiberglass —SAZKA 
Fiberglass, Type 1AA, 375-Ilb. Duty Rating 7400 —>- Fiberglass SAZX5 
8ft. | Fiberglass 4XN73 
10 ft. Fiberglass 4XN74 
6100 SERIES 6200 SERIES <n J.) i Aluminum AXNS8 
= Molded Proguard = Orange side rails 370 SERIES ‘| = 6 ft. | Aluminum 4XN59 
poo ane = Moen versal = Molded Tool-Tra- : L_\ . ‘Of amin aXNGt 
‘ ae ® a 
firm slip resistant LockTop Top® securely 12 ft. | Aluminum —_4XN63 
footing securely hold holds tools 4 Type 1A, 300-Ib. Duty Rating 
= Versatile drills and tools = Internal “H” fi 4it. | Fiberglass 29JV19 
MolsterTon® «To \ 6ft._| Fiberglass  29JV22 
olsterTop p spreader on 4-ft., 6100 8ft. | Fiberglass  29JV24 
securely accommodates 5-ft.. and 6-ft. sizes 9 10 ft. | Fiberglass 29JV26 
hold drill Lock-In ° ae . \ 12 ft. | Fiberglass 29JV28 
ee = Auto-closing 3 ft. | Fiberglass 41D245 
and tools accessories molded pail shelf Aft. | Fiberglass  3W421 
= Top accommodates = Molded = Aluminum foot bracket ms Sft._| Fiberglass 3AZX1 
Lock-In accessories large boots with slip-resistant pad 6200 F riberaloee ide 
Se eee eee pdladleeeammeutge Aluminum, Type 1A, 300-Ib. Duty Ratin Bt. | Fiberglass awt42 
= Internal spreader bars = Steel internal spreader bars pion es 9 10 ft_| Fiberglass 3W183 
Fiberglass, Type 1A, 300-Ib. Duty Rating Fiberglass, Type 1A, 300-Ib. Duty Rating ee pens mele 
4ft. | Aluminum 4W074 
379 —oft_| Aluminum 3AZX9 
6 ft. | Aluminum _3W423 
6000 SERIES eee SERS | 5900 SERIES 8 ft. | Aluminum  3W424 
= Molded ~2.~. = Molded HolsterTop® 10 ft. | Aluminum — 4W172 
HolsterTop® 7 peewee \ \, = Top accommodates og —14ft_| Aluminum 4XN64 
= Top Merle Lock-In accessories pe a0 Tey Rate 
accommodates = Auto-closing \ = EDGE bracing 4ft. | Fiberglass  4W077 
Lock-In molded pail shelf rr at bottom g000 _Dft-_| Fiberglass 3AZW9 
accessories a ely spieacers = External Bt Fiberglass aWO79 
= EDGE bracing = Slip-resistant spreader bars 4ft._| Aluminum —41D304 
at bottom footpads i = Ideal for light-duty 360 Sf. Aluminum 410305 
= External = Ideal for painting or homeowner use SET Alumina AGE 
spreader bars Aluminum, Type 1, /  “\ Fiberglass, Type Il, Type Il, 225-Ib. Duty Rating 
Fiberglass, Type 1, 250-lb. Duty Rating 225-Ib. Duty Rating 5000 ee reales _ 410281 
: a ; glass 41D252 
250-Ib. Duty Rating 8 ft. | Fiberglass 41D253 


1024 GRAINGER. 


ITT 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 
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MATERIAL HANDLING 
Stepladders & Platform Ladders 





Stepladders 


braces, and molded top with handyman’s tool slots. 


FIBERGLASS ALUMINUM 
Item Item 
Ladder Height No. No. 
Type IAA, 375-Ib. Duty Rating 
4 ft. 44YY52 _ 
6 ft. 44YY48 _— 
8 ft. 44YY47 _ 
10 ft. 44YY37 — 
12 ft. 44YY50 _ 
Type IA, 300-Ib. Duty Rating 
4 tt. 44YY63 44YY59 
6 ft. 44YY19 44YY12 
8 ft. 44YY29 44YY64 
10 ft. 44YY61 44YY51 
12 it. 44YY30 —_— 
Type I, 250-lb. Duty Rating 
4 tt. 44YY44 
6 ft. 44YY23 — 
8 ft. 44YY41 


Platform Ladders 


= Ideal for working in concentrated 
spaces and at fixed heights 

= Large platform provides secure 
and comfortable work area 

= Safety guard rail encourages proper use 
and is positioned 2 ft. above platform 


P7400 SERIES 
= Available up to 12-ft. platform height 
= 10-ft. and 12-ft. heights are Type 
IA, 300-Ib. Duty Rating 
= Fully knee braced steps and rear horizontals 
= Aluminum external rail shields and EDGE Bracing 


Fiberglass, Ladder Type 1AA, 375-lb. Duty Rating 


P6200 SERIES 

= Available up to 10-ft. platform height 
= Fully knee braced steps 

= EDGE bracing at bottom 

= Molded large boots at bottom 


Fiberglass, Type 1A, 300-Ib. Duty Rating 


Twin Platform Ladders 


= Available with and without casters 
= Ideal for two-person jobs, working in 
concentrated spaces, and at fixed heights 
= Duty Rating applies to each side 
= Safety guard rail encourages proper use 
= Twin platform ladders overall height 
is 2 ft. higher than the platform 


PT7400 SERIES 

= Double riveted steps with knee braces on each 
= Large platform provides secure work area 

= Large aluminum External rail shield 

= Available up to 10-ft. platform height 

= 12" closed storage width 


Fiberglass, Type 1AA, 375-lb. Duty Rating 


PT7400-4C SERIES 

= 4 spring-mounted rubber swivel casters 

= Double riveted steps with knee braces on each 
= Large platform provides secure work area 

= Large aluminum external rail shields 

= Available up to 10-ft. platform height 

= 12" closed storage width 


Fiberglass, Ladder Type 1AA, 375-lb. Duty Rating 


PT370 SERIES 
= Double riveted steps 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


* WESTWARD’ 
Features slip-resistant shoes, heavy-duty spreader braces, heavy- 
duty reinforcements, slip-resistant tread in every step, wide back 
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P370 SERIES 


= Available up to 8-ft. platform height 
= Double knee braced bottom 3 steps 
= Metal bottom step braces 

= Slip-resistant foot pads 


Aluminum, Type 1A, 300-lb. Duty Rating P7400 


P400 SERIES 
= Available up to 14-ft. platform height 
= 10-ft., 12-ft. and 14-ft. heights 
are Type IA, 300-Ib. Duty Rating 
= Fully knee braced steps 
= Slip-resistant foot pad 


Aluminum, Type 1AA, 375-lb. Duty Rating 


Series 





Platform Ladder Item 
Series Height Height Material No. 
Type IAA, 375-Ib. Duty Rating 
4 ft. 6 ft. 6W679 
P7400 6 ft. 8 ft. Fiberglass 3W186 
8 ft. 10 ft. 6W680 
4 ft. 6 ft. 6W686 
P400 8 ft. 6 ft. Aluminum — 6W687 
8 ft. 10 ft. 6W688 
WERNER. 
= Large platform provides secure work area 
= Available up to 10-ft. platform height 
= 10" closed storage width 
Aluminum, Type 1A, 300-lb. Duty Rating 
PT6000-4C SERIES 
= 4 spring-mounted rubber swivel casters 
= Large platform provides secure work area 
= Available up to 8-ft. platform height 
= 12" closed storage width 
Fiberglass, Type 1, 250-Ib. Duty Rating 
Platform 
Series Height Ladder Height Material 
Type IAA, 300-Ib. Duty Rating 
4 ft. 6 ft. 
6 ft. 8 ft. 
ohare 8 ft 10 ft 
vas ee Fiberglass 
6 ft. 8 ft. 
a eae El 10 ft 
10 ft. 12 fi. 
Type IA, 300-Ib. Duty Rating 
4 ft. 6 ft. 
6 ft. 8 ft. 
PT370 8 tt 10 ft Aluminum 
10 ft. 12 ft. 
Type I, 250-Ib. Duty Rating 
ie 4 ft. 
PT6000-4¢ 27: ot Fiberglass 


8 ft. 10 ft. 


Find more information on Ladder selection on page 1024. 








No. 
44YY26 


* WesrwarD’ 
Platform 
Stepladders 


Features gapless slip- 
resistant platform, top 
rail guard. Double rivet 
step construction. 





FIBERGLASS ALUMINUM 
Platform Item Item 
Height Ladder Height No. No. 
Type IA, 300-Ib. Duty Rating 
THEA - 3 ft.10" 44YY26 44YY36 
3 ft. 10" 5 ft. 9" 44YY11 44YY35 
5 ft..8" iiae 44YY31 44YY18 
aiee 9 ft. 6 44YY10 44YY65 
9 ft. 6" 11 ft. 5" 44YY27 44YY22 
V\ 
| 
a 
y \ 
A \ 
IV 
qT y 
\ 
st 
P6200 P400 | 
Series Series * Series | 
Platform Ladder Item 
Series Height Height Material No. 
Type IA, 300-Ib. Duty Rating 
10 ft. 12 ft. 4XP29 
P7400 a0 Ft. 14 ft 410243 
2 tt. 4 ft. 41D247 
4 tt. 6 ft. Fiberglass 4EB96 
P6200 6 ft. 8 ft. 4EB97 
8 tt. 10 ft. 4EB98 
lehie 12 ft. 3AZY5 
2 tt. 4 ft. 41D295 
3 ft. 5 tt 41D296 
P370 4 ft. 6 ft. 41D297 
6 ft. 8 ft. 41D298 
8 ft iof, Aluminum —“q1p299 
10 ft. 12 ft. 41D292 
P400 12 ft. 14 ft. 41D293 
14 ft. 16 ft. 41D294 





Item 
No. 


34E337 
34E338 a 
34E339 5 8 
34E340 rx 
3AZY6 

4XP39 
4XP40 . 
4XP41 


3AZY7 all 
3AZY8 
3AZY9 
41D302 
41D248 PT370 Series 
4XP36 
4XP37 
4XP38 





PT6000-4C Series 
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MATERIAL HANDLING Scan. Order. Done. 
Twin & Podium Ladders Details on page A1. 
















Find more information on Ladder selection on page 1024. 











i WITHOUT | WITH 
Podium PT, CASTERS | CASTERS 
Ladders ' Series ‘Height. Height Material No Ha 
= Ideal for working at fixed heights Type IAA, $75 Duty Rating 36x60 46EDES 
= Comfortable secure feel with 4X Work siuano; 2 ft 7 ft Shae 36FX51 | 45ED70 
Zone to reach in all directions oi 3 ft es SOF%52 E071 
7 Large podium platform with toe guard Type 1A, 300-Ib. Duty Rating 
= Waist high guard rail with Lock- 3ft. G6 ft. 20KJ26 | 45ED64 
In accessories slots 4 tt. aie 20KJ27 45ED65 
= EDGE360™ bracing with molded large boots 06200 P+" Fiberglass —SP459-—geenee 
No No = Overall ladder height is 3 ft. above platform OT aay — 45ED68 
20KJ26 45ED70 a Available with and without casters 9% ft. 20KJ30 = 
=p 1 7 
i Twin Ladders Slee 
s VV = Designed for one- or two-person jobs T370 SERIES 
= Duty Rating applies to each side = Aluminum extruded top 
T7400 SERIES = Steel internal spreader bars 
= Aluminum extruded top " Metal bottom Step braces 
= EDGE bracing with aluminum ae genie ee 
external rail shields uminum, lypeé 1A, oUU-ID. Duty nating 
T7400 Series = Aluminum internal spreader bars T6000 SERIES 
= Extra-large knee braces on every step = Molded HolsterTop® securely 
= 14-ft. to 20-ft. heights are Type 1A, 300 Ib. hold drills and tools 
Fiberglass, Type 1AA, 375-Ilb. Duty Rating = EDGE bracing at bottom 
T400 SERIES = Steel external spreader bars | 
= Aluminum extruded top Fiberglass, Type 1, 250-lb. Duty Rating 
= Aluminum internal spreader bars 
= Extra-large knee braces on every step 
= Metal bottom step braces 
Aluminum, Type 1AA, 375-lb. Duty Rating 
T6200 SERIES 
= Molded LockTop® top securely holds tools iiddes — 
= EDGE360™ Bracing with molded large boots Series Height | Material No. 
T6200 Series = Steel internal spreader bars Type 1A, 300-10. Duty Rating aye58 
= Fully knee braced on every step T7400 16 ft. AXP54 
Fiberglass, Type 1A, 300-Ib. Duty Rating a it ee 
Ladder Item 4 tt 6YG79 
1370 Serles Series _Height__| Material —_No. 5 ft. | Fiberglass —“3n7x6 
Type IAA, 375-Ib. Duty Rating T6200 6 ft. 6YG80 
A ft. 4XP48 8 ft. 6YG81 
5 fit. 41D242 10 ft. 3AZX7 
T7400 sii Fiberolass —aypeg Ti. SAZYI 
10 ft. 4XP51 6 fit. 3AZY2 
12 ft AXP52 vane Bf =) UU = SAzYS 
4 ft. 41D287 10 fi. 3AZY4 
6 ft. 410288 Type I, 250-Ib. Duty Rating 
T6000 Series T400 8 fit. Aluminun — 41D289 4 ft. QNV38 
10 ft. 41D290 T6000 6 ft. Fiberglass  8CKH1 
12 fit. 41D291 8 ft. 9GA67 
ob 
J 
No. No. Pa 
15G136 15G135 
a — ~— 
/ \ < 
» \ 
| | LOUISVILLE. i = 
Item = \ 
* westward Ladder Height No. MRI Twin & \ \ 
Type IAA, 375-Ib. Duty Rating 
Fiberulass Twi st, —__aavvoa_ | Stepladders - 4 
iMergiass win 8 tt 44yYi6__ | Nonmagnetic and nonconduc- a 
Stepladders at 4avvi2 | tive Type IAA twin stepladders are a 
The load capacity applies to each side Type IA, 300-Ib. Duty Rating Be MR cae Arlee Series Ladder Height | Material No. 
ae ge 4 tt. 4AYY54 - Type IAA, 375-Ib. Duty Rati 
of the laader and Is bullt Tor use by two 6 ft 44YVo5 nee mide mae) sonditiones as Series ~ bt Fiberglass —200136 
people (one per side) simultaneously. ot ayeo Slip-resistant nonmarring boots and a ee 
Comes equipped with heavy-duty boots. Gt AYY33 steps improve worker stability. L-2431 Series ott Aluminum —gevaga 
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GRAINGER CHOICE° MATERIAL HANDLING 
Find the wf. Find Solutions. Find Great Prices. Multipurpose Ladders 













Find more information on Ladder selection on page 1024. 


No. 
31XW67 


No. 54YF82 


KTEND iif} 


Aluminum 





No. 
26W725 


Ladders 


@ 
Extends from inches to feet to desired height. Ladders Little 


e | 
retract smoothly from a locking mechanism. Features Giant . 





integrated closure strap and carry handle for easy Ladder Systems 
releasing. Meet ANSI safety standards. Multi- Series" Height Ladder Height Height Height Material No. 
7 = Type IAA, 375-Ib. Duty Rating 
For additional Type Il and Type IA ladders, go to Grainger.com® and Telescoping Dark Horse 12 ft. 11 ft. 3to5ft. 1to3ft.| Fiberglass 26W724 
search by Type Il and IA Ladders. 13 ft. 11 ft. St Sit. 110s ft 1YME9 
jain Ladders Super Duty __ 17 fit. 15 ft. 4to7 ft. 1to3ft.| Aluminum — 1YMG1 
: ‘ 22 ft. 19 ft. 5to9ft. 1to3ft. 1YMG2 
TENSE ESD aah nee a The Revolution™ features Type IA, 300-Ib. Duty Rating ) — 
19 ft Gi 193;" —— of |; 1/ tt 15 ft. Ato7ft. 1tod3ft. ' 26W727 
- 12 ft. ae 4 54YF87 are up to 20% lighter 17 tt 15 ft n f 1 f Fiberglass °6W725** 
Type 1, 250-Ib. Duty Ratin : Dark Horse —44 ott to Tf. 110 3 fh owes 
ype tl; BTL 6 einasing a BAYES? than other multipurpose 22 ft. 9 ft. 6" 5to9ft. 1todft. 40P124 ** 
10 ft. 6" 18" 54YF83 ‘| ladders. Also feature 17. 15 ft___ 4 to 7ft._1 to 3 it SEJT6_ 
42 ft 7] 19" YF84 ores Revolution 22 ft. 19 ft. 5to9ft. 1to3ft. | Aluminum SEJT?. —** 
12 ft. 6 19 O4YF84 Quad-Lock hinge locks 96 ft 96 ft 6to11ft. 1to3ft. | 26W732 ** 
15 ft. 6" 19%" 54YF86 : 7 tO 
15 ft 6" FO" ~BAYF88 and the Rock Lock™ * Includes V-Rung. ** Can be used as a Scaffolding with the use of optional Trestle 
a as Se : Brackets Nos. 31XW71 and 48WJ50 and optional Planks Nos. 202656, 4ZB12, and 4ZB13 


WERNER. 


Multi-Telescoping Ladders 


MT SERIES Aluminum, Type 1A, 300-lb. Duty Rating 
= Steps are riveted to side rails Easily converts into 4 different positions: 
= Ladder Leveler No. 4XP35 Position 1—Twin Stepladder 

(see page 1028) can be 


Position 2—Stairway Ladder 





field installed Ses 
= Compatible with PA200 Series —‘Position 3—Extension Ladder 
aluminum extension planks Position 4—Scaffold Bases 
Extended Stepladder Scaffold Item 
Ladder Height Ladder Height Height Height Material No. 
Type IA, 300-Ib. Duty Rating 
13 i 11 ft. 3 to 5 ft. 1 ft. 11" 2NKW6 
17 ft. 15 ft. 4to7 tt. 2 11" Alumni 2NKW7 | No. 2NKW6 
22 tt. 19 ft. 5 to 9 ft. 3 ft. 10" 2NKW8 
26 ft. 23 tt. 6 to 11 ft. 4 ft. 10" 2NKW9 


No. 
44YY66 


Aluminum Multipurpose Ladders * WesTwaRD 


Ladder has the ability to change into 4 different ladder positions including a stepladder, stairway ladder, 
scaffold, and an extension ladder. Features a wide footprint for more stability and flip and lock hinges. 


Item 
Ladder Height Extended Ladder Height Stepladder Height Scaffold Height No. 
Type IA, 300-Ib. Duty Rating 
13 tt 11 Tt 3 to 5 ft. 1 to 2 ft. 44YY66 
17 ft. 15 ft 4 to 7 ft. T to 3: TL. 44YY39 
22 tt. 19 ft. © to 9 ft. 1 to 4 ft. 44YY28 
26 tt. 23 TL: 6 to 11 ft. 1 to 4 ft. 49DJ47 
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MATERIAL HANDLING Scan. Order. Done. 
Specialty Ladders & Ladder Accessories Details on page A1. 





Specialty Ladders 









OBEL SERIES FTP6200 SERIES 

= Custom molded top designed = Back rail fits through studs, tight areas, 
for electrical contractors around corners and uneven surfaces 

= Integrated retractable conduit = Spreader handle designed for 
holder for cutting pipe convenient setup and transport 

= Wire spool holders and a multiuse hook —_= Fully based front section 

= EDGE bracing at bottom = Extra-wide stance for stability 

Obel = Internal spreader bars = Available up to 12 ft. 
Series Fiberglass Electricians Job Station Fiberglass Tripod Ladder, Type 1A, 300-Ib. Duty 
Stepladders, Type 1AA, 375-Ib. Duty Rating Rating 
DP62000 SERIES 


DP62000 


Series = 2-in-1 design: stepladder 


and extension ladder 
= Flip and click the ladder from 
One position to the other 





TT H Item 
= Full 3° steps for better standing comfort Series Ladder Height _Material No. 
= Padded V-rung for working on Type IAA, 375-Ib. Duty Rating 
corners, poles, and trees 4 ft. 1FCF1 
6 ft. 1FCF2 
« Oversized, molded PROGUARD OBELOO 8 ft Fiberglass 1FCF3 
BOOTS™ help with slip resistance 10 ft 1FCF4 
12 fi. T1FCF5 
E7400 SERIES . _— Type IA, 300-Ib. Duty Rating 
= Convenient for versatile applications 6 ft. 53KC25 
= Ideal for two-person jobs and DP62000 i tee 
working at various heights 8 ft 4XP05 
= Duty rating applies to each 10 ft. 4XP06 
E7400 12 ft. 4XP07 
stepladder side 14 ft. Fiberglass 4XP08 
E7400 7 Double riveted, fully knee braced steps 16 ft 4XP09 
Soros er =» Aluminum external rail shields 4 ft. 4ZY19 
6 ft. 4EB99 
Series and EDGE bracing FTP6200 8 ft. 4ZY20 
Fiberglass Extension Trestle Ladder, Type 10 ft. 410249 
1A, 300-Ib. Duty Rating 12 ft. 410250 


Little 


Adjustable Enclosed Safety Cages Giant 


= Nonconductive, high-strength, Offer versatile, safe alternative to tie-off, allowing access to 
fiberglass-resin composite constricted areas and drop ceilings while complying with tie-off rules. 

= Fully adjustable 1-ft. increments Help protect operators in a fully enclosed working platform, allow- 
ing them to work safely and quickly with 2 hands. Each side adjusts 
independently to multiple heights; adjusts to work safely on uneven 
surface and stairs. Models with Wheel Lift™ casters allow cage to 
move from place to place fully deployed. Built-in Tip & Glide™ wheels 
make it quick-and-easy to roll anywhere. 





Item 
Series Platform Height Includes No. 
Type IAA, 375-Ib. Duty Rating 

4 to 6 ft. Tip and Glide Wheels 48RR82 
Compact Safety Cage 6 to 10 tt Wheel Lift, Outriggers, Side Tip Wheels, Net 48RR88 
Wheel Lift, Outriggers, Side Tip Wheels, Ratchet Levelers 48RR89 
3 to 5 ft. Wheel Lift, Net 36GL22 
Adjustable Safety Cage poet Wheel Lift, Outriggers, Net ae 


=.= Ladder Jacks, Planks and Leveler 


Aluminum Extansion Blanks Aluminum Extension Planks - PA200 Ladder Jack Clamping System—Ladder jacks mount to either side 
No. 4XP31 Series—Made of 2" deep box section extru- of extension ladder and clamps securely hold stage platform to ladder 
sions for outstanding rigidity in ladder jack, = jacks. OSHA and ANSI Standards require ladder jacks only be used on 
trestle ladder, and step stool applications. Type 1, Type 1A, or Type 1AA ladders. 
Locking mechanism sets plank in 12" incre- = Accommodates up to 20"W stage planks 
ments; positive stops prevent overextending. 








je P eh : Load ‘a | a 
. j escription eries engt apacity ateria 0. 

pone Ce ee Extension Plank PA200 6 to 9 ft. 250 1b. Aluminum  4XP30 
P : ee J ; ; ; Extension Plank PA200 8to13ft. 250!b. Aluminum 4XP31 
guardrail protection in compliance with applicable Extension Plank PA200 10to17ft. 250lb. Aluminum 4XP32 
governmental codes, ordinances, regulations, and Ladder Jack Clamping System = — — 300 Ib. — 4XN82 
safe practices. Ladder Leveler = = = Aluminum _4XP35 
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MATERIAL HANDLING 
Extension Ladders 


Find more information on Ladder selection on page 1024. 





Extension Ladders 


= Aluminum extruded gravity spring locks 
= D-shape rungs except 7100-2 series 


D7100-2 SERIES 

= Rung plate rung to 
rail connections 

= Ideal for utility and 


7100-2 SERIES 

= Round shape rungs 

= Ideal for utility and 
telecommunication 


= Fiberglass have prepierced holes 
at top of fly section for easy field 
installation of accessories 
Exclusive ALFLO rung joint connections provide 
excellent, twist-proof performance. Dual-action 
feet with spur plate are great for use on hard 
or penetrable surfaces and molded end caps 


telecommunication industries 
= Base and fly separate 
= Rail shield and shoe bracket 
protect rail from damage 
= 36-ft. and 40-ft. are 
Type 1A 300 Ib. 


Fiberglass D-Rung, Type 1AA, 375-Ib. 


industries 

= Rung Plate rung to 
rail connections 

= Base and fly separate 

= Rail shield and shoe bracket 
protect rail from damage 


Fiberglass, Round Rung, Type 















are mar resistant. Rope and pulley system not Duty Rating 1AA, 375-Ib. Duty Rating 
included on 16-ft. ladders. 
Max. 
Series Size Helght| Material =o Noe D500-2 SERIES D6200-2 SERIES D6200-3 SERIES 
Type IAA, 375-Ib. Duty Rating wm = Interlocking side rails = Direct rung to rail = Three-section design 
LS ea a = Base and fl connections allows the ladder to 
20 ft. 17 tt AXN98 aM yo 
D7100-2 24ft. 21 fi. 4XN99 in separate easily = Base and fly separate Close shorter than 
or oe ate ‘= 134" D-rungs = Combination rail shield 2 section ladders 
ieft. _i3ft._| iperalass ~“qip25e -\. = Base section | bracket and shoe with = Easier to maneuver 
re set ae “width is 191%" | slip resistant pad and transport 
28 ft. 25 ft. 410261 ‘\| = 40-ft. and 48-ft. are = Molded rung braces at = Include carry handle 
32 ft. _29 Tf. 410262 ‘\e Type 1A 300 Ib. bottom for increased = Direct rung to rail 
D0ft. 17 tt 410317 \ ie y 
: 24 ft. 21 ft. : 410318 *\, Aluminum, D-Rung, Type durability connections 
30 ft 09 ft 41D320 4 | 1AA, 375-Ib. Duty Rating Fiberglass, D-Rung, Type 1A, Fiberglass, Compact, Type 
Type IA, 300-Ib. ni eT z — r 300-Ib. Duty Rating 1A, 300-Ib. Duty Rating 
D7100-2 : : 
40 ft. 35 ft. 3W621 
16 ft. 13 fi. 3W620 
20ft. ‘17 ft. 3W184 
24it. 21 it. 3W139 — D1500-2 SERIES D5900-2 SERIES ' D1200-2 SERIES 
Beene sou sat ; ras = Stacked side rails so = Direct rung to rail —! = Direct rung to rail 
S2 ft 29 ft. | Einerglagg —3W185 t | 
36 a 7 i aipar ti base and fly sections connections ’ —¥ connections 
16 ft. 13 ft 99E977 | | are same 1814'"'W = Curved shape side 4 = Ideal for painting 
96200-3 —Se O zoe 978 | = Base and fly rails for user comfort _ « Lightweight 
: 8 5 tt F980 \\ separate easily 7 Lighter carrying . 4 Aluminum, D-Rung, Type 
S2ft. 29 ft. 22E981 = Dual-action feet weight than heavier I. 225-Ib. Duty Ratin 
16 ft. 13 ft 4XN89 ba | y g 
D0 tt. 17 tt 4XNGO with spur plate duty rated ladders Bi 
24 ft. 21 Tt. 4 : ; : d— 
1500-2 SOHO AXN92 Aluminum, D-Rung, Type Fiberglass D Rung, Type t 
32 ft 29 ft Aluminum 4xN93 1A, 300-Ib. Duty Rating ll, 225-Ib. Duty Rating rs 
40 ft. 35 ft. 4XN95 
40 ft. 35 ft. 410321 
D500-2 
48 ft. 43 ft 4XN96 
Pyne Hi, 225-th. Duty Rating ODE D1200-3 SERIES D6000-2 SERIES 
D5900-2 ey is , f ig Fiberglass aoe t = 3-section, compact = Direct rung to rail : 
16 13 AGNK9 =, = Interlocking side rails connections — D1300-2 SERIES 
D1200-2 20 ft. 17 Tt. 410329 Y = Mar-resistant = Combination rail shield = »—\ pen deal 
24ft. 21 ft. 4GNL1 = Interlocking side rails 
Bt 5H Aluminum —qan339 rE molded end caps bracket and shoe with rT = 134" D-rungs 
; 16 ft. 13 ft. 410331 = Slip-resistant shoe slip-resistant pad = eee ” 
D1200-3 a4 97 # 410332 ; = Base section is 1734"W 
E Rati — with SHU-LOK™ feature = Molded rung braces = ag 
Type I, 250-Ib. Duty Rat 
ype t, seuty nating 1 = Ideal for painting 
hi ft 7H 110973 | ly ov ee oa ae 4 Aluminum, D-Rung, Type 
D6000-2 Aft 21 ft Fiberglass —qipoz4 . « Slip-resistant TRACTIO! increased durability sa 
225 027 ff) TRED® D-rungs Fiberglass, D-Rung, Type =|), 1" “201. Duty Rating 
; ” . : eet 
20 ft. ul 7 ai 0323 | “* «» Spring-loaded locks |, 250-Ib. Duty Rating zB 
24 tt. 41D324 - 2 
D1300-2 28 ft. 25 ft. | Aluminum — 41D325 Aluminum, D Rung, Type | . 
32 ft. 29 fi. 410326 225-lb. Duty Rating 
36 ft. 32 Tt. 41D327 
40 ft. 35 ft. 41D328 
\ f« 
A { 
fo 
¥ Industry Max. Industry Max. 
WESTWARD Ladder Working Item Ladder Working Item eee 
Size _ Height Material No. Size Height Material No. | 
- Type IAA, 375-Ib. Duty nating vyo 7 i 4 i a uminum aver toe 
16 ft. 13ft. Fiberglass | 44 t. t. Fiberglass \4 
Extension Ladders 20ft. 17 ft. Fiberglass | 44YY62 28 7 2 : puna ans sia ae 
; ; spec. 24ft. 21ft. Fiberglass 44YY57 iL. oft. Fiberglass | 4 \ 
Ladders Ale lightweight and adjust 98 ft. 25 ft. Fiberglass | 44YY17 28 ft. 20 ft. Fiberglass | 44YY58 * a\ 
able in 12" increments. Feature Type ie amie bit Rating — 32 ft 29 ft Fiberglass aayyel No No m 
i i uminum i, ___ Fiberglass i . _! 
aluminum swivel safety shoe. 16 ft 13 ft. Fiberglass | 44YY67 44YY57 aayy4s | 
20 ft. 1/ft. Fiberglass | 44YY15 —* 
20ft. 17 ft. Aluminum | 44YY56 . wt 
* Includes leveler a 
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MATERIAL HANDLING 
Extension & Straight Ladders 


Scan. Order. Done. 
Details on page A1. 





7800 SERIES 

= Converts to a step or 
extension ladder 

= Padded V-rung at top 
in extension position 


ladder position 
= Large hoop feet 


Fiberglass, Combination 


Duty Rating 





G| 
9500-2 SERIES ct 
= Fiberglass r 
round rungs r 
= Rail and rung s 
connected t 
with reinforced WH 
nylon plugs wh 
= Unique box beam rail ite 
= Dual-action feet | 
with spur plate / 
Fiberglass, Round Rung H 
Extension Ladder, Type | 
IA, 300-Ib. Duty Rating i 





} 500-1 SERIES 


= Fixed aluminum locks 
secure rungs in extension 


Ladder, Type IAA, 375-lb. 


D7100-2LV SERIES 
= Rung plate rung to 
rail connections 
= Base and fly 
separate easily 
= Factory installed, foot 
action Level Lok® 
extends up to 10" in 
346" increments 
= Prepierced holes at top of 
fly section for easy field 
installation of accessories 
= 36-ft. and 40-ft. models 
are Type 1A, 300 Ib. 
Fiberglass, D-Rung Extension 
Ladder, Type IAA, 375-lb. 
Duty Rating 





D1800-2EQ SERIES 
= Factory installed 
EverLevel® leveling 


560-3 SERIES 
= Removable top 
fly section 
= Heavy-duty 
rope and double 
pulley system 
= Dual-action feet 
with spur plate 
=» Maximum working 
length is 47 ft. i 


= Direct rung to rail 
connections 


at bottom rung 
= Dual-action feet 
with spur plate 


Aluminum, Round 
Aluminum, D-Rung 





Rung Extension J 
dee Type |, { Extension Ladder, Type |, 
250-Ib. Duty Rating 1 f 250-Ib. Duty Rating 

- 


7100-1 SERIES 





system: adjusts up to 
8%" in 3%" increments 


# Built-in bubble leveler 


D8200-2EQ SERIES 
= Factory installed EverLevel® 
leveling system: adjusts up 
to 8%" in ¥%" increments 
= Direct rung to rail connections 
= Dual-action feet with spur plate 
Fiberglass, D-Rung Extension 
Ladder, Type IA, 300-lb. Duty Rating 


WERNER. 


Specialty Extension 
and Straight Ladders 


= Exclusive ALFLO rung joint 
connections for twist-proof 
performance except 9500 Series 
= Slip-resistant Traction-Tred® rungs 
= Mar-resistant end caps 
Industry Extended 
Ladder Ladder Item 
Series Size Height | Material No. 
Step/Extension 
Type IAA, 375-Ib. Duty Rating 
— 12 ft. 4XN76 
7800 _ 12 ft. | Fiberglass 41D279 
16 ft. 4XN77 


Extension 
Type IAA, 375-Ib. Duty Rating 
20 ft. vais 


3A7T2 
D7100-~ 24 fi 21 ft -. 3N773 
OLY B25 tt.) Fiberglass —gn77q 
30 ft. 09 TL 410254 

Type IA, 300-Ib. Duty Rating 
16f. 13 ft 3A7T5 
0 f.17 TL 3A7T6 
9500-2 2421 TL SAZTT 
BT 25TL | ¢. 3A7T8 
30 ft 290 ft. Fiberglass —ga77q 


= Rung plate rung to 
rail connections 

= Rail shield and shoe 
bracket protect rail 

= Dual-action feet 
with spur plate 
for use on hard or 


= Dual-action feet 
with spur plate 

= Hoop end caps 

= 8-ft. to 12-ft. ladders 
are 1674"W 

= 24-ft. ladder is 20%" 

= 18-ft., 20-ft. and 


7100-1 SERIES | pmo te | AN 
= Round shaped rungs 2E0 5B HOB Tt 410270 
"3 replaceable, | IES neat a 
: t. 
plastic sleeves to avoid 16H AD {FCF6 
rim damage to rail Me 20 ft i ft Aluminum tFCET 
1 iT] . t. 
= Ladder is 12%"W 28 ft. 25 Tt 1FCF9 
= Wide hoop feet with Ladder Top Step Item 
rubber pads at bottom Series Height Height | Material No. 
Straight 
Fiberglass, Manhole Type IAA, 375-Ib. Duty Rating 
Ladder, Type IAA, 375-Ib. Bt. 8 ft. 410308 
Duty R ri 10 ft. 10 fi. 41D309 
uly hating 500-1 12 ft. 12 ft. | Aluminum 41D310 


ae + 
a T 
a 7 7 - 
_ a i 
| | i he 
lees 
— 
oS 
=P 


| j 24-ft. models are penetrable surfaces 
Type IA, 300 Ib. Fiberglass, Round Rung 
Aluminum, Round Rung Straight Ladder, Type IAA, 
Straight Ladder, Type IAA, 375-lb. Duty Rating 14 ft. 14 ft 410311 
375-Ib. Duty Rating Bt ett ama 
10ft. 10 ft. 41D264 
7100-1 12ft. 12 fi. 41D265 
14 Ft. 41D266 
16 ft. 16ft. |, 41D267 
sft. aft, | Fiberglass “sa7yq 
- $7700 SERIES M7100- 54 Bt 3AZVE 
p | a eho ee | = Ideal for manhole use 14 ft 0 ft SAZV7 
7} = Dual-action feet = Dual-action feet Maxi b 16ft. 12 ft. 3AZV8 
al pe doll at arSPUC DEA " of 3 Senonsien Type 1s Bf ary ae 41D313 
}{ for use on hard for use on hard or neuced: each 500-1 20ft. _20Tt 410314 
— or penetrable penetrable surfaces section 6-ft high 24 ft. 24 fi. 41D315 
| ee = Molded rung braces = Lock sections ica TAUB 
+ = Mar-resistant at bottom for aii caia ion if, eft. UMinuM ~ 3a7U9 
= end caps increased durability fonsionccl D1500-1 14 ft. 10 ft. 3AZV1 
& = Ladder is = Ladder is 19"W ee 16 ft. 12 fi. 3AZV2 
‘| 18V%4"W : = Ladder width 12 18 ft. 14 ft. 3AZV3 
~ ‘ Fiberglass, D-Rung = Requires Shoe 20 ft. 20 ft. 41D316 
r- Aluminum, D-Rung Straight Ladders, Type No. 41D286 and End at a Aare 
Type 1A, 300-Ib. 14 ft. 10 ft, "SS “dE IG5 
| | ' available separately 
; Duty Rating 16 ft. 12 ft. 2EJG6 
i} Fiberglass, Parallel 20ft. 16 fi. 2EJG7 
; r Sectional 
“ Sectional Ladder, Type |, Type 1, 250-Ib. Duty Rating 
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250-lb. Duty Rating 


Find even MORE on Grainger.com® 


$7700 6 ft. 6 ft. | Fiberglass 41D284 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Step Stools & Step Stands 








Find more information on choosing the right ladder on page 1024. 








No. 
494H01 





No. 
44YY25 








ae oe ae sree *Wisrwan’ 2... “TEs 


XTEND + CLIMB® 
VY" Top Ste Item Top Ste Item 
Lighter weight. Fold to 472°W. No. of Steps Height Material Brand No. No. of Steps Height Material Brand No. 
WESTWARD® Type IAA, 375-Ib. Duty Rating Type IA, 250-Ib. Duty Rating 
2 18" Xtend+ Climb 2KFG4 2 19" Steel Werner 45WJ85 
Fold for easy transport and storage. 3 o7" ae Xtend + Climb  2KFG5 Type Ill, 200-Ib. Duty Rating 
LOUISVILLE® 4 35" uminum “Xtend + Climb 2KFG6 2 23" Aluminum Werner‘ AXN47 
a) 43" Xtend+ Climb 2KFG7 Type Il, 225-Ib. Duty Rating 
Tilt and roll feature. Fold to 5"W. Type IA, 300-Ib. Duty Rating 2 23" Xtend + Climb 4HXA4 
2 17" Westward 44YY25 a) gz Aluminum Xtend+Climb 4HXA5 
GA 2 ive Louisville  401M53 4 43" Xtend+Climb 4HXA6 
Nonslip ribbed treads. Fold to 5"W 96° Aluminum — Westward aa¥¥13 ig Stl Werner a02F16 
WERNER® 4 Bo Westward 44YY14 Type I, 250-lb. Duty Rating 
4 oo Louisville 401M55 ) 28" Steel Werner 494H01 
Nonslip ribbed treads. Fold to 3"W. 2 18" Steel GA 12M626 2 21" Pern Werner 494H02 
3 ZC GA 12M627 2 30%" Werner 494H03 


Step Stands and Work Stands 


Step Stands—Extra-wide feet keep stools stable on uneven surfaces. 6"D 
steps and side rail. 


Work Stands—Allow 1 or 2 people to climb up either side. 30'"W step. 
FIBERGLASS | ALUMINUM 






Overall Item Item 
No. of Steps Height Brand No. No. 
Step Stands 
Type IAA, 375-Ib. Duty Rating 
2 24" Louisville 24VT74 24VT75 
2 24" Werner 3LW39 * 5W216 * 
3 36" Werner 3LW40 * 6wW705 * 
Type IA, 300-Ib. Duty Rating 
2 24" Werner 3AZU6 4XN38 
2 24" Louisville 1CMV5 1CMV4 
2 24" Westward _ 49DJ45 
2 24" Werner 4XP47 _ 
3 24" Werner — 4XP46 
Type I, 250-Ib. Duty Rating 
2 24" Werner 4XN69 _ 
2 24" Westward 44YY53 _ 
Type Il, 225-Ib. Duty Rating 
1 11%" Xtend + Climb _— 12M634 
Work Stands 
Type IA, 300-Ib. Duty Rating 
2 24" Werner 3AZU4 3AZU1 
2 2594" Louisville _ 36Y489 
3 36" Werner 3AZU5 3AZU2 
3 37% Louisville _ 36Y490 
4 48" Werner _ 3AZU3 
4 49 Va" Louisville _ 36Y491 


* Once locking mechanism is engaged, it stays open permanently. 
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No. T 
38R232 LG 





38R221 





No. 38R202 





No. 48WH89 


General Aerial Work Platforms YEnie 


AWP™ Series—These plat- Boom Lift Series—Provide WP" Series—industrial GR and GRC™ Series—GR™ Aerial Work Platform 





forms feature user-friendly the ultimate versatility in posi- work platforms have a rigid Runabout Series are compact, low- Course No. 45JJ77— 
controls with auxiliary plat- tioning capabilities, givinga | aluminum mastdesigned — weight self-propelled machines. Genie® Lift Pro™ online 
form lowering. Designed with wide range of motion allowing for strength, reliability, Feature zero inside turning radius, operator training is a high- 
durable, exclusive Genie® mast above and below rotation for andlow maintenance.No 30% gradeability, and proportional quality, professional-grade 
system and rocker base system precise positioning. Works in _outriggers are needed due __ lift and drive controls. GRC™ program that is delivered 
for easy maneuvering around tight spaces, as well as those to automatic level sensing Runabout Contractor Series feature § through a web-based 
and over obstacles. Small difficult to reach, and hard- with integrated level- tube-in-tube telescoping steel platform and is designed to 
outrigger allows for positioning  to-access work areas. Offer — ing jacks. Designed with mast and steel platform. Lifts will satisfy the general training 
close to walls. Use with Super = quiet emission-free opera- auxiliary platform-lowering drive when fully elevated, providing requirements for aerial work 
Straddle accessory No. 38R201 _ tion in most sensitive work feature on both platform access to all major components for __ platforms as defined by 
to work over fixed seating. environments. and ground controls. convenient servicing. ANSI, OSHA, and CSA. 
Max. AC POWER | DC POWER Max. AC POWER | DC POWER 

Platform Load Overall Overall Item Item Platform Load Overall Overall Item Item 

Height Work Height Capacity Length Width No. No. Height Work Height Capacity Length Width No. No. 
AWP Series Lifts IWP Series Lifts w/ Power Assist_ - = 
— 20ft 26 ft. 1" 850 Ib. AD 29" __|_38R202 38R203 207.3’ 26 ft. 3’ 350 Ib. 60" 32" = 38R234 

24ft.11"  30ft.11" —-350Ib. 51%" 29" 38R204 38R205 24.11" 30ft. 11" 350 Ib. 60" 32,— 38R237 
297.6" 36 ft.5" 350 Ib. 53" 29° | + 38R206 38R207 29ft.6" 357f.6" 350 Ib. 60" 40" — 38R240 
36 ft.5" 42 ft.5" 350 Ib. 55" 29" | 38R208 38R209  —_—«OGR Series Lifts 

40ft.4" 46 ft.4" ——-300Ib. 56" 29" 38R210 38R211 11ft.4" 17 ft.5" 500 Ib. 53" 29%" | 38R218 
Boom Lift Series 147.8" 207.8" 500 Ib. 53" 29% | — _38R219 

29 ft. 2" 36 ft. 500 Ib. 144" 47" — 48WH86 * 197.9" 25 ft. 11" 350 Ib. 53" gb 38R220 
— 80Ft. 36 ft. 500 Ib. 138" 47 | | 48WH85 197.9" 25 ft. 11" 350 Ib. 53" a2 — 49FD27 
32 ft. 10" 39 ft. 500 Ib. 164" 59" — 48WH87_~—_—«GRC Series Lifts 

34 ft. 6 40 ft. 500 Ib. 165" 58" — 48WH88 12 ft. 18 ft. 500 Ib. 54" 29%" — 38R221 
_AOft os" 46 ft 500 Ib. 257" oo | = 48WH89_ _—— Accessories 

40 ft. 5" 46 ft. 500 Ib. 257" 59" — 48WH90 * Aerial Work Platform Super Straddle 38R201 
IWP Series Lifts Aerial Work Platform Course 45JJ77 
207.3" 26 ft 3" 350 Ib. 60" 32" | 38R232 __38R233 
—24ft. 11" 30ft.11" 350 Ib. 60" 32" 38R235 38R236 

297.6 357.6" 350 Ib. 60" 40" | 38R238 38R239 
* Includes rotating jib. 


Slab Scissor Lifts Genie. 


= Meet ANSI A92.3, CSA B354.1, platform extension, proportional controls for drive 
EN 280, AS1418.10 functions, multiple disc brakes, emergency stop 
at platform and ground controls, and AC power to 


Environmentally friendly electric lifts release no 
emissions and onboard diagnostics make trouble- 
shooting easy. Ideal for maneuvering in tight spaces No, 38R226—This scissor lift gains access to 
around indoor and outdoor construction with solid, even loftier jobs, providing working heights up to 


platform. 





nonmarking tires. Also used for maintenance and 38 ft. while fitting into spaces as narrow as 32"W. 
installation applications on firm, level surfaces. Features self-leveling outrigger that levels the lift on 
All lifts except No. 38R226 feature a 39" roll-out uneven ground up to 5° side to side. 

Max. Max. Load Overall Overall Max. Speed Max. Speed Item 
Platform Height Drive Height WorkHeight Capacity Length Width Lowered Elevated No. 
Slab Scissor Lifts w/ Single Door Access 

15 ft. 15 ft. 21 ft. 600 Ib. 72" 30" 2% mph Y% mph 38R222 

19 ft. 19 ft. 25 ft. 500 Ib. 72" 30" 2% mph % mph 38R229 

20 ft. 20 ft. 26 ft. 800 Ib. 96" 32" 2.2 mph Ye mph 38R230 

26 ft. 26 fit. 32 ft. 500 Ib. 96" 32" 2.2 mph Ye mph 38R224 

32 fit. 22 ft. 38 fit. 500 Ib. 96" 52 2.2 mph Ye mph 38R226 
Slab Scissor Lifts w/ Double-Door Access 

20 ft. 20 ft. 26 ft. 1200 Ib. 96" 46" 2.2 mph Ye mph 38R223 

26 fi. 26 fi. 32 fit. 1000 Ib. 96" 46" 2.2 mph Ye mph 38R231 

pees aorta noone 39 ft. 39 ft. 38 ft 700 Ib. 96" 46" 92 mph  vemph  38R227 
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MATERIAL HANDLING 
Scissor Lifts 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 








Personnel and Merchandise Lifts 
PERSONNEL LIFTS MERCHANDISE LIFTS 


Ballylifts Power Stocker 
Totally enclosed platform has = Nos. 26X075 and 26X077 


built-in ladder with flat, skid- include a safety sensor 

resistant treads and grab rails Ground-entry, drivable and pushable hydraulic 
provides access to platform order pickers raise merchandise to shelf level 
in fully lowered position while and allow merchandise to slide off easily to 
antiskid rungs provide access minimize lifting. No outriggers are required. 

to platform when lift is raised. Floor locks on pushable models secure the 
Features leveling jacks secure lift in place. High-quality controls for addi- 

lift to floors and uneven surfaces. _ tional safety and ease-of-use. Guardrails are 
No. 8ADE3 is a cantilevered removable, making loading and unloading 
platform with aluminum deck. easy. Recharge using a standard 110V outlet. 


No. 8RLO2 





With Riggers, 


No. 8WZ64 has a standard Charger cord included. No. 38GT54 No. 26X076 
platform. 
Max. 
MR Lifts Platform Work Load Overall Overall Platform Platform Outrigger Outrigger Power With Item 
, i Height Height Capacity Length Width Depth Width FootprintL Footprint W Source Outriggers  No.* 
Roomy 28" x 36" enclosed plat- Ballylift Pushable Standard and Cantilevered Single Worker Personnel Lifts 
form accommodates 2 workers 14 ft. 20 ft. 300 Ib. 65" oe 64" 20" 65" 68" Hydraulic Hand Pump Yes 8ADE3 
Wi 15 Tt 21ft.  300/b. 65" 32" 20" 28" 65" 68" Hydraulic Hand Pump Yes 8WZ64 
and has built in ladder with flat, MR Lifts Pushable Compact Two Worker Personnel Lifts 
skid-resistant treads and grab 15ft.  21ft. 500lb. 75" 32" 28" 36" 75" 76" 120 VAC Power Yes BWZ65 
rails. Features leveling jacks Toft Zt 500 Ib. ia 32" 28" 36" fa 76" 12 VDC battery Yes 9ADJO 
19%.3" 25 Tt. 500 Ib. io 32 28" 36" ey 76" 120 VAC Power Yes 8ADE4 
help secure lift to floor and also 19.3" 25ft 500Ib. 75" 30" 08" 36" 75 76 12 VDC battery Yes 9WLD4 
compensates for uneven surfaces. ~23ft.8" 30 ft. 500 Ib. 75" go. 28" 36" 1S 76" 12 VDC battery Yes 8ADE5 
Self-storing outriggers extend 23ft.8" 30 ft. 500 Ib. 75" 32" 28" 36" ie. 76" 120 VAC Power Yes QVZY7 
: 28 ft. 34 ft. 500 Ib. ey 32 28" 36" (ey 16 120 VAC Power Yes QWAA7 
from base to provide stability. 98 tt. 34 ft. 500 Ib. fey 32" 28" 36" 15 76" 12 VDC battery Yes QRTC1 
Rails fold for doorway passages Drivable Compact Single Worker Vertical Mast Lift 
and storage. 17ft.6" 24 ft. 330 Ib. 62" 30" 20" — __No Outriggers No Outriggers Battery No 33DN39 
Pushable Compact Single Worker Vertical Mast Lift 
Drivable and Pushable 30 ft. 35 ft. 300 Ib. 56" 29" 27 Va" — 64" 74" Battery Yes 38GT54 
= : Power Stocker Pushable Hydraulic Merchandise Lift 
Vertical Mast Lifts 8ft2” 14ft 450lb. 54° 36" 17" 23%" No Outriggers No Outriggers Battery No BRLO2 
These lifts holds 1 person and 12ft.2' 18ft. 650 Ib. 54" 42" 17 29" No Outriggers No Outriggers Battery No 26X074 + 
i 12ft.2" 18 ft. 650 Ib. 54" 42" 17' 29" No Outriggers No Outriggers Battery No 26X075 
ate ideal for work ell overhead 147.9" 21 ft. 650 Ib. 60" 43" ra 29" No Outriggers No Outriggers Battery No 26X076 Tf 
lighting and ceiling maintenance. ~“44f.9" 21ft. 650lb. 60" 43" 17" 29° No Outriggers No Outriggers Battery No 26X077 
No. 53DN39 reaches a platform Power Stocker Drivable Hydraulic Merchandise Lift 
p 
height of 18 ft. and No. 38GT54 12 ft. 18 ft. 650 Ib. 60" 19" _ No Outriggers No Outriggers DC No 46CF80 


* Standard delivery requires capability to unload from commercial carrier truck. Call 1-800-GRAINGER (472-4643) for information on delivery 


requirements. ¢ Ergonomic friendly. 
Portable Personnel Lifts JLG 


= Safer, more versatile The LiftPod® is easily disassembled to fit in the back of a pickup truck while the Ecolift's 
alternative to ladders patented stored power system raises and lowers the platform quietly without batteries or 
and scaffolding hydraulics. Ideal for plant and facility maintenance and various contractor applications. 

= 330-lb. capacity 

= Includes tool tray 


reaches a platform height of 30 ft. 








Gross 7 
Gross Max Work Overall Overall Platform Vehicle Item No. 
Max. Work Overall Overall Platform Vehicle Item Platform ‘eight Height Length Width Depth Weight No.* 52XE87 
Platform Height Height Length Width Depth Weight No.* EcoLift Series 
LiftPod FT Series 4 ft. 9" 11 ft. 39" 28" 28 397 |b. 52XE86 
ree 13 ft. 45° 30" 24" 191 lb. 34AZ73 72 13 ft 50" 29" 33" 672 |b. 52XE87 No. 
13 ft. 6" 20 ft. 58" 64" 24" 264 |b. 34AZ74 Accessories 34AZ74 
13 ft. 6" 20 ft. 58" 64" 24" 326 lb. 53VL58 Battery Pack For Use With No. 34AZ73 34AZ75 





* Standard delivery requires capability to unload from commercial carrier truck. Call 1-800-GRAINGER (472-4643) for information on delivery requirements. 


Drivable Scissor Lifts and Pushable Mini Scissor Lifts 


= No outriggers required cantilever platforms, minimizes the strains from pushing lifts, 
= Meet ANSI Standards providing additional access to machinery and equipment. Also, 
Easy-to-operate with joy stick drivable at full heights and have a battery power source. 





control and feature emergency Max. No. 
stop button and lowering Platform = Work Load Overall Overall Overall Platform Platform Item 26X078 
system. Pushable, ground Sens Height Capacity Length Width Height Depth Width No. 
entry, 12VDC, lifts are designed 9ft.10" 16ft.  500Ib. 51" Bi: 70" 46" 24" 26X078 
with a slim base for access to 12 ft. 9" 19 ft. 500 Ib. 51" 31" 14' 46" 24" 26X079 

: ; Drivable 
tight areas. Recharge using a i0ft. 160i 500[b. 46" 30' 73 46" 28° 45FF19 
standard 110V outlet. Power 12 ft. 19ft. 500 Ib. 46" 30° 1: 46" 28" 45FF20 
unit stored in lockable slide out 19 ft. 25 ft. 500 Ib. 14 30" 86" 66" 29" 45FF21 
d d ‘th batt 26 ft. 32 ft. 500 Ib. 98" 32" 92" 90° a2) A5FF22 

rawer and comes with battery = ~“o6ft_ 32 ft. _1000Ib. _—‘98" 46" 92" 90" 44" 53DN31 
charge indicator. Drivable 32 ft. 40 ft. 700 Ib. 98" 46" 96" 90" 44" 53DN32 

A0ft.4" 46 ft. 550 Ib. 98" 47" 102" 90" 44" 53DN33 

scissor lifts have extendable A5 ft. 51 ft.  500lb. 112" 55" 102" 104" 44" 53DN38 
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Features to Consider When Choosing a Rolling Ladder or Work Platform 
TREAD 
Use the chart to find the right tread material for your work environment. 
Tread Types: 


RUBBER MAT/ 
PERFORATED/ ABRASIVE MAT/ RIBBED 
FEATURE SERRATED OPENGRIP EXPANDED METAL ANTISLIP VINYL (ALUMINUM) RECOMMENDED USE 

Ideal in the harshest enviornments where liquids are 
Aggressive Slip-Resistance @ present and other materials that can create buildup on 

the tread including grease, oil, and other debris. 
Maximum Drainage & The most open tread design that provides maximum 
Self-Cleaning Properties drainage and self-cleaning properties. 

‘ ; The most common tread used and ideal in most environments. 

PRIA CRbctee & Upward holes provide excellent slip-resistance and downward 

slots provide good drainage of liquids (exclusive to Tri-Arc). 
Utilize the most material making these treads able to 
Durability & Longest Lasting withstand the constant use over time and extending 

; ; the life of the ladder and keeping it safe for use. = 

Least Aggressive Environments These solid treads provide slip-resistance properties that are 
(offices, backrooms, ideal in environments where all types of shoes can be worn 
retail store floors, etc.) and where there are not liquids and other debris found. 


Abrasive Mat Antislip Vinyl Expanded Metal Open Grip Perforated Ribbed Rubber Mat Serrated 





FEATURES TO CONSIDER WHEN CHOOSING A ROLLING LADDER OR WORK PLATFORM 
When selecting a rolling ladder, it's important to consider the required access, 
working height, and load capacity. Understand your space and your needs, as picking 
the right size or length is just as important as the style you choose. 

Load Rating 

Load Rating is the maximum weight capacity the ladder can safely carry, including the weight of the user 
and equipment. Make sure to factor in your tools and protective gear when looking for the right ladder. 

oe Size Considerations 
The higher you work, the wider your ladder must be in order to remain safe. Consider 
working height or height and width limitation on ladder dimensions. 

Ladder Actuation 

Rolling ladders feature various safety locking mechanisms to make sure your ladder doesn't roll while in use. 


PLATFORM HEIGHT OVERALL HEIGHT BASE DEPTH PLATFORM DEPTH 
Subtract 5- to Consider ceiling Typically the taller the ladder the wider the Consider 
6-ft. from desired or overhead base. Ladders with a 24"W or smaller base are working area. 
working height. obstructions. suitable for use in tight spaces or narrow aisles. 





















EXPANDED ANTISLIP 
Platform Overall No.of Platform Bottom StepLock Base Handrail PERFORATED) METAL SERRATED VINYL 
Height Height Steps Depth Width Actuation Depth Height Brand Item No. Item No. Item No. Item No. 
Assembled 
40" 70" 4 10" 30" Step ol 30" Cotterman 1TGW4 4XM31 4XM32 6ZEU1 
ou. 80" 5 10" 30" Foot 40" 30" Cotterman 3UY14 *| 4XM33 *| 4XM34 *  6ZEU2 ~* 
60" 90" 6 10° 30" Foot 46" 30" Cotterman 3UY15 *| 4XM35 *| 4XM36 *)| 6ZEU3 ~* 
70: 100" 7 10" 30" Foot 5a: 30" Cotterman 3UY16 *| 4XM37 *| 4XM38 *| 6ZEU4 * 
80" 110" 8 10° 32" Foot 58" 30" Cotterman 3UY17 *| 4XM39 *| 4XM40 *| 6ZEU5 * 
90" 120" 9 10" 32" Foot 65" 30" Cotterman 1TGW5 * | 4XM41 *| 4XM42 *| 6ZEU6 ~* 
100" 130" 10 10" oe Foot 72" 30" Cotterman 3UY18 *| 4XM43 *| 4XM44 *| 6ZEU7 ~* 
110" 140" 11 8 oe. Foot 78" 30" Cotterman _ 8E761 *| QSALM3 ~* —_ 
110° 140" 11 10" OZ. Foot 78" 30" Cotterman 45CJ21 * — — 45CJ20 * 
Unassembled 
40" 70" 4 10" 30" Step 31" OU) Cotterman 3UU73 5FYT2 5FYU4 6ZEU8 
50" 80" 4] 10" 30" Foot 40" 30" Cotterman 3UU74 *  5SFYT3 *| OSFYU5 *~*| 6ZEU9 ~* 
50" 83" 5 14" Be. Step 43" 30" Ballymore 9EX52 9LG30 sVY01 _ 
60" 90" 6 10" 30" Foot 46" 30" Cotterman 3UU75 *| 5SFYT4 ~*~  OSFYU6 ~*| 6ZEVO ~* 
60" 93" 6 14" 32. Step 49" 30" Ballymore 9RZV6 8RNEQ 9LGH9 _ 
riig 100" i 10" 30" Foot 53. 30" Cotterman 3UU76 *| SFYT5 ~*~  OSFYU7 ~*| 6ZEV1 ~* 
70" 103" 7 14" oe. Step 55: 30" Ballymore 9WHG9 8YFK2 8DUP4 —_ 
80" 110" 8 10" 32. Foot og: 30" Cotterman 3UU77 *| 5SFYT6 ~*~  OSFYU8 ~*| 6ZEV2 ~* 
Cotterman’ 80" 113" 8 14" oe: Step 61" 30" Ballymore 8TR84 8PP60 8DZV4 —_ 
eee 90" 120" 9 10" 32" Foot 67" 30" Cotterman 5FYV6 ~| SFYT7 *| OSFYU9 *| 6ZEV3 * 
- 90" 123° 9 14" 32" Step 68" 30" Ballymore 8DW15 8UX21 9NZW9 _ 
Steel Rolling 100" 130" 10 10° 32” Foot. 72 30" Cotterman | 3UU78 *| 5SFYT8 *| 5SFYVO *| G6ZEVA ~* 
100" 133° 10 14" oe Step 74" 30" Ballymore QWDN1 8TRP5 8YFL1 _— 
Ladders 110" ‘140° 11 10" 32" Foot 78° 30' Cotterman | 3UU79 *| SFYT9 *| SFYVi “| GZEV5 * 
a 110" 143" 11 14" BYs Step 80" 30" Ballymore 8UWZ8 9KDH9 9MH37 — 
=» Handrails included 120". 153" 12 14" a Step Ya 30" Ballymore |  8DYT6 9KD09 8ZFE1 — 
= e j 120" 162" 12 10" 32" Foot 88" 42" Cotterman 3UU80 *| SFYUO ~*~ OSFYV2 ~*| G6ZEV6 ~* 
ai : pea 130° 170" 13 10" 42" Foot 95" 42" Cotterman 3UU81 * SFYU1 *| OSFYV3 *| G6ZEV7 ~* 
a c& platiorm wi 140" 182" 14 10" 42" Foot 101" 42" —_Cotterman | 3UU82 *| 5FYU2 *| SFYV4 *| 6ZEV8 * 
2 Gray 150" 192" 15 10" 42" Foot 108" 30" Cotterman —_ — 5FYV5 * _— 
= 59° climbing angle 150" 192" 15 10" 42" Foot _—«108"~—=S=—«42".—=sCootterman | 3UU83 *| SFYU3 *| = — 6ZEV9 * 
* Ladders for use in California will be modified to comply with California OSHA standards. 
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Find more information on Rolling Ladders on page 1034. 


Ss | | 
Cotterman’ No. axm72_/ / | 
= 6-Step 
Welded Aluminum No. 3FMJ2 


= Shi bled Leal ///\ 
ear lin Py | Welded Stainless 


= 14" platform depth am wl Steel Rolling Ladders 


= 59° climbing angle 




















Up to 50% lighter than comparable steel a ? = Ship assembled _ 
ladders, aluminum is easy to clean and ,> ———a\ ° 7 450-Ib. load capacity 
corrosion-resistant. 4 . ns see cen 
7 | 
Platform Overall No. of Platform Bottom Step Lock Base | SERRATED RIBBED = om ng ee ee 
Height Height Steps Width Width Actuation Depth | Item No. Item No. Type 304 stainless steel construction is ideal for 
With 30°H Handrails ; washdown and corrosive environments. 
90" 50 2 16 18 Step 23 2JYW3 — 
50" 2 24" 26" Step 20. 2JYX1 — EXPANDED 
30" 60" 3 16" 22. Step 29" 2JYW5 21VE75 Platform Overall No. of Platform Bottom Step Lock Base Handrail) SERRATED | METAL 
60" 3 24" 30" Step 29" 4XM71 21VE76 Height Height Steps Width Width Actuation Depth Height | Item No. Item No. 
40" 70" 4 16" 22" Step 36" 2JYW7 21VE78 With Handrails 
70" 4 24" 30" Step 36" 4XM72 21VE79 20" 00" 2 16" 18° Step — 19" 330" a 45CH96 
50" 30" 5 16" oa Step 43" 2JYws * 21VE80 * 30' 60" 3 16" 20" Step 2/" 30" 45CJ01 45CH71 
80" 5 94" 30" Step 43" 4XM73 * 21VE81 * 60" 3 24" OU Step 2/" 30" 45CJ49 45CJ73 
60" 90" 6 16" 24" Step 50" 2Jyw9 * | 21VE82 * 40" 70" 4 16" 20" Step — 31" 0" OFYP9 *| SFYRS  * 
90" 6 24" 30" Step 50" 4XM74 * 21VE83 * 70" 4 24" 30" Step cul 30" 45CH55 45CH53 
70" 100". 7 24" 30° Step 57" 2JYX2 * | 21VE84 * 50" 80" ) 24" 30" Foot 40" _—30" OFYRO *| SFYR6  * 
80" 110" 8 oA" 30" Step 63" 2JYX3. * 21VE85 * 80" 5 16" 20" Foot 39" 30" 45CJ04 *| 45CJ06 * 
Without Handrails 60" 90" 6 24" 30" Foot 46" 30" SFMJ2 ~*| SFYR7 ~* 
12" 12" | 14" 96" Casters 90" 202531 = 90" 6 16" 24" Foot 46" 30" 45CJ84 ~*| 45CH94 * 
90" D) 44" 13" Casters Py 2JYW2 = 70" 100" ri 24" 30" Foot 5a: 30" 5FYR1 ~| 5FYR8 ~* 
90" 90" 9 14" 96" Casters 93" 202532 — 80" 110" 8 24" Je. Foot 58" 30" 3FMJ3 *| SFYRO ~* 
90" 9 16" 13" Step EY 21VE71 = 90" 120" 9 24" 32" Foot 65" 30" 5FYR2 ~*| OSFYTO ~* 
30" q 14" a9" Casters og" 2JYW4 — 100" 130" 10 24" ge. Foot 72" 30" 3FMJ4 *| SFYT1 ~* 
30" 30" a 14" a0" Casters 99" 202533 — 110" 140" 11 24" 32! Foot 81" 30" 45CH60 *| 45C0J47 * 
30" 3 16" aa! Step a0! = P1VE74 120" 162" ie 24" 32" Foot 88" 42" 45CJ42 * 450/38 * 
40' 40" 4 24" 30" Casters 36" 202534 + 45CJ71_ + Without Handrails 
40" 4 16" oF Casters 36" 2JYW6 t+ 21VE77_ + 20" 20" 2 10" 18" Casters 19" — 5FYP7 5FYR3 
* Ladders for use in California will be modified to comply with California OSHA Standards. 30" 30" 3 10" 20" —Casters 26" — OFYPS8 oFYR4 
t 4-step without handrails not for use in California. * Ladders for use in California will be modified to comply with California OSHA Standards. 
EXPANDED 
Platform Overall No.of Load Platform Bottom Base Handrail PERFORATED | SERRATED METAL 
Height Height Steps Capacity Depth Width Depth Height Brand | ItemNo. Item No. Item No. 
50° Climbing Angle 
90" 6 800lb. 12" 30" 60" 30" Cotterman| 3UU97 ~* 5FZA2 * 5FYZ3 * 
60" 90" 6 800lb. 24" 30" i2 30" Cotterman| 202444 * 202443 * 202442 * 
96" 6 600lb. 17" 35° 66" 36" Tri-Arc 4RCN4 * 4RCP2 * — 
100" 7 800lb. 12" 30" 69" 30" Cotterman| 3UU98 ~* 5FZA3 * 5FYZ4 * 
10 100" 7 800lb. = 24" 30" 81" 30" Cotterman| 202447 * 202446 * 202445 * 
106" 7 600lb. 17" 35° 74" 36" Tri-Arc 4RCN5 * 4RCP3  * — 
110" 8 800lb. 12" 32" 78" 30" Cotterman| 3UU99 * 5FZA4 * 5FYZ5 = * 
80" 110" 8 800lb. 24" B27 90" 30" Cotterman| 202450 * 202449 * 202448 * 
116" 8 600lb. 17" 35° 82" 36" Tri-Arc 4RCN6 * 4RCP4 * — 
120" 9 800lb. 12" 32" 83" 30" Cotterman| 5FZC1 ~* 5FZC3* 5FZC2 * 
90" 120" 9 800lb. 24" 32" 100" 30" Cotterman| 202453 * 202452 * 202451 * 
126" 9 600lb. 17" 35" 91" 36" Tri-Arc 4RCN7 * 4RCP5 * _— 
130" 10 800lb. = 12" 32" 97" 30" Cotterman| 3UU84 * 5FZA5 = * 5FYZ6 * 
100" 130" 10 800lb. 24" cea 109" 30" Cotterman| 202456 * 202455 * 202454 * 
136" 10 600lb. 17’ 35° 99" 36" Tri-Arc 4RCN8 * 4RCP6 * — 
140" 11. 800lb. 12" 32" 106" 30" Cotterman| 3UU85 ~* 5FZA6 * 5FYZ7 * 
110" 140" 11. 800lb. = 24" 32" 118" 30" Cotterman| 202459 * 202458 * 202457 * 
146" 11. 600lb. 17’ 35" 107" 36" Tri-Arc 4RCN9 * 4RCP7 * — 
156" 12 600lb. 17’ oo" 116" 36" Tri-Arc 4RCP1 * 4RCP8 * — 7-St 
120" 162" 12 800lb. 12" 32 116" 42" Cotterman| 3UU86 ~* 5FZA7 * 5FYZ8 * srchai 
162" 12 800lb. 24’ 32" 128" 42" Cotterman| 202462 * 202461 * 202460 * No. 4RCNS 7-Step 
430 172" 13 800lb. 12" 42" 125° 42" Cotterman| 3UU87 ~* 5FZA8 * 5FYZ9 * No. 46C332 
172" 13 800lb. = 24" 42" 137" 42" Cotterman| 202465 * 202464 * 202463 * 
; 182" 14 800lb. 12 42" 134" 42" Cotterman| 3UU88 * 5FZA9 * 5FZAO0 * / val ] 
140" 182" 44800 ib.__24" 42" 446" 42"—Cotterman|20z468_* | 20z467 * | 207406 * Ogotterman’ /TRIDARC 
150" 4g" 45 —go0 b. 24" 49" 155" a2" —Cotterman’ 202471 >| 202470" 207469 | 
; ; : " ; " Cotterman * . : 
56° Climbing Angle Heavy-Duty Steel 
60" 96" 6 600lb. 10" a5" 50" 36" Tri-Arc 2NJV4 = * 2NJW2 * — H 
70 106" 7 600lb. 10° 35 57 36° ‘TrrArc | 2NWVS * | 2NJW3 = | — Rolling Ladders 
80" 116" 8 600lb. 10° 35: 64" 36" Tri-Arc 2NJV6 * 2NJW4 * — : : 
90° 126° 9  600lb. 10° 35° 60° 36° ~‘TriArc | 2NUV7* | 2NJW5 * = = Handrails available 
100" 136". =: 10 ~=600lb. —‘10" 35" 76" 36° _—iTri-Arc | 2NJV8 * | 2NJW6 * — = Ship unassembled 
110" 146" 11. 600lb. ~=—10° 35: 83" 36" Tri-Arc 2NJV9 * 2NJW7 * — uN : 
120° 156" 12 600Ib. 10" 35". 90" 36" Tr-Arc | 2NJW1 * | 2NJW8 * | — 0 24’ platform width 


SERRATED [PERFORATED ™ 20° and 56° ladders are 


Platform Overall No. of Load Platform Bottom Base Handrail 
Height Height Steps Capacity Depth Width Depth Height |§ Brand | ItemNo. | ItemNo. gray; 59° are gray/yellow 

59° Climbing Angle -acti 
50" 92" 5 1000 Ib. 24" 37" 56" 42" Cotterman| 46C€330 460338 = Foot-activated step lock 
60" 102" 6 1000 Ib. 24" 37" 62" 42° _ Cotterman| 46C331 460339 50°, 56°, and 59° climbing angles for 
70" 112" 7 1000 Ib. 24" or 68" 42" Cotterman | 46C€332 460340 
80" 122" 8 1000 Ib. 24" or 74" 42" Cotterman | 46C€333 460341 i 
90" 132" 9 1000 Ib. 24" or” 80" 42" Cotterman) 460334 460342 Description Brand Item No. 
100" 142" 10 1000 Ib. 24" 37" 86" 42" Cotterman |) 460335 460343 Gate Options for Extra Heavy-Duty Rolling Ladders 
110" 152" 11 1000 Ib. 24" 42" 92" 42" Cotterman| 46C336 460344 Front Gate Cotterman 29JU21 
120" 162" i 1000 Ib 24" 42" 98" 42" Cotterman | 46C337 460345 Rear Side Gate Cotterman 29JU24 


* Ladders for use in California will be modified to comply with California OSHA Standards. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1035 


MATERIAL HANDLING Scan. Order. Done. 
Rolling Ladders Details on page Al. 






















No. 1CJH2 | . 
Cotterman’ 77!A8C) — 
Deep Top Steel Rolling ee 
Ladders with 20" and Deep Top Welded 
30" Deep Platforms Aluminum 


= Handrails included 

= 450-Ib. load capacity 

= Gray 

= Cotterman: 59° climbing angle 
= Tri-Arc: 56° climbing angle 


Rolling Ladders 


= Handrails are 32"H except 
Nos. 25NY76 and 25NY73 
which are 36"H 

= 350-Ib. load capacity 





Large depth top platform provides ample 4.Step =» Ship assembled 
safe working space. No. 25NY01 = Natural finish 
EXPANDED = 56° climbing angle 
No. of Step Handrail Platform Overall Bottom Base PERFORATED; METAL SERRATED 
: : : : : Step |SERRATED| RIBBED 
See es eon Height_Height Width Depth __ Brand Item No. Item No. Item No. Platform Overall No. of Platform Platform Bottom Lock 
P Height Height Steps Depth Width Width Actuation) Item No. | Item No. 
Assembled With Handrails 
2 24" 30" 20" 50" 26° 28" Cotterman | 36LH53 21UP55 21UP57 7 7 i i 
j i i ; 7 i ; 52 2 21 16 20" Casters | 25NX79 25NX76 
4 24 30 40 70 30 41" Cotterman 5FYV7 5FYW4 5FYX1 20 i i i ; 
j 5 i i F - = - < 52 2 21 24 29" Casters | 25NX85 25NX82 
5 24 30 50 80 30 50" Cotterman 5FYV8 5FYW5 5FYX2 i 7 7 7 
i ; ; 7 7 . - = = 62 3 14 16 22' Casters | 29RJ87 29RK07 
6 24 30 60 90 30 56" Cotterman 5FYV9 5FYW6 5FYX3 7 7 j i 
i ; 7 ; 5 ; = = = 62 | 21 16 22' Casters | 25NX91 25NX88 
7 24 30 70 100 30 63" Cotterman 5FYWO 5FYW7 5FYX4 i 7 7 ; j 
. ‘ . . : - ~ - “ 30 62 3 21 24 29" Casters | 25NX97 25NX94 
8 24 30 80 110 32 71". Cotterman  5FYW1 5FYW8 5FYX5 i 7 7 7 
5 i ' 7 7 . “¢ = = 62 3 28 16 22' Casters | 25NX92 25NX89 
9 24 30 90 120 32 7/' Cotterman  5FYW2 5FYW9 5FYX6 7 7 i F 
i i i i i . sr x ~ 62 3 28 24 29" Casters | 25NX98 25NX95 
10 24 30 100 130 32 84" Cotterman 5FYW3 5FYX0 5FYX7 i i 7 7 
5; . j j F . = < 72 4 14 24 32" Casters | 29RJ94 — 
i; si a 42 120 162 32 98" Cotterman 45CH91 45CH98 45CJ57 ig 79" 4 OED 16" 59° Casters | 25NY04 5NYO1 
> 16° 36° 20" 56" 21" 31" Tr-Are) 25NW16 = 25NW13 fo 4 ated Casters | 2ZoNY10 | 25NYO7 
. . ; . 5 . 72 4 28 16 22' Casters | 25NY05 25NY02 
2 24 36 20 56 28 31 Tri-Arc 25NW22 — 25NW19 i i 7 7 
7 . ; i 5 5 i2 4 28 24 32" Casters | 25NY11 25NY08 
3 16 36 30 66 24 38 Tri-Arc 25NW28 — 25NW25 i 7 7 7 
; 7 7 7 . : 82 5 14 24 32" Casters | 29RJ95 29RK15 
3 24 36 30 66 30 38 Tri-Arc 25NW34 — 25NW31 ‘ 7 7 i ’ 
. ' . - . - : 50 82 5 21 16 22' Casters | 25NY16 25NY13 
4 16 36 40 76 24 45 Tri-Arc 25NW40 — 25NW37 i 7 7 7 
j . i i ; 7 82 5 21 24 32" Casters | 25NY22 25NY19 
4 24 36 40 76 30 45 Tri-Arc 25NW46 — 25NW43 7 7 i i 
7 i j 7 i ; = = j 92 6 21 16 26" Casters | 25NY28 25NY25 
5 16 36 50 86 24 52 Tri-Arc 25NW52 — 25NW49 60 7 7 i i 
; 5 i F j F = > ~ 92 6 21 24 32" Casters | 25NY34 25NY31 
5 24 30 50 80 30 50" Cotterman 202196 202219 202208 i i 7 7 
5 7 7 5 . . = = : 102 7 21 16 26" Casters | 25NY40 25NY37 
5 24 36 50 86 30 52 Tri-Arc 25NW58 — 25NW55 70 1 i i i 
; : 7 ; . . = = 102 7 21 24 32" Casters | 25NY46 25NY43 
6 1 6 36 60 96 21 60 Tri-Arc 2oNW64 —— 25NW61 ul 7 ul " Wl 
i . i : 7 ; = = < 80 112 8 21 24 36 Foot 25NY52 25NY49 
6 24 30 60 90 30 56" Cotterman | 202197 202220 202209 i 7 7 i ' 
7 7 j j ' ' = = 90 122 9 21 24 36 Foot 25NY58 25NY55 
6 24 36 60 96 35 60 Tri-Arc 1 CJG9 —— 1 CJH9 u " " " " 
; i 5 F . - ~ 100 132 10 21 24 36 Foot 25NY64 25NY61 
Z 16 36 70 106 27 67 Tri-Arc 25NW72 — 25NW69 ; i i 7 7 
. 7 5 . - . = = = 110 142 11 21 24 38 Foot 25NY70 25NY67 
7 24 30 70 100 30 63" Cotterman | 202198 202221 202210 i 7 7 i i 
. i ' < - : = = 120 156 12 21 24 38 Foot 25NY76 25NY73 
8 24" 30" 80" 110" 32" 68" Cotterman | 202199 *| 202222 *| 202211 * ; 1 7 , 
i j ; ; : 7 - 2 19 21 20" Casters | 25NX43 — 
9 24' 30" 90" 120" 32" 75" Cotterman | 202201 *| 202223 *| 202212 * i i 7 7 
j i 5 . ' i = = - 20 2 28 21 29" Casters | 25NX49 25NX46 
10 24 30 100 130 32 82" Cotterman | 202202 202224 202213 7 7 ' i = 
7 7 7 ; . . = = 40 4 14 24 32" Casters 29RKO05 
10 24 36 100 136 35 86 Tri-Arc 1CJH3 — 1CJJ3 i 7 7 ' i 
7 ' 7 F = - 40 40 4 21 16 21 Casters | 25NX67 25NX64 
11 24 30 110 140 32 88" Cotterman 202203 202225 202214 40" 4 m4" D4" 59° Casters | 25NX73 5NX70 
11 24" 36" 110" 146" 35" 93" Tri-Arc 1CJH4 * — 1C0JJ4 * 
12 24' 36" 120° 156" 35" 100"  Tri-Arc 1CJH5 * — 10JJ5 * 
12 24" 42" 120" 162", 32" 98" Cotterman 202204 *| 202226 *,| 202215 * 
13 24" 36" 130" 166" 40" 106"  Tri-Arc 1CJH6 * — 1CJJ6 * 
13 24' 42" 130" 172" = 42", = 105" Cotterman 202205 *| 202227 *| 202216 * 
14 24" 36" 140" 176" +40" 113" ~ Tri-Arc 1CJH7 * — 1CJJ7 * 
14 2A" 42" 140" 182" 42" 111" Cotterman 202206 *| 202228 *| 202217 * > 
15 24" 3G 150" 186" 40" 120" — Tri-Arc 1CJH8 * 10JJ8 * 


15. 24" 42" 150", = 192", 42" 118" ~Cotterman | 202207 202229 * 202218 
30" Platform Depth 
Assembled 


4 24" 30" 40" 70" 30" ~— 51" Cotterman | 202423 202421 202422 


LOUISVILLE. 


Fiberglass 





5 24" 30" 50" +80" 30° 60° Cotterman | 202426 *| 202424 *| 202425 * r 

6 24" 30° 60° 90° 30° 66" CCotterman | 202429 *| 202427 *| 202428 * Rolling Ladders 
724 30° 70" 100° 30° 73° Cotterman | 202432 *| 202430 *| 202431 * ile 

8 24° 30° 80" 110" 32° 78" Cotterman | 202435 *| 202433 *| 202434 * . hectai denise 

g 24" 30" 90" 120" 32" 85" Cotterman | 202438 *| 202436 *| 202437 * = ofip unassempdied 

1024" 30" 100" +130" 32" 92" CCotterman | 202441 *| 202439 *| 202440 ~* = 300-Ib. load capacity 

ie ae 42" 120" 162" 32" 108" Cotterman | 45CH75 450/48 45CH45 = 17" platform depth 

5 24 30" ~~ ~50" 80° 30° 60° Cotterman | 202230 *| 202252 *| 202241 * = 24" platform width 

6 24" 30° 60° 90° 30° 66" CCotterman | 202231 *| 202253 *| 20Z242 * = Yellow 

724 30° 70" 100° 30° 73" Cotterman | 202232 *| 202254 *| 202243 * © plimhi 

8 24 30° 80" 110" 32° 78" Cotterman | 202233 *| 202255 *| 202244 * = 50° climbing angle 

9 24" 30° 90" 120" 32" 85" Cotterman | 202234 *| 202256 *| 202245 ~* = Foot-activated step lock 

10 24" 30" (100° +130" 32" 92" CCotterman | 202235 *| 202257 *| 202246 ~* Weather-resistant. nonconduc- 
10. 30° 30° 100" 130" 33" 132" Cotterman| — 21UX87 | 21UX90 fi an ae tls ae 
1124" 30". ~—Ss110".~—=« 140" ~—«32".—=«298"~—sCCotterman | 202236 *| 202258 *| 202247 * 6-Step ve TIDergiass IS Sate Tor Working 
12 24" 36" 120" 156" 35". 110" ~—sTri-Arc =| 25NW85 — 25NW84 No. SMRH8& around electricity. 

1224" 42" +420" ~—*162" +32" +108" Cootterman | 202237 *| 202259 *| 202248 ~* 

13.24" 40" ——*430"~—« 172" ~—«42"~—«*115" Cotterman | 202238 *| 202260 *| 202249 * Platform Overall © No.of Bottom Handrail | SERRATED 
14. 24" 42" 140" —«*182"~—«42".—«* 121" ~‘Cotterman | 202239 *| 202261 *| 202250 * melgnt _elght _-_ steps. —_idi_Base Depth _He’ght_| Mem No. 
15 24" 42" 150" 192" 42"—« 128" ~Cotterman | 202240 *| 202262 *| 202251 * 38" 80" 4 sia Bare 80" OMRH7 
1730" 42",~—s 170" ~—«212" +50" 234" Cotterman| — — 21VA14 of” 99" 6 oe a 99" OMRH8 
19 30". 42" 190" ~—«232" 50" 258" Cotterman — = 21VA15 = Lil 10 ace ues 42" SMRJO 
* Ladders for use in California will be modified to comply with California OSHA Standards. 114% 196% 12 36% 123% 42 oMRJ1 
1036 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE’ MATERIAL HANDLING 
Find the wi. Find Solutions. Find Great Prices. Rolling Ladders 


a Find more information on Rolling Ladders on page 1034. 
Cotterman J pag 
Welded Narrow-Base Steel | 





. 3-Step 
Rolling Ladders No. 3UY12 
= 30"H handrails included = 16" platform width 
= Ship assembled = Gray 
= 450-lb. load capacity = 59° climbing angle 
= 10" platform depth 
EXPANDED 
Platform Overall Step Lock PERFORATED METAL SERRATED 
Height Height No. of Steps Bottom Width Actuation Base Depth | Item No. Item No. Item No. 
30" 60" 3 20" Step 26° 3UY12 4XM27 4XM28 
40" 70" 4 20" Step cil 3UY13 — 4XM29_~~—s|ss AXM30 
50" 80" 5 20" Foot 40" SFYX8 * SFYY8 ~* SFYY3 * 
60" 90" 6 24" Foot 46" SFYX9 = * 5FYY9 * 5SFYY4 * 
70" 100" 7 24" Foot 5a SFYYO ~* SFYZO ~* 5SFYY5 * 
80" 110" 8 24" Foot 56° oFYY1 oFYZ1 SFYY6 
90" 120" 9 24" Foot 65" 5FYY2 5FYZ2 5FYY7 


* Ladders for use in California will be modified to comply with California OSHA Standards. 
t 8- and 9-stepladders are not for use in California. 


3-Step 
No. 3UY22 





Cotterman’ “HD” 








11-Step 
No. 202387 
Easy Climbing Steel v 
Rolling Ladders with 12" 7-Step 
No. 4XM 
and 24" Deep Platforms eae 
= Handrails included = 450-lb. load capacity = Gray 
50° climbing angle for easy forward descent. 
EXPANDED 
Overall Step Lock PERFORATED METAL SERRATED 
No. of Steps Step Width Handrail Height Platform Height Height Bottom Width Actuation Base Depth Item No. Item No. Item No. 
12" Platform Depth 
Assembled 
3 16" 30" 30" 60" 20" Step 32" — 3UY22  ~#| 4XM49 | ~=4XM50 
4 16" 30" 40" 70" 20" Step 40" —=17GW6 =| :«4XM51~—i,s AX 
4 24" 30" 40" 70" 30" Step 40" — 3UY23, | AXM53 — 
4 24" 30" 40" 70" 30" Casters 40" ee ee ee)! 
5 24" 30" 50" 80" 30" Foot 51" 4XM56 * 
6 24" 30" 60" 90" 30" Foot 60" 4XM58 * 
rs 24" 30" 70" 100" 30" Foot 69" 4XM60 * 
8 24" aU 80" 110" 32" Foot 78" 4XM62 * 
9 24" 30" 90" 120" 32: Foot 88" 1TGW8 * 
10 24" 30" 100" 130" 32. Foot 97" 3UY28 * 1TGX1 * 3UY29 * 
Unassembled 
9 24" 30" 90" 120" 32. Foot 88" 202380 * 
10 24" 30" 100" 130" oe. Foot 97" 202383 * 
11 24" 30" 110" 140" oe: Foot 106" 202386 * 
12 24" 42" 120" 162" 32° Foot 116" 202389 * 
13 24" 42" 130" 172" 42" Foot 125° 202392 * 
14 24" 42" 140" 182" 42" Foot 134" 202395 * 
15 24" 42" 150" 192" 42" Foot 143" 202398 ~* 
24" Platform Depth 
Assembled 
3 16" 30" 30" 60" 20" Step 44" 202473 
4 16" 30" 40" 70" 20" Step 52" 202476 
4 24" 30" 40" 70" 30" Step 52" 202479 
5 24" 30" 50" 80" 30" Foot 63" 202483 * 202481 ~* 202482 * 
6 24" 30" 60" 90" 30" Foot 72. 202485 * 
7 24" 30" 70" 100" 30" Foot 81" 202488 * 
8 24" 30" 80" 110" Be. Foot 90" 202491 * 
9 24" 30" 90" 120" 32" Foot 100" 202494 * 
Unassembled 
24" 30" 100" 130" of: Foot 109" 45CH44 * 
11 24" 30" 110" 140" o2. Foot 113° 45CJ85 * 
12 24" 42" 120" 162" OZ: Foot 128" 45CH49 * 
13 24" 30" 130" 172" 42" Foot 137" 45CH86 * 
14 24" 30" 140" 182" 42" Foot 146" 45CJ26 * 
15 24" 30" 150" 192" 42" Foot 155° 45CJ86  * 45CJ24 * 45CJ02 * 


* Ladders for use in California will be modified to comply with California OSHA Standards. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1037 





MATERIAL HANDLING Scan. Order. Done. 
Rolling Ladders Details on page Al. 




















































f ] 
TRIOARC) | 
Gateway Rear-Exit , : 
Steel Ladders Cotterman: 
= Handrails included All-Directional 


# Ship unassembled 

= 450-Ib. load capacity 

= 24" platform width 

= Gray 

= Foot-activated step lock 

The rear-exit feature allows user to 
safely exit onto an elevated surface. 
Platform Overall No.of Platform Bottom Base |PERFORATED) SERRATED 


Height Height Steps Depth Width Depth Item No. Item No. 
50° Climbing Angle 
60" 102" 


Easy-Turn Steel 
Rolling Ladders 


= Handrails included 

= 56° ladders ship unassembled; 
59° ladders ship assembled 

= 450-Ib. load capacity 

= 10" platform depth 

= Gray 

= Foot-activated step lock 






No. 45FF55 




















6 27" 35" 76 45FF75 45FF85 dee . 
70° 112" 7 OT" 35" 84" 45FF76 45FF86 Ladder turns within its own radius, 
80" 122" 8 27" 30" 92" | ASFF77 | ASF F87 making it ideal for use in tight and 
90' 132" 9 “Ag 35" 101" 45FF78 |  45FF88 | Net? ea ae 9 
100" 142" 10 27" 35" 109" A5FF79 45FF89 paces. 

110" 152" 11 Th 35" Me 45FF80 45FF90 ; 

. : : : . Platform Overall No. of Platform Bottom Base Handrail PERFORATED) SERRATED 
120 162 12 27 35 126 45FF81 45FF91 Height Height Steps Width Width Depth Height Brand | ItemNo. | Item No. 
130" 172" 13 aT 40" 134" 45FF82 A5FF92 56° Climbing Angle 
140" 182" 14 2/" 40" 142" 45FF83 45FF93 70" 106" 7 94" 35" 57" 36" Tri-Arc _ 25NV65 * 
150" ___*192" 15 27° 40" 151" 45FF84 45FF94 80° 116 8 24 35° 64° 36°  ‘Tr-Arc | 1CJJ9 *| 25NV66 ~ 

56° Climbing Angle 90" 126" ~—s«9 24" 35" 69" ~—36"_—siTri-Arc — 25NV67_ * 
60" 102" 6 30" 35" 70" 45FFS5 45FF65 100" 136" 10 24" 35° 76° 36’  ‘Tri-Arc | 1CJK1 “| 25NV68 * 
70" 112" / 30" 35" IT 45FF6 45FF66 110" 146" 11S 24" 35" 83" 36" ~—sTri-Arc | 1CJK2 *| 25NV69 * 
80" 122” 8 30" 35" 84" 45FFO7 45FF67 120" 156" 12 ~«24" ~=35". 90" ~—36"~—sTri-Arc_ | = 1CJK3 “| 25NV70 * 
90" 132’ 9 30" 35" 89" 45FFS8 45FF68 130° 166" 13 +24" ~~ 40".~—96"~—S 86" —SsTri-Arc | 1CJK4 *| 25NV71 * 
100" 142° 10 30" 35" 96" 45FF59 45FF69 140° 176" 14. S24" 40". — 103" ~— 36" ~—sTri-Arc | 1CJK5 *| 25NV72 * 
110 192 u 30 39 103 49FF60 49FF70 150" 186° 15 24° 40° 110° 36°  ‘Tri-Arc | 1CJK6 *| 25NV73 * 
120" 162" 12 30" 35" 110" 45FF61 45FF71 59° Climbing Angle 
130" 172" 13 30" 40’ 116" 45FF62 45FF72 80" 110" 8 16° 24" 110" 30° Cotterman) 21UT73 *| 3 — 

140" 182" 14 30" 40" 123" 45FF63 45FF73 120" 162", 12,~—S24" 32" —«88"_—S42"_—Cotterman| 45CH76 *| 45CJ66 * 
150 192 15 30 40 130 45FF64 45FF74 * Ladders for use in California will be modified to comply with California OSHA Standards. 
TRIO ARC/ LJ-DESIGN Customize Your U-Design 
ee IE | CONFIGURABLE LADDERS H 
: ° Steel Rolling Ladder 
U Design Configurable Configure your U-Design Steel Rolling Ladder exactly 
Steel Rolling Ladders how you want it. Combine additional features to 
ie ; build a productive ladder for your needs. 
= 36'H handrails included = 24" platform width Sel fe 3A os 
= Ship unassembled = Gray SA ULNA CP a Shall [i Lg 
= 450-lb. load capacity = Foot-activated step lock TL 
AAA 
Platform Overall No. of Platform Bottom Base |PERFORATED) SERRATED aes KR 


Height Height Steps Depth Width Depth) Item No. Item No. 

50° Climbing Angle 
60" 96" 6 Via 35" 66" 29RJ50 29RJ40 
(0' 106" 7 1 30" 74" 29RJ51 29RJ41 
80" 116" 8 17" 35" 82" 29RJ52 29RJ42 
90" 126" 9 Le 35" OT" 29RJ53 29RJ43 
100" —- 136" —_—s«10 if 35" «9 " 29RJ54 29RJ44 
110" 146" —s 11 17" 35" 107" | = 29RJ55 29RJ45 
120" 156". 12 1c 35" 116" | 29RJ56 29RJ46 
130": 166" —13 17" 40" _124"| 29RJ57 29RJ47 
140" 176" = 14 ie 40" 132" | 29RJ58 29RJ48 
150" 186" 15 Ie 40" 141"| 29RJ59 29RJ49 

56° Climbing Angle 
60" 96" 


Perforated Serrated 




















10° 39" __ 50" 15F014 15F026 




















6 
70" 106" 7 10" 35" 57" | 15F015 | 15F027 e Deep Top Kits—Add_ « All-Direction 
so 8S ee teres | 10" or 20" of additional +Maneuverability Kits— 
90 126 9 10 35 69 15F017 15F029 
100°. 136°. 10. 10° 35° 76° | 15F018 15F030 length to the platform. Enable the ladder to turn 
110" 146" = 11-~—Ss« 10". 35" 83" | _~—«15F019 15F031 within its own radius. 
120° 156" = 12 10" 35" 90" 15F020 15F032 
6-Step 130" 166" = 13 10" 40" 96" 15F021 15F033 
140" 176" = 14 10" 40" 103" 15F022 15F034 = . 
meeayeeee 150° 186° 15 10° 40" 110°) 15F023 | 15F035 ° Stock Picking Shelf Kits— 
Description Item No. | Add two or three 50-Ib. capacity 
Deep Top Kit shelves. 
Additional 10"L to Platform Depth 15F036 
Additional 20"L to Platform Depth 15F037 
All-Direction Maneuverability Kit ao 
For Use With 6- through 12-Step Ladders 15F040_f{ | Note: All-Direction and Stock Picking Shelf Kits cannot 
TSTaGK PICKING SHBTRIT testep haters 15F041_ + __ | be combined. A Deep Top Kit is required when ordering 
250-Ib. Cap. Shelves For Use With 6- and 7-Step Ladders 15F042 * a Stock Picking Shelf Kit. 
3 50-lb. Cap. Shelves For Use With 8- through 15-Step Ladders 15F043 * 
* Deep Top Kit is required when ordering Stock Picking Shelf Kit. ¢ All-Direction Maneuverability Kits and Stock Picking Shelf Kits cannot be combined. 
1038 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ar L| 





GRAINGER CHOICE*® MATERIAL HANDLING 








Find the yl. Find Solutions. Find Great Prices. Rolling Ladders 
SSS SSS SS NS SS SSeS 
Find more information on Rolling Ladders on page 1034. 
EXPANDED ' 
Platform Overall No. of Load Platform Platform Bottom Base | PERFORATED METAL SERRATED 
Height Height Steps Capacity Depth Width Width Depth Item No. Item No. Item No. - 
Standard Base 
Includes 212" Rubber Pads 3-Step 
50° 2  450lb. 10° 16" 20° ~—s- 24" :*| +202347 202343 202345 Standard Base 
opr 00" 2450 Ib. 10" 24° «28's 24" | 3FMD7 3FMD5 3FMD9 No. 202356 
50° 2  450lb. 20° 16" 20° +34" ~*| 202348 202344 202346 
50° 2  450lb. 20° 24°28" 34" | «202351 202349 202350 
60" 3 450lb. 10° 16" 20° 30° | 202356 202352 202354 
39 60" 3450 Ib. 10" 24°28" 30" | ~~ 3UY30 4XM63 3FME1 
60" 3 450lb. 20° 16" -20"~=—s 41" :~«| «202357 202353 202355 
60" 3  450lb. 20° 24°28" ~—s«4t" ~| 202360 202358 202359 
70” 4 450lb. 10° 16" 20° 37" | 202365 202361 202363 
ag 20" 4 450 Ib. 10" 24°28" 37" | BUY31 4XM66 3FME2 
70” 4 450lb. 20° 16" 20° 47° | 202366 202362 202364 
70” 4 450lb. 20° 24°28" ~—s«47"_~| ~=202369 202367 202368 
80° 5 450lb. 10° 16" ~+20' 43° | 202374 202370 202372 
59° 80" 5 450 Ib. 10" 24° 28" ~=—s«43'' | 3FMD8 * | 3FMD6 * | 3FME3 * 
80° 5 450lb. 20° 16" 20" ~=—-53" | 202375 202371 202373 
80° 5 450lb. 20° 24°28" ~—«+454" | «202378 202376 202377 
Includes Removable Rear Chain 
50° 2 450lb. 10° 16" 20° 24" | 21VA53 21VA45 21VA49 5-Step 
ot 00" 2450 Ib. 10" 24°28" 24" | 21VAG5 21VA57 21VA61 Straddle Base 
50° 2 450lb. 20° 16° 20" ~=— 34" '| 21VA55 21VA47 21VA51 No. 6MXV6 
50° 2 450lb. 20° 24°28" 34" | 21VAG7 21VA59 21VA63 
60° 3  450lb. 10° 16" -20°~=—«3" ~+| 21VC01 21VA92 21VA96 Co tterman’ 
. 60 3  4501b. 10° 24°28" 31" | + 21VC13 21VC05 21VC09 
30 60 3  450lb. 20° 16" 20° +41" *+| 21VC03 21VA94 21VA98 
60 3  450lb. 20° 24°28" st" «| «2AVC15 21VC07 21VC11 H 
70” 4 450lb. 10° 16" +20° +37" * | 21VC93 21VC85 21VC89 Welded Steel Tilt- 
. 10 4  4501b. 10" 24° «28 ~—s37"_ | 21VD06 21VC97 21VD02 
” 70” 4 450lb. 20° 16" —-20"~—s 47" '~*|«-21VC95 21VC87 21VC91 N-Roll® Ladders 
70 4 450lb. 20° 24° 28" ~—s«47"~*|«-21VD08 21VC99 21VD04 i ; 
30" BBO Ib 10" i670" 43" | OVA >4VD46 >4VD50 7 30°H handrails included 350-Ib. load capacity 
50" 80" 5 450 Ib. I ° 24 28 43" | 21VD66 21VD58 21VD62 = Ship assembled (straddle base) 
“5 450 Ib. ; ' "53" | 21VD56 21VD48 21VD52 ; : = 
80° 5 450lb. 20° 24°28" 454" | 21VD68 21VD60 21VD64 pe r He Capacity shy limbi , 
Includes Removable Rear Safety Chain with Snap Hook (standard base); . climbing ang € 
50° 80° 5 450lb. 10" 24°28" ~—s 43" '* | 36LH58 ft — — = No ladder actuation 
siradileinies Ladder rests solidly on four 21" rubber pads 
Includes 214" Rubber Pads lode 2 ee , 
30° 60° 3. 350lb. 20° 94° 203° 41° | 3FMEG 3FME4 3FMES when climbing. Easily moved by tilting back on 4 
40’ 70’ 4 850 Ib. 20" 24284” | SFMEZ 3FMES 3FMES wheels with handrails. The balanced design won't 


Includes Double Handrails 
50° 80" 5 350 1b 20" 94" 9g" 4") BMXva 6Mxve = 6mxva* allow ladder to scoot away or toward user. 


60" 90" 6 850 1b. = 20" 24" 8" 60" | MXVO =* | SOGMXV7 ~*~ | =<6MXV9 * Note: See Grainger.com® for Safety Yellow options. 
* Ladders for use in California will be modified to comply with California OSHA Standards. ¢ Safety Yellow color. 
































—_ a 
EXPANDED 
Platform Overall No.of Load Platform Platform Bottom Base SERRATED METAL r\\ 
Height Height Steps Capacity Depth Width Width Depth | Item No. Item No. N \\ 
Oo. 
Aluminum | \' 
50" 2 350 Ib. 10" 16" 20" 24° | 202511 = SFMH9 | 
00" 50" 2 350 lb. _—10" 24" 28" 24" 3FMH7 — has 
50" 2 350 Ib. 20" 16" 20" 34" 202515 — 
50" 2 350 |b. 20" 24" 28" 34" 202519 — x sian 
60" 3 350 lb. 10" 16" 20" 30" 202512 = SX ~ 
ane 0 3 350lb. 10° +24 +28" ~~30"~+| +3FMH8 = Cotterman w 
60" 3 350 lb. 20° 16" 20' 40" 202516 = J 
60" 3 350 lb. 20" 24" 28" 40" 202520 — H 
70° 4 350 lb. 10" 16" 20' 37" 202513 — Welded Aluminum and 
70" 4 350 lb. 10" 24" 28" 37 3FMH9 — = 
av 70° 4 350Ib. 20" i620" 47" | 202517 = 304 Stainless Steel a 
70 4 350 lb. 20° 24" 28" 47" 202521 — . ; 
80" 5 350Ib. 10" i620". 43" | ~ 207514 = Tilt-N-Roll® Ladders 202530 
80" 5 350 lb. 10" 24" 28" 43" 3FMJ1  * — spk ee 
50" * = 30"H handrails included = 59° climbing angle 
80 5 350lb. 20 16 20 54 202518 = g ang 
stainless 60" 5 350 Ib. 20" 24" 28" 54" 202522 * — = Ship assembled 
tainless Stee : 7 ‘ ; 
; D 4501b- 10" 54" 38° 54" 907527 907593 During climbing, each standard base ladder sits solidly on four 
30" 60" 3 450 Ib. 10° 24" 28" 30" 202528 202524 22" rubber pads for greater stability. Easily moved by tilting 
a a : ep ‘ a < a ae . ae - back on 4" wheels with handrails. The balanced design won't 
* Ladders for use in California will be modified to comply with California OSHA Standards. allow ladder to scoot away or toward user. 
Lock-N-Stock Steel Folding Ladders aot? 
= 22"H handrails included = 16" platform width = Rear exit on Nos. 3KNK7 Ral — - 
1 il 1 5 = ™ 
= Ship assembled . = 24" bottom width and 3KNK8 a 3KNKS 
= 350-Ib. load capacity = Blue = 59° climbing angle 
= 7" platform depth = No ladder actuation 


Ladders are easy to climb, roll, fold, and store. Lock in folded or climbing positions. Easy-to- 
maneuver in open or closed position. 





Overall PERFORATED 
Platform Height Height No. of Steps Base Depth Item No. 
19" 41" 2 17" 3KNK7 
28%" 50%" 3 Za 3KNK8 
38" 60" 4 30" 4UDL5 
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MATERIAL HANDLING scan. Order.Done. =f; 
Configurable Crossover & Work Platforms Details on page A1. = 


U-Design Configurable Platform Selection Guide 
STEP 1 STEP 2 STEP 4 


Select an Incline: Select a Ladder Height: Select a Crossover 


Crossover Platforms (CP) CP: Choose based on vertical clear- Configuration or Support Legs: ML] Wil! -— 
and Rooftop Platforms ance height need for application. | CP and RP: Add turn platforms Straight L-Configuration 


he rs ee ei RP: Select a ladder with aheight for configurations requiring a90° | © Configuration 
ogemer. aterent Incines afe greater than the required height. _turn including L-, Z-, or U-shaped 
acceptable. crossovers. 


Max-Access Platform Systems rani be iets applleations, MAPS: A tower support lea is LT 
pene i deduct 5" for clearance height. pp g 
(MAPS) use 50° incline stair required for each 50° stair unit/ ii 


units/ladders. ladder 


ial 2 | fom LIL Iv 


- Forward descent Select a Span or Platform: connguialion eeeiget ion 
ae CP and RP: Combine 20" and 30" 
spans to create up to 90" of hori- STEPS 


75" INCLINE zontal clearance. For spans over Select Platform Handrails: 


froestinstie ss 90" (CP) or 120" (RP), use a leg kit. APS: Add handrails to any side for fall protection. 5-step and larger ladders require 
¥ MAPS: Create platform configura- handrails on all platform unit sides for code compliance. 
tions by combining 36" x 36" 
90™|NCLINE platforms. A tower support leg is 
Vertical descent required when 3 platform units are 
sean combined. 


A configurator tool is available at Grainger.tri-arc.com/GRconfigurator_login.html 
5 













20" Bridge Span 30" Bridge Span No. 38GRO2 
No. 15E931 No. 15E932 Turn Platform Qty. = 6 
i No. 15E935 
50 degree \ 
Incline Ladder al No. 
No. 15E906 7 38GR30 
/ 


No. 38GRO3 


























My 
tf 
ol 
No. 38GR25 
| < oy 
Tower Support Legs 
“Dp 75d =a 
clan shea . / TRI \ | (Select by Platform Height) 
7 Ladder anna 
Configurable 
J 1 eeaae LJ-DESIGN No. 38GRO5 
Crossover 
Platforms perrorateo | serrareo | GONfigurable Max-Access Platforms 
No. of Platform Vert. TREAD TREAD 
Steps Height Clearance) Item No. Item No. = 750-lb. load capacity Max-Access allows you to design your own 
= 24"W steps 50° Incline = 24"W steps complete platform and ladder configuration to suit 
‘ahtie J" 3 30" 28" 21Y491 217489 = Serrated tread any application. Combine platform units to create 
= Clearance height is 2 i 40" 38" 24V492 24V490 : : 
; i i = Aluminum construction desired length and width working surface. Anchor 
below platform height 5 50 48 15E904 15E909 
Gaol 6 60" 58" 15E905 15E910 = Gray and yellow platforms to floor (hardware not included). Meet 
alae eae a of ate oR powder-coat finish OSHA Standards. 
platform by choosing compo- : ; 
9 90 88 15£908 15E913 Overall 
nents based on environment 75° Incline gle: of Steps Platform Height Height Step Width Step Depth _Item No. 
icati 3 30" 28" 21Y495 21493 tair Units - 50° Incline 
and application requirements. —j;——j——— 21v496 | 21V494 D 20" 50% 06" vA 38GR04 
Platforms require minimal 5 50" 4" 15914 {5919 3 sf a a A S8GRO5 
6 60" 58" 15E915 15E920 ; 7915" j VA 
assembly, include assembly 77068 156916) 155921 5 50" g9v 6" gis" 38GR07 
hardware, and have foot 8 80" 78" 156917 156922 6 60 SO 26" oF 38Gh08 
9 90" 88" 15E918 15E923 ; A " Al 
plates for bolting to the floor. -9q* inetine 8 : 1197," 6" gi" 38GR10 
Rectangular tubing frame is 3 30" 09" 21Y497 = Ey 20 ee 26" a” S8GRtt 
ny on 4 40" 38" 21Y498 — ' 0" 26" gy," 38GR 
x 2 and tubing handrails = —;—5, a, 15924 = Ladder Units - 90° Incline 
are 11%" dia. Individual 6 60" 58) 15E925 = 5) 62" 94" 15, 3aGR24 
u 7 70° : 5 — 3 30" 72" 24" 154" 38GR25 
Pieces ale 30°W overall and 8 80" 78° 15E927 — 4 40" 82" 24" 15" 38GR26 
guardrails are 42"H above 9 90" 88" 15E928 5 50 92 oA" 1 38GR27 
Platform | PERFORATED TREAD | SERRATED TREAD : ; 24" 15" 38GR28 
platforms. Steel construction Length Item No. Item No. / 70" 112" 24" 1%" 38GR29 
with yellow powder-coat Bridge Spans 8 80 132 2a 16 38GR30 
finish. Meet 20" 15E931 15E929 " : ' g" 38GR31 
SME Coun altalte 30" 15E932 15E930 10 100" 142" 24" 15" 38GR32 
Equivalent PERFORATED | SERRATED Ladder 1 110° 152 24" TH 38GR33 
No. of Platform Platform TREAD TREAD Description Height | Item No. Use With Platform Height Item No. Use With Platform Height Item No. 
Steps Height Depth Item No. Item No. Crossover Ladder Leg Kits Support Leg 70" H 38GR19 
Turn Platforms 3-step Leg Kit 2 ft.6" | 21¥504 20"H 38GR14 80" H 38GR20 
3-Step 30° 301%" 21Y502 21Y499 4-Step Leg Kit 3 ft. 4" | 21Y505 30° H 38GR15 90"H 38GR21 
4-Step 40-3014" 21Y503 21Y501 5-Step Leg Kit 4 ft. 2" | 15E943 40° H 38GR16 100" H 38GR22 
5-Step 50" 30%" 15E933 15E938 6-Step Leg Kit 5ft. | 15—944 50° H 38GR17 110" H 38GR23 
6-Step 60" 30%" 15E934 15E939 7-Step Leg Kit 5 ft. 10"| 15E945 60" H 38GR18 
7-Step 70" 3042" 15E935 15E940 8-Step Leg Kit 6 ft. 8" | 15E946 Description Item No. Description Item No. 
8-Step 80" 30%" 15E936 15E941 9-Step Leg Kit /ft.6" | 15E947 Platform Unit Platform Handrail 
9-Step 90° 3074" 15E937 15E942 36'W x 36" L, 5" Thickness 38GR02 42" H x 36" L 38GR03 
1040 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yi. Find Solutions. Find Great Prices. Configurable Rooftop Platforms & Rolling Ladders 
Configurable Cantilevered /TRIOARC) 
Rolling Ladders | UNSUPPORTED 
: CANTILEVER 
= 300-Ib. load rating LJ-DESIGN 





; ; (No. 15E978 shown) 
= Clearance height to floor is 2" less than platform height 


= 50° climbing angle 
= Unsupported and supported cantilever platforms are 
available in 20", 30" and 40" depths 


= Meet OSHA and ANSI Standards 5 a ermleeh cen 
Design a customized cantilever platform by selecting a model based on environment and mi underneath the 
application requirements. 5" x 2" polyurethane swivel casters have total-lock brakes. Steps = <4 platform 

are 24'"W. Unsupported models have 30"W overall width; supported models have 41" ° 

overall width. Guardrails are 42"H, rectangular tubing frame is 1" x 2", and tubing hand- = 

rails are 11" dia. Yellow powder-coat finish. Cantilever Ladder Support Conversion Kits a Counterweighted 


convert unsupported cantilever to supported cantilever. 
No.of Platform Platform Base PERFORATED | SERRATED No. of Platform Platform Base PERFORATED | SERRATED 































Steps Height Depth Depth Item No. Item No. Steps Height Depth Depth Item No. Item No. 
Supported Cantilever Unsupported Cantilever 
50" 64" 15E948 15E953 50" 64" 15E978 15E983 
5 50" 30" 74" 15E958 15E963 5 50" 30" 74" 15E988 15E993 
50" 40" 84" 15E968 15E973 50" 40" 84" 15E998 15F004 
60" 20" 72" 15E949 15E954 60" 20" (Zz 15E979 15E984 
6 60" 30" 82" 15E959 15E964 6 60" 30" 82" 15E989 15E994 
60" 40" 92" 15E969 15E974 60" 40" 92" 15E999 15F005 
70" 20" 81" 15E950 15E955 70" 20" 81" 15E980 15E985 N 
i 70° 30" 91" 15E960 15E965 i 70" 30" 91" 15E990 15E995 oe 
70" 40" 101" 15E970 15E975 70 40" 101" 15F001 15F006 15F009 
80" 20" 89" 15E951 15E956 80" 20" 89" 15E981 15E986 
8 80" 30" 99" 15E961 15E966 8 80" 30" 99" 15E991 15E996 Description Item No. 
80" 40" 109" 15E971 15E976 80" 40" 109" 15F002 15F007 Cantilever Ladder Support Conversion Kits 
90" 20" 97" 15E952 15E957 90" 20" 97" 15E982 15E987 20" Cantilever Length 15F009 
9 90" 30" 107" 15E962 15E967 9 90" 30" 107" 15E992 15E997 30" Cantilever Length 15F010 
90" 40" 117" 15E972 15E977 90" 40" Te 15F003 15F008 40" Cantilever Length 15F011 
U-Design Configurable =» 7RI‘4RC/ L-pESIGN Turn Platform 
Rooftop Platforms | aia LADDERS No. 29RJ37 
Easily create safe access over pipes and 50° 


= 500-Ib. load rating 


other rooftop obstacles. Special support feed Incline 
. gona construction _“'Sttibutes weight to prevent damage to root oe 
: membranes. Combine up to a total of 120” unin- o: 
= Meet OSHA and ANSI Standards P 29RJ21 


hibited span clearance length. A ladder support 


= Grip strut tread leg is required for spans greater than 120". 


Overall Top Step Step 
No. of Steps Vert. Clearance Height Height Depth Width Item No. 
50° Incline 
2 17%" 62" 20" gy," 36" 29RJ17 
3 2/2" {2 30" gy," 36" 29RJ18 
5 We 92 50 We 3g 2ORI20 
I 7" " 90" a " F 
6 HA 102 60" gy" 36" 29RJ21 schist ar 90° 
90° Incline . = 
2 ive 62" 20" 1% 24" 29RJ22 
3 27%" 72" 30" 1%" 24" 29RJ23 Ladder 
° (V2 : 90" 8" : 5 29RJ2 
6 DUA 102" 60" 1%" 24" 29RJ26 = 
Overall Platform Dim. 
Vert. Clearance Height H W L Item No. Description Item No. 
Turn Platforms Support Legs 
1742" 62" 20" 36" 40" 29RJ33 For Use With 20' Platform Height Ladder 29RJ27 
2/92" i2 30" 36" 40" 29RJ34 For Use With 30' Platform Height Ladder 29RJ28 
3/2 82" 40" 36" 40" 29RJ35 For Use With 40' Platform Height Ladder 29RJ29 
A/V." 92 50" 36" 40" 29RJ36 For Use With 50’ Platform Height Ladder 29RJ30 
9/2" 102" 60" 36" 40" 29RJ37 For Use With 60° Platform Height Ladder 29RJ31 
Bridge Span Bridge Span Enclosure 
—= 36" = 38° 40" 29RJ32 Kit to Enclose Any Walkway Opening 29RJ38 











/ > / 
| SIGNATURE SERIES™! 


CONFIGURABLE LADDERS 


Configurable Multi-Platform Access Component Systems 


= 500-lb. load capacity Designed for use with stepladders or extension ladders. Meet 
# Aluminum construction OSHA and ANSI Standards. 

= Clearance height is 4" less than platform height 
= Assembly hardware included 

= ¥g" floor mounting hardware not included 














Stair Units—45° climbing angle. Steps are 24"W x 9'4"D and 
include serrated step tread. 


Stair Unit Handrails—Feature 3612" handrail height. 





No. of Overall Overall Item Item Overall Platform Platform item Item No. 
Steps Height Width No. For Use With No. Height Width Length No. Description No. 53JE81 
Ladders Ladder Handrails Platform Units Platform Support Legs 

1 18° 29" 53JE68 1-Step Stair Unit 53JE/6 4" 30" 30" _53JE92 18H 53JE84 

2 Zi 29" 53JE69 2-Step Stair Unit 53JE77 4" 30" 60"  53JE93 2/°H o3JE85 

3 36" 29" 53JE/0 3-step Stair Unit 53JE78 4" 30" 120"  53JE94 36"H o3JE86 

4 45" 29"  53JE/1 4-Step Stair Unit 53JE79 Item 45"H 53JE87 

3 04" 29" 53JE/2 d-step Stair Unit 53JE80 Description No. 94"H o3JE88 

6 63" 29"  53JE73 6-Step Stair Unit 53JE81 Platform Guardrails 63"H 53JE89 

7 t2 29"  53JE74 7-Step Stair Unit 53JE82 30"L 53JE95 72'H o3JE90 

8 81" 29"  53JE/5 8-Step Stair Unit 53JE83 60"L 53JE96 81'H o3JE91 53JE92 
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MATERIAL HANDLING Scan. Order. Done. [= 
Crossover & Rolling Ladders Details on page A1. = 





















Vert. Overall Dim. Platform Dim. 
® Clearance Span Height Span _| Height Depth Item No. 
o & 3-Steps 
Cotterman 28" o | 60" 58" | 30° 24" | 202407 
8 Sb 80" B19 80" 48 | 902409 
: 1 0" : 3" : j 4 
Steel Crossover Ladders A-Steps 
38" Q" 70" 76" 40" 24" 202410 
= 350-Ib. load rating 38 23%" | 70" 87" | 40" 36" 202411 
= Meet OSHA and ANSI Standards 5Siens A OE ati IPE AF: 
aan ae Be 
Ai a" | 50" 414 
eGripstruttread = 4g" 325" | 80" 116%" | 50" 48" | 202415 
= Gray powder-coat finish 5 48" 46%" | 80" 128%" | 50" 60" 202416 
Portable and easily moved from place to place. Constructed es g! 90" 10974" | 60" a4" 02417 
of rugged 1-pc. welded steel. Feature rubber-tipped legs that 08 2372 | 90 120% | 60 36 202418 
AA oe ee 58" 32%" | 90" 133%" | 60" 48" 202419 
hold the unit firmly while in use. 50° climbing angle. 59" Abi." 00" {45 7" 60" 60" 202420 
+ ® 
Spacesaver Crossover Bridges Cotterman 
= 500-Ib. load rating These crossover bridges allow you to walk safely over high traffic areas, equip- 
= 24'W and 5"D steps ment, duct work, or other obstacles providing mobility and access to needed 
= Serrated or diamond plate treads areas. Steeper 70° climbing angle provides a less overall footprint. Constructed of 
= Gray powder-coat finish rugged welded aluminum or steel 4" toe boards and mounting holes on legs. 
= 70° climbing angle 
ALUMINUM STEEL 
Serrated (Diamond Plate Serrated Diamond Plate 
Vert. Overall Platform Item Item Item Item 
Crearance Span Height Overall Span Height Platform Depth No. No. No. No. 
4-Steps 
30" 25% 6" 74" 53” BZ. 33" 21VC70 21VC71 21VC74 21VC75 
5 30" 37/6 74" 65/6 a2 44" 21VC72 21VC73 21VC76 21VC77 
5-Steps 
3 256° 82" 59v;" 40" 33" 21VD30 21VD31 21VD34 21VD35 
6 38" 37/6" 82" 656" 40" 44" 21VD32 21VD33 21VD36 21VD37 
“Steps 
4 256" 90" 656" 48" 33" 21VE23 21VE24 21VE27 21VE28 
No. 21VC70 7 46" 37/6 90" 76/6 48" 44" 21VE25 21VE26 21VE29 21VE30 
-Steps 
54" 25%6" 98" 7016" 56" 33" 21VE54 21VE55 21VE58 21VE59 
54" 37/6" 98" 825," 56" 44" 21VE56 21VE57 21VE60 21VE61 
“50° 
+4 ® 
Crossover Bridges Cotterman 
= 500-lb. load rating = Serrated or diamond These ladders improve access over a variety of obstacles, creat- 
= Meet OSHA and plate treads ing walk surfaces over high traffic areas, danger zones, and 
ANSI Standards = Gray powder-coat finish equipment. 50° climbing angle. Constructed of rugged 1-pc. 
= 24'"W and 7"D steps = 50° climbing angle welded aluminum or steel. 
ALUMINUM STEEL 
Serrated (Diamond Plate Serrated (Diamond Plate 
Vert. Overall Platform Item Item Item Item 
cRaranee Span Height Overall Span Height _ Platform Depth No. No. No. No. 
4-Steps 
30" 247%" 14 77Y4 32" 37" 21VC62 21VC63 21VC66 21VC67 
5 30" 365%" 74" 89%" 32" 49" 21VC64 21VC65 21VC68 21VC69 
“Steps 
38" 247," 82" 91%6" 40 Bi 21VD22 21VD23 21VD26 21VD27 
5-Step 38" 3654" 82" 102% 40" 49" 21VD24 21VD25 21VD28 21VD29 
No. 21VD22 6-Steps 
; 46" 247," 90" 10454" 48" Bi 21VE15 21VE16 21VE19 21VE20 
= 46" 365%" 90" 11636" 48" 49" 21VE17 21VE18 21VE21 21VE22 
“Steps 
54" 247," 98" 1186" 56" 37" 21VE46 21VE47 21VE50 21VE51 
54" 3654" 98" 1291/6 56" 49" 21VE48 21VE49 21VE52 21VE53 


Steel Cantilever 
Rolling Ladders 


= 300-Ib. load rating 

= Gray powder-coat finish 

= Counterweight included 
Component-based ladders make it easy to 
replace damaged parts and save on freight 
charges. Feature 59° climbing angle, perfo- 
rated treads, and 42" handrails. Meet or 
exceed ANSI 14.7 Standards. 


Platform Depth 
23" 





No. 
31MD77 









Ne 














Tank Top 
Lifts 

= 300-Ib. load cap. 
= 8" casters (2 swivel, 2 rigid) 
= Gray powder-coat finish 


Provides safe and easy access 
to tank trucks, railroad cars, and 











jute 


SAFETY LADDERS 














14" 35" 42" . . : 
7 of Overall Platform Bottom Base Item Item Item Item other cantilevered applications. 
teps Height Height Width Depth No. No. No. No. No. 4UDL6 is adjustable an 
6 102" 60" 32° 46" | 31ME02 | 31ME03 | 31MEO4 | 31ME05 djustable and 


comes with a large-dia. cylinder. 
No. 8N969 is a fixed height. 


— Call Grainger to specify height when 
10 142" 100" 32. (a 31MD77 | 31MD78 | 31MD79 | 31MD80 = . ordering. 
11 Woe: 110" 32. LE: 31MD81 | 31MD82  31MD83 | 31MD84 ; : ————— 
if 162" 120" 32. 84" 31MD85 | 31MD86 = 31MD87 | 31MD88& Platform Base Base Mfr. 


WZ 70" 32" 92" 31ME06 | 31MEO7 =31ME08 | 31MEO9 
122" 80" 32° 98° 31ME10 | 31ME11 = 31ME12 | 31ME13 


= 31ME15 
132" 90" 32" 69" 31ME14 





31ME16 | 31ME17 


13 172" 130" 40" 90" 31MD89 | 31MD90 | 31MD91 | 31MD92 Description Depth Width Depth Model ltem No. 
14 182" 140" 40" 96" 31MD93_ | 31MD94 | 31MD95 | 31MD96 Adjustable 9° to 13° 43" 28" 60" TT-913 AUDL6 
15 192" 150" 40" 103" | 31MD97 | 31MD98 —§ 31MD99 | 31ME01 Fixed Height (Choose From 9' to 13 H’) 48" 28" 60" T9135 8N969 
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GRAINGER CHOICE” MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Work Platforms 





BILJAX. 


Haulotte >> 


Indoor/Outdoor 
Rolling Tower 
Work Platforms 


= Yellow powder-coat finish 

= Provide larger platform for multiple persons and materials 
= Greater height capability than utility scaffolds 

= Can accommodate longer length requirements 





BILJAX. 


Haulotte >>, 


Indoor Rolling 
Utility Work 
Platforms 


= Yellow powder-coat finish 





= Lightweight = 8"-dia. casters with locking wheels 
= Can easily be set up and dismantled by one person Complete systems assemble quickly and easily; frames, braces, inserts, attach- 
= Platform adjusts every 2" in height ments, guardrails and workboards. High-strength steel tubing frames have 
= Roll from room to room without disassembling coped and arc welded perimeter joints. Large, adjustable-height work platforms 
= 5"-dia. casters with locking wheels and easy-access guardrail system. Order accessories separately to reconfigure 
Pro-Jax® lightweight, all-steel scaffolds are designed for indoor use. Plywood or expand existing tower systems. 
deck platform has steel frame and supports. Casters are removable for use on Platform Load Item 
stairs. Knurled rungs. Outrigger needed when increasing platform height. Ideal L D Height __Work Height __ Capacity For Use With No. 
“ati :; ee mae aes, 7ft. 60°  2to11ft. 17 ft. 2000 Ib. Guardrail 5AB18 
for electrical, painting, acoustical, and finishing work; window cleaning; sign ‘ ; : 
F ; 7ft. 60 2 to 16 ft. 22 ft. 2000!b. Guardrail & Outriggers  5AA87 
installation and maintenance; building maintenance; and HVAC installation. 7ft 60  2to21Tt 97 ft 2000 Ib. Guardrail & Outriggers  5AA88 
10ft. 60° 2tollft.  16ft. 10" 2000 Ib. Guardrail 45NU27 
Note: Guardrails are required by OSHA on all platforms 10 ft. or higher. 10% 60" Oto 16 ft ott tT" 2000 |b, Guardrail & Outriggers 45NU28 
Platform Platform Work Load Item 10ft. 60° 2to21Tt. 27 ft. 2000 1b. Guardrail & Outriggers 45NU29 
L W Height Length _Height Capacity For Use With No. Accessories 
6ft. 29° 2to4ft. 72’ 10ft.6" — 10001b. — 5AA99 Scaffold Frame, 5 ft W x 60°L 5AA89 
6 ft. 29° 2to6ft. 72-12 ft.6" —10001b. Guardrail 5AB10 Scaffold Plank, 19'W x7 ft. L 5AA90 
6ft. 29° 2to11ft.6 72° 18 ft. 1000 Ib. Guardrail & Outriggers _5AB11 Guard Rail, 5 ft. L 5AA91 
6ft. 29 2toi7ft. 72° 23ft.6'  10001b. Guardrail & Outriggers 5AB12 Guard Rail, 7 ft. L 5AA92 
Accessories Scaffold Toeboard, 6"H 5AA93 
Height Extension Kit, 39"H x 6 ft. L 5AB13 Scaffold Crossbrace SAA94 
Height Extension Kit, 69"H x 6 ft. L 5AB14 Scaffold Brace 5AA95 
Guard Rail Kit, 42"H x 6 ft. L 5AB15 Scaffold Caster 5AA96 
Outrigger Kit, 18°H x 1.5 ft. Lx 18'W 5AB16 Scaffold Leveling Jack, 24"H 5AA97 
Outrigger Kit, 24°H x 2 ft. Lx 18'W 5AB17 Scaffold Pigtail Pin 5AA98 


Scaffold Towers War773. 


= Towers meet OSHA, ANSI, and CSA requirements 


Jobsite Series"’—Suitable and safe for all types of interior work and can be easily stackable up to 3 units 
high. Steel construction with yellow powder-coat finish. Include 5" casters for easy mobility. 


Saferstack® Contractor Series—Complete scaffold tower is 2 sections high with safety guardrails and plat- 
forms. Frames stack in 30% less space than regular models, interlock for safer storage and transport, and help 
prevent stacked frames from sliding. Constructed with steel, aluminum, and wood with a blue antislip, textured 
powder-coat finish. No. 38HT50 includes 4 leveling jacks. 





Overall Load Item 
L Ww Platform Height Platform Length Height Capacity No. 
Jobsite Series™ 
6 ft. 58 Yh" 12 ft. (5 14 ft. 9" 840 Ib. 38HT48 
6 tt. 122" 18 ft. ey 201.5 733 Ib. 38HT65 
7143/4" 2935/4" Adjustable 143" bi 1000 Ib. 20TN25 
6922 ft. 291364" 6 tt. 14" 6 ft. 6" 1000 Ib. 38HT63 
Saferstack® 
5 ft. 93 Y" 10 ft. 84" 14 ft. 6 2300 Ib. 38HT52 
5% Tt. 93 Y," 10 ft. 84" 14 ft. 2500 Ib. 38HT50 
Accessories 
Jobsite Series™ 
Scaffold Caster 20TN27 
Guard Rail 20TN30 
Outrigger Kit 20TN31 
Saferstack® 
Scaffold Caster 20TN20 No. 
Scaffold Crossbrace 20TN21 38HT52 o 
Scaffold Coupling Pin 20TN28 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1043 





MATERIAL HANDLING 
Work Platforms 


Scan. Order. Done. 
Details on page A1. 








For more information on rolling ladders, see page 1027. 


No. 4ZY17 


No. 36Y565 





<a> ..> 


STEEL 


Werner®—L ightweight portable scaf- 
fold sets up in seconds. Planks can be 
positioned at multiple levels. Scaffold 
rolls on 4 high-grade, mar-resistant 
locking neoprene wheels. Folds 

for storage. Meet OSHA and ANSI 
Standards. 


MetalTech—Designed for indoor 
use, scaffold folds and stores easily. 
Nos. 38HT79-38HT80 and 38HT59 
meet OSHA, ANSI, and CSA Standards. 











Louisvitte (EZ. 
Adjustable Rolling Platforms 





Adjustable Rolling 
Steel Platforms 


= Can be easily assembled by 1 

person in about 5 min. 
= Include four 5" locking casters 
= Yellow color 
Platform height manually adjusts from 2 ft. to 11 ft. 
(in 6" increments). Platforms come complete with 
outriggers, toeboards, and guardrails. Outriggers 
telescope out on all 4 corners for a better than 3:1 
height-to-base ratio. Platforms meet OSHA, ANSI, 
and CSA requirements. 


Order accessories separately to reconfigure or 






























































































































































No. 38HT59 nie 
expand existing tower systems. 
Platform Overall Load Item 
Height _Width__—_—Depth_ _ Height _ Capacity _—No 
Rolling | Work Platforms — a SS aaa aan 
24" to 132" 19" 2" 6 ft. 6" to 14 ft. 8" 990 Ib. 10H719 | 
24" to 132" 19° 96" 6 ft. 6" to 14 ft. 8" 990 Ib. 10H721 
_ 24" to 132" wee Ye 6ft.6"to14ft.8" 800lb.  29EZ42 — 
~ 24" to 132" 22" 96" 6 ft. 6" to 14 ft. 8" ~—800lb.  — 29EZ43 
_Accessories as —— Sere 
Height Extension Kit, 78"H x 6 ft. L For Use With No. 10H719__ —10H720 — 
Height Extension Kit, 78"H x_8 ft. L For Use With No. 10H721 10H722 
Height Extension Kit, 72'H x 6 ft. L For Use With No. 29EZ42 29EZ44 
~ Height Extension Kit 96'H x 8 ft. L For Use With No. 29EZ43 ——— 29EZ45 © 
Safety Hoist ___10H724 © 
Tool Tray, 52"L x 9"W - 10H725 
_ Safety Rail Storage Cradle For Use With Nos. 10H719 and 10H720 —_10H728 — 








Truck/Trailer 


Access Ladder 
= 800-Ib. load rating 


Offers easy entry to tractor trailers and 
Cube vans where loading docks or bays 
are not available. Ladder can be easily 
moved on two 10"-dia. rear wheels. 
Features slip-resistant strut treads 

and 36"H handrails (42" in California) 
with removable snap hook chains. 50° 
climbing angle for easy descent. Meets 
OSHA and ANSI Standards. 





No. 4XP22 


























No. of S ‘cng with Step Width B Width Base Depth No 
0. of Steps engt Jidt tep Width Bottom Width Base Dept No. 
ALUMINUM 5-Step 24" or 24" 2715 69" 5FZE6 
Werner®—L ightweight and corro- 

. . . | mY | 

sion-resistant. Double-locking legs [. TRI ARC, 

allow height adjustment up to 12". R f 

Base section includes wood-deck efrigerator 


plank and 5" swivel lock casters. 
Towers include base section, upper 
and guard rail sections, toe boards, 
and outriggers. Meet OSHA and ANSI 
Standards. 


Truck Rolling 
Access Platform 


= Height adjusts in 4" increments 
Provides fall protection during routine 
maintenance and inspection of refrigera- 
tion units on small- to medium-sized 
box trucks. 24"L x 120"W platform 
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Platform Overall Load Item : 

Description _-Height Width Depth Height Capacity Brand _No. provides a comfortable and safe work 

ae soaiiaid ee ae ae ivi surface. Serrated tread surface for slip 
OnIng oCalto 40 Werner F ; : 

Scaffold Tower 6ft. 72" 29" 6ft.3" 1000lb. Werner  41D335 resistance and drainage; ladders on both 
Scaffold 3 ft.10" 39" 21%" 3 ft.3" 500lb. Metaltech 38HT67_ sides for dual access. Reinforced lifting 
Scaffold Tower 4 ft. 46" of" 4ft.3" 500lb. Metaltech 38HT79 points accommodate adjustability using 
Portable Scaffold 4ft. 50" 20%" 5 ft. 3" 750lb. Metaltech 38HT59 ' 
~ Scaffold Tower 5ft. 48" 57° 6ft.3" 900lb. Metaltech 38HT80 standard engine puller and designated 
“Aluminum Sea a LL Dll lifting point for using rope and bucket for 
Scaffold Tower _ Sf 28%" 28%" 3 ft. 1000 Ib. Louisville 36Y564 bringing items from ground to platform. 
Scaffold Tower Git. ——-28%4" 28%" Ss S ft. 1000 Ib. Louisville 36Y565 
Scaffold Tower Base 7 ft.6" 72" 29" 7ft.6" 500lb. Werner 4XN62 Platform Overall Load Item 
Scaffold Tower 12 ft. 6 (2 29" 15 ft.6" 5000 lb. Werner 4XP22 __ Height —_—_—*‘Width Depth _ Height" Capacity | No. | 
Scaffold Tower 15 ft. ea 29° 18 ft.6" 500lb. Werner  4XP23 103" to 115" 24" 130° “12 to 13 ft. 500 Ib. 4RCT3_ 
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Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Work Platforms 





All-Welded Steel Single-Sided e® FR—-TT 
Rolling Work Platforms Cotterman’ “90 


» Assembled 
= 800-Ib. load rating 


"D 3 "D 48"D 6 "D 72" 

= Meet OSHA and No. of Platform Overall Bottom! PLATFORM | PLATFORM | PLATFORM | PLATFORM | PLATFORM 

ANSI Standards sees Hletont Height Width | Item No. Item No. Item No. Item No. Item No. 
a: "Step Widt 

= Gray powder-coat finish > 20" 1fL6" 08" | ACRY? + | 202535 + | 202536 + | 202537 = 

= Includes handrails (except 30° 2 Tt. 6 25° 202542 FT 202543 T 202544 J+ _ _ 
fpennio. aan 30" 5 ft 28" | 4X64 FG A5CJ13 907545 45CJ09 
0 ; 40" 3 ft. 4" 208" | 202550 "t+ | 202551 “7 | 202552 *+ 


3 
j 
4-step platforms) 4 AQ. - St 1 26° 4XM67 3FMG3 45CJ62 202553 45CJ36 
5 50" 7ft.2" 20° | 4XM69 * | 3FMG5 * | 202558 * | 202559 * | 45CH66 * 
Accommodate two people. g 3 ft 28° | 3FMG7 * | 3FMG8 * | 202562 * | 202563 * | 45CJ58 * 





50° climbing angle allows 10° 0" 20. 3FMH2 7 3FMH3 * 202566 ig 202567 - 45CJ53 . 
36" Step Width 

easy descent. Lock work plat- 2 hs uk . 40 202538 + | 202539 + | 202540 t+ —_ — 

y ay : — — — 20254 — 
form on front rubber pads wa 3 30°. 2ft.6' 40° 202546 + | 202547 + | 202548 + = = 
prevent unwanted movement; 3 30 ° ia a0 = aXHIBS sEMG2 202549 45¢J22 or 

Ss iLio : 554 4XM68 3FMG4 202557 45CH69 
release the lock to allow the 5 50°. 7ft.2" 40° 202560 * 4xm70 * 3FMG6 * 202561 * | 45CH92 * 3-Step 
ladder to roll on 4" casters; 6 60" 8ft. 40" | 202564 * | 3FMG9 * | 3FMH1 * | 202565 * | 45CJi1 * nie ckenea 

fi 70° 8ft.10° 40° 202568 * 3FMH4 * 3FMH5 * 202569 * 45CJ07 * ? 


swivel in front, rigid keel: * [adders for use in California will be modified to comply with California OSHA Standards. t No handrail or Steplock. 





Steel Single-Entry Work Platforms 





= Unassembled ae ‘eka cua 36"D PLATFORM 48"D PLATFORM 60"D PLATFORM 72"D PLATFORM 
. 0.0 atform vera ase tem tem tem tem 
= 800-Ib. capacity Steps Height Height = W No. No. No. No. 
= Meet OSHA and am ae = 
mnout Handrails 
ANSI Standards 330’ 26" 33" QWAT2 9w870 BuXVa 9w249 
= Powder-coat finish . i ; 40" 3 ft 4" 33" QWKY9 8CWs9 8XEC6 8cW90 
: " ith Handrails 
a Base isa heavy-duty 2 3 30" 5 ft. 9" ick OWEFA — — — 
X 1" rectangular tube 4 40". 6ft7" 33" 8E952 20Y807 20Y808 20809 
5 50". 7ft.5" 33" F718 ONNGS 8UKG4 OPXU1 
Feature self-cleaning slip- 6 60" StL 3” 33" SRLV5 QME75 8PMG5 OFAT3 
resistant serrated grating 7 10° 9 ft. 1° 33° 8CX06 8ULC9 OWX62 QDUE2 
, 36'"W Step 
pedal-activated lockstep, Without Handrails 
u 3 30".  2fto" 38" 8VXWO OAEM3 9KC96 F727 
and 4" casters. With Handrails No. ZOYSO6 
3 30".  5ft9" 38" 8E802 QP502 QP493 20Y806 
4 40".  6ft7" 38" 8Y349 9EZ98 QWF45 20Y810 
5 50" 7ft5" 38" 8cVMO 20Y812 20811 20813 
6 60". 9ft3" 38" OTYVO 8TPE7 8CX05 8NEO1 
7 70" Offi" 38" 8CX07 QPYUS 8CX08 QME76 














Steel Single-Sided Heavy-Duty Safety Work Platforms | (75:45) 





aie PLATFORM PLATFORM PLATFORM 
= 800-Ib. capacity Platform Overall Base Item Item Item 
=» Meet OSHA and No. of Steps Height Height WwW No. No. No. 
4"W Step 
ANSI Standards —_ Without Handrails 
= Gray powder-coat finish 2 20 aie 8 28" 25NZ69 25NZ70 25NZ71 
a «ali : t. 6" ony 25NZ74 25NZ75 25NZ76 
= 90° safety incline 40" 3 Tt 4" 58" 95NZ79 95NZ80 95NZ81 
angle for comfortable With Handrails 
a D0" Aft. 8" 35 29RJ60 29RJ64 29RJ68 
easy descent 3 30" 5 Tt 6" 35" 29RJ61 9RJ65 9RJ69 
= Foot-activated lock-step 4 40" 6 ft. 4" 35" 29RJ62 29RJ66 29RJ70 
on models with handrails x Ws. 50" aie 35" 29RJ63 * 29RJ67 * | 29RJ71 * 
ith te 
= Two 4" casters for easy Without Handrails 
2 D0" Tie 40" — 25NZ72 25NZ73 
transport on models 3 30° Of 6" 40" = 25NZ77 25NZ78 
without handrails Witk Wa tail 40" 3 ft. 4" 40" — 25NZ82 25NZ83 
Ndi ith Handrails 
= Iwo 2.5 dia. pads for 9 0" A ft. 8" 40" — 29RJ72 29RJ76 < 
stability on all models 3 30) 5 ia 40) = 29RJ73 29RJ77 Goa 
: a : — 9RJ74 29RJ78 oO. 
= Serrated tread 5 50" 7H 2" 40" = 29RJ75 =| 29RJ79* 


* Ladders for use in California will be modified to comply with California OSHA Standards. 














47"D PLATFORM 57"D PLATFORM 

All-Welded Steel Dual- No.of Platform Overall Base Item Item 

Steps Height Height W No. No. 
Access Work Platforms AW Step 

3 30" 5 ft. 6" 35" 1CJK7 — 

= Assembled Accommodate two z yr 3 Ke = 
= 800-Ib. load rating people. Foot-activated 36 io 5 60" 8 ft. 35" 1cJL4—* — 

"W Step 
= Meet OSHA Standards lockstep on both entry 3 30! 5 HG" 40" — {CIK8 
= Serrated tread sides. : 40 Bf. 4 40 — tet . 
= Gray powder- 6 60" 8 ft. 40" = 1CJL5 

coat finish * Ladders for use in California will be modified to comply with California OSHA Standards. 
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MATERIAL HANDLING 
Work Platforms 


Scan. Order. Done. 
Details on page A1. 
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Cotterman® 


All-Welded Dual-Access Steel Rolling Work Platforms 


= Assembled 

= 800-Ib. load rating 

= Meet OSHA and ANSI Standards 
= Gray powder-coat finish 

= Include bolt-on handrails 


Accommodate two people. Lock work platform on 
front rubber pads to prevent unwanted movement; 
release the lock to allow the ladder to roll on 4" 
casters; swivel in front, rigid in rear. 


48"D 60"D 72"D 84"D 
Overall PLATFORM PLATFORM PLATFORM PLATFORM 
No. of Steps _ Platform Height Height Bottom Width | Item No. Item No. Item No. Item No. 
24" Step Width 
3 30" © ft. 6° 23° 202303 202304 202305 202306 
4 40" 6 ft. 4° 23" 202311 202312 202313 202314 
a 90" aies 23" 202319 ~ 202320 * 202321 ~* 202322 ~ 
6 60" 8 ft. 23° 202327 * 202328 * 202329 * 202330 * 
rd 70" 8 ft. 10° 28° 202335 * 202336 * 202337 ~ 202338 * 
36" Step Width 
3 ou: © ft. 6° 40" 202307 202308 202309 202310 
4 40" 6 ft. 4° 40" 202315 202316 202317 202318 
hy) OU: (aia 40" 202323 ~ 202324 ~ 202325 * 202326 * 
6 60" 8 tt. 40" 202331 * 202332 * 202333 * 202334 * 
ri 70" 8 ft. 10" . 202340 * 202341 * 202342 * 


40" 20233 
*Ladders for use in California will be modified to comply with California OSHA Standards. 


Double Entry Platforms 


= Unassembled 

= 800-Ib. load rating 

= Meet OSHA and ANSI Standards 

= Gray power-coat finish 

= Base is a heavy-duty 2" x 1" rectangular tube 





id 


SAFETY LADDERS 


Accommodate two people with dual access. 
Easy-to-use foot pedal activated lock step 
helps prevent movement; releasing lock 
allows platform to roll on 4" casters. Platform and steps 
have slip-resistant serrated grating thread. Has 36"H 
handrails and midrail for added safety. 























No. of Platform Overall Bottom 48"D PLATFORM 60"D PLATFORM 72"D PLATFORM 36"D PLATFORM 
Steps Height Height Width Item No. Item No. Item No. Item No. 
24" Step Width 
3 30" hime Jo. 8CRL2 9LE91 8PLEO 9LE90 
2 90" (cies 33. 8CR21 9E345 QKAT1 8CR20 
: 60" 8 Tt. 33° 9LF/3 8CWZ6 9HU6/ 8CR22 
70° 6 it. WU: od 8CWZ8 9HU68 8RLV2 9ADR2 
36" - Width 
3 30" o ft. 6 33° 8CR16 8CR17 8CR18 8ZD44 
4 40" 6 ft. 4 38" 9LE86 8CR19 9UDM2 9E344 
i] 50" (aime 38" 8YCFO 8ND38 8XDC4 9E346 
6 60" 8 ft 38° 9F933 8VY90 8CWZ7 9DUE1 
fi 70" 8 ft. 10 38" 9NP35 8CWZ9 9ADR4 SRYP4 
i_| it ® 
Adjustable-Height Steel Work Platforms Cotterman 


= 800-Ib. load rating 
= Meet OSHA and ANSI Standards 
= Gray powder-coat finish 


Achieve a comfortable working height and eliminate 


unnecessary reaching. Legs adjust individually to 


1-Step—Create larger elevated work areas by placing 
them side-by-side or end-to-end. 6" to 9" and 10" to 
15" have 2%" rubber pads on all four legs. 


2-Step—Adjusting device keeps the step rise equal 


san when platform height adjustment is made. Ship fully 
ut. 


accommodate uneven floors or obstructions. Grip assembled. 
Open grid platform and tread allow liquids to drain 
quickly. For oily, wet, or outdoor environments. 
5" to 8"H 6" to 9"H 9" to 14"H 10" to 15"H 13" to 21"H 
PLATFORM PLATFORM PLATFORM PLATFORM PLATFORM 
Platform Platform Bottom Item Item Item Item Item 
Benth Width Width Base Depth No. No. No. No. No. 
1-Step 
24" 24 24" 24 6MXWO 6MXXO 3UU93 6MXX6 — 
36" 24 24" 36 3UU92 6MXX1 6MXW5 6MXX7 — 
48" 24 24" 48 6MXW1 6MXX2 6MXW6 6MXX8 -— 
60" 24 24" 60 6MXW2 6MXX3 6MXW7 6MXX9 — 
72" 24 24" 72 6MXW3 6MXX4 6MXW8 6MXY0 — 
96" 24 24" 96 6MXW4 6MXX5 6MXW9 6MXY1 — 
2-Step 
24 24" ERM 23. — — — — 3FMH6 
36" 36" 12 36" — — — — 3UU94 
a ALUMINUM | STEEL {STAINLESS STEEL 
Cotterman Platform Platform No. of Item Item ltem 
Width Depth Legs No. No. No. 
Adi t bi W k St d 5" to 8" Platform Height 
Pe eaMat ee a — 
. y : 77 6 
48" 4 22N969 22N978 22N987 
with ErgoMat Deck oe 
: : 7 0 22N989 
= 800-Ib. load rating ae oA! 48" 4 22N972 22N981 22N990 
= Durable, powder-coat finish 60) 6 22N973 22N982 99NO91 
ie 74 22N992 
Platforms adjust to the desired working 96" G 59NQ75 5ON9B4 59N993 
height and can be placed side-by-side 9" to 14" ns neat <r ans — 
es 4 4 
or end to end for a larger standing area. 49° 36" ij 59N905 5P005 5OPOTA 
Ergonomic matting reduces fatigue and 4g" 4 22N996 22P006 22P015 
provides additional comfort when stand- a ; tt eee coene 
ing for long periods of time. Adjustable 94! 48" 4 22N999 22P009 22P018 
60" 6 22P001 22P010 22P019 
legs accommodate uneven floors. 793 3 59P002 5OP TI 59P020 
96" 6 22P003 22P012 22P021 


Find even MORE on Grainger.com® 
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Find the wi. Find Solutions. Find Great Prices. Rolling & Stationary Steps 
q ® 
Steel Rolling Steps Cotterman 
= 450-lb. load rating = Gray powder- Feature all swivel spring-loaded casters that lift the 
= 16"W x7'"D step coat finish ladder off the floor when stepping off. Meet OSHA and 
= 16"W x 10"D platform ANSI Standards. 
Top Step Overall Bottom PERFORATED | EXPANDED METAL SERRATED 
No. of Steps _ Height Height Width Base Depth Item No. Item No. Item No. 
1 10" 10" 24" 16° — 8DPJ9 — 
1 10 12 16" 19" 45CJ14 — | — 
1 iz iz 16" 16' — 8W486 — 
2 20" 20" 24" 19° | 45CH42 8EDA5 — 
2 20" 20" 16" 19" 3UY10 4XM23 4XM24 
3 30" 30 16" 26° 3UY11 4XM25 4XM26 
3 30" 30" 24" oT 45CJ19 — — 
3 30" 30" 30" 30" — ONVT7 8XAR7 3-Step, 
4 40" 40" 24" 31" | — 8EG89 QNKH9 No. 3UY11 
4 40" 40" 16" Th 45CH97 9AM30 8RKL4 


Cotterman® 


All-Welded 
Steel Steps 


= Working height 7 to 8 ft. 
= 500-Ib. load rating 
= 45° climbing angle 


No. 202504 





= Serrated tread ® 
= Gray powder-coat finish Cotterman 
; ue _ _ All-Welded Aluminum Stationary Steps 

, tt 

Steps Height Width Depth Item No. = Working height 6- to 8-ft. = Serrated tread 
3 30" 34" 34" 202503 = 500-lb. load rating = Meet OSHA and ANSI Standards 
TO ft 45° Climbing angle 
Overall 
No. of Steps Height Bottom Width Base Depth Item No. 
1 10' 33" 17' 202504 _ 









No. 
* 12M638 
GRAINGER 
Cotterman’? (ELV apaoven 
Mobile Steel Rolling Platforms Steel Fold-Up St Cott . 
= Working height 6 ft. Features all-swivel, spring-loaded casters eel roid- [2 eps otierman 
= 16"Lx 10"D antislip platform __ that lift the ladder off the floor when step- = 350-Ib. load rating Mount easily and allow a quick step up in small, 
= Ship assembled ping off. 16"W x 10"D solid steel platform = Gray powder-coat finish confined areas. Easily fold into a vertical posi- 
with three antislip treads. No. 202277 tion when not in use. Include two %6" mounting 
meets OSHA and ANSI Standards. holes, fasteners not included. 
Top Step Bottom Base Load Overall 
Height Width Depth Capacity Tread Color Brand Item No. Description Overall Width Length Item No. 
12° 18%" ie: 450 Ib. Abrasive Mat Gray Cotterman 202277 Manual Fold-Up Step 1034" 1s: 22P022 
13" re 20" 300 Ib. Rubber Mat Blue GA 12M638 Spring Loaded Fold-Up Step 1034" 15" 22P023 


= * GRAINGER => , 
Plastic Step Stands CPV approven © DPI 
= 500-lb. load rating Features polyethylene construction. Lightweight stands 

are durable and easy to move. 





> CHOOSE: 
No. of Steps Top Step Height Bottom Width Base Depth Color Item No. 
GA 
_ Bia 20%" 14% Gray. G 42239 
2 19%" 229% 26° ‘Yellow 22237 
3 28%" 23" 35%" J2238 
DPI 
1 11%" 191%" 1334" Black, Gray, _ J4023 
2 190" 21" 2374" Yellow J4024 N 
2 24" 25" 2594" ~ Yellow 403U24 ae 
3 991," i 14" Black, Gray, J4026 
a 387" _ 21%" 42%" Yellow J4026 * 
For Use With 
Grainger Item Number Includes Brand Item No. 
Rubber Pad 
Nos. J2239, J2237, J2238 (4) Foot Pads GA 45EA66 
* Includes handrails. 
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MATERIAL HANDLING Scan. Order. Done. 
Ladders & Work Platforms Details on page A1. 





i Office Ladders Cotterman’ 





. = 450-lb. load rating 1-pc. welded construction of 1" square tubes. Solid 
2-Step, , 4-Step, - ; 
No Handrails [ Double = 8'D steps, 8" or steel steps with black rubber tread matting. Roll 
No. F2125 im \y Handrails 14"D top step easily on four 2" spring-loaded casters protected by 
\ | N No. F2130 = Molded polyurethane caster cup housings. 1- to 5-step models without 
i on polyolefin casters handrails ship fully assembled; 2- to 6-step models 
wi wi ul y. 
$| th Delrin® bearings th handrails require assembly. Meet OSHA and 
= Powder-coat finish ANSI Standards. 
~ DOUBLE HANDRAILS LEFT HANDRAIL RIGHT HANDRAIL NO HANDRAILS 
No. of Platform Step Bottom Base Overall Item Overall Item Overall Item Overall Item 
Steps Height Width Width Depth > CHOOSE: Color Height No. Height No. Height No. Height No. 
8" Platform Depth 
2 18" 16" 22" 20" Black, Blue, Brown, Gray, Red 48" F2126 48" D5249 48" D5254 — — 
2 18" 16" 22" 20° Gray, Red — — — — — — a2 F2125 
3 Th 16" 24" 27 Black, Blue, Brown, Gray, Red 57" F2128 57" D5251 57" D5255 — — 
3 27' 16" 24" ar Gray — — = _ — — 31" F2127 
4 36" 16" 25" 34" 66" F2130 66" D5252 66" D5256 40" F2129 
5 45" 16" 26" 40" Black, Blue, Brown, Gray, Red 75" F2132 75" D5253 75" D5257 49" F2131 
6 54" 16" oe 48" 84" D5248 * — — — — — — 
14" Platform Depth 
2 18" 16" 22" 26" Black, Blue, Brown, Gray, Red 48" D5264 48" D5269 48" D5274 — — 
2 18" 16" 22" 26" Red — — — — — — 22" D5259 
3 ar 16" 24" a2 Blue, Gray, Red — _ — — — — 31" D5261 
3 oT 16" 24" 32" 57" D5265 57" D5271 57" D5275 — — 
4 36" 16" 25" 39" 66" D5266 66" D5272. «++ 66" D5276 ‘t 40" D5262 + 
5 45" 16 36" 46" Black, Blue, Brown, Gray, Red 75" D5267 75° D5273. + | 75" DS277 + | 49" 5263. + 
6 54" 16" 27 53" 84" D5268 * — — — — — — 


* Ladders for use in California will be modified to California Standards. ¢ Not for use in California. 








Cotterman’ ARI ARC) 
StockNStore™ Ladders | | 2st | enante series 








No. 4RCT4 










= 350-Ib. load rating 
= 16"W x 7"D step with 10"D top step 
= Roll in collapsed or set-up positions 


Ladders open smoothly during the transition 
from rolling to setting down on rubber feet. 
Include a cable-release system for weight- 
activated hinges with no pinch points. 
Hinges automatically lock in place. For use 
where space is limited but quick access to 
elevated areas is required. 






Folding Ladder Stands 


= 350-Ib. load rating 
= 16"W x 7"D step with 10"D top step 
= Powder-coat finish 


Combine the utility of a mobile rolling 
ladder with the convenience of a folding 
step stand. Able to roll while in closed or 
set-up positions. Fold for easy storage. 
Meet OSHA and ANSI Standards. 


No. 
46C355 





PERFORATED; SERRATED ANTISLIP a 
Platform Overall Bottom TREAD TREAD _s VINYL TREAD Platform Overall item 
No. of Steps Height Height Width Item No. Item No. Item No. No. of Steps Height Height Bottom Width Base Depth No. 
Powder-Coat Steel 9 90" 4A" a1" 90' 4RCT4 
2 20" 50" 20" 460346 46C352 46C349 3 30" 5d" of" 97" ARCT5 
| 30" 60" 20" 46C347 46C353 46C350 4 40° 64" 94 34" ARCT6 
4 40" 70" 20" 46C348 460354 460351 
Aluminum 
2 20" 50" 20" 460355 460361 460358 
3 30" 60" 20" 460356 460362 460359 SOC INDUSTRIAL 
4 40" 70" 20" 46C357 46C363 46C360 
Base Level ™ 
: with Add-On Add-A-Level 
; Level and 
y : oven Work Platforms 


Matting 
with Yellow {| 


[ l ‘ \ S ———. i @ Border 
wn VV & Bd a 
h) \ sev4o3 - 


Bottom Base Overall Overall 
WERNER. ae Width Depth Height _‘Item No. Width Length Height Item No. 


LADDER 


Allow work areas to be customized to 
correct height and width. Additional 
matting can be added-on to top level. 
Lightweight, recycled plastic material 
resists rust, oils, grease, most acids, 
and chemicals. Open grid, flow- 
through pattern for decontamination 
environments. 


= 


Base Levels Rubber Matting with Yellow Border 

Fold-U Work ies 24" 36" 273 1DPC9 24" 36" Ze 459W20 
p 24" 48" 215 2KUW1 24" 48" 7 459W22 
Provide a workspace along walls and windows. Nonskid surface with slip-resis- a oe oe — a oe. i —— een 
tant rubber feet protect floors. Easily set up and fold for storage. Nos. 4ZY18 and 36" 36" D7, ARNR5 36" 36" 7h 459W28 
36FX62 meet ANSI and OSHA Standards. 36 66°24" «ARNR 36 66 7s 459W30 

36" 96" 27," 1DPD4 Rubber Matting without Border 
Platform Platform Load Item Add-On Levels 24" 48" iB 459W21 
Platform Depth Height Width Capacity Brand No. 24" 36" 2%" 1DPD1 24" 66" Ze 459W23 
Aluminum 24" 48" 278" 2KUW2 24" 96" e 459W25 
Ta 21° 117%" 225 |b. Louisville  36Y493 24" 66" 278" 1DPD2 36" 36" fe 459W27 
39%" 20%6' 12° 225 lb. Werner 4ZY18 24" 96" 298" 2KUW4 36" 66" fe 459W29 
48" 20%6' 16" 300 Ib. Werner 36FX62 36" 36" 298" ARNR6G 36" 96" 7 459W31 

Fiberglass 36" 66" 2% 4RNR8 Poly-Clip Horizontal Connectors 
36" 21" 12" 300 Ib. Louisville 33J771 36" 96" 298" 1DPD5 4DB39 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Stairs, Ladders & Cages 





Middle 
No. 
4EU25 


Cotterman’ 


Welded-Steel 
Safety Cages | 


= Gray powder-coat paint finish 
= Meet or exceed OSHA Standards 


SAFETY CAGES 


Modular cages help make existing fixed ladder OSHA 
compliant. Cages mount to the side rails of fixed ladders up 
to 20'"W. Top and middle sections have a 29" |.D.; bottom 
section flares to a 34" |.D. for easy entry. Include mounting 
hardware for flat or angle side rails. 


To determine proper length, the cage should begin 7 ft. to 8 
ft. from the floor and extend 42" above the landing surface 
(except for hatchways). Use this figure to build a combina- 
tion of one bottom section, plus middle section and top 
sections for ladders with 42" extend handrails. 





5FZE5 


LADDER GUARD 
For use with 20'W fixed steel ladders. 
Overall Item 
Section Height No. 
Safety Cages 
Top 5 ff. 5FZE5 
Middle 2 Tt. 4EU26 
Middle 3 ft. 4EU27 
Middle 4 tt. 4EU28 
Middle 7 ft. 4EU25 
Bottom 4 ft. 4EU29 
Ladder Guard 
— 6 ft. 487V32 
Cotterman’ 


Storage Tank Access Ladders 


Ladder tops hook to the top edge of a tank to allow user 
portable access to the inside of storage tanks and vessels. 
They are constructed of welded steel with durable gray 
powder-coat paint finish and rubber-tipped legs. 


Top to Bottom Rung 
6 ft. 


ARAN Agee~ 
rite fait 


39F204 














| | 
| SIGNATURE SERIES™] 


Industrial Access Stair Units 


= 450-Ib. load capacity 

= Gray powder-coat finish 

= 24"W steps 

= 26.5" base width 

= 1" x 2" rectangular frame 

# 1.5" round tubular handrails 


45° incline allows comfortable, 
easy descent. Punched flange and 
floor plates for mounting. Meet 
OSHA and ANSI Standards. 





TREAD 
Overall Item 
No. of Steps Height Base Depth Top Step Height No. 
6 95" 98" of 420R78 
7 1047" 672" 661%" 420R79 
8 114" (t 76" 420R80 
9 1232" 862" 85 V2" 420R81 
10 133" 96" 95" 420R82 
11 142" 105 1%" 10474" 420R83 
12 Toe 1: 114" 420R84 






Cotterman’ 
Fixed Welded-Steel Ladders 
with Safety Cages 


= 300-lb. capacity 
= Gray powder-coat paint finish 
= Provide step-off points from 13 ft. to 29 ft. 


Allow solid climbing and safer landing access. Safety cages 
come welded to ladder for quick-and-easy assembly. Cages 
and walk-thru handrails extend 42" above landing surface for 
easier access. Cage begins 7 ft. from bottom of the ladder and 
has flared bottom opening for easy entry. Ideal for raised plat- 
forms and roofs. Meet or exceed OSHA and ANSI standards. 









No. 
202509 








WITHOUT WALK- WITHOUT WALK- 
WITH WALK-THRU WITHOUT WALK-THRU THRU, RIGHT EXIT THRU, LEFT EXIT 
Top Step Overall Item Overall Item Overall Item Overall Item 
Height Height No. Height No. Height No. Height No. 
12 i: 15 ft. 8 4EU21 12 ft.3 4EU35 12 ft. 3’ 6MXP8 1216.3 6MXT6 
TST. 16 ft. 8 oFZD6 tes 6MXN3 ie Me 6MXP9 13 To 6MXT7 
14 ft. 17 ft. 8 1TGX2 14 ft. 3 6MXN4 14 ft. 3° 6MXRO 14 ft. 3 6MXT8 
Tait. 18 ft. 8 oFZD/ Ue ee 6MXN5 eeu 6MXR1 10 it.3 6MXT9 
16 ft. 19 ft. 8 4EU22 1 1.3 4EU36 16 ft. 3° 6MXR2 16 ft. 3 6MXUO 
ai? 20 Tt. 3 oFZD8 iraimky 6MXN6 ira 6MXR3 17 ft. 3 6MXU1 
18 ft. 21 Tt. 3 1TGX3 18 ft. 3° 6MXN7 18 ft. 3° 6IMXR4 18 ft. 3° 6MXU2 
19 ft. 22 tt. 3 5FZD9 19 ft. 3 6IMXN8 19 ft. 3 6MXR5 19 ft. 3" 6MXU3 
20 ft. 23 Tt. 8 4EU23 20 tt. 3 4EU37 20 ft. 3 6MXR6 20 ft. 3 6MXU4 
21 Tt. 24 ft. 8 oFZEO 24 it. 3 6MXN9 21 th. 3. 6MXR7 21K. 3 6MXU5 
22 tt. 20 Tt. 8 1TGX4 22 it. 3 6MXPO 22 Tt. 3 6MXR8 22 Tt.3 6MXU6 
23 Tt. 26 Tt. 3 oFZE1 23 13 6MXP1 Zo 1.3 6MXR9Y 23 Tt. 3 6MXU7 
24 tt. 2/Tt.8 1TGX5 24 tt. 3° 6MXP2 24 Tt. 3° 6MXTO 24 tt. 3° 6MXU8 
Zot, 28 Tt. 3 oFZE2 Gime 6MXP3 20 Thad: 6MXT1 Zot: 6MXU9 
26 tt. 291.8 1TGX6 20 it. 3 6MXP4 26 tt. 3 6MXT2 26 tt. 3 6MXVO 
2/ tt. 30 Tt. 3 oFZE3 2f he 3 6MXP5 2/ Tt. 3 6MXT3 Ze Ted: 6MXV1 
26 tt. 31 Tt. 8 1TGX7 20 IL. 6MXP6 20 ft. 3 6MXT4 20 IL. 3 6MXV2 
29 tt. 32 Tt. 8 oFZE4 29 Tt. 3 6MXP7 29 Tt. 3 6MXT5 29 Th. 6MXV3 
Overall Item Overall Item 
Height No. Height No. 
Right Entry Standoff Landing Platform Left Entry Standoff Landing Platform 
6 ft. 7’ 202509 6 ft. 7" 202510 
Fixed Welded-Steel and Cottorman 
>) ixed Welded-Steel an cho 
/TRIOARC) 


Aluminum Ladders 


= 300-Ib. capacity 

= Steel ladders have 
a gray powder- 
coat paint finish 


No. 
Top Step Overall No.of Step Item 
i ali Height Height Steps Width Brand No. 
Steel 
Walk-Thru Handrails 
2 ft. 6 ft. 3 24" Cotterman 4XM/6 
oft 7 ft. 4 24" Cotterman 4XM77 
4 ft. 8 ft. 3 24 Cotterman 4XM78 
8 tt. 11d: 9 16° Cotterman 4EU16 
9 ft. 12 ft. 8" 10 16" Cotterman 5FZD0 
10 ft. 1311.3 11 16" Cotterman 4EU17 
11 it 14 ft. 8° 12 16" Cotterman 5FZD1 
12.1. 1D: 1E 3: iB 16° Cotterman 4EU18 
13 ft. 16 ft. 8" 14 16° Cotterman 5FZD2 
14 ft. 1/ ft. 8" 19 16° Cotterman 4EU19 
15 ft. 18 ft. 8" 16 16" Cotterman 5FZD3 
1p TL. 16 1e.3- UZ 16° Cotterman 1TGY1 
16 ft. 19 ft. 8" iW 16° Cotterman 1TGX8 
1/ tt. 20 ft. 8° 18 16° Cotterman 5FZD4 
18 ft 18 ft. 3" 19 16° Cotterman 1TGY2 
18 ft. 21 ft. 8 19 16° Cotterman 1TGX9 
19 ft. 22 ft. 8 20 16" Cotterman 5FZD5 
Without Walk-Thru Handrails 
8 Tt. 8 it. 3 9 16° Cotterman 4EU30 
9 Tt. 9 ft. 3° 10 16° Cotterman 5FZC4 
9 ft. TOT. 2" 10 18° Tri-Arc 3NUU3 
— 
t. t. 3° i otterman 5FZ05 
pemciaed itt Df 2" i248" Tri-Arc ~~ 3NUU4 
No. 420R80 12 fi. pis 13 16" Cotterman  4EU32 
13 ft 13 it. 3 14 16" Cotterman 5FZC6 
13 ft. 14 ft. 2° 14 18" Tri-Arc 3NUU5 
14 ft. 14 ft. 3’ 15 16" Cotterman 4EU33 
15 ft. Ii. 3: 16 16° Cotterman 5FZC7 
PERFORATED | SERRATED 17 ft. 17.3: 18 16° Cotterman 5FZC8 
TREAD 19 ft. 19 ft. 3" 20 16° Cotterman 5FZC9 
Item Aluminum 
0. Walk-Thru Handrails 
420R85 2 It. 6 ft. 3 18" Tri-Arc 3NUU9 
420R86 3 ft. (it 4 18" Tri-Arc 3NUV1 
420R87 4 ft. 8 tt. 3 18" Tri-Arc 3NUV2 
420R88 Without Walk-Thru Handrails 
420R89 9 ft. 10 ft. 2" 10 18" Tri-Arc 3NUU6 
420R90 11 tt. 12 tt. 2 12 18" Tri-Arc 3NUU7 
420R91 13 ft. 14 ft. 2" 14 18" Tri-Arc 3NUU8 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Heavy-duty, 1-pc. welded ladders enable solid climb- 
ing and safer landing access to heights less than 20 

ft. Rungs are spaced on 12" centers. Use for vertical 

access to raised platforms, roofs, or hatchway open- 
ings. Meet or exceed OSHA and ANSI Standards. 





Steel With 
Walk-Thru 
Handrails 


1049 





MATERIAL HANDLING 
Electric Chain Hoists 


Scan. Order. Done. 
Details on page A1. 


How to Choose What Service Classification You Need 
CHAIN LENGTH (Lift) 


WEIGHT CAPACITY INPUT VOLTAGE LIFT SPEED LOAD MOVEMENT | NUMBER OF LIFTS | START/STOPS OPERATING TIME 


Hoists have a ‘Service 
Classification’ rating. 
To determine this 
classification for 
your job, use the 
following calculation: 
inutes Run Time = Feet 
of Load Lift x Lifts per 
Hour x 2 + Hoist Speed 
Then calculate: 

% On Time = Minutes 
Run Time + 60 


What speed do 
you want to lift 
the load? Industry 
standard for ¥% to 
1 ton is 16 ft./min. 
(fpm). 2 ton is 8 
fpm. For flexibility 
consider a 
variable-speed lift. 


How many times 
does an operator 
activate the push- 
button control? Rule M 
of thumb: 8 start/ 
stops per cycle (load 
lift and lower). 


What is the nominal 
voltage (+10% of 
rated yO in your 
facility? Single-Phase 
115 or 230V 3-Phase 
208, 230, or 460V. 


Determine the max. weight 
you need to lift. (include 
lifting, supporting, and 
positioning devices). 


What is the actual 
distance the load must 
be lifted and lowered? 


Determine the 
number of lifts per 
hour for the job. 


Measure from the point 
of mount to the floor. 


Ex: 2400 Ib. includes all 
the components of the load 
(pallet, drum, sling, etc.). 


Ex: 230V Ex: 8 fom Ex: 120 start/stops Be i2 TL 


Hoist Service Classifications 


Service 


Classification Total Equipment Running Time Max. Start/Stops Per Hour 


300 


Typical Areas of Application 
High-volume handling in steel warehousing, machine shops, 
fabricating plants, mills, and foundries. Manual or automatic 
cycling operations in heat-treating and plating operations. 
General machine shop, fabricating, assembly, storage, and warehousing 
use, where loads and operation are randomly distributed. 
Light machine shop, fabricating industries, and service and maintenance work, where 
loads and use are randomly distributed with capacity loads infrequently handled. 


H4 - Industry Standard Approaching 50% of the work period 


H3 
H2 


Not to exceed 25% of the work period 150 


Not to exceed 15% of the work period fo 


Note: For higher duty cycles, refer to the Air Hoist section. 


‘a 


= Lubrication: grease 
= Positive braking, under 
all load conditions 
= Include chain container 
= Heat-treated steel alloy chain 








H4-Rated Single-Speed Electric Chain Hoists 


Brake stops and holds the load, even with loss of power. 
Rigid top and swivel load hooks provide positive load 
engagement. Include over-travel prevention system. 
Overload limiting clutch prevents hoist damage from heavy 
loads. 15-ft. power cord. Dual-voltage hoists reconnect for 
use at 230VAC. Meet ANSI/ASME B30.16 UL 1340. 


Note: Replacement parts available on Grainger.com 


10-ft. Lift 15-ft. Lift 20-ft. Lift 
5-ft. 11-ft. 15-ft. 
Min. Control Cord | Control Cord | Control Cord 
Load Lift Motor Between Amps @ Item Item Item 
Capacity Speed HP Voltage Phase Hooks Low Volts No. No. No. 
500 Ib 20fpm 0.382 115/230 1 17%6' 7.6 452R33 452R53 452R54 
32fpm 0.65 115/230 1 17/6 10.5 452R55 452R56 452R57 
No 20fpm 0.65 115/230 1 172Y32" 10.5 452R39 452R45 452R46 
; 1000 Ib. 32 fpm 1.3 115/230 1 211%" 14.5 452R51 — — 
452R42 32fpm 1.3. 230/460 3 174" 35 452R34 452R35 452R36 
5000 Ib 20 fom 1.3 115/230 1 211%" 14.5 452R40 452R52 452R44 
"20 fpm 1.8 230/460 A] 211%" 6 452R41 452R47 452R37 
4000 Ib 10 fpm 1.3 115/230 1 26%6' 14.5 452R42 452R48 452R49 
‘10 fpm 1.8 230/460 3 266" 6 452R43 452R50 452R38 


‘ea 






No. 2GXH6 


= Electric disc motor brakes 

= Thermal overload protection 
= Chain container included 

= Hardened alloy steel chain 


H3-Rated Single-Speed Electric Chain Hoists 


= Gears are enclosed in grease case 


Latch-type hook provides positive load engagement. 
Brake stops and holds the load, even with a loss of 
power. Offer up to 18-min. "On" time per hr. with full 
thermal protection. Upper and lower limit switches 
prevent chain overtravel. Meet NEMA 1 Standard, UL 
and C-UL Listed. 


10-ft. Lift 15-ft. Lift 20-ft. Lift 
6-ft. 11-ft. 16-ft. 

Min. Control Cord | Control Cord | Control Cord 
Load Lift Motor Between Amps @ Item Item Item 
Capacity Speed HP Voltage Phase JHooks Low Volts No. No. No. 
1000 lb. 16fpm 0.67 115 1 1932" 10 2GXG9 2GXH1 2GXH2 
2000 Ib. 16 fpm 1 115 1 22%" 15 2GXH3 2GXH4 2GXH5 
4000 |b. 8 fpm 1 115 1 264%4" 15 2GXH6 2GXH7 2GXH8 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE° MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Electric Chain Hoists 
H4-Rated NER 3-Phase 
Electric Chain Hoists HARRINGTON 





















= Dual speed via under-the-cover = 10-yr. warranty on brake 
variable frequency drive = IP55 rated for indoor or outdoor use 
= Count hour meter and chain container = Meet ANSI/ASME B30.16 and UL 1340 
= Plug-in pendant and power cord = ROHS Compliant 
= Low-profile upper and lower limit switches Designed for heavy- and severe-duty applications. 
10-ft. Hoist Lift|15-ft. Hoist Lift| 20-ft. Hoist Lift 
6-ft. 11-ft. 16-ft. 
” é Min. ‘i - stat Cord sa ah Cord ae Cord 
Load otor etween mps tem tem tem 
gepaatly ‘ Lift Speed HP Voltage Hooks Low Volts No. No. No. 
ingle Spee 
250 Ib. 55 fpm 0.75  —_ 208/230/460 136’ 3.4 25K564 25K565 25K566 
500 Ib 53 fpm 1.2 208/230/460 1376" 48 25K573 25K574 25K575 
a 
5 fom 15 ye 4 4 4 
1000 Ib. 99pm 12 208/230/460 1454" 48 ADFL4 ADFL5 ADFL6 
5000 Ib 14 fpm 1.2 208/230/460 166" 48 4DFL7 4DFL8 4DFL9 
28 fpm 2.4 208/230/460 166" 8.6 4DFN1 4DFN2 4DFN3 
4000 Ib 14 fpm 2.4 208/230/460 225%" 8.6 4DFN4 4DFN5 4DFNG6 
28 fpm 47 208/230/460 23% 16.4 4DFN7 4DFN8 4DFN9 
6000 Ib. 17 fpm 47 208/230/460 3216" 16.4 4DFP1 4DFP2 4DFP3 
moun bp ; 11 fpm 47 208/230/460 33%" 16.4 4DFP4 4DFP5 4DFP6 
arlabie opee 
950 |b 55/9 fpm 0.75 460 13146" 1.8 25K568 25K570 25K572 
55/9 fpm 0.75 230 1316" 3.6 25K567 25K569 25K571 
53/9 fpm 12 460 T31He oT 25K577 25K579 25K581 
500 Ib 36/6 fpm 0.75 230 1316" 3.6 25K585 25K587 25K589 
36/6 fpm 0.75 460 136" 1.8 25K586 25K588 25K590 
53/9 fpm 12 230 136" 5. 25K576 25K578 25K580 
29/5 fpm 1.2 230 na ° u waH71 6 usa ti 8 
15/2.5 fpm 0.75 230 145%" 4H7 4H714 4H715 
1000 Ib. —4570°5 fom 0.75 460 1454! 18 6HJH9 6HJJO 6H ata 
29/5 fpm 12 460 145%" Me 6HJJ2 6HJJ3 6HJJ4 
14/2.5 fpm 1.2 230 1616" 5.1 14H719 14H720 14H721 
9000 Ib, —14/2:5 fom ie 460 1616" OF 6HJJ5 6HJJ6 6HJJ7 
~~ 28/4.5 fpm 2.4 230 1676" 9.1 14H722 14H723 14H724 
28/4.5 fpm 2.4 460 1616" 45 6HJJ8 6HJJ9 6HJKO 
14/2.5 fpm 2.4 230 2298" 9.1 14H725 14H726 14H727 
4000 Ib. 14/2: fom 2.4 460 2278 45 6HJK1 6HJK2 6HJK3 
* ~~ 28/4.5 fpm 47 230 2376 ies 14H728 14H729 14H730 
28/4.5 fpm 47 460 2376" 8.3 6HJK4 6HJK5 6HJK6 
6000 Ib 17/3 fpm 47 230 3216 ia 14H731 14H732 14H733 
- 1773 fpm 47 460 3216 8.3 6HJK7 6HJK8 6HJK9 
10000 Ib. 11/2 fom 47 230 3314" 17.3 14H734 14H735 14H736 
- 44/2 fpm 47 460 3314" 8.3 6HJLO 6HJL1 6HJL2 





H4-Rated NERP 3-Phase Electric 
Chain Hoists with Push Trolley HARRINGTON 











= Push trolley operates on S or W beams = Meet ANSI/ASME B30.16 and UL 1340 
= Side guide rollers for smooth travel = ROHS Compliant 
= High-strength, Grade 80, nickel-plated load chain Hoist and trolley rated IP55 for indoor or outdoor use and 
= Includes chain container are built to handle heavy- and severe-duty applications. 
10-ft. Hoist Lift | 15-ft. Hoist Lift | 20-ft. Hoist Lift 
Min. 6-ft. Control Cord 11-ft. Control Cord16-ft. Control Cord 
Load Motor Between Fits Beam Amps @ Item Item Item 
Capacity Lift Speed HP Voltage Hooks Flange W Low Volts No. No. No. 
Single Speed 
250 lb. 55fpm 0.75 208/230/460 15%" 2%'to4" 3.4 25K591 25K592 25K593 
500 Ib, —pstpm 1.2 208/230/460_16%6"  2%"to 4" 4.8 25K601 25K602 25K603 
“36 fpm 0.75 208/230/460 15%" 2i%"to4" 34 25K610 25K611 25K612 
1000 Ib. —_tofpm 0.75 208/230/460 1714" 2v"to4" 3.4 25K619 25K620 25K621 
“~29fpm 1.2  208/230/460 17%" 2%"to4" 428 25K628 25K629 25K630 
2000 Ib. 14fpm 1.2 208/230/460 18%" 2%"to5° 48 25K637 25K638 25K639 
3000 Ib. 18fpm 2.4 208/230/460 22%" 3%"tob" 8.6 25K655 25K656 25K657 
7 fpm 1.2 208/230/460 27%" 3%"to6 4.8 25K664 25K665 25K666 
4000 lb. 14fpm 2.4 —_-208/230/460 25° 3%"tob 86 25K673 25K674 25K675 
28fpm 4.7  208/230/460 25%" 3%"to6’ 164 25K682 25K683 25K684 
6000 Ib. i7fpm 4.7  208/230/460 3276 3%"to6’ 164 25K691 25K692 25K693 
10000 Ib. itfpm 47  208/230/460 35%" 4"to7’ 164 25K701 25K702 25K703 
Variable Speed 
950 |b. 55/9 fom —0-!2 460 15%" 2%"to4" —*12.8 25K594 25K595 25K596 
: PM 0.75 230 15%" 2%"to4" 3.6 25K597 25K598 25K599 
ao torn le 460 16%68" 2%"to4" 2.7 25K604 25K605 25K606 
0 Ib p 12 230 T6768" 2%"to4" 54 25K607 25K608 25K609 
36/6 fom —0-f2 460 15%" 2u%"to4" ‘1.8 25K613 25K614 25K615 
pi 0.5 230 15%" 2u%"to4" 3.6 25K616 25K617 25K618 
15/25 fom 0:22 460 17%" 2%"to4" ‘1.8 25K622 25K623 25K624 
1000 Ib Sl ella 18 65 230 17%" 2%"to4" 3.6 25K625 25K626 25K627 
“09/5 fom —2 460 17%" 2M"to4" 2.7 25K631 25K632 25K633 
p 12 230 17%" 2%" to 4" 5 25K634 25K635 25K636 
14/25 fom —e2 230 18" 2%" too" +51 25K643 25K644 25K645 
2000 Ib 01D Ae 460 184" 2%"to5" 2.7 25K640 25K641 25K642 
*-98/4.5 fpm —24 230 18%" 2%"to5" 9.1 25K652 25K653 25K654 
a a 460 18%" 2%" to5" 4.5 25K649 25K650 25K651 
3000 lb. 18/3fom —24 460 22% 3%'tob 45 25K658 25K659 25K660 
P 2.4 230 22% 3%'tob 94 25K661 25K662 25K663 
Fi toni =e 460 2716 3%" tob 27 25K667 25K668 25K669 No. 
P 1.2 230 2716 3%" tob 5.1 25K670 25K671 25K672 25K637 
4000 Ib. 14/25 fom —24 460 25° 3vk'to6 4.5 25K676 25K677 25K678 
aml oA 230 25° 3%'to6’ ‘92.1 25K679 25K680 25K681 
98/4.5 fom —Le 460 25% 3%'tob 83 25K685 25K686 25K687 
Ay 230 25% 3%'tob 17.3 25K688 25K689 25K690 
6000 Ib. 17/3fom —22 460 327% 3%'tob 83 25K694 25K695 25K696 
Pp 47 230 327% 3%"tob 17.3 25K697 25K698 25K699 
10000 Ib. 14/2 fom —f 460 331%" 4" to 7" 8.3 25K704 25K705 25K706 
P 47 230 33% Ato” 173 25K707 25K708 25K709 
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MATERIAL HANDLING Scan. Order. Done. 
Electric Chain Hoists Details on page Al. 


Wii 





Find Trolleys on pages 1060 and 1067. 
H4-Rated NERM 3-Phase Electric 














Chain Hoists with Motorized Trolley HARRINGTON 
= Hoist and trolley are suitable = Chain container included 

for indoor or outdoor use = Upper and lower limit switches 
= Lightweight, die-cast aluminum body = Trolley operates on S or W beams 
= Fan-cooled motor with 60-min. duty rating = Side guide rollers for smooth travel along beam 
= Electromagnetic brake will not release = Rubber bumpers and drop stops 

unless motor is energized = Meet ANSI/ASME B30.16 and UL 1340 
= 5-pocket load sheave reduces chain vibration Note: See Grainger.com® for variable-speed options. 









= Grade 80 nickel-plated load chain 























No. 6HJN5 
10-ft. Hoist Lift | 15-ft. Hoist Lift | 20-ft. Hoist Lift 
Min. 6-ft. Control Cord |11-ft. Control Cord/16-ft. Control Cord 
Load Lift Motor Between FitsBeam Amps @ Item Item Item 
Capacity Speed HP Voltage Hooks Flange W__Low Volts No. No. No. 
15fpm 0-75 230/460 1596" 2%" to 5" 6.65 6HJL3 6HJLA — 
1000 Ib. 0.75 230/460 1556" —-2%o" to 5" 3.4 — — 6HJL5 
99 {pm —1:2_2s0/460_ 15%" 2%2" to 5 48 6HJL6 — — 
p 1.2 230/460 15%" 2%" to 5" 8 — 6HJL7 6HJL8 
14fom —-2_230/460___17" 2930" to 5" 8 6HJL9 6HJNO _ 
9000 Ib P 1.2 230/460 177s" 2%" to 5" 48 — — 6HINA 
op ipm —24 230/460 17" 2939" to 5" 11.8 6HIN2 6HJN3 — 
pm “9.4 230/460 17 %s"  2%2"to 5" 5.6 — — 6HJNA 
14fom —24 230/460 2276" 3a" to 6s" 11.8 6HIN5 6HING — 
op fpm —4f 230/460 23" 3%" to 6%ie" 19.6 6HINS 6HINS — 
pm 47 230/460 23" 3%o"tob%e" 16.4 — — 6HJPO 
P 47 230/460 32%" 3%"tob%e 16.4 — — 6HJP3 
- 1TIPM ~A7_ 230/460 3332" 3c" to 72" 16.4 — — 6HJP6 
Electric Chain Hoists HARRINGTON 
= Hoist is suitable for indoor or outdoor use = Long-life friction clutch 
= Compact, die-cast aluminum body = Load sheave design reduces vibration and wear 
= Pull-rotor motor brake with no brake coil to fail = Cast-iron chain guide provides 
= Heat-treated, Grade 80 nickel-plated chain smooth, quiet operation 
No. GHJR6 # Chain container included = Meet ANSI/ASME B30.16 
= Easy-access control panel 
10-ft. Hoist Lift | 15-ft. Hoist Lift | 20-ft. Hoist Lift 
Min. 6-ft. Control Cord |11-ft. Control Cord|16-ft. Control Cord 
Load Motor Between Amps @ Item Item Item 
Capacity _LiftSpeed HP Voltage Hooks Low Volts No. No. No. 
500 Ib. 14fpm 0.34: 115/230 136" 7.1 6HJRG 6HJR7 6HJR8 
1000 Ib 7fpm 0.34 ‘115/230 14" 7.1 6HJR9 6HJTO 6HJT1 
15fpm 0.6 115/230 145%" 16.9 6HJT2 6HJT3 6HJT4 
5000 Ib 7 fpm 0.6 115/230 16" 16.9 6HJT5 6HJT6 6HJT7 
14pm 1.2 115/230 176 23.9 6HJT8 6HJT9 6HJUO 
4000 Ib. 7 fpm 1.2 115/230 22%" 23.9 6HJU1 6HJU2 6JFY9 
6000 Ib. 3.5 fpm 1.2 115/230 2914" 23.9 6JFZ0 6JFZ1 6JFZ2 
H4-Rated 1-Phase Electric 
Chain Hoists with Trolley HARRINGTON 
SNERP WITH PUSH TROLLEY SNERM WITH MOTORIZED TROLLEY 
= Pull-rotor motor brake for reliability = Vibration-reducing load sheave 
= Hinged control panel, sealed = Durable pull-rotor motor brake 
housing, and durable load sheave = Low-headroom design 
= Push trolley provides extra mobility = Grade 80 nickel-plated load chain 
= Suitable for S or W beams # Chain container included 
= Meet ANSI/ASME B30.16 = Trolley operates on tapered or flat beams 


= Side guide rollers for smooth movement and reduced wear 
= Includes drop stops and rubber bumpers 


10-ft. Hoist Lift | 15-ft. Hoist Lift | 20-ft. Hoist Lift 





No. 25K773 Min. 6-ft. Control Cord |11-ft. Control Cord/16-ft. Control Cord 
Load Lift Motor Between FitsBeam Amps @ Item Item Item 
Capacity Speed HP Voltage Hooks Flange W__Low Volts No. No. No. 
SNERP 1-Phase Electric Chain Hoists with Push Trolley 
900 lb. 14fpm 0.34 115/230 14%’ 2%" to 5' 71 25K764 25K765 25K766 
4000 Ib 7fpm 0.34 ~=115/230 = 14%" 24%" to 5' Lat 25K/6/ 25K768 25K769 
‘ 15tpm 0.6 115/230 15% 2%" to 5 16.9 25K770 25K771 25K772 
9000 Ib 7 fpm 0.6 115/230 16%" 2%" to 5 16.9 25K773 25K774 25K775 
‘ 14tpm 1.2 115/230 1 /7"Ve" 2%" to 5' 23.9 25K776 25K777 25K778 
4000 |b. 7 fpm 1.2 115/230 = 22%" 3%" to 6' 23.9 25K779 25K780 25K781 
6000 lb. 3.5fpm 1.2 115/230  28%' 3/4" to 6" 23.9 25K782 25K783 25K784 
SNERM 1-Phase Electric Chain Hoists with Motorized Trolley 
900 lb. 14fpm 0.34 115/230 14%’ 2%32' to 5" 71 6JFZ3 6JFZ4 6JFZ5 
4000 Ib 7fpm 0.34 115/230 = 14%" 2%32' to 5" tt 6JFZ6 6JFZ7 6JFZ8 
‘" 15fpm 0.6 115/230 15/6" 2¥32' t0 5D 16.9 6JFZ9 6JGA0 6JGA1 
9000 Ib 7 fpm 0.6 115/230 16% 2%32' tO 5° 16.9 6JGA2 6JGA3 6JGA4 
‘14fpm 1.2 115/230 = 1/'Ve' 2%" to 5" 23.9 6JGA5 6JGA6 6JGA7 
4000 |b. 7 fpm 1.2 115/230 22%6' 32 tob%s —23.9 6JGA8 6JGA9 6JGCO 
6000 lb. 3.5fpm 1.2 115/230 = 28'%6' = 32"to6%e —-23.9 6JGC1 6JGC2 6JGC3 
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GRAINGER CHOICE® MATERIAL HANDLING 
Find the wi. Find Solutions. Find Great Prices. Electric Chain Hoists 








Find Trolleys on pages 1060 and 1067. 


DEMAG 
Cranes & Components Gearbox, brake, and Slip clutch 
. . = are maintenance-free for up to 
H4-Rated Electric Chain Hoists 10 yr. Simple plug connections 
= Pendant control are located in a centralized area. 


= CSA and HMI Certified 


16-ft. Lift 26-ft. Lift 
2- to 12-ft. 12- to 22-ft. 
Control Cord | Control Cord 








Load Motor Amps @ Item Item 
Capacity Lift Speed HP Voltage Phase Low Volts No. No. 
2-Speed 
230 3 2.9 332983 332984 
250 Ib. 32/8 fom 0.3 460 3 1.35 332981 332982 
575 3 1.2 332985 332986 
230 3 3 332989 = No. 
500 Ib. 24/6 fpm 0.48 460 3 1.55 332987 332988 332981 
575 3 1.0 332990 — 
230 3 5 332993 — 
1000 Ib. 18/4.5 fpm 0.66 460 3 25 332991 332992 
575 3 1.8 332994 — 
930 3 45 332997 — 
2000 Ib. 1.2 460 f} 2.25 332995 332996 
16/4 fpm 575 3 1.6 332998 — 
460 3 6.1 332999 34A001 
4000 Ib. 2.4 575 3 3.9 34A002 = 
Variable Speed 
250 Ib. 0 to 100 fpm 480 3 3.1 34A033 34A034 
500 Ib. 0 to 52 fpm 0.98 480 3 3.1 34A035 34A036 
1000 Ib. 0 to 26 fpm 480 3 2.9 34A037 34A038 
9000 Ib 0 to 20 fpm 480 G 45 34A039 34A040 
0 to 40 fpm 9.95 480 3 45 34A041 — 
4000 Ib. 0 to 20 fpm 480 g 45 34A042 34A043 
5000 Ib. 0 to 13 fpm 480 3 45 34A044 = 











H A KI'I'C GROUP COMPANY il 


H4-Rated NER Food-Grade 3-Phase 





No. 


Electric Chain Hoists 33RV58 
= Food-grade lubricants meet FDA standards = Designed for the food processing industry 

= Epoxy paint = ASME H4 classification for high-duty cycle 

= Nickel-painted load chain = ROHS Compliant 


= Stainless steel and nickel-plated components = Meet ANSI/ASME B30.16 
ine ota Lift | 15-ft. Hoist Lift| 20-ft. Hoist Lift 


-ft. -ft. 16-ft. 
Min. Control Cord | Control Cord | Control Cord 
Load Motor Between Amps @ Item Item Item 
Capacity —_Lift Speed HP Voltage Hooks Low Volts No. No. No. 
500 Ib 15 fom 0.75 230/460 1316" 3.4 33RV52 33RV53 33RV54 
15/2.5 fom 0.75 460 1316" 3.4 33RV64 33RV65 33RV66 
4000 Ib 15 fom 0.75 230/460 145%" 3.4 33RV55 33RV56 33RV57 
"  45/2.5 fom 0.75 460 14%" 3.4 33RV67 33RV68 33RV69 
5000 Ib 14 fom 1.2 230/460 IZ" 4.8 33RV58 33RV59 33RV60 
"  44/2.5 fom 1.2 460 17' 4.8 33RV70 33RV71 33RV72 
4000 Ib 14 fom 2.4 230/460 2278" 2.4 33RV61 33RV62 33RV63 
"  44/2.5 fpm 2.4 460 2298" 2.4 33RV73 33RV74 33RV75 








H A KI'T'O GROUP COMPANY i 


H4-Rated TNER Theatrical Electric Hoists 





=» Matches common speed requirements = Grease-packed gear-box 
= Can fit in common road cases = Designed for the unique requirements No. 
= Handles offered as standard of the theater industry 33RW54 
= Qutdoor-rated as standard = 5-yr. brake warranty 
10-ft. Hoist Lift| 60-ft. Hoist Lift 
Load Motor Min. Amps @ Item Item 

Capacity Lift Speed HP Voltage Between Hooks _Low Volts No. No. 

1000 Ib. 16 fpm 0.65 230/460 131% 3.7 33RW49 33RW50 

2000 Ib. 16 fpm 13 230/460 16" 5.6 33RW51 33RW52 

4000 Ib. 8 fpm 1.3 230/460 2215;6' 5.6 33RW53 33RW54 
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MATERIAL HANDLING Scan. Order. Done. 
Wire Rope & Electric Chain Hoists Details on page A1. 





Find more information on Hoist selection on page 1050. Find Trolleys on pages 1060 and 1067. 
H2-Rated Single-Phase Electric 
Chain and Wire Rope Hoists 











= Gears are enclosed ina load engagement. Brakes stop and Electric Chain Hoists—'-ton, 
sealed grease case hold load, even during power loss, 800-Ib., and 1-ton capacity hoists 

= Electric disc motor brakes while upper and lower limit switches are double-chained. 

= Thermal overload protection prevent chain overtravel. 12-min. Wi it 

a 115V "On" per hr. duty cycle. Include 13", rocne tae nope noe aad 


limit switch provides positive 


= 1000- and 2000-lb. models 3-prong plug power cord. Meet NEMA protection in the "Up" direction. 


4 include chain container 1 Standard, UL and C-UL Listed. 
= Hardened alloy steel chain 


10-ft. Hoist | 15-ft. Hoist | 20-ft. Hoist 


No. 4GU72 Ideal for applications Lift 6-ft. Lift 11-ft. | Lift 16-ft. 
j j j Min. Amps | Control Cord | Control Cord | Control Cord 
that dae sabe multiple itt Load Lift Motor Between @ Low Item Item Item 
points. Commercial-duty Capacity Speed HP Voltage Phase Hooks Volts No. No. No. 





hoists feature latch-style Electric Chain Hoists 














; ae 300 lb. 14fpm 0.16 115 1 14%" 3 4GU70 2GTC9 2GTD1 
No. 2XY32 swivel hooks for positive —s991)-—7ipm016 113 16’ 3 AGU 2GTD2 2GTD3 
800 lb. 7fpm 0.2 115 1 1654" 3 47ZY98 2G1D4 2GTD5 
1000 1b. 16fpm 0.67 115 1 1942" ‘10 2XY32 2G1D6 2G1D7 
2000lb. Sfpm 0.66 115 1 22%6 10 2XY33 2G1D8 2GTD9 
Electric Wire Rope Hoist 
500 lb. 10fpm 1/6 115 1 14%" 3.0 | 4GU72 —- — —- — 
Single-Phase Dual-Speed Electric Chain Hoists HARRINGTON 
= Heat-treated gearing Single Adjustable Speed V-Models— Dual-Speed—Low speed can be 
= High-performance friction clutch Engineered with Smart Speed Technology adjusted from 0 to 100% of maximum 
= Compact and lightweight, die- so you can change the factory set speed speed by setting a screw within pendant. 
ac uacacaiodt ment inside the hoist These compact _E*gonomic Dual Adjustable Speed— 
oe g P One-handed cylinder control frees other 
= Chain container included units provide low headroom and are a 
; oo hand to easily position load. Rocker 
= Corrosion-resistant, nickel-plated load chain easily installed, transported, or stored. : 
; switch above handgrip permits easy low- 
= Meet ANSI/ASME B30.16, ASME Perfect for industrial and commercial : ' — 
HST-1, and NFPA 70 Standards applications sO ON -speee se) eee l= INOEr 
PP turn knobs set speeds from 0 to 100%. 
Min. Dist. 6-ft. LIFT 10-ft. LIFT 15-ft. LIFT 20-ft. LIFT 
Load Motor Between Control Item Control Item Control Item Control Item 
Classification Capacity  LiftSpeed HP Voltage Hooks Amps_| Cord No. Cord No. Cord No. Cord No. 


Single Adjustable-Speed V Models 
H2 250 Ib. 16/26 fpm 04 120 = 121542" 6 
H2 350 Ib. 16/44 fpm 0.8 120 13: 
Dual-Speed DS Moe's 


7 ft. 490246 12 ft. 49C2Z47 17 ft. 490248 
7 ft. 490249 12 ft. 49CZ50 17 ft. 490251 












25 lb. 69/13 fpm 0.4 120 121340" 5 — — 7 ft. 23XP92 12 ft. 23XP93 16 ft. 23XP94 * 
H2 220lb. 43/10fpm 04 120 12192" 5 — — 7 ft. 23XR03 12 ft. 23XR04 16 fi. 23XR05 * 
H2 250lb. 26/10fpm 0.4 120  12%e 5 — — 6 ft. G6HJP7 11 ft. 6HJP8 16 ft. 6HJP9 
H3 350lb.  66/13fpm 08 120 1 10 — — 7 ft. 23XR18 {2 ft. 23XR19 17 fi. 23XR20 
H3 525 lb.  44/10fpm 0.8 120 13 10 — — 6 ft. 6HJRO 11 fi. 6HJR1 16 fi.  6HJR2 
H3 1050lb. «22/6 fpm 08 120 20%" 10 — — 6 ft. 6HJR3 11 ft. 6HJR4 16 ft. 6HJR5 
Dual Adjustable DA Models 
H2 125 Ib. 69 fpm 0.4 120 37%: 5 6 ft. 1VW82 — — — — — — 
No. GHJP7 H2 250 Ib. 26 fpm 04 120  37%2" 6 6ft.  1VW83 — — — — — — 
H3 350 Ib. 66 fpm 08 120 37%. 10 6ft.  1VWw84 — — — — — — 
H2 525 lb.  44/10fpm 0.8 120 37%e 10 6 ft. 23XR37 — — — — — — 
* 19 ft. Lift 
Electric Wire ds 
Rope Hoist No. SNPL3 “3 No. 48RD44 


No. 6XXG5 
MZ HEB. 
Electric Builder's 
Hoists 


These hoists are designed for use 
on commercial building sites and 
in various construction workplaces, 


AAractel 


Minifor® H3-Rated 
Single-Speed Portable 
Electric Wire Rope Hoists 


= 1-phase = Unlimited lift height — Lightweight, compact hoists | warehouses, storage facilities, and 
= Grease lubricated = 10-ft. pendant control lift loads to any height with | factories. Lightweight and compact 
= Electromagnetic = NEMA 3R push-button unlimited length of wire rope | for convenient mounting. Feature 
cone brake control pendant = —that does not accumulate ~—_|_ sensor arm for automatic shut-off 
— in hoist. Cast-aluminum to prevent reverse winding. Plug-in 
Min. Dist. A ) 
Load —_Lift Motor Between @ Low tem housing and thermal over- | cords for ease of use. 360° hook rota- 
Capacity Speci HE voltage Hooks Volts _No____ load protection. Sheaving tion with safety latch. Built-in safety 
200 |b. 50fpm 115 28%" 9.3 6xxG5 doubles the load capacities. | features and easy control of lifting for No. 48RD45 
660 lb. 17fpm 1.5 115 28%" 9.3 6XXG6 Wire Rope Assemblies are a wide range of applications. 


1100 lb. 23fpm 1.5 115 2734 20 6XXG8 Load Motor Item 


1100 lb. 23fpm 1.5 220 27% 10  6XxG9 Steel wire rope with thimble Capacity _Lift Lift Speed HP Voltage Phase Amps No. 
Wire Rope Assemblies with Safety Latch Hook 900 Ib. 90 tt. 795 fpm 133 His 1 175 ONPL3 
100 ft. Length exxHo °° and safety latch hook 000 Ib. 90 Tt. 37 fom 2 115 i 15.5 48RD44 
150 ft. Length 6XXH1 included. Meet ASME/ANS! Required Bracket 
200 ft. Length 6XXH2_- B30.16 Standards. Builders Hoist Bracket 48RD45 
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GRAINGER CHOICE° MATERIAL HANDLING 
Find the yf. Find Solutions. Find Great Prices. Air Chain Hoists 










Air Chain Hoist 


ef Dayton] nigpesiet 


500- to 2000-Ib. Capacity Air Chain Hoists 


= Operate on 48 cfm at 90 psi = Steel alloy load chain 
= Heat-treated alloy steel spur gears = Upper and lower limit stops 
= Shoe-type brake = 4" NPT hose connection 


Pendant throttle allows one-handed control. Aluminum frames and cover. Top and bottom latch hooks swivel 
360°. 8-vane motor has tapped exhaust port. Meet ANSI/ASME B30.16 Standards. 


Note: Air line lubricator required. 
10-ft. Lift Air | 20-ft. Lift Air | Metal Chain 


Min. Chain Hoists | Chain Hoists Containers 
Load Between Housing Housing Item Item Item 
Capacity —_Lift Speed Hooks Reeving Length Width No. No. No. 
500 Ib. 65 fom 15%" 1 12%" 10%6 29XL85 29XL90 29XL91 
1000 Ib. 45 fom 15%" 1 124," 10%6 29XL86 29XL87 29XL91 
2000 Ib. 23 fom 18" 2 124," 10%6 29XL88 — 29XL91 
2000 Ib. 23 fpm 18" 2 124," 10%6 — 29XL89 29XL92 














zn 


x TCS Series 





AH Series TCR Series 





HARRINGION 


A KI'TO GROUP COMPANY =>™| 


250- to 4000-Ib. Capacity 
Air Chain Hoists 


= Low headroom 
= Fine feathering control for precise positioning 
= Self-adjusting disc brake system 
= Continuous-duty cycle 
= Nickel-plated load chain and 
chain container included 
= Built-in adjustable load limiter and limit switches 
= Meet ANSI/ASME B30.16 Standards 


AH Series hoists are compact and lightweight. TCS 
Series include external speed adjustment. TCR Series 
are designed for heavy load lifting with pilot air and 
spring-loaded vanes for ultimate load control. 





10-ft. Lift 15-ft. Lift 20-ft. Lift 


Load Min. Housing Housing Item Item Item 
Capacity Lift Speed Between Hooks Reeving Length Width Air Consumption Control No. No. No. 
AH Series 
290 Ib. 47 fom 12° 1 916" 4" 32 scfm Pull Cord 5DZF3 5DZF4 5DZF5 
290 Ib. 42 fpm 12" 1 g'"e" 4" 28 scfm Pendant 5DZF6 oDZF7 5DZF8 
250 Ib. 41 fpm oo 1 11%6 4" 28 scfm Manipulator SDZF9 * _ _— 
250 Ib. 41 fpm 45" 1 11% 4" 28 scfm Manipulator 5DZGO ft — —_ 
500 Ib. 32 fom 12" il 96" 4" 29 scfm Pull Cord 5DZG1 5DZG2 5DZG3 
500 Ib. 29 fpm 12" 1 9'"e" 4" 26 scfm Pendant 5DZG4 5DZG5 5DZG6 
500 Ib. 29 fpm oo: 1 9'"e" 4" 26 scfm Manipulator SDZG7 ~* _ _ 
500 Ib. 29 fom 45" 1 gi"e 4" 26 scfm Manipulator 5DZG8_ it _ _— 
TCR Series 
5900 Ib. 92 fpm 18%6' 1 13%" 62932" 48 scfm Pull Cord 5DZJ7 5DZJ8 5DZJ9 
5900 Ib. 02 fpm 18%6' 1 13%" 6232" 48 scfm Pendant 5DZKO 5DZK1 5DZK2 
1000 Ib. 37 fpm 18%6' 1 1 62932" 48 scfm Pull Cord 5DZK3 5DZK4 5DZK5 
1000 Ib. 37 fpm 18%" 1 13%" 62%2" 48 scfm Pendant 5DZK6 5DZK7 5DZK8 
2000 Ib. 21 fpm 18%6' 1 13 62932" 53 scfm Pull Cord 5DZK9 5DZLO 5DZL1 
2000 Ib. 21 fpm 186 1 13 62932" 53 scfm Pendant 5SDZL2 5DZL3 oDZL4 
4000 Ib. 11 fpm 21'%e 2 13 3" 93 scfm Pull Cord 5SDZL5 5DZL6 5SDZL7 
4000 Ib. 11 fpm 21'%e 2 13%" 3" 93 scfm Pendant 5SDZL8 5DZL9 5DZNO 
TCS Series 
500 Ib. 121 fpm 166 1 14%," 816" 64 scfm Pull Cord 5DZG9 5DZHO 5DZH1 
500 Ib. 121 fpm 166 1 149," 816" 60 scfm Pendant 5DZH2 5DZH3 5DZH4 
1000 Ib. 60 fpm 16%6' 1 14%" 816" 60 scfm Pull Cord 5DZH5 5DZH6 SDZH7 
1000 Ib. 60 fpm 16%6 1 149," 816" 60 scfm Pendant 5DZH8 5DZH9 5DZJ0 
2000 Ib. 30 fpm 177%" 2 149," g" 60 scfm Pull Cord 5DZJ1 5DZJ2 5DZJ3 
2000 Ib 30 fpm ees 2 149," 6%6' 60 scfm Pendant 5DZJ4 5DZJ5 5DZJ6 


* 6Ve-Mt. Lift f 13-ft. Lift 
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MATERIAL HANDLING 
Manually Operated Chain Hoists 


Scan. Order. Done. 
Details on page A1. 





¥,- to 3-Ton Manually 





Operated Chain Hoists 


= Load-tested to 125% of rated load 


= Through-hardened load chain 


= Available with optional Overload Protection 


Lubricated roller bearings and bushings, bearing-mounted pinions, and heat- 
treated spur gearing. Hand chain hangs 2 ft. shorter than lift. Meet ANSI/ASME 


B30.16 Standards. 


Min. 8-ft. LIFT 
Chain Pull Between Item 


Load 


Capacity to LiftLoadt Hooks No. 
No Overload Protection 

1000 Ib. 58 Ib. 112%a" 1VW54 
2000 Ib. 60 Ib. 1329/32" — 
4000 Ib. 86 Ib. 17V8' — 
6000 Ib. 91 Ib. 211% 4" — 
Overload Protection 

1000 Ib. 56 Ib. 118%4" — 
2000 Ib. 73 Ib. 126364" — 
4000 Ib. 75 Ib. 1554" — 
6000 Ib. 78 Ib. 20%" — 


t Pulling force in pounds required to lift rated load. 


10-ft. LIFT 


Item 
No. 


1VW51 
1VW55 
1VW58 
1VW61 


29XP24 
29XP27 
29XP30 
29XP33 






15-ft. LIFT 
Item 
No. 


1VW52 
1VW56 
1VW59 
1VW62 


29XP25 
29XP28 
29XP31 
29XP34 


No. 


29XP24 


20-ft. LIFT 
Item 
No. 


1VW53 
1VW57 
1VW60 
1VW63 


29XP26 
29XP29 
29XP32 
29XP35 


No. 6GHJF4 
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A KI'TO GROUP COMPANY 


14- to 5-Ton CF Series 
Hand Chain Hoists 


= Die-cast aluminum body 

= Weston-type load brake 

= High-strength main pinion and load gear 

= Heat-treated alloy steel hooks 

= Economical design uses fewer parts 

= Prelubricated ball bearings and 
precision-machined gears 

= Meet ANSI/ASME B30.16 Standards 

Designed for efficient, trouble-free service and 

exceptional durability. 





Chain Min. |10-ft. LIFT | 15-ft. LIFT | 20-ft. LIFT 
Load Pullto Between Item Item Item 
Capacity LiftLoad Hooks No. No. No. 
No Overload Protection 
1000 lb. 60lb. 12'%6' | 6HJF4 6HJF5 6HJF6 
2000 lb. = /2 Ib. 14s" | 6HJF7 6HJF8 6HJF9 
3000 Ib. 841b. 17%6' | GHJGO 6HJG1 6HJG2 
4000 lb. 80 Ib. 20" 6HJG3 6HJG4 6HJG5 
6000 lb. 921b. 23%6 | GHJGE 6HJG7 6HJG8 
10,000 lb. 92lb. 24%" | 6BHJGI 6HJHO 6HJH1 








No. 33RW71 


Find even MORE on Grainger.com® 
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¥,- to 3-Ton Manually 
Operated Low Headroom 


Chain Hoists 


= Self-adjusting brake 
» - to 2-ton have single-reeved load 

chain; 3-ton are double-reeved 
Low headroom features compact design and 
jamproof chain guide. Smooth operation is provided 
by friction-reducing roller and ball bearings. Hand 
chain hangs 1.64 ft. shorter than lift. Meets ANSI/ 
ASME B30.16 Standards. 


Chain Min. |10-ft. LIFT) 15-ft. LIFT) 20-ft. LIFT 
Load Pullto Between Item Item Item 

Capacity LiftLoadt Hooks | No. No. No. 

No Overload Protection 

1000 Ib. 49 Ib. 10%" |38EV02 38EV03 | 38EV04 
2000 lb. 6/71Ib. 132%" | 38EV05 38EV06 | 38EV07 
4000 lb. 101 lb. 161%2" | 38EV08 38EV09 | 38EV10 
6000 lb. 86lb. 21212" | 38EV11 S8EV12 | 38EV13 


t Pulling force in pounds required to lift rated load. 
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Y,- and '4-Ton CX Series 
Mini Hand Chain Hoists 
with Overload Protection 


= Compact hoist with low headroom 
= Weston-type brake 
= Nickel-plated, Grade 100 load chain 
= Standard overload protection 
= Lightweight and compact design for 
high or difficult to reach places 
= Meet ANSI/ASME B30.16 
The best ratio of compact size to lifting power 
in the industry. 





Pullto Min. | 8-ft. LIFT | 10-ft. LIFT! 20-ft. LIFT 
Load Lift RatedBetween Item Item Item 
Capacity Load Hooks | No. No. No. 
Overload Protection 
500 Ib. 33 Ib. 8Y" \|45NV36 | 1AEX9 49CY84 
1000 lb. 42Ib. 10%" — 49CY86 49CY88 
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1/4- to 20-Ton CB Series 
Manual Hand Chain Hoists 
with Overload Protection 


= All-steel construction 
= Low headroom and lightweight design 
= Heat-treated alloy steel hooks 
= Overload protection included 
= Heavy-duty construction for demanding 
industrial applications 
= Meet ANSI/ASME B30.16 Standards 
These hoists offer one of the best size to lifting power 
ratios along with a heavy-duty industrial design. 





Chain Min. 8-ft. LIFT 12-ft. LIFT 
Load Pullto Between Item Item 
Capacity LiftLoad Hooks No. No. 
Overload Protection 
1000 Ib. 48 Ib. 11%. | 33RW71 — 
2000 Ib. 58 lb. 11%" 33RW7/2 — 
3000 Ib. 70 Ib. 13'%6 | 33RW73 — 
4000 Ib. 72 Ib. 141%6' | 33RW74 — 
5000 Ib. 66 Ib. 16%" 33RW7/5 — 
6000 Ib. 72 Ib. 20" 33RW/6 — 
10,000 Ib. 68 Ib. 2343" 33RW7/7 — 
16,000 Ib. 75 Ib. 30" 33RW/78 — 
20,000 Ib. 72 Ib. 30" — 33RW79 
30,000 Ib. 74 Ib. 40%" — 33RW80 
40,000 Ib. 72 Ib. 46 V2" — 33RW81 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Chain Hoists & Chain Pullers 
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1- to 10-Ton Ultra- 
Low Headroom 
Trolley Hoists 


= All-steel construction 
= 20-ft. standard lift 
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= Double-enclosed brake cover HOS | , ink} aa ae : 
= Grade 100, heat-treated 38 | 1 ig ier doer ok 
manganese alloy load chain bey | . ! ‘em aM wr gf th 
= Trolley wheels fit on both tapered Hog , (% OGRE e} t | 
and flat flanged beams 4X oNo.eHuH2 =f f a | ei 
= Ideal for applications where td: I y) " 
longer hook travel is required na HO 1m 1 Ot 
= Meet ANSI/ASME B30.16 Standards HE | yf ie i 
Offering one of the lowest headroom hoists }ff H f 1 OF 
on the market today, these hoists provide a bx { | } 4, 
minimal distance between the bottom hook - | ye : 
when at its highest point and the support beam. | ch 
. > Oe 
Saracity et piiwi an biel Fits Beam Flange W Ne gas 7 CO f 4, | 
2000 Ib. 59 Ib. Avs" 2%52" to 6 Zea" 6HJH2 PRODUCTSic Von 30-Ton 
4000 Ib. 54 Ib. af - 7 -_ BHJHS 
10,000 b 75 794 zis to BV 6HJH5 %,- to 30-Ton Manually Operated Hand 
20,000 I. a7 10 sya eai7? | Chain Hoists with Overload Protection 


= Load-tested at 150% capacity 

= Forged alloy steel hooks with cast-steel safety latch and bolt-and-lock nut 
= Weatherproof load-holding Weston-type brake with twin pawl design 

= Fully enclosed gearing protects gears from debris and contamination 
When activated, factory-set overload protection will not let hoist operate, but 
allows operator to lower load (if lifting) or release load (if pulling). Hand-wheel 
design enables hand chain to feed directly into wheel sprocket from any direc- 
tion or angle. Lower block has a thrust bearing, allowing easy rotation of a 
suspended load without twisting load chain. Meet HMI and ANSI/ASME B30.16, 
CE, AS 1418.2 Standards. No. 48RD59 meets ASME B30.16 Standard. 
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1- to 5-Ton NTH 
Navy Trolley Hoists 


= Integral trolley for low headroom 
= Easily adjustable flange width 

= Can accommodate flat or tapered beam 
= Meet ANSI/ASME B30.16 Standards 









oe Pullto =‘ Min. 10-ft LIFT | 20-ft LIFT 
These hoists ae designed for applications where No. Load _ LiftRated Between Housing Housing Housing Item Item 
headroom is limited. They combine the economical aS5NV54 Capacity Load Hooks Length Width Depth No. No. 
CF hand chain hoist with a unique permanently aan: zt i stu sae ae eee ere wiv 
‘ r P : 8 4 8 
attached trolley resulting in an extremely durable 000 Ib 66 Ib OA Bi" BVe Bi" OYAYG OYAY7 
and compact trolley/hoist for use in tight quarters. 3000 lb.  70lb. —151%e" 7V4' 73 66" 2YAY8 2YAY9 
Flanged trolley wheels provide smooth travel. 00RD ah _1ee 2 ibis a BA. _ 
6000 lb. 60lb. 18%6" (a BY" 6/6 2YAZ3 2YAZ4 
Load Pull to Lift Min. Between Item 10,000 Ib. 90 Ib. 25" g" 9156" 74" 2YAZ5 2YAZ6 
Capacity Rated Load Hooks No. 20,000 lb. 86 lb. 29%" 10" 141%6' 7Y4 2YAZ7 2YAZ8 
2000 Ib. 72 Ib. 12%" 45NV54 40,000 lb. 112lb. 35%" 13" 25%6" 89" 2YAZ9 2YCA1 
4000 Ib. 80 Ib. 16%" 45NV55 60,000 Ib. 112 Ib. 48" ive 25 V6" 18%6" 2YCA2 2YCA3 
6000 Ib. 92 Ib. 19" 45NV56 
10,000 Ib. 92 Ib. 20%" 45NV57 
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500- and 1000-Ib. LX aan 
Series Mini Ratchet r=") 
Chain Pullers 


= Rugged die-cast aluminum 
body with steel frame 
= Weston-type load brake t 
= Designed for fine adjustment of load tension : 
= Compact, low headroom for - 
use in tight quarters . 
= Strong hook latches with notched tip 4 
= Nickel-plated, Grade 100 load chain PN 
= Load-tested i} 
= Meet ANSI/ASME B30.21 Standards 


These pullers provide one of the best ratios of 
compact size to lifting power in the industry. 


‘aa 


550- and 1000-Ib. Mini 
Ratchet Chain Pullers 


= Weston-type load brake 

= Single-stage reduction gearing 

= Hardened and plated alloy steel load chain 

= Load-tested 

= Meet ANSI/ASME B30.21 Standards 
One-handed operation from any position. Free- 
chaining feature enables quick load attachment. 
Constructed of forged steel. Upper and lower hooks 
include latches to secure loads. Feature rubber grip. 





No. 
4ZY93 





Pull to Min. 3-ft LIFT 5-ft LIFT 10-ft LIFT 15-ft LIFT 20-ft LIFT 
Load Lift Rated Between Lever Item Load Pull to Lift Item Item Item Item Item 
Capacity Load Hooks Lift Length No. Capacity Rated Load No. No. No. No. No. 
550 lb.  60/b. 9M6" 5 ft. 6%" 5YGF5 500 Ib. 40 Ib. 45NV37 4ZY92 49CY80 49CY81 49CY82 
1000 lb. 79 Ib. 10%64" 10 ft. 82%4" 425267 1000 Ib. 62 Ib. — 4ZY93 45NV38 45NV39 49CY83 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1057 


MATERIAL HANDLING Scan. Order. Done. 
Ratchet Chain Pullers Details on page Al. 
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Lever-Operated %,- to 
3-Ton Chain Pullers 
with Double Disc Brake 


= Zinc-plated finish 

= Dual-stage reduction gearing 

= Metric rating, 2200 lb./ton 

= Hardened, Grade 80 steel load chain 
= Load-tested 

= Available with Overload Protection 


Double disc brake provides exact load posi- 
tioning and tensioning. Capacity-adjusted 
handle force minimizes overloading. Short 
handle stroke with ribbed grip rotates 360°. 


Flip selector to neutral for free chaining. 
Hardened swivel hooks with safety latches 
secure and align loads. Steel construction 
with zinc-/nickel-/chrome-plated finish. Meet 
ANSI/ASME B30.21 Standards. 





No. 
29XP45 


‘ae 


Lever-Operated %/,- to 
3-Ton Chain Pullers 


= Powder-coat finish 

= Ratch and pawl mechanical load brake 
» Zinc-plated hardened steel chain 

= Single reeved 

= Available with Overload Protection 

= Weston-type brake 

= Meet ANSI/ASME B30.21 Standards 








Min. 5-ft LIFT 10-ft LIFT 15-ft LIFT | 20-ft LIFT Min. 5-ft LIFT 10-ft LIFT 20-ft LIFT 
Load Pull to Lift Between Item Item Item Item Load Pull to Lift Between Item Item Item 

Capacity Rated Load Hooks No. No. No. No. Capacity Rated Load Hooks No. No. No. 
No Overload Protection No Overload Protection 

1500 Ib. 31 Ib. 125164" 47X43 47X44 48ME55 4ZX45 1500 Ib. 4? |b. 111%¢6" 3TP94 3TP92 3TP93 
3000 Ib. 49 Ib. 1554" 47X46 4ZX47 48ME56 4ZX48 3000 Ib. 46 |b. 1434" 3TP97 3TP95 3TP96 
6000 Ib. 71 Ib. 201942" 5HT16 4ZX49 48ME57 4ZX50 6000 Ib. 68 lb. 1814" 3TRO1 3TP98 3TP99 
Overload Protection Overload Protection 

1500 Ib. 31 Ib. 12544" | 29XP45 29XP46 49CX78 29XP47 1500 lb. 4? Ib. 111356" 29XP38 29XP36 29XP37 
3000 Ib. 49 Ib. 1554" 29XP48 29XP49 49CX79 29XP50 3000 Ib. 46 |b. 143," 29XP41 29XP39 29XP40 
6000 Ib. 71 Ib. 201%2" | 29XP53 29XP51 49CX80 29XP52 6000 Ib. 68 Ib. 181A" 29XP44 29XP42 29XP43 











HARRINGTON 
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Lever-Operated %/,- to 
9-Ton Chain Pullers 


= Compact, steel body 
= Weston-style load brake 
= Spring-loaded, free-wheeling device 
= 360° hook rotation 
= Dual-stage reduction gearing 
= Hardened alloy steel, nickel- 

plated Grade 100 load chain 
= Load-tested 
= Use horizontally, vertically, inverted, 

or at any other load angle 
= Meet ANSI/ASME B30.21 Standards 
= Shipyard hooks are available 

on Grainger.com® 
Spring-loaded, free-wheel device safeguards 
against accidental free wheeling. Designed 
with patented heat treating process on hooks 
to prevent fracturing under overloads. Durable 
internal components provide dropped load 
prevention in case of abuse. 


WHE rs. 
Lever-Operated %/,- to 


9-Ton Chain Pullers with 
Overload Protection 


= Twin-pawl, weatherproof 
Weston-type load brake 

= Zinc-plated steel chain 

= Load-tested at 150% capacity 

= Extra set of latches are included 

= Meet CE, AS 1418.2 and ANSI 





Min. 5-ft LIFT 10-ft LIFT 15-ft LIFT 20-ft LIFT B30.21 Standards 
Load Pull to Lift Between Item Item Item Item : 
aac F iahceer ti Hooks No. No. No. No. When activated, factory-set overload protection 
o Overload Protection : : 
1500 ab. 7 aTAHG aTAN OaXRad OaXRAS will not let hoist operate, but allows operator to 
2000 Ib. 72 Ib. 111%6" 1TAJ2 1TAJ3 23XR48 23XR49 lower the load. Feature Safety chain stop, rubber 
3000 Ib. 64 Ib. 13164" | 1TAJ4 1TAJ5 23XR50 23XR51 grip, and fully enclosed lift wheel that protects 
4000 Ib. 59 |b. 14136" 23XR57 23XR54 23XR55 23XR56 gears. Powder-coat finish. 
5500 Ib. 81 Ib. 141346" 1TAJ6 1TAJ7 23XR58 23XR59 
6000 Ib. 69 Ib. 153%4" 1TAJ8 1TAJ9 23XR60 23XR61 Pull to Min. 5-ft LIFT 10-ft LIFT 15-ft LIFT 20-ft LIFT 
12000 Ib. 72 |b. 21%6' | 23XR67 23XR64 23XR65 23XR66 Load LiftRated Between Item Item Item Item 
18000 Ib. 78 Ib. 261%6' | 23XR75 23XR72 23XR73 23XR74 Capacity Load Hooks No. No. No. No. 
Overload Protection 1500 Ib. 31 Ib. 121%6" 5GAM7 5GAM8 5GAM9 5GANO 
1500 Ib. 36 Ib. 11" 6HJE8 6HJE9 23XR46 23XR47 3000 Ib. 48 |b. 15" 5GAN1 5GAN2 5GAN3 5GAN4 
3000 Ib. 45 |b. 131%64" | 6HJFO 6HJF1 23XR52 23XR53 6000 Ib. 71 Ib. 18%" 5GAN5 5GAN6 5GAN7 5GAN8 
6000 Ib. 69 Ib. 153%" | 6HJF2 6HJF3 23XR62 23XR63 12,000 lb. 75\b. 245%" 5GAN9 5GAP0 5GAP1 5GAP2 
12000 Ib. 72 Ib. 21%6' | 23XR71 23XR68 23XR69 23XR70 18,000 lb.  801b. 27/6" 5GAP3 5GAP4 5GAP5 5GAP6 
1058 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° MATERIAL HANDLING 
Find the yf. Find Solutions. Find Great Prices. Ratchet Pullers 












Cable Puller, Rope Hoist/ 
Single Line |. Block Tackle 


7 : 
500 Series No. 3AY59 No. 4RU48 


No. 6XXG2 





TU Series 
No. 6XXF6 











Rescue Kit 
No. 6XXJ1 






Cable Puller, Single/ 
Double Line 
No. 4ZA73 


Web-Strap Puller 
No. 4LY46 








4 ef Dayton} xv ; 
Ratchet Pullers WEG 


Positive-locking ratchet teeth have a larger WEB-STRAP PULLERS 


metal surface engaging the holding mecha- Dual ratchet-drive mechanism is designed 
nism. Large ratchet dia. with high tooth for lasting durability in electrical utility work, 
R ‘ 7 count permits accurate positioning of loads. construction, and industrial maintenance/repair 
ractel Heat-treated, drop-forged steel latch hooks operations. 13/4'W web strap is nonconductive 
are zinc-plated to resist corrosion. Include when clean and dry 
a a ® a ® a . ‘ . 
Griphoist /Tirfor® Cable Hoists preformed galvanized aircraft cable and a Single-line web puller features 1" nylon web 
Manual Cable Hoists—Portable, safe, reliable, and efficient self-aligning cable guide that minimizes cable with red warning cores and a 231" steel 
lever-operated wire rope hoist with traversing wire rope. ao Tea Re ite B30.21 requirements handle with vinyl grip. Safety-latched hooks 
One-person operation allows lifting, pulling, or placing loads a a, ifting, and tensioning, except rotate 360°. 
without exceeding maximum working load limit. . ; ; ROPE HOIST/BLOCK & TACKLE 
= Overload protection GABLE PULLERS | | = 4:1 mechanical advantage 
- 7. a fee silt limit Dual-interlocking ratchet-drive design centers = 50-ft. rope 
t I -21 Standar , er a pk 
=» Meet ASME/ANSI B30-21 Standards load stresses across unit for easier operation —_agsicts with light industrial lifting, pulling, 
Cable Hoist Rescue Kits—Include steel box with 60-ft. while lifting or pulling. Zinc-plated solid steel —_pgitioning, and stretching tasks. Roller cam 
galvanized wire rope, telescopic handle for hoist, snatch block | Construction with heat-treated levers and = {gc holds load in position. Zinc-plated with 
pulley, 6-ft. wire rope sling with choker hook, and 6-ft. and 9-ft. fasteners provides extra str aig and durabil- heat-treated, drop-forged steel latch hooks will 
wire rope slings. ity. 28° tubular steel handle. 14" cable dia. provide years of tough service. 94" rope dia. 
es Unit can be used in single- and double-line 
Lifting Min. Between Item : : 
Capacity Cable Length Hooks Hook Opening _No. configuration. 
Manual Cable Hoists , 
T500 Series -_ Min. 
2000 Ib. 30 ft. D0v2" ik 6XXG2 a Lifting ,_ Cable Between Hook Item 
4000 Ib. 60 ft. 56" {" 6XXG3 Description Capacity Pull Capacity Length Hooks Opening Brand No. 
S000 Th. Jit 2g t BARGE "i" Gable, engle-L 1000 Ib 2000 Ib 6 ft 18" 7 Dayt 3AY59 
TU Series ‘6. Cable, Single-Line 6 ayton 
5000 Ib. 30 tt. Bi," ale 6XXF6 zit Cable, Single-Line 1000 Ib. 2000 Ib. 15Tt. 16" a" Westward 4LY45 
4000 Ib. 60 ft 3615) ib 6XXF8 Beene Me 4000/2000 Ib. 2000/4000 Ib. 15 ft 18" 7," Dayton  3AY60 
Rec eee kis 30 it. 32% l 6XXG0 ¥ie' Cable, Double-Line 1500 Ib. 3000lb.7ft. 21° 1 Westward 4LY47 
sn Ib Oi = ( aXK %e" Cable, Single-Line 500 Ib. 1000lb._30ft. 31" Ye Tuf-Tug  48XWO4 
ooo Te Soft = ' OyK |? 72 Cable, Single-Line 700 Ib. 1500 lb. 25 ff. 31" Ze  Tuf-Tug  48XW03 
8000 Ib. 60 ft. — iB 6XXJ3 v6 Cable, Single-Line __1000 Ib. 2000 Ib. 30 fit. cig A Tuf-Tug _ 48XWO07 
| : 72° Cable, Single-Line 1500 Ib. 30001b. 25 tt. 31" Ze" Tuf-Tug  48XWO5 
Yc" Cable, Single-Line 3000 b 6000 Ib. 6 ft 31" Ze" Tuf-Tug  48XWO6 
4" Cable, Single-Line ; ; ; 
Doubling 1250/2500 lb. 2500/5000 Ib. 20/10ft. 27 1 Tuf-Tug 4ZA73 
4" Cable, Single-Line __ ; i 
Web-Strap Pullers 
4 oe . 1" Nylon Strap — 2000 Ib. = 17" 7 Westward _ 4LY46 
Can't find It here? 1%," Nylon Strap = 3000 Ib. = og ih Tuf-Tug  2YB15 
Go to Grainger.com® today to see ai Nylon Strap a 6000 Ib. — 24° 14 Tuf-Tug _‘ 6XDZ6 
‘i cane ope nos OcK and lackie 
our full selection of over 1.7 million Pe Rope 350 Ib. 700 Ib. = 13" al Tuf-Tug 4RU48 
1 ccessories 
products and the services and Y Pull Cable. % Ton Vertical Capacity Tuf-Tug  6XDZ8 
solutions to help you get it done! Zinc Plated Wire Clamp, 1000-Ib Pull Capacity Tuf-Tug __ 6XDZ7 
Field Fence Pull Bar, 1000-Ib Pull Capacity, Includes Attachment Cables Tuf-Tug 6XDZ9 
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MATERIAL HANDLING 
Hoist Trolleys 


Scan. Order. Done. |= 





Push Trolleys 


= Designed at 5:1 to hold either 
manual or powered hoists 
= Fit flange widths up to 8.06" 





= Sealed bearings 
= Include suspension bail 








Load Fits Beam 
Capacity Fits Beam Height Flange W* 


No. 3MB59 1000 Ib. 4" to 24" 2%" to 8" 
2000 Ib. 9" to 24%" 3" to 8" 
4000 Ib. 6" to 24" 3%6 to 8" 
6000 Ib. 8" to 24" 4" to 8" 





Details on page A1. 
peyton] 
Dayton 


For use with tapered and flat beams. Steel construc- 
tion with cast-iron wheels. Axles are rivet-locked in 
place and aligned. Safety-enhanced rail sweeps/drop 


= Permanently lubricated, sealed precision bearings _— stops. Suspension bail permits quick hoist changeout 


and use of oversized hooks. 


Item 
Min. Radius Curve Head Room To Bail Trolley Wheel Dia. No. 
36" 64" 2 V4" 3MB59 
48" 6%6 2/4" 3MB60 
60" 64" AY," 3MB61 
60" 85" AY," 3MB62 


* Dimensions given are for minimum I-beam and will vary with larger beams. 


* ; 
Quick-Install Push Trolleys 


Attach lifting devices such as hoists to portable gantry cranes of permanent 
workstations. Steel trolleys utilize a manual screw to adjust flange width 

or tighten to keep trolley stationary. Accidental changes in trolley width are 
avoided through the use of a locking ring. 


Load Fits Beam Min. Head Trolley Item 
Capacity FitsBeamHeight Flange W* Radius Curve Room To Bail Wheel Dia. No. 
With Bail 
1000 Ib. le: 2%' to 5%" 18%" 5" to 61%" 2n6' 5OHES8 
2000 Ib. 5" to 241," 3" to 8 27%" 5%e' to 74" oie 5SOHES9 
With Clamp 
2000 Ib. — 2%" to 8" — 6/6 2'"6' 25K805 
4000 Ib. — 3" to 8 — 6" 31," 25K806 
6000 Ib. — 2 108 — oe 3'%e 25K807 
No. S5SHES8 10,000 Ib. — 4" to 12" — 7'Ve' Ay" 25K808 
20,000 Ib. — 6" to 12" — 7-1/6" o'%/e' 25K809 
No. 25K805 * Dimensions given are for minimum I-beam and will vary with larger beams. 


= Use with electric, air, and manual hoists 
= Fit flange widths up to 6" 
= Sealed precision bearings 







Load Fits Beam 
Capacity Fits Beam Height Flange W* 
1000 Ib. 4" to 10° 2Y4' to 5" 
2000 Ib. 5 to 12. 2% to 5%" 
wo: SMEs! 4000 Ib. 6" to 18" 3%6' to 66 





No. 6XTG8& 


KW DAVIDROUND 





*& ; 
: Dayt 
Easy-Rolling Push Trolleys 


Maintenance-free trolleys have solid machined cast-iron 
wheels. Self-aligning, wraparound side plates prevent falls in 
case of wheel failure. Include universal hook plate. 


Item 

Min. Radius Curve Head Room To Bail Trolley Wheel Dia. No. 
24" 529/30" 3 Ye" 3MB56 
36" 632" 4" 3MB57 
48" 672" 47," 3MB58 


* Dimensions given are for minimum I-beam and will vary with larger beams. 


‘a 


Geared Beam 
Trolleys 


Gearing provides positive load posi- 
tioning along the beam. Lightweight 
trolleys fit most I-, S-, and 
W-beams. Designed with durable 
baked enamel paint protection 


Engineered Handling Solutions Since 1869 . ae . 
Stellen Staal tall fe serere cman Gee 
in U | Of vl = 
ainiess ce ro! cys bs ual ID tag. Individual test certificate 
= FDA-Approved bearings and lubricants and serial number included. 
« Meet ANSVASME B30.16 Standard Load Fits Beam Min. Head Trolley Item 
Ideal for washdown production areas. Sealed bearings for low- and high- Capacity Flange W* — RadiusCurve RoomToBail Wheel Dia. No. 
2000 Ib. 2%" to 8" 39" 424/39" 2° Yea" 361678 
temperature environments. 4000 Ib. 314" to 8" 51" 6%4" 2'V6" 361679 
Load Fits Beam Fits Beam Head Trolley Item 6000 Ib. 32" to 8" 99" TVA 2%" 367680 
Capacity Height Flange W* Room To Bail Wheel Dia. No. 10,000 Ib. 4¥" to 8" 63" 9%2" 35% 4" 3671681 
2000 Ib. 5" to 18" 3" to 6" 6" 34" 6XTG8 20,000 Ib. 5" to 8" 118" 8%6' 51%" 361682 
3000 Ib. 6" to 24" 3%6 to 7" 6" 34" 6XTG9 40,000 Ib. 8%" to 13° 157" 9oY%6a" 616" 367683 
4000 Ib. 6" to 24" 3%6 to 7" 6" 34" 6XTHO 60,000 Ib. 52" to 13° 197" 15142" 1°56" 367684 
* Dimensions given are for minimum I-beam and will vary with larger beams. * Dimensions given are for minimum I-beam and will vary with larger beams. 


Caution! Obtain professional structural engineering assistance to determine 


load carrying capability of new and existing structural steel beam work. 
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GRAINGER CHOICE ® MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Trolleys, Clamps & Spreader Beams 


x ® 

Dayton 

HARRINGTON 
Beam Clamps 


= For commercial, construction, 
and industrial applications 
= Adjustable to fit a wide range of beam sizes 


Provide a temporary or permanent mount to 


x 

















H A KI'I'C GROUP COMPANY ( 


= to 10-Ton 
Push Trolleys No. 


= Contoured wheels 23XR94 
= Load equalizing suspension 








tapered or flat |-beams. In addition, they posi- 7 Maintenance-free Feature specially designed contoured 
tion the load beneath the center of the I-beam. sealed ball bearings wheels that fit both tapered and flat 
Designed to reduce I-beam stress by apply- No. 4ZW25 a Bearings are lubed for life flange beams. Load equalizing suspen- 
ing the load inside of the flange edge. Include = Fit both tapered and sion distributes the load to all wheels. 
suspension bar. Comply with ASME Standards. flat-flanged beams Maintenance-free, sealed precision ball 
aan = Meet ANSI/ASME bearings are lubed for life and offer smooth 
Safe Working Load Jaw Cap. Brand No. B30.11 Standards movement, with low friction and long life. 
3 to 714" Harrington 23XT08 
2000 Ib. Te Load Item 
3’ to 2 Dayton SKR11 Capacity Fits Beam Flange W_ Min. Radius Curve Head Room To Bail _No. 
4000 Ib 3' to 7% Harrington 23XT09 1000 Ib. 2932 to 4" 1374" 374 23XR96 
3’ to 9 Dayton 3KR12 2000 Ib. 2%2" to 5" 1794" A 23XR97 
6000 Ib 4’ to 12 Harrington 23XT10 4000 Ib. 31564" to 6 Yea" 2194" 51 23XR98 
3%e" to 121%2" Dayton 3KR13 6000 Ib. 3 1%a" to 6 Yea" 2594" 67" 23XR99 
10.000 Ib 4" to 12" Harrington 23XT11 10,000 Ib. 45% ea" to 82Va0" 787 37 23XT01 
3%6" to 121%2" Dayton 4ZW25 16,000 Ib. 5 Ve" to 82V/42" 118%" 45, 23XR94 
20,000 Ib. 6" to 1374" Harrington GHJH8 20,000 Ib. 5 V2" to 821/42" 118%" 45 23XR95 


Caldwell 


Lifting and Spreader Beams 


Provide safer lifting and movement for long, heavy objects with hoist or 
lifting equipment and a single-hook, point-of-lifting contact. Beams comply 
with ASME Standards. 

Working Overall Item 


Load Limit Max. Spread Min. Spread Headroom Length No. 
Adjustable Spreader Beams w/Hooks 
7 u 





Nonconductive 





Adjustable 





48" 48 to 57" 72" 5TDH2 aD with Hooks No. 8N230 
4000 Ib. 120" fe" 72 to 88" 120" 5TDH3 YY No. 5TDH2 
240" 144" 132 to 166" 240" 5TDH5 
72" 48" 55 to 64" 72" 5TDH6 
40.000 Ib 120" 12 79 to 95" 120" oTDH7 Working Overall Item 
168" 96" 102 to 126" 168" 5TDH8 Load Limit Max. Spread Min. Spread Headroom Length No. 
240" 144" 138 to 172" 240" 5TDH9 Nonconductive Battery Spreader Beams 
if 48" 60 to 69" 72" 5TDJO 4800 Ib 6" 3 29" 36" 96315 
20,000 Ib. 120" 72" 74 to 111" 120" 5TDJ1 42" 30" 39" 36" 8N230 
168" 96" 108 to 132" 168" 5TDJ2 36" 36" 30" 36" 8RHO1 
30.000 Ib T2' 48" 64 to 72" 72" 5TDJ4 7000 Ib. 42" 30" 40%" 36" 8AJD4 
168" 96" 111 16 135" 168" 5TDJ6 45" 24" 18%" 50" 5TDK2 


Caldwell A 


Composite Lifting 
and Spreader Beams 


— 











No. 39RK28 
Beams are designed with an innovative composite material that is bonded 
together to form lightweight lifting products. Nonconductive, noncorrosive, 
and less than half the weight of steel. Meet ASME Standards. 
Working Usable Upper Usable Upper Overall Item 
Load Limit Max. Spread Headroom Bail Length Bail Width Length No. 
Lifting Beams 
24" 13%" Zz 1¥" 24" 39RK28 No. 39RKOS 
36" 13%" 2" 1¥" 36" 39RK53 
500 Ib. 48" 131%" 2. 1%" 48" 39RK68 
12" 16%" 2 1¥," 72" 39RK14 
96" 16%" Zz 1%" 96" 39RK29 Working Usable Upper Usable Upper Overall Item 
24" 1316 16 12 24" 39RJ95 Load Limit Max. Spread Headroom Bail Length Bail Width Length No. 
36" 13™%e' 116" 1¥" 36" 39RK72 24" 24 V2" a 216" 24" 39RK20 
1000 Ib. 48" 1416" 116" 1¥" 48" 39RK40 36" 30%" 5 216" 36" 39RK27 
12" 166 116" 1¥" 72" 39RK62 1000 Ib. 48" 362" a 216" 48" 39RK26 
96" 18'%e' 116" 1¥" 96" 39RK61 72" 48" a 216" 72" 39RK18 
24" 195%" AY 216" 24" 39RK23 96" 62" 5 216" 96" 39RKO09 
5000 Ib 36" 19%" Ay," 216" 36" 39RJ94 24" 25° 5 216" 24" 39RK31 
48" 21%" Ay," 216" 48" 39RK43 36" oul 5 216" 36" 39RK54 
72" 23%" Ay," 216" 72" 39RK75 2000 Ib. 48" or” i 216" 48" 39RK65 
24" 21'%6 A" 216" 24" 39RK39 72" ail ay 216" f2. 39RK57 
4000 |b. 36" 24%" A" 216" 36" 39RK51 96" 64" a 216" 96" 39RK50 
48" 2516" A" 216" 48" 39RK22 24" 2/" 5 216" 24" 39RKO03 
6000 Ib 24" 2416" A 216" 24" 39RK46 36" 33" 5 216" 36" 39RK34 
36" 2415/6" 4/6 216" 36" 39RK32 4000 Ib. 48" 40" ay 216" 48" 39RK56 
Spreader Beams 72" 5a o 2'%6' 72" 39RJ96 
24 24 ay 216" 24" 39RKO08 96" 65" ay 2'/6' 96" 39RK33 
36 30 a 2'1%6" 36" 39RK17 24" 2/" 5 216" 24" 39RK10 
500 Ib. 48" 36" 5 216" 48" 39RK21 6000 Ib 36 33 5 216" 36" 39RK13 
i 48" a 2'/e" 72" 39RKO7 48" 42" a 216" 48" 39RK42 
96 60" 5 216" 96" 39RK25 fz 54" 5" 216" 72" 39RK35 
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MATERIAL HANDLING Scan. Order. Done. 
Portable Gantry Cranes Details on page A1. 


























Min. I Max. | Gantry | Beam 
Load Beam Beam Gantry Crane |Beam Flange Wheel Item 
Capacity Height Height CraneSpan ClearSpan Height Width Dia. No. 
Adjustable-Height Aluminum 
TAY" 110" Of. 7% 8fii" 8 ry 6"  40N133 
TAY" T1011 ft 7%" 10 ft 10" 8" ry "—~40N134 
90" 129" 7 ft. bv" 6ft7 6" 3.44" 6"  40N129 
rie ncaa Sy — 450" Fit bi——BL— —A 
; As 7H ov" fT" 
Melgny Stee! 2000 Ib. ~93T%o" 129" oT 8te 8" 4" 6" 40N136 
931%" 199" 11 fL 7%" 10 ft. 8” 8" a 6" 40N137 
114" 450" 11 tt. 7%" 10 ft. 10" 8" ry 6" 40N140 
114" 450" 7H. bv" 6ft7" 6" 3.44" 6" 40N138 
114" 450" Of 75" site 8" a" 6" 40N139 
129 1%." —T70" 7H bv" Gf 7” 6" 3.44" 6" 40N132 
66" 90" 0 ff a" Bf 3" 10" 4.66" 8"  40N142 
66" 90" 7.2" 6 it g" ry 3" 4ON141 
66" 90" Tf 7" TO ft. 6" 10" 4.66" 8"  40N143 
TAY" 410" Of 2" Bf. 3" 10" 4.66" 8"  40N145 
4000 1b. 4110" Tf 7" 10fi 6" 10" 4.66" —40NT46 
| TAG” FT 0" 7H" 6 ft ry 8"  40N144 
931%" 29" TT fi 7" 10f.6" 10" 466" 8"  40N449 
931%" 199" 7.2" 6 ft. g" ry 8"  40N147 
114" 150" TT fh 7" 10ft6" 10" 466" 8"  40N152 
114" 450" 7.2" 6 ft. 3" ny 8" 40N150 
Adjustable-Height Steel 
70% «= 108" ~~ 4 11%" 144" 8" ry 6" 40901 
72" 108" 12 11H 125" 8" a 6" 40899 
Ga oe 
46 a t. 5" t. : 4 
aldwell 2000 Ib. —“"9g" 144" 40 11" Ott 5" 6" 3.33" 6"  40mot1 
. 96" 144" 4 1TH 12 Tt 5" 8" i 6" 40912 
Adjustable- and a 100'%e" 168" 16 TL11%" ‘16 ft. 4" 10" 4.66" 6" ~-—«AOM920 
ae 
: Hai THY £117" t 5" r—| 
Fixed Height cutie 861%" 120" OTL 11%"  10ft5" 8" ry 8" 40941 
G Cc | | go" 144" “4 1th t4tt 410" 4.66" 8" 4om94g 
antry Cranes 4000 b. 88 tT toa 8 097 
- 9g" 144" ot 1th 12 5” 8" ri 8” 40M948 
= Balanced design for easy 104 168" i ft ti 4 ft 4" 10" 4.66 8 40M955 
1 30" ‘i t. 5" t. 5" i 
rolling even under load 110%" 168" 12 1TH 12 tb” 8" 40954 
= Simple, bolt-together construction ey 170" Of By of 5 19 4-66" 8 4077 
t BV" £5" 66" 
= Easy set-up and maintenance 6000 Ib. “79945340 513" OLB t0" 4.68" 8" OMB 











108" 168" 127 To 5" 10° 4.66 8 _ 40M990 


= Heavy-duty Conform to AISC, 17 ft.5 
O4T%—" 144" 147.5%" 13ft.4" 12" 5.50" 8" ~——«AON22 


OSHA, and CMAA Specifications. 








8000 Ib. —x.00, 144" 10 ft. 57" gf. 5" 0" 4.66" 8" 40N020 
Adjustable-Height Aluminum—Lightweight, all-aluminum gantry cranes 16 es 188, ___1 ft 2} 13h 2,235, 34a 
are perfect for applications where crane weight is critical. Height and span are 0000 Ib. 108" 168" 10 ft. 5%" Qf 5" 12" 5.50" 8" ~—«AON062 
adjustable. Height adjusts down from maximum in 6" increments. Fixed-Height Steel 168 14 Tt. 1276 18.00 +6 8 40N101 
= 4 poly-coated swivel casters 120" 120" 10 ft.17" 10 ft. 4 6" 3.33' 6" ~~‘ 40M747 
; ; 9000 Ib. —120" 120" 12 ft_11 12 ft.4 8" 4 6" 40M748 
Adjustable-Height Steel—Heavy-duty, supported leg design. Adjustable span 120) -_ 7 f iT ue 7 ! 8 i LIE 
on 10- to 16-t. models. Height adjusts down from maximum in 12" increments. 190! 190! OE TEED Of a 3 7 3" —A0M779 
= 4 steel swivel casters 4000 |b. —120" 120" 14 ft. 11" 14.4" i0" 4.66" 8" 40M773 
Ss, eee et ee 
ixed-Hei —Desi legs for heavy-dut liations. 192° 192 ah t. 66 __—_AOM7 
Fixed Height Steel Designed with supported egs for heavy duty appliations "000 bn tO" De ay od (°—554"— 3" Ma 
Adjustable span is standard. Assembly instructions provided. -—799" +99" taf dio" 13 tL 4" 15" ——=%5H 50" OM 
= 4 steel swivel casters 16000 Ib. 192" 192" 20 ft. 18 ft.6" 16.43" 7.12" 8" _40M890 
Portable Steel and ee 
Aluminum Gantry Cranes ray APPROVED 
Heavy-Duty 
Aluminum = 4 swivel casters where repeated assembly and knock- 
| = 2 uprights and 1 crossbar I-beam down is required. Pinned-together 
F Accept most manual and electric modular design completely disas- 
hoists and trolleys (not included). Ship  sembles. Casters feature 4-position 
unassembled. swivel locks in 90° intervals. 





Heavy-Duty Steel—Casters feature  Adjustable-Height Models—Aqjust 
a 4-position swivel lock in 90° inter- in 6" increments by using come- 
vals. Red paint finish. along, fork truck, or overhead crane 
(not included). Uprights have ratchet 
puller/come-along attachment points. 


Heavy-Duty 
Steel 





Heavy-Duty Aluminum—Suitable 
for two-person assembly in the field or 























Gantry 
Min.| Max.! Gantry Crane | Beam 
eunaeen Load Beam Beam Crane Clear |Beam Flange Wheel Item 
Capacity Height Height Span Span _ Height Width Dia. Color No. 
Fixed-Height Heavy-Duty Steel 
ere 90" 90" bt _ 5iL 9 4" 2.660" ah Blue 481036 
: 2000 Ib. 120" 120" WOT. 41.6 6" 4" 8" Blue 481C30 
120" 120" 20T WIL 10 4" 8" Blue 481031 
4000 lb. 120" 120" Wit T..b 8" 4" 8" Blue 481032 
 #) Adjustable-Height Heavy-Duty Steel 
90" 144" 10 ft. 7 ft.6 6" 4" 8" Blue 481025 
2000 Ib. 102" 168" Toit. 121.5 6" 4" 8" Blue 481027 
114" 169" 10it—_ /T1.6° 6" 4" 8" Blue 481026 
4000 Ib 90" 144" Lt a aes a 4" 8" Blue 481028 
102 168" Lk a Se Sa 4" 8" Blue 481029 
Adjustable-Height Heavy-Duty Aluminum 
9000 Ib i 144" 8 ft. 6 ft. 6" 3.31" 8" Gray __ 481023 
Wa 144" 12 it.___ 10 ft 8' 4" 8" Gray __ 48 TC22 
4000 Ib. —_-92" 122. 10 ft. 8 ft. 8" 4.19" 8" Gray _ 481024 
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MATERIAL HANDLING 
Jib Cranes 








Wall-Mounted 
Tie Rod 


Jib Cranes and 


Qaldwell 








M ting Kit HARRINGTON 
ou i in g [| Ss [= A KITS GROUP COMPANY > =| 


Cranes accommodate most standard trolleys that 
support electric or manual hoists. Anchor bolts not 
included. Mounting kits support hoists and trolleys 
(not included). 


WALL-MOUNTED 


Rotate up to 180° in large applications. Up to 35-ft. 
span on tie rod style. Heavy-duty fittings made 
with roller bearings and zerk fitting for easy field 
lubrication. Easily mount to reinforced columns 

or walls. Include beam with end stops, fitting kit, 
and assembly hardware. Painted safety yellow. 


BASE-MOUNTED PILLARS 


Rotate 360° on tapered roller bearings with self- 
aligning guide rollers. Heavy gussets reinforce base 
plates to ensure alignment and rigidity. Rolled steel, 
wide-flange beams provide smooth trolley travel, 
with stops at both ends. Concrete footing required. 


Item 
Cap. Reach Brand No. 
Wall Mounted 
Tie Rod 
1100 Ib. 10 ft. Harrington 482692 
1100 Ib. 14 ft. Harrington 482693 
2200 Ib. 14 ft. Harrington 482G94 
2200 Ib. 20 tt. Harrington 482695 
Cantilever 
50 Ib. 10 ft. Harrington 48ZH03 
1100 Ib. 10 ft. Harrington 482696 
1100 Ib. 14 ft. Harrington 482697 
2200 lb. 10 ft. Harrington 482698 
2200 Ib. 14 ft. Harrington 482699 
4400 Ib. 10 ft. Harrington 48ZH01 
4400 Ib. 14 ft. Harrington 48ZH02 
Height Item 
Reach Under Span Brand No. 
Base Mounted 
500-lb. Capacity 
i Caldwell 40M367 
10 ft. Caldwell 40M374 
12 ft. Caldwell 40M381 
8 ft. 14 ft. Caldwell 40M388 
16 ft. Caldwell 40M395 
18 ft. Caldwell 40M403 
20 Tt. Caldwell 40M410 
6 tt. Harrington 482H16 
10 ft. Harrington 48ZH15 
12 it. Caldwell 40M382 
10 ft. 14 ft. Caldwell 40M389 
16 ft. Caldwell 40M396 
18 ft. Caldwell 40M404 
20 ft. Caldwell 40M411 
8 ft. Caldwell 40M369 
10 ft. Harrington 482H17 
2 it. Caldwell 40M383 
12 ft. 14 ft. Caldwell 40M390 
16 ft. Caldwell 40M397 
18 ft. Caldwell 40M405 
20 ft. Caldwell 40M412 
8 ft. Caldwell 40M370 
10 ft. Caldwell 40M377 
12 ft. Caldwell 40M384 
14 ft. 14 ft. Caldwell 40M391 
16 ft. Caldwell 40M398 
18 ft. Caldwell 40M406 
20 ft. Caldwell 40M413 








Reach 


16 ft. 


10 TL 


20 ft. 


Height 
Under Span 
8 ft 


10 ft. 
12 tt. 
14 tt. 
16 ft. 
LOE: 
20 ft. 
8 ft. 
10 ft. 
12 i. 
14 tt. 
16 ft. 
18 ft. 
20 ft. 
8 ft. 
10 ft. 
12 tt. 
14 tt. 
16. 
18 ft. 
20 ft. 


1000-lb. Capacity 


8 ft. 


10 ft. 


12 ft. 


14 ft. 


16 ft. 


18 ft. 


20 ft. 


8 ft. 


10 ft. 


Wall-Mounted 
Cantilever 


Brand 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 


Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Caldwell 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 


Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 


40M416 


48ZH10 
40M424 
40M431 
40M438 
40M445 
40M452 
40M459 
48ZH05 
48ZH04 
40M432 
40M439 
40M446 
40M453 
40M460 
40M419 
48ZH07 
40M433 
40M440 
40M447 
40M454 
40M461 
40M420 
48ZH08 
40M434 
40M441 
40M448 
40M455 
40M462 
40M421 
40M428 
48ZH09 
40M442 
48ZH21 
40M456 
40M463 
40M422 
40M429 
40M436 
40M443 
40M450 
40M457 
40464 
40M423 
40M430 
48ZH22 
40444 
40M4951 
40M458 
40M465 


40M466 
40M473 
40M480 
40M487 
40M494 
40M502 
40M509 
40M467 
48ZH12 
48ZH13 
40M488 
40M495 
40M3503 
40M510 








Height 
Reach Under Span 
8 ft. 
10 ft. 
12 Tt. 
17 Tt 14 tt. 
16 ft. 
18 ft. 
20 ft. 
8 ft. 
10 ft. 
12 Tt. 
14 tt. 14 tt. 
16 ft. 
18 ft. 
20 ft. 
8 ft. 
10 ft. 
12 Tt. 
18 ft. 14 tt. 
16 ft. 
18 ft. 
20 ft. 
8 ft. 
10 ft. 
12 Tt. 
20 ft. 14 tt. 
16 ft. 
18 ft. 
20 ft. 
4000-lb. Capacity 
8 ft. 
10 ft. 
12 tt. 
8 ft. 14 tt. 
16 ft. 
18 ft. 
20 ft. 
8 ft. 
10 ft. 
12 Tt. 
10 ft. 14 tt. 
16 ft. 
18 ft. 
20 ft. 
8 ft. 
10 ft. 
12 Tt. 
12 ft. 14 tt. 
16 ft. 
18 ft. 
20 ft. 
8 ft. 
10 ft. 
12 Tt. 
14 ft. 14 tt. 
16 ft. 
18 ft. 
Dit 
16 ft. 14 ft. 
12 ft. 
12 Tt. 
18 ft. 16 ft. 
18 ft. 
20 ft. 
10 ft. 
12 Tt. 
20 ft. 16 ft. 
18 ft. 
20 ft. 
6000-lb. Capacity 
8 ft. et 
10 ft. 10 ff 
12 Tt. 
ae 16 Tt. 
18 ft. 
14 tt. 14 tt. 


16 ft. 16 ft. 
10000-Ib. Capacity 
12 ft. 16 ft 
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Wall-Mounted 
Full Cantilever 


Brand 
Caldwell 
Caldwell 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 


Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Caldwell 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Caldwell 


Harrington 
Harrington 
Caldwell 
Caldwell 
Caldwell 
Caldwell 
Harrington 
Caldwell 


Caldwell 


Item 
No. 
40M468 
40M475 
48ZH23 
40M489 
40M496 
40M504 
40M511 
40M469 
40M476 
40M483 
48ZH24 
40M497 
40M505 
40M512 
40M471 
40M478 
48ZH25 
40M492 
40M499 
40M507 
40M514 
40M472 
40M479 
48ZH26 
40M493 
40M501 
40M508 
40M515 


40M516 
40M521 
40M528 
40M535 
40M542 
40M549 
40M556 
40M517 
48ZH27 
40M529 
40M536 
40M543 
40M990 
40M557 
40M518 
40M523 
40M530 
40M537 
40M544 
40M9591 
40M558 
40M519 
40M524 
48ZH28 
48ZH29 
40M545 
40M552 
40M559 
482ZH30 
40M539 
482ZH31 
40M533 
40M547 
40M594 
40M561 
40M527 
40M534 
40M548 
40M555 
40M562 


48ZH34 
48ZH32 
40M564 
40M3572 
40M586 
40M593 
482ZH33 
40M588 


40M627 
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MATERIAL HANDLING Scan. Order. Done. [=f] 
Davit & Jib Cranes Details on page Al. 





No. 49P538 
Base and Cable 
Not Included 





gene § 
PRODUCT Sic 
CompOZite Davit Cranes 
DAVIT CRANES 
Cranes use a combination of advanced 
composite materials and Mil-Spec, zinc-plated 
steel to create a light, long-lasting, and easy- 
to-use system for lifting. Composite material 
also has excellent corrosion resistance. Each 


crane is proof tested and includes a test 
certificate. 


MOUNTING BASES 


Include mounting pattern template. Wall- 
mount base has a 360° swivel angle. 


| ee 
; CABLES 
Steel Davit Cranes The galvanized assembly is good for general 


Individually tested and certified at 125%. Each davit crane features 360° ee and the a Steel Is Ideal for 
rotation with four different boom height adjustments. Optional AC and DC Eee eee 







No. 302J62 





j j j Operation Item 
winches. Cranes include mounting base and steel cable. ean iichenge igh petal on 
MANUAL | 115VAC 12VDC Davit Cranes 
OPERATION OPERATION|OPERATION 1200 Ib. 0 to 960" Painted Mil-Spec Zinc 115VAC 48RD46 
_ Item ltem Item 1200 Ib. 0 to 960" Painted Mil-Spec Zinc 12VDC 48RD47 
Cap. _ Lift Range Finish Base Type No. No. No. 1200 Ib. 0 to 960" Painted Mil-Spec Zinc Manual 49P538 
1000 Ib. 0" to 600" Zinc Plated Socket Base | 302J59 302J61 302/64 Item 
1000 Ib. 0" to 600" Zinc Plated Pedestal Base | 302J60 302/62 302J63 Description Cap. Finish No. 
1000 lb. Oto 80" Painted Mil-Spec Zinc Pedestal Base} 321H27 | 321H28 321H29 Mounting Bases 
a Socket Base 1200 Ib. Mil-Spec Zinc Plated 49P539 
Pedestal Base 1200 Ib. Mil-Spec Zinc Plated 49P540 
Wall Mount Base 1200 Ib. Powder Coated 53DN42 
Cable Working Item 
Size L Load Limit Material No. 
Cables for 49P538 
He" 80 ft. 800 Ib. Galvanized Steel 49P541 
Hie" 80 ft. 800 Ib. Stainless Steel 49P542 
YA" 55 il. 1200 Ib. Galvanized Steel 49P543 
YA" 55 ft. 1200 Ib. Stainless Steel 49P544 
Item 
Description No. 
Cables for 48RD46, 48RD47 
Cable Assembly, Galvanized, %6" x 90 ft. 58RH60 
é Cable Assembly, Stainless Steel, %6' x 90 ft. 58RH61 
Cable Assembly, Galvanized, “%4" x 45 ft. 58RH62 
Cable Assembly, Stainless Steel, %4" x 45 ft. 58RH63 





Truck/Floor-Mount Jib Cranes 


Mount to truck trailer bed or floor. POWER WINCHES 
Crane swivels 360°, and boom manu-- = 12" x 12" base plate 
ally telescopes. Steel construction DC Models 


with painted finish. Mounting base 
has predrilled holes (hardware not 
included). 


50-ft., %6'-dia. wire cable and 
121%-ft. power cord for attaching to 
truck battery (battery not included). 
MANUAL WINCH Handheld remote control on 8-ft. cord. 
Boom is raised with manual hydraulic 





hand pump. Cable winch raises and AC aga oe 
lowers the lifting hook.8"x 8" base  20-IL., /4"-dia. wire cable and 9-it. Ventit 
plate. power cord have molded plug. They estil 
operate with toggle switch on side of 
winch. Counterbalanced Mobile Floor Cranes 
Cap. Reach Lift Range ta Counterbalanced design eliminates the need for front legs. Allows easier 
Manual Winch maneuverability in tight and hard-to-reach areas. Boom is raised with a manual 
400 Ib. 0" to 38.5" 0" to 120" 4ZB24 hydraulic hand pump. 
Power Winches, 12VDC 
1500 Ib. 43.06" to 66.75" 47 V8" to 73/6" 47B22 Lifting Height Lifting Height Item 
2000 Ib. 51.25" to 87.25" 5914" to 10614" 47B20 Cap. Max. (in.) Min. (in.) Boom Length (in.) No. 
Power Winches, 115VAC 500 90 4) bo to s7 ie oXPG3 
1500 Ib. 43.06" to 66.75" 48 V4" to 73/6" 47B23 1000 90 5 53%" to 77%" 5XPG4 
2000 Ib. 51.25" to 87.25" 59%" to 106%" 47B21 2000 96 15 53%" to 77%" 5XPG5 
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MATERIAL HANDLING 
Lifting Accessories 





* GRAINGER 
APPROVED wise pau 
Handheld Vacuum Cups 


Units feature a rubber Handle Handle Max. Load _— item 

: Cup Size _ Material Type Capacity No. 
platform, red-line vacuum 6" dia. : Nylon T-Handle 10 b. 2aVT69 
indi 8° dia. BS Plastic Horizontal Handle 3 Ib. 4VT7 
Indicator, check valve, and 8° dia. Metal Horizontal Handle 125 Ib. 24VT71 
instant-release lift tabs. 9" dia Metal Horizontal Handle 150 1b. 24VT72 
Include carrying case. 10" dia. Metal Horizontal Handle 1795 Ib. 24VT73 





No. 2MDE3 


Handheld Vacuum Cups cS 


Attach to most nonporous surfaces without marring or scratching. 
For metal, glass, stone, concrete, laminates, and plastics. A finger- 
operated vacuum pump removes air from between the load and 
the rubber vacuum pad to hold the cup in place. A red-line indica- 
tor provides a visual warning if cup should lose holding power. 
Includes a heavy plastic pad protector, except Nos. 2MDE3 and 
2MDE4. Nos. 6A985 to 6A988 include a plastic carrying case. 





No. 
2MDE4 





Handle Handle Max. Load Item 
Cup Size Material Type Capacity No. 
1%" dia. Polypropylene Vertical Handle 3 ID. 2MDE3 
3° X 6 Oblong Aluminum T-Handle 40 Ib. 2MDE4 
41" dia. Aluminum T-Handle 40 Ib. 2MDE5 
6° dia. Metal Vertical Handle 70 |b. 6A984 
6° dia. Aluminum T-Handle 70 Ib. 2MDE6 
8° dia. ABS Plastic Horizontal Handle 12310: 6A985 
8° dia. Metal Horizontal Handle 125 Ib. 6A986 
9" dia. Metal Horizontal Handle 150 Ib. 6A987 No. 
10" dia Metal Horizontal Handle 175 Ib. 6A988 6A988 
Plate, Girder, and - . 
i L@ENFROE 
Handgrip Clamps = 
RENFROE 


DAYTON® 


Clamps are equipped with a safety 
mechanism, ensuring the clamp does 
not slip when lifting force is applied and 
when load is being lowered. 300% over- 
load factory tested. 


WARNING: Universal Plate Clamps 


DO NOT use to lift loads that weigh less than 20% 
of the working load limit (e.g., 3300-Ib. clamp 
should only be used for plates weighing 660 to 


Clamps are equipped with a safety mecha- 
nism, ensuring the clamp’s gripping surface 
remains in contact with the plate when no 
load is applied or during no load conditions. 
All clamps are proof tested prior to shipment. 


WARNING: Plate Clamps 


Use the proper size clamp for the load. Lift only 
one plate at a time when using vertical plate lifting 
Clamps. See the manufacturer's manual for additional 








3300 Ib.). Lift only one plate at a time. Walmlings: 
Safe Pkg. Item 
Locking Type Lifting Point Working Load JawCap. Qty. Brand No. 
Horizontal Lift 
Plate Clamps 
hee ica Shackle Eye 16,000 lb.  O'to3" 1 Renfroe 48GP91 
Load Ring 900 Ib. O'to1" 2  Renfroe 36G568 
Nonlocking Load Ring 1000 Ib. O"to2' 2  Renfroe 36G569 
Load Ring 3000 Ib. O"to2" 2. Renfroe 36G571 
Vertical and 90 Lifting 
Plate Clamps Load R 1000 Ib 0" to ¥ 1 Rent 36G558 
oad Ring “to ¥4" enfroe 
Lock Closed Load Ring 2000 lb. O"to%4" 1 Renfroe 36G559 No. 36G568 
Load Ring 4000 Ib. O'to1" 1  Renfroe 36G560 
Load Ring 6000 Ib. O'to1%" 1  Renfroe 36G561 
Vertical Lift 
Beam Clamps 
Locking Load Ring 6000 Ib. 3'to 7%" 1 Renfroe 36G566 
Screw Load Ring 10,000 Ib. 6'to10" 1  Renfroe 36G567 
Plate Clamps 
Load Ring 220101100 lb. O'to%' 1 Dayton 22NCO07 
Pivoting Shackle Eye 440 to 2200 lb. O'to%" 1 Dayton 22NC10 
Load Ring 660 to 3300 lb. O'to%" 1 Dayton 22NC08 
Load Ring 880 to 4400 lb. O'to1" 1 Dayton 22NC06 
Shackle Eye 1000 Ib. O'to%" 1  Renfroe 48GP78 
Load Pivoting Shackle Eye 1000 Ib. 0" to ¥%" 1 _Renfroe 48GP80 
Activated Pivoting Shackle Eye 1320 to 6600 Ib. O" to 1” 1 Dayton 22NC12 
prot Sukece — Souk 01 —1_fanor ab 
ivoting Shackle Eye to 74" enfroe 
Shackle Eye 4000 lb. Oto" 1  Renfroe 48GP82. No. 22NCO6 
Pivoting Shackle Eye 4000 Ib. O"tol" 1  Renfroe 48GP83 
Shackle Eye 6000 Ib. O'to1" 1  Renfroe 48GP84 
Pivoting Shackle Eye 6000 Ib. O"to1" 1  Renfroe 48GP85 
Vertical Lift with Side Pull 
Plate Clamps 
Load Pivoting Shackle Eye 1000 Ib. O"to%s' 1  Renfroe 36G562 
Activated Pivoting Shackle Eye 2000 Ib. O"to%4" 1  Renfroe 36G563 
Pivoting Shackle Eye 4000 Ib. O"to1" 1  Renfroe 36G564 
Locking Connecting Link 3000 Ib. O'to1%4" 1  Renfroe 36G577 
Screw Connecting Link 6000 Ib. O'to2" 1  Renfroe 36G5/78 
Vertical Only Lifting 
Plate Clamps 
Coad Ring 2000 1b. 040-41 Renfro. 366855 
oad Ring "to % enfroe 
Lock Closed Toad Ring 4000 |b. O'tot’ 1 Renfroe 366556 4 No. 36G562 
Load Ring 6000 Ib. O'to1%" 1  Renfroe 36G557 
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Qalidwell 


Pallet and 
Adjustable 
Load Lifters 


These lifters allow the user to 
convert an overhead crane into 

a lift truck to handle palletized 
loads. No slings or chains neces- 
sary. Pallet lifters have 48" throat 
height, adjustable load lifter has 
40'1%6" min., 52146" mid., and 
6436" max. throat heights. Meet 





Adjustable Lifter 


ASME B30.20 Standards. Fixed-Fork Lifter 
Fork Fork Fork Bail Center Item 
Cap. Fork Height Length Width Spacing _ of Gravity No. 
Adjustable Load Lifter 
4000 Ib. 2" 43" 4 17'%' to 36° 12°to24" —_STAES 
Fixed-Fork Pallet Lifters 
Z 36" 3 19° 1G: oTADS 
4000 Ib. 2 42" 4 21 Al oTAEO 
Z 48" 4 24" 24" 5TAE1 
6000 Ib 24" 48" Ay" 13° 24" oTAE3 
2Y2" 04" Ay," 30" 2/' oTAE4 
Lightweight Fixed-Fork Pallet Lifter 
4000 Ib. Z 36" 25 24" oTAEY 


Ron 
Crane Crane Scales., 


nS, | ractel Ellon Engineering ts dean, ng 
Load Indicators, 
Crane Scales, 

and Crane 
Dynamometers ions 


Crane dynamometers are load indicators used 
to measure hanging loads. Search products on 
Grainger.com® for more information. 












\ 
TRACTEL | 
Load Indicators, Wireless Base Layer— | 
Precision force sensors measure forces and | 
indicate loads. Accuracy: +0.2%. | 
Load Indicators with Remote sais. 
Display—Load indicators measure () 3EKX3 
hanging loads (lb./kg) and tensile 
forces (N). Accuracy: +0.1% 
(Nos. 22F449—22F450) and 0.2% 
(Nos. 22F443-22F444). 
Crane Scales, LCD—Designed to No. 
quantify hanging loads (Ib.) in indus- SEKW7 
trial environments. Accuracy: +0.2%. , 

t 
RON CRANE SCALES BY vate tit No. 
racte 
EILON ENGINEERING Load indicators, Wireless = 
User-selectable units of measure 
and calibration. = 00 i qapage 
= i t 

Crane Dynamometers with Seed 00 SOFAAO 
Wireless Remote—Programmed to £10,000 tb. 22F450 
ensure that received and indicated 200,000 Ib. OOF AAA 
values are identical to transmitted Crane Scales, LCD 
value. Long transmission range up to SOOT: Ae 


450 ft./150m. 
Crane Dynamometers with Wired 


Ron Crane Scales 
Crane Dynamometer, Steel, 
Wireless Remote 


Remote—Remote indicator reads on fb. SEKX9 
measured data on all models up to — “Grane Dynamometer, 

300t. Steel, Wired Remote — 
Crane Scales with Wireless 40,000 Ib. 3EKX3 


Remote—Cage protects against Crane Scales with Protective Cage, 
Aluminum, Wireless Remote 


external shocks. LCD with remote 6000 Ib. 
3EKW7 


IR control. 10,000 Ib. 
1065 





MATERIAL HANDLING 
Lifting Magnets 


Scan. Order. Done. 
Details on page A1. 








No. 
2VCAG 
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Lifting Magnets 
Require no electricity to operate. 


PowerLift® Rare Earth—Reduce the chance 
of dropping a load due to a power failure. On/Off 
magnet with a locking system ensures that the 
magnet is ready. Magnets can be used on flat or 
round surfaces. For handling steel plates, billets, 
blocks, and containers. RFID enabled. 3:1 design 
factor. Meet ASME B30.20 Standards. 


BASICLIFT™’—Full-width cam releases angle iron 
or strip steel. Stainless steel casings. Large lift lug 
accommodates most crane hooks. Max. temp.: 
300°F. 2:1 design factor. 


Creative Lift® Ceramic—Nonmarring roller cam 
release requires less torque to release parts. Max. 
temp.: 300°F. Rust- and chip-resistant stainless 
steel casing. For thick nonflexing metal. 3:1 design 
factor. Meet ASME B30.20 Standards. 


Trigger Lift©—For removing hot metal parts from 
cutting tables. Max. temp.: 300°F 1-handed trigger 
release. Lightweight aluminum housing. 


Sheet Handlers—Lift or move stacked steel plates. 
1 sheet at a time. 


Power Grips—Securely grip steel plates, sheets, or 
parts. Loop handle makes it easy to move items. 





Parts Retriever—A I-handle makes it easy to 
release parts after retrieval. For use where small 
parts need to be counted or collected. 


Grip Sticks—Reach tight spots with long straight 
end or 10° angled end. Lightweight aluminum shaft 
with interchangeable grip and magnet. 


Salvage Magnets—Suitable for use in both wet 
and dry environments for coating, stripping, plating, 
and chemical operations. 


Sheet Fanners—A magnetic field separates the 
steel sheets. Fanner height should be 2" to 3" higher 
than the stack. 


Manhole Cover Lift System—Combined dolly with 
magnets to eliminate the need for pry bars when 
handling manhole covers or lids. Dolly adjusts to lift 
most manhole covers or lids. 


VERSALIFT’—On/Off magnet with test feature. 
Can be used on flat or round surfaces. RFID enabled, 
supports custom pole shoes. 3:1 design factor. 


Min. Material 
Max. Rated Thickness Overall Item 
Flat Capacity for Activation Length Magnet Length Magnet Width Magnet Height No. 
PowerLift® Rare Earth 
250 Ib. Ya" 5" 35%" 25%" 25%" 2VCA1 
800 Ib. VY" 7% 6%" 358" 3%" 2VCA2 
1600 Ib. ve 10%" 9," 47" 43/4" 2VCA3 
2500 Ib. il 125" 105%" 7¥3" 6Y," 2VCA4 
5000 Ib. 2" 16%" 147%" gy," 898" 2VCA5 
Basiclift™ 
400 Ib. Ye" i 39" 4V" 1%" 4DMP8 
1000 Ib. Ye" lil 6Y," Ay," 1%" 4DMP9 
1500 Ib. Ae" 14%" 10%" Ay," 1%" 4DMR1 
Creative Lift® Ceramic 
400 Ib. 16 794 4" 6Y," 2 VA" 2RUZ6 
1000 Ib. Ye" 10% 7' 6," 2V," 2RUZ7 
1500 Ib. Ye" 149" 10%" 6Y," 2¥," 2RUZ8 
2200 Ib. Ye" 15° 11%" 93" 24," 2RUZ9 
3000 Ib. Ye" 19%" 15%" 93/4" 2¥," 2RVA1 
Max. Lifting Magnet Magnet Magnet Item Item Overall Item 
Capacity Length Width Height No. Lifting Capacity L No. Metal Gauge Height No. 
Trigger Lift® Parts Retrievers Sheet Fanners 
50 Ib. 39" 2%" 4'%6' 2RVA2 5 Ib. 7¥2" 2VCA6 6%6' 2VCC5 
Sheet Handlers 5 Ib: 33%"  2VCA9 20 to gy," 2VCC6 
50 Ib. 6¥" 35 13" 2RVA3 7 Ib. 72" 2VCA7 30 ga. 1244" 2VCC7 
125 lb. 64%" 7 V4" 19%" 2RVA4 7 Ib. oe 2vCC1 15%" 2VCC8 
200 Ib. 61" 74 19" 2RVA5 11 Ib. 7¥2" 2VCA8 gy," 2VCC9 
300 Ib. 61%" 7¥4" 19" 2RVA6 11 Ib. 33/2" 2VCC2 12 to 124%," 2vVCD1 
Power Grips Grip Sticks 22 ga. 15%"  2VvCD2 
20 Ib. 2 V4" ya" 2" 2RVA7 12% Ib. 14" 4DMR2 18%6 2VCD3 
50 Ib. 6" Ve" 1 48KR14 43% Ib. 14" 4DMR3 gy," 2VCD4 
51% Ib. 4" 4" 244" 2RVA8 Salvage Magnets 715 419.04 1244" 2VCD5 
92% lb. 54" 17%" PALS 2RVA9 50 Ib. 6" 2VCC3 94. 57; 2VCD6 
200 Ib. 6" Ve" ye 48KR15 35 Ib. ove 2VCC4 18%6  2VCD7 
125 Ib. 6" Ve" 1%," 48KR16 
Overall Item 
Description Cap. Collapsed Height Length No. 
Manhole Cover Lift System 
Magnet Lift System 400 Ib. = 291%" 2VCD8 
Steel Lifting Dolly = — 78" 2VCD9 
Aluminum Lifting Dolly _— — 78 2VCE1 
800 lb. 1244" foe 34JG53 
ae 800 Ib. 15%" 75 V2" 34JG54 
Steel Manhole Cover Lid Lifter +600 Ib. 1D V4 75 VA" 34JG55 
1600 Ib. 15%" 15" 34JG56 
600 Ib. 1244" fo 34JG57 
’ bys 600 Ib. 15%" EVAR 34JG58 
Aluminum Manhole Cover Lid Lifter 1900 Ib. 191)! 75; 3459 
1200 Ib. 15%" EVA 34JG60 
Overall Max. Rated Magnet Item 
Description Length Flat Capacity MagnetLength Width Magnet Height No. 
VersaLift Rare Earth™ 
Lifting Magnet 7' 600 Ib. 55" 5 394" 38V889 
Lifting Magnet 11" 1200 Ib. 10" a 3/4" 38V890 
Lift Magnet Adaptor 4" = = — = 38V891 


Find even MORE on Grainger.com® 
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Lifting Magnets 

Safely lift and transfer steel and iron without slings, hooks, 

or cables. Use individually or in series with a spreader beam. 
Capacity is lower on thinner materials. Paint, coatings, scale, or 
other materials on the contact surface may significantly reduce 






MATERIAL HANDLING 
Lifting Magnets & Shackles 








: No. 
holding power. Conform to ASME B30.20. 490P78 _ 
For more information on Eriez® Lifting Magnets, see documentation on 4TAF1 
Grainger.com®. 
SafeHold® Manual On/Off—Permanent, 2-pole magnets lift 
round and flat materials without electricity. Include hook bale. 
Max. Max. Rated Max. 
SafeHold® Automatic On/Off—Suitable for lifting flat materi- Falen Tiat Rot tae Wel Ne pani. pin Height Nee 
als from burn tables and where access is limited. Permanent Safehold® Manual On/Off Selecto® Electric am 
magnets; no electricity required. Turn on or off automatically a iE ee ‘ va a oe AaprG eas sat pee, at 
each time they go through a full lift cycle. Include lifting eye. i] | CS [ca Vero 2800 Ib. 854" 10%" _ 1TAFS 
® adi tinh § - 2500 lb. 1250lb. 117%" 12%" 61%6' 490P81 
Selecto , Electric Lift/Off/Drop switch is top mounted. Safehold® Automatic On/Off 
Magnetizing requires 115VAC electric power. Includes lifting 1100 Ib. 2144' 1636" 17%" __1TAF4 
eye. 2400 Ib. 22%" 221% 6" 1816" TTAFS 
RONSTAN 
1 Screw Pin 
Screw Pin Shackles ated 






No. 
49P417 





Permanent Lifting Magnets 


Lightweight, small-volume magnets are easy to transport, provide a more effec- 
tive use of available floor space, and increase stacking height. Large, heavy 
pieces can easily be moved by one operator. Can be used with both flat and 
round components. Stable structure is made with high-energy rare earth NdFeB 
magnets. Use with spreader beam to handle long plates, pipes, or bars. 





Max. Max. Rated Bail Bail 
Rated Flat Round Opening Opening Overall Magnet Magnet Magnet Item 
Capacity Capacity Height Width Length Length Width Height No. 
200 Ib. 125 Ib. 298° 1%" Ay" 34 2Y2" 2% _49P417 
800 Ib. 400 Ib. 2% 194" 1% 6" 38 3" __ 49P418 
1600 Ib. 800 Ib. 4 2/4" 10%" 84" 4%" Aya" 49P419 
2000 Ib. 1250 Ib. 634" 4" 1248 10%" i 64%" _ 49P420 
2000 !b. 2500 Ib. 84" Ay 16%" 14958" 9 Ye" 8% 49P 421 
No. 
29WP72 


Crosby® Bolt, Nut, 
and Cotter Shackles 


= Galvanized per ASME B30.26 
Heavy-duty shackles provide a secure, 
semipermanent connection. Marked with 
size and working load limit (WLL), in tons. 


Working Pin Body Item 
Load Limit Width Between Eyes Dia. Size No. 
4.000 Ib. ie" 21/30" Ve 29WP72 
6,900 Ib. Ye. Sa" Ye 29WP73 
9,500 Ib. 14%" Ze 4" 29WP74 
13,000 Ib. 1/6. 1" Ze 29WP75 
17,000 Ib. Wve 1%" 1" 29WP76 
19,000 Ib. Ve 1%" 1%" 29WP77 
24,000 Ib. 232" 198" 1%" 29WP78 
27,000 Ib. 24" 142" 148° 29WP79 
34,000 Ib. 2% 1%" 1%" 29WP80 
90,000 Ib. 2% 2. 134" 29WP81 
70,000 Ib. 3/4 24" 2" 29WP82 
110,000 Ib. AV 3/4" 22 29WP83 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





= 316 stainless steel construction 


Marine-grade design and materials 
provide corrosion resistance. Feature 
low-profile and compact design. 
No. 5GAA5 has a bolt head for 
wrench tightening. 
Width 
Working Between Body Pin Item 


Load Limit Eyes Size Dia. No. 
Bow Shackles 


Width 
Working Between Body Pin Item 
Load Limit Eyes Size Dia. No. 
D Shackles 






660 Ib. Ae Ye 72 5FLZ3 310 Ib. 132) 1930" Vg BF LZZB 
880 Ib. Yo" 2¥30" = g's HB FZZ4 660 Ib. TY30" Ye 2" HF ZZ9 
1545 Ib. 78" ie Ys  5FZZ5 880 Ib. ~e — *%2" te’ ~——s SG AAD 
29795 |b. Ye" Ys Ye 5FZZ6 1545 Ib. 6" Us Ys" ‘GAA 
3970 Ib. Ye 2%6e YY  O5FLZT 29/9 |b. YB" 1%2" %e' 5GAA2 
3970 Ib. 2¥30" 1%)" ~—¥e' ~~ BGA 
8260 Ib. Yq" 1850" Yo" BG AAG 
12,125 |b. il 12%" ¥s' = SGAADS 
Crosby® Screw Pin 
Anchor Shackles ue 
= Galvanized per ASME B30.26 29WP42 


For applications where the shackle 
is removed frequently. Shackles 
are permanently marked with size 
and working load limit (WLL), in 
tons. Wide-body shackle units have 
powder-coat finish. 
Width 
Working Between Body Pin Item 


Load Limit Eyes Size Dia. No. 
Painted Finish, Carbon Steel Body & Pin 


Width 
Working Between Body Pin Item 
Load Limit Eyes Size _ Dia. No. 
Galvanized Finish, Carbon Steel Body & Pin 


1000 Ib. 19/32" yy Ye 29WP42 660 Ib. 78. Ve Y4' _29\WP98 
1500 Ib. Me" He "29 WPS 1000 Ib. 1932" Ys" Ve _29WPd9 
2000 Ib. 21730" ¥ ‘Ae _29\WP44 1500 Ib. "2" Ye 8 «29ND 
3000 Ib. 4" Ae 2" 29WP45 2000 Ib. 21/730" %' _'“e _—29WP61 
4000 Ib. Se Yo" 2432" 29WP46 4000 Ib. Se Yo" *¥32' _29WP63 
6500 Ib. Ye" 4" 29W PAT 6500 Ib. Ye "a" 29 P64 
9500 Ib. 1% Ye «29 P48 9500 Ib. 1% YY ~—_29\NWP65 
13,000 lb. 1%68 1" 29WP49 13,000 |b. 1%68 = 1" 29WP66 
17,000 Ib. 1'%e =’ 1% 29WP50 17,000 |b. 1'%e = =1' =—1%' =29WP67 
19,000 lb. 1'%e 1%" 1%" 29WPd1 19,000 Ib. 1'%e 1%" 1%" 29WP68 
24,000 lb. 2%2 1% 1% 29WPd2 24,000lb. 2%2 1% 1% 29WP69 
27,000 lb. 24" 138" 1%" 29WP53 27,000 lb. 24" 1%" 1%" 29WP70 
90,000 Ib. 2% 1% 2’ — 29WPdd 34,000 lb. 2% 1% 1% 29WP7/1 
70,000 Ib. 3% 2° 2%" 29WPd6 
110,000 Ib. 4% 2%" 2% 29WP5/ 





MATERIAL HANDLING 
Hoist Rings 


Scan. Order. Done. 
Details on page A1. 
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Hoist Rings 
PIVOT-ONLY 
Rings are built with forged chrome moly steel, with 


black oxide finish. Heat-treated and pivot 180° 
under load. 6:1 design factor. 


EN-GUARD™ ENHDHR 


Desinged with 4140 alloy steel. Corrosion-resistant 
electroless nickel finish. Serialized; disassemble and 
reassemble for easy inspection. Rings bolt-on and 
swivel 360° and pivot 180° and have 5:1 design 
factor. 


HDHR AND HDHR-METRIC 


Rings feature forged 4140 alloy steel with black 
oxide finish. They have individual serial numbers. 


Working 
Load Limit A B C D E 
Pivot Only 
20000 Ib. 5" 3%" 2"6' 1" 6%6' 
Pivot/Swivel 
En-Guard™ ENHDHR 
1000 Ib. 2130" 21% 4" 31/30" Ae He 
2500 Ib. 1" 3" 14," Yq" 3/4" 
4000 Ib. 1" 3" 1," ¥4" ie 
5000 Ib. its 3A" 1%" 3/4" ile 
10000 Ib. 1¥," 5a" 1¥%4" 1" 1 2%a" 
15000 Ib. 2" 634" 2h" 14%" 1% 
HDHR 
550 Ib. 230" 2'%a" 3Y39" Ag Ae 
800 Ib 230" 2'%a" 3Y30" Ae "Ye" 
230" 2'%a" 3Y39" Ae Ve 
230" 2'%a" 3Y30" Ae Ae" 
1000 Ib. 2130" 21% 4" 31/30" Us 146" 
2250 Ib. 2130" 21% 4" 31/30" Ae 146" 
id 3" 1," ¥4" Yq" 
2500 Ib. ie 31" 14," ¥4" ile 
ike 3" 14," ¥4" 1%" 
dl? 3" 1" ¥4" iM 
4000 Ib. " BVA" A yj TV" 
ik 3" 1," Yq" i 
5000 Ib. eA WA yj Ti" 
12" 5a" 1¥%64" 1" 113% 4" 
1000 Ib. TB Tar T 129% 
8000 Ib. 1¥," 5a" 2%" 1" 1/' 
1/2" 5a" 1364" il 12%" 
10000 Ib. 1¥," 5a" 1¥%64" 1" 1" 
12" 5a" 1364" 1" 21364" 
15000 Ib. Za 63%" 2/8 14%" 28° 
20000 Ib. 2" 634" 2/h' 1%" 2%" 
24000 Ib. Z 63%" 2h" 1V%," 2%" 
30000 Ib. 2 63%" 2/8" 1V%," 23439" 


HDHR - Metric 

990 lb. 165mm 582mm 244mm 11.1mm ~~ 16mm 
2300 lb. 254mm 889mm 38.1mm 19.1mm 25mm 
4100 |b. 254mm 889mm 381mm 19.1mm 25mm 
4800 |b. 254mm 889mm 381mm 19.1mm 25mm 
27500 lb. 50.8mm 171.5mm 72.9mm 31.8mm 80mm 


SEHR 
550 Ib. 6" 18%4" 23/39" ¥e" 354" 
800 Ib. Ae 18%q" 23/39" ¥p" 19% 4" 
1000 Ib. 6" 18%64" 23/39" ¥e" 354" 
4a" 2130" 15/6" Yo" 15%64" 
2500 Ib. Us 3%" 12" ¥4" 25/39" 
if" 3%" 1" 4" 25/39" 
VA 3%" 12" 4" 1 2" 
4000 lb. ——7 1/7 1%2" 
Re ' 3%" 12" ¥4" 1%" 
5000 Ib. Vii 3%" 12" 4" 117/39" 
if" 3%" 12" 34" 10" 
7000 Ib. 1132" 4564" 1 2340" 1" 135%q" 
10000 Ib. = 11342" 45164" 1 23/39" 1" 1 35%q" 
15000 Ib. 13/4" 6" 24" 14%," 1574" 
30000 Ib. 392%" 8 2136" 13/4" 23430" 
50000 Ib. 3 101" 43/30" 24" 4" 
75000 Ib. = 334" 13" 51%a" 2%," 5134" 


SEHR - Metric 
4100 lb. 22.4mm 82.5mm 31mm 19mm 24mm 
9200 lb. 35.6mm 121.2mm 43.4mm 25.4mm 34mm 


Bolt-on and swivel 360° and pivot 180° under load. 
5:1 design factor. 


SEHR, SEHR-METRIC, AND SEHRSS 


These rings are serialized, bolt-on, and feature 5:1 
design factor. They swivel 360° and pivot 180° 
under load. SEHR and SEHRM rings are designed 
with 4140 alloy steel and black oxide finish. SEHRSS 
are designed with 300 series stainless steel. 


WMHR 


4140 alloy steel construction with black oxide finish. 
Welded and swivel 360° and pivot 180° under load. 


69300 Ib. 95.25mm 330.2mm 133.9mm 69.85mm 132mm 495.3mm 


SEHRSS 

270 Ib. Ae 13% 4" 29/30" 7g" 3%6a" 
1250 Ib. 4Y%4" 2 a0 "6 Yo 1%" 
2500 Ib. 7 3%" 1732" ya" 117732" 
WMHR 

5000 Ib. 1" 3" 154" fa" = 
24000 Ib. 2. 6%" 3%" 14" — 


t Magnetic particle inspected per ATSME 1444. # Complies with ASME B30.26 
Find even MORE on Grainger.com® 


Bail Thread Installation Item 
F Dia. Size Torque No. 

1% 1". %(4PLCS) 42 to 50 ft.-lb. 4R976 Sot 
31% 4" 1" ¥%-16 12 ft.-lb. 39RJ70 so # 
5/6" ile Yo-13 28 ft.-lb. 39RJ55 = # 
5/6" 1" %-11 60 ft.-Ib. 39RH89 —# 
5/6" il 34-10 100 ft.-Ib. 39RJ25  =# 
1%" il 1-19 230 ft.-Ib. 39RH95 
97/30" 1" 1%-7 470 ft.-Ib. 39RJ39 os # 
31% 4" 1" Y%-20 5 ft.-Ib. 39RJ53— # 
315% 4" 1" V6-18 7 ft.-Ib. 39RJ23.—# 
31% 4" 1" V6-18 7 ft.-lb. 39RH92 So # 
315% 4" “Ae 3-16 12 ft.-Ib. 4R968 ot 
31% 4" As 3%-16 12 ft.-lb. 4Zw85_ sit 
31% 4" 1" Yo-13 26 ft.-Ib. 39RJ41—# 
5/6 1" Yo-13 28 ft.-lb. 39RJ67—s # 
5/6 S/4" Yo-13 28 ft.-lb. 4R982_—st 
5/6 J/4" Yo-13 28 ft.-lb. 4R984 ot 
5/6: 5/4" %-11 60 ft.-Ib. 4R986—s ft 
5/6" J" %-11 60 ft.-Ib. 4Zws9_ ft 
5/6" J" ¥%-10 100 ft.-Ib. 4R990_ =f 
5/6" 3/4" 34-10 100 ft.-Ib. 4Zw90_ it 
1%" 1" ¥4-10 100 ft.-Ib. 4Zw8s0- it 
1%" ile ¥4-10 100 ft.-lb. 4ZW81_ st 
7%" 1" 1-9 160 ft.-lb. 4ZwW79_ it 
7%" i 1-18 230 ft.-Ib. 4ZW82_ st 
71%" 1" 1-17 230 ft.-Ib. 4R970 =f 
7%" 1" 1-20 230 ft.-Ib. 4ZW83_st 
97/30" 1Y%," 14-7 470 ft.-lb. 4ZW86 sit 
97/2" 14%" 1%-6 670 ft.-Ib. 4ZW87_ st 
97/2" 14" 12-6 800 ft.-Ib. 4ZW88_ it 
97/30" 1" 2-4-1/2 1100 ft.-Ib. 39RH96 

82mm le M10 x 1.5 16 ft.-Ib. 39RJ87 so # 
134.9mm 1" M12 x 1.75 3/ ft.-lb. 39RH82 —# 
134.9mm 1" M16 x 2.0 80.0 ft.-Ib. 39RJ06 # 
134.6mm =i" M20 x 2.5 135 ft.-Ib. 39RJ40 
234.2mm ~—=—*it" M42x4.5 1085.5 ft.-lb. 39RJ24 # 
2464" Ye" Y4-20 5 ft.-Ib. 39RH91 
24364" 3" Y4-20 7 ft.-Ib. 39RJ26 
24364" Ye" 3-16 12 ft.-Ib. 39RJ79 
32542" Y," Y-13 28 ft.-lb. 39RJ43—o # 
42530" 3/4" Yo-13 28 ft.-lb. 39RJ86# 
62342" S/4" Yo-13 28 ft.-lb. 4R980- Sst 
425/30" 5/4" %-11 60 ft.-Ib. 39RJ60 So # 
42530" J" %-11 60 ft.-Ib. 39RJ30 So # 
42939" J/4" Y-13 28 ft.-lb. 39RH83 so # 
425/30" 4" ¥4-10 100 ft.-Ib. 39RJ91—s # 
4250" 4" ¥4-10 100 ft.-Ib. 39RJ50 
63364" 1" ¥%4-10 100 ft.-Ib. 39RH88 so # 
63%a4" 1" 1-11 230 ft.-Ib. 39RJ54 # 
847% 4" 1Y%4" 14-7 470 ft.-Ib. 39RJ45 = # 
1215432" ils 2-4-1/2 1100 ft.-Ib. 39RJ84—# 
167%" il 2%-8 2100 ft.-Ib. 39RH79 # 
19%" 1" 3-4 4300 ft.-lb. 39RJ89— # 
121.4mm si" M16 x 2.0 80 ft.-Ib. 39RJ16—# 
165.8mm 1" M24x3.0 311.0 ft-lb. 39RJ75 
il M72 x 6.0 5670 ft.-lb. 39RJ62S# 
24364" 3" Y4-20 2.5 ft.-lb. 39RJ77 
32532" Y," Y-13 14 ft.-lb. 39RJ14 # 
429/39" 4" ¥%-10 50 ft.-Ib. 39RJ38s # 
51540" 1" Ya" — 39RJ19—# 
gy" 1" Ys" — 39RJ61—s # 
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MATERIAL HANDLING 
Hoist Rings & Load Rings 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





H RUD 


Starpoint® Eye Nuts—Pivots 360° 
for an easy adjustment in load direc- 
tion. Can be side-loaded when adjusted 
to the correct plane. Available in metric 
sizes. Safety factor: 4:1. 


INOX-STAR Eyebolt—Stainless steel 
eyebolt pivots 360° in load direction. 
Body and bolt are designed with Duplex 
Steel 1.4462 that offers high resistance 
in sea water and in environments with 
a high concentration of chlorine ions. 


Hoist Rings 

Heat-treated alloy steel with a high- 
visibility fluorescent pink powder 

coating that permanently changes color 
at increased temperatures. The color 
changes to a deep black with small 
bubbles if the chain/component reaches 
752°F to indicate overheating. Attach to 
machinery or static loads to lift, move, or 
position with a lifting sling. 100% electro- 
magnetic crack detection according to EN 
1677, except INOX-STAR and VLBG-Plus. 
WARNING! Working load limit of an assembly is 


determined by the component with the lowest 
working load limit; do not exceed. 


BOLT-ON 


Swivel load rings maintain working load 
limit (WLL) during lift without unintended 
loosening and adjust to the load direction. 









Starpoint® 
Swivel with 
Tightening Key 


Powerpoint® 
Swivel Hook 
with Latch 


VLBG—Engineered with lifting points 
that pivot 360°; foldable suspen- 

sion ring pivots 180°. Designed with 

a Captive, but exchangeable, 100% 
crack-tested bolt and clear marking of 
the minimum WLL for all loading direc- 
tions. Safety factor: 4:1. 


VLBG-Plus—360° swivel hoist rings 
with typically higher working limit in all 
directions. Bracket adjustable in force 
direction. 


VWBG-V—Double ball-bearing hoist 
ring is designed for heavy loads which 
need to be twisted and turned. Pivots 
360° so it can be loaded in all direc- 


Powerpoint®—Universal connection for 
hook-and-ring assemblies, round sling, 
loop, endless sling, and more. Double 
ball bearing enables friction-free turns, 
swivels, and tilts. Maximum working load 
limit (WLL) with smallest thread diameter. 


Starpoint® 
Eye Nut 


Starpoint®—Swivel eye bolt rotates 
360°, adjusts to the direction of the pull, 


INOX-STAR 
and allows for full engagement of the 


VWBG-V Swivel 















r Tul | i 0 : F . Eyebolt Load Ring 
bolt. Come with tightening key. tions. 100% crack-tested with a 4:1 
Safety factor. 
UNC THREAD METRIC THREAD UNC THREAD METRIC THREAD 
Working Thread Item Thread Item Working Thread Item Thread Item 
Load Limit Key Pivot Bail Dia. Size No. Size No. Load Limit Key Pivot Bail Dia. Size No. Size No. 
Powerpoint®, 360° Swivel, Latch Hook Style VLBG, 360° Swivel Hoist Ring 
1380 Ib. 1 180° — V-13 IMLR2 (M12x1.75) 1MLU5 2200 Ib. 5 180° 11442" Va-13 1MLY7 — — 
3300 Ib. 1 180° — %-11 1MLR3 | Mi6x2 | 1MLU6 3300 Ib. 5 180° 1139" %e-11 1MLY8 — — 
5900 Ib. 1 180° — 4-10 IMLR4 | M20x2.5 | 1MLU7 5900 Ib. 5 180° 2932" 4-10 1MLY9 — — 
5900 Ib. 1 180° — AI 1MLR5 — — 5900 Ib. 5 180° 2%2" h-9 1MLZ1 — — 
8800 Ib. 1 180° — 1-8 1MLR6 — _— 8800 Ib. 5 180° 2732" 1-8 1MLZ2 — — 
17630 Ib. 1 180° — 1%-6 IMLR8 | M36x4 1MLV1 11000 Ib. 5 180° 2n6' 1%4-7 1MLZ3 — _— 
Starpoint® Swivel Eyebolt with Tightening Key 15430 Ib. | 180° 2%6 = — M36 x 4 1MMB2 
220 lb. 2 360° — Y-20 16A756 M6 x 1 16A758 17630 Ib. 5 180° 372" — — M36 x4 | 1MMB3 
660 Ib. 2 360° — A6-18 16A757 | M8x1.25 | 16A759 33060 Ib. 5 180° 31/6" — — M42x4.5 | 1MMB4 
880 Ib. 2 0° 85/6" 6-16 IMLX6 | M10x1.5 | 1MLZ4 44090 Ib. 5 180° 316" — — M48 x5 | 1MMB5 
1650 Ib. 2 0° 1%6 V-13 IMLX7)  =M12x 1.75) 1MLZ5 VLBG-Plus, 360° Swivel Hoist Ring 
3300 Ib. 2 0° 13," %-11 IMLX8 | M16x2 1MLZ6 1385 Ib. 6 180° 37g" — — M8 x 0.63 | 53JJ19 
5070 Ib. 2 0° 137%6a" 4-10 IMLX9 =| M20x2.5 | 1MLZ7 1980 Ib. 6 180° 3g" — _ M10x0.9 | 53JJ20 
5070 Ib. 2 0° 137/64" h-9 1MLY1 — — 2970 lb. 6 180° 3g" — _ M12 53JJ21 
7050 Ib. 2 0° 1%" 1-8 1MLY2 M24 x3 1MLZ8 4400 Ib. 6 180° Ve — _— M1i6x2 | 53JJ22 
9920 Ib. 2 0° 22% 4" 1%4-7 IMLY3 = M30x3.5  1MLZ9 7700 Ib. 6 180° yy," — _— M20x3.5 | 53JJ23 
15430 Ib. 2 0° 25%" 1%-6 1MLY4 M36x4 | 1MMA1 9900 Ib. 6 180° VY," — _— 1”/6 53JJ24 
19480 Ib. a 0° 332" 134-5 IMLY5 | M42x4.5 | 1MMA2 14740 lb. 6 180° 3/4" — _ M30 x6.7 | 53JJ25 
24640 Ib. 2 0? 34% 4" 2-4-1/2 1MLY6 M48x5 | 1MMA3 VWBG-V, 360° Swivel Hoist Ring 
Starpoint® VRM 360° Swivel Eye Nut 660 Ib. 7 180° Ae" “6-18 16A749 | M8x1.25 | 16A737 
660 Ib. 3 0° Ae — _— M8x1.25 | 6LYA1 990 Ib. 7 180° Ae ¥-16 16A750 | M10x1.5 | 16A738 
880 Ib. 3 0° Ae — _— M1i0x1.5 | 6LYA2 1320 Ib. 7 180° ¥e" V2-13 16A751 — — 
1650 Ib. 3 0° 3364" — M12x1.75| 6LYA3 2860 Ib. i 180° Yn" %-11 16A752 | M1i6x2 | 16A740 
3300 Ib. 3 OF 1%9" — _ M16 x 2 6LYA4 3120 Ib. 7 180° ¥e" — — M12x1.75| 16A739 
5070 Ib. 3 0° AY6a" — M20x2.5 | 6LYA5 4400 Ib. i 180° Y," 4-10 16A753 | M20x2.5 | 16A741 
7050 Ib. 3 0° 55/6" — — M24 x 3 6LYA6 7700 Ib. 7 180° 6" 1-8 16A754 | M24x3 | 16A742 
9920 Ib. 3 0° V2" | — _— M30x3.5 | 6LYA7 11000 Ib. 7 180° i 1%-7 16A755 | M30x3.5 | 16A743 
INOX-STAR, 360° Swivel Eyebolt 17600 Ib. i 180° 7, — — M36x4 | 16A744 
1100 Ib. 4 0° Ae | — M12x1.75| G6LYA8 26400 Ib. 7 180° 1" — — M42x4.5 | 16A745 
2200 Ib. 4 0° %" — _ M16 x 2 6LYA9 28600 Ib. i 180° il — _— M48 x5 | 16A746 
4400 Ib. 4 0° 5/4" — — M20x2.5 | 6LYCO 35200 Ib. 7 180° 1%" — — M56x1.5 | 16A747 
5900 Ib. 4 0° 16" — _— M24 x3 6LYC1 35200 Ib. 7 180° 1%" — — M64x1.5 | 16A748 
[E RU D Working Item 
Load Limit _ Bail Dia. Pivot No. 
Weld-On Weld-On with Supporting Lug 
a 
Load Rings 8800 Ib. 117%" 180° MLWE 
— 14,770 |b. 147%a" 180° 1MLW7 
Tested weld-on lifting points se ce: bE 1a? te 
p . ; ; 32 
are made from high-quality Weld-On with Distance Lugs 
steel, and heat-treated for a ue she aye 
cet strength. All parts 29 040 Ib. 27 180° {MLX3 
] Yea" 2 . 
are 100% electromagnetic sar c- : ps i he iciacOuanith Weld-On with 
crack detected according Weld-On Pad Eyes Supporting Lug Distance Lugs 
to EN 1677 and have clear 3500 Ib. = 0° __16A769 
identification of nominal WLL. = 460016 = ee EL Weld-On 
Safety factor: 4:1. 22,000 Ib. — 0° 16A772 Pad Eyes 
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MATERIAL HANDLING 
Hooks 


Scan. Order. Done. |= 
Details on page A1. 





Grade 80 
Alloy Steel 
Clevis Hook 





Grade 70 Steel 
Clevis Hook 


Grade 100 
Alloy Steel 
Eye Hook 








No. 29WR16 


No. 29WP90 


Crosby® Slip Hooks 


Ideal for applications requiring chain or cable to pass through the opening 
without binding. Forged hooks are quenched and tempered providing maximum 
strength without excessive weight and bulk. Deformation indicators help 
determine if throat opening has changed indicating abuse or overload. Angle 
indicators indicate the maximum included angle which is allowed between 2 
sling legs in the hook. These indicators also help approximate other included 
angles between 2 sling legs. Swivel hooks help prevent tangling and help with 
positioning during connection. Alloy steel hooks are designed with a 4:1 safety 
factor; carbon steel are designed with a 5:1 safety factor. Replacement safety 
latches are available on page 1071. 


1070 GRAINGER. 


ITT 








Find even MORE on Grainger.com® 


SB/A YOKE 


Grab Hooks PRODUCTS CO, sefety is our first priority 


Excellent for use with chain-to-chain hooking, over-the-road safety chains, 
vehicle stailization, and general applications in place of slip hooks. Grade 70 
and 80 Steel feature a Twist Lock™ grab hook design which prevents accidental 
release of chain from hook connection and also prevents inadvertent rehooking. 
Yoke features supporting wings to prevent chain link deformation. 


Hook Trade 


Working Item 
__Load Limit _ Brand sw 





Attachment Type ‘Size 





Grade 70Steelh — ENS ee 
Gian ——%e' 4700 tb. BA Products Co. 9XDN7 
Ye" 6600 Ib. B/A Products Co. 9XD05 
Grade 80 Steel 
Ya" 3500 Ib. B/A Products Co. 20Y814 
V6" 4500 |b. B/A Products Co. 122643 
Clevis Ye" 7100 Ib. B/A Products Co. 122644 
Yo" 12,000 Ib. B/A Products Co. 122657 
%" 18,100 Ib. B/A Products Co. 20Y815 
Grade 80 Alloy Steel 
Yq" 3500 Ib. B/A Products Co. 3YFZ1 
V6" 5300 Ib. B/A Products Co. 3YFZ3 
Clevis Ye" 7100 Ib. B/A Products Co. 3YFZ5 
Y," 12,000 Ib. B/A Products Co. 3YFZ7 








x" B/A Products Co.  3YFZ9 ~ 


a 18,100 Ib. 


Grade 100 Alloy Steel 
























































YM" to Ve" 5700 lb. Yoke 13H159 
Eye Ye" 8800 Ib. Yoke 13H160 
Y," 15,000 Ib. Yoke 13H161 
7s" 22,600 Ib. Yoke 13H162 
Ys" to Ve" 5700 Ib. Yoke 13H163 
Gievis Ye" 8800 Ib. Yoke 13H164 
Y," 15,000 Ib. Yoke 13H165 
7s" 22,600 Ib. Yoke 13H166 
Working Hook Hook Reach Eye Inside Eye Inside Item 
Load Limit Opening _ Length Width Height Dia. Color No. 
Alloy Steel, Includes Latch 
_Eye Hook Attachment 
2000 Ib. 2%" 31Y30" 3/4" ¥4" 19" Gold 29WP93 
3000 Ib. 2%" 316" 2%" 29/39" 1349" Gold 29WP94 
4000 Ib. ii 45/39" 14" 1%" 179" Gold 29WP95 
6000 Ib. 1%2" A4IV;6" 14" 144" Yoo" Gold 29WP96 
10,000 Ib. 11%9" 525/30" 1%6° 1%6 23/39" Gold 29WP97 
14,000 Ib. 1199" 1% 2" 2" 2%" Gold 29WP98 
22,000 Ib. 21/6" 9¥52" 2/6" 2/6 1%2" Gold 29WP99 
30,000 Ib. 2932" 102%2" 227/22" 221/39" 144" Gold 29WRO1 
44 000 lb. 332" 12179" 34," 3y2" 1 V2" Gold 29WRO2 
Swivel Eye Hook Attachment 
2000 Ib. 2%" 4172" 14" 136" ¥" Gold 29WR12 
3000 Ib. 2%" 5x8" 1¥," 16 Y," Gold 29WR13 
4000 Ib. i 6 Ye" 1%" 1¥," ye" Gold 29WR14 
6000 Ib. 12%9" 6Y2" 1%" 1¥," ye" Gold 29WR15 
10,000 Ib. 1149" 7¥2" 2 15%" 34" Gold 29WR16 
14,000 Ib. 1199" 95" 2V" 2Y32" 1 Gold 29WR17 
22,000 Ib. 225/30" 11%" 25/4" 2/6 1¥," Gold 29WR18 
30,000 Ib. 232" 12%" 3 Ye" 219/30" 1" Gold 29WR19 
44,000 Ib. 3732" 162342" 43/30" 34" 1V" Gold 29WR20 
Carbon Steel, Includes Latch 
Eye Hook Attachment 
1500 Ib. 2%" 31Y30" 3/4" ¥4" 1Y9" Red 29WP84 
2000 Ib. 2%" 316" 2930" 24/39" 13449" Red 29WP85 
3000 Ib. ‘i 45/39" 14" 14%" 179" Red 29WP86 
4000 Ib. 1 2%9" AIVj¢" 1" 144" Yao" Red 29WP87 
6000 Ib. 11%9" 525/30" 1%6° 1%6° 23/39" Red 29WP88 
10,000 Ib. 1% 1% 2" Z 2%" Red 29WP89 
15,000 Ib. 21/6" 952" 2/6" 2/6 1%2" Red 29WP90 
20,000 Ib. 2932" 102%2" 227/22" 221/39" 14" Red 29WP91 
30,000 Ib. 332" 12179" 34," 3Y2" 1 V2" Red 29WP92 
Swivel Eye Hook Attachment 
1500 Ib. 2%" 4179" 14" 136" 3" Red 29WRO3 
2000 Ib. 2%" 5 1¥," 16 Y," Red 29WRO04 
3000 Ib. li 6 Ye" 1%" 1¥," ye" Red 29WRO5 
4000 Ib. 1 2%9" 6Y2" 1%" 1¥," ye" Red 29WRO6 
6000 Ib. 1139" 1¥2" 2" 1%" Yq" Red 29WR07 
10,000 Ib. 1199" 954" 2V2" 2432" 1" Red 29WRO8 
15,000 Ib. 22/30" 11%" 27/4" 2/6 1¥" Red 29WRO9 
20,000 Ib. 2932" 12%" 3 Ye" 219/30" 14" Red 29WR10 
30,000 Ib. 332" 162342" 43/30" 34" 1¥," Red 29WR11 
Carbon Steel, Without Latch 
Swivel Eye Hook Attachment 
15,000 Ib. 23/32" 115" 2V2" 2432" 14" Red 400D86 
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MATERIAL HANDLING 
Chain Sling Components & Latches 





Master Link 
Sub Assembly 






Swivel Latch 
Lock 


Clevis Pin Latch 
Lock Slip Hook 








‘ma 


Grade 80 Chain Sling Components 


Build chain slings to meet specific application needs and requirements. 
Latch lock, slip hooks, and coupling links meet ANSI/ASME B30.9 and OSHA 
Standards. OSHA requires ID tag on overhead chain slings. 
























































Working Trade Item 

Description Load Limit Size Finish No. | 
_ Master Link Sub Assembly 9100 Ib. St Powder Coated SWRT1 ~* 

_ Swivel Latch Lock 3500 Ib. %2! Powder Coated _SWRT4 

7100 Ib. 7g" Powder Coated SWRTS 

Swivel Latch Lock Slip nook 12,000 Ib. A Powder Coated  5WRT6 

3500 Ib. %2 Powder Coated SWRT7 

Clevis Pin Latch Lock Slip Hook —7100 Ib. 3" Powder Coated SWRT8 

a 12,000 Ib. a Powder Coated 5SWRT9 

Sling ID Tag N/A Ye Zinc-Plated SWRUO 

_Sling 1D Tag With Ring _ NAL Viet _Zinc-Plated __ SWRU1 








* Trade size shown is for chain used on sublinks. 









No. 13H131 
No. 9Y241 





YOKE 


Safety is our first priority ™ 


Grade 100 Foundry Hooks 


Powder-coated finish. Clevis are steel; eyes are alloy steel. 


Trade Working Item 
Size Load Limit Hook Opening Color No. 
Clevis 
¥" 8800 Ib. 23 V0" Orange 9YFV9 
oe 15,000 Ib. 31%" Orange 9Y241 
78 22,600 Ib. 3%" Red_ 9Y150 
Eye = = — 
Ya" to Ae" 5/00 Ib. 2/6 Blue 13H131 
¥" 8800 Ib. 22%2" Blue 13H132 
; ia 15,000 Ib. 31%0" Blue 13H133_ 
Be ___ 22,600 Ib. 3%" Blue 13H134 
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O 


Master Link 


\ 


ra 


s, 


Eye-Grab 
coe Hook 
pewag Coupling Link Eye Sling Hook 


Grade 120 Chain Sling Components 


Powder-coat finish. Master Links and Sling Hook are alloy steel. Coupling Links, 
Grab Hooks, and Slip Hooks are made of steel. 





Working Item 
Description Load Limit Trade Size No. 
Master Link 
6100 Ib. fo" 13H211 
Oblong 12,800 lb. | | 13H206 — 
30,000 Ib. es 13H202 
Coupling Link 
5200 Ib. ¥32" 3WYG3 | 
Connecting Link 10,600 Ib. | x" 3WYG6 
—— 17,900 Ib. ee 3WYG9 
Grab Eye __ iS 
5200 Ib. %32" 3WZC9 
Grab Hook 10,600 Ib. ¥e" 3WZD3 
an 17,900 Ib. ver ‘3WZD6 
Sling Hook 9200 Ib. 2" 3YGZ5 
10,600 Ib. 3g" 3YGZ8 
SSB HOOK 17,900 Ib. ye 3YHA2 





No. 
1DNH6 


‘ad 


Swivel Hooks 
with Latch 


Prevent wire rope and chain from 
twisting while lifting and aligning 
loads. Hooks are heat treated. 






Alloy Steel 
- for Lifting 
- Swivel 


Working Item 
Load Limit Dim. A Dim. B Dim. D No. 
2000 Ib. 1/6" «AN ae 1DNH6 
___ 3000 Ib. 332" _ s/c i _1DNH7 _ 
4000 |b. 1% bu" AM 1DNH8_ 
6000 Ib. 1%’ 62" 1%" 1DNH9 
10,000 Ib. 1%" 12" Zz 1DNJ1 





Crosby® Replacement Safety Latches 


Designed to fit most hooks with a drilled pin hole. Match the distance of your 
hook opening to dimension A. Include mounting hardware. 


Item Item 
C <A B D No. _¢ A B D No. 
Stainless Steel Steel - 
Yea" 21% 0" "ie" ABFROZ Yo The Ve _POWR21 
He Tn" Yes" 1% o" ABR “1% Ve" 8%" 29WR22 
14" 23Y%2" 172" 3%a" __—ABFROB Yea" 12%" VS" %' __ 29WR23 
1%2 8%" 2QWR24 
13% 4 276 8a" 2QWR25 
SN ih 6" 19s" _29WR26 
trp Se 1%4 Y4' 2 WR27 


3'%6" 1% 4" 12%" 29WR28 | 
_ *%4" 5%" 1%" 1*%2' — 29WR29 


1071 





MATERIAL HANDLING Scan. Order. Done. 
Chain Details on page Al. 







) PEERLESS Grade 30 Proof Grade 80 





A KIO GROUP COMPANY Coil Chains Grade 43 High Grade 70 Lifting Chain 
Straight Chains Test Chain Transport Chain 
Grade 30 Proof Coil— Grade 43 High Test—Sieel chains have Grade 70 Transport—High-strength, Grade 80 and 100 Lifting—Made from 
Constructed of low-carbon steel greater tensile strength than proof coil. heat-treated chains offer durability for heat-treated alloy steel for overhead lifting 
for light- to medium-duty use. Use as binder chains for securing loads. — securing loads. Gold chromate finish. and towing applications. 
Item Item Item 
L Links per Ft. Finish Brand No. L Links per Ft. Finish Brand No. L Links per Ft. Finish Brand No. 
Grade 30 Coil Chain 99 ft 9 Galvanized Peerless | 48RRO2 Vie" - 4700 lb. Working Load 
%e" - 800 lb. Working Load 9 Zinc Peerless | 48RP77 50 tt 0 Gold Chromate Dayton | 1DJR9 
12.3 Galvanized Dayton | 34RY91 9 Galvanized Peerless | 48RP96 " 11 Gold Chromate Peerless 48RP06 
20 ft. 1233 Self Colored Dayton | 34RY87 275 ft. 9 Self Colored _- Peerless | 48RP61 90 ft. 10 Gold Chromate Dayton | 1DJT1 
13 Galvanized Dayton | 1DJT6 9 Zinc Peerless | 48RP72 100 ft. 11 Gold Chromate Peerless | 48RPO3 
12.3 Galvanized Dayton | 34RY92 9 Galvanized Peerless | 48RP87 975 tt 9.3 Gold Chromate Dayton | 34RZ79 
250 ft. 12.3 Self Colored Dayton | 34RY88 550 ft. 9 Self Colored Peerless | 48RP52 11 Gold Chromate Peerless | 48RN97 
13 Galvanized Dayton | 1DJT7 9 Zinc Peerless | 48RP66 550 ft. 11 Gold Chromate Peerless | 48RN91 
12.3 Galvanized Dayton | 34RY93 ¥e" - 2650 Ib. Working Load ¥e" - 6600 Ib. Working Load 
800 ft. 12.3 Self Colored Dayton | 34RY89 50 ft 9 Galvanized Peerless | 48RRO7 50 tt 9 Gold Chromate Dayton | 1DJT2 
13 Galvanized Dayton | 1DJT8 9 Zinc Peerless | 48RP83 9 Gold Chromate Peerless | 48RP0O7 
1600 ft. 12.3 Galvanized Dayton | 34RY95 63 ft 9 Galvanized Peerless | 48RRO3 60 ft. 9 Gold Chromate Dayton | 1DJT3 
4/0 - 670 Ib. Working Load 9 Zinc Peerless | 48RP78 (5 Tt. 9 Gold Chromate Peerless 48RP04 
100 ft. 8.6 Galvanized Dayton | 34RZ86 9 Galvanized Peerless | 48RP97 400 ft 8.7 Gold Chromate Dayton | 34RZ82 
5/0 - 880 Ib. Working Load 200 ft. 9 Self Colored Peerless | 48RP62 " 9 Gold Chromate Peerless | 48RN92 
100 ft. 7.9 Galvanized Dayton | 34RZ87 9 Zinc Peerless | 48RP73 Ae" - 8750 Ib. Working Load 
5/0 - 925 Ib. Working Load 9 Galvanized Peerless | 48RP88 300 ft. 7 Gold Chromate Peerless | 48RN93 
100 ft. 11,2 Galvanized Dayton | 34RZ88 400 ft. 9 Self Colored Peerless | 48RP53 Y" - 11,300 Ib. Working Load 
Yq" = 1300 Ib. Working Load 9 Zinc Peerless | 48RP67 50 ft i Gold Chromate Dayton | 1DJT4 
9.67 Galvanized Dayton | 34RZ01 Y2" - 4500 Ib. Working Load i Gold Chromate Peerless | 48RPO8 
20 ft. 9.67 Self Colored Dayton | 34RY96 20 ft. 7 Zinc Peerless | 48RP84 37 ft 6.7 Gold Chromate Dayton | 34RZ83 
10 Galvanized Dayton | 1DJT9 35 it. ra Zinc Peerless | 48RP79 7 Gold Chromate Peerless | 48RPO9 
140 ft. 10 Galvanized Dayton | 1DJU1 rd Galvanized Peerless | 48RP98 50 tt ‘i Gold Chromate Dayton | 1DJT5 
441 ft 9.67 Galvanized Dayton | 34RZ02 100 ft. 7 Self Colored Peerless | 48RP63 i Gold Chromate Peerless | 48RP10 
9.67 Self Colored Dayton | 34RY97 i Zinc Peerless | 48RP74 400 ft 6.7 Gold Chromate Dayton | 34RZ84 
9.67 Galvanized Dayton | 34RZ04 id Galvanized Peerless | 48RP89 i Gold Chromate Peerless | 48RN99 
800 ft. 9.67 Galvanized Dayton | 34RZ06 200 ft. 7 Self Colored Peerless | 48RP54 500 ft 6.7 Gold Chromate Dayton | 34RZ85 
9.67 Self Colored Dayton | 34RY99 7 Zinc Peerless | 48RP68 i Gold Chromate Peerless | 48RN94 
Hie" - 1900 Ib. Working Load ¥e" - 6900 Ib. Working Load ¥e" - 15,800 Ib. Working Load 
9.3 Galvanized Dayton | 34RZ11 6 Galvanized Peerless | 48RP90 75 ft. 6 Gold Chromate Peerless | 48RPO1 
20 ft. 9.3 Self Colored Dayton | 34RZ07 150 ft. 6 Self Colored Peerless | 48RP55 150 TL: 6 Gold Chromate Peerless | 48RN95 
10 Galvanized Dayton | 1DJU2 6 Zinc Peerless | 48RP69 Grade 80 Lifting Chain 
90 ft. 10 Galvanized Dayton | 1DJU3 ¥q" - 10,600 Ib. Working Load ¥32" - 3500 Ib. Working Load 
90 ft 9.3 Galvanized Dayton | 34RZ12 100 ft 3] Galvanized Peerless | 48RP91 ue 1 Black Oxide Dayton | 5WRP6 
9.3 Self Colored Dayton | 34RZ08 h) Self Colored _ Peerless | 48RP56 10 ft. 15 Black Oxide Dayton | SWRP7 
215 Tt. 9.3 Galvanized Dayton | 34RZ13 7" - 12,800 Ib. Working Load 20 ft. 15 Black Oxide Dayton | 5WRP8 
550 ft 9.3 Galvanized Dayton | 34RZ14 75 tt 5 Galvanized Peerless | 48RP92 40 ft. 15 Black Oxide Dayton | 5WRP9 
9.3 Self Colored Dayton | 34RZ10 5 Self Colored Peerless | 48RP57 ¥g" - 7100 Ib. Working Load 
¥e" - 2650 Ib. Working Load 1" - 17,900 Ib. Working Load Ott. 13 Black Oxide Dayton | 5WRRO 
20 ft. 9 Galvanized Dayton | 1DJU4 60 ft 4 Galvanized Peerless | 48RP93 10 ft. 13 Black Oxide Dayton | 5WRR1 
60 ft. 9 Galvanized Dayton | 1DJU5 4 Self Colored Peerless | 48RP58 20 ft. 13 Black Oxide Dayton | 5WRR2 
200 ft. G:F Galvanized Dayton | 34RZ15 Grade 43 High Test Chain 30 ft. 13 Black Oxide Dayton | 5WRR3 
400 ft. 8.7 Galvanized Dayton | 34RZ16 Ya" - 2600 Ib. Working Load Yo" - 12,000 Ib. Working Load 
Y" - 4500 Ib. Working Load 50 tt 9.67 Galvanized Dayton | 34RZ34 we 8 Black Oxide Dayton | SWRR4 
50 ft 6.7 Galvanized Dayton | 34RZ22 10 Self Colored Dayton | 1DJR3 10 ft. 8 Black Oxide Dayton | 5WRR5 
6.7 Self Colored Dayton | 34RZ17 130 ft. 10 Self Colored Dayton | 1DJR4 20 tt. 8 Black Oxide Dayton | SWRR7 
50 ft. 6.7 Galvanized Dayton | 34RZ24 135 Tt: 9.67 Galvanized Dayton | 34RZ35 Grade 100 Lifting Chain 
6.7 Galvanized Dayton | 34RZ25 400 ft 9.67 Galvanized Dayton | 34RZ36 ¥32" - 4300 Ib. Working Load 
100 ft. 6.7 Galvanized Dayton | 34RZ28 9.67 Galvanized Dayton | 34RZ38 OTL 14 Black Thermadep Peerless | 48RN36 
6.7 Self Colored Dayton | 34RZ20 800 ft. 9.67 Galvanized Dayton | 34RZ39 10 ft. 14 Black Thermadep Peerless | 48RN37 
500 ft 6.7 Galvanized Dayton | 34RZ26 Hie" - 3900 lb. Working Load 1S TL 14 Black Thermadep Peerless | 48RN38 
6.7 Galvanized Dayton | 34RZ29 9.3 Galvanized Dayton | 34RZ44 20 ft. 14 Black Thermadep Peerless | 48RN39 
Grade 30 Proof Coil Chain 20 ft. 9.3 Galvanized Dayton | 34RZ48 800 ft. 14 Black Thermadep Peerless | 48RN24 
%e" - 800 Ib. Working Load 9.3 Self Colored Dayton | 34RZ40 Hie" - 5700 lh. Working Load 
50 ft 12 Galvanized Peerless | 48RR04 90 ft. 9.3 Galvanized Dayton | 34RZ49 Oi: 12 Black Thermadep Peerless | 48RN41 
12 Zinc Peerless | 48RP80 275 Tt. 93 Galvanized Dayton | 34RZ46 10 ft. 12 Black Thermadep Peerless | 48RN42 
250 ft. 12 Galvanized Peerless | 48RP99 ¥e" - 5400 Ib. Working Load Toit 12 Black Thermadep Peerless | 48RN43 
12 Galvanized Peerless | 48RP94 20 ft. 9 Self Colored Dayton | 1DJR5 20 tt. 12 Black Thermadep Peerless | 48RN44 
400 ft. 12 Self Colored Peerless | 48RP59 60 ft. 9 Self Colored Dayton | 1DJR6 30 ft. 2 Black Thermadep Peerless | 48RN45 
12 Zinc Peerless | 48RP70 63 ft. 8.7 Galvanized Dayton | 34RZ57 ¥e" - 8800 Ib. Working Load 
12 Galvanized Peerless | 48RP85 8.7 Galvanized Dayton | 34RZ58 mie 10 Black Thermadep Peerless | 48RN46 
800 ft. 12 Self Colored Peerless | 48RP50 200 ft. 8.7 Galvanized Dayton | 34RZ60 10 ft. 10 Black Thermadep Peerless | 48RN47 
12 Zinc Peerless | 48RP64 8.7 Self Colored Dayton | 34RZ54 ott. 10 Black Thermadep Peerless | 48RN48 
Yq" - 1300 Ib. Working Load 8.7 Galvanized Dayton | 34RZ59 20 Tt. 10 Black Thermadep Peerless | 48RN49 
50 ft 10 Galvanized Peerless | 48RRO5 400 ft. 8.7 Galvanized Dayton | 34RZ61 30 ft. 10 Black Thermadep Peerless | 48RN50 
10 Zinc Peerless | 48RP81 8.7 Self Colored Dayton | 34RZ55 Yo" - 15,000 Ib. Working Load 
141 ft. 10 Galvanized Peerless | 48RRO1 VY" - 9200 Ib. Working Load 9 ft. 8 Black Thermadep Peerless | 48RN51 
10 Galvanized Peerless | 48RP95 50 ft 6.7 Galvanized Dayton | 34RZ67 10 ft. 8 Black Thermadep Peerless | 48RN52 
400 ft. 10 Self Colored Peerless | 48RP60 7 Self Colored Dayton | 1DJR7 Toit 8 Black Thermadep Peerless | 48RN53 
10 Zinc Peerless | 48RP71 50 ft. 6.7 Galvanized Dayton | 34RZ69 20 tt. 8 Black Thermadep Peerless | 48RN54 
10 Galvanized Peerless | 48RP86 Grade 70 Transport Chain 30 ft. 8 Black Thermadep Peerless | 48RN55 
800 ft. 10 Self Colored Peerless | 48RP51 Yq" - 3150 Ib. Working Load ¥e" - 22,600 Ib. Working Load 
10 Zinc Peerless | 48RP65 50 ft 9.67 Gold Chromate Dayton | 34RZ75 10 ft. 6 Black Thermadep Peerless | 48RN56 
Hie" - 1900 Ih. Working Load 10 Gold Chromate Peerless 48RP05 
50 ft 9 Galvanized Peerless | 48RR06 150 ft. 10 Gold Chromate Peerless | 48RPO2 
9 Zinc Peerless | 48RP82 400 ft 9.67 Gold Chromate Dayton | 34RZ77 
" 10 Gold Chromate Peerless | 48RN96 
800 ft. 10 Gold Chromate Peerless | 48RN90 
1072 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





GRAINGER CHOICE° MATERIAL HANDLING 
Find the yf. Find Solutions. Find Great Prices. Chain & Links 





* lef Dayton} 
coun al 
General Utility Chains 


Durable, welded-steel links are for use as barriers or tailgates in addition 
to other applications where low-tensile strength is required. They are zinc- 
plated for corrosion resistance. Do not use utility chains for lifting. Meet 








NACM Standards, except Double Loop Link and Jack Link Chains. Straight Link Coil Straight Passing Link Chain 
Trade Working Item Trade Working Item 
Size L Load Limit Finish Brand No. Size L Load Limit Finish Brand No. 
Double Loop Link Chains 10 ft. 920 Ib. Self Colored Dayton 1DKD5 
4] 100 ft. 59 Ib. Zinc GA 2ZDH3 5/0 10 ft. 920 Ib. Galvanized Dayton 1DKF1 
4 100 ft. 70 Ib. Zinc GA 2ZDH4 00 ft. 920 Ib. Self Colored Dayton 1DKD6 
100 ft. 70 Ib. Galvanized GA 2ZDJ1 50 ft. 920 Ib. Galvanized Dayton 1DKF2 
100 ft. 90 Ib. Galvanized GA 2ZDJ2 3/0 10 ft. 605 Ib. Galvanized Dayton 1DKF3 
3 100 ft. 90 Ib. Zinc GA 2ZDK1 00 ft. 605 Ib. Galvanized Dayton 1DKF4 
100 ft. 100 Ib. Plain GA 2ZDJ6 4/0 10 ft. 670 Ib. Zinc Plated Dayton 1DKF5 
2 100 ft. 115 Ib. Zinc GA 2ZDH5 00 ft. 670 Ib. Galvanized Dayton 1DKF6 
{ 100 ft. 155 Ib. Zinc GA 2ZDH6 9/0 00 ft. 880 Ib. Galvanized Dayton 1DKF8 
100 ft. 155 |b. Plain GA 2ZDJ7 6/0 10 ft. 999 Ib. Galvanized Dayton 1DKF9 
1/0 100 ft. 200 Ib. Galvanized GA 2ZDJ3 50 ft. 999 Ib. Galvanized Dayton 1DKG1 
100 ft. 200 Ib. Zinc GA 2ZDH7 Straight Link Machine Chains 
2/0 100 ft. 200 Ib: Galvanized GA 2ZDJ4 25 ft. 215 Ib. Self Colored Dayton 1DJZ9 
100 ft. Zou i: Plain GA 2ZDJ8 4 25 ft. 215 Ib. Galvanized Dayton 1DKB3 
3/0 100 ft. 305 Ib. Zinc GA 2ZDH8 100 ft. 215 Ib. Self Colored Dayton 1DKA1 
4/0 100 ft. 365 Ib. Zinc GA 2ZDH9 100 ft. 215 Ib. Galvanized Dayton 1DKB4 
Jack Link Chains 3 Zo Ik, 270 Ib. Galvanized Dayton 1DKB5 
100 ft. 34 Ib. Plain GA 2ZDG6 100 ft. 270 Ib. Galvanized Dayton 1DKB6 
100 ft. 43 |b. Zinc GA 2ZDE8 205 It, 325 |b. Self Colored Dayton 1DKA2 
10 100 ft. 43 |b. Nickel GA 2ZDF5 D 25 ft. 325 Ib. Galvanized Dayton 1DKB7 
100 ft. 43 |b. Brass GA 2ZDG2 50 ft. 325 Ib. Self Colored Dayton 1DKA3 
100 ft. 43 |b. Plain GA 2ZDH2 100 ft. 325 Ib. Galvanized Dayton 1DKB8 
100 ft. 29 |b. Nickel GA 2ZDF4 { 25 ft. 390 Ib. Galvanized Dayton 1DKB9 
49 100 ft. 29 |b. Brass GA 2ZDG1 100 ft. 390 Ib. Galvanized Dayton 1DKC1 
100 ft. 29 Ib. Plain GA 2ZDH1 10 ft. 465 Ib. Galvanized Dayton 1DKC2 
100 ft. 29 Ib. Zinc GA 2ZDJ9 1/0 25 ft. 465 |b. Self Colored Dayton 1DKA4 
100 ft. 11 Ib. Plain GA 2ZDG4 50 ft. 465 Ib. Galvanized Dayton 1DKC3 
44 100 ft. 16 Ib. Zinc GA 2ZDE7 10 ft. 945 Ib. Galvanized Dayton 1DKC4 
100 ft. 16 Ib. Nickel GA 2ZDF3 5/0 25 ft. 045 Ib. Self Colored Dayton 1DKA6 
100 ft. 16 Ib. Plain GA 2ZDG9 20 ft. 945 Ib. Self Colored Dayton 1DKA7 
100 ft. 8 Ib. Plain GA 2ZDG3 oO Tt. 945 Ib. Galvanized Dayton 1DKC5 
100 ft. 10 Ib. Zinc GA 2ZDE6 10 ft. 700 Ib. Galvanized Dayton 1DKC8 
16 100 ft. 10 Ib. Nickel GA 2ZDF2 4/0 00 ft. 700 Ib. Self Colored Dayton 1DKA9 
100 ft. 10 Ib. Brass GA 2ZDF8 50 ft. 700 Ib. Galvanized Dayton 1DKC9 
100 ft. 10 Ib. Plain GA 2ZDG8 5/0 50 ft. 925 lb. Self Colored Dayton 1DKB2 
100 ft. 5 Ib. Zinc GA 2ZDE5 OU TL, 925 lb. Galvanized Dayton 1DKD2 
18 100 ft. 5 Ib. Nickel GA 2ZDF1 Straight Passing Link Chains 
100 ft. 5 Ib. Brass GA 2ZDF7 5/0 10 ft. 450 Ib. Galvanized Dayton 1DKH3 
100 ft. 5 Ib. Plain GA 2ZDG7 00 ft. 450 Ib. Galvanized Dayton 1DKH4 
90 100 ft. 3 Ib. Nickel GA 2ZDE9 4/0 10 ft. 600 Ib. Galvanized Dayton 1DKH5 
100 ft. 3 Ib. Brass GA 2ZDF6 OU TE. 600 Ib. Galvanized Dayton 1DKH6 
Straight Link Coil Chains Twist Link Coil Chains 
4 Zoi: 205 Ib. Galvanized Dayton 1DKE2 4 10 ft. 195 Ib. Galvanized Dayton 1DKG2 
100 ft. 205 Ib. Galvanized Dayton 1DKE3 00 ft. 195 Ib. Zinc Dayton 1DKG3 
D 10 ft. 310 Ib. Galvanized Dayton 1DKE4 3 00 ft. 240 Ib. Galvanized Dayton 1DKG5 
OU TL. 310 Ib. Galvanized Dayton 1DKE5 2 10 ft. 295 lb. Galvanized Dayton 1DKG6 
{ 10 ft. 370 Ib. Galvanized Dayton 1DKE6 4/0 10 ft. 415 |b. Galvanized Dayton 1DKG8 
00 ft. 370 Ib. Galvanized Dayton 1DKE7 OU IL. 415 Ib. Galvanized Dayton 1DKG9 
4/0 10 ft. 440 lb. Self Colored Dayton 1DKD3 2/0 00 ft. 495 |b. Galvanized Dayton 1DKH2 
10 ft. 440 lb. Galvanized Dayton 1DKE8 








™~ . : ) | No. 
C Pi OXEF4 ; 
y SO Oy PEERLESS (057.5 
i j & os S é A KI'T'O GROUP COMPANY 
~~ CAMPBELL = B/A tidied 
~ sidecases Large opening and threaded locking sleeves 
Grade 30 Connecting Links Grade 70 Double make attachments easy and secure. Grade 316 
= a stainless steel provides corrosion resistance 
Attach accessories to connect chain pieces Clevis Links and extra strength. Zinc-plated, low-carbon 
together. Drop-forged, heat-treated carbon steel is Reusable, easy-to-install connectors for short- or steel prevents rusting. 
self-colored. Meet design requirements of Federal long-term use. Steel with natural finish. Not for Trade Working Item 
specification RR-C-271D, Type Il. Do not exceed the | overhead lifting Size Load Limit Brand No. 
working load limit. ) Low Carbon Steel 
Trade Working Item A 880 Ib. Peerless 38XH96 
Trade Working Item Size Load Limit No. 316 Stainless Steel 
Size Load Limit No. 6 4700 Ib. OXHY2 a0" 616 Ib. Ronstan 6HJCE 
A 1400 Ib. 49JN74 yi 6600 Ib. 9XDM5 A 7165 Ib. Ronstan 6HJC7 
He 2000 Ib. 49JN75 A 11,300 Ib. OXEF4 Ae 2425 Ib. Ronstan 6HJC8 
3" 2800 Ib. 49JN76 5%" 15,800 Ib. 9XE48 Ae 3960 Ib. Ronstan 6HJCO 
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MATERIAL HANDLING Scan. Order. Done. 
Chain Slings Details on page Al. 












Chain Sling Selection Guide Hiesevintion 


: Single, grab hook each end 
Single, oblong master link and grab hook 
Single, oblong master link and sling hook 
dt \\, Single, sling hook one end, grab hook one end 
7 7 p & ee fb & S___ Single, sling hook each end 
1 i j , g DOG Double, oblong master link and grab hook each leg 
( » DOS Double, oblong master link and sling hook each end 
TOS Triple, oblong master link and sling hook each leg 
TOG ___Triple, oblong master link and grab hook each leg 
SOG SSG Sss QOG Quad, oblong master link and grab hook each leg 


Note: When using slings in pairs, the reach should be matched. QOS Quad, oblong master link and sling hook each leg 














SFT SLING § 10FT SLING 
LENGTH LENGTH 

























coe Item Item 
pewag Chain Size Sling Capacity @ 90° Sling Type No. No. 
Grade 80 Alloy Steel - Dayton 
aa 3,500 Ib SGG 2UKD5 2UKD7 
= 6,100 Ib DOS 2UKD9* — 
. . 7,100 Ib SGG 2UKE9 2UKE3 
Chain Slings ros —— a 
4 is — 
Durable metal ID tag is attached Grade 80 Alloy—Manufactured from alloy Grade 100 Steet tan sag sas s3KE0G S3KER7 
to each sling. steel and engineered for superior strength, Ye in 4,700 |b DOS 33KE84 * | 33KE76 * 
capacities for the lowest angle at which_ with Grade 80. % in 8,800 Ib SOS 38Y933 38Y925 
slings are rated for use. a is 15,200 Ib DOS 38Y922 * 38Y914 * 
; Grade 120 Alloy—Workload limits are up Sin 15,000 Ib SOS 38Y892 | 38Y886 
Grade 63 Stainless Steel— —_ ig 50% higher compared to G80. Lighter in 7 aaa eae pte, Te 
Chain and components are weight when you downsize your sling, with om 39,100 Ib DOS 38Y865 * | 38Y859 * 
rated for overhead lifting. Not for higher design factors and improved wear resis- % in eet aoe ee 
temperatures over 650°F. tance when used at Grade 80 workload limits. ‘Grade 120 Alloy Steel - Pewag 
SOS 2VCF2 2VCK8 
5FTSLING | 10FTSLING SOG 2VCH5 2VCH6 
LENGTH LENGTH 5,200 Ib S86 2vGW2 2VCJ3 
tem tem 
Chain Size Sling Capacity @ 90° Sling Type No. No. SSS 2VCK2 2VCK3 
Grade 63 Stainless Steel - Pewag ¥32 in DOS 2VCF4 * 2VCL5 * 
Aaah SOS 2VCR5 2VCR6 9,000 Ib DOG OVCF5 * | 2VCL2 = 
SSS 2VCT3 2VCT4 TOG 2vcL8 * | 2vcL9 * 
He in 2,400 Ib DOS 2vcui1 * | 2vcu2 * 13.500 Ib TOS 2VCN5 * | 2VCN6 * 
3 600 Ib TOS 2vcus * | 2vcu9 * Q0G 2vcP2 * | 2VCP3 * 
Q0S = 2vcwi1 * Q0S 2vcP8 * | 2VCP9 * 
a eS — ae 
%p in 4,600 Ib DOS 2vcG7 * | 2vCU3 * 10,600 Ib SSG 2VCJ4 2VCJ5 
7,000 Ib a08 aiew2 =~ —>vCws Sac SVCJ9 DCR 
5500 Ib SOS 2VCG8 2VCR8 ¥% in 18.400 lb DOG 2vcro. * | 2vCL3 * 
SSS 2VCG9 2VCT6 DOS 2vCF8 * | 2VCL6 * 
a oe — ee 
; aq 7 * | 2VCNe * 
14,300 Ib Qos ovcwa * | 2vCW5 * 27,900 Ib Q0G 2vcPa* | 2VCP5 * 
9,300 I 808 pvcH? ~~ 2VCR9 08 Sveel  2VvGLt 
pie 13,900 Ib SSS 2VCH3 — SOG 2VCH9 2VCJ1 
15,800 Ib DOS 2VCH4 * | 2VCU5 * 17,900 Ib SSG 2VCJ6 2VCJ7 
i oe: ae =a ae 
; 7? 7 
9,300 Ib SSS — 2VCT9 ¥% in DOS 2veGs * | 2vCL7_ ~ 
F000 Ip SOS OvCTi OVCT2 31,000 Ib DOG ovcG4 * | 2VCL4 * 
sein SSS 2vCT8 — TOG 2vCN3_* | 2VCN4 
23,600 Ib DOS 2VCU6 2VCU7 46.500 Ib TOS 2VCN9 2VCP1 
36.100 Ib TOS 2vcV7 * | 2veve * Q0G 2vCP6. * | 2VCP7 * 
Q0S avcws * | 2vcwo * Q0S 2VCR3_* | 2VCR4 * 
* Load capacity @ 60° angle. 
eee 
s eaaranl pewag 
Fe)" { Ke) @ | 2 ® Chain Sling Item 
(© LiftAll Size SlingLength Capacity@ 60° Sling Type No. 
PRODUCTS FOR BETTER LIFTING — Grade 80 Alloy Stool - Dayton SUT; —_ 
7 . re t 4 
Adjustable Chain Slings a 10 3 600 aPcw2 
- t ; 
Handle odd-shaped, hard-to-position loads en 10f 6,100 Ib 2 Adjustable, Control Plate, Sling Hook apcW4 
. . _ 2 . . . t 4 5 
using either 1 Or fs point lifts. Proof tested ¥. in 12°300 Ib APGWE 
and supplied with certificate of test. Ideal for Grade 100 Alloy Steel - Lift-All 
use where headroom is limited, with portable the in. a aoa 
hae cranes and balanced or unbalanced %o in bit 7,400 b 2 Adjustable, Control Plate, Sling Hook eA 
Oads. ar 10ft 15,200 |b ATZK6 
Note: See Grainger.com® to view sling capacities for the 14 ft 15,200 Ib 4TZK7 
lowest angle at which slings are rated for use. Grade 100 ane Steel - reway b { Adjustable, Oblong, Sling Hook OVCEE 
5 ft 7,400 Ib 2 Adjustable, Grab Hook, Oblong 2VCE3 
Grade 100 Alloy—+25% WLL comparedto @ ine #2 iN ——F 11,200 Ib 4 Adjustable, Oblong, Sling Hook 2VCE5 
G80. Pewag chain slings include integrated Gicde 406 _ Ee 2 Adjustable, Oblong, Sling Hook aT 
XK" shortening hook to adjust chain length. sin tot 4,300 Ib { Adjustable, Oblong, Sling Hook 2VCE7_* 
Heat resistant to 400°F. Meet the 20,000 cycle 10 ft 15,200 Ib 2 Adjustable, Oblong, Sling Hook 2VCF1 
10 ft 15,200 Ib 2 Adjustable, Grab Hook, Oblong 2VCE8 


ASTM Standard fatigue test for G100. 80 * Load capacity @ 90° angle. 


Wa rning! Do not exceed sling capacity. Sling capacity for an assembly with multiple slings is equal to the lowest sling capacity of the slings in 


the assembly. Chain slings should never be used at angles lower than the lowest angle for which they have a rated sling capacity. 
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MATERIAL HANDLING 
Nylon Web Slings 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Endless - Type 5 








Attached Eye 
Cargo Basket 
- Type 9 


Universal 
Link - Type U 





Flat Eye and 





Eye - Type 3 
- (© ) S STREN-FLEX’ 
Vertical Basket LiftAll LS SSS 
Hitch Choker Hitch Nylon Web Slings PRODUCTS FOR BETTER LIFTING STRENGTH & FLEXIBILITY IN LIFTING 
i Length __Capacity Hitch Cap._Capacity__ Brand __ItemNo._ —« Nyion webbing is recommended Reverse Eye-Type 6—Features 
3 ft. 2000 1b. 16001b. 4000 lb. _—_Lift-All__——-38R697 for general purpose lifting reinforced eyes and wear pads on 
ss a Sa ae a Lat —agnege— Red core warning yarns both sides of body and eyes for 
1 i ft am . u om an bp. Lit ane indicate wear for easy maximum wear resistance. Butted 
500 Ib. ift- ; 
= ett 8400 Ib-5000 Ib-12.800 lb. Lift-All SPK93 inspection and replacement edges are sewn together to double the 
10 ecu i Son . 1 2,800 ua — 8ETLO = Required tags show rated sling width. 
i ift- 38V229 i 
Aft. 6200 1b. 4900 Ib. 12,400 Ib. _Lift-All_ 38182 capacities and material type Twisted Eye and Eye-Type 
5 ft. 4800 lb. 3800lb. 9600 Ib Lift-All  38V230 = Meet OSHA 29 CFR 1910.184 4—Similar to Type 3 ' 
2 6 ft. 4800 Ib. 3800 1b. 9600 lb._Lift-All___38V231 and AMSE B30.9 Standards pea, AO TYPE XCepn eyes aly 
2 — et rh —Fn etn —E ai | a 
: t. Lift: sie cc 
12 ft 12.400 Ib. 9900 lb 9900 Ib. Lift-All 9011 Endiess—Type 5—Versatile slings crane hook. 
Flat Eye and Eye - Type 3 economically priced for use in all three ‘ , 
hia 1200 1b. 9501b. 24001b. Lift-All  38U821 , f hit fs euertical Chol d Universal Link-Type U—Helps 
7 Ht. 1600 lb. 1280 lb. 3200lb. Lift-All 387753 ypes of Nitcnes: vertical, CNOKer, an tend slina life by protecti bbi 
| extend sling life by protecting webbing 
Sit 1000 lb. 800lb.  2000lb.  Lift-All  38R689 basket. Spread sling legs for improved 
3 ft 1600 Ib. 1280 lb. 3200 |b. Lift-All 381755 oad hal Blind roles Ga ninieil from abrasion on rough crane hooks. 
4ft_12001b.  950lb.  2400lb. _Lift-All  SAWLO oad balance. ollng rotates to minimize ilink fitting wi : 
1 ! eatures Unilink fitting with Web-Trap 
Att. 1600 lb.  1280lb.  3200lb.  Lift-All 381756 wear. 
6 1900 b. 800 2000 b. LiftAl 38R690 on each end for use in three hitch 
ift-All 381758 ma a ili 
aE SGN 00 e100 eT saRGOT Flat Eye and Eye Type 3—Popular types. Unilinks allow choking from 
9 tt. 1600 Ib. 1280 |b. 3200 Ib. Cift-All 381760 slings for use in all three types either end to help vary wear points. 
9 ft. 2400 lb. 1900lb.  4800lb.  Lift-All  38U853 
2 Tt. 3200 Ib.  2500lb.  6400lb. _‘Lift-All_ 38790 of hitches. Easter to pau from Attached Eye Cargo Baskets—Type 
4ft. 2000 Ib. 1600 Ib. 4000 Ib. Lift-All_—38R691_-- beneath the load than sling Types 1, g_ ight quty basket sling has a wide 
1 Att. 9400 |b.  1900lb.  4800lb.  Lift-All 8AWL1 2 and 4. i 
4 ft. 3200 lb.  2500lb.  6400lb. _Lift-All | 38T793 body for load stability. 
9" 6 ft. 9000 |b.  1600lb.  4000lb.  Lift-All  38R692 
6 ft. 3200 lb.  2500lb. 6400lb.  Lift-All 387795 Vertical Basket 
6 fi. 4000 lb. 3200lb. 8000lb.  Lift-All  38R696 Hitch = Choker Hitch 
8 tt. 3900 Ib. 9500 Ib 6400 |b. Lift-All 381797 No. of Plies Width Length Capacity HitchCap. Capacity Brand Item No. 
10 ft. 3200lb. 2500lb. 6400lb. _Lift-All 381780 Sit $200 1b. 2000 1b. 6400 Ib. LITA (387953 
12 ft. 3200lb. 2500lb.  6400lb. Lift-All  38T782 1 4 ft. 3200 Ib. 2000 1b. 6400 Ib. CL IM-ANl 381904 
20ft. 3200lb.  2500lb. 6400lb.-‘Lift-All 387791 6 ft. 3200 Ib. 2900 Ib. 6400 Ib. CL IT-All 88 T9956 
6 tt. 4800 lb. 3800lb.  9600lb.  Lift-All 387833 2 Tt. 6400 Ib. 9000 1b. 12,800 1b. CL ift-All_ 381983 
3 20ft. 4800lb. 38001b.  9600lb. Lift-All 387829 A tt. 4800 1b. 3800 1b. 9600 1b. LTA! 38039 
4 tt. 4800 Ib. 3800 Ib 9600 Ib. Lift-All 36LG60 4 tt. 6400 Ib. 5000 Ib. 12,800 Ib Lift-All 381986 
F 10 ft. 64001lb.  5000lb. 12800lb.  Lift-All 387855 6 ft. 4800 1b. 3800 1b. 9600 1b. —_LITT-Al! 38041 
9 ft. 6400 Ib. 5000 Ib. 12 800 Ib. Lift-All 381957 6 ft. 6400 Ib. 5000 lb. 12,800 Ib Lift-All 381988 
6 12 tt. 7200 Ib. 5800lb. 14400lb.  Lift-Alll 38U946 D 2 8 ft. 6400 lb. 5000 Ib. 12,800 Ib. —_Lift-All 381990 
9 ff. 5400 Ib. 1900 Ib 4800 Ib. Lift-All 380088 10 ft. 4800 Ib. 3800 Ib. 9600 Ib Lift-All 38V026 
Ff. 3900 Ib. 5500 Ib. 6400 Ib. Lift-All 381936 10 ft. 6400 Ib. 5000 Ib. 12,800 Ib Lift-All 381973 
3 TT. 3900 Ib. 5500 Ib. 6400 |b. Lift-All $7262 12 Tt. 4800 Ib. 3800 Ib. 9600 Ib Lift-All 38V028 
“ ft. 9400 Ib. 1900 Ib. 4800 |b. Lift-All SRMP6 12 ft. 6400 Ib. 5000 Ib. 12,800 Ib Lift-All 381975 
Z ft. 3900 Ib. 5500 Ib. 6400 Ib. Lift-All SEW55 20 ft. 6400 Ib. 5000 lb. 12,800 Ib Lift-All 381984 
1" 5 ft. 2400 lb. 1900lb. 4800lb.  Lift-All 38U990 3 10 ft. 8800 Ib. /040 lb. 17,600 Ib. _Lift-All 38U011 
6 Tt. 3900 Ib. 2500 Ib. 6400 Ib. Lift-All SEN90 4 12 i, 11,900 Ib. 9200 1b. 23,000 lb. —_Lift-All 38U049 
8 ft. 3200 lb.  2500lb. 6400lb.  Lift-All 97118 20 ft. 8600 Ib. _69001b. _17,2001b. _Lift-All 38V104 
10 ft. 3900 Ib. 2500lb. 6400 Ib. Lift-All 8UY66 : : 6" 20 ft. 16,500 Ib. 13,200 lb. 33,000 Ib. —Lift-All 38U093 
12 ft. 3200lb.  2500lb. 6400 Ib. Lift-All 8EPC5 Universal Link - Type U 
20ft. 3200lb. 2500lb.  6400lb. Lift-All 381937 1 4 tt. 2400 Ib. 1900 1b. 4800 Ib. LITA 88 T0538 
Vaid 4800 lb.  3800lb. 9600lb.  Lift-All | 38V021 3 ft. 6400 lb. 5000 !b. 12,800 lb. _—Lift-All__—«38R888 
2ft_ 6400lb. 5000lb. 12,800 1b. Lift-All 387968 9 4it 6400 Ib. 39000 1b. 12,800 Ib. LITt-All__38R889 
4 tt. 6400 Ib. 5000 lb. 12,800lb. _Lift-All  8UY67 D 9 ft. 6400 Ib. _ 5000 1b. 12,800 lb. _Lift-All_ _38R890 
6 tt. 6400 Ib. 5000 Ib. 12.800 Ib. Lift-All 8YD55 8 tt. 4800 |b. 3800lb. 9600 Ib. Lift-All 381112 
7 ft. 6400 Ib. 5000 lb. 12,800 Ib. Lift-All 381971 20 ft. 6400 Ib. 5000 lb. 12,800 Ib. Lift-All 38R887 
3" 8 tt. 6400 Ib. 5000 lb. 12,800lb.  Lift-All 9UGCO 4 8 tt. 8600 lb. 6900lb. 17,200lb. — Lift-All 381148 
10 ft. 6400 lb.  50001b. 12,.8001b.  Lift-All 8EPC7 Basket Hitch 
1? ft. 6400 lb.  50001b. 12,.8001b.  Lift-All OLGY6 No. of Plies Width Length Capacity Brand Item No. 
D 16 ft. 6400 lb.  5000lb. 12,800 lb. _Lift-All 381964 Attached Eye Cargo Basket - Type 9 
18 ft. 6400 lb.  5000lb. 12,800lb. Lift-All 387966 6" 4 tt. 3000 Ib. Stren-Flex 25K433 
90 ft. 4800 lb. 38001b. 9600 Ib Lift-All  38V022 6 ft. 3000 Ib. Stren-Flex 30H213 
90 ft. 6400 lb. 5000lb. 12,.800lb. Lift-All  38T969 ey 8 ft. 3000 Ib. Stren-Flex 25K439 
4 tt. 8800 lb. 7040lb. 17,600lb. Lift-All  38U005 ile 6 ft. 3000 |b. Stren-Flex 30H223 
6 ft. 6600 |b.  52801b. 13,2001b. Lift-All QCTR5 Att. 3000 Ib. Stren-Flex 25K448 
6 tt. 8800 |b. 70401b. 17,6001b.  Lift-All  38U007 12" 6 ft. 3000 Ib. Stren-Flex 30H228 
8 Tt. 6600 |b. 52801b. 13,2001b.  Lift-All 9R098 , 8 Tt. 3000 Ib. Stren-Flex 25K449 
cl 8 Tt. 8800 |b. 70401b. 17,600lb.  Lift-All  38U009 Att. 5000 Ib. Stren-Flex 25K453 
10 ft. 8800 |b. 7040 1b. 17,600lb.  Lift-All 381992 16" 6 ft. 5000 Ib. Stren-Flex 30H233 
121. 6600 lb. 5280 lb. 13,2001b.  Liff-All OKEM3 1? ft. 5000 Ib. Stren-Flex 25K455 
ii 8800 lb. 7040lb. 17,6001lb.  Liff-All 387994 30" 8 ft. 5000 Ib. Stren-Flex 25K459 
D0 ft. 8800 lb. 7040 lb. 17,600lb.  Liff-All  38U003 6 ft. 5000 Ib. Stren-Flex 30H243 
6 ft. 11,500 lb. 92001lb. 23.000lb. Lift-All 380043 24" 8 ft. 5000 Ib. Stren-Flex 25K464 
Bit 11500lb. 92001lb. 23.000lb.  Lift-All  38U045 12 it. 5000 Ib. Stren-Flex 25K465 
4 10ft. 11.500lb. 9200lb. 23000lb. Lift-All  38U029 6" 4 tt. 6000 Ib. Stren-Flex 25K468 
12ft.  11,500lb. 9200lb. 23.000lb. Lift-All 380031 Att. 6000 Ib. Stren-Flex 25K483 
14ft.  11,500lb. 92001b. 23.000lb. Lift-All 380033 12! 6 ft. 6000 Ib. Stren-Flex 30H263 
D0 ft. 11,500lb. 9200lb. 23,000lb. Lift-All  38U039 8 ft. 6000 Ib. Stren-Flex 25K484 
6" 6 ft. 16,500 lb. 13,200lb. 33,.000lb. Lift-All  38U079 Aft. 10,000 Ib. Stren-Flex 25K488 
Oft.  16500lb. 13,200lb. 33,000lb. Lift-All  38U075 16" 6 ft. 10,000 Ib. Stren-Flex 30H268 
4 iu 4 tt. 5000 Ib. 4000lb. 10.000lb.  Lift-All  36LG61 9 10 ft. 10.000 Ib. Stren-Flex 30H269 
Reverse Eye - Type 6 (With Wear-Resistant woveth 90" 6 ft. 10,000 Ib. Stren-Flex 30H273 
1 2 4 tt. 3600 lb. 290 7200 lb. -Lift-All  36LG62 eit 10,000 Ib. Stren-Flex 25K494 
Twisted Eye and Eye - Type 4 6 ft. 10,000 Ib. Stren-Flex 30H278 
9" 5 ft. 3200 lb. 25001b.  6400lb. Lift-All 387814 8 ft. 10,000 Ib. Stren-Flex 25K499 
1 10 ft. 9400 |b.  1900lb.  4800lb.  Lift-All  38U858 94" 1? ft. 10,000 Ib. Stren-Flex 25K501 
cl 90 ft. 4800 lb. 3800lb.  9600lb.  Lift-All 381847 14 ft. 10,000 Ib. Stren-Flex 30H280 
q 12 tt. 4800 lb.  3800lb.  9600lb.  Lift-All  38U928 Te tt 10,000 Ib. Stren-Flex 25K502 
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Polyester Round Slings & Web Slings Details on page A1. 
<—_____Length______,» DAYTON LIFT-ALL 
Eye Vertical Choker Basket Hitch Color Width Item Width Item 
L__Length Load Hitch Cap. Capacity Code | Under Load No. Under Load No. 
Endless Endless 
3ft —  2600lb. 2100/Ib. 5200 Ib. Purple 1% 2MJK3 1 4A767 
3ft.  —  5300lb.  4200/b. 10,600 Ib. Green 1H 2MJL4 TH 3KN79 
3ft. —  8400lb.  6700/Ib. 16,800 Ib. Yellow 17 2MJN3 IEA 2RU55 
Aft. —  2600lb. 2100Ib. 5200 Ib. Purple TH" 2MJK5 il 3KN75 
Aft. —  5300lb.  4200Ib. 10,600 Ib. Green TH" 2MJL6 TH" 3KN80 
Eve and Eye aft. —  8400lb.  6700Ib. 16,800 Ib. Yellow TH 2MJN4 IEA 3KN81 
y y 6ft. —  2000Ib. 2100Ib. 5200 Ib. Purple Ti" 2MJK7 ily 3KN76 
& . 6ft. —  5300Ib.  4200Ib. 10,600 Ib. Green TH" 2MJL7 TH 4768 
Dayton —s 6ft. .—  8400lb. 6700Ib. 16,800 Ib. Yellow TH 2MJN5 EA 3KN82 
6ft. — 13,200lb. 10,.600lb. 26,400 Ib. Red DV," 2MJP1 z 2RU58 
6ft. — 21,200lb. 17,000lb. 42,400 Ib. Blue 3" 2MJP6 D5" 2RU61 
O}LiftAN —— a Te 
i — 9 reen v2" 8" 
(0) ose ea 8ft— 8400 lb. 6700 lb. 16.800 lb. Yellow | 174" 2MJNG 13" 3KNB3 
8ft. —  13,200lb. 10,.600lb. 26,400 Ib. Red DV," 2MJP2 a 3KN73 
Polyester U) 8ft.  — 21,200lb. 17,000lb. 42,400 Ib. Blue cd 2MJP7 D5 2RU62 
10ft. —  2600Ib. 2100/Ib. 5200 Ib. Purple TH 2MJL2 ii 2RU52 
Round Slin S VERTICAL CHOKER BASKET 10ft. —  5300lb.  4200/Ib. 10,600 Ib. Green TH 2MJL9 TH 3KN78 
g 10ft. —  8400lb. 6700/Ib. 16,800 Ib. Yellow 17 2MJN7 1H; 4A770 
ae 22 10 ft. — 13,200lb. 10,600lb. 26,400 Ib. Red DV," 2MJP3 z 3KN72 
= Color-coded for quick identification 10 ff. — 212001b. 17.000 lb. 42.400 Ib. Blue 3 2MPE 258 SKN74 
i in tight! 12 ft.  —  53001b. 4200 Ib. 10,600 Ib. reen TH gi 5 
= Sling nate against load to grip tightly 12 ft. —  8400lb.  6700/Ib. 16,800 Ib. Yellow 17H 2MJN8 TH; 2RU56 
7 Only 3% stretch for better load control {2 ft. — 13,200 lb. 10,600 |b. 26,400 il Red 2i8 iM 2 ail 
12 ft. —  21,200lb. 17,000 lb. ue ; g 
Load-bearing yarns protected by UV degradation and slings 20, —  5300|b. 42001b. 10.600 Ib, Green 13" MIN? 135" RUS4 
are resistant to grease and most acids. Wear points of all d0ft. —  8400lb.  67/00Ib. i G50 Ib. Yellow i Ze 2MING 1 a 2RUG7 
2 er sare [i d0ft. —  13,200lb. 10.600 lb. e Ai E 
endless-style slings snift with each use for maximum sling life. o0f = 212001b-17:000 lb 42.400 Ib. Ble zi ANTE 557! SRUGA 
Temperature range: -50° to 200°F. All load fibers protected by Eye and Eye i = = — 7 = 
a _ Aft 10° 26001b. 2100 Ib. 5200 Ib. urple V;" fy 
two woven covers. Eye and Eye style has an additional wear Aft. 10" 53001b. 4200 1b. 10.600 lb. Green Ws oMJR4 WA ORUGT 
resistant cover to extend sling life. Remove sling from service 4ft. 12" 8400 lb. 6700 Ib. 16,800 Ib. __ Yellow 25" 2MJR6 a 2RU69 
when red striped white core yarns are exposed. Meet or exceed at ie ai i oon i ons Faure oth oie a ann 
all OSHA and ASME B30.9 Standards. 6ft. 12° 8400lb. 6700\Ib. 16.800 Ib. Yellow DV," 2MJR7 DV" 2RU70 
THREE TYPES OF USES Surface yarns are connected side to —_ Easier to remove from beneath the load 
iff | side to protect core yarns, but also than sling Types 1, 2, and 4. 
4 / I/ position surface and tensile yarns to —_ Twisted Eye and Eye-Type 
V4 Mi / Meet or exceed all OSHA and ASME turned 90° and nest easily on the 
Endless-Type 5—Versatile slings . . 
Twisted Eye and Eye - =e 4 VERTICAL CHOKER BASKET . Universal Link-Type U—Helps 
Flat Eye and Eye - Type 3 economically priced for use in all extend sling life by protecting webbing 


Endless - Type 5 three types of hitches: vertical, 
choker, and basket. Spread sling 


Poly Web Slings legs for improved load balance. 


= Woven surface yarns cover each side and carry a portion of the load Sling rotates to minimize wear. 
= Longitudinal core yarns carry the majority of load 

= Red core warning yarns indicate damage 

= Tuff-Tag™ provides serial numbered identification for traceability 


from abrasion on rough crane hooks. 
Features Unilink fitting with Web-Trap 
on each end for use in three hitch types. 
Unilinks allow choking from either end 
Flat Eye and Eye-Type 3—Popular to help vary wear points. 

slings for use in all three types of 

hitches: vertical, basket, and choker. 





Tuff-Edge Tuff-Edge 
Vertical Choker Basket Polyester | Polyester Vertical Choker Basket Polyester | Polyester 
Width Length Hitch Cap. Hitch Cap. _Hitch Cap. Item No. Width Length Hitch Cap. Hitch Cap. _— Hitch Cap. Item No. 
Endless - Type 5 4 tt. 38U695 381/19 
Single-Ply 5 Tt 38U696 381720 
mit 38U637 | 387668 6 ft 38U697 | 381721 
4 ft. 38U640 | 42ZV42 8 Tt 38U699 381723 
5 tt. 38U641 381670 oft 38U701 381724 
6 ft. 38U642___ 1A595 10 ft 38U683 381707 
8 Tt. 38U644__4ZV43 4" 12 tt 11,500 lb.  9200Ib. 23,0001b. | 38U685 | 387709 
i amet a ae a 
14 ft 38U687 7 
{ 12 ft 8200 1b. — 25001b. = 6400 lb. | 38620 | BWPP4 16 ft 38U689 | 381713 
13 ft. 38U630 | 387661 17 tt 38U690 381714 
14 ft. 38U631 | 38T662 18 ft 38U691 381715 
16 ft. 38U633 | 38T664 50 ft 38U693 381717 
17 ft 38U634 | 387665 Aft 38U714 | 381737 
18 ft. 38U635 | 387666 5 Tt 38U715 | 381738 
20 tt. 38U638 387669 6 ft 38U716 | 381739 
mi 38U656 | 387681 8 TL 38U718 381741 
4 ft. 38U659 | 4ZV46 oft 38U719 | 381742 
5 ft. 38U660 381684 10 ft. 38U702 381725 
6 ft. 38U661__ 1A596 6" 12 ft. 16,500 lb.  13,2001b. 33,000 1b. | 38U704 | 381727 
8 Tt. 38U663 | 381686 13 ft 38U705 381728 
i area fH ees 
16 tt 38U708 7 
2 12 tt 6400'b. = 5000 'b. 12,800 Ib. 3648 AZV45 17 ft 38U709 | 381732 
13 ft. 38U649 | 381674 18 tt 38U710 381733 
14 ft 38U650 | 387675 90 tt 38U712 | 381735 
16 ft. 38U652 | 381677 Double-Ply 
17 ft 38U653 | 381678 mia 380730 | 387422 
18 ft. 38U654 | 381679 5 Tt 38U734 | 381424 
20 tt. 38U657 | 38T682 6 ft 38U735 | 381425 
4 ft. 38U677 | 381701 8 Tt 38U737 | 381427 
5 tt. 38U678 381702 oft 38U738 381428 
6 ft. 38U679 381703 10 ft 38U720 | 381412 
8 Tt. 38U681 381705 1" 12 tt 6200lb. 4900 lb. 12,400 1b. | 38U722 | 381414 
0 ft. 38U682 381706 13 ft 38U723 381415 
10 ff. 38U665 | 38T688 14 tt 38U724 | 381416 
3" 12 ft. 8800 lb. 7040 lb. 17,600 lb. | 38U667 | 381690 16 ft 38U726 | 381418 
13 ft. 38U668 | 387691 17 tt 38U727 | 381419 
14 ft. 38U669 | 387692 18 ft 38U728 | 381420 
16 ft. 38U671 | 38T694 20 ft 38U731 381423 
i ete 
20 tt. 38U675 | 387698 D 
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Find the yy. Find Solutions. Find Great Prices. Polyester Round Slings & Web Slings 
a a a Tuff-Edge 
q | CONTINUED | Poly Web Slings (O} LiftAll Vertical Choker Basket Polyester | Polyester 
Width Length Hitch Cap. _ Hitch Cap. _ Hitch Cap. Item No. 
Tuff-Edge 4 ft. 38U380 381602 
Vertical Choker Basket Polyester | Polyester 5 tt. 38U381 387603 
Width Length Hitch Cap.  HitchCap. Hitch Cap. Item No. 6 tt. 38U382 47V10 
Endless - Type 5 (Cont.) 8 fi. 38U384 | 1A600 
Double-Ply (Cont.) 9 ft. 38U385 | 387605 
9 Tt 38U749 381439 10 ft. 38U368 6A259 
4 ft 38U752_ 381442 4" 12 ft. 6400 Ib. 5000 Ib. 12,800 Ib. | 38U370 | 8AHES8 
emia 38U753 381443 13 ft: 38U371 381594 
6 ft. 38U754 381444 14 ft. 38U372 381595 
8 tt. 38U756 381446 16 Tt 38U374 381596 
i sures er uh sure rs 
F 18 ft. 38U37 5 
2 19 ft 12,400 Ib. 9900 Ib. 24,800 Ib. 38741 387431 OH 380378 A7V09 
13 Tt. 38U742 381432 4 ft. 38U417 381636 
14 ft. 38U743 381433 5 tt. 38U418 381637 
16 ft. 38U745 3871435 6 tt. 38U419 381638 
Ty Tt 38U746 381436 8 tt. 38U421 381640 
18 ft. 38U747 381437 9 ft. 38U422 381641 
90 ft. 38U750 381440 10 ft. 38U405 381624 
4 tt. 38U770 381460 6" 12 ft. 9600 Ib. 7700 Ib. 19,200 Ib. | 38U407 | 387626 
5 tt. 38U771 381461 Te fh: 38U408 381627 
6 ft. 38U772 381462 14 ft. 38U409 381628 
8 tt. 38U774 381464 16 ft. 38U411 381630 
9 ft. 38U775 381465 17 ft. 38U412 381631 
10 ft. 38U758 381448 18 ft. 38U413 381632 
a 124 16,300 Ib. 13,000 Ib. 32,600 Ib. 38U760 381450 90 tt. 38U415 381634 
13 ft. 38U761 381451 Double-Ply 
14 ft. 38U762 381452 “Att. 38U454 47V24 
16 ft. 38U764 3871454 5 tt. 38U455 381269 
17 ft. 38U765 381455 6 tt. 38U456 47V25 
18 ft. 38U 766 381456 8 tt. 38U458 47V26 
20 ft. 38U768 381458 9 ft. 38U459 3812/1 
4 ft. 38U788 381478 10 ft. 38U441 2RU93 
5 il: 38U789 381479 1: 12 tk 3200 Ib. 2500 Ib. 6400 Ib. 38U443 381260 
6 tt. 38U790 381480 13 tt. 38U444 381261 
8 tt. 38U792 381482 14 ft. 38U445 381262 
9 ft. 38U793 381483 16 ft. 38U447 381264 
10 ft. 38U776 381466 17 ft. 38U448 381265 
4" 12 tt. 20,700 Ib. 16,500 Ib. 41,400 Ib. 38U778 381468 18 ft. 38U449 381266 
13 ft. 38U779 381469 20 ft. 38U452 381268 
14 ft. 38U780 3871470 “tt. 38U492 47V29 
16 ft. 38U782 381472 5 tt. 38U493 381296 
AZ i. 38U783 381473 6 tt. 38U4904 47V30 
18 ft. 38U784 381474 8 Tt. 38U496 6A241 
ei aoa aoe 9 ft. 38U497 381298 
at. : 10 ft. 38U479 6A242 
6 tt. 38U809 381498 12 i 38U482 381292 
8 tt. 38U811 387501 16 ft. 38U485 2RU95 
9 ft. 38U812 381502 17 ft. 38U486 381294 
10 ft. 38U794 381484 18 ft. 38U487 4ZV28 
6" 12 ft. 28,600 Ib. 23,000 Ib. 57,200 Ib. 38U796 381486 90 ft. 38U490 2RU96 
13 ft. 38U797 381487 5 tt. 38U531 381326 
14 ft. 38U798 381488 6 tt. 38U532 6A243 
16 ft. 38U801 381490 8 tt. 38U534 6A244 
aie 38U802 3871491 0 tt. 38U535 381328 
: ; Ht soars Aa 10 ft. 38U518 6A245 
E. i 12 ft. 38U520 42ZV31 
Flat Eye and Eye - Type 3 8 13 ft 8800 lb. 7040 Ib. 17,6001b. 38591 | 387320 
Single-Ply 14 ft. 38U522 | 387321 
4 tt. 38U268 4ZT98 16 ft. 38U524 2RU97 
6 tt. 38U270 4ZT99 17 ft. 38U525 381323 
8 tt. 38U272 4ZV01 18 ft. 38U526 4ZV32 
9 ft. 38U273 381515 20 ft. 38U528 2RU98 
it ig segue ot 4 ft. 38U566 381354 
F ti 5 ft. 38U567 381355 
d 13 ff 1600 Ib. 1280 Ib. 3200 Ib. 38258 387506 BH 38U568 AZV34 
14 ft. 38U259 381507 8 Tt. 38U570 6A246 
12 i se gey le 9 ft. 38U571 381357 
7 tt. i 10 ft. 38U554 | 6A247 
20 ft. 38U266 381513 1S 38U557 381348 
2 it, 38U304 387541 16 ft. 38U560 2RU99 
4 tt. 38U307 4ZvV04 7 ft. 38U561 381350 
5 ft. 38U308 381542 18 ft. 38U562 381351 
6 ft. 38U309 | 1A597 20 ft. 38U564 | 42V33 
8 ft. 38U311 1A598 4 ft. 38U603 381388 
Pus song ies 5 ft. 38U604 381389 
‘ t 6 ft. 38U605 381390 
2 12 ft 8200 !b. 2500 1b. = 6400 Ib. 38995 | 2RUBS 8 Tt 38U607 | 381392 
13 tt. 38U296 387536 9 tt. 38U608 381393 
14 ft. 38U297 381537 10 ft. 38U590 3813/76 
16 TE 38U299 381538 6" 12 f 16,500 Ib. 13,200 Ib. 33,000 Ib. 38U592 381378 
vai 38U301 387539 13 ft. 38U593 381379 
18 ft. 38U302 4ZV03 14 ft. 38U594 381380 
20 ft. 38U305 2RU90 16 ft. 38U596 381382 
4 ft. 38U344 387571 vai 38U597 381383 
5 ft. 38U345 3815/2 18 ft. 38U598 381384 
6 ig sea date 20 ft. 38U601 381386 
Twisted Eye and Eye - Type 4 
9 ft. 38U349 3815/4 Single-Ply vee 
10 ft. 38U332 4ZV05 2 tt. 38U284 381526 
a 12 Tt. 4800 lb. 3800 Ib. 9600 Ib. 38U334 4ZV06 4 ft. 38U287 381529 
13 ft. 38U335 381565 5 tt. 38U288 381530 
14 ft. 38U336 381566 6 tt. 38U289 381531 
16 ft. 38U338 381567 8 tt. 38U291 381533 
it ig aoaase Ore 9 ft. 38U292 381534 
ia ; 10 ft. 38U274 381516 
20 ft. 38U342 | 2RU91 1 12 ft 1600 lb. 1280lb. 3200 1b. | 38976 387518 
13 Th 38U277 3871519 
14 ft. 38U278 381520 
16 ft. 38U280 3871522 
vai 38U281 381523 
18 ft. 38U282 381524 
20 ft. 38U285 381527 
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Polyester Round Slings & Web Slings Details on page A1. 
«E00 Poly Web Slings (©) LiftAll 
Tuff-Edge Tuff-Edge 
Vertical Choker Basket Polyester | Polyester Vertical Choker Basket Polyester | Polyester 
Width Length Hitch Cap. HitchCap. Hitch Cap. Item No. Width Length Hitch Cap. Hitch Cap. _Hitch Cap. Item No. 
Twisted Eye and Eye - Type 4 (Cont.) 4 tt. 38U584 381370 
Single-Ply (Cont.) 5 It. 38U585 381371 
mit 380323 | 387555 6 ft. 38U586 381372 
4 ft. 38U326 | 387558 8 Tt. 38U588 381374 
5 tt. 38U327 381559 Of. 38U589 381375 
6 ft. 38U328 387560 10 ff. 38U572 | 381358 
8 Th. 38U330 387562 4" 12 ft. 11,500 lb.  9200Ib. 23,0001b. | 38U574 | 387360 
i aie ue aoa 
545 
2 12 ft. $200 1b. 25001b. = 6400 Ib. | 38345 387547 16 ft. 38U578 | 381364 
13 ff. 38U316_ | 387548 17 ft. 38U579 | 381365 
14 ft. 38U317 381549 18 ft. 38U580 | 381366 
16 ft. 38U319 | 381551 20 tt. 38U582 | 381368 
17 ft. 38U320 387552 4 ft. 38U621 381406 
18 ft. 38U321 381553 5 tt. 38U622 381407 
20 tt. 38U324 381556 6 ft. 38U623 381408 
4 ft. 38U362 381587 8 Tt. 38U625 381410 
att 380364 38TS89 ion 3BU609 381304 
3 4 5 
8 Tt. 38U366 | 387591 6 13 ft. 16,500 1b. 13,200 1b. 33,000 1b. 38612 | 387396 
0 ft. 38U367 387592 14 ff. 38U613 381397 
10 ff. 38U350 381575 16 ft. 38U615 | 387399 
3" 12 ft 4800 lb. 3800lb. 96001b. | 38U352 | 381577 17 ft. 38U616 | 381401 
13 ff. 38U353 | 381578 18 ft. 38U617 381402 
14 ft. 38U354 381579 20 tt. 38U619 | 387404 
16 ft. 38U356 381581 Universal Link - Type U 
17 ft. 38U357 387582 Single-Ply 
18 ft. 38U358 | 381583 Aft 38R944 | 38R730 
20 tt. 38U360 | 381585 6 ft. 38R946_ GA251 
Att. 38U398 | 381618 8 Tt. 38R948__38R732 
5 tt. 38U399 | 381619 0 ft. 38R949 | 38R733 
: aie — tis ae ee By 
7 4 7 
oft. 38U404 | 387623 2 13 ft. 8200 1b. 25001b. = 6400 Ib. | ~38R935 | 38R721 
10 ft. 38U386 | 381606 14 ft. 38R936__ 38R722 
4" 12 ft. 6400 Ib. 5000lb. 12,800 lb. | 38U388 | 38T608 16 ft. 38R938 | 38R724 
13 ft. 38U389 | 38T609 17 tt 38R939__ 38R725 
14 ft. 38U390 | 381610 18 ft. 38R940__38R726 
16 ft. 38U392 | 381612 20 tt 38R942__ 38R728 
17 ft. 38U393 | 381613 4 ft. 38R962__ 38R746 
18 ft. 38U394_ | 387614 5 tt. 38R963__38R747 
20 ti. 38U396 381616 6 ft. 38R964__ 38R748 
4 ft. 38U435 | 38T654 8 Tt. 38R966__38R750 
5 tt. 38U436 | 381655 0 ft. 38R967 __38R751 
6 ft. 38U437 | 38T656 10 ft. 38R950 _38R734 
8 Tt. 38U439 | 38T658 3" 12 ft. 4800 lb.  3800lb. 9600lb. | 38R952 | 38R736 
0 ft. 38U440 381659 13 ft. 38R953__38R737 
10 ft. 38U423 | 381642 14 ft. 38R954__38R738 
6" 12 ft. 9600 lb. 7700lb. 19,200 1b. | 38U425 | 387644 16 ft. 38R956__38R740 
13 ft. 38U426 | 381645 17 ft. 38R957__38R741 
14 ft. 38U427 | 381646 18 ft. 38R958 | 38R742 
16 ft. 38U429 | 381648 20 tt. 38R960 _ 38R744 
17 ft 38U430 | 387649 Aft. 38R980 _38R764 
18 ft. 38U431 381650 ai 38R981__ 38R765 
20 tt 38U433 | 38T652 6 ft. 38R982__ GA252 
Double-Ply 8 Tt. 38R984__GA253 
mit 38U470 | 381282 O ft. 38R985__38R767 
4 tt 38U473 38285 10 ff. 38R968__ 38R752 
ai 38U474 | 381286 4" 12 ft. 6400 Ib. 5000 lb. 12,800 lb. | 38R970 | 38R754 
6 ft. 38U475 | 381287 13 ft. 38R971__38R755 
8 Tt. 38U477 | 381289 14 ft. 38R972 | 38R756 
if 380460 381272 Ft 38R975 ~~ 3BR750 
f 7 ft 75 75 
| 12 ft. 8200 |b. 2500 1b. 6400 Ib. | 38462 38T274 18 ft. 38R976 | 38R760 
13 ft. 38U463 381275 20 tt 38R978 | 38R762 
14 ft 38U464 381276 Double-Ply 
16 ft. 38U466 381278 Aft 38R998 | 38R780 
17 ft. 38U467 381279 5 tt. 38R999 | 38R781 
18 ft. 38U468 387280 6 ft. 381001 38R782 
20 ti 38U471 381283 8 Tt. 381003 | 38R784 
2 Tt. 38U509 387310 0 ft. 381004 | 38R785 
4 ft. 38U512 381313 10 ft. 38R986 | 38R768 
5 tt. 38U513 | 381314 9" 12 ft. 6400 Ib. 5000lb. 12,800 1b. | 38R988 | 38R770 
6 ft. 38U514_ 381315 13 ft. 38R989 | 38R771 
8 Tt 38U516_ 381317 14 ft. 38R990 | 38R772 
i a ty ie a ee 
: f 4 7 tt. 
2 12 ft 6400 1b. = 5000'b. —12,800Ib. | s8q501 | 38T302 18 ft. 38R994 | 38R776 
13 ft. 38U502 | 381303 20 tt. 38R996 | 38R778 
14 ft. 38U503 387304 4 ft. 381017 38R798 
16 ft. 38U505 381306 5 tt. 381018 | 38R799 
17 ft 38U506 | 381307 6 ft. 381019 | 38R801 
18 ft. 38U507 | 381308 8 Tt. 381021 | 38R803 
20 tt 38U510 | 381311 0 ft. 381022 | 38R804 
4 ft. 38U548 387341 10 ff. 381005 | 38R786 
5 tt. 38U549 | 381342 3" 12 ft. 8800 lb. 7040 lb. 17,600 1b. | 381007 | 38R788 
6 ft. 38U550 | 387343 13 ft. 381008 | 38R789 
8 Tt. 38U552 | 381345 14 ft. 381009 38R790 
0 ft. 38U553 | 381346 16 ft. 381011 | 38R792 
10 ft. 38U536 | 381329 17 ft. 381012 38R793 
3" 12 ft. 8800 lb. 7040 lb. 17,600 lb. | 38U538 387331 18 ft. 381013 | 38R794 
13 ft. 38U539 | 381332 20 ft. 381015 | 38R796 
14 ft. 38U540 | 381333 4 ft. 381035 38R817 
16 ft. 38U542 | 381335 5 tt. 381036 38R818 
17 ft. 38U543 | 381336 6 ft. 381037 38R819 
18 ft. 38U544_| 381337 8 ft. 381039 | 38R821 
20 tt 38U546 387339 0 ft. 381040 38R822 
10 ff. 381023 38R805 
4" 12 ft. 11,500 lb.  9200Ib. 23,000 1b. | 387025 | 38R807 
13 ft. 381026 38R808 
14 ft. 381027 38R809 
16 ft. 381029 | 38R811 
17 ft. 381030 38R812 
18 ft. 381031 38R813 
20 tt. 381033 38R815 
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THREE TYPES OF USES 






No. 38X511 VERTICAL CHOKER BASKET 
Wire Mesh Slings 


= Galvanized high- Use Roughneck 10-ga. wire mesh slings in 
tensile steel mesh metalworking or other industries where loads are 

= Use in basket or abrasive, hot, or tend to cut web slings. Withstand 
choker hitch temperatures to 550°F. Plated fittings fit most 


= Terminal thickness 14" crane hooks. 


TRIANGLE AND TRIANGLE AND 
CHOKER - TYPE 1 | TRIANGLE - TYPE 2 








Terminal Choker Basket Hitch Item Item 
Width Length Dia. Hitch Cap. _ Capacity No. No. 
4 ft. 2" 2300 Ib. 4600 Ib. 38X501 38X511 * D ayto n ® : 
F 6 ft. 2 2300 Ib. 4600 Ib. 38X502 38X512 = = 
2 8 tt mm 9300 Ib. 4600 Ib. 38X503 38X513 Wire Rope Slings (O) LFftAll 
10 ft. Py 2300 Ib. 4600 Ib. 38X493 38X504 
A ft WA 3500 Ib. 7000 Ib. 383X521 38X531 Eye and Eye slings constructed of 6 x 19 IWRC (Independent Wire Rope Core) 
3 =O Tt ALS 3500 Ib. 7000 Ib. 38X522 38X532 Class wire rope. Operating temperature rating: -60° to 400°F. 
8 tt. 2 V4" 3500 Ib. 7000 Ib. 38X523 38X533 
10 ft. 2 V4" 3500 Ib. 7000 Ib. 38X514 38X524 DAYTON LIFT-ALL 
4 tt. a: 4800 Ib. 9600 Ib. 38X541 38X549 Vertical Choker Basket ltem Item 
; 6 tt. z 4800 Ib. 9600 Ib. 6A257 38X550 Rope Dia. L Hitch Cap. Hitch Cap. Hitch Cap. No. No. 
4 8 tt. 3" 4800 Ib. 9600 Ib. 6A258 38X551 Ya" 2 ft. 1300 Ib. 960 Ib. 2600 Ib. 1DNG7 2RU71 
10 tt. - 4800 Ib. 9600 Ib. 38X534 38X542 Ya" 3 ft. 1300 Ib. 960 Ib. 2600 Ib. 1DNG8 2RU72 
4 ft. 3i," 7200 Ib. 14 400 lb. 38X559 38X569 YA" 4 tt. 1300 Ib. 960 Ib. 2600 Ib. 1DND9 1A591 
; 6 ft. 31h" 7200 Ib. 14,400 Ib. 38X560 38X570 7" 2 ft. 2800 Ib. 2200 Ib. 5800 Ib. 1DNG9 2RU73 
6 8 ft. WA 7200 Ib. 14,400 Ib. 38X561 38X571 Ye" oO tL 2800 Ib. 2200 Ib. 5800 Ib. 1DNH2 2RU75 
10 ft. 3" 7200 Ib. 14,400 Ib. 38X552 38X562 Ye" 4 ft. 2800 Ib. 2200 Ib. 5800 Ib. 1DNF6 42178 
A tt. Ai" 9600 Ib. 19,200 Ib. 38X578 38X588 Ye" 6 ft. 2800 Ib. 2200 Ib. 5800 Ib. 1DNE1 1A592 
; 6 ft. Ai 9600 Ib. 19,200 Ib. 38X579 38X589 Yep" 8 ft. 2800 Ib. 2200 Ib. 5800 Ib. 1DNF7 47779 
8 8 ft. AV 9600 Ib. 19,200 Ib. 38X580 38X590 Ye" 10 ft. 2800 Ib. 2200 Ib. 5800 Ib. 1DNF5 42177 
10 ft. AV" 9600 Ib. 19,200 Ib. 38X572 38X581 Ys" 4 ft. 5000 Ib. 3800 Ib. 10,200 Ib. 1DNE8 4ZT69 
VY," 5 ft. 5000 Ib. 3800 Ib. 10,200 Ib. — 382444 * 
Yn" 6 ft. 5000 Ib. 3800 Ib. 10,200 Ib. 1DNE2 1A593 
Y," 8 ft. 5000 Ib. 3800 Ib. 10,200 Ib. 1DNE3 1A594 
Y," 10 ft. 5000 Ib. 3800 Ib. 10,200 Ib. 1DNE6 4ZT67 
Yn" 11 ft: 5000 Ib. 3800 Ib. 10,200 Ib. — 382431 * 
Y," 12 ft. 5000 Ib. 3800 Ib. 10,200 Ib. 1DNE7 4ZT68 
VY," 20 ft. 5000 Ib. 3800 Ib. 10,200 Ib. 1DNH1 2RU74 
3s" 4 tt. 7800 Ib. 5800 Ib. 15,600 Ib. 1DNG1 42T82 
7p" 6 ft. 7800 Ib. 5800 Ib. 15,600 Ib. 1DNG2 42T83 
7p" 8 tt. 7800 Ib. 5800 Ib. 15,600 Ib. 1DNG3 47T84 
/e" 10 ft. 7800 Ib. 5800 Ib. 15,600 Ib. 1DNF8 4Z2T80 
7s" 10 ft. 7800 Ib. 5800 Ib. 15,600 Ib. — 382796 * 
3s" 12 ft 7800 Ib. 5800 lb. 15,600 Ib. 1DNF9 42T81 
7s" 20 ft. 7800 Ib. 5800 Ib. 15,600 Ib. — 2RU76 
Ja 4 tt. 11,200 Ib. 8200 Ib. 22,000 Ib. 1DNF2 47T74 
4" 6 ft. 11,200 Ib. 8200 Ib. 22,000 Ib. 1DNF3 42775 
le) TF 4" 8 ft. 11,200 Ib. 8200 Ib. 22,000 Ib. 1DNF4 42776 
= |! ftA 4" 10 ft. 11,200 Ib. 8200 lb. 22,000 lb. 1DNE9 42772 
Hardware Web Slings (OC) era erie Ws i0ft. 11.2001b.82001b. 22.000 Ib. = 382651 > 
: Yq" 12 ft: 11,200 Ib. 8200 Ib. 22,000 Ib. 1DNF1 42773 
Polyester webbing with metal eyes at both ends. Suitable for choker and Al 90 ft. 11,200lb.  8200lb. 22,000 1b. 4DNH4 ORUT7 
basket configurations. 1" 8 ft. 19,600 Ib. 14,400 1b. 40,000 Ib. _ 382593 * 
1" 10 ft. 19600 lb. 14400!b. 40,000 Ib. 1DNE4 4Z2T65 
Vertical Choker Basket Item i 10 ft. 19,600 Ib. 14,400 lb. 40,000 Ib. — 382577 * 
Width Length Hitch Cap. Hitch Cap. Hitch Cap. No. 1" 12 ft. 19,600 lb. 14,400lb. 40,000 Ib. 1DNE5 47166 
z 6 ft. 3200 Ib. 2500 Ib. 6400 Ib. 6A251 t 20 ft. 19,600 lb. 14,4001b. 40,000 Ib. 1DNH5 2RU78 
A 6 ft. 6400 Ib. 9000 Ib. 12,800 Ib. 6A252 il 20 ft. 19,600 lb.  14,4001b. 40,000 Ib. — 382587 * 
4" 8 ft. 6400 Ib. 5000 Ib. 12,800 Ib. 6A253 * Made using imported rope. 


Wear Pads ountan B/A 


PRODUCTS FOR BETTER LIFTING 


hk 


Help protect against property damage and personal injury. Attach easily with Hil a a i 
hook-and-loop fastener closures and move to other slings, as needed. Sewn | 
construction. Color coded by pad thickness/material construction. 


1 


\\ 








For Sling Item No. 36LG49 
Thickness Width L Material Color Brand No. 
2 12" Pukka Yellow Lift-All 4JY68 
4" 12" Pukka Yellow Lift-All 4JY69 . 
He! 4" 24" Polyester Yellow B/A Products Co. 12M168 > 
6" 24" Polyester Yellow B/A Products Co. 12M169 
8 24" Polyester Yellow B/A Products Co. 12M170 
12" 24" Polyester Yellow B/A Products Co. 12M171 
Hf" ie 1 ft. Nylon Yellow Lift-All 36LG49 
2 Tit Nylon Yellow Lift-All 36LG51 
he! 2" 12" Pukka White Lift-All 4JY70 
4" 12" Pukka White Lift-All 4JY71 No. 4JY70 
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MATERIAL HANDLING 
Winch Selection Guide 


Winch Rating—Pulling capac- 

ity or the "rated max. load" for a 
winch is determined by the max. 
load a winch can pull with only the 
first layer of rope on the drum, an 
industry standard. Full capacity is 
retained on the first two layers. This 
rating does not include any friction 
factors, which will vary according to 


Winch Selection Guide 


Pulling vs. Lifting—Unless specifically indicated, the winches featured 
are designed for pulling only. Winches may not have all of the features 
necessary for every lifting application. Winches rated for lifting are 
marked as such. Winches are not designed to meet hoisting applications. 
Refer to all ANSI/ASME requirements for specific applications. All of the 
winches featured are not to be used for lifting, supporting, or transporting 
people or loads over areas where people could be present. 
Power—WMost Dayton® electric and hydraulic winches have power "in" 
and "out". Some also have a clutch and/or freewheel feature. 


Scan. Order. Done. 
Details on page A1. 





Duty Cycle—Unless specified otherwise, 
most electric DC and AC powered winches 
cannot be operated continuously. To do 
this will overheat and damage the motor. 
The typical normal duty cycle is 1 to 3 
min. ON, followed by a 20-min. cool- 
down period. For more frequent operation 
needs, refer to long cycle or longer duty 
rated electric units, and continuous duty 


the specific applications. rated hydraulic winches. 





ROLLING WEIGHT Rolling Weight—For safe, sure = A 10% grade is arise 
Rated loading, find the column in the table that of 1 ft. in 10 ft. 
sO ‘ : ee ; ; matches your percentage of slope or = Winches are not intended 
(RLP) 10% 20% 40% 60% 80% 100% : es ; 
1000 Ib. 5025 3401 9455 1664 1429 1985 grade. Determine the slope by dividing as a load securing device 
; an " wae a 5G aa a o . ; ze the amount of your rise by ramp length. = Secure load with 
5500 Ib: 12'563 3503 5388 7160 3556 3913 Match the slope with the nearest weight appropriate tiedowns 
3000 Ib. 15,075 10,251 6428 4991 4268 3854 of what you may be pulling, always round 
3500 Ib. 17,588 11,905 7943 9824 4979 4499 up, and locate the corresponding winch 
4000 Ib. 20,100 13,668 8643 6655 5690 5138 ee 
4500 Ib. 22,613 15,306 9698 7488 6401 5784 Bale” Line Pull (RLP)". This guide includes 
5000 Ib. 25,126 17,009 10,776 8320 Tae 6427 10% rolling friction. Some applications 
sob td S08 thas —sag0s—ipbee_—vraqy— (a enue lager capac winches than 
* Most winch ratings are based on the first layer of wire rope on the drum. YOu could ' indicated. To convert Ib. to kg. multiply by 
experience a loss of up to 13% pulling capacity per layer of wire rope (see example below) 0.4536. 
ROLLING LOAD CAPACITY 
Maximum Pull Capacities For Rolling To calculate the rolling load capacity of a winch 
Type Loads at Narious Angles of ees _ (the amount of load that can be pulled up an 
Percent Incline = Multiply by: = \ngline «Multiply by: ~— incline), multiply the rated capacity, single or double Incline 
soy aH as — ao line, by the factor shown in the chart at the left. Anal 
10 (6) Se 70 (35°) a Multiplication factor shown includes a 10% rolling ngie 
AOE) 3.4 100 (45°) 1.29 friction factor; actual friction factors may vary. 
Example of the effect of each layer of cable drum wind on Rated Line Pull (RLP) and rolling loads for a 5000- 
lb. capacity winch. RLP-The weight the winch can pull perpendicular to the ground with a single line on the first layer of wire rope on drum. 
5000 Ib. 
Capacity Winch RLP 10% 20% 40% 60% 80% 100% 
1st layer 5000 Ib. 25,126 17,007 10,776 8320 7112 6427 
2nd layer 4231 Ib. 21,260 14,390 9118 7040 6018 5438 
3rd layer 3667 Ib. 18,426 12,471 7902 6101 5216 4713 
4th layer 3236 Ib. 16,258 11,004 6972 5383 4602 4159 
5th layer 2894 Ib. 14,547 9846 6239 4817 4118 3721 


When to Consider a Pulley Block— FEATURE EXPLANATION FOR CHARTS 
If you need to offset the winch but 
retain a straight shot, a pulley block 

lets you, with a hook for mounting 

and a pulley for the wire rope. A pulley 
block also adds to the winch's pulling 
Capacity; simply attach the pulley 
block's hook directly to the load and the 
winch's hook to a sturdy mount nearby. 


Electrical Performance—Io maintain 
electrical performance from a battery to 
the winch, it is recommended dropping 
three wire sizes for every doubling of 

the length of the standard wire harness. 


Example: No. 6 to No. 3 or 2 ga. 


1. Clutch Release—Ability to control release of a load with a 
clutch instead of a winch motor. 


2. Freewheel—Ability to pull cable freely from the winch drum 
by hand under no load conditions. 


3. Pulley Block—For double line winch operation and pull redi- 
rection. Doubles pulling capacity of winch, but results in lower 
speed, lower amp draw, and longer run time. 

4. Mechanical Brake—Friction within the winch gears or 
separate friction brake device which automatically holds the 
load in position when the power switch is released. 

5, Dynamic Brake—Electromechanical stopping and holding 
of a motor that holds a load only when there is power connected 
to the winch. 


TYPES OF GEARING 


Planetary Gearing—Has a coaxial shaft capable of large 
reductions in a small space. Capable of handling high bearing 
loads. 

Worm Gearing—Has right-angle shafting, requires only two 
gears, and is self locking. Generally provides high ratios. 

Spur Gearing—A simple gear design using two or more paral- 
lel shafts with gears operating in the same plane. Produces less 
friction than worm or planetary gearing for greater efficiency. 
Requires a braking system. 
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Medium-Duty 
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Heavy-Duty Truck 


12/24VDC Electric Winches 


Versatile wenches for a variety of pulling tasks. 





Heavy-Duty A warn j 


Utility—No. 29JU84 is ideal for use on trailers or hitch mounts. Easy-to-use Heavy-Duty Truck—Handles the heaviest winch loads. Features cone brake 
clutch lever and corded remote control. Use No. 29JU85 for trailers or the and chip-resistant, powder-coated finish to resist corrosion. Nos. 3EXT2 and 
jobsite. Includes durable steel rope, roller fairlead, and remote control. 16Y217 include remote-mount control box. No. 3EXT3 has thermometric indica- 


Medium-Duty Truck—Cone brake holds the full-rated load for trucks and tor for feedback via LED on remote control. 


SUVs. Features low-profile design with separate control box. Chip-resistant, Powersport Winches—All-metal construction with advanced digital controls, 
powder-coated finish. built-in load limiter, and clutch design. IP68 waterproof sealing. Modular controls 
for expandability. Standard-duty permanent magnet motor on Nos. 492P72 

to 492P77. Use on ATVs and 2-person side by sides. Nos. 492P78 to 492P84 
feature Motactor™ (motor + digital contactor) which simplifies winch installation 
and increases performance. Ideal for ATVs and 4-person side by sides. 


Premium Truck—Built to last. Offers durability, style, and performance for 
trucks, Jeeps, and SUVs. Premium components. Full IP68 waterproofing. Rated 
to 408 hr. in rigorous salt-spray tests. Large dia. drum for durable rope attach- 
ment and long rope life. Convertible control pack for upright or low-profile 


mounting. 
Full Included Included 
Pulling istLayer NoLoad Voltage Load Rope Rope Rope Gear Clutch Mechanical Winch Dim. Item 
Line Line 
Capacity * Speed Speed _ Rating Amps Material Dia. Length Type Release Brake L W H No. 
Utility 
2000 Ib. 4.4fpm 7.0fpm 12VDC 83 Wire Ye 5 Tt eOguEN CEE Yes No 13 4" 6"  29NU84 
4000 lb. 5.5 fpm 20.0fpm 12VDC 297 Wire UE 43 ft. 3-Stage Planetary Yes No 16: 16" (s 29JU85 
Medium-Duty Truck 
8000 lb. 38.0fpm 42.0fpm 12VDC 435 Wire Ve" 100 ft. 3-Stage Planetary Yes Yes 13" 26" 8" 16Y216 
9000 lb. 6.3fpm 38.0fpm 12VDC 460 Wire Ve" 100 ft. 3-Stage Planetary Yes Yes 21%" 61%" 71%" 3EXT1 
Premium Truck 
3000 Ib 6.3fpm 42.0fpm 12VDC 413 Wire /e" 100 ft. 3-Stage Planetary Yes Yes 24" ‘a hs 29JU92 
‘  6.3fpm 42.0fpm 12VDC 413 Synthetic 3" 100 ft. 3-Stage Planetary Yes Yes 24" t a 29JU93 
40.000 Ib 47fpm 33.0fpm 12VDC 409 Wire 3" 100 ft. 3-Stage Planetary Yes Yes 24" ii ie 29JU94 
' 47fpm 33.0fpm 12VDC 409 Synthetic 3" 100 ft. 3-Stage Planetary Yes Yes 24" ic 11" 29JU95 
12,000 lb. 3.2fpm 30.0fpm 12VDC 438 Wire 3g" 80 ft. 3-Stage Planetary Yes Yes 24" a 11" 29JU99 
Heavy-Duty Truck 
12,000 lb. 3.8fpm 30.0fpm 12VDC 440 Wire 3 eo A 3-Stage Planetary Yes Yes 245%" by" 11" 3EXT2 
15,000 lb. 2.4fpm 22.2fpm 12VDC 460 Wire 6" 90 ft. 3-Stage Planetary Yes Yes 28 4" 13" 10%" 16Y217 
16,500 lb. 3.2fpm 23.6fpm 12VDC 507 Wire ”e' 90 ft. 3-Stage Planetary Yes Yes 245" 8" 9%" 3EXT3 
Powersports 
9500 Ib 14.3 fpm 17.5fpm 12VDC 159 Galvanized Steel Cable Ae" 50 ft. 3-Stage Planetary Yes Yes 13%e6 13%6 4474" — 492P72 
‘ 14.3fpm 17.5 fpm 12VDC 159 Synthetic He" 50 ft. 3-Stage Planetary Yes Yes 13%6 13%e6 447%4" — 492P73 
13.4 fpm 15.8fpm 12VDC 192 Galvanized Steel Cable Vas 00 ft. 3-Stage Planetary Yes Yes 132%64" 132%" 447%4"  492P74 
3500 Ib 13.4fpm 15.8fpm  12VDC 192 Synthetic He" 00 ft. 3-Stage Planetary Yes Yes 132%4" 132%" 447% 4" 492P75 
* 17.8fpm 20.0fpm 12VDC 204 Galvanized Steel Cable 32" 00 ft. 3-Stage Planetary Yes Yes 13%6" 13%6 49/," 492P78 
17.8fpm 20.0fpm 12VDC 204 Synthetic He" 50 ft. 3-Stage Planetary Yes Yes 13%6" 13%6" 43/4" 492P79 
13.8 fpm 16.3 fpm 12VDC 208 Galvanized Steel Cable Za 50 ft. 3-Stage Planetary Yes Yes ey 15: 45364" — 492P81 
13.8 fpm 16.3 fpm 12VDC 208 Synthetic Zs 50 ft. 3-Stage Planetary Yes Yes 15° 1 45364" 492P82 
4500 |b. 14.0 fpm 16.3fpm 12VDC 198 Synthetic YA" 25 ft. 3-Stage Planetary Yes Yes 136 136 43/," 492P80 
14.1 fpm 16.2fpm 12VDC 252 Galvanized Steel Cable Zs 00 ft. 3-Stage Planetary Yes Yes 149%" 148%" 447%4" 492P76 
14.1 fpm 16.2fpm 12VDC 252 Synthetic Ya 50 ft. 3-Stage Planetary Yes Yes 149%" 148%" 447%4"  492P77 
5500 Ib 13.4 fpm 15.8fpm 12VDC 204 Galvanized Steel Cable Zs 00 ft. 3-Stage Planetary Yes Yes 15 15: 45%64" 492P83 
‘ 13.4fpm 15.8 fpm 12VDC 254 Synthetic Zs 00 ft. 3-Stage Planetary Yes Yes 15 eg 45%64" 492P84 


* Pulling capacity is based on first layer of cable on the drum. 
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Find more information on winch selection on page 1080. 


kg THERN 
115VAC Worm Gear Winches 


Power "In" and "Out" with 15 min. of continuous "On" time at full load. Internal 
mechanical brake provides positive load control for lifting and lowering. Ball 
bearings and self-aligning bronze bearings provide smooth operation. Corrosion- 
resistant, cast-aluminum gearbox and drum. Single-phase motor has power 
cord and push-button control. Winch cable is available separately. 

No. 2ZU40 features high-speed direct drive, and includes 8-ft. pendant cord. 

No. 1VN79 may be permanently installed in industrial settings. No. 1VN80 has 
handles and large wire rope storage. 








1stLayer Motor Winch Drum Capacity Overall Dim. Item 
Load Cap. HP Ya" Cable %6" Cable L W H No. 
800 Ib. 1.0 280 ft. 190 ft. 17/2" 21 1234" 2ZU40 
2000 Ib. ee: 130 ft. 90 ft. 143," 8%" 17%" 1VN79 
2000 Ib. ee 280 ft. 190 ft. 16%" 17%" = 14%" 1VN80 
No. 2ZU40 No. 1VN79 No. 1VN80 
Max. Line Max. Line Max. Line 
Layer Load Speed Load Speed Load Speed 
1 800 Ib. 26 fpm 2000 13 fom 2000 Ib. 8 fom 
2 680 Ib. 31 fpm 1700 15 fom 1600 Ib. 10 fom 
3 600 Ib. 35 fpm 1500 17 fom 1400 Ib. 11 fpm 
4 930 Ib. 39 fom 1300 19 fom 1200 Ib. 13 fom 
5 480 Ib. 44 fom 1200 21 fpm 1100 Ib. 15 fom 








A warn f Sirongarm. 


AC Electric Winches 


Include power In/Out. Pulling capacity given as a reference only and does not 
include friction factors that will vary according to specific applications. 


Note: Not recommended for outdoor use or areas where units could get wet. Should be used with a 
ground fault circuit interrupter. 


PLANETARY GEAR 


All-steel, high-speed winches have prewired remote on 6-ft. cable with cable 
tension plate. Includes mounting bolts. 


SPUR GEAR 


Dutton-Lainson StrongArm models are rugged, high-performance winches with 
efficient spur gear systems. Pulling capacities are based on third layer of cable 
rather than the first for a more realistic estimate of actual use. Precision needle 
bearings provide low friction and longer life. Final drive gears are heat-treated 
carbon steel for greater strength. Dynamic motor brake and friction brake for 
load holding. High-impact cover and stainless steel front plate completely 
enclose cable drum. Factory installed, 10-ft. remote control cord. 







Planetary Gear 
No. 6DLV4 


Spur Gear 
No. 13R483 


Full Included Included 

Pulling 1st Layer No Load Voltage Load Rope Rope Rope Gear Clutch Mechanical Winch Dim. Item 
Capacity * Line Speed Line Speed Rating Amps_ Material Dia. Length Type Release __ Brake L WwW H Brand No. 
Planetary Gear 

1000 Ib. 6.6 fom 10.1 fom 115VAC 6.5 Wire Vie. 43 ft. Differential Planetary _ Yes No 19-3//- 6" 64" Warn 6DLV4 
, or Ib. 8.1 fom 12.2fpm  115/230VAC 20.9 Wire Ae. 100 ft. _ 3-Stage Planetary Yes Yes 2594" 894" oi Warn 6DLV3 

pur Gear 

1200 Ib. 9.0 fom 30.0 fpm 115VAC 8 Wire cAce 20 tt. Spur Yes Yes 10'e' 898 8%" | StrongArm _13R483 

2/00 Ib. 2.0 fom 9.0 fom 120VAC 8 Wire 732" 50 ft. Spur Yes Yes 11%" 8116" 8 StrongArm 13R481 

2/00 Ib. 3.0 fpm 18.0 tpm 115VAC 8 Wire P32" 20 Tk Spur No Yes 1198" 86° oH StrongArm_ _13R482 

2/00 Ib. 3.9 fom 18.0 fom 115VAC 8 Wire P32" 20 TL. Spur Yes Yes 1198" 86° 8" StrongArm 33W158 


* Pulling capacity is based on first layer of cable on the drum. 





ty 


Hydraulic Planetary Winches 


Perfect for most tow, utility, and trailer applications. Hydraulic motors and hardened steel, 2-stage planetary 
gear trains deliver efficient and reliable operation, plus fast line speeds. Anticlockwise drum rotation. 





1st Layer Min. Max. Winch Dim. Recommended Item 
No. 3KEJ9 a Line Pull Required Flow Pressure L W H Wire Rope Dia. No. 
9000 Ib. 10 gpm 2200 psi 23 2" 8/6 9/6 ye" 3KEK2 
12,000 Ib. 10 gpm 1950 psi 245/32" 8/6 96" Ae" 3KEJ9 
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Portable Electric Lift/Pull Winches Zs 


Portable for convenient, one-person operation. No. 6DLV1 is corded. No. 6DLV2 is 
cordless. Includes 2 rechargeable NiMH battery packs and rapid charger. Features 
forward/reverse switch and variable speed. 


1st Layer 1st Layer Voltage Full Load Winch Dim. Item 

Load Cap. Line Speed Rating Amps L W H No. 
1000 Ib. 8.0 fom 115VAC 7.7 20" 12%" 13%" 6DLV1 
1000 Ib. 6.0 fom 24VDC 24.6 16" 7%" 10%" ~=— 6DLV2 


Li Ingersoll Rand 


Air Winches 


Winch-mounted throttles, except Nos. 3CPD3 and 3CPD6, are remote pendant 
controls. Both controls provide precise control when lifting, lowering, or pulling a 





load. Automatic disc brakes, except for Nos. 3CPD4, 3CPD9, and 3CPE2 are manual Ro ecae 
band brakes. Enclosed construction keeps out contaminants. 
(F)NPT Hose Winch Dim. Winch Item 
Inlet Size L W H Type No. 
For Use With %4"-dia. Wire Rope 
Ve fa 1916" 10" 15° Pulling 3CPD4 
ya! il 20%2" 11%2" 10'%6' _Lifting, Pulling _3CPD3 
ya i 20%2" 11%2" 10'%6' _Lifting, Pulling 3CPD6 
Yq" 1" 20%2" 11%2" 13%6 Lifting, Pulling 3CPD2 
ya! T 20%2" 11%2" 13%6' Lifting, Pulling 3CPD5 
For Use With 12"-dia. Wire Rope 
1%" 1%" 51%2" 22 Ve" 27'F%52" Pulling 3CPD9 
1%" 1%" 512542" 22 Ve" 2/'%2" __Lifting, Pulling 3CPE1 
For Use With 34"-dia. Wire Rope 
1%" 1%" 58 V2" 28 V2" aye Pulling 3CPE2 
1y%4" 1%" 58 V2" 28 V2" 31%" Lifting, Pulling 3CPE3 
For Use With “Ac"-dia. Wire Rope 
ya ya 2016" 13'"e' 1616 Lifting 403U11 
Sq! ya" 20'Ve" 1316 1616 Lifting 403U12 Radial 





Piston Motor 
GEAR MOTOR RADIAL PISTON MOTOR No. 3CPD9 
No. 3CPD2 | No. 3CPD5 |No. 403U11 No. 3CPD9 | No. 3CPE2 
Air Winch Specifications} No. 3CPD3 | No. 3CPD6 No. 403U12| No. 3CPD4 | No. 3CPE1 | No. 3CPE3 
Air Consumption 141 scfm | 141 scfm | 170scfm | 50 scfm | 350scfm | 700 scfm 
Required Pressure 90 psi 90 psi 90 psi 90 psi 90 psi 90 psi 
1st Layer Line Pull 878 Ib. 1724 lb. — 1200 Ib. | 5169lb. | 13,167 Ib. 
1st Layer Line Speed | 131.0fpm | 66.0fpm | 31.0fpm | 37.0fpm | 79.0fpm | 38.0 fpm 
2nd Layer Line Pull 811 Ib. 1564 |b. | 3300lb. | 1091 lb. | 4710 lb. | 11,910 lb. 
2nd Layer Line Speed 56 fpm 29 fpm 32 fpm 40 fpm 81 fpm 42 fpm 
3rd Layer Line Pull 753 Ib. 1432 Ib. | 3300lb. | 1000lb. | 4326 lb. | 10,872 lb. 
3rd Layer Line Speed 61 fpm 31 fpm 32 fpm 43 fpm 89 fpm 46 fpm 
4th Layer Line Pull 704 Ib. 1320 Ib. | 3300 Ib. 923 Ib. 4000 Ib. | 10,000 Ib. Gear Motor 
4th Layer Line Speed 65 fpm 34 fpm 32 fpm 48 fpm 96 fpm 50 fpm No. 403U12 


oth Layer Line Pull 660 Ib. _— 3300 Ib. 857 Ib. 3720 Ib. | 9258 Ib. 
oth Layer Line Speed 69 fpm = 32 fpm 91 fpm 103 fom 04 fpm 





3 ALLGEAR 


Synthetic Winch Line Extension 


Synthetic winch line extensions are made from 12-strand braided 
Dyneema®, which offers an excellent alternative to wire rope. They are 
designed to be strong, lightweight, and easy to splice. Reinforced eyes 
help provide added durability. 





Working Item 
Size Load Limit L No. 
V6" 3060 Ib. 100 ft. 20Y666 
¥e" 4160 Ib. 100 ft. 20Y667 
Vp" 7100 Ib. 100 ft. 20Y668 
Ye" 11,420 Ib. 100 ft. 20Y669 
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MATERIAL HANDLING 
Winch Cables & Hooks 


Scan. Order. Done. 
Details on page A1. 








Bright Carbon 
Steel 
No. 3WUE9 





Galvanized Steel 
Winch Cable 


No. 1DLH8 





Stainless Steel 
Winch Cable 


Vehicle Recovery 




























































































No. 352854 Strap 
No. 1DKW8 
Working Item 
Size L Color Load Limit Brand No. 
Bright Carbon Steel Wire Winch Cables Sees 7 
35 ft. ‘Natural 4800 Ib. Lift-All —3YYC5 
; 50 ft. Natural 4800 Ib. _Lift-Alll 3YYE7 
48 79 ft. Natural 4800 Ib. Lift-All 3WUG3 
100 ft. Natural 4800 Ib. Lift-All 3W2G1 
150 ft. Natural 4800 Ib. -Lift-All 3WZJ3 
50 ft. ‘Natural 6400 Ib. ~Lift-All— 38WUJ5 
The! ; rena Natural 6400 Ib. Lift-All 3WUU2 — 
100 ft. Natural 6400 Ib. Lift-All 3WUL7 
150 Ti, ‘Natural 6400 Ib. Lift-All 3WUP9 
(5 it. ‘Natural 8400 lb. Lift-All 3WXA8- 
% 100 ft. Natural 8400 Ib. Lift-All 3WUW4 © 
150 ft. Natural 8400 Ib. Lift-All 3WUY6 
Includes Latch Hook ; _ ee 
35 ft. Natural 3760 Ib. _Lift-All 3WYX3 
35 ft. Natural 4800 Ib. Lift-All 3YYC1 
50 tt. _ Natural — 3760 Ib. -Lift-All 3WYX6 _ 
50 ft. Natural 4800 lb. Lift-All SYYE3 
3" 75 ft. Natural 4800 Ib. Lift-All 3WUF8 
100 ft. Natural 3760 Ib. Lift-All 3WYX9 
100 ft. Natural 4800 Ib Lift-All 3YYK8 — 
_150 ft. Natural 3760 Ib. _Lift-All _3WYY3 
150 ft. Natural 4800 Ib Lift-All 3WZH8 
50 ft. Natural 6400 Ib. Lift-All 3WUJ1 
The! 75 ft. Natural 6400 Ib. — Lift-All = = 3WUT7 
100 ft. Natural 6400 Ib. Lift-All 3WUL3 _ 
150 ft. ~ Natural — 6400 Ib. Lift-All -3WUP5 
7) ft. ‘Natural — 8400 Ib. Lift-All 3WXA4 
Ys 100 ft Natural 8400 Ib. ‘Lift-All — 33WUV9 
150 ft. _ Natural 8400 Ib. Lift-All _ 3Wwuy2 








No. 
1DLK4 
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Find even MORE on Grainger.com® 


For more information on winch selection, see page 1080. 
(COuuiream * Gaaaa 


Winch Cables and Winch Strap 


Winch Gables—for use on manual Corrosion-resistant. Includes hook- 
and electric winches. Bright winch and-loop cable straps and forged 
cables feature carbon steel wire hooks. Do not use for lifting. 2"W. 
construction. Winches constructed 
from Galvanized steel help resist 
corrosion in demanding applications. 
Stainless steel winch cables are for 
use in corrosive environments. 


Vehicle Recovery Straps—Light 
polymer/nylon fabric eases storage 
and application. Cut- and abra- 
sionproof straps are for use in all 
types of weather. Internal warning 


Vehicle Tow Gable—Assembled markers indicate when replacement is 















































































































































with hooks at each end for easy use. necessary. 
Working Item 
Size L Color __ Load Limit Brand No. 
Includes Swivel Latch Hook a a 7 . 
35 ft. Natural 3760 Ib. __Lift-All 3WYY6 
35 ft Natural 4800 Ib. _ Lift-All 3YYD4 
50 ft. Natural 3760 Ib. _Lift-All SWYY9 © 
— 5Oft Natural 4800 Ib. Lift-All 3YYF6 
3g" 75 tt. Natural 4800 Ib. — Lift-All 3WUH2 © 
100 ft. Natural. 3760 Ib. -Lift-All. 3WYZ3 
100 ft. Natural 4800 Ib. Lift-All 3WZG9 
150 ft. Natural 3760 Ib. _Lift-All 3WYZ6 
150 ft. Natural 4800 Ib. Lift-All 3WUES 
50 ft. Natural 6400 Ib. Lift-All — 3WUK4 — 
The! — F5T Natural 6400 Ib. Lift-All ‘SWUV1 | 
100 ft. Natural 6400 Ib. Lift-All SWUNG _ 
150 ft. Natural. 6400 Ib. Lift-All 3WURS | 
75 ft. Natural 8400 Ib. Lift-All 3WXC3 
Y" 100 ft. Natural 8400 Ib. Lift-All 3WUX3 
OTE Natural 8400 Ib. Lift-All 3WUZ5 
Galvanized Steel Winch Cables 
Includes BallEnd = a 
Yq 60 ft. Silver 2330 Ib. Dayton 352858 
Includes Heavy Duty Thimble Eye, Swagged Loop, Zinc Plated Latch Hook __ 7 
Ye" 100 ft. Zinc 400 Ib. Dayton 1DLH6 — 
a2" iti Zinc 1120 lb. Dayton 1DLJS 
He 150 ft. Zinc. 2880 Ib. Dayton 1DLH8 
Includes Thimble Eye, Swagged Loop, Zinc Plated Safety Latch Hook 
2 2oft Zine 920 Ib. Dayton 1DLJ1 
— eat Zinc 840 Ib. Dayton 1DLJ3 
Ae 50 ft. Zinc 840 Ib. Dayton 1DLJ4 
7 oi Zinc. — 840 Ib. Dayton 1DLJ5 
Yap! 20 ii. Zinc 1120 Ib. Dayton 1DLJ6 
50 ft. Zinc 1120 Ib. Dayton 1DLJ7 
yj! 25 TL. Zinc 1400 Ib. Dayton 1DLJ9 
50 ft Zinc 1400 Ib. Dayton ——1DLK1 
ae! OO Tt; — Zinc” 1960 Ib. © _ Dayton -1DLK2 ~ 
aid 100 ft. Zinc 1960 Ib. Dayton 1DLH9 
ee: 90 ft. Zinc — 2880 Ib. Dayton 1DLH7 
Stainless Steel Winch Cables 
Includes Latch Hook = oe 
He! 20 ft Silver _ 884 Ib. Dayton 352854 _ 
ia 45 ft. Silver 884 Ib. Dayton 35Z861 
yj! 36 ft. Silver 1236 Ib. Dayton 352859 — 
a —60Tt. Silver 1236 Ib. Dayton 35Z860 _ 
Item 
Size L Working Lifting Limit Brand No. 
Vehicle Tow Cable 
Ae" 20 ft. 1960 Ib. Dayton 1DLK5 
Web Tensile Breaking Rated Item 
L W Strength Strength Capacity Brand No. 
Vehicle Recovery Straps 
20 ft. 2" 20,000 Ib. _' 15,900 Ib. 5300 Ib. Dayton 1DKW8 
30 ft. 2 40,000 Ib. 32,000 Ib. __10,700 Ib. Dayton 1DKW9 


‘med 


Winch Line Hooks 


Eye Hooks—for use with winch 
cable. Zinc-plated, forged steel hooks 
include a safety clip. 





Pulley Block with Swivel Hook— 
For use in double-line operation. 
Includes safety latch. Compatible with 
lines up to 4" dia. 


Working Item 
Description Load Limit No. 
Eye Hook 1500 Ib. 1DLX4 — 
Eye Hook 3000 Ib. 1DLX5 
Pulley Block w/Swivel Hook 2400 Ib. 1DLK4 
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Hand Winches 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 




















f 
No. 1VN86 
No. 1VN82 
No. 2ZU39 
1st Layer Winch Drum Capacity Overall Dimensions No. 3DNZ8 
Load Brake Frame Ye" 6 Item 
Capacity WinchGear Ratio Included Material |Ye"Cable Cable ‘%4"Cable Cable L Ww H Brand No. 
Spur Gear x ® 
For Lifting Applications Dayton 
1000 Ib. 3.83.1 Yes SS O40 ft. 110ft. 59f. 30f% | 8%" 8 67%" | Dayton 36WF99 
2000 Ib. 14.734 Yes Steel —  110ft. 59. 39 | 107" o) 7Vs" | Dayton 36WG02 
2000 Ib. 14.74 Yes SS ——__ Ton, 5on. 30m. | 10%" 11 7s" | Dayton 36WG03 
For Lifting or Pulling Applications 
1000 Ib. 3.83.1 Yes SS 240 ft. 110ft. 59.  — BYs" 132%" 13%" | Thern 1VN83 THERN 
2000 Ib. 14.771 Yes Sted — _110ft. 59 Tt. ois A i 1 ae Sys Thern TWNES 
10,000 Ib. 29:1 Yes tee — — — J 8 o : ern H 
1000 Ib. 2.85:1 Yes Steel 180 S71 7% te 13 Them ane INdustrial-Duty 
2000 Ib. 14.774 Yes SS —  110ft. 59f. 39f= | 10" 14%" 15%6" | Thern 1VN@6 
4000 1b. 19.54-4 Yes Steel | —  —  300ft 200ff. | 15%" 22" 24%e" | Thern  3DNZ7 Hand Winches 
For Pulling Applications 
1000 Ib. 3.51 Yes Steel — 55 ft. — — 7732" 6 5%" | Dayton 352846 = Cable sold separately 
1000 Ib. 2.85.1 No Steel | 130ft 57ft.  — = THe" 9" 13%" | Thern  1VN81 
2000 ba _— a a a a wee a aaa ata 
| re 0 tee _— t. t : 16" 32" erm j j 
2000 lb. 3.03:1, 14.7:1 No Steel —_ 110ft. 59f. 39f. | 107%" a 7Vs" | Dayton 36WGO1 the force required to lift or pull a load. 
2500 |b. 8.3:1 Yes Steel —_ oft — = BY; Tie" 6%" | Dayton 352848 Use bronze and ball bearings. 
2500 Ib. 8.8.1 Yes SS —_ of. — = By" 7%" 6272" | Dayton 352850 ; 
4000 Ib. 19541 No Stee — — 300 fi. 200 ft i 5% 22. ae Then SDNZ6 Spur Gear with Brake—Automatic 
10,000 Ib. uF 0 tee = — — i] ; 8" oO : ern . : 1 
10,000 Ib. 51 25:1 No Steel = = ——440 ft. | 20%" 18%" 18%" | Dayton 36WG06 Weston-style brake provides positive 
Worm Gear load control to assist with lifting and 
For Lifting or Pulling Applications lowering 
1000 Ib. 1 a Yes Sted 140 ft. 61 ft. = = ae if ve i oye Them ZURHG 
2000 Ib. : es tee — — (/ Tt. 3” It. io 5/6 1%6- ern : : 
4000 1b. ——26:1 Yes Steel | — — 300f.200ft. 14" 21" 29%" | Thern 2vKH8 + Worm Gear—Provides load-holding 
DOO To snnteate N Steel | 140ft. o1ff 6% 10%" 13%" | Th 3DNZ4 ape MnP ane ieee 
: : 0 ee : : — — 2 4 8 erm : . . . . 
2000 Ib 32:1 Yes luminum | _ —  60ft 13%" 11%" 8%" | Dayton 357849 coe AP pICAUO NS et nee Ua 
9000 Ib. oat N aa (40% 77 EIR 10" 1" 13%" = 3DNZ5 eS nAy DEVEL Cea eee eee 
: : 0 ee — : : 8 em . . 
2000 Ib. Li No Steel | —  140ft.77ft. 52 ft. | 10%" 8" 756" | Dayton 36wF96 designed to be operated with 400 rpm 
4000 Ib. 26:1 No Steel == = 300 ft. 200 ft. 14" 19° 22% | Thern 3DNZ8 max drill drive. 
No. 22601 No. 12U365 Hand Winches 
' = Cable sold separately 
I. i 
1st Layer Winch Drum Capacity Overall Dimensions Model . some models include 
Load Brake Frame | Ye" %e" Va" Hu" Item winch strap with 
ae Winch Gear Ratio Included Material | Cable Cable Cable Cable L W H Brand No. sewn-in hook 
For Lifting Applications Feature a corrosion-resistant 
200 i : E ai — Yes Steel |147ft. 67ft. — |— | 6%. 6% 5%" | Dutton-Lainson DLB800A 6WO45 frame, with a rubberized 
or Lifting or Pulling Applications ; 
800 Ib. 35:1 Yes Steel |183f. 72f| — — | 7% 6 5% Dayton 12U370  12U370 handle grip for added 
1200 Ib. 43:1 Yes Steel | 183ft. 72ft. 36f. — | 7% 6 5% Dayton 12U372 _ 12U372 comfort. Floor- and wall- 
1200 Ib. 5.36.1 Yes Steel | 220ft. 72ft. 36ft. 24f. | 7% 6° 6% Dayton 12U371_ 12U371 mounted options available. 
3500 Ib. 18.4:1 Yes Steel =~ 105 ft. 69 ft. | 10%" BMT BM Dayton 12U373 _ 12U373 
1500 Ib. 5.1:1 Yes Steel = ait. — | 7% 6 5% Dayton 12U379 _ 12U379 Spur Without Brake— 
For Pulling Applications . 
900 Ib. 3.24 No Steel | 87ft 40ff .— — | 5% 5% 4 | Dutton-Lainson  DL9OOA 62001 where it may be necessary 
900 Ib. 3.25:1 No Steel |118ft. 42ft — — | 6%" 5%" 47K" Dayton 12U358 —- 12U358 to pull the line freely from 
1100 Ib. 42:1 No Steel |183ft. 85ft. 42f. — | 7% 4%" 6% Dayton 12U359 _12U359 , 
1200 Ib. 4.25.1 No Steel |183ft. 72ft. 36f. — | 7% 6 5% Dayton 12U376 _12U376 the winch. Manual ratchet 
1400 Ib. 4.4:1 No Steel —  75ft 40ft — | 76 5%  5%e | Dutton-Lainson  DL1402A 22601 locks the load in position; 
Soe ase este e's eon til nwo wt 
1800 Ib. "1, 4.6:1, 9.7: 0 tee —_— ene t. ; ! " ayton vi 7 
1800 Ib. 5.1:1, 9.78:1 No Steel | —  123ft. 59ft 40ft.| 10° 6% 6%" Dayton 12U361  12U361 the ratchet released. Not 
1800 Ib. _5.4:1, 10.3:1 No Steel —130ft. 70ft. 47ft. | 8%" 6%" 6%" | Dutton-Lainson DL1800A  2Z602 recommended for lifting 
2500 Ib. 5.44:1,15.24:1 ‘Yes Steel — —  62ft. 45ft | 10°. 7% 7% Dayton 12U362  12U362 applications. 
2500 Ib. 5.4:1, 17.3:1 No Steel — 130ft. 70ft. 47ft. | 9%" 6%" 7%" | Dutton-Lainson DL2500AB  2Z603 
3200 Ib. _5.44:1, 17.5:1 No Steel — —~—sé62 ft. 45ft.| 10°. 7%" 7% Dayton 12U363 _ 12U363 Spur With Brake— 
900 Ib. 3,25:1 No Steel = = | oe A Dayton 12U364  12U364 ; — 
1100 Ib. 49-4 No Stel | — =O LT 4 Dayton 12U365 _12U365 Designed for applications 
1400 Ib. 51 No Steel = — = =| a a ox Dayton 12U366__12U366 where freewheeling is not a 
sry a Ri tats ogee So acting 
a. es ee — — — — ; gi gi ayton ‘ 
3200 Ib. 17.5.1 No Steel | — — — — | 10" 7% 736 Dayton 12U369  12U369 disc brake system holds load 
1200 Ib. 54:1 Yes Steel | 205ft. 93ft. 50ft — | 7%" 6%" 6%" | Dutton-Lainson DLB1205A  2YA27 when the handle is released. 
Worm — = Include a guard for the brake. 
For Lifting Applications 
2000 Ib. 40:1 No Steel — — ~+~+59ft. — | 7%" 6" 52%." | Dutton-Lainson WG2000HEX 33UD44 Worm Gear—Provides 
For Pulling Applications z : Ar 
2000 Ib. 40:1 No Steel | 109f 82f. 65f .— | 11 6%e OY Dayton 12U375  12U375 load-holding capability 
3000 Ib. 50:1 No Steel —  102ft. 75ft. 60ft. 10%" 8%" 9Ve' Dayton 12U381  12U381 when handle is released. 
1 sinehlea t For Hand Winch, Pulling Capacity Single Line 4000 Ib 120374 poe app eaten Wnele 
eiling Mount For Hand Winch, Pulling Capacity Si 
Stand For Use With Winches With Capacity 900 to 2000 Ib. 12U377 fine adjustments may be 


* Includes lever to activate no-load freewheeling. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


necessary. 


1085 


MATERIAL HANDLING 
Cable Selection Guide 





CONSTRUCTION 
1 x 7 Strand 


Attributes—Provides excellent 
abrasion resistance with low flex- 
ibility and low stretch. 


Applications—Used as guying 


wire, tensioning members, and for 


applications with straight pulling 
and pushing requirements. 


1 x 19 Strand 


Attributes—Provides excellent 
abrasion and compression resis- 
tance with limited flexibility. 
Applications—Used as guying 
wire and as tensioning members 
with pulling and pushing 
requirements. 


7 x 7 Strand 


Attributes—Provides excellent 
abrasion resistance with good 
flexibility. Best for strength and 
flexibility. 

) Applications—Can be used 
over small-diameter pulleys and 
also used as control cable for 
equipment. 





MATERIAL TYPES 
Galvanized 


Galvanized steel provides some corrosion 
resistance and is an economical alternative to 


stainless steel. 
302/304 Stainless Steel 


Good corrosion resistance and more economical 
than 316 stainless. 











Cable Selection Guide 


7 x 19 Strand 
Attributes—Excellent flexibility, 
strength, and greatest amount of 
stretch. Resistant to crushing. 
Applications—Can be used 
over small-diameter pulleys and 
also used as control cable for 
equipment. 
6 x 19 Class IWRC 
Attributes—Provides abrasion 
and crush resistance with excellent 
oe" flexibility. 

2° Applications—Logging ropes, 
choker rope, rotary drilling, and 
cable track lines. 
6 x 37 Class IWRC 
Attributes—High strength, 
: extremely flexible, and excellent 
8 fatigue resistance with super flex- 
» ibility. Lower abrasion resistance. 
> Applications—Winch lines, 
Cranes, and towing. 


Fiber Core 

Provides support while remaining flexible. More 
susceptible to crushing. 

Nylon-Jacketed 

Provides high flexibility and abrasion resistance. 
Typically used for drive cables and physical 
fitness equipment. 

Vinyl-Jacketed 








Scan. Order. Done. 
Details on page A1. 


6 x 42 Fiber Core 

Attributes—Balanced combi- 
nation of abrasion and fatigue 

= resistance for machinery 
operation. 

Applications—Winch lines, 
cranes, and towing. 

19 x 7 Strand Core 

Attributes—Provides rotation 
resistance with superior flex- 
ibility. Susceptible to crushing and 
> kinking. Extra care must be exer- 
cised when using cable. 
Applications—Lifting and pulling 
applications. 


General purpose PVC provides high flexibility and 
superior appearance. Typically used as barriers 
and lanyards. 

Polypropylene-Jacketed 

Polypropylene impregnated and coated galva- 
nized steel. 








Construction Cable 
Material Type Size 
1 u 
Galvanized 1 x 7 Strand Core ie 
Ye" 
¥30" 
Galvanized 1 x 19 Strand Core Ya" 
30" 
Vi 
; He 
Galvanized 7x7 Strand Core 7A 
A 
Galvanized 7x 19 Strand Core Ye" 
¥e" 
A 
i, 
; Ye’ 
304 Stainless 1 x 19 Strand Core ys" 
He" 
V6" 
i "6 
304 Stainless 6 x 19 Class IWRC yA" 
He 
304 Stainless 6 x 37 Class IWRC os 





Coated Construction Cable Coated 
Size Material Type Size Size 
= Ve" = 
— sg" —= 
—_— 304 Stainless 6 x 42 Fiber Core Ya" — 
= 6" = 
= 3," = 
—_— 304 Stainless 7X7 Strand Core Ya" — 
= 6" = 
= Vo" as 
= 304 Stainless 7x19 Strand Core a = 
= Tap" — 
= Yi = 
— 304 Stainless 19 x 7 Strand Core 3" — 
= TAG" = 
— He" Ya" 
= Nylon-Coated Ae “ve 
— Galvanized 7X 19 Strand Core Ya" Vie" 
= Construction Material 6" 13/49" 
_— ¥" 1Y%o" 
— Galvanized Clear a aes 
— 7X 19 Strand Core ve 130" 
= Vinyl Jacketed 7% Gap! 
= He" Ya" 
— . He v6 

302/304 Stainless Steel 1 1 

= Clear Vinyl Jacketed  / x 19 Strand Core ve : bal : 
16 30 

¥" 1Yo" 


Polypropylene- 


7x7 Strand Core 


eS 
| 
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Impregnated & 
Coated Galvanized 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE° MATERIAL HANDLING 
Find the . Find Solutions. Find Great Prices. Steel Cable 





oo" 


Coated and Uncoated Steel Cable 


= Do not exceed working load limit 

= Precut cable includes permanent thimble eye on 
one end; safety-fused on the opposite end 

= See Grainger.com® for domestic steel cable offering 


For use with manual or electric winches. Galvanized steel cable with safety 





orange vinyl coating provides high visibility for hazardous areas. Length 
25 FT. 50 FT. 100 FT. | 250FT.  500FT. 
Working LENGTH | LENGTH | LENGTH | LENGTH | LENGTH 
Cable Outside Load Item Item Item Item Item 
Size Dia. Limit Strand Type; No. No. No. No. No. 
Nylon Coated 


Galvanized Steel 











Ya Vie’ -54Ib. 7x7 | 33RG27 — — 2VJF1 — 
yee Ye __96 Ib. x? — = 2VJF3. | 2WJF4 | 2WJF5 1x7 
% 96 lb. 7x7 — — — a 2VJF8 
yg 184 Ib. 7x7 = = = 2VJG1 | 2WJG2 
Ye 1841d. 7x7 = = = = 2VJG8 
yy “6 400lb. 7x19 | 33RG13 — 2VJG9 | 2VJH1 | 2VJH2 
Fo" 400Ib. 7x19 — = = 2VJH4 | 2VJH5 25FT. | SOFT. | 100FT. | 250FT. | 500 FT. 
ye v4 840 Ib. 7x 19 = — 2VJH6 | 2VJH7 | 2VJH8 Working LENGTH | LENGTH | LENGTH | LENGTH | LENGTH 
Ye 840lb. 7 x19 = = = — 2VJJ2 Cable Outside Load Item Item Item Item Item 
Vy" He  1400lb. 7x19 = = — NdJ4 NJJ5 Size Dia. Limit Strand Type No. No. No. No. No. 
56" 134" 1960lb. 7x19 <= = — JIT — %e' 940 Ib. 1x19 2TAN2 2TANS 2TAN4 — — 
Polypropylene Coated He =6r 740 lb. 3=7 x 19 2TAZ5 2TAZ6 —_ 1DLC6 _ 
Galvanized Steel yo Ye 860 Ib. 197 = 2VJD7 | 2VJD8 | 33RG97 = 
Yio" 340 lb. 7x7 — — 2vJws | 2VJWw9 — 16. em" «G00 Ib. © a = = 2TATT = = 
Ye SOVa’”~SC7AO ID. SOT XT = 2VJX1 | 2X2 | 2WJX3 = C 
vi “He 1220ib. ~=97x7 ~+| 33RG33 | 2VIX4 | 2X5 | 2VJX6 — Ae" 320 Ib. oe aos _— _— OTAVT = = 
Folypropyiene eoated, sew 7’ Ye 10001. 7x19 = 2TAZ8 | 2TAZ9 = -_ 
vs ‘Yo’ 340 1b 7 x7 — — oVIX8 1 2VIX9 — vs" 1640lb. 1x19 | 2TAK8 | 2TAK9 | 2TAL1 | 33RG78 | 33RG79 
Simei Catal Green vs 9001p. &XF/ CSS otatgs -2TAT9 | 2TAU1 | 33RG82 —33RG83 
alvanized Stee Ya" i 
Ven’ 340. 7x7 — — | 2wy2 | — | 33RG06 oe ee ae |} in ee 
aly sateen let Vi 1152 lb. 19x7 — | 2WET | 2WE2 = 
ae te sane aiee He 2500Ib. 1x19 | 2TANS | 2TANG | 2TAN7 | 33RHi7 | — 
%s Vie’ ~—=S«#5A ID. ~~ 7X7~~«|«SSRF74 | 33RF75 | 2VJP6 | 2VJP7 | 2VJP8 5x37 Class 
ye 72 96 lb. 7x7 | 33RF56 | 33RF58 | 2VJP9 | 2VJR1 | 2VJR2 e' 1660 Ib. War — 2TAU3 | 2TAUA = = 
Ys 96lb. 7x7 | 33RF57 | 33RF59 | 2VJR3 | 2VJR4 | 2VJR5 Ae Ter 
yy 2 1841. 7x7 | 33RF70 | 33RF72 | 2VJRG_ | 2VJR7 | 2VJRB He" 980Ib. Ener core| — 2TAW4 — — 
Ye 1841b. 7x7 — — 2VJR9 | 2VJT1 | 2WJT2 Fe" 1800 1b 7x19 — = = 33RH22 = 
. _ %e  352lb. 7x19 | 33RF63 | 33RF65 | 2VJT3 | 2WJT4 | 2WJTS at a — = 
" ao’ 352Ib. 7x19 | 33RF62 | 33RF64 | 2WJT6 | 2WJT7 | 2WT8 ; $500 Ib. i ; i 2TALB 2TANT 
she us ey 7 7X 7 2VJT9 | 2VJU1 — sbulat 33RF69 7s" 1320 ID. Finer Core | 2TAWS = = = = 
He  740lb. 7x a — 5 — 5p" 
vise’ ~«1280ib. +7x19 +| 2WJU6 | 2VWJU7 | 2VJU8 | 33RF60  33RF61 ‘ %' 2340 Ib. © nee = 2TAU6 = 2TAU7 = 33RH11 = 
He 1%" 1800lb. 7x19 | 2WJU9 — — 33RF78 — %  2400Ib. 7x19 — 33RH15 — — — 
SEE at BEIT XT | SSRFST-[-SSRFOS|-SSRFO6—|—~2WIKS —|-SSRFS e210 = —— Sis ssh) | —— 
64" 16" X i ; 6 x 19 Class 
i ee ee ee eee 
g" F X —= 1/o" 1fy" X ass 
484 Ik w SVL 1 VIL 1 oVJL3 1 33RF SS /o Ye" 4560 Ib.“ aSS| 2TAT2 | 2TAT3 | 2TAT4 | 33RG72 | 33RG73 
Yo" Yo" —«184 Ib. SOT XT = = = 2VJL6 | 33RF94 Galvanized Steel 
Fo" 2001b. 7x19 = 2VJL9 = = = Yoo’ Vax" 37 Ib. 1X7 — — = — 2RZX6 
wee’ ~~ 340ib. 7x7 ~| 33RF86 | 2VJL7 | 2VWJL8 | 1DLA7 | 33RF87 Yea" 6" 75H ID. «TXT = — = — 2RZX9 
yr fe 840 Ib. 7x19 = = = 1DLAQ = ye 28 96 Ib. 7x7 — — 2TAA1 | 2TAA2 | 1DLA1 
He  840lb. 7x19 = — — 33RF88 | 33RF89 Ye 100 lb. 1x19 — = 2RZY1 | 2RZY2 | 2RZY3 
Ya! Ye 1400lb. 7x19 — 2VJN7 | 2VJN8 | 33RF84 | 33RF85 Yo" 200 1b. 7 x19 = _— 2TAC8 _ = 
He 1%" 1960lb. 7x19 = = 2VJP2 | 33RG03 -_ %o" eo" 240 Ib. 1x 19 — — 2RZY4 | 2RZY5 | 2RZY6 
%" ‘" 2880Ib. 7x19 | 2WP3 | 2WJPA | 2VUP5 — = %o" 184 1b. 7x7 = = — 2TAA4 | 2TAAS 
Vinyl Coated, Safety Orange %"  400lb. 7x19 — 33RH48 | 2TAE2 | 2TAE3 | 2TAE4 
Galvanized Steel yp" %" 420 Ib. 1x19 — 33RH46 | 2RZY7 | 2RZY8 | 2RZY9 
Vie’ —Ve'’—Ss« ID. SCT XT = 2VJV6 | 2VJV7 | 2WJV8 | 33RG44 %" 340lb. 7x7 — — 2TAAG | 2TAA7 | 1DLA2 
Jo" e" ~—«d184 (Ib. SOT XT = = 2VJW1 | 2VJW2 | 33RG48 %o" 560 lb. 7x19 — 33RH71 | 2TAES | 2TAEG = 
yi Yi" 340lb. 7x7 = 1DLB2 | 2VJW3 | 1DLB1 | 33RG50 Yo" Ho" 520lb. 7x7 — 33RH73 — 2TAAS = 
a (00 a ae — 2VJW5 | 2VJW6 | 33RG45 | 33RG46 %o" 660 lb. 1x19 — — _ 2RZZ2 = 
Clear Vinyl Coated Pre-Cut Lengths Yo 940lb. 1x19 _ 33RH50 | 2RZZ4 2RZZ5 2RZZ6 
Galvanized Steel Ye oe" 840 lb. 7x19 — 33RH52 | 2TAE8 | 1DLA3 | 2TAES 
Con’ (01 a @) = = 1DLB8 = = Ae 740 ib. 7x7 =< = 2TAC2 | 2TAC3 | 2TACA 
He —SOVa’”~SC«AO ID. «SZ x19 = 1DLC1 = = = Ys" 1400lb. 7x19 — 33RH42 | 2TAF1 | 1DLA4 | 2TAF2 
vi" «He ~—«*1400'b. 7x 19 — 1DLB9 — = = yj" Yi" 1220 lb. 7x7 — — 2TAC5 | 2TAC6 | 2TAC7 
Uncoated %" 1640 lb. 1x19 — — 2RZZ7_| 2RZZ8 | 2RZZ9 
304 Stainless Steel He Ye 1960lb. 7x19 — 33RH67 | 2TAF3 | 33RH66 | 2TAF4 
Yeo" 301b. 1x19 | 2TAKS — 2TAK7 | 33RG74 | 33RG75 ys" %"  2880lb. 7x 19 — 33RH64 | 2TAFS | 2TAF6 | 2TAF7 


"2" Yoo" 28 1b. 7X7 2TAY1 | 33RG76 | 33RG77  _—|_ Uncoated Pre-Cut Lengths 


Ye" —_—*96 Ib. 7X19 2TAY8 2TAY9 2TAZ1 33RG67 | 33RG68 304 Stainless Steel 





yg Ye" 100 lb. 1x19 | 33RG63 | 33RG64 | 2TALS | 2TAL6 | 2TAL7 Yo" Ss Yan"—«d1BA ID. 7X7 = = 1DLD2 = aie 
se Ye’ 96lb. 7x7 ~~ ~| 33RG69  33RG71 — 33RG70 | 1DLC3 i Ys" «340 lb. 3 7x7 = — 1DLD3 = = 
Ye" 100lb. 1x7 = 33RG66. | 2TAK2 | 2TAK3 | 2TAK4 He He’ ~— 740 Ib. = 7 x 19 — — 1DLD4 — — 
Yao" Ss Ho"—«d184 Ib. = 7X7 = 33RH06 — 33RH05 | 1DLC4 Ya" Ys" 1280 lb. 7x19 — — 1DLD5 — — 
%  300lb. 19x7 | 2WID3 = 2VJD5 | 33RG91 = He “e 1800lb. 7x19 — = 1DLD6 = = 
¥%  420lb. 1x7 | 33RG89 | 33RG90 — — 2TAK1 Raleentzed tae ——— on 

; 6 x 42 gi g x = = = _ 
yy %  1401D. FiberCore) = 2TAV3 = — — Ve" He" 840d. 7x19 = = 1DLB4 = = 
Ye «352 lb. 7x19 = 2TAZ3. | 2TAZ4 | 33RG93 | 33RG94 Y;' Ys" 1400lb. 7x19 = = 1DLB5 = = 
Ys ~—*420lb. ~—«1x 19 = = 2TAL2 | 2TAL3 | 2TAL4 Ve %e' 1960lb. 7x19 = = 1DLB6 = -_ 

Ys 340lb. = 7x7 = = _ _ 1DLC5 x" ¥%"  2880lb. 7x19 = = 1DLB7 = 
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MATERIAL HANDLING Scan. Order. Done. == 








Cable Accessories Details on page Al. 
DAYTON DAYTON CROSBY® DAYTON 304 
Rope | MALEABLE IRON FORGED STEEL FORGED STEEL STAINLESS STEEL 
For Wire Turn | Min. No. Item Min. No. Item Min. No. Item Min. No. Item 
x 7 Rope Dia. Back | of Clips No. of Clips No. of Clips No. of Clips No. 
Dayton i 3y;" 3 2VKH9 2 4DV33 2 29WP16 3 2VKG6 
Ve 354" 3 2VKJ1 2 4DV34 2 29WP17 3 2VKH1 
Vj; 43); — — 2 4DV35 2 29WP18 3 2VKH3 
Wire Rope Clips — et ees 
g! Z 4 4DV37 : 
ire ope Ips 7 ae aid 3 2VKJ5 2 4DV38 = — — — 
: yu Tu . 16 to 2" " — — —- = — = 
= Sizes ¥" to 7" will etter a 2VKI6 3 ADV39 = = = = 
develop 80% of cable y _ ba — — 3 4DV40 = sOUIEDA — — 
46" 0 el tt a ae as a == —— 
ne oe oo 
8 — — 
cable breakage strength al 26 5 SVKK2 5 ADVAd ZOMP27 — — 
re end of wire rope when 8 = = = = = = 
secure end of wire rope whe ae = = = 7 ~39wP29 | — = 
No. 2VKH9 turning back to form a loop. 1H ag = = = 7 29WP30_ — = 
Galvanized finish. 12 of" = = = = 8 29WP31 = = 





No. 4FRY5 





RONSTAN 


No. 1DKK4 316 Stainless Steel 
af Dayton] Wire Rope Clip and 
Thimble Sets Crosby® Fist Grip Clips 








Clip and Thimble Sets Each set includes 1 thimble and the appro- Double saddle allows for quick installation. Steel 
Each set includes 1 thimble and 2 U-bolt type wire priate number of U-bolt type clips. Made construction with galvanized finish. Include heavy 
rope clips, except No. 2VKK6 which includes 1 with 316 stainless steel. hex nuts. Meet FF-C-450 Standards. 
thimble and 3 U-bolt-type clips. Item For Wire Min.No. — Rope Item 
For Wire Rope Dia. Min. No. of Clips No. Rope Dia. _ofClips TurnBack Min. Torque No. 
GALVANIZED STEEL | STAINLESS STEEL Yea" to 30" 2 4FRY5 Ye’ to Va 2 a 30 ft.-Ib. _ 29WP32 
Item Item i 2 4FRY6 Ae 2 at 30 ft-lb 29WP33 
For Wire Rope Dia. No. No. 32" 2 4FRY7 Ye" 2 54" 49 ft.-Ib. 29WP34 
i 1DKK4 1DKK9 Ae 2 4FRY8 Te’ to V2" 3 i 65 ft.-Ib. _ 29WP35 
Ae 1DKK5 1DKL1 A y 4FRY9 Ae" to Ve" 3 13%" 130 ft-lb. _ 29WP36 
a — 1DKL2 Ae 3 4FRZ1 7 3 16" 225 ft-lb. 29WP37 
Ae — 1DKL3 x 3 4FRZ2 VA 4 26" 225 ft-lb. 29WP38 
x 1DKK8 1DKL4 VA 3 4FRZ3 1" 5 a 225 ft-lb. 29WP39 
Ae 2VKK3 — a 3 4FRZ4 TH" 5 4t" 360 ft-lb. 29WP40 
VA 2VKK4 2VKK6 Ya 4 4FRZ5 iA 6 55" 360 ft-lb. 29WP41 
* F DAYTON 
No Dayton DAYTON ZINC-PLATED | DAYTON GALVANIZED | CROSBY GALVANIZED | STAINLESS STEEL 
1 DLG1 For Wire Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
i Rope Dia. No. Qty. No. Oty. No. Qty. No. Qty. 
Wire Rope Vie — = — — — — | 1DLG6 5 
. i 1DLG1 25 2VKK7 25 48FR63 1 1DLG8 25 
46" 3) 5 4 4 5 
y 1DLG2 2 2VKK8 2 8FR6 1 1DLG9 2 
i 1DLG3 25 2VKL1 25 48FR68 1 1DLH1 25 
Thimbles extend usable life of cable oe ee 2 ee 2 settee Org ee 
i ; 8 
by protecting against everyday Ve — =~ OVKLA 35 — — — =~ 
wear. Compatible with sleeves or i = = OVKL5 95 = = = = 
wire rope Clips. 7 = = = = 48FR6/ 1 = — 


‘a 


Sleeve and Thimble Sets 


Allow 100% cable strength. Use 
with cable swaging tools, sold 


separately. Crosby® Steel 


For |GALVANIZED| STAINLESS 


Galvanized Steel—Iinclude 2 Wire | ste. | ste. | Tapered Sleeves 





zinc-plated thimbles and 2 alumi- Rope | — Item Item — 
Ach alloy sipaves Dia, No. ae Standard steel sleeve terminations have an se ig a 
7 1DKJ3 4DKJ8 efficiency rating of 96% with IWRC or 93% Rope Dia. _ No. 
Stainless Steel—Include 2 vie 1DKJ4 1DKJ9 with FC based on strength of wire rope. These ye A8FR/2 
stainless steel thimbles and 2 tin- ii IDK wee sleeves are used for wire rope constructions: ie qaERG 
No. 1DKJ3 plated copper sleeves. x _ 1DKK3 6 x 19, 6 x 37, RRL, FC, and IWRC. TV" 48FR75 
1088 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® MATERIAL HANDLING 
Find the wt. Find Solutions. Find Great Prices. Sleeves, Swagers & Cable Cutters 


= 
Ulta H | 


CABLEWARE® DIVISION 


Wire Rope | } 
Sleeves No. 1DLE3 No. 16X825 No. 2VKD3 


Generate professional-quality loops with a clean look. When used appropriately 
and swaged accurately, sleeves allow 100% cable strength. Tin-plated copper 








No. 12R355 











sleeves are designed for use with stainless steel cable. Stainless steel oval ¥* GRAINGER 
sleeves provide maximum corrosion resistance. APPROVED 
WIREROPE | WIRE ROPE y 
sieeve stop sieeve | (J CU: No. 12R375 
For Wire Item Pkg. | Item Pkg. CABEEWARESIDINIBION 
Rope Dia. For Use With Finish Brand No. Qty. No. Qty. Swa in Tools 
304 Stainless Steel 
Yoo" Stainless Steel Cable Natural Loos | 16X825_—s 1 _ — g g : 
Yea Stainless Steel Cable Natural Loos | 16X826 1 —- — = For oval- and stop-sleeve swaging 
Vie" Stainless Steel Cable Natural Loos | 16X827__1 = = = Heat-treated steel jaw 
¥a0" Stainless Steel Cable Natural Loos | 16X828 1 — _ ‘ oe 
Yi Stainless Steel Cable Natural Loos | 16X829_ 1 | — — | ™ Used for making loops and splicing cable 
2" Stainless Steel Cable Natural Loos | 16X830 1 —- — = Easily provide accurate cutting and crimping 
He Stainless Steel Cable Natural Loos | 16X831 1 — _ . : : : : : 
Vi Giles Staal Cable Natural loos 416X833 1 —_ Hand Swaging Tools—Single-compression die, except No. 12R355 is multi- 
Ve" Stainless Steel Cable Natural Loos | 16X834 1 = compression. Nos. 12R359 and 12R360 are scissor-action type. No. 12R375 is 
Alvninum anny TUS KID aaa ROO oe Res a a hydraulic compression tool; includes interchangeable dies and packaged in a 
16 ; ur ; ‘ 
Vag" 1DMU9, 1DMV2 Natural Dayton 2VJZ1 25. 2vKce. 50 | Plastic carrying case. Include test gauge. 
i 1DMU9, 1DMV1, 1DMV2 Natural Dayton | 1DLD8 25 | 2VKC7 50 . 5 , 
al iDMV1. 1DMV2. 1DMV4 Natural Dayton | 2VJZ2 25. 2VKC8 50 Bench Swaging Tool For shop location and permanent workstations. Fully 
Ae" 1DMV1, 1DMV2 Natural Dayton | 1DLD9 25 | 2VKC9 50 adjustable. Multicompression jaws. For copper and aluminum only. Includes test 
YA 1DMV1, 1DMV4 Natural Dayton | 1DLE1 25 | 2VKD1 10 gauge. 
Ae" 1DMV4 Natural Dayton | 1DLE2 25 | 2VKD2 10 
a 1DMV3 auras pavton ae * = Hand Swager/Cutter—Designed for use with cable up to 6" thick. Hardened 
es = cathe aon ——— | steel jaws allow tool to taper as it cuts, leaving evenly cut ends. 
Van" — j = = . . . 
a = aNatual Data ays go | Hand Swaging Kits—Kit Nos. 12R364 and 12R365 include Hand Swaging Too! 
Vea = Tin Plated Dayton | 2VJz8_ 25 | — —_ | No. 12R309, cable cutter, and an assortment of sleeves, thimbles, and stops. 
oe = ane Fated Nevin 2VKA3_25 ai a Packaged in a steel tool box. No. 12R364 has aluminum sleeves and zinc-plated 
64 —= atura ayton — — F ‘ j j 
Vie" 1DMU9. 1DMV2 Tin Plated Dayton | 4DLF2 25 <= steel thimbles; No. 12R365 has copper sleeves and stainless steel thimbles. 
Vie" 1DMUS, 1DMV2 Zinc Plated Dayton | 2VKA4 25 | 2VKE7 50 Kit No. 12R376 includes Hand Swaging Tool No. 12R375 and 6 sets of dies and 
Vier 1DMU9, 1DMV2 Natural Dayton | 1DLE4 25 | 2VKD5 50 gauges. Packaged in a plastic case. 
Vag" 1DMU9, 1DMV2 Zinc Plated Dayton | 2VKA5 25 | 2VKE8 50 
Yap" 1DMV2 Tin Plated Dayton | 1DLF3 25 —- — —— Handle Item 
Yao" 1DMU9, 1DMV2 Natural Dayton | 1DLE5 25 | 2VKD6 50 : For Cable Size (in.) Length (in.) Brand No. 
%" 1DMU9,1DMV1,1DMV2‘TinPlated Dayton | 1DLF4 25 | —  — Single-Groove Hand Swaging Tool ; <i —{DMVa 
¥' 1DMV1, 1DMV2 Zinc Plated Dayton | 2VKA6 25 | 2VKE9 50 mt It Hand Swaaing Tool 6 
%"  1DMU9, 1DMV1, 1DMV2__—sNatural ‘Dayton | 1DLE6 25 9 — — a i WE 
i," {DUM9, 1DMV1, 1DMV2 Natural Dayton | — — | 2VKD7 50 Hand Swagger/Cutter 
ao" 1DMV1, 1DMV2,1DMV4 Zinc Plated Dayton | 2VKA7 25 + | 2VKF1 50 V6. Yn. Ve Yn, Vig 19 GA 4DMV?2 
a2" 1DMV1, 1DMV2,1DMV4 Tin Plated Dayton | 2WJZ9 25 —- — Clamping Bolt Type 
Ae" 1DMV1, 1DMV2 Zinc Plated Dayton | — — | 2VKF3 50 the, ¥32, Ve = GA _1DMU9 
6" 1DMV1, 1DMV2 Tin Plated Dayton | 1DLF5 25 —- — te, Ys, Ve, Va = GA 1DMV1 
Vie" 1DMV1, 1DMV2 Natural Dayton 14DLE7 25 = = Hand Swaging Tools 557 : ORG 
32" — Tin Plated Dayton | 2VKA1 25 — — “Ye, 332, Vs, ¥2, Ve A 00s 55 
To" — Zinc Plated Dayton | 2VKA9 25 | 2VKF5 = 10 Ye Aluminum and Copper, 32 Stainless Steel ivi Loos 12R35/ 
To" = Natural Dayton | 2VJZ6 25 | 2VKE1 10 342 Aluminum and Copper, ’ Stainless Steel ul Loos 12R358 
Ya! 1DMV1 Tin Plated Dayton | 1DLF6 25 —- — Ys Aluminum and Copper Sleeves, %2, “6, /32 47 L 12R359 
Ya 1DMV1, 1DMV4 Zinc Plated Dayton | 2VKC1 25 | — — Stop Sleeves and 72 Stainless Steel ia 
Va" 1DMV1. 1DMV4 Natural Dayton 1DLE8 25 _ — %6 Aluminum and Copper, 32 Stainless Steel 17 Loos 12R360 
Hg 1DMV4 Tin Plated D 1DLF7 25 = _ Y Aluminum and Copper Sleeves, 4, 932, 46, ¥8 Stop Sleeves 25 Loos 12R361 
no malt avon %6 Aluminum and Copper 20 Loos 12R362 
Ae 1DMV4 Natural Dayton | 1DLE9 25 | 2VKE3 10 MET ie ; c LEE 
6" 1DMV4 Zinc Plated Dayton | 2VKC2 25 | 2VKF9 10 eee 008 
a ! I, Yr, 6, Vs, Ve, V2 18 Loos  12R375 
% 1DMV3 Tin Plated Dayton | 1DLF8 25 —- — tas 
val Hand Swaging Kits 
Ve 1DMV3 Zinc Plated Dayton | 2VKC3 25 — = We. GA. Vas SASS 1 
oe 6, ¥32, Vs, ¥32, Ve 22% Loos _12R364 
7g 1DMV3 Natural Dayton | 1DLF1 25 — = Ke, ¥42, Va, ¥22, Vie 9% Loos 12R365 
WIRE ROPE CYLINDRICAL TERMINAL th, Ys0, he, ¥, ie, Vo 18 Loos  12R376 
For Wire Item Pkg. Bench Swaging Tool 
Rope Dia. For Use With Brand No. Qty. Vs, ¥32, Va, ¥32, Vie WAY) Loos  12R356 
303 SE / 304 
i" MIL-DTL-83420 Cable Loos 16X636 1 










Crosby® 
Terminator™ 
Wedge Sockets 


ics 12R371 = 
= Meet ASME B30.26 requirements , a > FFIC . Pe. No. 12R373 
Sockets secure the tail of the wire rope No. 29WR30 swissEIMADE 0 aie 


-® 


No. 12R372 






No. 





to the wedge to eliminate wedge loss Item 

For Wire Rope Dia. No. Overall Item 
and the need for an extra piece of wire i ZawR30 Cable Cutters >I Cutting Cap_/Material Length _No. 

imi j j A j j j astic-Coated Handle 
rope. Also eliminate potential breaking Wa son? Unique triangular cutting blades No fo 3mm Hig Tensile Wire 7" —T9Ra70 
off of the tail from fatigue. Pin diameter yj, 29WR33 eliminate fraying and crush- — Up to 7 SS 79" —FOR371 
nd jaw opening allows w n Le 4 ing of cable ends. Blades are orged Aluminum Handle 

and jaw opening oe edge : d h ih 29WR35 g fh sand Up to 4 SS 13° 12R372 
socket to be used in conjunction wit THR 50WR36 constructed of hardened an Up to ¥e" SS +9" 42R373 
closed swage and spelter sockets. A 29WR37__|_tempered steel. Up to % SS 23° 12R374 
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MATERIAL HANDLING Scan. Order. Done. 
Sheaves & Turnbuckles Details on page A1. 





* GRAINGER 
APPROVED 


Wire Rope Blocks and Sheaves 


Forged fittings with zinc finish are weather-resistant and 
riveted to the all-steel sheaves. Suitable for use with 
heavy-duty wire rope and aircraft cable in high-load 

and medium-speed applications. Bronze bearings are 





oa 





Flat-Mount Swivel Eye Swivel Hook with Plain Snatch Block self-lubricating. 
Pulley Block Pulley Block Latch Pulley Block Warning: Do not exceed recommended work load limit of cable/block. 
Max. Working Sheave Sheave Max. Working Sheave Sheave 
Cable Load Outside Inside Eye Hook Item Cable Load Outside Inside Eye Hook Item 
Attachment Type Size Limit Dia. Dia. Inside Dia. No. Attachment Type Size Limit Dia. Dia. Inside Dia. No. 
Pulley Blocks Ye 525|b.  1-1/12" — — 5RRW7 
Epoxy Ys" 6000 Ib. 6" 1 ¥32" 11%2" 5RRT1 Swivel Hook, Zinc Plated Ys" ‘800 Ib. 2 — — 5RRXO 
Ye «525 Ib. 1%" — —_ 5RRW2 Ys 1550lb. 3" — 1/6" 5RRX1 
Fixed Eye, Zinc Plated ¥%e' 600 Ib. 2 — — 5RRW3 Swivel Shackle, Powder Coated Yo" B000lb. 394%" 1" — SULLO 
Ya" 685 Ib. 2¥2" = — 5RRW4 Double Pulley Blocks 
Flat Mount, Galvanized ¥e" 1100 lb. = 4%" Ve" — SULL8 Flat Mount, Galvanized Zs 660 Ib. 34" — — SULN3 
Ye 525 Ib. 1%" — — 5RRX2 Snatch Blocks 
¥ie' 600 Ib. 2 _ — 5RRX3 Plain, Powder Coated ¥%" 3000 Ib. 4" = — SRRUI 
Flat Mount, Zinc Plated ¥e' 600 Ib. Zz Ya" None 493R64 Sheaves 
Ys" 685lb. 2%" Y;" None 493R68 Ball Bearing, Galvanized %o" — 300lb. = 25" ¥e" — 5RTD3 
Ys" ‘800 Ib. oh Ve None 493R65 Ye" 685lb. 2%" yf" None 493R60 
Side Mount, Galvanized ”~s 1210 Ib. 4" — — 5ULN1 Ys" ‘800 Ib. 3 VY" None 493R61 
Swivel Eye, Epoxy Ys" 6000 Ib. 6" 12" 2 5RRR7 Center Bore, Zinc Plated Ye =1550lb. 3%" ya" None 493R62 
¥e' 600 Ib. 2 Y," None 493R63 Ye 1700 Ib. 4" 7 None 493R67 
Ys" 685lb. 2%" — 7 5RRV9 3" 1700 Ib. 4" a None 493R69 
Swivel Eye, Zinc Plated Ys" ‘800 Ib. 3: = Ve: oRRWO 
Ye 1550lb. 3%" — — 5RRW1 


Ye 1900 lb. 3%!" ya" None 493R66 





Stainless Steel Fibrous and Wire 
Rope Sheaves and Pulleys 


Provide a strong, low-friction turning point. High compression-grade acetal ball 
bearings provide minimal friction across a full working load range. Pulley Blocks 
allow quick rope removal and block detachment. Additional items available on 
















Grainger.com®. 
. Designed Rope Working Sheave Item 
No. 4FRV4 gia Dia. _ Load Limit Type Outside Dia. No. 
Yq" — Acetal, Solid Ja" 4FRW4 
No. 4FRX5 Fibroué V4" — Acetal, Ball Bearing 1" 4FRX5 
Base Ae — Acetal, Solid iA 4FRW9 
Pp Y;" — Acetal, Solid Ty" 4FRX2 
tA — Acetal, Solid 1'%6" 4FRW7 
Pulley Block 
“6 880 Ib. Loop Top 1%6 4FRX8 
Ae 880 Ib. Swivel Shackle Hd 1% 4FRX9 
Us 880 Ib. Swivel Shackle Hd, Becket 1%6 4FRY1 
Fibrous Yy' 1650 Ib. Loop Top 2 4FRY2 
Rope ¥;" 1650 Ib. Swivel Shackle Hd 2 4FRY3 
Yo" 1650 Ib. Swivel Shackle Hd, Becket 2. 4FRY4 
¥" 1760 Ib. Flat Mount 2 4FRV4 
¥;" 1760 Ib. Swivel Shackle Head 2 4FRV6 
: Y," 990 Ib. Removable Clevis Pin Hd |" 4FRV1 
. Wire Rope Ye" 990 Ib. Ferrule Top, Removable Sheave t 4FRU9 
No. 4FRX9 No. 4FRUS P= 1870 Ib. Ferrule Top, Removable Sheave Ty 4FRU8 
Ae 830 Ib. Sheave Box-9/16" Width 1%6' 4FRV8 
*ETIISRANGER toed Galvanized Stoel SS 
APPROVED orged Galvanize ee ere 
Turnbuckle Body - No End Fitting Eye & Eye Fitting 
Turnbuckles Jaw End Fitting 
Turnbuckles quickly tighten and loosen —_ Working _ oe it | Working = ies eo! | 
: : ‘i Load p ia. engt tem oa p ia. engt tem 
chain and wire rope, providing secure yimit(ib.) (in.) in.) (in.) Material No. Limit (Ib.) (in.) (in) (in.) Material No. 
connections with the precise tension Turnbuckle Bodies Hook End Fitting 
pound ne Oren components, m0 8G ¥; Forged SS 2ULW3 800 a ¥; Forged Galvanized Steel 2ULJ3 
' 2 — orge p — orged Galvanized Stee 
order 1 body and 2 ends (1 left Eye & Eye Fittings Orientation Right 
handed thread and 1 right-handed 5200 18 29 Forged Galvanized Steel 4DV26 400 4 7 — Forged Galvanized Steel 2ULH7 
thread) to make a complete unit. Oval Eye Fitting 1100 6 %e = Forged Galvanized Steel 2ULJ2 
; Orientation Right 3000 6 Ya = Forged Galvanized Steel 2ULK7 
WARNING: Do not exceed working load 3500 6 % — _ 316 Forged Stainless steel 2ULX7 Jaw End Fitting 
limit. Working load limit of an assembly Eye End Fitting 2800 8 % — Cast Stainless Steel | 2UMF7 
is determined by the component with the 2200 12 ) —_— Forged Galvanized Steel 2ULE6 5200 6 V4 — 316 Forged Stainless steel 2UMA8 
lowest working load limit. 5200 6 Ya — Forged Galvanized Steel 2ULF5 
10,000 18 1 — Forged Galvanized Steel 2ULH5 


Warning! This winch equipment is not to be used for lifting, supporting, or transporting people or loads 


over areas where people could be present. 
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GRAINGER CHOICE® MATERIAL HANDLING 
Find the ww. Find Solutions. Find Great Prices. Turnbuckles 





QncAg, 

Chicago Hardware peta 
YT] & Fixture Company (ry) 
Neco 19 hy # r 





Turnbuckles and Swivels 


Turnbuckles are made with USA steel for full traceability. Aluminum midget turnbuckles are corrosion-resis- 
tant for light-duty applications. Safety snap hooks are forged carbon steel with stainless steel latch, spring, 
machine screw, and nut; vertical loads are based on a safety factor of 5:1. All swivels are heat-treated and 
hot-dipped galvanized for corrosion resistance. Drop-forged turnbuckles, except stub ends, meet perfor- 
mance requirements of ASTM F1145, Type 1, Grade 1 Standards for heavy-duty tensioning applications. 





JAW AND JAW EYE AND EYE JAW AND EYE 
Working Working Working 
Thread Take Load Close Item Load Close Item Load Close Item 
ia. (i Up (i Limit (Ib.) Length (i Limit (Ib. th (i Limit (Ib.) Length (i 





Dro »-For yed Turnbuckles 


% 4 900 8% GNDF2_, aw anctaw Eyoang eye: “vawend eye 
“6 4AM 800 9% 6NDH4 800 9% 6NDF3 Turnbuckle Turnbuckle 
Is 6 1200 11%  49P589 | 1200. +11% GNDF4 

2 2200 8 49P590 2200 8% 6NDF5 
, 6 2200 13% ~~ 6NDH7 | 2200 13 49P591_| 2200. 13/4 ~~ ~~GNDF6 

9 2200 16 49P592 2200 16% 6NDF7 


— 


2 2200 19% 6ZFJ1 2200 19 49P593 2200 19% 6NDF8 
6 3500 15% 6ZFJ2 3500 13% 49P594 3500 14% 6NDF9 
9 


5 3500 18% 6ZFJ3 3500 avs 49P595 3500 17% 6NDGO 


12 3500 20% 49P596 3500 21% 6NDG1 
18 3500 274% 6ZFJ5 3500 26% 49P597 3900 27% 6NDG2 
6 5200 14% 49P598 5200 15% 6NDG3 
¥/ 9 9200 18 49P599 5200 18% 6NDG4 
12 9200 21% 49P601 9200 22 6NDG5 
18 9200 21% 49P602 9200 28 6NDG6 
6 7200 18 49P603 7200 19 6NDG7 
Ah 12 7200 24% 6ZFK1 7200 22% 49P604 7200 232 6NDG8 


18 7200 30% 6ZFK2 7200 28% 49P605 7200 eave 6NDG9 
6 10,000 20%6 6ZFK3 10,000 17 49P606 10,000 19% 6NDHO 




















1 12 10,000 25 49P607 10,000 25% 6NDH1 
18 10,000 31 49P608 10,000 31% 6NDH2 
HOOK AND EYE HOOK AND HOOK STUB END 
Working Working Working 
Thread Take Load Close Item Load Close Item Load Close Item Hook and Eye Hook and Hook Stub End 
Dia. (in.) Up(in.) | Limit(Ib.) Length (in. No. Limit (Ib.) Length (in. No. Limit (Ib.) Length (in. No. Turnbuckle Turnbuckle Turnbuckle 
Drop-Forged Turnbuckles 
2) 4 400 8% 6NDD1 500 10 6ZFR9 
V6 AV 700 9V%4 6NDA1 700 9% 6NDD2 800 11 6ZFTO 
¥ 6 1000 12 6NDD3 1200 16 6ZFT1 
2 1500 9% 6NDA3 1500 10 6NDD4 2200 10% 6ZFT2 
Yo 6 1500 14% 6NDD5 2200 16 6ZFT3 
9 1500 17% 6NDD6 2200 19 6ZFT4 


12 1500 20% 6NDD7 2200 22 6ZFT5 
6 2250 14% 6NDD8 3500 16 6ZFT6 
oy 9 2250 17% 6NDD9 3500 19 6ZFT7 
12 2250 20% 6NDEO 3500 22 6ZFT8 
18 2250 26% 6NDE1 3500 28 6ZFT9 


6 3000 16% 6NDE2 9200 17 6ZFVO 
¥ 9 3000 19% 6NDE3 9200 20 6ZFV1 
12 3000 22% 6NDE4 9200 23 6ZFV2 
18 3000 28% 6NDES 5200 29 6ZFV3 
6 3200 19 6NDE6 7200 18 6ZFV4 





% 12 3200 23% _6NDC6 | 3200 23% _ 6NDE7_ | 7200 24 6ZFV5 
18 3200 29% _ 6NDC7_| 3200 29%, 6NDE8 | 7200 30 6ZFV6 
6 5000 20 6NDE9 | 9800 19 6ZFV7 
1 12 5000 25% _6NDFO | 9800 25 6ZFV8 
18 5000 31% _6NDF1 9800 31 6ZFV9 
1% i eee eee ee ee ee 19 6ZFWO Eye and Eye Jaw and 
Bee YT 25 6ZFW1 Swivel Eye Swivel 


1% — a a eee a ey 20 6ZFW2 
1% Se ee eee ee 20% 6ZFW3 
1% i ae eee ee ee ee ee 20% 6ZFW4 


EYE AND EYE JAW AND EYE CHAIN SAFETY SNAP 
Trade Working Item Working Item Working Item Working Item 
Size Finish Load Limit No. Load Limit No. Load Limit No. Load Limit No. 





Drop-Forged Swivels 
Ya Galvanized — _— 
Ae Galvanized = = 
x Galvanized — _ 
Va Galvanized — _— 
x Galvanized = = 
3" Galvanized = = 

Drop-Forged Hooks With Eye 























750 Ib. 6ZFK6 
750 Ib. 6ZFK8 
1000 Ib. 6ZFK7 





v6 1000 lb. 6ZFK9 
EYE AND EYE HOOK AND EYE HOOK AND HOOK 
Working Working Working : 5 
Thread Py _Load Close Item Load Close Item _Load Close Item Chain Swivel Safety Snap 
: . Hook 





Ys-20 2Ve = = = 
Yea 1% 38 4 GZFNO PO = = 
32 1-2/8 36 3% 6ZFR2 
1% 1 7 eee ee ee ae ae 02 6ZFR5 
4-16 3 144 7¥2 6ZFRO 174 7¥2 6ZFR7 

6 144 11% _6ZFR1 174 11% 6ZFR8 
%e-18 2V2 96 6% 6ZFP9 112 6% 6ZFR6 





10-24 i ae a ee 4 6ZFP6 44 4 6ZFR3 Eye and Eye Midget 
12-24 1% 52 AV 6ZFPO 52 4% 6ZFP7 52 4% 6ZFR4 Turnbuckle 
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Festoon Kits & Systems Details on page Al. 


MATERIAL HANDLING Scan. Order. Done. =r 





Overall Max. Travel Min. Cable/ No. of Item 
Length (ft.) Distance (ft.) Hose Reg. (ft.) Trolleys No. 
Flat Festoon System Kits 
0.65 x 2.0 Cable 





14 to 23 20.0 D4 > 410394 
19 to 30 97.0 39 3 110395 
23 to 37 33.0 39 4 110396 
97 to 44 40.0 47 5 110397 
32 to 5 47.0 55 6 110398 
~36t058. 540.63. 140399 
~40t065 60.0... 708440401 
GllasoicPat/ A 44 to 72 72.0 75 9 110402 


Round Festoon System Kits 
0.31 to 0.59 Cable 




















13 to 21 18.0 25 2 110403 
Wire Rope Festoon Kits 131021180 25 2110403 
= Trolley capacity: 15 Ib. 21 to 34 30.0 42 4 110405 
25 to 40 37.0 50 5 110406 
= Nylon wheels — | | 281047 43.0 58 6 11407 
All kits include wire rope, hardware, intermediate 32 to 53 49.0 67 7 11408 
36 to 60 55.0 75 8 110409 
trolleys, end clamp, tow clamp, and bumper stop. 100 67 aT 0 o 5 aTCAO 
Item 44 to 74 67.0 89 10 110411 
Description Cable Size (in. No. 0.60 to 0.94 Cable 
Wire Rope Festoons for 4c" to ¥s" 0.D. Components 131021 18.0 25 2 110412 
Round Cable Type 17 to 27 24.0 34 3 110413 
0.31t00.59 35720 21 to 34 30.0 42 4 110414 
Festoon Cable/Hose Carrier Trolley 0.60 to 0.94 110383 25 to 40 37.0 50 5 110415 
0.95to1.25 110384 28 to 47 43.0 58 6 110416 
Wire Rope System Components 32 to 53 49.0 67 i 110417 
Flat Cable Type 36 to 60 55.0 75 8 110418 
Festoon Cable Carrier 2.1 x 0.66 110385 40 to 67 61.0 82 9 110419 
Festoon End Clamp 2.0 x 1.25 110388 44 to 74 67.0 89 10 110420 
Festoon Tow Clamp 2.0 1.25 110391 0.95 to 1.25 Cable 
Round Cable Type 13 to 21 18.0 25 2 110421 
0.60 to 0.940.D. 110386 17 to 27 24.0 34 3 110422 
Festoon End Glamp 0.95 to 1.25 0.D. 110387 21 to 34 30.0 42 4 110423 
0.31100.59  35V732 25 to 40 37.0 50 5 110424 
No. Festoon Tow Clamp 0.60 to 0.940.D. 11€389 28 to 47 43.0 58 6 110425 
11C399 0.95 to 1.250.D. 110390 32 to 53 49.0 67 7 110426 
Optional Accessories 36 to 60 55.0 75 8 110427 
Festoon Tension Bracket — 110392 40 to 67 61.0 82 9 110428 
Festoon Tow Arm — 110393 44 to 74 67.0 89 10 110429 
C-Rail Cable Festooning Systems 
= Trolley capacity: 45 Ib. All systems include C-rail track, end clamp, intermediate trolleys, tow 
= Steel wheels trolley, end caps, coupler/hanger, and end stop. 
Max. Travel Min. Cable/ Item 
Overall Distance Hose No. of Item Description Cable Size (in. No. 
Length (ft. ft. Reg. (ft. Trolleys No. Flat Cable Festooning Components 
Flat Festoon System Kits Festoon Tow Trolle 1,50 ¥ 2.12 110439 
1.50 x 2.12" Cable Festoon Intermediate Trolley 1.50 x 2.12 110440 
20 17.0 26 3 110430 Festoon Fixed Clamp 1.50 x 2.12 110441 
No. 30 26.0 37 o 110431 Festoon Beam Clamp — 110448 
410430 40 36.0 48 6 110432 Festoon Track, 10 ft. L — 110442 
50 45.0 59 8 110433 Festoon Cross Arm, 2% ft. L — 110443 
60 59.0 70 10 110434 Festoon Tow Arm, 14 ft. L — 110447 
70 64.0 82 12 110435 Festoon Track Splice — 110444 
80 72.0 93 14 110436 Festoon End Stop — 110445 
90 82.0 103 16 110437 Festoon Track Bracket — 110446 
100 92.0 113 18 110438 0.45x1.18 Max 110449 
Round Festoon System Kits 0.47x1.77 Max 110450 
0.60 to 0.94" Cable Brass Flat Cable Connector = “775x457 Max 110451 
20 16.9 23 | 110474 0.47x 1.97 Max 110452 
s ee re 2 eae Round Cable Festooning Components 
0.60 to 0.94 110467 
50 44.8 56 8 110477 pes eon Taw NOney 0.95 to 1.25 110470 
60 54.4 67 10 110478 0.60 to 0.94 11C468 
70 636 79. 42  41€479 Festoon Intermediate Trolley —095to125. 110471 
80 72.8 90 14 110480 0.60 to 0.94 110469 
90 89.3 100 16 110481 ~—«*Festoon Fixed Clamp —0.95to 1.25. 110472 
100 91.5 110 18 110482 Festoon Track Bracket — 110473 
0.95 to 1.25" Cable Festoon End Stop 
20 16.9 23 i) 110483 |-Beam Hung oa 110497 
30 26.5 34 5 110484 
40 sews 45 6 110485 
50 448 56 8 110486 
60 54.4 67 10 110487 
70 63.6 79 12 110488 
80 72.8 90 14 110489 
90 82.3 100 16 110490 
100 91.5 110 18 110491 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Festoon Systems, Cable & Trolleys 








‘a 


Box Track 
Festoon 
Systems 


Easy-to-assemble systems support flat or round cable and hoses 
for delivering power and control. 


Item Item 


Overall Length (ft.) No. Overall Length (ft.) No. 
Festoon System Kit With Trolleys for Round Cable - .6 to .96 
With Trolleys for Flat Cable - 1.38 x 2.13 20 10247 

20 70229 30 10248 
30 70230 40 70249 
40 70231 50 7CZ50 
90 710232 60 70251 
60 710233 70 70252 
70 70234 80 71€Z53 
80 10235 90 70254 
90 70236 100 70255 
100 10237 Festoon Track Kit 
With Trolleys for Round Cable - .97 to 1.4 Without Trolleys 

20 70238 20 70256 
30 10239 30 70257 
40 70240 40 70258 
90 70241 90 70259 
60 70242 60 7C€2Z60 
70 70243 70 7C261 
80 10244 80 70262 
90 70245 90 70263 
100 70246 100 70264 





No. 
11C492 


Adjustable 
S-Beam Trolleys 


Cable Item 
Cable Size (in.) Type No. 
Festoon Intermediate Trolley 


Intermediate and control box trolleys 780 to 0.84 Round _1inaee 
include 4 steel ball bearing wheels. 125 to 3.50 Dual Fat ul 
: .29 XO. a 
S-beam trolleys are economical, durable, gstoon End Clamp 
and expandable. Festoon cable trolley ony to 0.94 Round von 
j F : 01. oun 
runs on various size S-beams (S3 x 5.7, 195x350 Flat +1498 
S4 x 7.7, S6 X 12.5). These trolleys roll on : Le x ia re Dual Flat 110499 
j estoon Lontrol BOX trolley 
4 sieel ball bearing wheels that have a | 04 to 1.25 ita 41496 
static load capacity of 1000 Ib. each. This _Festoon End Stop 
provides a rolling capacity of 154 Ib. at = = ae 
262 ft. per minute. Multiple cable saddle Description No. 
rovi variety of | Festoon Tow Arm 
Domiguiaions provide a Valely Oh Eable 1 ft. Overall L - |-Beam Hung 110503 


carrying options for single or dual flat 
cable or round cable. 


1% ft. Overall L - |-Beam Hung 110504 
1% ft. Overall L - |-Beam Hung 11C505 
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No. ~ 
33N203 — 
ri 
Description 
Box Track Components 
Festoon Track Section 33N234 
Festoon Joint Bracket 33N235 
¥* ° Festoon Hanger Bracket 33N236 
Dayton Festoon End Stop 33N237 
Festoon Support Bracket 33N238 
Festoon Support Bracket Clip 33N239 
End Cap 35W634 
Festoon Tow Bar 35W635 
= Festoon Hardware Kit 33N273 
System Kits Tow Car 33N201 
Size (in, be 
oe Cable Size (in. 0. 
= Trolley capacity: 13 Ib. Eaeinpnileanilrellave 
= Molded concave nylon wheels Flat Cable 
All kits include wire rope, hardware, Round cage RE soNeet 
intermediate trolleys, and end clamp. 0.6 to 0.96 33N229 
0.97 to 1.4 33N228 
Overall Max. Travel Min. Cable/ Festoon Intermediate Trolleys 
Length Distance Hose No.of Item Flat Cable 
(ft.) (ft.) Reg. (ft.) Trolleys No. 0.59 x 2.13 33N230 
Flat Festoon System Kits 0.87 x 2.13 33N267 
0.88 x 2.38" Cable ge x 21a 33N224 
20 20.0 32 3 _ 33N203 1:50 X 2.32 33N199 
40 40.0 54 6 _33N204 Round Cable 
60 60.0 76 9 _33N205 0.49 to 0.91 33N268 
80 80.0 98 13 _33N206 0.6 to 0.96 33N226 
Round Festoon System Kits 0.91 to 1.25 33N269 
0.91 to 1.25" Cable 0.97 to 1.4 33N225 
20 20.0 32 3 33N207 Festoon End Clamps 
40 40.0 04 6 _33N208 Flat Cable 
60 60.0 76 9 _33N209 Oar X 2.13 33N270 
80 80.0 98 13 _33N210 136X 2.13 33N231 
0.49 to 0.91" Cable 1.50 x 2.32 33N202 
20 20.0 32 3 33N211 Round Cable 
40 40.0 04 6 _33N212 0.6 to 0.96 33N233 
60 60.0 76 9  _33N213 0.91 to 1.25 33N2/2 
80 80.0 98 13 33N214 0.97 to 1.4 33N232 
Flat 
Chooser -* Festoon 
Cable 


Festoon 
Cable and 


Connectors 
= 660V 
= Black color 


Flat electrical cable is PVC 
jacketed; temp. range: 


Flat Cable 
Connector 


-40° to 105C°. Pondueior iv. anne A 
Round electrical cable (AWG) Conductors Amps (in,) (in.) ft (ih No. 


is type SO; temp. range: Ebi luetiteal opie 


. . : 14. 0.225 1.700 0.27 11€510 
-40° to 90C°. UL Listed 4 97 0.24 0.690 0.13 41C511 
and CSA Certified. 14 8 19 0.24 1.290 0.24 110512 

12 19 0.24 1.825 0.3/7 110513 
Item 12 4 33 0.26 0.800 0.16 110514 

Cable Size (in.) No. 10 4 44 0.29 0.890 0.23 110516 
Flat Cable Connectors 8 4 60 0.375 1.225 0.42 110517 
Nylon 6 4 82 0.435 1.490 0.65 110518 

0.45 x 1.18 Max 110453 Round Electrical Cables 

0.45 x 1.57 Max 110454 16 3 10 — 0393 0.11 110521 

0.47 x 1.77 Max 110455 3 15 — 0538 0.18 110524 
Round Cable Connectors 14 4 12 — 0584 0.22 110525 
Nylon 8 105 — 0770 0.37 110526 

231 to .394 110462 49 3 20 — 0616 0.24 110527 
.2/0 to .480 110463 4 16 — 0.668 0.28 110528 
428 to .546 110464 10 4 20 — 0.730 0.37 110529 





MATERIAL HANDLING scan. Order. Done. 





Baling Wire & Ties Details on page Al. 
Baling and Safety Wire Malin 
= Packaged in spools, except as noted. SINCE 1884 
ALUMINUM WIRE Weight 
= Grade 1100 soft temper age ag et ore baa 
= Max. tensile strength: 15,500 psi Dia. L No. L No. L No. L No. 


Aluminum Baling Wire 


ieee ) ie ee 
This 99% aluminum wire is lightweight, 0.0126" | 1735 ft. 16X974 | 6040f. 16X985 | — #o— | —  — 








matte finish, offers good electrical conduc- 0.0159" | 1090 ft. 16X975 | 4358 ft. 16X986 = — — — 
tivity, and is fair with corrosion resistance 0.0201" | 682 ft. 16X976 | 2727 ft. 16X987 — = = = 
aaaleanicne 0.0253" | 430 ft. 16X977 | 1721ft. 16X988 = = = = 
Pp 0.0319" | 269 ft. 16X978 | 1076ft 16X989 = = = = 
0.0403" | 170 ft. 16X979 | 678ft. 16X990 = = = = 
GALVANIZED ANNEALED WIRE 0.0508" | 107 ft. 16X980 | 427 ft. 16X991 = = = = 
= Grade 1008-1010 soft temper 0.064" | 67 ft. 16X981 | 269ft. 16X992 a = = = 
= Max. tensile strength: 75,000 psi 0.0808" | 42ft. 16X982 | 169ft. 16X993 = — | 2026 ft. 16X996 + 
0.1144" 21 ft 16X983+| 84ft.  16Xx994 = —~\ 1010 ft. 16X997 + 
Galvanized wire has better corrosion resis- 0.125" | 17 ft. 16X984+ 67 ft. 16X995./+=— + +— | 808 ft. 16X998t 
tance than matte and oil-finished wire. Galvanized Annealed Wire 
0.023" | 177ft. 16Y021 | 709ft. 16Y028 | 3544 ft. 16Y035| — = 
BLACK ANNEALED WIRE 0.0286" | 115ft 16Y022 | 458ft. 16Y029 | 2292ft. 16Y036, — — 
= Grade 1006-1008 high-carbon wire 0.0348" | 77 ft. 16Y023 | 310ft. 16Y030 | 1548 ft. 16Y037/  — = 
0.041" | 56 ft. 16Y024 | 223ft. 16Y031 | 1115{ft. 16038, — = 
= Max. tensile strength: 65,000 psi 0.0475" | 42 ft 16Y025 | 166ft 16Y032 | 831ft. 16Y039  — = 
Designed for bailing, stove, or pipe wire. 0.0625" | 24 ft. 16Y026 96 ft. 16Y033 | 480ft. 16Y040) — — 
0.08 | 15ft. 16Y027 | 59ft. 16Y034 | 293ft. 16Y041, — = 
Ranges in color from dark gray to brown. Black Annealed Wire 
E 0.023" | 177 ft. 16X999 | 709ft. 16Y007 | 3544 ft. 16Y014) — = 
seo. 1eNeo ty acoil sd emo rapa 0.0286" | 115ft. 16Y001 | 458ft. 16Y008 | 2292 ft. 16Y015|  — = 
= Grade 302/304 softtemper 0.0348" | 77 ft. 16Y002 | 310 ft. 16Y009 | 1548ft. 16Y016,  — = 
= Min. tensile strength: 75,000 psi 0.041" | 56ft. 16Y003 | 223ft. 16Y010 | 1115ft. 16Y017, — — 
-_ 0.0475" 42 ft. 16Y004 | 166ft 16Y011 | 9830ft. 16Y018| — = 
Commonly used as safety-lock wire in food 0.0625" | 24ft. 16Y005 | 96ft. 16Y012 | 480ft. 16v019|  — = 
processing and chemical environments. 0.08 | 15ft. 16Y006 | S59ft. 16Y013. 293ft. 16Y020|/ — = 
Stainless Steel Lockwire 
INCONEL WIRE 0.02" | 232.75 ft. 16042 | 931 ft. 16Y047* | 4655ft. 16Y052; — = 
= Grade 600 soft temper 0.025" | 149ft. 16Y043 | 596ft. 16Y048*  2990ft. 16Y053,  — — 


0.032" 91 ft.  16Y044 364 ft. 16Y049* | 1820ft. 16Y054 — — 
0.041" | 55.25 ft. 16Y045 221 ft. 16Y050* | 1105 ft. 16Y055 — — 





= Max. tensile strength: 115,000 psi 





Nickel wire is frequently used as a safety- 0.051" | 35.75 ft. 16Y046 | 143ff. 16Y051* | 715ft. 16Y056) — — 
tens : Inconel Lockwire 

lock wire in harsh environments. 0.02" | 207.75 ft. 16v057 | 83ift ieYoei*|) — .©.©“— | —  — 

MONEL WIRE 0.0253" | 133 ft_ 16058 032 ft. 16062 * = = = = 

0.0319" | 81.5 ft. 16Y059 | 326ft. 16Y063* |  — = = = 

= Grade 400 soft temper 0.041" | 51.78 ft. 16Y060 | 207.12 ft. 1evoed* | — +— | —  — 
= Max. tensile strength: 85,000 psi Monel Lockwire 

~ : 0.0201" | 207.75 ft. 16¥065 | 831ft. 16Y069 — — - — 

Nickel wire is often used as a safety-lock 0.0253" | 133 ft 16Y066 | 532ft. 16Y070 = = = = 

No. 16Y047 - Canister wire in acidic environments. Provides good 0.0319" | 81.5 ft. 16Y067 | 326ft. 16071 = = = = 

corrosion resistance. 0.051" | 31.948 ft. 16Y068 | 127.79 ft. 16Y072 = — — _ 


* Canister packaging. f Coil packaging. 
GALVANIZED; PAINTED 
STEEL 


STEEL 
Item Item 
Dia. L Gauge Weight No. No. 
Single Loop Bale Ties 
0.08" 13 ft. 14ga.  58lb. 38D187 38D194 


14ft. 14ga. 62 Ib. 38D188 38D195 
0.092" 14ft. 13ga. 40%Ilb.| 38D186 38D193 
O.120 20 tt. — 11ga. 52 Ib. 38D185 38D192 
















No. 14ft 12ga. 54lb. | 38D182 | 38D189 
0.106" 18 ft. 12ga. 69lb. | 38D183 | 38D190 
ere 21 ft 129a  80lb. | 38D184 | 38D191 
ANNEALED 
WIRE 
Item 
Dia. L Gauge Weight No. 
Double Loop Bale Ties 
are 10" 16 ga. 57 Ib. | 39UK40 
Pee 0.0625" ~ 1%it 16 ga. 44 |b. | 39UK41 
vt. 16 ga. 48 lb. | 39UK42 
ANNEALED 
STEEL 
_— , ROUSOASAE ne kc wen 
la. I . 
Baling Ties and Wire IY Quality... our reputation is tied to it® Baling Wire anus 3 g J 
Painted ties combine the clean handling of a galvanized tie with the ease of tying associated with black orgy 1287 it 11 ga. 00 Ib. _|_38D199 


25709 IL. 11 ga. 100 Ib. 38D197 
1026 ft. 10 ga. 50 Ib. 38D198 
2053 ft. 10 ga. 100 Ib. 38D196 


annealed ties. Paint coating does not peel or flake. Wire features 65,000 to 70,000 tensile strength with a 


minimum of 25% elongation. 0.135 


* GRAINGER 
APPROVED 


Steel Wire Bale Ties 


» Galvanized finish 
No. 


Item Pkg. 
20Y781 L Gauge Weight No. Oty. 
| joa 13 ga. 75 Ib. 201783 250 
: 14 ga. 57 ID. 20Y781 250 
| < ver 13 ga. 80 Ib. 20Y784 250 
— y 14 ga. 62 Ib. 20Y782 250 
~ 18 fit. 12 ga. 68 ID. 20Y785 125 
ei —_ 21 tt. 12 ga. 80 Ib. 20Y786 125 
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All-Purpose Rope Terminology 


—s == —_ 


Twisted Cotton Rope 


CONSTRUCTION 


Twisted—Also known as 3-strand. 
Available in a wide variety of fibers 
for general purpose uses. Can be 
easily spliced. 


Knit Braid—Braided jacket, usually 
lightweight and economical. Ideal 
for applications that require the rope 
to stretch. 


Braid/Solid Braid—Firm, round 


MATERIAL HANDLING 
Rope 


FIBER 


Composite—Blend of polyester 

and polypropylene. Stronger and 
better resilience to UV rays and other 
corrosives. Firmer than traditional 
polyester rope. 


Natural Fiber (Cotton, Jute, and 
Manila)—Knots well and has good 
abrasion resistance, but not as 
strong or durable as synthetic fibers. 


Cotton must be kept dry, and has low 
resistance to rot, mildew, oils, gas, 
grease, and chemicals. 


rope with lock-stitch construction. 
Maintains shape under load, making 
it ideal in blocks or pulley applica- 
tions. Cannot be spliced. Nylon—Excellent shock absorption. 
It stretches, is rotproof, and resistant 
to UV rays, oils, gasoline, grease, and 


nonacidic chemicals. 


Hollow Braid—Constructed of 8, 
12, or 16 strands. Used in marine 
applications. Can easily be spliced. 
Polyester—Minimal stretch and 
high strength. Rotproof and resistant 
to UV rays, oils, gasoline, grease, and 
nonacidic chemicals. 


Double Braid—Solid braid core 
covered by a braided jacket. Torque 
free and nonrotational. High strength, 
can be easily spliced. 


Hollow Braided Rope 


Polypropylene—Lightweight, 
economical fiber, can be made in 
many colors and floats. Should not 
be exposed to UV rays or high heat. 


Diamond Braid—Constructed by 
braiding fibers to form diamond 
shapes. Rope is often flat or box-like 
and very easy to splice. 


SNAPBACK SAFETY WARNING: A dangerous situation occurs if personnel are in line with a rope 
under tension. Should the rope fail, it may recoil with considerable force. Death may result. 
Warn people against standing in line with the rope or its bight. To help ropes last longer: AVOID 
overloading, abrasion, sudden strain, kinks, sharp angles, chemicals, and improper storage. Use 
correct size rope for job, reverse ends of rope, and keep rope clean. 


MATERIAL SELECTION GUIDE 
Natural Fiber Nylon 
Low Highest 
Low High 
Highest Low 
Low Average 
— Low Average 
300°F/150°C =. 350°F/175°C 
Dry Dry or Wet 
No No 


Polyester 
High 
Highest 
High 
High 
Highest 
350°F/175°C 
Dry or Wet 
No 


Polypropylene 
Average 
Average 
Average 
Highest 

High 
200nn/2o.6 
Dry or Wet 
Yes 


Strength 

Abrasion Resistance 
Stretch Resistance 
Rot/Mildew Resistance 
Chemical Resistance 
Critical Temperature 
Storage 

Floats 





Braid, Cotton 















No. 35MN88 
3-Strand a : 
Twisted Solid Braid, Twisted, 
Manila Nylon Polypropylene 
* GRAINGER T= 
APPROVED Double Braid, 
Polyester 
All-Purpose Rope Me: aGAUa? 

Rope Rope Working Working Package Item Rope Rope Working Working Package Item 
Construction Dia. L Load Limit Color Load Limit Type No. Construction Dia. L Load Limit Color Load Limit Type No. 
Composite Nylon 

¥s' «600 ft. 293 Ib. Black Tracer/White 293lb. Spool 45AU86 Braid Ys" 100 Tt. 130 Ib. White 130 Ib. Hank 35MP09 
Twisted Yo" ‘600 Tt. 465 |b. Black Tracer/White 465lb. Spool 45AV40 Ys" ‘(600 Tt. 215 lb. White 215lb. Spool 45AU83 
Ys" 600 Tt. %10651b. Black Tracer/White 10651b. Spool 45AV14 ¥e" «600 Tt. 450 Ib. White 450 lb. Spool 45AU92 
Cotton Double Braid Yo" ‘600 Tt. 810 Ib. White 810lb. Spool 45AU96 
Knit Braid Ye —s BO ft. 15 Ib. White 15 Ib. Hank 35MN&8& ¥"  600Tt. 1400 Ib. White 1400 lb. Spool 45AV15 
%2' _—*100 Ti. fo lb: White 75 Ib. Hank  35MN85 Yq" BOO Tt. 1820 Ib. White 1820 lb. Spool 45AV61 
Solid Braid Ys" 100 Tt. 75 |b. White 75 Ib. Hank  35MN&6 ile 600 ft. 3330 Ib. White 3330 Ib. Spool  45AV45 
Ye 100 Tt. 120 Ib. White 120 Ib. Hank 35MN87 Ye" «500 Tt. 39 Ib. White 39 Ib. Reel 35MP14 
¥s' «600 Tt. 30 Ib. White 30 Ib. Spool 45AV28 Ye «100 ft. 62 Ib. White 62 Ib. Bag  12U273 
Twisted Yo" 300 Tt. 215 Ib. White 215 Ib. Reel 35MP23 ¥ie' 1000 ft. 62 Ib. White 62 Ib. Spool 20RX11 
%" 600 ft. 50 Ib. White 50 Ib. Spool 45AV43 ¥%e' 1000 ft. 79 Ib. White 79 Ib. Reel 35MP15 
Manila Ys" 100 Tt. 108 Ib. White 108 Ib. Bag  12U274 
Ys" 1200 ft. 04 Ib. Natural 04 Ib. Coil 12U281 Ys" ‘500 ft. 108 Ib. White 108!b. Spool 12U275 
Ys" 1200 ft. 04 Ib. Manila 04 Ib. Carton 35IMN96 Solid Braid “e100 ft. 162 Ib. White 162 Ib. Hank  12U276 
¥e" «600 Tt. 122 Ib. Natural 122 Ib. Coil 12U282 %e' 500 ft. 193 Ib. White 193 Ib. Reel 35MP16 
¥e' «600 Tt. 122 Ib. Manila 122 |b. Carton 35MN97 ¥e" 100 Tt. 229 lb. White 229 lb. Hank 12U278 
Yo" 100 Tt. 239 |b. Natural 239 Ib. Coil 12U283 ¥e" 200 Tt. 229 lb. White 229 lb. Spool 12U279 
Yo" ‘600 Tt. 238 Ib. Manila 238 lb. Carton 35IMN98 ¥e" ——-500 Tt. 247 |b. White 247 |b. Reel 35MP17 
Twisted Yo" ‘600 Tt. 239 |b. Natural 239 Ib. Coil 12U284 Ye _ 250 Tt. 387 |b. White 387 lb. Spool  12U280 
%' —«600 tt. 396 Ib. Natural 396 Ib. Coil 12U285 Yo" ‘300 Tt. 396 Ib. White 396 Ib. Reel 35MP18 
%' —«600 ft. 396 Ib. Manila 396 |b. Carton 35MN99 
Ya" «600 Tt. 486 |b. Natural 486 lb. Coil 12U286 
Ya" ——-600 Tt. 486 |b. Manila 486 lb. Carton 35MPO1 
1" 600 it. 810 Ib. Natural 810 Ib. Coil 12U287 
1" 600 it. 810 lb. Manila 810lb. Carton 35MP02 COU» 
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Rope Details on page Al. = 
\ | CONTINUED | 
* Peppy onancen 
All-Purpose Rope APPROVED 
Rope Rope Working Working Package Item Rope Rope Working Working Package Item 
Construction Dia. L Load Limit Color Load Limit Type No. Construction _Dia. L Load Limit Color Load Limit Type No. 
V4" 50 ft. 110 Ib. White 110 Ib. Bag 45AV42 Ys" ‘500 Tt. 110 Ib. Black 110 lb. Spool 45AV64 
Ys" 600 Tt. 154 Ib. White 154 lb. Spool 45AU81 Ys" 1000 ft. 100 Ib. Black 100 lb. Spool  45AV33 
Y" ‘600 Tt. 180 Ib. White 180 Ib. Reel 35MPO05 Y%"  1000ft. 100 Ib. Blue 100 lb. Spool  45AV34 
Ye" 1200 ft. 180 1b. White 180 lb. Spool 45AV08 Ys" 1000 ft. = 122 Ib. Yellow 122 |b. Spool 45AU89 
"100 Tt. 250 Ib. White 250 Ib. Hank 45AV69 Ys" 1000 ft. =: 198 Ib. Yellow 198 lb. Spool  20TL63 
¥e" 100 Tt. 324 Ib. White 324 lb. Hank  8CGV5 Hollow Braid %' 100 ft. 215 Ib. Yellow 215 Ib. Bag 8URR3 
«600 Tt. 322 Ib. White 322 Ib. Reel 35MP12 ¥e' 500 ft. 207 Ib. Yellow 257 Ib. Reel 35MP13 
¥e" «600 Tt. 379 |b. White 379 Ib. Reel 35MPO06 ¥e' 500 ft. 257 lb. Black 25/7 |b. Spool 45AV16 
¥% «G00 Tt. 379 |b. White 379 lb. Spool 45AV02 ¥e' «G00 Tt. 215 Ib. Yellow 215 Ib. Reel 8PJ99 
V4" 50 ft. 450 |b. White 450 Ib. Hank 45AU91 Yo" 300 Tt. 440 |b. Yellow 440 lb. Spool 45AU80 
Yo" 200 Tt. 630 Ib. White 630 lb. Spool 45AV49 Yo" ‘4500 tt. 350 Ib. Yellow 350 Ib. Reel 8CL16 
Yo" 300 Tt. 635 Ib. White 635 lb. Spool 45AU88 He 1000 ft. 70 Ib. Yellow 70 Ib. Spool 45AV30 
Twisted Yo" ‘600 Tt. 630 Ib. White 630 lb. Spool 45AU90 He 3000 ft. 70 Ib. Yellow 70 Ib. Spool 45AV09 
Yo" ‘600 Tt. 750 Ib. White 750 Ib. Reel 35MPO07 Ya" 50 ft. 90 Ib. Yellow 90 Ib. Bag 45AV05 
Yo" ‘600 Ft. 750 Ib. White 750 lb. Spool 45AV17 Ys" “600 Tt. 105 Ib. Yellow 105 Ib. Reel 35MN92 
%' 300ft. 1100 Ib. White 1100 lb. Spool 45AV44 Ys" ‘600 Tt. 108 Ib. Yellow 108 Ib. Reel 35MPO03 
%' ‘600 Tt. 940 Ib. White 940 lb. Spool 45AV38 Ys" ‘1200 ft. 90 Ib. Tan 90 Ib. Spool 45AV23 
%' 600ft. 1120 Ib. White 1120 lb. Spool 45AU97 Ys" 1200 ft. —- 108 Ib. Yellow 108 lb. Spool 45AU78 
Ye" 3300 ft. = 1210 Ib. White 1210 lb. Spool 45AV63 Ae 600 ft. 160 Ib. Magenta/Yellow 160lb. Spool 45AV10 
¥" 600 Ft. 1200 Ib. White 1200 lb. Spool 45AV57 Ae 600 ft. 160 Ib. Black/Yellow 160 lb. Spool 45AV39 
Ys" 600 Ft. «1430 Ib. White 1430 lb. Spool 45AV70 Ae 1200ft. 146 1b. Black/Yellow 146 Ib. Reel 35IMN93 
1" 600 ft. = 1120 Ib. White 1120 lb. Reel 35MPO08 ¥e" 50 ft. 195 Ib. Yellow 195 Ib. Bag 45AV47 
1" 600 ft. = 2700 Ib. White 2700 lb. Spool 45AV19 ¥e" 50 ft. 215 Ib. Black/Orange 215 Ib. Ball 45AV21 
1%" 600ft.  3400/b. White 3400 Ib. Spool  45AV56 ¥e' 600 Tt. 195 Ib. Tan 195 lb. Spool 45AU79 
1%" 600ft. 4300Ib. White 4300 |b. Spool 45AU94 ¥e' «G00 Tt. 214 Ib. Yellow 214 Ib. Reel 35IMN94 
Nylon/Polyester ¥e' G00 Tt. 215 Ib. Yellow 215\lb. Spool 45AU77 
Solid Braid “oe 300 Ft. 162 lb. White 162 lb. Spool 12U277 ¥e' «G00 Tt. 215 Ib. Orange 215 lb. Spool 45AU95 
Polyester ¥" «GOO tt. 215 Ib. Black 215lb. Spool 45AU98 
Ze" 100 ft. 21 Ib. White 21 Ib. Hank  12U288 ¥e' «00 Tt. 215 tb. Blue 215 lb. Spool 45AV22 
Diamond Braid %' — 100 ft. 28 Ib. White 28 Ib. Hank 12U289 ¥e' «G00 Tt. 215 Ib. Black/Orange 215 lb. Spool 45AV25 
e100 Tt. 64 Ib. White 64 Ib. Hank  12U290 ¥e 1200 ft. = 215 Ib. Yellow 215 lb. Spool 45AV03 
Ys" (600 Tt. 200 lb. Green Tracer/White 200lb. Spool 45AV68 Twisted 440 Shrink 
%  600ft. 440 lb. Green Tracer/White 440 lb. Spool  45AU74 eA, eae Orange: ne Bade eee 
Howble Braid Yo" ‘600 Tt. 790 lb. Green Tracer/White 790lb. Spool 45AU82 Yo" 600 ft. 300 Ib. Tan 300 lb. Spool 45AV07 
%' 600ft. 1260lb. Green Tracer/White 1260lb. Spool 45AV62 Ye" 600 ft. 340 Ib. Black/Orange 340 Ib. Spool __ 45AU99 
Ys" GOO Ft.  18501b. Green Tracer/White 1850lb. Spool 45AV51 Yo" 600ft. 347 Ib. Yellow 347 |b. Reel_~— 35M P04 
1" 600 ft.  31201b. Green Tracer/White 31201b. Spool 45AU87 Yo" __ 600 ft. 387 Ib. Yellow 387 Ib. Reel _ 35IMN95 
Polyester/ Polypropylene 7" 200 ft. 700 Ib. Yellow 700 Ib. Reel 9CKC8 
Twisted %' ‘600 Tt. 790 lb. — Black Tracer/White 7901lb. Spool 45AV31 %" 600 Tt. 440 lb. Tan 440 |b. Spool 45AV35 
Polyolefin %' «600 Tt. 582 Ib. Yellow ae L Spon ea 
, Black/Blue/ ¥" 600 Tt. 598 Ib. Black/Orange i] pool 45 
Bad aie em SRS se tomas fo — Boban an — Sn 
i ack/Blue/Green ts iL ; ellow poo 
é ula Ua Orange/Red/Yellow 1D )D. pale _ASNNee Ys" 600 ft. 790 Ib. Black/Orange 790 lb. Spool 45AV55 
Polypropylene 1 600 ft. 1220 Ib. Black/Orange 1220lb. Spool 45AV46 
%e' 100 ft. 60 Ib. Blue 60 Ib. Hank  20TL72 1" 600 ft. ~—- 1220 Ib. Yellow 1220 lb. Spool 45AV54 
Ys" 100 Tt. 120 Ib. 5 ae 120 Ib. Hank  20TL73 1" 600 ft. ~— 1220 Ib. Black/Yellow 1220 lb. Spool 45AV60 
af ack/Blue 1%" 600ft. 1294 lb. Tan 1294 lb. Reel 35MP11 
ee RedVellow OW. rank. “201b9 vs" 600ft. 1850 Ib. Yellow 1850|b. Spool  45AV52 
%' sO ft 240 Ib. Blue 240 |b. Hank _20TL74 1" 300ft. 2600 Ib. Black/Yellow 2600 lb. Coil ~~ 45AU93 
Diamond Braid %'  100ft. 240 lb. Blue 240 Ib. Hank  20TL75 1%" 600 ft. 2640 lb. Yellow 2640 lb. Spool 45AV37 
%s 950ft 120 Ib. see tn 120\b. Spool 20TL80 2" 300ft. 6000 Ib. White 6000 lb. Spool 45AU76 
VY," 50 ft. 440 |b. Blue 440 |b. Hank  20TL76 
Yo" 100 Ft. 440 lb. Blue 440 |b. Hank  20TL77 
%' —«*100 Tt. 600 Ib. Blue 600 Ib. Hank  20TL78 






'‘~ 






No. No. 45AV11 
45AU84 


* GRAINGER 
APPROVED 


Rigging Rope 
Light-duty polyester solid braid rigging rope is made from economically 


priced biodegradable fiber yarn, braided into a smooth round rope. Loses 
no strength when wet. 





Tensile Working Package Item 
Rope Dia. L Color Strength Load Limit Type No. 
Braid 
Ve 600 it. White 2000 Ib. 200 Ib. Spool 45AU84 
He! 50 ft. White 280 Ib. 28 |b. Hank 45AV18 
No. 600 it. White 3000 Ib. 300 Ib. Spool 45AV41 
45AV06 | P32" 100 ft. White 260 Ib. 26 |b. Bag 45AV11 
; Twisted 

Ya 600 ft. White 1695 Ib. 160 Ib. Spool 45AV50 
¥" 600 it. White 3567 Ib. 350 Ib. Spool 45AV59 
Vp" 600 ft. White 7059 Ib. 700 Ib. Spool 45AV06 
¥e" 600 it. White 10,537 Ib. 1000 Ib. Spool 45AV29 
ya" 600 ft. White 13,489 Ib. 1320 Ib. Spool 45AV65 
1 600 ft. White 28,141 Ib. 2800 Ib. Spool 45AV58 
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GRAINGER CHOICE° MATERIAL HANDLING 
Find the Wy. Find Solutions. Find Great Prices. Twine & Weeping Cord 





* GRAINGER 
APPROVED 


Twine 


Use for a variety of light-duty bundling and binding applications. 

Natural Fiber—Including cotton and jute, is biodegradable and has a slightly 
lower cost. Excellent for parcel shipping, meatpacking and food service, and 
sewing applications. Cotton 
Synthetic—Including nylon and polypropylene, offers high resistance to No. 35MP10 
abrasion, rot, mildew, and chemicals. Commonly used in more demanding appli- 
cations, such as lumberyard binding and bundling, manufacturing, and fishing. 










Working Jute 
Rope Rope Tensile Load Package Item No. 45AU75 
Construction Dia. L Color Strength —_Limit Type No. 
Natural Fiber 
Cotton 
Plies Ye 370Tt. White 20 Ib. 2 Ib. Spool 45AV48 
Ye 300Tt. White 40 |b. 4 |b. Spool 45AV01 
Ye A400tt. Cream 24 Ib. 2 |b. Ball 12U297 
twisted Ye A400 tt. White 100 Ib. 10 Ib. Tube 35MP21 
%4 =: 300 Tt. White 120 lb. = 101b. Tube 35MP10 
¥s' ~—« G00 Tt. White 300 lb. 30/b. Spool 45AV28 
%' 600 Tt. White 500 lb. 50 Ib. Spool 45AV43 
Jute 
Plies Ye 140 tt. Manila 40 |b. 4 lb. Spool 45AU75 
Ye = 140 tt. Green 40 |b. 4 |b. Spool 45AV12 
Synthetic Fiber 
maton Ye 250Tt 0 100 Ib 10 Ib Tub 35MP19 ge daee 
16 ; range ; ube 
Ve 250 ft. White 100 Ib. 10 Ib. Tube —35MP20 Peon : 
Ye 525 Tt. White 150!b. = 27 Ib. Tube 12U291 Polyester 
Tuite’ Ye 525 Tt. Orange 150 lb. = 27 Ib. Tube 12U292 No. 20TL67 
Ye 525ft. Opti-Brite Yellow 150lb. 27\b. Tube 12U293 
Ye 1050 ft. White 150 lb. = 27 Ib. Tube 12U295 
— Ve 1050ft. Opti-Brite Yellow 150lb. 27 Ib. Tube 12U294 
Ye’ 1050 ft. Orange 150 lb. = 27 Ib. Tube 12U296 
Polyester 
peraand — Ro" 100 ft. White 235 1b. 21 Ib. Hank 12U288 
Braid Ys" 100 ft. White 3151b. = 28 Ib. Hank 12U289 
¥e' = 100 Tt. White 710 1b. = 64 Ib. Hank 12U290 
Solid Braid He 500 ft. White 800 lb. 160lb. Spool 20TL67 
Polyolefin 
1%" Black/Blue/ Polyolefin 
sai Ve 50 ft. : Orange/Red 100 Ib. 10 Ib. Hank 45AV24 No, 45AV24 
; ack/Blue/Green 
¥" =: 100 ft. Orange/Red/Yellow 160 Ib. 16 lb. Hank 45AV32 
Polypropylene 
Filament Ye 6000 Tt. Green/White 210 Ib. 21 Ib. Bucket 35IMN89 
Twine Ye 6500 ft. Green/White 210 Ib. 21 Ib. Bucket 35IMINSO Polyproplyene 
Ye —- 160 tt. White 140 lb. = 14 Ib. Spool 45AV20 No. 45UG37 
Plies Ye 3000 ft. White A400 |b. 40 |b. Carton 45AV36 
Ye 4500 ft. White 256 lb. 25 lb. Carton  45AV53 
Ye 9000 ft. White 136 Ib. 10 Ib. Carton 45AV66 
Twisted Ye 6500 ft. Green/White 210lb. = 21 Ib. Ball 45UG37 
Ye" 6500 ft. Blue/White 210lb. 42 |b. Bucket 12W347 


: 1 PaPAUGRAINGER 
Weeping Cord APPROVED 


Made of 100% premium solid braid cotton with no polypropylene core; soft for 
hand use. Excellent water absorption wick. Knots well. 


Tensile Working Package Item 
Rope Dia. L Color. Strength _ Load Limit Type No. 
2" 100 ft. Natural 100 Ib. 20 Ib. Hank 20TL83 
i 100 ft. Natural 120 Ib. 20 Ib. Hank 20TL86 = - i 
Ae 100 ft. Natural 220 Ib. 40 Ib. Hank 20TL81 
A 100 Tt. Natural 300 Ib. 60 Ib. Hank 20TL84 ee 
Ai 100 ft. Natural 400 Ib. 80 Ib. Hank 20TL82 
Rescue Rope STERLING 
HTP Static Rope—100% SuperStatic2—High-angle, 
| 150 ft. L! 200 ft. L! 300 ft. L! 600 ft. High-Tenacity Polyester (HTP) technical rescue rope designed 
oe Moet oa ih an oo cen kernmantle construction gives for rescue system mainlines 
PS °: *: "= this rope extremely low stretch and belays. 41/59 sheath/ 
¥%' 5979 |b. Black | 40L877 | 40L878 | 40L879 | — and excellent durability, making core ratio. Ideal for all types 
aa eed " ue i873 LV WL ioLate it ideal for tower construction, of technical rescue, confined 
16 . | -al j j 
% 9081 lb. Blue | 40L869 | 40L870 | 40L871 40L872_ ‘“alsing systems, and indus- space rescue, USAR, and indus- 
¥% 12,993 lb. White | 40L865 | 40L866 | 40L867 | 40L868 __ trial safety projects. Polyester trial safety applications. 100% 
SuperStatic also resists moisture and UV nylon, low-stretch kernmantle 


7651919 Orance -a0L885-40L886- 40887 -40Lese degradation. Certified to NFPA certified to NFPA 1983:2012. 


Ye" 9284 1b. Yellow | 40L881 | 40L882 | 40L883 | 40L884 1983:2012. No. 40L865 No. 40L889 
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Rope & Anchor Straps Details on page A1. 
WGA GRAINGER GEAR 
APPROVED 
Arborist Rope 
Rigging Line Rope (Bull Rope)—Double braid Throw Line—Nos. 3LAW1 and 12A632 to 12A634 
composite has a polyester jacket and nylon core. are made from 100% Dyneema®. Smooth braided 
Urethane-coated, abrasion-resistant rope knots well. _ line with a high-tensile strength. Extremely slick. 
és ; 
construction. Good for tree climbing and no-pulley i 
rigging. Knots well. 
Tensile Working Package Item 
Rope Dia. L Strength Load Limit Color Type Brand No. 
Rigging Line Rope (Bull Rope) 
Double Braid 
150 ft. 9500 Ib. 1900 Ib. Blue Bag All Gear 3VAH7 
ys" 150 ft. 7800 Ib. 1560 Ib. Blue/Green Tracer Spool GA 20TL65 
ee ; 600 ft. 9500 Ib. 1900 Ib. Blue Reel AllGear —_ 12A614 
Rigging Line 600 ft. 7800 Ib. 1560 Ib. Blue/Green Tracer Spool GA 20TL66 
(Bull Rope) oe! 150 ft. 14,000 Ib. 2800 Ib. Yellow Bag All Gear 3VAH8 
600 ft. 14,000 Ib. 2800 Ib. Yellow Reel All Gear 3VAK3 
5/4" 150 ft. 18,000 Ib. 3600 Ib. Red Bag All Gear 3VAJ9 
600 ft. 18,000 Ib. 3600 Ib. Red Reel AllGear — 12A615 
yy" 150 ft. 23,000 Ib. 4600 lb. Orange Bag All Gear 3VAK1 
600 ft. 23,000 Ib. 4600 Ib. Orange Reel All Gear 3VAK4 
ee 150 ft. 32,000 Ib. 6400 Ib. Green Reel All Gear 3VAK2 
Twisted 
% 150 ft. 8100 Ib. 1620 lb. Blue/Red/White Tracer Hank GA 20TL64 
Climbing Line Rope 
Diamond Braid 
120 ft. 6300 Ib. 630 Ib. Black/Blue/Green/Yellow Bag GA 20TL55 
Poa 120 ft. 6300 Ib. 630 Ib. Black/Orange/Yellow Bag GA 20TL57 
Climbing TAs 150 ft. 5800 Ib. 580 Ib. Blue/Green Bag GA 20TL45 
Line 600 ft. 6300 Ib. 630 Ib. Black/Blue/Green/Yellow —_ Spool GA 20TL56 
600 ft. 6300 Ib. 630 Ib. Black/Orange/Yellow Spool GA 20TL58 
120 ft. 7300 Ib. 730 Ib. Red/White Tracer Bag GA 20TL46 
120 ft. 7500 Ib. 750 Ib. Blue/Green/Yellow Bag GA 20TL49 
120 ft. 7300 Ib. 730 Ib. Green/White/Yellow Bag GA 20TL51 
120 ft. 7500 Ib. 750 Ib. Orange/Yellow Bag GA 20TL60 
150 ft. 7300 Ib. 730 Ib. Red/White Tracer Bag GA 20TL47 
ys" 150 ft. 7300 Ib. 730 Ib. Orange/Red/Yellow Bag GA 20TL41 
150 ft. 7300 Ib. 730 Ib. Green/White/Yellow Bag GA 20TL52 
150 ft. 7500 Ib. 750 Ib. Orange/Yellow Bag GA 20TL61 
150 ft. 8200 Ib. 820 Ib. Red/Yellow Checker Bag GA 20TL68 
150 ft. 8200 Ib. 820 Ib. Black Checker/Yellow Bag GA 20TL69 
600 ft. 7300 Ib. 730 Ib. Red/White Tracer Spool GA 20TL48 
600 ft. 7300 Ib. 730 Ib. Orange/Red/Yellow Spool GA 20TL43 
5/4! 120 ft. 11,000 Ib. 1100 Ib. Red/White Tracer Spool GA 20TL59 
150 ft. 11,000 Ib. 1100 Ib. Red/White Tracer Spool GA 20TL62 
Double Braid 
yy" 150 ft. 7500 Ib. 750 Ib. Blue/Neon Green/Yellow Bag All Gear 3VAH2 
600 ft. 7500 Ib. 750 Ib. Blue/Neon Green/Yellow Reel All Gear 12A616 
Throw Line 
Hollow Braid 
Throw Line tre! 180 ft. 450 Ib. 66 Ib. Safety Orange Spool AllGear _ 3LAW1 
1000 ft. 450 Ib. 90 Ib. Safety Orange Spool All Gear 12A632 
Sea! 180 ft. 650 Ib. 130 Ib. Safety Orange Spool AllGear — 12A633 
1000 ft. 650 Ib. 130 Ib. Safety Orange Spool All Gear 12A634 
yf" 200 ft. 250 Ib. 50 Ib. Neon Orange/Yellow Spool All Gear 3LAW2 
1000 ft. 250 Ib. 50 Ib. Neon Orange/Yellow Spool All Gear 12A631 
No. 
me: 6TEL1 
40L923 
. aera] Anchor Straps 
alaiaiias a and Foot Loop 
Marathon Kernmantile Ropes Anchor straps have sewn 
Dynamic = Meet NEPA 1983 webbing loop for easy anchoring. 
Foot loop features adjustable 


Vector 12.5mm static rope is 
designed for fire rescue teams, with 
low stretch and large diameter for 
strength and handling when manipu- 
lating heavy loads, even in conditions 





Rope 
11mm rope is constructed with a thick sheath for 


long-lasting performance. Designed for military, rope 
course, high-abuse guiding, work access, rigging, 


webbing; underfoot strap resists 
abrasion and is slightly rigid to 
allow easy access. 





and industrial safety applications. such as water, dust, and mud. _ Item 
Description L No. 

Working Item Item 2395" 6TEK9 

Rope Dia. L Load Limit Color No. L No. Anchor Straps 47 V4" 6TEK7 

Ae 164 ft. 310 Ib. Purple 40L923 200 ft. 405F65 59" 6TEK8 

Ae 196 ft. 310 Ib. Purple 40L924 600 ft. 405F68 Foot Loop — 6TEL1 
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GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Construction Film 





> 


€ ae PLASTICS INC. 
« : ws 


Plastic Construction Film 


High-strength polyethylene resin film. 





Item 
Thickness W L Color No. 

1 mil 9 ft. 250 ft. Clear 15J251 
1.5 mil 8ft.4" 200ft. Clear 4JX91 
1.5 mil 10 ft. 200ft. Clear 21XR49 
1.5 mil 12 ft. 200ft. Clear 21XR50 
1.5 mil 20 ft. 200ft. Clear 21XR48 

2 mil 10 ft. 100ft. Clear 15J255 

3 mil 6 ft. 100 ft. Clear 21XR51 

3 mil 8 ft. 4" 100ft. Clear 15J262 

3 mil 10 ft. 25 ft. Clear 15J252 

3 mil 10 ft. 100ft. Clear 15J256 

3 mil 12 ft. 100ft. Clear 15J257 

3 mil 20ft. 100ft. Clear 15J260 

4 mil 6 tt. 100 ft. Clear 15J261 

4 mil 6 tt. 100 ft. Black 21XR58 

4 mil 6 ft. 100 ft. White 21XR59 

4 mil 8ft.4"  25ft. Clear 21XR52 
4 mil 8ft.4" 100ft. Clear 4JX92 
4 mil 8 ft.4" 100ft. Black 21XR53 
4 mil 8 ft.4"  100ft. White 21XR54 
4 mil 10ft. 100ft. Clear 4JX87 
4 mil 10 ft. 100ft. Black 6FLZ4 

lasticover 


7. TRIMACO 


Carpet Protection | 
Film and . 
Applicators 


CARPET PROTECTION FILM 


Self-adhesive film applies 
quickly and removes easily to 
protect carpets during construc- 
tion, renovation, and event traffic. 
Nonslip surface grips carpet 
firmly to promote safety. Tear- 
resistant film can be left in place 
for up to 60 days. Clear color. 


W 
Carpet Protection Film 


36" 

48" 
Carpet Film Applicator 
Adjustable, For Use with 24", 30" or 36" Rolls 
Adjustable, For Use With 24", 36", and 48" Rolls 


TA 


Mae 
Armericaver © “13 Ly 


PROTECTION FROM THE GROUND UP 


String-Reinforced 


Construction Film 


High-strength virgin polyethylene 
resin film reinforced with polyester 
scrim for enhanced tear resistance. 


Thickness W 
String Reinforced Poly Sheeting 
6 mil 12 tt. 
6 mil 20 ft. 
NFPA Certified Fire-Retardant Poly Sheeting 
6 mil 12 tt. 
6 mil 20 ft. 
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Thickness W 
4 mil 10 ft. 
4 mil 12 ft. 
4 mil 12 ft. 
4 mil 12 ft. 
4 mil 12 ft. 
4 mil 16 ft. 
4 mil 20 ft. 
4 mil 20 ft. 
4 mil 20 ft. 
4 mil 20 ft. 
6 mil 8 ft. 4" 
6 mil 8 ft. 4" 
6 mil 8 ft. 4" 
6 mil 10 ft. 
6 mil 10 ft. 
6 mil 10 ft. 
6 mil 12 ft. 
6 mil 20 ft. 
6 mil 20 ft. 
10 mil 20 ft. 


100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
50 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 


Carpet Film 
Applicator w/Film 


Brand 


Plasticover 
Plasticover 
Plasticover 


Trimaco 
Plasticover 


Color 
White 
Clear 
Black 
White 
Clear 
Clear 
Black 
Clear 
White 
Clear 
Clear 
Black 
White 
Black 
White 
Clear 
Clear 
Black 
Clear 
Clear 


ADJUSTABLE FILM APPLICATORS 


Roller design allows for fast application. 
Steel construction adjusts to fit various sizes. 


Item 
No. 
6FLZ6 
15J258 
21XR55 
21XR56 
21XR64 
15J259 
4JX85 
4JX89 
21XR57 
21XR65 
15J263 
21XR60 
21XR61 
6FLZ5 
6FLZ7 
4JX88 
21XR62 
4JX86 
4JX90 
21XR63 





200 ft. 500 ft. 
Item Item 
No. No. 

2NYH7 2NYJ1 

2NYH9 2NYH6 

— 2NYH8 
52MU69 
18F254 





100 ft. 
100 ft. 


100 ft. 
100 ft. 


Color 


Clear 
Clear 


Off-White 
Off-White 


6HHZ7 
6HHZ8 


6HHZ9 
6HJAO 





Antistatic Fire-Retardant Poly Sheeting 


Superior dust containment for healthcare environments. White color. 
Sold on a roll. Fire Standards are printed in red directly on the film. 
Meet NFPA 701-2015 Standards. 


Item 
Thickness W L No. 
6 mil 12 iL 100 ft. 4FPK8 
6 mil 20 ft. 100 ft. 4FPK9 
lasticover 


Floor Protection 
Mats 


Sticky surface removes dirt and 
debris from shoes to eliminate 
damage to interior surfaces. When 
the mat is dirty, the top layer can 
be removed to expose a fresh 
surface. Adhesive backing sticks 
to clean, smooth floors to stay in 
place. Each mat has 30 numbered 
sheets and are packed 2 per box. 





No. 45MT84 Mat shown 
on No. 45MT87 Base 


Item 
FLOOR PROTECTION MAT BASE we W_L__ Color No. 
Recommended base provides Polyethylene 18" 36" _—Blue_—45MT86 
a secure mounting surface for Polyethylene i e oe ae puke 
; was olyethylene ue 
the mats in dusty conditions and Polyethylene 24" 36’ White  45MT83 
enables portability to multiple Base 
HDPE 25° 3/7" White 45MT87 


locations. Nonskid backing. 


amedover 4S 5035 


PROTECTION FROM THE GROUND UP 


Fire-Retardant 
Deck Covers 


Heavy-duty, reusable polyethylene 
sheeting protects floors and decks 
during construction, refit, and 

new build. Film can easily be cut, 
sized, and taped down in place. 
Smooth bottom side eliminates 





pattern imprinting as can occur with Thickness  W L Te 
embossed films. Matte side is antislip 14 mil 36" 150 ft. 6DLR6 
and antiskid. Meet NFPA 701. 30 mil 36" 100 ft. 6DLR7 


Rapid Wall Cover 


Clings to surfaces. Quick-and-easy 
to install because the tape is already 
attached to the poly. Replaces the 
traditional tape and poly method. 





Item 
Thickness W L No. 
2 mil 10ft. 100ft. 39J395 


MATERIAL HANDLING 
Multisurface Protection, Covers & Tarps 


- 


Scan. Order. Done. 
Details on page A1. 


Wi 











Temporary 
Floor 
Protection 


moat Reinforced 


Kraft Paper 
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Floor Protection Film 








ilastieover’ ATRIMACO 


Floor and Multisurface 
Protection 


Floor Protection Film—Temporary, self-adhesive 
film protects multiple surfaces including tile, vinyl, 
hardwood, VCT, laminates, marble, granite, counter- 
tops, and factory-finished hardwood. Applies quickly 
and removes easily. Can be left in place for up to 

60 days. 


Reinforced Kraft Paper—Nonadhesive, water- 
proof, tear-resistant paper can be taped down to 
protect virtually any surface. Heavy-duty kraft paper 
is bonded with polyethylene and reinforced thread- 
ing provides durability for long-term usage. 


Temporary Floor Protection Board— 
Nonadhesive fiber paper board protects against 
scratches and impact. Recycled content may qualify 
builder for LEED points. 


Item 

W L Color Brand No. 
Floor Protection Film 

24" 200 ft. Blue Plasticover 2NYJ3 

30" 100 ft. White Plasticover 45MT88 

30" 100 ft. Gray Plasticover 45MT89 

36" 200 ft. Blue Plasticover 4GHW8 
Reinforced Kraft Paper 

36" 200 ft. Brown Plasticover 5NAL7 
Temporary Floor Protection Board 

38" 100 ft. Brown Trimaco 52MU68 


* GRAINGER 
APPROVED 


Windscreen Fence 
and Mesh Tarps 


Knitted polyethylene offers 95% shade while allow- 
ing air passage. Mesh tarps act as windscreens. 
Feature reinforced wide web binding and aluminum 
grommets every 24" including top, bottom, and 
sides. 10 mil thickness, 5.4 oz. per sq. yd. polyester. 


* GRAINGER 
APPROVED 


Hay Covers 


12 mil thick polyethylene tarps resist water, mildew, 
and UV rays to protect hay bales from harmful 
weather. Heat-sealed seams with brass grommets. 
Silver/black color. 





No. 3ZRT8 


Find even MORE on Grainger.com® 








Red Rosin Brown Rosin 
No. 30KE55 No. 45MT90 
Plasticover’ 


Rosin Paper 

This high-quality, single-ply protection paper is 
commonly used to protect floors, windows, counter 
tops, fixtures, and many other surfaces during 
construction and remodeling. It can be applied as an 
inner lining, “sheathing paper” in walls, roofing, or 
wood flooring applications to protect against wind 
and dust infiltration, while minimizing squeaks. 
Available in standard red, brown (for dye leakage 
concerns in wet applications) and heavy-duty brown, 
which is up to 50% thicker for your heaviest jobs. 


Item 
W L Color No. 
Rosin Paper 
36" 200 ft. Red 30KE55 
36" 200 ft. Brown 45MT90 
Heavy-Duty Rosin Paper 
36" 150 ft. Brown 45MT91 
> CHOOSE: Item 
Cut Size Color No. 
Windscreen Fence 
4 x 165 ft. Black, Tan G8805 
Mesh Tarps 
6 x 8 ft. Black, Green, Tan G8814 
8 x 12 ft. Black, Green, Tan G8806 
10 x 12 ft. Black, Green, Tan G8815 
10 x 20 ft. Black, Green, Tan G8816 
10 x 24 ft. Black, Tan G8807 
10 x 30 ft. Black, Tan G8808 
12 x 14 ft. Black, Green, Tan G8809 
12 x 16 ft. Black, Green G8810 
12 x 20 ft. Black, Green, Tan G8811 
12 x 24 ft. Black, Green, Tan G8817 
14 x 24 ft. Black G8812 
20 x 20 ft. Black, Green, Tan G8813 
Item 
Cut Size Finished Size No. 
15 x 54 Ti; 14 ft. 6" x 53 ft. 8" 5WUF1 
20 x 48 ft. 19 ft. 6" x 47 ft. 8" 5WUF2 
25 x 48 ft. 24 ft. 6" x 47 ft. 8" 5WUF3 
30 x 48 ft. 29 ft. 6" x 47 ft. 8" 5WUF4 
35 x 48 ft. 34 ft. 6" x 47 ft. 8" 5WUF5 
45 x 48 ft. 44 ft. 6" x 47 ft. 8 5WUF6 
48 x 55 ft. 54 ft. 6" x 47 ft. 8" 5WUF7 
60 x 48 ft. 59 ft. 6" x 47 ft. 8" 5WUF8 


* GRAINGER 
APPROVED 


Machine and Pallet Covers 


Cotton sheeting is coated with plastisol, allow- 

ing it to breathe while remaining water-resistant. 
Perimeter is roll-hemmed with magnets at the 
corners. Machine covers are gray color. Pallet covers 
are silver/black color. 


Item 
Finished Size No. 
HTC Machine Cover Tarp 
2 ft. 3'x 3 ft. 2HCW3 
3 ft. x 4 ft. 8 2HCW2 
4 ft. 8" x 6 ft. 2HCW4 
6 ft. x 9 ft. 4" 2HCW5 
Pallet Cover 
3 ft. x 4 ft. x 4 ft. 3ZRT8 
ott. X4 Tt. X 6 fh. 3ZRT9 
4 ft. x 4 ft. x 4 ft. 3ZRU1 
4 ft. x 4 ft. x 6 ft. 3ZRU2 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 


Tarps 





Tarps 


STANDARD-DUTY POLYETHYLENE 

= Resist UV rays, mildew, and tears 

= Rustproof aluminum grommets 
approximately every 36" 

Made from high-density 10 x 10 

weave (1000 denier). Lightweight 


fabric weighs only 3.4 oz. per sq. yd., 


wet or dry. Seams are heat-sealed 
with polyethylene rope-lined hems. 


Flame-resistant style will not support 


combustion. 


HEAVY-DUTY POLYETHYLENE 

= Superior resistance to UV rays, 
water, mildew, and tears 

= Rustproof aluminum grommets 
approximately every 18" 

= Reinforced corners 


* 


WATERPROOF VINYL 


OK 
craincerR O44M/ 
APPROVED MAURITZON 
Made from super-strong 5.4 oz. per 
sq. yd. heavy-gauge material. Durable 
14 x 14 weave (1000 denier). 


= Superior resistance to UV 
rays, tears, and water 


= Nickel-plated brass 


and D-ring grommets 
approximately every 24" 


Lighter than canvas and nonabsor- 
bent. Made from 13 oz. per sq. yd. 
material and suitable for long-term 
outdoor use covering trucks, boats, 
and equipment. 
Fire-resistant style will not support 
combustion. 
Heavy-duty models are made from 18 
0z. per sq. yd. material for premium 
resistance to abrasion and punctures. 


Tarp > CHOOSE: 
Strength Cut Size Finished Size Thickness Color 
Waterproof Polyethylene 
Flame-Resistant, Mildew-Resistant, Tear-Resistant, UV-Resistant 

10x 12 ft 9 ft. 6 x 11 ff. 4 a1 mil Blue 
10% 12 Tt, 9ft.6'x 11 ft. 4" 5.1 mil White 
10 x 20 ft. 9 ft. 4"x 19 ft.6" 5.1 mil Blue 
10 x 20 ft. 9 ft. 4"x 19 ft.6" 5.1 mil White 
Standard 15x20ft. 14ft.2°x19Tt 6 5.1 mil White 
Duty 15x20Tt. 14ft.2°x19ft.6 5.1 mil Blue 
20 x 20 ft. 19 ft.x 19 ft.6" 5.17 mil Blue 
20 x 20 ft. 19 ft.x 19 ft.6" 5.17 mil White 
20 x 30 ft. 19 ft. x 29 ft. 4" 5.17 mil Blue 
20 x 30 ft. 19 ft. x 29 ft. 4" 5.7 mil White 
Grease-Resistant, Mildew-Resistant 
10 x 12 ft. 9ft. 9° x11 ft. 8 12 mil Silver/Black 
Heavy 12x15ft. 11 ft. 8x14 ft.9" 12 mil Silver/Black 
Duty 12x20ft. 11 7t.8'x19ft.9" 12 mil Silver/Black 
12x24ft. 11 ft 8x 23ft.9° 12 mil Silver/Black 
Mildew-Resistant, Tear-Resistant 
6 x 8 tt. 5ft.6'x /ft.6" 3.2 mil Blue 
8 x 10 ft. 7.4" x9ft.6" = 3.2 mil Blue 
ee ef 9 ft. 6x 11 ft. 4" 38 mE te 
X t. _— .2 Mi ue 
ss A a = 3.9 mil Blue 
y 20 x 30 ft. = 3.2 mil Blue 
25 x 40 ft. — 3.2 mil Blue 
30 x 50 ft. — 3.2 mil Blue 
40 x 60 ft. — 3.2 mil Blue 
Mildew-Resistant, Tear-Resistant, UV-Resistant salt 5 
ue/Green, Brown 
6 x 8 ft. 5 ft. 6"x 7 ft.6" 5.1 mil Black Transparent, 
‘ i ; ue/Green, Brown 
8 x 10 ft. 7ft.4"x9ft.6" 5.1 mil Black Transparent 
i i ue/Green, Brown 
10 x 12 ft. 9 ft. 6"x 11 ft. 4" 5.1 mil Black Transparent 
i i ue/Green, Brown 
12x16ft. 11 ft. 4"°x15ft.6" 5.1 mil Black, Transparent 
12x20Tt. 117 8°x19ft6" Ae Orange 
12x24tt Whe x23te 5 seosang 5 
i i ue/Green, Brown 
12x25ft. 11 ft 4"x 24 ft 4" 5.1 mil Black, Traisparent 
ue Top/Green 
Standard 15x 20ft. 14 ft. 2"x 19ft.6" 5.1 mil Back, Transparent, 
y ; Brown/Black 
i : ue/Green, Brown 
20 x 20 ft. 19 ft.x 19 ft.6" 5.1 mil Black Transparent 
i ue/Green, Brown 
20 x 30 ft. “07 4" 5.1 mil Black Transparent 
t. 10° ue/Green, Brown 
t. 10" x ; ue/Green, Brown 
30 x 50 fi. 49 ft. 2 9.1 mil Black, Transparent 
i ; ue/Green, Brown 
40 x 60 ft. 38 ft. 6" x 59 ft. 5.1 mil Black Transparent 
i , ue/Green, Brown 
50 x 80 ft. 48 ft.x 79 ft. 4" 5.1 mil Black, Transparent 
6 x 8 tt. 5 ft. 6'x /ft.6" 10.5 mil Silver/Black 
8 x 10 Tt. 7Tt.4"°x9ft.6" 10.5 mil Silver/Black 
10 x 12 ft. 9 ft. 6"x 11 ft. 4" 10.5 mil Silver/Black 
12x16ft. 11ft.4"°x15ft.6" 10.5 mil Silver/Black 
Has 12x 20ft 11 ft. 4°x 19 ft_6" 10.5 mil Silver/Black 
Tired 12X20 it~ V0.4: x 24 it 4° .10.5.mill Silver/Black 
- 15x30ft. 14 ft. 2°x 29 ft. 4" 10.5 mil Silver/Black 
16x20ft. 15 ft. 2°x19ft.6" 10.5 mil Silver/Black 
20 x 20 ft. 19 ft. x 19 ft.6" 10.5 mil Silver/Black 
20 x 30 ft. 19 ft. x 29 ft. 4" 10.5 mil Silver/Black 
40x40ft. 38ft.6'x 39 ft. 4" 10.5 mil Silver/Black 
Waterproof Vinyl 
Flame-Resistant, Mildew-Resistant, Tear-Resistant, UV-Resistant 
8 x 10 ft. 7Tt.4"x9ft.6" 15 mil Black/Green 
Standard 8 x 10 ft. 7t.4"°x9ft.6" 15 mil White 
Duty 20 x 20 ft. 19 ft.x 19 ft.6" = 15 mil White 
20 x 30 ft. 19 ft. x 29 ft. 4" = 15 mil White 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Brand 


Mauritzon 
Mauritzon 
Mauritzon 
Mauritzon 


Item 
No. 


oWTLI 
oWTNO 
22J47 
OWITN1 
oWTN2 
22J48 
22J49 
oWITNS 
2ZJ90 
oWTN4 


80604 
8UKW9 
9EVK9 
91025 


223029 
22J026 
22JC27 
22J028 
223029 
22JC30 
22JC31 
22JC032 
22JC033 


G8818 
G8819 
G8820 


G8821 


JWUE7 
JWUFO 


G8822 


G8823 


G8825 
G8824 
G8826 
G8827 
G8828 


G8829 


22J45 
OWTNS 
4VZ56 
22J46 
JWTN6 
OWIN7 
OWTNS 
4VZ57 
oWTNI 
4VZ58 
oWTPO 


oOWTWS 
oWTW6 
oWTW9 
oWTXO 


Tarp 
Strength Cut Size 


Finished Size Thickness 


Mildew-Resistant, Tear-Resistant, UV-Resistant 


6 x 8 tt. © ft. 6" x 7 ft. 6° 


6 x 10 ft. 5ft. 6" x Oft. 6" 
10 x 10 ft. 9 ft. 4" x 9 ft. 6 
Standard 10x 12 ft. 9 ft. 6' x 11 ft. 4° 
Duty 12x16t. W1th4 x1bit6 
16x20ft. 15ft.2°x19ft. 6 
20 x 20 ft. 19 ft. x 19 ft. 6° 
20 x 30 Tt. 19 ft. x 29 ft. 4° 
6 x 8 Tt. Dito X 7 it 6 
6 x 10 ft. 5ft.6° x9 ft. 6° 
8 x 10 ft. 7 ft. 4° x9 ft. 6° 
10 x 10 ft. 9 ft. 4° x9 ft. 6° 
10 x 12 ft. 9 ft. 6° x 11 ft. 4° 
12x16T. 11% 4 x15tt.6 
Heavy 12x 20ft. 11 ft. 4°x 19 ft.6 
Duty 12x 24ft. 11 ft. 4" x 23 ft.6 
12x25ft. 24 ft.6'x 11 ft. 4 
14x 20ft. 19 ft. 6'x 13 ft. 4 
14x 25ft. 24 ft. 6'x 13 ft. 4 
16x20ft. 15 ft. 2°x19ft.6 
20 x 30 ft. 19 ft. x 29 ft. 4 
20 x 30 ft. — 
Water Resistant Cotton Canvas 
Flame-Resistant, Mildew-Resistant 
x 8 ft 3 ft. 6' x 7 ft. 6" 
4x12 ft 36 X11. 6 
6 x 8 ft. aio X 7 6 
6 x 10 ft 5 ft. 6' x 9 ft. 6 
8x 10 ft 7 ft. 6' x 9 ft. 6" 
8x 16 ft 7tt.6 X11. 6 
Standard 8 x 20 ft. 7 ft. 6' x 19 ft. 6° 
Duty 10 x 12 ft. 9 ft. 6' x 11 ft. 6 
10 x 20 ft. 9 ft. 6' x 19 ft. 6° 
17x 16T. 116 x1d5i6 
15x20ft. 14 ft. 6'x 19 ft. 6 
16 x 24 ft 1b it. 6: x23 TL. 6 
20x 20ft. 19ft.6x19ft 6 
20x 30ft. 19ft.6 x29 ft 6 


Mildew-Resistant, UV-Resistant 

4x8 tt. Sit. X «it. 6 
otk. rah Tt. 6° 
6 X/1t.b 


tt. 
it. 6 
tt. ob 


onc 
x< 
— 
es 


Heavy 
Duty 
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ee 
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20x 30ft. 19 

Water Resistant Polyester Co 
Mildew-Resistant 

4x 8 ft. 3 

4x 12 tt. 3 

6 x 8 Tt. 5 

6 x 10 ft. 5 

7 

7 

9 

9 


+ 


6" 
6" 
6" 
6" 
6 
ach 
Tt. 6 

J. 

C 


@ > 
© < |< >< >< |< 
~N jOnanas 
eo = 


= tton 


8 x 10 Tt. 
Standard ie au 
Duty x : 
10 x 20 Tt. 

12 x 16 ft. 1 

15 x 20 Tt. 1 

16 x 24 ft. 1 

1 

1 


SRR a A oe ot oe 
DIDI SYS OF} FAA Sy] Gr] 9H o> 


20 x 20 tt. 
20 x 30 ft. 


oon. 
+ 
Lae 


15 mil 
15 mil 
15 mil 
15 mil 
15 mil 
15 mil 
15 mil 
15 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 


20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 
20 mil 


30 mil 
30 mil 
30 mil 
30 mil 
30 mil 
30 mil 
30 mil 
30 mil 
30 mil 
30 mil 
30 mil 
30 mil 
30 mil 
30 mil 
anvas 


15 mil 
15 mil 
15 mil 
15 mil 
30 mil 
15 mil 
15 mil 
15 mil 
15 mil 
15 mil 
15 mil 
30 mil 
15 mil 


> CHOOSE: 
Color 


Black/Green 
Black/Green 
Black/Green 
Black/Green 
Black/Green 
Black/Green 
Black/Green 
Black/Green 
Black 
Black, Tan 
Black, Tan 
Black, Tan 
Black, Tan 
Black, Tan 
Black 
Black, Tan 
Black 
Black 
Black 
Black, Tan 
Black 
Tan 


Green 
Green 
Green 
Green 
Green 
Green 
Green 
Green 
Green 
Green 
Green 
Green 
Green 
Green 


Olive Green 
Olive Green 
Olive Green 
Olive Green 
Olive Green 
Olive Green 
Olive Green 
Olive Green 
Olive Green 
Olive Green 
Olive Green 
Olive Green 
Olive Green 
Olive Green 


Jade Green 
Jade Green 
Jade Green 
Jade Green 
Jade Green 
Jade Green 
Jade Green 
Jade Green 
Jade Green 
Jade Green 
Jade Green 
Jade Green 
Jade Green 


Brand 





Item 
No. 


22J56 
2ZJ57 
22398 
22J59 
22J60 
22361 
22362 
22J63 
oWTX1 
G8845 
G8846 
G8847 
G8848 
G8849 
oWTY9 
G8850 
oWTZ1 
oWITZ0 
oWTZ2 
G8851 
G8852 
G8852 


10P540 
10P541 
10P542 
10P543 
10P544 
10P945 
10P546 
10P547 
10P548 
10P549 
10P590 
10P591 
10P992 
10P593 


OWTT/ 
WITS 
oWTT9 
JWTUO 
oWTU1 
YWTUZ 
oWTU3 
JWTU4 
OWTUS 
JWTU6 
OWTU7 
UWTU8 
oWTUS 
oWTVO 


10P594 
10P995 
10P556 
10P997 
10P558 
10P560 
10P561 
10P562 
10P563 
10P564 
10P565 
10P566 
10P967 


1101 





MATERIAL HANDLING Scan. Order. Done. 
Bungee Cords & Rope Tie-Downs Details on page Al. 
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Bungee Cords and Hooks ° 


EPDM Tarp Straps—For heavy-duty tab on polycarbonate hook prevents 
strapping jobs. Straps stretch to approxi- —_ slipping out of tarp grommets. 1%'' dia. 
mately 1% times their original length. Length adjustable up to 36". 

Extra reinforcement at hook ends. Zinc- 
plated steel hooks. 


»~ 
Aa 
N 
RSA 





[Soo a No. 


en ola 1 4A751 






i 





Bungee Cord Rolls—Multicolor bungee 
cords are general purpose. White cord is 











Industrial Bungee Cords—Work nylon-wrapped for greater durability 
re f ae _ Kem well in most tarp applications and with Bungee Hooks—Attach easily to make 
_ p heavier loads. Nylon-coated cords have é 
Adjustable Tarp Straps hardened hooks with yellow dichromate or repair cords. Includes clamping wire. 
EPDM Tarp Strap a pact tee aD finish Adjustable hooks require no tools to 
TES a aaa install. See hook descriptions for cord 
10" Black Goldline 14J847 Adjustable Bungee Cord—For light- sizes. 
15" Black Goldline __14J848__— duty bundling or tie-down assists. Safety 
EPDM Tarp Strap 21 Black Goldline 14J849 
at Black Goldline 14J850 Item Pkg. 
44" Black Goldline 14J851 : ene Description Color Brand No. Qty. 
Bungee Strap Assortment ungee Hooks 
Assorted EPDM Tarp Hardened Steel For Use With “se” dia. Cord Black GA _ 4HXD2 50 
Straps, (4) 10" Strap, : . For Use With “%e' dia. Cord Silver Bulk-Strap 14A751 10 
(2) 15" Strap, (2) 21" a eee i For Use With 14" dia. Cord Silver Bulk-Strap 14A752 10 
Strap, and (2) 31° Strap Dichromate Steel For Use With 4c’ dia. Cord Silver  Bulk-Strap 14A753 10 
Bungee Cords For Use With %" dia. Cord Silver _ Bulk-Strap 14A754 4 
13° Black GA 4HXD6 For Use With 12" dia. Cord Silver Bulk-Strap 14A755 4 
. 18" Black GA 4HXD7 For Use With %e" dia. Cord Silver Bulk-Strap 14A756 10 
Industrial Bungee Cord 24" Black GA 4HXE2 Includes C-Ring - For Use With %' dia. Cord Silver _ Bulk-Strap 14A757 10 
32" Black GA 4HXD8 Stainless Steel  _ Includes C-Ring - For Use With 6’ dia. Cord Silver _ Bulk-Strap 14758 10 
. 48" Black GA 4HXE1 Includes C-Ring - For Use With 36" dia. Cord ‘Silver _ Bulk-Strap 14759 4 
alustatle ane Cord 36 Multicolored GA AHXC7 Includes C-Ring - For Use With 14" dia. Cord Silver  Bulk-Strap 14A760 4 
ungee Lord holls ; Adjustable Bungee Hooks 
“6 Bungee Width 100 ft. __ White/Black Tracer Bulk-Strap _—-14A763 Co-Pol 1¥%4' Width - For Use With %e' or Ys dia. Cord Black —‘ Bulk-Strap 14761 10 
Ys" Bungee Width 100 ft. White/Black Tracer Bulk-Strap 14764 ee 19" Width - For Use With 6" or %' dia. Cord Black __ Bulk-Strap 14A762 10 
Ye Bungee Width ep # ere a Tracer Bult otra wee Polycarbonate Rare aes pea Black GA 4HXD1 50 
44" Bungee Width 100 ft. White/Black Tracer Bulk-Strap _—«14A766 Bungee Cord Assortment 
-< | SLE mune’ oi auaue Nylon/Rubber Assorted Bungee Cords, 2 Each Multicolored GA  4HXF7 10 
Yo" Bungee Width 100 ft. White/Black Tracer Bulk-Strap 14A767 of 13, 18, 24, 30, and 36 
THE BETTER \ 
BUNGEE 
1. = 
T —*¥ = = 
Rope, Hook Ends, + : 
and Replacement No. 2ZA95 i sg Pe 8 “ 
No. a i ae 
Hooks No. J4694 41DJNG ae <i aoe A. 
Solid Core Urethane Stretch Rope—industrial | tr ae a, It 
strength, high-tech urethane stretch rope is a superior etamT— , lon a an 
replacement to shock cord (no cloth or elastic) will not — — No. 2ZA97 No. 2ZB14 
break, rot, or become brittle and maintains its stretch . 
even under extreme weather conditions. Safely stretches Rope Tie-Downs 


Nn! 
two times its length. Make custom length bungee cords | Secure a wide variety of loads Bungees and Cargo Nets “faster, 


and cargo webs using the adjustable nylon hook ends. quickly and easily. E-Z Grip™ Bungees— Cargo Nets—Can be used for 
Adjustable Nylon Hook Ends—Patented adjustable | Rope Ratchets—Keep rope Improved grip on hook for securing cargo in truck beds. 
hook ends create safer and stronger custom bungee locked in place for a firm hold; enhanced operator safety. Include storage bag. 60"W. 
cords. Match hook sizes to rope size. /" hook has a no webbing or bungee cords Tarp Lok™ Bungee—Hooks Bungee Organizer 

102-Ib. break rating, “6° has a 140-lb. break rating. required. Thumb-lever provides | lock in place for securing loads | Kits—Cords wrapped around 
Steel Triangular Replacement Strap Hooks—0.188" | SY 'elease. Ratchets are made | through eyelets or rings. a lightweight frame to keep 


of 33% glass-filled nylon with 
interior of die-cast zinc and 
stainless steel springs. Hooks 
are zinc-plated steel. 


them untangled and acces- 
sible. No. 2ZB13 includes 10", 
18", 24", 32", and 40" cords. 
No. 2ZA94 includes 18", 24", 


(%6') galvanized or stainless steel hook with triangular 
S end, made for safer strap. Gale break rating of 250 Ib. 
Stainless steel break rating of 225 Ib. 


SteelCor'"—Steel-reinforced 
polypropylene stretch bungees 
have an offset hook, and is 


Saeed = > CHOOSE: tts eon , adjustable from 20" to 40". 39" and 40" cords 
escription ia. olor 0. orking em ; : 
Solid Core Polyurethane Stretch Rope . L atch erp Load Limit No. 7 a a for a wide range 

» — Black, Military ope Ratchets w/ Polyester Rope Of applications. 
Bungee Cord Roll 50ft. v4 een 2 4694 Re * 7b. INT PP 

» Black, Military 8 ft. Ye. 110 Ib. DJN6 Item 
Bungee Cord Roll o0ft.  %s Green J4695 Rope Ratchets w/ Polypropylene Rope Description Bungee Length Color No. 
Bungee Cord/Strap Hook Ends 8 ft. Yq" 150 lb. _1DJN8 E> Grin bunues 24" Black 2ZA95 
Adjustable Nylon Hook 4 __ Black AGCCO8 15 ft. Yq 150 lb. 1DJN9 p g 32" Black 2ZA96 
End, For 4" Rope 8 ft. Ye" 200 lb.  1DJP2 Tarp Lok™ Bungee 24" Black 2ZA97 
Adjustable Nylon Hook 4" _ Black 46CCO9 Voit. Ye" 290 lb. 1DJP3 SteelCor™ 40" Gray 2ZB12 
End, For ae Rope Es i a 2M i: ate Cargo Ne _— Black 2ZB14 
Triangular S Hook, i i ae 2 by) 5 Bungee Organizer Kit - 10 i Bp HAW api 
Galvanized Stee 22 Ae Gray 466602 Ratchets Only Count SteelCor™ 40", 32", 24", 18 Gray 22B13 
Triangular S Hook, ; ; Ys" Ratchet 1DJP1 Bungee Organizer Kit - 15 ; ; 
Stainless Steel ae ae Gray 460008 3a Ratchet {1DJP6 | Count Twin Wire Assortment a0 wullieolored. BEANE 
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GRAINGER CHOICE° MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Bungee Straps & Tie-Down Accessories 
Oo——o) >) Oo 
No. J4678 ————————sEE LS 
THE BETTER No. J4682 No. J4683 
BUNGEE’ (“<6 


Polyurethane Bungee Straps 


No. J4681 





No. 46CA99 

Industrial strength polyurethane and heavy-duty : pee [eo 

hook ends make safer, stronger bungee cords and Bungee Cords 

straps. High-tech, lightweight material will not Nylon J-Hook End i. JaE7e 
break, rot, or become brittle when exposed to harsh 18" ia re ene J4679 
weather elements, oils, or fuels. Nylon J-Hook, Loop End — | 7 : s2680 
Cords—Glass-filled nylon hooks are overmolded 30" ae J4681 
into a one-piece cord for superior performance and Bungee Straps 

durability. Max. stretch is two times length. Hook Galvanized Steel §-Hook End 54682 
ends have a 180# break rating. Synch cord has loop 18" Black, Blue, Yellow, Red, Military Green, J4685 
on one end and hook on the other. or Srangereane erie waeee 
Straps—High-tech industrial strength urethane stainless Steel S-Hook ne 34684 
straps have three types of hook ends to chose ie pe Nolbw, Bea ay Green, 14687 
from: 2 0.188 (3.16) galvanized with a 250# break 26° eee aeons 14693 
rating, stainless steel with a 225# break rating (both = _Nylon J-Hook End 7 4683 
have triangular S-hook shapes) or fiber-filled nylon 18" Black, Blue, Yellow, Red, Military Green, J4686 
overmolded ends (rated at 180#) for nonmarring Sr Orange, Safety Green, White 14689 
applications. Two times max. stretch. The slotted Bungee Straps with Slots 

strap is very versatile as it will adjust to just about Stainless Steel S-Hook end 7 say aGCKO0 
any size and comes with galvanized or overmolded Nylon J-Hook End 

nylon ends. 36" Black 46CC01 





. Bey 

7 Aj 

Lb N 

(sym ames) yy 


Custom Strapping, Buckles, and Fittings 






CUSTOM STRAPPING Polyester—Durable material is quick drying. Resists most 

Create custom-length straps with no stitch- chemicals, stretching and shrinking, wrinkles, mildew, and 

ing required. abrasion. For medium- and heavy-duty applications. 

Nylon—Strong and flexible material has BUCKLES AND FITTINGS 

good elasticity and recovery. Absorbs Metal or plastic attach without sewing to make finished No. G2350 
moisture, dries easily, and is mildew- and assemblies. (Buckle Not Included) 
insect-resistant. ANCHOR PLATES 


Polypropylene—Material features excel- 
lent chemical resistance and low moisture 
absorption. Floats and is resistant to mildew 
and abrasion. For lightweight applications. 


Secure webbing to a solid surface. 1" plates have 1%" bolt 
hole. 11%" to 2" plates have %" bolt hole. Webbing slots will 
accommodate 1", 1.5", and 2" webbing, offset at 128°. 


Length 
27 ft. 50 ft. 51 ft. 102 ft. 150 ft. 300 ft. 
> CHOOSE: Item Item Item Item Item Item 
W Color No. No. No. No. No. No. 
Custom Strapping 
Nylon 
Yq" G2350 — G2351 G2352 G2353 14A772 * 
ili G2354 — G2355 G2356 G2357 14A773 * 
1" Black, Blue, Orange, Red G2358 — G2359 G2360 G2361 14A774 * 
Zz: G2362 — G2363 G2364 G2365 14A7/5 * 
ey — — — — — 14A7/6 * 
Polyester 
EY — 53PW80 — — 53PW81 | 53PW82 
4" Yellow — 53PW83 — — 53PW84 — 
2 — 53PW7/7 — — 53PW/8 | 53PW79 
Polypropylene 
i == | Se 
, = = = 
Bi Black, Blue, Orange, Red — — 62375 62376 — G2377 
Yq" — — G2366 G2367 — G2368 No. 4TLP8 
Pkg. Item Pkg. Item 
Size Material Oty. No. Size Material Qty. No. 
Buckles and Fittings Slip-Lok Buckles 
Side-Squeeze Buckles 1" Steel 10 4TLT1 
Yq" Plastic 10 4TLP4 1¥" Steel 10 4TLT2 
1" Plastic 10 4TLP5 Zz Steel 10 4TLT3 
1¥;" Plastic 10 4TLP6 Yq" Plastic 20 4TLR3 
2 Plastic 3 4TLP7 1 Plastic 25 4TLR4 
SlideBar Buckles invA Plastic 25 4TLR5 
Yq" Plastic 25 4TLP8 2 Plastic 25 4TLR6 
1" Plastic 25 4TLP9 Anchor Plates 
12" Plastic 25 4TLR1 il Nickel Plated Steel 5 14A/68 
2. Plastic 5 4TLR2 1" x 29%" Stainless Steel 2 14A770 
Cam Buckles 1% to 2" Nickel Plated Steel 5 14A769 
ii Zinc 2 4TLT4 1% to 2' Stainless Steel 2 14A/71 
1" Zinc 2 4TLT5 
2" Zinc 2 4TLT6 
1" Plastic 10 4TLR7 
1" Plastic 10 4TLR8 
2 Plastic 3 4TLR9 
* Available in Black only. No. 14A768 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1103 


MATERIAL HANDLING Scan. Order. Done. 
Cargo Straps & Tie-Downs Details on page Al. 

























No. 48PX71 
Ratchet Adjustment 
with Grab Hook & 
Chain Anchor End 





No. 48PX49 canneries 
Cam Buckle with S-Hook : 
Adjustment, 
Endless 


No. 2VKP8 
Ratchet Adjustment 
with J-Hook 





No. 382887 


Ratchet Adjustment 
with Sewn Eye End 






No. 2VKP6 
Ratchet Adjustment 
with Snap Hook End 







No. 2VKP4 
Ratchet Adjustment 
with S-Hook End 


No. 22P615 
Ratchet Adjustment with 
Spring E-Track End 





° 


Cargo Straps and Tie-Downs (O)LiftAIN nh 


MANERA * GRAINGER 





= Polyester strap and tie-down construction, except as noted. rnopuots Fon eerrea irra ‘The Cargo Control People!” INTERNATIONAL APPROVED 
Breaking Working Cargo Tie Down Item Pkg. Breaking Working Cargo Tie Down Item Pkg. 
Length Width Strength Load Limit Color End Material Brand No. Qty. Length Width Strength Load Limit Color End Material Brand No. Qty. 
Cam Buckle Adjustment 15 ft. 2" 5000lb. 1600lb. Yellow Steel Load Hugger 36LG54 1 
Endless End 15ft. 2° 5000lb. 1666lb. Yellow Alloy Steel GA 2QVKP8 1 
10ft. 1° 1000lb. 330lb. Black Steel Lift-All 382863 1 15 ft. 2° 10,000 lb. 3300lb. Yellow Steel Load Hugger 36LG47 1 
Flat Hook End 16 ft. 1" 2505lb. 835 1b. Blue  Zinc/Carbon Steel Kinedyne 22P5/76 1 
12f. 1°  500lb. 167lb. Blue Zinc/Steel Kinedyne 48PX34 1 20ft. 1° 2505lb. 835lb. Blue Zinc/Steel Kinedyne 48PX66 1 
15ft. 1° 1000lb. 330lb. Black Steel Lift-All 382877 1 20ft. 1% 6600lb. 2200lb. Yellow  Allloy Steel GA 34RY83. 1 
S-Hook End 20ft. 2° 5000Ib. 1600Ib. Yellow Steel Lift-All  3LLH9 1 
6ft. 1° 12001b. 4001. Blue Steel Kinedyne 48PX49 2 20ft. 2° 5000Ib. 1600Ib. Yellow Steel Lift-All  3LLG3 *1 
6ft. 1° 1500lb.  500lb. Red Steel Kinedyne 48PX54 1 20ft. 2° 5000lb. 1670lb. Gold Zinc/Steel Kinedyne 48PX51__1 
10ft 1° 1200lb. 400lb. Blue Steel Kinedyne 48PX55 1 25ft. 1° 2505lb. 835lb. Blue Zinc/Steel Kinedyne 48PX69 1 
12ft 1° 1200lb. 400lb. Blue Steel Kinedyne 48PX37__1 25 ft. 2 10,000lb. 3335|b. Gold Zinc/Steel Kinedyne 48PX35 1 
15ft 1° 1200lb. 400lb. Blue Steel Kinedyne 48PX47__1 27 ft. 2° 10,000lb. 33001b. Yellow Allloy Steel GA 34RY82 1 
Spring E-Track End 27 ft. 2° 10,0001b. 3300Ib. Yellow Steel Lift-All  4LA47 1 
12 ft. 2° 2500lb.  800lb. Yellow Steel Lift-All  3KN66 1 27 ft. 2° 10,000lb. 33351b. Gold  Zinc/Carbon Steel Kinedyne 22P578 1 
12 ft. 2° 2500lb. 835lb. Gold Steel Kinedyne 22P619 1 27 ft. 2° 10,000 lb. 33351b. Gold Zinc/Steel Kinedyne 48PX25 1 
16 ft. 2° 2500lb. 800lb. Gray Steel Lift-All  3KN67 1 97 ft. 2° 10,000lb. 33351b. Gold  Zinc/Carbon Steel Kinedyne 26W539 1 
16 ft. 2 2500lb. 8351b. Gray Steel Kinedyne 22P616 1 Hi- 
20f. 2" 2500 1b. 835 lb. Blue Steel Kinedyne 22P620 1 27 ft. 3" 15,000 lb. 5000 Ib. Visibility Steel Lift-All 382891 1 
Ratchet Adjustment Yellow 
Endless End 27 ft. 3° 16,200lb. 54001b. Gold Zinc/Steel Kinedyne 48PX41 1 
10ft. 1" 2100lb. 700\|b. Black Steel Lift-All 3827862. 1 27 ft. 4° 20,000 lb. 6670 Ib. Gold Zinc/Steel Kinedyne 48PX45 1 
15ft. 1° 2505 lb. 835 Ib. Blue = Kinedyne 48PX40 1 30ft. 2" 5000lb. 1670lb. Gold Zinc/Steel Kinedyne 48PX32 1 
o7ft. 2" 10,000lb. 3335lb. Gold — Kinedyne 48PX43 1 30ft. 2" 10,000lb. 3300lb. Yellow Steel Lift-All 382893 1 
Flat Hook End 30ft. 2" 10,0001b. 33351b. Gold  Zinc/Carbon Steel Kinedyne 22P580 1 
20ft. 2° 10,0001b. 33301b. Yellow Steel Lift-All  3LLu2 1 Hie . 
90ft. 2° 10,000lb. 3330lb. Yellow Steel Lift-All 3LLG1. 1 30 ft. 3" 15,000 lb. 5000 Ib. era Steel Lift-All 382944 1 
rT : elOW 
A ee ve eee nee ee 30 ft 3° 16,2001. 540015. Gold Zino/Steel_Kinedyne 48PX31_7 
7 ft. 2° 5000Ib. 16/0lb. Gold Zinc/Steel Kinedyne  48PX24 1 Sewn Eye End Ib. 3335 Ib. __Gold Zinc/Steel Kinedyne__48PX27_ 1 
27 ft. 2° 10,000 lb. 33001b. Yellow Steel Lift-All 2468 1 
27 ft 2" 10,000Ib. 3333 |b. Orange Steel Ancra  16V910 1 fa 15,000 Ib. 5000 Ib.__ Yellow Steel Lift-All___ 382887 _1 
27 ft. 2° 10,000lb. 3335lb. Gold Steel Kinedyne 48PX48 1 : 
27 ft. 2° 10,000lb. 33351b. Gold  Zinc/Carbon Steel Kinedyne 22P577 1 pt Pe Oar: ee pack Alloy Stee r ae Pt é 
27 ft. 3° 15,000lb. 5000\b. Yellow Steel Lift-All | 3XNR7 1 Lt : : ue tee inedyne__ 48PX28 
27 ft. 4° 15,000 lb. 5000 1b. Yellow Steel Lift-All 382894 1 12 ft 1%" 2500 Ib. 833 Ib. Black Alloy Steel GA____$2J628 2 
7 ft. 4° 16200lb. 5400lb. Gold Steel Kinedyne 48PX42 1 14it 1 1200 1b. 400 Ib. Black__Steel Kinedyne__48PX36_ 1 
30 ft. 9" 10,000 Ib. 3333 Ib. Yellow Carbon Steel GA 2VKP9 | 15 ft. 1 1200 Ib. 400 Ib. Blue Zinc/Carbon Steel Kinedyne 22P575 1 
30 ft. 2° 10,0001b. 33351b. Gold  Zinc/Carbon Steel Kinedyne 22P582 1 et r Pera OE aot eee 2 2VKP3__ 2 
30 ft. 3° 15,000 lb. 5000Ib. Yellow Steel Lift-All  3MLU9 1 2 ft 900 Ib. 900 Ib. __Blac oy Stee Ae Le 
30ft. 3° 16,200 Ib. 5400Ib. Gold Steel Kinedyne 48PX26 1 1 ft T2100 1b. 700 tb. __ Black ste LiTtAN 62265 _1 
30ft. 4° 15,000lb. 5000 lb. Yellow Steel Lift-All  3MLV4 1 Shap Hook En po. 700 Ib. ___ Black Steel Lift-All_ 38287116 
ot aay Ol a ult _-Anetaron set — Siedines eres 15 ft. 1% 4000 1b. 1333 1b. Black Carbon Steel GA 2VKP6 1 
iL : - 0 inc/Stee inedyne 48PX67 1 ‘ 
30 ft. 4° 15,000lb. 5000lb. Yellow Steel Cift-All 3MLV6 1 (it. 2" 30001b. 1000 Ib. _Gold Steel Kinedyne__22P613 1 
30ft. 4° 16.200lb. 5400lb. Gold Zinc/Steel Kinedyne 48PX44__1 12 ft 2" 3000 1b. 1000 Ib.__ Yellow Steel Lift-All_ __SKN69_ 
i Manland Roane ead 127.2" 3999 1b. 1333 1b. Yellow Steel Ancra_16V915_1 
Took End 16ft. 2° 3000lb. 1000lb. Gray Steel Kinedyne _22P614_1 
6ft. 1% 3000lb. 10001b. Black Alloy Steel GA 2VKP5 2 16 ft 2" 3000 Ib. 1000 Ib. Gray Steel Kinedyne _48PX62_ 1 
10ft 1° 2500Ib.  835lb. Blue Zinc/Steel Kinedyne  48PX38 1 {ft 2 30001b. 1000 1b. __Gray Steel Lift-All__3KN70_ 
12 ft. 1° 2505lb. 835lb. Blue Zinc/Carbon Steel Kinedyne 22P574 1 jo a a ee: aay oe mt avis 
15ft 1° 2500lb. 835lb. Blue Zinc/Steel Kinedyne 48PX29 1 Lg 100 1b.__Go tee inedyne__ S2XH70 
15 ft. 1%" 4000lb. 13331b. Black Alloy Steel GA 2QVKP7 1 20 ft. 2° 3000 Ib. 1000 Ib. Blue Steel Lift-All _SKN71__ 1 
15 ft. 1%" 4400lb. 1670lb. Blue Steel Kinedyne 48PX56 1 20 ft. 23999 Ib. 1333 Ib.__ Blue Steel Ancra___16V917_ 1 
* Tuff-Edge construction. 20 ft. 2" 4400lb. 1500lb. Gold Steel Kinedyne_ S2XH71__ 1 
1104 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° MATERIAL HANDLING 
Find the wi. Find Solutions. Find Great Prices. Ratchet Tie-Downs, Winches & Winch Straps 





Back-Off 
Technology 
Cargo Straps 


Controlled-release cargo straps allow you to release one tooth at a 
time. Safe and easy to use, this step release action prevents sudden 





B- No. 
jerks that might cause a load to fall. eae 22P570 
Breaking Working Item 
Description Length Width Strength Load Limit No. 
J-Hook Fitting Style 16 ft. 1%" 3000 Ib. 1000 Ib. o3FK21 
J-Hook Fitting Style 20 ft. 1 9000 Ib. 1660 Ib. 53FK22 
J-Hook Fitting Style 27M. 2 10,000 Ib. 3300 Ib. 39RH10 
Flat Hook Fitting Style Zi tt. 2 10,000 Ib. 3333 Ib. 39RH06 
 — (O)LIftAN BKC 
- a PRODUCTS FOR BETTER LIFTING The Cargo Control People! 


| eel» Winch Straps 
_— & = Tuff-edge webbing for cut and abrasion resistance 

I y Polyester construction. Available with a flat hook, sewn eye, or triangle ring. 
WARNING: Do not exceed working load limit. This is the maximum load that may be applied 











, No. per the Commercial Vehicle Safety Alliance. 
16V921 Cargo Tie Cargo Tie Working Cargo Tie Item 
. Down Width DownLength Load Limit Down Material Brand No. 
| Grab Hook and Chain Anchor 
_—_ 27 ft. 5000 Ib. Polyester Lift-All 382997 
3" 27 tk 5000 Ib. Tuff-Edge Polyester Lift-All 39A020 
30 ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A021 
30 ft. 9400 Ib. Polyester Kinedyne 22P567 
— 2/ ft. 5000 Ib. Polyester Lift-All 382996 
, 2/ ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A018 
Badal ad i 30 tt 5000 Ib. Tuff-Edge Polyester -Lift-All  39A019 
30 ft. 9400 Ib. Polyester Kinedyne 22P572 
mace Flat Hook 
0 LiftAll * GRAINGER 2" 30 ft. 3335 Ib. Polyester Kinedyne 48PX52 
) KINEDYNE: (ra| Aree 27 ft. 5000 Ib. Polyester Lift-All 382989 
PRODUCTS FoR BETTER Lirtine _—«‘ he Cargo Control People! APPROVED INTERNATIONAL : 
3" 27 tt. 5000 Ib. Tuff-Edge Polyester Lift-All 39A008 
30 ft. 9400 Ib. Polyester Kinedyne 22P566 
- - . 27 ft. 9000 Ib. Tuff-Edge Polyester Lift-All 39A006 
transit of cargo with tightened strap age to tighten winch. For use with 4" 27 fi. 5400 Ib. Polyester Kinedyne 22P568 
locked into place by ratchet. weld-on or portable-style winches. 30 ft. 5000 lb. _Tuff-Edge Polyester__Lift-All 39A007 
30 ft. 9400 Ib. Polyester Kinedyne 22P570 
Working Item Grab Hook 
Description Load Limit Brand No. 27 tt. 5000 Ib. Polyester Lift-All 382994 
Winches 3" 2/ ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A016 
Bolt-on Mounting 30 ft. 5000 Ib. Polyester Lift-All 382995 
Portable Load Hugger 5000 Ib. Lift-All 2A465 30 ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A017 
Portable Webbing Winch with 2 Set Screws 5400 Ib. Kinedyne 22P590 2i it. 5000 Ib. Polyester Lift-All 382992 
Weld-on Mounting 4" 27M. 5000 Ib. Tuff-Edge Polyester Lift-All 39A014 
Tie Down Winch 5000 Ib. GA 1DKZ7 30 ft. 5000 Ib. Polyester Lift-All 382993 
Standard Fixed 5000 Ib. Lift-All 2A464 30 ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A015 
Low-Profile 3-Bar, No Paint 5000 Ib. Kinedyne 22P594 No Fittings 
Standard Fixed 9900 Ib. Kinedyne 22P584 4" 30 ft. 9400 Ib. Polyester Kinedyne 22P631 
Low-Profile Fixed 9500 Ib. Kinedyne 22P585 Sewn Eye 
Double "L" Style Winch Track Mounting 27 tt. 5000 Ib. Polyester Lift-All 382999 
Standard Double "L" Webbing Winch - Sliding 5900 Ib. Kinedyne 22P586 3" 27 ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A024 
Sliding Track Mounting 30 ft. 5000 Ib. Polyester Lift-All 39A001 
Standard Webbing Winch - Sliding 5900 Ib. Kinedyne 22P588 30 ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A025 
Storable Webbing Winch - Sliding 5900 Ib. Kinedyne 22P589 27 it. 5000 Ib. Tuff-Edge Polyester Lift-All 39A022 
Standard Webbing Winch - Sliding 5500 Ib. Kinedyne 22P591 4! 30 ft. 5000 Ib. Polyester Kinedyne 22P971 
Winch Bars 30 ft. 5000 Ib. Polyester Lift-All 382998 
Knurled Grips - 33°L — GA 1DKZ9 30 ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A023 
Chrome Knurled Handle - 34°L — Lift-All 2A466 Triangle Ring 
Painted Knurled Handle - 35'L = Kinedyne 22P592 2" 2A, 3335 Ib. Polyester Kinedyne 48PX46 
Chrome Knurled Handle - 35"L = Kinedyne 22P593 2/ tt. 5000 Ib. Polyester Lift-All 382991 
Combination Winch Bar, Knurled Grips — Kinedyne 48PX68 oh 27 tt. 5000 Ib. Tuff-Edge Polyester Lift-All 39A012 
Knurled Grips - 34°L —_— Ancra 16V907 30 ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A013 
Knurled Grips - 34°L — Ancra 16V908 27 ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A010 
Ergonomic 360° - 34"L — Ancra 16V926 4! 30 ft. 5000 Ib. Polyester Lift-All 382990 
Ergonomic 360° - 38%%'L — Ancra 16V927 30 ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A011 
Outward Truck/Trailer Winch 9900 Ib. Ancra 16V921 30 ft. 9400 Ib. Polyester Kinedyne 22P569 
Inward Truck/Trailer Winch 9900 Ib. Ancra 16V922 U-Hook 
Accessories 2/ ft. 5000 Ib. Polyester Lift-All 39A004 
Plastic Corner Protector For 2" To 4" Webbing & Chain — Kinedyne 22P596 3" 27 tt. 5000 Ib. Tuff-Edge Polyester Lift-All 39A028 
Plastic Corner Protector for 2" To 4" Webbing — Kinedyne 22P595 30 ft. 5000 Ib. Polyester Lift-All 39A005 
Coil Rack — Kinedyne 22P597 30 ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A029 
Weld-On Mounting 27 ft. 5000 Ib. Polyester Lift-All 39A002 
72' Steel Sliding C Channel Winch Track — Kinedyne 22P587 4 27 tt. 5000 Ib. Tuff-Edge Polyester Lift-All 39A026 
Heavy Duty Strap Band = Kinedyne 48PX78 30 ft. 5000 Ib. Polyester Lift-All 39A003 
Corner Protector — Kinedyne 48PX81 30 ft. 5000 Ib. Tuff-Edge Polyester Lift-All 39A027 
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MATERIAL HANDLING Scan. Order. Done. 
Cargo Bars, Track & Cargo Control Systems Details on page A1. 









No. 4HXC3 
E-Track System 


Folding Steel 
Cargo Bar 





* GRAINGER “« 


APPROVED trecaso cone Peon” 


Cargo Bars and Decking Beams No. 4HX¢5 


Cargo Bars and Hoops—Hold loads in place. pains 


Cargo Hoops 


Folding Steel Cargo Bar—4" square, articulating rubber end pads. 11/2" 
square 14-ga. tubing. Mechanical ratchet will not slip or vibrate. 2-pc. hinged 


bar folds. 
aa * GRAINGER “« 


E-Track Decking Beams—E-track bars are used for stocking and cargo APPROVED ‘INEDYNE: 





control. _ 
ton | E7lrack Systems and Accessories 

RatGhtiag Caran ENE oeseunE DH Hele Ae Use to affix items to trailer wall. Horizontal E-Track can be used 
Round Tubing - 40" to 70" Service Range GA 32J634 to secure vehicles to the floor during transit. 
Round Tubing - 81" to 105" Service Range GA 32J635 item’ Pk 
Round Tubing - 63" to 114" Service Range GA 32J649 Description L D W Brand No. aly. 
Cargo Bars E-Track System 
Folding Steel Cargo Bar GA 9A351 Vertical E-Track 48" Ae 3%" GA 4HXC3__ 
E-Track Decking Beams Horizontal E-Track 60" 2% a" 5 GA 4HXC4 
Standard Duty - 85%" to 95" Service Range Kinedyne 22P624 12 ga. Series E Track - Galvanized 120° '%2' to 2%" 4/%' Kinedyne 22P61/ ‘1 
Standard Duty - 92'%e' to 102.3" Service Range Kinedyne 22P625 12 ga. Horizontal E-Track Powder Coated 120° 's2_to *¥ea_4.87 Kinedyne__22P618 
Heavy Duty Decking Beam - 855%" to 95" Service Range Kinedyne  22P622 E 19a, Series E Track - Powder Coat 120 Ab 3'%32_Kinedyne_ _22P621__—1 

ee el : 
pe Decking Beam - 92'%e" to 102.3" Service Range Kinedyne 22P623 E-Fitting w/Ring, Via, — — ~ CA AHXC5 3 
a so r 5 i r i __ ii} 

Square Tubing - 54" to 107" Service Range Kinedyne  48PX80 Eng we fos a . 3 2 GA SHXC6__ 12 
Square Tubing - 86 To 104" Service Range Kinedyne  22P628 Positive Locking Mechanism 4" 3 3" Kinedyne 22P629 1 
SAF-T-LOK Bars Series E or A Rope Tie-Off, 2"-dia. Ringo Fe 2" Kinedyne 22P630 1 
Steel - 90 To 105" Service Range Kinedyne_ _—-22P626 Series E or A Rope Tie-Off, 2"-dia. Ring _—6' x 2" Kinedyne 48PX63 2 
Aluminum - 90 To 105" Service Range Kinedyne 22P627 Door Pull w/Steel Mount Plate 24" — — __Kinedyne 48PX/2 1 

~ 

V4 


® 
| ‘CRRGO CONTROL SYSTEMS 


Snap-Loc® E-Track 
Cargo Control System 


This next generation tie-down system uses 

proven E-track technology in a single place- Mh a ll 
ment anchor where you want it. For use on No. 15X206 — No. 15X214 No. 15X210 
pickups, truck racks, trailers, service vehicles, Black Snaploc Ostyle Ring E-Strap Link 


. _ i Connects Ropes 
flat beds, vans, off-road vehicles, and more. eTrack oingie P No. 15X212 
and Hook Straps 
E-Strap hen 





Item 
Description L No. Description L No. 

Snap-Loc® Logistic E-Strap Anchors Cinch Straps 

Black Snaploc - 1000 Ib. WLL 6" 15X206 1"W Cinch Cam Strap, Pair 24" 52RW90 
Black Snaploc 2 Pack with Fasteners 6 15X239 1"W Cinch Cam Strap, Pair 36" o2RW91 
Stainless Steel Snaploc - 1000 Ib. WLL 6" 15X208 1"W Cinch Cam Strap, Pair 48" 52RW92 
Zinc Snaploc - 1000 Ib. WLL 6" 15X204 1"W Cinch Cam Strap, Pair te: 52RW93 
Zinc Snaploc 2 Pack with Fasteners 6" 15X241 1"W Cinch Cam Strap 20 ft. 19XZ72 
Unfinished Snaploc - 1000 Ib. WLL 6" 15X202 1"W Cinch Cam Strap 100 ft. 19XZ73 
Weld-On Snaploc - 1467 Ib. WLL AY," 15X199 2'W Cinch Cam Strap Ot 19XZ68 
Heavy Duty Zinc Fastener Sets for Snaplocs 2'W Cinch Ratchet Strap 8 ft. 19XZ69 
Carriage Bolt Set, %6 x 1" (Fastens 2 Snaplocs) 1" 19XZ82 Hook Straps 

Allen Socket Head Cap Screw Set, “6 x 1" (Fastens 2 Snaplocs) 1" 19XZ83 1"W Hook Cam Strap 8 ft. 19XZ74 
Hex Head Lag Screw Set, “6 x 3' (Fastens 2 Snaplocs) ch 19XZ84 1" Hook Ratchet Strap 8 ft. 19XZ75 
Self Drilling Screw Set, 12-14, %6 x 1%" (Fastens 2 Snaplocs) Ves 19XZ85 Tow and Lift Straps 
System Accessories 1" x 15 ft. Tow and Lift Strap - 2333 Ib. WLL Tot, 45MJ62 
Snaplocs Ring 3. 15X214 2. Xx 30 ft. Tow and Lift Strap - 3333 Ib. WLL 30 ft. 45MJ63 
E-Strap Link (connects E-Straps together or to Itself) Ay," 15X210 Hand Truck Cargo Strap 

E-Strap Hook (slips on and turns E-Straps into hook straps) — 15X212 2. xX 1o. Hand Truck Cargo Strap, 400 Ib. Load Capacity — 52RW89 
Snaplocs Snap-Hook Carabiner 2. 19XZ81 Item 
E-Fitting 2 Pack - 1000 Ib. WLL 2. 19XZ80 Description No. 
Snaplocs E-Strap Dolly - 1500 Ib. WLL — 40AL30 Snap-Loc® System Combo Packs 

Snaplocs E-Strap Push Cart Dolly - 1500 Ib. WLL = 40AL31 (2) 2'x12" E-Straps, (2) Black Snaplocs, (2) Stainless Steel Snaplocs, 19XZ77 
Military Cargo Nets 2) Hooks, (4) Lag Bolts, (4) Hex Screws, (4) Washers, (4) Nuts 

Cargo Net 62" x 72" (short bed pick-up) — 15X243 afety ach Kit (1) 2! x, E-Strap, (2) Black Snaplocs with Fasteners 15X238 
Cargo Net 62" x 96" (long bed pick-up) — 15X244 (1) 2'x16' Cam f trap, (2) Black Snaplocs with Fasteners 15X232 
Cargo Net 96" x 144° (12 foot trailer — 15X245 (1) 2'x16' Cam E-Strap, (2) Black Snaplocs with Fasteners, (2) Rings 15X233 
Cargo Net 96" x 192" (16 foot trailer = 15X246 (1) 2'x16' Cam E-Strap, (2) Black Snaplocs with Fasteners, (2) Hooks 19XZ78 
Logistic E-Straps (1) 2'x16' Ratchet E-Strap, (2) Black Snaplocs with Fasteners 15X234 
2'W Multi-Use E-Strap - 4400 Ib. Assembly Strength 6 19XZ71 (1) 2'x16' Ratchet E-Strap, (2) Black Snaplocs with Fasteners, (2) Rings 15X235 
2'W Multi-Use E-Strap - 4400 Ib. Assembly Strength 1 ft. 19XZ70 (1) 2'x16' Ratchet E-Strap, (2) Black Snaplocs with Fasteners, (2) Hooks 19XZ79 
2'W Cam E-Strap - 3000 Ib. Assembly Strength 8 Tt. 19XZ66 (2) 2'x16' Ratchet E-Straps, (6) Black Snaplocs with Fasteners 15X223 
2'W Ratchet E-Strap - 4400 lb. Assembly Strength 8 tt. 19XZ67 (2) 2'x16' Ratchet E-Straps, (6) Black Snaplocs with Fasteners, (2) Hooks, (2) Rings _ 15X226 
2'W Cam E-Strap - 3000 Ib. Assembly Strength 16 ft. 15X219 

2'W Cam E-Strap - 3000 lb. Assembly Strength 16 ft. 19XZ64 

2'W Ratchet E-Strap - 4400 Ib. Assembly Strength 16 ft. 15X220 

2'W Ratchet E-Strap - 4400 Ib. Assembly Strength 16 ft. 19XZ65 
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GRAINGER CHOICE” MATERIAL HANDLING 
Find the wf. Find Solutions. Find Great Prices. Binders, Chains & Anchors 









No. 22P610 
Lever Load 
Binder 





No. 4EB92 
Lever Load 
Binder 





No. 22P598 No. 1pyus. 


No. 3YDG1 
Ratchet Load Binder 





No. 3WXK8& 





* GRAINGER aX = 


APPROVED recess como ?ne™ 
Lever and Ratchet Load Binders 


Ideal for most trucking and marine industry chain binding applications. Drop- * 
forged steel construction. See Grainger.com® for applicable standards. Dayton} «< SB/A 
WARNING: Do not exceed working load limit. Working load limit of an assembly is determined by Thecagecoa Pt” PRODUCTS CO. 


the component with the lowest working load limit. 


=B/A co. 











Westie tem | Hansport Chains and Chain Binders 
‘ever nea tiers Trade Size GS0/G3 Tale Size G70 Brand No. Binder Chains—ldeal for towing or securing loads to trailers. All have clevis 
2600 Ib. yy" — GA 4EB91 grab hooks, except No. 1DJV1 has a welded, grab-style hook. Steel construction. 
2600 Ib. %a' to Ae! = Kinedyne 48PX61 Meet National Association of Chain Manufacturers’ Standards. 
5400 Ib. 7 Ae Kinedyne 22P610 
9400 Ib. x “6 Kinedyne 22P609 Transport Chains—Gold dichromate color. Meet NACM Standard. 
5400 |b. Hi" Ae GA 4EB92 
9400 Ib. x Ae. Kinedyne 22P608 Chains with Grabs—Gold chromate color with twist lock grab hooks on each 
9200 Ib. VY" 3g" Kinedyne 22P612 end 
Ratchet Load Binders ; 
5400 |b. ¥" Ae Kinedyne 22P607 a ne DNT. : 
e600 Ib: ETE RECES B/A Products Co 3YDG1 Auto Tie-Down Chains—DOT-approved Grade 70 chain Tagged-ECT. 
9200 Ib. a ¥,' Kinedyne 22P611 ae. 7 
13.000 Ib. EOE as ined ASPXG0 Safety Chains—TJagged with grade and WLL DOT-Approved Grade 70 chain. 
Accessories Rated Item 
Lever Binder Lok Kinedyne 48PX77 Trade Size L Grade Capacity Brand No. 
—=—_—_—_=_$—=_$_$—$—$_$——_—_—_—_—_———_ $n ...  —_—___.0&».“ Binder Chains 
Ae" 20 ft. 70 4700 Ib. Dayton 1DJU8 
Hi" 20 ft. 43 5400 Ib. Dayton 1DJU9 
Hi" 20 ft. 70 6600 Ib. Dayton 1DJV1 
=: ¥ 20 ft. 70 6600 Ib. Dayton 1DJV2 
: Transport Chains with Grab Hook 
f > = \ Ae" 16 ft. 70 4700 Ib. Kinedyne 22P598 
\ Aiea Ae 20 ft. 70 4700 Ib. Kinedyne 22P599 * 
No. a Ag" 20 ft. 70 4700 Ib. Kinedyne 22P601 
5JDUO OF Ae" 25 ft. 70 4700 Ib. Kinedyne 22P602 
a Hi" 16 ft. 70 6600 Ib. Kinedyne 22P603 
¥' 20 ft. 70 6600 Ib. Kinedyne 22P604 * 
bg GRAINGER %' 20 Tt. 70 6600 Ib. Kinedyne 22P605 
1 3" 25 ft. 70 6600 Ib. Kinedyne 22P606 
Truck and Trailer Anchors APPROVED Transport Chains with a Patented Twist Lock™ Grab Hook On Each End 
Provide a safe, secure, and easily accessible anchor point for tie-downs or ie 10it 10 6600 Ib. B/A Products Co. _122654 
aed 6 15 ft. 70 6600 Ib. B/A Products Co. 122655 
rope. Mount on the inside of a pickup truck box, bed, or walls of a trailer. ya 90 ft 70 6600 |b. B/A Products Co. 122656 
Rust-resistant. Se" 10 fi. 70 4700 Ib. B/A Products Co. 122651 
Ae" 15 ft. 70 4700 Ib. B/A Products Co. 122652 
oo Working Ring . Item Pkg. Ae" 20 ft. 70 4700 Ib. B/AProductsCo. 122653 
Description Load Limit Dia. . Finish Material No. Qty. Auto Tie-Down Chain with Sling Hook and Heavy-Duty Latch 
Surface Mount Anchor 400 Ib. Va" Zinc Plated Steel 4HXF1 12 5/6" A tt. 70 4700 lb. B/A Products Co. 3WXK8 
Recessed Mount Anchor 400 Ib. V4" Zinc Plated Steel 5JDUO 6 He 5 ft. 70 4700 |b. B/A Products Co. 3WXL3 
Wire Ring 400 lb. Y" Yellow Zinc Plated Steel 4HXE9 20 ae" 6 ft. 70 4700 Ib. B/A Products Co. 3WXL7 
Flip Ring 5000 Ib. Ys" Natural Forged Steel 5JDU9 10 He 8 ft. 70 4700 |b. B/A Products Co. 3WXN2 
Screw Mount Anchor Ring 1300 Ib. 2" Zinc Plated Steel 34RY81 1 Safety Chains 
Recessed Anchor Ring 1667 Ib. 34" Zinc Plated Steel 4HXF3- 46 5/6" 12 ft. 70 4700 |b. B/A Products Co. 3YFW6 


Heavy-Duty Anchor Ring 3667 Ib. Yo" Yellow Zinc Plated Forged Steel 4HXF2 12 * Come packaged as 25 pieces of 20-ft. chain in a barrel. 
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MATERIAL HANDLING 
Skate Wheel Gravity Conveyors 








Straight 
Section 





90° Curved 
Section 


Light-Duty Rigid-Frame 
Skate Wheel Conveyors 


Conveyors allow users to move flat-bottomed, lightweight loads with reduced 
effort. Sections connect to build custom conveyor systems. Each section 
must be supported by compatible conveyor stands, sold separately. Conveyor 
section load capacity depends on the number and spacing of the support 
stands. Staggered wheel design. 


ASHLAND rrisiir3 
iy 


Aluminum Frame—Lighter than steel for applications with frequent disas- 
sembly and reconfiguration of conveyors. 


Galvanized Steel Frame—Stronger than aluminum, with better resistance 
to abrasion and impacts. For assembly lines, shipping departments, and 
stocking areas. 


Note: A minimum of three axles and five wheels should be under the load at all times. 


10 FT. 5 FT. 90° 
Between Load STRAIGHT | STRAIGHT | CURVED 
Overall Frame Axle Capacity@ Wheels Item Item Item 
Width Width Spacing O5ft. Centers per Axle No. No. No. 
Aluminum Frame 
Aluminum Skate Wheels 
1Z : 3 150 Ib./ft. 2 and 3 2W851 1PDF5 3W430 
1 13° 3 150 Ib./ft. 2 and 3 2WKL3 2WKL2 2WKL4 
18" 16" 2: 150 Ib./ft. 4 2W852 1PDF6 3W431 
24" 22" 3 150 Ib./ft. h) 3MY85 1PDF7 3MY86 
Galvanized Steel Frame 
Nylon Skate Wheels 
Pa 10" 3 260 Ib./ft. 2 and 3 2WKL6 2WKL5 2WKL7 
15° 13 2 260 Ib./ft. 2 and 3 2WKN2 2WKL9 2WKN4 
18" 16" 3. 260 Ib./ft. 4 2WKN6 2WKN5 2WKN7 
24" 22" 3 260 Ib./ft. 5 2WKN9 2WKN8 2WKP1 
Steel Skate Wheels 
12" 10" 260 Ib./ft. 2 and 3 2W849 1PDF2 3W428 
12" 10" 1%" 260 Ib./ft. 4 42X952 42X953 42X954 
15° 1 3 260 Ib./ft. 2 and 3 2WKN1 2WKL8 2WKN3 
18" 16" a 260 Ib./ft. 4 2W850 1PDF3 3W429 
18" 16" 1%" 260 Ib./ft. 4 42X955 42X956 42X957 
24" 22 2 260 Ib./ft. 5 3MY70 1PDF4 3MY84 
24" 22" 1" 260 Ib./ft. 5 42X958 42X959 42X960 
Replacement Parts 
Conveyor Connecting Hook Kit For use with Skate Wheel and Light 6GKJO 


Duty Conveyors, Both Aluminum and Zinc Plated Steel 


Lightweight 
Corrosion- 
Resistant 





High Strength 


a ASHLAND Frisicts 
Skate Wheels »: USDI —— ray 
Replacement wheels mount into gravity-flow skate wheel conveyor sections, 
flow racks, and flow rails to easily move loads with firm, flat bottoms. They roll 
on ball bearings. 
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Scan. Order. Done. 
Details on page A1. 


No. 
13D466 


* 


GRAINGER 
APPROVED 


Medium-Duty Extendable 
Flexible-Frame Skate 


Wheel Conveyors 


CONVEYORS 
= Shipped assembled 
= 200 lb./ft. max. load 


Conveyors have accordion-style, flex- 
ible frames that stretch, curve, and 
contract to change conveyor shape 
and length. Conveyors collapse for 
compact storage. Skate wheels help 
move loads with firm, flat bottoms 
from one place to another with 
reduced effort. Adjustable legs can be 
raised or lowered to change the height 
of the conveyor from 28%" to 4112", 
or to adjust the slope. Swivel casters 
allow the conveyors to be rolled into 
position. Suitable for loading and 





unloading trailers, creating temporary 
assembly lines, and adding length to 
an existing conveyor. 


CONVEYOR ACCESSORIES 


Pivoting Package Stops—Stops 
can be raised to prevent items from 
falling off the end of the conveyor, or 
lowered to allow items to flow onto 
other conveyors and surfaces. 


Replacement Connecting Hooks— 
Replace worn connecting hooks on 
compatible conveyor sections to avoid 
conveyor malfunction. 


Between Wheels Item 
Overall Width Frame Width Min. Length Max. Length _ per Axle No. 
Steel Frame Conveyors 
Plastic Skate Wheels 
2 ft. 8 ft. 7 13D466 
20%6 18" oii. 12 ft. 7 13D467 
6 ft. 24 ft. 7 13D468 
2 iL 8 ft. 9 13D470 
2516" 2398" 3 it. 12 ft. 9 13D471 
6 ft. 24 ft. 9 13D472 
: : Ot. 12 fi. 10 13D474 
ve a 6 ft. 24 ft. 10. 13D475 
Steel Skate Wheels 
20%6' 18" 6 ft. 24 ft. 7 13D469 
2 ft. 6" 8 ft. 9 13D477 
1 , 3 ft. 9" 12 ft. 9 13D478 
ae ae 6 ft. 24 ft. 9 13D473 
7 ft. 6" 24 ft. 9 13D479 
31/6 294" 6 ft. 24 ft. 10 13D476 
Item 
Item For Between Frame Width No. 
Accessories 
Package Stop 13" 13D480 
Package Stop 2378" 13D481 
Conveyor Connecting Hook = 13D485 
Wheel 
Wheel Wheel Bore Wheel Load Item Pkg. 
Dia. Diameter Width Hub Width Capacity Brand No. Qty. 
High Strength Galvanized Steel 
1%" 0.258" Y," 6" 100 Ib. United Sales 22FA26 1 
0.250" = 136" 75 lb. Ashland Conveyor 2WKP5 50 
41546" — Se" 100 1b. Ashland Conveyor 2WKP2 50 
0.255" Ye" Se 150 Ib. United Sales 22FA22 1 
0.318" 7" Sie" 150 Ib. United Sales 22FA24 1 
4" 0.760" i 13%" 300 Ib. United Sales 22FA30 1 
Non-Marring Plastic Coated Steel 
O56" .290" Ye" Sg 150 Ib. United Sales 22FA27 1 
0.312" ¥e" ie" 150 Ib. United Sales 22FA28 1 
Non-Marring Plastic 
116" 0.250" — Se" 75 |b. Ashland Conveyor 2WKP3 50 
Lightweight Corrosion-Resistant Aluminum 
116" 0.250" _— 136 75 |b. Ashland Conveyor 2WKP4 50 


Find even MORE on Grainger.com® 
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MATERIAL HANDLING 
Gravity Roller Conveyors 





Load 
Between Roller Capacity @ Roller 
Overall Width Frame Width Spacing 5 ft. Centers Dia. 
Light-Duty 
Aluminum Frame, 18 ga. Aluminum Rollers 
1¥;" 120 lIb./ft. 13%" 
12" 10" 3 120 Ib./ft. 134" 
4y," 120 |b./ft. 134" 
45 43" 1¥;" 120 |b./ft. 134" 
4y," 120 |b./ft. 134" 
48 16 1¥," 120 lb./ft. 13%" 
cl 120 Ib./ft. 134" 
1¥," 120 |b./ft. 134" 
24" 22" 3 120 Ib./ft. 134" 
4y" 120 |b./ft. 134" 
Galvanized Steel Frame, 18 ga. Galvanized Steel Rollers 
49" 40" 1¥," 260 Ib./ft. 134" 
4y," 260 Ib./ft. 134" 
1¥," 260 Ib./ft. 134" 
15" 13° cn 260 Ib./ft. 134" 
4V," 260 Ib./ft. 134" 
4g" 16" 1¥," 260 Ib./ft. 134" 
4y," 260 Ib./ft. 134" 
i ; 1¥," 260 Ib./ft. 134" 
oe 22 ave 560 Ib. /ft 1% 
Medium-Duty 
Aluminum Frame, 16 ga. Aluminum Rollers 
a 420 Ib./tt. 11%6" 
12%" 10" 4y," 420 lb./ft. 1156" 
6" 420 Ib./tt. 11%6" 
; , <a 420 Ib./tt. 11%6" 
ie He ave 490 lb/ft. 1 ™%e' 
, i a 420 Ib./tt. 11%6" 
ie 16 6" 420 lb/ft. 1%e' 
i i ‘i 420 Ib./tt. 11%6" 
ai 22 aye 490 Ib. /ft 1/6 
Steel Frame, 16 ga. Steel Rollers 
600 Ib./ft. 11%6" 
12%" 10" 4V, 600 Ib./ft. 1156" 
6 600 Ib./ft. 11%6" 
i : ) 600 Ib./ft. 11%6" 
me " 6 600 lb/ft. 16" 
| 600 Ib./ft. 11%" 
18%" 16" 4V 600 Ib./ft. 1156" 
6 600 Ib./ft. 11%6" 
3 600 Ib./ft. 11%6" 
243" 22° 4Y," 600 Ib./ft. 1156" 
6" 600 Ib./ft. 11%6" 
3 600 Ib./ft. 11%6" 
293/" af’ 4% 600 Ib./ft. 115%6" 
6 600 Ib./ft. 11%" 
ay ; 3 600 Ib./ft. 11%6" 
ak a 6 600 lb/ft. 176" 
3 600 Ib./ft. 11%6" 
3834" 36" 4V, 600 Ib./ft. 11%6" 
6 600 Ib./ft. 11%" 
Heavy-Duty 
Steel Frame, 11 ga. Steel Rollers 
16" 43" 3 1050 Ib./ft. 22" 
6" 1050 Ib./ft. 22" 
24" 21" a 1050 Ib./ft. 2V," 
30" at" oH 1050 Ib./ft. 2¥p" 
54" ik a 1050 Ib./ft. 2V2" 
Extra Heavy-Duty 
Steel Frame, 11 ga. Steel Rollers 
30%6 2/" a 1550 Ib./ft. 2¥2" 
426 39" cH 1550 Ib./ft. 2¥" 
546 il 3. 1550 Ib./ft. 2¥2" 


ASHLAND rriticr3 
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Telescoping Steel-Frame 
Roller Conveyors 


Frame sections slide in and out to expand for 
conveying tasks or contract for moving and storage. 
They are suitable for loading and unloading trail- 
ers or adding length to an existing conveyor. Unlike 
flexible-frame conveyors, roller spacing does not 
change when telescoping conveyors are expanded 
or collapsed. Telescoping conveyors have adjustable 
leg height and can provide a slope that keeps items 
moving along the rollers. Loads weighing 5 to 40 Ib. 
require a slope of 4" to 6" per 10 ft. For loads over 
40 Ib., a slope of 2" to 4" per 10 ft. is adequate. 








10 FT. 


STRAIGHT 


Item 
No. 


2WJU2 
2WJT7 
2WJU6 
2WJU3 
2WJU7 
2WJU4 
2WJT9 
2WJU5 
2WJU1 
2WJU9 


4W569 
2WJV9 
2WJV8 
2WJV7 
2WJW1 
4w570 
2WJW2 
4W571 
2WJW3 


2WJW9 
2WJX8 
2WJX4 


2WJX9 
2WJX6 
2WJX3 
2WJY2 


4W575 
2WKA2 
2WJZ4 
2WJZ1 
2WJZ5 
4W576 
2WKA4 
2WJZ6 
4W577 
2WKADS 
2WJZ7 
2WJZ2 
2WKA6 
2WJZ8 
2WJZ3 
2WJZ9 
4W578 
2WKA8 
2WKA1 


2WKC6 
2WKC9 
2WKC7 
1PDH9 
1PDJ1 


42X973 
42X974 
42Xx975 





Between 
Overall Width Frame Width 


31%" 


39/4" 


90° 
CURVED 

Item 

No. 


2WJV1 


2WJV2 
2WJV3 
2WJV4 


24" 


30" 


No. 42X946 


H-Stands sold separately on page 1113. 


BF 
Between Frame 









































Roller Conveyor 
Profile 


90° Curved 
Section 


Straight 
Section 
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Steel and Aluminum Roller Conveyors 


Roller conveyors move loads along a downward slope, using gravity to reduce 
















effort required in package handling, warehousing, dock, assembly, or inspection 
tasks. Rollers provide a stable surface for loads with rimmed or uneven bottoms. 
Loads can be pushed from side-to-side across the full width of the conveyors. 
Each section consists of rollers with axles attached to rigid frames. Roller 
conveyors typically offer more weight capacity than skate wheel conveyors. 
Sections must be supported by compatible conveyor stands, sold separately. 
Conveyor section load capacity depends on the number and spacing of the 


support stands. 


Aluminum Frame—Lighter than 
Steel for applications with frequent 
disassembly and reconfiguration of 
conveyors. 


Steel Frame—Stronger than 
aluminum, with better resistance to 
abrasion and impacts. 
LIGHT-DUTY 

For moving low-weight and low- 


volume items such as pails and bags. 


Sections have hooks and pins that 
connect to create custom conveyor 
lines. 


MEDIUM-DUTY 


For moving medium-weight drums, 
pails, and pallets. Sections have butt 
plates on the ends that bolt together 
to create custom conveyor lines. 


HEAVY-DUTY 


For pallets, drums, and other heavy 

items. Sections have butt plates on 

the ends that bolt together to create 
custom conveyor lines. 


EXTRA-HEAVY-DUTY 


For very heavy items such as large 
pallets, castings, sheet metal, and 
metal bins. Sections have butt plates 
on the ends that bolt together to 
create custom conveyor lines. 


Load Capacity Roller Item 

Min. Length Max. Length Roller Spacing @ 10 ft. Centers Dia. No. 
14 ft. 40 tt. 1%" 140 Ib./tt. 19" 42X946 
14 ft. 8" 90 ft. 1%" 140 Ib./tt. 13" 42X948 
16 ft. 4" 60 ft. 1%" 140 Ib./tt. 19" 42X950 
14 ft. 40 ft. 1%" 140 Ib./tt. 19%" 42X947 
14 ft. 8" 00 ft. 1%" 140 Ib./tt. 194" 42X949 
16 ft. 4" 60 ft. 1%" 140 Ib./tt. 19" 42X951 
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MATERIAL HANDLING 
Conveyor Rollers 


Scan. Order. Done. 
Details on page A1. = 











Lightweight 


No. 1VAU6 


\ 
= 


High Performance 


No. 1VBL2 


BF 


Between Frame 
































Roller Conveyor 





Sprocketed 
No. 42X971 
gel 
= 
Roller 
Load Item 
BF Cap. Materialt No. 
Lightweight 
11%" Roller Dia. with /" Round Axle 
‘a 130 Ib. A 1VAW2 
10" 130 Ib. A 1VAW3 
13° 107 Ib. A 1VAW4 
16" 86 Ib. A 1VAW5 
18" 76 Ib. A 1VAW6 
22 62 Ib. A 1VAW7 
1%" Roller Dia. with “%" Round Axle 
a 94 |b. A 1VAT8 
10" 94 |b. A 1VAT9 
13° 71 Ib. A 1VAU1 
15° 60 Ib. A 1VAU2 
16" 56 Ib. A 1VAU3 
19" 47 |b. A 1VAU4 
21° 42 Ib. A 1VAU5 
22" 40 Ib. A 1VAU6 


General Purpose 
1116" Roller Dia. with 4" Round Axle 


7 130 Ib. GS 1VAW9 
10° 130 Ib. GS 1VAX1 
13° 107 Ib. GS 1VAX2 
15° 92 Ib. GS 1VAX3 
iv 81 Ib. GS 1VAX4 
18° 76 Ib. GS 1VAX5 
ee 62 Ib. GS 1VAX6 
24" 97 Ib. A 1VAW8 
24" 97 Ib. GS 1VAX7 


116" Roller Dia. with “c" Hex Axle 
7" 270 |b. 24K702 


8" 270 Ib. GS___-24K703 
g" 270 Ib. GS —_24K704 
10" 270 Ib. GS 1PDL5 
lil 270 Ib. GS 24K705 
12 270 Ib. GS 24K706 
13" 270 Ib. GS 1VAX8 
14" 270 Ib. GS —_24K707 
15" 270 Ib. GS 1VAX9 
16" 270 Ib. GS 1PDL6 
17" 270 Ib. GS 1VAY1 
18° 270 Ib. GS 1VAY2 
12 270 Ib. GS 1VAY3 
20" 697 Ib. GS 1VBA4 
ai 939 Ib. GS 1VBA5 
oe 270 Ib. GS 1PDL7 
23" 270 Ib. GS 1VAY6 
24" 270 Ib. GS 1VAY7 
fay 270 Ib. GS 1VAY8 
27" 270 Ib. GS 1VAY9 
30" 270 Ib. GS 1VAZ1 
31" 270 Ib. GS 1VAZ2 
33" 270 Ib. GS 1VAZ3 
34" 270 Ib. GS 24K712 
36" 270 Ib. GS 1PDL8 
37" 270 Ib. GS 1VAZ4 
38" 270 Ib. GS _-24K714 
39" 270 Ib. GS 1VAZ5 











Corrosion Resistant 
No. 1VBE5 


Profile 
Roller 
Load Item 
BF Cap. Materialt No. 
40" 270 |b. GS 24K715 
AS" 270 Ib. GS 24K718 
45" 270 Ib. GS 24K720 
43" 261 Ib. GS 24K723 
49" 256 |b. GS 24K724 
mili" 241 Ib. GS 24K726 
1%" Roller Dia. with “%4" Round Axle 
re 94 Ib. $ 1VAU7 
10" 94 Ib. GS 1PDL2 
13. 71 Ib. GS 1VAU8 
15. 60 Ib. GS 1VAU9 
16" 56 Ib. GS 1PDL3 
19" 47 |b. GS 1VAV1 
Zi 42 |b. GS 1VAV2 
" 40 Ib. GS 1PDL4 
2¥2" Roller Dia. with 4c" Hex Axle 

10" 496 lb. US 2WKH9 
13° 496 lb. GS 38AP34 
3. 496 lb. US 2WKJ1 
15" 496 lb. US 2WKJ2 
16" 496 lb. GS 38AP36 
16" 496 lb. US 2WKJ3 
18" 443 Ib. GS 38AP38 
18" 443 |b. US 2WKJ5 
19" 418 lb. US 2WKJ6 
20 395 Ib. US 2WKJ7 
Zi" 315 ID. US 2WKJ8 
24" 326 Ib. US 2WKK2 
2 288 |b. US 2WKK4 
30" 258 |b. US 2WKK5 
3a 234 |b. US 2WKK7 
39" 197 lb. GS 38AP52 


Corrosion Resistant 
11%6" Roller Dia. with “Ac" Hex Axle 


10 260 Ib. SS 1VBD1 
13° 260 Ib. SS 1VBD2 
16" 260 Ib. SS 1VBD4 
19° 260 Ib. SS 1VBD7 
20" 260 Ib. SS 1VBD8 
22" 260 Ib. SS 1VBE1 
2/" 260 Ib. SS 1VBE5 
31 260 Ib. SS 1VBE7 
30. 260 Ib. SS 1VBE8 
36" 260 Ib. 5S 1VBE9 
ot 260 Ib. SS 1VBF1 

Sprocketed 

2¥2" Roller Dia. with 1c" Hex Axle 
43" 702 Ib. US 42X969 
li 587 Ib. US 42X971 

High Performance 

116" Roller Dia. with Ac" Hex Axle 
ra 1760 Ib. GS 24K727 
8" 1515 Ib; GS 24K728 
g" 1330 Ib. GS 24K729 
10" 1185 Ib. GS 1VAZ6 
il 1069 Ib. GS 24K730 
12" 973 Ib. GS 24K731 








Nonmarring 
No. 1VAT4 


Conveyor Rollers 


Replacement rollers support and move 
bulky items on roller conveyors and 
material transport stands. They help 


reduce the effort required to move loads. 


Lightweight—Commonly used in 
unpowered (gravity-flow) conveying 
applications. 


General Purpose—For light-duty 
and medium-duty unpowered (gravity- 
flow) conveying tasks in warehousing, 
package handling, manufacturing, and 
distribution applications. 


Corrosion Resistant—Stainless steel 
conveyor rollers can withstand frequent 
washdowns, high humidity, exposure to 
corrosive chemicals, and other harsh 
conditions that might corrode steel or 
aluminum rollers. Suitable for conveying 
applications in facilities that process 
food, chemicals, or pharmaceuticals. 


Find more information on Ashland Conveyor Rollers on Grainger.com®. 


ASHLAND rrovicts 
ay 


Sprocketed—For moving heavy items 
such as pallets, drums, and bulk contain- 
ers on heavy-duty chain-drive conveyors. 
Sprocketed rollers have teeth that 
engage with the drive chain to prevent 
Slipping in dirty or oily conditions. 


High Performance—For high-speed 
conveying tasks on powered conveyor 
systems in warehousing, transportation, 
and sorting operations. 


High Durability—Have a higher weight 
Capacity and provide more resistance to 
impact, shock, and abrasion than general 
purpose steel rollers. For conveying 
heavy loads such as pallets, drums, and 
castings. 


Nonmarring—Covered with smooth 
plastic to prevent damaging delicate 
surfaces or finishes on conveyed items, 
such as glass or paint. They are quieter 
than rollers with metal surfaces, and 
they also provide better traction. 


Roller Roller Roller 
Load Item Load Item Load Item 
BF Cap. Materialt No. BF Cap. Materialt No. BF Cap. Materialt No. 
13" 893 Ib. GS 1VAZ7 25° 270 Ib. GS 1VBJ1 or 822 Ib. US 1VBL3 
14" 825 |b. GS. 24K732 25° 270 |b. US | 2WKH1 ‘fa 822 Ib. GS 1VBP1 
15 767 |b. GS 1VAZ8 ar 270 |b. GS 1VBJ2 38" 799 Ib. US _24K770 
16" 717 |b. GS 1VAZ9 i 270 |b. US | 2WKH2 38" 799 Ib. GS 24K808 
17" 672 |b. GS 1VBA1 ot 270 Ib. GS 1VBJ4 39" 777 |b. GS 1VBP2 
18" 633 Ib. GS 1VBA2 33" 270 |b. US | 2WKH5 39" 777 |b. US 1VBL4 
19" 598 Ib. GS 1VBA3 33" 270 |b. GS 1VBJ5 40" POF |b, US _24K771 
20" 270 |b. GS 1VAY4 or 270 |b. US | 2WKH7 40" 7957 |b. GS 24K809 
21" 270 |b. GS 1VAY5 | 2%" Roller Dia. with "4c" Hex Axle 41" 738 Ib. US _24K772 
22. 514 Ib. GS 1VBA6 (@ 850 Ib. US _24K752 41" 738 Ib. GS 24K810 
23" 491 |b. GS 1VBA7 7' 850 Ib. GS 24K789 42" 719 Ib. GS 24K811 
24" 469 lb. GS 1VBA8 8" 850 Ib. US __24K753 42" 719 Ib. US _24K773 
20. 450 Ib. GS 1VBA9 8" 850 Ib. GS 24K790 43" 702 Ib. GS 1VBP3 
26" 433 Ib. GS. 24K733 10" 850 Ib. GS 24K791 43" 702 Ib. US 1VBL5 
Zi" 416 lb. GS 1VBB1 10: 850 Ib. US 24K754| 44" 685 Ib. GS 24K812 
28" 402 Ib. GS 24K734 11" 850 Ib. GS 24K792 44" 685 Ib. US _24K774 
29" 388 Ib. GS. 24K735 11" 850 Ib. US —_24K755 45" 669 Ib. US —_24K775 
30" 374 Ib. GS 1VBB2 12° 850 Ib. US __24K756 45" 669 Ib. GS. 24K813 
oe. 349 Ib. GS 24K736 12" 850 Ib. GS 24K793 46" 654 Ib. US _24K776 
oo 338 Ib. GS 1VBB4 13 850 Ib. GS 1VBL9 46" 654 Ib. GS 24K814 
34" 328 Ib. GS. 24K737 13° 850 Ib. US 1VBK1 48" 626 Ib. GS 24K815 
36" 309 Ib. GS 1VBB5 14" 850 Ib. GS 24K794 | — 48" 626 Ib. US —_24K777 
of 301 Ib. GS 1VBB6 14" 850 Ib. US _24K757 49" 612 Ib. GS _—_—-24K816 
38" 292 |b. GS 24K739 iD 850 Ib. GS 1VBN1 49" 612 Ib. US _24K778 
39" 285 |b. GS 1VBB7 1 850 Ib. US 1VBK2 50" 600 Ib. US _24K779 
40" 278 |b. GS 24K740 16" 850 Ib. US __24K758 50" 600 Ib. GS 24K817 
44" 271 |b. GS ——24K741 16" 850 Ib. GS —_24K795 | 25" Roller Dia. with 4c" Hex Axle 
42" 264 Ib. GS 24K742 18" 850 Ib. GS 24K796 (EM 850 Ib. US 1VBP6 
43" 258 Ib. GS. 24K743 10° 850 Ib. US _24K759 13 850 Ib. US 1VBP7 
45" 246 |b. GS 24K745 19° 850 Ib. US 1VBK4 19" 850 Ib. US 1VBP9 
46" 240 |b. GS 24K746 19" 850 Ib. GS 1VBN3 a" 850 Ib. US 1VBR1 
48" 229 |b. GS 24K748 20" 850 Ib. US __24K760 23" 850 Ib. US 1VBR2 
49" 225 Ib. GS 24K749 20" 850 Ib. GS 24K797 27" 850 Ib. US 1VBR4 
50" 221 Ib. GS 24K750 21" 850 Ib. GS 1VBN4 ol 850 Ib. US 1VBR6 
High Durability ‘Ald 850 Ib. US 1VBK5 oo 850 Ib. US 1VBR7 
11%" Roller Dia. with Ac" Hex Axle 22" 850 Ib. US _24K761 of 822 Ib. US 1VBR8 
10" 270 Ib. GS 1VBG7 22 850 Ib. GS 24K798 39" 777 |b. US 1VBR9 
10" 270 Ib. US 2WKF7 23" 850 Ib. US 1VBK6 43" 702 Ib. US 1VBT1 
13: 270 Ib. GS 1VBG8 23" 850 Ib. GS 1VBN5 | Nonmarring 
13 270 Ib. US 2WKF8 24" 850 Ib. US —_ 24K762 | 11%e" Roller Dia. with Ac" Hex Axle 
[Ey 270 Ib. GS 1VBG9 24" 850 Ib. GS 24K799 10" 60 Ib. PVC _1VBB8 
19° 270 Ib. US 2WKF9 26" 850 Ib. US _24K763 10" 270 Ib. GS 42X933 
16" 270 Ib. US 2WKG1 26" 850 Ib. GS 24K801 13" 60 Ib. PVC _1VBB9 
16" 270 Ib. GS 1VBH1 Zi 850 Ib. US 1VBK8 16" 60 Ib. PVC _1VBC2 
18" 270 Ib. GS 1VBH3 at 850 Ib. GS 1PDL9 16" 270 Ib. GS 42X936 
18" 270 Ib. US 2WKG3 28" 850 Ib. US _24K764 ra 60 Ib. PVC _‘1VBC3 
19" 270 Ib. GS 1VBH4 28" 850 Ib. GS. 24K802 18" 60 Ib. PVC  1VBC4 
19" 270 Ib. US 2WKG4 31" 850 Ib. US 1VBL1 21" 53 Ib. PVC _1VBC6 
20" 270 Ib. US 2WKG5 at 850 Ib. GS 1VBN8 21" 270 |b. GS 42X940 
20" 270 Ib. GS 1VBH5 32" 850 Ib. GS 24K804 22 48 |b. PVC _1VBC7 
21" 270 Ib. GS 1VBH6 32 850 Ib. US _24K766 24" 40 |b. PVC _1VBC8 
21" 270 Ib. US 2WKG6 33° 850 Ib. GS 1VBN9 24" 270 |b. GS 42X942 
22. 270 Ib. GS 1VBH7 33 850 Ib. US 1VBL2 30" 25 Ib. PVC  1VBC9 
Ze 270 Ib. US 2WKG7 34" 850 Ib. GS 24K805 | '%e" Roller Dia. with /" Round Axle 
23" 270 Ib. GS 1VBH8 34" 850 Ib. US _24K767 4" 20 Ib. PVC _1VAT3 
24" 270 Ib. GS 1VBH9 36" 846 Ib. GS 24K807 6" 20 Ib. PVC 1VAT4 
24" 270 Ib. US 2WKG9 36" 846 Ib. US _24K769 10" 20 |b. PVC _1VAT6 


t A=Aluminum, GS=Galvanized Steel, PVC=PVC Plastic, SS=Stainless Steel, US=Unfinished Steel 
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Find the wl. Find Solutions. Find Great Prices. Roller Conveyor Accessories 
Flange Bearing Flange Bearing 
For Bearing Outside Overall Load Item For Bearing Outside Overall Load Item 
Axle OD Dia. Width Rating No. Axle OD Dia. Width Rating No. 
Close-Tolerance Conveyor Roller Bearings Heavy-Duty Precision Conveyor Roller Bearings 
The Hex 125, 1%" the’ 80 Ib. 2 2FABB ‘yj_t 2206" 2%" 1" 1500 Ib. 22FAG6 rpsidggrlanaanigid 
1.500" 15" Yo" 175 lb. 22FA90 ve 2.265" 2%" ~~ 1%" ~—-2450 lb. 22FA81 * No. 22FA46 
Yo" Hex 1.500" 155" %e" 175lb. 22FA94 2.265" — 1%" 2450 lb. 22FA79 * 
Ys" Hex 2.000" 21%6' %4' 2401b. 22FA96 16" S| aha 
General Purpose Conveyor Roller Bearings Hex enie oe i eae 
Ya" Hex 0.878" = 1%6' 34" 40 lb.  22FA33 Sealed Close-Tolerance Conveyor Roller 
46" ' ; ; Bearings for Harsh Environments 
Round 0-878" '%e' = AD ID. 22 FAA 3" Hex 1.125" 1%" 15" 80 lb. 22FA87 
Sgt Hex 0: 908" 1" e835 lb. 22FA31 1.375" 1%"  ~—%6' ~—«*140 lb. 22FA89 
- 1.277" 13%" Ys AT (|b. — 22FA39 TAs" Hex 1.750" 1%" te" ~—-'195 |b. 22FA91 
¥s' Hex 0.908" 1" Aes 35 lb. 22FA32 2.125" 2%" 4%" ~—-330 lb. 22FA93 sia. Sornao 
1.502". 15%" "145 |b. 22FA45 Ys" Hex 1.750" 1% %6' 195 lb. 22FA95 as 
1.703" 1%" Y," 140 lb. 22FA58 Sealed General Purpose Conveyor Roller ° 
Ae’ Hex 1.712" — Ye" 300lb. 22FA55 Bearings for Harsh Environments ° » USDI 
1.753" 17" Ys 140 lb. 22FA52 1.53" 1%" se" ~—145 lb. 22FA44 ° 
1.780" 17%" Yo 140 lb. 22FA59 Ae’ Hex 1.628" 1%" Ae" 125 1b. 22FA50 c R T B . 
i ‘ : : igre 6"  190lb. 22FA60 
Round 1902" 1% = 4’ 145 Ib. 22FA46 2960" 216 1%" 1000 |b. 22FA80 onveyor holler | earings 
54" Hex jae ap “ a L Zorg ii Ba aos Ve te a earns Replace worn or damaged bearings to repair seized rollers and 
; 8 ; 2/0" 46" 46" . : : ; 
THe 2.270" Die” 1%" 425 1b. 22FAG2 Hex 5970" 2i/6" 1%" 425 1b. 22FAGS -~«~PYEVent Conveyor downtime or malfunction. Sealed bearings 
Hex 2.329"  — ¥% 300 lb. 22FA99 5970" 2146 1348  4251b. 22FA71 prevent dirt and moisture from causing damage and malfunction 
16 ss Ya" 3.066"  — 1%" 603 lb. 22FA73 in wet, humid, dirty, or hot conditions. Close-tolerance bearings 
Hex °° ee Wie 2060 te ee ees it tiohter than fen purpose bearings to spin more freely an 
* Relube holes on inner race. Hex 3.066" — 1%6° 6031b. 22FA75 : 
3.066" — 1%  603lb. 22FA76 _— at higher speeds. 
eS 
ASHLAND gauvetoe t ~ 
= PRODUCTS r 
Surface Mount L-Shaped Conveyor Mounting Brackets —"_ _—__—| No. 
: 42x888 
Bolt-on, steel construction allows conveyor rollers to be mounted without a Item 
conveyor system. L-brackets are commonly used to build custom conveying For Axe Shape __For Avie Size __ 
racks and stands for supporting and moving materials in sawing, machining, Hex ae" 42X889 
and metalworking operations. Mounting hardware sold separately. Hex Ae 42X890 
Hex The" 42X891 
I.D. Roller Find more Conveyor Roller Cover styles at Grainger.com®. 
For Roller Overall Before 1.D. After Cover Item 
Diameter Length Shrinking Shrinking Material Color No. VINYL (@UARD 
Straight 
13%! 5 ft. 1%" Ya" PVC Black  11A352 
Dil. 1%" 5/4" PVC Orange  11A356 Hy 
5 ft. _2%6 1" Elastomer Black _49U108 Heat Shrink Conveyor 
1210 2’ 9%" ST *Elastomer Black 49U109 
Bf ove" t PVC Black  11A353 Roller Covers 
a 5 ft. 2% ib PVC Orange 11A357 oes . 
5 tt. d/6 ft PVC. White 11¢0791 * Tubing shrinks via heat gun to fit tightly over straight and tapered rollers. Protects delicate 
9 V5! oft a%e A PVC Black __11A394 surfaces and reduces noise and vibration. Resistant to abrasion, chemicals, oils, grease, acids, 
: 5 ft 26" 1%" PVC Orange 11A358 ; ' 
Taporod chlorinated cleansers, moisture, and corrosion. Easy to clean. Nos. 49U108 and 49U109 are 
ayy" 5 ft. 2%6" 1V%;' PVC Black  11A355 made from elastomer, which grips conveyed items as they pass over the roller and prevents 
9 ft. 26 im PVC __Orange__11A359 them from slipping on the conveyor. 
* Meets FDA 21 CFR Standards for food-grade applications. 


. ASHLAND raivicrs 

Flow Rails —_ cay 

Each straight flow rail has a single row of skate wheels, ball transfers, or rollers Staggered 
to guide cartons, totes, pallets, and other flat-bottomed items in conveying Skate Wheel 
applications. Multiple flow rails can be installed side by side to create a flow 
rack, and they can also be mounted to surfaces, floors, or walls. Skate wheels 
attach to channel shapes or angles. 


Note: Recommended 3-wheel min. under load. 


Overall Overall Wheels Wheel Wheel Skate Wheel Item 
Flange Side Length Width perFt. Alignment _ Dia. Material No. 
Light-Duty Controlled-Tracking Flanged Skate Wheel Flow Rails 
35 Ib./ft. (5 ft. Supports) Max. Capacity 
Left Hand 10 ft. 3156" 4 Inline 1%" Plastic 42X990 










Ball Transfer, 
Flange Style 


Inline Right- Roller 


F Hand Flanged 

40 Ib./ft. (5 ft. Supports) Max. Capacity Flow Rail 

LeftHand 5 ft. 47% i inline z Steel 42X992 skate Wheel 

Right Hand 10 Tt. 47," 4 Inline 2" Steel 42X993 

Light-Duty General Purpose Skate Wheel Flow Rails 

35 Ib./ft. (5 ft. Supports) Max. Capacity STD GAIL. | BALE 
= 9 ft. a 4 Inline 1%" Plastic 42X985 Overall Ball Item item 
= 10 ft. 3 A Inline 1% Plastic 42X986 Length Overall Width Ball Spacing Diameter Ball Material) _No. No. 

195 Ib./ft. (5 ft. Supports) Max. Capacity : Light-Duty Multi-Directional Ball Transfer Flow Rails 
= 9 ft. 2 4 Inline__1"%6 Steel 2WGY5 120 Ib./ft. (5 ft. Supports) Max. Capacity 
= 5 it: 2 YA" 8 Staggered 1'%e' Steel 2WGY4 5 tt. 9" 9" 5 Steel 42Xx929 * _ 
— 5 ft. 21/6" 4 Inline 11%" Steel 2WGY7 5 tt. OV" 6" {" Steel OWGX8 OTVR3 
— 10 ft. 24" 4 Inline 11%" Steel 2WGY9 5 tt. DV" 3" 1" Steel ALTZ1 OTVR2 
= 10 ft. 2 V4" 8 Staggered 1'%e' Steel 2WGY8 10 ft. OVA" 6" 1" Steel OWGY3 OWGY2 

250 Ib./ft. (5 ft. Supports) Max. Capacity Overall Roller Item 
= o ft. o/" 16 Staggered __1'%/e Steel 42X931 Length Overall Width Roller Spacing Dia. Roller Material —No. 
= 10 ft. 5 Y4" 16 Staggered 1'%e' Steel 42X930 Heavy-Duty Roller Flow Rails 

260 Ib./ft. (5 ft. Supports) Max. Capacity 1050 Ib./ft. (5 ft. Supports) Max. Capacity 
_— 5 ft. 39%" 8 Staggered 1'%e' Steel 2WGY6 5 ft. 7 ae OV Steel 42X928 
_— 10 ft. 2'/6° 4 Inline 1156" Steel 1PDF8 10 ft. 7" a5 OV" Steel 42X927 
= 101. 3¥%3' 8 Staggered 116 Steel 1PDF9 * Low profile. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1111 


MATERIAL HANDLING Scan. Order. Done. 
Ball Transfer Units & Tables Details on page Al. 










Ball Transfer Insert 








Between Overall Load Capacity Ball Load Item 
Ball Transter Table Overall Width Frame Width Length @ 5 ft. Centers Capacity No. 
(H-Stand Sold Separately) Ball Transfer Tables 
3" Ball Spacing 
1254" 10° 2 Tt. 600 Ib./ft. 75 Ib. 42X844 
ASHLAND sanecez 249) 22" 2 Tt. 600 Ib./ft. 75 Ib. 3MY65 
B T T f T pl PRODUCTS 295" oT lie 350 Ib./ft. 75 Ib. 42X850 
all ffansrer fapies : —y D990 oT Att 350 Ib /ft 75 Ib. A2X852 
3 i} WW 
= Steel ball construction heaviest conveyed item must weigh less than ro fait feacing sis =e = = _ 
= H-stands sold separately the ee capacity of the ball transfers 1254" 10° 1 ft. 600 Ib./ft. 75 Ib. 42X843 
supporting it. AL : 
Ball transfer tables have ball transfers ind ae oz < ft 200 Ib./tt 19 Ib. 42X838 
an 249, 22 3 tt. 500 |b./ft. 75 Ib. 42X839 
attached to rigid frames. They allow BALL TRANSFER TABLES DAY; 09" Aft. 500 Ib /ft. 75 Ib. 42x840 
flat-bottomed loads to roll from one Tables attach to compatible medium- 29%" 27" 3 ft. 350 Ib./ft. 79 Ib. 42X851 
299; 27" 4 ft. 350 Ib./ft. 75 Ib. 42X853 
place to another, reducing the effort duty roller conveyors and stands to 383; 36" Aft 550 Ib /ft 75 |b, A9X841 
required to move loads. Ball transfers allow conveyed items to move in all Ball Transfer Inserts 
allow loads to move in all directions, directions at transition points. 2" Ball Spacing 
and are typically installed at the start = af aie LS If fp. 4exe59 
pia BALL TRANSFER INSERTS 3" Ball Spacing 
and end of conveyor systems, or at faa venlacee alice ialanicaiid — 10° 57, — 75 Ib. 3MY67 
points where loads need to change fae g ; = 13" vs 379 Ib./it. 19 Ib. 42X854 
direction medium-duty roller conveyor sections. — 16" 5 a — 75 Ib. 3MY74 
' | Inserts are plates with ball transfers = = i ee ELS ee aa 
Note: The length and width of the smallest attached = 36 o% 125 Ib./ft. 79 Ib. 3MY76 
conveyed item should be at least three times " ponlacement a vane ved Zinc Plated Stee! Housi 
the table's ball spacing dimension, and the ar one LBL aahvanve me =a en otee ousing 75 Ib 3MY68 
; ’ Fi ) 
C ) 
€ ) —— 
a ( CaP) ow 
_ => 
saa aot ea Drop-in Flange Internally Threaded Stud 
is No. 1PDY2 No. 1PDY3 Threaded Pipe No. 3MY68 
Ball Transfers io. ASHLAND Frivicr3 
Replace existing ball transfers in ball transfer tables, for limited-space applications. They fasten from the Internally Threaded Pipe Style—Transfers 
inserts, and stands, or use to create a custom front. mount onto externally threaded NPT pipe couplings. 


Commonly installed on pipe pedestals to position 
materials for metal-forming machinery such as 
shears or press breaks. 


Threaded Stud Style—Each has a threaded stud 
that screws into a tapped hole and secures with a 
nut. They fasten from the back. 


conveying installation. Mount at conveyor entrances, 
intersections, or exits to reduce the effort required 
for moving loads in warehousing, package handling, 
manufacturing, and distribution applications. 


Drop-in Style—Designed to press-fit into drilled 
holes without fasteners. Low profile, for limited- 
space applications. 


Flange Style—Each has a flanged mounting plate 


Countersunk Flange Style—Each has a flanged that fastens in place from the front. 


mounting plate that installs into a countersunk hole 


Ball Ball Load Housing Item Ball Ball Load Housing Item Ball Ball Load Housing Item 
Diameter Capacity Projection Diameter No. Diameter Capacity Projection Diameter No. Diameter Capacity Projection Diameter No. 
Countersunk Flange 11" 180 Ib. V6" 1%6 38LU66 Internally Threaded Pipe 
Carbon Steel Ball with Black Oxide Steel Housing 1%" 225 |b. ¥" 1/6 38LU67 Carbon Steel Ball with Galvanized Zinc Plated Steel Housing 

1" 135 Ib. Ve" 1%e6 38LU63 Carbon Steel Ball with Galvanized Zinc Plated Steel Housing 1%" 250 Ib. 31/6" 3 2WHD2 
1" 150 Ib. Ye" 1%e6 2WGZ9 1" 75 Ib. V6" 16 3MY77 Nylon Ball with Galvanized Zinc Plated Steel Housing 

1%" 200 lb. Ye" 1%" 2WGZ2 1%" 250 Ib. 1'%e 2% 1PDY3 Te 125 Ib. 3136" on 2WHD1 

1%" 225 |b. 1%" 2" 38LU59 1%" 250 Ib. 2Ve 2%6° 1YXA9 * Threaded Stud 
Carbon Steel Ball with Galvanized Zinc Plated Steel Housing Nylon Ball with Galvanized Zinc Plated Steel Housing Carbon Steel Ball with Black Oxide Steel Housing 

¥e" 20 Ib. ¥" ie" 1YXB2 le 35 Ib. V6" 1V"e" 3MY78 1 150 Ib. Yq 1%6" 38LU72 
1" 75 Ib. Ye" 1%" 1YXB7 1% 125 Ib. 1%e6 2% 1YXA6 Carbon Steel Ball with Galvanized Zinc Plated Steel Housing 
Nylon Ball with Galvanized Zinc Plated Steel Housing Nylon Ball with Stainless Steel Housing Ye" 33 Ib. Ye 136" 1PDY1 
lg 30 ID. a" 134" 1YXB3 is 35 Ib. 1%6 16" 1YXA4 1" 75 Ib. 1%" 19%" 3MY68 
Stainless Steel Ball with Galvanized Zinc Plated Steel Housing 1%" 125 Ib. 1%" 26° 1YXA7 ale f(b, 194" 1%" 1YVZ7 
1" 75 Ib. Ye" 24" 1YXB8 Stainless Steel Ball with Galvanized Zinc Plated Steel Housing ile 200 Ib. Zs 1'"/e' 1PDX7 
i: 75 Ib. 4" 134" 1YXB5 1" 75 Ib. 1%e 16 1YXA5 1%" 250 Ib. 2%6 2%6 1YXA2 
Drop-In 1a 250 Ib. 1'%e' 2%6" 1YXA8 Ve 200 Ib. 2%6" 2%6 1YXA3_* 
Carbon Steel Ball with Galvanized Zinc Plated Steel Housing Stainless Steel Ball with Stainless Steel Housing Nylon Ball with Galvanized Zinc Plated Steel Housing 
¥e" 33 Ib. ¥" 1%e6 1PDY2 Ie 75 Ib. 1%6" Ve" 1PDY6 Ye" 17 Ib. Vg 1%6" 1YVZ3 
ig 200 Ib. Ye" 14%" 1PDX9 1 250 Ib. 11%e 2%6° 1PDY7 de 35 Ib. 13%" 13%" 1PDY9 
1%e6" 500 Ib. iy Z 1PDY4 1%" 250 Ib. 2Ve 2%6° 1YXB1  ~* 1" 35 Ib. 1%" 13%" 1YVZ5 
Stainless Steel Ball with Galvanized Zinc Plated Steel Housing Flange/Threaded-Stud t 100 Ib. 1%" 13" 1YXA1 

1%6' 500 Ib. Ya" 2. 1PDY8 Carbon Steel Ball with Black Oxide Steel Housing Nylon Ball with Stainless Steel Housing 
Flange 1%" 200 Ib. Ve" 1-5/6" 38LU69 1" oo Ib: 13" 13%" 1YVZ4 
Carbon Steel Ball with Black Oxide Steel Housing Stainless Steel Ball with Galvanized Zinc Plated Steel Housing 

il 135 Ib. Ya" 1%e6 38LU65 il 7a Ib, 1%" 13%" 1YVZ8 
1" 135 Ib. Zs 1%e6' 38LU68 Stainless Steel Ball with Stainless Steel Housing 
* Includes cushion. il 15 Ib. 1%" 13%" 1YVZ9 
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GRAINGER CHOICE° MATERIAL HANDLING 
Find the yf. Find Solutions. Find Great Prices. Conveyor Tables & Stands 
* GRAINGER Find more information on Conveyor Stand selection on Grainger.com®. 
APPROVED 
Roller Material Support Lea A - 
and Transfer Tables | "| Between Frame 
= 500-Ib. load capacity “ei = Le 
Portable roller tables provide stability to feed material | 
into or out of machinery in machine shops, woodshops, Roller Conveyor = 
and fabrication facilities. Table height can be adjusted to _ Profile 
keep material aligned for the intended tool or process. F | 
Roller Overall Overall Min. Max. Item h : 7 ortane 
Width Width Length Height Height No. § Single-Tier 
13" 26%" —-1ft.5" 26%" 435" 2YE11 t 
22" 15" 5ft.6" 2674" 431%" 4FE14 
030 dH” veI2—«=C«“N@ 2 VE111 * GRAINGER ASHLAND Fives: 
* APPROVED 
GRAINGER = Stati 
APPROVED ————9 H-Style Conveyor Multitier. 
| eh Stands support conveyor sections and STATIONARY SINGLE-TIER 


Support and 
Transfer Stands \ 


Portable flat roller stands each 
have a single roller to support flat- 
bottomed sheets, planks, and bars. 
Portable V-roller stands each have . 
two rollers in a V-shape to cradle 

cylindrical materials. 






No. 
33VE16 


















































can be adjusted to create a level or 


sloped conveying surface. Pivoting 


mounting brackets allow sloped instal- 
lations. Choose an H-stand based on 
between-frame (BF) dimension and duty 


rating. 








Stands bolt to the floor to provide perma- 
nent support for powered or unpowered 
(gravity-flow) conveyors. 


STATIONARY MULTITIER 


Stands each have two tiers for gravity- 
flow skate wheel or roller conveyors. Can 


Note: Range of adjusted height is to top of H-stand. 


Note: For a stand-alone conveyor, a min. of two 


help create multi-level flow racks. Each 
level has adjustable height. 





supports is required. For two sections of conveyor, 









oe or afi isc Datahi aan ae Evad 4 ie a min. of three supports is required (the middle PORTABLE SINGLE-TIER 
I rame WI In. neg elg apacity olor 0. i 
Flat Roller SIO SUED ONS DOMSEEUONs) Stands have casters that make skate 
15546! 14° 23" 3872! 1760 Ib. Gray 33VE10 wheel and roller conveyor sections 
Ua i = aon lay onal portable. Brakes prevent the stands from 
1634" 161" 22" 351" 500 Ib. White 33VE08 
16%" 281" 4715" 500 Ib. White 33VE09 rolling when locked. 
V-Roller 
87," 93" 38%" 1760 Ib Gray 33VE16 For For 
127 B76 oT" 42" 1760 Ib. Gra 33VE17 ‘| Between Between 
1630 7 58" a5 : Whit VEI Frame Overall Min. Max ltem Frame Overall Min. Max Item 
6% 8% 8 9 900 Ib. ite___ 33VE13 Width Width Height Height Brand No. Width Width Height Height Brand No. 
Portable Single-Tier 22" 31" 43" GA  5W817 
* Light- to Medium-Duty — 1800 Ib. Load Cap. 92" 43" 55" 42X895 
GRAINGER 13" 13" 2274" 3254" OWJK3 99" 99" 55" 67" Ashland 42X903 
APPROVED 16" 16" 227%" 325%" 1PDP3 92" 67" 79" Conveyor 42X910 
92" 299" 907%" 325%" GA  1PDP4 92", 79" ~~: 109" 42X917 
Temporary OT 27" 2214" 329%" 2WJK4 27 19%" 31" gy WaT 
- — 36" 227%" 32%" 1PDP5 Tr 3 4s 2WJK1 
Permanent Mounted Multi-Tier H-Stand ’ 2/" 43" 55" 42X896 
Tripod Conveyor Light- to Extra Heavy-Duty — 2500 Ib. Load Cap. eo 27" 5p" 67" Ashland 42X904 
Support Stands sor 10" 34" 46" 6GKK3 o7° 67" 79" Conveyor 42X911 
10" 3%" 82" 6GKLO TT 1" “109 42X918 
= 400-lb. capacity 13° 13 3%" 46" 6GKK4 31" 19%" 31" Ga  _2WJu8 
is 3a | 6GKL1 aT ai ae 2WJK2 
Stands can temporarily support 1g) 16" 3%" 46 BGKK5 =, «TASB 42X897 
Straight or curved sections of gravity- 18 on Be eked DKK? a Se. gr ie senate 
oo i " 4" : " : "Conveyor 
flow skate wheel or light duty roller a9 50° ay, BD" Conveyor SDKX8 79100" DxI15 
conveyors. Height adjusts to create a op 27 8% 6" 6GKK7 36" 19%" 31" ca _2W818 
level or sloped conveying surface. 27" 3%" 82" 6DKX9 36°31" 43" 5W819 
ay ol" 8" 6" 6GKK8 gg: 30,438" 55" 42X898 
For For a1 30" 62" 6DKYO 36° 55" 67" Ashland 42X906 
Between Between 36° 36" 33%": 46" 6GKK9 36’ 67" 79" Conveyor 42X913 
Frame Min. Max. Overall Item Frame Min. Max. Overall Item Permanent Mounted H-Stand 36" 79" 109' 42X920 
Width Height Height Width No. Width Height Height Width No. Light- to Medium-Duty — 1500 Ib. Load Cap. Heavy-Duty — 3000 Ib. Load Cap. 
16" 27" = 12", 2WJL5 16" 27" 18" 2WJN1 i ; 
: ; ; ; : : : : 10° 19%" 31" 5W812 13° 16%" 26%' 2WJK8 
10 25 43 12" 3W432 16 25" 43 18" 3W433 ‘ GA 13 . Gian 
; . . ; ; ; 10" 31" 43 5W813 13" 2534" 36% 2WJL2 
42 60 12" 2WJL6 42 60 18" 2WJN2 F , ; ; oe a 
; . . ; ; . _  10°- 23 55 42X892 , Ot" 16%" 26% 2WJK9 
16 o7 15" 2WJL7 16 27 24"  2WJN3 10 : , , 4 ; Sri aRar 
; ; ; ; ; d : i 10" 55 67" Ashland 42X899 21" 25%" 36% 2WJL3 
13 25 43 15" 2WJL8 22 25" 43 24" 3MY71 , , : . ai—aae«SC(C«GGA 
a wa i” 60" od WING 10" 67 79" Conveyor 42X907 a7 OT" 25%" 364 1PDR1 
10" 79" ~~ 109" 42X914 39" 39", 25%" 3634" 2WJL4 
13 19 3" Ga _2Wdd6 sy 217" 1PDP7 
* 2. or. 43" 2WJJ9 51" 25%" 3694" 1PDR2 
GRAINGER 43 18°43" 58" 42X893 _ Extra Heavy-Duty — 5000 Ib. Load Cap. 
APPROVED 13" 55" 67" Ashland 42X901 97" 27" 17" 27%" 42X979 
13" 67". 79" Conveyor 42X908 o7° 25" AL" 42X982 
= H 13" 79" ~—- 109" 42X915 , 39 17° 27%" Ashland 42X980 
Low-Profile Permanent 17 19%" 31", W814. «39° 25" 4114" Conveyor 42X983 
16° 31" 43" 5W815 oI 274 42X981 
Mount Conveyor No. ig) 1643" 55" 42X894 of 51" 25" At" 42X984 
Su ort Stands 38AP28 16" 55" 67" Ashland 42X902 For Between ltem 
pp 16" 67" 79" Conveyor 42X909 Frame Width Brand No. 
: : j 16" 79" ~—- 109" 42X91 Tier Addition Kits for Light- t 
+ 2500-Ib. load capacity per pat dagit Heit Ne" —_ Snare 
Stands permanently mount light to extra- cae re a oe ta ate 
7 16 16 
heavy duty conveyor sections close to the 73% 5 38AP30 a7 Ashland Conveyor — 6DKY6 
floor. Suitable for items that are too tall or Ai¢ 56" 38AP31 aT" 6DKY7 
too heavy to be lifted far off the ground. ovie___—6/ie’_—SBAP 32 36" 6DKY8 
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MATERIAL HANDLING Scan. Order. Done. 
Conveyor Belts Details on page Al. 





Multi-Ply Conveyor Belting MIZE... 


Constructed with an internal layer of strong, woven fabric surrounded by 
protective top and bottom covers. Replace a worn or damaged conveyor belt 
to prevent belt malfunction and conveyor downtime. Belts priced by the foot; 
to order 10 ft. your order quantity must be 10. All belts on this page are black; 
additional color options available on Grainger.com®. 


High-Grip 


Low-Friction—Coated to reduce require proper belt tension as items 
friction so items can slide freely when —are conveyed. 

diverted. It can also travel under 
accumulated items without damaging 
them. 


Extreme-Temperature—Withstands 
exposure to very high or very low 
temperatures. Suitable for conveying 
Light-Duty—Suitable for conveying very hot or very cold items and for 











Oil-Resistant lightweight packages with intermit- moving items in industrial refrigera- 
tent use. tors, freezers, or ovens. 
High-Grip—Textured or coated to Fire-Retardant—Coated to resist 
increase friction between the belt ignition when exposed to flames. 
surface and conveyed items. Suitable Suitable for environments with 
for moving items up an incline or flammable materials, such as grain 
keeping items from sliding side-to- elevators and wood shops. 
Seon uevel Heavy-Duty—Can withstand 
Oil-Resistant—Resists absorbing demanding conveying applications 
oils from conveyed items or produc- with heavy loads or continuous use. 
Cleated j j j . . 
Seige en fe des an ile es 
anplicaiche a aiiceccine grab items more effectively than 
PP P high-grip belting. Suitable for moving 
Low-Stretch—Resists stretching loose items up a steep incline while 
and reduces the chance that the belt preventing them from rolling or sliding 
will move or slip during conveying off the belt edge. 
tasks. Suitable for applications that 
For Minimum Maximum 6"W 8"W 10;W | 12;w | 14°;W | 16;W | 18°;W | 20"W | 24"°W | 30"W | 36"W 
Conveyor Belt Pulley Working 
Belt Material Thickness Diameter Tension Top Surface Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | Item No. 
Low-Friction 
pvc Yao" 4" 150 PIW Friction 361C99 | 36TD01 | 361D02 | 36TD03 | 36TD04 | 36TD05 | 36TD06 | 36TDO7 | 36TD08 | 36TD09 | 36TD10 
oa 2. 120 PIW Friction 36TA03 | 36TA04 | 36TAO5 | 36TA06 | 36TAO7 | 36TAOS | 36TAD9 | 36TA10 | 36TA11 | 36TA12 | 36TA13 
Light-Duty 
PVC Yea 1V," 60 PIW Smooth 36TA33 | 36TA34 | 36TA35 | 361TA36 | 36TA37 | 36TA38 | 36TA39 | 36TA40 | 36TA41 | 36TA42 | 36TA43 
High-Grip 
¥ 2 100 PIW Embossed 361K36 | 36TK37 | 36TK38 | 36TK39 | 36TK40 | 36TK41 | 36TK42 | 36TK43 | 36TK44 | 36TK45 | 36TK46 
ee % z 100 PIW Lattice Top 361TL57 | 36TL58 | 36TL59 | 36TL60 | 36TL61 | 36TL62 | 36TL63 | 36TL64 | 36TL65  36TL66 | 36TL67 
y Ae" 5 150 PIW Roughtop 361L72 | 36TL73 | 36TL74 | 36TL75 | 36TL76 | 36TL77 | 36TL78 | 36TL79 | 36TL80 | 36TL81 | 36TL82 
Ae’ ay 150 PIW Steep-Grade 36TM63 | 36TM64 | 36TMG65 | 36TM66 | 36TMG7 | 36TMG68 | 36TM69 | 36TM70 | 36TM71 | 36TM72 | 361M73 
Yao" 1%" 100 PIW Longitudinal Rib | 361TG33 | 367G34 | 36TG35 | 361G36 | 361G37 | 367G38 | 361G39 | 36TG40 | 361G41 | 361G42 | 361G43 
PVC fea" 1%" 100 PIW Pebbletop 36TE96 | 36TE97 | 36TE98 | 36TE99 | 36TFO1 | 36TFO2 | 36TFO3 | 36TF04 | 36TFO5 | 36TF06 | 36TF07 
Ae’ a 120 PIW Roughtop 36RW35 | 36RW36 | 36RW37 | 36RW38 | 36RW39 | 36RW40 36RW41 | 36RW42 | 36RW43 | 36RW44 | 36RW45 
Yo" 2" 150 PIW Roughtop 36RV29 | 36RV30 | 36RV31 | 36RV32 | 36RV33 | 36RV34 | 36RV35 | 36RV36 | 36RV37 | 36RV38 | 36RV39 
SBR Rubber Yo" 4" 150 PIW Diamond Top | 361F42 | 36TF43 | 36TF44 | 36TF45 | 36TF46 | 36TF47 | 36TF48 | 36TF49 | 36TF50 | 36TF51 | 36TF52 
Ae’ 2" 150 PIW V-Top 36RZ87 | 36RZ88 | 36RZ89 | 36RZ90 | 36RZ91 | 36RZ92 | 36RZ93 | 36RZ94 | 36RZ95 | 36RZ96 | 36RZ97 
Oil-Resistant 
% 4" 200 PIW Friction 36RX30 | 36RX31 | 36RX32 | 36RX33 | 36RX34 | 36RX35 | 36RX36 | 36RX37 | 36RX38 | 36RX39 | 36RX40 
% = 150 PIW Smooth 361C09 | 367C10 | 361C11 | 367C12 | 361C13 | 361C14 | 367C15 | 361C16 | 361C17 | 361C18 | 361C19 
%' 4" 150 PIW Smooth 361J75 | 3617J76 | 361J77 | 361J78 | 367/79 | 36TJ80 | 36TJ81 | 36TJ82 | 36TJ83 | 367J84 | 36TJ85 
Nitrile Rubber YA! 10° 220 PIW Smooth 36R1T26 | 36RT27 | 36RT28 | 36RT29 | 36RT30 | 36RT31 | 36RT32 | 36RT33 | 36RT34 | 36RT35 | 36RT36 
Ae" 12" 220 PIW Smooth 36RV59 | 36RV60 | 36RV61 | 36RV62 | 36RVG3 | 36RV64 | 36RV65 | 36RV66 | 36RV67 | 36RV68 | 36RV69 
x 12" 220 PIW Smooth 36RU83 | 36RU84 | 36RU85 | 36RU86 | 36RU87 | 36RU88 | 36RU89 | 36RU90 | 36RU91 | 36RU92 | 36RU93 
TH" 16" 330 PIW Smooth 36RT41 | 36RT42 | 36RT43 | 36RT44 | 36RT45  36RT46 | 36RT47 | 36RT48 | 36RT49 | 36RT50 | 36RT51 
Ae 6' 200 PIW Friction 361TH24 | 36TH25 | 36TH26 | 36TH27 | 36TH28 | 36TH29 | 36TH30 | 36TH31 | 36TH32 | 36TH33 | 36TH34 
Polyester Ae 5" 150 PIW Cover 36TH99 | 361J01 | 36TJ02 | 36TJ03 | 36TJ04 | 36TJ05 | 36TJ06 | 36TJO7  36TJ08 | 361/09 | 36TJ10 
Ae’ Ai 150 PIW Waffle Top 361H84 | 36TH85 | 36TH86 | 361H87 | 36TH88 | 36TH89 | 36TH90 | 36TH91 | 36TH92 | 36TH93 | 36TH94 
PVC Yea 4" 150 PIW Cover 36TF57 | 36TF58 | 36TF59 | 36TFG0 | 361F61 | 36TFG2 | 36TFG3 | 36TF64 | 36TFG5 | 36TF66 | 361F67 
Low-Stretch 
PVC Yea" 3" 120 PIW Cover 36RW95 | 36RW96 | 36RW97 | 36RW98 | 36RW99 | 36RX01 | 36RX02 | 36RX03 | 36RX04  36RX05 | 36RX06 
Hea" 4" 150 PIW Cover 36RV44 | 36RV45 | 36RV46 | 36RV47 | 36RV48 | 36RV49 | 36RV50 | — | 36RV52 | 36RV53 | 36RV54 
Extreme-Temperature 
x" 12" 220 PIW Smooth 36RT77 | 36RT78 | 36RT79 | 36RT80 | 36RT81 | 36RT82 | 36RT83 | 36RU45 | 36RT85 | 36RT86 | 36RT87 
EPDM Rubber x iz 220 PIW Smooth 36RU38 | 36RU39 | 36RU40 | 36RU41 | 36RU42 | 36RU43 | 36RU44 | 36RT84 | 36RU46 | 36RU47 | 36RU48 
yy" 18" 330 PIW Smooth 36RT56 | 36RT57 | 36RT58 | 36RT59 | 36RT60 | 36RT61 | 36RT62 | 36RT63 | 36RT64 | 36RT65 | 36RT66 
SBR Rubber YA! 12" 220 PIW Chevron 36RY66 | 36RY67 | 36RY68 | 36RY69 | 36RY70 | 36RY71 | 36RY72 | 36RY73 | 36RY74 | 36RY75 | 36RY76 
Fire-Retardant 
PVC Ya! Tr 200 PIW Cover 36RZ42 | 36RZ43 | 36RZ44 | 36RZ45 | 36RZ46 | 36RZ47 | 36RZ48 | 36RZ49 | 36RZ50 | 36RZ51 | 36RZ52 
Heavy-Duty 
PVC Yea i 100 PIW Bare 361D45 | 367D46 | 361D47 | 367D48 | 367D49 | 36TD50 | 367D51 | 36TD52  361D53 | 367D54 | 36TD55 
Sao" 4" 150 PIW Smooth 13R727 | 13R728 | 13R729 | 13R730 | 13R731 | 13R732 | 13R733 | 13R734 | 13R735 | 13R736 | 13R737 
YA 8' 150 PIW Smooth — — — | 36RU71 | 36RU72 | 36RU73 | 36RU74 | 36RU75 | 36RU76 | 36RU77 | 36RU78 
SBR Rubber Ae’ 10° 220 PIW Smooth 36RR89 | 36RR90 | 36RR91 | 36RR92 | 36RR93 | 36RR94 | 36RR95 | 36RR96 | 36RR97 | 36RR98 | 36RR99 
1349" 16" 330 PIW Smooth 36RR47 | 36RR48 | 36RR61 | 36RR62 | 36RR50 | 36RR51 | 36RR65 | 36RR52 | 13E773 | 13E774 | 13E775 
TH" 16" 330 PIW Smooth 36RR59 | 36RR60 | 36RR49 | 13E771 | 36RR63 | 36RR64 | 13E772 | 36RR66 | 36RR6/ | 36RR68 | 36RR69 
Ae 20" 440 PIW Smooth 36RR74 | 36RR75 | 36RR76 | 36RR77 | 36RR78 | 36RR79 | 36RR80 | 36RR81 | 36RR82  36RR83 | 36RR84 
Cleated 
Ae" 12" 220 PIW Chevron 36RT05 | 36RT06 | 36RTO7 — | 36RT08 36RTO9 — | 36RT10 — — — 
Nitrile Rubber Ae 10 220 PIW Chevron 36RT92 | 36RT93 | 36RT94 | 36RT95 | 36RT96 | 36RT97 | 36RT98 | 36RT99 36RU01 | 36RU02 | 36RU03 
Ae 12° 330 PIW Chevron 36RV89 | 36RV90 | 36RV91 | 36RV92 | 36RV93 | 36RV94 | 36RV95 | 36RV96 | 36RV97 | 36RV98 | 36RV99 
a 18" 330 PIW Chevron 36RT11 | 36RT12 | 36RT13 | 36RT14 | 36RT15  36RT16 | 36RT17 | 36RT18 | 36RT19 | 36RT20 | 36RT21 
PVC Ae 2' 120 PIW Crescent 36RV74 | 36RV75 | 36RV76 | 36RV77 | 36RV78 | 36RV79 | 36RV80 | 36RV81 | 36RV82 | 36RV83 | 36RV84 
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GRAINGER CHOICE® MATERIAL HANDLING 
Find the ww. Find Solutions. Find Great Prices. Belt Conveyors & Tools 





Medium-Duty Slider ASHLAND ss 
Bed Belt Conveyors — aay 


General-purpose, powered conveyors are suitable for moving light items and 







items with small or irregularly shaped bottoms. Each has a motor that moves VARIABLE 

a wide PVC belt over a metal bed. Friction between the belt and surface Mecca crieea: |-GUERI erica Wii tay 

helps control speed on declining conveyor sections. The belt also keeps Belt Overall Load | Item Item Replacement Belt for Ashland Slider 

items stable, and moves them at a consistent speed and spacing. Commonly Width Length Capac ape 5 atti 5 CE TS Oe ie 5 ap ERA 

used in sorting, packing, inspection, assembly, testing, manufacturing, distri- 4g» 47 #435 Ib. 3MY69_|_2WJNS 3IMY69, 2WJNS, 42X864, 42X856 1 PEBO 

bution, and warehouse applications. Units less than 16-ft. long include 2 16ft.  410lb. | 1PEB3 | 2WJNG 1PEB3, 2WJN6, 42X865, 42X857 —«1PEC1 

adjustable-height H-stands; those longer than 16 ft. include 3 stands. Sealed 6ft. 435 1b. | 1PEB4 | 2WJP3 TPEB4, 2WJPS, 42X871, 42X863 1 PEC3 
d prelubricated bearings. 4"D steel beds. Powder-coated steel frames 30° fi _Aio ib. _|_ IPERS __20HNG See aS ee gore aber 

and prelu gs. 16 ft. 380 lb. | 1PEB6 | 2WUJP1 1PEB6, 2WJP1, 42X869, 42X861 _1PEC5 


Conveyor Belt Lacing and Lacing Tools 


These mechanical fasteners allow conveyor belt instal- 
lation without having to disassemble the entire system, 
minimizing downtime. Require tools for application. 





Clipper® Lacing—Wire-hook lacing §Staple-Style Alligator Lacing— 


provides a strong grip across the Conjoined plates provide a strong Alligator Lacing, 
width of the belt and won't weaken connection that minimizes flex and Galvanized 
the belt's internal support layer, to fatigue at the joint. Larger surface 


help retain belt integrity. Low profile area improves abrasion resistance. 
minimizes noise, helps reduce lacing Use in light- and medium-duty 
wear, and provides asmooth surface. —_ applications. 









Alligator® Lacing—Hammer-on Bolt-Hinge Lacing—Provides Staple Lacin a 
lacing provides uniform tension across a strong joint that can withstand Tool, ST5-5 
the width of the belt. Low-profile aggressive belt tensioning, and is Ready Set 
design minimizes noise, helps prevent __ flexible enough to travel over small Lacer 
lacing wear and tear, and provides a pulleys. Conjoined hinged plates are Clipper® Lacing — 
smooth surface. Use on belts of any fastened to the ends of a conveyor Tool, #36 Clipper® Lacing 
width. Requires hammer for simple belt with bolts that can be removed for Vice Lacer Tool, 14" Microlacer 
installation. belt length adjustment. Installation Tool 
Lacing Lacing Belt Item Pkg. Lacing Lacing Belt Item Pkg. Mfr. Item 
Number Length Thickness No. Oty. Number Length Thickness No. Qty. Lacing Tool Type For Lacing Number Model No. 
Clipper® Lacing Staple-Style Alligator Lacing Clipper Lacing Tools 
Steel Steel #36 28000350 2TJV3 
#1 6" Yi" 2TJU8 —s-24 RS62 12 eV" 2TKN2 4 #1 28000355 2TJV4 
#2 12 Ya2'-He' DTA 12 RS125 12" He 2TJU6 4 #2 28000360 2TJV5 
Stainless Steel RS125 24" K'-e' 2TKJ2 4 Lacers — 28001425 2TKH4 
#1 12" Yao'—V5' 2TKH1 42 RS125 36" Yi'—He" 2TKN5 4 #1 28000380 4AVEG 
#2 12" Y32'-He" Ss 13E789~—S ss 12 RS187 12" Ae —Va' 2TKJ6 4 #2 28000385 4AVE7 
Alligator Lacing RS187 24" Ae —Va' 2TKJ7 4 #2-7. #U2-U7 28000362 —_ 13E790 
Steel RS187 36" Yie'— Va" 2TKN4 4 Staple-Style Alligator Lacing Tools 
#7 12" Ya2'-Yoa" QT JU 4 Stainless Steel #62: 125; 187 28000367 —_—-13E795 
#7 24" ¥a2'-Yea" 13791 4 RS125 12° Ye" 2TKJ3 4 Lacers RS62, RS125,RS187 _ 28001510 2TKK2 
#15 12" Yeo" 2TKH5 4 RS125 24" i'—He 2TKJ4 4 #62: 125; 187 28000365 2TJV6 
#15 24" Yeo" 2TKH6 4 RS125 36" Ye 2TKJ5 4 Bolt-Hinge Lacing Tools 
#15 36" Yeo" 2TKH7 4 RS187 12" Ae —Va' 2TKJ8 4 550 28001545 2TKK9 
#20 12° Ya2'-Hje' Ss DTS 4 RS187 24" Ae—Va' 2TKJ9 4 Templates 550 28001550 2TKL1 
#20 30" Ya2'-Hje"—«13E793— 4 RS187 36" Ae —Va' 2TKK1 4 550 28001555 2TKL2 
Stainless Steel Bolt-Hinge Lacing Bolt Breaker 550 28001560 2TKL3 
#7 24" ¥ao'-Yoa" -13E792— 4 Steel Wrench 550 28001570 2TKL5 
#15 12" Ye" 2TKH8 4 550 18" Ya Ff 2TKK3 1 Power Wrench 550 28001575 2TKL6 
#15 24" Yeo" 2TKH9 4 550 24" Yah 2TKK4 1 Power Boring Bit 550 28001580 2TKL7 
#15 36" V'—/a0" 2TKJ1 4 550 36" Vy 2TKK5 1 Wrench Bit 550 28001585 2TKL8 
Stainless Steel 550 28001590 2TKL9 
48" Vy 13E797 1 Quick Change Chuck 550 28001595 2TKN1 
Tensioners simplify bearing changes and help eine penne Bearing Bearing Maximum ; 
j ; j etracie justmen oun oun ension em 
ensure proper tracking, with a modular design Length Stroke  SlotHeight Slot Width Force No. 
that adapts to application needs. An adjusting Carbon Steel Manual Screw Adjustment 
rod is enclosed in a protective telescoping ee 3. ah ae a iC aie 
8 16 16 f 
tube that helps prevent freeze-up. As the rod 143% 9" Vig Te 700 lb” 33UK88 
is turned, the tube extends or retracts to adjust 11%" 6" 15/6" Ae 1500 Ib.  33UK90 
belt tension. 14%" Q" 16" Ye" 1500 Ib. 33UK91 No. 33UK86 
117%’ 6" 1%6" he" 3000 lb. _33UK93 
Quick-Release No. 33UL08 has a toggle clamp 191% 12" 1%6" Tg" 3000 lb.  33UK95 
that allows faster tension and release than Stainless Steel Manual Screw Adjustment a a6 SULA 
. . . . 8 16 16 : 
manual tensioners. Excellent in applications 103% Gi Vig Tie 700 1b 33UL06 


where conveyor belts are frequently replaced Stainless Steel Quick Release Screw Adjustment 
or removed, such as food processing. 1056" 6" "ie! As’ 700 Ib. __ 33UL08 
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MATERIAL HANDLING 
Powered Conveyors & Magnetic Grates 








Roller 
Conveyor 


ASHLAND frisicr3 
ay 


Heavy-Duty Chain-Drive 
Powered Roller Conveyors 


For moving heavy items such as Note: Roller spacing affects the size of the 

pallets drums. and bulk containers in items that can be conveyed on it. The smallest 
anne item on the conveyor should be supported by at 

manufacturing, distribution, and other least three rollers at all times. 

dirty or oily applications. Each section 

has a bed of sprocketed rollers that 

engage with the drive chain to help 

prevent slipping. Steel frames. 


Unpowered Extensions—Connect 
with powered drive sections to create 
a complete conveyor system. 


DRIVE UNPOWERED 
Between Maximum SECTION | EXTENSION 
Overall Frame Overall Roller Load Roller Item Item 
Width Width Length Spacing Capacity Dia. No. No. 
34" Zt: 5 iL. 5 800 Ib./ft. 24" 45VY55 45VY56 
2/" 10 ft. 5 800 Ib./ft. 2A" 45VY53 45VY54 
58" 51" 5 it. 5 800 Ib./ft. 2" 45VY51 45VY52 
51" 10 ft. 5 800 Ib./ft. 2" 45VY49 45VY50 
No. 
5VEJ4 
BESTFLEX 


Light-Duty Extendable 
Flexible-Frame Belt-Drive 
Powered Roller Conveyors 


Conveyors help minimize the effort required to move loads with rimmed or 
uneven bottoms. Excellent for loading and unloading trailers, creating temporary 
assembly lines, and adding length to an existing conveyor. The accordion-style 
aluminum frames can stretch, curve, and contract to change length and shape, 
or collapse for compact storage. Rollers are self-tracking to ensure that items 
follow conveyor curves. Locking swivel casters allow units to be rolled into 
position. 

Note: Roller spacing affects the size of the items that can be conveyed on it. The smallest item on 
the conveyor should be supported by at least 3 rollers at all times. 


Overall Width 
24" 30" 


Overall Maximum Roller Item Item 
Length Roller Spacing Load Capacity Dia. No. No. 
12 ft. Up to 5" 100 Ib./ft. 142" SYDF3 5VEJ1 
24 tt. Up to 5" 100 Ib./ft. 1%" 5YDF4 5VEJ2 
36 ft. Up to 5" 100 Ib./ft. 1%" SYDF5 SVEJ3 
48 ft. Up to 5" 100 Ib./ft. We 5YDF6 oVEJ4 
1116 GRAINGER. 
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Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 


H-Stands sold separately on page 1113. 















Rectangular Grate 7 
No. 34TAO1 a 
Round Grate 
No. 34TA09 
ee 
Tube Magnet 
x GRAINGER No. 34TA17 
GA APPROVED 


Magnetic Separators 


High-strength magnets remove metal shavings and contamination from 
conveyors. They help prevent ferrous particles and parts from contaminating the 
product, causing damage in machinery downstream, and potentially creating a 
spark that could ignite explosive materials. 

Ceramic magnets capture large ferrous contaminants such as nuts, bolts, or 
staples. 

Rare earth magnets capture fine or weakly magnetic material such as rust or 
scale. 


Grate Magnets—Made up of magnetic tubes arranged in a grid and welded 
into a frame. They drop into openings on steep-sloped hoppers, odd and irregu- 
larly shaped hoppers, floor openings, vertical closed chutes, and ducts. As bulk 
material falls through the grate during conveying, any ferrous particles and 
parts stick to the face of the magnetic tubes, removing them from the conveyed 
material. 


Tube Magnets—Can be passed over bulk materials to attract and remove 
ferrous particles. Multiple tubes can be screwed onto stainless steel tie bars to 
create custom-configured grates. 1"-dia. 





CERAMIC RARE EARTH 
Overall Item Max. Magnetic Item Max. Magnetic 
Length Overall Width No. Pull Strength No. Pull Strength 
Rectangular Grate Magnets 
g' 6" 34TA01 20 oz. 34TA28 80 02. 
10" 34TA03 20 oz. 34TA30 80 02. 
3" oi 34TA02 20 oz. 34TA29 80 02. 
12" 34TA05 20 oz. — — 
10" 10" 34TA04 20 oz. _— — 
49" 12" 34TA06 20 oz. 34TA33 80 02. 
16" 34TA07 20 oz. 34TA34 80 02. 
14" 14" 34TA08 20 oz. —_— — 
CERAMIC RARE EARTH 
Dia. Item Max. Magnetic Item Max. Magnetic 
(in.) No. Pull Strength No. Pull Strength 
Round Grate Magnets 
6 34TA09 20 oz. 34TA36 80 02. 
8 34TA10 20 oz. 34TA37 80 oz. 
10 34TA11 20 oz. 34TA38 80 oz. 
16 34TA14 20 oz. 34TA41 80 02. 
20 34TA16 20 oz. 34TA43 80 02. 
14 _ — 34TA40 80 02. 
18 _— = 34TA42 80 02. 
CERAMIC RARE EARTH 
Overall Tube Magnet Item Max. Magnetic Item Max. Magnetic 
Length Diameter No. Pull Strength No. Pull Strength 
Tube Magnets 
4" i 34TA17 20 oz. 34TA44 80 02. 
6" il 34TA18 20 oz. 34TA45 80 02. 
12" I 34TA21 20 oz. 34TA48 80 02. 
14" il 34TA22 20 oz. _ — 
20" A aa 34TA25 20 oz. _ — 
24" il 34TA27 20 oz. _ — 
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MATERIAL HANDLING 
Conveyor Brushes 





GRAINGER CHOICE” 
Find the yi. Find Solutions. Find Great Prices. 
TANIS Brush 
INCORPORATED Face Overall Bristle Bristle Bristle Item 
= Length Length Diameter Material Color No. 
Conveyor Cylinder Brushes sisi. 
3¥"-dia. Brush for 2" Shaft 
These long, tubular brushes each consist of a strip 30" 30". 0.072" Nylon Natural 1VKF1 
brush wrapped around a cylindrical metal core. a a Nah on vara Wee 
Light-duty brushes have open-wound nylon bristles —g-dia. Brush for 6" Shaft : 
for lightly cleaning and positioning conveyed items. 30° S002" Nylon Natural 1WKF7 
They are effective in wet or intermittently hot 30" 80" 0.018" Nylon __Natural_1VKF9 
; 30 30 0.030 Nylon Natural 1VKG2 
environments. Medium-duty brushes have closely Medium-Duty 
wound polypropylene bristles and are typically 4"-dia. Brush for 1" Shaft 
mounted under conveyors to clean belts, chains, and 12° 14" _—0.006" _ Polypropylene Black _18A162 
18 20 0.006" Polypropylene Black 1WKH7 
other components. They can also clean, debur, sort, 50! 99" 0.006" Polypropylene Black 1VKH9 
or position items. They resist water, chemicals, and 24" 26' 0.006" Polypropylene Black 1VWKJ2 
intai ir ct on. 34" 0.006" Polypropylene Black  1VWKJ4 
oil, and maintain their stiffness when wet. a5" 38” 0.006” Polypropylene Black 1VKJ6 
Conveyor Strip Brushes fio oe 


These conveyor strip brushes are typically mounted 
along conveyors to direct and separate items on 
the conveyor and clean debris from conveyed 
items and conveyor belts and parts. Also known as 


conveyors in material handling, packaging, food 
processing, and can be used for nonconveyor appli- 
cations such as a creating a barrier at the bottom 
of a door to keep out air, dust, debris, and other 





Brush 
Face Overall Bristle Bristle Bristle Item 
Length Length Diameter Material Color No. 
6"-dia. Brush for 1" Shaft 
13° 20" 0.020" Polypropylene Black  1VKK1 
20" 22" 0.020" Polypropylene Black 1VKK3 
24" 26" 0.020" Polypropylene Black  1WKK5 
36" 38" 0.020" Polypropylene Black 1WKK9 
48" 50" 0.020" Polypropylene Black 1VKL2 
10"-dia. Brush for 1" Shaft 
22 24" 0.035" Polypropylene Black  1TCV9 
20" 22 0.035" Polypropylene Black 1VKN9 
36" 38" 0.035" Polypropylene Black 1VKP9 
Bristle Material 


metal-backed strip brushes, they have a rigid metal 
backing with densely compressed bristles that are 
securely held in a U-shaped metal channel with a 
retaining wire. Models with stainless steel backing 


contaminants. 


Nylon—Provide good resistance to wear and 
abrasion and are effective when used in wet or 
intermittently hot environments. Max. operating 














offer additional corrosion resistance. All brushes are Height 
temperature: 250°F. g 
installed into a compatible Strip Brush Holder (sold P ee 
separately on this page) to help maximize contact Horsehair—Durable, natural horsehair bristles will = 
between the brush and conveyor when the brushis not abrade surfaces. Max. operating temperature: 
mounted. Strip brushes are typically mounted along  400°F. 
36" Length | 72" Length 36" Length | 72" Length 
Bristle Bristle Bristle Item Item Bristle Bristle Bristle Item Item 
Trim Height Diameter Bristle Type Material Bristle Color No. No. Trim Height Diameter  BristleType Material Bristle Color No. No. 
Stainless Steel Backing Backing Size: /16"H x %6'W (#7) 
Backing Size: %"H x Ye"W (#2-1/2) QiV/6" 0.045" Crimped Wire Nylon Black — 1TCK1 
a 0.006"  Crimped Wire Nylon Black 1TCN8 | 1TCN9 Backing Size: %6"H x A6"W (#7) 
Backing Size: 34c"H x %46"W (#4) The" 0.010"  Crimped Wire Nylon Black 1VKR6 | 1VKR8 
yp! 0.010" Crimped Wire Nylon Black 1VKF6 1VKF8 1146" 0.014" Crimped Wire —_—Nylon Black 1VKT1 1VKT3 
Backing Size: “e'H x “Ae'W (#7) i 0.020" Crimped Wire Nylon Black — 1VKT7 
16 0.014" Crimped Wire —_—Nylon Black 1VKW2 | 1VKW4 0.014" Crimped Wire Nylon Black 1VKT9 | 1VKU2 
21/6" 0.030" Crimped Wire Nylon Black 1TCK8 1TCK9 216" 0.020" Crimped Wire Nylon Black 1VKU4 | 1VKU6G 
Steel Backing 0.030" Crimped Wire Nylon Black 1TCJ1 1TCJ2 
Backing Size: %"H x Ye"W (#2-1/2) 31/6" 0.020" Crimped Wire —_ Nylon Black 1VKU8 | 1VKV1 
7 0.006" Crimped Wire —_ Nylon Black 1TCL9 1TCN1 ai 0.030" Crimped Wire Nylon Black 1TCJ3 1TCJ4 
i 0.008" Crimped Wire —_— Nylon Black 1TCN2 | 1TCN3 516" 0.020" Crimped Wire —_Nylon Black TVKV3_ | 1VKV5 
3" 0.012" Crimped Wire —_—Nylon Black 1TCNG | 1TCN7 0.045" Crimped Wire —_ Nylon Black 1TCJ5 1TCJ6 
Backing Size: 3c"H x 346"W (#4) 76" 0.045" Crimped Wire —_Nylon Black 1TCJ7 1TCJ8 
Yq" — Straight Wire — Horsehair Brown 1VKN8 1VKP1 96" 0.045" Crimped Wire Nylon Black 1TCJ9 — 
0.010" Crimped Wire —_ Nylon Black 1VKD9 | 1VKE1 Backing Size: 7c"H x “c"W (#10) 
— Straight Wire — Horsehair Brown 1VKP4 1VKP7 2" 0.014" Crimped Wire Nylon Black 1TCP7 1TCP8 
1%" 0.010" Crimped Wire —_— Nylon Black 1VKE2 1VKE3 3" 0.020" Crimped Wire —_—Nylon Black 1TCP9 1TCR1 
0.014" Crimped Wire ‘Nylon Black 1VKE4 1VKE5 4" 0.020" Crimped Wire Nylon Black 1TCR2 | 1TCR3 
93/;" — Straight Wire — Horsehair Brown 1VKR1 1VKR4 6" 0.045" Crimped Wire Nylon Black 1TCR4 1TCR5 
0.014" Crimped Wire Nylon Black 1VKE6 1VKE7 8" 0.045" Crimped Wire —_—Nylon Black 1TCR6 — 
35/4" 0.014" Crimped Wire —_—Nylon Black 1VKE8 1VKE9 10° 0.045" Crimped Wire —_—Nylon Black 1TCR8 | 1TCR9 
55/4" 0.014" Crimped Wire —_—Nylon Black 1VKF2 1VKF4 
Strip Brush Holders INCORPORATED 
These holders allow compatible strip brushes to be mounted Mountin 
in a variety of orientations in a conveying system. They help Flange cp 
maximize contact between the brushes and conveyor as the Se. deca famine HEE ail tea Flange Stee 
i : or or ounting Backing 
brushes direct and separate items on the conveyor, support Backing Backing Flange Material | Item | Item 
delicate items, and clean debris from conveyed items and Height Width _Size__—- Brush _| No. No. 
conveyor belts and parts. All holders can accept one brush 48° Angle Mounting Profile —_ 
; Hee 1%" — Aluminum | 1VKV2 | 1VKV4 45° 
strip, while double track models can accept two. The holder —_ 99° Angie Mounting Profile a: 
should be compatible with the backing height and width of Vi _Ys"_———Y'_—__Aluminum| 1TCU3 | 1TCU4 mngle Aiais 
Wee 1" Aluminum | 1VKR5 | 1VKR7 
the strip brush. 
Hew" 1%" Aluminum | 1VKW1 | 1VKW3 
Aluminum—The brush's rigid backing slides into the Va TN A Mounting 
; Double Track Mounting Profile me Flange Size 
channel in the holder, and the holder is then surface He 6’ ~—S«d1'3%e"~—« Aluminum | 1VKW9 | 1VKX2 g 
mounted using drilling or welding. Holder is corrosion- H-Shaped Mounting Profile Mounting 
“ior ¥," Ve 7%’ Aluminum 1TCUS | 1TCU6 Flanae Size 
resistant anodized aluminum with a clear finish. ve 71 Auminum | 4VKT8 | AVKUT g 
. bss ce : F : se" i 
Stainless Steel—The brush's rigid backing slides into mye = gt Statless | aykxg | ivKy1 
the channel in the holder, and the holder is then surface ye AV Aluminum | 1WKX4 | AVKX6 srr 
mounted using drilling or welding. Holder is suitable for use al ny " rly 4VKY3 | 1VKY5 nenec.d 
. . . . - ape 
in high temperatures and corrosive environments. The he >” Aluminum | 11¢V4. | 4TCV5 
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MATERIAL HANDLING 
Package Stops & Aluminum Profiles 


oer ees 


Scan. Order. Done. 
Details on page A1. 








Bolt-On Angle 
Package Stop 


No. 6GKJ1 
For Between Item 
Frame Width No. 


Axle-Mount L Package Stop 

For Light-Duty Skate 

Wheel Flow Rails 

42X932 
Bolt-On Angle Package Stops 


For Heavy-Duty Rigid-Frame Skate 


Wheel & Roller Conveyors 
13° 6GKJ8 


Plate-Style 
Package Stop 








No. 38AP53 iy 
For Between Item 
Frame Width No. 


Bolt-On Package Stops 

For Heavy-Duty Rigid-Frame Skat 

Wheel & Roller Conveyors 
13° 


38AP70 
ral 38AP71 
27" 38AP72 
39" 38AP73 
ol" 38AP74 





Pop-Up 


For Between Item 
Frame Width No. 
Plate-Style Package Stops 
For Light- to Medium-Duty 
Roller Conveyors 
10" 38AP53 
16" 38AP54 
22" 38AP55 
36" 38AP56 


Pop-Up Roller Package Stops 








Package Stop 
No. 38AP57 


ASHLAND fii 
—_ iy 
Package Stops 


These install onto unpowered (gravity-flow) conveyors to help 
control the movement of items on the conveyor. 


Axle-Mount—These L-shaped stops install onto the axles 
of skate wheel flow rails. The stop is mounted on the end of 
the rail so that the L projects above the surface to prevent 
conveyed material from moving past the end of the rail. 


Bolt-On—Angle end stops attach to the top flange of the 
conveyor frame. Flat stops mount to the existing butt plate on 
the conveyor frame. 


Plate-Style—Also known as dead plates, they create a flat 


21. 6GKJ9 For Medium-Duty Rigid-Frame For Light-Duty Rigid-Frame . . . 
oT" 6GKKO Skate Wheel & Roller Conveyors Roller Conveyors surface for stopping conveyed items and also provide work 
of a i ae i ee space for tasks such as packaging, assembling, or inspect- 
For Light- to Medium-Duty 16" 38AP65 09% 38AP59 ing conveyed items. These plates replace the rollers in the 
Rigid-Frame Skate Wheel 29" 38AP66 For Medium-Duty Rigid- conveyor and bolt into place using the existing mounting 
& Roller Conveyors Zt 38AP67 Frame Roller Conveyors holes on the frame of the conveyor. 
10" 6GKJ1 31" 38AP68 10" 38AP60 
ts ne 36" 38AP69 16° 38AP61 Pop-Up Roller—Package stop replaces a standard roller in 
a9" 6GKJ4 22 acnreZ the frame, and has a handle to manually raise or lower the 
or 6GKJ5 roller to temporarily stop or restart the flow of materials on 
31" 6GKJ6 the conveyor. 
36" 4GY62 
80/20° Inc. 
Ps The Industrial Erector Set® 
a mL - - 
ZG the T-Slotted Framing Extrusion 
Pm No. 4c No. These strong, straight sections of extruded aluminum can 
> 2RCP8 a o -—"  oncri be machined to size using common shop tools and easily 
, assembled without welding. The T-slot design allows strong 
connections anywhere along the axis of the framing for an 
infinite number of mounting points, and it can be disassem- 
bled and reassembled as needed. The 6101-15 aluminum 
extrusion alloy is strong, lightweight, has a high strength-to- 
weight-ratio, and has a clear anodize which helps prevent 
oxidation and corrosion while providing a matte finish. 
No. No. Framing is suitable for use in factory automation, machine 
=e ene guarding and enclosures, workstations, tooling specialties, 
machine frames, carts, shelving, and displays. 
72" LENGTH 97" LENGTH 145" LENGTH 
No. of W H Slot Bore Weight/ Mfr. Item Mfr. Item Mfr. Item 
Series Open Slots (in.) (in.) Width (in.) —_ Dia. (in.) ft. (Ib.) Model No. Model No. Model No. 
4 1.00 1.00 0.26 0.21 0.51 1010-72 2RCP8 1010-97 2RCP9 — — 
10'SaHes 6 1.00 2.00 0.26 0.21 0.92 1020-72 2RCR1 1020-97 2RCR2 — — 
8 1.00 3.00 0.26 0.21 1.33 1030-72 5JTAG — — 1030-145 5JTC6 
8 2.00 2.00 0.26 0.21 1.44 2020-72 5JTAT — = 2020-145 5JTC7 
4 1.50 1.50 0.32 0.26 1.35 1515-72 5JTAS 1515-97 5JTC8 — — 
ie Getad 6 1.50 3.00 0.32 0.26 2.43 1530-72 5JTC1 1530-97 5J1D1 — — 
8 1.50 4.50 0.32 0.26 3.51 1545-72 5JTC3 — — 1545-145 5JTD3 
8 3.00 3.00 0.32 0.26 3.76 3030-72 5JTC4 — — 3030-145 5JTD4 
15 Series Lite 4 1.50 1.50 0.32 0.26 1.05 1515-LITE-72 2RCR3 | 1515-LITE-97 2RCR4 — — 
6 1.50 3.00 0.32 0.26 2.02 1530-LITE-72 2RCR5 | 1530-LITE-97 2RCR6 — _ 
4 1.50 1.50 0.32 0.26 0.86 1515-LS-72 —_ 5JTCO — — 1515-LS-145 —_ 5JTDO 
15 Series Lite Smooth 6 1.50 3.00 0.32 0.26 1.97 1530-LS-72 —_ 5JTC2 — — 1530-LS-145 —_ 5JTD2 
8 3.00 3.00 0.32 0.26 3.11 3030-LS-72 _ 5JTC5 — — 3030-LS-145 _ 5JTD5 
15 Series Ultra Lite Smooth 4 1.50 1.50 0.32 0.26 0.95 1515-ULS-72 —_ 5JTA9 — — 1515-ULS-145 — 5JTC9 
4m LENGTH 6m LENGTH 
Width Height Mfr. Item Mfr. Item 
Series No. of Open Slots (mm) (mm) Slot Width (mm) Bore Dia.(mm) — Weight/ft. (Ib.) Model No. Model No. 
4 25.00 25.00 6.50 5.00 0.50 25-2525-4M 5JRY3 25-2525-6M 5JRZ3 
25 Series 6 25.00 50.00 6.50 5.00 0.88 25-2550-4M 5JRY4 25-2550-6M 5JRZ4 
8 50.00 50.00 6.50 5.00 1.36 25-5050-4M 5JRY7 25-5050-6M 5JRZ5 
aniGuies 4 30.00 30.00 8.13 6.65 0.59 30-3030-4M 5JRY8 30-3030-6M 5JRZ6 
6 30.00 60.00 8.13 6.65 1.10 30-3060-4M 5JRY9 30-3060-6M 5JRZ7 
4 40.00 40.00 8.13 6.81 1.59 40-4040-4M 5JRZ0 40-4040-6M 5JRZ8 
40 Series 6 40.00 80.00 8.13 6.81 2.78 40-4080-4M 5JRZ1 40-4080-6M 5JTAO 
8 80.00 80.00 8.13 6.81 4.28 40-8080-4M 5JRZ2 40-8080-6M 5JTA2 
AG Genes ie 4 40.00 40.00 8.13 6.81 1.20 40-4040-LITE-4M  5JRY5 | 40-4040-LITE-6M _5JRZ9 
6 40.00 80.00 8.13 6.81 2.78 40-4080-LITE-4M 5JRY6 | 40-4080-LITE-6M _5JTA1 
We Gatien 4 45.00 45.00 10.13 10.00 1.37 45-4545-4M 5JRY1 45-4545-6M 5JTA3 
6 45.00 90.00 10.13 10.00 2.29 45-4590-4M 5JRY2 45-4590-6M 5JTAS 
45 Series Lite 4 45.00 45.00 10.13 10.00 0.94 45-4545-LITE-4M 5JRE5 | 45-4545-LITE-6M 5 JTA4 
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GRAINGER CHOICE° MATERIAL HANDLING 
Find the yf. Find Solutions. Find Great Prices. Aluminum Profile Accessories 





10 SERIES | 15 SERIES | 25 SERIES | 30 SERIES | 40 SERIES | 45 SERIES = 
Item Pkg. Item Pkg.| Item Pkg., Item Pkg. Item Pkg.| Item Pkg. 











Description No. Qty.| No. Qty.| No. Qty.) No. Qty.) No. Qty.| No. Qty. 

Anchor Fasteners . 

Zinc Casting 2RCU3 1 | 2RCU41 | 5JRH11 | 5JRH81 | 5JRH3 1 — \. 

Base Plates & 

1"x 2", Y-20 Center Tap 2RCV1 1 — — — — — ~ 

{"x 2", %-16 Center Tap 2RCV2 1 — — — — = ~ As 

1.5" x 3", ¥%-16 Center Tap _ 2RCV3 1 _ _ — =  —_— a 

2" x 2", ¥-16 Center TapCenter | S5JRN3 1 — — — — — wT Deluxe 

3' Xx 3", %-13 Center Tap _ 5JRND5 1 — — — — Base Plate Levelin 

Flange Mount 5JRN1 1 | 5JRN2 1 | 5SJRL3 1 — 5JRL4 1 — ein g 42-Hole 90° 
Butt Hinges 

Aluminum, 4 Hole 5JRL8 1 | 5JRL9 1 | 5JRK6 1 = 5JRK7 1 = pnglee rat 
Plastic, 4 Hole — — 5JRK8 1 | 5JRK9 1 | SJRLO 1 | SJRL1 1 Joining Plate 
Deluxe Leveling Feet 

%-13, 5000-Ib. _ _ _ _ 

fanaciiyiper Foal 5JRN4 1 | 5JRN4 1 

%-20, 1000-Ib. _ _ _ _ _ 

Capacity per Foot 2RCV5 | 

¥%-16, 3750-1. _ _ = _ 

Capacity per Foot 2RCV4 1 ‘| 2RCV4 1 

M6, 317kg Capacity per Foot —_— _ 5JRK3 1 _ _ — 

End Caps = 

pecan Single Width — 2RCT1 2 — — — — i cide Burner Universal 
se at el 2RCR8 2 | 2RCR92 | — = = = Bracket L-Handle Linear yale 
Rectangle, Single Width, 5JRG2 2 | SJRG3 2 _ _ _ _ Bearing Brake Kit . 
Triple Length 

Square, Double Width 5JRGO 2. | 5URG1 2 | SJRF4 2 — 5JRF5 2 — 

Square, Single Width 2RCR7 2 — 5JRE6 2 | SURF6 2 | SURES 2 | SURF2 2 

End Fasteners ® 

Carbon Steel 2RCU1 1 | 2RCU21 | S5dRHO1 | — 5JRH2 1 | — 80/ 20 Inc. 

Flat Joining Plates The Industrial Erector Set® 

90° Angled, 5 Hole — — 5JRP2 1 | 5JRT6 1 | 5JRR21 | SJRRS 1 = 

Redtangulat, 8 Hole = —— eres as T-Slotted Extruded Aluminum 
Straight, 3 Hole — — — 5JRT5 1 — 5JRR7 1 is e 

Straight, 4 Hole = — 5JRN8 1 — 5JRP9 1 — Profile Accessories 

Tee, 12 Hole — — SJRU4 1 — SJRUS 1 — 

Tee, 5 Hole — — 5JRP1 1 | 5JRT7 1 | 5JRR1 1 | 5JRRG 1 For use in machine guards and enclosures, workstations, 
Framing Extrusions _ displays, carts, shelving, and more. 

45° Support, Square Profile 2RCV7 1 2RCV9 1 — — — — 

45° Support, Rectangle Profile | 2RCV8 1 | 2RCW1 1 = — = as Anchor Fasteners—Create strong, adjustable 90° connections. 
Inside Corner Brackets 

enee aa hi ate anne one ener een Base Plates—Threaded center hole in aluminum plate is used 

ole, Ta : . 

4 Hole, Wide SIRU8 7 | SJRUO 1) SJRUG 1 — 5IRUT 1 — to mount leveling feet or casters. Bolt kits sold separately. 

3 oe SEES Sa 5 a 5 SJRNG-1 1 SURTA-7 1 EIRP 71 SJRTO Butt Hinges—Aluminum hinges have a clear iridite finish to 
Inside Gusset Corner Brackets match color of profiles. Use to mount lighter weight doors or 
aoe ai ae 5 ae 5 ty = aa = two profiles side by side. Plastic hinges are black, fiberglass- 

ole, la — — . : . . 

3 Hole SIRV8 1 SJRVO 1) SJRU2 1 — 5JRU3 1 — reinforced nylon with stainless steel pin. 

GAEIES “oa TST ET ELT = — — = Deluxe Leveling Feet—Install in base plate or directly in the 
Flat Angle Plate, 5 Hole, 90° 2RCX3 1 | 2RCX4 1 — = = = end of a tapped profile. Swivel up to 20° on uneven floors. 

Flat Rectangular Plate, 8 Hole | 2RCX1 1 2RCX2 1 — _ _ _ . : 

Flat Straight Plate, 4 Hole 2RCW8 1 | 2RCW9 1 = = = = End Gaps—Black plastic caps for T-slot profile ends. Fasteners 
Tee Flat Plate, 12 Hole 5JRV2 1 | SJRV3 1 — — — — included. 

Tee Flat Plate, 5 Hole 2RCX7 1 | 2RCX8 1 — — — — . 

L-Brake Handles End Fasteners—Create concealed 90° connections between 
Nylon Plastic 2RCP2 1 — 5JRX2 1 — — — profiles 

Zinc — 2RCP3 1 — — 5JRX3 1 — 

(AES SACS 1 ORT 4 = = = = Flat Joining Plates and Joining Plates—External fasteners 
Universal, Dual Straight Arms | 2RCX9 1 | 2RCY1 1 a _ _— = ease connecting of profiles with no machining required. 
Supports - ; 
SESTTR Square Profile — = 5JRG4 1 = 5JRG6 1 = Framing Extrusions—Provide a clean, flush connection and 
45° Support, Rectangle Profile | — = SJRGS 1 = OJRG7 1 = are typically used to reinforce a 90° connection. 

Swivel Casters w/Brake ; 

Bolt Kit, Socket Head Cap Screw) BJRK1 25 | 5JRK1 25 | — — — — Inside Corner Brackets —6105-15 aluminum alloy with a 
earecity flange tent 5JRNO 1 | 5JRNO 1 = = = = clear anodized finish except for 30 Series Nos. 5JRT2, 5JRT3, 
Stem Caster, 70-Ib. Capacity | 2RCV61 | 2RCV6 1 = = = = and 5JRT4, which are die-cast aluminum with natural finish. 
T-Nut and Screw Kits : 

Base Plate Bolt Kit, Socket RCU7 15 | 2RCU8 15 | — _ _ _ L-Brake Handles—Ratcheting matte handle secures brake- 
Head Cap Screw and T-Nut ready linear slide bearing in a semipermanent position. 

pote TNS (2) Fanged yi 2RCT8 6 «| 2RCT96 | — = = = _ ; . . 
OT NUE& Butoe Pivot Nub Assemblies—Add axial motion to T-slot profiles: 
Head Socket Cap Screw = a = SJRJO 6 = SJRH7 6 connect two same-series profiles in parallel configuration, allow- 
Drop-In T-Nut & Flanged Button = = = = ing one profile 180° axial motion. 6105-T5 aluminum alloy. 
Head Socket Cap Screw 2RCUS 1 2RCU6 1 g P y 
Fon oneae Socket _ = = 5JRH9 6 _ 5AE74 15 Supports—6" supports made from T-slot profile add strength to 

+ 1 90° corners. Fasteners included. 
ee wee a & Button _ _ 5JRJ1 15 _ 5JRJ2 15 _ 
ead Socket Cap Screw : “ ‘i 

Hinge Bolt Kit, a & Flanged Swivel Casters with Brake—No. 2RCV6 has %-16 x 1.5 


Button Head Socket Cap Screw SURJS 15 | SURKO 15 7 a = = 


Hinge Bolt Kit, T-Nut & Flat 
Head Socket Cap Screw 


zinc-plated steel threaded stem with 2"-dia. rubber wheel. 
_ — 5JRJ3 6 | SURJ4 6 | SURJS 6 | 5SJRJG 6 No. 5JRNO has 4"-dia. polyurethane wheel. 


Socket pscen 2UWP8 15 | 2RCUS 6 — — = = T-Nut and Screw Kits—Fasteners to attach joining plates and 
T-Nut & Button Head brackets. Zinc-plated steel, except No. 2RCU9 is stainless steel. 
Socket Screw, Blue = 7 SJRH4 15 -_ SJRHG 15 7 P P 

T-Nut & Flanged Button ORCT6 15 | 2RCT7 15 | — _ _ _ T-Slot Covers—Black cover snaps into profile slots to conceal 
Head socne! Gap aciew wire and keep out dirt. Cut to size with scissors. 10 and 25 

T-Nut & Socket Head Cap Screw) — — 5JRH5 15 —_ 5JRJ8 15 — ; : ; ‘ 

T-Slot Covers Series are PVC, the rest are polypropylene. 25 and 40 Series are 
Black 2RCT2 1 2RCT3 1 OJRFO 1 OJRF9 1 OJRF1 1 OJRF8 1 72¥2" long, and 30 and 45 Series are 78%" long. 
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Scan. Order. Done. 
Details on page A1. 


7 
VL Clits 


Flexible PVC 
Bulk Rolls 


Material comes in several compounds 
to meet a wide variety of applications 
for doorways, curtains, and other 
partitioning requirements. 


MATERIAL HANDLING 
Flexible Doors & Door Strips 








No. 52NM81 





Smooth 








Ribbed . 
aca STANDARD COOLER/FREEZER 
Smooth Ribbed Smooth Ribbed 
Item Item Item Item 
Strip Width Strip Thickness Roll Length No. No. No. No. 
0.060" 75 ft. 52NM81 | 52NM83 | 52NM86 | 52NM95 
a o 6" 0.060" 150 ft. 6GJH4 | 52NM84 | 52NM87 | 52NM96 
WT de 0.060" 300 fi. 6GJH5 = 52NM88 — 
LLC 0.080" 75 ft. 6GJH6 6GJJ6 6GJJ1 6GJJ8 
= 8' 0.080" 150 ft. 36LT41 | 3TA95 | 52NM89 | 3TB40 
industrial PVC 0.080" 300 ft. 3TA92, = — | S2NM90 | — 
S t ‘ D 0.120" 75 ft. 6GJH7 6GJJ7 6GJJ2 6GJJ9 
iz 0.120" 150 ft. 3TA93 3TA94_| 52NM91 | 31B41 
rip oors 0.120" 200 fi. 36LT42 — 52NM92 — 
Strip doors reduce air loss at doorways, creating a more comfortable work 46" 0.160" 100 ft. 6GJH8 | 36LT43 | 52NM93_ | 52NM97 
environment while saving energy costs. Standard smooth strips are the most ube POU [SENG ENING SENSE | eNeS 
economical while Ribbed PVC materials will reduce scratches and last longer. 
Cooler/Freezer strips will resist cracking in subfreezing temperatures. These kits 
include Save-T-Loc® universal mounting hardware and safety orange end strips. 
STANDARD COOLER/FREEZER bd 
Smooth Ribbed Smooth Ribbed 
Strip Opening Opening No. of % Item Item Item Item 
Width Width Height Strips Overlap No. No. No. No. 
3 ft. 7 ft. 9 67 39J443 | 52NL65 | 39/455 | 52NL85 
6 4 ft. 7 ft. 12 67 39J444 | 52NL66 | 39/456  52NL86 
5 ft. 7 ft. 15 67 39J445 | 52NL67 | 39/457 | 52NL87 
6 ft. 7 ft. 18 67 39J446 | 52NL68 | 39/458 | 52NL88 7 of 
3 tt. 7 ft. 6 50 36LT05 | 36L121 | 52NL73 | 52NL89 No. 5LY40 
3 ft. Bt. 6 50 | 36LT08 | 36LT25 | 52NL76 | 52NL93 YL Like 
4 ft. 7 ft. 8 50 31B17_ | 361122 | 394459 | 52NL90 2 . . 
af eh 8 50 | stagi_| _sve27_| _sua60 | 30463 | Rip-A-Strip® Rolls Replacement Strips 
9 5 ft. 7 ft. 10 50 36LT06 | 36L1T23 | 52NL74 | 52NL91 
a att 3 a ae ave aes ae Prepunched PVC strips come on a continuous roll, scored at the length specified, 
6 ft. 8 ft. 12 50 31B21 31B29 | 39/462 | 39J465 allowing strips to be separated without tools. 
7 ft. 8 ft. 14 50 36LT09 | 52NL69 | 52NL77 | 52NL94 
Sf 8ft 16 50 | 36110 | 361126 | 52NL78 | 52NL95 SranoeRD neers 
7ft_10ft. 10 67 | 31B37 | 31B30 | 39J466 | 39J472 . . moan. || Ainsed: | mooi: || epee 
Sf 8ft 12 6/7 | 31B18 | 31B31 | 39J467 | 39J473 Strip = Strip, Strip ~~ No.of Roll | item item item Item 
8 ft 10 ft 19 67 3TB19 31B32 30J468 30J474 Width Length Thickness Strips Length No. No. No. No. 
of OTL 13 67 361118 | S2NL7052NL81 | S2NL98 7ft.3" 0.060" 20 150ft. | 52NM26 | 52NM38 | 52NM50 | 52NM66 
.  10ft 8ft 15 67 | 52NL61 | 36LT34 | 52NL79 | 52NL96 fit. 30.080" 10 oft | SLY39_}_SLY40_|_52NM51_| S2NM6/ 
12 TF Sn CK 75 57 31B22 31B24 394469 39,1475 g 1 f3 0.080 20 150 ft. | 52NM27 | 52NM39 | 52NM52 | 52NM68 
10ft 12ft 15 67 | 31B23 | 31B25 | 39J470 | 39J476 Sit. 30.080" 9 Tt | SLY41 | SLY42_|_52NM53_|_ S2NM69 
DT 18 67 52NLG4 | 36LT38 | 52NL83 5 2NM01 8ft.3" 0.120" 18 150ft. | 52NM30 | 52NM42 | 52NM56 | 52NM72 
Of Aa TE 19 50 304471 39445139478 | 390482 10ft.3" 0.120" 14 150 ft. | 52NM31 | 52NM43 | 52NM58 | 52NM74 
1 ae 14 50 39/449 | -39J453 | 391480 | 394484 12ft.3" 0.120" 12 ~ 150 ft. | 52NM32 | 52NM44 | 52NM60 | 52NM76 
ef IG Tt 16 50 30,1450 | 393454 39,1481 | 39485 14 ft.3" 0.160" 7 100ft. | 52NM33 | 52NM45 | 52NM61 | 52NM77 
; ; ig 247.3" 0.160" 10150 ft. | S2NM34 | S2NM46 | S2NM62 | 52NM78 
16 ft.3" 0.160" 6 100ft. | 52NM35 | 52NM47 | 52NM63 | 52NM79 
16 ft.3" 0.160" 9 150ft. | 52NM36 | 52NM48 | 52NM64 | 52NM80 


7 
YL like 


Industrial Strip 
Door Hardware 


= Compatible with TMI materials. 


a a 
YL like 


Industrial PVC 
Replacement Strips 


These replacement PVC strips for 


strip doors are precut to length and 
prepunched with holes on 2" centers. 


They fit all TMI strip door hardware types. 











Save-T-Loc®—Save-T-Loc® studded pins on 
2" centers secured with keyhole retainer bars 
and locking tabs. 


STANDARD COOLER/FREEZER Standard—Threaded studs on 2" centers, 
Smooth | Ribbed | Smooth | Ribbed secured by retainer bars with locking nuts. 
Strip Strip No. of Item Item Item Item 
Strip Width Length Thickness Strips No. No. No. No. GALVANIZED STEEL ALUMINUM 
6" 7 ft. 3" 0.060" 5 52NMO3 | 52NMO06 | 52NMO9 | 52NM17 Save-T-Loc® | Standard |Save-T-Loc®| Standard 
9 tis 0.080" 5 3TA96 31B11 | 52NM10 | 52NM18 : wae a i at 
8 ft. 3" 0.080" 5 3TA99 31B12 | 52NM11 | 52NM19 NO. 
Bft.3° 0.120" 5 3TA97_| 31B13. | 52NM12 | 52NM20 é I ache aeNNg2 ene sen 
‘Va 10ft.3" 0.120" 5 3TA98 31B14. | 52NM13 | 52NM21 tt AVKC2 3TRA3 {VKC5 3TB35 
12 ft. 3" 0.120" 5 31TB10 31TB15 52NM14 | 52NM22 r 5 tt. {VKC1 3TB44 {VKC4 31B36 
16" 14 ft. 3" 0.160" ° S2NM04 ——52NMO7 | S2NM15 | 52NM23 No. 3TB34 Ss 6 tt. 52NNO1 52NNO3 36L173 52NNO5 
16 ft.3" 0.160" 5 52NMO5 | 52NMO8 | 52NM16 | 52NM24 ss 10 ft. = — 36L176 — 
1120 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Flexible Doors & Door Strips 








7 
YL like 


Antistatic Industrial 
PVC Strip Doors 


Designed to reduce the buildup of static 
electricity from contact with the material, 
dissipate static electric discharge, and 
prevent dust and airborne particles from 
adhering. Aluminum mounting hardware. 


Strip Opening Opening No.of % Item 
Width Width Height Strips Overlap No. 
ot. 7 ft. 6 50 36LT49 
4 ft. (ie 8 50 36LT50 
oi 7 ft. 10 50 36LT51 
6 ft. 7 ft. 12 50 36LT52 
8 3ft—SB ft. ~=—Ss6- ~S—S—=S~—sdBGLT53 No. 36LT49 
4 ft. 8 ft. 8 50 36LT54 
5 ft. 8 ft. 10 50 36LT55 Strip Strip No. of 
6 ft. 8 ft. 12 50 36LT56 Width Length Strips 
8 ft. 8 ft. 16 50 =: 86LT57_~—s Replacement Strips 
8 ft. 8 ft. 12 67 36LT58 3" Pitt.2 5 
8 ft. 10ft. 12 67 36LT59 ois 5 
12° 10ft. 10ft 15 67 36LT60 8 ft. 3" 5 
10% 12. 15 67 36LT61 12" 10 ft. 3" 5 
12ft. 12ft. 18 67 36LT62 12 ft. 3" 5 







7 of No. 6GJKO ay 
Mhiic 

Specialty Flexible 

PVC Bulk Rolls 


Strip Strip Roll 
Specialty materials help reduce static Width Thickness Length 
discharge, block welding flash, or oT SE aaa ANS 
remain flexible at low temperatures. * 0.080" 300% 

Strip Strip Roll Item ; : 
Width Thickness Length Strip Color No. 12" 0.120" 200 ft. 
Antistatic ; ; 
8° 0.080" 150ft. Clear 36763 8 0.080' 300ft. 
. 0.120" 75ft. Clear + 36LT64 : ; 
12" 0.120" 150ft Clear 36LTes 12 0.120" 200 ft. 
Cooler/Freezer Standard 
6° 0.060" 3007. Clear_—«6GNJ3_ 0.080" 30 ft. 
8" 0.080" 300ft. Clear  3TB38 0.080" 60 fi. 





7 
MA LLC 


Walk-in Cooler/ 
Freezer Doors 


Designed to act as a secondary barrier for 
walk-in coolers and freezers, refrigeration doors 
are made from low-temperature PVC approved 
for incidental food contact. 


Mounting 
Strip Opening Opening No. of Hardware Item 
Width Width Height Gauge Strips Material No. 
Strip Doors 
6" 8 ft.4"  7ft 0.06 10 Polypropylene 1VKB7 
8" 3 ft.4" 6ft.8' 0.08 / Polypropylene 1VKB8 
8" 3.4" 7ft 0.08 7 Polypropylene 1VKB9 
"3.4" /tt 0.08  / Aluminum _31B33 
Replacement Strips 
: — (it. _ W058. - 5 — 31B16 
Mounting 
Door Opening Openin Hardware Item 
Thickness Width Height Material No. 
Flexible Swinging Doors 
64" 2 ft. 10" 6 ft. 8" Stainless Steel 4EY32 
64" CBs 7ft. — Stainless Steel 4EY33 
64" 4 ft. 7 tt. Stainless Steel 4EY34 
64" Sie 7ft. — Stainless Steel 4EY35 
64" 5 TL: éft. Stainless Steel 4EY36 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Strip Color 
Clear 


Amber 
Weld Tint 
Amber 
Weld Tint 
Red Weld 
Tint 
Red Weld 
Tint 


Clear 
Clear 


ees | Curtain Wall. 


Item 
No. 


36LT66 
36LT67 
36LT68 


36LT69 
36LT70 


Item 
No. 
31B39 


6GJJ4 
6GJJ5 
6GJKO 
6GJK1 


6GJH9 
6GJJ0 









Partitions WHuc 


Curtains are PVC-coated polyester 
with an optional clear vision panel. 
The kits include roller track hardware 
with universal track supports and 

hook/loop closures to link multiple 


curtains. | NFPA-701 Compliant. 

Item 
No. 
Solid Blue with Clear Vision Panel 
4EE10 
6 ft. 10 ft. 4EE11 
12 fE 4EE12 
8 ft. 4EE13 
12 ft. 10 ft. 4EE14 
12 ft 4EE15 
8 ft. 4EE16 
24 ft. 10 ft. 4EE17 
12 ft. 4EE18 
Solid Blue 
8 ft. 4EE19 
6 ft. 10 ft. 4EE20 
12 ft. 4EE21 
8 tt. 4EE22 
12 ft. 10 ft. 4EE23 
12 ft. 4EE24 
8 tt. 4EE25 
24 ft. 10 ft. 4EE26 
12 ft. 4EE27 
90° Curved Track 


a a 
Y Liane 


Flexible PVC 
Swinging Doors 


Opening Opening Item -| 
Width Height No. _ 
Industrial Flexible PVC Swinging Door a 
8 ft 8 ft. 4EY37 - 
10 ft. 4EY38 | 
9 ft 9 ft. 4EY39 
" 10 ft. 4EY40 
Industrial Swinging Door | 
with Impact Panel 
8 ft 8 ft. 4EY41 
" 10 ft. 4EY42 = 
aa 9 ft. AEY43 
10 ft. 4EY44 


= 6B 

Vi {aie 
Sliding Bug 
Screens 


= Simple under-header installation 


Flexible sliding barriers keep out insects, birds, eae aelahe ti 
and dust, while letting in sunlight and fresh air; 8 ft. 483L35 
help improve employee comfort and productivity, 8 ft. 9 ft. _—483L36 
as well as facility sanitation. The roller-and-track OF 3 i tet 
mechanism can be easily slid open or closed by 8 ft. 483139 
a single individual. Hook-and-loop fasteners and 10 ft. 10 ft. _ 48340 
steel bar-reinforced side seams help seal the jai fasta 
sides of the screen. All-weather vinyl-coated poly- 12 ft. 12 ft. 483L43 
ester construction is UV-resistant. 14 ft. 483144 
1121 



























MATERIAL HANDLING Scan. Order. Done. 
Barrier Systems & Traffic Doors Details on page Al. 





= : YARe h ' 
ZipWall® Dust Barrier Systems ZIOWALL 
Tapeless dust barrier systems are easy to set up, work with a variety of ceiling heights, and prevent damage to 
finished surfaces. Requires only one person for installation. 


Mfr. Item 
Description Includes Model No. 
ZipWall® Dust Barrier System Kits (Plastic Sheeting Not Included) 
10 ft 10 ft Spring-Loaded Poles With Parts, (2) Standard Zippers and (1) Carry Bag ZP4 _—32V058 
12 ft (4) Spring-Loaded Poles With Parts, (2) Standard Zippers and (1) Carry Bag SLP4 45AP93 


ZipWall® Dust Barrier Tool Kit (Includes Sheeting) 
(9) ee 5 : Pack (4) Wall ae ead ar pore ate ae ue 
apeless Seal 2-Pack, all Mounts, (5) Heads and Non Skid Plates, (5) Grip Disk Non Slip 
12 ft. x 16 ft. Pads, (2) Floor Adaptors, ZipWall Heavy Duty Zipper 2-Pack, Zip Door Standard Door Kit, (2)  2VTK 84DC47 
Edge Heads and Non Skid Plates, Zip Fast Reusable Barrier Panel Multi Pack, and Carry Bags 





ZipWall® Barrier Zippers and Doors 


oe _»__ = . , Door Panel, 4-3 ft 8 in and 2-2 ft 1 in Magnetic Strips, Header Bar with Clips 
No. 45AP93 Magnetic Barrier Door Kit, 7 ft. 2 for 10 ft and 12 ft, 20 ft ZipWall Spring Loaded Poles, Carry Bag te _ pavese 
(Plastic Sheetin Heavy-Duty Zipper, Pack of 2 (2) 7 ft Self-Adhesive Zippers, (2) Flap Hooks, (1) ZipperKnife(TM) Sheeting Cutter HDAZ2 9UTK2 
g Heavy-Duty Zipper, Pack of 12 (12) Self-Adhesive Heavy Duty Zippers, (12) Flap Hooks and (1) Plastic Sheeting Cutter HDAZ12 32V059 
Not Included) Standard Zipper, Pack of 2 (2) 7 ft Self-Adhesive Zippers and (2) Flap Hooks AZ2  9VD84 
ae Pe ae Door, Built-In Zippers, Two-Sided Tape ZDS  32V060 
‘: 
de oe Door, Built-In Zippers, Two-Sided Tape ZDC 32V061 
os ZipFast® Reusable Nylon Barrier Panels 
| 12 ft.H x5 ft. L — ZF5 —_—~ A5AP94 
: 12 ft.Hx5 ft. Lb (3) 5 ft Wide Zippered Panel, 2 2 ft Wide Zippered Panel, Carry Bag ZFMP  45AP92 
a 12 ft.H x 10 ft. L _ ZFi0 —45AR02 
=. Mfr. Item 
1S Description For Use With Color Model No. 
—_ ZipWall® Poles 
— ZipWall® 10, Includes (2) 10 ft. Spring-Loaded Poles With Parts Dust Barrier System Kits Black ZP2 _—-32V057 
Md ZipWall® 12, Includes (2) Poles, (2) Sets Of Parts Dust Barrier System Kits Silver SLP2 —_4FPK3 
= ZipWall® 12, Includes Pack of (6) 12 ft. Spring-Loaded Poles with Parts Dust Barrier System Kits Silver SLP6 ——-9VD17 
ZipWall® 20, Includes (2) 20 ft. Spring-Loaded Poles With Parts Dust Barrier System Kits Red KT20  9X846 
8 ZipWall® Accessories 
Side Pack Kit, 6 Clamps, 6 3' Foam Rails, Bag Dust Barrier System Kits — SDPK 9X847 
fe FoamRail™ Tapeless Seals = Black FR2  45AP96 
ZipWall® Carry Bag, Polyester Dust Barrier System Kits Black with Red Trim CB1 9XA26 
ZipWall® 10 Carry Bag, Polyester Dust Barrier System Kits Black With Blue Trim ZPCB1 32066 
Dust Barrier ZipHook Dust Barrier System Kits Black ZHK1 —-32V065 
Dust Barrier Floor Adaptor 12" Pole Black FA12 32V068 
Replacement Head Spring Loaded Poles Gray HS1U —54DC48 
Replacement Head/Plate Pack Dust Barrier System Kits = TPH1 — 9VDP1 
Replacement Non-skid Plate, Pk. of 2 Dust Barrier System Kits = NSP2 8EYU9 
GripDisk™ Pk. Of 2 Dust Barrier System Kits Red GD2 9XA27 
Dust Barrier Floor Adaptor 10' ZipPole Blue FA10  32V067 
Adustable Tapeless Seal — Silver, Black SPN 48UH58 


Polyethylene Traffic Doors Bl chase Doors 


= 24" bumpers included 
= 30" and 36'W doors are sold individually, all others are sold in pairs 


Polyethylene construction for durability. Corrosion-resistant panels have no 
gaps or joint seams. Double-acting V-Cam hinging system operates smoothly. 
Permanently lubricated needle-bearing roller assembly. 


> Please choose: Beige, Black, Burgundy, Cadet Blue, Chocolate Brown, 
Cloud Gray, Forest Green, Jade, Medium Brown, Metallic Gray, Navy, Red, 
Royal Blue, or White. 





No. H1816 No. H1814 
Window Window Item Window Window Item Window Window Item 
Door Height Door Width _Height Width No. Door Height Door Width _Height Width No. Door Height Door Width _Height Width No. 
High Usage/Washdown Medium-Duty Heavy-Duty 
21.0 18° iz H1816 2 ft. 6 18° 12 H1814 7 ft 5 ft. 22" 14" G4687 
7 tt Sa, 16" 16" H1818 7 tt 3 ft. 16" 16" H1815 : 6 tt. 22. 20" G4689 
9 ft. 16° 16" H1836 © ft. 16" 16" H1831 8 tt 6 ft. 22" 20" G4690 
6 tt. 16° 16" H1839 6 ft. 16: 16" H1835 8 ft. 22" 20" G4691 
8 tt 3 IL 16" 16" H1822 8 tt 6 ft. 16° 16" H1837 9 it. 8 ft. oe: 20" G4692 
(it. 16" 16" H1850 8 tt. 16° 16" H1843 10 tt. 8 ft. 22" 20" G4693 
9 ft. 8 tt. 16" 16° H1853 
10 ft. 8 tt. 16" 16° H1855 
Flexible Traffic Doors = Bl chase Doors 
= Textured vinyl construction with PVC body ne h 
= 36"W doors are sold individually, all others are sold in pairs Chase Doors 
Designed for heavy-traffic applications, these traditional doors provide Smooth Aluminum 


maximum opening clearance for wide loads. Replacement for existing 
doors is fast and easy due to simple construction of a top-mounted 
No. G2995 gravity hinging system. 


»>Please choose: Forest Green, Navy, Metallic Gray, Medium Brown, Red, 
Royal Blue, Chocolate Brown, or Black. 





Traffic Doors 


Easy-to-open doors weigh less than impact 
doors, making them ideal for light-duty 
applications where cost and aesthetic 





item No. 12A736 appeal are considerations. 
Door Height Door Width Window Height _ Window Width No. Item 
3 ft. 14° 15° G2990 Door Height Door Width Window Height Window Width No. 
7 Al aid 14" To G2992 Single Doors 
6 ft. 14" 15° G2994 / tt. 3 Tt. 14" 9" 12A736 
9 it. 14° 15° G2993 8 tt. aie 14" g" 12A737 
8 tt 6 tt. 14: 13. G2995 Pair of Doors 
aia 30. 76" H1829 8 tt. 5 ft. 14" g" 12A739 
No. H1829 8 ft. 35" 88" H1832 8 tt. 6 ft. 14" Q" 12A741 
1122 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wh. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Dock Doors & Door Components 





American’ *psy-ycraincer 






Garage Door Locking Components garage door supply inc. APPROVED 
Item 
Description Finish Brand No. 
Inside Slide Lock Galvanized American Garage Door Supply 5MVG8 
Inside Lock Mechanism Galvanized American Garage Door Supply 5MVG9 No. SMVG8 
Lift Handle Zinc American Garage Door Supply SMVH4 . 
Blank T-Handle For Use with Snap Locks Chrome GA 1RBH8 
Rotating Eye Corner Hasp Natural GA 1RBG5 
Deadbolt Lock and Cylinder For Use 
with Slidable Locking Bar Locks Aluminum GA TXND2 
Outside Locking L-Handle For Use with Snap Locks Chrome GA 1XNC8 
Outside Locking T-Handle Chrome GA 1XNC9 
ah - ™ 
American 


garage door supply inc. 


Vertical Lift Garage 
and Dock Doors 


= U-shaped bottom astragal 
protects against the elements 
and provides a positive seal 
= Heavy-duty 10-ball 
commercial rollers 
= Hinges are 14-ga., hot- 
dipped galvanized steel No. 36R638 
= Include all hardware needed to install 


Noninsulated doors are embossed and ribbed steel. The exterior and inte- 

rior are prefinished, then finish coated with baked-on polyester primer and 
acrylic. Insulated doors feature polystyrene insulation bonded between 26-ga. 
substrate. Provide incredible strength and thermal protection. Flush wood grain 
embossed panels. 


Minimum NONINSULATED |INSULATED 
Opening Opening Height Includes Item Item 
Door Width Height Width Clearance Windows No. No. 
7 ft. 8" 10 ft. 7 ft. 6 21 ft. Yes 36R638 36R686 
8 Tt. 8 ft. 7 ft. 10° 17 ft. No 36R664 36R713 
8 ft. 2" 8 ft. 8 ft. 17 ft. No 36R668 36R717 
8 ft. 2" 9 ft. 8 ft. 19 ft. No 36R669 36R718 
8 ft. 2 TOT 8 ft. 21 ft. No 36R670 36R719 
9 ft. 2" 10 ft. 9 ft. 21 ft. Yes 36R654 36R703 


No. 36R944 


“American 

garage door supply inc. 
Garage and Dock Door American’ — 
Extension Springs Saag meeempr hae No. SMVE7 
= Double-end loop style Garage Door Drums, 


= Sold in pkg. of 2 


All extension springs include high-quality, black- a 
coated spring wire and are rated fora minimumof | ASSemblies 
10,000 cycles on an appropriate door height and 







Pulleys, and Cable 






No. 5MUY4 No. 5MUY1 








“American No. SMUX2 


garage door supply inc. 


Garage Door Rollers 





Roller Width/ Shaft Item Pkg. 
Dia. (in.) Length Bearings No. Qty. 
Nylon 
2 4" — 5MUY4 10 
Roller 
1% 4" Steel 10 Ball 5MUY5 10 
Steel 
2 4," Steel 10 Ball 5MUY1 4 
2 Z Steel 10 Ball 5MUY2 4 
2 g" Steel 10 Ball 5MUY3 4 
3 4" Steel 10 Ball 5MUX8 4 
3 i Steel 10 Ball 5MUX9 4 
3 Q" Steel 10 Ball 5MUYO 4 
Stainless Steel With UHMW Polyethylene Tire, For Harsh Conditions 
2 4Y," Precision Chrome Steel, Sealed 5MUX2 4 
3 tye Stainless Steel Sealed 5MUX7 4 
2% AY" — 5MUX0 4 






No. 5MUZ1 


Max. No. 5MVC7 


weight. Color-coded for easy identification. Wt = Items | ys . wi 
: Description (Lb.) _No. American 
Description No pms ang ruleys: Pkg. of 2 00 ive garage door supply inc. 
4 ; : " Cable Pulley 5 4 
Garage Door Extension Spring 4" Cable Pulle = 
< H = WW Li V 200 5MVF5 
Ft, High Garage Doors - 25" to 42" Stretch seroag— | Commercial Drum, Keyed 1000 5MVFO Garage Door Hinges 
90 Ib. Pull Per Pair 36R945 Commercial Drum, Specialty Coated, Keyed 1000 5MVE4 and Brackets 
100 Ib. Pull Per Pair 36R946 High Lift Drum, Keyed 550 SMVF1 
110 Ib. Pull Per Pair 36R947 ' 1000  5MVF2 Item Pkg. 
OE babe pa 3¢n949— | High Lift Drum, Specialty Coated, Keyed © —z?20__ SMVEB Deseription_—_ Material Finish No. Oty. 
140 Tb. Pull Per Pair 36R950 | “Light Commercial Drum, Keyed 750 SMVE9 | ~qqherhieToo 7 
150 Ib. Pull Per Pair 36R951 right C ial D ! P Steel Zinc 1RBX2 1 
160 Ib. Pull Per Pair 36R952_ | specialty Coated, Keyed 750 SMVE3 | _Roller Bracket 
8-ft. High Garage Doors - 27" to 48" Stretch a ential Drann y 530 BMVE8 Garage Door Hinges _ 
80 Ib. Pull Per Pair 36R953 este #1 Heavy Duty _Zinc Galvanized Steel 5MVA2 4 
90 Ib. Pull Per Pair 36R954 Residential Drum, Specialty Coated 930__SMVE2 | “Zo Heavy Duty Zinc Galvanized Steel 5MVA3 2 
100 Ib. Pull Per Pair 36R955 Vertical Lift Drum, Keyed 850__SMVF3_ | ~#3 Heavy Duty Zinc Galvanized Steel 5MVA4 2 
110 Ib. Pull Per Pair 36R956 Vertical Lift Drum, Specialty Coated, Keyed 850 SMVE7 #4 Heavy Duty Zinc Galvanized Steel 5MVA5 2 
120 Ib. Pull Per Pair 36R997 STAINLESS GALVANIZED #5 Heavy Duty __Zinc Galvanized Steel 5MVA6 2 
10 . aT et fat ete a (in ) ae ae _ om — Zinc Galvanized Steel 5MVA7 2 
: : la. (In. y. 0. nciudes 0. nciudes #6 Heavy Duty Stainless : . 
(aoe Babee ba rater Ye 1042 | SMVF6 Thimble | 5MVG2 Loop Only Stee! ‘Mill Stainless Steel SMUZ1 2 
a % 116 2 | 5MVF7 Thimble | 5MVG3 Loop Only Stainless na nn 
Accessories j #9 Heavy Duty Mill Stainless Steel SMUZ4 = 2 
Clip Extension Spring Cable Adjustment 36R962 Ye 140 2 | SMVF8 Thimble | SMVG4 Thimble Steel 
Fork Extension Spring, 3" 36R963 %2__ 140 2 | SMVF9 Thimble | SMVGS Thimble Brackets 
Tandum Hookup Kit Extension Springs 36R965 %2 164 2 | SMVG1~ Thimble | 5MVG7 Thimble Adjustable 
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MATERIAL HANDLING Scan. Order. Done. 
Garage, Dock & Truck Door Parts Details on page Al. 















No. 2RRT5 No. 2RRT9 


* GRAINGER 
APPROVED 


Garage Door 
Thresholds 





No. 5MVD6 








Item Y 
Description Color L W H No. ? 
Threshold Kits 
10 ft. Single Gray 10 ft. 3%," Yj" 5MFHO No. SMVD7 
20 ft. Double Gray 20 ft. 3%" Yj" 5MFH1 ann 
CHOOSE: Overall Overall Item 
Type Color Length Overall Width Height No. 
Seals for Top and Sides 
Nonadhesive Brown, White 9 ft. 2 VA" — G2344 we ‘ ™ 
Bottom Seals American pi each 
Base Mount PVC Vinyl, Black 9 ft. 15%" — 2RRT5 garage door supply inc. 
Aluminum Flange Black 18 ft. 1% — 2RRT6 G D A = 
PVC Vinyl Replacement Black 9 tt. 2% _— 2RRT/ 
for Base Mount Black 18 ft. 2%" — 2RRT8 arage oor ccessories 
Black 9 ft. 2" 1 2RRT9 Inside Outside Item Pkg. 
Rubber Nail-On, No Flange Black 16 ft. 2" ct 2RRU1 Description Finish Dia. Dia. No. Oty. 
Black 100 ft. 2" 1" 2RRU2 Garage Boot Bearings — 
ainless Steel Greasable Bearing ; _ 
with Aluminum Housing Stainless Steel 1 SMVD5 2 
Steel Freeway Bearing, 3° Hole to Hole Zinc Plated 1 2 5MVD6 4 
Steel Football Bearing, 3° Hole to Hole Zinc Plated 1 — 5MVD7/ 4 
L Item Pkg. 
Description Material Finish (in.) No. Qty. 
. No. Garage neh Fasteners 
elf Driller Hinge Screw ; _ 
<e 36T071 with Rubber Washer 400 Stainless Steel 1 5MVAO 24 
‘ elf Tapper Hinge Screw ; _ 
With Rubber Washer 304 Stainless Steel 1 5MVA1 24 
No. Ya" dia. Self Driller Hinge Screw Steel Galvanized % 5MVD3 24 
36T075 self Driller Hinge Screw Steel Galvanized = oMVD1 24 
Item Self Tapper Hinge Screw Steel Galvanized 1 UMVD2 24 
Overall Length Brush Size No. Carriage Bolt Steel Galvanized 2” 5MVD4 24 
45° Angle 14" Retainer Track Bolts Stainless Steel Seed ¥ 5MVH9 16 
. ia 1"Brush 361075 [ fon Pkg 
* " . 
American 8 ft 1% Brush __36T079 Description Material (in.) No. Qty. 
garage door supply inc. 2 Brush __ 367083 Counterbalance Hardware 
1’ Brush __ 361076 Ys Square Key Stock 304 Stainless Steel 3. SMVD8 ‘8 
Garage and 10 ft. 1% Brush__ 367080 7" Square Zinc Plated Galvanized Steel 3 5MVD9 8 
2" Brush _ 361084 Painted Coupler Painted Steel 1 oMVEO 1 
Dock Door Brush 1"Brush 361077 Coated Coupler Powder Coated Steel 1 5MVE1 1 
12 ft. 1%" Brush 361081 oo ; Item Pkg. 
Weather Seals "brush 36TORS_ | pores Sates ae a 
144 | v B rust aoe Latching 3° Up to 4" Doors oMVJO 1 
= Polypropylene brush ' >" Brush 367086 Latching 3" Up to 2" Doors 5MVJ1 1 
a : Latching 4" Up to %" Doors 5MVJ2. 1 
Energy-saving overhead door brush Straight 3" Retainer Latching 4" Up to 2" Doors 5MVJ3 1 
weather seals help prevent elements —®1t ee Item Pkg. 
; ap oy 10 ft. 3" Brush 367072 Material No. Oty. 
from entering the building through 12. 3'Brush 361073 | (Leaf Bumper With Brackets 
gaps in or around the loading docks. 14 ft. 3" Brush 361074 Steel 5MVJ4 Z 








i (> ——+,| No. 
al 36R801 
No. 36R789 No. 36R805 No. 36R791 No. 36R815 No. 36R813 a oe 
No. 36R780 Description No. Qty. 
4 im No. ani Cable Assembly eS ; 
* j 36R796 " Diameter 
Truck Door Parts “American Cable Anchor Bracket 36R796 2 
saeee eer ceee rs ea Heavy Duty Cable Anchor Bracket 36R797 2 
All hardware is suitable for direct replacement on original OEM truck doors. For HO rer OB 9 tran spree 
additional parts, see Grainger.com®. 115° Long x ¥% 0.D, 7 x 19 Strand 36R808 1 
120" Long x ¥%' 0.D., 7 x 19 Strand 36R809 1 
Item Pkg. 125" Long x ¥' 0.D., 7 x 19 Strand 36R810 1 
Description No. Qty. 125" Long x ¥%' 0.D., 7 x 19 Strand 36R811 1 
Hinges 130" Long x ¥" 0.D., 7 x 19 Strand 36R812 1 
Bottom Fixture Assembly 36R787 1 Counter Balance 
Center Hinge 36R788 4 Left Hand Cable Drum and Bearing Assembly 36R791 1 
Recessed End Mounting Roller Hinge 36R789 2 Right Hand Cable Drum and Bearing Assembly 36R792 1 
Flush Mounting Adjustable Top Fixture 36R790 2 Repair Tape 
Flush Mount Center Hinge 36R803 4 4" x 15 mil x 100 ft. 36R815 1 
End Hinge, Galvanized Steel, Flush 36R/98 2 6" x 15 mil x 100 ft. 36R816 1 
Top Fixture, Flush Mount 36R804 2 Door Pull Strap Assembly 
Face Hardware 2" x 18" 36R813 1 
Lift handle 36R805 1 2" x 24" 36R814 1 
Locks Rollers for Overhead Truck Doors 
Lock Keeper 36R780 1 Zinc Galvanized Finish Stem and Steel Tire For Use with 1'D Track 36R786 4 
Latch Plate 36R781 1 Zinc Galvanized Finish Stem and Nylon Tire For Use with 2"D Track 36R801 4 
Maximum Security Lock 36R782 1 Zinc Galvanized Finish Stem and Steel Tire For Use with 2'D Track 36R802 4 
1124 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Overhead Door Openers & Controls 





COMMERCIAL ACCESSORIES 
Transmitters—Feature rolling 





- code antiburglary technology. 315 
rolisiprnaaes MHz. No. 46K657 controls up to 
American four separate doors and includes 
ee two 5-year, 3V lithium batteries. 
Overhead No. 3ZRX1 controls one door. 
Note: 390 MHz frequency transmitters 
Door Openers and receivers are available; call 
and Control 1-800-GRAINGER (472-4643). On 
Grainger.com®, search for "garage door 
Systems opener accessories." 
COMMERCIAL INDUSTRIAL 


VY HP, 115V motor for 12 
cycles per hour, max. 50 
cycles per day. 


Y> HP, 115V continuous-duty 
motor for 25 cycles per hour, 

up to 80 to 90 cycles per day. 
Door closure timer can be set for 
5-sec. or 1-min. increments. 


Hoist-type door opener 

No. 2TRN1 has an emergency 
chain hoist with electric interlock. 
Nos. 36R922 through 36R924 
are manually operated chain 
hoists. Trolley-type door openers 
Nos. 2TRN2 to 2TRN6 have a low 
profile. 


UNIVERSAL ACCESSORIES 


Photo Eyes—Feature a noncon- 
tact, infrared door-reversing 
sensor that provides protec- 

tion on doors up to 30 ft. wide. 
Door automatically opens when 
beam is broken. Include emitter, 
receiver, mounting brackets, and 
operator interface. Wall- or floor- 
mounted. No. 6XZV7 is water- and 
dust-tight. 


S\— 


7 


Hoist-Type Door Openers— 
Floor-level emergency chain 
hoist with electric interlock 
allows manual operation. 
Adjustable-friction clutch 
reversal system. Can be 

right or left mounted. Include 
wall-mounted, 3-button 
control station and standard 
solenoid brake. Prewired to 
accept sensing devices and 
optional radio control receiver 
No. 3ZRX2 and transmitters 
Nos. 46K657 and 3ZRX1. 


Trolley-Type Door Opener— 
Solid double "L" rail handles 
heavier doors and allows 
quick installation. Internal 
auxiliary reversal system. 
Wired to accept optional radio 
control receiver No. 3ZRX2. 





No. 2ELV3 


3-Button Control Station— 
3 controls allow separate 
open and close operations 
as well as stop function. 
Operates on 24V power. 





Radio Control System— 
For use with all start and 
stop operations and garage 
door openers. 


No. 
6X891 


Extra Transmitters—Allow 
control by multiple users. 
Check receiver code number 
and set transmitter code to 
match receiver code. 


Description 
Radio Control System, 433.9 Mhz 
Extra Transmitter, 225 Mhz 
Extra Transmitter, 433.9 Mhz 
3-Button Control Station 


“American ! 


garage door supply inc. 


NEMA 1 Control Stations for 





Garage and Dock Doors 
Item 

Description No. 
Stainless Steel Faceplate, Back Box, Momentary 36R988 
Contacts and (2) Buttons with OPEN-CLOSE 
Stainless Steel Faceplate, Back Box, Momentary 36R989 
Contacts and (3) Buttons with OPEN-CLOSE-STOP 
Faceplate, Back Box, Momentary Contacts and 36R990 
(3) Oval Buttons with OPEN-CLOSE-STOP 
Non-Metallic Enclosure, Faceplate, Momentary 36T005 
Contacts and (3) Buttons with OPEN-CLOSE-STOP 
Non-Metallic Enclosure, Double Pole Contacts 36T008 


and (3) Buttons with OPEN-CLOSE-STOP 


Sign in to Grainger.com® to see 


4GY87 








No. 





No. 46K657 












No. 6UR99 
we No. 2TRN1 
Ke n 
@ 4 > 
% ls No. 
Y ~  36R922 No. 2TRN3 No. 6XZV6 
Max. Door Max. Door Item 
Description Width (ft.) Height (ft.) Brand No. 
Commercial 
Hoist-Type Door Opener, Right Hand Mount 22 14 LiftMaster 4GY87 
Hoist-Type Door Opener, Left Hand Mount 22 14 LiftMaster 4UKX7 
Trolley-Type Door Opener 22 14 LiftMaster 6UR99 
Commercial Accessories 
4-Button Remote Control 
Transmitter for No. 3ZRX2 a oa LirtMaster sonbal 
1-Button Transmitter for No. 3ZRX2 = = LiftMaster 3ZRX1 
Radio Control Receiver — _— LiftMaster 3ZRX2 
Industrial 
Hoist-Type Door Opener, Right Hand Mount 22 24 LiftMaster 2TRN1 
Hoist-Type Door Opener, Left Hand Mount 22 24 LiftMaster 4UKX6 
Manual Chain Hoist Wall Mount - 1" Bore — 18 American Garage Door Supply 36R922 
Manual Chain Hoist Shaft Mount - 1" Bore _— 18 American Garage Door Supply 36R923 * 
Manual Chain Hoist Shaft Mount - 1%" Bore — 18 American Garage Door Supply 36R924 * 
22 16 LiftMaster 2TRN3 
22 18 LiftMaster 2TRN4 
OTE Pe DOr CPeHe, 29 20 LiftMaster 2TRNS 
22 24 LiftMaster 2TRNG6 
Universal Accessories 
Universal Keyless Entry — — LiftMaster 2TRL8 
1-Button Transmitter for No. B|UR93 _— _ LiftMaster 6UR95 
Photo Eyes = = LiftMaster 6XZV6 
NEMA 4 Photo Eyes = = LiftMaster 6XZV7 
* Jack Shaft Mounting 


“American 


garage door supply inc. 


Radio Controls for 
Garage and Dock Doors 


= Rated for continuous-duty 
= 318 MHz 


Compact garage and dock door radio controls 
provide easy access to doors. Additional 
controls available on Grainger.com®. 


Radio Control Sets—No. 367057 includes 
Receiver No. 361039 and Transmitter 

No. 361056. No. 361058 combines Receiver 
No. 361039 and Transmitter No. 361045. 
No. 361059 combines Receiver No. 361039 
and Transmitter No. 361045. 


Radio Transmitters—Include 9V battery and 





No. 
36T046 


No. 
36T045 


| “249 Yan 
&@e 





oxen visor clip. Nos. 361043, 367044, and 367046 
have Open, Close, and Stop functions. Other ra. SeTbas 
models are single function. 
Item 
No. Type Voltage ForUse With No. 
36R989 Radio Control Set 
1 Channel = (1)Door 361057 
1 Channel — (2) Doors 361058 
3 Channel — (3) Doors 367059 
Radio Transmitter 
1 Channel QV DC (1)Door 367046 
1 Channel 9V DC (1)Door  36T064 
1 Channel 9V DC (3) Doors  36T045 
3 Channel, Beige 9V DC (1)Door 367043 
3 Channel, Black 9V DC (1) Door 367044 
Radio Control Transmitter 
1 Channel 9V DC (1)Door 3671055 
ee 1 Channel 9V DC (1)Door 367056 No. 
—_ 2 Channel 9V DC (2)Doors  36T065 36T055 


YOUR Pricing and MORE 1125 





MATERIAL HANDLING 
Industrial Bicycles, Trailer Jacks & Yardramps 


Scan. Order. Done. [=> 
Details on page Al. a |i 
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brakes. Wide cruiser seat adjusts 

for differing heights. Large wire 
basket on Nos. 437V12—437V13 and 
437V16-437V17. 


Basket—60-|b. capacity. Fits 
Nos. 437V15, 437V18, and 437V19. 


Industrial Tricycles 


= Front cantilever V-brakes 

= Durable steel frames 
Industrial-quality tricycles are the 
quick-and-easy way to get around 
large facilities. Rider-friendly—these 
3-wheel bikes are capable of handling 












No. 437V17 















— \4 various size loads. Easy-to-grab hand 
\ \ 1 Load Wheel Item 
. Description Capacity Dia. Spokes Color No. 
Bicycles 
\ 290 Ib. 24" 0.080 ga. Blue 437V12 
200 Ib. 24" 0.080 ga. Green 437V13 
, » Standard Duty Chain 950 Ib. og 0.080 ga. Purple. --437V16 
oe 290 Ib. 24" 0.080 ga. Red 437V17 
Medium Duty Chain 350 Ib. 24" 0.080 ga. Yellow 437V15 
; 500 Ib. 26" 0.105 ga. Black 437V18 
Heavy Duty Chain 7 
oO. 
Basket, 21 x 15 x 9" — — — — 437V14 
Trailer-Stabilizing Jacks * 
- | [il ti Si D ay ton UiRoNguara’ 
a n 0 ice lJ G) Hi) Protecting Your People 


No. 
26W613 

















Jacks prevent up-ending 
semitrailers not connected to 
tractors, level trailers parked on 
slopes, and prevent landing gear 
from sinking into soft surfaces. 
High-strength steel. Flush-type 
Zerk fitting for relubricating 
Acme screw. With reflective 
night-visible collar. 


GAS-ACTIVATED JACKS 


Gas-operated system auto- 
matically raises the stand and 
operator locks in place. 


positioning jack under trailer. Two-way 
reversible ratchet for adjusting height. 


No. 2W878—With easily reversible 
2-way ratchet, 2/2"-dia. thread screw, 
and 12" adjustment range. 8"-dia. 
swivel head, 8"-dia. solid rubber 
wheels. 


SPIN TOP JACKS 


Manually turned Acme thread screw 
raises and lowers jack for fast installa- 
tion and removal. 


No. 2W877—With 10"L lift screw. 
14"-dia. dome-shaped base for max. 
leveling stability. Not made for lifting. 


No. 1F144—12" adjustment range. 
8'-dia. swivel head and 8"-dia. solid 
rubber wheels. 


NOTICE SIGN 


Notifies drivers that OSHA requires 
use of trailer stabilizer jacks during 
loading and unloading. 


Satna — Load a cai cand ay 
ifting Capacity apacity ange eel Dia. ran 0. 
Lift heavy | ina for n n n lronguard Safety 
ne : sn i : ; Not Rated 100,000 Ib, 9” 1048 16 Products  498R40 
created by a hydraulic cylinder. 394" to 52%" 10" Dayton 26W613 
The force is created by the pres- —_ Hydraulic 
; Ratchet 
RATCHET JACKS 39" to 5114" 10" Dayton 26W612 
' - ; se 80,000 Ib. 39" to 51" 8" Dayton 4W287 
>| ® NOTICE wy Mave 8'-dia. wheels. 40,000 Ib. 397%" to 51" 8" Dayton 3KR77 
39" to 5114" 10" Dayton 26W614 
auc unarmacheptaacens § No. 4W287—Triangular base 100,000 Ib. 44%" to 57" 10" Dayton 26W615 
SHOULD BE NOSE has 18" sides. Two-way revers- eat Ib. 39" to 51" 8" Dayton 2W878 
Sede ; : Ni pin top 
cuppomensytaanen § (ble ratchet with a dia. thread 41" 10 5778 3" pain o6W617 
STABILIZING JACKS screw allows a 12" adjustment 5000 Ib. 50,000 Ib. ~ 44" to 51" None Dayton 2W877 
range. 8"-dia. swivel head. 44" to 51" None Dayton 26W616 
No. . 40,000 Ib. 39" to 51" 8" Dayton 1F144 
26we11 No. 3KR77—Extra-wide 6 W Not Rated 100,000 1b. 38%" toa = tgr_—=«Wonguard Safety gsgray 
x 24'L lifting beam aids trailer Notice Sign 
support. Two handles assist Aluminum, 9% x 111%e' Dayton 26W611 
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Telescopic Support Braces 


Provide extra support for leveling and stabilizing floor 
beams and joists during construction and repairs 


Height (in.) Height (in.) Sections Height (Ib.) Height (Ib.) No. 
12 16 { 9738 9738 3CA86 
19 36 2 9738 6863 3CA84 


Steel Yard Ramps 


These ramps are designed to load trailers from ground level. nese side 
members prevent run-off for forklift use. The usable width of 78" allows transit 


Telescopic style with removable pins lets you properly of most lift trucks and electric vehicles. 


position the brace for better leveling. End pad includes 


Load Overall Overall Lowered Raised Item 
screw and turning bar for height adjustment. Welded Capacity Length Width Height Height Brand No. 
steel construction 16.000 Ih 30 ft. 84" 40' 72 Bluff  9DL31 

' “36 ft. Including a 6 ft. Level Off 84" ch 67" Bluff  8AKJ2 
Min. Service Max. Service No. of Cap. @ Min. Cap. @ Max. Item 50,0001b. 36 ft. Including a6 ft. Level Off 84" -33"”~C~S~SS*~*éiéi BAKA 

30 fit. 70" 40" (Ps GA  32KG02 

Pa 30 fit. 84" 40" az GA 32KG03 

2 Sections 5d 100 D 8438 5600 3CA85 * 36 ft. Including a6 ft. Level Off 70" Kh 67" GA  32KGO05 
No. 3CA84 54 150 3 11,200 2588  3CA83 36 ft. Including a6 ft. Level Off 84" ch 67" GA 206280 


1126 GRAINGER. 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Dockplates, Dockboards & Ramps 
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No. 
5AB23 


Dockplates, Dockboards, and Container Ramps 


Aluminum Dockplates—Nonskid tread plate. 
Zinc-plated handle or hand-holds on each side. 
Locking legs secure dockplate when in use. 


Aluminum Fork Truck Dockboards with 
Aluminum Curbs—Handle higher load capacities 
than dockplates. Feature safety curbs. Positive trac- 
tion treadplate with beveled entrance and exit lip. 
Legs allow easy fork truck positioning and secure 
dockboard when in use, for OSHA compliance. When 
using 3-wheeled fork truck, order dockboard with 
capacity at least four times the lifting capacity of the 
fork truck. 


Aluminum Fork Truck Dockboards with Steel 
Curbs—Structural steel safety curbs are bolted to 
each side of dockboard. When using 3-wheeled fork 
truck, order dockboard with capacity at least four 
times the lifting capacity of the fork truck. 


Aluminum Hand Truck Dockboards—Use with 
2-wheel hand trucks only. Diamond tread surface 
and beveled edges. Bolted locking legs for OSHA 

compliance. 


Container Ramps—For fast loading and unloading 
at ground level. Eliminate the need for queuing. 


i) 


a “<a 
A 
20G233 
No. 
6PEC2 
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GRAINGER 
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Polyethylene Portable Dockplates—Designed 
for light-duty applications. Integrated guardrails and 
handles. Hardware included. Meet OSHA 1910.30(a). 


Steel Fork Truck Dockboards with Steel 
Curbs—Lever lift mechanism raises front edge of 
dockboard off the ground to allow for one-person 
operation. Lever automatically falls to rest position 
as dockboard is lifted. When using 3-wheeled fork 
truck, select capacity +20% greater than the lifting 
capacity of the fork truck. 


RAMPS 









Service Service Service 
Load Overall Overall Height Item Load Overall Overall Height Item Load Overall Overall Height 
Capacity Length Width Range Brand No. Capacity Length Width Range Brand No. Capacity Length Width Range Brand 
Aluminum Dockplates 8,000 lb. 48" (2. 9” tor GA 4W598 Polyethylene Dockplates 
1,400 lb. 48" —_30" [' GA 4LGV4 =: 15,000 Ib. 59%" 60" 7‘ to 10° GA 6XW90 750 Ib oo or 4" GA 
1,800 lb. 60" 48° Q" GA 4LGU7 Aluminum Fork Truck Dockboards with Steel Curbs "36" 48" 4" GA 
1,900 |b. 48° 36° ia GA 4LGV6 10,000 Ib. 72" 60" 8%" to 11" Bluff SMHDO Steel Fork Truck Dockboards with Steel Curbs 
2,000 lb. 36° 36" o. GA 4LGV3 15,000 lb. 60° 60" /'to9" Bluff 9MHD1 oo. fa aM GA 
2,600 lb. 48" 48" £ GA 4LGV9 36" 60" J GA 6XX29 40.000 Ib 48" 60" ~—d'to/" Bluff 
2,900 Ib. 48" — 60" t GA 4LGU8 50.000 Ib 36" 72" 2" GA 6XX31 "48" 72! L GA 
3,000 Ib. 30" —36' 4" GA 4LGV5 "48" 60" 7" GA 6XX30 60" 60° —_/'to9' Bluff 
3,300 Ib. 30" = 42" 4" GA 4LGV7 48" fe [' GA 6XX32 36° /2 a GA 
3,900 Ib. 36" 48" 5 GA 4LGU6 Aluminum Hand Truck Dockboards 48" 60 9 toy" Bluff 
3,600 Ib. 24" —36" 3" GA 4LGV2 800 lb. 59%" 37%! 10" GA 6XW74 48" f2 907 Bluff 
3,800 Ib. 48" 48" is GA 4LGU9 Steel Container Ramps 15.000 Ib 48" 72 (i GA 
4100 lb. 36° 60" a GA 4LGW1 0" 60° /'to9' Bluff 20G252 "54" 72" 8A" GA 
4000 lb. 24" 36" 1" Bluff 8Y787 15,000 lb. 72" 60" 8%'to 11" Bluff 20G253 60" 60" /'to9' Bluff 
9,200 lb. 24" 48" 2 GA 4LGV8 (2) f2'_—8%' toll Bluff 20G258 60" 72's /‘to 9" Bluff 
9,300 lb. 36" 48" J GA 4LGW2 = 20,000lb. 60° 72' = /'to9' Bluff 20G262 72) 72" 8%" to 11" Bluff 
6,600 lb. 36° 60" 5" GA 4LGV1 Aluminum Container Ramps 43" iZ “FOr Bluff 
9500 lb. 30" = 72" 4" GA 4LGW3 ee: 8" Heavy Duty Ramps 401J33 50.000 Ib 48" 84" —sB"to/" Bluff 
11,350 Ib. 30" 72" Zz Bluff SHPE2 5,000 lb. 48" —36' 8" Heavy Duty Ramps 401J34 "2 84" 8%" to 11" Bluff 
Aluminum Fork Truck Dockboards with Aluminum Curbs 48" 45" 3 Heavy Duty Ramps 401J35 f2 72’ 8%" to 11" Blutt 
9,000 Ib. 30" 60" 3'to 4" GA 6XW86 40.000 Ib 48" 63" 8" Heavy Duty Ramps 401J36 
"60" 63" 3 Heavy Duty Ramps 401J37 
Aluminum Load Overall Overall Service Item 
W ik R GRAINGER Capacity Width Length Height Range No. 
a amps APPROVED Ramps with Handrails - 2" Side Rail 
. 890 Ib. 36" 4 tt. 4" to 8" 32KK68 
= Nonskid surfaces 850 Ib. 36" 5 tt. 5" to 10 32KK69 
Nos. 1VKC9 and 1VKD1 to 1VKD8 have 3%"H curb. = 88 1B 36ST 
Nos. 1FC73 to 1FC75 have 41%4"H side rails to keep § eel ea fi 36" - ea Rall 8° to 16" 32KK72 
load safely on ramp. Two 36"L safety chains hold 11] S| x aA OF S0KK34 
ramp in place. 800 Ib. 30" che 3' to 6" 32KK35 
800 Ib. 30 4 tt. 4" to 8" 32KK36 
Note: Ramps are designed for use with hand trucks. Do not use 800 Ib. 30" 5 it: 9 to 10 32KK37 No 
with powered equipment or pallet jacks. Solid Ramps - 172" Side Rail ; 
i ins ee 800 Ib. 30" 3 fit. 3" to 6" 32KK62 1VKC9 
Load Overall Overall Service Item 800 Ib. 30" 4 tt. 4" to 8" 32KK64 
Capacity Width Length Height Range No. 800 Ib. 30" 2 ft. 9: to 10" 32KK66 
Adjustable Ramps - Without Side Rail 800 Ib. 36" cme cmd 32KK63 Load Overall Overall Service Item 
800 Ib. 32" 1 it. 1" to 2" 32KK54 800 Ib. 36" 4 tt. 4" to 8 32KK65 Capacity Width Length Height Range No. 
800 Ib. of 2 ft. 2' to 4' 32KK56 800 Ib. 36" ot: 9" to 10 32KK67 Solid Ramps - 414" Side Rail 
800 Ib. 32. 3 ft. 34" to 6" 32KK58 Solid Ramps - 3%" Side Rail 2200 Ib. 392" 10 ft. 2 to 37" 1FC75 
800 Ib. 32" 4 tt. 4" to 6" 32KK60 1000 Ib. 40" 16 ft. 6 to 62" 1VKD8 2000 Ib. 29" 8 ft. 2 to 31" 1FC74 
800 Ib. 36" Vit. 1" to 2" 32KK55 1200 Ib. 38" 14 ft. 6 to 54" 1VKD6 2800 Ib. 29" 69" 2 to 21" 1FC73 
800 Ib. 36" 2 ft. 2' to 4" 32KK57 1400 Ib. 28" 12 ft. 6 to 46" 1VKD5 Threshold Ramps - Without Side Rail 
800 Ib. 36" 3 ft. 3%" to 6" 32KK59 1400 Ib. 38" 12 ft. 6 to 48" 4YFP2 600 Ib. 32" 8" Vo" to 14" 32KK47 
800 Ib. 36" 4 tt. 4" to 6" 32KK61 1400 Ib. 40" 12 ft. 6 to 46" 1VKD7 600 Ib. 32" 10" Yo" to 1%" 32KK48 
Multi Fold Ramps - 112" Side Rail 1500 Ib. 38" 10 ft. 6 to 38 1VKD4 600 Ib. 32" he: 1" to 2" 32KK49 
800 Ib. 30" © ft. 5" to 10" 32KK41 1700 Ib. 28" 8 ft. 6 to 29 1VKD2 600 Ib. 32" 16° 1%" to 24" 32KK50 
800 Ib. 30" 6 ft. 6" to 12" 32KK42 1700 Ib. 38" 8 ft. 6 to 29 1VKD3 600 Ib. 32 24" 2' to 4" 32KK52 
800 Ib. 30" 7 ft. 7' to 14" 32KK43 2000 Ib. 28" 6 ft. 6 to 21 1VKC9 600 Ib. 36" 16" 1%" to 2" 32KK51 
800 Ib. 30" 8 ft. 8" to 16° 32KK44 2000 Ib. 38" 6 ft. 6 to 21 1VKD1 600 Ib. 36" 24" 2' to 4" 32KK53 
Loading No. 
Ram S GRAINGER Load Item 
[2 APPROVED PaEes Description ona L W Ne. 
; : -Pi t _/ Pair (es 
For loading machines and small vehicles. Diese Cie anG i Pair 96 3 acu 
Ramps have r r-ti fingers that Centerfold Steel Mesh Ramp 1600 Ib. 80" 14 92JU43 
i ne : i ubDeT-Mppemtnger = Straight Arched Aluminum Ramp 1200 Ib 90" 11 oJDT6 
provide traction and prevent scratching. Straight Aluminum Ramp 1400 Ib. 7” 15" 52JU42 
Safety straps included. Folding Aluminum 1500 Ib. 78 +50 TTFZ3 
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MATERIAL HANDLING Scan. Order. Done. [= 
Dock Levelers, Wheel Risers, Seals & Shelters Details on page A1. 








Mechanical Spring 
Counterbalance 









* GRAINGER oe ve He 
eng 0. 
Goesdle. APPROVED 18" 48" 30" 4UP78 





Hydraulic 24" 48" _ 30" 3KR40 

: "42" __ 6XW79 
18" 54" 30" ~—6XW77 
24" 54" 30" _—*6XW81 
24" 60" 36" _—*6XW82 
24" 108" 84" _ 6XW80 


Aluminum Truck 
Wheel Risers 


= Priced and sold individually 


©2) 02) 02) 02) G2) O2) O2) =e 
i) 
w 
rep) 
oO 


* GRAINGER 










APPROVED 30,000-Ib. capacity per pair. 12" 24" 72" 36" ~—s6XW78 
Dock Levelers rr 
=» Load capacity: 20,000 Ib. Hydraulic 
= For docks at least 48"H 
Permanently attach to dock face. Provide service Mechanical Spring Counterbalances— No. _— 
range of 5" up, 5" down. No concrete recess Include handle for manual operation. 20G291 
required. Include 2" x 8" x 18" bumpers and Hand Pump Hydraulics—Include hand 
steel bumper boxes. Can be used with Dock Seal ae 
No. 3KR49 or Dock Shelter No. 3KR50. aa SA eKetS Cy el nyaraUCMne, * GRAINGER 
Dock Leveler Usable Item APPROVED Level — Item 
Lift Mechanism Width Overall Width —_No. Electric Hydraulics—Powered by %% HP, H WL Length __ No. 
Mechanical Spring 66" 93 52151 110/220V, single-phase motor prewired to Steel Truck i — 5 — er — oe 
pounterbatance fe ay axxo 115V, single-phase standard. Include motor, | Yj i e" 24" 102" 84" 206292 
Hand Pump 66 93 6XX23 ; me eel Risers 3°54" ba" 39" 9006293 
Hydraulic 72" 99" 6xx24_-- pump, control box, cylinder, brackets, lines, « 40,000-Ib. capacity per pair 3" 94" 409" 84" 20G204 
pee auc 7 so exxaz and oll. = Priced and sold individually 1—ba—190" — 84" — 906998 


Dock Seals and Seal/Shelter Combinations GN" 


Dock seals have 36-0z. nylon-reinforced vinyl facing, mounted and bonded on wolmanized wood. Dock 
seal/shelter combinations have 18-0z. nylon-reinforced sides and 40-o0z. nylon-reinforced top. Seals 
fasten directly to surface of building wall. Include 24"H yellow guide stripes and installation hardware. 





Header Overall Fits Door Fits Door Item 
Projection Side Width Side Height Height Overall Width Height Width Height No. 
Dock Seal 

10° 12" 96" ie. 120° 108" 8 ft. 8 ft. 57152 
10° Zz 108" 12" 120° 120" 8 ft. 9 ft. 2HEP9 
iva 1 96" iz 120° 108" 8 ft. 8 ft. 5MIKA5 
ivy ie 108" iva ‘Ploy 120" 8 tt. 9 ft. 5MKA7 
00" ey 96" iva 120 108" 8 ft. 8 ft. 3KR49 
20" 10" 108" ire 120" 120" 8 tt. 9 ft. 2HER1 
Dock jeau/shelter Fommination 120 30 114 126 8 f 10 f 2HER4 
ionic eeu Dock Seal/Shelter 12" 12" 120" 30" 114" 126" 8 Tt. 10 ft. 5MKAG 
och 222 Combination 20" iz 120" 30" 114" 126" 8 ft. 10 ft. 2HER5 


* GRAINGER 
APPROVED 


Dock Shelters 


= Max. door size of 10 ft. W x 10 ft. H 
= 132"W x 126"H 

Seal off warehouse and interior No. SGAC5 
loading dock from outside elements, 
keeping heating and cooling air inside 





No. 2HERS 





and the elements out while allowing 
- , full access to truck door height and * 
: = = Width. Heavy-duty reinforced vinyl ; GRAINGER 
Dock Shelter —_gyterior reduces wear. Dock Barricades OT APPROVED 
svalicias pivinciion ce = Welded steel Mechanical model No. 5GAC5 has a hand crank 
Safety Yellow Steel Guide Protectors and Corner 18" 2HER2 construction _ winch and counter balance weight. Electric 
a Pads, oe ena me 40 wade ’ oO! 3KR50 = Safety yellow finish = hydraulic models Nos. 5GAC3 and 5GAC4 include 
ertical Fiaps, instalation Hardware and instructions rT F : : 
Independent Spring Loaded Scissors Mechanism to a 24°W powered lift with 115V lift motor and 24V hand 
Allow Shelter to Retract With the Trailer Keeping the 24" 2HER3 * control. 
Shelter Square, Installation Hardware and Instructions ; 
Safety Yellow Steel Guide Protectors and Corner 30" 5MKA8 Raised Lowered 
Filler Pads, 36" Drop Curtain with 40 oz. Pleat, 21" 36" 5MKAQ _ Overall Arm Arm Item 
Vertical Flaps, Installation Hardware and Instructions . _Description _ Length Height Height No. 
Dock Seal Patch Kit Mechanical Hand Winch For Use With 8 ft. x 8 ft. Doors 133%" 149" 32"  5GAC5 
(2) Pieces of 18 oz. Vinyl 12" x 36"; (2) Pieces of 18 oz. Vinyl 12" x 24": Electric Hydraulic For Use With 8 ft. x 8 ft. Doors 130" 148%" 28%" 5GAC3 
(2) Pieces of 18 oz. Vinyl 12"x12"; (1) 18 oz. Can Of Glue and Instructions oMKCO Electric Hydraulic For Use With 10 ft. x 10 ft. Doors 157" 17254" 2814" 5GAC4 
* Retractable. Manual For Use With 8 ft. Wide Doors — = — _33RZ23 
1128 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Dock Bumpers 





Dock Bumpers 


Weather- and abrasion-resistant; protect docks, dock 
levelers, and shelters from impact damage. Individual 
sections can be replaced if damaged. Installation Kits 
Nos. 36F680 and 36F681 are sold separately. 


LAMINATED DOCK BUMPERS 


Prevent impact damage at loading dock. Constructed 
from same material used in heavy-duty tire cord. 
Weld to channel or to curb angle with one preset bolt. 
Mount with anchor bolts in new concrete construction 
or with lag bolts and shields for existing concrete. 
Wood dock mount requires lagging. Flush-mounted. 


D-SHAPE 


Compress on contact, reducing impact force between 
building and vehicle. Mounting holes on the back of 
the bumper protect vehicle's finish. 1-piece construc- 
tion reduces gaps between bumpers. 


L- AND T-SHAPE 
T-Shape No. 2MYR8 includes a reflector. 








* 


GRAINGER 
APPROVED 


RECTANGULAR 

Include a thick molded-in steel bar running 
the length of each bumper; anchor the rubber 
to the dock. Mounting fasteners not included. 









BUMPER STOP Rectangular 
Draws attention to high-traffic areas. Features mo: Dwe2o Rectangular 
a neon yellow caution stripe down its center, No. 2MYR2 


recessed to protect it from impact damage. 
INSTALLATION KITS 


Single Bumper—tncludes four concrete 
anchor bolts (3/4" x 4"L) and one 34" masonry 
drill bit for installing one laminated dock 
bumper. 






L-Shape 
No. 2MYR3 


Additional Bumper—lncludes four concrete 
anchor bolts (34" x 4"L). Does not include 


masonry drill bit. Bumper Stop 


No. 2MYR5 












Mounting Mounting 
Overall Overall Overall Holes Mounting Item Overall Overall Overall Holes Mounting Item 
Width Height Depth 0.C.W Hole Dia. No. Width Height Depth 0.¢.W Hole Dia. No. 
Laminated Rubber Recycled Rubber 
Rectangular Rectangular 
13° 24" AY," inl 7 22NT90 10" 13° DF (a 136" 32KL52 
36" Ay," ily 7 22NT91 10%" 20" AY, 8" 13/6" 26W604 
14° 2 ae z ae ee 20" 4," itil 15/6" 26W591 
; Vy" ; @" 20" 6" 11" 15/6" 26W595 . 
16" 10' ai 14 Ze" 5W823 04° Av iT THe" 26W592 fataip tach 
10" WA 18" He _—‘SW824 ia oq" 6" iT" '%e" ___ 26W596 si 
59" 10" AY," 18" 7 22NT83 30" 4y," ii 13/6" 26W593 
10" 6" 18" 13/6" 4W942 30" 6" 11 13/6" 26W597 
12 4," 18" 7 22NT87 36" 4," 11" 15/6" 26W594 
10" 4," 24" 13/6" 5W825 36" 6" 1T 13/6" 26W598 
26" 10' Ay" 24" RE 22NT84 13%" 10" 4y," 6" 15/6" 26W603 
12° 4," 24" 7 22NT88 10" 6" 12 15/6" 26W579 
6" Ay," 36" 13/6" 5W826 14" i? 4," 12" 15/6" 26W573 
38" 10" AY" 36" 7 22NT85 12 6" 12' 15/6" 26W584 
12 4y," 36" 1346" 5W827 10" 6" 14" 13/6" 26W580 T-Shape 
12 4," 36" 7 22NT89 16" 12" 4," 14" 6" 26W574 No. 2MYR8 
Molded Rubber 12" 6 14" 16" 26W585 
D-Shape 90" i 4y," 18" 15/6" 26W575 
40" 11/6" Zz 6" 3" 22NT58 12" 6" 18" 13/6" 26W586 
4" AYA" 6" 7 22NT61 6" 4," 24" 15/6" 26W569 
DA" 11%6' Z 18° ¥e" 22NT59 96" 10" 6" 24" 13/6" 26W581 
4" AYA" 18" 7 22NT62 12 4," 24" 116" 26W576 
36" 116 2" 15° ye" 22NT60 12" 6" 24" 1346" 26W587 
4" AYA" 15° 7 22NT63 39" 10' 4," 30" 13/6" 26W570 
L-Shape 10' 6" 30" 15/6" 26W582 
18" 18" 4" 10%" 354 2MYR3 10" 4y," 36" 15/6" 26W571 No. 
Rectangular 38" 10" 6" 36" 15/6" 26W583 32KL52 
a 24." 8" — Vy" 22NT80 12 6" 36" 15/6" 26W589 
3%" 6" 3%" — yy" 22NT82 10" 4," 96" 15/6" 26W572 
AV" 10" a 5 1" 2MYP8 98" 12 AY," 96" 13/46" 26W578 
30. 3 5 1%" 2MYP9 12" 6" 96" 13/6" 26W590 
5¥" 8" 3%" 5Y" 1%" 22NT81 Steel Face 
16" 2 2" — Vy" 22NT79 20" 54" 11" Ei 22NT/2 
18" 8" a 8" z 2MYR2 13 24" 54" 11" 7 22NT73 
24" ipa 3 6" 7 2MYR9 36" 5 YA" 11" 7 22NT74 
Rectangular Bumper Stop 16" 10" 5 YA" 14" ZR 22NT64 
5Y," : 15" a 1%" 2MYR5 12" 5 YA" 14" 7 22NT68 
Solid Black Rectangular 50! 10" 5 YA" 18" 7" 22NT65 
12' 13 4" gy," 7 2MYR1 12" 5 YA" 18" 7 22NT69 
T-Shape Installation Kits 
2 BP 315 %e MYR Single Bumper Installation Kit 33F680 Siena 
Yellow Face Additional Bumper Installation Kit 33F681 si 
12" 13 4" 7%" RI 2MYR4 
* GRAINGER 
APPROVED * re] A GRAINGER 
Trailer/Crane Bumpers C} iil 
= Priced and sold in sets of 2 ecarance 
Mount directly onto truck trailers and cranes to Bars 


protect them from contact with docks, buildings, 
or other trailers and cranes. Mounting hardware 
not included. No. 2MYR7 includes steel washers 
molded in bottom of access holes. 


Overall Overall Overall Mounting 
Width Height Depth Hole Dia. 
3" 6" 3/4" 1%" 
3Y5" 614" 373" TY," 
* Slotted to 3". 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








No. 4PHE1 


Include eye bolts. 


Nos. 6MGV7 and 6MGv8 «= [CLEARANCE 3°] 


include lettering kit. 





No. 6MGV7 
Overall Item 
Mounting Item Length Outside Dia. Material No. 
Holes 0.C. W No. 16" i Polyethylene 4PHD9 
3 2MYR6 * tf t Polyethylene 4PHE1 
32 2MYR/ 80" D: Polyethylene 6MGV7 
80" 1% Polyethylene 6MGV8 





MATERIAL HANDLING Scan. Order. Done. 
Wheel Chocks Details on page Al. 









Molded Rubber * GRAINGER 





ple eh General Purpose Wheel Chocks APPROVED 
RUBBER Molded Urethane—Rubber Formed Steel—Long-life, all- 
Molded Rubber—Resist pads grip pavement. Width of weather chocks have saw tooth 
Extruded tearing, abrasion, and ozone chock has molded open area for bottom. Include hole for attach- 
= aici weathering No W666 wedges attaching security chain. ing security chain and hanger. 
= No. 5A347 ae 


both sides of wheel with two Laminated Rubber—Cord- 
molded rubber chocks. Order reinforced serrated rubber on ALUMINUM 












one unit for each wheel. Steel rods. Feature large handle. 
No. 22XW75 is made of recycled STEEL Extruded Aluminum— 
rubber for utility trucks and Serrated surface grips tire, 
No trailers. Nos. 1GUK4 to 1GUK6 Heavy-Duty Steel—Bottom and triple-edged bottom grips 
22xwss = feature a grooved surface. teeth for maximum traction. ground. 
No. Nos. 1GUK7 to 1GUK9 are With easy-grip slot for pickup 
22XW75 follow and 3-sided. and positioning. No. 1GUL3 
*Meet OSHA Specification 1910.178(k). includes 10-ft. chain. 
Item Item 
Description W H D Color No. Description W H D Color No. 
Rubber i i » Black with < 
Win Tne di 4 6 7 Black 22XW8 — 7 Flack sh — 
ith Carrying Handle . 1%" ac 5 , F ack wit * 
With Carrying Handle, Grip Bottom ae" 7" 10%" Black 22XW83 With Reflective Tape 120 8 be Yellow Tape 1GUK8 
Kit includes Mfr. No. 22XW75, i i i i i i ack wit A 
D9XW77, 22XW78, 22XW79 ee 10 Black —_ 22XW80 30° 8B vellow Tape — 1SUK9 
With Steel Grab Handle, Ice Cleat Tread 8" 5" 10" Black 22XW75 Extruded with Molded Hole BY" Ay" 5" Black 19P546 * 
With Steel Grab Handle, Serrated Tread gS of 10° Black 22XW79 for Attaching Chain 
With Steel Grab Handle, Hollow Tread 8" 5% 10" Black 22XW/8 Molded Urethane 
With Steel Grab Handle, Smooth Tread 8). oY 10" Black 22XW/7/ Molded Urethane gy" 6 8" Orange 19P545 * 
gO OO" Black 22XW74 : 14%" 14%" 17%" Orange 1GUL6 * 
8° 6" 10" Black 22XW88 With Molded Hole for Attaching Chain 15" 11" 113%" Yellow 1GUL5 * 
. 3 6 10" Orange 22XW89 Molded Urethane 1%" BY" 11% Orange 33K204 
With Stee! Grab Handle gv" 6" 8" Orange 19P541_* With Molded Hole for Attaching Chain 8°" 11" Orange 4W941_—* 
8" 6 97, Black 22XW72 Laminated Rubber 
3 5 10" Black 22XW/3 Laminated with Steel Hook Loop 11%" 13% 13% Black 19P550 * 
; 10" 6 3 Orange 1GUK3 With Steel Hook Loop i’ ff" _ {% Black 1GUL4 ~* 
With Steel Grab Handle and Eye Bolt io 6 8" Black 2A092 With Large Handle 10" 5%" 10%" Black 3KR79 
With Rubber Grab Handle and i i * teel 
Hole for Attaching Chain TA TR Black 1GUL2 Fama aetea 8%" By 7" Yellow 22XW76 
With Eyebolt ”  ~6C6 8" Black 1GUL1 ay 9%" 7%" 10%" Yellow 1GUL3 * 
a) A) Black 22XW81 earned Sibel 6 —CtC«Ssti‘T'H"”—=Yeello 19P547 * 
With Stee! Evebolt a) A) Black 22XW82 8 "S104" ~——*Yellow 3KR56* 
y 8 oy Orange  22XW71 Welded Steel 7% 9  O%6 Yellow 19P548 * 
6 OTK O11 Black 22XW84 Fabricated Steel with 10 Ft. Chain 10%" 7%" 10%" Yellow 19P549 * 
With Molded Hole 8 g 13%" Orange 22XW87 vast ron a 5 a7 5 5 owe 
; 3% 2A" 8 Black 22XW86 eavy-Duty Cast Stee ; 9" : ilver 74 = * 
With Rope Handle io” 4" 5" Black 3W666 Aluminum 
gS 6" Black 1GUK4 Extruded Aluminum 7 8 115%" ‘Yellow 19P542 * 
With Hollow Center 6 3 oy Black 1GUKS x Extruded omni wih Eands 7 8 115" Silver 19P543 * 
: : 4" ac . xtruded Aluminum with Triple ; ; 
Edged Bottom Grip Ground i 8% "1 Silver 5A347 
Extruded Aluminum includes Flag With Sign 7 8" 11% Silver 19P544 * 
Accessories 
Chain and Anchor — — —_ Silver 5A348 
Item 
Description W H D Color Brand No. 
Rail Car Wheel Chocks 
With (1) Chock TV 334" 205" Yellow GA 22X91 
p wth (2) Chocks and Chain 7¥" 334" 12%" Yellow GA 22XW93 
——— = hocks Include Legend: "Chock ‘ ; ‘ 
igen Your Wheels” and Fag. aakee 1% 20 41 Yellow GA 22XW90 
OCKS include Legend: ock Your 1 " 1 
No. SNHP9 Wheels" (2) Chocks, Chain and Flag mm 20) AN" —__CVellow GA 2exWw92 





® 
Rail Car Wheel Chock Monster® Urethane Heavy Duty Wheel Chocks 


No. 22XW90 


14%" 16" 245%" Yellow Monster 21ZF81 
14'%6e 10'%32' 21'%6 “Yellow Monster _21ZF82 


Monster® =F Use with Heavy Equipment 151%s" 10" 17%" Yellow Monster 242F80 
Wheel 19% 1115" Yellow Monster 21ZF79 
Chocks Mounting Bracket for use with Monster® Chocks 
wx GRAINGER MONSTER Chock Holder 36° SCS Steel Monster 5NHPO 
No. Monster® Urethane Aviation Wheel Chocks 
APPROVED motion sarety 21ZF79 24" Rope 4V5" 2%" 5%" Hi-Vis Yellow Monster 5NHP9 
. 2D. 3 12°  Hi-Vis Yellow Monster 5NHRO 
Specialty Wheel Chocks 6" 4" 14" Hi-Vis Yellow Monster 5NHR8 
Wheel Chock 5" 3" 15" Hi-Vis Yellow Monster _ 5NHR2 
Rail Car Wheel Chocks—All- Monster® All-Terrain 3S 98, ts Ye ow Monster _ovand 


8 6° 20° Hi-Vis Yellow Monster 5NHTO 


welded steel chocks for securing rail Urethane Wheel Chocks—Oil- ~ Aircraft Wheel Chock 5" "21" Hi-Vis Yellow Monster SNHR6 
cars for safe loading and unloading. | and chemical-resistant. For use a te Heys yeow pyonstel anne 
ith utili With 24" Rope a8 vey epic 
No. 22XW93 is sold as a pair. with utility trucks and trailers. 5 3%" 18" _Hi-Vis Yellow Monster 5NHR5 
i 2. 3 V4" 21° Hi-Vis Yellow Monster 5SNHR/ 
Monster® Wheel Chocks—Urethane U'ethane chocks are designed With 36" Rove 6 4" 14" Hi-Vis Yellow Monster 5NHR9 
; se for fire trucks and all-terrain p 8" 6" 20" Hi-Vis Yellow Monster 5NHT1 
construction made for mining and nee hae" HV} 
construction trucks. Will not cause tire handle. Al Terrain (irethiane Monster® All-Terrain Urethane Wheel Chocks - am 
Sallie ee eae chocks comply with NFPA All-Terrain Be" — 8187 — Yolo —Manster —SNTB 
eature carrying handle. 1 12" 2T" Yellow Monster 5NHUO 
ying 1901-1909 and meet SAE-J348 1" 12" OT" Yellow Monster 5NHU2 
Monster® Aviation Wheel Specifications. Utility Vehicles ‘9 —Bys 118 — Orange —Monster —3KRT7 
7 2 2 
Chocks—|mpact-absorbing urethane Mounting aera Ts use with Monster® All-Terrain Wheel Chocks ; 
construction. Oil- and chemical- Horizontal for No. SNHI6 1% 6%" 16" ilver Monster _SNHT7 
Will i F Vertical for No. SNHT6 12" 5x 14 Silver GA 5NHT8 
resistant. Will not rot or splinter. Feature Horizontal for Nos. 5NHUO to 5NHU2 14%" 6%" 21%" Silver Monster _5NHU3 
replaceable nylon rope lanyards. Vertical for Nos. 5NHUO to 5NHU2 12%" 1%" 21H" Silver Monster 5NHU4 
1130 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


No. 
29NH30O 







No. 
29NH34 


* GRAINGER 
APPROVED 


No. 2GTG3 





Parking Curbs, Mounting Kits, and Signs 


= Mounting kits sold separately 





MATERIAL HANDLING 


Parking Curbs & Speed Bumps 





No. 
29NH35 


No. 2GTG6 


No. 


29NH25 





Item 
Description L W H Color No. 

Parking Curbs - 100% Recycled Rubber 
Installs to Asphalt with Spikes oft: 6" 4" Black/Yellow 490W86 
Installs to Concrete with Bolts 3 Ik. 6" 4" Black/Yellow 490W87 

1f.10 6 4" Black/Yellow 29NH30 
4 ft. 6" 4" Black/White  29NH42 
fea acahaGanniel 4 ft. 6" 4" Black/Yellow 29NH41 
Vibe ie 6 fi. 6 4 Blue/White  29NH34 
oop 6 ft. 6" 4" Black/White 29NH32 * 
6 ft. 6" 4" Black/Yellow _29NH31 
6. 6" 4° Red/White  29NH33 GRAINGER 

Parking Curbs - Polyethylene APPROVED 
Installs to Asphalt, Concrete with Spikes _ 6 ft. 6" 4" White 491127 = 
installs to Asphalt, Concrete with Speed Bumps, Mounting No. 36A808 
Asphalt Adhesive, Spikes 6 ft. 8 4 Black/Yellow  8PHZ1 ,] 

Parking Curbs - HOPE a | Kits, and Caution Sign 
eee pf 6" a" Gray___20Te4_ | HOSE AND GABLE RAMPS MOLDED RUBBER SPEED BUMPS 

ae : : _ Nos. 2GWL7 to 2GWL9 are wider to Multipiece speed bumps allow easy 

Mounting Kits ; 

Asphalt _ increase channel height while retain- installation and different length 
See and Speed 554" 6 1214" Gray avpa7 —_|_ ing incline. Mounting kit not included. requirements. Include 1 center, 2 end 
For 72" L Parking Curbs 5% 2%" ——SsGray ——4UP84_—'|_ pecycLep PLASTIC SPEED BUMPS =|" dues, and mounting hardware. 
For Parking Curbs and Speed " " " ae 
Bumps w/4-Holes or Less o% 6 12% Gray 2VDA9 | “Bottom side includes two 3/4" x 1" SPEED BUMP GLUE DOWN KITS 

Concrete Curbs and Soeed channels for hoses and cables. For applications where drilling holes 
Bumps w/3-Holes nS in the mounting surface is not recom- 

ps | : ; POLYETHYLENE SPEED BUMPS ; 

For 72" L Parking Curbs Ys Ys 6% Silver 4UP82 mended. For 72"L speed bumps order 
AS ah eee ye Ye 8% Silver DAB rae ster al sd 2 Glue Down Kits No. 5XPR8. 

: : . Highly visible bright yellow. 

Parking Curb Glue Down Kit : 

For Use With 48° L Car Stops 5% ‘Silver SXPR2__ | Flexible design fits contour of road or © RECYCLED RUBBER SPEED BUMPS 
For Use With 72° L Car Stops 2. 2. ul Silver OXPR3 factory floor. Can be used as a cable Cover cabling, piping, and have 

pore i 36 Lar Stops 2 2 é Silver_SXPR4__| protector. Include asphalt mounting kit. channeled bottom for drainage. 

Lag Bolts Silver 29NH37 No. 29NH36 is a bump end cap. 

Lag Bolts Shields Silver 29NH38 it 
Rebar Spikes Silver 29NH39 L Ww 4 Material No 

Cable Ramps 
3 ft. 7¥%' 1%" Aluminum 1TFT9 
3 ft. 91%" 1%" Aluminum 2GWL7 
4 ft. 7% 1% Aluminum 1F141 
4 ft. 91%" 1%" Aluminum 2GWL8 
6 ft. 91%" 1%" Aluminum 2GWL9 
No. 33K180 Hose and Cable Ramps 
6 ft. 2" Polyethylene 2GTG6 
9 ft. 10" 2" Polyethylene 2GTG7 
Speed Bumps - Rubber with Concrete Mounting Hardware 
9 ft. 24" 1%" Rubber 29NH25 
: 10 ft. 36" 2" Rubber 29NH27 
Speed Bumps - Rubber with Asphalt Mounting Hardware 
9 ft. 24" 1% Rubber 29NH26 
10 ft. 36" a Rubber 29NH28 
Speed Bumps - Recycled Rubber 
4 ft. 12" 2V4' Rubber 29NH40 
6 ft. 12" 2V4' Rubber 29NH35 
Item 
vr Description L W H No. 
GRAINGER Installation Kits for Asphalt 
APPROVED For Use with Nos. 2VDC1 and 5XPR5 13" a 6" 2VDC2 
For Use with No. 5XPR6 13" a 6" 4UP95 
Portable For Use With No. 4UP94 13" r 6" 5ZW59 
Speed Bump Glue Down Kits 
Speed Bump For Use With 48" L Speed Bumps w/3-Holes Q" 5 4" 5XPR7 
For Use With 36" L Speed Bumps w/4-Holes g" 5 4" 5XPR8 
= 13/4"H x 834"W a aca 108" L Speed Bumps w/5-Holes Q" 5 4" 5XPRQ 
For Use with Nos. 29NH40 and 29NH35 9 12 2V4' 29NH36 
Includes Color L No. Caution Sign 
Carrying Case Yellow 10 ft. 33K180 18"H x 12'W, Recycled Aluminum — 12" 18" 36A808 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1131 





MATERIAL HANDLING 
Bollards & Protectors 


Scan. Order. Done. 
Details on page A1. 





; 


No. 5AB22 


Column and Corner 


100% HDPE is resistant to chemicals, 


rust, stress, and cracks. For indoor and 


outdoor use. Safety yellow. 


Column Protectors—Fit all types 
of columns. Key-lock minimizes 
slippage and assists with alignment 
during installation. Protectors install 
with two 2" black nylon belts with 
hook-and-loop fasteners (included) 


Fits Overall Item 
Column Size Height No. 
Column Protectors 

4" to 6" 42" 5AB22 
6" 42" 5PW11 
8 42" 5PW12 

10 24" 32NC66 

10 42" 5PW13 

12 24" 32NC68 

12 42" 5PW14 


No. 
FO0485 











aa add 





| i Hi 





No. 6YGO07 


Protectors ~ ELNSans® 


and are stackable. No. 5AB22 has a 
slim profile. 


Corner Protectors—linstall on over- 
head door frames, corners, vertical 
columns, or horizontally as machine 
or rack guards. Protectors install with 
bolts or nylon straps (not included). 
Sold in sets of two. 


Overall Overall Overall Inside Item 
Height Depth Width Dimensions No. 
Corner Protectors 
10 10" 6" 4x8 6YG07 
10" 6" 4°x 8" 6YG08 
No. 
E7132 
* GRAINGER 
APPROVED 


Bollard Covers 


ea + 
No. No. ! No. 
4GRE7 4GRF1 4GRF4 
Overall Inside 
Height Dia. Outside Dia. 
52 43/," 5 
60" ‘a 72%a" 
72" 8136" 96" 
otECTlOn, 
* m4 
Premium 
Column 
Protectors No. 33RH93 


PREMIUM COLUMN PROTECTORS 


These protectors are heavy-duty with 

air vents and deep pockets that deflect 
impact energy away from columns. LLDPE 

is semiflexible and stress-crack resistant. 
Chemical-resistant, nonconductive, water- 
proof, easy to clean, and removable for 
maintenance. Easy to install. Straps included. 
Sizes to fit most columns. 


CONCRETE WRAP COLUMN PROTECTION 


Easy-to-install polyurethane foam wrap 

adds a layer of protection around concrete 
columns, helping eliminate the constant chip- 
ping, painting, and maintenance to concrete 
columns. Semiflexible and crack-resistant. 


No. 33RJ03 


* 


GRAINGER 
APPROVED 


Bollard Covers 
With Reflective 
Strips 


HDPE is weather-, chemical-, 
and abrasion-resistant. Each 
comes with two foam strips 
and installation instructions. 


Yellow with Yellow with) Red with 
Red Tape White Tape| White Tape 


Item Item Item 
No. No. No. 
4GRE5 4GRE8 4GRF2 
4GRE6 4GRE9 4GRF3 
4GRE7 4GRF1 4GRF4 





No. 33RJ09 
COLLISION PROTECTION 
FOR PARKING STRUCTURE 
COLUMNS AND WALLS 


Easy and attractive way to add 
a layer of effective of protec- 
tion around parking structure 
columns and walls. Made of 
ARPRO®, a high-tech mate- 
rial specifically engineered to 
absorb impact. Provides soft, 
scratch-resistant protection to 
protect vehicles and columns 
from collision damage. These 
modular designs are easily 
customizable for any size 
column or wall space. 


Fits YELLOW | BLACK 
Nonconductive, chemical-resis- nee Fits Column Shape Height width: Includes uae tae 
tant polyethylene sleeves slide Column Protectors 
over bollard posts and can be 4" to 8" nndreciee 49" 16" (2) Straps 448102 | — 
trimmed for an exact fit. Reduce 6" RoundorSquare 42" 24" (2) Black Nylon Straps | 33RH92 | — 
rusting, chipping, discoloration, 8" Square 42" 24" (2) Straps 448R94 | — 
ae , , n (2) Black Nylon Straps, _ 
and painting. Sleeve wall is 8 RoundorSquare 42 24 Sutout tor Fire Ed. 33RH93 
approx. “6° thick. ‘tao __ Rectangle, 7 
8" to 12 Round, Square 42 20 (2) Straps 448T01 
Inside Overall > CHOOSE: Item g" Round 42" 24" (2) Black Nylon Straps 33RH94 | — 
For Post Size Outside Dia. Dia. Height Color No. 10 Square 42" 24" 9) St 448R95  — 
Ribhed = = = ae 1 Square 4a" «Om (2) Straps 448R96 | — 
‘dia. a" 4" : Black, Blue, Brown, Green, i ; ; (2) Straps, Cutout for _ 
6" dia. Tih 674i 56" Lime Green, Orange, | __FO485 12 Square oe Fire Extinguisher weeny 
8" dia. 10° 87%" 5/" Red, White, Yellow F0487 12" x 24" Rectangle 42" 38" (2) Straps 448R98 _ 
Smooth 14" Round or Square 42" 33" 33RH96 | = 
4" dia. 5 YA" 43" 56" E7131 16" Round or Square 42" 30. 33RH97 —_ 
6" dia. 7% A 56 Red, Yellow E7132 18° Round or Square 42" 38" ~—=—«<(@) Black Nylon Straps 33RHgg | — 
Sidi 9 BAS _____~SB dia. 934" 8% ot E7133 20" Round or Square 42" 38" 33RH99,  —— 
30" Round 42" 44° (2) Straps 448R99 | — 
Concrete Wrap Column Protectors 
24" Round 42" 44" (2) Black Nylon Straps 33RJ03 
24" Round 48" 44" and (2) Panels 33RJ04 — 
Securi ty Collision Protection 
1 u ; (4) Corners/Carton and _ 
5 , d ¥* GRAINGER 24 Square 39% 2M _etocking Keys 33RJ07 
O1nardas APPROVED | 24’ Square 39%4" 174" ean 33RJ06 33RJ08 
No. 45XC48 features a removable plastic cap 24" Square 394" 17V%4" straps. (4y Plaaks 33RJ09 | — 
with chain slots. No. 4NEN3 can be mounted 24" Round 301," 27%" (3) Planks Per Carton | 33RJ11_33RJ12 
indoors or outdoors. — — 13%" —27°%4" (12) Panels, (12) Wall Clips | 448T03 | 448704 
Collision Protection - Wall Clips 
Mounting 55 Vs" Rectangle 1¥," 1¥," (12) Clips Per Carton — (|33RJ13 
Overall Outside Plate Item Item Pk 
Height Dia. Dimensions Color No. L W Color No. aly. 
24" 4yet 8x8" __Yellow_ 45XC48 Parking Column Protector Straps 
42" 16 6" x 6" Silver SNPR6 100" eh Yellow 33RJ14 b} 
42" 116" 6" x 6" Yellow 5NPR7 100" 2" Black 33RJ18 Z 
No. 45XC48 No. 4NENS3 42." 4" 8" dia. Silver 4NEN3 Tou: 2 Black 33RJ20 2 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Guard Rails 








No. 
21XM05 
No. 21XL91 
= 2 GRAINGER 
Galvanized Steel Guard Rails APPROVED 
Corrosion- and impact- ol peel - item 
resistant rails mount on guard Pail eng! aa ° 
center. 5"-dia. mounting 1M aft Silver a 
" 4 : ver 
posis have 8” holes on 12¥8 BT Silver 21XL93 
center and 10" x 10" 1271" 10 ft. Silver 21XL94 
mounting plates. For = i a 12 ft. Silver 21XL95 
indoor and outdoor use. 18" 10" Safety Yellow 21XL98 
42" 10" Safety Yellow 21XL99 
60" 10" Safety Yellow 21XM01 
f2. 10° Safety Yellow 21XM02 
Accessories 
Flared End Guard 1644" 284 Silver 21XM05 
Buffer End Guard 1574" 26" Silver 21XM04 
End Cap 1374" z Yellow 21XL96 
Spring Post 24" 10%' Yellow 21XL97 


SteelGuard , 


GRAINGER : 
Rails APPROVED 
Guard rails include four end and top caps. Modular 
base unit has a 10" x 10" mounting plate. 
Overall Overall Item 
Height Length No. No. 
Guard Rall systems 21XL83 


4 ft. 21XL83 











19" 6 ft. 21XL84 
19" 8 ft. 21XL85 Pa 
19" 10 ft. 21XL86 

Modular Base Unit 
73" 10" 21XL87 

Collar Connectors No 
4" ch 21XL89 21XL90 
4" 147," 21XL90 

Overall Item 
Description Height No. 

Guard Rails 

ia 4" 22DN01 

bik L 4" 22DN02 No. 

7 ft. 8°L 4" 22DN03 22DN01 

9 ft. 7'L 4" 22DN04 

For Single Guard Rails 

End Post ai" 22DN07 GRAINGER 

Flush End Post 21" 22DN09 

Inline Post ot 22DN11 eats No. 22DNO06 

Three Way Post 21" 22DN13 

Corner Post 21" 22DN05 Modular Steel 

For Double Guard Rails F 

End Post 45" 22DN08 Guard Rails 

Flush End Post 45" 22DN10 . . 

Tlie Post 45" OODNI2” "4 dia. posts include rubber caps 

Three Way Post 45" 22DN14 and mounting bolts and have 

Corner Post 45" 22DN06 11" x11" —torner Post__4s"_22DN06_11"x11" mounting plates, plates. 





Hy ~ 


Plastic Barriers pitch 


No. 33K166 links with other barriers for longer spans. Two of the wheels are 
lockable. Nos. 19N881 and 19N882 interconnect with each other. 


1 oNnss1 


Overall Overall Item 
Description Height Length W Color No. 
Barricades 
Expandable Barricade 37" 132" Portable Barricade with 4 wheels Black/Yellow 33K166 
Barrier Guards 
Plastic 3995/4" TLV" 234" Yellow _ 19N881 
Plastic 40" ie: 234" Red 19N882 


Sign in to Grainger.com® to see YOUR Pricing and MORE 






No. 
5JEU5 


No. 5W810 


No. 


5W809 
* GRAINGER 


Ribbed Guard Rails APPROVED 


Combine as a modular system that can be installed, removed, or expanded. 1/s"- 
thick (11-ga.) galvanized steel for outdoor use. Industrial yellow powder-coat 
finish for indoor use only. 





Bolt-On Guard Rails—Easy to assemble and install. Impact-resistant, 2- 
and 3-ribbed corrugated design have no sharp edges or corners. Galvanized 
construction resists corrosion. 


Lift-Out Rails—Provide a strong barrier with easy accessibility. They have the 
same construction and profile as bolt-on rails, yet slide into post saddles for 
simple assembly. Each rail section includes two post saddles. 


Posts—Iwo post heights come in both in-line and corner configurations 

for single-row (high) and double-row (high) installation. Posts are made of 
round-corner, 4" square steel tube with 1%4"-thick walls, and are welded to a 
10" square, round-corner %'-thick steel base plate. Include hardware, bolts, 
anchors, washers, and nuts. 





SAFETY SAFETY 
YELLOW SILVER YELLOW SILVER 
Overall | Item Item Overall | Item Item 
Description Height No. No. Description Height No. No. 
Bolt-On Guard Rails Lift-Out Rails 
2-Ribbed 3-Ribbed 
1 ft 10%in| 5JEUS *| — 6 in 14% in | 5JEU3 7) — 
Of 10%in| 5JEU6 * — 1 ft 6 in 14% in | 5AE30 + — 
3 tt 10 %in| 5JEU7 *) — 2 ft 6 in 14% in| 5AE31 + — 
4 tt 10%in| 5JEU8 *) — 3 ft 6 in 14% in | 4wz74 + — 
5 tt 10%in| 5JEU9 * — 4 ft 6 in 14% in | 5AE32 + — 
69 in 10%in| 5JEVO *) — 5 ft 6 in 14% in | 4WZ75 + — 
7 ft 10%in| 5JEV1 * — 6 ft 6 in 14% in| 5AE56 + — 
8 tt 10%in| 5JEV2 *) — 7 ft 6 in 14% in | 4W276 + — 
9 ft 10%in| 5JEV3 *) — 8 ft 6 in 14% in| 5JEU4 + — 
10 ft 10%in| 5JEV4 * — 9 ft 6 in 14% in | 4W277 + — 
3-Ribbed Posts 
8 in 14% in| 5JEU1 *) — 2-Ribbed 
1 ft 8 in 14%in| 5AE57 *) — Single High - 7 
2 ft 8 in 14% in| 5AE58 *| 5JEV7 Universal Center 12%" | SJEX9 
3 ft 8 in 4%in| — 5JEV8 riple Hi i 
Att 14% in| 5ws04 *) — nIMivereal Center 42% SJEYO ~~ 
4 ft 8in 14%in| —  |SJEV9  _3-Ribbed 
5 tt 14%in| 5AE59 *) — Single High 181%" | 5wW808 | 5JEX5 
5 ft 8in 14 in| 5W805 *  — Corner _ 
6 ft 8 in 14% in| 5AE60 *| 5JEX1 Single High 4815" | 5W809 | 5JEX6 
7 ft 8 in 14% in | 5W806 * 5JEX2 enter High 
8 ft 8 in 14% in| 5JEU2 * — cae. Ig 425%" | 5W810 | 5JEX7 
9 ft 8 in 14% in | 5W807 * 5JEX4 Double High 
10 in 14%in| — 5JEV5 Beater 4254" | 5811 | 5JEX8 
7 re th is 4" aaa than the Te Lift-Gut Rall Pocket 
t Rail length is 6" shorter than the nominal size. ee Ribbed 40 %in | SUEYI | — 
HELE HH | 
| 
f * ss a3aG08 No. 31DW07 
Crowd Control” 
row ontro 
e a * GRAINGER 
Interlocking Barriers APPROVED 


All-welded steel construction with gray or yellow powder-coat finish. Multiple 
units can be attached together with welded-on rod hook and sleeves. Upright 
bars are vertically spaced at 5%" intervals. 


Overall Overall Item 

Pipe Dia. Length Height Includes Color No. 
Frame 112", Vertical 101" 42Y4"' Linking Hooks and Eyes Silver 12G309 
Bars ¥%" 125" 424" Linking Hooks and Eyes Silver 126310 
Eranna die: Vartical 102" 40%" (2) Curved Removable Feet Yellow 31DW07 
Bars 4° 102" 40%" (2) Flat Removable Feet ‘Yellow 31DWO9 
102" 40%" (2) Wheels Removable Feet Yellow 31DW08 
Frame 1%", Verticals 4" 102" 40%" (2) Curved Removable Feet Yellow 31DW06 








MATERIAL HANDLING 





Machine 
Guard 


* 


GRAINGER 
APPROVED 


Machine Guards 


and Safety 
Bollards 


All-welded construction. Mounting plate is 8" 
x 8" and predrilled with four “"-dia. x 1%" 
slotted holes. Steel has yellow powder-coat 
finish. Order Installation Kit No. 1F138 or 
1F139 separately. Nos. 1GUD7 and 1GUD8 
have 10" x 10" mounting plate and come with 
removable caps that can be concrete filled. 


No. 
2HER9 


* 


GRAINGER 
APPROVED 


Safety 
Handrail 
System 


= Yellow powder-coat finish 


Round steel pipe system 

is 1%8"D x 42"H, with 21" 
midrail. Installs and removes 
easily. Square system has 
¥g" slotted holes on 4" x 4" 
mounting plate. Use connec- 
tor pieces to make 90° turns 
or length adjustments. 





Double 
No. 54XU47 


* 


GRAINGER 
APPROVED 


Steel Folding 
Dock Gates 


34" x ¥g" 15-ga. U-channels riveted 
back-to-back construction. Equipped 
with self-securing center drop-in pin. 
12-ga. steel vertical gate rails are 11/2" 
Xx 14%". Universal mounting on face or 
in casing. Powder-coated finish. Include 
brackets, bearing washers, casters, and 
lock lugs. Padlocks not included. 
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Guards, Gates & Fencing 


Overall Overall Pipe Item 
Height Length Dia. No. 
Machine Guards - Low Profile 
g" 3 it. 4¥%" _ 1GUD9 
Q" 4 tt. 4¥o" _ 3KR78 
spat 8" at 49° 10UE2 
2 
rere, Machine Guards - High Profile 
24" Le Yo" _ 1GUE3 
24" 4 tt. 4¥" _ 1GUE4 
36" OT: 4¥" _ 1GUE5 
36" hid AY," _ 2WJJ3 * 
36" 4 tt. 4¥)" _ 1GUE6 
36" 4 tt. 4Vo" _ 2WJJ4 * 
42" 4 tt. 4¥" __ 3KR/0 
42" 4 tt. AY" 2WJJ5 * 
Corner Guards 
24" 2 tt. AY" _2\WJH8 
24" 2tt.6 4%  2WJH9 
36" 2 tt. 4Y" — 2WJJ1 
36 ft 6 4M OWIJ2 
Bollards 
24" — 4¥" 1GUD5 
36" —_ AY," — 3KR45 
36" —_— 94%"  1GUD7 
42" — 4¥" 1GUD6 
42" — 5%" 1GUD8 
* Includes Mid-Rail. 
No. 
2HEK7 
Overall Overall Item 





Scan. Order. Done. 
Details on page A1. 





No. 
19N865 





Post 





Panel 





Machine Guard System APPROVED 


Up to 12" sweep. Panel system is held in place with pins, brackets, and safety 
nuts. Can be reconfigured. All-steel, welded-wire post. Lockable hinged doors. 
Includes safety socket wrench. Meets ANSI and OSHA standards. 





Description Length Height No. Item Item 
Round a 19° — HERO Description W H No. Description W H No. 
Handrail Section - Steel a9" 45" OHETI Wire Partition Panels Posts 
Pipe Construction i 7 tt. 5 iL 19N873 Machine Guard 2" hie 19N876 
9642 2HET2 oft. 7 ft.  19N868 Line Post 8 ft. 19N874 
2442 _CONPN2 3ft. 5ft.  19N872 Offset Wire * Bt 49N875 
7—57—Snpw | 1Paneland2 sit. ¢ft. 19867 Partition Post : 
Handrail Section - Aluminum 60" a5 SNPN5 Safety Nuts 4A ft. 5 ft. 19N871 Wire Partition 9" 6 tt 19N877 
Pipe Construction i i 4 tt. TM. 19N866 Corner Post " 
(242 ONPG 5 ft. 5ft.  19N870 Doors 
8442 ONPN7 5ft. 7 ft.  19N865 Machine Guard 4ft. 7ft.  19N878 
. 96 42” SNPNS Sit. 5ft.  19N869 Hinged Door  3ft. 7 ft. 19N879 
Single Socket Mounting Base 5 4 2HER/ Welded 
Double Socket Mounting Base 7" 4" 2HER8 Wire Door 4 ft. 5 ft. 19N880 
Mounting Kit with Pkg. of 4, 2" 3" Yo" OHET3 
0.D. x 3" L Concrete Lag Bolts : 
Square = 
Handrail Section ae ae aE 
Handrail Section w/ Toe Board ae ate ered 
Connecting Rail ae — ante 
Corner Connector 898° — 2HEN4 Panel ost 
No. No. 
Opening Folded Folded InUse Item 19H220 
Width Height Width Height No. eee 
Single 
3to4ft. 7ft. 11" 6ft 54XU44 
Stott. 7ft. 11" 6ft. 54XU43 ® ? 
7ft. 11  6ft. 54XU42 
rt iv" oft _saxua2_ | Saf-T-Fence® Machine 
6to7ft. 7ft 11" 7ft. 54XU40 H H 
7 ft. 11° T% ft. 54XU39 Perimeter Guarding CORPORATION 
mae uy a Sarit = Economical alternative An all-steel, modular system of panels, posts, and 
rit ii" 6 ft, 54X37 to permanent walls hinged doors protect machinery, employees, and 
710 8 ft, oe oe use” | * Combines security, visitors. Easy to assemble with interchangeable 
Sit. 11 7%ft. 54XU34 strength, and flexibility panels and posts. 10-ga. welded wire mesh with 
Sit, 11 8 ft. 54XU33 1%" x 2" grid openings welded to 1%" x 1%" 
ston ttt 7 ft. S4XU31 ir ‘ : : g ¢ . 
-"7f. 15" 6% ft 54XU32 X 14-Qa. Steel angie irames. 
7ft 15° 6%ft. 54XU46 
8 to 10 fi. . Overall Overall Item Overall Overall ltem 
i aS ea 6 a) A Description Height Width —_No. Description Height Width No. 
po eee Panels Hinged Doors 
Sit. 10) 7a ft. S4XU30 4.10" 10" _19H236 Includes (1) 5 ft.  3ft.  19H246 
Double aft. 10" 1.4"  19H238 Door and 
6tostt. 7ft 11 6 ft. 54XU47 4ft. 10" 1ft.7"  19H240 Mounting 5ft. 4ft  19H248 
sto tof of li" 6 ft. 54XU57 4ft. 10" 2tt.3"  19H243 Hardware 
“Tf. 11  7ft. 54XU56 a fo" 2 ft. 10" 19H221 Includes (1) 
10 to ; ft. 10" 3ft. 10" 19H222 Door with 
sof, 7 AE TT 6 ft. S4XU55 att 10" 4 ft. 10" 191223 Cylinder Lock 5ft. 4ft  19H229 
12 to Ff ft. 10" 5 ft.10"  19H245 and Mounting 
fant TTY TR SOE | panel and” ETOP 10" TaHg2a Hardware 
14 to ; . oily Oe ncludes | t. 
ieft, “ft 11° 6ft 54XUS3 Hardware Kit 7 #"49"-—{or 49H237 Door with 
7ft. 11 7 ft. 54XU51 81 1619239 eader Bar 
745 BSL BAKUS2 7H. 10" 1 ft. 7" 19H241 and Mounting “7% = 4 ft. 19H249 
18 ft. —J5 p90 6%  35LF23 7ft.10° 2ft.3"  19H244 Includes (1) 7ft. oft.  19H230 
TietL D5 7 HL BBLFDA 7 ft. 10° 2 ft. 10° 19H226 Door with 
Tat 715" 654X040 82" 3 t. 10" 19H227 Cylinder Lock 
° : a 6 ft. 10° 4 ft. 10° 19H228 and Header Bar 7ft.  4ft. 19H231 
20ft.  7ft 15" 7%ft. 54XU48 BoE and Mounting 
Portable Single 6'Dx2'WeBase 5ft.3° 3°  19H232 Hardware 
6to/ft. 6 ft. 11° 6 ft.  54XU28 6"D x 6'W Base 5 ft. 3" ck {9H233 
Portable Double 6"D x 2';W Base 7 fi. ry 19H234 
1to12ft. 6 ft. 2/' 6 ft. 54XU29 6'Dx6'W Base  / ft. om 19H235 
Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE® MATERIAL HANDLING 


Find the wy. Find Solutions. Find Great Prices. Pallets 







No. 4RCN2 
No. 3AZG6 


No. 45VY63 





Dynamic Static Load Item 
Pallet Entry Load Capacity Capacity L W H Color No. 
Extruded Aluminum Pallets 
Stackable 
6000 Ib. 48" 42" 6" Silver 1MCU1 
2-Way 1500 Ib. 6000 lb. 48" AB V4" 6" Silver 1MCU2 
Plastic Pallets 
Modular 
4-Way 500 Ib. 24" 24" 354" Brown ARCN2 
1000 Ib. 70" 24" 358" Brown ARCN3 
Nestable 
1500 Ib. 3500 Ib. 48" 40" 5V," Black 49K078 
A Nay 4000 Ib. 30,000 Ib. 48" 48" 57," Black 3VAU1 
2750 Ib. 15,000 Ib. 48" AQ" By" Black A5VY63 
1200 Ib. 7000 Ib. 48" 40" 6" Black 2PE64 
Rackable 
30,000 Ib. 48" AQ" 55," Black 20HK76 
30,000 Ib. 48" 40" 6 VA" Black 20HK77 
30,000 Ib. 48" 40" 6 VA" Black 418C83 
4-Way 5000 Ib. 30.000 lb. 48" 40" BVA" Blue 418084 
30,000 Ib. 48" 40" BY," Black 418C85 
30,000 Ib. 48" 40" 6 yA" Blue 418C86 
Partial 6000 Ib 30,000 Ib. 48" AQ" 6" Black 3VAT7 No. 5WRPO 
4-Way 30,000 Ib. 48" 40" 6" Black 3AZG6 
Stackable 
500 Ib. 1000 Ib. 24" 24" 4" Gray/Black 24PK34 
1500 Ib. 48" 40" 9’ Gray/Black 24PK33 * * GRAINGER 
o-Way 1500 Ib 3000 Ib. 36" ap! 4%" Gray/Black + 33W748 APPROVED 
3000 Ib. 36" 36" 5" Gray/Black 33W749 
3000Ib. 60’ 42" 4¥%5' Gray/Black _ 38W752 Pallets 
3000 Ib. 6000 Ib. 96" 48" 5" Gray/Black 33W753 
1500 Ib. 3000 Ib. 48" 40" Ayo" Gray/Black _33W750 Extruded Aluminum Pallets— Stackable—Provide high load 
ae a ch ora ek Ee Feature three strings across the capacities for handling and ship- 
9300 Ib. 6500 |b. 48" 40" 55," Black 49K079 bottom for increased strength. ping heavy products. Stackable for 
3000 Ib. 6000 Ib. 96" 48" a. Gray/Black 24PK32 . efficient storaae. 
4-Way 30.000 Ib. 48" 40" Bi Black  20HK79 Plastic Pallets—Provide 9 
seat oN " ae ies me Black znHKs two-way entry by pallet truck Modular—Allows pallets to be 
; g" 3 i ac : 
30000 Ib 13° 10! 57" Biack A8KR13 and four-way entry by fork truck. — configured to any length or width. 
30,000lb. 4874" 4895" WA Black 3VAT5 Maintenance-free and moisture- Nestable—Lightweight and 
Presswood Pallets j j j i 
Frese resistant, will not rot or splinter. durable for easy handling, 
ea a ‘ on " a ee a Brown aay Presswood Pallets—Nestable Nestable when empty to reduce 
-Way ; i : " ac : : ; 
4000 Ib. 20.000 Ib. 48" 48" 6 V4" Gray 19UC19 se arcades ak space and freight cost. 
Stackable : = 
1000 Ib. 8000 lb. 24" 2A" 5% Black 38TA10 Manufactured from recycled wood irae Allow a oducts to hes 
4-Way 2000 Ib. 15,000 Ib. 48" 24" 51" Black  38TA11 aateriale stored in a variety of supported or 
3000 Ib. 7500 Ib. 48" 40" 57, Black 19UA98 edge rack systems. 
*Includes 4 casters 


* GRAINGER 
APPROVED 


Aluminum 
Tilting Pallet 
Dollies 


Steel, replaceable hexagonal 
axles prevent axle rotation. 


—_= —s 












“ | Dollies are compatible with ; 
Adaptable Pallet “a erpateacuncar en: 6 Roller 
| =, all pallet systems. 4” No. 484103 
Save floor space by creating custom pallets from 12" to 8-ft. long using inter- overall height. 
locking units. EZ Band notch on end of each unit provides a way to cross-band 6 ROLLER | 8 ROLLER |10 ROLLER 
product to the assembled pallet at every 12". Lightweight pallets are ideal for 4000-Ib. | 6000-Ib. | 8000-Ib. 
closed loop or returnable system, in-house movement, and shipping of varying- ae ae aaa 
sized items. Units allow for easy storage of supplies that need to be kept off the Platform Width Platform Length No. No. No. 
ground. 36" 36" 48J103 | 483110 | 48J114 
36" 48" 483105 — — 

Pallet Dynamic _ Static Load Item 42" 42" 48J107 — — 

Entry Load Capacity Capacity Rackable Cap. L W H No. 42" 48" 48J108 48J113 48J118 

4-Way 625 Ib. 625 Ib. Not Rackable 12" 40" 6" 38G104 48" 48" 48J109 — 483119 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1135 





MATERIAL HANDLING Scan. Order. Done. 
Pails & Pail Accessories Details on page A1. 








PAIL W/ PAIL W/ 
METAL HANDLE | PLASTIC HANDLE | PAIL W/NO HANDLE 

Item Item Item 
Cap. Dia. H Color No. Color No. Color No. 

Square Pails (Lids Included) 
4.0 gal. gy," 1 White 49EN39 — — — — 

Round Pails (With Lids) 
3.5 gal. 11%" 12%" — — White 49EN28 — — 
5.0 gal. 11%!" 16" — — White 49EN59 — — 
6.5 gal. 114%" 191%" — — White 49EN30 — — 
= a Round Pails (Lids Sold Separately) 

1.0 gal. 8" 7¥%4" — — White 49EN46 — — 
eee so eer no onuee 20gal. 9%  9%e’ | White 49EN50|  — = =—— 
2.0 gal. gy," gy," — — White 49EN51 — — 


Se 


3.5 gal. 11% 107' White 49EN25 |) White 49EN26 = _ 


iF No. 42X641 5.0gal. 11% 14%" | Blue 49EN54| Blue 49EN55 = — 


5.0 gal. 117%' 1472 Green 49EN60 | White 49EN49 = = 


ose "/% 5.0gal. 11% 147" | Red 49ENG4/ Natural 49EN36 | — — 
* 5.0gal. 11%" 147, Red 49EN65)  — — — — 
GRAINGER 5.0gal. 11%" 147%" | White 49EN48,  — — — — 
5.0gal. 11%" 147%" | Yellow 49EN70) — — — — 
APPROVED wah tea 50gal. 11% 1474" | Black 4QEN34|_ — = “a 
Pl ti Shi d St E il 5.0 gal. 11%' 14%" Natural 49EN35 — — — _ 
astic Shipping an orage Falls 50gal. 12" +144" | — | — | White 6XDZ2*| —  — 
6.0gal. 11%" 17% | White 49EN27,)  — — — — 
Commercial-grade containers for all industries are designed for food, water, and 107 ai 14" D0 = = = — White 42X641 * 
chemical applications. No. 49EN65 features Grainger logo printed on the side. 12.2 gal. 15%" or — — — — White 6KDZ5 * 
Round Pails (Closed Head) 
FDA 21 CFR 177.1520 except as noted. BOgal. 111%" 14'%e = — White AGEN?G — -— 
TAMPER EVIDENT 
SNAP TYPE LID TEAR TAB W/GASKET LID TEAR TAB W/SPOUT LID PLAIN LID W/SPOUT | SCREW CAP W/REDUCER| SCREW CAP W/REDUCER 
For Use Item Item Item Item Item Item 
With Color H_ Dia. No. Color H__ Dia. No. Color H_ Dia. No. (Color H Dia. No. Color H Dia. No. (Color H_ Dia. No. 


Lids for Round Pails 
49EN25, 49EN26, 
49EN27, 49EN48,|} White %c' 12%6° 49EN37 | White 1%6° 12%6' 49EN43) White 1%6° 12%c6' 49EN45 White 1%6° 12%6' 49EN38}; — — — — = =. = = 


A49EN49 

49EN29 —- —- — _ _- -—- = _ _ _- — _ _- - = — White 1%" 234" 53CJ85 White 1%" 234" 53CJ86 
49EN34 Black %e" 12%6° 49EN31 | Black 1%6° 12%" 49EN33 > Black 1%6° 12%" 49EN32; — — — —- |- -—- — — —_- —- — — 
49EN35, 49EN36 | Natural %e° 12%6° 49EN40 (Natural 13%6" 12%" 49EN42 Natural 1%6° 12%" 49EN41; — — — — |- — — — —_- — — — 
49EN46 White ‘6 8%" 4A9EN47 | White 1° 8%" 406F13) — —_- — — —- — — —- |- —- — — —_- —- — — 
49EN50, 49EN51 - —- — — White 1%" 97%" 49EN53| White 1%c' 9%" 49EN52; — — — —- |- —- — _— - —- — — 
49EN54,49EN55 | Blue %e' 12%6° 49EN56 Blue 1%6° 12%" 49EN58) Blue 1%6° 12%" 49EN57; — — — —- |- —- — — —- —- — — 
49EN60 Green %c' 12%6' 49EN61 | Green 1%6° 12%" 4AQEN63| Green 15%6° 12%" 49EN62|; — — — —- |- —- — — —_- —- — — 
49EN64, 49EN65 | Red %e' 12%6" 49EN67 Red 1%6 12%" 49EN69| Red 1%6' 12%" 49EN68; — — — —- |- -—- — _— - —- — — 
49EN70 Yellow “%e 12%6 49EN71 | Yellow 1%6° 12%" 49EN73) Yellow 1%6° 12%" 49EN72|; — — — —- |- -—- — — —_- —- — — 
42X641 SS = _ _- -—- = _ — _- — — _- -—- =— —- |- —- — —  |White 2.25" 14.54" 6KDZ6 * 
6KDZ5 —_- —- — — —- — — — — —_- — — —- — — —- |j- —- — —  |White 2.25" 15.47" 6KDZ7 * 
Accessories 

Plastic Pail Liner | Natural 13%" 1114" 49EN66 - —- — — — _- — — —- —- — —- |- —- — — - —- — — 
Low Density 

Polyethylene Natural — — 490211 = mn — a tt ee — — == = = = — ae ae — 
Pail Liner 

High Density 

Polyethylene Natural — — 490212 — — — ee — — SD [a ae ce — = ee — 
Pail Liner 

Drum Bun Gold/ ‘ 

Wrench : Blue its” 2¥AG5 i ei 7 i — = ais — fo 7 — -_ 


*Do not meet FDA 21 CFR 177.1520. 


No. 
1TMHG \ 


Black Blue Green Yellow 


* GRAINGER 





Screw-On Lids APPROVED 
= 12" dia. ee item 
ste GRAINGER For use with 314- to 7-gal. plastic pails. Constructed Black Ble, Geen a 
= 2 ed, White, Yellow 
Steel Pails APPROVED of polyethylene and styrene-butadiene rubber. 





Black steel pails feature a rust 
inhibitor lining to resist corrosion. 





SPOUT * GRAINGER 
STANDARD | W/TEAR | LEVER 
LIDS TAB LIDS | LOCK LIDS Buckets . paboeNere 
Item Item Item Item Galvanized and stainless steel tapered pails are 
Cap. Dia. H No. No. No. No. . ‘ 
Black Pails corrosion resistant. Round shape. 
5.0gal. 11% 13%" |1TMH6 | 1TMH8 1TMH9 6MRJO Item 
5.0gal. 113%" 13%" |1TMH7*| 1TMJ1 *| 1TMJ2 * |6MRJ1 * Cap. Dia. H No. 
Pail Accessories Steel 
Pail Lid Closer For Use With | gripiig 3.3 gal. 12%! 9 Ve" 3CYK9 


1TMH6, 1TMH8, 1TMH9 7 = = 5.0 gal. 14%" 11" 3CYL1 


Pail Liner For Use 490208 _ _ = 304 Stainless Steel 
With Steel Pails 3.3 gal. 1294" 10" 3CYL2 
5.0 gal. 15%" 11" 3CYL3 : 


* Meets UN 1A2/Y1.5/70 Standards. 
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GRAINGER CHOICE* MATERIAL HANDLING 
Find the yf. Find Solutions. Find Great Prices. Carboys, IBCs, and Liquid Storage Tanks 


» ——7 
" 
\ 
: 
: 
| | 
t : 






No. 
3GFG7 
No. = 

* GRAINGER 21YK53 

APPROVED 
Jugs and 
Carboys No. 3GFH4 
CARBOYS 
Translucent resin carboys store larger volumes of liquids or solvents. 
JUGS YW Pey=GRAINGER 


ae — iat tiie APPROVED 
Store smaller quantities of liquids and powders at the jobsite.Lightweight metal 


jugs are made of tin-plated steel to protect against breakage. Threaded caps are | Intermediate Bulk 





tin-plated steel with rubber liner. Containers (IBC) 
Item 
pasHee Style Cap. Includes Material No. = 6" top fill cap Use in applications where it is criti- 
asti¢ Garboys : - : : 
Square. Low Profile 4 gal Threaded Cap PE 3GFG7 = 2" butterfly valve with EDPM gasket cal to ship and store materials in 
Rectangular ‘3 gal Threaged Kap AbDE ats = Natural color the same container. Can be used 
0Z readed Cap : : : : : 
Cylindrical 1 gal Threaded Cap HDPE 1YK23 = Accessories available on Grainger.com® with either hazardous or nonhaz- 
2 al Eco a atu : ae Outside Dim. item  ardous liquids. HDPE plastic tank 
; Oz readed Cap 2 a 
ao T gal Threaded Cap HDPE 21YKi9_ | -y pth) — atte —grg aor — aries (128 & UV blocking adaltive. 
Rectangular 64 07 Threaded Cap Metal 3DAA8 eoUigak seve" 4 _ 2 _21Yn8 
* Wide mouth. 
; [Pittetaseeee =| 
[Sete =| ———} 
ane No. 
2ZRG1 
No. No. [TTSMYDER == _— « 
2ZRF1 2ZRA5 2 7 4 
Horizontal Liquid ~ 
[/SMYDER Storage Tanks 
Vv ri [ Li 7 d St IF = UV resistant RECTANGULAR AND SADDLE TANKS 
ertical Liqui orage = High-density linear polyethylene For sprayer pumps, see page 2669. 
Tanks and Stands = Wall thickness: 1/4" 
. . = Max. temp.: 130°F Rectangular—laller and narrower 
= UV-resistant Tanks—High-density polyethylene tanks are All st pak NSF 61 and EDA than Saddle Tanks, these tanks provide 
= High-density linear designed for storing, mixing, and transferring : 7 a aed ea : : ‘ei equal storage space and are suited for 
polyethylene compatible liquids in industrial and manufac- | Compliant (except tanks with fittings). caller vehicles. 
= Wal thickness: 6" turing applications. They feature gallon and HORIZONTAL-LEG TANKS Sadia Fac hashose mean 
= Max. temp.: 130°F liter indicators, and 14" to 18° fill openings Used in municipal, transportation, brass studs for mounting spray pumps. 
NSF and FDA Compliant (except | (85-gal. tanks have 6" openings). Open-top | agricultural, and construction markets — gmail size suits them for use on 
tanks with fittings). Horizontal tanks come with lid cover. For bulkhead to carry compatible liquids to remote —_ajl-terrain vehicles. For replacement 
Liquid Storage Tanks and Stands _ fittings, see page 2817. locations. fittings, see pages 2556, 2557 
are sold on page 1137. Stands—Can be used with all vertical tanks. aa : te i eitovenias ian 
CLOSED TOP TANKS OPEN TOP TANKS (gal.) (in.) (in.) (in.) Dia. (in.) Connec. (in.)| _No. 
Tank No Fitting w/Fitting No Fitting Horizontal Leg, Closed Top 
Tank Bottom Dia. H Item H Item  Connec. H Item 30 20 23 26 6 — 2ZRF5 
(gal.) Dia.(in.) (in.) | (in.) No. (in.) No. (in.) | (in.) No. 30 20 23 26 6 1 FNPT 2ZRF6 * 
30 18 22 — — — — — 31 2ZRD5 60 39 23 26 6 — 2ZRF7 
35 18 22 36 2ZPZ8 | 36 2ZPZ9 1 — — 60 39 23 26 6 1 FNPT 2ZRF8_* 
55 22 26 — — — — — 37.‘ 2ZRD6 125 49 30 35 10 — 2ZRF9 
60 22 26 40 2ZRA1 | 40 2ZRA2 1 — — 125 49 30 35 10 1 FNPT 2ZRG1 * 
90 30 34 41 2Z7RA3_ | 41 ~—«2ZRAA 1 36 2Z2RD7 230 52 38 43 10 — 2ZRG2 
120 30 34 51 2ZRA5 | 51 —2ZRAG 1 47 2Z7RD8 230 52 38 43 10 1 FNPT 2ZRG3_* 
150 30 34 61 2ZRA7 | 61  2ZRA8 1 57 2Z2RD9 300 VA 38 43 10 — 2ZRG4 
200 36 40 57. 2ZRA9 | 57 _—-2ZRC1 2 53 2ZRE1 300 72 38 43 10 1 FNPT 2ZRG5 * 
250 36 40 69  2ZRC2 | 69  2ZRC3 2 65. 2ZRE2 525 75 48 53 10 — 2ZRG6 
275 42 47 59  2ZRC4 | 59  2ZRC5 2 53 2ZRE3 525 75 48 53 10 2 FNPT 2ZRG7 * 
330 42 47 68 2ZRC6 | 68 2ZRC7 2 63 2ZRE4 Pest Carrier, Closed Top, Rectangular 
360 48 53 59  2ZRC8 | 59  2ZRC9 2 53. 2ZRE5 30 2 6 — 2ZRG8 
440 48 53 69  2ZRD1 | 69  2ZRD2 2 64 _—2ZRE6 50 38 20 22 6 — 2ZRG9 
500 48 53 77 2ZRD3 | 77 ~~ 2ZRDA4 2 72 2ZRE7 100 38 30 31 10 — 2ZRH1 
H W Item 150 48 36 29 10 — 2ZRH2 
in (in.) For Use With No. 200 49 37 39 10 — 2ZRH3 
Tank Stands 325 69 38 3/ 18 — 2ZRH4 
40 31 90, 120 and 150 Gal. Tanks 2ZRE8 Saddle Tank, Closed Top 
41 36 200 and 250 Gal. Tanks 2ZRE9 15 32 14 14 6 — 2ZRF3 
42 48 275 and 330 Gal. Tanks 2ZRF1 25 36 18 16 6 — 2ZRF4 
43 93 360, 440, and 500 Gal. Tanks 2ZRF2 * Supplied with FNPT Banjo® bulkhead fitting. 
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MATERIAL HANDLING 
Drums 


Scan. Order. Done. 
Details on page A1. 










No. 
21YK41 


* GRAINGER 
GA APPROVED 


Carbon Steel Transport Drums 


Lined drums feature a modified pheno- Closed-Head—Drum lids are perma- 


No. 2GTY5 

lic coating that resists corrosion and nently secured and include 2" and 

chemical reactivity. Unlined drums are 3/4" steel plugs and flanges with Buna | + 
treated with a mild rust inhibitor. gaskets. inte eee 


Open-Head—Removable covers 
are EPDM-gasketed with either a 
UN-qualified lever lock or bolt. No 
tools, torque, or ring gap measure- 


Salvage/Overpack—Use open drums 
for transporting leaking or damaged 
containers. Covers are EPDM-gasketed 
and secured with lever lock ring 


Stainless Steel Transport Drums 


Stainless steel drums feature better corrosion resistance and tensile strength 
than carbon steel drums. Type 304, 2B finish. Open-head drums close easily 














ments are required for lever lock ring. closures or bolt. Yellow drums with red | with a carbon steel bolt ring closure. Closed-head drums feature a 2" x 3/4" 
cover feature "Salvage Drum" logo. flanged fitting with a Buna gasket. 
Volume UN Rating UN Rating Overall Inside Item UN Rating Overall Inside Item 
Capacity Gauge Solid Liquid Height Dia. Drum Color No. Volume Cap. Gauge UN Rating Solid Liquid Height Dia. No. 
Open Head Open Head 
Bolt Ring Closure 9 gal. 20/20/20 1A2/X60/S 1A2/Y1.5/150 10%" 14" 20UK70 
© gal. 20 1A2/X60/S_1A2/Y1.8/150 10%' 14" Black w/White Cover 19K299 8 gal. 20 1A2/X96/S 1A2/Y1.8/150 15%" 14" 5ERJ6 
10 gal. 20 1A2/X120/S_ 1A2/Y1.8/150 19° 14" Black w/White Cover 4GY27 10 gal. 20 1A2/X120/S_ —_1A2/Y1.8/150 19" 14" 1MLC2 
16 gal. 20 1A2/X200/S_ 1A2/Y1.5/150 27% 14" Black w/White Cover 1HBG8 16 gal. 20 1A2/X200/S_ —_-1A2/Y1.5/150 2/' 14" 2GTY7 
20 gal. 18 1A2/X220/S_ 1A2/Y1.5/150 21%" 18%" Black w/White Cover 1HBG9 20 gal. 16/18/18 1A2/X160/S_ —_1A2/Y1.5/150 21%" 18%" — 2GTY5 
30 aal 20 1A2/X235/S_1A2/Y1.5/150 29" = 18%" Black w/White Cover 5ERH3 30 gal. 16/18/18 1A2/X225/S_ —_-1A2/Y1.5/150 29" 18%" _ 1HBH3 
gel. 18 1A2/X235/S_1A2/Y1.5/150 29" = 18%" Black w/White Cover 4GY28 16/18/18 1A2/X440/S_ —_-1A2/Y1.5/150 30/4" 22% _1MLC4 
18/20/20 1A2/Y425/8 1A2/¥1.2/100 34%" 22%" Black w/White Cover 5ERH2 55 gal. 16 1A2/X430/S___1A2/¥1.5/200 3472" 222 _ AGY38 
16 1A2/X430/S_1A2/Y1.5/175 34%" 22%" Black w/White Cover 1HBH2 18/18/18 — 36" 22%) _ 20UL06 
18 1A2/X435/S_1A2/Y1.5/150 34%" 22%" Black w/White Cover 4GY29 85 gal. 16/16/16 TN2/KX440/5 — 39" 26' __- 20UK71 
18/18/18 1A2/X400/S_1A2/Y1.8/200 34%" 22%! Black SKYY6 Open Head with 2 and %4" Fittings in the Cover 
55 gal. _ 18/20/18 1A2/X400/S_1A2/Y1.8/200 34%" 221" Blue 23Y332 95 gal. 16 1A2/X430/S___1A2/Y1.5/200 341/" 22%2 _2GTY9 
18/20/18 _1A2/X400/S_1A2/Y1.8/200 34%" 221" Gray 23Y345 Closed Head 
16/18/18 _1A2/X400/S_1A2/Y1.8/200 35" 23%" Black w/White Cover 484X61 8 gal. 20 — 1A1/X1.4/250 16%" 14" 5ERJ/ 
18/19/18 1A2/X400/S_1A2/Y1.8/200 35° 23%" Black w/White Cover 484X62 10 gal. 20 — 1A1/X1.4/250 19/4" 14" 1MLC1 
18/20/18 — TA2/Y1.6/200 35° = 23%" Black w/White Cover 484X63 16 gal. 20 — 1A1/X1.2/250 27" 14" 2GTY8 
Bolt Ring Closure, Lined 20 gal. 18 — 1A1/X1.2/300 21% 18% _ 2GTY6 
10 gal. 20 1A2/X120/S_1A2/Y1.8/150 19° 14" Black w/White Cover 1MKZ5 30 aal 18 — 1A1/X1.2/300 29% 18%" _1MLC3 
30 gal. 18 1A2/X235/S 1A2/¥1.5/150 29" 18%" Black w/White Cover 1MKZ9 gat. 18/18/18 — 1A1/X1.2/300 29% 18%" — 20UK83 * 
Bolt Ring Closure, nee with 2 x 9%" Fittings in the Cover 16 — 1A1/X1.8/550 30 V4" 22%)  19K327 
50 gal. 18 A2/X435/S_ 1A2/Y1.5/150 34%" 22%" Black w/White Cover 2GTW7/ 55 gal. 18 — 1A1/X1.8/300 30/4" 22% _A4GY37 
Bolt Ring Closure with , x ¥4" Fittings in the Cover 18/18/18 — 1A1/X1.8/300 35 Ya" 22%  20UK84 ~ 
30 gal. 18 1A2/X235/S_1A2/Y1.5/150 29" = 18%" Black w/White Cover 2GTW9 * Type 316, 2B finish. 
90 gal. 18 1A2/X435/S_1A2/Y1.5/150 34%" 22%" Black w/White Cover 2GTW5 
Lever Lock Ring Closure 
16 gal. 18/20/20 1A2/Y200/S — Th 27" Black w/White Cover 1MKZ7 
20 gal. 18 1A2/X220/S — 21% 18%" Black w/White Cover 1MKZ8 
30 gal. 18 1A2/X235/S — 29" 18%" Black w/White Cover 1MLA1 
20/18/18 — — 34%" 2203" Black 21YK41 
55 gal. 18/20 1A2/Y425/S — 344%" — 22¥2" Black w/White Cover 5SERH4 
18 1A2/X435/S — 34%" 22%" Black w/White Cover 1MLA2 
Lever Lock Ring Closure, Lined 
50 gal. 18 1A2/X435/S — B44" 22¥2" Black w/White Cover 2GTW4 
Closed Head 
Lined 
10 gal. 20 — 1A1/X1.4/250 19%" 14" Black w/White Cover 1MLA4 
16 gal. 20 — 1A1/X1.4/250 27%" 14" _ Black w/White Cover _19K309 
30 gal. _ 16/20/16 — 1A1/X1.8/300 29%" 18%" Black w/White Cover 2GTX6 No. 8DRE7 
18/20/18 — 1A1/X1.8/300 3434" — 221" Black 19H067 ° 
18/20/18 — 1A1/X1.8/300 34%" 221%" Gray 23Y339 No. 
55 qal. 0/20/18 — 1A1/X1.8/300 34%" 221" Blue 23Y341 19HOGG 
ae _16 — 1A1/X1.8/300 35%" — 22%" Black w/White Cover 2GTX7 
18/20/18 — 1A1/X1.8/300 34%" 221%" Black 9CEJ1 
18/20/18 — 1A1/X1.6/300 36" = 22%" Black w/White Cover 4/76H48 
Unlined * 
5 gal. 20 — 1A1/X1.6/250 10%" 14" Black w/White Cover 19K302 GRAINGER 
10 gal. 20 = TA1/X1.4/250 19%" 14" Black w/White Cover 4GY30 APPROVED 
SUTIN 8780029 781870 Black w/White Cover —4GY31 
= 3 Q" 4° Black w/White Cover 7 
30 0al. 460/16 — TANT 87300 2978" 1BYir Black wiWhite Cover 2GTX4 Fiber Transport Drums 
—_ S308 es Be ee eet ee | For dry or solid materials. Open-head drums with carbon steel covers, 
18 = 1A1/X1.8/300_ 36 22% Black w/White Cover_476H51_ | lever lock ring closures, and galvanized chime bands. 
20/20/20 — TA1/Y1.4/200 3494" = 22%" Black w/White Cover 476H49 9 9 
Salvage Drums Overall Inside Item 
Bolt Ring Closure Volume Cap. UN Rating Solid Height Dia. No. 
ogal. 20/20/20 —1A2/X60/S_1A2/¥1.8/150 10%" 14" Yellow w/Red Cover 20UK65 With Fiber Lid 
30 gal. 16/18/18 1A2/X235/S_1A2/Y1.5/150 29" 18%" Yellow w/Red Cover _5ERJ3 5 gal. 1G/Y60/S 85/4" 119%" 8DRE7 
so gal. 16/18/18 1A2/X400/S 1A2/Y¥1.5/150 34%" 22%" Yellow w/Red Cover 2GTY3 47 gal. — cil — 23Y340 
85 gal. 18 1A2/X440/S_ 1A2T/Y320/S 39%" 26" Yellow 2GTY4 90 gal. — 30/2" 21%" 23Y338 
96 gal. 16 1A2/X440/S — 42%" 26" _Yellow w/Red Cover 2GTX8 With Plastic Lid 
110 gal. 16 1A2/Y409/S — 42%" _ 30" _ Yellow w/Red Cover 1MLA9 99 gal. — 30 Y2" 21%" 23Y34/ 
Lever Lock Ring Closure 59 gal. 1G/¥235/S 36" 212" 23Y348 
10 gal. 18/20/20 1A2/X120/S — 19° 14" Yellow w/Red Cover 4GY33 With Steel Lid 
20 gal. 18 1A2/X220/S — 21%" 18%" Yellow w/Red Cover 4GY34 15 gal. 1G/Y106/S 19% 15% 19HO071 
do gal. 16/18/18 _1A2/X400/S — 34%" — 22V2' Yellow w/Red Cover 4GY35 30 gal. 1G/Y140/S 2/" 182" 19H066 
89 gal. 18 TA2/X440/S_ 1A2TN320/S 38%" 26" Yellow 4GY36 90 gal. 1G/Y¥260/S 302. 21%" 19HO072 
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MATERIAL HANDLING 
Drums, Drum Covers & Liners 





GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 
* GRAINGER 
APPROVED —<£ 


UN-Rated 


= 


‘Ceca — see” 


White Cover Gasket 


Drum Covers 


Description 

Steel Covers For 5-, 8-, 10- & 16-Gallon 

20-ga. Cover, Painted White, with Gasket 

20-ga. Cover, Painted White, with 2" x 9" Tri-Sure Style Fittings 
18-ga. Cover, Painted White, with 2° x 44" Tri-Sure Style Fittings 
18-ga. Cover, Painted White, with Gasket 

Steel Covers For 20- & 30-Gallon 

16-ga. Cover, Painted White, with Gasket 

18-ga. Cover, Painted White, with Gasket 

18-ga. Cover, Painted White, with 2° x 34° Tri-Sure Style Fittings 
Steel Covers For 55-Gallon 

18-ga. Cover, Painted White, with Gasket 

18-ga. Cover, Painted White, with 2" x 94" Tri-Sure Style Fittings, 


18-ga. Cover, Painted White, with Epoxy/Phenolic Lining and EPDM Gasket 


18-ga. Cover, Painted White, Epoxy/Phenolic Lining, with 2" x 4" Tri- 
Sure Style Fittings and Modified Phenolic Lining 

16-ga. Cover, Painted White, with Gasket 

16-ga. Cover, Painted White, with 2" x 94" Tri-Sure Style Fittings 
16-ga. Cover, Painted White, Epoxy/Phenolic Lining, with 2" x 3%" Tri- 
Sure Style Fittings and Modified Phenolic Lining 
Stainless Steel Covers For 55-Gallon 

16-ga. Cover, 304 Stainless Steel 

16-ga. Cover, 304 Stainless Steel, with EPDM Gasket 
5-, 8-, 10- & 16-Gallon Cover Replacement Parts 

Gasket, EDPM 

Bolt Ring, Includes Bolt and Nut 

Outside Leverlock Ring 
20- & 30-Gallon Cover Replacement Parts 


Gasket, EDPM 


Bolt Ring, Includes Bolt and Nut 
Outside Leverlock Ring 
55-Gallon Cover Replacement Parts 


Gasket, EDPM 


Bolt Ring, Includes Bolt and Nut 


Outside Leverlock Ring 


No. 
2GTZ1 


* 


GRAINGER 
APPROVED 


Polyethylene 
Transport Drums 


High-density polyethylene (HDPE) is compaunie witn a wide range of chemicals. Open- 
head drums feature lever lock ring closure. Closed-head drums have two top fittings, 
a 2" NPT, and a 2" buttress fitting, except 15-gal. drums have 2" NPT, and 4" NPT. 


Nos. 19H055, 19H056, and 2GTZ3 have double handles. 


UN Rating UN Rating Overall Inside 
Volume Cap. Solid Liquid Height Dia. 
Open Head 
30 gal. 1H2/Y180/S — 29 V4" 18%" 
55 aal 1H2/Y130/S — 34%" 232" 
Gat. 1H2/Y130/S a 34" 23° 
Open Head with Fittings 
30 gal. 1H2/Y180/S — 30" 1914" 
55 aal 1H2/Y130/S — 34" 23 
gal. “TH2/Y130/8 = 349)" 93-176" 
Closed Head 
— 1H1/¥1.9/150 = 23% 154" 
— 1H1/Y1.8/100 26% 14" 
— 1H1/Y1.8/100 = 26%" 14" 
15 gal. — 1H1/Y1.9/100 26%" — 
— 1H1/Y1.9/100 =. 26%" — 
— 1H1/¥2.0/150 20%" — 
— 1H1/¥2.0/150 20%" — 
50 gal — TH1/¥2.0/150 = 27%" — 
Gat. = THIY2.0/150 27%" a 
— 1H1/Y1.8/100 29" 19" 
— TH1/Y1.9/150 = 295%" — 
30 gal — TH1/Y1.9/150 = 295%" — 
Gal: = THIVT.9/150 2954" = 
— 1H1/Y1.9/150 = 295%" — 
— 1H1/Y1.9/150 = 295%" — 
35 gal. 1H1/Y1.4/100 1H1/¥1.9/150 = 33%" — 
— 1H1/Y1.8/100 = 3.4" 23° 
— 1H1/Y1.9/150 = 3.4%" — 
a 1H1/Y1.9/150 = 3.4%" — 
aR ual —= 1H1/Y1.9/150 = 3.4%" — 
gal. = THIY1.9/150 347%" = 
— 1H1/Y1.9/150 = 3.4%" — 
— 1H1/Y1.9/150 = 34%" — 
— 1H1/Y1.9/150 30. — 
*FDA Approved 





Item * 
Drum Color No. 
siswine Coe — fet 
ue w/White Cover 
White saa? No. 21YL66 No. 490217 
Blue white Cover Aue 
ite 
Blue w/White Cover 4GY40 * * GRAINGER i 
Blue 96123 APPROVED Cap. Gauge L Color aty. 
Blue 1MLC5 Inserts 
Translucent White 26174 Drum Inserts Pleated op Pe 
ue 4) = gal. mi 8" Pin 
White 19H054 and Liners Accordion Wall 
Blue 19H095 55 gal. 15 mil 34%" Natural 20 
Translucent White 19H056 = LDPE construction Straight-Sided 
A ee 30 gal. 15 mil 28%" Natural 25 
Rue icy39 —— | INSERTS 55 gal. 15mil 34% Natural 20 
Blue {9H061 = Vacuum-formed 55 gal. 24 mil 34%" Natural 15 
Tans White {9H063 = Seamless straight 
Red 23336 Inserts are designed to 30 gal. 4mil 48" Natural 100 
egw payaa/ withstand tough applications 59.gal._4¢mi_65"_Natural_50 
Blue acy4i_*— | such as mixing and pumping; ~Round Head 
rae Pee won't crack or tear. Contoured 55 gal. 5mil 40° Natural 20 
Translucent White 19HO59 lip prevents leakage between 52a. 4 mil 40" Natural 100 
White {9HO60 :; 99 gal. 4mil 52" Natural 100 
Red 23Y333 insert and drum wall. 55 gal. 8mil 40" Natural 50 
Yellow 23334 55 gal. 8mil 52° Natural 50 
White w/Green Cover 23346 DRUM LINERS 55 gal. 10 mil 40" Natural 50 
Meet FDA requirements. 55 gal. 10 mil 53" Natural 50 


2" x ¥4" Tri-Sure 
Style Fittings 


Bolt Ring with 
Bolt and Nut 


Lever Lock Ring 


For Use With 


4GY2/, 19K299, 1HBGS, 20UK65 

4GY27, 19K299, 1HBGS, 20UK65 
1MKZ/, SERJ4, 4GY33, 1MKZ/ 
1MKZ7, SERJ4, 4GY33, 8PKX/ 


8DGKO, SERJ3 
THBGY, IMKZ8, 4GY28, 1MLA1, 4GY34, 2GTX1, 2GTW9 
THBGY, 1MKZ8, 4GY28, 1MLA1, 4GY34, 2GTX1, 2GTW9 


OERH2, SERH4, SERH6, SERH5, 20UK/5, 4GY29, 1MLA2, 2GTW6, 2GTWo, 20UK/6 
AGY29, IMLA2, 2GTW5, 20UK7/6, SERH2, SERH4, SERHG, SERHd, 20UK/5, 2GTW6 
dERH/, SERHY, SERHS, SERJO, 1MLA3, 2GTW7/, 2GTW4, 2GTW8 


SERH7, SERHY, 5ERH8, SERJO, 1MLAS, 2GTW7, 2GTW4, 2GTW8 


20UK//, 1HBH2, 20UK78, 19K316, 8CPP2, 2GTY3, 4GY35 
20UK//, 1HBH2, 20UK78, 19K316, 8CPP2, 2GTY3, 4GY35 


20UK77, 1HBH2, 20UK78, 19K316, 8CPP2, 2GTY3, 4GY35 


4GY38, 2GTY9, 1MLC4 
20UL06 
19K299, 19K303, 19K304, 4GY27, 1MKZ5, 1HBG8, 20UK65, 2GTX9, 19K315 


THBGY, 1MKZ8, 19K311, SERH3, 20UK/4, 4GY28, 1MKZ9, 1MLA, 
2GTX3, 2GTX1, 2GTW9, 19K313, 8DGKO, 4GY34, SERJ3 
1HBGY, 20UK/4, 4GY28, 1MKZ9, 2GTW9, 19K313, SERJ3 
1MKZ8, 19K311, 1MLA1, 2GTX3, 2GTX1, 4GY34, 2GTX1, 1MKZ8 


OERH2, SERH/, SERHY, SERH4, SERH8, SERJO, SERH6, SERHS, 20UK75, 
4GY29, 1MLAS, 2GTW7, 1MLA2, 2GTW4, 2GTW8, 2GTW6, 2GTW5, 20UK76, 
20UK77, 1HBH2, 19K314, 20UK78, 19K316, 8CPP2, 2GTY3, 4GY35 
SERH2, SERH/, SERHY, SERH5, 20UK/5, 4GY29, 1MLAS, 2GTW/, 
2GTW5, 20UK76, 20UK77, 1HBH2, 19K314, 19K316, 2GTY3 
SERH4, SERHS, SERJO, SERHG, 1MLA2, 2GTW4, 2GTWS, 
2GTW6, 20UK78, 8CPP2, 4GY35, 1MLA2 


| 


No. 
2GTZ3 





Sign in to Grainger.com® to see YOUR Pricing and MORE 





Item 
No. 


2GTU5 
19K319 
19K320 
2GTU6 


2GTV1 
2GTV2 
19K321 


2G1V6 
19K322 
43Y435 
19K323 
2GIV7 
19K324 


19K325 


19K326 
43Y436 


2GTU/ 
2GTU8 
2GTU9 


2GTV3 


2G1V4 
2G1V5 


2GTV8 


2GTV9 
2GTW1 


Item 
No. 


21YL66 
490217 


490215 
490213 
490218 


35KT/2 
35KT73 
35KT83 


35KT76 
3oKT/7 
35KT78 
35KT79 
35KT80 
35KT81 
35KT82 
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MATERIAL HANDLING 
Plug Wrenches, Drum Faucets & Safety Vents 


Scan. Order. Done. 
Details on page A1. == | Pact 





No. 5A501 


* 


GRAINGER 
APPROVED 


Drum Faucets and Drum Safety Vents 





FM Approved, except No. 1XPX8; 


No. 5A501 is FM Approved for 


viscous liquids only, and No. 5A502 


is FM Approved for nonviscous 


liquids only. 
DRUM FAUCETS 


No. 5A506 


Brass Gate Valve—Self-closing wide 
mouth opening. Knife-style, spring- 
activated PTFE blade has positive shutoff 
when 41'"W handle is released. Use with 
viscous noncorrosive liquids heavier than 
30W motor oil. Use with drums in horizon- 
tal position. 





* 


GRAINGER 
APPROVED 


Drum Cover 
Accessories 


Safety Drum Funnel—tits into 2" 
drum bung. Accommodates padlock, not 
included. 


Drum Level Gauge—Special plated 
fitting threads into %4" NPT drum bung 
and has a female %" NPT provision to fit 
most faucets. Not for use with chlorinated 
solvents, high-concentrated acids, or 
alkalis. 


Polyethylene Pop-Up Gauge— 
Indicator warns when nearing capacity. 
Screw into %" opening of a vertical drum. 


Drum Lock—Solid brass with 1" zinc- 
plated steel lockarm, predrilled with a 
hole for a padlock, not included. Fits both 
2" and %" standard dia. drum threads. 





Brass Adjustable, Stainless 


Steel Adjustable, and Brass Polypropylene Fiberglass 


Drum Plug Locking Device—Locking 





s ; eas Reinforced—Allows drums with 2" plug No. aries device prevents access to the material 
Rigid—Self-closing. th oil ; ae 
ener Release uate to be emptied or filled from a horizontal No. contained in your drums. Simply slide the 
bles. and nonflammables. For use _P2Sition. Locking ring connects faucet to 5A507 two halves of the locking device around 

i Pkg. It inini 
with drum in horizontal position. drum handle, unscrews plug for tapping Tidsetition aly. ic the bung flange, slip the joining bar 
No. 5A504 has an internal flame or filling. Safety Drum Funne! SAMO6 through the halves, and insert a padlock 
507 
arrestor and adjustable feature that DRUM SAFETY VENTS Polyethylene Pop-Up Gauge 1 2AV35 aoe Selo) through the end hole of 
Horizontal—Fusible emergency relief Drum Plug Locking Device 2 9TM76__ plastic drums with raised bung flanges. 


after being threaded into drum. 
plug melts at 135°F. Brass bung vent and 
esa nas avextemabnane” a flame-arresting baffle; max. content flow ea ——_ 
of 220 cfm at 20 psi. oe 
Vertical—Provides manual vacuum relief. 


Internal flash arrestor. 


k GRAINGER 
Drum Covers APPROVED 


Polyethylene Drum Covers—Lightweight, economi- 
cal covers have UV screener. 


Steel Safety Drum Covers—16-ga. steel drums 





Economy Zinc Rigid—Self- 
closing with padlock holes. Cannot 
be used with chlorinated solvents. 
Brass color. No. 5A502 has a flame 












arrestor. convert open-top drums into fire-safe receptacles. 
Shank Seal (M)NPT Item M)NPT Cracking Item — ee Pkg. ltem 
Material Type Material Inlet No. Type ( sl ibaa No. Description Outside Dia. Qty. No. 
Drum Faucets Drum Safety Vents Polyethylene ; 
Brass Adjustable PTFE ya" 5A504 Horizontal  — 5 psi 5A506 Clear, For 5 gal. Pails 94 ‘to 13% 100 8VU25 
Brass Rigid PTFE Yq" 5A503 Vertical >” 5 to 8 psi 1WXB6 No. 3JJN3 Clear, For 30 gal. Drums 144 to 1874 100 SJJN5 
Brass Rigid PTFE —  5W685 * p steal im 2 gal puns 1 ee ty ee 
Die-Cast sae ; nt ear, For 55 gal. Drums 4" 
Zinc Alloy Rigid Viton = 4" SABO Clear For 55 gal. Drums 25%" 1 490209 
Die-Cast Rigid Viton 94" — 5A502 3c) 
Zinc Alloy g : Red, For 30 gal. Drums 18% i 2VAE1 
Polypropylene — Nitrile 2 1XPX8 Red, For 50 gal. Drums —_ 22% to 22%" 1 96926 
* For use with viscous liquids. No. 2VAE1 Red, For 59 gal. Drums 2274 1 6AX40 
Item 
Description Construc. No. 
Drum Deheaders 
With Ergonomic Handle Forged Steel 3AY68 
Express Open Drum Deheader For 
tt To sea - ang > a Forged Head 2GWZ7 
teel Drums and 5 Gallon Pails 
i ial ree Comfort Hand Grip, For Use with Steel 38UJ21 
o- and 22-aal. Stee! Drums 4 5 
on-sparking Drum Deheader uminum Bronze 1RD22 
* GRAINGER Replacement Blades _ 
APPROVED esau Tene Hardened Non-Ferrous Alloy 1RD23 
Drum Deheaders For Use With Drum Deheader No. 3AY68 Forged Steel 1VKC7 
sacwae Drum Wrenches § : 
oO. rum Wrench teel 45EC97 
and Plug Wrenches  scrumPiug Wrencr Cast Iron 1VKC8 
Universal Drum Plug Wrench Brass Alloy 3AY71 
Drum Deheaders—Open 5-gal. pails _ Deluxe Drum Plug Wrench Brass Alloy 3hv72 
ee 
and 30- and ee drums. No. 2GWZ7 — Drum Bung Wrench Stainless Steel AGEDOG 
is for use with a Y2" manual ratchet Drum Bung Wrench, Straight Handle Non Sparking Bronze Alloy 2GW26 
drive, not included. For ratchet drivers, Jin Plated Cast Steal 2GW73 


Drum Bung Wrench, Curved Handle 


see Grainger.com®. Non Sparking Bronze Alloy 2GWz4 





Drum Plug Torque Wrench, Straight Handle Cast Iron 21YL87 

Drum Bung Sockets—Fit 34" and Drum Bung Sockets soni <DHY 

2" bungs. For use with standard hand _ Standard Sockets %" Drive Jinc Plated Cast Steel 1DHY5 

No. 2GWZ4 socket wrenches, except No. 1DJL9 "Dri Bronze IDHY4 
ae ins P cee 2 Zinc Plated Cast Steel__ 1DHY6 

No. iDHY3 = ‘'/S [Or Use WItn 72 pneumatic ratcne Standard Sockets 34° Drive Zinc Plated Cast Steel _ 1DHY7 

drivers, not included. Impact Socket 12" Drive Chrome Vanadium Steel 1DJL9 


GRAINGER. 


ITT 
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GRAINGER CHOICE ° 
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MATERIAL HANDLING 


Drum Heaters, Blankets & Mixers 





* 


GRAINGER _ 
oe _ Horizontal 
Drum Heaters Metal 





= Dielectric tested at 1250V for 115V 
drum heaters and at 1500V for 230V 


Mount below drum contents for freeze 
protection, viscosity control, melting, or 
keeping elevated temperatures. Nickel alloy 
heating element and electrically grounded, 
insulated screen. 115V units have 6-ft. cord 
set with 3-prong molded plug; 230V have a 
pigtail end. UL Recognized and CSA Certified. 
Note: Actual temperature of the contents is affected 

by thermostat setting, heater wattage, type of drum 
contents, ambient temperature, and other system 
characteristics. Multiple heaters may be required for 
some applications. 

FOR VERTICAL METAL Car Dia ‘ with Voltage Watts ane ° No 
Wraparound heaters connect with a For Vertical Metal Drums 








For Vertical 
Metal 


For Poly 


; 5gal. 114" 3" 115 300 26 3CDA7 
spring-and-clip device. Control range: 5gal 11%" 4" 115 450 3.9 3CDA8 
° 0 f5gal. 14" 3" 115 500 43 3CDAG 
50° to 400 F. Temperature control stem 15 gal 1a"a" 41875065 3CDAS 
rotates 310°. All have adjustable thermo- 30 gal ts" 3" 115 7506.5 ScDAd 
30 gal. 18%" 4" 115 1100 9.6 3CDA3 
stats, except for No. 3CDA1. 55 aa aD ; 11 1000 gr sct79 
do gal. 2" E a) 
FOR HORIZONTAL METAL = 55 gal. 22%" 3" 230 1000 4.3 3CDA2 
Reusable heater can be used while drum S5gal. ee" 4" 115 1500 1830077 
is in cradle. Control range: 50° to 400°F. For Horizontal Metal Drums : 
55 gal. 22%" 8 115 500 43 3CDA9 
csi ead tine 6’ 115 300 2.60 3CDC1 
: ° ° 9 gal. 4" : ° 
Control range: 50° to 160°F, plus over 55 gal. 2215" 6" 115 750 6.5 3CDC2 


temperature control. * Plus or minus 1". 


* GRAINGER Silicone 
APPROVED Rubber Pipe 
Heater 
Drum Blankets 
and Pipe Heaters — 
DRUM BLANKET HEATERS -\ Blanket 
Heater 


Heaters fit 55-gal. drums. For 

No. 3JJJ4, control range is 50° to 
160°F. For Nos. 3JJJ2 and 3JJJ6, 
control range is 50° to 450°F. 

No. 3CDC4 has aluminized cloth exterior 
with 1" fiberglass insulation. Easy to 
install with hook-and-loop fasteners. 
Control range is 50° to 400°F. 


SILICONE RUBBER PIPE HEATERS 

= Control range: 40° to 60°F 
Reusable heaters thaw and keep metal 
pipes from freezing. Fit dia. from 2" 

to 1%". Preset thermostat. Install with 
hook-and-loop fastener straps. Not for 








Silicone Rubber 
Flexible Heater 





Polyimide 


plastic pipes. Flexible Heater 
SILICONE RUBBER Watt Amps Drum Item 
Density Voltage Watts AC Dia. H No. 
FLEXIBLE HEATERS Drum Blanket Heaters 
= Operate to 400°F sain. 120 770 64 24° 33° 3kUa 
= Resistance tolerance: +10% > OOW/ ih: AG Aa oe ee a 
F : i 32 
Install with RTV (Dow 732 or equal) > HOW) 
adhesive. Include 12" PTFE insulated sq. in. 240 1600 6.67 24 33° = 36 
leads. UL Recognized and CSA Certified. 2." 115 1000 87 22% 32” scpc4 
Watt Amps Item 
POLYIMIDE FLEXIBLE pile Density VoltageWatts AC L W_ No. 
= Operating temp.: -70° to 390°F Silicone Rubber Pipe Heaters 
; 0 2.50W/sq. In. 115 150 1.3 24" 1° 3CDC7 
= Resistance ieee £10% 2.50W/sq. In. 115 230 2 48" 1° 3CDC8 
= Max. thickness: 0.10", 2.50W/sg.In. 115 345 3 72" 1" 3CDC9 
except in lead exit area Silicone Rubber Flexible Heaters 
@ —200W/sq. in. 115 60 0.5 6" 2" 3CDD2 
Low-profile, low-watt density Kapton 5.00W/sq.in. 115 100 0.9 10° 2" 3CDD4 
5.00W/sq.in. 115 720 4.3 12° 12° 3CDD3 
heater. PTFE insulated leads. Easy to 5.00W/sq.in. 115 1440 12.5 24" 12" 3CDD1 
adhesive. 2.50W/sq. In. 115 160 1.4 8 8 3CDD7 






Economy Open 
No. 32V122 


‘=e 


Drum and Tank Mixers 


= Shipped unassembled 

= 115 to 230V, 1-Phase 

Feature TEFC electric motor or air 
motor and include 316 stainless 
steel shaft with propeller. 


Economy Open Drum Mixers— 
Mount directly to tanks or on rails 
with 178" opening adjustable clamp. 
Adjustable bracket. 4"-dia., 3-blade 
fixed-propeller. Nos. 32V133 and 
32V134 include junction box. 


Bung-Entering Drum Mixers—For 
use with 55-gal. or smaller closed- 
head drums. Enter 2" bung opening 
with 2-blade folding propeller. 


Bung-Entering Intermediate 
Bulk Container (IBC) Mixers—For 
use on 275- to 550-gal. drums. 9" 
propeller folds to pass through 2" 
coupling. No. 32V148 provides a 
metallic 2" coupling by mounting 
directly to plastic cap of poly IBCs. 


Gear-Drive Tank Mixers—Cast- 
aluminum, handle up to 5000 gal. 
with viscosities up to 15,000 cps. 
Clutch-free with 3-blade square- 
pitch marine propellers. Index marks 
for angle and radial adjustment. 


Direct-Drive Tank Mixers—Clamp 


Gear Drive \ 
No. 32V139 | 





\ 






Direct Drive 


utilizes standard shafting to extend 
propeller to 48". 
= Air-driven 


Laboratory Mixer—Clamp can 
be used to make angular and radial 
adjustments. Shaft for use with 
tanks up to 50 gal. 


Laboratory Mixer With Stand— 
Features four shafts. Adjustable 
height with hand knob. Includes 
cast-aluminum base with 36" mast. 
Base bolts to work surface. 

= Air-driven 


Handheld Air Mixer—Air control 
valve allows low-speed mixing and 
easy speed adjustment. Multiblade 
cage impeller protects blades. Cast- 
iron aluminum pistol grip. For 5- and 
10-gal. open containers. 

= Air-driven 


Paint Supply Mixers—No. 32V131 
is for use with 5-gal. HVLP spray 
packages. No. 32V132 is for use 
with any 55-gal. drum cover. 

Max. torque of No. 32V131 is 6.5 
in.-lb. (at 650 rpm); max. torque of 
No. 32V132 is 26.1 in-lb. (at 350 
rpm). Removable shafts for use with 
lids and containers. 





= Air-driven 
to tank rim. Adjustable motor speed, 
Shaft Shaft Item 
HP Motor Dia. (in.) Length (in.) Max. RPM No. 
Economy Open Drum Mixers 
2 115 to 230V 1-Phase ie 32 1750 32V133 
Yo 115 to 230V 1-Phase % 32 1750 32V134 
Ya to Y2 Pnuematic % 35 2000 32V122 
Bung Entering Drum Mixers 
Y 115 to 230V 1-Phase % 32 1725 32V135 
Ys to Y2 Pnuematic % 32 2000 32V124 
Yo 115 to 230V 1-Phase % 29 1725 32V136 
% Pnuematic 8 32 2000 32V123 
Bung Entering Intermediate Bulk Container (IBC) Mixers 
Vp 115 to 230V 1-Phase 40 450 32V137 
4 115 to 230V 1-Phase 1 40 450 32V138 
Yo Pneumatic 2) 40 430 32V125 
Gear Drive Tank Mixers 
V3 115 to 230V 1-Phase V4 48 390 32V139 
Yo 115 to 230V 1-Phase V4 48 390 32V140 
V4 115 to 230V 1-Phase Sa 60 390 32V141 
Direct Drive Tank Mixers 
1 Pnuematic % 36 2000 32V127 
Z Pnuematic Sa 36 2000 32V128 
Laboratory Mixer 
1/20 115V 1-Phase 6 30 1700 32V142 
Lahoratory Mixer w/Stand 
Pnuematic Yo 12,16,20,24 2000 32V129 
Handheld Air Mixer 
Vp Pnuematic Yo 20% 1000 32V130 
Fant Supply Mixers 
Pnuematic 2 2 2000 32V131 
Pnuematic Ve 32 2000 32V132 
Item 
Description For Use With No. 
Replacement Parts 
Propeller, 4" Dia. x 2" 32V131, 32V133 32V143 
Propeller, 4" Dia. x ¥' 32V122, 32V134 32V144 
Propeller, Folding 32V123, 32V124, 32V135, 32V136 32V145 
Clamp Assembly 32V122, 32V133, 32V134 32V146 
Shaft, % x 32" 32V123, 32V124, 32V134, 32V136 32V147 
Bulkhead Fitting, 2" 32V137, 32V138 32V148 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Drum Dollies Details on page Al. 


MATERIAL HANDLING scan. Order. Done. =|e 





Polypropylene Dollies Steel Dollies 


. ne No. 48J138 
No. 48J134 


No. 48J135 









No. 38RY67 







No. 1XUZ8 
and 1XUZ9 


No. GFVJ4 





No. 3JJH2 


—— 
as, 
No. 38RY68 neon oe or 
, — ; — . (a | ¢ QI > | No. 6FVJ5 
CS. 44 , 3 . ~) 6FVJ3 


No. 6FVJ1 



















































































































































































































































































































































































































































































































































































No. 48J133 
No. 1XWA1 
and 1XWA2 = 
No. 48J136 
No. 48J137 
No. 6FVJ6 * 
aE RS ES 7 GRAINGER 
304 Stainless Steel Dollies Drum Dollies TET APPROVED 
Load For Container Outside Inside No. of ltem 
_Capacity  _—Capacity _Dia. Dia. H _ Caster Dia. Casters _ Caster Material _ Color__No. 
Polypropylene ia - a oe ; _ 
(lb Sgaltotsgal 15%" 11" SY A 9 Polypropylene _— Brown __38RY67 
— 75lb  ~—s Sgaltotsgal 15% = 11" 8H" 1¥," a Polypropylene Black 38RY68 
900 Ib 30 galto55 gal 24%" 18%" to 23-1/4" 7%" a 5 Polypropylene Gray 48J133 
Steel 
150 Ib 5 gal 2540" 11%" | 5%" 3" 4 Polyurethane Red 48J134 _ 
750 1b: 55 gal 27%6 2316" THs “a é Steel __ ‘Red 48J135 
No. 6FVHG6 900 Ib 59 gal 24 V8" 237" 56 3 a Polypropylene/Steel Red 48J138 
. 900 Ib 9 gal to 55 gal _ = 6" o 4 Polypropylene Red 6FVJ2 
900 Ib 5 gal to 55 gal 24" 23%" 6%" cl 4 — Steel Silver 6FVJ1 
1,000 Ib 30 gal 2244" 19%" 61" a 4 _ Polyolefin Gray 1XUZ8 
1,000 Ib 30 gal 20" 1994" 5" a 4 _ Polyolefin Blue 3JJH2 
1,000 Ib 59 gal 24" 23%" 5" a 4 _ Polyolefin Gray 3KMZ9 
1,000 Ib 55 gal 26%" 2344" 6%" o 4 _ Polyolefin Gray 1XUZ9 
1,000 Ib 59 gal 24" 24" 5" cl 4 Polyolefin Blue 3JJG9 
1,000 Ib 85 gal 27" ar — ey 4 Sintered Iron Red 9TV13 
No. 6FVH7 1,200 Ib 5 gal to 55 gal — 24%" 6 )3, 26 3 Rubber Yellow  6FVJ3 
1,200 lb  30galto95gal 20° Adjustable 5%" 3 4 Polypropylene Red 6FVJ4 
No. 6FVH8 —1,200Ib  30galto95gal 20" Adjustable 5% a 4 Steel Red 6FVJ5 
: 1,200 Ib 55 gal 24" 23 Ve" 6%" cy 4 Polypropylene Silver 6FVJ6 
1,250 Ib 55 gal 247%" 23%" 6%" a 5 _Polyolefin Gray 1XWA1 
1,250 Ib 59 gal 25 23%" 6%" el 5 _ Cast Iron Gray 1XWA2 
2,000 Ib 59 gal 2616" 24%6" 7/6" 4" 8 — Nylon Red 48J136 
2,000 Ib 59 gal 24%" 246" 7/6 4" 4 Nylon Red 48J137 
} 304 Stainless Steel _ = ae ae —_ vieee ene 
800 Ib 30 gal 21" 191%" 6%" 3" 4 Polypropylene Silver 6FWH5 
‘ 800 |b 59 gal 24" 23%." 6%" a 4 Polypropylene Silver  6FVH6 
No. 6FVH9 1,100 Ib 55 gal 24" 23%." 6Y" a 4 Polypropylene | Silver  6FVH7 
1,100 Ib 99 gal 24" 23 Ve" 61" 3. a Polypropylene Silver 6FVH8 
No. 6GFVJO 1,100 Ib 55 gal 24" 23%," 6%" a 5 Polypropylene Silver 6FVH9 
1,200 Ib 595 gal 24" 23%" 854 5" 5 Polypropylene Silver 6FVJO 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Drum Trucks & Cradles 





Biiesé 





: D647 


No. 
34D650 


‘aaa 





No. 
34D644 


Drum Trucks/Dispensers 


= Load capacity: 1000 Ib. 


STEEL TRUCKS 

Adjustable chime hook is self-storing. 
Allows transport of 55-gal. drum. 

1" schedule 40 steel pipe frame is 
double-welded. 


Steel Drums—No. 34D644 includes a 
kickstand and mold-on rubber wheels. 


No. 34D646 has replaceable beveled 
drum shoes. Floating axle for easy 
handling. 


No. 34D647 includes kickstand and 
welded drum shoes. Truck has combi- 
nation handle, rear wheels, and swivel 
casters. 


Overall 
Description Material Height 
For Use With Steel Drums 
2-Wheel Drum Truck Steel 591%" 
4-Wheel Drum Truck/Dispenser Steel 561%" 
Steel 59" 
4-Wheel Drum Truck Steel 5/2" 
— 37" 
For Use With Polyethylene and Steel Drums 
2-Wheel Drum Truck/Dispenser Steel 56%" 
For Use With Polyethylene Drums 
2-Wheel Easy Handling Truck Steel 591%" 
4-Wheel Truck/Dispenser Steel 57" 
For Use With Polyethylene and Steel Drums 
2-Wheel Drum Truck/Dispenser Steel 561%" 
Aluminum 38%" 
4-Wheel Drum Truck Aluminum 353" 
Aluminum 38%" 
4-Wheel Drum Truck w/Brake Aluminum 35" 


Poly Drums—One-way belt system 
for poly and fiber drums. Feature extra- 
wide nose pads and oversized handles 
with belt hooks. Include kickstand. 

No. 34D649 has spring-loaded axle for 
easy handling. 


ALUMINUM DRUM TRUCKS 


Drums are automatically engaged 
through the use of a spring-load 
chime hook. Reversible nose prongs 
are for use with 30- or 50-gal. drums. 
No. 34D653 has hand brake. 


Front Rear 

Overall Overall Wheel Wheel Item 

Depth Width Dia. Dia. No. 

18" 23 2" 10" —  34D646 
211%" 24" 10" 6" 34D644 
191%" 24" 10" 6" 340647 
23%" 2374" 10" 6" 34D665 
— 2614" — —  30YP18 
141" 23" 10" — 34D664 
25" 24" 10" — 34D649 
241" 2354" 1: 6" 34D650 
141" 23." 10" — 34D664 
554" 25" 10" 6" 34D652 
57" 28" 12 6" 34D654 
55" 25" 10" 6" 34D651 
57%" 28" 12" 6" 34D653 





* GRAINGER 
Steel Drum Upender APPROVED 
Use with one 55-gal. drum. a Overall ship Overall ttpm 
: ‘ni ap. _ Heig i eng 0. 
Powder-coat finish. BB gal" 6" 10 71VG52 





‘ak 


Drum Cradles 
55-GAL. 


Cross-braced, channeled steel cradle 
frame with nonsparking oil- and 
chemical-resistant wheels. 


No. 1GC691—Four 3" rigid polyolefin 
wheels are mounted inside the frame. 


No. 3BA26—Iwo 3" rigid 


3BA27 


30- AND 55-GAL. 


Four 4" rigid polyolefin rollers allow 
drum to be rotated for positioning; 
resist reaction with fats, oil, and 
chemicals. Partially assembled. Top 
section has welded steel construc- 
tion that bolts to the uprights. 
Retractable _ handles. 


polyolefin wheels and Cap. Dispensing Level W Item 
two 3" polyolefin swivel {e i. et (in.) Height (in.) (in )_(in.) No. 
casters. OTS 90 31.875" —  1GC91 
600 15 19% Po 19 3BA26 
30- and 55-Gal. 
1000 16% 25 43 19%  3BA27 





No. 30YN83 


* 


GRAINGER 
APPROVED 





No. 31CA32 


Horizontal Steel Drum Storage Racks 


Bolt together to form a rigid rack. Forklift accessible. Red powder-coat finish. 


Drum Rack 
Capacity Cap. H 
(2) 55 gal. 800 Ib. 12" 
800 Ib. 12" 
(3) 59 gal. 2400 Ib. 70' 
(4) 55 gal. 3200 Ib. 4895" 
4800 Ib. A834" 
(6) 55 gal. 4800 Ib. 70! 
(9) 55 gal. 7200 Ib. 70" 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Item 

W D No. 
451" 30" 30YN83 
7142" 30" 30YN84 
Jo. 34%" 31CA28 
60" 344" 31CA29 
851" 344" 31CA30 
60" 34%" 31CA31 
851" 344" 31CA32 





MATERIAL HANDLING scan. Order. Done. 








Drum Lifters & Slings Details on page Al. 
* GRAINGER 
APPROVED 
Drum Lifters 
VERTICAL DRUM LIFTERS Geared No. 12R541 
= Ship assembled Features 5-ft. control chain to lock drum in 
Move drums to a different location auto- position. Drums that are less full are easier 
matically. Align on drum chime using grip __ to tilt. Pour from remote heights. 
pads. Use with overhead hoist or crane. ECONOMY OVERHEAD DRUM LIFTER 
cial MU neOK engages JINeCand: ara The three removable arms have either a 
hooks. Orange enamel finish. 
drum faucet wrench, a removable top-ring 
ECONOMY DRUM LIFTERS wrench, or a built-in bung nut wrench. 
| Lock pin provides safe transportation for Drums can be lifted, transported, or lowered. 
drums by preventing them from opening. Does not include required overhead lifting 
No. 21VG34 No. 12R539 No. 12R542 1¥%"-dia. lifting eye is mounted on top of _— device. 
four %" x 1" hot-rolled steel supports. OVERHEAD DRUM LIFTER 
SALVAGE DRUM LIFTERS When lifting force is applied, an adjustable 
= Ship assembled safety and positioning brake is engaged. 


Orange enamel lifter places a 55-gal. drum Drum tops are automatically secured by 
into an 85-gal. steel or poly salvage/over- arelease lock. Welded steel construction. 





pack drum using one moving part. Requires an overhead lifting device (not 
VERTICAL DRUM LIFTERS/DISPENSERS = '"<luded). 
= Ship assembled OVERHEAD MOUNT LIFTERS 
Yellow lifter requires just one-person Drums can be lifted by arm return spring on 
to transport and pour from open- and scissor arms. 21-ft. L x 9-ft. W x 16°H for 
closed-head drums. Fiber Drum Adapter 55-gal. 2-ft. 19/%"L x 9-ft. W x 151%2"H for 
No. 4W966 sold separately. 30-gal. Use with Nos. 6XDR6 and 6XDR7, 
Manual No. 12R538 sold separately. 
Control provides 360°, low-level pouring § HOIST-MOUNTED DRUM LIFTER 
and dumping. Holds drum vertically or When lowered, lifter automatically engages 
horizontally during transit with positive tilt drum rim. Stabilizing arm reduces damage 
| lock on drum saddle. to drums. 3-pt. drum contact. Orange 
No. 12R543 No. 12R538 No. 12R541 enamel finish. 


Lifting Overall Overall Overall Item 

Description For Use With Drum Cap. Cap. Length Width Height No. 
Wertival Lifter Steel, plastic or fiber drums 30gal. 1000lb. 19%" 9QM%6" 18%" 21VG35 
Steel or Plastic Drums 55 gal. 1000lb. 24" g" 16%" 21VG34 


Steel Drums 55 gal. 1000!lb. 24" Q%e' 16%" 21VG36 
Steel Drums 30,55 gal. 1100lb. 38" = 22%" 2" —- 30YP26 

Merdleal, Drv Later Steel Drums 55 gal. 1000lb. 24%" +5" 9" ~~ 01VG59 

Closed Steel Drums 55 gal. 1000lb. 29" 8" 18%" 12R539 

Economy Drum Lifter Closed-head steeldrums 55gal. /700lb. 37%" 23° 13" = =12R542 

Salvage Drum Lifter Closed head steel drums 55, 85 gal. 1000lb. 24" g" 16" = 12R543 

Vertical Drum Steel Drums 55 gal. 800 Ib. 8" a 44" ~—12R538 

Lifter/Dispenser Steel Drums 55 gal. 800 Ib. 8" 33Y%4""  45%"' 12R541 

Manual Vertical Drum Steel Drums 55 gal. 800 Ib. 8" 27" 44" = 21VG37 

Lifter/Dispenser Steel Drums 59 gal. 800 1b. 3" 334%" 45%" 21VG38 

Drum Lifter Steel Drums 59 gal. 800lb. 30" 33" 8" = 30YP27 

> Economy Overhead Steel and fiber drums 55 gal.  800lb. 17%" 3" 3" °21VG33 


Drum Lifter that have a top lip 


Plastic, steel and fiber i ? i 
Overhead Drum Lifter drums that have a top lip 55 gal. 800 Ib. 23 20 31 21VG31 










Horizontal Drum Lifter Steel Drums sogal. 1100lb. 30%" 2%' 6"  30YP25 
For 30 gal. and 55 gal. 
a ae Open or Closed Head 30, 55 gal. 1000lb. — 28" 8” 12R540 
ae Steel and Poly Drums 
Adapter for 30 less than ' ; ' 
No. 21VG33 No. 21VG314 No. 12R540 ear dni 30 Gal steel drum 30gal. Exeipy 21%" = 20 8"  21VG58 
Vertical Lift Vertical Lift Horizontal Lift 
Polyester Sling Steel Sling \ Polyester Sling 
No. 1XWA3 No. 21VG53 No. 1XWA5 * GRAINGER 
_ 4 APPROVED 


Drum Slings 


Polyester webbing slings are easy to use and store. Padded to 
prevent drums from cutting into sling. Rated for operation at 
temperatures up to 200°F. Include ratchet. 





Load Overall Overall Item 

Construc. Capacity Width Length No. 
Vertical 

Polyester 850 Ib. a 40" 1XWA3 
Polyester 850 Ib. a 48" 1XWA4 
Steel 1000 Ib. 2y4" 40" 21VG53 
Steel 2000 Ib. wey 28" 21VG32 
Horizontal 

Polyester 1500 Ib. 1" 100" 1XWA5 

1144 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Fork-Mounted Drum Handling Equipment 





"eat 


Automatic Fork 
Truck Drum Lifters 


Units feature heavy-duty steel construction and 
can lift drums easily and quickly without hydraulic 
or electric connections. Simply slip drum onto 






No. 
21VG56 


forks and tighten hand screws. Attach or hang 


lifter on hook from an overhead hoist or crane. 


SINGLE-DRUM 


Single-jaw can be used with steel, plastic, or fiber 


drums. 
DOUBLE-DRUM 


For light-gauge steel, removable lid, plastic, and 
fiber drums with standard top chime. Double-jaw 
engages the drum in two places, approximately 


7" apart, for even weight distribution. 





No. 21VG40 


No. 21VG44 





“ao 







Description 

Single Drum 

Drum Lifter 

Drum Grab 

Drum Lifter, Single Chime Jaw 
Drum Grab 

Double Drum 

Drum Lifter 

Drum Grab 

Drum Grab 

Drum Lifter, Double Chime Jaw 
Accessories 

Single Jaw 


No. 21VG45 


No. 30YP20 


Fork-Mounted Drum Handling Equipment 


Designed for transporting and lifting 
closed-head drums. 


DRUM GRABS 


Hand-tightened lock screws secure 
grabs to forks. Bar jaws are made 

of steel. All-welded construction. No 
tools necessary to adjust drum grabs. 


Note: 2-drum models should only be used 
with two same-sized drums. 


Steel Drum Models—For closed- 
head drums. 


Poly Drum Model—use with drums 
with at least %" top lip (chime). 


‘al 


Fork-Mounted Drum Lifters/Dispensers 


= For 55-gal. drums 


Vertical-type dispensers feature an 360° rotation angle. 7%2"W x 24%4"H 
fork-pocket size. 31%" min. between fork pockets. Powder-coat finish. 


For Drum Load Overall 

Material Capacity Length 
Steel 800 Ib. 26%" 
Steel 1500 Ib. 301" 


AUTO-GRIP 


For steel drums only. Mechanical grip is 
gravity-actuated for heavy-duty applica- 
tions. For various size overpack drums, 
spring- and cam-actuated rubber- 

lined jaws can be manually adjusted. 
Adjustable distance between forks. 


ROUNDED-BOTTOM 

No. 21VG55 is used for egg-shaped 
plastic drums. Low drum attachment 
point. No. 21VG47 is used for steel, 
plastic, and fiber closed-head drums with 
a top lip. High drum attachment point 
requires at least 316" drum top lip. 


Overall Overall Item 
Width Height No. 
38 V2" 16%" 21VG49 
38" 16%" 21VG50 


Description 
Drum Grabs 


Steel Drum Standard 


Steel Drum Adjustable 


Poly Drum Adjustable 
Auto-Grip 


Gravity-Actuated 


Drum Positioners 
Horizontal 
Horizontal to Vertical 


Load 
Capacity 
Rounded-Bottom 
800 Ib. 
1100 Ib. 


No. 
29PH19 


No. 21VG42 


No. of 
Drums For Use With 


1 
1 
2 
1 
2 
1 


No. 30YP19 








Steel Drums 
Steel Drums 
Steel Drums 
Steel Drums 
Steel Drums 
Poly Drums 


Steel Drums 
Steel Drums 
Steel Drums 


Steel Drums 
Steel Drums 


Overall Width 


28 V4" 
284" 






No. 21VG49 
(Shown on fork) 


No. 
29PH 21 


Drum Cap. 


55 gal. 
55 gal. 
55 gal. 

30, 55 gal. 

30, 55 gal. 

30, 55 gal. 


55 gal. 
30, 55 gal. 
55 gal. 


55 gal. 
55 gal. 
Overall 
Length 


56" 
48" 





Sign in to Grainger.com® to see YOUR Pricing and MORE 





Load Overall Overall Overall 
For Drum Material Drum Cap. Capacity Length Width Height 
Plastic, Steel, Fiber 55 gal. 1000 Ib. 43 Ya" 28" 32%" 
Steel 30, 55, 85 gal. 1000 Ib. 34" 28" 34" 
Steel 15, 30, 55, 85 gal. 1500 Ib. 3854" 38 44" 36" 
Steel 30, 55, 85 gal. 1600 Ib. 3354" 28" 35 M4" 
Plastic, Steel, Fiber 55 gal. 2000 Ib. 43 4" 40%" 32V2" 
Steel 30, 55 gal. 2000 Ib. 42" 44" 3512" 
Steel 30, 55 gal. 3200 Ib. 42" 44" 35 2" 
Steel 30, 55, 85 gal. 4000 Ib. 3854" 4654" 36" 
95, 85 gal. 1000 Ib. Fa 16" lk 


No. 21VG46 


Load 
Capacity 


800 Ib. 
1000 Ib. 
1000 Ib. 
1000 Ib. 
1000 Ib. 
1000 Ib. 


1500 Ib. 
1500 Ib. 
1500 Ib. 


660 Ib. 
880 Ib. 


Fork 
Pocket Size 


we x2 
ne xX 2 
UX 2 
54" x 2" 
7" x2" 
o¥" X12" 


5s" x 2" 
Be 2" 
5Y" x 1V" 
2¥8'H x 5Y2"W 
2¥2'H x 534"W 
Overall 
Height 


22" 
22 Ve" 


No. 21VG47 


No. 


Item 
No. 


21VG56 
29PH19 
29PH23 
29PH20 


21VG57 
29PH21 
29PH22 
29PH17 


21VG60 





Item 
No. 


21VG39 
21VG40 
21VG45 
21VG42 
21VG46 
21VG44 


21VG41 
21VG43 
21VG54 


30YP20 


30YP19 


Item 
No. 


21VG55 
21VG47 





21VG50 


1145 
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No. 
30YP23 






No. 
29PH14 





‘aaah 


Drum Stackers 





‘a 


Drum Carrier, Steel, powder-coat drums can be rotated 360°. Use with 880-lb., 55-gal. capac- 
ity drums. 7" polyurethane casters. 

Handler, and Truck y poly see meet been 

j j 0a vera vera vera tem 
Ergonomically lifts, transports, and places drums on and off pallets. Features For Use With Drum Cap. Capacity Height Width _ Length No. 
a spring-loaded clamp to securely hold any rimmed drum and legs that adjust Close-head Drum 55 gal.  880lb. 771%" 31%" 528" S0YP22 
for different sized pallets. Swivel steering wheels provide easy positioning and Open and Close-head Drum So gal. __ 680 1b. 77s 14 2s SOYP2S 
precision roller bearing load wheels ensure maximum stability. 


Load Overall Overall Overall Item 
Description For Use With Drum Cap. Capacity Length Width Height No. 
Drum Carrier Steel Drums 59 gal. 880 Ib. 5a 33%" 43" 29PH16 
Steel Drums, , : ; 
Drum Truck Plastic Orums 59, 85 gal. 880 Ib. 45 60 73 29PH14 


Ergonomic Steel Drums, 30, 55, i i i 
Drum Handler Plastic Drums 85 gal. ‘'O00'D. = 97" 45°49" 2SPHTS 






* GRAINGER 
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Portable 
r% Electric 
=> Hydraulic 
Drum Dumpers 


= For open- and closed-head drums 
= For use with 30- and 55-gal. steel, plastic, or fiber drums 
= Overall width is 36" 


No. 21VG48 





Lf 
ra 


{is 


{newt 





¥* . 7 Allow one person to load or unload and stop drum at any angle during dumping 
Dayton Ts ic limit swi 7 | ° 
ly — = cycle. Electric limit switch stops unit when max. dumping angle (135°) has been 
= ' —_. reached. 40-sec. controlled rotation. %% HP, 110/208-230V, single-phase electric 
ji No. 30YP24 a) motor is prewired to 110VAC. 24VAC push-button hand control is mounted on 
Drum Carrier ; coil cord. Two rigid and two swivel casters. 
and Palletizer D For Use With an capaci No Heh (in Rotated Height (in.) Level Height ( (ib No 
‘ ' ipti it , i : i in. ated Hei in.) Level Hei in. : 0. 
Steel construction with a —prum Carrier Steel Drums BE al 300 lb 21VG48 8 fis 11634 7944 1000 {1283 
powder-coat finish. Drum Palletizer Steel Drums 55gal. 880lb. 30YP24 60 137% 844 750 11285 
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GRAINGER CHOICE® MATERIAL HANDLING 
Find the Wy. Find Solutions. Find Great Prices. Plastic Shelf & Utility Carts 


Shelf and Utility Cart Selection Guide 

MATERIAL SHELVES 

e Metal: Metal shelf and utility carts are more rugged e Adjustable Shelf: Shelf can be raised or e Perforated Shelf: Small openings on shelf 
and typically can hold heavier loads than plastic shelf and lowered to accommodate items of different sizes. surface let liquid and debris fall through, which 
utility carts. e Compartmented Shelf: Deep compartments helps keep the shelf clean. 

e Plastic: Plastic shelf and utility carts are lighter and keep containers of chemicals stable and capture © Removable Shelf: Shelf can be removed for 
provide more resistance to dents, corrosion, and water Spills. cleaning or to accommodate tall items. 

damage than metal shelf and utility carts. e Deep-Lipped Shelf: Tall lip contains spills and ¢ Shelf with Lipped Guards: Tall guards 
HANDLES better protects against items sliding off the shelf run along the length and width of the shelf to 

e (2) Handles: Front and rear handles allow carttobe than a shorter lip. prevent items from sliding off it. 

pushed from either side when maneuvering in tight spaces. © Fixed Shelf: Shelf cannot be moved. e Single-Side Flush Shelf: One flush side 

e Ergonomic Handle: Provides comfortable grip. e Flush Shelf: Flush sides let items slide onto _lets items slide onto or off of the shelf, and three 
e Flat Handle: Low-profile handle stays out of the way. _F off of the shelf. lipped sides stop items from falling off the shelf. 
e Raised Handle: Provides comfortable hand placement © Lipped Shelf: Short lip stops items from 
and push height. sliding off shelf, and heavy items don't need to be 

e U-Shaped Handles: Offer secure grip when climbing __'!fted far to clear the lip. 

ladders on vertical-access carts. 













Deep Lipped Shelf 
w/ Flat Handle 
No. 5UTH9 


Lipped Shelves 
w/ Flat Handle 
No. 13W538 





™~ os * GRAINGER upbenman 
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APPROVED [eee >» We put space to work 
_ ; Utility Carts with 
Utility Carts with Lipped Plastic Shelves 









We put space to work. 


Deep-Lipped Plastic Shelves All have 2 swivel casters and 2 swivel casters with brake, 
All have 2 swivel casters and 2 swivel casters with brake, except as noted. Assembly required. 
except as noted. Assembly required. Top _ Distance 
: Load Shelf Shelf Overall Overall Shelf Between Shelf Item 
Top Distance Capacity Length Width Length Width Height Shelves Color Brand No. 
Load Shelf Shelf Overall Overall Shelf Between Shelf Item 5 Shelves and Flat Handle 
Capacity Length Width Length Width Height Shelves Color Brand No. ont 18" 94" 13" 46" Qi," Black GA 8EJ11 
3 Shelves and Raised Handle 300 Ib 94" 13) 94" 13" 46" 46" Gray GA ONW14 


+ 


3344 21%! 34" 21%" 33% Black Metro 8DH66 * 3 Shelves and Flat Handle 
400 Ib uF 24" | 8" 


1 
39%" af" 39/2" 2/ 3344" 11" Black Metro 2XJR8 ic 32" ky Black GA 8PLK4 





3 Shelves and Flat Handle ; 24" 18" 24" 18" 32" 11%" Blue GA 13W645 
24 18 24 18 38 24%" Black GA 8ZRY7 24" 18" 24" 18" 34" 914", 16%" Black GA  13W538 
24" 18" 24" 18" 38%" 10%" Gray GA 9JDN1 24" 18" 24" 18" 34" 914", 161%" Blue GA 4HRN9 
300 Ib a 18 24 18 87 We fed a Toy oes 24" 18" 24" 18" 34" 9%" 164" Gray GA 4HRP8 
j : : : p' : ac 24 18" 24" 18 34" 914", 16%" Green GA  4HRV4 
24" 18" 24" 18° 38%" 36%" Blue GA 13W634 300 Ib 24. 18" 24" 18" 34" 9%" 1614" Purple GA  13W539 
32" 24" 32" 24" 38° 10%" Black GA 9LDNG 94" 18" 24" 18" 34" 914", 16%" ‘Red GA 13W565 
400 Ib 32" 24" 32" 24" 38° 10%" Gray GA QAPA5 4" 18" 94" 18" 49" 16%" Black GA 4HRR4 
oShel a “i 4 a2" 24" 38° 24%" Black GA 8GPT8 94" 18" 24" 18" 40" 161" Blue GA _5WCZ1 
elves and Raised Handle 24" 18" 24" 18" 42" 16%" Gra GA 5WCP3 
300 Ib 24" 18" 2" 18" 375" 26" Gray GA 9F954 94" 13" 94" 18" 42" 1614" Brcen GA 8G427 
400 |b 33-4 21% 34 21%" 33% 24 Black Metro 8URD4 * 04" 18" 94" 18" 49 161" Red GA 4HRU2 
a 39 ae 39%" 27" 33%" ~—-24" ~—s-éBlack.~—S Metro. += 2XJR6 * 39" 4" 94" 18" 3314" 10%" Black. GA 9QRYWO 
elves and Flat Handle 24' 18" 24" 18" 34" 8%" 17%" Black GA 8DXD2 
300 Ib 18" 2a” 18" 87%" 26" Blue GA 13631 94° 18" 94" 18" 34" 1134" ~~ ‘Black GA 8Y889 
24" 18" 24" 18" 37%" 26" Red GA 13W630 400 |b 2078 184" 31%" 1816" 35%" Te Black Metro 29JU28 * 
400 lb 32 24 32 24 37%" 24%" _ Black GA ___—SWCU8 28%6 18%" 3114" 18%" 35%" 11" Gray Metro 29JU30 * 
29%" 1514" 40%" 2554" 31%" ~—* 18%" Black Rubbermaid 2ZB53_ f a1" 93%" 34" 94" 35% 1 Black Metro 29JU34 * 
30 AT 8a AB BUT + af or 1008 ae et 
0 0 5 j : : ; ; " ac etro * 
30° 175" 345" 178" 33" 19" Gray GA BUTHO ¢ | 500 — 3h 754 gor 98" 364" 11" Gray Metro 20JU42_* 
30°. 17" 84%" 17%" 33" 19" Green GA __—-SUTJO +t 2 Shelves and Flat Handle 
31%" * 18" 39" ie 33° 18%" Beige Rubbermaid 1FD39 t+ 04" " 94" 18" 24%" 16%" Black GA 4HRK3 
31%" 18" 39" 18" 33° 18%" Black Rubbermaid 1FD38 + 04" 18 94" 18" 294%" 90%" Black GA 9GMU7 
500 lb 35%" 23%" 40" 33° 32%" 187%" Black Rubbermaid 2ZB54 + 200 Ib 53% 13" 04" 18" 24%5" 24%" Blue GA 4HRK2 
35% 24" 40%" ~=—26" ~— 331%" ~=—«18%" ~—Gray Rubbermaid 82623 t+ 54" 13" 94" 13" 9414" 94%" Green GA 4HRU7 
36" 24" 40". 25%" 87%" — 19%" Gray GA 401R92 + 04" 18" 94" 18" a3" 26" Black GA 9LDN5 
36%" 247%" 45%" —«26" ~~ 834%" «18% Black Rubbermaid 1FD42 + 04" 18" 94" 18" 33" 26" Gray GA 9WRA1 
—— a a — 
8 lr 7 : . 
37" bx" AT" 26" 3. 19" Green GA SUTJ3 Tf 300 Ib 24" 18" 24" 18" 3315" 26" ara GA 9KC23 
—_ 37 ua 26" ms 26 34%" 18% —sBeige Rubbermaid 1FD43 _ 7 28%6 18%" 31%" 18%" 35%" 24" Black Metro 29JU25 * 
elves and Ergonomic Handle 28%6 18%" 381%" 18%" 353" 24" Gra Metro 29JU27 * 
31%" 17" 39" 18" 33%" 18%" Beige Rubbermaid 4AAZ9_ { 31%" 23%" 34%" 24" 353%" 24" Black Metro  29JU31 * 
31%" 17" 39" 18" 33%" ~—- 187%" Black Rubbermaid 4ACA1 t+ 31%" 23%" 34%" 24" 3534" 4" Gray Metro 29JU33 * 
36 %4" 25" 45%" 26" 37° 18%" Black Rubbermaid 4ACA5 + 39" 4" 94" 30" 347," 95" Black GA  9MN33 
500 lb 36%" 25" 44" 25%" 33%" 19%" Beige Rubbermaid 4ACA6 t+ 39" 04" 39" 94" 3034" 2434" Black GA QAPA4 
36%" 25" 44" 251%" 33%" 193%" Black Rubbermaid 4VZF9 + 400 Ib 32. 04" 39° 94" 3935" —~*2A3/;" Gray GA 8NLW2 


38 Ys' 24%" 38%" 241" 32" 20%" Black GA 92TV60 32" 24" a2. 24" 341" 25° Gray GA 9GV15 


388 24" 882) 2A! 832" 20% Gray GA o2TV58 37° 27% 40%" ~—28" 365%" 24" Black Metro 29JU37 * 
750 Ib 46 %" 25" 55" 26° 33%"  18%' Black Rubbermaid 4DFV6 ft 37" 27% 40%" 28" 36%" 24" Gray Metro 29JU39 * 
* 4 swivel casters. ¢ 2 swivel, 2 rigid casters. * 4 swivel casters. 
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MATERIAL HANDLING 
Plastic Shelf & Utility Carts 





&Y Cart w/ Lockable Lockable 
Sliding Drawer Instrument Cart 
No. 3NE61 No. 4MC26 


Enclosed and Lockable 
Plastic Service Carts 


= Assembly required 

GA Rubbermaid® 

» Ergonomic, easy-grip handles = Carts have aluminum uprights, 

= 4 ball-bearing swivel except No. 3NE61 has plastic 
casters (2 with brake) = 4 swivel casters 





Rubbermaid 


* GRAINGER 
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Load No. of Overall Overall Overall Item 
Capacity Shelves Length Width Height Color Brand No. 
2-Sided Enclosed Service Cart 

400 Ib. s] 4355" 20%" 3954" Off-White GA 35KT29 
3-Sided Enclosed Service Carts 
300 Ib. 3 40%" 20" 3745" Black Rubbermaid 4YX42 
300 Ib. ] 403," 20" 3745" Off-White Rubbermaid 5M692 
400 Ib. 3 4354" 20%" 3954" Black GA 35KT30 
400 Ib. ) 435" 20%" 3954" Off-White GA 35KT31 
Carts w/ Lockable Cabinet 
300 Ib. 2 403," 20" 3745" Black Rubbermaid 4YX43 
400 Ib. a 344%" 19" 39%" Black GA 35KT33 
Carts w/ Lockable Sliding Drawer 
200 Ib. 2 339%" 1854" 3734" Black Rubbermaid 3NE61 
400 Ib. ) 34%" 19" 39%" Black GA 35KT32 
Lockable Instrument Carts 
300 Ib. 2 405" 20" 37'%6° Gray Rubbermaid 4MC26 
400 Ib. 3 344%" 19" 39%" Black GA 35KT34 
Accessories 
30 Ib. Bin for Utility Carts with Plastic Rubbermaid Commercial 3NE59 
or Wire Shelves - Black Products 
65 Ib. Bin for Utility Carts with Plastic Rubbermaid Commercial 3NEGO 
Products 


or Wire Shelves - Black d 









No. 
406R91 


No. 
406R93 


Adaptable-Design Utility Carts 
with Deep Lipped Plastic Shelves 


Adaptable-design utility carts can be reconfigured for different tasks. The 
carts' ergonomic handle can be repositioned to improve operator comfort. A 
flip-up shelf provides a flat work surface without having to rearrange items 
on the top shelf. Tool-holding slots, snap hooks, and other storage features 
keep items organized on the carts. V-notch holds pipe or conduit during 
cutting. The carts' shelves have a tall lip that contains spills and stops items 
from sliding off the shelves. All have two locking swivel casters and two rigid 
casters. Assembly required. 


Rubbermaid 


Commercial Products 


Distance 
Load Shelf Shelf Overall Overall Overall Between Shelf Item 
Capacity Length Width Length Width Height Shelves Color No. 
Utility Carts 
44" 17" 46%" 18" 36" 20" Black 406R89 
500 Ib 44" 17' 461%" 18" 36" 20" Gray 406R90 
48" 25° 51%" 25 V2" 36" 22° Black 406R91 
48" 25" 51%" 25 V2" 36" 22. Gray 406R92 
Accessory Hooks, Pkg. of 4 
10 Ib. — D. a _ _— 406R93 
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Commercial Products 
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Scan. Order. Done. 
Details on page A1. 
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AKRO-MILS 
‘A Myers Industries Company 


Utility Carts with 
Flip-Gate Flush 
Plastic Shelves 


The shelves on these carts have hinged sides that flip up to create a lip that 
stops items from falling off them or flip down to create a flush surface that lets 
items slide onto or off of the shelves during loading or unloading. The carts’ 
|-shaped support posts provide unobstructed access to the bottom shelf. All 
have two swivel casters with brake and 2 rigid casters. 





No. 4YT95 


Load Overall Overall Item 

Capacity ShelfLength Shelf Width Length Overall Width Height No. 
400 Ib : 17" 42" 19" 34" 5YM99 
4YT95 


32" Ze. 46" 24" 34" 









Nestable Utility Carts 
with Perforated Lipped 
Plastic Shelves 


These utility carts nest together 
to save space when storing the 
carts. The carts' perforated plastic 
shelves let liquids, dirt, and debris 
fall through them, which helps keep 
the shelves clean when the carts 
are used in dirty or wet areas. The 
shelves have a short lip that stops 


items from sliding off them. All have No. 6WZK8 
two swivel and two rigid casters. 
Distance 
Load Shelf Overall Overall Overall Between Item 
Capacity Length Shelf Width Length Width Height Shelves No. 
600 Ib at 22" 40" 261%" 44" 18" 6WZK8 
or 22 40" 6WZK9 


29%" 44" 18" 


Cart Position Truck Position 
Shown Shown 


oJ 


Convertible Utility Carts with 
Flush Plastic Shelf and Platform 


The top shelf on this cart folds down to convert it to a solid-back platform truck 
so it can carry items that would be too large to fit on it when the top shelf is in 
place. The shelf and platform are flush, which lets items slide onto or off of them 
during loading and unloading. The platform has a 250-Ilb. capacity. The cart has 
four swivel casters, two of which are locking. Ships assembled. 


Rubbermaid 


Commercial Products 





Load Overall Overall Item 
Capacity ShelfLength Shelf Width Length Overall Width Height No. 
400 lb. 32 23 2" 45 V2" 24" 34¥" 1MDN4 


1-800-GRAINGER (472-4643) 


MATERIAL HANDLING 
Plastic Shelf & Utility Carts 


GRAINGER CHOICE ° 
Find the wf. Find Solutions. Find Great Prices. 





* 


cron Pia with 
We put space to work Compartmented 
oa = Plastic Shelves 
Chemical-Resistant No. 9NKX9 





Utility Carts with 
Plastic Shelves 


Made from chemical-resistant materials that 
withstand exposure to acids and corrosives. All 
have two swivel and two rigid casters (6GJY8 has 
locking casters), two shelves, and a flat handle. 
Antimicrobial shelves have been treated with an 
antimicrobial compound to prevent the growth of 
odor- and stain-causing bacteria, mold, and mildew. 





No. 4UR44 





No. 4UR43 Load Shelf Shelf Overall Overall Overall Item 
. Capacity Length Width Length Width Height Brand No. 
With Compartmented Plastic Shelves 
150lb 23in 15 Yin 29in 16%in 38in GA  9NKX9 
250 lb 30% in 23in 36%in 24in 36in GA 91856 With Antimicrobial 
With Antimicrobial Lipped Plastic Shelves Lipped Shelves 
600 lb 36in 18in 36in 18in 40in Metro 6GJY8 No. 6GJY8 


We put space to work 


Utility Carts with Antimicrobial Plastic Shelves 


The blue plastic shelves on these carts have been treated with an antimicrobial compound 
that prevents odor- and stain-causing bacteria, mold, and mildew from growing on the 
shelves. All have four swivel casters. 





No. 5M738 


Distance 
Overall Overall Between 
Width Height Shelves 





Load Shelf Shelf Overall 
Capacity Length Width Length 
Perforated Flush Shelves 
Ergonomic Handle and 2 Shelves (. 


Item 
No. 





No. 1FD40 











900 Ib 30in 18in 34%in20%in39%in 26in 20W686 
36in 24in 40%in 26%in 39 %in 26in 20W688 
Ergonomic Handle and 3 Shelves 
900 Ib 30in 18in 34%in20%in39%in 11in 20W687 
36in 24in 40%in 26%in 39 Yin 11in 20W685 
Lipped Shelves 
Flat Handle and 2 Shelves 
300 Ib 28 %cin 18 Min 31 %in 18 “Yin 35 “win 24in 29JU26 
No. 1FD44 31 %in 23%in 34¥in 24in 35%in 24in 29JU32 a : | 
' 400 lb 37in 27%in 40¥%in 28in 37in 24in 29JU38 ae carer ~F4 
Flat Handle and 3 Shelves e iT 
400 Ib 28 %cin 18 Min 31 %in 18 Yin 35 “win 11in 29JU29 “a ) 
31 %in 23%in 34¥in 24in 35%in 11in 29JU35 
500 lb 37in 27%in 40%in 28in 37in 11in 29JU41 wo No. 20W685 
Deep Lipped Shelves as 
ay ) No. 1FD45 Flat Handle and 2 Shelves 
cree eeren® 400 lb 33%in 21 %in 34in 21%in 41in 24in 9CD06 
Raised Handle and 3 Shelves 
Structural Foam Plastic Mobile 400 lb 39%in 27in 39%in 27in 41in 11in 36NK67 


METRO 


We put space to work. 


Antimicrobial Polymer Mobile Shelving 

= NSF Listed, except No. 3TJ71 MetroMax Q—Feature gray epoxy-coated 
= 5" casters steel posts and shelf frame. 

Feature Microban® antimicrobial product 
protection. Lift-off removable shelf mats 


Cabinet Workbenches 


Mobile cabinet workbenches provide tool storage and a flat work 
space. Made from structural foam plastic, which will not rust, dent, 
or chip. Models with lockable drawers feature ball bearing full-exten- 
sion slides. Some assembly required, except for No. 4UR44. 


250-LB. CAPACITY 500-LB. CAPACITY MetroMax i—Feature all polymer posts and 





Five metal storage drawers. Locking cabinet with shelves or shelf frames. 
A eeirabe drawe g¢ are dishwasher-safe and easy to clean 
Pegboard side panels provide four locking drawers. Includes and maintain. Shelf height adjusts using 
hanging storage. Locking bar 3-outlet surge-Suppressor power quick-releas . mmachanicn 
keeps contents secure. Built-in _—_ strip with 10 ft. cord. Four 5" ai 
; ; istance 
cord wrap. Four 4 nonmarking nonmarking casters (2 locking Load Overall Overall Overall Between Caster Item 
casters (2 swivel, 2 rigid). swivel, two rigid). Capacity Depth Width Height Shelves Material No. 
MetroMax Q® 
330-LB. CAPACITY 750-LB. CAPACITY 4 Ventilated Shelves 
Multiple compartmentalized Locking cabinet and four locking | 220! a i a im ef a 7 solyurethane oe 
boxes and slide-out trays. drawers. Includes 3-outlet surge- | 9001b. 24in 48in 67%sin 17" Rubber _ 20W682 
Molded compartments on handle suppressor power strip with Ticaii ai sr 60 ai oie , 7" Rubber _ 20W683 
: A " entiiate elves oll e 
cord wrap. Four 5" nonmarking __ locking swivel, 2 rigid). 900 lb. 24in 48in 79in 15" Polyurethane 20W701 
casters (2 locking swivel. 2 rigid). 24in 60in /79in 15" Polyurethane 20W702 
aa — MetroMax i® a I 
4 Solid Shelves = 
Capacity D W H No. i Ww 
750 |b 191% in 37% in 33 In AURA 18in _60in 67 ve in 17" Polyurethane 20W663 4-CS~S* 
vr va 24in 36in 67%s6in 17" Polyurethane 20W666 ® 
19 Y% In 38 in 33 ¥8 In 4UR43 900 Ib. : . MetroMax Q 
330 Ib 19 in 38 in 33 7% in 5M738 24in 48in 67%c6in 17’ Polyurethane 20W668 Ventilated and 
18 “in A1 %& in 38 % in 1FD40 24in 60in 67%6in 17" Polyurethane 20W671 Sa enea ees 
500 Ib 18 % in 40% in 33 % in 1FD41 4 Ventilated Shelves Solid Shelves 
750 Ib 26 Vain 49 in 38 in 1FD45 900 lb. 18in 48in 67%sin 17" Rubber 20W659 No. 20W696 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1149 


MATERIAL HANDLING Scan. Order.Done. |=" 
Metal Shelf & Utility Carts Details on page A1. = 


‘ Find More Utility Cart Option Information on pg. 1147. 


\ 

) : 

x re 

o, 2Shelveswi2 & DEncnoeiel 2 Shelves w/ Flat Handle 








=V 







Raised Handles Ergonomic Handle No. 2CZY4 
No. 3JHU1 No. 16D355 
aMNCO = * reyrycraincer 


carts APPROVED 
C) @ 









LITTLE 5 Shelves w/ Flat Handle 


| se 
2 Shelves w/ wi /ESTWARD | CIANT No. 1TGV4 
Flat Handle 


No. 1TGTS Utility Carts with Lipped Metal Shelves 


















Distance 
Load Shelf Shelf Overall Overall Overall Between Item 
Capacity Length Width Length Width Height Shelves Brand No. 
2 Shelves and Ergonomic Handle 
36" 18" 42" 19" 39" 20 Jamco 160098 
30: 24" 36" 2412" 41" 24" GA 160432 
36" 24" 39" 2412" 41" Ol GA 2XJR9 
36" 24" 54% 24 V2" 40" 26% GA 49Y185 
1,200 Ib oO. 30" 42" ol. 39" 20 Jamco 160104 
48" 24" 54" 20 43" 20" Jamco 160433 
48 30 54 31 43: 25" Jamco 160437 
48 36 54 3/7 43" 20 Jamco 160440 
5 Shelves w/ 72 24 18% 24% 41" 2654" GA 160435 
Flat Handle 1,400 Ib 36" 24" 42" 2412" 5) 24" GA 4HTN7 
No. 19G698 2 Shelves and Flat Handle 
24" 18" 30%" 18%" 33" 20 GA 160184 
24" 18" 54 V7" 24 V2" 36" 2374" GA 196933 
30" 18" 54 V2" 2412" 36" 2374" GA 2NXV2 
30" 24 36" 25" 30. 19" Jamco 160403 
32. 18" 6412" 2412" 401%" 2654" GA 9GE64 
36" To: 42" 24 V2" Of: 23° GA 160186 
36 24 42 24 35. 20 GA 9GEY9 
36 24 54 24% of: 26% GA 49Y123 
36 24 15% 24% 51" 24% GA 8RR22 
1,200 Ib 30. + a a 33. ee sameo frie? 
° : . 54" : 5 : amco 754 
S00) Ween ceAINGER 48 24 BA" 2A ag 2654" GA 49Y124 
APPROVED 48 30 5 3 39" 25. Jamco 8VXZ9 
: 48 36 54 3/7 39" 20. Jamco 160721 
= | LITTLE x ? 48" 36" 64" 36%" 38" 21" GA 160764 
NS CIANT | 60" 24° 66% 24s" AQ" al GA 160758 
80°30" Bese" B0 BIS 28 30" GA mY 
Hb 4 i F g" 6" " " 4 5 
Utility Carts with Flush Metal Shelves 72” 30" 78" 31". 35". 19" Jamco 160406 
; 1,400 Ib 36" 24" 42" 25. 30. 25° GA 1NFA8 
Distance 36" 24" 42" 24" 39" 18" GA 5CGZ9 
Load Shelf Shelf Overall Overall Overall Between Item 36" oe 54," 24V" 34" 191," GA 49Y555 
Capacity Length Width Length Width Height Shelves Brand No. 36" 94" BAA" OA Vy" 431," 631" GA A9Y224 
2 Shelves and (2) Raised Handles 36" 24" 78%" 2415" 47" 191" GA 49556 
600 Ib : 18 36° 18° 42" _ Metro 3JHU1 1,500 Ib 48" 24" 51" 2412" 40" 19%" GA 49Y559 
36 24 36 24 42 — Metro 3JHU3 48" D4" 54" DA" 30" 138" GA 5CHA0 
2 Shelves and Ergonomic Handle 48" 30" 517%" 30%" 36" 1714" GA 5CHA1 
Ib 48" 24 54M" 24 V4" 4034" 22 V4" GA 16D355 43" 30" 634" 30%," 60" 96%" GA 49Y226 
2 Shelves and Flat Handle : : : A : 60" 30" 6648" 3012" 392" 17%" GA 5CHA2 
36 24 42 24 39 19% GA CHAS 100 Ib 2/' 18" 30" 2412" 36" 12¥3' Westward 2CZY4 
36" 24" 42va' 24 V2" 36" 2694" GA 49Y228 2,000 lb 36" 24" 39" 24" At" 19%," GA 39E629 
1,500 Ib 48" 24" 51%" 24 V2" 38" 1834" GA 5CHA4 36" 94" 36" D4" 411" 1734" GA 16D366 
60" 30" 66%" 30%" 36" 1854" GA JCHAG 36" 24" 54 V7" 2412" 38" 2654" GA 49Y160 
60" 30" 66%" 30%" 38" 26%" GA 49Y231 2,400 Ib 36" 24" 54V" 24 V2" 41" 17%" GA 39E637 
36" 24" 42 V2" 24" 39" 19%" GA 16D362 48" 24" 51%' 24" 30. 2374" GA 49Y581 
> 400 Ib 48" 24" 51%" 241" 38" 19%" GA 16D363 60" 30" 6648" 3012" 68" 2654" GA 49Y163 
48" 30" 5 Ve 30" 36" 19%" LittleGiant 395635 3,000 Ib 36" 94" 661%" DAY" 40" 9354" GA 8DGG1 
60" 30" 6658" 302" 60" 19%" GA 16D365 3,600 lb 48" 24" 53 V0" aa" 36" 18" Little Giant 19G782 
3,600 Ib 60" 30" 651%" 30" 36" 19%" Little Giant 19G769 2 Shelves and Raised Handle 
36" 24" 362" 24%" 36" 2654" GA 1TGT4 1,200|b 36" 24" 39" 24" 36" 16" GA 10F449 
48" 24" 01% 24%" 36" 2654" GA 1TGT5 3 Shelves and Ergonomic Handle 
4,000 Ib 48" 30" 51%" 30%" 382" 2654" GA 1TGT6 " 94" 39 DAV," 41" 121," GA 19G6/4 
48" 36°51" 36" 3515" 06%" GA 11GT7 1,200 Ib G9 36° 66%" 36" a1 GA 166116 
72" 36" 18%" 36%" 39" 26%" GA 1TGT8 3 Shelves and Flat Handle 
36" 24" 48" 2412" 34y2" 234" GA 1TGV8 30" 1S 54¥" 2412" 38" 10%," GA 160190 
48" 24" 51% 24¥" 33" 234" GA 1TGV9 30" 138" 5A" 241" 45" 121," GA 2NXV5 
48" 24 51%" 2412" 45" 26%" Westward 52CL38 30" 24" 36" 25" 39" 12" Jamco 16C392 
48" 30" 01% 30%" 30 23 44" GA 1TGW1 oe. 18" 6412" 24 V2" 401%" 122" GA OPP81 
48" 30" 517," 30%" 36%" 2654" GA 49Y157 36" 18" BAY" 241" 38" 121," GA 49Y132 
5,000 Ib 48" 30" 51%" 30%" 38" 26%4' Westward 52CL41 36" 94" 4" 94" 35" 113," GA 9CM21 
60" 24" 651" 24" 36" 23" Little Giant 19G770 1,200 Ib ge: 4" 54" 9414" 36" 1494" GA 49Y461 
60" 30" 651" 30: 36" 23 ~_LittleGiant 8CGA9 36" a0" 4" i" 35" 12 Jamco 160732 
60" 30" 66%" 3042" 30 2344" GA 10F435 36" 30" 42" 31" 39" e. Jamco 160395 
f2" 36" 11% 36" 36" 23 Little Giant + 9CKA8 43" 94" 517" 94," 34" 121%" GA 49Y135 
72’ 36" 185%" 36%" 39" 2344" GA 1TGW3 48" 24" 517%" 2412" 40" 10%," GA 160193 
600 Ib 36" 24" 42¥2" 24," 36" — GA 2HDR1 48" 36" 54" oT 35" 12 Jamco 160734 
3 Shelves and Flat Handle 1,500 Ib 36" 48" 48" 48%" 36" 12" GA 40LF03 
1,200 |b 30" 18" 42 Va" 24 V2" 662" 12%" GA 423P94 2,000 lb 60" 30" 65%" 30" 36%" 11%" LittleGiant + 49Y482 
2,000 Ib 48" 24" 53%" 24" 35" 11%" Little Giant 49Y471 36" 4" 66%" 2414" 36" ia GA 8XEW4 
3,000 Ib 48" 24" 51%" 24 V2" 38" 12" GA ONKW3 ae" 94" 54" DAY" 35" 17" GA BCYY7 
5.000 tb — 28 30" 51%" 30%" 57%" 1215" GA 49Y167 3,000 Ib Jax 30" BAI" 30Va" G0" 1075" GA 10F425 
, s kel fo 4 io 65%" 30" 36" 10%" Little Giant + 10F430 60" 36" 6634" 3614" At" 7 GA 16A931 
elves and Flat Handle 
3.0001b 60" 30°. 78%" 30%" 63" 1215" GA 196698 ean 
1150 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
LL 

















GRAINGER CHOICE° MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Metal Shelf & Utility Carts 
, | CONTINUED | 
a, 
amco * GRAINGER WwW : CW LITTLE 
eo e APPROVED INS CGIANT 
Utility Carts with Lipped Metal Shelves 
Distance 
Load Shelf Shelf Overall Overall Overall Between Item 
Capacity Length Width Length Width Height Shelves Brand No. 
4 Shelves and Flat Handle 
36" 24" 39" 24" 40" 149%" GA 49Y149 
sono a eat 
: : : ; " " amco 2 Shel 
60°30" —~66%" 30" 40M ‘14ye “GA _——~AQY 151 pe igniatante ssoiiucrherte 
ie 36" 78" 37" 60" 15" Jamco 8ERG9 Ergonomic Handle 
5 Shelves and Flat Handle No. 16C059 No. 2GMH6 
36" 18" 54Y" 24" 63" 93/4" GA 1TGV3 
1.200 Ib 36" 24" 42 V4" 24%" 5595" 93/4" GA 1TGV4 
; 48" 24" 517%' 24%" 63" 93/4" GA 1TGV5 
60" 30" 663%" 30%" 63" 93/4" GA 49Y142 
3.000 Ib 60" 30" 663" 30%" 63" 1212" GA 21UJ3 
12" 36" 18" 3/'" 68" 13" Jamco 9LED9 
3,600 Ib 48" 30" 53" 30" 65" 12° Little Giant 19G702 
6 Shelves and Flat Handle amco * Fey GRAINGER 
3,000 Ib 48" 30" 54" 31" 12" 11" Jamco 16A949 ‘o—— —- APPROVED 
or 
OW LITTLE — << 
INSGIANT § StrongHold 
. = Utility Carts with i 
GRAINGER J yeclle Appelt 7 3 Shel 
TaN approven We Deep-Lipped & shin ea I 






Utility Carts with 
Lipped and Flush 
Metal Shelves 


The top shelf of these carts has a Ergonomic 





flush surface, and the other shelves Handle 
have a short lip on all sides. ee 
Distance 
Load Shelf Shelf Overall Overall Overall Between Item 
Capacity Length Width Length Width Height Shelves Brand No. 
2 Shelves and Ergonomic Handle 
1,200 Ib 36" 24" 46" 2412" 60" 2414" GA 2XJT2 
3,600 Ib 48" 24" 51" 24" 51%" 2654" GA 49Y194 
2 Shelves and Flat Handle 
24" 18" 30" 18" 35. 25° GA 196817 
32 18" 38" 24" 40¥;" 14" GA 9CG29 
1.200 Ib 36 24" 42" 24" 35: 2a GA 8AE95 
; 48" 24" 54" 24" on 25" GA 8AE96 
48" 30" 52" 30%" 40¥" 2634" GA 8D327 
60" 30" 6634" 30%" 65" 2634" GA 8D331 
30" 24" 30° 24" 40¥" 2374" GA 9GUG5 
36 24" 42" 24%" 36" 2354" GA 1NFB3 
3.000 Ib 48" 30" 51%' 3072" 48" 2374" GA 1NFB5 
60" 30" 663%" 30%" 36" 23/4" GA 1NFB6 
60 36" 66%" 36%" 48" 23/4 GA 8NJ07 
72 24" 7838" 2412" 43" 2374" GA 160742 
4 800 Ib 30" 24" 36" 25" 38" 25" Jamco 160736 
3 Shelves and Flat Handle 
4.200 Ib 24" 18" 30" 2412" 36" 11%" GA 49Y467 
48" 24" 51%" 2414" 43" 12%" GA 10J381 
36" 24 42" 241" 48" 121" GA 49Y136 
3.000 Ib 48" 24" 51% 2412" 39" 121" GA 4DKT1 
; 48" 30" 51%" 30%" 45" 12%," GA 49Y138 
60" 30 6634" 30%" 48" 12%" GA 4DKT3 
* Westward 


Utility Carts 

with Lipped and 
Single-Side Flush 
Metal Shelves 


The top shelf of these carts is flush on 
one side and has a short lip on the other 
three sides. The carts’ lower shelves have 







a short lip on all four sides. All have 2 No seers 
rigid and 2 swivel casters. 
Distance 
Load Shelf Overall Overall Overall Between Item 
Capacity Length Shelf Width Length Width Height Shelves No. 
2 Shelves and Flat Handle 
1,200 Ib 48" 24" 54V" 242" 34" 2674" 52CL51 
3 Shelves and Flat Handle 
1,200 Ib 36" 24 52" 242" 42" 12" 52CL52 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Metal Shelves 


Load Shelf Shelf Overall 
Capacity Length Width Length 
2 Shelves ant gonomic Handle 





36" 
30" 18" 36" 
1,200 Ib 30" 24" 36" 
48" 24" 54" 
36° Ba 
2,400 lb 8" 24" 54" 
2 Shelves and Flat Handle 
30" 18" 36" 
30" 18" 37" 
30" 18" 42" 
30" 24" 36" 
30° 18" 424" 
36" 24" 36" 
1,200 Ib 36" 24" 36%" 
36" 24" 36%" 
36" 24" 424" 
36" 24 V5" 39" 
48" 24" 51% 
48" 24" 53%" 
48" 24" 54" 
2,000 Ib 24" 36" 24" 
aa 
2,400 lb 36" 18" 4?" 
48" 24" 54" 
30 18" 36 
30 18" 36 
a 
3,600 Ib 36" on a9" 
36" 24" 424" 
48" 24 517%" 
48" 24" 517%" 
3 Shelves and Flat hande 36 
1 ,200 lb 36" 24" 4?" 
3,600 Ib 30" 18" 37" 


"aa 
Utility Cart with 
Lipped Guards 


& Removable 
Metal Shelf 


This cart has a removable top 
shelf with a flush surface. The 
cart's lower shelves have lipped 
guards on all sides. 


Load Shelf 
Capacity 
1,200 Ib 


Overall 
Width 


No. 16C411 
Distance 
Overall Between Item 
Height Shelves Brand No. 
35. 16 Jamco 16C059 
oo 22 Jamco 16C050 
35 16 Jamco 160061 
on 16 Jamco 160063 
30. 22 Jamco 160054 
35 22 Jamco 160534 
35 22 Jamco 160537 
36" 18%" GA 2GMH7 
38 25" GA 2GMH5 
47" 16%" GA 2GMH9 
a5. 16" Jamco 160443 
36" 244" GA 16D875 
34y2" 16%" GA 2GMH8 
35 V2" 11%!" GA 49Y518 
39" 20" GA 49Y521 
ge. 143%" GA 49Y522 
3/Y2" 25 V2" GA 2GMH6 
oe. 173%" GA 49Y528 
36" iva Little Giant 49Y533 
35: 16" Jamco 160444 
40" 26%" Strong Hold 40V889 
36" 22' Jamco 160555 
36" 22. Jamco 160557 
36° 22 Jamco 160556 
36" 22. Jamco 160559 
39" 2294" GA 1MDT1 
5g 161%" GA 2GMJ1 
35 1614" GA 49Y184 
36 22/4" GA 1MDT2 
39 1814" GA 49Y176 
35 16%" GA 2GMJ2 
34 2274" GA 1MDT3 
39 24%" GA 49Y174 
30 g" Jamco 160411 
35° g" Jamco 160414 
36" 10" GA 160545 





Overall 
Length Shelf Width Length 
36" 24" 36" 


Distance 
Overall Overall Between Item 
Width Height Shelves No. 
24" 55: 18%’ 1DE94 








Metal Shelf & Utility Carts Details on page A1. 


Find More Utility Cart Option Information on pg. 1147. 


MATERIAL HANDLING Scan. Order. Done. Ela 











amco , 
carts GRAINGER 
C] 9 APPROVED 
Corrosion-Resistant Metal — 
nie Load Shelf Shelf Overall Overall Overall Between Item 
Shelf and Utility Carts Capacity Length Width Length Width Height Shelves Brand —_No 
Stainless steel carts resist rusting when used in environments where they will 2 Re nd Pree sams Kandle 
be exposed to frequent cleaning, washdown, or other corrosive materials. They -1200ib. = 30"—si‘13””~*=CO8G—“‘z”~=~)~= O35") O22" ~~ Jamco— NW 
are used in commercial kitchens, food-service facilities, laboratories, medical Eee a ee ag gs ag ag ——t- —aeag— 
facilities, cleanrooms, manufacturing plants, marine areas, and similar areas. Bg gr 7 gh 8g Ta" GAS*«é@PN, 
1200 b. 36 eA Ba GALT 
36 24" at" 24” 35" 22" GA 11A470 


36" 24" 42" 25 30. 22 Jamco 8PJF4 
Flush & Single-Sided Flush Shelves 
3 Shelves and Flat Handle 





































Deep Lipped Shelves 3001, 2219 30%" 782) 124" GAINS 
No. 16D086 - 97%, 175% 307" 187," 35" 2) 121%" GA 5JNJ4 
O75" 18" aA 79" 33%" 13", 147% GA 5JNJG 

500 lb. 18%" 16%" 31° £420" 30%" (2)10%. # GA 23AR45_ 

35" val "GA 5JNJ7 


3 Shelves and No Handle Handle 


1200 Ib. 18° 18" 19" 19° 34" ey at" Jamco 9K693 











a epee helves 
2 Shelves and Ergonomic Handle 
600 Ib. 36° 21%" 362" oe: 34" 2454" GA 16D069 
30" 18° 36" 19" 39" 25 Jamco  16C988 
4200 Ib 36" 18" 42" 19" 39" Li Jamco  16C989 
36" 24" 42" 20: 39" a Jamco 9PMM4 
48" 24" 54" 20 30: a Jamco 8C023 
2 Shelves and Flat Handle 
600 Ib 30" 1554" 36%" 18%" 33" 215%" GA 16D060 
36" 21%" 36%" 22" 40" 2454" GA 16D061 
. - 24" 18" 29" 18" 30 Za. GA 11A454 
Flush & Single-Sided 36 18 #441" ~ #+‘¢8° 35° +25" GA 11A458_ 
Flush Shelves 30 24" 41" 24 oo, 2a GA 11A460 
No. 5JNJ3 36" 24" 42" ay oo. 2a Jamco 9WHX2 
48" 30" 53" 30" oa: 2a GA 11A464 
1200 Ib. 60" 30" 65" 30" on: ay GA 11A466 
36" 18" 362" 18%" 38" 24%" GA 1INFD5 
36° 24" 362" 241%" 38" 24%" GA 1INFD6 
36" 24" 362" 241%" 38" 2374" GA 16D011 
48" 24" 517%" 241" 38" 24%" GA 1NFD7 
: " 663%" 30%" 38" 24 V5" GA 1NFD9 





Jamco 16C937 









36° 18" 42" Te 35" 2) 11" Jamco _— 8 PA29 
1200 Ib. 36" 24" 42" 20° 39" 2) 11" Jamco _‘ 8NDL6 
48" : : ; : 2) 11" Jamco —_—1NFES 


Lipped Shelves 
No. 16C988 





4 Shelves and Flat Handle 
48" 24" 





















1200 Ib. d : : : 

ingle-Side Flush Shelves 
2 Shelves and Flat Handle 

24' 16" 28° 16%" 34" 20° GA 16D063 

600 Ib 36" 212" 39" 22. 40" 24%" GA 16D065 

30" 15%" 36/6” 1634” 40" 21% GA 16D064 

48" 2142" 517%" 22. 36" 24%" GA 16D066 

700 Ib 21 18" 30 18" 36" 17" GA 5JNJ8 

24' 15" 36" 18" 41" iva GA 5JNK2 

24' 18" 38 V2" 18%" 38" 24 V3" GA 160971 

4200 Ib 30" 18" 382" 18%" 30: 264" GA 8CPJ8 

j 42V2" 244" 38" 24 V3" GA 160974 

48" 24" 51% 24" 56: 24 V3" GA 160975 


Single-Side 
Flush Shelves 
No. 16D065 


3 Shelves and Flat Handle 
30" 15% 63" 18%" 40" 2) 11%" GA 16D076 
15% 16%" 34" 2)11° 16D075 










24" 











160999 
16D001 
16 


Jamco 
48" 30" 54" 31" 30. 2) 10" Jamco 
30" 18" 42V2" 181" 38" : 
36" 24' 42" 2414" oo 2) 11%!" GA 160998 
60" 30" 66%" 302" 402" 2) 11%!" GA 16D002 














1200 Ib. 





* GRAINGER 
APPROVED 


Easy-Access Metal Shelf and Utility Carts 


Easy-access metal shelf and utility carts have central pillars that support the 
top shelf at the front and back of the carts rather than the corners. This lets 
users load and unload items on the carts’ bottom shelf more easily than they 
could on a cart with four corner supports. The carts have a flush top shelf and 
lipped bottom shelves. 


No. 2XJW3 


Distance 

Load Shelf Overall Overall Overall Between Item 

Capacity Length Shelf Width Length Width Height Shelves No. 
24" 18" 42" 18Y" 41" 247," 2XJW1 
4200 Ib 32 18" 36" 18V" 44" 247%" 2XJW2 
36" 138" 42" 18/4" 36" 247 49Y165 
36" 24" 36" 24" 30. 247 2XJW3 

1152 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® MATERIAL HANDLING 
Find the ww. Find Solutions. Find Great Prices. Metal Shelf & Utility Carts 





Easy Access & Load Lipped & Flush Shelves 
| Sa w/ Tube Frame w/ Raised Handle 
VIN Wy = No. 16C390 No. 16C842 
Wii: Xi) Ni RY KKK XY IN 

NEY ROX RY 


uy Wi we AX) ‘ OR 
vis NA AA NX Hi ay #4 
a? 


sey / 
Wiig MAN Sily 


Yay 


No. 16C236 





* GRAINGER 


APPROVED 
Lipped Shelves 


Metal Shelf and Utility Liobed shetves) 
Carts with Ventilated Walls No. 49Y596 


Metal mesh walls surround the top shelf on these carts to provide maximum 
protection against items falling off the shelf while the carts are moving. The 
mesh walls also allow air to flow through them for ventilation and let users see 
items on the shelf. The carts have a lipped bottom shelf. 


Distance Xe F-VGRAINGER pe aD | LITTLE 
Load Shelf Overall Overall Overall Between Item LaN APPROVED GIANT. 
Capacity Length Shelf Width Length Width Height Shelves No 


14001, 3018" a2" ast art ta t60236 | Low-Profile Metal Shelf and Utility Carts 


30" 24" 36" 241" 37%" 14" 16€238 
3600 Ib. 48" 24" O17 24%" 39%" 14" 160245 The top shelf on these carts is set at a lower height than other styles of metal 


shelf and utility carts. This reduces how far bulky or heavy items must be lifted 
when loading them onto the top shelf. Easy access and load carts have two 
rear corner posts and a front central pillar that support the carts’ top shelf and 
reduce obstructions when moving items onto or off of the carts. They also have 
flush tube shelves that let items slide onto or off of the shelves and allow dirt 


and debris to fall through the spaces between the tubes. 
Perforated Shelves nictance 


No. 190138 Load Shelf Shelf Overall Overall Overall Between Item 
Capacity Length Width Length Width Height Shelves Brand No. 
Easy Access & Load Carts with Tube Frame 

_2 Shelves and Raised Handle 





























qe 36" 18° 42" 24" 39" 17%" GA 160390 
“se = 1400 tb, —35 24" 42%" DAY" 36" 17%" GA 9AKU3 
= = ae 18" 51%" 24%" 85%" «17% GA 160391 
: 48" 24" 54%" DAY," 36" 17%" GA 8DLD3 
— a Lipped & Flush Shelves 

fr 2 Shelves and Raised Handle 
/ / 24" 18" 43" 25 V5" 34" 131%" GA 49Y588 
, / 24" 18" 43" 25 V5" 34" 134" GA 49Y595 
—.S } 30" 18" 43" 25 V5" 34" 20" GA 160180 
———— 30" 24" 31" 25" 37" 17" Jamco _—SEN38 
32" 18" 43" 25 V5" 34" 131%" GA 10F443 
36" 18" 36" 23" 40V2' 20" GA 160181 
36" 24" 39" 25 VA" 34" 1694" GA 160804 
4200 Ib. —35. 24 40" 24" 36" 7 GA 10F444 
Corrosion-Resistant 36 24 43 252 31 16% GA 4YW64 

Slotted Shelves 36" 24" 4" 25%" 35%" «16% GA AYW68 _ 

No. 12G993 : : 36" 24" 44 25%" 3515" 20" GA 160182 
. SS 48° oad" TTA SOG” Q"SSSCSASSOGA «TOFS 
a — ww v 48" 24" 51%" 30%" ~~ 34%" 16%" GA 160805 
48" 30" 51%" 3014" 30" 131%" GA 10F446 
GRAINGER Ad v 60" 24° 66" 25" 43" 17" Jamco 160806 
60" 30" 66%" 3014" 38" 131%" GA 10F447 
30" 18" 43" 25%" 35%" «16% GA 8EK82 
Flow-Through Metal 36" 24" 43" 25%" 35%" «16% GA 8WC16 
== 36" 30" 48" 30%" 34%" 16%" GA 166770 
Shelf and Utility Carts 1400|b. a" ood" SC«TTATSC«SSC«DSC« SGA ~~—~=«*N C787 
These flow-through utility carts have metal shelves with openings that x a ae aa a ou —te- qe 
; le ; 8 8 6% G 6C773 
let debris and liquid fall through them, which helps keep the carts clean 30" 94" 36" 95" 40" 17" Jamco 16C835 
when used in dirty or wet areas. Perforated shelves have small holes. 36" 30" 42" 31" 40" 17" Jamco__ 166840 
Slotted shelves have long vertical openings. aun. _#t a x ze. iv pe yee ta 
Hictanes 60" 30" 66" oh 40" 17" Jamco —- 160842 
No.of Load Shelf Shelf Overall Overall Overall Between Item 4800 Ib 30" 24" 36" 20" 42" IZ Jamco _—- 160824 
Shelves Capacity Length Width Length Width Height Shelves Brand No. 48" 36" 54" 37" 42" We Jamco 160833 

Perforated Lipped Shelves 3 Shelves and Raised Handle 

1000 Ib. 36" 24" 42%" —24Vs" 34%" «18 4" GA 190185 | 1400lb. 36" 24" 43" 25%" 395%" (2) 7%" SSG ADKP9 _ 
1000 Ib. 48" 24" 51%" 24%" 30%" «18 1%" GA 190186 4800 Ib. 60" 30" 66%" 3014" 40" (2)9% ~—-GA ADKT7 
2 


1200 lb. 36° 24" 42%" 244" 211%" 241%" GA 19G831 Lipped Shelves 
1200 !lb. 36" 24" 42 V4" 24%" 324" 181%" GA 19G878 2 Shelves and Raised Handle 


I 1200 Ib. 60" 30 66%" 30%" 63" (2) 24%" GA 190135 32° 18" 39" 30%" 40" 13%" GA 10F448 

4 1600 lb. 60" 30" 654" 30" 63" (3) 16" Little Giant 19C137 36" 24" 39" 30%" 40" 1634" GA 49Y596 

5 2000 Ib. 48° 24" 51% = 24" 63" (4) 11%" GA 190138 48" 24" ony 24" 40¥" 11%" Little Giant 49Y598 
2000 lb. 60" 30" 65%" 30" 63" (4) 11%" Little Giant 190139 1200 Ib. 48" 24" 54%" 30%" 30" 13%" GA 10F450 
Corrosion-Resistant Slotted Flush Shelves 48" 30" 54y" 3012" 39" 13%" GA 10F451 
D 600 Ib. 41" 19" 47' 19" 47" 29" GA 414X83 60" 30" 663" 30%" 38" 134" GA 10F452 
1000 Ib. 41" 19" 48" 19" 42" 20" GA 12G993 60" 30" 663" 30%" 36" 16%" GA 49Y171 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1153 


MATERIAL HANDLING Scan. Order. Done. 
Metal Shelf & Utility Carts Details on page A1. 





Find More ee Cart Option inieiaatiak on pg. 1147. 
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Deep Lipped Shelves 
w/ Flat Handle 
No. 49Y526 





Flush Shelves Lipped Shelves 
Flat Handl 
ee aac aaa ly pny Low-Profile w/ Flush 
: =5= Shelves & Raised Handle 
Metal Shelf and Utility No. 16A867 





OW LITTLE 


Carts for Instruments “Ga? AWE 


a The shock-absorbing casters and cushioned shelf matting on these carts 
ae . . absorb shock and vibration, which helps protect instruments and delicate, 
Order-Picking Metal eaten saa ( vibration-sensitive equipment on the carts from damage when moving them in 
TH laboratories, testing facilities, and similar areas. The matting also has a nonslip 
Shelf and Utility Carts jester surface that stops items from sliding on the shelves and colliding with each 
The flat surface near the handle of these carts holds documents for note-taking, | other. Also known as instrument carts. Low-profile carts have a top shelf that 
inventory, and similar tasks. Order-picking utility carts are used in settings such | is set at a lower height than other carts to reduce how far bulky or heavy items 


SWLITTLE WPATGRAINGER femgo 
ints GIANT. APPROVED ®@ 5) 

















as manufacturing plants, stock rooms, warehouses, and distribution centers. must be lifted when loading them onto the top shelf. 
Distance Distance 
Load Shelf Shelf Overall Overall Overall Between Item Load Shelf Shelf Overall Overall Overall Between Item 
Capacity Length Width Length Width Height Shelves Brand No. Capacity Length Width Length Width Height Shelves Brand No. 
Deep Lipped Shelves Flush Shelves 
2 Shelves and Flat Handle 2 Shelves and Flat Handle 
3600 Ib 48" 24" 64" 24" 42¥" 15%" Little Giant 49Y526 36" 24" 48" 301%" 391%" 149%" GA 49Y603 
48" 24" 64" 24" 42V" 16%" Little Giant 49Y532 36" 24" 04¥" 362" 36" 18% GA 49Y610 
Flush Shelves 36" 24" 661%" 301%" 39" 1456" GA 49Y605 
5 Shelves and Flat Handle 1000 Ib. 36" 24" 6612" 301%" 60" 20%" GA 20HK74 
3600 Ib 36" 24" ge. 24" 63" (4) 12" Little Giant 19G704 36" 24" 661" 362" 36" 187 GA 49Y609 
48" 24" 64" 24" 631" (4) 12" Little Giant 19G705 36" 24" 661%" 362" 48" 20/4" GA 49Y608 
Lipped & Flush Shelves 36" 24" ee 362" 40" 18% GA 49Y607 
2 Shelves and Flat Handle 30" 18" 661%" 301%" 45" 216 GA 16A804 
4200 Ib oe 18" o4V," 30%" 38" 24%" GA 19G827 36" 24" 661%" 301%" Ay" 21%" GA 49Y550 
: 24" o4V" 30%" 38" 248" GA 8AHD3 4200 Ib 36" 24" 661" 30%" 68" 21% GA 160856 
3 Shelves and Flat Handle '  36' 24" 661%" 36" 432" 20%" GA 49Y232 
4200 Ib " 18" 48" 18" 40" (2) 11%" Little Giant 19G677 48" 24" Doe 24" 38" 19%" Little Giant 49Y544 
48" 24" 94V" 30%" 39" (2) 11%" GA 49Y472 48" 30" 93 /" ou: 38" 19%" Little Giant 49Y548 
Lipped Shelves 2 Shelves and No Handle Handle 
2 Shelves and Flat Handle 4200 Ib 36" 30" 66" 301%" ky 21%" GA 16A861 
36" 18" 041%" 301%" 38%" 26%" GA 16D880 "48" 24" 48" 24" 34" 19%" _LittleGiant 49Y577 * 
36" 24" 0417" 301%" 38/2" 26%" GA 49Y144 3 Shelves and Flat Handle 
36" 24" 047A" 301A" 48" 24'%" GA 8WPP2 1200 lb. 36" 24" 661%" 30/," 48" (2) 15%" GA 49Y456 
36" 24" 04" 301A" 96" 241" GA 8XAF3 Lipped Shelves 
4200 Ib 36" 24" 64" 24" 39" 18" Little Giant 49558 2 Shelves and Flat Handle 
36" 30" ol. oak 39 oy Jamco _—- 160798 36" 24" 41¥" 24" 34" 18" Little Giant 49Y566 
48" 24" 63" 301%" 36" 26%" GA 49Y145 4200 Ib 36" 24" 18 'A" 36%" 26" 18%" GA 49Y557 
48" 24" 64" 24" 39" 18" Little Giant 49Y562 "48" 24" 93 A" 24" 34" 18" Little Giant 49Y568 
48" 30" 63" ot 39" 20° Jamco 8ELY3 48" 24" 72' 361%" 36" 18%!" GA 49Y561 
60" ou 66%" 30%" 44" 26%" GA 16D883 3 Shelves and Flat Handle 
3600 Ib. 36" 24" 39" 301%" 44" 21%" GA 49Y520 4200 Ib 36" 24" 48" 36" 37%" (2) 1458" GA 49Y462 
3 Shelves and Flat Handle * 2 BO 24" f2 36" 3/2" (2) 21%" GA 4YW83 
30" 13" 45" 19" 39" (2)12" Jamco  16C416 Low-Profile with Flush Shelves 
32 18 39" 30% 44" (2) 11%" GA 49Y476 2 Shelves and Raised Handle 
36 24 o4V," 30% 45" (2) 12%" GA 49Y147 4200 Ib. ou): ib 631" 301" 41" 1654" GA 16A867 
1200 Ib. 48" 24" ot. 3012" 36" (2) 12%" GA 49Y148 36" 4" 632" 30%" aes 16%" GA 16A869 
48" 24" 64" 24" 40" (2) 12" Little Giant 49Y480 Low-Profile with Lipped & Flush Shelves 
48 30 D1 30% 44" (2) 12%" GA 160425 2 Shelves and Flat Handle 
48 30 63" cin 39° (2)12" Jamco —_—- 16422 1200 lb. 48" 24" 91" 24" 40%" 11%" Little Giant 49Y592 
36 24 39° 301%" 3/2" (2) 17% GA 8EPOo 2 Shelves and Raised Handle 
3000 Ib. 48" 30" 8/17" 30%" At" (2) 17% GA 16A953 36" 24" 661%" 30%" 39" 1654" GA 4YW79 
60" 24" 63" 301%" 36" (2) 17% GA 8TY70 36" 24" 661%" 301%" 661" 1634" GA 8RRM5 
3600 Ib. 60" 30" 782" 30%" 43%" (2) 17%" GA 19G686 48" 24" 04%" 24¥" 34" 1654" GA 82416 
4 Shelves and Flat Handle 1200 Ib. 48" 24" 661%" 301" 36" 16594" GA 4YWs80 
36" 24" 1 301%" 60" (3) 1454" GA 16C002 48" 30" 20. 30%" 34" 1654" GA 4YW81 
3000 Ib. 48" 24" 63" 301%" 37%" (3) 14%" GA 16C003 48" 30" 661" 301%" 36" 1654" GA 49Y594 
48" 30" 04%7" 30%" 36" (3) 1454" GA 16C007 60" 30" 661%" 30%" oa: 1654" GA 8Y153 
3600 Ib 48 24" 64" 24" 65" (3) 1612" Little Giant 19G692 Low-Profile with Lipped Shelves 
60" 30" 66%" 301%" 452" (3) 16%" GA 19G694 36" 24" 661%" 301%" 38" 1654" GA 49Y597 
5 Shelves and Flat Handle 1200 lb. 48" 24" 1" 24" 40%" 11%" Little Giant 49Y599 
3000 Ib 24" 4" 20 68" (4) 13" Jamco —_—-16C 079 48" OU oT 30" 40%" 11%" Little Giant 49Y602 
f2. 24" 1898 241" 63" (4) 12%" GA 160081 * 4 swivel casters. 





Vertical-Access Metal 
r Shelf and Utility Carts “ems Vestil 


Lipped Shelves 
w/ 2 U-Shaped 
Handles 


No. 4EY10 t The built-in ladder on these carts Distance 
Load Shelf Shelf Overall Overall Overall Between ltem 
on DEUS Pe OL Teac NIG Or aiede Capacity Length Width Length Width Height Shelves Brand No. 
in warehouses, stock rooms, and Lipped Shelves 


similar locations. Also Known as 2 Shelves and (2) U-Shaped Handle 


3596 2154" 40" 20" 5014" 28" GA AZDAI 
stock-picker trucks or ladder trucks, 1000 Ib. 4755: —5754 —gov 5g —BQ ig" 98” Vesti AZD43 


vertical-access carts save workers _3 Shelves and (2) U- Shaped Handle 59 EY “43 ok a 
. A" 2 2 
from having to carry or move a 1000 Ib. Egy," 971%" 5615" 98" 7315" 97" GA 4EY40 


mz 7 Flush Shel 
I j Se separate ladder for their work. The siete cu. Shape + Hamat 


|| w/ 2.U-Shaped | ladder has a spring-loaded mecha-  ~“aaoib. —4{" 20%" 41%" 20%" 4" —«28%" ~——«<GA__—AZDAD 
j A Handles : nism that prevents the cart or ladder porrasion- Heaistant Upper Shelves 
ion- i p : elves and haised handie 
, No. 4ZD40 nee Resistant from moving when a worker is on 35" 36" — = 
ipped Shelves w/ the ladder. This mechanism also 800 Ib. iv 22 51% 22 69%" 1216 GA 459V61 





G Raised Handle 36" 4{" 99" 51%" 99" g15" 12%" GA 459V60 
6 No. 459V60 raises the ladder and allows the cart ~3 Shelves and 2 U-Shaped Handle 
YY to roll when the ladder is notin use. _660lb. 35%" 21%" 40" 22° 50% 13% GA __——AEU98 
1154 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Wire Shelf Carts 








Find More Utility Cart Option Information on pg. 1147. 
* GRAINGER 
APPROVED 

Steel Wire Shelf Carts 


















= Shipped unassembled = 4 adjustable shelves 
BLACK | WHITE 
CHROME ZINC | POWDER | POWDER 
PLATED | PLATED | COATED | COATED 
Overall Overall Overall Item Item Item Item 
H Brand No. No. No. No. 
600-Ib. Load Capacity; (2) Swivel, (2) Swivel with Brakes Casters 
18 in 67 “in Metro 45TY48 _ _— — 
36 in 18 in 68 in GA 3TPA3 3TPC2 3TPD3 3TPE4 
24 in 68 in GA 3TPV6 3TPC5 3TPD6 3TPE7 
18 in 67 “in Metro 45TY47 — _ _ 
18 in 68 in GA 3TPA4 3TPC3 3TPD4 3TPES 
48 in 18 in 69 in GA 1ECH6 | 2HDK9 — — 
24 in 68 in GA 3TPA5S 3TPC6 3TPD7 3TPES 
24 in 69 in GA 1ECH9 — — — 
18 in 68 in GA 3TPV5 3TPC4 3TPD5 3TPE6 
60 in 24 in 68 in GA 3TPAG 3TPC7 3TPD8 3TPES 
24 in 69 in GA 1ECJ1 — — — Black 
900-Ib. Load Capacity; (4) Swivel Casters Chrome-Plated Powder-Coated 
48 in 24in 67 %in ‘Metro _| 45TY54 — — — No. 3TPAG No. 2HDK7 
60 in 18 in 67 %in Metro | 45TY50 — — — 
79 in 18 in 67 ‘in Metro 45TY49 _ _ _ STAINLESS 
24 in 67%in Metro | 45TY53 — — — STEEL 
1200-Ib. Load Capacity; (4) Swivel Casters Overall Overall Overall Item 
36 in 18 in 70 in GA 2HDE5 | 2HDG7 | 2HDJ9 — W D H Brand No. 
24 in 70 in GA 2HDE9 — 2HDK4 — 1200-Ib. Load Capacity; (4) Swivel Casters 
48 in 18 in 70 in GA 2HDEG — — — 36 in 18 in 69 in GA 45TW17 
24 in 70 in GA 2HDF1 2HDH3 | 2HDK5 — 24 in 69 in GA 45TW20 
60 in 18 in 70 in GA 2HDE7 — — 48 in 18 in 69 in GA 45TW18 
24 in 70 in GA 2HDF2 — 2HDK6 — 24 in 69 in GA 45TW21 
79 in 18 in 70 in GA 2HDE8 — — — 60 in 18 in 69 in GA 45TW19 
24 in 70 in GA 2HDF3 | 2HDH5 | 2HDK7 — 24 in 69 in GA 45TW22 
ZINC POWDER 
CHROME | PLATED | COATED ae WX Paymy GRAINGER 
Ps a i en age ih _ a om fem We put space towork. APPROVED 
apacity ran 0. 0. 0. = = 
Deep & Shallow Lipped Shelves ty 
2 Shelves and (2) Raised Handles Wire Shelf and Utili Carts 
375lb  36in 18in  38in Metro | 45TY52 * — — Wire shelves let dust and debris fall through and away from them, which helps keep 
a shetves and Flat Handle asqwaz~ them clean. Air can circulate through the shelves for ventilation, and users can see 
Deep Lipped Shelves through the shelves to view their contents. All carts have four swivel casters, except as 
2 Shelves and (2) Raised Handles noted. Heavy-duty shelves are supported by square corner posts and can hold more 


375 Ib 36 in 18 in 38 in Metro | 45TY51 * — — 
800 Ib 36 in 18 in 39 in Metro | 8PER9 — — 
Shallow Lipped Shelves 
2 Shelves and (2) Raised Handles 


weight than shelves that are supported with round corner posts. 


41 in 18 in 39 in GA 3TNZ8 * | 3TPA7 * | 3TPC8 * 
350 Ib 41 in 24 in 39 in GA 3TPA1 * _— 3TPD1 * 
93 in 18 in 39 in GA__| 3TNZ9 * = 3TPC9 * 


53 in 24 in 39 in GA 3TPA2 — 3TPD2 

26 in 18 in 38 in Metro | 20W640 — — 
375 |b 38 in 21 in 39 in Metro | 20W645 — — 

38 in 24 in 39 in Metro | 20W647 — 
400 Ib 36 in 18 in 40 in GA — 16A689 — 

30 in 18 in 39 in Metro | 2KTE1 — — 

30 in 24 in 39 in Metro | 2KTE3 — — 

36 in 18 in 39 in Metro | 4W648 oo — 

36 in 24 in 39 in Metro | 4W650 — — 

37 in 18 in 39 in GA 1ECJ2 — 2HDN6 t+ 

37 in 24 in 39 in GA 1ECJ4 — 2HDN8 t+ 
600 Ib 48 in 18 in 39 in Metro 4W649 — — 

48 in 24 in 39 in Metro | 4W651 — — 

49 in 18 in 39 in GA 1ECJ3 — 2HDN7 + 

49 in 24 in 39 in GA 1ECJ5 2HDL8 + | 2HDN9 + 


ee ae ee 1 


Deep Lipped, 
Chrome 





54in 18in  39in Metro | 2KTE2 -_ — , No. 45TY51 
54in24in _39in ‘Metro | 2KTE4 = = Deep & Shallow 
60in 24in  39in Metro | 8Z509 — = Lipped, Black 

2 Shelves and No Handle No. 450W92 


900 Ib 36 in 24 in 39 in Metro | 3JHN7 _ — 
3 Shelves and (2) Raised Handles 





38 in 18 in 38 in Metro | 20W652 — — ’ 
375 Ib 38 in 21 in 39 in Metro | 20W653 _— _ 
38 in 24 in 39 in Metro | 20W655 — — oa = 
400 Ib 48 in 24 in 40 in GA _ 16A688 _ eee Si 
600 Ib 36 in 18 in 39 in Metro | 3JKY6 _ — | 
Heavy-Duty with Flush Shelves 
2 Shelves and (2) Raised Handles —~ % 
39 Yin 18in 42 in GA | 2HDD2 _ 2HDH6 aor 
39 Yin 24 in 42 in GA | 2HDD5 2HDF7 2HDH9 sf 
800 lb 51 %in 18in 42 in GA | 2HDD3 _ 2HDH7 
51 %in 24 in 42 in GA | 2HDD6 2HDF8 2HDJ1 coal 
63 Yin 24 in 42 in GA | 2HDD7 — 2HDJ2 = 
3 Shelves and (2) Raised Handles te — 
1,200 lb 63%in 24in 42 in GA _ _ 2HDJ8 


39 Yin 18in 42 in GA 2HDD8 2HDG1 2HDJ3 
39 Yin 24in 42 in GA 2HDE2 2HDG4 — 
51 %in 18in 42 in GA 2HDD9 — — 
51 %in 24in 42 in GA 2HDE3 — 2HDJ7 
* 2 swivel casters, 2 swivel casters with brake. 

t 2 swivel casters with brake, 2 rigid casters. 
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Shallow Lipped, Heavy-Duty w/ 


Chrome Flush, Black 


No. 3JKY6 No. 2HDJ3 


800 Ib 








MATERIAL HANDLING 
Wire Shelf Carts 


Scan. Order. Done. (= 
Details on page A1. - 








e 
€.62— 


— 
FF) 2 Shelves, 
Stainless Steel 
No. 45TW16 





METRO QUANTUM ™ 3 Shelves, 
| METRO} ca STORAGE Chrome 
We put space to work SYSTEMS No. 20W636 


Corrosion-Resistant Wire 
Shelf and Utility Carts 


These carts are made from stainless steel or a combination of stainless steel and 
chrome. They resist rusting when used in areas where they will be exposed to 
frequent cleaning, washdown, or other corrosive materials. The carts have wire 
shelves with a shallow lip and do not require objects to be lifted very far to put 
them onto or take them off of the shelves. The shelves’ height can be adjusted 

in 1" increments to accommodate different sizes of items. All have 4 swivel 
casters, except as noted. 


Load Overall Overall Overall Item 
Capacity L W H Finish Brand No. 
2 Shelves and (2) Raised Handles 
375 Ib 26" 18" 38" Stainless Steel Metro 20W641 
37 V2" 20" 30. Stainless Steel Metro 6GJY3 
36" 18" 37 V2" Stainless Steel Quantum 45TW13 * 
4200 Ib 36" 24" of Stainless Steel Quantum 45TW15 ~ 
; 48" 18" 37 2" Stainless Steel Quantum 45TW14 * 
48" 24" 37 2" Stainless Steel Quantum 45TW16 * 
3 Shelves and (2) Raised Handles 
26" 18" 38" Stainless Steel Metro 20W649 
oe 18" 38 Stainless Steel Metro 20W651 
375 |b 32 18" 38 Chrome Metro 20W636 
38 18" 38 Chrome Metro 20W637 
38 21° 39 Chrome Metro 20W638 
372 26" 39 Stainless Steel Metro 6GJY6 


* (2) swivel casters, (2) swivel casters w/ brake. 





we No. 
GRAINGER 33Y360 33Y379 


APPROVED 


Wire Shelf and Utility Cart Covers 


Covers fit over carts to protect their contents from dust and other airborne parti- 
cles. They also conceal the carts’ contents to maintain an attractive appearance 
and deter theft or tampering. Hook-and-loop closure fastens and unfastens 
quickly. Zipper closure is more secure than hook-and-loop closure. Blue nylon 
covers are made from waterproof, fire-retardant vinyl-coated nylon fabric, which 
resists tearing, mildew, and odors. White vinyl covers resist tears and are anti- 
microbial, which means they inhibit the growth of bacteria and other organisms 
that can cause odors and stains. 





BLUE | WHITE BLUE | WHITE 
NYLON VINYL NYLON | VINYL 
Overall Overall Overall | Item Item Overall Overall Overall; Item Item 
Length Width Height No. No. Length Width Height No. No. 
Hook-and-Loop Closure Zipper Closure 
54" | 33Y355 | 33Y371 54" =| 33Y363 | 33Y379 
18" 62" | 33Y356 | 33Y372 48" 62" | 33Y364 | 33Y380 
74" | 33Y357 | 33Y373 74" | 33Y365 | 33Y381 
4g" 86" | 33Y358 | 33Y374 4g" 86" | 33Y366 | 33Y382 
54" | 33Y359 | 33Y375 54" | 33Y367 | 33Y383 
D4" 62" | 33Y360 | 33Y376 D4" 62" | 33Y368 | 33Y384 
74" | 33Y361 | 33Y377 74" | 33Y369 | 33Y385 
86" | 33Y362 | 33Y378 86" | 33Y370 | 33Y386 
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Find even MORE on Grainger.com® 


METRO 
res METRO) 


APPROVED  Weputspace towork 


Wire Shelf and 
Utility Carts with 
Angled Shelves 


Angled wire shelves make it easier to 
see items on the shelves than on flat 
shelves. Gravity moves items at the 
back of the shelves forward when 
items at the front of the shelves 

are removed. The shelves have a 
short lip on one side and a tall lip 

on the other side that prevent items 
from falling off. The shelves can be 


SVEaehi 
5453545 


ae i ss 
An Oo ee ne an 


Cece eae eee errrys 
vubbwe eeu ULaaeeee eee 





Laz 
Y 





reversed to put either the short or Ballas 
tall lip at the front. Shelf height can SS, Ee 
be adjusted in 1" increments to fit No. 1EVG6 
different sizes of items. All have four 
shelves and four swivel casters (two 
of the casters have brakes). 
Load Overall Overall Overall Item 
Capacity L W H Finish Brand No. 
300 Ib 36" 181" 68" Zinc Plated GA 1EVG4 
60" 18%" 68" Zinc Plated GA 1EVG6 
600 Ib. 48" 18" fica Chrome Metro 45TY55 


* GRAINGER 
APPROVED 


Wire Shelf and Utility 
Cart with Removable 
Basket Shelves 


This cart has two removable wire 
baskets that sit on the cart's 
shelves and hold loose items. 
The cart's shelves have a short 
lip that stops the baskets from 
Sliding off. A hanger rod holds 
clothing or other hanging items. 
Shelf height can be adjusted in 
1" increments to accommodate 
different sizes of items. Cart has 
two swivel and two rigid casters. 







a 


Load Overall Overall Overall Item 
Capacity L W H No. 
300 Ib. 36’ 18" 41" 16A710 


We put space to work. 


Quick-Release Super 
Adjustable Carts™ 


= 4-shelves 

= Shipped unassembled 

= 600-Ib. load capacity 

= 4 swivel casters (2 with brake) 
Choose from carts with four quick-release 
shelves or two quick-release shelves and 
two standard adjustable shelves. 


Overall Overall Overall Item 
Width Depth Height No. 
4-Shelf Cart with 2-Quick Adjust Shelves 
36" 18" 677%" 2EWR4 
24" 677%" 2EWT1 
48" 18" 677%" 2EWR6 
24" 677%" 2EWT3 
60" 18" 677%" 2EWR8 
24" 677%" 2EWT5 
4-Shelf Cart with 4-Quick Adjust Shelves 
36" 18" wi 2EWR3 
24" 677%" 2EWR9 
48" 18" 677%" 2EWR5 
24" 677%" 2EWT2 
60" 18" 6772" 2EWR7 No. 2EWR3 
24" 677%" 2EWT4 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





Adjustable 
Shelves = 
No. 16A690 = 


re ; Removable Shelves 


GRAINGER No. 49VU09 


APPROVED 
We put space to work. 


Wire Security Carts 


Wire security carts are rolling wire cages with doors that lock for secure 
storage. They are lighter and allow users to see items on the carts more easily 
than welded mesh security carts. The wire mesh walls and doors let air circulate 
through the carts and allow dirt and dust to fall through them, which helps keep 
them clean. 





(© A Southwire Company 


Load Shelf Shelf Overall Overall Overall No. of Item 
Capacity Length Width Length Width Height Shelves Brand No. 
Fixed Shelves 
5 in-dia. Polypropylene Wheels, 2 Hla. 2) Swlvet 

900 Ib 60 In 24 in Yin 68 In 2 GA 1ECH1 
1,800 lb 48 A in 24 in 8 a in Om in 71 in 1 GA 1ECG6 
Adjustable Shelves 
5 in-dia. Polyurethane Wheels, (2 Swivel, (2) Swivel with Brake 

36 In 18 in Atin 21 %in 68%in 2 Metro  20W/43 
36 In 30 In Alin 33¥%in 68 %in 2 Metro 2HEF/ 
900 Ib 48 i 24in 50%in 28in 68%in 2 Metro 20W750 
60 in 24in 638%in 28in 68 Yin 2 Metro  20W/51 
60 in 30 In 6oin 33%in 68 %In 2 Metro 2HEF9 
5 in-dia. Polyurethane Wheels, (4) auvel 
36 In 24 in Tin 2/%in — 68in 2 Metro 3W570 
900 Ib 48 in 24 in 531 in 2/7 ¥%in — 68iIn 2 Metro 3W571 
60 In 24 in 6oin 27 %in 68 %In 2 Metro 4ZJ44 
5 in-dia. Thermoplastic Rubber Wheels, (4) Swivel 
1,000 lb  48in 24 in 2 in 2/ in 69 in 4 GA 16A690 
Removable Shelves 
6 in-dia. Nylon Wheels, (2) Rigid, (2) Swivel with Brake 
1500 lb  30in 224%in 638%in 34in 98 In 4 Sumner 49VU08 
6 in-dia. Nylon Wheels, (2) Swivel, (2) Swivel with Brake 
1,500 Ib in 24%in 34in 31 %in  58in 4 Sumner 49VU10 
30in 24%in o1%in  34in 98 In 4 Sumner 49VU09 
W Peymy GRAINGER Jess CW LITTLE 
APPROVED Wasses= INSGIANT 


Dual-Latch Welded 
Mesh Security Carts 


The two latches on these carts can be 
locked with a padlock or other locking 
device to secure the carts’ contents. The 
carts' doors and/or walls are made from 
welded steel mesh and have small open- 
ings that let air circulate through them 
and keep the carts’ contents visible. The 
carts' fixed shelves are welded in place 
and cannot be moved. All carts have two 
swivel and two rigid casters. 






No. 8FCF7 


Load Shelf Shelf Overall Overall Overall No. of Item 
Capacity Length Width Length Width Height Shelves Brand No. 
6 in-dia. Phenolic Wheels 
48 in 24in 54%In 26in 56 Yin 4 GA 160899 
48 in 30in 54 %in 32 in 56 Yin 1 GA 1TGU7 
48 in 36 In 40 in 54 in 57 in 1 Jamco 9LEW8 
9000 Ib 60 in 24in 66 %in 26in 56 Yin 4 GA 160901 
; 60 in 24 in 66 in 28 in 57 in 1 Jamco 8ZMD9 
60 in 30in 66 Yin 32 in 56 Yin 1 GA 1TGU8 
60 in 30in 66 %in 32 in 56 Yin 4 GA 160903 
60 in 36in 66 Yin 38 in 56 Yin 4 GA 160905 
3.000 Ib 48 in 36 in 04 in 40 in o/ in 3 Jamco 8FCF/ 
60 in 24 in 66 in 28 In 57 in Fs Jamco 8FCE6 
6 in-dia. Polyuretivane Wheels 
72in /8%2in 38 in 56 Yin 2 GA 8RH84 
2,000 lb 481 in 24in 54% in 26in 56 Yin 2 GA OWMJ8 
48 in 24in 54%in 26in 56 “in 3 GA 8RWG7 
10 in-dia. Rubber Wheels 
48 in 24 in 49 in 2/ in 60 in 1 Little Giant 49Y680 
48 in 24 in 49 in 2/ in 60 in 2 Little Giant 49Y674 
48 in 24 in 49 in 2/ in 60 in 3 Little Giant 49Y671 
1.500 Ib 48 in 30 in 49 in 33 in 60 in 2 Little Giant 49676 
48 in 30 in 49 in 33 In 60 in 3 Little Giant 49Y673 
60 in 24 in 61 in 2/ in 60 in 1 Little Giant 49Y681 
60 in 24 in 61 in 2/ in 60 in 2 Little Giant 49Y675 
60 in 24 in 61 in 2/ in 60 in 3 Little Giant 49Y672 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


MATERIAL HANDLING 
Wire Shelf & Utility Carts 


Find More Utility Cart Option Information on pg. 1147. 








Louvered Panels 
No. 5LVF6 
















W Pay-WGRAINGER DURHAM MFG R LITT. LE 
St. 
ac 7 : Adjustable Shelves 
No. 8EHFO 





Welded Mesh Security Carts 


The welded steel mesh doors and/or walls on these carts have small open- 
ings that let air circulate through them and keep items on the carts visible. 
The carts' doors have a latch or hasp that can be locked with a padlock or 
other locking device to secure the carts' contents. All carts have two swivel 
and two rigid casters. Louvered panels hold compatible bins for organizing 
and storing small parts. 


Load Shelf Shelf Overall Overall Overall No. of Item 
Capacity Length Width Length Width Height Shelves Brand No. 
Adjustable Shelves 
6 in-dia. Polyurethane Wheels 
2,000 lb 5/%in 26%in 66 in 32in 56 %in 1 GA 8EHFO 
6 in-dia. Phenolic Wheels 

45%in 20%in 54%in 26in 56 %in 2 GA SWHDO 
2,000 lb 5/%in 20%in 66 %iIn 26in 56 %in 2 — GA. 8RRU5 
5/%’in 26%in 66 Yin 32in 56 %in 2 Durham Mfg 8EKJ9 
10 in-dia. Rubber Wheels 
48 in 24 in 49 in 2/ in 60 in Z Little Giant 49Y677 
1,500 lb 48in 30 in 49 in 33 in 60 in 2 Little Giant 49Y679 
60 in 24 in 61 in 2/ in 60 in 2 Little Giant 49Y678 
Dual-Side-Access Louvered Panels 
6 in-dia. Phenolic Wheels 
2,000 lb 48in 24 in 48 in 24 in 36 in 1 Durham Mfg 5LVF6 


* GRAINGER 











APPROVED 
OW LITTLE Adjustable Shelves Fixed Shales 
INS. GIANT No. 5LVU4 No. 2CFN2 
Single-Side-Access 


Mesh-Wall Metal Stock Trucks 


Mesh walls enclose three sides of the shelves on these stock trucks to keep 
items from falling off the shelves. The shelves can be loaded on the one side that 
does not have a wall. Mesh walls can retain large and small items. They allow air 
to circulate through the stock truck and let users see items on the shelves. 





Load Shelf Shelf Overall Overall Overall Item 
Capacity Length Width Length Width Height Brand No. 
Adjustable Shelves 
30 in 48 in 30 % In 04 % In 96 2 In GA 5LVU3 
30 in 60 in 30 % In 66 % in 96 2 In GA 5LVU4 
36 In 24 in 24 2 in 42 In 96 2 in GA 16C201 
3.000 Ib 36 In 60 in 36 2 in 66 % in 96 2 in GA 5LVU1 
36 In 72 in 36 2 In 78 Y2 in 96 2 In GA 5LVU0 
48 in 24 in 24 2 in 04 in 96 2 In GA 9PW27 
60 In 30 in 30 % in 66 in 56" GA 8RHU4 
7Oin 32% in 78 Yin 36 In 56 Yin GA 5LVU6 
48 in 24 in 24 in 4 In 9/ in Little Giant 19G924 
3,600 Ib 48 in 30 In 30 in 54 Yin 56 2 in GA 19G930 
60 in 30 in 30 In 66 In 97 In Little Giant 19G927 
Fixed Shelves 

36 In 24 in 24 2 in 42 In 96 2 In GA 9PY30 
48 in 24 in 24 2 in 04 2 in 43 ¥% in GA 9GFD2 
48 in 24 in 24 2 in 04 % in 96 2 In GA 8ZN03 
48 in 30 In 30 % in 04 2 in 43 ¥ In GA QJE98 
2,000 Ib 48 in 30 in 30 % in 04 % in 96 2 in GA 16D044 
48 in 36 In 36 2 In 04 % in 96 2 In GA 16D045 
60 in 24 in 24 2 in 66 % in 96 2 In GA 49Y207 
60 in 30 In 30 % in 66 % In 56 2 in GA 49Y209 
72 in 36 In 36 2 In 78 Y2 in 96 2 in GA 9DX93 
2,400 Ib 48 in 30 in 04 2 in 30 % in 45 ¥ in GA 458R48 
48 in 30 in 30 % in 04 % in 96 2 in GA 16D046 
3,000 Ib 48 in 36 In 36 % in 04 2 in 96 2 In GA 16D049 
72 in 30 in 30 % in 78 Y2 in 96 2 in GA 16D056 
48 in 24 in 24 2 in 04 2 in 56 2 In GA 2CFN2 
48 in 24 in 24 2 in 04 2 in 96 2 in GA 2CFP1 
48 in 30 in 30 In 04 2 in 47 in Little Giant 8WPP1 
48 in 30 in 30 % in 04 2 in 96 2 in GA 2CFN4 
3,600 Ib 60 in 24 in 24 2 in 66 In 9/ in Little Giant 2CFN7 
60 in 24 in 24 2 in 66 % in 96 2 In GA 2CFN3 
60 in 30 In 30 % in 66 % In 96 2 In GA 2CFP4 
60 in 30 in 30 % in 66 % in 96 2 in GA 2CFN5 
60 in 30 in 30 % in 66 In 9/ in Little Giant 2CFN9 





MATERIAL HANDLING 
Self-Dumping Hoppers 


Scan. Order. Done. = 










Low-Profile 


Front-Release 


Optional 
Caster Kit 


Self-Dumping Steel Hoppers 
= Red powder-coat finish on hopper, black base 


HOPPERS 


Automatically dump loads when locking 
latch is released, then return to locked 
position. Constructed with precision 
robotic weld; base is formed steel. 
Safety chain secures hopper to fork 
truck, while cable enables dumping 
from fork truck seat. 


Details on page A1. 
‘aa 
Dayton 


to locked position when lowered to 
ground. 


Front-Release 

Bumper dumps hopper a minimum of 
70° when activated. Full-length fork 
entry. Predrilled for caster kit. 


OPTIONAL CASTER KITS 

Casters are field installable with hard- 
ware included. Include 2 rigid and 2 
swivel casters. Intended for use on 
front-release hoppers only. 


Low-Profile 


Feature a 90° dump angle and half- 
length fork entry. Hoppers return 


4800 Ib. 






With Casters 
No. F1970 


Without Casters 
No. 4UCC5 


2000 Ib. 4000 Ib. 6000 Ib. 
Volume Overall Overall Item Item Item 
Cap. Length Overall Width Height No. No. No. 
Low Profile Self-Dumping Hoppers 
Ya Cu. yd. 46" 25" 18%" 5PKE8 5PKE9 5PKFO 
Y Cu. yd. 514" 25" 28" 5PKF1 5PKF2 5PKF3 
1 cu. yd. 514" 49" 28" 5PKF4 5PKF5 5PKF6 
1% cu. yd. 51%" 49" 44" 5PKF7 5PKF8 5PKF9 
Front Release Self-Dumping Hoppers 
Ys cu. yd. be 26" 384" 5PKGO _— _— 
Ys Cu. yd. 49a" 26" 38 V4" _ _— 5PKG1 
Y Cu. yd. 52" 332" 38 V4" 5PKG2 _ 5PKG3 
34 cu. yd. 61%," 31V;" 43" 5PKG4 _ 5PKG5 
1 cu. yd. 61¥2" 41 V2" 43" 5PKG6 _ 5PKG7 
1% cu. yd. 69" 4312" 52" 5PKG8 _— 5PKG9 
2 Cu. yd. 69" 5672" 52" 5PKHO 5PKH1 5PKH2 
2% Cu. yd. 69" 69/2" 52 5PKH3 — 5PKH4 
3 Cu. yd. 69" 8194" 52" 5PKH5 5PKH6 5PKH7 
6"-dia. 8"-dia. 
Wheels Wheels 
Load Item Item 
Wheel/Tread Material Rating No. No. 
Plate Caster Kits 
Rubber 2400 Ib. 5PKH8 5PKH9 
Polyurethane 4800 Ib. 5PKJ2 5PKJ3 
Nylon 5PKJ4 5PKJ5 
. GRAINGER 
Self-Dumping Poly Hoppers APPROVED 


= Dump up to 40° below horizontal 
= All-welded steel framework 
= Bumper release 


Seamless, molded polyethylene bodies 
are supported by steel tubular frames. 


Hoppers with casters have 2 swivel, 

2 rigid casters. Hoppers without 
casters are forklift capable for elevated 
dumping and mobility. 


Volume Load Overall Overall Overall > CHOOSE: 
Cap. Capacity Length Width Height Color Item No. 

Hoppers with (4) 6" Rubber Casters 

% Cu. yd. 750 Ib. 59" 26" 42" Blue, Green, Red, White, Yellow F1970 

1 cu. yd. 1000 Ib. aly li 46" Blue, Green, Red, White, Yellow F1972 
1¥cu.yd. 1200 lb. 80" 40" 62%" Blue, Green, Red, White, Yellow F1974 
2¥%4cu. yd. 1500 Ib. 80" ot" 50" Blue, Green, Red, White, Yellow F1976 
Hoppers without Casters 

Y Cu. yd. 750 Ib. 59" 26" 42" Blue, Green, White, Yellow F1969 
Ye cu. yd. 750 Ib. 59" 26" 42" Red F1969 

1 cu. yd. 1000 Ib. rola oe 46" Blue, Green, Red, White, Yellow F1971 

1cu.yd. 1000 Ib. 71" 32" 46" Gray 4UCC1 
1¥cu.yd. 1200 Ib. 80" 40" oo Gray F1974 * 
1% cu. yd. 1200 Ib. 80" 40" 30° Blue, Green, Red, White, Yellow F1973 
24%cu. yd. 1500 Ib. 80" ol Do Blue, Green, Red, White, Yellow F1975 
24% cu. yd. 1500 Ib. 80" 51: 5a Gray 4UCC5 


* Not forklift capable. 


Rdbbonmauia 

fereyilii-lest-l es 
2-Wheel 
Wheelbarrows 


These wheelbarrows have 
large 20"-dia. wheels and a 
One-piece plastic container that 
won't leak, cleans easily, and 









300-Lb. 


Capacit ; ; ; 
ore resists mild chemicals. 
Load Item 
Cubic Ft. Capacity Capacity Wheel Material Wheel Type No. 
3% cu. ft. 200 Ib. Rubber Semi-Pneumatic 2KID7 
72 Cu. Tt. 300 Ib. Vulcanized Rubber Semi-Pneumatic 4W504 
7% Cu. Tt. 700 Ib. Vulcanized Rubber Pneumatic 4DU48 


1158 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 


* GRAINGER 
APPROVED 


2-Wheel Steel 
Trailer Carts 


2-wheel steel trailer carts can be pulled 
by all-terrain and utility task vehicles 
(ATVs and UTVs). Feature rust-resistant 

- powder-coated finish and pneumatic tires 
that roll smoothly across rough terrain. 





No. 
46V230 






Volume Load Overall Overall Overall Wheel Wheel Item 
Cap. Capacity Length Width Height Dia. Width No. 
10.3 cu. ft. 500 Ib. 58 A" 304%" 30" 15" 342" 46V231 
18.4 cu. ft. 1000 Ib. 80" 3298 3833" 16" 5" 46V233 
13.6 Cu. ft. 1500 Ib. 6/34" 45" 31% 18" 8" 46V234 
18.4 cu. ft. 1500 Ib. 80%" 3/3" 3293" 16" 5" 46V230 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® MATERIAL HANDLING 









Find the wl. Find Solutions. Find Great Prices. Tilt Trucks 
General Purpose 
No. 21VK50 
Steel Reinforced @& | 
No. 1D653 
Plastic Truck Steel Reinforced 
No. 3LU57 No. 2ZB51 









unbontana * GRAINGER 


¢ 
APPROVED 

General Purpose Plastic Tilt Trucks $ 

General purpose plastic tilt tucks have a seamless plastic container that won't 


rust, dent, chip, peel, corrode, or absorb moisture. It withstands exposure to Forkliftable Plastic 


many chemicals and can be cleaned with high-pressure jets of water or steam. 


OPTIONAL Tilt Trucks 





cc) 
Commercial Products 








Rubbermaid 


® 
Commercial Products 








Cubic Foot , Load Overall Overall Overall Item Item These tilt trucks have forklift pockets 
apacity Capacity Length Width Height Color Brand No. No. i i 
General Purpose Plastic Tilt Trucks and can be picked up and moved with 
With a Flat Handle . forklifts and automated lifters. This Steel Reinforced 
600 Ib. (ca 34" 43%" Black Tough Guy | 21VK40 * | 21VK31 i ici j- . 
27.0.cU. ft. gan j, _72¥s' 3376" 43%" Black Rubbermaid | 5M654__| 1De51_ | ereases efficiency and reduces physi peeves Sece 
ee ie 34" 44%" Black Tough Guy | 21VK49 | 21VK31__| Cal effort when moving loaded trucks. No. SM653 

With a Raised Handle OPTIONAL 

ie se. oe Yer ow a ettee a Cubic Foot Load Overall Overall Overall Item Item 
9.0 cu.ft. 275 Ib 18" 56" 30" G ue GA BRHX3* — Capacity Capacity Length Width Height Color Brand No. No. 

‘UCU. TL. : ; : ray . — Forkliftable Plastic Tilt Trucks 
48° 26° 30° White GA SUCFO : — Without Handle 
ie sb. 3. mac ae oo = —qHRed 13.5 cu. ft. 3001b. 56%" 28" 38%" Black Rubbermaid | 3LU57 | 1D654 
; : : g : 3 Forkliftable Steel-Reinforced Plastic Tilt Trucks 
59% 26% 36 Yellow GA 8EF30 . = With a Flat Handle 


300 Ib. u ii UW 
90% 26% 36 Orange GA 9TCR7 Al i vA 
16.0 cu. ft. 600 Ib. 55%" 26%" 36" Yellow GA | SDPAS__| BANZ2— | 13.5 cu. ft. ppp» — Sues O98, _ SB _Srack Punbenais 22650 | IDGEt 
1000 Ib. 227,58, 3019, aray a 1200 lb. 77" 36" 44%" Black ToughGuy | 21VK36_21VK31 

2 : 2__ Yellow AN 1250 lb. 721" 33%" 43%" Black Rubbermaid | 2ZB51___ 1D651 


69° 31%" 394" White GA QUAAS8 27.0 cu. f.-4399[p.  70" 337%" 4374" Gra 
pa0cu fh ee ee ae ee aces 2200 lb. 70" 33%" 43%" Gray Suncast Commercial 48LW45)__ — 
rene : 2 ange ol 1200 Ib. 80%" 43" 49%" Black —- Rubbermaid 52192 | 52196 


4400 Ib. 02. 31%" 39%" ‘Yellow GA 8AP19 


Tg" Yj" To" j 
69" 31%" 3016" Green GA B8TX69 1300 Ib. 85%" 41%" 47%" Gray Suncast Commercial | 48LW46 


40.5 cu.ft 100 1b. B0%" 43" 491%" Black Rubbermaid | 5M641 52196 


4 40" 0% __—Bilue GA BAP21 — 2200 |b. 85% 41¥%° 49° Gray Suncast Commercial | 48LW47 
1000 Ib. 57,47, 20, __Btee ah | eTvas = 54.0 cu. ft. 2300 Ib. 814° 46%" 50" Black Rubbermaid | 5M643,_ — 
—— ac — 81%" 55%" 50" Black ‘Rubbermaid | 5M644— — 
50.0 cu. ft. 74 40" 50%" Red GA | 9UACO = 1900 Ib. —35-(7s _—Pmr ! 
7A" 10" 5315" G CA AUCEA AUCE3 67.5 cu. Tf. 81%" 46%" 30 Black Rubbermaid 92193 _ 
, 2, ray 2300 Ib. 81%" 55%" 50" _ Black Rubbermaid | 5M645 | — 
1700 b. 74" 40" 53%" Red GA | 8WUK6 | SANM5 | -warout Handle 
rp —— ah 232, abe ah ae = 6015" 28" 38%" Blue Rubbermaid | 4YX34 | 1D654 
ai a 35 — Bracke Gh aKENE = 13.5 cu.ft. 850lb. 60%" 28" 385%" _—~Red Rubbermaid | 4YX35 | 1D651 
7. 7 5 — Tod Gh SHNSS = 60%" 28" 38%" Yellow Rubbermaid | 4YX36__1D654 
1200 Ib. 2 ae E 5 = 727i" 33%" 439; Blue Rubbermaid | 4YX37_|_ 1D651 


14 ol 2%" _—Blue GA 9NUD6 97.0. cu. ft. 1250lb. 34° 721" 43%" Red Rubbermaid 4YX38 | 1D651 


74°51" 52%" Orange GA BRPN8 | 9DVTG aE ne EG 
59.0.cu. ft. 72s 3315" 43%" Yellow Rubbermaid | 4YX39 | 1D651 
sq —— Ep ea a | ee = 40.5 cu.ft. 15001b. 80%" 43" 50%" Black Rubbermaid | 22B52) — 
74" i a e — Forkliftable Steel-Reinforced Plastic Tilt Trucks for Recyclables 
BT 53%" Blue GA QAH59 = 
20001. 7a" 53 1%" Yellow GA SAHJS = eae in Bees 60% 28" 38% Bl Rubbermaid | 5M653 | 1D654 
7451" 53%" Black GA 9KCJ3 = othe : : 2 2le ypbermal 


Without Handle 
300 Ib. 60" 28" 382" Black Tough Guy | 21VK39 * | 21VK32 
13.5 cu. ft. 450 Ib 5634" 28" 382" Black Rubbermaid | 1D657 1D651 
60" 28" 382" Black Tough Guy | 21VK50 21VK32 
27.0 cu. ft. 6001b. 72%" 33" 433/" Black Rubbermaid | 3LU58 1D651 
Steel-Reinforced Plastic Tilt Trucks 


With a Flat Handle 
65" 28° 38%" Blue Tough Guy | 21VK41 — 
850 Ib. 02. 28" 3814" Yellow Tough Guy | 21VK43 — No. 4UR31 
13.5 cu. ft. - 65" 28" 38%" Red Tough Guy | 21VK42 — 
28" 38%" Black ToughGuy | 21VK47__| 21VK32 


*| 









65 
1400 Ib. 60° 28" 38" Black ~— Tough Guy =| 21VK33 21VK32 * 
oe: 34" 44s" Red _ Tough Guy | 21VK45 = — . 
1250 Ib (ce 34" 44%" Yellow Tough Guy | 21VK46 = Rubbermaid | 
27.0 cu. ft. een ods 34" 44s" Blue Tough Guy | 21VK44 _ Commercial Products 
1f’ 34" 44%" Black _ Tough Guy | 21VK48 21VK31 


2100Ib. 77" 34" 443%" Black Tough Guy 21VK34___21VK31 
oat OOD 48 26 on a a - 4uccs | 4UCC9 Towable 
.U CU. TI. : ; : ; a = 

. 551" D615" 3716" Green GA | 9WCW3 | 9GM87 Steel-Reinforced 


do" 26%" 37%" Orange GA 9PY61 8ERX1 


NO NNO “Sb 26st Bue GA guns — | Bllastic Tilt Trucks 

9" or a ite 7 —_— 
29.0 cu. ft. 2100 Ib. oe aie ts Nite ae aaeps = Towable tilt trucks have a tow bar, hitch, and frame and can be connected to 
50.0 cu. ft. 2200 Ib. 74 40" 53s Gray GA aUGE2 4UCE3 other towable tilt trucks and/or towing equipment. They have a flat handle, two 

J : 2" reen 7 = = 
59.0 cu. ft. 2500 lb. —5a. eB ae a arr = swivel casters, and two axle-mounted wheels. 
78.0 cu. ft. 2800 Ib. 81" 56" 56" Gray GA 4UCE9 — OPTIONAL LIDS 
Without Handle Cubic Foot Load Overall Overall Overall Item Item 


13.5cu. ft 800 lb. 60%" 28" 38 2" Black Rubbermaid | 1D656 1D654 Capacity Capacity Length Width Height Brand No. No. 
wee 1400 Ib. 60%" 28" 38%' Black Rubbermaid | 1D655 1D654 13.5 cu. ft. 14001b. 60 30" 41¥," Tough Guy 21VK37 21VK32 
97 Ocu. tt 1250 Ib. 72¥%4" 383%" 4354" Black = Rubbermaid | 1D653 1D651 97 0cu. tt 72%" 33%" 42%" “Rubbermaid 4UR31 1D651 
woe 2100 Ib. 72Y4" 838%" 4854" Black = Rubbermaid | 1D652 1D651 oe AVON: 36" 445/," Tough Guy 21VK38 21VK31 


* (1) swivel caster, (2) axle-mounted casters. 40.5 Cu. ft. a2 44" ot Rubbermaid | 3LU56 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1159 


MATERIAL HANDLING Scan. Order. Done. 
Cube Trucks Details on page Al. 





* 

canes ROYAL 
General Purpose _ 
Cube Trucks a 


General purpose cube trucks are used for a variety 
Blank Sides of material-handling applications. They have a mix 
No. 36FK89 of rigid casters and swivel casters that allow them 
to both move around curves and obstacles and 
track a straight course while rolling. 


Cubic Foot Overall Overall Overall 


7.6cu.ft. 400Ib. 36%" 24%" 27" ere. a anne 








— Red CGA SF LOB 
8.0.cu. ft. 500 Ib. 38" 24 30%" fay __Bi,_sient 
Yellow GA BLA 
30" Red CGA FLIG 
11.9 cu. ft. 43" 28" 35y" ——White GA S6FLA7 
600 Ib. ow GA GLI 
— Blue GA SFL23 

16.0 cu. ft 44! 31" Yellow GA 36FL25 
__ White GA SF L26 
\ n — Gray CGA CS FLSO 

20.0 cu. ft. 48 34 White GA 36FL31 
Recycling 800 Ib. eS 
is tiae 27.0 cu. ft ne aT: Sn IE 
No. 5M733 mode Gray GA 36FL38 
Yellow GA 36FL39 








(4) Swivel, (2) Rigid Rubber Tread Casters/Wheels 
23.0cu.ft. 800lb. 43%"  — 29" af <p ue__oval Baska Ticks = — Sener 


Blue Royal Basket Trucks 4AAC9 















* GRAINGER Rubbermaid ( ROYAL 
APPROVED Commercial Products 


Blank Sides 


High-Maneuverability Cube Trucks No. 2ENC4 


High-maneuverability cube trucks can spin 360°, allowing them to 
navigate tight areas such as laundry rooms, hallways, aisles, stock 


Recycling 2% 










rooms, production floors, and kitchens. Wea cRancER OYAL 
OPTIONAL APPROVED BASKET TRUCKS 
Cubic Foot Load Overall Overall Overall LID Recycling 
c2 ta Cap. Length Width Height Color Brand Item No. | Item No. Easy-Load Cube Trucks No. 4HTF9 
ank o/0eS 
Polyurethane Tread Wheels with (2) Swivel, (2) Rigid Diamond Mounting tocation ____ | The side cutouts on these trucks allow trash, packages, and other heavy or bulky 
300 Ib. 38" 24" 29%" Black GA | 36FK89, — objects to be loaded into the trucks without having to lift them over the full height 
8.0 cu.ft. 300lb. 38° 26° 28%" Black Rubbermaid | 5M726 | 5M728 
700 Ib38" 24" 2914" Black GA 36FK88 of the trucks container wall. 
700 Ib. 38% 26° 28%" Black Rubbermaid | 4UR37 | 5M728 Cubic Foot Overall Overall Overall 
250 lb. 43" 28 = 333%" Gra GA 36FK90 |) — Capacit Load Cap. Length Width Height Color Brand Item No. 
11.9 cu. ft. 400 lb. 43" 28" 33%" Black” GA | 36FK92,— — BUS Mees ep ides 
800 lb. 43° 28" 33%" Black GA 36FK91 | — ‘Blue GA 4HTF3 
ee ee ee i — 
pail ; 4 i 8" ac ubbermai vA 1," f ra 
300 Ib. 44" 31" 3314" Gra GA 36FK93.— — 23.0cu. ft. — 11001b. 48%" 1K! 36%" —Trange GA AHTF6 
14.0cu. ft. 500lb. 44" 31" ~—-34%" Black GA 36FK94 | — Red GA 4HTF7 
500 lb. 44%" 31° 32%" Black Rubbermaid | 52205 52209 Yellow GA 4HTF8 
400 |b. 44" 31" ~=36%" ~Gra GA 36FK95|  — 26.5 cu. ft. 1200 Ib. 48" 319%" 37" Blue Royal 2ENC4 


* 


500 Ib. 44" 31" 37%" Black = GA | 36FK98 — 42.1 cu. ft. 1000 Ib. fae 43" 42” Gray GA 4UCA5 
16.0cu. ft. 500 Ib. 43%" 31" 3/7" Black Rubbermaid | 52206 | 52209 ardboard Only 























1000 Ib. 44" 31" 37%" Black. GA | 36FKQ6, Ss — Blue GA AHTGS 
Togo b. 446" 3138/4" Black Rubbermaid 4UR39 62200 Green CA 4HTG6 
500 Ib. 48" "3705" — Gira = - ‘es 
600 Ib, 4815" 35° 36%" Black GA | 36FLO2|_— a i ae 4 
20.0 cu. ft. 600 lb. 48" 34%" 36%" Black Rubbermaid | 5220752210 Yellow GA AHTGS 
1200 Ib. 48" 3514" 37%" Black GA | 36FLO1,— — Red GA OWFM5 
1200 Ib. 48%" 34%" 377%" Black Rubbermaid 52210 Green Royal 22E961_* 
Polyurethane Tread Wheels with (4) Swivel Diamond Mounting Location | Gray Royal 22E962 —* 
27.0.cu. ft. 1200|b. 59° 34" 4274" Black Rubbermaid 26.5 cu.ft  1000Ib. 48" 31%" ~~ 37" Yellow Royal 226964 * 
Polyurethane Tread Wheels with (4) Swivel Standard Mounting Location Red Royal 22E965 * 
600Ib. 34” 24" 27" Blue Royal | 1MDNQ | 10F461 Blue Royal 22F134.* 
6.7 cu. ft. 600|b. 34" 24” 26" Blue Royal 226937 | 10F461_ | ‘Recycling 
600 Ib. 34” 24" 96" Gray Royal | 22E942 | 10F456 Blue GA AHTF9 
sn oce tout 4 38 StF Blue Royal 1MDRT tr 462 Green GA aHTGI 
9cu.ft. 600 lb. 43° 8 = do _—sCéBBluee iA —36FL14 | — 1h" 1p 17 ra G 
~e00Ib.43"28" 35%" Gra GA 36FL15 | — 23.0 cu.ft.  11001b. 48%" 31%" 364" pane Ga_—aHTGa 
14.0 cu. ft. 600 lb. 44" 31" 3514" Blue GA 36FL19, Ss — —Yellow GA 4HT@4 
1420, 000lb._40" 30" 34" Blue Royal__| 1MDR2 10F463 Red GA 8C778 
2 cu. ft.-g90 Ib. 40" 30". 33" Gra Royal | 226944 | 10F458 Blue Royal 22F135* 
1360u. 7, 000 lb. 44" 32" 35%" Blue Royal__| 22E940 | 10F464 26.5 cu.ft  1000Ib. 48° 31% 37" Gra Royal 22F137* 
6 cu. ft.-G00 1p. 44" 32" 36" Blue Royal | 1MDR3. 10F46d Red Royal 22F140* 
600 Ib. 52" 36" 35/5" Blue Royal | 22F941 | 10F465_ | ‘WashOnly = 
600 Ib. 52” 36" 35%" Gra Royal 22E946 | 10F460 Blue GA AHTH1 
25.6... 6001. $2" 36°36" Gray Royal 40F470 | 10460 Green GA auTH2 
59" 5” Blue ya OF465 ie _ ray GA 4HTH3 
800 Ib. 52" 36" 3514" Red Royal | 35LF50 | 5M728 23.0 cu.ft = 11001b. 48%" 1K! 36%" —Trange GA AHTHA 
97.0cu. ft. 1200 Ib. 59" 34" 44%" Black GA | 36FLO3.—— — Red GA AHTHS 
Recyclin Alow cs re 
1 37," u range oya 44 * 
tina [ee 26.5 cu.ft  1000lb. 48 31% 37 ran nova _#eri 
500 Ib. 43%" 31° 5M733 * WHlGUF DEAK. Se 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Cube & Box Trucks 


Box Truck Side Panel Information 


Expanded-metal side panels have openings that allow air to circulate through the trucks. 


Solid side panels prevent small objects from falling out of the trucks. 





Drop-Gate Raised 
Platfrom 
No. 19G909 











Open Sided Raised-Platform 
Raised Platform No. 19G901 
No. 16A895 
amco * GRAINGER SWILITTLE 
ae APPROVED ints GIANT. 


Drop-Gate & Raised-Platform Box Trucks 


These box trucks have features that reduce effort when loading and unloading 
the trucks. All have two swivel casters and two rigid casters, except as noted. 
Drop-gate trucks have one side wall that folds down halfway to reduce how 
far items have to be lifted to get them over the wall. Open-sided trucks do not 
have a wall on one side of their container, which lets users slide heavy objects 
into or out of the container. Raised-platform trucks have a platform that 
elevates the trucks’ container to reduce bending and straining when reaching 
into the container. 


Load Overall Overall Overall Handle Caster Wheel/ Item 
Capacity Length Width Height Type _Tread Material Brand No. 
Drop-Gate Box Trucks 
With 1 Shelf and Expanded Metal Side Panels 
1,200 Ib 54 in 31 in 44 in Flat Polyurethane Jamco 16C256 
1,400 lb 66%in 30%in 43% in Flat Polyolefin GA 16C257 * 
04 in 24 in 47 in Flat Polyurethane Little Giant 49Y489 
3,600lb 54%in 30%in 47 %in Flat Polyurethane GA 49Y491 
66 Yin 30%in 45 %in Flat Polyurethane GA 49Y496 
Drop-Gate Raised-Platform Box Trucks 
With 2 Shelves and Expanded Metal Side Panels 
2,000lb 54%in 30%in 40 in Ergonomic Polyurethane GA 19G910 


With 1 Shelf and Solid Side Panels 

1,200 Ib 41 in 24 in 40 in Flat 
With 1 Shelf and Expanded Metal Side Panels 

2,000 Ib 53 in 24 in 40 in Flat 
Open-Sided Raised-Platform Box Trucks 
With 2 Shelves and Solid Side Panels 


Polyurethane Little Giant 19G907 
Polyurethane Little Giant 19G909 





42V%ein 18%in 39% in Flat Polyurethane GA 2XJV2 * 

1,200 lb 42%in 24%in 39 %in Flat Polyurethane GA 16A895 * 

42%in 24%in 40 %in Flat Polyurethane GA 39E645 ~* 

9 000 Ib 42 Vein 24%in 31 %in Flat Phenolic GA 49Y199 * 

D4¥%in 24%in 41% in Flat Phenolic GA 49Y201 * 
With 2 Shelves and Expanded Metal Side Panels 

1,200 lb 42%in 30%in 40%in Flat Polyurethane GA 16C226 * 


With 1 Shelf and Solid Side Panels 
2,000 Ib 65 in 30 in 40 in Flat 
With 1 Shelf and Expanded Metal Side Panels 
5000 Ib 41 in 24 in 40 in Flat 
53 in 24 in 40 in Flat 
Raised-Platform Box Trucks 
With 2 Shelves and Solid Side Panels 


Polyurethane Little Giant 9MJD4 


Polyurethane Little Giant 39E646 
Polyurethane Little Giant 39E648 





1.200 Ib b4¥%in 24%in 39 %in Flat Polyurethane GA oLVG2 * 
42 Vein 24%in 39 %in Flat Polyurethane GA 2XJV7 * 

2,000Ib 54 %in 24%in 41 %in Flat Phenolic GA 49Y205 * 

With 2 Shelves and Expanded Metal Side Panels 

4.200 Ib 38 Yin 18%in 40 %in Flat Polyurethane GA 19G901 * 
66 in 31 in 40 in Flat Polyurethane Jamco 16C235 

1,400 lb 42%in 18%in 40%in Flat Polyolefin GA 16€229 * 


With 1 Shelf and Expanded Metal Side Panels 
41 in 24 in 40 in Flat 
2,0001b sain 24in 40 in Flat 
* Swivel casters include brake. 


Polyurethane Little Giant 19G903 
Polyurethane Little Giant 19G905 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Rubbenvaid * GRAINGER 
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Towable Cube 
Trucks 


These trucks have a tow bar 
and hitch and can be connected 
to other towable cube trucks 
and/or towing equipment. They 
also have a handle and can be 
pushed manually. 


Commercial Products 





No. 4UR42 





Cubic Foot Overall Overall Overall 
Capacity LoadCap. Length Width Height Color Brand Item No. 
i i 42773" Black Rubbermaid 4UR42 
27.0 cu. ft. 1200 Ib. 59 34 A4V5" Black GA 36FL04 
et. 

CORTeECI 
Easy-Drain 
Dual-Handle 
Cube Trucks 


These cube trucks have built- 
in drain for easy cleaning and 


Flame-Retardant 





two handles that allow them eco 
to be steered from either side. ee i 

The handles can hold spray Easy-Drain Dual-Handle Cube Trucks 

bottles, liners, and other cleaning Black SEME6 
supplies. The trucks' handles and out a 
body are made from break-resis- White 5EME7 * 


tant plastic, and their casters are _Flame-Retardant Easy-Drain Dual-Handle Cube Trucks 
Blue SEMF2 
Gray 5EMFO 
SEMF1 


attached with tamper-resistant 
mounts. Suitable for use in Green 
correctional facilities. * Food grade. 





Security Box Truck 


No. 5CHJO Drop-Gate Security 


Box Truck 
No. 1TTZ6 






Weeeacrancer CWLITTLE 
Proven ol GIANT 


Security Box Trucks with Hinged Lid 


Security box trucks have —_ Load Overall Overall Overall Caster Wheel/ Item 
9 hinged lid that can be Capacity Length Width Height Tread Material Brand No. 


Security Box Trucks 
closed and locked with With 1 Shelf and Solid Side Panels 


a padlock to prevent 42Ve" 24%" ; 5CHJO 
nee se seo eek e 2000 Ib. —grva;—aqy,r 329%" Phenolic «= GA. pg 
fe rele tents. All With 1 Shelf and Expanded-Metal Side Panels 
€ trucks contents. 424" DAY" : 5CHH6 
. 2000 Ib. , i 32%" Phenolic GA 
have two swivel and two 54us" — 304 : 5CHH8 


Drop-Gate Security Box Trucks 

With 1 Shelf and Solid Side Panels 
2000 |b. 66%" 30%" 46%" Rubber GA 34AN51 
With 1 Shelf and Expanded-Metal Side Panels 


rigid casters. Drop-gate 
trucks have one side wall 


that folds down halfway little 49Y669 
ttle 


to reduce how far items 1500 lb.—gar— 30" 50%" = Rubber Gist agye70 
have to be lifted to get 54" 241" ; 1TTZ3 
Hemaver the. wall: 3600 Ib. Baie aq, 46%" Polyurethane GA 47776 


MATERIAL HANDLING Scan. Order. Done. 
Box & Basket Trucks Details on page Al. 





Jjoase * GRAINGER LITTLE 
Solid Sides APPROVED ol GIANT 


No. 16A913 


General Purpose Box Trucks 


Suitable for moving packages, products, equipment, and bulk items in a variety 
of material-handling applications. Two swivel casters, and two rigid casters. 


Load Overall Overall Overall © Handle Caster Wheel/ Item 
Capacity Length Width Height Type Tread Material Brand No. 
With 1 Shelf and Solid Side Panels 










1200 Ib. 66" ol. 21" Flat Polyurethane Jamco 16A919 
. 18%" 28%" Flat Polyolefin GA 16A913 * 
1400 |b. 42" aay 981% Flat Polyolefin GA 16A914 * 

at 04 33) Flat Rubber Little Giant 5CHH2 

Expanded 2000 Ib. 53" 04 33" Flat Rubber Little Giant 5CHH3 
Metal Sides 661" 30%" 34%" — Ergonomic Phenolic GA 49Y219 * 


With 1 Shelf and Expanded Metal Side Panels 


No. 5CHH1 
241" 33%" Ergonomic Polyurethane GA 160248 


* 


12001. 94%" 30%" 33%" Ergonomic Polyurethane GA 16251 * 

1400 Ib. 241" 2814" Flat Polyolefin GA 16€247 * 
42%" 241" 29%" Flat Phenolic GA 5CHG8 

241" 35%" Ergonomic Phenolic GA 49Y212 * 

2000 Ib. 54%" 24" 35¥8" Ergonomic Phenolic GA 49Y213 * 
661" 304," oo Flat Phenolic GA 5CHH1 

301%" 35%" Ergonomic Phenolic GA 49Y215 * 


* Swivel casters include brake. 


* 


Basket Trucks 


Basket trucks have soft fabric liners that keep items from falling out of the 
trucks as they're moving. The liners may be permanently attached to the carts’ 
frame, or they may be removable to allow for cleaning and replacement. Also 
called laundry or mail hampers, these lightweight carts can carry laundry, 
sports equipment, packages, and other bulk materials. All have a wood base. 
Canvas liners resist abrasion but are prone to mold and mildew if exposed to 





Permanent 
Mildew-Resistant 
Vinyl Liner 





No. 4W331 
dampness or moisture. Vinyl liners are stronger than canvas liners. They resist 
mold, mildew, and tears and withstand exposure to UV rays. Vinyl liners are also 
flame-retardant, but other parts of these basket trucks may not be. 
Cubic Foot Load (Overall Overall Overall Inside Liner Item 
Capacity Capacity Length Width Height Height Color Brand No. 
600 Ib. 42" 30" 36%" 30" ~—White Royal 8RFN2 
94.90 cu. ft 600 Ib. 42" 30" 36%" 30" ‘Green Royal 8XRC1 
“600 Ib. 42" 30" 36%" 30" Red Royal 8ZEN4 
Cubic Foot Load Overall Overall Overall Inside Liner Item 600 Ib. 42" 30" 36%" 30" Blue Royal 9MF30 
Capacity Capacity Length Width Height Height Color Brand No. 94.90 cu. ft 600 Ib. 48" oe. 36%" 36" Red Tough Guy 33W319 
Permanent Abrasion-Resistant Canvas Liner "600 Ib. 48" oe. 362" 36" Blue Tough Guy 33W320 
12.40 cu. ft. 600 Ib. 36" 24" 31%" 31" ‘White Tough Guy  33W331 9560 cu. ft 600 Ib. 60" 32" 30%" 23" Blue Royal 2ENC8 
12.50 cu. ft. 600 Ib. 36" 24" 31%" 25" __—~White Royal 4W328 “600 Ib. 60" 32" 30%" 23" ‘Yellow Royal 2END1 
14.90 cu. ft. 600 Ib. 36" 26" 34" 27%" White Royal 4W283 600 Ib. 48" 32" 36%" 30" _—Yellow Royal 2ENA6 
15.00 cu. ft. 600 Ib. 36" 26" 34" 33%" White Tough Guy 33W333 600 Ib. 48" 32 36%" 30" Red Royal 4W286 
17.80 cu. ft. 600 Ib. 40" 28" 34" 27%" White Royal 9MDY3 56.70 cu. ft 600 Ib. 48" 32" 36%" 30" Blue Royal 4W331 
19.40 cu. ft. 600 Ib. 40" 28" 36%" 30" ~—'White Royal 4W330 " “600 Ib. 48" 32" 36%" 30" ~—~White Royal 8AEH1 
20.00 cu. ft. 600 Ib. 40" 28" 36%" 36" ~—~White Tough Guy 33W335 600 Ib. 48" 32 36%" 30" _—_— Green Royal 8UL40 
24.90 cu. ft. 600 Ib. 48" ge 36%" 36" ~——‘White Tough Guy 33W337 600 Ib. 48" 32" 36%" 30" Gray Royal 9GEZ8 
26.70 cu. ft. 600 Ib. 48" 32° 36%" 30" ~_—*White Royal 4W284 28.30 cu. ft. 600 Ib. 85" 24" 32" 24" Blue Royal 2HEG9 
29.90 cu. ft. 600 Ib. 54" 34" 37%" 36" ~——~White Tough Guy 33W340 59.80 cu. ft 600 Ib. 70" 32" 30%" 23" Red Royal 2END4 
31.90 cu. ft. 800 Ib. 54" 34" 37%" 30" ~——~'White Royal 2ENC3 " ‘600 Ib. 70" 32" 30%"  —23" ‘Yellow Royal 2END5 
7.10 cu. ft. 600 Ib. 30" 20" 27" 20%" White Royal 4W282 800 Ib. 54" 34" 37% 30" Blue Royal 2ENAQ 
7.50 cu. ft. 600 Ib. 30" 20" 27" 26%" White Tough Guy 33W329 31.90 cu. ft 800 Ib. 54" 34" 37%" 30" Red Royal 2ENC1 
Permanent Mildew-Resistant Vinyl Liner “800 Ib. 04" 34" oe 30" ‘Yellow Royal 2ENC2 
42.40 cu. ft 600 Ib. 36" 24" 31%" 31" Red Tough Guy 33W307 600 Ib. 54" 34" 37%" 36" Blue Tough Guy 33W325 
600 Ib. 36" 24" 31" aT Blue Tough Guy 33W308 31.9 cu. ft. 600 Ib. 54" 34" 37%" 36" Red Tough Guy 33W326 
600 Ib. 36" 24" 31%" 25" Blue Royal 2CFP6 600 Ib. 30" 20" 27' 20%" ‘Blue Royal 2CFP5 
12.50 cu. ft. 600 Ib. 36" 24" 31%" 25" ‘Yellow Royal 2CFP9 7.10 cu. ft. — 600 Ib. 30" 20" 27° 20%" ‘Yellow Royal 2CFP8 
600 Ib. 36" 24" 317 25 Red Royal 2ENA7 600 Ib. 30" 20" 27' 20%" ‘Red Royal 4W327 
600 Ib. 36" 26" 34" 27%" Yellow Royal 2CFR1 750 cu. ft 600 Ib. 30" 20" 27' 26%" Blue Tough Guy 33W303 
600 Ib. 36" 26" 34" 27%" Red Royal 4W285 “600 Ib. 30" 20" 27° 26%" ‘Red Tough Guy 33W304 
14.90 cu. tt 600 Ib. 36" 26" 34" 27%" Blue Royal 4W329 Removable Abrasion-Resistant Canvas Liner 
“600 Ib. 36" 26" 34" 27%" Green Royal 8AEYO 12.50 cu. ft. 600 Ib. 36" 24" 31%" 25" ~—_—White Royal 9W593 
600 Ib. 36" 26" 34" 27%" Gray Royal 8AEY1 14.90 cu. ft. 600 Ib. 36" 26" 34" 27%" White Royal 4ZZ49 
600 Ib. 36" 26" 34" 27%" White Royal 8NER9 15.00 cu. ft. 600 Ib. 36" 26" 34" 33%" White Tough Guy 33W339 
45.00 cu. ft 600 Ib. 36" 26" 34" 33%" Blue Tough Guy  33W311 19.40 cu. ft. 600 Ib. 40" 28" 36%" 30" ~—~White Royal 8VTDO 
‘600 Ib. 36" 26" 34" 33%" Red Tough Guy  33W312 21.90 cu. ft. 600 Ib. 42" 30" 36%" 30" ~—'White Royal 8PFC5 
15.30 cu. ft. 600 Ib. 50" 25° or 23" Blue Royal 2HEG5S 26.70 cu. ft. 600 Ib. 48" 32" 36%" 30" ~—~White Royal 8PFC6 
600 Ib. 40" 28" 34" 27%" Blue Royal 8DRV4 Removable Mildew-Resistant Vinyl! Liner 
47.80 cu. ft 600 Ib. 40" 28" 34" 27%" ‘Red Royal 8DT85 10.00 cu. ft. 600 Ib. 34" 22" 29%" 23" Blue Royal 31XG56 
“600 Ib. 40" 28" 34" 27%" Gray Royal 8UWG2 42.50 cu. ft 600 Ib. 36" 24" oI - 25° Red Royal 8ARC5 
600 Ib. 40" 28" 34" 27%" Yellow Royal 9NZA4 600 Ib. 36" 24" ae. 25 Blue Royal 8ZCU1 
600 Ib. 40" 28" 36%" 30" Blue Royal 2CFP7 44.90 cu. ft 600 Ib. 36" 26" 34" 27%" Blue Royal 4ZZ48 
600 Ib. 40" 28" 36%" 30" _—_—*Yellow Royal 2CFR2 “600 Ib. 36" 26" 34" 27%" ‘Red Royal 4Z2Z50 
19.40 cu. ft. 600 Ib. 40" 28" 36%" 30" Red Royal 2ENA8 45.00 cu. ft 600 Ib. 36" 26" 34" 33%" Blue Tough Guy 338W323 
600 Ib. 40" 28" 36%" 30" — Green Royal 8AEJ5 ““" 600 Ib. 36" 26" 34" 33%" ‘Red Tough Guy 33W324 
600 Ib. 40" 28" 36%" 30" ~—'White Royal 8TPH4 17.80 cu. ft. 600 Ib. 40" 28" 34" 27%" ‘Blue Royal QJER1 
50.00 cu. ft 600 Ib. 40" 28" 36%" 36" Blue Tough Guy 33W315 49.40 cu. ft. - 600 Ib. 40" 28" 36%" 30" Blue Royal 9GFD7 
“600 Ib. 40" 28" 36%" —36" Red Tough Guy 33W316 600 Ib. 40" 28" 36%" 30" Red Royal QJEP6 
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GRAINGER CHOICE’ MATERIAL HANDLING 
Find the wi. Find Solutions. Find Great Prices. Steel-Deck Platform Trucks 
Caster Caster 
Load Deck Deck Deck Overall Wheel Item Load Deck Deck Deck Overall Wheel Item * GRAINGER jamco OW LITTLE 
CapacityLength Width Height Height Dia. Brand No. CapacityLength Width Height Height Dia. Brand No. APPROVED Wo===== INSGIANT 
spree ama ES TT TE 39 in 6i GA _3BE78 aa 2A 44 vin 51 GA _3BE77 
In In 4 in In In In 4 in in In 
Le00 Ip S4in_ 27 in Gin 39 %in Gin GA BETO 36in_18in 11Jein 3BYein Bin GA agDPag General Purpose Steel- 
in in in in 5in amco in in 7¥%in 35¥%in 5in_ Little Giant 
48 in 24in 9in 39in 6in GA  13X490* 36in 24in 12in 42in Bin GA 13X43. (Deck Platform Trucks 
9 000 Ib 48 in 30in Qin 39in 5in Jamco 16C692 36 in 24in 12 %Iin 41 %in Yin Little Giant 16D327 
, aon 30 In gin 39 In 6 in a mn on ao eA ao Bin GA oo Platform trucks with a steel deck provide 
in in in in 5in amco in in in in in . . . 
60in 30in Qin 39in 6in GA 143X492 * 48in 24in 12%in 40in.8in GA 49pmea _—- good strength for transporting a wide 
3,600 Ib 48in 30in 11 %in 38 “in 8in GA  49DN57 48 in 30in 11% in 38 “Zin 8in GA 49DN59 variety of materials. They are commonly 
4000 lb 48in 30in 11 %in 38 %Iin 8in GA  49DN56 1.200 Ib 48in 30in 12in 42in 8in Jamco 16C633 df . terial k 
Polyolefin Caster Wheel/Tread 48in 30in 12 %in 41 %in Yin Little Giant 190192 used Tor Moving raw Materials, PaCKages, 
20015 0 i San Ai aa 8 in GA 3BE80 60 In ze om eval gin : it eC tools, and equipment in warehouses, facto- 
olyurethane Caster Wheel/Trea in in 2 In 2 In in Little Giant . . . 
32 in 18in 6in  34in 5in GA 13X507* 60in 30in 12in 42in 8in GA 13X486 _~‘“les, loading docks, stock rooms, and mail 
36in 24in 6in 34in din GA 13X508 * 60 in 30in 12 %in 41 %in Yin Little Giant 16D347 rooms. All have two swivel and two rigid 
36 in 24in 12%in 40in  8in GA _49DM83 60 in 30in 12%in 41 %in Yin Little Giant 190195 t ' ed 
48in 24in 6in  34in  5in GA __13X509 * 60in 36in 11%in 38 %in 8in GA  49DN44  ~——« CASES, ExCEpt as Noted. 
1,200Ib 48in 24in 7%in 35 %in 5in Little Giant 8DK84 72in 30in 11%in 38 %in Bin GA _49DN85 
48 in 24in 11%in 38 %in Bin GA 49DM98 72in 36in 13%%in 40%in 10in GA  49DN60 
72in 24in 12%in 40in 8in GA 49DN29 36 in 24in 13 %in 42 %in 10in Little Giant 16D326 
72in 30in Qin 39 in = 5in Jamco 16C665 36 in 24in 13 “In 40 Zin 10in GA 49DM85 
72in 36in 11 %in 38 %in Bin GA  49DP34 48 in 24in 13 %in 42 %in 10in Little Giant 16D331 
36 in 18in 9%in 36%in 5in GA _49DN52 48 in 24in 13%in 40%in 10in GA  49DM87 
36 in 30in 7%in 34%in 5in GA 49DN50 1500 Ib 48.in_30in 13 %in 42 Yin 10 in Little Giant 160337 No. 16D330 
48 in 18in 7%in 34%in 5in GA 49DN48 60 in 30in 8%in 35 %in 5in GA _49DP37 
48 in 24in 7%in 34%in 5in GA _49DN27 60in 30in 13 %in 42 Zin 10in Little Giant 16D344 
1400 tb 48.0 30in 9 %in 36 %in 5 in GA _49DN53 60 in 30in 13%in 40%in 10in GA  49DM92 
48 in 36in 9%in 36%in 5in GA 49DN54 72in 30in 13%in 40%in 10in GA  49DNO3 
60in 24in 7%in 34%in 5in GA 49DN22 72in 36in 13%in 40%in 10in GA  49DNO04 
60 in 30in 7%in 34%in 5in GA _49DN28 1,600Ib 48in 24in 11%in 42%in Qin GA 3BE83 
60in 36in 7%in 34%in 5in GA _49DN51 36 in 24in 9%in 36%in 6in GA 49DM86 
72in 24in 7%in 34 %in 5in GA 49DN49 48 in 24in Qin  938in  6in Little Giant 16D335 
1,500Ib 48in 30in 13%in 40%in 10in GA  49DNO02 48 in 30in Qin  38in  6in Little Giant 16D341 
2,000 lb 36in 24in 11 %in 38 %in Bin GA 49DN55 60in 24in 9%in 36 %in 6in GA _49DN86 
48 in 18in 11%in 38 4in Bin GA 49DN43 2,000lb 60in 30in Qin  38in  6in Little Giant 16D348 
2,400 Ib 48in 30in 11 %in 38 %in Bin GA _49DN58 60 in 30in 9%in 36 %in 6in GA _49DP26 
60 in 30in 11 %in 38 %in Bin GA 49DM94 60in 36in Qin  38in  6in Little Giant 19G876 
36 in 24in 10%in 3/ %4in 6in GA _49DN08 72in 30in Qin  938in  6in Little Giant 19G875 
48 in 24in 10%in 3/%in 6in GA  49DNO09 72in 36in Yin 38 in 6in Little Giant 19G877 
48 in 24in 11in 40in  8in Little Giant 16D330 36 in 24in 11in  40in  8in Little Giant 19G864 
3,600 Ib 48in 30in 11 %in 38 %in Bin GA 49DN70 36 in 24in 11 %in 38 %in Bin GA _49DN83 
60 in 30in 11 %in 38 %in Bin GA 49DN71 48 in 24in 11 %in 38 %in Bin GA 49DM88 
60 in 30in 12%in 39%4in Bin GA 49DN10 48 in 24in 11 %in 38 %in Bin GA 49DM89 
72in 36in 11in 40in  8in Little Giant 160349 48 in 30in 11 %in 38 %in Bin GA 49DM91 
4.000 Ib 28.in_24 in 11 Yin 42 Min 8 in GA _3BE81 60in 24in 11 %in 38%in Bin GA _49DN80 
60in 30in 14in 43%in 8in GA 138X501 * = 5 ang), S0in 30in 11in 40in 8in Little Giant 160345 
60 in 36in 11in  40in  8in Little Giant 19G871 
60 in 36in 11%in 40%in Sin GA 49DN45 
60in 36in 11 %in 38 %in Bin GA _49DN82 
72in 30in 11in 40in  8in Little Giant 19G870 
72in 30in 11 %in 38 %in Bin GA 49DN81 
72in 36in 11 %in 38 %in Bin GA 49DM95 
72in 36in 11 %in 38%in Bin GA 49DM96 
2,500Ib 60in 30in 13%in 44%4in 10in GA  3BE84 
3,000 lb 60in 30in 14in 43%in 8in GA _13X497 * 
3.600 Ib 28in 24 in 11 Yin 38 %in Bin GA _49DN68 
, 60in 30in 11 %in 38 %in Bin GA 49DM93 
* 4 swivel, 2 rigid casters. 
. GRAINGER LITTLE 
RAYMOND jg Payton APPROVED GIANT 
PRODUCTS . < 
Rn moa came Steel-Deck 
LITTLE GRAINGER 
GIANT. APPROVED Platform Trucks 
soe Steel-Deck High-capacity steel-deck platform trucks have two large-diam- 
PI att orm Tru cks eter, rigid, axle-mounted wheels that let the trucks bear heavy 


loads and start rolling more easily when loaded than other 
steel-deck platform trucks. They also have two swivel casters 
that allow them to maneuver around curves and 
obstacles. Suitable for moving molds, 
dies, metal sheets and coils, 
and other heavy equipment 

in industrial locations such as 
manufacturing plants, ware- 
houses, and construction sites. 


These platform trucks have a long, 
narrow steel deck with tall handles at the 
ends. Also called U-boat platform trucks, 
they are used for moving tall stacks of 
packaged goods and other boxed items. 
The trucks can pivot 360° when maneu- 
vering in tight spaces such as aisles in 
warehouses, supermarkets, retail stores, 
and stock rooms. All have four swivel and 
two rigid casters, except as noted. 





Load Deck Deck Deck Overall Caster Wheel/ Item 
Load Deck Deck Deck Overall Caster Wheel/ Item Capacity Length Width Height Height Tread Material Brand No. 

Capacity Length Width Height Height Tread Material Color Brand No. Solid Deck with Ribbed Surface 

Solid Deck with Ribbed Surface 48" 30" 13%" 43%" Phenolic GA 49DP12 

1500 |b. 54" 16%" — 334" Rubber Gray Raymond Products 4ADJ2 * 1750 Ib. 60" 36" 13%" 434" Rubber GA 49DP14 

Solid Deck with Smooth Surface 72" 30" 13%" 43%" Rubber GA 49DP13 
1034" 60%" Polyurethane _—Red Dayton 4VMC7 Solid Deck with Smooth Surface 

16" 1034" 60%" Polyurethane _ Gray Dayton 4VMC9 2900 Ib. iz. 30" 21 44" Rubber Little Giant 395660 

48" 10" 98 _ Polyurethane Blue, Gray _LittleGiant 19G785 48" 24" 13%" 405/4" Rubber GA 49DP07 

10" 98’ __ Polyurethane Blue, Gray _Little Giant 49Y5/1 48" 30" 13%" 4054" Phenolic GA 49DP08 

24" 11%" 5/4 Rubber Gray GA 49DN78 48" 30" 13%" 43" Polyurethane GA 49DN23 

16° 10%" 60%" Polyurethane —_Red Dayton 4VMC5 48" 30" 187" 485" Rubber GA 49DP05 

2000 Ib. 24" 1034" 60%" Polyurethane _Red Dayton 4VMC6 3000 Ib 60" 30" 13%" 4054" Phenolic GA 49DP09 

60" 16" 10%" 60%" Polyurethane _ Gray Dayton 4VMC8 60" 36" 136° 405" Phenolic _ GA 49DP10 

10° 98" _ Polyurethane Blue, Gray _Little Giant 19G786 60" 36" 16%" 43" Rubber Little Giant 19G887 

24" 10" 98" Rubber _Blue,Gray _LittleGiant 19G789 60" 36" 187%" 485" Rubber GA 49DP06 

16" 10" 98 __- Polyurethane Blue, Gray _LittleGiant 49Y572 fe 30" 13%" 43%" Rubber GA 49DN87 

72) 18" = 11%" ~~ 57%" Polyurethane —_ Gray GA 49DN01 72" 36" 13%" 405/4" Phenolic GA 49DP11 

63%" 16° 9% 61%" Polyurethane _ Red Dayton 4VMD7 4000 Ib. 48" 30" 161%" 43" Phenolic Little Giant — 8NAT9 

* 4 swivel casters. 5000 Ib. {2" 30" 161%" 43" Phenolic Little Giant 39E665 

Sign in to Grainger.com® to see YOUR Pricing and MORE 1163 





MATERIAL HANDLING 
Steel-Deck Platform Trucks 


Scan. Order. Done. |: 
Details on page A1. 











Standard 
Caster/Wheel 
Mounting 
No. 48LW41 
















Diamond 
Caster/Wheel 
Mounting 
6-Wheel 
No. 49DN24 Caster/Wheel 
Mounting 
No. 49DN15 


amco * 
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High-Maneuverability 
Steel-Deck Platform Trucks 


High-maneuverability steel-deck platform trucks have a caster configuration 
that lets them make tighter turns and navigate more easily in warehouse 
aisles and similar tight spaces than other styles of platform trucks. Carts with 
a standard or diamond caster/wheel configuration have two swivel casters 
and two rigid casters. Carts with a 6-wheel caster/wheel configuration have 
four swivel casters and two rigid casters and provide more stability than carts 
with fewer casters. 


Load Deck Deck Deck Overall Caster Wheel/ Item 
Capacity Length Width Height Height Tread Material Brand No. 
Standard Caster/Wheel Mounting 

36" 24" 11%" 40" Polyurethane Suncast 48LW37 
1000 Ib. 48" 24" 11%" 40" Polyurethane Suncast 48LW38 
60" 30" = 40" Polyurethane Suncast 48LW39 
2000 1b, —28 24" 11%" 40" Polyurethane Suncast__ 48LW40 
60" 30" _ 40" Polyurethane Suncast 48LW41 
Diamond Caster/Wheel Mounting 
1000 Ib. 36" 24" T¥4 35/7," Rubber Little Giant 8DFE3 
36" 24" g" 39" Polyurethane Jamco 16C610 
4200 Ib 48" 24" 9" 39" Polyurethane Jamco 160611 
60" 24" g" 39" Polyurethane Jamco 160612 
60" 30" 9" 39" Polyurethane Jamco 160616 
oe 18" 734" 347," Polyurethane GA 49DN07 
36" 30" 7134" 347," Rubber GA 49DN41 
1400 Ib. 48" 24" (ES 347," Polyurethane GA 49DN25 
48" 36" 734" 347," Polyurethane GA 49DN42 
60" 24" 134" 347," Rubber GA 49DN24 
6-Wheel Caster/Wheel Mounting 
48" 24" g¥e" 3614" Polyurethane GA 49DN15 
48" 30" QV" 36%" Polyurethane GA 49DN17 
3600 lb. 60" 24" 9%" 86%" _ Polyurethane GA 49DN16 
60" 30" g¥e" 364" Polyurethane GA 49DN18 
[es 36" gy" 3614" Polyurethane GA 49DN19 


* GRAINGER 
APPROVED 


Combination Shelf & 
Platform Steel-Deck 
Platform Trucks 


The long bottom deck on 
these platform trucks can 
accommodate bulky or lengthy 
items. The trucks’ short upper 
shelves can hold tools, equip- 
ment, and other small items. All of 







these trucks have two swivel casters No. 49DM&2 
and two rigid casters. 
Caster 
Load Overall §Wheel/Tread Item 
Capacity DeckLength Deck Width Deck Height Height Material No. 
1900 Ib 48" 24 8 36%’ Rubber‘ 49DM82 
60" 30" 8" 3698" Polyurethane 49DN26 


1164 GRAINGER. 
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Find even MORE on Grainger.com® 
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Steel-Deck Platform Trucks | 
with Compact Folding Handles | 


The handles on these platform trucks fold down to save | ~~ 
space when the trucks are not in use. These trucks are 
used in applications where they will be taken to 
different job sites or where there is minimal 

space for storing the carts. Allhave two == 
swivel casters and two rigid casters. 


Caster 













Load Deck Deck Deck Overall Wheel Item No. 
Capacity Length Width Height Height Dia. No. 33H179 
440 |b. 29%" 19" 5%" 455%" 4" 33H178 
660 lb. 36° 24%" 7" 47" 5" 33H179 

(3) Removable Panels 

No. 49DP17 

CW LITTLE 
INS GIANT 


DURHAM MFG’ 
Est. 1922 


* GRAINGER 
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Load-Securing 
Steel-Deck Platform Trucks 


These steel-deck platform trucks have side panels that install onto three or 
four sides of the trucks’ deck to keep items from falling off while the trucks are 
moving. The panels can be removed to facilitate loading and unloading. All of 
these trucks have two swivel casters and two rigid casters. 





Load Deck Deck Deck Overall Caster Wheel/ Item 
Capacity Length Width Height Height Tread Material Brand No. 
(3) Removable Panels 
9 000 Ib 48 in 24in 11¥%in 38%in Rubber Durham Mfg 488V42 
j 60 in 30in 11¥%in 38%in Rubber Durham Mfg  488V38 
A8in  24in 9%in 42%in _-Rubber_———sGA 49DP15 _ 
3.600 Ib 48 in 30in 9¥%in 42%in — Polyurethane GA 49DP16 
60 in 24 in Qin 45 in Rubber Little Giant 49Y509 
60 in 30in 9¥%in 42%in — Polyurethane GA 49DP17 
(4) Removable Panels 
9 000 Ib 48 in 24in 11%in 38% in Rubber Durham Mfg 488V44 
60 in 30 in — 38 Y% in Rubber Durham Mfg 488V40 


* GRAINGER 
APPROVED 


Towable Steel-Deck Platform Trucks 


Towable platform trucks have a drawbar and hitch and can be 
attached to towing equipment or connected to other towable plat- 
form trucks. They also have a handle and can be manually pushed 
or pulled, and the handle can be removed to make room for over- 
sized objects. Suitable for industrial applications where items need 
to be picked with a platform truck and then moved to another area 
using powered towing equipment. All have four swivel casters and 
two rigid casters. 












No. 13X503 


Caster 
Load Overall Wheel/Tread Item 
Capacity DeckLength Deck Width Deck Height Height Material No. 
60" 30" ill 41" Rubber 13X503 
5000 Ib 60" 36" lg 41" Rubber 13X504 
| 72! 30" 11" 41" Rubber 138X505 _ 
dz 36" le 41" Rubber 13X506 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Corrosion-Resistant & Wooden-Deck Platform Trucks 














Truck w/ Narrow Truck w/ 
Ribbed Surface Smooth Surface 
No. 5PVZ6 & Tall Handles 


— No. 22NP38 





"6? 
NMAGLINER® 


Aluminum-Deck Platform Trucks 


Aluminum-deck platform trucks resist corrosion and are lighter than platform 
trucks with stainless-steel or steel decks. Compact folding handles collapse 
to save space when storing the trucks. Extendable decks can be pulled out 

to allow the trucks to carry large items. Narrow decks can maneuver in aisles 
and other tight spaces. Tall handles prevent tall stacks of packaged goods and 
other boxed items from falling off the trucks as they're moving. 


* Dayton} 





Load Deck Deck Deck Overall Caster Wheel/ Item 
Capacity Length Width Height Height Tread Material Brand No. 
Platform Trucks 
Solid Deck with Ribbed Surface 

36in 24in 8%in 41in Polyolefin Dayton 13X4/1 
48in 24in 8%in 41 in Polyolefin Dayton 138X472 * 
2,000 lb 48in 30in 8%in 41in Polyolefin Dayton 13X473 
60in 30in 8%in 41 in Polyolefin Dayton 13X474 
60in 36in 8%in 41in Polyolefin Dayton 138X475 * 
60in 30in 12in 44in Rubber Dayton 13X4/6 * 
2,400 lb 60in 36in 12in 44in Rubber Dayton _13X4/7 
72in 36in  12in  44in Rubber Dayton _13X4/8 
36in 24in 12 %Iin 39in Thermoplastic Rubber Magliner SPVZ6 
2,800 lb 48in 24in 12 %in 39in Thermoplastic Rubber Magliner 5PVZ8 
48in 30in 9'%Iin 41in Thermoplastic Rubber Magliner SPWAO 
Solid Deck with Smooth Surface 
36in 24in 10in 42in Rubber Dayton  13X463 
9.000 Ib 48in  24in_ 10in 42 in Rubber Dayton  13X464 
48in 30in 10in 42in Rubber Dayton 13X465 
60in 386in 10in 42in Rubber Dayton 13X467 
36in 24in 12 %in 39iIn Rubber Magliner SPVZ5 
2,800 lb 48in 24in 12%1n 39in Thermoplastic Rubber Magliner 5PVZ7 
48in  30in 12%in 39in Thermoplastic Rubber Magliner SPVZ9 
3.000 Ib 60in 380in 11 %in 44in Phenolic Dayton 13X468 
72in  36in 11 %in 44in Phenolic Dayton  13X4/0 
Platform Trucks with Compact Folding Handles 
Grated Deck with Ribbed Surface 
1,500 lb 61 %in 23%in 10in 39in Thermoplastic Rubber Magliner 59UZ05 ~ 
Solid Deck with Ribbed Surface 
330 Ib 29 Yin 18%Iin 7%in 35% In GA 33H180 
30in 18in 6in 35 %in Rubber GA 2PLG4_ * 
400 Ib 30in 18 %iIn 7%in 33 Yin Polyurethane GA 36JP52 

550 Ib 35 %in 24in /%in 3/7 %in Polyurethane GA 33H181 

36in 24in 7%in 3/7 Yin Rubber GA 2PLG5 

660 Ib 48in 24in /%in 37 Yin Rubber GA 2PLG6 

770 Ib 60in 30in 7 %in 37 Yin Rubber GA 2PLG7_ * 
Tube Deck with Smooth Surface 

300lb 16%in 16in 6%in Yin Rubber GA 49EL85 
Platform Trucks with Compact Folding Handles & Extendable Deck 
Tube Deck with Smooth Surface 

200 lb 19%in 17%in 6%in 37 Yin Rubber GA 2TUTS8 
Platform Trucks with Narrow Deck 
Solid Deck with Smooth Surface 

1,200 lb 60in 16in 10in 59in Thermoplastic Rubber Magliner 22NP38 ~ 
1,800 lb 60in 18in 10in 59in Thermoplastic Rubber Magliner 22NP39 ~ 
Platform Trucks with Narrow Deck & Folding Handles 
Solid Deck with Smooth Surface 
1,200 lb 61iIn 18in 9¥in 63In Polyurethane New Age 12G971 ~ 
* (4) swivel, (2) rigid casters. 
amco 
Products 
High-Strength Stainless- S22 


Steel-Deck Platform Trucks “GO%%"%: 


Platform trucks with a stainless-steel deck are stronger and more 
corrosion-resistant than aluminum-deck platform trucks, and 
they have a polished finish that eases cleanup. Suitable for labs, 
medical facilities, food- and beverage-manufactur- 
ing plants, and other areas where the trucks 

will be cleaned and washed down often. All 

have two swivel and two rigid casters. 


No. 2TUH3 

Load Deck Deck Deck Overall CasterWheel/ Caster Item 
Capacity Length Width Height Height Tread Material Wheel Dia. Brand No. 
30" 18" g" 39" Rubber amco _ 8CA55 

18" g" 39" Polyurethane D. GA 2TUH3 

36" 24" g" 39" Polyurethane a GA 2TUH4 

24" g" 39" Polyurethane a Jamco _8CA56 

24" g" 39" Phenolic a Jamco 9NP54 

1200 Ib. 24" g" 39" Polyurethane 5 GA 2TUH5 
48" 24" g" 39" Polyurethane 5 Jamco _8CAE9 

24" g" 39" Rubber a Jamco —_9EVL7 

30" g" 39" Polyurethane o GA 2TUH6 

60" 30" 9" 39" Rubber 5" Jamco  9CHK7 

30" g" 39" Rubber a Jamco 9PN48 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


General Purpose Wooden- \F/ Jem 
Deck Platform Trucks *WisnwanD 


Wooden-deck platform trucks make less noise and * Daytonh 
are less likely to damage delicate materials and canal 











finishes on products carried on the trucks than a 
metal-deck platform trucks. General purpose a Q Platform 
trucks are suitable for a wide range of applica- Truck 
tions. They have two swivel and two rigid casters No. 8WC38 
unless noted otherwise. Narrow tall-handle 

trucks are used for moving tall stacks of pack- Narrow 
aged goods and other boxed items. They have a Truck w/ 
combination of two rigid casters and four swivel er paiva 
casters and can pivot 360° when maneuvering in se 
warehouse aisles and other tight spaces. . 

Load Deck Deck Deck Overall Caster Wheel/ Caster Item 
Capacity Length Width Height Height Tread Material Wheel Dia. Brand No. 
General Purpose Wooden-Deck Platform Trucks 
1.200 Ib 48 in 24in 11 “Zin 35 Zin Rubber 8 in Fairbanks 8ZLX9 
60in 30in 10in 40in Polyurethane 3 in Jamco 16C575 

30in 18in 8Y%in 32 in Rubber 2 in Fairbanks 9WTUO 
48in 24in 8%in 32 In Phenolic 2 in Fairbanks 8WC38 
48in 24in 14in 36 %iIn Rubber 10 in Westward 48XK58 
48 in 30in 11 %iIn 33 “%in Rubber 8 in Westward 48XK69 
1,400 lb 60in 30in 8%in 32%iIn Polyurethane 5 in Fairbanks 9E653 
60in 30in 11 %in 39 Yin Rubber 8 in Fairbanks QNWZ6 
60in 30in 14in  36in Polyurethane 10 in Westward 48XK50 
60in 380in 14in 36 %iIn Rubber 10in Westward 48XK52 
72in 36in 8 %Iin 32%In Polyurethane 9 in Fairbanks 8EKZ7 
1,800 lb /72in 36in 18in 43iIn Rubber 12 in Fairbanks 18F440 
48 in 24in 11 %in 33 Yin Rubber 8 in Westward 48XK57 
48in 24in 11 “%in 34 “in Rubber 8 in Westward 48XK59 
48 in 30in 11 ¥%in 33 %In Rubber 8 in Westward 48XK67 
o4in 2/7in 11 %in 33 %in Rubber 8 in Westward 48XK55 
2,000 lb 60in 30in 11 ¥%in 33 %iIn Rubber 8 in Westward 48XK51 
60in 380in 11 %in 34% in Rubber 8 in Westward 48XK53 
72in  36in 11 %in 33 “Yin Plastic 8 in Westward 48XK66 
72in  36in 11 %in 35 Zin Rubber 8 in Fairbanks QRYW1 
72in  36in 12in 35 In Polyurethane 2 In Fairbanks QWTP3 
2,200lb /2in 36in 9M%in 34 %iIn Plastic 6 in Fairbanks 18F436 

2,000 lb 60in 30in 11 %in 36 “in Plastic 8 in Fairbanks 18F434 

48in 24in 8%in 30%iIn Plastic on Westward 48XK65 

9 600 Ib 48 in 24in 8 %in 31 %in Plastic 9 in Westward 48XK62 

o4in 2/7in 8Y¥in 30%iIn Plastic 9 in Westward 48XK64 

o4in 2/7in 8¥in 31 %in Plastic 2 In Westward 48XK61 
60in 30in 9%in 31 %in Plastic 6 in Westward 48XK63 

2,800 lb 60in 30in 9M%in 32% In Rubber 6 in Westward 48XK60 

60in 30in 14in 39in Rubber 12 In Fairbanks 18F442 + 
Narrow Wooden-Deck Platform Trucks for Confined Spaces 

48 in 16in 11%in  61in Polyurethane 8 in Dayton 4VMD3 * 
2,000 lb 60in 16in 11%in_ 61in Polyurethane 8 in Dayton 4VMD1 * 

60in 24in 11%in  61in Polyurethane 8 in Dayton 4VMD2 * 


* 2 rigid, 4 swivel casters ¢ 2 swivel, 2 axle-mounted casters 


High-Capacity Wooden-Deck [2zmco \r/ 
Platform Trucks 


These wooden-deck platform trucks have large, rigid axle- 
mounted wheels that let them bear heavier loads and start rolling 
more easily when loaded than trucks with smaller wheels of 
a similar construction. They also have swivel —_- 
casters that allow them to maneuver : 

around curves and obstacles. Suitable for 
moving molds, dies, metal sheets and coils, 
and other heavy industrial equipment. 







—— 







No. 18F444 


Load Deck Deck Deck Overall Caster Wheel/ Caster Item 
Capacity Length Width Height Height Tread Material Wheel Dia. Brand No. 
9500 Ib A 24" 20" 36" Rubber 12" Jamco 160140 

60" 30" 20" 36" Rubber 12" Jamco 160141 

48" 24" 18" 43" Rubber 6" Fairbanks 18F444 

4000 Ib. 60" 30" 18" 43" Rubber 6" Fairbanks 18F445 
{2 3b" 18" 43" Rubber 6" Fairbanks 18F446 


Load-Securing Wooden-Deck Se 
Platform Trucks 


Load-securing wooden-deck platform trucks 
have side panels that install onto three or four 
sides of the trucks’ deck to keep items from 
falling off while the trucks are moving. The 
panels can be removed to facilitate loading 
and unloading. All of these trucks have two 
swivel casters and two rigid casters. 





No. 9SWJE4 


Load Deck Deck Deck Overall Caster Wheel/ Caster Item 
Capacity Length Width Height Height Tread Material Wheel Dia. No. 
(3) Removable Panels 
1200 Ib. 48" 24" 10" 40" Polyurethane a 160057 
(4) Removable Panels 
4200 Ib 48" 24" 10° 40" Polyurethane a. 8DV33 
60" 30" 10" 40" Polyurethane D QWJE4 








MATERIAL HANDLING 
Wooden- & Plastic-Deck Platform Trucks 


Scan. Order. Done. 
Details on page A1. = 









No. 443X60 


DURHAM MFG 
Est. 1922 
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Work-Height Wooden-Deck 
Platform Trucks 


Work-height wooden-deck platform trucks have high decks that minimize lifting 
and bending when moving items between the trucks and high surfaces such as 
storage racks, work tables, conveyors, or receiving stations. All have two swivel 
and two rigid casters. 








Caster Caster 

Load Deck Deck Overall Wheel/Tread Wheel Item 

Capacity Length Width Deck Height Height Material _ Dia. Brand No. 
48" 24" 2612" 40 Ye" Rubber 8' Durham Mig 443X62 
4800 Ib 48" 24" 26%" to 35%" ~— 495%" Rubber 8’ Durham Mig 443X60 
"60" 30" 261%" 40 Ye" Rubber 8° Durham Mig 443X63 
60" 30" 26%" to 35%" ~— 493%" Rubber 8’ Durham Mig 443X61 
48" 2 24" to 34" 48" Rubber 6" Little Giant 49Y652 
48" 24 26" 40" Polyurethane 6" Little Giant 49Y651 
48" 30 24" to 34" 48" Rubber 6" Little Giant 49Y656 
9000 Ib 48" 30" 26" 40" Rubber 6" Little Giant 49Y655 
"60" 24" 24" to 34" 48" Rubber 6" Little Giant 49Y654 
60" 24" 6" 40 Rubber 6" Little Giant 49Y653 
60 30" 24" to 34" 48 Rubber 6" Little Giant 49Y658 
60 30" 6" 40 Rubber o Little Giant 49Y657 

Single End Dual Ends 


No. 4AAV3 No. 2TUKS 


‘2 
f=, 
EF 


ADS * 7 ws 
t| RY) Dayton amco 
Commercial Geers Ny oAKRO-mILs® Jem 


General Purpose Plastic-Deck 
Platform Trucks 


The plastic deck on these platform trucks resists damage from impacts and 
exposure to chemicals and moisture. The trucks have a high strength-to-weight 
ratio and are used in settings such as retail stores, warehouses, construction 
sites, and manufacturing facilities. All have two swivel and two rigid casters 
unless noted otherwise. Single-end trucks have one handle. Dual-end trucks 
have two handles. 





Rubbermaid 





Load Deck Deck Deck Overall Caster Wheel/ Item 
Capacity Length Width Height Height Tread Material Brand No. 
Solid Deck with Ribbed Surface 
Single End 
1000 Ib. 36" 24" gy" 39%" Polyolefin Rubbermaid _4AAU8 
4200 Ib 48" 24° 11M" 41" Polyolefin Rubbermaid _ 4AAV6 
60" 30" 11%" 41%" Thermoplastic Rubber Rubbermaid 4AAV4 
36" 24" 9Ys" 39%" Thermoplastic Rubber Rubbermaid 4AAU9 
48" 24° 11%" 41" Polyolefin Rubbermaid 4AAV1 
2000 Ib. 48" 24" g" 39" Rubber R.W. Rogers 6WZL7 
60" 30" 11%" 41%" Polyolefin Rubbermaid 4AAV3 
60" 30" g" 401" Rubber R.W. Rogers 6WZL8 
9500 Ib 48" 24" 11%" 41%" Thermoplastic Rubber Rubbermaid _—_- 4AAV2 
"60" 30" 11%" 41%" Rubber Rubbermaid 4AAV5 
Dual Ends 
880 Ib. 60" 30" 11" 40" Polyurethane Dayton 2TUL3 
2200 lb. 60" 30" 1 40" Polyurethane Dayton 2TUL1 
Solid Deck with Smooth Surface 
Single End 
2000 lb. 48" 24" 12%" 41" Polyurethane Akro-Mils 44U434 
9500 Ib 48" 24" 10" 40" Phenolic Jamco 20WU28 
60" 30" 10" 40" Phenolic Jamco 20WU29 
48" 24° 12%" 41% Polyolefin Akro-Mils 44U462 
3000 Ib. 60" 30" 10%" 39%" Polyurethane Akro-Mils 44U439 
60" 30" 124%" 41" Polyoletin Akro-Mils 44U468 
Dual Ends 
880 Ib. 60" 30" 11 40" Polyurethane Dayton 2TUL2 
2200 lb. 60" 30" 11' 40" Polyurethane Dayton 2TUK9 
3300 Ib 60" 30" ils 40" Polyurethane Dayton 2TUK/ 
"60" 30" 11 40" Polyurethane Dayton 2TUK8 * 


* (4) Swivel, (2) Rigid casters. 
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With E-Track 
Fittings 
No. 45NC08 


With Sides 
No. 4AAN1 
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Load-Securing Plastic-Deck 
Platform Trucks 


Load-securing plastic-deck platform trucks have either built-in E-track fittings 
or removable side panels. E-track fittings provide anchor points for attaching 
compatible straps to tie down large or bulky items. They can also be used with 
compatible mini-straps to connect multiple trucks together to create a larger 
truck. Side panels install onto all sides of the trucks’ deck to keep items from 
falling off while the trucks are moving. They can be removed to facilitate loading 
and unloading. 





Commercial Products 








Caster 

Load Deck Deck Deck Overall Caster/Wheel Wheel/Tread Item 
Capacity Length Width Height Height Configuration Material Brand No. 
With E-Track Fittings 
Solid Deck with Non-Slip Surface = 

32" 20%" 7 38" Srake. (2) Rigi Polyurethane Snap-Loc 40AL31 

32" 20%" 7" 38" sedue (0) Rigid Polyurethane Snap-Loc 20UY86 
00D ae — (2) Swivel with 

32 20% 7 38 Brake, (2) Rigid Polyurethane Snap-Loc 40AL28 

32" 20%" 9%" 40%" bebe (0) Rigid Polyurethane Snap-Loc 40AL25 
12001b. 32" 20%" 7" ~~-34" (4) Swivel Polyolefin GA 45NC08 
With Side Panels 
Solid Deck with Ribbed Surface 
2000 lb. 48" 24" 8" 44" a Ria Polyolefin Rubbermaid 4AAN1 
* GRAINGER 

APPROVED 


Trucks with Compact Aa 
Folding Handles 


The handles on these platform trucks fold 
down to save space when the trucks are not 
in use. These trucks are used in applications 
where they will be taken to different job 
sites or where there is minimal space 
for storing the carts. All have a solid 
deck with ribbed surface as well as two 
swivel casters and two rigid casters. 


Caster 
Load Overall Wheel/Tread Item 
Capacity DeckLength Deck Width DeckHeight Height Material No. 
330 Ib in 18 in 6 in 36 In Rubber 2TUT3 * 
28 In 18 in 6 in 36 in Rubber 2TUTS 
660 Ib 36 In 23 in 8 in 38 In Rubber 2TUT4 * 
36 In 23 2 In 8 in 38 In Rubber 2TUT6 


* Includes locking foot brake. 


Nestable Plastic-Deck 
Platform Trucks 


Nestable plastic-deck platform trucks 
have slanted, tapered decks that can 
raise in the back to allow multiple 
trucks to be pushed together to save 
space when the trucks are not in use. 
All of these trucks have a solid deck 
with ribbed surface. 


No. 6WZL9 


Caster 
Load Overall §Wheel/Tread Item 
Capacity DeckLength Deck Width Deck Height Height Material No. 
5000 Ib 60" 30" g" 40%" Rubber 6WZNO 
48" 24" g" 39%" Rubber 6WZL9 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Wagon Trucks & Spool Carts 









No. 26Y460 










No. 26Y483 No. 12X312 
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Steel-Deck No. 26Y489 

Wagon trucks are typically a ee ee : 

F 0a ec ec ec vera em 

pulled instead of pushed, and — capacity Length Width Height Width Wheel Type Brand No. 

they have a front-mounted Wagon Trucks with Lipped Metal Deck 

handle that lets users guide T-Shaped Handle 

h nadsund g 2.000 Ib 24" 19" ~—- 25". 12" Pneumatic Jamco 8D334 No. 12X315 

Cavy loads ang maneuver 3 4s" 30" 16%" 30". 12"Pneumatic GA 26Y470 

them around corners. Lipped 3.000 Ib 24" 18%" 24" 16"Pneumatic GA 26Y471 | *psp=wcrainceR 
72° 36' +181" 36" 16"Pneumatic GA 26Y474 APPROVED 





deck has a lipped edge that : 
Stops items from sliding off it. ae. 2d? tiv 24” 10Standard GA 26Y475 Wagon Trucks with 


Flush deck lets heavy items 24" 11%" ~= 24" ~—«10"-Standard GA  26Y483 


slide onto or off of the deck to Wagon Trucks with Flush Metal Deck Flow-Through High-Volume 
reduce effort during loading and , 2a 16%" 24°12" Preumatic GA 2evae0 | Side-Panel Metal Deck 


unloading. Flow-through deck i 30" 16%" 30° 12"Pneumatic GA  26Y465 re 

has eae: that let rica and 2,000 Ib 60" 30" 16%" 30° 12"Pneumatic GA  26Y461 = Overall height, with sides: 21 1% in (No. 12X312); 

ie ; 72" 36" —- 16%" ~— 36". 12" Pneumatic GA  26Y462 26 in (No. 12X313); 24 in (No. 12X315) 

liquid fall through it to keep the 48" 30° 18/4" 30°16" Pneumatic GA 26Y466_ | 7.4 art watad metal deck on th ae 
trucks clean when used in dirty 3,000lb 60" 30". 18%" 30". 16" Pneumatic GA 26Y467 € perforated metal deck on these wagon trucks has openings 


or wet areas. Towable trucks 72° -36"~=—« 18%" ~—36"—«16"Pneumatic GA 26Y468 | that let debris and liquid fall through it, which helps keep the 


48°24" 16%" 24" 12"-Standard GA 26Y457__| waqons clean wh in di | 
have aT-bar handle with aring asoom 22 2p 10 2412 -Stancerd GA “2887 agons clea en used in dirty or wet areas. The wagons 


and can be manually pushed or 79" 36" 46/5" 36" 19"-Standard GA 26v459 | Side walls stop loads from falling off and can be folded down or 
connected to towing equipment Wagon Trucks with Flow-Through Lipped Metal Deck removed to reduce straining and lifting when loading or unload- 


J-Shaped Handle 


. J-Shaped Handle : 
for occasional low-speed towing “|. 4. 2d 11" 24" 10-Standard GA 26489 ing heavy items. The trucks ship unassembled. 
applications. All of these trucks __’ 24" 11%" 24" 10" Pneumatic GA  26Y490 : Load da oe pee oral mie ” Item 
S Towable Wagon Trucks with Flush Metal Deck apacity Lengt idt eight idt ia. heel Type No. 
are constructed of 12-ga. steel “t-Shaped Handle 400 lb. 34 18’ ~—«13%' ~—«20"~—=«10"—~Pneumatic_12X312 


and all ship assembled, except 
No. 26Y475. 


48" 30" 18%" 30" 16" Pneumatic GA 26Y485 1000 Ib. 48" 22" 16%" 24" 13" Pneumatic 12X313 
60" 30" 18%" 30" 16" Pneumatic GA 26Y486 1400 Ib. —_—60" 31" 154" 31" 13" Pneumatic 12X315 


2,900 Ib 





Gardner 
Bender 
Bins sold separately, 
available on Grainger.com Two-Wheel 
* GRAINGER o = = No. 
APPROVED Wire-Dispensing 15V950 


Carts 


These carts have two semipneu- 
matic wheels and can be tilted 
and rolled like a hand truck. They 
have multiple spindles that hold 
wire and other materials stored 
on reels or spools. The spindles 
can be removed when replacing 
spools and reels. Wire guides 
keep the ends of wires accessible 
and organized for dispensing. 


Wire-Spool 
Dispensing Cart 


This cart has spindles that hold 
spools of wire and allow quick 
access for replacing spools. 

Wire guides under the cart's 
work surface hold wire ends for 
dispensing and cutting. The cart 
has louvered panels for attaching 
bins, shelves, and other optional 
accessories that hold items that 


are not stored on spools. Shipped : ore Fy ey SuaEIEAialh Overall item 
7 : apacity pindles eng verall Wi eig 0. 
assembled. 1200 Ib. load capacity. facil awail fam 300 Ib. n 59" 16" 13° 45949 
Comes with two swivel and two Length Overall Width _ Height No. 400 Ib. 5 22" 18%" 43" 15V950 
rigid casters. 3214" 18%" 4678" 5LVF8 700 Ib. 5 22" 18%" 45" 15V951 
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MATERIAL HANDLING Scan. Order. Done. 
Panel, Bar & Pipe Trucks Details on page Al. 









A-Frame 


Single-Height w/ 
No. 4ZJ29 


Adjustable Rails 
No. 30F040 





Bar Cradle Truck 
No. 4DPZ9 





 peyry GRAINGER jens © GREENLEE. NT 


APPROVED Woo : : 
Mobile Bar & Pipe Rack 


Bar and Pipe Trucks No. 4GA96 


Bar and pipe trucks are used to organize, store, and 







Single-Height 
w/ Fixed Rails 


No. 4ZJ28 
transport pipe, bar stock, and other long items. 
Load Overall Overall Overall Deck No. of Item 
Capacity Length Width Height Height Levels Brand No. 


Cradle-Style Bar & Pipe Trucks 
Phenolic Wheels 













Sneiaring 3000 Ib. 36" 28" 349" 2G 
w/ Nonmarrin Bs : : o ‘ 
Adjustable thai See aes 48° 28" 34Vi 20" 1 GA 49Y538 + 
No. 30F027 5000 Ib. 60 28 30% 15% 1 GA 190146 
Panel 10,000 lb. ggg" —3gy" 480" 1 GA 1695 
Trucks “Hiss “Gal dian veri 
The frame on these trucks supports long, thin panels or sheets. Also known 4000 Ib. =e. 2 a 3 pmo pele 
as drywall carts, these trucks are used to store or move items such as Polyolefin Wheels 
drywall, plywood, glass panels, and partitions. The trucks’ flush platform 1000 Ib. 58%" 34" 63/4" 61%" 4 Greenlee 4GA96 
lets items slide onto and off of the carts during loading and unloading. All Phenone Wheek a0 ap 5 : Gh GHHZS + 
have two swivel and two rigid casters, unless noted otherwise. A-frame and 43" 36" 5914" 11% 3 GA 4DRA1_ + 
sloped-frame trucks allow panels to lean toward the trucks’ center to keep 3600 Ib. ___ 60" 36" ogy 1" 3 GA 4DRA2 + 
them balanced during transport. Sloped-frame trucks can be loaded from one ie a aa We 3 ee ae t 
side. A-frame trucks can be loaded from two sides. Single-height vertical 4000 Ib. 60" 36" 59 VA" 11%" 3 GA 16C886 
trucks keep panels oriented at 90° to the trucks’ deck and are all the same * 2 swivel casters with brake, 2 rigid casters. ¢ 4 swivel casters. ¢ 4 swivel casters with brake. 
height. Adjustable rails can be repositioned or removed to make room for ele t—“SCsSSSC 
items of different sizes and save space when storing the trucks. Fixed rails W PAUGRAINGER 
uprights cannot be moved. Nonmarring rails have a vinyl coating that helps oe ‘ 
prevent damage to delicate finishes or surfaces. V-Groove Cradle-Style 


Load Overall Overall Overall Deck Number Item 


Capacity Length Width Height Height ofRails —_Brand No. Bar and Pipe Truck 


A-Frame Panel Trucks 


48 V5" 30)" 56" «9 1 GA 176N2_ + | V-shaped cradle holds large sizes or bundles of long 
2000 Ib. 48%" 57° 24" 1098 1 GA 16C867 * materials and prevents round items from rolling off 
0076 Be #6 2 59 8% = Dayton 42J29 the truck. Also known as a bar and pipe dolly and big- ‘ 
57" Qe" — Little Giant 39E673 iT . : 
Single-Height Vertical Panel Trucks with Adjustable Rails wheel cradle truck, this truck has two large pneumatic 









1000 Ib. 3914" 241" 34" 75," 3 GA 190202 wheels that can roll over rough terrain or flooring. The 
a1: 28" 3415" 10° 3 GA 2TUJ6 tf le T. , 
1400 Ib. —a5 7m 3815" 34" aA 3 GA oTUIS + truck's T-handle is used to push the truck and control its 
1500 Ib. 54" 161" 35) aA 5 Dayton 30F041 movement, and it is offset so the operator walks along- 
31% 2815" 34" A 3 GA 2TUJ4_ ft | side the truck instead of behind it. 
48 24" 39" 11%" 3 Rubbermaid  4AAL6 
2000 Ib. 1 30' 36) 91," 9 GA 8RMLO Load Overall Overall Item 
1 oa Capacity Length Overall Width Height Deck Height No. 
2 av os 2 cle apne 1200 Ib 58" 34%" 36" 17" 190219 
3200 Ib. 54" 30" 3814" 7Vs' 4 Dayton 30F040 + : 
391% 24" 36" QV" 2 GA 5DZA1 
51% 24" 36 gv" — GA 5DZA2 
51% 30" 36 QV," 3 GA 8DVA9 *, ; 
3600 Ib. 63%" 30" 36" QV" 2 GA 5DZA5 WX payny GRAINGER 
63% 36" 36" QV," 2 GA 5DZAG APPROVED 
75V% 24" 36 QV" 2 GA 49Y486 
7515" 30" 36" Qi" 2 GA 49Y487 Table Carts 
Single-Height Vertical Panel Trucks with Fixed Rails . 
1500 Ib. 30" 27%" 44" 734" 4 Dayton 42J27 Vertical divider rails span the length 
4000 lb. 35%" 301" 38" By" 3 Dayton 47528 
Single-Height Vertical Panel Trucks with Nonmarring Adjustable Rails of these at oe round and 
381" 97" 34" 6" 3 Dayton 30F022 rectangular tables that are being trans- 
9400 |b, 238 27" 34" 6" 3 Dayton 30F027_ t | portedon the carts. The rails can be 
a a ae : =a. os removed to reduce effort during loading 
38% 27% 56 6 3 Dayton 30F035 
Sloped-Frame Panel Trucks and unloading. The carts' frames have 
2000 Ib. ——44 24 2) 2 GA sDYZ2_ + | been coated with smooth vinyl to pe : 
48" 24" 45" 10%" — Rubbermaid  4AAK8 
Te TGA Be ae Durham Mfg 459W36 prevent damage to tables on the carts. 
47" 2/2 50" 13%" 1 Durham Mfg  423P52 +f For Maximum 
3000 Ib. 47 Va" 230" 50" 134" 1 Durham Mfg 459W34 f{ Load Overall Overall Overall | Number of Caster/Wheel Item 
47" 30' 52" 13/4" | Durham Mfg  459W33 Capacity Length Width Height Vertical Tables Configuration Brand No. 
47%" 30" 52" 13%" 1 Durham Mfg 459W35_ tf 1000 Ib. ie ¢ nee 36  Suivel. (2) Bisid Bayon ore 
* 2 swivel casters with brake, 2 rigid casters. ¢ 4 swivel casters. — LGR E 
View ewe 160010. 48" 32°17 33_(4) Swivel With Brake Dayton —30FO02 
1168 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


* 


GRAINGER 
APPROVED 


Steel Mobile 
Service Bench 


= Assembly required 

= 500-Ib. load capacity 

= 2" shelf lips 

= 2 swivel, 2 rigid casters 
Features 4 hanging plastic bins and 
a built-in tool caddy in the handle. 
Drawers can be locked with a 
padlock (not included). 





Overall Work Item 
Height Shelf Length Shelf Width Overall Width Surface Height No. 
34" 28" 16° 16° 34" 6YE55 





No. 5LVH9 





* 


GRAINGER 
APPROVED 


Welded Steel Mobile Workstations 


= Shipped assembled 
= Casters (2 swivel, 2 rigid) 
= Gray powder-coat finish 


No. 5LVH8 


Load Item 
Capacity D W H Caster Material Caster Dia. No. 
Mobile Workstations, Steel 
300 Ib 23 Vin 24%in 49% in Polyurethane 5 in 49Y095 
30 in 60 in 40 in Phenolic 3 in 49Y091 
4,000 Ib 30 in 72 in 40 in Phenolic 3 in 49Y092 
36 in 60 in 40 in Phenolic 3 in 49Y093 
Mobile Workstations, Stainless Steel 
300 Ib 23 Vin 24%in 49% in Polyurethane 5 in 49Y096 
Workbench w/Pegboard Panel, Steel 
1,200 Ib 42%in 24%in 66 in Polyurethane 5 in 5LVH9 
4,000 Ib 30 in 60 in 40 in Phenolic 3 in 49Y088 
Workbench w/Louvered Panel, Steel 
4.200 Ib 42%in 18 %in 67 in Polyurethane 5 in 49Y085 
42 %in 24 vin 66 in Polyurethane 5 in SLVH8 
4,000 Ib 36 in 60 in 40 in Phenolic 3 in 49Y090 


* WistwaRD 
Mobile Cabinet 
Workbench 


= Shipped assembled 

= 5"-dia. casters (2 
swivel, 2 rigid) 

= Gray powder-coat finish 

= Cabinet measures 
25%6"H x 16'%6'W 

= (4) 155e"W x 141%46"D 
X 5’4"H drawers 





Item 
W D H No. 
36in 24in 36%in  52CK63 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


* GRAINGER 
APPROVED 
Mechanical 


Work Stands 


= Polyurethane swivel 
casters, 2 double locking 
= Nos. 11A566 and 11A567 
have a red finish 
= Nos. 2WTR4 and 2WTR3 
have blue powder-coat 
platform and base 
Platform height and tilt angle 
are manually adjusted. 
Load 
Capacity W D 
150 Ib. ra 
300 Ib. 24" 20" 


330 Ib. 16° AW 
330 Ib. 12 20" 


— 
pe) 
i) 


* 


GRAINGER 
APPROVED 


Mobile 
Worktables 


= Wood and powder-coat 
steel construction 


Mobile Worktables—Gray 
and black. No. 5CHN2 
includes flip-and-fold board 
with brackets. 
= Shipped partially 
assembled 
= Nos. 49Y116, 16A706, 
and 16A705 feature dual- 
folding extension boards 
= Laminated work surface 
= Casters (2 rigid, 2 
swivel with brake) 


* 


GRAINGER 
APPROVED 


Welded Steel 


Mobile Work Desk 


= Shipped assembled 


= 3" polyurethane swivel casters 
Lockable security cage cabinet. 


Load 
Capacity D W 
150 Ib. 22" 22" 


H No. 
50%" 1DE91 


MATERIAL HANDLING 
Mobile Workstations 







No. 2WTR3 


Item 

Height Lip Height Tilting Angle 0. 
28' to 38" 2" 45° 11A566 
31% to 42" ah 30° 11A567 
28' to 42" 14%" 40° 2WTR4 
20" to 28" 1%" 40° 2WTR3 


No. 
49Y120 
Load _No. of Item 
Capacity Shelves D W H No. 
Mobile Worktables 
20" 40" =35"to 42" +16A699 
20" 46" 3894" 5CHN2 
200 Ib. 1 26" 20" 35"to42" 16A697 
1 26" 68" 35"to42" 49Y116 
1 54" 20" ~=35"to 42" 16A698 
1 18" 46" 35"to 42" 16A696 
300 Ib. 1 26" 51" = 35"to 40" +16A706 
1 26" 87 35" to 40" 16A705 
Shop Desk 
300 Ib. — 24" 26%" 49" 49Y120 


Item 





1169 





Mobile Workstations Details on page Al. 


MATERIAL HANDLING Scan. Order. Done. =r 





* GRAINGER 
APPROVED 


Mobile Service Benches 


= 5" casters (2 locking Feature removable top 








swivel, 2 rigid) with steel back and end 
= Doors lock with stops. Recessed-handle 
included key with roller drawers. 
No. 6YE53 = Gray powder- 
No. 6YE51 coat finish 
Load Drawer Drawer Drawer Doo Door Item 
Description Capacity D W H_ Width Height __ Depth Cabinet | Width Cabinet Height No. 
2 Doors, Tubular Handle 1200 |b. 18" 36" 36%" = — — 18" 26" 6YE51 
Wood Top, 1 Door, 4 Drawers, Tubular Handle 1200 Ib. 18" 36" 3898" 206 o/f" 1416 11%" 244" 6YE53 





LISTA= 
Modular Mobile Service Benches 


= Shipped assembled; just attach handles 
= 6" casters (2 swivel, 2 rigid) 
= Steel construction with powder-coated finishes 

























































































































































































































































No. 4VM51 , , 
Choose stainless steel, rubber mat, or 134" hardwood working 
surface. Drawers automatically latch when closed. All cabinets 
feature patented PrevenTip® lock that prevents cabinets from 
tipping over. Cabinets with 17 drawers and up have 6 casters (4 
swivel, 2 rigid). 

Work Surface Item 
Description Width Depth Height Material Drawer Width Usable Drawer Height Color No. 
165 Ib. Drawer Load Rating 
5 Drawers 22.V4' 2814" 3514" Rubber Mat 18" 22,2) 3, 05,007 Classic Blue 3W545 
_ 5-Drawers, 1-Door 39" 282" 37 YA" Butcher Block 18" - Classic Blue 4VM51 
6 Drawers 2814" 22 V5' 43V4' Butcher Block 24" (22, (2)s, (lo, t) oO Bright Blue  4VZU3 
440 lb. Drawer Load Ratin 
6 Drawers 212 3/4" Rubber Mat_ [a _ (2) 2 (2) 3,0) 9,0) 9 Bright Blue _ AVZT8 
aire 60" 28" 42" Butcher Block 3) 52%e', 3-18", (4) 48° (3) 2, (3)3, 2) 4.0) 5,0) 10° Bright Blue  52JU47 
60" 28" 42" Stainless Steel 3) 52%6", 3-18", 3) 2", (3) 3", (2) 4", (1) 5", (1) 10° Bright Blue 52JU48 
11 Drawers Butcher Block (4 (A) 2", (2) 3", (2) 4", (2) 5", (1) 11° Bright Blue 52JU49 
13 Drawers Butcher Block 3) 2’, (5) 3", (2) 4, (1) 3, Bright Blue 52JU55 
een ‘ : ‘ Butcher Block 4) 2", (5) 3", (2) 4", (2) 5", (1 Bright Blue 52JU57 
60" 28" 48" Stainless Steel __ (4) 2", (5) 3, (2) 4, (2) 5, (1) 11 Bright Blue 52JU58 
17 Drawers Butcher Block 4) 2", (4) 3", (2) 4", (1) 8", (1) 12" Bright Blue 52JU51 
8214" 28" 42" Stainless Steel (3) 52%c’, ~ (4) 2", (4) 3", (2) 4", (1) 8, (1) 12" Bright Blue 
21 Drawers 8214" 28" 48" Stainless Steel (3) 52346’, (2), (0) 3. (4)4, (1) 5, oC) te Bright Blue 
23 Drawers : : Butcher Block 52%e', 7) 2", (8) 3", (5) 4" ott Bright Blue 52JU61 

















































































































































































































































































































No. 4YW40 No. 1AAF6 No. 1AAF7 
No. 4YW33 
Load Drawer Drawer ae ee Door Cabinet Door Cabinet Item 
Description Capacity W D H _-Width Drawer Height Depth Wid Height Depth No. 
4 : 
GRAINGER 
APPROVED 1D 1D 1000 |b. 45" 22" 34" 18%" 5," 20" 19%" 2614" 21" AYW39 
. OSL, blader 1200 lb. 36° 18° 3834" 2076 A tah 1148" 24.05" 18" 49Y079 
tennsco 1200 lb. 36" 18" 3834" 2076 WA 1416" 11%" 24; 18" 49Y082 
Storage Made Easy 1 Door, 2 Drawers 1000 Ib. 23" 22" 34" 18%" 5A" 20" 19%" 15" 21" 4YW38 
‘Deora Drawers 1,200 lb. 36" 18" 36%" 20%6" bi," 1411/6" 11%" 2414" 18" 4YW33 
Steel Mobile ; 1200 Ib. 36" 18° 38%" 20%6" 5iR' 1414.6" 11%" 2414" 18" 49Y081 
1 Door, 6 Drawers 1200 Ib. ‘ "40%" (2) 20%6 47," : 1416" ‘ " 16D884 
Service 2 Door, 8 Drawers 4000 lb. 66" 33" 33%" 29%6' (4) 4"; (2) 6 (2) 8" 14% 26" 24%" 13%”6" 1TGL7 
5 'Deors 1200 |b. 42" 24" 37%" — — — 36" 21%" 21%" 1TGL5 
8 Drawers 1000 Ib. 45" 22" 34" 1834" 5A" 20" — — — 4Yw40 
: 1 Door Cabinet, 3 Drawer \ ‘ : \ i F i ji i i 
- Sica Pedestal, 1 Door Cabinet 1000 Ib. 48" 25" 43" 13%" = (2) 6s", (1) 13%" 22 15 32 24 1AAF6 
=» Lasters inciude 1 Door Cabinet, 4 Drawer F ‘ : r r F i q ’ 
locking swivel, 2 rigid) 
Drawer locking system 2 Door Cabinet _ 1000 Ib. 33" 25" 43" 125" — — 30" 32" 24" 6YE44 
. 4 Drawer Pedestal,1 Door ; , ; : P : ; ; F 
with included keys Cabinet, 4 Drawer Pedestal 1000 Ib. 48 25 43 13% 616 22 15 32 24 1AAF7 
: 20 Bin Cabinet, 1 Door i ' i i i \ i i i i 
Drawers open easily on Pabinél 3 Drawer Pedestal 1000 lb. 48" 25" 43" 13%" (2) 61%46', (1) 13%" 22 15 32 24 6YE41 
sliding glides. 20 Bin Cabinet, 2 Door Cabinet 1000lb. 48° 25° 43" 5%" 46" 1354" 30" 32" 24" 6YE42 
1170 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


MATERIAL HANDLING 
Garment Racks & Shopping Carts 








* GRAINGER 
APPROVED 


5CHV8 0S 
Rolling Garment Racks 


= Steel construction = Shipped unassembled 


D W H Item 
Description Holds (in.) — (in.) (in.) No. 
Rolling Garment Racks 
Nesting, Z-Rack Up to 24 Garments 24 48 72 14A059 
Collapsible Adjustable, Z-Rack Up to36Garments 24 40 96-73 SCHV7 
Nesting, Z-Rack Up to48 Garments 24 63 72 5CHV4 
Adjustable Rack with Wire Basket Upto18Garments 20 34 51-69  14A063 
Collapsible Adjustable, Rack Up to 24Garments 22 50% 56,61,66 5CHV8 
Accessories 
Middle Hang Bar For Use With No. 14A059 14A060 
Middle Hang Bar For Use With No. 5CHV4 5CHV6 
Bumper Set For Use With 14A059 and 5CHV4 14A061 
LSP 4 AE 
* GRAINGER oom. 
APPROVED RAST QP 


Plastic Shopping Basket 
w 1214"W x 18%"L x 854"D 
= Sold in pkg. of 12 
Polyethylene hand basket holds items for 
customers as they shop in grocery, convenience, 
and department stores. The basket's metal 
handles are coated with PVC for a comfortable 
grip. Sign and display stand included. 

> CHOOSE: Item 


Color No. 
Black, Green, Blue, Red, Gray G1931 






SERS CD 
RY 


el GAR 


APPROVED 


Shopping Carts and Cart Corrals 
WIRE SHOPPING & PLATFORM CARTS 


Two-tier cart has two vertically stacked wire baskets that can hold 
groceries and other items. This compact cart can navigate crowded aisles 
and tight spaces more easily than platform shopping carts. Made from 
powder-coated steel. Platform carts have a flat wire deck that holds 
large or bulky flat items such as cartons, bulk containers, and large bags. 
All are made from zinc-plated steel. 


CART CORRALS 

Galvanized steel cart corrals Keep shopping carts organized and contained 
when not in use. They help prevent loss or damage to carts by providing a 
place for customers to return empty carts. No tools required for assembly. 


Load Overall Overall Overall Item 

Description Capacity Length Width Height Brand No. 
Two-Tier Shopping Cart 
With Two 20%'L x 17%"W 4 : 1 _ R.W. Rogers 
x 9%", 6Y2"H Baskets 300 Ib. 29 22% 41% Company, Inc GPPZ9 
Platform Carts 
With 25 %'L x 19"W ; ‘ ' 
x 7'H Top Basket 90 Ib. 36% 19 44 GA 3HGF7 
Without Basket 90 Ib. 52" 29" 43 V2" GA 3HGF9 
With 26"L x 11"W x ' : ‘ 
15¥5'H Top Basket 275 |b. 59% 29 37 GA 3HGF8 
Cart Corrals 
Single Wide — 14 ft. oe 8 ft. GA 4YFD7 
Double Wide — 14 ft. 5° Br 8 ft. GA 4YFD6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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* GRAINGER ' 
APPROVED 


Manual and Motorized 
Wheelchair Shopping Carts 


These carts carry customers and their purchases as they shop. The carts have 
a wire basket where riders can place items, and they have vinyl-covered seats 
that can be wiped down for cleaning. 
Manual Wheelchair Cart—Wheelchair 
cart is propelled by hand and can navi- 
gate tight spaces such as aisles more 
easily than motorized carts. 315-Ib. total 
weight capacity. 





Overall Overall Overall Item 
Finish Length Width Height No. 
Manual Wheel Chair 
Chrome 47" 2634" 38" AYFE6 


Value Shopper and Smart Shopper Motorized Value Shopper - Front Wheel Drive 


: Silver 55" 24" 35" sAYFE1 
Motorized Carts—Motorized carts are Red 55" 24" 35" 4YFD8 
propelled by a battery-powered electric Blue 90" 24" 35" __4YFD9 

56" 24" 33's SDYHO 


: Green 
motor and require less effort to move than Motorized Smart Shopper - Rear Wheel Drive 


wheelchair carts. 625-Ib. total weight Silver 56" 24 33" AYFE2 
capacity. Red _56" 24" 33" 4YFE4 


Please Rater Carts Here 


5. Ss ee ee 
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MATERIAL HANDLING 
Medical & Hospitality Carts 


















Lh itil A} | 

ee ried ghee) 
peel ae seeder 

“ + er € 


aber ey oe | r 







Scan. Order. Done. 
Details on page A1. 





No. 
2HEJ4 


Collecting Carts 


Lightweight, collapsible carts have 
vinyl and vinyl mesh bags that fit 
securely over 1" powder-coated 
steel tubular frame. Antimicrobial 
bags are flame-retardant and resist 
mildew, UV-damage, and tears. All 
have four 3" polyolefin casters. 





VINYL VINYL MESH 
Volume Load Overall Overall Overall Item Item 
Cap. Capacity Length Width Height Color No. No. 
150 Ib. 22" 20" 35%" Blue 22E952 22E956 
. 150 Ib. ae 20" 35 V2" Green 22E955 22E959 
METRO 7.5 Cu. fl. FEO Ib. 2" 50° 35%" ‘Red | 226953 | 22E957 
DenaaaMionsik 150 Ib. 22° 20" 35 V2" White 22E954 22E958 
150 Ib. 26" 21" 354%" Blue 2HEJ4 __ 22E948 
Medical 10.0 — 150 Ib. 26" 21" 35%" Green 22E947 22E951 
cu. ft. 150 Ib. 26" 21" 35" Red 2HEJ5 22E949 
Exchan qe 150 lb. 26" 21" 35 V2" White 2HEJ6 22E950 


Carts 


Exchange carts are used to transport and store linens and supplies in healthcare 
facilities. Wire mesh shelves and walls let air circulate through the carts, keep 
their contents visible, and allow dirt to fall through to keep them clean. The 
shelves’ height can be adjusted to fit different supplies based on the changing 
needs of patient populations. Bins, dividers, and other optional accessories can be 
added to organize items on the shelves. All have two standard swivel casters and 
two swivel casters with a brake, unless noted otherwise. 


Load Overall Shelf Shelf Caster Item 
Capacity Height Length Width Dia. Includes No. 
4 Shelves 


























750 lb. 69" 48" _—24"__—8""_—_—Super Slide, (4) Shelf Dividers, (2) 6" Tote Boxes _ 2TRJ9__ 
1000 lb. 70%" 60" 24" 6" Enclosure Panels, Aluminum Dolly Frame 2TRK2 * 
5 Shelves _ ; ee eee 
750 Ib. 68" 48" 24" i" _—Super Slide, (4) Shelf Dividers, (2) 6" Tote Boxes 2TRJ7 * 
750 lb. 68" 60° 24" 5° (2) Super Slides, (6) Shelf Dividers, (4) 6" Tote Boxes 2TRJ8 No. 
750 lb. 69" 60" 24" 8" (2) Super Slides, (6) Shelf Dividers, (4) 6" Tote Boxes 2TRK1 _ 22E976 
* 4 swivel casters. 
ROYAL 
BASKET TRUCKS 
No. 
Poly Bulk 190629 
No. Laundry Trucks 
20UY91 = Drain holes for easy 
drainage and cleaning 
= 6" casters 
= 48 cu. ft. volume capacity 
a Bulk Poly Trucks—Large-capacity 
7 carts carry bulky, hard-to-handle 
Space-Saving items. Ideal for hospital and hotel 
laundry or bulk supplies. 
Basket Trucks d Pe 
H Convertible Poly Trucks—Two 
with Removable movable shelves can be positioned 
Mildew-Resistant horizontally or vertically for three 


Vinyl Liner 


The frame on these basket trucks collapses to save space when storing the 
trucks. The trucks' removable vinyl liners attach to the frame and can be 














different configurations. When 
shelves are vertical, the lower shelf 
can be flipped out and up to ease 
unloading. 

















, aie ; 19D630 
replaced with a new one when they become damaged or dirty. Vinyl liners resist Security Poly Truck—Includes two 
mold, mildew, UV-damage, and tears. They are also flame-retardant, but other fred enaluee wiih inclanadedl 
parts of these trucks may not be. No. 20UY93 has compartments for sorting ~ ae : : a , 
j j 0a vera vera vera tem 
materials. All have four swivel casters. Capacity _ Length Width Height Caster Type sli. 
No. of Cubic Foot Load Overall Overall Overall Mfr. Item Bulk Poly Trucks 
Compart. —_ Capacity Capacity Length Width Height Model No. 800 Ib. 48" 28' 68%" (4) Swivel | 2HEJ7 
Removable Vinyl Liner Basket Truck ee ee eee Ue es __ 800 Ib. 90%" 28" 6694" (4) Swivel 22E976 _ 
“7 5.00 cu. ft. 220 |b. 244," 201%" 34" 1881749 20UY91 | Convertible Poly Trucks nm _ : te 
1 10.00 cu. ft. 220 |b. 3794" 24%" 34" 1881750  20UY92 800 Ib. 48" 28" 681" (2) Rigid, (2) Swivel  2HEG4 — 
2 ~10.00 cu. ft. 220 Ib. 37%" 2414" 34" 1881781  20UY93 — 501" 28" 6694" (2) Rigid, (2) Swivel  19D629 
Replacement Liner __ : eens 800 Ib. 90%" 28" 34%" (4) Swivel 19D631 | 
‘Mfr. No. 1881749, 1881781 15%" 2255" 27 V4" 1881782  20UY94 Security Poly Truck 
Mfr. No. 1881750 3514" 2298 27 Va" 1881783 20UY95 800 Ib. 50%" 28" 67" (2) Swivel, (2) Rigid _19D630 — 
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GRAINGER CHOICE® MATERIAL HANDLING 
Find the Wy. Find Solutions. Find Great Prices. Pallet Trucks & Accessories 








No. 12U124 








“eal 


Weigh-and-Go Manual Pallet Jack 


Accurately check load weight without a platform scale. Cushion grip with a 





No. 2TUR8 
° $y 3-position lever and a flow valve for controlled lowering. Scale operates on (6) 
* GRAINGER (22:)"4Ke)2] | AA batteries. 
Pallet Trucks APPROVED Fork Height © Width Width Fork Size 
7 Load ; Across Between 
Dayton® pallet trucks feature a cushion grip with a 3-position lever and a flow Capacity Lowered Raised Forks _—Forks L W 
4400 Ib. ey 7% 27%4' 131% 48" 7' 


valve for controlled lowering. Push rods are fixed with no adjustment needed. 
4mm-thick steel with reinforced fork bracing and sealed ball bearings on 
wheels. 


Standard—Nos. 490206 and 445K83 have a quick-lift operation for loads 
under 300 Ibs. No. 12U123 includes a fingertip-actuated hand brake for safety 
and security on ramps or inclined surface. No. 30LU68 has longer 70" forks. 


Low-Profile—For easy access to pallets with 2"H opening. 
No. 2TUR3 






Narrow—Narrow fork design with entry glides and exit rollers allows easier 
access to smaller pallets with decks up to 24"W. 


Fork Height Width Width Fork Size 


Load Across Between Item 
Capacity Lowered Raised Forks Forks L W Color Brand No. 
Standard 


3800 Ib. 2'%e" 7%" 27" 15" 48" 6" Blue GA 12U124 
4400 Ib ALS 7%" 27" 143%" 48" 6%" Blue GA oLA79 
ee 794 Zt 144" 70" 6M" Red Dayton 30LU68 
5000 Ib. 2'%e" 7%" 27" 14%" 48" 6%" Blue GA 12U125 ag 
27° 7%" 27" 143%" 48" 6%" Red Dayton 490207 Ip) ayton F 
27° 7%" 27" 143%" 48" 6%" Red Dayton 490206 fT 
21%e 7%" 27" 143%" 36" 6%e" Red _ Dayton 2TUR7 


5500 Ib. 
21%6  7%s" 27" ——s«*143%" 42" Be’ ~—sRed_~—sCDaayton = 2TURS5 : = 
37M or tas as" 64 Red Dayton 120123. * | Gorrosion-Resistant Pallet Trucks 
ey 8' 27°15" «48 6° Gray GA 445K83_—t | | | . 
6000 Ib. 3 7%" 27" 1434" 48" 27' Red Dayton _493X18 These manual pallet jacks are ideal for demanding environments. No. 2ZE62 is 
Corrie gS’ 27’ 4! 4B" 27’ sdRed_—_—CDayton__493X'17 constructed of stainless steel, and works well for food processing, cleanrooms, 
yy" Vy" " " " z icati iri . . ; 
4400 bp 8%" 33 19 48 7 Red Dayton  30LU67 and other applications requiring washdown. Nos. 2TUR4, 2TUR3 and 24L321 
"2! 61" 27" ~—s-143" 48" = 6%e" Red Dayton = 2ZE59 have steel frames for use in cold storage environments requiring cleanliness. 
5000 lb. 1% 6% 27° 13° 48" a Red Dayton 241322 Sa cay “wii ae 
Narrow ork rielg I I Ork vIZe 
216 7% 20%" 7% 36’ 6%e' Red Dayton 2TUR8 a Lawerad. “sleed alia meee : i th 
5500 Ib. 216 734" 20%" 77% 42° 656’ Red Dayton  2TURG6 apacly ere alse oe. TO 
D6 7% 20% 77s’ 48° 6% Red Dayton  2ZE58 4400 Ib. 3 is 27’ 14%) 48" %e ZEB 
He TY’ 20%" TIA 48" 66  2TURA4 
Low Profile, Narrow ae aR i a7 i 57, 
4400 lb. 2" 6%" _—«20%'_—s77s’_—«AB" Ge’ ~—sRd_—CDayton —«2ZE63 ae a a ea a 
* Includes hand brake. ¢ Quick lift. 2 2 4 


* 
Pallet Truck Accessories pra 


Caddy—Transforms a standard pallet truck into a mobile workstation. Includes cup holder, pen and 
pencil tray, clipboard holder, tool pockets, and a storage compartment. Mounting hardware included. 


Magnet Wedge—Secures an empty pallet truck to prevent damage in moving vehicles. Magnet 
used to store wedge on side of pallet truck. 






No. 
Stop—Parking device keeps pallet truck in place to prevent damage in transit. Rubber construction aves 
for a firm grip on the trailer floor. 


Overall Overall Item 
Description Length Overall Width Height No. 
Caddy 84" 16%" 18%" 2YA32 No. 
Magnet Wedge 59/4" 4" 244" 1XFD7 33N455 
Stop 13%" 12" 134" 33N455 
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MATERIAL HANDLING 
Pallet Trucks 








Adjustable Width 
No. 36N196 


Box Guard 
No. 24L324 





Special-Application Pallet Trucks 


Adjustable Width—Aqjust the 
width of forks to accommodate 
all types of pallets. No. 36N996 
adjusts manually without tools. 


All Terrain—Lightweight, strong 
tubular frame truck evenly distrib- 
utes loads. Large pneumatic 
wheels roll over most surfaces. 
Easy-to-operate 3-position 
handle. 


Box Guard—Prevents accidental 
lifting of second pallet by lower- 
ing frame guard and reducing 
fork length by 9". Holds cargo 

in place. 


Confined Space—Operator can 
use foor or hand to operate dual 

pump. Foot pump folds away for 

storage. 


Quiet Operation—Ultra-quiet 
operation (less than 60 dB) for 
use in hospitals. 








No. 478N31 


Scan. Order. Done. 
Details on page A1. 





For Coils 
No. 30LU69 


Confined Space 
No. 24L323 













¥ ‘ 
Wrepycrancer = Puen 
YELLOW JACK: IT” APPROVED 
Fork Height Width Width Fork Size 

Load Across Between Item 
Capacity Lowered Raised Forks Forks L W Color Brand No. 
Adjustable Width 

2200 Ib. 2'%6' = 7'%e' 13'to27" 4to18" 45%" 4%" Yellow Yellow Jack-It 36N196 
5500 Ib. a 7%" = 21"to27' 9'to15" = 48" bo Gray 6JE31 
All Terrain 

2000 Ib. oO 9" 9%" to 26" 1%to 18" = 32" 4" Yellow GA 2XY40 
Box Guard 

5500 Ib. a 7¥" 27° 14%" 48" 6%" Red Dayton 24L324 
Confined Space 

5500 Ib. a 7¥2" 27" 14," 48" 6%" Red Dayton 24L323 
For Coils 

4400 lb. 398" 7¥" 395%" 241" 48" 6%" Red Dayton 30LU69 
Quiet Operation 

4400 |b. 21/16" 7 V2" 27" 143," 48" 6%6' Red Dayton 32HD10 
5500 Ib. 21%16" 7¥2" 27" 143," 48" 6%6' Red Dayton 32HD11 


oo 


Semi-Electric Pallet Racks 


Engineered to help you move palletized loads with minimal effort. Designed for indoor 
use, it moves on 3"-dia. polyurethane rollers and a 7'-dia. polyurethane wheels. With 
electric dual-speed forward/reverse and manual hydraulic lift, the jack helps to move 
heavy loads with ease. Also features 3-position lever and pump handle. Loading limit 
valve helps prevent overload. An emergency braking system is included, along with a 24V 
battery and charger. 


Fork Height Width Width Fork Size 
Load Across Between Item 
Capacity Lowered _ Raised Forks Forks L W No. 
3300 Ib. 3 Ye" 4Y," Zi 143," 48" 6" 487A11 


* 


Motorized 
Pallet Trucks 


Electric drive and lift mech- 
anisms, variable forward/ 
reverse speeds, and push- 
button operation require 
minimal operator effort. 


No. 32H818 Include emergency braking 
F Load ; bi on A — iti Width : ; Fork Size P Item system and key lock for 
apacity owere aise cross Forks Between Forks Color Brand No. 
3000 Ib. 3 7V5" 5 45" 6 Black Big Joe 32H81g-—«Savety. Include LED battery 
4000 Ib. ch TH: oT" 14" 48" 63" Red Dayton  478N31 level meter and charger. 
4500 Ib. 3 YA" 8" 21" 14" 48" 634" Red Dayton 478N30 Dual-load wheels. 
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MATERIAL HANDLING 
Warehouse Vehicles & Forklift Trucks 





Warehouse Vehicles 


= To find replacement parts, 
go to Grainger.com® 


Emission-free, fully electric vehicles help 
keep products, heavy materials, equip- 
ment, and people moving efficiently through 
your facility. Rugged construction features 
a powder-coated welded steel frame and 
diamond plate-patterned body with acrylic 
finish over polyester primer. Safety yellow 
color. 


Titan® Series—Brawny, reliable 4-wheeled 
Carriers have a spacious cargo deck to help 
boost productivity. Choose the versatile 

HD, or powerhouse XD model. HD model 

has rear wheel hydraulic drum brakes. XD 
models have front and rear hydraulic brakes. 


Description HP 
Titan Series 
Titan HD 2 Passenger 36V Electric 8 
Titan XD 2 Passenger 48V Electric 17.2 
Titan XD 4 Passenger 48V Electric 17.2 
Tug Series 
Cushman Tug - 5K 11.1 
Minute Miser 
Cushman Minute Miser 8 
Stock Chaser 
Cushman Stock Chaser 8 





Electric Forklift Trucks 


Cc) CUSHMAN 


Tug™ Series—3-wheeler easily and quietly 
tows large loads through confined aisles and 
spaces. The simple, responsive handlebar steer- 
ing and comfortable seat helps reduce driver 
fatigue over a long shift. Cargo deck holds your 
tools and equipment. 2-wheel hydraulic drum 
brakes. 


Minute Miser™—Quick 3-wheeled transport 
has a flip-down seat for an additional passenger 
or small cargo deck. Rear wheel mechanical 
drum brakes. 


Stock Chaser'™’—Maneuverable 4-wheeler has 
a 9.6-sq.-ft. cargo deck and slim design to work 
its way through narrow aisles and standard 

doorways. Rear wheel mechanical drum brakes. 





No. 35LR57 








No. 35LR59 No. 35LR60 

Overall Overall Overall Seating Vehicle Load Towing Power Item 

Height Width Length Cargo BoxWxLxD Capacity Capacity Capacity Source Speed No. 
46" 44¥" 114" 41%" x 75" x 2" 2 2500 Ib. 4600 |b. 36VDC Battery 13mph 30LR54 
47" 44V" 114" Aly x7o x2 2 3000 Ib. 5000 lb. 48VDC Battery 14mph 35LR57 
47" 44V," 114" 41%" x 53%" x 2" 4 3000 Ib. 5000 Ib. 48VDC Battery 14 mph 35LR58 
of 341%" 76" 21° x 33%" x 1%" 1 650 Ib. 8000 lb. 48V Battery 7.8 mph 35LR61 
46" 30" 85" 23" x 29" x 4" 2 990 Ib. 2000 Ib. 24VDC Battery 10mph 35LR59 
48" 29% 84" 29" x 48" 1 1000 Ib. 5000 Ib. 24VDC Battery 8.5 mph 35LR60 

No. 32H819 








Compact 3-wheel electric trucks use 48VAC drive and hydraulics. Roomy ergo- 
nomic cab has wide-view mast, hydrostatic power steering with spinner knob, 
adjustable steering column, and adjustable suspension seat to ensure comfortable 
working position. Feature sideshift functionality, solid pneumatic tires for improved 
traction, and a high-visibility 3-stage mast. 











Load Lifting Height Fork Size Overall Item 

Capacity Min. Max. L W Length * No. 
2800 Ib. 2" 189" 42" 4" 72¥2" 32H819 
3500 Ib. 2" 189" 42" 4" 7612" 32H820 

*Overall Length does not include forks. 
. : WPFAWGRAINGER @ponguare’ 
Forklift Accessories Ptr Lassa ts 
No. 19ND73 


Seats feature adjustable backrest with suspension, fore and AFT side rail, document bag, and 
universal mount. Seat belts are retractable with 2" wide belt material. Safety light projects a 
blue warning light onto floor behind forklift to alert pedestrians. Strobe light includes impact- 
resistant casing with mounting plate. Head light includes adjustable mounting bracket. Safety 
front and side lights include adjustable mounting brackets. Tail light includes running, brake, 
and reverse light. Mirror is curved constructed of high-visibility impact-resistant material. 


No. 19ND81 








Fork Length 
36" 42" 48" 60" 
Load Item Item Item Item 
Capacity Fork Thickness —_ Fork Width Brand No. No. No. No. 
Forklift Forks 
3000 Ib. 13" 4" GA 19ND73 | 19ND74 | 19ND75 — 
5000 Ib. 1% 4" GA 19ND76 | 19ND77 | 19ND78 | 19ND79  ##‘No- 19ND82 
Item 
Description Includes Brand No. 
Forklift Seat and Seat Belts 
Forklift Seat Mechanical Suspension Integrated Into Backrest GA 19ND80 
Forklift Seat Belt Mounting Hardware GA 19ND81 
Full Suspension with Dustproof Mantle, 
Premium Forklift Seat Weight Adjustment and Microswitch GA T9ND82 No. 19ND84 
Premium Forklift Seat Belt Mounting Hardware GA 19ND83 
Item 
Item Includes For Use With Brand No. 
Accessories 
Safety Light Blue LED Mounting Hardware Forklift Trucks lronguard 48WH75 
Forklift Red Strobe Light Wiring Lead Forklift Trucks GA 19ND84 
Forklift Basic Head Light Wiring Lead Forklift Trucks GA 19ND86 
Safety Front Light Mounting Hardware Forklift Trucks lronguard 53KJ79 
Safety Side Light Mounting Hardware Forklift Trucks lronguard 53KJ78 
Forklift Basic Tail Light Wiring Lead Forklift Trucks GA 19ND87 No. 19ND87 
Forklift Mirror Mounting Plate and Hardware Forklift Trucks GA 19ND88 a : No. 19ND88 
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MATERIAL HANDLING Scan. Order. Done. 
Fork Truck Platforms, Booms & Rams Details on page A1. 












Heavy-Duty : ‘. _~ 





No. 
5UEW6 























Fork Truck Work tl ant? $ Low-Profile 

Platforms and af Dayton] —= Orbit Boom 
Accessories SAFETY LADDERS * 

= 1000-Ib. capacity BALLYMORE® . Devon 
= Powder-coat finish Heavy-duty forklifts feature 60"H Telescoping Fork Truck Booms 

These work platforms are intended to screen that shields operator from = Fork pockets on 24" centers 

be used to lift personnel along with light _ the forklift mast. Rugged steel = 2 swivel safety latch lifting hooks 


tools and equipment to allow work and __ construction with a nonskid platform. | « Painted red finish 


inspections to be safely performed on Convenient 2" x 7” fork pockets Include safety strap that secures boom to carriage of fork truck and 2 swivel 
elevated equipment. Include 42" railing, | are mounted on 29" centers. 4 hooks. Welded steel construction. 





4" toe guard, safety strap, and lock. swivel casters on base permit easy . . 
NOTE: OSHA requirement: before platform is positioning. Ship flat in box for easy Heavy-Duty—Safety chain secures boom to carriage of fork truck. 
purchased contact the manufacturer of the assembly or assembled. Orbit—1 -person height adjustments. Rotate for additional 6 ft. of usable height. 
fork lift before using the platform, as the load 
label affixed to the forklift truck will need to ACCESSORIES Low-Profile—Prevent overextension. 
ap epInMena tee Praerninge Sliding Tool Tray—*" lip keeps Max. | Usable Fork Usable Fork Item 
DAYTON® tools and parts from sliding off. Hea ant Horizontal Reach Pocket W Pocket H No. 
Feature autoclosina entr r with = 4000 Ib. 80" to 12 ft. Adjustable 7V 2%" AWYR6 
= ; or sein : il ae D Fluorescent Tube Caddy Mounts 6000 Ib. in 72" Increments Ti 272) AWYR7/ 
anyard attacnment rat. VOUDIE-UOOr to outside of side rails to hold it | = = cave 
models have 2 autoclosing entry doors, fluorescent tubes. Not for use with 6000 1b: in 7 Increments 7 V5" AWYRS 
allowing access from both sides of No. 5UEW6. Low-Profile 
latform. 52" to 90" Adjustable in i : 
p 4000 Ib. 75" increments 7% 2% AWYT1 
Overall Item 4000 Ib. 80" to 12 ft. Adjustable 7V4 215" 4WYT2 
Description Base Length Base Width Height No. 6000 Ib. in 7¥" Increments he 2 V2 4WYT3 
Dayton Assembled Forklift Work Platform MAXIMUM SINGLE HOOK BOOM CAPACITIES* (LBS.) 
36" 36" 66" 5UEWO HOOK POSITION 
Single Door 4g" 36" 66" 5UEW1 Item No. 144" 132" 120" 108" 96" 84" 72" 60" 48" 36" 
48" 48" 66" 5UEW2 4WYR6, 4WYR8 1750 2000 2250 2500 2750 3000 3250 3500 3750 4000 
37" eV 66" 5UEWG 4WYT3, 4WYR7, 4WYRO 1800 2000 2300 2600 3000 3500 4000 4500 5000 6000 
Houble Der 36" 36" 66" 5UEWS 4WYT1, 4WYT2 1750 2000 2250 2500 2750 3000 3250 3500 3750 4000 
48" 36" 66" 5UEW4 LIFTING CAPACITY GUIDELINES IN LBS. 
48" 48" 66" 5UEWS Distance from Mast Face to Load Center 
Ballymore Forklift Work Platform Fork Truck 
36" 36" 66" 8E631 Capacityt 6-ft. 8-ft. 10-ft. 12-ft. 
Unassembled 40" 48" 66" 8EFA4 2000 590 500 410 325 
48" 36" 66" 9CRE2 3000 925 800 675 550 
36" 36" 66" 8DZ92 4000 1400 1200 1000 800 
Assembled 40" 48" 66" 8DZ93 5000 1725 1500 1275 1050 
48" 36" 66" 8VXW4 6000 2125 1850 1575 1300 
Item 7000 2565 2225 1885 1550 
Item For Use With L Ww H No. 8000 3000 2600 2200 1800 
Dayton® Accessories 9000 3300 2900 2450 2000 
Sliding Tool Tray 5UEW2 8% 49" 1%" — 5UEWS 10,000 3900 ~ 3400 2900 2400 
Fluorescent Tube Caddy a TEWS a TEWA eTEWe 10V;" 2414" 36" 5UEW9 *Attaining max. capacities depends on the size and fork capacity of the fork truck used. 
{Consult your fork truck owner's manual to verify that truck meets or exceeds capacity listed. 
Fork Truck Rams WX PaP=WGRAINGER 
Can be fork mounted with 7%"W x 2¥2"H fork pockets or carriage mounted APPROVED 


with spring-loaded lock pin. Sturdy steel construction. 
Coil Lifting Rams—Transport a variety of types Carpet Lifting Rams—High-strength, rotatable 









of coiled materials and accommodate multiple poles with tapered tips move rolls of carpet or 
core sizes. rugs. Replaceable. 
No. 5UEU3 j j 
No. SUETS Load Pole Carriage Item Load Pole Carriage Item 
Capacity PoleLength Dia. Class No. Capacity PoleLength Dia. Class No. 
Coil Lifting Rams Carpet Lifting Rams 
Fork Mounted-Inverted Fork Mounted-Inverted 
24" Ai" — 5UET5 1800 Ib. 144%" aya" — 5PVKO 
3000 Ib 36" 4" — 5UET7 2200 Ib. 120%" 294" — 5PVJ9 
48" 4" — 5UET9 2500 Ib. 108%" 294" — 5PVJ8 
5 54 BET TBO ta 2 UEV3 
24" 55," — 5 Q' q — 5 
reese 5500 |b 36" 55 — 5UETS 2200 Ib. 120%" 294" — 5UEV2 
48" 55 — 5UEUO 2500 Ib. 1081" 294" — 5UEV1 
60" a _— 5UEU2 Carriage Mounted 
Carriage Mounted 1447" 2/4" Z OUEV6 
om ave 2 5UEU3 1800 Ib. aye 3% 3 SUEVS 
36" 4" 2 5UEU5 120%" a 5UEV5 
3000 Ib. 48" av D 5UEU7 2200 Ib. 120%" 29% 3 5UEVS 
60" 4" 2 5UEU9 10814" 294" 2 5UEV4 
24° Bye 2 5UEU4 2500 Ib. 108%" 2% 3 BUEV7 
5500 |b 36" 55 2 5UEU6 
No. 5UEV4 48" 55 2 5UEU8 
60" 55 2 5UEVO 
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MATERIAL HANDLING 
Fork Truck & Pallet Accessories 








No. 5TAF1 





Fork Covers Caldwell 
Slide over and clip to item 
Fork Length Fork Width Fork Height No. 
fork to protect load ee ; We STHEY 
from being marred or 49" 5" Ti" B TAF? 
scratched. Constructed of 48° 6 2 OTAF3 
| bbi 54 5 1% 5TAF4 
nylon weooing. 84" 6" 4 5TAF5 
* GRAINGER / 
APPROVED 
Fork Truck ms 
Lifting Hooks | 
Include belt, hook, and | 
tightening bolt. Cast-steel L 
construction. Zinc-plated 
finish. 
Load Item 
Style Capacity Fork Pocket Size No. 
Single Fork, Single Swivel Hook 4000 Ib. 244" Hx 6%" W 22MW68 
Double Fork, Single Swivel Hook 4000 Ib. 2%" Hx 6%" W _ 22MW67 
Double Fork, Single Swivel Hook 10,000 Ib. 3" H x 634" W 22MW69 


lef Dayton} er 
APPROVED & 


Pallet Pullers f 


Pull pallet to the rear of a smooth 
truck floor for forklift access. 23/4"H 


* rey: GRAINGER 








heads are self-cleaning and unaf- ; No. 
fected by wood particles, paint, 3KR81 
or grease. 1%" proof coil chain 
included. Steel construction. 
Note: Not to be used for lifting. 
Single Scissor Action—Allow for 
wider jaw opening. Overall closed , 
. 1" oO. 
length: 19%". sages 
Double Scissor Action—1 -pc. 
curved heads have integral spurs 
for gripping pallet stringers. 
Pulling For Chain Item 
Description Capacity Stringers Length Jaw Hetgnt Brand santita 
. : p to 3% : 4. 
Raret Funer Single 5000 Ib. Up to 5%" 30" 9%," Dayton 3KR81 
6000 |b.  Uptod" 127%" 17 GA 21XU19 
Pallet Puller Double 5000 lb. _ Up to 3" 13" 27 GA 21XU20 
Scissor Action 9000 Ib. Up to 3° 30" 2/4 Dayton 2A093 
* GRAINGER 
APPROVED 
Heavy-gauge steel carousels rotate pallets 
to facilitate stretch wrapping. 2"H. 
Load Item 
Capacity Top Inside Dia. No. 
2000 Ib. 26%" 26W561 
— 
F 2 
4000 Ib. 3615" 26W558 ao aoe 
4000 Ib. 4g" 26W562 
6000 Ib. 3614" 26W559 
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a 
No. 3AA38 
No. 
35LU54 
* GRAINGER 
APPROVED 


“aa 


Fork Truck Fork Extensions 
= Fit onto forks up to 2" thick 
= Pkg. of 2 


Include steel retaining strap and pin to prevent extensions from sliding off forks. 
Welded steel construction. 


Note: See OSHA 29 CFR 1910.178(a)(4-5) and ASME/ANSI B.56.1-1992 (7.35) for application 
guidelines. 


Fork Extension Min. Fork Item Fork Extension Min. Fork Item 
Width Length Length Brand _ No. Width Length Length Brand No. 
Fork Extensions 48" 32" GA  35LU42 
Includes Steel Retaining Strap 63" 40" GA  35LU44 
48" 32 GA  35LU28 g' 84" 56" GA  35LU45 
54" 36" GA _35LU29 90" 64" GA  35LU46 
60 40" Dayton 3AA38 96" 64" GA 2KFH2 
4" tz 48" GA _2KFG8 108" 64" GA  35LU47 
84 DO GA  35LU30 61" f2 48" Dayton 3AA40 
90 64" GA  35LU31 Includes Steel Retaining Pin 
96 64" GA  2KFG9 4 : 64" GA  35LU33 
108 64" GA  35LU32 120" 64" GA  35LU34 
48 oe GA  35LU35 5" 108" 64" GA  35LU40 
04" 36" GA  35LU36 120" 64" GA  35LU41 
60" 40" Dayton 3AA41 g' 108" 64" GA  35LU48 
5" f2 48" Dayton 3AA39 120" 64" GA 35LU49 
84" 56" GA 35LU37 Rounded Shaped Fork Extensions 
90" 64" GA  35LU38 Includes Steel Retaining Strap 
96" 64" GA _2KFH1 4" 54" 36" GA 35LU54 
108" 64" GA  35LU39 Rack 
Fork Extensions Rack GA__ 35LU58 





No. 5TAF6 


Caldwell 
Clamp-On Bucket Forks 


Designed to add forklift capability to an end loader. Feature open fork design 
and tool-free attachment. For use on buckets without teeth. Blade must be less 
than 1" thick at the tip for proper attachment. 


Load Capacity Overall Item 
per Pair Fork Length Fork Width Fork Height Load Center Height No. 
1900 Ib. 36° ch 2 18" 11%" 5TAF6 
2000 Ib. 42" 4" Zz 21" 11%" 5TAF7 
9900 Ib. 48" oh 3 24" 12%" 5TAF8 

Disc 

GRAINGER 

Turntables APPROVED 





= Rotate pallets 360° 
= Steel construction 


No. 26W563 
Benchtop Turntables allow workers to 1 

quickly gain access to the different sides ‘nau’ anside item 
of the item being worked on. Plates rotate Capacity Dia. 4H No. 


. ; Benchtop Turntable 
smoothly on ball bearings and include a . 


w 21. tO 
300 Ib. 18 ~ 26W568 
serrated rubber top cover. Manual Turntables — i 30 sEWSEG 
allow efficient loading and unloading of both {000 Ib. 18" 7%"  26W567 
pallet trucks and forklifts. Safety detent lock 10001b._——24' 26 W565 
; Manual Turntable 
prevents the carousel from rotating when 4000 |b. 45° 7%"  26W564 
not in use. 4000 lb. 51" 7%" _—‘26W563 





MATERIAL HANDLING Scan. Order. Done. 
Pallet Positioners Details on page Al. 








No. 4ZC17 No. 437J87 


SOUTHWORTH W GRAINGER 


Rene ver rome eee APPROVED 
Stationary Pallet Level Loaders 
SOUTHWORTH® 


= 435¢"-dia. top 

= Built-in fork pockets make relocating easy 
Low-friction, bearing-supported turntable top is easily 
rotated, with a center pivot and cross bar. No. 38TA15 
includes vinyl bellows. 


No. 2RDN8& Pneumatic—Pressure-adjustable air bag automatically posi- 
tions load with 75 psi of shop air. 
= No. 4FE90 is powered with foot valve 


Hydraulic—Work on standard 115V power. Nos. 444F36 and 























No. 4ZC16 : ; 
444F37 are roll-on units for use with hand pallet trucks. 
Load Lowered Raised Frame ltem . . 
Capacity — Height Height Platform Size Material Brand No. . Compression Spring—No need for manual adjustments 
Pneumatic Lift Mechanism or tools. 
2000 Ib. 9”%6 33/6 43°" dia. Steel Southworth 4FE90 
gy," 2754" 435%" dia. Steel Southworth 42017 








4500 Ib. gi 274" 43°" dia. Steel Southworth  38TA15 


aa a7 43% dia. SIM€SS Southworth 437487 SMALL PART, BIG PROBLEM 


Hydraulic Lift Mechanism 































































































































































































19" 30' 435%%'x 48" Steel Southworth 444F36 a Hy? 
©2500 Ib. Fay 30" 4354" 48" Steel Southworth 444F37 Your job just got easier. Whether It's routine 
4000 |b. Bie 32'Vie' 4354" dia. Carbon Steel Southworth 36Y007 maintenance or an emergency repair, our 
Compression Spring LiftMechamism 
2000 Ib. Bie 32146" 43%" dia. Carbon Steel Southworth 36Y006 repair parts Comey has the parts you need to 
4400 Ib. 9%" 2794" 435%" dia. Steel GA 45NC12 get back on the job. 
; : a ae Stainless : : 
ne 9 a Sieg ONIIWOT: -2ADNG > Get started today at grainger.com/repairparts 
9001). 9 279% 43% dia._‘Steel__ Southworth _38TAT6 
gy2" 28" 43%" dia. Steel Southworth 42016 



































SOUTHWORTH * Dayton} 
making work faster, safer, and easier 


Hydraulic 
Pallet Tilters 


MANUAL 

= 12%" load center 

Backplate lift range is 29" to 37" 
when tilted 90°. Feature fingertip 
controls and foot brakes that 
keep lift in place. 3" to 11” forklift 
range in horizontal mode. 


ELECTRIC 
= 20" load center 































































































































No. 33W285 # Run on 12VDC; include 
10A charger 
se -euaias = Pressure-compensation 
controls descent speed 
No. 6WU49 Low-pressure hydraulic systems 
have reservoir-venting lift 
Load —~Fork Width Width Overall Overall Overall Caster + —CCaster Wheel Item cylinder. Permanently lubricated 
Capacity Length BetweenForks AcrossForks Length — Width Height Wheel Dia. Material Brand No. bushings. Include handheld 
Mammal sr a om iz > ie - saa SR SS remote control, built-in onboard 
pee ae 3 f 2 olyuretnane ayton charger, and floor lock. 85° tilt. 
2000 Ib. 40" cv 24%" 52%" 34" 8K" e Phenolic Southworth _6wu4s_—«-For use with open-bottom pallets 
4000 Ib. 4134" 1354" 26%," 614" 3356" 35" 8 Phenolic Southworth  6WU49 or open-bottom wire containers. 
1178 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE® MATERIAL HANDLING 


Find the yf. Find Solutions. Find Great Prices. Stackers 
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No. 
478N34 








ve ; 
Presto 
Battery-Powered Hydraulic Stackers 


= Optional forks and platforms available on Grainger.com® 

Electrically powered with speed forward, reverse, and lift. - 

Ergonomic handle, with controls and switch. Include revers- Acad, ama Right Forksie Base hem a ee 
ing belly bump, battery status indicator, battery charger, and Fork Over Base 





62" 3%" 42" 6" Q" vali 67" eV 78" Presto Lifts 3CGC4 
2aV batteries. 2200 Ib. Ear 3" 40" 65" oF 678 78° Presto Lifts 2UFE7 
= Counterweight Base 
a hie d ae mae sae i at 1100 lb. 62° 1%" 30° 3° — — 51" 35" 86" Presto Lifts 2ENE2 
g pen paliets and SKids only. Adjustable Straddle Base 
: ; , 62" 2% 42° 6" 40"to50" 48'to58" 69" 48'to58° 80" _ Presto Lifts 2UFE2 

Adjustable Straddle Base—Forks adjust from side-to-side 63" 91%" 45" 4" 38"to 50" 46" to 58" 6G" 46" to 58" 3" Dayton 21XU83 
to accommodate a wide range of skid widths. 5900 Ip, Ol 24" 42" 6" 40"to 50" 48" to 58" 74" 48" to 58"_ 73" to 123" Presto Lifts _2JFE6 

a - 414" 2%" 45" 4" 38"to 50" 46"to58" 66° 46"to58° _—8t" Dayton  21XU84 
Presto—Narrow mast for increased visibility. 125" 2%" 42" 6’ 40°to50° 48°to58" 74° 48"to58" 85'to 147" Presto Lifts 2JFE4 

150" 2%" 42" 6" 40"to50° 48°to58" 74° 48" to58" 99"to 173" Presto Lifts 2ENE1 

Dayton®—Include emergency braking system, external 3500 Ib, 4114" 42" 43" 38" to 50" 46" to 58" 80" 50" 90" Dayton 478N35 
charger, and removable key. Some assembly required. 14" 141" 42" 4%" 38" to 50" 46" to 58" 80" 90" 90" Dayton _478N34 


a] 


‘aad 


Manual Drive Battery-Powered Hydraulic Stackers 


Units have adjustable base legs to help with lifting loads, skids, racks, and similar objects; forks 
adjust from side to side to accommodate different skid widths. Include 110VAC plug-in charger and 
12VDC battery. On/Off switch and illuminated volt meter indicate battery and charge status. 


Load Lifting Height Fork Size Base Legs Overall Dim. Item 
Capacity Max Min L W 1.D. 0.D. L Ww H No. 
2200 Ib. 63" 2 Ye" 42" 4" 38 to 50" 46"to58" 66%" 461058" 80" 5RRZ4 
2200 Ib. 118" 2¥' 42" 4" 38 to 50" 46"to58" 66%" 461058" 80" 5RRZ5 
2200 Ib. 137" 2 42" 4" 38 to 50" 46"to58" 66%" 46to58" 89%" 5RRZ6 


Btresall Li) 


perreenyyy 


+ 


No. 
5RRZ4 


ay (sere: rasan 


GRAINGER MOBILE 


Use your smartphone to connect with 
Grainger on the go. Now you can find 


products, get real-time product availability, 

place an order and locate the nearest 

branch from the palm of your hand. | 
Anytime, anywhere. —— 


> Download at grainger.com/content/mobile-feature 





Sign in to Grainger.com® to see YOUR Pricing and MORE 1179 


Scan. Order. Done. 
Details on page A1. 


MATERIAL HANDLING 
Manual Lifts & Hydraulic Stackers 










eo 






No. 
= 11 Nt 96 No. 
enie. 11N202 
A TEREX BRAND No. 
26Y451 
Manual 
Platform 





Lifts 

Hand-crank lifts for lighter 
loads. 2 swivel and 2 
locking swivel casters. Platform Lift 

No. 18F640 is manufactured by Genie®. 





Genie. 


A TEREX BRAND 





‘aa 


Manual Material Stackers 


Low-Profile—Lift loads 
starting from floor level. 



























capacity Mai nin. rin Ww L ai H Material No. Help keep wall and overhead-mounted oa ee evanee 
Standard objects steady for installation. Forks can arms allow maneuvering close to 
200 Ib. 67" 2 14" 16%" | 32" 20%" = 45" Aluminum _18F640 be inverted to provide 2 different heights. | Machinery and pallet racks. 
220 |b. 59° 4%" | 1814" 245%" | 33%" 24" 72" Steel 2MPU2 : 
440 lb. 59° 416" | 18%" 24%" | 3434" 24" 76" ‘Steel 2MPU3 Harare disci teel ai ‘i Counterbalanced—Have no 
500 lb. 58° 3%" | 20° 20" | 28%" 20° 66%" Steel | 26Y451 uring transport. Reversible winch handle. leas. Allow units to aet cl 
500 lb. 59" 6%" | 20" 24" | 28%" 27%" 69%" Steel  26Y452 base legs. Allow units eee tiles 
Low-Profile Standard—Compact footprint maneu- to walls, tables, and machines that 
500 Ib. 55" Ya" 20" 20" 30" 30%" 66%" Steel 26Y453 vers into areas not accessible to fork lifts. have little or no clearance below. 
Load _ Lifting Height Base Legs Overall Dim. Item 
why Capacity Max. Min. | ForkL 0.D. L WwW H Brand No. 
e Standard Base Legs 
Dayton 400 Ip. 1203 |_ 22 20" 347" 24" 67° Dayton 11N196 
120%" 3%" | 221%" 243; 3494" 249; 67%" Genie 4YZ85 
70° 3%" | 22" 20" 34/4" 24" 67" Dayton 11N197 
Manual 900 Ib. 74" 3%" | 00%" 94%" |: 34%" ~~ ~—-24%"” ~—~—~«67%" Genie 4YZ83 
- Straddle Base Legs 
Hydraulic 140" 2" | « 22%" 28%" to 43%4"| 43" 28%" to 4314" 78%" Genie 4YZ81 
350 lb. 142" 2" | 22" 28%" to 43%") 43" 29" 79%" Dayton 11N198 
Stackers 16514" 3%" | 22%" 28%' to 43%"| 43" 285%4"to 43%" 91" Genie 4YZ82 
400 Ib. 120 2 22" 287" to 4314 43" 29 = 67" Dayton 11N199 
eatin ha ee er ee 
wre : " : 2" to 434" ; : " ayton 
lic foot pump for raising 500 Ib. 74" ayy" | 99%" 98%" to 4314" 43" 28%" to 4315" 67%" Genie 4YZ84 
loads and a hand-turn valve Counterbalanced 
350 lb. 140° 3%" | 22%" 431" 28%" 4314" 78%" Genie 18F634 
for lowering. No. 2MPU9 has 400 tb. 120°__2__| 22" 28" to 42%" | 46" 29" 67" Dayton 11N203 
forks that lower to the floor 120%" BY 22K" 43" | 28" «438% «67H Genie _18F633 
to slide under loads, tilts back, 500 Ip. 20° 2" 22" 28"to 42%" | 46" 29" 67" Dayton 11N202 
and 2 swivel wheels, except for Four Point Caster Set For Use With Nos. 4YZ81, 4YZ82, 4YZ86, 4YZ84 5" Genie 18F635 
No. 2MPU9 has 2 rigid only. Load Platform (24'L x 22'W x 6'H) 6" Genie 4YZ76 
is : ; ; Boom (Turns Lift Into Vertical Crane/Hoist) 7%" Genie 4YZ77 
Load Lifting Height Fork Size Base Legs Overall Dim. Item Platform Deck 24%'L x 20%"W 6%" Dayton 11N205 
Capacity Max Min L W 1.D. 0.D. L W H No. Ladders For Use With 
Fixed Base Legs Nos. 4YZ83, 4YZ84, 4YZ85, & 4YZ86 8%" Genie 4YZ78 
750 lb. 54° % 18" 3 1134" 15%" 30" = 20" =~ 60%" 2MPUS No. 4YZ31 815" Genie 4YZ79 
06 "80" 26" 30" 47" 32! 72" 2MPT8 No. 4YZ82 17%" Genie 4YZ80 
1000 lb. 64". 1 30° 3" 26" 30" 47" 32" 80" 2MPT9 
oe 1 30 3 26" 30" 47" 32" 92° 2MPU1 
63° 3%6 43° 6%e8 14%’ 243%4' 63° 28%" 80" 4VMD9 
2000 Ib. 98° 3%6° 43° 6%e 14%" 243% 4" 63" 2814" ~— 72" ~—«AVME2 
118" 3% 43° 6%e 143% 243%4" 63" 2814" 82" «AMES 
3000 Ib. 63° 3%6° 43° 6%e 14% 243%4" 63" 28%" ~—«80" «AVE 
Adjustable Base Legs No. 
63" 2%" 36" 4° 36"to48" = 43"to 54" 56" 43'to 54" 79%" 4VME8 416X837 
2000 lb. 98° 2%" 36° 4° 36"to48" 43°to54" 56" 43°to54" 69%" 4VME9 
118" 234" 36" 4" 36" to 48" ~— 43" to 54" 56" 43"to 54" 79%" AVMF1 No. 
16X838 


Portable 
Pneumatic Lifts 


Lightweight, compact lifts are easy to set up and require 
no special tools. Powered by carbon dioxide (C02) or 
compressed air, these units lift, position, and install a wide 
variety of materials including metal, fiberboard, air ducts, 
overhead sprinklers, plumbing, drywall, and ceiling panels. 


enie. 


A TEREX BRAND 









Presié 
Foot Pump Stackers 


Rugged, user-friendly stackers have high-impact phenolic wheels (5" front dia., 


Load Lifting Height BaseLegs Item ; , : . 
Capacity Max. Min. Outside Dia. No. 4" rear dia.). No. 16X837 includes a 24"W x 24"L platform with 15" load center, 

Standard Base Legs "adi u 

aR ae 38 18F656 and No. 16X838 includes a 30" adjustable fork with 18" load center. 

300 Ib. 149%" 41" 38" 18F655 ltem 
Manual Lift Accessories re No. 18F655 Load _Lifting Height | Base Legs Overall Dim. No. 

20 lb. CO2 Tank For Use With 18F655, 18F656 18F657 Includes Capacity Max. Min. | 1.D. 0.D. L W H 

5 X 5' Regulator For Use With 18F655 & 18F656 39FW21 Platform = 1000lb. 52" 5%" | 15%" 22%" | 38%" 24%" 66" —«16X837 

10 x 10" Control Assembly For Adjustable 1 : 1 1 ‘ ‘ ; 

Use With 18F655 & 18F656 39FW22 Forks 1000 lb. 50 3% 26 33 49 32 66 16X838 


1180 GRAINGER. 
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MATERIAL HANDLING 
Pallet Lifters & Scissor Lift Carts 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 



















- Manual Manual Electric : * Dayton : 
No. 2PLH7 No. 2PLJ2 No. 11K281 Pallet Lifters 
Manual SSS 
No. 11K273 = , 


= Red powder-coat finish, except 

No. 2PLJ2 is stainless 
= Cylinder bypass valve prevents overloading 
Automatic brakes engage for stability when lift 
height exceeds 12”. 


Load Fork Height Fork Size Overall Dim. Item 
Capacity Raised Lowered L Ww L WwW H No. MANUAL 
Manual ; 
1100 Ib 3935/1" 334" 44" 64" 61" 99" 42" 11K273 Nos. 11K273 to 11K276 have captured scissor 
' 32%" 358" 44 6Y4" 61" 22%" 42" 11K274 rollers and a foot pump. Nos. 11K277 and 11K278 
31%" 3%," 46" 6 YA" 6134" 91%" AB YA 2PLH9 in ditt Qt! 
as ae a5 a aE oF ia OPLHT feature an adjustable hydraulic lift, 3" polyurethane 
2200 Ib. 3115" 39%" 46" Gv" 6194" OTF 481" OPLJ2 load rollers, and fingertip controls. 
323; 3%" 44" BVA" 6475" 99" 50" 11K275 
309%" 334" Aa BVA" 6415" 28" 50" 11K276 ELECTRIC 
3000 Ib ABs sa a6" 6 V4" 67" 22%" 65" 11K277 Powered units provide easier and faster lifting. 
31%" 3%" 46" BVA" 67" 28" 65" 11K278 i : : 
Electric Feature 3" polyurethane load rollers and fingertip 
3000 Ib 31%" 3%" 46" BY," 67" 22" 50" 11K280 controls, plus battery and charger. 
31%" 3%" 46" BVA" 67" 28" 50" 11K281 


SOUTHWORTH 


making work faster, safer, and easier 


Mechanical Scissor Lift Carts 


= Casters with lock (2 rigid, 2 swivel) 
Tension knob allows adjustment when load conditions change. Mechanical 
actuator does not require any connection to air or electric power source. 





Load Lifting Height Platform Size Item 
Capacity Max. Min. L W No. 
330 Ib. 26 V0" 107%" 28" 179%," 47001 
1100 Ib. 311" 15" 3454" 235," 42002 
* ; * 
}BF-\"(veJ@] SOUTHWORTH GRAINGER 
making work faster, safer, and easier APPROVED 
Hydraulic Scissor Lift Carts 
= Include hydraulic foot pump STEEL TILTING PLATFORM 
= Casters (2 rigid, 2 swivel w/brake) Heavy-duty platforms have 45° tilt. 
aL ised height 
Sy elbeleaeet hasta pads STEEL ROLLING PLATFORM 


are measured with platform 


in level position Steel roller balls raise so loads can 


easily slide on and off the surface. 





STEEL Balls can also be lowered into the table 
sia: Dayton® for stability during transport. 
33W289 _ = Down speed control valve STAINLESS STEEL 


= Internal hydraulic velocity 


fuse in each cylinder Velocity fuse stops free fall of platform 


in case of hydraulic failure. Scissor 


Load Lifting Height Platform Size Item Southworth® Dandy Lift™—Self- legs, pump assemblies, and hydraulic 
eae Max. Min. Brand No. locking lowering control provides cylinders are zinc-plated. Nos. 2TKY3 
eel Frame F ' 
330 Ib. 99) 334" 39 173° Southworth 4704 precise lowering. No. 4YZ95 has and 2TKY4 have chrome-plated pump 
400 Ib. 9 V;" Bi" 97 V5" 1755 Dayton 3KR46 double scissors. pedals, pump assemblies, and hydrau- 
550 Ib 314464" 91" 311" 19%" Southworth 4ZC05 lic cylinders. 
36" 13 3214" 1914" Dayton 33288 
600 Ib. 33° 10" 32 20" Southworth 437J79 Load Lifting Height Platform Size Item 
660 Ib Do. 11%" 32" 199" Dayton 35KT59 Capacity Max. Min. L W Brand No. 
63" is 39" 20%" Dayton 33W295 Steel Frame Tilting Platform 
770 Ib. 49564" 131%" 35136" 231%" Southworth 4YZ95 400 Ib. oi 13° 29 V6" 1914" Dayton 33289 
800 Ib. 51" 1314" 35 V4" 20' Dayton 3KR47 600 Ib. 35" 14" 36" 24" Dayton 33290 
4000 Ib 35" 11%" 32 19%" Dayton 6W803 Steel Frame Rolling Platform 
35 V4" 121" 63" 31%" Dayton 42018 440 lb. 4354" 1914" 32" 20" Dayton 2MPP5 
1100 Ib 361942" 115%4" 3513/6" 23%" Southworth 4YZ96 990 Ib. 4654" 24 V5" 40" 20" Dayton 2MPP6 
39%" ia 394" 20%" Dayton 33286 1540 Ib. 4674" 24 V5" 40" 20" Dayton 2MPP7 
1500 Ib. 59" 18%" 48" 24" Dayton 42001 2200 Ib. 45 V4" 241" 40" 20" Dayton 2MPP8 
4760 Ib 40 13%4" oe 391352" 23'%2" Southworth 4YZ97 Stainless Steel Frame 
39%" i 391" 20%" Dayton 33287 550 Ib. 33 V5" 93" 31V4" 191" GA 2TKY3 
2000 Ib. 39" 15" 40" 20' Dayton 6W804 1100 Ib. 38 V5" 13" 355" 231" GA 2TKY4 
5000 Ib 48" 89/4" f2 48" Dayton 35KT49 Stainless Steel/Steel Frame 
48" 10" 56' 32" Dayton 35KT48 1000 Ib. 35 V5" 1514" 3210" 19%" GA 2TKY2 
& ; 
7 7 Dayton 
Mechanical Lift Tables eat 
= 5" polyurethane casters (2 rigid, 2 swivel) Provide height adjustment with 
No. 11A564 = Powder-coat finish control crank. 





= 2,000-Ib. load capacity 


Load Lifting Height Platform Size 
Capacity Max. Min. L W L 
2000 Ib. 42" 24" 36" 24" 36° 
2000 Ib. 42" 24" 48" 30" 48" 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Overall Size Item 
Ww H No. 
24" 42" 11A564 
30" 42" 11A565 


MATERIAL HANDLING scan. Order. Done. (=F; 
scissor Lift Carts & Lift Tables Details on page Al. 





* [>EWVive);] SOUTHWORTH 
making work faster, safer, and easier 


Battery-Operated 
Scissor Lift Carts 


= 12V battery included, SOUTHWORTH® DANDY LIFT™ 


except Nos. 2RDN7 __ All electrical components are shielded. 
and 35KT55 have High-speed linear actuator. Carts 
a 24V battery include battery status indicator, 

= 10A built-in battery | onboard charger, On/Off switch, and 
charger, operating floor locks. 
on 115VAC power DAYTON® 

= Phenolic casters, 2 
rigid and 2 swivel, 
except No. 2RDN7 
has 4 swivel casters 


Includes removable handle, onboard 

charger, and key-operated On/Off 

switch. Platform lifts and lowers using 

a button-controlled hand pendant. 
Lifting Height | Platform Size Up 

Load Speed Item 


Capacity Max. Min. L W Seconds _ Brand No. 
51" 13" | 31%" 20" 26 = Southworth 2RDN3 





& Southworth® YU 


Dandy Lift a 
4 4 | 2 utnw' 
eect be Dayton® 8301D. 33" 14% | 36°24" 17 Southworth 2RDNG 
No. 35KT55 500 Ib. 32%" 14%" | 31%" 20" 36 Southworth 2RDN7 
660 lb. 63" = 17%" 40" 2012" 14 Dayton  35KT55 
——— ee 











SOUTHWORTH * Dayton} 
making work faster, safer, and easier 


Stationary Electric Scissor Lift Tables 
= Electric lifts are 115V 


Dayton®—Low-profile tables feature a lowered height of 4%c" or less allow to 
allow easy loading and unloading with a hand pallet truck (requires an optional 
ramp). All tables include a 4-sided electrical perimeter toe guard and hand 
control. 


| 





Southworth®—Furnished with foot switch control with safety cover and 
control cord. Adjustable down speed. Lift cylinder vented to reservoir. 
Maintenance-free pins, rollers, and bushings lubricated-for-life. Nos. 42014, 
47015, 19A872 and 19A873 have a comfort-molded edge platform. Turntable 
Lift No. 42015 features a 43"-dia. flush-mount turntable in platform top. 
Nonelectric Lift No. 19A867 features an attachment that allows table to be 









Southworth® 
No. 19A866 





Southworth® 





No. 4ZC10 ; : 
raised or lowered with the use of an electric drill. 
Load Lifting Height Platform Size Up Speed Item 
Capacity Max. Min. L W Seconds _ Brand No. 
Electric Lift 
200 Ib. 40" 24" 49" 25%" 26 ‘Southworth 19A866 
500 Ib. 36" 6" 24" 16" 20 Southworth 4ZC09 
1000 Ib. 36" 6" 24" 16" 20 Southworth 42ZC10 
4100 Ib ole 54" 36" 20" 16 ~~ Southworth 5NP23 
" 30" 34" 40" 24" 15 Dayton  35KT53 
4500 Ib 41" 6Y%" 48" 24" 32 Southworth 42ZC07 
" 39" 8" 48" 24" 24 Dayton 35KT67 
® 41" 8/4" 48" 24" 19 Southworth 42ZC11 
ape 39" 8 48" 24" 25. Dayton  35KT68 
. 39" 8" 48" 36" 20 Dayton 35KT45 
2000 Ib. a 3g" 48" 44" 48 Southworth 19A868 
41%" 83/4" 48" 48" 19 Southworth 42ZC12 
39" 8" 48" 48" 25 Dayton 35KT69 
a 30° 3g" 48" 50" 48 Southworth 19A869 
3000 Ib. 39" 8" 48" 36" 35 Dayton 35KT47 
425" 634" 48" 24" 42 Southworth 19A872 
42%" 634" 48" 36" 42 Southworth 19A873 
4000 Ib a0. 3g" 48" 44" 48 Southworth 19A870 
423" 634" 48" 48" 42 Southworth 42014 
39" 8" 48" 48" 40 Dayton 35KT70 
oo. 3p" 48" 50" 48 Southworth 19A871 
Non-Electric Lift 
300 Ib 1754" 3%" 23%6" 22%6. — Southworth 19A867 
Southworth® eee 1754" 3h" 23%6 22% — Dayton _35KT63 
No. 4ZC15 590 Ib. 28" 6" 32" 19%" — Dayton 35KT60 
1100 Ib. 31%" 6" 40" 20" — Dayton 35KT57 
Turntable Lift 
2000 Ib. 41%" 11%" 43" 43" 17 Dayton 38TJ92 
3500 Ib 435%" 7%" 48" 48" 42 Southworth 4ZC15 
435" 7%" 48" 48" 40 Dayton 38TJ93 
Accessories 
Electric Handle Control for Southworth Models Only Southworth 42ZC03 
1182 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Manual & Powered Lifts 





* | 
Manual Hydraulic Platform Lifts 


Steel frame construction. Fold-away hydraulic foot pumps raise loads, and hand-turn valves lower them. 
Platforms on Nos. 2MPU5 and 2MPU6 lower to the floor, tilt back for transporting, and act as a stacker 
for unloading. Nos. 2MPU7 and 2MPU8 also tilt back, but feature swivel casters. Nos. 4ECW6 and 4ECW7 
include adjustable forks and platforms. 






Load Lifting Height Platform Dim. Base Legs Overall Dim. Item 
Capacity Max. Min. L W I.D. 0.D. L W H Wheels No. 
54" Ya" 22" 22" 11%" = 15%" 32 22%" 60%" (2) Rigid 2MPU5 
750 Ib 94" Y" 22 30" 11%" = 15%" 32" 30" 601%" (2) Rigid 2MPU6 
54" 59/4" 22. 22 16" 22" on. 2242" 60%" (2) Swivel, (2) Rigid 2MPU7 
54" 59/4" 22 30" 16" 22" 32" 30" 60%" (2) Swivel, (2) Rigid 2MPU8 
33%" oi 25%" 21%" 14" 19%" 40" 23%6' 38%" (2) Swivel, (2) Rigid 4ECW8 
47" 394" 25% = 224s" 14% 6" 18%" 4034" 23% 6" = 56%" (2) Swivel, (2) Rigid 4ECW6 
880 Ib. 47" 8 25%" = 21%2" 14" 19%" 40" 23%6' 52%" (2) Swivel, (2) Rigid 4ECW9 
59" 398" 25% 22Fa" 14% 6 — 18%" 40%" — 23% 6" 67%" (2) Swivel, (2) Rigid 4ECW7 
59" ch Zoe 210 14" 19%" 40" 23%6 64%6' (2) Swivel, (2) Rigid 4ECX1 
60" 59/4" 24" 24" 15%" 21%" 36" 2517" 72’ (2) Swivel, (2) Rigid 2MPT2 
60" 594" 30" 32” 26" 2995/4" 44" 32" 72’ (2) Swivel, (2) Rigid 2MPT5 
4000 Ib 68" 59/4" 24" 24" 4. 21% 40" 25" 80" (2) Swivel, (2) Rigid 2MPT3 
"68" 54" 30" 32" 26" 295/4" 44" oe 80" (2) Swivel, (2) Rigid 2MPT6 
80" 59/4" 24" 24" 154% _ 2114 36" 257 92" (2) Swivel, (2) Rigid 2MPT4 
80" 5Y4" 30" 32. 26" 29%" 44" OZ 92" (2) Swivel, (2) Rigid 2MPT7 
63" 6" 30" 32” 28" 34" 54" 34" 79¥%2" (2) Swivel, (2) Rigid 4VME4 
2000 Ib. 98" 6" 30" 32. 28" 34" 54" 34" 69%" (2) Swivel, (2) Rigid 4VME6 
118" 6" 30" ea 28" 34" 54" 34" 84" (2) Swivel, (2) Rigid 4VME7 
3000 !b. 63" 6" 30" 32" 26° 34" 54" 34" 814%" (2) Swivel, (2) Rigid 4VME5 
a 
No. 


13X479 





* MiDa (Koya) * SOUTHWORTH a . ™ 
GRAINGER a Manual Superlift™ Material Lifts 
. Telescoping mast system, manual 1-speed winch, and standard fixed width 
Batiery-Powered Platform Lifts tubular forks (27 %"L x 23%'W x 2%'"D). Forks can be inverted to provide 2 
= 4 swivel casters (2 locking) except Belt Drive different heights. Setup requires no tools. Legs fold up for storage. Roll through 


Chain Drive—include 110VAC charger, push-button control pad with digital standard single doorways. Flat Pallet Forks No. 4YZ71 are required to lift pallets. 





j i Load Lifting Height Base Legs Item 
display. No. 38ER33 includes detachable control wand. anactty aa ane cn aig: Na 
Belt Drive—Combines the vertical lifting capabilities of a small powered Standard Base Legs ae F ae ai SARS 
stacker with the convenience, versatility and simplicity of a 2-wheel hand truck. 650 Ib. 999" 6" Tai 31 7 3RATO 
Transfer loads to shelves, workbenches, conveyors, processing equipment, 288" 6' 2312" 3114" 3RAU1 

‘iti 196" 6" 231" 31%" 4YZ89 
delivery trucks, and customer vehicles in a wide range of facilities. 800 Ib. i 5 5815" to 5 311610 58" AYZ90 

Load _ Lifting Height Platform Dim.| Base Legs Overall Dim. Item 79" 6" 232" 31¥," 4YZ93 
Capacity Max. Min. L W | 1.D.  0O.D. L W H Brand _ No. 4000 Ib 79" 6" 232" to 51" 31%" to 58" 4YZ94 

Chain/Cable, Steel Frame " 13714" 6" 23 V2" 31" 4YZ87 

125 lb. 72" 5%" | 19" 235%" | 187%" 22" | 33" 24" 86%" Dayton 13X479 137%" 6" 23%" to51" 31%'to58" 4YZ88 

220 lb. 67° 5%" | 19" 23%" | 18%" 22" | 33" 24" 795%" Dayton 38ER33 Straddle Base Legs with Stabilizer 

400 lb. 72" 5%" | 19" 23% | 18%" 22" | 33" 24" 88" Dayton 13X481 650 Ib. 312%" 6" 23 V0" 311%" 4YZ92 

Chain/Cable, Aluminum Frame 800 Ib. 254" 6" 23 V2" 31%" 4YZ91 

125 |b. 72" 544" | 18%" 23%" | 15" 20%6"| 36%" 2314" 85%6' GA  1XFD5 Accessories 

175 |b. 57" 5%" | 18%" 23%" | 15" 207%A6'| 36%" 231%" 70%6' GA  1XFD4 Adjustable Tubular Forks (27%'L x 12" to 30'W x 15D) 4YZ70 

Belt Drive, Aluminum Frame Boom (Turns Lift Into Vertical Crane/Hoist) 4YZ72 

» Ground ; i ; ; . Lift’N Flat Pallet Forks 3'W x 30'L (For Nos. 4YZ93, 4YZ87, and 4YZ89) A4YZ71 

200 Ib. 3872" “Level | 18 20° | — — | 20° 20° 52" Baggy S2dU44 Load Platform (29°L x 23'W x 7'H) 4YZ73 

Accessories Rear Transport Wheel Assembly 4YZ75 
Detachable Hand Control Pendant For Use With 13X479, 13X480, 13X481 Dayton 13X482 Stabilizer Set For Use With Nos. 4YZ93, 4YZ87, 4YZ89 18F645 
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MATERIAL HANDLING 
General Purpose Hand Trucks 


Scan. Order. Done. 
Details on page A1. 


Hand Truck Information 


ot Ald 


Continuous Frame Continuous Frame Dual Handle 
Dual-Pin Handle Single-Pin Handle 


Stair Climber 
Brackets 


Continuous Frame 
Loop Handle 


Continuous Frame 
Flow-Back Handle 








Standard Steel 


Hand Truck 
No. 1W617 











Easy-Load Steel 
Hand Truck 
No. 9KCY5 
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General Purpose Hand Trucks 


General purpose hand trucks are upright wheeled carts that 
let one person move large or heavy loads, such as boxes, 
crates, bins, equipment, and raw materials. Also Known as 
dollies, hand trollies, or stack trucks. 


Steel hand trucks have steel frames and nose plates and 
are suitable for a wide range of tasks. 


Corrosion-resistant stainless steel hand trucks will not 
rust when exposed to water, cleaning chemicals, and other 
corrosives. 


Lightweight corrosion-resistant aluminum hand trucks 
weigh less than steel or stainless steel hand trucks and will 
not rust when used in damp or wet environments. 


Standard hand trucks are the basic option for general 
purpose tasks. 


Easy-load hand trucks have nose plates with bevels or 
other features that help them slide under loads easily. 


Easy-load and tilt hand trucks have foot kicks that can be 
used to push the bottom of the trucks forward as the trucks 
are tilted back, which makes it easier to start loaded trucks 
rolling. They also have nose plates with bevels or other 
features that help them slide under loads easily. 


TS 
1M 2 
SAFL GARR. NSGANT SMAGLINER® 


back, which makes it easier to Keep them upright when 
moving heavy loads and lets users open doors and do other 
tasks without having to support the hand trucks or return 
them to vertical and then re-tilt them again. 


All-terrain hand trucks have large-diameter flat-free 
wheels that absorb shock and will not puncture when rolling 
over uneven ground, cracked floors, gravel, thresholds, and 
obstructions. 

Modular aluminum hand trucks allow users to replace 
parts of the hand trucks as they become worn or damaged. 
Welded hand trucks do not allow users to replace compo- 
nents of the hand trucks when they become worn. 
Extended folding nose hand trucks have an extension that 
increases the length of their nose plate to allow the trucks 
to carry bulky loads like cartons of snack foods or suitcases. 
The extensions fold up to save space when not in use. 
Narrow-aisle hand trucks have a slim profile and can 
maneuver better in tight spaces than wider hand trucks. 
Stair climber kits allow users to install rear stair climbers 
on the hand trucks to help them roll smoothly over stairs and 
curbs. 


Easy-Load 
& Tilt Steel Nonmarring hand trucks have a frame coating and wheel Folding nose plate extension kits let users install a 
Sap aaa guards that prevent the trucks' frame or wheels from folding extension on the hand truck's nose plate to increase 
al hase Lightweight rubbing against items on the trucks and damaging them. its length. 
Corrosion: Ergonomic tilt-back hand trucks have two swivel casters § Nose plate expander kits let users install an extension on 
Resistant Modular mounted on a frame extension behind their two primary the hand truck's nose plate to increase its length and width. 
Hand Truck wheels. The hand trucks rest on all four wheels when tilted 
No. 5YN95 
Folding {Nose Plate 
Stair |Nose Plate) Expander 
Climber Kit) Extension Kit 
Nose Nose Overall Overall Overall Load Item Item Item Item 
Handle Type Plate Width Plate Depth Width Height Depth Capacity Wheel Type Brand No. No. No. No. 
Standard Steel Hand Trucks 
14" 3" vers 57" — 900 Ib. Ssemi-Pneumatic Dayton 92080 _— _ _ 
Continuous Frame Dual Pin 14' 3" 20 20%" = 800 Ib. Solid Dayton 6W858 _— 6W851 6B472 
19" 14" 197%" bo" = 400 Ib. semi-Pneumatic Dayton 1W680 _— _ _— 
14" ri 18" 40" 15" 300 Ib. Solid Ability One | 487V29 — — — 
14" C 22" 48" vd 600 Ib. Solid Ability One | 487V27 — -— — 
14" ra 20" 48" 17 700 Ib. Pneumatic Ability One | 487V31 — — — 
——— a a ae 
: : : % : — emi-Pneumatic ayton — 
Continuous Frame Flow-Back 14° 8" 2016" 46" = 800 Ib. Solid Dayton | 6W856.| — | 6W851__ 6B472 
14" 8" up 46" — 650 Ib. Pneumatic Dayton 2W179 — 6W851 | 6B472 
14" 10" 18" 48" — 1000 Ib. Mold-On Dayton 2W157 | 6WO52  5W661 — 
14" 10" 19" 48" — 1000 Ib. Mold-On Dayton 4ZH99_ — ~6WO052 | 5W661 — 
1774" 1274" 20%" 53 V4" — 900 Ib. Solid Dayton 2NXC1 — _ — 
14 6% 1314" 51% — 550 Ib. Pneumatic GA 4HRH3 — — — 
te abe SS 
; 7% A 55 1" — oli ayton 7 — — — 
Continuous Frame Loop 14 3" 20' 46" = 400 lb. Semi-Pneumatic Dayton | 2W063 = 6W851 | 6B472 
14" 10" 19" 49" 20" 400 Ib. Semi-Pneumatic Saftcart 5WXG6 — _ _ 
14" 12" 19%" 497" 20° 800 Ib. Solid GA 9CX22 — — — 
Continuous Frame Single Pin 14" 10" 19" 49" 20" 400 Ib. Semi-Pneumatic Saftcart 5WXG5 _ _ _— 
14" 6 v5" 18" 447" 14" 550 Ib. Semi-Pneumatic GA 18F504 — — — 
14" 6y" 18" 447" 14" 550 Ib. Pneumatic GA 18F503 — = — 
Dual Handle 14" ra 18" 45" 17 600 Ib. Solid Ability One | 487V28 — — — 
14" 8" 13%" 47%" — 550 Ib. Pneumatic GA 4HRGO — — — 
14" 8" 20% 47' — 800 Ib. Solid Dayton 6W857 — 6W851 | 6B472 
14" 10" 20" 56" 20" 400 Ib. Semi-Pneumatic Saftcart 5WXG7 _— _ _ 
[CONTINUED | ] 
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Find the wy. Find Solutions. Find Great Prices. General Purpose Hand Trucks 
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General Purpose Hand Trucks 


* Dayton} 





Folding {Nose Plate 
Stair (Nose Plate) Expander 
Climber Kit} Extension Kit 











Nos Nose Overall Overall Overall Load Item Item Item Item 
Handle Type Plate Width Plate Depth Width Height Depth Capacity Wheel Type Brand No. No. No. No. 
Easy-Load Steel Hand Trucks 
i ; iy 17%2" = if’ OD ce: semi neumatie ae ee —_ _ _— 
: 9" (a = neumatic — _— = 
Continuous Frame Flow-Back 16 13%" 2005" 47" 209% 800 Ib. Solid GA BDPTI = = = 
17%!" 12%" 2). 93 V4" — 800 Ib. Pneumatic Dayton 2NXC2 _ _ _ 
14" 8" 17%" 46" a 900 Ib. Semi-Pneumatic GA 18F479 _ _ _ 
14" 8" 18" 90" 18" 800 Ib. Solid GA 18F487 _ _ — 
Continuous Frame Loop 14" 8 18" 50" 18" 800 Ib. Semi-Pneumatic GA 18F485 _ _ _— 
16" 13%" 2014" 49 ¥" 23. 800 Ib. Solid GA 9DUU1 _ _ _ 
16" 131%" 2292" 49" 23" 800 Ib. Pneumatic GA 9KF39 _ _ _ 
14" 8 1792" 47" ie" 900 Ib. Semi-Pneumatic GA 18F480 —_ _ _— 
Dual Handle 16" 131%" 20%" 48" 20%" 800 Ib. Solid GA 9KCY5 _ _ _ 
16" 13%" 22 V2" 481" 2294" 800 Ib. Pneumatic GA 8YFH1 _ _ _ 
Easy-Load & Tilt Steel Hand Trucks 
14 Iz 21 48" 24" 800 Ib. Solid GA 49Y686 _ _— _ 
ib: 131%" 18" 47" 23° 600 Ib. Solid GA 49Y696 _ _ _ 
16" 13%" 18" 47" 23. 800 Ib. Solid GA 49Y695 _ _ _ 
Continuous Frame Flow-Back 16" 13¥" 18" 47" 23° 800 Ib. Pneumatic GA 49Y697 — — _— 
16" 13%" 18" 60" 23" 600 Ib. Solid GA 49Y709 _ _ _ 
16" 13%" 18" 60" 23" 800 Ib. Pneumatic GA 49Y710 _ _ _ 
16" 131%!" 18" 60" 23. 800 Ib. Solid GA 49Y711 _ _ _ 
i gp SS 
: " . j : oli _ _ _ 
Continuous Frame Loop 16" 134" 18" 49) 23) 800 Ib. Pneumatic GA 49Y706 | — = = 
16" 131%" 18" 49" 23" 800 Ib. Solid GA 49Y704 _ _ _ 
16" 13%" 18" 49" 23. 600 Ib. Solid Little Giant | 49Y701 _ _ _ 
Dual Handle 16" 131%" 18" 49" 23" 800 Ib. Solid GA 49Y699 _ _ _ 
16" 13%!" 18" 49" 23. 800 Ib. Pneumatic GA 49Y 702 _ _— _ 
Non-Marring Steel Hand Trucks = 7 79 5 i, 500 5 5 S486 
; 4" 1¥4 " D2. . neumatic ayton _ _ _ 
Continuous Frame Loop AEA 7Ve 99" 50" 19° 600 Ib. = Dayton | 340661. — = = 
Ergonomic Tilt-Back Steel Hand Trucks 
Continuous Frame Dual Pin 14" 3 20%" 48" 800 Ib. semi-Pneumatic Dayton 2NXA9 — _— — 
Continuous Frame Flow-Back 14" 8" 1894" 40" 38%" 800 Ib. Solid GA 39E624 —_ _ _— 
Dual Handle as ley 2294" 51%" 19" 1000 Ib. Mold-On Dayton 2NXC3 _— _ _ 
All-Terrain Ergonomic Tilt-Back Steel Hand Trucks, ; 5 a7 - , =A BSCR? 
[' 90" ay Ze 750 Ib. neumatic _ _ _ 
Sots Fae Loup 30" 30" 63" 31" 207" 1000 Ib. Pneumatic GA 55CR78_ | — = 
Corrosion-Resistant Stainless Steel Hand Trucks oy _ 55 3 —_ sa — 
p 4" " — ayton _ _ _ 
Continuous Frame Loop 14° 8" 22 V5 48 1675" 600 Ib. Mold-On GA A45K86 | — = = 
Lightweight Corrosion-Resistant Modular Aluminum Hand Trucs ig £00 G 5 5 ewaide ewaK? SWAG 
2 4" : — neumatic ayton _ 
Continuous Frame Dual Pin 18" 78 1815" 48" 20%" 500 Ib. Solid Magliner | S9UY91 | 5YN92_ 5YN87 = 
14" 1¥2" 172" 48" 17%" 900 Ib. Solid Magliner 59UY87 | 5SYN92 5YN87 _ 
14" WA 18%" 48" 17%" 900 Ib. Solid Magliner 59UY88 | 5SYN92 5YN87 _ 
14" 8 iA" 18" 48" — 500 Ib. Mold-On Dayton 6W046 6W052 5W661 _ 
14" 8 iA" 21%" 48" — 900 Ib. Pneumatic Dayton 6W047 6W052 5W661 _ 
Continuous Frame Flow-Back iby v 21 50" 13: 600 Ib. Pneumatic Dayton 4ZJ31 _ _— _ 
16" 12. 17%" 48" 22' 900 Ib. Solid Magliner S9UY89 | 5SYN92 5YN87 _ 
18" ay 18" D2" 16%" 900 Ib. Mold-On Magliner 9DRC7 5YN92 5YN87 _ 
18" 1" 2054" 48" 20%" 500 Ib. Pneumatic Magliner 59UY90 | SYN92 5YN87 _ 
20" 12 20/2" 68" 20 900 Ib. Solid Magliner 59UY92 | 5SYN92 5YN87 _ 
14" 1¥2" 17%" 48" 18%" 900 Ib. Pneumatic Magliner 8UMK9 5YN92 5YN87 _ 
14" 1¥2" 17%" 48" 16%" 900 Ib. Mold-On Magliner 9DRC9 5YN92 5YN87 —_ 
14" 1¥" 17%" 48" 18%" 900 Ib. Mold-On Magliner 5YN95 5YN92 5YN87 _ 
14" 1" 18" 48" 16%" 900 Ib. Solid Magliner 6LGJ8 5YN92 5YN87 _ 
14" WA 18%" 48" 18%" 900 Ib. Pneumatic Magliner 82516 5YN92 5YN87 —_ 
14" WA 18%!" 49" 18%" 900 Ib. Solid Magliner 3JJZ9 5YN92 5YN87 _ 
14" 7" 21" D2 20" 900 Ib. Balloon Cushion Magliner 5YN99 5YN92 5YN87 _ 
14" Bi" 214" a1" — 900 Ib. Pneumatic Dayton 6W049 6W052 5W661 _ 
14" g" 18" 48" 20" 900 Ib. Mold-On Magliner 5YP02 5YN92 5YN87 _ 
Continuous Frame Loop 16" 12 ee 49" 21 900 Ib. Mold-On Magliner 3JKA2 oYN92 oYN87 — 
16" 12" Al 49" 2294" 900 Ib. Pneumatic Magliner 3JKA4 5YN92 5YN87 _ 
18" 7" 18" 48" 16%" 900 Ib. Mold-On Magliner 3JKD2 5YN92 5YN87 _ 
18" WA 2042" OZ. 20%" 900 Ib. Solid Magliner 59UY93 | 5SYN92 5YN87 _ 
18" 1A" Z1 48" 20" 900 Ib. Balloon Cushion Magliner DYN98 5YN92 5YN87 _ 
18" 7" 21" 49" 18%" 900 Ib. Pneumatic Magliner 3JKA6 5YN92 5YN87 _ 
18" 7" 21" 90" — 600 Ib. Solid GA 4HRH1 _ _ _ 
18" 1" 21" D2. 18%" 500 Ib. Pneumatic Magliner 5YN96 5YN92 5YN87 _ 
18" g" 21" o2. 2012" 900 Ib. Microcellular Magliner 1FC78 SYN92 5YN87 _ 
20" 12" Al 01%" 23 900 Ib. Pneumatic Magliner 36UV03 | 5SYN92 5YN87 _ 
18" 7" 18" D2. 16%" 900 Ib. Mold-On Magliner 3JKC5 5YN92 5YN87 _ 
Continuous Frame Single Pin 18" 1y" 2054" 60" 2012" 900 Ib. Pneumatic Magliner 59UY94 5YN92 DYN87 — 
18" WA 21" D2. 18%" 900 Ib. Pneumatic Magliner 1FC77 5YN92 5YN87 _ 
14" 1A" 18%!" 47% 16%" 900 Ib. Solid Magliner 3JKC1 5YN92 5YN87 _ 
16" 12 20" 48" 20" 900 Ib. Balloon Cushion Magliner DYN97 SYN92 5YN87 _ 
Dual Handle 18" 1A" 18" 47% 16%" 900 Ib. Mold-On Magliner 3JKC3 5YN92 5YN87 _ 
18" ve 18" D2. 16%" 900 Ib. Mold-On Magliner 8AJJ2 5YN92 5YN87 _ 
18" WA a lg 32" 18%" 900 Ib. Pneumatic Magliner 9JZ69 5YN92 5YN87 — 
Lightweight Corrosion-Resistant Welded Aluminum Hand Truck 
Continuous Frame Loop 14" By" 20" 50’ 2254" 900 Ib. Solid GA 8WXR2 _— — — 
Ergonomic Tilt-Back Lightweight Corrosion-Resisant Aluminum Hand Trucks 
18. ars Ne a a My p. Microce Ula Solid pyeaniner ae _ _ _ 
1% 4 52" 5Y2" 5 neumatic agliner — — — 
Continuous Frame Loop 18" TV" of" 48° 181" 500 Ib. Pneumatic Magliner | 31XC08_ | — = = 
18" (V2 21 o1%' 18%" 500 Ib. Polyurethane Magliner 31XC07 _ _ _ 
Extended Folding Nose Lightweight Corrosion-Resistant Aluminum Hand Trucks 
Continuous Frame Flow-Back in a et oy, ae ae von aanel Hab — — — 
: 1¥" {. iy old-On agliner —_ — — 
Continuous Frame Loop 14 75" of" 55" 20° 500 Ib. Balloon Cushion Magliner | 5PWCO.| — = = 
Lightweight Corrosion-Resistant Welded Aluminum Hand Trucks 
Continuous Frame Flow-Back 14" 84" 20%" 46" — 400 Ib. Semi-Pneumatic Dayton 3W154 — oW661 
Continuous Frame Loop 14" 8A" 22V2" 48" = 400 Ib. Pneumatic Dayton 3W153 — 5W661 — 
Narrow-Aisle Lightweight Corrosion-Resistant Morar Aluminum Hand Trucks. 3 0G salar CUS Waal s0U740 
. : : : : : alloon Cushion agliner — — — 
ES eae Vier i" g 14" 62" 20" 500 Ib. Balloon Cushion Magliner | 20UZ38_ | — = = 
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Convertible Hand Trucks Details on page A1. 
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Powered 2-Position Aluminum Convertible Hand Trucks 


The battery-powered motor on these hand trucks reduces effort when moving heavy loads. Lowering the motor 
throttle activates a braking mechanism that slows the trucks on ramps and inclines, and the trucks stop rolling 
when the throttle is at zero. These convertible hand trucks can be used as an upright two-wheel hand truck or a 
horizontal four-wheel platform truck. They are made from aluminum, which weighs less than steel and resists rust 
when used in damp or wet environments. Ship assembled and include rechargeable battery pack and charger. 


Nose _ Nose Plate Overall Overall Overall Load Item 

Handle Type Plate Width Depth Platform Size Width Height Depth Capacity WheelType No. 
Continuous Frame 138" 1 46 x 12 x 50%" 22" 6194" boys 1200 lb. Pneumatic 1AGW2 
Continuous Frame Dual Pin 13 7¥" 41% x 12 x 38" 22" 5194" 425/" 1200 lb. Pneumatic 1AGW3 


*, Xo ton} 
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Convertible Hand Trucks 


Also known as multiposition hand trucks, these hand trucks can be used as an upright hand truck or as 
a platform truck, allowing them to carry a wider range of items than other types of hand trucks. Load 
capacity may change depending on the configuration they are being used in. 


Nose Plate Nose Plate Overall Overall Overall Vertical Horizontal Item 
No. 4ZJ32 Width Depth Platform Size Width Height Depth LoadCap. LoadCap. Wheel Type Brand No. 
Vertical Continuous Frame , : . 
18 7% 12 x 50 21 51 50 500 Ib 750 Ib Pneumatic Magliner 5YP03 
Continuous Frame Dual Pin 
12" W x 39"Lx42"H 21" 52" 39" 600 Ib 800 Ib Pneumatic GA 4HRG5 
7p! 38" x 12" 21" al 47%" — 500 |b 1000 Ib Solid Magliner 59UY85 
a8 xX 12° 21" ail 47%" — 500 |b 1000 Ib Pneumatic Magliner 5YN93 
48" 38" x 12" 21" 51 47%" 500 |b 1000 Ib Solid Magliner 59UY86 
BY" 382" x 12" 21%" 53%" 19%"  500Ib 1000 Ib Pneumatic GA 21U665 
8% 48 V5" x 12" 214%" 623%" 19" 500 Ib 1000 Ib Pneumatic GA 21U664 
BY" 38% x 12" 21%" 51%" 51%" 500 |b 650 Ib Pneumatic Dayton 6W050 
10%" 48% x 135%" 20" 58" 58" 700 Ib 800 Ib Solid Dayton 6W855 
Continuous Frame Flow-Back 
7p! 45% x 135%" 19%" oo: 18%"  700lb 1000 Ib Solid Dayton 34D670 
45%" x 1354" 19%" 55° 19 700 Ib 1000 lb Semi-Pneumatic Dayton 34D667 
14" 38 x 1354" 18" 47" 47" 400 Ib 500!b = Semi-Pneumatic Dayton 2W065 
8 20%" 47" 47" 650 Ib 750 Ib Pneumatic Dayton 4W323 
42% x 1354" 20" Se 43" 500 Ib 600!b Semi-Pneumatic Dayton 42J30 
15° 7' 40 x 13" 21" 50" 18" 600 Ib 600 Ib Pneumatic Dayton 42J32 
ob x12 x38" 21%" 533%" 19" 600 Ib 1200 Ib Pneumatic Dayton 34D671 





48%" x12" x 50%" 21%" 62%" 12 600 Ib 1200 Ib Pneumatic Dayton 34D672 


7¥2" 50 xX 12: 21 51 50: 500 Ib 750 Ib Solid Magliner 59UZ36 
18" 51 x 12" Pal 61" 90%" 500 Ib 1000 Ib Pneumatic Magliner 5SYN94 
21" oe. 19¥" 500 Ib 750 Ib Pneumatic Dayton 34D655 
BY" 48% x 12" 21%" 61%" 500 |b 650 Ib Pneumatic Dayton 4ZJ34 
g" 53%" x 17" 22%" «6 234" 57%" 500 |b 1250 Ib Solid Magliner 59UZ37 
10" 51 x20: 18%" 61%" 51%" 500 Ib 1000 Ib Solid GA 24L330 
No. 4ZJ32 Continuous Frame Loop 
Horizontal 14" 7¥" 661%" wale 13° 16" — 200 |b Mold-On Magliner 19D209 
Dual Handle 
16%" 103%" 4256" x 15 Ya" 24V" 50" a2 400 Ib 400 Ib Pneumatic Dayton 34D677 








Extra-Versatile 4-Position 
Convertible Hand Trucks “Ga 


Four-position convertible hand trucks can be used as an upright 
hand truck, a platform truck, a U-boat truck, and a dolly. The 
trucks’ frame can be extended in all positions to accommodate 
a wide range of items. Also known as 8-in-1 hand trucks, these 
hand trucks have a steel frame, two no-flat rear wheels, and two 
soft-tread front casters with brake. They require assembly and 
are used in maintenance, warehouse, storage facility, contractor, 
live performance, HVAC, delivery, and trade show applications. 


Overall Overall Overall Vertical Horizontal Item 
Width Height Depth LoadCap. LoadCap. Caster Dia. No. 
Continuous Frame 


14", 30%" = 40%" ~=—350lb_ = 3501bh 2 Frontand 4 qy4gg 


6 in Rear 
18° 33%" = 45", 500lb =~ 500 Ib 7 eee 10V139 
19" 38%" 55%"  500lb  500Ib aD ae 10V140 


40%" 55%  500Ib 500Ib ae 10V141 





20" 
40%" 55%" 500lb  500Ib a and 49v142 
vonknucus Frame Continuous Frame Flow-Back aes 
No. 10V138 00" 11" -200ib_~—«600Ib 6 in 52NT85 
se 60 12” 200lb  7001b 6 in 52NT84 
60" 14” 200lb  7001b 8 in 52NT86 
1186 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° MATERIAL HANDLING 
Find the wf. Find Solutions. Find Great Prices. Cylinder Trucks 


Equipment and cylinders not included. 








Raised Handle Raised Handle Adjustable 
No. 5WXH7 No. 5WXG9 Single-Grip 
ire Handle 
= {y e No. SWXG8 Single-Cylinder Single-Cylinder Dual-Cylinder 
SAFI bape. ayy No. 5WXNO with Shelf with Shelf 
Vi di c li d c rt No. 5WXN5 No. 5WXN6 
Medical cylinder carts are used to store and transport medical gas cylinders SAF AARR os §- 
: Tee ‘ ae ‘ = ERS A 
in healthcare facilities such as hospitals, clinics, and nursing homes. 
Max. 
Cylinder Load Overall Overall Tank Dia. Wheel Item Running Gear Carts 
Cap. Capacity Height Width Oxygen Wheel Type Dia. No. Item 
Holds M6 Medical Cylinders Description No. 
Raised Handle Holds Cylinders up to 84" dia., Welder Platform 12° x 17° 5WXNO 
36 2400 Ib. 38" 39" 3 %Iin (2) Rigid, (2) Swivel Casters 4in SWXH/7 * Holds Cylinders 92" dia. OWXNOS 
Holds D, E Medical Cylinders 29" W x 33" H, Holds (2) Cylinders 19" dia. OWXN6 
Raised Handle Holds Cylinders 6-9" in Diameter. Width 24° 5SWXN2 
4 290 Ib. Jo: 12" 4% in Semi-Pneumatic 8in SWXG9 Holds Cylinders 6-9" in Diameter. Width 17° 5WXN1 
6 200 lb. 21%" 18%" 4 Bin Semi-Pneumatic 8in  SWXHO Holds Most Engine Driven Welding Machines oWXN4 
12 2400 Ib. 35" 21" 4% in (2) Rigid, (2) Swivel Casters 4in SWXH1 * Holds Cylinders and Welder Platform 453V24 
24 2400 Ib. 33° 381%" 4% in (2) Rigid, (2) Swivel Casters 4in 5WXH2 ~ 
(2) Raised Handle 
90 2400 |b. 38" a 4¥%in (2) Rigid, (2) Swivel Casters 4in SWXL8 
Adjustable Single-Grip Handle 
1 100 Ib. 38" 12 4¥% in Plastic 6in SWXG8 
Single-Grip Handle 
2 290 Ib. 30° iz: 4% in Semi-Pneumatic 8in  SWXL/ 


*Locking swivel casters 






Forklift Forklift 


No No. 10U481 No. 39J511 


26W609 Wer=w=a GRAINGER 


APPROVED 


Cylinder Caddies 


Caddies allow multiple cylinders to be lifted 
together using a forklift or pallet jack. All 

caddies have a maximum tank dia. of 9", except 
Nos. 10U481 and 10U482 have a maximum tank 
dia. of 9.5". 


FORKLIFT 


Cylinders can roll in and out individually. 
Nos. 39J511, 39J513, and 39J515 have casters. 





fe) 


PALLET TRUCK 
For narrow access, cylinders fit in single row See ies 
= = ) " oO. 
Manual Cylinder Lift Platform Trucks :saaininavsions 
Manual cylinder platform lift trucks are used to move and lift heavy gas cylin- Cylinder - Item 
: ; Cap. Cap. H W L Finish No. 
ders short distances, such as onto vehicle beds or storage platforms. They have Forklift 
x r 1500 Ib. 4q" 34" 23. Orange Enamel 39J512 
a 300 lb. capacity. Their curved frame cradles cylinders, and they come with 4 oO IE se a si Orange Enamel saiei3 
chains that secure cylinders in place. They ship assembled and come with two 600 Ib. 35 V) 39) 35 V) Rad Powder Coated 10U481 
" owivel casters and two 5" riai ters. 6 1500 Ib. 41" 34" 33 Orange Enamel 39J914 
o” swivel casters and two 5 g d casters 1500 Ib. 46" 34" oa: Orange Enamel 39J515 
Lifting Overall Overall Overall Item 3 1500 Ib. 44" 34° 43" Orange Enamel 39J516 
Description Height Max. Length Width Height No. — 46" 34" — Orange Enamel 39J911 
Hydraulic Foot Pump-Operated 40" 20%" 294" OZ. 26W609 Pallet Truck 
Winch-Operated 40" 20%" 291," 58" 26W610 4 400 Ib. 39" 16" 39 Red Powder Coated 100482 
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MATERIAL HANDLING Scan. Order. Done. 
Cylinder Trucks Details on page Al. : 
. lef Dayton ies T&S 
Cylinder Hand Trucks ade “Ee Arlene. O8) 






















Ergonomic Ergonomic tilt-back hand trucks are feaien : net gee Hertel rea Chet ies 7 a 
2 : andle Type apacity ap. i eig ep eel Type ran 0. 
Tilt-Back made from steel and have two swivel Ergonomic Tilt-Back Cylinder Trucks 
No. 34D673 casters mounted on a frame extension cae 250 Ib ! 7 9 a 42 in a in Soli Dayton 340673 
: . ontinuous 41n In 4 1n Oll ayton 
behind their two primary wheels. The = Frame Flow-Back °00'0 “99 in 54in 21 in Pneumatic GA 8DEV1 
hand trucks rest on all four wheels 800 Ib t 20 in na — ; Si : a : LET 
: : . . In in 21n neumatic altca 
when tilted back, which makes it easier Dual Handle 890 Ib 7; in 63in Pneumatic Saftcart ~SWXG2 
to keep them upright when moving Spark- & Corrosion-Resistant Cylinder Hand Trucks . . 
heavy loads Continuous 250 Ib 4A%in 46in 22 Vin Solid GA 4ZH90 
y : game Fa ak y Ne ; 2 23 %in 45iIn 13in Semi-Pneumatic GA 4ZH92 
= ion-resi tandard Cylinder Hand Trucks 
Spark and consol resistant 250 Ib 1 18 in 49 in — Semi-Pneumatic Saftcart 5WXF6 
hand truck is made from plastic and 400 Ib 9 in 49 in Gin Semi-Pneumatic Sattcar SWXF9 
j j iani ¥e In in in oli ayton 
will not create sparks that might ignite Continuous 1 21in  48in 9 in Pneumatic Dayton 2MPV2 
Spark- & volatile gases such as welding gases. Frame Flow-Back 220 !b in Ore 
ion- ; : 1 21in 48in 17 in Dayton 42ZJ12 
eoresion Won't rust when used in wet or damp Size, Solid 
Resistant 800 Ib 1 14in 47in  8in Solid GA 9KGM3 
No. 4ZH90 environments. . 1,000 lb 2 35in 66in _12in _—- Pneumatic __Saftcart_45PC86 
Standard hand trucks are made Fore Sin pin 500 Ib 1 17in 52%in 11%in Semi-Pneumatic Dayton 34D685 
from steel and are suitable for routine nual Handle 400 Ib y] 0in 49in 9%in Semi-Pneumatic Saftcart 5WXGO 
applications 800 Ib 1 14in 49in  8in Solid GA 9KCY2 
Pp j Specialty 900 Ib 1 17in 49in 26%in Semi-Pneumatic Dayton 34D683 
Ergonomic Standard 
re * ' Tx ra) Pail Truck 
Welding Dayton N 9MK73 
(YIP. Bek Powered - a "2 oO. 
Hand Truck ‘om aS, Drum Truck . ~ 
No. 448F53 







Welding Cylinder 
Hand Trucks 


Hold two gas cylinders and come with a chain or 
strap for securing cylinders. These steel trucks can 
be used to move oxygen and acetylene cylinders in 
welding applications. 





Ergonomic Tilt- 
Back Drum Truck 











wold Ergonomic tilt-back welding cylinder truck has - een 
Hand two swivel casters mounted on a frame extension W pap acRAINGER vera |46WESEO {ys 
Truck behind its two primary wheels. Truck rests on all AERO) 2 AE ea Tee <p, 
No. | four wheels when tilted back, which makes it easier H 
34D682 Pail and Drum Hand Trucks 






to keep it upright when moving heavy cylinders. 
Suitable for temporary storage applications (less 
than 24 hours). 

Firewall welding cylinder trucks have a steel 
firewall that creates a barrier between cylinders on 
the hand trucks to help prevent fires or explosions 








Come with hooks or straps to secure items. 


Standard hand trucks are suitable for general purpose applications. 
Powered hand trucks have a battery-powered motor that reduces effort when 


moving loaded trucks. 


Knock-down hand trucks are sold unassembled and cost less to ship. 





Weldin i j j j a : 
Hand Trek while also protecting cylinders from damage during | Ergonomic tilt-back hand trucks have two swivel casters mounted on a 
No. swxp4_ ansport and storage. Suitable for extended-storage | frame extension behind their two primary wheels. The hand trucks rest on all 
applications (more than 24 hours). four wheels when tilted back, which makes it easier to keep them upright when 
Welding cylinder hand trucks are suitable for moving heavy loads. 
temporary storage applications (less than 24 hours). | Ggrrosion-resistant hand trucks resist rusting when exposed to frequent 
Load Overall Overall Overall Item washdowns or cleaning. 
Handle Type Capacity Width Height Depth Wheel Type Brand No. 
Ergonomic Tilt-Back peenaling, Cylinder Hand Truck Load Overall Overall Wheel Item 
T-Handle 900 Ib. 43%," 14" Semi-Pneumatic Dayton 6W055 Handle Type Capacity DrumCap. Width Height Material Brand No. 
Firewall Welding Cylinder Hand Trucks For Use with Drums 
Continuous 780 lb. —22 aS 8 Pneumatic Saftcart _SWXF3 Standard 
Eran 38" (ih 12%" Pneumatic Saftcart 5WXK9 rei 600 lb. 30, 55 gal 1934" 50" Rubber GA QWEK8 
1000 |b. 40" 62" 12%" — Saftcart 5WXF4 Frame: Flows Bake 690 lb. 17to32gal 22%" 48" Pneumatic Dayton  6W8b54 
Continuous 19" 62" 82" Semi-Pneumatic Saftcart 5WXF1 800 lb. 1/7to32gal 20%" 48° Rubber Dayton  6W853 
Frame 400 Ib. 22' 62" 124" Semi-Pneumatic Saftcart 5WXLO 30,55, 85 gal 24%" 59%" Polyurethane Wesco  445K76 
Flow-Back 30. 62" 1242" Pneumatic Saftcart 5SWXF2 30, 55 gal 23%2" 56%"  Polyolefin Dayton 34D664 
Dual Handle 500lb. 40° 66" gy," Pneumatic Dayton 34D682 4000 Ib 30, 59 gal 26" 60" Rubber GA 9WCX3 
Welding Cylinder Hand Trucks Dual Handle 90 gal 232" 59%" Rubber Dayton 34D646 
900 1b. 34" 64" pete Pneumatic Dayton  42ZJ08 59 gal 24" 559" Rubber Dayton 34D649 
Continuous 780 Ib oo) 62" 12%" Pneumatic Saftcart 5SWXF5 59 gal 24" 61%" Rubber GA 447H71 
Frame Segoe 62" 121%" Pneumatic Saftcart SWXE8 1200 lb. 30toéd5gal 24%" 59%!" Rubber GA 8AZL5 
1680 Ib. 40" 62" 12%" — Saftcart SWXFO Powered 
200 Ib. 22" 42" 8 Semi-Pneumatic Saftcart SWXD2 Dual Handle 800 Ib 30, 55 gal 24%" 60" Pneumatic Valley Craft 448F54 
200 lb. 25" 45" 6" Semi-Pneumatic Saftcart 5SWXK6 "30, 55 gal 24%" 60" Rubber __ Valley Craft 448F53 
19" 90" 614" Semi-Pneumatic Saftcart SWXD8 Knock-Down 
21° 42" 6" Semi-Pneumatic Saftcart 5WXD5 Dual Handle 1000 Ib. 30,55,85 gal 24%" 59%" Polyurethane Wesco  445K/5 
27° 45" 62" Polyoletin Saftcart 5WXK8 Ergonomic Tilt-Back 
2/" 45" 6%" Semi-Pneumatic Saftcart SWXD4 700 30 to 85 gal 28° = 35%" Pneumatic Dayton 34D654 
30" 44" 121A" Ssemi-Pneumatic Saftcart SWXD9 30 to 85 gal 20° 384" Rubber Dayton 34D652 
400 lb. 31" 42" 6" — Saftcart 5SWXD7 Bilal Handle 90 gal 2394 57 Y" Rubber Dayton  34D650 
Continuous a1” 46" 121A" Ssemi-Pneumatic Saftcart SWXE2 1000 Ib. 90 gal 23% 5/%" _ Polyolefin Dayton  34D665 
Frame 33" 44" 12%" — Saftcart 5WXE1 99 gal 24" 56" Rubber Dayton 34D644 
Flow-Back Oo: 46" 12%" — Saftcart 5WXE4 99 gal 24" 59" Rubber Dayton  34D647 
$e oe ae Steel ealeart aE Corresion-Resisant 
; : ¥;" — aftcart ontinuous _ +" ; 
© 82%" 43%! 22 Semi-Pneumatic Dayton 52082 Gial tanala 4000 Ib 30,55, 85 gal 24%" 5994" — Polyolefin Wesco 445K7/8 
780 Ib 2/" 42" gy" Pneumatic Saftcart SWXD6 * 30,55, 85 gal 24%" 59%"  Polyolefin Wesco 445K7/7 
35" 44" 121%" Pneumatic Saftcart SWXEO For Use with Pails 
ean ve ie A rheumatic oalcart te Standard 
F : 7 uto Tire aftcart ontinuous 14" 14" 
THande  _22D/b.__22" 430" _14"Semi-Pheumatic Dayton _2W514 Frame Flow-Back 200!b. gal 18%! 56% Rubber GA SMK73 
290 Ib. 21" 45" 62" Semi-Pneumatic Saftcart SWXD3 Dual Handle 500 Ib. — 20" els _ Dayton 2NXC4 
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1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® MATERIAL HANDLING 
Find the Wy. Find Solutions. Find Great Prices. Specialty Hand Trucks 


jg Payton) —e 
APPROVED 
Appliance Hand Trucks 


The short, wide nose plate on these hand trucks slides under the edge of an appliance No. 34D657 
and supports it as it's moved on the trucks. The trucks have rear stair crawlers that 
roll smoothly over stairs and curbs. They also have a dual-loop handle and come with 
belts for securing loads to the trucks. Tilt-back hand trucks have two swivel casters 
mounted on a frame extension behind their two primary wheels. The hand trucks rest 
on all four wheels when tilted back, which makes it easier to keep them upright when 
moving heavy loads and lets users open doors and do other tasks without having to 
support the hand trucks or return them to vertical and then re-tilt them again. 

























































Nose Nose 
Load Plate Plate Overall Overall Overall Item 
Capacity Width Depth Width Height Depth — Includes Brand No. | 
Hand Trucks 
Aluminum : ee 
24" ant gt" WN (2) Security et” Dayton 34D657 
4 te Sean eet vt == Dayton 340656 
‘Steel _ - a — ee _ ee 
700 Ib. ——24 AY," 24" _—«60" 11%8" | With Ratchet Belt _ Dayton 3W042_ 
ae 24" Ave" 24" 60" 11%" With Manual Belt Crank Dayton 4326 
u u u u u With Cargo Belt and 
ee ee ON Ratchet Tightener _—~Dayton 34669 
Aluminum/Steel = co a ae ee 
700 lb. 24" 4%" 24 60 11% With Ratchet Belt Dayton 3W311 
Tilt-Back Hand Trucks | 
Aluminum : __ 
560 Ib. 24" 4a’ att" ttt With Security Belt With Dayton 34D681 
‘Steel a ee a 
24" EYZs 24" 61M" 15" With Ratchet Belt Dayton 4XKJ2 
1200 lb. 24" «5% SCO 66°15" With Ratchet Belt. Dayton 4XKJ3_ 
24" sv" 4" 72 15%" _With Ratchet Belt_ Dayton 4XKJ4 _ 
u u u u u With Cargo Belt and 
ing eo "2 16 Ratchet Tightener GA 445K81 No. 445K81 
4" oY" oT 78" 16" AA che nananae GA  445K82 








No. 13V407 i | 


lf Dayton] No. 13V409 


Machinery and Equipment Movers 
Machinery and equipment movers have forks or nose plates that slide under heavy equipment such 
as furniture, crates, and machinery, and they have a lifting mechanism that reduces physical effort 


when raising equipment off the floor. They are sold in pairs and must be used in pairs. Each mover Vending Machine Hand Trucks 
requires one operator. Nos. 13V412, 13V407, 13V408, and 13V411 include load-securing straps. 





No. 4XKJ2 








ica Overall Dim. Roller Roller fie These hand trucks have two swivel casters mounted on a 


Capacity W H Material Dia. _Lift Height No. frame extension behind their two 8"-dia. rubber wheels. The 
rarnre an Crate Mover. ie a TaVKD hand trucks rest on all four wheels when tilted back, which 
Machinery Mover Hand Trucks makes it easier to keep them upright when moving heavy 

1300 Ib. 15%" 32%" -Mold-on Polyurethane 6' 15" 13v407.~—~SY«|-:«svVending machines and lets users open doors and do other 

1320 Ib. J a Mold-of Polyurethane & ie agg tasks without having to support the hand trucks or return 

2 2 | " . . 

2000 Ib. 12% 4B ‘Mold-on Polyurethane 5 43410 them to vertical and then re-tilt them. Ratchet belt tightener 

15" 42" Mold-on Polyurethane 6" 12" 13V411 with auto-rewind secures loads to the trucks. All have a steel 
4000 Ib. 1672" 43%" steel 6 12" 13V413____s|_ frame except No. 34D681, which has an aluminum frame. 

1614" 435%" Urethane 6' 12 13V414 i 

__ 18%! 419" _Urethane om Ce 13V416 Load Overall Overall Overall © Nose Nose Item 

6000 Ib. 18%" | 4138 __Steel 6" _6" 13V415 Capacity Height Width Depth Plate Depth Plate Width No. 

1874" 44 Urethane 6' 12 13V418 550lb. 61" 24" 114" 47 24" 34D681 

8000 Ib. 1874" 4395" Urethane 8" 6' 13V419 1200Ib. 61%" 24" 1514" Bu 24" 4XKJ2 

10.000 Ib 18%" 4TH Steel 8" 6' 13V420 1200Ib. 66° 24" 154" Bu 24" 4XKJ3 

| 1872" a Urethane 8" 6" _13V421 1200 !b. 72" 24 SAN oA" __ 24" 4XKJ4 
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MATERIAL HANDLING Scan. Order. Done. 
Specialty Hand Trucks Details on page Al. 









Stacking Chair Truck 
No. 18F457 


No. 59UY80 


* Dayton} 


NMAGLINER® 


Beverage-Delivery 
Hand Trucks 


Beverage-delivery hand trucks are 
used to move items such as kegs, 
beverage cases, and 5-gal. water 
bottles. These upright trucks have 
lightweight aluminum frames and 
nose plates and will not rust when 
used in damp or wet environments. 


























Nose Nose 

Load Plate Plate Overall Overall Item 
Capacity Width Depth Height _—‘ Width Wheel Type Brand_ No. 
Continuous Frame Loop Coe ee eee 
500 1b, 10.14’ 5119" Semi-Pneumatic Dayton 4324 
Rctoners 14 ey 22" Pneumatic —_—-Magliner_ = SPWC7 __ 
Continuous Frame Flow-Back ae oe ? -_ ws eee! 
—500lb. 14" vs 49" 2054" Pneumatic Magliner 59UY80_ 

































Continuous Frame Single Pin a See See 
—3800lb. 13%" AB Ye Zi Solid Magliner S9UY81_~ 
Continuous Frame Dual Pin 25 = eres ee eee we 
500 Ib. 10" 14" o1" 19° Pneumatic Dayton —_ 4W325 

Bag Truck 

No. 3W487 

File Cabinet Truck 
No. 2LRL3 


Folded Chair Truck 
No. 30F012 


¥* ‘ 
PE ceJt) = pee GRAINGER 


APPROVED 
Furniture Hand Trucks oe 
Furniture hand trucks are used to move furniture such as cabinets and chairs. No. 2LRL4 


They have continuous frame flow-back handles. 

Stacking chair hand trucks cradle columns of stackable chairs. 
Folded chair hand truck has hanger posts that can hold multiple folding 
chairs. 


File cabinet hand truck has a shallow nose plate that slides under the edge * Dayton} 
of a file cabinet, and it has an adjustable arm that grasps the top front edge of feud 
the cabinet and hold it in place on the trucks. 





















































“<a | col en | 2ag and Pallet Hand Trucks 
Pe Depth _ Wheel Type _ Brand No. _|_ Bag and pallet hand trucks are used to transport mini-pallets of goods or 
“— “43” 33" RUBBER Dayton _30F010 _| irregularly shaped loads such as bags of cement, fertilizer, animal feed, and 
240 Ib. 48" 3514" Rubber Dayton 30F009 ~—'|_ flour. They have dual handles and wheel guards that prevent items on the 
a 90" 23/2" __ Pneumatic Dayton S0FO11 l 
500 1b. 36" Solid GA 18F457 trucks from rubbing against the wheels. 
Folded Chair Truck — ae See Load Overall Overall Overall Item 
—_180'b. 2272" Rubber Dayton 30F012 Description Capacity Height Width _ Depth Wheel Type No. 
File Cabinet Hand Truck | S31 —___| _ Bag Hand Truck 500 Ib. 45" 19" 12%" Semi-Pneumatic 3W487 
400 Ib. 67" 13" _ Polyurethane _ Dayton —_—_—2LRL3 Fork Hand Truck 1000lb. 53" 20/2 24M" Mold-On 2LRL4— 
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GRAINGER CHOICE* MATERIAL HANDLING 


Find the wy. Find Solutions. Find Great Prices. Dollies 









No. 48J068 





No. 
10Z905 


No. 
10Z910 


No. 48J062 





: : * GRAINGER 
Plastic Dollies APPROVED 


= Shipped assembled 

= Nonmarking swivel casters 

Nos. 102905 and 102910 include hand hold. No. 102910 can be 

No. 48J078 connected at edges to form a larger dolly. No. 102908 features PVC pads 
to help prevent wall damage. 





























Caster 
Load Platform Platform Platform Wheel Item 
Platform Material Capacity Length Width Height Dia. Color No. 
Open, Flush 
Plastic 1000 Ib. 30" iy 6Y" 4" Blue 102909 
Open, Raised Ends 
Plastic 1000 Ib. 30" 18" 6Y4" 4" Blue 102908 
1200 lb. 30" ey 6" 4" Red 35YM02 
Solid, Flush 
Plastic 220 Ib. 24" 16" AV" 3" Blue 102905 
300 Ib. 2A" 16" Av" 3" Black 102910 
35" Ry 8" 5" Blue 10Z907 
Polypropylene 500 !b. ogy 4g" 6" 4 Blue 102906 
No. 48J066 
Hardwood and * 
7 . GRAINGER 
Fiberwood Dollies APPROVED 
= Shipped assembled 
= 4 swivel casters 
No. 
HARDWOOD No 4HRG7 
Double-ball raceway, hard rubber casters are secured with nylon locknuts. 29AK53 
Natural color. Nos. 48J062 through 48J065 have towing eye. 
FIBERWOOD 
2 hand holes for ease of moving. PVC edges. Black color. ; 
Caster f 
Load Platform Platform Platform Wheel ltem 
Platform Material Capacity Length Width Height Dia. Color No. 
Open, Carpeted Raised Ends 
16" 16" 5 V4" a) Natural  48J067 
Hardwood 1000 Ib. 30° 18° 5 YA" 3 Natural  48J068 
30° 18° 61%" 4" Natural  48J069 
Open, Flush 
24" 16" BV," 3" Natural  48J062 
Hardwood 1000 Ib. 30° 18° bv," 3" Natural  48J063 
36" 24" BY" 4" Natural 48064 w GRAINGER 
Open, Rubber Raised Ends — 
30" 18° «6 3" Natural  48J070 Pry Lever Bars APPROVED 
Hardwood 1000 Ib. 30" 1 6%" 4" Natural 48J072 u u if aH 
Nt Two 5" x 2" wheels, /2"-thick beveled edge noseplate. 
Solid, Flush Load Noseplate Noseplate Overall Item 
600 Ib 36" 24" 46" 3 Black 48J078 Capacit Depth Width Length Wheel Material No. 
Fipannaed 36" 24" 53," 4" Black  48J079 Steel Handle 
700 lb. 36" 18" 45/6 3 Black —_ 48J080 5000 Ib. — 36 —____f__ray on gieg_s0v aa 
800 lb. 24" 13" 4/6 3" Black  48J081 ‘Wood Handle eee 
30° 18" BY," 3" Natural  48J065 : : : - 
a 1000 Ib. 36°24” SS —CNatural 48/066 3600 Ib. 2. omi-Stee with Pin Bore 3 
900 Ib. 36" 24" 6%" 3 Black 48J075 iM 5" 1 M U er 0 -on ast ron 4 7 
Vinyl Covered 24" 16" (EA 4" Black  48J074 4250 Ib. 5" 79" amiccteel with Clam Gore 4 
Hardwood 1200 Ib. 36" 24" THs" 4' Black 48J076 5000 Ib : 5" : emi-Steel with Plain Bore 5 
48" 24" 7Hs' 4" Black  48J077 : 5 y ubber Mold-on Cast Iron 4 
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MATERIAL HANDLING Scan. Order. Done. |= (fF; 
Dollies Details on page Al. 





Adjustable Dolly, 2 General Purpose, son No. 48J128 


Open, Flush Channel Deck 
No. 483131 No. 2TUNS No. 48J129 








* General 
pte Purpose, Solid 
= w/ Lip Up 
Metal Dollies No. 24WF58 


All include receivers for pulling handle. No. 4ZD55 has foot lever action. 








Caster : 
Load Platform Platform Platform Wheel Item * Fey, VGRAINGER No. 2TUT2 No. 2TUT1 
Platform Material Capacity Length Width Height Dia. Color No. APPROVED . 
Adjustable Dollies - = = 
Open Steel and Aluminum Cabinet Dollies 
Steel 500 Ib. — — 254" 3 — 42D55 j 
Open, Flush = Shipped unassembled Nos. 2TUT2, 2TUR9, and 2TUT1 allow the 
Steel aU ee ___ se ne Red 48/131 = 3 swivel casters, except corner of the load to be raised to slide the 
3000 Ib. 24% 34 8% 6 Red 48J132 
General Purpose Dollies Nos. 48J129 and 48J130 come _ dolly underneath. 
Channel Deck . with 4 swivel casters 
Alarainutt 5000 Ib. 36 21" 9 2. Silver 2TUNS Caster 
42 24 9 5 Silver 2TUNY 
Open, Flush Load Platform Platform Platform Wheel Item Pkg. 
: 54 18" BV; 3" Silver OTUPT Platform Style Capacity Length Width Height Dia. No. Qty. 
Aluminum 900 Ib. i i i i Steel 
30 21 5% 3 Silver 2TUP2 i 1 1 : 
u u u" u 500 Ib. 8 8 4 2 48J129 2 
30 18 5% 4 Red 2TUL5 V-Groove i : 5 ; 
1600 Ib. 36" DA" A mo Red OTULG 500 Ib. 8 8 4 2 48J130 4 
Steel 30) 18" Bis" 4" Red OTULT Recessed Platform 400lb. 1994" 8 4" 2V" 48J128 1 
2000 Ib. ; i a7 T 200 Ib. 59/4" 2 V4" 2/6 144" 3JJF2 1 
Favaraiea 36 24 a2 4 Red 2TUL8 Recessed Pocket 1390 Ib. 10%" 101; 315" 5 9TUT2 4 
30 ~«i SC 3 Red 48094 lu ee) le 
Steel 1000 Ib. 36 54" F 3 Red 48098 Recessed Platform 550lb. 19% 3 3 242" 14G827 1 
, Aluminum 
sulld, Fin 54 ey sa ao Recessed Pocket 880Ib. 7% 6% 3% 2  2TUTt 4 
4000 Ib 30" 18" 4" 33 Red 48096 Recessed Platform 880 lb. 89/4" 89/4" a Z 2TUR9 4 
36 24" 4" a Red 48J097 
Steel 30 18" 5% 4" Red 2TUL9 
1000 Ib. "36" aa SS SCR =~ TUNT RAYMOND jg Payton| 
9000 Ib 30 18" 5% 4" Red 2TUN2 PRODUCTS 
36 24" 5% 4" Red 2TUN3 


Desk Lifts 


Solid, With Lip Up 













16%" 26% = Ae" a Gray 24WF55 
500 Ib. 26%6' 183%" 3%" 2 Gray  24WF54 Allow a single person 
a 2 s Sy WEG to transport desks up to 
2: . 
Steel 900 lb. 21%" 16%" 5 3" Gray 24WF59 ment helps you lift small 
2414" 164%" ay a Gray 24WF58 equipment. Use the 
27%" 17%" 5 a Gray 24WF57 * inal destal attach 
24" 18 6" oh Red  48J099 single pedestal attacn- 
1000 Ib. 32" 18" 5 a Red 48J101 ment when moving 
36" 24" 6" 2 Red 48J102 
1600 |b. 30" 18" 6% 4" Red 2TUN4 se fg drawers 
* Includes 2 floor locks. on only | side. 
Platform Platform Lowered Raised Item 
Depth Width Height Height Caster Dia. Brand No. 
With (2) Floor 4V,' 93/4" 2V" Raymond Products 4ADE2 
Locks 43/4" 10%" el Raymond Products 4ADE5 
No. 48J088 5: 93/4" 2V2" Dayton 30E983 ~* 
30" 10%" 3 Dayton 30E986 * 
5%" 1054" 3%" Dayton 30E989 * 
: 10%" 3" Raymond Products 4ADE8 
With Handle 6 11%" 4" Dayton 30E992 * 
No. 48J085 111%" 4" Raymond Products 4ADF2 
1%" 64" 4" Dayton 30E995 * 
AVA 94" 2%" Raymond Products 4ADE3 
10" oO Raymond Products 4ADE6 
49" 10%" a Dayton 30E987 * 
16 40" 5 93" 2%" Dayton 30E984 * 
5 5" 1054" 3%" Dayton 30E990 * 
1094" 3" Raymond Products 4ADE9 
* GRAINGER ' 111%" 4" Dayton 30E993 * 
APPROVED 111%" 4" Raymond Products 4ADF3 
= AY," gy" 2" Raymond Products 4ADE4 
Steel Pallet Dollies Ay 104 3’ Raymond Products _4ADE7 
5" 93" 2%" Dayton 30E985 * 
fe yong oe 
iat " " Y," ayton * 
= 6'-dia. casters 10%" 3%" Raymond Products 4ADF1 
WITH (2) | WITH | WITH HANDLE AND g' 11" A Dayton 30E994 * 
FLOOR LOCKS HANDLE; (2) FLOOR LOCKS 11%" 4" Raymond Products 4ADF4 
Load Platform Platform Platform) Item Item Item Item Accessories 
Capacity Length Width Height | No. No. No. No. Table Lift Attachment, 250 Ib Capacity, 17%" x 20 in x 19 in Dayton 30E996 
48" 40" Q" 48J082 48J088 48J085 48J091 Single Pedestal Attachment, 250 Ib Dayton 30997 
3600 Ib. 48" 42" Q" 48J083 48J089 48J086 _ Capacity, 17%" x 14 % in x 19 in 
48" 48" Q" 48J084 48J090 48J087 48J093 * Swivel casters. 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


oo" 


Back & Front-Support 
Machine Rollers 


For transporting heavy industrial machinery. 


BACK & FRONT STEERMAN SKATES 


Front skate trolleys work with the steer- 

ing handle and the center turntable which 
is supported on a large-diameter thrust 
bearing. Front skates feature a rugged steel 
frame, rubber grip on handle, and a rubber 
pad. Front and back units can be mixed 
and matched to accommodate varying load 
Capacities. 


ROTATING DOLLIES 


Rotate a full 360° for ultimate maneuverabil- 
ity of heavy loads in confined spaces. Steel 
dollies are 4%" high. No. 4YCR8 is 27"L x 





Back Skate 
No. 5ERK6 


Machine Dolly 
No. 4YC2Z7 


Tandem 
Machine 





‘ Dolly 
5 TT] 2 
20 16 W and has 3 wheels; Nos. 4YCR9 iS qo ayvete 
29%2"L x 22%e"W and has 5 wheels. 
Load Overall Roller 
Capacity No. of Rollers Length Dia. Brand 
Back Steerman Skates 
11,000 Ib. 8 40" 398" Dayton 
16,500 Ib. 12 40" 398" Dayton 
22,000 Ib. 16 40" 398" Dayton 
33,000 Ib. 16 413%" 5Y," Dayton 
Front Steerman Skates 
11,000 Ib. 8 20" 398" Dayton 
16,500 Ib. 12 2294" 398" Dayton 
22,000 Ib. 16 24%6' 394" Dayton 
33,000 Ib. 16 29%6' 5" Dayton 
Machine Dollies 
7/6 25" Gks-Perfekt 
4400 Ib. 9%" D5 Gks-Perfekt 
4 105%" 36" Gks-Perfekt 
8 TR 36" Gks-Perfekt 
13,200 Ib. 8 94" 3y%6" Gks-Perfekt 
12 33%" 36" Gks-Perfekt 
16 816" 36" Gks-Perfekt 
26,400 Ib. 16 A054" 376" Gks-Perfekt 
16 Bie" 356" Gks-Perfekt 
39,600 Ib. 16 A056" 376" Gks-Perfekt 
8 iW 5" Gks-Perfekt 
44,000 Ib. 8 2816 A Gks-Perfekt 
12 13%" 5" Gks-Perfekt 
66,000 Ib. 12 317 WA Gks-Perfekt 
16 169" 5Y" Gks-Perfekt 
88,000 Ib. 16 33116 WA Gks-Perfekt 
24 17/6" 5" Gks-Perfekt 
132,000 Ib. 9A 307K WA Gks-Perfekt 
Rotating Machine Dollies 
4400 Ib. 3 2/" 36" Gks-Perfekt 
8800 Ib. 5 291" 36" Gks-Perfekt 
Tandem Machine Dollies 
13,200 Ib. — 36° Gks-Perfekt 
26,400 Ib. 8 46%32" 36" Gks-Perfekt 
44 000 Ib. 16 46%32" 5" Gks-Perfekt 
88,000 Ib. 16 46%32" 5" Gks-Perfekt 
No. 2MPP9 
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Rotating 

Machine 
Dollies 

No. 4YCR9 


Item 
No. 


JERK2 
SERK4 
JERK6 
JERKS 


dERK1 
JERKS 
JERKO 
JERK/ 


4YCZ2 
4YCZ3 
4YCZ4 
4YCZ5 
4YCZ6 
4YCZ7 
4YCZ8 
4YCZ9 
4YDA1 
4YDA2 
4YDA3 
4YDA4 
4YDAS 
4YDA6 
4YDA7 
4YDA8 
4YDA9 
4YDC1 
4YDC2 
4YDC3 


4YCR8 
4YCR9 


4YCT6 
4YCT7 
4YCT8 
4YCT9 


No. 2MWK6 
vir ‘ 
HILMAN 
See ROLLERS Load Handle Item 
peapacily Length _ No. 
H H ayton 

Machine Roller Kits 8800 Ib. 33%" 2MPP9 
7 ; 33,000 Ib. 54%" 2MPR1 
All kits include 4 swivel-base steel rollers, 2 88,000 Ib. 54 Ya" 2MPR2 
steering handles, and a lockable steel case Hee; S42 _2MPRS 
(except Nos. 2MWK3 and 2MWK4 which do not 6000 Ib. 36 SwWO4t 
come with case). 16,000 Ib. 28%"  6WO42 
Dayton®—Nos. 2MPR1 to 2MPR3 have spring- —94'9901- 43" —MWKY 
loaded locks at 45° increments. 30,000 lb. 48°  3VH82 
48,000 lb. 48" 2MWK8 
Hilman—Nos. 2MWK5 to 2MWK8 have rollers a iB oes 
constructed of high-impact nylon that will not 940,000 lb 60" 2MWK3 
damage finished floor surfaces. 400,000 lb. 60" _2MWK4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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MATERIAL HANDLING 
Equipment Skates & Dollies 






No. 2MPR8 


oo 


Load Item 
Roller Type Capacity No. 
Nylon Equipment can ea 
yion quipmen Rigid 5500 Ib. 2MPR6 
Skates 6600 lb. 2MPR7 
13,200 Ib. 2MPR8 

. st, (2) Swivel 
Steel frame housing and built-in handles. (2) Rigid 2200 Ib. | 2MPR9 
Overall height is 434". Swivel 2200 Ib. 2MPT1 






Steering Bar 


Roller e——— 


Unit 
) ‘aad 
lron Equipment Rollers 


Rollers include a rigid chain of steel rolls that rotate around a central load plate 
within the frame. Steering bars allow precise control for maneuvering large 
machinery or navigating tight areas. Turning bar has swivel-top rollers with a 
spring-loaded 45° lock. 





Load Overall Overall Item 
Capacity Length Overall Width Height No. 
Equipment Roller 
; 3 3%" 3/6" 21D020 
8000 Ib. 10%" 5/4" 45/," 21D021 
15,000 Ib. 10%" oy/4" a. 21D022 
30,000 Ib. 1294" 6," 4S/," 21D023 
Overall Item 
For Use With Length No. 
Steering Bar 35 soe 
; 4 
No. 21D020 Roller Unit 495" 910025 
; 36" 21D026 
Nos. 21D021, 21D022, 21D023 Roller Units 495" °1D027 
Turning Bar 
Nos. 21D021, 21D022, 21D023 Roller Units 36" 21D028 
yj 
Hydraulic Pumps, Toe Hydraulic / 
Toe Jack f 


Jacks, and Rollers 


Hydraulic Pumps—Enable 1-person opera- 
tion or increasing load capacity with use of 
multiple jacks. Synchronous pressure pumps 
provide the ability to safely lift heavy loads 
with multiple toe jacks simultaneously. 


Hydraulic Toe Jacks—Made of high-grade 
stainless material. Include cast-iron toe, 
antislip pad on load surface, coupling adapter 
for remote operation of 2 or more jacks with 
a pump, and telescopic handle. Toe hook can 
be height-adjusted to the lifting point. Safety 
valve prevents overloading. Meet ASME/ANSI 
standards. 





Item 
Description Application No. 
Hydraulic Pumps f mwa F TI 
; se with Two 5, 10, 
Hydraulic Hand Pump 30 20-Ton Toe Jacks, 4YCT4 
se with Two 5, 10, 15, 
Hydraulic Electric Hand Pump 90 and 30-Ton Toe Jacks 4YCT5 
Item 
Load Cap. Lifting Height Max. Lifting Height Min. No. 
Hydraulic Toe Jacks 
2 tons 54" ¥" 4YDD6 
10 tons 6%6. %" 4YDD7 
15 tons 6%6 1" 4YDD8 
20 tons 6%6 16 4YDD9 
30 tons 6 Ye" 1%" 4YDE1 
Load Item 
Description Capacity L No. 
Rollers 
Black Roller 1650 Ib. 36" 4YCP6 
White Roller 2475 |b. 36" 4YCP7 
White Roller 9900 Ib. 36" 4YCP8 


MATERIAL HANDLING Scan. Order. Done. 
Caster Selection Guide Details on page A1. 


Caster Selection Guide 


Swivel Caster: Caster raceway capable of rotating 
360°. 

Rigid Caster: Fixed caster without a raceway, that 
can roll forward or backward, but restricted from 
swiveling 360’. 

Kingpinless Caster: Swivel caster constructed 
without a kingpin, provides a superior raceway for 
shock conditions. 

Bolt Hole Caster: Stemless caster where a stan- 
dard bolt is inserted into the hole and bolted to the 
equipment. 

Pneumatic Caster: Air-filled wheels, designed for 
low-speed manually moved applications, provid- 
ing a cushioned ride, shock absorption, and quiet 
operation. 

Semipneumatic Caster: Extra-thick, solid, soft 
rubber tire has no air and eliminates the risk of a 
flat tire. Designed to reduce the vibration and shock 
caused by floor surfaces which are not smooth. 


Cast-Iron: High-capacity and abrasion-resistant 
for easy rolling and long service life on concrete. 
Ductile-Iron: Superior resistance to breakage, 
cracking, and chipping for long service life in the 
most severe of applications. 

Forged-Steel: Indestructible in normal applica- 
tions and long service life. Used where floor 
protection is a secondary consideration, or for use 
on steel plates. 

Glass-Filled Nylon: Will not chip, absorb water, or 
breakdown in caustic environments. 

Neoprene: High resistance from oil and chemicals 
while providing sufficient cushioning to substan- 
tially lower or eliminate shock, vibration, and noise 
levels. 


O 


Friction Ring Threaded Grip Neck Round 


ieee 


Square Expanding Adapter § StrutChannel Threaded Ladder 


Stem Types 


Wheel/Tread 
Hardness Rating 


Measures the hardness of 
the wheel material—the 
higher the number, the harde 


Solid Rubber Wheel Caster: Designed for 
high-capacity applications, featuring a solid tire 
construction. they 
Brake: Prevents movement of the caster wheel. Diameter 
Not designed to stop moving equipment, nor Haat 
intended for use on ramps or inclines. aac 
4-Position Directional-Lock: Locks the swivel CASTER 
of the caster to a rigid position, for straight line 
travel. Swivel Radius 
Total-Lock: Simultaneously locks both the 
swivel and wheel of the caster to hold equipment 
in place. 
Flat-Free Wheel: Solid, super elastic solid one, 
rubber tire provides shock-absorption and load Diameter val 
handling characteristics similar to a pneumatic Height 
tire with the benefit of never going flat. STEM 

CASTER 


ee Width 


Swivel Radius 


Wheel Material Guide 


Nylon: Withstands solvents, corrosive environ- Rubber: Long-wearing wheel provides floor 
ments, and temperature extremes. protection and quiet operation. 

Phenolic: Highly resistant to oil, grease, gasoline, | Stainless Steel: Strong and durable design, 

and mild acids. Recommended for use on smooth ideal for use in a wet, corrosive, or sanitary 
concrete. Not recommended for wet applications environments. 

or use over rough surfaces. Steel: Provides strength and shock resistance with 
Polyolefin: Lightweight, one-piece solid sani- long service life and economy for use in rough 
tary design suited for use in wet and corrosive service conditions. 

applications. Thermoplastic Rubber (TPR): Chemical- and 
Polypropylene: Resists absorption and withstands __ water-resistant, absorbs shock and protects floors, 
most chemicals and solvents. while providing easy rollability. 

Polyurethane: Easy-rolling wheels, cushion 

loads, protect floors, and offer superior chemical 

resistance. 


Floor-to-Wheel Gui 


Forged Steel 

V-Groove Polyurethane 
Phenolic 

Hig Temperature Phenolic 
Hig Temperature Nylon 
Polyolefin 

Rubber on Cast Iron 


Cast Iron 
@ | Thermoplastic Rubber 


@ | Pneumatics 


Finished Wood Floor 


| 


a!lo!ln!ln!]Q]o/|o | Hard Rubber 


a/a!]a9!a/m]m|o | Rubber on Aluminum 
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| 
= : 
= 
mlala|a|/o]m|m|q | Soft Rubber 
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ood F =Fair X = Not Recommen 


Load Rating 
Load Rating is the maximum weight (Ib.) each caster 
can support individually. To determine the appropriate 
rating for your application, divide the total weight of 
the load by the number of casters that will support it. 
It is recommended that you utilize a safety factor and 
multiply your load capacity by 1.33. It is important to 


the material. The preferred bo 0 4 S choose a Caster with a capacity that exceeds, rather 


method is using either the 
Shore A or Shore D scale. 


1194 GRAINGER. 
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than meets, load requirements. 


SHORE D Load Rating = (Load Capacity x 1.33) 


No. of Wheel 
45 55 65 75 85 So eyes 





Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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* GRAINGER 
APPROVED 


Light-Duty Standard Plate Casters 


Light-duty standard plate casters install onto carts, dollies, food-service 
equipment, business machines, store fixtures, and similar equipment that 
will be moved manually at moderate speeds. Sometimes known as insti- 
tutional plate casters, these casters have zinc-plated steel frames and are eit Gaet 
suitable for transporting relatively light loads along smooth, flat surfaces Lager Swivel Caster 





; : ; ei: : No. 1ULJ1 : 
in offices, retail stores, schools, government buildings, and other settings oe heen 
where they won't encounter shock loading. 
SWIVEL 

Mounting SWIVEL; RIGID CASTER ay af 

Plate | CASTER | CASTER WITH BRAKE 
Wheel Wheel Load Mounting Mounting BoltHole | Item Item Item 
Dia. Width Rating Height Plate Size** Pattern No. No. No. 


Soft Thermoplastic Rubber Tread 
Plain Bearing 
2 ile 








75 Ib. 2/6 1K xX 2%e6 D 435X74 | 435X76 | 435X75 
4" 1" 135tb. 4% e 2" X 3M" D — 1UHN1 — 
Precision Ball Bearin 
a a rT 
' 4" ; 2" X 378° _— * . : 
4 +i" 950 Ib. Bye Dis" x 35" C — {UHZ3 — Swivel Caster Swivel w/ Brake 
5 1M 325lb. be 2" X 358" G 400K44 | 1UHZ4 | 1UHY9 * w/ oe Lock No. 33H636 
Roller Bearin No. 2G035 
J 
a : ; a "x 4" — — 435 
Delrin Bearing 
2S: 1%" 200 Ib. Ay," 24" x 3%" C 1UHW8 | 1UHZ1 1UHX3 * 
4" 56 0" xX 3Y8" _ —_ ' 
5 1%" 325 lb. = 6%e' 2 V2" x 3%" C 1UHX2 | 1UHY1 1UHX6 * f 
Soft Rubber Tread 
Plain Bearing Plate A Plate B Plate C Plate D 
9" Yo" 110lb. 26 — 2%" X 238" A 16D121 | 19YD35 | 16D122 
Ze 75 Ib. 2¥2" 1%6' X 2" D 3A814 — — 
2," 1%" 1/5 Ib. 3 YA 274 X 378 D 454Y33 _ 487682 
ZY’ 120 Ib. oe 194" x 29%" D 454Y32 | 487G73 —_ SWIVEL 
: Yi = 104lb. = 3's = 2%" X 238" A 16D123 — 16D124 Mounting SWIVEL; RIGID CASTER 
8 1%" 125 Ib. 3/4" 3¥e' x 4B" A 1UKP7 — — Plate | CASTER | CASTER WITH BRAKE 
1%" 195 lb. 374" 294" X34" D _ _ 400K69 Wheel Wheel Load Mounting Mounting BoltHole | Item Item Item 
1" 130 Ib. 47 242" xX 3% C 487G72 | 489A57 — Dia. Width Rating Height Plate Size** Pattern No. No. No. 
1%" 176 lb. = 5%e' o Xo. D —_ 19YD37 _ Hard Rubber Tread 
* 1% 738 i" oe on ; a D SHi8 = = ean reat 75 Ib 2h 17%" x 2Y, D 435X85 | 435X88 = 435X83 
g" 5 Ib. 5: "x bY" 187 — =— " ; 16" 8" X 16" 
1%" 250 lb. a. 4" x 514" D _ _ 487H08 9" Ye’ 150lb. = 2%68' 1X 2%6' B _ _ 33H636 
Precision Ball Bearing ZY _—-'150 Ib. 2/2" 1%" x 2%" D _ 33H/90 _ 

: 1%" 200lb. 6%6' 3%" X AY" B 440A72 — — 1" 100 Ib. 2" 1%" x 2%6° D 437V27 — — 
Roller Bearing 4" 1%" 1/6 lb. 5% 3'X 3" D 16D125 _ 16D126 
4" 2° 800 lb. 5%" 4" x 4% B _ 1INWJ1 _ a 1" 200 Ib. o/f" 22 X39 C 437V26 | 400K72 _ 

Delrin Bearing Delrin Bearing 
2 Ze 75 |b. 2¥2" 1%" x 2%" D 1UHH5 _ 1UHJ1 Dp 1¥%" 175 Ib. 3%" 2" x 3%" C 435X95 _ — 
Ys  100lb. 3% 12%'x2%' D 1UHH6 — 1UHJ2 : 14" 175 Ib. 3%" 2%" x 3%" C 1UKU1 _ 1UKU6 
3" 1%" 125 Ib. 3/4" 3 Ye" x 4Ve" A — 1UKR6 | 1UKR2 4 1%" 350 Ib. ove 3% x AY" C 454Y21 _ _ 
1%" 125 Ib. AY," 2%" xX 3%" C 490V58 | 490V50 _ 1%" 300 Ib. 5 4" x 5" D 1UKU4 — — 
44" 150 lb. = 3'%e" 2" x 39%" C 33H601 — — Hard Polyurethane Tread 
4" 1%" 150 Ib. 9 ¥" 2 V2" x 3%" C 490V60 | 490V52 | 49061 Precision Ball Bearing 
Firm Thermoplastic Rubber Tread 5 1%" 325 lb. 6%" 22" x 3%" C 49H605 _ _— 
Pain near 100 Ib BV; 194" x 2% D 1UHL1 ne neat ” q 390 Ib a” 4" x 4V; B 487G84 
; Us Ci 4" X 298" —_ — : e 16" "x 4%” —_ —_ 
8 ZY «120 Ib. 3" 194" x 29%" D 489A58 _— _ O° 1¥2" 440 Ib. 6%" 4" x 4%" B _— _ 487G88 
Precision Ball Bearing Hard Polypropylene Tread 
3" 1%" 200 Ib. AY," 2V2' x 3%" CG 4DE57 — — Plain Bearing 
1%" 210 Ib. AV," 2V2" x 3%" C _ _ 2G035 * 3 Ys" 210 lb. = 3'%e' KX 4K C _ _ 440A70 
oF 4%" 200lb.  4'%6" 2%" x 89%" C 4DE60 _ _ Precision oa Bearing. - —— 5 SAORI 330s ea 
Delrin Bearing : 4 8" 4" x 498" 
. 1%" 240 Ib. 6" 4" x 4%" B 487689 _ 487G83 a 1%" 300lb.  6%6" 3%" X 498" B 440A74 | 33J008 §33H645 
a nue! Tread Lo Fovoretin Tread 
ain Bearing ain Bearing 
2 1" 100 Ib. 3/4" 294" X 34" D _— _ 1UHT8 2. ZY 100 |b. 2¥2" 1%" x 2%" D 1UHP6 — 1UHR2 
4" 1" 120lb. 4a 2H" X BH" D _— — 1UHV3 a 1" 125lb. 3a 2a" x BM" D 426A77 — — 
5 TT 125tb. oe" 24" XK 3H" D _— 1UHU7 — 4" 1" 140lb. 4%e" 2a" x 3H" D 416P27 — — 
1%" 145lb. = 6%6" 2V2" xX 3%" C — —_ 1UHL7 a 1" 145lb. oe" 24" XK 3H" D _ _ 1UHR6 
Precision Ball Bearing 6" 1%" 400 Ib. 1%6" 3 Ye" x 4Ye" A 33J010 — —_ 
oe 1M" = 250lb. 4%6" = 2%" x 3%" C 1UHY3 — 1UHY7 * Delrin Bearing 
4" 1%" 300 Ib. oe 22" x 3% C _ _ 490V56 3 YM" 175 Ib. 34" 294" X 34" D 4X694_ 4X696 _ 
a 1%" 325 lb. 6% 2% X30 C _ _ 490V57 4 TY" 195|b. 46" a" x B54" D 426A81 | 426A82 _ 
Delrin Bearing TY" 255lb. 4 Me a" X 3! D 4X620 _ — 
32" M4" 250 lb. 4 %e 22" X 3%" C 1UHW9 _ _ 14" 220 Ib. DY" 244" X 34" D _ — 5UX74 
4" "115 tb. 4a 2" X BH" D — 1UHK2 — 5 1%" 220 Ib. o%' 2948 X 3%" D _ 435Y02 _ 
G 1%" 325 Ib. TY 2V2" x 3%" C 454N51 | 454N52 — 1%" 220 Ib. 54" 294" X 34" D 4X695 —_ — 
1%" ee b TY 3%" x 4¥e" C 454Y19 _ _ a r penile Tread 
Firm Polyurethane Trea oller Bearing 
Plain Bearing 1%" 350 Ib. AY," 34" x AY" B 33H775 _ _ 
3 TT 125tb. 8% 24" XK 3H" D 1UHN3 | 1UHP3 | 1UHN9 3 1%" 500 Ib. 3% A" x 4¥" B 426A89 _— _— 
4 1" 140lb. 4 %e 2" X 34" D — — 1UHP1 1%" 600 Ib. 3%" 3% x 44" A 426A88 _— 
ie ae p. ae ” Xx ae i 487694 | 487H07 TUHP? a pylon Tread 
; : © ID: oy" 4 xX 394" — — ain Bearing 
9 "145 |b. 5/4" 294 X 3V4" D 1UHN5 | 1UHP5 | 1UHN8 4" 1%" 330 Ib. J 4" x 3%" A 16D109 | 16D108 | 16D110 * 
Precision Ball Bearing 5D 1Y%3" 330 Ib. 6" 3%" x 4" A 16D115 | 160114 | 16D116 * 
2. 1%" sp b. ; es A Xx ee : _— 1UKA4 s5Y80 Be Iron Tread 
3 1%" 79 |b. 16" 2 Xx 3% — — 435 * ain Bearing 
1%" 250 lb. — o%e' 2%" xX 3%" C 4DE53  4DE54 — Z. 1 125lb. 26" 1 1%6' x 2%" D 1UKW6  1UKX7 | 1UKX2 
4" 1%" 350 lb. = o%e' 242" xX 3%" C 1UHZ7 | 1UKA6 | 1UKA2 ~* Dp" 1" 1/75lb. 3 As" 20 XD A 1UKW7 — — 
1%" 400 Ib. ove 248 X 3%" D 45XC24 | 45XC26 —45XC25 = * 1¥%" 175 Ib. 34" 244 X 3" D 33H7/32 _ 488197 
1%" 250lb.  6%6" 2V2" x 3%" C 4DE55 | 4DE56 _ Ys" 210 lb. 3's" 2% X 4H" D _— 33/089 _ 
5 1%" 350 lb. = 6%e' 24" xX 3%" C 1UHZ8 | 1UKA7 | 435X81 * 3 1%" 250 Ib. 3Y4" 3% x AY" A 1UKW8 1UKX9 | 1UKX4 
1%" 450 Ib. 64" 248 X 3%" D 45XC27 | 45XC29 | 45XC28 = * oe a 2: 36. ae Xe 5 ng Z _ — 
Delrin Bearing n 8" 90 Ib. 2. "Xo! — 
ch 1%" 175 Ib. 3/4" 294" X 34" D _ _ 400K66 4 1¥8' 250 Ib. 5. 36 xX 614" D _ 33J092 _— 
4" M44" 195 lb. 4M 6" 2a x 835" D _ _ 400K67 Roller Bearing 
5 1%" 220 Ib. o%" 294" X 34" D _ 435X69 | 400K68 4" 1¥%2" 450 Ib. a 3%6 X OY C _ 1UKY1 _ 


* With total lock. ** Mounting plate size based on swivel caster. See Grainger.com® for exact dimensions. 
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MATERIAL HANDLING Scan. Order. Done. 
Standard Plate Casters Details on page Al. 





* GRAINGER 
APPROVED 


Light-Duty Standard Plate Casters for Furniture 


- > Swivel casters mount onto chairs, furniture, and other office equipment that will be moved manually at moder- 
ate speeds. The casters have a decorative frame finish that enhances the look of the furniture or equipment. 
Also known as institutional plate casters, these casters are suitable for transporting light loads along smooth, 
flat surfaces in offices and other areas where they won't encounter shock loading. 










Copper Mounting 
No. 3A784 Wheel Wheel Load Mounting Mounting Plate Bolt Wheel Item 
- Tread Style Dia. Width Rating Height Plate Size Hole Pattern Bearing Type Frame Finish No. 
_ Soft Polyolefin Tread 2¥2" ¥" 75 Ib. a 1%6" x 2" D Precision Ball Copper 3A784 
[a Polished Brass 2 Re 75 1b. 2" 136" x 2" D Plain High Nickel 19YX29 
No. 19YX22 Soft Rubber Tread 2" 75 |b. 25%" 13/6" x 2" D Precision Ball Polished Brass 3A777 
2¥" ¥e" 75 Ib. 31" 13/6" x 2" D Precision Ball Copper 2G007 
Firm Vinyl Tread 2" 2 75 Ib. 2V" 1%6" x 2" D Precision Ball Polished Brass 19YX22 
2" 2 75 Ib. 2%" 1316" x 2" D Precision Ball Black Oxide 19YX23 
Hard Nylon Tread We" 1%" 75 Ib. 2%6 1%" x 1%" D Plain _— 454N49 * 
Hard Polyolefin Tread 2" 1%" 75 Ib. 258" 1%6' xX 2" D Plain Zinc Plated 437V29 
2: 2 80 Ib. 2%" 1%" x 2%" D Plain Chrome Plated 487G79 
; ‘ , Hard Polypropylene Tread = 2" 2" 80 Ib. 2%" 1%" x 2," D Plain Antique 490W20 
Nylon with 2" 2; 80 Ib. 2%" 1%" x 2%" D Plain Bright Brass 490W21 
Side-Pedal Brake Plate D Hard Polyurethane Tread 1'%6" 1%" 75h. 2%6' 1V2" x 1%" D Plain _— 454N50 
No. 454N49 * With side-pedal brake. 
* GRAINGER 
APPROVED 
Low-Profile and Easy-Turn Standard Plate Casters 


its stability while rolling. Easy-turn standard plate casters each have two wheels mounted on one axle, which 
- ( ) reduces friction between the floor and the wheels and allows the casters to swivel more easily than single- 
| wheel casters. Light-duty and medium-duty casters have steel frames and are used on carts, business 
machines, and other equipment that will be moved manually at moderate speeds along smooth, flat surfaces in 


= Low-profile standard plate casters install onto equipment that needs to stay close to the ground to maximize 





( ) areas where the casters won't encounter shock loading. 
SWIVEL 
chiar SWIVEL RIGID | CASTER 
Swivel Mounting CASTER | CASTER | WITH BRAKE 
Wheel Wheel Load Mounting Mounting Plate Bolt Wheel Item Item Item 
No. 16D120 | Dia. Width Rating Height Plate Size Hole Pattern Bearing Type No. No. No. 


Low-Profile Light- & Medium-Duty 
Firm Polyurethane Tread 











| . 136" 1%" 220 Ib. ao 298" X 298" B Precision Ball 22N062 — — 
XN ‘fi ca 134" 450 Ib. 316 3¥' x 44" A Precision Ball 33H701 33H703 — 
Firm Thermoplastic Rubber Tread 
Plate B 2. 1%" 330 Ib. 2% 3% 6 x 2%6° B Precision Ball 490V43 — — 
Hard Glass-Filled Nylon Tread 
cy 19/4" 800 Ib. 4" 3Y3' x 4Ve" D Precision Ball 416P22 1VJD8 — 
Hard Nylon Tread 
24." 1%" 550 Ib. 3%," 3%" x 4" A Roller 16D120 — — 
o: 15%" 1000 Ib. 316" 3" x 4¥%' D Precision Ball 487G75 _— 
Hard Phenolic Tread 
soi ; 15/4" 500 Ib. 3%" 4" x 4Y" B Roller — 33H707 «= 33H706 
st cae : : : 17 500d. 3%" Bx 4 A Roller — | 33H609 | 33H608 
o. 1VJD4 
Plate D Hard Polypropylene Tread 
19%" 590 Ib. 316" 3Y4" X BVA" D Precision Ball 454Y15 — — 
2 15/4" 500 Ib. 46" 3¥' x 44" D Roller — 1VJD4 ~— 
1%" 500 Ib. 4V46" 3Y3' x 4Ve" D Roller 1VJD5 — — 
~ Low-Profile Easy-Turn Light- & Medium-Duty 
Firm Polyurethane Tread 
2 7" 350 Ib. 24," 3¥4" X 35/4" G Plain 4W778 — — 
( ) 2 1" 220 Ib. 4" 298' X 298" A Plain 490V31 — 490V32 * 
Hard Nylon Tread 
2" %e 350 Ib. 24," 3¥4" X 35/4" G Plain 4RF58 a — 
e 2%" 1%" 1540 Ib. 3% 3 'Va0" x 36" D Precision Ball 22N195 — — 
: 3 1%" 1320 Ib. 4X6 = 310" x 31546" D Precision Ball 22N196 — — 
Plate G Hard Rubber Tread 
Swivel w/Brake 2" 7 200 Ib. 2'"6 3%" x 48" A Plain 26Y506 — 33H781 
No. 33H781 3 7 350 Ib. 3% 3" x AV A Plain 26Y510 — — 
Extra-Hard Steel Tread 
2 7" 590 Ib. 24," 334" G Plain 400K26 — — 
* With total lock. ¢ With four-position swivel lock. With four-position swivel lock and brake. 
Available Online 
Grainger’s CAD capability lets you 
download 2D drawings and 3D CAD files 
in your choice of format. 
> CAD available on select products. 
Go to Grainger.com® 
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MATERIAL HANDLING 
Standard Plate Casters 





Plate A Plate D 






Swivel Caster 
w/ Total Lock 
No. 416P20 


* GRAINGER 
APPROVED 


Debris-Resistant Standard Plate Casters 


Debris-resistant standard plate casters have thread guards that stop debris from 
getting into the casters’ axles and damaging or contaminating them. This helps 
extend the casters’ life when used in dusty or dirty environments. These casters 
mount onto carts, dollies, tables, storage racks, and other equipment that will 

be moved manually at moderate speeds. They are suitable for transporting 

loads along smooth, flat surfaces in areas where they won't encounter shock 
loading, such as laundry rooms, textile factories, offices, retail stores, schools, 
and government buildings. Light-duty casters are also known as institutional 
casters. Medium-duty casters can typically bear more weight and withstand 
more industrial conditions than light-duty casters. 


SWIVEL 
CASTER 
Mounting SWIVEL) RIGID | WITH 
Plate CASTER | CASTER) BRAKE 
Wheel Wheel Load Mounting Mounting Bolt Hole Wheel Item | Item | Item 


Dia. Width Rating Height 
Debris-Resistant Light-Duty 
Soft Phenolic Tread 


Plate Size Pattern Bearing Type | No. No. No. 


4" 2’ 600lb. 5%" 4" x 4" B Roller 4HXN3 | —_ | 4HXN4 * 
Soft Polyurethane Tread 
4" 2° 600lb. 5%" 4" x 4V B Roller _ — __|4HXH4 * 
2° 600lb. 5%" 2%'x 3%" C Roller _ — __|4HXH8 * 
Soft Rubber Tread 
3S 1M 195 1b. 8%" a xX 3% D Plain 5X728 _ 
a oe 
i] Wl ; Wl I 5 I el —— =—- 4 * 
i TV 330 Ib. 5 09x 396 D » Plain ° 5X730  — _ 
Soft Thermoplastic Rubber Tread 
3 1%" = 150lb. 394" 2a" x 34" D Delrin 1G190 | — _ 
1Y%4" 1/5lb. 4 e234" x 354" D Delrin 1G191 | — _ 
4" ns 60 b. sas send A rfecision Ball |437V21; — ee 
: _ 5x "x4V' oller _ — |4 * 
1%" 195lb. 5%" 25%" x 354" D Delrin 1G192 | 1G195 | — 
1%" 250lb. 6%6 2%'x 3%" C Precision Ball | 4DE68 | 4DE69 | — 
5° 1%" = 280lb. 64" aux 3%!" C Precision Ball 416P30| 2G063 
1%" 305lb. 6%6 3%'x4' A Precision Ball | 400K71 | 437V22 a16P21* 
1%" 400lb. 6%" 2%'x3%' C Precision Ball | 426A84 | 406P65 |400K28 * 
1%" 150 lb. 72a" 2%" x 39%" C Precision Ball |406P71; — (|406P72 
6" 1%" = 325lb.  7%e 2X 3" C Precision Ball | —  |406P66 |406P6/ 
— aus pone. ms 22" xX 34" C Precision Ball |400K30; — _ 
irm olyuret ane Trea 
1%" 175lb. 3%" 2" x 854" D Delrin 1G196 | 1G199 | — 
3° 1%" = 250lb. 4M" 2M x 3%" C Precision Ball | — | 2G047 | 2G029 * 
1M" 275lb. 444" 2%" x 3%! C Precision Ball |435X77| —  (|435X79* 
3" 144" 2/5lb. 4 %6' 2" x 3%" C Precision Ball |435X78 | 435X82|  — 
gy 1 195 1b. Ae 2" x 3% D Delrin 1G197 | 1G200 | — 
ee ee 
4" 8" 4X34 elrin _ — 
5 144" 315lb. 6%" 2" x 3%" C Precision Ball | 2G045 | 2G051 | 2G033 * 
1%" 315 lb. 6'%ea" 24%" x 3%! C Precision Ball 29XW86, — _ 
g' 1%" 300lb. 744" 2%" x 3%" C Precision Ball — — 
— bios eat 12¥%64" 22" X 3%" C Precision Ball | 3ENX9 | — _ | 3ENY1 
irm Rubber Trea 
4" 1%" = 250lb. 5% 2M x 3%" C Precision Ball |454Y10| 4DE66 | — 
. 6" r 1%!" oe i mu pe xs C Precision Ball | 3ENX7 | 3ENW8 |440A77 
irm Thermoplastic Rubber Trea 
5" 1%" 250lb. 6%6  2%'x 3%" C Precision Ball | 2LU81 | 2LU79 | — 
a ab 00 bb 6%6 2%" xX 3%" C Precision Ball |40N479 | 40N481 |40N480 
ard Nylon Trea 
iy. 1% 3380lb. 4%" 3%'x3'%e' OD Precision Ball |22N047; — (|22N048* 
3176 1%" 400 lb. 4'%6° 2%" x 3%" D Precision Ball |21HK19| — _ 
haa Pheact 3 ». of 3% xX3'%e  D Precision Ball |22N050; — (22N052* 
ard Phenolic Trea 
4" 2° 600lb. 5%" 4" x 4V%" B Roller — |4HXN6| — 
6" 2° /00lb. 7%" 4" x 4¥" B Roller _ — __| 4HXP3 * 
Hard Polyolefin Tread 
3 1%" 1/5 lb. 3894" a" x 3" D Delrin _ — | 5UX73 
— 5 iB mo o%" 4" x 4V" B Roller 4HXK9 | 4HXL3 43501 * 
ard Rubber Trea 
3 1%" 210lb. 394" a" x 3" C Delrin 2G301 | 2G303 | — 
Debris-Resistant Medium-Duty 
Firm Polyurethane Tread 
a 2° 1000lb. 6%" 4" x 4V%" B Roller — |1ULP4| — 
Ha Pi an 100 f. gy," 4" x 4¥%" B Roller 1ULP5 | 1ULP6| — 
ard Phenolic Trea 
6" "1200 lb. 7%" 4" x 4" B Roller 1ULP9 | 1ULR1) — 


* With total lock. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


For information on selecting casters, see page 1194. | 





No. 
22N149 
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Heat-Resistant 
Standard Plate Casters 


Heat-resistant standard plate casters have hard nylon wheels and can withstand 
continuous exposure to dry heat up to 480°F. They are used in areas such as 
bakeries, laboratories, light manufacturing facilities, pharmaceutical plants, and 
electronics parts testing sites. The casters have zinc-plated steel frames and 
mount onto racks and other equipment that will be moved manually at moder- 
ate speeds. These swivel casters can rotate up to 360°, allowing equipment to 
change directions while rolling. 


Plate C 





Wheel Wheel Load Mounting Mounting Mounting Plate Wheel Item 
Dia. Width Rating Height Plate Size BoltHole Pattern Bearing Type No. 
3% 1%" ~—- 330 Ib. AiR" 398" X 3'/e C Plain Bearings 22N137 
1% 2' 770 Ib. gy" A%6' x 5" C Plain Bearings 22N149 

Te = , 
Plate B Plate C Plate D ——s 
* GRAINGER 
APPROVED = 
= = igi 
Corrosion-Resistant Caster 
No. 5VP30 


Standard Plate Casters 


Corrosion-resistant standard plate casters have stainless-steel frames that 
resist rusting and withstand exposure to corrosives like water or cleaning 
chemicals used in food-service facilities, pharmaceutical plants, laboratories, 
cleanrooms, hospital waste areas, marine environments, and similar settings. 
The casters mount onto carts, dollies, tables, racks, and other equipment that 
will be moved manually at moderate speeds. They are suitable for transporting 
loads along smooth, flat surfaces in areas where they won't encounter shock 
loading. Light-duty casters are also called institutional casters. Medium-duty 
casters can typically bear more weight and withstand more industrial conditions 
than light-duty casters. 








SWIVEL 
CASTER 
Mounting SWIVEL) RIGID | WITH 
Plate CASTER CASTER) BRAKE 
Wheel Wheel Load Mounting Mounting BoltHole Wheel Item | Item | Item 
Dia. Width Rating Height Plate Size Pattern Bearing Type; No. No. No. 
Corrosion-Resistant Light-Duty 
Soft Rubber Tread 
2" Ye" 8olb. 2s 29% x29" B Plain 22N122 |22N126 |22N123 * 
3 1" 180lb. 3H" 2% x 2%' B Plain 22N124 |22N127 |22N125 * 
3% 1%" 305 Ib. 4" 398" X 3'%6" D Roller |44YU31; —  44YU43* 
3% 1%" 330lb, 42%" 3%'x3'%e' D Roller | 44YU46 |44YU58 44YU49 * 
Soft Thermoplastic Rubber Tread 
2: Ys" 110 lb. 2'%e' 238" x 258" B Plain 22N116 |22N120 22N117 * 
3% 1%" 240lb. 5%"  2%'x3%e' B Plain 44YU77, — |44YU40* 
Hard Polyurethane Tread 
4" 1M 275lb. YY" X 8%! C Delrin 23J808 | 23/809; — 
1%" =300lb. =6%68 = 2%" x 3%" C Delrin 233810 | 23/811; — 
Corrosion- & Heat-Resistant Light-Duty 
Hard Nylon Tread 
3% 1%" =330lb. 4% 3% x3%e' OD Plain 22N140; — (|22N142~ 
Hard Phenolic Tread 
"1%" 220 lb. 5%e 2" x 3%" C Plain 454Y20; — _ 
Corrosion- & Debris-Resistant Light-Duty 
Firm Rubber Tread 
a 1%" =325lb. 6%6e =—2"' KX 3%" C _ Precision Ball 487H28, — (455151 
6 1M" 325lb. 7M" AY" XK 3%" C _ Precision Ball, 455153, — (455154 
Firm Thermoplastic Rubber Tread 
4" 1%" = 300lb. 5% 2" xX 38% C __ Precision Ball 33H722 |33H726 40N489 
oo 1M%" = 325lb. = 6%6e = =—2Y" XK 3%" C Precision Ball 33H723 33H/27, — 
Corrosion-Resistant Medium-Duty 
Firm Thermoplastic Rubber Tread 
4" OO lb. 5%" 4" x 4¥" B Delrin 2L¥i8 2LY16  — 
6" 2° 500lb. 7%" 4" x 4¥" B Delrin 2LY26  2LY24,  — 
Hard Glass-Filled Nylon Tread 
4" 2° 800lb. 5%’ 4" x 4¥" B Roller 5VP31 | 5VP30) — 
a 2° 900lb. 6%" 4" x 4¥" B Roller 5VP33 | 5VP32,  — 
6" 2° 900lb. 7%" 4" x 4¥" B Roller 5VP35 | 5VP34,  — 
Hard Nylon Tread 
4" 2° 880lb. 5%’ 4" x 4¥" B _ Precision Ball 454M92 454M93 454N11 * 
4%" 2" — 1650lb. Be 4% x 5%" C Precision Ball, — — (22N247* 
Hard Polyurethane Tread 
4" 2° 600lb. 5%’ 4" x 4¥" B _ Precision Ball 454M90 454M91 40410 * 
5" 2° /50lb. 6%" 4" x 4¥" B Delrin 3G103 | 3G110 
2°) /50lb. 6%" 4" x 4¥" B Delrin 3G111 | 23J823,  — 
2° 880lb. 7%" 4" x 4¥" B _ Precision Ball 454M94.454M95,  — 
6" 2° 900lb. 7%" 4" x 4¥%" B __ Precision Ball) — — (454M88* 
2° 900lb. 7%" 4" x 4y" B Delrin 3G105 | 3G104,  — 


* With total lock. 
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For information on selecting casters, see page 1194. 
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Medium-Duty Standard Plate Casters 


Medium-duty standard plate casters mount onto carts, dollies, platform trucks, 
tool boxes, storage racks, and other industrial equipment that will be moved 
manually at moderate speeds. They have zinc-plated steel frames and are suit- 
able for transporting moderately heavy to heavy loads along smooth, flat surfaces 





Swivel Caster w/ 


Rigid Caster Swivel Caster 








No. 1VJA1 No. 1NWJ6 Four-Position Swivel Lock _ in industrial settings where the casters won't encounter shock loading, such as 
No. 490W06 shops, docks, warehouses, waste-disposal areas, and manufacturing plants. 
SWIVEL 
CASTER 
4 Mounting SWIVEL | RIGID WITH 
é 4 Plate CASTER CASTER, BRAKE 
Wheel Wheel Load Mounting Mounting Bolt Hole Item Item Item 
Dia. Width Rating Height Plate Size Pattern Brand No. No. No. 
i 1 ® fh Roller Bearing 
2" 600lb. 5%" 4" x 4%" B GA | 1NUW7 | 1NUW9 400K42 
, 2" 700lb. 5%" 4" x 4%" B GA | INWK1 |) 1NWJ9 | 487H29 t+ 
pete ria ">" 750 lb. 5%" 4"x4%"~=~S=&BSSSCGA~S«|”sS«—~S|CANUY3 | 1NUY2 
2 #50 1b. 7 4" x 4%" B GA | 1NUY1 _ _ 
2" 700lb. 6%" 4Vo" x 64" A GA — |455774| — 
2° 750lb. 6%" 4" x 4%" B GA | 400K50 | 400K52 400K43 
7 2" 1000lb. 6%" 4" x 4%" B GA 1ULP1 _— _ 
5" 2° 1050 lb. 6%" 4Vs" x 64" A GA |400K27, — _ 
2" 1050 lb. 6%" oxo D GA 1INVL7 | 1NVL9 | 1NVL8 
; 2" 1100lb. 6%" 5 Xo D GA__| 489A32 | 489A34  489A33 * 
: s 2"  1500lb. 6%" 4Vo" x 64" A GA _ 1INVR8 _ 
2" 800lb. = 7%" 4" x 4%" B GA | 400K53 400K55 400K54 
Plate C Plate D 2" 900lb. 7%" 4"x 4%" B GA | 1NUX4) — | 1NUX5 
2" 900lb. = 7%" 4" x 4" B Greenlee, — (|35MM28, — 
SWIVEL 2" 1200lb. 7%" 4" x 4%" B GA 1ULP2  1ULP3 | 1NVF4 + 
CASTER g' 2" 1200lb. 7%" oxo D GA | INVN1 | INVN3 | 1NVN2 
Mounting SWIVEL RIGID WITH 2" 1250lb. 7%" 4" x 4¥" B GA | 454Y22, — §49H599 
Plate CASTER CASTER BRAKE 2" 1250lb. 7%" 5 x5" D GA — | 489A37 | 489A36 * 
Wheel Wheel Load Mounting Mounting Bolt Hole Item Item Item 2" 1750lb. 6%" AY" x 64" A GA __| 1NVR9 = — 
Dia. Width Rating Height Plate Size Pattern Brand No. No. No. 2’ 1/501b, ¢% AVs" x 64" A GA — 1NVT1 _— 
Soft Monoprene Tread 2%" 1750lb. 7%" AVS" x 64" A GA | 1NVU7 | 1NVU8 _ 
Radial Ball Bearing 2" 900lb. 9%" 4" x 4%" B GA | 400K56 1ULK8 _— 
8" 2%" 350lb. 10% 4" x 4%" B Colson | 20PL93, — _ 2" 900lb. 9%" 4" x 4%" B Greenlee, — —  385MM24 
10" = 4%" = 440 Ib. EE 4" x 4%" B Colson | 25V158,  — _— 8" 2° 1200lb. 9%" 4Vo" x 64" A GA | 426A74 | 426A75,  — 
Soft Polyurethane Tread 2" 1200lb. 9%" 5 xo D GA | 1NVN4 | 1NVN6 | 1NVN5 
Precision Ball Bearing 2" 1250lb. 9%" 5" x 5A" D GA — | 489A40 490W05 
37/" 1%" 660lb. 5%" 3%'x3'%e' D GA | 22N164 489057 489C56 * 10") 2%" «$1750 lb. 11%" 4%" x 6%! A GA INVX2 | 1NVX3 _ 
1%" 770lb. 6%" 3%'x3'%e' D GA |22N167, — _ | 22N169 * Firm Rubber Tread 
3'%6 1%" =400lb. 41% 2%" x 3%" D GA _ — | 21HJ80 * Precision Ball Bearing 
4%" 1%" 770lb. 6%" 3%'x3'%e' D GA — (|22N168| — 4" 2"  400lb. 5%" 4" x 4%" B GA |29XU58) — _ 
Soft Rubber Tread 6" 2° 500 Ib: - 7 4" x 4%" B GA _ —  |29XU45 
Precision Ball Bearing 8 2" 600lb. 9%" 4" x 41" B GA _ 29XV52,  — 
3'%6 81%" 400lb. 5%’ 2%" x 3%" C GA |21HJ58) — _ Roller Bearing 
4! 1%" 400lb. 5%' 34" x 4" D GA — (21HJ59) — 8" 2" 500lb. 9%" 5" x 5" D GA _— _ 1INVH2 
1%" 440lb. 5%" 4" x 4¥" B GA | 454Y05 487G20, — Firm Thermoplastic Rubber Tread 
6" 2" 600lb. 7%" 4" x 4¥" B GA _ iNWG9; — Precision Ball Bearing 
3" 2" 600lb. 9%" AVS" x 6Y4" A GA _ — | 454N05 + 4" 2" 300lb. = =5%" 4" x 4%" B GA _ 4DE89 _ 
2" 660lb. 9%" 4" x 4%" B GA | 454Y07 | 454Y08, —-_ — g' 2" 500lb. 7%" 4" x 4%" B GA | 1NWH1 _ _ 
Roller Bearing 2" 500lb. = 7%" 4" x 4%" B GA — (|490V75, — 
4" 2" —350lb. 5%’ 4" x 4%" B GA | 1NWJ2 _ _ 8" 2° 600lb. 9%" 4" x 4%" B GA 2LY34 | 4DU12 _ 
a 2" 400lb. 6%" 4" x 4%" B GA | 1NWJ4 | 1NWJ3 — Roller Bearing 
2" 410 lb. 7%" 4" x 4%" B GA |1NWJ6 1NWJ5 ) — 4" 2" 300lb. 5%" 4" x 4%" B GA | 1NWR1| 5VP82 _ 
g' 2" 500lb. 7%" 4" x 4%" B Albion |30XK14, — _ 5" 2" 350lb. = 6" 4" x 41" B GA 5VP85 | 1VJC5 | 490V99 * 
2" 550lb. 7%" AVS" x 6Y4" A GA __| 454N01 _ _ g' 2" 500lb. = 7%" 4" x 4%" B GA | 1NWR5| 5VP86 49H614 
2° 600lb. 7%" 4" x 4%" B Albion | 32LG48 32LG47, — 2° 500lb. = 7%" 4" x 4%" B GA — __| 487H27 490W01 t 
2" 600lb. 9%" oxo D GA — |489A29, — 8" 2" 600lb. 9%" 4" x 4%" B GA 5VP89 | 5VP88 | 483N54 + 
8" 2" 600lb. 9%" 4" x 4%" B GA | 1NWJ8  426A76 — Hard Glass Filled Nylon Tread 
2. 6/5ib. 7" 4" x 4¥" B Albion |32LG49, — — Roller Bearing 
Soft Thermoplastic Rubber Tread 4" 2" = 800lb. 5%’ 4" x 4%" B GA |1NWN3;1NWN2,) — 
Precision Ball Bearing 5 2" 1000lb. 6%" 4" x 4%" B GA | 1NWN5 _ _ 
8" 2" 675\b. 9%" 4" x 4%" B GA |1NWH3 | 1NWH2, — 6" 2" 1200 lb. 7%" 4" x 4%" B GA |1NWN7,| 1NWN6, — 
Roller Bearing 8" 2" 1250 lb. 9" 4" x 4%" B GA |1NWN9| — _ 
4" 2 oo0lb. 59%! 4" x 4%" B GA 1ULH9 _ _ Hard Nylon Tread 
a 2" 400lb. 6%" 4" x 4%" B GA 1ULJ2 | 1ULJ4 | 1ULJ3 Plain Bearing 
6" 2" 450lb. 7%" 4" x 4%" B GA | 435X90 | 1NVD8 | 435X91 34%" 1M" = 3380lb. 4s = 2%" X 3% C GA | 21HJ94 | 21HJ95 | 21HJ96 * 
8" 2° 600lb. 9%" 4" x 4%" B GA | 400K49 435x920 — 3% 1%" 400lb. 5%" 242" x 3%" C GA — |21HKO2, — 
Firm Polyurethane Tread 3'%6 1%" =400lb. 41% 2%" x 3%" D GA |21HKO1, —  §21HKO03 ~* 
Plain Bearing 4" 1%" 400lb. 5%’ 2%" x 3%" C GA |454Y18, — _— 
oF 2" 1050lb. 6%" 4" x 4%" B GA ___| 29XU51 _ _ 4'1%e" 1%" 400lb. 5%' 24" x 35%" D GA |21HK10|, —  (21HK12 * 
Precision Ball Bearing Ti 2". 770lb. = 9Ys" BH" X 31M" C GA _ 22N150, — 
37/" 1%" 400lb. 5%" 242" x 3%" C GA — (|21HJ68) — Precision Ball Bearing 
1%" 400lb. 5%' 2%" x 3%" C GA — (|(21HJ84, — 34%" 1M" = 3380lb. 4s 2%" x 3% C GA |21HJ97, — | 21HJ99 * 
3 15/6" 1%" 400lb. 41%6" = 2%" x 35%" D GA |21HJ67, — = 21HJ71 ~* 37/" 1%" 400lb. 5%’ 2%" x 3%" C GA _ — __|21HK09 * 
1%" 400lb. 4'%6 = 2%" x 3%" D GA |21HJ83> —  —§21HJ85 * 1%" 770lb. 3%" 3%'x3'%e' D GA |22N185, — _ 
4" 2" 700lb. 5%’ AVS" x 6Y4" A GA _ —  |455U01 + 3 15/6" 1%" 400lb. 4'%6 = 2%" x 3%" D GA _ —  |21HK21 * 
47%" 1%" 400lb. 6%' 2%" x 3%" C GA — |21HnWJ73| — 1%" 400lb. 4'%6 = 2%" x 3%" D GA |21HKO7, — _ 
A156! 1%" 400lb. 5%' 2" x 3%" D GA |21HJ72, — | 21HJ74 * 1%" 400lb. 4'%6' 3%'x 3'%e' D GA |490254, — _ 
1%" 400lb. 5%' 2%" x 3%" D GA |21HJ89| —  §21HJ90 * 41%" 1%" 400lb. 4'%6e" = 2%"x 3%" D GA _ — |21HK23 * 
5 1%" 400lb. 6% 2%'x 3%" C GA — |19YP94, — 1%" 400lb. 5%’ 2%" x 3%" D GA |21HK16, —  (21HK18~ 
6" 2" 1250lb. 7%" 4" x 4%" B GA _ 5VG64 _ Roller Bearing 
8" 2" 1250lb. 9%" 4" x 4%" B GA |454N28, — _ a 2" 1000lb. 6%" 4" x 4%" B GA — |1NWN4, — 
* With total lock. ¢ With four-position swivel lock. With four-position swivel lock and brake. 
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Medium-Duty Standard Plate Casters Mounting ASTER | CASTER | BRAK 
Plate CASTER CASTER, BRAKE 
SWIVEL Wheel Wheel Load Mounting Mounting Bolt Hole Item Item Item 
CASTER Dia. Width Rating Height PlateSize Pattern Brand | No. No. No. 
Mounting SWIVEL RIGID WITH Hard Polyurethane Tread 
Plate CASTER | CASTER) BRAKE Delrin Bearing 
Wheel Wheel Load Mounting Mounting Bolt Hole Item Item Item 4" 2" 600lb. 5%" 4" x 4%" B GA _| 455U50 | 455U51 _ 
Dia. Width Rating Height Plate Size Pattern Brand No. No. No. Precision Ball Bearing 
Hard Phenolic Tread 4" 2" = 1000lb. 5%’ 4" x 4%" B GA |1NWP2,> 1NWP1,) — 
Ball Bearin J 2" 1000lb. 6%" 4" x 4%" B GA |1NWP4| 1NWP3) — 
5" 2" 1000lb. 6%" 4" x 4" B GA | 55KC24 | 55KC20 + 55KC13 6" 2" 1000lb. 7%" 4" x 4%" B GA |1NWP6 | 1NWP5) — 
2" 1000lb. 6%" AV" x 64" A GA |55KC10 | 55KC11, — 3" 2"  1000lb. 9%" 4" x 4%" B GA | 489019 489018 — 
g' 2" 1200lb. 7%" > xXo D GA | 55KC04  55KC06 | 55KC05 * 2" 1200lb. 9%" 4" x 4%" B GA — |1NWP7| — 
2" 1200lb. 7%" 4" x 4¥" B GA | 55KC14 | 55KC21 55KC15 Roller Bearing 
2"  1250lb. 9%" 5 x6 D GA | 55KC07  55KC09 | 55KC08 * 4" 2"  600lb. 5%’ 4" x 4%" B GA | 406U27 1VJB4 _ 
3" 2" 1250lb. 9%" AVS" x 6Y4" A GA |55KC12, — _ a 2 750 lb. 6%" 4" x 4%" B GA _ 1VJB6 (490W06 t 
2" 1250lb. 9%" 4" x 4¥%" B GA | 55KC22 55KC23,  — g' 2° 900lb. 7%" 4" x 4%" B GA _— 1VJB8 _ 
3" 2500lb. 10%" 4%'x6%' A GA | 55KC27 | 55KC28, _ — 2" 1200lb. 7%" 4" x 4%" B Albion |32LG44, — _ 
10" 3° 2900 lb. 11%" 4%"x6%' A GA | 55KC29 | 55KC30, —— 3" 2" = 1000lb. 10%" 4" x 4%" B GA — |54JE0 — 
Roller Bearing 2" 1000lb. 9%" 4" x 4%" B GA |29XU50,) — _ 
34" 2" 700lb. = 5%" 4" x 41" B GA _ 1NUZ5 _ Hard Rubber Tread 
1%" 450lb. 5%" 3%6'x 6%" C GA — |1UKW5| — Precision Ball Bearing 
4" 2" 800lb. 5%’ 4" x 4¥%" B GA 1NUZ6 | 435X70 | 1NUZ7 10" 2" 350 lb. = 12%" 4" x 4%" B GA — |25vT59| — 
2° =800lb. 5%" 4%" x BY" A GA — 455792 | 455U02 + Extra Hard Ductile Iron Tread 
2" 1000lb. 6%" 5 xo D GA INVK7 | 1NVK9 | 435X71 * Roller Bearing 
5: 2" 1000lb. 6%" 4" x 4" B GA 1ULL8 | 1ULN1 | 1ULL9 a 2" 1250 lb. 6%" 4" x 4%" B GA _ 1VJA1 _ 
2" 1400lb. 6%" 4Vs" x 64" A GA INVT4 | 1NVT5 _ 6" 2" 1250 lb. 7%" 4" x 4%" B GA _— 1VJA3 _ 
2° -12001b. 7% 5 xo D GA INVL1 | 1NVL3 | 1NVL2 * 8" 2" 1250 lb. 10%" 4" x 4%" B GA _ 1VJA5 _ 
6" 2" 1200lb. 7%" AVS" x 6Y4" A GA | 435X73 | 1NVT7 _ Extra Hard Iron Tread 
2" 1200lb. 7%" 4" x 4¥" B GA 1ULN2 | 1ULN4 | 1ULN3 Precision Ball Bearing 
2" 1200lb. 9%" 2 XOVe D GA INVL4 | 1NVL6 | 1NVL5 * 8" 2" 1250lb. 9" AVs" x 64" A GA _ — | 455U04 + 
3" 2" 1400lb. 9%" 4" x 4¥" B GA | 1ULN5 | 1ULN6 _ Roller Bearing 
2"  1750lb. 9%" AV" x 64" A GA 1NVT8 _ _ 3" 2" 700lb. 4%" 4" x 4¥" B GA | 1NWL2 |) 1NWL1 _ 
2¥" 1750\b. 9%" AVS" x 6Y4" A GA 1INVX6 | 1NVX7 _ 1%" 450lb. 5% 4" x 5" D GA |1UKW9| — 1UKX5 
10") 2%" = 1750lb. 11%" 4¥"x6y%' A GA INVX8 | 1NVX9 _ 4" 2" 700lb. 5%’ 4" x 4%" B GA |1NWH9 1NWH8, — 
Hard Polyolefin Tread 2"  1000lb. 5%’ 4" x 4%" B GA __| 33H771 | 33H770 | 33H671 
Roller Bearing 2" 1000lb. 6%" o Xow D GA — | 488U02 488799 
5" 2" 750lb. 6%" 4" x 4¥%" B GA — | 435x9 — 5" 2" 1000lb. 6%" 4" x 4%" B GA | 1INWL4 | 1NWL3 33H672 
2 800 lb. 6%" 4" x 4¥" B GA 1ULK9 — __|400K57 2" 1000lb. 6%" 4Vs" x 6Y4" A GA — |490V67, — 
g' 2 900 |b. = 7%" 4" x 4¥" B GA 1ULL3 | 1ULL5 | 426A80 2" 1200lb. 6%" eel D GA | 1NVH4 | 1NVH6 | 1NVP8 
2" 900lb. 7%" 2 Xoye D GA _ INVP3 | 1NVP2 2" 1200lb. 7%" ox Ove. D GA | 1NVR1 | 1NVR3 | 1NVR2 
2" 900lb. 9%" 9 X52 D GA — | 435x72, — 6" 2" 1200lb. 7%" 4" x 4%" B GA |1NWL6,> 1NWL5) — 
8" 2 900 |b. 9%" 4" x 4¥" B GA 1ULL6 | 1ULL7 _ 2° 1750 lb. 7%" AVS" x 6Y4" A GA | INVU2 | 1NVU3 _ 
2" 1000lb. 9%" oXole D GA 1INVP4 _ 1INVP5 2" 1200lb. 9%" 5" x 5" D GA | 1NVR4_ 1NVR6 | 1NVR5 
Hard Polypropylene Tread 2" 1250lb. 9%" 4Vo" x 64" A GA — |455u06 — 
Precision Ball Bearing 8" 2" 1250 lb. 9%" 4" x 4%" B GA |1NWL8 1NWL7) — 
6" 1%" 300lb. 7%" 3%" x 49" B GA _ —  |33H687 2" 1250lb. 9%" oxo D GA — |483N45, — 
Roller Bearing 2° 1750 lb. 9%" AVS" x 6Y4" A GA | 1NVU4 | 1NVU5 _ 


GA 25VT36 | 25V1T37 — Extra Hard Steel Tread 


4" 2" 450lb. o%" 4" x 4%" B 

5" 2" 500lb. 6%" 4" x 4%" B GA — |25vT39,) — 4" 2" 1000 lb. 5%" 4" x 4" B GA = INVC2 | 1NVC1 
2" 650 lb. = 6%" 4" x 4" B GA | 25VT38| — | 490V88 + 5 2" 1000lb. 6%" 4" x 4¥" B GA | iNVC3 | INVCS | 1NVC4 

6" 2" 650lb. 7%" 4" x 4" B GA | 25VT40 25VT41,  — 6" 2" 1200lb. 7%! 4" x 4" B GA | iNVC6  iNVC8 | 1NVC7 

8" 2" 850lb. = 9%" 4" x 4%" B GA | 25VT42  25VT43,  — 8" 2" 1200lb. 9%! 4" x 4y" B GA | iNVC9 | 1NVD2 | 1NVD1 


* With total lock. ¢ With four-position swivel lock. With four-position swivel lock and brake. 


* GRAINGER 
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Heavy-Duty Standard Plate Casters 


Heavy-duty standard plate casters have zinc-plated welded steel frames and a 
stronger kingpin than light-duty or medium-duty standard plate casters. They 
withstand heavy loads and frequent use and are mounted onto racks, utility 
trucks, production jigs, fixtures, and other heavy equipment used in industrial 
settings where the casters will be rolling along irregular or rough surfaces and 





may encounter shock loading. Rigid Caster Swivel Caster Swivel Caster w/ 
No. 455T93 No. 22N216 Four-Position Swivel Lock 
SWIVEL No. 490W24 


Mounting | SWIVEL | RIGID CASTER 
Plate | CASTER | CASTER |WITH BRAKE 


Wheel Wheel Load Mounting Mounting BoltHole | Item Item Item 
Dia. Width Rating Height PlateSize Pattern No. No. No. 
Soft Rubber Tread 


Precision Ball Bearing 


47f 2" 705 Ib. 6168" 4% 6" x 5%" C 22N216 | 22N217 | 22N218 * 
9'%e" 2%" 1870lb. 11%" 4%6'x 5%" C 489A74 | 489A75 | 489A77 * Plate A Plate B Plate C Plate D 
Firm Polyurethane Tread 
Precision Ball Bearing 
3% 1%" 770 Ib. 5Y2" 4" x 4%" B 489064 — — SWIVEL 
47f 1%" 770 Ib. 6" 4" x 4¥," B 489066 _ _— Mounting SWIVEL | RIGID CASTER 
57 2" 1650lb. 7%" 4%6'x 5%" C 489A69 _ _ Plate CASTER | CASTER |WITH BRAKE 
71/s! 2" 2200 Ib. 9%" 4%6'x 5" C 489A70 | 489A71  489A76 ~* Wheel Wheel Load Mounting Mounting BoltHole | Item Item Item 
3%" 2425|b. 9%" A4%6'x 5" C 489012 489D15 | 489D14 * Dia. Width Rating Height PlateSize Pattern No. No. No. 
3 2. 2000 lb. 9%" 4%"x6%" A — — 490W24 + Extra-Hard Iron Tread 
Hard Nylon Tread Precision Ball Bearing 
Precision Ball Bearing 3%" 1%" 880 Ib. 5Y" 3%" x 316" D 489D07 = — 
a 1%" 660 Ib. 4%" = 3%" xX 316" D 22N191 | 22N192 | 22N193 * TR z. 2425 |b. 9%" A%e' x V2" C 489D13 | 489D16 = 
3 1%" 1540 lb. 4'%6" 3%" x 3'%e" D 22N063  22N064 | 22N065 * Roller Bearing 
3%" 1%" 1540|lb. 5%" 3%"x 3'%e' D 22N066 | 22N067 | 22N068 ~* 8" 2" 1250 Ib. 9%" 4%" x6”! A 455795 | 455193 | 455796 * 


* With total lock. ¢ With four-position swivel lock. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1199 


MATERIAL HANDLING Scan. Order. Done. 
Standard Plate Casters Details on page A1. 









Swivel Caster w/ 


Swivel Caster Four-Position Swivel 


Rigid Caster 





No. 1VHT9 No. 5VH19 Neck and Brana 
No. 5VH92 

* GRAINGER 
HamI_L_Ton. APPROVED d } \ y E ‘ , 
Extra-Heavy-Duty Plate A Plate B Plate C Plate D 
Standard Plate Casters 
Extra-heavy-duty standard plate casters have forged steel frames and forged Swiver (AiGin aera 
or welded steel kingpins and can bear heavy loads. They tolerate more frequent Mounting oe CASTER CASTER WITH BRAKE 
use and withstand more shock and impact from rolling over rough or uneven Wheel Wheel Load Mounting Plate  BoltHole Item | Item Item 


ground than light-duty, medium-duty, and heavy-duty standard plate casters. sca re SU RC 


The casters are installed onto the bottom of dumpsters, trailer frames, die carts, Precision Ball Bearing 























and other heavy equipment used in industrial areas such as manufacturing 3%" af S850. Ae ee c GA a 22N108 — : 
H ' " 4 F 16 16 X 2 — 
plants, construction sites, and assembly plants. 3%" ay" 4850 1b GV" 58" x B74" GA | 22N101 22Ni09— 
SWIVEL 3156" 2%" 3850lb. 66 45%6'x5%" C GA — |22N077| — 
Mounting SWIVEL | RIGID CASTER 2% 3850 lb. 616" 4%e" x 512" G GA 22N075 — 22N076 * 
Mounting _ Plate CASTER | CASTER WITH BRAKE 47" 456" 7925 lb. By LAX D GA | 22N102 | 22N110,  — 
Wheel Wheel Load Mounting Plate Bolt Hole ltem ltem ltem — : 10%6 . 
Dia. Width Rating Height Size** Pattern Brand No. No. No. ging 24 33001D. Stic! 4%’ x5! C GA — _|(22Nn074, — 
Soft Polyurethane Tread 2¥%s" 5500lb. 8%" 5%'x6% D GA — | 22N080 — 
Precision Ball Bearing 5% 2% 5500lb. 8% 5%"x6%' OD GA | 22N078| — _ | 22N079 * 
2" 600 lb. 53%" 4" x 5" B Hamilton | 49H502 — — 2" 800lb. 5%" 4" x 5" B Hamilton | 49H524 _ 45RH66 + 
4" 2" 700lb. 5%"  4"x5" B Hamilton | 49H521|  — — 2" 975 Ib. 5%" A" x AR" B Hamilton | — | 49H531)  — 
2° 700lb. 5%" 4%"x6%" A Hamilton | 49H479) — — 4" 2° 2000lb. 5% 4° x5" B Hamilton | 49H509 | = — = 
2° 940lb. 7%" 4"x5" B Hamilton | 4DB64 | 4DB68 | 4DB66 + 2° 2000lb. 5%" 4" x 4%" B Hamilton | — | 49H534)  — 
; 2" O60lb. 734" 4Y%"x 6A" A Hamilton | 6AZJ6 = = 2" 2000lb. 5%" 4%'x6Y%" A Hamilton | 154M41 | 154F83 | 55HA25 + 
6 2° 1920lb. 73%" 6Y%'x6%" A Hamilton) — | 1VHR8) — 2° 7200'b. 5%" 4" x5" B Hamilton | =— — __| 49H518 + 
3" 9450 lb. 7%" 5" x 7" A Hamilton — | 45AN43 — g' 2" 1000lb. 7%" 4" x 5" B Hamilton | 49H525 49H532 | 49H519 + 
2 4200lb. 9%" A" x5" B Hamilton | 4DB65 | 4DB69 | 4DB67 + oT 4000lb. 8 5%'xX7Y%'" A Hamilton | 49H549 | 49H564 | 45RH68 + 
9 2° 1200lb. 934" 4%"x6%" A Hamilton | GAZJ9 | GAZNO | GAZL1 + Hard Phenolic Tread 
2" 2000lb. 9%"  4"x5" B Hamilton | 49H523 |  — — Roller Bearing 
2" 2000lb. 934" 4%'x6%" A Hamilton) 1VHT2 | — | 45RH59 t+ 4" 2° 800'b. 5% AN B__ Hamilton | 5VH91 | SVGS56 | SWH92 + 
Soft Rubber Tread 2" 800lb. 5%" 4%'x6%" A Hamilton | 5VH40 _ — 
Precision Ball Bearing 2 1200 |b. 5%" 4Y%"x6Y" B Hamilton =— 5VG67 = 
6° 2% ~540lb. 7%" 4%"x6%" A Hamilton | 1VHT8 | 1VHT9 | 1VHV1 + g' 2" 1200 1b. 7 AX" B Hamilton | 5WJ14 | = — _ | SWS +t 
8" 2%" 670lb. 10%" 4%'x6%" A Hamilton | 1VHU3 | 1VHU4 | 1VHV3 + 2" 1200'b. 7%" 4x6" A Hamilton | SVH56 | SVG34_| GAZKG + 
10" 2%" 790lb. 11%" 4%"x6%" A Hamilton | 1VHU7 | 1VHU8 | 1VHV5 + 3" 2000 Ib. 8" 5 "x7%" A Hamilton | SWHO7 | SVF96 | SVHO8 + 
Roller Bearing 2° 1400lb. 9%" — 4°x5" B Hamilton | 5WJ24 | 5VG72 | 5WJ25 + 
‘ 2" 1000lb. 934" 4%"x6%" A Hamilton | 1VHT4 | 1VHT5 | 45RH62 + 8 2" 1400 lb. 994" 4%" x6%' A Hamilton | 5VH64 | SVG38 | GAZLO + 
10°. 2%" 790lb. 11%" 4%'x6y%' A Hamilton | 5VH22 — = 3° 3000 lb. 10%" 5Y'x7M%' A Hamilton | 5VH16 | 5VGO2 | 5VH17 + 
Firm Polyurethane Tread 10" 3" 2900 lb. 12%" 5Ya'x 7%!" A Hamilton | 5VG@98 | 5VF92 | 5VG99 + 
Precision Ball Bearing Hard Polyurethane Tread 
7% 3%" 3525lb. 10° 5%"x6%' OD GA | 489021; — _ | 489D22 * Precision Ball Bearing —_ . 
11%%6" 256" 3950lb. 14" 5%"x6%' OD GA _| 489D18 | 489D20 | 489D19 * ge 2 975 1b. 5% AX! B Hamilton | 49H506 | — | 49H515 + 
2" 750lb. 5%" — 4"x5" B Hamilton | 5VH87 | 5VG54 | 45RH73 + 2" 975 Ib. 5%" 42x 6%" A Hamilton | 49H473 | 49H489 | — 
4" 2° 750lb. 5%" 4%"x6%" A Hamilton| GAZJ1 | — | GAZKO + 2° 1560 'b. 7 AX" B Hamilton | 49H507 | = — = 
2" 900 lb. 5%" 4%"x6% A Hamilton | 49H470 | 49H486 = 6" 2° 1560lb. 7%" 4%'x6%" A Hamilton | 49H474 | 49H490 _ 
2" 1500lb. 5%" 4%'x6%" A Hamilton| 1VHP8 | — | 45RH56 +t 3° 3500 lb. 8" SY x7%" A __—Hamilton | 49H555 | 49H570 | = — 
”  4200lb. 7%" 4" x 5" B Hamilton | 5VWJ08 = = 3" 2" 2500lb. 9%" 4%'x6%" A Hamilton — | 45AN50 — 
2" 1200lb. 734" 4%"x6%" A Hamilton | GAZJ3 | GAZL4 | GAZK3 + 3" 4000 Ib. 10%" S¥'x7%" A Hamilton | — | 49H571)  — 
"9400 Ib. 734" 41%" x 6%" A Hamilton | 1VHR5 = == 10" 3" 4000lb. 12%" 5Y%'x 7%!" A Hamilton | 49H557 | 49H572 _— 
6" 2" 2400lb. 734" 6%'x6%" A Hamilton| 1VHR5 | — — Tapered Roller Bearing —— 
2%" 1600lb. 7%" 4%'x6%" A Hamilton | 1VHT6 | 1VHT7 | 1VHU9 + 4000 Ib. 10%! 5%'x7%' A __ Hamilton | 49H556 | = — = 
3" 900lb. 8 5%'x7% A Hamilton| — — | 45RH75 + Extra-Hard Iron Tread 
3" 2200lb. 7%" 4%'x6%' A Hamilton | 55HA50 | 55HA46 | 55HA22 + Precision Ball Bearing 
3" 9900 lb. 8 £5Y%'x7% A Hamilton | 5VHO1 | 5VF93 —- 4 2" 1000lb. 5%" 4" x 5" B Hamilton | 5VH89 | 5VG55 | 45RH63 + 
1400 lb. 91%" A" x 5" B Hamilton | 49H505 = 49H514 + 2" 1000lb. 5%" 4%"x6%" A Hamilton | 6AZJ2  6AZL3 | GAZK1 + 
2" 1500lb. 9%" = 4"x5" B Hamilton | 5WJ20 | 5VG70 | 45RH76 + g' 2" 1400 Ib. 7! 4X5" B Hamilton | 5VJ12_| 5VG66 | 45RH64 + 
8 2" 1500lb. 934" 4%"x6%" A Hamilton | GAZJ7 | GAZL8 | GAZK8 + 2° 1400 1b. 7%" 4% x6! A Hamilton | GAZJ5 | — __| GAZKS + 
2%" 2000lb. 10%" 4%"x6%" A Hamilton | 1VHU1 | 1VHU2 | 1VHV2 + 3" 2" 1500lb. 9% 4" x 5" B Hamilton | 5WJ22 | 5VG71 | 45RH65 + 
3" 2500lb. 10%" 5%'x7%' A Hamilton | 5VH10 | 5VF98 | 5VH11 + 2" 2000 Ib. 9%" 4% x6%" A Hamilton | 571276 | =— | 571275 + 
2¥s" 2200 lb. 11%" 4%"x6%" A Hamilton | 1VHU5 | 1VHU6 | 1VHV4 + Roller Bearing a 
10" 3") 3000 Ib. 12%" 5%'x7%' A Hamilton | 5VG92 | 5VF89 | 45RH77 + ' 2" 1200Ib. 8" AM x6%" A GA___| 489D75 | 489011 | — 
3" 3600 lb. 12%" 5" x7M' A Hamilton | 49H548 = — 2¥2" 2200lb. 7%" 4Y%"x bY" A Hamilton | 5VH24 | 5VG15 _ 
Roller Bearing Extra-Hard Steel Tread 
9 3" 990lb. 11" 8%'x8%"  D Hamilton | 1VHK5 | 1VHK6 | = — Precision Ball Bearing = 
3" 7000lb. 11° 8%'x8%"  D Hamilton) — — | 1VHJ7 + 2° 2000'b. 7% 4'x5 B Hamilton | 5WJ10 | — = 
3" 9900lb. 11%" 4u"x6y%" A Hamilton | 5VH19 = = 6" 2° 2000lb. 7%" 4%'x6%" A Hamilton | 6AZJ4 | 6AZL5 | 6GAZK4 + 
io’ 3 60001Ib. 13" 8%"x8%" DD Hamilton | 1VHK7 | — | 1VHJ8 + 3° 4000 'b. 8" 5’ x74" A Hamilton | SVHO3_ SVF94 | — 
: ; aan 8" 3" 4000lb. 10%" 5%'x7%" A Hamilton | 5VH12 | 5VF99 | 5VH13 + 
4 a 13 8%! x 8%! =D Hamilton) | — — | WHI + 10° 3° 4000lb. 12% 5vs*x7% A Hamilton 5VG94  5VF90 — 
Tapered Roller Bearing Extra-Hard Thermoplastic Rubber Tread 
i » 10,000 a ' ‘ ; Precision Ball Bearing 
10" 4 ib. 13" 8%"x8%"  D — Hamilton | 1VHK9 | 1VHL1 | 55HA35 + 3" * 4400 Ib 996 4 xB A Hamilton |) ZO 
* With total lock. ¢ With four-position swivel lock. With four-position swivel lock and brake. ** Mounting plate size based on swivel caster. See Grainger.com® for exact dimensions. 
1200 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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oS MATERIAL HANDLING 
Ool™ GHaInGER CON Standard Plate Casters 


For information on selecting casters, see page 1194. 











i . 
Plate A 
q , 
Plate B 
Swivel Caster w/ Swivel Caster ‘ : 
Four-Position Swivel No. 49H573 . With Side-Pedal Brake 
Lock and Brake No. 449U04 
No. 55HA33 
\ a} 
SW PWGRAINGER Plate D 
GA pees HaQmiILTron. ( > 


Super-Duty Standard Plate Casters 


Super-duty standard plate casters have forged steel frames and forged steel 
kingpins and can bear very heavy loads. They tolerate more frequent use and see 
withstand more shock and impact from rolling over rough or uneven ground Plate A 
than light-duty, medium-duty, heavy-duty, and extra-heavy-duty standard plate 
casters. These casters mount onto die carts and other heavy equipment used 
in shipbuilding sites, aerospace plants, automotive factories, steel mills, heavy é y 
equipment manufacturers, and other industrial operations. 





~ 








SWIVEL 
CASTER \ ‘A 
Mounting SWIVEL RIGID WITH ow ee 
Plate CASTER |CASTER| BRAKE 
Wheel Wheel Load Mounting Mounting Bolt Hole Item | Item | Item Plate B 
Dia. Width Rating Height Plate Size Pattern Brand No. No. No. Without Brake 
Firm Polyurethane Tread No. 31AR68 


Precision Ball Bearing 





6 3" 2100lb. 8" 5M"x7%" A GA | 455164 |455T65| — 
8" 3" 2500lb. 10%" 5u%'x7%" A GA _| 489D54 | 454N06/| 489D55 + 
10° 3" 3000lb. 12%" =5Y'x7%' A GA | 454N29 |454N30)  — + 
Tapered Roller Bearing GRAINGER 
"3° 3500lb. 11" 8%" x8%"  D _Hamilton| 5VH82 | 5VG5O | 5VH83 { APPROVED © GREENLEE. 
. 4" 5000lb. 13" = 8%"x8%"  D —_ Hamilton | 5VH73 | 5VG45 | 55HA29 + 
10 . 
4" 5000 lb. 13" = =8%'x8%" D Hamilton) — — | 5VH74 + 
jo 4 6000 Ib. 15%" 8%" x 8%" D__Hamilton | S5VH75 | 5VG46 | 55HA3O + Standard Plate Caster Kits 
4" 6000 lb. 15%" 8%"x8%" D Hamilton) — — | 5VH76 + | Standard plate caster kits contain parts for replacing worn or damaged casters 
Tapered Rolley Bearing on equipment or adding new casters to equipment. The kits each include two 
g 3" 3500Ib. 11" 8% x8%  D  Hamilton| — | — |55HA33+ | Swivel plate casters and two rigid plate casters that are used together to allow 
Hard Rylon Tread the equipment to both maneuver around curves and obstacles and maintain a 
recision ba earing F ; - “41 : : : 
5 3 3500 Ib 8 SW KT GA —~7 455766) 455171 ¢ straight course while rolling. Each kit's load rating is the sum of the load ratings 
at 3" 6500lb. 10% 6Y'x7% 8B Hamilton | GAZN4 | GAZP2 | GAZN8 + | for all the casters in the kit. All the casters in these kits have roller bearings, 
a 3 on " 4 ; eee X eee ; pamrton ‘gues the = which are suitable for moving heavy loads. NSF-listed standard plate caster 
: : " 2" X BY2' amilton = tet Saal a 
i” 4" 40.000Ib. 15%" 8x8" D Hamilton 49H575 49H581/ — kits satisfy the National Sanitation Foundation S (NSF) rigorous testing require 
Hard Phenolic Tread ments for casters that are used in environments where they will be exposed to 
Roller Bearing frequent washdowns, oils, or chemicals. 
6" 3" 2000lb. 8 5Y%'x7% A GA | 489052) — | 489D53 + 
10" 3" 2900 lb. 12%" =5Y'x7M%' A GA | 489049' — | 489D50 + Mounting 
Extra-Hard Steel Tread Kit Plate 
Tapered Roller Bearing Wheel Wheel Load Mounting Mounting Bolt Hole Item 
3" 10,000lb. 8%" 6%'x7%" B Hamilton | 6AZN1 | 6AZN9 | 6AZN5 + Dia. Width Rating Height Plate Size Pattern Caster Brake Type Brand No. 
6° 3" 12,000 Ib. 10" 8%'x8%" DD ———Hamilton | 5VH78 | 5VG47 | 5VH79 { | Soft Polyurethane Tread Sei e 
3" 12000lb. 10° 8%'x8y%" D Hamilton = — |55HA31 t+ 6 2" 4800 lb. 7 ye 4 x Ave B No Brake Included GA 5PKJ2 
3" 10,000 Ib. 10%" 6%'x7%' 8B Hamilton | 6AZN3 | 6AZP1 | GAZN7 + 8 2" 4800 lb. 9%" 4'x4% B No Brake Included GA SPKJ3 
3" 14,000 Ib. 11" 8%'x8%" ——D ———Hamilton | 5VH80 | 5VG49 | 5VH81 + | Soft Rubber Tread eee 
8" 3" 14,000lb. 11" 8%'x8%"  D Hamilton) — | — | 55HA32 + 6° 1%" 4800 Ib. 7%" 4"x 4%" A Face Contact Brake GA ALLN4 
4" 17,000!b. 11" 8%'x8%" —-D_———Hamilfon | 5VH84 | 5VG51 | 5VH85 + 6 22200 1b. 7 ax 4%’ BS sNo Brake Included _ GA __489D05 
4° 17,000 lb. 11° 8%"x8%" D Hamilton = — |55HA34 + 8 2 2400 lb. 9% 4"x 4% B No Brake Included GA 5PKH9 
3" 16,000 lb. 13" 8%'x8%" —D_———Hamilton | 5VH68 | 5VG42 | 5VHe9 + | FirmPolyurethane Tread 2 
10" 3" 16,000lb. 13" 8%'x8V%" D Hamilton —_— — |55HA27 t+ 4’ 1% 3200 Ib. oa" ad X Av" A No Brake Included GA 437V70 
4" 18,000 lb. 13" 8%"x8%" D Hamilton | 5VH70 | 5VG43 | 5VH71 + 6" 2 3600 Ib. aca 4x Ay B Side Pedal Brake Greenlee 449U04 
4" 18000 lb. 13° 8%"x 8" D Hamilton = — |55HA28 + 8" 1% 5000 Ib. a2 a X aa A Side Pedal Brake GA 437V68 
t With four-position swivel lock. With four-position swivel lock and brake. Fin fant wt” Ib. 9% Ax 472 B Side Pedal Brake__Greenlee_449U05 
6" 2" 2400lb. 7% 4'x4%" ~— B No Brake Included GA  5PKH8 
Hard Nylon Tread 
6" 2° 4800lb. 7%" 4'x4%' ~ B No Brake Included GA  5PKJ4 
8" 2° 4800lb. 9%" 4'x4%" ~ B No Brake Included GA  5PKJ5 
Hard Phenolic Tread 
CAD DRAWINGS 4" 2" 2100lb. 5% 4'x4%" B No Brake Included GA  24WA38 
= = 5" 2° 2700lb. 6%" 4'x4%" iB No Brake Included GA 24WA39 
Available Online a> * 6° 2" 3600 lb. 7% 4"x4%" Bs NoBrake Included GA  24WA4O 
. , AF 2 Ay Hard Polyolefin Tread 
Grainger’s CAD capability lets you t < 5" 2" 2600 lb. 6%" 4'x4%" B _—NoBrake Included GA  435X97 
download 2D drawings and 3D CAD files PA <- a = 2" 3000. : 7%" A'x AY" B No Brake Included GA  435X98 
. . Gam ard Polypropylene Trea 
in your choice of format. 4’ 2" ~=1800lb. 5% 4'x4%'  B  NoBrakelncluded GA  31AR68 
; Extra-Hard Steel Tread 
> CAD available on select products. 4" 1%" 3200lb. 5% 4x4 A NoBrakelncluded GA  437V69 
Go to Grainger.com® 6" 2° 2700lb, 7%" 4" x 4! B No Brake Included GA 4LLN3 
8° 1%" 5000lb. 9%" 4'x4%" A Side Pedal Brake GA _ 437V67 
* NSF listed. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1201 


MATERIAL HANDLING Scan. Order. Done. Die: 
Kingpinless Plate Casters Details on page A1. 


For information on selecting casters, see page 1194. 








*ces 42) samuron. colson 
ae Kingpinless Plate Casters 


Kingpinless plate casters do not use a kingpin to hold the caster together. They 

, distribute weight more evenly, roll more smoothly, tolerate higher speeds, and 
\ can better withstand impacts and shock forces than standard plate casters, 

and they are suitable for industrial applications where they will be rolling on 
J rough or uneven surfaces. Light-duty triangular-mount casters have a 

triangular mounting plate and can be installed in areas where a caster with a 
Plate B square mounting plate would not fit. Medium-duty casters have zinc-plated 
steel frames and are suitable for pushing and lightly towing carts and trucks in 
assembly lines, metal fabrication, and waste- and scrap-disposal applications. 


Medium-Duty 
Swivel 
No. 5VF73 









Extra-Heavy-Duty 
Swivel w/ Brake 














No. 4W704 f ; ; 
. Heavy-duty casters have zinc-plated or powder-coated steel frames and are 
1 suitable for pushing and towing carts, trucks, and equipment in heavy manu- 
i ; facturing plants and automotive assembly lines. Extra-heavy-duty casters 
aS have thick steel frames and are suitable for pushing and towing carts, dollies, 
sae trailers, heavy machinery, storage tanks, gantry cranes, and other equipment 
in heavy industrial operations. Super-duty casters are suitable for pushing or 
towing equipment such as gantry cranes, storage tanks, and large machinery 
« in automotive and aerospace manufacturing, shipbuilding, and airport ground 
support operations. Easy-swivel extended-lead casters take less effort to 
start rolling, provide better tracking, and create less chatter (wobble) than plate 
Super-Duty casters with standard-length leads. Easy-turn casters each have two wheels 
Swivel mounted on a single axle, which reduces the friction between the floor and 
No. 1VHW9 Plate E 
the wheels and allows them to swivel more easily than single-wheel casters. 
Corrosion-resistant casters have stainless-steel frames that resist rusting 
when used in areas where they will be exposed to water, cleaning chemicals, 
and other corrosives. 
SWIVEL SWIVEL 
Mounting SWIVEL} RIGID | CASTER Mounting SWIVEL) RIGID | CASTER 
Plate CASTER | CASTER WITH BRAKE Plate CASTER | CASTER WITH BRAKE 
Wheel Wheel Load Mounting Mounting Bolt Hole Item Item Item Wheel Wheel Load Mounting Mounting Bolt Hole Item Item Item 
Dia. Width Rating Height Plate Size Pattern Brand No. No. No. Dia. Width Rating Height Plate Size Pattern Brand No. No. No. 
Light-Duty Triangular-Mount 5" 2° 900lb. 6%" 4" x 471A" B GA | 29XV37 45XC01; — 
Hard Phenolic Tread 2° 1250lb. 6%" 4"x4%" B GA |45XA99° — — 

3° 1%" 380i. 4%" 5%"x5%" CE GA | 5VF67 | — — 2) 720. 7% 4x4" B GA _|45xc03,  — — 

4" 1%" 550 lb. 5%" 5x5" CE GA | 5VF68) — — 6" 2° 720lb. 7% 4x4" B GA | 29XV39 45xC04)  — 
Medium-Duty 2. 1760. 7% 4x4" B GA — — | 455762 + 
Soft Polyurethane Tread 2° 880lb. 9% 4x4" B GA |29xvV49,  — — 

8" 2° 1500lb. 9%  4"x 4%" B GA — — | 489039 2° 880lb. 10% 4'x4%" B GA | 45XC08 /45xXC10;  — 
Soft Rubber Tread 2° 880lb. 10% 44%"x6u%" A GA |45xC11, — — 

4" 2" 400lb. 5%" "x 44" B RWM_ |29XV13|29xV14;  — 2" 880lb. 10%" 4%"x6%" A GA |45xCi2, — — 

5 1%" 440 lb. 6%" ax 41%" A GA | 5VF71 | 5VF61 |  — 2° 2200lb. 9%" 4"x 4%" A GA | 2GML2/2GML3;  — 

2° 500lb. 64 4x4" B RWM_ |29XV19 | 29xvV20, — Hard Phenolic Tread 

61% ~660lb. 7%" 4"x 4" A GA | 5VF73 | 5VF63 |  — 3%" 2" 700. 4" x 4" B GA |490Wi1; — — 

8 1% 880lb. 9%"  4"x 4%" A GA | 5VF75 | 5VF65 |  — 4" 2° 700lb. 5% 4'x4V" A GA | 5VF70  5VF60 | — 
Soft Thermoplastic Rubber Tread 2° 800lb. 5% 4" x 4%" B GA (489032, — _ 

6" 2” 600lb. 74 4x4" B GA | 4DE96 | 4DE98 | — 5" 2° 1000lb. 6% 4x4" B GA | 5VF72,  — — 
Firm Nythane Tread 6" 2° 1200lb. 7% 4x4" B GA (489064 5VF64 | 489D65 + 

5 1% ~—550lb. 64" 4" x 4" A GA |16D129; — — 2° 1200lb. 7% 4x4" B GA | 5VF74,  — — 

8" 2° 880lb. 9% 4"x 4" A GA (16D133,  — — 8" 2° 1400lb. 9%" 4"x 4%" B GA | 5VF76 | 5VF66 | — 
Firm Polyurethane Tread Hard Polyurethane Tread 

4" 2° 650lb. 5% 4x4" B GA  |49H860/49H862| — 4" 2° 600lb. 5% 4x4" B GA | 1WB5; — — 

2. 750lb. 64% 4x4" B GA |49H863 49H864; — 5 2° 750lb. 6%" 4x4" B GA | 1WB7)  — — 

5" 2° 990lb. 6%" 4%"x6u%" A GA (455773, — — 2. 770lb. 7% 4x4" B GA (454M61,  — — 

2° 1000lb. 6%" 4"x 4" B Colson | 1WJA8 | 1WJA7)  — 6" 2. 900lb. 7% 4x4" B GA | 1WB9) — — 
2° 1050lb. 6%"  4"x 44" B RWM |29XV17/29xVi8) — 2° 1000lb. 7% 4x4" B GA | 4DE80 4DE81 |  — 
2° 1000lb. 7% 4"x4%" B GA | 42319 49H867|  — 8" 2° 1000lb. 10% 4"x4%" B GA |440A60,  — — 
2 1200lb. 7%’ 4" x 471A" B GA | 489070 489073 | 489071 + Hard Thermoplastic Rubber Tread 
2° 1200lb. 74 4"x 4%" B GA — — /490W16 + 5 2° 1000lb. 6%" 4x4" B RWM |29XU43; — — 
6" 2°. 1200lb. 7%" 4%" x6”! A GA —_ — 489D77+¢ Extra-Hard Ductile Iron Tread 
2° 1230lb. 74 4x4" B RWM_ |29XV23/29xV24, — 5 2° 1500lb. 6%" 4x4" B GA | 1WA2; — — 
2° 1650lb. 7% 4"x 44" B GA — — __| 455761 6" 2° 1400lb. 7% 4x4" B GA | 1WA4) — — 
3" 2000lb. 7%" 4%"x6%" A GA _36HW7136HW72|  — 8" 2" 1400lb. 10% 4"x47%" B GA | 1WAG) — 
2° 1200lb. 9%" 4"x 4" B GA _|19YW82/ 49H870|  — Extra-Hard Iron Tread 
2° 1250lb. 9%" "x 4" B GA — — | 489C72 + 6" 2° 1200. 7% 4x4" B GA |489D63; — | 489C46 + 
8" 2° 1250lb. 9%" 4%"x6uy" A GA — — | 489078 + 8" 2° 1400lb. 9%  4"x 4%" B GA (489067, — | 489C47 + 
2° 1500lb. 9%"  4"x 44" B RWM_|29XV29 | 29XV30,  — Heavy-Duty 
2° 1500lb. 9%" 4" x 4in" B GA |490wW09) — _ Soft Polyurethane Tread 
Firm Rubber Tread 4" 2° 600lb. 5%" 4"x 5" B Hamilton! — — | 45AN20 + 

4" 2” 300lb. 5% 4x4" B GA | 29XV35/29XV36| — 6" 2° 960lb. 74" 4"x 5" B Hamilton) — — | 45AN54 + 

6" 2. 500lb. 74 4x4" B GA | 29XV41 29xV42;  — 2° 1230lb. 7% 4x4" B RWM | — — _/|530G35 + 

8" 2” 600lb. 9% 4"x 4" B GA |29XV51,  — — 3" 2° 1200lb. 9%" Ax 5" B Hamilton) — — | 45AN05 + 
Firm Thermoplastic Rubber Tread 2° 1500 lb. 9%" 4" x 417" B RWM |530G39|) —  (53CG42 tf 

4" 2° 300lb. 5% 4"x 4" B GA |440A59; — — Soft Rubber Tread 

5" 2° 350lb. 64% 4x44" B GA | 1WC6) — — 5 2° 600lb. 6% 4x4" B RWM |53CF59| — — 

6" 2” 500lb. 74 4x4" B GA | i1Wcs) — — 2. 410lb. 7%" 4%"x6%" A RWM |53CF67;  — — 
Hard Elastomer Tread 6" 2. 600lb. 7% 4x4" B RWM | 29XV84/29XV85,  — 

4" 2° 1050lb. 5% "x 4" B RWM_ |29XV09|29XV10; — 2 615lb. 7% 4x4" B RWM (53CF61; — — 

6" 2° 1500lb. 7%  4"x4" B RWM_ |29XV21|29xV22,  — 2° 700lb. 10% 4x4" B RWM | 29XV98 | 29xV99,  — 

3" 2° 1500lb. 9%" 4"x 44" B RWM |29XV27;  — — 3" 2°. 750lb. 9%" 4"x 4%" B RWM |53CF65| — — 

2° 1500lb. 9%" —5"x 514" D RWM |53CF24;  — — 2° 750lb. 10% 44%'x6%" A RWM | 53CF64/53CF62,  — 
Hard Nylon Tread 2" 1200lb. 10%" 6%e'x5%" A GA | 4W682 4W686)  — 
2° 350lb. 5%’ 4" x 471A" B GA  (45XA97 45XA98; — Soft Thermoplastic Rubber Tread 
4" 2° 1000lb. 5%"  4"x 44" B GA |45XA96,  — — 6" 2 525lb. 7%" 4x4" B RWM |53CF74| — — 
2° 1000lb. 5% 4"x 44" B GA (489051,  — — 8" 2° 600lb. 10% 4x4" B RWM |53CF76; — — 
2° 1750lb. 5% 4"x 44" B GA | 489C61 | 489C63 489C62 + 
t With four-position swivel lock. # With four-position swivel lock and brake. 
[CONTINUED | ] 
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MATERIAL HANDLING 
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<x Download Available 
OL‘2/GRAINGER.COM | Kingpinless Plate Casters 








* ; 
Satna Hamiron,. Colson 
Kingpinless Plate Casters 
SWIVEL SWIVEL 
Mounting SWIVEL) RIGID | CASTER Mounting SWIVEL) RIGID | CASTER 
Plate CASTER CASTER WITH BRAKE Plate CASTER CASTER WITH BRAKE 
Wheel Wheel Load Mounting Mounting Bolt Hole Item Item Item Wheel Wheel Load Mounting Mounting Bolt Hole Item Item Item 
rep width Rating , Height Plate Size Pattern Brand No. No. No. was mt qialing Height Plate Size Pattern Brand No. No. No. 
irm Polyurethane Trea ard Phenolic Trea 
Tv" 480lb. 6%" 6%6'x5%" A GA | 4W664 | 4W667, — g' 2¥" 1600lb. 7%" 4Y'x6y' A RWM (29XW15 29XW16) — 
4! 2° 700lb. 5% 4" x 4" B RWM_ | 29XV67 53CF94, — 3° 3000lb. 8" BY" x 14" A RWM_ |29XW39 29XW40  — 
2° 700lb. 5% 4" x 4" B RWM |53CF95) — — 3" 2¥2"  2000lb. 10% 4Y%'x6y' A RWM (29XW27,29XW28) — 
2° 700lb. 5% 4" x 4" B RWM |53CF96) — — 3° 2500lb. 10%" 5%" x 7%" A RWM (29XW47, — — 
2° /50lb. = =6Y" 4" x 4%" B RWM /|93C0G62/530G53,  — Hard Polyurethane Tread 
5" 2° 1050lb. 6%" 4" x 4" B RWM |53CF99 53CF97, — 4' 2° 1100lb. 5% 4%'x6Y" A Hamilton|45AN32; — — 
2° 1050lb. 6%" 4" x 4" B RWM |53CG02, — — 6" 3° 3200 lb, 7K" AMX 6" A Hamilton|45AM80| — | 45AM81 + 
2° 1050lb. 6%" 4%'x6Y" A RWM |530G45 53CG44, — 3" 3° 3200 lb. 10%" 4%" x6" A Hamilton|45AM73,  — — 
1%" 1600lb. 8%" 6%6'x5%" A GA __| 4W676 | 4W680 | 4W678 3° 3850 lb. 10%" 4%'x 6" A RWM |53CHO2, — _— 
2° 900lb. = 7%" 4" x 4" B RWM_ |530G64 53CG55) — Extra-Hard Ductile Iron Tread 
2° 1200lb. 7" cay B Hamilton, — (45AM82) 45AN16 + 3° 3500lb. 7%" 4%" x 6M A GA 1VJE2 | 1VJE1 — 
6" 2° 1230lb. 7%" 4" x 4¥" B RWM | 29XV92 29XV93,  — 6 3° 4100lb. 7%" 4%" x 6% A GA 1VJE4 | 1VJE3 — 
2° 1230lb. 7%" 4" x 4" B RWM |530G05, — — 3° 5400 lb. 7%" 5M X74" A GA |1WG6) — — 
2° 1230lb. 7%" 4K’ x6Y" A RWM_ /|53CG48 53CG46 | 53CG49 8" 3° 4100 lb. 10%" 4%'x 6%" A GA 1VJE6 | 1VJE5 — 
2° 1230lb. 7%" 5M" x 7%" A RWM — —  /|53CG51 10" 3° 4100 lb. 12%" 4%" x6%' A GA 1VJE8 | 1VJE7 — 
1%" 2400lb. 10%" 6%6'x5%" A GA __| 4W683 | 4W687 | 4W685 Extra-Hard Iron Tread 
2°  1000lb. 9%!" 4" x 4%" B RWM |530G58, — — 10" 3° 4000 lb. 11%" 4%" x6" A RWM_ |530G74/530G73,  — 
2° 1500lb. 9%" 4" x 5" B Hamilton|45AN11;  — —_ Extra-Hard Steel Tread 
8 2° 1500lb. 9%" A" x 412" B RWM_|53CG13 530G37 | 53CG41 + 2° 2500lb. 7%" AY" x6" A____ Hamilton|45AM90| — | 45AN06 + 
2° 1500lb. 9%!" 4" x 47" B RWM |530G14, — — 24%" 5000lb. 7%" 4Y'x6y' A RWM (29XW17/29XW18)  — 
2° 1500lb. 9%" 4" x 4" B RWM |530G38, — _— g' 3° 3200 lb, 7%" 4K x 6" A Hamilton|45AN46; — |45AM74+ 
2° 1500lb. 10%" 4'x 4%" B RWM_ |29XW03 29xXw04) — 3° 6000lb. 7%" 4%'x6y%' A RWM (29XW2129XW22, — 
10°) 1%" = 2640 lb. 12%" 6%6'x5%" A GA |4w690| — — 3° 7000lb. 8" 5Y4" x 74" A RWM_ /|53CH23 53CH22,  — 
12° 1%" =3080lb. 14" 6%6'x5%" A GA | 4W697 | 4w700, — 3° 7000lb. 8" BY" x 14" A RWM_ /|53CH29 53CH28)  — 
Hard Elastomer Tread 2%" 4500lb. 10%" 4%'x6%' A RWM (29xw29. — — 
4" "1050 lb. 5%" 4" x 4" B RWM |53CF42, — _— 3° 5500lb. 8" BY" x 14" A RWM_ /|53CH25 53CH24,  — 
5" 2° 1200\lb. 6%" 4" x 41" B RWM |53CF45 53CF44, — 8" 3° 5500 lb. 10%" 4%" x6" A RWM_ /|530G83 53CG84, — 
6" 2° 1500 lb. 7%!" 4" x 4" B RWM_|29XU55 | 29XV83 | 29XU56 Tf 3° 5500 lb. 10%" bux 7%" A RWM |53CH31, — — 
3" 2° 1800lb. 9%" 4" x 4" B RWM |53CF57, — — 3° 5500 lb. 10%" bux 7%" A RWM |29XW49 29xXW50) — 
2°  1800lb. 10%" 4'x4y%' B RWM — — | 29XU49 + 3° 6000 lb. 11%" 4%'x6y" A RWM |53C0G86) — — 
Hard Phenolic Tread 10" 3° 6000 lb. 12%" 5M x7" A RWM |53CH27, — — 
4" 2° 800lb. 5% 4" x 41" B RWM_ |53CF28 53CF27; — 3° 6000lb. 12%" bux 7%" A RWM |53CH33) — — 
5 2° 1000lb. 6%" 4" x 41" B RWM_ |53CF30 53CF29|; — Super-Duty 
6" 2° 1200lb. 7" 4" x 4¥" B RWM_ |29XV79 29xV80,  — Firm Polyurethane Tread 
3" 2° 1400lb. 9%!" 4" x 41" B RWM |53CF33, — — 6" 3° 2200Ib. 8" 5Y4" x 7YA" A Hamilton} 1VWHW1|1VHW2; — 
2° 1400lb. 9%!" 4" x 4A" B RWM |53CF34, — _— 8" 3° 2500lb. 10%" 5%" x 7%" A Hamilton} 1VHW7| — — 
Hard Polyurethane Trea 10" 3° 3000lb. 12%" 5M" x 7%" A Hamilton) 1VHX4 | 1VHX5 | — 
2°  11001lb. 5%" 4" x 4" B RWM |53CF79, — _— 3° 3000 lb. 12%" 64%" x7" B Hamilton 52YU34, — — 
4" s , l oe e: at aM x oe A re ANOS 53CF77 | 53CF80 + Hard Nylon reat. 5 
; . g" "X amilton 45 —— ——= u " ; 1" Vi" 1" _ 
"9000 Ib. 7%" 4"x4%" B RWM | — | — | 53CF86 ¢ el ib, 8 BI x7! BB RWM =[29XWe0/29XW6t 
6" Se ae e: as a4 Xx oe A re sorte ANGE N33 ; 3" a SA 10%" bax 7 A____Hamilton| 49H585 49H587,  — 
" a oa amilton | 45AN15 45 45 n n 1/4" Vi," y 7 1/o" a _ 
3” 2" 2000 Ib. 94" as"x6%" A RWM_/53CF90 53CF88) — 8 oh ee OO 
2° 2500lb. 9%" 4" x 5" B Hamilton 45AM955 — _ | 45AN31 + Extra-Hard Steel Tread 
Extra-Hard Iron Tread 6" 3° 3500 Ib. 8" 54" x 14 A Hamilton 52YU05» — 52YU40 + 
4" 1%" 700lb. 6%" 6%6' x5%" A GA | 4W665 4W668) — 3° 6000lb. 8" BY" x 14" A Hamilton} 1VHW3}1VHW4; — 
A 1%" 1400lb. 7%" 6%6'x5%" A GA |4W671) — — 3° 3500 lb. 10%" bux 7%" A Hamilton|52YU07,  — — 
' ibe a See ore x oe a Ee 4w68i,  — 3" cy oH 10%" 5M" x 7M" A Hamilton) 1VHW9 | 1VHX1 — 
ig 16" 4" x 1 VA" = = n 1/4" 1," y 71" _ 
8" 1%" 2250 lb. 10%" 6%e x5" A GA 4W6s4  4Wess | — ei ee ee ee eee 
Extra-Hard Steel Tread 10" 3° 6000lb. 12%" 5Ya'x 7%" A Hamilton) 1VHX6 | 1VHX7 | — 
oD. 2° 1500lb. 6" 4" x 4%" B RWM |53CF36|53CF35) — Easy-Swivel Extended-Lead Medium-Duty 
' 2° 1800lb. 7%" 4" x 4¥" B RWM | 29XV81 29XV82, — Firm Polyurethane Tread 
2° 2500lb. 7" ArKO B Hamilton 45AN52) — | 45AN51 + 4" ‘ 50 lb. 5%" 4" x 4" B GA |49H861, — — 
Extra-Heavy-Duty 5 2° /d0lb. = 6%" 4" x 4%" B GA |45xC21,  — _— 
Soft Polyurethane Tread 6" 2° 1000lb. 7%! 4" x 4¥" B GA |49H866), — — 
4" 2° 600lb. 5% 4%'x6Y" A Hamilton|45AM92|_  — _— 2° 1200lb. 9%" 4" x 4¥" B GA _|49H869| — | 38GV52 
6" 3° 2400 lb. 7%" 4%" x6Y" A Hamilton|45AN18| — | 45AM85 + 8" 2° 1200lb. 10%" 4'x 4%! B GA _|49H868), — — 
Firm Polyurethane Trea 2 1200lb. 10%" 4%'x6%' A GA |19YW86 — — 
1%" 1600lb. 8%" 6x 7%e' A GA | 4W702 | 4W706 | 4w704 Easy-Turn Extra-Heavy-Duty 
2° 1200Ib. 7%" 4M" x6" A Hamilton |45AM99,  — — Firm Polyurethane Tread 
g' 3° 2000lb. 7%" 4K x6Y" A RWM (29XW25 29XW26) — 6" " 8" AYA" x 6" A RWM /|53CF21, — — 
3° 2000 lb. 7%" 4M xX6Y' A GA — | 489A95 490W17 Hard Elastomer Tread 
3° 2000lb. 8" BY" x 14" A RWM |53CH39, — — 6" 2° 3000lb. 8" AYA" x 6" RWM — — | 53CH64 t+ 
4" 2000lb. 7% 4M" xX 6%" A GA (454M99 — — Extra-Hard Iron Tread 
2° 3000lb. 10%" 4%'x6yY" A RWM |53CH11, — — 6" 2°  2400lb. 8" AVA" x 62" A RWM |53CF1i9, — — 
3° 2500 lb. 10%" 4%'x 6" A RWM_ | 29XU42 | 29XU44 | 53CH15 + Corrosion-Resistant Medium-Duty 
3° 2500 lb. 10%" 4%" x 6%" A GA |454N61, — — Firm Polyurethane Tread 
3 3° 2500 lb. 10%" 4%'x 6" A GA |490Wwi8) — — a "750 lb. 6%" 4" x AY" B RWM |53CH61 53CH60) — 
3° 2000lb. 10%" 4%" x6" A RWM |53CH14; — — Corrosion-Resistant Extra-Heavy-Duty 
3° 2500 lb. 10%" 4%" x6" A Hamilton); — — _ | 45AN21 + Hard Nylon Tread 
a 0 e: ‘hee a Xx Be af — —__| 455768 + 6" 3° 3000lb, 7% 4K X64" A GA |483N26, — — 
: 9 Ib. 9" "X1AS" 4w7 _ _ 
9%e 3%" 3950lb. 12%" bux 7% A GA _|455T81| — —454N32 
3° 3000 Ib. 11%" 4%" x6" A RWM_|29XW35 29XW36) — 
10" 3° 3000 lb. 12%" 4%" x 6" A GA |454N63 454N64,  — 
ch oH) A eae i a ee 53CH46 | 53CH50 
' 7 " 3 300 i {RA BUT GA ag 9cag | CAD DRAWINGS 
ard Elastomer Trea J 7 
ene ee eGoO TE ve xB A RWM2axwet9|zaxwa0)— Available Online 
ard Nylon Trea . ; aF 
3" 2600Ib. 7%  4%x6%e" A RWM |53CG88| — | — Grainger’s CAD capability lets you 
g’ 3. Ate i: a i BA A a qn 483N18 | — download 2D drawings and 3D CAD files 
3 7000 Ib. i uh X al ait 53CH35 | 53CH34 = in your choice of format. 
r , 4" 2" X Oo milton — = 
8" a aa 2: ne mes A “GA 483N24 | 483N23 — > CAD available on select products. 
: F g" 0" X " — — . 
10" 3° 4100 lb. 12%" 4%" x 6%" A GA |440A63, — — Go to Grainger.com® 
3° 6000 lb. 11%" 4%'x 6" A RWM |530G95) — — 


t With four-position swivel lock. With four-position swivel lock and brake. 
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MATERIAL HANDLING Scan. Order. Done. 
NSF-Listed & Medical Plate Casters Details on page Al. 





* GRAINGER 
APPROVED 


NSF-Listed Sanitary Plate Casters 


These casters satisfy the National Sanitation Foundation's (NSF) 
rigorous testing requirements for casters that are used in envi- 
ronments where sanitary conditions must be maintained. They 
mount onto carts, prep tables, food-service equipment, racks, and 
similar items that will be exposed to frequent washdowns, oils, or 
chemicals. Light-duty casters have zinc-plated or nickel-plated 
Steel frames and are suitable for transporting relatively light loads 
over smooth, flat surfaces. Medium-duty casters have thick steel 

















Corrosion- & Heat- Medium-Duty : 
Resistant Swivel Swivel w/ 4-Position frames and can bear heavier loads, tolerate more frequent use, and 
No. 333044 Directional Lock withstand more shock and impact than light-duty casters. They 
No. 489C48 are suitable for transporting moderately heavy to heavy loads over 
smooth, flat surfaces. Corrosion-resistant casters have stainless- 
Steel frames that resist rusting when exposed to water, cleaning 
\ chemicals, and other corrosives. Heat-resistant casters have 
nylon wheels that can withstand exposure to high temperatures up 
4 f . to 550°F. Debris-resistant long-swivel-life casters have a dust 
‘ = ‘ = Ss F ss cap that stops debris from entering the casters' swivel raceways 
Plate A Plate B Plate C Plate D and preventing the caster from swiveling. 
SWIVEL 
SWIVEL Mounting; SWIVEL RIGID | CASTER 
Mounting; SWIVEL RIGID CASTER Plate | CASTER CASTER | WITH BRAKE 
Plate | CASTER | CASTER | WITH BRAKE Wheel Wheel Load Mounting Mounting BoltHole| Item Item Item 
Wheel Wheel Load Mounting Mounting BoltHole| Item Item Item Dia. Width Rating Height Plate Size ** Pattern No. No. No. 
Dia. Width Rating Height Plate Size ** Pattern No. No. No. Soft Thermoplastic Rubber Tread 
Corrosion- & Heat-Resistant Light-Duty 3 1Ys" 155 Ib. 49," 274" X 34" C — __| 4w920 _ 
Hard Nylon Tread 1%" 165 Ib. WA 294" X 374" C — __| 4w921 — 
ch 1%" 200 Ib. AY," 2" x 3%" C 33J044 | 33J043 — 4" TY" 275/b. 56 3%' x 44" A — __| 33H932 _— 
3 1%" 250 lb. = 4s 2%" X 3%" C 33/045 | — — TY" 275 |b. 56° 34" x 4M" B — __| 33H908 —_— 

4' 14" 275 /b. 5 2M" xX 3%" C 33J047 | 33J046 — 1%" 200 Ib. 6V6' 2" x 3%" C — | 400K62 — 

a 1%" 300 Ib. 66 2%" x 398" C 33J049 | 33048 — 5" 1%" 200 Ib. 66° 2" x 3% C 400K61 | 4W922 — 
Corrosion-Resistant Light-Duty 1%" 300 Ib. 6%6 38" x 4" A — | 33H933 — 
Firm Polypropylene Tread 1%" 300 Ib. 6%6 394" X 4V" B — | 33H909 —_ 

3. 1%" 200 Ib. AY," 2M" x 39% C — | 33J058 — Firm Polyurethane Tread 

3 1%" 250lb. = 4s" 2" X 3%" C — | 483N48 — ch 1%" 250 Ib. AY," 2" x 3% C 26041 — — 

4' 1%" 300 Ib. 5" 24" x 3% C — | 33J062 — 3 1" 1%" 250 Ib. 4%" 2" x 3%" C 400K63 | 4W926 — 

5 1%" 325 Ib. 6/6 24" xX 3%" C — | 33J064 — ’ 14" 250 Ib. 4%" 2%" x 3%" C 1G095 | 1G098 5UX86 
Firm Rubber Tread 1%" 250 Ib. 5% 2%" x 3%" C 1G096 | 1G099 _ 

4' 1%" 300 Ib. 5 Ve" 2M" x 3%" C 33/063 | — — 4! TY" 275 |b. 5" 2%" x 3% C 4W924 400K64| 5UX87 

5 TY" 325 Ib. 6/6 2" x 3%" C 33/065 | — — TY" 375 Ib. ave" 3" x 4%" A — | 33H938 — 
Firm Thermoplastic Rubber Tread ve 35. (b. a6. 394" Xx 4V" B — | 33H914 — 

a 1%" 200 Ib. AY," 24" x 3%" C 33/059 | — — TY" 250 Ib. 6%" 2%" x 3%" C 1G097 | 1G100 _— 
Hard Polyurethane Tread 5" 1%" 300 Ib. 6%6 2" xX 3% C 4W925 | 400K65 | 5UX88 

ely 1%" 300 Ib. Ay," 24" x 3% C 33J051 | 33J050 — 1%" 450 Ib. 66° 3%" x 4% A — | 33H939 — 

3%" 1M" 325 lb. 4s 2%" X 3%" C 33J053 | 33J052 — 1%" 450 Ib. 66° 34" x 4M" B — | 33H915 — 

4" 1%" 325 Ib. 5" 22" x 398" C 33J055 | 33J054 — 6" 1%" 450 Ib. 7/6: 34" x 4M" B — | 33H916 — 
Debris-Resistant Long-Swivel-Life Light-Duty Firm Rubber Tread 
Soft Rubber Tread 315" Ys" 150 Ib. 45" 294" X 394" C 4W905 _ _ 

4 1%" 165 Ib. 5 374" x 494" B — — 33H642 TY" 250lb. 4s 2%" X 3%" C 455U13 |  — 489A67 * 

1%" 200 Ib. REACH 3%" x 4Ve" A 33H917 |  — 33H637 4" 1%" 300 Ib. 5 2%" x 3%" C 455U14 | 455U16 _— 
5" 1%" 200 Ib. 66 374" x 494" B _— — 33H682 a 1%" 325 Ib. 66" 2%" x 3% C 455U15 | 488286 _ 
1%" 240 Ib. 6/6 3%" x 4V" A 33H918 | — 33H660 ' 14 325 |b. 7% 3% x 4% C — ___| 487H04 — 
Soft Thermoplastic Rubber Tread 1%" 325 |b. 14 374" xX 49" B 487G99 | 487H01 _ 
4" TY" 275 |b. o”6. 3% x 4" A 33H929,) 33H662 Firm Thermoplastic Rubber Tread 
1%" 275 Ib. 56 394" x 4V5" B 33H905 | — 33H716 2 Ze 80 Ib. 2% 194" x 25" D 29XW87,  — — 
5" 1%" 300 Ib. 66 3%" x 4¥8" A 33H930)  — 33H663 ch 1%" 210 Ib. AYA" 22 X38 C 2G053 — — 
1%" 300 Ib. 66 374" x AV" B 33H906 | — 33H717 Hard Phenolic Tread 
Firm Polyurethane Tread ch 1%" 350 Ib. AY," 394" x 4M" B — | 400K76| 400K75 
4' 1 8375p. 5v6" 3M x 4V%" A 33H935 | — 33H713 a. 1%" 450 Ib. 66° 34" x 4" B 400K73 | — _— 
1%" 375 Ib. REACH 394" x 4V2" B 33H911 | — 33J041 6" 1%" 450 Ib. 7/6: 34" x 4M" B — | 33H626 — 
5" 1%" 450 Ib. 66 3%" x 4V" A 33H936 | — 33H714 Hard Polyolefin Tread 
1%" 450 Ib. 66 374" x 4V2" B 33H912 | — 33J042 2%" 1%" 175 Ib. 3K 294" xX 374" C 1UKR9 | — — 

6" 1%" 450 Ib. 7/6: 374" x 4 V2" B 33H913 |  — 33H719 3" 1%" 210 Ib. 394" 3%" x 4% A 1UKT2 | 435X84 | 1UKT4 
Hard Phenolic Tread 1%" 250 Ib. AY," 2% X 3 V4" D 55FE17 | 55FE15 — 

4' 1%" 350 Ib. bv 374" x 4V2" B 406P68 | — 406P70 3%" 1M" 250lb. = 4s 2%" X 3%" C 4wW911  4W914 | 5UX83 

5: 1%" 450 Ib. 66° 374" xX 4 V2" B — — 33H686 4! TY" 275 |b. 5 2" x 3%" C 4W912 400K60| 5UX84 

6" 1%" 450 Ib. 7/6: 394" x 4V2" B 33H623 | — 33H643 1%" 300 Ib. 5/16" 3%' x 44" A 33J002 333004 | 33J015 
Hard Polyolefin Tread 1%" 300 Ib. 6%" 2%" x 3% C — — 400K70 

5" 1%" 450 Ib. 6% 3%" x 4Ve" A 33H924 | — 33J036 5" 1%" 300 Ib. 66" 2%" x 3%" C 4W913  4W916 | 5UX85 
Hard Polypropylene Tread 1%" 350 Ib. 66 3Y' x 4¥e" A — | 400K77 _ 

6" 1%" 300 Ib. WA 374" x 494" B 33H901 | — — 1%" 350 Ib. 6/16 3%" x 4" A 33J003 33J005 | 33J016 
Extra-Hard Iron Tread 6 1%" 400lb. = 71% 4" 8H X AY" A — | 33J011 | 33H641 

3. 1%" ~~ 450 Ib. AV" 3%" X 498" B 33H/7/7 — Hard Polypropylene Tread 
Light-Duty 3 Ys" 210lb. = =38%e = 8H" X 41%" C 33H744 | — — 
Soft Rubber Tread 1M" 275 |b. 5 3%" x 4% C 4882781, — 483N47 

a TY" 125 Ib. AY," 2%" x 3%" C _— — 489026 4" TY" 275 |b. be 3%" x 4% C 483N46 | 455U21 488282 * 

3 V9" 1M" 155 Ib. 4s" 2" X 3%" C 455U17 | — — TY" 275 |b. 5" 394" x 496" B 455U19|  — — 
1%" 155 Ib. 4M 6" 8354" x 45" B 488U03 |  — — 5" 1%" 300 Ib. 66° 2%" x 3% C 489A65 | 489A66 _— 
1%" 150 Ib. 5 3M x 4V4" C — __| 487H10 — 1%" 300 Ib. 6V6' 3" x 4%" C 488284 | 488283 — 
1%" 150 Ib. 5 374" x 494" B 489027 |  — — 1%" 250 Ib. 7A 394" x 49" B — — 487H09 

4 1%" 165 Ib. Ws 2X 3% C 4W906 | 400K58 — ' 1%" 300 Ib. WA 3% x 4% C _— _— 488U04 

1%" 165 Ib. 5" 374" x 456" B — | 33H895 — 1%" 325 Ib. 7% 3%" x 4% C 487H02 | 487H03 — 
1%" 200 Ib. 5 374" x 454" B 455U18,  — — 1%" 325 Ib. 7A 394" x 498 B — | 487698 — 
1%" 200 Ib. a6 3%" x 4%" A — __|33H920 _ Hard Polyurethane Tread 
14" 175 |b. 66" 2 xX 3% C 489024 | 489025 — 6" 1M" 325 Ib. 7a 3/2 x 4¥' C 487H05 | 487H06 — 
1%" 200 Ib. 6¥' 22 X3% C 4W907 | 400K59 _ Hard Rubber Tread 
5 1%" 200 Ib. 66 374" x 49%" B — | 33H896 — 3 1%" 210 Ib. 374" 3%" x 4%" A 1UKU3 | 1UKV4 | 1UKU7 
1%" 240 Ib. 66 3M x 4V4" A — | 33H921 — 4' 1%" 150 Ib. 5 3%" x 4%" C — | 487G77 — 
1%" 325 Ib. 6/6 3%" x 4Ve" C 483N49 | 487H11 — 6" TY" 325 Ib. WA 3%" x 4% C 487G76 | 487G78 — 
6" 1a" 325 Ib. 1¥4 348' xX 4%" C 483N43,  — — Extra-Hard Iron Tread 
TY" 325 Ib. WA 394" x 49" B 487G96 | 487G97 | 487G85 ch 1Y4" 450 Ib. AY," 34" x 496" B — | 455U20 — 
* With total lock. ¢ With four-position swivel lock. With four-position swivel lock and brake. ** Mounting plate size based on swivel caster. See Grainger.com® for exact dimensions. 
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OL *<|GRAINGER.COM NSF-Listed & Medical Plate Casters 
«Ln For information on selecting casters, see page 1194. 
2 = * GRAINGER 
NSF-Listed Sanitary Plate Casters APPROVED 
SWIVEL SWIVEL 
Mounting) SWIVEL | RIGID CASTER Mounting SWIVEL | RIGID CASTER 
Plate | CASTER | CASTER | WITH BRAKE Plate | CASTER | CASTER | WITH BRAKE 
Wheel Wheel Load Mounting Mounting BoltHole| Item Item Item Wheel Wheel Load Mounting Mounting BoltHole, Item Item Item 
Dia. Width Rating Height Plate Size ** Pattern No. No. No. Dia. Width Rating Height Plate Size ** Pattern No. No. No. 
Medium-Duty Hard Phenolic Tread 
Soft Rubber Tread 34 Z 700 Ib. o%' 4" x 4%" B 489A02, — _ 
a : 400 Ib. 6" 4" x 4%" B 488287 | — 489A15 * 1%" 350 Ib. a6. 34" xX AY" B — ___| 406P69 _ 
6" 2" 990 Ib. 1" 4" x 4%" B 488288 | 489A17  489A16 ~ 4" 2" 800 Ib. o%' 4" x 4%" B 33H746 | 33H/747 |) 489D62 + 
Zz 990 Ib. 1" 4" x 4%" B 489032, — _ 2 800 Ib. o%' 4" x 4%" B 489D61 _ _ 
2 600 Ib. gy" 4" x 4V" B 3G135 | 488291 | 488290 1%" 450 Ib. 6%6° 34" x AY" B — | 400K74 _ 
8 2" 600 Ib. gy" 4" x 4%" B 488289 |  — 489A18 * 5" 2 900 Ib. 6" A" x 4¥" B 33H880 | 33H883 _— 
2 600 Ib. gy" axa D 489A28, _— _ 2" 1000 Ib. 61" 4" x 4%" B _ _ 489D01 ~ 
Soft Thermoplastic Rubber Tread 2 1000 Ib. 6" 4" x 4¥" B 489099 |  — 489A04 
6" Zz 600 Ib. 1¥4 4" x 4%" B 2LY30 | 2LY28 _ x 900 Ib. 1% 4" x 4%" B 33H881 | 33H884 _— 
Firm Polyurethane Tread g" Zz 1200 Ib. ie 4" x 4V" B — — 489A25 * 
4" 2" 700 Ib. 5%" 4" x 4%" B —  |489D41| 489048 + 2" 1200 Ib. 1¥" 4" x 4%" B 489D03 489D04 489A07 
2" 700 Ib. o%8 4" x 4%" B _ _ 489D59 ¢ 2" 1200 Ib. (ve 4%" x 6%" A 489A44 | 489A45 _ 
2 750 Ib. 614" 4" x 4%" B 1ULE9 | 1ULF6 | 400K46 * Z. 900 Ib. gy" 4" x 4%" B 33H882 | 33H885 _ 
2° 1050 Ib. 614" 4" x 4%" B 1ULF9 | 3G138 _ 3 2" 1250 Ib. gy" 4" x 4%" B _ _ 489A27 { 
2" 1050 Ib. 612" 4" x 4%" B 3G139 _ _ 2" 1250 Ib. giA" 4" x 4%" B _ _ 489A26 * 
5 2" 1050 Ib. 614" 7 xo D _ 1ULG4 _ 2" 1250 Ib. gy" 4" x 4%" B 489A09 489D46 | 489A10 
2 1100 Ib. 6" Ax 4 B 488292 | 488294 488293 Hard Polypropylene Tread 
Z 1100 Ib. 6" 4" x 4%" B _ _ 489A19 * 2: 2" 650 Ib. 6Y" 4" x 4%" B _ _ 489097 * 
2 1100 Ib. 6" 4" x 4%" B _ _ 489A20 { 6" 2 700 Ib. WA 4" x 4%" B _ _— 489098 * 
2" 800 Ib. WA 4" x 4%" B 400K45 | 400K48 400K47 * Hard Polyurethane Tread 
2 1200 Ib. WA 4" x 4%" B 489003 — _ 4" 2" 600 Ib. o%" 4" x 4 B 33J019 | 33/022 —_ 
2" 1200 Ib. (ary 4Ys" x 64" A 489073, — _ 2' 660 Ib. 6" 4" x 4¥" B 33J020 | 33/023 | 489085 ~* 
6" 2" 1230 Ib. TV" 4" x 4%" B _ 3G140 _ a 2" 660 Ib. 61" 4" x 4¥" B 489084 | 489083 489C86 { 
2" 1250 Ib. iA 4" x 4%" B _ _ 489A21 * 2" 660 Ib. 6%" 4" x 4¥" B 489081 | 489087 489082 * 
2 1250 Ib. WA 4" x 4%" B — __| 488297 | 488296 2 7/0 |b. 1¥" 4" x 4V" B 489092 | 489095 489090 {+ 
2" 1250 Ib. WA 2X0” D 489A35, — _ x 7/0 |b. 72" 4" x 4%" B _ _ 489093 * 
2 900 Ib. gy" 4" x 4%" B 1ULF2 | 1ULF8 | 1ULF5 * 6 2 7/0 Ib. WA A" x 4¥" B 489C88 | 489091 489089 * 
2" 1250 Ib. gy" 4" x 4%" B 3G143 | 489A01 | 488299 ox CLO ND, 7%" 4" x 4%" B _ _ 489094 { 
3" 2" 1250 Ib. gy" 4" x 4%" B —  |489D44| 489A23 t+ a 1230 Ib. 14 4" x 4% B 3G141 _ _ 
2" 1250 Ib. gy" 4" x 4%" B 488298 | 3G142 | 489A22 * Extra-Hard Iron Tread 
2 1250 Ib. gy" 4Vs" x 64" A 489A42 | 489A43 _ 4" 2" 700 Ib. o%" 4" x 4%" B 489D60 489D42 | 489045 f¢ 
2" 1250 Ib. gy" oxo” D 489A38 | — _ 2" 700 Ib. o%" AVS" x 64" A 489D72 489D79 | 489D76 + 
Firm Rubber Tread oO: 2" 1000 Ib. 6%" 4Vo" x 64" A 489A41 _ _ 
8" Zz 600 Ib. gy" 4" x 4%!" B _ 3G134 _ 2" 1200 Ib. 1%" 4" x 4%" B — | 489D43 _ 
Firm Thermoplastic Rubber Tread 6" Zz 1200 Ib. ive AVs" x 64" A 489A46 | 489A47 — 
4" 2 300 Ib. o%" 4" x 4%" B _ _ 489076 * 2" 1200 Ib. WA 2 XO D 489A30, — _ 
5. 2 350 Ib. 61" 4" x 4%" B _ _ 489A12 Zz 1250 Ib. gi" 4" x 4%" B — | 489D45 _ 
6" 2" 900 Ib. 1" 4" x 4%" B 489C78 | —_ — 489C79 * 8 2" 1250 Ib. gy" AV" x 64" A 489A48,  — _ 
: if = es ; 600 Ib. gy" 4" x 4%! B _ _ 489A13 2" 1250 Ib. gy" Oxo D 489A31 _ _ 
ard nylon Trea : ; : * With total lock. ¢ With four-position swivel lock. # With four-position swivel lock and brake. 
4" 2 1 re: a * ; aie : ee — — ** Mounting plate size based on swivel caster. See Grainger.com® for exact dimensions. 
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Mounting SWIVEL CASTER gud . 
Plate CASTER | WITHBRAKE = Antimicrobial Low-Profile 
Wheel Wheel Load Mounting Mounting Bolt Hole Item Item Swivel : 
Dia. Width Rating Height Plate Size Pattern Brand | No. No. w/Total Lock Easy-Turn 
Antimicrobial Corrosion- & Debris-Resistant No. 1MMH2 Swivel 
Firm Thermoplastic Rubber Tread : No. 1MMB8 
3" 1%" 165 Ib. Ae 22' X 3% C GA | 1MMH1; 1MMH2 ~* 
1%" 165 Ib. Aire 2Y2' X 3¥%8' C GA _ IMMH3 
4" 1%" 190 Ib. oe 212' X38" C GA | 1MMH4;| 1MMH5 ~* 
a oe rae een we Ty: 
f 4" Ae o" x 39" 7 7 J 
= =.= 2) SS Se an 
: i 1/6 0" X 398" . - - 
iv 20 ib.__77e"__2ve"x3%" CGA — immi3¢+ Qutet-Roll Medical Plate Casters 


General P _. ; . 
Soft Neoprene Tread Medical plate casters have precision ball bearings that provide smooth rolling 


5 4 a ee oR aPeUOG aeeuty = and minimize noise that can disturb patients in medical settings. They also have 
Firm Thermoplastic Rubber Tread : thread guards that keep debris from getting into the casters’ axles and damag- 

3 4 82 be Se ;- _ ing them. These casters mount onto equipment used in hospitals, rehabilitation 

4" Tv" 190 lb. Ae" 2X 358" G GA | 1MMD3 | 1MMD4 * centers, pharmacies, laboratories, and similar medical facilities. Antimicrobial 
Vv" 190 lb. 5s 2" x3%" SC GA — 1MMD5— + inne ie-enel 

. TV D0 1bo Be OVX Cc GA 4MMD6AMMD7 = corrosion ancl debris-resistant casters are made from stainless steel and 
TV" 220lb. be DX 358" G a a 1 MNID8 t resist corrosion when exposed to water and chemicals. The casters’ wheels 

1V" 240 lb. 7s "x 3%" OC ‘. Stent 2 
6 1s" 940 Ibi OY x BI! Cc GA _ {MME2 + are impregnated with an antimicrobial compound that prevents odor-causing, 


High-Performance damaging microbes from growing on them. Suitable for use where high stan- 
Soft Thermoplastic Rubber Tread dards of cleanliness must be maintained and equipment will be washed down 


a TV" 200 lb. 4" 2 X3%" OC Colson | 40N392 | 40N393 * 
Firm Thermoplastic Rubber Tread_ ee : frequently. General purpose casters are suitable for a wide range of applica- 
La 163 p. _ 4 5 Se A ;- _ tions in hospitals and other medical facilities. High-performance casters have 
4 tv" 190 Ib. owe a x a : GA 2 IML , precision ball bearings and provide smoother, quieter rolling than other types of 
TV" 220 Ib. 7 ox 358" 5 
5 TVA 590 Th BT OV ae c Gh a MMC medical plate casters. They also have nylon frames that resist chemicals and 
6" TV" 240 lb. 7%e" 2%" X3%" CC GA | 454Y¥42 > 454Y43  * corrosion and weigh less than metal frames. Suitable for use on equipment that 


Low-Profile Easy-Turn j j = i a 
Soft Thermoplastic Rubber Tread will be moved frequently and may be exposed to chemicals. Low-profile easy: 


3" 2"  200lb. 4%e 20" x3%' C Colson | 1MMB8 = turn casters are used on patient lifts and other equipment that must stay low 
Sart pubhec Trea ‘ 220 Ib. 4%e"_ 2'x 3%"  C —Colson | — | 1MMB9_* = tg the ground to maximize its stability. These casters have two wheels mounted 
nh 1%" 200d. O75 O56 x 3" A Colson | 40N390 | 40N301 * on a single axle, which reduces friction between the floor and the wheels and 


* With total lock. + With swivel lock. allows the casters to swivel more easily than single-wheel casters. 
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MATERIAL HANDLING 
Maintenance-Free & Shock-Absorbing Plate Casters 


Scan. Order. Done. 
Details on page A1. 








Medium-Duty Shock-Absorbing Heavy-Duty Swivel 
Swivel Medium-Duty Rigid No. 29XW11 
No. 489A96 No. 29XV44 
[ J \ A “ E> 
Plate A Plate B Plate C 


*eyycrances WM ALBION’ 
Maintenance-Free Plate Casters 


Maintenance-free plate casters have sealed precision ball bearings in their 
swivel raceways and wheels that do not need to be routinely greased, which 
reduces time spent on maintenance and helps extend the casters' life. The 
casters roll quietly and require minimal force to start and keep them rolling. 
Medium-duty casters have zinc-plated steel frames and are used on carts, 
racks, and similar equipment that will be carrying moderately heavy to heavy 
loads over flat, smooth surfaces. Shock-absorbing casters have spoked 
wheels that absorb and distribute shock to prevent damage to the caster and 
minimize noise while rolling. Heavy-duty casters have zinc-plated steel frames 
and can bear heavier loads, tolerate more frequent use, and withstand more 
shock and impact than medium-duty casters. They are suitable for carts, trucks, 
towline fixtures, and other equipment that will be pushed manually or towed 

by powered equipment in manufacturing, aerospace and automotive assembly, 
warehouses, and similar industrial applications. 


Mounting SWIVEL | RIGID 
Plate CASTER | CASTER 
Wheel Wheel Load Mounting Mounting Bolt Hole Item Item 
Dia. Width Rating Height Plate Size Pattern Brand No. No. 
Medium-Duty 
Soft Polyurethane Tread 
8" 2" 1500 lb. 10%" 4%"x 6%" A GA 489A96 | 489037 
Soft Rubber Tread 
5 Z 500 Ib. 6" 4" x 4¥" B RWM 126M83 | 126M84 
6" 2 615 Ib. 7¥" 4" x 4¥" B RWM 29XV47 | 29XV48 
6%e' Z 990 Ib. 8" 46" x 52" C GA 490V45 _ 
8" 2" 750 Ib. gy" 4" x 4%" B RWM 29XV57 _— 
Firm Polyurethane Tread 
g' 2 1650 Ib. 8" 46" x 52" C GA 489D09 _ 
2 1760 Ib. 7" 4" x 4¥%" B GA 455756 _ 
Z 1200 lb. 10%" 4%'x6%' A GA 36HW77 | 36HW78 
8" 2" 1500 Ib. gy," 4" x 4¥" B RWM 29XV55 | 29XV56 
" 1760 Ib. gy," 4" x 4¥" B GA 455157 _ 
Firm Thermoplastic Rubber Tread 
j Z 300 Ib. 5°" 4" x 4" B GA 4DE87 _ 
oO 2" 350 Ib. 6Y" 4" x 4¥%" B GA 4DE92 _ 
8" 2" 600 Ib. gy," 4" x 4¥" B GA 4DU10 _ 
Hard Nylon Tread 
6%e Z 1650 Ib. 8" 456" x 52" C GA 490V46 _ 
l'%6 z 1650 Ib. 9%"  — A%6' x 5" C GA 490V47 _ 
Hard Polymer Tread 
4" 2 1250 Ib. 5%" 4" x 4¥%" B Albion Casters | 55FE35 _ 
Hard Polyurethane Tread 
" 2" 1000 Ib. 5%" 4" x 4¥" B GA 454Y26 _ 
Shock-Absorbing Medium-Duty 
Firm Polyurethane Tread 
6" ‘i 1000 Ib. 7¥" 4" x 4" B RWM 29XV43 | 29XV44 
3" z 1200 |b. 10%" 4%"x6%" A RWM 53CG71 | 530G70 
2" 1200 Ib. gy," 4" x 4¥" B RWM 29XV53 | 29XV54 
Heavy-Duty 
Firm Polyurethane Tread 
3" 2" 1500 lb. 10%" 4%'x 6%" A RWM 29XW13 | 29XW14 
2" 2000 lb. 10%" 4%'x6%" A RWM _ 53CG69 
Hard Elastomer Tread 
8" a 1800 lb. 10%" 4%'x6%" A RWM 29XW11 | 29XW12 
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Quiet-Roll Medium-Duty Heavy-Duty Swivel 
Rigid Caster Swivel Caster Caster w/ Brake 

No. 6JY71 No. 3G203 No. 490V41 
7 \, f 1 

r 4 

| 
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Plate A Plate B Plate D 


* GRAINGER 
APPROVED 


Shock-Absorbing Plate Casters 


These casters have spring-loaded suspensions that absorb shocks and vibra- 
tion when rolling over obstacles or rough terrain. They help prevent damage to 
the equipment the casters are attached to as well as any shock- or vibration- 
sensitive cargo that is being transported on it. Each caster's suspension can 
be adjusted to achieve the smoothest ride possible. Quiet-roll casters provide 
smooth, quiet rolling in areas where noise levels are a concern. Medium- 
duty casters are used on carts, trucks, racks, and trolleys that will be moving 
moderately heavy loads in manufacturing plants, laboratories, and computer 
and networking rooms. Heavy-duty casters can withstand heavier loads and 
more frequent use than medium-duty casters. They are used on racks, trolleys, 
and fixtures in manufacturing plants, computer and networking rooms, sound 
and lighting applications, and other industrial settings. Extra-heavy-duty 
casters can bear very heavy loads and withstand more shock and impact 

than heavy-duty casters. They are used on airport ground-support equipment, 
assembly line dollies, and production equipment in manufacturing plants and 
other industrial environments. 


SWIVEL 
CASTER 
Mounting SWIVEL; RIGID | WITH 
Plate Wheel CASTER) CASTER, BRAKE 
Wheel Wheel Load Mounting Mounting BoltHole Bearing | Item Item Item 
Dia. Width Rating Height Plate Size Pattern Type No. No. No. 
Quiet-Roll 
Firm Polyurethane Tread 
4" 1%" 165lb. 6%6' 2%'x2%' D Precisi — 6JY69 
6° 15%" 550lb.  O%e 3%" x3%" OD "al 6JY71 | 6JY75 
8" 1%" 550lb. 10%" 3%"x 3%" D 6JY79 | 6JY83 
Medium-Duty 
Soft Rubber Tread 
31% 6" 1%6' 440lb. 61%e' ee 490W26)  — _ 
6" 2" 410 Ib. 8" 4" x 4%" B Roller | 3G203 | 488U05 _ 
Firm Polyurethane Tread 
: 2" 500 Ib. 8" 4" x 4%" B Roller 487H26 | 454Y23 _ 
8" 2" = 500lb. 10%" 4" x 4¥%" B 483N51 | 483N50 _— 
Heavy-Duty 
Firm Polyurethane Tread 
6" 2" 1100lb. 9%" 4M" x 6%" A Precision) 483N41; — _ 
8" 2" 1760lb. 10%" 4%"x 6%" A Ball — — 490V41 
Extra-Heavy-Duty 
Firm Polyurethane Tread 
6" 3° 1630lb. 114%" 5Y'x 7%" A Precision| 1VHV6 | 1VHV7 — 
8" 3° 1630lb. 124%" 5x 7%" A Ball | 1VHV8 | 1VHV9 _ 


CAD DRAWINGS 
Available Online 


Grainger’s CAD capability lets you 
download 2D drawings and 3D CAD files 
in your choice of format. 


> CAD available on select products. 
Go to Grainger.com® 
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MATERIAL HANDLING 


Pneumatic & Flat-Free Plate Casters 




















Plate Plate Plate Plate 
A B c 
SWIVEL 
CASTER 
Mounting SWIVEL) RIGID | WITH 
Plate CASTER CASTER BRAKE 
Wheel Wheel Load Mounting Mounting Bolt Hole Item Item Item 
Dia. Width Rating Height Plate Size ** Pattern Tread Brand No. No. No. 
Medium-Duty 
gy 1A 200Ib. 7%" 4" x 4y' B Centipede GA | 1ULG7 | 1ULG9 | 1ULG8 * 
8 1%" 200lb. 7%" 2H" x 35K" C Centipede GA | 1ULH1 | 1ULH3 | 1ULH2 * 
646 1% 200lb. 7%" 2%" x 3%" C Sawtooth GA | 32J680) — — ; ; 
7h oD 165 Ib. 9" 4K x5" C Ribbed GA | 454N13 | 454N15 | 454N14 * Ribbed Sawtooth Centipede Tread, 
8" of Al 2: oe 4 x 2 B Piamond af pete ates = Tread, Rigid Tread, Swivel Swivel w/ Brake 
Ye" ‘ “Ae X92" entipede = ; 
Bie" 256" 290 lb. 10" 4%e"x5%" CC Ribbed GA |483N28| — 483N2Q9~ No. 484N15 shame aie nose 
25% 220lb. 10° 4%6'x5%" G Ribbed GA — — | 490W25 * 
ee CA ee 
2%" 220 Ib. g "x4 awtoot 7 74) — 
Ovo" 300Ib. 10" 4"x 44" B Sawtooth GA TULH4“TULHG | 4ULHS APPROVED IGHMMILTOM. 
g' 3" 2201b. ‘10° A" x 4i' awtoot — 44 | 5VP7 - 
3° 2951b. 11" 4x4" ——=&B «Sawtooth GA | 3Gi47,§~ — | 5vP73 ~=XPPneumatic-Wheel Plate Casters 
10" 3%" —350lb. 12%" 4x 4y' B Sawtooth GA | 3G149  3G148 > — 
oF ie a XS fe _D_Dlamon¢ —_ Genet Pneumatic-wheel plate casters have air-filled wheels that absorb 
10Vs" 3%" 5501b. 1214" GTA x BIA" D Ribbed GA = —/4a54Yo4 * shock and vibration and reduce noise as they roll. They are suitable 
sar Se oe ene ah ees OIDDT Tee _ for moving fragile or vibration-sensitive loads on equipment that 
10% 3/350 Ib. 1174" 4" 47 B Sawtooth GA | 14ULH7 1ULH8 | — is traveling over rough or uneven surfaces in indoor and outdoor 
"3% 350 Ib. 12%" a" x 492" B Sawtooth _—«GA_| 32675 | 323676 | — areas. All swivel casters have a double-ball bearing raceway. Casters 
Extra-Heavy-Duty : ‘ 
gy 2 330 lb. 10%" 4x 612" A Sawtooth Hamilton’ — | 361702 | 361698 + With a brake have an over-the-wheel strap brake. Medium-duty 
3. oan e: es i x oe R sawtooth Hamilton 361705 | _— — casters are used on carts, trucks, and equipment in warehouses, 
10" —3%" 480 1b. 121%" 41" x Gy A Sawtooth Hamilton | 367706 | 361703 — transportation facilities, lawn and garden centers, and hospital- 
40" au aa i ate ees 4 eawlooth Hamilton 3617/07 tte 361/01 t ity sites. Extra-heavy-duty casters bear heavier loads, withstand 
15y" 4" 7701b. 18%" 68" x 77" D Diamond GA — 45498 — rougher terrain, and absorb more shock and impact than medium- 
» 4 960lb. 18%" 64x74" D Sawtooth Hamilton | 5VG81 | 5VF83 | — t ters. They ar n heaw carts. trucks. an ioment 
16" qin" 1220 Ib. 18%" 6x7" D Sawtooth Hamilton | 5VG83 | 5VF84 | — sea oe eanicie pet pokes —_ oun ree sett ad 
* With total lock. ¢ With four-position swivel lock. ** Mounting plate size based on swivel caster. g app , SU ; p g : pport, p 
See Grainger.com® for exact dimensions. baggage trolleys, and manufacturing and maintenance operations. 
* GRAINGER © GREENLEE. ™® f : Swivel Caster 
APPROVED No. 404L09 
S = ti Wh PI t Cc t Plate B Plate D 
p oo Mounting SWIVEL | RIGID 
These casters have semipneumatic wheels that absorb shock and vibration Mn tice ii 3 ' ae ESTEE ESTE 
: : Whee ee oa ounting Mounting Bolt Hole tem tem 
and will not go flat If they are punctured. They are used on carts, trucks, and Dia. Width Rating Height Plate Size Pattern Tread Brand No. No. 
similar equipment that will be moving fragile or vibration-sensitive loads over By; a 200 I. isi 4 —_ 3 Ribbed a aGis1 3150 
A 1 A 8" E 8" ox p e 
rough or uneven surfaces in areas with sharp debris, such as warehouses, 3° 914" 350 Ib 10" x 5" D Ribbed CA 36119 30118 
transportation facilities, lawn and garden centers, and hospitality sites. 1o 3 — 60D. SOX AK B Ribbed Greenlee | 35MM23 | 35MM22 





— 


Rigid Caster 


\ , No. 38ER62 
* GRAINGER N > Ai = a ‘ a 
APPROVED marastan. MGIIMILTOM. 
Plate B Plate C Plate D 

Plate Casters Mounting SWIVEL | RIGID SWIVEL CASTER 

-free- Plate CASTER 
Flat-free-wheel plate casters have solid wheels that Wheel Wheel Load Mounting Mounting Bolt Hole Item Item Item 
absorb more shock and vibration than semipneumatic Dia. Width Rating Height PlateSize** Pattern Tread Brand No. No. No. 
wheels and will not go flat if punctured. They are suit- Scat - 
able for moving fragile or vibration-sensitive loads and 6" 2" 2501b. 7% a" x Ay" B Centipede GA 437V23 | 437V25 437V24 
for traveling over rough or uneven surfaces in areas 8° — 5 a a : ener ah pega {oo eee 
with sharp debris. Medium-duty casters can bear 10%" 3%" 440lb. 12%" 67 x 67" D Smooth GA 22N206 | 22N207 22N208 * 

Soft Polyurethane Tread 

moderately heavy loads and are used on carts, trucks, Sg," e ip. OI KAS B Sawtooth Marastar | 38ER63 | 38ER62 = 
and similar equipment in warehouses, transportation 8%" 2%" 275lb. «O97 AV" x 4! B Sawtooth GA 53CM44 | 53C0M43 — 

aye Po i 7 7h" TY AtA" — 
facies, lawn and garden centers, and hospitaltly —— f0>-—$/—Sibb. 414 favtoot Meso ae ee 
sites. Heavy-duty casters can bear heavy loads and Heavy-Duty 

i Soft Rubber Tread 
are used oo heavy carts or trucks in warehouses, 7/6 2" 770 Ib. Se SS Ae x5" C Smooth GA 487618 = 487G19 * 
transportation facilities, and manufacturing sites. gig 298 770 Ib. 1198" OMe" xBM%e" OD Smooth GA — — 487G16 * 
Extra-heavy-duty casters can bear very heavy loads i 7 si 990 lb. 11%" BAX B74" D Ribbed GA | 22N199 | 22N201 | 22N202 * 
‘ xtra-Heavy-Dut 

and are used on heavy carts, trucks, and equipment Soft Rubber Tread 
icati » AR 960lb. 18%" 6x7" D Sawtooth Hamilton — — 35W143 
in towing applications for aerospace ground support, 16" si 9900 Ib. 18%" 6iA"x7%" _D Ribbed Hamilton | GAZP3 | 6AZP5.| GAZPA 


shipbuilding, automotive manufacturing, and mainte- 


: * With total lock. With four-position swivel lock and brake. ** Mounting plate size based on swivel caster. 
nance operations. 


See Grainger.com® for exact dimensions. 
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MATERIAL HANDLING Scan. Order. Done. 
Leveling, Irack-Wheel & Inverted-Mount Plate Casters Details on page A1. 








— 





Leveling Plate Casters * anes =e 

Leveling plate casters are used on equipment that will be moved often but must ea 

stay stationary when in use. Each caster has a leveling pad that can be raised to ' ’ ss ° GG, 

allow it to roll and lowered to prevent it from rolling, and a thumbwheel adjusts the Plate D ' : . : 

pad's height to level the equipment. All are swivel casters that can rotate 360°, panes dt clfene-sariea gee eat enic. 
and all have impact-resistant nylon wheels. General purpose casters are used No. 24WK16 No. 34RU55 No. 489A92 
on furniture and equipment in high-automation manufacturing, medical, retail, and Maximum Mounting 


laboratory settings. High-adjustability extended-stem casters have long leveling “Hie” Width Rating Height” Height. Plate'SingHolePattern Now 


stems and can be adjusted to a greater range of heights than other leveling plate General Purpose 











‘ ‘ : ‘ i" T/A 6" 7h" y D7h" 
casters to accommodate very uneven floors or raise furniture or equipment high off a ti —— $9 P36 See R ze 
the ground in areas such as food-processing plants, medical settings, pharmaceuti- 54, 1%" -1100lb. 4%" 4% — D 489A81 
cal facilities, packaging and conveying operations, and laboratories. Quick-engage 1A —peodlb. Asa Ag S18 Xe 4 SIRUSS 
, Packaging ying op anes. gag 278 1¥"~—~—«2200 Ib. 4% SCA" BS X BVH" D 454N23 
pedal-style casters have a foot pedal that users step on to quickly start or stop 3! 1%' 880 Ib. 45" BYe 4 X 3" D 34RU54 
; ; 315" 2%" 4400 Ib. 5 5156 — D 454N24 
the casters from rolling. They are used on reconfigurable machinery and production »wigh-wajustability Extended:Stem 
lines in heavy manufacturing and industrial applications. 2 ai ee a zits is X Als ! are 
: Yq" 30" 4" 4° X 34" 
Note: For safety, working load cap. for 4-caster installations should not exceed 2 x individual caster Quick-Engage Pedal-Style 
load rating. Example: Working load cap. is 1100 Ib. for 4 of No. 24WK16 (load rating is 550 Ib. each). a 14%" 440 |b. 4/6 4S/" —_— D 489A92 
a SAEh | AS 
Plate 
Wheel Wheel Load Mounting Mounting Bolt Hole Item Item 
pe. Width Rating Height Plate Size Pattern Wheel Bearing Type Brand No. No. 
V-Groove 
Firm Polyurethane Tread 
4" 2 350lb. 5% 4x 4%" B Roller Bearings GA — INWC9 
: e = - : 450lb. 7%" 4x 4%" A Roller Bearings GA — INWD4 
ard Nylon Trea 
ay 2" 1540 lb. 6%" 4" x 41" B Precision Ball Bearings GA 454M81 — 
E 6" P Ve 1 set Ib. 1%" 4" x 4%" B Precision Ball Bearings GA 454M82 — 
xtra-Hard lron Trea 
V-Groove Single-Flange Dual-Flange 1%" —-800lb. 5% = 4°x 4%" B Roller Bearings GA 1 a 1 nwa 
z Rigid Caster Rigid Caster 7 2 700 Ib. 5" 4" x 4" B Roller Bearings GA 4 5 | 4 
se tia ic ucaaa sc uUaos vo 800Ib. 5%" a x4" =~ Roller Bearings GA | 1NWC2 | 1NWC3 
ae 2” 800lb. 5% 44%"x6u%" A Roller Bearings GA INWD5 | 1NWD6 
2” 800lb. 6%" 4%"x6u%" A Roller Bearings GA — | 489014 
5" 2” 900lb. 6%" 4'x4%" B Roller Bearings GA — INWC5 
2” 1000lb. 6%" 4'x4%" B Roller Bearings GA 490V86 — 
2” 800lb. 6%" 4%"x6u%" 8B Roller Bearings GA 490V87 — 
2” 1000lb. 7%" 4x4" B Roller Bearings GA INWC6 | INWC7 
2” 1000lb. 7%" 4%"x6u%" A Roller Bearings GA — INWE1 
2° 1000lb. 7%"  5"x5i%" D Roller Bearings GA 489012 | 489013 
Plate A Plate B 6" 2” 1000lb. 8 £4%'x6u%" A Roller Bearings GA 489016 — 
2” 1200lb. 7%" 4x 4%" B Roller Bearings GA — | 490V68 
2° 1200lb. 7%" 5" x54" D Roller Bearings GA — TNWB5 
ae 2000 Ib. 7 v2 a X on. nore peatings ae — WES 
ye aaah 3" ra £300 in 0% 18 5 aie A Roller Baris a = 489017 
: ri i 2%" 2000lb. 10%6e 4%"x6%" A Roller Bearings GA — TNWE5 
PETONED 10° 2%" 3000lb. 12%" 5vx7%m A Roller Bearings GA — | 4NWF2 
HaMmiiLTon. priate = ct Extra-Hard Stainless Steel Tread 
4" 2" 800 Ib. 6" Ax 4" B Precision pal Bearings : fi — tT 
6" 2 800 Ib. 1" 394" x 47 B Precision Ball Bearings Hamilton —_— 
Track-Wheel Plate Casters Extra-Hard Steel Tread 
. ae i J: 2" 1250 lb. 6%" 4" x 4 B Precision Ball Bearings GA _ 454M85 
Track-wheel plate casters have wheels that fit into compatible 19" 1760 lb. 79" 4¥6" x 5Ve" © Precision Ball Bearings GA 454Mea > — 
steel tracks or rails. They mount to containers, racks, carts, and 6" 1%" 1760lb. 7%" 4%"x6%" A Precision Ball Bearings GA — 455791 
. . . 3 u u 1 u 1 7 = 
other equipment and provide precise control over movement and oe OP a Ba i novel pees aon MT | eohOne 
alignment when moving the equipment between two locations, 1%" 16501b. 954" 4%e"x5%6" CC _—_——~Prreccision Ball Bearings GA — ___|_489A50 
such as from one machine to another, into and out of an oven gr 1%" 2000 Ib. 9%" 4%e"x 5%c" CC Precision Ball Bearings GA __| 454M83| — 
oo : 3°: 9000lb. =10%" 6%'x7' B Roller Bearings Hamilton | 52YU13 | 52YU14 
or between points on an assembly line. All swivel casters have 4" 10,000 Ib. 10%" 6%"x7%" —B _ Tapered Roller Bearings Hamilton | 52YU15 | 52YU16 
ea ingle-Flange 
with a V-shaped tread that mates with a compatible angle-iron Extra-Hard Iron Tread . . 
track. They have flat edges and can also roll on flat surfaces. igi —pye-—fg00 1b. i444" 66" A Roller Bearings Hamilton =| BVGaT 
Single-flange casters have wheels with one flange that guides 6%" 2" ~—-2000Ib. = 8" ~—S5"x7%" OD Roller Bearings Hamilton | — 5VG08 
them along a flat track or rail. They create less friction between Eva Wax d Steel sn: ge sexi OD Roller Bearings _ Hamilton | — | _sWG09 
the wheel and the track or rail than dual-flange track-wheel AV" 2%" —3000Ib. 7%" 5 4x7K% OD Roller Bearings Hamilton | — | 5VG04 
casters. Dual-flange have wheels with two flanges that guide Oc = 4300 lb. 8  sax/ OD Roller Bearings _- Hamilton |__— _|_ SWG06 
them along a flat track or rail. They maintain their alignment Extra-Hard Iron Tread . 
better than single-flange track wheels in applications with ss Has 4 Seal so0 Be x7z OD Roller Bearings Hamilton | — | SWGO07 
impact loads, debris, or obstructions. 5" 3° 4200lb. 8" XT" D Roller Bearings Hamilton |  — 5VG05 
Ca 
* GRAINGER . . ° 


APPROVED , | (= 
Inverted-Mount Plate Casters : < 


. 


Inverted-mount plate casters are installed with their wheels pointing up to i ‘ : B)) 
create a low-friction surface for moving bulky and heavy loads. Groups of Plate A Plate D Plate F Plate H General Purpose 
these casters are mounted in floor recesses in dock areas, airport cargo- No. 4W782 
loading areas, or aircraft to reduce the effort it takes to move and manuever Mounting — 
; Wheel Wheel Load Mounting Mounting Plate Bolt Item ic mr, 

large cargo containers on the floor. They can also be mounted onconveyors Dia. Width Rating Height Plate Size_Hole Pattern _ No. : y 
or portable dollies and fixtures that are used for handling large containers to _General Purpose a $9 —oay Ly f 455785 — Me. 

. ere . . ei . , " 8 : 4 4 8 ' 
provide multidirectional movement in transition, infeed, or outfeed sections. 2M" 447 ABQ Ih 34 BR x Ae" 4 4F146 > 
All are swivel casters and can rotate 360°, and all have precision ball bear- ave 1% 400 tb. 38% 2x 2% F 4W 782 - 
VF59 has a foot d that he df ae ioginaint 27s 1%" 450lb. 4%6 38" x 476" H 1F147 bE 
ings. 5VF59 has a foot guard that prevents toes and feet from slipping Into | With Foot Guard With Foot Guard 
the caster's mounting recesses and causing falls or injuries. 2% 1% AAO ID. SH 6 XA D OVF59 No. 5VF59 
1208 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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MATERIAL HANDLING 
Standard Stem Casters 





* GRAINGER 
APPROVED 


Threaded Stem Casters 


Threaded stem casters screw into a hole, bracket, insert, or socket and are 
typically used to add casters on equipment where there is not enough room to 
attach a plate caster's mounting plate. All are swivel casters and can rotate 360°. 
General purpose casters are used on carts, furniture, storage cabinets, storage 
bins, display stands, appliances, retail fixtures, and other equipment in a wide 
variety of settings. Extended-stem casters for ladders are used on ladders, 
platforms, and similar equipment in areas such as warehouses, stockrooms, and 
loading docks. Each caster has an extra-long threaded stem with a spring-loaded 
assembly that allows the equipment to lower to keep it stationary when it's in use 
and raises the equipment when it's not in use so it can roll. 











SWIVEL SWIVEL CASTER 
CASTER WITH BRAKE 
Wheel Wheel Load Mounting Item Item 
Dia. Width Rating Height Caster Stem Size No. No. 
General Purpose 
Thermoplastic Rubber Tread 
Ze 110 Ib. 32" 3/18'-16 x 12" _ 49H591 
3" 1%" 210 Ib. 316" ¥e'-16 X 1" 32J866 —_ 
1%" 210 Ib. 316" Yi-13 x 12" 32J890 —_ 
4 1%" 300 Ib. A136" e'-16 X 1" 32/867 —_ 
5" 1%" 325 Ib. oe" VI-13 x 12" 32J892 _ 
1%" 325 Ib. 6" Yi-13 x 12" 20TM56 _ 
Rubber Tread 
1" 100 Ib. 3%" ¥e'-16 x 12" 323787 _ 
<i 1%" 150 Ib. 316 ¥e-16X1- 32J860 — 
1%" 175 |b. 4," V-13 x 1" _ 489042 
32" 1%" 250 Ib. AN 6" Vo'-13 x Ya 488U06 _ 
Ze 115 Ib. 4136" A” x 1%" 32/986 _— 
1" 130 Ib. 47," ”e-14 x 12" 487G61 _ 
TY" 170 Ib. A156" ¥e-16X1° 32J861 — 
4" 1M 170 Ib. Als/6" ”e-14 x 12" 32/967 _ 
1Y%4 170 Ib. A15/6" Y'-13 x T" 323873 _ 
1Y%4 170 Ib. Als/e" V-13 X12 32/970 _ 
14%" 240 |b. a V'-13 x 298 _ 489028 
1Y%" 300 Ib. a W-13 X17 _ 490W37 
il 125 |b. o's" ¥e'-16 x 12" 32/789 _ 
ul 125 Ib. oe" Yi-13 x 12" 32/953 _ 
5" 1%" 200 Ib. o's" ¥e'-16 Xx 1" 32J862 _ 
1%! 200 Ib. oe ”b-14 x 12" 32/968 _ 
1%" 200 Ib. 0!" V-13 X12" 32/971 _ 
1%" 325 Ib. 6V“e' V-13 xX 12" _ 490W38 
6" 1%" 280 Ib. 7%" %-11 x14 32/978 _ 
Polyurethane Tread 
Ze 120 Ib. 32" ¥e'-16 X 1" 487G54 487H16 
1%" 210 Ib. 316" ¥e'-16 X 1" 32J869 _ 
a 1%" 210 Ib. 316" ”e-14 x 12" 32/887 _ 
1%" 210 |b. 316 Vi-13 xX 12" 323893 — 
1%" 210 Ib. 316" Ve-13 XT 323878 _— 
il 130 Ib. 47," Vie -18 xX 1" 487H20 487H19 
i 130 Ib. 47," ¥e-16X1- 487H21 487H22 
1" 150 Ib. A136" ¥e'-16 x 1" 32J806 — 
1" 150 Ib. 413/16" Vi-13 x 12" 32J803 _— 
4" 1%! 2/5 |b. A136" ¥e'-16 X 1" 32J870 _— 
1%" 2/5 |b. A136" ”e-14 x 12" 32J888 _— 
1%" 2/5 |b. 413/16" Vi-13 x Ya 323885 — 
1%" 2/5 |b. A136" V-13 X 1 32/879 _ 
1%" 2/5 |b. A136" Vo-13 X 12" 32/894 _ 
No. 454Y30 
* GRAINGER 
APPROVED 
Maintenance-Free 


Expanding Stem Casters 


Expanding stem casters can be installed into structural tubing with a range 

of diameters and don't need to be secured with bolts or pins. Each caster has 
a knurled nut that is tightened to expand the rubber sleeve on the caster's 
stem until it is large enough to firmly grip the inside of the tubing. The casters 
have sealed precision ball bearings that do not need to be routinely greased, 
which minimizes maintenance and extends the casters’ life. Their lightweight 
nylon frames resist chemicals and corrosion, and they have thread guards that 
prevent dirt and debris from entering the casters and damaging them. Suitable 
for carts, racks, and equipment in medical facilities, pharmacies, laboratories, 
food-service areas, and other areas where the equipment will be moved 
frequently and may be exposed to water, chemicals, and debris. All are swivel 
casters that can rotate 360°, and all have a thermoplastic rubber tread. 


Wheel Wheel Load Mounting Item 
Dia. Width Rating Height Caster Stem Size No. 
41%/6" 1%" 240 |b. 6As 664" X 2% a" 454Y31 

5 1%" 240 |b. b/s Va'-13 X 22%" 454Y30 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


For information on selecting casters, see page 1194. 
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Extended-Stem 
No. 400K80 


General Purpose 
Swivel w/Brake 
No. 490W37 


‘ 
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SWIVEL SWIVEL CASTER 
CASTER WITH BRAKE 
Wheel Wheel Load Mounting Item Item 
Dia. Width Rating Height Caster Stem Size No. No. 
1%" 300 Ib. o'/6" ¥e'-16 x 1" 32J871 _ 
5" 1%" 300 Ib. 5'6" V'-13 x 1%" 32J895 _— 
1%!" 300 Ib. 5!" Y"-13 x 1" 32J880 _ 
Polyolefin Tread 
1" 125 Ib. 3%" ¥e'-16 x 142" 20TM42 — 
1" 125 Ib. 3%" ”e'-14 x 12" 32/959 _— 
1%" 210 Ib. 31/6" ¥8'-16 x 1" 32J863 —_ 
3" 1%" 210 Ib. 31/6" ”e-14 x 12" 32/988 _ 
1%" 210 Ib. 316" Vo'-13 x 1%" 429H12 — 
1%" 210 Ib. 31/6" Y'-13 x 1" 32J875 _— 
134" 350 Ib. 3/4" Vo'-13 x Ya 32J896 _ 
1%" 350 Ib. oe. ¥a'-10 x 1" 32J897 _ 
1" 130 Ib. 47 ”e'-14 x 1%" 487G57 _ 
1" 150 Ib. 413/6" ¥e'-16 x 1%" 20TM46 _— 
i 150 Ib. A's/¢" Y'-13 x 12" 32J964 _ 
1Y% 2/5 |b. 43/6" ¥e'-16 x 1" 32J864 _ 
4 1%" 2/5 |b. A136" ”e-14 x 12 32/989 _ 
1%!" 2/5 Ib. 4136" Vo'-13 x 1%" 32J974 —_ 
1%" 2/5 |b. 4136" Ya"-13 x Ya 32J882 —_ 
1%" 275 |b. 4136" Y'-13 x 1" 32J876 _ 
1%" 2/5 |b. a ¥e'-16 x 11" 20TM48 _ 
1" 150 Ib. 9!" ¥e'-16 x 11" 323792 _ 
1" 150 Ib. 9!" V'-13 x 1" 32/965 _— 
1%!" 300 Ib. a!" ¥8'-16 x 1" 32J865 —_ 
a: 1%" 300 Ib. o's" ”e-14 x 1%" 32J972 — 
1%" 300 Ib. o's" Y'-13 x 1" 323877 _ 
1%" 300 Ib. 5!" Vo'-13 x 1%" 32J975 _— 
1%" 300 Ib. a!" Ya"-13 x V4 32J883 _ 
Phenolic Tread 
2. 1%" 200 Ib. 2'6" V'-13 x 12" _— 19MP15 
ch 19%" 350 Ib. 34" V'-13 x 22" — 32J976 
Nylon Tread 
ch 134" 500 Ib. 31% 6" V"-13 x 12" 416P08 — 
Extended-Stem for Ladders 
Rubber Tread 
Ze 100 Ib. 325/30" %6'-18 x 44%a" 400K80 _ 
Polyolefin Tread 
2 Ze 75 |b. 2V" Ae'-18 x 42%2" 32J912 _ 
3 Ue 100 Ib. 31" Ae'-18 x 42%2" 416P14 — 
Ball Wheel Single Wheel 
No. 19YX24 No. 19YX28 


* GRAINGER 
APPROVED 


Grip-Neck Stem Casters 


Grip-neck stem casters install into a specially designed socket that grips the 
stem head for a secure hold. They are used on office furniture, cabinetry, retail 
displays, and other light-duty equipment made from wood or metal tubing that 
has these special sockets. Ball-wheel casters have a spherical wheel covered 
by a hood that hides dirt and scuffs. Single-wheel casters each have one wheel. 





Wheel Wheel Load Mounting Caster Item 
Dia. Width Rating Height Stem Size Frame Finish No. 
Ball Wheel Grip-Neck Stem Casters 
Polyolefin Tread 
15/4" 75 Ib. 2°fea Ae x 1¥2" Polished Brass 19YX24 
5" 15/4" 75 Ib. 2° fea Ve x 1" Black Oxide 19YX25 
2 80 Ib. 248" Ae x 1" Bright Brass 454N46 
2" 80 Ib. 2% Ve x 1¥2" Chrome Plated 454N47 
Single Wheel Grip-Neck Stem Casters 
Rubber Tread 
9" Ze 75 Ib. 2" Ae x 12" Brass Plated 3A776 
Re fo.(b. 2A" Ve x 12" Nickel Plated 19YX28 
OV" Ys" 79 Ib. 2. Ye X1¥2" Antique Copper Plated 2G002 
Ze (91D, 3 "6" Ae x 12" Antique Brass 429H15 
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MATERIAL HANDLING 
Standard Stem Casters 


Scan. Order. Done. 
Details on page A1. 














SWIVEL | SWIVEL CASTER 
CASTER WITH BRAKE 
Wheel Wheel Load Mounting Caster Item Item 
General Purpose Dia. Width Rating Height Stem Size Wheel Bearing Type No. No. 
No. 490W49 General Purpose 
Thermoplastic Rubber Tread 
2 7, 75 Ib. 25" Ae’ x 138" Plain Bearings 400K81 — 
cy 1V4' 210 Ib. 315/46" Ae’ x 158" Delrin Bearings 32J856 _ 
Rubber Tread 
o! 7, 90 Ib. 25," Te’ x 7 Plain Bearings 490W47 490W48 
7, 90 Ib. 257" Ae x 1/6" Plain Bearings 490W45 490W46 
: 7, 75 Ib. 3-1/6" te’ x V8 Plain Bearings 416P12 — 
ee 73 95 Ib. BV," The’ x VAG Plain Bearings a90w49 A90W50 
Re 120 Ib. 3%" Vig x Plain Bearings 490W51 _ 
1V4' 150 Ib. 315/46" Ae’ x 138" Plain Bearings 32J850 — 
a 14," 175 Ib. 358 fe X 1% Plain Bearings 1G009 _ 
1% 200 Ib. 4," 21/39" x 21/32" Delrin Bearings 5GPL9 5GPL8 
1Y," 200 Ib. 4YVe" ”e' x 1A6' Precision Ball Bearings _ 490W35 
ik 115 Ib. 4156" Ae’ x 12%2" Plain Bearings 323794 — 
ib 115 Ib. 4156" Ae’ x 138" Plain Bearings 32J993 — 
4! 1 115 Ib. AI 6" Ie" x 194" Plain Bearings 32J938 _ 
1 170 Ib. aye As Xx 196" Plain Bearings 32J851 _ 
1% 240 Ib. 4) fe x 1/6 Delrin Bearings — 489041 
1Y," 300 Ib. a ”e' xX 1A6 Precision Ball Bearings 490W36 _ 
il 125 Ib. 51/6" Ae’ x 12%2" Plain Bearings 32J795 — 
Wall-Protecting 1" 125 Ib. 51346" As’ x 13" Plain Bearings 32J994 — 
No. 483N56 5" 1V4' 200 Ib. 5156" Ae’ x 158" Plain Bearings 32J852 — 
1% 280 Ib. 6" 2/39" x 25/6" Delrin Bearings 12TJ1 — 
1v' 280 Ib. 6" 2/39" x 21/39" Delrin Bearings — 12TJ2 
Polyurethane Tread 
* Firat 7, 120 Ib. 3y" Ae’ x 16" Plain Bearings 487G53 -— 
ili 125 lb. 358" Ae" xX 12432" Plain Bearings 32J808 _ 
= Ee = = ib 125 Ib. 35," Ae’ x 1%8' Plain Bearings 32J799 — 
Friction-Ring Stem Casters t 135 Ib. 35/4" Asx 1¥e" Precision Ball Bearings 400K82 = 
1% 210 Ib. 31/6" Ae’ x 158" Delrin Bearings 32J857 — 
Each of these casters has a stem that presses into ar 
’ 1 130 Ib. 4% Ae’ x Plain Bearings 487H17 487H18 
an appropriately sized hole or socket in tubes, pipes, ‘ 1" 140 Ib. 41x46" Ae x 1% Plain Bearings 32J801 — 
wood, or brackets on furniture and equipment. A ah oe " Fem a f an Bearings aoe = 
spring ring at the end of the stem expands to hold the 7 Tae Th: aE Thay 12a Plain ee 371810 = 
caster in place once it's installed. The casters require sy 1 300 Ib. 6 Ye" Be x2" Precision Ball Bearings 454Y14 = 
few or no tools for installation and are suitable for scivsietia aa Ys 300 1b. Se Ee SEE: Delrin Bearings 92J859 = 
applications where casters need to be replaced = 7" 195 Ib. 35; The" x 12940" Plain Bearings 323796 _ 
frequently. All are swivel casters that can rotate 360°. 1v;' 210 Ib. 31%46" Ae’ X 138" Delrin Bearings 32J853 — 
i 1 130 Ib. Ai," Ae’ x 16" Plain Bearings 487G56 -— 
General popese casters are used a ele furni 4" il 150 Ib. 415/46" Ae’ x 138" Plain Bearings 32J956 — 
ture, storage cabinets, storage bins, display stands, WA 275 Ib. 416 The" x 1392" Delrin Bearings 32J854 = 
retail fixtures, and other equipment in a wide variety 5 T 150 Ib. 51546" Ae’ x 12%32" Plain Bearings 32J798 — 
of settings. Wall-protecting casters have rubber a Ds A eS ve ri eaiOs pala = 
; Wall-Protectin 
rings that protect walls and other surfaces from Polyurethane aor 
damage if the casters collide with them. 5 1% 300 Ib. 6/6" 7 x 2" Delrin Bearings 483N56 — 
ad 
{ 1 * GRAINGER 
ha APPROVED 


Bolt-in Stem Casters 


These casters each have a round or square stem that fits into structural framing made of metal tubing or 
angle iron. The shape and size of the stem determines the type of framing the caster will fit into, and the 
caster is held in place with a bolt or pin that is installed into cross-drilled mounting holes in the framing and 
the caster's stem. Casters with a round stem fit into round metal tubing on light-duty scaffolding, work 
platforms, workbenches, and tables. Casters with a square stem fit into square or octagonal metal tubing 
or angle iron on carts, racks, and similar equipment. 








SWIVEL 
SWIVEL CASTER 
Round Stem CASTER | WITH BRAKE 
Wheel Load Mountin Item Item 
ney txGue Dia. Wheel Width Rating Height. +=“ StemDia. ~~ Wheel Bearing Type No. No. 
Round Stem 
Rubber Tread 
5. 1%" 150 Ib. 66" i: Delrin Bearings _ 487G62 
. 6" z 500 Ib. 71Y2" 13%" Roller Bearings _ 5VP46 * 
Py 3" ea 500 Ib. g" 19" Roller Bearings _ SVP47 * 
Polyurethane Tread 
10" 3 1350 Ib. 12%" 196" Roller Bearings _ 45JR96 
Nythane Tread 
5 154" 1320 Ib. 616" 1%" Plain Bearings 1XGJ6 _ 
6" 19/4" 1320 Ib. aA 1" Plain Bearings 1XGJ7 _ 
8" 194" 1320 Ib. gy" 1%," Plain Bearings 1XGJ8 _ 
Square Stem 
Rubber Tread 
3" i 100 Ib. 398" 4" Plain Bearings 32J903 _ 
4" il 115 Ib. 413/46" 5/4" Plain Bearings 32/998 _ 
ile 125 Ib. 52752" 3/4" Plain Bearings 20TM38 _ 
5" i 125 Ib. 516" 5/4" Plain Bearings 32/999 _ 
il 150 Ib. 516" 4" Plain Bearings 32J905 — 
Round Stem 14%" 240 Ib. 6932" 1Y%" Plain Bearings _ 20TM40 
w/ Total Lock Polyurethane Tread 
No. 487G62 ms 4" 144" 275 Ib. AIS6" 4" Delrin Bearings 32J899 — 
Square Stem 1%" 300 Ib. 6" 5/4" Delrin Bearings 32J901 _ 
No. 32J899 D 1%" 300 Ib. 6 %4" 5/4" Delrin Bearings 20TM37 — 
1%" 350 Ib. a," 5/4" Precision Ball Bearings 5VN79 — 


* With total lock. 


1210 GRAINGER. Find even MORE on Grainger.com® 


ITT 


1-800-GRAINGER (472-4643) 





MATERIAL HANDLING 
Standard Stem Casters 


For information on selecting casters, see page 1194. 
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CAD 





Low-Profile Easy-Turn Stem Casters APPROWED 


Low-profile easy-turn stem casters have small wheels and are used on equipment that must be kept low to the 
ground to maximize its stability while rolling, such as business machines, vending machines, store fixtures, lab 
equipment, refrigeration units, dollies, and server cabinets. The casters each have two wheels mounted on one 
axle, which reduces friction between the floor and the wheels and allows the casters to swivel more easily than 
single-wheel casters. All are swivel casters and can rotate 360°. Friction-ring stem casters have a stem that 
presses into an appropriately sized hole or socket in tubes, pipes, wood, or brackets on furniture and equip- 
ment. A spring ring at the end of the stem expands to hold the caster in place. Threaded stem casters screw 
into a hole, bracket, insert, or socket. 





SWIVEL CASTER 
SWIVEL CASTER | WITH BRAKE 
Wheel Load Item Pkg. _—‘ item Pkg. 
Dia. Wheel Width Rating Mounting Height Caster Stem Size No. Qty. No. Qty. 
Friction-Ring Stem 
Rubber Tread with Plain Wheel Bearing : 
i 7 200 Ib. Li He x17 26503 1 = ica ta 
Nylon Tread with Plain Wheel Bearing os 
2 2 110 Ib. 2932" Ae’ x 416P10 5 _ 
Threaded Stem 
Rubber Tread with Plain Wheel Bearing 
2" Re 200 Ib. 24" Y"-13 x 1%" _ 26Y501 1 
cl ZR 350 Ib. 34" "-13 x 1%" 26Y502 1 — 


* GRAINGER 
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Furniture Stem Casters CBEVCO 


Furniture stem casters are installed on chairs, carts, fixtures, and similar items in offices, retail settings, and 
other areas where they won't be exposed to heavy loads, chemicals, liquids, or high temperatures. Soft-wheel 
casters are less likely to damage hard tile or wood floors than hard-wheel casters, and hard-wheel casters 
won't grab or snag carpets. Friction-ring stem casters have a stem that presses into an appropriately sized 
hole or socket in tubes, pipes, wood, or brackets on furniture and equipment. A spring ring at the end of the 
stem expands to hold the caster in place. Threaded stem casters screw into a hole, bracket, insert, or socket. 














Wheel Wheel Load Mounting Caster Item Pkg. 
Dia. Width Rating Height StemSize Wheel Bearing Type Features Brand No. Qty. 
Friction-Ring Stem 
Nylon Tread 
Yo" 440 lb. 276° As’ x Plain Bearings Hard Tread GA  19YX32 4 
Yo" 550 lb. = 2%”Ae' /”e' x Plain Bearings Hard Tread GA  19YX33 5 
134" 550 Ib. Z ~e' x 1%" Plain Bearings = Bevco 1RL26 5 
9" 13%" 550 Ib. 2" 6" x 3" Plain Bearings _ Bevco 36R593 5 
134" 550 Ib. Z /e' x 7" Plain Bearings _ Bevco 36R611 5 * 
2: 110 |b. 2%2" Ae’ X Plain Bearings Noiseless Stem, Hooded GA 416P09 4 
2" 440 lb. = 2%" /”6' x Plain Bearings Soft Tread GA  19YX30 4 
2 _ 550 lb. 2 6" x 7h" Plain Bearings = Bevco 36R592 5 
2%6 24% 8 6S/olb. 24% /”6' x Plain Bearings Hooded Wheel GA 416P18 5 
3" 1%" 650 lb. 3" As x Plain Bearings = Bevco 422134 5 Friction- 
Polyolefin Tread F 
13" 751b. 23%" sx th" Plain Bearings Multipurpose Ball GA 19YX27 1 ean 
2" 2" 80 Ib. 2% ¥e" x 1" Plain Bearings Sealed Precision Bearing Raceway GA 487G49 1 7 
Z 80 Ib. 24%" Ae x 1”Ae' Plain Bearings Swivel Force Reduction GA 454N48 1 
Polyurethane Tread 
2 Yo" 590 lb. = 2%”Ae' /”6' x 7" Plain Bearings Soft Tread GA 19YX31_ 5 
Rubber Tread 
7 75 lb. 276" /”6' x Plain Bearings Soft Tread GA 2G001 1 
7 75 Ib. 2 3a" xX 1" Plain Bearings Soft Tread GA  3A/78 1 
7 75 Ib. oe ¥" x 1" Precision Ball Bearings Soft Tread GA 3A778 — 1 
Ze 75 Ib. 24" /e' x Plain Bearings Fully Heat Treated GA  429H23 1 
9" 7 75 Ib. QV" ‘As’ x" _ Precision Ball Bearings Soft Tread GA 2G009 1 
7, (9b, 2a ”e' x 1%" Plain Bearings Hard Tread GA 1G011 1 
7 75 Ib. 2¥" ”e' x 1%" Plain Bearings Soft Tread GA 3A787 —s 1 
ZV 75 Ib. 2 As X 1%" Precision Ball Bearings Soft Tread GA 3A779_—s 1 
Ze" 440 Ib. Zz Ac’ x 1" Plain Bearings = Bevco 36R601 4 
7%" ~—-550 Ib. 2" Ae" x 1" Plain Bearings _ Bevco 36R605 5 
Ye" 75 Ib. 3 ¥e" x 1" Precision Ball Bearings Soft Tread GA 2G003' 1 
Dp" 7 75 1b. 3%" Ye" x 1" Plain Bearings — GA 429H16 1 
Ze 75 lb.  — 3%42" As" x 1%" Plain Bearings — GA  429H17 1 
Ze 75 1b. 39%2" Aes’ x Plain Bearings — GA  429H11 1 
3" 1%" 110lb. 3%’ ~e' x 1%" Plain Bearings Soft Tread GA 1G005 1 
1%" = 165lb. 3%" /As' x 13%" Plain Bearings — GA 429H07 1 
Threaded Stem 
Polyolefin Tread 
9" 1%" 75\lb.  2%e' Ve" x 1" Plain Bearings Multipurpose Ball GA 429H24 1 
a 80 Ib. 2%" Vie" X 1" Plain Bearings Sealed Precision Bearing Raceway GA 487G48_ 1 
Rubber Tread Threaded St 
7% -75lb. 2%" He'-18x 1" Plain Bearings Soft Tread GA 4A002_ 1 reared: shen 
7s 75lb. 22" He'-18 x 94" Plain Bearings Soft Tread GA 34TA55 1 No. 1G004 
7 75 Ib. 2° Ve-lexie Plain Bearings Hard Tread GA 1G013 1 
2 ZR Tailb: 24" ¥'-16x 1%" Plain Bearings Soft Tread GA  1G002 1 
7 (ob: 2¥" ¥e"-16 x 1" Plain Bearings Soft Tread GA 1G001 1 
is (ob, QV" ¥e'-16 x 1" Plain Bearings Hard Tread GA 1G003 1 
7 75 Ib. 24" %"-16 x 1%" Plain Bearings Hard Tread GA 1G004 1 
DV! Ze 75 Ib. 2%" ¥%'-16 x 1%" Plain Bearings Soft Thread GA  416P11 1 
Ze 75 lb. 3342" "16x 1%" Plain Bearings — GA  429H08 1 
1%" 110lb. 3%" ~=—%"-16 x %" Plain Bearings Soft Tread GA  1G007 1 
3" 1%" = 110lb. = 38%" "16x 1%" Plain Bearings Soft Tread GA 1G016 1 
1M" 165lb. 3%" "16K 1%" Plain Bearings Hard Tread GA 1G018 1 
1%" = 175lb. 38%" %H"-16 x 4" Plain Bearings Hard Tread GA 1G010 1 
* Includes brake. 
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Specialty Stem Casters Details on page Al. 


MATERIAL HANDLING scan. Order. Done. |=: 








Friction Ring Stem | 
w/ Total Lock 


No. 487G58 ae } 


Threaded Stem 
No. 20TM22 


* GRAINGER 
APPROVED 


NSF-Listed Sanitary Stem Casters 


These casters satisfy the National Sanitation Foundation's (NSF) rigorous testing 





SWIVEL 
SWIVEL CASTER 








requirements for casters that are used in environments where sanitary condi- CASTER | WITH BRAKE 
tions must be maintained. They mount onto carts, prep tables, food-service Wheel Wheel Load Mounting Caster Item Item 
. or pee . Dia. Width Rating Height Stem Size No. No. 
equipment, racks, and similar items that will be exposed to frequent wash- Threaded Stem 
downs, oils, or chemicals. All are swivel casters and can rotate 360°. Thermoplastic Rubber Tread 
3" v4" 210 Ib. 4" ¥'-16 x 1" 20TM55 — 
SWIVEL 4" 1" 300 Ib. 4Ty6" W'-13x 1%" | 323828 = 
SWIVEL CASTER Rubber Tread 
CASTER | WITH BRAKE 9" 7 75 Ib. 276 Y'-13x1%" | 20TM49 — 
Wheel Wheel Load Mounting Caster Item Item ZB 75 Ib. 22%64" ¥8'-16 x 11%" 20TM12 — 
Dia. Width Rating Height Stem Size No. No. cy il 100 Ib. 35" Y'-13x1%" | 20TM50 — 
Friction-Ring Stem 3Y5" ' 160 Ib. 43, W'-A13x1%" | 323821 — 
Thermoplastic Rubber Tread v' 160 Ib. 435/64" %'-13x2%" | 20TM32 — 20TM31 
5" 1 25 Ib 6" 7B xX 2H6' 32J812 — ib 115 Ib. 4Ty6" ¥'-16 x 1%" | 20TM51 — 
Rubber Tread ik 115 Ib. 4iy6" B'-13x1%" | 20TM52 — 
a iu 75 Ib. 22%" es x 138" 20TM13 — 4" 1 170 Ib. 4Ty6" W'-13x1%" | 323822 — 
3" T 100 Ib. 3%6 Ae x 12%" | 20TM15 — 1" 170 Ib. 4Ty6" Y'-13x 2%" | 323935 32J927 
il 100 Ib. 3%6 As x 138" 20TM14 = 1%" 170 Ib. ‘a ¥'-13x2%" | 20TM33 | 20TM34 
315" 1 150 Ib. 4% As x 12%2" 32J833 — 1M 200 Ib. 516" Y'-13x 2%" | 323936 32J928 
1 150 Ib. 4% Ae x 138" 32J842 — 5" 1 200 Ib. 6" Y'-13x1%" | 323823 — 
il 115 Ib. 45%" Ae x 12%" | 20TM16 — 1M" 200 Ib. 66a" Y'-13x2%" | 20TM35 | 20TM30 
4" 1 150 Ib. a Ae x 16" 487G42 — Polyurethane Tread 
1v%' 150 Ib. 5" Ae x 1h 487G40 — 3" 1M" 300 Ib. AV Y-13 x Ha" 487G45 = 
i 150 Ib. 6 Ye Bx 2¥" 487G50 | 487G58 * in 250 Ib. 43; B'-13x1%" | 323830 — 
5" 1v' 200 Ib. 516" Tx 2%" 32J941 — 34" vi" 250 Ib. 4354" '-13x2%" | 20TM22 | 20TM23 
1 200 Ib. 6 Ye Ae x 17" 32J835 — ' 350 Ib. 43574" B-13x1%" | 20TM21 — 
Polyurethane Tread 14%" 2/9 Ib. a Y'-13 x 14" 20TM24 _ 
3" i 135 Ib. 3%6 Ae x 138" 20TM19 — 4" 1" 275 Ib. 5" W'-13x2%" | 20TM25 | 20TM26 
3%" Th 325 Ib. 4% Te x 16" 487G44 — 1 350 Ib. 4iy6" V'-13 x Ha" 32J819 — 
4" 1 350 Ib. 41ye Ae x 138" 32J848 — 1%" 350 Ib. 4iTy6" Y'-13x 2%" | 32J981 32J982 
1 350 Ib. Ate! Te x 12%2" 32J840 — 1%" 300 Ib. 66a" Y'-13x2%" | 20TM28 | 20TM29 
1 250 Ib. 5136" "x 27%" 32J814 — 1 325 Ib. 646 Y-13 x Hi" 487G46 — 
1 250 Ib. 5136" 7B xX 246" 32J813 — S id 350 Ib. 516" Y'-13x 2%" | 323983 — 
1 300 Ib. 516" 27/30" x 2/6 — 32J933 1 350 Ib. 6" Y-13 x Ha" 32J820 = 
5" 1 300 Ib. 6 Ya" 7B xX 246" 20TM20 — ' 350 Ib. 66a" ¥'-13x 1%" | 20TM27 = 
1 300 Ib. 646 Ae x 138" 32J849 — Polyolefin Tread 
1 300 Ib. 646" As x 17" 32J841 — 3" Ya 350 Ib. 37" B'-13 x Ha" 20TM58 — 
1 325 Ib. 6 Ye BX 2%" 487G52 — 1H" 350 Ib. 37 ¥'-13x 2%" | 20TM59 — 
Polyolefin Tread 3Y5" 1" 250 Ib. 43 Y-13 x Ha" 32J815 — 
315" 1% 230 Ib. 4% Ae x 16" 487G43 — 1" 250 Ib. 43 W'-13x1%" | 323824 = 
1 250 Ib. 4% As x 1" 32J839 = ' 275 Ib. 5" ¥'-13x1%" | 20TM36 — 
4" 17 275 Ib. 5" As x 138" 32J846 — 4" 1" 350 Ib. 4iyjQ" I-13 x 7" 32J816 = 
1 275 Ib. a As x 17" 487G41 — 1 350 Ib. 4Ty6" B'-13x1%" | 323825 
ay 17 300 Ib. 66 Ae x 17" 32J838 — 5 1%" 350 Ib. 6" W'-13x1%" | 32826 — 





* With total lock. 
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Corrosion- and Debris- 
Resistant Stem Casters 


Antimicrobial casters have wheels that are impregnated with an antimicrobial 
compound that prevents damaging or odor-causing microbes from growing 

on them. Corrosion-resistant stem casters will not rust or corrode in envi- 
ronments where the casters will be exposed to water or cleaning chemicals. 
Debris-resistant stem casters have a thread guard that stops debris from 
getting inside the caster and damaging or contaminating it. Suitable for racks, 
carts, and other equipment that will be used in areas where the casters will be 
exposed to dirt or frequent washdowns, such as laundry rooms, textile factories, 





food-service facilities, restaurants, offices, government buildings, and schools. Antimicrobial Debris-Resistant 
All are swivel casters and can rotate 360°. Expanding Stem Friction-Ring 
w/ Total Lock No. 32J932 
owwel No. 455U33 
SWIVEL CASTER : 
CASTER | WITH BRAKE 
Wheel Wheel Load Mounting Caster Wheel Item Item 


Dia. Width Rating Height StemSize Bearing Type No. No. 
Antimicrobial Corrosion- & Debris-Resistant Expanding Stem 


Thermoplastic Rubber Tread 
3 1%" 165 Ib. 4i/ Yo'-13 x 2%" Precision Ball | 455U23 455U39 
4" 1%" 190 Ib. a” Yo'-13 x 2%" Precision Ball | 455U27 455U33 
Yo'-13x 2%" Precision Ball | 455U25 455U40 


2 14" 220 Ib. 6% 
6" 144" 240 Ib. th Y'-13 x 2%" Precision Ball | 455U41 455U34 


CAD DRAWINGS 
Available Online 
Grainger’s CAD capability lets you 


+ || 


D_)D_ D_ D_ 





poras-on- . Denrls-Resistant Threaded Stem 

olyolefin Trea i j 

3" id 110 Ib. 4%6 =3/18"-16 x 3%" Delrin 429H21 429H22 download 2D drawings and 3D CAD files 
ib 110 Ib. 4%" Yie'-18 x 1" Delrin 429H19 429H20 In your choice of format. 


Debris-Resistant Friction-Ring Stem 
Polyurethane Tread 
a. 1%" 300 Ib. a6 = 2a" x 2%6 Precision Ball 32/932 —_— 


> CAD available on select products. 


Debris-Resistant Threaded Stem Go to Grainger.com® 
Thermoplastic Rubber Tread 
2: TY 280 lb. 6 %a" Yo'-13 x1" Precision Ball | 29XW85 —_ 


* With total lock. 
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-IGRAINGER.COM — specialty Stem Casters 


For information on selecting casters, see page 1194. 


Quiet-Roll 
Friction-Ring Stem 
No. 455U30 



















Quiet-Roll 
Expanding Stem 
No. 455U22 


Antimicrobial 
Friction-Ring 
w/ Total Lock 
No. 455U35 






* GRAINGER 
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Medical Stem Casters 


Medical stem casters roll quietly and smoothly to mini- 

mize noise that can disturb patients. They are used on 

beds, gurneys, IV poles, maintenance carts, food-service 
equipment, and other items in areas such as hospitals, reha- 
bilitation centers, and laboratories. All are swivel casters and 
can rotate 360°. Antimicrobial casters have wheels that 
are impregnated with an antimicrobial compound that stops 


damaging or odor-causing microbes from growing on them. Single-Wheel 
Corrosion-resistant casters will not rust or corrode when Threaded Stem Twin-Wheel 
exposed to water or cleaning chemicals. Debris-resistant ii w/ Total Lock Threaded Stem 


casters have a thread guard that keeps debris from getting No. 454M80 Stn al 


inside the casters and damaging or contaminating them. 
Maintenance-free casters have sealed precision ball bear- 
ings that do not need to be routinely greased. Single-wheel 
casters each have one wheel. Twin-wheel casters each 
have two wheels that let them swivel and start rolling more 
easily than single-wheel casters. 





SWIVEL 
SWIVEL CASTER 
CASTER | WITH BRAKE 
Wheel Wheel Load Mounting ltem Item SWIVEL 
Dia. Width Rating Height Caster Stem Size No. No. SWIVEL CASTER 

Antimicrobial Corrosion- & Debris-Resistant Friction-Ring Stem CASTER | WITH BRAKE 
Thermoplastic Rubber Tread Wheel Wheel Load Mounting Item Item 

3 144" 165 Ib. 47/6 27/30" x 2 Ve" 455U36 455U35 ~* Dia. Width Rating Height Caster Stem Size No. No. 

4" 1%" 190 Ib. as Zio" x 2 V8" 455U32  455U37 * Single-Wheel Threaded Stem 

5 1%" 220 lb. 6”A6s 2730" X 2" _ 455U38 ~* Thermoplastic Rubber Tread 
Maintenance-Free High-Performance Friction-Ring Stem 4" 1%" 190 Ib. o'%6" M12-20 x 2532" — 454M80 ~* 
Thermoplastic Rubber Tread ah 1%" 220 lb. 6%" M12-20 x 2532" 454Y29 _ 

3" 1%" 165 Ib. 47 Ae’ xX 1/6" — 454Y41 * Polyurethane Tread 

1%" 165 Ib. 47, ~s' x 7" _ 454Y39 * a 1%" 165 Ib. 47," %e'-18 x 1" 487H14 | 487H15 * 

5° 1%" 220 Ib. 67," 27/30" x 26" 1MMN1 1MMN2 * Polyolefin Tread 
Polyurethane Tread 4" 1%" 190 Ib. 5136" M12-20 x 2%2" 454M79 _ 

cil 1%" 165 Ib. 47," As’ x 487H12 | 487H13 * 1%" 190 Ib. 516" Y"-13 x 1" _ 19YX06 * 
Polyolefin Tread a 1%" 220 Ib. 67h" Y'-13 x 1%" _ 19YX08 * 

3" 1%" 165 Ib. 47, ”e' x 1/6" 454Y40 _ Neoprene Tread 

1%" 165 Ib. ATR ~s' x 7" 454Y38 _ 2 il 175 Ib. 4," ¥e'-16 x 1" 455T49 455150 * 

4" 1%" 190 Ib. 5136" ”e' x 1/6" 19YX01 19YX05 * Twin-Wheel Threaded Stem 

5 1%" 220 Ib. 6%" Ac’ x 1/6 19YX03_ 19YX07 * Polyurethane Tread 
Quiet-Roll Expanding Stem 21/6 2%" 165 lb. 31/6" 150" x BY6q" 490W44 — 
Thermoplastic Rubber Tread 2 1 195 Ib. 3%6 M10-15 x %e" 2GU84 _ 

o. 1%" 165 Ib. 4/6 V"-13 x 2Y4" 455U22 | 455U29 * 3 15/6" 24" 220 |b. 5" 19/0" x 63/64" _ 483N15 * 

4" 1%" 190 Ib. 5/6 Vo"-13 x 24" 455U26 | 455U46 * 24" 220 Ib. a“e' 1¥0" x 6364" 490W40 _ 

6" 1%" 240 |b. 1/6 V"-13 x 2V4" 455U42 | 455U43 * 2," 275 |b. 416" Vs" x 1430" _ 24WA54 * 
Rubber Tread 2," 275 Ib, 49/" 3Y%4" X 25/30" _ 2GU87 * 

5 1%" 175 Ib. 6Ve' V2"-13 x 2%6' _ 490W39 * 4" 24" 275 |b. 49" 32" x 25/39" 2GU86 _ 
Polyurethane Tread 2" 175 Ib: 47, 25%4" x Ve" 2GU76 2GU77 ~*~ 

i 1%" 250 Ib. AY," 13%4" x 23764" _— 49H627 24" 220 Ib. 49" /32" x 25/30" 16D127 _ 

Quiet-Roll Friction-Ring Stem 3" 275 |b. 6Ve 150" x Yea" 490W42 _ 
Thermoplastic Rubber Tread 4 15/6" 34" 220 Ib. 6V%e M12-25 x 2%" _ 54JE11* 

2 1%" 165 Ib. 4/6" 2730" x 2" 455U31 455U30 * 34" 275 |b. 6V%e' 1H30" x 83/64" _— 490W43 * 

4" 1%" 190 Ib. AYA 27/30" x 2 Ve" 455U28 § 455U47 * 5" 24" 295 |b. 5136" Ye" x Ye" 24WA56 | 24WA57 * 

6" 1%" 240 Ib. 7/6 27/30" x 2 Ve" 455U45 | 455U44 * 3¥" 220 lb. oy" 32" x 290" 2GU78 _ 
Neoprene Tread Nylon Tread 

2 1" 125 Ib. 2/6" As x 7" _ 38R621 * 31/6" 23" 220 Ib. 5" M12-25 x 20" _ 54JE09 

3 le 175 Ib. 4," ”s' x 7" 454Y13 454Y44 * 4" 24" 220 Ib. 54%" %3'-18 x 1%0" 54JE12 _ 


* With total lock. 


* GRAINGER 3 —- 
APPROVED =f 
Side-Mount Casters p =. No. 22w968 


Side-mount casters have vertical mounting plates that attach to the sides of a 
gates, doors, fences, and other heavy equipment that won't support a traditional 

plate or stem caster. Also known as gate casters, these casters have a spring- 

loaded suspension that absorbs shocks to provide a smooth ride even when the 

casters are rolling on uneven surfaces. All have a rubber tread. 








i wan an Lad RA dle ; bea i te ‘* 
ia. idt ating ate Size olt Hole Pattern earing Type 0. 
2" 7 100(b..«5 94" x 2" | Delrin 32J780 ern paate 
Us 100 Ib. 4" x 1" | Plain 32J778 
Us 125 |b. 5" X 2" | Plain 32J781 
4" 1 125 Ib. _ 4 xt" | Plain 22W968 
8 22" 210 Ib. bY" x 35%" K Precision Ball 22W969 
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Scan. Order. Done. 
Details on page A1. 


MATERIAL HANDLING 
Bolt-Hole Casters & Standard Wheels 





* 














GRAINGER 
APPROVED 
A ial nee fe " ee Polyolefin Tread Wheels 
aa aaa prepa Wheels with hard polyolefin treads will not mark or chip floor 
surfaces. These lightweight, corrosion-resistant wheels can 
withstand impacts and exposure to water, oils, and chemi- 
* cals. They are also nonabsorbent and can be steam cleaned. 
rite Not suitable for prolonged exposure to heat or cold. a al 
Includes 
Wheel Wheel Load For Hub Spanner Wheel Item 
Bolt-Hole Casters Dia. Width Rating Axle Size Length Bushing Bearing Type 0. 
. ope . " 5 fT] Wl . 
Bolt-hole casters have an open hole that provides versatility when mounting 3 4) }#op—_pe—_1h- Me Fain pairs 
the casters to carts, furniture, storage cabinets, racks, and other equipment. - 17 250 Ib. 7B 1%e No Precision Ball 26347 
They can be installed in tubing using compatible expanding mounting stems su NE a eo a io nana goa 
that get larger as they're tightened to keep the caster firmly in place, or they ib 140 Ib. Ve" 1%" No Plain 426A73 
. . . * i" 3 i 9 il — 
can be installed in wood using a lag bolt. General purpose casters are suitable Va —_$a0 b: gers Ho Precision Ball ___¢ots9> 
for a wide variety of uses, including light-duty to medium-duty maintenance, 17 300 Ib. Zi 1%e' No Delrin 400K85 
contracting, janitorial, manufacturing, warehousing, and transportation appli- Ee ee Precision Ball 0 
cations. Low-profile casters are used on equipment that must stay low to a 300 Ib. i ACH Yes Roller INWT3 
the ground to keep it stable while rolling. Easy-turn casters each have two eae ges—Ge Ho nel ene 
wheels, which reduces friction between the floor and the wheels and lets them is 250 Ib. a 1%e! No Precision Ball 26Y369 
swivel more easily than single-wheel casters. Corrosion-resistant casters Va Se se EE, io fain oo 
have stainless-steel frames that withstand frequent washdowns or exposure to 1H 450 Ib. a 1%6' No Precision Ball 400K87 
chemicals. Heavy-duty long-swivel-life casters each have a sealed swivel 9 Ve. iaG ce: a ae No “fan shee 
mechanism that prevents dust and dirt from entering them and making it hard 17" 350 Ib. % 1% No Plain 26Y366 
for them to swivel. They also have thick steel frames that can bear heavier A Te novel Wwe 
loads, tolerate more frequent use, and withstand more shock and impact than oe 800 Ib. ve ave No Roller 1ULT2 
other types of bot-hole casters SWIVEL a a a re Pm re 
SWIVEL | RIGID CASTER 2 300 lb. 4, Va" De" Yes Roller 1NWT6 
Bolt CASTER | CASTER | WITH BRAKE 6 9 500 Ib. Yo" 5, OV," Yes Plain iNWT7 
Wheel Wheel Load Mounting Hole Wheel ltem Item ltem 9" 700 Ib. iy" DTG No Roller 2RZG5 
Dia. Width Rating Height Dia. Bearing Type No. No. No. 3 900 Ib. ih V6" No Roller {ULT3 
Low-Profile Easy-Turn = 900 Ib. A 2%6' No Roller 1ULT4 
Soft Thermoplastic Rubber Tread g" 9 900 Ib. ye Og" No Roller ORZG7 
2% Wolb a Ws Plain 22M991,  — | 22Mg92 * 2 1000 Ib. 4, Ys" De" Yes Roller INWT8 
3" 1 220lb 3%" He" Plain 22M995 |  — 22M996 * 
Low-Profile 
Soft Thermoplastic Rubber Tread 
9" ¥% 110lb 2%" Ae’ Plain 22M977 | — 22M978 * 
Ys 110lb 2%" ‘Ae' Precision Ball | 22M979| — 22M980 * 
Hard Nylon Tread 
1%" 1" 165lb a A’ Plain 22M999 |  — — 
z Ys 165ib 26" He" Plain 22N001 | — 22N002 * 
Heavy-Duty Long-Swivel-Life * GRAINGER 
Hard Phenolic Tread APPROVED 
6" 4 O0lb 8" Yq" Roller 32MZ42|  — — 
Extra Hard Iron Tread H 
: 61%" = 1320Ib 77 Yq" Roller 32MZ44 | — — Phenolic 
eneral Purpose 
Soft Thermoplastic Rubber Tread Tread Wheels No. 2RYZ4 No. 1UBN8 
3" 1 1651 37% Ae’ Plain 22M981 | 22M989 | 22M982 * ee : 
1 165lb 3%" As’ Precision Ball | 22M983 | 22M990 | 22984 * Wheels with hard phenolic treads resist oils, grease, gasoline, 
a a | Plain ___| 22985 |_—__|_22M986_"_ | and mild acids and can handle heavy loads without damaging 
Soft Rubber Tread : . : : 
ave A 310 yp" Roller 22N005 | — = floors. For use in dry environments with smooth, hard flooring 
1%" 310 Ib 4" Ae Roller — — 22N006 * 
77305 eB oe Roller 8024 sat U25 like concrete. Nos. 1UBN6 to 1UBN8 are laminated phenolic. 
5 1%" = 440 1b Be" Va Roller 38LU26 — 38LU27 * Includes 
Soft Polyurethane Tread Wheel Wheel Load For Hub Spanner Wheel Wheel Item 
3% 1% 660lb de yy Precision Ball | 22N020 _ 22N022 * Dia. Width Rating Axle Size Length Bushing Bearing Type Color No. 
Soft Nylon Tread 314" 2 700 Ib ye Ae 0 Roller Black 2RYZ4 
3% 1% 330lb 4%" "Precision Ball | 22N007 | — 22N008 * vl A 276 No Roller Black 55KC39 
4% 1%" —-330lb 5%" %" Precision Ball | 22N009 | — 22N010 * 1%" 500 Ib. x 1H" No Roller Black  1G450 
Soft Neoprene Tread 1%" 600 Ib. ye" 194" No Roller Black 55KC34 
3" 1 175 Ib 4" 7Aé' Precision Ball — — 454Y11 4" 2" VA 26 No Roller Black 2223 
1175 |b 4" 7Ae' Precision Ball — — 454Y12 * 2" 800 Ib. VA 26 No Delrin Black  2G224 
Hard Phenolic Tread 2 YA" 2/6 No Delrin Black 55KC36 
3° 1%" «400i 44" % Roller 38LU19 | — — 12" 600 1b x 1%" No Roller Black 1451 
5 1% 4951b Be" VA Roller 38LU22, — 38LU23  * 1 7 1H" No Roller Black _55KC35 
Hard Nylon Tread 5" Zz 900 Ib. Ve 2/6 No Delrin Black  2G225 
3" 1%" 350Ib 44" VA Roller 38LU14 | — — mr VA 276 No Precision Ball Black  16V368 
3% 1%" 770lb 5%" %" Precision Ball | 22N016) — 22N018 * 2” 1000lb. 26 No Roller Black  2RYZ6 
4" 1%" 495 1b 5 1" i" Roller 38LUi5 | — 38LU16 * a VA 276 No Delrin Black 55KC37 
Firm Polyurethane Tread 1%" 500 Ib. ye" 248" No Roller Black 416P24 
3% 15% 550Ib 56 % Precision Ball | 22N025| — 22N027 * 2" 4900 Ib A 2%6 No Roller Brown  489C23 * 
Corrosion-Resistant 2 YA" 2/6 No Roller Black 2RYZ9 
Soft Thermoplastic Rubber Tread g' 2 1500 Ib. 5/4" 26° No Roller Brown 1UBN5 ~* 
3%e 1%" 220lb 4%" %" Precision Ball | 22N033 | — 22N034 * 2%" 1600lb. 4" 3 i" No Roller Black 55KC40 
AR 1V%" —-265lb 6%" %" Precision Ball | 22N037, — 22N038 * 2%" 1750lb. 4" ch No Roller Black  2RYZ8 
CARBON STAINLESS 2%" 1800 lb. 1" 3 YA" No Roller Black 5VJ70 
STEEL STEEL 3° 2000 Ib. il 3 YA" No Roller Black  423J18 
Stem Item Item 2° 1200lb. 26 No Roller Black  2RZA2 
Expanding Stem Size Range Length No. No. 2 Y" 2”A6 No Precision Ball Black 16V370 
Bolt-Hole Caster Expanding Mounting Stems 2° 1400 Ib. Y 2/6 No Roller Black —_1G421 
For Round Stem with “c" Bolt Hole 2 5/4" 2 YA No Roller Black 5VJ83 
26/30" to 8¥ea" WA 22N255 92N264 8" 2" 4750 Ib Ya" 2%6 No Roller Brown 1UBN6 * 
6a" to 1/6" V9" 22N256 92N265 2%  eF eh No Roller Black  2RZA4 
1%e" to 134" V5" 99N257 92N266 2%" 2000lb. 4" 3 i" No Roller Black 55KC41 
13" to 137%" D1" 22N258 22N267 2500 Ib. 4" 3 YA" No Roller Black  16V330 
For Square Stem with “4c” Bolt Hole 3" 3000 Ib. ily OYA" No Roller Black 5VJ94 
45/a" to 596A" ah" 22N259 22N268 242" 2500 lb. 4" 32" No Roller Black  55KC38 
53a" to S¥6a" WA 22N260 22N269 10" 3° 2900 Ib. 1 32" No Roller Black  423J15 
63%4" to 1%" D1," 22N261 22N270 3° 3600 Ib. 1" 34" No Roller Brown 1UBN/7 ~* 
1%a" to 117% a" DV" 22N262 — 3 3500 Ib 4" 34" No Roller Black  16V332 
1" to 14" DH 6" —= 22N272 12" 2 ie 34" No Roller Black 52YU04 
117%" to 13%" V9" 22N263 = 3" 4400 Ib. il 3 VA" No Roller Brown 1UBN8 * 
* With total lock. * Impact resistant. 
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* GRAINGER 
APPROVED 


Rubber Tread Wheels 


Wheels with rubber treads are suitable for 
most types of flooring. Soft treads offer more 





Nonmarking Soft Soft Rubber 


cushioning and better floor protection than hard Nonmarking Soft Thermoplastic Tread 
treads. Hard treads provide more weight capac- Rubber Tread Rubber Tread No. 3G268 
ity, better abrasion resistance, and easier rolling No. 5VF40 No. 2RYWG 


than soft treads. Nonmarking treads will not 
leave marks on floors. 


Aluminum wheel cores are lighter and more 
rust- and corrosion-resistant than iron cores. 
Plastic, nylon, and polyurethane wheel cores 
are lighter and more corrosion-resistant than 
metal cores. Iron wheel cores typically have 
high load capacities but must be used in dry 
environments. Wheels with a rubber core have 








a rubber tread and core that are molded as a Nonmarking Firm Hard Rubber Nonmarking Hard 
single piece, eliminating the risk of the tread pega aa 7 i ee serail 
ubber Trea Oo. oO. 
and core separating during use. a oevaa6 
Includes Includes 
Wheel Wheel Load _ ForAxle Hub Spanner Wheel Wheel Item Wheel Wheel Load  ForAxle Hub Spanner Wheel Wheel Item 
Dia. Width Rating Size Length Bushing Bearing Type Color No. Dia. Width Rating Size Length Bushing Bearing Type Color No. 
Nonmarking Soft Rubber Tread Soft Rubber Tread 
Aluminum Core Aluminum Core 
37h" 1%" 440 Ib. Ae" 19%" No Precision Ball Black 487G13 3% 1%" 440 Ib. Ve" 15%" No Precision Ball Black 40L496 
5 2 440 |b. Yo" 2/6. No Precision Ball Green 5VF29 3'%6 = 1%" 220 Ib. Ve" 116" No Precision Ball Black 483N34 
of" pd 880 Ib. 4" 298 No Precision Ball —_ Black 487G14 15%" 550 Ib. Ve 19/4" No Precision Ball Black 40L497 
g' 2 660 Ib. yp" 2/6 No Precision Ball Green 5VF33 47" 2" 595 Ib. 3/4" 298" No Precision Ball — Black 40L498 
2" 820 Ib. Yn" 242" No Precision Ball Blue 29XU69 2" 595 Ib. 3/4" 2% No Precision Ball Black 487G27 
TR 2" 1100 Ib. ya" 2%" No Precision Ball Gray 454Y03 5" 2 350 Ib. Yn" 2/6 No Roller Black 2RYX7 
3" 2 880 Ib. Yn" 2/6. No Precision Ball Green 5VF40 2" 500 Ib. 3/4" 26. No Roller Black 26Y448 
- 1000 Ib. yy VAL No Precision Ball Blue 426A83 57%" 2" 880 Ib. 3/4" 2%" No Precision Ball Black 40L499 
Nylon Core 6" 2" 590 Ib. 3/4" 2%6" No Roller Black 26Y449 
3," 1%" 225 |b. ¥e" 1%" No Precision Ball — Blue 29XU71 6Y4" 2" 880 Ib. 3/4" 298 No Precision Ball Black 40L501 
4! 1%" 250 Ib. ¥e" 198 No Precision Ball Blue 29XU72 Th 2 1100 Ib. 3/4" 298" No Precision Ball Black 40L502 
2" 400 Ib. Yo" 2/6. No Precision Ball — 307295 916" 2 1430 Ib. 3/4" 2%" No Precision Ball Black 40L503 
5 2" 500 Ib. yy" 2/6 No Precision Ball — Blue 29XU74 Iron Core 
6" a 600 Ib. yy," 2/6. No Precision Ball Blue 29XU75 4 2" 300 Ib. Yn" 2v6" No Roller Black 2RZJ6 
8" a. 700 Ib. Yn" 2/6. No Precision Ball Blue 29XU76 2" 300 Ib. Yn" 2/6 No Roller Black 3G266 
Plastic Core 5" 2 450 Ib. Y" 2%" No Roller Black 3G267 
3 1%" ~~ 200 Ib. ¥e" 1%6' No Delrin Gray 2RYW3 2" 500 Ib. Yn" 2/6" No Roller Black 2RZJ7 
3" 1%" ~~ 250 Ib. 7" 1%6 No Delrin Gray 2RYW7 2 410 Ib. Y," 2/6 No Roller Black 2RYY1 
Steel Core g' 2" 500 Ib. yy" 2/6" No Roller Black 2RZJ8 
34" 134" 440 Ib. ya" 116" No Precision Ball Gray 40L538 2 500 Ib. Yn" 24" No Roller Black 3G268 
6%e Zz 990 Ib. ya" 2% No Precision Ball Gray 40L539 2" 810 Ib. Y," 2/6. No Roller Black 5VF36 
TR 2" 1320 lb. 3/4" 2%" No Precision Ball Gray 40L540 2" 500 Ib. Yn" VAL No Roller Black 2RYY2 
111%e' 3 2200 lb. 1%6 3%6 No Precision Ball Gray 40L544 3" 2" 600 Ib. Yn" 2/6 No Roller Black 2RZJ9 
Nonmarking Soft Thermoplastic Rubber Tread 2" 600 Ib. Vy" 21%" No Roller Black 3G269 
Plastic Core 2" 1175 Ib. yp" 2n6° No Roller Black 400K38 
2 1%" 200 Ib. ¥e" 1%" No Precision Ball Gray 2RYW6 10" 2%" 1350 Ib. 7%," 298 No Roller Black 5VF54 
3," 1%" 250 Ib. 3" 1%" No Precision Ball Gray 2RYW8 15%" 5%" 3300lb. = =1%' 5 Ye" No Precision Ball Black 483N52 
ile 135 Ib, Ve 1%6 No Plain Gray 26Y335 Plastic Core 
1%" 275 |b. ¥" 1%6' No Delrin Gray 26Y352 6" 2 400 Ib. Y," 2%" No Roller Black 2RZH9 
4" 1%" 300 Ib. ¥" 1%" No Delrin Gray 2RYX1 Rubber Core 
1%" 300 Ib. ¥e" 1%" No Precision Ball Gray 2RYX3 5 1%" ~~ 240 Ib. 37g" 1%6 No Precision Ball Black 26Y411 
1%" 300 Ib. Y" 1%" No Delrin Gray oVT75 Steel Core 
1" _— 275 Ib. ¥e" 194" No Delrin Gray 26Y358 6Y4" 1%" 495 Ib. 3/4" 2%" No Roller Black 401535 
1%" 200 Ib. ¥e" 19" No Precision Ball Gray 1KB19 TR 2 770 Ib. 3/4" 298 No Roller Black 40L536 
1%" 300 Ib. ¥e" 1%6' No Delrin Gray 26Y367 91%6 2%"  1870Ib. is 216 No Precision Ball Black 489D29 
1%" 325 Ib. ¥e" 1%" No Delrin Gray 2RZK2 91%6 2%" 990 Ib. 1" 2% No Roller Black 40L537 
ar 325 Ib. 3" 1%6' No Precision Ball Gray oVT78 Nonmarking Firm Rubber Tread 
5 1," 320 ID. Vp" 1/6 No Delrin Gray 5VT79 Aluminum Core 
1%" 350 Ib. bce 198 No Precision Ball Blue 5VT77 3%" 1%" ~~ 250 Ib. 3" 1%" No Delrin Gray 26Y427 
1%" 300 Ib. ¥" 194" No Precision Ball Gray 26Y373 Plastic Core 
1%" 300 Ib. ¥e" 19/4" No Delrin Gray 26Y372 3%" 1%" 250 Ib. Y," 1/6 No Delrin Gray 5VT73 
2 375 Ib. Yn" 2/6. No Roller Gray 2RYX6 4" 1%" 165 Ib. 3" 1%," No Delrin Gray 1KA95 
1%" 300 Ib. ¥e" 2 Ve" No Delrin Gray 26Y380 1%" 300 Ib. 7" 1%" No Precision Ball Gray 488T93 
2 450 Ib. Yn" 2/6. No Roller Gray 426A67 6" 1%" ~~ 240 Ib. 37" 1/6 No Precision Ball Gray 487G26 
6" 2" 450 lb. Y, 2/6 No Roller Gray 2RZJ1 Nonmarking Firm Thermoplastic Rubber Tread 
2 600 Ib. yp" 2/6 No Roller Gray 2RYX9 Plastic Core 
2" 600 Ib. Yn" 2%" No Roller Gray 5VT81 4" 1%" 325 Ib. 37g" 1/6 No Precision Ball Gray 2LU25 
2" 500 Ib. Yo" 2/6. No Precision Ball Gray 2RYY4 5" 1%" 500 Ib. 3" 1/6 No Precision Ball Gray 2LU27 
8" 2" 675 Ib. Yo" 2/6. No Roller Gray 2RYY3 2 350 Ib. Yn" 2%6" No Roller Gray 26Y430 
2" 675 Ib. Yn" 24." No Roller Gray 5VT82 8" Z 600 Ib. Yn" 2%6. No Roller Gray 26Y432 
10" 2" 250 Ib. Ye" 2 V4" No Precision Ball Black 16V335 Hard Rubber Tread 
Polyurethane Core Rubber Core 
1%" 280 Ib. Ve" 1%" No Delrin Gray 26Y396 a 1%" 300lb ww, %' 1%" Yes Plain Black 1NWT9 
6" 2 450 Ib. Yo" 21%32" No Roller Gray 26Y431 6" 2" 350 lb.  Y', 4%" 2M" Yes Plain Black 426A66 
Nonmarking Hard Rubber Tread 
Nylon Core 
4" 1%" ~~ 400 Ib. Yn" 2v6" No Precision Ball Blue 29XU73 
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Aluminum Core Iron Core 














Steel Core 
Glass-Filled WPA GRAINGER No. 2RZE7 No. 4DB70 No. 19YU64 
Nylon Core APPROVED 
mes Polyurethane Tread on Metal Core Wheel 
These wheels have metal cores and typically provide higher weight capacities 
than wheels with plastic cores. The wheels’ polyurethane treads resist abrasion 
Sag py and chemicals, roll quietly, and will not mark floors. Aluminum wheel cores are 
‘a lighter and more resistant to rust and corrosion than iron or steel cores. Iron 
wheel cores provide good wear resistance and must be used in dry environ- 
ments to avoid rusting. Steel wheel cores provide more wear resistance and 
have higher load capacities than iron or aluminum wheel cores. They must be 
Polyurethane Core . ; : : 
No. 2RZDG used in dry environments to avoid rusting. 
Wheel/ 
For Includes Tread 
* een Wheel Wheel Load Axle Hub Spanner Wheel Hardness Wheel Item 
pi. with Rating Size Length Bushing Bearing Type Rating Color No. 
uminum bore 
Polyurethane Tread on 31 210lb. Ye 1% No Delrin Firm Maroon 26Y397 
a 2° 600lb. % 2%6 No Delrin Hard Gray 26Y434 
Plastic Core Wheels i 2 600 b Ye Be Nes Roller Firm jelue 26¥433 
: ; 2" 2 ) recision Ba irm range 49H85 
These wheels have plastic cores, which weigh less and are more corrosion- 5: Fen 1s" SNe — Presto Ball — Fes Ones a0n867 
resistant than metal cores. They can withstand exposure to water. The wheels’ 2° 900 lb. 1%" 256" No Roller Firm Blue 402M60 
polyurethane treads resist abrasion and chemicals, roll quietly, and will not mark | 5" 4, 103). eve noler LCL 
: : 1050 lb. %" —2%e No Roller Firm Blue 29XU78 
floors. Glass-filled nylon cores will not chip, absorb water, or break down in 7 —4050lb. 14" 27s" No Roller Hard Green 3G271 
caustic environments. Nylon cores withstand exposure to solvents, corrosive — Romer a ae Fe 
2° 900lb. % 2% No Roller Hard Gray 26Y436 
environments, and extreme temperatures. Polyurethane cores provide excel- 5" 4000 Ib. 15" 21540" No Precision Ball Firm Orange 49H858 
ict j 2° 1200lb. % 2%6' No Roller Firm Blue 2RZE1 
lent chemical resistance. Rubber cores absorb shock a ise impact. 6 2 120 b 2 y i 2 Se No Rol Fim fe ‘ DALE 
ee : ; 9" 16" 0 oller ar reen 7 
For Includes Tread 2° 1230lb. %" 2%6' No Roller Firm Blue  29XU79 
Wheel Wheel Load Axle Hub Spanner Wheel Hardness Wheel Item 2°. 1250lb. Ye" 2%” No — Precision Ball Firm Green 16V363 
Dia. Width Rating Size Length Bushing Bearing Type Rating Color No. 1% 2° 1/60lb. 4" 298 No Precision Ball Firm Tan _ 40L506 
Glass-Filled Nylon Core 2 900 lb. Y%',%" 2%6' ‘Yes Roller Firm Blue  26Y437 
4" 2° 600 lb. "De" No Roller Firm Blue  29XU37 2° 1200lb. %" 2%6' No Roller Firm Blue 2RZF3 
Nylon Core 2° 1200lb. "2% No Roller Firm Red 2RZE9 
4r 1%" 195lb. He's" No Delrin Firm Blue 1KB27 3" 2° 1200lb. 4%" 21540" No ‘Precision Ball Firm | Orange 49H859 
1 145lb. Hes" No Plain Firm Blue 2RZC9 2° 1250lb. %" 2%6' No Roller Firm Green 2RZE8 
5 1" 220 Ib. He" 18" No Delrin Firm Blue 1KB29 2° 1500lb. %" 2%c6' No Roller Hard Green 3G273 
1%" 250lb. 3%" 1%" No Delrin Firm Blue 1KB23 2° 1500lb. %" 2%c6' ~—No Roller Firm Blue 29XU80 
2 750lb. " 2Ae' No Roller Firm Blue 2RZC8 2%" 1500lb. %" 2%e No Roller Firm Blue 2RZF6 
Plastic Core 10" 2%" ~—-1750lb. 4%" 2%" No Roller Firm Blue 2RZF7 
1Y" 210 Ib. ye" 1%" No Delrin Hard Maroon 26Y385 lron Core 
3" 1%" 300 Ib. "TH" No Precision Ball Firm Gray  2LE95 3" 1 125lb. %e 1%s' No Plain Firm Blue 2RZA7 
1%" -300lb. "1% No Precision Ball Firm Gray 402M58 1" 140lb.  %e" 1%" No Plain Firm Blue 2RZC3 
1%" 250 lb. iA No Delrin Firm Blue 1KA89 1%" 350lb. %" 1%" No Precision Ball Hard Gray  2RZC1 
3%' 1% —250lb.  &' 15" No Precision Ball Firm Blue 426A63 1%" 400 lb. %" 1%" No Precision Ball Firm Orange 45XC22 
1%" -350lb. "TM 6" No Precision Ball Firm Gray 426A71 1%" 375|lb. %" ~=1%" No Delrin Firm Maroon 26Y362 
14%" 250 Ib. Ye" 1%" No Precision Ball — Firm Blue 1KB13 4" 1¥%"  —3/5lb. 1%" No Precision Ball Firm Maroon 26Y363 
1%" 275 |b. iA No Delrin Firm Blue 1KB11 2° 600lb. % 2%c' No Roller Firm Blue  2RZC2 
1%" 275lb. eM No Delrin Firm Maroon 26Y356 2° 700lb. % 2%c' No Roller Firm Blue  2RZC6 
4" 1%" 350 Ib. ¥" 1% No Precision Ball Firm Gray _2LE99 2" 790 lb. 1%" 24 No Precision Ball Firm Green 4DU6/ 
1%" -350lb. "1% No Precision Ball Firm Gray 402M59 2 750lb. % 2% No Roller Firm Green 423/16 
2 600lb. % 2Ae' No Roller Firm Red  2RZC5 2° 975lb. 4%" 2%" No PrecisionBall _Hard Black 49H454 
2” 600lb. = = 2%" No Roller Firm Gray 3303 5" 1%" 935lb. 1%" ~=2%" No Roller Firm Tan 5VF30 
TV" 220lb. He" Tc" No Precision Ball Hard Gray 454Y09 2° 1050lb. %" 2%6 No Roller Firm Blue 29XU84 
1%" -280lb. Hes" No Delrin Firm Maroon 26Y443 1%" 1600lb. %" 2%" No Precision Ball Firm Tan 5VF35 
1%" -300lb. "Ss TM%e' No Delrin Firm Maroon 26Y370 1%" 1600lb. %" 2%" No Roller Firm Maroon 5VF34 
1%" -350lb. He s15%" No Precision Ball Firm Blue  5VT65 2° 960lb. %" 2%" No PrecisionBall ‘Firm Blue  4DB70 
14%" 350 Ib. V6. 1%" No Precision Ball — Firm Blue  400K33 2" 1200 lb. 2 V4" No Precision Ball Firm Green 4DU68 
1%" -350lb. He" s15%" No Precision Ball Firm Blue  400K34 2° 1200Ib. % 2% No Roller Firm Green  5VJ61 
5 14" 350 Ib. 15" No Precision Ball Firm Gray 426A72 6" 2° 1230lb. %" 2%6 No Roller Firm Blue 29XU85 
1%" 360 lb. 15" No Precision Ball Firm Blue 426A64 2° 1560lb. %" 2%" No PrecisionBall Hard Black 49H455 
1%" -375lb. eM No Precision Ball Firm Gray  2LU15 2% 1600lb. 1" 3% No Roller Firm Green 5VJ67 
1¥," 450 lb. Ye" 1%" No Delrin Firm Maroon 26Y375 3° 2200 lb. %' 34" No Precision Ball Firm Green 4DU69 
1¥," 450 Ib. Ye" 1%" No Precision Ball Firm Maroon 26Y376 3 - 2200 Ib. 1" 34" No Roller Firm Green 5VJ/2 
2° 750lb. "He" No Delrin Hard Gray  490V06 3" 2860lb. % 3%" No PrecisionBall Hard Black 49H457 
2 750lb.  " —-2Ae' No Roller Firm Red  1ULR8 13%" 2420lb. %" 2%" No Roller Firm Maroon 5VF41 
2 750lb. "oY" No Roller Firm Gray 3G304 2° 1200lb. % 2% No PrecisionBall Firm Blue 4DB71 
1%" 450 Ib. ye" 28" No Delrin Firm Maroon 26Y383 2 1500lb. %" 24" No Precision Ball Firm Green 4DU/0 
2° 650lb. "He" No Roller Firm Red  2RZD9 2° 1500lb. %" 2%c6' No Roller Firm Blue 29XU87 
2" 800 Ib. Ve 2/6 No Roller Firm Gray _400K89 2 1900lb. 4" 24 No Roller Firm Green  5VJ82 
6" 2° -900lb. A" He" No Delrin Firm Blue 2RZD8 3" 2° 1950lb. % 2%" No PrecisionBall _ Hard Black 49H456 
2 900lb. "De" No Roller Firm Blue 2RZE2 2%" 1800lb. % 3%" No Roller Firm Blue 29XU88 
2 900lb, =" 2H" No Roller Firm Red  426A69 3" 2500lb. % 3%" No PrecisionBall Firm Green 4DU71 
2° 1100lb. %" —-2H%e' No Roller Firm Blue  400K31 3" 2500lb. % 3% No Roller Firm Blue 29XU35 
2° 900lb. =" He" No Roller Firm Red _1ULT1 3° 2500lb. 1 3% No Roller Firm Green  5VJ90 
3" 2° -900lb. A" He" No Roller Firm Blue 2RZF2 3° 3950lb. 1" 3%" No ‘TaperedRoller Firm Tan 5VF44 
2-900 lb. A" He" No Delrin Firm Blue 2RZF5 4" 3500 lb. 1%" 4%" ~~ No Roller Firm Blue 29XU38 
2 900lb.  % 2He' No Roller Firm Gray 416P25 13%" 2640 lb. %' 2%" No Precision Ball ‘Firm Tan 5V/F50 
Polyurethane Core 10' 1%" 2640 lb. %' 298" No Roller Firm Tan 5VF49 
4" 2¥%' 1000lb 2/6 No Precision Ball — Hard Green 2RZA9 3° 3000 lb. %' 3 YA" No Precision Ball Firm Green 4DU/2 
" 650lb. "De" No Roller Firm Red  2RZD6 3" 3000lb. 1" 3% No Roller Firm Green 5VJ33 
ai 2 750 Ib. Ya" 2/6. No Precision Ball — Hard Green 489A90 49" 1%" 3080lb. %' 278" No Roller Firm Tan 5VF55 
2 1000lb. 2/6. No Precision Ball — Hard Green 2RZD1 3. sov0Tb. 1" 34" No Roller Firm Green O5VJ42 
6" 2" 900 Ib. VY" 2/6" No Precision Ball — Hard Green 5V1T68 Steel Core 
cue : 2° 1000lb. %" = 2H%e" No Precision Ball Hard Green 489A91 7 i : 09 7 ti 21%6 No PrecisionBall Firm _—‘Yellow + 19YU64 
ubber Core ; no oe 4" AY," No — Precision Ball Firm Blue 5VJ41 
3" 1 125lb. Ae" 1% 6" No Plain Firm Maroon 26Y331 12 4" 6000 lb. 1%" 4%" No Tapered Roller ‘Firm Blue 5WJ43 
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x GRAINGER lron Tread lron Tread Heat-Resistant 
APPROVED No. 4DU78 No. 1VJL4 Iron Tread 
No. 55GZ65 
Ergonomic Heat-Resistant Nylon Tread Metal Tread Wheels 


ies eee a icles Metal tread wheels offer high weight capacities and withstand shock, abra- 


Bes craiicen sion, impact, rough use, and exposure to temperature extremes. They are 


APPROVED suitable for moving heavy loads over rough terrain. The wheels’ tread and 

core are made from the same material. Iron wheels withstand exposure to 

Nylon Tread Wheels corrosive chemicals, grease, and oils better than steel. Steel wheels can bear 

Nylon tread wheels are hard, lightweight, and will not mark floors. They with- heavier loads than iron wheels. Heat-resistant wheels have double-shielded 

stand exposure to solvents, corrosive environments, and temperature extremes, | maintenance-free bearings and an enamel coating that allow the wheels to 

but they are not recommended for heavily acidic or basic environments. The withstand exposure to very high temperatures. 

wheels can be steam cleaned and will not chunk or separate. Ergonomic Includes 

wheels roll smoothly and provide very low resistance to rolling and swiveling. Wheel Wheel Load ForAxle Hub Spanner — Wheel Wheel =— Item 


‘ : Dia. Width  Ratin Size Length Bushing Bearing Type Color No. 
Heat-resistant wheels are made from reinforced nylon and withstand exposure | ‘fron Tread Wheels : a y 9 “ye 




















to very high temperatures. Nylon tread wheels for pallet jacks are sized to on é Fa 0 ie # a Ho Rover ser ae 
ee 8 ; p 8 0 ain ilver 
fit pallet jacks and can carry heavy loads for their size. BV," 7 700 Ib, iB Oe No Baller Black ORZK4 
Includes 1%" 650 lb. ew" 1%" Yes Roller Silver 26Y418 
Wheel Wheel Load ForAxle Hub Spanner Wheel Wheel Item 1%" 700 Ib. Va 2/6 No Roller Silver OVF26 
Dia. Width Rating Size Length Bushing Bearing Type Color No. 2 700 Ib. Ya" 26° No Roller Gray 489A88 
Ergonomic Nylon Tread 4" Zz 700 Ib. es 2/6 No Roller Black 2RYY5 
2% 1%" 1400 Ib. Ve" 116" No Precision Ball White 490U96 Z 1000 Ib. Y," 2 V4" No Precision Ball Red 4DU77 
3 14" 1%" 350 Ib. Ve" 116" No Precision Ball Gray 490V04 2" 1000 lb. YY" 2%" Yes Roller Silver 26Y438 
1%" 2200 Ib. ya" 1136" No Precision Ball White _490U97 a 1000 Ib. ya" 2 V4" No Roller Red 5VJ50 
3/6" 2 1760 |b. = Ve" 3%64" No Precision Ball White 489D24 1%" ~— 1385 Ib. VY," 2/6 No Roller Silver 5VF28 
4" Z 3000 Ib. Ve 2/6" No Precision Ball Black 454N26 2 800 Ib. i 26 No Roller Silver 490V01 
4% 1%" 660 Ib. ¥e" 116" No Precision Ball Gray 490V03 5" Z 1000 Ib. Yy" 2/6 No Roller Black 2RYY7 
TR 2" 2200 Ib. = He" 298" No Precision Ball Gray 489C50 2 1300 Ib. Y," 2/6 No Roller Gray 26Y439 
8" 2. 3000 Ib. Y;" 2v6" No Precision Ball Beige 489A84 2 1500 Ib. Y," 26° No Roller Silver 1VJL1 
Heat-Resistant Nylon Tread Zz 1700 Ib. Ya" 2/6" No Roller Black 426A70 
3Y" 13%" 700 Ib. Y," 1%" No Plain Black 406P64 13%" ~— 1200 Ib. VY," 258" No Roller Silver 5VF31 
1%" 700 Ib. Y" 13" No Plain Black 5VR55 Z 1000 Ib. Y," 2%6 No Roller Silver 490V02 
4" 2" 800 Ib. Vy" 2/6 No Roller Black 5VR56 2 1200 lb. Y," 26 No Roller Silver 455786 
ea 800 Ib. fa" 2/6" No Plain — 55GZ64 2" 1200 Ib. yy" 2/6 No Roller Black 2RYY8 
5" 13" 800 Ib. Vy" 1%" No — Black 416P31 2" 1400 Ib. Yn" 24" No Precision Ball Red 4DU78 
2" 1000 Ib. y," 2/6" No Roller Black 5VR58 6 2 1400 Ib. Y," 2/6 No Roller Gray 26Y440 
6 2" 1200 Ib. ¥4" 2%6" No Plain — 55GZ55 Z 1400 Ib. ya" 24" No Roller Red 5VJ62 
9" 2 1400 Ib. Y," 2/6 No Roller Black 5VR60 Zz 2000 Ib. Y," 26 No Roller Black 400K32 
2" 1400 Ib. ya" 2%6" No Sleeve Bearing — 55GZ58 2%" 3500 Ib. 1" 34" No Roller Red 52YU24 
Nylon Tread o 6000 Ib. Yn" 34 No Roller Black 1VJL4 
2" 1" 550 Ib. 25%4" t No Plain Black 24WK28 2. 6000 Ib. iy 34 No Roller Red 52YU25 
2%6 15% 715 Ib. 1%" 116" No Roller White 5VF22 1%" 2525 |b. Ve 2%" No Roller Gray 5VF38 
3" 13" 350 Ib. A” 13/4" No Plain White 4DB76 2" 1400 Ib. Y," 26° No Roller Silver 455187 
1%" 660 Ib. y," 1/6 No Precision Ball White 40L476 2 1400 Ib. Y," 2”6 No Roller Black 2RYZ2 
3% 1%" 2200 Ib. ya" 116" No Precision Ball Beige 401483 8" 2" 1500 Ib. Y," 2%6 No Roller Black 1VJL5 
3Y%4" Zz 700 Ib. y," v6" No Roller Black 5VR61 2 1800 lb. “Y'%" 276° Yes Roller Silver 26Y441 
3%" 2 900 Ib. Y" 27" No Precision Ball White 5VF24 242" 1750 Ib. Vy" 26 No Roller Gray 2RYZ1 
374" 15%" 2750 Ib. ¥4" 116 No Precision Ball Beige 401484 2 2600 Ib. il 34" No Roller Red 5VJ93 
2a" 3300 Ib. ls 298" No Precision Ball Beige 401485 913/46" 2%" 3085 lb. ul 2‘ No Plain Silver  490U94 
1%" 1100 Ib. Y" 17%" No Precision Ball White  40L477 2%" 3085 lb. ii 2'/6 No Plain Silver  490U95 
4 2" 2000 Ib. y," ZV" No Precision Ball Gray 29XU98 10° 2%" 2750 Ib. ¥e" 298" No Roller Gray 5VF48 
2" 2000 Ib. ¥4" ZV" No Precision Ball Black 49H445 Heat-Resistant Iron Tread Wheels 
2" 2160 Ib. Y;" 26 No Precision Ball Black 1VJJ5 4" 2 800 Ib. Y," 24" Yes Precision Ball — 55GZ65 
As! 2 1650 Ib. ya 258" No Precision Ball White 40L478 = 1100 Ib. Yn" 2 V4" Yes Precision Ball — 55GZ56 
2%" 4400 Ib. ie 2%" No Precision Ball Beige  40L486 6" 2 1600 Ib. we oye Yes Precision Ball — 59GZ57 
13" 580 Ib. Ae 13/4" No Plain White 4DB78 a 2000 Ib. ya" 3Y," No Precision Ball — 55GZ60 
5" Z 1000 Ib. Yj" 26" No Roller Black 2RZH1 3" 2" 1200 Ib. Y," 24" Yes Precision Ball _ 55GZ59 
Z 2000 Ib. ae 2 No Precision Ball Gray 29XU99 3 2080 Ib. 5a 3 yf," No Precision Ball — 55GZ62 
‘s 3000 Ib. Y," 2v6" No Precision Ball Black 1VJJ7 Steel Tread Wheels 
2" 1760 Ib. ¥4" 258" No Precision Ball White 40L479 5" 24%" 8815lb. = 13%" 298" No Precision Ball Gray 489A89 
5Z 2a" 5900 lb. = 1%6" 298" No Precision Ball Beige 401487 2" 1800 Ib. Yn" 2/6 No Roller Blue 29XU93 
314" 6600 Ib. 1%" 3" No Precision Ball Beige  40L488 2" 2500 Ib. Ya" 24" No Precision Ball Gray 4DU73 
2" 720 |b. Y;" 2/6" No Precision Ball White 16V305 2 2500 Ib. 3a" 24" No Roller Gray 423J17 
2" 1200 Ib. Y;" 26" No Roller Black 2RZH2 2%" 5000 lb. ya" 34 No Roller Silver  52YU31 
6" 2" 2300 Ib. Y;" 2 V4" No Precision Ball Black 49H446 6" 2%" 5000 Ib. ya 3Y," No Roller Blue 29XU94 
2 3000 Ib. Y;" 2v6" No Precision Ball Black 1VJJ9 o. 4000 Ib. ya" 34 No Precision Ball _Silver 4DU74 
oF 5400 Ib. a" 34" No Precision Ball Black 49H448 c 6000 Ib. le 34 No Roller Silver 5VJ73 
TR 2Ye 6600 Ib. 19%" 298 No Precision Ball Beige 401489 3° 10,000 lb. 1%" 3Y," No Tapered Roller — Blue 29XU95 
2" 1400 Ib. Y;" 2/6 No Roller Black 2RZH3 3" 12,000 lb. 1%" 34" No Tapered Roller _ Silver 5VJ75 
2" 2500 Ib. Y," 2 V4" No Precision Ball Black 49H447 2%" 5000 Ib. ya" 34" No Roller Silver 52YU36 
8 2" 3000 Ib. Y;" 2/6" No Precision Ball Black  440A69 3. 6000 Ib. le 34" No Roller Silver 5VJ91 
io. 7200 Ib. ya 34" No Precision Ball Black 52YU21 8" 3 7000 Ib. ya" 34" No Precision Ball _ Silver 4DU75 
o 7200 Ib. ¥4" 344" No Precision Ball Black  440A65 2 10,000 lb. 1%" 3%" No Tapered Roller Blue 29XU97 
9153/6" 2¥%8 =6 11,020 lb. = 13%" 21/6" No Precision Ball Beige 40L491 3 14,000 lb. 1%!" 34" No Tapered Roller —_ Silver 52YU33 
3%" 13,225 Ib. 2" 3y," No Precision Ball Beige 401492 10" 2 6500 Ib. ya" 34" No Precision Ball _ Silver 4DU76 
2¥2" 7000 Ib. ¥4" 3 No Precision Ball Black 52YU22 Heat-Resistant Steel Tread Wheels 
10" oO 7200 Ib. ya" 34" No Precision Ball Black 440A66 4" 1%" 1100 Ib. Yn" 2," Yes Precision Ball — 55GZ66 
2 8200 Ib. ya" 3Y" No Precision Ball Black  52YU23 g' a 4000 Ib. ya" 3¥," No Precision Ball — 55GZ61 
Nylon Tread for Pallet Jacks 3 5000 Ib. 114" SLES Yes Precision Ball — 55GZ67 
3% 238" 1320 Ib. ya" 298 No Precision Ball White 31DM89 3" 3 4500 Ib. 3a" 3¥," No Precision Ball — 55GZ63 
3! 2y4" 1540 Ib. ya" 2/4" No Precision Ball White 31DM94 3 6000 lb. 1%" 3¥," Yes Precision Ball — 55GZ68 
4" 2205 Ib. Ya" 31/6" No Precision Ball White 31DM90 10" 4 6700lb. 1%" AYA" Yes Precision Ball _ 55GZ69 
3%6 = 29%" 1430 Ib. ya" 22%a" No Precision Ball White 31DM91 12" 4 7000 lb. = 1%" Ay," Yes Precision Ball — 55GZ70 
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MATERIAL HANDLING scan. Order. Done. |= '/; 
Specialty & V-Groove Wheels Details on page Al. = 








Polyurethane Thermoplastic Polyurethane Steel 
Tread Rubber Tread V-Groove V-Groove 
No. 2LE91 No. 483N33 No. 3G307 No. 52YU29 


* GRAINGER 
APPROVED 


Antimicrobial Wheels 


These wheels are impregnated with an antimicrobial compound that stops 
damaging, odor-causing microbes from growing on them. They have a light- 
weight, corrosion-resistant plastic core. Polyurethane treads will not mark 
floors and are more resistant to abrasion and chemicals than rubber treads. 
Rubber treads are suitable for most floor types. Thermoplastic rubber treads 
withstand exposure to chemicals and water and will not damage floors. 








For Includes Wheel/Tread Steel Single-Fl Steel Dual-Fl 
Wheel Wheel Load Axle Hub Spanner Wheel Hardness Wheel Item ert kee si 5 avkGa 
Dia. Width Rating Size Length Bushing Bearing Type Rating Color No. : : 
Polyurethane Tread 
3" 1% = 300lb. "= 1%6' ~—No Delrin Hard Teal 2LE87 
3%" 1% 360lb. %" 1%6s' No Delrin Hard Gray 2LE89 Wa GRAINGER 
y 1%" 4001b. "1/6" No Delrin Hard Teal 2LE91 APPROVED 
2. 900 lb. %" = 2%e" No Precision Ball Hard Green 483N30 
5 TAT 440 1b. "Tc" No Delrin Hard Teal 2LE93 V-Groove and Flanged Track Wheels 
2" 750 |b. Ye" 2%e" No Roller Hard Gray 2LU39 Tracicwheals titi ib Firack 7 d id ; 
g' 3" 770 Ib. Yo" DH 6" No Precision Ball Hard Green 483N31 rack wneelsS it into compati e stee racks Or ralliS an provi e precise 
2’ __ 900 Ib. Z al No Roller Hard Gray 2LU41 control over movement and alignment when installed on containers, racks, and 
gy 2 _8801b. 2" 2%e___CWNo_Precision Ball __Hard _Green _483N32__ | other equipment that will be moving between two locations, such as from one 
2° 1000lb. %" 2%6 No Roller Hard Gray  2LE85 ; 
Rubber Tread machine to another, into and out of an oven, or between points on an assembly 
ae . a 5 a _ a 1”%é __—No Delrin Firm Teal 2LU53 line. V-groove wheels have a V-shaped tread that mates with a compatible 
ermopiastic hupper irea 4 . = 
» 1% 2001. 9% 1%" No Precision Ball Firm Gray  483N33 angle-iron track. They have flat edges and can also roll on flat surfaces. Single 
1%" 250lb. 4" 1s’ No Delrin Firm Gray 2LU51_ ‘| flange wheels have one flange that guides the wheels along a flat track or rail. 


ae ia ae . ie jae v2 precision aa am ua Aa They create less friction between the wheel and the track or rail than dual- 
4 : 8 16 0 recision ba ifm €a : 
5 1%" 200 Ib." te” No Precision Ball Firm Gray 2Luag_‘| ‘flange wheels. Dual-flange wheels have two flanges that guide the wheels 
8' 2" 500lb. %" 2%6' No PrecisionBall Firm Gray 2LU65 along a flat track or rail. They maintain their alignment better than single-flange 


wheels in applications with impact loads, debris, or obstructions. 








Wheel Wheel Load Wheel/ Wheel For Wheel Item 
Dia. Width Rating Tread Material Bearing Type Axle Size Color No. 
V-Groove 

1%" 400 Ib. Iron Roller ¥,' Silver  400K35 
1% 400 Ib. Iron Roller y Silver 400K36 

1%" 600 Ib. Steel Roller Za Red 5VJ44 
4" 1%" 800 Ib. Iron Roller Ai Black  1NWB8 

No. 20PM11 2: 300 lb. Polyurethane _Roller A Green 3G307 
2 800 Ib. Iron Roller 7 Black  1NWF9 

2 800 Ib. Iron Roller Ys! Black 5VJ53 

2 850 Ib. Stainless Steel Precision Ball Y," Silver 1UBN1 

5" 2" 800 Ib. Iron Roller AEA Silver 3G299 
2" 900 Ib. Iron Roller Ai Black  1NWG1 
* 57," 1%' ‘1760 Ib. Steel Precision Ball Za Silver 454Y24 
rect 2 1000 Ib. Iron Roller ya Red 5VJ80 
2 1200 Ib. Iron Roller Ai Black  1NWB9 

Conductive Rubber Tread Z 1200 Ib. Stainless Steel Precision Ball vy" Silver 1UBN3 
6 2%" 900 Ib. Iron Roller Y,' Black  1NWC1 

on Plastic Core Wheels oy" 2500 Ib. lron Roller 1 Red oVJ71 
3" 4500 Ib. Steel Roller in Silver 52YU37 
These wheels have a lightweight, corrosion-resistant plastic core and a conduc- a i piven e128 
: f ee ae 3 7000 Ib. Steel Tapered Roller V4 Blue 29XU91 
tive rubber tread that disperses static electricity by letting it flow to the ground. 77K 43h" 2904 Ib Steel Pracision Ball 34" Silver 454N71 
They are used on carts in medical settings, laboratories, computer rooms, 2%" 2000 Ib. Iron Roller y' Black  1NWG5 
cleanrooms, electronics manufacturing facilities, and other areas where static ork 290) S188 novel = neg ——_ Se 
: : ae : ee . 3" 3 550 Ib. Steel Tapered Roller 74 Silver 52YU30 
electricity buildup is a concern. They dissipate static electricity buildup that can 4" 6500 Ib. Steal Roller {" Silver 52YU38 
damage equipment on the carts, injure people who touch the carts, or cause 4" 6500 Ib. Steel Roller 14 Silver 52YU19 
sparks that can ignite flammable vapors near the carts. The wheels have preci- a _—_15,000 lb. _Steel_ Precision Ball _1/#” Gray _SVKO1 
o" 2500 Ib. Metal Roller 1V4 Red 52YU17 
sion ball bearings and will not mark floors. 10 3! 3000 Ib. Steel Roller 4 Red 5VJ30 

Includes Wheel/Tread Single-Flange 

Wheel Wheel Load ForAxle Hub Spanner Hardness Item 3 yf" ey 1400 Ib. lron Roller ya" Red oVKO3 
Dia. Width Rating Size —_ Length Bushing Rating No. 4V" 1%" 3000 Ib. Steel Roller is Red oVK04 
3Y5" 14 225 Ib. ¥' 1%" No Soft 20PM11 Aig’ 1%" ~——-1500 Ib. Iron Roller Ys Red 5VK05 

1" 1V4' 250 Ib. x 1%" No Soft 20PM12 5" 2%" 4300 Ib. Steel Roller 1 Gray 5VKO7 

2' 300 Ib. Ai 2/6" No Firm 20PM14 6%" 1%" 2500 Ib. Iron Roller ik Red 5VKO09 

5" 14 250 Ib. ¥' 1%" No Soft 20PM13 8" 2V%' 4500 Ib. Iron Roller ik Red 5VK10 

2 325 Ib. Ai 27/6" No Soft 20PM15 Dual-Flange 
6" z 410 Ib. Ai 27/6" No Soft 20PM16 5" 1%" 5000 Ib. Steel Roller T Silver 5VKO6 
8" = 500 Ib. Ai 26" No Firm 20PM17 6" 2%" 2500 Ib. Iron Roller ik Red 5VK08 
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MATERIAL HANDLING 
Pneumatic Wheels 


Tread Type Information 


Tread Type 


Tread refers to the part of a wheel that makes contact with a surface when 
rolling. Wheel treads may be smooth, or they may have ridges, bumps, or 
other features that provide maneuverability or traction. 


Ribbed—Provides good contact on many surfaces. 


Sawtooth—Provides traction and maneuverability on turf and grass. 


Diamond—Offers two-way traction on soft ground or snow. 
Centipede—Keeps wheels from slipping. 


eet 


Ribbed Sawtooth 


KK 2 


Diamond 





Center-Mount Hub 
w/ Centipede Tread 
No. 2RZJ3 
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APPROVED marastar. 


GRAINGER 


Pneumatic Wheels 
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Smooth—Allows wheels to roll on tacky surfaces such as tar or asphalt. 
Knobby—Offers traction on soft ground or snow. 


Turf—Provides traction and helps prevents damage when rolling on lawns 
and other soft surfaces. 


Hub Type 
Center-mount hubs have equal clearance on all sides of the hub. 


Offset hubs provide extra clearance between the wheel and the equipment 
it is mounted on. 
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Smooth Knobby 





Center- 
Mount Hub 
No. iNWZ9 


Offset Hub w/ 
Sawtooth Tread 
No. 4DE47 





Pneumatic wheels are filled with air to cushion loads against shock and vibration. They provide a quieter, 
more cushioned ride than semipneumatic and flat-free wheels but require maintenance to keep them filled 











Offset Hub 
to the correct pressure. They can be punctured and are recommended for areas without sharp debris. No. 1NXA2 
REPLACEMENT 
PNEUMATIC, TIREAND | REPLACEMENT | REPLACEMENT 
WHEEL | INNER TUBE KIT TIRE INNER TUBE 
Wheel Wheel Load ForAxle Hub Tread Item Item Item Item we 
Dia. Width Rating Size Length Color Brand No. No. No. No. NeeeaneS 
Center-Mount Steel Hub is = 
Centipede Tread 
mete a syip. e276 — Back GA [580M ——— = ___ | Semipneumatic Wheels 
1" 200lb. = %" ~— 27/6" ~— Gray Marastar | 26W995 — — — Semipneumatic wheels have a thick rubber wall 
a oad ae 5 200 Ib. Yat 24" Gray GA 2RZJ3 = am = with a nonpressurized air pocket in the center that 
151%" 3%" 670lb. 9 6" Black GA | iNWV6 | = NWY1 = cushions loads against shock and vibration. They will 
Ribbed Tread not go flat if punctured and can be used in areas that 
13° 3%" -350lb. 4" Black ~—GA INwv2 — 32RU45 — 
7 ere = ae eT aS = Tires TT may contain sharp debris. Semipneumatic wheels are 
155%" 3%" 435 lb." 4" Black GA iNWV4 = 1NWX8 — lighter than flat-free wheels, and they require less 
3%" 435lb. 5%" 6" Black ~—GA INWV5 = INWX8 — maintenance than pneumatic wheels because they do 
15140" 3%" 435lb. 6’ Black ~—s GA INWV7 _ 1NWX8 INwy2 — 
a eb Black A TNE THINS a auWD not have to have their air pressure checked. 
Sawtooth Tread Wheel Wheel Load For Hub Item 
3" 2%" 220 Ib. Yn" 3 Black GA INWU2 1NWX1 _ 32RU43 Dia. Width Rating AxleSize Length No. 
47%" 295 |b. yy" oe Black GA 1INWU3 1NWX1 _— — Center-Mount Steel Hub, Ribbed Tread 
gy 2 220b. 2" 3%" Gray Marastar| 26W996 — — — 6' 4' 55 Ib. Ai 1%' _1NXA6 
2° 250lb. 4" 3%" Black GA 53CM81 — — — 9 25° 150 Ib. Ai 2%" 1NXA8 
gy 2%" 300. SS 3%" Gray GA 2RZJ4 — — — a 60 Ib. Ai 1%" 1NXA7 
2%" 350lb. 1%" 3%" Black _—GA 1NWU7 1NWX2 — — 1% 80 Ib. Ai 1%" 1NXAQ 
io 3230 1b. 3%" Black —«GA INWU6 INWX2 = 1NWX4 10 3%" 200 Ib. He 2Vs' _1NXC1 
3° 350lb. 3%" Black GA 53CM82 — _ — 3%" 200 Ib. Va 2¥s' _ 1NXC2 
3° 350lb. 4" 3%" Gray Marastar| 26W997 — = — 3%" 300 Ib. He 3¥%"  INWZ1 
10%" 2%" 350lb. 1%" 354" Gray GA 2RZJ5 INWX2 = — 25° 90 Ib. A 1¥" _1NXB1 
1% 445lb. 4%" Black _—GA INWV1 — — — 12" 3%" 140 Ib. He 3¥%' _ 1NXC3 
12%" 2%" 290lb. 3%" Black —«GA INWU8 = 1NWX5 32RU44 3% 185 Ib. ya 3Y%' _ 1NXC4 
3%" 290lb. 3% Black ~—«GA INWU9 — 1NWX5 1NWX7 14" 1%" 175 Ib. He 2¥s' __1NXB3 
14%" 2" 565 Ib. a" 4%" Black GA INwv9 — — 32RU46 3%" 100 Ib. Ai 2%" 1NXB2 
Offset Plastic Hub 16 3%" 450 Ib. Va 6° 1NWZ9 
Sawtooth Tread 35° 450 Ib. 1 4" 1NWZ8 
10" 3° =350lb, 3% 2 V4" Black Marastar 4DE47 1INWX2 _ _ Offset Steel Hub, Diamond Tread 
Offset Steel Hub g' 3%" 50 Ib. Y," 13%" 1NXA2 
Sawtooth Tread 358° «55 Ib. Ai 1%' —_1NXA1 
82% 300lb. 2% Black ~ ~—«GA INWU4 1NWX1 — — T 358° «55 Ib. Ai 1%' _1NXA3 
19° —3._300lb. 2V%s" Black —«GA 53CM94 — — — 9 25% «G0 Ib. Ai 1%' _1NXA5 
4%" 230lb. 2%" Black GA INWU5 — 1NWX3 = 3%" «55 Ib. Ai 1%' —_1NXA4 
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MATERIAL HANDLING Scan. Order. Done. 
Flat-Free Wheels & Floor Locks Details on page A1. 





A + 
Flat-Free Wheels AN. *Ees 
Flat-free polyurethane foam wheels absorb more shock and provide a more 


cushioned ride than semipneumatic wheels. They do not need to have their air 
pressure checked and will not go flat if punctured, making them suitable for 





















Center-Mount Offset Hub rolling over rough or uneven terrain in areas with sharp debris. 
No. 16V340 No. 22NY39 
Wheel Wheel Load For Item 
Dia. Width Rating Axle Size Hub Length Brand No. 
6%" 1%" 150 Ib. ¥;" 2% Marastar 46G080 
Wheel Wheel Load For Item 3" 194" 150 Ib. Ua 298" Marastar 466081 
Dia. Width Rating Axle Size Hub Length Brand No. a 100 Ib. VE 298" GA 93CM53 
Center-Mount Plastic Hub 8 V9" Z 200 Ib. 5/4 3 GA 53CM47 
Ribbed Tread : 200 Ib. Ai 3 GA 53CM55 
6 V5" 17%" 590 Ib. %e" 3%" Marastar 40N436 896" 1% 275 Ib. ¥;" Marastar 46G083 
: 17%" 550 Ib. ya" 34" Marastar 40N437 a: 225 Ib. %e" 3% GA 53CM57 
Center-Mount Steel Hub 40" 3 220 |b. 7" GA 53CM49 
Centipede Tread 3 225.10, 5/4 3% GA o3CM58 
6" 2 250 Ib. Vf" 2/6 GA 53CM75 3 225 Ib. fa" 4" GA 53CM50 
9" 1" 280 Ib. ¥;" 2/s Marastar 16V340 40546" 154" 300 Ib. a" 3%" Marastar 46G085 
2" 300 Ib. Y;" 2/6 GA 53CM76 154" 300 Ib. fa" 3%" Marastar 46G086 
Knobby Tread 12190" 17%' 400 Ib. fa" 43V6q Marastar 46G088 
3Y4 900 Ib. %e' 6" Marastar 46G098 12/6 17%' 400 Ib. fa" ch Marastar 46G087 
45 V5" 3%" 500 Ib. ya 3 Marastar 46G099 15%" 3%" 675 Ib. ya" oC GA 53CM51 
4" 379 Ib. %" 6" GA 03CM70 Smooth Tread 
375 Ib. ya" a GA 53CM71 9%6 194" 300 Ib. fa" 4" Marastar 46G084 
Ribbed Tread 1515" 3%" 500 Ib. 1" 6" Marastar 36LE96 
200 Ib. ¥;" 2" GA INWY3 4" 425 Ib. 1" 6" GA 53CM42 
6’ 3596" 200 Ib. %e" QV" GA INWY7 Turf Tread 
3 200 Ib. %e" 2 V4" GA 1NXB4 6" 3%" 325 Ib. fa" 3 GA 53CM64 
3%" 250 Ib. fa" 24" GA 1NXB6 6% 20 400 Ib. ya" ch Marastar 46G094 
Z 600 Ib. fa" 3%" Marastar 40N439 13%6' 2ue 400 Ib. ya" 3%4" Marastar 46G092 
3% 300 Ib. yy" 3 GA INWY4 131932" 2" 400 Ib. fa 3%4" Marastar 46G093 
3M 400 Ib. %" 21" GA 1NWZ4 Offset Plastic Hub 
8" 358" 350 Ib. %" 2/4" GA INWY8 Ribbed Tread 
3%" 200 Ib. %" 2/4" GA 1NXB8 8" 1%" 500 Ib. %e" oY," Marastar 16V338 
3 290 Ib. ya" 2/4 GA 1NXB9 957%a" 17% 590 Ib. ya 2 V4" Marastar 40N435 
4' 350 Ib. a" 24" GA INWY9 40" 2 500 Ib. %e" QV," GA 53CM72 
3% 350 Ib. Y;" 3" GA INWY5 64" 450 Ib. 7" 2 V4" GA 1NWZ6 
10" Al 300 Ib. ya" 3 GA 1NWZ2 Offset Steel Hub 
6%" 450 Ib. Ye" 34 GA 1INWZ7 Centipede Tread 
2" 600 Ib. %e" 3%" Marastar 40N438 10" cH 440 |b. %e" QV," Marastar 16V341 
12" A 300 Ib. a" 3%" GA 1NWZ3 10/6 3 390 Ib. 7a" 2 V4" GA 53CM77 
3%" 540 Ib. Y;" 3" GA INWY6 Ribbed Tread 
1%' 300 Ib. ya" g Marastar 46G090 g' 3" 200 Ib. %e" 2 YA" GA 1NXB5 
13%6" 2" 300 Ib. %e" 3 Marastar 46G089 3%" 250 Ib. ya" 2 YA" GA 1NXB7 
2M 350 Ib. %e" 6" Marastar 46G091 3" 2" 250 Ib. ¥;" 2 V4" GA 53CM83 
3. 900 Ib. %e' 3" Marastar 46G095 Ay" 400 |b. 7a" 2 V4" GA 1NWZ5 
: 200 Ib. Ye" 6 Marastar 466096 Sawtooth Tread 
15%" 3 900 Ib. fa 3 Marastar 46G097 8" 3% 300 Ib. ¥;" QV," GA 22NY37 
4 375 Ib. %e" 3 GA 53CM67 8%" 19/4" 275 Ib. 7" QV" Marastar 46G082 
4' 370 ID: ya" 3 GA 53CM69 ey 225 Ib. %e" QV" GA 53CM41 
Sawtooth Tread 10" 3. 350 Ib. 7a" 24" GA 53CM95 
ill 100 Ib. ¥;" 2% GA 53CM52 3%" 300 Ib. %e" 2'%a" Marastar 36LE95 
6" 3. 320 Ib. ya ee GA 53CM59 10%" AY," 350 Ib. 7a" 2 V4" GA 22NY38 
eh g20 ID. ya" Ay," GA 53CM60 10%" 17%' 350 Ib. 7s" 2Y4" GA 22NY39 
General Purpose Floor Locks * yeas 
p APPROVED 


General purpose floor locks are made from zinc-plated steel. They mount onto carts and other 
wheeled equipment and have a foot pedal that users step on to engage a spring-loaded brake pad 
that presses against the floor to create friction and stop the equipment from moving. 








For Wheel Floor Lock Floor Lock For Caster Mounting Mounting Plate Item 
C: J Dia. Retracted Height Extended Height Mounting Height Plate Size Bolt Hole Pattern No. 
® il 4 45" 6" o%' 4" x 4V" B oVP98 
Se Ai," 6" o%" 4" x 4%!" B 16V371 
Plate B 5" oy" 616 6Y" 4" x 4V" B OVP59 
66 616° a4" 4V30" x 49V6q" B 16V372 
6" 6%" 1'\6" 1¥4" 4" x 4¥" B oVP60 
6%" 16" 1¥2" 4" x 4%" B 5VR15 
8%" 93/4" gy," 4" x 4V" B 5VP61 
8" 9” 10%" 10%" A" x 4V" B 5VR16 
ge ge" 894" 4V20" x 43Y6q" B 16V374 
Heavy-Duty Adjustable-Height A 
1 GRAINGER 
and Low-Profile Floor Locks APPROVED 


These heavy-duty floor locks have cast steel or stainless steel bodies and provide more strength 

and abrasion resistance than general purpose floor locks. Adjustable-height locks allow users to 
change the height of the locks’ friction pads. This allows the locks to be used with casters in a range 
of heights, and it lets users compensate for wear on the pads to maintain proper locking and unlocking 
action. Low-profile locks help ensure sufficient clearance when they are used on low-profile carts. 





Floor Lock Floor Lock For Caster Mounting 
For Wheel  Retracted ey een LA Wels Bolt ‘i : rial 
Dia. Height Height eight ate Size ole Pattern ateria 0. 
No. 16D136 Heavy-Duty 
g' 6%" 8" 1% 4V2" x 6" D Steel 16D135 
¢ ‘ 6" bie 3" 6" x 4%" D Steel 16D136 
= —— Heavy-Duty Adjustable-Height 
4" 5" 6" 5. 61" to 8" 614" to 8" AV" x 612" M Steel 1VJN4 
i = 5" 64" to 8" 64" to 8" AV" x 612" B Stainless Steel 2EMZ8 
», i ‘ } f > a \) 6" 8" 6%" 11%" 6%" to 9%" AV" x 61" M Stainless Steel 2EMZ9 
- = —= 6%" 11%" 84" to 11%" 4Vs" x 62" M Steel 1VJN5 
Plate B Plate D Plate M Heavy-Duty Low-Profile Adjustable-Height 
— aed sae = 3 Ay As" 5 x 5" D Steel 2GWZ8 
1220 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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MATERIAL HANDLING 
Vibration Isolators & Mounts 





Spring Hanger 


* 


GRAINGER 


UPPER & LOWER 


RODS BY OTHERS 
ON 7 


Vibration Isolators APPROVED “1 MASON 


Steel springs reduce vibration transmission 2 to 6 times better than neoprene, as performance 
improves with larger deflections. LDS (Low Dynamic Stiffness) rubber cups under the springs 

















and a projecting rubber bushing prevent sound transmission. 
Max. 
Lower Rod Rod _ §pring Item 
Cap. Range Deflection Range D H W Penetration Dia. Color Brand No. 
55 to 76 Ib. 0.75" to 1.02" — AY DR 3%" ¥% Black GA  48PWwet D 
80 to 113 Ib. 0.75" to 1.00" — 4" 2% 3%" ¥% Yellow GA 48PW82 
130 to 175 Ib. 0.75" to 1.00" — 4" 2% 3%" ¥% Silver GA 48PW83 
162 to 210 Ib. 0.75" to 1.00" — 4" 2 3%" x Blue GA 48PW85 LDS RUBBER 
230 to 310 Ib. 0.75" to 1.00" — 3%" 4" %s" Yellow GA 48PW86 SPRING CUP 
300 to 400 Ib. 0.75" to 1.00" — 3%" 4" Ys" Green GA 48PW84 a RToIGGhn 
$8010 S10. 0.7510 OY eS 7 a Red_—“Mason_— SXR87 No. 5C150 bushings 
to 625 Ib. 75" to 1.00" ns /y A A ite Mason 5C147 . 
500 to 750 Ib. 0.75"to 1.12" 4 TV 49° Av Yi White Mason 5C 148 Stee le od 
750 to 1000 Ib. 0.75" to 1.00" 4 Th AY Ai; Ys Blue__Mason _5C150 
940 to 1250 Ib. 0.75" to 1.00" 4 Th AY LWA Ys" Gray Mason _5C151 
LDS (Low Dynamic Stiffness) * Hope BY OTHE 
Rubber Hanger Vibration Isolators APPROVED “i NEST aes 


Reduce noise transmission and vibration from equipment running over 1000 rpm. General 
purpose double deflection for ceiling-suspended mechanical equipment and piping. 





Lower Rod Max. Color Item 

Cap. Range Deflection Range D H W Penetration Rod Dia. Mark Brand 0. 
10 to 35 Ib. 0.05" to 0.20" — 21330" 2 1%" ¥3 Green A 48PW7/5 
30 to /5 Ib. 0.10" to 0.20" —_— 2'%2 2 144" ¥B" White GA 48PW7/6 
20 to 45 |b. 0.18" to 0.35" — 2/4" 24" 134" Ya Black GA 48PW78 BE EETON 
40 to 75 Ib. Wd TO 0:30. _ 2/4 2Y4 194" Yo Green GA 48PW/7/ LDS RUBBER 
60 to 125 Ib. 0.18" to 0.35" = 2y4 24" 1/4" Ad Red GA 48PW79 ELEMENT _ 
119 to 230 ID: 0.20" to 0.40" _— AV" AVA" ch Yq Red GA 48PW80 No. 5XR52 ne projecting 
190 to 380 Ib. 0.24" to 0.40" 3Y%4 AY," AY," eh ya" White Mason 5C011 eevee ‘a 
329 to 690 Ib. 0.24" to 0.40" 3Y%4 AV" AVA" o ya Yellow Mason oXRO2 steel contact. 
900 to 1000 Ib. 0.24" to 0.40" 3Y%4 AY," AY," eh Yq" Blue Mason 5XR53 


Floor-Mount Vibration Isolators AroROWR MASON 


Thicker, taller vibration isolators provide more deflection than isolation pads. Neoprene bottom eliminates the need for bolting 
to floor. Mountings are oil-resistant. Include top bolts and washers. 













Dimensions Cap Screw Color Item No. 4C991 
Capacity Range Deflection H D L T MBD W BC (Dia. and Length Mark Brand No. 
15 to 45 Ib 20'to 0.40") 1" 1%s" Be" Vi" — 13% 4" D134" | M8 x 30mm Black GA 48PW87 "CS" Cap 
40 to 75 Ib 0.25"to0.50°| 1%" 1%" 36" i — 43% 4" D1" | M8 x 30mm Green GA 48PW90 Screw 
60 to 125 Ib 0.20°to 0.40") 1%" 1% s" 3 He" Vi — 43% 4" D130" | M8 x 30mm Red GA A8PW88 
85 to 175 Ib 0.25" to 0.50") 12%42" 1240" 3%" «3A 0" — Da a M10x30mm Green GA A8PW91 Steel Plate 
125 to 250 Ib 0.25" to 0.50") 12%42" 1240" 35364" 3/0" — Da a M10 x 30mm Red GA 48PW89 {Top & Bottom) 
190 to 380 Ib 0.25" to 0.50") 12%42" 1240" 35%" 8A0" — Da 3" M10x30mm White GA 48PW92 
550 to 1100 Ib 0.25°to 0.50") 234° 23%" A" 13/0" — 31% 4" AK" | M12x30mm Yellow GA A8PW94 
275 to 550 Ib 0.25°to0.50°| 23%" 2%6 51" Vj; 7 3%68 =A %x Tin Red Mason 40991 
375 to 750 Ib 0.25°to0.50°| 23%" 2%6 514" Vj; 5 3%6 AK x7 in White Mason 40992 
300 to 600 Ib 0.25" to 0.50") 12%" 1240" 35a" 8A0" — Dea a! M10x30mm Yellow GA 48PW93 
1150 to 23001b 0.25" to 0.50") 2%" 334" BY" Ve" 75" 4" 5" %x 7 in Yellow Mason 40995 
2150to 4300lb  0.25"to 0.50") 234" 33%" 6A" Ae 7 Ay OY %x Tin Yellow Mason 40997 
Floor-Mount Seismic and 
MA MASON 


Wind Vibration Isolators 


Combine spring floor-mount vibration isolators and neoprene vertical limit stops for greater safety. 
G ratings meet the horizontal requirements of most seismic zones. 


I INDUSTRIES 









Max. Horiz. Dimensions Spring Item 
Capacity Range _ Deflection G Rating H L T W BD CS HCL | Color No. 
35 to 75 Ib 0.75°to 1.50" 107° | 11% 8% 15% 2%" % %xi" 6° (Orange 5XR76 
76 to 125 Ib 0.75'to 1.33" 6.4" 5 By" 15K’ SY" OH" Hx 1" 6" | Brown 5XR70 
130 to 200Ib —0.75"to 1.15" 4.0" 5 By’ OY OH" HX 1" 6" | Black _5XR71 
230to 310lb 0.75"to 1.00" 2.6" 54" 8%" 15" "SH" HX 1" 6" Yellow 5XR72 NON-SKID 
a0) to a BE a to 100 a i) As 155" 2%" "Hx 1" 6" | Green 5XR73 haba 
to5 75" to 1.00" 6 5, “1% OO OH" BHT" CG Red 5XR74 No. 5XR64 
460 to 6251b 0.75"to 1.00" 1.3" | ‘SY 8%" 1%" «2 xT 6" _| White _5XR75 aaeeres veereaAL =©«NEOPRENE —_—ISOLATION 
600 to 800 Ib 0.75" to 1.00" 1.3" | 5% 11 TM" Ov" Hx 1" BH" | Green SXRGE irsrops -ACOUSMICAL “*? 
765 to 1020 1b 0.75" to 1.00" 10 5 115%" 1" YH" Hx 1" 8%" | Red  5XRG64 CIP 
940 to 1250 lb  0.75"to 1.00" 0.8" BY 115%" 1%" YH" Hx 1" 854" | White 5XR65 
* GRAINGER B) OD 
2-Pc. Center-Bonded Mounts APPROVED ——- | 
Isolate unwanted noise, vibration, and shock in all directions, including rebound direction. Easily 1 


installed through a supporting structure mounting hole. Neoprene elastomer effectively resists flame, 


Equipment 


















gasoline, oil, natural aging, abrasion, and weather. Zinc-plated steel snubbing washer included. T aaa ais 
Warning: Not suitable for exposures over 165°F. 3 J Le eau 
ed yes Dimensions Structural Installed 
oa oa Support Durometer Item 
Radial Axial A B C1 c2 D E F R Thick Hardness _No. Shown Apart | 
80lb 130lb | 0.39" 1.31" 0.75" 0.79 % 0.38 1.25" 0.04" 0.38" 60" 2NPG8 No. 2NPGS& 
120 1b  2001b | 0.531" 1.88" 1.25" 1.3" 39/50" 0.5" 1.94" 0.06" 0.5" 60" 2NPG9 Washer A) - Thr 
280 lb 380lb | 0.657" 2.55" 1.5" 158 %o' 0.75" 2.45" 0.09" 0.75" 60" 2NPH1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1221 





Scan. Order. Done. 
Details on page A1. 


MATERIAL HANDLING 
Vibration Isolators & Mounts 





BASE PLATE 
DIMENSIONS 


a = = GRAINGER PA 
Floor-Mounted Spring Vibration Isolators APPROVED “TNE: 
Performance improves as deflections increase. Sponge rubber guides improve stability. Bolt to beam; nonskid pads 
reduce need for bolting to floors. Select mounting based on weight distribution. 


ON 


INDUSTRIES 


























Dimensions Spring Item 
No. 5€131 Capacity Range Deflection | AH L T _W HCL HCW MBD SBC SW Bolt Size Color Brand No. 
35 to 75 Ib. 0.75'to1.50°| 4° 4%" 5x" D5 4 "OB" He" | M10 x 100mm Orange GA 48PW95 
corel 76to125lb. 0.75"to 1.33") 4° 4" 5%" 0%" AY OO He" | M10x 100mm Brown GA 48PW96 
130 to 200 Ib. 0.75"to1.15" | 4° 4%" 59%" "D5" A" Hu" | M10 x 100mm Black GA 48PW97 
LockNUT 230to 310 lb. 0.75"to1.00°,| 4° 41" 5%" A 05" Ay" "OO He" | M10x 100mm Yellow GA 48PW98 
Saat 300 to 400 Ib. 0.75"to 1.00", 4° 4" 53" A" 05" AY OO Hu" | M10x 100mm Green GA 48PW99 
380t0510 lb. 0.75"to1.00°| 4° 4%" 5%" 4 2% ay" 1 Yr 5 Fe Vp x 4" Red Mason 5C131 
460 to 625 lb. 0.75"to1.00°| 4 4% 5%" % OY ay TT YF ye Vp x 4" White Mason 5C132 
re 500 to 750 Ib. 0.75"to 1.12" | 5%" 5%" 8%" 4 0%" 6 Th % 7H" Te x 4" White Mason 5C133 
HOUSING H 750 to 1000 Ib. 0.75"to 1.00" | 5%" 5%" 8%" 4 07%" 6" 1h" % 7h" He hx 4" Blue Mason 5XR50 
NON-SKID 1 940 to 1250 |b. 0.75"to 1.00" | 534" 5%" 8%" 4 07%" 6" 1h" % 7h" Te hx 4" Gray Mason 5C136 
NEOPRENE Ng | 1240 to 1650 Ib. 0.75"to 1.00" | 5%" 53%" 8%" 4 0%" 6" 1 he 7" Ae x 4" Black Mason 5C137 
Sate ~ 1575 to 2100 |b. 0.75"to 1.00" | 6% 5% 8% Ye 3% 7H Th % TR He %x 4%" Yellow Mason 5XR51 
ae ey r 1990 to 2650 |b. 0.75"to 1.00" | 6% 5% 8% Yo 3% 7H Th % TR He % x 45" Red Mason 5C140 
! Higher- Internall 
, y ® {| 
lo Leveled Airloc 
ae ; Inclination No. 3ECRS 
Nitrile Low-Profile No. 3ECP3 o: = 
No. 15D910 ax Adjustable Jack 
nd Mounts/Vibration 
NEOPRENE NITRILE 
Thread —_Bolt Load Item Pkg. Load Item Pkg. Isolators 
Size _Length _ Dia. W H Capacity No. Qty. H L Capacity No. Qty. 
bam “sane rele i men m2" 50-120 Ib 1509014 Vs 2" {40-360 Ib 150906 = 4 peony aie ee ee 
a 16 — E 8 — LE aye . . 1 
Mi? 5" — 3%" | 7" 36" 120-340 Ib. 15D902 4 1" 3%" 360-1 360 Ib. 15p907__4 ‘Ment stability. Nitrile provides 
M16 J. — 4%e" | 1 4%" 340-840 Ib. 1509034 Ye" 4%" __1,360-3,000 Ib. 1509084 greater vibration damping. 
M20 ri — te" | TK" “5T%6" —840-1,200 Ib. 1509044 Te 516" 3,000—4,900 Ib. 1509094 
M24 t — 6A%68 | 1%" ~—“<O9%6' ~—*1;,200-2,280 1b. 150905 4 1/6 9%6' _4,900-7,800 Ib. 150910 = 4 Low-Profile—Provide low- 
Leveling Mount, Higher Floor Inclination : ; ' f : 
Mea 8 tS 6 — 1600-3600 Ib 3ECP31 se acd eal ea 
M16 4" Ae = 5 7 = = 
ig ge = BAM, RED T= SEB HE | aapertioor motinstion 
16 — — —10, : — =10,, . A _ i inn—_ 
Eavallan/ Men Higher Floor Inclination 
Mi2 4" sd —— — — 17" — —_500-1,600 Ib. 3ECP2 1 Automatically compensate 
Leveling Mount, Internally Levele ° 
MD OOO OC (750-2700 DD. 3ECR7T 1 ri —~500-1800 Ib. 3ecRi 1 (0 floor unevenness up to 4°. 
Mi6xt5 7 4%" — 9" —~_ 2700-3200 Ib. 3ECR8 1 — = — Include 2 nuts and 2 washers. 
M20 7 6% — | 96 —  3200-6300\Ib. 3ECR9 9%6 —~~ 2700-5400 Ib. 3ECR3 1 . 
Be ints — te 1k = nes — tees | — nfarnally Levoted Provo up 
f 4" —_ y — 14, : 8" —_ = be, . i | H 
M307" 12" — | 97%" — 44 400-18 000 ib. 3ECT3. 1974" 274" 14,400-18,000 ib. 3ECR6 1‘ '0 1. height adjustment. Include 
M16 ‘fe A136" — — —- — ~— 9 — 1800-2700 Ib. 3ECR2 1 1 nut and 1 washer. 


Mounts/Vibration Isolators Airloc 


Bolt-On—Permanent attachment lets equipment move freely on 
flooring. Include bolt, nut, and washer. 


Freestanding—Provide lateral and longitudinal stability when 
placed under equipment. 


Adjustable Wedge 


Adjust within 1/1000" accuracy 
by wrench or socket head. 
Choose neoprene for better 
equipment stability, nitrile for 









Freestanding greater vibration damping. 
. Neoprene Leveling Nitrile Damping 
mo: sete Pads Top and Bottom Pads Top and Bottom 
NEOPRENE NITRILE ax. Max. 
Max. Max. Steady Item Steady Item 
Thread Bolt Steady Item Steady Item L W H Load No. H Load No. 
Size Length L W H Load No. H Load No. Freestanding 
Bolt On AY" Ae 12%" 4500 lb. _ 3ECU3 2'¥%2" 2000 lb. _3ECT4 
Mi6 6 Ay," Ay," 26. 7200 Ib. _ 3ECV9 2%6  4500lb.  3ECV2 eV 2'6 12%" 9000 lb. SECU4 | 2'%2" 4000lb. 3ECTS 
M16 6 WA WA 2% _10,800lb. 3ECW1 298" 6800 lb. _3ECV3 Ay," 96 | 22%" 14.400 lb. 48RH30 | 3% 9900lb. 48RH29 
M20 ay 6's 6's 2'Ye 14,400lb. S3ECW2 2'Ye 9900lb.  S3ECV4 (he 3/4" 13%32" 13,500 lb. 3ECUS 2'%2 6600 lb. 3ECT6 
M20 6 16. 9%6. 3%6 18,000lb. 3ECWS3 3%6 14400lb. 3ECV5 1% 1 13%32" 25,000 lb. 3ECU6 2'%2 14,000lb. 3ECT/ 
M24 3 96. ey 3% _39,600lb. 3ECW4 3%" 18000lb.  3ECV6 96 1h 2°32 39,600 lb. 3ECU8 31%." 18.000lb. SECTS 
M24 8" 116 1594" 3°%32 90,000 lb. 3ECW6 3°932" 43,200 lb. 3ECV8 116 19%" 3'%32) 90,000 1b. 3ECVI 4g" 43,000 lb. 3ECU2 
Lm ” 
PA oO. 
| Leveling Mounts/Vibration Isolators *M4So% 20Uz14 


Leveling Mounts—Machine 
rests on full surface of mount. 


Stud Mounts—Machine 


Wedge Jack Mounts—Provide rigid ioe Mating a 
parts with spherical seats allow automatic adjustment | “7 MASON 


up to 7° on uneven floors. Through-hole for bolting. Neoprene Seismic 








1 ll 
Leveling Mount Fests on lower-leveling nut 7a a 
No.5¢028 —_and washer. Load Base Bolt Item Restrained Mounts 
Capacity Dia. H Length L No. 
Leveling Mount - Leveling Range up to. aC878 High-capacity, low-deflection (up to 0.15") floor 
+000 Ib 5! 63," 5 = 5C028 mounts designed for earthquake zones feature 
4000 |b. (ek o = 06029 all-direction, fail-safe steel housings. Provide 
12,000 Ib. 8" 10" 8" — 50030 het sae cabation cred 
Stud Mount - Leveling Range up to 2" high-frequency noise isolation of equipment. 
‘ 290 Ib. 2% 3 = 2LVNS Excellent for truck and mobile applications. 
500 Ib. 3" 47 4" — 2LVN6 
1000 Ib. 398" a 4" = 2LVN7 Capacity Color Item 
3000 Ib. 5 1" D 6%" 2LVN8 Range Mark _D H Ww No. 
6000 Ib. 6%" «1% 6" 73%" 2LVNQ 010525lb. Green 3’ 2%" 4%" 20UZ14 
Wedge Jack Wedge Jack Mount - Leveling Range up ti to ¥" 0 to 1000 Ib. White 3 2Y" AS%" 200215 
Stud Mount Mount 15,000 Ib. 3! 2LVN2 Oio2100lb. Red 3%" 2%" 6%"  20UZ16 
No. 2LVN5 No. 2LVN3 20,000 Ib. = 34 —_ 6%" 2LVN3 Oto 3500 lb. White 3%" ALS 64" _20UZ17 
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Find the wy. Find Solutions. Find Great Prices. Vibration Isolators & Pads 
a i i - * GRAINGER 
Cylindrical Vibration Isolators APPROVED 
Isolators are compression-mounted to control noise, vibra- Note: Not for wall- or ceiling-suspended installations. Not suitable for 
tion, and shock. 50 durometer, natural rubber pads are excess exposure to oil, grease, and solvents, or temps. over 150°F. 
chemically bonded to steel with superior abrasion resis- sey aan 
tance and high tensile strength. Grade 5 screws are clear, Tawawanl: Masleae 
zinc-plated. Compression Sideways Cylinder Thread Thread Item Female 
(Ib.) Shear (Ib.) Dia. H Length Size No. Thread 
Max. Load Male Threads Both Ends coe 
Downward Max. Load 7 1 xy yy ¥" 8-32  2NNZ5 Both Ends 
Compression Sideways Cylinder Thread Thread Item 20 3 78" Ya Ya 8-32 2NNZ6 
(Ib.) | Shear(lb.) Dia. H Length Size No. 40 6 a 7) Y%-20  2NNZ7 
Female Threads Both Ends 40 6 Yq" ¥4" 3" M6x1  2NNZ8 
25 5 ya Ys 8-32  2NPD2 45 8 il %' %e-18  2NNZ9 
55 8 il ———— Ye-18  2NPD3 50 9 yr" 7-20 2NPA1 
165 55 a He — %-16  2NPD5 50 9 % —¥%" Mex Tt 2NPA2 Female Threads 
170 40 Th" M8 x 1.25 2NPD7 50 9 ty %e-18  2NPAS Top End 
170 40 if 1 — Ye-18  2NPD6 50 9 {  % 3%" M8x 1.25 2NPA4 Male Thread 
180 45 7 ¥%-16  2NPD4 75 {2 Th yO 7-20  2NPA5 ane Pncaes 
10 30 1 i 74-20  2NPD8 75 iv wi yr" %e-18  2NPAG Bottom End 
720 140 3% 2," — -13 2NPD9 75 {2 TH" %" "M8 x 1.25 2NPA7 
Female Threads Top End, Male Threats, Bottom End = SUPEI a y ; te il a %6-18  2NPA8 
1 B. p" " - 5 16 il Ys" V16-18 2NPA9 
20 3 SY Vy Vy" 8-39 NPE? 195 50 1%is 1" 54" —MBx1.25 2NPct Male Threads, 
31 Wp ym we ve" Vi-20  2NPE3 125 90 %e OUTSCtC(‘C« %-16  2NPC2 Bottom End 
50 15 yr ¥" 7-20  2NPE4 125 50 1%s 1"  % M10x1.50 2NPC3 
50 15 3% "M6 x Tt 2NPE5 165 55 a" Teo" %-16  2NPC5 
55 8 t" 1% Yie-18  2NPEG 180 45 a” {Hr 5" ¥%-16  2NPC4 
55 8 r 1% M8x 1.25 2NPE7 370 90 oy" 1%" %-16  2NPC6 
Ki is" ONE a 7 
5 g ; A 16- 55 "1/0" % 1% %-16  2NPC8 
195 20 Th Tels 2NPFA 720 140 3, DV" TV" %o-13 NPCS arnt koa 
125 90 TA" {"_%" M8x 1.25 2NPF2 720 {40 37, 20" TVs" WH2x1.75 2NPD1 on Ends 
165 o0 2 1% oe ¥8-16 2NPFO Male Threads Top End 
165 55 a" 15%" 96" WM0x1.50 2NPF6 60 = tT ¥% Y%e-18  2NPG3 
180 45 a TH" %-16 2NPF3 80 = TH TT %e-18  2NPGI 
180 45 a" 3" 9%" WM0x 1.50 2NPF4 80 = 1" 1" %%"  M8X1.25 2NPG2 
te ue au All ue %-13 2NPF7 125 = 1 ua iM a Ae-18 lath 
7 ; fi 4" Mt2x 1.75 2NPFS8 125 = Th" %" M8 x1.25 2NPGS 
Male Threads, Bottom End 310 = 7 a le ONPG roads 
20 = He er A" Vi-20  2NPF9 310 = "3" T¥%" WA0x150 2NPG7 Top End 
[ | . P MPA MASON 
solation Pads i INDUSTRIES 
Pads protect equipment from Type A—Have a cemented No. 
shaking and are designed steel plate between a 3ECK4 No. 3ECN7 
No. 5XR47 of_= 
for use when machines are —_ bottom super waffle pad Super W Airloc 
NEOPRENE Type B—Have a %%'-dia. 


Profile neoprene provides best isolation; flat 
neoprene provides better equipment stability. 
Nitrile provides greater vibration damping. 


Pad modules are easy to cut center hole for bolting, no 
to size. Self-gasketing waffle _ top friction pad. Includes 
pattern helps contain spills 4" neoprene isolation 


and improves suction and washer cemented to a Precut Pad Packs—Provide 4 points of support. 
grip. steel washer. Include 4 primary pads and 4 shim pads. Use 
Mini Super W Pads— NEOPRENE AND CORK metal shim between pad surfaces to compensate 
: , different heights of equipment. 
Provide 6" max. deflection. | 2 honeycombed neoprene No. 4€975 
Type A Elastomer Sheets—Reduce noise and vibration 


Super W Pads—Provide 14" sheets are adhered to a 

max. deflection. pale granulated cork a aeaes 
B 

NEOPRENE AND STEEL Type 


NITRILE PADS 
For concentrated loads such 
Oil-resistant pads are 


of equipment. Use whole or cut sheets to custom 
sizes. 


Max. Item Pkg. 
L W H _ Steady Load No. Qty. 
Neoprene Elastomer Sheets 





as heavy machines with small sweat ; ge 2 08 psi 3ECL/ 1 
y great for applications with 19%" oT" 87 psi 3ECN2 1 
legs or formed sheet metal poiisiant exoosure troll 3934" {' 87 psi 3ECN1 1 
legs without a bottom surface. ania Ase 8 116 psi 3ECL9 1 
grease, or gasoline. No. 5C027 1916 we ze i , ; psi oenlb 
16" 8 psi 
Item Pkg. ia aes a aaa 30%" _%" 464 psi 3ECN7T 1 
L W H Max. Steady Load No. Qty. aoe 3998" il 464 psi 3ECNI 1 
Neoprene - Mini Super W 2" x 2" Modules 45 Duro. Nitrile Pad 191%" 1" 464 psi 3ECP1 1 
4" 4" ye" 720 Ib. 4C973 y Neoprene Precut Pad Packs - Pkg. of 4 
6" 6" ¥e" 1620 Ib. 5C022 1 Item Pkg. Z 2 5/4" 8500 Ib. 3ECL3 4 
18° 18° Se. 180 per 2x2 40972 1 L W H Max. SteadyLoad __No. Oty. 4" 4' 5/4" 20,000 lb. 3ECL4 4 
Neoprene - Super W 2" x 2" Modules 45 Duro. Neoprene and Steel - Type B 6" 6" ya" 39,000 Ib. 3ECL5 4 
pM 2" ya 180 Ib. 2LVR4 2 4 4 1" 800 Ib. 2LVP7 1 8" 8" 4" 90,000 lb.  3ECLE 4 
3 oh y4" 45 psi 2LVR5 2 6" 4 1 1200 Ib. 40974 1 Neoprene Precut Pad Packs - Pkg. of 8 
4 4! a" 720 Ib. 2LVR6 Z 6" 6" 1 1800 Ib. 2LVP9 1 " 2" Me 1000 Ib. 3ECK4 8 
6" 6" ya" 1620 Ib. 2LVR7 1 8" 3 1 3200 Ib. 2LVR1 1 4" 4" Ve 2500 Ib. 3ECK5 8 
18" 18" ya" 180 per 2x2 5XR47 1 10" 10" 1 5000 Ib. 2LVR2 1 6" 6" Me 4000 Ib. 3ECK6 8 
Neoprene - Super W 3" x 3" Modules 60 Duro. Neoprene and Cork 3 Me 10,000 Ib. 3ECK7 8 
3 3 fa 600 Ib. 20UZ18 2 2" 2" 1 200 Ib. 5C027 2 Nitrile Elastomer Sheets 
6" 6" fa 2400 Ib. 20UZ19 Z ch 3 ill 450 Ib. 40976 Z 1916" 232 psi 3ECN4 1 
18° 18° fa 600 per 3x3 20UZ20 1 4! 4" 1" 800 Ib. 4C977 Z 191/4_t 39% 7s" 232 psi 3ECN3 1 
Neoprene and Steel - Type A 6 6" il 1800 Ib. oXR49 1 8 98" iT 232 psi S3ECN6 1 
4 4' 1M" 800 Ib. 2LVP1 1 12" 12" 1" 7200 Ib. 5C026 1 3958" 1" 232 psi 3ECN5 1 
6" 4 TY" 1200 Ib. 40975 1 18° 18° 1 16,200 Ib. 5C025 1 Nitrile Precut Pad Packs - Pkg. of 4 
6 6" TY" 1800 Ib. 2LVP3 1 Nitrile Pads (Highest Oil Resistance) 2" Z. 4" 3900 Ib. 3ECK8 4 
3 8" 14" 3200 Ib. 2LVP4 1 6" " Ae 7200 Ib. 20UZ21 Z 4" 4" 4" 8000 Ib. 3ECK9 4 
10° 10° 14" 9000 Ib. 2LVP5 1 18" 18° Ae 200 psi 20UZ22 1 6" 6" 4" 14,000 lb. — 3ECL1 4 
10! 12 1Y%" 6000 Ib. 2LVP6 1 18" 18° Ya 280 psi 20UZ23 1 8" 8" 4" 28,000 Ib. 3ECL2 4 
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MATERIAL HANDLING Scan. Order. Done. 
Leveling Jacks & Mounts Details on page Al. 









. No. 4NYH2 
Vestil 


Leveling Jacks 


Designed for permanent installation, 
these screw-style jacks hold platforms 
and portable equipment in place and 
keep them stabilized. Typically, for use 





with work platform applications. Include Vf 
folding crank handle. SaW/ No. 4TRY5 
Cap. Overall Min. Height Below Max. Extended Height Screw Item comoanyine.” = 
(Ib.) H (in.) Equip Frame (in.) Below Equip Frame (in.) Travel seth 
200g 30 4¥e By 2x6 | Boltless Leveling Mounts 
5000 26 4V5 211% ir 2KMA8 T™ , , “® 
5000 30 WA 551 4" KMAQ Level-It""—Choose from steel, nonskid steel, stainless steel, and Delrin® base. 


See Grainger.com® for additional leveling mounts. 





PolyMount™—Polyglass-filled nylon base is corrosion-resistant. Lag 
holes allow permanent floor mounting. For washdown applications. See 
Grainger.com® for additional leveling mounts. 








Load ltem 
Base Dia. H Hex Capacity Base Finish No. 
evel-it 
Vq-20 
{" 13/6" Ye 200 Ib. Delrin® Stainless Steel 4TPW8 
J YA" 750 Ib. Steel w/ Non-Skid Pad Yellow Zinc 4NYH2 
¥e-16 
1-1/14" i 3750 Ib. Black Oxide  20KK61 
7h" a," 3750 Ib. Steel Yellow Zinc  2G3/7 
5" 3750 Ib. Nickel 26378 
14%" e. 300 Ib. Delrin® w/ Non-Skid Pad Yellow zine ae 
1" 8" 1800 Ib. . ellow Zinc 4NYH3 
w) _ oy 1800 Ib, _-otee! w/ Non-Skid Pad Nickel ATVE9 
= 
SalWV/ : No. 29AU76 ¥4" 700 Ib. Delrin® Yellow Zinc 4NYU4 
———— elesa aye er 5000 Ib. Yellow Zinc 26379 
i" 5000 Ib. Steel Nickel 26380 
17," yj" 5000 Ib. Black Oxide  20KK62 
Threaded Tube Ends oy z OUT. Delrin® w/ Non-Skid Pad Stainless Steel aTPX? 
a" Ms 90 Ib. ek ellow Zinc 
Material is glass-fiber reinforced polyamide based (PA) technopolymer. Resistant | Sani. er Nomen Fal “—"“Wiokel ATVFA 
to solvents, oils, grease, and other chemical agents. Standard execution. Brass : 7" 6000 Ib. Yellow Zinc 26384 
boss, threaded pass-through hole. Color: black, matte finish. Ya 6000 |b. Steel Nickel 26382 
21" A 6000 Ib. Black Oxide  20KK63 
Fai seit apune , aut SQUARE | 134" i a ai wy Non-Skid Pad Stainless Ste a 
ube utside 0a tem utside oa tem Re 5 . teel w/ Non-Skid Pa ellow Zinc 4 5 
Wall Size Brand Dia. Capacity No. Dia. Capacity No. ¥a-10 
1" Thread Size 1Y6° 7400 Ib. Yellow Zinc 26383 
y 0079 4s Elesa 1.75" 1232 |b. 29AU90 = —= = 11" ; ti 6" 7400 Ib. Steel ; Nickel ; a 
8-1 read Size 16. 7 ; ack Oxide 4 
i 17" 1500 lb.  1XEY1 1%" sq.  1500lb.  1XEX1 ai THe 5550 Ib. oan Yellow Zinc  4NYH6 
0.065 ice = = = 15" 1344 1b. 29AU81 sy tive" 5550 Ib. za w/ slit Pad Nickel ATVE3 
Y4-13 Thread Size z tainless Steel w/ . 
S&W 1%  1500lb. 1XEY2 | 1%'sq.  15001b.  1XEX2 1%6 9990 Ib. Non-Skid Pad Stainless Steel 4NYJ3 
0.065" S&W vy 2000 lb. 1XEY4 Sq. 2000 lb. 1XEX6 1-8 
flesa, 10. 1120 1b. 29AU85 an 15005 aVEKA - 4 1%' 1%' 20,000 Ib. Steel Yellow Zinc 2G385 
— — _— 2 Sq. 
0.120" S a W = = = - Sq. 2000 Ib. AXEXT a i TH 6" yh" 1000 Ib. Stainless Steel Stainless Steel 14H426 
= — — 5 1 
27/49 Thread ae 1183 08TE SORU rar ra SOR waa Ya" 1%' Re 6000 Ib. Stainless Steel Stainless Steel 14H429 
i esa 181° . Tl 318° : 15 
0.079 Elesa 1.654" 1120 lb. 29AU79 = = = 3" 19° lve 7400 Ib. Steel Yellow Zinc  14H424 
%-11 Thread Size i S00 IXEY3 im S00 TXEX3 - : “6° 7400 Ib. Stainless Steel Stainless Steel 14H430 
; a 2 Sq. a ; 4 
0.065 Elesa 15" 1120 Ib. 29AU86 15" 1344 |b, 29AU83 ry o” 1%" 90 000 Ib. Steel Yellow Zinc 14H425 
0.079" Elesa ines {232 |b.  29AU88 —= = _ PolyMount 
. Thread BS & W = = = 2" Sq. 2000 lb. 1XEX8 ; Lhe" ay aun Ib. Nylon : CIgar Zino | ie 
4-1 read Size : 4" ( tainless Steel 4 
0.065" Elesa 15" 1120 lb.  29AU87 15" 1792 |b.  29AU80 Ty yj 3000 Ib. Nylon w/ Non-Skid Pad -nevleat Zinc 4TTA5 
0.079" Elesa 1./75' 1232 Ib. 29AU89 = — — 4’ 116° Sa" 3750 Ib. uM Stainless Steel 4TTD5 
0.120" ae = = = Seen | eae ae 5000 Ib Clear Zi ATRY7 
42/89 Thread Size. = = i 7 AeA 6000 Ib Nylon Clear Zinc ATRY4 
; Elesa 1.181" 1008 lb.  29AU76 1.378" 1344 |b.  29AU74 4 Tie" 4500 Ib. Nylon w/Non-Skid Pad __ Clear Zinc 4TTC2 
0.079 Elesa 1654" 1120 1b. 29AU78 — = = 7-10 
M12 Thread Size 4’ 2° 1"“Y6° 7500 Ib. Nylon Stainless Steel 4TRZ7/ 
me 4 Elesa = _ = 1.181" 1008 lb.  29AU72 - ch THe 10,000 Ib. y Clear Zinc ATRY5 
14 Thread Size 1- 
0.079" Elesa = = — 1.181"  1008lb.  29AU73 5 376 1% 7500 Ib. Nylon w/Non-Skid Pad Stainless Steel _4TTE3 
1224 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® MATERIAL HANDLING 
Find the wy. Find Solutions. Find Great Prices. Leveling Mounts 


No. 2G416 No. 4TVG7 No. 1XEV2 No. 4NYE5 





Man lactusing a 


Standard Leveling Mounts with Bolts SVM95 


Stabilize equipment with a 10° to 15° swivel in every direction. Leveling mounts with studs include jam nuts. 




















Base Bolt Load Item Base Bolt Load Item 
Dia. H Length Hex Capacit Base Finish No. Dia. H Length Hex Capacit Base Finish No. 
Level-It ‘4 read Size 
Y4-20 Thread Size ; ellow Zinc 
: 1% "200 Ib. Delrin® Yellow Zinc _2G416 3%" 2 Vi 7400 Ib. Steel icke 
; 4 9 ; Stainless Steel 1TXEV8 16 . tainless Stee tainless Stee 
ie 1 Steel ~ Yee cine. eae $17 P- Delrin® w/ Non-Skid Pad ate ONC Ta 
. 5 u . 
Ty," %" 1000 Ib. Stainless Steel Stainless Steel 14H397 3% : 16 55 tainless Steel, Non-Ski tainless Stee 
4" " 00 Ib. Delrin® w/ Non-Skid Pad tainless Steel 41VG7/ : 16 ; teel, Non-Ski icke 4H395 
i Ty" Vn" 750 Ib. Steel, Non-Skid Yellow Zinc  2G402 ‘ " 16" . ; ellow Zinc 4 
2%e {v" 5" 750lb. Stainless Steel. Non-Skid Stainless Steel 1XEV2 3 4" 1%e" 1800 Ib. Delrin® Stainless Steel 4NYR8 
Ty" Vo" {000 Ib. Steel, Non-Skid Nickel 14H391 r 16 . tee ellow Zinc 4 
21" Vo" 1000 Ib. Steel Yellow Zinc  4NYE5 ov : 16 . tainless Stee tainless Steel 4 
3%6 21" Y" ~~ {000 Ib. Stainless Steel Stainless Steel 4NYF4 4" 1V6" 7400 Ib. Steel Nickel 4NYG7 
21" %" 000 Ib. 316 Stainless Steel Stainless Steel 14H398 ; 16 . fain ess Stee tain ess otee =! 4 
3%6 2" Vy" 750 Ib. Steel, Non-Skid Yellow Zinc  41VC2 4" 46 1800 lb. n® w/ Non- Md rac Yellow Zinc 4NYP9 
¥-16 Thread Size 5%" : 16 55 van ess Stee | tainless Steel 4TVE4 
Zz ¥%' 300 Ib. Delrin® Yellow Zinc 2G417 1600 teel, Non- ellow Zinc 4 
Zz 75" 300 Ib. Stainless Steel 1XEV9 1- read Size 
D7/5" : ¥s" 15 tee ellow Zinc 53" By" 1%" 20,000 Ib. Steel Yellow Zinc  2G371 
3" 750 Ib. tainless Stee tainless Stee : Bi" 13%" 15.000 Ib. F Yellow Zinc 2G407 
¥" 3750 Ib. iee icke 4 3% 3%" 1%" 20,000 Ib. Steel, Non-Skid Nickel  14H396 
3" 750 Ib. tainless Stee tainless Steel 14 6%" Ay," 1%" 20,000 Ib. Steel Yellow Zinc  4NYF1 
‘ ‘4 : , ellow Zinc 4 \ 6" 1%" 20,000 Ib. Stainless Steel Stainless Steel 4NYG1 
oy % 300 Ib. Delrin® w/ Non-Skid Pad Stainless Steel 4TVG8 4" 1% 6" 1%" 20,000 Ib. Steel Yellow Zinc 4NYF2 
= Zz ¥%" 2800 lb. Stainless Steel, Non-Skid Stainless Steel 1XEV3 8" 6" 1%" 15,000 lb. Stainless Steel, Non-Skid Stainless Steel 4TVE6 
1¥%;" 2 2 2800 Ib. Steel, Non-Skid tlow Aine 2G403 - 8 a 20,000 Ib. Stainless Steel Sain ss plea 4NYG2 
d 8 00 Ib. Delrin® Yellow Zinc 4ANYN 8 13%" 20,000 Ib. 316 Stainless Steel Stainless Steel 14H410 
" qi a ba 
AT, 4 2 3750 Ib Steel Tallow Zine 4NYE6 sand SIGE 8 teel, Non-ski ellow Zinc 
4 ¥' 3750 b. 316 Stainless Steel Stainless Steel 14H401 1" 9V%_" 1% Vp 750 Ib. Steel, Non-Skid Yellow Zinc 4NYL1 
Delrin® w/ Non-Skid Pad nae vis sail SE 4 2 tainless steel, Non-oki tainless otee 
a 4 %" 2800 Ib. Stainless Steel Non -Skid__ Stainless Steel 4TVE1 14" 27," Z ¥%" 3750 Ib. Steel Yellow Zinc 4NYJ6 
q 3" 2800 Ib. Yellow Zinc  4T1VC3 " 8" 750 Ib. tainless Stee tainless Steel 14H414 
u AV, 3" 34" 4000 Ib. Clear Zinc ATTE6 : ey 3s" 5000 Ib. Steel Yellow Zinc  4NYJ7 
: 5," q ¥5" 4000 Ib. Nylon ear Zinc 5 17," 3% Z 35" 5000 Ib. 316 Stainless Steel Stainless Steel 14H415 
¥)-13 Thread Size BY," : 4" 790 Ib. teel, Non-oki ellow Zinc 4 
ed Ys" 700 Ib. Delrin® Yellow Zinc _2G418 2' ¥;" 3750 Ib. Stainless Steel, Non-Skid Stainless Steel 4NYN1 
ey Sa" 700 Ib. Stainless Steel 1XEW1 M24 Thread Size 
3," Zz Ys" 5000 Ib. Steel Yellow Zinc 2G365 : 4 4) 8 tee ellow Zinc 4 
2 ¥4" 5000 Ib. 303 Stainless Steel Stainless Steel 2G390 Low Profile 
a 34" 5000 Ib. Steel Nickel 26366 8-1 reat ize 
m Xs" 5000 Ib. 316 Stainless Steel Stainless Steel 14H402 9" tee ear Zinc 5 4 
3 4" 7 F ; ellow Zinc 4 op 1500 Ib. Steel w/ Anti-Vibration Pad Clear Zinc 4TRP1 
2H 700TH ETN Wi More Siid Fac Siainless Stee! ATES” py. AY" aw 4500 Ih tainess Stee Wi Stainless Steel 4TRUB 
3%" Zz ¥," 3750 lb. ‘Stainless Steel, Non-Skid Stainless Steel TXEW4 : Anti-Vibration Pad 
1%" id A 5000 Ib. Steel, Non-Skid “Nickel ‘ai1303 a Whe = . - 3500 Ib. Steel Clear Zinc _ 5VIM95 
q" Sp" 700 Ib. , Yellow Zinc  4NYN8 Stainless Steel w/ 
I 700 |b. Delrin® Stainless Steel 4NYR6~ TAs 3000 Ib. Anti-Vibration Pad Stainless Steel 4TRU5 
5 Ye" 4’ Va 5000 Ib. Steel Yellow Zinc 4NYE7 3" 46 : vp 3500 Ib. Steel Clear Zinc _ 4TRH6 
4 yh 5000 Ib. Stainless Steel Stainless Steel 4NYF6 iT 3" Sa" en Ib. Steel w/ Anti-Vibration Pad Clear Zinc ATRRG 
4 Sa 5000 Ib. Steel Nickel 4NYG5 : 4" tainless Stee tainless Stee 
4 yy 5000 b. 316 Stainless Steel Stainless Steel 14H403 a iT 3" Sa" 300 Ib. Steel w/ Anti-Vibration Pad Clear Zinc 4TRT3 
d 4 00 Delrin® w/ Non-Skid Pad Yellow Zinc 4NYP 3-11 ize 
BY," 4 tainless Steel, Non-oki tainless otee : _ . 8 2) ___ steel w/ Anti-Vibration Pa ear Zinc 4 
a a ys 3750 Ib. Steel, Non-Skid Televi Zinc Ae zing 4TVC4 oy TAs 6° =~ 4500 Ib. Ha lea Stainless Steel 4TRV4 
8 4 : on ear Zinc : 16 : a) tee ear Zinc 5 
¥s-11 Thread Size i 1/76 C 8" 5 teel w/ Anti-Vibration Pa ear ZINC 4 
: Ye" tee ellow Zinc 1 
ii " 8" : tainless Stee tainless Stee 
3% : Ye" j tee icke 
3" ; lan ess Stee tain ess Steel 14 iH 4 
: %" 00 Ib. Delrin® w/ Non-Skid Pad Yellow Zinc 41VG4 
33," : 8 49 tainless Steel, Non-Ski tainless Stee i) SMALL PART, BIG PROBLEM 
: %" 5 : ellow Zinc 405 : . . . . 
215! —o 6000 1b. =H! Non-Skid = "Nickel 14H394. | Your job just got easier. Whether it’s routine 
— 800 Delrin® es NVR maintenance or an emergency repair, our 
: 
BVA i : fain ace SIRs ae GIal-ANVES repair parts center has the parts you need to 
4% 6000 lb. Steel = SSC—=C«wNcke| ~3~=—Ss NYG An G6 get back on the job. 
q 7 6000 Ib. 316 Stainless Steel Stainless Steel 14H40 
595" 4" 7" 4500 Ib. Steel, Non-Skid Yellow Zinc 4TVC5 > Get started today at grainger.com/repairparts 
5" By," 6" TV" 10,000 Ib. Nylon Stainless Steel 4TTT4 
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SHELVING & STORAGE 
Pallet Racks 


Pallet Rack Information 


PALLET RACK CONSTRUCTION PALLET RACK STYLE 


Bolted Teardrop Roll-Formed Structural 


Pallet racks are designed to store large and often heavy loads that are on a pallet, in a container, or loose, such as 
bar stock. In order to choose the correct pallet rack, first determine the measurements of the largest load that will be 
stored and the weight of the heaviest load. This will help determine the load capacity and number of levels required. 


Upright frames and beams can then be ordered to complete the pallet rack. Bays can be strung together by ordering 
the proper number of beams and one additional upright for each bay added. After the pallet rack is assembled, pallet 
rack decking can be used to help secure loads. Accessories can also be added as needed. 


Before selecting a pallet rack, please be sure to check local ordinances for building code and seismic requirements, 


Scan. Order. Done. 
Details on page A1. 


ACCESSORIES 
Crossbars/Beam Ties 


Span the distance between beams 
to stabilize loads. 


Wall Spacers 

Connect racks to walls for added 
stability. 

Row Spacers 


Connect and evenly space two rows 
of rack back to back. 


Rack and Frame Protectors 
Reduce impact damage from 


which may reduce the capacities listed or require factory modifications. 












Add-On, No Decking 
=» 1 Frame 
=» 4 Beams 


1226 GRAINGER. 
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Starter with Decking 
= 2 Frames 

= 4Beams 

= 4 Decks 





Teardrop Roll-Formed 
Pallet Rack Units 


= Fully-welded, steel teardrop frame design 

= Rack Manufacturer's Institute (RMI) Certified 

= Boltless assembly 

Fully configured rack units include frames, beams, and choice of 
decking or no decking. 


HUSKY 


RACK & WIRE’ 




























































































































































































































































































































































































































































































: | STARTER | ADD-ON | 
i WITH WITH | STARTER | ADD-ON 
~ WIRE WIRE NO NO 
‘ Cap. | DECKING | DECKING | DECKING | DECKING 
7. Usable Overall Overall per Item Item Item Item 
we Width Height Depth Shelf*| No. | No. | No. | No. _ 
‘AY __ 96" 36" 61111b.| 59LA55 | 59LA56 _— _ 
AY 96°42" 6111 Ib.) 21923 | 21E934 | — | — 
1 96°42" 4044 1b. 216922 | 216933 | — == 
= 96" 48" — 6111 1b.) 59LA59 | SOLAGO | 59LAS7 | 59LA5S8 — 
. 120" 36"_—«6111 Ib.) 48WK62 | 48WK61 | 48WKG60 | 48WK59 | 
120" 42" 4044 lb.. 216926 | 216937 | — _ 
“ae 120° 42" 6111 tb.) 21E927 | 2169388 | — | — | 
1 ¥ 96" 120" —48"—s6111 1b.) 416308 | 416309 | 41D998 | 41D999 
’ 144" 36" 6111 1b.) 416316 | 416317 | 416314 | 416315 
4 AF 144" 42" 5047 |b.| 416320 | 416321 | 416318 | 416319 © 
we 144" 42" 6111 Ib.) 4163824 | 416325 | 416322 | 416323 | 
| Be 144" 48" —-5047 Ib.| 416328 | 416329 | 416326 | 416327 — 
’ a 192" 42" ~—- 4044 |b.. 453047 | 453048 | 453049 | 453050 
, f 192" 42" ~—50471b., 453051 | 453052 | 453053 | 453054 
7 Oe 192" 42", 6111 1b., 453055 | 453056 | 453057 | 453058 | 
Po 96" 36" 5000 lb.) 216920 | 216931 | — | — | 
96" 42" 5000lb.. 216924 | 216935 | — | — | 
40g 120" 36" 5000 Ib.| 48WK66 | 48WK65 | 48WK64 | 48WK63 
120" 42" 5000Ib.| 21928 | 21E939 | — | 
: 144" 42" ~—5000lb., 416332 | 416333 | 416330 | 41E331 — 
' 192" 42" ~—-5000lb.| 453059 | 453060 | 453061 | 453C62 _— 
: 96" 36" 4062 Ib.) 21E921 216932 | — | — 
I" 96" __ 42’ 4062 |b.|_ 21925 | 21E936 — a es 
¥ 96" 48" 4062 lb. 41D996 | 41D997 | 41D994 | 41D995 
joo —120° 36" 4062 Ib. 48WK70 | 48WK69 | 48WK68 | 48WK67 _ 
120" 42" — 4062 Ib. 216929 | 21E940 | — | — 
120" 48" — 4062 Ib. 4163812 | 416313 | 416310 | 416311 ~ 
. 144" 42" 4062 |b.| 416336 | 416337 | 416334 | 41E335 — 
° 192" 42" —- 4062 Ib. 453063 | 453064 | 453065 | 453066 








* Capacity based on evenly distributed loads. 
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GRAINGER CHOICE” SHELVING & STORAGE 
Find the yw. Find Solutions. Find Great Prices. Pallet Rack Components 
HUSKY 


RAGK & WIRE” 


Teardrop Roll-Formed Pallet Rack Components 


= Fully-welded, steel teardrop 
frame design 
= Rack Manufacturer's Institute (RMI) 
Certified, except No. 41D989 
= Boltless assembly 
= Choose frames, beams, and 
wire decking separately for 
custom configurations 


Upright Frames—Feature teardrop punch 
pattern every 2". Horizontally and diago- 
nally braced frames create a strong, stable 
system. Standard prepunched footplates 
make anchoring easy. Corrosion-resistant, 
green polyurethane finish. 


Overall Overall Load Item 
Height Depth Cap.t No. 
Upright Frames 
21,400 Ib. 1KBC1 
96" 42" 21,400 Ib. 1KBC3 
48" 21,400 Ib. 1KBC7 
420" 42" 21,400 Ib. 1KBC4 
48" 21,400 Ib. 1KBC8 
36" 21,400 Ib. 1KBC2 
444" 42" 21,400 Ib. 1KBC5 
42" 29,400 Ib. 1KBD1 
48" 21,400 Ib. 1KBC9 
42" 19,380 Ib. 1KBC6 
192" 42" 29,400 Ib. 1KBD2 
48" 24,957 lb. 8E593 
240" 42" 29,400 Ib. 1KBD3 
Overall Load Item 
Overall Width Height Cap.* No. 
Beams 
48" a 7580 Ib. 21E914 
oye" 4190 Ib. 21E915 
96" 4" 5210 Ib. 1KBD6 
4y," 6270 lb. 1KBD7 
408" 4/6" 5060 Ib. 21E916 
5" 9100 Ib. 1KBE2 
120" 46" 4190 Ib. 21E917 
46" 3020 Ib. 21E918 
144" 5Y" 5680 Ib. 1KBE3 
6" 8300 Ib. 1KBE4 


Beams—Beams feature a safety clip which 
cannot be sprung or removed without 
first removing the beam; no special tools 


required. An audible click or simple glance meee 
. : . Upright Frame 
confirms the lock is engaged. Corrosion- No. 1KBC1 


resistant, orange polyurethane finish. 


Wire Decking—Made from 6-ga., 
galvanized steel wire. Wire decking offers 
strength and allows airflow around materi- 
als. Drop-in design makes setup fast and 
easy; no tools required. 


Many county fire marshals require the use 
of wire decks instead of plywood supports. 





Overall Load Item 
Overall Width Depth Cap.* No. 
Pallet Rack Wire Decking 
36" 3250 Ib. 2JGK2 
46" 42" 2610 Ib. 2JGK5 
48" 2100 Ib. 6GGL3 
36" 3250 Ib. 2JGK3 
52" 42" 2610 Ib. 2JGK6 
48" 2100 Ib. 6GGL4 
36" 3900 Ib. 2JGK4 
58" 42" 3150 Ib. 6GGL2 Beam 
48" 2630 Ib. 6GGL5 No. 21E914 
Overall Overall Item 
Overall Width Depth Height No. 
Cross Bar, Galvanized 
36" 3%6 1¥;" 1KBF3 
42" 3/6" Te 1KBF4 
48" 3%6 1 1KBF5 
Row Spacer, Galvanized 
Back of Upright to Anchor to the Wall 
6" 34" 15" 1KBE8 
8" 34" 15" 1KBE9 
12" 3 V4" 15%" 1KBF1 
Back to Back Uprights 
6" 34" 15" 1KBE5 
8" 34" 15%" 1KBE6 
12" 3Y4" 15%" 1KBE7 
Pallet Rack Guard, Yellow 
AY," 24," 12" 1KBF2 
AY," 24," 18" 2CAX9 
Upright Shim, Gray a 
AVA = = 410989 ne 
Floor Anchor, Gray Decking 
A y" 45/3" 53CU97 No. 2JGK2 


* Capacity based on evenly distributed loads. ¢ Capacity based on 36" max. beam spacing. # Hardware included. 


Teardrop Roll-Formed 


Pallet Rack Components 


= Boltless assembly 
= Seismic components are available 
online, see Grainger.com® 


Closed tubular columns and braces generate 
250% greater durability against fork truck 
damage. 


Upright Frames—Multiple offset anchor 
holes provide flexibility in anchor placement. 
Footpad with nesting ridge provides easy shim 


Overall Overall Load Item 
Height Depth Cap.* No. 
Teardrop Pallet Rack Upright Frames Shown 
36" 27,790 Ib. 4GWA9 Assembled 
96" 42" 27,790 |b. 4GWC3 
48" 27,790 |b. 4GWC8 
36" 27,790 lb. 4GWC1 
120° 42" 27,790 Ib. 4Gwc4 Overall Item Overall Overall 
48" 27,790 |b. 4GWC9 Overall Width Height Load Cap.* No. Depth Overall Width Height 
36" 27,790 Ib. 4GWC2 Teardrop Pallet Rack Beams Pallet Rack Supportst, Galvanized 
444" 42" 27,790 Ib. 4GWC5 48" 2%6 4260 lb. 10W860 Hat-Shaped Style 
42" 41,430 Ib. 4GWD2 3%6 3020 Ib. 10W861 42" 2 12" 
48" 27,790 Ib. 4GWD1 96" 3%6 4000 Ib. 10W862 Waterfall Style 
42" 27,790 Ib. 4GWC6 Ave 5080 Ib. 10W863 36" 2% 12" 
192" 42" 41,430 Ib. 4GWD3 413/16" 6080 Ib. 10W864 42" 2% 12" 
48" 41,430 Ib. 46M190 408" 316" 3240 Ib. 10W865 48" 2%" 1%," 
216" 42" 41,430 lb. 4GWD4 5Y" 7320 Ib. 10W866 Teardrop Pallet Rack Row Spacerst, Galvanized 
540" 42" 27,790 Ib. 4GWC7 120" a%6" 6700 Ib. 10W867 8" 3" 2"6" 
42" 41,430 Ib. 4GWD5 144" 6Ve' 8020 Ib. 10W868 ch 10" 26" 





wg 
SK) STEEL KING’ 
BUILT TO DELIVER 


nesting, and flush footpad to column base 
evenly disperses load weight. Vista green 
powder-coat finish. 


Beams—Teardrop and rivet design with 
heavy-duty connection plates allows easy 
installation and greater connection integrity. 
Auto-engaging safety clip resists beam disen- 
gagement and provides an audible click when 
secured. Poppy orange powder-coat finish. 





* Capacity based on 48" max. beam spacing. f Hardware included. 
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Item 
No. 
4GWA2 
4GWA3 
4GWA4 
4GWA5 


4GWA7 
4GWA8 
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SHELVING & STORAGE Scan. Order. Done. [| le 


Pallet Rack Components Details on page Al. 





Bolted Structural Channel 
Pallet Rack Components 


= Fully welded steel construction 
= Powder-coat finish resists chips and chemicals 


Upright Frames—hot-rolled structural channel 
columns are specially punched for 2" beam adjust- 
ability. Full horizontal and diagonal bracing increases 
frame strength. 7-ga. baseplate welded to column 
disperses floor load and increases stability. Multiple 
anchor holes allow easy floor mounting. Precaution 
Blue color. 





Beams—Made with high-strength structural steel 
Upright (50,000 psi min.) for superior rigidity and durabil- 
Frame ity. Feature 2-bolt beam connections and 7-ga. 
wraparound connector plate to help square rack 
into position and create a tighter connection. Yellow 
color. 


Cross bars are sold separately. 









































Shown “i ; ; he 
A I LE 
sca ‘Rack Guard Right Side, Yellow a 
794" 5" — 2KFZ9 
Rack Guard Left Side, Yellow 
734" 5" — 2KGA1 
Rack Frame Protector, Yellow 
eS | eS |e 4A" KG AG 
8" 24" 4" 2KGA7 
Item 
L Color No. 
Beam Ties 
LOAD CAPACITY* For 3" and 4"H Beams 
39,990 Ib. 56,860 Ib. 36" Yellow 2ZNZ6 
Item 42" Yellow 2ZNZ7 
No. Cap. 40° ~—SCSté<‘<isisS. Yellow ~S—~CSsé‘Csété‘;:é«SZCNZSC*™” 
; per Pkg. Item ForS"WBeams 
36" | 3" 2KGC3 | 4"  2CAAS) =k UH Shelf* Qty. _No. 36S eilow SCN 
; : E "__ 2CAAG Channel Beams 
5 |Z 72° 3° 5960 Ib. with no Beam Tie, 7480 Ib. with Beam Tie 2 2CAC8 48" Yellow 2ZPA2 
2CAAB_ = gg. 3’ __4900 Ib. with no Beam Tie, 5460 Ib. with Beam Tie 2 ___—-2CAC9 Row Spacers 
2CAA9 4" 7120 Ib. with no Beam Tie, 10,180 Ib. with BeamTie 2 2CAE2 3"W 
2CAC1 3 4040 Ib. with no Beam Tie, 4420 Ib. with Beam Tie 2  _2CAE3 8" Precaution Blue 2CAF2 
2CAC2 108" 4 5660 Ib. with no Beam Tie, 8820 Ib. with Beam Tie 2 2CAE5 10° Precaution Blue 2CAF3 
— 2CAC3 5" 7880 Ib. with no Beam Tie, 12,880 Ib. with Beam Tie 2 2CAE6 12" Precaution Blue 2CAF4 
2CAC4 3" 3320 Ib. with no Beam Tie, 3680 lb. withBeam Tie 2 2CAE7 AW 
2CAC5 120" 4" 4600 Ib. with no Beam Tie, 7340 Ib. with Beam Tie 2 2CAE8 8" Precaution Blue 2CAF5 
"] " 2CAC6 5" 6360 Ib. with no Beam Tie, 11,180 Ib. with Beam Tie 2 2CAE9 10" Precaution Blue 2CAF6 
= 8" | 3° 2CAA4) 4" 2CAC7 144" 5" 4420 Ib. with no Beam Tie, 8580 lb. with Beam Tie 2  2CAF1 Tz Precaution Blue 2CAF7 
* Capacity based on 48" max. beam spacing. 
HUSKY Load Item 
ey ee H D _Capacity* No. 
Lynx Roll Formed 79" 36" 19,380 lb. _ 2CAV7 
Pallet Rack Components 36° 19380 Ib 2A 
p 96" 36° 19380lb.  2CAV8 
= Fully-welded steel construction aa ep ‘ ae 
= Upright frames and step beams are sold 120" ~ 4" 19 380 lb. 2CAW4 
separately to allow for custom configurations 42° 24,957 |b. 2CAW7 
= Boltless assembly ee we a set i‘ aeawG 
. . . . 144" . 
= Corrosion-resistant polyurethane finish 49" 19 380 lb.  2CAWS 
= Accessories can be found on page 1227 42" 24,957 |b. __s 2CAW8 
192" 42", 24.957 1b.  2CAWS 
Welded Upright Frames—Angle keyhole-slotted Load Item 
punch pattern every 3". Horizontally and diago- __- _H___Capacity’ _No. 
: Pallet Rack Beams 
nally braced frame creates a strong, stable upright ~~~ 4" 4564 ib. 2CAX1 
system. Prepunched footplates for easy anchoring. ge" 5". «6906 lb. — 2CAX2 
Gray color 5% 9674 Ib. —~ 2CAX3 
go A 4489 |b. 2CAX4 
Beams—nstall without tools. The 3-prong connec- ———2/F_85311")._ 203. 
tor features a front engaged spring-loaded safety 120" a -7189 Ib CANT 
clip that seats in the upright frame. Yellow color. 144" 6" 6125 lb. _ 2CAX8 
* Capacity based on 48" 
max. beam spacing. 
1228 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SHELVING & STORAGE 
Pallet Rack Decking & Accessories 





No. 
21Y415 





Wire Mesh Decking for Pallet 
Racks and Bulk Storage 


= 14-ga. support channel design 
= Gray powder-coat finish 


Heavy-gauge, all-welded construction 
is stronger and more cost effec- 


worldwide 
materialhandling 


Wire 
Decking Overall Overall Load Item 
Style Width Depth Cap.* No. 
Pallet Rack Wire Decking 

46" 24" 


3200 Ib. 21Y415 
tive than wood. Provide maximum Waterfall, 46.30" 3000 Ib. 21Y416 
waterflow for fire code compliance, Flare | —ge—36,_S2 oa 
: erannel "2500 Ib. 49P404 

and maximum airflow and light for 46 48" 9500 |b. 49P406 
‘aint 52" 42" 9500 lb. 49P405 

enhanced visibility and improved +9’ —38" 300k YAO} 
housekeeping. Drop-in design allows 46" 40" 9000 Ib. 49P412 
E 46° 40" —- 9500 lb. 21Y424 

for easy, tool-free installation. 5 4 Sea eva 
Overall Overall Load Item 46" 48" 2500lb. 21Y431 
Width Depth Cap.* No. Waterfall, 46,48" 2850 Ib. 21432 
Bulk Storage Wire Decking Standard 46" 60" 2500 lb. 49P411 
94" 750 lb.  21Y436 Channel 2236. 3000 Ib. 217422 

Ag" 36" 750 lb.  21Y437 52" 4d" 2500 lb. 21Y427 
48" 750 lb.  21Y438 5" 44" 9500 lb. 49P408 

24" 750 lb.  21Y439 5" 48" 2500 1b. 49P409 

72" 36" 750 lb.  21Y440 58" 36" 25001b. 21Y423 
48" 750 lb.  21Y441 58" 42" 2500 Ib. 217428 

* Based on evenly distributed loads. 08 48" 2500 |b. 49P410 


worldwide 
materialhandling 


Double-Flanged 
Pallet Support 
Crossbars 


= 16-ga. steel construction 
= 4-corner roll-formed design 


oe No. 49P41 
= Galvanized finish os 
Designed to lay on top of the pallet Aeeeil Avera Load fica 
rack beam to help reduce beam Depth Width Cap. No. ' 
5/al! 36" pa 1550 |b. 49P41 
spread. For use with all 1 ¥3" step i é eo aap 
beams. Easy to install without tools. 44" 5 1350 1h 49P415 
48" x 1250 |b. _ 49P416 


HUSKY 


RACK & WIRE” 


Pallet Rack Guards 
and Mounting Clips 


Aisle Shield™ Rack Guards—Designed 
with heavy-duty 8-ga. welded wire that 
has been stiffened with longitudinal flutes. 
Easy to install with specifically engineered 
eyebolts, combining simple and fast instal- 
lation with rigid steel protection. 





Overall Item 

Mounting Clips—Guards mount to oe See No. 
any open side and/or back pallet rack 36° 20JJ38 
a ; 96 48 205/42 
using mounting clips. Require 4 clips per 60" 0JJ46 
panel; 2 on each side of the rack guard 120 60° 20JJ48 
oe 144 60 20J5J49 

frame. For flush mounting applications, Flush Mounting Clips 

use No. 1LWX2. To offset guard 4" from i cn 4 cr TLWX2 
frame, use No. 1LWX3; 6" from frame, use are TTR 
No. 1LWX4. 6" i TLWx4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








NashvilleWire 


P R fe} D U ¢ 5 i Ss 


Wire Decking 
for Pallet Racks 





Overall Overall Load Item 
= Fully-welded steel construction Width Depth pant ah 
# Upright frames and beams are sold 46" 42" 2550 Ib. iM 

48" 2550 lb. 4AYP4 

separately to allow for custom configurations 36° 3000 b--AAVNG 
Made from 5-ga. wire with 14-ga. channels. 52" ig a b. ti 
Wire mesh decking improves fire safety and 36" 3150 Ib ZAYNG 
inventory visibility. Drop-in design for easy 58" 42" 2600 Ib. 4AYP3 
48" 2900 lb. 4AYP6 


installation without tools. 


tft 


t Based on evenly distributed loads. 


NashvilleWire Standard 
Channel, 

PRODUeET Ss _ Grae 

Pallet Rack Decking my Tomer 





= 21" x 4" wire mesh pattern allows 
waterflow for enhanced fire safety 

= Compatible with Wireway Husky, 
Interlake, and many other brands of 
36", 42", and 48" deep pallet racks 


Waterfall-style decking wraps over the 
beam and provides a secure brace, 
eliminating movement between deck and 
beam. 5-ga. welded wire. 


Inverted 
Channel, 
Zinc-Plated 








GRAY POWDER COATED ZINC 
Overall Load Item Load Item 
Overall Width Depth Cap.* No. Cap.* No. 
Standard Channel Decking 
36" 3450 Ib. AAYP7 2700 Ib. 14F906 
46" 42" 2950 Ib. 4AYR1 2500 Ib. 14F909 
48" 3000 Ib. 4AYR4 2500 Ib. 14F912 
36" 3600 Ib. 4AYPS 2700 Ib. 14F907 
52" 42" 3050 Ib. AAYR2 2700 Ib. 14F910 
48" 3200 Ib. AAYR5 2500 Ib. 14F913 
36" 3750 Ib. 4AYP9 2700 Ib. 14F908 
58" 42" 3200 Ib. 4AYR3 2750 Ib. 14F911 
48" 3300 Ib. AAYR6 2500 Ib. 14F914 
Inverted Channel Decking s700 5 AVR 
— — 700 Ib. AAYR7 
46" 42" — — 2600 Ib. 4AYT1 
48" — — 2600 Ib. 4AYT4 
36" — — 2850 Ib. AAYR8 
52" 42" — — 2700 Ib. 4AYT2 
48" — — 2750 Ib. 4AYT5 
36" — — 2950 Ib. AAYRO 
58" 42" — — 2800 Ib. 4AYT3 
48" — — 2850 Ib. 4AYT6 
* Based on evenly distributed loads. 
Overall Overall Overall Item 
Width Depth Height No. 
2 Shelving Bays 
96" _ 38XY38 : 
8 Se | oe 
: heck) F 
96" 38XY77 , L || Be 
42" 120" 38X47 ] 
108" ye See =—— | No. 38XY53 
48" — 120" 38XY98 3 Shelving 
144" 38XZ52 Bays 
96" 38XZ47 
36" 120" 38XZ17 
i seyee— WireCrafters 
120" 42" ~ 120" 38XZ09 
wa" 3ana7 Pallet Rack Enclosures 
48" ve saN786 Secure bulk items and help prevent theft 
3 Shelving Bays of high-value inventory. Panels and doors 
ae age oe senza are made of 10-ga. wire welded in a 2" x 
+44" 38XY61. 2. Square mesh. Enclosures are durable 
108° 48" 144" 38XX95__s and easy to install. 
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SHELVING & STORAGE Scan. Order. Done. |= f; 
Pallet Rack Protectors, Guards & Enclosures Details on page Al. 


Magnetic 
C-Channel ACH SUE ELIS EAL 
Cardholders 


Shelving and Pallet Rack Identification 


Magnetic Label Rolls, Write-On/Wipe- provided. Snap into pallet rack assembly holes 
Off—Custom labels that can be easily erased and and snap out to relocate. Holds any sign up to 1%" 
reused. Clear vinyl topcoat can be used with any thick. Kit includes 10 holders and twelve 11" x 


Slip 'N Stik standard wet- or dry-erase marker. 84" sheets of laser/inkjet paper. 
ip ' ik™ 
Label Holder Kit Magnetic C-Channel Cardholders—Allow for Superscan® Label Holders—Special matte 


quick changes in ID cards. Easily repositioned. finish for accurate bar code scanning. Laser/ 
Slip 'N Stik™ Label Holder Kit—Print signs inkjet-ready inserts are easy to print, insert, and 





using the high-visibility yellow laser/inkjet paper fe 
Item Item Pkg. 
W L Color _ Brand No. Color Brand No. Oty. 
Magnetic Label Roll, Write On/Wipe Off Slip 'N Stik™ Label Holder Kit 
i 90 ft. Aigner —ADE44 Yellow Aigner Index 4DE40 10 
Superscan® Zz 20 ft. White index 4DE45 Item Pkg. 
Label Holder 3D it. ADE46 W H Color Brand No. Qty. 
Magnetic C-Channel Cardholders, Rolls Superscan® Label Holder - Self-Adhesive 
il 20 ft. Aigner —2JEYBI a 3" Clear Superscan _ 3FU86 50 
2 O0ft. Black = nay —IEYB2 Superscan® Label Holder - Magnetic 
3 00 ft. 1FYB3 5" cl Clear Superscan 3FU87 50 
6" 4" Clear _Superscan _41TR23 50 


we 


Collision Sentry® 
Warning Device --.....“ 


Infrared motion detectors alert forklift drivers 
and pedestrians to movement in dangerous 
blind corner intersections. Highly visible LEDs 
flash and an audible alarm is issued when a 
collision is imminent. Volume is adjustable. 
Portable and compact device snaps onto 
racking for immediate deployment. Runs on 
D batteries (included) and features a low- 
battery indicator. 


e SENTR, 
> 
> 
* sin n6° 





Overall Overall Item 
Depth Width Color No. 
34" 6" Yellow 437714 | 





ECTI 
goteelOw 


Rack Sentry® Pallet is 
Rack Protectors 


Attach protectors to rack uprights to create a highly 
visible protective layer that withstands abuse from 
forklift collisions. Flexible EVA construction absorbs 
impact and then quickly returns to shape. Install 
directly onto uprights eliminating the need for drilling 
into and putting additional stress on the floor. 


Hinged 
Door 


es ps 


Velox® Machine 
Guard System 








; . Usable Opening Overall Dim. Item 
= Includes installation hardware Ww D W H No. 
, ; 3" 3" Bu; 18" 41A011 
Easy-to-assemble barriers protect workers from dangerous machinery, equip- By," 3" A 13" A1A014 
ment, and robotic cells. 8-ga. panels are welded to a 2" x 2" wire grid pattern. cies 3. a 8 ae 
Order panels separately. Use hook fasteners and drive pins (included) to fasten eA 31 74," {3" 41A018 
into a 16-ga. 2'" square steel post. Components come with welded footplates wiBeam Cutout - ey 3 FAN? 
and anchor bolts. System installs 50% faster than most other wire guarding No. 41A0114 4" 3" 61" 13" 41A017 
products and are easily modified to accommodate field obstructions. Rack End Mount __ : 
3 3 6 18 41A013 
Item 
. Description H W No. sty 
oors GRAINGER 
Machine Guard Sliding Door Left Open 6 ft. oy It. 48RN11 GA 
Machine Guard Sliding Door Right Open 6 tt 5 ft ABRN12 Rack Guard Protectors APPROVED 
LECITE guard puing pot aD ft. A 1 ae Floor-mounted uprights Usable 
achine Guard Swing Door t. amy F Opening Overall Dim. Item 
Machine Guard Custom Panel Kit = = 6TML6 are cast steel with rubber w oO W D H___No. 
: a iam ; : am bumpers to limit impact ae) = el a ae — 
0. escription 0. > 8 16 4 4 
Machine Guard Panels Posts damage. Feature C channel yr 378 | 876 1% 1874 22NP98 
6ft. 10"  _23PC1 Machine Guard Corner Post 6 tt. 6TMK6 design and easily install 3%" | Be" 74" 240s" 22NP59 
6ft. 22"  23PC14 Machine Guard Slide Door Post 6 ft. 48RN13 to concrete surface. Hiah- 355" | Be 7% 361s" 22NP60 
6 ft. 34" 23PC19 Machine Guard Swing Door Post 6 ft. 6TMK7 pine ; g 3% |10%68 7%" 1244" 22NP61 
6ft. 46" —-23PC16 Adjustable Machine Guard 6 it 6TMK8 visibility powder-coat finish = gy,»_356" | 10%6" 794" 184" 22NP62 
eh SSPE Aste core Post : in safety yellow. Include four" 32,40) Biygaubes 
t. 70° . 8" 16. 4" 4" 
6ft. 82" 23PC19 7"-dia. mounting holes. Aisle Guard Mounting Clip 
6 it. g4" 23PC20 No. 22NP57 Includes (4) Anchor Bolts 22NP69 
1230 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” SHELVING & STORAGE 
Find the wy. Find Solutions. Find Great Prices. Bulk Storage Racks 


Storage Rack Decking Options 
NO DECKING WIRE DECKING 


Allows for customization of jit Wire-mesh design allows a clear view of inventory and 
decking based on need. Laop— =] prevents accumulation of dirt, oil, and debris. It also maximizes 
—— the efficiency of sprinkler systems and allows better air circu- 


lation and light penetration. 
PARTICLEBOARD DECKING — RIBBED-STEEL DECKING 
Economical choice for heavy load storage. | 


Provides extra strength and rigidity for heavy load 
storage. Ribs create a space to grab packages easily 
without pinching fingers. 


Durable, smooth solid surface. Meets or 
exceeds ANSI-M2 standards. 


LAMINATE DECKING ADDITIONAL DECKING ADDITIONAL SHELF LEVELS 

Laminate surface bonded to particle- Bulk Storage and Boltless Storage Additional shelves increase the available 
board core provides a smooth finished Racks are available with or without volume of storage while reducing the 
surface that Is easy to clean and decking. Additional decking can be customer cost per square foot of storage. 
moisture-resistant. ordered separately on page 1234. 








Starter 
Particle Galvanized Ribbed = 2 upright frames 
No Decking Board Decking Wire Decking Steel Decking = 3 shelf levels 
Overall Overall ih Item Item Item 
Height Depth No. No. No. 
48"W Racks, 4150-Ib. Shelt Capacity 
Starter 
24" 7D033 7B457 7B493 7B529 
120" 36" 7D034 7B458 7B494 7B530 
48" 7D035 7B459 7B495 7B531 
24" 7B995 7D057 7B481 7B517 
A 
: 7B997 i P 
94" 7B983 70045 7B469 7B505 tennsco 
72" 36" 7B984 7D046 7B470 7B506 Storage Made Easy 
sa 48" 7B985 7D047 7B471 7B507 
Add-On 
24" 7B919 7B955 7B181 7B971 14-Ga. Bulk Add-On 
120" 36" 7B920 7B956 7B183 7B972 ; 
48 78921 78957 7B198 78973 Storage Racks = 1 upright frame 
24" 7B907 7B943 7B347 7B289 = 3 shelf levels 
96" 36" 7B908 7B944 7B348 7B296 = 3 shelf levels 
48" 7B909 7B945 7B349 7B308 . 
24" 7B895 7B931 7B967 mms = Gray electro-coated finish 
72" 36" 7B896 7B932 7B968 7 a Adi in oni 
48" 78897 78933 78323 78260 Adjustable in 2° increments 
oe Racks, 3800-Ib. Shelf Capacity Allow clear and convenient access from the front or rear. Include welded foot- 
carter ' : ' 
70036 7B460 78496 7B532 plates for floor mounting. Upright assemblies are prewelded for strength and 
120" sf nb ea 7B497 7B533 will support up to 17,000 Ib. based on 24" shelf centers. Racks include front-to- 
aA" 7B998 70060 7B484 7B520 back supports: 2 per shelf level on 48" and 60 W beams, 3 per level on 72"W 
96" 36 78999 7B446 Ue ul beams, and 4 per level on 96"W beams. Available with or without decking. Easy 
24 78986 7048 78472 78508 to assemble. No tools required. 
72 : 7B987 7D04 7B47 7B5 
18" 78988 70050 7BA74 78510 Note: Not for use with pallets or as scaffolding. 
Add-On Particle Galvanized Ribbed 
24" 7B922 7B958 7B199 7B974 No Decking Board Decking Wire Decking Steel Decking 
120" 36° 7B923 7B959 7B200 7B975 Overall Overall Item Item Item Item 
43" 7B924 7B960 7B201 7B976 Height Depth No. No. No. No. 
24" 7B910 7B946 7B350 7B309 Add-On 
96" 36" 7B911 7B947 7B142 7B310 24" 7B928 7B964 7B217 7B980 
48" 7B912 7B948 7B145 7B311 120" 36" 7B929 7B965 7B220 7B981 
24" 7B898 7B934 7B324 7B261 4g" 7B930 — 7B222 7B982 
72" 36" 7B899 7B935 7B325 7B262 24" 7B916 7B952 7B177 7B322 
48" 7B900 7B936 7B333 7B263 96" 36" 7B917 7B953 7B178 7B969 
72"W Racks, 2750-Ib. Shelf Capacity 48" 7B918 = 7B180 7B970 
Starter 24" 7B904 7B940 7B337 7B286 
24" 7D039 7B463 7B499 7B535 72° 36" 7B905 7B941 7B345 7B287 
120" 36" 7D040 7B464 7B500 7B536 4g" 7B906 = 7B346 7B288 
a ee ae tte ee Particle Galvanized 22-Ga. Ribbed- 
, i No Decking Board Decking Wire Decking Steel Decking 
96 36 7D028 7B452 7B488 7B524 Overall it it it it 
48" 7D029 7B453 7B489 7B525 Decth No. No. No No 
, 24 78989 7D051 1B475 B11 Additional Shelf Levels a i = 
a ee 
Add-On : 
a a 7a07 a a 7m 
120° _ 36" 7B926 7B962 7B213 7B978 60"W Racks, 3800-Ih. Shelf Capacity 
48 7B927 7B963 7B215 7B979 a ATV 7E573 IEE 70453 
on EAE iBone BAT fbo12 36" ATV22 7E574 70442 70454 
96" 36" 7B914 7B950 7B149 7B313 aa" NEE oER75 74d “Hae 
48" 7B915 7B951 7B152 7B321 . 
i 72'W Racks, 2750-lb. Shelf Capacity 
24 7B901 7B937 7B334 7B270 a aTVI4 7ES76 70444 D456 
72" 36" 7B902 7B938 7B335 7B284 5G" ATV35 aEB77 45 7487 
ee 15939 15330 18289 8" ATV26 76578 70446 70458 
op W Racks, 219 elf Capacity 96°W Racks, 7150-1. Shelf Capacity : an 
; 7 7E57 7D447 7D45 
24 7D042 7B466 7B502 7B538 
120" — 36" 70043 7B467 7B503 7B539 3 ae 7ES80 ma me 
48" 7D044 — 7B504 7B540 = 
24" 7D030 — 7B490 7B526 Item 
96" 36" 7D031 7B455 7B491 7B527 Description No. 
48" 7D032 — 7B492 7B528 Optional Deck Supports 
24" 7B992 7D054 7B478 7B514 For use with 24'D Decking 23WN75 
72 36" 7B993 7D055 7B479 7B515 For use with 36'D Decking 322192 
48" 7B994 — 7B480 7B516 For use with 48"D Decking 3227193 
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SHELVING & STORAGE Scan. Order. Done. 
Bulk Storage Racks Details on page A1. 





























a. 
Starter " A 
. ry ye 
= 2 upright A Particle |Galvanized| Ribbed 
frames 7 ti ica enat wi a. 
" } 0 Decking; Decking ecking ecking 
= 3 shelf levels | r ' Overall Overall Overall Item Item ltem Item 
: \ Height Height Depth No. No. No. No. 
v4 72 inW Racks, 2,000 Ib Shelf Capacity 
" r Starter 
14-Ga Bulk u 3 72 in 72 in 24 in = 102540 | 12977 = 
: " 72 inW Racks, 2,800 Ib Shelf Capacity 
Stora e Racks 4 hy 24 in 102473 | 102546 | 12M983 | 12M893 
g y 96 in 96 in 36 in 102475 | 102548 12M985 | 12M895 
—a—aa ; 48 in 102477 | 102550 | 12M987 | 12M897 
= 3 shelf levels ht ; : 24 in 102467 — — 12M887 
ini 72 in 72 in 36 in 102469 | 102542 | 12M979 | 12M889 
" Powder coated finish 48 in 102471 | 102544 12M981 ~~ 12891 
= Adjustable in 3" increments Add-On 
24 in 102474 | 102547 | 12M984 | 12894 
Convenient racks provide easy access from the front or rear and work great in 96 in 96 in 36 in 407476107549 12986121896 
double-entry aisleways. Fully welded with footplate for floor mounting. Starter th in nae ube ue LAL es 
ite | j ite j j " In 
units include 2 upright frames; add-on units include 1 upright frame. 48 and 79 in 79 in 36 in 407470107543 12M980 12890 
60"W units include 1 front-to-back support per level; 72" and 96'"W units 48 in 102472 | 102545 | 12982 | 12M892 
include 3 front-to-back supports per level. oo tn Racks, 1,800 tb Shelf Capacity 
, 24 in 1027528 | 102562 | 12N002 | 12M912 
i Ce eee eet 
No Decking; Decking Decking Decking In == 
Overall Overall Overall Item Item Item Item 79 j 79 j oa In eee Nene vemaa. ieMoee 
Height Height Depth No. No. No. No. m mn an 1WeoE a neao oma 
46 inl Racks, 3,800 Ib Shelf Capacity Adi:tva in : = Zid 
tarter : 
24 in 107529 — 12N003 | 12M913 
96 i 96 i agin 402421102403 102487102578 96 i 96 in 36 in| 102531 | 107565 12N005__12Ma15 
48 in 102423 | 102495 | 102459 | 102580 eel 102598 a Fe a 
24 in 102413 | 102485 | 102449 102570 eal a 
72 in 72 in 36 in 102415 | 102487 102451 | 102572 on mn 36 in 102525 | 102561 | 12M998 | 12M909 
48 in 102417 | 102489 | 102453 102574 2 a a 
Add-On Particle Galvanized Ribbed 
94 in 102420 102492 102456 102577 No Decking Board Decking Wire Decking Steel Decking 
96 in 96 in 36 in 102422 | 1027494 102458 102579 Overall Item Item Item Item 
48 in 102424 | 102496 102460 © 102581 _ Depth No. No. No. No. 
24 in 102414 | 102486 = 102450 ~~ 102571 Additional Shelf Levels 
72 in 72 in 36 in 102416 | 102488 ~§ 102452 102573 48 inW Racks, 3,800 Ib Shelf Capacity 
48 in 102418 | 102490 | 102454 ~~ 102575 24 in 12924 12M948 12N014 12M936 
60 inW Racks, 3,600 Ib Shelf Capacity 36 in 12M925 121949 12N015 12M937 
Starter 48 in 12M926 12M950 12N016 12M938 
24 in 102437 102510 12M965 102594 60 inW Racks, 3,600 Ib Shelf Capacity 
96 in 96 in 36 in 102439 | 102512 | 12M967 | 10Z596 
| 24 in 12M927 12951 12N017 12939 
48 in 102441 102514 12M969 102598 36 in 42IM928 42IM952 42N018 12M940 
24 in 102431 | 102504 — 12M959 102588 
; | 48 in 12929 12M953 12N019 12941 
72 in 72 in 36 in 102433 | 102506 = 12M961 — 102590 , , 
48 in 102435 102508 | 12963 | 102592 #2 int Racks, 2,600 Ib oholt Capacity 
Add-On in 12M930 121954 12N020 12M942 
36 in 12931 121955 12N021 12M943 
24 in 1027438 | 102511 | 12M966 | 102595 
96 in 96 in 36 in 102440 | 102513 | 12M968 102597 __ 48 in 12M932 12M996 12N022 12M944 
48 in 102442 | 102515 | 12M970 | 102599 96 inW Racks, 1,800 Ib Shelf Capacity 
24 in 102432 102505 | 12M960 | 102589 24 in 12M933 12M957 12N023 12M945 
72 in 72 in 36 in 102434 | 102507 ~§ 12M962 ~~ 102591 36 in 12M934 12M958 12N024 12M946 
48 in 102436 | 102509  12M964 ~~ 102593 48 in 12M935 — 12N025 12M947 
16-Ga. Bulk 
———— = = 3 shelf levels 
| = Silver powder-coated finish 
= Galvanized wire decking 
= Adjustable in 3" increments 
= 1500-lb. beam capacity 
pan Convenient racks provide easy access 
e_ from the front or rear and work great in 
Starter Add-On double-entry aisleways. Ideal for use in 
= 2 upright frames = 1 upright frame the foodservice industry. Units feature a 
= 3 shelf levels = 3 shelf levels welded foot plate for floor mounting. 
Particle Galvanized Particle Galvanized Particle 
Board Decking Wire Decking Board Decking Wire Decking Board Galvanized 
Overall Overall Item Item Overall Overall Item Item Decking Wire Decking 
Height Depth No. Std. No. Std. Height Depth No. Std. No. Std. Overall Item Item 
60"W Racks Add-On Depth No. No. 
Starter 18" 1LXG4 1LXF4 . Additional Shelf Levels 
18" — 2EKN9 . 72" 24" 1LXG7 TLXF7 . 60"W 
79! 197%" | 2EKLG6 — 36" 2EKN4 2EKP7 i 18" 2EKL8 2EKP2 * 
24" 2EKL9 2EKP3 . 96"W Racks 24" 2EKN2 2EKP5 * 
36" 3NUY1 3NUY5 : Starter 36" 3NUY9 | 3NUZ2 * 
Add-On 18" 3NUY3 : 3NUY7 . 72"W 
18" 2EKL7 2EKP1 ; 96" 24" 1LXG9 : TLXF9 : 18" 1LXG5 TLXF5* 
72" 24" 2EKN1 2EKP4 . 36" 2EKN6 : 2EKP9 - 24" 1LXG8 1LXF8* 
36" 3NUY2 . 3NUY6 . Add-On 36" 2EKN5 2EKP8 * 
72"W Racks 18" 3NUY4 3NUY8 a 96"W 
Starter 96" 24" TLXH1 1LXG1 a 18" 3NUZ1 3NUZ3 * 
18" 1LXG3 TLXF3 : 36" 2EKN7 2EKR1 24" 1LXH2 1LXxG2 * 
ey 24" 1LXG6 TLXF6 ' 36" 2EKN8 2EKR2 * 
36" 2EKN3 2EKP6 z 
* NSF Certified. 
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GRAINGER CHOICE” SHELVING & STORAGE 
Find the Wy. Find Solutions. Find Great Prices. Boltless Storage Racks 


Find additional Storage Rack Decking information on page 1231. 




















Particle Galvanized 
No Decking Board Decking Wire Decking 
Overall Overall Item Item Item 
Height Depth No. No. No. 
48"W Racks, 2250-lb. Shelf Capacity* 
Starter 
24" 13D112 13D198 13D249 
84" 36" 13D114 13D201 13D251 
48" 13D116 13D203 13D253 
60" 24" 13D110 13D196 13D247 
Add-On 
24" 13D113 13D199 13D250 
84" 36" 130115 13D202 13D252 
: ——— 
: : 7 4 = 27- 
48"W Racks, 2500-lb. Shelf Capacity* 2 T-posts 
Starter = 3 shelf levels 
24" 130182 13D190 13D241 
84" 36" 130184 13D192 13D243 
4g" 13D108 13D194 13D245 
Add-On 
7 —— i eT — 
4g" 13D109 13D195 13D246 = 4 angle posts 
iz Racks, 1750-lb. Shelf Capacity* = 3 shelf levels 
tarter 
ad 56 130132 130216 130269 
48° 130134 130221 130271 14-Ga. Boltless Storage Racks 
24" 13D124 13D211 13D261 
60" 36" 13D126 13D213 13D263 = 3 shelf levels 
Add-On 48° 13D 128 13D215 13D265 = Gray baked enamel finish 
oT 13D131 13D218 13D268 = Shelf levels adjust in 112" increments 
se. 130133 130720 130770 Racks have a double rivet beam design, which provides unobstructed access 
got ot 1302 130 13pe er for 4 sides and allows faster assembly. Designed for storage of medium to large 
49" 13D129 130216 130266 bulky items. Start a shelving system with starter units; complete the system 
ae Racks, 2000-Ib. Shelf Capacity* with add-on units as required. Add additional shelf levels as needed. Racks 
arer oF 7a0113 70305 TaN955 include center supports: 1 per shelf level on 48"W beams, 2 per shelf level on 
84 36" 13D120 13D207 13D257 72" W beams, and 3 per shelf level on 96"W beams. 
48" 13D122 13D209 13D259 
Add-On No Decking Particle Board Decking! Steel Wire Decking 
24" 13D119 13D206 13D256 Overall Item Item Item 
84" 36" 13D121 13D208 13D258 Depth No. No. No. 
48" 13D123 13D210 13D260 Additional Shelf Levels 
96"W Racks, 1250-Ib. Shelf Capacity* 48"W Racks, 2500-lb. Shelf Capacity* 
Starter 24" 13D154 13D172 13D291 
24" 130148 13D235 13D285 36" 13D155 13D173 13D292 
84" 36" 13D150 13D237 13D287 48" 13D156 13D174 13D293 
48" 13D152 13D239 13D289 48"W Racks, 2250-Ib. Shelf Capacity* 
24" 13D142 13D229 13D279 24" 13D157 13D175 13D294 
60" 36" 130144 13D231 13D281 36" 13D158 13D176 13D295 
48" 13D146 13D233 13D283 48" 13D159 13D177 13D296 
Add-On 72'W Racks, 2000-lb. Shelf Capacity* 
24" 13D149 13D236 13D286 D4" 13D160 13D178 13D297 
84" 36" 13D151 13D238 13D288 36" 13D161 13D179 13D298 
48" 13D153 13D240 13D290 48" 13D162 13D180 13D299 
24" 13D143 13D230 13D280 72"W Racks, 1750-Ib. Shelf Capacity* 
60" 36" 13D145 13D232 13D282 24" 13D163 13D181 13D301 
48" 13D147 13D234 13D284 36" 13D164 13D182 13D302 
96"W Racks, 1600-Ib. Shelf Capacity* 48" 13D165 13D183 13D303 
Starter 96'"W Racks, 1600-Ib. Shelf vanacity, 
24" 13D136 13D223 13D273 24" 13D166 13D184 13D304 
84" 36" 13D138 13D225 13D275 36" 13D167 13D185 13D305 
48" 13D140 13D227 13D277 48" 13D168 13D186 13D306 
Add-On 96"W Racks, 1250-lb. Shelf Capacity* 
24" 13D137 13D224 13D274 24" 13D169 13D187 13D307 
84" 36" 13D139 13D226 13D276 36" 13D170 13D188 13D308 
48" 130141 13D228 13D278 48" 13D171 13D189 13D309 


* Shelves handle capacity shown. However, based on upright strength, individual units should not exceed 8000 Ib. 


ance _ 16-Ga. Boltless 


No Decking | Decking Steel Decking 











Overall Overall Item Item Item — | Starter 
Hetont , Dept he $i i No. No. Storage Racks ULTRA = 4 angle posts 
cen cia s, 1300-Ib. Shelf Capacity = 3 shelf levels 7 RACK = S-chelt lavale 
a ae HATS seven inte = Gray baked-enamel finish 
u a 7 . . Vue 
a a8! SHAT 3GVa2 3GY90 = Adjustable in 112" increments 
“On Z-style beam locks into keyhole slots. Decking rests on 
24" 3GY97 3HA16 3HA25 y y "J 
84" 36" 3GY98 3HA17 3HA26 a recessed ledge for a flush fit and larger height shelf 
48" 3GY99_ | SHAT8 SHAZ7 opening. Store items too large for standard shelving. 
72'W Racks, 1000-Ib. Shelf Capacity 
Starter Particle 
24" 3HA61 3GY83 3GY91 No Decking | Steel Decking | Board Decking 
84" 36" 3GY75 3GY84 3GY92 Overall Item Item Item 
48" 3GY76 1PP39 3GY93 Depth No. No. No. 
Add-On Additional Shelf Levels 
24" 3HA10 3HA19 3HA28 60"W, 1300-Ib. Shelf Capacity 
84" 36" 3HA11 3HA20 3HA29 54" 3HA34 3HA52 3HA43 
48" 3HA12 3HA21 3HA30 36" 3HA35 3HA53 3HA44 
96"W Racks, 800-lb. Shelf Capacity 48" 3HA36 3HA54 3HA45 
Starter 72'W, 1000-Ib. Shelf Capacity Add-On 
24" 3GY77 3GY85 3GY94 24" 3HA37 3HA55 3HA46 = 2 T-posts 
84" 36" 3GY78 3GY86 3GY95 36" 3HA38 3HA56 3HA47 = 3 shelf level 
48" 3GY79 3GY87 3GY96 48" 3HA39 3HA57 3HA48 sheir levels 
Add-On 96"W, 800-lb. Shelf Capacity 
24" 3HA13 3HA22 3HA31 24" 3HA40 3HA58 3HA49 
84" 36" 3HA14 3HA23 3HA32 36" 3HA41 3HA59 3HA50 
48" 3HA15 3HA24 3HA33 48" 3HA42 — 3HA51 
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SHELVING & STORAGE 
Boltless Storage Racks & Decking 


Scan. Order. Done. [= 
Details on page A1. = 








14-Gauge Boltless 


Storage Racks 


= 3 shelf levels adjust in 
11%" increments 
= Gray electro-coat finish 


Double rivet connections provide 


strength and stability and boltless 
design allows easy installation with 


just a mallet. No cross bracing is 





Overall Overall 
Height Depth 
8'W Racks, 2500-lb. Beam Capacit 
tarter 
of Ade" 
84 57," 
of A 893" 
48%2"W Racks, 2250-Ib. Beam Capacit 
50" AS," 
SA" 4 8" 
84" 5," 


O 
O4 


84 
SA" 
SA" 
49"W Racks 
50" 
SA" 


O 
O4 


° 
O44 







Galvanized 
Wire 


1234 GRAINGER. 


TTT 





Starter 
= 4 angle posts 
= 5 shelf levels 


" 


dy CdS COS 00 


Add-On 
= 2 T-posts 
= 3 Shelf levels 





tennsco| 
Storage Made Easy 


required which provides easy access 
to all four sides of unit. 


Wire Decking—4-ga. wire in a 2" x 
4" grid. 


Particleboard Decking—*s" thick 
for a smooth, durable surface. 


No Decking Decking Decking 
Item Item Item 
No. No. No. 





Particleboard 


Ribbed 
Steel 


Find even MORE on Grainger.com® 





No Decking Decking Decking 
Overall Overall Item Item Item 
Height Depth No. No. No. 
8 acks -lb. Beam Capaci 
tarter 
04 AY BK | BK | BK 95 
o7/ 59/3" = 86K232 =| «=(886K342 | 5K297 
72%e'W Racks, 1750-lb. Beam Capacit 
60" 57" ~36K238_ | 36K348_ | 36K304 
60" A8Ys" —_36K240 | = 36K350 | HK306 
Bf 47," —36K242_ | 36K352_|36K308 
84" By" ~36K244- | 36K354_ | 36K310 
34" A878" — 36K246 | 36K356 DK 


ga 455 —36K231 | 36K341_ | 36K296 
34 4878 _36K235 | 36K345 BK30 
73"W Racks, 1750-lb. Beam Capacit 
60" 49/5" __36K237 | 36K347 | 6K30 
60" 4878" __36K241 | 36K351 6K307 
SA" A a" AK AK AK 0 
82 BY —36K245 | 36K BK 
B4 AB. —36K247 | 36K357 | 36K 


04 473 __ 36K248 —36K358 DK 
04 08 __36K250 | 36K360 K316 
_ 04 4078 __36K292 | 36K36 = 
96%2"W Racks, 1250-lb. Beam Capacity _ 
60" AYs. __36K256 | 36K364 K316 
60" 08 —_ 36K258 | = 36K366 | K320 
60" 48/8. __36K254 | 36K368 | — 
84 Ay ~~ 36K260 | 36K370 | 36K 
84" 69/3" HK2E BK HK324 
34 AB Ys. — 36K264 | 36K374 | = 
97"W Racks, 1600-Ib. Beam Capacit 
Add-On 
34" AY __ 36K249 | 36K359 BK319 
34" 08 __36K251 | 36K36 K31/ 
34" A873" __ 36K253 | 36K36 — 
97"W Racks, 1250-Ib. Beam Capacit 
60" AY. __36K255 —36K365 | K31$ 
60" 678° __36K257 | 36K367 | bK 
60" 489s" __36K259 | = 36K369 — 
34" Ae bK26 __ 36K371 | BK 
34" 678 __36K263 36K 6K325 
34" A873" __36K265 | 36K3/5 = 
Steel Wire Particle Board 
No Decking Decking Decking 
Overall Item Item Item 
Overall Width Depth No. No. No. 


Additional Shelf Levels 
2500-Ib. Beam Capacity, Heavy-Dut 













36K266 
36K267 
36K268 


Decking for Bulk and SEI 
Boltless Storage Racks a 


Easy to install; decking simply drops into place on rack. Bulk storage racks, bolt- 
less racks, and add-ons are sold separately on pages 1231 and 1233. 


__4UZ34_ | _36K376 
__4UZ35 | 36K377 
__4UZ36__ | 36K378 







Edsal® Particleboard—*', medium-density, industrial-grade particleboard 
provides a solid, sturdy shelf for general storage. 96"W ships in two 48"W 
pieces. 


Nashville Wire® Galvanized Wire—Open 2" x 4" wire-mesh design allows a 
clear view of inventory, prevents accumulation of dirt, oil, and debris, and maxi- 
mizes the efficiency of sprinkler systems. Galvanized steel construction resists 
rust and corrosion. 


Edsal® 20-Ga. Ribbed Steel—Provides the strength and rigidity needed for 
heavy load storage. Items slide on and off the shelf easily. Gray powder-coat 
finish. Ships in 12"W pieces. 


PARTICLE | GALVANIZED | RIBBED 

BOARD STEEL WIRE STEEL 

Overall Item Item Item 

Overall Width Depth No. No. No. 
4" _ 82017 =| 8VH73 046 

48’ 6" 127035 3VH75_ * | 127047 
48" 127036 | SVH/7 * 046 

4 127037 4VP72_——*|«‘12T04¢ 

60" D 127038 | 4VP73 050 
18" 427039 | 4VP74.——| ‘12705 

4" 127040 3VH74 09 

iz a 127041 | 3VH/6 09 
A8" 127042 | 3VH78 054 

= 4" 127048 | 055 


48" — 127045 057 
* Order two 48"W wire decking units to complete one 96"W rack shelf level. 
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GRAINGER CHOICE” SHELVING & STORAGE 
Find the Ww. Find Solutions. Find Great Prices. Boltless Shelving 





Add-On 








i 
tennsco | = 2T-posts 
14-Gauge Boltless Shelving poabaheared | f= 5 shelf levels 
= 5 shelf levels adjust in MEDIUM PROFILE ane Psigta : 
1/2" increments 2" tall supports for superior load Dr chalt leveled 
= Height: 84" capacities. : 
= Gray electro-coat finish 
= Shipped unassembled LOW hariees 
= More sizes are available, Features 17° tall supports. 
see Grainger.com® PARTICLEBOARD DECKING 
Double rivet connections provide ¥g" thick for a smooth, durable 
strength and stability. Boltless surface. 
design allows easy installation 
using just a mallet. Uses no cross 
bracing for easy access to all sides 
of shelving. 
PARTICLEBOARD PARTICLEBOARD PARTICLEBOARD 
NO DECKING DECKING NO DECKING DECKING NO DECKING DECKING 
Overall Overall Item Item Overall Overall Item Item Overall Overall Item Item 
Width Depth No. No. Width Depth No. No. Width Depth No. No. 
500-lb. Beam Capacity, Low Profile 850-lb. Beam Capacity, Medium Profile Additional Shelf Levels 
Starter Starter 1000-Ilb. Beam Capacity, Medium Profile 
485%" 1254" 36K412 36K436 485," 125%" 44P903 36K423 36" 12" 4UZ13 44R114 
485," 1854" 36K414 36K438 485%" 185%" 36K403 36K426 36" 18" 4UZ14 44R116 
485%" 245%" 36K416 36K440 485," 245," 36K405 36K428 36" 24" 4UZ15 44R117 
Add-On Add-On 850-Ilb. Beam Capacity, Medium Profile 
49" 125%" 36K413 36K437 49" 125%" 36K402 36K425 48" 2" 4UZ17 44R126 
49" 1854" 36K415 36K439 49" 185%" 36K404 36K427 48" 18" 4UZ18 44R128 
49" 245, 36K417 36K441 49" 245, 36K406 36K429 48" 24" 4UZ19 44R129 
600-lb. Beam Capacity, Low Profile 1000-lb. Beam Capacity, Medium Profile 600-lb. Beam Capacity, Low-Profile 
Starter Starter 36° 12 4Tw05 44P851 
3658" 1254" 36K401 36K430 3658" 1254" 36K394 36K418 36" 18" 4TW05 44P853 
368" 1854" 36K408 36K432 3698" 1854" 36K396 36K420 36" 24" 4TW05 44P854 
3658" 245," 36K410 36K434 3658" 245," 36K398 36K421 500-Ib. Beam Capacity, Low-Profile 
Add-On Add-On 48" 12" 4TW06 44P863 
37" 125%" 36K407 36K431 ar 125%" 36K395 36K419 48" 18" 4TW06 44P865 
ar 1854" 36K409 36K433 ar 1854" 36K397 36K424 48" 24" 4TW06 44P866 
37" 245, 36K411 36K435 37" 245," 36K399 36K422 
Boltless Shelving 1 | aria : Bator 
u - 
= 5 shelf levels adjust in 144" increments = 4 angle posts a5 ee auaie 
= Height: 84" = 5 shelf levels 


= Gray enamel finish 

= Shipped unassembled 

Double rivet connection on all shelf supports provides 
strength and unit rigidity. Easy to assemble and recon- 
figure; no hardware needed. 


Low Profile—1" tall supports are located on all four 
sides of the top, middle, and bottom shelves. 


Medium Profile—Feature 2°" tall supports on all 
four sides for superior load capacities. 


Extra Shelf Level—Shelving without decking offers 
flexibility of installing alternative decking types. 





Particleboard Decking—Offers a smooth and 





j -tp- j Overall Item 
durable surface in a complete, ready-to-use unit. Overall Width Depth No. 
PARTICLEBOARD PARTICLEBOARD Particleboard Decking 
NO DECKING DECKING NO DECKING DECKING 36" 12" 10X296 
Overall Overall Item Item Overall Overall Item Item 36" 18" 10X297 
Width Depth No. No. Width Depth No. No. 36 24" 102408 
500-lb. Beam Capacity, Low Profile 850-Ilb. Beam Capacity, Medium Profile 48" 12 102409 
Starter Starter 48" 18" 102410 
48" 12" 10X258 10X282 48" te 10X246 10X270 48" 24" 102411 
48" 18" 10X260 10X284 48" 18" 10X248 10X272 Overall Item 
48" 24" 10X262 10X286 48" 24" 10X250 10X274 Overall Width Depth No. 
Add-On Add-On Extra Shelf Levels 
48" 12" 10X259 10X283 48" 12" 10X247 10X271 1000-Ib. Beam Capacity, Medium Profile 
48" 18" 10X261 10X285 48" 18" 10X249 10X273 36" 12" 10X288 
48" 24" 10X263 10X287 48" 24" 10X251 10X275 36" 18" 10X289 
600-Ib. Beam Capacity, Low Profile 1000-Ib. Beam Capacity, Medium Profile 36" 24" 10X290 
Starter Starter 850-Ilb. Beam Capacity, Medium Profile 
36" 12" 10X252 10X276 36" te 11M965 10X264 48" 12" 10X291 
36" 18" 10X254 10X278 36" 18" 10X242 10X266 48" 18" 10X292 
36" 24" 10X256 10X280 36" 24" 10X244 10X268 48" 24" 10X293 
Add-On Add-On 600-lb. Beam Capacity, Low Profile 
36" 12" 10X253 10X277 36" 12: 10X241 10X265 36" 24" 10X294 
36" 18" 10X255 10X279 36" 18" 10X243 10X267 500-lb. Beam Capacity, Low Profile 
36" 24" 10X257 10X281 36" 24" 10X245 10X269 48" 24" 10X295 
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Scan. Order. Done. 
Details on page A1. 


SHELVING & STORAGE 
Boltless Shelving 











14-ga. Heavy- Hallowell] 
Duty Boltless Shelving 


= 3 shelf levels adjustable in 112" increments 
= Double rivet connection on all shelf supports 


Starter 

= 4 angle posts 

= 6 side-to-side beams 
= 6 front-to-back beams 
= 3 center supports 

= Decking for 3 levels (if 


ordered with decking) = All shelves center supported for maximum capacity 
= Black powder-coated finish 
Add-On a 64"H 


= Shelf capacity based upon decking selected; 

no deck units based upon beam capacity 
Ez Deck steel decking is 22-ga. galvanized sheet steel 
formed into 6" deep channel parks. Multiple planks are 
used to meet unit depth. Particleboard decking is %" 


= 2 tee posts 

= 6 side-to-side beams 
= 6 front-to-back beams 
= 3 center supports 

= Decking for 3 levels (if 








ordered with decking) industrial grade type 1-M-2. Both decks must be center 
supported and cannot be used on single rivet units. 
NO DECK* PARTICLEBOARD STEEL WIRE DECK STEEL EZ DECK 
Overall Item Item Item Item 
Depth No. Shelf Cap. No. Shelf Cap. No. Shelf Cap. No. Shelf Cap. 
48" Wide Racks 
Starter 
18" 14L083 1400 Ib. 14L144 7/0 |b. 140690 900 Ib. 14L265 7/0 |b. 
24" 14L085 1400 Ib. 14L146 700 Ib. 140692 700 Ib. 14L267 700 Ib. 
30" 14L087 1310 Ib. 14L148 705 Ib. 140694 550 Ib. 14L269 705 Ib. 
36" 14L089 1220 Ib. 14L150 755 Ib. 140696 500 Ib. 14L271 755 Ib. 
48" 14L091 1129 Ib. 14L152 920 Ib. 140698 500 Ib. 14L273 920 Ib. 
Add On 
13" 14L084 1400 Ib. 14L145 7/0 |b. 140691 900 Ib. 14L266 7/0 |b. 
24" 14L086 1400 Ib. 14L147 700 Ib. 140693 700 Ib. 14L268 700 Ib. 
30" 14L088 1310 Ib. 14L149 705 Ib. 140695 550 Ib. 14L270 705 Ib. 
36" 14L090 1220 Ib. 14L151 755 Ib. 140697 500 Ib. 14L272 foo lb. 
48" 14L092 1125 Ib. 14L153 920 Ib. 140699 500 Ib. 14L274 920 Ib. 
60" Wide Racks 
Starter 
18" 14L093 1200 Ib. 14L154 835 Ib. 140701 1800 Ib. 140640 835 Ib. 
24" 14L095 1200 Ib. 14L156 700 Ib. 140703 1400 Ib. 140642 700 Ib. 
30" 14L097 1200 Ib. 14L158 650 Ib. 140705 1000 Ib. 140644 650 Ib. 
36" 14L099 1200 Ib. 14L160 665 Ib. 140707 1000 Ib. 140646 665 Ib. 
48" 14L102 1200 Ib. 14L162 750 Ib. 140709 1000 Ib. 140648 750 Ib. 
Add On 
18" 14L094 1200 Ib. 14L155 835 Ib. 140702 1800 Ib. 140641 835 Ib. 
24" 14L096 1200 Ib. 14L157 700 Ib. 140704 1400 Ib. 140643 700 Ib. 
30" 14L098 1200 Ib. 14L159 650 Ib. 140706 1000 Ib. 140645 650 Ib. 
36" 14L101 1200 Ib. 14L161 665 Ib. 140708 1000 Ib. 140647 665 Ib. 
48" 14L103 1200 Ib. 14L163 750 Ib. 140710 1000 Ib. 140649 750 Ib. 
72" Wide Racks 
Starter 
13" 14L104 1000 Ib. 14L164 1000 Ib. 140711 1000 Ib. 140650 1000 Ib. 
24" 14L106 1000 Ib. 14L166 7/0 Ib. 140713 1000 Ib. 140652 7/0 Ib. 
30" 14L108 1000 Ib. 14L168 680 Ib. 140715 1000 Ib. 140654 680 Ib. 
36" 14L110 1000 Ib. 14L170 655 Ib. 140717 1000 Ib. 140656 655 Ib. 
48" 14L112 1000 Ib. 14L172 685 Ib. 140719 1000 Ib. 140658 685 Ib. 
Add On 
18" 14L105 1000 Ib. 14L165 1000 Ib. 140712 1000 Ib. 140651 1000 Ib. 
24" 14L107 1000 Ib. 14L167 7/0 Ib. 140714 1000 Ib. 140653 7/0 |b. 
30" 14L109 1000 Ib. 14L169 680 Ib. 140716 1000 Ib. 140655 680 Ib. 
36" 141111 1000 Ib. 14L171 655 Ib. 140718 1000 Ib. 140657 655 Ib. 
48" 14L113 1000 Ib. 14L173 685 Ib. 140720 1000 Ib. 140659 685 Ib. 
96" Wide Racks 
Starter 
18" 14L114 620 Ib. 14L174 620 Ib. 140721 620 Ib. 140660 620 Ib. 
24" 14L116 620 Ib. 14L176 620 Ib. 140723 620 Ib. 140662 620 Ib. 
3U 14L118 620 Ib. 14L178 620 Ib. 140725 620 Ib. 140664 620 Ib. 
36" 14L120 620 Ib. 14L180 620 Ib. 140727 620 Ib. 140666 620 Ib. 
48" 14L122 620 Ib. 14L182 620 Ib. 140729 620 Ib. 140668 620 Ib. 
Add On 
18" 14L115 620 Ib. 14L175 620 Ib. 140722 620 Ib. 140661 620 Ib. 
24" 141117 620 Ib. 141177 620 Ib. 140724 620 Ib. 140663 620 Ib. 
30" 14L119 620 Ib. 14L179 620 Ib. 140726 620 Ib. 140665 620 Ib. 
36" 141121 620 Ib. 14L181 620 Ib. 140728 620 Ib. 140667 620 Ib. 
48" 14L123 620 Ib. 14L183 620 Ib. 140730 620 Ib. 140669 620 Ib. 
Additional Shelf Levels 
48" Wide 
18" 14L124 1400 Ib. 14L184 7/0 Ib. 140731 900 Ib. 140670 7/0 |b. 
24" 14L125 1400 Ib. 14L185 700 Ib. 140732 700 Ib. 140671 700 Ib. 
30" 14L126 1310 Ib. 14.186 705 Ib. 140733 550 Ib. 140672 705 Ib. 
36" 14L127 1220 |b. 14L187 755 Ib. 140734 500 Ib. 140673 755 Ib. 
48" 14L128 1125 Ib. 14L188 920 Ib. 140735 500 Ib. 140674 920 Ib. 
60" Wide 
18" 14L129 1200 Ib. 14L189 835 Ib. 140736 1800 Ib. 140675 835 Ib. 
24" 14L130 1200 Ib. 14L190 700 Ib. 140737 1400 Ib. 1406/76 700 Ib. 
30" 141131 1200 Ib. 141191 650 Ib. 140738 1000 Ib. 1406/77 650 Ib. 
36" 14L132 1200 Ib. 14L192 665 Ib. 140739 1000 Ib. 140678 665 Ib. 
48" 14L133 1200 Ib. 14L193 750 Ib. 140740 1000 Ib. 140679 750 Ib. 
72" Wide 
18" 14L134 1000 Ib. 14L194 1000 Ib. 140741 1000 Ib. 140680 1000 Ib. 
24" 14L135 1000 Ib. 14L195 7/0 \b. 140742 1000 Ib. 140681 7/0 |b. 
30" 14L136 1000 Ib. 14L196 680 Ib. 140743 1000 Ib. 140682 680 Ib. 
36" 141137 1000 Ib. 14L197 655 Ib. 140744 1000 Ib. 140683 655 Ib. 
48" 14L138 1000 Ib. 14L198 685 Ib. 140745 1000 Ib. 140684 685 Ib. 
96" Wide 
18" 14L139 620 Ib. 14L199 620 Ib. 140746 620 Ib. 140685 620 Ib. 
24" 14L140 620 Ib. 14L201 620 Ib. 140747 620 Ib. 140686 620 Ib. 
30" 14L141 620 Ib. 14L202 620 Ib. 140748 620 Ib. 140687 620 Ib. 
36" 14L142 620 Ib. 14L203 620 Ib. 140749 620 Ib. 140688 620 Ib. 
48" 14L143 620 Ib. 14L204 620 Ib. 140750 620 Ib. 140689 620 Ib. 


* No Deck Shelf Cap. based upon beam capacity. 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE“ 


Find the why. Find Solutions. Find Great Prices. 


SHELVING & STORAGE 
High-Capacity Shelving 





Storage Made Easy | 


High-Capacity 


Boltless Shelving 


= Shelves adjust in 

114" increments 
= Gray baked enamel finish 
= 5 shelf levels 


Easy to assemble with 
tapered keyhole slots and 
snap-in rivet design; no 
additional hardware needed. 
16-ga. steel shelves and 
14-ga. support framework 
ideal for heavy materials. 
Braceless construction 
allows easy access from all 
sides; smooth steel surface 
makes placing and moving 
items easy. 

Overall 


Overall Width Depth 
18° 


36" 


48" 18" 


60" 


rg 


96" 24" 
36" 


* Based on evenly distributed loads. 


High-Capacity 
Boltless 
Shelving 


= Shelves adjust in 
114" increments 
= 14-ga. steel posts 
= 5 shelf levels, 
16-ga. steel 
= Gray powder- 
coated finish 
= Shipped unassembled 


Central cross-brace 
reinforcement ensures a 
flat, level shelf surface. 
Double-rivet design allows 
easy assembly with just a 
hammer or rubber mallet; no 
nuts or bolts required. 


Overall 
Overall Width Depth 
36" 18" 
; 18" 
48 24" 
60" 24" 
F 24" 
72 36" 
: 24" 
96 36° 


* Based on evenly distributed loads. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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ad 


Be Seu een See 


Overall 
Height 
12" 


- 


~7esea 005 4 


Shelf 
Cap.* 
4000 Ib. 
4000 Ib. 
4000 Ib. 
3250 Ib. 
2/50 Ib. 
2/50 lb. 
2600 Ib. 
2600 Ib. 


Shelf 
Cap.* 


4000 Ib. 
4000 Ib. 
4000 Ib. 
4000 Ib. 
4000 Ib. 
4000 Ib. 
4000 Ib. 
4000 Ib. 
4000 Ib. 
3250 Ib. 
3250 Ib. 
2750 Ib. 
2750 Ib. 
2750 Ib. 
2750 Ib. 
2600 Ib. 
2600 Ib. 
2600 Ib. 








Item 
No. 
8CJK3 
ONUN4 
9MEZ3 
9CV93 
8PHA5 
8CHM7 
OPRP3 
9XA34 
9DY21 
9NUN3 
8CHM8 
9HR23 
8ZA32 
8CJ74 
9K587 
9PRP2 
9EZKO 
ONV28 





Each shelf has an additional 
channel-formed stiffener 
welded to the underside of 
the shelf to prevent flexing 
under heavy loads. 


High-Capacity Reinforced Shelving 


= Shelves adjust in 1" increments = Nut and bolt assembly 

= 14-ga. steel, gray powder- = Holds up to 3000 Ib. per shelf 
coated finish (based on evenly distributed loads) 

= 5 shelf levels = Shipped unassembled 





Overall Overall Item 
Overall Width Depth Height No. 
36" 18" 84" 7E504 
48" 18" 84" 7E510 
48" 24" 84" 7E511 
60" 24" 84" 7E513 
fz: 24" 84" 7E514 








30LV72 No. = 
. = = 3o_vss [/@ ; 
High-Capacity Shelving Inlallowell 
= Shipped unassembled 
GREENGUARD Gold Certified. 
Boltless—Shelves adjust in 112" increments and are center supported to 


ensure a strong level surface. Easy to assemble. Black powder-coated finish. 
14-ga. uprights. 


Bolted—Hat channel reinforced shelves adjust in 1" increments. Easy nut and 
bolt assembly with 13-ga. steel uprights. Gray powder-coated finish. 


Overall Overall Shelf Item 
Overall Width Depth Height Cap.* No. 
Boltless 
36" 18" 84" 2300 Ib. 30LV72 
18" 96" 2300 Ib. 30LV80 
18" 84" 2200 Ib. 30LV73 
4g" 13" 96" 2200 Ib. 30LV81 
24" 84" 2000 Ib. 30LV74 
24" 96" 2000 Ib. 30LV82 
60" 24 84" 2000 Ib. 30LV75 
24 96" 2000 Ib. 30LV83 
24 84" 1900 Ib. 30LV76 
79" 24 96" 1900 Ib. 30LV84 
36 84" 1900 Ib. 30LV77 
36 96" 1900 Ib. 30LV85 
24 84" 1900 Ib. 30LV78 
96" 24 96" 1900 Ib. 3OLV86 
36 84" 1900 Ib. 30LV79 
36 96" 1900 Ib. 30LV87 
Bolted 
36" 18" 84" 2800 Ib. 30LV88 
48" 18" 84" 2600 Ib. 30LV89 
24 84" 2500 Ib. 30LV90 
60" 24" 84" 2300 Ib. 30LV91 
72: 24" 84" 2000 Ib. 30LV92 


* Based on evenly distributed loads. 
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SHELVING & STORAGE 
Cantilever Racks 


Scan. Order. Done. 
Details on page A1. 








1-Sided 
Starter 


Cantilever Racks 


= Arms are adjustable on 4" centers 
= All units include a brace set 

= Hardware included 

= Shipped unassembled 

= Gray powder-coated finish 


Load up to 2000 Ib. at 1 time with a 
lift truck, or deposit materials manu- 
ally for quick, organized storage and 
retrieval. All-welded 46" 12-ga. steel 
arms with 18° slope; simply "button" 
into place for storage versatility. 
Columns are made with two 3" x 5" 
channels welded to %6' steel base. 
Brace sets are made from 14%" x 21%" 
tubing and heavy steel diagonals. 
Starter and Add-On Units offer the 
flexibility of having a two upright unit 


JARKE. 


Quiktree® Series—Light-duty racks 
have a column capacity of 3500 Ib. 
per column per side (not including 
base). 


Steeltree® 08 Series—Medium-duty 
racks are ideal for storing light bar 
stock, tubing, lumber, or other light- 
weight materials. 


Steeltree® 25 Series—Heavy-duty 
racks are great for storing large 
amounts of awkward or heavy stock 
in a compact area. Quick and easy 
assembly requires no special tools. 


Button-On'—Feature a column 
capacity of 12000 Ib. per column per 
side. Unique inclined arm with 18” 


Ora continuous row of shelving that slope is ideal for storing pipe, tubing, 
can accommodate longer materials. lumber, and bar stock. Buttons into 


position and adjusts on 4” centers. 


Center 
No. of Overall Arm Cap. per Cap. per Base Brace ltem 
Shelving Type Arms Height L Arm* Unitt Cap. Length Length No. 
Quiktree® Series 





1-Sided 

Starter 14 7 tt. 14" 500 lb. 3500lb. 3500lb. 21" 36" 4UK90 

Starter 14 83%" 14" 500 lb. 3500lb. 3500lb. 21" 72° 4AUK92 

Add-On 7 Tit, 14" 500 lb. 3500lb. 7000lb. 21" 36" 4UK91 

Add-On 7 7 Kt. 14" 500 lb. 3500lb. 7000lb. 21" 72° ~~ 4UK93 

2-Sided 

Starter 28 7 tt. 14" 500 lb. 7000lb. 7000lb. 34" 36" 4UK86 

Starter 28 7 tt. 14" 500 lb. 7000 lb. 3500lb. 34" 72° AUK88 

Add-On 14 7 tt. 14" 500 lb. 7000 lb. 3500lb. 34" 36" 4UK87 

Add-On 14 7 tt. 14" 500 lb. 7000 lb. 3500lb. 34" 72° 4AUK89 

Steeltree® 08 Series 

1-Sided 

Starter 12 10 ft. 36" 430 1b. 5700lb. 5160lb. 46° 72° 9QRUPO 

Starter 8 8 tt. 24" 650 lb. 7500lb. 5200lb. 37" 48" 9JZ59 

2-Sided 

Starter 24 10 ft. 36" 430 1b. 11,400 1b. 10,320 lb. 82" 72’  9MGRO 

Steeltree® 25 Series 

1-Sided 

Starter 8 8 tt. 24" = 2000lb. 12,530 1b. 16,000 lb. 37° 72° 3W588 

Starter 12 10 ft. 36° = 1300 lb. 12,340 lb. 15,600 lb. 46° 72| =1WG17 

Starter 16 12 ft. 48" 1000lb. 9690 lb. 16,000 lb. 58" 72° 3589 

Add-On 4 8 tt. 24" 2000Ib. 12,530 1b. 8000 lb. 37’ 72° 3W592 

Add-On 6 10 ft. 36° = 1300 lb. 12,340 1b. 7800 lb. 49" 72 = 1WG16 

Add-On 8 12 ft. 48" 1000lb. 8000lb. 8000lb. 58" 72° ~=3W593 

2-Sided 

Starter 16 8 tt. 24" 2000 lb. 25,060 Ib. 32,000 lb. 65" 72° + 3W590 

. Starter 24 10 ft. 36" 1300 Ib. 24,680 Ib. 32,000 Ib. 82" 72 = 1WG14 

2-Sided Starter 32. 12ft. 48°  1000lb. 19,380lb.32,000lb. 106° 72°  3W591 
Starter Add-On 8 8 ft. 24" 2000lb. 25,060 lb. 16,000 lb. 65" 72° ~ 3W594 

Add-On 12 10 ft. 36° 1300 lb. 24,680 Ib. 16,000 Ib. 82" 72° 1WG13 

Add-On 16 12 ft. 48" 1000lb. 19,380 lb. 16,000 lb. 106" 72° ~~ 3\W595 

Button-On™ Series 

1-Sided 

Starter 12 7 tt. 16° 1000 1b. 12,000 Ib. 12,000 Ib. 26%" 72° AUK77 

Starter 12 7 tt. 12" 1000lb. 12,000 lb. 12,000 lb. 26%" 72° 8N402 

Starter 12 fit, 16" 1000lb. 12,000 Ib. 12,000 lb. 72" 72 + 8ALG4 

Add-On 6 7 ft. 16° 1000lb. 6000lb. 6,0001b. 26%" 72° 4AUK78 

2-Sided 

Starter 24 7 tt. 16" 1000lb. 24,000 Ib. 24,000 lb. 45" 72' ~~ 4AUK79 

Add-On 12 7 tt. 16" 1000lb. 24,000 Ib. 12,000 lb. 45" 72° 4UK80 

Overall Overall Item 
Description Height Depth No. 

Steeltree® 25 Series Uprights & Components 

Uprights 

1-Sided 10 ft. 49" 1CHW5 

1-Sided 12: it. 49" 1CHW9 

2-Sided 8 tt. 65" 1CHX3 

2-Sided 8 ft. 82" 1CHX4 

2-Sided 10 ft. 82" 1CHX8 

Arm Components 

24'L — — 1CJA4 

36'L — — 1CJA6 

48'L — — 1CJA8 

Center Brace Set 

8-ft. Steel Brace Sets 1 1," 1CHY8 

Button-On™ Series Uprights & Components 

Uprights 

1-Sided aie 21" 8TX57 

2-Sided 7 ft. 45" 8NGV9 

Arm Component 

16°L — — 9JA60 

Center Brace Set 

3-ft. Steel Brace Set 11" 1," QJA43 


*Based on evenly distributed loads. Multiply by 2 for capacity per pair of arms. 
{Based on evenly distributed loads. Does not include base load. 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


* GRAINGER 
APPROVED 


14-ga. Steel 
Records 
Storage Racks 


= Shelves adjust in 2" increments 

= Gray powder-coat finish 

= Particleboard decking included 
Welded frames have reinforced 
construction with boltless steel beams 
that install easily without tools. 





Starter 
= 2 upright frames 
= 3 shelf levels 


STARTER ADD-ON 
Overall Overall Item Item 
Height Depth No. No. 
60" Wide Racks, 4000-Ib. Shelf Capacity* 
72" 18" 1KAC4 1KAD1 
12 36" 1KAC5 1KAD2 
72" Wide Racks, 3500-Ib. Shelf Capacity* 
(em 18" 1KAC6 1KAD4 
72' 36" 1KAC7 1KAD6 
96" Wide Racks, 2800-lb. Shelf Capacity* 
{2. 18" 1KAC8 1KAD8 
2 36" 1KAC9 1KAE1 


* Based on evenly distributed loads. 


14-ga. Boltless 
Records Storage Racks 


= Shelves adjust in 114" increments 

= Gray enamel finish 

Width and depth of shelving matches letter- 
size archive box dimensions to maximize 
floor space. Double rivet shelf supports lock 
into upright posts without tools. 





With Particleboard Decking 
WITHOUT | PARTICLEBOARD 





Without Decking— sah ital! “have DECKING DECKING 
j vera vera 0.0 Item Item 
Enables deck selection for Height Depth Sheives sla. No. 
general storage use. 42" Wide Racks, 900 Ib. Shelf Capacity* 
; ; 60" 1616" 3 13E036 13E044 
Nee ee — Be 
ing— (APL : 16 4 
Decking—Sturdy 16" a4" 307% 13E039 13E047 
particleboard recesses into le ae 650 ey a “Gait 
“ni 6" 4 4 
shelf support to maximize 60". 32% 3 13E041 13E049 
clear opening; ideal for gar 16 He! 4 13E042 13E050 
general-purpose storage. sive : TSEURS TSEUSI 


* Based on evenly distributed loads. 


Freestanding =e 
Vertical Bar Rack = MNSciawnr 


= Gray powder-coated finish 

= 6000-lb. capacity 

Easy to access and organize bar stock and tubing. 
Vertical storage requires less floor space. Includes 
security chain and hooks. 





Overall Overall Item 
Overall Width Depth Height No. 
48" 24' 60" 20VA66 


* GRAINGER 


APPROVED 
6 Stacki 
Modular Racks ia revels 
Stacking High) Shown 
Racks 





Sturdy, lightweight, and easy to handle; a highly flexible storage system for all 
types of materials. Feature heavy-duty, all-welded steel construction. No bolts, 
tools, or fittings required for setup or take-down. 


Load Item 
Capacity L W Inside Width H No. 
2500 Ib. 16° 12" az: 13%" 4UK83 
3/00 Ib. 19" 14" 1S. 17" 4UK84 
5600 Ib. 22 13. 18. 2012" 4UK85 
7500 Ib. 26" 16° 22 23/2 1WG15 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


SHELVING & STORAGE 
Specialty Storage Racks 


Gas Cylinder Racks 


= For 12"-dia. cylinders 

Safely restrain and store gas cylin- 
ders in storage rooms. Feature steel 
tubing construction with a black 





4 Vertical 


powder-coated finish. No. 55PW85 
Cylinder Overall Overall Item 
Cap. Height Overall Width Depth No. 
(1) Vertical 30" 16" 12" 55PW89 
; 30" 16" 24" 55PW88 
ie) Merc 30 30" 12 55PW86 
; 30 16" 36 55PW87 
(3) Vertical 30 44 12 55PW82 
(4) Vertical 30" 30" 24" 55PW85 
(6) Vertical 30" 30" 36" 55PW84 
(8) Vertical 30" 30" 48" 55PW83 
OW LITTLE 
INS GIANT 


Heavy-Duty Welded 
Steel Shelving 


Reinforced 12-ga. steel shelves have 2" x 2" x %6" 
corner angles with footpads and anchor holes. The 
bottom shelf has 3%" under clearance. 4-shelf 
models have 20%4" shelf clearance and 5-shelf 
models have 15" shelf clearance. Ships assembled. 


4-SHELF UNITS 





No. 20VA68 
5-SHELF UNITS 


Overall Overall Overall Shelf Item Item 
Width Depth Height Cap.* No. No. 
a 18° 12. 2000 Ib. 20VA68 20VA77 
36° 24" (Z. 2000 Ib. 20VA69 20VA78 
48" 24" i. 2000 Ib. 20VA/0 20VA79 
30" Zz 2000 Ib. 20VA/2 20VA81 
24' 12 2000 Ib. 20VA71 20VA80 
60" 30° {2 2000 Ib. 20VA/3 20VA82 
36° i: 2000 Ib. 20VA/5 20VA84 
79" 30" 12. 2000 Ib. 20VA/4 20VA83 
36° Px 2000 Ib. 20VA/6 20VA85 


* Based on evenly distributed loads. 


‘ 


IFlallowell 


Antimicrobial 
industrial 
Shelving 


= Shelves adjust on 114" centers 

= 22-ga. box-formed steel 

= Light gray antimicrobial 
powder-coated finish 

Finish inhibits the growth of stain 

and odor causing bacteria on the 

surface of the coating. 





Wye 





Closed Add-On Unit 
11-SHELF UNITS 


Open Starter Unit 
8-SHELF UNITS 


Open Closed Open Closed 
Overall Overall Item Item Item Item 
Depth Height No. No. No. No. 
36" Wide Racks, 500 lb. Shelf Capacity* 
Starter 
12" 87" 14C751 14C763 14€775 14C787 
18" 87" 14€753 14C765 14€777 14P335 
24" 87" 14755 14C767 14C779 14P337 
Add-On 
12: 87" 14C752 140764 14C776 14€788 
18" 87" 140754 14766 14C778 14P336 
24" 87" 14756 14C768 14C780 14P338 
48" Wide Racks, 350 Ib. Shelf Capacity* 
Starter 
24" 87" 140761 14€773 14€785 14P343 
Add-On 
24" 87" 14C762 14€774 140786 14P344 
48" Wide Racks, 375 lb. Shelf Capacity* 
Starter 
12" 87" 14C757 14C769 14C781 14P339 
18" 87" 14759 140771 14€783 14P341 
Add-On 
87" 14758 14C770 14C782 14P340 
18" 87" 14C760 14€772 140784 14P342 
*Based on evenly distributed loads. 





SHELVING & STORAGE 
Specialty Storage Racks 


Scan. Order. Done. 
Details on page A1. 









Starter 
No. 1XED4 


Add-On 
No. 1XED8 


vy Lf jr! 
me > {A Zi 
Adjustable Reel Storage Racks 


Axle position is adjustable in 2" increments to accommodate spools of different 
diameters on the same rack. Steel A-frame construction supports 2000 Ib. per 
axle evenly distributed, for a max. of 6000 Ib. per unit. 





STARTER ADD-ON 
UNIT, A-FRAME | UNIT, A-FRAME 
Overall Overall Overall Item Item 
Depth Width Height Includes No. No. 
36" 39" 97" (3) 2%" 0.D. Axles, 3 1XED5 1XED9 
36" 51. 97V%" Pairs Axle Brackets 1XED7 1XEE2 
36" 39" 121%" (4) 2%" 0.D. Axles, 4 1XED4 1XED8 
36" 51" 1227' Pairs Axle Brackets 1XED6 1XEE1 
Open 
Base 
& Base with 
GRAINGER Wood Deck 
APPROVED 
Stacking Racks 
Combine the load capabilities of pallet Load Item 
ks with th duct orotecti f Capacity Height No. 
rac s Wi € proauct protection o Stack Rack Post Set of 4 
stacking posts. Removable posts allow 2000 Ib. 36" 1CJD7 
racks to be stacked or stored in knock- aa in var 
down fashion, utilizing vertical and 4000 |b. 36) 1CJC3 
lateral storage space. 4000 Ib. 42" 1CJC5 
4000 Ib. 48" 1CJC4 
BASE W/ 
WOOD DECK OPEN BASE 
Load Item Item 
Capacity L W Inside Width No. No. 
Stack Rack Base 
2000 Ib. 42" 60" 562" 1CJD4 1CJC9 
2000 Ib. 48" 48" 44y," 1CJD5 1CJD1 
2000 Ib. 48" 60" 562" 1CJD6 1CJD2 
4000 Ib. 42" 48" 43" 1CJB9 1CJB6 
4000 Ib. 42" 60" 55" 1CJC1 1CJB7 
4000 Ib. 48" 48" 43" 1CJC2 1CJB8 
4000 Ib. 48" 60" 5a" 1CJC7 1CJC6 


* GRAINGER 
APPROVED 








Vertical 


* GRAINGER 
APPROVED 


Sheet Racks 


Blue powder-coated finish. 





Horizontal 


Vertical—Feature 4 storage bays, lag down holes, and sturdy welded steel 
construction. 


Horizontal—Features 5 shelves with 912" clearance between them. 4-sided 
access when using sheets 4 x 8 ft. or smaller. 


Distance 
Overall Overall Between Item 
Shelf Cap. Depth Overall Width Height Shelves No. 
Vertical 
1500 Ib. 36" 47%" 4134" 6%" 3FY90 
1500 Ib. 84" 50" 44" 10" 3FY92 
Horizontal 
2000 Ib. 102%" 54¥" 48" gy," 1BBY4 
No. 
46M177 





Open Deck 





Wood Deck 





wy 
(scene 
Stac-King® Portable Racks 


Steel racks provide protection for loads during handling, stacking, and shipping. 
Versatile racks act as their own pallets, eliminating the need for wooden pallets. 
Racks with vertical posts can be stacked up to 6 high without load-on-load 
contact. Baked enamel finish. 


OPEN DECK WOOD DECK 


Load Item Item 
Capacity L W Inside Width No. No. 
Stack Rack Bases 
4000 Ib. 42" 48" 46" 46M179 46M180 
4000 Ib. 42" 60" 58" 46M181 46M182 
4000 Ib. 48" 48" 46" 46M183 46M184 
Load Item 
Capacity L W H No. 
Stack Rack Posts 
4000 Ib. 2 2 36" 46M177 
4000 Ib. 2 2 48" 46M178 


14-ga. Steel Tire Racks 


Boltless—Made of roll-formed steel with rivet-lock Tire Shelf Item 
connection system. Easy assembly without tools. W H D Cap. Cap. No. 
Designed for automobile and light truck tires. No. 1KAD3 ESTE 

attaches to wall for 1-sided access. 60" 84" 12" 24 1000lb. 1KAD3 


Boltless = Gray baked-enamel finish Double-Sided _ 
Single-Sided = Beams adjust in 11" increments a as 2 42 1000 Ib. __ 1KADS 
Heavy-Duty 

Starter 
Heavy-Duty—12-ga. steel beam connectors and 3 60" 551 73" 571500 Ib. 4KAD7 
hooks for easy, tool-free installation. Designed for a 72" TZ 18" 27 +1500 lb.  1KAD9 
variety of tires from automobile to tractor trailer tires. ‘Kaan i2 18" 36-1500 lb. —_1KAE2 

-On 
Available in starter and add-on units. 60! a5 75 TN RES 
= Gray powder-coated finish e 72. 18" 27 1500lb. _1KAE4 
= Beams adjust in 2" increments 96" 72! 18" 36 1500lb. _‘1KAES5 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE * SHELVING & STORAGE 





Find the yi. Find Solutions. Find Great Prices. Industrial Shelving 
OPEN UNITS CLOSED UNITS 


(6-Shelf Unit Shown) (8-Shelf Unit Shown) 









Starter Unit Add-On Unit 


Starter Unit 





: z . . Add-On Unit 
aia - 2 Hee, = 2 side panel assemblies Scie ara aSearnbly 
Be Re waias eee = 1 back panel assembly = 1 back panel assemb! 
= 123"H—6 braces = 123"H—4 braces P y 
Inlallowell 


Hately a hb ad 
i + - I e ap.* 0. 
High-Capacity H-Post Industrial Shelving Additional SuRlney Pkg. of 5 
= Shelves adjust in 12" increments eB 800 Tb PPT 
= Powder-coated finish — 37800 1b. ACP 24 800 Ib cpr 
High-capacity H-posts allow use of full shelf width and are common between adjoining units to reduce cost, and assembly and ~ 48" 24" 500 lb. 4CPP4— 
installation time. Shelves are box-formed at front and back with triple-flanged sides for added strength. Included compression 18a. —acppe— 
shelf clips add to overall unit capacity. —36" 5g" F950 Ih CPPS 
48" 18" ~—s« 900 Ib. ~~ SCPP7 
~ 48" 24" 900 Tb. AC PPS 


Open shelving includes sway braces and closed shelving includes 18-ga. side, and 24-ga. back panels for enhanced stability. 






Overall Overall Shelf 
Overall Width Depth Height Cap. : ' : . 5 No. 


-ga. Shelving 
tarter 


S" 87" 800 Ib — 4G7i3" | aGZPO" | AG ZL7—— | AGZRA |S AGZN2 | SAGE 
B00 Ib. | AGZU6 AG 2X3 GT a ZX7 GZS GZ 
ee 800 Ib. |G ZL GRY GZ GZS AGZNZ | AGZRE 
800 Ib. | GZ a ZXA G2 aX ze GZ 
8" 87 450 Ib —4G2NG | 4GZT3 GPT | AGZTT | GPS GZ 
48" S" 450 Ib —4G7v9 | aGzv6 aGzWaaGzzt Gwe 4275 
a 87 500 Ib —4GZNT | GzT4aGzP2 GTB | AGZPG GZ 
a" 500 Ib. | AGZW | aGZY7 GWG ZZ2 zw | aGzze 
Add-Un 
S" 87" 800Ib. | AGZESTAGZR2- | AGZL9 | AGZRG | AGZNA | 
sh 800 Ib. | AGZUBAGZXB G23 AGZX9 GZ |G ZA 
e ag 87 800 Ib. G2 GZS aGZNT | aGZRT | AGZNS 
iy 800 Ib. AG ZU9 a zX6 za aGzviaGzve G5 
S" va 450lb. | SS AGZNB SCAG ZT AGZPS GTO AGZPT GZ 
iy 450 Ib. | AGZW2_ |G ZB WE AGZZ3 GX 4G 277 
= ag 87 800th. GZNO ZTE | GZP4 |G ZUT | 4GZPB |G ZU 
a 500Ib. | AGZW3 AG ZYO | GZW7 AG ZZ4 a 2X2 728 
18-ga. Shelvin 
Starter ——— ———————— ————————eeeee.CcreeGwGeer'™  waaaaaaeeea————— eeeees.rcreereeoeseneee——enneee eee 
. g7" 900 1b. | HAC HART | 4HACB | AHAFS | HAD 4HAFS 
Add-Un 
20 4" 8/" 90 Ib. __ AHAAS | AHADS | HAA AES AHACZ2 4HAE& 
4" 90 Ib. —_4HAH6 |S AHALS | HAST AL AL 4HAW 
af 3 / 900 Ib —_AHACS | AHAF2~ |S SHACS SAFO SHAD 4HA 
: : : 900 Ib AHAB SAMS SRAKS SAMS AKT 4HAN4 
900 Ib. | HAC | AHAFS | 4HADT AHF? AHADS GHAR 


* Based on evenly distributed loads. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1241 





SHELVING & STORAGE scan. Order. Done. |=" 
Industrial Shelving Details on page Al. == 





OPEN UNITS OPEN AND CLOSED UNITS CLOSED UNITS 
(5-Shelf Unit Shown) = Shelves as ordered (5-Shelf Unit Shown) 


® 


Iriallowell 
Industrial Shelving 


= Shelves adjust in 114" increments 
= Gray powder-coated finish 
= Shipped unassembled 


Shelves are box-formed at front 
and rear, with triple-flanged sides 








Starter Unit Add-On Unit Starter Unit Add-On Unit and welded corners for maximum 
= 2 beaded posts = 1 beaded post = 2 side panel assemblies = 1 side panel assembly 
strength. Beaded front post allows 
= 2 angle posts = 2 angle posts = 1 back panel assembly = 1 back panel assembly use of full shelf width. Angle back 
= 3 braces = 2 braces posts bolt together when adding 
= 4 clips per shelf = 4 clips per shelf units: quick, easy assembly 
OPEN | CLOSED OPEN a CLOSED OPEN | CLOSED rreestana™ng siewing Sue 
Overall Overall Item Item Item Item Item Item Ideal where a single unit is required, 
Overall Width Depth Height Shelf Cap.* No. No. No. No. No. No. or where it may be necessary to 
goa. Shelving change shelving configuration. 
iz 87" 500 Ib. TBFL8 TBLH9 1BGL2 TBLJ6 TBGL5 TBLK1 
36" 18" 87" 500 Ib. 1BFL9 TBLJ2 1BGL3 TBLJ8 1BGL6 TBLK2 ACCESSORIES FOR 
24" 87" 500 Ib. {BGL1 {BLJ4 {1BGL4 {BLJ9 {BGL7 {BLK3 CLOSED SHELVING 
iz 87" 375 Ib. 1BGL8 TBLK4 1BHL2 TBLK8 1BHL5 TBLL5 . - _ 
48" 18" 87" 375 |b. {BGL9 {BLK5 {BHL3 {BLL1 {BHL6 {BLL7 Vertical Shelf Dividers—Clip into 
Aaa-Di 24" 8/" 350 Ib. 1BHL1 1BLK6 1BHL4 1BLL3 1BHL7 1BLL9 shelves using nylon fasteners to 
ipa 87" 500 Ib. {BHL8 {BLN2 {BIL {BLN8 {BJL4 {BLP5 provide additional organization. 
36" 18" 87" 500 Ib. TBHL9 1BLN4 TBJL2 1BLP1 TBJL5 1BLP7 base 
oA" 87" 500 Ib. {BHV8 {BLNG {BJL3 {BLP3 {BJL6 {BLP9 Double Swinging Doors—Create 
48 3! see bs ABIL ABR ABKL2 | ABER —ABKLS aire Ca ete Storage. ncuide Chrome: 
2a} 87" 350 Ib. 1BJL9 1BLR6 1BKL3 1BLRO 1BKL6 ieit3_ finish handle with built-in cylinder 
Freestanding key lock for 3-pt. positive locking. 
iz 87" 500 Ib. 39K739 39K793 39K745 39K799 39K751 39K806 ; 
36" uh 87" 500 Ib. a 39K794 39K746 39K801 39K752 39K807 Closed Base Strips—Close the gap 
24" 87" 500 Ib. 39K74 39K795 39K747 39K802 39K753 39K808 
12 a7" 375 Ib. 30k742 ~~ 39K796 | 39K748 | 39K80339K754| —39Keo9 PEtWween floor and bottom shelf to 
48" 18" 87" 375 Ib. 39K743 39K797 39K749 39K804 39K755 39K810 prevent dirt and debris from accumu- 
24" 87" 350 Ib. 39K744 39K798 39K750 39K805 39K756 39K811 lating under shelving. 
eine Shelving sail ; 
carter vera em 
36" 18" 87" 800 Ib. TBKL8 TBLT5 TBLA2 TBLT8 TBLA5 TBLU2 Overall Width Depth No. 
24" 87" 800 Ib. TBKL9 TBLT6 TBLA3 TBLT9 TBLAG TBLU3 Additional Shelves, Pkg. of 5 
iz 87" 400 Ib. TBLA7 TBLU4 TBLB1 TBLU7 1BLB4 TBLV1 22-ga. 
48" 18" 87" 450 Ib. TBLAS TBLU5 TBLB2 TBLUS TBLB5 TBLV2 iZ TBNL4 
24" 87" 500 Ib. TBLAS TBLUG TBLB3 TBLUS TBLB6 TBLV3 36" 18" TBNL5 
36" iz 87" 800 Ib. T1BKL7 TBLT4 TBLA1 TBLT7 TBLA4 TBLU1 a Tne 
Add-On : 
iz 87" 800 Ib. 1BLB7 TBLV4 TBLC1 TBLV7 TBLC4 TBLW1 48" 18" TBNL8 
36" 18" 87" 800 Ib. 1BLB8 TBLV5 TBLC2 TBLV8 TBLC5 TBLW2 24" TBNLS 
24" 87" 800 Ib. TBLB9 TBLV6 1BLC3 TBLV9 TBLC6 TBLW3 20-ga. 
12" 87" 400 Ib. 1BLC7 TBLW4 TBLD1 TBLW7 TBLD4 TBLX1 iz TBPL1 
48" 18" 87" 450 Ib. TBLC8 TBLW5 TBLD2 TBLW8 1BLD5 TBLX2 36" 18" TBPL2 
2g" 87" 500 Ib. 1BLC9 TBLW6 TBLD3 TBLW9 1BLD6 TBLX3 24" TBPL3 
Freestanding 12" 1BPL4 
12" 87" 800 Ib. 39K757 39K812 39K763 39K818 39K769 39K824 48" 18" TBPL5 
36" 18" 87" 800 Ib. 39K758 39K813 39K764 39K819 39K770 39K825 24" TBPL6 
24" 87" 800 Ib. 39K759 39K814 39K765 39K820 39K771 39K826 18-ga. 
12" 87" 400 Ib. 39K760 39K815 39K766 39K821 39K772 39K827 12" TBPL7 
48" 18" 87" 450 Ib. 39K761 39K816 39K767 39K822 39K773 39K828 36" 18" TBPL8 
24" 87" 500 Ib. 39K762 39K817 39K768 39K823 39K774 39K829 24" TBPL9 
18-ga. Shelving 12. 1BRL1 
Starter 48" 18" 1BRL2 
ey 87" 1100 Ib. TBLD7 TBLX4 TBLE1 TBLX7 1BLE4 TBLY1 24" TBRL3 
36" 18" 87" 1200 Ib. TBLD8 TBLX5 TBLE2 TBLX8 TBLE5 TBLY2 Overall Overall Item 
24" 87" 1250 Ib. TBLD9 TBLX6 TBLE3 TBLX9 1BLE6 TBLY3 Depth Height No. 
iz 87" 750 Ib. TBLE7 TBLY4 TBLFA TBLY7 1BLF4 1BLZ1 Vertical Shelf Dividers, Pkg. of 12 
48" 18" 87" 900 Ib. TBLE8 TBLY5 1BLF2 TBLY8 TBLF5 1BLZ2 1Z 6" 1BRL4 
; 24" 87" 900 Ib. TBLE9 TBLY6 TBLF3 TBLY9 1BLF6 1BLZ3 i i ERE 
Add-On : " 
iz 87" 1100 Ib. 1BLF7 1BLZ4 TBLG1 1BLZ7 1BLG4 TBML1 18" 6" 1BRL7 
36" 18" 87" 1200 Ib. TBLF8 1BLZ5 TBLG2 1BLZ8 1BLG5 TBML2 18" g" TBRL8 
24" 87" 1250 Ib. TBLF9 1BLZ6 TBLG3 1BLZ9 1BLG6 TBML3 18" ic TBRL9 
iz 87" 750 Ib. 1BLG7 1BML4 TBLH1 1BML7 1BLH4 TBNL1 24" 6" 1BTL1 
48" 18" 87" 900 Ib. 1BLG8 1BML5 TBLH2 1BML8 1BLH5 TBNL2 24" g' 1BTL2 
2g" 87" 900 Ib. 1BLG9 1BML6 TBLH3 1BML9 1BLH7 TBNL3 24" iz TBTL3 
Freestanding Overall Item 
iz 87" 1100 Ib. 39K775 39K830 39K781 39K836 39K787 39K842 Overall Width Height No. 
36" 18" 87" 1200 Ib. 39K776 39K831 39K782 39K837 39K788 39K843 Double Swinging Doors 
24" 87" 1250 Ib. 39K777 39K832 39K783 39K838 39K789 39K844 36" 84" 1BTL4 
ic 87" 750 Ib. 39K778 39K833 39K784 39K839 39K790 39K845 Base Strip, Pkg. of 10 
48" 18" 87" 900 Ib. 39K779 39K834 39K785 39K840 39K791 39K846 36" 3 1BTL6 
24" 87" 900 Ib. 39K780 39K835 39K786 39K841 39K792 39K847 48" a 1BTL7 
* Based on evenly distributed loads. 
1242 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


SHELVING & STORAGE 
Industrial Shelving 





* GRAINGER 
APPROVED 


Industrial Shelving 


= Shelves adjust in 1" increments 

= Gray powder-coated finish 

= Shipped unassembled, 
hardware included 

= Height: 85" 

Tubular-welded, box-beam shelf 

construction is welded to shelves at 

front and rear on 3" centers, with 

lapped and welded corners. Each 

shelf clip provides a wedge-type 

compression grip on all corners. 


5-SHELF UNITS 


Open Closed 
Overall Overall Shelf Item Item 
Width Depth Cap.* No. No. 
Premier Shelving, 20-Gauge 
Starter 


12"  1000lb.| 7E466 | 7E526 
36" 18" 1050 lb.) 7E467 | 7E527 
24" 1100 1b.| 7E468 | 7E528 
12" 600 1b. | 7E469 | 7E529 
48" 18° 6/75 lb. | 7E470 | 7ES30 
24" /o0lb. | 7E471 7E531 

Add-On 


12° 1000lb.| 7E484 | 7E544 
36" 18" 1050 lb.) 7E485 | 7E545 
24" 1100lb., 7E486  7E546 
12° 650lb.| 7E487 | 7E547 
48" 18" 6/75 \b.| 7E488 | 7E548 
24" =750lb.| 7E489 7E549 
Freestanding 
12° 1000lb.| 7E448 | 7E502 
36" 18" 1050lb.| 7E449 | 7E503 
24" 1100lb., 7E450 | 7E505 
12°  650lb.| 7E451 7E506 
48" 18° = =6/5lb.| 7E452 | 7E507 
24" 7/50 lb. | 7E453 | 7E508 
UltraCap™ Shelving, 22-Gauge 
Starter 
12° /50lb.| 7E356 | 7E412 
36" 18° = 750 lb. | 7E3857 | 7E413 
24" 750 lb. | 7E358 | 7E414 
12° 500lb. | 7E359 | 7E415 
48" 18° =500lb. | 7E360 | 7E416 
24" ~=500 lb. | 7E361 7E417 


700 lb. | 7E374 | 7E430 

36" 18" 7/50 lb. | 7E8/75 | 7E431 
24° —/d0 lb. | 7E3/6 | 7E432 

12" 500 1b. | 7ES77 | 7E433 

48" 18" 500 lb. | 7E3878 | 7E434 
24" 900 lb. | 7E379 | 7E435 


790 lb. | 7E338 | 7E394 
36" 18" = /50 lb. | 7E339 | 7E395 
24" =750lb.| 7E3840 | 7E396 
12"  500lb.| 7E341 7E397 
48" 18" 500lb.| 7E342 | 7E398 
24" 500lb. 7E343 | 7E399 

* Based on evenly distributed loads. 


Overall 
Overall Width Depth 
Additional Shelf, Premier, 20-Gauge 
12" 
36" 18" 
24" 
12. 
48" 18" 
24" 
Additional Shelf, UltraCap™, 22-Gauge 
5! 
36" 18" 
24" 
12 
48" 18" 
24" 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Starter/Add-On—Select starter 
unit and add-on units as needed. 
14-ga., common box-formed front 
posts on starter/add-on units 
provide full shelf width access and 
reduced assembly time. 


Freestanding—Select a freestand- 
ing unit if add-on units are not 
needed in the future, or full shelf 
width access is not required. 


6-SHELF UNITS 8-SHELF UNITS 

Open Closed Open Closed 
Item Item Item Item 
No. No. No. No. 


7E472 | 7E532 | 7E478 | 7E538 
7E473 | = 7E933 | 7E479 | 7E539 
7E474 | 7E934 | 7E480 | 7E540 
TE475 | 7E935 | 7E481 7E941 
7E476 | 7E536 | 7E482 | 7E542 
TE477 =| = 7ES37 =| 7E483 | 7E543 


7E490 ——7E590 | 7E496 | 7E556 
7E491 7E591 7E497 | 7ES97 
7E492 = 7ES02 =| 7E498 | 7ESD8 
7E493  7E903 | 7E499 | 7E559 
7E494_ ss 7E904 | 7E500 | /E560 
7E495 | 7E999 | 7E501 7E561 


7E454 | 7E509 | 7E460 | 7E520 
7E495 | 7E915 | 7E461 7E921 
7E456 | 7E516 | 7E462 | 7ES22 
TE497 | 7EST7 | 7E463 | 7ES23 
7E458 | 7E518 | 7E464 | 7E524 
7E459 | 7E519 | 7E465 |— 7E525 


7E362 | 7E418 | 7E368 | 7E424 
7E363 | 7E419 | 7E369 | 7E425 
7E364 | 7E420 | 7E370 | 7E426 
7E365 | 7E421 7E371 7E427 
7E366 | 7E422 | 7E372 | 7E428 
7E367 | 7E423 | 7E373 | 7E429 


7E380 | 7E436 | 7E387 | 7E442 
7E382 | 7E437 | 7E388 | 7E443 
7E383 | 7E438 | 7E389 | 7E444 
7E384 | 7E439 | 7E390 | 7E445 
7E385 | 7E440 | 7E391 7E446 
7E386 | 7E441 7E392 | 7E447 


7E344 | 7E400 | 7E350 | 7E406 
7E345 | 7E401 7E391 7E407 
7E346 | 7E402 | 7E352 | 7E408 
7E347 | 7E403 | 7E353 | 7E409 
7E348 | 7E404 | 7E354 | 7E410 
7E349 | 7E405 | 7E3855 | /E411 


Item Pkg. 
No. Qty. 


1VG15 
1VG17 
1VG19 
1VG21 
1VG23 
1VG25 


1VG27 
1VG29 
1VG31 
1VG33 
1VG35 
1VG37 


G9 GI GI) GO) GO GO GO) GO OO) Gd) GO) GO 





OPEN UNITS CLOSED UNITS 





Gell 
Sa u 
J 


Stee cue 





Starter Unit 
= 2 box posts 
= 2 angle posts 
= 3 braces 
= 4 clips per shelf 


Starter Unit 
= 2 side panel assemblies 
= 1 back panel assembly 
= 4 clips per shelf 





Add-On Unit Add-On Unit 
= 1 box post = 1 side panel assembly 
= 2 angle posts = 1 back panel assembly 
= 2 braces = 4 clips per shelf 


= 4 clips per shelf 





Freestanding Unit 
= 2 side panel assemblies 
= 1 back panel assembly 
= 4clips per shelf 


Freestanding Unit 
= 4 angle posts 
= 3 braces 
= 4 clips per shelf 


1243 





SHELVING & STORAGE Scan. Order. Done. [= 
Commercial & Modular Shelving Details on page Al. 





Open Unit 
= 4 angle posts * rey) GRAINGER 
= Shelves as ordered APPROVED 


= (3) 16-ga. steel braces = CQuamercial Shelving 


= Shelves adjust in 1" increments «= 16-ga. steel corner posts | Connect multiple units to create 
= 22-ga. steel shelves = Baked-enamel finish complete storage systems. 


OPEN SHELVING CLOSED SHELVING 
GRAY TAN GRAY TAN 





H W D No. of Shelves Shelf Cap.* | Item No. | Item No. | Item No. | Item No. 
36" 12" 3 400 Ib. 70406 | 7D409 = = 
49" 36" 18" 3 375 Ib. 70407 | 7D410 —< = 
36" 04" 3 350 Ib. 70408 | 7D411 = = 
36" 12 5 400 Ib. 70370 | 70373 | 7D371 | 7D372 
36" 12 6 400 Ib. 70374 | 70377 | 7D375 | 7D376 
_ 36" 18 5 375 Ib. 70382 | 7D385 | 7D383 | 7D304 
36" 18 6 375 Ib. 70386 | 7D389 | 7D387 | 7D388 
36" 24 5 350 Ib. 70394 | 7D397 | 7D395 | 7D396 
36" 24 6 350 Ib. 70398 | 7D401 | 7D399 | 7D400 
36" 12 8 400 Ib. 70378 | 7D381 | 7D379 | 7D380 
85" 36" 18" 8 375 Ib. 70390 | 70393 | 7D391 | 7D392 
36" 24" 8 350 Ib. 70402 = 70403 | 7D404 
Closed Unit GRAY TAN 
Item Item 
= 4 angle posts For Use With Shelf Cap.* Pkg. Qty. No. No. 
=» Shelves as ordered Shelf with Shelf Clips 
' Fits all 12" D Units 400 Ib. 3 ATX60 | 4TX61 
= 2 side panels Fits all 18" D Units 375 Ib. 3 41X64 | 41X65 
= 1 back panel Fits all 24" D Units 350 lb. 3 ATX68 | 4TX69 


* Based on evenly distributed loads. 


* GRAINGER 
GA APPROVED 
Industrial Boltless Shelving 
Particleboard = 16-ga. “Z”-shaped beams = 2-piece post units may be assembled 
Shelves for added strength vertically or horizontally 
No. 1VG39 = 5 shelf levels adjust in = Shipped unassembled 


1/2" increments 


Particleboard Shelves—Durable particleboard shelves provide a smooth, solid 
surface. Double-riveted beams lock into heavy-duty corner posts to form structur- 
ally secure joint. Gray powder-coated finish. 


Perforated Shelves—Waterproof perforated shelves can be used indoor or 
outdoors, including lawn and garden applications. Perforated surface allows drain- 
age and ventilation. Shelves can be used flat or inclined for improved visibility and 
gravity flow. Smooth hidden post design hides rivets. Silver powder-coated finish. 





Overall Overall Shelf Item 

Overall Width Depth Height Cap.* No. 
36 in 18 in 72 in 1,200 Ib 1VG39 
24 in 72 in 1,800 Ib 1VG43 
48 in 18 in 72 in 1,000 Ib 1VG40 
24 in 72 in 1,400 Ib 1VG44 
18 in 72 in 1,000 Ib 1VG41 
Compact “Z” shaped beam design with 60 in 24 in 72 in 700 Ib 1VG45 
recessed step protects particleboard deck from 36 in 72. in 600 Ib G47 
chipping, prevents splinters, and increases , 18 Lu 72 ih 1,000 Ib WG42 
usable storage height and load capacit = aa AL ey aw 
g g a 36 in 72 in 600 Ib 1VG48 


* Based on evenly distributed loads. 


Flallowell 


Freestanding Shelving 


= Intermediate shelves adjust 
in 114" increments 

= 20-ga. steel shelves, gray 
powder-coated finish 


Durable shelving provides adjustable storage with access 
from all four sides. Top and bottom shelves are triple- 
flanged on all sides and bolted for maximum strength and 
stability. Units include four angle posts. 


8-Shelf Unit 


S-SHELF | 7-SHELF | 8-SHELF 
UNITS UNITS UNITS 





Overall Overall Shelf Item Item Item 

Overall Width Depth Height Cap.* No. No. No. 
12° 87" 800 Ib. 1BLK7 1BLL4 1BLN1 
36" 138" 87" 800 Ib. 1BLK9 1BLL6 1BLN3 
24" 87" 800 Ib. 1BLL2 1BLL8 1BLN5 
12" 87" 400 Ib. 1BLN7 1BLP4 1BLR1 
48" 18" 87" 450 Ib. 1BLN9 1BLP6 1BLR3 
24" 87" 500 Ib. 1BLP2 1BLP8 1BLR5 

* Based on evenly distributed loads. 
1244 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SHELVING & STORAGE 
Industrial Shelving & Gravity Flow Racks 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





Overall Overall Shelf Item 
Overall Width Depth Height No. of Shelves Cap.* No. 
Assembled 
ie 60 ; {800 lb; 32¥C8 
— aa : i o 
ar ——— ee | ee 
e a ° . 
Strongnold Od" 72" 6 1900 Ib. 37YD7 
40" 20° 74 5 1350 Ib. 16A410 
Closed 18" 60" 5 1200 Ib. 3ZYD9 
Ag" 18" EX 6 1200 Ib. 3ZYE4 
Shelvin 24" 60" 5 1200 Ib. 3ZYE2 
g 94" 2 6 1200 Ib. 3ZYE6 
7 52" 20° 74" 5 850 Ib. 16A411 
Units 60" 24" 60" 5 1650 Ib. 3ZYE8 
a 94" rey 6 1650 Ib. 3ZYF1 
= Shelves adjust in 2" increments 72" Sf oy : ie rye 
= 12-ga. steel, gray enamel finish Unaccsenibled ; 
Ag! 18" (2 5 1200 Ib. 16A412 
24" poy 5 1600 Ib. 16A413 
60" 94" ie 5 2000 Ib. 16A414 





* Based on evenly distributed loads. 











Roller Wheelbed Wheelbed 
US| e Starter Unit Starter Unit : ; Mobile Unit 
N EX Roller Mobile Unit 
No. 46KF No. 46KF2 
No. 46KF55 o. 46KF83 No. 46KF19 o. 4GKF25 
Flow Cell Gravity ROLLER ROLLER oe ona 
STARTER ADD-ON - 
Flow Racks Overall Overall Item Item Item Item 
é : Depth Height No. of Shelves No. No. No. No. 
Modular racks provide a dynamic storage 60" a 1000-Ib. oo Capacity ; - " 7 aa 
‘li i2 46KF55 46KF57 4 46KF85 
unit to keep inventory organized and facilitate 48" 73" 4 AGKF56 AGKF58 AGKF84 AGKF86 
maximum picking efficiency. Ergonomically 60" 72 3 ade aGKES ane? 4GKF80 
inimi 60" 72" 46KF6 46KF62 46KF88 4 
designed to minimize reaching and help reduce 72" Wide Racks, 1000-Ib. Level Capacity 
worker injury and fatigue. Versatile racks are 48" rich 3 46KF63 46KF71 46KF94 46KF93 
48" 72" 4 46KF64 4G6KF72 46KF95 A6KF96 
also reconfigurable to accommodate possible aap oF : teKFES 16KE67 AGKESO 4eKC0? 
line or process changes. Feature heavy-duty 60" 7D | 46KF66 AGKFSE aaron LL 
ightli -to- 72" 72" 3 46KF69 46KF73 46KF91 
steel construction, clean sightlines, easy-to a5 a5 ‘ TGKE70 TGKETA TKFO9 TGKESA 
adjust levels on 1" centers, and a powder-coat ROLLER WHEELBED ROLLER WHEELBED 
finish. Units ae ay to assemble in under Overall Overall No. of Item Item Overall Overall No. of Item Item 
an hour. Mobile units feature 4"-dia. casters. Depth Height a Shelves No. No. sDepth : Height Shelves. , No. No. 
inesi mbl 36" Wide Racks, 1000-Ib. Level Capacity 48" Wide Racks, 1000-Ib. Level Capacity 
Ideal for use as lineside storage, subassembly 48" 54" 3 46KF19 46KF25 48" 54" 3 46KF22 46KF28 
stations, supermarket racks, and modular 60" 5d" 3 AGKF20 AGKF26 60" 5d" 3 AGKF23 AGKF29 
mobile carts. i2. 54" 3 46KF21 46KF27 72" 54" 3 46KF24 46KF30 
Roller Rack Gravity Flow Racks 
Roller Rack structures are preconfigured, easy to assemble, and 
provide carton flow for order picking operations. Ideal applications 
include distribution, manufacturing, and retail operations where Roller Wheelbed 
carton flow is important and there is no need to store pallets above Starter Unit Starter Unit 
the rack. These convenient racks use less steel than pallet racks, No: 46K@71 No. 46KG77 
and feature a quick-to-build design to reduce freight costs and 
possible damage. Allow workers to replenish from the back without 
interrupting the pick line in front. Feature tilt-in beam clips for fast 
installation and adjustability, knockdown design for compact storage 
and transport, and a flexible modular design allowing for standalone 
units or add units for a bay of carton flow. Included posts are 2" on 
center punching. 
ROLLER ROLLER ROLLER WHEELBED WHEELBED WHEELBED 
STARTER ADD-ON EXTRA LEVEL STARTER ADD-ON EXTRA LEVEL 
Overall Overall Item Overall Item Overall Item Overall Item Overall Item Overall Item 
Depth Height No. Height No. Height No. Height No. Height No. Height No. 
48" Wide Racks, 3000 Ib. Level Capacity 
96" 84" 46KG71 84" 46KG72 25/5 46KG73 84" 46KG77 84" 46KG78 255" 46KG79 
96" Wide Racks, 3000 Ib. Level Capacity 
96" 84" 46KG83 84" 46KG84 25," 46KG85 84" 46KG89 84" 46KG90 25 46KG91 
96" 84" 46KH02 84" 46KH03 84" 46KHO4 84" 46KH08 84" 46KH09 25% 46KH10 
* Knuckled flow. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1245 





SHELVING & STORAGE 
Wire Shelving 


Scan. Order. Done. 
Details on page A1. 





* 


GRAINGER 


ow QUANTUM™ 
STORAGE 
APPROVED SYSTEMS 


Industrial Wire Shelving and Accessories 


= Shelves adjust in 1" increments Push handles for 18"D units available on 

= 800-lb. shelf capacity on 24", Grainger.com®. NSF Certified except shelf 
36", and 48" widths (based on liners. 
evenly distributed loads) 

= 600-lb. shelf capacity on 60" 
and 72" widths (based on 
evenly distributed loads) 


Shelves snap into place for easy set-up 
and repositioning. Tapered split-sleeve 
securely locks shelf to post. Raised shelf 
edges prevent roll-off. Posts include 
levelers to adapt to uneven flooring. 


Zinc—An economical choice for general 
storage applications where a bright finish 
is not required. 


Chrome—Bright finish resists rust and 
corrosion and is ideal for high-visibility 
areas. 


Stainless Steel—Easy-to-clean Type 304 
Stainless steel resists rust and corrosion. 








CHROME PLATED 
Wire Shelf Hanger/ 
Starter Unit Add-On Unit Starter Add-On | Wire Shelf Shelf Post | Dividers Ledge Rail Rod 
Overall Overall Item Item Item Item Item Item Item 
= 4 shelves = 4 shelves Width Depth No. No. No. No. No. No. No. 
_“ ee — Bost eens 18" 1ZTJ3 2HGJ3 5GRU0 5G1TD2 5GRP2 5GRN1 
= 'S" hooks = 'S" hooks ae 94° | 4PGF2 | 2HGJ8 | S5GRX5 | 5GTD2 | 5GRP3 | 5GRN1 = 
18" 1ZTJ4 2HGJ4 5GRU7 5G1TD2 5GRP2 5GRN2 — 
ZINC 36" 24" 1PGF3 2HGJ9 5GRY2 5G1TD2 5GRP3 5GRN2 — 
Wire 36" 2KNZ1 2KPA8 — 5G1D2 5GRP4 5GRN2 — 
Starter Add-On | Wire Shelf Shelf Post 18" 1ZTJ5 2HGJ5 5GRV4 5GTD2 5GRP2 5GRN3 — 
Overall Item Item Item Item 48" 24" 1PGF5 2HGK1 5GRY9 5G1TD2 5GRP3 5GRN3 — 
Overall Width Depth No. No. No. No. 36" 2KNZ2 2KPA9 5GTC3 5GTD2 5GRP4 5GRN3 — 
63"H Units 18" 1PGE9 2HGJ6 5GRW1 5GTD2 5GRP2 5GRN4 5GRT1 
54" 18" 1ZTF8 2HGL5 5GRT9 5GTD1 60" 24" 1PGF6 2HGK2 5GRZ6 5GTD2 5GRP3 5GRN4 5GRT1 
24" 1Z1TG4 2KNX4 5GRX4 5GTD1 36" 2KNZ3 — 5GTC6 5GTD2 5GRP4 5GRN4 5GRT1 
36" 18" 1ZTF9 2KNW9 5GRU6 5GTD1 18" 1PGF1 2HGJ7 5GRW8 5GTD2 5GRP2 5GRN5 5GRT2 
24" 1ZTG5 2KNX5 5GRY1 5GTD1 (2° 24" 1PGF7 2HGK3 5GTA3 5GTD2 5GRP3 5GRN5 5GRT2 
18" 1ZTG1 2KNX1 5GRV3 5GTD1 36" 2KNZ4 2KPC2 5GTC9 5GTD2 5GRP4 5GRN5 5GRT2 
48" 24" 1ZTG6 2KNX7 5GRY8 5GTD1 74'H Units 
36" 2KPA1 2KPC8 5GTC2 5GTD1 D4" 18" 1PGF8 2HGK4 5GRU0 5GTD9 5GRP2 5GRN1 — 
18" 1ZTG2 2KNX2 5GRWO0 5GTD1 24" 1PGG5 2HGK9 5GRX5 5GTD9 5GRP3 5GRN1 — 
60" 24" 1ZTG7 2KNX6 5GRZ5 5GTD1 18" 1PGF9 2HGK5 5GRU7 5GTD9 5GRP2 5GRN2 — 
36" 2KPA2 — 5GTC5 5GTD1 36" 24" 1ANZ8 2HGL1 5GRY2 5GTD9 5GRP3 5GRN2 — 
18" 1ZTG3 2KNX3 5GRW7 5GTD1 36" 2KNZ5 2KPC3 — 5GTD9 5GRP4 5GRN2 — 
iz. 24" 1ZTG8 2KNX8 5GTA2 5GTD1 18" 1PGG2 2HGK6 5GRV4 5GTD9 5GRP2 5GRN3 — 
36" 2KPA3 — 5GTC8 5GTD1 48" 24" 1ANZ9 2HGL2 5GRY9 5GTD9 5GRP3 5GRN3 — 
74'H Units ob 2KNZ6 2KPC4 5GTC3 5GTD9 5GRP4 5GRN3 — 
D4" 18" 1ZTG9 2KNX9 5GRT9 5GTD8 18" 1PGG3 2HGK7 5GRW1 5GTD9 5GRP2 5GRN4 5GRT1 
24" 1ZTH5 2KNY5 5GRX4 5GTD8 60" 24" 1APA1 2HGL3 5GRZ6 5GTD9 5GRP3 5GRN4 5GRT1 
18" 1ZTH1 2KNY1 5GRU6 5GTD8 36" 2KNZ7 2KPC5 5GTC6 5GTD9 5GRP4 5GRN4 5GRT1 
36" 24" 1ZTH6 2KNY6 5GRY1 5GTD8 18" 1PGG4 2HGK8 5GRW8 5GTD9 5GRP2 5GRN5 5GRT2 
36" 2KPA4 — — — 72" 24" 1APA2 2HGL4 5GTA3 5GTD9 5GRP3 5GRN5 5GRT2 
18" 1ZTH2 2KNY2 5GRV3 5GTD8 30° 2KNZ8 — 5GTC9 5GTD9 5GRP4 5GRN5 5GRT2 
48" 24" 1ZTH7 2KNY7 5GRY8 5GTD8 85"H Units 
36" 2KPA5 2KPD3 5GTC2 5GTD8 54" 18" 2KPD6 — 5GRU0 5GTE6 5GRP2 5GRN1 — 
18" 1ZTH3 2KNY3 5GRWO0 5GTD8 24" 2KPE2 — 5GRX5 5GTE6 5GRP3 5GRN1 — 
60" 24" 1ZTH8 2KNY8 5GRZ5 5GTD8 18" 2KPD7 — 5GRU7 5GTE6 5GRP2 5GRN2 — 
36" 2KPA6 2KPD4 5GTC5 5GTD8 36" 24" 2KPE3 — 5GRY2 5GTE6 5GRP3 5GRN2 — 
18" 1ZTH4 2KNY4 5GRW7 5GTD8 36" 2KPE7 — — 5GTE6 5GRP4 5GRN2 — 
72. 24" 1ZTH9 2KNY9 5GTA2 5GTD8 18" 2KPD8 — 5GRV4 5GTE6 5GRP2 5GRN3 — 
36" 2KPA7 2KPD5 5GTC8 5GTD8 48" 24" 2KPE4 — 5GRY9 5GTE6 5GRP3 5GRN3 — 
85"H Units 36" 2KPE8 — 5GTC3 5GTE6 5GRP4 5GRN3 — 
D4" 18" 2KPF2 — 5GRT9 5GTE5 18" 2KPD9 — 5GRW1 5GTE6 5GRP2 5GRN4 5GRT1 
24" 2KPF7 — 5GRX4 5GTE5 60" 24" 2KPE5 — 5GRZ6 5GTE6 5GRP3 5GRN4 5GRT1 
36" 18" 2KPF3 — 5GRU6 5GTE5 36" 2KPE9 — 5GTC6 5GTE6 5GRP4 5GRN4 5GRT1 
24" 2KPF8 — 5GRY1 5GTE5 1B: 2KPE1 — 5GRW8 5GTE6 5GRP2 5GRN5 5GRT2 
48" 24" 2KPG1 — 5GRY8 5GTE5 Te 24" 2KPE6 — 5GTA3 5GTE6 5GRP3 5GRN5 5GRT2 
36" 2KPG4 — 5GTC2 5GTE5 36" 2KPF1 — 5GTC9 5GTE6 5GRP4 5GRN5 5GRT2 
18" 2KPF5 — 5GRWO0 5GTE5 STAINLESS STEEL 
60" 24" 2KPF9 — 5GRZ5 5GTE5 Hanger/ 
36" 2KPG5 — 5GTC5 5GTE5 Starter Wire Shelf | Shelf Dividert Ledget Rail Rod¢ 
79" 24" 2KPG2 — 5GTA2 5GTE5 Overall Overall Item Item Item Item Item 
36" 2KPG6 = 5GTC8 5GTE5 Width Depth No. No. No. No. No. 
BLACK | WHITE | CLEAR 63"H Units 
Overall Width Depth No. No. No. 36" 24" 45TW05 45TW47 45TW30 45TW25 45TW37 
Shelf Linerst, Pkg. of 4 48" 18" 45TW04 45TW43 45TW29 45TW26 45TW38 
17%” 5GRJ4 5GRE2 5GRF6 24" 45TW06 45TW48 45TW30 45TW26 45TW38 
475/32” 95.11/90" 5GRJ9 5GRE7 5GRG1 60" 24" 45TW07 45TW49 45TW30 45TW27 45TW39 
35-1/8" 5GRK3 5GRF1 5GRG5 72" 24" 45TW08 45TW50 45TW30 45TW28 45TW40 
17%2” 5GRJ6 5GRE4 5GRF8 74°H Units 
702%2” 59-4 1/32" 5GRK1 5GRE9 5GRG3 36" 18" 45TW09 45TW42 45TW29 45TW25 45TW37 
35-1/8" 5GRK5 5GRF3 5GRG7 48" 18" 45TW10 45TW43 45TW29 45TW26 45TW38 
7 59-4 1/30" = 5GRE5 5GRF9 24" 45TW11 45TW48 45TW30 45TW26 45TW38 
23-11/32 179/49" 5GRJ2. 5GREO | SGRF4 60" 24" 451W12 451W49 451W30 451W27 451W39 
23-11/32" 5GRJ8 5GRE6 5GRGO Item 
35-1/3" 35-1/3" 5GRK2 = 5GRG4 Description Overall Width Finish No. 
17¥32” 5GRJ3 5GRE1 5GRF5 Shelf S Hooks, 112 H x 15%c" W, Pkg. of 8 
73-11/92" 5GRKO 5GRE8 5GRG2 Steel, Galvanized 1%6' Galvanized 5GRP8 
59-3 1/32" 17V2” 5GRJ5 5GRE3 5GRF7 Steel, Chrome Plated 1% Chrome Plated 5GRP9 
35-1/8" = = 5GRG6 Rubber Tread 
Shelf Split Sleeve, Pkg. of 8 (Required) 5" Rubber Swivel Zinc-Plated Caster — 1ZTJ1 
1" 14%" 5GRT8 — — 9° Rubber Swivel Zinc-Plated Caster = 17732 


t Not NSF Certified. Quantum Storage Systems. 
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with Over-The-Wheel Cam Brake 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE* SHELVING & STORAGE 








Find the yf. Find Solutions. Find Great Prices. Wire Shelving 
CHROME POWDER * GRAINGER EF a ep Ee yp == ( Pare 
ZINC PLATED | PLATED COATED APPROVED 
Item Item Item = = 
No. of Shelves W D No. No. No. Commercial Wire 
—— Shelving Units <= 
36" 18 32V409 32V410 32V411 thes 
4 48" 18" 5GPK8 5GPK2 5GPL4 g ! 
60" 18" 32V418 32V419 32V420 = Shelves adjust in 1" increments 
36" 18° 32V412 32V413 32V414 = 300-Ib. shelf capacity (based on 
5 48 18 5GPK7 5GPK1 5GPL3 aes 
60" 18" 32va21_|_32V422__| _32V423 evenly distributed loads) 
; a s ae 2 ae laa Quickly assembles and adjusts, without tools. 
60" 18° 3944 39425 39426 Include 4 posts with leveling feet and S hooks. 
63" Height NSF Certified. 
36" 18" 32V390 32V391 32V392 : 
4 48" 18" 5GPL1 5GPK5 5GPL7 Zinc—Economical choice for general storage 
60" 18" 32V399 32V401 32V402 applications where a bright finish is not 
36" 18" 32V393 32V394 32V395 arulirea 
5 48" 18" 5GPLO 5GPK4 5GPL6 quired. 
60" 18 32V403 32V404 32V405 alat fin} , 
36) 18° 30V396 39V397 30V398 Chrome—Bright finish resists rust and corro- 
6 48" 18" 5GPK9 5GPK3 5GPL5 sion and is ideal for high-visibility areas. 
60" 18 32V406 32V407 32V408 
Item Powder-Coated—Black, powder-coated 
ahha Tread Description No. steel combines structural strength with a 
Gwivel Wittrock 5GPL8 more-attractive appearance for high-traffic, 
Swivel 5GPL9 nonindustrial areas. 
sky i Swivel Caster 
We put space to work w/Brake 


No. 2ENL4 


MetroMax Q©® Polymer Mat Shelving and Components 


= Shelves and posts are sold separately to allow Shelves—Designed for cooler/freezer environments 









reconfiguration as storage needs change and dry storage. Built-in Microban® antimicrobial 
= For Starter Units, order 1 pack of 4 protection keeps surfaces cleaner between routine 
shelves and 1 pack of 4 posts Cleanings. 
SO DOP TES Ose bees Ol eee Casters—5" polyurethane casters are available : ducdUNUNl 
and 1 pack of 2 posts; each add-on unit begins : 
with or without brake. Sold separately below. PRUREaoae 
assembly at the posts of previous unit 33 
= Steel posts and shelf frames have epoxy- Posts—Starter and add-on posts are fitted with 
coated finish for corrosion resistance adjustable leveling bolts to compensate for uneven 
= 4 shelves adjust quickly and surfaces. Stem caster posts come without level- Removable 
easily in 1" increments ing bolts to accommodate easier stem caster Mats 
Removable, polypropylene open grid-style shelf installations. 
mats for easy cleaning. NSF Listed. 
Overall Overall Item Pkg. Item Pkg. Overall Item Pkg. 
Width Depth Shelf Cap.* No. Qty. Description No. Qty. Height Overall Width No. Qty. 
Open Grid Shelves, Metro Optional Casters for Metromax Q® Shelving Side Ledges, Metro 
30" 18" 800 lb. 5JNP2 4 Swivel Caster 2ENL3 1 9" 18" 5JNT2 2 
24" 800 Ib. 5JNP8 4 Swivel Caster w/Brake 2ENL4 1 24" 5JNT3 2 
36" 18° 800 Ib. OJNPS 4 Overall Overall Overall tem Pkg. Back Ledges, Metro 
24 800 Ib. SJNPY 4 Description Height Depth Width No. _ Qty. 9" 36 5JNT5 2 
4g" 18" 800 Ib. oJNP4 4 Shelving Posts, Metro 48" oJNT6 2 
24" 800 Ib. oJNRO 4 Starter 62%68' 1%2" 1%" SJNR4 4 Overall Overall Item Pkg. 
54" 18" 600 Ib. 5JNP5 4 Add-On 62%6 1%" 1%" ~5SJNR5 2 Height Depth No. Qty. 
24" 600 Ib. 5JNR1 4 Starter 74%6° 1742" 1%" —BJNRG 4 Dividers, Metro 
60" 18" 600 Ib. 5JNP6 4 Add-On 74%6  1%2" 1%" SJNR7— 2 9" 18" 5JNTO 6 
24" 600 Ib. 5JNR2 4 Stem Caster, Starter 61%6 1%" 134" SJNR8 4 24" OJUNT1 6 
79! 18" 600 Ib. 5JNP7 4 Stem Caster, Starter 73%6 1%2" 134"  SJNR9 4 
24" 600 Ib. 5JNR3 4 
* Based on evenly distributed loads. 
qwikSLOT® Post 
No. G6368 
qwikSLOT® Display Shelving We put space to work 
Shelving system provides the versatility to easily add, remove or adjust a shelf. 
Innovative shelf support system snaps into the post allowing instant shelf adjust- 
ment. Can be used for dry storage in a noncritical environment or for retail display, > CHOOSE: Color 
or any application where shelf position changes on a regular basis. Silver*, White, 
Black, Smoked Glass 
Overall CHROME PLATED CHROMATE H Pkg. 4 
Overall Width Depth Shelf Cap. Each Pkg. 4 Each Pkg. 4 qwikSLOT® Posts 
qwikSLOT® Shelves 33" G6368 
14" 300 Ib. 25W978 | 260333 | 25W986 | 26C341 54" G6369 
36" 18" 300 Ib. 25W980 | 260335 | 25W988 | 26C343 63" G6370 
alk 300 Ib. 25W982 | 260337 | 25W990 | 26C345 74" G6371 
24" 300 Ib. 25W984 | 260339 | 25W992 | 26C347 86" G6372 
14" 300 Ib. 25W979 | 260334 | 25W987 | 26C342 Pkg. 
4" 18" 300 Ib. 25W981 | 260336 | 25W989 260344 Oty. Item No. 
alk 300 Ib. 25W983 | 260338 | 25W991 | 26C346 qwikSLOT® Locking Shelf Clips 
24" 300 Ib. 25W985 | 260340 | 25W993 | 26C348 4 39F255 Chrome 
* Silver posts have plated finish. No. 25W978 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1247 


SHELVING & STORAGE Scan. Order. Done. |= 
Wire Shelving Details on page A1. a 


Metro® Wire Shelving General Information 


= Shelves adjust in 1" increments Open wire design allows air and light penetration for air circulation and sight 
= Shelves and posts are sold separately to allow reconfiguration management of contents. Simple no-tool assembly. Ghrome-plated shelving is 


= For Starter Units, order 1 pack of 4 shelves and 1 pack of 4 posts ideal for dry storage. Metroseal 3™ features corrosion-resistant epoxy finish for 
= For Add-On Units, order 1 pack of 4 shelves and 1 pack of 2 posts damp/moist environments and includes Microban® antimicrobial product protec- 
= Each add-on unit begins assembly at the posts of the previous unit tion. Electro-polished stainless steel shelving can be used in laboratory and 

= 5 pack of shelves are available on Grainger.com® electronic manufacturing applications. Selected shelves and posts are NSF Listed. 





Super Erecta® Wire Shelving 
= Max. load per shelving unit: 2000 Ib. = NSF Listed We put space to work. 


Shelf | CHROMEPLATED | STAINLESS STEEL CHROMATE METROSEAL 3™ 

W D Cap.* Each Pkg. 4 Each Pkg. 4 Each Pkg. 4 Each Pkg. 4 
18" 24" ~—-800 Ib. = 212173 = — — _ — — 
14" 800 lb.| 21Z783 | 212166 | 212815 | 21Z197 | 212846 | 21Z229 | 212940 | 212323 

54 18800 Ib. | 212790 — 212822 | 212205 | 212853 | 212236 | 212947 | 212330 
21" 800lb.| 212798 | 212181 | 212830 | 212213 | 21Z861 | 212244 | 217955 | 212338 

94" 800lb.| 212807 | 212189 | 212838 | 212221 | 212869 | 212252 | 212963 | 212346 

14" 800 lb. | 212784 | 21Z167 | 212816 | 212198 | 212847 | 212230 | 21Z941 | 212324 

39° —18"__ 800 lb.| 212791 | 212174 | 217823 | 212206 | 212854 | 212237 | 217948 | 212331 
91" 800lb.| 21Z799 | 212182 | 212831 | 212214 | 21Z862 | 212245 | 212956 | 212339 

94"  800lb.| 212808 | 212190 | 212839 | 212222 | 21Z870 | 212253 | 212964 | 212347 

14" 800 lb.| 212785 | 212168 | 212817 | 21Z199 | 212848 | 212231 | 212942 | 212325 
VaRPee mm ee gg 18° 800 Ib. | 212792 | 212175 | 212824 | 212207 | 212855 | 212238 | 212949 | 212332 
rome-Plate 91° 800lb.| 212801 | 212183 | 212832 | 212215 | 212863 | 212246 | 212957 | 21Z340 
No. 212783 24" 800lb.| 3W572 | 212191 | 212840 | 212223 | 212871 | 212254 | 212965 | 212348 

14" 800 lb.| 21Z786 | 212169 | 212818 | 21Z201 | 212849 | 21Z232 | 212943 | 212326 

go 18" 800 1b. | 212793 | 212176 | 212825 | 212208 | 212856 | 212239 | 212950 | 212333 
91" 800lb.| 212802 | 212184 | 212833 | 212216 | 212864 | 212247 | 217958 | 212341 

94" 800lb.| 212810 | 212192 | 212841 | 212224 | 2127872 | 212255 | 2127966 | 21Z349 

" 14" 800 lb.| 212787 | 21Z170 | 212819 | 21Z202 | 212850 | 212233 | 212944 | 212327 
eae KK « KO agr 18" 8001b.| 21Z794 | 21Z177 | 212826 | 212209 | 212857 | 212240 | 212951 | 212334 
le XK <« “ 91° 800lb.| 212803 | 212185 | 212834 | 212217 | 21Z865 | 212248 | 212959 | 217342 


24" _800lb.| 212811 | 212193 | 212842 | 212225 | 212873 | 212256 = 212967 | 212350 








= Ta 




















\ WA ASS 18°  600lb.. 212795 | 212178 | 212827 | 212210 | 212858 | 212241 | 212952 | 212335 
IS UA Qs 54" 21" 600lb.| 212804 | 212186 | 212835 | 212218 | 212866 | 212249 | 217960 | 212343 
USS 94° 600lb.| 212812 | 212194 | 212843 | 212226 | 2127874 | 212257 | 212968 212351 
NS 14" 600 lb.| 212788 | 212171 | 212820 | 212203 | 212851 | 212234 | 212945 | 212328 
Pian go" 18" 600 1b.) 2127796 | 212179 | 212828 | 212211 | 212859 | 212242 | 212953 | 212336 
a1" 600 lb.. 212805 | 212187 | 212836 | 212219 | 212867 | 212250 | 212961 | 212344 

No. 212940 94° 600lb.. 212813 | 212195 | 212844 | 212227 | 212875 | 212258 | 212969 | 21Z352 
14" 600 lb.| 212789 | 212172 | 212821 | 212204 | 212852 | 212235 | 217946 | 212329 

ro» 18° 600 Ib. 212797 | 212180 | 212829 | 212212 | 212860 | 217243 | 212954 | 212337 

21" 600lb.. 212806 | 212188 | 212837 | 212220 | 212868 | 212251 | 2127962 | 212345 

94" 600lb.. 212814 | 212196 | 212845 | 212228 | 212876 | 212259 | 21Z970 | 212353 


* Based on evenly distributed loads. 





SiteSelect® METRO 
Shelving Posts lech 


= Sold separately to allow reconfiguration 
as storage needs change 
= Include 8 "S" hooks per pair of Add-On posts 
= SiteSelect posts work with both Super Erecta 
and Super Erecta Adjustable shelves 


h 
nel 
=o 





| = NSF Listed 
| CHROME |STAINLESS| METROSEAL 
PLATED | STEEL 3” 
r | Pkg. Item Item Item 
a i: — H Oty. No. No. No. 
“Roped | Metro Starter Posts 
| 54" 4 22A708 | 22A716 |  22A740 
63" 4 22A710 | 22A718 | 22A742 
74" 4 22A712_| 22A720 |  22A744 
* 86" 4 22A714 | 22A722 |  22A746 
i Metro Add-On Posts 
Pe) No. 22A708 54" 2 22A709 | 22A717 | 22A741 
4-Shelf t 63" D 22711 | 22A719 | 22A743 
Starter Unit (¢) | : 74" 2 22A713_| 22A721 | 22A745 
No. 9T502 . 86" 2 22A715 | 22A723 22A747 





—SESEEEyEaaay 
We put space to work 
S Adjustabl tem Det] 
uper jus a e H W D No. SS 


18" 97502 No. 
Super Erecta® 24° 54° a0 me Label Holders 
= . 18" 8NGP4 - 
Wire Shelving 30 04° ONW94 = Clear, 11/4" high 
18" 8TK84 Include whit i 

= Max. load per shelving 36 04° 9DZP0 mATnGIn Oe Wille paper NSerte 

ee ee me mh axCGe Description No 
= Chrome finish = 18 8DARS Adjustable 
Innovative corner release system a ia sor bas Haid — 4 a 3", Angle 30°, 60° or 90° 23PA84 

. 7 i ions ge Holder ixe 

and SiteSelect Posts make chang- 60 54 0KI79 #01246 WARE AYWoi 
ing shelf levels quick and easy aa 18" 8DC49 1H" x6" 4YW92 
without using tools. NSF Listed. 24" 8DMZ0 12x 3! SAU71 
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GRAINGER CHOICE*® SHELVING & STORAGE 








Find the wi. Find Solutions. Find Great Prices. Wire Shelving 
- ™ 
Super Adjustable™ Super 
Erecta® Shelving We put space to work. 
= Unique corner release makes adjusting shelf heights quicker and easier 1 a AE TT A 
= i ila laa id 
= See page 1248 for posts and accessories ge EE EE EE Pei 


Metroseal 3™ finish is a special green epoxy finish with built-in Microban® product 
protection to keep surfaces cleaner between routine cleanings. NSF Listed. 


Shelf CHROME PLATED METROSEAL 3™ STAINLESS STEEL ~=—s&Es = = —**. -- 
W D Cap. Item No. Pkg. 4 Item No. Pkg. 4 Item No. Pkg. 4 
24" 800 |b. 22A305 212687 22A36/ | 212750 22A336 212719 Chrome-Plated 
30" __ 800 Ib. 22A306 212688 22A368 | 2127/51 22A33/ 212720 No. 22A305 


36° 800 Ib. 22A307 212689 22A369 | 212752 22A338 212721 
14" 42" 800 Ib. 22A308 212690 22A3/0 | 212753 22A339 212722 
48" 800 Ib. 22A309 212691 22A371 212/54 22A340 212/23 
60" 600 Ib. 22A310 212692 22A3/2 | 212759 22A341 212724 
72" 600 |b. 22A311 212693 22A373 | 212756 22A342 212729 
24" 800 Ib. 22A312 212694 22A374 | 2127/57 22A343 212726 
30° 800 Ib. 22A313 212695 22A3/9 | 212758 22A344 212727 
36° 800 Ib. 22A314 212696 22A3/6 | 212759 22A345 212728 
13" 42° 800 Ib. 22A319 212697 22A3/7 | 212760 22A346 212729 
48" 800 Ib. 22A316 212698 22A3/8 | 212/61 22A347 212730 


54" 600 lb. 22A317 | 212699 | 22A379 | 212762 22A348 212731 ne re 
60" 600 lb. 22A318 | 212701 | 22A380 | 212763 | 22A349 | 212732 MEE EEE EEE 


72° 600 Ib. 22A319 212702 22A381 212764 22A390 212733 ee ee rls i 2 
24" 800 Ib. 22A320 212703 22A382 | 212/65 22A391 212734 ie ee ee ee 
30" 800 Ib. 22A321 212704 22A383 | 212/66 22A3902 212739 
36° 800 Ib. 22A322 212705 22A384 | 212/67 22A3903 212736 
94" —42 800 Ib. 22A323 212706 22A389 | 212/68 22A394 212737 
48" 800 Ib. 22A324 212707 22A386 | 212/69 22A390 212738 
04" 600 Ib. 22A329 212708 22A387 | 2127/0 22A396 212739 
60" 600 Ib. 22A326 212709 22A388 | 212771 22A390/ 212740 Metroseal 3™ 
72° 600 Ib. 22A327 212710 22A389 | 2127/2 22A398 212741 No. 22A367 
24" 800 Ib. 22A328 212711 22A390 | 212773 22A399 212742 
30" 800 Ib. 22A329 212712 22A391 212774 22A360 212743 
36° 800 Ib. 22A330 212713 22A392 | 212775 22A361 212744 
94 42 800 Ib. 22A331 212714 22A393 | 2127/6 22A362 212745 
48" 800 Ib. 22A332 212715 22A394 212/77 22A363 212746 
04" 600 Ib. 22A333 212716 22A399 | 212778 22A364 212747 
60" 600 Ib. 22A334 212/17 22A396 | 212779 22A369 212748 
72' 600 Ib. 22A330 212718 22A397 | 212780 22A366 212749 


Super Erecta® Solid Shelving | MEyRO} 


= See page 1248 for posts and accessories een 
Shelves designed with a raised edge on all 4 sides to contain spills. Louvered 

shelving allows air circulation. Galvanized shelving features uncoated cast corners. © 
Stainless solid steel shelves have epoxy-coated cast corners and autoclavable : 








shelves are all-stainless steel construction to withstand high temperatures and 
corrosive applications. NSF Listed. : 
SOLID STEEL SHELVING LOUVERED STEEL SHELVING 
Autoclavable | Galvanized Stainless Galvanized Stainless 
Shelf Pkg. Item Item Item Item Item st 
W D_ Cap. Qty. No. No. No. No. No. Pe ial 
24° 800 lb. 1 22A280 22A183 22A208 22A232 22A256 «> Pr aaal 
24° 800lb. 4 2127663 217566 217590 212615 212639 =e? , 
30° 800lb. 1 22A281 22A184 22A209 22A233 22A257 : : : 
30" 800lb. 4 212664 212567 212591 212616 212640 y Solid Stainless 
36° 800lb. 1 22A282 22A185 22A210 22A234 22A258 Steel 
14° 36. 8001b. 4 212665 212568 2127592 2127617 212641 Autoclavable 
42" 800lb. 1 22A283 22A186 22A211 22A235 22A259 No. 22A280 
42" 800lb. 4 2127666 217569 217593 2127618 2127642 . 
48" 800lb. 1 22A284 22A187 22A212 22A236 22A260 
48" 800lb. 4 2127667 2127570 217594 2127619 2127643 
60° 600lb. 1 22A285 22A188 22A213 22A237 22A261 
60° 600lb. 4 2127668 212571 2127595 2127620 212644 
24° 800lb. 1 22A286 22A189 22A214 22A238 22A262 
24° 800lb. 4 2127669 2127572 212596 2127621 212645 =. 
30° 800lb. 1 22A287 22A190 22A215 22A239 22A263 
30° 800lb. 4 212670 212573 212597 212622 212646 
36° 800lb. 1 22A288 22A191 22A216 22A240 22A264 
1g 96, 800 lb. 4 212671 212574 217598 212623 212647 Pr 
4" 800lb. 1 22A289 22A192 22A217 22A241 22A265 
42" 800lb. 4 2127672 2127575 217599 212624 212648 
48" 800lb. 1 22A290 22A193 22A218 22A242 22A266 
48" 800lb. 4 2127673 2127576 2127601 212625 212649 5 
60° 600lb. 1 22A291 22A194 22A219 22A243 22A267 , ae 
60° 600lb. 4 2127674 212577 2127602 212626 217650 Solid Stainless 
94° 800lb. 1 22A292 22A195 22A220 22A244 22A268 Steel 
94° 800lb. 4 2127675 212578 2127603 2127627 2127651 No. 22A208 
30° 800lb. 1 22A293 22A196 22A221 22A245 22A269 sade 
30° 800lb. 4 2127676 217579 2127604 2127628 2127652 
36° 800lb. 1 22A294 22A197 22A222 22A246 22A270 
94" 36° 800 Ib. 4 2127677 217580 2127605 2127629 217653 
4" 800lb. 1 22A295 22A198 22A223 22A247 22A271 
42" 800lb. 4 2127678 217581 2127606 2127630 2127654 ——=_ 
48" 800lb. 1 22A296 22A199 22A224 22A248 22A272 nae 
48" 800lb. 4 212679 217582 212607 2127631 2127655 an 
60° 600lb. 1 22A297 22A201 22A225 22A249 22A273 = 
60° 600lb. 4 212680 2127583 212608 212632 2127656 - : 
24° 800 lb. 1 22A298 22A202 22A226 22A250 22A274 < : 
24° 800lb. 4 212681 2127584 217609 2127633 2127657 ; - 
30° 800lb. 1 22A299 22A203 22A227 22A251 22A275 ‘ 
30° 800lb. 4 2127682 2127585 2127610 2127634 212658 - —_ eS 
36° 800lb. 1 22A301 22A204 22A228 22A252 22A276 ———— 
o4r 36" 800 Ib. 4 2127683 2127586 2127611 2127635 2127659 np 
42" 800lb. 1 22A302 22A205 22A229 22A253 22277 Louvered Steel 
42" 800lb. 4 217684 2127587 2127612 212636 2127660 Galvanized 
48" 800lb. 1 22A303 22A206 22A230 22A254 22A278 No. 22A232 
48" 800lb. 4 217685 212588 2127613 212637 2127661 
60° 600lb. 1 22A304 22A207 22A231 22A255 22A279 
60° 600lb. 4 2127686 2127589 217614 2127638 212662 
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SHELVING & STORAGE Scan. Order. Done. |= 
Wire & Solid Shelving Details on page A1. = 





CHROME | STAINLESS 








WIRE STEEL 
Overall Overall Overall Item Item 7 
Width Height Depth No. No. Stainless 


1 Shelf and 2 Post Mounts Steel 
94" 14" 14" 2HGC9 = 
2 Shelves 94" 14" 18" 2HGD1 451V79 


36" 14" 14" 2HGD2 45TV80 wx 
36" 14" 18° 2HGD3 45TV81 GRAINGER 


48414" | 2HGD4 | aT VE2 APPROVED 
50 12 tf Hepes 1 _aSTVea Wall-Mount Solid 
2 Shelves and 2 Post Mount ae ie Shelving Kits 
24" 34" 18" >HEDS a5TV87 = Shelf capacity: 100 lb., evenly distributed 
36 S44 | 2HGE1 | _45TV88_ | Highly corrosion-resistant solid shelving is easy to 






36" 34" 18" 2HGE2 451V89 
48" 34" 14" OHGE3 A5TV90 clean. 1%" backsplash protects walls from debris. 
Wall-Mount Wire * 4g" 34" 18" 2HGE4 | 45TV91 Rolled front lip allows easy access to shelf surface. 
* GRAINGER —©O 34 14") 2HGES_|_45TV92_ | No. 2HFX9 is NSF Certified. 
Shelving Kits APPROVED §-g-evsjes aq Pot OS 
3 Shelves and 2 Post Mounts GALVANIZED 
= Shelves adjust in 1" increments 24" 04" if 2HGE7 = STEEL STAINLESS STEEL 
ts sa 24" 04" 18" 2HGE8 ASTV95 Overall Overall | Overall Item Overall Item 
= Shelf capacity: 250 Ib., evenly distributed 36 54° 14° | 2HGE9 | 45TV96 | Width Depth | Height No. | Height No. 
Add extra storage space to work area, up and out of the way. ie ut ra ee ten a i pe a ae nag 
. . oa . 2 2 
Open wire design minimizes dust accumulation and allows 18° 5A 18° OHGF3 ASTV99 36° 19" 41315" DHFY1 ThA OHGAI 
good air circulation and light penetration. Kits include shelv- 60" 54" 14" 2HGF4 45TW01 36" 16° | 13%"  2HFZ1 11%" 2HGC1 
ing and 2 post mounts. Chrome Wire is NSF Certified. 60" 04 18" 2HGFS 49Two2 4" 12! | 13%! 2HFY2 | 11% 2HGA2Z 


* GRAINGER 





APPROVED 
Slotted Angle and Accessories 
POST KITS Cleat and Gusset 
Bolt together to make Kit—Bolt-on cleats join and 


custom steel shelving, racks, reinforce slotted-angle posts 
platforms, carts, and more. __ to create longer lengths; 

in ona —_ Kits include 75 zinc-plated gussets reinforce corner 
Se sc ore SR hex head bolts and nuts. joints. Rust-resistant, galva- 
Rust-resistant, galvanized nized steel. 
steel. Shipped unassembled. 





Post Kit 


LOAD CAPACITIES (LB.) OF SLOTTED ANGLE POSTS* 





3-ft. Length | 4-ft. Length 5-ft. Length 6-ft. Length 7-ft. Length 8-ft. Length 
Post Position 14-Ga. 12-Ga. | 14-Ga. 12-Ga. 14-Ga. 12-Ga.  —_ 14-Ga. 12-Ga. 14-Ga. 12-Ga. 14-Ga. 12-Ga. 
Vertical as an Upright Post 2540 3470 | 2190 28/0 1690 1970 1190 1280 740 15 1025 1075 
Horizontal as a Beam, Long Leg Up 750 1140 | 500 850 370 690 215 370 160 170 140 150 
Horizontal as a Beam, ShortLeg Down | 910 1250S 600 850 400 600 230 400 170 300 160 280 
_ Horizontal as a Beam, Long Leg Down 1690 2/50 | 1170 1800 880 1000 670 790 530 610 380 430 
No. Posts Item Item 
Gauge L W D per Kit No. Description No. 
Slotted Angle Post Kit Cleat and Gusset Kit 
14 12 ft. 2 V4" 1%" 5 3W095 Six 12-ga. Cleats (9"L x 2%"H x 1¥%'"D) and Six 14-ga. Gussets (8%'L x 6" x 6") 6X833 
12 12 tt. a 1%" 5 3W151 


* Based on evenly distributed loads. 


t 
‘ Slotted Standards, Brackets, and Shelving = (iiNicnos 


Y SS : Note: For optimum weight capacity, center-to-center spacing DOUBLE-SLOTTED 
: eee between brackets or standards should not exceed 18". Load AF : 
ees = ratings are based on uniformly distributed loads. Designed for lateral Stability and support; compat- 
Bracket : ible with laminate particleboard or wood shelving. 


SINGLE-SLOTTED STANDARDS AND BRACKETS Brack 
= Shelves adjust in 2" increments Standards and ate ets 
, = Shelves adjust in 1" increments 
Brackets are tapped with screw holes. Nylon cam Mounting hol tard ferticaniare 
sock lever secures brackets to standards. Mounting Se ie 2 Oil talOath) ale OPAL AG einer 


- — 1," VAL 
= ie ere holes on standards are on 12" centers: standards standards are 1/4"W and 72"D. 
are /'W and %"D. Laminate Particleboard Shelving 
SLOTTED | SLOTTED SLOTTED | SLOTTED W D No. =» White melamine-coated finish 
H Item No. | Item No. D Item No. | Item No. Laminated Particleboard Shelving ahi ys 
Standards Brackets : 10" 1WDU2 = Shelf capacity: 200 Ib. 
24" 1WDN8 1WDR2 8" 1WDP6 1WDR9 48" 12" 1WDU4 
36" 1WDN9 1WDR3 10" 1WDP7 1WDT1 60" 16" 1WDU6 
48" 1WDP1 1WDR4 12" 1WDP8 1WDT2 TEM 10" 1WDU3 
60" 1WDP2 1WDR5 14" 1WDP9 1WDT3 72" 12" 1WDU5 
2. 1WDP3 1WDR6 16" 1WDR1 1WDT4 
84" 1WDP4 1WDR7 
96" 1WDP5 1WDR8 
1250 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SHELVING & STORAGE 
Plastic Shelving 








SHC INDUSTRIAL 2-SHELF, | 3-SHELF, | 4-SHELF, 
i 7"H 51"H 75"H 
Pi astic Bulk SYSTEM | SYSTEM | SYSTEM 
Tr rents silly ba a Item 
7 idt ept ap.* 0. 0. No. 
Shelving and Grid Top Shelving 
7 36" 16" 170lb. | 4UX41 | 4DV13 | 4DV12 
Containment Trays 3624" 250i. | -AUX43. | ADV11~-4DV10 
. . «ae __ 48" 24" 344 ib. | IPWY1 | 1PWY3 | 1PWY5 
Grid and Solid Top Shelving 66°24" 470 lb. 4UX47__4DU99 | 4DU98 
Rugged high-density polyethylene 96" 16° 450 lb. | 4UX49 | 4DU97 | 4DU96 mae : 
construction provides extra-high load ; — 5; 24 680 lb. | 4UX51 | 4DU95 | 4DU94 Scien 
cee olid Top Shelving 
Papee ey we nemedwar een 36-24" ~—-330Ib. | 14U077 | 14U084 | 14U091 Sockets 
enables a variety of configurations. 36" 36° 492 lb. | 14U078 | 14U085 | 14U092 
Resistant to oils, gas, acids, solvents, a af ae " UE aaa bes 
and most industrial chemicals. UV 66" 36° 900 lb. | 44U081-14U088 | 14095 
protected. 96" 24" 885 lb. | 14U082 | 14U089 | 14U096 
; 96" 36°  1320lb.| 14U083 | 14U090 | 14U097 
Containment Trays—Keep materials Item 
separated and confine spills to prevent _Description Color No. 
damage to stored items. Use 1 tra EontaineentTays 
g lems. y General Storage Black 140098 
between each section of leg posts. Health Hazards/Toxics Black w/Blue Stripe 14U101 
Come in chemical storage color coding. Flammables Black w/Red Stripe 14U099 
rE arciiebe uecdwilh i ean and 9: Contact Hazards Black w/White Stripe 14U103 Leg Stackers Lock 
y be u p Reactives/Oxidizers Black w/Yellow Stripe 14U102 Components Together 


36", 66", or 96" wide shelving units. 


* Based on evenly distributed loads. 





Plastic 
Shelving 


Durable, lightweight ventilated and solid polypropylene shelving will not rust or 
peel and is chemical resistant. Interlocking shelves connect multiple units for 
added storage. Snap-Fit Assembly"™’—no tools required. May be wall-mounted 
for extra strength and stability. 


Solid Shelves 


Ventilated 
Shelves 


Dim. No. of Shelf Item 
H W D Shelves Cap.* Color No. 
Solid Shelves 
48" 22 14" 4 50 Ib. White 54VJ08 
55 V2" 30" 14 4 100 Ib. White 54VJ06 
7493/4" 294" 13%" 5 75 Ib. White 54VJ05 
Ventilated Shelves 
73%" 36" 23" 5 200 Ib. Gray 54VJ04 
7334 36" 18° 5 150 Ib. Dark Gray 54VJ03 
* Based on evenly distributed loads. 
(Servets ae | 
UIE TWSTOTVIN FE ) 
Freestanding Plastic 
Shelving Units 
Durable, ventilated resin shelving will never rust, No. 
39EY61 


dent or peel and is chemical resistant. Can be used 
indoors and outdoors. Easy to assemble in minutes 
with no tools required. Color black. 


Dim. Shelf Item 

Includes H WwW D Cap.* No. 

(12) Posts, (4) Shelves 56" 36" 18" 150lb. 39EY61 
(16) Posts, (5) Shelves 72" 36" 18" 150lb. 39EY62 
(16) Posts, (5) Shelves 72" 36" 24" 150lb. 39EY63 


* Based on evenly distributed loads. 
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= 
We put space to work 
Freestanding [_— 
Ventilated Plastic ; = 
Shelving 
= Shelves adjust on 1" increments 
= 800 lb. shelf capacity (based = SP 
on evenly distributed loads) Ss ——1 1 


= 63"H 

Easy-to-assemble shelving made 
of removable polymer open grid 
shelf mats, wire shelf frames, 

and corner releases. Shelf frames 
and steel posts feature an epoxy 
coating over an electroplated 
substrate. Built-in Microban® anti- 
microbial protection on shelf mats 
and posts. Resists rust and corro- 
sion. NSF Listed. 





Overall Overall No. of Item 

Width Depth Shelves No. 
36" 18" 4 9F154 
36" 24" 4 9DLJ1 
48" 18" 4 8CEW2 Quick-to-Adjust 
60" 18" 4 8CEW3 Corner Release 
72 18" 4 8ZAA2 
(ex 24" 4 OPTY5 
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Scan. Order. Done. 
Details on page A1. 


SHELVING & STORAGE 
Dunnage Racks 








We put space to work. 





;* 


Dunnage Racks 








Sara ee om 
ten aed idt ept 0. 
tenn: Easy Additional Shelves 
ahaa. 12" 9PRA3 
Industrial Shelving 36° 1890 
Open Starter Open Add « Shelves adjust on 1" centers 48" 17 OAYSE 
ae Racin = Medium gray powder-coated finish >" —@RHNG 
= 4 angle = 2 angle posts # Shipped unassembled 22-ga. 3° —op RAD 
posts = 1 beaded post Affordable and versatile system of open and closed 36" 18"  8CLM9 
= 3 sets of = 2sets of braces _ units can be easily incorporated into your office, as oF GR6 
braces = 4clips per shelf | warehouse, or factory. Shelves have a welded box 48" 18" ONUG61 
: " 8VRC1 
= Aclips formed construction at front and rear, lapped and 29-ga, with Perforated Shelf 
per shelf welded corners, and sides with triple bend construc- iv 86262 
tion. Perforated shelves help meet fire codes when 36 Es oars 
storing flammables by allowing water from overhead 12" OGMY4 
48" 18" 8G264 
sprinklers to reach all levels of the unit. oT aviv 
OPEN UNITS CLOSED UNITS 
STARTER ADD-ON STARTER ADD-ON 
Overall Overall Overall Item Item Item Item 
Width Depth Height Shelf Cap.* No. No. No. No. 
20-ga. Shelving 
12" 87" _ 1000 Ib. 9EYKO 8N795 9MH92 9LA94 
36° 18" 87" ——«850 Ib. 8CJU6 8CL88 QPRA1 9A729 
24" 87" «800 Ib. 8CJU7 9A730 QNU59 8TKE1 
4g. 18" 87" $80 Ib. 8cJB | —B¢L 90 acLvs | — aN794 
550 Ib. 
Closed — Closed Add- 24" 87" 550 Ib. 8CL87 8X965 8N793 QWYP4 
Starter Unit On Unit 22-ya. Stone 7 7 a0 _— — 
2° 87" 750 Ib. 9MH95 QNU62 
« 4 angle = 2 angle posts 36° 18" 87" 750 Ib. BCLP3 BRHNG SCLP9 8RHPO 
a Pic fo"—87"500 lb; akaza—/— Bye08 | BpGTO 8609 
12” 87" «+500 Ib. 424 
= 1 back panel = 1 back panel 4g" —18"87" 500 Ib.) 8CLPA 9LAQ6 9PP43 8CLRI 
= 2 end panels = 1 end panel Sie awit pero of inayes OUP BCLP7 QMH98 8cLM8 
j j 22-ga. Shelving with Perforated Shelves 
= 4 clips = 4 clips per shelf 12" 87" 450 1b. 9J758 ON113 8A146 BRV13 
per shelf 36" 18" 87" 450 Ib. 8U674 BZRX5 BFZX2 OLK60 
24" 87" «400 Ib. QFGY4 8RV10 8ZRX6 QEF68 
12" 87" 300 Ib. 8FZW9 QFGY5 8A147 8FZX3 
48" 18" 87" 300 Ib. 8FZX0 9P908 9CXE6 8V309 
24° 87" «250 Ib. 8FZX1 8RV11 8RVi2 8U675 
* Based on evenly distributed loads. 
cS & 





Dim. Load Item 
= 1-pc., rust- and corrosion- WH OD Cap. _No. 
. ; Polyethylene 
resistant polymer construction 30" 12" 22" 1{500lb. 8TJN7 
i 36" 12" 22" +1500 lb. 9AH85 ; 
Bow-tie connectors join racks in end-to-end = —jgr 45" 55" 3000 Ib. 8CGC7 Wire Shelf : 
and back-to-back configurations. Snag-free _ 60" 12" 22" 3000 b, 8RRZ4 and 4 Posts ———_— 
surfaces are easy to clean. Front-to-back ©, ery’ ene winntimicrobia — 
slots increase air circulation for longer "22" 1500 Ib. 1BEY1 : 
product life. Antimicrobial models feature $e — 15 — 534300 Ut AREY? 7 All-Welded 
Microban® antimicrobial product protection. ~ 60° 12" 22" 3000 lb. 1BEY4 * GRAINGER ' 
APPROVED 








Wire and All-Welded Dunnage Racks 


Open design promotes ee. a ane . ue aaa om 
F F F Inls ap. ran 0. 
good air circulation and Wire Shelf and 4 Posts 
SC INDUSTRIAL reduces dust and dirt Chrome 24" 14" 18" 800lb. GA 2HFX2 
Grid Top buildup Natural 36"14"—24"—800 Ib. GA HX 
F : atura : : : . 5 
Plastic Dunnage Racks Wire—Shelf and post Wire Platform 
ire— 36" 10%" 24" 1400lb. GA  2HFX6 
= Constructed of high-density polyethylene units include adjustable Sa 48" 10%" 24" 1400 lb. GA OHFX7 
= 12" leg posts 60" 10%" 24" 1400lb. GA 2HFX8 
Hart bl leveling feet to compen- All-Welded Aluminum 

= Snap together for easy assembly sate for uneven floors and 24" 12) 18 —=8200lb. NewAge 16D669 
: -hi ; 36" 8" 20" 2000lb. NewAge 61JH1 
Heavy duty construction provides extra-high require assembly. Sturdy, 36" 8" 945000 Ib. New Age 6TJHT 
: load capacities and can withstand extreme 1-pc. platform style 36" 12" 18" 3000 lb. NewAge 16D666 
pon nor temperatures. Long-lasting, noncorrosive | 36, 1e 5 2000. New Age 61a 
et y requires no assembly. 36° 12" 20" 30001b. New Age 16D662 
Dim Load Item material is impervious to oils, salts, acids, 36" 12" 24" 2000lb. New Age 6TJJO 
ali D Cap. ___No. _ and most industrial chemicals. Easy to All-Welded—Welded 33,40 te ip—New 98 _ GTZ 

rid Top : sainteck Lichbweiah tubular construction 3 __veW Age 
36’ 12" 24" 500lb. 4UW54 steam-clean or disinfect. Lightweight and : Natural 488" 24" 2500 Ib. New Age 16D661 
4g 12" 24" 700 lb. 1PXA1_ortable provides superior strength = Sa"! gr 42" 18" 2500 Ib. New Age 16D667 
96 1"94" 1400 Ib. AUWSE | for extra-high load 48°12" 20" 2500 New Age 160663 

96" _ AUW5 . a | _ New Age 
96" 12" 36" 2000 Ib 1Pwze Grid aie ae capacities and requires 48" 19" 94" D000 Ib. New Age ~ 6TH 
Solid To scrap and liquids to fall or drain below. 60" 8" 20° 1500lb. NewAge 61JH3 
36°12" 94" 700 Ib. 4PXAS pen no assembly. All feet 60" 8" 94" 1500 Ib. New Age 6TJH9 
4g" 12" 24" 900 lb. 1PWZ6_ Solid Top—Boxes can slide on and off are permanently sealed 60" 12" 18" 2000 Ib. New Age 16D668 
96° 12° 24" 1{800lb. 1PXA4  WItNOut Catcning Corners or damaging 60" 12° 20° 2000lb. NewAge 16D664 
96" 12" 36" 2700 1b. 1PXA2~ containers. NSF Certified. 60" 12° 24" 1500 1b. New Age  6TuJ2 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SHELVING & STORAGE 
Find the yf. Find Solutions. Find Great Prices. Steel Lockers 


Locker General Information 


= 5- and 6-Tier—Multiple compartments in a small footprint GA 

= 16-Person—16 individual compartments with common garment rod Wardrobe Lockers include: Single-Tier: 12" and 15"D models have 1 double 
= Wall-Mount—4 individual openings grouped horizontally ceiling hook, 2 single hooks, and hat shelf; 18" and 21"D models have 2 
HALLOWELL® single hooks, hat shelf, and coat rod. Double-Tier: 1 double ceiling hook and 


2 single hooks. Triple-Tier: 1 double ceiling hook. Recessed handle and multi- 
point locking system. Box Lockers include: 6-Tier: multiple compartments in a 
small footprint. 16-Person: 16 individual compartments with a common coat 
rod. Padlock hasp and finger-pull. 


Steel Wardrobe Lockers include: Single-Hat Shelf and Double-Tier: 1 double 
ceiling hook and 2 single hooks. Triple-Tier: 1 double ceiling hook. All have 
seamless stainless steel recessed handle and multipoint locking system. Steel 
Box Lockers include: single-point through-the-door padlock hasp/finger pull. 
Plastic and Wood (See page 1260). 





UNASSEMBLED! ASSEMBLED 
> CHOOSE: Item Item 








w oH D Color No. No. lallowell 
ararobe Lockers 
(1) Wide, (1) Tier . ™ 
— ears | as732 Premium™ Steel 
B18 736 Wardrobe and 
8 __ G7i88 BS 
Q Dark Gray, Tan —67190 . Box Lockers 
8 8 __ G7i92 
—je— — ise ——esag—_* 24-ga. solid body 
5. Tan ~—fABY6 | 1AEF5 = 16-ga. frames 
o. re q aa = 16-ga. louvered doors 
ar = *—| Dark Gray, Tan on wardrobe lockers, 
8 78 —,, ian 744 3) Wide. (1) Ti 
8" 79" ry 18-ga. on box lockers sor Pree (Ty Mee 
(3) Wide, (1) Tie 74 = 6'H legs, except wall- 
5" 56" 7g mount lockers 
6" 43749 3 = Continuous piano hinge 
aoe Dark Gray, Tan -—~@749§ ———@7197 = Powder-coated finish 
6" 78" _ G98 G198 Number plates and lock hole 
d : — G37T , 
J : 63753 | cover plate included. Optional 
45" ; AEFE sloping top, closed metal bases, 
a is : A821 and finished end panels to match 
04 78 0 Dark G Tan 736 
54" 78" (Maia eae ea 758 locker front for exposed ends 
04" 78" A" | Tan | TABZ5 | TARGA vailable on 1254. 
fy Wide, (2) Tier available on page 125 
6 i __ G3761 76 
66° a __ G3763 764 
8" __G7200 | 
a it Dark Gray, Tan 47202 J 
78" 8 7205 
9 18 9 766 
9 13 : 768 
2 ts Tah ae : 
(3) Wide, (2) Tier 
6 66 __ 63769 | 
5" OO 5" 771 ai 
a 66" 8" 714 
6" 78" __G7206 | G7207 
Ri 7 5" Dark Gray, Tan —¢7008 7906 
6" 78" i __G7210 | G7 
45" 18" 2" 776 
45" 78" By 778 
45" 78" __TAEB4 
ip’ 7e" Oe Tan | YAEB5 | TAEK 
(1) Wide, (3) Tier 
78" — G22 G7 
; 78° 5" | DarkGray,Tan | G/214 | 1215 
78" 8 G26 G77 
(3) Wide, (3) Tier 
: : — Gt 
G 8 Dark Gray, Tan | G/220 | 
6" 78" g 7 7 
5OX LOCKers 
(1) Wide, (5) Tier 
: 66" 5 | DarkGray,Tan | G3/93 | 194 
(3) Wide, (5) Tier 
6" 66" 5" | DarkGray, Tan | G3799 D0 
(1) Wide, (6) Tier 
78" 56 
: 78 0" | Dark Gray, Tan 30/ 36 
78" g" 564 
(3) Wide, (6) Tier 
6 : __ETS59 
0 : Dark Gray, Tan | E1560 | 6 
i 78" 8" E61 067 





30x ocker Unit with Coat Rod 
1A) 


Box Locker Unit 
w/Coat Rod 
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SHELVING & STORAGE 
Steel Lockers 


Scan. Order. Done. 
Details on page A1. ia 





Sloping Top End 


(3) Wide, 
(2) Tier 


Finished 
End Panel 





End 
Base 


(3) Wide, 
(3) Tier 





Inlallowell 


Decorative Premium™ 
Steel Wardrobe Lockers 





All the features of Hallowell® Premium™ wardrobe lockers sold on page 1253. 
UNASSEMBLED| ASSEMBLED 


Item Item 
W H D Color No. No. 


4HA79 
Marine Blue 4HA81 
4HA83 


4HB45 
Marine Blue |  4HB47 | 
i 
4HB85 


Marine Blue 4HB87 
4HB89 


4HA80 
Marine Blue 4HA82 
4HA84 
4HB46 


Marine Blue 4HB48 
4HB50 
Accessories 


4HB86 
Marine Blue |  4HB88 | 
ie 
Front Locker Bases 
12" 


88 EC | Marine Blue 4HU29 


End Locker Bases 


Marine Blue 
6" 18" 








Marine Blue 


Find even MORE on Grainger.com® 
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Sloping Top 








Front Base 


Sloping Top 





Sloping Top End 


Finished 
End Panel 


Front Base 
End Base 


lnlallowell’ 


Premium™ Steel Wardrobe 
and Box Locker Accessories 


Sloping Tops—Easy bolt-on installation. Order 1 sloping top per locker; order 1 
Sloping top end per exposed row end. 





Finished End Panels—Attach 18-ga. cold-rolled steel panels to exposed 
locker row ends to increase strength. Perimeter punched only. 


Locker Bases—Front bases snap into place; end bases must be bolted. Order 
1 front base per locker; order 1 end base per exposed row end. 
CHOOSE: | Item CHOOSE: | Item 


W H D Color No. W H D Color No. 
Finished End Panels 







a 
Q> 
a0 
<K > 

= 

aN 





18" Gray 
(fe Et G9598 
: 7 Tan, Dark 63816 
G3817 


Inlallowell 


Bench Tops 
and Pedestals 





PEDESTAL BENCH TOPS 
= Laminated hardwood tops ; 
with clear lacquer finish oo 
a 114%" thick x 912"W —_ 
Steel Bench Stainless Steel 
BENCH PEDESTALS Pedestal Bench Pedestal 
= Parchment powder-coated seni 
finish, except No. 14L053 W No. 
stainless steel model Pedestal Ben Tops spGz 
7 Hardware for bench top mounting ———713" PGE 
included; can also be floor mounted 60" 2PGZ7 
a5 S678 
= Order 2 pedestals per bench top —————— or 
Item 
Description W H D No. 
Bench Pedestals 
Cast-Iron 6 1634" 6" 2PHA3 
Ht.-Adjustable, Steel w/Aluminum Base 8" 1634" 8" 2PHA4 
Portable, Aluminum 4" 1634" 12 2PHA5 
Steel 8" 157%" 8" 141052 
Stainless Steel 15%" 16%" 3 14L053 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® SHELVING & STORAGE 





Find the yi. Find Solutions. Find Great Prices. Steel Lockers 
Single-Point Locking ve 
" GRAINGER 
Mechanism Steel Lockers APPROVED 
= 24-ga. solid body Through-the-door, maintenance-free 
= 16-ga. louvered doors and frame latching mechanism has no moving 
= 6"H legs parts and includes a projecting finger- 
= Powder-coated finish pull handle. Compatible with padlocks 
(not included). Single-tier models come 
with hat shelf. 
UNASSEMBLED ASSEMBLED 
Tan Dark Gray Tan Dark Gray 
Item Item Item Item 


W H D No. No. No. No. 


4VFD8_ | AVFF8 | AVFHS 
__AVFE1 | AVFG1 


(3) Wide, 
(3) Tier 


_AVFES | 4VFGS | AVES 
AVFE7 AVFG7 AVFJ7 
_ AVFES | AVFG9 | AVF 


_AVFD3 | AVFF3— | AVFHS 
— AVFDS | 4VFFO | AVFHOD 
4VFD7 AVFF7 4VFH7 





Maintenance-Free Quiet™ 








v : 
Steel Wardrobe Lockers Inlallowell 
= 24-ga. solid body Lockers feature single-point 
= 16-ga. flush front doors through-the-handle latching 
= 18-ga., 3"-wide, welded-in full-height system with no moving parts for 
door stiffener for maximum rigidity quiet operation. Number plates are 
= 11-ga. welded latch included. Accessories, including 
= 6'H legs sloping tops, closed metal bases, (3) Wide, 
= Continuous piano hinge and end panels, are available (3) Tier 
= Powder-coated finish separately on page 1254. 
UNASSEMBLED ASSEMBLED 
Tan Dark Gray Tan Dark Gray 
Item Item Item Item 
W H D No. No. No. No. 
1) Wide, (1) Tier 
78" 12" | 2PFW3_ | 2PFZ8_ |S 2PGF4 | 2 PGI 
12" 78" 15" | 2PFWS | 2PGC1 | PGF6 | 2 PGK2 
78" 18" 2PFW7 | =2PGC3_— | 2PGF8_— | 2 PGK4 
45" 78" 15" | —2PFW9 | 2PGCS | 2PGG1_ | 2 PGKG 
78" 18" | 2PFX2_— | = 2PGC7_ ~— |S 2PGG3_— | PGK8 
48" 78 18" | —2PFX4_— | 2PGC9 | 2PGGS | 2 PGLI 
78' 21" | 2PFX6_— |= 2PGD2_—s|_—s2PGG7 2PGL3 
1) Wide, (2) Tier 
78 12" | 2PFX8_ | 2PGD4_— | 2PGG9_— | 2PGLS 
12" 78° 15" 2PFY1 | 2PGD6 | 2PGH2 | 2PGL7 
78" 18" 2PFY3 2PGD8 | 2PGH4 | 2PGL9 
45" 78 15" 2PFY5 | 2PGE1_ | 2PGH6 | 2PGN2 
78" 18" 2PFY7 | 2PGE3_ | 2PGH8 | 2PGN4 
18" 78" 18" 2PFY9 | 2PGE5 | 2PGJ1 | 2PGNG 
__2PFZ2_— | 2PGE7 =| 2PG3 
__2PFZ4 | 2PGEO | PGS 
_ 2PGF2 | 2PGJ7 
3) Wide, (1) Tier 
78" 12" | 2PFW4_ | 2PFZ9_— | 2PGF5— | 2PGK1 
36" 78" 15" | +2PFW6 | 2PGC2 | 2PGF7 2PGK3 
78" 18" | 2PFWS_ | 2PGC4 | 2PGFO | 2PGKS 
45" 78" 15" | 2PFX1_— | 2PGC6 | 2PGG2_— | 2PGK7 
78" 18" | 2PFX3_ | 2PGCS8 | 2PGG4_ |S 2PGK9 
54 78" 18" | 2PFXS | 2PGD1_ =| = 2PGG6 |S 2PGL2 
78 Als 2PFX7_ | 2PGD3 | 2PGG8 | 2PGL4 
3) Wide, (2) Tier 
78" 12" | 2PFX9_— | 2PGD5_— | = 2PGH1_~—|_—2PGL6 
36" 78" ies 2PFY2 2PGD7 | 2PGH3 | 2PGL8 
78" 18" 2PFY4 | 2PGD9 | 2PGHS | 2PGN1 (1) Wide, 
45" 78° Dy 2PFY6. | 2PGE2 | 2PGH7 2PGN3 (2) Tier 
78" 18" 2PFY8 | 2PGE4_ | 2PGH9 | 2PGNd 
04 __ 78' 18" | 2PFZ1_— |S 2PGEG6 = |S 2PGJ2_— |S 2PGN7 





_2PFZ5 | 2PGF1 
__2PFZ7__ | 2PGF3_— | 2PGJ8 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1255 
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SHELVING & STORAGE Scan. Order. Done. 
Steel Lockers Details on page Al. 


Wi 





QUICK-ASSEMBLY ASSEMBLED 





Wardrobe Locker 
1) Wide, (1) Tier 
12" 66" 


12" D7482 D4607 

















12" 66" se I D4609 
(3) Wide iz 66" 78 [| — |  D4612 | 
aie 12’ 78" 12" 
(3) Tier ies 78" 15" Gray D4616 | Gray, Tan, Blue 
12" 78° 18° | s«F8315 | D4618 
19" 78° 18" | F8313 D4619 
18° 78° 18" Gray, Tan | D4621_ 
18" 78" ral _ D4625 | 
1) Wide, (2) Tier 
12" 66" 12 [| = | 
iz 66" i | — | D4629 
12" 66" i _D4632_— 
1 78° 12° | Gray, Tan, Blue 
Zz 78° 15" 07511 D4636 
1 78" 138° D4638 
15" 78° ic | — | D4639 
1) Wide, (3) Tier 
12" 78° 72" | — | — J D4643 | 
iz 78" 15° Gray, Tan, Blue 
12 78" 1B OO C4647 
3) Wide, (1) Tier 
36" 66" Zz |] = |] D4608 
36" 66" zw [| — | _D4613 
36" 78° 12 [| = 04615 | 
36" 70 Ss | — | Gray, Tan, Blue 
36" 78° 18" | F8314 |g) Tay | 04622 
45" oh 18" | +Fe3i2 74; 
54" 78° 18" 
: Es _ 78° 21° | D7496 | Gray, lan | D4626 _ 
iae ier 
36" 66" 12" D7505 D4628 
36" 66" i _D4631 
36" 66" i _D4633 
36" 78 12" F8349 | Tan | D4635 | Gray, Tan, Blue 
Box Locker 36° 8. 15" | D7512 
Unit with 36" 78" 18" | F8323 Gray, Tan 
Coat Rod 5 wee _ 78 18 
iae ler 
36" 18" 2” D7516 
36" 78" 15" | — | — | D4646_| Gray, Tan, Blue 
36" 78" 18" D7521 
Box Locker Unit with Coat Rod 
; aor = Mes 8 178° | — |  — | 04656 | Gray, Tan, Bi 
+} 12" 78° ‘ 465 ray, Tan, Blue 
Quick-Assembly Steel Wardrobe = *peyycrancer seoxtocker 
. APPROVED (1 Wide, (6) Tier 
iPy 
and Box Lockers and Accessories | 28 = ae 
= 22-ga. solid body = Powder-coated finish Zo _ 18 "| F8363 | Tan | ~D4654 © 
= 16-ga. louvered doors and frames; = Not all colors are available in all i a a D7523 | Gray Tan | D4651 | 
16-ga. doors on box lockers configurations; see Grainger.com® d ; d D7525 | Gray | D4653_| Gray, Tan, Blue 
Ay 9 ae 9 "| F8362| Gray, Tan D4655 
= 6"H legs for current selection 


Quick-Assembly Steel Wardrobe and Box Lockers—Box lockers are equipped 
with a padlock-hasp pull-handle. Wardrobe lockers include a steel-recessed, kickproof, 
vandal-resistant handle. Snap-together design assembles in minutes. Frame assembly 
requires no nuts or bolts. 


Assembled Steel Wardrobe and Box Lockers—Sieel construction with welded door 
frame provides a strong, rigid locker unit. 6-knuckle door hinges provide strong, trouble- gna Bases | : 
free operation. Optional accessories sold separately, this page. = Tan B35 





Assembled Ready-Built™ Il Steel 


7m . 

Wardrobe and Box Lockers Inlallowell 

= 24-ga. solid body Shipped fully assembled including master keyed combination padlocks, 

= 16-ga. frames sloping top, and closed locker base. Padlocks with 3-number combinations 

= 16-ga. louvered doors on wardrobe for maximum security are included for each door. 6-tier models include 
lockers, 18-ga. on box lockers aluminum strike plates to prevent padlocks from marring door finish. 


= Continuous piano hinge 
= Powder-coated finish 





> CHOOSE: Item > CHOOSE: Item 
W H D Color No. W H D Color No. 
(1) Wide, (1) Tier ; (3) Wide, (1) Tier 4 
. 82" . 048 5" 89" ; 048 
i ani 7 Tan, Dark Gray, A 7 eu 7 Tan, Dark Gray, A 
;$—_8—_} THE i ba 
(1) Wide, (2) Tier (3) Wide, (2) Tier 481 
: 82" . 04817 6" 89" : 04818 
i ani 7 Tan, Dark Gray, ra G 7 eu 7 Tan, Dark Gray, : 
(1) Wide, (3) Tier (3) Wide, (3) Tier A875 
: 82" : 4824 6" 89" : 4g 
i ey T Tan, Dark Gray, ft! : aa Tan, Dark Gray, ; 
—— ie ne 
(1) Wide, (6) Tier > (3) Wide, (6) Tier 
(3) Wide, ' sai Bt Tan, Dark Gray, we a aT Bt Tan, Dark Gray, 7 rm 
(2) Tier i aq 51 Marine Blue 94835 Bi of Su Marine Blue 4836 
1256 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° SHELVING & STORAGE 
Find the yi. Find Solutions. Find Great Prices. Steel Lockers 





Flallowell 


Antimicrobial Steel 
Wardrobe Lockers 








= 24-ga. solid body Specially-formulated 
= 16-ga. louvered doors finish protects against 
and frames bacteria, mold, yeast, and 
= 6"H legs mildew for up to 20 yr. 
= Stainless steel recessed Ideal for environments 
handle with gravity where risk of bacte- 
lift type latching rial infestation is high. 
= Continuous piano hinge Number plates included. 
= Platinum powder-coated finish 
UNASSEMBLED ASSEMBLED 
W H D Item No. Item No. 
i i (1) Wide, 
(2) Tier 
(3) Wide, 
(6) Tier Box 
Lockers 
| Corrosion-Resistant 
Steel Lockers inlallowell 
= 24-ga. galvanneal steel solid body —_ For high humidity and 
= 16-ga. galvanneal steel corrosion prone areas. 
doors on wardrobe lockers, Number plates and a lock 
18-ga. on box lockers hole cover plate included. 
= 16-ga. galvanneal steel frames Sloping tops and closed 
, = 6'H legs metal bases are available 
= Continuous piano hinge separately, see page 1254. 
; ; = Parchment powder-coated finish 
(1) Wide, (3) Wide, 
(1) Tier (2) Tier UNASSEMBLED ASSEMBLED 
Wardrobe Wardrobe W H D ltem No. Item No. 
= ul . 
304 Stainless Steel Lockers inlallowell 
= 24-ga. body UNASSEMBLED | ASSEMBLED 
= 6"H legs W H D Item No. Item No. 


= 16-ga. louvered doors Wardrobe Lockers 


on single- and double- 

tier, 18 ga. for 6-tier 
Sturdy, rust-resistant 
stainless steel construc- 
tion. Suitable for food 
industry and outdoor 










































14L066 
14L068 


14L054 
14L056 


14L058 
14L060 


14L055 
14L057 







14L070 
14L072 







14L067 
14L069 










lications. 
App cations 14L059 14L071 Box Locker 
14L061 14L073 1) Wide, (6) Tier 









14L074 
14L076 


14L062 
14L064 


14L063 
14L065 
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4VEF7 
___AVEFS 
36" 78" 18" 4VEG2 4HE62 


14L075 
14L077 





SHELVING & STORAGE 
Steel Lockers 










(3) Wide, (2) Tier 
Wardrobe Locker 
(6) Wide, (6) Tier Box 
Locker Unit w/Coat 
Rod (Shown with 
optional metal base) 


lallowell 


Transparent-Door Steel Lockers 


= 24-ga. solid body Wardrobe lockers feature see-through polycarbonate door inserts, while box lockers 

= 16-ga. doors on have a Clear, injection-molded polycarbonate door. Both styles offer better security 
wardrobe lockers by discouraging contraband or weapon storage and inventory theft. Number plates 

= 6'H legs included. Sloping tops and closed metal bases are sold separately on page 1254. 

= Parchment powder- Programmable Day Use models allow individuals to lock and unlock any available 
coated finish door with a user-selected 4-digit code. Locks operate with 2 AA batteries (included). 








(3) Wide, (3) Tier 
Wardrobe Locker 





User-Programmable 
Electronic Lock 





Inlallowell : 
Keyless Electronic Day Use Steel Lockers 


= All the features of Hallowell® Premium™ 
wardrobe and box lockers sold on 
page 1253, plus user-programmable 
electronic locks for shared use 

= Parchment powder-coated finish 


1258 GRAINGER. 


ITT 


Allow individuals to lock and unlock any available door with a 
user-selected 4-digit code. Management has access with 2 levels 
of master codes. Lockers can also be programmed for single-use 
applications where code is needed only to open locker. Locks 
operate with 2 AA batteries (included). Number plates included. 


Find even MORE on Grainger.com® 





_(1) Wide, (1) Tier 
- 8 


Scan. Order. Done. 
Details on page A1. 


W H D 
Wardrobe Lockers 


'(1) Wide, (1) Tier 
a ae 


12 78" 15 
12" 78" 18" 
(1) Wide, (2) Tier 
AZ 78" 12" 
12" 78" 15: 
hee 78" 18" 
(1) Wide, (3) Tier 
a2 13: 12 
12" 78" 15° 
12° 78" 18" 
(3) Wide, (1) Tier 

36" 78" TZ 
36" 13° 15° 
36" 78" 18" 
(3) Wide, (2) Tier 
36" 78" 2 
36" 78 1 
36" 78" 18" 
(3) Wide, (3) Tier 

36" 78 12° 
36° 7815" 
36" 78 18" 
Box Lockers 
(1) Wide, (6) Tier 

12" 78 12" 
12" 78 15° 
127818 
(3) Wide, (6) Tier 

36" 78" 

36" 78" 15° 
36" 78" 18" 


(1) Wide, (6) Tier 
12" 


78" 12: 
mrs 78" 15° 
<2" 78" 18" 
(3) Wide, (6) Tier 
_ 36" 78" 2 

36" 78" _—‘15' 
36" 1a. 18" 


‘Wall Mount Box Locker 
(4) Wide, (1) Tier _ 
48" 14%" = 18" 


Item 
No. 


AVEX2 
AVEX4 
4VEX6 


AVEX8 
AVEY1 
AVEY3 


AVEY5 
AVEY7 
AVEY9 


AVEX3 
AVEX5 
AVEX7 


AVEX9 
AVEY2 
AVEY4 


AVEY6 
AVEY8 
AVEZ1 


4VEZ2 
4VEZ4 
4VEZ6 


AVEZ3 
AVEZ5 
4VEZ7 


Programmable Day Use Box Lockers _ 


3OLW46 
3OLW48 
30LW50 


30LW47 


30LW49 
30LW51 


UNASSEMBLED,) ASSEMBLED 


Item 
No. 


4VFAS 
AVFA7 
4HE95 


4HE97 
4HE99 
4HU11 


4VFA9 
AVFC2 
4HU13 


4VFA6 
4VFA8 
4HE96 


4HE98 
4HU10 
4HU12 


AVFCi 
AVFC3 
4HU14 


4HU15 
4HU17 
4HU19 


4HU16 
4HU18 
4HU20 


30LW54 
30LW56 
3OLW58 


30LW55 


30LW57 
30LW59 


4HU22 


Programmable Day Use Wall Mount Box Lockers 


48" 14%" 18" 


30LW53 


Box Locker Unit with Coat Rod 


(6) Wide, (6) Tier 
(es 78" 18 


Programmable Day Use Box Locker Unit with Coat Rod — 
72 781g 


W H OD 
Wardrobe Lockers 


12 ie 1a" 
12 —78 45" 
12 78" - 18° 
(1) Wide, (2) Tier 
25 ae es 
Sie 78 Ap 
— 12" 78" 18" 
(1) Wide, (3) Tier 
— 2" 78" 2" 
ae ee 
12° _. 78" _ 18 
(3) Wide, (1) Tier 
36° 78" 12" 
8G" 78" 15° 
36" 78" 18" 
(3) Wide, (2) Tier 
36" 78" 12" | 
eG. fe 15) 
36" 78" 18" 
(3) Wide, (3) Tier 
36" 78" 12" 
36" 78" 15" 
36" 78" 18" 
Box Lockers 
(1) Wide, (6) Tier 
12 78" 12" | 
12" 78" 15" 
ae a 
(3) Wide, (6) Tier 
— 36" 78" 12" 
36" 78" AB 
36" 78" 18" 


30LW52 


| UNASSEMBLED 


Item 
No. 


2PGP5 
2PGP7 
2PGP9 


2PGR2 
2PGR4 
2PGR6 


2PGR8 
2PGT1 
2PGT3 


2PGP6 
2PGP8 
2PGR1 


2PGR3 
2PGR5 
2PGR7 


2PGR9 
2PGT2 
2PGT4 


2PGT5 
2PGT/ 
2PGT9 


2PGT6 
2PGT8 
2PGU1 


30LW61 


4HU21 
3OLW60 


ASSEMBLED 


Item 
No. 


2PGU2 
2PGU4 
2PGU6 


2PGU8 
2PGV1 
2PGV3 


2PGV5 
2PGV7 
2PGV9 


2PGU3 
2PGU5 
2PGU7 


2PGU9 
2PGV2 
2PGV4 


2PGV6 
2PGV8 
2PGW1 


2PGW2 
2PGW4 
2PGW6 


2PGW3 
2PGW5 
2PGW/ 


1-800-GRAINGER (472-4643) 
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Find the wy. Find Solutions. Find Great Prices. 


SHELVING & STORAGE 
Steel Lockers 





Heavy-Duty Ventilated Steel Lockers 


= 16-ga. ventilated body = 18-ga. solid back 
= 14-ga. ventilated doors = 6"H legs 
= Continuous piano hinge 


Diamond-perforated front and sides provide maximum 
air flow. Lock hole cover plate and number plates We H 
included. 8 


Accessories, including sloping tops and closed metal 
bases, are available separately on page 1254. 


UNASSEMBLED | ASSEMBLED 
Item Item 
W H D No. No. 
Wardrobe Lockers 
1) Wide, (1) Tier 
18° 12 A4VEK2 
12 78" 15 4VEK4 
70° 18 4HE71 
15" 78" 15 4VEK6 
78" 18 4HE73 
48" 78" 18 4HE75 
78" 21 4HE77 
1) Wide, (2) Tier 
78" 12 4VEK8 
IZ 78" 15 4VEL1 
78" 18 4HE85 
15" 78" 15 4VEL3 
16: 18 4HE87 
48" 78" 18 4HE89 
78" 21 AVELS 





(3) Wide, 
(1) Tier 





Hlallowell| 


Extra Heavy-Duty All-Welded Steel 
Quiet™ Ventilated Wardrobe Lockers 





= Gray powder-coated finish 








Hlallowell | 
UNASSEMBLED | ASSEMBLED 
Item Item 
D No. No. 





(3) Wide, r 
. (1) Wide, (2) 
a evasion Tier Wardrobe 


Locker 








(1) Wide, 
(2) Tier 


bof GRAINGER 
APPROVED 


Ventilated Steel 
Wardrobe Lockers 


= 16-ga. ventilated doors and 16-ga. ventilated sides 

= 6'H legs 

= Powder-coated finish 

Welded door frame provides a strong, rigid locker unit. Combines security, 
visibility, and optimal air flow. Features diamond-shaped front and side perfora- 
tions. See page 1256 for optional accessories for unassembled units. 





Double-Tier, 
3 Wide 





= 16-ga. body 
= 14-ga. diamond-perforated aa Unassembled = — 

doors with 3'W, full-height door W H D No. = Snap-together design assembles in minutes 

stiffener for maximum rigidity (1) Wide, (1)Tien UNASSEMBLED | ASSEMBLED 
= 18-ga. solid back ne Ca > CHOOSE: Item Item 

12 18 2PGY4 W H D Color No. No. 

= 11-ga. MIG-welded latch 18" 72 18" 2PGY6 
= 16-ga. continuous piano hinge 1) Wide, (2 ret a spGvG F8361  * 
= Gray powder-coated finish 12" 75% TH oPGT71 ee 
= Fully assembled S| a Ss | ae 7 F8359 * 
Maintenance-free lockers feature Silden Ter a >PGY3 Ss 
single-point through-the-handle latch- a 72" 18" 2PGY5 F8360 
ing system with continuous vertical — oe 2" 18) PGT D7528 = * 
door strike at both hinge and latch side. 8) Mise. (@) ep _ 
No moving parts allow quiet operation. - 7218" _-2PGZ2 D7531 
Number plates included. 94" 72! 18" 2PGZ4 * Not available in Tan. 


Sign in to 


com® to see YOUR Pricing and Ii 
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Plastic Lockers Details on page Al. 





SHELVING & STORAGE Scan. Order. Done. =la 


Flallowell 


VersaMax™ 
Phenolic 
Wardrobe and 
Box Lockers 


= Phenolic construction 
= %¢'-thick sides and backs; 
¥4"-thick tops, bottoms, and 
shelves; 2"-thick doors 
Non-porous surface eliminates 
the ability for mold, bacteria, 
and mildew to grow; ideal for 
wet environments. Graffiti- and 
water-resistant and easy to 
clean. Prepared for padlock (not 
included) or electronic lock. 
Frameless design maximizes 
clear opening. 
PADLOCK HASP ELECTRONIC KEYPAD 


Item Item 
W H D No. No. 





(1) Wide, 
(6) Tier Box 
Locker 














(1) Wide, 
(1) Tier 
Box Locker Wardrobe 
i Locker 
Wardrobe ZLocker __ a [= | (1) Wide, 
1) Wide, (2) Tier (6) Tier Box 
i 72" 18" 38857 Locker (1) Wide, 
RS (2) Tier Z 
Locker 
Inlallowell ; 
Heavy-Duty Assembled Plastic 
= Tt = LJ ® 
Antimicrobial Wardrobe and Box Lockers Hlallowell 
AquaMax™ Plastic | - tigh-density polyethylene salpenne 
solid plastic construction TAUPE | BLUE DOORS 
Wardrobe Lockers = Locker body is %" thick; i : : item _ 
as Hiqh- i Il th: 0. 0. 
High density polyethylene doors are 1" thick Wardha lacker 
construction Wardrobe lockers feature 1) Wide, (1) Tier 
= Microbiocidal to help prevent surface-mounted solid plastic 
the spread of bacteria handle with padlock hasp, 
= ¥g"-thick locker body; gravity lift locking system, and 1) Wide, (3) Tier 
Y2"-thick doors 2 single hooks per opening; 5 i 7 72 18" | 16X116_ |  16X118 
Provide permanent protection single, double and 2 tier models. ene "6 Tier 
against bacteria, MRSA, Staph, and Box lockers feature single point 2 
E. Coli in applications where the padlock hasp and pull handle atria tag 
(1) Wide, spread of microbes is a concern. (padlock not included). aa i 
(2) Tier Z Ideal for use in healthcare facili- ; 
Locker ties and locker rooms. Frameless 
design maximizes clear opening. 
Easy-to-clean lockers are impact- 1 
and dent-resistant; will never rust REGISTER NOW! 
and are resistant to most common Enjoy These 
chemicals. Wardrobe doors have a Features & More! 
surface-mounted lift handle with 
padlock lug and multiple point latch- ae 
ing (padlock not included). [Vf Access iets ieee 
[VY View order history , 
; ; Item ey 
Locker Configuration Ww H D No. [(Y Save favorites to your personal lists 4 
Wardrobe Locker gets 
1) Wide, (1) Tier 12" 72" 12" 38Y837 [VM Check real-time product availability 
1) Wide, (2) Tier 12" 72" 18" 38839 
WardrobeZLocker > Sign in or register on Grainger.com® today! 
1) Wide, (2) Tier ti" 2 18" 38Y841 
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Inlallowell: 
Cubix’™’ Lockers 


= 16-ga. knockdown body 
= 16-ga. continuous piano hinges 
= Powder-coated finish 


Backs have keyhole punching 
for easy wall mounting and top, 
bottom, sides, and backs are 
prepunched to attach to other 
Cubix lockers. 18-ga. doors are 
solid and nonvented or diamond No. 
perforated for increased airflow. 30Lwe2 
Finger-pull latch is ready for 

padlock (sold separately). 


No. 
3O0LW67 











UNASSEMBLED 
Blue Black | Light Gray 
Item Item Item 
Locker Door Type W H D No. No. No. 
Prepared for Padlock (Padlock Not Included) 
(1) Wide, (1) Tier 
Ventilated 11% 1216 12" 3OLW62 | 30LW63 | 30LW64 
Solid 11% 121Me' 12" 3OLW65 | 30LW66 | 30LW67 
Clearview 11% 12'1Me' 12" 3OLW68 | 30LW69 | 30LW70 
With Built-In Key Lock 
(1) Wide, (1) Tier 
Ventilated 11% 12'Me' 12" SOLW71 | 30LW72 | 30LW73 
Solid 11% 12'"%6" 12" 3OLW74 | 30LW75 | 30LW76 
Clearview 11% 12'1Me' 12" 3OLW77 | 30LW78 | 30LW79 
People Committed to Quality Since 1936° (5) Tier 





Locking Cell 


Phone Lockers 


= Adoors are 644"W x 54"H 

= B doors are 13"W x 5%4"H 

= Combination have 12 A doors and 4 B doors 
Can safely store and secure cameras, cell phones, keys, tablet PCs, wallets, 
and other personal items. Aluminum construction with a durable powder- 
coated finish. Surface or counter-top mounting. Resettable combination locks 
can be set to a fixed combination, or a combination that resets after each use. 
Master keyed locks include 3 keys and allow access to all compartments with 
a master control key. 











RESETTABLE 
COMBINATION KEYED 
Item Item 
W H D > CHOOSE: Color No. No. 
A-Doors 
(3) Wide, (5) Tier 
24" oi gy" Aluminum, Bronze, Gold, Sand G3235 G3240 
(4) Wide, (5) Tier 
30%" ol: gy," Aluminum, Bronze, Gold, Sand G3233 G3238 
(5) Wide, (5) Tier 
Bi" 31: gy" Aluminum, Bronze, Gold, Sand G3232 G3237 
B-Doors 
(2) Wide, (5) Tier 
30%" él gy," Aluminum, Bronze, Gold, Sand G3236 G3241 
Combination Doors 
(4) Wide, (5) Tier 
302" 31" gy" Aluminum, Bronze, Gold, Sand G3234 G3239 
* GRAINGER 
APPROVED 
Cell Phone Lockers 
(3) Wide, 
Store cell phones, keys, wallets, (10) Tier 
and other personal items. Easy to 
assemble. Can accommodate a 
padlock (sold separately). 
GRAY TAN BLUE 
Item Item Item 
Locker Configuration W H D No. No. No. 
(1) Wide, (10) Tier Q" 669%" Q" 10Y618 10Y619 10Y620 
(3) Wide, (10) Tier 27' 66" Q" 10Y621 — — 
(3) Wide, (10) Tier 27" 669%" Q" — 10Y622 10Y623 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








SHELVING & STORAGE 
Specialty Lockers 


lnlallowell: 


Black Tie™ 
Lockers 


= 16-ga. hinges 
= Black body and frame 
= Powder-coated finish 


Sturdy, knockdown 24-ga. body 
with 16-ga. wardrobe doors and 
18-ga. box doors. Louvered for 
ventilation. Continuous piano- 
type hinges. Stainless steel 
recessed handle with multipoint 

gravity lift type on wardrobe seiue 
doors. Box doors have friction No. 








catch finger-pull handle. 35UWS8 
UNASSEMBLED ASSEMBLED 
Light Light 
Black /Gray/Black| Red/Black) Black (Gray/Black) Red/Black 
Item Item Item Item Item Item 
W H D No. No. No. No. No. No. 
Wardrobe Locker 
(1) Wide, (1) Tier 
12" {z 18° | 35UW44 | 35UW45 | 35UW46 | 35UW68 | 35UW69 | 35UW70 
(1) Wide, (2) Tier 
12" 72° 18" | 35UW47 | 35UW48 | 35UW49 | 35UW71 | 35UW72 | 35UW73 
(1) Wide, (3) Tier 
12" 72 18" | 35UW50 | 35UW51 | 35UW52 | 35UW74 | 35UW75 | 35UW76 
(3) Wide, (1) Tier 
36" 72" 18" | 35UW56 | 35UW57 | 35UW58 | 35UW80 | 35UW81 | 35UW82 
(3) Wide, (2) Tier 
36" rea 18" | 35UW59 | 35UW60 | 35UW61 | 35UW83 | 35UW84 | 35UW85 
(3) Wide, (3) Tier 
36" 72 18" | 35UW62 | 35UW63 | 35UW64 | 35UW86 | 35UW87 | 35UW88 
Box Locker 
(1) Wide, (6) Tier 
ie 72 18° | 35UW53 | 35UW54 | 35UW55 | 35UW77 | 35UW78 | 35UW79 
(3) Wide, (6) Tier 
36" 72 18° | 35UW65 | 35UW66 | 35UW67 | 35UW89 | 35UW90 | 35UW91 
(1) Wide, 
(3) Tier 
(3) Wide, 
(4) Tier 
aT . 
Irlallowell 
Charging Station Lockers 
Lockers charge laptops and UNASSEMBLED | ASSEMBLED 
; ; Item Item 
other electronic devices W 4 D No. No. 
while keeping items SeCure ‘Wardrobe Locker 
with electronic access (1) Wide, (3) Ter z SaaS sade 
doors. Each unit features 15" 78% xE S0LW1i 30LW27 
side ventilation for max. ia 78" 13" 30LW13 30LW29 
airflow while still Keeping ee (eee 30LW15 30LW31 
our items safe and secure, -2)Wide, (3) Tier 
us jee 1 30LW10 30LW26 
Powder-coated, 16-ga. 78° OT" 30LW12 30LW28 
cold rolled sheet steel 5A" ie i aatWiG alae 
with 14-ga. solid sheet | Baxlockar 
steel door. Include built-in (1) Wide, (4) Tier 
channel with electrical 45" i yes aia WLW 
outlet punch outs for oe ee 18" 30LW21 30LW37 
concealed aftermarket ___ 78-2 30LW23 30LW39 
wiring to convert lockers (3) Wide, Uf) Her if s0LWiG Sowa 
to charging stations. Also 45" 79" 4" 30LW20 30LW36 
include electronic, code 54 8 18" 30LW22 30LW38 
access locking handle. oI aes _ 





SHELVING & STORAGE 
Specialty Lockers 


ad 


Scan. Order. Done. 
Details on page A1. 


Wii 





lallowell 


Rookie’ KD 
Steel Team/ 


Gear Lockers 


= 16-ga. ventilated body 
= 14-ga. doors 
= 18-ga. solid backs 


Upper security box has finger- 
pull padlock hasp. Lockers 
include number plate, hat 
shelf, 2 single hooks, and 
stainless steel coat rod. 
Padlocks sold separately. 


UNASSEMBLED ASSEMBLED 
Item Item 
W H D 


No. No. 
Gear Locker with Shelf 


24 iZ: 18" Red, Blue —_H5121 H5129 
24" 72" 22. Red, Blue 45122, H5130 


Gear Locker with Security Box 


Gear 
Locker 
No. H5127 





> CHOOSE: 
Color 








~ Red, Blue 
—_H5125 | 














24" fe a Red, Blue —H5126 
Gear Locker with Security Lock and Foot Locker 
24" 72" 18" Red, Blue 
Red, Blue W128 
Inlallowell 
Bulk Storage 
Lockers 


Provide durable security for 
larger items. 16-ga., 2" 
flattened expanded metal 
construction with heavy-gauge 
channels and angles. Doors are 
hinged with 13-ga., 7-knuckle 
butt hinges. Light gray powder- 
coated finish. 


LOCKER TOPS 


Recommended for use where 
ceiling height is 12" or more 
above locker height. Include 
16-ga. rear angle for increased 
rigidity. 


Single-Tier 
Starter 


Double-Tier 


Starter LOCKER BACKS 
STARTER | ADD-oN Required for use between back- 
Overall Overall Overall Item Item to-back units, or where locker 
Width Depth Height No. No. 


RalicSiaravelacvars backs are away from walls. 


Single-Tier Item 
36° 90" 5JML9 W D No. 
36 48" 90" —5JMN1 Locker Top 
60" 90" 5JMN3 36" 5JMR2 
36" 90" 5JIMN5 36" 48" 5JMR3 
48 48" 90 5JMN7 60" 5JMR4 
60" 90 5JMNI 36" 5JMR5 
Double-Tier = ee 48" 48" SJMR6 
36 90" 5JMP1 60" 5JMR7 
36" 48" 90" oJMP3 Overall Overall Item 
60 90" 5JMP5 W Height No. 
36 90 5JMP7 Locker Back 
48" 48" 90" 5JMP9 36" 90" 5JMR8 
60" 90" 5JMR1 48" 90" 5JMR9 
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Tey (euket 
SOU A ie | 
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Poon e uu 
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(1) Wide, 
(1) Tier 


* 


GRAINGER 
APPROVED 


Snap-Together Lockers 


» Steel construction 
= Powder-coated finish 


Feature a recessed handle and built-in lock 
with 2-pt. locking system. Include 2 keys. 
Doors have vented holes for air circulation. 
All lockers have a coat rod, door hook, and 
lower removable shelf. Single-tier lockers 
also include a hat shelf. 


GRAY PUTTY BLACK 
Item Item Item 
W H D No. No. No. 






18 | 4MUU6 | 4MUVS | — 
"18" | 4MUU7 | 4MUV2 | 4MUV6 
~aMuus | 4MUV3 | 4MUV7 






HERE | 


| M N M My M N , 
vie 
Oren 


Ri 


1m] 
wh 
a | 


| We 





2-Shelf Unit 


Overall Width 
49" 
60" 
61" 
72" 
3. 


Overall 
Depth 
cee 
30. 
3a. 
oor 
oa" 


Find even MORE on Grainger.com® 


Iriallowell 
Visibility Locker 


= 13-ga. flattened expanded 

metal sides and back 
= Four 16-ga. welded-in metal shelves 
= Light gray powder-coated finish 


Provides durable storage with full content 
visibility from all sides. All-welded galvanneal, 
corrosion-resistant sheet steel construction. 
Doors are 14-ga. diamond perforated, rein- 
forced, with heavy-duty butt hinges. 


Note: Lock not included. See Index under “Locks” or go 
to Grainger.com®. 





No. of Item 
W D H Shelves No. 
18" 18" 74%" 4 1AEL7 
@ 
in LITTLE 
on GIANT 


Bulk Storage Lockers 


= 13-ga. expanded metal with %4" x 
114" diamond-shaped openings 

= 72" interior height, 78" overall height 

= Ship assembled 


Secure, visible storage for large and bulky 
items. Each door opens a full 270° and 
features a padlockable slide latch (padlock 
not included). Easy-to-move using forklift or 
pallet truck with handy 4" underclearance. 


Without 
1-Shelf Unit | 2-Shelf Unit Shelves 
Overall Item Item Item 
Height No. No. No. 
78 — 20WT96 | = 20WU08_ | 20WU15 


78 ae eee 


78" 20WT97_ | 20WU09 = 
78" ee ee ir 
78" 20WT98 20WU10 = 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SHELVING & STORAGE 
Find the wi. Find Solutions. Find Great Prices. Modular Storage Cabinets 


Modular Storage Cabinets Drawer Compartment Information 
For modular storage cabinets, see example table below to help identify drawer compartment information. 


'No. of Compart. > CHOOSE: | Item 


Cabinet Height No. of Drawers | per Cabinet ae of Compartments Per rawer| Usable Drawer Height — Color |_No. 
_30" Modular Drawer Cabinets 


Te | (5) 24, (2) 20, (1)16 | (5) 24" (2) 3%" (1)5%" | Black, Dark Blue, LightGray | G8297__ 


—— < ~~ % 


How tall is How many How many How many How tall is the 
the unit? drawers does the compartments are compartments are usable space in 
unit contain? in the whole unit? in each drawer? each drawer? 












No. of 
Cabinet No. of | Compart. | No. of Compartments CHOOSE: Item 
Height Drawers | per Cabinet Per Drawer Usable Drawer Height Color No. 
30" Mobile Modular Drawer Cabinets a = 
35° 100 | (1) 48, (2) 20, (1) 12 (hy a8 Ayo" 4TT08 o W Modular 
rawer Cabinet 
Pa (1) 28, (2) 15, (1) 2147, (1) 3% (1) pines 
5 | oy o'chy 29 a S) aa ome 7 Bright Blue - 
" ; 5 4 3 3 
33 fe (1) 16, (1) 12 av (1) 514), (1) 816" 4KC83 
6 56 (3) 24, (2) 20, (1) 12 ty 394 He aKcst 
30" Modular Drawer Cabinets Ons ETE “) 
3 2 J 
ul eo a ‘ Sort Ty Black, Dark a 
; F 1", 4", ack, Var 
6 o/ 2) 8, (1) 1 1} 64 (2) 8%" | Blue, Light | 88305 
7 70 (2) 16, (2) 12, (3) 8 (1) 514", (6) 7" Gray | J4647 
104 At By 8. (6) 5Y%", (2) 7" G8304 
(1) 20, (2) 16, (2) 3%", (3) 5", 
; 156 20 0) wb (4) OU aoa EA G8302 
bl bl 4 bi 2 bl 
134 16, (2) 12, (1) 8 (2) YA, (3) BY! G8303 
2 ee a 
J | 4 J 4 J 
188 (3) 16, (1) 12 (3) 5Y, (1) BY" G8301 
13 256 W) 3 (3) es 4) | (7) 2%, (5) 394, (1) 7" G8296 
15 360 (7) 24, (8) 24 ma) YB) 5 cx pare toe 
4", o" ack, Dar 
6 96 (2) 20, (2) . i moon T) Blue, Light G8299 
(1) 32, (2) 20, (1) 16, a", (1) 3" ray 
i 114 ( ip 2, ‘ 18 (6 aM) eae G8292 60"W Stationary 
(1) 4, A" (1) 3" Workcent 
931 (1) 48, (1) 32, (1) 16, (2) (5) 2%, (2) 394 Aapue 
EO (2125, (ys {) : | (1) 44", (1) 7" 
rar: 112 (4) 20, (2) 16 (4) 3%", (2) 578 G8298 
8 176 (5) 24, (2) 20, (1) 16 |(5) 2V", (2) 344", (1) 54" G8297 
45" Extra-Wide Modular Cabinets Extra-Wid 
7 110 (1) 20, (6) 15 (1) 5%", (6) 7" | Black, Dark | G8284 ee 
Bo’ 170 (7) 20, (2) 15 (4) 3%", (3) 5Y4", (2) 7" Say G8285 vothend vanme 
57 (4) 24, (4) 18, (1) 15 |(4) 3%", (4) 5%" (1) 815"| Dark Blue S6NL31 mm ——— 
60" Double-Wide Modular Cabinets = 
; 7 132 (1) 24, (6) 18 (7) 5M, (6) 7" [Black Dark | @8282 = idmar 
59" i f \ ue, Light . 
. 9 220 (4) 28, (3) 24, (2) 18 | (4) 3%", (3) 5%", (2) 7 Gray 98283 Stanley® Vidmar® Modular 
60" Stationary Work Centers ae = . 
413 |e | Greve tor Black, Dark, 68288 Storage Cabinets 
: , u : u ue, i t . . . 
37" 10 166 OTB (ay B. (iy aor ||. keer Nee " Gray G8287 = 400-Ib. capacity per drawer, based on evenly distributed loads 
No at Cahinel > CHOOSE: Hari 7 All-welded steel; powder-coated finish 
, W 4s H cab D Shelves _ Shelf Cap.* Color No. = Single key locking system 
verhead Storage Cabinet a 
30" BT 7H 2 4001. Black, Gray, Dark Blue Ga2a9__* “Mipped with drawer partitions installed 
Extra Wide Overhead Cabinet ; re ea wes = All cabinets are 27%" deep 
Noutle Wide Gsemead €4biaet : act aie, aes Adjustable partitions and dividers allow configuring compartments to meet 
60" 3t" 279A" 2 400 Ib. Black, Gray, Dark Blue __—«@8281 specific needs. Fully extendable drawers are guaranteed against failure. 


* Based on evenly distributed loads. 





QUICKLY ORDER ¥§sScan. Order. Done. 
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: e Scan the Item Number 
Catalog With Your e See Your Price 


Mobile Device e Place Your Order. Done 
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SHELVING & STORAGE 
Modular Storage Cabinets 





281%4"W Modular 
Drawer Cabinet, 
Bright Blue 
No. G8230 
28 1%4"W Modular 
Drawer Cabinet, 
Classic Blue 


No. G8232 


Open-Front 
Shelf Cabinet, 
Bright Blue 
No. G8246 





Sliding-Door 
Shelf Cabinet, 
Light Gray 
No. G8239 





= 440-lb. capacity per drawer, based 

on evenly distributed loads 
= All-welded steel, powder-coated finish 
= Built-in drawer locking 

system includes 2 keys 
= 281%4"W cabinets are 281%4"D; 

40%"W cabinets are 22%4"D 
Full-extension drawers provide full access, 
while included drawer dividers allow 
creating custom compartments. Unique 
PrevenTip® locking system allows only 1 
open drawer at a time. Flush full-width 
recessed handles. Hinged handle label 
holder and printable labels included. 


Additional dividers available; call 1-800-GRAINGER 
(472-4643). 


No. of 
Cabinet No. of | Compart. 
Height Drawers per Cabinet 
224" Width Modular Drawer Cabinet 


Per Drawer 


No. of Compartments 


Scan. Order. Done. 
Details on page A1. 


For Modular Cabinet Compartment Information, see page 1263. 
Modular Storage Cabinets 


LISTA= 
OPEN-FRONT 


Stack on top of cabinets. No. G8246 fits 

on single extra-wide cabinets; No. G8240 
fits on 2 side-by-side standard-width cabi- 
nets. Stationary bottom shelf has 1%" lips 
on both sides. Center shelf adjusts in 1" 
increments. 


Additional dividers available; call 1-800-GRAINGER 
(472-4643). 


SLIDING-DOOR 


Allow easy access to items on shelves, 
while providing secure storage with 
lockable door. No. G8248 fits on single 
extra-wide cabinets to save floor space, or 
use as a counter unit and No. G8239 fits top 
of 2 side-by-side standard-width cabinets. 


Additional dividers available; call 1-800-GRAINGER 
(472-4643). 


> CHOOSE: Item 
Usable Drawer Height Color No. 


(2) 2%", (1) 3%", 


33V," 5 55 — (1) Ya", (1) 74 Bright Blue | 1VD84 
284" Width Modular Drawer Cabinet 
8 88 (6) 12, (2) 8 (6) 5" (1) 7") 9" G8234 
9 124 (9) 12, (9) 16 (9) 5° G8235 
10 206 —_\(3) 30, (3) 20, (2) 16, (2) 12 (6) 4", (4) 5" J5880 
11 172 (4) 20, (4) 16, (2) 12, (1) 4} (4) 2", (4) 4", (2) 5", (1) 9" G8236 
59%" 40 210 (4) 24, (3) 20, (3) 12, (2) 9 (4) 2", (3) 3", (5) 5" G8237 
264 (4) 30, (4) 20, (4) 16 (6) 3", (6) 4" Bright BI J5881 
13 273 (4) 30, (4) 20, (4) 16, (1) 9} (4) 2", (4) 3°, (4) 4", (1) 5° ae Blue J5883 
14 282 — (6). 2", (6):3", (2) 5" Light Gray "| £8513 
16 300 (15) 20 Q2.7)3 (1) 4 G8238 
5 61 (3) 16, (1) 9, (1) 4 (3/55 (1). 7,1) 9" G8230 
7 114 (4) 20, (1) 16, (1) 9 (2) (2) 3" iyo (2) 7° G8231 
4193/4" 9 154 (2) 20, (2) 24, (3) 16, (2) 9 (4) 2", (3) 3°, (2) 5" | G8232 
10 210 Bb) 16 75)'9) (4) 2", (6) 3" G8233 
4074" Width Modular Drawer Cabinet 
rs 66 (3) 12, (1) 12, (1) 6, (2) 6 (ia, (2)7 (2) 9° G8244 
126 (5) 18, (3) 12 (5)5",(3) & J5884 
9 105 (3) 15, (4) 12, (2) 6 (3). (aha, (3) if" F9092 
i 2) 21, (3) 18, (3 2) 22a) oO; to 
ve 40. “,(i) 12,8 5 c)7, (1) | right sue, |_°8248 
177 (3) 21, (5) 18, (2) 12 (6) 4", (4) 5" Classic Blue,| J5885 
12 204 (4) 21, (4) 18, (4) 12 (6) 3", (6) 4" Light Gray J5886 
13 312 —_|(4) 36, (4) 21, (4) 18, (1) 12] (4) 2", (4) 3°, (4) 4°, (1) 5° J5887 
5 5/7 (2) 15, (1) 12, (1) 9, (1) 6 (3) 5", (1) 7", (1) 9" G8243 
4133" i 96 (2) 18..(2) 15, (2) 12.1) 6 (4 3'(2) 5G) 7 G8242 
9 117 (2) 18, (3) 15, (2) 12, (2) 6 (4) 2", (3) 3", (2) 5" G8241 
No. of Cabinet > CHOOSE: Item 
W H D Shelves Shelf Cap.* Color No. 
Base Cabinet 
40 V4" 33/2" 2242" 2 G8246 
i i 1 Light Gray, Classic 
562 33% 28% 2 G8240 
40 V4" TEA 59 Vp" 3 440 lb. Blue, Bright Blue 8248 
56%" 4134" 28" 2 Light Gray, Classic Blue | G8239 


* Based on evenly distributed loads. 


* GRAINGER 


APPROVED 


Modular Storage Cabinets 


= 320-lb. capacity per drawer, based on evenly distributed loads 
= All-welded steel; powder-coated finish: black with red drawers 
= Right-side locking system secures all 

drawers with 2 keys (included) 
= All cabinets measure 28"W x 281%"D 


Full drawer extension allows complete access to contents. 
Adjustable drawer dividers are included to create smaller compart- 
ments as needed. Ball-bearing telescoping slide suspension 
enables smooth drawer opening and closing. Large, full-width 
handles provide space for included labels. 





No. of No. of 
Cabinet No. of Compart. | Compartments Usable Item 
Height Drawers | perCabinet | Per Drawer | Drawer Height No. 
(2) 234", (4 
62 1/' 9 90 (6) 9, (3) 12 A5A", (3) BY" 2HFP5 
No. 2HFP4 No. 2HFP5 No. 2HFP6G 13 | 117 (13) 9 (11) 254", (2) 434"|  2HFP6 
AA" 7 66 (6) 9,(1)12 | {3),274. (3) | ouEpa 


4Ya", (1) 6%" 
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Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


GRAINGER CHOICE’ SHELVING & STORAGE 
Find the wy. Find Solutions. Find Great Prices. Modular Storage Cabinets 





LYGN® 


Modular Storage Cabinets 


= 400-lb. capacity per drawer, based 

on evenly distributed loads 
= Steel construction with powder-coated finish 
= All cabinets are 2814" deep 
Flexible, high-density storage saves floor space 
and reduces storage footprint up to 50%. 
Ergonomic drawer handles with labels and shields 
for easy access and part identification. Feature 
single wall drawer construction and independent 
suspension on fully-extendable drawers. Slotted 221%16"W, 221316"W, 
interior drawer walls compartmentalize and orga- Putty Dove Gray 
nize parts. Key lockable. 



























































































































































































































































































































































































































































































































































SINGLE MULTIPLE 
| DRAWER ACCESS DRAWER ACCESS 
Cabinet No. of Compart. No. of Compartments > CHOOSE: Item Item 
Height No. ofDrawers | _ per Cabinet Per Drawer | Usable Drawer Height | Color No. No. 
_22%4"W Modular Drawer Cabinets 2 a = iia - = - : am _ 7 
334" 6 108 | (1) 24, (2) 20, (2) 16, (1) 12 | (2) 2M", (1) 3", (2) 3%", (1) 7’ | Putty, Dove Gray G8560 G8561 
-30°W Modular Drawer Cabinets = ; Zs - _ a 
oye = 64 | (1) 16, (2) 12, (3) 8 (2) 6%, (1) 7", (2) 8%, (1) 1194 __G8570 _ 8571 
7 80 (2) 16, (2) 12, (3) 8 (1) 5%", (6) 7’ | G8568 G8569 
44a 1 248 (2) 32, (3) 24, (4) 20, (2) 16 (7) 2%", (3) 3) (1) 3%" 7 Putty, Dove Gray [ G8566 | __—«G8567 
3714" 4 48 ; (4) 48 | 4) 7' | L G8564 | G8565 
8 176 (5) 24, (2) 20, (1) 16 | (5) 2%", (2) 354", (1) 5%" G8562 G8563 
3612"W Modular Drawer Cabinets EE re tates Sey 
59 V4! 11 269 0 3) WW) 5 ) 3 ) (2) 214", (2) 3", (3) 3%", (4) 514" Putty, Dove Gray G8572 G8573 
4414"W Modular Drawer Cabinets 7 eee eee eee — — 
1 244 __(4) 32, (4) 24, (1) 20, ) 3%", (4) 5%", (1) 8%" G8574 G8575 
oe 11 | 192 (2) oa (3) 0 (3) 16 (3) 12 aes (5) 394", (2) 51 Ai (17 peu Deveciey G8576 [ G8577 




















































































































































































































































































































































































































































































No. 410Y27 
No. 410Y16 
No. 
410Y11 No. 
410Y21 
| | NON- 
pp No. of No. of Usable KNOB LOCK) KEY LOCK | LOCKING 
™ pauinet nr of Secu t ets Hani ay mn om 
= eig rawers _ per Cabine er Drawer eight | o | No | 0. 
Modular Drawer Cabinets ‘Drawer Systems ao, aes 
= __ 4 48 (4) 12 (1) 3", (3) 6 | 41011 | 410Y15 | 
= Black textured powder-coat finish 5 60 (5) 12 (3) 3", (2)6" | 410Y10 | 410Y14 — 
=» Aluminum extruded drawer pulls with label areas 26" F i a 1b a . Her __410Y09 aA 
= All cabinets are 22"D, except No. 410¥27 is 1272'D | oe a 34 (712 (7)3° | atovo8 | a10v12 | — 
Large-capacity drawer systems are equipped with heavy-duty ball bearing 15" 4 48 (4) 12 (43) | — | — | 410Y16 — 
slides that allow drawers to fully extend. Inserts with adjustable dividers sid a Rack j a5 _ oe ee: : joel 
(4) 12 (4) 3 —- | — 410Y21 __ 
allow users to customize each drawer for storage of tools or larger items. Utility Cabinet ie 
__ 9 1 al _0 (je | | 427 |  — 
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SHELVING & STORAGE Scan. Order. Done. 
Heavy-Duty Storage Cabinets Details on page Al. 








Choosing the Right Strength Storage Cabinet 


Heavy-Duty Cabinets — Industrial Cabinets Commercial Cabinets 


Constructed of 12- Constructed of 16- or 18-gauge Constructed of 20-, 22-, 
or 14-gauge steel, steel, great for use in manu- or 24-gauge steel, ideal 
designed for use in facturing facilities and other for general purpose, 

the most demanding industrial environments. light-duty storage 
environments. applications. 


Full Height with 
Bi-Fold Doors Cabinet ASSEMBLED 
pea; ore No.of Shelf Locking Locking STEEL 
Height Width Pepin Shelves Cap.* Gauge Points Mechanism Brand | ItemNo. — 
36" 18" 4  1900lb. 12 3 Padlock Hasp Durham Mfg) 16D690 








































































































36" 20". 4S 1900lb. 12 3 PadlockHasp StrongHold| 5ZHO7 
36° 20° 4 1900lb. 12 3  PadlockHasp Durham Mfg) 34A979 
36" 21" ~=4 ~=—1450lb. 14 3 Padlock Hasp Hallowell | 1YHF6 
36" 24" 41450 lb. 14 3 Padlock Hasp Hallowell | 1YHF7 
36° 24" 4S 1750lb. 14 3 Padlock Hasp Durham Mfg) 34A982 
36" 24" 4 1900lb. 12 3. Padlock Hasp Strong Hold) 4UZ08 
3624" 4S 1900lb. 1220S ‘Keyed Durham Mfg 16D691 
36" 24" 8  950lb. 12 3 Padlock Hasp Strong Hold| 2RNC6 
36" 24" 8 50Ib. 128 Keyed Durham Mfg|  16D696. 
48 24" 4 700lb. 14 3 Keyed Durham Mfg) 3NYN5 
48° 24" 4 1200 lb. ‘12 3 Keyed  DurhamMfg) 16D693 _ 
438" 24" 4 1200lb. 14 3. Padlock Hasp Durham Mfg} 34A983 
78" 48" 24 4 1450 lb. 14 3 PadlockHasp Hallowell | 1YHF9 
4g" 24" 5 700Ib. 14 3 Keyed Durham Mfg) 3NYNG 
48" 24" 8S B00 Ib. 12 3 Padlock Hasp Strong Hold) 5ZH08 
48" 24 8 1275 Ib. 12 3 Keyed Durham Mfg| _16D697 
60" 24 4 1450 lb. 14 3 Padlock Hasp Hallowell | _1YHG1 
60" 24° 4 1650lb. 12 3 Padlock Hasp Strong Hold| 4UZ10 
60" 24" 4 1650lb. 12 38 Keyed Durham Mfg) 16D694_ 
60" 24 4 1650lb. 14 3 Padlock Hasp Durham Mfg| 34A984 
60" 24 8 825lb. 12 3 Padlock Hasp Strong Hold| 5ZHO9 
60" 24" 8S 1525 lb. 12 3 Keyed Durham Mfg) 16D698 _ 
72" 24" 4  1625lb. 12 3 Padlock Hasp Strong Hold| 5ZH10 
72, 24" ~=4 + ~=«1525lb. 12 = Keyed Durham Mfg) 16D695 
72" 24" 8 765 lb. 12 3 Padlock Hasp Strong Hold| 5ZH11 
Ta" 24" 8 1200Ib. 12, 38_Padlock Hasp Durham Mfg) 34A980 
Full Height 36" 18" 4 700 ID. 14 3 Keyed Durham Mfg) 3NYL2__ 
tei 36" 24" 3 1000lb. 14 3 Keyed  DurhamMfg) 3NYL7 
Cloarview Doors ry 36" 247 4 1000lb. 143 Keyed Durham Mfg) 3NYL6_ 
No. 1UCD2 48" 24 3 700lb. 14 3 Keyed — Durham Mfg} 3NYN3__ 
48" 24 4 700lb. 14 3 Keyed Durham Mfg) 3NYN2__ 
48" 24" 4 1200lb. 12 3 PadlockHasp StrongHold| 4UZ09 
36° 24" = 3-—Ss«1900lb. 12 3 Padlock Hasp Strong Hold| 2RNC1 
36" 24" 3 1900lb. 12 o Padlock Hasp Durham Mfg) 34A953 _ 
36" 24" 6S Ib. =12 3 ~~ PadlockHasp Strong Hold| 2RNC5 
DURHAM MFG ao ® 36" 24" 6 1900Ib. 12 3 Padlock Hasp Durham Mfg) 34A956 
Er StrongHold LYON Inlallowell 48°24" 3 1200Ib. 12 3 Padlock Hasp Strong Hold|  2RNC2_ 



















































































































































































48" 24" 3s 1200lb. 12 3= 8 Keyed Durham Mfg| 16D692 
H H 48" 24" 3 1200 lb. 12 3. Padlock Hasp Durham Mfg) 34A946 
Heavy-Duty Shelving Storage Cabinets “43° 2a" 6600 Ib. 123 Patllock Hasp_ Strong Hold 2RNGT — 
. 66" 48" = 24" 6 1275|b. 12 3 Padlock Hasp Durham Mfg) 34A957 
= Adjustable shelves 60° 24° 3  1650lb. 12 3  PadlockHasp StrongHold| 2RNC3 
—Prj 60" 24" 8 16501b. 12 3 Padlock Hasp Durham Mfg| 34A954 
Galvanneal Steel Prime galvanneal sheet steel construction 60" 24" 6 8251b. 123 Padlock Hasp Strong Hold | 2RNC8 
provides excellent corrosion resistance for outdoor applications 60" 24" 6  1900lb. 12 3 Padlock Hasp Durham Mfg| 34A958 
and general high-humidity conditions. 72° 24" 31300 Ib. 12 3 Padlock Hasp_ Durham Mfg) 34A955 
72 24 3 15251b. 12 3 Padlock Hasp Strong Hold| 2RNC4 
Cabinet ASSEMBLED 72" 24" 6 765 |b. 12 3 Padlock Hasp Strong Hold| 2RNC9 — 
No. of Shelf Locking —Locking STEEL 12) 24 6 1900lb. 12. 3 Padlock Hasp Durham Mfg} 34A959 
Height Width Depth Shelves Cap.* Gauge Points Mechanism — Brand | ItemNo. — 64" 36°21" 4 1450lb. 14 3. PadlockHasp Lyon |  5JL38 
Full Height ; 48" 24" 4 1450 |b. 14 3. PadlockHasp Lyon | 3MA46_ 
BiFoldDors a 36 183 1250Ib, 14 3 Keyed Durham Mfg) 3NYL1__ 
84" 36" 18" 4  500lb. 14 8 Padlock Hasp Durham Mfg) 3NYJ9 60" 36" 21" 4 1450lb. 14 3 Padlock Hasp Hallowell | 1YHF5 
79" 36" 18" 3 = 500lb. = 14 8 Padlock Hasp Durham Mfg) 3NYJ8 48" 24" 4  1450lb. 14 3 Padlock Hasp Hallowell | 1YHF8 
36° 24" 3 300 Ib. S14 8 Padlock Hasp Durham Mfg| 3NYK1 Ventilated Doors aaa - ee 
Clearview Doors — a ee 34" 36° 18" 4S 900 Ib. 14 3 Keyed Durham Mfg} — 1UBL3 
36" 24" 4 1450 1b. 14 3 Padlock Hasp__Hallowell_| 34495 36" 24 3900 Ib. 14 3 Keyed Durham Mfg) 3NYK6 
48" 24" 4  1200lb. 12 3 Padlock Hasp Strong Hold| 1UBW4 3eF A" A 1450 1b. 14 3 Padlock Hasp Hallowell | 34A493 
78" 48" 24" 41200 Ib. 12 3 Padlock Hasp Durham Mfg_ | 340947 36" 24" 4  1900lb. 12 3 Padlock Hasp Strong Hold| _1UBU9 
48" 24" 4 1450 lb. 14 3 Padlock Hasp Hallowell | 34A496_ 386" 4" 41900 lb. 12 3 Padlock Hasp Durham Mfg) 34A934 
60" 24" = =4 + =1650lb. 12 3 Padlock Hasp Strong Hold; 1UBW5 ~ 78" 48°24" 4  1200lb. 12 3 Padlock Hasp Strong Hold} _1UBV1 
60" 24 4  1650lb. 12 3 Padlock Hasp Durham Mfg} 34A948 43" 24" 4  1200lb. 12 3 Padlock Hasp Durham Mfg) 34A935 
66" 48" 24 3 1200lb. 12 3 Padlock Hasp Strong Hold; 1UBW3 48" 24" 4 1450lb. 14 3 Padlock Hasp_ Hallowell | 34A494 _ 
Standard Doors: ee oe ee 7 60" 24" 4  1650lb. 12 a] Padlock Hasp Strong Hold| 1UBV2 
36" «18 4 1250lb. 14 3 Keyed Durham Mfg) 3NYL4_ 60" 24" 4  1650lb. 12 3 Padlock Hasp Durham Mfg, 34A936 
84" 36" 24" = 2 1000lb 14 3 Keyed Durham Mfg) 3NYN1 | 36" 18" 4 900lb. 14 q ‘Keyed Durham Mfg! 1UBL2 
36" 24" 4900 Ib. =3914 = 8 ~——~Padlock Hasp Durham Mfg} = 3NYK2 36" 24" 3 900lb. 14 a Keyed Durham Mfg} = 3NYK5 
36" 21" 4 1450lb. 14 3 PadlockHasp_——Lyon__—|_—_—‘5JL39 72" 48" 18" 3. 700'b. 14 8 Keyed Durham Mfg) 1UBL4 
39" 36" 24" 4  1450lb. 14 3 Padlock Hasp Lyon | 5JL40 | 48" 4" 2  900lb. 14 3 Keyed Durham Mfg} 3NYP2 
— 48" 24" 4  1450lb. 14 3 Padlock Hasp Lyon | 5JL45° 43" 24" 3 700lb. 14 3 Keyed Durham Mfg|  3NYK7 
60" 24" 4 1450 lb. 14 3 PadlockHasp Lyon | 3MA47 ~~ 60" 36"_~—*18" 3 ~=©900lb. 14 3 Keyed Durham Mfg) 1UBL1 
* Based on evenly distributed loads. B 
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SHELVING & STORAGE 


Heavy-Duty Storage Cabinets 





DURHAM MFG 
Est. 1922 


7 
Stronghold 


LYGN® CEL 





Heavy-Duty Shelving Storage Cabinets 


No. of 


Shelf 


Locking 


Height Width Depth Shelves Cap.* Gauge Points 


Counter Height 
Clearview Doors 
36" =—20" 
42" 36" 2" 
48" 24" 
Standard Doors 
«00: : 
48° —~ 36" 18° 
4p 36" 21" 
36" = 20" 
36°. 20° 
36° 21" 
36" 24" 
42" 36" —s 24" 
36" 24" 
36" 24" 
48" 24" 
48" 24" 
Ventilated Doors 
42" 36" 2" 
Desk or Table Height 
Clearview Doors 
24" 20" 
1 24" 20" 
36° 36" 90" 
36" 24" 
Standard Doors 
24" =20° 
24" ~=20" 
a oo 620° 
36° 36" 20" 
36" 24" 
36" 24" 


No. of 
Height Width Depth Shelves 


Full Height 
Clearview Doors 
78" 48" — 24" 
66" 48" 24" 
Standard Doors 
36" ~=—20" 
36" 24" 
78" = 48" — 24" 
60" 24" 
fa 24" 
36" 24" 
« 00 - 24° 
66° 4g" 04 
48" = 24" 
Ventilated Doors 
78" = 336"— 24" 


No. of 
Height Width Depth Shelves 


Full Height 
Standard Doors 
36" 21" 
1 36" 24" 
18° ~4g" 94° 
60" 24" 
s 30°. 21 
60" 4g" 9g 


D9] PS] PDS) DY) PO| PS] PS] P| PS} BPO) PO RO) RO} Po 


pe) 


RO) RS} RO} PO 


RO) DO} POS} PO} PO 


©) G9) Od) 09/00) BB) BR ao; 


aS 


BB) BB) BBR 


1900 Ib. 
1900 Ib. 
1200 Ib. 


1750 Ib. 
1250 Ib. 
1450 Ib. 
1900 Ib. 
1900 Ib. 
1450 Ib. 
1000 Ib. 
1900 Ib. 
1900 Ib. 
1900 Ib. 
1200 Ib. 
1200 Ib. 


900 Ib. 


1900 Ib. 
1900 Ib. 
1900 Ib. 
1900 Ib. 


1900 Ib. 
1900 Ib. 
1900 Ib. 
1900 Ib. 
1900 Ib. 
1900 Ib. 


Shelf 
Cap.* 


1200 Ib. 
1200 Ib. 


1900 Ib. 
1900 Ib. 
1200 Ib. 
1650 Ib. 


765 Ib. 


1900 Ib. 


950 Ib. 


1200 Ib. 


600 Ib. 


1900 Ib. 


Shelf 
Cap.* 


1450 Ib. 
1450 Ib. 
1450 Ib. 
1450 Ib. 
1450 Ib. 
1450 Ib. 


* Based on evenly distributed loads. 


Stronghold 


12 
12 
12 


12 
14 
14 
12 
iz 
14 


G9} G9) GI) GO} G9) GO} G9) GO) GO} GO) GO) GO G9) GO) GO 


oo 


(Celi ee) i cel ice) 


G9) G9) G9) GO GO| GO 


Locking 


Gauge Points 


12 
12 


G9) G9) GO} G9} GO) GO} GO} GO) GO G9) GO 


oo 


Gauge Points 


14 


DURHAM MFG’ 
Est. 1922 


G9) G9) GO GO) GO) GO 


Heavy-Duty Steel Wardrobe Storage Cabinets 
= Adjustable shelves 
= 3-pt. locking mechanism; padlock hasp 


Designed with a hanger shelf on 1 side, and an upper area for hat storage. Other side can store 
heavy materials and tools. 


Height 


60" 
48" 
48" 
36" 
36" 


78 


Width 
60" 


Depth 
24" 


24" 
24" 
24" 
24" 
24" 


* Based on evenly distributed loads. 


O1 O71) OF7 O71 O71) C1 


No. of Shelves 











Full Height with 
Ventilated Doors 











No. 1UCD4 
Cabinet ASSEMBLED 
Locking STEEL 
Mechanism Brand Item No. 
Padlock Hasp Durham Mfg, 34A965 
Padlock Hasp Durham Mfg) 34A967 
Padlock Hasp Strong Hold 2RNE9 
Padlock Hasp Durham Mfg) 410Y49 
Keyed Durham Mfg; 3NYK9 
Padlock Hasp Lyon 5JL37 
Padlock Hasp Strong Hold 1UBV5 
Padlock Hasp Durham Mfg, 34A939 
Padlock Hasp _ Hallowell 1YHF4 
Keyed Durham Mfg} 3NYL5 
Padlock Hasp Strong Hold 1UBV7 
Padlock Hasp Durham Mfg) 34A941 
Padlock Hasp Durham Mfg} 34A981 
Padlock Hasp Strong Hold 1UBV8 
Padlock Hasp Durham Mfg) 34A942 lb 
Keyed Durham Mfg] 3NYKA W sinmarbelehnwin 
Standard Doors 
Padlock Hasp Strong Hold; 2RNE4 No. 5JL37 
Padlock Hasp Durham Mfg} 34A963 
Padlock Hasp Durham Mfg) 34A964 
Padlock Hasp Durham Mfg} 34A966 
Padlock Hasp Strong Hold 1UBV3 Countertop with 
Padlock Hasp Durham Mfg} 34A937 Clearview Doors 
Padlock Hasp Strong Hold| 1UBV4 No. 2RNE4 
Padlock Hasp Durham Mfg, 34A938 
Padlock Hasp Strong Hold 1UBV6 
Padlock Hasp Durham Mfg| 34A940 
ASSEMBLED 
Cabinet STAINLESS 
Locking STEEL 
Mechanism Brand Item No. 
Padlock Hasp Strong Hold 1UCD2 
Padlock Hasp Strong Hold 1UCD1 
Padlock Hasp Strong Hold| 2RND4 
Padlock Hasp Strong Hold 2RND5 Cabinet Leg Kit 
Padlock Hasp Strong Hold 2RND6 No. 1YHG9 
Padlock Hasp Strong Hold| 2RND7 
Padlock Hasp Strong Hold 2RNE3 
Padlock Hasp Strong Hold 1UCC6 ASSEMBLED 
Padlock Hasp Strong Hold 1UCD7 GALVANNEAL 
Padlock Hasp StrongHold| 1UCC7 No. of Shelf Locking Cabinet Locking STEEL 
Padlock Hasp Strong Hold 1UCD8 Height Width Depth Shelves Cap.* Gauge Points Mechanism — Brand Item No. 
Counter Height 
Padlock Hasp Strong Hold| 1UCD4 42" 36" at" 2 _1450lb. 14 3 Padlock Hasp_ Hallowell 1YHJ5 
ASSEMBLED GALVANNEAL STEEL 
GALVANNEAL Description Brand Gauge Item No. Brand Gauge _ Item No. 
Locking Cabinet Locking STEEL Additional Shelves 
Mechanism _ Brand Item No. 36'W x 21"D Hallowell 14 1YHK7 — —_— _ 
36'W x 21'D Hallowell 16 1YHJ2 — — — 
36'W x 24"D Hallowell 14 1YHK8 =| Durham Mfg 14 34A986 
Padlock Hasp_ Hallowell 1YHJ7 36'W x 24"D Hallowell 16 1YHJ3 — — _ 
Padlock Hasp Hallowell 1YHJ8 48'"W x 24"D Hallowell 14 1YHK9 | Durham Mfg 14 34A987 
Padlock Hasp Hallowell 1YHK1 48'"W x 24"D Hallowell 16 1YHJ4 — — — 
Padlock Hasp_ Hallowell 1YHK2 Cabinet Leg Kits, Pkg. of 2 
Padlock Hasp Hallowell 1YHJ6 4"H x 21"D Hallowell 12 2KEJ7 — — — 
Padlock Hasp Hallowell 1YHJ9 4"H x 24"D Hallowell 12 1YHG9 — — — 
= Standard doors 
= Powder-coated finish 
ASSEMBLED 
Shelf Cap.* Gauge Brand Item No. 
975 Ib. 12 Strong Hold 3THP9 
1200 Ib. 12 Durham Mfg 34A971 No. 
700 Ib. 12 Strong Hold 3THP8 3THP7 
1900 Ib. 12 Durham Mfg 34A970 
1150 Ib. 12 Strong Hold 3THP7 
1900 Ib. 12 Durham Mfg 34A969 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1267 





SHELVING & STORAGE 
Heavy-Duty Storage Cabinets 


Scan. Order. Done. 
Details on page A1. mai 








Combination 
Drawer Cabinet 
No. 34A943 


Combination 
Wardrobe Cabinet 
No. 5JL46 





Wardrobe/ 
Drawer Cabinet 
No. 34A972 





Shelving Cabinet 
No. 34A975 





‘ Combination 
DURHAM MFG Drawer Cabinet 
Est. 1922 No. 410Y39 


Heavy-Duty Steel Pegboard 
Storage Cabinets 


= 3-pt. locking mechanism; = Powder-coated finish 
padlock hasp = Standard doors 


Durable cabinets feature high-capacity shelves and standard-sized 
peg holes in the doors for hanging and secure storage of tools. 


No. of ASSEMBLED 
Height Width Depth Shelves  ShelfCap.* Gauge Item No. 
Shelving Cabinets 
36" 24" 4 1375 Ib. 12 34A975 
36" 24" 4 1750 Ib. 12 410Y42 
48" 24" 2 1000 Ib. 12 410Y43 
48" 24" 3 1000 Ib. 12 410Y44 
78" 48" 24" 4 1000 Ib. 12 410Y45 
48" 24 4 1750 Ib. 12 34A976 
48" 30 2 1000 Ib. 12 410Y47 
60" 24 4 750 Ib. 12 410Y46 
60" 24 4 1525 Ib. 12 34A977 
60" 30 3 1000 Ib. 12 41048 
Combination Drawer Cabinets 
: 24" 1 1750 Ib. 12 410Y41 
78" 36" 24" 3 1750 Ib. 12 410Y39 
48" 24" 4 400 Ib. 12 410Y40 


* Based on evenly distributed loads. 
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LYOGN® GAL 


Heavy-Duty Combination 
Storage Cabinets 


= Adjustable shelves 

= 3-pt. locking system 
= Powder-coated finish 
Galvanneal models provide excellent corrosion resistance for outdoor applica- 
tions and general high-humidity conditions. 


= Standard doors 
= Ship fully assembled 


ASSEMBLED 
GALVANNEAL 
No.of Shelf STEEL STEEL 
Height Width Depth Shelves Cap.* Gauge Brand Item No. Item No. 


Combination Drawer Cabinets 


2 1900 Ib. 12 Durham Mfg 34A951 — 

36" 24" 3 1900 Ib. 12 Durham Mfg) 34A949 = 

78" 36" 24" 4 1900 lb. 12 Durham Mfg  34A950 = 
48" 24" 3 1200 lb. 12 Durham Mfg) 34A943 = 

60" 24" 3 1650 lb. 12 Durham Mfg) 34A944 = 

72" 24" 3 1600 lb. 12 Durham Mfg  34A945 = 


Combination Wardrobe Cabinets 


4 1450 lb. 14 Lyon oJL46 = 
82" 48" 24" 4 1450 lb. 14 Lyon 3MA48 = 
60" 24" 4 1450 Ib. 14 Lyon 3MA49 — 
36" 24" 4 1450 lb. 14 _ Hallowell 1YHG2 1YHK3 
78 48" 24" 4 1450 Ib. 14 Hallowell 1YHG3 1YHK4 
60" 24" 4 1450 lb. 14 Hallowell 1YHG4 1YHKS 


Combination Wardrobe/Drawer Cabinets 

: : 1 1900 lb. 12 Durham Mfg) 34A972 — 
1900 lb. 12 Durham Mfg} 34A973 — 
1025 lb. 12 Durham Mfg} 34A974 — 


78" 48" 24" 1 
60" 24" 1 
* Based on evenly distributed loads. 


No. 2RND1 





No. 34A960 


= DURHAM MFG 
Strongnold Est. 1922 


Heavy-Duty Steel Outdoor 
Storage Cabinets 


= 3-pt. locking mechanism; = Powder-coated finish 
padlock hasp = Standard doors 

Designed specifically for outdoor use with a sloped top to shed 

water and a gasketed sealed door frame and rain guard to 

provide additional weather resistance. 





No. of ASSEMBLED 

Height Width Depth Shelves ShelfCap.* Gauge Brand Item No. 
36" 24" 4 1900 Ib. 12 Strong Hold 2RND1 

36" 24" 4 1900 Ib. 12 Durham Mfg 34A960 

78" 48" 24" 4 1200 Ib. 12 Strong Hold 2RND2 
48" 24" 4 1200 Ib. 2 Durham Mfg 34A961 

60" 24" 4 1650 Ib. 12 Strong Hold 2RND3 

60" 24" 4 1650 Ib. 12 Durham Mfg 34A962 


* Based on evenly distributed loads. 


1-800-GRAINGER (472-4643) 


SHELVING & STORAGE 
Heavy-Duty & Industrial Storage Cabinets 


GRAINGER CHOICE* 


Find the wy. Find Solutions. Find Great Prices. 





Heavy-Duty Steel Janitorial 
Storage Cabinets 


= Shelves are adjustable 

= 3-pt. locking mechanism 

= Powder-coated finish 

Designed with a convenient broom storage area and shelves for storage of 
heavy materials, tools, and other industrial items. 















































































































































































































































































































































































































































































































































































































































































































































































































































































































































No.of Shelf Cabinet Locking ASSEMBLED 
Height Width Depth Shelves Cap.* Mechanism Gauge _ Brand Item No. 
‘StandardDoors 9 eae VLEs Bi a 
3624" 4 1150 lb. Padlock Hasp == 12. ~—StrongHold| 3THR4 
36" 24" A 950ID. Keyed = 12 Durham Mfg) 16D699 
7g, 4824" A 7001D. __—~Padlock Hasp___12__—Strong Hold | __3THRS 
AB 24" A 1600 1b. Keyed 12 Durham Mfg) 16D701 
60" 244975 Ib. Padlock Hasp__12__—Strong Hold | __ 3THR6 
: _ 60" 24" 4 __1300 Ib. Keyed 12 Durham Mfg| _16D702 Ventilated Doors 
Nentilated Doors: —_ | pee een Standard Doors No. 3NYK8 
_ 84" __ 36" _—24”’ ss _—2900 Ib. Keyed 14 Durham Mfg) 3NYK8- No. 3THR4 
* Based on evenly distributed loads. 
DURHAM MFG i [Ml aliowvell Wppycrancern §2iNco 
Est. 1922 mM oil APPROVED W@=— = 
Industrial Shelving Storage Cabinets —_ 
= Shelves are adjustable | Cabinet models constructed from galvanneal sheet steel feature 
excellent corrosion resistance for outdoor applications and general 
high-humidity conditions. 
ASSEMBLED 
Cabinet GALVANNEAL | STAINLESS 
No. of Shelf Locking Locking STEEL STEEL STEEL 
Height Width Depth Shelves Cap.* Points Mechanism Gauge Brand Item No. | ItemNo. | Item No. — 
Cabinets w/ Standard Doors y =9 
36" 18 4 1250lb. 3 Points Keyed 16 Durham Mfg) 160678 | =— |) — 
34" 36" 24" 4 1250 |b. 3 Points Keyed 16 Durham Mfg | 16D681 | _— — 
48" 24 4 500 Ib. 3 Points Keyed 16 Durham Mfg | 16D684 _ _ 
60" 24 4 300 lb. 3 Points Keyed 16 Durham Mfg | 16D685 _ _ 
36" 21 4 1000 lb. 3Points Padlock Hasp 16 Hallowell 1YHE2 1YHH3 _— 
36" 24 4 400 Ib. 2 Points Keyed 18 GA | — _— 6MNW4 
36" 24 A 1000 Ib. 3 Points Padlock Hasp _16 Hallowell 1YHE3 1YHH4 = 
78" 48" 24" 4 400 Ib. 2 Points Keyed 18 GA _— — | 6MNW5 
48" 24 4 900 lb. 3 Points Keyed 16 Durham Mfg | 16D683 _ _ 
48" 24 4 1000 lb. 3Points Padlock Hasp 16 Hallowell 1YHE5 1YHH6 _ 
60" 24 4 1000 lb. 3Points Padlock Hasp 16 Hallowell | 1YHE6 1YHH7 | — 
36" 18 4 400 Ib. 2 Points Keyed 18 Jamco — | —_—_ 23PA40 
73" 36" 24" 4 400 Ib. 2 Points Keyed 18 Jamco — | — 23PA42 
48" 24" 4 400 Ib. 2 Points Keyed 18 Jamco | — | = 23PA43 
36" 18 4 400 lb. 2 Points Keyed 18 GA — | —_—_ 6MNW3 
79! 36" 18 4 700 Ib. 3 Points Keyed 16 Durham Mfg | 16D677 _— _ 
36" 24" 4 700 Ib. 3 Points Keyed 16 Durham Mfg} 16D680 | — _ 
48" 24 4 1000 Ib. 3 Points Keyed 16 Durham Mfg| 16D682 — | o— 
62%" 64" 28" 3 1450 lb. 1 Point Padlock Hasp 16 Durham Mfg | 1UBL5 = [| = 
36" 18" 3 400 lb. 2 Points Keyed 18 Jamco — —_ | 23PA36 
61" 36" 24" 3 400 |b. 2 Points Keyed 18 Jamco = = __ 23PA38 
48" 24" 3 400 |b. 2 Points Keyed 18 Jamco _— — 23PA39 
36" 18 3 700 lb. 3 Points Keyed 16 Durham Mfg | 16D676 _— _ 
60" 36" 21" 4 1000 Ib. 3Points Padlock Hasp 16 Hallowell 1YHE1 1YHH2 _ 
48" 24 4 1000lb. 3Points PadlockHasp 16 Hallowell | 1YHE4 | 1YHH5 | = — No. 16D683 
48" 36" — 18" 2 700 Ib. 3 Points Keyed 16 Durham Mfg 16D675 | — oa 
36" 18 2 400 lb. 2 Points Keyed 18 GA _— _— 6MNW2 | 
42" 36" st" 2 1000 Ib. 3 Points Padlock Hasp 16 Hallowell 1YHD9 1YHH1 —_ 
36" 24" 2 1250 Ib. 3 Points Keyed 16 Durham Mfg | 16D679 — —_— _ 
36" 18" a2 400 |b. 2 Points Keyed 18 Jamco — | — 23PA32 
37°86" 4" 2 400 |b. 2 Points Keyed 18 Jamco — | — 23PA34 
48" 24" 2 400 |b. 2 Points Keyed 18 Jamco — | _ 23PA35 _ 
Description W Material Brand | Item No. 
Additional Shelves are 
For use with Nos. 23PA32, 23PA36, 23PA40 16 Stainless Steel Jamco 23PA44 
For use with Nos. 23PA34, 23PA38, 23PA42 214" Stainless Steel Jamco 23PA46 
For use with Nos. 23PA35, 23PA39, 23PA43 21%" Stainless Steel Jamco 23PA47 
For use with Nos. 6MNW83, 6MNW2 36" Stainless Steel GA | 6MNW7 
For use with Nos. 6MNW4 36" Stainless Steel - GA | 6MNW8 
For use with Nos. 6MNW5 : 48" 18-Ga. Steel : GA 6MNW9 
For use with Nos. 1YHD9, 1YHE1 36" 16 Gauge Cold Rolled Steel Hallowell 1YHF1 
For use with Nos. 1YHE3, 1YHE7 36" 16 Gauge Cold Rolled Steel Hallowell 1YHF2 
For use with Nos. 1YHE4, 1YHE5, 1YHE8 48" 16 Gauge Cold Rolled Steel Hallowell 1YHF3 
For use with Nos. 1YHH1, 1YHH2, 1YHH3 36" 16 Gauge Galvanneal Steel Hallowell 1YHJ2 
For use with Nos. 1YHH4, 1YHH8 _ 36" 16 Gauge Galvanneal Steel Hallowell 1YHJ3 
For use with Nos. 1YHH5, 1YHH6, 1YHH9 48" 16 Gauge Galvanneal Steel Hallowell 1YHJ4 
































No. 6MNW2 


* Based on evenly distributed loads. 
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SHELVING & STORAGE 
Industrial Storage Cabinets 





Scan. Order. Done. 
Details on page A1. 
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APPROVED 


Industrial Wall-Mount 


Storage Cabinets 


= 2-pt. locking paddle handle includes 2 keys 
= Standard doors 
= Stainless steel finish 
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Includes | | ADDITIONAL 
Mounting Cabinet UNASSEMBLED) ASSEMBLED | SHELF 
Height Width Depth No. of Shelves Shelf Cap.* Hardware Shelf Style Gauge Brand Item No Item No. | Item No. 
30" 12" 1 150 Ib. Yes Fixed 18 GA 6MNU8 — | 6MNW6 
30 30" 12° 1 150 Ib. No Adjustable 18 GA 6MNWi |‘ 6MNWE6 
_ _ 30" 12" 2 150 Ib. No Adjustable 18 Jamco — 23PA30 23PA31 
* Based on evenly distributed loads. 
No. 
1YHE7 
No. 31XW98 
|| ® 
Inlallowell 
Industrial Combination Storage Cabinets 
= Shelves adjust in 3" increments 7) 
= 3-pt. locking mechanism with 3" locking rod and padlock hasp \Sondueky) 


= Powder-coated finish 

= Standard doors 

Feature full-width top shelf, 3 adjustable partial-width shelves, and a hanger 
rod. Standard steel cabinets feature DuraTough™ prime cold-rolled sheet steel 
construction and are ideal for general purpose storage. Galvanneal steel models 
feature prime galvanneal sheet construction that provides excellent corrosion 
resistance for outdoor applications and general high-humidity conditions. 



















































































ASSEMBLED 
GALVANNEAL 
No. of STEEL STEEL 
Height Width _ Depth __— Shelves __ Shelf Cap.*_Gauge | Item No. | Item No. 
36" 24" 4 1000 Ib. 16 | 1YHE7 1YHH8 
78" 48" 24" 4 1000 Ib. 16 | 1YHE8 1YHH9 
60" 24" 4 1000 Ib. 16 | 1YHE9 1YHJ1 
* Based on evenly distributed loads. 
Find even 
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ITT 


on Grainger.com® 


Industrial Stainless Steel 
Storage Cabinet 


= Shelves adjust in 2" increments 

= 3-pt. locking mechinism (2 keys included) 

= Clearview doors 

Durable 18-gauge, type 304 stainless steel construction. Shelves support up to 
400 Ib. each. Full length piano hinges on doors. 














No. of ‘(ASSEMBLED 
Height Width Depth Shelves _ Shelf Cap.* Gauge Item No. 
72" 36" 18° 5 500 Ib. 18 | 31XW97 
78" 48" 24" 5 500 Ib. 18 | 31XW98 








* Based on evenly distributed loads. 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SHELVING & STORAGE 
Find the wy. Find Solutions. Find Great Prices. Commercial Storage Cabinets 





tennsco) [APT CEPA GRAINGER (eendusky] 


Commercial Steel Shelving 
Storage Cabinets 


= Shelves adjust in 2" increments 
= Powder-coated finish 


Shelves adjust on integrated support tabs and fit tightly to sides and back 
with no clips needed. Raised bases protect doors from damage by mops. 
Reinforced doors with nylon lock bar guides open 180° for full access to 
contents. Cabinets feature a 3-pt. locking mechanism with keyed chrome 
handle (key included), except Nos. E1446, E1448, G6554, E1445, E1447, 
E1449, G6552, and G6553, which have a 2-pt. locking mechanism. Clearview 




















Cabinets have see-through acrylic doors to provide visibility to contents and 2 Clearview Doors Standard Doors 
swing handles, 1 with key lock. No. 34A348 No. 6MNY2 
No. of Shelf > CHOOSE: ASSEM. UNASSEM. No. of Shelf > CHOOSE: ASSEM. UNASSEM. 
H W_ OD Shelves Cap.* Gauge Colort Brand | Item No. Item No. H W_ OD Shelves Cap.* Gauge Colort Brand | ItemNo. Item No. 
Clearview Doors 36° 18° 4 150ib. 24 B, G, P GA J6201 J6199 
36° 18° 4 150lb. 22 LG,MG Tennsco| £4468 — 36° 18° 4 180lb. 22/24 B.C,DG,S Sandusky, 1274 — 
36° 18° 4 250lb. 20 B Hallowell! 34A384 34A348 36° 18° 4 200lb. 20/22 B,C,DG,S Sandusky| £1445 — 
36° 18° 4 250lb. 20 LG Hallowell] 344457 34A421 36° 18° 4 200lb. 20/22 B,C,DG,S Sandusky) G6534 — 
36 18° 4 250lb. 20 P Hallowell] 34A312 34A275 36 18° 4 200lb. 22 B,G,P Hallowell)  — G6755 
36° 24" 4 200lb. 22 MG Tennsco| £4469 — 36° 18° 4 200lb. 22 B, G, P GA G6756 _ 
36° 24" 4 250lb. 20 B Hallowell! 34A386 34A350 36° 24" 4 150lb. 24 B,G,P GA — J6200 
36° 24" 4 250lb. 20 LG Hallowell} 34A459 34A423 36° 24" 4 150lb. 24 G,P GA J6202 — 
36° 24" 4 250lb. 20 P Hallowell) 34A314 34A277 zo 36° 24" 4180 Ib. 22/24 B,C, DG, S Sandusky| _F8183 — 
48" 18° 4 150lb. 20 G GA | 411M01 — 36° 24" 4 200lb. 20/22 B C,DG,S Sandusky| £1447 — 
7g: 48° 18" 4 250 Ib. 20 B GA — 34A364 36° 24" 4 200lb. 20/22 B,C,DG,S Sandusky, G6535 — 
48" 18° 4 250lb. 20 LG Hallowell] 34A473 34A437 36° 24" 4 200lb. 22 B,G,P Hallowell! — G6757 
48" 18° 4 250lb. 20 P GA 34A328 34A291 36° 24" 4 200lb. 22 B Hallowell) G6758 — 
48" 18° 4 400lb. 20/22 MG Tennsco| £4497 — 36° 24" 4 200lb. 22 G,P GA G6758 — 
48° 24" 4 150lb. 20 G GA | 411M06 — 46" 24" 4 230lb. 20/22 B,C,DG,S Sandusky) £1449 — 
48° 24" 4 250lb. 20 B GA — 34A367 46° 24" 4 2301b. 20/22 B,C,DG,S Sandusky, G6538 — 
4g" 24" 4 250lb. 20 B Hallowell) 34A404 — 48" 18° 4 200lb. 22 B,G,P Hallowell! H2196 H2195 
48° 24" 4 250lb. 20 LG Hallowell) = — 34A440 48" 24" 4 200lb. 22 B,G,P Hallowell! H2198 H2197 
48° 24" 4 250lb. 20 P GA 34A331 34A294 — B, Y, LG, oe. 
48°24" 4 400 1b. 20/22 B,MG  Tennsco| E4498 = ee eS ee | ee 
48° 24" 4 400lb. 20/22 LG MG _ Tennsco — E4496 36" 18" 2 150lb. 22 B,LG___Tennsco = F0314 
36° 18° 4 150lb. 24 B, MG  Tennsco| £4462 —= 36° 18° 2 150lb. 24 B, G, P GA — J6208 
36° 18° 4 150lb. 24 B, G, P GA — J6216 36" 18" 2 150lb. 24 P GA J6209 _— 
36° 18° 4 150lb. 24 G, P GA J6212 = 36° 18° 2 180lb. 22/24 B.C,DG,S Sandusky 4492 — 
36° 18" 4 200lb. 22 B,G,P  Hallowell| — G6759 36° 18" 2 200lb. 20/22 B,C,DG,S Sandusky, G6531 — 
36° 18° 4 200d. 22 B, G, P GA G6760 = 36° 18° 2 200lb. 20/22 B,C,DG,S Sandusky G6551 — 
36° 18° 4 200lb. 22/24 G,LG Sandusky 1922 = gor 36°24" 2180 Ib. 22/24 B,C, DG, S Sandusky, G6544 — 
36° 24" 4 150lb. 24 B GA — J6217 36° 24" 2 200lb. 20/22 B,C,DG,S Sandusky, G6532 — 
bee laa B, LG, 36° 24" 2 200ib. 20/22 B,C,DG,S Sandusky, G6552 — 
72" 36" 24" 4 200lb. 24 Mig. ¢  Tennsco, £4463 — 367 D4" 0 Ib BP CA — 16230 
36° 24" 4 200lb. 22 B,G Hallowell) — G6761 36° 24" 2 200ib. 22 G,P GA J6195 — 
36° 24" 4 200lb. 22 BG GA G6762 — 46° 24" 2 230lb. 20/22 B,C,DG,S Sandusky) G6533 — 
36° 24" 4 2001b. 22/24 GY Sandusky F1923 — 46° 24" 2 230lb. 20/22 B,C,DG,S Sandusky) G6553 — 
36° 24" 4 200lb. 24 LG,MG,S Tennsco — E4475 48° 18° 2 150lb. 20 G GA J6224 — 
36° 24" 4 200lb. 22 P GA — G6761 4g" 24" 2 150lb. 20 B, G, P GA — J6223 
48° 18° 4 200lb. 22 B,G,P Hallowell} 2200 H2199 48° 24" 2 ~=150lb. 20 G,P GA J6225 — 
48° 24" 4 ~=200lb. 22 B,G,P Hallowell} 2202 H2201 18° 24" 71 85lb. 20/22 8B C,DG,Y Sandusky G6529 — 
ie. oa B, LG, _ , 36° 18 1 150lb. 24 GP GA J6196 — 
36" 18 2 150lb. 24 MG. § Tennsco| E4467 30 36° 18" 1 150lb 24 G GA = 76210 
gor 3618" 2150 Ib. 24 B,G,P GA — J6220 36° 18° 1 200lb. 20/22 B,C,DG,Y Sandusky, G6530 — 
36" 18" 2 150 lb. 24 MG Tennsco — E4478 Ventilated Doors 
48° 18° 2 150lb. 20 B, P GA J6227 — gr 36 24" 4250 Ib. 20 B Hallowell! 34A390 — 
48° 18° 2 4001lb. 20/22 LG,MG_ Tennsco| £4501 — 36° 24" 4  250lb. 20 LG Hallowell, 34A463 = 
Standard Doors 36" 18" 4 250lb. 20 B Hallowell! 34A385 34A349 
36° 18° 4 180lb. 22/24 B.C,DG,S Sandusky G6545 _ 36° 18° 4 250lb. 20 LG Hallowell) 34A458 34A422 
36° 18 4 200 1b. 20/22 B,C, DG, S Sandusky, E1446 — 36° 18° 4 250lb. 20 P Hallowell) 34A313 34A276 
36° 18° 4 200lb. 20/22 B,C,DG,S Sandusky, G6536 — 36° 24" 4 250lb. 20 B Hallowell] 34A387 34A351 
36° 18" 4 250Ib. 20 B Hallowell) 6MNZ4 6MNX6 36° 24" 4 250lb. 20 LG Hallowell] 34A460 34A424 
36" 18" 4 = 250lb. 20 LG Hallowell} 6MPAQ 6MNY2 7g: 36° 24" 4 250 Ib. 20 P Hallowell} 34A315 34A278 
36° 18° 4 250lb. 20 P Hallowell! 6MNY8 6MNXO 48° 18° 4 250lb. 20 B Hallowell! 34A402 34A365 
36° 24" 4 1801b. 22/24 B,C, DG, S Sandusky, G6546 = 48" 18° 4 250lb. 20 LG Hallowell) 34A474 34A438 
36° 24" 4 200lb. 20/22 B,C,DG,S Sandusky| E1448 — 48° 18° 4 250lb. 20 P Hallowell) 34A329 34A292 
36" 24 4 200!b. 20/22 B,C, DG,S Sandusky| _G6537 — 48" 24" 4 250lb. 20 B Hallowell! 34A405 34A368 
36" 24 4 250lb. 20 B Hallowell) 6MNZ5 6IMNX7 48" 24" 4 250\b. 20 LG Hallowell! 34A477 34A441 
7g 36" 24" 4250 Ib. 20 LG Hallowell! 6MPA1 6MNY3 48" 24" 4 250lb. 20 P Hallowell) 34A332 34A295 
36" 24 4 250lb. 20 P Hallowell) 6IMNY9 6IMNX1 36" 18" 4 200lb. 22 B,G,P Hallowell) G6764 G6763 
46° 24" 4 2301b. 20/22 B,C, DG, S Sandusky, G6539 = 7 36° 24" 4200 Ib. 22 B,G,P Hallowell) G6766 G6765 
46° 24" 4 ~230lb. 20/22 B,C,DG,S Sandusky, G6554 — 48° 18° 4 200lb. 22 B,G,P Hallowell! H2204 H2203 
48° 18° 4 250lb. 20 B GA 34A399 = 4g" 24" 4 200lb. 22 B,G,P Hallowell! H2206 H2205 
48° 18° 4 250lb. 20 LG _ Hallowell] 34A472 34A436 > CHOOSE: 
48" 18 4 250 Ib. 20 P GA 34A327 — W L Color Brand Item No. 
48" 18 4 400 Ib. 20 LG Tennsco = F0320 Storage Cabinet Dollies 
48" 24 4 250lb. 20 B GA 34A403 34A366 : 18" Tennsco F0996 
48" 24 4  250lb. 20 LG Hallowell| 34A475 34A439 36" 54" Light Gray, Champagne/Putty, Black, Medium Gray, Sand Tennsen F0997 
4g" 24" 4 2501b. 20 P GA 34A330 34A293 48" 24" Medium Gray, Sand, Black, Light Gray, Champagne/Putty Tennsco | E2262 
48" 24" 4 400lb. 20 S Tennsco — F0321 


* Based on evenly distributed loads. t AG Antimicrobial Gray, B Black, C Charcoal, DG Dove Gray, G Gray, LG Light Gray, MG Medium Gray, P Parchment, S Sand, Y Putty 
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Commercial Storage Cabinets Details on page A1. 
No. of Shelf > CHOOSE: ASSEMBLED |UNASSEMBLED 
Height Width Depth Shelves Cap.* Gauge Color t Brand | Item No. Item No. 
Clearview Doors 
36" Od" 4 250lb. 20 B Hallowell) 34A389 34A353 
36° Od 4 250lb. 20 P Hallowell, 34A317 34A280 
84" 4g" CO 4 250lb. 20 B Hallowell, 34A407 34A370 
48" 24 4 250lb. 20 AG Hallowell, 34A479 34A443 
48" 24 4 250lb. 20 P Hallowell, 34A334 34A297 
oy 36" 24 4 200lb. 22 agp Hallowell! G6770 G6769 
48° 24 4 200lb. 22 G, Hallowell, H2210 H2209 
Standard Doors 
36" Od" 4 250lb. 20 B Hallowell) 34A388 34A352 
36° Od 4. 250lb. 20 AG Hallowell) 34A461 34A425 
34 36" 24 4 250lb. 20 P Hallowell, 34A316 34A279 
48° 24 4 250lb. 20 B Hallowell  — 34A369 
4g" 24 4 250lb. 20 AG Hallowell, 34A478 34A442 
4g" 24 4 250lb. 20 P Hallowell, 34A333 34A296 
36° Od 1 200lb. 20/22 Sandusky) F1960 = 
36° 24 4 200lb. 20/22 Sandusky £2313 — 
36°24 4. 200lb. 20/22  B,C,DG,S Sandusky 1959 = 
7g _ 46" 24 4. 230lb. 20/22 Sandusky) E2314 = 
46°24 4. 230lb. 20/22 Sandusky’ G6561 = 
48° 18 4  250lb. 20 B GA = 34A363 
48° 18 4 250lb. 20 P GA = 34A290 
48° 24 4 250lb. 20 B Hallowell, 34A406 — 
30". 24 4. 200lb. 20/22. B,C,DG,S Sandusky) F5326 = 
: : 72" 36" 24" 4 200lb. 22 Hallowell, G6768 G6767 
salah e ta a heey 48°24" ~~ +4 ~~ ~+200lb. 22 B,G,P “Hallowell, H2208 H2207 
; ; gg’ 3624 3. 200lb. 20/22 Sandusky) G6560 = 
46°24 3. 2301b. 20/22 Sandusky) F5325 = 
‘- 48° 46" 24" 2 230lb. 20/22  B,C,DG,S Sandusky) G6559 = 
; 18" 24" 1 200Ib. 20/22 Sandusky) F5718 = 
Lu D (@marhicbul GRAINGER 36° 36" a4" 1 200Ib. 20/22 Sandusky) F5686 = 
Inlallowell (S2me reseewnn 8 APPROVED Ventilated Doors 
7 : 36° Od" 4 250lb. 20 B Hallowell.  — 340354 
Mobile Commercial Steel 36" 24" 4 250lb. 20 AG Hallowell) = — 34A427 
Sh vi St c binet 34 som 4 250lb. 20 P Hallowell, 34A318 34A281 
48° 24" 4 250lb. 20 B Hallowell, 34A408 34A371 
e ving orage aDINets 48° 24" 4  250lb. 20 AG Hallowell 34A480 34A444 
=» Shelves adjust in 2" increments 48" 24" 4 250 Ib. 20 P Hallowell} 34A335 34A298 
; . 36°24 4 200lb. 22 Hallowell G6772 G6771 
= 3-pt. locking mechanism with keyed (2) jg" 94" 4 ~~ -200Ib. 22 B,G,P Hallowell) H2212 H2211 
chrome handle (key included) W H D Color Brand Item No. 
= Include four 5" swivel casters (2 with brakes) Side Past handles s i Sa Sandusky spc Wi 
. . ¥) U 
= Powder-coated finish 93" 5 Avy" Black Sandusky 5DCW2 
Side Push Handles—Mount to either side of mobile cabinet 23 ‘ ae Dove Gray Sandusky auEte 


* Based on evenly distributed loads. ¢ AG Antimicrobial Light Gray, B Black, C Charcoal, 














to provide easier maneuverability. DG Dove Gray, G Gray, P Parchment, S Sand 
No. of Shelf Cabinet ASSEMBLED |UNASSEMBLED 
Height Width Depth Shelves Cap.* Gauge Color Brand Item No. Item No. 
Clearview Doors 
36" 18" 1 250\b. 20 B Hallowell | 34A391 — 
36" 24" 1 250\b. 20 B Hallowell | 34A393 34A357 
36" 24" 1 250 |b. 20 AG Hallowell | 34A466 34A430 
36" 24 1 250 lb. 20 P Hallowell | 34A321 34A284 
79" 48" 18 1 250 Ib. 20 B Hallowell | 34A410 34A373 
48" 18 1 250 lb. 20 AG Hallowell | 34A482 34A446 
48" 18 1 250 Ib. 20 P Hallowell | 34A337 34A301 
48" 24 1 250 Ib. 20 B Hallowell | 34A413 — 
48" 24 1 250 Ib. 20 AG Hallowell | 34A485 34A449 
48" 24 1 250 Ib. 20 P Hallowell | 34A340 34A304 
Standard Doors 
36" 18 1 150 Ib. 22 MG Tennsco 1UBU1 — 
36" 18 1: 2001b. 20/22 +B C,DG Sandusky | G6557 — 
36" 18 1 200 Ib. 20/22 B,C,DG Sandusky | G6542 — 
= 36" 18 1 250 |b. 20 B Hallowell | 6IMNZ6 6MNX8 
Clearview Standard Ventilated 36" 18° 1 250 Ib. 20 AG Hallowell 6MPA2 6MNY4 
or = ae eee ae ee 
noennees mo euewe eennooe 367 -o4" STS 00 Ib. 20/22 B.C, DG. S Sandusky | G6543 = 
78" 36" 24 1 200 lb. 22 P Tennsco | 3HNJ9 — 
* 36" 24" 1 250 |b. 20 B Hallowell | 6MNZ7 6IMNX9 
. . ; 36" 24" 1 250 lb. 20 AG Hallowell | 6MPA3 6MNY5 
Taleel|teyntsy | GRAINGER tennsco| (Genel relry) 36d 50D. 20 P__Hallowell_|_ 6MNZ1 6MINX3 
phen 5 APPROVED =": 2a —————_ 48°18" 1 250lb. 20 B Hallowell | 34A409 34A372 
. 48" 18" 1 250 lb. 20 AG Hallowell | 34A481 34A445 
Commercial Wardrobe 4g” 18" ~~ -1~~«S50 Ib. 20 P Hallowell | 34A336 34299 
. 48" 24" 1 250 |b. 20 B Hallowell | 34A412 34A375 
Storage Cabinets 48°24" 1 250lb. 20 AG Hallowell | 34A484 34A448 
ee 48" 24" 1 250\b. 20 P Hallowell | 34A339 34A303 
= Shelves adjust in 2" increments 79" 36" 18 1 150 lb. 24 B, G,P GA J6204 J6203 
a 3-pt. locking mechanism with keyed Gentilaiea ae. 24" 1 180 lb. 22/24 8B DG,S Sandusky G6549 _ 
: entiiated Voors 
chrome handle (key included) 36° 18 ~S1~SC80 ID. 20 B Hallowell | 34A392 34356 
= Powder-coated finish 36" 18" 1 250lb. 20 AG Hallowell | 34A465 34A429 
36" 18" 1 250 |b. 20 P Hallowell | 34A320 34A283 
owing handle wwii Key 106K 36" 24" 1 250 Ib. 20 B Hallowell | 34A394 34A358 
Include 1 full-width shelf, 1 coat rod, and 2 keys. Shelves adjust 36" 94" 1 950 lb. 20 AG Hallowell | 34A467 34A431 
on integrated support tabs and fit tightly to sides and back with 78" 36" 24 1250 Ib.__20 P Hallowell_| 34A322 34A285 
é; 48" 18 1 250 Ib. 20 B Hallowell | 34A411 34A374 
no clips needed. Raised bases protect doors from damage by 48° 48" 1 OBO Ib 0 AG Hallowell) 348483 3AA447 
mops. Reinforced doors with nylon lock bar guides open 180° 48" 18" 1 250 lb. 20 P Hallowell | 34A338 34A302 
for full access to contents. Clearview cabinets have see-through 48" 24" 1 250 Ib. __20 B Hallowell | 34A414 344377 
nina annee 48" 24" 1 250 lb. 20 AG Hallowell | 34A486 34A450 
acrylic doors to provide visibility to contents and 2 swing 148° tT 950 lb 20 p Hallowell | 34A341 34A305 
handles, 1 with key lock. * Based on evenly distributed loads. 
1272 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SHELVING & STORAGE 
Commercial Storage Cabinets 


Clearview 
Doors 
No. 34A379 











No. of Shelf > CHOOSE: ASSEMBLED |UNASSEMBLED 
Height Width Depth Shelves Cap.* Gauge CabinetColort Brand Item No. Item No. 
Clearview Doors 
36° «18 4 250lb. 20 B Hallowell | 34A395 34A359 
36° «18° 4 250lb. 20 AG Hallowell | 34A468 34A432 
36S s«18" 4 250lb. 20 P Hallowell | 34A323 34A286 
36°24" 4 250lb. 20 B Hallowell | 34A397 34A361 
36°24" 4 250lb. 20 AG Hallowell | 34A470 34A434 
36°24" 4 250lb. 20 P Hallowell | 34A325 34A288 
78° 48" «18 4 250lb. 20 B GA — 34A379 
48°18" 4 250lb. 20 B Hallowell | 34A416 — 
48°18" 4 250lb. 20 AG Hallowell | 34A488 34A452 
48°18" 4 250lb. 20 P Hallowell | 34A343 34A307 
4g" 24" 4 -250lb. «20 B Hallowell | 34A419 — 
4g" 24" 4 -250lb. 20 AG Hallowell | 34A491 34455 
4g" 24" 4 -250lb. 20 P Hallowell | 34A346 34A310 
Standard Doors 
ae 4 180 lb. 22/24 B,C,DG,S Sandusky | G6547 — 
36°. «18 4 200lb. 20/22 + +B,C,DG,S Sandusky | G6540 — 
36°. +18 + 4 +~ 200lb. 20/22 BC,DG Sandusky | G6555 = Standard 
36°. «18 4 -250lb. 20 B Hallowell | 6MNZ8 6MNYO Doors 
36° «18° 4 -250lb. «20 AG Hallowell | 6IMPA4 6MNY6 No. F0310 
36° «18° 4 -250lb. 20 P Hallowell | 6IMNZ2 6IMNX4 
36° «18 5 150 lb. 22 P Tennsco — F0310 
36°24" 4 180 lb. 22/24 B,C,DG,S Sandusky | G6548 — 
36°24" 4-200 lb. 20/22. ~=£B,C,DG Sandusky | G6541 — 
36°24" 4 -200lb. 20/22 ~+B.C,DG,S Sandusky | G6556 _ 
7a” ° 26" of 4 -250lb. «20 B Hallowell | 6IMNZ9 6MNY1 ; 
36°24" 4 -250lb. 20 AG Hallowell | 6MPA5 6MNY7 Ventilated 
36°24" 4 -250lb. «20 P Hallowell | 6MNZ3 6IMNX5 Doors 
36" 24" 5 200 Ib. 22 B,P,MG,S — Tennsco F0313 —_ No. 34A433 
36" 24" 5 200 Ib. 22 S Tennsco — 4W541 
48° «18 4 -250lb. «20 B Hallowell | 34A415 34A378 | 
48" «18 4 -250lb. 20 AG Hallowell | 344487 340451 —— 
48" «18 4 -250lb. 20 P Hallowell | 34A342 34A306 sf Spain 
4g" 24 4 -250lb. 20 B GA 34A418 34A381 Li . Smarliiclbul ten y 
4g" 24 4 -250lb. 20 AG Hallowell | 34A490 340454 lnlallowell GA APPROVED (Sandusky! rhea 
4g" 24 4 -250lb. 20 P GA 34A345 34A309 : i i 
36° ~—«*18 4 150 lb. 24 B, G, P GA — J6205 
a a A a a ae a Commercial Combination 
. 36" ‘18 4 180 Ib. 22/24 BC,DGS Sandusky | 1275 — 
(2) — 36" 94 4 150 lb. 24 B, G, P GA : — J6211 Storage Cabinets 
36°24 4 150 Ib. 24 G,P GA J6207 — 7 ee 
36°24" 4 180lb. 22/24 B,C, DGS Sandusky | F5926 = Shelves adjust in 2" increments 
Ventilated Doors = 3-pt. locking mechanism with keyed 
36°18 4 —-250lb. —.20 B Hallowell | 34A396 34A360 chrome handle (key included) 
36 ~—«d18 4 -250lb. 20 AG Hallowell | 34A469 34A433 : oni 
36° 18" 4 250lb. 20 P Hallowell | 34A324 34aze7 «+ POwder-coated finish 
36°24 4. 250lb. 20 B Hallowell | 34A398 34A362 = 1 swing handle with key lock 
a ; an ‘ a e power Beene ere Include full-width top shelf, adjustable half-width shelves, and 
eS 7 . eiomel 134k? 34a3g0 garment hanger rod. Shelves adjust on integrated support tabs and 
4s" 18 4 -250lb. 20 AG Hallowell | 34A489 34A453 fit tightly to sides and back with no clips needed. Raised bases 
ae i ee 344308 ____ protect doors from damage by mops. Reinforced doors with nylon 
4g" 24 4 -250lb. 20 B Hallowell | 34A420 34A383 a , 
48" oA 4 950 Ib. 0 AG Hallowell 34A492 34A456 lock bar guides open 180° for full access to contents. Clearview 
48" 24 4 —-250lb. 20 Hallowell | 34A347 34A311 cabinets have see-through acrylic doors to provide visibility to 


" P 
* Based on evenly distributed loads. ¢ AG Antimicrobial Gray, B Black, C Charcoal, DG Dove Gray, G Gray, 


MG Medium Gray, S Sand, Y Champagne/Putty contents and 2 swing handles, 1 with key lock. 





PET [Soxducky! 
Commercial Steel Wall-Mount Storage Cabinets 


= Shelves adjust on 2" centers = 3-pt. locking mechanism (keys included) 
= Full door height continuous hinges = Powder-coated finish 





No.of Shelf > CHOOSE: ASSEMBLED | UNASSEMBLED 
Height Width Depth Shelves Cap.* Gauge Color t Brand Item No. Item No. 
Clearview Doors 
30" 36" 12" 1 150 Ib. 22 B.G. IP Hallowell G6784 G6783 
96" 16" 12° 1 80 Ib. 22 B,G, P Hallowell G6780 G6779 
30" 12" 1 150 Ib. 22 B,G, P Hallowell G6782 G6781 
Standard Doors 
30" : 12" 1 150 lb. 20/22 B,C,DG,Y Sandusky E4143 _— Clearview Doors 
36" 12" 1 150 Ib. 22 B,G,P Hallowell G6778 G6777 No. G6782 
16" 12" | 80 Ib. 22 B, G, P Hallowell G6774 G6773 Standard 
26" 18" 12" 1 85lb. 20/22 B,C,DG,Y Sandusky E4144 _ Doors 
30" 12" 1 150 Ib. 22 B, G..P Hallowell G6776 G6775 No. E4144 
* Based on evenly distributed loads. + B Black, C Charcoal, DG Dove Gray, G Gray, P Parchment, Y Putty : 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1273 





SHELVING & STORAGE 
Commercial Storage Cabinets 


Scan. Order. Done. 
Details on page A1. 








Putty 


(Crnch salves) 
—— 


Wz Teaenwit HE 


Commercial Steel Janitorial 
Storage Cabinets 


= Shelves adjust in 2" increments 

= 3-pt. locking mechanism with keyed chrome handle (key included) 

= Powder-coated finish 

= 1 swing handle with key lock 

= Standard doors 

Quiet closing doors have 2 sets of hinges and full-welded door stiffener to main- 
tain alignment and rigidity. 



















No.of Shelf > CHOOSE: ASSEMBLED 
Height Width Depth Shelves’ Cap.* Color Item No. 
i i i Black, Charcoal, 
66 30 15 3 85 Ib. 24 Dove Gray, Put G6550 


* Based on evenly distributed loads. 


Find even 


1274 GRAINGER. 
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Medium Gray 
No. F8338 


——i— 





Storage Made Easy 


Commercial Bookcase Cabinets 


= Shelves adjust in 2" increments 
= 3-pt. locking mechanism with keyed brushed 
chrome handle (2 keys included) 
= Powder-coated finish 
= Dual handles 
= Adjustable levers 
= Standard doors 
Shelves adjust on integrated support tabs and fit tightly to sides and back with 
no clips needed. Raised bases protect doors from damage by mops. Reinforced 
doors with nylon lock bar guides open 180° for full access to contents. 












No. of > CHOOSE: ASSEMBLED 
Height Width Depth Shelves Gauge Color Item No. 
i i i Medium Gray, Sand, Black, 
72 36 18 9 24 Light Gray, Champagne Putt D4884 





Storage Made Easy 


Commercial Steel File Cabinets 


= Shelves adjust in 2" increments 
= 3-pt. locking mechanism with keyed brushed 

chrome handle (2 keys included) 
= Powder-coated finish 
= Dual handles 
= Adjustable levers 
Shelves adjust on integrated support tabs and fit tightly to 
sides and back with no clips needed. Raised bases protect 
doors from damage by mops. Reinforced doors with nylon 
lock bar guides open 180° for full access to contents. 
Combined file drawer and cabinet in one unit meets unique 
storage needs. Locks on cabinet and drawer are keyed the 
same for easy and safe security. 


No. of 
Shelves 


ASSEMBLED 
Item No. 


> CHOOSE: 


Height Width Depth 





on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® SHELVING & STORAGE 
Find the wy. Find Solutions. Find Great Prices. Commercial Storage Cabinets 





Desk-Height 












































































































































































































































































































































































































































































































































Storage 
Cabinet 
. ‘ SLs sa - Shelving Storage No. F8663 Wardrobe 
(pret relru) No. D4889 No. D4892 Cabinet Cabinet 
LS Se ceremernn ey No. F8667 No. F8665 
Commercial Keyless . 
Steel Storage Cabinets Commercial Boltless W peymy GRAINGER 
red Steel Storage Cabinets APPROVED 
= Shelves adjust in 2" increments 
= Powder-coated finish CABINET CONFIGURATIONS = Interlocking panels allow = 3-pt. locking system with 
Cabinets to be assembled in keyed chrome handle 
Pull handle has electronic lock with 2 Storage—Includes adjustable ith p ‘ fini 
’ minutes without nuts or bolts = Powder-coated finish 
programmable passwords and keypad full-width shel 
. UIP WIOiT SNe Ives. = Shelves are adjustable = Standard doors 
records cabinet entry. Exterior battery pack ae 
and hidden key provide access options in  Wall-Mount—Can also be used | _!n 2" increments 
case of battery failure. Unassembled cabinets freestanding. Mounting hard- Reinforced doors with nylon lock bar guides open 180° for full access to 
snap together for easy assembly. ware not included. contents. Fully enclosed base protects doors from damage. 
ASSEMBLED | UNASSEMBLED No. of Shelf P CHOOSE: = UNASSEMBLED 
No. of Shelf CHOOSE: | Item Item Height Width Depth Shelves Cap.* Gauge Color | Item No. 
Height Width Depth Shelves Cap.* Gauge) _ Color No. | No. _|_ Shelving Storage Cabinets 
Shelving Storage Cabinets 78" 36" 18" 4 150 Ib. 20 Gray, Sand, Black | _F8702 
36" +18" 4 200 Ib. 22 | p4go4 | = 36" 24 4 200 Ib. 16/20/22 Gray, Sand, Black | F8670 | 
7g: 36 24" 4 200d. 22 | Black, Dove | D4896 D4891 79 36° 18 4 150 Ib. 24 Gray, Sand, Black | _F8667 
46" a4 4 930 lb. 22 Gray, Putty D4898 — ; 36: 24 4 200 Ib. 24 Gray, Sand, Black | F8666 
48" 94 4 200lb. 22 | —— D4892 42! 36" 18" 2 150 Ib. 24 Gray, Sand, Black | _—F8662 
5° 18 4 200lb. 22 |DoveGray Putty) D4893 — 30" 36" 18 1 150 Ib. 24 Gray, Sand, Black | F8663 
79" 36" 18 4 -200lb. 22 ~—| ) = D4889 Wardrobe Storage Cabinets : . 
36" 24 4 200 lb. 22 aan D4895 —= 72... 36° 18" 1 150 Ib. 24° Gray, Sand, Black | F8665 
46°24 4 230lb. 22 Gray, Putty 4897 _— ~ | Combination Storage Cabinets | 
Wall-Mount Storage Cabinet ] (es 36" 18" a) 150 Ib. 24 Gray, Sand, Black | F8664 
Black, Dove | : 36" 24" 5 1001b. 16 Gray, Sand, Black | _ F8668 
3038.22 | Gray Putty | — | 94899 18 3618" «S150 Ib. 16/20/22 Gray, Sand, Black | F869 
* Based on evenly distributed loads. > CHOOSE: | 
| _sHeight ‘Width Depth Color. | Item No. 
Dollies — ; os = ; : 
Ss 18%" 86%" Gray, Sand, Black _—|_—~D4929 
6" 24 V0" 36%" __Gray, Black_ _| D4931__ 


* Based on evenly distributed loads. 








No. 
F8653 
Sliding Doors Standard 
No. F8471 Doors 
No. E4491 
Radius Edge Corner 
¥ GRAINGER : a Storage Made Easy 
APPROVED = . = 
c al Radius Edae C Commercial Jumbo Cabinets 
ommercia a IuS ge orner = 20-ga. doors and sides = Shelves adjust in 2" increments 
Steel Storage Cabinets = 22-ga. backs 
Extra-wide 48" cabinets provide 33% more storage space than a standard 
= 20-ga. doors = Recessed locking handle 
: 29a shelves with nylon side: 36"W cabinet. Each door rides on 4 heavy-duty leaf hinges to accommodate 
= Shelves adjust in 2" increments = Powder-coated finish heavy loads and a 3-pt. locking system ensures security. Models with sliding 


doors provide an ideal solution for areas where space is restricted, such as hall- 


Radius edge corner running the full height of the cabinet's front edge gives a ways, and only add 31"D to the cabinet. 


soft, modern appearance. Raised base protects doors against damage from 


























































































































































































































































































































































































































mops or brooms. Strong, reinforced doors open 180° for full access to contents. bee Lf sic ‘peehOnSE saa ia i 

Premium flush recessed handle provides a smooth door front for added safety Height Width Depth Shelves Cap.* Colort | No. No. 

and protection. Shelving Storage Cabinets w/Sliding Doors =e : 
78 48 4 00 ID. | BU LG MG,PS | F841 | = 

No. of Shelf > CHOOSE: Item Combination Wardrobe Storage Cabinets w/Standard Doors 
Height Width Depth Cabinet Shelves Cap.* Gauge Color No. 78 48'—s«18"—Ss—iiSSSSs«SH ID. | «BL LG,MG,S | E4493 | £4491 
18" 36" 18" 4 180lb. 24 Charcoal, Sand = F8653——| 78" 4B" "OS lb | MG | — | £&4492 
__ 78" 36" 24" a. 180 Ib. 24 ~~ Charcoal, Sand ss F8652_—| 78" 4g" 4 5 75 |b. | LG ~~ £4494 _ 
78" 48" 24" 4 ____180'b. 24 ~~ Charcoal,Sand —_—*F8651__—sa¥'|_:—s» * ~Bassed on evenly distributed loads. f B Black, LG Light Gray, 


* Based on evenly distributed loads. MG Medium Gray, P Parchment, S Sand 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1275 





SHELVING & STORAGE Scan. Order. Done. 
Modular Storage Details on page A1. 



































































































































































































































































































































































































































































































































Mixed Complete 
| Work Surface Material 
“7 a : 2 GA. 
i LAMINATED HARDWOOD TEEL 
Inlallowell Overall Overall Overall Shelf Item Item 
: __ Description Width Height Depth Capacity* i No. _|__No. 
Fort Knox Series Basic Modular Units Don ; ana : 
Work Surface, Drawer Cabinets, Metal Peg Board, Light 60" _—78" 24 = _ 220154 | 22CT55 _ 
Modular Storage Fixture, Electrical Strip, Adjustable Peg Board Shelves ~ 72" 78" 24" I 22CT56 | 22CT57 
Open Modular Units mrs ae - a 7 | 
System Work Surface, Drawer Cabinets, Metal Peg Board,  _ 132" 78° 24" — L 220158 a 
Light Fixture, Electrical Strip, Adjustable Peg __ 132" 78" 24" 575 Ib. (Shelving Unit) L os | 22CT59 _ 
Durable and aesthetically appealing, eat aS oe Shelving Units 168" 78 24) 700 Ib. (Shelving Unit) | __ 22CT60 | 22CT61 © 
this tough utility/garage storage “Works Surface, Drawer Cabinets, Metal Peg Board, 182" 78" __24" “L_-220T62——s«|:S«22C TES 
tem features numerous compo- ight Fixture, Electrical Strip, Adjustable Peg Boar : 
eee ee Shelves, Lockable Extra Heavy-Duty Cabinet with 168" 78" 2 Se 22CT64 22CT65 
nents and a modular design for _ 2 internal drawers, and 2 Locker Variations - i | 
customization of individual work- Mixed Masur Unis sania Maia Pay Board eT P 
z ork Surface, Drawer Cabinets, Metal Peg Boar f f f abinet 
spaces. Feature heavy-duty welded Light Fixture, Electrical Strip, Adjustable Peg 182 #6 - Ib. (Shelving Unit) i 220166 = | 220167 
storage components. Textured Board Shelves, Lockable Heavy-Duty Cabinet 168" 78" 94" 1450 Ib. (Cabinet) / 700 22CT68 22CT69 
2-tone colors black and red with _ with 2 Internal Drawers, Open Shelving Unit lb. (Shelving Unit) 
finish Complete Modular Units — aes Saas — a 
powder-coated finish. Cabinets, Work Surface, Drawer Cabinets, Metal Peg Board, 16s" 7g’ --ngr_—_-1400 Ib. (Cabinet) /575 era Fae 
pedestals, and lockers ship at dened Electrical Strip. Adjustable Peg Board Ib. (Shelving Unit) f : 
i elves, Extra Heavy-Duty Lockable Cabinets/Lockers ’ , ‘ 1450 Ib. (Cabinet) / 700 
assembled. Individual components with Extra Drawer Space and 5-Level Open Shelving 210° = 78 24 i (Sewing nit) 22C172 ‘| 22cT73 
available, see Grainger.com®. * Based on evenly distributed loads. 


il ttt 


No. 49WX83 No. 49WX84 No. 32XT01 


: i - No. 49WX80 
System in Platinum/ 
Slate color 


No. 49WX81 No. 49WX82 No. 49WX79 
G@urces?) 


YRS. eee. 



















































































































































































































































































































































































No. of Shelf Item 
Height Width Depth Cabinet Shelves _ Locking Points Capacity* Cabinet Color No. 
Plastic Utility Storage System ‘Shelving Storage Cabinets 7 ; ae 
40" 20%" ss —1 Point 75 Ib. Platinum/Slate  32XT02__ 
Durable resin construction resists dents and will not Bovis" 40" 0; r 9 Points “300 Ib. Dark Gray A9WX83 
rust. Multi-wall panels are engineered for strength and 40" 2014" 6 2 Points 200 Ib. Dark Gray 49WX84 
‘li th mini 30" 20%" 3 1 Point 75 Ib. Platinum/Slate _ 32XTO1 
stability. Easy to assemble with minimal tools and is 7 30" 014 =a > Points 200 Ib Dak Gray aowxet 
virtually maintenance-free. 30° 201%" 6 2 Points 200 Ib. Dark Gray 49WX82_ 
Note: Not int fort ie-or hatin: . 30° 20%" 2 ~__1Point ~ 75 1b. Platinum/Slate _ 32XR99__ 
ote: Not intended for flammable, caustic, or hot items 7 36 30 WA 5 “F Point 200 Ib. Dark Gray agWX80 
Cabinets—Feature metal reinforced adjustable shelves Wall Cabinets _ = _ 

: 30" 12" 1 — 50 Ib. Platinum/Slate __ 32XR98 
and padlockable doors (lock not included). All cabinets 30%" 35° 1° = 1 Point “50 Ib. “Dark Gray 49WX79 
are wall-mountable. * Based on evenly distributed loads. 

1276 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° SHELVING & STORAGE 
Find the yf. Find Solutions. Find Great Prices. Bin Cabinets 


Est. 1922 


All-Welded Bin Cabinets 





Series A 

= 14-ga. steel, gray powder-coated finish 

= 3-pt. locking mechanism; most have %c" 
locking rod and keyed handle, No. 3NYP3 
has a padlock hasp (padlock not included) 


Series B—Yellow polypropylene bins are removable 
and have a hopper front with label holder. 

= 12-ga. construction 

= 6"H, 7-ga. legs for forklifting or 











to secure cabinet to floor Series B 
= 3-pt. locking system with padlock No. 33VE40 sag anti ia 
hasp (padlock not included) No. 33VE20 
Series C—Deep box cabinets include 7" deep 
forward-swing doors. Hard swivel casters help 
provide smooth operation during heavy loads. Include 
large, fixed in-place parts bins inside cabinet. Box Doors, 
= 14-ga. steel; powder-coated finish Series A 
= 3-point locking mechanism has %" lock rods No. 3NYN9 
= 4" legs 
= Shipped fully assembled 
Overall Dim. ee Bins 
0. per Item 
Series H W D  ofBins Door Bin Height Bin Width Bin Depth No. 
Standard Doors 
A "36" 24" 13296 (48) 3°, (48) 3°, (18) 5", (12) 7’, (6) 7" (48) 4", (48) 4°, (18) 6", (12) 8", (6) 16" (48) 5", (48) 7", (18) 11°, (12) 15", (6) 15" 3NYL9_—f 
A 72 36 24 208 96 a 4 5 3PAT1 
A 78 48 24 171 128 (64) 3°, (64) 3", (24) 5", (13) 7", (6) 7" (64) 4", (64) 4", (24) 6", (13) 8", (6) 16" (64) 5", (64) 7", (24) 11°, (13) 15", (6) 15" 3NYN8-_ fF 
A 84 72 24 264 192 (96) 3°, (96) 3", (36) 5", (24) 7°, (12) 7" (96) 4", (96) 4°, (36) 6", (24) 8", (12) 16" | (96) 5", (96) 7°, (36) 11", (24) 15", (12) 15" 3NYP3_—+t 
B78 36 24° 126 96 (48) 3°, (48) 3", (12) 5", (12) 7', (6) 7" (48) 4", (48) 4", (12) 6", (12) 8", (6) 16" (48) 5", (48) 7", (12) 11", (12) 15°, (6) 15" 33VE33_f 
B78 48 24° +192 128 (60) 3°, (84) 3", (24) 5", (24) 7" (60) 4", (84) 4", (24) 6", (24) 8" (60) 5°, (84) 7, (24) 11°, (24) 15" S3VE40 
C078 ~=—36’—s—«*Ss«d132~St—«G (96) 3", (36) 7° (96) 4", (36) 8" (96) 5", (36) 15” 33VE20 + 
Box Doors 
A 72° 36 24 132 96 (48) 3°, (48) 3°, (18) 5", (12) 7", (6) 7 (48) 4", (48) 4", (18) 6", (12) 8°, (6) 16" (48) 5", (48) 7", (18) 11°, (12) 15", (6) 15" 1UBK6— ¢ 
A 72 48 24 176 128 (64) 3°, (64) 3", (24) 5", (18) 7", (6) 7 (64) 4", (64) 4", (24) 6", (18) 8", (6) 16" (64) 5", (64) 7", (24) 11°, (18) 15", (6) 15" 1UBJ6 
A 192 144 (72) 3", (72) 3°, (24) 5", (18) 7", (6) 7 (72) 4", (72) 4", (24) 6", (18) 8", (6) 16" (72) 5", (72) 7", (24) 11°, (18) 15", (6) 15" 3NYNQ 


78 = 48" — 24" 
t 6H legs for forklift access or to secure cabinet to the floor. 


DURHAM MFG’ 
Est. 1922 

All-Welded Bin Cabinets 
with Drawers 
Series A 
= 14-ga. steel, gray powder-coated finish 
= 3-pt. locking mechanism; most have 6" 

locking rod and keyed handle 
Series B—Yellow polypropylene bins are removable and include 
a hopper front with label holder. Drawers hold up to 400 Ib., 
based on evenly distributed loads. 


= 12-ga. steel, gray enamel finish 





: : ; Standard Doors, Series B Box Doors, Series A 
= 3-pt. locking system with padlock hasp (padlock not included) No. 33VE37 No. 1UBK1 
Overall Dim. Total Bins Total Total 
No. per No. of Shelf No. of Item 
Series H Ww D  ofBins Door Bin Height Bin Width Bin Depth Shelves Cap.* Drawers Inside Drawer H x W xD No. 
Standard Doors 
A (2. __ 3b 24" 156 96 a 4" ay 2 900 Ib. 0 3%" x 5%" x 114" 3PAR9 
B78 36" 24° 120 96  (96)3",(12)5",(12) 7" | (96) 4", (12) 6", (12) 8" | (96) 5", (12) 11",(12) 15" 1 19001. 4 3) foe. SAVES 
Box Doors 











(2) 3° x 28'%6' x 1416", 
A 72" 36" 24" 52 36 (36) 3", (12) 5°, (4) 7' (36) 4", (12) 6", (4) 8" | (36) 5", (12) 11", (4) 15" 13 900 Ib. 4 (1) 5" x 28'%6'x 141%6', 1UBK2 
(1) 6" x 281546" x 1416" 
2) 3° x 2816 x 1416", 
A 72° ~— 36" 24" 58 36 (36) 3", (18) 5", (4) 7’ (36) 4", (18) 6", (4) 8" | (36) 5", (18) 11°, (4) 15" 13 900 Ib. 4 i 5" x 281%46' xX 1416", 1UBK1 tf 
(1) 6" x 281546" x 14146" 
2) 3° x 4016 x 1416 
. . , , , , 4 (56) 4", (8) 6", (56) 5", (8) 11", 13 ea 
A iz 48 24 72 56 = (56) 3", (8) 5", (6) 7", (2) 7 (6) 8" (2) 16" (6) 15°, (2) 45" 13 900 Ib. 4 ne ea AM 1UBJ5 
B 78° 60° 36° 78 78 (60) 3", (18) 614" (60) 4", (18) 15" (60) 5", (18) 534" 2  1625lb. 4 he one SaNEAl. 
Item Item 
Description No. Description No. 
Additional Cabinet Shelves Additional Door Shelves 
For Use w/Nos. 1UBK1 through 1UBK6 1UBJ2 For Use w/Nos. 1UBK1 and 1UBK6 1UBJ3 
For Use w/Nos. 1UBJ4 through 1UBJ9 1UBH9 For Use w/Nos. 1UBJ4 and 1UBJ9 1UBJ1 


* Based on evenly distributed loads. ¢ 6"H legs for forklift access or to secure cabinet to the floor. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1277 


Bin Cabinets Details on page Al. 


SHELVING & STORAGE Scan. Order. Done. Ela 





Est. 1922 
All-Welded Cabinets 
with Shelves 


= Standard Doors are flush in order to mount 
cabinets next to each other and the smaller 
depth allows doors to fully open 

= Box Doors allow full-size bins to store on its 
doors for additional storage, plus the greater 
door depth provides extra strength and rigidity 


Series A 
= 14-ga. steel, gray powder-coated finish 
= Shelves adjust in 4" increments 
= 3-pt. locking mechanism; most have 
16" locking rod and keyed handle 
= No. 3NYP4 has a padlock hasp (padlock not included) 


Series B—Shelves and bins hook into place; no tools 





Standard Doors, 
Series A 
No. 3NYN7 





required. 
sacar a = 14-ga. steel; textured powder-coated finish 
a aa = 1450-Ib. shelf capacity, based on 


evenly distributed loads 
= 3-point locking mechanism with 6" lock rods 
= Shipped fully assembled 


Series C—Shelves bolt into place using included 

fasteners. Bins hook into place; no tools required. 

= 12-ga. steel; powder-coated finish 

= 3-pt. locking system with 3" rods and 
padlock hasp (padlock not included) 


Series D—Include 4" deep "pocket doors" with hinges 
and leveling feet. 
= 14-ga. steel; gray powder-coated finish 
= 30-lb. capacity door shelves adjust in 2" increments 
= 700/800-Ib. capacity interior shelves 
adjust in 41%" increments 
= Cabinets lock with padlock (not included) 
= Cabinets shipped fully assembled; bins, louvered 





Box Doors, 












































































































































































































































































































































































































































































































































Series B : 
sic. GaVESS panels, and shelves shipped separately 
Bin Cabinet Without Bins—Adjustable shelves on 
louver uprights adjust on 4" centers; no tools required. 
Doors open at 180° for full and easy access. 
moor? 14-ga. steel; textured powder-coated finish 
Series D = 14-ga. steel; textured powder-coated finis 
No. 1UBK9 a 3-pt. locking system with %e" rods 
Overall Dim. Bins 
Total No. per Total No. Shelf Item 
Series H W D of Bins _Door Bin Height Bin Width | Bin Depth of Shelves Cap.* No. 
Standard Doors, Includes Bins 
ew 36" ——s«18" 14 0. (12) 7 QT. —_ (12) 8", (2) 16" _ L (12) 15", (2) 15° 2 1250 |b. 3NYL3 
— 72) 36" 24" 102,96 (48) 3", (48) 3", 6) 7" (48) 4", (48) 4", (6) 16" 48) 5 (48) 7", (6) 15" 31250 Ib. _3NYL8__ 
AL 78 48" 24" 137 128 (64) 3°, (64) 3°, (3) 7", (6) 7"_ | (64) 4", (64) 4", (3) 8°, (6) 16"_| (64) 5" (6a) 7. (3) 15" (6) 15" 3 700 1b. 3NYN7 
A 78°48" 24" 212 192 (96) 3°, (96) 3°, (8) 7", (12) 7" | (96) 4", (96) 4”, (8) 8, (12) 16" | (96) 5°, (96) 7", (8) 15°, (12) 15" 3 700 lb. 3NYP4 + 
B 78°36" 4" 16 0 ie 8' | 15" 3 1900 lb. 33VE21 + 
C 78 36" 24" 134120 (48) 3", (48) 3", (8) 7", (6) 7" | (80) 4", (60) 4", (8) 8, (6) 16" _| (60) 5", (60) 7", (8) 15°, (6) 15" 4 1900 Ib. 33VE30 ft _ 
es |e 78" 36" 24" 108 (96) 3°, (12) 7" _| _(96) 4", (12) 8" _(96) 7", (12) 15" - 3 1900 Ib. 33VE82 { _ 
C_ 7836's" 96 96 3 4" | 5 4 1900 lb. 33VE35 ¢ | 
ee 78 ~8636"~—Ss 24" 0—“(ité‘i CS (48) 3°, (12) 7" | (48) 4", (12) 8 | (48) 5", (12) 15" 4 1900 lb. 33VE42 + — 
C 78°48" 24" 144 120 _(120) 3", (24) 3" (120) 4", (24) 4" (120) 5", (24) 7" 4 1200 Ib. 33VE31 t+ 
C 78" 48" 24" 156 120 (120) 3°, (20) 5", (12) 7" | (120) 4", (20) 6 (12) 8" | _ (120) 5", (20) 11", (12) 15° 4 1900 Ib. 33VE44 t 
‘Box Doors, IncludesBins So Seen Sa beh Aten a a 
_A 7236" 24" 64 48 _ (48) 3, (16) 7" | (48) 4", (16) 8" _ (48) 7", (16) 15" 8 1250 Ib. 1UBK3 
A 72 36" 24" —ts—«CS ee T 4 | ae 4 900 1b. 1UBK5 — 
A 72’ 48" 24" 84 64 (64) 7°, (20) 15° (64) 4", (20) 8" | (64) 3", (20) 7" 8 750 lb. 1UBJ7. 
A 72 48" ~=—24" ‘128 0 Ey L 4" ia or “4 -750lb. 1UBJ8 ~ 
iB 72" 36" 4" 48 48 a 4' a | 10 900 lb. 33VE23 — 
: B 72 48 24 114 78 (f2\3° (24) 8 (12) 7°, (6) 7" | (72) 4", (24) 6", (12) 8°, (6) 16° (72) 7", (24) 11", (12) 15", (6) 15" 6 ~~ 700lb. 33VE26__ 
2B 72 48" 24" 72 7D —_ | 4" | — is 10700 tb. 33VE28 
B 78° 48" 24" 185 170 (64) 3" ACES (3) 7", (6) 7" | (80) 4", (80) 4", (6) 8", (8) 16" | (80) 5", (90) 7", (6) 15" (9) 15" 3 700 Ib. 33VE45. 
C 36°36" 4" 48 48 4" | 5" 2 900 lb. 33VE22 
oe 78 36 36 @©=©36~—S—sé«SY2D (24) oF (12) 7' Le (24) 15°, (12) 8" (16) 14%", (24) 594" | 2 _—*1900lb. 33VE34 + — 
c 78 36" 36" 12 12 (12) 672! | (12) 8, (24) 15" [ (12) 15" 10-1900 Ib. 38VE36 ft 
- ee 78 36's 36" Ss 24 by" TL 15" . | 5 yA" 4 1900 lb. 33VE39 + — 
G 78° 48" 36" 36° 24 (12) 7", (24) 6%" (12) 8", (24) 15" ‘| (12) 18", (24) 54" 4 1900 Ib. 33VE43 + 
i 261g 15 0 EG 6 | 2 1250 lb. 1UBK9 


Box Door Cabinets Without Bins 




















“12Door Shelves 72° 36" 24" 0 0 =a Es i= = 16 1250lb. 1UBK4 _ 
12DoorShelves 72 48 24° OO 0 a = i = 16 750ib. 33VE27_ 
14 Door Shelves 72" 48" a 0. 0 = = = 16 7501b.  1UBJ9 
{4 Door Shelves 84" 48" 0 0 = = = 18 750lb.  1UBJ4_ 


* Based on evenly distributed loads. a 6"H legs for forklift access or to secure cabinet to the floor. 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


Selecting Storage Bins 


BIN TYPES 

Hanging—A lip on the back of the bin allows it to be 
hung from a rack or panel. 

Hopper-Front—The most-common type of bin has 
a partially-open front that provides easy access to 
contents. 


Nesting—When empty, bins slide inside each other to 
save space. 
Stacking—Bins may be placed on top of one another to 


Save space. 


Tote—All 4 walls are of equal height; there is no hopper. 
Can be filled to near the top rim. 


BIN MATERIAL 

Corrugated—Lightweight, inexpensive bins usually ship 
unassembled. 

Conductive/ESD—Designed to protect sensitive 

parts from static discharge. Conductive materials have 

a Surface resistance of less than 1 x 10° ohms/sq. 
Dissipative items have a surface resistance of more than 
1 x 10° ohms/sq., but less than 1 x 10"! ohms/sq. 


Polypropylene—High-impact plastic resin 
is known for its stiffness and durability. 
Fiberglass-Reinforced Plastic—Has 
higher impact resistance, higher weight 
Capacity, and better resistance to heat than 
plastics not impregnated with fiberglass. 
Polyethylene—High-flexibility plastic 
resin provides better crack resistance. 
Steel—Galvanized metal sheet can be 
exposed to aggressive chemicals and 
extreme temperature variations up to 
STiew ie 

Wire Mesh—Dust- and dirt-free storage 
offers instant visibility of stored product. 
Bins can stack or hang. 


BIN SYSTEMS 

Rail Systems—Economical systems are 
constructed of individual flat steel rails 
that span between uprights. Used to hold 
hanging bins that are all the same size. 





No. J5791 
Red 


No. J5787 
Blue 


No. J5789 
Green 


Hang and Stack Bins 


erie 


SHELVING & STORAGE 
Bins & Dividers 


User must know at the time of assembly 
what size bin will be used so that rails can be 
spaced accordingly. 

Panel Systems—Constructed of flat steel 
panels that span between uprights. Most- 
commonly used to hold a combination of 
multiple-size hanging bins, which can be 
easily placed exactly where needed on the 
rack. 

Pick Rack Systems—Sloped shelves keep 
shelf bins or system bins at an angle so that 
parts stay at the front of the bin for easy 
picking. 

Shelving Systems—These units typically 
have higher weight capacities than other rack 
systems and can be used with any size or 
type of bin. Traditional steel shelving is least 
expensive; chrome-plated wire shelving tends 
to collect less dust. 

Bin Carts—Mobile units provide easy organi- 
zation and a convenient work surface. 





No. J5793 
Yellow 
* GRAINGER 
APPROVED 


Industrial grade polymer construction. Same-size bins are stackable to make best use of space on shelves and benches. Bins hang from rail and panel systems to 
create efficient storage. Each bin has one slot for a length divider and one for a width-wise divider. Ideal for inventory control and Kanban systems. 


HANG AND STACK BINS 

Load Outside Outside Outside Item Pkg. 
Capacity L W H Bin Color No. Qty. 

7 Ib. 5x" 4," cl J5787 1 

7 Ib. 7%" 4," el J5788 1 

20 Ib. 11" 5Y2" 5 Bias Yellow J5789 1 

35 |b. i ii 5" gees J5790 1 

35 Ib. 11" 84" ‘a J5791 1 

40 |b. 143%" 84" 7' J5792 1 

50 Ib. 143%" 16%" 7' J5793 1 


QUICKLY ORDER 
ltems From This 


Catalog With Your 
Mobile Device 


Scan. Order. Done. 


FRONT TO BACK DIVIDERS SIDE TO SIDE DIVIDERS 
Item Pkg. Item Pkg. 
No. Oty. No. Qty. 

54DE74 6 _— 

54DE75 6 54DE76 6 
54DE77 6 54DE78 6 
54DE77 6 54DE79 6 
54DE80 6 — 

54DE82 8 54DE81 8 
54DE82 8 54DE83 8 





e Scan the Item Number 
e See Your Price 
e Place Your Order. Done 





Sign in to Grainger.com® to see YOUR Pricing and MORE 


Storage Bins & Systems Details on page A1. 


SHELVING & STORAGE Scan. Order. Done. =a 




























































we a 
a 
Stack and Hang Bin Mobile Stack Bin Shelf Bin 
No. 10H835 No. 6GAP3 No. 6GAR5 Shelf Bin 
7 7 No. 40K437 
Shelving Units SEY svstews 
Store and organize items in clear, stackable open hopper front bins. Heavy-duty. = 
Additional Shelving Units and Bins are available, see Grainger.com®. = 
BINS DIVIDERS im 
Outside Load Item Item — 
W H Cap. No. Pkg. Qty. No. Pkg. Oty. — 
Hang and Stack Bins —— 
5" AV," 3" 8 Ib. 332354 6 —— 
5x AV," a 10 Ib. 8Y078 6 7 
73 AV," 3" 10 Ib. 97480 6 — 
gy," 6" 5" 20 |b. 332355 6 _ 
10%" BV:" ra 50 Ib. QAFJ3 6 ae 
AV," A" 30 Ib. 8DA43 6 
11 ee : 
1A 560 Ib. 80771 6 ees : 
4354" 84" 6" 60 Ib. 332356 6 No. 40K484 = 
BVA" a" 60 Ib. 332357 6 . tL 
bY" 5 50 |b. 8PCC3 6 _ 
143/" BY;" 7" 60 Ib. QNPPO 6 = 
16%" z 75 Ib. QNPPO 6 = 
16" 11" a 75 Ib. 9ME48 6 D 
BVA" 9" 60 Ib. QWKE2 6 f 
18" if 10° 75 Ib. 80773 6 a 
16%" TT: 75 Ib. 80774 6 & 
Mobile Bins rt 
18" 5 
r 
11M596 
Shelf Bins 
294" 4" 50 Ib. = = 
4V" 4" 50 |b. 8PCC8 50 
6%" q' 50 Ib. 80964 50 
1154" 6%" 6" 30 Ib. 2ZMR3 50 
83" 4" 50 Ib. QWTC4 50 
8%" 6" 50 Ib. 2ZMR4 50 
11%" 4" 50 Ib. 8C965 50 
Ay," 4" 50 Ib. BPCC8 50 — a 
66 ry 50 Ib. 8096450 oi AKRO-MILS 
69" 6" AO Ib. 2ZMR3 50 
: ¥" : _ | GECFA spd ' J ' ' 
78 eee 1 -2aea co — | Plastic Shelf Bins and Shelving Units 
We eee 1 ee Clear bins and shelving keep contents visible and allow you to quickly identify 
11% 3" 70 Ib. 337353 50 your stored parts and supplies. Additional Shelving Units and Bins are available, 
4 Ve" 4" 90 Ib. 8PCC8 50 see Grainger.com®. 
AV, a 60 Ib. 332350 50 
64" 4" 50 Ib. 80964 50 Outside Load BINS DIVIDERS 
654 6" 50 Ib. 27MR3 50 L W H Capaci Item No. Pkg. Qty. | Item No. Pkg. Qty. 
2354" 8% 4" 50 Ib. QWTC4 50 Plastic Shelf Bins 
8%" 6" 65 Ib. 2Z7MR4 50 aya" 4" Hb: = — 
8% 8" 75 Ib. 3327352 50 Aye" 4" 10 Ib. 3A563 24 
11%’ 4" 50 Ib. 8C965 50 Aye" 6" 20 Ib. AKEX9 12 
11%" 8" 75 Ib. 332353 50 4154" 674" a 15 Ib. 3A564 24 
No. of Overall Overall Overall Load 6% 6 30 Ib. AKEY1 12 
Includes Shelves Depth Width Height Capacity Item No. 898" 4" 15 Ib. 3A565 24 
Wire Shelving Units with Clear Bins 836" 6" 35 Ib. 10F123 12 
8) 18%4'W x 23%'D x 12°H Bins 94" 42" 74" ~~ 4000lb.  G6GAR4 11%" 4" 20 Ib. 6A278 24 
10) 16%'W x 23%'D x 11°H Bins 94° 36° 74° 4800lb. 6GAR2 AV 4" 15 Ib. 3A563 24 
15) 11"W x 23%'D x 10'H Bins 6 24" -36"—— 74" ~—s 4800 lb.  6GARTI Aye" 6" 29 |b. AKEX9 12 
55) 64'W x 11%'D x 4'H Bins 12 12" 36" ~=— 74" ~—s«<9600 lb. + ~~‘ GECF8 6%" 4" 20 Ib. 3A564 24 
Overall Overall Overall Load 1772" 6%" 6" 39 Ib. AKEY1 iz 
Includes Depth Width _ Height Capacity Item No. 8 Ve" 4" 20 Ib. 3A565 24 
Single Gray Louvered Bench Racks 898 6" 39 Ib. 10F123 12 
12) 5%4"W x 10%'D x 5H Clear Bins Va" or" aT 140 lb.  10E923 11%" 4" 20 Ib. 6A278 24 
18) 5%'W x 10%'D x 5'H Clear Bins Vj" 36" 19" 150 lb.  10E926 AV 4" 20 Ib. 3A563 24 
94) 4V4'W x 5%'D x 3'H Clear Bins Vj" oT af 140 lb. 10E921 6% 4" 20 Ib. 3A564 24 
32) 4%4'W x 5%'D x 3'H Clear Bins Va" 36" 19" 150 lb.  10E924 65" 6" 35 Ib. 4KEY1 12 
32) 4¥%'W x 7%'D x 3'H Clear Bins Vj," 36" 19" 150 lb.  10E925 2358" 898" 6" 39 Ib. 10F123 12 
Single-Sided Gray Bin Rail Rack oH ; a tb, gases z 
16) 7%” x 41%” x 3”, (18) 1074” x 5%” : i ; @! ; _ | 40K447—— 1 
{ e (12) 14%” x a *), Clear Bing 1° 36 93 600 Ib. — 10E954 1% 6 35 Ib. = — 
Double-Sided Gray Bin Rail Racks 
96) 5%2"W x 10%'D x 5'H Clear Bins 20" 36" 53" 1600 Ib. 10E956 No. of Overall Overall Overall Load 
Without Bins 24" 36" 53" 500 Ib. 4RR26 Includes Shelves Depth Width Height Capacity Item No. 
Single-Sided Gray Louvered Panels Wire Shelving Units with Clear AkroBins® 
32) 4¥4'W x 5%'D x 3'H Clear Bins V4" 36" 19" 175 lb.  10E930 10) 1614'W x 2374'D x 11'H Bins 3 24" 36" = 74" = 2000 lb. 40K511 
60) 5%"W x 10%'D x 5'H Clear Bins 500 lb. 10E934 Overall Overall Overall Load 
120) 4%'W x 734'D x 3'H Clear Bins r 36" 61" 500 lb.  10E933 Includes Depth Width Height Capacity Item No. 
Double-Sided Gray Mobile Louvered Floor Racks Single-Sided Gray Louvered Floor Racks with Clear AkroBins® 
(72) 1074"W x 5¥4'D x 5'H and (24) set 36 75" 1200 1b. 40E962 36) 8Ys'W x 1434'D x 7'H Bins 17’ 3594" 75%"  1000lb.  40K481 
14%4'"W x 8%'D x 7'H Clear Bins Wall-Mounted Gray Louvered Panel with Clear AkroBins® 
120) 5%"Wx10%'Dx5'HClear Bins 25" 36" 72 1200 lb.  10E960 24) 8V4'W x 14%'D x 7°H Bins BY," 36" 61" 1000 lb.  40K466 
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Find the why. Find Solutions. Find Great Prices. 


SHELVING & STORAGE 
Storage Bins & Systems 








Louvered Panel 
No. H4609 


Louvered 
QUANTUM™ Floor Rack 
= STORAGE 
a AKRO-mILs® SYSTEMS poe Meat 


Floor and Wall Hanging Systems 


AKRO-MILS® FLOOR AND WALL HANGING SYSTEM 
= 16-ga. steel construction 

= Powder-coated finish 

= Used to hang AkroBins® (not included) 


Louvered Panels—Versatile panels can be installed on shelving, workbenches, 


walls, or even inside service vans. Mounting hardware not included. Louvered 
panel hooks are available, see Grainger.com®. 


Louvered Bench Racks—ldeal for use on workstations. Side supports bolt 
onto unit. 


Louvered Floor Racks—Racks provide high-density storage. Assembly 
required. 


Rail Floor Racks—'deal for creating stationary storage islands. 


Rail Mobile Kit—Converts 2-sided floor rack No. 5YM90 into mobile storage 
center. Includes reinforcing braces, handle, and 4" polyolefin wheel casters. 
Rear caster locks to prevent rolling. 


Structural Foam Bin Utility Cart—Mobile workstation has a sturdy top that 
converts from box top to flat top and provides a convenient work surface. Bin 
Rail Accessory Kit No. 4YT93 must be used to hang bins on cart. 


Bin Cart—Cart provides mobile, easy organization and parts retrieval. Double- 
sided rails can be picked from both sides. 14-ga. steel worktop. 


QUANTUM™ FLOOR AND WALL HANGING SYSTEM 
= 16-ga. steel construction 
= Bins sold separately 


Louvered Panels and Racks—Modular and economical wall-mount system 
hangs bins to add valuable storage space. High load capacities. Baked enamel 
finish resists rust and corrosion. 


Rail Systems—Economical way to store several bins of different sizes in a 
small area. Can be single- or double-sided; configure to fit any application. 


Load CHOOSE: Item 
Capacity Color No. 


Overall 
Description D W H 
Akro-Mils® Louvered Hanging Systems 


Ae 18" 19" 140 Ib. Gray H4608 * 
at aa 19" 160lb. ‘White H4608 * 
Ye 18" 61" 500 Ib. Gray 1UMD7 * 


Louvered Panel Se’ 3534" 19" 160 Ib. aa eae H4609 * 


As 36" 61" 1000 lb. Beige, Gray H3996 ~* 
1" 52" 84%" 750 Ib. Gray _ 40L708 
Spinning Louvered Bench Rack ie ie. a ao ce: atay ene 
: : : ; ray 
Louvered Bench Rack B%e" 27'%6" 19%" 120lb. Gray _H4610 
Va He" 3h" 
Louvered Floor Rack, 1-Sided eS ay ae 
Louvered Floor Rack, 2-Sided ane ay pe 
Akro-Mils® Rail Hanging Systems 
Bin Rail Floor Rack, 1-Sided 14%" 36" 53° 290 Ib. Gray 3AA11 
Bin Rail Floor Rack, 2-Sided 20° —s 36" 53° 500 Ib. Gray 5YM90 
Structural Foam if Sone Cart 42" 19" 34" 400 Ib. Gray oYM99 
Structural Foam Bin Utility fF : , 
Cart w/Cup Holder 46 24 34 400 Ib. Gray 4YT95 
Bin Cart 24" 38%" = 36%" ~— 250 Ib. Gray 5W888 
Akro-Mils® Accessories 
Dolly for use with No. H4579 3/26" 6" 700 Ib. Gray 1UME4 
Mobile Kit for use with No. 5YM90 _ _ 54%" 500 |b. Gray 5W876 
Bin Rail Accessory Kit for No. 4YT95 = — = — _ 400 Ib. Gray 4YT93 


* Priced each, sold in cartons of 4 only. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 











Floor Rack, 
2-Sided 
No. 5YM90 


No. 5YM99 


Wire Louvered 
Panel 
No. 49H198 








MAXIMUM NO. OF BINS PER SYSTEM/RACK 

Choose No. of Bins Based on Size 
Akro = Quantum | 5% x | 73x | 10% | 10% | 14% | 10% | 10% | 1454" 1434 x10% x| 18 x 
Item Item Je AY" x AV," x BV" x 52" x 11" x BYa" x BVA" 1672" 16%", 11" 


For Rail i , System : ' - - | 
SAAT 3321 43 06 go | 48 | 48 | 45 | 24 | (Pe BG . 
| 332142 | 192 | 192 | 96 | 96 | 96 [| 48 | 48 | 48 | 24 | 32 | 16 
| 332140 | 192 | 192 | 48 | 24 | 
[332141 | 96 | 96 | il il Ear 12a) 
For Louvered Hanging Systems 

H4608  G6998 16 | 16 
~H4609_H4578 
_40L/08 | — 
-1UMD7 | G6999 
~H3996 | G7000 
: PBoZ130 
~1UMD9 | 332137 











_H4610 














mimieoelmicos 
332134 | 16 | 16 
VAC in itm i 
332144 | 60 | 60 a 
N/A | 332139 | 240 | 240 
Structural Foam Bin Utility Carts 
—5BYM99 | N/A 70 | 70 | 42 | 30 


4YT95 | N/A | 80 | 80 | 48 | 36 [ 36 
‘Wire Louvered Panels with Wire Hang and pea Bins 
NA _ 491198 ge allege | 18 | 

— N/A | 49H199 | 56 | 56 

— NA ' 49H201 va Be 





Overall Load > CHOOSE: Item 
Description D W H Capacity Color No. 
Quantum™ Louvered Hanging Systems 
Ya" 18 19" 175 Ib. Oyster White, Gray G6998 
Vy" 18" 61" 175 Ib. Oyster White G6999 
1" 18 bl 1/5 1b, Gray G6999 
——— 
4" : : raw i ray 
Louvered Panel vs’ 36" 19" 175 lb. Oyster White, Gray 4578 
il 36" 61" 500 Ib. Oyster White G7000 
Vy" 36" 61" 500 Ib. Gray G7000 
iid 48" 19" 250 Ib. Gray 33Z120 
1" 48" 61" 500 lb. Oyster White, Gray _G7001 
1" 18" 36" 175 Ib. Chrome 49H198 
Wire Louvered Panel T 36" 30" 175 Ib. Chrome 49H199 
1" 30" 48' 250 Lb. Chrome 49H201 
——— 
4" ii : 500 Ib. ray 5 
Mave uD eLeIaeK 36°12" 150 Ib. Gray 332136 
YA" 36" 19" 125 Ib. Gray 332137 
Louvered Floor 1Z 36" 66" 800 Ib. Gray 33Z145 
Rack, 1-Sided 12%" 18" 66" 375 Ib. Gray 332144 
Louvered Floor 25° 36" 66" 2000 Ib. Gray 332138 
Rack, 2-Sided 25° 36" 72° 1200 Ib. Gray 33Z139 
Quantum™ Rail Systems 
Rail System w/12 Rails 20" 36" 93° 1600 Ib. Gray 332140 
Rail System w/16 Rails 20" 36" 53° 1600 Ib. Gray 332142 
Rail System, 1-Sided 1D 36" 53° 600 Ib. Gray 332141 
Rail System, 2-Sided ey 36" 53° 600 Ib. Gray 332143 
Wall Rail — Vy" 3" 125 Ib. Gray 8EZW4 
ear REGEERITIES 
obile Kit for use wit ‘ i ; 
obile Kit for use 
with No. 332138 = aley TOES 





SHELVING & STORAGE Scan. Order. Done. 
Storage Bins & Systems Details on page Al. 










aiAKRO-MILS® 


AkroBins® Hanging Plastic 
Bins and Wire Shelving Units 


= For additional Bin Shelving Units, see Grainger.com® 

1} Hang bins from racks and panels; reinforced rib design 

creer, Oe ii prevents sides from spreading when loaded or stacked. 
| All bins (except 18"D models) have slot on front panel 


Yellow Bin, 
No. F8647 





~ 


Black Bin 
No. F8699 








ear 7 — an for inventory cards or large labels. Full-width hanger lip 
nits W, ue BINS . wo 
No. F8697 No.D5367 supports heavy loads. Black plastic dividers and clear 
lids sold separately. 
Wire Shelving Units with Bins—Chrome-plated 
shelving comes complete with colored bins. Assembles 
, Wire Shelving easily. All units are 14"D x 36"W x 74"H and include 4 
ight Glue bin, Unit w/Red Bins, _ posts. 800-Ib. shelf capacity; 2000-Ib. total load capac- 
penne No. D5519 ity per unit. Meet NSF standards. 
DIVIDERS Item 
Outside > CHOOSE: BINS BIN LIDS PKG. of 6 Description > CHOOSE: Bin Color No. 
D W H Color Item No. Item No. Item No. Wire Shelving Unit with Bins 
Stack and Hang Bins Includes (9) 18"D x 16%'W x 11°H Bins Black, Blue, Clear, D5367 
Standard Colors Includes (18) 1494"D x 16%2"W x 7"H Bins Green, Red, Yellow D5521 
oO" Aye 3" F8648 46U433 oKY84 Includes (24) 18"D x 11"W x 10°H Bins Black, Blue, Clear, Green, D5366 
73% «AY a F8647 46U434 5KY85 Includes (36) 1434'D x 84'W x 7'H Bins Red, Stone, Yellow D5519 
10%" 8%" ce F8698 _ 5KY87 item 
10%" 4%" 4" F8685 46U437 20XK04 Description H Ww No. 
10%" 5%" 5" F8657 46U435 5KY86 Bin Rail 
10%" 11" 9" Black, Blue, Clear, | _F8699 46U436 5KY86 For AkroBins up to 14%4'D cy 4TY:' 6GDDO 
10%" 16%" 5 Green, Red, F8695 — 5KY86 Item Pkg. 
143%" bY," a Stone, Yellow F8659 — 20XK05 Description Color No. Qty. 
149%" 84" 7' F8697 — 5KY88 Printer Labels and Card Stock Holders 
14%" 16% ih F8696 = 5KY88 1346 x 3" Card Stock Holder Clear/White 21D064 25 
18' BV" g" F8694t = 5KY89 1 x 3" Label Holder Clear/White 21D065 25 
18 it: 10" F8691 ‘+ = 20XK06 1% x 4" Label Holder Clear/White 21D066 25 
18° 16%" 1T" F8693_ + = 5KY90 
Premium Colors 
10%" 5%" 5" Light Blue, Purple) D5417 46U435 5KY86 
10%" 11" 5" Purple D5418 46U436 5KY86 
14%" 8" E D5419 = 5KY88 
a9" 16" 7 Light Blue, Purple |e a4 = 5KY88 


t 18"D bins are not recommended for use on rail and louvered hanging systems. 


Ultra Stack and Hang Plastic ene 

and Wire Shelving Units (me Sarees 

= For additional Bin Shelving Stackable and hanging bins provide an 
Units, see Grainger.com® ideal, customized storage space solution. 





= For clear bins, see Durable injection molded bins are impervi- 
: page 1280 ous to most chemicals. Industrial strength 
GO165 wire shelving allows shelves to be adjusted; 
smaller or larger depending upon require- 
ments, creating a useful, workable storage 
system. Easy assembly, no tools required. 
DIVIDERS, 
Outside > CHOOSE: BINS PKG. of 6 WINDOWS > CHOOSE: 
D W H Bin Color Item No. | Item No. Item No. Description Bin Color Item No. 
Stack and Hang Bins Wire Shelving Units With Bins 
5" 4,' oF GO165 | 332354 — Includes (36) 5% x5 x 10%" Black, Blue, Green, | @795q 
5x" 4Ye" a. F0598 8Y078 — and (12) 8% x 7 x 14%" Bins Red, Yellow 
1% 4Ve' 3" F0599 97480 — Includes (28) 10%4"D x 8%'W x 7'H Bins | Blue, Green, Yellow | G7065 
WAL e" 5" G7039 332355 332128 Includes (28) 14%4"D x 8%4"W x 7"H Bins | Blue, Red, Yellow G7066 
107%’ 4Y,' 4" E1526 8DA43 9MGZ9 Includes (21) 16'D x 11'W x 8'H Bins Blue 332212 
11" 5" 5 F0600 QME47 9KGM6 Incl 920) 1774"D x 8Y4"W x 9'H Bi Black, Green, E3963 
iT BV 7 FO604 | SAFJ3 8D886 ACIUEES (ey Wie MeN NOWEMS: |: _ Yellow Elbe 
17 11 5" F0603 OME47 9J668 Includes (15) 18"D x 11"W x 10°H Bins Green, lvory, Red G7064 
11" 164" 5" Black. Blue. Green F0606 8C771 9R505 Includes (14) 1494"D x 1614'W x 7"H Bins} Black, Blue, Yellow G7067 
1354" BVA" 6" Ivory, Red, Yellow G7040 337356 337129 Includes (8) 177'D x 16%'"W x 11'H Bins Red, Blue E3964 
13%" A 8" G7041 | 332357 332130 - Item 
149," 5 v5" 5 F0602 | 8sPCC3 9KGM6 __ Description No. 
149," 8a" a F0605 | 9NPPO 8D886 Swivel Stem Caster Kit 
1435/1" 1614" 7 F0607 ONPPO 8UNAG 4 Swivel Casters (2 with Brakes) 19YY17 
16" ina 8" F0608 9ME48 SEYL1 _ Load Item 
18" BY," Q" FO610 | SWKE2 9MGZ6 55 i pesetintion Capacity H W No. 
18' 11" 10" F0609 8773 8Y470 a 
18" 1614" 11 F0611 8C774 8NGN7 Wall Rail 125 Ib. 3 48 8EZW4 
Mobile Stack and Hang Bins 
18" 16%" it Black, Blue G7042 80774 8NGN7 
1282 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Optional 
Dividers 
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Optional 
Bin Cups 
Label Holder 
No. 8VM40 
CROSS DIVIDERS 
> CHOOSE: BINS Item Pkg. 
L W Bin Color Item No. No. Qty. 
4'H Shelf Bins 
115%" 23" F8465 — — 
11%" 4%" F8466 3A563 24 
11%" 65" F8464 3A564 24 
11%" 8%" F8877 3A565 24 
1%" 11%" F8874 6A278 24 
177%" 4%" F8462 3A563 24 
1778694" /BIUG, Rect Ver ow! Fe476 | SA564 4 
177%" 8%" F8876 3A565 24 
17H 11% F8873 6A278 24 
23% AiR" F8872 3A563 24 
23% 65" F8875 3A564 24 
23% 8% F8871 3A565 24 ~ 
23%" 11%" F8909 6A278 24 
6"H Shelf Bins 
177% 65" _|Blue, Red, Yellow) D5525 4KEY1 {2 sam 
Oe ~ fia faq AKRO-mILs® 
L W H No. Carton Qty. - . e 7 
Bin Cups, Translucent oS Plastic Shelf Bins and Shelving Units 
aL ch sh 1UGRS oom = More dividers are available, see Grainger.com® 
Description Color No. = Clear bins are available, see page 1280 
tape roe Stack HOUs; AGaWii vpoga—S«LUFdy industrial grade polymer shelf bins are ideal for use with 12", 18", and 24" deep shelv- 
D5" x DV; Black 8VIM40 ing or vertical storage and retrieval units. 1-pc. construction is waterproof and unaffected by 
, meee evo > CHOOSE: Bin Color Item No. grease or oil. 
Wire Shelving Units . i 8 ; 
(60) 1154"D x 6'W x 4°H Bins Red. Yellow D5526 Optional black industrial grade polymer dividers and removable bin cups are sold separately. 
7 i] 5 iT) i} + a . : . : . 
‘a6 905 ‘ are : rq an Red, Yellow, Blue mE Wire and Steel Shelving Units—Chrome-plated wire and 22-ga. steel shelving units come 
(96) 1774'D x 4%'W x 4'H Bins Red, Blue D5529 complete with colored bins. Easy to assemble with quick-adjust clips. Both measure 36"W x 
ah Li —_ 74"H and include 4 posts. Wire units have 800-Ib. shelf capacity, based on evenly distributed 
(96) 1154'D x 4¥6'W x 4H Bins Yellow 8CMX4 loads; 2000-Ib. total load capacity per unit. Steel units have 500 Ib. per shelf capacity; 3000-Ib. 
(144) 1196'D x 274'W x 4'H Bins gPV22 total load capacity per unit. Wire units meet NSF standard. 
* GRAINGER 
APPROVED 
> CHOOSE:| Item H H 
L Ww H Bin Color, No. Plastic Shelf Bins 
275" 4" J5051 ; . 
AiR q 35052 Bins are sized to fit shelving with depths of 12”, 
119’ 658 q J5055 18”, or 24” and help you organize inventory and 
ae ; senen improve productivity. Ideal for all environments 
AV 4" Blue. Green, —Joue4 including industrial, commercial, healthcare, and 
177%" an 4" Red, Yellow 48056 _ foodservice. Plastic construction allow these bins 
+1 1%" q 35062 to outlast corrugated bins. Dividers are available 
au r yeee separately to help create multiple compartments, 
2354" aa 7 75063 see Grainger.com®. Use multiple colors to code 
TTR" 4" J5061 inventory and facilitate order picking. 
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SHELVING & STORAGE Scan. Order. Done. 
Storage Bins & Systems Details on page Al. 













(ag ce 
Plastic Shelf Bins and Shelving Units 


= Additional Plastic Shelf High-density shelf bins feature a molded-in 
Bins, Cups, and Shelving —_label holder, and a wide hopper front and built-in 








Units are available, hanglock for easy access to contents. Optional 
see Grainger.com® dividers fit horizontally across bin and allow easy 
No. = Clear bins are available, —_ part labeling with individual label slots. 4" and 8" 
G6996 see page 1280 bins can accommodate up to 7 dividers and 6" 
bins can accommodate up to 8 dividers. 
> CHOOSE: Item —— Pkg. 
Description Color Size No. Qty. 
Bin Accessories 
Plastic Bin Cups Blue, Yellow 3M%'L x 13%4'W x 3'H F2398 
DIVIDERS, Plastic Bin Cups Blue, Yellow 5¥e'L x 254'W x 3"H F2399 1 
PKG. OF 50 Label Holder Black 2%'W x 4'L 2Z7MR6 24 
> CHOOSE: BINS Item Label Holder Black 2%'W x 4'L 332131 24 
L W Bin Color Item No. No. Swivel Stem Caster Kit — 4 Swivel Casters (2 with Brakes) 19YY17 1 
4'H Shelf Bins Total No. Item 
2" F0612 _— Bin Height Bin Width Bin Depth of Bins > CHOOSE: Bin Color No. 
AV," F0613 8PCC8 Steel Shelving Units 
1154" 65," F0614 80964 75°H x 18"D Units 
854" F0615 QWTC4 4s 177 96 Blue, Ivory, Red E1515 
11%" F0616 80965 4" 6" 177%' 60 Blue, Red, Yellow E1516 
4, shee Gresicluar F0617 8PCC8 BY" 177%' 48 Blue, Yellow E1517 
1774" 65" Red. Yellow Y: F0618 80964 4s 177%" 72 G6994 
854" F0619 QWTC4 6" 6," 177' 45 Blue, Red, Yellow G6995 
11%" F0620 80965 854" 177% 36 G6996 
4, F0621 8PCC8 75°H x 12"D Units 
035/" 6%" F0622 80964 AV," 117%" 96 Black, Blue, Green, Ivory, Red, Yellow E1506 
854" F0623 QWTC4 4" 6" 117%" 60 Blue, Green, Black, Yellow, Ivory, Red | 1507 
11%" F0624 80965 854" 117% 48 Black, Blue, Green, Ivory, Red, Yellow | 1508 
6"H Shelf Bins 4s 1154" 72 G6986 
4s" D5563 2ZMR2 6" 6" 1154" 45 G6987 
1154" 65," E5729 2ZMR3 334! 1154" 36 Blue, Red, Yellow G6988 
89" E5730 2Z7MR4 115%" 28 G7420 
11%" E5731 2ZMR5 8" 11%" 1154" 21 G7421 
Ai E5732 2ZMR2 4%, 1154" 56 Blue G7418 
' 65," F9082 2ZMR3 60"H x 12"D Units 
ane By5" Ive, ned, Xe F5733 27MIR4 ye le 64 Black, Blue, Ivory, Red, Yellow F1545 
11%" £5734 2ZMR5 : 1154" 64 G7016 
4s E5735 2ZMR2 6" 65," 1154" 40 Blue, Red, Yellow G7017 
9354" 65," E5736 2ZMR3 11%" 115" 24 G7019 
854" E5737 2ZMR4 39°H x 12"D Units 
11%" E5738 2Z7MR5 4s 1154" 32 G6982 
8"H Shelf Bins 6" 6" 1154" 20 Blue, Red, Yellow G6983 
4" G7026 33Z350 11%" 1154" 12 G6985 
4154" 6%" G7027 332351 Steel Wire Shelving Units 
854" G7032 332352 74°H x 24"D Units 
11%" G7034 332353 4' 6" 23%8' 55 Black, Blue G7062 
ro Bille, Wem NeNOw G7028 337350 74°H x 18°D Units 
177A" 65%" G7029 332351 4 177% 88 Red, Yellow E3957 
84" G7033 33Z352 4" 6," 177% 55 Black, Blue, Green, Red E3958 
11%" G7035 332353 854" 177% 44 Black, Blue, Red E3959 
43 Blue, Red G7030 * | 332350 74°H x 12"D Units 
0354! 6%" G7031 332351 4" 6" 115%" 55 Black, Blue, Green, Red, Yellow G7061 
854" Blue, Red, Yellow G7036 332352 6" 4s 1154" 64 Blue G7080 
11%" G7037 332353 6" 1154" 40 Blue, Yellow G7081 


* Not available in yellow. 


ei AKRO-MILs® 


Indicator Bins and Systems 


Identify low-stock or out-of-stock items using this system of two-toned bins. 
When main compartment is low or empty, turn the blue side around to the 
orange "order more" trigger color side. Sloped shelves on wire or steel pick 
racks keep inventory at front of bin for easy visibility. 








DIVIDERS 
Outside Outside Outside > CHOOSE: BINS Item Pkg. 
Length Width Height Color Item No. No. Qty. 
Double Hopper Shelf Bins 
4154" AY," 4" H8694 21D137 12 
634" 4" Sari H8695 3A563 24 
; 4," 4" ue/Orange | H8696 21D138 12 
parte We 6x4" ry H8697 | 3A564 24 
Item 
Description No. 
Steel Shelving Unit 79"H x 12"D Steel Shelving Unit with Bins 
w/Bins (60) 115% x 6% x 4" Bins 6GDL2 
No. 6GDL2 (96) 11% x 4% x 4" Bins 6GDL1 
1284 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SHELVING & STORAGE 


e Bins & Systems 





QUANTUM™'! 
STORAGE 
SYSTEMS 


ce 


Stackable Shelf Bins and Shelving Units 


Strong, durable polypropylene construction. The 12", 14" and 18"D bins 
have a built in rear hanger that allows bins to hang from louvered panels and 
rail systems. Bins have a raised front opening to maximize storage capacity. 
Waterproof bins are rust- and corrosion-resistant. Large molded in front label 
slots for ID labels. Autoclavable up to 250°F and resistant to extreme cold. 


BINS DIVIDERS 
Outside > CHOOSE: Item Item Pkg. 
W H D Bin Color No. No. Qty. 
' ‘i 14" G7045 24K172 6 
‘a 18" G7048 24K172 6 
‘eZ 12° G7043 24K173 6 
8 V;" 7' 14" G7046 24K173 6 
(é 18" Ivory, Blue, Gray, G7049 24K173 6 
‘ia 2012" Black, Orange G7051 24K173 6 
‘a 12° G7044 | 24K174 6 -_ 
44" ‘a 14" G7047 24K174 6 
(a 18° G7050 24K174 6 
‘a 201%" G7052 24K174 6 
> CHOOSE: Item 
Includes Bin Color No. 
74°H x 12"D Wire Shelving Units w/Bins 
(28) 8%'W x 12'D x 7'H Bins Orange G7069 


(21) 11°W x 12'D x 7H Bins Blue, Gray, Black, Orange) G7070 
74"H x 14"D Wire Shelving Units w/Bins 

(28) 814'W x 14"D x 7'H Bins Blue G7072 
(21) 11'W x 14'D x 7'H Bins G7073 
74°H x 18"D Wire Shelving Units w/Bins 

(35) 6'W x 18'D x 7°H Bins Gray G7074 
(28) 84%4'W x 18'D x 7'H Bins Blue G7075 
(21) 11°W x 18'D x 7H Bins Black G7076 
74°H x 21"D Wire Shelving Units w/Bins 

(28) 8%4'W x 20%'D x 7'H Bins Blue, Orange G7077 
(24) (12) 84", (12) 11"W x 20%'D x 7'H Bins Orange G7078 ‘ 
(21) 11°W x 20%'D x 7'H Bins Ivory, Blue G7079 
Swivel Stem Caster Kit 

4 Swivel Casters (2 with Brakes) = 19YY17 


Bin w/Divider 


Mobile Wire 
Shelving 
Unit w/Bins 


(Res a Ree eee 


aAKRO-MILs® 


Stackable 
Shelf Bins and 
Shelving Unit 


Tall heavy-duty industrial-grade polymer 
bins hold more heavy and bulky parts than 
most plastic bins. Use with 18" or 24"D 
shelving, or stack between shelves and 
cabinets. Bins include 1 plastic divider; 
additional dividers are sold separately. 
Beige color bins. 





Red 


No. F8690 Chrome-plated shelving un 


iAKRO-MILS® 


Molded-in 6-Compartment Bins 


System Bins™ with molded-in front-to-back dividers keep 
small parts stored and sorted. Fit all standard 36"W shelv- 


Includes 
ing, racks, and benches. Wide, smooth bin fronts allow easy Mobile Wire Shelving Unit with Bins 

labeling (labels not included). Nest when not in use. (30) 11 x7x 2072" Bins aN 
BINS Outside Load Item 

Outside Item W H D Cap. No. 

L Ww H > CHOOSE: Bin Color No. Stackable Shelf Bins 

33" 12" 5" F8690 WA Z 201" 60 Ib. 2RV53 
33" 18 5 eueee Tee F8689 11" 7 20%" 75 Ib. ORV54 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Oe 
Pye 






sn 


* = 
stm ase aN eR a a oe ee eS 


rir 
a or ae, ‘ir aa nd 


a 





=. 
a _ 





ee 


ey 


MOBILE WIRE SHELVING UNIT WITH BINS 


it comes complete with 


beige bins. Easy to assemble. Four 5" casters, 2 with 
brakes. Unit is 24"D x 60"W x 68"H and includes 4 
posts. 2000-lb. total load capacity. 1 divider included 
per bin. Meets NSF standard. 


Item 
No. 
4KEV3 
DIVIDERS 
Item Pkg. 
No. Qty. 
2RV55 6 
2RV56 6 





SHELVING & STORAGE 
Storage Bins 


Scan. Order. Done. 
Details on page A1. 








Giant Hopper Bin 
No. 1NTW8 


QUANTUM™ 
STORAGE 
SYSTEMS 


Shelf Bins—Built-in rear hanglock 
allows bins to tilt out for complete 
access when on shelving. 





a? 


Shelf Bin 


Hang and Stack Bin No. iNTX3 


No. 1NTV2 


Recycled Bins 


= 100% post-consumer, high-density 
polypropylene/polyethylene 

= Black color 

= Printer labels are available 


separately, see Grainger.com® Giant Hopper Bins—Heavy-duty, 


extra-strong bins have reinforced 
walls and double-wall thickness with 
preformed lip, which allows bins to 
interlock and provides up to 150-Ib. 


Hang and Stack Bins—Front, back, 
and side grips provide easy handling. 
Built-in rear hanger allows bins to 


hang from louvered panels or rails. stack capacity. 
Wide stacking ledge and antislide lock Outside Item 
keep stacked bins steady and prevent L W H No. 
shifting Shelf Bin 
1154" 4 1NTX1 
115%" 854" 1NTX3 
1154" 11%" 1NTX4 
Outside Item 172! Aye 1NTX5 
L W H No. 4" 177% 654" 1NTX6 
Hang and Stack Bins 177% 8%" 1NTX7 
43s 4, 3 43Y402 2358 4, INTY1 
59" 4, 3 INTV2 2358 65," INTY3 
798 4, 3 INTV3 2358 854" INTY5 
1034" BVA" 7 INTV9 2358" 11%" INTY7 
4 4 INTV4 1154! 294" 4" INTW9 
1074" 5Y" 5" INTV5 6," 4' INTX2 
11° 5" INTV8 177%" 11%" 4" 1NTX8 
16%" a INTW2 Giant Stack Containers 
5 iY" 5" 1NTV7 15%" 197%" 12%6' — 1NTW8 
143/" 84" ia 1NTW1 Giant Hopper Bins 
16%" ih INTW3 VA 1934" 1254" 1NTY9 
16" 11° 8" INTW4 7TH 1934" 1254" 1NTZ2 
BVA" g" INTW6 1174! 1934 1834" 1UNJ2 
18" 11" 10" INTW5 29" 1834" 1UNJ4 
16%" i 1NTW7 1934" 1254" 117%" 1NTZ4 
——— || 


QUANTUM™ 
STORAGE 
SYSTEMS 


On Wire Mesh 





stacking Hang and Stack Bins 
’ \ Bracket ; 
No. 35JG34 = = 1/5-\lb. stack capacity 
No. 49H196 = See page 1281 for Wire Louver Panels 
Mesh pattern allows complete visibility of 
bin's contents. Built-in rear hanger allow 
eeucce bins to hang from louvered panels or rails 
and can be stacked one on top of the other. 
STACKING 
BINS BRACKETS DIVIDERS 
Outside Item Item Item 
L W H No. No. No. 
5v;s" 4 cy 49H189 — 35JG35 
7% AV" ey 49H190 | 35JG30 35JG36 
10%" 8' ia 49H193 | 35JG31 35JG37 
1054" 5" a 49H191 | 35JG32 35JG38 
1054" 11" 5 49H192 | 35JG32 35JG38 
147% 8' a 49H194 | 35JG33 35JG39 
147%" 161% 7' 49H195 | 35JG33 35JG39 
187%" 11" 10%" 49H196 | 35JG34 35JG40 
1874" 17' 11%" 49H197 | 35JG34 35JG40 


iAKRO-MILsS® 


Economy Nest and Stack Bins 


Strong, industrial-grade polymer bins have 
wide label area (labels are available separately, 
see Grainger.com®). Fit on 12"- or 18"-deep 
shelving. Black color. 





Outside Load Item 

W H Cap. No. 
87%" 6%" 5 6 Ib. 3HRZ8 
1 834" 5 15 Ib. 3HTA2 
11%’ 6%" 5: 12 |b: 3HRZ9 

17’ 6%" de 24 Ib. 3HTA1 No. 3HRZ8 
17" 834" 7" 24 |b. 3HTA3 
1286 GRAINGER. 
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Shelf Bin 
No. 4RR27 








(EG Srorace 
STORAGE Stackable Bins, No. 4RR38 
(HE sone (Dividers Sold Separately) 
ESD Conductive Bins 
Permanently conductive, : oumde 4 ne 
black polypropylene bins Shelf Bins 
protect electronic compo- 11%" AY," 4" 4RR27 
nents during storage and 11% 66" 4 SLY63 
; 177% 4% 4 4RR28 
transportation. Surface 0354 Ai 4" 5LY64 
resistivity <10° Ohms per 2356" 6%" 4" 5LY65 
square. Electrostatic decay 23% By 4 SLY66 
BINS |DIVIDERS, PKG. OF 6 
rate is tested to meet Mil. Outside item Item 
Spec. B81075B at <0.1 L wes No. No. 
seconds. Shelf bins nest ee 
5 4¥%" -3"_~‘| ~43Y401 — 
when empty for space- 5% 4% 3° | 4RR35 BRHX9 
saving storage. Stackable a a S ns ove 
. p _ ‘4 ‘4 
bins have a wide stack 0 ARS 41M588 
ing ledge to ensure : 11" +5" | 4RR38 11M588 
stability. Bin Hanging 443," —84 7 | 4RR39 11M589 
systems are available, see a a ae 
. 16" 11" —-8"_—~«|~—«2TB26 9F060 
Grainger.com®. 18° «16% sit" | 4RR42 11590 


oiAKRO-MILs® 


ESD Conductive Bins 


Protect electronic components 
during storage and transportation. 





ESD protection is 106 to 109 ohms : a ‘ an 

per square. Stackable bins can be 556" 4, a 5ZK97 

suspended from any stationary ie : ah 3 ae 
_Mile® . 8 2 

Akro-Mils® hanging system (see 1074 11" 5 57101 

page 1281). 14%" 8 im 5ZL02 


ESD Conductive Hopper Bins 


Protect parts from static electricity. 
Permanently molded in conductive material 

for use in cleanrooms and workstations. <1.0 
X 10° ohms per square. Label insert area for 
easy identification. Bins hang on most louvered 
panels or rails, except No. 19YY14. 













Outside Item 
L W H Color No. 1 9YYos 
ESD Conductive Bins 
‘a 4" 3" Black 19YY05 
934" 87h" 5" Black 19YY10 
gif" biz 5" Black 19YY08 
127," 8%" 6" Black 19YY12 
127," 11%" 6" Black 19YY13 
18%" 115%" 7¥' Black 19YY14 
ESD Conductive Bins with Divider 
(a 4" : Black 19YY06 
934" 87" 5" Black 19YY11 
Qi," WA 5" Black 19YY09 
Open-Front Gal Ewis 
Hopper Bins 2.” 
No. Strong, injection-molded HDPE construction. 


10E134 __ Bins stack up to 3 high when full and nest 
when empty for high-density storage and 
easy access. Blue color. No. 10E134 has 
swing arm that can withstand a static weight 


load of 25 lb. 


No. 
Outside Item 
10E135 L W H Cap. No. 
147% 11% 12% 6gal. 106134 
tv" 20%" 12%  {2qgal. _10E135 
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SHELVING & STORAGE 
Bins & Bin Storage 





Giant Open Hopper Magnum 
Bins and Shelving Units 


QUANTUM™ 
STORAGE 
SYSTEMS 





# 150-lb. stack capacity SHELVING UNITS 
= Molded-in divider slots, label slots, WITH BINS 
and rear carrying handle Economical, high-density 
Preformed interlock lip and a wide stacking ledge allow shelving is made from 22-ga. 
secure stacking. Double-thick ribbed walls provide extra steel. 350-lb. capacity per 
strength. Injection-molded, high-density polypropylene is shelf (based on evenly ; ; 
resistant to solvents, corrosion, rust, and rot. Mobile bins distributed loads). 18"D x Open Hopper Bin a oar eb Bin 
feature four 3" swivel casters with brakes and have a 300-lb. 42"W x 75"H. Gray color. POR rons spate 
load capacity. 
Outside > CHOOSE: BINS DIVIDERS WINDOWS > CHOOSE: 
W H Bin Color Item No. Item No. Item No. Description Bin Color Item No. 
Bins Shelving Units with Bins 
19%" 1254" 57" F0817 12R262 332124 10-Shelf Unit with (27) 19%%'D x 12%4'W x 5%'H Bins Give: Green. Bed. Vallow E1528 
199" 129%" TA | pie Green F8681 11M577 — 8-Shelf Unit with (21) 19%4'D x 1234'W x 77'H Bins plied, E1529 
199" 129%" 117" | ag’ vellow F0818 11578 — 6-Shelf Unit with (15) 1954'D x 1234'W x 11H Bins Blue, Green E1530 
19%" 1838" 117%" F8680 1VH15 332127 6-Shelf Unit with (10) 19%4'D x 18%4'W x 117¢H Bins Blue, Green, Red, Yellow E1531 
29° 18% = 117" F8679 * — — 7-Shelf Unit with 16 Mixed-Size Bins Blue, Green D5571 
Mobile Bins 6-Shelf Unit with 16 Mixed-Size Bins Red, Yellow D5571 
29° 18%" 1474" | Blue, Green, | pergg + as = 


Red, Yellow 
* Includes heavy-duty spread bar for extra strength and support. 


Hulk Hopper Bins and Shelving Units 


QUANTUM ™ 
STORAGE 
SYSTEMS 












= 150-lb. stack capacity Mobile Hopper Bins—Come with four 3" swivel 
= Front, back, and side grips for easy handling casters with brakes. 250-lb. load capacity. 
Organize inventory with strong injection-molded Stack Bin Shelving Units—Chrome wire shelving 
polypropylene bins. Optional clear crystal styrene units have an 800-Ib. capacity per shelf. 
windows increase bin capacity and allow quick view 
of contents. 
CLEAR BINS DIVIDERS WINDOWS 
Outside > CHOOSE: BINS Item Item Pkg. Item Pkg. 
Le. W H Bin Color Item No. No. No. Qty. No. Qty. Hopper Bin 
Hopper Bins No. E4449 
Ai rd E4445 6GAN8 11M591 6 8PH18 6 
WA 9 Blue, Red, Yellow E4446 6GAN9 TiM592.—s«6 — — 
23 7/) 1T" 7 F8433 6GAPO 1iM593_—s«6 TiM652. 4 
: it 10° Yellow E4447 6GAP1 1iM594_—s«G 8THVO 4 
163" iT E4448 6GAP2 1iM595—s«G 2TA83 1 
1873" 12 E4449 6GAP4 11M596—s«CG 2TA84 1 
By" rd E4543 * _ 332358 6 8PH18 6 
on E445 | 3373601 2TAB3 
7, Q" ‘ 4545 — 
BV" 1 Blue, Red, Yellow = |—Fa546 = 3373611 2TAS4 1 
16%" 15" E4547 — 332362 1 1UVR9 1 
16%" 17%" E6506 * — — — — — 
3574" 197%" 17%" E6587 — = — — — 
2378 17%" E6588 — — — — — 
Mobile Hopper Bins 
16%" iil £4548 _ 332360 1 2TA83 1 
2974" 18" i: Blue, Red, Yellow E4549 — 332361 1 2TA84 1 ; 
1673" ie E4550 — 332362 1 TUVR9 1 Mobile 
ser ae ie Red, Yellow peale — — — — — Hopper Bin 
57," g 7¥ 557 — — — — — No. E454 
D974! 1715! Blue, Red, Yellow D5574 — — — _ — o. E4548 
Overall Overall Overall > CHOOSE: 
Description Depth Width Height Bin Color Item No. 
8) SMART (3) 23% x 11 (4) 23% x 8Y% 
RX BY 1", VEX TXT PX BY X \ fr \ 
9" (3) 2374 x 11 x 10", and (2) 23% x 16% x 11" Bins = 36 a Blue, Yellow D5604 
10) 2374" x 1614" x 11" Bins 24" 36" 74" Yellow D5605 
13) 297%" x (9) 11", (4) 16%" x (9) 10", (4) 11" Bins 30" 36" 74" Blue, Red, Yellow | D5606 
(8) 297%" x 184" x 12" Bins 30" 42" 74" Blue, Yellow D5607 
Stack Bin Dolly 
With Padded Rubber Ledge 30" 18" ot Blue {UVTI ; 
Swivel Stem Caster Kit a Stack Bin Dolly 
— — 7 


4 Swivel Casters (2 with Brakes) — = 
* Not available in Red. ¢ Not available in Yellow. 


(EG Srorsce 
STORAGE 
SYSTEMS 
ii 
Pallet Rack Bins 


Extra-large bins provide almost 
31 ft. of length and ensure 






no space is wasted when G7020 
used on a 42"D rack. Front, 
j j Outside > CHOOSE: 

back, and side grips for easy : 7 7 aa Gale | slniain. 
handling. Feature wide stack- Pallet Rack Bins 
islide lock 41% 16%" 17%" G7020 
ing ledge and an antislide oe 417%" 197%" 17%" | Gray, Blue | G7022 
to keep stacked bins steady Ati 9374" 17 V5" G7024 

nd prevent forward shifting. Mobile Pallet Rack Bins 
and prevent forward a g AT" 16%" 20%" | aa pie | G7021 
Waterproof and corrosion-free. At7A 1974" 00 V5" y, G7023 





Polypropylene construction. AVY 23% A Gray G7025 


Fiberglass Stack and Nest Hopper Bins 


= Compression-molded fiberglass- 7 
reinforced polyester construction GpLEwis 
= Load capacity: 500 Ib. ae 
= Temp. range: -60° to 250°F 
= Rack systems are available, 
see Grainger.com® Stacking 
Tough Plexton® polyester hoppers offer aesceriine 


high-density storage and quick access 





to product in extreme environments. 

Containers stack securely for efficient Gutside > CHOOSE: | Item 
use of space, nest when empty, and offer D Ww H Color No. 

smooth contoured surfaces and radius bate — oer Gray, Green, -—patge 
corners for safe and easy handling. a4 16%" Red F9003 
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SHELVING & STORAGE 
Bins & Bin Storage Systems 


Scan. Order. Done. 
Details on page A1. 


reas, 





Super-Size AkroBins® and Carts 


Additional Shelving Units and Bin Carts are available, see Grainger.com®. 


SUPER-SIZE AKROBINS® 

= Industrial grade polymer construction 

= Large, open hopper front 

= Molded-in rear carry handle 

Extra-wide ledge around sides of bin ensures secure stacking. Reinforced 
design prevents sides from spreading under heavy loads. Large area 

on front panel allows room for adhesive labels. Gray bins available on 
Grainger.com®. 


WIRE SHELVING UNITS WITH BINS 


Chrome-plated shelving units come complete with colored bins. Assemble 
easily. All units are 18"D x 48"W x 74"H and include 4 posts. 800-lb. shelf 
capacity; 2000-Ib. total load capacity per unit. NSF Certified. 


== AKRO-MILS® 


GRAINGER 
APPROVED 


ee = aes ana a = a. 2 ir | 


Clear Bin 
No. 40K424 





BINS CLEAR BINS | DIVIDERS, FRONT TO BACK | DIVIDERS, SIDE TO SIDE 
Outside > CHOOSE: Item Item Item Pkg. Item Pkg. 
W Bin Color No. No. No. Qty. No. Qty. 
Super-Size AkroBins® 
12%" : F9075 40K416 10A045 2 — — 
90" 12%" = 8" F8566 40K417 10A046 3 _ — 
12%" = 12" F9074 40K418 10A047 1 _ — 
1838" 12" F9073 40K419 10A047 1 —_— — 
84" r D5437 40K420 4MXK9 4 10A043 2 
11" ri Blue, Red, D5556 40K421 4MXK9 4 4MXL1 2 
23% 11" 10" Yellow D5557 40K422 3FWC1 6 3HRW7 6 
16%" 11" D5558 40K423 3FWC1 6 3HRW8 6 
18%" 12" D5559 40K424 — — 4MXL4 2 
294" 18%" = 12" F9078 40K425 10A048 1 _ _— 
D974" 11° 10" D5561 40K426 3HRW6 6 3HRW7 6 
16%" 11" D5562 40K427 3HRW6 6 3HRW8 6 Wire Shelving 
CHOOSE: | Item For Use With Item Unit with Bins 
Includes Bin Color No. Stacking Bin Brand No. No. D5362 
Wire Shelving Units with Bins General Purpose Dollies ; 
(8) 18%8" W x 20D x 12"H Super-Size AkroBins® D5365 No. F9078 24WF54 
(12) 123%" W x 20"D x 12"H Super-Size AkroBins® Red, Blue, D5364 No. F5562 GA 24WF55 
(18) 123%" W x 20"D x 8"H Super-Size AkroBins® Yellow D5363 
(24) 123%" W x 20"D x 6"H Super-Size AkroBins® D5362 


No. 24WF53 





QUANTUM™' | 





Stacking Bin 
No. F8828 


AKRO-MILS® 


Stacking Containers, 
Shelving Units, and Dolly 


= Industrial grade polymer construction 
= Wide hopper front for easy access 


Virtually unbreakable bins stack to form tall, stable storage arrangements on 
floors or shelving; side ribs ensure stability. Comfortable grip for easy handling. 


Optional dollies help create mobile storage systems. 


WIRE SHELVING UNITS 


Chrome-plated shelving comes complete with bins. Easy to assemble with 
quick-adjust clips. Units are 48"W x 18"D x 74"H and include 4 posts. 800-Ib. 


GRAINGER 
APPROVED 


shelf capacity; 2000-Ib. total load capacity per unit. Meet NSF standard. 
Outside Top > CHOOSE: Item 
W Cap. Color No. 
Akro-Mils® Stacking Bin 
15%" 19%" 12/6" 1.7 cu. ft. F8828 
17%2" 107%" 12¥2" 0.98 cu. ft. Blue, Clear, Gray, Red F8813 
17%" 16%" 12%" 1.6 cu. ft. F8826 
> CHOOSE: Item 
Description Bin Color No. 
Akro-Mils® Wire Shelving w/Containers 
Includes (8) 17%'D x 16%'W x 12%'H Bins Gray, Blue G3473 
Includes (8) 15%"D x 19%'W x 126'H Bins Blue G3471 
Includes (6) 17'2"D x 10%"W x 12%'H and 
(6) 12%" dove Wx 12 7e'H Bins Blue, Clear pasa 
Includes (12) 17%"D x 10%'W x 12%'H Bins Gray, Blue G3472 
For Use With Item 
Stacking Bin No. 
GA General Purpose Dolly 
No. F8828 24WF53 
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Find even MORE on Grainger.com® 





STORAGE 
SYSTEMS 


i. 


Stacking Containers and Shelving Units 


Wide open hopper front provides easy access for large part storage. Stack up 

to 6 bins high. Injection-molded from high-density polypropylene construc- 

tion is easy to clean and rust-, corrosion-, and chemical-resistant. Large label 
holder for quick identification. Six /%" drill hole pattern on bottom of bin for easy 
hole insertion for drainage. Optional clear bin windows add extra storage capac- 
ity, see Grainger.com®. 


No. G2978 No. G2981 


BINS CLEAR BINS 
Outside Load > CHOOSE: Item ltem 
L W H Cap. Bin Color No. No. 
Giant Stack Containers 
17%" 107%" 12%" 100 Ib. G2978 10H856 
15%" 197%" 12/6 100 Ib. Blue, Gray, Red G2987 10H855 
17%" 16%" 12%," 100 Ib. G2980 10H857 
Mobile Giant Stack Containers 
17%" 16%" 1554" 290 Ib. G2981 —_— 
by 197%" 15s 250Ib._| Blue, Gray, Red |— E979 = 
> CHOOSE: Item 
Description Bin Color No. 
75"H x 42"W x 18"D Wire Shelving Unit w/Containers 
(10) 19%'W x 15%'D x 12“6'H Bins Blue, Gray F1001 
75"H x 36"W x 18"D Wire Shelving Unit w/Containers 
(12) 19%'"W x 15%'D x 12“6'H Bins Blue, Red E1495 
(10) 16%"W x 17%'D x 12%'H Bins Blue, Gray E1496 
(15) 10%'W x 17%'D x 12%'H Bins Blue, Gray, Red E1494 
74°H x 42"W x 18"D Wire Shelving Unit w/Containers 
(8) 197%'W x 15%'D x 12c6'H Bins Blue, Clear, Red F1591 
74°H x 36"W x 18"D Wire Shelving Unit w/Containers 
6) 10%'W x 17%'D x 12%'H and (4 
WOW xITADXAOH BIg Blue, Gray, Red F1599 
Item 
Description No. 
Swivel Stem Caster Kit 
4 Swivel Casters (2 with Brakes) 19YY17 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE° SHELVING & STORAGE 
Find the yy. Find Solutions. Find Great Prices. Bins & Bin Storage Systems 


ii) ta 
ae ae 

as SYSTEMS mciy = 
Tip-Out Bin Systems 


Flexible modular systems feature bins that tip open to 45° for easy access. 
Stack, wall mount, attach to other fixtures, or use individually. 











Tip Out Bins 


No. F1576 


No. F1575 


Wall-Mount Tip-Out Bin Frames—Preset parallel distance allows tip-out bins 
to be stacked and removed easily. Bottom ledge helps secure bins for placement 
above ground level. 14-ga. steel construction with baked enamel finish. Accept 
several sizes of Quantum™ clear tip-out bins (not included). Mounting hardware 
included. 


No. F1574 


Clear Tip-Out Bins—Injection-molded tip-out compartment is made from a 
custom blend of Phillips K Resin® and crystal styrene. Exterior housing is made 
from high-impact polystyrene. 


No. F1573 


Dividable Clear Tip-Out Bins—Removable and adjustable dividers allow 
partitioning into smaller compartments. Ideal for longer or larger items. Made 


from high-impact polystyrene. No. F1572 


Floor Standing Systems—1 4-ga. steel frames have a smooth, durable 
powder-coated finish. Bins included. Choose from single-sided, double-sided, 
and mobile double-sided. 


Freestanding Slider Systems—Front and middle panels slide from side to 
side to provide an ample supply of storage compartments in a space-saving 

footprint. Easily customizable. Can be forklifted for safe transport. Stands are 
14-ga. steel with baked enamel finish. Bins included. 


No. G4994 


Number of Bins Needed to Fill Each Frame Outside Item 
Dim. 1VH68 1VH70 1VH72 1VH74 #1VH76~=#1VH78 Item Description L H W Color No. 
W H 1VH67 2RR29 2RR30 2RR31 #8 2RR32~ = 2RR33 No. Compartment Box System, Double-Sided 







































Wall-Mount Tip-Out Bin Frames (Bins Not Included partments, Multisize Bins BY: . ‘ 
24" 24" 27B21 Floor Standing Systems, Single-Sided 
24" 48" 3 5 6 7 10 16 2TB22 31 Compartments, 1-Size Bins 8 28 = 23%" 
24" 70" 5 i 8 10 15 25 21B23 partments, 1-Size Bins 8 52" 239%" Gra vane White 
BINS REPLACEMENT BINS partments, 1-Size Bins 14%" 52" = 235%" yy YET, 
No. Drawer > CHOOSE: Item Item Floor Standing Systems, Double-Sided 
of Bins D W H Color No. No. 66 Compartments, 1-Size Bins 8" 52" 23%" F8682 
Clear Tip-Out Bins 70 Compartments, 1-Size Bins 14%" 52" 23%! F1768 
1 8%" 116" 13%" - Ivory, White |-—Bageq— — 288 Compartments, 1-Size Bins 14%" 52" 23%" \Gray, Ivory, White) F1770 
2 8%" 11 V6" 1354" Y; 24D265 132 Compartments, 1-Size Bins 16 52" 235%" F1769 
3 bi," 7%" 55," 240266 Mobile Floor Standing Systems, Double-Sided 
4 5" bY" 7¥2" Saucin 240267 10 Compartments, Multisize Bins 14%" 75° 235%" F1774 
5 3/4" AYA" 54" White Y; 240268 24 Compartments, Multisize Bins 14%" 28" 23%" \Gray, Ivory, White) F1775 
6 298" 3Y;" 3/4" 24D269 76 Compartments, Multisize Bins 14%" 52" = 235%" F1776 
9 134" 26 QV" 24D270 70 Compartments, 1-Size Bins 16 52" 23%" Gray, Ivor F8954 
Individual Tip-Out Bins Freestanding Slider Systems 
1%" 26 2V3" G7038 — partments, Multisize Bins 
1 25%" 3" 354" — Accessories 
1 3%" AY" 534" Y; — Mobilization Kit for Double Sided Unit, Includes 
Dividable Clear Tip-Out Bins Four Casters And One Handle 
1 Aya" Ue 5%" —— -F84385 0 — Locking Rod, For Bin Storage System 8E830 
1 AV" 22 V2" 5 YA" — Bin Mounting Hardware, Includes (2) Disks, (2 
2 Aya 1 3/4" — 
Clear Dividers for Dividable Tip-Out Bins, Pkg. of 4 
= — — — | Clear | —11M561_— = 





aAKRO-MmiILs® 


Steel Bin TiltView™ Bin Systems 
Boxes S51 SCHAFER | Space-saving system keeps products at your finger- 


ae . tips to improve organization and efficiency. Clear 
Heavily reinforced side walls and angular construc- | pins tilt out smoothly and can be easily removed 
tion transport and store heavy goods such as solid for cleaning. Durable polystyrene system can be 
materials and castings. Strong base allows secure used on a desk, attached to steel rails, frames, or 


stackability. Galvanized steel plate prevents corro- louvered panels; can also be mounted to the wall. 
sion. Withstands temperatures up to 375°F. 





No. Outside Load Item 
Outside Outside Outside Load Item of Bins D W H Capacity No. 
L W H Cap. No. 2 12%6 23%" ~—«*14" 10 Ib. 391747 
64" 4" 3" 11 Ib. 4VL39 3 775-2355" SOTA" 5 Ib. 391748 
91" 6" 5" 9? Ib. 4VL38 4 6% 23%" 8%6 3.75lb. 391749 No. 
14" Bi" a" 66 Ib. 4VL37 5 5% 235%" 61" 2 Ib. 391750 39T750 
20" 1275" a 88 Ib. 4VL36 6 BY" 23%" 4" 1.33 lb. 397751 
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SHELVING & STORAGE Scan. Order. Done. 
Bins & Bin Storage Systems Details on page Al. 















Blue Bin 
No. D5541 





Yellow Bin 
No. H7137 





No. 
39H620 


Enclosed Shelving 
Unit w/Bins 
No. D5549 





aiAKRO-MILs® No. 39H619 


Drawer Bins, 
GRAINGER 





Shelving, an = 
Cabinets " GnAKRO-MILS® APPROVED 

= Additional Shelving Units and Cabinets available, see Grainger.com® Pick-Racks 

AKRODRAWER™ DRAWER BINS ; ont ae 

Pull handle on front of bins provides easy access to contents, while large label = 50-Ib. capacity per shelf, based on evenly distributed loads 
area allows easy identification. Solid front walls help prevent dust accumula- » For additional Pick Rack Kits, see Grainger.com® 


tion in bins when Stored on a shelving sysipm. Optional black dividers sold Tilted shelves allow for easy viewing and picking. Purchase racks and bins 
separately. Colored bins are made of high-impact polystyrene. Clear bins are separately using chart to determine bin quantity per rack (shelf bins available on 


copolymer plastic. page 1283), or choose complete kits which include bins. Dollies are available for 
ENCLOSED SHELVING double-sided racks. 


Help protect contents from dust and have a max. capacity of 8500 Ib., based on 










































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































evenly distributed loads. MAX. NO. SHELF BINS PER RACK 
6-Compartment 
| BINS | DIVIDERS esas tik == _ Choose No. of Bins Based on Bin Size Bins 
> CHOOSE: Item Item Pkg. For Pick Rack Nos. 2RV76, 2RV75, and 2RV77 tit«s Zz 
L H BinColor | No. No. Oty. BIN SIZE | 1156" x 234" | 1194" x 4%" | 1156" x 654" | 1156" x 8%" |1156"x 1116") 33" x 12" 
_AkroDrawer™ Drawer Bins" = ey a ee eee 7 Ss a Es 3 
3H" 45, | D5541 4KFC3 6 /75 os | a) a ; 
1% —D5542 | aKFC4 _2RV77 ae a ae [| 64 | 48 
8 858" 45% | D5543° =| 4KFC5 6 For Pick Rack Nos. 39H621 and 39H620 
a FR ope Gr D548 | 10A160 8 ‘| | BIN SIZE) 175" x 4¥6"| 1754" x 654" | 1754" x 896" |17%" x 11%6"|_ 33" x18" 
Ka ay ING, FAY 5439 | AKFC3 6 “39H621 | {a (ma) (eee a 
175," O78 Aye 5544 aKFC4 | | 39620) 132 a a 
8x 45% D545 | 4KFC5 6 
: 11%" 45," | _H7137 | 10A160 8 — Overall mere oral Load ant cm 
: escription i ep eig ap.* ran 0. 
ian Det Can Ny | 4Sided Pick Racks (Bins Not included) ay 
Enclosed Bin Shelving - 79"H x 36"W . Bench Pick Rack 3654" 12 25" 150 lb.  Akro-Mils  2RV76 
(108) 1154"D x 33%4'W x 494'H Bins 12" . D5546 Pick Rack 36%" 12" 60%" 400 lb. Akro-Mils = 2RV75 
(72) 115A'D x 5%«'W x 454°H Bins 13" Blue, Yellow, Gray = | —peeaz — | Pick Rack 3654" 18" 60%" 900 lb. Akro-Mils  39H621 
(27) 11% x 3% x 45" Bins, | 2-Sided Pick Racks (Bins Not Included) __ nae Sees eee ee 
(36) 1156 x 5% x 45%" Bins, 12 Red, Blue, Yellow, Gray D5548 Pick Rack : 36%" _ 24" 60%" 800 Ib. Akro-Mils_ — 2RV77 
(12) 11% x 8% x 454" Bins {| oo | | Pick Rack 3654" 3654" 60%"  18001b. Akro-Mils 39H620 
(48) 1156'D x 8%'W x 456'H Bins 12" | Blue, Yellow, Gray |_—(D5549 Dolly 
(72) 1756'D x 5%e'W x 4%'H Bins 18" | Yellow, Gray |_D5551 General Purpose Dolly _24" 36" o” S00 lb. = GA 24WF52__ 
(48) 17%8'D x 8¥8'W x 4%8'H Bins 18° Blue D55952_—| ~=(Dollies = ahd SS i a A ee 
(36) 175 x 5% x 454" Bins, ; | Pick Rack Dolly 37" 33" 65/4" 1800 Ib. Akro-Mils 39H619 
_(24) 17% x 8% x 4%" Bins Li ee * Based on evenly distributed loads. 
1290 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the we. Find Solutions. Find Great Prices. Bins & Bin Storage Systems 


Shelving Units w/ 
Corrugated Bins 


Drawer Bin 








Shelving Unit 
w/Bins Included 





QUANTUM™ 
STORAGE 
SYSTEMS 


WE GRAINGER Euro Drawer Bins and Shelving Units 








APPROVED Euro drawer bins are injection molded from a virgin-grade, high-impact polysty- 
" - rene. Extra-strong bins have a 12-ga. wall thickness; can be used on shelf units 
Store-All Shelving Units and pick racks. Black bin dividers available separately. 
= 16-ga. posts and uprights; 22-ga. shelves SHELVING UNITS 
= Shelf capacity: 400 Ib., based on evenly distributed loads Heavy-duty, high-grade steel closed shelving units come complete with drawer 
= Gray powder-coated finish bins. 400-Ib. capacity per shelf (based on evenly distributed loads). Gray color. 
= Shipped unassembled - SHIEH 
= Binsincluded = | Outside > CHOOSE: Item Item Pkg. 
Bin dividers and additional bins available on page 1283. 5 L 5 W H Bin Color No. No. Oty. 
rawer BINS 
Corrugated Bins—1-pc. bins fold easily into shape. 200-Ib. test, 4-ply, 3A 4% D5565 11M562_—— 4 
B-flute board with hopper-style front. Oyster white shal a Teka a 
11%" 5/6" Ay5" Fi577_. ~+11M565 4 
Molded Polypropylene Bins—Waterproof; grease- and oil-resistant. ae ie LR ee ee ee a 
Molded-in label holder accommodates cards or self-adhesive labels. 3y/;' 454 : F1580 11M563.. 4 
Yellow color. 17%" 56° 45" F1578 11M565 4 
ys" 45, D5568 | 11566 4 
Total No. No. of Overall Dim. ltem 23/5 Ry Ate 45%" Blue, Red, Gray F1579 11M565 4 
of Bins Shelves Includes W D H No. Cabinet > CHOOSE: Item 
Corrugated CILERER ee Description D Ww H Bin Color No. 
4X 11X47 an " " n Drawer Cabinets 
: P (8) 8X11 x4%' Bins | OE eee ides (108) 394'W x ae ye aEEai 
80 12 (68) SAX VIXa4 and | 3g | DATS 11%'D x 454'H Bins 
80 12 (64) 44x17 x4%and | 36 ig" 75" | 7414 11%'D x 454'H Bins 
(16) 8% X 17 x 4%" Bins Includes (108) 354"W x 18 36" 75 | Blue, Gray, | pesos 
100 42 (64) 4% x 23 x 4%" and 36" 94" 75) 7D415 1774'D x 456'H Bins Red, Yellow 
(16) 8% X 23 x 454 Bins Includes (72) 5%16'W x 
Polypropylene 177%'D x 454'H Bins 18 36 ‘ D5599 
48 6 (48) 4% x 11% x 4" Bins 36" 12" 42" 7D416 Includes (54) 3% x 454" and ; ; P 
60 12 (60) 6%x23%x4" Bins | 36° 24" ~~ 75" | 7419 (36) 5%6 x 454" Bins 18 36 a 05601 
96 2 (96) 4% x 115% x 4" Bins 36°12" 75" | D417 Includes (72) 8%6'W x OA" 36" 75: | Blue, Red, | peeno 
96 12 (96) 4% x 17% x 4" Bins 36° +18" ~~ ~=~75" | 7D418 2374'D x 4%'H Bins Yellow 


Bench Pick Racks (Eg Sronice 


= Keeps small and medium parts easily accessible Convenient access to sloped shelving with economi- 





= Open hopper front bins with label area cal shelf bins. All-in-one units are easy to clean; 
= 250-lb. capacity won't rust or corrode. 
> CHOOSE: ltem 
Total No. of Bins) Bin Height Bin Width Bin Depth Bin Color No. 
21"H x 12"D Units with Euro Drawers 
18 45," 5%e' 11%" Blue, Gray, Red, Yellow F1586 
23"H x 12"D Units with Shelf Bins 
36 4" 2y4' 11%" Black, Blue, Red, Yellow E1539 
j 4,' 11%’ E154 
“ ; Mee We Black, Blue, Green, Ivory, Red, Yellow eat 
12 4" 83" 11%" Black, Blue, Red, Yellow E1542 
9 4" 11%" 11%" Black, Blue, Green, Ivory, Red, Yellow E1543 
2612"H x 12"D Units with Shelf Bins 
24 6" 4 Ve" 11%" Blue, Red, Yellow G7012 
15 6" 65" 115%' G7013 
12 6" 8%" 115%" Gray, Yellow G7014 
9 6" 11%" 11%" G7015 
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SHELVING & STORAGE 
Stack-and-Nest Containers & Totes 













e Optional 
label holder 
No. 8DA36 is 
available on 

Grainger.com® 


6 ae 


BINS+ 


"Wal Powered by 


Stack-and- Nest Containers 


= Containers and lids are injection molded 

Stack when full, with or without lids, and nest at alternate 180° positions when 
empty. Easy to clean with no sharp edges, burrs, or splinters. Resist rust, corro- 
sion, and temps. from 0° to 120°F. Containers have a 70-lb. load capacity. 
Produced with FDA compliant materials. 


Lid Container 


No. D6937 








CONTAINERS LIDS 

Outside Volume > CHOOSE: Item Item 

W Cap. Color No. No. 
19%" 13" 12%  1.30cu. tt F0142 F0148 
D015" 13" 6%" 0.60 cu. ft F0141 F0147 
OF" 17" 12" 1.80cu. ft. D6937 D6939 
54" 14% 3" 1.10 cu. tt. F0143 F0149 
Bu" 18%" 10%" ~~ 2.10cu. ft, | Blue: Gray, Red |——E qa as FO151 

98%" 18%" 10%" 2.30cu. ft D6938 = 

595%" 2215" BY" -2.10cu. Tt F0146 = 

3014" 54" 15%" 4.70cu. ft D6936 = 

Lids Sold 
Separately en Oa 
Palletote® 


Boxes 





= HDPE construction 
These nestable totes can be stacked with or without lids, for space-efficient, 
cost-effective storage and transport in a variety of applications. High crack 
resistance, slip-resistant textured bottoms, and secure snap-on lids help prevent 
spillage and other accidents. USDA 3A sanitary standards and Meat and Poultry 





Scan. Order. Done. 
Details on page A1. 
i QUANTUM™ 
Stack-and-Nest Containers re 
= High-density polypropylene construction 


Ribbed design prevents jamming when nesting and ensures stability when 
stacked. Textured bottoms provide a no-slip grip on conveyor belts. 


Outside > CHOOSE: TOTES LIDS 

W H Cap. Bin Color Item No. | Item No. 
18" iil 6 0.5 cu. tt E1878 E1887 
18" 11" 9 0.76 cu. ft. E1879 E1887 
19%" 13%" 8 0.8 cu. ft. E1882 E1889 
19%" 154" 10 1.2 Cu. ft. E1880 E1888 
19%" 154" 13° 1.7 Cu. ft. Blue, Gray, Red E1881 E1888 
23%" (ev 12" 1.7 Cu. ft. E1885 E1891 
23%" 191%" 10 2.0 cu. ft. E1883 E1890 
PRVAR 19%" 13 2.6 Cu. ft. E1884 E1890 
291" 19%" 15 3.7 Cu. ft. E1886 E1892 








Dolly 
No. 10E141 


Container 
No. 10E136 


. ORBIS 
Stack-and-Nest Containers = RBIS 


= HDPE construction 

Integrated system of 180° containers stack when full, with or without a cover. 
Nest when empty to maximize space. Containers will perfectly cube a 40" x 48" 
pallet. Gray color. 


Outside Volume Load Item 
Ww H Cap. Capacity No. 
Stack and Nest Containers 
23% 1534" 5Y," 0.80 cu. ft. 70 Ib. 10E136 
23% 1534" 7¥%" 1.00 cu. ft. 70 Ib. 10E137 
2378" 15/4" BY" 1.30 cu. ft. 70 Ib. 10E138 
23%" 1534" 1034" 1.60 cu. ft. 70 Ib. 10E139 
Lid 
24" 164" 1" — — 10E140 
Container Dolly 
= = — — 650 Ib. 10E141 
ORBIS rch 
No. 10E156 


"Wa Powered by Men 


Stack-and-Nest 
Vented Totes 


= HDPE construction 

Durable handheld containers provide an efficient way to protect and trans- 
port products. Ventilated design for easy cleaning, accurate temp. control, 
and minimized cooling times. Ideal for moist environments. 40-Ib. load cap., 
except No. 49K910 is 70-Ib. load cap. 


asha Corporation 





Equipment Group listed. Materials are FDA-compliant for food contact and certi- : aise : dolunte a item 
i ap. olor 0. 
fied to NSF Std. #2. 2355" 15% 10V8 1.60 cu. ft Green 10E157 
CONTAINERS LIDS 2358" 1534" 13%" 2.10 cu. ft. Green 10E158 
Outside Volume Item ltem 2394" 16° TV." 1.20 cu. ft. Green 10E156 
L W H Cap. No. No. 24" 16" 73" 1.00 cu. ft. Yellow 10E155 
197," 15%" 10° 1.30 cu. ft. OPP41 9U035 94" 16" Bi," 1.16 cu. ft. Green 49K910 
197," 15%" 1s 1.60 cu. ft. 8Y221 9U035 24" 90' 13%" 2.90 cu. ft. Beige 10E160 — 
931," 197," 10° 2.00 cu. ft. 8AG61 8N033 24" 20V4' 6%" 1.25 cu. ft. Beige 10E142 
oe a 
Heavy-Duty Fiberglass MEG 
Stack-and-Nest Contai a 
acK-ana-Nest vontainers NA TRAY 


Bottom container can support a max. stack 
capacity of 3500 Ib. Containers stack when full 
and nest when empty. 


= Fiberglass-reinforced thermoset 
composite construction 
= Temp. range: -60° to 250°F constant 





> CHOOSE: CONTAINERS LIDS DOLLIES 

Outside Load Container Item Item 

L Ww H Capacity | and Lid Color Item No. No. No. 
17%' 10%" a 300 Ib. D5613 D5619 5EU71 
193" 12/2" 6" 300 Ib. D5614 D5621 5EU74 
20%" 127%' 8 300 Ib. D5615 D5622 5EU76 
D4" 14 8 300 Ib, | Blue. Gray, Red -—pe 616 | p5e23 5EU78 
25 V4" 18" 6" 500 Ib. D5617 D5624 1INTL2 
254" 18" 10" 500 Ib. D5618 D5624 INTL2 
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Find the yf. Find Solutions. Find Great Prices. Stack-and-Next Containers & Totes 
NA TRAY 
= No. _— 
Fiberglass aus 
Nesting Boxes 
= Fiberglass-reinforced thermoset 
composite construction NESTING 
= Load capacity: 50 to 150 Ib. " CONTAINER LIDS No. 
» Ane ° Outside CHOOSE: Item Item 
= Temp. range: 60 to 250°F constant L W 4 Bharat ld Cols No. ‘in E9328 
Lightweight containers stack on the lids, 6 47," 21 — |_E9326 E9331 
, ' 9% 6% 4% E9329 E9332 
Dimensionally stable; can be modified without yj Vi av, D5609 05612 
; ; : 2 7 9 7 Gray, White a 3 
destroying the structural integrity of the part 9% ou ave Z D5611 D5612 
(drain holes, slotted sides, handles, latches, 7 vinite UL UL ea 
, . 1A _ 87" AY Black, Blue, Gray, Red, White £2328 __|_ £9330 
etc.). Lids available separately. 123," 93" DV, , blue, Gray, hed, £9328 £9333 
No. 
No. 
F0109 ahr 
: LEWIS 
GLEWis G BINS+ D5577 
Fiberglass Stack-and-Nest Containers Fiberglass Nesting Containers 
= Temp. range: -60° to 250°F = Compression molded-in fiberglass reinforced polyester construction 
= Lids are available, see Grainger.com® = Temp. range: -60° to 250°F 
Heavy-duty Plexton® fiberglass-reinforced containers are ideal for extreme = Lids available in blue only 
storage, work-in-progress, and distribution applications. Stack-N-Nest® Thin, lightweight Plexton® containers are designed to provide maximum 
containers are designed to stack when full and nest when empty at an alternat- | strength and to withstand extreme environments. Ideal for heavy, dense part 
ing 180° position. Bottom container in stack can support up to 3000 Ib. handling. Nest when empty or stack with lid (Sold separately) to optimize work 
Outside Load > CHOOSE: Item and storage space. 
L Ww H Cap. Color No. CONTAINERS LIDS 
17%' 10'%e' a 900 Ib. F0109 Outside Volume Load > CHOOSE: Item Item 
1916 12136" 6" 500 Ib. F0110 L W H Cap. Capacity Color No. No. 
2058" 13" 8' 500 Ib. FO111 6% 4%" "0.03 cu.ft. 25 1b. D5576 D5582 
247," 11%" g' 500 Ib. Blue, Yellow, Red, | D5451 9% 6% 2" 0.06cu. ft. 50/1. D5577 D5583 
25%6" 18%" 10%" 500 Ib. Green, Gray F0113 9% 6%" 4%" 0.14cu.ft. 751b. | Blue, Green, Yellow) D5578 D5583 
27% 197%" 147%" 500 Ib. F0114 117% 8%" 4" 0.24 cu.ft. 75Ib. D5579 D5584 
30%" 167%" 117%" 500 Ib. F0115 12% 9%" "0.13 cuft  75Ib. D5581 D5585 
347," 24" 8," 500 Ib. D5453 14% 115%" —4"—“(0.36 cu. ft. 2001b. Gray 8TUX1 — 
Outside Load > CHOOSE: 
W D Capacity Color Item No. 


Toteline™ Stacking Containers 





16% 1% 4% 200 Ib. H3424 
17%" 10%" 44" 200 Ib. Gray, White H3425 \ 

18%" 1h 200 Ib. Blue, Gray, White | H3423 

20%" 11H 150 lb. H3421 

29" 12 TV; 150 Ib. Gray, White H3426 

23% 12" 314! 200 Ib. H3427 

23%" 12" eV 995 Ib. Blue, Gray, White | H3429 

93% 12" 6" 300 Ib. H3428 S 

NA TRAY 

95%" 17%; 3 400 Ib. F8688 | 

5%" 17 AS 400 Ib. . F8673 = TM 2 2 

25% 17%" 6 400 Ib. ee reas ~=« WOteline’’ Fiberglass Stacking Containers 

303% 1574" OY 150 Ib. H3422 

33" 1554" 3" 400 Ib. White 8PTUS = Fiberglass-reinforced thermoset composite construction 
Container Lids _ = Temp. range: -60° to 250°F constant 
A673 and FAG NOS: PEOOR, Gray, White D5625 Durable containers resist cutting oils, grease and solvents. Feature radius corners and integral 


For Use w/Container Nos. H3427 to H3429 | Blue, Gray, White H3430 molded-in handles for safe and easy handling. Easy to clean with hot water or steam using 





polly standard detergents. Ideal for forgings, machined parts, stampings, ceramics, rubber, and other 
or Use w/Container Nos. F8688, Gra 1UTZ7 . . . 
F8673, and F8686 y hot parts emerging from molds or processing machines. 
ESD Trays NA TRAY 
= Black fiberglass- Outside Outside Outside Item 

reinforced thermoset - Tas W H Color No. 

composite material 1394" 1054" ih Black 2TU38 
= Load capacity: 173" 1134" 1" Black 2TU40 

18" 14" ih Black 2TU39 

100 to 200 Ib. 2594" 177% 1% Black 2TU29 
= Temp. range: -60° to ESD Tray with Drop Sides 

250°F constant Zi" 20" 1" Black 2TU36 

Ss 22V2' 20° 1" Black 2TU37 
Minimize handling of PC TWA 93) fi Black 9TU35 
boards and other electronic ESD Slack in Trays = a : 
components. Surface resistiv- ae aie ai pact eat __- No. 2TU29 
ity ESD trays is 10° to 10". * Stackable without using tray cart to protect from dust and contamination. 
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Divider Boxes & Straight-Wall Containers Details on page A1. 
PHaxnomus® Ne 


Modular Divider Boxes 


= Industrial-grade polymer construction 

Reinforcing ribs and strong stacking rims provide strength, rigidity, and shape 
retention. Optional black intersecting dividers, sold separately, create efficient 
multisized compartments. 

No. 24WF59 optional 13-ga. steel dolly with four 3" casters helps create a 
mobile storage unit. 





Outside Item Pkg. 
L W H No. Qty. 
No. Label Holders 
40K429 54" 43/" Ve" 3HRX5 6 
General Purpose Dolly, GA 
900-lb. Load Cap., 214"L x 16%'W x 5'H Platform 24WF59 1 
COLOR 
Outside CHOOSE: DIVIDER BOXES CLEAR DIVIDER BOXES LONG DIVIDERS SHORT DIVIDERS LIDS 
L W H Cap. Color Item No. Item No. Item No. Pkg. Qty. | Item No. Pkg. Qty. | Item No. Pkg. Qty. 
107%" 8 V4" 5. 0.16 cu. ft. |Blue, Gray, Red| F8520 40K428 494D07 6 494097 6 180961 1 
16%" 107%" 2" 0.20 cu. ft. Gray, Red J4496 _ 45YM67 6 _ — 180962 1 
16%" 107%" 4" 0.29 cu. ft. |Blue, Gray, Red) 8505 40K429 494D08 6 494098 6 180962 1 
16%" 10%' 5 0.39 cu. ft. Gray, Red J4497 — 45YM69 6 _ _ 180962 1 
16%" 107%" 6" 0.44 cu. ft. F8518 40K430 494D09 6 494099 6 180962 1 
16%" 107%" 8" 0.59 cu. ft. F8532 40K431 494D10 6 494D01 6 180962 1 
2296 17%" 4" 0.61 cu. ft. Blue: Gray. Red F8515 * _ 494D13 6 494D04 6 10A123 1 
22%" 17%" 6" 0.96 cu. ft. cay F8514 * 40K435 494014 6 494D05 6 10A123 1 
22%" 17%" 8" 1.30 cu. ft. F8513—* _ 494D15 6 494D06 6 10A123 1 
22%" 173%" 10" 1.66 cu. ft. F8516 * 40K432 494D11 6 494D02 6 10A123 1 
22" 17%" 3%" 0.47 cu. ft. Red. Blue. Gra D5442 _ 494D12 6 494D03 6 10A123 1 
221%" 17%" 12" 2.10 Cu. ft. j ray | $4498 _ 45YM71 6 _ — 10A123 1 


* Optional dolly is No. 24WF59. 


Conductive Dividable gsc" 
Grid Containers 


= Extra-thick, reinforced walls for rigidity 
= Surface resistivity <10° Ohms per square 





SHORT DIVIDERS,| LONG DIVIDERS, LABEL HOLDERS, ® Electrostatic decay rate is tested to meet 
BINS PKG. OF 6 PKG. OF 6 COVERS PKG. OF 6 Mil. Spec. B81075B at <0.1 seconds 
a a rh ri ih ie Ne = Bin Hanging Systems are available, see Grainger.com® 

1074" ae ae ale ee Mee a eed Permanently conductive, black polypropylene bins protect 

OF By, >TB29 +1581 +1570 OTB55 +1597 electronic components during storage and transportation. 
16%" 107%" 6" 21B30 11M582 11M571 21B55 11598 Customize box with long or short dividers (sold separately) 

/_ 8 alee Pa Mees eee iameas into compartments at 1%" intervals. Unaffected by washing 

ie 3, ale ates anes zee neen with normal cleaners. 100-lb. capacity. Blue-tinted label 

2k TTF 8" DTB34 T1586 T1M575 DTB56 T1M599 holders and black covers available separately. Must be 

aes 12 2TB35 11M587 11M576 2TB56 11M599 properly grounded before use. 


ELB Containers 451 SCHAFER 


Lightweight but extremely sturdy containers work great for all-around, every 
day use. Easy to clean, resists grease, soils and most alkalis. Designed to meet 
OSHA recommendation of max. 40-lb. handheld weight for improved ergonom- 





No. 49H885 No. 49H894 ics while storing more product per container. 
Outside CONTAINERS LIDS WITH CLIPS 1-HINGE LIDS 2-HINGE LIDS 

L W H Cap. Color Item No. Item No. Item No. Item No. 

16" 12 5 0.37 cu. ft. 49H885 49H890 49H892 49H894 

16" 12" g" 0.69 cu. ft. 49H886 49H890 49H892 49H894 

24" 16" 5" 0.80 cu. ft. Gray 49H887 49H891 49H893 49H895 
24" 16 9 1.53 cu. ft. 49H888 49H891 49H893 49H895 
24" 16" 13" 2.19 cu. ft. 49H889 49H891 49H893 49H895 

Multi-Load Totes AIKRO-MILS 


= Straight wall design for high-cube on pallets and AS/RS systems 

= Dividers are available, see Grainger.com® 

Versatile totes for order picking, automated storage retrieval systems, and 
conveyors. Maximize space and feature a sidewall clip design that allows cups 
and dividers to be securely and quickly attached. 





Outside Item 
L W H Color Capacity No. 
Straight Wall Container 

pena 235%," 1554" 8," Gray 1.50 cu. ft 391741 

. s Bin Cups 
Optional Bin Cups 59," TV" 8%" Yellow 0.14 cu. ft. 391742 

No. 39T742 
1294. GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the wi. Find Solutions. Find Great Prices. Attached-Lid & Straight-Wall Containers 
Attached-Lid Containers "(Wa Powered by Menasha Corporation 
= HDPE injection- Colored Attached-Lid Containers— Clear Attached-Lid Containers—Clear, 
molded; Clear units Attached lids prevent loss of product. translucent FliPak® containers stack when 
are polypropylene Stack with lids closed and nest when closed and nest when empty for optimal use 
open. 70-lb. capacity. of space. 40-lb. capacity. 
COLOR CONTAINERS | CLEAR CONTAINERS 
Outside Volume > CHOOSE: Item Item 
L W H Cap. Color No. No. 
119" 9%," 7¥s' 0.30 cu. ft. Blue, Gray H4627 3CLU6 
15%" 101%/e 97%" 0.60 cu. ft. Blue, Gray H5663 3CLU7 
1934" 1134" 14" 0.70 cu. ft. Blue, Gray H7036 3CLU8 No. H5663 
205%" 131%" 115" 1.40 cu. ft. Gray 10E130 — 
205%" 1374" 6%" 0.80 cu. ft. Gray 10E128 — 
203%" 1354" 9%," 1.00 cu. ft. Gray 10E129 — 
219 15/6 17% 2.20 cu. ft. Blue, Gray J0286 3cLV1 
2116 1475/6 127%" 1.70 cu. ft. Gray 49K914 — 
21% 154 127% 1.80 cu. ft. Blue, Gray, Green, Red E3369 49K917 
2115/6 15/" 954" 1.30 cu. ft. Blue, Gray, Red H6168 — 
221A" 13" 1394" 1.60 cu. ft. Blue, Gray E3358 — 
231%" 1534" 13" 1.90 cu. ft. Gray 10E131 — 
237 1974" 12%" 2.70 cu. ft. Blue, Gray, Red E3391 3CLV3 
267" 167%" 127%" 2.30 cu. ft. Blue, Gray, Green, Red E3380 3CLV2 
2778" 207" 1516" 4.00 cu. ft. Blue, Gray, Red E3402 ‘ -- 
30" 29" 205" 6.10 cu. ft Gray 21P615 = No. 3CLUS 
14" 13" 3.30 cu. ft. Gray 10E132 — 


* Self-standing lid feature. 










No. age Rubbermaid 
10E133 Utility Totes 
= Polyethylene construction 


Reinforced handles, bottom, and ribs provide economical heavy load storage. 
Easy-to-clean, round-corner design. Commercial dishwasher-safe. Gray lid 


aes available separately. 
Volume Outside Outside Outside > CHOOSE: Item 
Capacity L W H Color No. 
Nesting Container 
ORBIS 0.61 cu. ft. 20" 15" 5! Gray, White H3505 
6 0.94 cu. ft. 21 V2" 17%" ‘a Brown, Gra H3506 
'4@a\ Powered by Menasha Corporation e. BUCKHORN Lid : 
Lid for No. H3505 Gray 5M687 


Straight Wall Containers 


= HDPE construction 
= See Grainger.com® for additional sizes and lids 


ORBIS®—StakPak containers are used for all types of long parts, drawings, 
bumpers and molding strips. Stack securely to maximize work space. Dairy 
Crate No. 10E133 has 40-lb. load capacity. 


Buckhorn®—Straight wall design maximizes the cube of a standard 48" x 45" 
pallet. Units with same footprint are stackable. Molded-in ergonomic handles for 
a comfortable grip. 








CONTAINERS LIDS 
Outside > CHOOSE: Item Item 
W H Cap. Color No. No. =. ; 7 

ORBIS® StakPak We 

12”. 7% 5" 0.13 cu. ft Blue, Gray H6169 = = eg 

12: 15" 5" 0.32 cu. ft E9243 E9246 F LABEUNG AND PACKAGING SOLUTIONS 

12" 15" TV" 0.48 CU. ft E9244 E9246 Container Placard Label Holders DIRECT RESPONSE SOLUTIONS 

iz 15" gif" 0.62 cu. ft E9245 E9246 ™ omni 

mt = vA TR 6170 Fa0d Feature Hold & Release Technology™ that eliminates messy and mislabeled 

54" 15" 1414" 0 cu. tt E7308 E7309 returnable containers. 

24" 15" 5" 0.72 cu. ft E7303 E7309 oo. 

D4" 15" Ti 109cu. fi eee E7304 E7309 Economy—For indoor applications on plastic and corrugated materials. Use 

24" 15" gi" 1.42 cu. ft. E7307 E7309 where washing is limited. 

24" 22%" 10%" 2.64 cu. ft. F1326 8UYJ4 . — 

32" 15" 7h 1.50 cu. ft. D5575 49K908 All-Purpose—For outdoor and indoor applications on plastic and metal. 

48" 15" 7i' 2.30 cu. ft F9002 _ sini 

18° i TIA 350 cut rangi — Excellent washing capabilities with mild detergents. 

48" 92/5" 7V;' 3.50 cu. ft F9000 — Item Pkg. 
ORBIS® Dairy Crate W L Thickness Color No. Qty. 

13%" 13%" 11" 1.10 cu. ft Black 10E133 — Economy 

Buckhorn® Containers 3" 5" Vy" White 49K205 25 

24" 15" 7V," 1.11 cu. ft 3FZA3 — Ay," 61," i" 49K207 5 

24" 15" 147% 9.23 Cu. ft aa 3FZA7 — All-Purpose 

32" 15" 71" 1.52 cu. ft y 3FZA9 = 3" 5" ¥" White 49K206 25 

48" 15" 7V" 2.35 Cu. ft 3FZC2 — Ay," 61," i" 49K208 25 
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Storage Totes & Boxes 





Blue 
No. G2677 


Gray 
No. F8714 





Gray 
No. 39UV70 





Black/Gray 
No. 33RF07 


ra Rubbermaid effe 
homz Sterilite:) Y J. Terence Thompson 


Storage Totes with Lids 


Durabilt©—Stackable for maximum space utilization. Durable with impact- 
resistant corners. Easy to carry with 4 handle grip areas. Bases nest inside each 
other when not in use. 


Rubbermaid®—Brute® Tote containers have reinforced ribbed bottom that 
allow them to be dragged. Lids snap tight to keep contents secure and dry. 
Holes in easy-access handles allow water to drain. Containers stack securely to 
Save space. 

= Commercial-grade construction 


Sterilite®©—Durable totes can be stacked securely on top of each other. 
Contoured ends provide a comfortable surface for lifting and moving. Include 
molded handles for easy transport along with an opaque base and lid that allow 
contents to be concealed. 


Durabilt® Recycled—Multipurpose, eco-friendly totes are made from 99% 
recycled material. 4 built-in grip areas for carrying. Stackable. 


J. Terrence Thompson Recycled—Reinforced padlock holes and ribs 
increase security. Nest when empty; stack securely with lids. Ideal for light- 
weight, cost-effective storage. 70-lb. load capacity. Snap-fit lid and large 
molded handles ease transport. Planet Friendly Plastic™ recycled polypropylene 
construction. Slate blue color. 


No. 415M74 features thick-wall design for superior strength; excellent for 
repeated use. Has a 400-Ib. load capacity. Flat, black color with lockable lid. 


Volume Outside Dim. > CHOOSE: Item 
Capacity H L Color No. 
Storage Totes with Lids 
Durabilt® 
18.0 gal. 15%" 23V2" 17%" G2677 
32.0 gal. 1793 317%" 20" Blue, Gray G2678 
49.0 gal. 18%" 38 Ve" 24" G2676 
Rubbermaid Commercial Products 
14.0 gal. 103%" 27% 16%" F8714 
50.0 gal. 1514 AWA 174% Gray, White ——F e798 
Sterilite® 
45.0 gal. 19%" 3648" 21" Gray 39UV70 
Recycled Storage Totes with Lids 
Durabilt® 
18.0 gal. 15%" 23V2" 17%" 33RF07 
32.0 gal. 17% 3176" 00" Black/Gray  —33RF08 
J Terence Thompson 
27.0 gal. 143%" 28 V2" 193%" Black 415M74 
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Find even MORE on Grainger.com® 


Scan. Order. Done. = 
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No. 
13N880 = 


= 


homz No. 49H269 No. 13N910 


Durabilt® Modular Clear Storage Totes 


Ultra-clear modular design allows customized stacking across all sizes to maxi- 
mize storage space. Large contoured latches snap lid securely in place. 


Volume Outside Dim. Item 
Capacity H L W No. 

1.8 gal. 6%" 16%" ia 49H268 
3.9 gal. 6 Ye" 16%" 13 13N880 
7./ gal. 124" 16%" 13° 13N881 
10.0 gal. 13%" 19" 153%" 13N910 
15.0 gal. 6 Ye" 40" 20" 49H269 * 
16.0 gal. 10%" 2854 16" 49H267 
22.0 gal. 1744" 2354" 18" 13N912 
28.0 gal 18%" 284" 16 13N883 


* Mobile, includes wheels. 





No. 13N917 


No. 49H270 


homz| 


Durabilt® Heavy-Duty Storage Totes 


Tough Totes—Thick, durable tote features superior stacking support, 6 
hasp areas for tie-down straps or locks, and a strong handle. 


LLDPE Totes—Impact-resistant totes are extremely flexible, resistant to 
blemishes and dents, and shatterproof. Weather-resistant material hold up 
well in extreme elements. Nos. 38LU47 through No. 38LU49 feature latches 
to keep contents secure. 


Locker Boxes—Thick and durable construction features a hinged lid for 
easy access, padlock hasp for extra security, secure closures, and a strong 
handle design. 


Volume Outside Dim. Item 
Capacity Color L No. 
Tough Totes 
15.0 gal. Black/Yellow 12%" 26" 1754" 49H270 
27.0 gal. Black/Yellow 1454" 3034" 20%" 49H271 
LLDPE Totes 
18.0 gal. Black/Yellow 16%" 2240" 17%" 45MW95 
Latching LLDPE Totes 
10.0 gal. Black/Yellow 13%" 19" 1554" 38LU47 
22.0 gal. Black/Yellow 17%" 2394" 18" 38LU48 
31.0 gal. Black/Yellow 17%" 2812" 187" 38LU49 
LLDPE Totes 
34.0 gal. Black 18%" 324" 1654" 13N917 
Locker Boxes 
ee Black/Yellow 1454" 2394" 19" 38LU45 
=, 
Sterilite: 
Latched Clear pe 
Storage Boxes dae: .., Cute itn 
Capacity H L W No. 
Ergonomic latches attach the lid 45 gal 7 iBig DTG BOUT? 
securely to the box and are easy to “62gal. 7%" 19%" ~+15%" 52JM06 
unlatch. See-through base allows a4 oa he pied jae cane ; 
: : .U Qal. 4 8 8 
you to easily view contents and 12 5gal. 14%" 1974-1515" 52JM07 
multiple boxes are able to stack on “18.0 gal. 13%" 23%" 18%" 52UM01 
top of each other. 26.0 gal. 20%" 23%" 1858" 52JM03 
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Cross-Stacking Tub, 
No. 4HY34 





Mobile Tub Rack (Tubs — 
sold separately.) 
No. 16D037 


— ® GRAINGER 
Ori AKRO-MILS APPROVED 


Cross-Stacking Tubs and Rack 


Lightweight, durable tubs nest when empty and cross-stack 90° for conve- 
nient storage. Comfortable handles for easy lifting. Akro-Mils products feature 
industrial-strength, FDA-sanctioned copolymer material that is smooth and easy 
to clean. 


Mobile Cross-Stacking Tub Rack—Stainless steel rack includes 12 gray 


bins. 
Outside Item 
L W H Cap. Color Brand No. 
Cross-Stacking Tubs 
17%" 11" 8 0.51 cu. ft. Gray Akro-Mils 4HY31 
19" 24y" gy," 2.19 cu. ft. Gray Akro-Mils 8AHXO 
2354" 17%" 8" 1:31:00 TE Gray Akro-Mils 4HY33 
2374" 17%" 2: 1.93 cu. ft. Gray Akro-Mils 4HY34 
Mobile Cross-Stacking Tub Rack 
3634" 26" 7334" — — Durham Mfg 16D037 


Structural Foam 
Stock Tanks 


= 1'4" drain opening 

= Drain plug included 

Seamless black high-density structural 
foam tanks hold liquids and granular 


; : ; 150 gal. 
materials without leaking. Structural No. iMDB6 
foam is durable in all kinds of weather. 
Outside Dim. Item 
Cap. L W H No. 
50 gal. 52" 31" 12" 1MDC1 
100 gal. 53" 31" 25" 1MDB7 
150 gal. 58" 39" 25" 1MDB6 
300 gal. 6314" 69" 25" 1MDB5 
Replacement Drain Plug Kit 1MDB9 


Navy 
No. G2681 


homz] 


Rope-Handled Tubs 


Durable multipurpose tub has heavy-duty nylon ropes for easy carrying. Easy 
access storage container for indoor and outdoor use. 





Volume > CHOOSE: Outside Dim. Item 
Cap. __ Color H W _No. | 
18.0 gal. Black, Navy 16%" 21%" G2681 





SHELVING & STORAGE 
Tubs & Storage Racks 






a 





= 





Cross- 
Stacking 
Tubs 
J Rack with 
| Tubs 
| No. G7057 


‘gee ys 
Cross-Stacking Tubs and Racks 


Nesting totes are constructed from easy-to-clean, injection-molded high- 
density polypropylene. Each tote can hold up to 100 Ib. Rolled top rim provides 
comfortable grip, and rounded corners add strength to stress points. Six %" drill 
hole pattern on bottom of bins for easy hole insertion for optional air flow and 
drainage. 


All-welded aluminum tub racks transport and store a variety of products. 
Runners allow bins to slide in and out from both sides. 











TUBS/TOTES LIDS 
Outside Item Item 
W > CHOOSE: Color No. No. 
Nesting Tote 
2412" 19" gy," Blue, Gray G7058 — 
Cross-Stacking Tubs 
17%" dae 8" G2983 G8854 
174" 11" 12" ; G2982 G8854 
23% 4708 8" Blue, Gray, White G2985 G8855 
2374" 17" 12" G2984 G8855 
25%" 16° BY," Blue, Gray, White, Red, Yellow G2986 G8856 
Overall > CHOOSE: Item 
D Bin Color Includes No. 
Racks w/Tubs 
16" 25" 21" Gray (1) 25"L x 16"W x 114'H Tub 414X85 
16° 25" 21" Blue (1) 25"L x 16"W x 114'H Tub 414X86 
18" 26" 42" Gray (3) No. G2986 Tubs 16D010 
19" Ni 41" Gray (3) No. G2986 Tubs G7055 
19" 2° 51 Blue, Gray, White (4) No. G2986 Tubs G7056 
19" 2/" 61" Gray, White (5) No. G2986 Tubs G7057 
19" or 71" White (6) No. G2986 Tubs F1589 
N 


Parts Washing Baskets — 
Rugged baskets are ideal for washing parts, ultrasonic cleaning, and for curing 
in chemical bath, heating treating, and cryogenics applications. Can also be 
used as Cleaning and degreasing baskets. Baskets with handles allow for easy 
gripping. Dividers and lids keep parts securely in place. More sizes and styles 
are available, see Grainger.com®. 





L W H Mesh Item 
(in.) (in.) (in.) Material Finish Size No. 
Mesh Baskets with Handles 
10 14% 8 Steel Plastic Coat #4 32HD23 
12 17% 9 Steel Plastic Coat #4 32HD29 
ERE 13% 8 Steel Plastic Coat #4 32HD30 
IRVE 13% 8 Stainless Steel Electropolish #4 32HD22 
15 10 8 Stainless Steel Electropolish #4 32HD21 
18 12 9 Stainless Steel Electropolish #4 32HD26 
18 18 9 Stainless Steel Electropolish #4 32HD20 
18% 11% 3 304 Stainless Steel Raw #4 32HD12 
Mesh Baskets with Lids 
oe 32%64 4 Stainless Steel Electropolish #6 32HD28 
11 6% 2/4 Stainless Steel Raw #12 32HD18 
14 10 6 Stainless Steel Electropolish #4 32HD19 
16 11 3 Stainless Steel Electropolish #4 32HD13 
Mesh Baskets with Lids and Adjustable Dividers 
20% 16% 2/6 Stainless Steel Raw #2 32HD14 
H Dia. Mesh Item 
(in.) (in.) Material Finish Size No. 
Round Mesh Baskets with Handles 
8 9% Steel Plastic Coat #4 32HD25 
8 10 Stainless Steel Electropolish #4 32HD27 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





SHELVING & STORAGE Scan. Order. Done. 
Stacking Containers & Storage Bags Details on page Al. 








i * GRAINGER 
g7AkRoO-miis® SSISCHAEFER CPV irproven 
Heavy-Duty Stacking Containers 
= HDPE construction 
= Resist stress cracks, and most solvents and chemicals 


» 1320-lb. stacking capacity 
= Sized to cube out 48" x 40" pallets for maximum efficiency 





tts : ' ; : 
Brite Ergonomically designed hand holes on all 4 sides. Optional dolly provides 
{Sag St j 
SSE easy movement of stacked containers. 
D>} £2335 Sat eee 
ioe Solid Sides and Bottoms—'deal for small or loose items and most 
conveyor systems. 
Mesh Sides/ Solid Sides Mesh Sides and Bottoms—Provide visibility and ventilation—great for 
Solid Bottom and Bottom refrigeration or drying. 
SOLID SIDES MESH SIDES MESH SIDES/ 
AND BOTTOM AND BOTTOM SOLID BOTTOM 
Outside Load Load Load 
L W H Cap. Color Brand Capacit Item No. | Capacit Item No. | Capacit Item No. 
15%" 11%" 8B" 0.88 cu. ft. Akro-Mils 83 Ib. 5YNO7 30 Ib. 5YN05 83 Ib. 5YN06 
16" 12 Q" 0.68 cu. ft. Ssi Schaefer AO Ib. 49H886 | — — | — — 
~ 23% 15%" BUS 7B CUT. Akro-Mils 83 Ib. 5YN16 45 Ib. 5YN08 83 Ib. 5YN13 


234" 1594" 12" 2.65 Cu. ft. Gi Akro-Mils 125 Ib. oYN14 45 Ib. oYNO9 125 Ib. oYN11 
234" 15%" 16%" 3.49 cu. ft. y Akro-Mils 150 Ib. SYN15 45 Ib. oYN10 150 Ib. oYN12 





24" 16" 9 1.50 cu. ft. SsiSchaefer | 40lb.  ##49H888 | — — | — — 
24" 16° 13" 2.21 Cu. ft. SsiSchaefer | 40lb.  49H889 | — — | — — 
No. 24" 16° 17' 2.96 cu. ft. SsiSchaefer | 55lb. $4VL90 | — — | — — 
24WF58 Item 
Description Brand No. 
Doll 
24%'L x 164"W, Includes (4) 3" x 1%" Polyolefin Swivel Casters GA 24WF58 





a . Wy ; No. 38XV53 


No. 19MP07 No. 19MP11 No. 38XV51 Tx 
: e {y* 


Containment and Canvas Bulk Transfer Bags 


Containment Bags—Strong, coated recyclable material is ideal for clean-up Canvas Bulk Transfer Bags—Nos. 38XV51 and 38XV52 have a removable 
jobs, disposal projects, heavy loads, and lifting. Bags are easily moved by afork- bottom plastic insert and an open top with 2 hook-and-loop closure strips 
lift and feature duffel or spout tops with ties for securing contents. Collapsible to secure carrying and lifting tools. No. 38XV53 has an open top and a 2-ply 





for easy storage. bottom. All bags have 2" reflective webbing with D-rings that extend 12" above 
the top of the bags. 
Outside Folded Load Pkg. Item 
L W H L W H Cap. Color Qty. No. 


Standard Duty Containment 
Includes Spout Top and Spout Bottom 





36" 2900 Ib. White 5 38XV43 

36" 36" 45" 2900 Ib. White 5 38XV44 

36" 36" 52" 2500 Ib. White 5 38XV45 
Includes Duffle Top and Spout Bottom 

. : 36" 14" 14" 4" 2500 Ib. White 5 38XV46 

36" 36" 45" 2500 Ib. White 5 38XV47 

36" 36" 52 24" 24" 6" 2500 Ib. White 5 38XV48 


Heavy-Duty Containment 
Includes Forklift Handles and Duffle Top 


20" 20" 24" 900 Ib. White 1 19MP07 
24" 24" 24" 1000 Ib. Black 1 19MP10 
30" 30" 36" 1000 Ib. White 1 19MP08 
35" 35" 35" 1500 Ib. White 1 19MP11 
42" 42" 42" 14" 14" 6" 2205 Ib. White 1 19MP12 


Includes Built-In Liner, Pad and Duffle Top 





Canvas Bulk Transfer 
Includes 2 Top Row Hook & Loop Closure Strips and Removable Plastic Bottom 






26" 24" 10" 28" 28" 4" 150 Ib. Red 1 38XV51 

26" 24" 10" 28" 28" 4" 150 Ib. Black 1 38XV52 
Includes Open Top and 2-Ply Bottom 

58" 20" 
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NashvilleWire att “4 aif a9 a‘ a BGduhaca 
P RO DUCT s yun | nleeegune 
- . 7 Ki e aE anes cf wena 
- | - pla ee ab abet Con ie 
Collapsible Wire Container earache 
: No. 3W547 aes Spee 
Storage Containers sy 
= Drop gate design allows easy access - Container with 
= 37%" underclearance allows easy movement — oo To ecaan 
by fork trucks with 4-way entry access - 
a Zinc-electroplated finish WITHOUT CASTERS WITH CASTERS 
. ie ans Outside Outside | Inside Inside Inside Outside Load Item Outside Load Item 
Open-wire design allows full visibility for easy inven- L W | Length Width Height | Gauge H Cap. No. H Cap. No. 
tory checks, excellent ventilation, and improved ee —n 
cleanliness. Units fold down flat to stack for storage +8" 30" +6" 4° 1000 lb 3 W548 77000 Ib 24VT21 
and reduce return shipment costs. Nashville Wire Collapsible Wire Containers 
; ; 32" 40" 30" 38" 28" 34%" 4000 lb. 3W550 * | 35%" 2800lb. 5EU67 * 
Nashville Wire Jr.—Load-bearing surfaces along a2 42" 31" 4" Bg 39°  2000lb. 5EU65 * _ — — 
top edges of each wall feature double-wire rein- 40" 48" 38" 46" 2" 30%" 4000 !b.__SEU63_* | — 


ae 40" 48" 38" 46" 30" 36%" 4000lb. 3W552 * | 37%" 2800lb. 5EU68 * 
forcements. Stackable up to 3 units high. All-welded 40" 18" 38" 16" 36" 19715" 4000 Ib SEUG4 — — — 
base reinforces and protects legs and deck edges. a 42" 30" 40" 35, | 338 | OU F400" 2000 Ib. +2422 
No. 3W547 has 1" x 1" mesh. No. 3W548 has %5"x 40" 48" 38" ae ag 82" 4000 ib. 223 

fe 40" 48" 38" 46" 36 S| OC 8C|l CU CCU Tr™t~<“—i«‘~—SO™~é~@™S:~SC«dK 40 Ib. 2424 


Yo" mesh. w/Security Lids 
= = : 
Nashville Wire—Welded channel base safely he aBa i etd 


stacks up to 4 high. Flow-through base mat design. §_* Meet or exceed ANSI specifications. 











Collapsible Wire YW 


Storage Containers cto 
Units stack up to 4 high to optimize available storage space. Heavy-gauge 
wire and fully welded base have a rust-resistant electro-galvanized zinc finish; 
withstands harsh conditions. Feet and base are robotically welded for excellent 
durability. Additional accessories are available online, see Grainger.com®. 





Outside Outside Outside | Inside Inside Inside Load Item Container ; ; 
L WwW Length Width Height | Cap. | Gauge No. No. 21D069 Container with Casters 
Collapsible Wire Containers No. 21D075 
204" 33 V2" 224" 19" 32" 16" 11 21D069 


32" 412" 33" 3 21D070 

40" 48 V2" 35" 3 210071 

40" 481" 41" 38%" 451," 35%" A] 21D072 
Collapsible Wire Containers w/Casters 

2044" 83%" 22M" 11 21D073 

32" 41" 33" 3 21D074 

40" 48 Y" 35" 38 M4" 451" 294" 3 21D075 

40" 481" 41" 38%" 451" 354" 3 21D076 
Collapsible Wire Containers w/Security Lid 

2044" 33%" 22%" 11 19YR08 

32" 41" 33" 21D077 


3 
40" 48 V2" 35" 38 4" 45 V2" 29%" | 4000 Ib. 3 21D078 
40" 48" 41" 3844" 45%" 35%" | 4000 Ib. 3 21D079 


= 





=I 
en, 
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Collapsible Wire Containers w/Divider 
32" 41" ay 30%" 37%" 27%" ~| 4000Ib. 3 21D080 ; _ eet 
10° 485" 35" | 3B" ABS" 09016" 3 210081 pontamner with See unity. Eid Container with Divider 
40" 43815" 41" 38% 4516" 35%" | 4000/b. 3 210082 No. 21D078 No. 21D082 
Rigid Wire Containers NashvilleWire i 2 


= 4-way fork entry 


Durable containers can hold up to 4000 Ib., even with 3 more fully loaded 
containers stacked on top. The 2-ga. wire sides and end panels are reinforced 
for extra protection and the base is constructed of heavy-duty, roll-formed 
channel. 3" x 3" x %e' angle iron corner posts have stacking gussets for supe- 
rior strength. Each unit has a half-drop gate on the long side. 
Outside Dim. 
Ww H 
32" 40" 34" 30" 38" 28" 2 20JK01 
40" 48" 36" 2 20JJ98 
38" 46" 36" 2 20JJ99 
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Inside Dim. 




















SHELVING & STORAGE 
Bulk Containers 


Scan. Order. Done. 
Details on page A1. 








No. 2YA79 



































6 4 f. ® 
IBUCKHORN a 
A Myers Industries Company "(a Powered by Menasha Corporation 


Bulk Collapsible Containers 


= 4-way fork entry 


Buckhorn—L ightweight, impact-resistant, HDPE structural-foam construc- 
tion is maintenance-free and recyclable. Sanitary use from factory to field, 
industrial to grocery. Fold down to save space. Feature 2 access doors on 
opposite sides. Nos. 1XGG6 and 1XGG7 feature steel runners that add extra 
strength, and an interlocking post-and-pocket panel design that keeps walls 
upright, even under heavy loads. No. 2ZRR8 welded-steel dolly has up to 
2000-lb. capacity. 5" casters, 2 fixed, 2 swivel. 


ORBIS—Stackable to optimize warehouse space. Reusable containers are an 
economic and environmentally-preferred alternative to single-use gaylords. 
Containers are structural foam molded polyethylene and are moisture resis- 
tant and easily cleaned. Nos. 3HFJ6 and 3HFJ7 have solid side walls and a 
ventilated base. 


















































































































































Outside Dim. Inside Dim. Load Item 
—tL W  HJtLt Ww H | Cap. Color Brand _—No._ 
CollapsibleBulk Containers 
39" ; 25" | 29%" 27%" 1736" |1800lb. Black Buckhorn 14L050 
30" 34" | 29%" 2738" 27%" (1800 lb. Black Buckhorn 1NUR6 * 
gags 47 %e 25%" | 435%" 36" 18%" 2000 lb. Black ORBIS 49260 
47/6 345%6' | 435%" 36" ~—- 2754" |2000lb. Black ORBIS 49H261 
——> 40" 25" 44" 36%" 18%6" |2500 lb. Black Buckhorn 36XE23 
y & 40" 33" 45" 37" 28" |1200lb. Blue Buckhorn 4TF40 
os 40" 34" 44" 36%" ~— 26%" (2500 lb. Black Buckhorn 1XGG6 
No. 3HFJ6 eG 40" 34" 45" 36%" =271%6" |2000 lb. Black ORBIS 8YKH1 
© 40" 39" 45" 36%" 3216" |2000 Ib. Black ORBIS 9FGR4 
= 40" 40" | 44%" 36%" ~— 325%" |1600 lb. Black Buckhorn 1NUR8 
: 4g" 40" 46’ 45" or 41" |1200lb. Blue Buckhorn 4TF41 
GO No. 9CXAO 45" 25" | 44%" 41%" —18%6' (2500 lb. Black Buckhorn 39H822 
. 45" 34" | 44%" 414%" ~—27%" |2500 lb. Black Buckhorn 1XGG7 
45" 34° | 44%" 41%" ~— 27" ~}2500lb. Blue Buckhorn 39H824 
Outside Dim. | | Item 45" 34" | 44%" 41%" 27" = -|2500 lb. Black Buckhorn 39H823 
L W H Use With Brand No. 45" 41" | 44%" 41%" 34"—-|2000 lb. Black Buckhorn 36XE25 
Accessories 45" 44n | 44" AV 387" 2000 Ib. Black Buckhorn 36XE26 
Lids ; = BO ; BO 4B" BA" | 44%" 41%" ~~ 44" 2000 Ib. Black Buckhorn 36XE27 
' ; ' 1XGG5,1NUR6, | 4g : Extended Length Collapsible Bulk Containers) 
33 = 2 |__ 44049, 14L050 | Buckhorn = 4TF86 Egy" 4g" 259%" | 53%6" 44 1%6" 18" |20001b. Black ORBIS  49H264 
40° 48" vy | 4TF40, 4TF41 ~~ Buckhorn 4TF39 48" 25" 59" 44%" 171%6' 1500 lb. Black ORBIS 49H265 
45" ~ 4B" ~ 3" |: 2YA80, 2YA81.——~|~—~sdBuckhorn 4TF37 62%" 48" 34" 59" 44%" 27%" (1500 lb. Black ORBIS 3HFJ6 
48" 40". QV" | 1XGG6. — | Buckhorn 1XGG8 48" 50" 59" 44%" ~~ 43%" |1500 lb. Black ORBIS 3HFJ7 
~ 48" 45" ave ~_1XGG7_——S—S&~SsBuckhorn 1XGG9 64" 48" 34" | 60%" 44%" 27" —-|2000lb. Black Buckhorn 2YA79 
48%" 40%; 27% 1NUR7, 1NUR8 | ~~ Buckhorn 1NUR9 64%" 48" 3454" | 61546" 441546" 261%6' 12000 lb. Black ORBIS 49H266 
Dolly | . 70° 48" 34" | 66%" 44%" 264" 1500 lb. Black ORBIS 3HFJ8 
_ 48 ON ORBIS _ 9CXA0 _ 78" 48" 34" | 74%" 44%" 26%" 11500 lb. Black ORBIS 3HFJ9 
* Steel corner hitplates prevent damage from fork tines. 
No. 
10A142 
No. 20WT13 
No. 
49H263 
[TISNYDER 
INDUSTRIES, INC. 
ASM Insulated 
Bulk Containers 





BUCKHORN 
A Myers Industries Company "a Powered by Menasha Corporation 


Bulk Noncollapsible Containers 


= 4-way fork entry, except No. 10A142 is 2-way fork entry 


Noncollapsible, doorless containers can be stacked securely without crushing 
contents. Shorter height allows easy access with bulky items. 


























Outside Dim. Inside Dim. Load Item 
L W H | L W H Capacity Color No. 
Bulk Containers by Buckhorn 
— 48" 4A" 29" | 45H" 42" 23%" | 700 Ib. —Black__— 10141 
Bulk Containers by Orbis 
48" 45" 19%6° | 44%6" = 41%6' = 124% 4" | 2000 1b. — Black 49H263 
Bulk Container Covers by Buckhorn 
AML X4470'Wx 27%" Black __-10A143_ 
42¥" Lx 2994" W x 34" H Black _—-10A144 __ 
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Find even MORE on Grainger.com® 


= 2000-lb. capacity 
= Squared interior corners 
= Meet FDA standards 


Suitable for transporting temperature-sensitive items, these bins feature durable 
LLDPE construction with polyurethane foam insulation. Ideal for catering, 
concessions, and vending applications, and can be used for storing or transport- 
ing dry ice pellets and blocks. Hinged lids have a rubber latching system. 

























































































m Volume Item 
tt ___W — Ho Cap. No. 
Removable Lid Containers = Eres ee il 
24" 30" SS) _2.0 cu. ft. 20PF44 
48h 49%" 43 %2" 30.0 cu. ft. -20WT16. 
Hinged Lid Containers _ o> nae eer aes 
—8r 30" 18 5.0cu. ft. —- 20WT12 
36 42 28" 11.0 cu. ft. 20WT13 
39/6 43 272" 11.0 cu. ft. 20WT15 * 
40" 42" 28" 11.0 cu Tt. 20W1T14 * 








* Includes 6" casters, two locking. 
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MACX48® > eee 
MACX® é KitBin 
No. J2330 MACX® Vented 
No. J2328 No. 39UV18 hs No. 39UV33 
ee 
a — aa 
Bin Outside Dim. Inside Dim. Load > CHOOSE: Item DECADE propucts’ 
Type L W H L W H Cap. Color No. ® ® 
Long-Side Runners 
MACX® 48" 40" 31" 45" 36%" 25%" | 1500 lb. Blue, Gray, Green, Red, White, Yellow J2328 MACX @ MACX48 and 
Short-Side Runners H H A 
MACX® 48" 40" ik 45" 36%" 25%" | 1500 lb. Blue, Gray, Green, Red, White, Yellow J2329 KitBin Bulk Bins 
MACX® 48" 40" 46" 45" 36% 40%" | 1500 Ib. Blue, Gray J2332 = 4-way fork entry 
Square Containers 
MACX®48 48" 48" 28" 44y/," 44%," 24" 1500 Ib. Blue, Gray, White, Yellow J2330 MACX® and MACX48® Bins—High-impact- 
Vented Containers ; ‘ ; 
MACX® 48" 40" 31" 45" 2641" 2554" 1500 Ib. Gray 39UV1g* ‘resistant HDPE structural foam, fixed wall bins 
MACX® 48" 40" 31" 45" 3654" 2534" | 1500 Ib. Gray 39UV16 t are durable and recyclable. Can be stacked up 
MACX®48 48" 48" 28" A4yy" 449%" 24" 1500 Ib. Gray 39UV21 to 10-ft. high on a firm level surface with evenly 
Drop Door Containers oe : : 
MACX® 43" 40" 31" 45" 26Y" 25% | 1500 Ib. Gray J2333 distributed weight. Compact containers are also 
Mobile Container temperature-resistant and UV-resistant. 
MACX® 48" 40" 345%" 45" 36%" 25%" | 1500 Ib. Gray 39UV34 ; 
Sontaliies with Removable Walls KitBin®—Designed so that all walls can be 
KitBin 48 40"__28 44 36 23 1320 Ib. Gray 39UV33____ completely detached from the pallet for easy 
cee ale p CHOSE: _ torage. Include a pallet base and 4 independent 
L W H For Use With Color No. storage. ne ude a pallet base an Independen 
Lids sides that fit together to create a strong and 
48" 40" 3" MACX® Bin Blue, Gray, Yellow, White J2331 
ie i > ACKed8 Bin White Saivad durable container. Removable walls also provide 
* Long-side runners. ¢ Short-side runners. easy access for loading and unloading. 
MODRoto Noncollapsible Bulk Containers 
= 2-way fork Ship Shape—Nos. H6442 and H6443 have 2-way forklift access. ~~ = 
entry, except No. H6444 has 4-way forklift access. HDPE plastic construction os a 
No. H6444 is 


4-way fork entry Flat Bottom USDA/FDA—No-metal design is impervious to corrosion and rust 
and eliminates the potential to contaminate poultry and other food products. 

Bulk containers cube Rugged USDA/FDA approved construction of high density polyethylene (HDPE) is 

out tractor trailers to immune to cleaners, salts, water, and other chemicals. Has no internal pockets, ao eee 


maximize cost and —_gimples, or other bacteria-harboring reservoirs. 4-way forklift access. 
logistical efficiencies. 





Stack when full and Outside Dim. Inside Dim. Load rigs tom 
W H L W H Capacity olor 0. 

nest when empty, Ship Shape Bulk Containers 

with molded nesting 45" 45". 33" *| 39" 39" 32"_~| 700Ib. Blue H6442 

lugs to prevent 45" 45" 44" 39" 39" 43" 800 Ib. H6443 No. 
47" 40" | 42" 40" 39" | 42001b. Natural, Blue, Forest Green  H6444 19ZA16 





; : : 47' 
units from jamming Flat Bottom USDA/FDA Bulk Containers 
together. 50" 45" 36" 49" 44" 31° 2000 Ib. Natural 19ZA16 





Workingtainer® 


Round-Corner Hold 'N Fold® ' 
Hold 'N Fold® Steel 


Corrugated Steel Corrugated Metal Wire Mesh 





vy 
‘i STEEL KING’ 


BUILT TO DELIVER 


Bulk Steel Storage Containers 


= 4-way fork entry = Ample underclearance Round-Corner Corrugated Steel—fFeature Workingtainer® Steel—Hopper 
= 4000-Ib. capacity allows lifting with forklift heavy, 11-ga. ribbed steel bottom; 12-ga. ribbed door on narrow side of container is 
Steel sides; heavy, 4'-thick gusseted stacking adjustable from fully closed to fully 
: seh? Dim. . : = Dim. ' , font legs; and double-thick top edges. open. Ready for the assembly line; 
STINEEEURENSTOT “~~~ *» All-welded construction no additional movement of parts 
41%" 33%" 28%" 40" 32" 24" 12 41J25 = Stackable to 4 units high needed. 
49" ATK 2814" 48" 40" 24" 12 4TJ26 = Adi 
Hold ‘NFold®, Steel Hold 'N Fold®—Units stack securely when prin te 
, ion fia mre wi - , 39 42" 33 V2" 14 2MVUS__——s empty; no need for banding on return shipments. aa Sue ane aa 
"48S S| a” 33" | 44] aty2q—_Hallf-drop gates on both 48" sides for easy access hisace einek ne 
Workingtainer® Steel to contents. and base:strictire 
36" 30" 30/2" 34" 28" 24" 14 4TJ19 = Fold down 3:1 c 
re a2 ee 10. vt at 4 Dt = Tubular corner columns and base structure = Stackable to 6 units high 
48" 40" 30%" 46" 38" 24" 14 4TJ22 = Stackable to 6 units high 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1301 


SHELVING & STORAGE Scan. Order. Done. 








Small Parts Storage Details on page A1. 
& 
ay 
No. 30F075 A | 
No. No. No. 
300447 aaa 7 2HFR6G 2W467 
Se Outside Dim. No. of Compart. Dim. Item 





W L H |Compart.| W L H Brand No. 


hb No. Fixed Compartment Boxes 
Flambeau pee 4TJ27 2%" 1%e6' 2%6 1% 1" Flambeau 300413 











é 4 
48 OK The | 6 | 1%" 1%" 1” Flambeau 30412 
5% 3%" 1%6'| 5 1" 27% __—*1%" ~—Flambeau 30C405 
Compartment Satchel-Stvle Cases clambeau Bre 196" |_| Ae 3%6" 16" Flambeau 30C410 
p u" u u" u u u 
. 7 3%e' 1% 9 1%s" 1%6" _1%6' Flambeau 30C409 
Flambeau—Sturdy boxes are § Plano—Satchels are ideal for Phe 376 1% | 12 | tHe 16° 1%0° Flambeau 30C411 
rustproof, sparkproof, and resis- medium and large tool and ge eee 
; vy Bu" 4%" 1% 12 1%s° 1%6" _1%6' Flambeau 30C407 
tant to dents and scratches, as fastener kits. Connectable WESTWARD 43" 195 18 1% 1% 1%6" Flambeau 30C406 
well as oils and common chemi- satchel Stowaway® Nos. 30F075 BAe 134" 6 16" 6%" 1%6' Flambeau 300415 
‘ ; Tg 13/1" 11g" 6" V6" 
cals. Gray models have pinned —_ and 36N217 allow for 2 units Fixed a a ee ae TT ee Ta 
hinges and tongue-and-groove to be fixed to each other for a c rt i 1094" er 9A 13 103%" 234° 1%e° Flambeau 300420 
-sj it. b/s 1% | 18 1%" 2%e6" 1%6' Flambeau 300419 
eens Tepe Steet Ute OMpParMe Me et 8 ae Be 270 Fambeal SOC 
a No. of Boxes 11 7% 13" 1 10%6"  6%c'  1%6' Flambeau 300431 
shia aa a at pomaeans malin cata fem 13" 8% 2%6| 6 2Ve" 82" 2% Flambeau 30C421 
i — 16% 9% 3%e'| 1 154" 87% —-3"—~Flambeau 300443 
Single Compartment Fixed Compartme mt : = ; . - vm Smear 
fey glee { 0 Clear Flambeau 30C448.~*|:*%Jranslucent material Q'  2%6"| 12 2%e" 4%’ 20" Nyfg— 15V207 
" 1A" . . . 
14" 3% 1 0 Clear Flambeau___5MU43 allows quick viewing of 13% 9" 25468'| 16 34" g -254_r Durham se voge 
Adjustable contents Mtg 
11" 8%" 2%" | 5to17 12 Clear Plano _‘36N217 oF eal. a ie oe a DUNE geupay 
1%" 2%" 151%" | 9to 24 15 Gray Flambeau 2W786 Ultra Clear— a ® i Mig 
11" 2" | 5to 22 17 Clear Plano 30F075 1314" 10742" 27") 9 = —~ — Westward 2HFR6 
15" 14" "TT 4t0 40 20 Clear Flambeau 300449 High-strength, Ultra Clear Fixed Compartment Boxes 
14" 2" | 8to 48 20 Clear Flambeau 30C450 abrasion-resistant 7 V4! AVa" 1%" 14 i 4" 1Y%e' Flambeau 19YZ96 
1544" 14" 6%" | 1to8 rs Clear Flambeau _ 300451 K-resin copolymer Ay" 1%6' 17 7' 4" 1Vie" Flambeau 19YZ95 
15% 11% 47% | 12 to 36 10 _Beige/Brown Plano 19YM97 Ms soy Oe 1% | 12 | Te" 3%" 1%" Flambeau 2W782 
iayr 3 3 | 4t0 40 12 Gray Flambeau _ 3KN84 protects and stores small 6/6 1'%e'| 18 2V%6 1%" 1% Flambeau 2W781 
13° 3" | 8to32 24 Gray Flambeau —_ 3KN85 items and is see-through 425%¢' 6%e' _ 1'Ve' 6 111%6" 5'%6' 1%6' Flambeau_ 19YZ87 
Fixed fare aecalceion 66 16) 24 | 111%6' 51%6 176 Flambeau 19YZ97 
12% 8% 4% | 20 0 Beige/Green Plano _‘19YM83 8% 2i%6'| 6 26 8%" 2%’ Flambeau 2W468 
15" 14" 38%" 6 0 Clear Flambeau 300447 ESD Conductive— 13" B54" 2i%6"| 12 26  4%6' 246’ Flambeau 2W469 
167%" 12" 5" 36 0 Beige/Blue Plano 19YM85 8%" 2i%—'| 24 26 26 2¥6' Flambeau 2W467 
gy 3 3 21 0 Gray Flambeau _4TJ27 Reduces electrical ESD Storage Boxes 
Sree Se | tesitanco and diets Te teen 
eluxe oliper oatcne oxes : : 4 8 4 2 8 ambdeau 
16%" 5" | 15to 24 15 Clear Flambeau 300452 static charge buildup to ESD Compartment Boxes 
17%" 16%" 5" | 18to 73 15 Clear Flambeau 300453 alleviate electrostatic 10%" 6c’ 11%6"| 18 2%6 1%"  1%c' Flambeau 19ZA01 
16%" 5" | 25to 89 15 Clear Flambeau 300454 13" 8%" 2%" | 24 2V" 2’ + ~—-2%" ‘Flambeau 19YZ94 
discharge (ESD). 





Flambeau * WwesrwarD’ lf, 
Adjustable Compartment Boxes 





4 
4 4 a pe clser dina taii quick Westward—Portable boxes 
4 4 4 mew Or content: keep small parts and fasteners 
- Flambeau—See-through boxes feature a organized and easily accessible. 
is ante detachable lid and movable dividers. Ribbed Plano—Pro-Latch™ StowAway® 
. IDS models provide flexibility to move each utility boxes include the exclusive 
No. 2HFR4 divider 146". EcoFriendly units are 100% ‘ aes 
uv lable. ZeRust® unit } ) Pro-Latch™ locking system that 
- bas e. site ae eae keeps contents secure even if 
No. 2HER2 creating a non OxIC, odorless, Maintenance- the box is dropped. 
free vapor shield. 
Outside Dim. No. of 
No. 30F072 No. of Removable Item 
Outside Dim. No. of W L H  Compart. Dividers Color Latch Brand No. 
No. of Removable Item EcoFriendly 
W L H Compart. Dividers Color Latch Brand No. 7' 4V," 1%" 3to018 16 Translucent Double, Clear Flambeau 30C429 
4%" —- 34" 1%6" 4to6 2 Translucent Single, Clear Flambeau 30C427 ill 1 Ya" 1%" 4to24 12 Translucent _— Flambeau 300436 
(a AY," 1%" 3to18 15 Translucent Double, Clear Flambeau 5MU37 14%" 9%" 11%6" 4to 48 20 Translucent Double,Black Flambeau 300441 
g" 5" 1%" 3to018 15 Clear Double, Clear Westward 2HFR3 Zerust® Rust Prohibitor (Blue Dividers) 
1%" 7%" = 12%" 6 to 18 12 Clear Double, Clear Westward 2HFR4 4%" = 354" 1%" 4to6 2 Translucent Single, Clear Flambeau 14NTH2 
97/22" 1%" 4to24 20 Clear Double, Clear Westward 2HFR5 5 93/4" 1%" 3to18 15 Translucent Double, Clear Flambeau 1NTH4 
15") 11%2" 33%" = 11 to 46 10 Black Double, Yellow Westward 2HFR2 Th 4Ve" 1%" 3to18 15 Translucent Double, Clear Flambeau 1NTH3 
14" 3%" 6to 18 12 Translucent Double, Black Flambeau 5MU44 7%" = 10%" 1%" 4to 24 10 Translucent Double, Blue Flambeau 1NTH5 
15%" 12" 2%6 5 to 20 15 Black _— Westward 2HFR7 g" 144" 2" 4 to 35 15 Translucent Double, Blue Flambeau 14NTH6 
165" 93/4" 3%6 6to9 20 Translucent Double, Clear Flambeau 300444 16%" g" 1%" 4to24 16 Translucent Double, Clear Flambeau 1NTH7 
93/," 3%" 71016 9 Translucent Double, Clear Flambeau 5MU42 Tarnish Inhibitor (Silver Dividers) 
20" 12'%6" 2%" ~=5 to 22 17 Black Double, Clear Westward 2HFR8 ile 7¥" 1%" 4to24 12 Translucent Double, Silver Flambeau 300434 
Ribbed (IDS) Infinite Divider System 14" OY" 11%" 35 18 Translucent Double, Silver Flambeau 300439 
7' 4Ve" 1%" 3 6 Translucent Double, Clear Flambeau 3KN90 Pro-Latch™ Stowaway® 
ui 634" 13/4" 6 10 Translucent Double, Clear Flambeau 3KN91 11" 1 V4" 1%" 5to20 15 Clear ProLatch Plano 19YM86 
13%" 95%" 2" 4 16 Translucent Double, Clear Flambeau 3KN88 14" g" 2" 3 to 28 25 Clear ProLatch Plano 30F072 
1302 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 31TT94 














No. 31TT92 No. 3AJ37 
No. 3AJ39 
DURHAM MFG’. ¢ — ® 
Est. 1922 A AiAKRO-MILS 
' . I! Dim. Drawer Dim. Item 
Parts Cabinets iat over 
Drawers D W H D W H Brand No. 
e Steel Frame 
= Wall mountable or stackable 20 6 Ys" 1654" 11V%4" 55" 215/46" 17%" Durham Mfg| 31TT92 
Steel Frame units have a durable gray powder-coat Plastic Frame 
finish, interlocking design drawers, and full-width us ia 17a oA GY (10) S27 (9) BAT) A) s%ie_Westward | _ 311194 
oie 14 i 17% 9% 6% (10) 3%", (4) 8%" (13) 1%", (1) 3%6" Westward | 31TT95 
handles. High-impact polystyrene plastic frame 16 6A" 1014" 81," a4" 6" 15%" Akro-Mils ONTO7 
cabinets features strong see-through drawers and 20 6' 1454" TVs 54" 2%" 1%" Westward | 311193 
24 by," 20" 1594" 6" Ai; 2 Akro-Mils | 9AGY9 
be etire dividers. Nos. 31TT93 to 31TT95 include 56 ae 50 ae 7 (20) 214 (6) 4" (00) 11" (6) 2” Akro-Mils | 3AN37 
a nonslip pad. 44 bv" 20" 1594" 5v;' (32) 24", (12) 4%" (32) 114", (12) 2" Akro-Mils | 8TTD7 
64 bv," 20" 1594" 5V;5" 2%," 1%" Akro-Mils | 3AJ39 
Dividers 
For use with No. 311193, Pkg. of 10 —_— _— _ Westward | 31TT96 
For use with No. 311194, 311195, Pkg. of 10 — — — Westward | 311197 
Removable Bin Cup te 
Compartment Boxes Wrstwarp STANLEY. i _ 
O. 
Westward®—Feature durable STANLEY®—Feature clear, impact-resistant lid and built-in 2HFR9 
polypropylene construction with trans- = wide handle. FATMAX® Nos. 13U670 and 13U671 feature 
lucent lid and molded-on handles. a water seal. Wide side latches allow secure stacking. 
Compartments are removable to accommodate larger items. 
Outside Dim. No. of Item 
W L H No. of Compart. | Removable Dividers No. 
Westward® 
1334" 854" 27/6" 1 15 2HFR9 
16)" 13542" 4" 8 19 2HFT2 
13%6" 27/6" 19 8 2HFT1 
Stanley® 
16%" 13 V4" 2V," 25 0 3FRC4 
Stanley® FATMAX® 
14" 27," 1 10 13U671 
17% 5 
14 4, 1 10 13U670 No 
Stanley® Sortmaster™ : 
1154" 836" 27, 10 8 19YU42 seuez0 
1454" 115" 294" 14 8 13U672 
175" 13" 3h" 14 8 39AL10 





7 4TJ28 No. 19YZ99 
_ g y No. of 
No. 3KN86 building box portable storage system _ Outside Dim. No. of Removable Item 
features a large yellow toolbox top made from & est Description W L H_ | Compart. | Dividers Color Brand No. 
; ; so orage Systems 
chemically resistant polypropylene, no-spill latches, — “Buiiding Box Portable Storage System 184° 12% 11¥"| 3 16 Yellow Flambeau  3KN86 
and a sturdy built-in handle. Includes 2 No. 3KN88 Small Parts Cabinets 
removable compartment boxes with built-in handles Small Parts Cabinet 15%" 14%" 16" 5 0 Black/Clear Flambeau 41J28 
; a ; Small Parts Cabinet 15%" 1434" 16" 4 16 Black/Clear Flambeau 19YZ99 ~* 
and 16 adjustable dividers. Trays are black; boxes Small Pare Cabinet 46" 12" 40" 5 60 Red Plana 30F061 


are transparent. * Features black handles on front of bins. 
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SHELVING & STORAGE Scan. Order. Done. [= 
Protective Cases Details on page A1. 









Flambeau rr] 








No. 
G5377 No. 
1NTG6 a 
Equipment 
Protection Cases 
f ne Dim. ; at ae _ FLAMBEAU 
olor 0. 
Equipment Case Only, No Foam Infinity™ Carrying Cases— 
i a Se Impervious to most chemicals, oil, and 
© plastoase . 131" OY, Ai J4861 gasoline. Feature natural dust seal, 
NANUK ae an oe Pack g5370 interior impact-barrier walls, and dual 
9 4 range, ; 
Equipment i 4K BHP ~C«OVeilOW”-«S 5376 latch system for adding a padlock (not 
i |p 18" 13" 67," G5379 included). Include foam. 
H 20" 14" 8" G5382 ; —— 
Protection Cases 55° 477 ai Gh3ae Defender® Carrying/Shipping 
= See Grainger.com® for euiee uae ey Saco Cases—Stackable cases are chemi- 
adjustable padded divider 7% AT ~—~—~SCO H7667 cal- and water-resistant. Interior rubber 
; 954" 738" 5% G5368 irti izes inter 
Crushproof, lightweight, and 131%" 91% Ay, Black, J4860 airtight. en a ie Sere 
watertight cases feature se (Orange, _ ear ack a r : cae he ‘ee ) 
. 15" 10%" 6K ellow — G5374 padlock holes (padlock not included). 
PowerClaw latching system i ; ; 
17 117% 6% G5377 
impact-resistant resin, cubed 20" 14" 8" G5383 PLANO® 
_rj 22" iz 8% G5386 ; ; 
bed eke O-ring sae Wheeled Case with a Convoluted Foam Protective Equipment Cases—Sturdy 
Se eer ue eneen Pad and a Pre-Scored Foam Layer construction with molded handles 
- Yr" ¥" 1" ’ 
fold down soft grip handle, and 20% 11 a TY: Black, _H7670 heavy-duty latches, and padlock tabs for 
stainless steel hardware. 2072! 15%" 10%" Orange, _H7671 
22" 17: 12% _—*Yellow_ —_—H7672 excellent storage and protection. 


All-Weather™—Industrial strength 
construction with a continuous Dri-Loc® 
Seal protects contents from damage and 
the elements. Withstand airline travel 
with heavy-duty, dual-stage lockable 















36N199 Nia 
latches and a built-in pressure valve. 
Inside Dim. Item 
L W D Color Brand No. 
Infinity™ Protective Cases 
No 11 Yin 8 in 3 oe in piace area bl 
: ; 10 in Ae in ac ambeau 
29PH25 ie 10 in 5 %e in Black Flambeau INTG9 
17 % in 12 % in 4 Vein Black Flambeau 1NTG7 
12 % in 7 Yin Black Flambeau 1NTG8 
Defender® Protective Cases 
15 in 10 % in 6 in Black Flambeau 1INTJ9 
19 Yin 15 in 7 Yin Black Flambeau 1NTK1 
22 % in 17 Y% in 8 in Black Flambeau 1INTK2 
Protective Cases 
13 in 9 Yin 2 %in Black Plano 30F063 
16 % in 11% in 5% in Black Plano 30F066 
16 2 in 14 Y% in 5 Vin Black Plano 30F064 
All Weather™ 
17 in 12 in 7 Vain Black Plano 36N199 
18 % in 14 Y% in 8 Y% in Black Plano 30F062 


No. 14C636 


No. 
45MY67 


kK 


* WestwarD 


W J. Terence Thompson STANLEY ovui4 


Storage Trunks and Jobsite Boxes 
Item Commercial pee 


: 





Outside Dim. 
L W H Color Brand No. A 7 Pp k © 
Storage Trunks 
14%" 19" 1654" Gray Westward 29PH25 ction ack er . 
14%" 30" 1254" Black Plano Molding 30F068 
i a ie ng Mold Storage with Lids 
15% 32% 13% Black Thompson INTK4 Pol | ror aiieneste jaa dd 
16V;' xB 1875" Gray Wesiwartl °9PH26 = FO ypropy ene ocKable red latc es eep con ents Secure and dary. 
18" 24" 2015" Gray Westward 29PH27 construction Stackable. Molded-in hand grips. 
24" 15" 13° Black Plano Molding 30F067 = Black with gray lid 
Storage Trunks with All-Terrain Wheels 
: Black STANLEY 140632 Volume Outside Dim. Item 
19" 30" 19" Black STANLEY 140636 capacity ey ay ay svi 
‘ i a J Terence .20 Cu. ft. 4" 16° GF 
at We Li Black Thompson —INTKS 4.67 cu. ft. 3415" 1634" 187" 2YU14 
374" 18%" 14" Black Plano Molding 45MY67 6.41 cu. ft. 4334" 17%" 20%" 2YU15 
1304 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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a AKRO-MILS® 


Steel Storage Cabinets 
and Revolving Rack 9-Drawer Bin Cabinet 


= No. G2393 
= Gray, powder-coated finish 





Steel Frame Storage Cabinets—Welded-steel-frame cabi- 
nets feature extra-deep strong-impact industrial-grade plastic 
drawers. Transparent windows and label holder allow instant 
No. 19YZ914 content identification. Cabinets can be securely stacked. Each 
drawer includes 2 dividers and 1 label. 





Flambeau Revolving Storage Rack Only—Steel base rotates 360° in 


= + less than 3 sq.-ft. of floor space and allows easy access to 
Conductive Parts Cabinets 20 storage cabinets (Sold separately) and up to 560 drawers. 
Conductive storage cabinets reduce electrical resistance | Assembly required. Includes hardware. 


and dissipate static-charge buildup to alleviate electro- > CHOOSE: 












static discharge (ESD). No. of Overall Dim. Drawer Dim. Drawer | Item 
; : Drawers} D WwW H D W H Color No. 
Overall Dim. Drawer Dim. Item Steel Frame Storage Cabinets 

No. of Drawers D W H D W H No. 9 11" 17' 11" 110% 5%6 3%e G2393 
Drawer Bin Cabinets 15 | 1" 17 11" | 10%" 3%6 3%e" G2392 

20 Gy" 12" 11%") 5% 2" 1%" | 19¥Z91 16 It IFT 10% 4" 7," Blue, Black, 5304 

26 64" 12" 16%'| 5%" 2" 1%" | 19292 20. | 11 17 11 | 10%" 3%e 2%" rey @2390 

30 64) 12 WN | OM 21% | 19YZ89 28. | it 17 11" ~| 10%" 2%e 2%e" G2389 

45 6% 12 16%" 5% ao 1% Pk on L Maas Dim. 4 ia Revolving 

____Description No. Oty. Revolving Storage Rack Storage: 
ESD Ans 1000 Ib. 31" 31" 60" 5LA31 mack Only (Cabincts 

For use with ESD Storage Cabinets 19YZ86 25 * Based on evenly distributed loads. Sold Separately) 
a . DURHAM MFG’ 
4-D 
Sliding Drawer Parts Cabinets Est. 1922 — 
= Gray powder-coated finish Cabinets Only—Drawer stops prevent unin- 
= Prime cold rolled steel tentional pull-out. Cabinets are available empty 
= Small and large cabinets hold 40 lb. per drawer _ allowing users to chose any drawer configuration. 
= Large heavy-duty bearing slide Cabinets can be stacked and bolted together, or 
models hold 75 Ib. per drawer bolted to a rigid surface, such as optional base, Base 

4-Drawer Cabinets—4 steel drawers, each with bearer play atch Calera et seana ae 
a hinged steel top, steel pull handle, closure latch, 
and molded polypropylene tray. Each compartment Extra Drawers—Models with adjustable compart- 
has a scooped bottom for easy access. Drawers ments include plastic dividers that can be removed 
ride on sliding full-suspension slides fixed within or rearranged. 


Extra Drawer 


the cabinet and can be easily removed. No. 6A274 


Compartment Arrangements 

























































































6 Horizontal 9 Vertically 12 12 16 20 21 24 
Compartments Adjustable Horizontally Compartments Compartments Compartments Compartments Compartments 
Compartments Adjustable 
Compartments 
Cabinet Dim. Item Cabinet Dim. No. of Item Compartments Item 
D W H Compart. per Drawer No. D W H Drawers No. per Drawer No. 
4-Drawer Cabinets Cabinets Only—Drawers Not Included Extra Drawers 

Small Small For Small Cabinets 
12 5W880 1134" 15%" 64" 2 5LE85 8 (Fixed) 1XHL8 
16 5W881 1134" 15%" 11%" 4 4UJ36 12 (Fixed) 6A272 
119%" 15%" 11%!" 20 5W882 15%" 11%" 16%" 0 1XHL7 16 (Fixed) 6A273 
24 2W431 Large 20 (Fixed) 6A274 
16, 20, 21, 24 5W883 12%" 20" 15" 4 1XHL6 21 (Fixed) 5LE84 
Large 1554" 20" 8' 2 5LE86 24 (Fixed) 4HY22 
12 4HY18 1594" 20" 1: 4 4UJ35 (4 to 13) Vertically Adjustable 3KP98 

16 4HY23 Large Heavy Duty For Large Cabinets 
453;" 50! 45" 16, 20, 21, 24 4HY17 12%" 201%" 8" 2 49H248 6 (Fixed) 4HY19 
24 2W430 12%" 20%" 21" 5 49H249 6 (Fixed) 4HY20 
32 5W884 1594" 201%" 1454" 4 6RHH7 12 (Fixed) 3KR03 
4 to 13 5W885 16" 201%" 2194" 6 49H250 16 (Fixed) 3KR04 
Large Heavy Duty Cabinet Dim. Item 20 (Fixed) 3KR05 
12 6RHH2 Description D) OUW H No. a Tried) wane 

; , ‘ 16 6RHH3 Accessories IXe 

ie eu 4 6RHHS Locking Hinge — 32 (Fixed) 6A276 
16, 20, 21, 24 6RHH6 Optional Base For Slide Rack 16%" 20%" 15%" 4HY15 (12 to 18) Horizontally Adjustable AHY21 
Optional Cabinet Base 125%" 20%' 16%" 4NDW9 (4 to 13) Vertically Adjustable 6A277 


Optional Base For Slide Rack 12%" 15%" 15%" 4HY13 
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Parts Cabinets Details on page Al. 











Component Parts Storage Units and Drawers a 
= Hanglock feature on drawers prevents contents from spilling = Gray powder-coated finish 
COMPONENT PARTS STORAGE UNITS 
= 14-ga. steel posts Us ‘i eas r : seni : bay 
= 750-lb. shelf capacity, based on Enclosed Bin Shelvings 
evenly distributed loads 12 18" 36" 85" | 17%e' 56 45" | 7E332 
; 25 12" 36" 85" | 1154" 56 454" | 7331 
Freestanding units can be arranged for custom- 12" 36° 85" 11%" (12) 8%", (24) 114" 4%" 7E329 
ized small-part management solutions. Include 36 i ae. ey i a 73) Pan Ay a 76923 
j j ANT : : 5! 7%6 4" 4" ye" 7 
drawers with 2 adjustable dividers per drawer. 3" 36" aa te 56 154° E324 
Shelves adjust in 1" increments. i 12" 36" 85° | 117%" WA 45" | 7E327 
18" 36" 85" | 17%e' 8," 45" | 7E328 
DRAWERS FOR SHELVING 34 12 36" 85° | 117%" 56" 454" | 7E325 
AND STORAGE UNITS 18" 36" 85" | 17%e' 56" 45" | 7E326 
= Sturdy 22-ga. welded steel Outside Dim. Item . 
= Drawers can be easily removed from shelves pacopngon San — _ : LR aE 
= 2 adjustable dividers per 11" 5 Ys" 4% 6 1VL72 12 
drawer are included ian 8/4" Ave" 1VL74 12 
11" 11% 4H 6" 1VL70 8 
36-Drawer Unit Label holders on drawer front and on each | {7 5" 4% 1VL73 19 
No. 7E323 galvanized metal divider. Drawers are slotted in Af 8 YA" A%6 TVL75 1 
1" increments to secure dividers ti Ui ail LE : 
; * Priced each, shipped in pkg. qty. only. 
Drawer Modular Drawer Cabinets 
abine 7 7 DURHAM MFG 
No. 3KP88 and Pigeonhole Bins Est. 1922 
= Prime cold-rolled steel, fully- = Shipped fully assembled 
welded construction and ready to use 


= Gray powder-coated finish Pigeonhole Bins—8 /2"-deep units 





Cabinets and bins of the same feature a hemmed lip to keep parts 
width and depth can be stacked for from spilling out; no sharp edges. 
increased storage capacity. Slope bin front on 12'"-deep units 
Drawer Cabinets—Drawers have allows for easier removal of parts. 
slotted sides in 1" intervals for use Pigeonhole Adjustable Bin—5 
with dividers. 2 movable plastic divid- removable vertical dividers enable the 
ers per drawer are included. Vertical creation of multiple width openings in 
supports add strength and rigid- 3%," increments. Bin has keyhole slots 
ity. Stop feature at rear of drawers for wall mounting. 

Pigeonhole prevents accidental spilling. Steel 

Adjustable Bin drawers have formed steel runners for 
No. 5W886 


smooth operation. Extra drawer divid- 
ers are available. 





Item 
Item D W No. 
. . Cabinet/Bin Bases, 534"H 
gh deta 42" Depth Base Base for 8%" Pigeonhole Bins 9" 34° 1XHL5 
. No. 4HU92 Base For 17" Drawer Cabinets ye 34 V3" 4HU91 
Base For 11-12" Drawer Cabinets 12%" 34 V9" 4HU92 
Bin Topper 12" 334" 49H251 
No. of Overall Dim. Bin Dim. Item 
Bins D W H D W H No. 
No. of Pigeonhole Bins (Base Sold Separately) 
Drawers Overall Dim. Drawer Dim. Item 4 12° 338%" 23%'| 11% 16594" 117%' 1ANU4 
or Bins D W H D W H No. 3 BY" — 33%" 19%" | BY" 3" g" 6RHHO 
Drawer Cabinets (Base Included) 12" 33%" 232") 12" 84" 10" 6ALJ3 
30 12%" 34" 2644" 11%" 47" 3%," 3HFK1 10 12" 3334" 42" iz 16%" WA 6ALJ4 
17%" 34" 264%" 1754" 47" 3%," 3HFK2 12 12° 333%" 23%'| 11%' 716" 6%" 4HU93 
48 12%" 34%" 334" 11%" 47," 2y4" 4HY11 16 12° 33%" = 11%'] 11%" 4" 5s 5LE88 
60 12%" 34" 48" 11%" 5%" 3%," 3HFK3 18 12° 3334" 19%" | 117%" 5%" 6% 1XHK8 
1754" 34" 48" 17" 5x" 3%," 3HFK4 50 BY" 3394" 22M" | BY" 3" Ay," 6RHH1 
72 12%" 34" 48" 11%" 5x" 2y4" 4HU99 12" 33%" 42" =| 11%" 8" 82" 1XHK7 
90 12%" 34" 68%" 11%" 598" 3%," SHFK5 24 12° 338%" = 23%'| 11%" ave" AY 6" 3KP89 
1754" 34" 68%" 17" 5%" 3%" 3HFK6 BY" 334" 19%" | 856" 4" Ay," 1XHL1 
96 12%" 34" 62%" 11%" 5%" 2y4" 3KP96 32 12" 333%" 19%" | 117%" 31/6" 3%6° 5LE87 
Drawer Cabinets (Base Sold Separately) 12" 33%" 64%") 12" M6 6%" 15V212 
6 11 1154" 1034" 11%" 5%" 2y4" 1XHJ6 36 12". 17% 42" | 11%" 3% 3%" 1XHK9 
11%" 3394" 4" 11%" 5%" 2y4" 3KP94 40 BY" 3394" 22M" | B56" 3-6", 3-116" 4" 27% 1XHL3 
8 11%" 2294" 74" 11%" 5%" 2y4" 1XHJ7 12" 33%" 23%" | 11%" 31/6" 3%6 3W126 
9 11%" 17%" 1034" 11%" 47" 2y4" 3KP97 42 12" 33%" 42" | 11%" 5/6" A 6" 3KP92 
12 11%" 3334" 74" 11%" 5%" 2y4" 1XHJ9 44 12° 3334" 42" 12 (40) 4", (4) 16%" (40) 4%", (4) 7’ 6ALJ5 
11%" 17%" 21%" 11%" 47" 2y4" 1XHJ8 48 12" 3334" 42" iz (40) 4", (8) 8" (40) 4%", (8) 734" 6ALJ6 
48 11%" 3394" 1054" 11%" 47" 2y4" 3KP88 56 12" 33%" 42" | 117%" Ai," 5 Ye" 3KP93 
1154" 3334" 1254 11%" 47" 3%," 2W265 60 12°) 3334" 64%") 12" (20) 7156", (40) 3146" (20) 6%", (40) 3%6' | 15V213 
17%" 3394" 1254" 17" 47" 3%" 2W267 79 BY" 33%" 42" | 85" 4" AY," 1XHL4 
11%" 3394" 14%" 11%" 47" 2y4" 3KP90 12°) 33%" 42" | 11%" 31/6" 396" 3W127 
24 1154" 3334" 17 11%" 47" 3%," 2W266 84 12" 3334" 644") 12" (4) 164", (80) 4° (4) 117%", (80) 4%" | 15V214 
17%" 3394" 17' 17" 47" 3%," 2W268 104 12" 33%" 64%" | 117%" 43," 4x" 15V215 
11%" 3334" 1794" 11%" 47" 2y4" 1XHK1 112 12° 338%" 64%" | 12" 31/6" 396" 15V216 
30 1154" 334" 21" 11%" 47," 3%" 2W787 Pigeonhole Adjustable Bin 
17%" 3394" 21 17" 47" 3%" 3W400 36 AY" — 23%" 2354" | 494 354 394 5W886 
1306 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yy. Find Solutions. Find Great Prices. Storage Units 
DURHAM MFG’ 
_ ; Est. 1922 
"Eau = daw R anam™ FLAT-BOTTOM SHELVES 
otobin 
No. 1ANUS Shelf compartments can be 


Revolving further divided on 1" centers 
Storage Bins Using dividers that must be 


ordered separately. 


= More accessibility SCOOP-BOTTOM SHELVES 


and visibility than 











standard shelving Compartment shape makes 
Can Caddy = Shelves rotate it easier to remove bulk 
DURHAM MFG No. 5LE89 independently, even _ Parts. 
Est 1922 when fully loaded ACCESSORIES FOR 
H H = Save up to 40% REVOLVING STORAGE BINS 
Aerosol Utility and Storage Cabinets fl 
more floor space Divid Bolt in ol 
= All-steel construction vs. linear storage 
= Gray powder-coated finish = Gray powder- = lentes 
Units can stand alone. Nos. 3KRO1 and 3KRO2 feature lock attachment coated finish Pans—Removable polypro- No. 1XHK5 
(padlock not included) and can be wall mounted. No. 3KP99 is divided into 4 = Easily assembled pylene organizers. 
sections and includes a lock and 2 keys. Bench top model No. 49H243 has a 
locking door and 2 keys. Shelf Overall | No.of Permanent Load Cap. Compartment Dim. Item 
No. of Dia. Height | Shelves Bins/Shelf per Shelf* W D H No. 
; : Flat-Bottom Shelves 
Description D Overs om H Shelves No 1798 a 60 Ib. 13° Tie 378° TXHK2 
Wall Cabinet, Flush Door 129; 13%; 30° 2 3KRO1 7 on é i i" io ae a a 
Wall Cabinet, Flush Door 1411" 19%" 3254" 2 3KR02 10% 5 : 0 ET ade * ui OGHGS 
Storage Cabinet, Flush Door 815" 339 221; i 3KP99 aa : : on ae i a soap 
Storage Cabinet, Four Section 12 3394" 2394" 1 TANU5 93! SRE 9 eo ae 5 ae a 5 
Storage Cabinet, Bench Top iY 20%" TY TSCA 2 Z a 7 ——— ee 
Can Caddy, 6 Openings a = _ = 5LE@9 59V% 9 6 500 lb. | 14% 12 5y% 1XHK5 
6514" 10 6 500 lb. | 14%" 12" 5," 8DRZ1 
49" 5 5 500 Ib. ral 15" c 97541 
a4 49%" 6 5 500 Ib. ral 15" c 9DXA0 
6514" 8 5 500 Ib. oF 15" a 8TTW2 
6554" 6 5 500 Ib. 21" 15" re 1XHK6 
Scoop-Bottom Shelves 
Threaded 6%" 4 5 625 |b. — — — 8TJA3 
Rod Rack 4g) oe 5 5 625 lb. | 26%" 1914" 95" 4TJ66 
No. 3KP91 57 5 10 500 Ib. 14" 1977" 95" 4TJ67 
691%" 6 5 625 lb. | 26%" 1914" 95/3" 4TJ65 
58° 66%6" 5 10 2000lb. | —«18" 25" 11" 4TJ72 
Extra Flat-Bottom Shelves, For Use w/6-Shelf Units 
28" 6 — 6 500 Ib. 14" 12 6" 3W242 
Keystock 34" r — 5 500 Ib. rail 15" id 3W240 
Rack Item 
No. 3HFK7 Item No. 
Accessories for 28" dia. Shelf Bins 
Rotary Bin Divider 494L01 
Accessories for 34" dia. Shelf Bins 
DURHAM MFG’ Rotary Bin Divider 494K99 
Est. 1922 Rotary Bin Pan 1TFR7 





* Based on evenly distributed loads. 


Specialty Storage Units 





= All-steel construction 10-Loop—Designed to hold clamps 
= Gray powder-coated finish, except —_ ranging in size from the smallest mini- 
Nos. 4HU95 and 4HU94 are black. clamp up to 2%". 
ROD WIRE RACKS WIRE AND TERMINAL 
Removable, plated-steel rods store STORAGE CABINET mire (eyitcy | h 
and dispense spools of wire. Easy-to- | Accommodates 24 31" spools. — — 
assemble units can be counter-, wall-, | Features 16 grommets to guide Steel Bin Units 
or vehicle-mounted. Racks accommo- _ wires and a compartment box with . 
date spools up to 10" dia. 21 compartments for storing smaller | = Edsal® models 750-Ib. shelf 
components. capacity, Hallowell® models 
LOOP HOSE CLAMP RACKS 800-Ib. shelf capacity, based 
Heavy-gauge wire construction for HYDRAULIC HOSE CABINETS on evenly distributed loads = 
durability. Place on countertops or wall Heavy-duty all steel construction = Gray powder-coated finish No. 7E319 No. 35KU26 
mount. Included sign panel lists clamp — with a gray powder-coated finish. 
diameters. No. 49H244 is a single hose rack, No. of Overall Dim. Bin Dim. Item 
SE nee eee No. 49H245 is a hose rack with 1 si; : a0. 
; oe ei P divider, No. 49H246 is a hose rack 15 12 36°85 19 ae Para | 5 | 
rom 16 Wo. with 2 dividers. 18 36 85 18 (9) 12", (6) (9) 18°, (6) 7E316 
12° 36" —85 12 7E317 
- . Item 21 \4e" 36" 85" | 18 Gus eule 7E318 
Description Overall Dim. No. 3g 12 36" 85" | 12" (2) 714", (2) 10%", (2) 12, (2) 12", |_7E319 
Keystock Rack, 4" Square w/10 Openings 6%'D x 12Y%4"W x 12"H 3HFK7 18" 36" 85" 13" (16) 7%", (2) 10%" ~—- (16) 9", (16) 9" 7E320 
Threaded Rod, w/18 2c" dia. Openings 674'D x 24%'W x 24°H 3KP91 , e368 | Bunt day (6) 12", (48) 9° 75321 
Rod Storage Rack, (6) Compartments 18%'D x 16'Wx 8H  3HFKB 04 |g" 3g" 85" | 18" (6) 6", (48) (6) 12" (48) 12" | 76322 
Rod Wire Rack (2 Rods ) 6"D x 26 %'W x 21%'H 4HU97 Hallowell® 
Rod Wire Rack (4 Rods) 57A'D x 26%6'W x 36%'H 5 W887 14] 18" 36" 87" | =r 18" ‘a 35KU26 
Loop Hose Clamp Rack (5) ys Wie aje 4HU95 21 | 18 36" 87" 17” iz 35KU32 
Loop Hose Clamp Rack (10) een AAG 36.) 18° 36" 87" 17' 9" (32) 9", (4) 12" | 35KU38 
Wire Spool Storage Cabinet 117%'D x 15%6'W xX 16%2"H_ _49H247 18" 36" 87" ive : : 35KU44 
D4V;'D x 8Y'W x 349eH  4QH244 a4 ig" 36" 87 | ir 6 (48) 9', (6) 12° | -35KU56 = 
Hydraulic Hose Storage Cabinet 24V4'D x 1354'W x 24'H_ ——-49H245 78 | 18° 36" — 87" 17° (66) 6°, (12) 9" 35KU50 


2444'D x 21¥%2'W x 24"H 49H246 * Includes bin front. 
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SHELVING & STORAGE Scan. Order. Done. (= 
Pipe Fittings & Pipe Railing Details on page A1. 





Cast-Iron Pipe Fittings and Pipe  payaycRaInceR 
PIPE FITTINGS sac 
Galvanized iron pipe fittings have a tensile strength of no more than 50,000 Ib. Manufactured per interna- 
tional standards for durability and corrosion resistance. Feature quality set screws with antirust coating. 
Fittings build with no welding required; pipe cutters and a standard hex tool are usually the only tools 
needed. Use No. 30LX45 screws for %%4" and 1" pipe sizes, and No. 30LX47 screws for 1%", 1%", and 2" 
pipe sizes; order separately on Grainger.com®. Constructed to ASTM Standards. 


PIPE 


Pipe is welded and hot-dipped galvanized for corrosion resistance. Tensile 
strength of 30,000 Ib. Constructed to ASTM Standards. 
















NOMINAL PIPE SIZE (IN.) 


Ya 1 1% 1% 2 
Item Item Item Item Item 
Key Description No. No. No. No. No. 
Structural Pipe Fittings 
A Single-Socket Tee 30LW89 4NXP5 4NXT2 4NXU8 30LW90 
B Straight Coupling 30LW91 4NXP6 4NXT3 4NXU9 30LW92 
C Elbow 30LW93 4NXP7 4NXT4 4NXV1 30LW94 
D Adjustable Side-Outlet Tee 30LW95 4NXP8 4NXT5 4NXV2 30LW96 
E Side-Outlet Eloow 30LW97 4NXP9 4NXT6 4NXV3 30LW98 
F Side-Outlet Tee 30LW99 4NXR1 4NXT7 4NXV4 30LX01 
G Three-Socket Tee 30LX02 4NXR2 4NXT8 4NXV5 30LX03 
H Slip-On Cross 30LX04 4NXR3 4NXT9 4NXV6 30LX05 
| Swivel Flange 30LX06 4NXR4 4NXU1 4NXV7 30LX07 
J Clamp-On Crossover 30LX08 4NXR5 4NXU2 4NXV8 30LX09 
K Base Flange 30LX10 4NXR6 4NXU3 4NXV9 30LX11 
L Railing Base Flange 30LX12 4NXR7 4NXU4 4NXW1 30LX13 
M Wall Flange 30LX14 4NXR8 4NXU5 4Nxw2 30LX15 
N Slip-On Plug 30LX16 4NXR9 4NXU6 4NXW3 30LX17 
0 Single-Swivel Socket 30LX18 4NXT1 4NXU7 4NXW4 30LX19 
Combination Socket 
P Tes and Crossover 30LX20 30LX21 30LX22 30LX23 30LX24 
Q Crossover 30LX25 30LX26 30LX27 30LX28 30LX29 
R Eye Fitting 30LX30 30LX31 30LX32 30LX33 30LX34 
S Four-socket Cross 30LX35 30LX36 30LX37 30LX38 30LX39 
ii Three-Socket Cross 30LX40 30LX41 30LX42 30LX43 30LX44 
U Double Swivel Socket 30LX50 30LX51 30LX52 30LX53 30LX54 
V Corner Swivel Socket 30LX55 30LX56 30LX57 30LX58 30LX59 
Ww Rail Support 30LX60 30LX61 30LX62 30LX63 30LX64 
Galvanized Pipe 
X 7-ft. Length, Pkg. of 5 _ 4NXW5 4NXW6 4NXW7 _ 
Aluminum Slip-On Pipe Aollaender 
Your Handrail Source. 


Fittings and Pipe 
= Corrosion-resistant, nonmagnetic, nonsparking 


Rugged fittings are as strong as malleable iron, but only /3 the weight. The 
535 alloy aluminum fittings are suitable for use with aluminum pipe, black 
iron, galvanized carbon steel, or stainless steel with no electrolytic corro- 
sion. You can easily assemble the railing and structure with just a standard 
hex key. Innovative set screw design can drastically reduce loosening 
caused by vibration, and they 
can resist pull-out and rota- 
tional slip. All pipe is anodized 
aluminum. OSHA, IBC, BOCA, 
SBC, and UBC Compliant. 





NOMINAL PIPE SIZE (IN.) 





1 1% 1% 
Item Item Item Item 
Key Type No. No. No. No. 
Structural Pipe Fittings 
A Elbow 54WK13 54WK14 54WK15 54WJ78 
B Adjustable Elbow 54WK10 54WJ96 54WJ77 54WJ81 
C Side-Outlet Elbow 54WK38 54WK39 54WJ95 14G939 
D Adjustable Elbow/Tee _ 54WK11 54WK12 — 
E Tee 54WK23 54WK24 54WK25 54WJ79 
F Tee-E 54WK29 _ _ _ 
G Adjustable Tee _ 54WJ76 54WJ99 _ 
H Side-Outlet Tee-E 54WK04 54WKO5 54WKO06 14G940 
| Adjustable Cross Tee 54WJ85 _— _ 14G942 
J Cross-E 54WK35 54WK36 54WK37 54WJ80 
K Offset Cross D4WKO7 d4WKO8 D4WKO09 _ 
L Round Base Flange _ 54WK19 D4WK20 _ 
M Base Flange 54WJ86 54WK21 54WK22 54WJ82 
N Rectangular Flange 54WJ87 _ — — 
0 Adjustable Flange 54WJ88 54WKO1 54WK02 _ 
P Wall Flange 54WK26 54WK27 54WK28 _ 
Q External Coupling 54WK32 54WK33 54WK34 54WJ84 
R Plug 54WJ89 54WJ90 54WJ91 54WJ83 
S Shelf Tab 54WJ92 54WJ93 54WJ94 _ 
T Adjustable Swivel 54WK16 54WK17 54WK18 — 
U Handrail Bracket — 54WKO03 — —_ 
Anodized Pipe 
S. T. V 8 ft. L, Pkg. of 5 54XN47 54XN49 54XN48 _ 
1308 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° SHELVING & STORAGE 
Find the wy. Find Solutions. Find Great Prices. Patio/Outdoor Storage 





Storage Shed 





No. 32XT05 
Horizontal Shed 
with Split Lid 
hes = No. 2ERX1 
=. 
Plastic Outdoor Storage Sheds 
SUNCAST® RUBBERMAID® 
Easy-to-assemble and feature a reinforced resin Impact- and weather-resistant polypropylene 


floor with front ramp. Sturdy padlock ready doors for construction is UV protected. Interlocking double- 

added security (lock not included). Multi-wall panels — wall panels are easy to assemble. Feature a 

are engineered for strength and stability and will not heavy-duty floor with an angled entry ramp. Wide 

rust or rot. double doors are lockable (padlocks not included). 


Note: Not intended for flammable, caustic, or hot items. All models are designed to accommodate 1 wood 
shelf (not included). No. 2ERX1 has a split lid to 
allow access from either side. 





Vertical Shed 





Overall Overall Overall Item No. 2ERW6 
Cap. Width Height Depth Brand No. 

Storage Sheds 

206 cu. ft. 8 ft. 4%" 8 ft. 7" 4 ft. 34" Suncast 32XT04 

378 Cu. ft. 100" 103" 85344" Suncast 32X1T05 

547 cu. ft. 8 ft. 4%" Sit. 7" 10 ft. 2%" Suncast 32X1T06 

715 cu. ft. 8 ft. 4%" Stt.7' 13 ft. 234" Suncast 32X107 

882 cu. ft. 100" 103" 195%" Suncast 32X1T08 
Horizontal Sheds 

18 cu. ft. 4 ft. 7" Olt. 2 ft. 4’ Rubbermaid Commercial Products 2ERW8 

o2 cu. Tt. 5 it. (a 2 ft. 8 Rubbermaid Commercial Products 2ERW7 

70 cu. ft. 70¥2" a2. 44 V4" Suncast 32XT03 
Horizontal Shed w/Split Lid 

18 cu. ft. 4 ft. 7" Ot: 2 ft. 4" Rubbermaid Commercial Products 2ERX1 
Vertical Shed 

17 cu. ft. 2 ft. 6 agin 2 ft. 1" Rubbermaid Commercial Products 2ERW6 


SUMICAST. 


Plastic Outdoor Storage Boxes 


Impact-resistant polypropylene construction is UV protected and is 
virtually maintenance free. 


Note: Not intended for flammable, caustic, or hot items. 


Extended Deck 
Box/Bench 
No. 2XJF7 


Deck Box/Bench—Dual-function box offers storage, as well as 
additional seating area. Convenient storage tray holds accessories. 
Features weather-resistant design. Easy assembly without tools. 


Deck Box with Wheels—Wheels and handles allow easy portability. 
Feature weather-resistant design and tool-free assembly. 


Patio Bench and Seat—Feature weather-resistant design. 





Overall Dim. Item Deck Box 
Description Cap. W H D No. with Wheels 
Extended Deck Box/Bench 129 gal. 53. 21" 29" 2XJF7 Patio Bench No. 2XJF8 
Deck Box 127 gal. 54" 21 V4" 27s" 15X399 No. 4AYV1 
Deck Box 99 gal. 53y" 24" 272"  +15X401 
Deck Box with Wheels 73 gal. 46" 23 22" 2XJF8 
Deck Box with Wheels 73 gal. 46" 25 V2" 24" 15X398 
Patio Bench 50 gal. 52%" 341" 21" 4AYV1 
Patio Seat 31 gal. 30%" 29%" 20%"  AAYV2 
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SHELVING & STORAGE 
Outdoor Shelters 


Scan. Order. Done. 
Details on page A1. 










Smoker's Shelter 
No. 49P403 


Smoking Shelter with 
Aluminum Bench 





No. 3CHNS 
7 * GRAINGER 

Smoking Shelters TAN APPROVED Noes 

GA Standard Smoking Shelters—tnclude full-length 

Galvanized tube construction. Include lag-down plates for secure OWS I ee AneS ee ane aieen eam 

; g P frames and 6" tempered safety glass to provide Dim. Item 

installation. Ship unassembled. 360° visibility W H L No. 

_ : ; GA Smoking Shelters 
protection ftom indement weather: SMoking Shetters with Aluminum Bench— = —/7- if _35_ ah 
P - Include full-length maintenance-free aluminum Porta-King Standard Smoking Shelters 
No. 49P402—Feature 28-ga. color steel siding and roofs. 42"W clear bench, with back rest, factory-installed onto shelter 96" 9314" 60" 3CHN7 
plastic shield provides protection from the weather and visibility from frame. Wi eee iz aoe 
guts wow Dc te cyanea Cie aking Str wth Aluminum Bench, Light Reape etn 
P ae) Fixture, and Exhaust Fan—include a ceiling ae : — 60" 3CHN8 
PORTA-KING mounted 160 cfm exhaust fan with damper/vent and 120" 93/4" 72’ __3EPN3 
All structural steel smoking shelters ship completely assembled and © a 64W fluorescent light fixture with weatherproof Sovienitia 9377 J0__SEPNG 

; : : sate . : . : g Smoking Shelters 

ready for immediate use. Simply anchor base plates onto existing ballast. Each is prewired in surfaced-mounted conduit — w/atuminum Bench, Light 

concrete slab. Feature 11-ga. heavy-duty welded-steel construction. to separate wall-mounted switches. Both devices are _Fixture & Exhaust Fan 

Steel surfaces include a rust-resistant coating. Integral roof structures _ wired to a surface-mounted junction to facilitate elec- oe a 

include self-contained gutters. trical connection from onsite power source. 144" 93%" «96 ~~ SEPN7 

* 
Slope Roof, GRAINGER 
Beige Steel Sheds APPROVED 

No. D7717 


Strong, waterproof, corrugated steel sheds can be easily assembled by a single person in just 4 hr. 
Support 27-lb./sq. ft. and withstand winds of up to 91km/hr. Include pre-made 1-pc. hinged doors 
with locking latches; Nos. D7719 and D7723 have 2-pc. doors. 








> CHOOSE: Item 
Cap. W H D Shed Color No. 
Slope Roof 
175 cu. ft. 5 ft. 845%64" 6 ft. 25%6a" 6 ft. 25Y6a" D7717 
chaps 258 cu. ft. 8 ft. 61342" 6 ft. 25%64" 6 ft. 25164" Beige, Brown, Green D7718 
P 342 cu. ft. 11 ft. 35%64" 6 ft. 25%64" 6 ft. 25164" D7719 
Roof, Green A-Shape Roof 
No. D7721 248 cu. ft. 8 ft. 61342" 6 ft. 104564" 6 ft. 251%a" D7721 
492 cu. ft. 11 ft. 35%64" 6 ft. 104564" 8 ft. 61342" Beige, Brown, Green D7722 
653 cu. ft. 11 ft. 35%64" 6 ft. 104564" 11 ft. 35%6a" D7723 
ra FARROW 
GRAINGER 
ra APPROVED Shed Storage 
Galvanized Buildings 


Shelters 


Maintenance-free corru- 
gated galvanized steel 
construction provides 
secure, weather- 
resistant storage. 
Include wood floor and 
built-in rain gutters. 


Extra-large storage buildings 
are constructed of corro- 
sion-resistant vinyl-coated 
steel for years of durability. 
A roll-up garage-style door 
and second sliding door both 
provide convenient access. 
Ideal for storage or as addi- 
tional workspace. 


| 





! 


eo Single swing-out door 


Ne 
| i 
Ne He 





‘th riqht_ei : ; Overall Dim. Door Opening Dim. Item 
with right-side hinge is wW 4 D 4 Ww No. 
lockable (padlock not 146%" 1037 117" 72 95" 36LR06 
included). Fully assem- 1467" 10374" 20314" 72" 95" 36LR07 

Overall Dim. Item “di 146%" 103 V4" 989 V5" 72" 95" 36LR08 
Ww H D No. bled building can be 14616" 103 V4" 37594 73 95° 36LRO9 
109%" B49" 7615" ORMZ1 transported with a fork- 169" 116" 601" O1% 106%" 36LR10 
109%" B41%6" *1521%6'  2RMZ2 lift. Easy to assemble. 169" 116" 37594" 91% 106%" 36LR11 
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GRAINGER CHOICE’ SHELVING & STORAGE 
Find the wy. Find Solutions. Find Great Prices. Modular In-Plant Offices 


3 Preset Designs Available 


|<— W —+| EXISTING WALL EXISTING WALL 


T 
4 WALL 3 WALL 2 WALL 
arAto, 


BUILDING SYSTEMS 


Modular Unassembled 





4-Wall Unit 
(Shown with 
Optional Windows) 
Nonprogressive 
Design— 
Remove and Exchange 
Wall Panels 
without Disturbing 
Adjacent Panels 



































































In-Plant Offices 
= Assembled units are available ALL OFFICES INCLUDE: 
online, see Grainger.com® = All wall panels, connecting posts, 
Designed for ease of assembly; framing, and hardware 
can be easily modified at any = 1 heavy-duty 20 ga. steel swing door 
time. 2- and 3-wall buildings are with large vision lite that aesthetically apceriaiion rh he 
designed to attach to existing matches posts, wall panels, and framing ccessories 
walls, not to each other. Sturdy = 8-ft.-tall panels with Class A fire rating Oe ow ne e é rd i : 
3"-thick panel design. Steel/Vinyl = Outlets/switches include boxes xtra Light Fixture, Prewire ite 5 
covered panels have steel on the and devices; install as needed in ee OSIM bre: Virsa BW lave 
outside and vinyl on the inside. connecting posts; no wire included odular Electric Kit, Pre-Wire x — 
= i j odular Electric Kit, Pre-Wire X = 
Vinyl covered panels feature vinyl * For the number of eeidelll each aT Eeahe Rie” PrecWite : = 
on both sides. model, see Grainger.com odular Electric Kit, Pre-Wire X _ 
Note: PE-stamped drawings are not included; call SIME cre 1 Wire a = 
1-800-GRAINGER (472-4643). Before purchasing, consult your odular Electric Kit. Pre-Wire X — 4 
local building department for applicable code requirements. tandard Duplex Outlet, No-Wire, 115 ite, Beige, Gra 4 
Consult an electrician for all electrical installations. odular Duplex Outlet, Pre-Wired, 119 Ite, Beige, Gra 4897 
utout and Frame ite, Beige, Gra 4 
UNASSEMBLED | UNASSEMBLED | UNASSEMBLED UNASSEMBLED | UNASSEMBLED | UNASSEMBLED 
4-WALL 3-WALL 2-WALL 4-WALL 3-WALL 2-WALL 
> CHOOSE: Item Item Item > CHOOSE: Item Item 
D_ W Lights _ Color No. No. No. _Color No. No. : 
teel/Vin overed Drywall Panels, R-12 Insulation R-9 Insulation 
8 ft. D __D5472_ | 5488 8 ft. __D5463- | 5481 | 5498 
Sft. — 10 ft. 2 D495 ATS 05491 8 ft. ft 2 — D5464 | H482 05499 
12 ft. 2 __D5496 9474 D046 12 ft. 2 __Dd465 483 Dol 
05457 05475 D546 ~~ f0ft 2 05466 05484 0550 
10 ft. 12 ft. 3 __D5458 05476 5494 10 ft. 12 ft. 3 — D467, 4G D550 
20 t __2 — — | __H7580 | sH7574 i a H75 H757 
12 ft. 3 __D3439_ Do477 D9495 12 ft. 3 ___Dd468 4G D5904 
16 ft. 4 _ D467 478 Ti 16 ft. 4 i! 
12. —py 4 —a— Begg, Gray, | — "| gga 12. —pe4—a— Beige, Gray, | —H7589—| Hr 17373 
Sao net | 75977587 i) 5 ae, UL 1 el 
D462. 479 D949 16 ft. 5 D477 4S 5506 
16 ft. 20 ft. 5 __H/606 H7598 H758 16 ft. 20 ft. 5 W868 BS H/976 
32 ft. / ae 176 17604 32 ft. 7 —_H7607_— | 60 H799 
0 8 7615 | ‘7605 17594 08 ——_H7599 | ~—-*H7590 «|| ~——=«S75 
att 9 H761 H7610 H7600 att 9 —_H7603 7595 C7586 
ne 5 Same (a 17624 17619 176 es? a (a 176 H7608 176 
40 ft. 14 47625 | 623 17620 ~ 40ft. 14 - — |  H617 | H76 
PORTA-KING 
Assembled Guard Buildings omccegigmars 
= Non-Ballistic Rated have Top suspended, 1%4"-thick sliding door has laminated hook 
fully insulated R-10 walls bolt deadlock with master-key option. 360° glazing provides 
and ceiling; corrosion- unobstructed views. Weatherproof surface on exterior roof 
resistant anodized creates weather tight seal. 
aluminum exterior Note: Dimensions listed do not include HVAC unit dimensions. Call 
= Ballistic-Rated have fully 1-800-GRAINGER (472-4643) for additional dimensions. 


insulated R-10 walls and Ballistic-Rated Steel—All-welded steel exterior has Level 


sara one mnae 3 ballistic-rated glazing and no exposed fasteners; provide 
ee a sturdy shelter for security personnel and equipment in 
Buildings ship to site ready for — more-hazardous areas. Conform to standards for UL752 


immediate use. Forklift pockets | eye 3 ballistic protection from grade to roof overhang. 
in the baseframe allow build- HVAC UNIT 


ings to be easily moved. NOT. JHVAC UNIT 
Include 1 sliding door with INCLUDED | INCLUDED 
: W L H Item Item 
window, 1 steel counter, one in. in. in. Description No. No. 
0 





115V duplex outlet, one 230V 


ie 487 98 3 Sliding Windows | 3CHL@ 3CHL9 
outlet, one 12-circuit breaker a a ding Windows | SUHLg 


0 98% 4 Sliding Windows |_SCrINT nk oe 
box, 1 light with switch (except ! U 98% 6 Sliding Windows | 3CHN3_ | 3CHN4 iding Windows 
0 0 98 G W HN HNGE . 
Nos. 3CHNS and 3CHN6 have © agayireueenatedmnavcrs oe ts SCHR AAC une 
2 lights with switch), 2 fixed 7 fs ik ed windows | Orso ! i o. 
. ope . 4 Q Q 7 F337 . 
windows, and sliding windows 78 0 0 9 Fixed Windows | 10F339 | 10F340 Note: Dimensions listed do not include HVAC unit dimensions. Please call 
(quantities listed in table). 0 0 0 ixed Windows | 10F341_ | 10F34 1-800-GRAINGER (472-4643) for additional dimensions. 
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SHELVING & STORAGE 
Modular In-Plant Offices & Mezzanines 


Scan. Order. Done. [= 
Details on page A1. 





Modular In-Plant Offices PORTAFAB 


Painted steel stud framing system 
uses 3"-thick, 8-ft. tall walls to create 
a standalone, free-standing structure 
within a facility. 

ALL OFFICES INCLUDE: 

= All wall panels, posts, 


framing, and hardware 
= Corrugated non-load 


Optional Fixed Window—",' - 
thick tempered safety glass comes 
preglazed in aluminum window frame. 


Optional Swing Door—20-9a., 
1%"-thick steel door with baked 
enamel finish is prehung in an 18-ga. 
frame with mortised hinges, sweep, 
and lever lock. 


bearing steel roof : 
= 24" x 48" acoustical ceiling Standard and Modular Light 


Fixtures—2-ft. x 4-ft. recessed 
a 17] 7] 3 We _ 
oe ee ule troffer fluorescent light fixtures with 


ga. steel door and 18-ga. steel acrylic lenses. T8 bulbs not included. 


frame with a 24"W x 36"H x 

Y,"-thick tempered glass window, Standard Duplex Outlet—Includes 

(Shown with left-hand swing lever lockset, handy box, 10 ft. of conduit, and 
Optional hinges, sweep, lights, outlets, coverplate. 2"W x 3"H. 


Windows) see Soe 
ant ee ne ene rece Modular Wiring Kits—Provide your 


ACCESSORIES office with everything it needs for 
simple wiring installation. All outlet 





STEEL-COVERED DRYWALL | VINYL-COVERED DRYWALL 





> CHOOSE: Item Item Air Conditioner Frame—faciory- alae ewiitchice Wuinnand Conduits 

Gaaessinnica aaa Color Outlets Lights No. Outlets Lights No. trimmed 26"W x 1554"H opening . ata ti sae acini 
aati Jf IY 2 1 J6441 2 1 J6447 centered at 60" above finished floor. ' y g 

14 Din 2 2 46444 2 2 J6450 Painted aluminum. system. 
40 ft. 114" 10 ft.1%" Gray, Beige 2 2 J6453 2 2 J6465 

12 ft. 14%" 3 2 J6459 5 2 J6468 > CHOOSE: Item 
16 ft. 1%" 16 ft. 1%" i] 6 J6462 5 6 J6456 Description Color No. 
Unassembled 3-Wall Accessories 
8 ft 14%" 10 ft. 4%" Zz 1 J6442 Zz 1 J6448 Air Conditioner Frame, 60" Sill Height Champagne 6CFA7 

12 ft. 4" 2 2 J6445 2 2 J6451 Optional Fixed Window, 48'W x 36H Champagne 6CEZ3 
40 ft. 114" 10 ft.4%" Gray, Beige 2 2 J6454 2 2 J6466 Optional Swing Door, 36"W x 84"H Champagne 6CEZ4 

12 ft. 4%" 3 2 J6460 3 2 J6469 Standard Light Fixture, 2' x 4°, 110V White 6CEZ5 
16 ft. 1%" 16 ft. 4%" 5 6 J6463 5 6 J6457 Modular Light Fixture, 2' x 4', 110V White 6CEZ6 
Unassembled 4-Wall Standard Duplex Outlet, 110V Ivory 6CFA5 
8 ft. 41" 10 ft. 4%" 2 1 J6440 2 1 J6446 Modular Wiring Kit, 8' x 10’, 110V Gray, Champagne J0424 

12 ft. 4" 2 2 J6443 2 2 J6449 Modular Wiring Kit, 8' x 12’, 110V Gray, Champagne J0425 
10 ft. 41%" 10 ft.4%" Gray, Beige 2 2 J6452 2 2 J6464 Modular Wiring Kit, 10' x 10’, 110V Gray, Champagne J0426 

12 ft. 4%" 3 2 J6458 3 2 J6467 Modular Wiring Kit, 10' x 12’, 110V Gray, Champagne J0427 
16 ft. 4%" 16 ft. 4%" 5 6 J6461 5 6 J6455 Modular Wiring Kit, 16' x 16’, 110V Gray, Champagne J0430 


Optional Guard 
Rail system adhe, 


Optional Pes Optional 
Landing Swing 


Gate 









BUILDING SYSTEMS 


Bolt Assembly Mezzanines 


Designed for 125 |b./sq.-ft. uniform load, L/360 deflection. 
Meet IBC building code for seismic design categories A to C. 
Categories D to F require modifications to standard designs 

at additional cost. Mezzanines are 110"H to top of deck. 
Structural steel beams, purlins, and girders with 5" x 5" square 
columns help create a rigid floor space. Underside has a white 
finish to enhance light levels. A full perimeter steel fascia 
conceals the edges of the deck surface. Mezzanines are stand 
alone structures. Gray polyurethane acrylic enamel painted 


finish. 
Optional High-density composite flooring is highly recommended for 
Corner . structures that need to accommodate heavy pallet jacks, carts, 
| Guard Rail or dollies. 
Optional . 
Stair Unit | ACCESSORIES 


Guardrail—Welded 1-pc. design with kick plate. Can be easily 


44” OSB on 44” High-Density secured to mezzanine deck surface. 


7 : me peer ij Board ae nee IBC Compliant Hand Corner Guardrail—Welded 2-pc. design with kick plate. 
(ft) (ft) 4 No No and Guard Rails : . ~ . 
Platignn Mesaniias Swing Gate—Allows for easy relocation within the guardrail 
8 8 110 3NYH3 10F343 system. Includes latch. 
8 12-110" 3NYG8 10F344 . ies , , 
8 16 Tie 3NYG9 10F345 Mezzanine Stair Unit (Without Landing)—Stairs are fully 
8 ay a3 arte Wee welded with closed risers and nonskid treads. Welded, 1-pc. 
ep ee Toe unit has 34" high fully-welded handrail and 42" high guardrail. 
12 16 110° 3NYF9 10F349 W L Item Meets IBC. 
12 20-110" 3NYG1 10F350 Description (ft.)  (ft.) No. ; : 
12 24 110" 3NYG2 10F351 Accessories Mezzanine Landing—Freestanding unit can be installed 
He ie a ayyER tees Puardrat a ae ; he anywhere on the mezzanine and easily moved to another loca- 
orner uuardral 2 : . a 
16 54 110" 3NYG5 40F354 Swing Gate 3% 6% 3NYHe_‘Uon. Features steel diamond plate finished floor. Includes a 
20 20 110" 3NYG6 10F355 Mezzanine Stair Unit 33% 15  3NYH8  Quardrail on 2 sides and vertical corner posts that can accept 
20 24 110" 3NYG7 10F356 Mezzanine Landing 4 4 3NYH4 either left- or right-handed stair placement. 
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GRAINGER CHOICE” SHELVING & STORAGE 
Find the ww. Find Solutions. Find Great Prices. Safety Swing Gates 


GALVANIZED SAFETY YELLOW & 
STEEL POWDER COATED 
Item Item 
Adjustable Opening No. No. 
Standard Size, 12" Vertical Coverage 
17" to 18%" 317742 311166 . 
19" to 21%" 317743 311167 - 
22" to 24V2" 317144 31TT68 No. 
25' to 27 Ya" 317745 31TT69 * 31TT66 
28' to 30%" 317746 311770 
31" to 33%" 311147 311771 
34" to 36%" 317748 311172 
37" to 39%" 317749 311173 H H 
Extended 22" Vertical Coverage Self-Closing, Adjustable 
No. 4 


iorto21 7" | 31789 simi + S@fety Swing Gates 











22" to 241" 317160 311152 31TT58 
25" to 2714" 311161 31TT53 = Right- or left-swing be 
at 2 ee ea aee Easy-to-install adjustable gate will fit in a variety of 

34" to 361" 317164 317156 different-sized openings. Auto-close with positive 

37’ to 3972" 31TT65 31TT97 stops. Include mounting hardware. 


Hs | PS DOORS 


Adjustable Ladder Safety Gates | 


= Right- or left-swing 

Self-closing swing gate provides 42" top- and mid-rail 
protection and minimizes the chances of a fall on elevated 
platforms, mezzanines or ladder ways. OSHA compliant. 












YELLOW 304 STAINLESS 
POWDER COATED | GALVANIZED STEEL 
Item Item Item 
Adjustable Opening No. No. No. 
13%" to 1774" 391626 39L640 39L654 
1694" to 2072" 391627 391641 391655 No. 39L626 mor saLoes 
1954" to 23%" 391628 39L642 39L656 
22%" to 261" 391629 39L643 39L657 
2594 to 291" 391630 39L644 39L658 
28%" to 3214" 391631 391645 39L659 
319%" to 3514" 39L632 39L646 39L660 
34%" to 3814" 39L633 39L647 39L661 
38%" to 4214" 391634 39L648 39L662 
42%: to 4614" 391635 39L649 39L663 
46%" to 5014" 39L636 39L650 39L664 No. 39L640 
Self-Closing, Adjustable ty 
u e  Y ie a) a Ms 
Safety Swing Gates Cotterman’ <2" T1 
= Width is adjustable in 2" increments Help facilities meet OSHA and ANSI : “ : 
= Universal design for either requirements for mandatory guarding : Pa 
right- or left-swing of platform railing system openings. eter 
= Friction-reducing bushings Include hardware for easy installation 
eliminate metal-to-metal contact with no drilling, welding, oF cutting. . Ba dstesared 
7 Tested to 1,000,000 cycles Stainless steel spring won't rust or Gray Steel 
without spring or hinge failure corrode. No. 489H94 


= 2-part powder-coated finish, 
= zinc-rich primer with UV- 
resistant polyester top coat 
POWDER COATED | POWDER COATED 


GRAY STEEL YELLOW STEEL | STAINLESS STEEL |GALVANIZED STEEL 
Item Item Item Item 


‘ttt taaa & @ 
Renee & | 
eee 2 ee 
a i i 





Yellow Powder 


Adjustable Opening No. No. No. No. Coated Steel 
16" to 26" 489H94 489H96 489H98 489J01 No. 489H96 
24" to 40" 489H95 489H97 489H99 489J02 
YellowGate || 
Universal Swing Gate a | 
= Width is adjustable in Mount in just minutes with simple hand tools; no 
unlimited increments cutting, welding, or drilling required. Attach to walls, 
= Universal design for either = square and round tubing, or angle iron in either paral- 
right- or left-swing lel or perpendicular mountings. 
7 Malbec tensioner for easy Adjustable fin 
adjustment in the field Opening Finish Color No. 
» Aluminum construction 16" to 36" Powder Coated _Safety Yellow 22M481 
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SHELVING & STORAGE Scan. Order. Done. 
Wire Partition & Room Kits Details on page A1. 


Welded and Woven Wire Mesh Partition Selection Guide 


WELDED WIRE MESH PARTITIONS WOVEN WIRE MESH PARTITIONS 
= Welded wire construction allows the installer |= Woven mesh often requires metal framing 


to make modifications with relative ease or edging to secure the partition panels |-— W—+| BASIN a EXISTING WALL 


= Lightweight but strong = Heavier product ‘a ; 

= Feature straight lines; steel wires are = There are no easy footholds or 
placed perpendicularly and welded at handholds with woven wire panels D | 4 WALL 3 WALL 2 WALL 
each intersection, which allows it to = Has a textured look with steel wires | 
maintain its shape when stressed precision-crimped into a diamond —= 


= Typically has larger openings than woven wire shape, which locks them in to place 3 Preset Designs Available 
= Less expensive than woven wire partitions and provides extra-strength 


How To Order Wire Partitions 
1. Make a sketch of proposed enclosure. Label A.—Which way will the door swing? In or out and either Example: 
overall dimensions of walls required. left or right. Please note on the drawing to clarify. A.—Partitioning that is 8-ft. tall requires two 4-ft. 
2. What is the height of the material required? | B.—wWith slide doors, do they slide left or right? tall panels between a set of posts. 


3. Post must be used between panels and Remember if the door has a 3-ft. opening, in the direc- B —Partitioning that is 10-ft. tall requires two 5-ft. 
doors. tion the door opens there needs to be a 3-ft. panel and tall panels between a set of posts. 


4. Determine the size of door/s (width and post behind it for support. — OR 
height/swing or slide) and locate the door on 5+ Multiple panels are required to create desired height provide a drawing and forward all the information 
the drawing. of structure (folding guard would require this step). to your Grainger Account Manager and/or your 


local Grainger branch. 





+ He H "Allele 
Welded Wire Partition/Fencing Foipine 
- | GuaRnD:’ 
Systems and Predesigned Room Kits 777 
= Hinged door is available with a 3- or 4-ft. mounting point to bolt horizontally stacked panels 
Clear-width opening and a 94" clear height together (hardware included). Slide door track 
= Sliding doors are available with a 4-, 6-, or 8-ft. | extends to prior panel post for increased strength. 
Clear-width opening and 96" clear height All doors include a cylinder lock with 2 keys. Heavy- 
= Galvanized finish duty 14-ga. 2" x 2" posts are welded to 6" x 2" x 
= Powder-coated doors Y4" predrilled mounting plate. Posts are predrilled for 


Provide security with an unobstructed view of oper- _—_ panel attachment (capping channel and hardware 
ation and/or contents. Modular design enables fast _ included). 
installation and easy relocation; more economical PREDESIGNED WELDED WIRE ROOM KITS 
cri ins ae sleet i piece Standard-size room kits include all components 
g Jo g needed to put together a predesigned room. Include 


nized wire welded intoa 1%" x3" grid. 1¥e" bends 44, pe ee ane 
on the top and bottom add rigidity and provide a 4-ft. wide x 8-ft. high hinged door with cylinder lock 





; and 2 keys. 
- 4-SIDED 3-SIDED| 2-SIDED Item Item 
TU Item Item Item Description No. Description No. 
ee = - Depth Width Height) No. No. No. Panels Post 
. Predesigned Hinged-Door Room Kits 8 ft. W x 2 ft. H* 6H366 8 ft. H 6H367 
8ft. 12ft. 8ft. | 7A589 | 7A595 | 7A599 8 ft. W x 4 ft. H* 6H365 Post Extensions 
Shown with 3 12ft. 12ft. 8ft. | 7A590 _ 7A600 Hinged Doors 2 ft. H 6H368 
Panels, 4 Posts, 12 ft. 16ft. 8ft. | 7A591 | 7A597 | 7A601 2 ft. 8'W x 7 ft. 9'%64" H 488V88 4 ft.H 6H369 
and 1 Sliding Door 16 ft. 16ft. 8ft. | 7A592 | 7A598 | 7A602 4 ft. 848" W x 7 ft. 916" H 488V94 Kits 
* Nominal size. Panel is designed to fit between posts Slide Doors Wall Clamp Kit 6H374 
8-ft. apart from center of post to center of post. 4 ft. 8%e'W x 7 ft. 916" H 488V89 Transom Kit—10 Ft. 9YRJ3 


6 ft. 5%4"W x 7 ft. 916" H 488V90 Transom Kit—12 Ft. 7W344 
8 ft. 5Y4"W x 7 ft. 9'%6' H 488V91 


Preconfigured Partition Cages WireCrafters 


ee ee 4-SIDED | 3-SIDED | 2-SIDED WITH CEILING 
; é : : : 
are available on Grainger.com item ion oni 


Item 
Easy-to-install, modular design features _Depth _Width__ Height | No. No. No. No. 


ee ; Partition Cages 
the flexibility of welded wire mesh with “sig git. 4" eft. 5% | 35461 | 35W459 | 35W457 | 35W462 


the strength of framed panels. Powder- “40 ft. 4° 10 ft. 4" 10 ft.5%"| 35W467 35W466 | 35W465| + 35W468 
coated gray cage kits feature 2" square, _12ft.6" 12 ff.6" 8 ft. 5/4" | 35W463 | 35W460 | 35W458 35W464 


, D D Vi — — — 
10-ga. welded wire and include 3-ft. 2 a A 


. ; a Overall Overall Item Item 
wide hinged or 5-ft. wide sliding doors Height Width Includes No. Description No. 
with cylinder locks. Include pre-hung Fanéls Bi) 4 SEWED Run Posts a s6WEt? 

: Vi" 1," = . . : ‘ 4 
doors framed in 1%" x 1%" x 13-ga. 8ft. 10 ft. HPanels 35W526 10 ft. 514" H 35W548 
angle. Individual doors come with door —10ft.  5ft. (2) 5 ft. _35W531 12 ft. 5%" H 35W549 
strikes padlock hasps and spun-pin 10 ft. 10 ft. H Panels 35W536 Hinged Doors 

: 12 ft. 5 ft. (3) 4 ft. _35W541 7 ft. 354"H x 3 ft.W Door 35W583 
hinges welded into place. Wall panels “47. tt Panels 35W546 Sliding Doors 
are framed with 1%" x 1%" x 13-ga. 8ftHx5ftW Door  35W587 
angle. Include standard-grade %" STE DOCr _caonees 





Partition Cage 
No. 35W457 


plated nuts and bolts for assembly. 
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Woven Wire Partitions and 
Predesigned Room Kits 


Partitions make it easy to create enclosed, lockable areas for secur- 
ing valuables. Designs can be reconfigured or expanded by adding 
components. Made of 10-ga. steel wire crimped and woven into 

11" diamond mesh and securely clinched to steel channel framing. 
Leveling shoes on posts and top capping channels help maintain struc- 
tural stability. Panels mount 3" from floor and bolt together quickly 
with included hardware. Doors include cylinder lock with 2 keys. Gray 
powder coat finish. Roofs, as well as custom sizes, are available; call 
1-800-GRAINGER (472-4643) or visit Grainger.com®. 


» 
PREDESIGNED WOVEN WIRE ROOM KITS ‘ 


OKs 
is iY 


. 
aeaeitidai 











SOLO me vane 
Convenient, prepackaged kits contain everything needed to put SK ‘ 
together a specific room design. Include 4-ft. wide x 8-ft. high sliding ~ \\' 
door with built-in, keyed-different cylinder lock. \ 
Overall Overall Item Item 
Width _—_Height No. Description No. 
Woven Wire Partition Panels Hinged Doors 
5 ft ; A4KY68 3 ft. 10"W x 6 ft. 7%" H, 3-ft. Transom 4KY91 
" 10 ft. A4KY69 3 ft. 10" W x6 ft. 7%" H, 1-ft. Transom 4KY89 
Att 8 ft. A4KY70 Sliding Doors 
" 10 ft. 4KY71 8 ft.W x 9 ft.5%" H 4LA11 
3 ft 8 ft. A4KY72 7 ft. 9%'W x 8 ft. H A4KY99 
j 10 ft. 4KY73 Line Posts with 5" x 9" Foot Plate 
0 tt 8 ft. 4KY74 10 ft. 4KY81 
10 ft. A4KY75 8 ft. A4KY80 
1 tt 8 ft. 4KY76 Corner Posts (No Foot Plate 4-SIDED | 3-SIDED | 2-SIDED 
10 ft. 4KY77 10 ft. AKY83 Item Item Item 
Woven Wire Partition 8 ft. AKY82 Depth Width Height No. No. No. 
Adjustable Panels Kits Predesigned Woven Wire Room Kits 
2v'to 8 ft. A4KY78 Wall Clamp Kit AKY85 _ AUY86 | 4JY85_ 484 
Vit 10 ft. 4KY79 T-Joint Panel Intersection Kit AKY87 _ 4JY83 | 4JY82—| AJY811 


Woven Wire Partitions ee 


Designed for fast installation. Create secure storage area, driver cage 
or maintenance cage. Designs can be configured in a wide variety of 
shapes and sizes. Hook easily slips into place and locks securely into a 
pre-punched 21" square post not easily accessible from the outside. 
Made of 10-ga. crimped wire and woven into 1%" diamond mesh. 
Gray polyurethane finish. All doors include cylinder lock and 2 keys. 
Partitional panels sold in pairs. 





Overall Overall Item Pkg. Overall Overall Item Pkg. 
Width Height No. Oty. Width Height No. Oty. 
Woven Wire Partition Panels Wire Partition Hinged Doors 
10 ft Sit. 8DXT8 2 with 1-ft. Transom 
4 ft. 8DV07 2 4 tt. 8 ft. 9RCTO 1 
9 ft 5 ft. 8EGN3 2 3 ft. 8 ft. 8DHR2 1 
4 tt. 8DW75 2 Wire Partition Hinged Doors 
8 tt 5 ft. QWLA8 2 with 3-ft. Transom 
4 ft. 91403 2 4 ft. 10 ft. 8DHR3 1 
7 ft 5 ft. 9EYTO 2 oak 10 ft. 8RKE7 1 
4 ft. 8X601 2 Wire Partition Sliding Doors hice a 
6 ft 5 ft. QJA55 2 10 ft 10 ft. 8NFN7 1 Be 
4 ft. 8DW57 2 8 ft. 91399 1 ‘ ' . 
sf Dit. BYCK8 2 sf 10 ft 8DVK7 1 Dive ae 
4 ft. 9CU46 2 8 ft. 9EY93 1 i xfs ‘fh wa 
Att 5 ft. 8V502 2 6 tt 10 ft. 8ZCD8 1 \ /) 
4 ft. 9GK92 2 8 ft. 8NKA5 1 Ri m., 
5 ft. 9TC80 2 10 ft. 9K676 1 we ee Fo 
Sit. Tit OMEYa4 2 of 3h. BYAGa } , ev 
9 tt 5 it 9MDE9 2 Att 10 ft. 8DHR4 1 Ip / 
- 4ttOFAL6S Bf. AIS 1 > 
va oft. 8W519 3 —10ft___9KE29 1 
4 ft. QKEK6 2 8 ft. 8DVK4 1 
Fill-a-Gap Panels Wire Partition Line Posts 
1 ft. 8 ft. 8DHR5 1 _ 10 ft. 8DJ84 1 
1"to 1 ft. 10 ft. 8DJA7 1 8 ft. 8WAWO 1 


Wire Partition Corner Posts 
5 1p" 10 ft. 8ZCE4 1 
8 ft. 8YAH4 1 
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SHOP FURNITURE Scan. Order. Done. 
Industrial Workbenches & Accessories Details on page A1. 


Workbench Top Selection Guide 


Steel stringer and fasteners included. Plastic Laminate—Nonconductive surface, Butcher Block Maple—Resist damage; provides 
Choose from 4 edges and 7 work ideal for electronics assembly or repair and maximum shock absorption. Top-quality, kiln-dried, 
surfaces. service of component parts. Melamine- hardwood maple laminated strips. Oil-rubbed natural 


Steel—Smooth surface will not crack laminated, gray scrim satin finish. finish. 


or absorb oil. 12-ga. Gray powder- ESD Plastic Laminate—Protect circuit Oak—Nonconductive, impact-resistant solid oak 

coated finish. boards and other electronic components from _ strips laminated together and sanded for a smooth, 45° Bevel 
Shop—Versatile, oil- and moisture- electrostatic discharge. Built-in ground snap —_‘ tough surface. Clear lacquer finish. Bele 
resistant surface. Top and bottom are __ for easy connection. Resist stains, oils, and Phenolic—Nonconductive with higher resistance to 

¥g" super-hard custom board, sanded _ diluted chemicals. Almond finish. chemicals, stains, abrasions, scratching, and humidity. 
and sealed. Black finish. 





* GRAINGER 
APPROVED 


Workbench Tops and Legs 





30"DEPTH | 36" DEPTH 





; oP, m Top Item tem WORKBENCH TOPS No. 4TW34 
escription idt ickness : : : : : : : 
Workbench Tops : : See Selection Guide at the top of this page for further information. 
, Yo" — 

Steel, Straight P5475 aTWaG ATW36 Lehceieateorhaa a 
Edge : a . " " 

96 1% 20GZ70 20GZ71 Use with 30" or 36"D workbench tops. Prepunched for tops, 

a 2S ENE = stringer, and lower shelf. Double electrical knockouts, front and 

ae oa ae ‘NT back, adaptable to standard 174"W electrical box. Feet can be 

96" 13h" a 4TW78 * mounted to floor. Load rating based on evenly distributed loads. 

: 60" 1%" 4KZA1 = Sold in pairs. Gray powder-coated finish. 
pine 72, 198 | AKZA2 4KZA3 P ¥P 
| 96" 1%" 4KZA4_ * = Adjustable-Height Straight Legs 

ig” ey ae _ = 4000-Ib. load rating per pair 
Straight Edge = Adjustable in 1" increments 
Engineered a hie pals = = Legs for 96" workbenches are available, see Grainger.com® 
Wood, Straight ar 
Edge 72" 1" | ATW88_ | ATW90 Ss Heavy-Duty Flared Legs 

96 1% 4KYZ5 4KYZ6 ; 

49" 13/" AKYY2 = = 6000-Ib. load rating per pair 
Butcher Block _ 60" 1%" 4TW44 — = Formed channel shape for extra strength 
Birch, Straight 72" 1%" | 4TW45 4TW47 
Edge 96" 1%" | 4TW46 * | 4TW48 * _ Item 

120" 13/4" AKYY3. * AKYY4 * Description W D H No. 

49" 13/4" AKYY5 = Workbench Legs 

— Adjustable-Height 254" 30" 29" to 33" 5 W681 : 

Butcher Block 60 1% | AKYY6 Straight Legs, Pair O9 36" 20"to 33" 5 W682 5w6s1 
Birch, Radius 72" 1%" 4KYY7 4KYY8 ; ky 30" Vu 4TW39 
Edge 96" 13/1" 4AKYY9 * 4KYZ1 * Heavy-Duty Flared Legs, Pair a3," 36" 30" ATW40 


120" 1%" AKYZ2_ * | AKYZ3 * * 96" and 120"W workbench tops require 3 legs. 


Side and Back 
wy Shelf Riser Rail Kit 
Preconfigured Industrial Workbenches  CLNarroven 


Industrial workbench kits include workbench Stackable Drawer—Includes ball bearing 


top, legs, and stringer. Gray powder-coated rollers, Knockout for cylinder key lock, and 
finish. padlock hasp. 
ACCESSORIES Note: Keylock is available separately. Order Part #101- 


1824. 


Gray powder-coated finish. 

: ; Electric Wiring Kit—Includes 4 duplex 
Standard Sholf Risers—2'H back stop. outlets, circuit breaker switch with pilot light, 
Electrical Shelf Risers—1 1/2"H back stop. and 8-ft. grounded cord and plug; 15A, 115V. 
Knockouts provided for 4 duplex receptacles 
and switch; order workbench electric kit 
No. 4TW73 separately. 





48" WIDTH | 60" WIDTH | 72" WIDTH | 96" WIDTH Stackable 
Item Item Item Item Lower Shelf Drawer 
Description D H* No. No. No. No. 
Preconfigured Flardd-Leg Horkbenchies 339) _ _ 
‘ 4" — 7017 7017 _— 
ee 30 3a AN8O D196 ipa? D Ww D H No 
i : 7 7 7D197 — escription 0. 
Butcher Block Maple Top 36" 34° = = 70198 7D629 Accessories . 
Plastic Laminate Top 0. sf FANS] D184 a é 70G25 Standard Shelf Riser Or 0. ee ae 
Shop To 30" 33%" 7AN82 7D190 7D191 — 60" 15" 18" 5W674 
p2eP 36" 33%" _ _ 7D192 7DG21 Electrical Shelf Riser 12" 1 18" 5W675 
Preconfigured Adjustable-Height-Leg workbenches 38. 1. i ano 
y 30%-34 1%" _ 7D175 7D176 —_ : ; " 5W67 
12-ga. Steel Top 36" 305-345" — — 70177 — Lower Shelf 72 18 Sw6a0 
30" 30%4-345/4" 7AN84 7D193 7D194 — : 5W67 
30" 3034-3494" 7AN85 7D181 7D182 — ide and Back Rail Kit " . : 5W67 
eon eatinave 0p 36" 30%-34 94" = = 70183 = 96" 30" 3" ATW38 
Shop To 30" 30%-34 1%" 7AN86 7D187 7D188 _— 96" 36 ail 4TW67 
poe 36" 30-3415" — — 70189 = Stackable Drawer 174" 20" 654" 5W671 
* Height from floor to top of work surface. Wiring Kit = = = 4TW73 
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Find the yi. Find Solutions. Find Great Prices. Industrial Workbenches & Accessories 
ACCESSORIES cam lock No. 2ZV23 available 
Standard Shelf Risers—1 1/2" Separately. 
back stop. Electrical risers are Stackable Drawer Cam Lock— 
available to add optional electrical © Compatible with stackable drawer 
outlets. No. 1PB13. Includes 2 keys. 


Lower Shelf—Adds extra work Electric Wiring Kit—kKit 
space and features a1'%" protec- No. 1PB78 comes 90% 





tive back stop. preassembled with 4 duplex 

Side and Back Rail Kits— receptacles, On/Off switch with 

16"-ga. steel rails bolt to pilot light, circuit breaker, and 

workbench top and canbe used 2". grounded cord and plug. Adjustable- 
with other bench accessories. Mobile Caster Kit—No. 2ZV22 Height Legs 


Easy to install with standard tools. | can be used with 48", 60", and es 


Stackable Drawer—Features 72" Tennsco workbenches. 1000- 


adjustable divider, pencil tray, and ae Sel Scale Homg tennsco| 
adjustable ball bearing slides. - 





Includes padlock hasp; optional Preconfigured Industrial Workbenches 
Wasednilon 7 . r ah Extra heavy-duty steel construction. All benches have legs with front and rear knockouts 
Accessories P for 2" electrical boxes. 3" side and back stop keeps items from rolling off the work- 
48" 10%" 12° 4TKT2 bench. Feature 14-ga. steel stringers with a deep profile. Medium-gray powder-coated 
a aye bi ibary finish. Steel tops have 2 intermediate reinforcement channels. Adjustable Leg work- 
i 2 : ul it = ie 
Standard Shelf Riser 06 10V5" 7" ATKT3 benches adjust from 277" to 35%" in 112" increments. 
a ie a pet 48" WIDTH | 60" WIDTH | 72" WIDTH | 96" WIDTH 
i i 0 2 oe 99 Item Item Item Item 
48" 15" 18" ATKT4 Description D H* No. No. No. No. 
Electrical Shelf Riser 60 ck 18° 1PB72 Fixed-Leg Workbenches 
ie uy a re ioeciatre 30" 33/2" 4TKN2 | 1PA89 | 1PA91 | 4TKNG 
a a vi ame ae: P 36" 3315" 19PA14.| 1PA90 | 1PA92 | 4TKP1 
. 30° 3394" 4TKN5 | 1PB47 | 1PB52 | 4TKNG 
Lower Shelf 60" if i 1PB76 eompesitan: Tap 36" 33% = 1PB50 | 1PB54 | ATKP4 
[2! 14" V 1PB11 High-Pressure Plastic 30" 337" 4TKN4 | 1PB33 | 1PB40 | 4TKN8 
ae a i aK Laminate Top 36" 3314" 19PA15 | 1PB36 1PB44 ATKP3 
30° 3394" 4TKN3 | 1PB56.| 1PB60 | 4TKN7 
60" 30" 3' 1PA93 patiiaren BULCnel BIG 100 ag" 3394" 19PA16| 1PB58 | 1PB62 | 4TKP2 
a. a 2 jee Adjustable-Leg Workbenches 
Side and Back Rail Kit ; 30° 2774'-35%" | ATKPS | 1PA81 1PA83 | 4TKP9 
a ab. 3 19PA20 dasa, oieel tap 36" 2774-359" | 19PA17 | 1PA82 1PA84.|4TKRA 
_ 30° 277'-35%" | ATKP8 | 1PB23 | 1PB27. 4TKR3 
(2 36" 3" 1PB68 POEDESUONARE 36° «271-35 9" = 1PB25. 1PB30. 4TKR7 
lis sl ia eign High-Pressure Plastic 30" 277-35%" | 4TKP7 | 1PB15 | 1PB19 | 4TKR2 
Stackante pawer ak ® g ar ruts Laminate Top 36° -277'-35%8 | 19PA18 | 1PB17 1PB21 ATKRG 
a CRANE AWE Tal LOG 30° 2774-353" | ATKP6 1PA85 1PA87 4TKR1 
Electing Winng Kit | = = = 1PB78 Laminated Butcher Block Top “36° —9774'-35%" | 19PA19 | 1PA86 | 1PA88__| _4TKR5 
Workbench Mobile Caster Kit 29 = 6% 2ZV22 * Height from floor to top of work surface. Adjustable Leg workbenches adjust from 2774" to 3594". 


Industrial Adjustable-Height ° 
Workbenches and Accessories Pr 


= 14-ga. steel construction B. Back and End Stops—Extend 3" above the work- 
= 5000-Ib. load capacity, based bench top and keep items from falling off the sides and 
on evenly distributed loads back. Rounded corners provide additional worker safety. 


= Prepunched dual leg braces to 
accommodate accessories 

= Adjustable leg levelers for 
stabilization on uneven surfaces 


C. Lower Shelves—Choose 2 shelves to utilize the full 
capacity of bench legs. Each shelf adds 15" depth for 
extra parts storage. 150-lb. load rating. 





= Powder-coated finish D. Stackable Drawers—20-ga. steel drawer attaches 
= Shipped unassembled under top and provides secure storage. Recessed handle 
ACCESSORIES and ball bearing rollers for smooth drawer operation. Stack 
multiple drawers to free floor space. Includes knockout for 
Serre saa a suetiegay cylinder key lock (not included). 75-Ib. load rating. Butcher Block Top 
WI -10. 10ad rating. aCK SlOps Keep . : Workbench (Shown w/ 
items from falling off the back; lower shelf ears atin ak mana ratte 5 Optional Accessories) 
has dividers to keep supplies organized. Gap aerny, a y nel No. 1PB26 
adjustable in 1" increments. 
BLUE TAN BLUE TAN 
Item Item Item Item 
Description W D H* No. No. Key Description W D H No. No. 
Preconfigured Workbenches Accessories 
60" 30" 3114'-35%" | 1PA94 1PA96 A __ Dual Shelf Risers 60" 10" 12" 1PB91 1PB93 
12-ga. Steel Top 2. 30" 3114'-351%4" | 1PB20 1PB22 A _ Dual Shelf Risers 7 10° iz 1PB95 1PB97 
Te 36" 3114'-351%4" | 1PB43 1PB46 B __ Back and End Stops 60" 30" 3 1PB77 1PB79 
60" 30" 319%4'-35%4" | 1PA98 1PB10 B _ Back and End Stops 72 30" a 1PB80 1PB81 
Butcher Block Maple Top 72 30" 31%'-3554" | 1PB24 1PB26 B _ Back and End Stops fe 36" a 1PB83 1PB85 
72" 36" 319%4'-3554" | 1PB49 1PB51 C _ Lower Shelves 60" 15" 2" 1PB69 1PB71 
60" 30" 319%4'-3554" | 1PB16 1PB18 C _ Lower Shelves Te. 15" 2 1PB73 1PB75 
Plastic Laminate Top f2" 30" 319%4'-355/4" 1PB35 1PB39 D Stackable Drawer 17 20" 6" 1PB87 _ 
To 36" 319%4'-3554" | 1PB57 1PB59 D _ Stackable Drawer i 20" 6" — 1PB89 
60" 30" 3114'-35%" | 1PB12 1PB14 E __ Adjustable Bench Legs, Pair 254" 36" 30° to 34" | 1PB65 1PB67 
Shop Top Te 30" 3114'-35%" | 1PB29 1PB32 E __ Adjustable Bench Legs, Pair 234" 30" 30°to 34" | 1PB61 1PB63 
i2: 36" 31%2'-35 Ye" | _1PB53 1PB55 * Height from floor to top of work surface. 
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SHOP FURNITURE Scan. Order. Done. 
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Set Back andena ~=Preconfigured Modular Workbenches 
Riser, and Back and End J 
Stops (Ail Sold Separately) Components, and Accessories 


Panel legs are box formed for maximum stability and 4- and 3-Drawer Pedestals 

1-pc., all-welded pedestals provide extra rigidity. Gray Flush front has recessed handles and knockouts for 
powder-coated finish. cylinder locks (sold separately). Feature 75-Ib. capacity 
For more information regarding workbench tops, see drawers. Box drawers measure 13"W x 23"D x 542"H 
page 1316. inside clear. File drawer is 119/4"H. 

Additional accessories, including risers and back and end 1-Door Pedestal 

stops, are also available separately on Grainger.com®. Features right-swinging door and 1 adjustable shelf. 


COMPONENTS Panel Leg 














All components have gray powder-coated finish. Feature sturdy box-formed legs. 
— —— ——_— — 
= = = = = = 
Le] = Le] Le] al 
r=} | FS =e P= p= 
A. B. [=] ee C=] [=] 
4 DRAWER/4 DRAWER 4 DRAWER/3 DRAWER 4 DRAWER/1 DOOR 4 DRAWER/1 PANEL LEG 
Workbench/Table Item Item Item Item 
Surface Material W D H No. No. No. No. 
Preconfigured Workbenches 
60" 30" 34" 7D061 7D064 7D067 7D070 
Butcher Block fa. 30 oF 7D062 7D065 7D068 7D071 
96° 30" 34" 7D063 7D066 7D069 7D072 
Shon To 60" 30° 34" 7D088 7D091 7D094 7D097 
pee 72,30" —34" 70089 7D092 7D095 7D098 
ene 60" 30° 34" 7D115 7D118 70121 7D124 
72 30°34" 7D116 7D119 7D122 70125 
60" 30° 34" 7D142 70145 — 70151 
Steel 7230" 7D143 70146 7D149 70152 
96" 30". 4" 70144 70147 7D150 7D153 
3 DRAWERS DRAWER 3 DRAWER DOOR 3 BHAWEE PANEL LEG 1 DOOR/1 DOOR 1 boon PANEL LEG 
Workbench/ Item Item Item Item Item 
Table Surface Material W OD 4H No. No. No. No. No. 
Preconfigured Workbenches 
60" 30" 34" 7D073 7D076 7D079 7D082 7D085 
Butcher Block 12 _o0.o4 7D074 7D077 7D080 7D083 7D086 
96" 30" 34" 7D075 7D078 7D081 7D084 7D087 
Shon To 60" 30" 34" 7D100 7D103 7D106 7D109 7D112 
prep 72" 30" 34" 70101 70104 70107 70110 70113 
anilnats 60" 30° 34" 7D127 7D130 7D133 70136 7D139 
72° 30° 34" 70128 7D131 7D134 70137 7D140 
Steal 60" 30" 34" 70154 7D157 7D160 7D163 — 
72° 30° 34" 70155 7D158 7D161 7D164 7D167 
Item 
Key Description W D H No. 
Components 
A 4-Drawer Pedestal 1554" 24° 32. 4TW42 
_ 3-Drawer Pedestal 15% 24" oe. 4TW43 
B 1-Door Pedestal 1594" 24" 32. 4TW41 
== Workbench Panel Leg ch 24" 32 4TW84 
Preconfigured Industrial Workbenches LISTA= 
= Drawer capacity:165 Designed to maximize storage in the work area, while heavy-duty, steel 
lb., based on evenly construction provides durability in tough environments. Pedestals have 
distributed loads ergonomically designed drawer handles located at the top of the drawer 
= 100% drawer and are flush with pedestal front when drawer is closed for added 
extension safety. Drawers include preinstalled partitions with dividers. Pedestals 
= Back and end stops have overall dimensions of 22%46'W x 2812"D x 33%"H and come with 
extend 3" above a removable core lock for greater security and easy replacement. 2 
work surface to keys included. Combination drawer/door pedestal features 1 drawer 
5 fecha Bigcic”: retain small items and hinged bottom door section with 1 fixed shelf. Drawer and door lock 
ee ee = Bright blue powder- separately. 4 keys (keyed alike) included. Legs feature sturdy, 1-pc., all- 
with Single Pedestal et ; : , : : 
coated finish welded construction with bottom hole for leveling glides (included). Feet 


have anchor holes for floor mounting. Models are also available with 
13%"H x 1012"D steel riser shelf with 2"H back stop. 





WITHOUT RISER WITH RISER 
60"W 72"W 60"W 72"W 
No. of No. of Item Item Item Item 
Description D H Compartments _Drawers No. No. No. No. 
yas eas wer — 30" 30 V4" 2MNN7 | 2MNN8 | 2MNNI 2MNP1 
‘ egs 4 — — 
oie Single Pedestal 30" 3514 53 5 2MINP2 | 2MNP3_|2MNP4 | 2MNP5 
~ one Single Pedestal 30" 30 V4" 4 1 2MNP6 2MNP7 2MNP8 2MNP9 
Pedestal and Double Pedestal 30° 351%" te 6 — 2MNR1 — 2MNR2 
Riser Shelf Gray Plastic Laminate Top 
2 Legs 30" 30 V4" — — ZMNR3_ | 2MNR4_ | 2MNR5 | 2MNR6 
Single Pedestal 30" 30 V4" 93 hy) 2MNR7_ | 2MNR8_ | 2MNR9 2MNT1 
Single Pedestal 30" 30 V4" 4 1 2MNI2 2MNT3 2MNT4 2MNT5 
Double Pedestal 30" 30 4" o/ 6 _— 2MNT6 _ 2MNTI7 
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GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


SHOP FURNITURE 


Technical Stations & Workbenches 





LISTA= 


Preconfigured Technical Workbenches 


= Drawer capacity: 165 lb., based 
on evenly distributed loads 

= 100% drawer extension 

= Light gray plastic laminate top 

= Powder-coated finish 


For electronic testing and repair, assembly, 
and other technical applications. Drawers 
include dividers to customize space. 
Pedestals come with a removable core lock 
and 2 keys. Sturdy steel legs have anchor 
holes for floor mounting. Available with 
powered riser shelf that includes 6 outlets. 


WITHOUT RISER WITH RISER 
60"W 72"W 60"W 72"W 
No. of Item Item Item Item 
Description D H Drawers No. No. No. No. 
Bright Blue Powder Coat 
2 Legs 30" 35%" — 2MNT8 2MNT9 2MNU1 2MNU2 
Single Pedestal 30" 35%" 3 2MNU3 2MNU4 2MNU5 2MNU6 
Double Pedestal 30" 35%" 7 2MNU7 2MNU8 2MNU9 2MNV1 
Gray Powder Coat 
2 Legs 30" 35%" — 2MNV2 2MNV3 2MNV4 2MNV5 
Single Pedestal 30" 35%" 3 2MNV6 2MNV7 2MNV8 2MNV9 
Double Pedestal 30". 354" i 2MNW1 | 2MNW2 | 2MNW3 = 2MNW4 





ProLine 
Lab Workbenches 


= 1000-Ib. capacity, based on 
evenly distributed loads 


= Light beige, powder-coated finish 


Workbenches have a sturdy 4-leg 
design with 4" front, side, and back 
rails to support the work surface 
and allow operators to work on all 
4 sides. Squared work surfaces 
allow units to be slid together with 
no gaps. Modular design allows 
optional accessories to easily bolt 
on. See this page for available 
accessories. 


=Vidmar 
Stand-Alone 
Workbench 
Pedestals and 


Accessories 


= Drawer capacity: 400 Ib., based 
on evenly distributed loads 

= 100% drawer extension 

= Dark blue powder-coated finish 

Drawer pedestals offer 





Stainless Steel 
Workbench 
No. iNXY8 


Chem-Guard®—Black chemical-resis- 
tant work surface is 1.250" thick. 


Stainless Steel—Work surface is 
16-ga. with 0.125" radius edges. 


Epoxy Resin—Benches are black with 
1" eased edges. 


Workbench/ 
Table Surface Item 
Material D W H No. 
30°. 60° 30° _‘1NXZ1 
Chem-Guard® 30". 72" 30° 1NXz4 
30". 60" 30°‘ INXY8 
Stainless Steel 30". 72" 30" 1NXZ2 
30" 60° 30° 1NXY9 
Epoxy Resin 3979" 39" 4NXZ3 





(Workbench Top 
Sold Separately) 
Panel Leg 
5-Drawer Pedestal 


No. of Item 
No. of Drawers Compartments 


; ; H No. 

superior storage effi- Workbench Cabinet Pedestals 

ciency and organization. 33" 6 124 4KC80 

Drawers feature adjustable 38 : e ieee 

partitions and divid- ii 

ers. Single key locking Description Ww H No. 

system locks all drawers Assessories : z F CG 

: pen Bench Leg 

at once. All-welded steel Workbench Riser, Adjustable 72°  12to22”  4GE49 

construction. Workbench Riser, Powered 72" 15" 4GE50 
Workbench Riser, Fixed 60" 14" 4KC65 







Double Pedestal 
with Riser 


Commercial 
Adjustable- 
Height 
Workbenches 


Ergonomic steel legs adjust from 28" to 33" 

in 1" increments to help reduce stress-related 
injuries. Double electrical knockouts enable 
electrical service to be wired without cutting 
holes in frame. Heavy-gauge welded steel frame 
supports load capacities to 200 Ib. per sq. ft., 
based on evenly distributed loads. 12"-deep 
steel lower shelf adds lateral support. Shipped 
unassembled. Workbench drawer attaches to 
underside of all commercial benches and stock 
carts with included hardware. Gray powder- 
coated finish. 


Dyna-Lift 
Hydraulic 
Lift Kits 


» Aluminum construction 
= 1000-lb. load capacity 


Ergonomic systems quickly convert a Shania 
stationary workbench or structure into "Manual 


a height-adjustable unit. Come fully 6" 


charged; simply bolt the pump and leg £ 
cylinders onto the structure with the 12" 
16" 


included mounting templates. 
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Single 
Pedestal 


3W252 
Item 
Width Depth Height* No. 
Compressed Wood Top 
48" 24" = 29" to 34". 1W810 
60" = 24" 29" to 34". 1W811 
72° = 24" _~—-29" to 34" 1W888 


Hardboard/Compressed Wood Top 


48" 30" 29" to 34" 3W252 
60" 30" 29" to 34" 1W890 
72" 30" 29" to 34" 1W891 
Under Bench Drawer 
12" 18" 4" 1W682 
* Height from floor to top 
of work surface. 





Item Adjustment Item 
No. Range No. 
Electric 
16Y670 6" 16Y675 
16Y671 oi 16Y676 
16Y672 10" 16Y677 
16Y673 12" 16Y678 
16Y674 16° 16Y679 





SHOP FURNITURE Scan. Order. Done. (==> 
Adjustable Workbenches & Workstations Details on page Al. 





Basics Workbench (Shown w/Optional Accessories) 


















Tool Tool 
oo 
Bal 
Suspension Bin —e Overhead Light 
Frame Holder Accessory and Frame 
Supports Metal y 
— | WA Cantilever 
Shelf 
Overhead ys 
Light/Frame Shelf and 
Supports 
Bin 
Holder 
Articulating __ Ee 
Bin Arm 


Electrical Supply 


ses __ “a = oe J Articulating Mounting Rail 
oe | eae Monitor 
Kit sais 
Drawer and_ 
Hanging Kit 
Power 
Supply Electrical 


ESD Wrist Strap Strip 


Drawer Wrist 


Adjustable-Height 
Workbenches and Accessories Adjustable-Height Steel 
1%"'-thick work surface has durable "T" mold edges with rounded corners. Cantilever Workbenches 


Strap 





Base station includes surface, frame, and leveling glides. = Load capacity: 750 Ib., based on evenly distributed loads 
Pull-Pin—Top-grade construction features 16-ga. 2"-square legs, 2"-thick = 1%"-thick steel construction and uprights 
front, and 8"-thick back rails. = Dark blue powder-coated finish 





The modular design allows custom workbench configuration. Nonmarking 
HDPE glides protect floors and make moving unit easy. Standard Grounding Kit 
No. 2MXJ3 includes 2 banana jacks and a mounting bracket. 
Electric—Adjust to any height between 30/2" and 4672". 3-position memory Starter units with add-on units enable workspace customization. Steel frame- 


Hand-Crank—Hand crank safely and easily folds out of the way. 20" steel 
modesty panel provides lateral support. 


allows workers to preset and access their own height preferences. Assemble supported work surface is pull pin adjustable (independent of frame) from 30" to 
workstations with standard tools. 120V. 36"H. Frames are 65"H. 
ESD LAMINATE | Starter Units—Include work surface, frame, 2 top supports, and 2 horizontal 
LAMINATE TOP TOP lea supers 
Load | P>CHOOSE: Item Item d SUPperts. | 
al a W H Cap.** Color No. No. Add-On Units—Include work surface, frame, 1 top support, and 1 horizontal 
Ull-F In 
30" = G3655 g3656 | '9 Support. | | 
6 30' to 36" 5000 Ib. | Beige, Blue, Gray aoe aaeas For ESD laminate surfaces; use Standard Optional Ground Kit No. 2MXJ3 
36) 72 G3661 G3662 and Wrist Strap No. 2WXT8, sold separately, to help protect static-sensitive 
Hand Crank electronics. 
: 750 Ib. G3663 G3664 
30" cs 30" to 42" —230!b._| Beige, Blue, Gray | _— [3867 G3668 LAMINATE TOP | LAMINATE TOP 
79" 790 Ib. ma G3665 G3666 Workbench/ Item Item 
330 Ib. G3669 G3670 Work Table Type D WwW H No. No. 
Electric Workbenches , 
sr — 8 — 08 sono [ soe, he, cry | Saar} Baer — | Sine —— a 
Fits item Starter 30" 72" 30" to 36" 2WXR4 2WXR5 
Description Workstations No. Add-On 30 fe ae to 36 2WXRG ee tem 
Optional Modular Accessories seas 
Accessory Supports, Extend 48" Above Surface (Sold in Pairs) 60" and 72"  4UJ66 Accessorie ee Workbenches W H D No. 
Drawer, 6H" x 15W" x 19%'L 60" and 72" 4UJ60 ~ ; 60" 60" 54" 54" 2WXR8 
Drawer, 12H" x 15W" x 19%4"L 60" and 72"  4UJ59 * Overhead Light/Frame 79" 79" 54" 54" WXRO 
Drawer Hanging Kit (1 per Bench) 60" and 72" 4UJ55 60" 60" 4 sk IWXT1 
ESD Ground Kit (ESD Station Only) 60" and 72" 4UJ63 Metal Cantilever Shelf 72" 72 ry 10" 2WXT2 
ESD Wrist Strap (ESD Station Only) 60" and 72"  4UJ64 Bin Rail 60" 60" 5" 1%" 2WXT3 
Articulating Bin Arm (17° x 18’) 60" and 72"  4UJ43_ + 72 72 o. 1" 2WXT4 
Articulating Monitor Arm (14" x 14") with Keyboard Tray 60"and 72"  4UJ58 + Electrical Supply Mounting Rail oy a en le awe 
Ghee see 60" and 72" 4UJ65 Power Strip, 120V, 12 Outlets 60" and 7" 49" 1%" 114" OWXT7 
Overhead Light/Frame 60" 4UJ61 + Modular Workbench Drawer 60° and 2 19" 6 19%" 2UMT4 
Overhead Light/Frame 791 AUJ62 + Standard Grounding Kit 60" and 72 6 3 8 2MXJ3 
12" Laminate Shelf and Supports 60" 4UJ47 J 
12" Laminate Shelf and Supports res 4UJ48 tf 
Bin Holder (Bins Sold Separately) 60" 4UJ45_ 
Bin Holder (Bins Sold Separately) (2 4UJ46_ f 
Power Supply (8 Outlets, 120V, 15 Amp) and Mounting Rail 60" 4UJ54 + FIND MORE ONLINE 
Power Supply (8 Outlets, 120V, 15 Amp) and Mounting Rail 72" 4UJ49 fT 
Tool Suspension Frame (Mounts to No. 4UJ61. Includes 2 Trolleys) 60" 4UJ56 + Can’t find it here? Go to Grainger.com® today to see our 
Tool Suspension Frame (Mounts to No. 4UJ62. Includes 2 Trolleys) TZ 4UJ57 t+ full ; f illi h ' 
Eaot Rest 60" 1UG98 ull selection of over 1.7 million products and the services 
Foot Rest 72" 1UG99 and solutions to help you get it done! 





* When mounting initial drawer to bottom of bench top, purchase No. 4UJ55 Drawer Hanging Kit. 


** Based on evenly distributed loads. + Require Accessory Supports No. 4UJ66; order 
separately. 
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GRAINGER CHOICE° SHOP FURNITURE 
Find the ww. Find Solutions. Find Great Prices. Adjustable Workbenches & Workstations 
















Monitor 
Hold ith =— ss 
etic alata) Arm a 
Fully Enclosed 
* GRAINGER Light Fixture 
APPROVED seread 
= = Top Shelf 
Adjustable-Height Post 
Workbenches and Pina 
Accessories 


= Chemical- and corrosion-resistant 

powder-coated finish 
= Easy to assemble 
= 25-yr. warranty 
When ordering Upper Shelf, Light Fixture, Bin Rail, 
Roll Holder, Articulating Monitor Arm, or Pegboard, Bin Box 
Upright Post must be ordered additionally. Tool Rail 
Balancers include one Tool Balancer Trolley, for 
additional Trolley, order No. 12V569. 

CPU 


Workbench with Electric Hydraulic Lift and Holder 
Hand Crank—1000-|b. capacity workbenches 

include a heavy-duty leveling glide. Adjust up to 

12" in height with either a hand crank or electric 

hydraulic lift. Legs are constructed with %"-thick 

diagonally welded steel tubing. 


Foot Rest 







Pull-Pin—1600-lb. capacity workbenches are 
height-adjustable from 30" to 36"H with 13-ga. 
steel construction. 6600-lb. capacity workbenches 
provide a sturdy work surface and feature stainless 
steel trim and ergonomically contoured top. 





Pull-Pin 6600 Ib. Bench 
shown with optional accessories 
(sold separately) 





Fixed Leg—20,000-lb. capacity workbenches 
feature heavy 3" square legs. 


FORMICA™ | LISSTAT™ STATIC OILED GRADE 304 FORMICA™ LISSTAT™ OILED GRADE 304 
PLASTIC CONTROL BUTCHER STAINLESS PLASTIC | STATICCONTROL | BUTCHER | STAINLESS 
LAMINATE TOP) LAMINATETOP | BLOCKTOP | STEEL TOP LAMINATE LAMINATE BLOCK STEEL 
> CHOOSE: Item Item Item Item Item Item Item Item 
W D Color No. No. No. No. W D No. No. No. No. 
Workbench with Electric Hydraulic Lift, 1000 Ib. Capacity Upper Shelf* 
48" 30" Blue 13E274 13E281 13E288 13E295 60° 12 12V947 12V992 12V997 12V962 
60" 30° Blue 13E275 13E282 13E289 13E296 [2 12 12V548 12V593 12V998 12V563 
60" 36" Blue 13E278 13E285 13E292 13E299 Item 
72” 30° Blue 13E276 13E283 13E290 13E297 ____ Description W D H No. 
72° 36° Blue 13E279 13E286 13E293 13E301 "rally Fixtures. Perro i 5 " USC 
96" 30° Blue 13E277 13E284 13E291 13E298 ight rt 
96" 36° Blue {3E280 {3E287 {3E204 {3E302 Fully Enclosed Light Fixture 43° 4" 4" 12V567 * 
Workbench with Hand Crank, 1000 Ib. Capacity > CHOOSE: ltem Pkg. 
48" 30° ‘Blue 13E246 13E253 13E260 13E267 Description Ww D H Color No. Oty. 
60" 30° Blue 13E247 13E254 13E261 13E268 Accessories 
60" 36° Blue 13E250 13E257 13E264 13E271 2 2' 36" H6350 1 
72° 30° ‘Blue 13E248 13E255 13E262 13E269 36" Upright Post A ; a Haaos $ 
72 36° ~~ Blue 13E251 13E258 13E265 13E272 
96" 30" Blue 13E249 13E256 13E263 13E270 5; —— pe — ae G4836 $ 
96" 36° Blue 13E252 13E259 13E266 13E273 Ot a9 He353 3 
Pull-Pin Height-Adjustable Bench, 1600 lb. Capacity 48" Upright Post mr 6 18 C4835 1 
60" 24° Gray 16Y073 16Y089 16Y097 16Y106 5 49" a8 (4837 3 
60" 30" Gray 16Y074 16Y090 16Y098 16Y107 Pull-Pin Leg Extender 6" 6" 3" 64838 4 
72” 30" Gray 16Y075 16Y091 16Y099 16Y108 | nb 4839 1 
12° 36 Gray 16Y078 16Y094 16Y103 16Y111 Drawer with Soft 147" 90" 4" G4840 | 
96" 30" Gray 16Y076 16Y092 16Y101 16Y109 Closing Feature tai" 90" 6" G4841 { 
96" 36° Gray 16Y079 16Y095 16Y104 16Y112 14" 90" ey G4842 | 
117" 36" «Gray — — — 16Y113 qo" z G4843 1 
117" 30" «Gray — — — 16Y110 54" e G4844 1 
120" 30° ‘Gray 16Y077 16Y093 16Y102 = Power Strip, 8 Outlets, 154 66" 4" e G4845 1 
120" 36" ‘Gray 16Y080 16Y096 16Y105 = 90" 2" | Blue, Gray, | G4846 1 
Pull-Pin Height-Adjustable Bench, 6600 Ib. Capacity 144 a Black G4847 | 
48" 30" _ Blue 13E303 13E312 13E321 13E330 Foot Rest 60 4 4 G4849 1 
60" 30" Blue 13E304 13E313 13E322 13E331 aE GA800 | 
60" 36° Blue 13E308 13E317 13E326 13E335 Bin Rail a VCE ai | 
7" 30" Blue 13E305 136314 13E323 13E332 a o4oee 
72 36° Blue 13E309 13E318 13E327 13E336 Roll Holder 7° Hi ij 4g60 
96" 30° Blue 13E306 13E315 13E324 13E333 CPU Holder 79° 49 C4862 i 
96" 36° Blue 13E310 13E319 13E328 13E337 Arficulating Monitor Arm 7 3°48 G4a63 i 
120" 30° —-Blue 13E307 13E316 13E325 13E334 60" a C4865 * 1 
120" 36" Blue 13E311 13E320 13E329 13E338 Pegboard Backwall 7° 7 C4866 1 
Fixed Leg, 20,000 Ib. Capacity : 60" 8" 10 G4868 1 
60" 30" Black, Gray Bald ithe Baas Barao Task Light Frame, 45 7° 3" 49 G4869 { 
60" 36° Black, Gray 4818 4827 4809 4800 ; : 60" 3" 6 64873 | 
72° 30" Black, Gray) G4815 G4824 G4806 G4797 Task Light Frame, 90 778 G4874 i 
72° 36° Black, Gra G4819 G4828 G4810 G4801 60 38" 6 G4878__t 1 
y Tool Balancer 5st zi G4879 + j 
Metal Keyboard Tray with Tilt 21" _— 4" Black 33HY60 1 
Tool Trolley 3K Silver 12V569 1 


* When ordering Upper Shelf, Light Fixture, Bin Rail, Roll Holder, Articulating Monitor Arm, or Pegboard, Upright Post must be ordered additionally. 
t Tool Balancer includes one Tool Balancer Trolley, for additional Trolley, order No. 12V569. 
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No. 16A210 


No. 4KZE9 

























































































































































































Scan. Order. Done. 
Details on page A1. 
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StrongHold’ 

All-Welded Steel 

Workbenches No. 2RNG2 

with Drawers Se i dee 

All workbenches feature a 7-ga. steel top. Eeianih with 2 Drawers 

Nos. 2RNG2 and 2RNG3 feature a bottom a aa # 2500 i: ine 

shelf. Standard with 4 Locking Drawers | 
: 48’ 30’ 34" 5500 Ib. 2RNGO 


























drawers with key locks and a bottom shelf. *Based on evenly distributed loads. — 






Bench-in-a-Box 
No. 16D756 


Technician Station 
(Comes with all 
Accessories as Shown) 


















































































































































































































































































































































No. 2WXU1 
- aa ; 
mes edsal) DURHAM MFG eee 
Stronghold Est. 1922 ae 
All-Welded Steel ten 
 W D H_ Load Cap.* 
Workbenches and | ‘Standard Workbenches" — rioline 
Strong Hold __ = . » 
Work Tables 30°24" 34" 2750 1b. 2RNFS Adjustable-Height Electronic 
Gray enamel powder-coated finish Eteal W kb 4 
, 1-58 3mh ge | Workbenches 
o— H Pea ' el 
Strong sets Workbenches have 7230" 36" 3000 Ib. 4KZF2__| No. 16D756—Includes lower shelf with dividers, storage shelf with 4” clear- 
2" x 2" x Ya" steel angle legs and 5am = 36° __ 3000 Ib. __4KZF3__| ance, 60H uprights, paper spool holder, overhead light, corrugated storage 
7-ga. steel top. 48° 30° 34" 12,000 1b. 1pE52 | Shelf, and bin holder. Also has 120V, 15A power supply. Light gray painted frame. 
Edsal—Heavy-duty, 12-ga. work a - x if ‘000 " UES No. 16D761—Includes 2 lockable drawers, 1 padlock drawer, riser with built-in 
surface. Welded 172" x 1%2" x “6° 60" 36" 34"-12,000 Ib. 4NUR1 | OUtlets, footrest, and 90° rolled front edge. 
steel angle legs with pre-drilled ie se 12, on Bb 1Pé53_ | Technician Station Heavy-Duty Workbenches—Include 2 modular drawers 
footplates for floor mounting. 500-Ib. = me with laminate face, personal padlock drawer with hanging kit, riser with 6 pre- 
capacity lower shelf with 3° rear lip.  ““ag" 94" 34"__-30001b. _16A210 | wired outlets, and a 90° rolled front edge. ESD laminate benches include a ESD 
Ship assembled. st 2 1p 16A212_ | work and shelf surfaces, and a standard ground kit with 2 banana jacks. 
Durham®—+12-ga. lower shelf with- = 72" 36". 34". 3000 lb. 16A215° D 7 : PLE aa 
i ; a ‘Standard Work Tables = WwW Tt Lapatily Lolor NO. 

stands tough environments; 500 Ib. Jamce ‘Bench-in-a-Box — a 
shelf capacity. Rust- and corrosion- 48° 36° 34” 80001b. 9OMKUQ | ESDLaminate ; —— 
resistant finish. Ship fully assembled. 60" 36" 34 4000 |b. 16A255_ 30" f2" 30° to 36" 750 Ib. Gray -16D756 _ 

60° 36 34 g000Ib. QWDK8 | 30) 72" _ 30" to 36" 5000!b. Blue 16D761__ 
Jamco—Standard Workbenches 60" 36" 34" ~—«12,000lb. +16A217 ean Station Heavy-Duty Workbenches ss 

60° 36° 34° 16,000 1b. 9KHD7 aminate . . a 
feature rugged 12 ga. steel top. 7236" 34" 4000[b. 16A256. 30" 7 30" to 36° 5000 Ib. White OMINNG 
Include 2" square tubular corner 72, 36° 34 12.000 |b. 16A218 |. 36" 72" 30" to 36" 5000 Ib. White 2MNN5 
construction with floor pads, lower ‘72’ 36" _—34"_—*16,000 lb. 8A069_ | _ESD a0 _ : | 
Sel af shell and 4 back suport. Sane Aaa aes a 
Standard Work Tables have flush tops ~ 30" 24" 30"to 40" 27501b. 2RNF7_ 36" 60" 30° to 36" 5000 Ib. White 2MNN2 — 
and 3" x 3" x %e" angle corner posts.  * Based on evenly distributed loads. 36" 72 30" to 36 9000 Ib. White 2MINNG 
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1-800-GRAINGER (472-4643) 


GRAINGER CHOICE° SHOP FURNITURE 
Find the Ww. Find Solutions. Find Great Prices. Workbenches & Worktables 





amco 


Products 
_ 
ies Company 


All-Welded Steel 





No. 16A237 _———aa No. 16A315 
Products 
Workbenches eee 
with ‘2 Riser Stai 
ainless Steel Work Tables 
Rugged, 12-ga. steel shelves. 2" square tubular corner construction with floor ; 
Height with riser is 48". angles. Flush shelves have a 20" clearance between them. Shelf height: 30". 
Include prepunched mounting pads. 
Load Item 
W D H* Cap. No. Item 
43" 24" 34" 3000 Ib. 16A237 Includes W D H Load Cap.* No. 
60" 24" 34" 3000 Ib. 16A238 24" 18" 30° 1200 Ib. 16A315 
60" 30" 34" 3000 Ib. 16A239 30" 18" 30" 1200 Ib. 8VYH1 
T2377 878000 Ib. GAZA «| «FOP: Legs, Lower Shelf =) 36; gp gr-39" 400 Ib. SPGF2 
[ox 36" 34" 3000 Ib. 16A242 48" 24" 30" 1200 Ib. 8DPR6 
* Work surface height. ¢ Based on evenly distributed loads. * Based on evenly distributed loads. 






Worktable w/ 





Backsplash 
and 
Undershelf 
Flat Top w/ 
Tubular Base Flat Top w/Galvanized 


Undershelf 
* GRAINGER 
APPROVED 24" WIDE | 30" WIDE | 36" WIDE | 48" WIDE | 60" WIDE | 72" WIDE 


Stainless Steel and Steel Worktables gues > oh We) || 


Easily assembled worktables and utility stands feature stainless steel 












Backsplash and 
















tops with stainless steel or heavy-duty 16-ga. galvanized legs and Undershelf 

° Flat Top and : 
undershelf. Rolled edges on front and rear, 90° turned down ends oo eee. 30" 34% ee AUEJ3 | AUEJ4 
allow additional tables to be placed flush to end. 600-Ib. capacity, Flat Top 7 — | — |. — | 4UEJ6 | 4UBJ7 





based on evenly distributed loads. All models are compatible with Worktables Stalaless Steel Tor 
j acksplasn an " 
Caster Kit No. 2KRES. Gray color. NSF approved. Galeanived ladershelt: 80 
W Load Item Flat Top and Galvanized 30" 
Description Type in. Rating (Ib.)* —No. Tubular Base 
‘Accessories on oe 
Worktable Caster Kit 4" dia. 1 200 2KRE5 Flat Top and Galvanized _24 
OO Undershelf 30" 
* Based on evenly distributed loads. 30" 
All Steel Workbenches with — A, 
] D a= < 
Stainless Steel Tops StrongHold 
All-welded workbenches with 7-ga. top and 12-ga. bottom shelf are designed to withstand 
heavy manufacturing, assembly, and maintenance work. Legs are 2" x 2" x Y4" steel angle. No. 


Models are available with drawers that are 14-ga. steel and have a 400-Ib. capacity, based on 4NWD4 


evenly distributed loads. Adjustable-Leg models adjust from 30" to 40"H. Ship fully assembled. 











Item 
Includes W D H Load Cap.* No. 
Fixed-Leg ———— ee 
30" 24' 34" 2750 Ib. 4NWD1 
48" 30" 34" 5500 Ib. A4NWD2 
Top, Legs and Lower Shelf —¢60" 36" 8950 NW 
72" 36" 34" 10,000 Ib. 4NWD4 
60" 36" 34" 8250 Ib. A4NWE9 
Top, Legs, Lower Shelf, and 2 Drawers 79" —36" 3a" 40.000 Ib. ANWF1 
Top, Legs, Lower Shelf, Riser Shelf and 6 Drawers 72" 36" 46" 10,000 Ib. 4NWH2 
48" 30" 34" 5500 Ib. 4NWH9 
Top, Legs, Lower Shelf, 4 Locking Drawers and 4 Keys 60" 36" 34" 8250 Ib. 4NWJ1 
fe 36" 34" 10,000 Ib. 4NWJ2 
Adjustable-Le 
30" 24" 30" to 40" 2/50 Ib. A4NWK3 
Top, Legs and Lower Shelf 72° 36" 30"to 40" 10,0001b.  4NWKG 


* Based on evenly distributed loads. 
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SHOP FURNITURE 
Machine Tables 


Scan. Order. Done. |: 
Details on page A1. 








No. 
22NE51 


No. 4GHP7 





No. 
22ND72 


No. 1W973 
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NTE jamco 
Est. 1922 ss 


Work/Machine Tables 


Durham®—Ideal as a workspace for 
machines and other items that require a 
sturdy table with a high load rating. 


Jamco—Heavy-duty tables are all-welded 
construction with durable, flush-mounted, 
12-ga. shelves. 11%" x %6"-thick angle 
corner posts. 


Load Item 
W D H Capacity No. 
No Shelf 
Durham Mfg 
18" 18" 2000 lb. 22ND70 
18" 24" 2000 |b. 22ND74 
24" 18" 30" 2000 lb. 22ND76 
18" 36" 2000 |b. 22ND78 
18" 42" 2000 lb. 22ND80 
24" 18" 2000 lb. 22ND82 
24" 24" 2000 lb. 22ND84 
36" 24" 30" 2000 lb. 22ND88 
24" 36" 2000 lb. 22ND90 
24" 42" 2000 |b. 22ND92 
24" 18° 2000 lb. 22ND94 _ 
24" 24" 2000 lb. 22ND96 
24" 30" 2000 lb. 22ND99 
4g" 24" 30" 2000 |b. 22NE02 
24" 42" 2000 lb. 22NE05 
36" 24" 14,000 Ib. 22NE51 
36" 30" 14,000 Ib. 22NE52 
36" 34" 14,000 Ib. 22NE53 
36" 24" 14,000 lb. 22NE54 
60" 36" 30" 14,000 lb. 22NE55 
36" 34" 14,000 Ib. 22NE56 
36" 24" 14,000 lb. 22NE57 
is 36" 30" 14,000 Ib. 22NE58 
36" 34" 14,000 Ib. 22NE59 
2-Shelf 
_Jamco 
54" 18°82" 2000 Ib. 16A287 
24" 32" 2000 lb. 16A291 
30" 18" OZ 2000 lb.  16A288 
36" 18" 32" 2000 lb. 16A289 
24" oe. 2000 lb. 16A293 
48" 24" 32" 2000 lb.  16A294 
60" 30" 32" 2000 lb. 16A298 
Durham Mfg 
36" 18" 30" 2000 |b. 22ND72 
24" 30" 2000 |b. 22ND87 


Edsal—Durable, 12-ga. work surface 

and lower shelf. 60"W models have a 
tray-style lower shelf with retaining lips to 
help keep items secure. Feature reinforced 
steel braces and thick angle iron legs with 
predrilled footplates for floor mounting. Ship 
assembled. 


Load Item 
W D H Capacity No. 
1-Shelf 
Jamco 
D4" 18" 30" 2000 lb. 9R530 
24" 30" 2000 lb. 8DRG2 
30' 18" 30" 2000 Ib. 8VZZ4 
24" 30" 2000 Ib.  16A274 
18" 30 2000 lb.  8RPO1 
36" 24" 30" 2000 Ib. 8RHF1 
30: 30" 2000 Ib. 16A277 
48" 24" 30" 2000 lb. 8DUK7 
60" 30" 30" 2000 lb. 16A279 
Durham Mfg 
36° 18 30" 2000 b.  22ND71__ 
24" 30" 2000 lb. 22ND86 
24" 30" 2000 lb. 22ND98 
4g" 24" 36" 2000 Ib. 22NE04 
30" 36" 3000 Ib. 22NE08 
36" 36" 3000 Ib. 22NE09 
60" 24" 30" 2000 Ib. 22NE07 
72" 36" 36" 3000 Ib. 22NE10 
Edsal 
36" 18" 30" 2000 lb. 4GHP7 
24" 30" 2000 lb. 4GHP8 
48" 18" 30" 2000 lb. 4GHP9 
24" 30" 2000 Ib. 4GHR1 
60" 24" 32 2000 Ib. 4GHR2 
30" 32. 2000 lb. 4GHR3 
1-Drawer 
_Durham Mfg _ 
18" 18" 2000 Ib. 22ND73 
18" 24" 2000 Ib. 22ND75 
24" 18" 30" 2000 Ib. 22ND77 
18" 36" 2000 Ib. 22ND79 
18" 42" 2000 Ib. 22ND81 
24" 18" 2000 lb. 22ND83 
24" 24" 2000 Ib. 22ND85 
36" 24" 30" 2000 lb. 22ND89 
24" 36" 2000 Ib. 22ND91 
24" 42" 2000 Ib. 22ND93 
24" 18" 2000 lb. 22ND95 
24" 24" 2000 Ib. 22ND97 
48" 24" 30" 2000 Ib. 22NE01 
24" 36" 2000 lb. 22NE03 
24" 42" 2000 Ib. 22NE06 


Adjustable-Height Steel Work/Machine Tables 


= Gray powder-coated finish 

= Load capacity: 1500 Ib., based 
on evenly distributed loads 

# Ship unassembled 


Ideal for use with drill presses, arbor 
presses, lathes, and benchtop sanders/ 
grinders; provide additional work and 
storage space. Leg flange on bottom 
prevents floor surface from being cut. 
Sturdy, 16-ga. steel top shelf. Full-depth 
lower shelf provides additional storage and 
added rigidity. 


Find even MORE on Grainger.com® 


Item 

W D H No. 
54" 18" 18" to 24" 4GHW9 
18" 30" to 36" 1W973 
30' 24" 18" to 24" 4GHP3 
24" 30" to 36" 4GHP5 
36" 24" 18" to 24" 4GHX1 
24" 30" to 36" 1W975 
4g" 24" 18" to 24" 4GHP4 
24" 30" to 36" 4GHP6 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE* 


Find the why. Find Solutions. Find Great Prices. 


SHOP FURNITURE 
Workbenches & Cabinets 





* GRAINGER 
APPROVED 


Work Surface 
System 


System creates a customized 
workstation suited for specific 
requirements which can be adjusted 
as needs change. Constructed of 
16-ga., 304 brushed stainless steel 
with chrome base. All models, except 
accessories, are NSF Approved. 





WORKTABLES 

Worktables have four 33" posts. 
WORKTABLES WITH CANTILEVERED 
OVERHEAD SYSTEM 


Come with two 33" front posts, 
two 63" rear posts, and 2 overhead 
shelves. Order additional cantilever 
shelves separately. 


48" WIDE | 60" WIDE 


Load Item Item 
Description D H Capacit No. No. 
Worktables 
2 C-Frame Bases 30° 34%" 600 lb. | 4UEL3 | 4UEL4 
1 C-Frame Base and 1 Wire Shelf 30" 34%" 600 lb. | 4UELS | 4UEL6 ~ 
2 Wire Shelves 30" 341" 600 lb. | 4UEL7 | 4UEL8 
1 H-Frame Base and 1 Wire Shelf 30" 341%" 600 lb. | 4UEL9 4UEN1 


Worktables with Cantilevered Overhead System 
2C-Frame BaseS ts 
_1C-Frame Base and 1 Wire Shelf 








No. 5HZP8 





Stronghold 


Workbench Cabinets 


12-ga. steel cabinets come fully assembled. Units are lockable with 
a 3-pt. locking system that accommodates a padlock (not included). 
Benches with drawers have a weight capacity of 400 lb. per drawer, 
based on evenly distributed loads. 


No. 5HZR2 





Top Item 
Material W D H No. 
Multi-Compartments 
48" 36" 37" 5HZP1 
50 30" 34 5HZP7 * 
60 36" or 5HZP2 
Butcher Block 72: 36" of 5HZP3 
84 36" of 5HZP4 
96 36" 37 5HZP5 
108 36" 37 5HZP6 
84 30" 34 5HZN8 
Steel 96" 30" 34" 5HZN9 
108" 30" 34" 5HZPO 
With 12"H Riser 
60 30" 46 5HZP8 
Steel 79° 30" 16 5HZP9 
With 2 Upper Compartments 
Steel fz 30" 62" 5HZRO 
84" 30" 62" 5HZR1 
Bi-Fold Doors, 1-Shelf 
48" 36" 3/" 10A010 
Butcher Block es 36" or 10A011 
84" 36" 3 10A012 
With Pegboard, 12 Bins and Outlet Strip 
Steel Tz 30" ia. 5HZR2 


* Includes 2 drawers. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





No. 1PB34 


DURHAM MFG’ 
Est. 1922 


Adjustable-Height Folding- 
Leg Steel Workbench 


= 2000-Ilb. capacity, based on evenly distributed loads 

= Gray powder-coated finish is acid- and rust-resistant 

Sturdy workbenches have hinged legs that fold away for simple, conve- 
nient storage. All-steel welded construction. Work surface height adjusts 
in 1" increments. 


STEEL PARTICLEBOARD 
Item Item 
W D H No. No. 
60" 30" 28" to 42" — ANUR5 — 
79" 30" 28" to 42" 4NUR9 
36" 28'to42° | = 1PB28-—| 1PB45 
30" 28" to 42" 4NUU1 
96" 36" 28'to42" | 1PB31 1PB48 
48" 28" to 42" 4NUU3 
30" 28" to 42" ee 4NUR8 
120" 36" 28'to42" | 4NURG = 
48" 28'to42" | = 1PB41_— ANUU2 






No. 34AU98 


SW LITTLE 
NS GIANT 


Cabinet Workbenches 


= Heavy-duty, all-welded steel construction 
= Powder-coated steel worksurface 
= Choose butcher block or hardboard top on cabinet with shelf 


All cabinets with drawers and no shelves have a fixed 34"H and locking handles. 
Cabinets with single shelf have an adjustable height and leg levelers. 





No. 34AW20 


Cabinet Item 
Top Material W D H Door Type No. 
Cabinet Benches without Shelves 
: 30" 34" Standard 34AW12 
Steel 60" 30" 34" Standard 34AW13 
fe 30" 34" Standard 34AW14 
fa. 36" 34" Standard 34AW15 
Cabinet Benches with 1 Shelf 
48" 24" 41" to 44" Standard 34AU94 
Butcher Block 18° Om 41"to 44" Ventilated 34AU97 
48" 24" 41"to 44" Standard 34AU95 
Hardboard 48° Om 41" to 44" Ventilated 34AU98 
Cabinet Benches with 1 Drawer 
48" 30" 84" Standard 34AW16 
Steel 60" 30" 34" Standard 34AW17 
i 30" 34" Standard 34AW18 
f2. 36" 34" Standard 34AW19 
Cabinet Benches with 2 Drawers 
Steel f2 30" 34" Standard 34AW20 
ics 36" 34" Standard 34AW21 





SHOP FURNITURE 
Table Cabinets, Service Counters & Workstands 





* GRAINGER 
APPROVED 


Steel Workstand 


Sturdy workstand tilts from 10° 
to 35° and can hold up to 100 lb. 
Height adjusts from 56" to 64". 

















Lip Item 
Height = W D_—No._ 
ve" 23° 2072 49JK63 





No. 7D223 


* GRAINGER 
APPROVED 


Closed Service Writer 
= Locking drawer with recessed pull 
= Durable powder-coated finish 


10° sloped writing surface. Locking lower door compartment includes 1 shelf; 
top and bottom sections are fully welded. Shipped partially assembled. 








Overall Dim. Item 
WwW __—). - H _ Color No. 
31K! __ #48 72%. __ Gray 70223 














Storage Made Easy 
ii 
Open Shelving 


Freestanding shelving built with 
premium-quality steel. Shelves 
are easy to adjust in 2" incre- 

ments without tools. Integrated 


oe S| 
a 








Pee tabs secure shelves tightly. Back 
is ventilated with punched lances. 
Overall Overall Item 
____ Depth Overall Width Height Shelf Cap. _ Color No. 
; ; i __LightGray ——39FTO6 
24 36 49 200 Ib. Medium Gray 39FT07 
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Scan. Order. Done. 
Details on page A1. 





No. 1W814 





No. 1W703 





No. 1UBK8 





No. 6GRHHS 


APPROVED Est. 1922 
Table Cabinets 


GA—Cylinder locks are built into the T-handle on the door (keyed differently). 
Gray powder-coated finish; shipped unassembled. No. 1W814 has 3 shelves 
that are adjustable on 2" centers. Work surface can be mounted to form a 2" 
deep tray or reversed to provide a smooth, rimless work table. No. 1W909 has 3 
shelves and No. 1W703 includes 1 shelf that is adjustable on 3" centers. 


Durham®—Include 1 fixed, 200-lb. capacity shelf (based on evenly distributed 
loads), and 3-pt. locking mechanism with keyed locking handle. Models with 
vise support have a 2000-lb. capacity. Shipped assembled. 



















































































Item 
_____ Description Width —s—sdDepth_———sSHeight = Now 
Table Cabinets 
GA | 
_Single Door sai 15%! 34" 1Ww814 
Single Door — 24 _ 20" 37 1w909 
_Double Door __ 36" _ 24" 37" 1W703 
Durham® _ Ce 
Single Door 24" 24" 34 V2!" 1UBK7 * 
Double Door 36" 24" 33%" 1UBK8 * 
Table Cabinets with Vise Suppo ; 
Single Door, 4 Drawers 48" 36%" GRHHS * 
_Single Door, 5 Drawers 48" _24 38% GRHJO * 
Double Door 48 24 34" 6RHH8 * 


* Ships assembled. 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SHOP FURNITURE 
Shop Desks & Service Writers 





tennsco| * 


Storage Made Easy peireche a all Gawail Est. 1922 
Lockable Shop Desks 


OPEN SHOP DESKS 


No. 8CFK6—1 4-ga. steel riser with compart- 
ments. Free standing desk w/ lockable drawer. 
Includes a bottom shelf for extra storage or 

as a footrest. Fully progressive ball bearing 
suspension. Shipped partially assembled. 


No. 1W907—Sieel sloping top is 43"H at 
front. Features single level riser and bottom 
shelf. 5° sloped writing surface. Shipped 
unassembled. 


No. 4TX91—Steel desk features a dual riser, 
leg levelers, and legs with rolled edges for 
strength and rigidity. Sloping top is 4212"H at 
front. Open desk has lower shelf for footrest 
or extra storage space. 6° sloped writing 
surface. Shipped unassembled. 


CABINET SHOP DESKS 


No. 422W92—Angled steel writing surface 
has a storage drawer below with ball bearing 
glides. Rear organizer shelf has multiple orga- 
nizational compartments. Cylinder style locks 
are keyed alike. Shipped assembled. 


No. 422W97—Welded-on door hinges have 
a secure 3-pt. locking system with padlock 
hasp. Includes adjustable-height shelf 

inside the lower right storage compartment 
and convenient rear organizer shelf. Open 
compartment on lower left has pull-out shelf. 
Angled steel writing surface. Drawer easily 
opens on ball bearing glides and has padlock 
hasp. Shipped assembled. 


No. 422W93—Includes adjustable-height 
shelf inside the lower storage compartment, 
convenient rear organizer shelf, and 5” caster 
kit (2 swivel/locking and 2 fixed). Features 
welded-on door hinges with a secure 3-pt. 
locking system and angled steel writing 
surface. Drawer opens on ball bearing glides 
and has padlock hasp for locking. Shipped 
assembled. 


No. 422W90—Includes a rear organizer shelf 
for papers and forms and an adjustable-height 
shelf inside the lower storage compartment. 
Welded-on door hinges have a secure 3-pt. 
locking door system and padlock hasp. Angled 
writing surface. Drawer features ball bearing 
glides and padlock hasp. Shipped assembled. 


No. STCF7—Free standing desk w/ lockable 
drawer and cabinet. Adjustable shelves allow 
you to modify the storage space to fit your 
needs. Bottom cabinet features a 3-pt. locking 
system to secure items. Drawer glides easily 


Overall Dim. 
W D H Color 
Open Shop Desks 
34%" 29" 53 Medium Gray 
34 V3" 30" 53° Industrial Gray 
34" 30%" 55 V" Beige 
Cabinet Shop Desks 
36" 29" 54" Charcoal Gray 
36" 28" 54" Charcoal Gray 
36" 28" 54" Charcoal Gray 
36" 28" 54" Charcoal Gray 
341%" 29" 53° Medium Gray 
34%" 30" 5298" Industrial Gray 
34" 30%" 5a. Beige 


DURHAM MFG 





on fully progressive, ball bearing suspension. 
Shipped partially assembled. 


No. 1W908—Cabinet includes "T" handle 
and built-in lock with 2 keys. 32"W x 28"D 
inside. 20-ga. steel top; single level riser. 5° 
Sloped writing surface. Shipped unassembled. 


No. 4T™X92—Enclosed lower storage cabinet 
has adjustable lower shelf and 3-pt. locking 
door. 18-ga. steel top. 6° sloped writing 
surface. Shipped unassembled. 


COMBINATION SHOP DESKS 


No. 1PB42—Includes 2 lockable storage 
drawers and 2 lockable file drawers. 
Recessed-handle drawers operate smoothly 
on ball-bearing slides. Level writing surface is 
42" above the floor. 





No. 4TX91 


No. 4W345—Desk includes level writing 
surface, 8-compartment dual riser/sorter, 

box drawer, 2 double-deep file drawers with 
knockouts for cylinder locks, 1 tray drawer 
with cylinder lock and 2 keys, and lower shelf/ 
footrest. Shipped partially assembled. 


No. 422W96—Features flat steel writing 
surface with lower drawer storage. Drawers 
are mounted on ball bearing glides. Rear 
organizer shelf has multiple compartments. 
Cylinder style locks are keyed alike. Lower 
foot rest shelf. Shipped unassembled. 


WALL-MOUNTED SHOP DESKS 


No. 1W952—Adds storage and saves floor 
space. Wall mounting bracket included. 5° 
sloped writing surface. Shipped unassembled. 


No. 8GFK7—WMounts to the wall to provide a 
convenient work surface in areas where floor 
space is limited. Lockable drawer glides easily 
on fully progressive ball bearing suspension. 
Shipped partially assembled. 


MOBILE SHOP DESK 


No. 422X01—Features an angled steel 
writing surface with locking drawer storage 
below and open base design. Drawer 
mounted on ball bearing glides. Includes 4” 
locking casters and a rear organizer above 
work surface. Shipped unassembled. 


No. 1PB38—Has a 10° sloped work surface 
with pencil rest and includes 2 lockable 
drawers and 1 lockable storage cabinet with 2 
sections. Center shelf is welded in place. Four 
3" swivel casters. 500-lb. capacity, based on 
evenly distributed loads. 





No. 9TCF7 





No. 1PB42 






No. 422X01 


No. 1PB38 
Item Overall Dim. Item 
Brand No. W D H Color Brand No. 
Combination Shop Desks 
Tennsco S8CFK6 : " 50. Gray Durham Mfg 1PB42 
GA 1W907 T 39" 29" 56" Industrial Gray GA 4W345 id 
GA 4TX91 36" ot" 54" Charcoal Gray Greene Mfg. 42296 
Wall-Mounted Shop Desks 
Greene Mfg. 42292 34," 30" 37 V2" Industrial Gray GA 1W952 - 
Greene Mfg. 42297 341%" 29" 17%" Medium Gray Tennsco 8CFK7 
Greene Mig. 422W93 Mobile Shop Desks 
Greene Mfg. 422W90 24" 20" = Greene Mfg. 422X01 
Tennsco 9TCF7 20. 20" eh Gray Durham Mfg 1PB38 
GA 1w908 Tt 
GA 41X92 


* Height from bottom of bracket to top of desk. ¢ Height from floor to top of work surface. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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SHOP FURNITURE Scan. Order. Done. 
Computer Cabinets Details on page Al. 








No. 4KG36 





No. 462D18 





No. 4KG35 





No. 1UG96 No. 462D19 





* No. 462D22 
GRAINGER 
APPROVED 


Computer Security Cabinets 


Feature separate locking upper and lower compart- No. 4KG35—2 adjustable shelves in the 224%2"Wx Nos, 462D22 to 462D24—Each cabinet features 
ments. Fit most 19" CRT monitors. Mobile units roll 23'D x 30"H lower section. 6-outlet power strip has 24"W x 9"D x 19%"H compartment. Include 2 
on 5" casters. Powder-coated finish. Vented back. built-in surge protection. Shipped fully assembled. folding wing shelves, an adjustable shelf with ball 


DESKTOP CABINETS Nos. 1UG95 and 1UG96—Slide-out keyboard tray casa acrylic window, and lock. Assembly 
can be accessed while top and bottom compart- a 

ments remain locked. 20%4"W x 21%4"D x 23%"H STATIONARY 

lower compartment has 1 fixed and 1 adjustable No. 462D19—35"W x 18"D x 41"H desktop. 


shelf. Locking bottom doors in front and rear for 4-position roll-out printer shelf adjusts to accommo- 


No. 4KG36—Includes slide-in pocket doors and 
inner compartments. 2594"W x 19"D x 22%4"H 
compartment. Shipped fully assembled. 











































































































































































































MOBILE CABINETS i ; 
ies abteee: delta ae ears date equipment. Lateral file drawer accommodates 
Nos. 462D18—263/"W x 2394"D x 1134"H or ae most 20" monitors. some assembly hanging files. Roll-out keyboard drawer. 4 fixed 
compartment. 4 fixed shelves. Includes slideout required. shelves. Locking upper compartment with retracting 
keyboard tray and open printer shelf. Assembly door. Assembly required. 
required. 
Overall Overall Item 
Description Overall Width Depth Height Color No. 
Mobile 
Mobile Cabinet with Adjustable Shelves — 26" 24" 64" Blue/Light Gray AKG35 
_ Enclosed Mobile Cabinet with Acrylic Window _ 24%" Zaye 99 V2" Light Gray 1UG95 
Enclosed Mobile Cabinet with Acrylic Window 21" 220 99%" Putty _ 1UG96_ 









































































































































_ Mobile Cabinet with Acrylic Window 24¥" 2242" 629%" Light Gray 462D22 

Mobile Cabinet with Acrylic Window 24 V5" 2215" 625" Black 462023 
Mobile Cabinet with Acrylic Window 24y," 22 42" 6234" Blue 462D24 _ 

Stationar 



















































ComputerEnclosure 25 __Light Gray_ 462019 
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SHOP FURNITURE 
Pegboards & Pegboard Accessories 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





* GRAINGER 
APPROVED 


Pegboards and Accessories 


Square-Hole Pegboards 
= ¥4" square holes spaced on 114" centers 


Round-Hole Pegboards 
= %5" holes spaced on 1" centers 
= Use with lockable peghooks (sold 
separately) or standard 4" peghooks 
= Simple wall mounting with spacer kit No. 6YB42 





Square Hole 
Single Ring 
Tool Holder 
No. GO0548 





Square Hole Curved 
Pegboard Hook 
No. GO551 


Square Hole 
Pegboard Hook 
No. GO527 


Polypropylene Pegboard Panels—Offer an easily 
washable surface that is ideal for damp and poorly 
lit areas. Poly boards are higher capacity than wood 
boards and are more easily contoured to curved 
surfaces. 





Hardwood Peghoard Swing Panels—Increase 
usable storage with these wall-mounted, two-sided 
pegboard panels. Steel frame with tempered pegboard 


Round Hole 
Swing Panel 








No. 6YB75 
panels hold up to 575 lb. per panel. Panels pivot at the ° 
wall mounting to allow multiple panels to be mounted 
side by side and still allow easy access. 
Round-Hole Plastic Bin Kits and Shelf Tray— 
Yellow molded bins include mounting clips. Clips . . 5 ee 
remain securely fastened to the board; bins are Round Hole Pegboard Hook Assortment 
removable. No. G0587 
Overall Overall > CHOOSE: Pkg. Item Overall Overall > CHOOSE: Item Pkg. 
Description Height Width Color Qty. No. Description Height Width Color No. Qty. 
Square-Hole Pegboards Round-Hole Peghoards 
94" 94" ave ae We 9 G0589 Hardwood Pegboard Panel 24" 48" Brown 6YE32. 2 
an, Gray, White 24" 48" White 2MRV2 2 
Steel Pegboard Panel rere a Blue, Red, Yellow, ; Oct Polypropylene Pegboard Panel 54 49" White oMRV3. 4 
: Tan, Gray, White 48" 24" Brown 6YB75_—s 1 
Square-Hole Peg Hooks and Accessories Hardwood Pegboard 48" 48" Brown 6YB76 ‘1 
Single Rod Pegboard Hooks . Swing Panel 79) 18" Broun 6YB77. 1 
30° x 4'H Bend, 1°D Silver 9 G0525 Round-Hole Peg Hooks and Accessories 
30° x %'H Bend, 1'D Silver o G0527 Single Rod Pegboard Hooks 
30° x 4'H Bend, 3°D Black, Silver 9 G0531 30° x 4'H Bend, 4"D Silver, Black G0564_ 10 
30° x %'H Bend, 4'D Black, Silver 5 G0532 30° x 4'H Bend, 2"D Silver 5TPC9 ~=—-10 
30° x 4'H Bend, 8'"D Black, Silver 5 G0534 30° x 4H Bend, 214'D Black 5TPGO 10 
90° x %'H Bend, 1'D Black, Silver 5 G0528 30° x %4'H Bend, 6"D Silver, Black G0565 10 
90° x %'H Bend, 2'D Black, Silver 5 G0529 30° x 4'H Bend, 8"D Silver, Black G0567 5 
90° x %'H Bend, 6'D Black, Silver .) G0533 30° x 1"H Bend, 114'D Black 5TPF9 ‘10 
Straight, 1%'D Silver 9 G0526 90° x 4'H Bend, 11%'D Silver, Black GO560 10 
Straight, 3'D Silver ) G0530 90° x %'H Bend, 234"D Silver, Black G0563 10 
Double Rod Pegboard Hooks 90° x %'H Bend, 6"D Silver, Black G0O566 10 
30° x 4'H Bend, 1'D Black 9 G0535 Double Rod Peghoard Hooks 
30° x %2'H Bend, 2'D Black, Silver 5 __G0537 80° x %4'H Bend, 2'%e'D Silver, Black GO568 10 
30° x 4H Bend, 3'D Silver o G0538 80° x %4'H Bend, 5%'D Silver, Black GO569 10 
80° x 3%4"H Bend, 534"D Black, Silver 5 G0541 80° x 34°H Bend, 814'D Silver, Black G0570 5 
90° x 34'H Bend, 1'D Silver 9 G0536 Curved Pegboard Hooks 
90° x 3%4'H Bend, 3'D Black 5 G0539 2"W Inside Silver, Black GO579 ~=10 
90° x %4'H Bend, 4D Black, Silver 3 G0540 Double Closed Pegboard Hooks 
Curved Pegboard Hooks 5'D, 2%'W Inside Silver, Black GO582.— 5 
2"W Inside Silver 9 G0S51 8°D, 2%'W Inside Silver, Black G0583_ 5 
3542'W Inside Silver 3 G0552 Extended Spring Clips 
Double Closed Pegboard Hooks Ao' — %e' Hold Range Black G0572 10 
9D, 274'W Inside Black, Silver 9 G0554 94° — 19/2" Hold Range Silver, Black G0573 10 
8'D, 234'W Inside Black, Silver 3 G0555 Pliers/Wrench Tool Holders 
Extended Spring Clips 1546'D Silver, Black G0571 10 
Ys" — Yo" Hold Range Black, Silver ) G0543 Single Ring Tool Holders 
¥4" — 14" Hold Range Black, Silver 3] G0544 ¥4" Inside Width Silver, Black G0577_ ~—s 10 
11%" - 254" Hold Range Black, Silver 3 G0542 Double Ring Tool Holders 
Pliers/Wrench Tool Holders Ya" Inside Width Silver, Black G0578 10 
1¥'D Black, Silver .) G0553 Multi-Prong Tool Holders 
Single Ring Tool Holders 11349"D Silver, Black G0584 5 
4" Inside Width Silver 9 G0548 Multi-Ring Tool Holders 
1%" Inside Width Black, Silver 5 G0550 1%'D Silver, Black G0585 2 
Multi-Prong Tool Holders Pegboard Hook Assortment Kits 
11%2'D Silver 1 G0556 12 Rods and Clips Silver/Yellow, Black Go5ss 
Pegboard Hook Assortment Kits 26 Hooks and Bins Silver/Yellow, Black GO586—s 1 
46 Assorted Hooks Black, Silver 1 G0558 95 Assorted Pieces Silver/Yellow, Black GO587_— 
63 Assorted Hooks Black, Silver 1 G0559 Spray Can Holders 
Steel Shelf 2%'D Silver, Black G0574 = 5 
18"W x 6%'D, 100 Ib. Load Cap. Gray 1 6YE21 Standard Spring Clips 
Spray Can Holders YA" — %o" Hold Range Silver, Black GO575 10 
1-2" Hold Range _ Silver 9 G0547 Ae’ — 7%" Hold Range Silver, Black G0576 10 
Standard Spring Clips 134" Inside Width Silver, Black GO0581 5 
Ya" - Ya" Hold Range Silver n) G0545 Bin Mounting Clip 
¥4" — 1 Ya" Hold Range Black, Silver 5 G0546 Bright Zinc Finish Silver 5TPF4 5) 
Bin Mounting Clip Round-Hole Pegboard Bin Kits and Shelf Tray 
Bright Zinc Finish Silver ° 6YE26 Bin Kits 
Yellow, 3°H x 4%'W x 5%'D Yellow 5TPP2 24 
Yellow, 3°H x 4%'W x 734'D Yellow 5TPP3 24 
Yellow, 5"H x 11"W x 10%'D Yellow 5TPP4 6 
Shelf Tray 
12'D x 6'W Blue 6YB63_—s 1 
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SHOP FURNITURE Scan. Order. Done. 
Pegboards Details on page Al. 












No. 38P115 
(Bins and other 
accessories sold 
separately.) 





No. 
35YR18 


4 
TRITON. 


PRODUCTS 


XtraWall® Swinging Pegboard Panels 


= Hold a large amount of tools and parts 
= Mount multiple panels side-by-side for easy access 


= Designed to pivot at the wall mounting TRESTON 


Swing panels increase usable storage with 2-sided accessibility. Each Hardwood 
unit comes with /4" perforated and tempered pegboard that attaches to a Perfo-Stor’” Tool Storage System 
heavy-duty powder-coated steel frame system. No. 38P190 uses %4" durable 5479-66. tok ool etoraaeGl 2 1edtEol fiber snace 
polypropylene pegboard for heavy power and hand tools or large items. Steel Fach a: I hold ' es b rm P 
pivot wall brackets mount to cement block or wood stud walls. Include wall Beet arsine 

= Add up to 10 panels for more storage 


mounting bracket and hardware. Assembly required. 
Keeps tools organized and accessible. Freestanding system stands firmly on 





: ae Tou ane Deatt neecaleWliath Las Color Ae its own. Durable steel construction with blue pegboard panels. Adjust distance 
Hardwood between panels—caster on lower edge make them easy to move. Additional 

275 Ib. 16 sq. ft. 48" 24" 1 Brown 38P115 

575 1b ‘LER 18° om 9 Brown 3BP116 Panels include pull handle, hanging hardware, and caster. 

475 |b. 32 Sq. ft. 48" 48" 1 Brown 38P117 Overall Overall Item 

975 Ib. 48 sq. ft. (2° 48" 1 White 38P118 Description Height Overall Width Depth No. 
Polypropylene 4-Panel Storage System 835%" 40%" 40%" 35YR18 — 

575 |b. 48 sq. ft. 72: 48" 1 White 38P190 Additional Panel 77% 37% yy" 35YR19 


Est. 1922 
Pegboard and Bin Storage Trucks 


= Overall height: 57" 

= 1'4" angle iron frame 

= 2000 Ib. total capacity 

= Shipped fully assembled 

' Transport and organize small parts and tools. Various configura- 
tions are available with 16-ga. louvered panels and/or 16-ga. 
steel pegboard on both sides, opposite sides, or paired on each 
side. All units have a 12-ga. steel deck 8" above the floor with 
reinforced channels underneath; 1%" lip on deck keeps parts 
from falling off. 6" x 2" phenolic casters; 2 rigid and 2 swivel 
with side brakes. Durable gray powder-coat finish. Pegboard 
holes are punched on 1" centers and accommodate standard 
peg hooks (sold separately; see page 1329). Louvered panels 
accommodate bins (sold separately, see page 1329). 





No. 5RXD1 
(Bins Sold Separately.) 





Item 

Description No. 
Louvered Panel Both Sides SRXD1 
Round Hole Pegboard Both Sides SRXD2 _ 
Louvered Panel/Round Hole Pegboard on Opposite Sides ORXD3 _ 
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SHOP FURNITURE 
Pegboards 
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PRODUCTS 


Pegboards 


Heavy-duty, scratch-resistant, and epoxy-coated steel pegboard with square 
holes is ideal for use in clean room, factory floor production, maintenance, 
repair areas, and garages. Industrial-strength hooks create a very reliable 
pegboard system. Storage requirements for power tools, and even large and 
odd shaped tools are easily met using steel pegboards. Kits include assorted 
tool holder, hook, and/or bin accessories for immediate setup. For full list of 
kit contents, see Grainger.com®. 


Overall Overall Item Overall Overall Item 
Width Height Color No. Width Height Color No. 
Pegboard Panel Kits Pegboard Strip Kits 
Black 49WL36 48" Avs! Silver 49WL46 
18" 36" Blue 49WL35 White 49WL47 


Silver 45MX05 3415" Q' Silver 49WL52 
Blue 49WL38 White 52YP01 
24" Tan 49WL40 36" AV" Silver 49WL48 
White 49WL39 White 49WL49 
24" Blue 49WL42 Pegboard Panels | 
49 V9" Red 49WL43 18" 36" Silver 45MX04 
Silver 45MX22 D4" 24" White 36RE11 
White 49WL41 42V2" Silver 45MX21 
Item 
Description No. 

Accessories 
Shelf, 18"W x 6%'"D 45MX17 
90° Single Rod Pegboard Hook, 94"H x 6%2"D 45MX11 
30° Single Rod Pegboard Hook, /"H x 1%"D 45MX09 
30° Single Rod Pegboard Hook, 1%"H x 3%2"D 45MX10 
90° Double Rod Pegboard Hook, 94"H x 4%"D 45MX12 
Curved Pegboard Hook, 3"D 45MX16 
Extended Spring Clip, 2D 45MX14 
Extended Spring Clip, ”"D 45MX13 
Extended Spring Clip, 1%4"D 45MX15 
Bin Mounting Clip, 2%6'H x %"D 45MX20 
Multi-Ring Tool Holder, 17'D 45MX19 
30° Multi-Prong Tool Holder, %8"H x 11%2"D 45MX18 
Mounting Hardware 45MX08 








Y%" Round and 1" 
Slotted Metallic 
Pegboard 
(Hooks not 
included) 





KI Ie ee 


No. GO365 





Wall Control® Systems was CONTROL 


Pegboards—Versatile pegboards accommodate multiple variations of commer- 
cial-grade hooks, brackets, shelves, and magnetic accessories. Easy-to-install 
toolboards feature a pre-formed framed flange to space panel off of a wall, 
workbench, tool cart, stud, or any other vertical surface so no additional space is 
required and no peg hole must be used for mounting. 20-ga. steel construction 
is fire-, rust-, and corrosion-resistant. 


Toolboard Hook Kits and Workstations—Hooks, brackets, and shelves 
provide secure tool storage on slotted Wall Control® pegboards. All hooks are 
made from 14-ga. steel with a durable baked-on finish. 


Load > CHOOSE: Item 
Rating H W Color No. 
Yq" Round and 1" Slotted Toolboard Pack Pegboard 
600 Ib. 32" : , ; G0361 
+900 Ib 30" 96" Silver, Blue, White, Gray, Black, Red G0362 
CHOOSE: | Item 
Description Includes Color No. 


Slotted Toolboard Hook Kits 
(6) Standard Slotted Toolboard Hooks, %4” Reach (2) 
Medium Slotted Toolboard Hooks, 1%” Reach (2) Medium 
13-pe. 90 Degree Toolboard Hooks (1) Slotted Toolboard G0363 
U-Hooks, 3” Reach (1) Slotted Toolboard C-Brackets, 
1” x 1” (1) Slotted Toolboard C-Brackets, 2” x 2" 
(10) Standard Slotted Toolboard Hooks, 4” Reach 
(4) Medium Slotted Toolboard Hooks, 1%” Reach 
26-pC. 4) Medium 90 Degree Toolboard Hooks (2) Slotted G0364 
oolboard U-Hooks, 3” Reach (2) Slotted Toolboard 
C-Brackets, 1” x 1” (2) Slotted Toolboard C-Brackets, 2” 
Toolboard Accessory Kits 
(12) Standard Slotted Toolboard Hooks, 34” Reach 
"b Medium Slotted Toolboard Hooks, 1%” Reach 
(3) Plastic Bins and Bin Hanger (2) Slotted Toolboard Black, Red | G0365 
C-Brackets, 1” x 1” (1) Slotted Toolboard C-Brackets, 
2” x 2” (1) Slotted Toolboard U-Hooks, 3” Reach 


Black, Red 


Workstation 
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SHOP FURNITURE Scan. Order. Done. 
Storage Hooks Details on page Al. 
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PRODUCTS 


Magnetic Socket and Tool Holders 


Magnetic Socket Holder Strips—Designed to fit shallow or deep, standard or 
metric sockets. Allows quick, 1-handed release. Resists grease, oil, and chemi- 
cals. High-impact plastic base. 


Universal Magnetic Tool Holder—Designed to hold wrenches, screwdrivers, 
pliers, and other hand tools. Resists grease, oil, chemicals, and rust. 


Magnetic Tool Storage Power Mats—Made of a high-impact, flexible rubber 
magnetic grid. Designed to customize any tool box or vertical storage space. 


Magnetic Socket Caddies—include 28 interchangeable Power Pegs in 3 drive 
sizes. 


SSSIsVe CSIs 


PPDPIIDDIDIS 


Power Peg Socket Posts—Interchangeable steel posts for Socket Strips, 
Socket Caddy, and Power Mat. 


Magnetic Pegboard Mag Mount—WMagnetic tool storage solution for 1%" or 
Ye" pegboard. Removable and reusable. 








Item Pkg. 
Description No. Oty. 
Magnetic Socket Holder Strips 
10 Fixed 14" Power Pegs 2RNK9 1 
10 Fixed %" Power Pegs 2RNL1 1 
10 Fixed 1%" Power Pegs 2RNL2 1 
10 Interchangeable 14" Power Pegs 2RNL3 1 
10 Interchangeable %" Power Pegs 2RNL4 1 
10 Interchangeable 12" Power Pegs 2RNL5 1 
Universal Magnetic Tool Holder 
Universal Magnetic Tool Holder 2RNN8 1 
Magnetic Tool Storage Power Mats 
2-Panel, No Pegs 2RNL9 1 
3-Panel, No Pegs 2RNN1 1 
3-Panel w/84 Assorted Power Pegs 2RNN2 1 
Magnetic Socket Caddies 
No. 28 Interchangeable 14" Power Pegs 2RNL6 1 
2RNN8 28 Interchangeable %" Power Pegs 2RNL7 1 
28 Interchangeable 2" Power Pegs 2RNL8 1 
Power Peg Socket Posts 
Y4" Drive Size 2RNN3 10 
3" Drive Size 2RNN4 10 
Yo" Drive Size 2RNN5S 10 
Magnetic Pegboard Mag Mounts 
1%" Diameter 2RNN6 3 
1%" Diameter 2RNN7 4) 





Slat Wall 
Loop Hook Slat Wall Utility Hook 
Slat Wall Slat Wall J Hook 
GRAY WHITE TAN 
Overall Overall Overall Pkg. Item Item Item 
Description Width Height Depth Qty. No. No. No. 
Slat Wall Storage Slat Wall 4g 12) ~~~ | 4FERS | SAZA7 | __5AZA8 
Slat Walls Starter Kits 96" 12" Ya 1 5AZA6 5AZA4 5AZA5 
SLAT WALL _ Overall Overall Overall Load Item Pkg. 
Features lightweight resin panel. Tongue-and-groove design allows P Description Width _ Height Depth Capacity No. Oty. 
: : : wat ccessories 
seamless installation with no visible brackets or SCrews. Add hooks Double Closed clarwall Hook WA 35% ov" 50 Ib 4FEPA G 
and wire baskets (available separately) that are easily repositioned to Slatwall J-Hook 27h 7A ia 40 |b. 1FEP6 6 
customize wall storage. 27h AY 8%" 90 Ib. 1FEPS 6 
g Slatwall Double Hook yA ae ae 30 1b, +FEP7 5 
SLAT WALL STARTER KITS Slatwall Utility Hook 27," 5 v5" by," 30 Ib. TYAN2 6 
ae , 8' 7¥s' iz 40 Ib. 2XJF9 4 
Provide different levels and types of storage accessories for all Wire Storage Basket 19" 73; 19" 60 Ib. OXIG1 A 
Suncast wall-mounted slat wall panels. Include 4 slat wall pieces, 4 J 24" 2" 12 60 Ib. 2XJG2 6 
molding pieces, 100 drywall screws, one 24" tool bar, two 4" double Item 
hooks, one 8" double hook, one 4" loop hook, one 6" J hook, one 8" tneludes Ale 
ooks, one ouble hook, one 4" loop hook, one ook, one Accessory Assortments 


loop hook, one 8" x 12" basket, one 12" x 24" basket, 3 notch hooks, —(1) 24" Tool Bar, (2) 4" Double Hooks, (1) 8" Double Hook, (1) 4" Loop Hook, (1) 6" J Hook, (1) 8" SAZA0 
three 1" hooks. and six 4" hooks Loop Hook, (1) 8" x 12" Basket, (1) 12" x 24" Basket, 3 Notch Hooks, (3) 1" Hooks and (6) 4" Hooks 
(1) 14" x 24" Shelf, (1) 24" Tool Bar, (1) 4" Loop Hook, (2) 8" Loop Hooks, (3) 4" Double 
ACCESSORIES Hooks, (2) 8" Double Hooks, (1) 6" J Hook, (1) 8" x 12" Basket, (1) 12" x 18" Basket, 5AZA1 
(1) 12" x 24" Basket, 1 Shoe Rack, 3 Notch Hooks, (3) 1" Hooks, (6) 4" Hooks, ( 
1 Tilt Bin Storage with 6 Bins, 1 Tilt Bin Storage with 9 Bins, 1 Paper Towel Holder, (1) 


Slat Wall Hooks—Powder-coated finish with a rubberized coating. 13" Magnetic Tool Holder, 1 Screwdriver Rack, (1) 8" x 12" Basket and (3) 4" Hooks SAZA2 
. (1) 14" x 48" Shelf, (1) 14" x 24° Shelf, (2) 24° Tool Bars, (4) 4” Double Hooks, (2) 6" J 
Wire Storage Baskets—Durable wire baskets are tapered for easy = Hooks, (1) 4" Loop Hook, (2) 8" Loop Hooks, (3) 8" Double Hooks, (2) 8" x 12" Baskets, 5AZA3 
access. Black powder-coated finish. (1) 12" x 18" Basket, (1) 12" x 24" Basket, 2 Shoe Racks, 3 Notch Hooks, (6) 
1332 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° SHOP FURNITURE 
Find the yw. Find Solutions. Find Great Prices. Task Chairs 








No. 
48RH33 





CBEVCO 


Ergonomic Task Chairs With Glides 


= Weight capacity: 300 Ib. Nos. E8558 and E8810 offer superior ergonomic industrial 
= 360° swivel seating for tough workplace environments. Have fully 
= Waterfall edge seat adjustable back and sturdy five-leg black nylon base with 


= Pneumatic height adjustment mushroom glides. 


= Meet ANSI/BIFMA Standards Polyurethane Seat Material units feature a 1%"-thick seat 


and ventilated ribs for lasting comfort and support. 











Seat Height Seat Seat Back Back > CHOOSE: Item 
Range Width Depth Width Height Footring Back Color No. 
Fabric Seat 
16"to21" 18 18" 16" ~ 15" No Black, Blue, Gray G8859 
iz. i@ i. 16. 10° No Black, Gray | E8558 
16"to21" 20" 18 17%" 19" No Black, Gray | E0252 
Oo ir iio 10 Yes Gray F1977 
oo a7 te" 40" Yes Black, Blue F1977 © 
53° to 33" 18° = =«18" = 16" — 15" Yes Black, Blue, Gray; G6691 
18" 17" —s- 16" _~—_—«*10" Yes Black, Gray E8810 
18" 17" +16" ~~ 10" Yes Black QRV23 t 
ie i i¢ 10° Yes Gray 8AJD6 + 
Polyurethane Seat & 
18%" 17" 16%" 12%" No Black QHPE8 
15"to20" 18%" 17° 16%" 12%" No Black 8XAV2 + | . : 
a ee ais No Black BDJL8 CBEVCO ShopSol 
18%" 17" 16%" 121%" Yes Black 1RL22 
21"to31" 18%" 17" 164" 12%" Yes Black 4FE66 t+ 
19%" 1775 1516" 147 Yes Black anto2 + | 9COOter Stool and Tool Trolleys 
tot i 47. 7 12 Yes Black 9KJ58 
91'to3t 19%" 17% 15%" 14%" Yes Black BAL73 = Meet ANSI/BIFMA Standards 
18%" 17 16" 12% Yes Black IRL23 No. 48RH33 has an adjustable tray. 
24" to 29" 18%" 17" 16%" 121%" Yes Black 1RL24 + 
18%" 17" 16%" 12%" Yes Black 38XX88 *t Bont | moat Height on an an 
Vinyl aterla ange is : 
Moo 18" 17" +16" ~—‘10" No Black 8AG88 Round Stools ; = 
16'to 21" 20" 18° 17%" 19" No Black 8PKFO Polyurethane 1972 to 20% 14 -dia. 300 Ib. Bevco 3LLW1 
: ; ; ; Polyurethane 16" to 20 14'-dia. 300 lb. — Bevco 8PJ77 
"to 337 18 17 16" 10 Yes Black 81710 Polyurethane 20"to27"  14™dia.  3001b.Bevco  SLLW2 
ee Se" Sage age 16" — 10" Yes Black BAJD5 {| ryashChals : : 
* Adjustable arms. + Tilting back. Polyurethane 23' to 33" 17%'"Wx17'D_ 300lb. Shopsol 48RH33 
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SHOP FURNITURE 
Task Chairs 


Scan. Order. Done. 
Details on page A1. 









No. G6692 


No. 36P746 


CBevco YW cramer 
Ergonomic Task Chairs with Casters 


Cramer—Polyurethane seat mate- 
rial models feature durable molded 
polyurethane seats and backs 
providing resistance to chemical and 
physical damage while remaining 
easy to clean. The functional utility 
supports a wide range of applica- 
tions in intense environments. 

= Weight capacity: 350 Ib. 

= Molded seats with waterfall edge 
= Meet ANSI/BIFMA Standards 


Bevco®—Feature a pneumatic seat 
height adjustment with a 5-star 
reinforced black nylon base and 
2°/,"-thick upholstered waterfall 
seat. Bumper-guard trim on back 
and seat provide additional protec- 
tion and durability. 

= Weight capacity: 300 Ib. 

= 360° swivel 

= Meet ANSI/BIFMA Standards 





Class 1000 w/ Glides 
No. 53YJ66 
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Class 1000 w/ Glides 
No. 53YJ63 







Class 10 w/ Glides 
No. 36R260 


Find even MORE on Grainger.com® 





No. G6682 


= Weight capacity: 300 Ib. 
= Meet ANSI/BIFMA Standards 


Nominal Seat Size Back Size 
Seat Height > CHOOSE: Item 
Range | Width Depth| Width Height Color Caster Type Brand No. 
Fabric Seat Material 
17" to 22" 18°18" 16" 15" _ Black, Blue, Gray —_ Hard Floor Bevco G6692° 
| 18" 18" 16" 15" Blue, Black Carpet Bevco E1590 
19"to 22" | 26" 22" | 22" 22" Black Carpet Bevco 36P746 
D4" to 34" | 18" 18" 16" 15" Black, Blue, Gray —_— Hard Floor Bevco G8860 
18" 18° 16" 15" Black, Blue, Gray Carpet Bevco E1593 
Polyurethane Seat Material 
16"to 21" | 18" Le ie 12" Black Carpet Bevco ONKY4 
99'to 32” 18 17 | 112" Black Hard Floor __Beveo __ 8DJMO_ 
18°17" | 17 12" Black Carpet Bevco 9LAG4 
24" to 34" | 19%" 19%" | 17%" 15" Blue Multisurface Cramer, Inc. G6682 
(BEVCO 
Cleanroom Task Chairs 


Class 1000 cleanroom stools are ideal for effective 
contamination control. Feature vinyl-covered 2'1/"- 
thick cushions, pneumatic seat height adjustment, 
360° swivel, adjustable back with lumbar support, 
and sturdy 5-legged base with mushroom glides. 


Seat Height Seat Seat Item 


Material Range Width Depth Color No. 
Cleanroom Task Chairs w/Glides 
Class 1000 (ISO 6) 
19%" to 24%" 20" 17’ Blue 53YJ61 
15%" to 204%" 20" 17° Blue 53YJ59 + 
Vinyl 1572" to 20%" 20" 17 Blue 53YJ57 
(Antibacterial) 22" to 32 20 17" ‘Blue 53YJ66 


22 to 32" 20" 17" Blue 53YJ62 + 
24%" to 29%" 20° 17’ Blue 53YJ68 — 
24%" to 29%" 20° 17’ Blue 53YJ63 +— 
Class 10 (ISO 4) 

15"to20" 18%" 17' Black 36R224 
19" to 26%" 18%" 17" Black 36R250 
21"to31" 18%" 17" Black 36R259 
21"to31" 18%" 17" Blue 36R260 
ESD/Cleanroom Task Chairs w/Glides 
Class 1000 (ISO 6) 
Vinyl 22' to 32" 20" 17’ Blue 53YJ67 
(Antibacterial) 24%"to 29%" 20" 17" Blue 53YJ69 
Nylon Tread 


Polyurethane 


Friction-Ring Stem Caster Kit for Furniture 1RL26 * 
& Office Equipment, Pkg. of 5 1RL21 Tf 
Accessories 

ESD/Cleanroom Stool Footring, 18"-dia. 415Y50 


* For use with chrome tubular steel bases. ¢ For use with 
5-star base. ¢ Feature seats that tilt forward and backward 6°; 
backs tilt forward 11°, backward 15°. 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SHOP FURNITURE 
Task Chairs & Stools 








No. SWNCO 





No No. No. 


8TRV5 5NWH3 44N715 


National — ; 

* regry craincer cube a CBEVCO BISSFIP 

APPROVED 2°" N SAFCO sates Lan 
Round and Square Seat Stools 


Seat Height Weight Item 
Seat Material Range Cap. Color Brand No. 
Round Stools 
Steel 2712" 300 Ib. Black Traxion 3KYP7 
18" 300 Ib. Gray NPS 8TRV5 
24" 250 Ib. Gray GA 44N706 
Hardboard 30" 250 Ib. Gray GA 44N707 
30" 300 Ib. Gray NPS 9AE90 
25' 10.33 300 Ib. Gray NPS 3LLV9 
18" 300 Ib. Black NPS 20HW54 
24" 300 Ib. Gray NPS 9RZR7 
Masonite Board 24" 300 Ib. Black NPS 20HW55 
19" to 27' 300 Ib. Black NPS 20HW56 
20 1030. 300 Ib. Black NPS 20HW57 
Vinyl 16° to 21° 250 Ib. Black Safco 49H933 
24" 300 Ib. Gray NPS 9HZA2 
w/Backrest 
18" to 27' 250 Ib. Black GA 5NWH3 
Hardboard 24"to 33" 250 Ib. Black GA 5NWH5 
Padded 24" to 28" 250 Ib. Black GA 5NWH8 
24' to 33° 250 Ib. Black GA 5NWH4 
19" to 27' 300 Ib. Gray NPS 8ZDK3 
24" to 28" 300 Ib. Gray NPS 9CU75 
Vinyl 25 130 300 Ib. Gray NPS 9F713 
30" 300 Ib. Gray NPS 8CV34 
31" to 39" 300 Ib. Gray NPS 8CV35 
Square Stools 
w/Backrest 
18" to 26' 250 Ib. Natural Wood GA 5NWH6 
Natural Plywood 24"to 32" 250|b. Natural Wood GA 5NWH7 
Padded 27%' to 31%' 250 Ib. Gray GA 44N715 
Vinyl 24" to 31" 300 Ib. Black Bevco 9CU59 
Footrests, Steel with Rubber Matting 
14 '"W x 13'H x 13'D Bio Fit 8WNC1 
22 V4'W x 13H x 13'D Bio Fit 8WNCO 





“a 
No. 6XJZ8 


National 
CBEVCO Seating 
Sit and Stand Stools 


Help reduce leg strain caused by standing for extended periods, without limiting 
reach or restricting movement. 


Seat Seat Seat Size Weight ltem 
Material Height Width Depth Cap. Brand No. 
With Backrest 
20" to 30" 14" 14" 300 Ib. Bevco 8LK69 
Polyurethane —5or 49 39" 1 ry 300 Ib. Bevco. 4FE65 
erawinldad 18” 16%" 161%" 300 Ib. NPS 6XJZ9 
Plastic 22” 16%" 164" 300 Ib. NPS 6XKAO0 
24” 16%" 164" 300 Ib. NPS 6XKA1 
Without Backrest 
Biowimnolded 18" 16%" 164" 300 Ib. NPS 6XJZ6 
Plastic 22° 16%" 164" 300 Ib. NPS 6XJZ7 
24" 16%" 16/4" 300 Ib. NPS 6XJZ8 


Sign in to Grainger.com® to see YOUR Pricing and MORE 






No. 
45HL44 





CBEVCO 


Pneumatic Stools 


= Dual-wheel casters 
= Polyurethane seat 


Overall Seat Weight Item 

Seat Height Range Height Width Cap. Base Material Color No. 
16" to 21" 21" 14" 300 Ib. Nylon Black 3LLW3 
18¥2" to 222" 22V2" 14%" 300 Ib. Nylon Gray 45HL47 
19¥2" to 27" 2/" 14" 300 Ib. Nylon Black 3LLW4 
20" to 27%" 21" 144," 300 Ib. — Polished Aluminum Gray 45HL51 
21" to 28%" 2812" 14," 300 Ib. Nylon Black 45HL44 
23" to 33" Jo" 15 300 Ib. Nylon Black 36P848 






No. 
29WT86 





BEVCO 
ESD Task Chairs 


= Weight capacity: 300 Ib. 
= Meet ANSI/BIFMA standards 


Seat Height Seat Seat Base Item 
Material Range Width Depth Material Color No. 
With Glides 
15%" to 21" 20" 18" Aluminum Navy 29W187 
16" to 21" 18" 18" Black Nylon Navy 29WT83 
19" to 26%" 20" 18" Aluminum Navy 29WT89 
Fabric 19" to 26%" 20" 18" Aluminum Black 29WT90 
21%" to31%" = 20" 18" Aluminum Navy 29WT91 
214%'to31%' —-20" 18" Aluminum Black 29WT92 
2a 10 do. 18" 18" Black Nylon Navy 29WT85 
Polyurethane 20%"to30%" 18%" ay: Aluminum Black 36R305 * 
VinvI 20" to 2714" 20" 13 Aluminum Royal Blue 8CG55 
' Antibacterial) 22' to 29%" 20" 18" Aluminum Black 9AAH9 
23 1030. 20" 18" Aluminum Black 9F061 
With Casters 
PabiiG 17" to 22" 18" 18" Black Nylon Navy 29184 
24" to 34" 18" 18" Black Nylon Navy 29WT86 
Backless Stool w/Glides 
Vinyl 18%" to 26" 16" ie" shed = Blue. = 8YUBA 
Accessories 
ESD Hard Floor Casters, Pkg. of 5 4GJN1 
ESD Adjustable Arm Kit - Doral & Integra Series, Black 4GJN2 
ESD Stool Plastic Glide, Pkg. of 5 415Y52 
* Meets CAL 117 standards 





OFFICE FURNITURE 
Chairmats & Chairs 


scan. Order. Done. |=: 
Details on page A1. aS 





AbilityOne. ¥* 


GRAINGER 
APPROVED 
Chairmats 
Traditional Lip Rectan aulat Workstation Durable mats save your carpet 
ECONOMAT® SUPERMAT™ SUPERMAT™ or hard floor from ea wear 
CARPET UP TO ECONOMAT® CARPET UP TO CARPET UP TO and tear. EconoMat® is an occa- 
Item Item Item Item : 

Shape Overall Dim. No. No. No. No. carpet that provides a great 
Traditional Lip 36" x 48" 29PL62 _— _ 29PL65 value while offering economi- 
Traditional Lip Ab x53" 29PL63 5WYC6 — 29PL66 T™M + 
Rectangular 46" x 60" 29PL64 29PL74 = = Cal performance. Supermat IS 
Rectangular 36" x 48" = 29PL76 29PL75 — medium-weight and for frequent 
Workstation 66" W x 60" L — — — 29PL68 


use on medium-pile carpet. 







No. 19TX38 


























No. 36FJ99 
ad Poet 
= 4 vi \ iz E R A. 
Big and Tall Leather Chair ees 
Nominal Seat Back Seat Back Seat Weight Item 
Height Range Color Color Material Material Cap. No. sie 
Fixed Arms GRAINGER = ie 
19"to 22" Black Black SoftLeather SoftLeather 450 lb. —-38EG83 OT AY sppROVED it. eeu 
No. 452R25 
Mesh-Back Desk Chairs 
Nominal 
Seat Height Back Seat Back Seat Weight Item 
Range Color Color Material Material Cap. Brand No. 
Adjustable Arms 
17" to 20" Black Black Mesh Fabric 300 Ib. Balt 15Y336 
18" to 21" Black Black Mesh Mesh 275 Ib. GA 36FJ99 
18" to 21" Black Black Mesh Mesh 300 Ib. Balt 49UF42 
18" to 22" Coal Coal Mesh Fabric 250 lb. Office Star 19TX38 
19" to 23" Black Black Mesh Leather 275 Ib. GA 452R25 
No. 
6GNN4 152275 36FKO1 
No. 452R31 No. 36FKO2 
No. 6GNN8 No. 6GNN9 
r Hy G INGER OFFICE STAR ° No. 152366 
Executive Chairs * eye PRODUCTS = rorrice STAR° GRAINGER 
ona Desk Chairs PRODUCTS APPROVED 
omina 
Seat Height Back Seat Back Seat Weight Item Nominal 
Range Color Color Material Material Cap. Brand No. Seat 
Fixed Arms sat et a san ) won | ‘oe Baca ie 
; , Leather/ ange olor olor ateria ateria ap. ran 0. 
18" to 22 Black Black Leather Polyurethane 275 Ib: GA 6GNN4 2-Way Adjustable Arms 
19" to 21" Black Black EcoLeather EcoLeather 250lb. Office Star 152275 15"to 20". ~— Black Black Fabric Fabric 250 lb. Office Star 152366 
19" to 22" Black Black Leather Leather 210; GA 36FKO01 Fixed Arms 
IO" to: 22" Black Black Leather Leather 400 Ib. GA 452R31 18" to 22" _—_— Black Black Polyester Fabric 275 Ib. GA 6GNN8 
19" to 22" Black Black Vinyl Vinyl 400 Ib. GA 36FK02 19"to 22" ~— Black Black Vinyl Vinyl 400 Ib. GA 6GNN9 
1336 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 











Conference Table, 





Mahogany 
No. 12U542 
L-Shape Desk 
REGENCY spas Prot n are Fax/Printer Stand, 
= = Mahogany 
Office and Conference Room Furniture No. 127566 


Work surfaces feature a melamine finish that 








Mahogany 


elegant appearance. Pedestal comes with 1 





Lateral File, 


OFFICE FURNITURE 
Office & Conference Room Furniture 


Office Desk, 


Cherry 
No. 12T505 





Conference Table 
Power/Data Port 


















resists scratches and stains. Meet ANSI/BIFMA utility drawer and 1 file drawer, while the hutch Mahogany 
standards, except Nos. 12U550, 12U551, has a decorative rail under the top and 2 doors. No. 12T572 
eevee open leno Legacy Series—Modern design is ee ee 
. ; ey ; . Item Item 
Prestige+ and Flare Series—Drawers have —_ constructed with 1"-thick melamine laminate Description L W H No. No. 
ball-bearing slides for quiet and smooth opera- _ with matching 3mm PVC edges. All drawers ft 35" 29" | 120526 | 120527 
tion. Prestige+ Series features durable 1"-thick and doors feature ergonomically designed an a a ee eines 
work surface with melamine finish and 2.5mm ___ pulls and include interchangeable locks. File 12 ft. 52" 29" | 12U535 | 12U536 
PVC edge, a modesty panel, and classic mold- — drawers have a 150-Ib. weight capacity with Conference Table, 14 ft 52" 29" | 31XK16 | 31XK17 
ings. Each pedestal has 2 utility drawers and 1 _ full extension, 3-step suspension slides, and paces 16, 3 ese | 
ngs. pe nly XtENSION, P Suspens! 18 ft. 52° 29° | 81XK18 | 31XK19 
file drawer with letter/legal filing system. Flare hanging rails for letter/legal filing. 20ft. 52" 29" | 12U541 | 12U542 
3/," 22ft. 52° 29" | 31XK20 | 31XK21 
Series oe with a 7% decorative rall under Conference Tables—Race track tables have 24ft. 52" 29" | 12U544 | 12U545 
the top and silver decorative moldings for an 2"-thick tops and feature power/data ports. Conference Table, Round —  Ae'dia. 29" | 12U520 | 12U521 
Conference Table Extension 48° 92" = 29" | 12U547 | 12U548 
BESTAR, BESTAR, 
TUSCANY BESTAR, BORDEAUX/ REGENCY, REGENCY, 
BROWN BORDEAUX — GRAPHITE CHERRY MAHOGANY 
Overall Item Item Item Item Item 
Description Series W H No. No. No. No. No. 
Office Desks 
; Embassy 7398" 30%" 66" 15X427 _ _— — — 
L-Shape Office Desk, (1) Full Pedestal Prestige + 74 Vos 30 13%;9" 691340" — 38XR02 = — — 
L-Shape Office Desk, (1) Full Pedestal, Hutch Prestige + 71 Y6a" 66136" 691%" —_— 38XP61 * — —_— —_— 
L-Shape Office Desk, (2) Full Pedestals, Hutch Prestige + ras 66%" 6294" — — 15X406 = = 
Legacy 60" 29" 77" — — — 12T492 * 127493 * 
L-Shape Office Desk, (2) Pedestal Box/File Legacy 66" 29" 77" — — — 12T498 * — 
Legacy (aig 29" 82" — _— — 127505 * 12T506 * 
Office Desk, Bow Front, (2) Pedestal Box/File Legacy 71" 29" 0 _ _ _ 12T480 * 12T481 * 
Legacy 60" 29" 30" _— — — 12T462 * 12T463  * 
Office Desk, Straight Front, (2) Pedestal Box/File Legacy 66" 29" 30" _ _ _— _— 12T469 * 
Legacy 71" 29" 35" — — — 12T474 * 127475 * 
U-Shape Office Desk, (2) Pedestal Box/File Legacy fal 29" 106" _ _ _ 12T529 * 12T530 * 
Reception Desks 
L-Shape Reception Desk, (2) Pedestal Box/File Legacy rale 42" 82" _ _ _— 12U511  * 12U512 ~* 
Credenzas 
Credenza, (2) Pedestal Box/File Legacy a 29" 24" _ _ _ 12T486 * 12T487 * 
Hutches 
Hutch, 4-Door Legacy ral 36" 19° _ _ _ 12T538 12T539 
Hutch, Open 2-Shelf Legacy 35 36" 15° — — — 12T541 127542 
Hutch w/ Lateral File Cabinet, Open 2-Shelf, File/File Legacy 36" 65" 24" — — — 12T547 * 12T548 * 
Hutch w/ Storage Cabinet, Open 2-Shelf, 2-Door Legacy 36" 65" 24" _ _ _— 127553 * 127554 * 
File Cabinets 
Combination File Cabinet, Box/Box/File/Lateral Legacy 31" 29" 24" _ _ _ 12T568 * 12T569 * 
Lateral File Cabinet, 2-Drawer, File/File Legacy 36" 29" 24" —_— — — 127571 ~* 127572 ~* 
Storage Cabinets 
Conference Room Dry Erase Cabinet, ‘ : ' 
Porcelain Covered Steel Dry Erase Legacy 47 47 5 7 7 7 12U550 12U551 
Storage Buffet, 4-Door Legacy fe 36" 24" — _ — 127556 * 127557 * 
Storage Cabinet, 2-Door Legacy 30° 29" 24" _— _ _ 12T562 * 127563 * 
Storage Cabinet, Double Stacked Legacy 36" 65" 24" _ _ _ 127550 * 127551 * 
Storage Cabinet, Stackable, 2-Door Legacy 30 oor 24" — _ —_— 12T559 * 12T560 * 
Storage Cabinet w/ Lateral File Cabinet, 2-Door, File/File Legacy 36" 65" 24" _ _ _ 127544 * 127545 * 
Wardrobe Cabinets 
Wardrobe Cabinet Legacy 14" 65" 24" _ —_— _ _ 127575 
Floor Lecterns 
Floor Lectern, w/(1) Inside Shelf, (4) Casters with 2 Locking = 24" 44" 18" — — — 12U556 12U557 
Fax/Printer Stands 
Fax/Printer Stand, 1-Drawer Legacy 21" 29" 21" _ _ _ 12T565 12T566 
* Includes locks. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1337 





OFFICE FURNITURE 
Desk & Computer Workstations 





No. 454259 


No. 454258 


No. 454255 


Executive and Pedestal Desks W) indaseres: 


Durable, laminated tops with lockable steel file drawers. For use with lateral 
filing cabinets, vertical filing cabinets, mobile pedestal filing cabinets, and book- 
cases. Meet ANSI/BIFMA standards. 


Executive Desks—lInclude locks with 2 keys each, grommet holes, pencil tray, 
and drawer divider. Desks are shipped fully assembled. 


Pedestal Desks—Include locks with 2 keys each and grommet holes. Require 
some assembly. 


Pedestal No. of Overall Overall Overall Mfr. 
Location Color Top Color Base Pedestals Width Depth Height Model Item No. 
Executive Desks 
Left and Right Mahogany Charcoal 2 60" 30" 29%" 20534 454259 
Left and Right Walnut Black 2 12. 36" 29%" 20531 454261 
Right Mahogany Charcoal 1 48" 30" 29%" 20540 454258 
Pedestal Desks 
Leftand Right Oak White 2 60" 30 29%" 20445 454255 
Left and Right Walnut Black 2 60" 30 29%" 20446 454256 
Leftand Right Gray Gray 2 60" 30 29%" 20448 454257 
Right Walnut Black 1 48" 30 29%" 20437 454262 





Radius-Edge Office Desk 
High-pressure laminate top is moisture-, scratch-, and stain-resistant and 
features 2 cord management grommets. Each pedestal has full-extension steel 
file drawers that lock, have built-in full width handles, and include dividers. 
1"-thick side panel legs have adjustable leg levelers. Ships assembled. Meets 
BIFMA standards. 
Pedestal Color _No. of 

Series Location Color Top Base Pedestals Width Depth Height 

700 Bight Medium Oak Putty 2 60° 30" 29%" 


1338 GRAINGER. 


ITT 


Overall Overall Overall Mfr. 
Model Item No. 


DP706030P0 4WYPS 













Find even MORE on Grainger.com® 






Scan. Order. Done. 
Details on page A1. 





No. 9NJ16 





No. 13F578 










No. 13F579 
— No. 9FXP6 
Computer Workstations x 
Full pedestal styles, except for No. 9FXP6. All models feature It 
lockable CPU bays, retractable keyboard shelves, and built-in 
wire management conduits. Require assembly. 
Pedestal Color Overall Overall Overall Mfr. Item 
Series __ Location ColorTop Base Width Depth Height Model No. 
Computer Workstation 
LX Right Teak Black _—48" 24" 29" 89843 9NJ16 
LX Right Teak _ Black 72: 24" 29" 89844 8UH84 
LX Right Gray Black —‘48" 24" 29" 90106 13F578 
LX Right Gray _ Black 72 24" 29" 90107 13F579 
Verne, None Gray Black 72" «-36" «25% 10.31%" 83080 9FXPE 
Cable Management Tray 
Includes (1) Tray 21%" 2" 3" 65850 13F586 
Adjustable 
Desk 
Grommet 





Flexible Desk 
Grommet 





J Style and 
Locking-Latch 
Channels 


ws 
~ 


Self-Adhesive Wall/Desk Wire Clips 


Desk Grommets, Wire 
Clips, and Channels 


Desk Grommets—Adjustable grommets open to 3 different widths. Flexible 
grommets can receive multiple wires from any direction. 


k 


MANUFACTURING ‘@R 
MASTER CASTER 


*y 





N 
ROA 


Wall/Desk Wire Clips—Direct wires around corners or angles, keeping them 
safely off the floor and out of the way. 


Channels—Block wires from view and prevent tangling. Self-adhesive backing. 
Locking-latch channels deter overstuffing; nonlocking ("J"-style) channels are 
designed for thicker cords. 


Opening Item 
Description Dia. H L W Size No. 
Desk Grommets 
Adjustable 2" 1 Ye" — — ¥ to 1" 1APP7 
Adjustable 2% i (a 4" %to1%s' 1APP8 
Adjustable 34" 1 Ye" — — 1 to 134" 1APP9 
Flexible 2¥8 1%" — —_— 244" 1APU1 
Wall/Desk Wire Clips, Pkg. of 6 
Self-Adhesive — Re 1" 1%" Sa x 14" 1APU2 
Channels 
J Style — 1%" 48" 298" 1%x'%e' —1APU3 
Locking-Latch — Yn" 48" ya" V6 x ¥" 1APU4 
Locking-Latch — ye" 48" 1" x Ze" 1APU5 
Locking-Latch —_— Re 48" 1%," Ya x 1 YA" 1APU6 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 













Rectangle 


No. 13F563 Half Round 


No. 13F568 


Flipper Series Mobile Tables xi 


Easily flip the PVC top back to nest together for space-saving storage. Include 
2" casters (2 locking, 2 nonlocking), modesty panel, integral cable trough, and 
grommets. 








TEAK |MAHOGANY 
Item Item 
Shape Ww D H No. No. 
36 24" 30 13F563 13F565 
Rectangle 60" 24" 30" 13F564 13F566 
72" 24" 30 8PRF2 13F567 
Half Round 48" 24" 30" OFTV5 13F568 
No. 
13F572 
No. 
13F573 
No. 
13F576 





Brawny Series Computer Desks xi 


Ideal for use in training rooms, classrooms, as workstations, or as general 
purpose tables for any work area. Black powder-coated steel frame with 
high-pressure laminate top. top. Include 3" casters (2 locking, 2 nonlock- 
ing) and optional glides. 


MEDIUM OAK GRAY 
Overall Overall Overall Item Item 
Width Depth Height No. No. 
Computer Desks 
36" 30" 25% to 33%" 13F573 9C707 
60" 30" 25% to 33%" 13F574 13F571 
72" 30" 25% to 33%" 13F575 13F572 
Overall Overall Item 
Color Overall Width Depth Height No. 
CPU Holder 
Black 8" 16%" 1V%4" 13F576 


eo" ey 
eet 
- t. 






Gray 
No. 16W967 






Mahogany 
No. 16W968 


OfficeWorks™ Series ea 
Mobile Tables Iceberg 


Functional training tables can easily be reconfigured to improve meeting 
productivity. Feature thermal-fused melamine laminate top, perforated modesty 
panel, and 4 casters (2 locking, 2 nonlocking). 


GRAY MAHOGANY 


Item ltem 

Shape W D H No. No. 
60" 18° 29" 16W967 | 16W968 
Rectangle 72" 18° 29" 16W969 | 16W970 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


OFFICE FURNITURE 
Tables & Computer Desks 





No. 
39A161 





No. 39A163 





No. 39A157 


Height-Adjustable Sit/Stand 
Flipper Series Mobile Tables 


Flexible tables adjust to accommodate sitting or standing heights up to 45". 
Tops flip back with a simple 1-handed lever for easy transport and nesting 
for storage. Black powder-coated steel frame with high pressure laminate 
top. Feature a stabilizing stretcher bar and 3" locking casters. 





x 


GRAY FUSION AMBER 
NEBULA MAPLE CHERRY 

Item Item Item 

Shape W D H No. No. No. 
Rectangle 60" 24" 29" to 45" 39A163 39A160 39A157 
f2" 24" 29" to 45" 39A164 39A161 39A158 
Half Round 48" 24" 29" to 45" 39A165 39A162 39A159 






Rectangle 
No. 13F597 





Corner 
Connector 
No. 13F603 


Agility Series Mobile Training Tables wi 


Multifunctional tables with PVC flip top set up quickly and easily. Powder-coated 
black steel base includes modesty panel, storage shelf, and casters. 


MAHOGANY 
Item 
Shape W D H No. 
Mobile Training Tables 
24 30" 13F597 
{2 24" 30" 13F598 
Rectangle 60" 30" 30" 13F599 
i 30" 30" 13F601 
Item 
For Use With Size No. 
Corner Connector 
13F599, 13F601 30" x 30" 13F603 


KeepStock 


Inventory Management 


TAKE CONTROL OF YOUR STUFF 


What if there were an easier way to ensure you have 
the right parts in the right place at the right time? 


Put Grainger’s expertise to work for you. It’s almost 
like managing your inventory on autopilot. 


Inventory managed. Space organized. 
Time and money saved. 


> Learn more at grainger.com/keepstock 
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OFFICE FURNITURE 
Folding Tables 


ad 


Scan. Order. Done. 
Details on page A1. 


7 
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t 
No. 
No. 12F628 * GRAINGER 
4GE26 APPROVED 
Blow-Molded Polyethylene 
Folding Tables 
ae High-density, scratch- and dent-resistant construction. Sturdy 
upper crossbar and steel tube legs. Use quarter round tables for 
conference and buffet uses. Bifold tables include handle for easy 
handling and storage. 
No. WHITE GRAY 
12F633 No. 13V434 Top Item Item 
Shape Dia. W L H Thickness No. No. 
Folding Tables 
Square — 36 36° 29" 1% | 13V430 | 13V431 
— 30 60 29" 1% 4GE25 | 12F624 
— 30. 72 29" 17%' 4GE26 = 
se Rectangle ———_39"_79" 99 p" — | 12F625 
— 30 96 30 z 4GE27 | 12F626 
6c” — — 30 2 4NHN3 — 
ee panne 60. — — 29° — | 12F628 
oO. Quarter i i i i 
Bead — 30° 30° 29 1% 12F633 — 
Bifold Tables 
— 30 6 2 1%" | 13V434 | 13V435 
Rectangle _ 30 96" 29 13/4" _ 13V436 
— 29 96" 30 1%" | 12F613 — 
Square — 36 36 28 1%" — 13V433 
Folding Cocktail Tables 
Round 32,— i sh 1%" | 12F622 — 
Folding Training Tables 
Rectange — 20° 71" 29" 2 12F614 | 12F615 
Item 
Description No. 
Benches, Blow-Molded Polyethylene Frame 
69'W x 114'D x 18%4'H, Gray 12F617 
No. 12F617 72 V'W x 12'D x 1714'H, Gray 12F619 
No. 1RL27 Table Storage Caddy 
With 2 Rigid and 2 Swivel 5" Casters 1RL27 
National 
Blow-Molded Polypropylene Public 
Folding Tables Seating 
Weather-resistant tables feature a lightly textured surface that resists scratch- 
| ing, but is smooth enough to write on. 
SPECKLED 
GRAY 
Top Item 
Shape W L H Dia Thickness No. 
No. No. 30" 60" 30" — 1%" 8RMK2 
8RMK2 23PG33 Rectangle 30" 72" 30" — 194" 9UDW2 
30" 96" 30" — = 8ZED9 
— — 30" 48 2" 23PG33 
Round — — 30" 60" Ey 8PN51 
— — 30" fal 2 23PG34 
No. 
16W966 
Iceberg 
| se 
ow-Molded Polyethylene po. ig 
Iceberg | Training Table 


Adjustable Folding Table 


Lightweight table has assembled contemporary style top. Heavy gauge, powder- 
coated oval tubing legs are 1" round. Comes with nonmarring protective foot 
caps. Easy to transport, set-up, and store. 


PLATINUM 
Item 
Shape W L H Top Thickness No. 
Rectangle 20" 30" 25" to 28" 2" 16W956 


1340 GRAINGER. 
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Find even MORE on Grainger.com® 


IndestrucTable TOO™ adjustable height tables are durable, dent- and scratch- 
resistant, and washable. Powder-coated steel tube base has nonmarring, 
adjustable leveling guides. Hold up to 300 Ib., evenly distributed. Unassembled. 


CHARCOAL 
Item 
Shape W D H Top Thickness _No. 
48" 24 21" to 31" 2" 16W966 
Rectangle 60" 30' 21" to 31" 2" 16W965 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE * OFFICE FURNITURE 









Find the wr. Find Solutions. Find Great Prices. Folding z Stacking Chairs 
t 
’ 
No. 13V425 } 
No. 13V424 No. 13V429 | 


No. 4NHL2 





No. 3W034 


No. 3W076 











No. 2W957 ee 
2 . GRAINGER 
Folding Chairs APPROVED 
Seat Frame ical wai hee TOKAI roe th NouawOS3 
Color Color verall Widt ept eight ap. 0. 
Unpadded * Peppy onancen 
Beige Beige 18%" 20" 294" 300 Ib. 1W985 co rect APPROVED REGENCY 
Black Black 18%" 20" 29%" 300 Ib. 13V423 . 
Blue Blue 18%" 20" 29%" 300 Ib. 13V424 
Blow-Molded Plastic Stack Chairs 
White Gray 18%" 21! 3396" 300 Ib. 4NHNS Frame Seat Frame Overall Overall Overall Item 
Gray Gray 18%" 21%" 3398" 300 Ib. 13V429 Series Material Color Color Width Depth Height Brand No. 
Vinyl Padded RazorBack Polypropylene —_ Gray Gray 20° 21" 30" Cortech 4NHL2 
Beige Beige 18%" 20%" 30%" 300 Ib. 2W158 RazorBack Polypropylene Slate Blue Slate Blue 20" 21" 30" Cortech 4NHK7 
Black Black 18%" 20%" 30%!" 300 Ib. 13V425 RazorBack Polypropylene _ Teal Teal 20" 21" 30" Cortech = 4NHL3 
Gray Gray 181%" 20%" 30%" 300 Ib. 4GE54 Maestro Steel Black Black 21" 25 30%" GA 4KK08 
Fabric Padded — Steel Black Black 21%" 18%" = 32% GA 3W034 
Beige Beige 181%" 20%" 32 V4" 300 Ib. 2957 Maestro Steel Blue Gray 21" 23" 30%" GA 4KK09 
Gray Beige 18%" 20%" 324" 300 Ib. 13V426 — Steel Blue Gray 2194" 18%" 332%" GA 16A323 
Blue Gray 18%" 20%" 324" 300 Ib. 13V427 — Steel Sand Sand 21%" 18%" 332%" GA 3W033 
Gray Gray 18/" 20%" 32 V4" 300 Ib. 13V428 Zeng Steel Black Black 22 Le 31" Regency 38HU21 
Chair Mover i 
Folding Chair Cart, 300 Ib. Load Cap. 4120" — 3W076 





No. 
23PG14 





No. 9JAM4 





National 
* GRAINGER 
ceang APPROVED 


— | 9200 Series Stack Chairs 
b 


No. 3KYH4 


Seat Frame Overall Overall Overall Weight Item 
Color Color Width Depth _Height Cap. Brand No. 





National Vinyl Upholstery 
Public * Blue Black 18" 20 34" 300lb. NPS  23PG19 
Seating A GRAINGER Blue Silvervein 18" 20" 34" 300 Ib. NPS 23PG11 
APPROVED Burgundy Black 18" 20" 34" 300 Ib. NPS 23PG20 
Plastic Folding Chairs “Beck Back 1820s 30018. WPS 25a 
Black Black 18" 4 : 
g Black Silvervein 18" ou 34" 300 Ib. NPS 23PG13 
Seat Frame Overall Overall Overall Weight Item Fabric Upholstery 
Color Color Width Depth Height Cap. Brand No. Blue Black 18" 20" 34" 300 Ib. NPS 23PG22 
800 Series Blue Silvervein 18" 20" 34" 300 Ib. NPS 23PG14 
Gray Gray 18%" 20%" 2934" 480 Ib. NPS 3KYG7 Burgundy Black 18" 20" 34" 300 Ib. NPS 23PG23 
Blue Gray 1854" 20%" 2934" 480 Ib. NPS 3KYF7 Burgundy Silvervein 18" 20" 34" 300 Ib. NPS 23PG15 
Black Black 1854" 20%" 2954" 480 Ib. NPS 3KYG1 Black Black 18" 20" 34" 300 Ib. NPS 23PG24 
White White 18%" 20%" 2953/1" 480 lb. NPS 3KYH1 Black Silvervein ie: 20" 34" 300 Ib. NPS 23PG16 
600 Series Fabric Diamond Pattern Upholstery 
Speckled Gray Textured Gray 18%" 21%" of 300 Ib. NPS 3KYL1 Diamond Navy Black 18" 20" 34" 300 Ib. NPS 23PG25 
Storage and Transport Dollies Diamond Navy _ Silvervein 18: 20" 34" 300 Ib. NPS 23PG17 
Folding Chair Dolly, Holds 36 Chairs GA 3KYH4 Storage and Transport Dollies 
Folding Chair Cart, Holds 84 Chairs GA 3KYJ4 Stacked Chair Dolly, Holds 10 Chairs _ GA 3KYK1 
Folding Chair/Coat Cart, Holds 84 Chairs/70 Coats GA 9DZD7 Stacked Chair Dolly Holds 12 Chairs — GA QJAM4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1341 





OFFICE FURNITURE Scan. Order. Done. 
Floor Protection Details on page Al. 
















Poe 


= 


oolving 2. No. 
Mester = 


e y . 
CAS MANUFACTURING 
® MASTER CASTER 


No-Slip Doorstops 


BIG FOOT® 


| e No. 10J999 
Wide flange holds doors securely in any position. 


Gray color. Self-Stick Pads * 






No. 10J995 














® , GRAINGER 
GIANT FOOT . Help protect surfaces from scratches and marring. Pads have a self-stick adhesive, APPROVED 
Extra-large, impact-resistant doorstop holds doors —_|_ except for No. 10J995. Convenient Multi Packs contain a variety of sizes and shapes. 
with clearances up to 2". Safety yellow color. Item Pkg. Item Pkg. 
Item Pk Description Dia. H No. Qty. Description Dia. H No. Qty. 
Description W L H No aly. Felt Pads, Tan Round 3" 39" 10/993 4 
Big Foot® 2" 4%" 1¥s" ~~ ~<AJGAS on Round x" ¥%o2" 106210 84 Square 1"L x 1"W — ho" 103994 ‘16 
Giant Foot® 3" 6s" or 4JG44 9 Round ya fo" 10G211 =. 20 Rectangle 9"L x 2%"W — Ye" 10J995 4 
— Round 1" 732" 10/989 16 Furniture Gripper Pads, Black 
Round 1%" %o' -10J990—s 8 Round 1 ho" 103998 ~— 16 
Round e %o' 103991 «6 Round 1%" ho" 10J997_—s 8 
Round QV" Yo 103992 4 Rectangle 5"L x 4"W — %e' -10J996 2 
Primary Item 
Item Furniture Tip Color H Includes No. 
Multi Packs 
Felt Pads Tan Pao, Ye (16) 1", (16) 1%", (4) 2%" 10J999 
Felt Pads Brown te! (40) %4", (32) 1", (8) 1%" 10K001 
Rubber Angled, | 
Straight 
No. 
1AYD7 
* GRAINGER 
APPROVED Plastic 
- = . Angled 
Slip-On Protective Leg Tips 
Rubber—Nonskid cushioned rubber tips fit over straight or angled round tubular metal and wood furniture 
legs. 
Plastic—Slip easily over tubular metal or wood furniture legs. 
avi Leg WHITE | BLACK Leg WHITE | BLACK 
Outside Oe bt ih a — ve ae em fil 
7 Shape Cap Type Dia. ty. 0. 0. ape ap Type ia. ty. 0. 0. 
Self-Adhesive Bumpers TIGER ae : Tee 
™ gided Round Angled, Straight _%' 24 6J559 _ Square Straight 1' 24 _ 6J576 
Bumpon™ peel-and-stick polyurethane bumpers Round Angled, Straight %" 24 | 64560 | 6568. Round _ Straight 724 | 64589 | 6J598 
adhere to a variety of surfaces. Round Angled, Straight %' 24 | 6J561 | 6J569 Round Straight 1 24 | 6/590 | 6J599 
it Pk Round Angled, Straight %' 24 6J562  6J570 Round Straight 1%" 24 6J591 _ 
Silane HW Color No. ty. | Round Angled, Straight 74" 24 | 6J563_| 6/571 = Round Angled yi 24 | — | (6580 
Tapered Square 0.230" 0.50" Black TAYD3 80 Round Angled, Straight 1" 24 6J564 6J572 Round Angled 7, 24 = 6J581 
Hemisphere 0.085" 0.312" Clear 1AYD5 96 Round Angled, Straight 1%' 24 6J565 6/573 Round Straight 4" 24 _— 6J582 
Cylindrical 0.140" 0.50" Clear 1AYD7 56 Round Angled, Straight 11%" 24 6J566 | 6J574 Round Straight 7" 24 _ 6J583 
Hexagonal Cone 0.120". 0.433" Clear 1AYD9 132 Round Straight i 24 — 6J584 
" " * GRAINGER 
Furniture Glides APPROVED 
Slide easily on wood, carpet, linoleum, and ceramic tiles. You can affix glides to furniture 
legs, and strip glides to entertainment centers and desks. Non-adhesive glides are reus- ss neona 
able. No. 10K003 includes (4) 9"' x 22" rectangles, (4) 31%"-dia., and (4) 7''-dia. round - 
shapes. 
Item Pkg. 
Shape Tip/Cushion Material Color L W Dia. No. Oty. 
Non-Adhesive 
Multiple Plastic/Felt and Foam Tan Q" 2V2" 3%", 7" 10K003 1 
Rectangle Plastic/Foam Tan ‘9 ave = 10G207 4 
Square Plastic/Foam Tan 5" 5 — 10G208 4 SS 
Self-Stick Adhesive ~~. 
Oval Plastic/Foam White 9%." oy" — 10G209 4 
Round Plastic/Felt CL — = A 106203 4 No. 10020 2a 
Round Plastic/Felt Tan — _— 11%" 10G205 4 
Round Plastic/Felt Tan — — 24" 10G204 4 
Round Plastic/Felt and Foam Tan — — a 10K002 4 
Square Plastic/Felt Tan = 2¥2" 2Y2" _— 10G202 4 
1342 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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OFFICE FURNITURE 
Workstations & Stands 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 












No. 15X702 


No. 15X695 No. 15X701 


| No. 15X704 


Computer Racks, 
Workstations, and Carts 





No. 
15Y305 





No. 15X717 





No. 15X718 





No. 
15Y318 


No. 
15Y311 


TECHNICAL WORKSPACE 

















W Overall D Mfr. Item 
Description (in.) H(in.) (in.) | Color Model No. 
Racks, Workstations, and Carts 
Open Frame Shelf Rack, 5 ; : 
Shelf with Server Shell 24 72 30 Black  95-72241-004 15X695 
= . Open Frame Shelf Rack, 5 Shelf 24 72 30 Black 95-72241-006 15X696 
Mobile Workstations and Stands Computer Workstation, 3 Shelf 24.72 ~=35 ~Black/Gray 95-72241-000 15X694 
It Computer Workstation, 2 Shelf 36 84_— 35s Black/Gray 95-UNI84-360 15X701 
Overall No. Caster Double Frame Computer Workstation 60 84 35 Black/Gray 95-DU084-600 15X702 
H D of Size Mfr. Item Triple Frame Computer Workstation : o 
Description (in.) (in.) — (in.) Color Casters (in.) Model No. with Desk Mount CPU Holder _ fe 84 35 Black/Gray 95-TRI84-720 15X703 
Womputer 27% 1052% 30 24 — Black 4 3 42551 15Y305 Uae a sted Workstation = = 84.-—S 35. Black/Gray 95-TRIMO-000 15X706 
Worketation 38/21044% 34 31 Black 4 3 85052 15Y316 ee eee 48 42 35 Black/Gray 95-MIDIW-048 15X704 
Laptop Stand 21%to31% 25% 15% Black 5 2 48752 15311 PACS Medical Workstation, 4 Casters 30 30 35 Black/Gray 95-21PAC-030 15X718 
Laptop Stand 21%to31% 25% 15% Mahogany 2D 2 47262 15Y310 PACS Medical Workstation, 4 Casters 36 30 35 Black/Gray 95-21PAC-036 15X719 
Laptop Stand 27 to 42 18 22 Black 3 2 89819  15Y318 Low Profile Computer Cart, 4 Casters 24 42 35 Black/Gray 95-00042-024 15X715 
Low Profile Computer Cart, 4 Casters 30 42 35 Black/Gray 95-00042-030 15X716 
Low Profile Computer Cart, 4 Casters 36 42 35 Black/Gray 95-00042-036 15X717 
Accessories 
\' ‘ Flat Panel Desk Clamp Assembly, 7" Extension = 95-HE502-035 15X723 
, | l a * Flat Panel Desk Clamp Assembly, 14" Extension — 95-HE502-045 15X724 
~~ ——6=—>—_C—' i a Under Desk Articulating Keyboard/MouseTray _— 25-00110-000 15X725 
| -_ , ax Leg Mounted CPU Cradle — 14-00830-000 15X726 
: ‘ Cable Raceway for 24" Wide Frame — 38-00124-000 15X727 
2 A ie - Cable Raceway for 30" Wide Frame = 38-00130-000 15X728 
‘ = si i Cable Raceway for 36" Wide Frame — 38-00136-000 15X729 
' T : a Power Strip for 24" Wide Frame _ 46-00050-624 15X730 
es [ ~ Power Strip for 30" Wide Frame Ss 46-00054-630 15X731 
‘ee ’ Power Strip for 36" Wide Frame — 46-00058-836 15X732 
8 @ & 1 ' G 
w ty 7 h i se 
@ No. \ = @ No. 
15Y285 : a ° 15Y282 
® 15283 | = 
~~. 
_ | | 15X711 
b— J - 
No. a | | hel ; 
15Y281 ' ——L h 
‘ = nn - Za ® a 
} Ve = y\ NelQO 15X710 
- « : ‘® \ gE © . 
é er: Mobile 
Oo. 
+ Laptop No. 15X713 
! ; * Carts 
Mobile Printer Stands Ik. Overall Mfr. Item 
Description Wi(in.) H(in.) —D(in.) Model No. 
Overall No. of Mfr. Item Mobile Laptop Carts 
Description H(in.) Win.) D(in.) Color Shelves Model No. Laptop Cart 24 66% 24 95-00140-155 15X709 
Dual Purpose 42% 20% 20 Gray 3 25983  15Y285 Laptop Cart w/Locking Shelf 24 66% 24 95-00140-157 15X710 
Dual Laser 31 24 24 Gray 3 23701 15Y283 Laptop Cart Accessories 
All Purpose 27% 32% 20 Gray 3 22601 15Y282 Mouse Plate Set 8 Ya 10 15-00051-004 15X711 
Adjustable 27 24 to 35 29 Gray 3 21701 15Y281 Flat Panel Mount 3% 3% 9 15-00049-170 15X712 
Low Laser 14 Iz ul Gray 2 27501 15Y286 CPU Holder 10 14 5 15-00202-000 15X713 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1343 





OFFICE FURNITURE 
File Cabinets 


Scan. Order. Done. [= 
Details on page A1. 








No. 
11X395 





No. 
11X418 





No. 
11X421 





11X402 





No. No. 
48YC56 48YC55 
No. No. 
48YC58 48YC57 
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Find even MORE on Grainger.com® 


FireKing44o 


Fire-Resistant File Cabinets 


High-security Medeco® key locks resist picking and drilling. UL Class 350 1-hr. 
fire rating with impact. 
LATERAL AND VERTICAL FILE CABINETS 


Fire-resistant insulation is 100% gypsum reinforced by a 1" x 2" lattice of 
14-ga. galvanized welded-steel wire. Insulation is placed between each drawer 
to make each a separate fire-resistant container. Scratch-resistant and envi- 
ronmentally-friendly powder-coated finish. Drawer bodies have high sides for 
hanging files; no additional frames are required. 

Safe-In-A-File vertical file cabinets conceal a 2.4 cu. ft. burglary-resistant safe 
behind a false-top drawer panel. 


STORAGE CABINETS 
Accomodate oversized documents, binders, or any other valuable items. 
BLACK |PARCHMENT 





Overall Overall Overall No. of Item Item 
File Size Height Width Depth Drawers No. No. 
Vertical Files 
Letter 214" 17%" 256" 2 11X395 11X391 
Letter/Legal 21ya' 1734" 22 Ve" vy — 11X398 
Letter 27%" 1734" 31%6' Z 11U575 11U571 
Legal 21a" 2016" 256" 2 11X396 11X392 
Legal 2Tya' 2016" 31%6' 2 11U576 11U572 
Letter/Legal 5254" 17%" 22 Ve" 4 _—_ 11X397 
Letter 52%." 173" 256" 4 11X393 11X389 
Letter 52%." 1734" 31%6' 4 11U573 11U569 
Legal 52%." 2016" 256" 4 11X394 11X390 
Legal 52%." 2016" 31%6' 4 11U574 11U570 
Safe-In-A-File Vertical Files 
Legal 21ya' 2016" 31%6' 2 — 11X420 
Legal 401%" 2016" 31%6' 3 — 11X419 
Legal 52%" 2016" 31%6' 4 — 11X418 
Lateral Files 
Letter/Legal 27%" 31%6' 22 Ve" 2 11X415 11X412 
Letter/Legal 21ya' 37 Y2" 22 Ve" 2 11X416 11X413 
Letter/Legal 214" 44," 22 Ve" 2 11X417 11X414 
Letter/Legal 40%" 31%6" 22 V3" 3 11X409 11X406 
Letter/Legal 40%" 372" 22 Ve" 3 11X410 11X407 
Letter/Legal 40%" 44," 22 Ve" 3 11X411 11X408 
Letter/Legal 52%." 31%6' 22 Ve" 4 11X403 11X399 
Letter/Legal 52%." 372" 22 Ve" 4 11X404 11X401 
Letter/Legal 5293/4" 44¥" 22 Ve" 4 11X405 11X402 
No. of Item 
Shelves H W D Color No. 
Storage Cabinet 
2 44" 36" 19%" Parchment 11X422 
4 72" 36" 19%" Parchment 11X421 
Hirsh 
Industries’ 


Vertical File Cabinets 


File cabinets feature precision ball-bearing slide suspension and core removable 
lock. High-side drawers eliminate the need for hang rails. 22"-deep cabinets 
include follower wires, all others include follower blocks. Contain up to 30% 
recycled material. Meet ANSI/BIFMA standards. 


BLACK PUTTY 


File Overall Overall No. of Item Item 

Size Height Overall Width Depth Drawers No. No. 
letter 28.38 15 22 2 48YC56  48YC55 
52 15 22 4 48YC58 | 48YC57 


FIND MORE ONLINE 


Can’t find it here? Go to Grainger.com® today to see our 
full selection of over 1.7 million products and the services 
and solutions to help you get it done! 





1-800-GRAINGER (472-4643) 


OFFICE FURNITURE 
File Cabinets 





GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 
ops GRAINGER 
Flat Filing Systems APPROVED 


FLAT FILE CABINETS 


Organize and protect stored documents such as blueprints and draw- 
ings with these heavy-duty welded steel files. Hinged paper weights in 
drawer fronts and hoods at the rear keep papers from curling. Drawers 
open smoothly and quietly, while sturdy drawer rails help ensure smooth 
alignment. Drawer stops help prevent accidental drawer pull-out. Each 
drawer includes 2 pull handles and chrome label holder. Include field- 
installed lock kit with 2 keys. Durable powder-coated finish. 


Inside Inside Inside 
Drawer Drawer Drawer Overall 
Description Height Width Depth Height 
Flat File Cabinets 
5 Drawer, Small 1% 37/1364" 26 %a" 16 %4" 
5 Drawer, Medium 1% 4313/64" 3216 16%4" 
5 Drawer, Large 1%; 501364" 384%64" 16%4" 
10 Drawer, Medium Us 4313/4" 3215/6" 16 %4" 
Closed Bases 
For 5 and 10 Drawer, Medium Cabinets — — — 4" 
For 5 Drawer, Large Cabinets —_ _— _ 4" 
Open Bases 
For 5 and 10 Drawer, Medium Cabinets — — — 20" 
For 5 Drawer, Large Cabinets _— _ _— 20" 





No. 48YA88 








| 

| 

| 
= 
= 
r 

q 


BASES 


Durable powder-coated finish. Shipped 
unassembled. 






1 0-Drawer 
Flat File 





Closed—Raise flat files 4" off the floor to ease ~~ 
access. Support up to 5 stacked file units. 


Open—Raise a single file unit 20" off the floor. The 
lower shelf helps provide extra storage space. 


PUTTY BLACK GRAY Closed Base 

Overall Overall Item Item Item 

Width Depth No. No. No. 

4016" 2898" 2CLA4 2CLA5 — 

464%4" 351330" 2CLA7 2CLA8 2CLA9 

5394" 41%6' 2CLC1 2CLC2 2CLC3 

464%4" 351330" 2CLC4 2CLC5 2CLC6 

4634" 3548" — 2CLD2 — 

5316 41%" 2CLD4 2CLD5 2CLD6 

463" 3598" 2CLE1 — — Open Base 
5394" 41% 2CLE4 2CLE5 — 






No. 48YC07 il 


No. 48YC30 





No. 48YC34 No. 48YC39 No. 48YC53 easier 

Overall Overall Overall BLACK | CHARCOAL |LIGHT GRAY PUTTY 

File Width Height Depth No. of Item Item Item Item 

Size Includes (in,) (in.) (in.) Drawers No. No. No. No. 

Lateral File Cabinets 

Hirsh A4/Lecal/ Hang Rails, Label Holders, Core Removable Lock 36" 522" 184%64" — 415G37 — 415G38 415G36 
Industries: letter Hang Rails, Label Holders, Core Removable Lock 36" 28° 1844" — — — — 415G35 

ai Hang Rails, Label Holders, Core Removable Lock 42" 02% 18464" = 415G40 _ _ _ 
Lateral File Hang Rails 30 2818.63 2 4YA84 | — — | 48YA83 
7 Hang Rails and Magnetic Label Holders 30 28 18.63 2 _ _ 48YA91 48YA89 
Cabinets Hang Rails and Magnetic Label Holders 30 40.3 18.63 e 48YA94 _ _ 48YA93 
Hang Rails 30 52.5 18.63 4 — — 48YA88 48YA86 

Feature ball-bearing Hang Rails and Magnetic Label Holders 30 g2 0 18.63 4 48YA98 — 48YA99 _— 
slide suspension for SD COet LE o Sen 30 67.63 18.63 5 A8YC03 = asYco4  48YC02 

smooth door operation Hang Rails 12", File Drawer 36 28 18.63 3 48YC46 — — — 

Z Hang Rails and Magnetic Label Holders 36 28 18.63 2 48YC07 48YC09 48YC08 — 
and full drawer acces Hang Rails and Magnetic Label Holders 36 40.3 18.63 3 — 48YC13 — 48YC10 
sibility. Models have Letter Hang Rails and Magnetic Label Holders 36 52.5 18.63 4 — 48YC17 — — 
an interlock system ener Hang Rails, Magnetic Label Holders, Roll-Out Shelves 36 52.5 18.63 4 A8YC48 — — 48YC47 

Hang Rails and Magnetic Label Holders, Roll 36 67.63 18.63 5 _ 48YC21 _ = 
locks. Tough steel Out Binder Storage and Posting Shelf 
construction with a Hang Rails, Magnetic Label Holders, Roll-Out Shelves 36 68.63 18.63 5 48YC50 — — 48YC49 
és i Hang Rails and Magnetic Label Holders 42 28 18.63 2 48YC23 48YC25 —_ 48YC22 
powder-coated finish. Hang Rails and Magnetic Label Holders 42 403. 18.63 3 48YC28 | 48YC30 = A8YC27 
Full-width drawer pulls, Hang Rails, Magnetic Label Holders, Roll-Out Shelves 42 52.5 18.63 4 A8YC52 — = 48YC51 
except Nos. 48YA83 Hang Rails and Magnetic Label Holders 42 02.5 18.63 4 — 48YC35 48YC34 48YC32 
to 48YA88. All models Hang Rails and Magnetic Label Holders 42 67.63 18.63 D 48YC38 48YC40 48YC39 48YC37 
; Hang Rails, Magnetic Label Holders, Roll-Out Shelves 42 68.63 18.63 4] 48YC54 _ _ 48YC53 
meet ANSI/BIFMA Desk Pedestals 
standards. Box/Box/File 3 Drawers, Lock, Casters 15° 27/4" 197%" 3 — 48YC90 = = 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1345 





OFFICE FURNITURE 
Storage Cabinets 


Scan. Order. Done. = 
Details on page A1. : 














Add-On 
No. 5UFA3 


Starter 
No. 5UFA4 


Open Shelf Filing 


= See Grainger.com® for the number 
of dividers, uprights, shelves, and supports 


Space-saving design saves up to 60% floor space compared to conventional 
filing cabinets. Shelves adjust vertically in 112" increments with 5 adjustable 
dividers per shelf. Backstop keeps folders from falling off shelves. Snap- 
together assembly. Sand powder-coated finish. 


STARTER ADD-ON 

No. of Shelf Item Shelf Item 
H W D Shelves Cap. No. Cap. No. 
76 48" 12 6 550 Ib. 5UFA4 550 Ib. 5UFA3 
76 36" 12 6 600 Ib. 5UFA6 500 Ib. 5UFA5 
76 36" 15 6 500 Ib. 5RGX8 500 Ib. 5RGX7 
88 43" 12 6 550 Ib. 5RGX4 550 Ib. 5RGX3 
88 36" 12 6 600 Ib. 5RGX6 500 Ib. 5RGX5 
88 36" 15 6 500 Ib. 5RGYO 500 Ib. 5RGX9 





No. 3CRZ5 
Standard 


No. 3CTC3 
Clearview 


Radius-Edge &) 
Storage Cabinets 


Locking handle helps secure contents. Heavy- 
gauge, all-welded steel construction with 90° 
rounded edges for a modern look. 3 shelves adjust 
in 1" increments (center shelf is fixed). 200-Ib. 
capacity per shelf, based on evenly distributed 
loads. Leg levelers allow adjustment for uneven 
flooring. Powder-coated finish. Clearview cabinets 
feature a clear acrylic window on each door. Ship 
assembled. 


Radius Edge 


BLACK |DOVEGRAY| PUTTY 
No. of Item Item Item 
Door Type H W D Shelves No. No. No. 
Standard fe 36" 24" 4 3CRZ8 _ _ 
Standard 72" 36" 18" 3 3CRZ5 3CRZ6 3CRZ7 
Standard f2" 36" 24" 3 —_— 3CRZ9 3CTA1 
Clearview f2 36" 18" e) 3CTC2 3CTC3 3CTC4 
Clearview (2 36" 24" 3 3CTC5 3CTC6 3CTC7 
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tennsco| 
Storage Made Easy 





Find even MORE on Grainger.com® 





No. No. 3CRY4 


3CRX6 


Sliding Door Storage Cabinets ) 


Sliding doors allow easy access; cam lock helps protect and secure 
contents. Heavy-gauge all-welded steel construction. Shelves adjust on 
1" centers. 200-lb. capacity per shelf, based on evenly distributed loads. 
Powder-coated finish. Ship assembled. 







Black — Dove Gray Putty 

No. of Item Item Item 

H W D Shelves Includes No. No. No. 
29" 36" 18" 2 (2) Adjustable Shelves 3CRW8 3CRW9 3CRX1 
42" ~— 36" 18" 3 (3) Adjustable Shelves 3CRX5 3CRX6 3CRX7 

; ‘ : (4) Adjustable Shelves, 
72 36 18 5 Raised Bottom Shelf 3CRY2 3CRY3 3CRY4 
No. 
16X007 





No. 16X010 


Zs 


Iceberg No 


OfficeWorks™ 
Storage Cabinets 


Lockable cabinets have double- 
walled dent- and scratch-resistant 
blow-molded high-density polyethyl- 
ene (HDPE) construction for stability 
and security. Chemical-resistant and 
easy to clean. Quick and easy assem- 
bly with minimal tools. 


PLATINUM 


BLACK 
No. of Item Item 
H W D ‘Shelves Includes No. No. 
‘ ‘ : (1) Adjustable Shelf Holds 125 Ibs. (1) 
46° 36" 22" 2 Fixed Shelf Holds 125 Ibs. Each, (2) Keys | '6X010 | 16X012 
, , , (2) Adjustable Shelves Holds 75 Ibs. Each, 
66° 33" 18" 384) Fixed Shelf Holds 75 Ibs. Each, (2) Keys | '6X007 | 16x009 
79" 36" 29" 4 (3) Adjustable Shelves Holds 125 lbs. Each, 16X013 416X015 


(1) Fixed Shelf Holds 125 Ibs. Each, (2) Keys 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


OFFICE FURNITURE 
Filing Systems 





* GRAINGER 
APPROVED 


Vertical Filing Systems 


Easily store and access large paperwork, 
such as engineering drawings. Tan color. 


Note: Hanging clamps sold separately. 


Pivot Mobile Stand—Rolls on 4 swivel 
casters (2 locking). Frame adjusts to accom- 
modate 1200 sheets up to 54" long. Includes 
12 pivot brackets to hold 18" to 42" clamps 
(sold separately). 


Drop/Lift Mobile Plan Center—1800- 
sheet capacity unit has 4 swivel casters (2 
locking). Includes 18 pivot brackets to hold 
24" to 48" clamps (sold separately). 


Pivot Wall Rack—Mounts for space-saving 
storage of up to 1200 sheets. Includes 
mounting hardware and 12 pivot brackets to 
hold 18" to 42" clamps (sold separately). 


Drop/Lift Wall Rack—Space-efficient 
model extends less than 12" from wall; 
holds up to 1200 sheets. Includes mounting 
hardware and 12 pivot brackets to hold 18" 
to 42" clamps (sold separately). 


Hanging Clamps (Sold Separately)— 
Extruded aluminum clamps hold 100 sheets 
each (20-lb. max. weight). Clear plastic label 


Pivot Mobile 


Stand 


No. 5W268 







Pivot Wall 
Rack 
No. 5W269 





Drop/Lift Mobile 
Plan Center 
No. 4KH75 


holders and black end caps included. Sold in 


















carton of 6. Drop/Lift 
Req. No iter Wall Rack 
Description ofClamps H WO No. Holds Clamp Item No. 4KH74 
Filing Systems Sheets up to Size No. 
Hanging Clamps 
Pivot Mobile Stand 1g SR op ELI Bwee8 ie 103” 4KH73 ~ _ 
Drop/Lift Mobile » 30%" to 24" 25%4' _ 5W270 : 
Plan Center 18 52° 4934 21%" AKHTS 30°. 31%  5W271 inieae. eae 
Pivot Wall Rack 12 9% 24" — — 5W269 36" 37%" 5W272 P y 
Drop/Lift Wall Rack 12 TY 18°12" 4KH74 4" 439; 5W273 No. 4KH73 
u — 
* Tt | Mobile 
GRAINGER Woodcore 
APPROVED i Sere 
Roll Filing Systems  obite we Mobile Wire 
Economical units reduce filing and retrieval time. Assemble 
quickly and easily. 
No. 4KH35—Constructed of heavy-gauge steel rods with Stationary 
white plastic coating and grandstand bottom for easy identi- Mobile Corrugated 
fication of same-length rolls. 4 swivel casters. hg Fiberboard 
; Oo. No. 4KH31 
Nos. 5CRX0O and 5C€RX1—Four 2" poly dual-wheel casters 
(2 locking), will not mar floors. Include insert to accommo- 
date various size rolled documents. Black finish. 
Item 
MOBILE WOODCORE No. of Compartments H W D Tube Size No. 
Heavy-duty grandstand design with square compartments Mobile Wire . 
stores rolled materials at graduated heights for easy accessi- 24 3194" 21" 14% 3% sq. in. 4KH35 
7 ee ea 36 3258 35% 15 3% sq. in. 5CRX0 
bility. Textured putty, vinyl laminate finish. Has four 2" swivel 60 3934" 34" 15" 2% sq. in. 5CRX1 
casters. Mobile Woodcore 
20 23V4' 15Y%;4" 13 V4" 2% sq. in. 4KH33 
STATIONARY CORRUGATED FIBERBOARD 21 294" 30%" 15%" 3% Sq. in. 1RK42 
+: are 50 29%" 30%" 1594" 274 Sq. in. 4KH34 
Light-duty, portable filing system holds rolls upright in square Stationary Corrugated Fiberboard 7 
compartments with reinforced plastic molding to prevent 12 22" 15" 1" 3% sq. in. 4KH31 
tears and snags. Walnut woodgrain finish. 20 22" 15" 12" 2% x 244 Sq. in. 4KH32 


GRAINGER CATALOGS 
Are Digital Too! 


e Choose From Our Library of Catalogs 
e Browse, Download or Share Pages 
e Add Items to Your Cart and Checkout When Ready 








OFFICE FURNITURE 
Bookcases 


Scan. Order. Done. 
Details on page A1. 








No. 4KJ20 





No. 4KJ23 






No. 3CTE2 


No. 3CTE4 





No. 3CTD6 





No. 3CTL2 
Radius Edge 


) Storage Made Easy | 


Stationary Assembled Bookcases 


= Powder-coated finish 


Atlantic Metal units have 18" extra-deep shelves, accommodating large books, 
3-ring binders, catalogs, ledgers, videos, and other reference materials. Shelves 
adjust on 1" centers. Tennsco shelves adjust vertically without tools in 2%a" 
increments. 


Radius Edge—Contemporary looking bookcases have leveling guides, allowing 
adjustment for uneven flooring. 


DOVE 
BLACK | BLUE GRAY | PUTTY 
No. of Shelf Item Item Item Item 
H W D Shelves Cap.* Brand No. No. No. No. 





Stationary Bookcases 


























30" 36" 18° 2 200 lb. Atlantic Metal | — | 3CTD7 | — _ | 3CTD6 

42" = 36" 18" 3 200 |b. AtlanticMetal | — | 3CTE2 | 3CTD9 | 3CTE1 

42" 46° 18" 3 230 Ib. Atlantic Metal | — | 3CTF9 | 3CTF7 | 3CTF8 

52" = 36" 18" 4 200 Ib. Atlantic Metal 3CTE5 

66" 34%! 1372! ) 130 Ib. Tennsco_ | 1PX78 | — | — | — 

72" 46" 18" 5 230 lb. AtlanticMetal | — | 3CTG4 | — | — 

78" 34%" 13%" 6 130 Ib. Tennsco —1PX81 oo —  /)s ee — ei 

84" 36" 18" 6 200 lb. Atlantic Metal | — | 3CTF5  3CIF3 | — 

Stationary Bookcases with Radius Edge 

30" 36" 18 2 200 Ib. Atlantic Metal | 3CTJ7 | 3CTK1 | 3CTJ8 | 

42" 36° _—s«18 o 200 Atlantic Metal | 3CTK2 | 3CTK5 | 3CTK3 | 

52 36" 18 4 200 Ib. Atlantic Metal 3CTK8 
: Atlantic Metal 3CTL3 


* Based on evenly distributed loads. 
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Find even MORE on Grainger.com® 


Find Metal Bookends at Grainger.com®. 





tennsco 


Storage Made Easy 


Steel Unassembled Bookcases 


=» Powder-coated finish 


Assemble easily with provided hand tool. Reinforced shelves slide out easily to 
adjust in 1%" increments, lock securely when slid back in, and are slotted on 1" 
centers to accept bookstops (1 per shelf included). Bottom shelf does not adjust. 
20-gauge steel construction. 







CHAMP/ 
PUTTY 
No. of Shelf Item 
Shelves Cap.* No. 












Stationary Bookcase 


42" 38" 12" 3 200 Ib. 4KJ21 
30" 38" 12 2 200lb. | — | 4KJ19 
60" 38" 12° ) 200lb. | — | 4KJ22 
84" 38" 12" 6 200 lb. | 3WO85 | 4KJ23 


* Based on evenly distributed loads. 





No. 3CTJ2 





No. 3CTH1 


. 


No. 3CTH6 





Mobile Assembled Bookcases 


= Powder-coated finish 

Mobile units have 4 heavy-duty 5" swivel casters, 2 are locking. 18" extra-deep 
shelves can accommodate large books, 3-ring binders, catalogs, ledgers, videos, 
and other reference materials. Shelves adjust on 1" centers. 


BLACK BLUE \DOVEGRAY PUTTY 

No. of Shelf Item Item Item Item 

H W D Shelves _Cap.* No. No. No. No. 
36" 36" 18" Z 200 Ib. 3CTG7 
48" __36" 18" 200 Ib. 3CTH2 
48" 46" 18" 230 Ib. 3CTJ5 
58" 36" 18" 4 200 Ib. 3CTH6 
78 36" 18 200 Ib. 3CTJ1 


5 
* Based on evenly distributed loads. 
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GRAINGER CHOICE’° OFFICE FURNITURE 
Find the ww. Find Solutions. Find Great Prices. Mailroom Organizers, Carts & Trucks 











No. 
11U524 











No. 
11U523 





No. 
11U533 
No. 11U531 No. = 
11U525 os = 2 : 
— No. 11U526 — 
_— 
: Descripti C cA t H W D No 
= = escription ompartments 0. 
Mailroom Sorting Tables MARVEL Sorting Table Center w/Open Shelf 50 76" to 84" 60° 30° _‘11U531 
ee Sorting Cabinet w/Writing Space 30 80" 42" 16" 11U533 
= Powder-coated finish Sorting Table w/Doors 1 28" to 36" 60" 30". ~—«11U524 
, rT - es Sorting Table 1 28" to 36" 60" 30° 110523 
Offer outstanding durability and easy care. Feature a scratch and mar resistant Sorter Corner Table Bridge 0 38° to 36" 30°30" 11527 
high-pressure laminate top for easy cleanup. Adjustable height legs increase Fixed Sorter with Riser 35 42" 60° 14": 11U525 
functionality. Steel construction. Assembly required. Adjustable Sorter 29 16" 60" 14" 110526 





No. 4YTC7 No. 4YTE3 No. 4YTC8 





No. 5CRX9 
Welded Steel Horizontal tennsco 
Literature Organizers Storage Made Fasy 
* = Powder-coated finish Fully-assembled organizers hold letter- or legal- 
GRAINGER No. 5CRY3 = Organizer trays adjust sized documents and can be double-stacked or 
APPROVED ee eons on 1%" centers ganged side-by-side. 
j| | BLACK |CHAMP/PUTTY| LIGHT GRAY 
Steel Shell/Plastic Compartment cet | ta | an 
i i i tment | 
Horizontal Literature Organizers a LN : : 

i ; i : : eau : " Letter Size Opening 21 33" 30%" 11%" | 4YTC7 4YTC9 4YTC8 
Organize and display a variety of literature in space saving units. Heavy-duty iegalSee Openings x 33° 3056" 14" AYTDI aYT03 aYTD2 
polypropylene compartments accommodate letter-size file folders, catalogs, or Horizontal Literature Organizer 
other documents and hold up to 550 sheets. Wide shelf fronts have built-in label rene powers a io a f i | tet als AYTE2 

: igs . . : : egal, Urawers 3 2 | — 
holders for easy content identification (labels included). Compartment size is Teal Drawers 30 33" 30%" 14K" — WVIES 


22"H x 10¥3"W x 12"D. Assembly required. 
BLACK GRAY TAN 











No. of Item Item Item 
Description Compartments 4H W D No. No. No. 
Letter 24 30" 34%" 13") 5CRX9 — 5CRY1 
Letter, Unassembled 24 30" 34%" 13" — oCRYO — 
Letter 36 42" 34%" + 13"| SCRY2 | 5CRY3 | 5CRY4 
Letter 72 84" 34%" 13°| 5CRY5 | 5CRY6 | 5SCRY7 
\ No. No. ° 
LX. Te ir. ' 3NVE5 
\ he J SS = SNVF4 & ‘ 2 e ® 
an Book Trucks © No. 3NVES [Senducky! 
No. Y fn aT _ 
1ECJ7 | j = Powder-coated finish 
Heavy-duty, 20-gauge steel construction. Nos. 3NVF1, 3NVE9, and 3NVE8 have 
3" furniture-style casters and no handles. All others have 5" polypropylene 
vy swivel casters and handles. 
GRAINGER 
APPROVED BLUE CHARCOAL | DOVE GRAY 
sna of , ” . ae ls ih a 7 
- elves elf* 0. 0. 0. 
Wire Basket Sloped Shelves, Single-Sided 
= 2 24 Vs" 28" 13° 200 Ib. 3NVF1 3NVE9 3NVE8 
Mail Carts 3 46" 31" 13" 166 Ib. = 3NVF3 3NVF2 
, 3 46" 31" 13" 166 Ib. 3NVF4 — _ 
Chrome-plated carts have lift-out removable baskets for easy loading and Sloped Shelves, Double-Sided 
unloading. Also feature heavier-duty 5" swivel and 10" rigid casters. 6 46" 37" 18" 166 Ib. = 3NVF6 3NVF5 
6 46" 37 18" 166 Ib. 3NVF7 — — 
Overall Dim. Top Basket Dim. Bottom Basket Dim. Item Flat Shelves 
L Ww H L W H L Ww H No. 3 46" a7 18" 166 Ib. — 3NVE6 3NVE5 
30" 23" 38" 28" 21" ia 28" al 7 1ECJ7 3 46" 37" 13" 166 Ib. 3NVE7 — = 


il 23" 38" 39" 21 i 39" 21" Th" 1ECJ8 * Based on evenly distributed loads. 
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OFFICE FURNITURE scan. Order.Done. |=" 
Umbrella Stands, Literature Organizers & Step Stools Details on page A1. = 





; 











No. No. 2KEF9 
38W824 Vertical 
sae — No. 1RH21 
38W839 No. 2KEG2 
Wet No. WET |= 
<— ssweat ee 
UMBRELLA — 
BAGS a 
a 
= == 
| — 
Bag No. 38W839 = 
— No. Bag : ‘al 
| a 38ws40 a 
30HH75 — 
— 
Cla? —— 
4 = 
| 


Umbrella Stands and Bags 


Rustproof aluminum stands are easy to clean and maintain. Nos. 38W822 and 








38W824 include removable water pans, all other models have weighted bases. No. 493426 
Umbrella bags, sold separately, are dispensed from 2-sided floor standing Vertical 
holders. Holder Nos. 30HH74 and 30HH75 accept No. 38W839 sign, which is No. 1RH13 
sold separately. Clear durable bags fit all umbrella sizes and are easy to use. (5 Units Shown) 
Umbrella Item 7 DURHAM MFG’ 
Capacity Finish Dim. No. Steel Vertical and Rotary 
Umbrella Stands = = 
12 Satin Aluminum igixiwxioo __sewa2 | Literature Organizers Buddy Products 
24 Satin Aluminum 18°H x 24'W x 10°D 38W824 sid 
30 Satin Aluminum 93°H x 15'Dia. 38826 = Powder-coated finish except No. 49J426 
Hiasctintion each r a a Store and display a variety of literature in a compact area. Vertical racks come 
Wet Umbrella Holders, Sign, and Bags assembled, rotary racks require assembly. Wall-mount, hardware not included. 
Floor Standing Umbrella Satin Black 43" 11%" 38W831 * BLACK TAN PLATINUM 
Bag Holder Satin Aluminum 43" 11% 38W832 * No. of Item Item Item 
2-Sided Umbrella Bag Floor , , Compartments 4H WwW D Brand No. No. No. 
Stand for use with Sign Satin Black 43 11% 30HH74 apes 
ane ree Bag satin Aluminum 43" 11%" 30HH75 5 20%" gy _4¥4"_Durham Mfg_|_2KEF8_| 1RH21 = 
: urnam = 
Wet Umbrella Bag Sign = 11 r 38W839 16 15 1398 OK Buddy ee — 493426 
Wet Umbrella Bags, Pkg. 100 = 31” r 38W841 3 65%" 93%" AV Durham Mfg OKEF6 | 1RH13 = 
ee nats. a a _— 31 7 38W840 Rotary 
* Not for use with No. Sign. 20 238 14%" 14%" Durham Mfg | 2KEF9 | 1RH33 — 
TT 44 48%" 14% 14%" ~——~Durham Mfg_| 2KEG1 | 1RH37 — 
92 68%" 14% 14% Durham Mfg | 2KEG2 | 1RH41 — 


BES 








No. 5M655 No. 2W330 No. SWZF7 No. 8A811 
* GRAINGER 
Step Stools APPROVED ys Share 
Bottom Width Top Step Height Col oar Brand No * GRAINGER 
ottom Wi op Step Heig olor ap. ran 0. - < 
Plastic VED 
1554" 13%" Beige 350 Ib. GA 5M655 Mail/ Suggestion Boxes = dh 
1554" 13%" Black 350 Ib. GA 5M656 Constructed from cold-rolled steel and feature a powder-coated finish. Include 2 
Steel : ; 
6 ae Pek aaa — 5W330 keys, mounting screws, adhesive labels, form templates, and pen. 
16" 1474 Red 350 Ib. Cramer QWZF7 Item 
16" 14Y," Sand 350 Ib. Cramer 1UG81 H W D Color No. 
16 1474" Slate 350 Ib. Cramer 8A784 C 9%" a Gray 2KEK1 
16" 1474 Silvertone 350 Ib. Cramer 8A811 1" 1274" 10" Gray 2KEK2 
1350 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


OFFICE SUPPLIES 
Flags 





~~ 
Annin 
FLAGMAKERS 


Outdoor Flags 


Made in the USA with embroidered stars 
and reinforced fray-resistant lock-stitched 
stripes on the fly end of the flag. 6 x 10-ft. 
and smaller size flags have brass lock 
grommets; 8 x 12-ft. and larger flags have 
roped heading. Nylon flags provide the 
best UV resistance and fly in the lightest 
breeze. 2-ply spun polyester flags provide 
the longest wear and resist high winds. 
For additional Flags, Flag Poles, and 
Accessories go to Grainger.com®. 











COTTON NYLON (POLYESTER 
Item Item Item 
Height Width Min. Flagpole H No. No. No. 
Sit: 5 ft. 20 ft. — 3JN76 — 
ott. 5 ft, — — — 2NED3 
4 ft. 6 ft. 25 ft. — 3JN77 2NED4 
5 Tt. 8 ft. 30 ft. 3GRH6 3JN78 2NED5 
6 ft. 10 ft. 35 fit. — — 2NED6 
6 tt. 10 ft. AO ft. — 4XM79 — 
8 tt. 12 ft. AO ft. — — 2NED7 
8 ft. 12 ft. 45 tt. — 2ZE44 — 
10 ft. 15 ft 50 ft. — 3GRG6 3GRJ4 
aie 18 ft. 60 ft. — 3GRG7 3GRJ5 
15 Tt 25 fit. 80 ft. = 3GRG8 3GRJ6 
20 ft. 30 ft. 80 ft. — 3GRG9 3GRJ7 
Annin 
FLAGMAKERS. Oe i - 
Flagpole No. 5JFC5 
Accessories ro 
‘ Ha a 
escription 0 | 
Snap Hook, 24°H, %" L eer SJFCS 
Halyard, ¥8" Dia., 100 ft. L 5JFC6 | 
Halyard, %16' Dia., 100 ft. L 5JFC5 
Cleat, A-9, 9" L 5JFC4 
Revolving Truck, 2S-HR, Aluminum 5JFC3 
Ball Ornament, 3° Dia., Aluminum 5JFA7 
Ball Ornament, 4" Dia., Aluminum 5JFA8 
Ball Ornament, 5" Dia., Aluminum 5JFA9 No. 
Ball Ornament, 6" Dia., Aluminum 5JFCO 5JFC4 ane 
—BallOmament, 8 Dia, Aluminum ____sdFOt CULE Ornament, 8" Dia., Aluminum 5JFC1 


Annin 


FLAGMAKERS 


Indoor/Outdoor 
Estate Flag Set 


Sewn and embroidered flag includes 6-ft. 
aluminum spinning pole and 1" dia. mounting 
bracket. Nylon flag will not furl in the wind. 





Item 
Height Width No. 
3 ft. 5 tt. 5JGD3 











Annin 


FLAGMAKERS 


= No. 
Pleated Fans and Bunting ae 
= For indoor and outdoor 
Item Item 

Height Width Material No. Height Width Material No. 
Pleated Fans Bunting 

18" 36" Poly/Cotton Blend 5JGE3 180 ft. 3ft. Poly/Cotton Blend 5JGE2 

3 ft. 6 ft. Nylon 2NEE1 

4 tt. 8 ft. Nylon 2NEE2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Annin 


FLAGMAKERS 


Indoor Flag Sets 


Nylon flag has gold fringe, cord, and tassels. 
Include 2-pc. oak pole, gold eagle ornament, 
and gold color floor stand. 





Item 
Pole L Height Width No. 
8-ft. 3 ft. 5 ft. 2NED8 
9-ft. 4 ft. 6 ft. 2NED9 
em 
Annin 


FLAGMAKERS 


State Flags 


Durable and fast drying flags are made 
to official state design specifications. 
Nylon with strong duck heading and 
large brass grommets. 





3 ft. x 5 ft. 4 ft. x 6 ft. 5 ft. x 8 ft. 
Item Item Item 
> CHOOSE: No. No. No. 
Any State or District of Columbia D3761 D3771 D3772 





US Army US Marine Corps US Navy US Air Force 
A F Fl in 
rmed Forces Flags Annin 
: FLAGMAKERS 
Nylon flags are made in the USA and manufac- 
tured to military branch specifications. 
3 ft. x5 ft. A ft. x 6 ft. 5 ft. x 8 ft. 
Item Item Item 
> CHOOSE: No. No. No. 
US Army, US Marine Corps, US Navy, US 4226 04227 14228 


Air Force, US Coast Guard, POW-MIA 


Annin 


FLAGMAKERS 


Classroom Flags 


Indoor flags are made from nylon 
material. Mounting brackets, sold 
separately. For additional Flags, 
Flag Poles, and Accessories go to 
Grainger.com®. 


Item Pkg. 
Height Width No. Oty. 
12" 18° 5JGD4 12 
16" 24" 5JGD5 12 
24" 36" 5JGD6 12 
os 
Annin 


FLAGMAKERS 


Desk Flag 


= Includes black styrene 
stand with 10" staff 


Item 
Height Width Material No. 
4" 6" Nylon 2NEE3 





OFFICE SUPPLIES 
Dividers & Charging Carts 


Scan. Order. Done. 
Details on page A1. 








No. F1883 





Mauve 


SCREENFLEX 
Commercial Edition 
Portable Room Dividers 











Room Dividers 


Sound-absorbing divider panels are free of external connections and glide 
across floors on self-leveling casters. No assembly or installation required. Black 
powder-coated painted metal trim, hinges, and caster covers. Tackable panels 
are treated with fabric protector. 





























































































































































































































































































































































































































4 FT. HEIGHT 5 FT. HEIGHT 6 FT.HEIGHT | GFT.8IN. HEIGHT | 7FT.41N. HEIGHT | 8 FT. HEIGHT 
No. of > CHOOSE: Item Item ltem Item Item ltem 
Panels Overall Width Color No. No. No. No. No. No. 
3 5 ft. 9 in. Beige, Blue, Gray, Mauve F1876 F1877 F1878 F879 F1880 F1881 
5 9 ft. 5 in. ‘Beige, Blue, Gray, Mauve F1882 F1883 F1884 F1885 F1886 F1887 
/ 13 ft.1 in. Beige, Blue, Gray, Mauve F1888 F1889 F1890 F1891 F1892 F1893 
9 16 ft. 9 in. Beige, Blue, Gray, Mauve F1894 F1895 F1896 F1897 F1898 F1899 
20 FS in. Beige, Blue, Gray, Mauve F1900 FI90n F902 F1903- F1904 F1905 _ 
13000 24 ft. Tin. Beige, Blue, Gray, Mauve | F1906 _F1907 | 1908 F1909 F1910 FI911 
eR 
| Best-Rite” Cc > 
Panels and Partitions SIR 
Desktop Privacy Panels—Define work areas, Best-Rite" 
provide privacy, and help shield sound without Dry-Erase 
impairing visibility. Attaches to any work top from gai 
- .75" to 1.5" thick without using any permanent Room Divider 
t hardware or damaging surface. Porcelain steel dry , 
Le erase surface Easily turn any space into 
| shies | | a multifunctional environ- 
— Whiteboard Partitions—Mobile, double-sided ment; add to a personal 
partitions can be used to divide, organize, and work area for increased 
customize your work or display areas. Include privacy or combine several 
hardware, 2 markers, and eraser cloth. Locking dividers to create a new, 
casters. Steel board frame. separate meeting area. 
7 Double-sided magnetic 
em m2 . i 
Description Height Width —No. _ divider with 5" casters 
| ith 21%2' _ 39A134 makes it easy to move. 
ic 32° 39A135 ; 
7 Painted board steel frame. 
= SSS Desktop Privacy Panels i all ele oP 
SSS —N i} P y iz 48" _-39A137_ : Includes hardware, 2 
| —— | Te 58" _- 39A138 markers, and eraser cloth. 
—— ———o iva 66" _39A139_ 
—_— Porcelain Steel 72" 72° 39A072 Item 
BS No. 39A072 | _ Magnetic Whiteboard 72 96" 39A074 Dry Erase Height Dry Erase Width Includes No. 
ee 72° 39A073° Hardware, 2 
Dura Rite® HPL Whiteboard —75; 96" 39A075 74% 37% Chart Hooks 39A077 








































































It 


Tablet Charging 
Carts 


Keeps mobile computing devices 
secured and charged when not in 
use. Allows easy front loading access 
of devices and electrical assemblies. 
Units have locking mechanism and 
ventilation doors, preventing devices 





























No. 20ZA27 No. 49UG17 from overheating. 
Item 
Description : Includes - Compatible With Cap. Material. H WwW D No. 
(4) ETL Listed Power Strips, Non-Skid Top, Ventilated 
ALaCart Charging Cart Side Panels, (2) Handles, (2) Auxiliary Power Outlets, ee 32 Steel 369;" 319/" 20%" —- 20ZA27 
On/Off Switch, Cord Winder, (4) 4" Heavy Duty Casters : ; - 
Charging Cart Power Cord All Tablets, Chromebooks 32 Steel 3914" 41%" 2374" 49UG17 
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Find even MORE on Grainger.com® 





1-800-GRAINGER (472-4643) 


GRAINGER CHOICE”° OFFICE SUPPLIES 
Find the wy. Find Solutions. Find Great Prices. Media Carts & Projection Screens 








Bi nee 





Wall/Ceiilng 
Projection Screen 
No. 1UEN9 
Tripod 
Projection 
Screen 
AMAmPLIVox’ CJ] quartet. No. 1UEP1 


Adjustable Height Metal Cart Projection Screens 


Cart includes keyboard tray with runners, 3-outlet UL and CSA Listed electric Wall or Geiling—Heavy-duty springs keep retraction tension consistent over 
assembly, 15-ft. cord, cord plug snap, and hardware. time. Optional wall mount bracket extends screen 6" from wall, sold separately. 














Monitor Load Item Tripod—Durable and lightweight screen comes with a steel protective case. 
_Size Color _—CasterType = Capacity =H WD ___No.___| Rolling springs help ensure a properly tensioned viewing surface. 
19" Black 4"Rubber(2Locking) _100 Ib./shelf 42° 46" 18" 30F322 eouKS P pee 9 

Dee ee a Mounting Item 
Method Screen Size No. 

60 x 60" TUENS9 

Wall or Ceiling 70 x 70" TUEN8 

84 x 84" 1UEN7 

60 x 60" 1UEP1 

Tnpod | 70 x 70" 30P074 

Wall Mount Bracket, Pkg. of 2 1UEN6 


No. 1UEP2 





(Quartet 


No. 1UEP3 








No. 30P075 
No. GNWD1 No. 1UEP4 
J quartet. 
Laser Pointers 
Kensington = Batteries included Multifunctional No. 1UEP4— 
WARNING: Avoid direct eye exposure. 4 functions in 1: laser pointer, LED 
Computer Locks light, pen, and PDA stylus. 
Item Item 
Description — No. Description Beam Color Class Projection Material No. 
Grommet Hole Cable Anchor 6NWC9 Red 2 696 ft. Plastic 30P075 
Desk Mount Cable Anchor 6NWDO Laser Pointer ___Red 3A 696 ft. Plastic 1UEP2 
Desktop & Peripherals Locking Kit 6NWD1 Red 3A 1500 ft. Aluminum 1UEP3 
ClickSafe(R) Laptop Lock 6NWD3 No. GNWD3 Multifunction Laser Pointer Red 2 919 ft. Metal 1UEP4 
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OFFICE SUPPLIES scan. Order. Done. [=| 
Computer Accessories Details on page Al. =— |e 









CG 


HureR i CcCAane 
canless air system” 


Rechargeable 
Industrial Use 
Canless Air System 


Easily cleans keyboards, servers, retail 
displays, camera equipment, and 
circuit boards. Lasts for 18 min. per 
charge, which is equal to 2 to 3 cans 
of canned air. Features a battery life 
of over 500 charges; system equals 
over 1000 cans of air in its lifetime. 
Includes straws and charger. 


JmeETROVAC fl 
— P Critical Air Duster 


Blasts dry, filtered air for cleaning 
and removing dirt and debris off 
computers, electronics equipment, 





Electronics 


Duster 





No. 40KJ49 No. 19MX53 No. 2RRD2 






Aerosol Dusters 


Provide air blast that cleans and 
removes embedded debris and 


CRE 





dust without damaging sensitive Item Pkg. printers, copiers, and cameras. 

electronics, equipment, comput- fe ae aaa of. Includes 7%" air concentrator, 

Ne eae or seal 10 oz. Dust-Off 40KJ50 2 air-flare nozzle, and 4-pc. micro 
6 ozone safe and contains — Dust-Off 40KJ48 1 leaning tool kit 

a bitterant to help discourage 17 07. SEH SUR 2 ee 

: 16 02. CRC 19MX53 * 1 Net Item 

inhalant abuse. Include extension 16 o7. Ability One 2RRD2~ ‘+ 1 Weight No. 

straws for hard-to-reach areas. *RoHS Compliant. {VOC Compliant. 2.7 Ib. ONJJ4 





V Verbatim 


ie “Re 
“<f be | 


7 V Verbatim 


’ 





SDHC Card™ 


‘ ay 
Premium 


No. 14F879 


Hécondable jar 


“a / Sy 


F? 25 


a ose 





4 Verbatim. No. 14F881 


No. 14F848 











Item Item =‘ Pkg. 
Description Cap. Speed Color No. Description Cap. No. Description Cap. Speed Time No. Qty. 
Flash Drives Memory Cards CDs, DVDs, Blue Rays 
8GB 5 MBps Red 14F879 CompactFlash Memory Card 4GB 14F868 CD-R Disc 700MB 52x ~—s 80 min. 14F821 100 
Store 'n' Go USB 16GB 5 MBps Red 14F884 4GB 14F881 DVD+R Disc 470GB 16x  120min. 14F848 100 
Flash Drive 32 GB = Red 14Fag2_—-Premium SDHC Memory Card = —3 G3 —44F885 
64 GB — Red 14F896 
& ©. No. 6PKP5 
“thy 
Logitech No. 6PKP2 
Corded Mouse and Wireless Keyboard Mouse Set 
No. 6PKP2—Fingertip control allows fast, accurate No. 6PKP5—Spill-resistant board has convenient with adjustable tilt legs. Included contoured-shaped 
back and forth cursor movement. Contoured shape and essential keys, giving direct access to media, mouse fits comfortably in either palm and provides 
provides comfortable use. Trackball reduces hand calculator, and battery check functions. Easy to precise tracking and cursor control. 
and wrist motion. plug and play USB connection. Keyboard extends 
Corded/ No.of Connector Item 
Wireless Compatible With Features Includes Buttons Type No. 
Optical Trackball Mouse 
Corded Mac® OS X 10.3.9 and Later, Windows® XP, Vista(TM) Trackman Mobile Mouse — 2 USB/PS2 6PKP2 
Keyboard/Mouse Set 
Wireless Windows® XP, Vista(TM), 7 Scroll Wheel and 30 ft. Wireless Range (2) AA (Keyboard) and (1) AAA (Mouse) Batteries 3 USB —-6PKP®5 
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00 





GRAINGER CHOICE° OFFICE SUPPLIES 
Find the i. Find Solutions. Find Great Prices. Notepads, Notebooks & Portfolios 





RULE TYPES 


FIELD 4x4/inch 


CTOPRPS 
__ JOURNAL wwe || UNiversal. 
Lined 








Task Specific 








No. 3WH 
Secs Notepads No. 35X014 No. 35X013 
Serica Columns Eoch hea 1 | = 50 sheets per pad | 
Lined notepads provide space to organize notes and lists. They No. 35X023 
are bound at the top for quick access to notes, and are backed 
with sturdy cardstock for support when writing. They can be 0 ibepal Pad ar 
used to record measurement, create supply lists, and log hours. 
Sheet Paper Chipboard Item Pkg. 
Size Rule Color Backing Brand No. Qty. 
eo 
G IP ite pt ops 5 
a ones 5"x 8" Narrow White 30 pt Tops 35X007 12 
. White 40 pt Tops 35W986 12 
White 60 pt Tops 30W994 12 
CUES bile Canary 30 pt Universal 309X065 12 
Canary 28 pt Tops 359X028 fT 12 
Legal ~Canany~30-ptTops 3X028—12 
: u Lega anary pt ops 4) 
___UNIVERSAL Ua Pites with tnt wr Grid | | 872" X 11% White 27pt Universal 35X064.~—*‘12 
White 28 pt Tops 390X025 12 
White 40 pt Tops 30W988 12 No. 35X025 


* 2-Hole punch. ¢ 3-Hole punch. 








General Purpose 


No. 3WHD3 
—-—— 
Ac fasted red Se SO gEaae 
All-Weather Notebooks, tniversal. 


Wirebound Notebook 


= 50 sheets per pad 

Opens easily and can be doubled-over for conve- 
nient handling while recording measurements, 
creating supply lists, and logging hours in jobsite 


Paper, and Pens 


These notebooks withstand work conditions in construction 
and utilities, agricultural, survey and engineering, forestry, 
and mining applications. Covers and pages resist water, 





sweat, oils, ot a mud. cover Number tem Pea, | 2DDlications. The sturdy coils are designed to keep Sie. fale teen. Wee. ne 
ee aper over umber em g. : p 7 ei : : : 
Rule Size Weight Backing Color ofSheets No. ty. | ‘rom catching on backpacks, papers, or clothing. 3'x5" Narrow White 35X062 12 


Task Specific 


ne ere Pa Polyd Yell 80  10R341 1 (read Black n’ Red’ 
ie a" x [¥2" olydura_ _ Yellow 4 
ta ee Paha oa ao 
etric Fie a" x 1 V2" olydura__ Yellow 4 ‘ 
Transit 43%4°x 7%" 32lb. _Fabrikoid Yellow 80 10R339 1 TOPS 
Nonwirebound, Field Flex Cover = 
Tally 3¥'x8" 20 lb, Fabrikoid Yellow 70 teato717- | Nonwirebound 
Nonwirebound, Notebooks with Numbered Pages, Field Flex Cover 
Field 4%4"x7" 32 Ib.__‘Fabrikoid Yellow 24 387089 3 | Notebooks 
Level 4%°x7" 32 Ib. -_ Yellow 24  381D88 3 pe ; 
Metric Field 456"x7" 32 Ib. — Yellow 24 381D90 3 Smooth binding edges won't snag on clothes 
Wirebound, Polydura Cover i inj i 
Field 494°x7" 32 1b. Polydura Yellow 32 3WHC8 or other items. They can be used in jobsite 





Level 4¥%"x 7"  321b.  Fabrikoid Yellow 32  3WGK9 applications to record measurements, create 


No. 35W834 No. 35W8s09 


—t| 4) — | —4| 


Metric Field 4%'x7" 32 lb. Polydura__ Yellow 32  3WHF5 
Transit 4%"x7" 32 Ib. Polydura Yellow 32 3WGK7 supply lists, and log hours. 
General Purpose Sheet Paper Total No. Item 
Nonwirebound, Fabrikoid Cover Size Rule Color Cover Color Cover Material of Sheets Brand No. 
Blank  4%"x7%" 321b.  Fabrikoid Yellow 80 10R352 1 75" x 934" College __ White Black Cardboard 100 Mead 30W834 
Journal 4%" x 7%" 32 1b. ~~ Polydura__‘Yellow 80 3WHC4 1 Legal White Black Cardboard 100 Mead 35W833 
Nonwirebound, Field Flex Cover 8A" x 59" Legal White Black Casebound 96 Black N' Red 35W809 
Universal 3%"x5"  20)b. — Green 56 3WGZ5 84%4'x 11%" Legal White Black Casebound 96 Black N' Red 35W808 
Universal  3%"x5" 90 Ib. = Tan 56 3WGZ4 1Y2" x 994" Legal White Black Marble Coated Board 1-Side 100 Tops 30W956 


Universal 3%'x6' 20 Ib. Green 60 3WGZ7 

Universal 3%'x6' 20 Ib. — Tan 60 3WGZ6 

Universal 3%"x5' 20 |b.  Fabrikoid Yellow 56 10R337 

Universal 4%°x 7%" 32 lb.  FieldFlex Yellow 64 10R335 
Nonwirebound Notebooks with Numbered Pages, Field Flex Cover 

Journal 4%" x (' 32 lb. Hard Cover Yellow 24 381D93 

Universal 4%" x 7" 32 lb. _Polydura__ Yellow 24 381D91 
Wirebound, Polydura Cover 

Journal 4% x [° 32 |b. Hard Cover Yellow 37 S3WHC7 

Universal oa 20 lb. _Polydura__ Yellow 90 3WHD3 

Universal 4" x6" 20 lb. Polydura Yellow 50 3WHD4 

Universal 4%" x /" 32 |b. Field Flex Yellow 32 10R328 

Universal 8%"x11"  32\b. Field Flex Yellow 42 3WHG3 
Wirebound, Top-Spiral, Polydura Cover 

Universal ee] 20 Ib. Green 50 3WGW7 


(Seige) bh) hy) | | — | — 1 | 








— 1 
Universal ceed 20 Ib. _ Tan 50 3WGW9 1 No. GYTT6 = | 
Universal 4" x 6" 20 Ib. — Green 50  3WGZ9 1 A No. 30LW84 
Universal 4" x 6' 20 Ib. _ Tan 50 3WGZ8 1 
Paper Total No. . 
i : i ae = = . 
an et Se a a Brightness Color Finish ofSheets Item No. Portfolios G5 SAUNDERS Isamsill VICTOR 
Bz xit __ 20 Ib. 85/91 ___White__Matte__200___3XFR7___| Keen notes and writing instruments organized Item 
Pen Ink Color Pen Tip Pen Cap Barrel Material Item No. P nee g ; g Sheet Size _ Cover Color Brand No. 
All-Weather Ballpoint Pens and protected inside covers with a profes- 305" x 5 Black Saunders  30LW86 
Te tare Aaah Rea} RNG | sonal anpesrane. Tey ince notnads, 8) Sa 
All-Weather Pen Ink Refill, Fine Point and pockets for storing business cards and BV x 119" Silver Saunders 30LW84 
Black — = — 3WHD6 promotional materials. 11" x 8%" Black Victor 38Y739 
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OFFICE SUPPLIES 
Copy Paper 





Multi-Purpose 


= 


ns 


Multipurpose 
Paper 
No. 15U674 











3 Hole Punch Paper 
No. 15U649 


Inkjet Paper 
No. 15U662 





Laser Paper 
No. 15U646 





Hammermill’ 


INTERNATIONAL ® PAPER 


universal. universal one if) 
Standard Copy and Printer Paper 


Multipurpose Paper—Multipurpose paper can be used in copiers, laser 
printers, and plain paper fax machines. Its versatility makes it suitable for 
small business owners sending and processing work orders, invoices, esti- 
mates, and receipts. 


Laser Paper—Withstands the high-heat process required to fuse powdered 
ink, or toner, in place via laser printing. Laser paper produces high-quality 
color images and text on documents such as design proposals, photographs, 
flyers, and brochures. 


Inkjet Paper—Features high surface strength and even porosity to absorb 
the liquid ink used in inkjet printing processes. Its structure keeps wet ink 
from spreading and produces crisp lines for high-quality text and images. 


Paper 

Size Paper Item Pkg. 
Name Sheet Size Weight Brightness Finish Color Brand No. Qty. 
Three-Hole Punch Paper 

Letter 8'%"x11" 20 Ib. 92 Matte White Ability One 31UF71 10 
Letter 8%"x11" 24 |b. 98 Matte White Hammermill 15U649 500 
Multipurpose Pape 

Letter 8%'x11" 20 Ib. 92 Matte White Universal 24WJ60 200000 
Letter 8%"x11"  20Ib. 96 Matte White Hammermill 15U643 5000 


Letter 8%'x11"  20(Ib. 98 


8 

8 

8 Matte Bright White Universal One 15U674 5000 
Letter 8%"x11" 24 |b. 96 

8 

8 

8 





Matte White Hammermill 15U644 5000 
Letter 8%"x11" 28 |b. 100 Matte Photo White Hammermill 15U639 500 
Legal Yo"x 14" 20 Ib. 96 Matte White Hammermill 15U645 500 
Legal Yo"xX 14" — 28 Ib. 100 Matte Photo White Hammermill 15U640 500 
Tabloid 11°x17" 28 1b. 100 Matte Photo White Hammermill 15U641 500 
Laser Paper 
Letter 8%"x11" 24 |b. 98 Matte White Hammermill 15U646 500 
Letter 8%"x11" 32 Ib. 94 Glossy White Hammermill 15U654 300 
Letter 8%"x11" 32 Ib. 100 Matte Ultra White Hp 15U661 500 
Legal 8'%"x14" = 24 |b. 98 Matte White Hammermill 15U647 500 
Tabloid 11"x17" 24 |b. 98 Matte White Hammermill 15U648 500 
Inkjet Paper 
Letter 8%"x11" 24 Ib. 100 Matte Bright White Hp 15U662 500 


* 3-Hole punched. 


/ 
if, universal one. 


Wide Format Paper Rolls 
Suitable for printing large-format visuals 
in high-production CAD, AEC, and GIS 
segment environments. Rolls can be 
used with compatible wide-format 
printers to produce high-quality posters, 





presentations, and retail displays. a 
Item Pkg. 
L W Paper Weight Paper Color Brand No. Qty. 
fon. 36" 5 mil Clear Hp 19NV81 1 
100 ft. 42" 7.4 mil White Hp 19NV89 1 
127 ft. 43," — White UniversalOne 45GZ07 50 
150 ft. 24" 4.2 mil White Hp 19NX38 1 
150 ft. 24" 24 Ib. White Hp 19NX34 1 
150 ft. 24" 26 Ib. White Hp 19NW99 1 
150 ft. 36" 24 Ib. White Hp 19NX08 1 
150 ft. 42" 4.9 mil White Hp 19NW44 1 
1356 GRAINGER. 
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Scan. Order. Done. 
Details on page A1. 


Trees, 


| PREMIUM MULTI-USE COLORED PAPER 


ft PASE, as 


No. 15U667 No. 19NY55 


universal one. 


BOISE 
NEENAH 
Colored Ne: 
i iti 15U676 
Suitable for use in both inkjet and laser printers, including copiers 
and plain paper fax machines. This versatile, matte finish paper is 
ideal for color-coding documents, such as work orders, invoices, 
estimates, and receipts for quick identification. 
Paper Paper Item Pkg. 
SizeName  SheetSize Weight Color Brand No. Qty. 
Letter 8%" x 11" 20 Ib. Green Universal One 15U667 500 
Letter 8%'x11" 20 Ib. Orchid Universal One 15U672 500 
Letter 84" x 11" 20 Ib. Flashing Ivory™ Boise 19NY55 500 
Letter 82" x 11" 20 Ib. Jammin’ Salmon™ Boise 19NY53 500 
Letter 8Y%'x11" 24 Ib. Lunar Blue™ Neenah Paper 15U675 500 
Letter 8%'x11" 24 Ib. Solar Yellow™ Neenah Paper 15U676 500 
/ 
No. 


15U666 


Glossy Finish 
Photo Paper 


Offers a bright photo finish with 
vibrant white color. This paper is 
thicker and denser than standard 
paper, allowing it to absorb ink for 
high-quality photos and color images. 
It also dries quickly, which reduces 
wait times when producing presenta- 
tion documents and portfolio images. 





Paper Item Pkg. 
Size Name Sheet Size Paper Weight Brand No. Qty. 
— 4"x 6" 10.5 mil Hp 15U664 100 
Letter 8%" x 11" 7 mil Ability One 52CE81 25 
Letter 8¥" x 11" 8 mil Hp 15U666 50 


We Have Ink and Toner Online 


Find OEM and Remanufactured Ink and Toner from HP. Lexmark, Clover 
Technologies and more at Grainger.com®, search for Ink and Toner Cartridges. 


All abe 
1 oe 


OEM Cartridges 


Remanufactured Cartridges 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 











No. 2NU75 





No. 29PK94 


No. 2NU74 





= . No. 2VZD8 
Post-it® Super Sticky Notes 
= Ideal for vertical and hard-to-stick places 
Item Pkg. 
Size Rule Color Number of Sheets No. Qty. 
Sticky Notes 
3" x3" Unruled Canary Yellow 90 29PK94 iz 
oko Unruled Marrakesh 90 2NU75 5 
3 Xo Unruled Rio De Janeiro 90 29PK95 12 
oxo Unruled Canary Yellow 90 29PL04 12 
4" x 4" Ruled Canary Yellow 90 2NU78 6 
4" x 4" Ruled Canary Yellow 90 1AYC5 12 
4" x 4" Ruled Rio De Janeiro 90 29PL10 6 
4" x 6" Ruled Canary Yellow 90 2NU74 4) 
4" x 6" Unruled Rio De Janeiro 45 2NU83 8 
6" x 8" Unruled Rio De Janeiro 45 2NU84 4 
Sticky Notes—Product Contains a Minimum of 30% Post-Consumer Recycled Content 
a ea. Unruled Bali 90 2VZD8 5 
4" x 4" Ruled Bali 90 2VZE1 6 





No. 29PL34 


Post-it® Pop-Up Note Refills 
Item Pkg. 
Size Rule Color Number of Sheets No. Qty. 
Sticky Notes 
3 Xo Unruled Canary Yellow 90 1TRW1 12 
Sticky Notes, Original 
oxo Unruled Cape Town 100 29PL34 12 


Scotch® Tapes and Dispenser 


= Ideal for permanent paper mending 


Item 

Description W L No. Description 
Scotch® Magic™ Office Tape Scotch® Desktop Tape Dispenser 
1 Roll 3" 36 yd.  2A684 Black with Non-Slip Foam 
6 Rolls J," 1000" 29PL25 Rubber Base, 1° Core 
10 Rolls 3/4" 1000" 2NU69 Scotch® Transparent Office Tape 
12 Rolls 5/4" 1000" 29PL21 3 Rolls 3/4" 
16 Rolls 5/4" 1000"  29PL22 
24 Rolls 5/4" 1000" 29PL24 
Scotch® Magic™ Office Tape and Dispenser 
Dispenser and 6 Rolls 3/4" 1000" 29PL19 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





= Invisible when applied, won't show on copies 


OFFICE SUPPLIES 
Self-Stick Messaging & Tape 


No. 
29PK97 No. 


29PL07 





No. 
29PL02 


; ~~ - 
Post-lt® 
Original Notes 
Item Pkg. 
Size Rule Color Number of Sheets No. Oty. 
Sticky Notes 
1%" x2" Unruled Canary Yellow 100 29PK92—s 24 
a eo: Unruled Canary Yellow 100 29PK96 18 
oxo Unruled Cape Town 100 29PK97 14 
ey Unruled Canary Yellow 100 29PL05 24 
4" x 4" Ruled Canary Yellow 300 29PL11 2 
x 6" Ruled Marseille 100 29PL07 3) 
Sticky Notes—Product Contains a Minimum of 30% Post-Consumer Recycled Content 
xo Unruled Canary Yellow 100 29PL01 12 
ce ey Unruled Helsinki 100 29PL02 12 
eer Unruled Canary Yellow 100 29PL06 12 





= = al/ 





No. 2VZE8 


No. 2VZE9 














No. 2UY41 No. 2VZE6 No. 29PL18 
Post-it® Flags and "Sign Here" Flags 
Item Pkg. 
Size Color Number of Sheets No. Qty. 
Sticky Flags 
Yo" x 194" Assorted Bright and Assorted Primary 30 29PL17_ ~—10 
1" x 134" Orange 50 2VZE8 2 
1"x 194 Purple 50 2VZE9 2 
Sticky Flag and Arrow Set 
x1", Vax 1%!" Assorted Bright 96 Arrows, 100 Flags  2UY41 1 
"Sign Here" Sticky Flags 
Vo" x 194 Assorted Primary 30 29PL18 4 
1" x 194 Yellow 50 2VZE6 2 
"Sign Here" Sticky Arrows 
Vo" x 194 Red 20 2VZF2 4 






Item No. 
: al 2NU69 
— 2JCK8 
No. 
1000" _29PK91 29PL19 
4 
\" No. 
' 29PK91 


Scan. Order. Done. 
Details on page A1. 
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OFFICE SUPPLIES 
Wall File Storage & Desk Accessories 








_ 





be 














No. 1AYF4 
No. 1MLH7 No. 2RLK5 No. 1WDZ9 
No. 1AYF3 
" * GRAINGER 
No. 1MLH9 GA 
Wall Files ° APPROVED OfficemateQIG 
No. 1WEA2 _ No. of Item Pkg. 
Description Type Compartments W H D Color Brand No. Qty. 
Wall Racks 
or ees Steel Letter 3 12" 187% 9° Black GA 1AYF3 1 
Steel Letter 1 12%" 10%" 1%" Black GA 1AYF4 1 
Plastic Letter/Legal 1 16%" 8%" 3% Black Officemate 1MLH7 1 
Plastic Letter/Legal 1 15%" 9%" OY Black Officemate 1MLH8 1 
Plastic Letter/Legal 4 16%" 27%" 5" Black Officemate 1MLH9 1 
No. 1WEA1 Se la Adjustable — 2” 12" Black = Officemate 2RLK5 1 
Wall Pockets 
No. 1WEAS Plastic Letter 3 13" 7 4%" Black = Officemate 1WDZ9 3 
Plastic Letter 1 13" 7 4Ve" Black Officemate 1WEA2 1 
Plastic Legal 1 16%6 7 4V" Black Officemate 1WEA4 1 
Plastic Letter o 13 fi 4%" Smoke Officemate 1WDZ7 3 
Plastic Letter 1 i" 7 4¥" Smoke Officemate 1WEA1 1 
Plastic Legal 1 16%6 7 4¥" Smoke Officemate 1WEA3 1 
Plastic w/Magnetic Backing Letter 1 13° 7 4¥" Smoke Officemate 1WEA5 1 
No. 2RLH6 No. 1WEAG Recycled Plastic Letter 3 13" 21 4" Black Officemate 2RLH6 1 
oy Unbreakable Polycarbonate —_Letter/Legal 2 iz" 8 5Y" Clear Officemate 1WEA7 1 
Unbreakable Polycarbonate —_Letter/Legal 2 ia 8 5¥%2" Smoke Officemate 1WEA6 1 
No. 1WDZ8 Partition Hangers Adjustable = 2%" 7%  % Black Officemate 1WDZ8 2 
No. {ys 
o nS 
acu OfficemateQiG Sw 
Item 
Description D W H No. 
Tool Tube 3 3° 5%" ~~ AMLK2 
Pencil Cup 2" 4Vy" i" 1MLK3 
Utility Tray a 12" 3%" 1IMLK4 
Photo Frame Ze" 8 6" 1MLK6 
No. 1MLK8 
CE 1" 6%" 18" 1MLK7 
No. 1MLK9 Partition Organizer 
- Wall File oa 13-7 1MLK8 
Cubicle Wall ; u fF 
Panel Clip 1 AVY" 2 1MLK9 
—_—_—_—_——_ Certificate Holder Yo" 12¥2" 10" ~— 1MLL1 
=< Wall Organizer w/3 F : ' 
Compartments 3%" 12 4 1MLL2 
sa 1" 1574" 12%" 4MLL3 
No. 1MLL2 No. 1MLL3 eo pene Bulletin Board 
No. 1MLL1 " ulletin Boar Vs’ 1874" 154"  1MLL4 
Cork Bar 
Steel Desktop =“ reyryorainctr 
. APPROVED 
Organizers Buddy Products 
No. of File Item 
Key W H L Compart. Size _ Brand No. 
File Holders 
A 15" 9¥" 834" (4) Horizontal Legal GA 1AYE5 
A 12" 9¥4" 834" (4) Horizontal Letter GA 1AYF2 
A 12" 12%" 8%" (5) Horizontal Letter GA 1DNP5 
A 12" 1434" 834" (6) Horizontal Letter GA 1AYE9 
A 12" 17%" 834" (7) Horizontal Letter GA 2KEK8 
B 12" 8¥%' 11" (5) Vertical Letter GA 1AYE6 
B 15" 8%" 11" ~~ (8) Vertical Letter GA 1AYE8 
i i i Buddy 
Bo 15%" 7Y4" 10%" (8) Vertical Letter Products 49J401 
C 18%" 7%" 8" (8) Vertical _Letter GA 1DNP7 
; ; » (3) Horizontal, 
D 21%" 8%" 11 (6) Vertical Letter GA 2KEK9 
E 11%" 21" 334" (5) Horizontal Letter GA  3MUY4 
No. of Item 
Key W H D Compart. Brand No. 
Desktop Organizers 
15 w/3 
F A7Vs" 183%" 9%" — Adjustable GA 2KEJ8 
Dividers 
17 w/4 
F 58Ys" 18%" 9¥%" Adjustable GA 2KEJ9 
Dividers 
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GRAINGER CHOICE ° 
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A. B. C. 
No. 2WFX3 No. 2WFX5 No. 2WFW5 
* GRAINGER 
APPROVED 
Binder and Bulldog Clips 
Holding Item Pkg. 
Key Size Cap. Color No. Qty. 
Binder Clips 
Y;" Yq" Black 2WFX3 60 
A Ja Je" Black 2WFX4 40 
1%" %e" Black 2WFX6 24 
2" il Black 2WFX8 12 
B 3/4" ¥e' Assorted 2WFX5 ~* 40 E 
1," Ys" Assorted 2WFX7 24 : 
C 1% 7 Silver 2WFW5 2 No. 2WFW2 
Bulldog Clips 
1"W Yq" Silver 2WFV6 36 
D M'W Ae Silver 2WFV7 36 
24'WN Silver 2WFV8 12 
3'W Ze Silver 2WFV9 12 
1M%'W  %e' Assorted 2WFW2 12 e 
E _25%'W 7%" Assorted 2WFW3 12 as *F. 
3'W 1". Assorted + 2WFW4 12 * No. 2WFW6 
F "WOM Silver 2WFW6 * 2 
* Magnetic. 


Officemate QI 
Metal Paper Clips 


Sold in 10 boxes of 100. 




















Item Pkg. o~ a ON 
Size Color No. Qty. _ = — No. 
No. 1 Silver 1WEB7 1000 SS il {WEBS 
Large Silver 1WEB8 1000 . 
||| WL Ufa! !) Wwe m 
) 10 ay 
STAINLESS STEEL > 
Ceo ee ae ie ee 
HTH Jiniliili Ti iaylinntiyiil | jit! 
Ww 
-WESTCOTT A. 
mee No. 41N636 
Rulers a a 
ee ~ 
Graduation Item SS 
Key Type Graduations Size No.  ———— 
Stainless Steel Rulers B. 
Inch/Metric Ye", Ye" 6"  10F263 
4 Inch/Metric Vic", Yo 12" 41N636 peenaene 
Inch/Metric Vie’, ¥32" 15" 10F264 
Inch/Metric Vie’, %32" 18" 41N637 
Wood Rulers 
Inch Ye 12" 41N623 
B English i 36° 41N528 C. 
Inch/Metric Ye" 36'' 41N529 No. 10F261 
Wood Yardstick alee 
C _Inch/Yard ye" 36° 10F261 se we ee 
Wood Meter Sticks —— —— 
p Jnch/Metric 1 39" 41N530 D. 
Inch/Metric Ye" 39%" 10F262 No. 10F262 
A. 
No. 36WE32 Pty 
} Officemate IG 
VICTOR B. No. 36WE33 Cc Li | 
Easy Read Ruler™ i 
y Panel 
Graduation Item = 
Key Type Graduations Size No. Clips 
Plastic 
A Inch Ya", Ve", Vie", V2" 12" 36WE32 Pkg. Item 
Stainless Steel Color Size Qty. No. 
B Inch Ya" Ye", Vie", ¥30" 12" 36WE33 White 1'W 24 2RLK9 
Inch Ya", Ve", Vie", V2" 18" 36WE34 Assorted 1"W 24 2RLL1 
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universal. 

Rubber Bands 
Size Length Width Color 
19 3Y," Vie —_— Beige 
32 3 Ye" Beige 
33 3," ¥" Beige 
64 3" Yq Beige 
105 5 %e" Beige 
117 fa Ve Beige 
117 c Ve Beige 













Correction 
Fluid and Tape 


OFFICE SUPPLIES 





Desk Supplies 
= 
— 
Item Pkg. @ 
No. Qty. ya 
33F198 1240 © No. 
33F201 820 33F198 
33F204 640 
33F199 320 
33F196 55 
33F205 50 
33F202 210 








Item Pkg. 
Description No. ty. 
Correction Fluid, Foam Wedge, 22mL 1JU68 3 
Correction Tape 2LTR4 2 
Correction Tape 2LTR5 2 
Dryline® Recycled 4AZP6 2 
Dryline® Grip 1TINK7 2 No. 1TNK7 
A. 
No. 2WFX1 B. 
No. 10F271 
* GRAINGER ~~ 
APPROVED = > 
= ; 
“WESTCOTT C. 
H ® 
Since 1872“ No. 44N640 D. 
Scissors No. 41N621 
Handle Blade Overall Item —— Pkg. 
Key Description Material Length No. Qty. 
GA 
A Hard Grip Black Plastic Stainless Steel 8" 2WFX1 1 
Soft Grip Black Plastic Stainless Steel 8" 2WFX2 1 
Westcott 
Nonstick, Titanium ; 
7 10F270 1 
Straight Gray/Vellow ABS/TPR ——Bonded Stainless Stee 
Nonstick, Titanium 3" 10F271 { 
Bonded Stainless Steel 
. Nonstick, Titanium i 
Bent Gray/Yellow Plastic Bonded Stainless Steel 8 10F272 1 
Titanium Bonded Stainless Steel Ou 41N641 1 
: Titanium Bonded Stainless Steel fi 41N640 1 
c Straight Gray/Yellow ABS/TPR Titanium Bonded Stainless Steel 8" 4 1N554_2 
Titanium Bonded Stainless Steel 8 41N638 1 
Bent Gray/Yellow Plastic Titanium Bonded Stainless Steel 8 10F273 1 
Straight Blue Plastic Stainless Steel 7’ 10F276 1 
D Straight Blue Polypropylene Stainless Steel fi 41N621 1 
Straight Blue Plastic Stainless Steel 8 10F277 1 
Bent Blue Plastic Stainless Steel 8 10F278 1 








* GRAINGER 
APPROVED 
Officemate Q|¢ 
= No. 
Push Pins ewew7 : 
No. 2WFW9 
Item Pkg. 
Color L H W No. Qty. 
Push Pins 
Clear Y," — — 1WEAS = =1200 
Assorted 1% 2WFW7 100 
Transparent Assorted 7%" ¥4" —  2WFW8_ 100 
Magnetic Tacks 
Assorted —_— 4 Vp 2WFW9 30 
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No. 24Y084 No. 24Y — : 
ss ae 7 ee No. 1UEB1 No. 24Y085 (\ 


No. 2WFT9 6HKC1 No. 1MLJ7 No. 24Y099 





ait 2 


No. 2WFT1 No. 2WFT3 





ce 





GE 















No. 35Y644 No. 35Y658 X 
re " ~~ _ No. 1UEB6 2WFT6 1MLus 1MLJ9 
No. 2WFRS No. 2WFR9 No. 2WFR5 No. 2WFR7 
No. 24Y087 No. 24Y081 No. 2VZF7 No. 2VZG1 
No. 24Y097 No. 1UEB5 No. 24Y096 No. 2VZF9 
7 GRAINGER (SIRCLE 
. ) - - _ Paper APPROVED CORP 





No. 2VZG6 No. 24Y090 No. 1UEB3 aa wavaee Punches Cys OfficemateQIG@ —Swinghne GBC 



















Item 
— Description Sheet Cap. Brand No. 
One-Hole Paper Punch 6 GA 2WFT9 
Heavy-Duty Slot Hole Paper Punch 12 Sircle 6HKC1 
BOSTITCH Two-Hole Paper Punch Sanck Hy Pficemate ALLRA 
wo- to Three-Hole Paper Punc wingline 
fy No. 35Y667 Two- to Seven-Hole Paper Punch 20 Swingline TUEB6 
GRAINGER Three-Hole Paper Punch 40 GA 2WFT6 
APPROVED No. 35Y653 Three-Hole Paper Punch 40 Officemate {MLJ8 
No. 35Y659 Three-Hole Paper Punch 45 Officemate 1MLJ9 
Two- to Seven-Hole Paper Punch 32 Swingline 24Y097 
Three-Hole Paper Punch 40 Swingline 1UEB5 
Staplers and | Two- to Three-Hole Electric Paper Punch 24 GBC 24Y096 
us No. 2WFR2 we Three-Hole Electric Paper Punch 50 Swingline 2V/ZF9 
Accessories e 
he ee arlieg wiih — ia 
ap. ept or Use Wit ran 0. rae 
Electric Staplers Hed 3456 18928 
20 % to 1%" Ya" Standard Staples Swingline 24Y084 ver oo 
45 Ya to 12" Optima” Premium Staples Swingline 24Y083 cows! N°- 
30 Ys to 3" Ys" Cartridge Staples Swingline 1UEB1 = 41TLV9 
30 Ya to 4" Ya" Cartridge Staples Swingline 24Y085 
20 Yn" Ys" Standard Staples Stanley Bostitch 35Y644 
45 Ya" Ys" B8 Powercrown Staples Stanley Bostitch 35Y658 
Manual Staplers 
20 A Y4" Staples GA 2WFT1 
20 2%" Y4" Staples GA 2WFT3 
15 2. Y4" Staples GA 2WFR8 
15 ei Y4" Staples GA 2WFR9 
0 BY %, 7 Sach GA SWER? y 
4 8, Y2' Staples 7 = —— 
Manual Standard Staplers td Pare] aa . No. 
20 3% Ys" Staples Swingline 24Y087 Cj) ee : 1TLUS 
Manual Commercial Desk Staplers -) DES ’ 
20 4" Ya" Staples Swingline 24Y081 gone | 
a ni Ya" Stap! Swing 2VZF7 | 
8 4" Staples wingline : 
20 4" Ya" Staples Swingline 2VZG1 ee 
70 24" Optima™ High Capacity Staples Swingline 2VZG6 
160 2% Heavy-Duty Staples (2", %4', 94", %", %') Swingline 24Y090 
120 2/4" Ys" Heavy-Duty Staples Swingline 1UEB3 : 
20 Ze Ya" Staples Stanley Bostitch 35Y669 . cena 
45 OV; 34° or Vi" Staples Stanley Bostitch _35Y667 (2345h5u 
130 298" Heavy Duty staples us Ages %") Stanley Bostitch 35Y653 ge Ail 
i eavy-Duty Staples (2", ; 4° \ 
215 25) ay ae ieee) Stanley Bostitch  35Y659 a POs 
Staple Leg Item Pkg. Wen Fi AAs r 
Type Length Brand No. Qty. Mi giunk J 
Staples Mi anead 
on —— or seers 
eavy-Duty ms 
Heavy-Duty of" GA 2WFUG 1000 pores No. 35W793 
Standard, Chisel Point A Swingline 2VZG5 5000 icD 
A  — 1 
ptima aber isel Point 4" wingline 4 19 : EXAS 
Heavy-Duty, Chisel Point 5," Swingline 1UEB4 2500 Calculators VICTOR Nsrruments 
varttidge, wise Point canta Ya Swingline 1UEB2 9000 
igh-Capacity Premium Cartridge, 3, ali Displa Item 
Flat Clinch, Chisel Point i emgne icccai = Description Digits. L W Brand No. 
B8 Powercrown Ya Stanley Bostitch _35Y686 9000 Pocket 8 4" OA Victor {TLV5 
Chisel Point Heavy-Duty Ya Stanley Bostitch _35Y690 1000 Pocket 8 iy" OV" Victor {TLV1 
B8 Powercrown 7g" Stanley Bostitch _35Y683 9000 Desktop 10 a Ai" Victor {TLV9 
Heavy-Duty Ye" Stanley Bostitch _35Y687 2000 Desktop {9 6" 7 Victor 36WE05 
Item Pkg. Water-Resistant iP 62" Ava" Victor 21VZ4 
Description Brand No. Qty. Executive Desktop i 14! 6" Victor 1TLU8 
Staple Removers Scientific 10 6" ch Victor 1TLUS 
Pinch Style GA 2WFR2 3 Minidesk 8 5%" AY," Texas Instruments _ 35 W792 
Lever style GA 2WFR3 1 Scientific 10 6" 38 Texas Instruments _ 39 W793 
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Find the yl. Find Solutions. Find Great Prices. File Folders, Binders & Office Supplies 
a — - 
faPendaflex 
universal one. a aeues “ 
e Folders ‘ 
and Hanging No. a No. No. No. 
File Folders mune atIns aie _ _ 
ipti t idt ; ty. : y 
a aaa eet aa o__Oly Binders are made with polypropylene with an inner pocket on 
Top Tab File Folders each side. Binders with view-sleeve cover feature clear sleeves 
Letter Manila V3 ¥4" Universal 6XWFO 100 on the front back and spine 
Interior File Folders 
Letter Manila V3 5/4" Universal 6XWD7 100 * BLACK WHITE BLACK WHITE 
Letter Assorted % 3/4" Universal 6XWD4 100 * Ring Size Durability) Item No. | Item No. Ring Size Durability; Item No. | Item No. 
Letter Blue V3 3/4" Universal 6XWD5 100 ~* 3-Ring Binder w/Round Ring 3-Ring Binder w/D-Ring Ring 
Letter Green 3 3/4" Universal 6XWD6 100 * & Clear Sleeve Cover & Clear Sleeve Cover 
Letter Red 3 3/4" Universal 6XWD8 100 * Yn" Standard | 2LJH2 2LJH3 il Standard | 2LJR2 2LJR3 
Letter Violet Ys 3/4" Universal 6XWD9 100 * 1" Standard | 2LJH4 2LJH5 12" Standard | 2LJR4 2LJR5 
Letter Yellow V3 3" Universal 6XWEO 100 * Te Standard | 2LJH6 2LJH7 2" Standard | 2LJR6 2LJR7 
Pressboard Classification File Folders 2" Standard | 2LJH8 2LJH9 3. Standard | 2LJR8 2LJR9 
Letter, 4-Section Light Green 45 Zz Pendaflex 23K460 10 ca Standard 2LJJ1 2LJJ2 4" Standard | 2LJT3 2LJT4 
Letter, 4-Section Red % = Pendaflex 23K466 10 BLACK BLUE a Standard | 2LJT1 2LJT2 
Letter, 6-Section Light Green % 2 Pendaflex 23K422 10 Ring Size Durability) Item No. | Item No. il Heavy Duty 24Y190 24Y191 
Letter, 6-Section Red % 2" Pendaflex 23K358 10 3-Ring Binder w/Round Ring & Plain Cover 1%" Heavy Duty 24Y192 24Y193 
Legal, 4-Section Light Green % 2" Pendaflex 23K748 10 Yo" Standard | 2LJJ3 ILJJ4 2 Heavy Duty) 24Y194 24Y195 
Legal, 4-Section Red % 2: Pendaflex 23K625 10 1" Standard 2LJJ5 2LJJ6 o. Heavy Duty| 24Y196 24Y197 
Legal, 6-Section Light Green % 2 Pendaflex 23K532 10 1%" Standard  2LJJ7 2LJJ8 4" Heavy Duty, 24Y198 24Y199 
Legal, 6-Section Red % Z Pendaflex 23K444 10 " Standard | 2LJJ9 2LJK1 5" Heavy Duty, 24Y201 24Y202 
Hanging File Folders cy Standard | 2LJK2 2LJK3 
Hanging File Folders 
Letter Standard Green — 34" Universal 6XWD2 25 @ 
Legal Standard Green _— 3/4" Universal 6XWD3 25 cI C-LINE No. 1PRR2 
Hanging Box Bottom File Pockets B= PRODUCTS, INC. 5 
Letter Standard Green — 3" Universal 6XWE1 10 = 
Bright Colors Hanging File Folders 
Letter Assorted — ¥4" _UniversalOne 6XWC6 20 Binder Sheet Protectors 
Letter Bue — w Universal One SXWC7 z3 Provide durable storage for documents and 
etter reen — 4" niversal One ) : 
ae Red — 7° Universal One GXWC9 25 reference material. No need to punch sheets and 
Letter Violet —~%'_ UniversalOne 6XWDO 25 photo copies will not stick. 
Letter Yellow — ¥4" _UniversalOne 6XWD1 20 item Pkg 
Hanging Folder Plastic Tabs Descrinti Thick , 
Angled, 214°W Clear — = Universal 6XWE2 25 Tea RGISCTSESE iokness____W . Me. oN: 
Angled, 3%2'W Clear — — Universal 6XWE3 Zo Clear 9 mil 31" 14 1PRR2 50 
SpeedFrame™ Hanging File Folder Frame Nonglare > mil Bi" 17" 4PRR3 50 
8%"H x 11 or 14"W _ Rust-Proof Steel = — Pendaflex 23K370 1 Antimicrobial 3 mil 81h" iT 1PRR1 100 
* Tabs shorter to fit in hanging file folders. Specialty 9 mil Bi," 11 2TDC7 50 
Ee Sheet Protector Set, Top Load, 8 Insertable Index Tabs 
Clear Tabs 3 mil By," 11" 1PRR7 8 
Multicolor Tabs 3 mil 8" 11" 1PRR6 8 























Where quality comes firs! 


Kraft Coin and Small 
Parts Envelopes 




















= Gummed flap = Light brown color 
Item Pkg. 
H W No. Oty. 
Kraft 
2VA" 315" 23K930 500 
. = 7 av" 4VA 23K990 500 
No. 1WEB2 No. GHCH7 No. GHCH4 No. 1DPB7 3% 51" 231032 500 
201" 315" 23K955 500 
av" AVA 23K963 500 
Ss krazy a fy" 27h 5v —-23L084. 500 
OfficemateQ@iG Gis “Ve! x Say 3% 5%" 23989 500 
: a 354" 6 23L031 500 
= a 315" 6" 23K949 500 
Glues and Adhesives 
Item Pkg. 
Description Size No. Qty. . Se 
Officemate 9 
Glue Stick 1.3 oz. 1WEB2 12 Mailer GRAINGER 
Elmer's 
Glue, Extra Strength 0.88 oz. 6HCH6 19 Envelopes APPROVED 
Glue-All® Glue 7.625 02. 6HCH7 1 7 
Glue-All® Glue 1 gal. 6HCJ3 1 = Self-seal 
8 02. 6HCJ4 1 Item Pkg. 
Rubber Gement {at 6HCJ5 1 Lining WL Color No. _ Qty. 
Krazy Glue Polyethylene 
0.07 oz. 6HCH4 1 =  § 9’ White 36DZ01 1000 
® 
Instant Krazy Glue 0.07 oz. 6HCHS 4 — 4" 15%" White 36DZ04 500 
DAP Kraft Paper 
BLUESTIK™ Adhesive Putty 1 02. 1DPB7 1 Bubble 6" 10° Kraft 36DY91 250 Wo. 36DY91 
STRONGSTIK™ Instant Grab Adhesive 5 fl. oz. 1DPB6 1 Bubble 8% 12° Kraft  36DY95 100 No. 36DZ01 
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Dividers & Printer Labels 





Scan. Order. Done. 
Details on page A1. 


Aescly [ncdex 





AVERY 
4 
Index Tab Dividers 
= 844" x 11", 3-hole punched No. 6XVU3 No. 6XVU6 No. 6XVXO No. 6XVX8 No. 6XVX4 No. 6XVUO 
No. of Mfr. Item No. of Mfr. Item 
Description Tabs Index Tab Color Model No. Description Tabs Index Tab Color Model No. 
Index Maker® Print and Apply Clear Label Dividers for Laser and Inkjet Printers Big Tab™ Insertable Buff Colored Dividers with Gold Reinforced 
Print-On 5 White 72/8211416 6XVU3 Binding Edge for Laser and Inkjet Printers 
Print-On 8 White 7278211417 6XVU4 Inserts for Laser/Inkjet o Clear 7278211110 6XVX9 
Ready Index® Customizable Table of Contents Dividers for Laser and Inkjet Printers Inserts for Laser/Inkjet 9 Multicolor 7278211109 6XVX8 
A to Z labs 26 Multicolor 7278211125 6XVU8 Inserts for Laser/Inkjet 8 Clear 7278211112 6XVY1 
Jan. to Dec. Tabs 12 Multicolor 1278211127 6XVU9 Inserts for Laser/Inkjet 8 Multicolor 7278211111 6XVYO 
Numbered 1-5 a] Multicolor 72/8211131 6XVU5S Write and Erase Dividers with Gold Reinforced Binding Edge 
Numbered 1-5 a] White 72/8211130 6XVXO Write-On 5 Multicolor 1218223076 6XVX5 
Numbered 1-8 8 Multicolor 7278211133 6XVU6 Write-On o White 7218223075 6XVX4 
Numbered 1-8 8 White 7278211132 6XVX1 Write-On 8 Multicolor 7218223079 6XVX7 
Numbered 1-31 31 Multicolor 7278211129 6XVU7 Write-On 8 White 1218223078 6XVX6 
Office Essentials™ Preprinted Buff Colored Tab Dividers 
A to Z Tabs 20 Black 7218211483 6XVU0 
Jan. to Dec. Tabs 12 Black 72/8211484 6XVU1 
Numbered 1-31 31 Black 7278211485 6XVU2 








No. 5NHL2 


hibher Labels 2 
bh BE 


rm | 
AVERY 


= No. 5NHL3 
Printer Labels 
TrueBlock®—Totally opaque labels completely 
cover old labels and markings to allow re-use of 
mailing tubes, boxes, and more. 


WeatherProof'’—Durable polyester labels have 
an extra-strong adhesive that resists the mois- 
ture, scuffing, tearing, and smudging that can 
occur in many harsh environments. 






AVERY 


Address 





Labels alm 


No. 5NHK8 


Vile Feder Labels 


No. 5NHL7 No. 5NHL5 No. 5NHL8 No. 5NHN2 No. 5NHN5 


Repositionable—Can be removed and reapplied 
without damaging the label or envelope. Labels become 
permanent over time and are guaranteed to not fall off. 


Easy Peel®—Simply bend the sheet to expose 
the Pop-up Edge™ for fast peeling. 


Permanent—Holds tight to many surfaces for 
EcoFriendly—All label paper and packaging consists permanent labeling, unless otherwise noted. 
of 100% recycled materials using chlorine-free 

processes that are still 100% recyclable. Soy- and vege- 


table-based inks are derived from renewable sources. 


Removable—Labels stick, stay, and can be 
removed cleanly without leaving any residue. 


Labels Mfr. Item Pkg. Labels Mfr. Item Pkg. 
Color H W per Sheet Model No. Qty. Color H Ww per Sheet Model No. Qty. 
Laser Shipping Labels with TrueBlock® Technology Easy Peel® Laser Address Labels 
2. 4" 10 72/8205163 —5NHF3 100 Yn" 15/4" 80 72/820516/7 — 5NHG2 100 
33 4" 6 7278205164 —5NHF4 100 YA" 134" 80 72/82526/ —_ SNHF8 20 
White 32" o: 4 7278209168 —5NHF5 100 White ily 248° 30 72/8205160 5NHG3 100 
5 YA" BY," 2 72/8205126 —5NHF6 100 ib 4" 20 72/8205161 _ SNHG4 100 
ib BY" 1 72/8205165 —5NHF7 100 1%" 4" 14 72/8205162 5NHG5 100 
BY," 11 1 72/825265 —5SNHF2 20 Easy Peel® Inkjet Address Labels 
Inkjet Shipping Labels with TrueBlock® Technology ee 194" 60 727828195 __ 5NHJ9 20 
2. 4" 10 72/828463 _ 5NHJ3 100 1 AS 30 727828460 _ 5NHJ9 100 
White WA BY," zZ 72/828126 _ 5NHJ1 20 White 1 278° 30 727828160 _ 5NHJ6 20 
BY," 1 1 72/828165 —_ 5NHJ2 20 il 4" 20 72/828461 _ 5NHKO 100 
WeatherProof™ Durable Laser Labels with TrueBlock® Technology 1%" 4" 14 12/828462 —_ 5SNHK1 100 
ili 298" 0 72/825520 _ 5NHH1 90 Dot Matrix Printer Mailing Lahels 
1%" 4" 14 721825522 _ 5NHH2 50 White 6" /1-2" 1 72/8204013 5NHL2 9000 
White 2 4" 10 721825523 _ 5NHH3 90 Clear Laser/inkjet File Folder Labels 
3/3" 4" 6 72/825024 _ 5NHH4 90 73: 30 72/8205029 —5NHL3 19 
ove 82 2 727825926 —SNHHD 90 Permanent Esceaaniat File Folder Labels with TrueBlock® Technology 
Repositionable Laser Labels = 50 7 7§98E 160 ENF 00 . mee = 73! 3/6 30 72/828366 SNHL6 20 
: 8 ue, Green, Re , 7 
White " q" 107278255163 5NHH7 100 White, Yellow a 30 2G es ae 
3V3 4’ 6 72/8259164 SNHH8 100 Extra-Large Laser/Inkjet File Folder Labels with TrueBlock® Technology 
EcoFriendly Easy Peel® rasetiInkiet rabels 50 oy SSIBART BNA? 750 51 as | ie" 3/6. 18 72/8205027  5NHL5 20 
: ue, Green, Purple, 45 7 
9 30 7278248460 5NHK8 100 Red, Yellow ne eae ee oe 
White 14 4" 14 1218248462 5NHK9 100 EcoFriendly Laser/Inkjet File Folder Labels 
2. 4" 10 72/8248163 5NHLO 100 White 3" 3/6. 3 72/8245366 5NHL8 90 
33 4" 6 12/8248464 —5NHL1 100 Permanent Durable Laser ID Labels with TrueBlock® Technology 
Easy Peel® Laser Mailing Labels ¥s" Oz 12/8265// _ 5NHN1 50 
ale 248 30 72/825660 _5NHG6 90 White 1/1" 19/4 32 72/8269/6 _ SNHNO 950 
il 4" 20 72/825661 5NHG7 90 z 28° 15 72/8269/8 _ SNHN2 50 
Clear 173" 4" 14 72/825662 _5NHG8 50 8 2 72/8269/9 _ SNHN3 50 
2 4" 14 72/825663 5NHG9 90 Flexible Self-Adhesive Laser/Inkjet Removable Name Badge Labels 
33 4" 6 72/825664 —5NHHO 50 White with Blue Border 2 398° 8 727825895 _ SNHN5 50 
Easy Peel® Inkjet Mailing Labels White 23 398 8 72/8293959 _ SNHN4 90 
Yn" 134" 80 72/82866/ —_ 5NHK2 20 
1" 248 30 72/828660 _ 5NHK3 20 
Clear 1Y3' 4" 14 721828662 _ 5NHK4 20 
2. 4" 10 72/828663 _ 5NHK5 2) 
BY," abil 1 72/828665 _ 5NHK6 20 
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No. 36EA39 No. 4YDC4 =e 


Message and Date Stamps ww 


These self-inking stamps feature a shutter mechanism for one-handed opera- 
tion. Predefined with Multiple Message Options allow users to select from 
standard office messages along with numbers that can be adjusted according to 
day, month, and year. 






Stamp Imprint Area| No. of Item 
Legend Ink Color Material; H W (Bands _ No. 

Predefined Single Message 

Red Plastic »1'%6' = 1 4 = 52XJ15 
FAXED Red, Blue Metal | %2" 1 4 4YDC9 
PAID Red, Blue Metal | %2" ~~ 1" 4 4YDC8 
RECEIVED Red Plastic |1'%6' 1 4 = 52XJ14 
RECEIVED Red, Blue Metal | %2" 1 4 4YDC7 
Predefined with Multiple Message Options 
ANSWERED, BALANCE, CANCELLED, 
CHARGED, C.0.D., ENTERED, FILLED, FILED, Black Metal | %" 1%" 5  4YDD1 
PAID, RECEIVED,RETURNED, SHIPPED 
COMPLETED, EMAILED, ENTERED, SCANNED Red, Blue Plastic | 1° 13%" | 5 936EA39 
ENTERED, FAXED, PAID, RECEIVED Red, Blue Metal | %2" 1" 5 4YDC4 

COSCO! 

Numbering Stamps wy OfficemateQiC 


Bands of numbers and special characters can be configured for custom identifi- 
cation. Self-inking numbering stamps automatically apply fresh ink to the stamp 
after each use, so they can be operated one-handed and don't require separate 
ink pads. The stamp's housing is made of metal. 





No. of | Imprint Area Overall Item 
Bands; H W L W Brand No. 
Self-Inking Machine Stamp 
G Ye = Yt" | OY" «21% 6' | Cosco 1CZV6 
VA" il 2° 2%" |Officemate 1WEB4 
Ink Pad Required Stamp 
Ye Ye | 1%" Cosco 1CZN8 
Ye He | 1% OY Cosco 1CZR5 
Ye 1%68' | 1%" = 33%" Cosco  1CZP2 
6 He = 1%6 | 24%" bY" Cosco 1CZR8 
Ya" 1¥4" | YR" AYA Cosco 1CZP5 
Ye IZ | 3 5 Cosco 1C2ZP8 
Yo" 21Ye'| 4" 7 Cosco 1CZR2 
Ye 1%" | 1% 3 Cosco 1CZN9 
Ye 1% | 2° = 3x" Cosco 1C2ZP3 
8 Ya" VA" | 2¥4" AYA" Cosco  1CZP6 
Ye 24" | 3° 5 Cosco 1CZP9 
Yo 3%6 | AV" 74" Cosco 1CZR3 
Ye ve |1%' 3" Cosco 1CZP1 
Ye Ae | 2Ys" BY" Cosco 1CZR/ 
Ye M6 | 2Y2" = 338" Cosco 1CZP4 
Ye 2v%e | 4y¥" 7" Cosco  1C2ZT1 
10 Ya" 2% | 29s" AYA" Cosco  1CZP7 123456 
Ya" 21% 6" | 4a" 7" Cosco 1CZT4 
Ae 2s" | AY" 7%" Cosco 1CZT7 No. 1CZN8 
Ye =3Y%4' | 4 5 Cosco 1CZR1 
Yo" AY" | 5%" VG" Cosco 1CZR4 
Date S cOSCC 
ate Stamps COSCO 
Print configurable dates on documents. Self-Inking and pre-inked wy 
date stamps can be maintained with compatible black ink refills. 
Imprint Area Item 
Stamp Date Range Material H W No. 
Self-Inking 
Metal /32" fe 1DAB1 
Metal 32" 1 4YDD4 
Jan 01 2019 - Dec 31 2024 Metal Ve" 1Y%" 1DAA9 
Metal Ve" 1¥," 4YDD3 
75% Recycled Plastic and Metal Re i 3RAP6 
Jan 01 2019 - Dec 31 2025 Plastic /32" 1" 52XJ13 
Ink Pad Required 
Jan 01 2019 - Dec 31 2024 Metal Ve" 1Y%" 1CZV8 
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Stamps, Stamp Pads & Ink Refills 





No. D3766 No. D3767 No. D3769 No. D3768 
Message Stamps a 


Self-inking rubber stamps are used to print predefined messages. They have a 
shutter mechanism for one-handed operation. Housing is made of plastic. 








> CHOOSE: Stamp Imprint Imprint Item 
Legend Ink Color | Area Height Area Width) No. 
APPROVED, COMPLETED, COPY. DEPOSIT. - 
E-MAILED with line, ENTERED, ORIGINAL, VoID Blue V2 1%" | 03769 
CONFIDENTIAL, COPY, VOID Blue vA 1H" 13766 
CONFIDENTIAL, DRAFT, FAXED with Box, FILE, 
FRAGILE, MAILED with line, PAID, PAST DUE, iv 
POSTED with Box, PRIORITY, RECEIVED with Red 2 19 | D3768 
Box, REVISED with Box, RUSH, URGENT 
ENTERED, FAXED, PAID. POSTED, RECEIVED Red vA 1%" D3767 
SCANNED Red THe 13" | D3768 
Pad Required — 
Alph ic St ww 
pnanumeric stamps : 
, oO. 
Bands of numbers, letters, and punctuation marks 1CZT9 


can be configured in any combination for custom 
messages or identification. Housing is made of metal. 





i 
4 


No. of Character Imprint Area Overall Item 
Bands _ Height H W L W No. 
3 Ye" Ya" 136" 5" 1%" 1CZT9 
Ve" Ve" 198" BY" 2%" | 10ZU4 
Ye" Ya" 1/6 5" 1%" | 1€ZU1 
10 Ve" Ve" 2"ve BY" 2% | 10ZU5 
YA" YA" 24" Q" 2'%e | 10ZU9 
Ye" Ya" 1¥" 5%" 2-1-2" | 1€ZU2 
Ve Ve 2”%6. 8" a 10ZU6 [AAAAAAAA| 
12 Vi Yar D1" | BY" AY | ACZVA [AAAAAAAA! 
Ae" Ae" 3%" 10%" 3%" | 102V5 


. (<e{xCe] 
Stamp Pads and Ink Refills ww 
Pads—Saturated with ink, these felt pads are used with rubber stamps to date 
and number invoices, or to apply seals to official documents. They are enclosed 
in resealable cases to prevent ink from drying out. They can be replenished with 


compatible ink refills. 
Refills—Replenish and extend the life of 
compatible ink pads, self-inking stamps, and 
pre-inked stamps. 
BLACK | BLUE | RED 
Overall Overall Overall It It It 
Length Width Height No. | No. | No. aplibike 











Stamp Ink Pads No. 1DAA3 
AY" 2y4" Yq — 1DAA5 — 
AY" 2y4" Y3" — — 1DAA4 
AY" 2y4" Yj" 1DAA3 — — 
64" 3y3" Se" 1DAA6 | 1DAA8 | 1DAA7 
BLACK | BLUE RED 
Pkg. Item Item Item 
Size Qty. No. No. No. 
Stamp Ink Refills 
For Pre-Inked Stamps Including Accustamp2 g200 ; 
0.35 oz. 1 10228 | 10229 | 1DAA1 Ink Refill 
0.35 02. 2 = — 1DAA2 sae" No. 1CZZ7 
For Self-Inking and Traditional Style Stamps Minnie 
0.9 oz 1 10ZZ7 = 10ZZ6 | 10225 
JAN 17 2020 JUN 17 2020 
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OFFICE SUPPLIES Scan. Order. Done. 
Pencils, Sharpeners & Highlighters Details on page A1. 








Wooden LIne recta 
No. 31UF11 













Wooden Uuilversa 
No. GNEC6 





Electric (Battery) Electric (Plug) Electric (Plug) 
No. 2WFU2 No. 35Y611 No. 2WFU3 


Mechanical - 
No. 1XUZ4 


Mechanical 
No. 2LTU4 





Electric (Plug) 

No. 35Y610 Electric (Plug) 

No. 35Y618 Electric (Plug) 
No. 35Y614 





Mechanical 
No. 1JU67 


HoixXon PapersMate Universal. Pentel. 








@ 7 2 
ZEBRA *@IO) 42.46% Electric (Plug) 
= No. 41N608 
Pencils Manual 
Point Includes Item Pkg. oe re 
Size Barrel Color Material Eraser Brand No. Qty. 
Wooden 
#2 Yellow Wood No Dixon 35Y432 12 
#2 Yellow Wood Yes AbilityOne  31UF11 12 * 
#2 HB Black Wood Yes Paper Mate 2LTY8 = 12 . , ac) GRAINGER ees : r 
#2 HB Yellow Wood No Universal  6NEC6 144 Swinghne, CEViro BOSTITCH *W<STCOTT 
#2 HB Yellow Wood Yes Universal 6NEC8 12 = 
Mechanical | Pencil Sharpeners 
0.5mm Black Plastic Yes Paper Mate 2LUC5 12 
0.5mm Black Plastic Yes Pentel 35Y437 1 Hole No. of Housing Item 
0.5mm Black Plastic Yes Pentel 35Y450 12 Location _Holes Color Material Brand No. 
Plasti Electric (Battery) 
0.5mm Black, Silver Stainless Steel Ye ZebraPen 1XUZ4 1 Front 1 Gray, Green Plastic Swingline 24Y103 
0.5mm_ Burgundy, Green, Navy, Plum Plastic Yes PaperMate 2LTU3 12 Top 1 Black Plastic GA 2WFU2 
0.7mm Blue Plastic Yes Paper Mate 2LUC7 12 Electric (Plug) 
0.7mm Blue, Gray, Green, Red, Yellow Plastic Yes Bic 35Y430 12 Baer harcened Steel Stanley postiten et 
Blue, Green, Purple, Red, 7 ac astic 
oamn imoke, Turquoise Plastic ves. ADIN Og” AOEMIE. 12 1 Blue Hardened Steel Stanley Bostitch _35Y610 
0.7mm_ Burgundy, Green, Navy, Plum Plastic Yes Paper Mate  2LTU4 12 Front 1 Gray Hardened Steel Stanley Bostitch 35Y618 
0.7mm Yellow Plastic Yes Paper Mate 1JU67 —12 1 Gray, Green Plastic Swingline 24Y105 
0.9mm Black Plastic Yes Zebra Pen 2EJW5 1 Gray, Orange Plastic Swingline 24Y104 
0.9mm Yellow Plastic Yes Bic 35Y479 12 6 Blue Plastic, Steel Stanley Bostitch 35Y615 
0.9mm Yellow Plastic Yes Pentel 35Y468 1 To 1 Black Plastic, Steel Stanley Bostitch 35Y614 
1.4mm Black Resin Yes _Riteln The Rain 36JH42 1 P 1 Gray ABS Westcott 41N608 
1.4mm Red Resin Yes __ Rite In The Rain 426C13 1 Manual 
1.4mm Yellow Resin Yes _Riteln The Rain 426012 1 Front 8 Black Steel Body, Rubber Handle _— Stanley Bostitch 35Y616 
eo (( EE —— 
Single-Color Single-Color Single-Color Marker Item = Pkg. 
Pen Style Pen Style Pocket ae en tescre —— 
No. 5TCG7 No. 1TNG6 —o ere Pen Style Orange Liquid 5TCG9 12 
Pen Style Pink Liquid 510G8 12 
a | Shane Se aitoiae Pen Style Pink Retractable 1TNG8 12 
ines Pen Style Yellow Liquid 5TCG7 12 
Single-Color Single-Color Original Pen Style Yellow Retractable 1TNG6 12 
ae Wide aii Pocket Green = 1TNGT 12 
No. 2LTK5 ocket reen — 
_ gl Pocket Orange = 11NF5 12 
———— Pocket Pink — 1INF6 12 
— ; Pocket Yellow — 1TNF9 12 
Shanple Shanpio, Wide Blue SmearGuard 2LTK6 12 
— Wide Green SmearGuard 2LTK4 12 
(oe = Wide Orange SmearGuard 2LTKS 12 
ES a oe Standar Wide Pink SmearGuard 2LTK2 12 
i =, Mi hii hters Wide Purple SmearGuard 2LTK7 12 
g g Wide Yellow SmearGuard 2LTK1 12 
Item Pkg. 
Multicolor Barrel Type Marker Set Ink Colors Features No. Qty. 
Wide Multicolor Highlighter Sets 
No. 2LTK3 =a Original Green, Orange, Pink, Yellow, Blue Liquid 5TCHO 5 
Wn . 7 Pen Style Yellow, Orange, Green, Pink, Blue, Berry, Indigo, Red Retractable 1TNE9 8 
Ee Pen Style Yellow, Orange, Pink, Blue, Green Liquid 1TNF8) = =5 
Pen Style Yellow, Orange, Pink, Blue, Green, Purple, Berry, Indigo, Red, Coral Liquid 1TNF2 10 
Multicolor Multicolor Pocket Yellow, Orange, Pink, Blue, Green = 1ING2 5 
Pocket Wide Wide Yellow, Green, Orange, Pink, Blue Smear Guard 2LTK3 12 
No. 1TNG2 No. 1TNF4 Wide Yellow, Orange, Yellow, Pink, Blue, Green Smear Guard 1TNF4_ 6 
1364 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” OFFICE SUPPLIES 
Find the wy. Find Solutions. Find Great Prices. Markers 


Pep NT 
PAR TPE 









ee 
—_ 







eo ave Fl 
v 





we Fé aurea |e Chisel Tip Chisel Tip 
PAINT AINT ry No. 1JU73 No. F8500 
ee ert. i 
a “QE Sei <a on. Se 
Fine Tip Fine Tip 
7 moet ere =) No. D7946 No. 4AZK9 No. F8631 
oni PAINT 


Permanent Paint Markers - Sy, AEE ee 





Oil-based valve-action pens make glossy, opaque markings on light or dark Fine Tip Fine Tip 
surfaces. Fast-drying paint formula resists spreading and running when in No. F8727 No. 1TNJ8 
contact with water or water-based fluids. Create bright, permanent marks with ae 
superior adhesion on surfaces including steel and iron, aluminum, pipes and ; - | Ultra Fine Tip 
: : Bullet Ti : rR; Sihhanpés 
tubes, plastics, glass, rubber, and ceramic. Pinal -_ penne 
> CHOOSE: Marking Tool Item Pkg. 
Marking Tool Color Family Tip Size Group No. Qty. 
Blacks, Reds, Blues, Greens, Yellows, Oranges, Whites, Silvers Medium D7946 12 
Blacks, Reds, Blues, Greens, Yellows, Whites Fine D7947 12 





Fine Tip & Ultra Fine Tip 
_— No. 4AZN2 No. 2LTG1 
Sa <a Se iH 
Ultra Fine/Fine Tip : a 
No. F5596 < 
OF 
3 
<= : 
Fine/Chisel Tip 
No. 4AZL4 
Shanpe, 
Sharir, Ultra Fine/ Fine/Chisel Permanent Markers 
- - Fine Tip Tip ; ; _ — ; 
Twin Tip Markers No. 4AZK8 No. 4AZL3 Felt tips that transfer permanent inks to writing surfaces and building materi- 


als. The fast-drying inks are formulated to be waterproof and smear-resistant, 
making the markers suitable for transferring measurements and cut lines to 
glass, wood, stone, metal, and some plastics. They can also be used on surfaces 
that are too moist, oily, or abrasive for pens or pencils. 


Also known as dual-tip, these markers feature bold and fine tips that allow a 
user to alternate between marking and writing with precision, or creating broad 
lines that can easily be spotted. 









> CHOOSE: Item Pkg. . 
Marker Tip Combination Marker Ink Color No. Qty. Marker Tip PA he Barrel Type Ae a 
Single-Colors Single-Color Markers 
Ultra Fine/Fine Black, Red, Blue F5596 12 Bullet White. Yellow Oriainal 07948 19 
Ultra Fine/Fine Black 4AZK7 2 Bullet White aac 1JU70 { 
Fine/Chisel Black 4AZL4 12 Chisel Black Wide 1JU73 1 
Item Pkg. 

Marker Tip Combination Marker Set Ink Colors No. Qty. ieee Chisel Black ee Red we a ve 
Oia tnerins Black, Blue, Green, Red 4AZKB 4 ull Bac engine —_ARZNS _ ae 
Fine/Chisel Black Blue Red AAZL3 3 Fine Black, Blue, Green, Purple, Red Original F8631 12 

Fine Black, Blue, Red Original F8727 12 
Fine Bronze, Gold Original K1954 12 
Fine Silver Original 1TNJ8 12 
<a Ultra Fine Black, Blue, Red Original 7944-12 
S . Item Pkg. 
Fine Tip Marker Tip Marker Set Ink Colors No. Qty. 
No. 4AZL1 Multicolor Marker Sets 
oe Fine Black, Blue, Red 4AZN2 3 
. — a Aqua, Berry, Black, Blue, Brown, Green, Lime, 
= — 2 Li Red, Orange, Purple, Red, Turquoise yee E 
; . 3 ‘ Aqua, Berry, Black, Blue, Green, Lime, Magenta, 
Medium Tip : one Navy, Orange, Purple, Red, Turquoise TTNH6 = 12 
No. 5TCE8 Ultra Fine Black, Blue, Red 2LTF9 3 
Ultra Fine Aqua, Black, Blue, Green, Lime, Red, Tangerine, Turquoise 2LTG1 8 
Aqua, Berry, Black, Blue, Brown, Green, Lime, 
Ys Ultra Fine Orange, Purple, Red, Turquoise, Yellow STCE? = 12 
Jumbo Tip 
No. 2LTH3 
@ a plllle | al 
Shanp Large Tip No. F8722 
' No. 2LTH2 . ~ 
Industrial Markers Sharp, WIDIXON 
Designed to make permanent marks on various surfaces, including metal, wood, . 
plastic, glass, and cardboard. They resist impact in demanding applications. China Marker 
saan aon eal ia A Ha A Water-soluble markers are suitable for marking on any porous and nonporous 
arking Tool Color Family ip Size Group 0. y. . . 
Blacks Fine AAZL4 19 surfaces. Use on cardboard, ceramics, glass, metal, plastic, paper, and wood. 
Blacks Medium STCES . 12 Marking Tool CHOOSE: Marking Tool Item Pkg. 
Blacks, Blues, Reds je ae 5 Surface Material Color Tip Shape Brand No. Oty. 
eds umbo ; Black, Red, 
Blues Jumbo 2LTH4 12 Glass, Metal, Plastic Yellow, White Bullet Sharpie F8722 12 
Blacks Jumbo 9LW82 12 Glass, Plastic, Rubber, 
* Pack contains 2 black, 1 blue and 1 red marker. Metal, Fabric, Wood, Stone aieel Pullet Bika ial 
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Pens 





A ee 


Series Clic Stic® 
No. 6NED5 


—S—g—— Ea 


Series F-301® 
No. 1XUV4 


ry 


Series F-402® 
No. 2EJW6 





Series F-701® 
No. 2EJW1 


Series FlexGrip® Elite™ 
No. 2LTW1 


ae 


Series Lubriglide 
No. 2LTU7 






Series Profile® 
No. 2LTZ2 


Series Soft Feel® 
No. 35Y374 


—— ae 


Series Write Bros® 
No. 1JU57 


| 


Series Z-Grip 
No. 2EJW2 


Series G2® 
Premium 
No. 35Y296 


Series G2® 
Premium 
No. 35Y295 


Series G2® 
Premium 


No. 35Y294 





Series Paper 
Mate® Gel 
No. 2LTX6 


Series Uni 
Super Ink™ 
No. 24U028 





Series Uni 
Super Ink™ 
No. 2LUF9 
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Scan. Order. Done. 
Details on page A1. 


BIC) . ZEBRA PAPERSMATE. 
Ballpoint Pens 


Includes Item Pkg. 
Pen Ink Color Pen Tip Pen Cap Pen Cushion Barrel Material Brand No. Qty. 
Series Clic Stic® 
Black 1.0mm Retractable No Plastic Bic 6NED5 12 
Blue 1.0mm Retractable No Plastic Bic 6NED6 12 
Red 1.0mm Retractable No Plastic Bic 6NED7 12 
Series F-301©® 
Black 0.7mm Retractable Yes Plastic, Stainless Steel Zebra Pen 1XUV4 1 
Blue 0.7mm Retractable Yes Plastic, Stainless Steel Zebra Pen 1XUV5 1 
Series F-402® 
Black 0.7mm Retractable Yes Plastic, Stainless Steel Zebra Pen 2EJW6 1 
Series F-701© 
Black 0.7mm Retractable Yes Stainless Steel Zebra Pen 2EJW1 1 
Series FlexGrip® Elite™ 
Black 0.8mm Retractable No Plastic Paper Mate 2LTW1 12 
1.0mm Retractable No Plastic Paper Mate 2LTV8 2 
Blue 0.8mm Retractable No Plastic Paper Mate 2LTW2 12 
1.0mm Retractable No Plastic Paper Mate 2LTV9 12 
Series Lubriglide 
Black 0.8mm Retractable No Plastic Paper Mate 2LTU7 12 
1.0mm Retractable No Plastic Paper Mate 2LTU5 i 
Blue 0.8mm Retractable No Plastic Paper Mate 2LTU8 12 
1.0mm Retractable No Plastic Paper Mate 2LTU6 12 
Series Profile® 
Black 1.4mm Retractable Yes Plastic Paper Mate 2LTZ2 12 
Blue 1.4mm Retractable Yes Plastic Paper Mate 2LTZ3 i 
Purple 1.4mm Retractable Yes Plastic Paper Mate 3MNP3 12 
Red 1.4mm Retractable Yes Plastic Paper Mate 2LTZ4 12 
Series Soft Feel® 
Black 0.8mm Retractable Yes Plastic Bic 35Y374 12 
1.0mm Retractable Yes Plastic Bic 6NED2 12 
Blue 0.8mm Retractable Yes Plastic Bic 35Y373 12 
1.0mm Retractable Yes Plastic Bic 6NED3 12 
Red 1.0mm Retractable Yes Plastic Bic 6NED4 12 
Series Write Bros® 
Black 0.8mm Capped No Plastic Paper Mate 1JU57 12 
Series Z-Grip 
Black 1.0mm Retractable Yes Plastic Zebra Pen 2EJW2 12 
Blue 1.0mm Retractable Yes Plastic Zebra Pen 2EJW3 12 
% PILOT. Ppapersmatre. unwball. 


Gel Pens & Rollerball Pens 


= Plastic barrels 

= Comfortable cushion grips 

Water- and gel-based inks are less viscous than ballpoint inks, offering smoother and bolder writing, 
but with longer drying time. They are suitable for signing official documents, checks, and work orders. 


Item Pkg. 
Pen Ink Color Pen Tip Pen Cap Barrel Color Brand No. Qty. 
Series G2® Premium 

0.5mm Retractable Clear Pilot 35Y296 12 

Black 0.7mm Retractable Black Pilot 6NEC9 12 
0.7mm Retractable Clear Pilot 35Y280 2 

1.0mm Retractable Clear Pilot 35Y202 IZ 

Black, Blue, Green, Black, Blue, Burgundy, Green, 

Pink. Purple, Red 0.7mm Retractable Pink ulfple, Rede Tarauoise Pilot s5¥209 8 
Black, Blue, Red 0.7mm Retractable Black, Blue, Red Pilot 35Y278 3 
0.5mm Retractable Clear Pilot 35Y295 12 

Blue 0.7mm Retractable Blue Pilot 6NEDO 12 
0.7mm Retractable Clear Pilot 35Y279 2 

1.0mm Retractable Clear Pilot 35Y201 12 

Basen 0.5mm Retractable Clear Pilot 35Y297 12 
0.7mm Retractable Clear Pilot 35Y293 12 

Purple 0.5mm Retractable Clear Pilot 35Y298 12 
0.7mm Retractable Clear Pilot 35Y294 12 

0.5mm Retractable Clear Pilot 35Y299 12 

Red 0.7mm Retractable Red Pilot 6NED1 12 
1.0mm Retractable Clear Pilot 35Y203 12 


Series Paper Mate® Gel 
Black 0.7mm Retractable Black Paper Mate 2LTX6 2 


Series Uni Super Ink™ 
0.38mm Retractable Transparent Uni-Ball 24U028 12 
0.7mm Capped Gray Uni-Ball 2LUC8 12 
Black 0.7mm Retractable Black Uni-Ball 2LUF7 12 
0.7mm Retractable Gray Uni-Ball 5TCH1 12 
1.0mm Retractable Black Uni-Ball 5STCH3 12 
1.0mm Retractable Transparent Uni-Ball 24U024 12 
0.38mm Retractable Transparent Uni-Ball 24U029 12 
0.7mm Capped Gray Uni-Ball 2LUC9 2 
Blue 0.7mm Retractable Black Uni-Ball 2LUF8 12 
0.7mm Retractable Gray Uni-Ball 5STCH2 12 
1.0mm Retractable Blue Uni-Ball 5TCH4 12 
1.0mm Retractable Transparent Uni-Ball 24U025 12 
Red 0.7mm Retractable Black Uni-Ball 2LUF9 12 
Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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OFFICE SUPPLIES 
Dry-Erase 





OE a 
anaseut 


No. 36WGO09 








vy DRY ERASE 
GRAINGER aaron ne ERD 
APPROVED 
No. 
36WG13 
y Item 
Sheets Description H W No. 
36" 48" _ 36WG09 
Apply on painted drywall or Dry-Erase Sheet 2 ie ait 
sieel, glass, finished wood, Dry-Erase Cleaning Cloth 1054" 1096  36WG12 
resurface existing white- Dry-Erase Accessory Tray  5¥s" 8%6'  36WG13 
boards, or chalkboards. Dry-Erase Wallpaper 96" 48" 49CE70 





SHEETS" 


Dry-Erase Sheets on a Roll 


Create an instant writing area by clinging to walls, windows, and doors using 
electrostatic charge. No tape, adhesives, or tacks required. Recyclable plastic 
film. 40 sheets per box. 






Item 
Dry-Erase Width Dry-Erase Height No. 
20 ove SPWH8 
= No. No. 
32GT57 _ 32GU39 





No. 
32GT60 
. ™ 
Prestige® 2 Connects 
Accessories Cod quartet. 
Attach to the frame of Prestige® 2 whiteboards for added functionality. 
Item 
Description No. 
Marker Holder, Includes 4 EnduraGlide® Markers and 1 Eraser 32GU39 
Spray Cleaner Caddy, Includes 16 oz. Bottle and Microfiber Cloth 32G157 
Cork Bulletin Bar, 36"W x 1°H, Brown/Silver 32G1T60 
Cork Bulletin Bar, 48"W x 112'H, Brown/Silver 32G161 
Cork Bulletin Bar, 96"W x 1°H, Brown/Silver 32G163 
Plastic Accessory Storage Cup, 3'D, Black 32G158 





No. F8498 


a | expo ==> 








No. 1JY11 No. 2LTN9 No. 24U017 


Low-Odor Dry-Erase Markers EXPO: 


Wipe off from most nonpourous surfaces with one swipe. 


> CHOOSE: 
Tip Ink Color Item Pkg. 
Includes Size (Marker Sets Include All Colors Listed) No. Qty. 
Dry-Erase Markers 
= Chisel Black, Blue, Red, Green F8498 12 
Dry-Erase Marker Sets 
_ Chisel Black, Blue, Green, Red 1JU97 4 
Eraser Chisel Black, Blue, Brown, Green, Orange, Red 1JY11 1 
Cleaner, Eraser Chisel/Fine eee ae Con Wvi0 1 
Cleaner, Eraser Chisel Black, Blue, Green, Red 2LTN9 1 
Caddy andEraser Chisel Black, Blue, Red, Green 24U017 4 


No. 
EXPO 1JY14 


Dry-Erase Accessories 


WHITE 
BOARD 





Item Pkg. 
Description No. Oty. 
Dry-Erase Board Cleaner, 8 oz. 1JY14 1 
Dry-Erase Board Cleaner, 22 02. 4AZJ56 1 
Dry-Erase Board Cleaning Wipes, 6 x 9" 1JY15 90 
Dry-Erase Cloth 5NVH6 1 
Block Eraser 1JY16 1 
Best-Rite” 
Frameless Dry- = s 
Erase Surfaces Dry-Erase Dry-Erase Item 
Flexible lightweight magnetic surface Hevgnt Width acing 
lays flat and features a permanent self- a4" 36" 30049 
adhesive backing for easy installation to se ie aoanes 
any flat surface. Include magnetic acces- 43" 75" 30A052 
sory tray. 48" 96" 39A053 


No. 2RXH8 





FJ quartet. —S—~S 

Magnets Bare 
Use versatile magnets to post docu- 

ments or color code important dates on 


a 


your magnetic board. eens 
Item Pkg. 
Description Color No. Qty. 
20 strips, 2"'W x “"H White 2RXH8 25 
20 strips, 6"'W x "'H White 2RXH9_ 25 
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Dry-Erase & Whiteboards 


Scan. Order. Done. 
Details on page A1. 





‘ 
2 FJ] quartet. 
Non-Magnetic 


Dry-Erase Boards 


GRAINGER 
GA APPROVED 


foe , | 








Silver Melamine surface whiteboards provide 
No.2RXJ5 a durable platform for brainstorming, 
— project organizing, and taking notes. 
Wall-mounted. 
Quartet®—Durable Total Erase® surface 
resists ghosting and staining. Can be 
mounted vertically or horizontally. 
GA—U-channel aluminum frame. 
Silver Include dry-erase marker. 
No. 1NUP9 
SILVER OAK 
FRAME | FRAME 
Item Item 
W H Brand No. No. 
24" 18" Quartet | 2RXJ5 — 
36° 24" Quartet | 2RXJ6 | 2CY98 
36°24" GA 1NUP9 — 
48° 36" Quartet | 2RXJ7 | 2CY99 
48°36" GA 1NUR1 — 
72° 48" Quartet | 2RXJ8 | 2DA10 
72. 748" GA 1NUR2 — 
Oak 72° 48" GA 1NUP5 = 
No. 2CY98 96" 48" Quartet | 2RXJ9 | 30P024 
96" 48" GA 1NUP4 — 
Green-Rite® 
Whiteboard 
Environmentally friendly 
Silver boards contain between 
sar iii 40% and 55% rapidly 
W H No. renewing materials. Provide 
36" 24" 15Y257 excellent writability, color 
at sich ave contrast with markers 
48" 48" 15Y259 ae 
1a 48" 15Y260 and extreme durability. 
96" 48" 15Y261 Wall-mounted. 
No. 
8EHU9S 
~~ 
r— No. 9UD44 
ohent lf € } 
Magnetic Porcelain SES Take 
Dry-Erase Boards 7 ; ‘Hl 
y 48V5' 3614" 8EHU9 
7203" 4815" 9MLX6 
Durable whiteboards resists aa 1a V4! SRRV2 
scratching, denting, or staining. 1201" 481" 9UD44 
Wall-mounted. 1441" 481%" 8XCRO 


wi 


Magne-Rite 
Magnetic Dry 
Erase Boards 


PVC-coated steel surface erases 





SILVER FRAME 


Item . ; 
Ww H No. cleanly with no ghosting. Round 
- a ae 0 anodized aluminum trim with 
48" 18" 15Y122 injection-molded plastic curved 
TZ 48" 15Y123 corners. PVC-coated steel frame. 
96 48 15Y124 Wall-mounted. 
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* GRAINGER 
APPROVED 


* Contemporary Magnetic 
Dry-Erase Boards 


y  oteel surface. SILVER 

{Include dry- fia 

: Siivay: * erase marker. W 4 a, 
Wall-mounted. 20. 16" 1NUP1 

34" 93 4NUP2 

48" ar INUP3 


* 
(Nnperoven =U quartet 
Magnetic Dry-Erase Boards 


Include dry- Dry BLACK 
erase marker. aos FRAME 
urface Item 
Wall-mounted. W =H __ Type _ Brand No. 
36" 24" Steel GA 492P18 
Black 48" 36" Steel GA 492P20 
60" 36" Steel Quartet | 48LW86 
60" 36" Porcelain Quartet | 48LW89 
72° 48" — Steel GA 492P19 








@ =) 











—S— eee. 


Graphite 


_—_—_— Eee, 


Silver 


Se SO CC, 


Mahogany 


EC] quartet. 
Prestige® 2 Total Erase® Whiteboards 


Durable stain- and ghost-resistant surface with subtle grid pattern. Include 
tray. Wall-mounted. Prestige® 2 Connects™ accessories sold separately, see 
page 1367. 











GRAPHITE FRAME | MAHOGANY FRAME | SILVER/ALUM. FRAME 
Item Item Item 
Ww H No. No. No. 
36" 24" 32GU12 32GU08 32GU04 
48" 36" 32GU13 32GU09 32GU05 
72" 48" 32GU14 32GU10 32GU06 
96 48" 32GU15 32GU11 32GU07 
@ FJ quartet. 
* Prestige® 2 Magnetic 
Mahogany Total Erase® Whiteboards 
(a) Durable surface is stain- and ghost-resistant. 
Double as a bulletin board and feature subtle grid 
© pattern. Include full-length tray. Wall-mounted. 
Prestige® 2 Connects™ accessories are sold 
eduar separately, see page 1367. 
BLACK FRAME | GRAPHITE FRAME |MAHOGANY FRAME| SILVER FRAME 
Item Item Item Item 
WwW H No. No. No. No. 
36°24" 32GT95 32GT99 32GT91 32G187 
48" 36" 32GT96 32GU01 32G192 32GT88 
72° 48" 32GT97 32GU02 32GT93 32GT89 
96" 48" 32GT98 32GU03 32GT94 32GT90 


Porcelain Steel 
L } Magnetic Dry 
wooo ba Erase Boards 


x 


ae ae Low-gloss surface provides excellent writ- 
48" 48" 39A198 ablilty, erasability with no ghosting, and 
72" 48" 39A199 enhanced visibility with reduced glare. 
a 5, ae Anodized aluminum trim with full-length 
144" 48" 39A203 tackable map rail and accessory tray. 

192" 48" 39A204 Wall-mounted. 


1-800-GRAINGER (472-4643) 
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ghent f ) 
=a © | cintra Magnetic 
Prestige® 2 Porcelain @ Acrylic/Enamel Sliver 
Magnetic Whiteboards | Dry-Erase Boards“ y 





Stain-, ghost-, and dent-resistant surface erases — SILVER FRAME 























cleanly and doubles as a bulletin board. Full-length Black Contemporary design can be hung Ww u ne 
tray for dry-erase markers. Wall-mounted. Prestige® , | Portrait or landscape. Include tray, 24" 18" BLMF3 
2 Connects™ accessories attach to the board frame, Q dry-erase marker, and eraser. 36 af SHEL 
sold separately, see page 1367. Wall-mounted. 
BLACK | GRAPHITE | MAHOGANY | SILVER @ 
FRAME | FRAME | FRAME | FRAME 
Item Item Item Item 
W 4H No. No. No. No. 
48° 36° | 32G180 | 32G184 | 32GT76 | 32GT72 “ 
72° 48" | 32G181 | 32G185 | 32GT77 | 32G173 Graphite Aluminum 
96° 48" | 32GT82 | 32GT86 |  32GT78 | 32GT74 
| quartet. 
Enclosed Magnetic , __ | Classic Porcelain a 
Whiteboard cane ae Magnetic Whiteboards SILVER FRAME 
: : Item 
No need for pins. Weather-resistant seal keeps messages Will not stain, ghost, dent, or scratch, and i u ft 
protected behind swing-style door. Include showcase lock, * erases cleanly after each use. Also can be 18" 36° ORXI2 
2 keys, and mounting hardware. Wall-mounted. used as a bulletin board. Wall mount verti- (rs 48" 2RXJ3 
SpAV EERIE | cally or horizontally. 96" 48" 2RXJ4 
Item 
W H No. i : , 
24° 36" 2RXC7 Frosted 
36 48" DRXCB aray. Frome White Pe @) | 
FJ quartet. EEASe @) 
L | ® 


Infinity™ Glass ©. a. 
ie. Dry-Erase Boards 





Magnetic White 





en H Tempered glass surface erases 
Visionary Magnetic . cleanly every time and will 
Glass Dry-Erase Boards - + | not stain or ghost. Magnets Magnetic 
Borderless and seamless design for a modern Item AEDES: ral Ne. 
image. Gloss white surface is compatible with any a a SONGE Pe pre miGrE ne eaonee 
dry or wet erase marker or grease pen; cleans 18" 36° 39A069 fan, icin item item 
easily without ghosting. Include tray, magnets, 72" 48" 39A070 Ww H No. No. No. No. 
: 96" 48" 39A071 24" 18" 32GU16 — 32GU21 32GU26 
markers, and eraser. Wall-mounted. 36° oF uu S767 sq? aE 
= 48" 36" — 32GU18 32GU23 32GU28 
Magnetic 72° 48° = 32GU19 _32GU24__|—_-32GU29 
96" 48" = 32GU20 32GU25 32GU30 


C h a n G) ea bi e MAGNA VISUAL 

Planner Kits WM = 
Flexible planning systems have everything | ee} a7 | 25 | fare 
your organization needs to start planning and = | ss |i") $20 


tracking a project. Porcelain whiteboard has = © & | = rod | mm Premium Magnetic 
1" horizontal lines for easy organization and is | ==) = Glass Markerboards 


magnetic for displaying ices Each kit cS Include clear acrylic rear-mounted acces- 
includes: 4 dry-erase markers, ¥s" removable -_ sory holder, 4 magnets, dry-erase markers, 
= a 
oe 


ghent 











chart tape, magnetic felt eraser, 7s" magnetic and eraser. Radius corners. Wall-mounted. Blue 
Strips, 2" press on letters and numbers, and 











mounting hardware. Wall-mounted. unin © GR sist BLUE GREEN GRAY WHITE | YELLOW 
: any aia ss i i 7 ne me re 
ltem oO. : ; ; : , 
W H No. 36" 24" 38ET76 | 38E191 38ET96 | 38EU07 | 38EU12 
36" 24" 38Y313 48" 36" 38ET77 | 38E192 | 38E197 | 38EU08 | 38EU13 
48" 36" 38Y314 48" 48" 38ET78 | 38E193 | 38E198 | 38EU09 | 38EU14 
fs 72" 48" 38ET79 | 38ET94 | 38ET99 | 38EU10 | 38EU15 
Maanetic 96" 48" 38ET80 | 38E195 | 38EU01 | 38EU11 | 38EU16 
MAGNA VISUAL TOO 88 EE st—=“‘é‘=‘#RRR 
a a | | 
Planning Kits ®% (2: = = = =» RA 
| oi fh -anbin 
Multipurpose kit has a 1" x 2" grid pattern oF MAGNA VISUAL 
: =i | 8 aE — 
on the steel surface, dry-erase whiteboard. | "x = — ee Chart Tape WH 
Include magnetic strips (5 colors), magnetic = ™———™ Hixt Removable vinyl tape helps you 
round indicators (3 colors), month, day and = create custom tables. 
date headings, black water-soluble marker, / 
and hanging hardware. Wall-mounted. ; | BLACK BLUE GREEN RED WHITE =| YELLOW 
pra - : a a nae ih 7 te 
Item : ‘ : : : . 
W H No. Brsceceay 3 n=" Ye 54 it. | 31TW50 | 31TW53 — 3iTW54 | 31TW51 | 31TW52 
48" 36" 38Y311 : Vi 27ft.|  38Y329 | 38Y332_ | 38Y333 | 387334 | 38Y330 | 38Y331 
72" 48" 38Y312 No. 38Y311 ye 27 ft. | 38Y323 | 38Y326 | 38Y327 | 38Y328 | 38Y324 | 38325 
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OFFICE SUPPLIES Scan. Order. Done. [= F- 
Dry-Erase Boards Details on page A1. = 









No. 
39A091 





a 





Aluminum Oak Frame 


_ * 
Combination Bulletin Boards AeoADIED 


Saves wall space in breakrooms, offices, or warehouses. Wall-mounted. 





No. 39A089 ALUMINUM FRAME | OAK FRAME 
o 1 Item Item 
: x Description W H No. No. 
- . 12" 18" 1NUH1 — 
Platinum Reversible Boards It 36" 24° 1NUH2 = 
: . : Melamine/Cork 48" 36" 1NUH3 1NUL8 
Double-sided porcelain white gloss ALUMINUM D4" 18" = 4NUK6 
dry-erase board has anodized fies 13" 04° = 1NUL9 
aluminum trim, rotates 360°, and Board Material W H No. 
locks in place with the turn of a Maaneti 30" 40" | 39A091 r 
gnetic ; 7 =— 
knob. Include full-length accessory Porcelain Stee! Z e a aanag = :° 1 Magnetic In/ 
faywihprtrtedpan not tours | |e) OutBoards = Ci aene 
Dura Rite HPL 9g" 48" | 39A088 =e “| Keep track of the itineraries. Porcelain, gloss dry- 
erase surface. Wall-mounted. 
= _ sy Board Frame Item 
rey GRAINGER Description W 4H Material Board Color No. 
APPROVED Matrix 


15-Person 11° 16° Aluminum White/Gray 30P033 

15-Person 23° 16° Aluminum White/Gray 30P034 

15-Person 23° 34° Aluminum White/Gray 30P035 
Classic with DuraMax® 

15-Person 24° 18° = Aluminum White/Gray 2CY82 

18-Person 11° 14° Plastic White/Gray 2CY52 


Rolling Reversible 
Dry-Erase Boards 










9-sided steel, white gloss dry-erase No. 2CY82 36-Person 24° 36° Aluminum White/Gray 2CY83 
boards provide portable writing surface. 
Include 4 casters. CJ quartet 
ALUBAINU FRAME 
tem = ™ = 
No. 442028 W H No. inView Magnetic 
47" 35 Ve 447025 
rave 78 442028 Custom Boards 
Use online templates and save your design as 
a PDF to email or take to your local printer. Slip 
C2] quartet. the printed design between the board's frame 
p tide® 2 noone and the clear, flexible lens that provides a Total 
res ige s Erase® writing surface. 
7 Item 
DuraMax® Magnetic oe 7 ; 7 
i F Built-In Marker Tray, Dry Erase Marker, Mountin 47%" 30" 6RFD9 
Grid Planning System System, Pre-Printed Prolect Planner, Monthly : 372" 23" 6RFEO 
Preprinted perfectly even grid squares Calendar Template and 7-Year Warranty 23" 20" 6RFE1 
make schedules easy to read and 
organize. Porcelain, white/gray gloss CJ quartet. 
sean whiteboard resists ghosting, staining, . 
Columns! Item scratches, and dents. Include mounting Prestige® 2 DuraMax® 
W H ___Across No. hardware, 4 markers, 48 round color = = 
se. a 15 ee magnets, and vinyl peel-and-stick letters. Magnetic Horizontal 
7 _48"_17_|_36XP84___Wall-mounted. Line Planning System 


Preprinted horizontal lines for organizing 
and planning. Total Erase® porcelain, white/ 





EJ quartet. Columns Item gray whiteboard resists ghosting, staining, 
: Mw A, Across sayboR scratches, and dents. Include mounting hard- 
Prestige® 2 48°36" 1 36X96 _~—« Ware, 4 markers, 48 round color magnets, and 


(2) 48 i 36XP97 vinyl peel-and-stick letters. Wall-mounted. 


Magnetic Monthly 
Calendar Boards 


Feature generous writing space for each 

day of the week. Total Erase® melamine, 

white/tan/red gloss will not ghost or stain. 

Wall-mounted. Prestige® 2 Connects™ 

accessories attach to the board frame, Calendar Board 

sold separately on page 1367. aaah Sliding panel keeps the current month in 
MONTHLY |  4-MONTH ahaa the primary position, with generous writing 


EJ quartet. 
Prestige® 2 
Sliding Monthly 





Item Item 3-MONTH space for each day of the week. Total Erase® 
W H No. No. Columns Item : : ; 
ag" a4" 39GU31 39GU33 W oH Across No. melamine, white/tan/red gloss surface will not 
4-Month 48" 36" 32GU32 32GU34 36" 24" 21 32GU36___ ghost or stain. Wall-mounted. 
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GRAINGER CHOICE” OFFICE SUPPLIES 
Find the Wy. Find Solutions. Find Great Prices. Dry-Erase Boards & Easels 





— 





u 
Cork/Porcelain, é : ¢  Dura-Rite® 
: Porcelain, 
pragnetic Magnetic 
No. 30P055 g x 


No. 2CY79 No. 30P057 Deluxe Reversible Boards 








Py 
== Double-sided board locks in place with the turn of a knob and easily rotates 
360°. Include full-length tray and 3" locking casters. Designed with a wide base 
for increased stability. 
CORK/ DURA- 
~ PORCELAIN PORCELAIN) RITE® 
Y " SURFACE, | SURFACE, | PLASTIC 
j . 4 rl MAGNETIC | MAGNETIC |) SURFACE 
| Item Item Item 
| H No. No. No. 
Aluminum Frame 
\ 40" 39A097 | 39A096 | 39A098 
: \ 60" 48" 39A101 | 39A099 | 39A102 
j 7 48" 39A104 | 39A103 | 39A105 
96" 48" 39A107 | 39A106 | 39A108 
No. 30P056 No. 30P059 No. 30P058 * 
Display and Presentation Easels [q carter : 
Adjustable aa 
Height Frame Frame Item 
Description W H Range _ Material Color No. No. 1NUR4 
Display Holder, 5 Ib. cap. = 63" = 15"to 63" Aluminum Black 30P055 : 
. ; Not Extension arms for 
Display Holder 34 63 Adjustable Aluminum Black 2CY79 hanging flipcharts 


48" 66" 38"to66" Aluminum Black 30P057 
48" 66" 38'to66" Aluminum Silver 30P056 
48" 66" 38'to66" Aluminum Black 30P059 
48" 66" 38'to66" Aluminum Silver 30P058 


Board Holder 





\ | 


| Se PA ee 
Bi ee 


i 


Board Holder, 45 Ib. cap. 






No 30P054 


No. 30P053 


ohent 


* GRAINGER 
APPROVED 


FJ quartet. 
Dry-Erase Board Easels 


No. 30P053 includes extension arms on each 
side of the easel to hang flipcharts. 


Adjustable 
Height Frame Frame _ Surface Item 
Board Properties W 4H Range Material Color Type Brand No. 
Non Magnetic, 27" 34" 40"to70" Metal_~=—-Black Melamine Quartet 30P054 
Magnetic 27" 35" = 42"to 70" Metal Gray Steel Quartet 30P053 
Non-Magnetic 29%" 37%" 40"to 70" Aluminun — Melamine GA 1NUR4 
Non-Magnetic 35" 26" 40"to67" Aluminum Black Melamine Quartet 2CY68 


Magnetic Marker Easel 


4-legged adjustable easel has a permanently 
attached aluminum-frame. Includes full-length chart 
bar and tray. 

Height Frame Frame Item 


W H Adjustment Material Color No. 
27" 38" 38" to 69%" Aluminum — Silver 10F281 





No. 15Y112 


xe 


No. 15Y113 


FJ quartet. 
Magnetic Dry-Erase 





The Wheasel® Easel Cubicle Boards No. 30P041 
Versatile double-sided dry-erase easels are mobile and work well in any , == = 
environment. Mount to fabric panels or walls. Aluminum board a 
frame. 
BLACK 
STEEL FRAME Item 
Surface Item Description W H No. 
Description W H Type No. Magnetic Dry-Erase 24" ~=14" ~=30P041 
The Wheasel® Dry Erase Board with Tray 28%" 41" Melamine 15Y112 Magnetic Dry-Erase 30" 18" 30P040 
The Wheasel® Magnetic Dry Erase Board with Tray = 2894" —41"_—_—Porcelain 15Y113 1-Month Magnetic Calendar 30" 18" ~—-30P043 No. 30P043 
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OFFICE SUPPLIES Scan. Order. Done. 
Sign Holders & Tackboards Details on page Al. 















No. 20PpK88 ~= Pgst-it® Wall 
No. 442627 and Easel Pads 
Stick securely, remove 
* GRAINGER | cleanly, and resist marker 
APPROVED -. bleed-through. 
. No. 2RXD7 
Sheet Number Item Pkg. 
Sign Holders Description Size of Sheets No. Oty. 
Description Height Size No. Tabletop Easel Pad, Plain 20 x 23" 20 29PK88 1 
Pedestal Sign Holder 49" 14"W x 11H 447027 Easel Pad, Plain 25° X 30! 30 2NU94 4 
12 8%'W x 11'H 2RXD8 
Enclosed Sign Holder, Wall Mount iat 18°W x 24H ORXD7 
UY ONE 
SOUP E = 
cave GET ONE 1ited 
AND 50% Mal Products, Inc. 
— con 0% OFF! 





r ‘oy Stitts A-Frame 
ji  , 4€ Message Board 
Double-sided board has built- 





No. 6MVG1 No. 6MVG2 





Le 








in handle. 
No. 5YGE9 Item 
No. SYGES oe, Description W H Includes No. 
a a nudell Letter Board Sign 24" 36" Double Sided, Plastic Foldable Sign 6MVG1 
7 oO. " Letter/Number Kit = 22" 28" —2 Panels and 350-Piece 3" Letter/Number Set 6MVG2 
Sign Holders eranseac | —eer Rumer St 26 28 aan ant ee ee 
Overall Display Item = ie 
Description Height Size No. Poster/Sign ‘inited 
Single-Sided, Wall Mount 17 8Y2'W x 11°H 5YGE8 p d tt [ Hi Id “al Products, in. 
Single-Sided, Free-Standing sale 8Y2'W x 11°H 5YGFO 
Double-Sided, Free-Standing 11" 8%"W x 11H 5YGE9 e es ol 0 ers 


Poster Frame Pedestals accept 2 panels (not 
included), each up to %" thick. 

Sign holders are all-steel with a 36" tall post. 
Slotted at top, holders accept signs up 46" thick. 





BLACK CHROME 
Overall Item Item 
Height Display Size No. No. 
Poster Frame Pedestals 
58" 14°W x 22"H 6MVE2 6MVE1 
58" 22'W x 28'H 6MVE4 6MVE3 
58" 24'W x 36'H 6IMVE6 6MVE5 
No. No. Sign Holders 

30P063 6MVFO 47" 7'W x 11°H 6MVF5 6MVFO 
47" 8%'W x 11°H 6IMVF6 6MVF1 
47' 14°W x 11"H 6MVF7 6MVF2 
64" 22'W x 28'H 6MVF8 6MVF3 
72" 24'W x 36'H 6IMVF9 6MVF4 





No. 2RXK1 


Sign Holders — 7 quartet Rubber-Tak™ Board x 


Made with recycled rubber for superior resilience. 
Easy-to-clean surface resists microbes and is 
sound- and shock-absorbent. Aluminum frame. 


No. 30P063 sign stand with adjustable telescoping tube and bottom ledge 
creates flexible surface area, sliding up and down to hold 11" to 40" signs. 





Overall Display Item 

Description Height Size No. BLACK BLUE 
A-Frame, Freestanding, Dry Erase 50" 24"W x 36"H 2RXK1 TAN BOARD BOARD BOARD 

Wall Mount 12" 8%"'W x 11H 2RXK6 Mfr. Item Item Item 

Wall Mount iv 11"W x 17'H 2RXK5 W H Model _No. No. No. 
Wall Mount 36" 24"W x 36'H 2RXK3 48" 36" 321RC) 15Y212 15Y213 15Y214 
Adjustable Dual-Sided Sign Stand 44" to 73" 11" to 40" 30P063 60" 48" S21RF | S¥218 | 15Y219 | 15220 
a No. 15Y212 v2 48"  321RG| 15Y221 15Y222 15Y223 
: 96" 48" 321RH| 15Y224 15Y225 15Y226 


_ - Indoor Enclosed 
Recycled 
Rubber Boards ghent FE 


Textured surface is made with 90% recycled Dense, nonporous cork panels provide a resilient 
materials and is self-healing. Feature lock- ; tacking surface; holes reseal themselves when pins 
able hinged doors with shatter-resistant : are removed. Aluminum frame, lockable hinged door. 
acrylic panels. Barts : For indoor use only. 


r ES Riots ay Enclosed Cork SRAINGER 
Bulletin Board APPROVED 


gr 


— 





Frame No.of Board ltem Ay Moo Frame No.of Board ltem 
No. 10F283 W H_ Color Doors Color No. Git LS Ww H Color Doors Color No. 
24" 36" — Silver 1 Confetti 10F282 ad 24" 36" Gray 1 Gray 2RXC9 
48" 36" — Silver 2 Confetti 10F283 No. 2RXC9 36" 48" Gray 1 Gray 2RXD1 
1372 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE’ 


Find the wi. Find Solutions. Find Great Prices. 


OFFICE SUPPLIES 
Bulletin & Enclosed Boards 





W P=" GRAINGER 





No. 1NUL7 








APPROVED 
Economy Cork 
Bulletin Boards 
Ideal for breakrooms and 
factory floors. 

Frame Item 
W H Color No. 
36" 24" Silver 1NUL7 
48" 36" Silver  1NUL6 
J quartet. 
Cork Bulletin 
Boards 
Self-healing surface. Includes 
mounting system. 
SILVER | NATURAL 
FRAME | FRAME 


No. 2CY60 















CJ quartet. 


indoor Enclosed 
Cork Boards 


Easily post signs to board surface. 
Feature shatterproof locking acrylic 


No. 4XT51 


Outdoor Enclosed Cork Boards = Cd wertet 


Protect documents from inclement 


weather. Feature locking, water-resis- —}", 
tant, shatterproof acrylic doors. 43" 36" 


Sign in to Grainge 


Frame 
Color 
Silver 
Silver 





No. of 
Doors 
1 
2 


Item 
No. 
4XT50 
4XT51 


No. 
30P018 


FJ quartet. 


Cork Roll, 
Tiles, and 
Display Rails 

Roll is self-healing and noise- 
absorbent. Tiles have self-stick 
backing to create custom 
bulletin boards. Roll is Ye" thick, 


Natural tile is %4" thick, Dark tile 
is ¥" thick. Rails have alumi- 


num frame with ¥s" cork. 

VT Logic x. 
Tackboards 

with Ultra Trim 


Recyclable surface is resilient and 
has good tack-holding ability. 


Frame Item 
W H Color No. 
43" 48" Silver 15Y274 
72' 48" Silver 15Y275 
96" 48" Silver 15Y276 


hent. 


indoor Enclosed 
Cork Boards 


Self-healing surface. Lockable 
hinged doors are covered with 
shatter-resistant acrylic. 





Frame No.of Item 
W H Color Doors No. 
30" 36" ~— Silver 1 8NG93 
36" 36" ‘Silver 1 8ZGK8 
48" 36" — Silver 2 8AWX0 
60" 36" — Silver 2 9CW03 
60" 48" — Silver 2 8DYE0 
72° 36" ‘Silver 3 8AWX1 
72° 48" — Silver 3 8EEV8 
96" 48" — Silver 3 SEYVO 

Frame No. of Item 

W H_ Color Doors No. 
30" 36" Silver 1 8EAT9 
36" 36’ Silver 1 8EPT4 
48" 36’ Silver 2 SATE1 
60" 36" Silver 2 SUF84 
60" 48" Silver 2 8ERC6 
72° 36" Silver 3 8ERC7 
72° 48" Silver 3 9GYU9 
96" 48" Silver 3 8RL54 


1r.com® to see YOUR Pricing and N 






No. 
30P016 








ee 





No. 30P022 
Item Pkg. 
Bulletin Board Roll 
Natural Cork 24" 48" 30P018 1 
Bulletin Board Tiles 
Natural Cork 12" 12° 30P017 4 
Dark Cork 12" 12" 30P016 4 


Bulletin Board Display Rails 


Natural Cork 18" il 30P019 1 
Natural Cork 24" 1 30P020 1 
Natural Cork 30° 1" 30P021 1 
Natural Cork 48" ii 30P022 1 





No. 15Y274 








here No. 9GYU9 
Outdoor Enclosed 
Vinyl Boards 


Protected behind lockable hinged doors with 
shatter-resistant acrylic. Mount under awning 
or overhang. 
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OFFICE SUPPLIES 
Clocks 





No. 6GNN67 No. 6GNN69 





* GRAINGER 
APPROVED 


24/12-Hr. Format Battery-Operated 
Analog Quartz Wall Clock 


Arabic display clock requires manual adjustment for time changes. Operates on 
(1) AA battery, not included. 


Case Overall Face Case Lens Item 
Color Dia. Dia. Material Material No. 
Black 12 113" Plastic Glass 2CHZ8 





a Includes 


Remote 


CONTROL COMPANY Sensor 
aivat 


Digital, Traceable®, and Unique Products 


Digital Rectangle LCD Wall Clock 


Displays giant-sized digits to view time, weather temperature, and humidity. 
Features alarm settings and automatically adjusts for daylight saving. Operates 
on (2) AA batteries, not included. 


Case Case Lens Item 
Color H W Material Material No. 
Black 1014" 161" ABS Plastic Glass 8YPG2 


1374 GRAINGER. 
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Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 









* GRAINGER 
APPROVED 


Battery-Operated Analog 
Quartz Wall Clocks 


Arabic display clocks require manual adjustment 
for time changes. Operate on (1) AA battery, not 


included. 
Case Overall Face Case Lens Item 
Color Dia. Dia. Material Material No. 
Black 7" 6" Plastic Plastic 6NN64 
Black 14" 12%" ~—~Plastic + Glass 2CHZ4 
Black 15" 13° Plastic Glass 6NN65 
Black 24" 19%" Plastic Glass 6NN67 


6NN69 
6H356 


7 Burgundy 14" 10". Wood — Glass 
No. 6H356 Silver 18 15%" Plastic Glass 


* GRAINGER 
APPROVED 


Radio Controlled/Atomic Battery- 
Operated Analog Quartz Wall Clock 


Arabic display clock automatically adjusts for accurate readings and time 
changes. Operates on (1) AA battery, not included. 





Case Overall Face Case Lens Item 
Color Dia. Dia. Material Material No. 
Black 12%" 93" Plastic Glass 2CJA3 
. . me a i. z ‘ 
J " % 12 1 ¢ 
oy 


* 
Round Arabic Wall Clock pier 


Indoor or outdoor clock is engineered with highly-accurate quartz movement to 
ensure reliable time keeping. Designed with bold numbers to help you clearly 
tell time from a distance. Durable, weather-resistant clock is ideal for most job 
sites, factories, workshops, classroom, or offices. Operates on (1) AA battery, not 
included. 


Case Overall Face Case Lens Item 
Color Dia. Dia. Material Material No. 
White 12V" 12/2" ABS Plastic Polycarbonate 3LYK5 


1-800-GRAINGER (472-4643) 


OFFICE SUPPLIES 
Clock Systems & Time Recorders 





GRAINGER CHOICE° 
Find the wy. Find Solutions. Find Great Prices. 
PYRQ@™mMiID 
3500 and 3700 oo | Es 
= = ae J 
Series Time Clocks ——=+— 


Track employee time, perform job 
costing, or date and time stamp docu- 
ments. Feature 14 preprogrammed No. 


messages. No. 15F553 is heavy-duty 15F553 
to withstand harsh environments. 
Item 
Description W H D No. 
3500 Series Time Clock, Digital LCD Display 6%" 59/4" 7’: 15F552 
LCD;3700 Series Heavy-Duty Time u 1 1 
Clock, Digital LCD Display su BBY" 15F553 
Time Clock Replacement Ribbon, Black 2%" 34" ¥e" 15555 
Time Card, Pkg. of 100 4" 9" —  15F554 
PYRQ@™MID 


ae 


7000 Series © 
Wired 

Synchronized 
Clock System 


Improve productivity and efficiency with perfectly synchronized clocks through- 
out your facility. Synchronizes up to 200 clocks and supports up to 35 bells, 20 
horns and 4 zones. Automatically adjusts for daylight savings time. 


No 


No. 1PB82 1PB84 





Item 
Description Ww H D No. 
Timetrax Sync™ Master Clock Terminal 1 V8" 9 Y4" 13/4" 1PB82 
Wired Synchronized Digital Clock 11 64" 1%" 1PB92 
Wired Synchronized Analog Clock 13%" 13% 25/4" 1PB84 
Signal Bell, 24V DC oe 8 34" 1PB86 
PYRQ@™MID 


2650 Series Time Clock 


6-column printing can accommodate 3 in/out punch intervals 
for breaks and lunches and 2-color ribbon indicates early/late 
punches in red ink. Compact design works well in small work- 
places. Flexible unit has no employee limit and offers manual 
or automatic shift options to prevent overprinting on the card. 


Description W H 
Time Clock, Digital LCD Display 1Y4" 8 
Time Cards (100 per Pkg.) 378" 1% 
Black/Red Time Clock Replacement Ribbon 2a 2x8 16° 
Black/Red Time Clock Replacement Ribbon AS 4s/4" 13" 
Expanding Time Card Rack AR  8Y'to34% 6% 29KK06 
Heavy Duty Time Card Rack AY," AY 134" _ 25KKO7 


AX AMANO CINCINNATI INC. 


PIX-95 Series 
Time Recorder 


Features include an atomic clock and 60 Hz 
frequency. Prints regular or military time. 





Item 

Description W H D No. 
Time Clock, Digital LCD Display 6'Ye =6%4' 62%2" 45TT9D 
Black Replacement Time Clock Ribbon Cartridge = = = 3VH94 
Double Sided Payroll Time Cards (1000 per Pkg.) 398" 84" — 61198 
Job Cost Time Cards (1000 per Pkg.) 398" BY" — 61199 


AX AMANO CINCINNATI INC. 


MJR-7000 Series Computerized Time Recorder 


Calculates regular and and overtime and totals hours for up to 100 employees. Identifies late arrivals. 


Item 

Description W H D No. 
Computerized Time Clock, Digital LCD gy" 13%" 3 6H362 
Black Replacement Time Clock Ribbon = = — 6H364 
Payroll Time Cards (1000 per Pkg.) 34 (EE — 6H363 
Bell ringer/signal kit for MJR series — = = 4MC23 


Sign in to Grainger.com® to see YOUR Pricing and MORE 











PYRQ™MID 


TimeTrax Sync™ 
Synchronized Clock System 


Precisely synchronizes analog or digital 
clocks throughout an entire facility to help 
promote productivity and efficiency. Wireless 
transmitter sends dependable radio frequency 
time signal to an unlimited number of clocks. aaa a 


Automatically adjusts for daylight saving time 

or power outages. No FCC license required. 

Nos. 15F569 and 15F570 Clock Bundles 

include wireless RF wall mount transmitter, 

TimeTrax™ Sync software, and 5 analog or = 














digital wireless clocks. No. 15F570 
Item 
Description W H D No. 
Wireless Battery-Operated Analog Clocks 
12/24 Hour 13% 13% 2. 4XLA2 * 
12 Hour 13% 13%" 2V2' 2LMU5 ~* 
12 Hour 17" ef 2 4XKZ8 * 
Clock Bundle, 12 Hour, Analog, Arabic Display 13% 13%" 2 15F969 * 
Wireless Battery-Operated Digital Clocks 
6-Digit, 2.5" Black LCD Digits 11%" Ay" 1%" 15F567 * 
4-Digit, 4" Red LED Digits 11%" 64" 1%" 2LMU4 
4-Digit, 3° Red LED Digits 11%" Ay," 15F566 
6-Digit, 22" Red LED Digits 11%" 4," 1%," 4XLA4 
6-Digit, 4" Red LED Digits 15%" 64" 1%" 4XLA5 
Timer Controller, 6-Digit, 2/2" Red LED Digits 11%" Ay," 1%" 4XLA9 
Clock Bundle, 4-Digit, 4" Red LED Digits 11%" 4" 1%" 15F570 
Accessories 
RF Wireless Ethernet Transmitter 6Y" 6y" 6Y" 2LMU3 
RF Wireless Add-On Transmitter 62" 5%" 13/4" 2LMU8 
GPS Signal Receiver 2 V2" 2 V2" VY," 2LMU6 





* Operate on 3.6V lithium battery, included. 


PYRQ@MID 


Standalone 
Digital Clocks : tem 


No. 
38G230 





: : Description W H D No. 
Feature vibrant red LED display 4-Digit 17115" 6 i" 1 986229 
and simple setup. 115yV, 6 ft. cord. 6-Digit 15%" 6%" 1%" 386230 


AX AMANO CINCINNATI INC. 


TCX-11 Series 
Time Recorder 


Automatic or manual punch 
with large analog dial. Prints 
regular or military time. ’ ) 











‘ cee 
ltem 
Description W H D No. 
Time Clock 6%" BY" — 6" 4TH70 
Black Replacement Time Clock Ribbon Cartridge = = = 3VH94 
Double Sided Payroll Time Cards (1000 per Pkg.) 398" 84" = 61198 
Job Cost Time Cards (1000 per Pkg.) 3% BY — 61199 
AX AMANO CINCINNATI INC. No. No. 
Wall-Mount Racks “— — 
Hold 25 time cards or badges. 
Item 
Description W H D No. 
Time Card Rack 4%" 31" 1%" 61195 
Badge Rack Ay" 21%)" 6NN73 
SS _— 
| No. 
6H362 
— y 





OFFICE SUPPLIES 


Shredders 


Scan. Order. Done. 
Details on page A1. 


Shredders Cut Style and Security Level Definitions 


Strip-Cut—Shreds paper into strands. This style provides the lowest 
level of security, and is used for nonsensitive information. 


Cross-Cut—Shreds paper both lengthwise and widthwise. These 
shredders create small pieces rather than strips and are used to shred 
everyday, nonpersonal paperwork. 


Micro-Cut—Cuts paper into tiny bits. These shredders are used for sensitive 


personal information in law firms, medical practices, and accounting firms. 
High-Security—horoughly destroys confidential documents. These shredders are 
for any business that needs to securely dispose of highly sensitive documents. 
Security Levels—The higher the assigned security level number, the smaller the 
shredded pieces will be. 





; 


Continuous Duty 
No. 54JH81 


Continuous Duty 


Intermittent Duty 
7/45 Duty 
No. 54JH98 


Intermittent Duty 
4/15 Duty 
No. 54JH97 


Continuous Duty 
No. 49GU70 


Intermittent Duty 
15/30 Duty 
No. 54JJ01 








Continuous Duty Continuous Duty Continuous Duty Continuous Duty 


No. 45NJ51 No. 5NXD9 No. 45NJ49 No. 10K102 No. 10K104 
M4 ® Max. 
Shredding Cut Security Wastebasket Shredding Throat Mfr. Item 
Shreds Capacity Style Level Capacity Speed H W Width Model No. 
Standard Paper vo,” 
uty* 
Paper, Staples, 6 Sheets —_‘ Micro-Cut 5 5.3 gal. 9 fpm 973" 17" 13%' 8%4in_ shredstar X6pro 54JH98 
Shredders (Great Cards. COs__10 Sheets_Cross-Cut__3 53gal_Sfpm 9%" 181%" 13%." 8% in shredstar X10 _54JH99 
uty* 

i —_ 9 Sheets _ Cross-Cut 3 4.8 gal. 9 fpm 8-6/7" 15'%e' = 138%" 8%in __shredstarX5 54JH95 
Intermittent Duty—Require pape ane 8 Sheets Cross-Cut 3 4°8 gal. ipm 8-6/7" 15%" 1314" 8% in shredstar X8_54JHQG 
brief rest periods between S800 10 Sheets _Strip-Cut 2 4.8 gal. 8 fpm 91%." 17%" 131%" 8%in  shredstarS10 54JH97 

. . uty* 
shredding jobs to keep , 12 Sheets Cross-Cut 3 6.1 gal. 9 fpm 11 21%a" 151%" in __—shredstarX12  54JJO1 
motors cool and functioning Paper, Paper Clips, 14Sheets Cross-Cut 3 6.1 gal. 9 fpm 11" 21454" 151%" Qin —_ shredstarX14 _54JJ02 
properly. Staples, Credit 17 Sheets Cross-Cut 3 6.9 gal. 9 fpm 11° 21/0 155" 9 in shredstar X17 5403 

Cards, CDs 20 Sheets _Cross-Cut 3 6.9 gal. Qfipm —s-.11-9/17" —-238-3/7"—-15-4/11" Qin Shredstar X20 54JJ04 
Continuous Duty—Capable cont tia 25 Sheets _—_Strip-Cut 2 6.9 gal. 9 fpm 11" 214%4" = 15'%2" Qin ShredstarS25 54JJ05 
; ; ontinuous Duty 
of running continuously, HSM OF AMERICA 

16 Sheets Cross-Cut 3 9.2 gal. 13fpm 11%" 24%" 151%" OO Hin Pure 420c  49GU70 
without the need to stop and 18 Sheets Cross-Cut 3 21.0gal.13fpm 14%" 28" 19%" 12in Pure 530c  49GU80 
cool down. These shredders : : Su ase : 1 ay gal 13 fpm i cove He : y in SECURIO B26c  54JH81 
i idh- eets trip-Cut 2 gal. pm a a 01%2" 2 In Pure 420 49GU73 

are ideal for high-volume 96 Sheets Cross-Cut 4 34.3 gal. 16 fpm 201%." 341%," 241%" 15% in SECURIO B35c  54JHB2 
shredding jobs. Paper, Paper Clips, 2/ Sheets _Cross-Cut 3 34.3 gal. 17 fpm 19" aig 241% 2" 12 In Pure 630c 49GU69 
Staples, Credit 2/ Sheets _Cross-Cut 3 38.3 gal. 17 fpm 19" cea 241%2" 15% in Pure 740c 49GU67 

Cards, CDs 30 Sheets _Strip-Cut 2 14% gal. 13fpm 151%" 261%" 197%" 9%in SECURIOB26s 54JH80 
30 Sheets _Strip-Cut 2 21.0 gal. 13fpm 14%" 28" 19%" 12in Pure 530 49GU72 
41 Sheets _Cross-Cut 3 39.6 gal. 22 fpm 21%" 37%" 22*%4" 13: In Pure 830c 49GU66 

42 Sheets _Strip-Cut 2 34.3 gal. 17 fpm 19" 35° 241%." 12 in Pure 630 49GU71 
42 Sheets _Strip-Cut 2 38.3 gal. 17 fpm 19" 35° 241349" 15 Vin Pure 740 49GU68 

a 49 Sheets _Strip-Cut 2 39.6 gal. 22fpm 21%" 37%" 224%" «13 'in Pure 830 49GU81 

SanerPaRieeene 150 Sheets Micro-Cut 4 9.0 gal. 13fpm —-29%2" 15%" 15" 10 in AF150 L4 45NJ51 

Staples Credit Cards 300 Sheets Micro-Cut 4 9.0 gal. 13fpm 322%" 1514" 17342" _‘10in AF300L4___45NJ52 

pie? 500 Sheets Micro-Cut 4 21.7 gal. 13fpm 39%" —— 191%" 191%a" 10 in AF500 L4 45NJ53 

19 Sheets Cross-Cut 3 21.7 gal. 13fpm 15454" 311%" ——-191%2" 12 Min SECURIOB32C 5NXD9 

24 Sheets Cross-Cut 3 26.4 gal. 17fpm_ _-171%a" 331%" 211% a" 12 in SECURIOB34C  5NXE1 

30 Sheets _Strip-Cut 2 21.7 gal. 13fpm 15454" 311%" —- 191%" 12 %in SECURIOB32S 5NXD8 

Paper, Paper Clips, 31 Sheets Cross-Cut 3 38.3 gal. 18fpm 214%" 362942" 225%" 13in SECURIOP36C 5NXE3 

Staples, Credit 37 Sheets _Strip-Cut 2 26.4 gal. 17fpm 171%" 331% 4" 211% a" 12 Yin SECURIOB34S 5NXEO 

Cards, CDs 42 Sheets _Strip-Cut 2 34.3 gal. 17fpm 204%" 34%" 2.41% a" 15% in SECURIOB35S 36GK52 

150 Sheets Cross-Cut 3 9.0 gal. 13 fom 29322" 1518" 15° 10 in AF150c 45NJ48 

300 Sheets Cross-Cut 3 9.0 gal. 13 fpm 322% 2" 15%" 17%32" 10 In AF300c 45NJ49 

900 Sheets Cross-Cut 3 21.7 gal. 13 fpm 39%" 191%" 19'%4" 10 in AF500c 45NJ50 

Paper, Paper Clips, 3/ Sheets Cross-Cut 3 40.0 gal. 18 fpm 22%" — 362%2" 232" 13in SECURIO P40C 10K103 

Staples, Credit 49 Sheets _ Strip-Cut 2 38.3 gal. 18fpm 214%" 362%" 225%" -13in  SECURIOP36S 5NXE2 

Cards, CDs, Disks 60 Sheets _Strip-Cut 2 40.0 gal. 18fpm 22%" 362%" 23%" ~—-13in SECURIOP40S 10K102 

Paper, Paper Clips, 46 Sheets _Cross-Cut 3 99.0 gal. 18 fpm 23'%4" — 40'%2" 271% 2" = 16iIn  SECURIOP44C 10K105 

Staples, Credit Cards, 78 Sheets —Strip-Cut 2 55.0 gal. 18fpm  231%s" 401%" 271%" 16in  SECURIOP44S 10K104 


CDs, Disks, USB 


* Minutes run time/minutes cool down time. 
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1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” OFFICE SUPPLIES 
Find the ww. Find Solutions. Find Great Prices. Shredders 








For Cut Style and Security Level Definitions, see page 1376. 


HSM = I, 
High-Security Paper Shredders : —ay 


These continuous-duty shredders with higher security levels are capable —_— 
of cutting paper into smaller pieces for additional protection against Paper Only 
identify theft and fraud. No. 10K108 


Paper Only—Paper-only high-security shredders cross-cut paper into 


small pieces to prevent exposure of sensitive or confidential data. Paper & More 





Paper and More—These shredders cut paper and other materials into No. 10K112 
thin, small pieces for protection against identity theft and fraud. They 
are capable of shredding items such as credit cards, staples, and CDs. 
Max. 
Security Cut Shredding Wastebasket Throat Mfr. Item 
_ Shreds Level Style Shred Size Capacity Capacity D H W Width Model No. 
Paper Only 
6 Cross-Cut 2" x Ve" 14 Sheets 38.3 gal. 224" 362%2" 23 V2" 13 in SECURIO P36L6 10K111 
6 Cross-Cut 1x 5mm 12 Sheets 26.4 gal. 171% a" 33 1%64" 211%64" 12 % in SECURIO B34L6 10K110 
paper 6 High-Security 1x 5mm 7 Sheets 20 gal. 1319%9" 321940" 171952" 10 in 125.2cL6 1DZA9 
6 High-Security 1x 5mm 8 Sheets 9.0 gal. 15%" 23564" 12%! 9 Hin SECURIO B24L6 10K108 
6 High-Security 1x 5mm 12 Sheets 31.7 gal. 18%" 35 164" 194564" 12 in — 225.2cL6 1DZB1 
. 7 High-Security V2" x Ve! 16 Sheets 38.5 gal. 18%" 37564" 231Y50" 16 in Classic 411.2L6 54JH77 
Paper & More 
Paper, CD/DVDs 6 High-Security 1x 5mm 14 Sheets 38.3 gal. 22 Vs" 362%" 23%" 13 in SECURIO P36L6 OMDD _—‘10K112 
ee 6 High-Security Yao" x As’ 150 Sheets 9 gal. 15" 2992" 15%" 9 Yin SECURIO AF150L5 54JH93 
Clips Staples 6 High-Security Yo" xs’ 300 Sheets 9 gal. 1792" 322%" 15%" 9 Zin SECURIO AF300L5 54JH94 
; 6 High-Security Yo" xe’ 500 Sheets 21 gal. 191% a" 3914" 1919%0" 9 Hin SECURIO AF500L5 54JH92 


HSM SS, 
CD and Hard Drive Shredders a =, 


These continuous-duty shredders offer secure disposal of data 
storage media, including hard drives, credit cards, CDs, DVDs, 
floppy disks, USB sticks, and magnetic tapes. They reduce the 
digital data carriers into small particles, making data re-creation 
or recovery virtually impossible, and reducing the possibility of 





No. 1DZB4 No. 40N285 


identify theft and fraud. 
Cut Wastebasket Mfr. Item 
Shreds Style Capacity D H W Model No. 
Credit Cards, CDs, Floppy Discs High-Security 38.5 gal. 181" 37 >Y6a" 231349" 411.20MDD 1DZB4 
: ; Cross-Cut — 120%" 6634" 41" HDS230-1 40N285 
Hard Drives and Backup Media Cross-Cut = 12974" 669" at HDS230-2 A0N286 


: 





HSM’ = 
Cardboard Shredders 


Cut and perforate used cardboard to convert it into packing 
material. The resulting product is a soft, perforated layer of 
padding that offers an alternative to air bubble packaging. These 
continuous-duty shredders reduce waste by allowing users to 





re-use cardboard boxes that would otherwise be discarded. No. 5NXF8 
Max. 
Shredding Shredding Throat Mfr. Item 
Capacity Speed D H W Width Model No. vw 
1 Sheet 32 fpm 14%" 141964" 23752" 16 %in — ProfiPack400 5NXF8 No. 1DZB7 
3 Sheets 43 fpm 19" 381564" 27%" 16%in  ProfiPack425 1DZB7 ly 


HSM 
Shredder Bags and Oils 


Shredder Bags—Clear plastic HSM shredder bags Shredder Oil—Petroleum-based circulating mineral oil 
fit inside compatible HSM shredders for contain- is designed specifically for use in machines and resists 
ing and disposing of shredded particles. They help __ rust, oxidation, and wear. It reduces friction between 

to keep work areas clean by eliminating messes parts and helps reduce squeaks and other noises. 
caused by dumping shredder bins. Recyclable. 





Mfr. Item ISO 
; For Use With Size Model No. Container Base Viscosity Item 
Shredder Bags Size Oil Grade No. 
Classic 108, SECURIO B24/AF150/AF300 13 gal. 1408 1DZB8 Shredder Oil , 
Classic 125, SECURIO B26/B32/ 12 02. Mineral 32 1DZC1 
B34/AF500, Pure 530/630 S4 gal 1815 1DZC5460z. ‘Mineral ~——-32~=S«SAED2 No. 1DZC4 
Classic 225/386/390/411/412, SECURIO 58 gal. 9417 1DZC4 1 gal. Mineral ge 1DZC2 


B35/P36/P40, Pure 740/830 
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OFFICE SUPPLIES 
Desktop Label Printers & Labels 


Scan. Order. Done. 
Details on page A1. 





at your side 


Desktop Label Printers 


High speed label printers quickly create paper labels for packages, 
envelopes, file folders, name badges, and postage. Auto cutter 
allows for printing 1 or multiple labels at time, eliminating wasted 
label sheets. Permit users to create and print customized labels. 
Compatible with Windows, Linux and Mac® and integrates with 
Microsoft Word, Excel, and Outlook. Free download App allows 

you to design labels with your mobile device when connected to a 
wireless network. Up to 300 dpi print resolution for crisp text and 
graphics. Drop-in rolls require no ink or toner. 


QL-800—Create easy-peel Black/Red labels with No. 420R61, 
sold separately on Grainger.com®. Prints up to 93 labels per 
minute. 


QL-1110NWB and QL-1100—Use direct thermal label printing. 
Automatic crop function lets on-line sellers easily print barcode 
labels and other product labels from A4/Letter size label sheet 





No. 420R56 








No. 487F12 templates (Windows only). Prints up to 69 standard labels per 
minute. 
Tape Item 
Description Width Includes No. 
QL-800 Label Printer 2'¥32" USB Cable, AC Adapter, (2) Starter Rolls 420R56 
QL1110NWB P-Touch® Label Printer - Bluetooth, Ethernet, USB, WiFi Connection j crete ae AC tats (4 lab ie war Fel 2 62am) 487F12 
: : : ie Cut Large Shipping Labels abels) Starter Roll, 2.4" (62mm 
QL1100 P-Touch® Label Printer - USB Connection Continuous Length Black on White Paper Tape (8m) Starter Roll 487F11 
at your side 
een Labels and Label Tape 
70 hee = Find more colors and sizes online, go to Grainger.com® 
thermorétractable and search "Brother Labels and Tape Labels”. 
- Mfr. Item Pkg. 
Color W L Model No. Qty. 
Standard Laminated y SECA 775K 7918 
A" t. 4" e 5 
Black/Fluorescent Orange-qe "se TZeB51 135191 
Black/Red 49%" 26 ft. 4" 1Ze441 130509 =f 
Ya" 26 ft. 4" 1Ze2114 130488 sf 
ye 26 ft. 4" 1Ze221 1 see 1 
' yy" 26 ft. 4" 1Ze231 130490 =f 
Black/White Hei" D6 TE TZe241 1304931 
29/39" 26 ft. 4" 1Ze251 130496 sf 
119%" 26 ft. 4" 1Ze261 130498 sf 
1949" 26 ft. 4" 1Ze631 130513 sf 
Black/Yellow 49%" 26 ft. 4" TZe641 130514 = 1 
29/9" 26 ft. 4" TZe651 130515 =f 
0.47" 26 ft. 4 TZe232 13C492 1 
Red on White ya" 26 ft. 4 TZe242 130494 1 
29/59" 26 ft. 4 TZe252 13C497 1 
No. 30RRO8 Yq" 26 ft. 4 1Ze345 130505 = 
White/Black 29/59" 26 Tt. 4 1Ze355 130507 1 
protner 115/32" 26 Tt. 4" 1Ze335 13C503 1 
HSe Tapes 
Extra Strength 0.23" aie HSE211 30RR08 1 
Adhesive Tape 0.34" 5 ft. HSE221 30RR09_ 1 
eg te White 0.45" 5 ft. HSE231 30RR10 1 
0.69" © ft. HSE241 30RR11_—s1 
_ 0.93" 2 it. HSE251 30RR12_— 1 
-Tapes 
Black/Clear 199" 26 Tt. 4" M131 13C548 1 
Black/White 19%" 26 ft. 4 M231 130549 sf 
Be zs " py pontielow 19/9" 26 ft. 4" MkK631 130557 J 
Fine eFX Tapes 
ey, NN, Be 26 T2ERNo3i —_22kDai 
6a" 26 ft. TZEFX241 22KD92__—1 
No. 130557 0.35inx 26.2 (Ommx8m) pee ems Her 26 Tt. TZEFX251 22KD931 
Te 26 ft. LAs 22KD94_ ‘1 
%2" 26 ft. TZEFX631 22KD95_—s 
: sas oe Her Eh TZEFX65122KD96 1 
xtra-Strengt esive 
Wo" 26 Tt. 21932, HGes2315PK 23M319 5 
L Black/White Wa" 26 ft. 21%2" HGeS2415PK 23M320 5 
No. 130529 No. 130558 1/6 26 ft. 4° HGes2515PK  23M321 5 
119342 26 ft. 4" HGeS2615PK 23M322 5 
I. tem g. Yea t. 4° e 3 3. O 
Item w L Color Labels Per Roll Model -—-No. _ ty. Black/Yellow Tie" D6 ft. 4" HGeS6515PK 23M1326 5 
DK Paper Label Rolls for use with QL Series Printer 11%2' 26 ft. 4" HGes6615PK 23M327 5 
Label 2Y%0" 2%4" Black/White 400 DK1204 130561 1 Extra-Strength Adhesive Laminated 
Label ofA" 2930" Black/White 1000 DK1221 130567 _ —i1 2364" 26 ft. 21342" TZeS221 13€529 = 1 
Label 2 : Black/White 600 DK1240 130568 1 139" 26 Tt. 21%" 1ZeS231 130530 1 
Label Tape Cartridge “ 100 it. Black/White Continuous DK2243 1305/76 1 Black/White 4%" 26 Tt. 2152" 1ZeS241 130532 1 
Label Tape Cartridge Fea 90 ft. Black/White Continuous DK2211_ 130573 1 He 26 Tt. 2'%2" 1ZeS251 130534 = 1 
Label Tape Cartridge Fea" 100 ft. Black/White Continuous DK2210 1305/72 i 11¥%2" 26 ft. 2'942" 1ZeS261 130535 
Label Tape Cartridge 215/39" 20 ft. Black/White Continuous DK2212 130574 ‘1 2364 26 Tt. 2'%2" TZeS621 13C536 1 
Label Tape Cartridge 219/30" 100 ft. Black/White Continuous DK2205 130571 1 19" 26 ft. 21542" 1ZeS631 130537 1 
Printer Label : 6" Black/White 200 DK1241_ 130569 __—s Black/Yellow 4%4' 26 Tt. 2'%2" 1Zes641 130538 sf 
Printer Label 1 fea" 3" Black/White 400 DK1201 130558 si He 26 Tt. 2'%2" TZes651 130540 
Printer Label 1 Fea" 21332" Black/White 800 DK1209_ 130564 _ i 11%2" 26 ft. 2192" TZeS661 130541 
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No. 4NHL6 


No. 4NHL8 


No. 4NHL7 










WANA 


i i. ‘ ai 








No. 4NHL9 


No. 23M340 


LabelWriter® Printers DYNO 


Print mailing, filing, and media labels from a variety of software programs. Print 
up to 71 labels per minute. Feature DYMO Label version 8 software to create 
and print a variety of labels. DYMO Stamps® software (included) allows printing 
USPS-approved postage. All printers include power supply, USB cable, CD user's 
guide, quick-start guide, and address labels. 


LW450 Turbo—Maximizes efficiency with high-speed label printing. 


LW450 Twin Turbo—Labeler can hold 2 label rolls at once for even greater 
efficiency. Includes stamps. 


LW450 Duo—Prints paper and plastic labels: top portion uses white paper label 
rolls; bottom uses permanent D1 label tape cartridges. Includes stamps and 4" 
black on white D1 label cartridge. 


LW450 Desktop Mailing Solution—Features a postal scale that weighs 
package and then prints out a USPS-approved postage label. No commitment or 
contract required as with traditional postage meters. Labeler comes with DYMO 
Stamps® software to weigh, address, and print USPS labels for first class, flat 
rate, Priority Mail®, Express Mail®, postcards, and international mail. Includes 
stamps. 


LW 4XL—Prints labels up to 4.16'"W, including 4.1"W x 6.275'L shipping, 
warehouse, barcode and identification, bulk mailing, and other large-format 
labels. Thermal printing technology never requires ink or toner. 


Mfr. Item 
Description Model No. 

LabelWriter® Printers 
LW450 Turbo 1752265 4NHL6 
LW450 Twin Turbo 1752266 4NHL7 
LW450 Duo 1752267 4NHL8 
LW450 Desktop Mailing Solution 1757660 4NHL9 
LW 4XL 1755120 23M340 
Printer Labels, Black on White 
Printer Label for No. 23M340, 6"W 1744907 23M346 
General Purpose Labels, 500 per Roll, 3%2"W 30336 2XZN6 
File Folder Labels, 260 per Roll, 1%"W 30277 2XZN5 
Return Address Labels, 500 per Roll, 312"W 30330 1ZTB9 
Address Labels, 260 per Roll, 312"W 30320 2XZN3 
Address Labels, 350 per Roll, 25/4"W 30252 1ZTB7 
Address Labels, 260 per Roll, 3%"W 30321 2XZN4 
Shipping Labels, 300 per Roll, 3%"W 30256 1ZTB8 
Internet Postage Labels, 150 per Roll , 32"W 30384 1ZTC3 * 
Adhesive Name Badge Labels, 250 per Roll, 32"W 30857 2XZN8 


* For use only with free online postage service Endicia. 


Embossing Labels and Label Maker Dymo 


Vinyl Label Tape Rolls—Adhesive labels are Color Item No. 
; Patt Vinyl Tape, 42" W x 12 ft. L 

designed for indoor or outdoor applications. Black ONCAG 

Office-Mate II Manual Label Maker—Produces Red ee 


346'-high characters. Includes forward and reverse 
tape control, 0.200"-high horizontal character wheel, 
and one ¥" x 12-ft. vinyl adhesive black tape roll. 
Accepts ¥8" and 2"W tape. 


Black 
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2NCA3 
Office-Mate Il Manual Label Maker 


OFFICE SUPPLIES 
Label Printers & Label Makers 





No. 23M342 


D1 LabelManager® Printers 


Create smearproof labels using thermal transfer technology. Use D1 label tape 
cartridges. 


LM160 with QWERTY Keyboard—Computer-style QWERTY keyboard allows 
fast text entry. Choose from 6 font sizes, 8 text styles, and 4 boxes plus under- 
line, as well as 228 symbols and clip art images. Format with 1-touch smart 
keys for text size, bold, italic, underline/box, and vertical text. Large LCD display 
allows you to preview an image of your label. 


DYMO 


LM210D Labeler and Kit—Labeler has a large semigraphical display that 
displays label before printing. Prints 6 font sizes, 7 styles, 8 boxes, and under- 
line. Includes a %2" black-on-white label cartridge. Requires 6 AA batteries or AC 
adapter No. 5AU10, sold separately on page 372. Kit No. 2RCJ2 comes with a 
labeler, two 2" black-on-white label cartridges, 6 AA batteries, AC adapter, and 
carrying case. 


LM360D—Prints up to 4 lines of text with choice of 7 font sizes. 1%" x 254" 
display shows 2 lines of label text. Printer comes with lithium-ion battery, AC 
adapter, and starter label cartridge. 


LM500TS with Touch Screen—Create, edit, and format customized labels 
directly from the full-color touch screen. Choose from 10 fonts, 25 font sizes, 
and 5 boxes plus underline, 32 text styles, and 325 built-in symbols and clip 
art images. Create and save user profiles to store settings and data for up to 5 
different users. Computer-style Keyboard permits fast text entry, while the auto- 
matic label cutter speeds cutting. 


D1 Label Tape Cartridges—tTape cartridges are 23 ft. long. Durable, poly- 
ester-coated labels are scratch and chemical resistant. All cartridges feature 
easy-peel, split-back tape. 





Tape Mfr. Item 
Description Width Model No. 

D1 LabelManager® Printers 

LM160 w/QWERTY Keyboard Va, Ye, V2" 1790415 23M342 
LM210D Va, Ye, V2" 1738345 2RCJ1 
LM210D Kit Va, Ye, V2" 1738976 2RCJ2 
LM360D Va, Ye, V2, Ya" 1754488 4NHN1 
LM500TS w/Touch Screen Va, Ye, V2, Ys, 1" 1790417 23M341 
D1 LabelManager® Label Tape Cartridges, 23 ft. L 

Black/Clear Ya" 43610 6JG36 
Black/White V4" 43613 6JG37 
Black/Clear 3" 40910 6JG34 
Black/White ¥" 41913 6JG35 
Red on White Vy" 45015 2ZRV1 
Black/Green Y;," 45019 2ZRV3 
Black/Blue Y," 45016 5AU29 
Black/Red Y," 45017 5AU30 
Black/Clear Ve 45010 6JG38 
Black/White Vea 45013 6JG39 
White/Black VA 45021 6JG41 
Red on White ¥4" 45805 2ZRV4 
Black/Clear Ya" 45800 6JG42 
Black/White fa 45803 6JG43 
Black/Yellow ¥4" 45808 6JG44 
White/Black Ya" 45811 6JG45 
Black/Clear ili 53710 5AU27 
Black/White 1 93713 5AU28 








Office-Mate II 


Viny! Label Manual Label Maker 


Tape Roll 
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OFFICE SUPPLIES 
Laminating Machines/Supplies 


Scan. Order. Done. 
Details on page A1. 





GBC 


Film Laminating 
Machine and Film 


Laminator features EZload® technol- 
ogy to prevent incorrect film loading, 
integrated trimmers, auto shutoff, 





ore and fast warm-up times. 
Max. Max. 
Document Document Item 
Description Width Thickness Speed No. 
Film Laminating Machine 
Ultima 35 EZload™ 12’ 1.7 to 5 mil 39 in./min. 1UEJ8 
Item 
Thickness Roll Size No. 
Laminating Film, Gloss Finish, Pkg. of 2 
2 mil 12" x 100 ft. 1UEK2 
3 mil 12" x 200 ft. 1UEK1 
1.7 mil 12° x 300 Tt. 1UEJ9 






No. 24Y157 


No. 24Y155 


Pouch Laminating 
Machines and Pouches -S##4.. GBC 


Fusion™ 3100L and 3000L—Green light and audible beep indicate readiness 
and pouch jams. For medium to small offices. 60-second warm-up. 


Fusion™ 1100L and 1000L—Feature ready indicator light, pouch thickness, 
and slider switch. Ideal for small projects or home use. 


No. 24Y158 





Max. 
Max. Document Item 
Description Document Width _ Thickness Speed Brand No. 
Pouch Laminating Machines 
Fusion™ 3100L 12" 3,0. and 7 mil 31 In./min. GBC 24Y155 
Fusion™ 3000L 12" 3 and 5 mil 19 in./min. GBC 24Y156 
Fusion™ 1100L g" 3 and 5 mil 13 in./min. GBC 24Y157 
Fusion™ 1000L 12" 3 mil 13 in./min. GBC 24Y158 
Fusion™ 1000L g" 3 and 5 mil 13 in./min. GBC 24Y159 
Item Pkg. 
Description Thickness W L Brand No. Qty. 
Laminating Pouches 
Letter, Gloss, UV Coating 3 mil g" 11 GBC 1UEK8 100 
Letter, Gloss, UV Coating 5 mil Q" 11%" GBC 1UEK9 100 
Menu, Gloss, UV Coating 3 mil 117%" 17%" GBC 1UEL5 100 
Menu, Clear 5 mil 11%" 17%" ~ SwinglineGbc 24Y160 100 
Letter, Gloss 3 mil g" 117%" GBC 1UEL2 100 
Legal, Gloss 3 mil g" 14%" GBC 1UEL1 100 
ID Badge, Gloss 5 mil 26" 3/4" GBC 1UEL6 25 


Gircie 


Wide-Format Heat 
Roll Laminating 
Machine and Film 


Laminating machine features a sliding lower idler bar, auto shutoff, and a 
SmartShaft mandrel for easy film threading and loading. Includes handheld cutter. 





No. 6GHJX6 


Max. Max. 
Document Document Item 
Width Thickness Speed No. 
Film Laminating Machine 
or 1.5 to 3 mil 3 ft/min. 6HJX6 
Item Item 
Thickness Roll Size No. Thickness Roll Size No. 
Laminating Film, Gloss Finish, Pkg. of 2 Laminating Film, Gloss Finish, Pkg. of 1 
1.5 mil 18" x 500 ft. 6HJX7 3 mil 40" x 250 ft. 6HJY3 
1.5 mil 25" x 500 ft. 6HJX8 5 mil 40" x 200 ft. 6HJY4 
1.5 mil 27" x 500 ft. 6HJX9 
3 mil 18" x 250 ft. 6HJYO 
3 mil 25’ x 250 fl. 6HJY1 
3 mil 27" x 290 ft. 6HJY2 
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No. 
30D507 
No. 


Gitcy 30D504 
Laminating Machines and Pouches 


Proteus” 125—Professional 6 roller system laminates documents up to 10 
mil thick. Rapid lamination up to 41" per minute. Auto shut-off. 






Voyager™ 125—High-performance laminator has an AutoSense system 
which detects pouch thickness up to 10 mil and self-adjusts. Advanced 
4-roller system guides documents for jam-free performance. Auto shut-off. 


Max. 
Max. Document Document Item 
Description Width Thickness Speed No. 
Pouch Laminating Machines 
Proteus™ 125 12Y" 10 mil 41 in./min. 30D507 
Voyager™ 125 12% 10 mil 35 in./min. 30D504 
Item Pkg. 
Description Thickness W L No. Qty. 
Laminating Pouches 
3 mil Q" 11%" 30D519 25 
3 mil Q" 114%" 30D515 50 
Letter, Clear, UV Protection 3 mil gi Ti" 300508 100 
5 mil 9" 114%" 30D509 100 
7 mil Q" 11%" 30D510 100 
Letter, Clear 10 mil 9" 114" 300512 50 
3 mil Q" 141" 30D511 50 
Legal, Clear 5 mil 9" 1415" 300517 100 
Menu, Clear 3 mil 12" 18" 30D518 25 
5 mil 33/4" 24" 30D514 100 
Business Card, Clear 10 mil 35 OVA 300516 100 
Self-Adhesive Sheet, Clear 3 mil gy," 12" 30D513 50 





No. 6GHJY7 


Credit Card-Size Pouch 
No. 6HJY9 
Heavy-Duty Pouch Laminating 
Girci 


Machines and Pouches 


Metal-frame machines feature a solid state heating core, 
silicone rollers, and separate power and ready/run switches. 


Max. Max. 
Document Document Item 
Width Thickness Speed No. 
Pouch Laminating Machines 
913/46" 3 to 10 mil 33 in./min. 6HJY6 
12%6' 3 to 10 mil 33 in./min. 6HJY7 
Item Pkg. 
Type Thickness W L No. Oty. 
Laminating Pouches, Gloss Finish 
Credit Card 2 mil 398 2 V8" 6HJY9 100 
Credit Card 7 mil 39% 2 6HJZO 100 
Business Card 2 mil 39/4" 24" 6HJZ1 100 
Business Card 7 mil 3/4" 24" 6HJZ2 100 
Luggage Tag 9° mil AY," 2)" 6HJZ3 100 
Luggage Tag 7 mil AV," 212" 6HJZ4 100 
Luggage lag 9° mil Ay," 2s 6HJZ5 100 
Luggage lag 7 mil AY," 2)" 6HJZ6 100 
Military Card Size 2 mil 3% 2% 6HJZ7 100 
Military Card Size 7 mil 3% 2%" 6HJZ8 100 
Index Card 5° mil 91" 3 1A" 6HJZ9 100 
Index Card 7 mil VA 3" 6HKAO 100 
Letter 3 mil 11%" g" 6HKA1 100 
Letter 5 mil 11%" g" 6HKA2 100 
Letter 7 mil 11%" g" 6HKA3 100 
Letter 10 mil 117%" g" 6HKA4 20 
Legal 3 mil 14%" g" 6HKADS 100 
Legal 9 mil 14%" g" 6HKA6 100 
Legal 10 mil 14%" g" 6HKA7 90 
Display or Chart 5 mil 15° 12 6HKA8 100 
Menu 3 mil 18" iz: 6HKAS 100 
Menu 7 mil 18" ea 6HKCO 100 
Luggage Loop 
— — YA" — 6HKC2 100 
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Paper Cutters & Storage Boxes 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 














No. 
24Y111 










-Swingkhne. 24Y107 
Paper Cutters and Trimmers - a. 
ClassicCut®/CL800pro—Battery-operated light illuminates cutting area. Description Material ranth Sheet Cap. Model No. 
Features full-width handle for leverage and an adjustable magnetic guide. ClassicCut®/CL800pro Metal 12° 150 1500 1UDZ9 
Wood 12 15 1132A __—-24Y109 
ClassicCut® Ingento™—Feature die-cast metal cutting arm with steel spring ere , wood wi 2 Wee eR 
and self-sharpening hardened steel blades. Include safety guard rail and handle “/#ssiovut" Ingento ee si 2 Heo THEA 
lock on solid maple base. No. 24Y111 is a table unit. Wood 36" 15 1184 24Y111 
; Wood 12" 15 9112A 24Y108 
ClassicCut® Pro—Feature wood cutting surface and self-sharpening metal ClassicCut® Pro Wood 15" 15 9115A 24Y107 
cutting arm. Protective guard rail and blade latch hook lock blade in place. Wood 18" 15 Q118A___—-24Y110 
testi a 
Shipping 9 >————. 
Storage Boxes and 
BASIC-DUTY HEAVY-DUTY eee 
Designed for inactive files. Designed for durability and frequent use. 
Stor/File"’—Lid ships attached, then tears off for Presto™—lInstant setup; simply push corners. y 


storage. 


MEDIUM-DUTY 
Designed for occasional access to files. 


Double-bottom, double-end, double-side construc- 
tion with tear-resistant handholes. No. 2PWT2 has 
extra reinforcement and ergonomic handholes. 


R-Kive®—Multilayered corrugate construction 
enhances stacking strength. Reinforced handholes 
resist tearing. FastFold® quick, easy assembly. 


Presto™ 


Shipping and Storage—Reusable shipping and 
storage box in 1. Adhesive strip seals for secure 
transport. Shipping lid tears off, with flip-top storage 
lid inside. 





R-Kive® DividerBox'™’—Three 5" dividers keep 
contents upright and organized. FastFold® quick, 


Stor/File'’—FastFold® quick, easy assembly. easy assembly. 


Nos. 2PWU6 and 2PWU7 have smooth rolled edges 






to deter paper cuts and add strength. Nos. 2PWU8 —_Liberty®—FastFold® quick, easy assembly. Propane 
and 2PWU9 have reinforced plastic handle. Reinforced plastic handle. Trim 


BinderBox'’—Hold eight 1%" binders, or a variety 
of binders up to 3". FastFold® setup, tear-resistant 


Stor/File™ DividerBox'’—FastFold® quick, easy 
assembly and multilayer construction with five 5" 


* Based on evenly distributed loads. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








dividers. hand holes. 
Inside Dim. Stacking Item 
Description Color File Size W H D Cap.* Closure No. 
Basic-Duty 
Stor/File™ White Box/Blue Trim _Letter/Legal| 12° 10" 15" | 450 Ib. Lift-Off Lid 2PWX5 
Medium-Duty 
Shipping and Storage White Box/Blue Trim Letter/Legal| 12" 10" 15" | 500 Ib. Flip-Top Lid 2PWT9 
Stor/File™ White Box/Blue Trim Letter 12" 10" = 24" | 650 lb. | Lift-Off Locking Lid 2PWU6 
Stor/File™ White Box/Blue Trim _Letter/Legal | 12" 10%" 15%") 550 Ib. String & Button 2PWU3 
Stor/File™ White Box/Blue Trim Letter 12° 10" = 24" _- | =~500 Ib. String & Button 2PWU8 R-Kive® 
Stor/File™ White Box/Blue Trim Legal 15" 10" 24" | 550 Ib. String & Button 2PWU9 DividerBox™ 
Stor/File™ White Box/Blue Trim _Letter/Legal| 12" 10" 15° | 550 lb. | Lift-Off Locking Lid 2PWX4 
Stor/File™ White Box/Blue Trim Legal 15" 10". 24" | 700 lb. | Lift-Off Locking Lid 2PWU7 
Stor/File™ DividerBox™ White Box/Blue Trim Letter 12" 10° = 24" | 650 lb. | Lift-Off Locking Lid 2PWT7 
Stor/File™ DividerBox™ White Box/Blue Trim Legal 15" 10" 24" '| 700 lb. | Lift-Off Locking Lid 2PWT6 
Heavy-Duty 
Presto™ White Box/Blue Trim Letter 12". 10" =. 24" | 750 lb. | Lift-Off Locking Lid 2PWT3 
Presto™ White Box/Blue Trim Legal 15" 10" 24" | 800 lb. | Lift-Off Locking Lid 2PWT4 
ae Ergonomic White Box/Blue Trim Letter/Legal| 12" 10" 15" | 850 lb. |Lift-OffLocking Lid 2PWT2 
R-Kive® White Box/Black Trim Letter/Legal| 12" 10° 15" | 8501b. | Lift-Off Locking Lid 2PWU4 
R-Kive® Woodgrain Letter/Legal| 12" 10" 15" | 850 1b. | Lift-Off Locking Lid 2PWU5 
R-Kive® DividerBox™ White Box/Blue Trim _Letter/Legal| 12" 10° 15° | 850 1b. | Lift-Off Locking Lid 2PWT5 Liberty® 
Liberty® White Box/Blue Trim Letter 12" 10" 24" | 750 Ib. String & Button 2PWU1 
Liberty® White Box/Blue Trim Legal 15" 10" = 24" | 850 Ib. String & Button 2PWU2 
BinderBox™ White Box/Blue Trim Binders | 12%" 12" 18%"| 850 lb. | Lift-Off Locking Lid 2PWT8 


OFFICE SUPPLIES Scan. Order. Done. 
Clipboards & Storage Clipboards Details on page A1. 






y No. 
wv GRAINGER ~S 3XFN9 





Clipboards APPROVED 
Clip Item 
File Size Color W H Capacity No. < 
Plastic Clipboards with Low Profile Clip — 
Letter Black 87 12% % in 2LJX7 4 
Letter Dark Green 87h" 123," Y in 2LJX6 i 
Letter Red 87 12% % in 2LJX5 i 
Letter Royal Blue 87h 12% % in 2LJX8 
Metal Clipboard with Wire Clip sei 
Letter Silver 9% 111%46" % in 2LJX3 
Metal Clipboard with Butterfly Clip 4 ~ 
Letter Silver 9% 1213" 1 in 2LJX4 | No. 
No. 3XMT1 1GEH2 















No. 1GEJ7 No. 1GEJ3 No. 1DNT6 No. 1GEH5 
Recycled Clipboards G saunpens 
Clip Item Pkg. 
File Size Color W H Capacity No. Qty. 
Hardboard Clipboard with Clamp Clip 
Letter Light Brown 9" 12%" 1 in 1GEJ7 2 
Legal Light Brown 87" 18" 1 in 1GEJ8 2 
Hardboard Clipboard with High Capacity Clip 
Jumbo Brown 26" 23° 1 in 3XMR2 1 
Plastic Clipboard with High Capacity Clip 
Letter Black 8% 13%" 1 in 1GEJ4 1 
Letter Blue 8% 13%" 1 in 1DNT8 1 . 
Letter Green 8%" 13%" 1 in 1DNT9 1 No. 30LW85 
Letter Pink Q" 134%" 1 in 44R211 1 7 7 
Letter Purple 8% 13%! 1 in 1DNU2 1 
beter Purple 871g in A Aluminum Storage Clipboards, _ 
Letter Yellow 8% 13%" 1 in 1DNU1 1 CG SAUNDERS 
Plastic Clipboard with Low Profile Clip Binders, and Padfolios = 
Letter Ice Blue 8% 12y;" Yin 1DNT6 1 Clip Item 
Letter Pearl 8%" te Y in 1DNT7 1 File Size Color W H Capacity No. 
Metal Clipboard with High Capacity Clip A-Holder® Storage Clipboards 
Letter Silver 816" 1316" 1 in 1GEH5 1 Memo Silver BY" 91" VY in 3XFN9 
—SssSSS——JXSQQQQQqn. Letter Silver QV" 121" Yin 1DNR6 
Legal Silver QV 14/4" Yin 1DNR9 
Legal Silver 8%" 15 Yin 3XFP1 
Citation Holder Il Storage Clipboard 
For Black 6M" 11%!" Yo in 3ULJ7 
CruiserMate | I Storage Clipboard 
No. Letter Silver BY" 12 Yin 3XJH5 
38UJ20 CruiserMate™ Storage Clipboards 
Letter Black gy, 13%!" 1 in 3ZHY9 
Letter Silver Q" 14%6' 1 in 1GEH4 
Legal Silver BY" 14" 1 in 3XFP6 
No. Portfolio . 
3ZHY8 Letter Silver gy" ky Yin 3XMT1 
RediRite™ Storage Clipboards 
Memo Silver 6" 10%" Yin 3ZHY7 
Letter Silver Q" 14%6' 1in 1GEH2 
Legal Silver g" 16%6' 1 in 1GEH8 
. ~ Letter with Calculator Silver ce 14/6" 1in 1GEH7 
Plastic Storage Clipboards CS saunpens | |SheetHolde 
Letter Silver BY" 12" Yin 3XFP3 
Clip Item Snapak® Storage Clipboards 
File Size Color Ww H Capacity No. Memo Silver 6%" 10%c" % in 1GEJ1 
DeskMate II" Storage Clipboard Letter Silver 9V%e" 125%" Yin 1GEH6 
Letter Black 10 16" Vr in 3XJH6 Legal Silver 96" 14%" Yin 1GEH9 
Letter w/ : ; TuffWriter Storage Clipboard 
Calculator Black " 16 a oe Letter Silver gis" 13%" vein 44R205 
Letter w/ n Vin" yi Item 
Calculator orange ui HOHE au, Have Ring Size Ring Type Sheet Size Sheet Capacity —_No. 
SlimMate™ Clipboard TuffBinder 3-Ring Binders, Recycled Aluminum 
Letter Black 977" 1372" Ye in 3XJH8 Tin Round 8 %inx 11 in 200 1GEK2 
SlimMate™ Storage Clipboard 2 in Round 8 %inx11in 400 1GEK3 
Letter Pink gy" 13%" ¥ in 44R210 item 
Letter Red/Green 9 13% #2 in 38UJ20 Cover Color Backing Sheet Size Number of Sheets _No. 
WorkMate™ Storage Clipboard Notepads 
Letter Blue/Maroon 106 13.78 Ye in 1GEJ6 Black 0.01 ptFaux Leather 34" x 514" 144 30LW86 
___Letter Gray ee 12" Zain SKFP9 Silver 0.04 pt Chipboard BY" x 11%" 50 30LW84 
RingMate® Storage Clipboard, 3-Ring Padfolio with Writing Pad 
Letter Gray/Maroon WA 13% Yin SZHYé Silver 0.04 pt. Chipboard BY" x BY" 50 30LW85 
1382 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE”° OFFICE SUPPLIES 
Find the wf. Find Solutions. Find Great Prices. Shop Ticket Holders & Document Displays 








Document 
Wall Display 
No. 1HEK9 
Desktop Display Foldfive 
Fetal TE. — ec qHENS 
\ Desktop Document 
No. 2TDC1 No. 4YNT3 No. 1PRP6 Display 
No. 1HEN4 


————" 






Individual Pocket 
with Magnet 






\% No. 1TKK7 
Garifold ’ 6" Catalog Rack 
D i Starter Set 
No. 4YNT4 No. 4YNR5 ocumen ee eee 
ry Displays 
P GRAINGER | Organize, protect, and display reference documents. Durable, powder-coated 
Shop Ticket Holders APPROVED | metal brackets encase wire-reinforced PVC pockets. 





Store and protect documents. Heavy-duty plastic minimizes rips and tears. 


Materials stay organized and can be quickly changed as necessary. Document Wall Displays—Mount to wall, expand desktop displays, or mount 


to accessories. Include index tabs. No. 1HEP2 features antimicrobial display 


Seam Item Pkg. 
Style finening a 7 Palak he aty. pockets, for greater workplace health and safety. 
Ya" Grommet io ri Fi Clear qYNTT 25 Desktop Document Displays—Viewable at a 60° angle on a desktop, or at a 
Top 5 3) Clear AYNT2 25 30° angle when wall-mounted. Available in portrait or B-size landscape formats. 
Top 6" Q" Clear 2TDC2. ~=—s_ 25 Include desk base, mounting bracket, display pockets, and index tabs. 
Top 8 V2" 11" Clear Front/Black Back IPRNS 25 
Top A 11 Clear 2TDC3_ 25 Catalog Racks—Hold 1" or 2" sections of bulky manuals at a 45° reading 
Top Q" 12" Neon Red/Clear 4YNR6 15 - i i _ ini 
Stitched Top 7 Ta leer Vana Cour TNR? 73 angle. Heavy-gauge steel construction with powder-coated finish. 
ep 2 i Clear Fron teck Back a a Display Accessories—For mounting wall displays to other surfaces to keep 
Top g' 19" Clear 4YNU1 15 documents accessible for easy viewing. No. 1HEN2 telescoping desk column 
Long Side 11: 8 Ys" Clear AYNRQ9 25 mounts to assembly benches or desks. No. 1HEN3 rack/shelf bracket mounts to 
Hanging 
Stitched Top 10%" 12" Clear 1DNP8 =s-_15 Item Pkg. 
Top, 2 Q" 12" Clear 4YNT3 15 Description Sheet Size Sheet Cap. Color No. Oty. 
Magnetic Document Wall Displays 
Welded Top WA it Clear 1PRP6=—.15 5 Pockets 84" x 11" 10 Assorted  1HEK8 1 
Top g" 12" Clear 1PRP7—15 10 Pockets 844" x 11" 20 Assorted  1HEK9 1 
Punched Hole 10 Pockets, Magnetic 82" x 11" 20 Assorted  1HEN1 1 
Top 4" 6" Clear 4YNT4 50 10 Pockets, Antimicrobial 844" x 11" 20 Black  1HEP2 1 
Top 5" 8" Clear 4YNT5 50 Desktop Document Displays 
Welded Top 6" g' Clear 4YNT6 50 10 Pockets 84" x 11" 20 Assorted 1HEN4 1 
Top BY," 1 Clear 4YNT7 50 10 Pockets, B Sized Drawing 11" x 17" 20 Assorted 1HEP4 1 
Top g" 12" Clear 4YNT8 _—_50 50 Pockets, Foldfive 8" x 11" 100 Assorted HENS 1 
Long Side 12" 9" Clear 4YNT9 50 10 Pockets, Antimicrobial 82" x 11" 20 Black 1HEP3 1 
Zippered Top g" 12" Clear 4YNR5 15 Sheet Pocket w/Hangers 
Wall 8%'x11"  1Sheet Viewable — Blue 1TKK6 5 
Magnetic Sheet Pockets 
Wall 8%'x11"  1Sheet Viewable Blue 1TKK7 5 
® Sheet Item = Pkg. 
Cc C-LINE CLIENT SHIPPING MUMIDEPCS Description Size (in.) Sheet Cap. Color No. Oty. 
BS=* PRODUCTS, INC. cd Wall and Desktop Display Accessories 
Sh op Ticket Holder ome mene Photing Poste BY" x11" 20 Assorted 1HENG 10 
S i 4 crsmacisrn arenes ee eee 20 Black  1HEP5 10 
elf Adhesive sn . Ea oeeee 
iw _f Luray Phen Display Accessories 
Ey ~~~, PivoRack/Shelf Bracket — — Gray 1HEN3 1 
Store and protect documents. oars Diet bese Telescoping Desk Column _— —_— Gray 1HEN2 = =1 
Heavy-duty plastic with welded = J 6 Nie Catalog Racks 
seams keeps materials organized ae ] Onin Catalog Rack Starter Set 84"x 11" __ 6" Reference Material Black 1HEN7 =1 
and all parts of a project together. — ae Viewing Arie. 8%'x 11" 12" Reference Material Black © 1HEN8 1 
Insert sizes shown. "ett antny Catalog Rack Ring Section 8%"x11" 1" Reference Material Black 1HENS 1 
Catalog Rack Post Section  8'%"x 11" 2" Reference Material Black 1HEP1 1 
Item Pkg. Display Accessories 
Opening W H Color No. Qty. PivoRack/Shelf Bracket — — Gray 1HENS = 1 
Top g" 12" Clear 2TDC5 50 Telescoping Desk Column _ — Gray 1HEN2 1 
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Scan. Order. Done. 
Details on page A1. 


PACKAGING & SHIPPING 
Masking Tape 








GRAINGER 
APPROVED 





No. 20PJ24 


Painter's Masking Tape 


Selection Guide 


Max. 
Performance 
Temp. 


Tape 


Model No. Thickness 


Delicate Surfaces 
Scotch-Blue™ 2080 
Multisurfaces 
TapeCase 


Color Applications 


Low adhesion for freshly painted surfaces (1 day old), 


ove lh primed wallboard, and vinyl-coated wallpaper. 


200°F Purple 


Fine structured crepe backed tape with rubber adhesive provides clean 


9.50 mil paint lines, removes easily from surfaces and leaves no residue. 


400°F Blue 





GA 5./0 mil 200°F Blue Medium-adhesion for interior or exterior painted 
No. 41C895 No. 41C890 Scotch-Blue™ 2090 5.40 mil 200°F walls, trim, woodwork, glass, and metal. 
Tape Clean 
Tape Adhesive Removal Item Tape Clean SCOTCH-BLUE™ SCOTCH-BLUE™ 
Width Strength Time Brand No. Tape Adhesive Removal Item Tape 2080 2090 
60 yd Width Strength Time Brand No. Tape Adhesive Clean Item Clean Item 
Ye 32 oz/in_ _ Not Rated GA 20PJ18 1%" 32 0z/in 14 days GA 20PJ23 Width Strength Removal Time No. Removal Time No. 
Ys" 32 0z/in_ _ Not Rated GA 20PJ19 1%" 34 02/in 14 days GA 497033 55m 
Yo" 32 oz/in_ _ Not Rated GA 20PJ20 1%" 35 02/in 8 days GA 497025 24mm 20 oz/in 14 days 410895 14 days 410890 ** 
Ys" 32 0z/in_ _ Not Rated GA 20PJ21 2 32 oz/in 14 days GA 20PJ24 24mm 30 oz/in — — Not Rated 410898 
¥" 35 oz/in 8 days GA 497023 2 34 oz/in 14 days GA 497034 36mm 20 oz/in — — / days 45FD18 ~ 
ile 32 oz/in 14 days GA 20PJ22 2 35 oz/in 8 days GA 497026 36mm 20 oz/in — — 14 days 410892 
1" 34 02/in 14 days GA 497032 3 32 0z/In _ Not Rated GA 20PJ25 36mm 25 02/in Not Rated 410896 _— _ 
ill 35 oz/in 8 days GA 497024 3 35 oz/in 8 days GA 497027 48mm 12 02/in — — 60 days 410893 * 
1%" 26 0z/in 14days _Tapecase 15D696 4" 32 0z/in _ Not Rated GA 20PJ26 48mm 12 02z/in — _ 60 days 410894 
* 6-roll contractor pack. ** Pk. of 9 rolls. 
* GRAINGER ait fioeuuaes 
. intertape rere 
@ polymer 
- “2 ey No. = = 
Masking Tape Rolls 20PJ11 Industrial Masking 


= Clean removal 
= Withstand specified 
temperatures up to 30 min. 


Tape Rolls 


= 60-yd. rolls 


= 60-yd./55m rolls 
= Crepe paper structured with rough 
surface and rubber adhesive 





Selection Guide Selection Guide 


Max. Perf. 
Temp. 


Min. 

Perf. 
: Temp. 
High-Temperature 


3M 501+ = 50°F 


Max. 
Perf. 
Temp. 


Model Min. Perf. 
No. Temp. 
High-Temperature 


Tape 


Tape 
Color 


Applications Color Applications 
For coatings cured in hot drying 
ovens. Excellent adhesion and stain 
resistance on surfaces for functional 


coatings or paints, even while warm. 


For high temperature paint baking, fascia 
painting, and pipe coating. Excellent adhesion 
to metal, rubber, glass, and plastic. 


GA Not Rated 325°F Tan 150°F Tan 


Medium-Temperature 
For high performance industrial painting, including 


Medium Temperature 


Not Rated 
IPG PG5 5Ock 


IPG 534 30°F 


Low-Temperature 
GA 60°F 


IPG PG500 
GA Flatback 


IPG 539 


90°F 
60°F 


175°F 


220°F 
200°F 


200°F 


150°F 
140°F 
150°F 


175°F 


Tan 
Tan 


Tape Tape Item Pkg. 
Width Thickness No. Qty. 
High-Temp. 
GA TC650 
1" 6.30 mil _497C89 1 
2 6.30 mil 497C91 1 
Medium-Temp. 
GA CP450 
¥;" 6.80 mil 20PJ01 1 
fa 6.80 mil 20PJ02 1 
1" 6.80 mil 20PJ03 1 
ae 6.80 mil _20PJ04 1 
2. 6.80 mil 20PJ05 1 
cy 6.80 mil 20PJ06 1 
GA CP650 
Yn" 6.30 mil 20PH94 1 
5/4 6.30 mil 20PH95 1 
1" 6.30 mil 20PH96 1 
TV" 6.30 mil 20PH97 1 
2 6.30 mil 20PH98 1 
3" 6.30 mil 20PH99 1 
GA TC450 
a" 7.00 mil 49739 1 
ily 7.00 mil —497C€40 1 
TV" 7.00 mil 49741 1 
2 7.00 mil 497042 1 
IPG PGS 
24mm _ _—-6.30 mil ~ 23M218 36 
36mm ~—s-6.30 mil 23M219 24 
48mm 6.30 mil —23M203 24 
IPG 534 
48mm 7.00 mil 23M199 24 
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For critical paint lines, urethane coatings, 
rubber molding, weatherstripping, 
and general-purpose applications. 
Medium-grade flatback tape with 
low curl is highly conformable for 
carton sealing and splicing. Can be 

used with automatic tape heads. 


For light-duty bundling, attaching, labeling, 
and general-purpose applications. 
For packaging and splicing. 
Best for carton sealing, packaging, silk 
screening, beaming/leasing, splicing, 
tabbing, and picture framing. 





Tape Tape Item Pkg. 
Width Thickness No. Qty. 
Low-Temp. 
GA CP106 
Vy 4.380 mil _20PJ07 1 
fa" 4.30 mil 20PJ08 1 
ily 4.380 mil 20PJ09 1 
1%" 4.30 mil 20PJ10 1 
2" 4.30 mil 20PJ11 1 
o 4.80 mil 20PJ12 1 
GA TCO83 
Ve 9.00 mil 497011 1 
1" 5.00 mil 497013 1 
ih 5.00 mil 497015 1 
GA TC106 
il 4.80 mil 497C19 1 
IPG PG500 
12mm 5.00 mil 23M224 iZ 
18mm 5.00 mil ~—23M205 48 
24mm 5.00 mil  23M206 36 
48mm  5.00mil 23M207 24 
Low-Temp. Flatback 
GA 
il 6.10 mil 20PJ14 1 
1%" 6.10 mil 20PJ15 1 
2" 6.10 mil 20PJ16 1 
3 6.10 mil 20PJ17 1 
IPG 539 
18mm 7.30 mil —23M192 48 
72mm 7.30 mil —23M193 16 
96mm_—s 7.30 mil  23M194 12 


3M 401+ Not Rated 250°F 


3M 301+ Not Rated 250°F 
Low-Temperature 


3M 201+ Not Rated 200°F 


3M 101+ Not Rated 150°F 


Tape Tape 
Width Thickness 
High-Temp. 
3M 501+ 
18mm 7.30 mil 
24mm 7.30 mil 
36mm 6./0 mil 
48mm 5.60 mil 
48mm 5.20 mil 
/oamm 9.50 mil 
Medium-Temp. 
3M 401+ 
12mm 6./0 mil 
18mm 6./0 mil 
24mm 6./0 mil 
36mm 7.30 mil 
48mm 7.30 mil 
3M 301+ 
36mm 6./0 mil 
36mm 6.30 mil 
48mm 6./0 mil 
Low-Temp. 
3M 201+ 
24mm 4.40 mil 
3M 64741 
36 6.30 mil 
3M 201+ 
36mm 4.40 mil 
48mm 6.30 mil 
3M 101+ 
12mm 5.10 mil 
18mm 5.10 mil 
24mm 5.10 mil 
48mm 5.10 mil 


Green 


Yellow 


Tan 


Tan 


2-tone color application on vehicles. Excellent 
adhesion to metal, rubber, glass, and plastic. 
For industrial paint masking, bundling, holding, 
marking, color-coding, and sealing. 


For general indoor tn light- to medium-duty 
applications. For bundling, labeling, and 
identifying. Not for use in paint applications. 
For indoor use in light-duty applications. For 
marking, temporary holding, wrapping, and 
sealing. Not for use in paint applications. 


BULK PACK INDIVIDUAL ROLL 
Item Pkg. Item Pkg. 

No. Qty. No. Qty. 
92ND38 48 — = 
29W 161 36 30HX25 1 
29WT62 24 — — 

= = 30HX27 1 
29WT63 24 — — 
52ND42 12 — — 
20XG29 48 —_— — 
20XG30 48 _ = 
29WT58 24 — — 
29WT59 16 — — 
29WT60 12 — — 
29WT56 24 — — 

— = o2JE70 1 
29W157 24 — — 
29WT52 36 o2JE62 1 
29WT53 24 — — 

= — o2JE63 1 
29W154 24 30HX18 1 
19YP47 {2 — — 
19YP48 48 _ — 
19YP49 36 _ — 
19YP51 24 — — 


Find even MORE on Grainger.com® 
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PACKAGING & SHIPPING 
Duct Tape 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








No. 15R459 











No. 15R434 No. 1P105 No. 499L74 No. 26W990 No. 26VC84 
No. 6JD46 
Duct Duct Duct Duct Niaslauia: * GRAINGER 
Tape Tape Item Pkg. Tape Tape Item Pkg. Duct Tape SM Nasinua APPROVED 
Width Length Color No. Qty. Width Length Color No. Qty. 
Premium Grade Nashua 398 = Find more colors of Grainger Approved duct tape on Grainger.com® 
Nashua 349 1%in 60yd Gray 15R456 1 ; 
48mm 36m Black  15R434 1 din 60yd Gray  15R460 1 For manufacturing, construction, and HVAC industries on ducts and equipment. 
Nashua 357 . 48mm_ 55m ___ Gray __—-2W504 1 Conforms well to irregular surfaces and is for all-purpose and general repair 
4in edyd GING 45Ra5t 1 on Som _ Baek applications. Tested in accordance with UL 723, except Nos. 499L74, 15F769, 
48mm 55m Gray  15R449 1 48mm 55m Red 15R457 1 15R445, and 494K10. 
48mm 55m_ Black  15R452 1 48mm 55m _ Green __15R461 1 
48mm 55m White 15R447 1 48mm 55m Blue  15R462 1 = . 
jenn sy. OM apie: 4 48mm 55m Brown 15R463 1 Selection Guide 
Drab 48mm 55m lvV€ 45Raga 1 fue 
48mm 55m Red 10C002 1 Drab Thickness Temp. Applications 
48mm__Som___ Silver _ 499L74 1 48mm 55m Yellow  15R459 1 Premium Grade 
72mm 55m Gray  15R446 1 72mm 55m Gray  15R458 1 Nashua 349 16.0 mil 40° to 200°F Premium grade tape for heavy-duty 
72mm __5om___ Black _15R453 1 72mm 55m Black 15R442 1 Nashua 357 13.0 mil 40° to 200°F applications. Rubber adhesives. 
72mm __55m Tine 15R448 1 72mm 55m _ White  15R438 1 Industrial Grade 
ive 72mm 55m Red 15R439 1 Industrial grade tape has a strong film 
72mm som Drab 15R450 { 72mm 55m Green 15R440 | backing and is moisture and abrasion- 
Industrial Grade Olive 3M 6969 16.0 mil 40° to 200°F | resistant. Rubber resin adhesive provides 
3M 6969 72mm 55m Drab 15R441 1 excellent bond and conforms to irregular 
2in 60yd_ Silver 15F769 1 Nashua 398N : : surfaces with-out rubbing off. 
GA General Purpose 48mm 55m Yellow 15R445 1 GA General Purpose _9.0 mil 40° to 200°F 
din 6Oyd Gray  26vC96 ‘1 Nashua 2280 vasa se 2.0 mil 40° to 200°E 
48mm 55m __Gray_ _—26VC89 1 1%in 60yd Gray  26W990 1 asa ca =~ 5n0er Industrial grade tape covers a wide range of 
48mm 55m Black 26VC87_—1~—=—S 1% in 60 yd White 26W993__1 Nashua 396 10.0 mil__40° to 200°F | ‘raintenance, manufacturing, constructon, 
72mm 55m Gray _26VC95 1 T%in 60yd Yellow 26W994 1 Nashua 398 11.0 mil 40° to 200°F | “and HVAC applications. Rubber adhesive. 
Nashua 345 1%in 60yd Black 30F047 | Nashua 398N 11.0 mil 40° to 200°F 
48mm 55m Gray 2W502 1 oa Olive Nashua 2280 9.0 mil 40° to 200°F 
48mm 55m Black 10C003_ 1 Aa Ne eb ee Utility Grade 
72mm 55m Gray 1P116 1 1T%in 60yd Red 30F053 1 SSI cee eee ale alt 
Nashua amt Gray 6ID46 ; ety Gratle GA 7.0 mil 40° to 200°F | to tear and has a high tensile strength with 
Nashua 396 48mm 55m Silver’ 494Ki0 4 TENTS strong holding power and is water-resistant. 
48mm 55m _— Gray 5AD15 1 Light-Duty Grade n 5 Light-duty tape for less demanding 
72mm __55m___ Gray __—'15R454 1 GA 40° to 180°F applications. Rubber adhesive 
48mm 55m Gray  26VC84 1 
No. 15F807 
No. 52ND50 


Naslhua: 


TAPE PRODUCTS 





Specialty Duct Tape POLYKEIN’ 


Selection Guide 





Model Perf. Model Perf. 
Tape Tape 
No. Thickness Temp. Applications No. Thickness Temp. Applications 
All Climate Duct Tape Military-Grade Duct Tape 
F ° ° Indoor/outdoor mending, repair, and Highly adhesive with durable waterproof 
Nashua 9.00 mil 40° to 200°F seclingioutieor tarps and’ sheetind! Polyken 231 12.00 mil 40° to 200°F backing ideal for gacking) sealing anid 
Double-Faced Cloth Tape waterproofing. ASTMD 5486 Type 4 Class 1. 
Adheres on both sides for carpet hold- Nuclear-Grade Duct Tape 
Polyken 105C 11 mil 40° to 200°F down, hanging polyethylene sheets, Nashua 357N 13.00 mil 40° to 200°F For use where corrosion is a concern and 
and general mounting and holding. 3M 8979N 12.10 mil Upto 200°F containment is required. Sealing insulation, color 
For temporary carpet installation in convention Polyken 226 12.00 mil 40° to 200°F coding, wrapping pipe ends, packaging, and more 
Polyken FastFloor 11mil 35° to 150°F and hospitality industries. Mounting and Nashua 398N 11.00 mil 40° to 200°F in power plants and ships. Nashua 35/7N and 
bonding where clean removal is required. oe ‘UU mi to Shurtape PC 623 meet NRC and ASME standards. 
Flexible Duct Tape UV-Resistant Clean Removal Duct Tape 
,; ° oc | HVAC specialty tape printed with UL compliance Rubber-backed polyethylene film 
Nashua 957 14.00 mil 40° to 200°F | "i sformation. Meets UL 181B-FX requirements. 3M 8979 12.60 mil 40° to 200°F ARGC] Bei ARDC 
Metallic Duct Tape to 1 year without deterioration. 
Nashua 365 11.00 mil 40° to 200°F Repairs any metallic surface or assembly. 
Tape Tape Item Pkg. Tape Tape Item Pkg. Tape Tape Item Pkg. 
Width Length _Tape Color No. Qty. Width Length Tape Color No. Qty. Width Length _Tape Color No. Qty. 
All Climate Duct Tape Metallic Duct Tape Polyken 226 
Nashua Nashua 365 48mm 55m Black 15R471 1 
48mm som Black 3NJZ5 1 48mm som Metallic 6A067 1 48mm som Red 15R472 1 
Double-Faced Cloth Tape Military-Grade Duct Tape 48mm 55m Silver 15R470 i 
Polyken 105C Polyken 231 48mm som White 15R473 1 
1 in 25 yd Tan 15R469 1 48mm 99m Olive Drab  15R474 1 Nashua 398N 
48 mm 23 mM Tan 16D173 24 72mm som Olive Drab  15R475 1 48mm som Silver 15R443 1 
48 mm 33 mM Tan 15R504 1 Nuclear-Grade Duct Tape 48mm 55m White 15R444 1 
72mm 23m Tan 16D174 16 Nashua 357N UV-Resistant, Clean Removal Duct Tape 
Polyken FastFloor 48mm 55m Red 15R437 1 3M 8979 
48 mm 23m Blue 35UX91 24 48mm 55m Silver 15R435 1 2. 25 yd Slate Blue 15F805 1 
Flexible Duct Tape 72mm som Silver 15R436 1 2 60 yd Black 15F807 1 
Nashua 557 3M 8979N 2" 60 yd Slate Blue  15F803 1 
48mm 55m Black 10A995 1 2°64" 55m Red 52ND50 24 3M 8979N 
48mm 59m Metallic 6JD47 1 2 60 yd Olive 15F806 1 
48mm 55m Silver 10A996 1 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1385 


PACKAGING & SHIPPING 
Masking & Glass Cloth Tape 


Scan. Order. Done. 
Details on page A1. 





Gorilla Tape 


Weatherproof, airtight tape is easy to tear by hand. 
For indoor and outdoor use. 


Duct Tape—Double-thick adhesive grips smooth, 
rough, and uneven surfaces. Withstands moisture, 
UV rays, and temperature extremes. 


Double-Sided Tape—Bonds plastic, metal, wood, 
glass, brick, ceramic, and stone. No. 45DV48 holds 
up to 15 lb. on smooth and rough surfaces for 
easy hanging; No. 49UU23 is an industrial strength 
double-sided tape with a heavy duty bond. Holds 
up to 30 pounds. Ideal for indoor and outdoor proj- 
ects and sticks to smooth and rough surfaces. 





No. 16V093 








Repair Tape—fix, patch, seal, hold, and protect 
almost any surface. 
Mfr. Item 
Description Thickness Color W L Model No. 
7 mil Clear 1%" Syd. 6015002 45DV43 
17 mil Black il 30 ft. 6100101 16V093 
Duct Tape 17 mil Black 1.88" 12 yd. 60123 1TMA5 
17 mil Black 1.88"  35yd. 6035062 1TMA6 
+5 i Black 28 30 fa ae ane 
/mi ear : oit. a 45DV4 
Double-Sided Tape 43 mil Black 1" 5 ft. 6055002 49UU23 
Repair Tape 8.20 mil Clear 2 9yd. 6027002 3OWMO1 
| © 
Gaffer's Tape POLYKEn 
Selection Guide 
Model Perf. 
No. Thickness Temp. Applications 
Polyken 510 11.50 mil 40° to 200°F eae ance des 
For duct work, fiberglass and harness 
Polyken 235FR 12.00 mil 40° to 200°F insulation and building applications 
where fire retardence is required. 
Duct Duct 
Tape Tape Item Pkg. 
Width Length Color No. Qty. 
Polyken 510 
1" 95 y Black 22VC30 1 
1" 55 yd Red 22VC16_ = 1 
1" 55 yd White 22VC18 1 
Bs 55 yd Black 22VC17—s 1 
48-mm 45m  NeonGreen 15R497 1 
48-mm 45m _ NeonOrange 15R495_ 1 
48-mm 45m Neon Pink 15R494 1 
48-mm 45m _ Neon Yellow 15R496 1 
48-mm 50m Black 22VC29_ 1 
No. 22VC17 No. 35UX90 48-mm 50m Brown 22VC20 1 
48-mm 50m Gray 22VC27 1 
48-mm 50m Green 22VC24 1 
48-mm 50m Red 22VC25 = 1 
48-mm 50m White 22VC19 1 
48-mm 50m Yellow 22VC21_ 1 
72-mm 50m Brown 22VC22 1 
72-mm 50m Gray 22VC28 1 
No. 22VC23 72-mm 50m Green 22VC23 1 
72-mm 50m White 22VC26 1 
72-mm 50m Black 22VC31_—s1 
4" 55 yd Black 19YP90 1 
Polyken 235FR 
48-mm 55m Gray 35UX90 24 
. * GRAINGER 
/ APPROVED 
High-Temperature 


Cloth Tape 


= Performance temp.: 0° to 1800°F 
Offer maximum protection for pipes, electrical cable, 


hoses from fire and heat. Feature woven edge, 
preventing fraying and unraveling after installation. 





25 FT LENGTH 50 FT LENGTH 
Duct Tape Duct Tape Item Duct Tape Item 
Width Thickness No. Thickness No. 
1 Yin 125.00 mil 4YMF5 62.00 mil 4YMF4 
1 in 125.00 mil 4YME7 62.00 mil 4YME5 
2 in 25.00 mil 4YMF2 30.00 mil 4YME9 
2 in 125.00 mil 4YME8 62.00 mil 4YME6 
4 in 54.00 mil 4YMF3 30.00 mil 4YMF1 
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hydraulic lines, gaskets, furnace curtains, and rubber 





Find even MORE on Grainger.com® 


y N 
a 3M Preferred Converter avi 
Vinyl Film 





Selection Guide 





Model Duct Tape Perf. 
No. Thickness Temp. : , Applications ‘ani 
F ° or coding pipes and condult, identifying trip 

3M 3903 6.30 mil Up to 250° hazards, fine line paint masking, and more. 
Duct Duct Duct Duct 
Tape Tape Item Pkg. Tape Tape Item Pkg. 
Width Length Color No. Qty. Width Length Color No. Qty. 
3M 3903 2in 5O0yd Blue  15F/71 1 
Tin S5Qyd Blue 15C917 * 1 2in 5SOyd Gray  15F/772 1 
Tin SOyd Gray 150919 * 1 2in OO0yd Green 15F/73 1 
Tin S0yd Green 150918 * 1 2in 5O0yd Red  15F774 1 
Tin SOyd Red 150920 * 1 2in 5O0yd White 15F775 1 
Tin 50yd White 150921 * 1 2in 5Oyd Yellow 15F776 1 
Tin 50yd Yellow 150922 * 1 4in 50yd Black 15D152 * 1 
1.5in S0yd Blue 180929 * 1 4in d0yd Blue 15D153 * 1 
1.5in SOyd Gray 150931 * 1 4in d0yd Gray 15D155 ~ 1 
1.5in S0yd Green 150930 * 1 4in d0yd Green 15D154 * 1 
1.5in SO0yd Red 190932 * 1 4in S0yd Red 15D156 ~ 1 
1.5in SO0yd White 150933 * 1 4in 50yd White 15D157 * 1 
1.5in SO0yd Yellow 150934 * 1 4in 50yd Yellow 15D158 * 1 
2in SO0yd Black 15F/70 1 


Roll 





Polyester SIV 
Masking Tape 
Rolls and Shapes 


Silicone adhesive is heat, shrink, and abrasion 
resistant for powdercoating, flashbreaker, and 
bag sealing applications. Leaves a sharp paint 
line and removes cleanly in up to 20 min. 


a 3M Preferred Converter 






Circles 


Selection Guide 





Model Perf. 
No. Thickness Temp. Color Adhesion Applications 
3M 8992 3.20 mil 400°F Green 330z/in | Silicone adhesive is heat, shrink, 
and abrasion resistant for 
TapeCase . . powdercoating, flashbreaker, 
BA Series 3.30 mil 400°F Green 3502/in and bag sealing applications. 
Leaves a sharp paint line and 
removes Cleanly in up to 20 min. 
72 YD ROLL TapeCase 
TapeCase 3M 8992 A Series 
3M 8992 M Series Tape Pkg. Item Item 
Tape Item Item Width Qty. No. No. 
Width No. No. Circles 
Rolls ¥e" 250 _ 15C636 
37g" _ 15C567 Y," 250 _ 15C637 
Ya" 15C498 * 15C568 9" 250 _ 15C638 
ya" — 15C569 ya" 250 15C495 * — 
il 15C501 15C570 
2" 15C502 15C572 
4" 15€505 * 15C573 


* TapeCase product manufactured from 3M material. 





Glass Cloth Tape IVI “= potyken 


Selection Guide 





Perf. 
Thickness Temp. Color Applications 
3M 361 6.40 mil -65° to 450°F_ — White : Sy ase with eee leu | 
: _pKo ° ‘ acking for high-temperature ducts, therma 
3M 3615 7.00 mil 65" to 450°F White spray masking, and submerged arc welding. 
Fiberglass Cloth 
Polyken ; Fiberglass seam tape for sealing and 
OgBER 7.00 mil 40° to 200°F White seaming where flame retardancy is 
required, including airplane cargo pit areas. 
POLYKEN 
3M 361 3M 3615 296FR 
60 yd 5 yd 36 yd 
Duct Tape Item Item Item 
Width No. No. No. 
Yin 15D056 ~* 15€122 * — 
1 in — 15€123 * 15R476 
; 2 In — 15€124 * 15R477 
, 3 In — 15D058 * 15R478 





No. 15C122 * TapeCase product manufactured from 3M material. 
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GRAINGER CHOICE” PACKAGING & SHIPPING 
Find the yf. Find Solutions. Find Great Prices. Foil Tape 
Tape Roll 
No. 6A064 
Circles 
No. 15C181 
INasinuia : 
TAPE PRODUCTS POLYKEN 
GRAINGER > 
—_ Sp 
a 3M Preferred Converter APPROVED ™ * Z = 22>. 
. _ 8 ee a 
Foil Tape Rolls and Shapes <==. 
Item Item ~~" 
Tape Width Tape Length No. Tape Width Tape Length No. 
Aluminum Foil Tape Lead Foil Tape 
NASHUA 322 3M 420 
22" 50 yd 15R466 Y;" 5 yd 15D104 * F : 
48mm 46m 2W500 ya" 5 yd 150107 * Selection Guide 
72mm 46m 6A063 il 5 yd 15D105 * ; sy se 
POLYKEN 337 9" 5 yd 15D106 * Model No. Thickness __ Perf. Temp. Applications 
48mm 46m 499172 3M 421 Aluminum Foil Tape Tass Glas aad Waaaal 
72mm 46m 499L73 Yo" 15D11 * apes JOINS and S€amMs, Sealing OU 
Polyken 360-17 on 2 f ey ¥ Nashua 322 5.00 mil 40° to 200°F moisture, vapor, and for general 
acmm eum iy if aye a TREO ee eee on foil 
72mm 31m 15R468 2 5 yd 15D112 * 
Nashua 361-11 Copper Shielding Foil Tape (Non-Conductive) Polyken 337 3.70 mil 200°F ase eh aS bee a 
48mm 10m 29XM19 3M 1194 and air arctica) ul 723 agg Tee 
3M 363, - a a 3 7 ee : Polyken 360-17 17.00 mil 20° to 200°F Seals cracks and seams in gutters and 
ve 5 ‘i 15¢128 * ve 6 T 150831 * Nashua 361-11 11.00 mil 20° to 20°F STU OaITat Ouges FETS RE 
1" 5 yd 15C126 * 1" 6 yd 15C829 * 3M 363 7.30 mil -65° to 600°F | Heat See Seperate protective 
2. 9 yd 150127 * 2 6 yd 15C830 * 1 eno 0 wrap for insulation cables, instruments, 
3" 5 yd 15C129 = 3" 6 yd 15832 * TapeCase 6.80 mil -60° to 600°F or other high temperature applications. 
a 36 yd 15D090 * Copper Foil Tape (Non-Conductive) Aluminum All Weather Foil Tape = 
3/," 36 yd 15D093 * TapeCase Tapes joints and seams while sealing out 
1 36 yd 15D091 * Yj" 6 yd 15D557 Nashua 330X 3.50 mil -35° to 260°F moisture and vapor. Performs well in 
¥ 1; colder temperatures. UL 723 Classified. 
2 36 yd 15D092 Vy 6 yd 15D558 = - ; 
3" 36 yd 15p094.* yj 6 yd 15D559 Aluminum Printed Foil Tape 
TapeCase {' 6 yd 15D560 Sealing and seaming UL listed fiberglass duct 
77a ; Nashua 324A 4.80 mil -20° to 325°F | board and flexible duct systems. UL 181A-P 
fe 9 yd 156649 2 6 yd 15D561 and UL 181B-FX listed. UL info printed on tape 
a 2 we eeae : 3" SERIE me 7 uae Aluminum Extreme Temp. Foil Tape 
mi 5 y d 15C648 3M 418 ielding Foil Tape (Conductive) Barrier, protector, and thermal conductor 
; y 9 Ld = 3M 438 7.20 mil  -65° to 300°F applications. Patches tears in skins 
3 9 yd 150645 Va 6 yd 156817” of aircraft and truck trailers. Acrylic 
2 8 we eeeap Z g i eee adhesive. Meets UL 723 requirements. 
; y a" y ) * Use over refrigeration coils or to dampen 
2" 36 yd 15D643 1" 6 yd 15C818 * 3M 425 460 mil  -65° to 300°F. door panel vibration. Repair tears 
a 36 yd 15D644 2" 6 yd 15C819 * on truck trailers and aircraft. Acrylic 
Aluminum All Weather Foil Tape eG 6 yd 15€821 * adhesive. Meets UL 723 requirements. 
Nashua 330X Copper Foil Tape (Conductive) General-purpose sealing, holding, splicing, 
48mm 46m 6JD44 TapeCase 3M 431 3.10 mil -65° to 300°F or masking; indoors or out. Acrylic 
72mm 46m 6JD45 A 6yd 15563 a SRT TAR SEA SL A 
. . . 1 u" b] b d 
TE ref Tene e i ae be 3M 433 3.60 mil  -65° to 600°F general protection tape. Silicone 
a UT SANG 7: ad TENE adhesive. Meets FAR 25.853(a). 
“orm aa 1PTA8 7m 5 : ; 150567 Aluminum Extreme Temp. FSK Foil Tape . 
Aluminum Extreme Temp. Foil Tape j 6 yd 15D568 Nashua FSK 8.00 mil 30° to 300°F Stee NL 705 blasted. 
3M 438 a iiaK—* EE Steel Foil Tape Aluminum Extreme Temp. ASJ Foil Tape 
‘ y : ase Provides permanent closure system and 
2 9 yd 15D127 1 3 yd 15D569 Nashua 348 8.80 mil -35° to 260°F vapor barrier on ASJ-faced duct and 
3 5 yd 15D128 ~* 2" 3 yd 15D570 pipe systems. UL 723 Classified. 
* 2) < ey a . 3 3 yd 15D571 Aluminum Sound Damping Foil Tape 
. oy. 4) * . 3 yd 15D572 Apply to vibrating panels and support 
3M 425 12" 3 yd 15D573 1 oR ° members and almost anywhere plastic 
1" 5 yd 15D114 * Metalized Polypropylene Duct Tape eMeSe LOCC See elo aan or nee eee aD materials where 
Da 5 yd 15D115 * NASHUA 555 amaging vibration Can OCCU. 
B 5 yd 15D116 * 48 mm 110m 499L71 Lead Foil Tape 
4’ 9 yd 15D117_* Polyethylene Coated Cloth Duct Tape 3M _420 6.80 mil -60° to 225°F A ane fora yey ot 
a 5 vd 150118 * NASHUA 555 ae sane ; application conditions; indoors an 
3M 431 y aaah +10m 4991.76 3M 421 6.30 mil -60° to 25°F out. 3M 420 tapes are linered. 
{' 5 yd 150119 * Polypropylene Duct Tape Copper Shielding Foil Tape (Non-Conductive) 
5% 5 yd 15D120 * GA 3M 1194 2.60 mil__Up to 149°F Electrical bonding, grounding, and EMI 
3" 5 yd 15D121.* 48 mm 55m 494K06 Copper Foil Tape (Non-Conductive) shielding. Solderable and resist oxidation and 
A" 5 yd 15D122* rae Pk TapeCase 3.50 mil Upto311°F | discoloration. Nonconductive acrylic adhesive. 
6" 5 yd 150123 * Dia No aly. Copper Shielding Foil Tape (Conductive) 
3M 433 Maul Emin Temp : 3M 1181 2.60 mil Up to 200°F Excellent electrical conductivity, including 
fi 5 yd 15pDi24* Foil Shapes, Circles 2 Copper Foil Tape (Conductive) grounding and EMI shielding. Solderable 
; r 2 ; z and resist oxidation and discoloration. 
2 9 yd 15D125 3M 425 TapeCase 3.50 mil Up to 311°F Conductive acrylic adhesive 
Aluminum Extreme Temp. FSK Foil Tape Ya" 150181 * 1000 j i 
Nashua FSK 7 q6C183 100 Stainless Steel Foil Tape 
i” : Noncorrosive, nonmagnetic tape 
48mm 46m 10A994 % 150180 1000 TapeCase 4.00 mil -30° to 350°F for use in marine, food processing, 
72mm 46m 6A064 ye 15C182 : 100 and nuclear applications. 
eu preme Temp. ASJ Foil Tape e a a Metalized Polypropylene Duct Tape 
ashua os o) 7 .) fine oc Class 1 tape for sealing, seaming, and patching 
72mm 46m 6A065 ? 15C184_* 250 HES OS 3.10 mil -40° to 212°F |” bubble reflection insulation materials. 
ae Sound Damping Foil Tape 1" 15C188 * 930 Polyethylene Coated Cloth Duct Tape 
552 2' 15C0185 * 250 ago ° Class 1 tape for sealing ducts, air 
7A 5 yd 150973 5 45¢189 50 Nashua 555 3.10 mil -40° to 212°F connectors, and dryer vents. 
¥4 5 yd 150976 * ch 150186 * 250 Polypropylene Duct Tape 
1 5 yd 150974 * 3 15C190 * 50 ano oc UV resistant polypropylene tape for sealing and 
Pa 5 yd 15C975 * GA 3.10 mil -40° to 185°F securing flexible air ducts and air connectors. 


* TapeCase product manufactured from 3M material. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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PACKAGING & SHIPPING Scan. Order. Done. |= fF; 
PTFE Cloth & Film Tape Details on page A1. 



















Vi a3M eres in 
3M 5490 36 YD. 
No. 15D215 PTFE Cloth 5 a lee fre 
and Film Tape W No. _No. 
3M 5480 
= TapeCase product manufactured Ai 15D201 | 15C869 
from 3M material 2 750503 wee 
36 YD. 2 15D204 | 15C960 
5YD.ROLL} ROLL e 15D206 | 15D012 
Item Item 6" 15D207 15D258 
W No. No. 12" — 15C870 
3M 5151 3M 5481 
y" 15€404 | 150849 Vy 15D208 — 
Ya" 15€408 | 15D025 Va! 15D212 = 
1 15C406 | 150894 1" 15D210 | 15C906 
2 15€407 | 150950 2 15D211 | 15C961 
3M 5453 a" 15409 150002 ah 150213 | 15D013 
No. 15€453 6" 150410 | 15D248 6" 150214 | 15D259 
12" 15€405 | 150850 12" — 15C872 
3M 5451 3M 5490 
a 15C446 | 150865 Vy" 15D215 | 15D221 
Selection Guide a 15€450 | 15D033 a 15D219 | 15D223 
" eee eee ee 
PTFE Glass Cloth Tape, AGB to 500°F Anplications 3" 15€451 | 15D010 3 15D220 | 15D224 
5151 4.50 mil Light Brown 6 150452 | 15D256 6 150226 | 15D225 
5451 _-5.60 mil Brown 12 — 150866 12 15D216 | 15D222 
5153 6.80 mil __Light Brown . . 3M 5153 3M 5491 
| Packaging and heat sealing machines, A 15€411 | 15C851 a 15D227 | 15C873 
9453 8.20 mil Brown ironing and pressing equipment. Lining 3p" 150415 — 3p" 15D231 15D037 
——_ ; l conveyor chutes, troughs and ducts. i 15€413 | 150895 ig 15D229 | 15C907 
PTE sxived Em ape. 8 to 500°F 2" 150414 | 15C951 vy 150230 | 150962 
a 6.80 = me Wrap rubber laminating rollers on hot 3" 156416 150003 3" 15D232 15D014 
uD polyethylene extruders. Sealing and masking. 6" 156417 | 15D249 6" = 15D260 
PTFE Extruded Film Tape, -65° to 500°F 12 — 156852 12 15D228 | 150874 
5490 3.70 mil Gray 3M 5453 3M 5498 
Wrap rubber nip roller on hot polyethylene Y," 150453 150867 Y" 15D234 15C875 
9491 = 6.70 mil Gray Se aes at ang ations 3/4" 15C457  15D034 Y,' 15D238 | 15D038 
or ink and adhesive on rollers, plates, belts, etc. T’ 150455 | 15c¢904 1 15D236 | 15C908 
PTFE Silicone-Free Film Tape, 40° to st ; aa n ; ay 150456 15C959 9" 15D237 15C963 
ining of composite bonding tool frames an i 1 
5498 4.00 mil Brown masking and bundling of composite parts where 3 pee ae x wee a 
there is concern of silicone contamination. 13% 150454 15C868 19% 15D235 15C876 
Continuous 5 YD ROLL | 36 YD ROLL 
Roll Circles Duct Tape Item Item 
No. 15D371 No. 15D598 . 1 a No. 
Yin 15C707 15D368 
in 15C711 15D315 
Yin 150712 15D461 
Tin 15C709 15D352 
a 3M Preferred Converter 1 Yin 15C715 15D385 
2 in 150714 15D417 
PTFE Cloth Tape Rolls and Shapes pot etre | ane 
oe ee 
6 in 5C7 5D617 
Duct | 5YDROLL | 36YDROLL = Browncolor 12 in 150710 150316 
wi 1 hae = Performance temp.: -100° to 500°F 7.00 mil Thickness, a 780360 
" . : er ue SINCE 1972 4 
Continuous Rolls, 4.70 mil Thickness Coated with pressu re-sensitive silicone a 3M Preferred Converter uA in 15C720 15D317 
Yin | 15D899 15D370 adhesive. Use as a release surface in the : Za ene ope 
yy eb composite aircraft industry, and on heat PTFE Abrasion- Zin | 15C726 | 150386 
Tin 15D603 15D364 sealers, blister formation, and form-fill-seal | Pasjstant Tape a eres ease 
2 in eet sae equipment in the packaging industries. Ideal 4in 150725 15D521 
Ta a ET op#8 for lining of guard rails, chutes, and slides. | ™ Tan color 6 in 15C717 | 15D618 
4in 15D606 15D525 = Performance temp.: up to 500°F {2 in 150722 15D318 
6in | 15D607 15D627 Duct Tape Item Pkg. p.: Up 12.00 mil Thickness. ae 
Continuous Rolls, 11.70 mil Thickness Width No. Oty. Glass fabric coated with silicone 410 
Va in 15D608 15D371 Circles, 4.70 mil Thickness : ' Yin 150728 15D313 
in 15D609 15D333 Yin 15D590 139 adhesive provides strength and Yin 15C736 15D460 
%in | 10610 | 150472 Tin 1sp302 "5 dimensional stability; the PTFE Tair 1834) 1D 384 
Tin 15D611 15D365 TH 1 1 provides a smooth antistick surface. ain 15C733 15D416 
2 in 15D612 15D430 Squares 4.70 mil Ss : Use in mechanical applications such 3 in 150732 150449 
3 in 15D613 15D459 % in 150593 64 4in 150735 150519 
6 in 15D615 150628 Jin {5D594 49 as heat sealing bars, conveyor belt 6 in 15C730 15D616 
4 in —_— 15D526 2 In 15D596 15 coverings, and gaskets/seals. 12 In 150727 15D314 





a 3M Preferred Converter 


Cotton Cloth Tape Wid Now 


= 60-yd. rolls Protects metal and glass surfaces, pipe threads, and sharp metal a see 
= 10.5-mil thick edges. Use in tying, bundling, holding, and noncritical packaging y in jure 
= White color applications. 3 fi 31XL91 
aS = Performance temp.: up to 200°F 4in STALI2 
1388 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Squares 





Roll Circles 


Polyimide Film Tape 
Rolls and Shapes 


Selection Guide 





a 3M Preferred Converter 


Max. 
Model Min. Perf. Perf. 
No. Thickness Temp. Temp. Color Applications 
Silicone Adhesive 
TapeCase ago ° Designed for solder masking or other 
2B 8.50 mil -40°F S00°F Amber SE Dera e a eaene 2B ene 
TapeCase ‘ ° ° as 2 mil polyimide backing. B series an 
: Bp 200 mil = -40°F = 00°F = Amber | 7443 series have 1 mil polyimide backing. 
Acrylic Adhesive 
oN ae 3.00 mi 355°F__ Amber Designed for insulation of coils, capacitors, 
aT 2.50 mil 400°F Amber and motors. 1 mil polyimide backing. 
SILICONE TAPE ADHESIVE ACRYLIC TAPE ADHESIVE 
TAPECASE 2B TAPECASE B 3M 1218 TAPECASE B-A 
Item Item Item Item 
W No. No. No. No. 
5-yd. Rolls 
Va 150604 15C588 15C038 . 15C620 
yg" 15C605 15C589 15C042 a 150621 
Yn" 15C606 15C590 150037 7 150622 
ya" 15C607 150591 _— 150623 
1" 15C608 15C592 15C039 e 150624 
Zz 15C609 15C593 _ 150625 
4" — 150594 15C051 * _ 
6" 150611 15C595 — 150627 
36-yd. Rolls 
VA" 15C612 15C596 15C044 * 15C628 
3B" 15C613 15C545 15C048 il 15C629 
Yn" 150614 15C597 15C043 7 15C630 
ya" 15C615 15C598 15C047 7 15C631 
i 15C616 15C599 15C045 * 15C632 
2 15C617 15C601 15C046 * 15C633 
4" 15C618 15C602 _— 150634 
6 150619 15C603 _ _ 


* TapeCase product manufactured from 3M material 
POLYIMIDE BACKING 


TAPECASE B 
Tape Pkg. Item 
Width Oty. No. 
Circle Shape 
VA" 1000 16U711 
1" 250 16U715 
Je" 100 16U717 
Vy" 100 16U718 
5/4" 90 16U719 
1" 90 16U720 
Vy" 49 16U725 
ils 28 16U726 
134" 17 16U727 
Square Shape 
VY; 64 16U721 
5/4" 42 16U722 
il 28 16U723 
2 15 16U724 










a 3M Preferred Converter 


Low Static 
Polyimide Film Tape 


Selection Guide 


Max. 















Model Perf. Perf. 
No. Thickness Temp. Temp. Color Applications 
3M 5419 2.70 mil -100°F 500°F Gold Useas release surface in fabrication of 
parts cured at elevated temperatures or 
TapeCase BL 2.60 mil -40°F 365°F Amber) as mask for printed circuit boards during 


wave solder or solder dip process. 


SILICONE TAPE ADHESIVE 


TAPECASE BL 
5-YD. ROLL 36-YD. ROLL 5-YD. ROLL 36-YD. ROLL 

Item Item Item Item 
W No. No. No. No. 
Ya" 150437 ii 150442 : 150550 150555 
Ya" 150436 a 150441 = 150551 150556 
Yq" 150440 . 150445 * — 150557 
1" 150438 * 150443 = 150553 150558 
Z 150439 7 150444 7 — 150559 


* TapeCase product manufactured from 3M material 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


















Kapton® Polyimide 
Film Tape 


= TapeCase product manufactured from 3M material 





Selection Guide 


Min. Max. 
Model Perf. _—Perf. 
No. Thickness Temp. Temp. Color Applications 
3M 1205 3.00 mil OFF 310°F Amber | Thin insulating solvent-resistant tape used 
for high-temperature applications including 
3M 5413 2.70 mil -100°F 500°F Amber wrapping coils, transformers, capacitors, 


and wire harness. Use as cover layer for 
many types of flexible printed circuits. 


ACRYLIC TAPE ADHESIVE 
3M 1205 


SILICONE ADHESIVE 
3M 5413 


5-YD. ROLL 36-YD. ROLL 5-YD. ROLL 36-YD. ROLL 

Item Item Item Item 
W No. No. No. No. 
Vy" 150022 150028 150421 150427 
Ye 150026 15C032 150425 150431 
Ya 15C021 15C027 150420 150426 
Yq" 150025 150031 150424 150430 
il 150023 15C029 150422 150428 
2 150024 15C030 150423 150429 
4’ 15C035 150033 150434 — 
6" 15C036 150034 150435 150433 


DuPont” Kapton’ 


Kapton® Nonadhesive 
Film Wrap 


= Performance temp.: -452° to 752°F 
= Rolls with no adhesive 
= Amber color 


Designed for applications that require an all- 
polyimide film. Use for mechanical parts, electronic 
parts, electrical insulation, fiber optics cable, insula- 
tion blankets and tubing, automotive diaphragms, 
sensors, and manifolds, etchings, and shims. 


1.00 MIL THICKNESS 
50 ft. 10 





5.00 MIL THICKNESS 
90 ft. 100 f 


0 ft. 

Item Item Item Item 
W No. No. No. No. 
Yo" 150514 150512 150515 150513 
1" 150516 150510 150517 150511 
ag 150520 150518 150521 150519 
3 150525 150522 150526 150524 
4" 150529 150527 150530 150528 
2. 150533 150531 150534 150532 
6" 150537 150535 150538 150536 





a 3M Preferred Converter 


UHMW Tape IVE 


= Performance temp.: -30° to 225°F \ . 


Selection Guide 


Model No. Thickness Color Applications 
Rubber Adhesive 
3M 5421 6./0 mil Clear Thick caliper for extended service life, providing a 
protective surface against extreme wear. Self- 
3M 5423 11.70 mil Clear lubricating tape can be used where lubrication 
is not possible because of contamination. 
Acryllt. Adhesive Omi 
9425 9.00 mi ear 
TapeCase 2302-10 11.50 mil_Clear_| neaw usage, Use on guide rails and chutes that require 
cae ESe 21.50 mil Clear | a more durable and solvent-resistant sliding surface. 
5-YD. ROLL | 36-YD. ROLL 5-YD. ROLL | 36-YD. ROLL 
W Item No. Item No. W Item No. Item No. 
Rubber Adhesive Acrylic Adhesive 
3M 5421 3M 5425 
Yn" 15D172 ~ 15C857 * 1" 15D188 ~* 15C901 ~ 
Ya" 15D176 * 15D029 ~* 2 15D189 * 150956 * 
1. 15D174 ~* 15C898 * a 15D191 ~* 15D008 * 
2" 15D175 * 15C954 * TapeCase 2302-10 
6" 15D178 ~ 15D252 * 1 15D580 15D357 
3M 5423 2 15D581 15D422 
Yn" 15D179 ~ 15C859 * 3 15D488 15D452 
ya" 15D183  * 15D030 ~ TapeCase 2302-20 
1 15D181 ~ 15C899 * 1" 15D583 15D358 
2" 15D182 * 15C955 * 2 15D584 15D423 
6" 15D185 ~ 15D253 * a 15D489 15D453 
* TapeCase product manufactured from 3M material 





PACKAGING & SHIPPING Scan. Order. Done 
Double-Sided Foam Tape Details on page A1. 










Selection Guide 


Model Tape Tape Tensile Tape Adhesive 
No. Thickness Color Strength Strengtht Applications 

Acrylic Foam, Multipurpose Acrylic Adhesive 

RP62  ~=62 mil Gray 80 Ib-in Not Rated 

ie Eom uray 80 lett JUSUIREUEL Bonds to a variety of materials, including 
RP32___ 32 mil__ Gray 89 Ib-in 288 oz/in metal, plastic, and painted surfaces 
RP25 25 mil Gray 90 Ib-in 206 02/INn 
RP16 =16 mil Gray 95 Ib-in 192 oz/in 


ef 
wil! ? 
F 


sn VHT 
ann gl! 


* = Conformable Foam, Low Temperature Acrylic Adhesive 
=~ Fs 495/7F 62 mil Gray 85 Ib-in Not Rated etre ae amen 
rs iF and toll tags to vehicles. Bonds 
/ 4943F 45 mil Gray 85 lIb-in Not Rated to metal, glass, and plastics. 
No. Er Conformable Foam, Modified Acrylic Adhesive 
15C890 Bonds to many powder-coated paint 


5952 45 mil Black 90 Ib-in — and medium-to-low energy paints and 
plastics, as well as metals and glass. 





Conformable Foam, Multipurpose Acrylic Adhesive 


4991 90 mil Gray 70 Ib-in Not Rated Bonds muntin bars to windows; bonds 
494145 mill Gray 89 Ib-in Not Rated and seals polycarbonate lenses over 
4936 8 25 mil Gray 90 Ib-in 2/2 oz/in ee Hue we nee In 
: ruck assembly; mounts vinyl wirin 
> 4926 15mil Gray —-95 Ib-in 224 oz/in Tee CHC U ACMI CRANE 
¥ & - = Firm Foam, General Purpose Acrylic Adhesive 
} & / 4959 120 mil _White 79 |b-in Not Rated Attach stiffeners in air conditioners, 
f ra # 4950 45 mil White 140 Ib-in 400 oz/in office furniture, and telecommunications 
af # 4949 45mil — Black 140 Ib-in 400 oz/in equipment. Bonds aluminum skin 
> vd 4930 25mil White 160 Ib-in Not Rated to steel of vehicles and bonds 


4929 = 25 mil Black 160 Ib-in Not Rated architectural signs to frames. 
Firm Foam, High Temp. General Purpose Acrylic Adhesive 
4646 25 mil Gray 85 Ib-in 240 oz/in Use for prepowder-coat paint 
Peres and aaoung ate 
: ‘ F trim, bonding vinyl extrusions an 
4611 45 mil Gray 89 Ib-in 288 oz/in prepainted trek aad trailer skins. 
Bonds well to metal substrates. 





Firm Foam, Low Surface Energy Acrylic Adhesive 


Bonds powder-painted metal 





<o% & No 4952. 45 mil — Whit 80 Ib-i 400 oz/i binets Hi i fa NR thet 
; mi ite -in oz/in cabinets. High-performance synthetic 
ES, ot 15€343 adhesive also bonds to smooth, 
Vi \% 4 general-purpose substrates. 
Aeonven eat nimeiee Firm Foam, Low Temperature Acrylic Adhesive 
™ 4951 45mil Wh 110 Ib 288 02/ ere el Sea: 
7 mi ite -in oz/in and toll tags to vehicles. Bonds 
VHB Double-Sided Foam to metal, glass, and plastics. 
Solid Foam, General-Purpose Acrylic Adhesive 
Tape Rolls and Shapes 4910  40mil Clear 100 Ib-in 240 ozz/in Seal skylight inner/outer dome, 
mount backlit translucent signs and 
VHB™ (Very High Bond) 100% closed-cell tapes form a tight, high-perfor- 4905 20mil Clear —- 100 Ib-in 192 oz/in edge bond resin-filled glass. Suitable 


mance seal. Strong enough to replace spot welds, screws, rivets, and liquid Ie eUIrG eetie 19 Sb Ralee 


i . dais t Adhesion varies by substrate, time and temperature. 
adhesives with long-term durability, indoors and out. 





Item Item 
Ww L No. Ww L No. Ww L No. Ww L No. Ww L No. 
Acrylic Foam, Multipurpose il 18 yd. 15C823 * 12" 5 yd. 15C398 * 4949, 50°F to 200°F Solid Foam, General Purpose 
Acrylic Adhesive ey 5yd. | 150978 * 4941, 60°F to 200°F Vp" 5yd. | 150364 * Acrylic Adhesive 
RP62, 50°F to 200°F 2" 18yd. | 150944 * i" 5yd. | 150332 * Ya! 5yd. | 150366 * 4910, 50°F to 200°F 
V," 5yd. | 15¢890 * 6" 5yd. | 15D271 * Va 5yd. | 150336 * iB 5yd. | 150365 * i" 5yd. | 15€303 * 
i 18 yd. | 150843 * 6" 18yd. | 15D242 * i" 5yd. | 150334 * 4930, 50°F to 200°F Ya! 5yd. | 15€307 * 
Ya 5yd. | 15D048 * 12" 18 yd. | 150838 * o 5yd. | 150335 * vp" 5yd. | 150319 * i 5yd. | 15€305 * 
¥,' 18 yd. | 15D022 * RP16, 50°F to 200°F 6' tyd. | 150356 * Ya! 5yd. | 150323 * > 5yd. | 150306 * 
iu 5yd. | 15¢940 * i" 5yd. | 150882 * 6" 5yd. | 15¢357 * 1" 5yd. | 150321 * 6' tyd. | 15€308 * 
1" 18 yd. | 150826 * Va 18yd. | 150835 * 12 tyd. | 150331 * 7 5yd. | 150322 * 6' 5yd. | 15€309 * 
a 5yd. | 15¢981 * ya" 5yd. | 15D044 * 12" 5yd. | 150333 * 6" 5yd. | 150324 * iz tyd. | 15€302 * 
2 18yd. | 150947 * ¥," 18yd. | 15D018 * 4941, -40°F to 200°F 12" 5yd. | 150320 * 12 5yd. | 150304 * 
6" 5yd. | 15D274 * ih 5yd. | 150936 * vy 36 yd. | 24A690 4929, 50°F to 200°F 4905, 50°F to 200°F 
6" 18 yd. | 15D245 * ik 18yd. | 150822 * 19mm 33m _| 54EN59 Vp" 5yd. | 150316 * a 5yd. | 150294 * 
12" 5yd. | 15€891 * Py 5yd. | 15€977 * 4936, 60°F to 200°F Ya" 5yd. | 150318 * ZA 5yd. | 15¢298 * 
12" «18 yd. | 150844 * a 18 yd. | 150943 * Vy" 5yd. | 150325 * i 5yd. | 150317 * 1 5yd. | 15€296 * 
RP45, 50°F to 200°F 6" ova: 15D270 ~* ¥4" 5 yd. 15C329 * Firm Foam, High Temp. General 2 5 yd. 15€297 * 
Vp" 5yd. | 15¢888 * 6' 18 yd. | 15D241 * ib 5yd. | 150327 * Purpose Acrylic Adhesive 6' tyd. | 15¢299 * 
i" 18 yd. | 150841 * 12" 5yd. | 150883 * a 5yd. | 150328 * 4646, 50°F to 300°F 6' 5yd. | 15€301 * 
Ya" 5yd. | 15D047 * 12" 18 yd. | 150836 * 6' 5yd. | 150330 * yp" 5yd. | 150281 * ey tyd. | 15€293 * 
Ys" 18 yd. | 15D021 * Conformable Foam, Low 12" 5yd. | 150326 * Ys! 5yd. | 150285 * Va 5yd. | 15€295 * 
ile 5 yd. 150939 * Temperature Acrylic Adhesive 4926, 60°F to 200°F ili 5 yd. 150283 * 
_ 18yd. | 150825 * 4957F, 30°F to 200°F i" 5yd. | 150310 * 2 5yd. | 150284 * 
2 5yd. | 15¢980 * a 5yd. | 150387 * ¥,' 5yd. | 150314 * 6" 5yd. | 150286 * Item Pkg. 
o 18 yd. | 150946 * Ya 5yd. | 15€390 * 1" 5yd. | 150312 * iz 5yd. | 15¢282 * Size No. aty. 
6" Syd. | 15D273 * ? Syd. | 15C388 * Z Syd. | 150313 * 4611, 50°F to 300°F Shapes, Conformable Foam, 
6° 18yd. | 150244 * 2 Syd. | 15¢389 * 6" Syd. | 15¢315 * ve —s«dSyd. | 150278 * Multipurpose Acrylic Adhesive 
12” Syd. | 150889 * 4943F, 30°F to 200°F 10” Syd. | 150311 * yy  5yd. | 150280 * sane - 4941, a F 5 
12" 18 yd. | 150842 * Ai 5yd. | 150358 * Firm Foam, General Purpose i 5yd. | 15€279 * a ot 1503557 
RP32, 50°F to 200°F 7 Syd. | 150362 * Acrylic Adhesive Firm Foam, Low Surface a a Ltt a 
i 5yd. | 150886 * L 5yd. | 15€360 * 4959, 50°F to 300°F Energy Acrylic Adhesive WA si 45C347 
yp" 18 yd. | 15C839 * > 5yd. | 150361 * i" 5yd. | 150391 * 4952, 50°F to 160°F Osa. 45C350 = 5 
Za 5yd. | 15D046 * 6' 5yd. | 150363 * 7 5yd. | 150395 * yp" 5yd. | 150381 * Strip - 4941, 60°F to 200°F 
Ya" 18 yd. | 15D020 * i 5yd. | 150359 * ib 5yd. | 150393 * Ya 5yd. | 150385 * yO" 45€339 * 5 
1" 5yd. | 15€938 * Conformable Foam, Modified 2" 5yd. | 150394 * il 5yd. | 150383 * ABaeh 15¢340 * 5 
i 18yd. | 150824 * Acrylic Adhesive 6" 5yd. | 150396 * 2" 5yd. | 150384 * ya" 15C341 5 
2 5yd. | 15¢979 * 5952, -40°F to 250°F 12 5yd. | 150392 * 6" 5yd. | 150386 * yr yD" 150352 * 5 
ny 18yd. | 150945 * ya" 15yd. | 1YBZ5 4950, 50°F to 200°F 12 5yd. | 150382 * Wry 3" 15€353* OS 
6" 5 yd. 15D272 * 25mm 33m 54EN23 yp" 5 yd. 150368 ~* Firm Foam, Low Temperature yy" x 4" 150354 * 5 
6" 18yd. | 15D243 * Conformable Foam, Multipurpose ya" 5 yd. 15€372 * Acrylic Adhesive I xe 15€342 ~ 5 
12" 18 yd. | 15¢840 * Acrylic Adhesive z 5yd. | 150371 * 4951, 30°F to 200°F We 150344 * 5 
RP25, 50°F to 200°F 4991, 60°F to 200°F 6' tyd. | 150373 * Ai 5yd. | 150375 * x4 150345 * 5 
v7" 5yd. | 150884 * yy" 5yd. | 150397 * 6' 5yd. | 150374 * Ya 5yd. | 150379 * Circle - 4941, 60°F to 200°F 
i 18 yd. | 15C837 * ZA 5yd. | 15¢402 * 12" tyd. | 150367 * ig 5yd. | 150377 * % dia. 150338 * 5 
¥,' 5yd. | 15D045 * 1" 5yd. | 150399 * 12" 5yd. | 15C369 * 2" 5yd. | 150378 * V4" dia. 150351 * 5 
Ya 18 yd. | 15D019 * 2 5yd. | 150401 * 4950, -31°F to 230°F 6" 5yd. | 15€380 * 1" dia. 150337 * 5 
i 5yd. | 150937 * 6" 5yd. | 150403 * 1" 5yd. | 150370 * 12" 5yd. | 150376 * 12" dia. 156346 "5 
* TapeCase product manufactured from 3M material. 2’ dia. 156349 o 
1390 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” PACKAGING & SHIPPING 
Find the wi. Find Solutions. Find Great Prices. Foam Tape 
ltem Item ltem No = 
W L No. W L No. W L No. MER, : 
TapeCase TC 485 1" 32 ft. 15D739 3M 444 \TapeCas¢ S4EN47 
16 mil 3M 9087 25mm 33m  54EN55 > ore 
Yo 49 ft. —15D740 25mm 50m  54EN47 3M 9576 iy 
yy —49ft. _15D742 3M 9579 12mm 55m _54EN36 ai 
1" 49 ft. —'15D738 25mm 33m  54EN09 25mm 55m  54EN41 Double Sided Tape 
32 mil 3M 410M 3M 469 . a ' 
(ar oe Sen aaa, “SAENGE 2” 60 yd. 48UV69 = Feature pressure sensitive ae on both sides 
¥' —- 32 ft. _15D743 50mm 33m 54EN12 3M 9420 = For more sizes, go to Grainger.com 
2" 108 ft.  2DEB5 and search "Double-Sided Tape". 


Selection Guide 


Min. Max. 
Performance Performance 
Temp. Temp. 


30°F 105°F 


Model 
No. 
TapeCase 

TC 485 


Tape 
Color 


Clear 


Tape Backing Tape Adhesive 
Material Strength* 


Rubber 700 oz/in 


Thickness 
16 and 
32 mil 


Applications 
Bonds to fabrics, metals, plastics, and polyethylene sheeting. Also for lightweight insulation 
panels and kickplates, and lightweight trim. Solvent-free hot-melt rubber resin adhesive. 
Ideal for metal fabrication, furniture trim, plastic extrusions, indoor/outdoor signs, badge and 
nameplates, print finishing, and splicing. Modified acrylic adhesive. Good adhesion for both 
low and high energy substrates. Bonds to wide variety of similar and dissimilar materials. 
Bonds to UV coatings, provides temporary holding to metals, wood, plastic, concrete, and linoleum. 
Also used for splicing rough or coated materials and splicing carpet backing. Rubber adhesive. 
Designed for temporary holding while parts are being finished in the milling process. Also 
used for mounting rubber or photopolymer printing plates to print cylinders, splicing and core 
starting papers, foils, films, and fabrics, and attaching golf club grips. Rubber adhesive. 
Ideal for textured plastics, foam lamination, fabrics, coated papers, and gasket attachment. 
Medium-firm acrylic adhesive delivers high adhesion form for efficient laminating procedures. 
Performs well in high-speed applications and is ideal for the printing industry. Acrylic adhesive. 
For high-speed flying splices on a variety of paper grades and other printing applications that 
require visibility. Performs well in applications which require high temperature drying ovens. 
Provides excellent peel and shear strength making it great for rigorous 
slicing applications and bonding plastic to metals. 


3M 9087 = 59 mil O°F 160°F White PVC 142 oz/in 


3M 9579 5 mil 0°F 120°F White Kraft Paper 80 02/in 


3M 410M = 5.9 mil 0°F 200°F Tan Paper 65 oz/in 


3M 444 
3M 9576 
3M 469 200°F 


3M 9420 4 mil -40°F 1SO7E 
* Adhesion varies by substrate, time and temperature. 


Foam Tape Gui ' 


a 3M Prefe: 


3.9 mil 
3.9 mil 
1.0 mil 


OcE 
Not Rated 
-40°F 


180°F 
125°F 


32 oz/in 
30 oz/in 
50 oz/in 


Clear 
Clear 
Red 


Polyester 
Polypropylene 
Paper 


Red Polyester 25 oz/in 








dd Converter 











= Black color 5-YD. ROLL 
= Performance temp.: - ti 

0° to 150°F 3M 4504, 250 : 
= TapeCase product mall THMCKNESS ay ‘ 

manufactured from il 15C923 

3M material 3M 4508, 125 

mil Thickness 

Flexible and weather- % 15D04 
vinyl tape can handle Thickness No. 15C927 
a variety of gasketing, a | eae 





sealing, baffling, cush- 
ioning, and insulating 


bee No. 15D042 
applications. 





POLYKEN i 


Construction Seaming, Preservation, 
and Polyethylene Film Tape 


Selection Guide 





ed Converter 


No. 
15C767 Model 
No. Thickness 


Construction Seaming Tape 


Perf. 


Temp. Applications 





Polypropylene tape with acrylic adhesive. 
Resists sunlight and weather up to 4 months. 
Ideal for seaming, sealing, and repairing of 
house wrap, sheathing, moisture barriers, 
and other construction materials. 


a 3M Preferred Converter 


8087 3.00 mil -40° to 220°F 


Polyethylene 
Film Tape 





Preservation Sealing Tape 





481 9.80 mil Up to 170°F UV-, stain-, and moisture-resistant polyethylene tape 
. : No. 9.50 mil Up to 170°F with rubber-resin adhesive leaves no residue upon 
Selection Guide 5A4EN32 2-9 Mi p to removal. Ideal for shrink-wrapped sheeting, tarps, and 
in. onli 4811 950ml Upto 170% _| astantanion ot cgpment std atin ca 
Performance Performance Polvethviene Film T 
Model No. ‘Thickness _ Temp. Temp. Applications Se yong aL rSpe : 
TapeCase $134 9.00 mil {60°F Low-residue aggressive adhesive UV- and moisture-resistant tape conforms to irregular 
bonds well to most surfaces over a Polyken 8.00 mil 40* to 200*F surfaces. Superior adhesion to PE sheeting and 
; 827 rough surfaces. For seaming, sealing, splicing, 
wide temp. range. For polyethylene ; : 
: splicing, surface protection, and label protection, and as boat shrink tape. 
TapeCase $133 = 7.50 mil 160°F . ie nee 
industrial assembly applications. 
$133 series has serrated edge Tape Item Tape Item 
for easy tearing. Comformable. Ww L Color No. Ww L Color No. 
3M 8087 3 5 yd. White  15D055 
Tape Item Tape Item 48mm 5 yd. Red 150941 * 4" 5 yd. White 15D159 
W L Color No. W L Color No. 72mm ——soS yd. Red 150982 ~* 6" 5 yd. White 15D269 ~ 
TapeCase $134 TapeCase $133 3M 481 Polyken 827 
ya" 5 yd. White 15D481 2 5 yd. Black 15D432 i 5 yd. Black 15€926 * 48mm 33m Clear 10C010 
Ya" 36 yd. White 15C771 2" 5 yd. Red 15D433 ‘a 5 yd. Black 15€971 * 48mm 33m Black 15R501 
1" 5 yd. White 15D409 2" 5 yd. Silver 15D434 3" 5 yd. Black 15D054 ~* 48mm 33m White 15R502 
1 36 yd. White 150774 2" 5 yd. White 15D435 50mm 32m Black 54EN32 48mm 55m Red 15R498 
2" 5 yd. White 15D442 48mm 55m Red 15C767 3M 4811 48mm 55m White 15R499 
2" 36 yd. White 15C772 48mm 55m Silver 15C768 i 5 yd. White 15€927 * 48mm 55m White 15R503 
a 5 yd. White 15D499 48mm 55m Black 15C769 2 5 yd. White 15C972 * 
3" 36 yd. White ——-15€773 48mm oom White 196770 * TapeCase product manufactured from 3M material. 
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PACKAGING & SHIPPING 
Double-Sided Foam Tape 


Scan. Order. Done. 
Details on page A1. 








Vi a 3M Preferred Converter 

a 
Double-Sided 
Urethane Foam ; 


and Shapes 





a ee Sse ri ae 
Cai 


Squares 


Selection Guide 





3M Model Tape Adhesive 
No. Thickness _Strrength Applications 
4004 250 mil 62 oz/in 
4008 125 mil Not Rated Open-cell foam is designed for indoor use: 
4016 62.5 mil Not Rated mounting soap dispensers and air fresheners, 
4026 62 mil = signage, kickplates, and other miscellaneous 
4039 37 mil Not Rated mounting. Offer excellent shear strength, 
ri Negus good temperature resistance, and vibration 
4052 31 mil ___Not Rated damping characteristics. Acrylic adhesive. 
4056 62.5 mil 100 02/in 
Tape Tape Item Tape Tape Item 
Width Length No. Width Length No. 
4004 Tape Rolls, Tan 4052 Tape Rolls, Black 
Yq" 5 yd 150134 * Vy," 5 yd 15C168 * 
Y;" 5 yd 15C132 * 3a" 5 yd 15€172 * 
5/4" 5 yd 15C137 * il 5 yd 15C170 * 
1" 5 yd 15C135 * 2" 5 yd 15C171  * 
Z 5 yd 150136 * 6" 5 yd 15C173 * 
6" 5 yd 150138 * 12" 5 yd 15C169 * 
4008 Tape Rolls, Off-White 4056 Tape Rolls, Black 
ya" 7 yd 1YBX5 Y," 5 yd 150174 * 
4008 Tape Rolls, Tan 5/4" 5 yd 150178 * 
Yq" 5 yd 15C141 * 1" 5 yd 15C176 * 
Yj," 5 yd 15C139 * 2" 5 yd 15C177  * 
5/4" 5 yd 150145 * 6" 5 yd 15C179 * 
il 5 yd 15C142 2: 5 yd 150175 * 
1%" 5 yd 150143 * Item Pkg. 
2" 5 yd 150144 * Tape Shape _ Size No. Oty. 
ul 5 yd 15C146 * Shapes 
4" 5 yd 150147 * 4008, Tan 
6" 5 yd 150148 * Square "x1" 15D096 162 * 
1 5 yd 15C140 * Strip 2"x1"  16U611 162 * 
4016 Tape Rolls, Tan Strip 3'x 1" 15D097 108 ~* 
V4" 5 yd 15C151 * 4016, Tan 
V;" 5 yd 15C149 * Circle Yin 16U618 27 * 
5/4" 5 yd 15C155 * Circle 1 in 16U613 25 * 
5/4" 15 yd 1YBX4 Square Yo" x Yo" 16U612 256 * 
ig 5 yd 15C152  * Square Ya" x ¥" 16U619 256 * 
1%" 5 yd 15C153 * Square "x1" 15D098 162 * 
2" 5 yd 150154 * Square "x1" 16U614 = =256 * 
a 5 yd 15C156 * Strip 1%" x Ys" 16U616 256 * 
6" 5 yd 15C157  * Strip 2°x 1" 16U615 162 * 
12: 5 yd 15C150 * Strip 3'x 1" 15D099 108 * 
4032 Tape Rolls, Tan Strip 4Vo"x Ys" 16U617 40 * 
Yq 5 yd 15C160 * 4026, Off-White 
Yj," 5 yd 15€158 * Square 1"x 1" 24A742 ‘1000 
3/4" 5 yd 15C164 * 4032, Tan 
1" 5 yd 15C161 * Square "x1" 15D101 = 324 * 
1%," 5 yd 15C162 * Strip 2°x 1" 15D102 324 * 
z 5 yd 15C163 * Strip 3°x 1" 15D103 216 * 
3 9 yd 150165 * 
4" 5 yd 15C166 * 
6" 5 yd 15C167 * 
12" 5 yd 15C159 * 


* TapeCase product manufactured from 3M material. 





a 3M Preferre 


Converter 


Double-Sided 


Removable Foam Tape 


= 31-mil thick 
-_ = Adhesion: 240 oz./in. 





4YD 27 YD = Clear color 

ae. nae Ha 3M™ model 4658F is a foam tape with high 
% in 150287 * | 32GV21 bond strength, temperature and solvent 
Yin | 156291 * | 32GV22__ resistance, and static shear holding power. 
Tin | 150289 "| _$26V23_—_ Use for mounting signs, smoke alarms 

2 in 15C290 * | 32GV24 Ig SIQNS, 

6 in 15€292 * | 32GV25 POP displays, dispensers, and nameplates. 
12 in _ 32GV26 


Performance temp.: 0° to 175°F. 
* TapeCase product manufactured from 3M material. 
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Double-Sided Polyethylene 
Foam Tape Rolls and Shapes 


Selection Guide 


a 3M Preferred Converter 





3M Model Tape Adhesive 
No. Thickness Strength Applications 
50° to 120°F 
4462 31 mil 128 oz/in Hot nepor moana ae juny ee 
: : onding to polyethylene, polypropylene, 
4466 62 mil 128 oz/in and athenplastics Rubber adhesive. 
50° to 158°F 
4492 31 mil 128 oz/in peel ay nan tae on aes 
; ; and novelties, and point of purchase 
4496 62 mil 128 oz/in displays and sang Neale ndhesive 
BLACK WHITE 
Tape Tape Item Item 
Width Length No. No. 
RL oe oe 4462 Tape Rolls 
ine BOt Ce ee Go Yo" Syd | 180228 * | 15€230 * 
get Nae Se tee KON Ys" 5yd | 150235 * 15C236 * 
oat, ee ae ares te 1". 5yd | 150232 * 15€233 * 
St cee Sones Sse Cas 2° 5yd |) 150234 * 15€239 * 
eta ances 1.2 ee nk Se Wahas 6" 5yd | 150237 * 15€238 * 
oe 5 Bo Be et an 12", Syd} 150229 * 15€231 * 
SSG Se OS ee pes 4466 Tape Rolls 
te BOR TG WEES TE Yo" 5yd | 150240 * 15€242 * 
eet. a8 eS o 3 meee Ys" 5yd | 150248 * 15€249 * 
BSE Reg eR a Eee 1 Syd | 15¢244_* | 15C245 * 
Bg me bs ES Re 2° Syd | 150246 * | 15C247 * 
oe ae 
Bees WE. ee Se oi ‘ : 
SS eta Sts Oe “hg%) “4492 Tape Rolls 
Te ey Re % Syd | 150254 * | 150256 * 
; Ys" 5yd | 150262 * 15C263 * 
Circle % 72yd| 150144 * — 
1". 5yd | 150258 * 15€259 * 
1". 72yd) 15D143 * — 
Item Pkg. 2" 5yd | 15€260 * 15C261 * 
Size No. Qty. 6" 5yd |) 150264 ~* 15C265 * 
Shapes, 4466 White 12", Syd | 150255 * 15C257 * 
Circle 4496 Tape Rolls 
Ya" dia. 16U623 100: _* Yo" 5yd | 150266 * 15C268 ~* 
1" dia. 16U620 100. * Ys" 5yd | 150274 * 15€275 * 
Square Ys" 36 yd} 15D146 * _ 
Yo" sq. 15C252 256. * 1". 5yd | 15€270 * 15€271 * 
Ya" Sq. 16U624 256. -* 1". 36yd) 15D145 * — 
1" sq. 16U621 256. * 2° 5yd | 150272 * 15€273 * 
Strip 6" 5yd | 150276 * 15C277 * 
1%" x 4" 16U622 256. -* 12". 5yd | 150267 * 15€269 * 
AVS" x Y" 15C253 40 * 25mm 33m — 54EN24 


* TapeCase product manufactured from 3M material. 





a 3M Preferred Converter 


Double-Sided 
Foam Tape Strips 
[wow and Circles with 

; Extended Pull Tab 


Pa = 62.5-mil thick 
= Adhesion: 90 0z./in. 
= Pkg. qty.: 25 


Rectangular 


Circle Polyethylene foam tapes with acrylic 
; : ee es adhesive for both indoor and outdoor 
ape Tape em em ‘anti : : 
Length Width No. No. applications. Excellent thermal insulation 
Circle properties for good performance over a 
oa us Nea eee wide temperature range. Use for general 
‘4 4 . . : . 
+%in 1% | 4150803 16U777 bonding and mounting, cushioning, | 
tin 1" | 16U782 | 16U776 gasketing, spacing and sound attenuation. 
2in 2" — 16U778 - 91° ° 
Tara 1 ae07 75 Performance temp.: -20° to 212°F. 
Yq" WIDTH | Ye" WIDTH| 34" WIDTH 1" WIDTH 
Tape Item Item Item Item 
Length No. No. No. No. 
Rectangular Strips, White 
Yin 150778 | 15€784 | 15C790 * — 
Tin 150779 | 15€785 | 15C791 150796 * 
2 in 150780 | 15C786 | 15C792 150797 
4in 150781 | 15C787 | 15C793 150798 
6 in 150782 | 15€788 | 15C794 150799 
10 in 150783 | 150789 — 15C801 
12 in 15D690 | 15D689 | 15D691 15C802 
* Square. 


1-800-GRAINGER (472-4643) 
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Find the wy. Find Solutions. Find Great Prices. 


PACKAGING & SHIPPING 
Hook & Loop Tape 








g VELCRO’ 


a 3M Preferred Converter 





Adhesive Hook-and-Loop Tape and Shapes 


= Strips of stiff hooks and 
pliable loops engage to form 
quick-fastening attachment 


BLACK WHITE 
Item Item 
Type L W No. No. 


VELCRO® Brand Cut-to-Length Rolls 
Acrylic Adhesive 


Hook 75ft ‘%in | 5GTN7 5GTN5 
Loop 75ft ‘%in | 5GTN8 5GTN6 
Hook /5ft ‘%in | 5GTP1 5GTN9 
Loop 7oft %in | 5GTP2 5GTPO 
Hook /75ft %4in | 5GTP5 5GTP3 
Loop /7oft %4in | 5GTP6 5GTP4 
Hook /75ft in | 5GTP9 5GTP7 
Loop 7oft in | 5GTRO SGTP8 
Hook 75ft 1%in| 5GTR3 5GTR1 
Loop 7oft 1'%in| 5GTR4 5GTR2 
Hook /5ft 2in | G8955 G8955 
Loop 7oft 2in | G8956 G8956 
Hook 75ft 4in | G8957 G8957 
Loop 7oft 4in | 5GTT2 5GT10 
Rubber Adhesive 
Hook /75ft din | 5JLF7 — 
Loop /75ft din | 5SJLF8 _ 
Hook 75ft 2in | 5JLF9 _ 
Loop 7oft 2in | 5JLGO _ 
Scotchmate Cut-to-Length Rolls 
Acrylic Adhesive 
Hook 150ft Jin | 1F222 1F220 
Loop 150ft Jin | 1F223 1F221 
W Brand 


Cut-to-Length Rolls, 15 ft Retail Packs 
Rubber Adhesive 


Ya in VELCRO® Brand 
¥4 in Tapecase 
1 in Scotchmate 
2 in VELCRO® Brand 
Item 
Dia. Type No. 
Dots 
¥~ Hook 5GTT5 
¥, Loop 5GTT6 
Y% Hook 5GTT9 
VE Loop 5GTUO 
¥ Hook 5GTU3 
¥ Loop 5JLC4 
Va Hook 5JLC7 
V4 Loop 5JLC8 
ih Hook 5JLD1 
A Loop dJLD2 
1% Hook 5JLD5 
1% Loop 5JLD6 


¥* BLACK WHITE 
GRAINGER Pkg. Item Item 
APPROVED L Wty. No. No. 
GA Hook-and-Loop Set 
Rubber Adhesive 
Tin iin 100 | 16U728 16U729 
=» VELCRO® brand rubber adhesive a 5 n ee 3 vs 
features a strong water-resistant Din tin 400 | 16U732 16U735 
Closure, excluding retail packs 3in 1in 100 | 16U736 16U739 
3in in 200 | 16U737 16U740 
BLACK WHITE 3in in 300 | 16U738 16U741 
Item Item Gin din 50 | 16U742 16U745 
Type L W No. No. 6in din 75 | 16U743 16U746 
3M Cut-to-Length Rolls 6in din 150 | 16U744 16U747 
Acrylic Adhesive 12in ‘in 25 | 16U748 16U751 
Hook 30ft in _ 16U570 * 12in din 50 | 16U749 _— 
Loop 30ft fin _ 16U571 * tin Win - 75 _ 16U753 
Plasticizer Resistant Acrylic Adhesive 3M Hook-and-Loop Set 
Hook 30ft in | 16U572 * _ Acrylic Adhesive 
Loop 30ft Jin | 16U573 * — 1in 1in 100 _ 16U585 * 
Premium Performance Acrylic Adhesive 2in 1in 100 _ 16U592 * 
Loop 30ft Jin | 16U581 ~* = 3in tin 100 _— 16U599 * 
Hook 30ft in | 16U582 * = Plasticizer Resistant Acrylic Adhesive 
General Purpose Rubber Adhesive Tin Jin 100 | 16U586 * — 
Hook 15ft 1in | 16U607 * — 2in Jin 100 | 16U593 ~* — 
Loop 15ft Jin | 16U608 * _— 3in in 100 | 16U601 ~* _ 
Medium Tack Synthetic Rubber Adhesive Premium Performance Acrylic Adhesive 
Hook 30ft in | 16U576 * = Tin iin 100 | 16U591 * — 
Loop 30ft 1in | 16U577 * _— 2in Jin 100 | 16U598 * — 
High Tack Synthetic Rubber Adhesive 3in din 100 | 16U606 * = 
Hook 30ft in | 16U574 * — General Purpose Rubber Adhesive 
Loop 30ft Jin | 16U575 ~* _— Tin din 100 | 16U587 * — 
BLACK WHITE 2in din 100 | 16U594 ~* — 
Pkg. | Item Item 3in Jin 100 | 16U602 * — 

L WwW aty. No. No. Medium Tack Synthetic Rubber Adhesive 
VELCRO® Brand Hook-and-Loop Set Tin in 100 | 16U589 ~* _ 
Acrylic Adhesive 2in in 100 | 16U596 * _ 

Tin din 50 | 5JLH2 5JLH3 3in Jin 100 | 16U604 * _ 
4in in 50 | 5JLH4 5JLH5 High Tack Synthetic Rubber Adhesive 

2in 2in 50 | 5SJLH6 5JLH7 Tin din 100 | 16U588 * — 
Rubber Adhesive 2in din 100 | 16U595 ~* _ 
in “’in 12 | 6PXV4 6PXV3 3in in 100 | 16U603 ~* _ 
BLACK WHITE Item Pkg. 

Item Item Dia. Color No. Qty. 

No. No. VELCRO® Brand Dots, Retail Packs 

Rubber Adhesive 
¥e" Black 6PXV2 15 

5JLD8 5JLD7 Se" White 6PXV1 15 
16U785 | 16U786 5/4" Beige 5JLD9 200 
1F216 1F215 5/4" Black 6PXV7 100 
5JLE1 5JLEO ya White 6PXV6 100 

VELCRO® BRAND GA 

ACRYLIC ADHESIVE RUBBER ADHESIVE 

Black White Black White 

Pkg. Item Pkg. Item Pkg. Item Pkg. 
Qty. No. Qty. No. Qty. No. Qty. 
1800 5GTT3 1800 16U754 1890 _ — 
1800 5GTT4 1800 16U764 1890 16U769 1890 
1440 5GTT7 1440 16U755 1565 16U760 1565 
1440 5GTT8 1440 16U765 1565 16U770 1565 
1200 5GTU1 1200 16U756 1261 16U761 1261 
1200 5GTU2 1200 16U766 1261 16U771 1261 
1028 5JLC5 1028 16U757 1030 16U762 1030 
1028 5JLC6 1028 16U767 1030 16U772 1030 
900 5JLC9 900 16U758 945 16U763 945 
900 5JLDO 900 16U768 945 16U773 945 
600 5JLD3 600 — — — — 
600 5JLD4 600 _ = — = 


* TapeCase product manufactured from 3M material. 


Nonadhesive Reclosable Hook-and-Loop Rolls 


Thin, back-to-back fastener with 1 side covered in hooks and the reverse side covered in 


loops. For weather-resistant label, write on loop side. Used for cable management. 


BLACK 
Item 
W L No. 
VELCRO® Brand One Wrap Tape 
yy" 75 Tk. 5JLE2 
Ya" 37 ft. 6 5JLH8 
fa rene 5JLE3 
1" fo tt: 5JLE8 
1%," euia 5JLE9 
a 7a tt. 5JLFO 
BLACK 
Pkg. Item 
W L Qty. No. 
VELCRO® Brand One Wrap Straps 
ya" 8 45 5JLF1 
4" 12" 30 5JLF6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


WHITE RED BLUE ORANGE 
Item Item Item Item 
No. No. No. No. 

5JLJO 5JLH9 5JLJ1 5JLJ2 

5JLE5 5JLE4 5JLE6 5JLE7 

WHITE RED BLUE GREEN 
Item Item Item Item 
No. No. No. No. 

5JLF2 5JLF3 5JLF4 5JLF5 


Cut-to-Length Roll 
No. 5GTN7 





Hook-and-Loop Set 
No. 16U728 


[O° 


Cut-to-Length Retail Pack 
No. 1F215 


Dots 
No. 5GTT5 





Item 
Type L W_ Color No. 
3M Fire-Resistant Hook and Loop Rolls 
No Adhesive 
Loop 150ft 1in 
Hook 150 ft 1 in 
Rubber Adhesive 
Loop 150ft %in 
Hook 150 ft % in 
Loop 150ft 1in 
Hook 150 ft 1 in 


Black 
Black 


29WR47 
29WR48 


Black 
Black 
Black 
Black 


29WR50 
29WR52 
29WR49 
29WRO1 





BLACK BLACK 
Item Item 
WwW L No. Ww L No. 
3M Rolls 1%in 20ft | 16U654 
Yin 5ft | 16U648 Tin 20ft | 16U642 
Yin 20ft | 16U644 Tin 50ft | 16U652 
Yin 50ft | 16U646 1v%in 50ft | 16U656 
Yin 75ft | 16U650 1%in 75ft | 16U660 
Yin 5ft | 16U694 Tin 75ft | 16U664 
Yin 20ft | 16U690 2in 5ft | 16U670 
Yin 50ft | 16U692 2in 20ft | 16U666 
Yin 75ft | 16U696 2in 50ft | 16U668 
%.in 5ft | 16U680 Qin 75ft | 16U672 
%.in 20ft | 16U676 3in 5ft | 16U686 
%in 50ft | 16U678 3in 20ft | 16U674 
Hin 75ft | 16U682 3in 50ft | 16U684 
1%in 5ft | 16U658 3in 75ft | 16U688 No. SJLE4 
tin 5ft | 16U662 








PACKAGING & SHIPPING 





No. 6JT53 





Recloseable Fasteners & Transfer Tape 


No. 
16U698 


Reclosable Fasteners 


3M™ Dual Lock™ Interlocking mushroom-shaped stems snap together to 

provide tensile strength strong enough to replace mechanical fasteners. Acrylic 
adhesive backing is suitable for outdoor use. Bond to glass, bare metal, sealed 
wood, vinyl, and polystyrene. Low-profile models are thinner and more flexible. 












a 3M Preferred Converter 


Scan. Order. Done. 
Details on page A1. 


No. 1F238 











a 3M Preferred Converter 









No. 
49H655 


y 


A 


No. 54EN53 


Adhesive Transfer Tape and Applicator 


Rolls of pressure-sensitive adhesive on a special release liner. Bonds thin, flex- 
ible materials where gap filling is not needed. 


Item 
W L Adhesive Type Color No. = 
Self-Mating = Applied with Scotch® = For hand applications only 
Ya 150 ft. Rubber Adhesive Black 29WR55 
ya 150 ft. Acrylic Adhesive Black 29WR56 ATG 700 Applicator Model 950—Provide high-strength 
r aervis Meese pia ee : Model 926—Ideal for materials with adhesion for applications that require 
{" 30 TL Rubber Tanesive Black 16U578 = glossy coatings, for bonding foam a thicker, tackier adhesive. Adhesion 
i 150 ft. Acrylic Adhesive Black 6JT53 insulation, and for difficult-to-bond strength: 75 oz./in. 
- 150 ft. Acrylic Adhesive Clear 6JT64 . 
ik 150 ft. Rubber Adhesive Black 1YBZ7 pa a boxes. Adhesion strength: Model 465—All-purpose tape for 
Self-Mating, Low Profile . . . ina bonding materials such as metal and 
1 30 ft. Acrylic Adhesive Clear 16U583 — : ; 
7" 30 tt. Acrylic Adhesive Black 16534. * Model 969—For applications requir- glass. Adhesion strength: 25 to 100 
Reclosable Fastener Mini-Packs ing a thicker, tackier adhesive with oz./in. 
Self-Mating initi 
ia 15 ft. Acrylic Adhesive Clear 1F219 ee al ae oo Models 467MP and 468MP—Bonds 
_ a hai a — graphic nameplates and overlays to 
Deseiiition Adhesive Tyne aly. No. No. Model 924—For bonding materials metal and high surface energy plastics 
Reclosable Fastener Shapes such as metal, glass, wood, paper, in the aerospace, medical and indus- 
Square ; ; ' ; ; : : 
TW x TL Rene Adnesive 700 46698 -* 1 46U702 = and many plastics. Adhesion strength: _ trial equipment, automotive, appliance, 
TWx1'L Rubber Adhesive 100 16U590 * — 29 02z./in. and electronic markets. Model 467MP 
Square, Low Profile adhesion strength: 47 oz./in. Model 
1'Wx TL Acrylic Adhesive i00 | 16u708 * | 16u705 * | Model 928—1ow-tack adhesive AG8MP adhesion strength: 66 0z./ in 
Rectangle for bonding applications on 1 side ee 
TW x 2'L Acrylic Adhesive 100 16U699 * | 16U703 * , 
TW x 3b Acrylic Adhesive 100 16U701 * | 16U704 * and high adhesion a other side for W Length ti 
TW 2'L Rubber Adhesive 100| 16U597_* permanent applications. Adhesion — 3M” Standard Tapes 
facials Cow Proiile Rubber Adhesive 100 16U605 * — strength: 50 02z./in. Frontside, 3 0z./in. Model 950, 250°F, 5.00 mil Thickness 
Wx2'L, Acrylic Adhesive 100] 1eu709* | teu70e = ‘| Backside. ala 55m Sues 
. . - = 25mm 55m 54EN44 
fa Acrylic Adhesive LO aa UL ATG 700 APPLICATOR Model 465, 250°F, 2.00 mil Thickness 
Dots, Low Profile : : . 19mm 55m 54EN06 
% Dia. x 75 ft_L Acrylic Adhesive 1800 — 5JLG1 Applies adhesive transfer tape while ‘ena Sem 5AENG1 
Yo" Dia. x 75 ft. L Acrylic Adhesive 1440 _ 5JLG2 j i ind- 
ea yl | simultaneously removing and rewind 25mm 55m 54EN13 
Ya" Dia. x 75 ft. L Acrylic Adhesive 1028 _— 5JLG3 : 7A 
7 Dia. x75 ft. L Acrylic Adhesi 900 5JLGA ing the liner. VY 60 yd __24A663 
7 e x75 to ; a] Ti Ie aT oar a] = Model 467MP, 400°F, 2.30 mil Thickness 
apévase product manuracturea trom material. ih" 0 yd 150845 * 
vm item Ya 20 yd 150023 * 
Cinching Straps J velcro W L No. i eu yd __1au B33 _— 
Scotch® ATG Tapes Fa a vs ; cade 
Thin, back-to-back, hook-and-loop fastener. Model 926, 350°F, 5.00 mil Thickness rm 50 a 15D108 = 
Reusable high-strength strap has plastic buckl 1ommn ust ene ' . 
SHS NG IDs HEN Sap Nes Pidetle SUCHE Model 969, 180°F, 5.00 mil Thickness 6 20yd __-15D246 
and 4" |.D. grommet. Used for cable management. yr S”~*«SB 1F241 12" 20 yd 150846 _* 
19mm 33m 54EN50 12 j{2in__150892 
BLACK ORANGE Model 969, 180°F, 2.00 mil Thickness Model 468MP, 400 F, 5.20 mil Thickness 7 
Pkg. Item Item 13mm 33m 54EN58 2 20 yd 150847” 
W : Oty. No. No. Model 924, 180°F, 2.00 mil Thickness va 20 yd 150024” 
ih 8" 10 oJLG7 = Model 928, 120°F, 2.00 mil Thickness 2" 20 yd 156949” 
ik 12" 10 5JLG8 — A 36 yd A9H655 3 20 yd 15D001 
7 sl uy SJLHO = For Use with ATG Tapes 1F238 os ig se 
2" 25 10 = 38W987 * TapeCase product manufactured 1 y : 
2 3 tt. 10 5JLH1 | 38W988 From: 3M inatorial. 12 12 in 150893 
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No. 3EGL1 








No. 52WX72 No. 3KT68 = 
ocr Been SM 
APPROVED No. 3EGL4 


Handheld and Mountable Carton 


Sealing Tape Dispensers 


= Dispensers accommodate CLAM SHELL 
tape with 3"-dia. core Durable, lightweight construction 
PISTOL reduces hand fatigue. 


Low Noise—Innovative tape RIBBED 

roll loading enables "Low Noise" Roll-on applicator allows operator 
feature, for use in sensitive work to attach, apply, and cut tape with 1 
environments. hand. Adjustable brake controls tape 
unwind and eliminates wrinkling. 
MOUNTABLE 

Custom-mount on walls, equipment, 


Heavy-Duty—Innovative core holds 
rolls up to 250 yd. Dispenser also has 
an adjustable brake for easy tension 


control. tables, and to the sides of work 
stations for easy dispensing. 
Max. 
Tape Item 
Item Tape Brake Width Construc. Brand No. 
Pistol 
Tape Dispenser Adjustable 2 Plastic/Metal GA  52WX72 
Tape Dispenser Adjustable ch Plastic/Metal GA  52WX73 
Tape Dispenser _— 2" Plastic Scotch 3EGL3 
Tape Dispenser Hand i Plastic 3M 2A671 
Low Noise Tape Dispenser ma o Plastic/Metal Scotch 3EGL7 
Low Noise Tape Dispenser aad a Plastic/Metal Scotch 3EGL8 
Heavy Duty Tape Dispenser Adjustable 2 Plastic/Metal Scotch 3EGL2 
Clam Shell 
Painter's Tape Applicator — 2" Metal Scotch 3EGL1 
Ribbed 
Tape Dispenser _— 2" Plastic Scotch 3KT68 
Tape Dispenser Built-In 2 Plastic Scotch 3FKN6 
Mountable 
Pull/Cut Mountable Tape Dispenser — 1°/24mm Metal 3M  —3EGL4 
Pull/Cut Mountable Tape Dispenser — 2'/48mm Metal 3M ~—s 8EGL5 


Security Tape 


= Performance temp.: -40° to 160°F 


Tape is designed to stop the theft of valuable goods. 
Once the tape strip is opened or removed, a hidden 
message alerts the user that contents may have been 
tampered with. Premium tapes Nos. 38UZ37 and 38UZ38 
have full adhesive transfer for a larger bolder tamper 
message. Offers versatile performance with virtually all 
surfaces, including shrink wrap film. The No-Rez labels 
reveal a void message when the label is removed, and 





Tamper-Evident 


Trac Seal 
leave no sticky residue behind on the applied surface. No. 16G851 
Tape Item Pkg. 

W Thickness Color No. Qty. 
Tamper-Evident Tape 

ili 180 ft. 2.00 mil Red 166849 1 

Z 180 ft. 2.00 mil Red 166846 1 

2 180 ft. 2.00 mil Blue 166847 1 

Z 180 ft. 2.00 mil Green 166848 1 
Premium Tamper-Evident Tape 

il 200 ft. 2.00 mil Red 38UZ37 1 

2" 180 ft. 2.00 mil Red 38UZ38 1 
Tamper-Evident Trac Seal 

1" 3.00 mil Red/White 16G850 250 

1" Z 3.00 mil Red/White 16G851_ 250 
Tamper-Evident Secure Strip 

Z g" 3.00 mil Red 16G852 250 
No-Rez, Tamper-Evident Label 

VA 1% 3.00 mil Red 16G853 250 

Yn 2% 3.00 mil Red 16G854 250 

fa" 3% 3.00 mil Red 16G856 250 

1" Ty 3.00 mil Red 16G855 250 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


PACKAGING & SHIPPING 


Carton Tape & Tape Dispensers 








No. 54EN29 


No. 29WT11 


Carton Sealing Filament Tape 


* 


GRAINGER 
APPROVED 


. intertape 
polymer 
group* 


= 3"-dia. core 


GA—Reinforced tape with rubber 
adhesion has high shear strength and 
is good for light duty strapping, pack- 
aging, and bundling. 


IPG®—Fiberglass-reinforced tape 
provides superior adhesion for light- to 
medium-load applications. 


Scotch® Filament Tape—Scotch® 
Filament 880 tapes feature polyester 
yarn filaments with increased abrasion 


Tape 
Width Length Color 
GA 
12mm 55m White 
18mm 55m White 
24mm 55m White 
48mm 55m White 
IPG 
12mm 55m Tan 
18mm 55m Tan 
18mm 55m Tan 
24mm 55m Tan 
24mm 55m Tan 
48mm 55m Tan 
48mm 55m Tan 
72mm 55m Tan 
Scotch® Filament Tape 880 
Ye" 60 yd Black 
1546" 60 yd Clear 
1%" 60 yd Clear 
Scotch® Filament Tape 890MSR 
15/30" 60 yd Black 
1549" 60 yd Clear 
Scotch® Light Duty Packaging Tape 681 
13mm 66m Clear 
25.4mm 66m Clear 
3M® Filament Tape 8934 
9mm 55m Clear 
18mm 55m Clear 
48mm 55m Clear 
72mm 55m Clear 





and shock resistance. Scotch® 
Filament 890MSR has continuous 
fiberglass yarn filaments for a very 
high tensile strength. 


Scotch® Light Duty Packaging 
Tape 681—Features high-tack, mois- 
ture- and chemical-resistant rubber 
adhesive. 


3M® Filament Tape 8934—General 
purpose Clear fiberglass-reinforced 
tape features a synthetic rubber resin 
adhesive. 


Tensile Item Pkg. 
Strength No. Qty. 
100 Ib/in 494K12 i2 
100 Ib/in 494K13 48 
100 Ib/in 494K14 36 
100 Ib/in 494K16 24 
110 Ib/in 23M278 72 
175 Ib/in 23M272 48 
300 Ib/in 23M275 48 
110 Ib/in 23M270 36 
300 Ib/in 23M276 36 
175 Ib/in 23M274 24 
300 Ib/in 23M277 24 
110 Ib/in 23M279 16 
270 Ib/in 29WT05 48 
270 Ib/in 29WT06 36 
270 Ib/in 29WT07 24 
600 Ib/in 29WT11 72 
600 Ib/in 29WT12 i2 
25 Ib/in 54EN29 f2 
20 Ib/in 54EN64 36 
100 Ib/in 2DED1 96 
100 Ib/in 3YTY7 48 
100 Ib/in 15R520 1 
100 Ib/in 54EN20 12 


No. 3W660 


Handheld Tape Dispenser Kit 


Clam shell style dispenser securely seals packages quickly and efficiently. For 


heavy-duty packaging applications. 


Mfr. Item Pkg. 
W L Includes Model No. Qty. 
, (2) 48mm x 50m Rolls of 375 Tape, 
2" 55 yd. (1) H122 Refillable Dispenser ron SWGbN 
a (4) 48mm x 50m Rolls of 375 Tape With 
2" 55 Yd. (4) Built-in Disposable Hand Dispensers Psp2 SWoGl = 4 








PACKAGING & SHIPPING 
Tape & Label Dispensers 





No. 11J925 


No. 11J978 


F 


No. 11J955 


& A eure 





No. 11J909 





No. 11J922 


GSTART 


International 


Tape and Label Dispensers 


= For additional Tape and Label AUTOMATIC 


Dispensers, see Grainger.com® Reliable electric models can autocut and 
MANUAL dispense tape at specific lengths, reducing 


For tape rolls with 3" core. Nos. 11J931 to waste and improving consistency. 

11J933 are heavy-duty steel. LABEL DISPENSERS 
Easily peel and dispense labels or die-cut 
parts. Automatically rewind liner scrap and 
remove paper, vinyl, polyester, etc. from its 
liner for increased productivity. 


No. 11J930 


Max. Tape/ Mfr. Item 
Description Label Width Model No. 
Manual Tape and Label Dispensers 
Multiroll, max. (2) 1" tape rolls 2" $L7326 11J925 
Multiroll, max. (3) 1" tape rolls or $L7336 11/926 
Multiroll, max. (4) 1" tape rolls 4" SL7346 11J927 
Multiuse Tape and Label 6" SL9506 11J931 
Multiuse Tape and Label 12° $L9512 11J932 
Multiuse Tape and Label 18" $L9518 11J933 
Tape Dispenser, 0.50" to 4"L 1" ZCM0300 11J975 
Automatic Electronic Tape Dispensers 
3 Preset Lengths, Battery or AC il ZCMO800-WT = 11J976 
Auto Feed and Cut Tape Dispenser 2 ZCM1000 11J978 
For Narrow Tapes 2" ZCM1000B 11J979 
For Flimsy and Glass Cloth Tapes Zz ZCM1000C 11J980 
For Short Pieces of Tape, min. 0.2" cut L 2 ZCM1000D 11J981 
Dual Photo Sensors for 2-Rolls 2" ZCM1000E 11J982 
For Protective Film, Nonmarking Rollers 2" ZCM1000NM 11J984 
For Double-Sided and VHB Tapes 2 ZCM1000-NS 20XE13 
For Thin Tapes 2 ZCM1000T 11/987 
With Safety Guard Cutting Head z ZCM1100 11/988 
3 Programmable Lengths for Narrow Tapes 2" ZCM2200B 11K002 
3 Programmable Lengths For Flimsy and Glass Cloth Tapes 2" ZCM2000C 11J995 
2-Roll with 3 Programmable Lengths 2" ZCM2000E 11/996 
Electric Carousel Tape Dispenser 16" TDA025B 20XE12 
Heavy-Duty for High Production 3 Ye" TDA080 11J951 
Heavy-Duty with Laminator 2" TDA080-LAM 11J953 
Heavy-Duty with Liner Remover 2" TDA080-LR 11J954 
Heavy-Duty with 3 Programmable Lengths 3 Ye" TDA080-M 11J955 
Heavy-Duty for Protective Film 34," TDA080-NM 11J956 
Heavy-Duty for VHB and Foam Tapes 3 Ye" TDA080-NS 11J957 
Tape or Label Dispenser Stand 
Heavy-Duty External, 20" max. dia. — TDSTANDO3 11J970 
Label Dispensers 
Compact Electric Label Dispenser 2% in LD3000 39UL42 
Handheld Labeler 2%" LAP65-60 11J895 
Electric Long and Wide Label Dispenser, 
13" Max. Label Venath P 8 in LDX8050 114912 
Electric Label Dispenser, 6" Max. Label Length 4% in LD6050 11J909 
Electric Long Label Dispenser, 12" Max. Label Length 5 in LD8050 11J910 
Electric Wide Label Dispenser 7 in LDX6050 11J911 
Electric Label Rewinder Ay," LR4500 11/922 
Manual Bag Sealers with 3" Core 
Stainless Steel Sealer. 0.375" Slot Opening ¥% in SL7606 11J929 
Heavy-Duty Steel Sealer w/ 0.625"W Neck Opening ¥ in SL7808K 11J930 
Heavy-Duty Steel Sealer for Use with 34 in SL7605K 114928 


Paper or Thin Polyester Tape 
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Scan. Order. Done. 
Details on page A1. 
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4HY25 





No. 
2A673 





Benchtop Carton Sealing 


Tape Dispensers 


ELECTRIC 

= 115V, 60 Hz 

= Cuts tape %4" to 2" wide 
= Max. roll dia.: 7" 


2 operating modes (automatic, 
manual) with random length 
function. 


No. 1UXR1—LED display and 
color-coded keypad. Dispenses 
premeasured lengths of tape 
from 1" to 39" and adjusts to 
accommodate 1" or 3" dia. core. 
Ideal for masking and strapping 
tapes. 


MANUAL 


No. 3EGL6—Automatically 
dispenses film-backed and 
paper tapes 12" to 4" lengths 
with each stroke. 


No. 3FKN8—Pull-and-cut 
dispenser with multiple-roll 


capacity. Weighted design for 

stability on flat work surfaces. 
Dispenses film, paper, or fila- 

ment tapes. 


No. 4HY25—Coated steel 
frame, replaceable serrated 
blade, and rubber bottom 
prevent slipping. 2 mount- 

ing holes for securing to work 
surface. Dispenses 2"W nonre- 
inforced tapes on 3" dia. core. 
Max. roll dia.: 5%". 


No. 52JH82—Dispenses self 
adhesive tapes with a maximum 
width of 3", unlimited tape 
length. 


No. 2A673—Ideal for frequent 
use. Dispenses 72-yd. rolls 

of tape. Rubber base holds 
dispenser firmly in place. 


Max. 

Power Tape Mfr. Item 
Requirements H W_ L_ Construc. Width Brand Model No. 
Benchtop Carton Sealing Tape Dispensers 

Electric 6" 5%" 8%" Plastic 2" _ Better Pack PS2A ~—_1UXR1 

Manual 84%" 6%" 12%" Plastic 1°/24mm Scotch M920 3EGL6 

Manual 6%" 5%" 11" Plastic 2'/48mm Scotch P52W  3FKN8 

Manual 5° 24" 9" Metal 2" Marsh 922 4HY25 
Tape Dispenser 

Manual 4" 3%" 8%' Metal a Marsh 933  52JH82 
Desktop Tape Dispenser 

Manual — — — DPiaastic i Scotch C25 2A673 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® PACKAGING & SHIPPING 
Find the wy. Find Solutions. Find Great Prices. Carton Sealing Tape 
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No. 31HJ53 No. 31HJ57 


¥* GRAINGER . intertape SNM 
* ciietane GA} polymer ea 
GRAINGER l . 2 . 
CEYSRAINGER (jeune EET Acrylic Adhesive Carton Sealing Tape 
Hot Melt Adhesive Carton Sealing Tape =| = 3" “a. core 


= 3" dia. core Clear and scannable for use with bar-coded labels. Ages well and will not yellow 
7 , over time. Good initial adhesion, but takes 24 to 48 hr. to cure and achieve max. 
Bonds quickly, whether applied manually or automatically. For use with auto- 


; ,; bond strength. 
matic carton sealing machines. Higher shear than acrylic. 


For a complete list of standards for Acrylic Adhesive Carton Sealing Tape, go to 
For a complete list of Standards for Hot Melt Adhesive Carton Sealing Tape, go to Grainger.com® and enter “Item No.", and scroll down to "Standards" attribute. 
Grainger.com® and enter "Item No.", and scroll down to "Standards" attribute. 


No. 31HJ29 No. 15F814 











Tape Item Pkg. 
Tape Item Pkg. Width Length Tape Application Color No. Qty. 
Tape Width Tape Length Tape Application Color No. Qty. GA, 1.80 mil Thickness 
GA, 1.70 mil Thickness 48mm 90m Hand Clear 31HJ46 36 
2 110 yd. Hand Clear 49XZ58 36 48mm 100m Hand Clear 31HJ47 36 
GA, 1.90 mil Thickness 72mm 100m Hand Clear 31HJ50 24 
48mm 50m Hand Tan 31HJ30 36 GA, 2.00 mil Thickness 
48mm 50m Hand Clear 31HJ31 6 48mm 50m Hand Clear 31HJ51 36 
48mm 100m Hand Clear 31HJ32 36 48mm 100m Hand Clear 31HJ52 36 
48mm 100m Hand Tan 31HJ33 36 48mm 100m Hand Tan 31HJ53 36 
48mm 914m Machine Clear 31HJ34 6 72mm 100m Hand Clear 31HJ55 24 
72mm 50m Hand Clear 31HJ35 24 GA, 2.60 mil Thickness 
72mm 50m Hand Tan 31HJ37 24 48mm 50m Hand Clear 31HJ57 36 
72mm 100m Hand Clear 31HJ36 24 48mm 100m Hand Clear 31HJ58 36 
72mm 100m Hand Tan 31HJ38 24 IPG 400, 2.10 mil Thickness 
72mm 914m Machine Tan 31HJ39 4 48mm 100m Hand Clear 23M243 36 
48mm 50m Hand Clear 31HJ29 36 48mm 914m Machine Clear 23M233 6 
GA, 2.50 mil Thickness 72mm 100m Hand Clear 23M244 24 
48mm 50m Hand Clear 31HJ40 36 Scotch® 313, 2.55 mil Thickness 
GA, 2.60 mil Thickness 48mm 100m Hand Clear 6PCN6 36 
72mm 50m Hand Clear 31HJ60 24 72mm 100m Hand Clear 6PCN5 24 
GA, 3.00 mil Thickness 3M 311+, 2.00 mil Thickness 
48mm 50m Hand Clear 31HJ44 6 48mm 914m Machine Clear 52WT51 6 
48mm 50m Hand Clear 31HJ43 36 3M 311+, 2.10 mil Thickness 
72mm 50m Hand Clear 31HJ45 24 48mm 100m Hand Clear 53JU13 36 
IPG, 1.60 mil Thickness 72mm 100m Hand Clear 53JV01 24 
48mm 1000 yd. Machine Clear 494D42 6 
IPG, 1.70 mil Thickness 
72mm 1000 yd. Machine Clear 494D43 4 
IPG, 1.90 mil Thickness 
72mm 000 y Machine Clear 494D38 4 
IPG, 1.95 mil Thickness 
48mm 1000 yd. Machine Clear 494D39 6 
IPG 7100, 1.85 mil Thickness 
48mm 100m Hand Clear 23M238 36 
72mm 100m Hand Clear 23M263 24 
IPG 7100, 1.95 mil Thickness 
48mm 914m Machine Clear 23M239 6 
IPG 9100, 2.50 mil Thickness 
72mm 100m Hand Clear 23M236 24 
48mm 914m Machine Clear 23M226 6 
Scotch® 355, 3.40 mil Thickness 
48mm 50m Hand Tan 24A671 1 
48mm 50m Hand Clear 15F752 
Scotch® 371, 1.90 mil Thickness 
48mm 100m Hand Clear 54EN22 36 
48mm 914m Machine Clear 19N729 6 
spmm Pom py achine peat Eke : 
72mm 500m achine ear 
Scotch® 372, 2.20 mil Thickness Scotch No. 29WR67 OS earenn es 
, oon 5375p Pre Machine Clear 19N728 4 
cotch® 373, 2.50 mil Thickness H 
48mm 50m Hand Clear ire Hot Melt Adhesive Corrugate 
48mm 50m Hand Tan 5F815 - 
48mm 50m Hand Red 24A633 1 B xX lin T 
48mm 90m Hand Blue 24A635 1 0 Sea g ape 
48mm 90m Hand Orange 24A708 1 Securely sticks to a variety of different substrates including recycled corrugate 
48mm 50m Hand Yellow 24A715 1 : F : ; 
Ama 50m Band Green 4A750 1 and fiberboard. The adhesive creates a strong bond to hold flaps tight. Easily 
48mm 100m Hand Clear 15F756 1 apply rolls by hand, with a manual dispenser, or case sealer. 
48mm 914m Machine Clear 19N734 6 
72mm 590m Hand Clear 15F7/50 1 Adhesion Item Pkg. 
72mm 20m Hand Tan 15F751 1 Width Length Color Strength No. Qty. 
72mm 100m Hand Clear 15F763 1 Scotch® 3071, 2.10 mil Thickness 
Scotch® 375, 3.10 mil Thickness 48mm 100m Clear 45 oz./in. 29WR6/ 36 
48mm 50m Hand Tan 15F812 1 fomm 100m Clear 45 oz./in. Z29WR68 24 
48mm 50m Hand Clear 24A626 1 Scotch® 3073, 2.60 mil Thickness 
48mm 914m Machine Clear 19N730 6 48mm 100m Clear 45 oz./in. 29WR71 36 
72mm 50m Hand Clear 15F811 1 48mm 100m Clear 45 02z./In. 29WR/3 1 
72mm 50m Hand Tan 15F813 1 fomm 100m Clear 45 oz./in. 29WR72 24 
72mm 914m Machine Clear 2DEE4 4 fomm 100m Clear 45 02z./In. 29WR/4 1 
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PACKAGING & SHIPPING 
Water-Activated Tape Machines 








Electric 
No. 6BY99 


Water-Activated 
Tape Machines 


= 1-pc. metal chassis 
= Stainless steel guillotine- 
style cutter 
= 70-0z. water bottle 
= Hold 1000-ft. rolls from 1" to 3"W 


Measure, moisten, and cut paper or 

















KRAFT PAPER 
Designed for fast, perm 


sion with superior strength. Cracking 


of the adhesive surface 
with excellent flexibility 


MARSH 


Marsh Shipping Supply Co., LLC 


Keypad with LED display has 20 
preset lengths, 2 repeat keys, anda 
cast urethane feed wheel. High-RPM 
motor with brake. 


MANUAL 


standard-sized cartons 
unitized or full pallets. 


W 





Find Heavy-Duty Tape Machines on Grainger.com® 


Water-Activated 
Carton Sealing Tape 


Tamper-evident, secure band tape 
works well in dusty and dirty environ- 
ments. For all weather use. 


carton corners, edges, and irregular 
surfaces. Ideal for lightweight or 


Scan. Order. Done. 
Details on page A1. 


EE 





No. 
23M285 

FIBERGLASS-REINFORCED 

KRAFT PAPER 

Provide consistent performance in 

carton sealing applications where 

durability, strength, and reliability are 

required. Extra-strong fiberglass yarns 


anent adhe- 


provides tape 
for sealing 


shipped in are bonded between high-tensile 
strength sheets for extra strength. 
Tensile Item Pkg. 
_ Color Strength No. _ __ Ot 







































































































































































































































































































































































































































































































































































































































































reinforced gummed tape Hlepelse Tp ee ear wiley DU Hraft Paper 5 Natural 45 Ib./i rain 1 12 
g PE: longer with "double pull" feature. DEeiisarasl eee enansi cares aca ESTERASES Ti en 
ELECTRIC No. 6CA11 features a heater to oo 375 ft. Natural 74\b/in. __-23M285 8 
= UL Listed 60950; CE Certified; improve adhesion. : an i : Natural ag pat. tee 3. 
1h ' : ; atura /in. 
CSA Certified C22.2; ANSI Rated SF 400 Tt. Natural ~92 Ib /in. 73M286 10. 
= 110/120V, 50/60 Hz 7 3 450 fit. White 70 Ib./in. 23M297 10 
= Dispenses 36" per sec. 3 450 ft. Natural 70lb/in. __—s23M1284 10 
El 450 ft. Natural 80 Ib//in. 23M293 10 
-_ Mfr. Item 3' 450 ft. White 83 Ib./in. 23M288 10 
Description H W L Model No. a 450 ft. Natural 83 |b./in. 23M296_ 10 
Electric “ie ge 18 TDE110 6BY99 76mm 137m Natural 74 Ib./in. 23M294 10 
Manual 1314" g" 18" TDH 6CA10 25/5" 137m Natural 66 Ib./in. 23M290 10 
Manual with Heater 13%" g' 18" TDH110 _—«6CA11 23" 137m Natural 74 Ib /in. 23M291 10 
. : “BETTER 
® 
Water-Activated Tape Machines PACKAGES: inc. 
ELECTRIC No. 3TJJ1 
ee = UL Listed; meets CE, CSA, C-UL standards = 64-0z. water bottle 
ectric . : ‘i 
No. 1uxpa —_™_: 1 10V, 60Hz Holds reinforced or nonreinforced tapes up to 4"W. 









Electric 
No. 3TJJ1 


Manual 
No. 1UXP7 


1398 GRAINGER. 


No. 3TJH9 

= Dispenses 45" per sec. 

= 44-oz. water bottle 

14 preset lengths dispense from 6" to 45" of reinforced 
or nonreinforced tapes up to 3"W. Random key allows 
custom length up to 120". Features safety interlock 
switch. 


Nos. 1UXP4 and 1UXP5 
= Dispense 45" per sec. 
= 64-0z. water bottle 


Hold up to 1000 ft. of 1%" to 3"W tape. Feature color- 
coded keypad with 14 preset lengths. Larger motor 

and urethane feed wheel enhance efficiency. Self-oiling 
blade provides consistent cutting. No. 1UXP5 comes with 
a feature that automatically advances the next length 

of tape. Tape Aerial Accessory No. 1UXP6 delivers and 
holds a straight length of moistened tape. 














Features thermal cutoff and color-coded keypad with 20 
preset lengths. Dispenses 6" to 100" lengths of tape. 
Random key allows for continuous uninterrupted tape 
dispensing. 


MANUAL 


No. 1UXP9 

Holds up to 600 ft. of 1" to 3"W reinforced and nonre- 
inforced paper tape. Easy to operate and excellent for 
low-volume carton sealing. 


No. 3TJJ2 


Holds 500-ft. of gum-side out nonreinforced tape from 
1" to 1%"W. Dispenses tape in lengths from 1" to 8". 


Nos. 1UXP7 and 1UXP8 

= 44-oz. water bottle 

Hold up to 600 ft. of 1%" to 3"W tape. Dispense up to 
30" with 1 pull. Urethane feedwheel and guillotine shear 
blades provide consistent cutting. No. 1UXP8 features a 
top heater to enhance water-activated tape adhesion. 







| | REPLACEMENT TAPE AERIAL 
REPLACEMENT BRUSH WATER BOTTLE ACCESSORY 
Mfr. Item Item Item 
Hs Model — No — Now SCN. 
























































































































































































































1UXP9 






| 817 | ST6 | 
















Electric 

18" 12°. 10%" BP500 3TJH9 3TJJ3 — 

20" 12%" 12" si BPSd5es 1UXP4_ = | 1UXP6 7 
20" 12%" 12" —_—BP555eSA —_—1UXP5 ____ 1UXR2 oe — 1UXP6 
2.10%" 9%’ BP755eS 3TJJ1 
Manual 



































| 1UXR6 | 
[ 3TJJ5 | 















































































































14%" ) 78404 3TJJ2 _| oe | S = 
~2t" 10%" 9%" —-BP333Plus___—‘1UXP7 : 1UXR4 fo UXRG 
21" 10%" 9%" — BP333PLWHT —_—‘1UXP8 1UXR4 (| —“‘iésKXRRH— eid; _— 
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1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


PACKAGING & SHIPPING 
Carton Staples & Packaging Tables 





* 
GRANGER VE STIVARD’ 
Carton Staples 


Staples are interchangeable with other brands, such as CCC, Bostitch®, Kihlberg®, International 
Staple and Machine, Container Corp., JK, and Salco. Adhesive collation. 

















































































































































































































































































































































































































Leg Staple Stick Coil Item Pkg. 
Crown Length | Type Quantity Quantity | For Use With Brand No. Oty. 
-Copperized Metal Carton Staples 
%' | Coil — 1000 | Bostitch Staplers GA 4PMF2 24000 
7 Coil Eee 1000 Westward® and CCC Staplers Westward 3A530 24000 
1)! 7" Stick 50 _— Westward® and CCC Staplers Westward 3A528 25000 
ya" Coil = 1000 Bostitch Staplers _ GA 4PMF3 24000 
¥4" Coil — 1000 | Westward® and CCC Staplers Westward 4PMF1 24000 
7 ¥4" | Stick 50 — ___| Westward® and CCC Staplers Westward 4PME6 25000 
_&' Stick 50 — | Bostitch Staplers GA APME8 = 25000 
434" y' Stick 50 = Westward® and CCC Staplers Westward 3A529 25000 
2 Stick 50 — Bostitch Staplers GA 4PME9 =. 25000 
Ss Stick 50 — Westward® and CCC Staplers Westward 4PME7 25000 
Galvanized Metal Carton Staples 
¥" _ Ya" | Stick 50 — GA Staplers GA 4PMF6 100000 
He Stick 50 — GA Staplers GA 4PMF8 100000 
Ac Stick 50 — GA Staplers GA 4PMF9 100000 
_ Va" Stick 50 — GA Staplers GA 4PMG1_ 100000 
Va | _ Stick 50 — GA Staplers GA 4PMG4 100000 
Yt Stick 100 ae GA Staplers GA 4PMG2 100000 
yr Stick 50 — ___|Westward® and Bostitch Staplers Westward 4PMG6 25000 
23 Stick 50 — __|Westward® and Bostitch Staplers Westward 4PMG7 25000 
_ Stick 50 —__|Westward® and Bostitch Staplers Westward 4PMG8 25000 
Handle Item 
Style Jaw Material Jaw Finish Material W H Brand No. 
Staple Remover : 
Lever Steel Nickel Plated = Aluminum oY" 5/4" “2 GA 4PMD6 — 


























No. 4CXW9 


Packaging Tables 
PRO-LINE 


Complete Pack Benches include a full lower shelf 
with 4 dividers, full-width storage shelf with 4" of 
clearance, bin holder, 6 outlet power supply, spool 
holder, enclosed metal shelf with 4 dividers, corru- 
gated shelf with 4 dividers, uprights, and a shop 
light. 

Packing Tables include powder-coated painted steel 
frame, uprights, paper spool holder, adjustable upper 








a 





No. 33VC41 


steel shelf with dividers, corrugated shelf with divid- 
ers, 120V 15A power supply, shop light, and 6" leg 
extenders with leveling feet. 

Optional Scale Stands Nos. 33VC36 and 33VC35 are 
height adjustable with included 6" leg extensions. 
Optional Cardboard Storage Stand No. 33VC37 
keeps boxes clean and off the floor. 24" W x 36" 
with 5 steel dividers. 








No. 3A528 


No. 3A530 





No. 4PMF6 = 
No. 4PMD6 


————— nn 





No. 33RJ67 





BENCHPRO 
BENCHPRO 


All sets include 6” height-adjustable with level- 

ing glide feature, powder painted steel structure, 
roll holder, bin box rail, 8 outlets, 16A power strip, 
and top and lower bin shelves with steel dividers. 
Premium Packaging Bench Sets feature a 1,000-Ib. 
weight capacity and 13-ga. steel frame. Heavy-Duty 
Packaging Bench Sets feature a 6600-Ib. weight 
capacity and stainless steel trim. 






































































































































































































































































































































































































































































































































































































































































































































































































































Item Item ltem 
Description W D Brand No. Description W D Brand No. Description WOOD Brand No. | 
‘Complete Packing Tables __ aie _ESD Laminate Top 60" 30" _ Pro-Line 33VC40 White Laminate Top 72’ _36"__ BenchPro_33RJ69 
White Laminate Top 60". 30"_—_—~Pro-Line ~4CXW9 —_ESD Laminate Top 72’ ~—-30"_~—s~ Pro-Line +33VC44 Maple Top 60" 30"  BenchPro 33RJ70 
~ White Laminate Top — TZ 30° Pro-Line 4CXX6 Solid Maple Top 60" 30" Pro-Line 33VC41 Maple Top 72" 30" BenchPro 33RJ71 
ESD White Laminate Top 60" _—30"__—~Pro-Line 4CXX2 _ Solid Maple Top 72’ 30" Pro-Line 33VC45 Maple Top 72" 36" __ BenchPro 33RJ72. 
_ESD White Laminate Top 72" 30" Pro-Line 4CXX8 Balance Tables ee —————s Heavy-Duty Packaging Bench Sets _ 
_ Maple Top 60" 30" Pro-Line 4CXX4 _ Plastic Laminate Top 24" 24" _ Pro-Line 33VC36 — White Laminate Top 60" _30"__ BenchPro 33RJ73° 
Maple Top 72" 30" Pro-Line 4€XY1 _ Plastic Laminate Top 30" 30" Pro-Line 33VC35 White Laminate Top 72" 30"__BenchPro_33RJ74_ 
Packing Tables : eee __ Cardboard Storage Stand ae White Laminate Top 72’ 36’ _BenchPro 33RJ75° 
“Particle Board Top _—*60".__—-30"__—~Pro-Line 33VC38 —_Steel —___— __Pro-Line_33VC37 “Heavy-Duty PackingBenchSets 
Particle Board Top (2 30" Pro-Line 33VC42 § PremiumPackagingBenchSets ———~—C Maple Top, _ 60" 30" BenchPro 33RJ76. 
Plastic Laminate Top 60" 30" Pro-Line 33VC39 —_ White Laminate Top 60" 30"._ BenchPro 33RJ67 Maple Top (es 30" BenchPro 33RJ77 
Plastic Laminate Top 2 30" _ Pro-Line 33VC43 White Laminate Top es 30" _BenchPro 33RJ68 Maple Top ie 36" BenchPro 33RJ78° 
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PACKAGING & SHIPPING 
Shipping Boxes 


Scan. Order. Done. |= 


Details on page Al. = 


For more boxes, see Grainger.com®. 
What strength do you need? 





Using the chart (at left), find the weight of your shipment to see the box strength that you'll need to 
support it. You may need to follow a particular set of guidelines depending on your carrier. Both the 
UPS and Fiber Box Handbook recommendations are represented in the chart. 

There are two tests of box strength to consider: 

ECT (Edge Crush Test) measures the stacking strength of the box. The greater the number, the 
greater the amount of force required to crush the box during stacking. 


2003 is a rating given to boxes that have received The Mullen Test for bursting strength. These 
boxes provide greater overall stacking strength than ECT boxes. 

Single Wall, also known as double face boxes, have walls constructed of a corrugated medium 
glued between two sheets of linerboard. 

Double Wall boxes can be used to ship rough-edged items. The walls are constructed of two corru- 
gated mediums glued between three sheets of linerboard. 

Triple Wall boxes can be used to ship heavy, sharp-edged metal parts. They have walls constructed 
of three corrugated mediums glued between four sheets of linerboard. 


UPS Guidlines Fiber Box Handbook 

30-lb. 65-lb. 
40-Ib. 65-Ib. 
50-lb. 95-lb. 
60-lb. 100-Ib. 
80-lb. 120-lb. 

— 160-Ib. 

— 280-Ib. 


Box Type 
32 ECT Single Wall 
200# Single Wall 
44 ECT Single Wall 
48 ECT Double Wall 
51 ECT Double Wall 
71 ECT Double Wall 
90 ECT Triple Wall 





* GRAINGER 
APPROVED 


Standard Shipping Boxes 


These boxes are made of corrugated cardboard for 
storing and shipping products. Box strengths vary, 
but 200# and 32 ECT are common strength ratings. 
Boxes labeled 200# provide more protection against 
bursting and are stronger for stacking than boxes 
labeled 32 ECT. Heavy-duty boxes include 44 ECT 








Cube rat fale rong single-wall and 48 ECT double-wall boxes. 

Inside Item Inside Item Inside Item 
LxWxH Box Description Wall Type _—No. LxWxH Box Description Wall Type _No. LxWxH Box Description Wall Type No. 
6" to 8" Length 15 x 10 x 4" 32 ECT - Flat Single Wall 22XK66 20 x 20 x 20" 44 ECT - Cube, Heavy Duty Single Wall 22XM49 

6x4x4' 32 ECT Single Wall 11K584 16 x 12 x8" 200# Single Wall 55NM63 20 x 20 x 20" 48 ECT - Cube, Heavy Duty Double Wall 22XM50 
6 x6x4' 32 ECT Single Wall 11K587 16 x 12 x 10" 32 ECT Single Wall 11A737 20 x 20 x 20 200# - Cube Single Wall 55NN04 
6x6x6' 32 ECT - Cube Single Wall 11K589 16 x 12 x 12" 32 ECT Single Wall 11A738 22 x 18 x 16" 48 ECT - Heavy Duty _ Double Wall 55VM37 
6x6x6"  48ECT - Cube, Heavy Duty Double Wall 55VM15 16 S212 200# Single Wall 55NM65 22X20 X22 44 ECT - Heavy Duty _ Single Wall 22XM53 
8x6x6" 32 ECT Single Wall 11K606 16 x 16 x 8" 200# Single Wall 55NM68 24" to 26" Length 
8x8x4" 32 ECT - Flat Single Wall 11K609 16 x 16 x 16" 32 ECT - Cube Single Wall 11A747 24x 10x 4" 32 ECT - Long Single Wall 11A625 
8x8 x8" 32 ECT - Cube Single Wall 11K613 16 x 16 x 16" 200# - Cube Single Wall 55NM71 24x 10x 6" 32 ECT - Long Single Wall 11A626 
10" Length 17" to 18" Length 24x 10x 8' 32 ECT - Long Single Wall 11A627 
10x 8 x6' 32 ECT Single Wall 11R186 TeX 12 X12 32, ECT Single Wall 11A754 24 x 12 x 12" 32 ECT - Long Single Wall 493197 
10 x 10 x 10" 32 ECT - Cube Single Wall 11A675 1X 13% 32 ECT Single Wall 11R402 24x 12x12" 48 ECT - Heavy Duty, Long Double Wall 22XM56 
10x 10x10" 48 ECT - Cube, Heavy Duty Double Wall 22XL98 1x17 x12 32 EGT Single Wall 11A757 24 x 12 x 12" 200# - Long Single Wall 55NN12 
10 x 10 x 10" 200# - Cube Single Wall 55NM31 18 x 12 x6" 32 ECT - Printer Single Wall 11R410 24 x 16 x 12" 32 ECT Single Wall 493U02 
10 x 10 x 24" 32 ECT - Tall Single Wall 11A679 18 x 12 x6" 200# - Printer Single Wall 55NM75 24 x 16 x 12" 200# Single Wall 55NN16 
10 x 10 x 48" 32 ECT - Tall Single Wall 11A683 18 x 12 x 10" 32 ECT - Printer Single Wall 11A761 24 x 16 x 24" 32 ECT Single Wall 493U05 
12" to 13" Length 18 x 12 x 12" 32 ECT - Printer Single Wall 11A762 24 x 18 x 12" 44 ECT - Heavy Duty _ Single Wall 22XM58 
12x 10x 6" 200# Single Wall 55NM38 18 x 12 x 12" 200# - Printer Single Wall 55NM78 24 x 18 x 12" 200# Single Wall 55NN19 
12 x 10 x 8" 32 ECT Single Wall 11R327 18 x 14 x 12" 32 EGT Single Wall 11A767 24 x 18 x 18" 32 ECT Single Wall 493U11 
12 x 10 x 8" 200# Single Wall 55NM39 18 x 14 x 12" 48 ECT - Heavy Duty —_ Double Wall 22XM33 24 x 18 x 18" 200# Single Wall 55NN20 
12 xX12x6 200# - Flat Single Wall 55NM41 18 x 14 x 12" 200# Single Wall 55NM82 24 x 24 x 12" 44 ECT - Heavy Duty _ Single Wall 22XM64 
12 x 12 x8" 200# Single Wall 55NM42 18 x 14 x 14" 32 ECT Single Wall 11A768 24 x 24 x 24" 32 ECT - Cube Single Wall 493U23 
Ie x12 xe 32 ECT - Cube Single Wall 11A689 18 x 16 x 16" 32 ECT Single Wall 11A772 24 x 24 x 24" 44 ECT - Cube, Heavy Duty Single Wall 22XM67 
12x 12x12" 48 ECT - Cube, Heavy Duty Double Wall 22XM10 18 x 18 x 12" 200# Single Wall 55NM86 24 x 24 x 24" 48 ECT - Cube, Heavy Duty Double Wall 22XM69 
12 x 12 x 12" 200# - Cube Single Wall 55NM44 18 x 18 x 16" 32 ECT Single Wall 11A776 24 x 24 x 24" 200# - Cube Single Wall 55NN23 
12x12 60" 32 ECT - Tall Single Wall 11A701 18 x 18 x 18" 32 ECT - Cube Single Wall 11A777 26% 15x ¢ 32 ECT - Flat Single Wall 11A650 
12x12 xX fe 32 ECT - Tall Single Wall 11A702 18 x 18 x 18" 200# - Cube Single Wall 5SNM8&8 30" to 36" Length 
1S X11 XS 32 ECT Single Wall 11R344 18 x 18 x 24" 32 ECT Single Wall 493173 30 x 20 x 20" 32 ECT Single Wall 493U48 
14" to 16" Length 20" to 22" Length 30 x 30 x 30" 200# - Cube Single Wall 55NN27 
14x8x4' 32 ECT - Flat Single Wall 22XK34 20 x 14 x 12" 32 ECT Single Wall 11A791 36 x 24 x 12" 32. ECT Single Wall 493U51 
14x 10x 6" 200# Single Wall 55NM49 20 x 16 x 14" 32 ECT Single Wall 11A799 36 x 24 x 24" 48 ECT - Heavy Duty —_ Double Wall 22XM78 
14 x 10 x 10" 32 ECT Single Wall 11A707 20 x 16 x 14" 200# Single Wall 55NM97 36 x 36 x 36" 32 ECT - Cube Single Wall 11G188 
14 x 10 x 10" 200# Single Wall 55NM50 20x 20 X12 200# Single Wall 55NNO03 36 x 36 x 36" 200# - Cube Single Wall 55NN30 
14x 14x 14" 32 ECT - Cube Single Wall 11A713 20 x 20 x 16" 48 ECT - Heavy Duty —_ Double Wall 22XM48 48" Length 
14x 14x 14" 200# - Cube Single Wall 55NM57 20 x 20 x 20" 32 ECT - Cube Single Wall 493T86 48 x 40 x 36" 32 ECT Single Wall 11G193 


* GRAINGER 
APPROVED 


Multi-Height Standard Shipping Boxes 
Create multiple heights out of one box. These boxes reduce the need for void-fill packaging and save space in warehouses. 


Inside LxWxH _ Board Item Inside LxWxH _ Board Item Inside LxWxH _ Board Item 
(adjustable height) Test WallType No. (adjustable height) Test WallType No. (adjustable height) Test WallType No. 
6" to 8" Length 20" to 22" Length 30" to 36" Length 





6x6x6-4" 32ECT Single Wall 3AFT1  20x12x12-6" 32ECT Single Wall 493U74 30x17x 16-10" 32ECT Single Wall 493U84 
8x8x8-4"  32ECT Single Wall 55VG30 22x 22x 22-16" 32ECT Single Wall 493U76 35x22x 22-18" — Double Wall 1PJV9 
81x 84x 12-8" 32ECT Single Wall 49K015 24" Length 36 x 36 x 36-30" — Double Wall 5GMTO 
12" Length 24x16x12-6' 32ECT Single Wall 493U78 
Multi-Height 12x9x2-6'  200# Single Wall 55NM36 24x 18x12-6" 32ECT Single Wall 493U79 
12x 12x 8-4" 32ECT Single Wall 5GMK7 24x 18x 18-14" 32ECT Double Wall 1PJW2 
42x 12x 12-6" 32ECT SingleWall 3AFT9 24x 24x 24-12" 32ECT Single Wall 493U81 


GRAINGER. 


ITT 


1400 Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE” PACKAGING & SHIPPING 
Find the i. Find Solutions. Find Great Prices. Shipping Boxes 


For more boxes, see Grainger.com®. 





* GRAINGER 


APPROVED 
Reinforced 
Piri Literature Mailers 


Triple-layer sidewalls and double-layer 
front panels prevent the package from 
tearing or bursting during transit. They 

are stronger than standard literature 
mailers and ideal for shipping fragile items 
wrapped in protective packaging material. 


Item 
Inside LxWxH _ Color Board Test No. 
4% x 4% x 2" White 200# 52RT03 
4% x 4% x 3%" White 200# 52RT27 
7X5x3" White 200# 52RR67 No. 52RT03 
8x4x4" White 200# 52RR78 
18x12x4' White 200# 52RT15 





* GRAINGER 
APPROVED 


Gaylord Containers and Lids 


Containers—These large boxes have outside measurements of 48"L x 40"W 
and varying heights that fit on a pallet. They hold and organize bulk loads and 
transfer large shipments between locations. They are commonly used to collect 
recycling, trash, or debris at a facility. Half Slotted Container (HSC) closure style 
boxes have bottom flaps that meet at the center of the box; however, there is 

no cover or flap on top. These boxes are for applications where boxes require 
frequent loading and unloading. Typically, a lid is required to close the box. 
Regular Slotted Container (RSC) have top flaps that meet at the center of the box 
when folded and are usually closed using tape or staples. 


Lids—Cover and close Gaylord containers while protecting the contents from ter 
dirt and dust during transport or storage. These lids make Gaylord containers ee ce | 
stackable within warehouses or storage facilities. They can be reused as covers — 
or flipped upside down and used as a tray to store and organize items ina 
warehouse or facility. 





Item 
Inside LxWxH _ Board Test Wall Type Closure Style Wall Thickness No. 


MovingKit 





Gaylord Containers 

48 x 40 x 24" 90 ECT Triple Wall HSC Y"" 55VJ71 

48 x 40 x 36" 51 ECT Double Wall HSC Ya” 55VJ73 

48 x 40 x 36" 51 ECT Double Wall RSC Yap” 55VJ72 

48 x 40 x 36" 90 ECT Triple Wall HSC yr" 55VJ75 

48 x 40 x 36" 90 ECT Triple Wall RSC %"' 55VJ74 No. 4NZE1 

48 x 40 x 48" 90 ECT Triple Wall HSC yp" 55VJ76 iB 
Gaylord Lids ip Way 10 Move 
36% x 36% x 5" 48 ECT Double Wall = YQ” 55VJ80 ra 
40% x 30% x 5" 48 ECT Double Wall = V,” 55VJ81 EOD 
4054 x 4054 x 5" 48 ECT Double Wall = V9" 55VJ82 
4854 x 2454 x 5" 48 ECT Double Wall = V9" 55VJ83 7 7 7 
4894x4895" 48 ECT Double Wall ve s5vae5 | Printed Moving Boxes and Kit 
49% x 41% x 5" 44 ECT Single Wall = Ae” 55VJ84 


Printed Moving Boxes—Large enough to hold household items and 
small enough to be handled by movers and stacked in a truck or container 
for transport. They are preprinted with labels that allow movers to write in 
identifying information. 


Kit—Includes a combination of products for packing and moving household 
items. Boxes have labeled areas for writing in contents or other identifying 
information. Protective packaging material wraps fragile items to protect 
them from damage during transport such as cracks or chips. Tape seals a 
packed box, and markers label boxes with contents. Moving kit includes: 


(5) boxes: 16” x 12-%” x 12-1”; (4) boxes: 18” x 18” x 16”; 
(2) boxes: 24” x 18” x 18”; (1) tall box: 26” x 6" x 36-12” 


(2) rolls of tape: 2” x 55 yds.; (2) rolls of bubble wrap: 16” x 9”; 





Item Pkg. 
Wa GRAINGER Ww L _ Thickness No. Qty. and (1) black marker. 
APPROVED 30" 30" Ye" 5HZT6 10 
30" 30 i 5HZT2 25 Item 
Standard-Duty 30". 40" ia" ~-«36MZ49.—i«OSS Inside Lx WxH Board Test Wall Type No. 
30" 48" 164" 36MZ50 5 Printed Moving Boxes 
Corrugated Pads 30" 60" Yea" 36MZ51 5 16 x 12% x 1214" 200# Single Wall 1PJZ3 
36° 48" 2" 55VK04 1 18 x 18 x 16" 200# Single Wall 1PJZ4 
These single-wall corrugated pads ~~ 36" 72" a2" 55VK05. 1 24 x 18 x 18" 200# Single Wall 1PJZ5 
are sheets of 32 ECT cardboard 40" 48" /32" 55VK08 1 24 x 18 x 24" 200# Single Wall 1PJZ6 
; 0" 60" i 56EC39 1 Item 
for layering between items on a qo" 4a" ag 55VK09 Inside Lx Wx H Board Test Wall Type No. 
pallet. Corrugated pads separate 40" 4g" Hp" 55VK10 1 Printed Moving Box Kit 
products in a stack, protecting is a oe ang 26 xX 9% x 37" 200# Single Wall 1PKA2 
: : " 30" Item 
them from damage or slippage. 60° 60’ eo" —SBKIA Includes No. 
They can be used to protect the 60" 96" «BVI Snap-Off Knife/Marker Pack 
floor from pallet base damage. rex i2 Ye" 5HZT5 10 Permanent, Waterproof, Non-Toxic Black Marker 4NZE1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1401 
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PACKAGING & SHIPPING Scan. Order. Done. |= fF; 
Paint Can & Insulated Shipping Kits Details on page A1. 


For more boxes, see Grainger.com®. 












Insulated Foam 
Shipping Container 
No. 12F276 


No. 
22EP43 


<1) DANIGEROUS 
Goo DS? BERLIN PACKAGING 
Industries 


Paint Can 
Shipping Kits 


= Berlin brand items are UN Rated 
= Polar Tech brand items are UN/USA D.0.T. Approved containers 




























































































































































































































































































































































































These preassembled boxes are for shipping containers of paint, primers, Insulated Box & 
or floor coatings. They are labeled with codes that identify the contents, — pac Kit 
and they are printed with arrows that help handlers keep the boxes in an - 
upright position during transit. 
Holds Number 
Inside Lx Wx H eee ed anton! a saad ay Industries 
nside L x Wx oli ontainer Size est ran 0. 
5x5 x 6" AG/Y2.3/S __(1) 1 gt. Paint Can 2754 _Berlin 22EP43 | Insulated Inside Lx WxH hieknéss No a, 
5% xX 5% x 6%" 4G/Y1.8/S (1) 1 gt. Can 275# Polar Tech 12F315 = a = ‘Insulated Box and Foam Shipping Kits ie 
~_ 5%xX5%X6% _ AGIY1.8/S (1) 1 gt. Can 275#  PolarTech  40TE38_ Shipping Kits Bx 4x 5V4 100° 12F380 2 
8% xX 5% xX 12%" 4G/Y6.7/S (1) 1 gal. Can 275# Polar Tech 12F321 : 6 X 5 X AV" 4 05" 12F381 0 
8% x 5% X 1256" 4G/Y6 us (1) 1 gal. Can 275# PolarTech 40TE35 | Box and Foam Kits— 6x5 x6%" 1.25 12F382 2 
856 x 8% X i0ve 4GV6.8/S _(1)1gal.Can 2754  PolarTech _40TE34_| Shipping box with a lidded foam “Ox Tx5 075" 1279673 
10 x 10 x 6" 4G/Y9.3/S (4) 1qt.Cans _ 200#DW Berlin 22EP45_ | insert for packaging and shipping 9% x 705 x 1014" 075" 49T968 
10% x 10% x 6%" AGY7/S (4) 1 gt. Cans 275# Polar Tech 40TE31 — ; : ‘ 10% x 10% x 11" 1.25" 12F402 2 
10%x5%x6%'  AG/Y1.8/S (2) Tqt.Cans __275# —~Polar tech _—‘12F316__‘| Products. The foam container holds — 0 ay cya a 50" 40986 0 
115% x 8% x 12%" —_ 4G/Y6.7/S (2) 1 gal. Cans 275# Polar Tech _—-12F322__—=|: the product and fits securely into 10% x 10% x8" 075" 127970 
~~ 16%x11%x 12%" —4G/Y26.5/S (4) 1 gal. Cans 275# Polar Tech 40TE37_—| ¢ha box These kits help keep the 405% x 6 x 314" 0.75" 12F413.—4 
x7 x9%'____—AG/Y35.3/5__(4) 1 gal. Cans 275 Berlin 22EP46_ 10% x 6x5" 075° 12F414. 4 
17%x8%x10% 4G/Y1.8/S (2) 1gal.Cans __275# ‘Polar Tech _—‘'12F319 | Package temperature constant and 12x10 x7" 150° 12F338 2 
—17%x8%x10%" —_4G/Y26.8/S (2) 1 gal. Cans 275# Polar Tech 40TE28 prevent damage to the products . 12x 10x 9" 1.50" 12F339. 2 
17%x17%x10%" 4G/VY1.8/S (4) 1 gal. Cans 275# Polar Tech __12F820_ | tom aycassive heat or cold 12x 10x 15" +50" 49F3871 
~175%8x17%x 10% —4G/Y26.8/5 (4) 1gal.Cans_ ——-275# ~—S Polar Tech = 40TE25 Fox 12x 11% 700" 12F340 1 
eee «| «iam Containers—Lightweight 12% x10%x 10%" 2.00" 12F388 
— boxes made of expanded polysty- 12% x12%x12%" 1.25" __12F405 1 
= ti ea 13x 13x12" | 1.50 12F341 1 
Sci pack Conavee PAcE spas rene have a tight-fitting lid that “13% x 1154 x 1174" 1.25" 12F389 1 
No. 12F366 No. 4YRJ3 Be closes the box opening with an 14x 8 x 10" 0.75" 1279731 
° ° = SS insulated seal. These reusable V4¥ext4vex 13" 1.25" Tara _ 1 
canes cto ‘ 14% x 14% x 14" 0.75" 1279741 
pene containers resist leaks and keep 15 x 13 x 13" 0.75" 127975 
food and medical supplies cold — 7 x : x15 ir Het : 
vi . X X 8 
“=~ ~=s~ | during transport. ~~ 17x 17x9" 150° 12F343 1 
—sy7 Insert Wall Item Pkg.  18x14x19"_ 1.25" 12F344 1 
Inside LxWxH Thickness No. Qty.  18%4x18%x17'" 0.75" 127980 1 
Industries Insulated Foam Shipping Containers 19x 12x 121" 1.50" 12F345 1 
6x 4% x 3" 1.00"  12F276 1 19x 12x 16" 150° —«12F394.—1 
Cold Packs cia tem Pkg, | OX4@x5V 1.00" 422751 2iVax 15%x 15% 2.00" 42F3A7 
6x5x 6" 1.25" 12F333. 22278 x 167% x 16%" 1.25" «1279831 
= Reusable ea Weight _L__W_ __No.__Qly. | “4oxt0x4%" 0.75". 127969. -3.~«~~—«23x 14x23" 250° 12F395 1 
3 1b 6/6" 12F377 8 1W0%x8%x9Ve" 1.50" —-12F384. 325 x 16% x 12" 150°  —-12F397_—s« 1 
Gel—These packs are flexible when = a "49375 18 12 x 10 x 15" 1.50"  12F335 2 30% x 14% x 16" 1.50" —«-12F398 1 
not frozen and contain refrigerant Biodegradable 9lb. 8 6° 12F378 6 
gel that stays colder longer than 101. 66" 12F376_ 12, | SONOCO 
ice. They help maintain a consistent ig ‘ a . vat iz THERMOSAFE 
temperature inside boxes or pallets Leak Proof §=—to7,- “tq —@ —gTWL3og . 
of perishable products. Moisture | 8 Ib. o 4 2F 367 18 Insulated Plastic 
safe packs have a nonwoven poly Sb; a  40R371 4 Shipping Containers 
cloth that absorbs moisture. iolctura Sate 2 tb. S S. ee 2 Reusable boxes or totes secure food products 
Freezer—Rigid cold packs resist ~9lb. 10% 8 12F373 3 | for transport. These hard plastic containers 
damage from punctures and can last 19 1b. 5%" 4" 12F366_ 48 | help maintain a constant temperature inside 
for years. They contain anontoxic — 19 lb. 10" 6 rele oe the package and protect the contents against 
gel that helps maintain aconsistent — Weight L W No. ty. | damage from excessive heat or cold. They are 
temperature in coolers and ice Freezer Packs = _____ | more durable and maintain temperature longer 
chests to prevent perishable prod- oe £ ——4¥nig-ag— | than corrugated boxes and foam containers. 
ucts from spoiling. 9b. 6 6" AYRJ4_12 Inside Dim. —_Insert Wall Item 
9 Ib. 6%" 6" 4YRJ5 8 LW H_ Thickness Insert Material No. — 
Cold Packs—These leakproof 9b. Bt 6° AYRJG. =<G6~—=«| «15" +14" 15% 2.00" Urethane Foam 420M29 
packs of refrigerant gel stay colder é ape is 1074" 8 4YRJ8_ 3 in aw oo ea 5 Urethane ey 
: : : 0 acks 8 2 : retnane roam 
longer than ice. They help maintain a5 Ib. 9 4 ayRK2 3. | 37 41" 29" 3.00" Urethane 420M10 sa B50 uGE 
consistent temperature inside boxes 6 Ib. 4 2Vs'*AYRJQ— 12 ar AT ST 800" Urethane 42011 
or pallets of perishable products. 6 !b._ EVA AY AYRKT 6 | 54" 41" 68%" 3.00" Urethane 42013. 
1402 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


TTT 





GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 










Stencil Roller 
Replacement Head 
No. 5A143 


Stencil Roller 
No. 29WN99 





Stencil Brush 
No. 5A134 






Stencil Roller Foam Roller 





Handle Handle 
No. 29WP0O1 No. 32UR96 
MARSH Replacement 
Marsh Shipping Supply Co.,LLC Fountain Brush Tip 
No. 5A142 


Stencil Rollers 


These rollers are used to apply roll-on 
inks to shipping stencils and transfer a 
message from the stencil to a shipping 
container or product. 


Foam Roller Handle—Economical 
stenciling system uses Rolmark ink 
On porous and nonporous surfaces for 
occasional stenciling. 


Stencil Rollers—Shipping stencil 
rollers come with replaceable handle 
and head. 


Replacement Fountain Brush 
Tip—Replacement tip with hog hair 
bristles is for stencil fountain brush 


Stencil Brush—A valve dispenses N0- 94134. 


compatible Rolmark and K-1 ink into 
hog hair brush bristles. The protective 
cover prevents drying when not in use. 


Replacement 


Overall Handle Replacement Head Handle Mfr. Item 
Length Length Head Material Diameter Material Model No. 
Stencil Rollers 
2 — Neoprene Eg = 70150 6YLT5 
3 %a" — Neoprene 2 — RM10-30F 29WN99 
of _ Neoprene 2" _ 70300 6YLT6 
AVA" _ Neoprene 2 _— BERT) 4HY28 
by" oD: Neoprene 2" Aluminum RFR200-30  5A131 
by" a Neoprene 2. Aluminum FR100-30 5A135 
Stencil Roller Handle 
j i Neoprene 2" Plastic RM15-30 29WPO1 
Stencil Roller Replacement Head 
3/4" _— Neoprene 2" _— 30866 5A143 
Stencil Brush 
813/64" 5 Hog Hair Brush 2 Aluminum 30322 5A134 
Mfr. Item 
For Use With Model No. 
Foam Roller Handle 3", for Rolmark Ink 
RM20-30 32UR96 
Foam Pad for Rolmark Ink 5" x 7" 
RM20-30 RM-50 32UR93 
Replacement Fountain Brush Tip, Includes Polypropylene Cap 
Mfr.No. 30322 30142 5A142 






No. ; 

48UH53 
Stencil 
Hand Coder eaieall Set a rane ae 
; : ‘ rinthea rint Type FontSize of Print 0. 
Lightweight coder prints | fand Coder 
high-resolution characters, Thermal Inkjet True Type Up to 0.5" 6 48UH53 
logos, and QR codes. Itis Market Indicator Item 
compact for use at multiple aauiaest Printer Brand Ink/Toner Color No. 
angles. Requires (4) AA 90900 DailyJet Black 48UH54 
batteries, not included. 90925 DailyJet Black 48UH55 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


PACKAGING & SHIPPING 
Stencil Rollers & Inks 





No. 4HY29 


MARSH 


Marsh Shipping Supply Co., LLC 


Stencil Ink 


Shipping stencil inks are applied 

to shipping stencils to transfer the 
message from the stencil to a shipping 
container or product. 


Roller Inks—Water-resistant ink is 
rolled onto a shipping stencil with a 
compatible ink roller. 


Roller Ink Cartridges—These 
cartridges screw into express roller 
No. 4HY28 sold on this page. 


Spray Cans—Aerosol cans are used 
to spray ink onto a shipping stencil. 
This is a faster way to apply ink than 


rolling it on. 
Stencil Ink 
Container Container Resistance Mfr. Item —— Pkg. 
Color Type Size Properties Brand Model No. Qty. 
Stencil Ink Spray Cans 
Black AerosolCan 11 oz. Water Resistant Marsh 30395 5XT13.—s 
Dark Blue AerosolCan 1202. woe'Pool. . Sprayon S03109000 1HGE2 1 
Orange AerosolCan 12 02z. Waterproof Aervoe 2805 36XE31_—s 1 
Red AerosolCan 12 02z. Waterproof Aervoe 2801 36XE28_—s 1 
Tan AerosolCan 120z. ypwiterproo!. = Sprayon SC3119000 6KDU1 1 
White AerosolCan 11 02z. Water Resistant Marsh 30400 5XT14 1 
White AerosolCan 12 0z. Waterproof Aervoe 2807 36XE33_—s 1 
Yellow AerosolCan 12 0z. Waterproof Aervoe 2802 36XE29_ 1 
Stencil Roller Inks 
Black Jug 1G. Water Resistant Marsh 20903 5A132 1 
Black Jug 1 qt. Water Resistant Marsh K-BK-Q _5A136 1 
Black Bottle 1 qt. Water Resistant Marsh 70903 6YLT8 1 
Clear Jug 1 at. Water Resistant Marsh RMS-Q 5A133—s 1] 
Red Jug 1 qt. Water Resistant Marsh 20909 1F152 1 
White Jug 1 at. Water Resistant Marsh 20923 1F151 1 
Yellow Ju 1 at. Water Resistant Marsh 20926 1F153 1 
Stencil Roller Ink Cartridges 
Black Bottle 4 oz. Water Resistant Marsh 70987 6YLT7 1 
Black Bottle 4 oz. Water Resistant Marsh 33564 4HY29 8 
White Bottle 4 07. Water Resistant Marsh 33565 4HY30 3868 
LY ® 
MARSH 


Marsh Shipping Supply Co., LLC 


Stencil Cutting 
Machines and 
Oil Boards 


Stencil Cutting Machines—Punch 
out letters and numbers on oil boards to 
create custom stencils for marking ship- 
ping containers with messages, warnings, 
and handling instructions. Compatible 

with individual shipping stencil oil boards. 






No. 4W224 
w/Oil Board 
(Sold Separately) 


Character Characters Lines Item 


Not compatible with shipping stencil oil Size  perFoot perBoard No. 
board rolls. Stencil Cutting Machines 
%y" 24 6  48RD15 
Stencil Oil Boards—Individual rect- 7 16 4 _1F150 
angular sheets of material are used ! Ue eee 
Overall Overall Item 


with cutting machines to create custom 
stencils. After the machine punches the 


Color Width Length Thickness No. 
Stencil Oil Boards 


message into the board, ink is applied en Caer 
to paint the message onto a container or == Brown —gy7r 94" 9.015" 52KEA7 
product. Boards are made from materials r 20" 0.015" _52KE46 
that resist ink bleedthrough, which helps oa; Sp oona 
ensure crisp, readable messages. They Yellow “> 9" 0.015" 52JH81 
can be used on flat or curved surfaces. 7 24" 0.015" 48RD16 





PACKAGING & SHIPPING 
Packing List Envelopes, Tags & Inventory Labels 


Scan. Order. Done. 
Details on page A1. 





* GRAINGER 


APPROVED 


Inspection Tags 

= Pkg. of 1000 

These paper tags inform employees when 
equipment has been inspected and is in 
safe condition to operate. They improve 
equipment tracking and management. 





No. 1HAA9 





No. 29PH40 


No. 29PH41 No. 29PH38 


No. 1HAB5 


All tags include a 12" wire and fiber- Item 
APPROVED reinforced patch to prevent ripping. Inspection Tags, 614"H x 34"W 

= Item Caution Yellow 1HAB5 

General-Purpose Pre-Printed Legend Color No. Danger White 1HABS 

= ipspection Tags, 49/"H x a oad THAAD panger 0 a Operate vate aes 

ccepte reen nspection Log ite HAC3 

Packing List Envelopes Inspected Yellow 1HAB4 Inspection Record White 1HAC1 

A message on the front of the envelope identifies the contents within. Adhesive- ae ee ee ~ pp aintenance Log Foe ee 

backed plastic pouches are stuck to the outside of a package to hold shipping Scrap Red _1HAB3  — Warning White _ 1HAB6 

documents. They ensure invoices, packing lists, and safety data sheets are 

visible and reduce the risk of them getting damaged, lost, or thrown out. Use on * ean 


boxes, cartons, mailers, tubes, and large envelopes. 

















Outside Outside Message Item Pkg. Blank Shipping Tags 
Message H L Color Location Brand No. Qty. 
Side Loading = Pkg. of 1000 
AV" 9%" Orange Centered GA  29PH40 250 
Invoice Enclosed Ay" 6 Red ‘Top GA 29PH41 250 | Paper tags can be attached to prod- 
af Aye puange we ae aaa an ucts that a label will not fit on, such 
Packing List/Invoice Enclosed — gy" —Orange Centered GA 29PH29 250 | 8 brooms. There is space for users to 
uA 7H. piange ; Hop ; a pHa a write or print information such as ship- 
2 2 range entere : : 
Ava 6" Red Top GA 29PH31 250 ping addresses, product IDs, inventory No. 1GYN7 No. 1GZL7 
Packing List Enclosed ae a Orange pucnieres : GA : 9PH36 250 tallies, and instructional messages like : : 
: ‘ ear Top, Bottom Scotch 5A14 N : + il Nanpinyt . 
5p" 10" Orange Top GA ~29PH37 250 hold for inspection" or “priority ship- Tay Color oe a 
Toa tall r ov" Green Top GA 39UK94_ 1000 | ment." All tags include a12" wire and “Tag #4, 4 % inHx 2 % inW 
op Loading F ea +t Bl 
5 6’ Clear Centered Scotch 2A668 500 | fiber-reinforced patch to prevent ripping. ue ae 
Documents Enclosed ‘ i vorescent fee 
6 10" Clear __-Gentered Scotch 3KT65__1000 Tag Tag Tag Card Stock Item Fluorescent Pink THAA3 
Dacuments Enelosed a 6 Clear _ Centered Scotch s3JVO4_ 12 Number Height Width Gauge No. Fluorescent Red 13 Points —16¥2Z2 
6 8 Clear Centered 3M =6ob3JV0G—SsC88 Manila FI Yell oints 1GZL1 
Documentos Adjuntos 5 uorescent Yellow 
; 6 10 Clear Centered 3M _ S3JV03 4 #2 3% 1%" 13Points 1GYN6 — Green 1GYU7 
Invoice Enclosed 9" a Orange Top GA __29PH39 250 #3 RE 17%" 13Points 1GYN7 Orange 1GYY3 
Material Safety DataEnclosed 5%" a Orange Centered GA 29PH388 250 #5 Ay" 2%" 13Points 1GYN9 Red 1GYR5 
Packing List Enclosed oe r Orange _Top GA 29PH34 250 #65" 2%" 13Points 1GYR1 — White — THAAG 
Zz / Orange Centered GA  29PH35 250 #7 5% 2% + 13Points 1GYR2 Yellow 13 Points 1GYT5 
i te 6%" 3%" 13Points 4X886 Tag #5, 4% inH x 2 % inW 
ite uorescent Green 4WLA6 
#1 bY" 27%; 13Points 1HAA7 Fluorescent Pink 4WLC1 
#2 34" 1%" 13Points 1HAC6 Fluorescent Yellow 4WLA2 
#8 6%" 3%" 13Points 1HAA8 Green 13 Points —4WKX9 
No. No. Card Stock ltem Orange 4WKZ3 
29PH47 19NY33 Tag Color Gauge No. Red 4WKX1 
Colored White 4WKY4 
Tag #1, 2 %4 inH x 1 % inW Yellow 4WKX®5 
Blue AWKY6 ‘Tag #6, 2 %4 inH x 1 % inW 
——. Fluorescent Green 4WLA4 White 30 Points 4WLC3 
-yorescent pine AWE Tag #6, 5 % inH x 2 % inW 
Outside Outside Item Pka. uorescent Re 4 5 Blue 1GYX7 
* GRAINGER H L Color No. aly. Fluorescent Yellow 13 Points ~aWKz9 Fluorescent Green 1GZL9 
APPROVED Side Loading Green AWKX7 Fluorescent Pink 1HAA4 
= 4" 3" Clear 29PH47 950 Orange 4WKZ1 Fluorescent Red 1GYZ4 
Blank Packing 3 9" Clear 29PH46 250 White 4AWKY2 Fluorescent Yellow 43 Points 1GZL3 
. Ai" 5¥%" Clear 29PH44 250 Tag #2, 3 Ys inH x 1% inW Green 1GYU9 
List Envelopes Ai" a Clear 29PH43 250 Blue 1GYX3 Orange 1GYY5 
514" 7 Clear 29PH45 250 -Horescent teen ; ngtT ie te 
i 514" 10" Clear ~+=29PH52 250 uorescent Re ite YV8 
These envelopes have an adhesive 5" 10" Clear 2UFH3 1000 | Fluorescent Yellow 3 pointe _1GYZ8  _Yellow 1GYT8 
backing and can be stuck to the B3;" 10%" Red 29PH51 250 SLE ; GV US Tag #8, 6 % inH x 3 % inW — 
inpi 7" 10" Clear + 29PH53 250 range ue 
outside of a package to hold shipping Bi" 11% Clear 29PH50 250 Red 1GYR3 Fluorescent Green 1HAA1 
documents. This reduces the risk of WA 17" Clear 29PH49 250 alow a 1GYT2 plunrescent Pink ; HL 
i gin" 12%" Clear 29PH48 250 ag #3, 3 4% inH x 1% in uorescent Re 
the documents getting damaged, l0st, eam Blue 4WKY7 Fluorescent Yellow 43 py _1GZL5 
or thrown out. Use on boxes, cartons, gif" 9% White 19NY34 25 Puotescelt een TERS teen 1GYV2 
i T3" 13" White 19NY33 95 uorescent Pin 4 range 1GYY7 
mailers, tubes, and large envelopes. Fluorescent Red 13 Points —AWk76- ~Red +GYR9 
Fluorescent Yellow 4WLA1 White 1GYX1 
Scotch Green 4WKX8 Yellow 1GYU2 
* GRAINGER ‘ 
Pouch Tape APPROVED o. 
Dispensers | Inventory ie 
Pull/Cut Dispenser secures to a table or wall _— Control Labels 
the for easy dispensing of pouch tape. 3" No. m = Roll of 1000 No. No. 
core. Tape Dispenser has adjustable feature s53uyvos i = (= 3" core D6074 D6075 
that allows use of tape pouches and protec- Ree: Ns Pressure-sensitive paper labels iden- 
tion labels in lengths from 5" up to 12". Can a tify the status of supplies for storing, 
be table top mounted or used as a portable ; routing, and tracking. Labels with > CHOOSE: Item 
dispenser for versatility. 7 —_— legend are 2" x 2" dia. With Legend salu it 
Tape Item > CHOOSE: Item Green, Orange, 
For Use With Width H L No. H W | Shape Color No, _ Counted Pink. Yellow | 26074 
Pull/Cut Mountable Tape Dispenser Legend - Blank Inspected D6075 
Self Adhesive Tapes 5" — — 2A6/2 3" 2" | Rectangle Green: Dranae F8572 Rejected Green, Orange, | D6076 
Tape Dispenser 3° 4" | Rectangle Pink. Red Yellow F8571 Return to Stock | Pink, Red, Yellow | D6077 
Pouch and Label Protection Tape 6" By" 14%" —_-53JV08 1") -Girele F8588 Use First D6073 


1404 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Instructional Handling Labels 


Communicate information on how to handle shipments, how to open shipments, 
what's inside shipments, and where the shipments are coming from. Labels are 
applied to boxes, mailers, crates, drums, etc. For more instructional handling 


labels, see Grainger.com® 


* 


GRAINGER 


GA APPROVED 


PACKAGING & SHIPPING 
Packaging Labels & Thermal Labels/Ribbons 








HANDLE WITH CARE 


DELICATE 
INSTRUMENTS 


FRAGILE 








No. 16U961 No. 16U960 
Labels per Roll 
Back- 50 500 
Label Label ground Item Item Labels per Roll 
Message Width Height Color* Materialt No. No. Back- 30 500 
Shipping Arrows Label Label ground ltem Item 
Arrow (Image Only) saeciar| HMessaye Width Height Color* Materialt No. No. 
is Si " 7 — pecial instruction 
ee nis Site Up} * g W P Aa 16V040 3 wh Electronic Material, Don't Drop a Z W P, AB 16U976 16U875 
Arrows with Message Heavy 8" 2" Y P AB — 16U811 
This End Up a a" W P AB 16V033 16U862 No Top Freight o 3 Y P, AB 16V017 16U899 
This End Up 4" 8" W PAB | 16V034 | 16U861 Perishable _ 3 4 W P_AB = 16U851 
Arrow with Multiple Messages Time Sensitive 
This End Up, Comply w/Spec. rs W PAB | 16V036 | 16U860 Rush. 3 3 R P — 9wD25 
Care Instruction Shipping Contents 
Do Not Climate 
Do Not Accept, Is Damaged 5" cl G P AB 16U961 | 16U885 Keep Away from Heat 37% o. W P — 33W825 
Do Not Break Down Skid ie R PAB | 16U962 | 16U805 Keep Frozen eb R P = 3WRZ3 
Do Not Drop 3" cy W P AB 16U964 | 16U873 Keep Frozen 3 4’ W P _— 3WRY4 
Do Not Forklift 5" = R P AB 16U966 | 16U833 Protect From Heat 3 4’ W P, AB = 16U856 
Do Not Freeze a 4 W PAB | 16U967 | 16U808 Protect From Heat 3 4 W P — 3WRX5 
Do Not Ship 5" a G P AB 16U968 | 16U884 Enclosed Documents 
Do Not Stack 3" 4" R P = 3WRZ1 Instructions Enclosed ) a ig P,_ AB 16V004 — 
Do Not Stack aI 4" W P AB 16U969 16U850 ee lst enclosed 2 3 R PAB 16V022 16U831 
Do Not Stack cd 4" W P — 3WRX9 nterior Components 
Do Not Use Blades To Open 37 W PAB | 16U974 | 16U857 Delicate Instruments 4 R PAB | 16U958 | 16U788 
Hold, Do Not Ship 5" 3" G P AB 16V001 | 16U883 Glass 4’ 4’ W PAB — 16U880 
Refrigerate Do Not Freeze a W PAB | 16V030 | 16U853 Mixed Carton a G PAB | 16V009 | 16U888 
rae or oe re: 
| i " IX ; 
Fania Instruments, Fragile 2 s. ¥ ey — tae Partial Case 5 3 G P AB 16V024 16U901 
Fragile, 4 Square 4" 4" W P AB = 16U881 Small Parts Enclosed 5' i G P, AB 16V032 16U797 
Fragile, Broken Glass ae W PAB | 16U993 | 16U790 Time Sensitive 
Fragile, Electronic Equipment 5 3 Y PAB | 16U983 | 16U792 Perishable 3 4 W P = 3WRY2 
rae Ua ce IS 18reTpeatn 
ragile, Liqui 5 : 7 7 : 
Fragile, Thank You es W PAB | 16U988  16U907 Attention__ 8 3 0 PAB | 16U950 | 16U803 
Fragile, Thank You yo W PAB | 16U989 | 16U863 Box_Of__ oS R PAB | 16U951 | 160794 
Fragile, This Side Up a 2 W PAB | 16U991 | 16U869 Inspected By__ oS R PAB | 16V003 | 16U802 
Fragile, This Side Up ES W PAB | 16U990 — Must ship Today 9 3" R PAB | 16V016 | 16U806 
Fragile ‘This Side UP" 3" 1%" W PP, AB — 52RW32 Ready to ship 9 3" Y PAB | 16V029 | 16U902 
Keep Dry, Fragile, Up 2 4 W PAB | 16V006 | 16U859 Skid__Of_ 9 3 G P, AB = 16U795 
Handle with Care pountry of Origin 
Delicate Instr., Handle With Care 3" 2" W P, AB 16U956 16U877 : : 
Fragile, Handle With Care 3" = W P AB 16U984 | 16U866 Made in USA 1 1 W P, AB 16V008 | 16U804 
Glass, Handle With Care a = W PAB 16U995 | 16U864 Labels 
Glass, Handle With Care 5" a W PAB 16U996 | 16U865 per Roll 
Handle With Care cl 4 W PAB 16U997 | 16U791 Back- 1000 
This Side Up .)/ R P = 8UR35 Label Label ground Item 
This Side Up 5 aa W P AB _ 16U789 Message Width Height Color* Materialt No. 
Inspection Waste 
Skid__ Of __ 5 cy G PAB 16V031 — ORM-D . 
Opening Instructions Consumer Commodity, ORM-D 2a 1%" B P, AB 16U819 
Open This End 5 a Y PAB 16V018 | 16U832 Consumer Commodity, ORM-D-AIR 2%" 1%" B PAB 16U818 


*W=White. G=Green. R=Red. Y=Yellow. B=Blue. O-Orange. fP = Paper. PP = Polypropylene. P, AB = Paper, Adhesive Back. PP, AB = Polypropylene, Adhesive Back. 






* 


GRAINGER 
APPROVED 


Thermal Transfer Labels 


Blank paper labels require a ribbon to 


No. 
35YP26 


produce crisp images that will last longer * pairs 
than direct thermal label images. An adhesive 
backing allows the labels to stick to shipping Thermal Transfer 


containers. A thermal barcode label printer 
is used to customize the labels with print 
addresses, barcodes, and company logos. 
Thermal transfer label rolls save time 
because they contain more labels than a 
fanfold. Fanfold labels consist of multiple 


—— | Ribbons 


Use with thermal barcode label printers to print information on thermal 
transfer labels. The ribbons contain ink that is absorbed into the label 
material to form a crisp image during printing. Wax ribbons create 
smudge-resistant images. They are suitable for labels that will be used in 


labels that are folded into a stack. Colored oe indoor environments. Wax/Resin and Resin ribbons resist smudges and 

labels can be used for color-coding ship- any ne scratches and can be used in indoor and outdoor environments. Wax/Resin 

ments, shipping locations, and products. ribbons may be exposed to light or moderate abrasion. Resin ribbons may be 

Label Label Label Core Label nee Rolls cern exposed to heat, heavy abrasion, greases, oils, and harsh chemicals. 
Width Height Color Dia. Material per Roll per Case No. Compatible Ribbon Ribbon Core Rolls Item 

Thermal Transfer Label Rolls-Ribbon Required Printer Brand Width Length Color Dia. per Case No. 
oO all White a Thermal Transfer Paper 1200 8 22D090 Wax Thermal Transfer Ribbons 
4" 2 White ch Direct Thermal Paper 3000 4 22D104 Intermec 4.09 208 it. Black da 6 30YP31 
4" 2 White 3. Thermal Transfer Paper 3000 4 220091 Intermec 4.09 1499 ft. Black 1" 6 30YP32 
4" 2 White ch Direct Thermal Paper 2000 4 22D105 Zebra 2.38 1476 ft. Black 1" 6 35YP26 
4" 3 White cl Thermal Transfer Paper 2000 4 22D092 Zebra 4.03 1476 ft. Black 1" 6 35YP28 
4" 4" White 2 Thermal Transfer Paper 1500 4 22D093 Zebra 4.34 1476 ft. Black 1" 6 35YP29 
4" 6" White T Direct Thermal Paper 290 16 22D109 Zebra 5.98 1476 ft. Black ile 6 35YP30 
4" 6" White 3 Direct Thermal Paper 1000 4 22D107 Wax/Resin Thermal Transfer Ribbons 

Fanfold Thermal Transfer Labels - Ribbon Required Intermec 0 208 ft. Black E 6 30YP38 
4" 2" White  — Thermal Transfer Paper 9000 2 22D097 Zebra 4.03 1476 ft. Black 1" 6 35YP35 
4" 6" White — Thermal Transfer Paper 2000 Z 220101 Zebra 4.34 1476 ft. Black 1" 6 35YP36 

Colored Thermal Transfer Label Rolls-Ribbon Required Resin Thermal Transfer Ribbons 
4" i Green ; — 1000 4 35YP21 Zebra 2.38 1476 ft. Black 1" 6 35YP39 
4" 6" Orange 3" — 1000 4 35YP18 Zebra 3.16 1476 ft. Black 1" 6 35YP40 
4" 6" Yellow 3" — 1000 4 35YP17 Zebra 4.34 1476 ft. Black 1" 6 35YP41 

Sign in to Grainger.com® to see YOUR Pricing and MORE 1405 
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Mailers & Poly Bag Sealers Details on page A1. 
Le ml 
No. 23M346 = | Dymo brother. AVERY 
at your side Rolls 
= Label Label Label Core Labels per Item 
Width Height Color Dia. perRoll Case Brand No. 
4 he = Direct Thermal Labels . . Direct Thermal Label Rolls 
myer Create custom labels with barcodes and other useful information. Printer Compatibility Desk Top Label Printer 
» These blank labels do riot . ‘Boon: ink oft f “e' 3/6" White 260 1 Dymo 2XZN5 
ese blank paper labels do not require a ribbon, ink, or toner for I; White 500.10 Dymo 1ZTB9 
rinting. Adhesiv king sticks to surf h k 1 2% White 900 1 Dymo __2XZN6 
printing d esive backing sticks to su aces such as packages, 16 3 Whe a {Bim DXZN3 
shipping containers, and warehouse or retail racks. A compatible ti4" 31%" White 350.10 Dymo 1ZTB7 
thermal bar label printer i to print addr if 12%a" 32" White 260 Dymo 2XZN4 
ermal barcode label printer is used to print add esses, barcodes, ss — whe a DyrtioDXZNB 
company logos, etc., see page 1379. Images on direct thermal 7135/9" 1 Veg" White Brother 13C564 


Brother 130558 


labels may fade over time, so they’re not recommended for lifetime 37 1% White 
Brother 130563 


34%" 1'%32" White 


oo 

oO 

fan) 
so7/4}47 44/4) 4/4 


identification 32%" 21%" White Brother 13C559 

; 4" 2%" White 220 Dymo 23M345 

No. 49VT57 Direct Thermal Label Rolls—Multiple labels are stored on a roll 4" 2%6' White 250 we 23M347 
ere 4" 256" White 300 1 Dymo  1ZTB8 

core. Label rolls reduce reloading time because they contain more e 7 —White 590 Dymo 23M346 

labels than a fanfold. 6" 4" White 200 1 _ Brother 130569 


[ee) 
Oo 
Oo 


: 7%" 2V4' White 150 10 Dymo  1ZTC3 
Fanfold Direct Thermal Labels—Multiple labels are folded into a _Printer Compatibility Industrial Label Printer 





2 1" White 3" 3000 4 Avery 49VT59 
stack. Fanfold labels take up less space than label rolls. There are 3°)" White 3" 10004 Avery  49VT60 
typically more labels in a fanfold stack than on a label roll, which 4" 2° White 3" 1000 2 Avery 49VTG61 
reduces how often labels need to be loaded into the printer a Se 

No. p : : i 7 Es ae: my | 1000 1 ~~ ~Avery + 49VT58 
23M344 Colored Direct Thermal Label Rolls—These labels can be used printer Compatibility Industrial Label Printer 
for color-coding shipments, shipping locations, and products in a 6 4° White — 2000 — Avery 49VTS7 
; g Pp pping P Colored Direct Thermal Label Rolls 
container. Multiple labels that are stored on a roll core. They can Printer Compatibility Desk Top Label Printer 
also be used to draw attention to shipping information. 1a 3 Clear 1130 1 Dymo __23M344 


Industry Item Pkg. 
No. No. Qty. 


000 36DZ22 500 








W L 
Bubble Lining 
4" 8" 











No. 5" 10" 00 36DY92 250 
36DZ22 6" 10" 0 36DY91 250 No. 52235 
6" 10" 0 360205 25 
7a. 12" 1 36DY94 100 
Tie Ae 1 39UL27 25 
* 8%" 12" 2 36DY95 100 
GRAINGER Sie 12" 2 36DZ08 25 
ae el 
2 2 
gv" 14%" 4 39UL29. 25 renee 
Self-Seal Bubble 10%" 165 36DY93 100 
d Padded Mail i2%9" 19" 6 860202 60 
2 
an a € allers ica 20 a en uKS2 50 i] 
j ecycled Macerated Padding | 
= For more mailer envelopes, i i atiGa 350 No. 13F534 
see Grainger.com Bi A 2 y 47096 190 
' = 5 5! 4TU97 
Kraft exterior has either bubble lining tow 46" 5 ATU98 100 
or glued-in macerated lining to absorb _ ra : eae ct * GRAINGER 
: 2 2 
se serie ee she oe ave 20 aTU99 0 APPROVED 
evidence and product security. Kraft color. : p' 5 5 | 
Heat Poly Bag Sealers 


Seal parts in plastic bags for shipping, distribution, or storage. Bag sealers use 


ste GRAINGER a pressure and heat to close poly bags with a watertight, airtight seal. They crimp 
APPROVED ET Deanna the top of a bag and apply heat that melts a strip of the bag to close it. 
7 Foot-Operated—These sealers helo Clamp-Style Hand-Held—Create a 
Poly Mailers with floor sealing jobs. consistent seal on flat and gusseted 


= For expansion mailers, 
see Grainger.com® 


Hand-Operated—Spot crimp sealing PY 549s oF poly tubing. 


for flat and gusseted poly bags or poly Repair Kits—kKits include heating 


White polyethylene exterior is tubing. element, lower PTFE tape, and upper 
stronger and lighter than a kraft PTFE fabric. 
mailer. Tamper-evident hot melt 
REPAIR 
self-seal closure. Water-resistant. A. KITS 
i 0 O. Max. Seal Overall Overall Item Item 
Bubble mailers are 1 00 Mo recyclable. Seal Length Seal Width — Thickness Height Length No. No. 
Mailers with silver inner lining No. 36DY89 Foot-Operated Bag Sealers 
identiali 18" Yap" 7 mil 29 1" 17" 41732 52245 
provide document confidentiality. or oe an sag 7 S777 a o7AR 
Industry Item Pkg. Industry _— Item Pkg. Hand-Operated Bag Sealers 
W L No. No. Qty. W L No. No. Qty. 8" Ve 6 mil 21" aT 4LT36 52256 
Bubble Lining Silver Inner Lining 3" Ye 6 mil 24" 37" 2LED9 2LEE6 
4" 8" 000  39UL18 500 6" 9" — _ 36DZ01 1000 12 He 6 mil 85%" 187%" 4LT28 52238 
6%" 10" 0 36DY90 250 Q' 1 — _ 36DY89 ~—_ 500 ie He 6 mil 11" 19" 52235 2VAE2 
6%" ——-10" 0 360210 = .25 10" 13" — _ 360213500 16" Ve 7 mil QT 55" 52240 57242 
8%" 12" 2 360206 25 12” 15%" — 360204 ~—— 500 20° Ve 7 mil 30" 67" 2LED7 2LEE4 
8%" 12" 2 36DZ20 ‘100 147%" 19" — _ 36DZ09_ ~— 250 20° Ha” 7 mil 36" 68" 2LEE2 2LEE8 
9%" 147%" 4 39UK66 —‘ 100 19" 24" — 360221 — «125 24" ¥32” 7 mil 13" 32" 2LED8 2LEE5 
10%" 16" h) 36DZ19 20 24" 24" — 36DZ11 125 Clamp Style Hand Held Bag Sealers 
10%" 16" 5 36DY99 100 NoLining % yy" — 8" 20° 3ZKV8 — 
12%" 19" 6 360223 50 13 16" — _ 39UL13._—s_: 100 6" Ae — 31/6" 7332" 13F532 — 
147%" 20" i 360207 50 20° 20" — _ 39UK68_~——100 iE Ae — 8" 20° 13F534 — 
1406 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° PACKAGING & SHIPPING 
Find the wy. Find Solutions. Find Great Prices. Poly Bags, Ties & Header Bags 









4 Bags are Packaged 
* GRAINGER “== in a Flat Pack 


APPROVED 


Flat, Open-End Poly Bags 


Polyethylene bags meet USDA and FDA requirements for food applications. For heat impulse 
sealers, see page 1406. 


LLDPE Poly Bags—Linear low-density bags have extra strength that can allow a lighter-gauge 
bag to replace a heavier-gauge LDPE bag. 





LDPE Poly Bags—Low-density bags can be heat sealed, stapled, taped, or closed with a bag tie. 


Item Pkg. Item Pkg. Item Pkg. Item Pkg. 

W L No. Qty. W L No. Qty. W L No. Qty. W L No. Qty. 
Linear Low Density Poly (LLDPE 2 mil 24" 30" 5DHAG6 500 10" a SDHU2 1000 
1 mil a 4 5DGP6 5000 24" 36" SDHA7 250 10" 16" SDHU3 1000 
3 oo oDRJ1 1000 o 4) 5DGP7 5000 24" 38" 5DHA8 250 10" Le SDHU4 500 
3 10" SDRJ2 1000 4" 8 5DGR6 2000 28" 42" 5DHC4 250 12" 14" 8AYWO 1000 

g" 1 8RNNG6 1000 5" 7' 5DGT5 2000 2 32" SDHDO 250 12" 18" 4DKY3 500 

10" 12 8YFW1 1000 a. 10" 5DGT7 2000 38" 64" 5DHD2 100 12" 24" SDHV3 500 
10" 1B: SDRK8 1000 oO: 15" 5DGT9 1000 44" 48" SDHD3 100 14" 20" oDHV6 500 
12 es 5DRL5 1000 6" 9 5DGU4 1000 3 mil 14" 24" 5DHV7 250 
12" 13° SDRL6 1000 6" 10" 5DGU5 1000 4" 6" SDHFO 2000 15 24" QUAV1 250 
18" 24" 9MD47 1000 6" 12" 5DGU6 1000 5 8" SDHF8 1000 18" 20" SDHW8 250 
22" 36" 5SDRTO 900 5 15° 5DGU7 1000 6 Q" 5DHG4 1000 18" 24" SDHW9 250 
1.2 mil 7' g" 5DGV1 1000 f 10" 5DHHO 1000 20" 24" SDHX3 250 
32. 50" SDRU3 250 i 12 5DGV3 1000 3" 10" SDHH3 1000 20" 30" SDHX4 250 
Low Density Poly (LDPE) oi 8" 5DGV8 1000 oi 12" SDHH4 1000 22" 30" SDHX8 200 
0.9 mil 8 12 5DGWO 1000 9 12" 5DHH7 1000 24" 24" 9DKG8 250 
4" 4" SDRE8 5000 3" 15: 5DGW1 1000 9 15" SDHH8 1000 24" 30" 8ZAD6 200 

1 mil 8" 1c: 5DGW2 1000 10" 12" SDHJO 1000 24" 36" 8AVL9 200 
10" 16" oDFV6 1000 10" 10" 5DGW9 1000 12 4 5DHJ2 1000 24" 38" 5DHY2 100 
1 16 oDFV8 1000 10" 12" 5DGX0 1000 14" 20" 5DHJ7 1000 24" 42" 5DHY3 200 
1.5 mil 10" 16" 5DGX2 1000 10° 18" 5DHJ9 500 24" 48" SDHY4 100 
2 o SDFX7 10000 10" 18" 5DGX3 1000 20" 30" SDHK2 250 28" 50" SDHY7 100 
oF 6" 5DFZ2 5000 12" 12" 5DGX7 1000 24" 30" SDHK3 250 30" 36" 8AVM2 100 

4" 8" oDFZ6 3000 12 16" 5DGX8 1000 24" 36" SDHK4 250 36" 48" 9M945 100 

s) 7" 5DGA4 2000 1 18" 5DGX9 1000 38" 64" SDHK6 100 36" 60" SHPX6 50 

(a 10" 5DGD1 1000 12" 20" 5DGY0 1000 4 mil 38" 64" 8UR15 50 

7' 12° 5DGD2 1000 14" 16" 5DGY4 1000 2 a SDHK8 5000 44" 04" 9U950 30 

3" 10" 5DGD7 1000 14" 20" 5DGY5 1000 a 5" SDHL8 2000 6 mil 
9 4 5DGE4 1000 14" 24" 5DGY6 500 4" 4" 5DHN4 2000 4" 6" SDRA8 1000 
10" 12" 5DGFO 1000 13° 24" 5DGY7 500 4" 6" 4DKX7 2000 3 10" 5DRC3 1000 
11" 12" 5DGF7 1000 ley 18" 5DGZO0 500 4" oi SDHN6 1000 8" 12 9K462 1000 
Lal 15° 5DGF8 1000 16" 20" 5DGZ1 500 o. i 4DKX8 1000 g" 12 5DRC5 1000 
12" 13° 5DGG1 1000 16" 24" 5DGZ2 500 6" oi 4DKX9 1000 10" 12" 5DRC6 1000 
12" 20" 5DGG5 1000 18" 24" 5DGZ6 500 6" g" 5SDHRO 1000 1 18" 5DRC7 500 
20" 20" 5DGKO 1000 18" 36" 5DGZ8 250 6" 10" SDHR1 1000 18" 24" 5DRC8 250 
20" 30" 5DGK2 500 20" 20" 5DGZ9 500 6" 12" SDHR2 1000 20" 30" 5DRC9 200 
24" 30" 5DGK9 500 20" 24" SDHAO 500 7' g" SDHR6 1000 24" 36" SDRDO 100 
30" 30" 5DGL6 250 20" 30" SDHA1 500 8" oi SDHT2 1000 30" 40" 5DRD1 100 
22 24" 5DHA3 250 8" 10" 4DKY1 1000 
24" 24" 5DHA5S 500 g" 12" 4DKY2 1000 


* GRAINGER 
APPROVED 


Header Pak™ 





Bags 
W paymy GRAINGER Bags and Stand 
APPROVED Heat seal, staple, bag tie, or tape 
Paper and closed. LDPE bags come in packs of 
100 stapled to a chipboard header. 
Plastic Ties Wire in Paper 
Item Pkg. 
= Bundles of 500 aa : “ a 
Bags 
WIRE IN | WIREIN WS 
PAPER | PLASTIC 3" 5 5CPH1 5000 
> CHOOSE: Pkg. Item Item 4" 6" 5CPH2 5000 
L Ww Color Oty. No. No. 6" 8" 2EWG9 2000 
4" Vj Blue, Red, White 10000 D6685 D6691 6" 12" 5CPH3 1000 
5 Vj; Blue, Red, White 10000 D6686 D6692 8" 15" 2EWH1 1000 
6" V5 White 2000 ~ 5zw48 | — Q' 12" 2EWH2 1000 
6" Vj Blue, Red, White 10000 D6687 D6693 10" 12" 5CPH4 1000 Stand 
7' Y' Blue, Red, White 10000 D6688 D6694 Metal Stand No. 2EWH3 
8" Vj Blue, Red, White 10000 D6689 D6695 10" 12 2EWH3 1 (Bags Sold Separately) 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1407 





PACKAGING & SHIPPING Scan. Order. Done. |= 
Poly Bags & Tubing Details on page Al. = 





* GRAINGER 
APPROVED 


Gusseted, Open-End Poly Bags 


For heat impulse sealers, see page 1406. 


LLDPE Poly Bags—Linear low-density bags have extra 
strength that can allow a lighter-gauge bag to replace a 
heavier-gauge LDPE bag. 





Bags are Packaged 
in a Flat Pack LDPE Poly Bags—Low-density bags can be heat sealed, 
stapled, taped, or closed with a bag tie. Accordion folds on both 
sides accommodate bulky items. 








Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
W D L Std. No. Qty. W D L Std. No. Qty. W D L Std. No. Qty. W D L Std. No. Qty. 
Linear Low Density Poly (LLDPE) 6" 3" 15" USDA/FDA 5SDRY2 1000 8 4" 18" FDA 5DTD1 1000 4" 2" 10" FDA 5DTH4 1000 
0.6 mil 8 4" 18" USDA/FDA SDRY6 1000 12". 6" 24" FDA SDTD5 500 a 0 7’ USDA/FDA 5ZWO09 1000 
4" 2" 8" _USDA/FDA 5DRU9 1000 8" 4" 21" USDA/FDA SDRY7 1000 12 B07 FDA 5DTD6 500 So 3% 13° FDA 5DTHS 1000 
4" 2" 12" USDA/FDA 5SDRVO 1000 10". +8" = 24" USDA/FDA S5DRY8 500 20" 18" 30" FDA SDTD7 500 6" 0 8" USDA/FDA 5ZW10 1000 
5%" 4%" 15" USDA/FDA 5DRV1 1000 12". ~=8" = 30" ~USDA/FDA S5DRY9 500 20° 18° or FDA 5DTD8 250 6" oie FDA 5DTH6 1000 
5%" 4%" 19" USDA/FDA 5SDRV2 1000 Low Density Poly (LDPE) 1.5 mil 6" a. — 5 FDA 5ZW17 1000 
6" 3" 15" USDA/FDA 5SDRV3 1000 0.75 mil 6" 4" 12" FDA 5DTE8 1000 6" a - te FDA 5DTH8 1000 
8 3" 15" USDA/FDA 5DRV4 1000 5%" 4%" 16" USDA/FDA 5DRV6 1000 6" 3%" ~=15° FDA 5DTE6 1000 8" 0 10" USDA/FDA 5ZW11 1000 
8 4" 18" USDA/FDA 5DRV5 1000 12". +6" = 24" USDA/FDA 5SDRV7 500 6" 4" 15" FDA 5DTES 1000 8" Sta FDA SDTJO 1000 
0.75 mil 1 mil 8 4" 15" FDA 5DTF2 1000 8" 4" 18" FDA 5ZW18 500 
4" 2' 8"  USDA/FDA 5DRV8 1000 4" 2 8 FDA 3CTX7 1000 8" 4" 18" FDA 5DTF3 1000 8" 4" 18" FDA 5DTJ1 1000 
4" "12" USDA/FDA 5DRV9 1000 4" 2" 12" FDA 3CTX8 1000 8 4" 2" FDA 5DTF4 1000 8" 4" 21" FDA 5DTJ2 1000 
5° 3%" 13" USDA/FDA 5DRW1 1000 5 Be 13" FDA 5DRZ1 1000 8" 4" 24" FDA 5DTF5 1000 9" 0 12" USDA/FDA 5ZW12 1000 
7 3" 15" USDA/FDA 5DRWO 1000 5" 4%" 18" FDA 5DRZ5 1000 12", 10" 24" FDA 5DTF9 500 10" O14" _ 5ZW13 1000 
5" 4%" 15" USDA/FDA 5DRW4 1000 6" aes FDA 5DRZ7 1000 12", 8" 24" FDA 5DTG2 500 10" 8 24° FDA 5DTJ5 500 
o 4" 24" USDA/FDA 5DRW3 1000 6" a 1S FDA 3CTY2 1000 15" 9" 24" FDA 5DTG4 500 12 0 15 _ 5ZW14 500 
6" 3" 12" USDA/FDA 5DRW8 1000 6 3 15’ FDA 5DRZ8 1000 15 9 32 FDA SDTGS 500 12". 0 +18" USDA/FDA 5ZW15 500 
6" 3%" 15" USDA/FDA 5DRXO 1000 6" 38%" =18" FDA 5DRZ9 1000 16" 12" = 24" FDA 5DTG6 500 12", 8" 20" FDA 5DTJ7 500 
8 4" 12" USDA/FDA 5DRX3 1000 7' 6 15 FDA 5DTAO 1000 16" 14" 36" FDA 5DTG8 250 12". 8" 24" FDA SDTJ8 500 
8 3" 15" USDA/FDA 5DRX1 1000 8" 4" 18" FDA 3CTY4 1000 18" 14" 32" FDA 5DTG9 250 2 © 30 FDA SDTJ9 500 
3 5" 15" USDA/FDA 5DRX6 1000 8 5 18 FDA SDTA3 1000 20" 18" 26" FDA SDTH1 500 15" 0-20" _ 5ZW16 500 
3 4" 18" USDA/FDA 5DRX5 1000 10" 8 24° FDA 3CTY5 500 20" 18" = 30" FDA 5DTH2 250 15° 39 332 FDA 5DTKO 250 
10". +4" = 20" USDA/FDA 5DRX7 1000 12" 8 30° FDA 3CTY6 500 24" 20" 48" FDA 5DTH3 200 16" +14" 36" FDA 5DTK1 250 
0.85 mil ee a 8" FDA 5DTA7 1000 2 mil 18" 16" 40" FDA 5DTK2 250 
4" 2' 8"  USDA/FDA 5DRX8 1000 1.25 mil 2" 0 864" USDA/FDA 5ZW06 1000 20" 18" 30" FDA SDTK3 200 
4" 2' 10" USDA/FDA 5DRX9 1000 y a4 - 13° FDA SDTC1 1000 or 0 5"  USDA/FDA 5ZW07 1000 24" 20" = 48' FDA 5DTK4 100 
4" 2' 12" USDA/FDA S5SDRYO 1000 6 3 15° FDA 5DTC7 1000 4" 0 §=6©6" USDA/FDA 5ZW08 1000 28" 24" ~——«60" FDA SDTK6 100 
6" 3" 12" USDA/FDA SDRY1 1000 8" a. ia FDA 5DTC8 1000 4" 2" 8" FDA 2KMP3 1000 30" 26" 60" FDA 5DTK7 100 


Tubing 
a Rack 


* GRAINGER 
APPROVED 


_ Poly Tubing and Rack 


Poly Tubing—Cut to length for flexibility; heat seal, staple, bag tie, or tape 
closed. 100% virgin low-density polyethylene material is treated on 1 side 
to accept printing. 3" cores. Meet FDA or Amine-free requirements; see 
Grainger.com® for more standards information. 


Poly Tubing Rack 
No. 8AYX4 





g Sa ne aa Hy ne sce ne Paty ale See , ane Me ; Cleanroom Poly Tubing—Polyethylene tubing is manufactured in a Class 100 
sai eel al fia sd ls : : cleanroom, where environmental control of particulate and microbial contamina- 





Item ltem ltem ltem Item ltem sai ane ee. 

Ww No. No. No. No. No. No. tion is maintained. Use of Class 100 tubing is required in aseptic manufacturing/ 
Poly Tubing i i 

oe — — ScPXS ScPYD BCPY — packaging environments. 

e — 5CPY2 2EWL1 5CPY3 2EWL2 5CPY4 : = 

Oe — SC EYR SC RYE a SCPY] a Poly Tubing Rack—Holds multiple rolls. 

3" — 5CPY8 2EWL3 5CPY9 2EWL4 2EWL5 Item 

4 — 5CPZO0 2EWL6 5CPZ1 2EWL7 2EWL8 Ww No. 

4V" _ _ 5CPZ2 _ 5CPZ3 — Cleanroom Poly Tubing, 500 ft-Roll 

5" — 5CPZ4 2EWL9 5CPZ5 2EWN1 2EWN2 4 mil 

6' — 5CPZ6 5ZW51 5CPZ7 2EWN3 2EWN4 16" 5CRL3 

ir — 5CPZ8 2EWN5 5CPZ9 2EWNG 2EWN7 24" 5CRL4 

8" — 5CRAO 2EWN8 5CRA1 5ZW54 2EWN9 6 mil 

g" — 5CRA2 2EWP1 — 2EWP2 2EWP3 4' 5CRL6 

10" 5CRA3 5CRA4 2EWP4 5CRA5 5ZW56 2EWP5 6' 5CRL7 

12" 5CRAG 5CRA7 2EWP6 5CRA8 5ZW58 2EWP7 Poly Tubing Rack 

14" 5CRCO 5CRC1 5CRC2 5CRC3 5CRC4 5CRC5 24" BAYX4 

16" 5CRDO 5CRD1 5CRD2 5CRD3 5CRD4 5CRD5 

18" 5CRD6 5CRD7 5CRD8 5CRD9 — 5CRE1 

20" 5CRE2 5CRE3 5CRE4 5CRE5 5CRE6 5CRE7 

Ly 5CRE8 5CRE9 — 5CRF1 — — 

24" 5CRF3 5CRF4 5CRF5 = 5CRF7 5CRF8 FIND MORE ONLINE 

26" 5CRF9 5CRGO — 5CRG2 5CRG3 — a 

30" SCRG8 SCRG9 = SCRH1 SCRH2 SCRH3 Can’t find it here? Go to Grainger.com® today to see our 

of a 5CRH 5CRJ2 5CRI3 5CRJA 5CRJ5 full selection of over 1.7 million products and the services 

38" SCRJ6 SCRJ7 = SCRJ9 = = and solutions to help you get it done! 

48" — 5CRK8 — 5CRLO 5CRL1 — 
1408 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® PACKAGING & SHIPPING 





Find the wy. Find Solutions. Find Great Prices. Polyethylene Bags 
* GRAINGER _ 
APPROVED 
QT 120 Pcs. 
Reclosable Polyethylene ge ee 
Zipper and Slide-Seal Bags : 


= Secure seal helps eliminate spills or contamination 
= Meet FDA requirements for food applications 
= All items are LDPE bag material except where noted in footnote 


Zip-Seal—Wide opening for easy sealing and resealing. Zipper seal 
bags are premium, leak-resistant bags with heavy-duty zipper. 





Zip Seal with 








Slide-Seal—Slide mechanism glides smoothly across bag. Write On Surface Write On Surface 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
W L No. Qty. W L No. Qty. W L No. Oty. W L No. Qty. 
Zip Seal 1D 15" 5ZW38 * 100 4" 6" 5CNL4 1000 4" 6" 5ZW34 * 100 
2 mil 2" 15" 6GGN7 100 5" 8" 5CNL5 1000 4" 6" 6GGP5 100 
1%" 2" 5CND4 1000 12" 15" 5CNH3 1000 6" 8" 5CNL7 1000 4" 6" 5CNV2 1000 
a 2 5CND5 1000 13" 15" 5CNH4 1000 8" 8" 5CNL8 1000 4" 8" 5CNV3 1000 
2" Es 2EWP8 * 100 13" 18" 5CNH5 1000 8" 10" 5CNL9 1000 4" 10" 5CNV4 1000 
2 3" 5CND6 1000 14" 20' 5CNH6 500 Q" 12" 5CNNO 1000 5" 5" 5CNV5 1000 
2" 5" 5CND7 1000 18" 20' 5CNH7 500 10" 2 5CNN1 1000 5" 8" 5CNV6 1000 
3" 3" 5CNEO 1000 4 mil 12" 12" 5CNN2 1000 6" 8" 8RJP2 1000 
a 4" 5ZW30 * 100 2! ey 5CNH8 1000 12" 15" 5CNN3 500 6" Q" 5ZW36 * 100 
el 4" 6GGL9 100 24%" ey 5CNH9 1000 13" 18" 5CNN4 500 6" Q" 6GGP6 100 
el 4" 5CNE1 1000 3 4" 5Zw39 * 100 Zip Seal, Hang Hole 6" Q" 5CNV8 1000 
3" 5" 5ZW31 * 100 3" 4" 6GGN8 100 2 mil 8" 10" 5CNV9 1000 
3 5" 6GGNO 100 3 4" 5CNJO 1000 2" 3 5CNX8 1000 Q" i 5CNWO 1000 
3 5" 5CNE2 1000 3 5" 5CNJ1 1000 2" 8" 5CNX9 1000 10" 13" 5CNW1 1000 
3" 6" 5CNE3 1000 4 4" 5CNJ2 1000 a 4" 5CNY2 1000 13" 15" 5CNW2 1000 
cy 8" 5CNE4 1000 4 6" 5zw42 * ~~ 100 Ey 5" 5CNY3 1000 4 mil 
3" 12" 5CNEG 1000 4 6" 6GGPO 100 4" 4" 5CNY5 1000 2" ny 5CNW3 1000 
4" 6" 5ZW33 * 100 4 6" 5CNJ3 1000 4" 6" 5CNY6 1000 24%" el 5CNW4 1000 
4" 6" 5CNE9 1000 4 8" 5CNJ4 1000 4" 6" 5CPCO +t 1000 3 4" 5CNW5 1000 
4" a 5CNFO 1000 5 8" 5CNJ5 1000 4" 8" 5CNY7 1000 el 5" 5zW41 * 100 
4" 8" 5CNF1 1000 6" 4" 5CNJ6 1000 5" 7" 5CNY8 1000 3" 5" 6GGP7 100 
5" ‘a 5CNF4 1000 6" 6" 5CNJ7 1000 5" a 5CPC1 +t 1000 3" 5" 5CNW6 1000 
5" 8" 2EWP9 * 100 6" 8" 5CNJ8 1000 5" 8" 5CNY9 1000 4" 6" 5ZW43 * 100 
5" 8" 5CNF5 1000 6 Q" 5zw44 * 100 6" 8" 5CNZ1 1000 4" 6" 6GGP8 100 
5" 10" 5CNF6 1000 6 Q" 6GGP1 100 6" 8" 5CPC4 +t 1000 4" 6" 5CNW7 1000 
5" 12" 5CNF7 1000 6 Q" 5CNJ9 1000 6" Q" 5CNZ2 1000 5" 8" 5CNW8 1000 
6" 4" 5CNF8 1000 6 10" 5CNKO 1000 8" 10" 5CPC6 +t 1000 6" 8" 5CNW9 1000 
6" 6" 2EWR1 * 100 8 8" 5CNK1 1000 Q" 12" 5CNZ6 1000 6" 9" 5Z2W45 * ~~ 100 
6" 6" 5CNF9 1000 8 10" 5CNK2 1000 4 mil 6" Q" 6GGP9 100 
6" 8" 3CTZ7 1000 9 12" 5ZW46 * 100 245 a 5CNZ7 1000 6" Q" 5CNXO 1000 
6" Q" 5Z2W35 * 100 9 12" 6GGP2 100 el 4" 5CNZ8 1000 8" 10" 5CNX1 1000 
6" 9" 5CNGO 1000 9 12’ 5CNK3 1000 ey 5" 5CNZ9 1000 Q" 12 5CNX2 1000 
6" 10" 5CNG1 1000 10" 10" 5CNK4 1000 4" 4" 5CPA0 1000 Slide Seal 
6" 12" 5CNG2 1000 10" 12' 5CNK5 1000 4" 6" 5CPA1 1000 3 mil 
6" 15" 5CNG3 1000 10" 13" 5CNK6 500 5" 8" 5CPA2 1000 6" 6" 5CNX3 250 
a 8" 5CNG4 1000 12: 12" 5CNK7 1000 6" 8" 5CPA4 1000 6" Q" 5CNX4 250 
8" 8" 2EWR2 * ~~ 100 12" 15" 5ZW47 * ~~ 100 6" Q" 5CPA5 1000 8" a 3RB10 250 
8" 8" 6GGN5 100 12! 15" 6GGP3 100 8" 10" 5CPAG 1000 8" 10" 5CNX5 250 
8" 8" 5CNG5 1000 12 15" 8AV55 500 Q" 12" 5CPA7 1000 14" 14 5CNX6 250 
8" 10" 5CNG6 1000 13 15" 3CUAI 500 10" 12" 5CPA8 1000 16" 12" QAEK6 250 
8" 12" 5CNG7 1000 ia 18" 5CNK9 500 Zip Seal, Write on Surface Slide Seal, Write on Surface 
9" 12" 6GGN6 100 14" 24" 3CUA2 250 2 mil 3 mil 
Q" 12" 5ZW37 * 100 Double Zip Seal 2 2 5CNU8 1000 6" Q" 3RB15 250 
10" 10" 5CNG9 1000 4 mil 2" 3" 5CNU9 1000 Q" 12" 3RB16 250 
10" ne 5CNHO 1000 2¥2" 3" 5CNLO 1000 o 4" 5CNVO 1000 * Come in convenient dispenser box. 
10" 13° 5CNH1 1000 3 4" 5CNL1 1000 3 5" 5ZW32 * 100 t Polypropylene bag material. 
12" 12" 5CNH2 1000 3 5" 5CNL2 1000 ey 5" 5CNV1 1000 
? MINIGRIP 
Reclosable LDPE Zipper Seal Bags =—...... 
= Reinforced double zipper seal Durable double zipper is easy to snap 
= All-LDPE construction open, even with one hand, and zips 
= Meet FDA packaging standards securely shut. No. 36FF38 features white 
write-on block. No. 36FF27 features white 
write-on block and hang hole. 
ltem Pkg. ltem Pkg. 
W L Size No. Oty. W L Size No. Oty. 
Double Zip Seal 4 mil 
2 mil 8in  10in  1gal 36FF30 1000 
6in  10in 1 gt 36FF35 ~—«- 1000 Qin 12in  1gal 36FF40 1000 No. 36FF37 No. 36FF27 
8in 10in gal  36FF31 1000 10in 10in gal 36FF39 500 
Qin 12in gal  36FF32 1000 10in 13in 1gal 36FF34 500 
10in 12in gal  36FF36 1000 12in  12in  1gal 36FF37 500 
10in 13in 1gal 36FF42 1000 12in 15in gal 36FF44 500 
12in 12in gal  36FF43 1000 13in 18in 1.5gal  36FF33 500 
12in 15in 1 gal 36FF28 1000 Double Zip Seal, Write on Surface 
13in  15in 1.5gal  36FF41 1000 2 mil 
13in 18in 1.5gal 36FF29 1000 Qin 12in  1gal 36FF38 1000 
Double Zip Seal, Write on Surface and Hang Hole No. 36FF38 


4 mil 
9 in 12 in 1 gal 36FF27 1000 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1409 
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Cotton/ 


Drawstring Parts Bags, Mattress Bags, Moving Pads & Bin Liners 





Cotton/Poly Blend 

Clear Polyethylene Poly Blend with Mailing Tag 
7 GRAINGER 
Drawstring Parts Bags APPROVED 


Drawstring seals bag securely and 
provides a means for attaching 
enclosed parts to a larger member 
of assembly. 


Polypropylene and 
Polyethylene—Clear bags with 
drawstring. 


Cotton/Poly Blend—Breathable 
bags are 50% heavier than 
most muslin or mill bags and 


Item Pkg. 
W L No. Qty. 
1.5 mil, Polypropylene (PP) 

a 5 oCPD1 2000 

4" 6" oCPD2 2000 

4" 3" oCPD3 2000 

o. 6" oCPD4 2000 

5 3" oCPD5 2000 

6" 3" oCPD6 1000 

6" 10° oCPD7 1000 

hs 12" oCPD8 1000 

3" 12" oCPD9 1000 

g" 12" oCPEO 1000 

gy" 14" 5CPE1 1000 

12" 18" oCPCY 1000 

15’ 18" oCPDO 1000 

2 mil, Low Density Polyethylene (LDPE) 

3 5 oCPE2 2000 

4" 6" oCPE3 2000 

5 3" oCPE4 2000 

6" 3" 2EWG4 1000 

6" 10" oCPES 1000 

8 12" OCPE6 1000 

g" 12" 2EWG5 1000 

gy" 14" 2EWG8 1000 

12" 18" 2EWG6 1000 

15" 18" 2EWG7 1000 
* GRAINGER 
APPROVED 


Mattress Bags 


Clear, low-density polyethylene 
bags protect contents from dust, 
spills, and dirty hands. All bags 
can be recycled. 


Mattress Dim. 
Size L W D 
Crib 59" 3a. — 
81" 43" — 
84" 46" — 
, 87" 39" 10° 
Single 90' 30) 3" 
90" 39" 10" 
90" 40" 10" 
81" 5p — 
84" 54" a 
Double 90' 5d" 3 
90" 54" 12" 
90" 60" 8" 
90" 60" 12 
Queen go" 60" gi 
92" 60" 10" 
90" 76" 10" 
: 90" 76" 14" 
King 96" 70° 12" 
96" 78" 10" 


* Retail pack, nonvented bags. 


1410 GRAINGER. 
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provide good closure. All items 
have a single drawstring except 
Nos. 5DHZ9 and 5DJA0 have 
double drawstrings. For very small 
parts. 


Cotton/Poly Blend with Mailing 
Tag—Same as the cotton bags 
above, but with an 8 mil card stock 
mailing tag overstitched at the 
bottom of the bag. Write on surface. 


Item Pkg. 
W L No. Qty. 
Cotton/Poly Blend 

274" 4" 5DHZ9 100 

cy 5DJA1 100 

3" 5 3KB44 100 

cy a 5DJA0 100 

4' 6" 3KB45 100 

5 7" 5DJA2 100 

a 3" 3KB46 100 

6" 8" 5DJA3 100 

6" 10' 2LEF9 100 

8" 10' 5DJA4 100 

8" 12' 3KB47 100 

8" 16" 5DJA5 100 

iz 16" 2LEG1 100 

Cotton/Poly Blend with Mailing Tag 

cl a 5DJAG 100 

4" 6" 3KB48 100 

5 7" 5DJA7 100 

a 8" 2LEG2 100 

6" 8" 5DJA8 100 

6 10° ODJAS 100 

3" 10" 5DJCO 100 

8" 12" 3KB49 100 

5 


5 






Single 


No. 4NPX2 
Item Pkg. 
Thickness No. Qty. 
1.10 mil 5DTT3 300 
1.10 mil 5DTT4 200 
1.10 mil 4NPX2 200 
1.50 mil 4NZF7  * 1 
1.50 mil 5DTT5 100 
4 mil 4NPX6 25 
2 mil 5DTT6 100 
1.10 mil 5DTT7 200 
1.10 mil 4NPX3 150 
1.50 mil 5DTT8 100 
4 mil 4NPX7 25 
1.50 mil 5DTT9 100 
4 mil 4NPX8 25 
1.10 mil 4NPX4 125 
2 mil 4NZF8 * 1 
1.50 mil 5DTUO 100 
4 mil 4NPX9 25 
1.10 mil 4NPX5 100 
2 mil 4NZF9 * 1 


Find even MORE on Grainger.com® 





Door Jamb 
Protector 
No. 2NKU1 








Moving Pads, Covers, 
Bags, and Lifting Straps 


All pads and covers are 50% 
cotton and feature zigzag lock 
stitching, 1-pc. linear batting, 
and finished corners to cushion 
items. The greater the weight, 
the thicker the material. 


Pads—Woven pads have 
double-lock stitching and 
nonwoven pads have single-lock 
stitching. 


Item = Pkg. 
Weight L W No. Qty. 
Woven Pads 
Blue 
1.75|b. 72° 45° 4LGL1 1 
4.5 Ib. 72. 80° 2NKT1 6 
4.5 |b. 72. 80° 2NKR9Q 12 
6 Ib. 72. 80° 2NKT3 = 12 
Camo 
2:2 ID: 72. 80° 2NKT5§ 12 
Green 
950 1D: 72. 80° 2NKT2~ 6 
Nonwoven Pads 
Blue 
6 Ib. 72 80° 2NKT4' 6 
6.9 Ib. 72. 80° 2NKR8~ 6 
6.9 Ib. 72. 80° 2NKR/ 12 
Blue/Green 
Lt 72. 80 4LGK9S 1 
Multi-Color 
7.5 Ib. 78 100° 2NKT6 = 1 












Nonwoven Pad 
No. 4LGK9 


Scan. Order. Done. 
Details on page A1. 














Lifting Straps 
No. 32TL81 


* 


GRAINGER 
APPROVED 


Covers—Sofa and loveseat covers have ties, 
door jamb protector has 3 springs to hold cover in 
place. All other woven covers have hook-and-loop 
fasteners. 


Lifting Straps and Moving Harness— 
Encourage proper lifting techniques by using 
leverage so that items being moved seem lighter. 
Also won't leave scrapes and scratches on floors 
like dollies or hand trucks. 


Item 
Description Weight L No. 
Woven Covers, Blue 
Sofa 17.6lb. 109" 37’ 4LGK2 
Loveseat 12.9 Ib. 63" 37" 4LGK3 
Refrigerator 12.5 Ib. 36" 32" 4LGJ9 
Chair 8.6 |b. 45" 3/7" 4LGK1 
Washer/Dryer/Range 8.5 Ib. 28" 38" 4ALGJ8 
Door Jamb Protector 
Pad w/3 Springs to 2.5 |b. 69" 24" 2NKU1 
Secure to Frame 
Hand Truck Cover 1:5 Ib: 58" 18" 2NKT9 
Lifting Straps and Moving Harness, 700 lb. Capacity 
Forearm Forklift , : 
Lifting Straps — 9 ft. 4 3° 32TL81 
Moving Harness — 2ft.2" 3" —32TL82 
Item 
Description No. 
Moving Supplies 
Canvas Mattress Carrier, Fits All Sizes 4LGK4 


Mover Bungee Kit, Pkg. of 6: (2) 29", (2) 36", (2)45" 41223 


Item Pkg. 

Ww LD No. Qty. 
1 mil Thickness 

"96" 8" 5CPF4 500 

14°99" 3" 5CPF5 500 

18° 21" 15" SCPF7 250 

19° 34° — 5CPF8 500 

20° 35° 5°  5CPF9 500 

21° 30° 13° SCPGO 500 

99° 96° 12" 5CPG1 250 

99° 58° 16° 5CPG2 100 

23° 60° 22" SCPG6 150 

s aes 

r Ss 5 

Clear Equipment GRAINGER — TF Sepa 1a 
Covers 1.50 mil Thickness 

16° 36° 14" SCPF6 250 

Polyethylene bags provide dust protection for sensi- fea bee Se 

tive equipment and materials; come on convenient 26° 36" — SCPGS 250 

rolls for easy handling. 30" 42" — SCPG7 250 

. . GRAINGER 

Bin Liners APPROVED 





Protective liners shield bin contents from 
dust, dirt, and moisture. They are made 
from sturdy low-density polyethylene 
material and packaged on convenient rolls. 


Item Pkg. 
D6 UW L__ Thickness No. Oty. 
24" 40" 72" 2 mil 2EWH7 100 
32° 42" 72" 2 mil 2EWH8 100 
36" 46" 60" 2 mil 2EWH9 100 
40" 48" 100" 1 mil 2EWH4 100 
46" 48" 72" 2 mil 2EWJ1 —-100 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE* 


Find the wy. Find Solutions. Find Great Prices. 


PACKAGING & SHIPPING 
Paper Bags, Packing Peanuts & Foam Packing 





Brown 





* GRAINGER 


APPROVED 


Grocery Bags 





White 


Self-opening style bags feature a flat bottom for handling lightweight 


basics to heavier items like canned goods or milk jugs. 





Bag Basis Item Pkg. 
W D L Name Weight Brand No. Qty. 
Brown 
46 2/6 1% 2# 30 Ib. GA 12R024 500 
46 2/6 1% 2# 52 |b. Duro 493X74 400 
43/4" 26 8%6' 3# 52 Ib. Duro 493X75 400 
43/4" 216" 8%6' 3# 30 Ib. GA 12R025 500 
5 3" 93/4" 4# 52 Ib. Duro 493X76 400 
5 3264" 93/4" 4# 30 Ib. GA 12R026 500 
54" 3/6 10%e b# 52 |b. Duro 493X77 400 
54" 3/6 1016" b# 30 Ib. GA 12R027 500 
6" 3%" 11%6 6# 35 Ib. GA 12R028 500 
6" 3%" 11”%6 6# 52 Ib. Duro 493X78 400 
6" 4Ye" 12/6 8# 35 Ib. GA 12R029 500 
6%" 4," 12/6 8# 50 Ib. Duro 493X66 400 
6%" 4," 12/6 8# 57 |b. Duro 493X79 400 
6%e 46" 13%" 10# oo Ib. GA 12R030 500 
6% 46" 1336" 10# 50 Ib. Duro 493X67 400 
6%6' 4%6" 13%" 10# 57 |b. Duro 493X80 400 
7“s6' 4Y," 1334" 12# 40 Ib. GA 12R031 500 
T“s6' 4Y," 1354" 12# 50 Ib. Duro 493X68 400 
7“s6' 4Y," 1334" 12# 57 |b. Duro 493X81 400 
73%" 4136" 16" 16# AO Ib. GA 12R032 500 
713%" 41346" 16" 16# 50 Ib. Duro 493X69 400 
73%" 4136" le: 16# 57 |b. Duro 493X82 400 
BY" 5," 18" 25H 40 Ib. GA 12R035 500 
84" 5A" 18" 25H 50 Ib. Duro 493X72 400 
84" 5A" 18" 25H 57 Ib. Duro 493X85 400 
BY" 5/6 133" 20# Shorty 57 Ib. Duro 493X84 400 
8Y%4" 5/6 16%" 20# 40 Ib. GA 12R033 500 
BY" 5/6 16%" 20# 50 Ib. Duro 493X70 400 
BY" 5/6 16%" 20# 57 |b. Duro 493X83 400 
84" 516" 133" 20# Shorty 40 Ib. GA 12R034 500 
BY" 6 Ye" 157%" 20# Shorty 40 Ib. GA 12R036 500 
BY" 6" 157%" 20# Shorty 50 Ib. Duro 493X73 400 
BY" 6" 157%" 20# Shorty 57 |b. Duro 493X86 400 
93/4" 6%" 163" Ye BBL 52 Ib. GA 12R104 500 
93/4" 6%" 163" Ye BBL 57 |b. GA 12R106 500 
10%" 634" 1436" Ye BBL 52 Ib. GA 12R105 500 
10%" 634" 1434" Ye BBL 5 ib; GA 12R107 500 
12" 7' 14" 1/7 BBL 57 |b. GA 12R109 500 
12" Cc 14" 1/7 BBL 66 Ib. GA 12R111 500 
12" ‘a 17" 1/6 BBL 40 Ib. GA 12R103 400 
12" i iva 1/6 BBL 52 Ib. GA 12R094 500 
12" 7" 17" 1/6 BBL 57 |b. GA 12R095 500 
12" Zi ia 1/6 BBL 60 Ib. GA 12R096 500 
12 i iz’ 1/6 BBL 66 Ib. GA 12R097 500 
12" 7" va 1/6 BBL 70 Ib. GA 12R099 400 
12" ii iva 1/6 BBL 70 Ib. GA 12R098 500 
12" 7" 17 1/6 BBL 76 Ib. GA 12R101 400 
12: 7' ie 1/6 BBL 80 Ib. GA 12R102 400 
White 

4%" 2/6 1% 2# 30 Ib. GA 12R038 500 
43/4" 216" 86" 3# 30 Ib. GA 12R039 500 
5! 3264" 93/4" 4# 30 Ib. GA 12R040 500 
54" 3/6 101%" b# 30 Ib. GA 12R041 500 
6" 3%" 11%e6 6# 35 Ib. GA 12R042 500 
6%" 4" 12%”6 8# 35 Ib. GA 12R043 500 
6%e' 46" 133" 10# oo ID: GA 12R044 500 
T“s6' 4Y," 1334" 12# 3a ID. GA 12R045 500 
73%" 41346" 16" 16# AO Ib. GA 12R046 500 
84" 5A" 18" 25H 40 Ib. GA 12R049 500 
84" 5/6 16%" 20# 40 Ib. GA 12R047 500 
84" 516" 13%" 20# Shorty 40 Ib. GA 12R048 500 
84" 6 Ye" 157%" 20# Shorty 40 Ib. GA 12R050 500 
10%" 634" 14 %' Ye BBL 5? |b. GA 12R115 500 
12" a a 1/6 BBL 52 Ib. GA 12R113 500 
12 ‘a 1 1/6 BBL 60 Ib. GA 12R114 500 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Brown 





* GRAINGER 
APPROVED 


Paper Twist Handle Shopping Bags 


White 


Paper bags hold purchased items for transport. They open at the top for ease of 


filling. These bags are ideal for holding restaurant takeout containers. 


Brown White 
Bag Basis Pkg. Item Item 
W D L Name Weight Qty. No. No. 
8" AV" 10%" Tempo 60 Ib. 250 12R082 
Q" BY" 18%" Kar 60 Ib. 250 12R083 
10" 5 13" Miss 60 Ib. 250 12R084 
10" 6%" 12" Bistro 57 |b. 250 | 12R091 | — 
12" Q" 15%" Regal 65 Ib. 200 _ 
13" 6 15%" Traveler 60 Ib. 250 12R086 
13° f 13° Jr. Mart 65 Ib. 250 12R085 
13 L 17" Sup R Mart 65 Ib. 250 12R087 
14" 10" nes Super Royal 70 Ib. 200 | — | 12R093 
14" 10" 15%" Super Royal 70 Ib. 200 | 12R092 £— 
16" 6 12" Tote 65 Ib. 250 12R088 
18" 7' 18%" Cargo 70 Ib. 200 12R090 | 





* GRAINGER 
APPROVED 


Packing Peanuts 


Reusable, loose packing peanuts fill 
excess space in a container around 
a product and provide some protec- 
tion against damage during transit 
for items that are not fragile. They 
are stored in bags or boxes ata 
packaging station to prepare items 
for shipment. 


Recycled Polystyrene Peanuts— 
Dissolve in water. Reusable. 


* GRAINGER 
APPROVED 


Instant Foam 
Packaging 

The foam relies on pressure to form 
into the shape of items in a container. 
It doesn't need to be warmed and 
works faster than foam that requires 
heat. It is supplied in a bag containing 
two compounds. When mixed with 
pressure, the compounds harden into 
foam that surrounds the item in the 
box and fills all void space. 





Biodegradable Peanuts—fFor 
packages that will not be exposed to 
moisture. 100% recycled fill is reusable 
and static-free. Will not chip or dust. 


Bag Peanut Peanut Bag Item 
Size Color Shape Height No. 
Recycled Polystyrene Peanuts 
7% cu.ft. White S-shaped 20%" 4TU93 


15 cu. ft. White S-shaped 32' ANZE7 
Biodegradable Peanuts 
ANZE5 


7% cu.ft. White S-shaped 24" 
20 cu. ft. White S-shaped 49" ANZE6 














Bag Bag Bag Bags Item 
Width Length No. perCase_ No. 
10%" 15%" 10 36 2CXC3 
10%" 15%" 20 36 2CXC4 
10%" 15%" 40 30 2CXC5 
10" 151" 60 30 2CXD6 
10%" 15%" 80 24 2CXC6 








PACKAGING & SHIPPING 
Packaging Paper & Bubble Rolls 


Scan. Order. Done. 
Details on page A1. 








* GRAINGER 
APPROVED 


Kraft Paper Rolls 


= Find more Kraft paper rolls on Grainger.com®. 


Kraft heavy packaging recycled paper is used to wrap items for shipping or 
fill void areas of containers so that products don't shift during transit. 


Roll Roll Item Roll Roll Item 
Width RollLength Weight No. Width Roll Length Weight No. 
30 Ib. Basis Weight 50 Ib. Basis Weight 








12° 1200 ft. 12 Ib. 6TWRO ie 120 ft. 12 Ib. 6TWR2 
18" 1200 ft. 18 Ib. 5PGL4 18" 720 tt. 18 Ib 5PGN6 
24" 1200 ft. 24 |b. 5PGL5 24" 720 tt. 24 |b 5PGN7 
30" 1200 tt. 30 Ib. OPGL6 30" 720 ft. 30 Ib OPGN8 
36" 1200 tt. 36 |b. 5PGL7 36" 720 ft. 36 Ib oPGNY 
48" 1200 ft. 48 lb. 5PGL8 48" 720 tt. 48 |b oPGPO 
40 Ib. Basis Weight 60 Ib. Basis Weight 
lz: 900 ft. 12 |b. 6TWR1 18" 600 ft. 18 Ib. _SPGP1 | 
18" 900 ft. 18 Ib. 5PGL9 ss 4" 600 ft. 24 |b. 5PGP2 
94" 900 ft. 24 |b. 5PGNO 30" 600 ft. 30 Ib. 5PGP3 
-_ 1225 ft. 33 Ib. 5PGN1 36" 600 ft. 36 Ib. 5PGP4 
30: 900 ft. 30 Ib. SPGN2 4g" 360 ft. 34 Ib 3EVT7 
36" 900 ft. 36 Ib. 5PGN3 600 ft. 48 |b 5PGP5 
1229 It. 49 |b. oPGN4 
48" 900 ft. 48 Ib. oPGNS 


* GRAINGER 
APPROVED 


Kraft Paper Sheets 


This heavy packaging 
recycled paper can be used Width Length Bundle No. 

to wrap small products by ae =e eee EDGRI 
hand or fill space insmall = 3% —94" 830 5PGR1 
boxes to prevent items from au ae mals pas 
shifting during shipping. 3124" 500 5PGR3 
Precut stacks don't need to 60 Ib. Basis Weight _— 


24" 18" 400 
be torn or cut to size. 5 — 4" —900 PGR 


Sheets 
Sheet Sheet per Item 





* GRAINGER 
APPROVED 


Bubble Rolls for General Use 


Flexible plastic material made with regularly spaced air pockets 
is used to wrap and cushion items inside a package. 


UPSable—Rolls meet standard UPS ship- 
ping guidelines. Because they're smaller o 
than standard rolls, they are a good choice Me , 
for small e-commerce businesses that a4, ; 

ship low volumes and have limited space. 


Standard—These rolls are ideal for = 
e-commerce companies that pack and = .& 


ship lightweight or midweight items al 


without sharp corners. 
ON- _| PERFORATED 


N 
Rolls PERFORATED (every 12") 
Item 





Bubble Roll Roll per Item UPSable 
Size Width Length Color Bundle No. | No. 
UPSable Bubble Rolls 
12" 300ft. Clear 4 —_— 36DY57 
Ye 24" 300ft. Clear 2 39UK86 36DY55 
48" 300ft. Clear 1 36DY61 —_ 
12° 125ft. Clear 4 —89UL17 36DY53 
Yo" 24" = 125ft. Clear 2 36DY72 36DY50 
48" 125ft. Clear 1 — 36DY56 
Standard Bubble Rolls 
12° /50ft. Clear 4 39UL11 36DY62 
16" =750ft. Clear 3 — 39UK89 
He 24" /50Tt. Clear 2 s6DV68 36DY73 
48" 300ft. Clear 1 36DY69 
48" 750ft. Clear 1 36DY70 36DY78 
12" 188 ft. Clear 4 5VENG6 36DY59 
12" 3/5ft. Clear 4 5VEK3 —_—_ 
16" 188 ft. Clear 3 —_ 36DY77 
16" 3/5ft. Clear 3 5VEK4 36DY71 
5/6 24" 188ft. Clear 2 5VEN7 36DY79 
24" 3/dft. Clear 2 —_—_ —5VER7 
24" 3/5ft. Clear 2 5VEKS» 36DY66 
24" 3/5ft. Clear 1 39UK78 — 
48" 188ft. Clear 1 5VEN8 — Standard 
48" 375ft. Clear 1 5VEL9 —__ 
12° 250ft. Clear 4 39UL01 36DY47 
16" 250ft. Clear 3 —_—_ 36DY46 
Yo" 24" = 250Tt. Clear 2 36DY48 36DY54 
48" 125ft. Clear 1 36DY65 |. 
48" 250ft. Clear 1 36DY64 36DY49 


1412 GRAINGER. 


ITT 








Find even MORE on Grainger.com® 
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Roll Roll Item 
Width —_ Length No. 
3 250 Tt, 36MZ82 
4" 250 Tt. 36MZ83 
6" 250 ft. 36MZ84 





g" 250 ft. 36MZ85__ 

= 12" 250 ft. _36MZ86__ 
A-Flute Corrugated Wraps —12 201. — sswzas 
Layered packing material protects fragile items iy 250 ft soninte 
such as glass or china against damage during 30" 50 ft. 36MZ94 
storage or shipment. A smooth layer of Kraft color 36" 250 ft. _ 3EVP3 
paper is glued to a fluted layer that can be cut or re 

torn to size with a utility knife. 72" 250 ft. 36MZ93 — 








Roll Roll Roll Item 
* aeenauER Width Length Weight No. 
<i sii ft ar: lb. 5PGT4 
Newsprint Rolls 24" 1200 ft. 24 b —SPGTS 
es 30" 1200ft. 30lb. 5 
These rolls fit in dispensing stands so lengths = 35: 4500436 Ib; 5PGT7 
canbe tornorcutfrom the roll. == 48" 1200.48 tb. SPGTB_ be torn or cut from the roll. 48" 1200ft. 48lb. 5PGT8 
WX P= GRAINGER Cc 
APPROVED 
Bogus Paper Rolls (Roll Roll Roll tem 
' oo, idt engt eight 0. 
Bogus paper is soft, making it easy to crumple 01th. Basis Weight 
! 18" 720ft. 18lb. 5PGR9 
by hand to fill space in containers. It's an Sa — $50 24 Is PGT 
economical choice for wrapping or layering 30" 790%. 301b. 5PGT1 
between fragile items such as dishes, glass- 36" 720 ft. 36 Ib. SPGT2 
g g 48" 720ft. 48lb. 5PGT3 
ware, or small decorations. The paper is made 70 Ib. Basis Weight 
from recycled from recycled paper fiber and newsprint. = _#4_11/5 1t._96 1b. _SPGP9_ fiber and newsprint. 24" 1175 ft. 56 1b. _5PGP9 


* GRAINGER 


APPROVED ™ 


Poly-Coated Paper Rolls 


This packaging material is made from heavy, 
stiff Kraft paper that has been coated with a Roll Roll Roll —item 


are | Width Length Weight No. 
wax layer on one side. It's a good choice for 30 Ih, Basie Welaht : 
18 








wrapping metal parts or items that must avoid 600 ft. 181b.  SPGLO 

ee 24" 600ft. 24|b. 5PGL1 
contact with moisture, because the coating 36" 600 ft. 36 lb. 5PGL?2 
protects items against oil, grease, and water. 48" 600 ft. 481b.  SPGL8 


* GRAINGER 
APPROVED 


Anti-Static Bubble Rolls | 


Anti-static material protects against electrostatic 
discharge (ESD), and is a good choice for pack- 
aging electronic devices or computers. 


NON- PERFORATED — 
PERFORATED | (every 12") ; 
Roll ae Pkg. Item Item 
W Qty. No. No. 
¥16" Bubble Size 
12) 300ft, 4 | SQUKS1 <2 
12" 750 ft. 4 5VEP2 39UL09 
24 l/ott. a OVEXO 
— 24" 750 Tt. 2 5VEP3 36DY75 
— 48" 750 fi. 1 — 5VEV6 
_Y2" Bubble Size 
12° 250 Tt. 4 5VEP8 36DY63 
24" 250 Tt. 2 5VEP9 36DY67 
48" 250 ft. 1 5VERO — SVEW2— 


1-800-GRAINGER (472-4643) 




















GRAINGER CHOICE° PACKAGING & SHIPPING 
Find the i. Find Solutions. Find Great Prices. Desiccant Bags, Foam Rolls & Dunnage Bags 
PERFORATED!  NON- 
©, Rolls | (every 12") |PERFORATED 
. Roll ha goer ah aah . 
t. “Tr Width Length Bundle 0 0 ye 
: “ce 140" Foam Thickness F 
( | ORE Oe 6" 2000ft. 12 5VFF6 5VFCO 
| : Ne; Ne No: {S000 4} BUFFS BV FC? 
: 4 : a 5 5 
i} a sore : “yy fore. 24° D000ft. 3 5VFF9 5VFC3 
ie 48" 2000ft. 1 — 5VFC4 
RSH aaa Dy 72" 2000ft. 1 5VFG1 5VFC5 
= “97, 1/20" Foam Thickness | f 
ee oe 4, 12" 1500 ft. 1HAX1 = 
f 2 ae | 24" 1500ft. 1 THAX9 — i 
< ty 36° 1500ft. 1 {HAYS = 4 
‘ay Ye" Foam Thickness 
6" 1250ft. 12 5VFG2 5VFC6 
jor 900. 1 1HAX3 — : 
1250ft. 6 5VFG3 5VFC7 
ri 18" 150 4 eured 5VFC8 
24" 900 ft. — 
a SCs = 48" 1250f. 1 36DY84_ 36DY88 
\ y ae 250 1 = 5VFD1 4 
Bel-Art + H-B Instrument x . 3s " ‘ y ao!" oam ic ness 
Ae ee ae wa — 6° 750f. 19 5VEG8 5VFD2 retest 
. No. 20TL89 i> 600ft 1 THAX5 — 
750ft. 6 5VFG9 — 
Desiccant Bags | 18" 750ft.4 | 5VFHO veo Standard 
When added to packages, these packets absorb water vapor and protect items DA" 600 ft ! HAY’ — F oam R oll S 
that must not get wet. They protect leather items, food products, or medicines. 18" 750 ft 36087 SVEDB : a ee ae 
; - 72" 750 ft. 5 5VFD7 oam sheeting is ideal for 
Nonwoven—When the relative humidity (RH) is less than 20%, these bags Va" Foam Thickness packing ee clings of fragile 
absorb moisture better than silica gel. They are used to control humidity around 6" ate us iF aa SVFUS ap bicakable fons. Rolle anon 
metal and electronics, and are effective at temperatures up to 302°F. 12" S50 6 = 5VFD9 A dicnencar stand sf fan can 
ae 18" 550ft. 4 5VFH6 5VFEO p 
Tyvek—These tear-proof, dust-free bags meet FDA specifications for contact 24" 450 ft. THAY6 — be pulled from the roll and cut 
with food and drugs. They are used to absorb moisture when shipping food, a 2 ig sores oe to size or torn at perforations. 
pharmaceuticals, and electronic components. 4" Foam Thickness White color packaging foam is 
6 250ft 12 = 5VFE4 
Capsule and Cartridge—FDA-approved desiccant bags are for use in food 12 280 if 6 5VFJA ie pee S| a ia ee 
and pharmaceutical applications. The silica gel is packed in a hard capsule or D4" O50 3 — 5VFE7 alice sci eerie a 
cartridge to save space when used in pharmaceutical bottles. Cartridges and 48" 250 ft SLE = 2 adh aanaceen ai 
capsules are best suited for use at temperatures below 100°F, but can be used fe 20m ars = S SHON SPINS E. 
at up to 302°F. 
Desiccant Container Bags per ltem 
W L Area Protected Bag Size Type Package Brand No. 
Nonwoven Desiccant Bags No. 
OV"  2%6' 0.14 cu. ft. 6g Carton 1200 GA 20TL98 oGWN1 
2Vs" 33% a" 0.42 cu. ft. 17g Carton 550 GA 20TM01 
3%" 3%  0.83.cu. ft. 33g Carton 300 GA 20TM02 = 
3% 51%"  1.6/ cu. ft. 66g Carton 150 GA 20TM03 - 
35% 4" 52%" 3.33.cu. ft. 132g Carton 500 GA 201L87 ; Py, 
9% 141%" 66.67 cu.ft. 26409 Carton 30 GA 20TM09 Py _ 
Tyvek Desiccant Bags 
ys" 3%" “0.83. cu. ft. 18g Pail, Plastic 550 SCS 20FX09 
ys" 1/6 0.03 cu. tt. 1g Carton 6000 GA 20TM10 “ty te 
7 11%6" 0.06. cu. ft. 2g Carton 3500 GA 20TM11 “tal 
2%" 0.14 cu. ft. 1/6 oz. Pail 1200 Armor Shield  36LP57 
3%" 0.28 cu. ft. Vs OZ. Pail 700 Armor Shield  36LP58 
TVs" 216" 0.14 cu. ft. 5g Carton 1750 GA 20TL92 
1%" 2% 0.28 cu.ft. 10g Carton 900 GA 20TMO8 > 
1" 3%" ~—(0.42 cu. ft. % 07. Pail 550 Armor Shield  36LP59 oP ley 
25 2%"  0.03.cu. ft. 79 Pail, Plastic 1200 SCS 20RE41 
24%" 2%"  0.03cu. ft. 12 Pail, Plastic 700 SCS 20RE40 f No. 
OV" 2%6" 0.14 cu. ft. 6g Carton 1200 GA 20TM04 wy AnAINGER 2GWP2 
2Vs" 3Vs" (0.28. cu. ft. Tig Carton 700 GA 20TM05 apenaceli 
OVA" eid EPG ft. ale Carton oa : = ems 
3 : 7 Cu. In. 8 OZ. ag ontrol Company 7 
3° 3" 476.00-cu. in. _Ysoz. Bag 40 Control Company azrat | Kraft Paper Dunnage Bags 
a 4" 0.83 cu. ft. 1 02. Pail 300 Armor Shield  36LP60 
3" 4"  0.83cu.ft. 1 0z. Drum 1300. ArmorShield  36LP62 | Recyclable bags are inflated ” a peau baal eh 
3° AY" (0.83 cu. ft. 40g Pail, Plastic 300 SCS 20FX10 ith ai Ickness Fressure Fressure 0. 
361.67 cu fL2 07. Pail 150 Armor Shield gecper | With air and reusable if not Kraft Paper Dunnage Bags | 
3 6" 1.6/cu. ft. 2 oz. Drum 800 Armor Shield 36LP63 | PuNctured, and help prevent 0, a $e ae an ae el 
3%64 3 ¥%4" 0.83. Cu. ft. 339 Carton 300 GA 20TL90 items in trailers. railcars. an : : | 
3568 5%" 1.67 cu. ft. 66g Carton 150 GA 20TMO07 PINS I alets; TaliGals, a d 48" 48" 28 6 psi 3psi__ 24 WN6 
390" 52%" 3.33cu. ft. 132g Carton 500 GA 90TL93 | Containers from shifting during en ct Hi Gps $08 Ae 
Ave" 8 i7%s" (6.67 Cu. ft. 264g Carton 300 GA 20TL88 transit. They provi firm : : psi psi 
5 4%" 0.83 cu. tt. 68g Pail, Plastic 150 SCS 20FX11 ansit. They provide a (2 3628 6 psi 3psi__ 2GWN4 
BY 5%" 3.33cu.ft. 4 0z. Drum 500 Armor Shield 36LP64 | Cushion around large items es ae Ht ae an Soe 
a" 8" 6.67 cu. ff. 8 02. Drum 300 Armor Shield —_—- 36LP65 and protect products against . . 
52%" 8240" 13.33 cu.ft. 528g Carton 150 GA 20TL89 P P g 84°48 28 6 psi 3psi __ 2G WN9 
52%" 91%" 104.00 cu. ft. 125g Carton 79 GA 20TL91 damage. Inflator connects an 96" 48 28 6 psi 3 psi 2GWP1 
Capsule Desiccant Bags air compressor to a dunnage . Item 
5" ¥%," (0.03. cu. ft. 1g Carton 4000 GA 20TL97 P mea g Max. Air Pressure L W No. 
Cartridge Desiccant Bags bag for quick inflation. Dunnage Bag Inflator 
4" z= 3.00 cu. ft. = Can 1 SP Scienceware 9TZ71 100 psi 6 3 2GWP2 
* GRAINGER 
Miro SCS vo | a 
= 5s 7 20FX02 EXAMINE 5 
Humidity Indicator Cards jie : 
Moisture-sensitive spots measure the percentage ;z 
; sight oe No. Indicators Item CHANGE 7 
of relative humidity inside a shipment. The card W L of Dots Humidity Levels = per Case Brand es DESICCANT b 
hanas on the inside of ntainer wall. If the TH" AV6a" 6 10%, 20%, 30%, 40% , 50%, 60% 4 iF Pi g 
anigs OFEMIE side of a co aera h 1% «4% 6 10%, 20%, 30%, 40%, 50%, 60% 00 SCS. SWXZ5 if 
humidity level exceeds a certain percentage, the z : an 10%, SH 125 S¢s aUYT6 : 
moisture sensing spot on the card changes color : 5%, 10%, 60% 5 IF PON, = 
f | : ‘ nah t kth el a 3 30%, 40%, 50% 125 SCS 20FX02 a 
rom blue to pink, alerting shippers to check the 2" eh 4 10%, 20%, 30%, 40% 100 SCS 9KPX6 in : 
package for moisture or damage. 3 26a 3 30%, 40%, 50% 125 GA _20TL95 ee 
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PACKAGING & SHIPPING Scan. Order. Done. 
VCI Products Details on page Al. 









GRAINGER 
APPROVED 


Corrosion 
Inhibiting VCl 
Paper Rolls Basis Roll Roll _ Roll Item Pkg. 


Weight Width Length Weight Brand No. Qty. 


No. 36LP66 No. 36LP68 








* GRAINGER 


























Heavy packaging paper can “sq ih. 12" 600ft._9lb. Armor Wrap 36LP10 3 MO GRAINGER 
be cut or torn to size. Rolls —_30 lb. 18" 600 ft._13 1b. Armor Wrap 36LP11_ 2 | ©" 
fitin a dispenser for use at _30.!b._ 24" 600 ft. 17 1b. Armor Wrap 36LP12 2 . op one 
P ese 30 lb. 36" 600 ft. 9 1b. ArmorWrap 36LP13 1 | GOrrosion Inhibiting VGl Stretch Wrap 
a packing station. Iné paper “30 jb. 48" 600ft. 9Ib. ArmorWrap 36LP14 1 sien Spear ie tee 
wraps metal parts for ship- 30 1b. 36" 600 ft. 9b. ArmorWrap 36LP34 1 VCI (volatile corrosion inhibiting) film is wrapped around a bundle or pallet to 
ment and storage, and it 30 lb. 36" 600 ft. Qlb. ArmorWrap 36LP41 1 | protect machinery and ferrous parts where corrosion of metal parts is a concern. 
1 buildi 35 Ib. 36" 600 ft. 32 1b. __GA__SVFYS_1 | Hand-grade wrap can be applied with or without a handheld dispenser. The 
prevents rust from building “35 1p. 48" 600‘. 43lb. GA —‘SVFY6 1 sual Scent al acu ca ene 
up on items. 80 lb. 48° 1500 ft. 9b. ArmorWrap 49JZ38 1 worker applies the wrap by holding the roll and walking around the bundle. 








These rolls are smaller than machine-grade wrap rolls, making them easier to 
transport around a facility. It is used in low- to moderate-volume wrapping appli- 
cations. Machine-grade wrap is installed on a stretch wrap machine. It comes 
on larger, heavier roils than hand-grade wrap. Opaque stretch wrap cannot be 
seen through, which provides added security by hiding product labels when 
shipping sensitive or valuable items. 


















































































































































































































































Overall Overall Rolls Item 
Gauge —_—S«—=Width Length Color per Case Brand No. 
Hand-Grade VCI Stretch Wrap Films i 
Longer Core 
100 5 in 900 ft Blue 12 Rolls Armor Shield 36LP66 
No Handle 
80 18 in 1,500 ft Blue 4Rolls Armor Shield 36LP67 | 
100 20 in 1,500 ft Blue 1 Roll GA 5VFY3 
Machine-Grade VCI Stretch Wrap Films 
100 20 in 4,500 ft Blue 1 Roll Armor Shield 36LP68 
100 20 in 4,500 ft Blue 1 Roll GA _ 5VFY4 










Basis Sheet Sheet Sheets Item Pkg. 
Weight Width Length per Bundle No. Qty. 


2lb. 4" 4 5000  49JZ25 1000 


Bib. 9 9 1000 a9uz31 1000 | Gorrosion 



































0 15lb. 12° 12° 1000  49Jz32 1000 ne ue 
Corrosion 201. 2a° 27° 500 aauzas 250 | Inhibiting VCl| Pads = 
io mee 30 lb. 6° 6° 2000  55AJ94 1000 
Inhibiting VCl 30 lb. 12" 12" 1000 S5AKO2 1000 | Foam pads are infused with a volatile corrosion 
30!b. 15" 10" __-'1000__55AJ95 1000 | inhibitor for preventing rust. They can be placed 
Paper Sheets | _ " i Ki a0 ae a8 in or between fragile metal items or electronic 
Heavy packaging paper comes in 30 lb. 24". 12" 1000 55AJ97 1000 | Components to cushion them during transit or 





presized stacks. Paper sheets wrap _30lb. 24" 18" ~~ 1000 55AJ98 1000 | storage. VCI pads prevent moisture from accu- 


“ani 30 lb. 3ft. 24" 1000  55AJ99 1000 ; 
small metal parts for shipping or 30 b. 3 ft.6" 3 ft.6" 1000 S5AKO1 1000 mulating on fragile metal parts that would cause 


Storage. They keep moisture outand ~321b. 3ft. 3ft. 100  49Jz36 250 | water damage or rust. 

prevent rust from forming on items. oolb. 4ft 4 ft. 1000 494237 250 Area _—— Pads Item Pkg. 

a WL Protected perCase Thickness No. Qty. 

tT 1 Tcu.ft. 2000 vs __- 36LP53 2000 
fem Pky 5° 2" 1cu.ft. 1000 Ys 36LP52 1000 
: 5%" 5," Yq" 

Thickness W D_ L Color No. _ Qty. ae ST a eee 
2mil 10" 19" 14° Blue 36LN91 500 
2mil 48" 80° 50° Blue 36LN89 75 
4mil 3" — 5" Blue 36LN72 5000 
4mil 4" 0 6" Blue 475W26 2000 
4mil 6" 0 8' Blue 475W28 2000 
4mil 8" 10" 10° Blue 36LN79 1000 
4mil 9" 12° 12" Blue 36LN80 1000 
4mil 10" 12" 12" Blue 36LN81 1000 
4mil 10° 21" 16" Blue 475W25 250 
4mil 10" — 12" Blue 36LN75 1000 
4mil 11" 12° 13° Blue 475W24 250 
4mil 12" 18° 18" Blue 36LN82 500 
4mil 12" — 15" Blue 36LN76 500 
4mil 16" 30" 20° Blue 36LN95 100 7 sie facie . 
4mil 18" 24" 24" Blue 36LN83 250 
4mil 20" 25" 27" Blue 36LN87 100 Corrosion Inhibiting vel Films: 
4mil 23" 17" 46" Blue 36LP02 100 | Versatile films combine the benefits of barrier protection with anti-corrosion 


4mil 24" 36" 36" Blue 36LN84 125 
imil29" 56" 29" Blue 36LP03 50 protection for safe, easy, and dry packaging of metal products. 
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PACKAGING 














VGI Open 
Poly Bags 








PROTECTIVE 
PACKAGING 






















































































Th i : fi 4mil 33" 65" 34" Blue 36LN96 50 Item Pkg. 
nese versatile bags combine benefi- 4mil 36" 80° 40° Blue 36LN86 25 __ Mil Thickness Roll Width Roll Length Roll Weight ‘No. Qty. 
cial barrier packing with anti-corrosion — 4 mil 44" 96" 54" Blue 36LN85 25 A 20ft. ~ 100 ft. AT Ib. 36LP46 
4mil 45" 68" 55" Blue 475W22 35 4 36" 500 ft. 30 Ib. 36LP48 
protection for safe, easy, and dry 4mil 45" 80° 55" Blue 475W21 40 : 4 48" 500 ft. 40 Ib. 36LP49— 
packaging of metal products. They are ~“q4mil 46" 90° 49" Clear 475W23 35 4 72' 500ft.  Solb.  36LP50 1 
recyclable and nontoxic. 4mil 48" 80" 58" Blue 36LP06 25 | 6 20 fi. 100 ft. 57 Ib. 36LP47 1 
1414 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ELL | 





GRAINGER CHOICE° PACKAGING & SHIPPING 
Find the YW. Find Solutions. Find Great Prices. Stretch Wrap 


Stretch Wrap Style and Handle Types 
Cast Stretch Wrap Blown Stretch Wrap a7” 


High-clarity wrap tears Puncture-resistant wrap is 
quiet off the roll and is ideal for irregular loads. 
ideal for uniform loads. 





Handle w/Brake Longer Core Reusable Handle 

















= 
Rolls 
Overall Overall per _— Item No. 15A909 No. 15A895 
Gauge. wath Length Color Case No. 
ast Stretch Wrap Films 
Light Duty —_ 
Se Pb al een 1 Eto 
: t. Light Green oll 15A94 | 
WX PWGRAINGER No. 15G118 60 14" 2000ft. Clear 1 Roll 15A983 | | | 
APPROVED 6015" 2000 ft. Clear 1 Roll 156111 | | u | 
60 15" 2000 ft.Light Green 1 Roll 15A947 
Hand-Grade 60 18" 2000ft. Clear 1 Roll_ 15A984 ‘ . 
60 18" 2000 ft.Light Green 1 Roll 15A952 
Stretch Wrap 65 15'%o' 1476 ft. Clear =n, 21XL08 
Standard Duty No. 15A846 
Protect pallets and bundles from 70 12° {500ft. Clear 1 Roll 15A988 
contaminants such as dirt and 0 Pa _ ‘ Light Green pol a 
: i 7 ae ear oll 15 Cast | Blown 
moisture, keep items together, and 70 15" 1500 ft.Light Green 1 Roll 15A948 L Rolls/ Item | Item 
prevent tampering. This wrap is fo 1g" 1900, Clear _“T Roll 1SA09 Gauge W (ft.) Color* Case Brand) No. | No. 
; _Light Green 1 Ro Longer Core Handle Stretch Wrap Films 
for use with or without a handheld 0 S00 Cle a Rolls 1ee078 =. ma pure Handle St p UMS 069) —= 
dispenser. Apply the wrap by holding 70 18° 15004. Clear 192 3600979 | coon * GRAINGER 65 20° 1000 C 4 GA |40TE22; — 
the roll and walking around the | Rolls ee BEEROVED 7020" 1000 LG 1 GA _/15A958)— — 
80 12° 1500ft. Clear 1Roll 15A990 80. 3° 1000 C 1 GA _(15A930)  — 
bundle. These rolls are smaller than ~s0 42" 1500 ft. Light Green 1 Roll 15A944 Stretch Wra 30.5" 1000. C { GA 45A909 — 
; 80 15" 1500 ft. Clear 1 Roll 156113 = 80 5° 1500 C y) GA — |(36P084 
wrap boxes and irregular loads or 8018" 1500. Light Green 1 Roll “15949 with Handles 80 20° 1000. C1 GA 15A908° — 
d -Light Green 1 Ro , 80 20° 1000 LG 1 GA |15A959) — 
ae se ie lumber or pallets 80 18° 1500ft. Clear 4 Rolls 15A936 | Handles are included to protect ~99 5" 4000 Cc 7 GA | — /9R724 
Pont chcre erste een 80 18° 1500ft. Clear 1%. a6Pogo | hands from the sharp edges of 90 20° 1000 LG {GA 15A960 
Cast Stretch Wrap Films—This 90 12" 71500ft. Clear 1 Roll 156110 | the core and reduce cuts and 720.3" 700. C1 GA 4154931, — 
wrap is quieter to apply, and has oO 121500 ft. Light Green 1 Rol! 158945 | abrasions. To apply the wrap, 120 5° 700 C1 GA (15910) — 
; E 90 15" 1500 ft. Clear 1 Roll 15G114 120 20° 800 LG | GA (15A956. — 
more cling than blown film. It also aa eS et n Cio Green Tol SASSI the worker holds the handle 150 3" 600. C + GA 15932, — 
ides j ; .__ Clear 0 150 5" 600 C 1 GA _|15A911, — 
provides improved Clarity over blown —99-—49 4500 ¢#¢ Light Green 1 Roll 15A955 and walks around the bundle. Fai EASA aS RETA 
film for viewing bundle contents and Heavy Duty ‘aaectare Ee Smaller than machine-grade 60 2" 1000 LG 24 Good15A856. — 

d .Light Green_1 Ro ili 70 18" 1500 C 1 Good |15A985)  — 
wrap drip appleation for union. oe ee HATE | oe tees eeeae aren 2 
WwW url ICatl unl : t. Light Green 0 80 3° 1000 GC 4 GA (15A912; — 
ead 12018" 1000ft. Clear {Roll 15118 | Longer Core Handle Stretch —-5 2. i099 —¢ 4 Good 150888 — 

32) ails JODO CLG Greer 1 Roll 154951 | Wrap Films—Built-in handle 80 3° 1000 C 18 GA 150015 — 
Blown Stretch Wrap Films— tight Duty rap Fi'ms extends from each end of a ae a a 
Puncture- and tear-resistant wrap is cm is 2000 ft. Clear 4 Rolls 54ZV63 | the core, allowing workers to 80 5° 1000 C 12 GA 150017, — 
a good choice for irregular loads with antares Out wa pone sazvea | hold the core while wrapping. ye a ee 
sharp edges. It is less likely than cast 80 12" 1500 ft Clear 4 Rolls 5aZvel Handles are disposable. 120 3 600 : 18 ood — 15C009 
; ear olls 5 ood 15A895; — 
film to change shape el stretch after 30 18° 1500 ft. Clear __ 4 Rolls 54ZV65_ | Reusable Handle Stretch 120 3" 700 C4  #4GA 5A913, — 
application, which makes it good for _80 20° 1000 1t. Clear _@ Rolls 54ZV68 | wy pe inc canbe 120 3° 700 C18 «GA _|15C020) — 
heavy loads or loads that might shift geo pie 1900 ft. _Clear_4 Rolls_S42V66 P ae a a ee EY 
during transport 120 181000 Clear —a Rais sazver | “moved when the roll is empty {90-8700 dB 

and installed on refill rolls. An = 4595" 700 LG 4 GA 15978, — 
< ergonomic grip allows wrap to 120 : 700 : v GA Seni — 
GRAINGER ' : —_— 
HARDWRAPPERS. APPROVED be applied with one hand and 4505" 600 C 4 GA 15A917, — 
. . helps reduce hand fatigue. nea oe aoa : E: sebad 15A898;  — 
= anaie wi rake otretc rap Films 
Color-Coding Stretch Wrap with Handles | janie with Brake Stretch gO O00 Let Cond TSABSO, — 
Color-coding is used to quickly identify contents to sort and route items, and Wrap Films—Hand-grade 70 20" 1000 Cc 4 Good’ — 45A836 
can be used to indicate tampering or repalletizing. This hand-grade stretch wrap | stretch wrap has a reusable a 3. Abb : ; ood 15A840 ISAGAA 
has a handle that workers hold while applying wrap, protecting hands from cuts | handle with a brake between 30 20" 1000 P + Good’ — 15A846 
and scrapes caused by sharp cores and reducing hand fatigue. Handle with the handle and core to protect a Ae my ‘eo goo ATE _— 
brake stretch wrap features a brake between the roll and the user's hand. workers’ hands from sharp 190 90" 800. P + Good’ — 15A845 
Reusable handle stretch wrap can be removed from the roll when it's empty | edges. * LG=Light Green. C=Clear. P=Purple. G=Green. 
and reused. Ergonomic grip helps reduce worker fatigue. 
Rolls * GRAINGER 
G Width eet Col Cas Brand Ne aia 
auge Width Length Color Case ran 0. = 
candle with Brake Stretch Wrap Films No. 15A878 Color-Coding Cast 
ast 


80 20" 1000ft. Black 1 Roll Goodwrappers 15A986 
80 = 20"=—-1000ft. Blue 1Roll Goodwrappers 15A878 
80 20" 1000ft. Red 1Roll Goodwrappers 15A893 
80 20" 1000 ft. Orange 4 Rolls Goodwrappers 15A890 
Reusable Handle Stretch Wrap Films 


Stretch Wrap Rolls 


Standard duty wrap is used to identify and protect uniform 
bundles. It can help sort and route items, and can be used to 





Cast indi j j j j 
30 3" 1000 Black 4 Rolls Goodwrappers 154879 indicate tampering or repalleting. It is quieter to apply, and has 
80 3° 1000ft. Blue 4 Rolls GA 15A919 more cling than blown rolls. It also requires less force to stretch 
80 3" 1000 ft. Blue 4 Rolls Goodwrappers 15A881 i inati i i 
303" 1000 ft Orange 4 Rolls GA 15A004 the wrap during application, reducing worker fatigue. 
80 3" 1000 ft. Red 4 Rolls GA 15A918 Overall Overall Rolls Item 
80 9° 1000 ft. Black 4 Rolls Goodwrappers 15A880 Gauge Width Length Color per Case No. 
80 9 1000ft. Blue 4 Rolls GA 19A925 80 18 in 1,500 ft Blue 1 Roll 15C004 
80 9 1000 ft. Green 4 Rolls GA 15A926 80 18 in 1,500 ft Green 1 Roll 75C006 No. 15A987 
80. 9 1000 ft. Orange 4 Rolls GA 15A927 80 18 in 1,500 ft Orange 1 Roll 15A987 
80-5" 1000 ft. Red 4 Rolls GA 154924 = No. 15A879 80 18 in 1,500 ft Red 1 Roll 15C007 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1415 


PACKAGING & SHIPPING Scan. Order. Done. 
Stretch Wrap Details on page A1. 















No. 
36P125 | | _— Ce 
. : HAAN RAPD ERS, APPROVED 
A rayryarancen wo. | Product-Concealing Stretch Wrap 
n 36P113 Opaque wrap provides added security by hiding product labels when shipping 
Machine-Grade a, sensitive or valuable items. It is a continuous length of plastic that is wrapped 
Stretch Wra salle around the sides of a pallet or bundle to protect the package from dust and 
_ Ip Overall Overall Cling per item moisture, prevent and indicate tampering, and keep items together. 
This wrap is installed on a stretch Gauge Width Length Type Color Case No. ; 
wrap machine. It comes on larger, Cast Stretch Wrap Films Handle Opaque Stretch Wrap Films—This hand-grade wrap has an inte- 
i ; ’ Light Duty 
heavier rolls than hand-grade 0 90" Q0007L 7-Side Clear 7 Roll -36P127 grated handle that protects hands from the sharp edges of the core, reduces 
50 20° 9000 ft. 1-Side Clear 40 Rolls 36P104 | Cuts and abrasions, and eliminates the need to purchase a handle separately. 
Se 50 30° 9000 ft. 1-Side Clear 20 Rolls 36P103 | | 
are used in medium- to high- Be a 7300 if 15108 Clear 40 Rolls 2iXL07 Hand Opaque Stretch Wrap Films—this hand-grade wrap is manually 
volume packing and shipping 8520" 7500ft. 1-Side Clear Roll 3ep1i7_ | Wapped and can be applied with or without a handheld dispenser. These rolls 
applications. Standard Duty . are smaller than machine-grade wrap rolls, making them easier to transport 
70 20" 6000ft. 1-Side Clear 40 Rolls 36P110 da taciiv: Mand-arad din iowee arate aval 
Cast Stretch Wrap Films—The io 20 6000 ft 2Side Clear Rol 19R726 aroun at y. ee ae et hi use Ow- in ts se ee hae 
; t. 1-Side Clear 1 Ro ing applications and can be used to wrap boxes and irregular loads or bundles, 
film protects the contents from = —g) 99" S000 ft 1-Side Clear t Roll taco12 | © i = ' : : 
tampering and damage, and is By 20" S000 ZSide Clear 40 Hols S6PT18 Sue acum 
: _ 1-Side_ Clear 0 . ‘ ; 
quieter to apply and has more 80 20" 6000 ft. 1-Side Clear 40 Rolls 36P120 | Machine Opaque Stretch Wrap Films—This gud 
cling than blown film. It also 80-20" = 6000 ft. 2-Side Clear 1 Roll 19R727 machine-grade wrap comes on larger, heavier rolls than 15A905 
ides i d clarit 8030" 6000 ft. 1-Side Clear 20 Rolls 36P101 eee 
provides improved Clarity over 80 30" 6000 ft. 2-Side Clear 1Roll 36P112 | hand-grade wrap and is installed on a stretch wrap a 
blown film for viewing bundle 80 30" 6000 ft. 2-Side Clear 20 Rolls 36P097 i ium-to-hi — —_ 
eiwandi irene Force to 2020, 2000 1-Side Clear 40 Rolls 36P108 machine. i is used in medium to-high volume packing 
g quires 90 20" 5000 ft. 2-Side Clear 1Roll 19R728 | and shipping applications to conceal bundle contents. 
stretch the wrap during applica- Heavy Duty TTS ESCs AY TIS TPES Overall Overall Rolls Item 
_ toldé lear ONS Gauge Width Length Color per Case Brand No. 
Pen ech MONET USN J 9 Ga 20 Fa SBP2 | Man pau Sete Wr Fi 
. oa andle with Brake 
Blown Stretch Wrap Films— "430 20" 4000 ft. 2-Side Clear 40 Rolls 36P119 | — g0 20° 1000‘f. Black 1 Roll Goodwrappers 150883. 
Blown film is less likely than cast Senter Duty Wrap Films iy A a : ite a Rol Goodiwrappels aKa —_ 
: : . Blac olls Goodwrappers 
film to change shape or stretch "79-20" -6000‘f. 2-Side Clear 40 Rolls 36P109 | “No Handle WrepPer 
after application, which makes it 80 20° 60007t. 2-Side Clear 1 Roll 36P113 80 18° 1500ft. Black 1 Roll GA 15C005 
d choice fori : | 80 20° 6000 ft. 2-Side Clear 40 Rolls 36P098 | ~Reusable Handle 
a good choice Tor neavy, irreguiar “Heavy Duty | 80 3"  1000ft. Black 4 Rolls GA 15A922 
loads with sharp edges. 12020" 3750 ft. 2-Side Clear 40 Rolls 36P105 80 3" 1000 ft. White 4 Rolls GA 15A923 
= 80 5°  1000ft. Black 4 Rolls GA 15A928 
era ot 5" : 1000 i aie 4 Rolls GA 15A929 
and Opaque Stretch Wrap Films 
Le oly & ee Reusable Handle 
No. 15A847 3° 1000 ft. White 4 Rolls Goodwrappers 15A904 
Breathable o. 80.5"  1000ft. White 4 Rolls Goodwrappers 15A905 - ¥ 
ee —— Machine Opaque Stretch Wrap Films ° ola 
Stretch W —¢ fm | No Hana 15C01315C005 
retc rap unshanmeatias a 80 20" 5000ff. Black 1 Roll GA 15C013 
Pallet netting is wrapped around No. 15A907 =e OOS 
ndles an items t = a 
bundles and bagged items to ane — keercence me 


secure them to pallets. Netted LN NEN APPROVED  SaapWaPPERS. 


wrap is used to bundle packaged a 

produce, such as bags ofonions High-Performance Stretch Wrap 

and potatoes, or other food items al ih This wrap provides the same strength and puncture 

that need refrigeration or freezing. 9 “7S a Be resistance at a thinner gauge than standard stretch “™ 
Vented wrap is often used with ae ll wrap. It is a continuous length of plastic with one- S| eo 
perishables such as dairy prod- nemo oe sided cling that is wrapped around the sides of a 

ucts, fresh fruits and vegetables, 5 Natal eet ee em pallet or bundle to protect the package from dust 

beverages, frozen food, and phar- »Netted’Stretch Wraps. «=~ Sm |_ and moisture, prevent and indicate tampering, and 

maceuticals. It is softer than netted _ 80 20" 00 ft. _1Roll__15A847__| keep items together. 

stretch wrap, making it less likely  »yented’stetch Wags 


——_—_—— 


Hand-Grade—Used in low-to-moderate volume 


80 16 500ft. 4 Rolls 15A907 Re 
{9 cut through bundle contents. —_*!§—__&#_“.-—.“¥_"»»« wrapping applications or to wrap boxes and irregular 
loads or bundles, such as lumber. No. 49XF32 
=a« e( = Machine-Grade—Larger and heavier than hand- | 
BARUWAAEESSS: grade stretch wrap. 
F Overall Overall Rolls Item 
Top Sheeting Replacement Roll Gauge Width Length Color per Case Brand No. 
Top sheeting is used in stretch wrapping operations to cover the top of a pallet Hand Grade High Performance Strete LT ee 
that can be reached while wrapping the sides. Replacement rolls are composed 35 15%" 2000ft. Clear 1 Roll GA 11Y824 
of perforated sheets. They have handles with brake and are smaller than top We 12% 1476 ft. Clear_4 Rolls _Goodwrappers 49XF32 
; ; achine Grade High Performance Stretch Wrap 
sheeting rolls, making them ideal for low-volume and hand-wrapping applica- 39 20" 10,000 ft. Clear 40 Rolls GA 21XL04 
39 30" 10,000 ft. Clear 20 Rolls GA 21XL01 
tions. Place the sheet on top of the pallet before wrapping the sides. 4.99" 9500 ft. Clear 40 Rolle GA 51XL05 
Sheet Sheet Mil Rolls Item 42 30" 9500 ft. Clear 20 Rolls GA 21XL02 
Length Width Thickness CoreSize Color SheetsperRoll per Case No. 49 20" ~— 9000 ft. Clear 40 Rolls GA 21XL06 No. 21XL01 
60" 60" 1.25 {"dia. Clear Continuous Roll 1Roll —_15€010 70 20° 6500ft. Clear 40 Rolls GA 36P096 
em «=X paeycrauncer Item Pkg. Item Pkg. 
— APPROVED Thickness Color W DH No. Qty. Thickness Color W D 4H _ No. Qty. 
——_————— 15 mil Clear 51° 49" 73" 2EWH5 100  3mil Black 51° 49" 73" 2EWJ5 50 
Pallet Covers 15 mil Clear 51" 49° 85" 2EWH6 100  3mil Clear 51" 49" 73" 2EWJ7 50 


; mil Clear 51° 49" 73" 2EWJ2 50 3mil Clear 51° 49" 85" 2EWJ8 50 
These covers fit over loaded pallets to — mil~Clear 51" 49" 85" 2EWJ3 50. 3mil Clear 51° 49" 97" 2EWJ6 50 

rotect the contents from dust, dirt, 2mil Clear 55° 45" 73" 2LCY4 30 3mil Clear 55" 45" 73" 2LCY7 20 
P a aeeneaucines apes 2mil Clear 55° 45" 85" 2LCY5 25 3 mil Clear 55° 45" 85" 2LCY8 15 
and deoris during transport or storage mil Clear 55° 45" 97" 2LCY6 20 3mil Clear 55" 45" 97° 2LCY9 15 
in a warehouse or loading dock. 2mil Clear 68° 65° 82" 2EWJ4 950 3mil Clear 68" 65° 87" 2EWJ9 50 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


ae 


Bar Handle 
Dispenser 
* No. 5NVZ2 


em 





Orbital 
Dispenser 
No. 6MGV3 


— 


HIGHLIGHT 


INDUSTRIES, INC. 


* GRAINGER 
APPROVED 


Stretch Wrap Dispensers 


Reusable Mini-Wrap Handles—Reusable 


These dispensers hold stretch wrap rolls, 
making it easier and quicker to manually 
apply stretch wrap to pallets and bundles. 


Bar Handle Dispensers—Ergonomic 
handle and grip provide two-handed control 
when applying wrap. These dispensers 

are used with larger hand-grade stretch 
wrap, usually rolls 12" to 20" wide. Handles 
protect hands from sharp core material and 
reduce hand fatigue and strain. 


Rope Applicators—These applicators 
apply wrap at full width and have an attach- 
ment that can be used to compress the 
full-width stretch wrap to the thickness of a 
rope. Stretch rope provides added stability 
over full-width wrap alone when bundling 
large or heavy loads. 


Stand Up Bar Handles—Long handle 
allows workers to apply stretch wrap at 
the bottom of the pallet without stooping 

or bending at the waist or reaching up to 
wrap the top of tall pallets. They hold larger 
stretch wrap rolls, usually 12" to 20" wide. 





Rope Stand Up 
Applicator Bar Handle 
No. 29PH62 No. 2TKZ5 


Reusable Mini 
Wrap Handle 
No. 5NVZ4 





End Caps 
No. 29PH58 


handle and rotating mount allow workers 
to apply stretch wrap with one hand. The 


handle protects hands from the sharp edges 


of the core, reduces hand fatigue, and 
speeds application. Reusable mini-wrap 
handles are used with narrow stretch wrap 
rolls, generally 2" to 5" wide. 


Orbital Bundler Dispensers—Manually- 
operated dispensers hold bundles off the 
ground while stretch wrap is applied verti- 
cally around the bundle. They can hold 
regular or irregularly shaped bundles. Arms 
can be adjusted vertically and horizontally 
to ensure bundles of different sizes are 
centered when wrapping. 


End Gaps—Caps are inserted into the 
stretch wrap roll core and protrude slightly 
from the core to provide a smooth surface 
that protects workers’ hands from cuts and 
abrasions caused by sharp core edges. End 
Caps can be removed and reused. 


Minimum Maximum Overall Fits Dispenser Item 
Roll Width Roll Width Length Core Size Weight Brand No. 
Bar Handle Dispensers 
6" 14" 18" a 60 Ib. Encore Packaging Corporation 55KH53 
12 18° 18" a 4 |b. Highlight 5A414 
12 18" 25 3 5 Ib. GA 97562 
12 20" 15 3 3 Ib. GA 5NVZ1 
12 20" 18 oF 3 Ib. GA 5NVZ2 
12 20" 24 ci 5 Ib. Encore 29PH59 
12 20" 24 eg 7 Ib. Encore 29PH60 
12 20" 24" 3 9 Ib. Encore 29PH61 
Rope Applicators 
12" 20" 24" o 11 Ib. Encore 29PH63 
12" 20" 24" 3. 12 Ib. Encore 29PH62 
Stand Up Bar Handles 
11" 20" 60" 3 3 Ib. Nelson Wrap Nwd 2TKZ5 
Reusable Mini Wrap Handles 
: Bh 8" 3 1 Ib. GA 5NVZ3 
2" 5" (ie 3 1 Ib. GA 5NVZ4 
Orbital Bundler Dispensers 
: : 40" a 132 |b Highlight 6MGV3 
End Caps 
Unlimited Unlimited 5" a 1 Ib. GA 41ZZ1 
Unlimited Unlimited or a 1 Ib. Encore 29PH58 
Unlimited Unlimited 5 3 — GA 3UAX2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


PACKAGING & SHIPPING 
Stretch Wrap Dispensers & Machines 
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No. 5NVZ6 









No. 5NVZ5 


* 
GRAINGER a waRD HIGHLIGHT 


Stretch Film Cutters 


Handheld cutters slice through stretch wrap, 
bubble rolls, paper, and twine from packages 
and bundles. They have a recessed blade 










; Overall Item 
that cuts long lengths without the stretch Length Brand No. 
wrap jamming the blade. They are also used _6.9° GA__SNVZ6 
to cut wrapping from the roll or remove Westward _4NZD9 

pping 71 GA 5NVZ5 
stretch wrap from a bundle. 8" Highlight +8PG33 
Stretch Wrap Turntable 


No. 3KB50 





Steel Ramp 
No. 6HH16 


Stretch Wrap 
Machine 


HIGHLIGHT No. 3KB51 


INDUSTRIES, INC. 


Stretch Wrap Machines, 
Turntables, and Ramps 


Machines—Rotate the product _—_ stretch wrap turntables on loading 
and apply wrap in one operation, docks and in storage facilities 
eliminating the need for workers _ to wrap pallets with uniform or 

to walk around a pallet, reducing _ irregular sides. 

worker fatigue, and freeing them 
up for other tasks. Use them on 
loading docks and in storage 
facilities to wrap pallets with 
uniform or irregular sides. 


Ramps—Ramps allow opera- 
tors to use a pallet jack to load 
heavy pallets onto stretch wrap 
machines and remove the pallet 
when wrapping is complete. 
The jack is pushed up the ramp, 
providing quick access to the 
machine table. 


Turntables—Electric turntable 
holds the bundle and slowly 
rotates while workers stand in 
one place and hold the wrap. Use 


Motor Max. Load Max. Load Max. Load For Roll Load Item 
HP Length Width Height Width Capacity Current No. 
Stretch Wrap Machines 
Manual Machine 
Vp 52" 52 80" 12’ to 18" 4000 lb. 15A  6HH17 
Semi-Automatic Machine 
V4 52 52 80" 20" 4000 lb. 15A 3KB51 
WA 52" 52" 80" 20" 4000 lb. 154A 6MGU9 
WA 5a. 52 110" 20" 4000 lb. 154A 6MGU8 
Stretch Wrap Turntables 
Manual Machine 
WA be" 52" 80" 12" to 18" 4000lb. 715A  3KB50 
V4 52" 52" 80" 12'to 18" 4000 lb. 15A 6MGV1 
Item 
L No. 
Steel Ramps 
845" 6MGVO 
55%" 6HH16 


PACKAGING & SHIPPING 
Heat Activated Stretch Wrap 


Scan. Order. Done. 
Details on page A1. = 



















Roll Item 
Width Roll Length Color Max. Shrink Brand No. 
Industrial, Single Wound, Polyethylene Shrink Films 
7 mil Thickness 
20ft. 100ft. White 30%1D, 30% MD GA 5URU6 
24ft. 90ft. White 30%7D, 30% MD GA 5URU7 
Centerfold, Polyolefin Shrink Films 
0.75 mil Thickness 
10" 3500 ft. Clear 40%1D, 40% MD GA 5URUO 
10" 3500 ft. Clear 65%TD,65% MD Gps ShrinkFilm 45EJ53 
12" 3500 ft. Clear 65%TD,65% MD ‘Gps Shrink Film 456J54 
14" 3500 ft. Clear 40%1D, 40% MD GA 5URU2 
14" 3500 ft. Clear 65%TD, 65% MD Gps Shrink Film 45EJ55 
16" 3500 ft. Clear 40%1D, 40% MD GA 5URU3 
16" 3500 ft. Clear 65%TD,65% MD Gps Shrink Film 45EJ56 
18° 3500ft. Clear 65%1D, 65% MD  _GpsShrinkFilm 45EJ57 
22° 3500 ft. Clear 40%TD, 40% MD GA 5URU5 
22° 3500 ft. Clear  65%ID,65% MD ‘Gps Shrink Film 456J58 
0.6 mil Thickness 
10" 4350 ft. Clear ~~ 40% 7D, 40% MD GA 5URT4 
10" 4375 ft. Clear ~~ 65%1D, 65% MD Gps ShrinkFilm 45EJ47 
12" 4375 ft. Clear 65%1D,65% MD Gps ShrinkFilm 45EJ48 
14" 4350ft. Clear ~~ 40%7D, 40% MD GA 5URT6 
14" 4375 ft. Clear 65% TD,65% MD Gps Shrink Film 45EJ49 
16" 4350 ft. Clear 40%TD, 40% MD GA 5URT/ 
16° 4375 ft. Clear 65%TD,65% MD Gps Shrink Film 45EJ50 
Industrial 1 Single Wound Centerfold, PVC 18" 4350 ft. Clear 40%TD, 40% MD GA 5URTS 
No. 5URUG Heat Activated 18° 4375 ft. Clear 65%TD,65% MD —_GpsShrink Film 45EJ51 
No. 4LT30 22° 4350 ft. Clear 40%TD, 40% MD GA 5URTS 
22° 4375 ft. Clear 65%TD, 65% MD Gps Shrink Film 45EJ52 
Centerfold, PVC Shrink Films 
0.75 mil Thickness 
10" 500 ft. Clear 40%TD, 40% MD GA 3ZKX2 
10" «2000 ft. Clear 40%1D, 40% MD GA 3ZKX3 
iz 500 ft. Clear 40%TD, 40% MD GA 52234 
12" 2000 ft. Clear + 40%1D, 40% MD GA 5URR1 
14" 500 ft. Clear 40%TD, 40% MD GA 3ZKX4 
x 14" 2000ft. Clear += 40%7D, 40% MD GA 5URR2 
| 7 1S" 500 ft. Clear 40%TD, 40% MD GA 4LT30 
i. 15" 2000 ft. ~~ Clear +~=40%7D, 40% MD GA 4LT29 
— 16" 500ft. Clear 40%TD, 40% MD GA 52241 
Bi eS 4 16" 2000 ft. Clear 40%1D, 40% MD GA 3ZKX6 
18" 500ft. Clear 40%TD, 40% MD GA 52244 
18" 2000 ft. Clear 40%1D, 40% MD GA 3ZKX7 
oy 500 ft. Clear 40%TD, 40% MD GA 52246 
fpvc Shrink Bags 22° 2000 ft. Clear  40%TD, 40% MD GA 5URR3 
No. 3ZKX8 24" 500 ft. Clear 40% TD, 40% MD GA 3ZKX5 
PVC Shrink Tubing a = 2000 ft. Clear 40% TD, 40% MD GA 5URR4 
1 mil Thickness 
re ares 10° OOft. Clear 40%TD, 40% MD GA 5URR5 
12" 1500 ft. Clear 40%7D, 40% MD GA 5URR6 
14" 1500ft. Clear 40% TD, 40% MD GA 5URR7 
15" 1500 ft. Clear 40%1D, 40% MD GA 5URR8 
18" —1800 Clear 40%. 40% MD GA BURT 
: 500 ft. ear %ID, 40% 5 
el GA Rees @ExI film plus ‘ses ; 22" 1500 ft. Clear 40% TD, 40% MD GA SURT1 
PVC Shrink Bands 26°  S500ft. Clear 40%T1D, 40% MD GA A4LT34 
fy t- A ti t al No. 5URVO 26° 1500ft. Clear 40%1D, 40% MD GA 4LT33 
fehl ral ae 
= = 5 ear % ID, % 5 
Shrink Wrap Films PVC Shrink Tubing 
; ; ; ; — 1 mil Thickness 
Wrap tightly around items to keep them is economical for manual applications. It forms cy 1500 ft. Clear 40%TD, 40% MD GA 5URKS8 
contained during transport or protected a skintight protective wrap over packages oat Ulea _e e GA ou 
st weather. Fm shrinks When €xD0S4 pug. ghrink vides crysa-oear, fe tBo Geer —1081D. doe De _——S 
x i = . " t. r % % 
aes skintight wrap around contents. Makes bags 18" 1500 ft. Clear 40%TD, 40% MD GA SURLS 
pallets, and dry docked boats. For use with of any length Item Pkg. 
heat guns or shrink tunnels, sold separately. Be sy ert — Color Max. Shrink _— Brand _—iNo. _Aty. 
oes PVC Domed Shrink Bags—Domed feature -tmithickness 
Industrial, Single-Wound Polyethylene : ; ; ' , 

: : provides extra space. Insert package into bag 8 20 Clear 40%1D, 40% MD GA SURP3 100 
Shrink Films—Waterproof, durable, and and seal open end 24" 24" Clear 40%TD, 40% MD GA  5URP6 100 
high puncture and tear resistant. Provides 26° 26" Clear 40%1D, 40% MD _GA__SURP7 100 

: , 32 29 Clear 40%1TD, 40% MD GA  5URRO 50 
UV protection for up to 9 months. Shrink with PVC Shrink Bags—insert package into bag = pve Shrink Bags 
propane heat gun, sold separately. and seal open end. oe ies ies ——409GTD, 40% MD GA BURNG 500 
= = i. H 1 Yr" i % % 
Centerfold Polyolefin Shrink Films— PVC Shrink Bands—Fit 4-, 8-, 12-, 16-,24-, °° 1. eat ae, Ate MDa __ 38 at 
Polyolefin wrap is approved for direct food and 32-0z. deli pack containers with 4°%"-dia. 8" 14° Clear 40%TD, 40% MD GA 5URN7 100 
contact. It forms a skintight protective wrap _lid. Available clear or clear with red print that 2 15s peat TOTS ine uP af ee My 
over packages. reads “Sealed for Your Protection.” Preformed es c oe ALD sia uy a aay zi 
Se with round shape and built-in lip to quickly fit ear eID, Ves 
Centerfold PVC Shrink Films—Clear PVC adie PLO GUIRY I (PVE Shrink Bands eee 
. negro ee over container lids. 25mm 192mm Clea 40%TD, 10% MD GA  SURVO 5000 
has maximum shrink of 40%. This shrink film 53mm 192mm_~Clear/Red Print 40%TD; 10% MD-GABURV1 8000 
* GRAINGER 
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rare) extra strip of lower PTFE tape. 


No. Sealing 


13F520 Teo Bot 100RE OVE 
32.0° 600 to 1000°F 110VAC 
1418 GRAINGER. Find even MORE on Grainger.com® 
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Feature a solid-state timer, special 
alloy heating element, film separator, 
film roll cradle, and heat gun. Also 
feature extra heating element and 


Watts 
1200 
1200 


Heat-Activated Shrink-Wrap Systems 


MAINTENANCE KIT 


Includes heating element, strip of lower 
PTFE tape, and 2-element cover tapes. 


L 
33.72" 
45 43" 


W 
16" 
16" 


H 
12%" 
125" 


MAINTENANCE 
KIT 
Item Item 
No. No. 
13F520 — 
13F522 13F530 
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Standard Steel Strapping 


Applied by hand, this strapping secures heavy loads with 
irregular or rough edges. Standard-duty, low-carbon 
steel strapping is for securing most moderate-to-heavy 
loads, such as heavy wooden crates. High-tensile 
strapping is used in the railroad industry. It is made of 
heat-treated high-carbon for use with heavy loads such 
as cement blocks, lumber, and machinery. Portable 
standard-duty is packaged on smaller rolls in a 
dispenser box. It is suitable for securing pipe and other 
quick strapping needs. 


Strapping Break Strapping Strapping Item 
Thickness Strength Length Wind Core Size Brand No. 
Standard-Duty Steel Strapping 
Y in Strapping Width 
0.017" 1,2/5 lb 300ft Ribbon “%inDia Signode 5A419 
1,275 lb 3,460 ft Oscillated 3in Dia Signode 3XG6/ 
0.02" 11/0 lb 3,087 ft Oscillated 3 in Dia_Signode 2CVC3 
1,180 lb 2,942 ft Oscillated 16inDia GA  3CTU2 
0.023" 1,350 Ib 2,008 ft Oscillated 16inDia GA  16P033 
Ye in Strapping Width 
0.017" 1,625 lb 300ft Ribbon %4inDia Signode 5A422 
1,625 lb 2,/70ft Oscillated 3inDia Signode 3XG68 
0.02" 1,460 lb 2,478 ft Oscillated 3inDia Signode 2CVC4 
1,470 lb 2,353 ft Oscillated 16inDia GA 3CTU3 
0.023" 1,690lb 2,0467ft Oscillated 16inDia GA  16P034 
¥4 in Strapping Width 
0.017" 1,900 lb 300ft Ribbon %inDia Signode 5A425 
1,900 lb 2,310ft Oscillated 16 in Dia Signode 3XG69 
0.02" 1,/50 lb 2,058 ft Oscillated 16 in Dia Signode 2CVC5 
1,/65 |b 1,961 ft Oscillated 16inDia GA  3CTU4 
0.023" 1,950lb 1,/95ft Oscillated 3in Dia Signode 5SDVY1 
0.025" = 2,7/701b 1,569ft Oscillated 16inDia GA  38CTU5 
0.029" 3,205!b 1,330ft Oscillated 16inDia GA  38CTU6 
1% in Strapping Width 
0.029" _5, 


No. 3XG72 


930!lb 811ft Ribbon 16inDia GA  3CTU7 
High-Tensile Steel Strapping 
v2 in Strapping Width 
0.02" 1,525 Ib 3,087 ft Oscillated 3in Dia Signode 3XG7/0 
Ye in Strapping Width 
0.02" 1,900lb 2,478 ft Oscillated 3in Dia Signode 3XG/1 


Yq in Strapping Width 
0.02" 2,200 lb 2,060 ft Oscillated 3in Dia Signode 1ARZ/ 
0.025" 2,800 lb 1,648 ft Oscillated 3in Dia Signode 3XG/2 
0.029" 3.400lb 1,428ift Oscillated 3in Dia Signode 6AA21 
1 % in Strapping Width 
0.029" 5400lb 891ft Ribbon 3inDia Signode 3XG/4 
Portable Standard-Duty Steel Strapping 
¥e in Strapping Width 
0.015" 665lb 300ft Ribbon 2inDia GA 
Y2 in Strapping Width 
0.015" 890 lb 300ft Ribbon 2inDia GA _ 16P037 
0.017" 1,275lb 300ft Ribbon 2inDia GA  52YU47 
0.02"  1,485lb 300ft Ribbon 2inDia GA  16P041 
0.023" 1,350 Ib 300 ft Ribbon 2inDia GA  16P038 
Ye in Strapping Width 
16P042 


0.02"  =1,855!b 300ft Ribbon 2inDia GA 
0.025" 2 /7/0lb 300ft Ribbon 2inDia GA  3CTV2 


16P036 


No. 52YU47 
¥4 in Strapping Width 


CT reroven Ma SIGNODE" 
Seals for Steel Strapping 


These high-grade galvanized steel seals are pinched tight around strapping 
ends to secure them in place. A tensioning tool is used to pull the strapping 
tight and a sealer tool compresses a seal to hold the strapping in place, see 
page 1420. Open seals, sometimes called snap-on or open flange seals, 
secure steel strapping around flat surfaces, such as boxes and pallets. They 
have an open face that is placed around the strapping during or after tension- 
ing. Pusher seals secure steel strapping around round surfaces such as pipe 
and rebar. They are installed by threading the strapping through the seal. 


Fits Seal 
Strap Seal Surface Item ‘Pkg. 
Width Length Type Brand No. Qty. 
Open Seals 
High Tensile Seals 
Sa" 154 Flat GA 3CTV7 500 
1Y4 2A Flat GA 3CTV8 500 
Regular Duty Seals 
3" 1%" Flat Signode 5ZV43 5000 


Yo" 1%" Flat Signode 95A420 200 

14" Flat GA 3CTV4 200 No. 5A420 
5/4" 1" Flat Signode 5ZV45 5000 

1%" Flat Signode 95A423 200 





Yq! TY" Flat GA 3CTV6 = 200 
14%" Flat Signode 95A426 200 

Pusher Seals 

High Tensile Seals 


yp! il Round _Signode_ _5ZV46 4000 

2Y5 Round Signode 5ZV48 /00 

14%" 2V5' Round Signode O5ZV47 7/00 
Regular Duty Seals No. 5ZV46 

Vy" 332" Round GA 52YU63 2500 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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PACKAGING & SHIPPING 
Steel Strapping, Seals & Carts 





No. 3CTW8 
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be SIGNODE' 


Steel 
Strapping 
Kits 

These kits include a selection of items that work together to hold, store, 
transport, tension, and seal steel strapping. Wheeled strapping carts store and 
transport coils and tools around a facility. Tensioners pull strapping tight to 
ensure a secure fit, sealers apply seals to keep the straps from slipping, and 
cutters cut strapping to length. 

Fits Strap Break Strapping Strapping Fits Core 


Width Thickness Strength Length Wind Size 
Cart, Tensioner, Sealer, Strapping, Cutter & Seals 


High Tensile 
Y," 0.020" 1180lb. 2942 ft. Oscillated 16° 
Yo" 0.020" 1180lb. 2942 ft. Oscillated 16° 
¥4" 0.020" 1765lb. 1961 ft. Oscillated 16° 
Yq" 0.020" 1765lb. 1961 ft. Oscillated 16° 
76" 0.020" 1470lb. 400ft. Oscillated — 500 Open Seals GA  6LGEO 
7" 0.020" 1470lb. 2353 ft. Oscillated 16° 500 Open Seals GA _ 6LGD6 

Portable Strapping, Tensioner, Sealer, Cutter, Seals & Tool Box 


High Tensile 
A400 ft. Oscillated  — 900 Open Seals GA 3CTW8 


Y," 0.020" 1180 Ib. 
ya" 0.020" 1/765lb. 400ft. Oscillated — 900 Open Seals GA 3CTW9 


Strapping Item 
Seal Type Brand No. 


900 Open Seals GA  3CTX1 
5900 Pusher Seals GA  6LGD7 
900 Open Seals GA 3CUNDS 
500 Pusher Seals GA 6LGD9 


Fits Fits Fits 
Strap Strapping Strapping Core Item Strap Item 
Width Wind Seal Type Size Brand _ No. Thickness Width Brand No. 


Cart, Tensioner, Sealer & Cutter Tensioner, Sealer, Dispenser & Cutter 

High Tensile Y," GA‘ 66DK11 
1%" Ribbon Closed Seals 16" Signode 6BY67 0.035" 7" GA  66DK12 

Standard Yq GA 66DK14 


Yo" —_Oscillated Open Seals 16" Signode 53YJ81 
Ys" _Oscillated Open Seals 16" Signode 53YJ82 


4. 
y | 


CARISTRAP 





bt SIGNODE'’ 
“news ~MIP ss 
Strapping Carts 


Carts secure coils through the core, so operators can 
pull strapping off the coil as needed. Wheels allow 
operators to move the carts around worksites. A brake 
stops the roll from turning or unwinding when not in 
use. A built-in bucket or tray holds tools and seals. 
Plastic carts hold polyester and polypropyene strap- 
ping coils. They are not compatible with steel or poly 
cord strapping coils. Poly cord carts are sized to 
hold poly cord strapping coils and are not compatible 
with steel, polyester, or polypropylene strapping coils. 
Steel carts hold core sizes and widths of steel strap- 
ping coils and are not compatible with plastic or poly 
cord strapping coils. Plastic and Steel carts feature 
an extension bar that holds wider cores than those 
generally found on steel strapping. They are for steel, 
polyester, and polypropylene strapping coils and are 
not compatible with poly cord strapping coils. 








Min. Max. 
Strapping Strapping Strapping Fits Item siclehictahagiid 


Width Width Wind Core Size Brand No. 
Strapping Carts for Plastic Strapping 
Standard Duty 
ye" 5/4" Oscillated 16" dia. 
Ae Y;" Oscillated 6" dia. 
Strapping Cart for Poly Cord Strapping 
Standard Duty 
Vy" 1%" —_ Oscillated 3° dia. 
Strapping Carts for Steel Strapping 


Signode 2CVC1 
Signode 4BU78 


Caristrap 4DXA9 





Standard Duty 
Vy" ik Ribbon 16" dia. GA 6YPG1 
Yq" 1%" Ribbon 8" or 16" dia. GA 6YPG2 
3" 4" Oscillated 16° dia. Signode 4BU76 
J" 14%" Ribbon 8" dia. Signode 4BU/7 
Strapping Carts for Plastic and Steel Strapping 
Heavy Duty 
Ss —_ 1%" — Oscillated 16" dia. GA _ 48uY02 
tandard Duty 
A ye Oscillated 16" dia. Mip  4CHV8 om 


PACKAGING & SHIPPING Scan. Order. Done. 
Steel Strapping Tools Details on page A1. 
















= 
= 
§ No. No. - No. 
\ 5A421 3XG98 52YU69 
rel 1-Handed 1-Handed 2.Handed 
No. 3CTX3 No. 6A217 No. 5ZW77 * Midwest 
? ° as MIPS, nasiGNoDE: 
Sealer Tools for Steel Strapping 
Crimp and secure strapping seals for §Pneumatic—Also called air-powered 
23 Pad steel and zinc-coated steel strapping. sealers, these tools connect to a 
Strapping is wrapped around a bundle compressed air system to automati- 
- 2-Handed 2-Handed 2-Handed or package and tightened, thena seal cally apply seals to steel strapping in 
No. 52YU72 No. 6A219 No. 1ATA2 is crimped in place using a sealer tool. medium-to-high volume applications. 
Midwest We : They can be used on flat and round 
MIPE. APPROVED KF hMSIGNODE' Manual “Use for low-volume applica- aces, such as pallets and pipe, and 
" tions or where access to an external : fa tibie with all’aeal sizes ae 
Cutter Tools for Steel Strapping power source is limited. They can Se noite arena : 


Cut off excess strapping to reduce the 1-Handed—use on light- to medium- | be carried to the work location. The 
risk of injury caused by sharp edges. _— duty strapping. One-handed operation Operator squeezes a lever to crimp and 
Strapping band cutters are used to cut keeps the opposite hand free. press the seal in place. 








te ee aan 2-Handed—Use with medium- to rene with Tensile’ Tool Seal Type _ Tool Joint Type Brand No 
foe after fie Bear eneire d heavy-duty and high-tensile strength dealsh ana Tools 
: andard Duty 
steel and zinc-coated steel strapping. ¥8' to V2" 665 Ib. Open Seals Double Down Notch GA _52YU53 
Two-handed operation provides the ie tL to is paste Ss Single Notch Mip BZWEs 
: : O13 10; nap On Seals ouble Notc ip 
extra power needed for quick cuts. A 9 Double Notch AA? 
Fits Strap _— Fits Strap Overall Tool Item is 023 abst Seals oe = Signode 3XG96 
Width Tensile Length Wt. Brand No. Yo" to Ae 1350 Ib. Open Seals Double Down Notch GA 3CUNS 
1-Handed Cutter Tools Yo" to Ye" 1350 Ib. Pusher Seals —_ Single Up Notch GA 52YU66 
Standard Duty Front %e" .015 to .023 Pusher Seals single Notch Mip oZW68 
¥'to Ys" 015 to .031 17 3 Ib. Mip 5ZW75 Action % 015 to .023 Snap On Seals Double Notch Mip oZW64 
Heavy Duty a ie meen seas Double Notch signage ee 
¥e' to. 1%" 035 11%" 2 Ib. GA 3CTX4 Ye pen o€als = ignode 
i" , .035 oF 1 Ib. GA 3CTX3 %' to _Ys2" 1690 Ib. Open Seals Double Down Notch GA 3CUP1 
4" 035 Q" 1 Ib. Crescent H.K. Porter 6A217 ¥s'to V2" 1690 Ib. Pusher Seals —_ Single Up Notch GA 52YU67 
1080 15 5 Ih —— Crescent HK Porter— BD G 023——Open Seals Signode — 8749 
: : rescent H.K. Porter 4 = 
o-Handed Cutter Tools 4 5 Ya" to 16a" 2025 Ib. Pusher Seals —_ Single Up Notch GA 52YU68 
Heavy Dut eavy Duty 
Wt ” .015 to .050 24" 8 Ib. Mip oZW77 Front a .015 to .023 Pusher Seals Single Notch Mip _ 5ZW66 
a .050 24 6 Ib. GA o2YU/2 Action —aza = .015 to .023 Snap On Seals Double Notch Mip oZW63 
2 .050 24 7 Ib, Crescent H.K. Porter 6A219 fs" t0 As 3205 Ib. Open Seals Double Down Notch GA 3CUP2 
Z. .050 30" 8 Ib. Signode TATA2 ya .025 to .031 Snap On Seals Double Notch Mip oZW80 
y4" 031 Pusher Seals Double Notch Signode 3XG98 
Side Ya" to 264" 3205 Ib. Open Seals —_ Single Down Notch GA o2YU71 
N N Action Ya .025 to .031 Snap On Seals Double Notch Mip oZW79 
ec: 2 1%" .031 Pusher Seals Double Notch Signode 3XG99 
52YU73 16P173 TV" to 2%a" 5530 lb. Pusher Seals Double Up Notch GA _52YU69 





1M%" to %a" 5531 Ib. Open Seals —_ Single Down Notch GA 52YU70 
Pneumatic Sealer Tools 





Heavy Duty 
Front ya" .031 Pusher Seals Single Notch Signode 1ARZ9 
Action 14%" 031 Pusher Seals Single Notch Signode _1ATA1 
Nal 
e * 
“SS misicNope: O* *HBUs3 
* Midwest . - = 
GRAINGER weaSIGNODE’ MIP ie, Phe toiien te Tensioner Tools for Steel Strapping 
H H H Pull the ends of the strapping Pneumatic —Also called an air- 
Combination Tools for Steel Strapping to secure the strap around the powered tensioner, this tool connects to a 
These tools tension, seal, and cut Manual—Manually-operated tools bundle before sealing the ends compressed air system to secure the ends 
Cue cance | tee strapping in medium igh 
need to use different tools for each source or attachments, so are often Manual—These tools can be eee 
operation. They are used in medium- to used in applications where access to a_ | brought to the work location and 
‘ie bie ; the tool automatically tightens the steel 
high-volume applications to speed the power source is limited. do not require an external power strapping, speeding operation and reduc- 
processing and reduce operator fatigue : , source or attachments. They are. ical 
Pneumatic —Air-powered combi- ‘ gs ing fatigue. It can be used on flat or round 

over using separate tools to perform ai tate are powered by a used for low-volume applications. «nag including bundles and pipe 
the same functions. Combination tools ae y The operator pushes a lever to 


compressed air system. They speed 
the operation and reduce operator 
fatigue compared to manually-oper- 


tighten straps before a seal is 
applied using a sealing tool. 


can be used on flat or round surfaces 
such as bundles and pipe. 
Seal 





ated combination tools. Fits Strap Fits Strap Surface Too Item 
Fits Strap Fits Strap Seal Tool Item Width Tensile Type Wt. Brand _ No. 
Width Tensile Tool Joint Type Surface Type Wt. Brand No. Manual Tensioner Tools 
Manual Combination Tools Standard Duty 
Feedwheel Yo" to %" 890 to 2025 lb. Flat /lb. GA  3CUN7 
Yo" to Ye" 1350 Ib. Sealless Flat 8 |b. GA 52YU73 %' to 4" 30 Flat 5lb. Signode 3XG89 
Sealless Heavy Duty 
Ya 023 3 Key Locking Flat 8lb. Signode  4NLJ7 ¥8' to 4" 023 Flat Signode 3XG90 
Yo" 015 to .025 3 Key Locking Flat 8 lb. Mip 16P173 ¥e' to 44" 018 to.025 Flat 6b. Encore 49H258 
¥" 023 3 Key Locking — 8lb. Signode  4NLJ8 ¥8' to V4" 023 Round 41b. Signode 3XG91 
%e' 015 to .025 3 Key Locking Flat 8 lb. Mip 16P174 Ya" to 144" 031 Flat / lb. Signode 3XG93 
ya" 015 to .025 3 Key Locking Flat 8 Ib. Mip 16P175 Ya" to 1 Ya" 035 —  /\|hb. Signode 3XG92 
Pneumatic Combination Tools Pneumatic Tensioner Tool 
Pusher Heavy Duty 
4" 025 Single Notch Round 11 1b. Signode 3XHO05 Ya" to 1 Ya" 044 Round 8lb. Signode 3XHO7 
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“ 
3 * GRAINGER wy Poy 
CARISTRAP APPROVED | 


Poly Cord 
Strapping 


Embedded cords provide more te ae 
strength and higher resistance to ™ ADWT9 
shock and tearing than standard 


ee ~ 
polyester. Poly cord is similar in ie: ; 7 4 
strength to steel strapping but is  Nomwoven—light-duty strapping (some J —- Reeyeycramncer 


times called composite strapping) has CARIS TRAP APPROVED 
more flexible. It does not scratch P pping) 


or mar surfaces and is more resis- bedded fibers along its length to resist. | Dally Cord Strapping Kits 


snapping and tearing when securing light- 


\] 


No. 
3CUNG6 





4 No. 
“Tt aw 16P026 





tant to shock. It won't rust and These kits include a selection of items that work together to hold, store, 
withstands temperature changes men pies en ae onan transport, tension, and seal poly cord strapping. Metal buckles secure heavy 
when used outdoors. The ends Woven—This nonmarring cord is used to | products such as lumber, bricks, stone, or metal. Plastic buckles resist corro- 
are secured using a handle tie or secure heavier loads than nonwoven poly | sion, won't scratch packages, and are ideal for bundles shipped using the U.S. 
sealed with a strapping buckle, cord. Fibers run the length of the strapping | Postal Service. Strapping, tensioner, buckles, and tool box kit lets your wrap 


seal, friction weld, or heat.Apply and across the strapping to provide added | strapping around a box, bundle, or item and then wrap each end of the strapping 
and seal using a strapping machine strength and resistance to breaking. Use to | around the buckle. Pull the strapping tight using a tensioner. Buckles use strap 


























or manually-operated tools. secure bundles of brick, stone, and steel. | tension to hold strapping in place and do not require sealing. Tool boxes hold and 
Break _— Overall Strapping Core Core Coil Item Pkg. | transport all necessary items. 
Strength Length Color Width Width Size Width Brand No. Qty. Fits Strap Break Strapping Coil item 
ponwovelt itt pepe roe nn Width Thickness Strength Length CoreDia. Color Width Brand No. 
Strap Width: 12 in Strap Width Stra lng and Metal Buckles 
1.2/9 1b 3,623 ft Natural Yin 5 in SinDia 13%" Caristrap 4DWT9 2 yr 99.9 mil 1279 lb, 820 ft. 3° Natural 137" Caristrap — 4DWXS 
ee IT OObi White. % | Bin 8inDi 3" GA 16P073 1 A 32.2 mil 1276 |b. 820 tt. 3" Natural 13%" Caristrap 4DWX3 
! ! Te ee ee : ye -29.9mil_ _1623lb. 820ft. 3" —Natural_~(13%" Caristrap 4DWX6 
Strap Width: % in Strap Width Standard : : P 
400 lb 1,640 ft White %in  8in 8inDia 8" GA 16P074 1 ; : — — 
1830 lb 1.640ft Natural %in 5 %in 3inDia 11%" Caristrap 4DWZ8 2 Sir sana aid Prestle Hac ble Black GA__16P025 
130 am : Z473 f Natural *%in 5 %in 3inDia 13%" Caristray 4DWT7 2 Steriod: 
trap Width: 1 in Strap Widt — — 
Zit. WOar tt Natural Tin Sin SinDia 16" Caristrap_4DWTB 2 Ee a Se le 
rap Width: 1% in Strap Wi , , i i 
3.527 b ooo Natural us in | a in ah nD 13" Caristrap ADXA1 y) High Teasile~ 9 mil 1830 Ib. 1640 ft. 3 Natural 11% Caristrap 4DXD4 
et t atura 4in 5 Yin 3inDia 15° Caristrap 4DWU8 2 i F i i 
Strap Width: 1 1 in Strap Width Ys 0.050 2500 Ib. 250ft. 3%" Orange 6 GA 3CUN6 
5.401 lb 892ft Natural 1%in 5 %in 3inDia 15"  Caristray 4DWU2 2 
Woven Poly Cord Strapping 
Strap Width: % in Strap Width No. No. 
350lb  7,800ft White “in 6in 4inDia 6° GA 40TP73 1 49NT97 
Strap Width: % in Strap Width 
525lb  5,250ft White %in  6in 4inDia 6° GA 16P066 1 
Strap Width: 12 in Strap Width 
650lb  1,500ft White “in Gin 4inDia 6° GA 16P067 1 
700lb 3,900ft White “in 6in 4inDia 6° GA 16P068 1 
1,279 lb  3,624ft Natural “in 5 %in 3inDia 13%" Caristray 4DWY4 2 
1,528 lb 3,085 ft Natural Yin o’in 3inDia 13%"  Caristrap 4DWY5 2 
Strap Width: 52 in Strap Width 
850lb  3,000ft White  %in  6in 4inDia 6° GA 16P069 1 
1,623 Ib 2,910ft Natural %in 5 %in 3inDia 13%" Caristray 4DWY7 2 
Strap Width: % in Strap Width 
1,050lb 2,100ft White %in 6in 4inDia 6° GA _16P070 1 
1,830lb  1,320ft White %in 6in 4inDia 5° GA 2CXP8 1 No. 
1,830lb 1,640 ft Natural %in 5 %in 3inDia 11%" Caristray 4DWY2 2 55NV92 « 
2,248 Ib  2,056ft Natural %in 5 %in 3inDia 13%"  Caristray 4DWY9 2 
2,500 lb  250ft White “in 6in 3%inDia_ 6° GA _16P071_ 1 
3,450 lb  1,332ft Natural “in 5 %in 3inDia 131%" Caristrap 4DWZ2 2 | 
Strap Width: 1 % in Strap Width | m ¢ 
. 4/,% 14% in u ‘nie a Midwest 
1350lb 600ft Tan Min 1%in “V 1% GA  16P072 1 CR TEKNIKA GRAINGER ; 
Dia ease? c an “4 RAP MIP wz: — 
$2851 3301 White —Tvin Twin — 14 GA 2¢XP9 1 cian Pe, Seno aters 
wet 020 Tt ren 1%in 1%in 3%inDia_ 18° Caristrap 4DWZ3 2 7 
3607p 1 083 tt Green tain 5 sin 3inDia 18" —-Carstrapabw2s > | FOOLS for Poly Cord Strapping 
= = 1 = Lf . 7 7 
ST ote Bue el 1 en Sen Da TO Crista AWE 2 Tension and cut strapping after it has been threaded through a buckle. Correct 
| tensioning ensures bundles or packages stay secure. Manual tools can be 
“ Carried to a work location. They do not require an external power source or 
6 | a. 
Cc a St - a) GRAINGER | attachments, so are often used in low-volume applications where access to a 
or rapping CARIS TRAP APPROVED | power source is limited. Battery tool is rechargeable and easily moved around 
Metal buckles maintain tension on poly cord strapping. Each end of the strap- a worksite. Pneumatic tool speeds processing and reduces fatigue compared 
ping is wrapped around the buckle and tightened using a tensioning tool. to manual tools when used in medium-to-high volume settings. 
The buckles use strap tension to hold strapping in place and do not require Fits Strap Seal Tool fain 
sealing. They have a phosphated seal finish. Standard-duty buckles secure Fits Strap Width _ Tensile Surface Type Wt. Brand No. 
poly strapping in light-to-medium weight strapping applications. Heavy-duty Standard Duty 
buckles resist corrosion and secure poly strapping in medium- to heavy-duty vt 5/4" 020 to .031 Flat 3 Ib. Mip 5ZW81 
applications, such as securing lumber, bricks, stone, metal, and pallets. Upto y pero oto rat 2 e: caris pap athe 
Fits Seal Heavy Duty 
Strap Inside Item Pkg. Yo" to Ya" .070 Flat 4 lb. Teknika 49NT97 
Width Width Seal Applic. Brand No. Qty. Ye to 112" 5400 Ib. Flat 6 Ib. GA 2CXR3 
Standard Duty Buckles Ya" to 1%" .080 Flat t Ib. Teknika 49NT98 
¥'  —%*~IN Regular Duty Tension Caristrap 4DXC8 1000 ¥4' to 2" .160 Flat 12 Ib. Teknika 49NT99 
Ys" Yain Regular to Heavy Duty Tension _Caristrap 4DXC2 1000 1A 9400 ft.-lb. Flat 4 lb. Caristrap 4DXA6 
Up to1% 
Heavy Duty Buckles p 9400 ft.-lb. Round 5 Ib: Caristrap 4DXA7 
Ya" Yin Heavy Duty Seals GA 2CXR1 1000 Battery Tool 
Yq" Ya4in_ Extra Heavy, Special Duty Tension Caristrap 4DXC3 500 Standard Duty 
1" 1 in Special Duty Tension Caristrap 4DXC7 200 No. 4DXC2 Y2" to 4" .040 — 13 Ib. Orgapack DONV92 
1 Tin Heavy Duty Tension Caristrap 4DXC5 500 2: Pneumatic Tool 
1%" 1 Yin Heavy Duty Seals GA 2CXR2 250 Heavy Duty 
1%" 1 %in Extra Heavy Duty Tension Caristrap 4DXC6 250 ¥4' to 12" 9400 Ib. Flat 10 Ib. Caristrap 4DXA8 
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PACKAGING & SHIPPING 
Polyester Strapping 


Scan. Order. Done. 
Details on page A1. 





No. No. 
WP acRAINGER 33RZ08 33RZ01 
APPROVED 
Polyester 





Strapping 
These coils secure lumber, heavy pallets, and other medium-to-large loads 

for storage and shipment. Polyester construction is noncorrosive so it will not 
damage surfaces. It is a safer alternative to steel and is more rigid and stretches 
less than polypropylene strapping, allowing it to retain tension over time. 
Polyester strapping is stronger than polypropylene strapping, but has less overall 
strength than stainless steel strapping. Apply strapping using manually-operated 
strapping tools or a strapping machine. 


Hand-Grade—Manually apply to lumber, heavy pallets, and other medium- 
to-large loads. This strapping is generally used in low-to-moderate volume 
applications. It is secured using tensioning tools, seals, and sealers. 


Machine-Grade—lhis strapping does not require seals. Automatic strapping 
machines are used in moderate-to-high volume applications. 


Strapping Break Overall Coil Item 
Width Thickness Strength Length Color Core Size Width No. 
Hand Grade Polyester Strapping 
Standard Duty 
As. 0.0210" 900 Ib. 300 ft. Green — 1" 33RZ07 
0.0200" 600 Ib. 3600 ft. Black 16" dia. ey 2CXK5 
yp" 0.0250" 775 |b. 2900 ft. Black 16" dia. 3" 2CXK8 
0.0280" 820 Ib. 300 ft. Green — i 33RZ08 
0.0280" 825 Ib. 300 ft. Green 1" dia. Ya" 6LGA7 
5/s" 0.0300" 1100 Ib. 300 ft. Green 1" dia. %e" 6LGA9 
: 0.0300" 1100 Ib. 1800 ft. Black 16" dia. ch 2CXL1 
Heavy Duty 
%" 0.0500" 1400 Ib. 300 ft. Green — 1" 33RZ09 
fq" 0.0350" 2500 Ib. 200 ft. Green — i: 33RZ10 
Machine Grade Polyester Strapping 
Standard Duty 
As 0.0210" 460 Ib. 11,550 ft. Green 16" dia. 6" 33RZ18 
0.0180" 900 Ib. 10,500 ft Green 16" dia. 5 33RZ20 
0.0200" 600 Ib. 7200 ft Black 16" dia. 6" 2CXK4 
0.0200" 600 Ib. 7200 ft Green 16" dia. 6" 2CXK3 
Yo" 0.0210" 600 Ib. 9000 ft Green 16" dia. 6" 16P050 
0.0250" 650 Ib. 7200 ft Green 16" dia. 6" 5JPR3 
0.0250" 7/5 |b. 9800 ft Black 16" dia. 6" 2CXK7 
0.0250" 7/5 |b. 9800 ft Green 16" dia. 6" 2CXK6 
0.0280" 820 Ib. 6500 ft Green 16" dia. 6" 33RZ01 
0.0250" 900 Ib. 4400 ft Black 16" dia. ay 16P052 
5/5" 0.0250" 900 Ib. 4400 ft. Green 16" dia. 6" 16P053 
0.0300" 1100 Ib. 3600 ft. Black 16" dia. 6" 2CXK9 
0.0300" 1100 Ib. 3600 ft. Green 16" dia. 6" 33RZ14 
Heavy Duty 
0.0350" 1300 Ib. 4000 ft. Black 16" dia. 6" 33RZ13 
0.0350" 1400 Ib. 4000 ft. Black 16" dia. 6" 16P055 
0.0350" 1400 Ib. 4000 ft. Green 16" dia. 6" 2CXL2 
0.0350" 1400 Ib. 4000 ft. Green 16" dia. 6" 16P054 
5/g" 0.0350" 1400 Ib. 4000 ft. Green 16" dia. 6" 33RZ19 
0.0400" 1500 Ib. 4000 ft. Green 16" dia. 6" 5JPR5 
0.0400" 1600 Ib. 4000 ft. Black 16" dia. 6" 16P057 
0.0400" 1600 Ib. 4000 ft. Black 16" dia. 16" 41P109 
0.0400" 1600 Ib. 4000 ft. Green 16" dia. 6" 5JPR1 
0.0400" 1600 Ib. 4999 ft. Green 16" dia. 6" 16P056 
0.0400" 1800 Ib. 3000 ft. Green 16" dia. 6" 5JPR6 
Yq" 0.0400" 1900 Ib. 3000 ft. Black 16" dia. 6" 3HJZ5 
0.0400" 1900 Ib. 3000 ft. Green 16" dia. 6" 5JPR2 
0.0500" 2500 Ib. 2400 ft. Green 16" dia. 6" 33RZ04 
il 0.0400" 2500 Ib. 2200 ft. Green 16" dia. 6" 16P060 
hte SIGNODE' 
1% Payry GRAINGER Miinost ace | 
CE Proven MIP Packaging 





Seals for Polyester 
Strapping 


A textured surface grips the smooth poly- 





ester surface to prevent the strapping from No. 
slipping and losing tension. Secure seals 2CXPS 
using a manual strapping sealer. Fits 
— Strap Seal Item Pkg. 
Open—These seals secure polyester Width Length Brand No. Oty. 
strapping on flat surfaces. They are placed (Open Seals 
over the strapping during or after tension- Regular Duty Seals 
( pping g Ora : %e Ye ~— ‘Signode 3A133 500 
ing and can be used where high-tensile i : is Signode pared 1000 
: ‘ a ignode 
strength is needed. Gripper Seals | 
, : t 
Gripper—Sometimes called serrated Wat GA BEKPS 1000 
seals, these gripper-style seals have barbs _% —1'%a GA 20XP6_1000 
JaNabiee Ye TV GA 16P031 250 


that grip the polyester strapping. They are 3-4 GA 
secured in place using a sealer tool. Ya A Mip 


1422 GRAINGER. 
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40TP76 1000 
16P176 1000 





Find even MORE on Grainger.com® 


No. 
16P170 







No. 
16P077 





he SIGNODE' 
MIPS, “aac 
Sealer Tools for Polyester Strapping 


These manually-operated tools apply pressure to crimp and secure strapping 
seals to polyester strapping. 


Standard-Duty—These tools have 
shorter handles and apply less pres- 
sure than heavy-duty sealer tools. 
They crimp and secure strapping 
standard-duty seals. 


Heavy-Duty—Longer handles for the 
pressure required when working with 
heavy-duty strapping and seals. They 
crimp standard and heavy seals. 






Fits Strap Overall Handle Item 
Width Fits Strap Tensile Length Length Tool Joint Type Brand No. 
Standard-Duty 
Ya .020 _— _ Crimp Signode 3A124 
ye .028 to .050 19" Va Serrated Crimp MIP 16P170 
Yo" to %e _ 600 to 820 Ib. 19%!" 1/7 Crimp GA 2CXN5 
%e' .028 to .050 21" 17" Serrated Crimp MIP 16P171 
Heavy-Duty 
¥s' to %2" «750 to 1100 Ib. 19%!" 17" Crimp GA 2CXN6 
5/4 .028 to .050 19" 1 Serrated Crimp MIP 16P172 
4 1900 to 2500 Ib. 19%" if: Crimp GA 40TP77 
Ya" to 1342" 1100 t0 1900 lb. 23" 20" Crimp GA 16P077 
* GRAINGER vas 
APPROVED o-? 
MISIGNODE Foun? 


Manual Tensioner fools | 
for Polyester Strapping @*® 


= Flat seal surface type 

Tighten the strapping before securing it using 

a seal and sealing tool. Correct tensioning No. , 
prevents damage caused by over tensioning, 9ADJS 
and keeps bundles and packages secure. 





Fits Strap _—‘ Fits Strap Seal Tool Item 
Tensioner Type Width Tensile Surface Type Wt. Brand No. 
Regular Duty 
— Y," 020 Flat 1lb.  Signode  3A083 
Feedwheel Tensioner Y," .020 Flat 4lb. Signode 3XG94 
Windlass Tensioner Yo" to ¥" 015 to .050 Flat 5 Ib. Encore 49H257 
Windlass Tensioner Yo" to Ye .040 Flat = Signode 4FKW5 
Windlass Tensioner ¥8' to 4" .050 Flat 9lb.  Signode 4FKW6 
Heavy Duty 
Windlass Tensioner Yo" to 4 1900 Ib. Flat 4 lb. GA 9ADJ5 
No. 
196ZF3 
ht SIGNODE’ oie 
5 - — . . 16P078 


FROMM SYSTEMS. 
Combination Tools for 
Polyester Strapping 


= Friction weld joint type 

Tension, seal, and cut strapping in a single operation, eliminating the need to 
use a different tool for each operation. Combination tools can be used on flat or 
round surfaces, and are used in medium-to-high volume applications. 


Battery—A rechargeable battery Pneumatic—Also called air-powered 
allows the tool to be easily moved combination tools, these pneumatic 
around a worksite. One-hand operation tools are powered by a compressed 
with no need for external attachments air system. They can be operated with 


or power SOUICes. one hand. 
Fits Strap Fits Strap ToolTension Battery Item 
Width Tensile Capacity Voltage Pressure Brand No. 
Battery Combination Tools 
Yo", V8" — 50 Ib. 18V — Signode 429182 
Ye" .023 to .053 880 Ib. 18V —_ Pac Strapping  196ZF3 
%3', a" _ 900 Ib. 18V _ Signode 429183 
fa .042 to .053 900 Ib. 18V — Fromm 45HY87 
4" .047 to .060 1575 Ib. 36V — Pac Strapping 40TP70 
Pneumatic Combination Tools 
ye" .020 to .035 450 Ib. _— 70 to 99 psi Pac Strapping 40TP65 
¥e" to V2" 025 180 Ib. _— _— Signode 16W206 
¥e' .035 800 Ib. _ 85 to 90 psi Signode 6ZGA4 
7s" 040 to .055 ~=1250 Ib. _— 70 to 99 psi Pac Strapping 40TP53 
1"to1%" .040to.055 1280 Ib. —_ 70 to 99 psi Pac Strapping  16P078 
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No. 52YU54 No. 2CXN2 





* GRAINGER 
APPROVED 


Manual Tensioner Tools for 
Polypropylene Strapping 


= Standard-duty seals 
= Flat seal surface 


Correct tensioning ensures bundles or packages are secure during shipping or 
storage, and help prevent over tensioning that can damage boxes and contents. 





WX pay GRAINGER 
° Tool ltem 
CIN renoven M4 SIGNODE Tensioner Type Fits Strap Width Fits Strap Tensile Wt. No. 
+ — Yo" to Ya" 300 to 1000 Ib. 2 Ib. 52YU54 
Polypropylene Strapping Windlass Tensioner to Ve 300 to 1000 Ib. 3 lb. 2CXN2 


Sometimes called poly strapping, these lightweight bands are used to bundle 
newspapers, seal and bundle cartons, and secure light loads. The embossed 
surface makes the strapping flexible so it's easier to bend around edges and 
irregular shapes. 


No. 2CXN3 


Hand-Grade—Secure using hand-operated tensioning tools, seals, and sealers. 
Generally used in low-to-moderate volume applications. 





Machine-Grade—Applied using a strapping machine, these bands do not lel PAYGRAINGER 
require seals. Strapping machines are used in moderate-to-high volume penta 
applications. Sealer Tools for 
Strappi Break Overall C Coil It Pkg. fi 
width - Thickness Strength Length Color Size Width Brand No. aly. Polypropylene Strapping 
Hand-Grade Polypropylene Strapping Apply pressure to crimp and secure strapping seals to polypropylene strapping. 





Standard-Duty 






6 0.0230" 500 lb. 300 ft. Black "dia. Ae" GA 6LFZ4 1 Standard-Duty—These tools have shorter handles than heavy-duty sealer 
0.0180" 300 1b. 9000. Black 8'dia.-8”Ga— Lad | t00ls and they apply less pressure. 
0.0180" __300 lb. _9000 ft. Black _16" dia. _6 __GA__2¢XH1__1 _ | Heavy-Duty—With longer handles than standard-duty, these tools can apply 
0.0220"  400lb. 9000ft. Black 8'dia 8 GA 6LFzZ8 1 ; 
0.0220"  400lb. 9000ft. Black 16'dia. 6° + GA  GLFZ7 1 greater pressure required when working with heavy-duty strapping and seals. 
0.0220" 500 Ib. 300 Black a dia, fe GA SlEZ They are used to crimp standard and heavy-duty polyester strapping and seals. 

i : 5 t. ac "dia. : 

e 0.0260"  500lb. 7200ft. Black 8'dia. 8" GA 6LGA1_ 1 Overall Handle Tool Item 
0.0260’ 500 lb. 7200ft. Black 16° dia. 6" GA 2CXH3. 1 Fits Strap Width Fits Strap Tensile Length Length Joint Type No. 
0.0260"  600lb. 300ft. Black "dia 4" GA GLFZ6 1 Standard-Duty 
0.0300"  600lb. 3600 ft. Black 16'dia. 3° | GA  2CXH4 1 ia on i aE ti i: Crim aa 
0.0300"  600lb. 7200ft. Black 8'dia 8" GA  6LGA2 1 8 . 
0.0300"  600lb. 7200ft. Black 16'dia. 6° | GA  2CXH5 1 eauyaUny an 
0.0370" 750lb. 5575ft. Black 16'dia. 6” GA 6LGA3 1 “a 300 to 750 Ib. Uke 17 Crimp __S2YUS5 

a 0.0280"  700lb. 3000ft. Black 16'dia. 3" GA 2CXH6 1 % 800 to 1000 Ib. 19% 7 Crimp s2YUS6 
0.0280"  700lb. 6000ft. Black 16'dia. 6" GA 2CXH7 1 

Heavy-Duty 

0.0320"  1000lb. 3500ft. Black 6'dia. _—‘16" GA  41P038 24 

55 0.0330" 1000 lb. 2200ft. Black 16'dia. 3" GA  16P049 1 * Fey, V GRAINGER a 
0.0330"  1000lb. 3500ft. Black 16'dia. 6° GA 16P048 1 APPROVED ~ No. 2CXP3 
0.0330"  1000lb. 2200ft. Black 16'dia. 3" GA  6LGA6 1 ~ ; 

ye 0.0330" 1000 lb--4500 ft. Black 8°dia. sa eens i7——«| S@als and Buckles 
0.0330"  1000lb. 4500ft. Black 16'dia. 6° GA  6LGA4 1 


Machine trade Polypropylene Strapping | for Polypropylene 
d Strapping 


Ae 0.0120"  100lb. 30,000ft. Clear 7%'dia. 7'%e' Signode 4AYT7 
0.0120"  150lb. 24,000ft. Clear 7%'dia. 7'%e' Signode 4AYT8 
0.0160"  200lb. 18,000ft. Clear 7%'dia. 7'%e' Signode 2MPV9 = Regular-duty seals 
YA 0.0160" 200 lb. 18,000ft. Yellow 7%'dia. 7'%c' Signode 3XG63 = Flat seal surface 
Apply to overlapping strap ends 
to maintain tension and keep the 


0.0240"  200lb. 18,000ft. Clear 8'dia 8 GA _6LGC7 
strapping from slipping. 





0.0240" 200 lb. 18,000 ft. White  8'dia. 8" GA _6LGC8 
0.0130" 225 lb. 16,000ft. Black 7%'dia. 7'%6' Signode 4AYU1 
0.0130" 225 |b. 16,000ft. Clear 7%'dia. 7'%6' Signode 4AYT9 
0.0160" 300 lb. 12,000 ft. Black 7%'dia. 7'%6' Signode 3XG64 
3g" 0.0160" 300 lb. 12,000ft. Clear 7%'dia. 7'%6' Signode 2MPW1 
0.0220" 300 lb. 12,900ft. White 8'dia. 8 GA  2CXH8 
0.0220" 300 lb. 12,900ft. White 9'dia. 8" GA  2CXH9 
0.0240" 250 lb. 12,900ft. White 8'dia. 8" Signode 4PU41 


Open Seals—Secure poly strap- No. 16P027 


ping on flat surfaces using a 
manually-operated sealing tool. 


me ee) ek ek | ek ee ee hk eh | eh | dk | dh | th | es ee se sh | eh | eh eh | hs | es ss | 


0.0200" 400lb. 10500ft. Black 16'dia. 6" + GA  2CXJ5 : Fits 

0.0200" 400 lb. 12,000ft. Clear 16'dia. 6"  Signode 2MPW4 Seals are placed over the strap Strap _ Seal Seal Item Pkg. 
jg 0.0230" 5001b. 7500. Black 77" dia. 7*%e" Signode 3XG65 ping during or after tensioning and Width Thickness Material Length No. Oty. 

0.0230" S500lb. 7500ft. Clear /%A'dia. 7'%e' Signode 2MPW2 can be used where high-tensile Open Seals 

0.0230"  500lb. 9000ft. Black 16'dia 6" GA  2CXJ8 Sane needed Yo" vs’ Steel_ 1%" 2CXP3 1000 

0.0250" 500lb. 8000 ft. Black 16'dia. 6 GA 2CXJ6 g 5 vs Steel 1%" 2CXP4 1000 

0.0220" 500Ib. 8000 ft. Black 16'dia. 6 GA 33RZ21 a ye ‘Steel 1%" +16P030 250 

0.0240" 325lb. 9900ft. White 8'dia 8 + GA  2CXJ1 Buckles—Strapping is threaded = sgickies 

0.0240"  325lb. 9900ft. White 8"dia. 8" Signode 6BY59 around the buckle and pulled tight. yf, 5%q" Steel «==£— 2uFF2 1000 
1.0960" 600 lb’ 7000 Black 16 dia 6" GA 8a See Ee, ase ee AO 

: t. ac "dia. : m4 ol tee _— 

0.0280" 500 lb. 7200ft. White 8'dia. 8" ~GA ~~ 2CXu3 tension on the strap and do not va Steel —  2CXP1 1000 

0.0300"  600lb. 6000ft. Black 8'dia 8 GA 6LGC9 require special tools to ensure a Hf" ve Steel — 16P027 250 

0.0330"  650lb. 7200ft. Black 16'dia. 6 GA 6LGDO secure fit Vp ve Steel — 16P028 250 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1423 





PACKAGING & SHIPPING 
Strapping Machines, Strapping Kits & No Stack Cones 








u Arch 
Arch No. 2CXN1 
No. 6LGD1 













Tabletop 
No. 1ATA5 


Phikigine tetas yaa SIGNODE 
Semi-Automatic Strapping Machines 


Used to tension and heat-seal plastic strapping in medium- to high-volume 
shipping applications, such as loading docks and fulfillment centers. These 
machines require the operator to feed the strapping around the package. They 
speed processing and reduce operator fatigue by eliminating the need for 
workers to manually tension and seal strapping. 


Tabletop 
No. 2CXL8 









Overall Overall Overall Max. Item 
Length Width Height Package Size Fits Strap Width Brand No. 
Arch 
43" 25%" 59%" 25"Wx19"H 5mm,6mm,9mm,12mm_ Pac Strapping 6LGD1 
48" 25%" 59%" 25°Wx19"H 5mm,6mm,9mm,12mm_ Pac Strapping 5JPP9 
56" 25%" 63%" 25°Wx23'H 5mm,6mm,9mm,12mm_ Pac Strapping 6LGD2 
56" 25%" 63%" 25'Wx23"H 5mm,6mm,9mm,12mm_ Pac Strapping 6LGD3 
564%" 27%" 60%" 33%" Wx 23%'H Ye", Vo" Pac Strapping 2CXN1 
57" 24" 61" 32"Lx30"W  5mm,6mm, 9mm, 12mm __Pac Strapping 40TP46 
57 V2" 24" 61" 32"Lx30"W 5mm,6mm,9mm,12mm_ Pac Strapping 40TP48 
57 V2" 24Y" 61" 32"Lx30"W 5mm,6mm,9mm,12mm_ Pac Strapping 40TP51 
Tabletop 
332" 22" 3/7" Unlimited Y4" to V2" Signode 52093 
332" 22) ol Va Unlimited Ya" to V2" Pac Strapping 2CXL9 
34" 22" 30%" Unlimited Y4" to V2" Signode 1ATA5 
on 23° 30" Unlimited Ya" to V2" Pac Strapping 2CXL8 
* GRAINGER No 
APPROVED ; 
Edge and Corner «> ae: 
Protectors a, 
Steel and plastic protectors feature raised No. 
edges to hold strapping firmly in place. sa 
Item Pkg. Item Pkg. 
W L Thickness Color No. Qty. W L_ Thickness Color No. Qty. 
Steel Recycled Paperboard 
3" 2" 0.107" Silver 4FEU3 500 3" 0.16" White 4TZY7 200 
High Density Polyethelyene 2" 3" 0.16" White 4TZY6 1080 
24" Ye" Black 5JPP6 50 48" 0.16" White 4TZX7 10 
2" 34’ Ye" Black 5JPP7 50 51" 24" 0.225" White 4TZX6 10 
42" ¥," Black 5JPP8 50 36" 0.225" White 4TZX8 10 No. 
Plastic 3" 0.16" White 4TZY9 100 65,434 
1%" 2" 0.094" White 5A431 2000 3" 0.16" White 4TZY8 200 
1%" 1" 0.170" White 2CXP7 2000 24" 0.16" White 4TZX9 10 
1%" 0.170" Black 4FET8 1000 3" 24" 0.225" White 4TZY1 10 ys 
2%" 2" 0.170" White 4FET7 1000 36" 0.16" White 4TZY2 10 
6" 0.170" White 4FEU2 500 36" 0.225" White 4TZY3 10 
5 V4" 2" 0.170" Black 4FET9 200 48" 0.16" White 4TZY4 10 No. 
*~2" 0.170" Black 4FEU1 250 48" 0.225" White 4TZY5 10 4TZX6 
* GRAINGER 
APPROVED A » 
No Stack Cone ia. 
Corrugated cone attaches to the top of a ship- STACK a, 
ment with packing straps as a notification that ae “s, 
the pallet will not tolerate the weight of stacking. Bday a 
‘ i Tee ee 
Item —- Pkg. ae | a 
H L W No. Qty. po 
10" 8" 8" 3EXF8 100 — 
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Find even MORE on Grainger.com® 


Scan. Order. Done. = 
Details on page A1. 


* GRAINGER 
APPROVED 


Polyester 

Strapping Kits 

Set up a new workstation for polyester 
strapping complete with a wheeled cart, 
strapping, tensioner, and compatible seals 
and sealer. These items work together to 
perform all the tasks required to strap and 
secure polyester strapping. It is noncorro- 
sive so it will not damage surfaces, and can 
be used to secure lumber, heavy pallets, 
and other medium-to-heavy loads. 












Kit Fits Strap Break Strapping Item 
Applications Width Thickness Strength Length Strapping Seal Type No. 
High Tensile Y," 0.025" 775 lb. 5800 ft. 500 Gripper Seals 2CXL6 
High Tensile 5" 0.035" 1400 lb. 4000 ft. + 500Gripper Seals  2CXL7 
Standard Ai 0.026" 500 Ib. 3600 ft. 500 Open Seals — 2CXL5 
STRAP-pac 
ef GA nos . 
APPROVED MAM SIGNODE “nar fy NO 
——— i 2CXL3 
Polypropylene 
Strapping Kits 
These kits include a selection of items that 
work together to hold, store, transport, 
tension, and seal polypropylene strapping. 
Polypropylene strapping, sometimes called 
poly strapping, is a lightweight strap used to 
bundle newspapers, seal and bundle cartons, No. 
and secure light loads. The embossed surface _ 16P044 
makes the strapping flexible to make it easier 
to bend the strapping around edges and a 
irregular shapes. -— |= 
Strapping, Tensioner, and Buckles— | 
Strapping is wrapped around a bundle and —— y/ 
tightened with a tensioner tool. The ends of 
the strapping are wrapped around the buckle 
and tightened manually. 
Strapping, Tensioner, Sealer, and Seals— ss 
These items work together to perform all the ; 
tasks required to strap and secure strapping. \ilasada 
Pull the strapping tight using a tensioner, Rese | 
then use a sealing tool to secure a seal that eg EB 
ensures strapping does not come loose. —_——— 


Strapping and Seals—Lightweight strap is 
used to bundle newspapers, seal and bundle 
cartons, and secure light loads. Seals secure 
strapping to maintain correct tension. 


Th 
5 










Strapping and Buckles—These kits can 


= 
Contras 
Strapper 





; 4 
be used to replenish supplies at worksta- > 3A082 
tions and on strapping carts, or can be used a 
independently of carts and workstations. The e 
buckles are secured manually, without the 
need of a sealing tool. 
Fits Strap Break Strapping Strapping Item 
Width Thickness Strength Length Seal Type Brand No. 

Strapping, Tensioner, and Buckles 

VY," 0.018" 300 Ib. 3000 ft. 300 Buckles GA 2CXL3 

Y;" 0.022" 400 Ib. 9000 ft. 1,000 Buckles GA 16P045 
Strapping, Tensioner, Sealer, and Seals 

VY," 0.022" 300 Ib. 9000 ft. 1,000 Open Seals GA 16P044 

Y;" 0.022" 500 Ib. 7200 ft. 1,000 Open Seals GA 2CXL4 
Strapping and Seals 

Y;" 0.022" 300 Ib. 9000 ft. 500 Open Seals GA 16P046 

Y;" 0.026" 500 Ib. 7200 ft. 1,000 Open Seals GA 16P047 
Strapping and Buckles 

y;" 0.018" 300 Ib. 250 ft. 40 Wire Buckles —_Signode 5A430 

Y" 0.022" 400 Ib. 2500 ft. 425 Wire Buckles Signode 3A082 
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PACKAGING & SHIPPING 
Bench & Floor Scales 





Platform Bench Scales 
» LCD 


More scales are available online, see 
Grainger.com®. 


Defender™ 3000—Application modes 
include weighing and parts counting. 
Ideal for production, warehouse, ship- 
ping, and receiving areas. Indicator can 
be wall, column, or tabletop mounted. 
Include stainless steel pan with painted 
carbon steel frame, IP67 load cell, and 
bi-directional RS232. Operate on AC 
adapter or 100-hr. internal rechargeable 
battery. Weigh in kg, g, Ib., 0z., Ib.:0z. 


@® 


MEASURETEK 


QuaALlLIity scaALeEes 


MeasureTek—Applications include 
weighing, counting, checkweighing, 
percent weighing, accumulation, and hold 
modes. Ideal for general weighing and 
simple counting applications in produc- 
tion, packaging, warehouse, inventory, 
shipping and receiving areas. Rigid 
powder-coated steel base includes stain- 
less steel platter and pole. Also feature 
large LCD and blue backlight. USB / 
RS232 interface and cables for communi- 
cation with a PC. 


OHAUS’ 





Weighing Surface Overall Mfr. 
Capacity Scale Graduations D Ww Height Brand Model 
Defender™ 3000 
30kg/60 Ib. 0.005kg/5g/0.01 Ib. 14 1%¢ in 12 in 23° Ohaus 83998111 
60kg/150 Ib. 0.01kg/10g/0.02 Ib. 14 1%6 in 12 in 23° Ohaus D31P60BR 
60kg/150 Ib. 0.01kg/109/0.02 Ib. 21 ¥% in 16 Yin 36" Ohaus D31P60BL 
150kg/300 Ib. 0.02kg/20g/0.05 Ib. 21 % in 16 Yin 36" Ohaus D31P150BL 
150kg/300 Ib. 0.02kg/20g/0.05 Ib. 25%in 19 Vein 36" Ohaus D31P150BX 
300kg/600 Ib. 0.05kg/5g/0.1 Ib. 25%in 19'Vein 36" Ohaus 83998116 
MeasureTek 
30kg/60 Ib. 59/0.01 Ib. 14 % in 12 in 21%" MeasureTek 12R963 
60kg/150 Ib. 0.01kg/0.02 Ib. 14 % in 12 in 21%" MeasureTek 12R964 
60kg/150 Ib. 0.01kg/0.02 Ib. 21 % in 16 Yin 29V2" MeasureTek 12R965 
150kg/300 Ib. 0.02kg/0.05 Ib. 21 ¥% in 16 Yin 29V2" MeasureTek 12R966 
150kg/300 Ib. 0.02kg/0.05 Ib. 25 % in 19% in 352" MeasureTek 12R967 
300kg/600 Ib. 0.05kg/0.1 Ib. 25 % in 19% in 35%" MeasureTek 12R968 
Floor Scales Se 


More scales are available online, see 
Grainger.com®. 


GFC Series—A powerful asset for 

parts counting in applications including 
inventory, quality inspections, and in 
warehouse or production environments. 
Include built-in rechargeable battery for 
portability, preset tare to speed up repeti- 
tive weighing, and RS-232 interface to 
connect to a computer or printer. Weigh in 
kg or lb. Meet FCC, UL, CE standards. 


GFK Series—Efficient checkweigher 
with large scale benefits is excellent for 
quality control, production, warehous- 
ing, and packing applications. Features 
include LCD, programmable audible 
alarm, hold fuction to freeze displayed 


PTM 500 Series—Features an easy- 
access base with built-in ramps and 

GK remote indicator. Integrated wheels 
permit easy movement and diamond 
plate surface improves grip. Backlit LCD 
displays weight in kg and Ib. Includes AC 
adapter and charger. Ideal for warehouse 
or medical applications. Meets FCC, UL, 
and CE standards. 


Defender’’—Features epoxy-painted 
steel construction with beam lock mecha- 
nism to protect scale during storage, and 
phenolic wheels for portability. Beam 
calibrated to 100 Ib. in 0.5 Ib. increments. 
Includes counterpoise weights to increase 
capacity to 1,000 Ib.: 2 x 100 Ib., 1 x 
200 Ib., and 1 x 500 lb. 


Defender™ 3000 
No. 1UXK9 









Item 


No. MeasureTek 


1UXK5 No. 12R963 


1UXK6 
1UXK7 
1UXK8 
1UXK9 
1UXL1 


12R963 
12R964 
12R965 
12R966 
12R967 
12R968 





i 





GFK Series 
No. 5PVN6 


PTM 500 Series 





weight, and over, under, and accept- pene Louoee 
able weight LED lights. Include built-in Sale 
rechargeable battery. Weigh in g, kg, Ib., 
lb.:0z and oz. CE, UL, and CSA Certified. 
Scale Weighing Surface Overall Mfr. ltem 
Capacity Scale Display Graduations D W Height Brand Model No. 

Digital Floor Scales Defender” 

GFC Series No. 3CWN5 

75kg/165 Ib. LCD 0.01 Ib. 19%in 15% in 33% Adam GFC 165a 15Y028 . 

150kg/330 Ib. LCD 0.02 Ib. 19%in 15% in 33% Adam GFC 330a 15Y029 

300kg/660 Ib. LCD 0.05 Ib. 19%in 15% in 33% Adam GFC 660a 15Y030 
GFK Series 

75kg/165 Ib. LCD 1g 19%in 15% in 337" Adam GFK165AH 5PVN5 

150kg/330 Ib. LCD 0.01kg/0.02 Ib. 19% in 15% in 33% Adam GFK330A 5PVNG6 

PTM 500 Series 

500kg/1100 Ib. LCD 0.1kg/0.2 Ib. 23 in 30 in 3" Adam PIM500&GK_ 15Y007 

Mechanical Floor Scale 

Defender™ 

1000 Ib. Graduated Beam 0.5 Ib. 28 in 19 in 4834" Ohaus D500M 3CWN5 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1425 


PACKAGING & SHIPPING Scan. Order. Done. 
Platform Scales Details on page Al. 
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PlatformScales §- 


More scales are available online, see PS3000 Series—Heavy-duty diamond 
Grainger.com®. plate steel construction features a 

2-part epoxy paint finish. Include a 20-ft. 
long braided interface cable with quick 
disconnect, RS232 cable for printer and 
PC connectivity, and bright 1” tall display. 
Ideal for use in shipping and receiving 








CPW Plus Series—Portable scales 
with multiple configurations are ideal 
for many applications including ware- 
house, production, and field work. 


CPW Pius Series 
No. 9TAJ8 












B-Tek Bench Operate on AC adapter (included) or ee 
Series battery power. Feature a large stain- and inventory contro! applications. 
No. 36D855 less steel platform and convenient hold MeasureTek—Thick top tread plate 


function. Backlit LCD displays weight platform provides added durability and 

in kg, !b., lb.:oz and oz. Meet UL and slip resistance and is IP65 waterproof. 
CE standards. Run on AC adapter (included) or 4 AA 
batteries. Include large LCD and blue 
backlight. USB /RS232 interface allows 
communication with PC. Functions 
include weighing, counting, checkweigh- 
ing, percent weighing, accumulation, and 
hold. See Grainger.com® for standards 
and regulation information. 


B-Tek Floor Series 


No. 36D839 


B-Tek Bench Series—Scales have 
a Stainless steel weighing platter 
and a structural tube base to ensure 
long-term performance in rugged 
and corrosive applications. Functions 
include weighing, checkweighing, 
bagging, packaging, and other high 
accuracy industrial weighing applica- VN and VX Series—Painted carbon 
tions. NTEP Approved. Steel top plate has raised cross-hatch 
surface for added slip resistance and 
shear beam load cells protected to 


PS3000 Series 
No. 19ND56 






B-Tek Floor Series—Industrial 
scales are designed with a formed 





MeasureTek ; : 
channel substructure and tread plate IPG? Feature both weighing and count 
NO. THIS ; ; ing functions. Include stainless steel 
decking to ensure maximum durabi- i dicator with bi-directional RS232 
Oe Ne Ort see eal AC adapter, and internal rechar eable 
formulated, durable 2-part epoxy paint ee a ani ine a i; - 
VX Series finish provides excellent hardness and Bag sesh i ee aan ar sane 
No. 3CWN3 protects against chipping and wear. a cadHntannitan 
NTEP Approved. g 
Weighing 
Scale Surface Overall Mfr. Item 
Capacity Scale Display Readability D W H Material Brand Model No. 
Bench Platform Scales 
CPW Plus Series 
33 Ib, 15 kg LCD 5g 11 Zin 11 Zin 2 in Stainless Steel Adam CPWPLUS15 9RCP4 
75 |b, 35 kg LCD 0.02 Ib, 0.01 kg 19 %e in 19 ein 1 ¥ in Stainless Steel Adam CPWPLUS 35M OLNT1 
75 |b, 35 kg LCD 10g 11 “Zin 11 “in 2 In Stainless Steel Adam CPWPLUS35 OTAJ8 
165 Ib, 75 kg LCD 20g 11 Zin 11 Zin 2 in Stainless Steel Adam CPWPLUS75 8DG40 
330 Ib, 150 kg LCD 50g 11 Zin 11 Zin 2 in Stainless Steel Adam CPWPLUS150 8DG41 
330 Ib, 150 kg LCD 50g 19 %e in 19 ein 1 ¥ in Stainless Steel Adam CPWPLUS 150M = 9MRP5 
440 |b, 200 kg LCD 50g 19 ein 19 ein 1 ¥% in Stainless Steel Adam CPWPLUS 200M 8XF58 
B-Tek Bench Series 
50 Ib, 25 kg — 0.01 kg 12 in 12 in 6 in Carbon Steel B-Tek BT-B-1212C-50 36D855 * 
50 Ib, 25 kg — 0.01 kg 18 in 18 in 6 in Carbon Steel B-Tek BT-B-1818C-50 36D858 = * 
50 Ib, 25 kg — 0.01 kg 12 in 12 in 6 in Stainless Steel B-Tek BT-B-1212S-50 36D864 * 
100 Ib, 50 kg — 0.02 kg 12 in 12 in 6in Carbon Steel B-Tek BT-B-1212C-100  36D856 ~* 
100 Ib, 50 kg — 0.02 kg 12 in 12 in 6in Stainless Steel B-Tek BT-B-1212S-100 36D865 * 
100 kg, 250 Ib — 0.05 kg 18 in 18 in 6 in Carbon Steel B-Tek BT-B-1818C-250  36D860 * 
Floor Platform Scales 
B-Tek Floor Series 
1,000 kg, 2,500 Ib — 1 Ib 24 in 24 in 4 vin Carbon Steel B-Tek BT-2424-2.5K-DS  36D846 * 
4,500 kg, 10,000 Ib — 2 |b 48 in 48 in 4 in Carbon Steel B-Tek BT-F-4848-4S 36D839 * 
4,500 kg, 10,000 Ib — 2 |b 48 in 48 in 4 in Carbon Steel B-Tek BT-F-4848C 36D840 * 
4,500 kg, 10,000 Ib — 2 |b 60 in 60 in 4 Vin Carbon Steel B-Tek BT-F-6060C 36D841 * 
4.500 kg, 10,000 Ib — 2 |b 60 in 60 in 4% in Stainless Steel B-Tek BT-F-6060S 36D844 * 
4500 kg, 10,000 Ib — 2 |b 72 in 72 in 4% in Carbon Steel B-Tek BI-F-/2/2C 36D842 * 
PS3000 Series 
9,000 Ib, 2,300 kg LED 1 Ib, 0.5 kg 48 in 48 in 3 Yin Carbon Steel Pinnacle PS3000-44-5 19ND56 
9,000 Ib, 2,300 kg LED 2 |b, 1 kg 60 in 60 in 3 Ya in Carbon Steel Pinnacle PS3000-55-5 19ND58 
4,500 kg, 10,000 Ib LED 1 Ib, 0.5 kg 48 in 48 in 3% in Carbon Steel Pinnacle PS3000-44-10 19ND57 
4,500 kg, 10,000 Ib LED 2 |b, 1 kg 60 in 60 in 3 Ya in Carbon Steel Pinnacle PS3000-55-10 19ND59 
MeasureTek 
1,000 kg, 2,500 Ib LCD 0.2 kg, 0.5 Ib 48 in 48 in 4 in Diamond Plated Steel Measure lek 12R959 12R959 
Wi Sek kg, 9,000 Ib LCD 1 Ib, 0.5 kg 48 in 48 in 4 in Diamond Plated Steel Measure Tek 12R960 12R960 
eries 
5,000 Ib, 2,500 kg LCD 1 Ib, 0.5 kg 48 in 48 in 3 “in Painted Steel Ohaus VN31P5000L-US —_20FZ13 
Wine Ib, 2,500 kg LCD 1 Ib, 0.5 kg 60 in 60 in 3 “in Painted Steel Ohaus VN31P5000X-US —_20FZ17 
eries 
1,000 kg, 2,500 Ib LCD 0.2 kg, 0.5 Ib 48 in 48 in 4 vain Carbon Steel Ohaus VX31P2500L 3CWN2 
1,000 kg, 2,500 Ib LCD 0.2 kg, 0.5 Ib 48 in 48 in 4 vin Painted Steel Ohaus VX32XW2500L-US 20FZ15 
5,000 Ib, 2,300 kg LCD 1 Ib, 0.5 kg 48 in 48 in 4 vain Carbon Steel Ohaus VX31P5000L 3CWN3 
5,000 Ib, 2,300 kg LCD 1 Ib, 0.5 kg 48 in 48 in 4 vin Painted Steel Ohaus VX32XW5000L-US 20FZ16 
5,000 Ib, 2,300 kg LCD 1 Ib, 0.5 kg 60 in 60 in 4 vin Painted Steel Ohaus VX32XW5000X-US 20FZ18 
4,500 kg, 10,000 Ib LCD 2 Ib, 1 kg 48 in 48 in 4 vain Painted Steel Ohaus —_ VX82XW10000L-US 20FZ19 
4,500 kg, 10,000 Ib LCD 2 Ib, 1 kg 60 in 60 in 4 vin Painted Steel Ohaus — VX32XW10000X-US 20FZ20 
Accessories for Floor Platform Scales 
Digital Indicator, ABS Housing 12 in FRP B-Tek BI-P-103 36D847 
Digital Indicator, SS Housing 12 In Stainless Steel B- Tek BI-SS-103 36D848 
Digital Indicator, SS w/Keypad 12 In Stainless Steel B-Tek DD7001 03 YJ83 
Floor Scale Ramp for Nos. 12R959 and 12R960 4 ¥@ In Measure lek 12R961 12R961 
* See Grainger.com® for required indicator. 
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GRAINGER CHOICE° PACKAGING & SHIPPING 
Find the wy. Find Solutions. Find Great Prices. Shipping & Receiving Scales 
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Shipping and Receiving Scales 
= LCD 
More scales are available online, see Grainger.com®. 


MEASURETEK 


Nos. 12R969 and 12R971 to 12R973 are simple to operate 
and feature a compact design, rugged ABS housing. 
Compatible with UPS Worldship. 


No. 12R970 is NTEP, UL Approved and allowed for use in 
legal-for-trade applications. Functions include weighing, 
counting, checkweighing, and percent weighing. Feature 
accumulation and hold modes. Constructed with die-cast MeasureTek 
aluminum base, stainless steel platter, and aluminum No. 12R972 
housing indicator with big LCD display and blue backlight. 
Include USB/ RS232 and cables to communicate with PC. 


C11 CATAPULT 


Compact with built-in carrying handles and feature modes 
for both weighing and dynamic weighing. Also feature 
display hold function. Operate on AC adapter or 3 C batter- 
ies (not included), with power saving auto shutoff mode. 
Weigh in kg or Ib. 


ES SERIES 


Features integral stainless steel platform and adjustable 
stainless steel indicator mounting plate, and a large 1" 

display. 150% overload protection. Coiled indicator cord | 
allows mounting indicator to scale, table, or wall. Easy i‘. SD Series 
2-button use with auto shutoff and stability and overload \ | No. 1UXJ9 
indicators. Weighs in kg, Ib., |b./oz. 


SD SERIES 


Portable bench scales feature painted steel platform and ' 
indicator with 2-button operation. Applications include ES Series 
weigh, dynamic weighing, and a display hold. Coiled 9-ft. NoNBYOES 
indicator cord and brackets allow mounting indicator to 
table or wall. Power with included AC adapter or up to 360 
hr. with 3 C batteries (not included). Weigh in kg. 


RUBBERMAID 


Rugged 18-ga. scale designed to handle heavy pack- 
ages and containers with a low-profile, nonskid platform. 
Remote 2" wall-mount indicator saves counter space 
and provides eye-level, readout (9-ft. cord reach) for 
employee-safe receiving. Tare feature removes weight of 
container. 













C11 Catapult 
Series 
No. 2XKC7 



































































































































































































































































































































































































































































































































































































































































































































































































































































































































TE SERIES TE Series 
Durable and portable scales feature a separate platform Rubbermaid No. 3NZG3 
and control panel with readout. se TE 
Weighing Surface Overall Mfr. Item 
Capacity Scale Graduations - W — Height Brand Model No. 
MeasureTek Pata ee ee ae Oe nae ; - 
___2kg/4 Ib. _19/0.1 0z. 9 % in _ o%in 1” _MeasureTek _ 12R972 12R972 
_ 5kg/11 Ib. 1g/0.1 02. —s%in sin MeasureTek | 12R973 __12R973 
10kg/25 Ib. 29/0.1 oz. 5 Yin _ 8 Yin 134" Measure Tek 12R969 _ 12R969 
60kg/150 Ib. 0.02kg/0.05 Ib. — in 7 in a) -MeasureTek — 12R970 12R970 
75kg/165 Ib. 0.05kg/0.1 Ib. 19% in - 15 % in 298" -MeasureTek 12R980 12R980 
—__200kg/440 Ib. 0.1kg/0.2 Ib. 19% in 15% in rs, MeasureTek 12R981 12R981 
C11 Catapult Series 7 ee) eee a_i es aa Wee awe 
9kg/20 |b. 0.005kg/0.01 Ib. 11 in - 12 “ein 2/6 Ohaus 83998137 — 2XKC7 
20kg/44 Ib. 0.01kg/0.02 Ib. 11 in 12 “ein 2/6 Ohaus C11P20 2XKC8 
75kg/165 Ib. 0.05kg/0.1 Ib. 11 in : 12 “ein 2/6 Ohaus C11P75 2XKC9 
‘ESSeries a Se + a = ; ve 
—___6kg/13 Ib. _0.002kg/0.005 Ib. 10%6in 12 %ein 1 _ Ohaus _ ES6R 6YG89_ 
SDSeries es Wek ee ee a2 es es ac 
Sokg/77 Ib. 0.02kg/209/0.05 Ib. —i2%in TT i 1% __ Ohaus SD39 1UXJ9 
75kg/165 Ib. 0.05kg/509/0.1 Ib. 12 % in | 11 in 11546" Ohaus SD75 1UXK1 
75kg/165 Ib. 0.05kg/0.1 Ib. 15 Ve in 7 20 % in ci Ohaus SD75L 1UXK2 
—200kg/440 Ib. 0.1kg/1009/0.2 Ib. —12%in in TH 0 — Ohaus SD200 1UXK3 
__ 200kg/440 Ib. _0.1kg/1009/0.2 Ib. A5M%/ein _— 20% in ss _ Ohaus _ __S$D200L _ 1UXK4 
Rubbermaid nieeone ae Seas _ en a eae re Eset ts — 
68kg/150 Ib. 0.2kg/2g/0.5 Ib. 12 ein. : —12in aL Rubbermaid Commercial Products FG-4010G88 4TH71 
___ 180kg/400 Ib. 0.2kg/0.5 Ib. 12yein 12in 2/4" Rubbermaid Commercial Products FG4040G88 4TH72 
TE Series 
‘60kg/150 Ib. 0.1kg/0.2 Ib. 12%in in — Taylor __TE150 3NZG3 
180kg/400 Ib. 0.2kg/0.5 Ib. 12 Y% in 12 in 26" Taylor TE400 3NZG4 
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PACKAGING & SHIPPING Scan. Order. Done. |= 
Digital Scales Details on page A1. 
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Q@uaAtity SCALES 


EHC Seri = " 
No. 12R983 Digital and Counting Scales 
More scales are available online, see Functions include weighing, parts counting, 
Grainger.com®. checkweighing, checkcounting, and accumula- 
EHC SERIES tion. Include RS232 and 3 backlit LCDs. Weigh in 





Functions include count, tare, preset tare, Hi/ kg, 9, Ib., 02., and Ib.:0z. 


Low, and accumulation. Feature robust ABS RANGER® 7000 
housing with removable stainless steel platter, Feature a 300 item library for storage, keypad 
% LED, RS232 interface, and 256 memories. with graphical interface, standard RS232 or USB 
— Internal counting resolutions of 1:600,000 device. Additional connectivity options include 
aque = and a 30000. Powered by AC adapter and a second RS232 or Ethernet, and standard USB 
ee ast wipe NiMH rechargeable battery. Meet UL and CE host port for bar code scanner or flash drive. 
Y a. oe DAO standards. Application modes include weighing, parts 
\ si RANGER® COUNT 3000 counting, percent weighing, check weighing, 









dynamic weighing, filling, formulation, differ- 
ential weighing, and density weighing. Backup, 
restore, and clone user profile library using USB 
port. Weigh in kg, g, Ib., 0z., lb.:oz. For standards 
and regulations, see Grainger.com®. 


Ranger Count 3000 Feature stainless steel pan with ABS housing, 30 

No. 20FY97 item library, 210 hours of battery life, APW auto- 
optimization, numeric keypad, and low battery 
indicator. Stabilization occurs in under 1 second. 





Scale Weighing Surface = Qverall Mfr. Item 
Capacity Display Scale Graduations D W Height Brand Model No. 
EHC Series 
6kg/12 Ib. LED 0.29/0.0005 Ib. 8¥%in 11 %in 4%"  Measurelek 12R983 12R983 
15kg/30 Ib. LED 0.59/0.001 Ib. 8¥%in 11 %in 4%" — Measurelek 12R984 12R984 
30kg/60 Ib. LED 39/0.006 Ib. 8¥%in 11 %in 4%"  Measurelek 12R985 12R985 
Ranger Count 3000 
6kg/15 Ib. LCD 0.0002kg/0.0005 Ib. 11 %in 9 in AS" Ohaus RC31P6 20FY95 
15kg/30 Ib. LCD 0.0005kg/0.001 Ib. 11 %in 9 in 4%," Ohaus RC31P15 20FY96 
30kg/60 Ib. LCD 0.001kg/0.002 Ib. 11 %in 9 in AS" Ohaus RC31P30 20FY97 
Ranger 7000 Ranger 7000 
No. 38TH28 3kg/6 Ib. LCD —0.00005kg/0.0001 Ib. = 11in 11 in Ay," Ohaus R71MD3 38TH25 
6kg/15 Ib. LCD  0.00002kg/0.00005 Ib. 11in 11 in AY," Ohaus R71MHD6 38TH30 
15kg/30 Ib. ~=LCD 0.0002kg/0.0005 Ib. 12 %in 14% in Ay," Ohaus R71MD15 38TH27 
35kg/70 Ib. = LCD 0.0005kg/0.001 Ib. 938912 %in 14% in Ay," Ohaus R71MD35 38TH28 





MEASURETEK ouaus TAYLOR. 


Measuretek Digital Packaging and Portioning Scales, Dry Use 
EHC-W Series : : 
No. 52WX78 » LCD Valor’ 3000—Constructed with stainless 


More scales are available, see Grainger.com®. Steel housing and pan with added chemical 
resistance. Functions include weighing, percent 


Measuretek EHC-W Series—Compact scales weighing, combined zero/tare, and specific 


include AC adapter, rechargeable battery, RS232 gravity (S). Operate on AC adapter or up to 100 


port, and stainless steel pan. Functions include hr. on 4 C batteries (not included). Weigh in kg 
weighing, counting, check weighing, percent = ‘iho. Ib.:0z., fluid oz. NTEP Certified and 
weighing, tare, and accumulation. Weigh ing EMA 4X/IP65 models available. NSF Listed/ 
and Ib. Meet FCC standards. Certified, USDA/AMS Accepted, and supports 
Valor™ 1000—Economical, multipurpose, and § HAACP systems. 

compact scale has a backlit display and ABS 


plastic housing. Functions include weigh, accu- ial foodservice applications. Include a tare 
ae and eAaalie was ml ae function and auto-off feature. Run on batteries 
Valor™ 3000 or 80-hr. internal rechargeable battery. Weigh in t incl A ter NSE List 

Series lb., 0z., kg, g. NSF Listed/Certified and supports TEE UEEC One audited rer ciel, 
nO: Me HAACP systems. 


Valor™ 1000 
Series 
No. 3RAK6 
TE Series—Compact scale is ideal for commer- 


QF = Weighing Surface Overall Mtr. Item 
> Capacity Scale Graduations D W Height Brand Model No. 
Measuretek EHC-W Series 
3kg/6 Ib. 0.19/0.0002 Ib. 8%in Win 4%6 Measurelek GGS_ 42961 52WX78 
6kg/12 Ib. 0.2g/0.0005 Ib. 8%in Wvin 4%6 Measurelek GGS_ 42962 52WX79 
15kg/30 Ib. 0.59/0.001 Ib. 8%in 11%in 4%6" Measurelek GGS_ 42963 52WxX80 
Valor™ 1000 Series 
3kg/6.6 Ib. 0.0005kg/0.5g/0.001 Ib. 7¥%in 9 %in 11% Ohaus V11P3 3RAK6 
6kg/13 Ib. 0.001kg/19/0.002 Ib. 7¥%in 9 %in 11% Ohaus V11P6 3RAK7 
15kg/33 Ib. 0.002kg/2g/0.01 Ib. 7¥%in 9 %in 64" Ohaus 83998128 3RAK8 
30kg/66 Ib. 0.005kg/5g/0.01 Ib. 7¥%in 9 %in 11% Ohaus V11P30 3RAK9 
Valor™ 3000 Series 
2kg/4.4 |b. 0.0001kg/0.19/0.00005 Ib. 93=5%in 6%in oF Ohaus V31XH2 1NZA6 
3kg/6 Ib. 0.0005kg/0.5g/0.002 Ib. 5¥%in 6 “in oa Ohaus V31X3 1NZA8 
6kg/15 Ib. 0.001kg/1g/0.005 Ib. 5%¥%in 6 Yin 3 Ohaus V31X6 1NZB1 
2009/0.44 Ib. 0.00001kg/0.01g/0.00005 Ib. 5%in 4%in a Ohaus 83998130 1NZA5 
TE Series TE Series 
No. 3NZG9 2 Ib. 19/0.1 02. 5%¥in 5% in 13" Taylor TES2FT 3NZG9 
5kg/10 Ib. 0.001kg/0.002 Ib. 5%in 5% in 13" Taylor TE1OFT 3NZH1 
1428 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® PACKAGING & SHIPPING 
Find the wy. Find Solutions. Find Great Prices. Digital & Mechanical Scales 





@® 


OHAUS’ MEASURETEK 


Digital Packaging 
and Portioning 
Scales, Washdown 


More scales are available, see Grainger.com®. 








Valor’ 3000—Consiructed with stainless steel housing 
and pan with added chemical resistance. Operate on AC 
adapter or up to 100 hr. on 4 C batteries (not included). 
Functions include weighing, percent weighing, combined 
zero/tare, and specific gravity (S). Weigh in kg, g, Ib., Valor™ 3000 
02., |b.:0z., and fluid oz. NTEP Certified and NEMA 4X/ No. 1NZB3 
IP65 models available. NSF Listed/Certified, USDA/AMS 

Accepted, and supports HAACP systems. 


MeasureTek—Functions include weighing, checkweigh- 
ing, and parts counting. IP68 waterproof scale has ABS 
housing with removable stainless steel platter and front See rail 
and rear LED display. Powered by AC adapter and NiMH No. 12R990 
rechargeable battery. Meet CE and UL standards. 









Weighing Surface Overall Mfr. Item 
Capacity Scale Display Scale Graduations D W Height Brand Model No. 
Valor™ 3000 Series 
3k0/6 Ib. LCD 0.001kg/19/0.005 Ib. 5 ¥%4 in 6 Yin a Ohaus V31XW3 1NZB5 
6kg/13 Ib. LCD 0.002kg/29/0.005 Ib. 5 ¥%4 in 6 Yin 3. Ohaus V31XW6 1NZB7 
3009/0.6 Ib. LCD 0.0001kg/0.19/0.00005 Ib. 5 ¥% in 6 Yin 3 Ohaus V31XW301 1NZB3 
MeasureTek 
3k/6.6 Ib. LED 0.5g/0.001 Ib. 7 Yin 9 % in 43" MeasureTek 12R990 12R990 
6kg/13.2 Ib. LED 19/0.002 Ib. 7 Yin 9 % in 457" MeasureTek 12R991 12R991 
15kg/33 Ib. LED 29/0.005 Ib. 7 Yin 9 % in 43" MeasureTek 12R992 12R992 





Chatillon)|( 
Mechanical Hanging Scales 


No. 3JKN1 is constructed of heavy-gauge japanned steel with a large, easy- 
to-read dial. Includes convenient zero adjustment screw and plated top loop 

and bottom hook. Nos. 3JKN5 and 3JKN7 are extra heavy-duty steel and cast 
iron construction and have a recessed pointer with deeply embossed numbers 
and graduations. Nos. 5A354 and 4VG68 feature a heavy-gauge solid brass 
construction with precision steel springs. Can be used in salt water applications. 
Feature avoirdupois and metric graduations. 


(\ 





Weighing Scale Scale Mfr. Item 
Cap. Units Graduations Accuracy Scale Display Model No. 
100 Ib. 0.5 Ib. Analog Dial WH-100 3JKN1 
200 Ib. Ib. 2 Ib. 4 Analog Linear IC-200 3JKN5 J \ 
500 Ib. 5 Ib. radiation Analog Linear IC-500 3JKN7 
25kg/50 Ib. 2509/8 02. Analog Linear |N-050 5A354 
50kg/100 Ib. 9°» —~“Sog/t ib. Analog Linear IN-100 4VG68 saaciaeiaice peer? meemee trae ait eae 


is{t] eo) ef-)anat-lie| 





med TAYLOR. 
Mechanical Dial Scales 


= Analog dial display durable steel with baked enamel 
More scales available online, see finish. No tools required to disassem- 
Grainger.com®. ble. Rotating dial allows for multiple 


ingredient weighing. NSF Listed. 
Dual-Read Washable—Features ingredient weighing. NSF Listed 


30° angled, easy-to-read, shatter- Dial Scale—reatures heavy-duty 
resistant lens and shock absorbers to Metal construction and handle with 
help prevent the needle from bouncing _ built-in dial lock for quick weighings. 





for quicker reads. Constructed from Also includes a white rotating dial with Dual-Read Washable / Dial Scale 
black graphics and red pointer. No. 1VJX8 No. 3NZG5 
Weighing Surface Overall Dim. Mfr. Item 
Capacity Scale Graduations D W L W H Brand Model No. 
Dual-Read Washable 
9kg/20 Ib. 0.025kg/0.063 Ib. 9 in 9 in 7% 10%’ 10%" Rubbermaid Commercial Products FG820BW 1VJX8 
Dial Scale 
250 Ib. 1 Ib. 12 in 13 % in 12%" 13%" a Taylor TR250 3NZG5 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1429 


PACKAGING & SHIPPING 
Digital Balances & Calibration Weights 


Scan. Order. Done. 
Details on page A1. 





* 


GRAINGER 
APPROVED 


aw 'G. 


A&D Weighing OHAUS* 











GA HL-WP Portable Series YA Series HH Series 
Digital Balances No. 1NXG4 No. 3JKD1 No. 5RCZ4 No. 5AE95 
= LCD YA SERIES HH SERIES 
More scales available online, see Functional, portable design includes high-contrast Compact and portable unit has a low-battery indicator and 
Grainger.com®. backlit LCD, stainless steel weighing pan, hinged overload and underload indicators. Constructed of rugged 
GA SERIES pan cover, low-battery indicator, and auto shut-off. plastic with a protective snap-on cover and button-activated 


Operate on 2 AAA batteries (included). Weigh in g, luminescent display. Easy to calibrate. Operate on 2 AAA 


Features a stainless steel platform, level- 






































































































































































































































































































































































































































































































































































































































































































































































































































\ 0z., ct., and gn. batteries (included). Weigh g., 0z., dwt., and t oz. 
ing feet , auto shut-off, and tare function. 9 ( ) ang 
Weighs in kg, g, 0z., Ib., and pes.. CE Scale Weighing Surfac Overall Dim. Mtr. Item 
Certified. Capacity Graduations D W L _W HL Brand Model No. 
GASeries ee 7 pas ni _ aos 
HL-WP PORTABLE SERIES —5000g stg 5 vin 5 1%6 in 894" 74" 3 YA" GA — 1NXG4 
HL-WP Portable Series _ _ — = . a a 
Compact and portable IP67 washdown 3009 01g Sin Sin se’ SST SARD Weighing —-HL-SOOWP ——_—3WREB 
scales are great for harsh industrial ~3000g ig Sin Bin 3 2 A&D Weighing HL-3000WP _3JKD1 
environments, wet areas, and kitchens. 30009 gC 5 in o“e (es 2 A&D Weighing _HL-3000WPN —s 3UKD3_— 
YASeries _ ca nce abe — ——e 
Constructed with a stainless steel body and ~"1009 0.049 ar ar Wh Ez oe Onaus YA102 “BRCZA 
removable pan that can be fully submersed =~“ 300g 0.059 2 in 3 in Ave" 3" Va Ohaus ~*YA302.~~—~—~—=«SRGZ 
in water for cleaning. Use 6 AA batteries or 500g 0.19 —2in- 3in AY" ey ys Ohaus YA501 5RCZ6 
AC adapter (optional). Battery level indica- m On 0.19 3in 3 Vain By 31," a Ohaus ~HH120- 5AE95 
tor with auto shut-Off. Weigh in g, 0z., 3209019 Bin 3¥in Bie" 3a Yi Ohaus HH320__5AE96 
and Ib. Meet NSF and HACCAP standards. Accessory for GA Series — as 
No. 3JKD3 is NTEP legal-for-trade. _AC Adapter GA = 12R974 


Calibration Weights - Certifications and Classifications 


CLASSIFICATIONS: 
= Class 5 & 6—Weights used for laboratories 





DOCUMENTATION: 

= Traceable—Certificate meets ISO and 
traceability requirements for Classes 
4 to 7 and Class F weights 


= Class 7—For rough weighing operations 
in physical and chemical laboratories, 
such as force measuring apparatus 


Slotted 


ee ee ee eee 
™ L f 
RICE LAKE si 


WEIGHING SYSTEMS Grip Handle Cylinder 



































= = = Calibration Certificate 
Calibration Weights No Traceable - 
; i ss ps Certificate | Accredited 
= More sizes, documentations, and classifications Hook Calibration Item Item 
are available online, see Grainger.com® Nom. Mass__Weight Style_|_No. No. 
ae ‘Stainless Steel 
For routine calibration of scales or verification Calibration Certificate 5 Calibration Weight Class_ 
checks. No _|Traceable - 19 Cylinder 15F138 = 
Certificate Accredited 29 Cylinder 15F130 | 15F129 
CAST IRON ses pallbration Item Item 5g Cylinder 15F122 _ 

: . . . : : om. Mass eight Style No. No. 50 Cylinder 15F124 _ 
Painted weights with an adjustable sealing cavity. ‘Cast Iron | a ioe 90 rr ai ‘leat 15F083 | 15F082__ 
Typical application is field standard for testing 6 een Weight Class ase ~~ TBRIGE aS HS ; 53 mg eat ieee eee 
s ealat rip Handle mg eat oF084 
industrial weighing devices. 500 Ib Grip Handle | 15F114.) — 500 mg Leaf 15F081 | 15F080 
Slotted s0kg | Grip Handle 15F065 15F064 6 Calibration Weight Class 

100 kg Grip Handle 15F120 | 15F119 1 Ib Hook 15F108 | 15F107 
Weights with a slot to stack on a hanger for check- 250kg —_Grrip Handle 15F118 =| 15F117 2 Ib Hook 15F099 | 15F098 
ing or calibrating devices that do not hav rf 7 Calibration Weight Class 9 |b Hook 15F091_ | 15F090 
t g fan ewe) “i devices that do not have a surface 0.5 Ib Slotted 15F049 | 15F048 10 Ib _ Hook 15F112 | 15F111 

0 Stack WEIgNIS. 1 Ib Grip Handle 15F059 | 15F058 20 Ib Hook 15F104 | 15F103 
1 Ib Slotted 15F045 | 15F044 1 oz Hook 15F106 | 15F105 

STAINLESS STEEL 2 Ib ~ Grip Handle | 15F057__15F056 202 Hook 15F097 | 15F096 
Type 2 design weights feature a sealing cavity 2 Ib Slotted 15F047 | 15F046 4 0z Hook 15F095 | 15F094 
Sas ‘al j 5 Ib Grip Handle 15F053 | 15F052 8 Oz Hook 15F089 | 15F088 

for adjusting material in 100g or larger weights. 5 Ib Slotted | 15F051 | 15F050 1kg Hook 15F110 | 15F109 
Applications include field standard for testing light 10 Ib Grip Handle | 15F061 | 15FO60 2kg_ Hook 15F102 | 15F101 
industrial weighing devices. 5 kg Grip Handle 15F055 15F054 5 kg Hook 15F093 15F092 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” FOOD SERVICE & HOSPITALITY 
Find the wf. Find Solutions. Find Great Prices. Foam Cups and Lids 


Find more Cup and Lid sizes and styles at Grainger.com®. 


Coordinating Lids 


Grainger offers a full selection 

of coordinating disposable cup 

lids in a variety of styles. Visit 
Grainger.com® and search for your 
disposable cup to find a corre- 
sponding lid. 


* GRAINGER 


APPROVED 
White Hot/Cold 
Sip-Thru Foam Cups 
Standard white foam a 
cups are an economical on eeun sa ace 
and efficient choice for 
insulating beverages. No. 6GEC4 
DART CUPS DART LIDS GA CUPS GA LIDS 
Mfr. Item Pkg. Mfr. Item Pkg. Mfr. Item Pkg. Mfr. Item Pkg. 
Capacity | Model No. Qty. Model No. Qty. Model No. Oty. Model No. Qty. 
4 oz. 4J4 23UA55 ‘1000 4JL 23UC02 1000 | 4C4W  6GEA6 1000 L4V 6GEG4 1000 
6 oz. 6J6 23UA56 —-1000 6JL 23UC03_ —«- 1000 6C6W  —saBGEAT 1000 L6V 6GEG5 1000 
8 02. 8J8 1PTP7 1000 8EL 23UC07 ~—«-1000 H8S 6GEA8 1000 DT8 6GUK8 1000 


10 02. 10J10 = 23UA57 1000 10EL 23UC12 1000 H10S 6GEA9 1000 H10S 6GUL1 1000 
12 02. 12J12 1PTNS 1000 12EL 23UC14 1000 C12A 6GECO 1000 — _ = 
16 02. 16J16 1PTP1 1000 16EL 23UC16 1000 C1618 6GEC2 500 = — = 
20 02. 20J16  —23UA59 500 16EL 23UC16 1000 C2022 6GEC3 500 = = = 
24 02. 24J16 — 23UA60 500 16EL 23UC16 1000 24018 6GEC4 300 = = 
320z. | 32TJ32  23UA61 500 32SL 23UC20 500 C3234 6GEC5 500 C3234  6GUM1 500 


Straw Slotted 


Javalicious 
Print 


Reclosable 





* GRAINGER - 
APPROVED 


Printed Hot/Cold Foam Cups 


Designed with attractive graphics to provide a more 
upscale appearance to consumers. 


JAVALICIOUS CUPS SIMPLICITY CUPS 
Mfr. Item Pkg. Mfr. Item Pkg. Simplicity 
Capacity Model No. Oty. Model No. Qty. Print 


8 02. 219868 6GEE1 1000 — — 

12707 219869 6GEE2 1000 =| C12ASIM II 6GED5 1000 
16 02. 219870 6GEE3 5900 = (C1618SIM Il 6GED6 500 
20 02. 219871 6GEE4 900 (C2022SIM I|_ 6GED7 500 
24 02. = _— — _24C18SIM Il 6GED8 300 





* GRAINGER 
APPROVED 


Printed Wrapped Hot/Cold Foam Cups 


Printed outer wrap provides an attractive appearance and an extra 





layer of insulation to protect hands without using a sleeve or double Coffee 
; House 
. cupping. 
: Mfr. Item Pkg. 
Seat Bo 317807 vs50 306 
OZ. 
ipl 20 07. 916082 22 N51 500 
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FOOD SERVICE & HOSPITALITY Scan. Order. Done. rs 
Paper Hot Cups Details on page A1. 


Find Cup Lids at Grainger.com®; search for "Disposable Lids". 


Types of Disposable Cups 


Poly-Coated (PE) Paper molded construction provides effective insulation in PLA 
Polymer coating provides extra insulation and a durable, low-cost vessel. Polylactic acid fiber is a nontoxic, sustainable 


makes these cups ideal for hot or cold beverages. _— pet material made from plant-derived materials. 


Provides an eco-conscious alternative to petro- 


This material also helps protect the outside of Polyethylene terephthalate, or PET, is part of the 
leum-derived products. 


the cup from weakening due to condensation or polyester family and is lightweight and proficient 
sweating. at blocking moisture. PET cups are also strong and _— Polystyrene 

Foam impact-resistant. Use only with cold beverages. Heavy-duty, flexible cups have a medium wall 

A great option for hot or cold beverages, foam cups Recyclable. construction that flexes but still remains crack- 


hold their shape better than paper cups. 1-pc. resistant, making them a perfect choice for parties 
and catered events. 





























’ » 
* GRAINGER 
| DIE “Errnoven 
PE-Lined Paper Hot Cups 
Polyethylene-lined cups help keep liquids from soaking through and 
| provide an upscale image at an economical cost. 
| | PATHWAYS PATTERNLESS 
Microwave _— Pkg. Item ltem 
_ Capacity Safe Qty. | Brand No. | Brand No. 
8 07. NO 500 | ‘Dixie 15/139 | — _ 
8 02. YES 1000 | Dixie 38V882 | GA 15J240 — 
10 oz. YES 1000 | Dixie _—-38V884_ | GA 15242 _ 
Pathways 12 02. NO 500 | Dixie 15/140 | — = 
Design Patternless 12 072. YES 1000 Dixie 38V883 | GA 153244 — 
16 072. YES 1000 | Dixie —-38V885 | GA 22YJ64 








Patternless Viridian 
Cold/Hot Cups Hot Cups Coffee Haze eae 


boardwalk DIXIC DIXIe Design 
Disposable Cold/Hot Paper Cups PerfecTouch® PE-Lined Paper Hot Cups 


Save on dishwashing energy and breakage and efficiently handle hot and cold Protect hands comfortably with a sturdy, nonslip polyethylene outer lining that 
drinks. Keep coffee, tea and other hot drinks hot, and maintain the chill of cold helps reduce the need for double-cupping or sleeves. Attractive graphics are 














drinks such as milk and soda. Microwave safe. appealing to customers and provide an upscale appearance. Microwave safe. 
Item ——- Pkg. COFFEE HAZE WHITE 

_ Capacity Pattern Color Material Brand No. Qty. Item Pkg. Item Pkg. 
Cold/Hot Cup nas Capacity _No. _ Qty. | _No. _ Qty. 

— 802 659U73 8 07. |__1PTR3_ 900_ | 22YJ65 1000 
12 02. Patternless White Polyethylene Boardwalk 659U70 1000 8 02. 15J218 1000 | —_ = 
16 oz. — 659U71° 7 10 oz. 15J217 1000 | 22YJ66 1000 
‘Hot Cup _ 12 02. __1PTR8 900 | 22YJ67 1000 

—— 8 07, _ 659F31 12 02. 15219 1000. | = 
___120z.. Viridian White/Green PLA Dixie 659V29 1000 16 oz. | 1PTU6 500° | 22YJ68 1000 
16 0z. : 659F32 : 16 02. 15J220 1000 a — 
1432 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° FOOD SERVICE & HOSPITALITY 
Find the Wy. Find Solutions. Find Great Prices. Plastic Cups 


Find Cup Lids at Grainger.com®; search for "Disposable Lids". 


No. 55GZ51 


‘ ™ No. 22Yus0 


* GRAINGER 
APPROVED 


_— Polyethylene 
: Wrapped Cold Cups 


Clear plastic cups are individually wrapped. 


DIXIEC | Item a 


Wrapped 





Capacity No. ty. 
9 Oz. 23MJ45 1000 
Polyethylene = ten rg 
5 apaci 0. ; 
Plastic Cold Cups aa 
Clear cups are made from i om saa a 
recycled materials and provide a 12 02. 55GZ48 500 5 
sustainable choice. 16 02. 55GZ50 500 
* GRAINGER 
APPROVED 
i } 
Polystyrene No. 481042 
Plastic Cold Cups | 
Clear, patternless cups are light- j No. 23UA89 
weight and disposable for easy ’ | 
cleanup. 
Item Pkg. 
Capacity No. Qty. — 

9 Oz. 4KMV6 2500 \ 

12 02. 2ERU9 1000 

16 02. 2ERV1 1000 J 





No. 481C36 No. 481C41 


DIXIE SOLO 
PET Plastic Cold Cups 


Plastic cups are crack resistant, sturdy, and yet flexible. Dart® and Dixie® cups 
are clear with no pattern. Bare® by Solo® cups are made from 20% post- 
consumer recycled content and feature an eco-friendly leaf pattern. 





No. 12N440 No. 12N441 
Disposable Foodware Disposable Item Pkg. 
SOLW Capacity Coating/Lining Foodware Pattern No. Oty. 
DART 

A 16 02. Uncoated/Unlined Patternless 23UA89 1000 

Polystyrene Plastic Cold Cups OIXIE | 
Plastic cups provide additional rigidity and stability. SOL cp oz. Uncoated/Unlined Patternless 556249 1000 
Item Pkg. 9 02. Polyethylene Bare® 481042 1000 
Capacity Disposable Foodware Color No. Qty. 12 02. Polyethylene Bare® 481036 2000 
16 oz. Blue 12N440 1000 16 02. Polyethylene Bare® 481037 1000 
16 oz. Red 12N441 1000 20 oz. Polyethylene Bare® 481041 600 
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FOOD SERVICE & HOSPITALITY Scan. Order. Done. |= 
Cup/Lid & Napkin Dispensers & Napkins Details on page A1. 





High Capacity 
Napkin 
Dispensing 






it it Aaa Lt 6 
Cup and Condiment Dispensers = =s22jamar 
Cup dispensers feature an adjustable collar that easily conforms to each cup size. 


Foodservice 





Dispenser Tube Item 
Dispenser Holds Mounting Length Tube Dia. H W D No. 
Cup Dispensers 
3 to 5 oz. Cups Wall 16" 2 ira ci a 6ADN9 
_ 3 to 5 oz. Cups Wall 16" 342" 16%" 3Y," 4" 6ADPO 
_— 4 to 10 oz. Cups Wall 16" 4," 17" Ay," 4" 6ADL4 
4 to 10 oz. Cups Stand 232" 49/4" 2454" 49/4" 49" 6ADP1 
sa alc alace 4¥ to 12 oz. Cups Wall 16" 49/4" 1634" 43" 43/4" 6ADL8 
6 to 10 oz. Cups Wall 23 V2" 4," 2454" 4," 43/4" 6ADL7 
8 to 24 oz. Cups Wall 16" 49/4" 17" 49/4" 43/4" 6ADN3 
12 to 24 oz. Cups Wall 23 V2" 43/4" 2454" 43/4" 43/4" 6ADP3 
12 to 24 oz. Cups Wall 23 V2" 5 2454" 5 5 6ADN2 
Napkin Dispenser Dispenser Item 
Description Cap./Fold Type Material H W D No. 
Straw, Napkin, Lid, Condiment and Cutlery Dispensers 
Condiment Bulk Cutlery Stand = Plastic/Steel 162%4" 8°%4" 12%6'  483K93 
Organizer w/ Lid and Straw Organizer Kit — Plastic/Steel 12%" 182342" 18%"  483K89 
Removable Lid and Straw Shallow : F u u 
No.GADNS —_—Non-Slip No. 483K93 Dividers Mia SCORE __ eA 
Rubber Feet Straw and Napkin Dispenser 500, Interfold Plastic/Steel 2252" 91932" 13%" —- 483K91 


Straw and Napkin Dispenser 500, Full Fold Plastic/Steel 22542" 9132" 1316" 483K92 








DIXIE | eomnee 
basic. No. 4CJ87 No. 
Napkins No. 52VG79 4ECN1 
Napkin Napkin Folded Napkin Mfr. Item Pkg. 
Description Napkin Color Ply Fold Type Dimensions Sheet Size Uses Dispenser Brand Model No. Qty. 
Dispenser Napkin . a 
MorNap® White 1 Full Fold 5" x 6%" 12'x 17" — Dixie 37406 45EV01 6,000 
HyNap® White 1 Tall Fold 3%" x BY," 1X13" No. 2U240 Dixie Basic 33201 4CJ87 10,000 
Dixie Ultra® Brown 2 Interfold 5" x 6%" 6%" x 97%" = Dixie 32019 52VG79 6,000 
Dixie Ultra® White 2 Interfold 5 XO 6%" x 97%" _— Dixie 32006 52VG78 6,000 
Luncheon Napkin a 
Acclaim® White 1 Ys Fold 54" x 64" 11%" x 12%" — Dixie 37707 6WA87 6,000 
Dinner Napkin 
Preference® White 2 Ys Fold 394" X 8 15"* 16" — Dixie 31436 4ECN1 3,000 
2 | No. 455A04 
| a 
No. 4DB81 a 
; i 
Z ar DIXIE 
tam an san jamar’ 
5 | D | x | eC ULTRA. —-} smart. jal sanitary. 
Ww = = 
| Napkin Dispensers 
| “the 


Dixie Ultra® dispensers feature quick and simple 


y — loading, visual appeal, and are simple to use. 
{ —j One at a time dispensing is hygienic and helps 








peteeeeeee Stand {2ole reduce costs. No. 4DB81 is wall mountable, 
separately) : ; ; 
No. 4DB84 but is easily adapted for counter freestanding 
— operation with optional No. 4DB84 base and pole 
No. 6CAEO stand. No. 455A04 includes a table top stand or 
can be wall mounted. 
Dispenser Dispenser Mfr. Item 
Napkin Fold Type Product Series Napkin Dispenser Capacity Color Material D H W Brand Model No. 
Countertop 
Interfold Dixie Ultra® 300 Black Plastic 7%" 6%" 5%" Dixie 54527A 29WJ76 
Interfold Dixie Ultra® 500 Black Plastic 136" 7¥4" gy," Dixie 54510A 12V372 
Interfold — 500 White Plastic 121%6" 68%4" 81%6a" Dixie Ultra 54511A 455A03 
Low Fold — 150 Red Steel AV 6" 4" San Jamar H985XGR 6CAE2 
Tall Fold —= 150 Chrome Steel 4¥," 734" 4V" San Jamar H900XGR 6CAEO 
Stand, Wall 
Interfold Dixie Ultra® 1000 Black Plastic i? 21%" 10%" Dixie 54223 4DB81 
Interfold — 1000 White Plastic 9%6 27°%a" 816" Dixie Ultra 54551A 455A04 
Napkin Dispenser Base & Pole Stand, for No. 4DB81 
Interfold Dixie Ultra® 1000 Red Plastic/Steel 7%" 19%" (e Dixie 50223/01 4DB84 
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FOOD SERVICE & HOSPITALITY 
Disposable Cutlery & Cutlery Dispensers 














@): === => 
No. 485V83 No. 485V92 No. 485V98 No. 485W17 No. 485V86 
S * GRAINGER \ 
Disposable Cutlery APPROVED out 
SOUP Pegs 
FORK KNIFE (TEASPOON; SPOON SPORK 
Wrapped/ Foodservice Item Item Item Item Item 
Unwrapped Color Item Weight Material Pack Count No. No. No. No. No. No. 485w02 
Unwrapped Black Heavy Weight Polypropylene 1000 485W11 _ 485V98 _ _ 
Unwrapped Black Heavy Weight Polystyrene 1000 485V97 485V96 | 485W12 — _ 
Unwrapped Black Heavy Weight _ Polystyrene 1000 — 485W10 — = _ Pkg. Item 
Unwrapped White Heavy Weight Polypropylene 1000 _ _ _ 485V95 _ Set Contents Qty. No. 
Unwrapped White Heavy Weight Polystyrene 1000 485V93 485V92 | 485W24 | 485W17 = Prepackaged Disposable Cutlery Set, 
Unwrapped White Heavy Weight _ Polystyrene 1000 485W07 | 485W06  485V94 — = Medium Weight, Polypropylene 
Unwrapped White Medium Weight Polypropylene 1000 — — — — 485V91 Fork, Knife, 950 485W03 
Unwrapped White Medium Weight Polypropylene 1000 485V83 485V82 485V84 _ 485V86 Spoon, Napkin 
Unwrapped White Medium Weight Polystyrene 1000 _ _ _— 485V85 — Fork, Spoon, Knife, 950 485W02 
Wrapped Black Heavy Weight Polystyrene 1000 485W19 | 485W18 | 485W20  485W21 _ Napkin, Salt, Pepper 
Wrapped White Medium Weight Polypropylene 1000 485V88 | 485V87 | 485V89 | 485V90 — Spork, Straw, Napkin 1000 485w04 
Disposable Cutlery DIXIE. 
CUTLERY SET: 
(60) FORKS, SOUP 
KNIVES, SPOONS | FORK | KNIFE |TEASPOON SPOON | SPOON 
Wrapped/ Foodservice Pkg. Item Item Item Item Item Item 
Unwrapped __ Color Item Weight Material Qty. No. No. No. No. No. No. 
Unwrapped Black Medium Weight Polystyrene 1000 _ 13F549 | 13F550 | 15J178 | 13F551 _— No. 475M68 
Unwrapped __ Clear Heavy Weight Polystyrene 10 475M68 — — — — — No. 45NP89 
Unwrapped Clear Heavy Weight Polystyrene 1000 _— 153147 | 153154 | 15J174 _ _ roe 
Wrapped _Black___—- Heavy Weight Polypropylene _ 1000 — — | 15/163 | 15J168 | — — <_.)-— = — i 
Wrapped Black Medium Weight Polystyrene 540 _— 45NP88 | 45NP89 _— — 45NP90 No. 13F554 
Wrapped White Medium Weight Polypropylene 1000 — — | 150157 | 15J179 — — No. 153168 ; 
No. 21AN17 
No. 21AM96 ps 
smartsiock’ DISIG Touchless _ 
SmartStock® Dispensers and Cutlery SS ES 
‘ ' oS a : No. 
Enclosed dispensers store utensils and distribute one at a time 6ZCRO 
for hygienic dispensing. Also help reduce waste and countertop 
clutter. Touchless Dispensers dispense individual utensils with 
guests only touching what they use; as one utensil is taken, => 
another one automatically drops into tray. Mini Dispensers are 
30% shorter and take up 30% less counter space versus the No. 
Classic SmartStock® Dispenser. Dispensers work with preas- 13F548 
sembled disposable cutlery refills, see table below. 
DISPENSES 
Cutlery FORK KNIFE SPOON SPORK 
Foodservice Dispenser Cutlery Item Cutlery Item Cutlery Item | Cutlery Refill Item 
Dispenser Mounting Holds (pcs.) Dispenser Color H W Brand Refill Mfr. No. No. Refill Mfr. No. No. Refill Mfr. No. No. Mfr. No. No. 
Classic Dispenser 
Countertop, Stand, Wall 120 Translucent Smoke 24%" 10"  SmartStock SSF21P 33RL42 SSK21P 33RL43 SSo2iP 33RL44 | SSPK21P 33RL45 
Countertop, Stand, Wall 120 Translucent Smoke 24%" 10"  SmartStock SSFHWO08 13F558 SSKHW08 13F559 SSHW08 13F560 — — 
Touchless Dispenser, Incl. (4) D-Cell Batteries 
Countertop, Stand Gray 23° ~~ =10" = SmartStock | SSF11B,SSF51 21AM96 | SSK11B, SSK51 21AM97 > SSS11B,SSS51_ 21AM95 — — 
Mini Dispenser 
Countertop, Stand, Wall 80 Translucent Smoke 171%2" 8¥%"  SmartStock | SSF11B,SSF51  21AN16 | SSK11B,SSK51_ 21AN18 | SSS11B,SSS51 = 21AN17 — — 
FORK KNIFE SPOON SPORK 
Foodservice Pkg. Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Color Item Weight Material Qty. Brand Model No. Model No. Model No. Model No. 
Disposable Dispenser Refills, Unwrapped 
Beige Medium Weight Plastic 960 Dixie SSF11B 21AN05 SSK11B 21AN07 $SS11B 21AN06 — — 
Black Heavy Weight Polystyrene 960 Dixie SSFHW08 13F546 SSKHW08 13F547 SSSHW08 13F548 — _— 
Black Medium Weight Polystyrene 960 Dixie SSF51 6ZCRO SSK51 6ZCR2 Soul 6ZCR1 _— _ 
White Medium Weight Polypropylene 960 Dixie SSF21P 13F542 SSK21P 13F543 SSS21P 13F545 | SSPK21P 13F544 
Pe eal oked 
 PrimeLink Solutions,Inc. a No. 481C44 
Eco-Friendly Disposable Cutlery 
Waterproof and oilproof cutlery is ideal for all hot and cold food applications. No. 481C43 
Made from renewable plant starch material resin. 
FORK KNIFE SPOON 
Wrapped/ Foodservice Pkg. Item Item Item 
Unwrapped Color Item Weight Oty. No. No. No. No. 481C45 
Unwrapped Beige Heavy Weight 1000 481044 481043 481045 


Dispenser Sublease Information 
Note: The SmartStock® Cutlery Dispensers, owned by Dixie®, are not available for sale, but are subleased to end user customers by Grainger, an autho- 


rized distributor of these products. The Grainger price is therefore a one-time sublease acquisition fee. The sublease requires that only Dixie products be 
used in these dispensers. By paying the one-time sublicense fee, you are agreeing to be bound by such sublease. You can review the sublease by visiting 
the Grainger.com® listing for the relevant product. 
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FOOD SERVICE & HOSPITALITY Scan. Order. Done. 
Disposable Plates, Bowls & Containers Details on page Al. 








ee, 
Ni Os SX 
a a 
DIXIE 
No. 38V873 No. 21AM92 No. 20Y358 she is 
Basic Packs PI t GRAINGER 2 Pactiv 
Microwave Product Foodservice Item Pack per ates APPROVED ~~ Advanced Packaging Solutions 
saTEeGe Piatier teal Pattern Material Item Weight Brand No. Count Case Fiber plates have 100% total recycled content. 
B54" x 11" Yes Pathways Paper _ Heavy Weight__Dixie 38V873_ 125 4 Basic Packs 
Yes Patterniess Paper Heavy Weight Dixie 153226 125 4 Microwave Product Foodservice Item Pack per 
Disposable Plate, Round Size Safe Pattern Material Item Weight Brand No. Count Case 
a" Yes __ Patternless Paper Heavy Weight Dixie 21AM92 250 4 — Patternless Foam HeavyWeight Dart 14JYY7 125 4 
g' No Patternless Foam Light Weight Dart 481049 1000 8 Q' Yes Patternless Paper Light Weight GA 39CR69 100 10 
Yes Patternless Paper Light Weight GA 39CR67 100 # £10 Yes Patternless Paper Light Weight GA 39CR68 100 12 
67," Yes Pathways Paper Medium Weight Dixie 38V881 125 4 Yes Patternless Paper Medium Weight GA 39CR71 100 ~~ 10 
Yes Pathways Paper Medium Weight Dixie 38V880 125 8 BY" Yes __Patternless Paper Heavy Weight GA 20VG83 125 2 
a Yes __Patternless Paper Medium Weight GA 939CR70 250 2 Q" Yes __ Patternless Paper Heavy Weight GA 20VG85 600 1 
— Solo Bare Paper Medium Weight GA 12N428 125 2 40" — Patternless Foam Heavy Weight Dart 136896 125 4 
Yes Patternless Paper Medium Weight Dixie 39CR20 125 4 Yes Patternless Paper HeavyWeight GA 20VG86 125 2 
3 V5 Yes Pathways Paper Medium Weight Dixie 38V876 125 4 10%" Yes Pathways Paper Heavy Weight Dixie 15J138 125 4 
Yes Pathways Paper Medium Weight Dixie 38V877 125 8 Disposable Cafeteria Tray, Rectangular 
Yes Pathways Paper Medium Weight Dixie 15J136 300 2 10%" x 8%" 5 
Yes Pathways Paper Heavy Weight Dixie 15J134 125 4 Compartment No Patternless Foam 7 Pactiv 20V358 












ee — 6 : : weit “d ir anes i a 
= Wd ck 
< — No. 30AC1 
No. 38V872 No. 20VG82 No. 38V874 . . ooo 
WI i 
: GRAINGER 
Bowls and Buckets WinCup DIXIE APPROVED 
Disposable Disposable 
Foodware Microwave Item —— Pkg. Foodware Microwave Item —— Pkg. 
Capacity Pattern Color Coating/Lining Safe Brand No. Qty. Capacity _Pattern Color Coating/Lining Safe Brand _No. Qty. 
Bowl 120z. Patternless White Clay Yes GA 20VG82 500 
Foam White/Brown/ Water Based _ a 
50z. __ Patternless White Uncoated/Unlined No WinCup 6GEF9 1000 2002, _Falwells Green Overcoat Dixie 38V874 500 
60z. Patternless White Uncoated/Unlined No  WinCup 6GEGO 1000 200z. _Patternless _ White Clay Yes GA _20VG81__ 250 
80z. _Patternless_ —_ White Uncoated/Unlined No WinCup 6GEG1 1000 
100z. Patternless White Uncoated/Unlined No  WinCup 6GEG2 1000 Disposable Item —— Pkg. 
120z. _Patternless White Uncoated/Unlined No  WinCup 6GEG3 1000 Cap. Container Shape Color Microwave Safe No. Qty. 
Paper GA Carry-Out Food Container 
White/Brown/ i Paper 
1202, Pathways “Green — — Dixie 154135 500 53 fl. oz. Round White Yes 30AC15 300 
White/Brown/ Water Based wi 83 fl. 02. Round White Yes 30AC14 ~=100 
120z Pathways Green Overcoat = ee aoe a 165 fl. oz. Round White Yes 395393 100 
eta = ' * GRAINGER 
1 _—— his Carry Out Containers boardwalk. (eV approve 
ur ame ef = Lids for round containers sold 
if | ) : ® 
Bp! ¢ \ | __ separately, see Grainger.com SOLU 
No. 659275 al bts — 5 Basic Product Microwave Max. Item Pkg. 
( . Material Container Lid Safe Temp. W D H Brand No. Qty. 
} / Round 
. A / Aluminum Not Included No = — 9 12¥%32 Boardwalk 659Z75 —_500 
————— Paper Not Included Yes 205F- 3% — 3%" GA 12L822 500 
- Paper Not Included Yes 205°F 4%e' — 5/6" GA 12L823 500 
Plastic Not Included No 230°F ol = 3 Dart 485V64 500 
Square 
No. 12L822 Fiber Included, Hinged No 212°F 9" 9%" 3%" SoloCup 481040 200 
_— No. 481C40 Foam Included, Hinged No 212°F_ 6 oA 3" Dart 481048 — 500 
‘ Foam Included, Hinged No Ale F g" 9%" o Dart 481047 =. 200 
* GRAINGER 
APPROVED re 
i ao: GRAINGER 
Disposable Trays SoEs0" DIXIE. APPROVED 
= Red/white plaid paper trays 7 
| Portion Cups 
p Microwave Item Pkg. 
Capacity Safe W H No. Oty. Item —— Pkg. 
Y2 Ib. Yes 9% 1%" _12M210 _1000 Cap. Color Material Brand No. Qty. 
1 Ib. Yes 6%" 1%" _12M211__1000 1 02. Clear _ Plastic Dixie 483N06 4800 
2 Ib. Yes 6%" 1%"  12M212 1000 1oz. _White__— Paper GA __39E401 5000 
No. 12M214 2'% Ib. Yes 7%” 1% _12M213 _500 No. 2 02. Black _ Plastic Dixie 4/5M69 2400 
3 |b. Yes 8% 2% ~— 12M214_ 500 475M69 20z. Clear Plastic _Dixie 475M70 2400 
ID. Yes 9%” 2% _12N388 _500 4 0z Clear _ Plastic _Dixie 462C21 2400 


10 Ib. Yes a 12N389 250 5.50z. Clear Plastic Dixie 429176 2400 
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No. 12M201 











a 
. No. 
52WR58 Sownad Folge rs 
Black. Silke 
No. 
20vVG61 No. 49AL52 
Ground and Whole Bean aa. | Ground Coffee 
= IRON BREW 
Caffeinated Coffee COFFEE 
. . Description Makes 
= 100% premium arabica beans Caffeinated SHAE 
For more coffee options, including decaffeinated and french roast, go to Instant 
Grainger.com®. Regular Freeze-Dried 1 Cup 
Breakfast | Carolina | Cerrado | French Ground 
Roast Classic Gold Roast Original 12 Cups 
Individual (Light) | (Medium) | (Full City) | (Dark) 
Beverage Beverage Package Pkg. Item Item Item Item Original Roast 240 Cups 
Package Style Format Weight Qty. No. No. No. No. 
Single Serve Cup Ground  0.400z. 12 | S2WRS7 | S2WRSS | S2WRSI | S2WREO Regular 8 to 10 Cups 
Fraction Pack = Ground 1.750z. 50 | 5S2WR68 | 20VG61 | 52WR69 | 20VG63 i0¢ 
Ground 12.000z. 1 | 52WR43 | 52WR44 | 52WR45 | 52WR46 ups 
Whole Bean 12.00 oz. 1 52WR50  52WR51 | 52WRD52 | 52WR53 Classic Roast 12 Cups 
Ground 1.00 Ib. 1 52WR64 — 52WR65 — 540 Cups 
Pouch Ground 1.00 Ib. 8 — 20VG62 — 20VG64 19 Cu - 
Whole Bean 1.00 Ib. il 52WR22 | 52WR23 | 52WR24 | 52WR25 Ultra Roasted P 
Ground 5.00 Ib. 1 52WR29 | 52WR30 | 52WR31 | 52WR32 12 Cups 
Whole Bean 5.00 Ib. 1 52WR36 | 52WR37 | 52WR38 | 52WR39 160 to 180 
9 to 5 Medium Roast Cups 
Premium ana 
100% Colombian 1 Cup 
10 Cups 
Black Silk 10 Cups 
190 to 200 
Cups 
Gourmet Supreme 10 Cups 
Espresso Ground 
Regular 12 Cups 
Ground 
100% Colombian 10 Cups 
No. 40TU77 Decaffeinated Coffee 
. Classic ee 80 
Single Serve Ground Coffee Cups } eu 
Coffee Roast/ Package Item Pkg. Classic Roast 10 to 12 
Tea Type Caffeine Type Beverage Flavor Net Weight No. Qty. Cups 
Medium Caffeinated 100% Arabica 2.37 Ib. 40TU77 110 Ultra Boasiad 12¢ 
Dark Caffeinated French Roast 2.37 Ib. 40TU79 110 panGastt ups 


NUS 








No. 
1BEZ3 
No. 1BEZ5 
Hot Chocolate and Lemonade Mixes Tea Bags 
Individual ltem Pkg. oe 
Flavor Makes Package Weight Brand No. Qty. Description 

Hot Chocolate Natural, Box of 100 Bags 

Regular 1 Cup 0.73 02. Swiss Miss 1BEZ2 50 Green Tea Box of 15 Pk 

Sugar Free 1 Cup 0.55 oz. Swiss Miss 1BEZ3 24 Green Tea with Lemon Box of 28 Pk 
Lemonade Earl Grey Box of 28 Pk __ 

Sugar Free 1 Cup 0.18 oz. Crystal Light 1BEZ7 30 English Breakfast Box of 18 Pk 
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Coffee & Beverages 





No. 38F842 





FolGers 


hal 
Folgers 





No. 45NL35 No. 
Beverage 
Package Net 
Style Weight Brand 
Taster's 
Packet 0.479 Ib. Choice 
Fraction 5 Ib Maxwell 
Pack House 
Maxwell 
ce 2.243 Ib. Helise 
ge 2.29 lb. Folgers 
Filter Pack 4.8 lb. Folgers 
4.62 lb.  Folgers 
Can 2.25 lb. Folgers 
Filter Pack — 3.42 lb. Folgers 
a 3.35 lb. Folgers 
Bag 2.10 lb. Office Snax 
se 5.90 lb. Office Snax 
Filter Pack 0.813 Ib. Folgers 
Filter Pack 4.8 |b. Folgers 
be 4.7 |b. Folgers 
Can 1.83 Ib. Folgers 
naan 5.88 lb. Folgers 
Fraction = 45 1b. Cafe Bustelo 
Pack sig 
ju 5.88 lb. Folgers 
Can 1.74 lb. Folgers 
poe 4.62 lb. Folgers 
Filter Pack 3.42 Ib. Folgers 
co 3.35 lb. Folgers 





No. 55LE44 No. 

Item 

Caffeine Type Brand No. 
Caffeinated Lipton 1BEZ5 
Caffeinated Mighty LeafTea 55LE44 
Caffeinated Bigelow DOLES2 
Caffeinated Bigelow 55LE53 
Caffeinated Bigelow 5oLE54 





4TDK7 


1BFL7 


Item 
No. 


12M201 


1BEY8 
38F842 


13E898 
49AL53 
4TDK8 


45JR79 
4TDK7 


1BEY7 
23MJ64 


23MJ66 


26ZL24 
49AL54 


A9AL52 
45JR80 
26ZL19 


45NL35 


26ZL18 


1BFL7 

4TDK9 
45NL32 
1BEY6 


ww GREEN TEA 





55LE52 


Pkg. 


Qty. 
100 
15 
28 
28 
18 


Pkg. 
Qty. 


80 


42 


36 
40 
42 


40 
42 


63 


18 
40 


42 


42 


30 


42 


42 
40 
42 
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FOOD SERVICE & HOSPITALITY Scan. Order. Done. 
Coffee Makers & Grinders Details on page A1. 









For Coffee Filters, go to Grainger.com® and search for coffee filters. 


Automatic Drip 
Coffee Makers 


= For coffee, see page 1437 


Capresso—No. 48UH48 features an Auto Off mode 
and uses standard paper filters and ground coffee. 

No. 19YW88 has a stainless steel-lined heating system 
to help reduce calcium deposits. No. 19YW89 features a 
permanent GoldTone filter. 


Cuisinart—No. 6GAM9 has Brew Pause® feature that 


NO. TIT ESS No. 6GAM9 allows midcycle pouring. 
H W D Mfr. Item 
Description Color Electrical Warming Stations Decanter/Carafe (in.) (in.) (in.) Model No. 
Capresso 
o-Cup Black 120V, 15 Amps, 1500 Watts No Glass Decanter 10 = 8 426.05 48UH48 
10-Cup Black/Silver 120V, 60 Hz, 1200W No Stainless Steel Carafe 14 9 8 485.05 19YW88 
12-Cup Black 120V, 60 Hz, 900W No Glass Decanter te 7% 10 424.01 19YW89 
Cuisinart 
4-Cup Black 120V, 550 Watts No Glass Decanter 10.5 one 15 WCM04B 6GAM9 


ill ™ 


TrocH 
rherertectcup.everytine. CUSINart 


Single Serve Coffee Brewers 


Feature Auto Shutoff § Touch—Quickly brew ahotcup Cuisinart—Brews 





mode for safe of coffee in a minute. 30-sec. an 8-0z cup in less 
operation. Coffee not warmup time whenturnedon. than 4 min. Uses 
included. Accept K-Cup® along with most __ standard, single- 
Cuisinart portion pack coffee brands. serve coffee pods. 
Removable water reservoir. 
Min. Max. 
Brewing Brewing Mfr. Item 
No. 6GAM8 Capacity Capacity Color Electrical H W L Model No. 
Touch 
6 0z. 140z. Black 120VAC 14" 8%" 11%" ~—1214B —«45KJ98 
6 Oz. 140z. Silver 120VAC 14" 8%" ~— 11%" ~—-T414S 45 KJ99 
No. 45KK01 6 Oz. 18 0z. Silver 120VAC 14" 8%" 11%" ~~ 1526S ~~ A5KKO1 
Cuisinart 


8oz.  1Cup8oz. Black 120V,450 Watts 99" 66" 66" WIiCMS  6GAM8 


Coffee Grinders (Coypnnero0 


= Single hopper COFFEE GRINDERS 


COFFEE AND SPICE GRINDERS Conical burr grinders feature computer-controlled 
grinding heads 16 different grinding settings. Include 


Large-capacity grinders features a fast-stopping measuring scoop and cleaning brush. 


blade and see-through lid. Feature pulse mode and 
recessed cord storage in the base. 





Item 
No. Description Cap. Voltage Watts H W D No. 
Coffee and Spice Grinders, Plastic 
eee Black 0.22 Ib. 120 160 7 VA 4" 4" 19YW97 
Silver 0.22 Ib. 120 160 7 V4 4" 4" 19YW98 
Coffee Grinders, Plastic/Stainless Steel 
Black 0.5 Ib. 120 100 gy" 51" 62" 19YW95 
Silver 0.55 Ib. 120 100 10%" 19a" 5" 19YW94 
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GRAINGER CHOICE” 
Airpot Brewers, Decanter Brewers & Coffee Urns 


Find the why. Find Solutions. Find Great Prices. 


NEWCG3} wy 
Airpot and Infusion Coffee Brewers 











Quality Since 1840 








= NSF Certified (except _ Plumbing Brewing H W OD Mfr. Item No. 
leaver airpots) ‘iipat Benes Req. _Cap. Cap. (in.) (in.) (in.) — Brand Model No. 48FP52 
For coffee, see Pee 1437 Pourover No 4gal. O.5gph 232% 8% 174%a as AK-AP 48FP52 
Stainless steel units brew ; ; Te 
directly into airpots (sold sepa- Automatic Electric Yes 4 gal. 0.5 gph 232%2 8% 16'%2 Coffee FC-AP 48FP57 
rately). Newco® No. 48FP52 is | _CWTFAirpot, Single Yes 10202. 3.8qph 23% 9 18% Bunn CWTFA\rpot _ 6DHAS 
a 5 18% 2B WA DHD4 
a fresh water system and only pe a. 7 = fi me 2 or a = . 7 A 
boils the required amount of Single Head Yes 10202. 4.2gph 23% 9 18% Bunn xiom APS Shown wihinpots, 
water that is poured into the Sei Yes 10202, 15gph 23% 16 17% Bunn Axiom Twin APS 6DHA2 Sold Separately 
peneleliha Vesner cle omartWave Silver, Yes 1020z. 3.9gph 16% 8% 17 Bunn WAVE15S-APS GDHA3 
coffee. No. 48FP57 features oe leie No. 
a dump valve system and a pmartWave, Single Yes 1020z. 3.9gph 16% 8% 17 Bunn  WAVEIS-APS 6DHA4 
ee ee "CB Sin os Yes 1.5gal. 89qph 26 11% 22% 8B ICB 6DGZ7 
® ingle es 1.5 gal. 8.9 gp 6 6 unn 
and a tank on/off switch. Bunn® — (ce ick Single Yes 15gal. 89 gph 26 11% 22% Bunn ICB Black 6DGZ8 
airpot brewers include hot ICB twin Black, Dual Yes 1.5gal. 18.9qph 34 23 20 ‘Bunn  ICBtwinBlack 6DHAO 
ic eae cecal a Chee Li a 2.9L 16 6% 6% Crest APL22G  19H509 
4: ® ass Line — — 6 »  Crestware 

lockout capability. SmartWAVE® = —cr infess Steellined ~~ —~SCO LSC Crestware APL22S ~~ 19H510 
brewers are low-profile and Glass Lined = 3. — 186% 6% Crestware  APL25G  19H512 
feature an energy-saver mode. Stainless Steel Lined = 2.0L = 15 6% 6% Crestware APL25S 19H513 

Glass Lined — 30... — 17 6% 6% Crestware  APL30G  19H514 
Infusion brewers feature prein- ~Sjainless Steel Lined — 3.0... — 16% 6% 6% Crestware  APL30S  19H515 
fusion and pulse brew, ener Accessories 
savin ae and 3 se st Replacement Lid For Use With Crestware Airpots Crestware 19H516 

g p Insulated Server - 77 oz. Newco Coffee 48FP60 
brewing profiles. Also allow full- ~Airpot Serving Rack Newco Coffee 48FP61 


and half-batch brewing. 


Decanter-Style Coffee Brewers NEWCoOx y& 


Automatic Electric Coffee Brewers—Use dump valve solenoid operation for accurate brew 
volumes and brew temperatures. Standard ready light, pulse water inlet, gravity fed water 
faucet, and auto-arm with a smart multi-server base design. Plumbing required. 


Pourover Coffee Brewers—Uses a traditional displacement hot water tank system, a ready 
light for optimum brewing temperature, and a master On/Off power switch. 


= NSF Certified 

= UL Listed 

= 120V, 15A 

= Stainless steel 

= Carafes not included 

= For coffee, see page 1437 








Quality Since 1840 









No. 
48FP50 


Warming Plumbing H W D Mfr. Item 
Stations Cap. Brewing Cap. _Watts Req. (in.) (in.) (in.) Model Brand No. 
Automatic Electric Coffee Brewers 
4 gal. 0.5 gph 1500 Yes 162%2 153%4 171% FC-3 Newco Coffee 48FP56 
3 4 gal. 0.5 gph 1500 Yes 18% 82 21 FCS-3 Newco Coffee 48FP55 
3 64 oz. 3.9 gph 1500 Yes 17 16% 17% CWTF 15 - 3L Bunn 6DHCO 
3 64 oz. 3.9 gph 1500 Yes 19 8% 17% CWTF 15-3 Bunn 6DHA9 NO. 
Pourover Coffee Brewers A48FP51 
2 4 gal. 0.5 gph 1500 No 18% 8% 16'%2 AK-2 Newco Coffee 48FP50 
2 4 gal. 0.5 gph 1500 No 18% 8% 161% AK-2AS Newco Coffee 48FP53 * 
2 64 oz. 3.9 gph 1575 No 26% 15% 8 VPR Bunn 6DHD1 
3 4 gal. 0.5 gph 1500 No 162%2 15% 161% AK-3 Newco Coffee 48FP51 
3 4 gal. 0.5 gph 1500 No 162%2 15% 16'%2 AK-3AS Newco Coffee 48FP54 * 
3 64 oz. 3.9 gph 1660 No 19% 23% 8 VPS Bunn 6DHD2 
W Item 
Description H (in.) Dia. Brand No. 
Warmer 
2 Station Warmer, 120V, 200W 3Y 14 — Newco Coffee 48FP65 No. 
Replacement Decanters 19H528 
64-0z - Black 7’ 6% 634" Crestware 19H527 
64-0z - Orange 7 6% 63/4" Crestware 19H528 


*Automatic warmer shutdown. 


Coffee Urns 


Automatic Drip—BUNN® urns 
feature large water tank and half- 
batch option. Draw off hot water 
during brewing cycle without 


Percolating—Coffee Pro™ 
Includes a permanent filter 
basket and locking safety lid 


with carrying handles. 


QEUNN CAMBRO 


Insulated—Cambro® versatile 
servers can be used for both hot and ; 
cold beverages. Feature dripproof 
recessed spigot. Servers can be 





° 


, No. 6DHC2 


— 
affecting coffee quality. stacked for easy storage. : a 
Mfr. Item = oz 
Description Material Cap. Brewing Cap. WxHxD Brand Model No. 
Automatic Drip 
Twin Stainless Steel 20 gal. 16.3 gph 34%" x 32%" x 21" Bunn U3 6DHC2 
Percolating 7 
Single Stainless Steel = 90 Cup 12" W X12"H Coffee Pro CP50 51VN86 
Mfr. Item 
Description Material Cap. WxHxD Color Brand Model No. : 
Insulated 
Single Polyethylene 2% gal. 16%" x 9" x 18%" Black Cambro EA250LCD 4UJL5 
Single Polyethylene 2% gal. 16%" x 9" x 18%" Dark Brown Cambro EA250LCD 4UJL6 
Single Polyethylene 4% gal. 16%" x 9" x 241%" Black Cambro EAS00LCD 4UJL7 
Single Polyethylene 4% gal. 16%" x 9" x 241%" Dark Brown Cambro EAS00LCD 4UJL8 No. 51VN86 No. 4UJL7 
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FOOD SERVICE & HOSPITALITY Scan. Order. Done. 
Sweeteners, Creamers, Crackers & Snacks Details on page A1. 













No. 4HDX5 


No. 44NX60 


"Dati "Daal 
Des Deri 
Dene Dap 
Dorit? — Dornlt® 





No. 23MJ47 —— 23MJ59 No. 


23MJ53 


NON-DAIRY 
CREAMER 


No. 23MJ49 





No. 12M203 No. 4FCC6 


No. 
20VG50 









































No. 1BEZ8 No. 12M202 
Sweeteners and Creamers “"" Snacks 
Item Pkg. 
Description Size Brand No. _ Qty. Description Size Brand No. ay: 
Sweeteners Cand 
Aspartame Artificial Sweetener 0.035 02. Equal 1BEZ9_ —500 9 Ib. Office Snax 23MJ54 12 
Saccharin Artificial Sweetener 1 SweetN Low _ 4HDX5_~—_—-1600 All Tyme Mix Candy ———40lb. Office Snax. 40TU78.~—~=~CSst=CS~SSt=<CS 
Sugar Canister 20 02. Office Snax 44NX60 24 office Snax. 23MU55.~=C—té«‘xD*CS 
Sugar Packet 0.1 07. Domino 1BFL5 2000 Soft and Chewy Candy ——40lb.- Office Snax. 40TU76—=~CS*~*C~SS=CSM 
Sugar Packet 0.20 oz. Su ar In The Raw 647L14 400 Fancy Mix Cand 9 Ib. Office Snax 23MJ56 12 
pus eee 2.8 Office Snax __—23MiJ48_1200 Tootsie Rolls 28 oz. Office Snax 23MJ57 9 
a re NNN ys es 220 pcs. Office Sna 23MJ60 4 
Non-Dairy Creamer Canister 12 07. Office Snax 23MJ47—s(2.4 Suckers 1440 pes. ame ear °23MJ59 1 
Non-Dairy Creamer Packets 2.2 Office Snax 23MJ49 800 Sugar Free Assorted Fruit Candy 160 pcs. Office Snax 23MJ61 12 
_ Powder Coffee Creamer French Vanilla Ss 150z._ _—— Coffee Mate = 12M203— 12 Hard Candy 10 Ib. Office Snax 484P89 1 
a SS =<$@$@——$ $$ ——________ Jelly Beans 0.35 oz. Jelly Belly 484P90 300 
es ne Senin Vanilla 0.38 oz. Coffee Mate 4AFCC6 200 Smacks 
~Wdwidaal Liquid Coffeen Peanut Butter Pretzels 44 07. Office Snax  23MJ53 6 
ee ecunara pBee 0.38 oz. Coffee Mate 1BEZ8 200 Graham Cracker Pretzels 32 07. Office Snax  20VG50 6 
ae . Peppermints 
Liquid Coffee Creamer French Vanilla 1.5L Coffee Mate 26ZL37. 2 i LS 
Liquid Coffee Creamer Hazelnut 0.38 oz. Coffee Mate 12M202.200.~| —reppermint Puffs OID. COfice Snax 4BAPBB 


Liquid Coffee Creamer Original 15ek Coffee Mate 12M199 2 


SS 








No. 38ED28 | No. 
l 38ED59 
evi 
Item Pkg. 
Description Size Brand No. Oty. 
Keebler® Sandwich Club and Cheddar Crackers 1802 Keebler 386026 12 | DOQ Treats 
Keebler® Sandwich Cheese and Peanut Butter Crackers 1.80z. Keebler 38ED27 12 
Keebler® Sandwich Crackers - Peanut Butter 1.80z. Keebler 38ED28 12 Ingredients: wheat flour, meat and bone meal, ground corn, soybean meal, 
Sunshine® Cheez-It® Crackers White Cheddar 1.50z. Cheez-lt 38ED25 8 poultry fat and salt 
Sunshine® Cheez-It® Crackers 48 oz. _Cheez-lt 38ED59 ‘1 
Sunshine® Cheez-It® Crackers 1.50z. Cheez-lt 38ED24 38 Item 
Sunshine® Cheez-It® Crackers 1.50z. Cheez-It 38ED57 45 Description Flavor Size No. 
Sunshine® Cheez-It® Crackers 1.50z. Cheez-It 38ED23 60 Doggie Biscuits Assorted 10 Ib. 23MJ63 
1440 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Snack Foods 








Hilly 













No. 38ED41 
Snack Bars No. 38ED61 
Item 
Description Flavor Size No. 
Kashi 
Kashi TLC Chewy Granola Bars Honey Almond Flax 35g  38ED46 
Kind 
sa: Cranberry Almond 
KIND Plus Nutrition Boost Bar plus Antioxidants 1.40z. 38ED61 
ws Pomegranate Blueberry 
KIND Plus Nutrition Boost Bar Pistachio Plus Antioxidants 1.40z. 38ED62 
ws Chocolate Cherry Cashew 
| KIND Plus Nutrition Boost Bar Plus Antioxidants 14 oz. 38ED63 
ae Peanut Butter Dark 
KIND Plus Nutrition Boost Bar Chocolate Plus Protein 14 02. S8ED64 
KIND Fruit and Nut Bar Fruit and Nut Delight 1.40z. 38ED65 
_ KIND Fruit and Nut Bar Almond, Coconut 1.40z. 38ED66 
KIND Nuts and Spices Bar Madagascar Vanilla Almond  1.40z. 38ED67 
KIND Nuts and Spices Bar Dark Chocolate Nuts with Sea Salt 1.4 0z. 38ED68 
Special K 
Kellogg's® Special K® Protein Meal Bar Strawberry 1.59 oz. 38ED33 
Kellogg's® Special K® 
Protein Meal Bars Chocolate, Peanut Butter 1.59 oz. 38ED34 
Nutrigrain 
Kellogg's® Nutri-Grain® Cereal Bars Apple Cinnamon 1.30z. 38ED41 
Kellogg's® Nutri-Grain® Cereal Bars Blueberry 1.30z. 38ED42 1 
Kellogg's® Nutri-Grain® Cereal Bars Raspberry 1.30z. 38ED43 
Kellogg's® Nutri-Grain® Cereal Bars Strawberry 1.30z. 38ED44 
No. 


38ED30 


a 


QUAKER No. 38ED49 


Cereal and Cereal Treats 








Pkg. 
Qty. 


12 


12 
12 
12 
12 


12_ 
12_ 


12 


Item Pkg. 

Description Size No. Qty. 
Cereal 
Froot Loops, Kellogg's® 1:5 02. 38ED19 6 
Frosted Flakes, Kellogg's® 21-02. 38ED21 6 
Raisin Bran, Kellogg's® 2.0 02. ‘38ED22 6) 
Frosted Mini Wheats, Kellogg's® | 2.5 02. 38ED49 6 
Real Medleys Oatmeal Apple Walnut, Quaker® 2.64 02. 38EE14 2 
Cereal Treats 
Rice Krispies® Treats, Kellogg's® 1.3 02; 38ED30 20 





No. 38ED35 No. 38ED36 


Candy and Fruit Snacks 


Alleys 





Item Pkg. 

—__ Description Flavor Size Brand No. Qty. 
Kellogg's® Fruity Snacks Assorted - Berry 2.0 02. Kellogg's 38ED35 48 
Kellogg's® Fruity Snacks Strawberry 2.5 OZ. Kellogg's 38ED36 48 
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No. 38ED29 





No. 38ED55 







Chane mas 
fhe om 
. ease 
re “gill a No. 38ED71 
No. 38ED60 
Cookies 
Item Pkg. 
Description Size Brand No. — Qty. 
Keeblers® Mini Fudge Stripes 2 OZ. Keebler 38ED29 8 
Austin® Zoo Animal Crackers 2 OZ. Austin 38ED55 36 
Austin® Zoo Animal Crackers 2 02. Austin 38ED48 80 
Famous Amos Cookies 
- Chocolate Chip 2 02. Famous Amos 38ED60 8 
Grandma's® Mini Vanilla Créme 3.71 o7. Grandma's 38ED71 94 


_ Sandwich Cookies - Vanilla 


No. 38EC84 





oo 


Microwave Popcorn 


Item Pkg. 
Flavor Size No. Oty. 
Butter 1.20z.  38EC84 10 
Homestyle 1.20z. 38EC85 10 LSE te ee 
Movie Theatre Butter 1.750z. 38EC86 10 oar 
“Movie Theatre Butter 3.507. 38EC96. 6 No. 38EC86 








EME ALD EMERALD EMERALD 
R 700 Gili 
/ a ae 
LACKS By Py 
a> Poked *' go Pret > ”» 
BEIT a wv: 
DELLE “KS | 
MIXED NUTS» WHOLE CASHEWY 
» ROASTED 4 SALTED 
No. 38EC93 No. 38EC98 No. 38EDO6 
a wee EMERALD, 
Trail Mix and Nuts eh 
Item Pkg. 
Description Size No. Qty. 
Dry Roasted Almonds 5 OZ. 38EC90 6 
Deluxe Mixed Nuts 5 OZ. 38EC93 6 
Walnuts and Almonds 0.56 oz. 38EC94 rd 
Dark Chocolate Cocoa Roast Almonds 0.63 02. 38EC98 7 
Dark Chocolate Cocoa Roast Almonds 5 02z. 38ED01 6 
Roasted & Salted Whole Cashews 5 OZ. 38ED06 6 
Cashews Sea Salt and Pepper Cashews 1.25 02. 38ED08 12 
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FOOD SERVICE & HOSPITALITY Scan. Order. Done. 
Microwave Ovens Details on page A1. 










Heating Time Guide recommends times 
for heating a variety of popular foods 


Dependable 6-Minute Electronic 
Dial Timer is clearly marked in 10, 
15 and 30-second increments 





No. 6T038 No. 21HE87 No. 21HE86 





No. 40GR47 No. 247746 No. 24T745 





— Cal 
| 
| 
) 
‘ “—_ “—— 
No. 40GR49 No. 40GR48 a EVES 
= WGA GRAINGER —_ 

Countertop Microwave Ovens SHARP approved DA=\VOO FRIGIDAIRE 
= 1 touch settings extremely durable hinges and handles that are suit- | Consumer—Cost-effective units are ideal for home 
= Without convection cooking able for high-volume use. Stainless steel interior use including several minutes a day of run time. 
=» 120V is designed without a turntable to promote even Include turn table to help eliminate hot spots and 


cooking and allow for easy cleaning. Commercial UL _ cook or defrost food more evenly. UL Listed. 


Commercial Compact units feature automatic Listed (£44459). C-UL Listed. NSF Certified. Meet 


cook options that allow 1-touch cooking. Feature 





FCC and DHHS standards. 
Cooking Oven Appliance Power Outside Outside Outside Mfr. Item 
Wattage Capacity Color Features Levels Ww H D Brand Model No. 
Commercial, Without Turntable 
4000 0.95 cu.ft Stainless Steel 10 Memory Presets, Digital Display 11 20%" 12%" 16" Sharp R21LIF 61038 
"" Stainless Steel 10 Memory Presets, Dial Timer 1 20%" 124% 16" Sharp R21LCFS 61392 
1200 0.75 cu. ft. Stainless Steel 10 Memory Presets (100 Total), Defrost Setting 11 17%" 13%" 20%" Sharp RCD1200M 4GVY6 
Consumer, With Turntable 
900 0.90cu. ft Black — — 19%4" 11 %e" 14 Ye" GA 21HE87 21HE87 
ales White 81Vi6' H x 13%" W x 14%" D, Turntable System —_— 19%4" 11 %e" 14%" GA 21HE86 21HE86 
Black Counter Top, Painting Cavity 9 214" 1116 1616" GA 40GR47 40GR47 
Concave Reflex System, 5 Auto Cook Menu, 17," i i 
oer Silver Auto Defrost, child Safety Lock System 10 20% 12 14% Daewoo 40GR51 40GR51 
1000 ‘" Stainless Steel _4-digit, LED, 30-sec. plus cook button, and 5 auto cook menus 10 20%" 1 15° Sharp R331ZS 247746 
White 4-digit, LED, 30-sec. plus cook button, and 5 auto cook menus 10 20%" 12 1 Sharp SMC1131CW 247745 
White Painting Cavity — 21%" 111%e6' 1616 GA 40GR49 40GR49 
1.30 cu. ft. Silver Concave Reflex System, Auto Defrost, Child Safety Lock System 10 22 V4" 12% 16%" Daewoo 40GR50 40GR50 
Black Melt and Soften Easy-Set Start 10 21%" 127%" 18%" Frigidaire | FFMO1611LB 31EV60 
4100 1.60 cu.ft Silver Concave Reflex System, Auto Defrost, Child Safety Lock System — 23%" 13%" 18/2" Daewoo 40GR48 40GR48 
‘"” Stainless Steel Melt and Soften Easy-Set Start 10 21%" 127%" 18%" Frigidaire | FFMO1611LS 31EV58 
White Melt and Soften Easy-Set Start 10 21%" 127%" 18%" Frigidaire FFMO1611LW 31EV59 
1442 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® FOOD SERVICE & HOSPITALITY 
Find the YW. Find Solutions. Find Great Prices. Breakroom Storage & Coffee Supplies 





No. 46AD42 



































































No. 36RC71 
~ 
' 
No. 36RC72 
(Single Serve Cup aware \ STORAGE __< 
Holder Included) iploc — fe ~*~ 
j | : rs cao a _— 
Officemate IC Zi pioc 
Breakroom Storage No. 32GM82 8 
Overall Overall Overall Item 
— ____ Description Height Width Depth _—No. 
Breakroom Storage Organizers _ ae ial ban 
_Napkin/Towel Holder 15%" 16" 8" SBRCGS Pascal 
Multi Organizer - Includes (3) a a a ispenser 
Condiment Trays, (4) Dividers 10%" 18%o 14° S6RC66 No. 46AD34 
Rotary Condiment/Cutlery Organizer - Includes i i ; 
(4) Condiment Trays, (4) Containers 1% " "1 36RC67 
Cup/Cutlery Holder - Includes (2) ‘ , , ' 
_Removable Side Pockets 14%0 16/0 5/0 36RC68 honey No. 46AD39 
Vertical Condiment Organizer - Includes i 1 1 T 
_(4) Condiment Trays, (4) Dividers Se te: ee 
Wide Condiment Organizer - Includes ‘ ' ‘ 
(3) Condiment Trays, (6) Dividers 8 13% of SORE) })) ene ee 
Condiment Tower - Includes (3 : . : H 
Condiment Trays, (3) Dividers tex 7% ov snc7t_ | Gereal, Sugar and Coffee Dispensers 




























































































Giant Condiment Organizer - Includes (3) Condiment ' : \ 
_Trays, (6) Dividers, Serve Capsule Hole i Re Item 
‘Replacement Trays sits ; ; = = COLO — WxDxH _No. 
Upper Cup for No. 36RC6/, Pkg. of 2 4" EAA 3y;"  36RC73 | single Cereal Dispenser, 17/20z. SS a 
Base Tray for No. 36RC67, Pkg. of 2 Ty «5 «5YG" _—SGRCTA Brushed Stainless Steel Stand. EX6YE X15 ABADAT _ 
2 Trays/2 Dividers for Nos. 36R69 & 36RC71 25" 87/0 6¥s° 36RC75 | Dual Cereal Dispenser, 3502. ae are Pa 
Small 2 Trays/4 Dividers for Nos. 36R66 & 36RC70. 2%" ~~—«12%40"~—S«Y"”~—=«BGRC7G. (| Brushed Stainless Steel Stand _ 1avie XO 72 X15 AGADS2 
iieat Sia Dei cat SS PONE oz. aes a 
inti 7 : — = 1 ws) 53 Sal a eh 
Ziploc Reclosable Bags, Clear : * Sid. NO | Silver/Chrome_ Reeds 46034 
“Ziploc Sandwich, 500 Bags _ 6% 5%" FDA 32GM81__| Coffee Dispenser, 8 oz. iketiees 
_Ziploc Quart Storage, 500 Bags Tet She FDA 32GM85_ | Black/Chrome Ax Vx 15 AGAD39 _ 
Ziploc Gallon Storage, 250 Bags TOe" 107" FDA 32GM82 White/Chrome meas 46AD40 


f 





BUNN 








i; 
. No. 20Y348 -. 
Sturdy basket-shaped coffee filters hold coffee grounds and allow coffee to flow through. ) J 4 
Item Pkg. | 
__ Coffee Filter Size Base Diameter _Flat/Top Diameters For Use With _No. Aty. 
6 gal. 8%" le 6 Gallon Coffee Urns 20349 250 
10 gal. _ 10%" 7 24%" 10 Gallon CoffeeUrns  ——_—- 20348 202 
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Breakroom Furniture & Water Bottles 









No. 
22YKO1 


Scan. Order. Done. 


22YK05 


Details on page A1. 





No. 


22YK14 








OE 





me 





SP 
No. 30XN07 





No. 30XNO02 





= 
4 } 
—— 





2 ee ays 
Iceberg 
. t / z i 
No. 30XM92 = Cafe and Bistro Tables 


Contemporary, sleek tables and chairs invite people to come together whether 
it's for a quick meeting or spontaneous break with coworkers. Tables feature 
melamine top and underside seal help prevent moisture absorption with T-mold 
edge. Sturdy, all steel powder-coated silver base with adjustable feet help with 
uneven flooring. Chairs are ergonomically designed for comfort. Feature seat 


Kitchen Organizers 


Help organize your kitchen or breakroom counterspace, cabi- 
nets, and drawers with these innovative storage solutions. 


=< 


INTERNATIONAL 















Mfr. Item ind j j 2 
Description HOW L Finish Model No. pan and back for extra support and ease of getting in and out of chair. Easy- 
Cutlery Trays to-clean and dent-and-scratch resistant. Powder-coated steel tube frame with 
1 Compartment 2.3’ 6’ _— Powder Coated_KCH-02158 _ 30XN09 nonmarring feet. 15-yr. limited manufacturer's warranty. 
1 Compartment Z oh 9" Powder Coated KCH-02159 30XN10 
1 Compartment 2" 3" —«12"~—~ Powder Coated KCH-02160 30XN11 GRAPHITE 
1 Compartment 2” 6" 9" Powder Coated KCH-02161 30XN12 WALNUT | GRAY | GRANITE 
1 Compartment 2” 6" 15° Powder Coated KCH-02155 30XN08 ee i th 7 it 
1 Compartment 9%" 6%" 12%" Powder Coated KCH-02156 30XNO7 Cate Tables escription 0. 0. 0. 
3 Compartment 2" 11" 16" ~~ Powder Coated KCH-02157 30XNO05 i i i 
5 Compartment 2° 9" 12%" Powder Coated KCH-02154 30XNO3_ | —3¢,%20 Square ane a nS} ove “oon 
~6 Compartment _ 2° 11/' 16" Powder Coated KCH-02162 30XNO4 | ‘Bictry Tables 
Expandable Cutlery Tray 2" 20%" 16%" Powder Coated KCH-02163 30XN06 36" x 36" Square 49" 20YK08 99YK07 292YK09 
Kitchen Cabinet Racks & Organizers 36" Round 42° 22YK12. | 22YK13. | 22YK14 
Cabinet Organizer, Incl. Basket 10/2" 17%" 11%! Chrome SHF-03525  30XN02 Back/Seat item Pkg. 
Cabinet Organizer, Incl. Basket 11° 17%" 1434" Chrome SHF-01867 30XN01 Description Color No. Qty. 
Organizer Rack 8" 9%" 15%" PE Coating KCH-01869 30XM92 Cafe Chair 
Paper Towel Dispenser 62" 6Y%2" 14" = KCH-01077 30XM84 19" Depth Graphite of 22YJ98 2 
Plate Organizer 5%" 5" 10%" ~~ PE Coating KCH-02165 30XM97 Bistro Stool 
Shelf Organizer 26° 14%" «6 PE Coating | KCH-04370 30XM99 22" Depth Graphite 44" 22YJ99 1 
P tm) 
Water Bottles and 
Insulated Mugs contigo 
Item 
Description Cap. Color No. 
Water Bottle - Plastic 
AUTOSEAL® Cortland 
3 Features AUTOSEAL®, One dA 67 Grayed Jade/Green 48PD62 
Handed, Spout Cover Sangria/Red 48PD63 
. Jackson 
Features Carry Loop, Flip Top 24 02. ate - pa 
No. 48PD62 No. 48PD63 No. 48PD66 No. 48PD68 Shake & Go® Fit y 
ee 7 es a fad ‘5 Blue 48PD68 
eaning, Rounded Bottom, Weighte 02. 
shaker Ball. Carry Handle” Black 48PD69 
Insulated Mug - Stainless Steel 
AUTOSEAL® West Loop 
es hosel 6% sae eee 
Keeps drinks hot for up to 7 hours 50 Black 48PD78 
and cold for up to 18 hours we ge 
24 02. Stainless Steel 48PD79 
SNAPSEAL™ Byron 
Features SnapSeal Lid, 16 02. sunmea pan 
Keeps drinks hot for up to 5 hours Gunmetal 48PD72 
and cold for up to 12 hours 20 oz. ivacious ABPD73 
Thermalock™ Extreme 
Features THERMALOCK™ Vacuum _ Silver 48PD64_ 
i »- Insulation, Clip-On Handle, 16 07 
— Keeps drinks hot for up to 4 hours Black 48PD65 
No. 48PD79 No. 48PD70 No. 48PD72 No. 48PD65 and cold for up to 12 hours 
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FOOD SERVICE & HOSPITALITY 
Delivery Carts & Healthcare Equipment 





Meal Delivery Carts 


= See Grainger.com® for more delivery carts 


Carts are easy to clean and will not rust, dent, crack, chip or 
break. Hold hot or cold foods. 


Total Quiet™ Stainless Steel Carts—Offer you a design 
with notable sound dampening where quiet is a needed 
commodity. Constructed of 14-ga. stainless steel. 

= 250-lb. load capacity 

= 2 rigid, 2 swivel casters 


easy maneuveri 


gaskets, hinges 
No. 2MGH3 has 


= Shipped asse 


No. of Tray Item 
External Dim. WxDxH Compart. Tray Size Cap. Color Caster Type Brand No. 
Stainless Steel Carts 
17% x 25% x 467" 1 14 x 18, 15 x 20, 16 x 22 6/1 Silver (4) Swivel Lakeside 2NKH8 
Total Quiet™ Carts - 1 Tray/Shelf 
27'%52" x 254V6a" x 456" 1 12° x 19", 12° x 20", 12°x 22", 6 Stainless Steel 9 Rigid. 2 Swivel Carlisle Dinex 40XC24 
27'%30" x 254V6a" x 551316" 1 14" x 18", 13" x 21", 15" x 20" 8 Stainless Steel gid, Carlisle Dinex 40XC12 
Total Quiet™ Carts - 2 Trays/Shelf 
, i ; 1 10 Stainless Steel Carlisle Dinex 40XA94 
36 V2! x 31 %V6H' x 39°Ye4 1 12°x 19", 12"x 20", 12x22", 10 Stainless Steel» pis gwive) _Callisle Dinex 40XCO7_* 
3670" x 34 4Voa! x 5035/4" 1 14" x 18, 13° x21", 15"x 20" 12 Stainless Steel gid, Carlisle Dinex 40XC02 
1 14 Stainless Steel Carlisle Dinex 40XC20 
Aluminum Carts 
24% x 32% x 60%" 1 14x 18 20/1 Silver Lakeside 2NKJ4 
DV x 349 x GOV 1 15X20 50/1 Silver (2) Swivel, (2) Wheels ——Takeside  2NKJ6 
Polyethylene Carts 
28 x 36% x 58 ¥%' 2 14x 18 16/8 Granite Gray Cambro 4UJP4 
30% x 39% x 58%" 2 15% 20 16/8 Granite Gray 2 Swivel (With Cambro 4UJP3 
48 x 32% x 44" 2 14x 18 20/10 Granite Gray wel Cambro 4UJP2 
Sacer ere 2 er 20/10 Blue plake oni’ Cambro 4UJN8 
' : 2 20/10 Granite Gray Cambro 4UJNO 
For Trays & Sheet Pans . 
2145" x 32" x 37%" 1 7 Brown ‘Braker 2 Fixed. Cambro —- 2MGH3 
(1) Swivel, (1) Swivel 
eee 18 x 26 24 Brown is Braks 2) rigid Cambro. 2MGG6 
24 Brown ze OMIEN Uti Cambro  2MGG8 


* Pass-through style. 


DINEX. 


A GSH comMPANY 


Non-Skid Trays 





=» Pkg. of12 Feature fiberglass construction with super-grip surface. Stain-, 
» ¥%" depth — scratch- and odor-resistant. Dishwasher safe. 
Overall Overall > CHOOSE: Item 
Length (in.) W (in.) Color No. 
18 14 Black, Gray, Latte J4698 
20% 15 Black, Gray, Latte J4699 





No. 
41H586 
No. H4730 
DINEX Base, Black 


Induction Chargers and Bases 


Engineered for use in commercial kitchens and feature user-friendly LCD and 
control panel. Easy-to-clean composite top surface. Smart therm senses base 
automatically and gives the correct amount of heat to allow consistent tempera- 
ture every time. Automatic shut-off feature prohibits overheating. Single unit 
works on all 208V, 220V and 240V systems. Base cycle time ranges from 14 to 
19 sec. depending on voltage supply. 


Item 

Description > CHOOSE: Color No. 
SmarteTherm II® Induction Heating System Black 41H586 
Bases for SmartsTherm II® Blac Dalle, Dank DINE: H4730 


Cranberry, Sage 


Sign in to Grainger.com® to see 


[A LAKESIDE 
Aluminum Carts—No. 2NKJ6 has vertical push handles for 


= Door folds out 270° 
= Corner bumpers 


Polyethylene Carts—Feature foam insulation, door 


includes hardware security package. Trays not included. 


Find Napkins and Food Service Tray Covers on Grainger.com®. 


DINEX. 


4 GARNET company 


CAMBRO 





ng. No. 


40XC02 


, and latches. Molded-in handle on back. 
a removable cutting board top. No. 2MGG8 


mbled with 6" casters 


Brake), 2 Fixed 





Heritage Fenwick 
Bowl peas 
ow 





|g 


Turnbury Mug 


COMPANY 


Meal Tray Top Dinnerware 


Serving products specific for the healthcare industry. Double-wall insulated 
with ozone-safe insulation and suitable for hot or cold foods, except tumblers 
are uninsulated and not for hot beverages. All dinnerware is not recommended 
for use in microwave. Mugs feature a heavy-duty handle for secure, 3-finger 
holding. Insulated Domes are designed for high food clearance. 


DINEX 


> CHOOSE: > CHOOSE: Item Pkg. 
Size Color Series No. Oty. 
Bowls 
Onyx, Cranberry, Midnight Blue Heritage D7747 48 
5 02., 9 02. Onyx, Cranberry, Midnight Blue, 
Latte, Hint ree, S306 Turnbury 07748 48 
Insulated Bowls 
0.02. 9 02. Onyx, Latte, Cranberry, Sage Fenwick H2193 48 
Insulated Domes 
10'-dia. x 274'H Onyx, Cranberry, Midnight Blue Heritage D7742 12 
Midnight Blue, Onyx, Latte, Cranberry, Sage Fenwick H2194 12 
Mugs 
Onyx, Cranberry, Midnight Blue Heritage D7745 48 
Onyx, Cranberry, Midnight Blue, 
8 OZ. ie Punter ree S405 Turnbury §=D7746 48 
Dark Blue, Onyx, Latte, Cranberry, Sage Fenwick H2192 48 
Tumblers 
6 02. 6ADU9 f2 
9 oz. Clear Tumblers 6ADVO f2 
12 02. 6ADV1 {2 
YOUR Pricing and MORE 1445 





FOOD SERVICE & HOSPITALITY 
Utility & Banquet Carts 


Scan. Order. Done. 
Details on page A1. 









No. 2XJH8 


Bumpers 
on legs and 
Handles 
(ALAKESIDE (| 
* GRAINGER 
APPROVED 
Stainless 
Steel | No. 2XJH8 


Kitchen 
Utility Carts 


300-Ib. Load Capacity—22-ga. 
shelves and 20-ga. legs. 31" swivel 
casters. 


450-Ib. Load Capacity—20-ga. 
shelves with 1" lip height, and 150-Ib. 
load capacity per shelf. Four 4" swivel 
casters, 2 with brake. NSF Certified. 


500-Ib. Load Capacity—20-ga. 
shelves. 4" swivel casters, except 


No. 20VF46 has 5" casters. Horizontal 
square tube handle. 


700-Ib. Load Capacity—18-ga. 
shelves are stain and rust-resistant. 
Include ergonomic handles. Two 5" 
swivel and two 8" rigid casters. 


1000-Ib. Load Capacity—11- and 
14-ga. shelves. Two 5" swivel and two 
8" rigid casters. NSF Certified. 


Distance 
No.of Shelf Shelf Overall Overall Overall Between Item 
Shelves Length Width Length Width Height Shelves Brand No. 
300-Ib. Load Capacity 
18%" 16%" 1854" 1654" 3048" 1034" Lakeside 20VF43 
3 24" 15%" 27 V2" 16%" 32 V3" 1134" Lakeside 20VF41 
27 18" 30%" 183" oo. 12%" Lakeside 20VF42 
450-Ib. Load Capacity 
3 30%" 18%" 35. 21" 36" 10%" GA 35ZW26 
500-Ib. Load Capacity 
24" 15%" 27%" 1634" 32" 11%" Lakeside 20VF44 
3 27" 18" ot 19" 32" 11%" Lakeside 20VF45 
oo 21 39 V4" 2298" 374 13%" Lakeside 20VF46 
700-Ib. Load Capacity 
9 2/' 18" 32%" 193" 35/7," 19" Lakeside 20VF47 
2/' 18" 3098" 18%" 465/" 18%" Lakeside 2XJH4 ~ 
3 27" 18" 30%" 18%" 465/" 10". Lakeside 2XJH5 ~* 
1000-Ib. Load Capacity 
9 oo 21" 413%" 21%" 4654" 18%" Lakeside 2XJH8 ~* 
42" 24" 48" 2594" 3798" 21" _— Lakeside 2XJJ3 
* Ergonomic handle. 
Tray and 
Silverware CAMBRO 
2-Sides Open (A LAKESIDE' 
Tray, Silverware, 


and Glass 
Dispensing Carts 


= 4 swivel casters, 2 with brake 





Tray and Silverware—Siainless 
steel. 500-Ib. load capacity with 
20-ga. steel shelves. No. 4UJH7 
is blue polyethylene and includes 
vinyl cover. 





Tray, Glass, and Cantilever 
Dispensers—Adjustable dispens- 


2-Sides Open 





| » Cantilever ing levels. Platform base stores 
~~ ®) Dispenser trays or racks and has corner 
bumpers. NSF Certified. 
Overall Overall Overall Tray Item 
Description L(in.) W(in.) H(in.) Cap. (lb.) — Tray Size (in.) Brand _No. 
Tray and Silverware 
2-Sides Open 32% 21% 45% 180 to 200 14x18 Cambro 4UJH7 
4-Sides Open 36% 22% 39% 120 16 x 22 Lakeside 2NJZ3 
4-Sides Open 84% 22%) ~~ 39% 130 16 x 22 Lakeside 2NJZ2 
Tray and Glass 
2-Sides Open 19% 23% 36% 150 14x18,15x20 Lakeside 2NJZ6 
4-Sides Enclosed 19% 23% 36% 150 14x18,15x20 Lakeside 2NJZ9 
Cantilever Dispenser 
Single Platform 31% 23% 36% — 20 x 20 Lakeside 2NKA3 


1446 GRAINGER. 
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Find even MORE on Grainger.com® 








CRESTWARE 


Kitchen Utility Cart 


= Polypropylene 

= 3 shelves 

= Shipped unassembled 
= Gray color 

= 4 swivel casters 


Extruded aluminum legs. 








Distance 
Shelf Overall Overall Top Shelf Between Load Item 
Length Shelf Width Length Width Height Shelves _ Capacity No. 
24%" 16" 24" 16" 36" 13" 260 Ib. 38EWO9 


* GRAINGER 
APPROVED 


CAMBRO 


(A LAKESIDE 


Bussing Carts 


= Shipped assembled 
= NSF Certified (except 

Lakeside® models) 
Enclosed carts feature leg and handle 
bumpers and 3 shelves (except No. 2XJJ8 
has 4). Cambro® models feature 1-pc. 
durable polyethylene with molded in 





No. handles and shelves. See Grainger.com® 
2MGD8 for shelf size information. 
Distance 

Load Overall Overall Overall Between Item 
Capacity Length Width Height Shelves Caster Type Brand No. 
2-Sided Enclosed Polyethylene = 
350lb. 28" 16" 32%" 11" ‘i ee ees GA  2MGD8 
350lb. 28" 16" 32%" 11" ei Cambro 2MGD9 
3-Sided Enclosed Polyethylene = 
500 |b. 33%" 20" 34%" 11" ‘i Gigid, (1) Swive, GAs 2MGES 
500 |b. 33% 20° 345%" 11" as GA  2MGE6 
3-Sided Enclosed Stainless Steel 
300 lb. 27%" 161" 32%" 8" (4) Swivel Lakeside 2XJJ8 
500 lb. 39%' 22%" 37%' 131" (4) Swivel Lakeside 2XJK1 
700 Ib. 39%6" 221%" 3/' 12" (2) Rigid, (2) Swivel Lakeside 2XJK3 





= & 


U No. 5EMN4 





No. 5EMN3 


Adjustable * 


__ GRAINGER 
Dish Caddies = CRES COR. APPROVED 


Hold most popular sizes of dishware. Protective plastic coating at points of 
contact with dishware. No. 5EMN4 includes 2 adjustable adapters. No. 5EMN3 
includes 12 adjustable hex rods. Aluminum models have 5" swivel casters, 2 
with brake. No. 4UJH8 has 5" casters, 2 rigid and 2 swivel casters with brake. 


Overall Overall Item 
Length Overall Width Height Brand No. 
Aluminum 
20. 23 32. Cres Cor SEMN4 
27 Ve" 27 V8" 32" Cres Cor 5SEMNS 
Polyethylene 
377% 2858" OLE GA 4UJH8 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® FOOD SERVICE & HOSPITALITY 





Find the yf. Find Solutions. Find Great Prices. Dishwashers & Accessories 
| Susmer 
Dishwashers (e)Insinger 


Commercial Undercounter—Energy-efficient, automatic, Commercial Conveyor—Automatic, rack- 
hot water sanitizing dishwasher has a timed wash and rinse _ type dishwashers have recirculating wash 
cycle with 7 bayonet-style wash arms and 42 fixed wash and freshwater final rinse cycles. All except 
jets. Includes built-in detergent and rinse-aid pumps, food No. 14U212 include a prewash cycle. 

soil strainer system, and 2 plastic 20" x 20" racks. Cleans Nos. 14U212, 14U216, and 14U217 are 


up to 750 dishes per hour. single-tank models featuring telescoping 
Commercial Door-Type—Automatic, single tank dish- insulated doors and can clean up to 5825 
washers have timed wash and rinse cycles anda selectable dishes per hour. 

sak eee shah Sacer rae teeny ee Nos. 14U220 and 14U221 are double-tank 
ace oe ane eae models with inspection doors and low- 


doors. Clean up to 1625 dishes per hour. : 
= Nos. 14U202 and 14U199 meet ETL and NSF standards ite ee ene can eieancup 1Oeoe9 






Racks Item 7 are 

Includes perHour WaterUsed _ Direction H Ww D No. a2}, aii te No. 14U212 
Commercial Undercounter - Rinse Temp: 180° | 1 “TE 
Built-In Booster 30 79 gal. — 33 V4" 23° 25 14U197 
Commercial Door-Type - Rinse Temp: 180° 
Built-In Booster 65 12 gal. — 70" 24" 30%" 14U199_ _* 
Built-In Booster 65 12 gal. — 81" 24" 30%" 14U202 * 
Commercial Conveyor - Rinse Temp: 180° 
Built-In Booster 233 .63 gal. R-L 67%" 44" 31%" 14U212 * 
Built-In Booster 200 .63 gal. R-L 67%" 66" 314%" 14U216 * 
Built-In Booster 230 .63 gal. L-R 67%" 66" 31%" 14U217_ _* 
Power Rinse 277 52 gal. R-L 67%" 86" 31%" 14U220 * 
Power Rinse 277 52 gal. L-R 6758" 86" 31%" 14U221 * No. 14U220 


* Sign-off on unit dimensions is required before order can be fulfilled. 





CREST WARE 


Bus Tubs 


= NSF Certified 
= 22Y"L No. H6051 








Stackable, handled kitchen bus tubs are constructed from durable 
polyethylene. Feature ribbed interior surface. 


os M715 a ‘ 
> CHOOSE: It CAMBRO ais Sra at 
em Ler. yl 














L W H Color No. No 
Bus Tubs r : 
29" 1554" 5 Black, Brown, Gray, White H6051 Dishwasher Racks 4NCY9 
221% U Black, Brown, Gray, White __-H6052__| Guy and Glass Racks—Hold most stan- Flatware Racks—Gray color, except 
Bus Tub Lids ; 
59 Vy" 155," fi Black, Brown, Gray, White H6053 dard-size cups and glasses. Nos. 4NCY7 and 4NCY6 are light green. 
Peg and Base Racks—Provide efficient Dishwasher Rack Accessories— 
No. 19H523 | washing, and a Safe and sanitary transport No. 4UJK9 features 4 swivel casters and a 
" eilkae a ner and storage system. Keep products cleanand  350-Ib. load capacity. 
& included) eliminate the need for rewashing. 
Overall Max. Glass Max. Glass Item Pkg. 
No. of Compart. H (in.) Dia. (in.) Height (in.) Brand No. Qty. 
Cup Rack 
20 5% A\6 AV, Vollrath ANCZ2 1 
Closed Glass Rack Systems 
16 8% A¥ 6% Cambro 4UJH9 d 
16 10% AX 8% Cambro AUJJ2 2 
25 5% a 3% Cambro 4UJJ3 5 
No. 25 7% 3-4/9 6% Cambro 4UJJ5 4 
41G577 25 8% 3-4/9 7% Cambro 4UJJ7 3 
25 10% 3-4/9 8% Cambro AUJJ8 2 
Outside Peg 
= 1 Overall Inside Rack Rack Height Item Pkg. 
= \ Description H(in.) Height (in.) Height (in.) (in.) Brand No. Qty. 
( \ e " Peg Racks 
-— 4 _ ‘ 19%" x 1934" Peg Rack, Full Size 3% 3% 4 4 Cambro 4UJJ9 6 
, 19%" x 1954" Peg Rack, Full Size 3% 3% 4 4 Cambro AUJK1 6 
; 19%" x 1954" Peg Rack, Full Size 3% 244 3% 21/6 Vollrath ANCY8 1 
19%" x 1934" Open End Rack, Full Size 3% 3% 4 4 Cambro AUJK2 6 
Base Rack 
: 19%" x 19%" Base Rack 4 34 4 — Cambro AUJK6 6 
41G578 Flatware Racks 
Z ny S Flatware Rack, Full Size 2% 2% 4 = Cambro 4UJK7 6 
CRESTWARE ‘ No Flatware Rack, Full Size AV, 2% AV, — Vollrath ANCY9 1 
7 ' 8 Comp. Flatware Rack _ 
Flatware Cylinders 19H524 w/ Handle, Half Size AY AY 7Vs Cambro 4UJK8 = G 
. . 8 Comp. Flatware Rack 
For use with most flatware washing systems. w/ Handle, Half Size BA 4% — — Vollrath 4NCY7 1 
8 Comp. Flatware Rack w/ __ __ 
Item out Handle, Half Size ee ue we eee 
Description Material H W No. Overall Overall Overall Item Pkg. 
Silverware Cylinder Poly 59% 4 41G577 Description Length (in.) |W /(in.) H (in.) Brand No. Qty. 
Silverware Cylinder Stainless Steel 5 4V 41G578 Dishwasher Rack Accessories 
Flatware Dispenser, 4 Hole Stainless Steel 8" 10" 19H523 Dish Rack Dolly 21% 21% 8 Cambro 4UJK9 1 
Flatware Dispenser, 6 Hole Stainless Steel 8" 15° 19H524 Rack Cover 19% 19% 6 Cambro 4UJK3 1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1447 


FOOD SERVICE & HOSPITALITY Scan. Order. Done. [= [> 
Holding & Transport Carts Details on page Al. 





= CRES COR. 


Aluminum 
Corrugated and 
Angle Food 


Service Racks 


= Shipped fully assembled 
= 5" nonmarking swivel 
casters (2 locking) 
Racks hold 18" x 26" pans. 
No. 5EMK9 also holds 14" 
X 18" trays. No. 5EMLO is a 


No. 6THXO 


Aluminum Food 
Service Racks 


= Four 5" swivel casters 


Half and full bun racks hold 13” 
xX 18", 14" x 18", and 18" x 26" 
pans. Nos. 6THZ7 and 6THZ6 
hold 15" x 20" trays only. For 
additional food service storage 
shelving and dunnage racks, 












please visit Grainger.com®. No. 5EMK8 roll-in refrigerator rack with 
Load ltem e) a) universal angles for various 
Description Capacity No. of Slots H W D No. size pans. 
End Loading Racks No. SEMN5S P 
ee 500 Ib 6 38" 2034" 26" 6THX4 Item 
er ural 500 Ib 10 38° D096" 96° 6THX1 Description Load Cap. No. ofSlots H W D No. 
¥-Size Bun 500 Ib 6 38" 2038" 26' 6THX3 Corrugated Rack 1000 Ib 39 69%6 211%6' 26%  5EMK8 
Pan, SS Top 500 Ib 10 38" 2034" 26" 6THXO Angle Ledge Rack 1000 Ib 20 69%," 22" 29%" BEMK9 
700 Ib 10 6994" 2038" 2058" 6THYO Universal Angle Rack 1000 Ib 12 64%" 26% —-261%6' — 5SEMLO 
FulleSize Bun Pan 700 Ib 12 6954" 2038" 2034" 6THX9 Universal Angle Rack 1000 Ib 13 69%" 25%" 241% 6" 5SEML1 
700 Ib 15 69%" 20%" 20%" 6THX8 Non-Insulated Transport 4000 Ib 40 6934" 2074" 97%"  5EMN5 
700 Ib 20 6994" 2038" 2038" 6THX7 Storage Cabinet 
Tray 500 Ib 12 69" 177 21" 6THZ7 
Poly Box Storage 700 Ib 8 70" 20%6° 26" 6THZ8 
Steam Table Pan 500 Ib 20 69" 164" 2298' 6TJA1 ~ “Ti 
Side Loading Racks a 
700 Ib 12 6954" 28%" 2815" 6THY5 ———— 
Full-Size Bun Pan 700 Ib 15 6954" 2875" 28" 6THY4 _——— 
700 Ib 20 6954" 28/5" 28" 6THY3 — 
Tray 500 Ib 24 69" 23%," 30%" 6THZ6 
Enclosed Rack 
Full-Size Pan 700 Ib 40 68" 207" 275" 6TJC9 
Knock-Down Racks [A LAKESIDE™ 
500 Ib 12 69" 2038" 2054" 6THY9 
Full-Size Bun Pan 500 Ib 20 69" 2038" 2058" 6THY8 H 
5001) 30 6°20" 2054" 6THYT Stainless Steel Pan 
Welded Racks 
500 Ib ‘12 69 20%" «20% ~——«BTHZ2 si. and Tray Racks 
Full-Size Bun Pan 500 Ib 20 69" 2038" 2038" 6THZ1 : 
500 Ib 30 69) 20% 20%  6THZO ane = Shipped fully assembled 
Oval Tray Racks = Nonmarking polyurethane wheels 
700 Ib 9 63594" 24%" 27 6THZ4 , , 
Banquet 700 Ib 10 60%," WA 57 6THZ3 - Tray capacity doubles when half-size 
700 Ib 10 6954" 26598" 2634" 6THZ5 y trays are used. 
os — ca 20 cE 207 ba GTJA4 Cayacity No. of Slots Pan Size H W D No 
oa 2 ae a0 2 eS AL 300 Ib 18 18x26, 18x13" 62% 21" ~~ 26%"  2XJLA 
300 Ib 20 18 x 26, 18 x 13" 67% oT" 26%" ~——2XJLB 
300 Ib 20 18 x 26, 18 x 13" 67% 21" 27 ~——OXULT 
300 Ib 16 18 x 26, 18 x 13" 58%" 21" ~~ 20s" ~~ 2XJL2 
400 Ib 20 18 x 26, 18 x 13" 68%" 21" 29%" ——2XJL3 


Cc . Rubbermaid 
ALIECO 
Cant — Gees 


Ee sSs'ROBBIMN 


* =! GRAINGER 
ey ppROVED 


Rack and 
Pan Covers 


Safely cover and protect food 
products. Use Rack Covers 

on portable and fixed racks. 

No. 3XVY4 is clear and No. 4PLV8 
is black. Rack not included. 
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Rubbermaid 
=e | A 
J | e | | Commercial Products 
Plastic/ 


Steel Food 
Service Carts 


= Shipped unassembled 
= 5" nonmarking swivel 


iri rrirre 


i 
| 
| 
| 
| 
| 
| 
| 
a 
i 
| 
| 
| 
5 
1] 
+ 
| 
i, 


fs FF KFS PKR KF PTE re Ss 


No. 4PLV8 





Item —— Pkg. : 
Description Color L W Thickness _ Brand No. Qty. No. 4PLV4 No. 4PLV6 casters (2 locking) 

PVC Royal Blue 64" 23°  12mil Aleco 21XY13.—— 

PVC Clear 64" 23" 15 mil Aleco 21XY12. 1 sn afte 

Nylon Reinforced PVC Off White 64 20 20 mil Saya 21XY14_—s 1 Load Cap. No. of Slots Pan Size 4 W D No. No. 

Vinyl! Cl 70%" 23%" — ¢ ial 4PLVB 1 Prep Cart Racks 

oe = a See 175 8 18x26" 30%" 18% 23%" | PLUS = 

High-Density Polyethylene Clear 80" 29" 0.59mil ToughGuy 3XVY4 50 175 8 18x26" 36" 2394" 3194" 4PLU7 = 

Low Density Polyethylene, End-Load Racks 

Without Ties, Bag Clear 72” 31" 0.75 mil GA 3CUA6 = 100 300 18 18 x 26 67% 18% 23% 4PLU9 4PLV1 

Opens to 53" 300 18 677A" 239%" 289%" 4PLV4 | APLV2 

High Density Polyethylene, , , Standard Base Rack 

Without Ties Clear 80" 52’ 0.5 mil a eee ey 300 26 18x26 6994" 28° 93° APLVG = 
1448 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


FOOD SERVICE & HOSPITALITY 
Steam Table Pans, Sheet Pans & Aluminum Foil 





Stainless Steel Steam Table Pans and Covers 


Antijamming feature helps prevent pans from sticking together. Pans sit flat inside well. Covers sold 





VOLLRATH’ 
SS 















separately. 
Item Item Full-Size 
Cap. D Gauge No. Cap. D Gauge No. ~ Pan 
Full-Size Steam Table Pan Half-Size Heavy Duty Steam Table Pan S 
OO. 2." 22 4NDD2 4.3 Qt. 24" 20 4NDK5 rr 
14 Qt. 4" 22 4NDD3 6.7 Qt. : 20 4NDK6 —- 
21 Ot. ; 22 4NDD4 Half-Size Transport Steam Table Pan 
Full-Size Perforated Steam Table Pan 6 Qt. 4" 20 4NDL5 
3.9 Qt. 14" 22 4NDJ5 10 Qt. 6" 20 4NDL6 
8.3 Qt. 2 22 4NDJ6 Half-Size Long Steam Table Pan 
14 Qt. 4" 22 4NDJ7 3:7 Ot. 24" 22 4NDE5 
21 Qt. 6" 22 4NDJ8 5.7 Qt. 4" 22 4NDE6 
Full-Size Heavy Duty Steam Table Pan Third-Size Steam Table Pan 
8.3 Qt. 24," 20 4NDK2 1.3 Qt. 1%" 22 4NDE8 
14 Qt. 4" 20 4NDK3 2.6 Qt. 24" 22 4NDE9 . 
Full-Size Transport Steam Table Pan 4.1 Ot. 4 29 ANDF1 Fap-sized Pal! 
14 Qt. 4" 20 ANDL1 6.1 Qt. 6" 29 ANDF2 punged Dome Cover 
28 gt. 8 20 4NDL3 Fourth-Size Steam Table Pan 
Two-Thirds Size Steam Table Pan 1.8 Qt. 2V" 22 4NDF3 
9.5 Qt. ; 22 4NDD7 3 Ot. 4" 22 4NDF4 aa. 
14 Qt. 6" 22 4NDD8 4.5 Qt. 6" 22 4NDF5 "i 
Half-Size Steam Table Pan Sixth-Size Steam Table Pan 4 
4.3 Qt. 2," 22 4NDE1 1.2 Qt. 24," 22 4NDF6 © 
6.7 Qt. 4" 22 4NDE2 1.8 Qt. 4" 22 4NDF7 
10 Qt. 6" 22 4NDE3 2./ Qt. 6" 22 4NDF8 Solid C 
Half-Size Perforated Steam Table Pan Ninth-Size Steam Table Pan sac! 
4.3 Qt. 2" 22 4NDJ9 0.6 Qt. 2 22 4NDF9 
6.7 Qt. 4" 22 4NDK1 1.1 Qt. 4" 22 4NDG1 ; 
Full-Size Half-Size Third-Size Fourth-Size Sixth-Size Ninth-Size : 
Item Item Item Item Item ltem ) 
Description No. No. No. No. No. No. 
Solid Cover 4NDG2 4NDG6 4NDH2 4NDH6 4NDH9 4NDJ3 + | / 
Solid Steam Table Cover 4NDL8 4NDL9 — — — — ; : 
Slotted Cover 4NDG3 4NDG7 4NDH3 4NDH7 4NDJ1 4NDJ4 
Wire Grate 4NDG4 4NDG8 4NDH4 — — — 
False Bottom 4NDG5 4NDG9 4NDH5 4NDH8 4NDJ2 — Slotted Cover 
Hinged Dome Cover 4NEE8 _— = — — = 
. _ VOLLRATH’ 
()Chicago Metallic “6S ——/—" [FTG 
Sheet Pans > 
Item Pkg. 
Size Material Gauge Brand No. Qty. 
Stayflat Sheet Pans 
25%" x 177" Aluminum 18 Chicago Metallic 38X933 1 
Sheet Pans No. 5YGX4 
; ‘ ; Aluminum 16 11K097 1 
672! Wx 972 Lx 1" D —~“Anodized Aluminum 16 11K108__1 
Aluminum 16 11K094 1 
9%" Wx13"'Lx1"D Glazed Aluminum 16 11K095 1 Item Pkg. 
Anodized Aluminum 16 11K096 1 Size Material Gauge Brand No. Qty. 
15°Wx21"Lx1"D Aluminum 18 11K084 1 Half Size Sheet Pan 
Glazed Aluminum 18 11K085 1 1274" Lx 17%" Aumminuin 48 Vollrath ARZD6 { 
177A W x 2578 Aluminum 16 11K059 1 Lee 
Lx1"D Full Size Wire Grate 
Aluminum 14 11K088 1 24"Lx 16% Wx %'D Stainless Steel — Vollrath 4RZD9 1 
Anodized Aluminum 14 Chi Metalli 11K091 1 Full Size Sheet Pans 
18"Wx 13"Lx1"D Aluminum 18 cage eene T1K080 1 2594" Lx 1794" Aluminum 18 jalan 4RZD5 
Glazed Aluminum 18 11K087_— 1 Wx1"D Aluminum 16 as 4RzD8 
Non-Stick Aluminum 18 11K090 1 Display Pans 
Aluminum 12 11K061 1 18° W x 26°Lx1"D Aluminum 16 ~~ Chicago Metallic 11K111 1 
Glazed Aluminum 12 11K062 1 Cookie Sheets 
18"Wx26"Lx41"D Non-Stick Aluminum 18 11K068 1 10"'W x 14" L Glazed Aluminized Steel 26 11K051 1 
Anodized Aluminum 16 11K080 1 13%" W x 18"L Glazed Aluminized Steel 26 Chicago Metallic 11K054 1 
Glazed Aluminized Steel 22 11K081 1 14°W x 14%6' L Glazed Aluminized Steel 26 11K052 1 
Stainless Steel 22 11K083 1 Baking Sheets 
254%' xX 17%' Aluminum 20 38X935 1 18" W x 26"L Perforated Aluminum 16 Chicago Metallic 11K120 1 
26 x 18" Glazed Aluminum 20 38X936 1 Bakeware Sheet Pan 
Jelly Roll Pans 25%" L xX 171%" W Aluminum 18 Carlisle 5YGX4 12 
12'%6e'Wx17%"'L Glazed Aluminized Steel 26 ‘Chicago Metallic 11K056 1 Bagel Pans 
Half Size Wire Grate ; ; Glazed Perforated Aluminum 14 ; -  11K118 1 
16% Lx 1%Wx Z4'D Aluminum = Vollrath ARZE1 1 18°Wx26'L Glazed Perforated Aluminum 12 “Mcago Metallic —tayqqg 4 
* No. 6CHG5 
GRAINGER )) 
CPN ipproven Reynolds 
Heavy-Duty Aluminum Foil ce sii ca ue 
Serrated edge cutter easily tears foil for lining pans and covering dishes. Helps prevent splatters, locks in ne i a rae cae pore eae 
flavors, keeps food moist, and eases clean up. Withstands high heat and freezing temperatures. Perfect for 500ft. 18° ASTM B479-95 GA 16W483 
roasting, grilling, or baking. 1000 ft. 18" FDA Approved Reynolds _ 6CHG4 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1449 





FOOD SERVICE & HOSPITALITY 
Storage Containers & Labels 


Scan. Order. Done. 
Details on page A1. 
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ae = Rubbermaid 
— —— | A 
a Sx, ee . Commercial Products CAMBRO 
" eoeuke? Food Boxes and Lids 
o. 5M663 
ee = Dishwasher- and freezer-safe 
Pk ae a = Durable and stain-resistant 
Ll re _— = F 
LL. eS Rubbermaid®—L ids sold separately and 
re No. 4UKD2 ———_ shipped in carton quantity. No. 4UEH2 fits 
most full-size food boxes (except No. 4UEHS). 
CLEAR CO- WHITE WHITE 
POLYESTER POLYETHYLENE CLEAR CO- POLYETHYLENE CLEAR CLEAR 
Overall CONTAINERS CONTAINERS | POLYESTER LIDS LIDS POLYCARBONATE | POLYCARBONATE 
Length Overall Overall Item Pkg. Item Pkg. Item Pkg. Item Pkg. Overall CONTAINERS LIDS 
Cap. (qt.) (in.) W/(in.) H (in.) No. Qty. No. Qty. No. Qty. No. Qty. Length Overall Overall Item Pkg. Item Pkg. 
Rubbermaid® Cap. (gt.) (in.) W(in.) H (in.) No. Qty. No. Oty. 
8 18 12 3% 4UEH4 1 ~— — | 5M665 1 — — Cambro® 
14 18 12 6 5M664 1 5M682 1 5M665 1 5M683 1 20 18 26 3% 4UKC3 6 4UKD2 6 
20 18 2 9 5M660 1 5M678 1 5M665 1 5M683 1 go 18 26 6 4UKC4 6 4UKD2 6 
20 26 18 3% 4UEH3 1 — — | 5M659 1 - — 52 18 26 9 4UKC5 4 4UKD2 6 
34 26 18 6 5M663 1 5M681 1 5M659 1 5M677 1 68 18 26 T2 4UKC6 4 4UKD2 6 
90 26 18 9 5M657 1 5M675 1 5M659 1 5M677 1 88 18 26 1D 4UKC7 3 4UKD2 6 
66.52 26 18 12 4UEH5 1 — — | 5M659 1 — — 7 12 18 3% 4UKC8 6 4UKD3 6 
86 26 18 15 5M658 1 5M676 1 5M659 1 5M677 1 2 12 18 6 4UKC9 6 4UKD3 6 
Colandar/Drain Tray 4UEH2 1 _- — — — — — 19 12 18 9 4UKD1 6 4UKD3 6 
— 7 = < >, CLEAR 
| ; y _t: CO-POLYESTER WHITE 
ee e —— a ~~ — ——=4 CONTAINERS POLYETHYLENE LIDS 
Rubbermaid saat ¥ . Overall Overall Overall Item Pkg. Item Pkg. 
Renameparehe / \ = ea ee Cap. (qt.) Length(in.) W(in.)  H(in.) No. aty. No. Qty. 
. ono = Square - Rubbermaid® 
C AMBRO — — se Z 8% 8% 2¥4 2YJ87 1 2YJ94 1 
J yi - 4 8% 8% 434 2YJ88 1 2YJ94 1 
— 1% ee 6 84 8% 6'%6 2YJ89 1 2YJ94 1 
Storage i 8% 8% 8% 2YJ90 1 2YJ94 1 
~ 12 11% 10% 1% 2YJ91 1 2YJ95 1 
Cc t . No. 2YJ88 ——— 18 11% 10% 117% | 2¥J92 1 2YJ95 1 
ontainers a anaee 29 119, 10% 147%s | 2¥J93 2YJ95 
= eae ‘ CLEAR 
= NSF Certified = Commercial dishwasher safe POLYCARBONATE TRANSLUCENT 
; =» Max. temp.: 212°F CONTAINERS POLYPROPYLENE LIDS 
Rubbermaid®—Stain- and break- " Overall Overall Overall | Item Pkg. Item Pkg. 
resistant construction. Round Cambro®—Clear polycarbonate Foetal Loe CCS Le aty. AUB aty. 
containers nest when empty. construction. Snap-on covers fit 2 ae i sis any i aUIZb i 
4 4 4 8 
Nos. 1GAF2 and 1GAH4 have aremov- _ tightly. 3 8% 8% 71, AUIZA G AUI27 G 
able bail handle. 8 8%. 8%. 9%, 4UJZ2 6 4UJZ7 6 
12 11% 12% 8% 4UJZ3 6 4UJZ8 6 
SEMI-CLEAR WHITE 18 11% 12% 12% 4UJZ4 6 4UJZ8 6 
POLYPROPYLENE POLYETHYLENE YELLOW 22 11% 12% 15% 4UJZ5 6 4UJZ8 6 
CONTAINERS CONTAINERS POLYETHYLENE LIDS CLEAR POLYCARBONATE TRANSLUCENT 
Overall ltem Pkg. Item Pkg. ltem Pkg. CONTAINERS POLYPROPYLENE LIDS 
Cap. (qt.) Dia. H (in.) No. Qty. No. Qty. No. Qty. Overall Item Pkg. Item Pkg. 
Round Rubbermaid® Cap. (qt.) Dia. H (in.) No. Oty. No. Oty. 
2 8% 4 1GAE4 1 1GAF6 1 1GAF3 1 Round - Cambro® 
4 8% 1% 1GAE5 1 1GAF7 1 1GAF3 1 1 6% 5 4UJZ9 12 4UKA8 T2 
6 10 7% 1GAE6 1 1GAF8 1 1GAF4 1 2 — 46 4UKA1 12 4UKA9 i 
8 10 10% 1GAE7 1 1GAF9 1 1GAF4 1 4 — 8%6 4UKA2 12 4UKA9 12 
12 13% 8% 1GAE8 1 1GAH1 6 1GAF5 1 6 — 716 4UKA3 12 4UKC1 2 
18 13% 117% 1GAE9 1 1GAH2 1 1GAF5 1 8 — 10% 4UKA4 12 4UKC1 12 
22 13% 14 1GAF1 1 1GAH3 1 1GAF5 1 12 — 8% 4UKA5 6 4UKC2 6 
18 13% 14 1GAF2 1 — — 1GAF5 1 18 — 12 4UKA6 6 4UKC2 6 
22 13% 14 — — 1GAH4 1 — — 22 13% 15 4UKA7 6 4UKC2 6 
fo DM \ 
Item Intls: ALLERGEN 
7 AM O NoTree Nuts O No Shellfish 
Date Time PM O No Peanuts O No Fish 
O No Dairy CO No Wheat 
Use AM O No Eggs 1 Gluten-Free 
l M kK By Time PM O No Soy O Other: 
ay df q wt 1-Line Food 
Safety Systems No. 6GUVO iS J Prep Marker 
Food Stora e Labels No. 22FD08 No. 6GUW4 
g > CHOOSE: Item Pkg. 
> CHOOSE: Item Pkg. Description H W Color No. Oty. 
Description H W Color No. Qty. Removable Dot Box Day Label Kits 
DissolveMark Labels 7) 1000 Label Rolls;1 i i 
Dissolvable Day Labels ; oll for sic Day | 1 7 Colors 6GUWO 7000 
; » Blue, Yellow, Red, Brown, emovable ohelt Lite 
Mon - Sun ave Black, Green, Orange | 29897 250 Mon - Sun 3" Blue, Yellow, Red, Brown, pags 500 
Shelf Life Labels Green, Orange, Black 
Dissolvable ZF Blue 6GUU2 250 Shelf Life 3! Black 6GUV2_ ft 900 
Dissolvable 2 Red 6GUVO 500 Removable Use First Labels 
Dissolvable 2 Blue 6GUV1 250 Use First 3" Orange 6GUW1 900 
DayMark Dispenser ToughMark Label 
2-Slot, 1" Food Label Dispenser 712" 97' Silver 6GUX1 1 Allergen 2" 3 Purple/White 22FD08 1 
7-Slot, 1" Food Label Dispenser 4%" 7%" Silver 6GUX2 1 DuraMark Label Guns, Labels and Ink Roller 
MoveMark Removable Labels Food Prep Marker Date Coder 1-Line Red 6GUW4 1 
Removable Day Labels Permanent Blank Labels White 6GUW6 8000 
i » Blue, Yellow, Red, Brown, Permanent Blank Labels Orange 6GUW7 8000 
Mon - Sun Yr Green, Orange, Black | 29402 1000 Food Prep Ink Roller - 5 Pack For 6GUXO 5 


t No. 6GUV2 only includes Items/Date/Shelf Life. 
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Use With Nos. 6GUW4, 6GUW5 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


FOOD SERVICE & HOSPITALITY 
Storage Bins, Holding & Transport Racks 





is{U]e)el-)anat-l(e 
® 
commercial Rroducts: CAM [E RO 
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Bulk Storage Bins—Allow = 


1-handed access to contents 
while bins are stacked. Feature 








first-in, first-out barrier for proper — 
B Ik St Bi rotation of ingredients. Clear — 
U orage ins windows and ingredient labels. » 
Stores dry bulk ingredients. Include scoop. No. we a, 
Mobile Bulk Storage Bins—Sloped, clear plastic © Mobile Ingredient Bins—Clear SM684 " 2ERY4 a No. 
hinged lid. 3" casters (2 rigid, 2 swivel). Sliding lid reduces handling and a = oven 
ida ‘Oval’  ‘“‘fiveril fait provides quick content identifica- l an x 
Cap. (gal.) Length (in) Wi (in H (in.) No. tion. Designed to fit under work r “ : 
Mobile Bulk Storage Bins w/32 oz. Scoop - j No. Fi {} 
RUBBERMAID COMMERCIAL PRODUCTS tables. All bins have a slant top, 4UUR9 \ Lo y No. 
84 99); 1314 98 5684 except No. 4UJT2 has a flap top. | AUEY1 
104 2974 lo¥2 20 OM685 No liners are needed. 3" casters © 
124 297% 18 28 5M686 @ Item 
Bulk Storage Bins w/2-cup Clear Scoop - with 2-front swivel, and 2-fixed. Description No. 
RUBBERMAID COMMERCIAL PRODUCTS Scoop not included. Accessories - Rubbermaid Commercial Products 
10.48 15 11% 8% 4UEX9 Lid with 32-0z. Scoop for No. 5M684 2ERX8 
21.63 23/2 11% 16% 2ERY4 Overall Overall ey Item Lid with 32-0z. Scoop for No. 5M685 Z2ERX9 
42.8 23/2 19% 16% 2ERYO Cap. (gal.) Length (in.) W (in.) H (in.) No. Lid with 32-0z. Scoop for No. 5M686 2ERY1 
Round Bulk Ingredient Container Combos w/2-cup Clear Mobile Ingredient Bins w/S-Hook - CAMBRO Lid with 2 Cup Scoop for No. 4UEY4 4UEY1 
Scoop - RUBBERMAID COMMERCIAL PRODUCTS 84 291% 13 28 4UJR8 Lid with 3 Cup Scoop for No. 4UEY5 4UEY2 
40 24; 4V%, 18% 4UEY4 106.8 30% 13 28% 4UJT2 Lid with 4 Cup Scoop for No. 4UEY6 4UEY3 
80 2913 202%2 24% 4UEY5 108 29% 16%6 28 4UJR9 Replacement Scoop, 32 0z., Pkg. of 6 2ERY2 
102.4 2914 23% 2914 4UEY6 148 29% 21% 28 4UJT1 Replacement Scoop, 64 Oz., Pkg. of 6 2ERY3 
\ > — 
| it it 
CAMBRO | _ |Camshelving® Elements Series 
© } , 
Camshelving L. ee en Composite material 
Polypropylene , " = Brushed graphite color . 
7 . ii = Shelf plates are easily removed and dishwasher safe 
Shelving with ' | Resistant to moisture; won't rust or corrode. Withstand tempera- 
| tures from -36° to 190°F. 
Steel Core . SS 
Polypropylene Vented i> ; Mobile Starter Shelf Units—include . mobile posts, post 
. : connectors and wedges installed, 8 mobile traverses, 32 dove- 
Shelving Units—For use in | me ales icles 1G hel 
walk-in freezers, refrigerators, IN BENQ | i a alee 
or wet/dry environments. Shelf " , _ | Stationary Starter Shelf Units—Include 2 post kits, 8 


plates are dishwasher safe. - 
Shelves adjust in 4" increments. 
Include 2 post kits, 8 traverses, 
and shelf plates. 


Mobile Shelving Unit 
Stands—linclude 4 posts, post 
connectors, traverses, vented 
shelf plates, and casters. 


Center Support For Shelving 
Stands—Weight bearing capac- 
ities up to 1000 Ib. on bottom 
shelf units 54" or longer. 


Lockable Security Cage for 
Shelving Stands—Fit on stan- 


dard Camshelving units 24" wide No 
and 48" longer. 
H W D 
Polypropylene Vented Shelving Units 
72 36" 18" 
{2 48" 18" 
(Zz 60" 18" 
72" 36" 21 
fz. 48" 21" 
ia: 60" 21 
72 36" 24" 
Te. 48" 24" 
(2. 60" 24" 
fe. 36" 18" 
f2. 48" 18" 
(ez 60" 18" 
72" 36" 24" 
Ta. 48" 24" 
(2. 60" 24" 
Mobile Shelving Unit Stands 
fey 48" 24" 
15. 48" 10: 
Center Support for Shelving Stands 5 
6" — 21. 
6" — 24" 
Lockable Security Cages for Shelving Stands 
18" 42¥" 20/4" 
641" 90%" 24" 
6/34" 20%" 24" 








traverses, 32 dovetails, and shelf plates to build 1 entire unit. 
Stationary Add-On Shelf Units—Include 1 post kit, 8 traverses, 
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32 dovetails, and shelf plates to attach to adjoining unit. 12F88s 
PREMIUM STARTER ADD-ON 
Item Item Shelf Item Shelf 
H W D H W D No. Cap. No. Cap. 
Mobile Starter Shelf Units - Stationary Shelf Units 
800 Ib. Cap. Per Shelf 72" 36" 18" 12F910 800 Ib. = 
edi 36" 18 12F885 (en 48" 18" 12F911 800 lb. | 12F919 800 Ib. 
78" 36" 18" 12F887 (Ex 60" 18" 12F912  600lb. | 12F920 600 /Ib. 
70" 48" 18" 12F889 72" 36" val 12F913 800 Ib. — 
78" 4" 18" 12F891 rex 48" oT 12F914 800 lb. | 12F921 800 Ib. 
70" 36" oT. 12F893 (ex 60" val 12F915  600lb. | 12F922 600 Ib. 
78" 36" Aly 12F895 12 36" EY 12F916 800 Ib. — 
70" 48" aT 12F897 72" 48" 24" 12F917 800 lb. | 12F923 800 Ib. 
78" 48" DT" 12F899 72 60" 24" 12F918  600lb. | 12F924 800 Ib. 
70" 36" 24" 12F902 
78" 36" 24" 12F904 
70" 4G" 24" 12F906 
78" 48" 24" 12F908 
. 22NV15 
Item 
No. 7 
OMGC8 Whiic 
2MGC9 
amcor | Cooler/Freezer 
2MGD3 i 
SuaDS Strip Doors 
9MGD5 Strip 
oMGDG Feature easy snap-on/snap-off Door 
STS installation with low-profile, 
SONVI8 polypropylene mounting hard- 
aon ware. Stay securely in place for 
SONA all-day use. Cost-effective strips 
22NV22 are energy efficient. 
4UHX3 Mfr. Item 
4UHX4 gemh: Range Strip Type Strip Width Strip Length No. of Strips Model No. 
trip Door 
4UHX5 -20° to 140°F Smooth, Reinforced 6 7 ft. 3" 10 999-00209 1VKB7 
4UHX6 -20° to 140°F Smooth, Reinforced 8" 7 ft. 3" 7 999-00211 1VKB9 
4UHX7 Replacement Strips 
-20° to 140°F Smooth, Reinforced 6 7ft. 3" 5 999-00663 407K52 
4UHX8 -20° to 140°F Smooth, Reinforced 8 / ft. 3" 5 999-00015 31B16 
22NV16 Strip Door Hardware 
22NV15 3 ft. 4" L — — — — 999-10106 407K51 


FOOD SERVICE & HOSPITALITY 
Cutlery & Sharpener 


Scan. Order. Done. 
Details on page A1. 





TWIN® Master Cutlery 


= Handle color black 
Stain- and corrosion-resistant high-carbon stainless steel blades are remark- 


ZWILLING 
J.A-HENCKELS 





Butcher Knife 











noocauauee ably safe, flexible, lightweight, and stay sharper longer. Blades also feature a 
precision-honed and laser-controlled edge for ideal cutting angles and durabil- 
ity. Ideal for use in commercial kitchens. Safe-grip, polypropylene ergonomic 

Giss-=:- —z,, handles. Dishwasher-safe. 
> CHOOSE: > CHOOSE: Item 
Serrated Knife L Type Blade Type No. 
No. 402D85 Flexible 402D76 
6" Narrow Boning Knives Straight 402D75 
Wide 402D77 
Butcher Knives Curved 402D78 
fia sti 8" Chef Butcher Knives Straight 402D79 
Chef Knives Straight 402D80 
Bread Knives Scalloped 402D83 
QV" Chef Knives Straight 402D81 
es : Serrated Knives Slicer 402D84 
No. Chef's Knife Slicer Knives Straight 402D82 
No. 402D86 445" Chef Knives Straight 402D86 
: Serrated Knives Slicer 402D85 
aT enn =p Ul 
——) oe Genesis®°—Precision forged with eee ore 
3 ergonomic handles, full tang. 
Genesis® Renaissance® 
Renaissance®—Triple-riveted, 1-pc. knives are 
stain-free and razor sharp. Feature taper ground 
= full tang. 
wae RY a! — =e - edges, full tang 
. _ i 19®—Ct9in- 
Ultimate cemieaites pose beg and pallts Mi . 
Millennia® White® single piece of steel for exceptional strengin. 
Blade Blade Ultimate White®—Stamped, stain-free, and 
Material " Material razor-sharp with long-lasting edges. Feature 
(High Carbon CHOOSE: (High Carbon > CHOOSE: 
Stainless Handle ltem Stainless Handle ltem textured finger points for a comfortable and safe 

L Steel) Blade Type Color Series No. L Steel) Blade Type Color Series No. Ofip. 

Boning Knife Chinese Chef Knife : In® 

6° Forged ving Black Genesis® 6AKG3 8" Stamped Rectangular Black _—_ Mercer Tools 6AKT3 Millennia® Colors—kKnives feature color-coded 

6 Forged Black _Renaissance® 6AKFO Cleaver handles for dedicated use in food safety handling 

6 Forged Stiff Black Genesis® 6AKG2 6° Stamped Straight Black Mercer Tools 6AKT1 ractices 

6" Forged Black Renaissance® 6AKE9 7" — Stamped g Black Mercer Tools 6AKT2 p : 

6 Stamped arrow Black Millennia® 6AKJ9 Fillet Knife Item 

6 Stamped White Ultimate White® 6AKN9 = 7’ Forged Flexible Black Genesis® _6AKG4 Description Series No. 

6 Stamped Straight Black Millennia® 6AKKO 7" Forged Straight Black Renaissance® 6AKF7 Knife Sets 

Bread Knife i Stamped g White —_ Ultimate White©12E728 — Starter Set, 4-Pc. Genesis® 6AKJ4 

8" Forged Wavy Edge Black Genesis® _6AKG8 _Nakiri Knife Knife Block Set, 6-Pc. Renaissance® 12E730 

8" Forged Black Renaissance® 6AKF1 = 7’ Forged Rectangular _ Black Genesis® 6AKHS Knife Glass Block Set, 6-Pc. 6AKJO 

Carving Knife Paring Knife Knife Roll Set, 7-Pc. Genesiso —OAKY1 

8" Forged _—Straight___—_—Black Genesis® 6AKG6 3" _ Stamped Black __‘Millennia® _GAKT4 ~~ Steak Knife Set, 7-Pc. enesis”  ~GAKI5 

10’ Forged  Granton Black Genesis® GAKH7 3° — Stamped Blue, Green, —Millennia® ~— g 165 _Knife Case Set, 10-Pc. GAKJ2 
Edge Straicht Red, Yellow Colors Item 

10" Forged gs ain ©__Black Genesis® GAKG7 3° Stamped rag White Ultimate White®12E729 Blade Type Series No. 

10" Forged 9 Black Renaissance® 6AKF2 3%" Forged Black Genesis® _6AKG1 ‘Specialty Tools 

Chef/Utility Knife 3%" Forged Black Renaissance® 6AKE8 — Channel Knife 6CHH5 

8" _ Stamped White _Ultimate White© GAKPO _— Peeling Knife Offset Spreader, 1334'L, Black 

10" Stamped Salah “Write —Uitimate White® 6AKP1 2%" Forged, 44 Black Genesis®  6AKH9__ Polypropylene Handle Mercer Tools 6AKV1 

Chef's Knife 2¥2" _ Forged Black _ Renaissance® GAKF8 Straight Spreader, 1514"L 6AKU9 

6 Forged Black Genesis® _6AKG9 Santoku Knife Bench Scraper, Stainless Steel, Millennia® +GAKVO 

8 Forged Black Genesis® 6AKHO = 7" Forged Granton Black Genesis® 6AKH3 _ Black Polypropylene Handle, 6"W 

8 Forged Black Renaissance® 6AKE5 7" Forged Edge Black Renaissance® GAKF3 — Vegetable Peeler, Stainless Steel Mercer Tools 6CHH7 

8" — Stamped Black Millennia® 6AKK3 — Slicer Knife Knife Guards, For Use With Knives: 

Blue, Green, Millennia® ; Granton . 2 V2" Peeling, 31%" Paring 6AKT5 
8 Stamped Red, Yellow Colors G6166 = 11 Stamped Edge Black Renaissance® 6AKGO 5" Utility, 5° Tomato, 6" se 
g" Forged Black Genesis® 6AKH1 11" Stamped WiawiiEdde Black Renaissance® 6AKF9 Boning, 6" Utility 
Q" Forged Straight Black Renaissance® 6AKE6 11" Stamped Ee White Ultimate White® 6AKP3 —_6' Chef's 6AKU2 
9" Stamped Black Millennia® 6AKK4 ; Granton . ® 7‘ Fillet, 8" Carving, 8" Utility, 8" Bread 6AKU0 
10" __ Forged Black Genesis® 6AKH2 [4 Stamped Edge Brae mee OER to 8" Chef's, Cleaver, Mees TOS AKT 
10: Forged Black Renaissance® 6AKE7 Utility Knife Nakiri, Santoku 
10" Stamped Black Millennia® 6AKK5 5" Forged Biight Black Genesis® 6AKG5 9'Chef's, 10" Chef's, 10" Wide Bread 6AKT7 
10" Stamped Blue, Green, Millennia® 6167 5 Forged g Black Renaissance® 6AKF4 12" Chef's, 11" Slicer, 12" Slicer 6AKT9 

p Red, Yellow Colors 3" Stamped Offset Wav Blue, Green,  Millennia® G6169 10" Carving, 10" Bread 6AKU1 
12" Stamped Black Millennia® 6AKK6 P E Y Red, Yellow Colors Tinie Diamond” Electric Knife 49¢-796 
12" Stamped White Ultimate White®12E727 8" —_‘ Stamped White Ultimate White® 6AKP2 Pp Sharpeners 
3-Stage Electric Knife Sharpener >] 
MERCER* 


100% diamond abrasives with built-in precision angle guides is designed to sharpen Straight snnovetions sor chess 
edge, serrated, butcher, cleaver, pocket, and sporting knives. Stage 1— sharpens extremely 

dull knives, Stage 2— puts a quick edge back on, good for maintaining. Stage 3— takes off burrs, giving a 
smooth, razor sharp edge. 





Item 
Description No. of Stages W H D No. 
Triple Diamond™ 3 10" 4V4" AV" 12E726 
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GRAINGER CHOICE” 


Find the wr. Find Solutions. Find Great Prices. 


FOOD SERVICE & HOSPITALITY 
Cutlery 





DEXTEF 
THE EDGE \SIMICE 181s 


Food Service and Food 


Processing Cutlery 


Stain-free, hand-honed blade provides ultimate edge for easier 


slicing. 


Basic—Slip-resistant polyproylene handle. 


Traditional™—Natural hardwood handle is secured to blade with 


brass compression rivets. 


Sani-Safe®—Textured, slip-resistant handle withstands high 
and low temperatures. Impervious blade-to-handle seal provides 


sanitation. 


Prodex®—Pronounced ribbed textured handle provides slip-resis- 


tance gripping positions. 


SofGrip™—Nonslip soft rubber grip helps reduce stress, fatigue, and 


common wrist injuries. 


iCUT-PRO®—Soft Santoprene® handle for comfortable grip. German 


stainless steel blade provides durability. 


Description 
Food Service Cutlery 
Boning Knives 
Straight, Narrow 
Narrow, Straight 
Stiff, Narrow Curved 
Bread Slicer Knives 
Scalloped, Offset 


Scalloped 


Curved, Scalloped 
Breaking Knife 
Curved 

Butcher Knives 


Straight 
Chef/Cook's Knives 


Straight 


Cimeter Knives 
Straight 


Cleaver 
Straight 
Fillet Knives 
Wide 

Narrow 
Paring Knives 


Scalloped 


Straight 


Roast Slicer Knives 
Scalloped 


Straight 

Scalloped 

Utility Knives 

Scalloped 

Specialty Tools 

Dough Cutter/Scraper, 6" x 3" 
Produce Knife w/Bottom Finger Guard 
Vegetable/Utility Knife 

Clam Knife 

Oyster Knife, Galveston Style 

Cleaver w/Hardwood Handle 

Poultry and Kitchen Shears 
Sharpener/Steel 

Knife Sharpener 

Knife Guards 

For Use with Paring Knives 

For Use with Boning and Fillet Knives 
For Use with All Wide Knives Up to 8" 
For Use with Chef Knives Up to 8" 
For Use with All Knives Up to 10° 


For Use with All Wide Knives Up to 10" 


For Use with All Knives Up to 12" 
Cutlery Bag 
Holds 35 Pieces 
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L 


10" 


10" 
12 


7 


8" 
Q" 


314" 
3; 
31%" 
31%" 
383i" 


Q" 


2 
12 
10" 


oO? 


> CHOOSE: 
Handle Color 


Brown 
Black 
White 


Black 
Black 


Blue, Green, Red, Yellow 


Black 
Black 
White 


Black 


White 
White 


White 
Black 
White 
Black 
Black 


Blue, Green, Red, Yellow 
Blue, Green, Red, Yellow 


White 
White 


Rosewood 


White 
White 


White 
Black 
Black 
White 


Blue, Green, Red, Yellow 


White 


Blue, Green, Red, Yellow 


White 
White 


Blue, Green, Red, Yellow 


WhiteSilver 
White 
White 
White 
White 
Brown 

Black/Blue 


Black 
Black 
Black 
Black 
Black 
Black 
Black 


Black 


Series 


Traditional™ 
Basics® 
Sani-Safe® 


Basics® 
Basics® 
Sani-Safe® 
Basics® 
Basics® 
Sani-Safe® 


SofGrip™ 


Sani-Safe® 
Sani-Safe® 


Sani-Safe® 
Basics® 
Sani-Safe® 
Basics® 
iCUT-PRO™ 
Sani-Safe® 
Sani-Safe® 


Sani-Safe® 
Sani-Safe® 


Traditional™ 


Sani-Safe® 
Sani-Safe® 


Sani-Safe® 
Basics® 
Basics® 
Basics® 

Sani-Safe® 


Sani-Safe® 

Sani-Safe® 

Sani-Safe® 
Basics® 


Sani-Safe® 


Sani-Safe® 
Sani-Safe® 
Sani-Safe® 
Sani-Safe® 
Sani-Safe® 
Basics® 
SofGrip™ 


Sani-Safe® 


Traditional” Boning Knife 


Item 
No. 


3HE24 
4VEA4 
3HB96 


4VEA6 
4VEAS 
J5893 
AVEA2 
4VEA3 
AVEC3 


20Y656 


2TLNS 
2TLJ7 


4VEC1 

4VEA1 

4VEA9 
4vDzZ9 
38X896 
J5890 

J5891 


2TLP3 
3HE35 


38X895 


2TLJ3 
2TLJ2 


AVEC5 

4VEA8 

4VEA7 
38X898 
J5895 


4VEC4 

J5894 

AVEC7 
38X897 


J5892 


38X894 
3HU39 
3HU12 
2TLJ9 
2TLJ8 
3HES3 
38X902 


38X901 


38X903 
38X904 
38X908 
38X905 
38X906 
38X909 
38X907 


v4RY64 





Basics® Bread Knife 


No. 3HE24 No. 4VEA3 
smnn | ed 
Sani-Safe® Chef Knife iCUT-PRO™ Santoku Knife 
No. 4VEC1 No. 38X896 
> BE tie fa \ ed 

: Sani-Safe® 

Sani-Safe® Cimeter Knife Filet Knife 
No. 2TLP3 No. 2TLJ2 


| Basics® Cleaver 
No. 3HE53 





SofGrip™ Poultry and 
Kitchen Shears 
No. 38X902 


— 


Prodex® Breaking Knife 
No. 20Y659 


Knife Guard 
No. 38X908 


(“——_ 


Boning Hook “so 


No. 3HE56 ' } 
Sani-Safe® Poultry Sticker Knife 
No. 3HE66 
Item 
Description L Handle Color Series No. 
Food Processing Cutlery 
Boning Hook & Knives 
Boning Hook 4" Red Sani-Safe® 3HE54 
Flexible, Curved 6 White Sani-Safe® 3HB95 
Flexible, Straight 6" White Sani-Safe® 3HE16 
Straight, Narrow 6" White Sani-Safe® 3HE17 
Straight, Wide 6" White Sani-Safe® 3HE15 
Stiff, Curved 6" Black Sani-Safe® 2TLN1 
5 Black Prodex® 20Y657 
Curved 6" Black Prodex® 20Y658 
8" Black Prodex 20Y659 
Breaking Knife 
Narrow 8" White Sani-Safe® 3HE33 
Butcher Knives 
8 White Sani-Safe® 3HE31 
stralgnt 10° White Sani-Safe® __ 3HE32 
Deboning Knives 
344" Orange Sani-Safe® 20Y655 
Straight 35/4" Orange Sani-Safe® 20Y653 
6" Orange Sani-Safe® 20Y654 
Clip Point 34 Orange Sani-Safe® 3HE73 
Wide Clip Point 2¥" Orange Sani-Safe® 20Y652 
Wide 344" Orange Sani-Safe® 2TLK3 
Straight 4V" Orange Sani-Safe® 3HE75 
3 Degree Drop Point 354" Orange Sani-Safe® 2TLK2 
Tender/Shoulder/Trim 2." Orange Sani-Safe® 3HE72 
Fillet Knife 
Narrow 8 White Sani-Safe® 3HE58 
Heading Knife 
Stiff 7¥2" White Sani-Safe® 3HE37 
Node Hook 
Straight 6" White Sani-Safe® 3HE56 
Paring Knife 
Straight 34" Brown Traditional™ 3HU19 
Poultry Sticker Knife 
Straight 3 White Sani-Safe® 3HE66 
Produce Knife 
W/Guard 6" Brown Traditional™ 3HU41 
Skinning Knives 
6 White Sani-Safe® 3HE39 
pecs, SuNed 6 Black Sani-Safe® ___2TLN4 
Lamb, Curved 54" Black Sani-Safe® 2TLN3 
Sliming Knife 
Straight AY," White Sani-Safe® 2TLJ6 
Sticking Knife 
W/Guard 6" Brown Traditional™ 3HE38 
Utility Knives 
Scalloped 6" White Sani-Safe® 4VEC6 
Net/Twine/Line, Serrated 3" Orange Sani-Safe® 2TLJ4 
Net/Twine/Line Knife w/Sheath 34" White Sani-Safe® 3HU13 
No Work Steel 
No Work Steel 10" Green Traditional™ 20Y651 





FOOD SERVICE & HOSPITALITY 
Utensils 


Scan. Order. Done. 
Details on page A1. 














Spatula 









Basting 
Spoon 


Basting 

















Measuring / / 
. No. 16W514 ail 
= Can Opener PALELAAET Rubbermaid] VOLLRATH’ 
Utensils PTW CRESTWARE Ve CODD 
Item Pkg. Item Pkg. Item Pkg. 
Description Brand No. Qty. Description Brand No. Qty. Description Brand No. Qty. 
Basting Brushes Tongs Size 40 Cap., 12'L, Purple Crestware 45GH64 1 
1%" Wide Flat Brush Carlisle 4KDG7 12 6%4'L, Stainless Steel Handle Crestware 45GK99 1 Size 36 Cap., 8%'L, Brown Vollrath 44X029 1 
2" Wide Flat Brush Carlisle 4KDG8 12 9"L, Stainless Steel Handle Crestware 45GL01 1 Size 30 Cap., 8"L, Black Crestware 45GH54 1 
2" Wide Brush, Bent Carlisle 4KDG6 12 10"L, Stainless Steel Black Handle Crestware 45GH23 1 Size 30 Cap., 8%'L, Black Vollrath 44X028 1 
3" Wide Flat Brush Carlisle 4KDG9 12 10"L, Stainless Steel Blue Handle Crestware 45GH24 1 Size 30 Cap., 814'L, Black Crestware 45GH63 1 
Pastry Brushes 10"L, Stainless Steel Green Handle Crestware 45GH25 1 Size 30 Cap., 8%'L, Black Vollrath 4NDX8 1 
Boar Bristle 2° Wx 1%'L Carlisle 4KDG2 12 10"L, Stainless Steel Red Handle Crestware 45GH26 1 Size 24 Cap., 82'L, Red Vollrath 44X027 1 
Nylon Bristle 2" W x 194" L Carlisle 4KDG4 12 10'L, Stainless Steel Crestware 45GH27 1 Size 24 Cap., 8%'L, Red Crestware 45GH53 1 
Nylon Bristle 2" W x 2" L Carlisle 4KDH1 12 Yellow Handle Size 24 Cap., 8%'L, Red Vollrath 4NDX7 1 
Nylon Bristle 3" W x 194" L Carlisle 4KDG5 12 12'L, Stainless Steel Black Handle Crestware 45GH28 1 Size 24 Cap., 8%'L, Red Crestware 45GH62 1 
Nylon Bristle 3" W x 2" L Carlisle 4KDH2 12 12'L, Stainless Steel Blue Handle Crestware 45GH29 1 Size 20 Cap., 834"L, Yellow Crestware 45GH61 1 
Nylon Bristle 4° W x 2%" L Carlisle 4KDH3 12 12'L, Stainless Steel Green Handle Crestware 45GH30__ 1 Size 20 Cap., 834'L, Yellow Vollrath 4NDX6 1 
Round Brushes 12’L, Stainless Steel Red Handle Crestware 45GH31_ 1 Size 20 Cap., 9"L, Yellow Crestware 45GH52 1 
Nylon Bristle 1" W x 1.88" L Carlisle 14D304 12 12'L, Stainless Steel Crestware 45GH32 1 Size 16 Cap., 9"L, Blue Crestware 45GH51 1 
Can Openers Yellow Handle Size 16 Cap., 8%4'L, Blue Crestware 45GH60 1 
Cast Aluminum Table pice A1G579 1 Utility Tongs Size 16 Cap., 87'L, Blue Vollrath 44X025 1 
Mount Can Opener eer 7'L, Stainless Steel Vollrath 4KJU4 1 Size 16 Cap., 9'L, Dark Blue Vollrath 4NDX5 1 
ane Can Opener, Crestware 16W538 1 or Sraness ee ' Vollrath  4KJU5S 1 Size 14 Cap., 9"L, Sky Blue Vollrath 44X024 1 
ed Handle 2'L, Black Handle - Heavy Vollrath 4KJU1 1 Size 12 Cap., 8'%e'L, Green Crestware 45GH50 1 
Nickel Plated Can TableCraft 6EZRO 60 aauge with Nylon End Size 12 Cap., 9%'L, Green Crestware 45GH59 1 
ee et Can With Ny Re Vollrath 4KJT7 1 Size 12 Cap., 9¥4'L, Green Vollrath 44X023 1 
Opener, Black Handle Tebepre BE 12'L, Stainless Steel Vollrath 4KJU6 1 SEEPS ORANGE SEE 
16" Cast Aluminum TableCraft 6EZL2 1 12" L - Heavy Gauge Vollrath 4KJU2 1 Size 10 Cap.. OV". Ivory Crestware 45GH58 1 
8%" Cast Aluminum TableCraft 6EZL1 | 16'L, Stainless Steel Vollrath 4AKJU7_ 1 Size 10 Cap.. Ov". Ivory Vollrath  44X022 1 
Measuring Cup Sets 16" L - Heavy Gauge Vollrath 4KJU3 1 Size 10 Cap. 934". Ivory Vollrath 4NDX3. 1 
pi coe Crestware 21D735 1 ench Whips - Stainless Steel Mate as 44FG05 1 Size 8 Cap., 9'L, Gray Crestware 45GH48 1 
: ori 
%, Vs Ye 1 Cup - Stainless Steel Crestware 21D734 1 12" Crestware 44F696 1 SE es Crestware 49GHS7 1 
WaacuninaCune 14° 7 Preeti 44-697 1 Size 8 Cap., 9%'"L, Gray Vollrath 44X021 1 
a restware Size 6 Cap., 914°L, White Crestware 45GH56 1 
Y4 Cup - Stainless Steel Crestware 21D737 1 16"L Crestware 44F698 1 Sj i 
, ize 8 Cap., 9%'"L, Gray Vollrath 4NDX2 = 1 
1 Cup - Stainless Steel Crestware_21D736_1 18"L Crestware 44F699 1 Size 6 Cap. 954°L. White Vollrath 44X020 1 
1 Cup - Polycarbonate Commercial 2YU26 1 fceceh Wiad 7 Anus Wandin Size 6 Cap., 974°L, White Vollrath _4NDX1_1 
Pradlicis ps- a Size 6 Cap., 11%'L, White Crestware 45GH47 1 
10"L Vollrath  4KJJ1 1 : 
Rubbermaid 10" T Vollrath aKJJ2 4 High Temperature Spatulas 
1 pt. - Polycarbonate Commercial 2YU27 1 147 Volirath AKJJ3 Red Handle Color 10° L Vollrath 4NCJ5__ 1 
Products 16" L Volirath  AKJJ4 4 Red Handle Color 10%" L Crestware 44F705 1 
¥% qt. Dry Measure - Aluminum  Crestware 21D747 1 FT Vollrath a Red Handle Color 13%" L Vollrath  4NCJ6 1 
Y2 qt. Liquid Measure - Aluminum Crestware 21D746 1 D4" | Volirath AKJJ8 White/Red Handle Color 14" L Crestware 44F710 1 
Rubbermaid ac eT onra White/Red Handle Color 16%4"L___Crestware 44F713 1 
1 qt. - Polycarbonate Commercial 2YU28 1 on ee ees Red Handle Color 16%" L Vollrath 4NCJ7 1 
| Products os : ren aint High Temperature Spoon Spatulas 
1 qt. Dry Measure - Aluminum Crestware 21D741 1 - ong White/Red Handle Color 7" L Crestware 44F706 1 
T gt. Liquid Measure - Aluminum Crestware 21D740_1 14 L Vollrath  AKIK2 White/Red Handle Color 10"L _Crestware 44F711_1 
Rubbermaid or yorain atk Red Handle Color 10° L Vollrath 4NCJ8 1 
2 qt. - Polycarbonate Commercial 2YU29 1 : : onra White/Red Handle Color 12"L___Crestware 44F714 1 
Products Pana HAT pS estan ees Ste UG Red Handle Color 131" L Vollrath 4NCJ9 1 
2 qt. Dry Measure - Aluminum Crestware 21D743 1 8'L Crestware 44F725 1 Red Handle Color 161" L Vollrath 4NCK1 1 
2 qt. Liquid Measure - Aluminum Crestware 21D742 1 10" L Crestware 44F720 1 Spatulas 
4 qt. Dry Measure - Aluminum Crestware 21D745 1 12° L Crestware 44F721 1 Wa 
4 qt. Liquid Measure - Aluminum Crestware 21D744 1 14° Crestware 44F722 1 SH ae ea SEE ae age 
Rubbermaid 1671 Crestware ASF723_ White Handle Color 1354" L Vollrath 4NCK3 1 
4 qt. - Polycarbonate pa 2YU30 1 18"L Crestware 44F724 1 White Handle Color 14° L Crestware 44F708 12 
roducts Squeeze Dishers ; 
White Handle Color 16%" L Crestware 44F716 12 
Graduated Measures Size 100 Cap., 7%'L, i 
Vo qt. - Stainless Steel Vollrath 4NCL7 1 Stainless Steel cesmale: Gener cma eee , el ett Uf a 
1 qt. - Stainless Steel Vollrath 4ANCL8 1 Size 70 Cap., 10"L, Stainless Steel Crestware 45GH76 1 : 
2 qt. - Stainless Steel Vollrath 4NCL9 1 Size 60 Cap., 10°L, Stainless Steel Crestware 45GH75 1 ae ee See ee 
Measuring Spoon Sets Size 50 Cap., 10"L, Stainless Steel Crestware 45GH74 1 ; 
1 1 : White Handle Color 91%" L Vollrath 4NCKS 1 
Y tsp., Yatsp., 1 tsp., and 1 Crestware 21D739 1 Size 40 Cap., 10"L, Stainless Steel Crestware 45GH73 1 White Handle Color 111" L Pract A4FI17 12 
tbls - Heavy Duty Stainless Steel Size 30 Cap., 10°L, Stainless Steel Crestware 45GH72 1 Pate oe ante es ware 
Vice ea ee cad 3 ect White Handle Color 13%" L Vollrath 4NCK6 1 
41Sp., /218p., | tSp., a Crestware 21D738 1 Size 24 Cap., 10"L, Stainless Steel Crestware 45GH71 1 WA 
Scrapers Size 20 Cap., 10°L, Stainless Steel Crestware 45GH70 1 os 
5% x 3%", Plastic Crestware 16W514 12 Size 16 Cap, 10° Stainless Steel ~Crestware 48GH69 1 Seeu Tis aL ea eR 1 Se 
6" x 3°, Plastic Handle Crestware 44F704 1 Size 12 Cap., 10°L, Stainless Steel Crestware 45GH68 1 Basting Spoon 13°L Crestware 45GK36_1 
Pom Tongs Size 10 Cap., 10°L, Stainless Steel Crestware 45GH66 1 aS eT pleSuidiee siuhor 
6%4'L, Plastic Beige Handle Crestware 45GJ74 1 Size 8 Cap., 10°L, Stainless Steel Crestware 45GH65 1 easing spoons ae i 
614'L, Plastic Black Handle Crestware 45GJ75 1 aisha perforated pasting spoon we prestware pe ; 
6%'L, Plastic Clear Handle Crestware 45GJ76 1 Size 100 Cap., 714'L, Orange Vollrath 44X034 1 erorated basting spoon ty” restware 
9"L, Plastic Black Handle Crestware 45GJ78 1 Size 60 Cap., 734'L, Pink Vollrath 44X032 1 
9'L, Plastic Clear Handle Crestware 49GJ79 1 Size 50 Cap., 7/'L, Terracotta Vollrath 44X031 1 
12'L, Plastic Beige Handle Crestware 45GJ71_ 1 Size 40 Cap., 7%'L, Orchid Vollrath 44X030 1 
12'L, Plastic Black Handle Crestware 45GJ72 1 Size 40 Cap., 8'L, Purple Crestware 45GH55 1 
12'L, Plastic Clear Handle Crestware 45GJ73 1 Size 40 Cap., 8%e'L, Orchid Vollrath 4NDX9 1 
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FOOD SERVICE & HOSPITALITY 
Scales & Thermometers 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Scales TAYLOR. 


Mechanical Portion Control— 
Rotating dial allows container weight 
deduction and ingredient measuring. 
Removable stainless steel platform 
and shatterproof lens protect dial, 





No. 3NZN2 




















except plastic model No. 3NZN2. an nejonene nongnee eee 
No. 3NZN2 includes dishwasher safe aaa ' as , ies Item 
: : : Standards Model No. 
bowl and lid and weighs in % oz. and Mechanical Scales 
aii ———— a 
g/32 oz. " : a" : : 
Digital Portion Control—LCD 6kg/13 Ib. ile 934" 674 93/4" 634" — 3880401 6T 3NZN6 
11kg/25 Ib. 5Y4" 6" 83/4" 7' 7' NSF TS25KL 3NZH3 
readout with tare and auto/off 50 Ib. BV; 5 83)! 7 7 NSF TS50 3NZHA 
features. Overload and low battery 50 Ib. B74" 87s 1054" By" 107%" = THD50 14F322 
indicators. Nos. 3NZG9 and 3NZH1 Digital Scales = = = = 
include AC adapter or operates on 1G Ne a an re 2 on iS Te pees anne 
one 9V battery. All others run on 5kg/10 Ib. 5%" 59" 134 6 694" NSF TE Series 3NZH1 
batteries only. 22 Ib. BY," BY," 216 BY," 1244" NSF TE22FT 45RM74 
Food Thermometers TAYLOR. 
_ Temp. Dial Stem NSF Mfr. Item 
Description Range (F) Accuracy Includes Size Length Certified Model No. 
Analog 
100° to 380° +5 °F Pan Clip 2" 6" Yes 3505  35HV40 
Gandy Thermometer 100° to 400° +5 °F Pan Clip ———Yes 3510 35HV43 
Chef Thermometer - Features ° ° ° : 
Field Recalibratable 0° to 220 +2 °F Pocket Sheath 1 ) Yes 3512  35HV44 | 
Deep Fry Thermometer 50° to 550° +10 °F Pan Clip 2" 12" Yes 3522 35HV50 | | 
Meat Thermometer - Features ° ° ° u u #3 
USDA Guidelines 120° to 190 +2 °F — 2 4 Yes 3504 35HV39 | 
Mechanical Food Service é j ' i | 
Thermometer Food Safety 0° to 220 +1% Recall Tool 1 5 Yes 6072N 3NZR8 
Mechanical Food Service ° ° ° ° 4 : 

Thermometer HACCP Food Safety Q°to 220° 42°F +1°C Safe T Guard Sleeve 1% 5 Yes 8018N  14F307 | 
Pocket Test Chef Thermometer 50° to 550° +5 °F Pocket Sheath ile ah Yes 3517 35HV47 \ 
LCD “ 
Digital Chef Thermometer -40° to 302° £49.5.°F Pocket Sheath — a Yes 3516 35HV46 N 

-40° to 176° +2 °F — 2y4" — — 1445 53DL84 oe 
LR44 Battery, Storage Sleeve 3SHV43 
-40° to 450° +2 °F, «+1°C Printed with Convenient — 5 — 9836 14F308 
Cooking Temperature Chart 
Digital Food Service Thermometer _-40° to 450° 1°F (2) Lithium Batteries — 334" — 9835  23WF59 No. 35HV28 
-40° to 450° +1.8°F +1 °C Lithium Battery — 34" —  9877FDA 23WF61 
-40° to 450° — 1.5V Battery 1%," 4" Yes 9842FDA  3NZT1 
-40° to 450° — 1.5V Battery 1%," 3Y," Yes 9847FDA  3NZT2 
-40° to 500° — Mfr. No. CR2032 Battery 2" 4," Yes 9878E  3NZT4 
Digital Food Service Thermometer _jpo ° ° ° . = ; 
Candy/Jelly/Deep Fryer 40° to 450° +2 °F, +1°C Li-lon Battery 9 — 983915  14F310 
ae at oe eee 
- Features Hold Function Allows ° o +2 °F Between ‘ 
Continued Temperature Readout -40° to 572 14°and 212 °F (2) AAA Batteries = 4 Yes 9867FDA 14F309 
Without the Display Going to Sleep __ 
Digital Food Service Thermometer -40° to 450 ae Lithium Battery 1% 3 Yes 9848FDA 3NZT3 es eacaan 
HACCP Food Safety -40° to 450 HACCP Range QV Battery — — Yes 9405 14F318 oO. 
Digital Food Service ° ° Probe, Instructions, 
Thermometer with Probe ee 107 = AAA Battery _ _ _ it _ -Uens — 
Digital Thermometer 32° to 392° +5 °F (2) AAA Batteries = = Yes 3518N  35HV48 a 6. obBDE 
a - -e- 2 
PHD en Coded -40° to 302° #-2°C Pocket Sheath = 5" Yes 9840PRN 35HV28 Cas ‘ 
> — 
° ° ° Pocket Sheath, LR44 ; = a 
Pocket Test Thermometer -40° to 450 £0. Lithium Battery 4 Yes 3519  35HV49 all 
Waterproof Thermometer -40° to 500° +-] °F Pocket Sheath — 5. Yes 9878EPR 35HV29 
7 Temp. Dial Mfr. Item 
Description Range (F) Accuracy Includes Size NSFCertified Model No. 
Analog | 
Liquid Filled 100° to 600° +10 °F — — — 5921N  14F306 | 
Liquid Filled Food -20° to 60° 1°F — — NSF 5927 23WF60 ts 
Service Thermometer -20° to 80° +2 °F +2 °C — — NSF 3509  14F312 i 
Mechanical Food ° ° ° Stainless Steel Coil for Lifting i ei 
Service Thermometer 100° to 700 #10 °F/C Thermometer with Spatula 2 — 6021 14311 - 
Mechanical Food No. 14F311 
Service Thermometer -30° to 70° +2 °F, +2 °C — 294" NSF 5981N  3NZR5 
HACCP Food Safety eae waa F 
Oven Thermometer ° ° ° i 
- Features Hanger 100° to 600 +5 °F — 2 NSF 3506 35HV41 
-20 °F +10 °F, -19°to 
Refrigerator/Freezer orion Soe ee eke FE = 3 NSF 5924 44464 
+3 °F, 32°to 40 °F +2 
Thermometer °F AQ°to 80 °F +5 °F 
-20° to 86° +-2 °F — — NSF 3503  35HV38 
LCD 
Digital Food Service -4° to 140° +0.1 FIC Li-lon Batt 1443  14F305 No. 
Thermometer 2 i eee —_ = earase No. 14F305 
are -67° to 428° +0.1% (1) Batteries, Case — No 9527 35HV21 
nfrared Thermometer dies ‘ SELAG Nylon Case, (2) _ _ 
49° to 752°F +2°F/+1°C AAA Batteries 9523 14F320 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1455 





FOOD SERVICE & HOSPITALITY 
Food Processing 











Scan. Order. Done. 
Details on page A1. 


Length Width Handle Mfr. 
pescriation ofTines ofTines Spacing Length Std. Model 
Forks 
gy" By" 2%4" 35-12 2074. —«AXKY8 
Fork, 4 Tines 12" BV Dae 32" 2073 AXKY 
gy" A 274" 351" 2072. 4 
Fork, 6 Tines 13" BVs OM" 32) 9071 AXKY5 
Reinforced gi" WA 2%4" 35-12 2074R _49P119 
Fork, 4 Tines 12" WA 274" 32" 2073R _49P117 
Reinforced gy" 84" Z 357" enn ang —20/2R _ 49P115 
Fork, 5 Tines iz WA oe 32" UspA, —2O71R  49P113 
Super Reinforced 82" 84 2/4" 30-12 NSF/ANSI 2074SR__—-49P120 
Fork, 4 Tines (Pa WA 274" 32" Standard —20/sSR  49P118 
Super Reinforced 82 84" 2" ele 9 - Food 20/25R__ 49P116 
Fork, 5 Tines ie WA 2" 32" Eauipment-20/19R _49P114 
Drag Fork, 4Tines 9" 1 </ (Yi 2075 4XKY9 
ee 9" BYs" 2%" BBY" 2075R  49P121 
Super Reinforced ‘ . ; , 
Dra ork, 4 Tines g 8M 2% 56% 2075SR  49P122 
tandard Cheese ; i ; i 
-_ Fork 5 lines 10% 8M 2 33% 2076  49P123 
Handle Mfr. Item 
tae Cap. Length Std. Model No. 
Pharma Scoops 
Tx 8 02. 5" Certified NSF Standard 2 - Food Equipment 43RD _39F724 
- {y s 16 07 5’ ‘Certified NSF Standard 2- Food Equipment 44RD 39F/25 
GS 24" — 44RD24 53RKO03 
uo 39 07 Q _ Certified NSF Standard 2 - Food Equipment 40RD  39F/21 
— 5 — 40RB _53RK04 
SANI-LAV 5" Certified NSF Standard 2- Food Equipment 41RD 39F722 
? 50 02. 5’ Certified NSF Standard 2 - Food Equipment ee aaRan 
- . 5 — 53RK05 
Stainless Steel Food Processing Tools 2m = 400424 53RKO1 
. ; g 64 02. o_Certified NSF Standard 2 - Food Equipment_ 45RD __39F726 
Electropolished finish enhances corro- Pails—Heavy-duty, corrosion-resis- , 2. — 45RB__ 53RK06 
sion resistance and allows easier tant construction with no rolled edges °°°°Fg 7 4” —Cerlified NSF Standard 2 - Food Equipment 3997 1YPC3 
cleaning. or areas to collect dirt or bacteria. 16 02. 4" Certified NSF Standard 2 - Food Equipment 4002 1YPC4 
39 07 af Certified NSF Standard 2 - Food Equipment inane nets 
Shovels—D-handle shovels are Mixing Paddles—Durable paddles 64 07. 4" Certified NSF Standard 2-Food Equipment 4004  1YPC6 
specifically designed for use with are ideal for moving bulk materials. 39 07. 54" — 400424 53RK02 
j . 96 02. 4" Certified NSF Standard 2 - Food Equipment 4005 1YPC7 
ieecebe sel heh Dump Buggies—Heavy-duty 128 02. 4%" Certified NSF Standard 2 - Food Equipment 3998 1YPC8 
ae - rave construction with a reinforced bottom pails 160 oz. 5" Certified NSF Standard 2 - Food Equipment 3999  1YPC9 
plate and solid top rim. Standard lifting 13 Qt. — — P13 39F727 
Forks—For meat, poultry, and other _ fitting can be used with most standard —_-paeqmatiom Handle = tO oon Zd 
industries where cross-contamination — loaders and dumpers. Include push P13H _39F728 
is a concern. handle, replaceable molded plastic 16 Qt. = = aa 
Scoops—Pharma scoops are ideal wheels, stainless-steel spanners, _ Description Std. Model No. 
es nuts, and bolts. Use in food processing Mixing Paddles 
for use in the pharmaceutical industry 36'H x 45%4'W x 36°L 2078 —_-39F731 
and other hygienic applications plants to move food products from one = ~janr aya MIL 5079 39F732 
operation to another. 48'H x 434'W x 9¥4'L 2080 _39F733 
60°H x 434'W x 994°L _ 2081 _39F734 
Blade Overall Mfr. Item 36H x 454'W x 36L, Perforated 2078P 53RJ95 
Description Length Length Std. Model No. 42H x 4%4'W x 42L, Perforated 2079P 03RJ96 
Shovels 48H x 4%%'W x 48L, Perforated 2080P _53RJ97 
Square Point i 39" NSF/ANSI Certified 267 4XKZ4 60H x 434'W x 6OL, Perforated 2081P  53RJ98 
1242" 40" NSF/ANSI Certified 2Ay 4XKZ2 Dump Buggies 
Scoop 4 39 etait Certified 207 AXK2t V-Edge 28'H x 2914'W x 2714'L USDA and FDA popioven ™ 400 47DW3 
rd y ertifie i i ; Certified NSF/ANSI 
ChemicalCorrosion ru ay NSF/ANSI Certified zee ANG penoeee ee eer ee 2 FOOD EQUIPMENT ene 
Resistant Scoop _ Stainless Steel Dough Hoe 
Q' 39" NSF/ANSI Certified 267R 49P112 60° L NSF/ANSI Certified 2077‘ 49P124 
1275" 40" NSF/ANSI Certified 217R 49P110 Nesting Tray 
Reinforced Scoop 14" 39" NSF/ANSI Certified 207R 49P109 26'L x 18'W x 1"D NSF 2 - Food Equipment 202 49P125 
15%" 40" NSF/ANSI Certified 227R 49P111 Sheet Pan 
iva 44" NSF/ANSI Certified 237R 53RJ94 13"Wx 18°L x 1" D NSF 2 - Food Equipment 202-1 _ 311735 


9 VOLLRATH’ 
; » > =e 
Stainless 
Steel Pails 


», Pails come with top bail 
handle and are suitable for 






Yellow a variety of applications. 
No. 4NEA4 
Item 
Cap. No. 

Steam Table Pans w/Slde Carry Handles 
12 gt. 4NCT1 
24 qt. 4NCT2 

CARLISLE Dairy Pails w/out Side-Tilting Handle 
i —- 13 gt. SHER 
H ue / 16 qt. 4NEA3 
Color-Coded Sanitary Totes Tapered Dairy Pails w/out Side-Tilting Handle ANDZE 
aes 2 qt. 
= NSF Certified Gray 14% at. 4NDZ9 
7 15" X 20" 23 (it. 4NEA1 
Item Dairy Pail with Side-Tilting Handle 
Unique reinforced rims reduce bending, bowing me CHOOSE: Color No. 14% qt. 4NEA4 
; ay Tote Box - 5" Deep Covered Ice Cream Pail 
and breaking. Comfort Curve™ handles for sure slack, Blue, Gray, Green, Red, White, Yellow J4644 20a ANDZ6 
ip. low ote Box - 7" Dee overs 
comfortable grip Contour lid design allows a | Black, Blue, Gray, Green, Red, White, Yellow J4645 Hook-On Pail Cover for Nos. 4NDZ8, 4NEAS 
box-on-box stacking. Available in 7 colors for Tote Lids ANDZ9, 4NEA1 and 4NEA4 

HACCP zone use. Black, Blue, Gray, Green, Red, White, Yellow J4646 Additional Cover for No. SNDZ6 4NDZ7 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


FOOD SERVICE & HOSPITALITY 
Food Processing Tools 





Shovel 


No. E9549 No. F8440 


Bench 
Scraper 
No. F8460 





Color-Goded Hygienic Food Processing Tools 


Conveniently designed to use within a color-coded system. Hygienic design, cleaning efficiency, 


=» Chemical- and corrosion-resistant 








Food Hoe 
No. E4127 










No. F9104 
High Temp .. 
Scraper = _ 
No. 38Y586 —— — ' 
Hygienic A. 
Rake 


No. 3LFF6 





REMCO 


PRODUCTS 





Floor Scraper 


No. F8431 





* 


and color-coding feature helps reduce the risk of cross contamination and improve productivity. 


Description 
Hygienic Plastic Shovels, 1-Pc. Design 
38" x 14" x 11" 
42" x 17" x 14" 


38" x 14" x 11" Metal Detectable 
42" x 17' x 14" Metal Detectable 
D-Handle, 11" Blade 

D-Handle, 12%" Blade 

Dual Grips, 14" Blade 

Sieve Shovel, 45" x 12%" x 13%" 
Hand Scoops 

Small Hand Scoop 

Large Hand Scoop, 64 oz. 

Small Hand Scoop, 16 0z. 

Large Hand Scoop, 16 oz. 

Small Hand Scoop, 32 0z. 

Mini Hand Scoop, 32 oz. 

Large Hand Scoop, 32 0z. 

Mega Scoop Dipper, 128 oz. 
Mega Scoop 

Small Scoop, Metal Detectable 
Large Scoop, Metal Detectable 
Food Hoe 

xe 

Mixing Paddles & Paddle Scrapers 
With Holes, 40" x 13" 

With Holes, 52" x 13" 

Without Holes, 40" x 13" 
Without Holes, 52" x 13" 
Without Holes, 52 x 9" 

Without Holes, 52" x 13" 

Stiff, Without Holes, 41" x 6' 
Flexible, Without Holes, 41%" x 6" 
Floor Scrapers 

Nylon Blade, 7" x 10%" 
Stainless Steel Blade, 7" x 10%" 
Hand Scrapers 

Stainless Steel Hand Scraper, 8%" x 11%" 
Stainless Steel Hand Scraper, 8%" x 3" 


Large Hand Scraper, 994" x 4%" 


Small Hand Scraper, 8" x 3" 


8" x 3" Metal Detectable 
934" x 4.4" Metal Detectable 
Mini Bench Scraper 512" x 3%" 


Mini Bench Scraper 51%" x 396" 
Mini Bench Scraper 5/2" x 3%" Metal Detectable 
Bench Scraper 8%" x 5%" 


84" x 5" Metal Detectable 

High Temp Scraper Up to 465° F, 4/6" x 994" 

Fork and Rake 

Hygienic Fork 1012" x 102" x 49" 

Hygienic Rake 7%" x 8" 
Tubs and Undercarriages 

Lid for Large-Volume Color-Coded Modular Tub 

Carts - Polyethylene 41%" x 32" x 56" 

Lid for Large-Volume Color-Coded Modular Tub 

Carts - Polyethylene 134" x 27" x 47" 

Angled Dump Tub - Polyethylene 2194" x 32" x 541" 
Transport Storage Tub - Polyethylene 2154" x 32" x 541" 
Stacking and Nesting Tote Tub - Polyethylene 

Lid for Tote Tub - Polyethylene 

Pallet for Tote Tub - Polyethylene 

Dumping-Style Hopper Undercarriage - Steel 191%" x 27%" x 41%" 
Low Hopper Undercarriage - Steel 8%" x 26%' x 40%" 
Dumping-Style Hopper Undercarriage - 

Stainless Steel 19%" x 27%" x 41%" 

Low Hopper Undercarriage - Steel 9%" x 21%" x 422" 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


> CHOOSE: 
Color 


Pink, Orange, Purple, Black, Green, Blue, Red, White, Yellow 
Brown, Lime Green, Gray 
Purple, Pink, Green, Blue, Red, White, Yellow, Black, Orange 
Brown, Lime Green, Gray 
Blue, Green, Gray, Red 
Blue, Green, Red, Gray 
Green, Blue, Red, Yellow, White 
Green, Blue, Red, Yellow, White 
Green, Blue, Red, White, Yellow 
White 


Pink, Green, Blue, Red, White, Yellow, Orange, Purple 
Green, Blue, Red, White, Yellow 
Lime Green 


Gray 
Green, Blue, Red, White, Yellow, Pink, Orange, Purple, Lime Green 
rown 


Gray 
Green, Blue, Red, White, Yellow, Orange 
Orange, Green, Red, White, Yellow, Blue 
Red, Gray, Green, Blue 
Green, Blue, Gray, Red 


Blue, Green, Red, White, Yellow 


Blue, Red, Yellow, Green, White 
Green, Blue, Red, White, Yellow 
White, Blue, Green, Yellow, Red 
Green, Blue, Red, White, Yellow 

Pink, Orange, Purple 

Red, Green, Gray, Blue 
Green, Blue, Red, Yellow, White 
Green, Blue, Red, Yellow, White 


Green, Blue, Red, White, Yellow, Black 
Green, Blue, Red, White, Yellow, Black 


Brown, Lime Green, Gray, Pink, Green, Blue, Red, White, Yellow, Orange, Purple, Black 
Brown, Lime Green, Gray, Pink, Green, Blue, Red, White, Yellow, Orange, Purple, Black 
Purple, Pink, Green, Blue, Red, White, Yellow, Black, Orange 

__ Brown, Lime Green, Gray 
Pink, Orange, Purple, Green, Blue, Red, White, Yellow, Black 
Brown, Lime Green, Gray 
Gray, Green, Blue, Red 
Green, Blue, Red, Gray 
Green, Blue, Red, White, Yellow 
Pink, Orange, Purple 
Brown, Lime Green, Gray 
Green, Red, Blue, Gray 
Purple, Green, Blue, Red, White, Yellow, Pink, Orange 
Brown, Lime Green, Gray 
Green, Red, Blue, Gray 
Blue 


White 
White 


Green, Blue, Red, Yellow, White 


Green, Blue, Red, Yellow, White 


White 
White 
White 
White 
White 


Std. 


FDA Compliant 
FDA Compliant 


FDA Compliant 
FDA Compliant 


FDA Compliant 
FDA Compliant 


FDA Compliant 


FDA Compliant 


FDA, USDA 


FDA and USDA Approved 


FDA and USDA Approved 


FDA and USDA Approved 
FDA and USDA Approved 


Hopper Tub 
No. 4LMJ3 


GRAINGER 
APPROVED 


Brand 


Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
Vikan 

Vikan 

Remco 
Vikan 


Vikan 
Vikan 
Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
Remco 


Remco 


Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
Vikan 

Vikan 


Remco 
Vikan 


Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
GA 
Remco 
Remco 
Remco 
GA 


Vikan 
Vikan 


Remco 


Remco 


Remco 
Remco 
Remco 
Remco 
Remco 
Remco 
Remco 


Remco 
Remco 


Item 
No. 


F9120 


E9549 


E4433 
E4434 
H1590 
H1589 
H1594 
31CF42 


J5331 
J5332 
G3975 


F8523 


F8440 
E4131 
E4439 
E4440 


E4127 


E9385 
F9104 
E9386 


F9103 


E4436 
H1595 
H1596 


F8431 
F8432 


J9452 
J5453 
F8986 


F9102 
E4437 
E4438 
H1593 


G3976 
F8460 
G3977 
38Y986 


AEY29 
3LFF6 


K2490 


K2491 


4LMJ3 
4LMJ8 
4LMK3 
4LMK4 
4LMK9 
4LMJ5 
4LMJ7 


4LMJ6 
4LMK2 
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FOOD SERVICE & HOSPITALITY 
Concessions Equipment 








. be 
No. 31EV90 ——— 
= c | = 
- _ — 
DIL l 
We invented the popcorn machine ia No. 3 1 EW23 L | 
THEN JUST KEPT GOING! "4 a 


Popcorn Makers sind Wagons 


Popcorn Makers have enclosed heat lamp and heated corn deck that keeps 
popcorn warm. Auto shut off safety features included with Goldrush, T-2000 
and T-3000 models. Eye level rocker control switches and illuminated kettle 
heat switch makes machine easy to operate. The 1-pc., nickel plated all steel 
popping kettle features a clean-in-place design. No. 31EV90 is steel with 
powder-coated finish to resist scratching. Tempered safety glass windows 
resists scratching. No. 31EW23 includes 32 0z. popper and caramelizer 
mounted on welded stainless steel table; ideal for caramel corn and cheese 
corn production. 


Item 

Description Cap. H W No. 
Popcorn Makers 
Apprentice 6 02. 272" 21" ~=31EV88 
Goldrush 6 02. 2792" 21" ~=31EV90 
Trilogy 8/12/16 oz. 34 V2" 24" ~ 31EV89 
T2000 8 02. 30%," 21" 31EV91 
T3000 1202. 34" 24" ~=31EV92 
Popcorn Coaters 
Coater Mixer Tumbler 4.5 gal. 30" 26" 31EW22 
Popcorn Wagon Bases 
Goldrush Knockdown Wagon 1 1 
for 6 oz. Poppers q 7 31% 4072"  S1EV93 
T2000 Assembled Wagon for 8 oz. Poppers — 324 41¥4" _ 31EV94 
T3000 Assembled Wagon for ‘ : 
8/12/16 oz Poppers — Ae ate 
Gourmet Popping Plant 
Twin Gourmet Popping Plant 32 0Z 62%" 83%" 31EW23 


We invented oe popcorn machine 
HEN JUST KEPT GOING! 


No. 31EW0O1 
Cotton Candy Machines, 
Wagon, and Cabinet 
Item 
Description Cap. Bowl Size H W No. 
Ringmaster Cotton Candy Machines 
Ringmaster Lite 8 to 10 Ib. 26" 17%" ey 31EV99 
Ringmaster 5 10 to 12 Ib. 26' 17%" 13%" 31EV97 
Ringmaster 7 15 to 18 Ib. 26" 17%" 13%" 31EV98 
Ringmaster 2-Wheel Wagon, and Cabinet 
Cotton Candy Wagon _— — 30" 40" 31EW01 
Cotton Candy Cabinet 75 Ib. _— aus 27%" 31EW02 
Cotton Candy Bowl — — g" 26" 31EW03 
Shaved Ice and 
Snow Cone 
Machines Ne ae is 


Snow Cone Ice Shaver with % HP shaves up to 
500 Ib. of ice per hour. Accepts any type of cube 
_ Style ice and chunks up to 4/4” dia. Includes 
stainless steel blade. Heavy-duty cast aluminum. 
Leakproof Ice Shaver Display Case with sealed 
corners has tinted blue Plexiglass with front and 


Sturdy platform holds the shaver. Case equipped 
with soft fluorescent lights includes nylon ladle, 
ice Scoop, ice pick, and 6 oz. cup dispenser. 





No. 
31EW0O6 ltem 
Description No. 
Snow Cone Ice Shaver 31EW05 
Ice Shaver Display Case 31EW06 
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side views. Slide down door provides easy access. 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 





eo Zi 






We invented the popcorn machine 
THEN JUST KEPT GOING! 


“ISCHER 


PAPER PRODUCTS 


Popcorn 
Bags 






Nos. 31EW35 to 31EW32 


= Paper material apa =e aesene 
Item —— Pkg. 

Description Size Brand No. Oty. 

Support Our Troops Bags-Medium 2% OZ. Cretors 45KK04 500 
Popcorn Bag-Small 1 0z., 3%" W, 8"L, 2" Gusset Fischer 462D29 1000 
Eco-Popcorn Bags-Small 1% 02. Cretors 31EW32 1000 
Eco-Popcorn Bags-Medium 22 OZ. Cretors 31EW33 500 
Eco-Popcorn Bags-Large 4 02. Cretors 31EW34 500 
Eco-Popcorn Bags-XL 502. Cretors 31EW35 500 







No. 
31EWO9 


We invented the popcorn machin: 
THEN JUST KEPT GOING! 


Hot Dog Grills 
» 120V 


Broiler heats frozen hot dogs in 20 minutes and warms up to 48 buns. Grill 
provides complete rotation and included grease trap allows cooking of 
sausages. Feature stainless steel construction and digital temperature controls. 


No. 31EW11 








Item 
Cap. Amps _ Watts H D W No. 
Hot Dog Broiler 
Up to 36 Hot Dogs, 48 Buns 10 1200 17 25 35% 31EW09 
Slanted Hot Dog Roller Grill 
Up to 24 Hot Dogs 8.3 1000 8 22 22 31EW10 
Up to 36 Hot Dogs 15.4 1850 9% 24 35% 31EW11 
Gh 
Caney 
FLOSS SUGAR 
BLUE RASPOERRY 
Taye Move 
eta 
‘ 
Cotton Candy 
Floss 4 
No. 31EW26 ‘ 
Popcorn 
Portion Packs 
No. 45KK03 
Popcorn 
Vey Portion Packs Caramel Mix 
cuhem No. 31EW24 No. 31EW36 


We invented the popco! achin: 
THEN SUST "KEPT GOING! 


Concession Ingredients 


Ready-to-use, great tasting ingredients make it simple to use for any conces- 
sion areas or food service operations. Convenient popcorn portion packs are 
premeasured with corn, oil, and salt. 


Item Pkg. 
Description Size No. Oty. 
Floss Sugar For Use With Cotton Candy Machines 
Pink Vanilla Cotton Candy Floss 3% Ib. 31EW25 6 
Blue Raspberry Cotton Candy Floss 3% Ib. 31EW26 6 
Cherry Cotton Candy Floss 3% Ib. 31EW27 6 
Grape Cotton Candy Floss 3% Ib. 31EW28 6 
Green Apple Cotton Candy Floss 3% Ib. 31EW29 6 
For Use With Popcorn Machines, Gourmet Cookers, and Tumblers 
Popcorn Portion Packs 8 02. 31EW24 36 
Popcorn Portion Packs, for 12, 14 or 16 oz. Capacity Machines _—‘16 oz. 45KK03 24 
Caramel Mix 2% lb. 31EW36 12 
Neutral Glaze Mix 42 02. 31EW37 12 
Non-Stick Lethicin 1 gal. 31EW38 4 
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Find the wt. Find Solutions. Find Great Prices. Grills, Fire Rings & Toaster Ovens 
Professional Grills CROWN © VERITY P No. 
Note: Hoods for grills are sold GAS GRILLS eee THONG 






separately, unless noted in er — ) ae 
Description (see below). Constructed of rust-resistant 304 stain ee = | | 


less steel and have a lifetime warranty 
CHARCOAL GRILL on the body and cooking grids. Burners 
Features removable legs. have a 10-year warranty. Water pans 

Grilling surface adjusts prevent grease fires from occuring and 









% i 
Es eB | LAWL LAL 


uN UM Ln tad ; 
; S|. 


to 3 heights. 4" swivel ease cleaning. Grills include two 5" pe | 
casters, 2 are locking. total-lock swivel casters and two ABS we 
; No. 5YGG9 
plastic wheels. 
Overall 
Cooking Propane Item 
Description BtuH Burners Surface Dim. Tank Cap. Includes L D H No. 
Charcoal Grill = = 60 x 24" = Removable Legs, Adjustable Grilling Surface (2 24" 31" SYGG8 
Gas Grill w/Hood 64500 4 28 X 21" One 20-lb. Tank Grill, Hood, Warming Rack, End Shelf, and Outdoor Cover 461" 28" 52"  12H016 
Gas Grill 64500 4 28 X 21" One 20-lb. Tank Built-In Tank Holders, Hoods are Not Included 38" 28" 36" 5YGH5 
Gas Grill 79500 5 34 x 21" One 20-Ilb. Tank Built-In Tank Holders, Hoods are Not Included 44" 28" 36" 5YGH4 
Gas Grill w/Hood 79500 5 Bake: One 20-lb. Tank Grill, Hood, Warming Rack, End Shelf, and Outdoor Cover 52 YA" 28" 52"  12H018 
Gas Grill 99000 6 46 x 21" Two 20-Ib. Tanks Built-In Tank Holders, Hoods are Not Included 56" 28" 36°  5YGH3 
Gas Grill 99000 6 46 x 21" One 40-lb. Tank Grill Only 56" 28" 36" 12H033 
Gas Grill 129000 8 56 X21" Two 20-lb. Tanks Built-In Tank Holders, Hoods are Not Included 69" 28" 36" d5YGG9 
Gas Grill 129000 8 56X21 ° Two 30-lb. Tanks Hoods are Not Included 69" 28° 36° 5YGHO 
Gas Grill 159000 10 (0X21 Two 20-lb. Tanks Built-In Tank Holders, Hoods are Not Included 81" 23" 30° 5YGH1 


CROWN if) VERITY 
Grill Covers and Hoods 










Item 
Description Brand No. 
Grill Covers 
32'W x 24'D x 16'H Crown Verity 12H047 
38'W x 24'D x 16"H Crown Verity 12H049 
40"W x 30"D x 50"H Crown Verity 12H046 
46'W x 30"D x 50H Crown Verity 12H048 
50"W x 24"D x 16"H Crown Verity 12H051 
52'W x 21%'D x 29"H Coleman 35MF24 
56"W x 30"D x 50"H Crown Verity 12H050 = 
72'W x 30"D x 50"H Crown Verity 12H052 
74'W x 28"D x 30"H Crown Verity 12H054 
84'W x 30"D x 50"H Crown Verity 12H053 
Hoods and Shelf Grill Cover 
30" Roll Dome Hood Crown Verity 5YGH6 
36" Roll Dome Hood Crown Verity 5YGH7 End Shelf 
48" Roll Dome Hood Crown Verity 5YGH8 
Stainless Steel Removable End Shelf Crown Verity SYGJ2 





ultra site] 


A PLAYCORE company 


Pedestal Grills 


Constructed of durable, rust-resistant, high- 
temperature, black powder-coat firebox. Feature 7-ga. Outer wall has a 1" 
inground-mount posts and 7-ga. base plates with safety lip. Include staple No. 
10-ga. side plates. anchors for a permanent 12A244 
inground mount. No. 12A244 
is adjustable. 


Fire Rings (1S. 


A PLAYCORE company 
Each ring is a durable, rust- 
resistant, high-temperature, 
powder-coated steel firebox. 





No. 
12A237 


Cooking 
Surface Item 
Type Burners Dim. L D 4H No. 
Adjustable 1 300 sg.in. 23" 15° 38" 12A237 





Cooking " Item 

Cantilever 1 300 sq.in. 23° 19°40" _—-12A238 Item Surface Dim. L D H No. 
pl eve 2 1008 sq. in. 39° 39° 38° 12A241 pte Ring 289 Sq. IN. 32. 30" 16° ee 
ouble . : : ; ire Ring 300 sq. In. 32. 30" L 2A242 
Cantilever 2 —(1064sq.in. 33" 44" 40" 124240 ADA Fire Ring 300 sq. in. 33°30" 18" 12243 







No. 
4KDH8 










Toaster Oven No. 38FA43 
= Heat up to 450°F 


Grill and Oven Cleaning Tools SS 


Will not absorb grease or odors. = 120V 
Item Pkg. Stainless steel models provide you with the convenience of an oven 
Description Brand No. Qty. - 
7¥4'L Toothbrush with 2° Nylon Bristles Carlisle 4KDH7 12 mn yeur countertop. Toast, bake, and broil foods easily with elec 
7'L Toothbrush with 14" Stainless Steel Bristles Carlisle 4KDH8 {2 tronic controls. Include baking pan and broiling rack insert. 
10" Pizza Oven Brush with Scraper, Crimped Brass Bristles (Head Only) Carlisle 14D303 12 : 
11%'L Plastic Handle Scraper with Carbon Steel Bristles Carlisle AKDJ1 12 Holding Overall Overall Overall Item 
20'L Wood Handle Scraper with Carbon Steel Bristles Carlisle 4KDH9 iv Capacity Amps H (in.) W(in.) Length (in.) _No. 
21%8'L Grill Tender® Scraper with Splashguard Vollrath 6PVG3 1 Convection Oven 
3014'L Wire Brush with Stainless Steel Bristles Carlisle 4KDH4 6 4 Slice 8.3 14%0 18% 22V 38FA43 
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FOOD SERVICE & HOSPITALITY 
Ice Machine Repair Parts 


HOSHIZAKI 


FOLLETT ICE 


A ar ta 
I. 
Sai 


Grille 
No. 19XL28 


Toggle Switch USB Flash 


No. 20Z826 Drive 
No. 20Z821 


Water Pump 
No. 30NW76 


Water Valve 
No. 24EU23 


Micro Switch 
No. 24EU51 


Solenoid 
No. 31MW69 


Ice Chute 
No. 31MX29 


MANITOWOC ICE SCOTSMAN 


Water Sensor 
and Harness 
No. 38Y227 


Ice Thickness 
Sensor 
No. 38Y216 


Electronic 
Control Kit 
No. 38Y215 


Control Board 
No. 28ZL38 


Dump Valve 
No. 20Z811 Ice Thickness Probe 


No. 20Z833 








&Nu-Calgon Scotsman 


] ‘ --Y. ae 
see” Ice-O-Matic — Manitowoc ice Systems 


Innovative solutions, inspired by ice 





Ice Machine Replacement Parts 


Genuine OEM replacement and repair parts for ice machines. Don't see what you need? 
Find even more at Grainger.com®. 


Description 

Follett Ice 

Bottom Bearing 
Control Board 
Dispenser Chute Cover 
Dispenser Chute Cover 
Dispenser Switch 
Dispenser Switch Lever 
Drain Grill 

Drain Pan 

Drain Pan Bracket 
Drain System O-Ring 
Fastener Plunger 

Gear Box and Motor 
Gearmotor 

Ice Chute 

IM Board 

Inspection Door 
Inspection Door 

Quick Release Pin 

Sani Sponge Kit 
Sealed Sensor Assembly 
Sensor Lens 
Smartgate 

Solenoid 

Solenoid Boot 
Solenoid Valve 
Solenoid Valve 
Solenoid Water Valve 
SS Sensor Kit 

Switch 

Temperature Controller 
Thermostat 

Thumb Screw 

Top Bearing Assembly 
Valve and Reservoir Float 
Water Filter Cartridge 
Water Filter Cartridge 
Water Filter System 
Welded Grille 
Hoshizaki 

Door Switch 

Drain 

Drain Board 

Float Switch 

Grille 

Micro Switch 

Pump Assembly 
Pump Motor 

Pump Motor Assembly 
Replacement Filter 
Shelf Clip 

Tee 

Thumb Screw 

Truss Head Screw 





Mfr. 
Model 


P1502738 
PD502242 
PD502681 
PD502439 
PD501318 
PD501714 
01050277 
00108829 
00136077 
PB902022 
PD50205/7 
00142034 
P1502730 
00981225 
P1502331 

PBS02264 
PB902237 
PD501949 
00132068 
00116533 
PD502690 
PB902363 
PD501961 
PD502098 
00130765 
00130831 

PD502243 
00122978 
PD502441 
00900084 
P1500514 
PD501100 
P1502736 
P1500504 
00130211 
00130245 
00130229 
00108845 


3A1826-01 
309246-01 
3A2145-01 
4A3624-01 
102936-04 
4A2546-01 
PA0Q613 
2U0106-01 
S-0730 
H9650-11 
428957-01 
4A0177-01 
434168601 
7032-0416 
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Item 
No. 


31MW66 
31MW84 
31MW65 
31MX11 

31MX02 
31MW96 
43EH11 

31MX01 

31MX22 
3i1MW71 
31MW55 
31MX68 
31MX03 
31MX29 
31MW74 
31MW61 
31MW54 
31MW85 
31MW67 
31MX45 
31MX17 
31MW72 
31MW69 
31MX62 
31MW59 
31MW63 
31MW76 
31MW62 
31MW86 
31MX48 
31MW958 
31MW75 
31MX04 
31MW57 
31MW73 
31MW56 
31MX27 
31MW82 


24ET41 
24ET14 
24ET42 
24EU61 
19XL28 
24EU51 
24EV02 
24ET13 
24EV03 
31XC11 
24ET78 
24EU12 
24ET86 
24EU81 


Description 

Water Valve 

Water Valve 

Water Valve 
Ice-0-Matic 

Cap Lug 

Fan Blade, 38 deg., 10 in. 
Fitting Drain 

Float Valve 

Gasket Bin Door 

Hi-Temp Y Thermostat 
Inlet Water Valve 

Limit Switch 

Low Pressure Service Kit 
Pump Water 1550 Rpm 220V 
Purge Valve, 120V 

Purge Valve, 120V 

Relay, 2 Pole, 120V 

Relay, 2 Pole, 240V 
Replacement Filter Cartridge 
Splash Curtain 

Splash Curtain 
Thermostat 

Thermostat Bin Control 
Timer Module 

Water Distribution Tube Assembly 
Water Filter Cartridge 
Water Press Regulator 
Water Pump 

Water Pump 

Water Pump 

Manitowoc Ice 

Bin Door Assembly 

Bin Door Assembly 

Bin Door Assy 

Bin Door Assy,5400/570 
Bin Switch 

Control Board 

Control Board 

Control Board 

Door And Frame Assembly 
Door And Frame Assembly 
Dump Valve 

Dump Valve 

Fan Motor 115V/60Hz,When Repl 
Fan Motor Kit, 208-230V 
Ice Thickness Control 

Ice Thickness Probe 

Ice Thickness Probe 
Motor 

O-Ring,Package Of 6 
Relay 

Replacement Cartridge Shurtlo 
Toggle Switch 

USB Flash Drive 


Mfr. 
Model 
4A2772-01 
4A0865-01 
3U0111-04 


9131026-02 
9131332-02 
9091140-01 
9131111-01 
6081036-01 
9041087-03 
1011337-28 
9101124-02 


9041104-101A 
ICE9161076-02 


9041105-04 
9041105-01 
9101084-01 
9101084-02 
lOMQ 
9051154-08 
9051154-07 
9041004-02 
9041097-01 
9101148-01 
2041338-01 
lIOMWERC 
9041059-01 
91610/6-01 
9161079-03 
101133/-31 


1624493 
7628503 
7602603 
1628453 
23-0148-3 
2006199 
7629073 
1627823 
040001716 
40001717 
000001768 
000001767 
2412929 
1626723 
20-0802-9 
16-2781-3 
000008660 
020003650 
9004649 
8505933 
122105 
23-0134-3 
000009169 


Small Part. Big Problem. 


24ET52 


3ONW81 
30NW73 
30NW67 
3ONW72 
30XA44 
SONW84 
SONW88 
30NW69 
63RN28 
39XD67 
SONW64 
30NW63 
3ONW68 
3ONW87 
36RF14 
30NW65 
30NW91 
30NW83 
30NW61 
30NW70 
30NW86 
3ONW89 
3ONW90 
30NW76 
SONW/7 
SONW82 


28ZL34 
282133 
28ZL09 
28ZL30 
202827 
28ZL31 
28ZL29 
28ZL38 
28ZK86 
28ZL03 
202812 
202811 
28ZL20 
28ZL28 
202825 
202833 
202820 
43EH64 
282338 
43EH80 
33RP90 
202826 
202821 


Description 

Water Curtain 

Water Curtain 

Water Curtain 

Water Curtain 

Water Distribution Tube Assembly 
Water Inlet Valve 

Water Inlet Valve 

Water Level Probe 
Water Pump 

Water Pump, 115/60/1 
Nu-Calgon 

Ice Machine Sanitizer 
Scotsman 

Bearing Replacement 
Bin Level Control 
Breaker and Bearing 
Cartridge 

Circuit Board 

Clear1 Cleaner 
Dispensing Motor 

Door Gasket, 1 ft. 
Electronic Control Kit 
Gear Reducer and Motor 
Grill 

Ice Chute 

Ice Level Control 

Ice Thickness Sensor 
Inlet Valve 

Inlet Valve 

Motor 

Reducer, Less Motor 
Replacement Cartridge Ssm 
Reservoir Valve 

Sensor Touch Free 

Sink 

Spout 

Sump Level Sensor Assembly 
Temperature Sensor 
Touch Free Sensors 
Water Header Top 

Water Inlet Solenoid 
Water Level Sensor 
Water Pump 

Water Pump 

Water Pump 

Water Pump 

Water Pump 

Water Reservoir and Float 
Water Seal 

Water Sensor and Harness 
Water Solenoid Valve 
Water Valve 


Mfr. 
Model 
4304643 
4005233 
4012729 
4008513 
1624983 
9122 
000009123 
20-0654-9 
7623063 
2008929 


4211-34 


02-4578-02 
A3/710-021 
A34905-020 
SOMRC1 
12-2843-21 
19-0653-01 
12-2677-21 
13-0595-00 
12-2838-24 
A33220-021 
02-2951-01 
02-1995-01 
11-0540-21 
A39031-021 
12-1646-01 
12-1646-04 
18-8850-01 
A33220-030 
SOMRC6 
02-3266-02 
1222501720 
02-2944-20 
02-3944-01 
11-0539-51 
02-3410-21 
12-2495-21 
02-4065-01 
12-2922-01 
A39030-021 
12-2419-71 
12-2979-?1 
12-2586-2/ 
12725686221 
12-2582-21 
02-3266-01 
02-0929-23 
A33101-022 
12-2666-01 
12-2548-01 


When one small part fails, one large operation may go down. We can help you reduce costly downtime with 


thousands of quality OEM repair and replacement parts. Let us help you find what you need fast. 


Visit grainger.com/repairparts to learn how! 


Find even MORE on Grainger.com® 


Item 
No. 
28ZK69 
28ZK81 
28ZL06 
28ZK/8 
28ZK47 
202818 
202817 
202822 
28ZL24 
28ZL11 


A5YY10 


282161 

28ZR52 
282159 
28ZR42 
38Y230 
28ZM41 
28ZT47 
38Y217 
38Y215 
38Y253 
38Y232 
38Y238 
38Y212 
38Y216 
38Y246 
28ZR21 
28ZR/7 
282164 
28ZT91 

28ZP49 
282116 
38Y241 

28ZM88 
38Y214 
38Y220 
282103 
28ZM37 
38Y228 
38Y218 
282124 
28ZT02 
38Y224 
38Y229 
38Y234 
38Y243 
38Y223 
38Y227 
38Y219 
38Y213 


1-800-GRAINGER (472-4643) 


FOOD SERVICE & HOSPITALITY 
Food Service & Hospitality 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








T 
Qe 
< ON J | \ Power Switch 
— Harness 
, Blade Assembly 
” Ti acessnee No. 21WG23 No. 28ZY56 
( 
| Gas Valve 
Cooling Fan Knob se aac aa 
Fuse, 6.3A No. 21VY45 No. 21WF49 0: | Vou 
No. 21VM61 : 
° QEUNN ATCAiNAM. ETT) Co cvereno MPV Cigars 
Food Service [es 


Replacement Parts “Poe. IMPERIAL vuteen 'PC#COUPE Garland SILVER KING. 


Original equipment manufacturer parts for counter top equipment, coffee makers, food preparation, fryers, ovens, slicers, ranges, refrigeration, 
freezers and more. Search for your replacement part on Grainger.com® for the full product offering. 


Item 

Coffee Maker 

Bunn 

Dish Warmer Assembly 
Flip Lid 

Flip Lid 

Limit Thermostat 

On/Off Switch 

On/Off Switch 

Probe Assembly Kit 
Probe Replacement Kit 
Tank Heater Kit 

Timer Kit 

Water Pitcher 
Combination Oven 
Alto Shaam 

Cleaner 

Drain Screen 

Fiberglass Insulation 
Filter Cartridge 

Fuse, 6.3A 

Lamp, 15W 

Light Bulb, 25W 

Odor Guard Filter 

Quick Connect Probe 
Temperature Gauge 
Temperature Gauge 
Blodgett 

Axial Fan, 230V 

Control, 120V 

Element Assembly 
Halogen Bulb, 20W 
Spark Box Assembly 
Cleveland 

Y-Strainer Chrome Plated 
Counter Top 
APW Wyott 

Adjustable Leg, 4 in. 
Complete Hot Food Well 
Cooling Fan, 120V 

Drain Strainer Assembly 
Drawer Slide Nut 4-20 Nylock 
Fuse, 3A 

Indicator Light, Amber, 250V 
Infinite Control 120V, 13A 
Infinite Control 120V, 15A 
Infinite Control 208V, 13A 
Infinite Switch, 120V, 13A 


Lamp, 40W, 120V 

Limit Thermostat 

Pan Element, 8 in. 

Perma Gum Package Assembly 
Porcelain Socket 


QO Anthony’) + 


DOVER) company 


Mfr. 
Model 


41188.1000 
38497.1000 
38498.1000 
29329.1000 
04067.0001 
12920.0000 
39085.1001 
29327.0001 
04236.1000 
32400.0000 
04870.0000 


CE-28892 
DA-2943 
IN-22364 
Fl-26356 
FU-33452 
LP-3686 
LP-34206 
Fl-25866 
PR-34298 
GU-3273 
GU-34197 


23034 
R5707 
20319 
D0128 
20348 


KE52702 


8632100 
55361 
85286 
56655 
88893 
85601 

1515300 

59564-EGO 
55964 
87054-EGO 

1327900 

1328200 
89120 
99825 
79916 
69106 
63456 
99872 
73003 


~ Delfield 


Item 
No. 


35DV82 
35DV08 
35DV94 
35DV53 
35DV50 
35DW28 
35DV36 
35DV87 
35DV37 
35DU93 
35DV19 


21VM32 
21VM44 
21VN07 
21VM59 
21VM61 
21VN28 
21VN27 
21VM58 
21VN53 
21VM89 
21VM91 


21WC40 
21WE47 
21WC01 
21WD96 
21WC04 


32ZE90 


21VY62 
21VU11 
21VY45 
21VU71 
21VY89 
21VY47 
21VP96 
21VU30 
21VU29 
21VY69 
21VP41 
21VP42 
21VZ02 
21VU36 
21VX41 
21VU92 
21VU82 
21VU37 
21VX06 


inoulsen 


Item 

Rheostat, 120V 
Rheostat, 1K Ohm 
Rheostat, 208/240V 
Rocker Switch 

Rocker Switch 

Speed Nut 

Spring 

Strain Relief Bushing 
Switch 

Thermostat 

Cleveland 

Temp Sensor 
Vollrath 

Miniature Rocker Switch 
Power Cord, 16 ga. 
Power Cord, 18 ga. 
Screw Thread Rolling, 10-32 
Short Stem Thermostat 
Silicone Rubber Heater Gasket 
Freezer 
True 

Lamp, F013 

Motor, 115V 

Motor, 115V 

Fryer 

Imperial 

Buzzer 

Fan, 115V 

Gas Valve Knob 

High Limit Switch 

Micro Door Switch 

Oven Thermocouple 
Pilot Burner Assembly 
Power Switch 
Thermopile 

Thermostat 

Thermostat 
Gas Mixing Kettles 
Cleveland 

Bridge Rectifier, 600V 
Griddle 

Ignitor/Pilot Assembly, 11/T4 
Cleveland 

Ignitor/Pilot Assembly, 11/T4 
Vulcan Hart 

Fenwal Ignition Module 
Oven 

Blodgett 

Flex Hose 

Fuse, 10A 

Lamp Socket 

Light Indicator, Red, 28V 
Reducer,Stainless 

Steel, %4 To 2 NPT 
Rotary Switch 

Stainless Steel Reducer 


Refrigeration Replacement Gaskets 


For all of your OEM door gaskets and refrigeration equipment needs, 
search using your manufacturer model or serial number. To properly 
size a gasket, measure the existing outside edge to outside edge. Visit 
Grainger.com® for the full product offering. 


Mfr. 
Model 
83221 
86281 
83222 

70444800 
89501 
89025 

8902200 
89101 
67005 
56527 


SK50933-1 


23420-1 
17085-1 
17023-1 
17014-3 
17037-1 
17868-1 


801159 
800439 
800448 


33496-230 
33648-115 
28328 
1177 
1355 
1121 
10000-9 
1126 
1096 
115 
1160 


KE50581 
SK2477000 
SK2477000 
00-498443 


33249 
20162 
4922 
18265 


55107 


21068 
95107 


Item 
No. 
21VX77 
21VY57 
21VX78 
21VX05 
21VZ11 
21VY94 
21VY92 
21VY99 
21VU88 
21VU56 


28ZJ27 


21WH72 
21WH58 
21WH54 
21WH53 
21WH55 
21WH69 


33RR37 
32ZH95 
32ZH96 


21WF55 
21WF56 
21WF49 
21WF22 
21WF30 
21WFO03 
21WE86 
21WFO04 
21WE93 
21WF20 
21WF12 


282Z2G74 
282J10 
282J10 
29AA45 


21WC83 
21WA97 
21VZ55 
21WA72 


19XL05 


21WC25 
19XL05 


Item 
Prep Machine 
Globe 
Power Cord Strain Relief 
Rubber Foot 
Robot Coupe 
Blade 
Cutter Bowl Lid 
Lid 
R2N Motor Support, 3 qt. 
S Blade 
Speed Control Pot 
Vollrath 
Hex Nut,5/16-18,Nyloc 
Rubber Foot,1/2" dia. 
Ranges 
Cleveland 
Pinch Valve,1 in. 
Garland Manufacturing 
Door Spring 
Knob 
Vulcan Hart 


Burner Knob 
GE Motor 
Pilot Tip 


Power Switch Harness Assembly 


Water Level Probe 
Refrigeration 

Silver King 

Starter, 115V/230V 
Transformer Assembly 
True 

Defrost Timer 

Lamp, 120V 

Motor 

Shelf Clip Kit 

Steamer 

Cleveland 

Coupling, % in. 

Hex Lock Nut, %-20 
Ignition Module Control 
Immersion Element,208 to 220V 
Motorized Timer 
O-Ring 
O-Ring,EPDM-E50 
Screw,8-32x1/2 in. 
Steam Valve,3/4 
Transformer,120-24V 
Vulcan Hart 


Filter Replacement Kit 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Mfr. 
Model 


877 
40 


27055 
1064588 
29341 
39108 
27061 
RV6043 


393 
303 


104464 


1005800 
1089100 


00-499595- 
00001 
00-419720- 
00002 
00-412063- 
00002 
00-427755- 
000G1 
00-817233 


99184P 
26039 


831971 
801112 
800401 
920158 


104838 
14665 
03546 

FK103881 
110198 
FA05002-37 
FA05002-12 
FA11092 
KE02055-3 
20528 


00-854306- 
00013 


Item 
No. 


19XL21 
24ER07 


21WG23 
21WF99 
21WG43 
21WG55 
21WG24 
21WG97 


32ZJ24 
32ZJ21 


282325 


21WE67 
21WE70 


28ZX14 
29AC74 
28ZX44 


28ZY56 
282260 


29PC68 
28ZV63 


21WH31 
21WH14 
21WH06 
21WH48 


282626 
282619 
282J16 
28ZJ14 
28ZH66 
282620 
282611 
32ZE75 
282315 
28ZH17 


29AC59 
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FOOD SERVICE & HOSPITALITY Scan. Order. Done. 
Refrigerators & Freezers Details on page A1. 













No. 
20CA48 








Door Reach-In ciainiess Steel 48.0 cu. ft 
Stainless Steel 48.0 cu. ft. 
Refrigerator/Freezers 


Dual Temp, 
Stainless Steel, Stainless Steel 10.0cu.ft. 6.7cu.ft. 81%" 27" 29%" Solid, Swing greet aa UL, NSF True 1-23DT-HC 497938 


No. 6PPJ8 
—— 
—— 5 : 0 
- TD. _ Lee 
No. 6PPJ1 
No. 
6PPK1 
Provide years of reliable service in True®—Include NSF-certified temperature gauge and a Everest©—Feature 5-yr. manufacturer’s warranty on 
demanding commercial applica- dynamic condenser that delivers superior performance in high- | compressor and 2-yr. on parts and labor. Reach-In units 
tions. Most models come with temperature food service environments. Adjustable shelves have a digital thermostat and top mount condensing unit. 
heavy-duty casters (height does feature stainless steel supports and chrome-plated clips. Glass door models are bottom mount. All units are lock- 
not include casters). Freezer lids include locks, except for Nos. 6PPK6 and 6PPK8. able, except No. 20CA57. 
Note: For repair parts, go to Grainger.com®. 
Refrigerator Mfr. Item 
Description Color Cap. FreezerCap. 4H W D Door Style Includes Std. Brand Model No. 
Refrigerators 
Undercounter Stainless Steel 6.5 Cul Tt. = 29%" 27%" 30" Solid, Swing ~—4 Casters, 4 Shelf Clips UL, NSF True TUC-27-HC 6PPJ8 
Stainless Steel 12.0 cu. ft. — 357% 48%" 30" Solid, Swing 4 Casters, 4 Shelf Clips UL, NSF True TUC-48-HC —_—s6PPJ9 
Stainless Steel 23.0 cu. ft. — 78% 27° 291%" Solid, Swing 4 Casters, 4 Shelf Clips UL, NSF True T-23-HC 6PPJ1 
Commercial Stainless Steel 49.0 cu. ft. — 81%" 54%" =—29'%" Solid, Swing 4 Casters, 4 Shelf Clips UL, NSF True T-49-HC 6PPJ3 
Stainless Steel 72.0 cu. ft. — 8114" 78%" 2914" Solid, Swing _6 Casters, 4 Shelf Clips UL, NSF True T-72-HC 6PPJ5 
White 120cu.ft  — 6214" 2434" 30" Glass, Swing 4 Shelf Clips UL, NSF Tue gencio,  6PPKA 
SS eae White 23.0cu.ft — 785%" 27" 29%" Glass, Swing 4 Shelf Clips UL, NSF True = faces, = GPPKS 
White 49.0cu.ft — 785" 54%" 3074" Glass, Swing 4 Shelf Clips UL, NSF True = Merey —«SPPK7 
Undercounter, 
Stainless Steel, Stainless Steel 6.3 cu. ft. — 32% 24" 259%" Solid, Swing. raster. 2 Front UL, NSF True  TUC-24-HC 497942 
One Door pe 
Worktop, 
Stainless Steel, Stainless Steel 16.7 cu. ft. — 39%" 48%" 31" Solid, Swing 4 Casters, 16 Shelf Clips UL, NSF True TWT-48-HC 497943 
wo Voor 
Stainless Steel 23.0 cu. ft. — 74" 29%" 31%" Solid, Swing — CETLUS, NSF 7 Everest ESR1 20CA45 
Select Solid White 24.0 cu. ft. — 79%" 28%" 3314" Glass, Swing Adj. Screw Legs For Leveling CETLUS, NSF 7, ISO Certified Everest | EMGR24 20CA51 
Stainless Steel 33.0 Cu. ft. _ 79%" 39%" = 33%" Glass, Swing Adj. Screw Legs For Leveling CETLUS, NSF 7, ISO Certified Everest EMSGR33 20CA52 


79%" 58%" 33%" Glass, Swing Adj. Screw Legs For Leveling CETLUS, NSF 7, ISO Certified Everest EMSGR48 20CAS3 


74%" 49%" 31%" Solid, Swing CETLUS, NSF 7 Everest ESR2 20CA46 


Half Door 

Dual Temp, ; 

Stainless Steel, Stainless Steel 9.7 cu.ft. 9.7 cu.ft. 81%" 54%" 29%" Solid, Swing SO ADoa uae UL, NSF True  T-49DT-HC 49939 
U oor 

Select Solid Stainless Steel 23.0 cu.ft. 11.0cu.ft 74%" 29%" 31%" Solid. Swing = CETLUS, NSF 7 Everest ESRFH2  20CA49 
pool Reach-In Stainless Steel 24.0cu.ft. 240cu.ft. 74%" 49%" 31%" Solid, Swing — CETLUS, NSF 7 Everest ESRF2 20CA50 
reezers 

Glass Door White = 93.0cu.ft. 7854" 27" 2974" Glass, Swing 4 Shelves = True Seria 6PPK6 
Merchandiser white = 49.0 cu.ft. 78% 54% 2974" Glass, Swing 8 Shelves a True aeoretaa 6PPK8 


Stainless Steel 23.0 cu.ft. 8%" at" 29%" Solid, Swing Casters, 3 Shelves 
Commercial Stainless Steel 49.0 cu.ft. /8%' 54%" 29%" Solid, Swing Casters, 6 Shelves 
Stainless Steel — 72.0 cu.ft. 79%" 78%" 29%" Glass, Swing Casters, (9) Shelves 


True T-23F-HC 6PPJ2 
True T-49F-HC 6PPJ4 
True T-72F-HC 6PPJ6 


Select Solid Stainless Steel 23cu.ft. 23.0 cu.ft. 74%" 29%" 31%" Solid, Swing 3 Epoxy Coated Wire Shelves Everest ESF1 20CA47 
Door Reach-In Stainless Steel A8 cu.ft. 48.0cu.ft. 74%" 4995," 32" Solid, Swing _— Everest ESF2 20CA48 
Bottle Coolers 
Black 13.0 cu. ft. — 33% 64" 30" Solid, Flip _ 4 Heavy-Duty Bin Dividers UL, NSF True  TD-65-24-HC  6PPK1 
Commercial Black 13.0cuft  — 37" 5874" 289%" Solid,Swing 2 ronal clipe UL, NSF True TBB-2-HC_ —_—«GSPPK2 
Cold Beverage Ppensers SS HaUGIRT BEPC 
tainless nsulated Beer Column, a 
Direct Draw  steel/Black ZZ ZZ = i 4 Casters, Door Lock NSF, UL True TDD-1-HC 497940 
Beer Dispenser Stainless 259 Insulated Beer 
p Steel/Black — = _ — Column, 2-Way Tapper NSF, UL True TDD-2-HC 497941 
Manifold, Door Lock 
Refrigerated Preparation Tables 
Conimarcial Stainless Steel 6.5 Cue Tt. —_— 427" 212" 30" Solid, Swing 4 Casters, 4 Shelf Clips UL, NSF True TSSU-27-08-HC 6PPJ7 
Stainless Steel 6.5 Cul Tl. — 394%" 27%" 30" Solid, Swing 4 Casters, 4 Shelf Clips UL, NSF True TWI-27-HC 6PPKO 
Worktop, Stainless Steel 6.5 cu. ft. — 37Y%y 272" 35" Solid, Swing — CETLUS, NSF 7, ISO Certified Everest EPBR1 20CA54 
Stainless Steel Stainless Steel 6.5 cu. ft. — 37%" 27%" ~— 31%" Solid, Swing —_— CETLUS, NSF 7, ISO Certified Everest EPBNR1 20CA56 
Worktop, Stainless Steel 11.8 cu. ft. _— 37Yy 472" 35" Solid, Swing _ CETLUS, NSF 7, ISO Certified Everest EPBR2 20CA55 
Sa Stainless Steel 11.8 cu. ft. — 37%" 47%" 31%" Solid, Swing = CETLUS, NSF 7, ISO Certified Everest EPBNR2 § 20CA57 
Sandwich/ 4 Casters, 16 Shelf Clips, 
Salad, StainlessStainless Steel 16.7 cu.ft — 4274" 48%" 31" Solid, Swing Te elec: UL, NSF True TSSU-48-12-HC 497944 
Steel, Two Door NSF Approved Food Pans 
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GRAINGER CHOICE”° FOOD SERVICE & HOSPITALITY 
Find the yi. Find Solutions. Find Great Prices. Specialty Refrigerators & Freezers 





Undercounter Refrigerators and Freezers 
Designed for healthcare, research, and laboratory use to REFRIGERATORS 





maintain critical storage temperatures. Feature automatic —_|nterior-mounted electronic temperature control with : 
defrost and digital temperature display. remote alarm signal interface. i No. 
FREEZERS erent 


No. 52WR11 can hold -20°C temperature. 


Refrigerator Freezer Mfr. Item a 





Description Color Cap. Cap. H WwW D Model No. 

Refrigerators 

MicroSentry™ Il, Left-Side Hinge, Solid, Swing Door White 5.3 Ct i — 3394" 23%" = 23°30" MS24RAS4LW1 52WRO6 
MicroSentry™ Il, Right-Side Hinge, Glass, Swing Door White 5.3 Oil. Tt. — 3394" 23%" = 23°02" MS24RAG4RW1 52WRO7 
MicroSentry™ Il, Compact, Right-Side Hinge, Solid, Swing Door — White 2.8 Cu. ft. — 3394" 14%" = 2320" MSTSRAS4RW1 52WRO8 
Right-Side Hinge, Solid, Swing Door White 4.6 cu. ft. — 31%" §=23%' =23%' ~=SA2Z4RAS4RW1 45NW34 No. 
Left-Side Hinge, Solid, Swing Door White 4.6 cu. ft. _— 31%" =23%' =23%' SA2Z4RAS4LW1 45NW35 45NW38 
Right-Side Hinge, Solid, Swing Door Stainless Steel 4.6 cu. ft. — 31%" 23%" 23%"  SA24RAS5RS2 45NW38 
ppciese Hinge, Solid, Swing Door Stainless Steel 4.6 cu. ft. — 31%" 237%" 23%" SA24RAS5LS1 45NW39 
reezers 

Left-Side Hinge, Solid, Swing Door White — 4.7 cu.ft 33%" 23%" 234%" MS24FAS4LW1 52WR11 
Right-Side Hinge, Solid, Swing Door White — 4.7 cu.ft. 33%" 23%" 234%4' MS24FAS4RW1 52WR10 


=MIcRO 
Danby #FRIDGE. FRIGIDAIRE 





Compact Refrigerators/Freezers and Beverage Center sv». o 
, , , RNPS : 
Adjustable shelves. Door has can shelf with bottle rack. Units feature swing doors, 2 wheels and 2 level- 6RNP1 

ing legs, flush back design, reversible door hinge, and humidity control. Nos. 49JY90 and 49JY91 are 
rated for outdoor use. 
BLACK WHITE STAINLESS STEEL 
Refrigerator Freezer Mfr. Item Mfr. Item Mfr. Item 
Cap. Cap. H WwW D Brand Model No. Brand Model No. Brand Model No. 
Refrigerators 
1.7 cu. ft. — 20" 175" 20" Danby DARO17A2BDD _‘ 6RNP8 — — = — — — 
2.5 Cll. — oak 1854" 19%" | MicroFridge 2.3MF4R 49JY85 = — = — — = 
2.3 Cu. ft. — 25" 185" 175" Danby DARO23C1BDB _49JY88 — — — Danby _DARO23C1BSLDB 49JY89 
25 GU. ft. — 27% 1794" 201%" — — _ Danby DARO26AiWDD 6RNP9 — — = 
2.6 cu. ft. — 2674" 175" 20" Danby DARO26A1BDD _10N668 = — — = — — 
4.4 cu. ft — 325%" 205%" 21" Danby DARO44A4BDD —_10N669 Danby DARO44A4WDD 6RNRO — — — 


Refrigerator/Freezers 

26 cu.ft. 0.3: cu.ft. 3296" 17%" 18%" — — — Danby DCRO32A2WDD  6RNP6 — — _ 
3.3 cu.ft. O3cu.ft. 33%" 18%" 2048" MicroFridge 3.6MF4RA 49JY86 — = _— = — — 
6.4cu.ft. 28cu.ft. 59%" 2394" 26%" — — _ _— — _ Danby DFFO92C1BSLDB  35PF88 
Danby DFFI01B1WDB  39E722 Danby DFF101B1BSLDB  49JY92 





74 cu.ft. 2.7 Cu. ft. 593" 2394" 26%" — — —_ 

8.0 cu.ft. 2.3 cu. ft. 58%" 2394" 26%" MicroFridge 10.3LMF4R 49JY87 — —_— _ —_— — — 

Refrigerators with Ice Compartment 

1.6 cu. ft. — 1934" 17%" 18%" Danby DCRO1GA3BDB = 10N219 — — _ — — _ 

3.2 CU. Tt. — 325%" 17%" 18%" Danby DCRO32A2BDD _10N665 — — _ — — _ 

4.4 cu. ft. — 32%" 20%" 207%" Danby DCRO44A2BDD _10N666 Danby DCRO44A2WDD  6RNP7 — —_— _ 

Beverage Centers 

3. 1.0U, ft. — 338" 177%" 19%" Danby DBC117A1BSSDB-6 6RNP1 — _— _ — — — 

4.6 cu. ft. — 34" 21¥;" 24y;" — — _ — — _ Frigidaire FFBC4622QS 52HZ70 

Outdoor-Rated Refrigerators 

o.0 CUl ik: _— 33%" 17%" 20%" — —_— _ _— — _ Danby DARO33A1BSLDBO 49JY90 

4.4 cu. ft. _— 33" 20%" 21%" — — _ — — _ Danby DARO44A6BSLDBO 49JY91 
Overall Overall Mfr. Item 


Danby Freezer Cap. Height Overall Width Depth Door Style Model No. 


Chest Freezers 
3.8 cu. ft. 33" 247%" 22 Ve" Solid, Flip DCFO38A3WDB 6RNR3 


H i i i : F No. 
5.5 cu. ft. 33 32% 22% Solid, Flip DCFOS55A2WDB -6RNR4 
en and Upright 7.2. cu. ft. 33" 397" 22 V4 Solid, Flip DCFO72A3WDB ‘-6RNRS5 6RNRS 
Upright Freezers 
reezers 4.3 cu. ft. 36%" 238" 241," Solid, Swing DUFMO043A2WDD  6RNR7 3 
White color; adjustable thermostat. 8.9 CU. ft. 5894" 2398 2576" Solid, Swing DUFMO85A4WDD  6RNR8 
: : . a MICRO 
Microwave-Refrigerator Combination Units FRIDGE. 
One-plug-to-the-wall combination units have Safe-Plug™ Refrigerators—2 full-width wire shelves (except 


technology to limit electrical draw to 11 to 13A. Include Stay = No. 35PF90), door shelves, 2-liter bottle storage, reversible 





Safe 1st Defense™ sensor to avoid unnecessary fire alarms, door hinges, and leveling legs. No. 
2 USB charging stations, and 3-prong standard outlet for Microwaves—700W, glass carousel, programmable LED pone 
charging laptop, smartphone, or tablet. display and clock. All units are UL Listed. 
BLACK WHITE STAINLESS STEEL 
Microwave Mfr. Item Mfr. Item Mfr. Item 
Cap. Refrigerator Cap. Freezer Cap. H W D Model No. Model No. Model No. 
Refrigerator and Microwave 
0.7 cu. ft. 2.3 Clb. TL. — 35 2" 18%" 19%!" 2.3MF4-/D1 6RNN4 — — — — 
0.7 cu. ft. 2.3 CU, TL — 3078" 18%" 19%" — _— 2.3MF4-7D1W 10N214 2.3MF4-/D1S 35PF89 
Refrigerator, Freezer and Microwave 
0.7 cu. ft. 2.2 Cu. Tt. 0.8 cu. ft. 435" 18%" 20%" 3.0MF4-/D1 6RNN5S — — = _ 
0.7 cu. ft. 2.2 Cu. Tt. 0.8 cu. ft. 45% 18%" 20%" — _ 3.0RMF4H-7D1W —_-10N215 — _ 
0.7 cu. ft. 2.2 CU. TE 0.8 cu. ft. 44" 18%" 19%" — — — — 3.1MF/-7D1SX _ 35PF90 
0.7 cu. ft. 3.3: TL: 1.3 CU I, 56 Ye" 18%" 22%" 4.8MF4-7D1 6RNN7 — — — — 
0.7 cu. ft. 3.3 Cu. Tt. 1.3 CU: fi 58 Ye" 18%" 22" — _— 4.8RMF4H-7D1W ~~ 10N217 — — 
0.9 cu. ft. 7.9 Cu. ft. 2.4 Cu. ft. 71%' 2376 2674" 10.3LMF4-9D1X —-10N218 — — — _— 
0.9 cu. ft. 7.9 Cu. ft. 2.4 cu. ft. 71%! 2374" 2674 — _— 10.3LMF4-9D1WX —_ 6RNN8 — — 
Refrigerator, Ice Compartment and Microwave 
0.7 cu. ft. 3/6 CU. TE. — 435 18%" 20%" 3.6MF4A-7D1 6RNNG6 3.6MF4A-7D1W 10N216 3.6MF4A-7D1S 35 PF91 
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FOOD SERVICE & HOSPITALITY 
Refrigerator/Freezers & Dishwashers 


Scan. Order. Done. 
Details on page A1. 





Top Freezer, 
White 
No. 31EV44 


Side-by-Side, 
Stainless 
Steel 
No. 406F10 








Refrigerator Energy Star 

Total Cap. Cap. Freezer Cap. Defrost Compliant 
Top Freezer, Right Door Hinge 

9.9 cu. ft. 7.4 Cu. ft. 2.5 Cu. ff. Frost Free No 

12.0 cu. ft. 8.5 cu. ft. 3.0 cu. ft. Frost Free No 
Top Freezer, Reversible Door Hinge 

11.5 cu. ft. 8.4 cu. ft. 3.1 Cue ft. Frost Free Yes 

16.3 cu. ft. 12.6 cu. ft. 3.7 CU. Tt. No Yes 

16.3 cu. ft. 12.6 cu. ft. 3.7 CUL Tf, No Yes 

18 cu. ft. 14.1 cu. ft. 3.9 cu. ft. Automatic No 
Side by Side, Reversable Door Hinge 

22.6 Cu. ft. 14.1 cu. ft. 7.9 Cu. ft. Frost Free No 

26.0 cu. ft. 16.5 cu. ft. 9.0 cu. ft. Frost Free No 

26.0 cu. ft. 16.5 Cu. TL. 9.0 cu. ft. Frost Free No 

26.0 cu. ft. 16.5 cu. ft. 9.5 cu. ft. No Yes 
French Door 

26.8 Cu. ft. 18.17 cu.ft. 8.7 Cu. ft. Yes Yes 

27.0 Cll. Tt: 19.0 cu. ft. 8.8 Cu. ft. No Yes 

= 
——————— 














Amps 


15.0 
1.0 


15.0 
45 
6.0 
15.0 


8.5 
8.5 
8.5 
8.5 


8.5 
8.5 





Side-by-Side, 
Black 
No. 406F11 


French Door, 
Stainless 
Steel 


SeSeSs_—— No. 31EV17 





097%" 
59%" 


597%" 
65%" 
65%" 
66%" 


69%" 
69%" 
697%" 
697%" 


697%" 
697%" 


UltraQuiet Plus, UltraQuiet™ 
Stainless Steel SSS Ill, Black 
No. 31EU92 No. 52HZ51 
UltraQuiet™ III 
White 
No. 31EU99 
Depth with Max. 
Description D Door Open Min. Height Height 
UltraQuiet Plus 
Gallery 24", Enery Star Rated, Polymer Tub 25° 49 Y% in 34 Y% in 35 V4" 
UltraQuiet™ Ill 
18", ADA Compliant, Energy Star Rated, Stainless Steel Tub 20 46 in 32 % in 35 YA" 
24", ADA Compliant, Energy Star Rated, Stainless Steel Tub 23° 46 in 32 % in oo. 
24", Energy Star Rated, Polymer Tub 25" 49 VY in 33 % in on: 
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FRIGIDAIRE 
Refrigerator/Freezers 


Top Freezer, Right and Reversible Door Hinge— 
Brightly-lit interior, clear dairy door, and Space Wise® 
organization system makes it easy to find exactly what 
you need. Humidity-controlled crisper drawers keep fruits 
and vegetables fresh. Stainless steel exterior units are 
resistant to fingerprints, easy to clean, and the interiors 
are designed to contain spills for easier cleanup. 


Side-by-Side, Reversible Door Hinge—Adjustable 
interior storage gives you over 100 options to organize 
your refrigerator. Humidity-controlled crispers drawers 
keep fruits and vegetables fresh and PureSource® water 
filtration keeps clean, impurity-free water right at your 
fingertips. A full-width freezer shelf provides more usable 
space for increased storage. Energy-efficient technology 
will automatically put unit into energy-saving mode if not 
opened for 24 hours. 


French Door—Adjustable interior storage and flip-up and 
slide-under shelves make organization easy and let you 
Store tall or large items. Effortless™, easy-glide crisper 
drawers are humidity controlled and configurable to be 
side-by-side or stacked. PureAir Ultra® filters keep the air 
in your unit fresh and PureSource® Ultra ice and water 
filtration provides pure, clean water and ice. 


STAINLESS 
BLACK WHITE STEEL 
Mfr. Item Item Item 
D Model No. No. No. 
26" FFTR1022 31EV43 31EV44 — 
2854" FFTR1222 31EV41 31EV42 — 
28%" FFET1222UV — — 52HZ74 
29%" FFHT1621 31EV37 — — 
2993" FFHT1621 — — 31EV35 
30%" FFTR1814 33E892 33E893 — 
32" FFSS2325 406F11 406F12 406F10 
32" FFSS2625 406F09 406F08 — 
32" FFSS2625 — — 406F07 
3398" FGSS2635 — — 31EV18 
3398" FGHB2868 — —_— 31EV16 
3398" FGHN2866 — — 31EV17 
FRIGIDAIRE 


Under Counter Dishwashers 


UltraQuiet™ Plus—OrbitClean® spray arms provide 
an excellent clean with 4 times better water coverage 
than traditional spray arms. DishSense™ technology 
automatically adjusts the cycle times based on how 
much cleaning the dishes require. Large-capacity unit 
fits up to 14 place settings and upper rack adjusts 

to fit tall or odd-shaped items. Also feature multiple 
cycles options including a quick wash and rinse only 
cycle. 


UltraQuiet™ Ill—Multiple cycle options include a 
gentle setting for cleaning fine china and crystal and 
an energy efficient no-heat dry option. Set your dish- 
washer to start at a specific time with the delay start 
feature and adjust washing pressure with AquaSurge™ 
technology. Large, multicompartment silverware 
basket has room for over 180 items. 


STAINLESS 
BLACK WHITE STEEL 
Mfr. Item Item Item 
Amps Model No. No. No. 
10 FGHD2465 _ = _ — | 31EU92 
8.5 FFBD1821 31EV02 31EU99 31EV01 
10 FDB2410H | 31EU98 _ — | 31EU96 
10 FFBD2412 52HZ51 52HZ50 _ _ 
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GRAINGER CHOICE° FOOD SERVICE & HOSPITALITY 
Find the yi. Find Solutions. Find Great Prices. Black Stainless Steel Appliances, Oven Ranges & Hoods 


FRIGIDAIRE. 
Black Stainless Steel Appliances 


The Smudge-Proof™ black stainless steel collection 
combines classic style with an easy-to-clean fingerprint- 
resistant surface. 





Refrigerators/Freezers—These models feature a 
Spacewise® Organization System for organizing your 
refrigerator in over 100 different ways. Automatic defrost. 
Include Effortless™ Glide freezer drawers. 





Oven Ranges—Freestanding ranges feature even-temp. 





No. 453R99 
cooking technology for even baking. Also feature one- 
touch self-cleaning oven, electronic kitchen timer, and No. 453T02 
Store-More™ storage drawer. 
Dishwasher—DishSense™ technology automatically 
adjusts the cycle time based on the condition of the 
dishes. OrbitClean® technology provides four times more 
water coverage. ENERGY STAR® Certified. No. 453T04 No. 453T01 
Refrigerator Refrigerator Energy Star Mfr. Item 
Total Cap. Cap. Freezer Cap. Style Compliant Amps Door Hinge H W D Model No. 
Refrigerator/Freezer 
225/30" 14.2 cu. ft. 7.9 cu. ft. Side by Side No 8.5 Right/Left 6954" 35464" 32" FFSS23151D 453704 
26° V6" 18.1 Cu. ft. 8.7 Cu. ft. French Door Yes 8.5 French Door 697A" 36" 335%" FFHB2750TD 453703 
Mfr. Item 
Oven Capacity No. of Burners _Self Cleaning H W D Cooking Surface Cooktop BTU Output Model No. 
Oven Ranges 
5.3 Cu ft 5 Yes 50%a" 31°%6q" 2925/64" Ceramic Glass 1200 to 3000 FFEF3054 1D 453702 
5.3 cu ft 5 Yes 50%6a" 315 Va" 293464" Smoothtop 5000 to 17,000 FFGF3054TD 453701 
Installation Max. Item 
Type No. of Wash Cycles Min. Height Height W D Depth with Door Open No. 
Dishwasher 
Built-In 5 33 in 35 V4" 242564" 27 Va" 49 % in 453R99 
FRIGIDAIRE. 
Oven Ranges 
= For residential or intermittent use 
These 30” freestanding ranges 
feature simple controls and provide = 


consistent, fast, and accurate cooking 
and baking temperatures. 

Nos. 52HZ55 and 52HZ56 have 
easy-to-use controls to set cooking 
temperatures. Convenient storage 
drawer stores cookware. 


Nos. 55KF72 and 55KF73 have large 











No. 55KF74 








capacity ovens allowing extra space No. 52HZ55 
to cook more dishes at once. 
Nos. 52HZ65, 52HZ66, and 52HZ69 
have a 14,000 BTU burner that can 
boil water faster than traditional 
range settings. No. 52HZ57 No. 52HZ66 
BLACK WHITE STAINLESS STEEL 
Oven No. of Self Cooktop Item Mfr. Item Mfr. Item Mfr. 
Capacity Burners Cleaning H W D Cooking Surface BTU Output No. Model No. Model No. Model 
Electric Ranges 
4.2 cu ft 4 Yes 47' 29%8 281%" Ceramic Glass 1200 to 3000 | 52HZ55 + ~~ FFEF3054TB 52HZ56 FFEF3054TW — — 
So GU 4 Yes 46%6 29%" = 25%" Coil 1500 to 2600 | 55KF73 FFEF3016VB 55KF72 FFEF3016VW — — 
5.3 Cu ft 4 Yes 47" 29%" = 28%" Ceramic Glass 1200 to 3000 _— _— _ _ 52HZ57 ~=FFEF30541S 
Natural Gas Ranges 
5.0 cu ft 4 No 46%6 29%" 25%" Gas Burner 5000 to 14,000 55KF74 + FCRG3015AB — — — — 
5.0 cu ft 5 Yes 47' 29% = 29%" Black Porcelain 5000 to 17,000 — — — — 52HZ69 FFGF3054TS 
5.0 cu ft 5 Yes 47" 29%" 29%" Colored -Coordinated Porcelain5000 to 17,000} 52HZ65 FFGF3054TB 52HZ66 FFGF3054TW _ _ 
, = _ - “= 
No. 31EV52 No. 31EV53 No. 31EV54 
Range Hoods FRIGIDAIRE 


Feature adjustable speed convertible exhaust system with external or recirculating exhaust. Durable aluminum filters are dishwasher safe. Hoods can be vented 
horizontally or vertically. 


BLACK WHITE STAINLESS STEEL 
Air Delivery High Speed H W D Duct Mfr. Item Item Item 
Voltage Amps (cfm) Sones (in.) (in.) (in.) Opening Model No. No. No. 
120 1.06 220 0.8 a 30 18% 7 india FHWC3025 31EV54 31EV53 31EV52 
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FOOD SERVICE & HOSPITALITY Scan. Order. Done. |= f= 
Washers, Dryers & Laundry Centers Details on page A1. 





No. 54HH12 No. 52HZ54 
No. 54HH11 No. 52HZ53 H 
0. 54 eee Electric Dryers = FRIGIDAIRE © Electrolux 
Washers EK) Electrolux FRIGIDAIRE. | = For residential or Large-capacity units dry even extra-large loads 
intermittent use quickly and efficiently. Include wrinkle-release setting 
= Stemperature keys No. 52HZ53—Convenient front-load- |) . No, 52HZ54 for neat, wrinkle-free clothes. No. 52HZ54 has 5 
= For residential or intermittent use ing machine includes a Quick Wash™ is UL Listed temperature settings, No. 54HH12 has 10 tempera- 


setting for a full load of clean laundry 


No. S4HH11—Large capacity top in just 20 minutes. Ready Steam™ 


load model has easy to use electronic 


ture settings. 





Dryer 

controls that let you choose the wash __ealure adds steam to the wash cycle Depth with Cycle Temp. Mir. tem 
cycle to accommodate a wide range to help lift stains. Vibration control H W _ D_ Door Open Settings Settings AmpsVoltage Brand Model No. 
of laundering requirements, from system and SilentDesign * keeps a 10 Temp 
hand wash to heavy duty. You can also ae ea and quietly. ih di 30" 49 in 10 Keys, 24 240 Frigidaire FFRE4120SW 54HH12 
select from 5 different soil levels and eee ee 5 Temp. 
a variety of cycle options. 38" 27" 31%" 50in 8 Keys 30 240 Electrolux EFMES27UIW 52HZ54 
ca mt +a ti Wa 4 Mf l 

apacit with Li as I. tem 

(cu tt.) H W D Open Cycles Amps Volts Brand Model No. f— em ay 

Top Load Washer 

4.0cuft 44%" 27° 29" 59in 14 15 120 Frigidaire FFTW4120SW 54HH11 = 

Front Load Washer j 

43cuft 38° 27° 31% — 9 12 120 Electrolux EFLS527UIW 52HZ53 | 

| 
, — FRIGIDAIRE 
v | Ny & Electrolux 
SS; SS Gas Dryers No. 54HH13 No. 52HZ52 
a. ¢ = 120V while the Anti-Wrinkle function helps 
No. 35ME18 ee ; 
° i Ax io = For residential or intermittent use reduce wrinkles. 
——— = UL Listed, except No. 54HH13 = 15A 

Power Cords FRIGIDAIRE | “arge-capacity dryers allow you todry —NWj9, 52HZ52—Quick-dry option and 


, - more clothes in less time. ; ; 
Round power cords for ranges and dryers are lengths of electrical cable specifi- moisture sensor technology dries 


cally designed to connect appliances to a compatible outlet. These heavy-duty No. 54HH13—Features a variety of dry even the largest loads in a quick and 
cords have a larger diameter (lower gauge) than general purpose power cords, | cycles to meet most of your drying needs efficient cycle. Steam can be added 
with a molded plug at one end and bare wire at the other end for wiring to the such as active wear, bulky, and sanitize. to any cycle to help prevent clothes 








appliance. Eyelet connector ends. 125/250VAC. UL Listed. Dry clothes fast with the Quick Dry cycle, ae wrinkling. 
| 
Max. Cord Wire No. of Plug Jacket Item 
Amps Length Size Cond. Configuration Color No. Dryer 
40.0 4ft. (1) 8 AWG, (2) 6 AWG 3 RightAngle NEMA 10-50P Gray 35ME18 Depth with Cycle Mfr. Item 
40.0 4ft. (2) 8 AWG, (2) 6 AWG 4 Right Angle NEMA 14-50P_ Black 35ME19 H W D Door Open Settings Temp. Settings Brand Model No. 
50.0 4ft. (1) 8 AWG, (2) 6 AWG 3 Right Angle NEMA 10-50P_ Gray 35ME21 4.0 cu ft 
50.0 4ft. (2) 8 AWG, (2) 6 AWG 4 Right Angle NEMA 14-50P_ Black 35ME22 42%" 27" 30° = 49 in 10 10 Temp. Keys Frigidaire FFRG4120SW 54HH13 
50.0 6ft. (1) 8 AWG, (2) 6 AWG 3 Right Angle NEMA 10-50P_ Gray 35ME20 8.0 cu ft 
50.0 6 ft. (2) 8 AWG, (2) 6 AWG 4 _ Right Angle NEMA 14-50P_ Black 35ME23 38" 27" 31%" —-50in 8 5 Temp. Keys Electrolux EFMG527UIW 52HZ52 
FRIGIDAIRE 
ee = Dryer capacity: 5.5 cu. ft. Space-saving washer/dryer combina- 
Ss ee = 3; — 20 — ae = Washer capacity: 4.0 cu. ft. tion units provide a fast, gentle wash. 
S21 - i-% = ti — 58 -— jalan keene lia 
ST 2 = For residential or intermittent use — Vibration control system allows balanced, 
No. 31EV1i2 No. 31EV13 = ETL Listed smooth operation. 
: 4 - A = ENERGY STAR® Rated 
Depth Dryer Wash 
with Door Cycle Cycle Mfr. Item 
H W D Open _ Settings Settings Amps Voltage Model No. 
Electric 
76° 27" 31%" 47 Min 3 8 22 240  FLCE/522AW 31EV12 
Gas 
76°27" 31%" = 47 %in 3 8 13 140 —FLCG7522AW = 31EV13 
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Herringbone 
Weave Blanket 


FOOD SERVICE & HOSPITALITY 


Hypo-Allergenic 
Plush-Nylon Blanket 





Lock Stitch Hem 
Bedspread-Bone 





Quilted 
Blanket 


Bedspreads 
and Blankets 


America's Favorite All Season Blanket 


©€sEcoPure R&R 


R&R Textile Mills Inc. 


REUSE # RENEW # RECYCLE 


Se = ~~ 
Anti-Pill Fleece Leno Weave 
Blanket Blanket 
martex|cMinium 
vellux 





Long lasting 100% cotton leno weave thermal blankets provide natural warmth 
and softness. Blankets are preshrunk and have colorfast dye. 


Lightweight, soft fleece blankets have an anti-pill finish for long term use. Made 


of 100% spun polyester. 
Description Fabric Size 
Bedspread 
Poly/ ‘Twin 
. Cotton 
Lock Stitch w/100% ar 
Polyester 
Fill King 
Queen 
Blanket 
Twin 
Twin 
Full 
Herringbone Woven ~ Eyl 
Weave 100% Queen 
Cotton 
Queen 
King 
King 
Twin 
Twin 
Full 
Full 
Hypo- Flocked _“ueen 
Allergenic Nylon Queen 
King 
King 
Twin 
Double 
Twin 
Double 
Filled Blanket 
Reuse- ‘Twin 
Recycled — Full/ 
Quilted Cotton Queen 
Cover/ Ki 
Polyfill Ing 
Fleece Blanket 
Twin 
Full 
Anti-Pill Fleece 
“in. 
Polyester King 
Full 
Microfiber Queen 
King 
Thermal Blanket 
Leno Weave Woven — Twin 
= (0) 
Snag Free aan Twin 
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iv 


81" 
96" 


120" 
100" 


66" 
66" 
80" 
80" 
90" 
90" 


108" 
108" 


108" 


66" 
80" 
90" 


108° 


80" 
90" 


108" 


66" 
66" 


90" 
90" 


90" 


90" 
90" 
90" 


90" 


90" 
90" 
90" 


90" 
80" 


Blanket CHOOSE: 


Weight 


2.8 Ibs. 
3.3 Ibs. 
3.8 ibs. 
45 ibs. 


2.03 Ib. 
2.2 Ibs. 
2.511 Ib. 
2.7 Ibs. 
2.82 Ib. 
3 Ibs. 
3.40 Ib. 
3.7 Ibs. 
2.24 Ib. 
2.24 Ib. 
14 02. 
18 02. 
23 OZ. 


9 0z./ 


Color 


Bone, Forest 
Green, Slate 
Bone, Forest 
Green, Slate, 
Khaki, Navy, 
Chianti 


Natural 
White 
Natural 
White 
Natural 
White 
Natural 
White 
Pale Jade, 
Bluebell 
Ivory, Tan, 
Cranberry 
Pale Jade, 
Bluebell 
Ivory, Tan, 
Cranberry 
Pale Jade, 
Bluebell 
Ivory, Tan, 
Cranberry 
Pale Jade, 
Bluebell 
Ivory, Tan, 
Cranberry 


Pale Jade 
Bluebell 


White 


Beige 


. Ivory, Khaki 


White 


Brand 


Martex 


Martex 
Martex 
Martex 
Martex 
Grand Patrician 
Grand Patrician 
Grand Patrician 
Grand Patrician 
Grand Patrician 
Grand Patrician 
Grand Patrician 
Grand Patrician 


Vellux 
Vellux 
Vellux 
Vellux 
Vellux 
Vellux 
Vellux 
Vellux 
Vellux 
Vellux 
EcoPure 
EcoPure 


EcoPure 


R&R Textile 
R & R Textile 
R & R Textile 


R & R Textile 


Martex 
Martex 
Martex 


R&R Textile 
R & R Textile 


Item Pkg. 
Qty. 


No. 


H2168 


H2169 
H2165 
H2166 
H2167 
DZXX4 
15V630 
9ZXX5 
15V631 
9ZXX6 
15V632 
OZXX7 
15V633 


D9814 
D9814 
D9815 
D9815 
D9816 
D9816 
D9813 
D9813 
30AC84 
30AC89 
oZXJ0 
oZXJ1 
3ZXJ2 


STAD1 
STAD2 
STAD3 


STAD4 


D9498 
D9499 
D9497 


oTAC6 
36N046 


a | eh | eek | —_— 
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Gold Choice 
Fiber Fill-Queen 


martex |cMiinnuum 


L 
R&R Textile Mills Inc. TS, 


Pillows 
SURE CHECK 


Self-deodorizing, nonallergenic, and 
flame-retardant pillows have thou- 
sands of microscopic vents covering 
the entire pillow. These vents help 
destroy bacteria by allowing fresh air 
to flow through the pillow. 


GOLD CHOICE 


The poly-cotton ticking with extra 

hollow siliconized fiber fill of these 
pillows provides ideal comfort and 
support. 


MICROVENT SOFT 


Durable without sacrificing comfort, 
the microscopic air vents as well as 
an antibacterial, antistatic, flame- 
retardant, and fluidproof finish make 
these pillows an ideal choice for 
healthcare facilities. 


MICRO DENIER 


Soft micro fiber filling provides a 
down-like feel using blown polyester. 
Pillows have a 100% cotton 1230 


ticking with piped edges. 
Fill Thread Item = Pkg. 

Description Weight Count W L Brand No. Qty. 
Sure Check Polyester Fill Type 
Standard Polyester Pillow 18 oz. = 20" ~=26' Martex 15V654 12 
Gold Choice Fill Type 
Standard Poly Cotton Pillow 22 oz. pane ticking 21" 27" R&RTextile 5SNXC2 1 
Queen Poly Cotton Pillow 27 oz. pane ticking 1" 30" R&RTextile SNXC3 1 
King Poly Cotton Pillow 33 0z. pane Ticking 21" 37" R&RTextile SNXC4 1 
Microvent Soft Fiber Fill Type 
Standard Viny! Pillow 18 02. — 21" 27" R&RTextile 5SNXCH 1 
Small Standard Vinyl Pillow 16 oz. — 18" 25" R&R Textile 5TAA1 1 
Micro Denier Fiber Fill Type 
Standard 100% " " . 
Cotton Pillow 24 02. T230 21 27" R&RTextile SNXA9 = 1 
Queen 100% Cotton Pillow 29 oz. 1230 21" 30° R&RTextile 5SNXCO 1 
King 100% Cotton Pillow oo OZ. 1230 21" 37" R&R Textile 5SNXC1 1 
Martex Brentwood Microcluster Fill Type 
Standard Recycled , i 
Polyfiber Pillow 22 OZ. 162 20 26 Martex 5ZXJ6—s «12 
Queen Recycled i i 
Polyfiber Pillow 27 02. 152 20 30 Martex 5ZXJ8 8 
King Recycled i \ 
Jumbo Recycled i i 
Polyfiber Pillow 25 OZ. 162 20 28 Martex 5ZXJ7_—s«d10 
Comforel Fill Type 
Standard 100% " " . 
Cotton Pillow 22 OZ. T230 21 27" R&RTextile SNXAG = 1 
Queen 100% Cotton Pillow 27 oz. 1230 21" 30" R&RTextile 5SNXA7 1 
King 100% Cotton Pillow oo OZ. 1230 21" +37" R&RTextile 5SNXA8 = 1 
EcoPure Recycled Polyfiber Fill Type 
Jumbo Recycled i i 
Polyfiber Pillow 21 02. 240 20 28 Martex 5ZXH5~=—s: 10 


Blankets & Pillows 


7 


Microvent Soft 
Fiber Fill-Standard 


Comforel Fiber 
Fill-Standard 


MARTEX® BRENTWOOD 


Cluster fiber pillows have a down-like 
softness and are easy care. Soft and 
comfortable microcluster polyester 
fiber fill with polyester/cotton cover. 


COMFOREL® 


The 100% cotton 1230 ticking with 
piped edges and cluster fiber fill 
provide both comfort and support. 
The hypoallergenic and antimicro- 
bial protection inhibits a variety of 
odor causing molds, bacterias, and 
funguses. Washable. 


ECOPURE® 


Soft, warm, and comfortable fiber fill 
reprocessed as a recycled, environ- 
mentally friendly product with cotton 
cover. 





Scan. Order. Done. 
Details on page A1. 


FOOD SERVICE & HOSPITALITY 
Bedsheets & Pillowcases 









x WHITE 
o {y x ~~ Item 
ayy 3 W L No. 
= — a Sheets - Pkg. of 6 
g R . win 
Re Textile Mills Inc. WHITE 1 XL te) o2JN91 
Item i 7 
T130 Bedsheets Weg NO. | ps FullXL 
win 
and Pillowcases 36" 30" 36N043 dueen 30°52 INOS 
= Pkg. of 12 renee King 
60% Cotton, 40% Polyester blend for durability and comfort. Flat pace 115" 36N042 | martex|oMinuun Fist shaate Pate 
sheets and pillowcases have self-hem; fitted style has elasticon  “gtandag Twin XL 
; andard i i 
sides covering each corner. No. 36N043 has 7" pocket. i senor | 1200 Bedsheets coo yp te Beds 
and Pillowcases Tee 
wuite | 60/40 blend offers the softness of cotton 2s x 115" ___92JN86 
we ae rt with the strength of polyester. Flat sheets and - 14-775" —soyng9 
Fitted Sheets pillowcases have self-hem; fitted style has Ba heaees - Pkg. of 12 
Twin elastic on sides covering each corner. Twin 44" 35" 5D JN78 
39°76’ 1180  MSNWUO ‘ i 
39° 80" 1200 5NWU7 | have 9" pocket and fits mattress depth of 7" to Queen sq SO INTO 
ru 30° —T200 —snwug- | 11" and full, queen and king have 12" pockets “King 
Queen that fit depth of 10" to 14". 200 thread count. 44" 45" 2JN8O 
yon 80" 1200  5NWU9 
ing 
as 80" 1200  5SNWXO 
2 yy, at Sheets 
" nee ant T180 _ 5NWT9 — 
os z g 
Hotel Basics 66" 115" 1200  5NWU3 tex! oMlown; 
T180 and T200 Sheets A orapw | OPE oR | 
r I ~ 15" 1200  SNWU 
i 2 5 4 R&R Textile Mills Inc. ®& {; M 
and Pillowcases queen XL AR 
= Pkg. of 12 ion 115" 7200 5NWUS5 
Sheets and pillowcases are made from high-quality cotton/ _108" 115" 7200 _ SNWU6 
polyester fabric. Combine comfort and softness with dura- -g1,°4e4°e® Mattress Covers 
bility. No. 5NWUO has 9" pocket and fits mattress depth of — 42° 34" 1180 SNWT8 7 
7" to 9" and full, queen and king have 12" pockets that fit King Ea and Pillow 
depth of 10" to 12". No. SNWU7 has a 12" pocket. 40 a6" 1200 5nNwu2_ | Protectors 
Anchor band mattress covers are made from 100% nonwoven poly- 
ester felt. Quilted mattress covers have a 5" onion pattern with a 5 
oz. fill per sq. yd. The 12" cotton/poly fitted skirt fits most hospitality 
beds. Quilted mattress pads feature soft and comfortable fiberfill. Fiber 
| provides down-like comfort and warmth. For mattresses up to 12"D. 
Me 75"L 80"L 
Pkg. Item Item 
io aE WwW Qty. Brand No. No. 
<< Mattress Pads with Anchor Band 
_ 7. : : Martex 15V645 — 
"s . j eee 54" 12 Martex 15V647 | 15V648 
on | f ) Mattress Covers with Anchor Band 
. ; 1 R &R Textile = 5TAAQ 
White Stripe 39" 1 R &R Textile — 5TACT 
he a ; 54 1 R & R Textile — 5TAC3 
2 78° 1 R & R Textile = 5TAC5 
T™250 Bedsheets and Pillowcases Mattress Pads, Fitted Style 
60/40 blend offers the softness of cotton and the strength of polyester. Flat sheets and a Marte stead jueag 
pillowcases have self-hem; fitted style has elastic on sides covering each corner. 12" 60" Martex — 15V643 
pockets fit mattresses 10" to 14" deep, and 15" pockets fit mattress depths from 13" a Martex = 15V644 
# ; ® Mattress Pads with Anchor Band 
to 18". 250 thread count. More colors available, see Grainger.com®. 39" Martex = 15V646 
WHITE WHITE 60" Martex — 15V649 
WHITE | BONE | STRIPE WHITE | BONE |STRIPE 78" 6 Martex — 15V650 
Pocket Pkg. Item Item | Item Pocket Pkg. Item Item | Item Quilteded Mattress Cover, 5 0z., Elastic Fitted 
W L Size Qty.| No. No. No. W L Size Qty.| No. No. No. 36" R&R Textile — 5TAA2 
Fitted Sheets XL King 39 R & R Textile = 5TAA4 
Twin XL 111" 115" 0 ~—«6:«| 52UP33 |52JP50; — ay R&R Textile — STAAG 
39° 80" 12° 6 | 52JUP35 |52JP52| — 113° 115° 0 6) — —  (52JP21 : eR Toni TAA 
Full XL XL Queen 60" & R Textile = STAAT 
54" 80" O 6 |52JP22| — — 93" 115° 0 6 |52JP31/52JP48; — _ 18 R&R Textile = STAAS 
54" 80" 12" ~6 + | 52UP36 |52JP53,  — 95 1155 0 6, — — |52JP20 | Quilted Mattress Pads 
54" 80" 15" 6 | 52UP39/52JP56) — XXL Full 39" 4 Martex 5ZXH6 — 
Queen 84" 120 0 6 | 52UP30|52JP47| — 54" 4 Martex 5ZXH7 = 
80" 80" 12" 6 B2NP37 SDUPBA | ttt too 06 | BRU 34 SUPA a é eae —_ ae 
= = 78" 2 Martex — 5ZXH9 
60" 80" 1S 6 | 2NPAO | 52JPO7 |  — XXL Queen Quilted Waterproof Mattress Pads 
78" 80" 0 6 _ — |52JP24 Pillowcases ru W po 4 A 
73°80" 12° 6 | 52UP38/52UP55| — Standard 04" esipoint Home | 30AC80 = 
78° 80" 15" 6 _-(| 52UP41 |52JP58)  — 44" 36" 012: | 520P25 | 52UP42 |52JP17 60" Westpoint Home = 30AC81 
Flat sheets Queen 78 Westpoint Home — 30AC82 
Twin XL 44" 40" 0s 12:« | 52UP26 |52JP43; — Item Pkg. 
69" 115" 0 6 |52UP28|52JP45| — ‘King Size Ww Brand No. Oty. 
Full XL 44" 46 0 12 | 52JP27 | 52JP44 |52JP18 Pillowcases - oT Corner, 50% Polyester; 5 50% Cotton 
87" 115" 0 6 |52uP19| — — Pillow Shams Standard 25" 20" R&R Textile 36N048 12 
Standard Queen 30" 21" R&R Textile 36N049 12 
20° 26" 0 24 {52JN69| — [|52JN75 | King i ls R&R Textile 36N050 ‘12 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


FOOD SERVICE & HOSPITALITY 
Mattress Covers & Pads 
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Nio. 46E457 


= Machine washable 
Feature the innovative Miracle Membrane® to keep 


water and stains out while the mattress protector 
remains breathable and comfortable. 


AllerZip® Smooth—6-sided waterproof protection 
has a 3-sided zipper system with Secure Seal® to 
provide barrier against allergens, dust mites, human 
contamination, pet dander, pollen and mold. Certified 
to be asthma and allergy friendly. 

= Protect against bed bug entry, exit, and bites 


BugLock® Plus—Provide 6-sided bed bug entry/ 
exit prevention and is bite-proof and waterproof on 
the top surface. 3-sided zipper system with Secure 
Seal® to protect against bed bugs, dust mites, 
human contamination, allergens, and other irritants. 


Pocket Item Pkg. 
Size Size L W No. Qty. 
Mattress Encasements 
AllerZip Smooth - 100% Polyester 
Twin 6 75" 38" 46E413 10 
Twin g" 7h 38" 46E414 10 
Twin XL 6 80" 38" 46E415 10 
Twin XL Q’ 80" 38" 46E416 10 
Full 6" 75 54" 46E417 10 
Sofa Bed/Full — 6" 75" 54" 46E418 10 
Full g" 75° 54" 46E419 10 
Full Ta (iy 54" 46E420 10 
Full XL 6 80" 54 46E421 10 
Full XL 9 80" 54 46E422 10 
Full XL 13 80" 54 46E423 10 
Queen 6 80" 60 46E424 8 
Sofa Bed/ 1 
Queen 6 72 60 46E425 10 
Queen Q" 80" 60 46E426 8 
Queen 13° 80" 60 46E427 8 
Hotel King 6" 80" 72 46E428 8 
Hotel King g" 80" 72 46E429 8 
Hotel King 13. 80" 72 46E430 8 
King 6" 80" 76 46E431 8 
King g" 80" 76 46E432 8 
King 13° 84" 76 46E433 8 
Cal. King 6 84" 72 46E434 6 
Cal. King 9 84" 72 46E435 6 
Cal. King 13: 84" 12 46E436 6 
Split Cal. King 6" 84" a6" 46E437 10 
BugLock Plus - Jersey Knit 
Full 8 is 54" 46E457 10 
Full XL 8 80" 54" 46E458 10 
Queen 10" 80" 60" 46E459 10 
Twin 10" fica 38" 60GV85 10 
Twin 10" 80" 38" 60GV86 10 
King 12° 80" 76" 60GV87 10 
King 12" 84" 72" 60GV89 10 


* For King size box springs, use 2 encasements. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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= 
Every Mattress Needs Protection’ 

Student Bedding 

Protection Kit 


Protect against bed bugs, dust mites, and allergens. 
100% polyester kit includes an AllerZip® mattress 
encasement, a basic mattress protector, and one 
standard size pillow protector. 





No. 46E485 


Pkg. 
Size No. aly. 
Waterproof Quilted—Waterproof top surface Twin XL 33RM93 1 
protects against bacteria, dust mites, human 


contamination, allergens and other irritants. 


Basic—ultra-thin fabric has 4-way stretch barrier 
that allows for flexibility. Waterproof top surface and 
protection against bacteria, human contamination, 
dust mites, allergens, and other irritants. 


TOTAL == 5 
ENCASEMENT 


Premium—Waterproof top surface and durable 
ultra-thin fabric has 4-way stretch barrier that can 
be laundered over 200 times. Guards against bacte- 
ria, human contamination, dust mites, allergens, and 
other irritants. 





Box Spring Encasements—Extend an impen- 
etrable barrier that protects against allergens, dust 
mites, and bed bug entry and escape. 

= Protect against bed bugs 


L§@CK-UP° 
Bedding Encasements 


Pocket ‘ Ha a 
Size Size 0. ty. 

Mattress Pads Lock-Up® pillow, mattress, and box spring encase- 
Waterpront Quilted ag° —35- EET 5 ments trap any existing bed bugs and keep invading 

win j 
Twin XL 59° a0" 38" ABE4B0 9 bugs out. Pillow and mattress covers also protect 
Full 99" 75" 54°  AGE481 6 against allergens and dust mites, and have soft, 
Queen a a a teats 8 breathable fabric for comfortable, sound sleep. 

ing ; ae 
Cal. King 99° BA" 72" ABEABA rl Pillow cover is water resistant. Premium mattress 
Mattress Protectors covers have a waterproof lining and feature a 
Basie - 100" Polyester ag 45° AREAS 4 double-zipper enclosure for added protection. 

win 
Twin XL 14" 80" 38" AGEA40 14 Standard mattress covers have a waterproof top and 
Full 14" 75" 54" AGE 441 12 also feature a double-zipper enclosure. Box spring 
Full 7 an oe ated 5 covers are durable stretch knit with double-knit 
King 18°80". 76"  4GE444 i9 | corners for snag protection. 
Cal. King 18°84" 72" AGE445 10 fai 
Premium - Terrycloth Size Fabric L Ww No. 
Crib 6°52" 28" ~—s 48 0V73 6 Growin 
Twin 14" 75" 38" AB 0V74 10 Twin Terrycloth__75" 39° __—-12H838 
Queen 18" 80" 60" __—480V76 6 TwinXL__Terrycloth 80" 39" __-12H839 
King _ 18" 80" 76" 48 0V77 4 Full _Terrycloth 75" 54" 12H840 
Cal. King 18° 84" 72’ AB OVB 4 Queen Terrycloth 80" 60" 12H841 
Twin XL 14" 75" 38" 48079 10 King _Terrycloth 80" 78" 12H842 
Full XL 14" 80" ~—s-38" ~~ 480V80 10 Standard 

Full 22" ___75' 54" ——«AGE473 6 Twin Stretch Knit_ 75" 39" 38F610 
Box Spring Encasements TwinXL Stretch Knit _ 80" 39" 38F611 
Cotton/Polyester . Full__Stretch Knit___75" 54" 38F612 
Hotel King 6 80" 36" S6HH72 12 Queen Stretch Knit _80" 60" 38F613 
Box Spring Plus Encasements King _ Stretch Knit —_80" 76" 38F614 
Jersey Knit . Box Spring 

Cal. King " 84" 36" AQUF66 i2 Twin Stretch Knit 75" 39" 12H834 
Hotel King 9 80" 36" AUF 72 12 TwinXL Stretch Knit —_80" 39" 12H835 * 
Pillow Encasements Full Stretch Knit 75" 54" 12H836 
AllerZip Smooth - 100% Polyester Queen Stretch Knit 80" 60" 12H837 
Standard _— 27" 21" 46E485 6 Pillowcase 

Queen — 31" 21" 46E486 6 Standard __ Velvet 26" 20" 12H843 
King = sf Zi 46E487 6 * For King size, use 2 TwinXL encasements. 


FOOD SERVICE & HOSPITALITY Scan. Order. Done. 
Mattresses, Box Springs & Bed Frames Details on page A1. 





Cardiff Bed Sets 


= Include both mattress and foundation Mattress is 2-sided for extended product life and Se aly 
= Foundations have a no-skid top has 1" super-soft gel poly foam surface and a 
= Sturdy handles for easy housekeeping 1%" comfort layer to promote cool, restful sleep. 


global hospitality™ 





Box Box 
Overall Overall Mattress Spring Item Overall Overall Mattress Spring Item 
Size Width Length Height Height No. Size Width Length Height Height No. 
Plush Firm 

Twin 38" (ey ney g" 39CP49 Twin 38" fey ii Rey g" 39CP57 
TwinXL 38" 80" 1 g" 39CP50 TwinXl 38" 80" 1 g" 39CP58 
Full 04" 75° Rey g" 39CP51 Full 04" rea 13 g" 39CP59 
Full XL 04" 80" Rey g" 39CP52 Full XL 04" 80" eRe g" 39CP60 
Queen 60" 80" EG g" 39CP53 Queen 60" 80" in eis g" 39CP61 
King 12" 80" aeey g" 39CP56 King 72" 80" 11" g" 39CP64 
King 2" 84" 115 g" 39CP55 King 72" 84" 11.5" g" 39CP63 
King 76" 80" 1S g" 39CP54 King 76" 80" ney g" 39CP62 





Bi? | Claybrook Bed Sets 


= Include both mattress and foundation 1-sided mattress has 1" of super-soft gel poly on Se aly 





Me i : . 
Vip _— = Foundations have a no-skid top its surface and 3" of a gel poly comfort layer. sional Hbenisiny 
_ — Firm = Sturdy handles for easy housekeeping 
—— 
Box Box Box 
Overall Overall Mattress Spring Item Overall Overall Mattress Spring Item Overall Overall Mattress Spring Item 
Size Width Length Height Height No. Size Width Length Height Height No. Size Width Length Height Height No. 
Plush Firm Plush Euro Top 
Twin 38" Lo. 11" g" 39CP65 Twin 38" i: 11" g" 39CP73 Twin 38" (en 11.6" g" 39CP81 
Twin XL 38" 80" 11" g" 39CP66 Twin XL 38" 80" ihe g" 39CP74 TwinXl 38" 80" 11.6" g 39CP82 
Full 4" (ey 11" g" 39CP67 Full 4" (2 11" g" 39CP75 Full 04" (i 11.6" g" 39CP83 
Full XL 4" 80" 11" g" 39CP68 Full XL 4" 80" ili g" 39CP76 Full XL 4" 80" 11.6" g" 39CP84 
Queen 60" 80" 11" g" 39CP69 Queen 60" 80" 11° g" 39CP77 Queen 60" 80" 11.6 g 39CP85 
King 72" 80" ii g" 39CP72 King fz 80" 11" g" 39CP80 King 72" 80" 11.6" g" 39CP88 
King te 84" ui g" 39CP71 King fz 84" 11" g" 39CP79 King ta. 84" 11.6" g" 39CP87 
King 76" 80" 11" gr 39CP70 King 76" 80" 11" g" 39CP78 King 76" 80" 116° g 39CP86 
Pee A ite 7 ES oe 
= Include both mattress and foundation 1-sided mattress is built for superior sleeping 
= Foundations have a no-skid top posture and back support. Features 3 Sepa- —giobaihospitaty™ 
= Sturdy handles for easy housekeeping rate layers made of gel poly foam: surface, 
Plush Pillow Top comfort layer, and CoreSupport Center. 
Box Box Box 
Overall Overall Mattress Spring Item Overall Overall Mattress Spring Item Overall Overall Mattress Spring Item 
Size Width Length Height Height No. Size Width Length Height Height No. Size Width Length Height Height No. 
Plush Plush Pillow Top Firm 
Twin 38" ey 12.6' g" 39CP89 Twin 38" (9. 13. g" 39CRO6 Twin 38" i. 12.6" g" 39CP97 
TwinXL 38" 80" 12.6: g" 39CP90 TwinXL_ 38" 80" 13° g" 39CRO7 TwinXl 38" 80" 12.6" g 39CP98 
Full 04" iy 12.6" g" 39CP91 Full 94" racy 13° g" 39CRO8 Full 04" (ey 12.6 g" 39CP99 
Full XL 4" 80" 12.6' g" 39CP92 Full XL 04" 80" 13° g" 39CRO9 Full XL 4" 80" 120° g" 39CRO1 
Queen 60" 80" 12.6' g" 39CP93 Queen 60" 80" iy g" 39CR10 Queen 60" 80" 12.6. g" 39CRO2 
King be. 80" 12.6" g" 39CP96 King te: 80" 13 g" 39CR13 King tz. 80" 12.6" g" 39CRO5 
King iz 84" 12.6 g" 39CP95 King (2 84" 13 g" 39CR12 King iZ. 84" 12.6" g" 39CRO4 
King 76" 80" 12.6' g" 39CP94 King 76" 80" iky g 39CR11 King 76" 80" 12.6" g" 39CRO3 





MANTUA 
sali No. 6GHA3 

WEHSO Bed Frames ten 

Sy TAGE High-carbon 14" recycled rail __ Fits L W H No. 
Bed Frames steel frames have extra length  SIRNaSaveriol SS sonas 
ee to provide greater stability. Level Full 71" 53" 7%"  6GHA4 
Wedge-lock leg design makes the frame ele as weight is applied. | design construction provides Queen 76 60" 7° GGHAS 
sian legs aye soon dale he ital aie side proper alignment of box spring, Standard en 76 16 Tye BGHAG 

alls @asily SUPPOrt Mattress and NOX spring. Include rug reducing noise. Self-leveling, With Steel Stem Guides 
P : ” : _ recessed legs with wedge-notch a a 3 a cone 
Ize 0. : F ‘ U 2 
Queen 71 60" 7Vi 31XT57 assembly. Twin size has 4 legs; — Queen 76° 60° 7%"  6GHCO 
California King Tt TZ 7V4' 31X58 all other sizes have 6 legs witha ~~ StandardKing 76" 76" ~~=7%' +‘GGHC1 
King fale 76" 1A" 31XT59 center support. California King 76" 72" 7%" _ 6GHC2 
1470 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° FOOD SERVICE & HOSPITALITY 
Find the ww. Find Solutions. Find Great Prices. Inflatable Beds & Institutional Mattresses 


“ MH YK Wn 
Inflatable Beds y i li iN 


— 
Feature extra-durable, puncture-resistant construction and | rr 





VAN ANS NN 
\\ A i) No. 


turbo-speed built-in pump (except Nos. 469025, 469C26, and / 
35ME93 


469C27) that provides fast and easy inflation. Provide automatic 
shutoff when bed is fully inflated. Exclusive oversized rapid —< 
release valve deflates bed in seconds. Reinforced bed construc- | — — 
tion keeps air distributed evenly all night. Roll up and store  —— 
conveniently in oversized carrying bag. Include machine wash- 
able mattress cover. 





Replacement Pumps—for use with Boston and Coleman espa 
double lock and pinch valves. No. 35ME95 
Weight Item 
Description Capacity Includes L W H No. Power Item 
Quickbed® Includes Requirements No. 
Twin 300 |b. _ Antimicrobial Sleep Surface, Textured Sides 73' —38" 3" 469025 Replacement Pumps 
Twin 300 Ib. Zippered Carry Ba ag 74°39" 9%" ~——-35ME95 Adapters for Boston, Coleman Double {20VAC 35ME96 
Full 600 |b. _ Antimicrobial Sleep SEC Textured Sides 73 53° 3 469C27 Lock and Pinch Valves, 120V Charger 
Queen 600 |b. _ Antimicrobial Sleep Surface, Textured Sides 78" 58" 8" 469026 Adapters for Boston, Coleman Double Lock {20VAC 35ME97 
Queen 600 Ib. Built-In 120V Pump, Zippered Carry Bag 78 989% ——BOME94 and Pinch Valves, 6 ft. Power Cord 
Supportrest™ Adapters for Boston, Coleman Double Lock 42VDC 35ME98 
pueen a b: salen T20y Aey rymp a 5 ie a + a OMEN are Finch vawves, 9 it Powel Cord 
ueen ; uilt-In ump, Zippered Carry Bag 18 p . 4) apters for Boston, Coleman 
Queen 600 Ib. Built-In 120V Pump, Zippered Carry Bag 78" 60" 19"  35MIEQ2 Double Lock and Pinch Valves (4) D Cell Batteries SME99 






No. 33RU91 


Cas LOS 
SOLUTIONS 


Sealed Institutional Mattresses 


Feature a fully-sealed, antimicrobial, and hypoallergenic cover and strong RF 
welds to keep out fluids and other contaminants. Cover is vented to help prevent 
moisture buildup. Mattresses with clear vinyl cover hinder contraband conceal- 
ment. Ideal for the specific needs of prisons, shelters, and healthcare. 


Fire Barrier Protection 


Maximum Yes No 
User Core Item Item 
Weight Material L W H Color No. No. 
C-Matt Bariatric 500 Mattress 
80" 54 a 33RV29 33RV28 
500 Ib. Foam 84" 48" gs Navy/Gray 33RV27 33RV26 
84" 54 7" 33RV31 — 


No. 25UM01 





C-Matt Bariatric 900 Mattress 
80" 





54" is 33RV45 33RV44 
900 Ib. Foam 84" 48" i’ Navy/Gray 33RV43 33RV42 
84" 54" Ee 33RV47 33RV46 
C-Matt Basic Mattress, Reversible Fire Barrier Protection 
76" 35 Vo" 6 33RV11 33RV10 Maximum Yes No 
350 Ib. Foam 80" 3072" 6" Navy/Gray 33RV13 33RV12 User Core Item Item 
84" 351%" 6" 33RV15 33RV14 Weight Material L W H Color No. No. 
C-Matt Basic Plus Mattress, Reversible C-Matt Sealed Densified Polyester Core, Reversible 
351" 6" 33RV05 33RV04 ; 20 4" Clear — 25UL83 
350 Ib. Foam 80" 353" 6 Navy/Gray 33RV07 33RV06 rey 20° 4" —— 25UL82 
84" 3512" 6" 33RV09 33RV08 aay 75 25° 4" Ocean Blue — 25UL84 
C-Matt Comfort Mattress Polyester fo" 30" 4" — 25UL86 
76" 3512" 6" 33RU98 33RU97 75° 36" 4" Clear — 25UL91 
350 Ib. Foam 80" 35 V2" 6 Navy/Gray 33RV01 33RU99 350 Ib. 15 36" 4" ficean Blue — 25UL90 
84" 35%" 6 33RV03 33RV02 80" 36" 4" — 25UL94 
C-Matt Comfort Ultima Mattress, Reversible ia 30" 4" Clear — 25UL89 
76" 352" 6 33RU92 33RU91 10 02z. ia 30" 4" Ocean Blue — 25UL88 
350 Ib. Foam 80" 35" 6 Navy/Gray 33RU94 33RU93 Polyester 1" 36" 4" Clear = 25UL93 
84" 352" 6 33RU96 33RU95 15: 36" 4" Ocean Blue — 25UL92 
C-Matt Densified Polyester w/Pillow C-Matt Sealed Foam Core, Reversible j — 
8 Oz. i ‘ ; 15 5" : 5UL7 — 
Polyester 36 4 — | 2suM07 75°30" 4" 25UL75 | 25UL74 
350 Ib. ‘0G 15 20 4" Ocean Blue _ 25UM01 350 Ib. Foam 76 36" 5 Ocean Blue 25UL77 — 
Polyester 15" 30" 4" — 25UM05 80" 36" 5! 25UL79 25UL78 
80" 36" 4" — — 25UM13 84" 36" 5 25UL81 — 








Institutional Bunks and Beds 9=CORTecr 


= Polyethylene construction 


Feature durable, one-piece, rotationally-molded design for increased strength. 
These beds are easy to clean and maintain and are stain-resistant. Ideal for use 
in correctional and behavioral health facilities, residential institutions, and public 
safety facilities. Endurance Bunk has molded-in side slots for property box 
storage and can be reverse-mounted to eliminate property box storage feature. 
Endurance Bed 2.0 is designed with lower side rails that help make entry and 
exit easier, and end shelving provides open storage for personal items. 





> CHOOSE: Mtr. Item 
Description Color L W H Model No. 
Endurance Bunk Black, Blue Grey, Brown, gq» = 3g" og" 7601 G5711 —— 


Green, ‘Slate Blue 





Endurance Bed 2.0 Black, Blue Gray, Brown, gr» gy» og 7g4 H8905 


Green, Slate Blue No. H8905 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1471 


FOOD SERVICE & HOSPITALITY Scan. Order. Done. 
Towels Details on page Al. 





| Fett RRR HRB 
ma rtex ae cTION R&R Textile Mills Inc. < R Ss, 





Towels 
CAM BORDER MARTEX® SOVEREIGN 
Blended cam border increases wear life, Blended terrycloth has soft, absorbent ring-spun cotton 


reduces replacement costs, andimprovesa __ loops and a long-lasting cotton/poly blend underweave. 
room's appearance. Polyester/cotton base Wash Towels have hemmed edges for comfortable use. 


with cotton loops. Other styles have lock-stitched, bar-tacked hems on all 4 
DOBBY BORDER sides for added strength and style. 

Woven dobby border provides durability, MARTEX® BRENTWOOD 

reduces replacement costs, and adds a Combine luxury and affordability in a 100% ring-spun cotton 
decorative touch to your towels. dobby border ensemble. Provide a welcome reminder of 


home. Ecru towels feature Stay Bright™ bleach-friendly, 
fade-resistant technology. 











WHITE ECRU/BEIGE 
Item — Pkg. Item = Pkg. 
W L Material Weight Brand No. Oty. No. Qty. 
Cam Border 
Wash Cloth 
42" 42" 86% Cotton, 14% Polyester 1 Ib. R &R Textile 38X621 12 — — 
12" 12" 86% Cotton; 14% Polyester 1 Ib. R&R Textile 5NWP3 12 | SNWR2~= 12 
12" 12" 100% Cotton 1 Ib. R &R Textile 5NWRO- 12 — — 
12" 42" 100% Cotton 0.75 Ib. R & R Textile 5NWTO 12 — — 
12" 12" Cotton/Polyester 1 Ib. Martex 34AZ76 =612 | 34AZ77~—s 12 
Hand Towel 
i ' 50/50 Polyester/Cotton Base, 
16° 2/" 86% Cotton, 14% Polyester 3 Ib. R&R Textile 38X620 3912 — — 
16" 27" aoe eee Base, 3 Ib. Martex 11W235 24 | 11W239 24 
16" 21" 86% Cotton: 14% Polyester 3 Ib. R & R Textile 5NWP2 12 | SNWR1= 12 
16" 2" 100% Cotton 2.15 |b. R & R Textile 5NWR8~ 12 — — 
Bath Mat 
20" 30" 86% Cotton, 14% Polyester 7 Ib. R & R Textile 5NWP4 12 | SNWR3 = 12 
a. 2c 2 ee 7 Ib. Martex 41W237 12 | 11W241 12 
21" 34" 100% Cotton 10 Ib. R & R Textile 5NWN8 12 | SNWP9 12 
Bath Towel 
20" 40" 86% Cotton; 14% Polyester 6 Ib. R&R Textile 5NWP1 12 — — 
20" 40" 100% Cotton 5 Ib. R & R Textile 5NWR7 12 — — 
Dobby Border 22" 44" 100% Cotton 6 Ib. R & R Textile 5NWR6- 12 — — 
24" 48" 100% Cotton 8 Ib. R&R Textile 5NWR5 12 — — 
i \ 50/50 Polyester/Cotton Base, 
24" 48" 86% Cotton: 14% Polyester 8 |b. R & R Textile 5NWPO 12 — — 
24" 50" 86% Cotton; 14% Polyester 10.5 Ib. R & R Textile 5NWN9 12 | SNWRO- 12 
eo ee 10% Ib. Martex 11W234 12 | 11W238 12 
Qs : ae ue! a 24" 50" 100% Cotton 10 Ib. R&R Textile 5NWR4-~ 12 — — 
. ie bn! rae wr 24" 50" 86% Cotton, 14% Polyester 10.5 Ib. R&R Textile 38X619 = 12 — — 
= — 7 PF 2 Lee ; «90/50 Polyester/Cotton Base, -15V538 12 _ _ 
NE TASC! ae 24 54 100% Cotton Loops 12% |b. Martex 15V538 12 
SESS SAE ES ; » 50/50 Polyester/Cotton Base, 15V535 12 ma = 
eS ERA 25 54 100% Cotton Loops 13% lb. Martex 15V535 12 
Dobby Border 
Wash Cloth 
42" 42" Cotton/Polyester 1 Ib. Martex Sovereign 34AZ82 §=12 | 34AZ84 = 12 
13" 13: 100% 2 Ply Combed Cotton 1.7 |b. 5 Star Hotel Collection 38W337 48 — — 
13" 13" 100% Cotton 4.5 |b. R&R Textile 5NWN7 12 — — 
13" 13" 100% Cotton 1.5 Ib. R & R Textile — — — | BNWP8 = 12 
13" 13" Cotton 1% |b. Martex Brentwood 34AZ78 §=12 | 34AZ79~ 12 
13" 13" Cotton 1% Ib. Martex Brentwood 34AZ80 3 38612 | 34AZ81~ = =12 
13" 13" Cotton/Polyester 1% |b. Martex Sovereign 34AZ83 12 | 34AZ85 = 12 
Hand Towel 
16" 27" aren Ce Base, 3 Ib. Martex Sovereign | 15V553 24 | 15V562 24 
16° 30" 100% 2 Ply Combed Cotton 4.5 |b. 5 Star Hotel Collection  38W336 24 — — 
16° 30" 100% Cotton 4.5 |b. R&R Textile 5NWN6 12 | SNWP7 = 12 
16" 30" 100% Cotton 4 |b. Martex Brentwood 11W243 24 11W247 24 
16" 30" 100% Cotton 5% |b. Martex Brentwood | — — | 15V547 24 
Ps foe BOR Fe estar aOR nase 4 Ib. Martex Sovereign | 15V554 24 | 15V563 24 


—s 100% Cotton Loops 
tas get Bath Mat 
















20 100% Cotton ; Martex Brentwood 
u « 50/50 Polyester/Cotton Base, : 
20 34 100% Cotton Loops 10 Ib. Martex Sovereign 15V559 «12 | 15V568 






Bath Towel 
2c. 50" 100% Cotton 14 Ib. R &R Textile 5NWN5 12 | SNWP6~ 12 
i ' 50/50 Polyester/Cotton Base, ‘ 
27 50 100% Cotton Loops 14 Ib. Martex Sovereign 15V556 =#12  15V565 12 
2/' 50" 100% Cotton 14 Ib. Martex Brentwood 11W244 12 |11W248 12 
5 » 50/50 Polyester/Cotton Base, F 
24 50 100% Cotton Loops 10% lb. Martex Sovereign 15V555 12 | 15V564 12 
2/' 54" 100% Cotton 15 Ib; Martex Brentwood 15V543 #12 = ©=«#15V548 3812 
2" 54" 100% Cotton 17 Ib. Martex Brentwood 15V544 12 | = 15V549 12 
: « 50/50 Polyester/Cotton Base, F 
2/ 54 100% Cotton Loops 17 Ib. Martex Sovereign 15V557. «12 =|) «15V566 3812 
2i° 54" 100% Cotton 17 |b. R &R Textile 5NWN4 12 | SNWP5~= 12 
Bath Mat 30" 56" 100% 2 Ply Combed Cotton 18 Ib. 5 Star Hotel Collection | 38W335 12 — — 
Bath Sheet Towel 
30" 60" 100% Cotton 20 Ib. Martex Brentwood 15V545 12 15V550 12 
30. 66" 100% Cotton 20% Ib. Martex Sovereign 15V558 12 | 15V567 12 
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Find the YW. Find Solutions. Find Great Prices. Towels, Mats & Rugs 





No. 5NWT2 





Riviera Series 


No. Se ~ 
H3911 


Re Textile Mills Inc. ety 
oO » 
martex <—w 


Pool and Exercise 
Towels ,/ No. 38X623 


Front and back plied-loop ring-spun cotton yarns provide plushness and 
enhanced absorbency. Hems are lock-stitched and bar-tacked for longer life and 
less fraying. Solid color pool towels feature Stay Bright™ bleach-friendly, fade- 





Elite Loop Series 




















resistant technology. Bath Rugs 
> CHOOSE: Item Pkg. : : : 
W L Color Brand No. Oty. White cotton rugs with rounded corners, make the perfect compliment to any 
100% Cotton - Pool Towel bathroom. 
20" 40" White with Stripe R &R Textile 5NWT3 12 
22" 44" White with Stripe R &R Textile 5NWT2 12 4"L x 17"W34"L x 21"W36"L x 24"W40"L x 24"W 
30" 54" Green Ice, Persimmon, Violet, Yellow Martex D5706 12 a — al a ae aan 
i , Blue/White Stripe, Peach/White Stripe, escription ackin 0. 0. 0. 0. 
30" 70 Yellow/White Stripe, Jade/White Stripe Martex D5705 12 Essence Series 
50/50 Polyester/Cotton Base, 100% Cotton Loops - Pool Towel 19 oz. ¥" cut pile Cotton Duck | 11K017 | 11K019 | 11K021 | 20UM86 
20" 40" Blue Center Stripe Martex 11W250 12 Elegance Series 
24" 50" White w/Blue Double Dobby Martex 38W334 12 28 oz. 6" cut pile Cotton Duck | 11K035 | — | 11K039 | — 
30" 6G" Dark Linen, Deep Sea, White, Deep Sea/ Marlex H3911 49 Elite Loop Series 
White Stripe, Dark Linen/White Stripe 33 oz. % to %" cut pile CottonDuck | — | 11K047 |) — | — 
86% Cotton, 14% Polyester - Exercise Towel Riviera Series 
ible 44" White R &R Textile 38X623 1? 18 oz. %" cut pile Latex = | 41K023 | — | _ 


SMALL PART, 
BIG PROBLEM 


Your job just got 
easier. Whether it’s 
routine maintenance 





Rubbermaid 
® 
Commercial Products 


or an emergency 
repair, our repair parts center has 





Shower and Bath Mats . ; — em the parts you need to get back on 
= Pkg. of 12 14-22%" White _-S52vxi4__—«s«|_:—«s the job. 

Latex-free mats feature a textured surface to 3. "in. _ari- | > Get started today at 

prevent slipping and a suctioned backing to keepit 48" 36" White 52X18 grainger.com/repairparts 

firmly in place. 16" 28" White 52YX17 
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FOOD SERVICE & HOSPITALITY Scan. Order.Done. |= 
Bath Scales & Hair Dryers Details on page A1. = 





No. 3NZP8 No. 3NZP9 No. 3NZN7 No. 3NZP2 


Bath Scales TAYLOR. 


Digital and analog scales offer accuracy with easy-to-read dials. 












Weighing Weighing Item 
Cap. Includes Weighing Units Surface Width Surface Depth Scale Graduations Model No. 
Digital Bath Scales 
180kg/400 Ib. 1%" LCD, Batteries kg, Ib. 13" 1%" 0.1kg/0.2 Ib. 74074102 3NZP8 
180kg/400 Ib. 1" LCD, Batteries kg, Ib. 14" 24" 0.2k9/0.5 Ib. 75064192 3NZP9 
180kg/400 Ib. Batteries kg, Ib. 11%" 11%" 0.09kg/0.2 Ib. 7558 53DL82 
Mechanical Bath Scales 

136kg/300 Ib. White Mat kg, Ib. 10%" 104%" 1kg/2 Ib. 20044014EXP 3NZN7 
300 Ib. Black Mat Ib. 11%" 1016" 2 |b. 48325072 3NZP2 

= 

A =— 

= 

=— 
~ a 
a) 
= 
7 | CONAIR” 
” 4 
1875W lonic 
Cord-Keeper® 
pag 
1600W ee hy 
Handheld 5 J 
, ’ 
1875W Soft 
Surface™ | ' 
1600W ; 


- 


Wall-Mount 


. CON4!2 . 
Hair Dryers HosPrtatiry GATICHUS.. Hospitatity]] source, 11. 


Convenient, powerful, compact dryers easily store or can be wall-mounted. Night Light models feature a 
LED light that can help facilities reduce cost when used as a night light. 








1600 Watt _ Cord No. of Item 
lonic Hang Up® fiavincid Description Color Voltage Length Speeds Std. Brand No. 
. . anane 
ee 1600 Watt White  125V 5ft 2 ETL Conair 6GAL9 
1600 Watt Black 125V sO ft. 2 ETL Conair 6GAMO 
1600 Watt ProStyle™ White 125V sO ft. 4 UL Andis 28CK24 
1600 Watt ProStyle™ Black 125V sO fit. 4 UL Andis 28CK25 
1600 Watt MicroTurbo® White 120V sO ft. 2 UL Andis 28CK26 
1875 Watt White 125V. sO ft. 2 ETL Conair 6GAM3 
1875 Watt Black 125V sO ft. 2 ETL Conair 6GAM4 
1875 Watt Fold-N-Go lonic™ Black/Silver 125V 6 ft. 3 UL Andis 28CK23 
1875 Watt Soft Surface™ Black 125V 5 it. 2 UL Conair 6GAM5 
1875 Watt lonic Cord-Keeper® White 125V 5 ft. 2 UL Conair 6GAM6 
1875 Watt lonic Cord-Keeper® Black 125V 5 i, 2 UL Conair 6GAM7 
Wall Mounted 
1600 Watt White 125V 34" 2 UL Conair 6GAM1 
1600 Watt Black 125V 34" 2 UL Conair 6GAM2 
1600 Watt Hang Up® White 125VsB ft. 2 UL Andis 28CK17 
1600 Watt Hang Up® w/ Night Light White 125V sO ft. 2 UL Andis 28CK18 
: 1600 Watt lonic Hang Up® w/ Night Light White 120V 8 ft. 2 UL Andis 28CK19 
Hair Dryer 1600 Watt lonic Hang Up® w/ Night Light Black 120V—s 8 ft. 2 UL Andis 28CK20 
Bag 1600 Watt Hang Up® w/ Night Light Direct Wired White 125V 8 ft. 2 UL Andis 28CK27 
Hair Dryer Bag 
12 x 12", Cotton/Poly Twill Black —- = = = _ Nospita tty  4iH540 
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\ 
ae No. 
na 28CK33 
No. 

No. 16W504 416W505 

SINGER 
a No. 

CON42 : 
Hosriauiry ANdais. 33F189 


Electric Irons and Steamers 


Electric lrons—Steam irons provide vertical and horizontal 
steam bursts. Auto-Off. Expert Finish™ has 9 temperature 
settings with electronic LCD control. 1700W. 2-Way models 
automatically reduce sole plate temperature if iron is not moved while in 
vertical position for 3 min. Adjustable temperature and steam controls. 
= 1700W (Expert Finish™); = Self-cleaning «= Spray mist 

1100W (2-Way) 
Cord-Keeper™ Electric Steam Irons—Feature adjustable temperature 
control, nonstick soleplate, and anti-drip function to help reduce spills and 
conserve water. Safety auto shutoff feature turns iron off when left horizontal for 
30 sec., vertical for 8 min. Cord retracts for easy storage. 
= 1400W = Self-cleaning = Spray and burst of steam 
Electric Upright Steamer—Compact system has a telescoping hanger 
pole, pants-clip option, and fabric brush to quickly refresh guest clothing. Also 
features Auto-Off, crease attachment, rotating hanger, and removable, extra- 
large water tank. 
2 1500W =Steamreadyin45sec. = 90 min. steam output 


Electronic Steam Press—Compact, portable press has fabric-specific elec- 
tronic heat settings, variable steam selections, and steam bursts. Auto-Off has 
an alarm. Locks for storage and portability. Includes washable pad cover, press- 
ing cushion, spray bottle, and measuring cup. 





2 1500W =Easy-filltank «= Die-cast aluminum base 
Water Power Cord Item 
Description Cap. Length Weight Brand No. 
Electric Irons 
Expert Finish™ 1.5mL 7% ft. 2.9 Ib. Singer 16W504 
2-Way - White ; 28CK33 
9-Way - Black 350mL 8 ft. 2.6 Ib. Andis 8CK34 
Cord-Keeper™ Steam Irons 
White ; 33F188 
Black 200mL 8 ft. oalb. Conair 33F189 
Electric Upright Steamer 
SteamWorks™ Pro 2.01 5% tt. 11 Ib. Singer 16W505 
Electronic Steam Press 
ESP2 Magic Steam Press  300mL 6% tt. 21.75 Ib. Singer 16W506 


RP 





No. 15V330 
No. 15V333 
No. 5DMN5 1 ee ean! 
Laundry and Wash Bags amie 
Overall Overall Item 
Item Material Length Width Color No. 
Laundry Bags, Drawstring Closure 
Laundry Bag Cotton 36" 24" White SDMN5 
Mesh Laundry Bag Mesh 36" 24" Blue 15V325 
Mesh Laundry Bag Mesh 36" 24" White SDMN3 
Mesh Laundry Bag Mesh 36" 24" Green SDMN4 
Mesh Wash Bags, Zipper Closure 
Sweater Wash Bag Mesh 23° 22 White 15V327 
Lingerie Wash Bag Mesh 13° 12" White 15V328 
Hosiery Wash Bag Mesh 16%" 6" White 15V329 
Bra Wash Bag Mesh ‘Q 4V" White 15V330 
faa 2 Ogata Bene Mesh 10",20'  18',24" = White «15331 
Fabric-Softening Dryer Balls, Pkg. of 2 
Fabric Softener Ball — — — Blue 15V333 * 


* Price per pkg. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


FOOD SERVICE & HOSPITALITY 
Laundry & Closet Supplies 


. : Hospitality]]| Source, LLC 


INTERNATIONAL 





lroning Boards No. SDMNé 
Tabletop Ironing Board—Smialler size is easy to transport and stow. Board 
folds flat. 


lroning Boards—No. 5DMPO mounts directly on door to be pulled down when 
needed. No. 5DMP2 includes a tray to hold a hot iron when not in use 


lroning Board Covers—Scorch- and stain-resistant covers have elastic 
banding for a snug fit. All others are all-in-one covers and pads. 








Item 
Description L W Brand No. 
Tabletop Ironing Board 
Tabletop - Includes (1) Pad, (1) Cover ol 12 Honey-Can-Do SDMN8 
lroning Boards 
Over-the-Door - Includes : fF 
T-Leg - Includes Iron Rest, n ; Pe 
(1) Pad, (1) Cover 54 13 Honey-Can-Do 5DMP2 
Rust-Resistant T-Leg - Includes u n Peay 
(1) Pad, (1) Cover 54 13 Honey-Can-Do 5DMN9 
Quad Leg - Includes Retractable Iron Rest 54" 15" Honey-Can-Do 15V255 
Ironing Board Covers 
Standard for Moderate Use (1-5 times per month) 
Scorch-Resistant, 36" fiber backed - Blue 54" 15 Hospitality 1 Source 41H538 
Scorch-Resistant, 6° fiber backed - Tan 54" eh Hospitality 1 Source 41H539 
No. . A s No. 
hone 15V298 15V312 
INTERNATIONAL 


Wide selection of styles accommodates almost every decor and laundry need. 


Item 
Description Material Dimensions No. 
Pop-Open Hampers 
Black Nylon Mesh 28'H x 27'W x 18%"L  15V305 
Black Steel/Mesh 24"H x 19"Wx19"L  15V298 
Resin Hampers 
1-Compartment Resin 22'H xX 14"Wx14"L  15V312 
2-Compartment Mesh/Resin 26'H x 24"W x 24"L —-15V310 
Wicker Hampers 
Square with Cover Steel/Wicker ee ABvats 
Square with Removable Bag Steel/Canvas H x 25"W x 14°L 15V315 


Clothespins and 


as 








Clotheslines INTERNATIONAL 
Item Pkg. Wooden 
Description H W L No. Qty. 
Clothespins, 10-lb. Cap. 
Wooden Yo" 139" 31% 4" SDML7 24 
Wooden VY," 1340" 31%4" 5DML8 50 
Plastic Yo" 130" 31%4" 5SDMN1 50 
Plastic VY," 1349" 31%4" 5DMN2 100 
Clotheslines 
Retractable Clothesline — — 8ft. 15V282 1 
Retractable Clothesline — — 40ft. 15V283 1 : 
Clothesline Pole 44t069° — — 15v289 1 Plastic 


Lint Brush and 
Fabric Shaver 


Lint brush and fabric shaver are designed to 
keep clothing items and fabrics free of lint, 
dust, and pet hair. They are suitable for use 
on pants, coats, sweaters, dresses, suits, 
formal wear, and furniture. Fabric shaver 
requires (2)AA batteries (not included). 





as 


INTERNATIONAL 


No. 15V334 





Item 
Item Color No. 
Double Sided Lint Brush Green 15V334 
Battery Powered Fabric Shaver White  15V335 No. 15V335 





FOOD SERVICE & HOSPITALITY 
Closet Hardware & Brackets 





No. 5RZU9 


Foodservice & Hospitality 





No. 5RZT8 * GRAINGER 
Coat Racks APPROVED 


Organization and storage for use in restaurants, storage rooms, coatrooms, or 
hotel closets. 


























H D W Item 
in. in. in. Holds No. 
CSL Wood with %" Dia Hanging Bar for Standard Hangers 
10% 12% Up to 15 garments 5RZU8 
10% 12% 36 Up to 18 garments 5RZU9 
CSL Zinc with 1" Dia Hanging Bar for Standard Hangers 
4% 24 Up to 12 garments 5RZT8 
17 14% 30 Up to 15 garments 5RZT9 
17 14% 36 Up to 18 garments 5RZU0 
17 14% 48 Up to 24 garments 5RZU1 
GA Aluminum/Steel with 7" Base Dia. 
7 3% 36 Upto 12 Garments 45NG76 








Standard Closet Hardware 





L Max. Rod Load Item Pkg. 
Ke Color in. Dia. (in. Cap. (Ib. No. Qty. 
Heavy-Duty Closet Poles 
White 48" 1% — 5EAC7 1 

A White {2 1% — 5EAC8 1 

A White 96" 1% —— 5EAC9 1 

A Chrome 72" 1%6 — 5EAD5 1 

A Chrome 96" 1%6 — 5EAD6 1 
Closet Rods 

B Platinum 30 to 48" 1 — 5EADO 1 

B Platinum 48 to 72" 1 — 5EAD1 1 

B Platinum 72 to 120° 1 — 5EAD2 1 
Pole Sockets 

C White 2/6 1% — 5EAD3 2 

C Chrome %" 1%6 — 5EAD7 2 
End Caps 

D Chrome He 1%6 — 5EAD8 2 
Shelf and Rod Brackets 

E Chrome 11%! 1%6 500 5EAD9 1 

E White 14 16 500 6UDG8 1 

E White 11’ 1%6 250 6UDG7 1 

E White 124%" 1% 250 6UDG6 1 

E White 12%6 1% 200 6UDK4 i 
Shelf and Rod Bracket Hardware, Screws and Caps 

F White a — 5EAD4 8 
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No. 6UDJ3 













No. 6UDJ1 No. 6UDJ6 
* GRAINGER 
APPROVED 
Track Mount Closet J S 
e ™ 
Storage System ohn Oterling 
L W H Load Item 
Color in. in. in. Cap. (Ib. Brand No. 
Dual Slot Standard Track 
White 481" a Sf" = GA 6UDJ1 
Standard Shelf Brackets 
White 11%" Vp" 27/6" 170 GA 6UDJ3 
White 147; Vy," 2/6" 115 GA 6UDJ4 
White 19/; Vy" 3/6" 180 GA 6UDJ5 
Hang Track 
White 40" 14," 3" 1000 GA 6UDJ6 
White 80" 17" I" 2000 GA 6UDJ7 
Fasteners 
White 215" a6" — — John Sterling 6UDK3 
ean, No. D7951 
INTERNATIONAL 
Wood Suit and Shirt Hangers 
Solid hardwood hangers have feature a > CHOOSE: Item Pkg. 
swiveling hook. Contoured to prevent hanger Finish __No. _‘ Qty. _ 


Non-Slip Suit Hangers 

Maple, Cherry D7951 24 
Shirt Hangers 

Cherry 15V340 5 


marks and wrinkling of garments. Suit 
hangers have a trouser bar to hold coordinat- 
ing suit pants. 


No. 15V357 





= 


INTERNATIONAL 


Plastic Hangers 


Economical, convenient hangers can be used on any standard-size 
hanging bar or garment rack. 





No. 15V358 














Item Pkg. 
Description Finish No. Qty. 
Tubular White 15V357 15 
Heavyweight White 15V362 3 
Recycled Plastic Black 15V358 15 
Recycled Plastic White 15V361 15 
* GRAINGER 
APPROVED ay 
Closed-Hook Hangers 


Feature 18-ga. tubular steel bright 
chrome finish. Hangers are not removable 
from rack and prevent theft. 


Item Pkg. 
Finish No. Qty. 
Chrome 5DYCO 12 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


FOOD SERVICE & HOSPITALITY 
Fitness Equipment 


Get More Online 


Grainger has a large selection of fitness equipment including 
upper- and lower-body weight machines and versatile multi gym 
units. Visit Grainger.com® and search "Exercise Equipment." 





No. 38X953 





No. 6PXR2 





No. 6PXT2 


Weightlifting Equipment PROMaxima 


Add to the weight training section of your fitness center or gym with these 
weight plates and dumbbell sets. Weight plates are sold individually. 7-ft., 


No. 38X958 















Cardio Equipment PROMaxXima | 3-tier dumbbell rack holds up to 19 pairs of dumbbells. 2" x 2" heavy-wall 
steel construction with durable powder-coat finish. Small footprint requires 
Mfr. Item ini 
Description Model No. minimal space. 
Treadmills Mfr. Item 
26 Programs, 15" HD LCD TV, IPod Capabilities CV-S25TXIA «338X953 Description Model No. 
26 Programs, LCD Display, IPod Capabilities CV-S25T 38X952 Weight Plates 
ve Png RE Touch Heart Rate System gis. een erent 
rograms, u y : 
and Polar Telemetry Receiver, IPod compatible, CV-S25E 38X954 Tare a és aie 
USB (Charge Only), Standard Bio Stride 35 Ibs. F7R-05 6PXR1 
15" HD LCD TV, 17 Programs, Intelligent Touch Heart 35 ibs F7R-35 6PXRO 
Rate System and Polar Telemetry Receiver, IPod CV-S25EXIA 38X955 15 | : 
Compatible, USB (Charge Only), Standard Bio Stride o Ibs. EZR-45 GPXP9 
naroeate npg lke TOE Is (2) 10 Ib.. (2) 15 1b. (2) 20 Ib. (2) 25 Ib. HEXR-SET6  6PXR5 
Wellgo R12 Pedal, PVC Dipped Grip Handlebar, Leather Brake 22 - 
Pad, Standard Transport Wheels, Standard Emergency Stop cm aba) (2) 5 Ib., (2) 10 Ib., (2) 15 Ib., (2) 20 Ib., (2) 25 tb., (2) 30 1b. __—HEXR-SET7 _6PXRG 
— DeteteptRTAeRTepe © HIRST ara 
16 Programs, Intelligent Touch Heart Rate System and Polar i 
Telemetry Receiver, IPod compatible, USB (Charge Only) GV-S25R S806 2) 5 Ib., (2) 10 Ib., (2) 15 Ib., (2) 20 Ib., (2) 25 Ib., (2) 
15" HD LCD TV, 16 Programs, Intelligent Touch 30 Ib., (2) 35 Ib., (2) 40 Ib., (2) 45 Ib., (2) 0 Ib., (2) HEXR-SE 
: Ste chase , 55 Ib.. (2) 60 Ib.. (2) 65 Ib. (2) 70 Ib., (2) 75 Ib., (2 Bey GYARS 
Heart Rate System and Polar Telemetry Receiver, CV-S25RXIA 338X957 : | : 7 » (2) 
IPod Compatible, USB (Charge Only) 80 Ib., (2) 85 Ib., (2) 90 Ib., (2) 95 Ib., (2) 100 Ib. 
Upright Bikes Dumbbell Racks 
16 Programs, Intelligent Touch Heart Rate System and Pola Tier Dumbbell Rack 59°L x 39%2 W x 427111 FW-233 30PK93 
Telemetry Receiver, IPod compatible, USB (Charge Only) CV-S25U 388X958 Tier Hex Dumbbell Rack 59'L x 28%2'W x 30°H FW-234L  30PK94 
15" HD LCD TV, 16 Programs, Intelligent Touch Benches 
Heart Rate System and Polar Telemetry Receiver, CV-S25UXIA  38X959 Multi Purpose Workout Bench 48°L x 26"W x 42"H FW-150U 6PXT2 
IPod compatible, USB (Charge Only) Sit Up Bench 48"L x 18"W x 21H FW-32 6PXT3 
—, 
“ii! i-- 
No. GPXT7 WORKOUT 
NVOLVED Ae] WOAKOUT 
measureTEK PROMAXIMa “ 
Weightlifting Accessor = 
Mfr. Item 
Description Brand Model No. 
Medicine Rack Ball 
Set - Set Includes 6, ProMaxima MBSET 6PXT6 
8, 10, 12 |b Balls 
Physician Scale ProMaxima AC-SCALE 6PXU1 
oo ProMaxima  CV-CHART —_-GPXT7 
Agility Balls Set - Set 
He 55 ue ProMaxima Agility 6PXT8 = 
cm, and 75 cm Balls =, 
Equipment Mat - 4 <s eo oe 
ft. W x6 ft. Lx ProMaxima MATS-1/2 38X960 a 
Y" Thickness Ise 
Foldable Aerobic & 
Mat - 2'W x 6'L ProMaxima MATS-AEROBIC 6PXT5 
x 2" Thickness 
Physician's Scale Measure Tek 12R995 12R995 
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Gymnasium Equipment Details on page A1. 
(ey, 
Basketball Backstops and Backboards SPALDING 
Backboard Rim 
Backboard Dims. Material Style Item 
Description H W Thickness Material No. 
Residential Portable Systems 
Backstop 32 04" i Acrylic Arena Slam 12R320 
Backstop Rice 60" Ya Tempered Glass — Pro Image 12R319 
Basketball Backboards 
No. 12R288 Fiberglass Basketball Backboard 42" 72" 19" Fiberglass = 12R309 
Backhoards 
Steel Backboard 42" 72: 17%" Steel — 30D959 
Basketball Backboards 
Superglass” Collegiate Basketball Backboard 42" ee 2/%' | Tempered Glass — 12R288 
Basketball Slammer Rims 
Slammer Competitor Positive Lock Breakaway Basketball Slammer Rim - Meets NCAA & NFHS Specifications 12R285 
r Basketball Gorilla Rims 
ik Roughneck Gorilla Fixed Basketball Gorilla Rim - Meets NFHS Specifications 12R286 
} Gymnasium Components 
115VAC Electric Winch (wire rope not included) - 1000 Pulling Capacity Single Line (Lbs.) 12R305 
LynRus Aut-O-Loc Safety Belt for Backstops 12R304 
Floor Cover Plate Assembly, 7" Diameter 12R322 
Ball Storage 
ee pene pen ener Basketball Rack - Holds 15 Basketballs 300961 
roa @O 
= > 
(amp, Athletic Balls and Storage Champion SPALDING 
9 " - , Item 
“= escription ateria Brand No. 
i Basketballs 
Indoor, Outdoor Basketball, Size 6 Composite Cover 45NL94 
Shiny Rubber Cover Champion Sports 45NL93 
No. F ra oe No. Indoor, Outdoor Basketball, Size 7 Composite Cover A5NL92 
45NL cous ttre “ 45NM1i Footballs 
ree tes 70} } ys 7 : Water Resistant Pro Rubber 45NM09 


Outdoor Football, Size 11.5 


Official League Soccer Balls 


Composite Cover Champion Sports 45NM08 





rT - Indoor, Outdoor Soccer Ball, Size 5 Composite Cover Champion Sports 45NM15 
. Volleyballs 
RY (dey, ; 
SS gre tenets ae =FSNL9G Indoor, Outdoor Volleyball, Size 8.25 comets Cee Champion Sports TE 
ae Playground Ball Set 
Indoor, Outdoor Playground Ball Set, Size 8.5 —_ Champion Sports 45NM22 
Baseballs 
sae Baseball, Size 9 Syntex Leather Cover Champion Sports 45NL96 
oftballs 
_o eae Outdoor Softball, Size 12 Syntex Leather Cover Champion Sports 45NL97 
(Gym_ Tennis Balls 
accessories — |ndoor, Outdoor Tennis ball, Size 3 — Champion Sports 45NM30 
not included) Ball Storage 
Mesh Equipment Bag, Size 24" x 36" Nylon Mesh 45NMO07 
Basketball Cart - Holds Up to 12 Basketballs Champion Sports 45NL89 
Ball Cart - Holds Up to 30 Volleyballs 45NM21 
Volleyball Ball Caddy - Holds Up To 8 Volleyballs Spalding 12R325 
Physical Ed Sports Equipment Cart - Holds Up to 32 Basketballs, 40 ; 
Saecer Balls oF Plavaround Balls, 150 Jump Ropes and 48 Hoops = Champion Sports 45NL88 
Basketball Rack - Holds 15 Basketballs Spalding 30D961 
Game Ball Locker - Holds Up to 12 Basketballs 45NL86 


Game Ball Locker - Holds Up to 30 Basketballs, 
Soccer Balls or Playground Balls 











© 
= = = x 
Athletic Equipment and Accessories Champs SPALDING 
Item Pkg. 
Description Brand No. Qty. 
Baseball 
Fielder's Glove, Leather Champion Sports 45NL98 1 
Base Set, Rubber, Includes Home Plate and 3 Bases Champion Sports 45NMO02 4 
Base Set, Foam Filled, Nylon Covered Base Set Champion Sports 45NMO01 3 
Base Set, Foam Filled, Quilted Covered Base Set Champion Sports 45NL99 3 
Home Plate, Waffle Bottom Rubber Champion Sports 45NM06 1 
Home Plate, Rubber Champion Sports 45NM05 1 
Youth Pitchers Plate, Rubber - 18° x 4" x 1° Champion Sports 45NM03 1 
Official Size Pitcher's Plate, Rubber - 24" x 6" x 1" Champion Sports 45NM04 1 
Basketball 
Basketball Goal Net, Nylon Champion Sports 45NL90 1 
eee Basketball Goal Net, Zinc Plated Steel Chain Champion Sports 45NL91 1 
Basketball Goal Net, Braided Nylon Spalding 12R287 1 
Volleyball 
Volleyball Net, 2.2mm Polyethylene Netting Champion Sports 45NM19 1 
Volleyball Net, 3mm Braided Polyethylene Netting Champion Sports 45NM20 1 
Volleyball Net with Steel Dowels, Rope Ratchets, and Net Tension Straps Spalding T2RS23 | 
Spalding 12R324 1 
Aluminum Volleyball System with 2 Uprights, Net, Antenna, and Padding Spalding 12R321 1 
Pumps 
12° Hand Pump Champion Sports 45NM14 1 
11° Double Action Air Pump Champion Sports 45NM13 1 
Electric Inflating Pump - %4 HP Champion Sports 45NM12 1 
Accessories 
Inflating Needles, Pkg. of 2 Spalding 12R343 2 
Scrimmage Vest - Orange, Pkg. of 12 Champion Sports 45NM10 12 
No. 12R321 Scrimmage Vest - Red, Pkg. of 12 Champion Sports 45NM11 12 
. Plastic Whistle with Lanyard Spalding 12R344 1 
Metal Whistle with Lanyard Spalding 12R345 | 
Multi-Sport Tabletop Indoor Electronic Scoreboard - 24'L x 16°H x 10"D Champion Sports 45NL95 1 
Wall Padding, 18 oz. Vinyl Cover Material Spalding 12R307 1 
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nat} 










No. 
53DN21 





a é U No. 38H464 No. 38H465 : : h 
Folding Table Tennis Tables <0G3> i 
Lighweight, portable indoor tables have an exceptionally sturdy and stable A. a7 LE a ey enna 


undercarriage. Feature a 25mm-thick black finish strong enough to endure 
every smash, loop, and flip a player makes. Easy to fold up, move and store. 


Ideal for any age and level of play. No. aXe 
It 53DN22 fF 
Description Folded Dimensions No. ‘Fe 








Table Tennis Table with Black Net 60" L x 18%" W x 62" H 38H464 

Tennis Table with (3) Ball, (2) Paddle, Premium Net —_1072%2"_L x60" Wx63"H  49JP36 

Indoor/Outdoor Paddle and Ball Set = 33TZ46 

Table Tennis Accessory Kit = 38H465 H h 

Table Tennis Conversion Top = 6FZW2 athaway 


GAMES & SPORTS 


Dartboards and Darts No. 53DN24 


Electronic board features digital scoring with a push button control panel LED. 


Sisal board is constructed of self-healing fibers. Each include 2 sets of darts. 
oP Additional darts sold separately. 








Board Open Open Open Mfr. Item 
Board Style Includes Material Height Width Depth Model No. 
Darthoards 

No. 6FZW3 Electronic (6) Soft Tip Darts Plastic 22%" 20%" 1%"  BG1042D  53DN21 
No. 34CT10 Sisal (6) Steel Tip Darts _ Sisal 18" 18" 1% BG1043D —_53DN22 

Mfr. Item 

Air Hockey Tables sine Hathaway re With Includes Features Model No. 
y oe Electronic Dartboards (6) Flights, (6) Sure Grip, Soft Tip BG1054 53DN23 
Brunswick—Features electronic scoring, exceptional speed of play, and slick, Sisal Dartboards Halts, (8) Tips, Steel Tip BG1055 53DN24 


Carrying Case 
scuffproof surface. Aluminum/wood construction. Aluminum rails with powder- m 


coated metal corners. Includes 2 mallets and 4 pucks. 

Hathaway—Rich cherry wood-tone PVC laminated cabinet, scratch resistant 
high-gloss poly sealed playing surface with streamlined radius corners. Features 
sturdy pedestal style legs with independent 3" stabilizing Leg Levelers 





Item 
Description L W H Brand No. 
Air Hockey Tables 
Full Size Table 83 in 41 in 30 % in Brunswick 6FZW3 
Full Size Table 72 in 36 in 31 in Hathaway 34CR16 
Full Size Table 60 in 29 % in 31 in Hathaway 34CR27 
Accessories 
Striker/Puck Set Includes (2) 3%4" Strikers and (2) 2%" Pucks Hathaway 3407110 
Striker/Puck Set Includes (2) 3" Strikers and (2) 21%" Pucks Hathaway 34CT12 a 
— No. 34CRO04 
Hathaway ™ 
GAMES & SPORTS _— 





Premium Billiard Tables and Cloths 


Provide great entertainment value for your guests, customers, or staff, these 
pool tables are ideal for use in hotel/motel game rooms or in other hospitality 
venues. 


Billiard Table Cloths—Worsted wool imbedded with DuPont™ Teflon® fabric 








No. 6FZW4 protector does not pill or shed to maintain a clean, sleek playing surface. Fabric 
is 24 oz. per sq. yd. and 144 strands per inch. 
Foosball Tables Ne aeons Hathaway | ts a ie 
GAMES & SPORTS Size Table Finish Pockets Color Cloth Type W H No. 
Brunswick—Constructed of a sturdy, wood cabinet with a matte black finish. ead anes Netting Drop Blue Polyester/Wool 21" 7" 34 R58 
Features 3-man goalie, dual-side ball return, and externally-attached cup 7 ft. Black Internal BallReturn Blue Wool/Nylon 48" 32" 34CRO04 
holders. Adjustable leg levelers for easy installation and leveling on uneven 7 tt ee Plastic Drop Black  Wool/Nylon 46" 31". S3DN27 
floors. i . > CHOOSE: ltem 
Hathaway—Table features 2" thick reinforced L-shaped legs and chrome- _ Color For Use On No. 
plated ¥" steel rods with easy-grip rubber handles, 3 goalie configuration with Billiard Table Cloths ainsi Hed Thacalsis Brown $i BaST Tabi i085 
durable ABS molded players, 13 players per team, manual scoring system, and Ebony, Gun Metal Gray, McIntosh, Merlot, Midnight " aah m 
end ball return. Blue, Olive, Regatta Blue, Sahara, Timberline 9 ft. Pool Tables 9489 
Item 
Description Brand No. 

Foosball Tables . = 

Foosball Table Brunswick  6FZW4 Find More Online 

Playoff Full-Size Table Hathaway 34CR32 : : ® 

Sidekick Tabletop Game Hathaway 34CR64 For color swatches of available cloth options go to Grainger.com 
Accessories and search for “Pool Table Cloths". 

Foosballs, Includes (3) Soccer-Style Replacement Foosballs Hathaway 34CT11 
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FOOD SERVICE & HOSPITALITY scan. Order.Done. =f; 
Pool Chemicals & Pond Conditioners Details on page Al. 


Pool Care Troubleshooting Guide 


Skin and Eye Irritation—Caused Cloudy Water—Check the 

by improper pH levels of the water in filter system and pump to make 
your pool or spa, especially a pH level sure they are operating effec- 
of below 7. Test the water pH level; tively. Check the filter for holes 
adjust as needed to maintain the that are letting fine particulars 
proper pH range of 7.2 to 7.6. Shock pass through. Make sure you 

to destroy any contaminants. are running the filter long 


enough to clean your pool. Test 
water for total alkalinity and pH 
and adjust as needed. Check 
the chlorine level and check 
for the presence of dead algae. 
Shock the water. Use a clarifier 
for small particles that the filter 
does not catch. 


Algae Problems—lest and adjust 
your pool or spa water pH level to 
7.4. If you are seeing the beginning 
of algae growth, shock the water. 
Wait 24 hr. after shock and then use 
an algaecide. 





Pool & Spa 
Bacteria Teat 


PurTest’. Pool&Spa KEM K 


Pool Chemicals 


Water Analysis Kits—Detect a wide range of bacteria, including E. coli, pseudomonas, 
Klebsiella, and salmonella. 


Step 1 Balance—Balancing your pool water ensures that it has an optimal pH level, 
including total alkalinity and mineral content levels. 





Step 2 Chlorinate—Chlorinating your pool water properly sanitizes it, killing harmful 





Step 1 
bacteria and aiding in the control of algae. No. 494P17, 6 and 1 formula tablets control = Biases 
algae and prevents corrosion and scale while killing bacteria. Removes organic contami- No. 34TG6O 
nants for clear water, making water silky and smooth. Can be used as a skimmer, feeder date ck 
or floater application. No. 1LNW9 


Step 3 Pool Shock—Skocking formulas have algae killing crystals which controls and 
kills off green, black, and mustard algae along with bacteria. Reduces chlorine odor and 
removes swimmer containments such as body oils, sweat, and urine. Shocking the water 
cleans cloudy water without impacting pH, helping the water stay clear. No. 494P19 is a6 
and 1 formula. No. 494P18 is a 4 and 1 formula and comes in a bag. 


Algaecide—Quickly and effectively kills green, mustard, and black pool algae. For use 
with all pool types. 


Remedy—Algaecides stay active in your pool water, with minimal loss of effectiveness 
due to water temperature, sunlight or swimming use. 


Clarifiers are used from time to time when your pool water needs products to clarify and 
help filtration of fine particles. For instance, if dead algae is present too much calcium or 
metals can build up in your water. 





















































































































































































































































































































































































































































































































































































































































Description pH Range Size Brand No. Qty. Step 2 Pool Shock Eliminator 
Water Analysis Kit : 
FOr Baciera za 7" x 20" Purtest 1LNW9 1 Chlorinate eee No. 494P20 
For Bacteria = 7x 2"x3" Purtest | 4LNX1 10 | No. 36JT22 
Step1 Balance = ~~. Pare: : oe as 
Liquid pH Adjuster, Muriatic Acid Less Than 0 1 gal. Kem Tek 34TG60 = 42 
Step 2 Chlorinate 
Granular Chlorine _3to4 40 Ib. Clorox Pool & Spa __ 494P 17 1 
_ Liquid Chlorine 10 to 12 1 gal. Kem Tek 20KR64 72 . 
Tablet Chlorine, 3° 2to5 39 Ib. Clorox Pool & Spa 36JT21 1 ke 
Tablet Chlorine, 3° 3 to5 35 Ib. Clorox Pool & Spa = 36T22 1 
Step 3 Pool Shock ; CLOROX 
_Granular Pool Shock 4 tos 1 Ib. Clorox Pool & Spa_494P19_ 20 
Granular Pool Shock 5106 T Ib. Clorox Pool& Spa 494P18 36 1010)5 
Algaecide ~ 
Liquid Algaecide 3 to 4 32 02. Clorox Pool & Spa _—_ 494P20 1 Chiorine Stabilizer 
_ Liquid Algaecide BO 40 02. Clorox Pool & Spa = 494P21 — Re 
Chlorine Stabilizer, pH Adjuster, Alkalinity & Calcium Increasers — :* 
Granular Chlorine Stabilizer 4.8 to 5.2 4 lb. Clorox Pool& Spa S55PK13_— 1 # 
Granular pH Adjuster _Less Than 1 5 Ib. Clorox Pool & Spa 59PK14 1 
Granular pH Adjuster 11.4 4lb. ‘Clorox Pool & Spa = 55PK15 1 
Granular Alkalinity Increaser — «B20 5 Ib. Clorox Pool & Spa = 55 PK16 1 
Granular Calcium Hardness Increaser _ — 5 Ib. | Clorox Pool & Spa = 55PK17 1 
Remedy a Granular Reagents, 
Granular Filter Aid eo 24 |b. Clorox Pool & Spa — 36JT28 1 Chlorine Test Strips 
Liquid Clarifier — 6 to9 32 0Z. Clorox Pool & Spa 36JT29 1 Stabilizer Water Testing 
Reagents, Test Strips Water Testing = 50 Strips Clorox Pool & Spa: 36JT33 1 No. 55PK13 No. 36JT33 
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Find the Wy. Find Solutions. Find Great Prices. Pool Lifts & Pool/Spa Accessories 
Pool Lifts and Accessories Ereama 
= ADA compliant Splash!""—Removable lifting system 
Lifts provide access to aquatic environments easily detaches from the stainless 
for both mobility-challenged individuals and steel deck anchor. No. 112854 is a CA 
seniors. Lifts feature true operational redun- package which includes arm rests, 
dancy and can be operated from the control cover, and spineboard attachment. 
box and the handset. Hi/Lo models can be PAL® (Portable Aquatic Lift) and 


used for facilities that have both in-ground and = pay g@__1 jfts are portable and 
above-ground spas and pools. Spa models are freestanding while meeting ADA No. 
designed for above-ground pools and spas up requirements and can be fixed to the 11Z855 
to 48" above the pool deck. Include battery, deck with optional Pool Lift Wheel-Away 

charger, battery console, and waterproof control. Kit No. 16V951, sold separately. Can be 


Note: Deck profile sheet required with order; returns not conveniently stored when not in use. 
accepted. 

















Weight Item 
Description Rotation Cap. L W H No. 
SPLASH!™ Series Anchored Pool Lifts 
Aquatic Lift with Armrests 399° = 300 lb. = 48° 40" a 40L107 No : No 
Aquatic Lift with Armrests 399° 300lb. = 87" 20" fa 112862 . tay F 
Aquatic Lift with Armrests 359°  400lb. 76" 20" 67" 112855 49XM05 ) 49XL81 
PAL® Lifts 
Pool Lift with Armrests 240° 300lb. 96° 28° 66" 112848 J 
PAL® Series Portable Pool Lifts 
Pool Lift CA Package with Armrests 240° 300 Ib. 96" 23" 66" 112854 3048S 316L SS 
Hi/Lo Lift with Armrests 240° 300lb. 86" 28° 91" 112850 Handrail Item Item 
Spa Lift, with Armrests 240° 300 Ib. 83" 28° 91" 112852 Description Height No. No. 
PAL2® Series Portable Pool Lifts Stair & Hand Rails 
Pool Lift with Armrests 240° 300 Ib. 50" 40" of 40L115 Deck-Mounted Stair Rails 
MultiLift™ Anchored Pool Lift 48" Center Grab Rail, 0.049" Rail Thickness 32in | 49XL46 — 
Pool Lift with Armrests — 850 Ib. 94 14 42 16V943 48" Center Grab Rail, 0.065" Rail Thickness 32 in 49XL54 | 49XL55 
Item 51" Center Grab Rail, 0.049" Rail Thickness 32 In 49XL45 — 
Description No. 51" Center Grab Rail, 0.065" Rail Thickness 32 In 49XL51 49XL52 
Accessories 94" Center Grab Rail, 0.049" Rail Thickness 32 In 49XL49 49XL50 
LifttOperator Battery 40L122 94" Center Grab Rail, 0.065" Rail Thickness 32 In 49XL58 49XL59 
LifttOperator Battery Charger,New Style 112888 54" Angled Center Grab Rail, 0.049" Rail Thickness 32 In 49XL47 49XL48 
Linak Pool Lift Battery 112874 94" Angled Center Grab Rail, 0.065" Rail Thickness 32 In 49XL56 49XL5/7 
Locking Square Deck Anchor w/Cap, SS 40L120 60" Center Grab Rail, 0.065" Rail Thickness 32 In 49XL53 _ 
Armrest Assembly, For Use with PAL2 & aXs Lifts 40L119 Hand Rails 
Pool Lift Wheel-Away Kit 16V951 Figure 4, 30" Center Grab Rail, 0.049" Rail Thickness, Pair 32 In 49XL38 _ 
Covers Artisan Hand Rail 34 In 49XL65 _ 
Cover, for PAL, PAL2 and Splash Pool Lifts 467091 Meridian Hand Rail 36 in 49XL77 — 
Cover, for aXs2 Pool Lift 467092 Stair Rails 
Cover, for Multilift, ML300 Pool Lifts 467093 3-Bend Stair Rail, 48° Extended Length Front Leg 32 In 49XL60 _— 
Seat Cover, for Seat Saver Lift 467095 Artisan Stair Rail 34 in 49XL69 — 
Seat and Mast Cover, for Splash Pool Lift 467096 Meridian Stair Rail 36 in 49XL79 — 
Operator Console Cover, for Lift Operator Consoles 467097 Ladders 
Mast Cover, for Splash Pool Lift 467098 3-otep Ladder, 24°W x 66'L —= 49XL86 —_ 
Basketball Game Artisan 3-Step Ladder, 24'W x 69°L — 49XL71 — 
RockSolid Basketball Game, Single Post with Anchor, 18" Setback 49XM05 Meridian 3-Step Ladder, 24"W x 68'L _ 49XL81 _ 
Housing Item Housing Item 
Description Material _No. Description Material _No. 
Leaf Rakes, Skimmers, Vacuums, Ladder Bumper for Pool Ladders 
Poles & Accessories 1%" Dia., 2°H Rubber 4/9N08 ' 
Leaf Rake for Telescopic Poles Pool Cleaning ! 


17°H, 1%'W, 17%6'L Plastic 479M85 Pool Brush for Telescopic Poles 
173%a'H, 1%2"W, 17%'L Aluminum 479M87 Blended Nylon, Multi 
18°H, 2'W, 19%'L Aluminum 479M86 Surface PBT Bristles, Aluminum 479M96 










19'%6'H, 1H'W, 22¥'L Aluminum 479M88 — _294'H, 654'W, 20°L Leaf Rake . 
uaa overt: eet: Vacuums, an Ante sg, Aluminum 479M95 No. 479M85 Pool Vacuum 
x Sweep _ Telescopic Poles Polypropylene sw, Aluminum 479mg2 sass “Ne ; 
rus ee rISUES, ¢ 78H, OW, elescopic 
Comamer ett Plastic 479N03 Sse atrik rt iii Aluminum 479M94 Pole 
"Dia., 18" 6%'W, 
Leaf Rakes, Skimmers, Vacuums Stainless Steel Bristles, ; No. 479M89 
Poles & Accessories — 272'H, 6Y8'W, 18°L ones 
Leaf Skimmer for Telescopic Poles Pumice Stone for Telescopic Poles 
18H, 1%4'W, 13°L Plastic 479M83 ea ia —— Plastic 479N04 Floating 
21H, 14'W, 15%" Aluminum 479M84 ain Remover for Telescopic Poles Thermometer 
ool Vacuum Tor lelescopic 
Poles E? Clip Handle . ra Use With Bromine, Giiorine ange Cleaner 
Ame D : astic 47 
BAW tt Plastic 479M76 =~ Automatic, 6 | Pool and Spa No. 34CRO3 
v7 Aste OTA Dia. x 21°H Plastic 479M99 7 
viuizyt, uke vow arise emer A@Cessories 
U ’ ’ i - 7 7 TI . 
LOW. 116 Plastic = 479M75 For Use With Chlorine Tablets Es 479MI97 Leaf Rakes—Use a mesh netting Vaccuum Hose—Connect to a 
Vacuum Hose, Swivel Cuff sg “Floating Thermometer ae to skim the bottom of the pool and vacuum head and filter to remove 
1" Dia., 36 fLL Plastic 479M79 Se Ve Plastic 479N02 remove large types of debris and debris from the bottom of the pool. 
Di la., (6 = 
Be SOL eee Ar aMey Rope Anchor, Rope Float, Rope leaves. Telescopic Poles—Connect to multi- 
Telescopic Pole, 2-pc. Hook, for Rope Float System _ Leaf Skimmer—Designed to ple tools such as a skimmer or brush 
Rope, %' Dia. 50ft.L ‘Plastic ~479N12 
Black’Gray//nodzed, aluminum 479M90 — —Rope‘Anchor Stainless g7gyqq + Smoothly glide over the surface of the and can extended or detract to reach 
Bl 1y/Anodized 1%" Dia., 2"H Steal icles. Bui 
; lue/Grayi node Aluminum 479M89 Rope Float, 1314"L Bae —aTONT pool and collect lose particles Built various lengths throughout a pool 
Black/Gray, 1%  cperaines ayaa, Hobe Haok | with either aluminum or plastic frames — Pool Brushes—Use the bristle appro- 
peso teat : Rope Hook, 1%" Dia. "NSS q7gyig ——ith a mesh net. priate for the type of pool. Brushes 
EZ Clip Handle, Safety Hook Pool Vacuums—Use with either sweep the bottom and sides of pools 
114" Dia. 4%4"L Aluminum 479N05 Safety Hook, 23%'"L Aluminum 479N09 
£F he daca Handle Babetic Pool Cleaner concrete/gunite pools or pools with to remove stains. 
ive Gia. 4y5'L ‘Aluminum 479N06 Wall & Poor Cleaner enh vinyl liner. Built with attached weights Robotic Pool Cleaner—Cleans 
) = = — 4 * " . " j 
nasper tor lelescople Potes & Moses _auyy— _Pools, 50-ft. Cord to slide on the pool floor and collect scrubs, vacuums, and filters in-ground 
* Aquatirst brand. debris that has settled. pools. Includes remote control. 
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Scan. Order. Done. 
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FOOD SERVICE & HOSPITALITY 
Bleachers, Bike Racks and Outdoor Tables 














a eee : 
_ Se asutas —NR 


= = Aluminum Bleachers National Recreation Systems 
- A PLAYCORE company 
. ——a——— Feature all aluminum construction. Tip & roll bleachers have swivel casters for movement, and caster brakes keep 
een os a the bleacher from rolling when stored as well as non-marring rubber footpads to protect wood floors. Always check 





——S a your local code for bleachers to ensure you are compliant. ADA options are available; go to Grainger.com® and search 
—— =o: "ADA Compliant Aluminum Bleachers". 
= 45JT45 
7% ft. L 15 ft. L 21 ft. L 24 ft. L 
—— | Item Item Item Item 
= No. Seats No. Seats No. Seats No. Seats 
_ |. 3 Rows 
3 et — 45JT44 15 453745 30 45JT46 42 455147 48 
ane ‘ o, 3 Rows - Tip & Roll 
2 SS tw 45JT48 15 45JT51 30 45JT52 42 45JT53 48 
gine”6h—l—ee 4 Rows 
a — — 453154 40 45JT55 56 45JT56 64 
th No. 4 Rows - Tip & Roll 
"is Pree 45/157 15 45/759 40 — — — — 
5 Rows 
— — 45JT60 50 455161 70 45JT62 80 
A 7 MADRAX * GRAINGER 
, Bike Lockers and Racks © APPROVED 
Bike Lockers—Offers Holds No. Item 
maximum security and weather fice chee Color of Bikes Mounting L W H Brand No. 
protection for bicycles. Store up Bike Locker, Gray 2 Surface 75° 39° 46° Madrax  45MJ97 
to two bikes inside. Padlock (not Bike Locker, Mesa Tan 2 Surface 75° 39" 46" Madrax 45MJ95 
No. 45MJ95 No. 8GDD9 < included) on the handle secures Sie Storm Metallic 2 Surface 75 39 46 Madrax 45MJ96 
bicycle inside. Lockers are ideal Bike Rack, Galvanized 4 In-Ground — 31° 34 GA 9PXM1 
for municipalities and campus Bike Rack, Galvanized 4 Surface — 31" _ 34" GA 8GDD9 
sattinds Bike Rack, Black 4 Surface — 31° 34° GA 9PXM2 
gs. Bike Rack, Black 4 Surface 495%" 32° 30 GA 45MK35 
' , Bike Rack, Black 5 Surface 37%" 7%e' 42%" GA 45MK39 
Bike Racks—Bike racks offer Bike Rack, Black 9 Surface 112" 32” 30° GA 45MK37 
a convenient and secure loca- Single Sided Bike Rack, Black 4 Surface 48" 311%" 3034" Madrax 82839 
tion for bikes. Check local codes _Single Sided Bike Rack, Silver 9 Surface 110" 31%" 30%" Madrax__ 8ANA7 
ve sie Double Sided Bike Rack, Black 8 Surface 48° 4114" 3034" Madrax 82838 
No. 45MK35 sas eens when determining space limita- po uible Sided Bike Rack Silver. 8 Surface 48" 41/4" 30%" Madrax  9U755 
oO tion for bike racks. Double Sided Bike Rack, Silver 18 Surface 110" 41%" 30%" Madrax _ 9CKY8 





Commercial-Grade Resin 
Chairs, Tables, and Umbrellas 


Durable, weather-resistant outdoor Market Umbrellas—Provide shade and protec- 
furniture is constructed for heavy-duty _ tion from the elements in outside food areas. 2-pc. 
use in commercial environments. wooden construction includes corrosion-resistant 
Molded melamine table tops are highly brass connectors, durable and color-fast canopy 











a peseoaee a weather-resistant, as well as burn-, acrylic fabric, 8 ribs and a wind vent. 

rmcnair rmcnalir rmcnalir 2 _ " 

No. 6DVH7 No. GDVJ7 No. 6DVK2 ee pee Umbrella Bases—Secure umbrellas to tables. 
jected AO0-Ih weidht GA act facts No. 6DVK1 is sand- or water-filled and features a 
fhe High ioe iso sie pee for nonmarring resin glide. No. B(DVH3 is cement-filled 
opie nee ee sinclude maniac and features molded anchor bolt holes to secure 
fennel wanant base to deck. UV-resistant and easy to clean with 

y soap and water. 
Weight Item 
Type D W H Color Cap. No. 
Armchairs 
Fanback 23" 232" 36" Sandstone 300 Ib. 6DVH7 
Fanback 931," 931," 36" White 300 Ib. 6DVG9 
: Highback 94 93" 34" Bronze Mist 300 Ib. 6DVJ7 
paetionitd ropnact mignback Ladder Back 54" 54" 34" Amazon Green 300 Ib. 6DVK2 
rmchair Armchair Armchair i i VAI 
Stack 22 20 35% Espresso 300 Ib. 23NR80 
No. 23NR80 No. 6DVH7 No. 6DVJ7 Stackable 94" 93" 34" Bronze 300 lb. 49XM58 
Bistro Sidechairs 
Highback 20" va 35" White 300 Ib. 6DVK4 
Round Table Chaise Lounges 
No. 6DVHO Li Adjustable 75" af’ 12 White 300 Ib. 6DVH1 
Side Tables 
Low ive 17" 15" Bronze Mist = 6DVKO 
” Low 17 if 15" White — 6DVH2 
Tables 
: Round = — 29" White — 6DVHO 
, wid Item Item 
{ : Size Color No. For Use With Color No. 
> fe Market Umbrellas Umbrella Bases 
— 7 tt. Forest Green 6DVL7 1%" Umbrellas on 46" Table White 6DVH3 
— Tit Sand 6DVL8 1%" Umbrellas on 32" Black 6DVK1 
7 ft. Terra Cotta 49XM79 and 38" Tables 
Chaise Lounge Market Umbrella Qft. _ForestGreen _—_ 6DVL9 
No. 6DVH1 No. 6DVL7 9 ft. Terra Cotta 49XM78 
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Picnic Tables and Umbrellas 


FOOD SERVICE & HOSPITALITY 
Outdoor Tables & Benches 
























= Ship unassembled > CHOOSE: Item 
Description Color No. 
All have easy-to-clean Expanded Metal ADA Picnic Table 
thermoplastic coating Octagon - 80'W x 62'%'D x 295'H Blue 4HUV7 No. E5616 
that withstands most Oval - 81"W x 63%'D x 29%4'H Green 4HUP9 ; 
Square - 80"W x 75"D x 29%'H Blue, Green E0149 No. E5614 
harsh environments, Expanded Metal Picnic Table 
and eases graffiti Octagon - 80'W x 80'D x 29%'H Blue, Green E5616 ‘ 
j Round -46'Dia. x 29%'H Blue, Green E0146 
falls oe ae Square - 80"W x 80"D x 295'H Blue, Green E0148 een 
unaerstructure Is Dlac Rectangle - 72"W x 62"D x 2954H Blue, Green, Black, Brown E0150 
powder-coated, with sled- | Perforated Metal Picnic Table | 
Round -81"Dia. x 29%'H Blue, Green E5615 | 
based legs. Expanded Square - 80'W x 80'D x 29%'H Blue, Green E5614 
metal is 9-ga.; perforated =~ Rectangle - 72°W x 62°D x 2956'H Blue, Green E5618 
metal is 11-ga. Square, Rectangle - 96'W x 62'D x 2954'H Blue, Green E5619 "YY y oer eee 
Plastic Picnic Table No. 
round, and betagona Rectangle - 72¥8'W x 57'D x 29"H Gray 12F621 E5620 KY WY AY $ wane . 
tables have a1" center Rectangle - 7214'W x 57"D x 2996'H White {MDU4 yy yyy AK 
hold to accommodate Umbrellas _ , * & x x) XX “ 
Umbrella Bases 
separately). For Use With 11" Umbrellas Blue, Green £5621 a oa Perforated Metal 
SILVER | BROWN | GREEN GRAY CEDAR 
Item Item Item Item Item 
Description No. No. No. No. No. 
Aluminum Picnic Table : 
Rectangle - 72"W x 68D x 30'H 13R061 — = — — Wideeleies. No. 
Rectangle - 96"W x 68"D x 30"H 13R062 — — — — APLAYCORE corner A5NR19 
Steel Picnic Table a i 
Square - 76'W x 76'D x 30'H = 8MY75 | 8MY76 | 9CL76 | SRVN2 Picnic lables 
Steel ADA Picnic Table 
Square - 76'W x 63'D x 30°'H — 8ZA71 9PRY6 8ZA72 8P611 Rectangular tables 
Recycled Plastic Picnic Table : 
Hexagon - 72°W x 72"D x 29H = —~\-45NR20 | — | 45nRig _—‘Feature heavy-duty 
Rectangle - 72°W x 56'D x 20H = = 45NR12_| 45NR11_| 45NR10 —_ bolt-through design for 
Rectangle - 72"W x 68D x 30'H — 13R067 | 13R069 | 13R063 | 13R065 added strength. Square 
Rectangle - 96'W x 58'D x 29°H — — 45NR15 | 45NR14 | 45NR13 
Rectangle - 96'W x 68'D x 30'H = 13R068 | 13R070 | 13R064| 13R066  ©—‘(‘@Ies are available as 2-Seat 
Recycled Plastic ADA Picnic Table ADA-accessible, with a No. 13RO069 
Rectangle - 90"W x 58"D x 29"H — = = = 45NR16 3-seat option. 
WOODTONE | GRAY GREEN | BROWN 
Board Load Item Item Item Item 
Mounting Dimensions Length Rating (Ib.) No. No. No. No. 
Recycled Plastic With Recycled Plastic Frame Without Backrest No. 
Portable ee fe. 45NR04 | 45NR05 | 45NR06 — 
Portable 2" 4" 96" 4000 45NR07 | 45NR08 | 45NRO09 = 45NP91 
Recycled Plastic With Recycled Plastic Frame With Backrest 
Portable oa (hs 3000 45NP91 45NP92 | 45NP93 — No 
Portable axa" 96" 4000 45NP94 | 45NP95 | 45NP96 — . 
Portable z x6" i 3000 45NP98_ | 45NP97 | 45NP99 = 4S5NR04 = 
OO He led Plastic With Powd c at d Steel F ae Without B a = ie ee = N | | 
100% Recycle astic Wi owder oa e eel Frame Without backre 7 O. - 
ST x4" 72 900 13R020 | 13R018 | 13R024 | 13R022 ultra eG). 43P997 
Surfa ce ied Plastic With Powe a ace 1Sieatk 96 Wake ala 13R021 13R019 | 13R025 | 13R023 ee 
100% Recycled Plastic With Powder Coated Steel Frame With Backre 
Portable, Ine Ground, Surface 2A’ 72 900 13P999 | 13P997 | 13R004 | 13R002 Recycled Plastic Benches 
Portable, In-Ground, Surface eG 96 1200 13R001 13P998 | 13R005 | 13R003 
Surface 2'x4" 72 900 13R010 13R008 | 13R014 | 13R012 # Ship unassembled 
Surface aes 96 1200 13R011 13R009 | 13R015 | 13R013 , 
Portable ay 4" 79 900 13R006 — = = Attractive, weather-resistant planks are made from 
Portable Ox a" 96 1200 13R007 — — — 


100% recycled plastic. 





= ln 

















No. 45MKO6 


Decorative Steel Benches 


No. No. 45MK03 


E5610 






No. 45MK13 





4 . . THOMAS 
Steel Outdoor Benches ae Provide visitors a convenient place to rest and offer sturdy seating that is / TEELE 
resistant to harsh weather conditions. They are suitable for a number of 
= Ship unassembled outdoor environments including parks, gardens, and sidewalks. 
11-ga. steel benches have a thermoplastic coating that withstands ae (i “Gace SHE 
most harsh environments and eases graffiti removal. Cast-iron legs. Load Item Item Item 
Top Length (in.) Top Width (in.) Top Height(in.) Rating (Ib.) No. No. No. 
Top Top > CHOOSE: Item Surface Mount Flat Hardwood Top 
Description Length (in.) W (in.) Color No. 3 18%" 13" 1200 45MK03 | 45MK04 _ 
Expanded Metal with Powder Coated Steel Frame 70" 1854" 18" 1200 45MKO7 | 45MKO08 —_— 
With Backrest 72 Blue, Green E0153 Surface Mount Hardwood Top 
With Backrest 74 21V2 Blue, Green E5608 : 24" oo: 1200 45MK05 | 45IMKO06 — 
With Backrest 96 24 Blue, Green E0154 Traditional Flat Hard Powder Coated 
Without Backrest 72 15% Blue, Green E5612 49" 20" 25 V2" 1200 45MK12  45MK13 | 45MK14 
Without Backrest 96 12 Blue, Green E5613 71' 20" 25 V2" 1200 45MK18  45MK19 | 45MK20 
Perforated Metal with Powder Coated Steel Frame Traditional Hard Powder Coated 
With Backrest Blue, Green E5610 8" 21 V2" 33" 1200 45MK09  45MK10 | 45MK11 
With Backrest 96 24 Blue, Green E5611 fal 21 V2" Bo: 1200 45MK15 |= 45MK16 | 45MK17 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1483 


Interior & Exterior Sun Shades Details on page A1. 


FOOD SERVICE & HOSPITALITY Scan. Order. Done. =r 
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Gray White Ivory 
No. 53GK46 No. 53GK52 No. 53GK48 No. 53GL07 
72" 
Se UV 
>KEYSTONE Color Protection 
el Fabric Drop 48" ‘aa th 
C dl [Pp il D Gra 100% | 538GK46  53GK54  53GK62 | 53GK70 | 53GK78 | 53GK86 | 53GK94  53GL03 
OFGless FUN DOWN accu “ivory 100% | -S3GK50 / 53GK58 | S3GK66 | S3GK74 | 53GK82__S3GK90__S3GK9B_ 
= Tan 100% =| — | S538GK52 | 53GK60 | 53GK68 | 53GK76 | 53GK84 | 53GK92 | 53GL01 
interior Shades White 100% | — | 53GK48 | 53GK56 | 53GK64 | 53GK72 | 53GK80 | 53GK88 | 53GK96 
: Gra 99% | 53GK45 | 53GK53 | 53GK61 | 53GK69 | 53GK77 | 53GK85 | 53GK93 | 53GL02 
= Easy-install system Light Fittering Ivory 99% | — |‘ 53GK49_| 53GK57 | 53GK65 | 53GK73 | 53GK81 | 53GK89 | 53GKQ7 


Tan 99% | — | 53GK51 | 53GK59 | 53GK67 | 53GK75 | 53GK83_| 53GK91_—_53GK99 


= Include mounting hardware 
White 99% | — | 53GK47 | 53GK55 | 53GK63 | 53GK71 | 53GK79 | 53GK87 | 53GK95 


Cellular shades feature a sturdy PVC 


headrail design, with cordless operation oa 
for child and pet safety. Simply pull the Item 


Light Blockage UV Protection No. 





shades down or lift up. The spun lace Fabric Dron 72" Lenath 

pattern, polyester fabric helps reduce the Ivor 100% 53GL07 

harmful effects of ultraviolet (UV) rays Blackout a 100% 536109 
. . Ite % 

on your furniture and flooring. Shades Tor nog), SSELiIG 

feature color-matched headrails and Light Filtering Tan 99% 53GL08 

bottom rails, along with white backing. White 99% 53GL04 


Shi 
“KEYSTONE 


—=FAR RIC S=—— 


Exterior Sun Shades 


Pole and Crank = Easy-install system Pole and Crank Operation, 
PVC Coated Polyester Yarn—A 
flexible bungee system helps 
prevent flapping in light wind. 
Includes a 48" pole (with receiv- 
ing ring on the right side of the 
shade). Hardware and crank pole 
are oil-rubbed bronze. Ring can 
be moved to the left side of the 
shade. Fabric comes standard as 










Motor with Remote Control Operation, 

PVC Coated Polyester Yarn—Powered by a 
12-ft. AC cord on right side of shade (cannot 

be moved to left side). A cable system secures 
shade and helps prevent flapping during light 
winds. The remote control is a multi-channel 
remote. Each remote can operate up to five 
shades. Hardware is oil-rubbed bronze and 
power cord and remote are white. Fabric comes 







roll. 

Motor with standard as a reverse roll. a forward ra 

ser inet Overall Width 
Operation : ‘ae 


> CHOOSE: Valance 
Fabric Color (UV Protection Included 


Motor with Remote Control Operation, PVC Coated Polyester Yarn Fabric Drop 96 ink 

Maui (72%), Caribbean (90%) Kona (90%) Yes uo7e1 | 9762 H9763 H9764 
Pole and Crank Operation, PVC Coated Polyester Yarn, Fabric Drop 96 inL 

Maui (72%), Caribbean (90%), Kona (90%) Yes "9765 "| HO766 | HO767 H9768 





Od 








Whe 
No. KEYSTONE 
38YY94 — FABRICS —— 
| Exterior Sun Shades 

ae Replacement Parts 

Item 

Item No. 
Clutch with Cord, Cream 38YY88 
Clutch with Cord, Black 38YY89 
Bracket Cover, Cream 38YY90 
Bracket Cover, Black 38YY91 
Bottom Rail Cap, Cream 38YY92 
Bottom Rail Cap, Black 38YY93 
No. 38YY89 Cord Safety Device 38YY94 
Bottom Rail Ring 38YY95 

—Clutch with Cord, 4ft___ 3 8YY97 

Clutch with Cord, 6 ft. 6" 38YY96 
No. 38YY95 Clutch with Cord, 10 ft. 38YY98 
Clutch with Cord, 14 ft. 38YY99 
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GRAINGER CHOICE® JANITORIAL 
Find the ww. Find Solutions. Find Great Prices. Paper Towel Rolls & Dispensers 


enMotion® Motion-Activated Roll Towel and Dispenser Systems 
enMotion® motion-activated paper towel systems combine hands-free, touch- _ of batteries with excellent battery life to dispense up to 150 rolls, help reduce 
less hygiene and jam-free performance for state-of-the-art, quiet dispensing maintenance, and improve reliability. They come with a one-time, lifetime 
with an attractive, sleek design. One-at-a-time automated dispensing helps sublease agreement from Grainger (see bottom of page), backed by a 10-year 


prevent cross contamination and improves hygiene. Convenient and customiz- warranty from Georgia-Pacific. 
able settings include: delay, sheet length, and dispense mode so hands-free enMotion® brand towels are soft, thick, and absorbent. Long-lasting rolls help 


dispensers can be programmed to meet your specific operational needs, reduce the time spent filling dispensers. EPA-Compliant, recycled rolls are also 
while also helping to reduce waste. Each touchless dispenser features a set available. 











See below 
for Requi 
aie willy Roll Core Mfr. —siitem_—~Pkg. 
i) P Description Color Length SheetLength Dia. Model No. Qty. 
Sublease Paper Towel Rolls, 10-in Roll Width 
, Information enMotion® White 800 ft Continuous 1%4in 89460 3EB46 6 T" 
enMotion® White 800ft Continuous 1%in 89490 6RA/4 6 “TT 
enMotion® White  800ft Continuous 1%in 89470 4DJV9 6 tt# 
Law No. 3EB46 enMotion® Brown 800ft Continuous 1%in 89480  4ACU1 6 t+#¥tt 
PRO £ . No. 2XLH5 No. 3EB49 Mfr. Item 
0; Description Color H W D Model No. 
4 . 4 . ispensers 
10-in Wide enMotion® and enMotion enMotion®, Plastic Gray 17%in 14%in 9%in 59460A 3EB48 
[ [ ® p T [ R TT d Di Cetin ase mee if a in i a in afin aN ae 
enMotion®, Plastic ite 17 Yin 4 in 2In 59407A 15F493 
mpu Se aper owe 0 Ss an ispensers SO On est 7 Blue 16%4in 14%in 9% in 59450 4HVJ1 
inn-acti j enMotion® Impulse®, Plastic Gray 14in 14%in 9M%Iin 59487A 2XLH4 
= Hardwound rolls = Motion-activated dispensers enbotion® Impulse®, Pastic Black 14in 14% in 9 %in 59488A 2XLH5 

: : : ; 7 enMotion® Impulse®, Plastic White 14in 14%in 9%in 59447A 15F494 
Disposable, absorbent paper towel rolls are designed to be compatible with pelts enMotion® Central AC Kit for Nos. 3EB48, 3EB49 and 15F493 59477A  449W36 
sponding dispensers. Dispensers include 3 sensor range settings and time-delay enMotion® Plug-In AC Power Kit for Nos. 3EB48, 3EB49 and 15F493 _59479A  449W37 
settings (1, 2, or 3 seconds). All are plastic, surface wall-mount. No. 4HVJ1 is : eee ioe ne ee De cenit’ Biobased Product. 

<pAel i i : ertified. # Green Seal® Certified. ** Applicable to LEED Criteria. 
water resistant for use in washdown Or damp areas. Dispensers are proprietary and +4 Contains a Minimum of 40% Post-Consumer Recycled Content. 
are designed to be used with compatible hardwound paper towel rolls. +4 Contains a Minimum of 50% Post-Consumer Recycled Content. 
- = - See below 
- ~_ ” " " for Required 
“i 7 - sal o: Oo. Dispenser 
8-in Wide enMotion® 444A61 444A58 444A59 Subloase 
Flex Paper Towels —_ 
R || d Di Mfr. Item Pkg. 
0 S an ispensers Description Color Roll Length Sheet Length Core Dia. Model No. Qty. 
; : . Paper Towel Rolls, 8-in Roll Width 
= Hardwound rolls = Motion-activated dispensers enMotion® Flex White 550 ft Continuous 1% in 89720  444A61 6 * ** 

: : enMotion® Flex White 900 ft Continuous 1% in 89730  444A62 6 {t# 
Disposable paper towels dry hands, wipe surfaces, and enMotion® Flex Brown 550 tt Continuous 1%in 89740 444AG3_ 6 +t# TT 
clean up spills. Hardwound rolls are compatible with i Mfr. Item 
corresponding dispensers. Hands-free dispensers offer = pissensers Description Color H W D___Model__No. 
99% jam-free dispensing. Dual-roll, auto-switch technol- — enMotion® Flex Wall-Mount, Plastic Black  20%in 13%in 8%in 59762  444A58 

; ; 0 enMotion® Flex Recessed Mount, Stainless Steel Silver 21 Yin 13 % in 8 in 59766 444A59 
ogy uses the smallest roll available first and uses 100% — — saNgtion® Flex Mini Wall-Mount. Plastic Black 13 in. 11%in 7 %in 59798  444A60 
of the roll before switching to the standby roll to ensure Flex Accessories 

intuit ‘li Central AC Kit for Nos. 444A58, 444A59 and 444A60 59777 468G40 
zero waste. The intuitive design makes refilling easy. Plug-In AG Power Kit for Nos. 444A58, 444459 and 44460 59779 AG8G41 





Automated dispensers are proprietary and are designed + sustainable Forest Initiative (SFI)® Certified. + USDA Certified Biobased Product. + ECOLOGO® Certified. 
to be used with compatible hardwound paper towel rolls. # Green Seal® Certified. ** Applicable to LEED Criteria. tt Contains a Minimum of 50% Post-Consumer Recycled Content. 





Roll Core Mfr. Item Pkg. 
See below Description Color Length SheetLength Dia. Model No. Qty. 
for Required Paper Towel Rolls, 8-in Roll Width 
Dispenser enMotion®— ; 
Premium White 425 ft Continuous 1%in 89410 2NY16 6 *** 
Sublease Embossed 
Information enMotion® White /00ft Continuous 1%in 89420 3ZJD1 6 *T** 
enMotion® White 700 ft Continuous 1%in 89430 2NY17 6 “tf 
i . = enMotion® Brown 700 ft Continuous 1%in 89440 S5UWL7 6 +t#TT 
No. S5UWL7 aaa Mfr. Item 
No. 2NY13 No. 1LYK3 Description Color 4H W D Model No. 
. . P P Dispensers 
8-in Wide enMotion® and enMotion Impulse® Tee Silver 16%in 13%4in 8in  59466A 2NY13 
= ; ® ® . i . 
Paper Towel Rolls and Dispensers ovens impure Gray 135%4in 12%in 8%in 59497A LYK3 
. . . ion® ® : : : 
= Hardwound rolls = Motion-activated dispensers Wall Mount, Plast Black 13%in 12%in 8%in 59498A 1LYKA4 
. ion® ® : : : , 
Paper towel rolls offer softness and absorbency to dry hands and clean surfaces quickly. TT ae White 13%in 12%in 8%in 59437A 15F495 


Rolls are compatible with corresponding dispensers. Dispensers have adjustable settings Accessories 


and offer 99% jam-free dispensing. All dispensers are plastic, surface wall-mount, except —frMoton, Trash Gan for siver_ 56in 17%ein 7%in 59491 2NY14 


No. 2NY13 is stainless steel, recessed mount. Batteries included. Nos. 2NY14 and 2NY15 enMotion® Trash Can 


are ADA-Compliant trash receptacles for use with No. 2NY13 dispenser. No. 4DB79 is ee ee Silver 60in 17%ein Bin 59471 2NYI5 
a mounting bracket that quickly converts a facility's existing recessed towel dispenser enMotion® Central AC Kit for No. 2NY13 59477A 44OW36 
door to a mounting platform for enMotion wall-mount automated towel dispensers. enMotion® Plug-In AC Power Kit for No. 2NY13 99479A _449W37 


ee ; ; i : i * Sustainable Forest Initiative (SFI)® Certified. t USDA Certified Biobased Product. 
Motion-activated dispensers are proprietary and are designed to be used with compatible + FCOLOGO® Certified. # Green Seal® Certified. ** Applicable to LEED Criteria. 


hardwound paper towel rolls. tt Contains a Minimum of 50% Post-Consumer Recycled Content. 


Dispenser Sublease Information 
Note: The enMotion® towel dispensers, owned by Georgia-Pacific Consumer Products LP (GP), are not available for sale, but are subleased to end user custom- 


ers by Grainger, an authorized distributor of these products. The Grainger price is therefore a one-time sublease acquisition fee. The sublease requires that only 
Georgia-Pacific enMotion® products be used in these dispensers. By paying the one-time sublicense fee, you hereby agree to be bound by the sublease. You 
can review the sublease by visiting Grainger.com® listing for the relevant product. 
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JANITORIAL Scan. Order. Done. 
Paper Towel Rolls & Dispensers Details on page Al. 





€& Kimberly-Clark 


a OO a SS OM a 


Scott® Essential™ ©, 
Paper Towel Rolls 
and Dispenser No. 58CK16 


Pacific Blue Ultra™ 
Paper Towel Rolls 





s No. 52RW80 | 
and Dispensers No. 52RW81 = Hardwound rolls a 

= Hardwound rolls | | | | = Motion-activated dispenser mon bones 
High-capacity paper towel rolls dispense one-at-a-time. Use with compatible Paper towels offer softness and absorbency and fit proprietary Scott Essential 
proprietary Pacific Blue Ultra motion-activated or pull paper towel dispensers. dispenser for touchless dispensing. Hands-free dispenser offers more than 


Motion-activated dispenser offers touchless, hands-free dispensing using infra- 120,000 dispenses or about 60,000 hand dries on one set of batteries 
red sensors. Manual pull dispenser has no buttons, levers, or cranks, eliminating Jafaciree dispenser minimizes the risk of cross: contamination 
any touch points that would spread germs. 


Mfr. Item Pkg. 
Mfr. Item Pkg. Color Roll Length Sheet Length Core Dia. Model No. Qty. 
Color Roll Length Sheet Length Core Dia. Model No. Qty. Paper Towel Rolls, 8-in Roll Width 
Paper Towel Rolls, 7 /-in Roll Width White 950 ft Continuous 1% In 02001 58CK16 6 TE 
eae eee SB Eo |e “, a 
rown Ale ontinuous 2 In +) aa Towel W Dia. Material | H W D Model No. 
White 1,150ft Continuous ‘1 in__26490‘S2RW77 6 # 1 Ee nN one : 
Brown 1,150 ft Continuous 1% in 26495 s2RW78 6 “t# Bin 1%in Plastic Black 15%in 12%in 9%in 48860 60HWO2 
Dispenser _ Paper Mfr. Item * Forest Stewardship Council (FSC)® Certified. t ECOLOGO® Certified. ¢ Contains a minimum of 
Eee Towel W Core Dia. Material Color _H W D_ Model __No. 40% Post-Consumer Recycled Content and a minimum of 50% Pre-Consumer Recycled Content. 
Motion Activated 7%in 1%in Plastic Black 16in 12%in 9in 59590 52RW81 | 
Pull 7’in 1¥in_ Plastic Black 16in 12%in 9%in 59589 52RW82 


* ECOLOGO® Certified. t Green Seal® Certified. USDA Certified Biobased Product # 
Forest Stewardship Council (FSC)® Certified. ** Applicable to LEED Criteria. 


© Kimberly-Clark 


PROFESSIONAL 


‘© Kimberly-Clark an ™ 

salt Scott® Pro & 
Scott® Control™ Paper Towel Rolls 

Slimroll Paper and Dispenser ener 





} 


Towel Rolls and ~~ 
Dispenser No. 6OHV95 


= Hardwound rolls No. 60HWO6 
= Motion-activated dispenser 


Paper towel rolls are designed to be used with proprietary Scott Pro dispenser. 








No. 6OHWO01 .; ; 
= Hardwound rolls _ Provides electronic motion-activated dispensing with the option for an unex- 
= Motion-activated dispenser posed sheet, which helps keep paper towels clean. This touchless dispenser 
Slim paper towel rolls are designed to be used with proprietary Scott Control has infrared sensors for hands-free operation. 99.99% jam-free, dispenses one 
Slimroll towel dispenser for tight spaces. This touchless, compact dispenser has sneer a su a eee eee Se item Fg. 
j 2 j olor oll Leng eet Leng ore Via. ode 0. y. 
infrared sensors for hands-free operation. Paper Towel Rolls, 7/2-in Roll Width 
Mtr. Item Pkg. ais : Sms fan ee ive 6 tt 
Col RollLength SheetLength CoreDia. Model No. ty. ite t ontinuous 4 in o A42EPS : 
Paper Towel Rolls, 8-in Roll Width ore mie “ OY White 1,150 fi Continuous 1 %in 25702 42EP386 “tt 
White 980 ft Continuous 1% In 47035  60HV95 6 *T Paper Mfr. Item 
Paper Mfr. Item Towel W Core Dia. Material Color H W D Model No. 
Towel W Core Dia. Material Color H W D Model No. Dispenser 
Dispenser 7 Yin 1% In Plastic Black 16%in 12%in 9 in 34348 60HW06 
8 in 1%in Plastic White 1i2%in 11%in /%in 47259  60HWO1 * Forest Stewardship Council (FSC)® Certified. t ECOLOGO® Certified. { Contains a minimum of 
* Forest Stewardship Council (FSC)® Certified. tf ECOLOGO® Certified. 40% Post-Consumer Recycled Content and a minimum of 50% Pre-Consumer Recycled Content. 


Center Pull Paper Towel * 
Rolls and Dispensers q 


Disposable, absorbent center pull paper towels are Paper Towel Rolls for Universal Dispenser—'deal 
used to dry hands, wipe surfaces, and clean up spills. | for washroom or workroom. 


Use rolls with corresponding dispensers. Proprietary and Universal Dispensers—Center pull 








= _ en SofPull® Paper Towel Rolls—SofPull paper towel paper towel dispensers offer sanitary, contamination- 
rolls are designed to be used with proprietary SofPull resistant hands-free dispensing eliminating excess 
towel dispensers. paper usage. Wall-mount dispensers are compatible 
No. 1PHJ3 with center pull paper towel rolls. 
No. 4TH58 Roll Roll Sheet Number Mfr. Item Pkg. 
: Ply Color Width Length Length Core Dia. of Sheets Product Series Brand Model No. Qty. 
SofPull Paper Towel Rolls for Proprietary Dispensers 
1 White /7%in /00ft 14%in 2%in 567 SofPull® Georgia-Pacific 28143 1PHJ3 4 * 
1 White 8 in 186 ft 14%in 2%in 324 SofPull® Georgia-Pacific 28124 4TH48 6 * 
1 White /7%in  160ft 12in 2%in 2/5 SofPull® Georgia-Pacific 28125 1FC67 8 * 
Paper Towel Rolls for Universal Dispensers 
= White /7¥in 1,000ft 4 %in _ 1000 Tough Guy Tough Guy 60FG14 60FG14_ 6 
1 White /in 1,000ft 12iIn 3 In 1,000 ‘Pacific Blue Basic” Georgia-Pacific 44110 12G818 6 ~* 
1 White 7%in  /700ft 15in 2%in 560 Tough Guy Tough Guy 22UY42 22UY42 4 ¢ 
2 White 7%in  600ft 12in 2%in 600 Tough Guy Tough Guy 22UY44 22UY44 4 “ft 
2 White $8%in 520tt 12 In 3 in 920 Pacific Blue Select™ Georgia-Pacific 44000  4CJ91 6 * 
Mfr. Item 
Paper Towel W Material Color H W D Brand Model No. 
SofPull® Proprietary Dispensers 
7 ¥Y4in Plastic Gray 10% in 6 4 In 7 Yin Georgia-Pacific 98008 4TE14 
7 ¥Y4in Plastic Gray 11 “in 10 % in 10 % in Georgia-Pacific 98201 4TH58 
No. 22UY42 7¥4 in Plastic Gray 11 Yin 9 Y% in 8% In Georgia-Pacific 98204 4TH59 
Tough Guy Universal Dispenser 
No. 22LC66 7 ¥ in Plastic Smoke 11 % in 8 Zin 9 in Tough Guy 22LC66 22LC66 
* Forest Stewardship Council (FSC)® Certified. t Green Seal® Certified. Contains a Minimum of 50% Post-Consumer Recycled Content. 
1486 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” JANITORIAL 
Find the ww. Find Solutions. Find Great Prices. Paper Towel Rolls, Sheets, Dispensers & Holder 





Hardwound Paper Towel Rolls and Dispensers QO _— 


Paper Towel Rolls—All Georgia-Pacific® and Tough =: Universal Dispensers—Help reduce risk of cross- contamination. 








Guy® paper towel rolls specifically fit Universal Large capacity and reserve stub roll feature on No. 4TE15 helps 
Dispenser No. 4TE15. Kimberly-Clark® paper towel rolls reduce service intervals. Mount directly to wall or with mounting 
specifically fit Universal Dispenser No. 40AY40. bracket No. 4DB80, sold separately on Grainger.com®. i 
Mfr. Item = Pkg. 
Color Roll Width Roll Length Sheet Length Core Dia. Product Series Ply Brand Model No. Qty. No. 3JHO3 
Paper Towel Rolls for Universal Dispensers 
Brown 7 “in 300 ft Continuous 1% in Pacific Blue Basic™ 1 Georgia-Pacific 26401 2U231 12 
Brown 7 “in 300 ft Continuous 1% in Tough Guy 1 Tough Guy 38X644 38X644 12 ~TT No. 4TE15 
Brown 7 *in 800 ft Continuous 1% In Pacific Blue Basic” 1 Georgia-Pacific 26301 2U232 a os 
Brown 7 in 800 ft Continuous 1% In Tough Guy 1 Tough Guy 38X645 38X645 =6 OTT 
Brown 7 “in 800 ft Continuous 2 In Pacific Blue Basic” 1 Georgia-Pacific 26302 12G823 6 *** 
White 7 Ain 390 ft Continuous 1 %iIn Tough Guy 1 Tough Guy 38X642 38X642 12 =**## 
White 7 “in 350 ft Continuous 1% in Pacific Blue Select™ 2 Georgia-Pacific 28000 3JHO3) 12 =—* 
White 7 #in 600 ft 4 in 2 In Tough Guy 1 Tough Ci 60FG12 60FG12 12 
White 7 in 800 ft Continuous 1% in Tough Guy 1 g y 38X643 38X643 6s TT 
White 7 ‘Ain 800 ft Continuous 1 ¥ In Pacific Blue Basic™ 1 Georgia-Pacific 26601 4ECN3 6 Tt 
White 7 #in 800 ft 4in 2 in Tough Guy 1 Tough Gu 60FG11 60FG11 6 
White 7 #in 1,000 ft 4 in 2 in Tough Guy 1 ay 60FG13 60FG13 6 
White 7 ¥in 1,000 ft Continuous 1 ¥8 In Pacific Blue Select™ 1 GanraiaePaciic 26100 1PHH7/ 6 * 
White 8 in 300 ft Continuous 1% in Pacific Blue Basic™ 1 g 28/06 4ECN2 12 ~* 
White 8 in 600 ft Continuous 1 ¥4 In Scott® Essential™ 1 Kimberly-Clark 50606 42EP52 6 +#t+t 
White 8 in 950 ft Continuous 1% in Scott® Essential™ 1 y 02000 40AY46 6 +#tt 
Dispenser Paper Mfr. Item 
Operation Towel W Material Color H W D Brand Model No. 
Universal Dispensers No. 42EP52 
Push Lever 7 In Plastic Gray 14 % In 12 In 10 % In Georgia-Pacific 94338A 4TE15 
Pull 8 in Plastic Black 16 Yin 12 ¥% in 10 %4in Kimberly-Clark Professional 09996 40AY40 


No. 40AY40 


* Sustainable Forest Initiative (SFI)® Certified. f Green Seal® Certified. { ECOLOGO® Certified. # Forest Stewardship Council (FSC)® Certified. ** 
Contains a Minimum of 40% Post-Consumer Recycled Content. ff Contains a Minimum of 100% Post-Consumer Recycled Content. #£Contains a 
Minimum of 40% Post-Consumer Recycled Content and a Minimum of 50% Pre-Consumer Recycled Content. ## Applicable to LEED Criteria. 


No. of Mfr Item Pkg 
Color SheetW SheetL Sheets Ply Product Series Model No. Qty. 
Multifold Paper Towel Sheets © Kimber Ca 








y 
Pacific Blue Ultra" 20887 = 4TH60 10 * 


White 10%in 10% 220 
ite 4 in 4in Single-Fold—Sheets are folded in half for 


Brown 9M%in 9¥in 250 1 Pacific Blue Basic™ 23304 2U229 16 *{** 
ae oa in EL oe : S oo au fold Raat TEP? i, rS p T | Sh t 
ite 7 Ya in >in 15 cott® Pro™ Scottfo 4 
White 8in 10 %in 260 Pacific Blue Ultra™ 20885 aNGvé 10 * aper owe eets 
White 8%in 9in 19 ough Guy 
White 9¥%sin  9%in 125. 2 Pacific Blue Select” 51000  3JG98 16 and Pull Dispensers 
2 . aa - Cc * . . 
White Qin Qin 250 1 Professicnal, «2212014 3QFK92 8 Multifold—tnterfolded for continuous one- 
White 9%in Qin 250 1 Pacific Blue Basic” 24590 2U228 16 *{ t-a-time dispensing. Eliminates tabbin 
White 9i%in 9%in 250 1 Pacific Blue Select™ 20389  6VD82 16 * abd e dispens g a abb 9; 
White 9¥%in  9%in 250 1 Tough Gu 38404 380404 16 77 ~~ ‘tearing, and multiple towel dispensing. 
1 
1 


White 10%in 10%in 220 








Big Fold® "nti : . 
— me FT — ‘cia 1 Pacific Blue Basi 23004 4CJ75 16 “fT Oe 
rown 4 in 4 in acific Blue Basic™ of upu 
Brown 9 vin 10%in 250 1 Tough Guy 36P068 36P068. 16 **  ©©-Fold—Folded into the shape of a °C" and 
ice 9 a in ml Yin 250 1 Pacific Blue Basic” 20904 5UWN4 16 * stacked on top of the other for single sheet 
old Paper Towel Sheets 
White 9in  13in 200.1 Tough Guy 448K96 448K96 12 ** dispensing reducing tabbing. 
; Georgia-Pacific F . : 
White 9Y%in 9%in 200 1 Profeasicnal 2112014 39FK91 6 Dispensers—Pull paper towel dispensers ie. daa 
White 10%in 12%in 120 2 _ Pacific BlueSelect™ 23000 3JG99 12 * r r . 
White 10%in 12%in 200 1 PacificBlueSelect™ 20241 4CJ76 12 * are manual operation with no buttons, levers, No. 1ECK4 
White 10%in 12%in 240 1 PacificBlueBasic™ 25190 2U227 10 *f or cranks to spread germs. : 
Mfr. Item 
Paper Towel Type Paper Towel W Material Color Cap. H W D Brand Model No. 
Dispensers 
Multifold, C-Fold 8 in, 9% in, 10 Y% in Steel Silver (300) C-Fold, (600) Multifold 15%in 11%in 4%in Georgia-Pacific 56620 _1CF38 
Multifold, C-Fold 8 in, 9% in, 10 Yin Steel White (300) C-Fold, (600) Multifold 15%in 1%in 4%in Georgia-Pacific 56601  2U234 
Multifold, C-Fold 8 in, 9% in, 10 Yin Plastic Gray (400) C-Fold, (600) Multifold 15 ¥% in 11 in 5 Y% in Georgia-Pacific 56650A  4CJ95 
Multifold, C-Fold 9% in Stainless Steel _ Silver (200) C-Fold, (350) Multifold 8 in 11 in 4 in Tough Guy 1ECK3 —_-1ECK3 
Multifold, C-Fold 9 % in Stainless Steel _ Silver (400) C-Fold, (525) Multifold 14 in 11 in 4 in Tough Guy 1ECK4 _—_1ECK4 
Multifold, C-Fold 9 % in, 12 in Plastic Gray (500) C-Fold, (600) Multifold 14 in 1%in 5 %in Tough Guy 22LC62 22LC62 
Multifold 7 ‘Ain Plastic Black (438) Scottfold 18%in 10%in 5 %in Kimberly-Clark Professional 39711  60HW14 
Multifold 9% in Steel White (400) C-Fold, (525) Multifold 14 %in 11 in 4 in Tough Guy 1ECK7 —_1ECK7 
Single Fold 9% in, 10 % in Steel White (500) Single Fold 8 ein 11%In 6%in Georgia-Pacific 96/01 —-2U693 
Single Fold 9% In Stainless Steel —_ Silver (400) Single Fold 6 % In 11 in 9% In Tough Guy 1ECKS —_—-1ECKS 
Single Fold 9% in Steel White (500) C-Fold, (600) Multifold 6%in 11%in 5%in Tough Guy 22LC61 22LC61 


* Sustainable Forest Initiative (SFl)® Certified. t Green Seal® Certified. + Forest Stewardship Council (FSC)® Certified. # ECOLOGO® Certified. ** Contains a Minimum of 50% Post-Consumer Recycled 
Content. tt Contains a Minimum of 100% Post-Consumer Recycled Content. #4 Contains a Minimum of 40% Post-Consumer Recycled Content and a Minimum of 50% Pre-Consumer Recycled Content. 


* 
Perforated Paper Towel Rolls and Holder ¢ 
General purpose towel rolls for everyday jobs. Fit standard paper towel roll holders. PROG 


Roll Towels—No. 39FK90 comes in a convenient dispenser Roll Towel Holder—Wall-mount dispenser 
case. Pacific Blue Basic™ towels have the same number of holds 1 roll of perforated roll towels. Use with roll 





towels per case as standard 100-sheet rolls. towels listed below. Chrome-finished steel. 
Roll Roll Sheet No. of Mfr. Item =“ Pkg. 
Color Width Length Length Sheets Product Series Brand Model No. Qty. 
Roll Towels 
Brown 11in =230ft = =8%in 200 Pacific Blue Basic™ Georgia-Pacific 28290 40J81 12 “ft 
White 9 in 64 ft 11 in 85 Tough Guy Tough Guy 22UY43 22UY43 = 330 T 
White 11in 60ft 8%in 85 Sparkle Professional Series™ Georgia-Pacific 2717714 39FK90 15 * No. No. No. 
White 11 in 62ft 8% In 85 Pacific Blue Select™ Georgia-Pacific 2/385 DSERE2 30 * 22UY43 39FK90 6RA70 
White 11 in 64 ft 9 in 85 Tough Guy Tough Guy 60FG15 60FG15 15 
White 11in = 230ft 8%in 290 Pacific Blue Select™ Georgia-Pacific 2/7/00 6RA/O 12 ~* 
Paper Mfr. Item 
Paper Towel Type Towel W Material Color Capacity H W D Brand Model No. No. 
Roll Towel Holder 12V373 
Perforated Roll 11 in Steel Silver (1) Roll 3in 13 %in 4%In Georgia-Pacific 52/720  12V373 





* Sustainable Forest Initiative (SFI)® Certified. ¢ Contains a Minimum of 50% Post-Consumer Recycled Content. 
¢ Contains a Minimum of 40% Post-Consumer Recycled Content. 
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Paper Towel/Toilet Paper Dispensers and Facial Tissues Details on page A1. 
a Ligature-Resistant Pull Paper OPS 
7 r Mirena Care 
Towel Dispensers and Sheets v 
= 1 ply sheets steel dispensers mount securely. No. 38TLO2 features 
nO Manual dispensers withstand damage and prevent 0 year warranty against vandalism and locks with a 


QPS. 38TLO2 


~~ 


vandalism, abuse, or potential for self-harm or suicide _ stainless steel circular keyway cam lock that can't be 
in behavioral or mental health facilities where antiliga- Picked or clogged with gum. No. SSAF6S has a 1 year 
ture or security products are required. Durable stainless warranty and includes mounting hardware. 















Towels 
No. 38TLO3 Paper Sheet No. of Item Pkg. 
Towel Type Color W SheetL Sheets Product Series Brand No. Qty. 
Paper ; Item Paper Towel Sheets for Dispenser No. 38TLO2 
Paper Towel Type Towel W __ Dispenser Cap. H W D Brand No. Multifold White 4in Qin 250 OPS® Ops 38TLO03 32 
Paper Towel Dispensers Paper Towel Sheets for Dispenser No. 55AF65 
Multifold 4in (350) Multifold = 10in_ 4 “in 4in Ops 38TLO2 C-Fold White 101%4in12%in 240 Pacific Blue Basic” Georgia-Pacific 2U227 10 *f 
C-Fold 10%in (Ream) C-Fold 13%in 4in 2 %in Bestcare 5S5AF65 * Sustainable Forest Initiative (SFI)® Certified. t Green Seal® Certified. 
— * lin } i, 
Foye @ Kimberly-Clark aot ~ ee, ms _=<— 
PRO : No. [ No. et eid maf _ 
Facial Tissues J oxnrs (Rg 8 42EN7s egy “ZENE OS S/ 
. el 4 et No. 42EN83 No. 22UY40 No. 1ECK6 
= | ‘ j ~ 
and Dispenser Ge | No. of Box Item Pkg. 
; Product Series shee site ey Sheets Type Brand soar aw. ; 
= ” j j ngel So 5 Yinx 7 Yin 5 at * 
= 2- or 3-ply tissues are gentle on skin and reduce spread of germs Professional Series® 73einxB dein 400 Eat iFC57-30* 
No. of Box Item — Pkg. ee ae fem xg an 5 152 rat Georgia-Pacific STREE it . 
Product Series Sheet Size Ply Sheets Type Brand No. Qty. rofessional Series® 8 ¥2 in x 7 % in o_ Flat OERE4 : 
Facial Tissues Y YP Y Z SOS 8inx 8 Yin 2 100 Flat Kimberly-Clark 2U250 30 *T 
rt : 
we ae 7%inx8x%in 2 96 Cube 2KRF3. 36. *t a eis a ae in 2 100 ~—‘ Flat Professional 42EN83 = 36 
Angel Soft Ultra 7%inx8%in 2 96 Cube Georgia-Pacific 39FK87 10 * Preference® = 7% inx8%in 2 100 Flat Georgia-Pacific 2U251 30 “ft 
Professional Series® 7%inx8%in 2 96 Cube 5ERES 36 * Tough Guy 8inxsin 2 100 Flat ToughGuy 22UY40 30 jf 
Envision® 8 in x 8 in 2 85 Cube 4DJV5 36 *T Item 
Kleenex® Anti-Viral 8inxé8in 3 60 Cube 42EN78 = 12 Description Cap. H Ww D Brand No. 
me eS On ea 5 32 ube ect he 3 i Facial Tissue Dispenser 
ouc 7% inx 8 Y% In te) ube rofessional —42EN75 Flat Box Stainless Steel (100) ; ; ; 

Kleenex® Naturals 7%inx8%in 2 95 Cube "___42EN76_ 36 {4 —_ Tissue Dispenser Sheets? eA a COG arene 
Preference® = /“4inx8“%in 2 100 Cube Georgia-Pacific 4DJV4 36 “{_~—S* Sustainable Forest Initiative (SFI)® Certified. ¢ Contains a Minimum of 10% Post-Consumer 
Tough Guy 8inxsin 2 100 Cube  foughGuy  22UY41 36 tf Recycled Content. + Forest Stewardship Council (FSC)® Certified. 

No. of _ Roll Mfr. Item Pkg. 
Ply Sheets Dia. Product Series Model No. Qty. 
Toilet Paper Rolls 
1 3,000 5%In Compact® 19374 1LYJ5 18 “T# 
Ryn i : 
4 5 i ee Angel Soft Professional Series®Compact® 1937300 it iF J 
2 1,000 4%in Compact® 19375  ATH42 36 *tt 
A 2 1,125 5%iIn Angel Soft Professional Series®Compact® 19372 3APV8 18 # 
2 1900 5%in Compact® 19378  1FC17 18 + 
Dispenser Dispenser For Max. Product Mfr. Item 
iE : Cap. Material Color Roll Dia. Series H W D Model _No. 
No. 4TH42 <> Toilet Paper Dispensers 
Horizontal Double Roll 
No. 32GV92 (2) Rolls Stainless Steel Gray 5 %in 7%in 10%in 6%4in 56796A 4DJU5 
(2) Rolls Stainless Steel Silver 5 %4iIn 7%in 10%in 6%in 56798 32GV90 
(2) Rolls Plastic Gray 9 %in Compact® 7'~in 10 %in 6%in 56/783A_ 1FC63 
(2) Rolls Plastic Black 5 %4In P 7'’in 10 %in 6%in 56/84A 4TH54 
(2) Rolls Plastic White 5%in 7%in 10 %in 6%in 56797A 15F489 
No. 1LYU7 No. 3APV5 2) ate Plastic Smoke 5% In 8 %in 12% in 12 % in 5679500 32GV93 
i ua ee 
. (4) Rolls Plastic Blue 5%in Compact® 13in 14in 5%in 56787 32GV91 
| | (4) Rolls Plastic Smoke 5% in P 13in 14in 5%in 56788 32GV92 
| Vertical Double Roll 
(2) Rolls Stainless Steel Silver 5 %4 In 13 %in 6in 6%in 956/782  1LYJ6 
5 (2) Rolls Plastic _Gray/Blue 5% in Cori acto ts 2 In 6 in 7in 56789 _1LYJ7 
® . (2) Rolls Plastic Black 5%in P EMA at ore in ste, ane 
2) Rolls Plastic White 5%iIn in in 6%In 56/6/7A 15F4 
Compact® Coreless Toilet FN Nerticatquaa al noun 6% 
P d Di “7 (4) Rolls Stainless Steel Gray 5 %4in 13%in11%in 6%in 56746A 4DJU4 
aper and vbispensers (Rolls Sunless Steel Siver bn 13 ein SiS ven 96748 32689 
olls astic ue 9%in Compact 4 in 4in 6%in 56/7 
TOILET PAPER ROLLS TOILET PAPER TOILET PAPER (4) Rolls Plastic Smoke 5 %in 13%in 11% in 6 %in 56744 3APV5 
Coreless design elimi- DISPENSERS ADAPTER SPINDLES (4) Rolls Plastic White 5 %4in 13 %in 11%in 6%in 56747A 15F491 
. : : Mfr. Item Pkg. 
ackage reduces inven- decor and allows one-at- double tissue capaci oilet Paper Adapter Spindles 
P g id ; I hil ; ri ¥ Compact® Bobrick Vertical Drop Down Plastic 90011 32PH96 2 
tory space and provides a-time '0 usage, WnIie USING your EXIS Ing Stan- Compact® ASI Vertical Drop Down Plastic 50012 32PH97 D 
easier product storage protecting the spare roll. dard-size dispenser. Compact® Horizontal Single Roll Plastic 90030 32PH98 2 
* Green Seal® Certified. { USDA Certified Biobased Product. { ECOLOGO® Certified. 
than corrugated boxes 
g ; # Sustainable Forest Initiative (SFI)® Certified. 
Scott® Coreless Toilet 3 rome 
iia. : 
| Boiéa Paper and Dispensers 
F Bathroom toilet paper rolls are used in high-traffic restrooms with 
2 No compatible proprietary dispensers to help reduce waste by using all 
No. 42EN44 No. 60HV77 60HV79 of the bathroom tissue roll preventing cardboard tube litter. 
Dispenser Dispenser For Max. Mfr. Item 
No.of Roll Product Mfr. Item Pkg. Cap. Material Color Roll Dia. —_‘ Product Series H Ww D Model No. 
Sheets _ Dia. Series Ply Model No. Qty. Toilet Paper Dispensers 
Toilet Paper Rolls Horizontal Double Roll 
Coreless (2) Rolls Plastic smoke 94%in Scott Essential” = 7 % in 11 in 6 in 09604  60HV79 
800 5%in Scott® 2 0/7001 42EN44 36 “# Vertical Quad Roll 
1,000 5 '%in Essential 2 0400/7 42EN41 36 “Tt (4) Rolls Plastic Black 5% in Scott® Pro™ 12% in 11 Yin 6 Yin 44518 —_ 6O0HV80 
Small Core (4) Rolls Plastic Silver 5 Y% in 12 % in 11 Yin 6 % in 44519 —_‘ 60HV81 


1,100 5%in scott’ 5 «47305 «~GOHV77 ~—«-36 “t+ * Forest Stewardship Council (FSC)® Certified. t ECOLOGO® Certified. ¢ Contains a Minimum of 20% Post-Consumer Recycled 
Pro Content and a Minimum of 50% Pre-Consumer Recycled Content. # Contains a Minimum of 20% Post-Consumer Recycled Content. 
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Find the ww. Find Solutions. Find Great Prices. Paper Products & Dispensers 


oe ae 
—— — 
No. me No. 
40AY49 e* 4TE17 


ea J 


“® Kimberly-Clark Kimberly-Clark QO 7 
Standard Core 


Toilet Paper Rolls 
and Dispensers 


Standard-size toilet paper 
rolls fit double roll dispensers, 





No. 4DJV2 









No. 
22LC63 





1CF35 4 ECK1 


€ Kimberly-Clark Fore 


ee __ | Jumbo Core Toilet Paper 


No. 3P914 


No. 
506K73 








holders, and spindles. H 
cae nn Rolls and Dispensers 
nt sheets all Dia. Product Series Brand Model No. Qty. Jumbo rolls reduce maintenance time by 
oilet Paper Rolls : 
. making the need for refills less frequent. 
1 170 4%in — Cottonellee “Kimberly-Clark to 456 6 GOHV7B «48 * 9 4 
; a Professional Roll —_—Roll Mfr. Item — Pkg. 
1 990 4% in Envision® Georgia-Pacific 19881/01 1LYJ9 80 fT Ply Length Dia. Product Series Brand Model No. Oty. 
11,000 4 %in ay gnuy _3iTw74_31Tw74_96 +++ ! —., Kimberly-Clark 
11,210 4 %in Envision® 14580/01 4TE16 80 jt 1 2,000 ft 8%in Scott? Essential” “Brotacsional 972238 42EN49 12 $f#tT 
11,900 5 “in IAA SSIUT EAU: AST 12,000 ft Qin Pacific Blue Basic” Georgia-Pacific 13718 1PHJ1 8 * 
2 A00. “Ain, pee Pon ee, 4632014 39FK93 20 + 12,000 ft 9 in S1KY15 — 34KY15 12 {** 
2400 4% Georgia-Pacific ‘e560 SEREB 60 F*— | —+—a got —12In iKVi83tkYi8 6 
2 400 4%in Angel Soft 16620 10F286 20 fT D) 750 ft Din Tough Guy Tough Guy 31KY16 31KY16 12 +** 
2 450 4’% in _ Professional Series® 16880 10F284 380 T 9 750 ft 9 in 36P06/ 36P067 o 4° 
2 400 __4 in 160 _10Fe2s5_40_ 2 1,000ff Qin 60FG18 GOFGI8 12 
2 450 4%in Tough Guy eine ae 6OFGI/ 6OFGI7 60 2 1,000ft Qin Envision® Georgia-Pacific 12798 1PHJ2_— 8 f_ 
2 451 4%in ——Cottonelle® imberiy Grark 47713 40AY49. 60 * ** s—+o0rh—sie— _‘ToughGuy Tough Guy —Sas4n4—Sepngq — aT 
2 500 4%in ey gn Guy ~31TW73 31TW73 96 +t 2 1,000ft 9in proecccional Series® Georgia-Pacific 2172114 39FK94 4 
; ym Kimberly-Clark ‘ wT : 
2 3084s See sen” iam eI) aenss e0 Ht | FIRE sours” SORE — os Nee 
2 900 4% in ——reference® a Danifin Pogo etNS 80 2 2,000f 12in  ToughGuy _ToughGuy _36P066 36P066 6 {*" 
ee Ee Georgia-Pacitic TeecOut aba 0 2 2000ft 12in Pacific Blue Basic” Georgia-Pacific 13102 4KT77_ 6 * 
2 550 4%in Envision® . 9880/01 4TE17 80 tt# Tigvensee Disieiser Mal a aleia 
2 550 4%in  Scott®Essentiam™ MPN Yatk — gageg  4DAYS1 80 *# #¥ Cap. Material Color RollDia. H WD Brand Model _No. 
2 1,000 5%in Envision® Georgia-Pacific 19448/01 6UUJ8 48 pet F aner dispensers 
Dispenser Dispenser For Max. Mfr. Item (1) Roll w/ Kimberly-Clark 
Cap. Material Color RollDia. 4H W D Brand Model No. Stub Roll Plastic Smoke 9%in 13%in 16in 5%in Praca 09507 245DE3 
Toilet Paper Dispensers (1) Roll w/ 
Horizontal Double Roll Stub Roll Plastic Smoke 10%in 14 %in 6%in 16 “in Georgia- 58150 4KT90 
(2) Rolls Steel Silver 4%in 6in 10in 6 “in Georgia-Pacific 57320 2U257 (1) Roll w/ Pacific 
(2) Rolls Plastic Smoke — 6'%In 10%in 4%in  fToughGuy 22LC64 22LC64 Stub Roll Plastic Smoke 12in 16% in 21 ¥%in 5 %in 59350 4CJ96 
(2) Rolls Plastic Smoke 4%in 8%in 13%in 5%In Georgia-Pacific 59206 4DJV2 Stamless a, ; 
Vertical Double Roll (2) Rolls Steel Silver Qin 10% in 20 %in 4 %in Tough Guy —  1ECK1 
(2) Rolls eae Silver 4%in 12in 6in 6%4in ToughGuy —  1ECJ9 (2) Rolls Plastic Smoke Qin 11 %in 20 %in 4%in a 22LC65 22LC65 
: . . : : : eorgia- 
2) Rolls SZINSS iver 4%4in 12%in 7in 6 %in Georgia-Pacific 57893 1¢F35 | (2) Rolls Plastic Smoke Yin 12 Y4in 20in Sin pacific 98210 ADJUB 


( 
; ; Kimberly-Clark 
(2) Rolls Plastic Black 4in 13%in 6in 6%in Kimberly-Clark 09021 506K73 (2) Rolls Plastic Black 9%in 13 Y%in 20 %in 5% in Professional 09551 506K76 


penaneti Professional fan Horizontal Single Roll | 
Holder Style Material Finish Golo Biaiil fla: (1) Rott SEMESS Silver Gin 10% in 10%in 4 %in 8G ~—So44g 32PHOS 
Toilet Paper Holders Stain 
Double Post Zamac Polished Siver Tough Guy 3895 (1) Roll "Sie, Silver Gin 1094in 109%4in 4 94in anew 4YRE5 
ouble Post amac olishe ilver ough Guy 4) Stainless a. ; ; 
Triple Post_ Stainless Steel Satin Silver Tough Guy one (1) Roll Creal Silver 12in 12 in 12 %in 4 Zin —  4YRE6 
ple Post zamac Polished ever ough Guy ae (1) Roll WMS iver 42in 14 %in 4¥%in 14%in Georgia 59449 35MTOG 
Color Brand No. (1) Roll Plastic Smoke 9in 11 %in10%in5%in @lC ~So09 qDJU7 
Standard Toilet Paper Roll Spindles (1) Roll Plastic Smoke 9in 11 %in 11 %in 5%in_ ToughGuy  22LC63 22LC63 
0 astic Smoke in 4 in gin 5 Yin a 
Wate Ta a a7 1) Roll Plastic Smoke 12in 14¥%in 135%in 5%in 2019" ~—seq19 apgug 
* Forest Stewardship Council (FSC)® Certified. + Sustainable Forest Initiative (SFI)® Certified. (1) Roll __Plastic__Smoke 12 in_15%in 14 “in 5 %in_ Tough Guy __— __4YRE3 
t Green Seal® Certified. # ECOLOGO® Certified. ** Contains a Minimum of 20% Post-Consumer * Sustainable Forest Initiative (SFI)® Certified. t Green Seal® Certified. # Forest Stewardship 
Recycled Content. tt Contains a Minimum of 100% Post-Consumer Recycled Content. #4 Council (FSC)® Certified. # ECOLOGO® Certified. ** Contains a Minimum of 100% Post- 
Contains a Minimum of 20% Post-Consumer Recycled Content and a Minimum of 100% Pre- Consumer Recycled Content. t+ Contains a Minimum of 20% Post-Consumer Recycled Content 
Consumer Recycled Content. ## Contains a Minimum of 20% Post-Consumer Recycled Content and a Minimum of 50% Pre-Consumer Recycled Content. #¢ Contains a Minimum of 20% Post- 
and a Minimum of 50% Pre-Consumer Recycled Content. Consumer Recycled Content and a Minimum of 100% Pre-Consumer Recycled Content. 
Product Mfr. ltem Pkg. 7 
No. of Sheets Roll Dia. Series Ply Model No. Qty. SofPull® Center Pull Toilet Fo 
Toilet Paper Rolls : = — 
‘on Shu 80 —tonas—6—[2- Paper Rolls and Dispensers 
8 In ofPu 2 
Dispenser Dispenser For Max. Mtr. Item Center pull, one-at-a-time dispensing using double- or single-roll dispensers. 
Cap. Material Color Roll Dia. H Ww D Model No. 


Toilet Paper Dispensers 

Horizontal Double Roll 

(2) Rolls Plastic Smoke 5 in 9 in 16 % In 7 in 96916 ~—- 32GV86 
(2) Rolls Plastic = White 5 %in 9 in 16 Yin 7 in 96018 —32GV88 
(2) Rolls Plastic Blue 8'’in 10%in 20 %In 7in 96008 _—-15F 499 


(2) Rolls Plastic Smoke 8%in 10%in 20 %in 7 in 96909 ——s-15F501 " e 
Horizontal Single Roll : 
1) Roll Plastic Smoke 5 in Qin 8 % in 7 in 96913 ~—- 382GV83 


1) Roll —_ Plastic Blue 8¥%in 10%in 10%in 6%in 56500 SUWLI 
1) Roll Plastic Smoke 8 fs in Ne in De in oan Fe 
(1) Roll Plastic —_—‘ White 8 4 in in 7% in 4in_ 96007 oF4 No. 15F501 

* Sustainable Forest Initiative (SFI)® Certified. { USDA Certified Biobased Product. neo teeae °- 
¢ ECOLOGO® Certified. # Green Seal® Certified. No. 5UWL9 
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( 
(1) Roll Plastic White 5 %in _9in  8%in —-7in —-56515 ~—-32GV85 
( 
( 





JANITORIAL 
Disposable Dry Wipes 


Scan. Order. Done. |= 
Details on page A1. 





General Purpose Dry Wipes 


Dry wipes absorb spills, clean messes, and dust surfaces. Use as an alternative to 


© Kimberly-Clark 


RAWNY, 
B PROFESSIONAL 


cloth towels to help prevent cross-contamination and to paper towels for added 
strength. Wipes come with different levels of absorbency and strength. at 
e 
Light-Duty Small Task Wipes—Sinale-use task wipes Absorbency Strength Product No. of Mfr. Item Pkg. 
g ly dtocl P 1 g ll d P Level Level Series Sheet Size Sheets Color Model No. Qty. 
are commonly used to clean smaller spills and MeSSes ON Light-Duty Small Task Wipes 
Gospel smoonrsimAees: a Heavy Good 13 in x 13 in 50 Brown 29922 4ZA81 12 *t 
. Brawny® Professional P200 Hk 
inm- i inac— Heavy Good 13 in x 13 in 80 White 29000 1WH75 12 
Medium Duty Routine Task Wipes ; Wipes have a Heavy Good 12 in x 12% in 68 Tan 47000 2VHV5 12 
cloth-like softness for cleaning and polishing, as well as Heavy Good WYPALL L20 2%inx14%in 68 Tan 47011. 36VCO7_—s1 
ispenser Box 
Heavy-Duty Large Task Wipes—Clean large surface fo Good _Brawny® Professional P200 — Sytner 166 White 26080/03 BYESS 5 
areas on equipment and in vehicles. Disposable, absorbent Heavy Good WYPALL L20 13% in x 16% in 176 white SEs 2H El : 
: ight air ; inx 12% in rown * 
alternative to economy rags. Light ai Brawny® Professional P100 nk 1¥ in 148 me 2008 a 20 
: ight ai 5 it 5 
Extra Heavy-Duty Repeat Task Wipes—Resistant to Claht Fait EEE EN’ i0%inx 12 in 125 White 05322 2VHV3—18 
harsh cleaning agents, these wipes can be used many Soft Pack 
a Light Fai WYPALL L10 9% in x 10% i 140 Bl 120  43FX 1 
times before discarding. Use on abrasive surfaces to clean =wedium-Duty Routine Task Wipes amen ue _O3 129 _4SrAb0 __18 
up oil, dirt, and grime. An alternative to premium rags and _% Fold 
Super Heavy Good 13 in x 13 in 50 Blue 29223 2U259 8 
shop towels. Super Heavy Good Brawny® Professional A400 +3 ny 43 in 50 White 29215 4CJ84__16 
euper yea goo erawny rroressional D400 ie in x : in 22 Oatmeal 20000 4XFW1 18 
. < uper Heavy 00 ough Guy inx 1242 in 4) White S2WY25 52WY25 18 
Dispensing Forms Super Heavy Good 12 in x 12% in 56 Blue 05/76 2WIC6 12 
Super Heavy Good WYPALL L40 12inx12%in. 56 White 05701. 2WJC4. 18 
a LEE Good WYPALL L30 12 inx 12% in 90 White 05812 2WJC9 12 
‘ ispenser Box 
me: ‘he. Super Heavy Good Brawny® Professional A400 9% in x 16% In 66 White 29290/03 6YE62 10 
43FX60 Super Heavy Good oY in xX 16 in 20 Orange 20072  G6RAG6 10 
uper Heavy 00 ‘ 4in xX 16 in White 20070/03 6YE60 10 
uper Heavy 00 2 In x 16% in ite 
Super Heavy Good Scott Rags In A Box 10 in x 12 in 200 White 75260 2XRN4_ 1 
Super Heavy Good 9inx 16% in 90 White 32KL15 32KL15 5 
Yq Fold upel im 00d Tough Guy G40 9 in x ie in 200 White 39M982 39M982_ 1 
Super Heavy Good 9yrincioie in 100 White 08790 — ve? 1 
Super Heavy Good WYPALL L40 9% in x 16% in 100 Blue 05740 2WC5 9 
Super Heavy Good 10 in x 10% in 90 White 03046 2LUZ3 9 
Moderate Good Brawny® Professional A300 9% in x 12% in 128 White 29518 29PJ05 10 
pyogetale aoa Brawny® Professional D300 eye in xe ein nt White 200/75 6RA6/ 10 
oderate 00 4in x 16% in 20 White 05816 2VJD1_ 1 
Moderate Good WYPALL L30 9% in x 16% in 100 White 05800 2LUZ5 8 
Dispenser eee ' Good 9% in x 10 in 120 White 03086 2LUZ4 10 
Box ispenser Bucket 
une! Hea , Good Brawny® Professional D400 10 in x 13 in 200 Orange 20040 1LYK6 2 
enter Pull Ro 
S H Good é' 10 inx 131 2 20041 
SuperHeavy Good _Brawny® Professional D400 Pye Svan 260 — Wits 20050 — WKS —1 
Moderate Good Brawny® Professional A300 9 inx 13% In 90 White 44500 4CJ92 6 
Moderate Good Brawny® Professional D300 10 in x 13 in 300 White 20045 2EAW9 2 
Dispenser Moderate Good WYPALL L30 9% in x 15% in 300 White 05820 36VC05 2 
1 Bucket Jumbo Perforated Roll 
Super Heavy Good Brawny® Professional D400 9% In x 13% In 800 White 20060 5JG36 1 
Super Heavy Good Tough Guy G40 9 in x 15 in 800 White 39M983 39M983_ 1 
Super Heavy Good WYPALL L40 2Y%inx13%in 750 White 05007 2WJC3 1 
SUE ; Sci W WYPALL L30 12%inx13%in 950 White 05841 2VWJD2~ 1 
eavy-Duty Large Task Wipes 
Vs Fold 
Moderate Better WYPALL X60 11 in x 23 in 100 White 34770 2LUZ6 9 
Center mL Better 12 inx 12% in 76 White 34865 2LUZ7 12 
Pull Roll ispenser Box 
Moderate Better Brawny® Industrial H600 9inx 16% in 148 White 29318 29PJ03 10 
Moderate Better Brawny® Professional H600 9 inx 12% In 200 White 29316 29PJ01 10 
Moderate Better Tough Guy G60 9 in x 16% in 126 White 52WY22 52WY22 1 
Moderate Better WYPALL X60 9 in x 16% in 126 White 34790 2VHP9 10 
: pale _ Good WYPALL X50 9inx 12%in 176 White 83550 2WHU2 10 
erforated Ro 
voderate petal Tough Guy G60 5 y 1 in x a0 Wnts es eS , 
oderate etter 4inx 13% In ue 4) 
Perforated Moderate _ Better WYPALL X60 Q%inx13%in 130 White 35421 2LVA1 6 
Roll Moderate Better 9% in x 13% in 130 White 35401 2LUZ8 12 
] Mouerale, Balter 9% in x 13% in 130 Blue 35411 2LUZ9 12 
umbo Perforated Ro 
Moderate Better Brawny® Professional H600 6% Inx 9% in 1,776 White 29317 29PJ02 1 
Moderate peuel WYPALL X60 ae in x RY in if 00 White 34955 2WVHR1 1 
oderate etter 2inx 13% in 100 —_Blue 34965 2VHR2~ 1 
Light Good WYPALL X50 9% in x 13 in 1,100 White 35015 2VHR4 1 
Extra Heavy-Duty Repeat Task Wipes 
Jumbo Va Fold 
Perforated uc puperior Tough Guy G100 RE in Xn H wnite o2WY21 52WY21 5 
uper Heavy Excellent inx 1242 In 5 ite 41026 2VHT4 4 
ae Super Heavy _ Excellent WYPALL X80 12inx12%in.50. Red 41029. OVHTS 4 
Heavy Best Brawny® Professional H/00 12% in x 13 In 70 White 25024 A4ZA80 12 
7 Heavy 5 Best WYPALL X70 12 in x 12% in 76 White 41200 2LVA5 = 12 
ispenser Box 
Maximum Superior — Brawny® Professional F900 9 inx 16% In 12 White 29608 34EW43 10 t# 
Maximum — Superior WYPALL X90 8% in x 16% in 68 Blue 12890 45AR04 
No. Maximum — Superior 11 in x 16% in 136 Blue 12891 45AR05 1 
2ZB60 Super Heavy Excellent Tough Guy G80 9 inx 16% In 80 Blue 32KL18 32KL18 5 
(See Page Super Heavy Excellent 9 in x 16% In 80 Red 05930 2VHTI2 5 
1491 Super Heavy Excellent WYPALL X80 9 in x 16% In 80 White 41048 2VHT9 5 
) Super Heavy Excellent 12%inx16%in 160 Blue 41041 2WHT6 1 
Super Heavy Excellent 12% in x 16% in 160 White 41044 2VHT8_— 1 
Hea Best _Bravny® Professional H700 —ginx46izin- 100 White 25070 1F638 5 
oe ’ | Continuous Heavy Best Tough Guy G70 9inx 16% in 100 White 32KL16 32KL16 5 
4CY76 Roll Heavy Best WYPALL X 9 in x 16% in 100 White 41455 2VHR8 10 
(See Page ~ Heavy Best 10 9 in x 16% in 100 Blue 41412  2iWVA7 10 
1491) * Green Seal® Certified. t Contains 100% Total Recycled Content. USDA Certified Biobased Product. 
# Made from a Rapidly Renewable Resource. | CONTINUED |} 
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Find the yi. Find Solutions. Find Great Prices. Disposable Dry Wipes & Dispensers 
| CONTINUED | 
General Purpose Wh ‘& > 
Dry Wipes BRAS WY PALL PRO 
Wet 
Absorbency Strength Product No. of Mfr. Item Pkg. 
Level Level Series Sheet Size Sheets Color Model No. Qty. No. 
erie meayy- Duty Repeat Task Wipes (continued) 2ZB60 
at Box 
Heavy Best Brawny® Professional H/00 13 nx 15 in 300 White 29023 2ZB60_ ~—s 1 
Heavy Best WYPALL X70 15 inx 16% in 300 White 41100 2LVA3_— 





Center Pull Roll 


Heavy Best WYPALL X70 9%inx13%IiIn 2/75 White 41702 2LVA9_—s 3 
Perforated Roll 
Super Heavy Excellent Brawny® Professional F900 6%4inx10%in 690 White 29602 34EW44 2 ft# 
Jumbo Perforated Roll ; 
Maximum Superior WYPALL X90 11%4inx12%in 450 Blue 12889  45AR03_ 1 
Super Heavy _ Excellent Tough Guy G80 11 In x 13 in 475 Blue 32KL19 32KL19 1 
Super Heavy _ Excellent 12% inx 13 in 475 White 41025 2VHT3— 1 
Super Heavy _ Excellent WYPALL X80 12% inx 13 in 475 Blue 41043 2VHT7 —s 1 
Super Heavy —_ Excellent 124% in x 13 in 475 Red 41055 2VHU1 1 
Heavy Best Brawny® ProfessionalH700 9%4inx13%in 800 White 29060 dJG37 1 No. No. 
Heavy Best Tough Guy G70 11 in x 13 in 800 White 32KL1/ 32KL17 34EW44 2VHT1 
| 





Heavy Best 12% inx 13% in 870 White 41600  2VHR9 
Heavy Best WYPALL X70 12% inx13%in 870 Blue 41611 2VHT1 


¢ USDA Certified Biobased Product. # Made from a Rapidly Renewable Resource. 


Foodservice Towels WYPALL DIXIE 
Use in kitchens and restaurants to clean surfaces like bars, grills, dishes, and tables. 





They're disposable, so they're a more sanitary alternative to using cloth rags or wipes. 

















Mfr. Item 
. eeyguuet Series Sheet Size Number of Sheets Color Model No. 
VY, Fo 
WYPALL X50 12% in x 23% in 200 Blue/White 06053 43FX45 
WYPALL X70 12% in x 23% in 300 Red 06354 43FX49 No. 43FX45 
WYPALL X80 13% in x 23% in 150 Blue 06351 43FX57 
WYPALL X80 13% in x 23% in 150 White 06350 43FX56 
Dispenser Box 
Dixie Ultra™ F900 12% in x 21 in 144 White 29662 34EW54 
Dixie Ultra™ F700 12% in x 21 in 150 White 29651 34EW55 
Dixie” H700 12 in x 23% in 150 White 29426 1FC60 
Dixie” H700 13 in x 23% in 150 Green/White 29416 4KT89 No. 4KT89 
Dixie” H700 13 in x 23% in 150 Red/White 29423 126821 
= 
— a 
\% 
No. = | No. 
2XRN3 2XRN1 
RAWNY. _ 3 No. 12G815 
B PRO 4 No. 5UWN1 
Continuous-roll, wall-mount dispenser is sensor-activated to dispense dry wipes Gait BRAWNY, WY, . @ Kimberly-Clark 
‘ : : . : PROFESSIONAL PALL PROFESSIONAL 
automatically. Touchless operation reduces the chance of cross-contamination _ es 
and the spread of germs. Use task wipes for routine cleaning and polishing,as | Parforated Dry Wipe Rolls 
well as wiping hands and faces. Ab 
sorb spills, clean messes, and dust surfaces. Commonly used as an 
Product Mfr. Item alternative to cloth towels to help prevent cross-contamination. These 
Cap. Material Color W D Series Model No. f ; 
Dry Wipe Dispenser a neater z perforated towels are also used as a Stronger alternative to paper towels. 
1) Roll Plastic nmson 44% in 9% in rawny™ 59465 S5UWN1 Wet 
(1) (Red) ; : Professional Absorbency Strength Product No. of Mfr. Item Pkg. 
Absorbency Wet Strength Product Roll = Mfr. Item —— Pkg. Level Level Series Sheet Size Sheets Color Model No. Qty. 
Level Level Series Color L Model No. Qty. Medium-Duty Routine Task Wipes 
Medium-Duty Routine Task Wipes, Continuous Roll Super Heavy Good Scott Rags 10%"x11" 55 ~~ White 75230 43FX05 30 
Super Heavy _—_— Good Brawny® Professional D400 White 250 ft. 20065 4CY/6 6 Super Heavy Good Scott Shop Towels 10" x 11" 50 Blue /0130 2XRN3_ 1 
Super Heavy Good y Orange 250 ft. 2006/7  ACY77 Good Brawny® 9V"x 11" 84. White 20085 4PHH9 20 


6 
Moderate Good  Brawny® Professional A300 White 220ft. 29516 12G815 6 Moderate Professional D300 
Moderate Good Brawny® Professional D300 White 330ft. 20035 38XD6/ 6 Moderate Good WYPALL L30 10%"x11" 70 White 05843 2XRN1 24 


WYPALL PRO 4 1FC62 


Manual Dry Wipe Dispensers 


Store dry wipes and keep them located close to work locations. Dispensers 
allow users to take only the amount of dry wipes that they need. 






Product Mfr. — Item 

Description Mounting Cap. Material Color W D Series Model No. No. 

Floor (1) Roll Metal Black 18%" 16°%a" WypAll® 80596 2VJA3 2VJA3 
Jumbo-Roll Floor (1) Roll Metal Blue 19%" 32" GP Georgia-Pacific® 54565 SUWN2 a. Ae 
Dispensers Wall (1) Roll Metal Black 16%" 8>Y6a" WypAll® 80579 2VJA2 = , 

Wall (1) Roll Metal Blue 13%" 12%" GP Georgia-Pacific® 54566 5UWN3 i No. 3JHO9 
Pop-Up-Box Wall (1)Box Metal White 10%" %' Multiplate® 50313  1FC62 ic 3s 
Dispensers Wall (148) Wipes Metal Gray 5% 5%! = 94912 6EMY3 -_< 
Center Pull Roll Wall (1) Roll__~—Plastic Black 10%’ 10%' GP GeorgiaPacific® sagsq ayHog No. GEMY3 





Dispenser 
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Cloth Rags, Shop Towels, Dry Wipe Bucket Systems & Wipes 


Scan. Order. Done. 
Details on page A1. 








GRAINGER 10lb | 25lb | 50th | — 
ahi Primary Cleaning Item Item Item Item 
Application Style Material Condition Color Size No. No. No. No. 

Cloth Rags and Clath Rays 
For Dusting Terry Cloth Cotton New White Varies _ 3U588 _ _— 
Shop Towels For Dusting and Polishing _ Flannel Cotton Reclaimed White Varies —_ 13Y366 | 13Y367 |) — 
jssorted vation Blend peclaimer sorted varies _— sU590 5LVA9 _ 
ssorte otton eclaime ssorte aries _— _— _ 
Cloth sein clean up paint spills, apply stains and Flannel Cotton Reclaimed _ Assorted Varies 13¥351 | 13Y352 | 5LVDO _ 
varnishes, and polish and dust surfaces. Shop sheeting Cotton Reclaimed White Varies — 13Y364 13Y365.. — 
towels clean oil, engine flui nd grease from eeting otton ew ite aries = = = 
: ae ai i e SINGINIGS ANE Sweatshirt Cotton Reclaimed _ White Varies —___| 13¥354 | 13Y355 | — 
ands and tools. For General-Purpose Sweatshirt Cotton Reclaimed Assorted Varies | 13Y345 |13Y348 5LVC4 — 

Cleaning Terry Cloth Cotton New White 14 1n x17 in — _ — 4HP38 
er Terry Cloth _ Cotton Blend _Reclaimed__ Assorted Varies OLWD3 | 38U591 | — = 
AALS Terry Cloth Cotton Reclaimed White 14inx17in| 13Y371 | — | 13Y373|  — 
Terry Cloth Cotton New White Varies — 20G116, — — 
T-Shirt Cotton Blend Reclaimed _ Assorted Varies SLVA6 | SLVA7 —_ — 
T-Shirt Cotton Reclaimed Assorted Varies _ — |13Y349/| — 
T-Shirt Cotton New Assorted Varies _— 9JZ92 _ _ 
For Glass and Huck Towel Cotton Reclaimed Blue Varies _ 8CGK7 _ _ 
Mirror Cleaning Huck Towel Cotton Reclaimed —_ Assorted Varies _ 3U587 _ _ 
For Oil and Grease Corduroy Cotton Reclaimed —_ Assorted Varies 5SLVD7 | 5SLVD9 _ _ 
, T-Shirt Cotton Blend _ Reclaimed White Varies 13Y360 | 3U585 | 13Y362; — 
For Painting and Staining —_—‘T-Shirt | Washed Cotton New White Varies —_ 16M204, — —_ 
T-Shirt Cotton New White Varies _ 21HC63,  — _ 
Package Item 
ee crimary Cleaning Application Size Condition Color Type Lint Level No. 
op Towels 

pane eens peeermress For Oil and Grease 12 inx 12 in New Red Bag Standard AHP37 
For Oil and Grease 12 in x 12 in New Red Carton Standard 13Y374 


ey 
© Kimberly-Clark 


Critical Area and Delicate Task Wipes 








= Low lint KimTech Prep® Kimtex'’—Wipes are acid-, base-, and solvent-resistant 
Soft and nonabrasive, wipes to prepare surfaces and clean up grease and oils. 
are used on delicate items like ; . seers Ne of P yes Alte liom Fig. 
; ispensing Form eet Size eets ateria olor Mode o. ty. 
small parts and lab instru ments KIMTECH SCOTTPURE 
and won't leave fibers behind on % Fold 12 in x 15 in 100 Spunlace aie a 2H? 4 
Dispenser Box 12 in x 23 In 5 punlace ite 5 
ee electronics or lenses. Center Pull Roll 7inx7 in 225  Spunlace White 06193 2LVD1 6 
—— . ™ Kimtech Prep 
a KimTech Prep® Scottpure™— % Fold 12i%inx12in 66 Melfblown Blue 33560 2VHX5 8 
Cloth-like softness with high Dispenser Box 12 in x 16% in 180 Meltblown Blue 33352 2VHX3 1 
No. 2LVD1 No. 2VHX3 absorbency for cleaning and Jispenset Box i D X i i 100 Meltblown Blue 335/70 2VHX6 5 
disinfecting. Perforated Roll 9% in x 13% in 717 Polypropylene Blue 33241 2LVD3 1 
* 
= & Kimberly-Clark 
—= == Cleanroom Wipes 
rane os" = Low lint Kimtech Pure® W4—Acid-, base-, and solvent-resistant. 


Wet wipes are 70% isopropyl alcohol and 30% deionized 


Commonly used to remove surface 
water. Dry wipes are double-bagged in an antistatic package. 


contaminants and spills in controlled 
environments with low levels 

of pollutants like dust, airborne 
microbes, and chemical vapors. 


Kimtech Pure® W5—High absorption rate and capacity. 
Double-bagged in an antistatic package. 











eoaee Tough Guy®—Laser-sealed edges. 
Primary Container Mfr. Item Pkg. 
Chemical Fragrance _— Sheet Size Size Material Color Brand Model No. Qty. 
\ ‘ Wet Wipes 
' Se — Alcohol Unscented 9inx11in 40 ct. Polypropylene White Kimberly-Clark 06070 2VHW6 10 
Product Mfr. Item Pkg. 
Series Sheet Size _No. of Sheets Material Color Brand Model No. Qty. 
Dry Wipes 
ISO 4 (Class 10) 
KIMTECH PURE W4 9 in x9 in 100 Meltblown White Kimberly-Clark 33390 2VHX4 5 
KIMTECH PUREW4 12 in x 12 in 100 Meltblown White Kimberly-Clark 33330 2VHX2 5 
Tough Guy 6 inx 6in 100 Cellulose, Polyester White Tough Guy 30N522 30N522 1 
Tough Guy 9inx9in 300 Cellulose, Polyester White Tough Guy 30N523 30N523 1 
ISO 5 (Class 100) 
KIMTECH PURE W5 Qin x 9 in 100 Spunlace White Kimberly-Clark 06179 2VHX1 5 
Tough Guy 9inx9in 150 Polyester Knit White Tough Guy 30N527 30N527 1 
Io co Tough Guy 9inx9in 150 Polyester Knit White Tough Guy 30N528 30N528 1 
_ Tough Guy 12 in x 12 in 150 Cellulose, Polyester White Tough Guy 30N524 30N524 1 
Tough Guy 12 in x 12 in 100 Hydro-entangled (HEF) White Tough Guy 30N526 30N526 1 
Rubbermaid * 
Dry Wi pe Bu cket Systems Commercial oJ Fore @ Kimberly-Clark 
HYG=N di 
seats | Bucket systems hold dry wipes while cleaning vite Sai eet Ho. a Sei Sind po , Henn a 
solvents of choice can be added to create wet Bucket Syston Starter Kitsica pets Lolo ran oue 9._Uy. 
wipes for appropriate cleaning tasks. Starter ' iia 4 : in x en 180 te geubbermald ae Sari l 
P : : imtech Wetlas inx 12% In ite Kimberly-Clar 
Kits are for controlled chemical handling and Kimtech WetTask 12 inx 12% in 60 White Kimberly-Clark 06001 2VHU6 6 
include closed-top dispensing bucket and dry- plough Guy ooo, : 2 in : ae in 90 White ToughGuy  52WY24 52WY24 5 
: P . : cay ucket System Dry Wipe Refills 
wipe rolls. Wipe Refills are for use in dry-wipe HYGEN 8inx10in 640 White Rubbermaid 1928023 38UJ32__1 
bucket dispenser systems. Bucket System : nVGEN _ : in x i in ly uints pbb ae LUE i 
P ‘ ah : imtech Wetlas in xX 15 In 15 ite Kimberly-Clar 
Dispensers have tight-fitting, resealable lidS tO ~Kimtech WetTask 12 inx 12% in 90 White Kimberly-Clark 06471 2VHV1_6 
help prevent spills. Dry wipes are not included. — Pacific Blue Select” 12 in x 12 in 90 White Georgia-Pacific 29700 GEMYO 6 
Dispenser Mfr. Item Pkg. 
Product Series Mounting Cap. Material _ Color Operation Brand Model No. Qty. 
Bucket System Dispensers 
Surface (80) Wipes _ Plastic White Manual Rubbermaid 1822351 20KK66 4 
GP PRO Pacific Blue Select™ Surface (90) Wipes _ Plastic White Manual Georgia-Pacific 04006 6EMY1 6 
Kimtech Surface (275) Wipes _ Plastic Blue Manual Kimberly-Clark 09361 2VHZ9 2 
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XLERATOR® Touchless Hand Dryers 


= Up to 95% cost savings Non-Heated Air—No-heat technology helps <cyy 
compared to paper towels provide reliable and highly-efficient performance. 
= Use up to 80% less energy than = 10 sec. dry time 
conventional models = 1.7 Wh energy per use | | 
ue Listed and CE Certified ThinAir®—Surface-mount design has a slim profile, \ | 
Innovative hand dryers feature reliable performance adjustable heat setting, and externally visible service “ aa ae 
and can dry hands up to 3 times faster. These indus- | Fp =~ 4 
trial models come with adjustable speed and sound. , 44 sec. dry time No. 455A05 


BuildingGreen® Approved and can help you qualify = 3.7 Wh energy per use 
for LEED® v4 credits and Green Globe Certification. = C-UL Listed 





Heated Air—Feature adjustable heat setting Accessories—Wall Guard Nos. 152471, 152472, 
controls and an externally-visible LED service light. = ang 38G831 feature an antimicrobial surface. 
= 8 sec. dry time Xchanger Combo Kit Nos. 38G830 and 38G829 
= 3.7 Wh energy per use include a recess accessory. ed 3 
Nozzle Cover Item No. 455A93 
Type Finish Color Material Activator Voltage Amps No. 
Industrial High-Speed, Energy-Efficient Hand Dryers 
XLERATOR® - Heated Air ~~ _— 
Fixed Smooth White BMC Automatic 11010120 §=11.3/12.2 455A05 No. 455034 
Fixed Epoxy Enamel White Zinc Diecast Automatic 1100120 =11.3/12.2  455A13 i 
Fixed Textured Graphite Gray Zinc Diecast Automatic 11010120 =11.3/12.2  455A21 Nozzle Item 
Fixed Brushed Silver Stainless Steel Automatic 110t0 120 =11.3/12.2 455A29 Type Color No. 
XLERATOR® - Non-Heated Air Accessories 
Fixed Smooth White BMC Automatic 110t0120 = 11.3/12.2 —455A69 HEPA Filter Retrofit Kit Black _38A941 
Fixed Epoxy Enamel White Zinc Diecast Automatic 110t0 120. 11.3/12.2  455A77 Noise-Reducing Nozzle Gray __ 3PDE6 
Fixed Textured Graphite Gray Zinc Diecast. Automatic.  110to120  11.3/12.2  455A85 wall guard ae 1a 
Fixed Brushed Silver Stainless Steel Automatic 110t0 120 =$11.3/12.2 455A93 Wall Guard Silver 38G831 
Industrial Surface-Mounted, ADA-Compliant Hand Dryer Xchanger Combo Kit, ADA Height Silver 38G030 
ThinAir Hand Dryer - Heated Air Xchanger Combo Kit, Standard Silver _38G829 
Fixed Smooth White ABS Plastic Automatic 110 to 120 ices 455034 ADA Recess Kit Silver 3DYH4 


Hand Dryers ®wortp prrer FROVAN 


= UL, C-UL Listed Commercial Low-Profile—Compact dryers have Pa 
automatic infrared sensors. No. S6EES0 is ADA 


Industrial—Reliable, long life dryers each have a vandal- 
Compliant. 


resistant enclosure. 


Industrial High-Output—High-output cuts dry time by up to #mmercial Low-Noise—Brushless motor for quiet 





50% operation and long life in sound sensitive areas. ~ 
Nozzle Cover Dr Item 
Type Finish Color Material Activator Time Voltage Amps Brand No. sada 
Industrial 
Porcelain Enamel White Cast Iron Automatic 30 sec. 115 20 World Dryer 56EE59 
Eivad Porcelain Enamel White Cast Iron Push Button 30 sec. 115 20 World Dryer 56EE57 
Painted White Steel Push Button 30sec. 115 20 World Dryer 56EE52 
Stainless Steel Silver Stainless Steel Push Button 30sec. 115 20 World Dryer 8DWJ5 
Swivel Porcelain Enamel White Cast Iron Push Button 30 sec. 115 20 World Dryer 56EE55 
Porcelain Enamel White Cast Iron Push Button 30sec. 230 10 World Dryer 56EE56 
Industrial High-Output NOVA 
Fixed Porcelain Enamel White Cast Iron Automatic 15 sec. 15 20 World Dryer 56EE48 -epemitaglc 
Swivel Porcelain Enamel White Cast Iron Push Button 15 sec. 115 20 World Dryer 56EE53 
Porcelain Enamel White Cast Iron Push Button 15 sec. 208/230 10 World Dryer 56EE54 
Commercial Low-Profile yee 
Integral Epoxy White Cast Aluminum Automatic 30sec. 100 to 240 8/7/6 Nova 56EE50 
Painted White Steel Automatic 30sec. 120/208/240 15/10/8.7 Nova 56EE51 No. 56EE51 
Commercial Low-Noise 
Fixed Epoxy Enamel White Cast Aluminum Automatic 30sec. 120 15 Nova 56EE49 


Dyson Airblade™ Hand Dryers dyson 








= 110 to 127V high-traffic areas. HEPA filter removes 99.97% of 
= Integral nozzle bacteria from air used to dry hands. Engineered to 
Touch-free design provides an extremely fast fit a variety of restroom environments. Nos. 489J80, 
and hygienic way to dry hands. 50% quieter than 489J76, and 489J78 are tap-operated combination 
original Dyson Airblade dryers and tough enough for units that allow you to wash and dry hands at the sink. 
ADA Item 
Description Cover Material Compliant Finish Color Activator No. 
Wall-Mounted Hand Dryers - 12 sec. Dry Time* 
Hands-in Model Polycarbonate ABS Yes Antimicrobial Gray — Infrared Sensor 20RX04 No. 20RX04 No. 52XJ67 
Hands-in Model Polycarbonate ABS Yes Antimicrobial White Infrared Sensor 20RX05 
Hands-under Model Polycarbonate ABS Yes Antimicrobial Silver Capacitive Sensor 52XJ67 
Hands-under Model Polycarbonate ABS Yes Antimicrobial | White Capacitive Sensor 52XJ68 
Wall-Mounted - Wash/Dry at Sink - 15 sec. Dry Time* 
Wash & Dry Combination Unit Stainless Steel Yes Brushed Silver Infrared Sensor 489J80 TF = 
Deck-Mounted - Wash/Dry at Sink - 15 sec. Dry Time* ~ - “<d 
Wash & Dry Combination Unit (short) Stainless Steel Yes Brushed Silver _ Infrared Sensor 489J76 
Wash & Dry Combination Unit (tall) Stainless Steel No Brushed Silver Infrared Sensor 489J78 No. 489J76 


* Dry time measured using Dyson test method 769 based on NSF P335 using a measurement of 0.19 residual moisture. 
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ee a 


No. 6O0JE01 No. 2VHR5 





No. 3PCJ2 


Healthcare | | 
Supplies 


Wash Cloths and Towels—Provide an alternative to fresh linens at shower/ 
safety stations. Airlaid, bonded cellulose has high capacity, absorbency, and 
durability. Individually poly-wrapped to protect from contamination and mois- 
ture. Multipurpose, absorbent wipes help reduce the cost and inconvenience of 
laundering and pilferage. Natural rubber and latex-free. 





Maternity Pads—Nonwoven cover stock with absorbent core. Individually 
wrapped, with adhesive for secure attachment. 


Sheet Sheet Item Pkg. 
Description Length Width Brand No. Qty. 
Wash Cloths and Towels 
Dry Wipe 12 Yin 11 “Yin Tough Guy 39M981 = 12 
Personal Bath Towel 39 in 19 Yin Georgia-Pacific 6RAG8 200 
Wash Cloths and Wipes 
Personal-Care Dry Wipes 10" 1 Georgia-Pacific 60JE01 55 
Personal-Care Dry Wipes ules gy," Georgia-Pacific 60JE02 50 
Wash Cloths and Towels 
X50 Hygienic Washcloth 12 Yin 10 in Kimberly-Clark 2VHR5 26 
X60 Hygienic Washcloth 12 “in 10 in Kimberly-Clark 2VHR6 70 
L40 Dry-Up Towel 42 in 19 % in Kimberly-Clark 2XRN2 ~=.200 
X60 Shower Towel 43 ¥% in 20 in Kimberly-Clark 2VHR3_ 100 
All Night Maternity Maxi Pads 
All Night Coverage, 2%" x 12" — — Hospeco 3PCJ2 =. 288 


Toilet Seat Covers * 


and Dispensers 
TOILET SEAT COVERS 

Provide a paper tissue layer between 
restroom visitors and the toilet for 
sanitary protection. Also called toilet 
seat liners, these disposable covers 
are biodegradable and flushable. White 
color. 


DISPENSERS 






= fF No. 
+ 2VEX7 





Mounted inside restroom stalls to help se 
nae ie = 22LC68 
improve hygienic conditions for visitors 
by holding disposable toilet seat covers. 

Number Item Pkg. 
Fold Type Sheet Size of Sheets Color No. Oty. 
Toilet Seat Covers 
Ys Fold 16 % in x 14 % in 200 White 2VEX5 25 
% Fold 16 % in x 14 % in 250 White 2VEX6 20 
Fold Item Pkg. 
Type Material Cap. Color H W D No. (Qty. 
Toilet Seat Cover Dispensers 
% Fold Plastic (200) SeatCovers White 12in 8%in 2%in 2VEX7 1 
% Fold Plastic White 11%in 16%in 2%in 2VEX8 1 
% Fold Plastic (500) Seat Covers Gray 11%in 16%in 2%in 2VEX9 1 
% Fold Plastic Smoke 11%in 16%in 2%in 22LC68 1 
Y Fold Stainless Steel Silver 11in 15%in 2in 1ECK2 1 
Fold Steel (200) Seat Covers sivas 44 in 16%in 1%in 3P916 1 





Feminine Hygiene * 
Receptacles and Bags 





bef 
RECEPTACLES ‘ 
Polypropylene Wall-Mounted Receptacle—fFeatures a 
lightweight, easy-to-lift lid. 
Metal Floor Receptacle—Unit fits under the stall wall No. 2NXW2 


and has a swing door allowing access from 2 stalls. 


Stainless Steel Wall-Mounted Receptacle—Siainless 
steel satin finish. Hinged lid. 
POLYETHYLENE BAGS 


Bottom seal for leakproof usage and spill prevention when 
removing bags. Black color obstructs viewing of contents. 





No. 4RCZ4 
Item Pkg. 

Description L W H No. Oty. 
Receptacles 
Polypropylene Wall-Mounted Receptacle 12". 5%in  10in 2NXW1 1 
Metal Floor Receptacle 93%" Qin 11%in 2NXW2 1 
Stainless Steel Sanitary Napkin Receptacle gy," 9 in 11 in 1ECK9 1 
Bags 


4RCZ4__—1000 


cs 


Polyethylene Sanitary Napkin Receptacle Liners 17" 17in = =17in 
Feminine Hygiene 


H 
° 
s 
HOSPECO 
1 c 
upp es O 


TAMPONS AND SANITARY NAPKINS No. 
8Y411 





Regular Tampax® Tampons—100% cotton 
and/or rayon blend, biodegradable, and flushable. 
(Outer tube not flushable.) 


Maxithins® #4 Maxi Pads—individually boxed. 


Maxithins® Gards® Ultra-Thin Pads with 
Wings—Individually boxed in #4 carton. 


DISPENSERS 


Dual Vendor—Dispenses 15 No. 3U818 or 
4HJ66 pads and 22 No. 3U822 tampons. Has 
$0.25 coin release. White color. 


a 
KRAFT WAXED PAPER BAGS 


Use No. 3U825 with stan- 
dard swing door napkin 
receptacle. Use No. 3U824 
with No. 2NXW1 receptacle. 
No. 5FW85 bag with gusset 
Stainless Steel Vendor—Distributes 15 fits Sanisac and No. 1EKC9 
No. 3U818 or 4HJ66 pads and 25 No. 3U822 receptacles. 

tampons. $0.25 coin release. Made of 18-gauge, NECESSITIES® 


304 stainless steel. COURTESY BAGS 
FEMININE HYGIENE STARTER KIT Encourage disposal of femi- 


Contains 60 Maxithins® pads, 60 Tampax® nine hygiene, incontinence, 
tampons, and 60 Necessities disposal bags. and personal care products. 


Item = Pkg. 

Description L W H No. Qty. 
Tampons and Sanitary Napkins 
Regular Tampax® Tampons din %in %in 3U822 500 
Maxithins® #4 Maxi Pads 4VY%in 34%in 1in 3U818 250 
Maxithins® Gards® #4 Ultra-Thin Pads 4M%in 3%in 1in 4HJ66 200 
Dispensers 
Dual Vendor, 25 Cent Machine 8Y411 
Stainless Steel Vendor, 25 Cent Machine 10in 6%in 26%in 4HJ63 = 1 
Kit 
Feminine Hygiene Starter Kit 4M%in 3%in 1in 3U820 1 
Bags 
Kraft Waxed Paper Sanitary Napkin Receptacle Liners _8" 8 in 7in 3U825 500 


Kraft Waxed Paper Sanitary Napkin Receptacle Liners 9" Qin 10in 3U824 250 
Kraft Sanitary Napkin Receptacle Liners With Gusset 3%" 7 '%in 10%in 5FW85 500 
7% in SFW86 500 


Necessities® Courtesy Sanitary Napkin Disposal Bags) = 734" 3 in 


DOOR HANDLE TISSUES 


typically placed in dispensers. 





No. No. . 
Product Series Fold Type 
1LYJ1 1LYJ2 Door Handle Tissues 
SAFE-T-GARD® Multifold 
Description 


Dispensers 





Door Tissue Dispenser 


1494 GRAINGER. 


ITT 





Door Handle Tissues and Dispensers 


Provide a shield between clean hands and dirty door 
handles to help prevent exposure to germs. Tissues are 


Door Tissue Dispenser and Receptacle 


Find even MORE on Grainger.com® 





DISPENSERS 
Found in restrooms to dispense door handle tissues 
that are used to open the restroom door. Mount plastic 
dispensers next to washroom exit doors. 


Item Pkg. 
Sheet Size Number of Sheets Ply Color No. Qty. 
4inx 10in 200 2 White 1LYJ3 40 
Fold Item = Pkg. 
Product Series Type Cap. Color H W D No. Qty. 
Pacific Blue Ultra" Multifold (400) Smoke 11in 6%in 4in 1LYJ1 1 
Pacific Blue Ultra”  Multifold Sheets Smoke 11in 6%in 4in 1LYJ2 1 


1-800-GRAINGER (472-4643) 
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JANITORIAL 
Restroom Equipment 








No. 6PXW4 


No. 32V428 






Rubb re | e 
ssc a @ Foundations 


Commercial Eroducts World Leader in Hotel Cribs’ 


Baby Changing Stations and Baby Seat 


Baby Changing Stations—Wall-mounted stations with antimicrobial chang- 
ing surface. Include safety straps, bag/purse hooks, mounting hardware, and a 
built-in sanitary liner dispenser. No. 39F735 includes a backer plate with steel 
hinges. 


Baby Wall Seat—Fits inside fitting room or restroom stall without compromis- 
ing space. Seat has molded-in bag hook, Y-harness safety belt, a concave bed, 
and head and side support. 


Closed Closed Closed Mfr. Item 
Description H W D Brand Model No. 
Baby Changing Stations 
Vertical, Cream Polyethylene 35%" = 22" 5," KB101-00 2ELE6 
Horizontal, Stainless Steel 20° =35%" =" KB110-SSWM = 2ELE7 
Horizontal, Cream Polypropylene 22%" 35%6' 4" Keala Mare KB200-00 6PXW4 
Horizontal, Gray with n n ; ; 
Giainlass Steal’ Veneet 22%" 35%6 4 Products KB200-01SS 32V428 
Horizontal, White Granite i f ‘ 
with Stainless Steel Veneer 22%" 35%6 ‘ KB200-055S 32429 
: Rubbermaid 
Horizontal, Polypropylene i i : : 
Baby Changing Station 21%" 33% 4 nee FG781888LPLAT 8YJY2 
Horizontal, Polyethylene 
Baby Changing Station 15%" 34%" 4! 100-EH-BP 39F735 
with Door/Wall Plate Foundations 


Horizontal, Polyethylene 1534" 34%" = 4" 100-EH-SC 


Baby Changing Station 
Baby Wall Seat 


35MG24 


























150-Ib. Capaci 2244" 13%" 3%"  Hospeco 67018 1MDU8 
For Use Mfr. Item 
Description With Brand Model No. 

Replacement Parts 

Baby Changing Station Strap Oe piiog Koala Kare Products 885 2ERH4 
Baby Changing Station Stra 2ELE6 Koala Kare Products 889 2ERH5 
Baby Changing Station Shock 2ELE6 Koala Kare Products 8/7 2ERH7 
Baby Changing Station Shock 2ELE7 Koala Kare Products 875 2ERH8 
Chan in Station Liners for Baby Changing Stations 

ne tee ee ee 2ELES, CELES, Koala Kare Products KB150-99  2ELZ8 

|i cla | 


Clean-Trace’’ Surface ATP Swabs SIM 


Easy to use and simple to learn swabs test for the presence of 
adenosine triphosphate (ATP) to verify cleaning effectiveness. 


Operating Storage Item Pkg. 
Temp. Range Temp. Range Shelf Life No. Qty. 
59° to 77°F 35.6° to 46.6°F 10 Months Refrigerated 5UXE9 100 
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Lockable 
ae Recessed 
Medicine one 
: Medicine 
wabinet Cabinet 
No. 6MXZ9 
No. 6MXY2 










Round 
Corner 
Surface 
Mount 
No. 6MXZ2 






Adjustable 
Tilt Mirror 
No. 19UC69 








Theft 
Resistant, 
Channel 
Framed 
Washroom 
Mirror 
No. 14C574 





Lock Box Accessory 
No. 6MX2Z4 


MEDICINE CABINETS & ACCESSORIES 


Medicine Cabinets and Mirrors 








Body Item 
H W D Material No. 
Lockable Medicine Cabinet 
97" 153%" 4% 6" 22 Gauge Satin Stainless Steel 6MXZ9 
Recessed Medicine Cabinets 
22" 16" 4Y," Polystyrene 6MXY8 
me: 16" 4" 6MXY2 
26" 16" 4Y," 26 Gauge White Baked Enamel Steel 6MXY3 
36" 16" 5! 6MXZ0 
Recessed Medicine Cabinet, Tilting 
24" 18" 5. 20 Gauge White Baked Enamel Steel 6MYA0 
Surface Mount Medicine Cabinets 
193%" 24" BY" 20 Gauge White Baked Enamel Steel 6MXY9 
22" 16" 5! 26 Gauge White Baked Enamel Steel 6MXY4 
24" 18" 5" 22 Gauge Type 304 Satin Stainless Steel 33HY74 
24" 24" 4 9" 20 Gauge White Baked Enamel Steel 14€571 
26" 16" 5 26 Gauge White Baked Enamel Steel 6MXZ1 
30" 24" 4% 20 Gauge White Baked Enamel Steel 140568 
Surface Mount Medicine Cabinet, Tilting 
24 V4" 18Y" 5" 20 Gauge White Baked Enamel Steel 6MYA1 
Round Corner Surface Mount, Right Hand Medicine Cabinet 
22° 16° 4" 20 Gauge White Baked Enamel Steel 6MXZ2 
Fixed Tilt Washroom Mirrors, ADA Compliant 
30" 16" 4" 19UC66 
36" 18" 4" 20 Gauge Type 304 Satin Stainless Steel 19UC67 
36" 24" 4" 19UC68 
Adjustable Tilt Washroom Mirrors, ADA Compliant 
" 16" Yq 19UC69 
36" 18" Yq" 20 Gauge Type 304 Satin Stainless Steel 19UC70 
36" 24" y4" 19UC71 
Theft-Resistant, Channel Framed Washroom Mirrors 
22" 16" y," 6MXY5 
24" 18" yA" 6MXY6 
30" 18" Y," Galvanized Stainless Steel 6MXY7 
36" 18" yA" 140574 
36" 24" y," 140575 
Stainless Steel Mirrors 
: ; Ye" 6MXZ5 
20" 16" Ye" 6MXZ6 
24" 18" Ye" 6MXZ7 
30" 16" Ye" Bright Annealed Stainless Steel 6MXZ8 
30" 24" Ye 33HY70 
36" 18" Ye 33HY69 
36" 24" Ye 33HY71 
Shatter-resistant Washroom Mirrors 
: r YA" 33HY66 
24" 18" y," Galvanized Stainless Steel 33HY67 
30" 18" y," 33HY68 
Lock Box Accessory 
5 i. 3," 20 Gauge White Baked Enamel Steel 6MXZ4 





JANITORIAL Scan. Order. Done. 
Dispensing Systems Details on page A1. 


Correct Handwashing Technique 


Hands should be cleaned, at minimum, at the end Proper 
of each work period, prior to breaks, and when technique Rub palm Rub palm over the back of Palm to palm 
visiting the bathroom. Developing good hand- tits te to palm the hand, fingers interlaced fingers interlaced 


washing technique is essential to ensure hands followlng: 
are thoroughly clean. After hands are washed, it AR 
is also important to make sure that they are thor- 


oughly rinsed and dried to help keep skin from Fingers interlocked Rotational rubbing of Rotational rubbing of 
chapping and cracking. into palms thumb clasped into palm clasped fingers into palm 


2 Bulk Hand ‘* 
Soap and =f 
===  Hair/Body Wash GoJo. 








¢ $ a Foam Dispensing 
a & =: Systems 


Touch-free or manual dispensers automati- 














“>> cally deliver the correct amount of hand = = 1-gal. bottles 
- No. soap. Lockable with large sight window for se 
No. No 3FPN3 P: Fill check gé sig era Tough Guy® soap is designed for use in all brands of bulk 
3FPN5 1XHN2 edo) Henne soap dispensers. More GOJO® bulk gallons are available, 
TOUCH-FREE 1,200 mL MANUAL 1,250 mL No. 1XHJ5 see Grainger.com®. 
Item Pkg. Item Pkg. 
Description No. Qty. No. Qty. Mfr. Item Pkg. 
Dispensers Description Fragrance Brand Model No. Qty. 
Dove Gray 3FPN5 1 1XHN2 1 Hand Soap Floral Balsam Tough Guy 1887-04 1XHJ5 4 
Refills Hair and Body Wash Citrus Floral Gojo 1886-04 32GL52 4 
Green Certified Foam Soap 3FPN3 2 1XHN5 3 
Antimicrobial Foam Handwash 3FPN4 2 _ 
Pink Foam Handwash _ 1XHN3 3 _ 
a 
? PROVO 
No. 110813 No. 110812 No. 1PKR2 No. 5EDEO No. 3AU25 No. 5EDE1 
—ee F | page 
- ——— 
f GOjo 
TM T™ - + 
TFX™ and FMX™ Dispensing Systems 
So e@ e TFX™ dispensers offer touch-free operation. FMX™ dispensers manually 
| dispense soaps with 1-hand push operation. 
| ses alae E No. SEDD8—PROVON® Antimicrobial Skin Cleanser refill for use with Dispenser 
! No. 5EDEO. Meets protocol for surgical scrub, healthcare personnel hand wash, 
No. 54ZU84 No. 54ZU87 No. 1DYD7 preoperative skin preparation, skin wound and general skin cleansing. Contains 
Bulk Soap Dispensers ¥ a broad-spectrum antimicrobial agent. Reduces microflora after one scrub. 
Mfr. Item Pkg. 
Accept most brands of bulk soap. Nos. 110808 and 110810 have a Description Model No. Oty. 
‘li 1,200 mL 
refillable bottle for easy filling and cleaning. PROVON® TFX™ Dispenser 
Dispenser Item Dove Gray 2745 1PKR2 1 
Description Color Mount Size H W D No. TFX™ Refills 
Transparent Foam Dispensers PROVON® Green Certified Foam Hand Cleaner 5382-02 3EUF2 2 
Manual, For use hi 3h, j PROVON® Foam Handwash with Advanced Moisturizers 5385-02 1PKP2 2 
with No. 116809 ee ee A ee, i TN PROVON® Ultra Mild Foam Handwash 5383-02  38FH99 2 
Manual Smoke Gray Wall 4602 8%in Sin 4 %in 110813 PROVON® TFX™ CHG Antimicrobial Skin Cleanser Dispenser 
Transparent Liquid Dispensers Gray 2845 5EDEO 1 
Manual, For use TFX™ CHG Refill 
Gray/White Wall 1,000mL 11in 4%in 4%in 110810 we 
with No. 116811 didi cio PROVON® Antimicrobial Skin Cleanser 5306-04.  SEDD8 4 
Manual White Wall 460z 8%in 5%in 4%in 110812 1,250 mL 
Push-Up Valve Silver Wall 240z 7%in 4%in 4%in 1DYD5 * PROVON® FMX-12™ Dispenser 
Metal Liquid Soap Dispensers Dove Gray 5160 3AU25 1 
Pe a ae Silver Wall 1.2L 8%6in 2%in 8 Yin 54ZU85* FMX™ Refills _ 
ave. 2 Seu PROVON® Green Certified Foam Hand Cleaner 5182-04 56JM35 4 
eae Silver Wall 1.2L 8%6in 2%in 434in 54ZU84 * PROVON® Foam Handwash with Moisturizers 5185-04 56JM36 4 
Fecal Brass PROVON® Foaming Antimicrobial Handwash with Moisturizers 9186-04 56JM37 4 
Valve for Nos. 54ZU85 Silver _ _ Ain % in 1" 4DYD9 ocodet Foam Hair and Body Wash with Moisturizers 5187-04 5S6JM38 4 
and 54ZU84 ol 
Manual Silver Counter 320z 5%in 3%4in 34in 54ZU87 * FMX™ Dispenser 
Manual Silver Counter 320z 7%in 3%4in 3%4in 54ZU86 * Dove Gray 9277-06 _40CP18 
Shampoo Dispensers FMX™ Refills 
Push-In Valve : PROVON® Foam Handwash with Moisturizers 9285-02 3AU26 2 
@ Resenoir White Wall 400mL 10%in 7%in 3%in 1DYD7 PROVON® Foaming Antimicrobial Handwash with Moisturizers 5286-02 3AU27 2 
Push-In Valve, . , PROVON® Foam Hair and Body Wash with Moisturizers 9287-02 3AU28 2 
5 Racervoir White Wall 400mL 10%in 6%in 3%in 1DYE1 1,200 mL 
Refills FMX™ CHG Dispenser 
Replacement Bottle, For Use With 110808 110809 Dove Gray _ 5172 SEDE1 1 
Replacement Bottle, For Use With 110810 11811 FMX™ CHG Refill = 
* ADA Compliant. PROVON® Antimicrobial Skin Cleanser 9304-03 _ SEDD9 3 
1496 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
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Gojo 
FMX-12"" 


Dispensing System 
= 1250mL 





| j . 
Manually dispense hand soap and —_ 
feature a large sight window for =e 
easy refill check. One handed-push No. 56JM27 
operation. ADA compliant. No. 3WU72 
Mfr. Item Pkg. 
Description Model No. Qty. 
Dispenser 
Dove Gray 5150-06 3WU72 1 
Refills 
GOJO® Luxury Foam Handwash 5161-04 56JM27 4 
GOJO® Luxury Foam Antibacterial Handwash 5162-04 56JM28 4 
GOJO® Green Certified Foam Hand Cleaner 9165-04 56JM30 4 
GOJO® E1 Foam Handwash 5167-04 56JM31 4 
GOJO® Green Certified Foam Hand, Hair & Body Wash 5163-04 56JM29 4 





Goj e) No. 4HGV9 


TFX™ 1200mL Touch-Free 
Dispensing Systems 


Automatically dispense the correct amount of hand soap needed. Large sight 
window provides easy refill checks. ADA Compliant. 


No. 1PKP7 No. 4HGW1 


Mfr. Item Pkg. 

Description Model No. Qty. 
Dispensers 
Dove Gray 2740-12  1PKP7 1 
Black 2730-12  1PKP8 1 
Nickel 2/89 4HGV9 1 
Brushed Metallic 2799 4HGW1 1 
Refills 
GOJO® Premium Foam Handwash with Skin Conditioners 5361-02 1PKN8 2 
GOJO® Premium Foam Antibacterial Handwash 5362-02  %1PKN9 2 
GOJO® Green Certified Foam Hand Cleaner 5665-02 1LWU3 2 





Gojo 
ADX-12™ L/ 
Dispensing 
Systems 


# 1250mL 


Lockable systems manually dispense hand soap. Feature a large sight window 
for easy refill check and removable pump. 





No. 122364 


No. 12Z368 No. 122372 


Mfr. Item Pkg. 

Description Model No. Oty. 
Dispensers 
White 8880-06 122368 1 
Gray/White 8884-06 122370 1 
Black 8886-06 122371 1 
Black/Chrome 8888-06 122372 1 
Refills 
GOJO® Clear & Mild Foam Handwash 8811-03 122364 3 
GOJO® Citrus Ginger Foam Hand & Showerwash 8813-03 122366 3 
GOJO® Botanical Foam Handwash 8816-03 122367 3 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





JANITORIAL 
Dispensing Systems 


Gojo 


Gojo 
NXT® 1000mL 
Dispensing <9 


Systems svNI8 


SPACE SAVER™ design takes up less space than traditional 800mL dispensers. 
Manually dispense hand soap. ADA Compliant. 










No. 
SVMF5 


Mfr. Item Pkg. 
Description Model No. Oty. 
Dispensers 
Dove Gray 2130-06 5VN18 1 
Black 2135-06 8VMF5 1 
Refills 
GOJO® Ultra Mild Antimicrobial 9112-08 5VNO9 3 


Lotion Soap with Chloroxylenol 


Gojo 
LTX™ 1200mL 





Touch-Free \ | os 
Dispensing ala ca —-z 
Systems No. 15E822 No. 15E821 No. 15E819 


Dispensers optimize energy use and virtually eliminate the need to change 
batteries. Lockable units automatically dispense the correct amount of soap 
needed. Feature large sight window for easy refill check and removable pump. 
ADA Compliant. 


Mfr. Item Pkg. 

Description Model No. Qty. 
Dispensers 
White 1980-04 15E822 1 
Gray/White 1984-04 15E823 1 
Black 1986-04 15E824 1 
Black/Chrome 1919-04 15E821 1 
Refills 
GOJO® Clear & Mild Foam Handwash 1911-02 15E819 2 
GOJO® Antibacterial Plum Foam Handwash 1912-02 52YM12 Z 
GOJO® Pomeberry Foam Handwash 1916-02 15E884 2 






eN No. 16Z906 


S| 


i 


| 
Counter-Mount — 
Dispensers , 
CXi™ is a touch-free system; CXT™ , es 
features extended battery life, No. 
and CX™ includes a snap-in-place 1AUP2 . 
cartridge system. No. 16Z907 
Mfr. Item Pkg. 
Description Model No. Qty. 
Dispensers 
GOJO® CXi™ Touch-Free, Chrome 8520-01 1MBH6 1 
GOJO® CXT™ Touch-Free, Chrome 8540-01 162906 1 
GOJO® CX™ Manual, Chrome 8500-01 1AUP2 1 
Refills 
PURELL® Professional Mild Foam Soap 8545-04 162907 4 
PURELL® Professional Refreshing Foam Soap 8516-04 20PV32 4 





JANITORIAL Scan. Order. Done. 











Dispensers & Hand Soaps Details on page A1. 
Mfr. Item 
Description Model No. 
Protect - Pre-Work Skin Protection Creams 
Sunscreen - 1L SUNIL 35YX91 6 
Medicated Skin Cream Dispenser - 1000mL Refill Size PRO1LDS 35YX93 1 
, Sunscreen Dispenser - 1000mL Refill Size SUNiILDS 35YX94 1 
Cleanse - Appropriate Cleanser to Remove Dirt & Irritants 
| Shampoo and Body Wash, Rainforest Fragrance - 2000mL HAB2LT 35YX90 4 
Shampoo/Body Wash Dispenser - 2000mL Refill Size SHW2LDP 35YX98 1 
Hand Soap, Fresh Fragrance - 1000mL AZU1L 35YX77 6 
/ Hand Soap, Fresh Fragrance - 1250mL AZU120TF 35YX81 3 
en Hand Soap, Fresh Fragrance - 2000mL AZU2LT 35YX80 4 
No. 35YX98 No. 35YX85 >_> Touch-Free Soap/Sanitizer Dispenser - 1200mL Refill Size TF2WHI 35YY03 1 
Push Style Soap Dispenser - 3250mL GPF3LDQ 32KL76 1 
Foam Hand Soap - 3250mL Refill Size GPF3LNA 28AR59 2 
= Foam Soap Dispenser - 1000mL Refill Size WRMIiLDS 35YX95 1 
else No. 35YX77 No. 35YX96 Foam Soap Dispenser - 2000mL Refill Size WRM2LDP 35YY05 1 
Sanitize - Use With or Without Water to Kill Germs and Provide Hand Hygiene 
p f = | Ski Hand Sanitizer, Unscented - 400mL Pump Bottle IFS400ML 35YX86 6 
Hand Sanitizer, Unscented - 1000mL Cartridge IFSTTF 35YX85 3 
ro rr incare Hand Sanitizer, Unscented - 1000mL Cartridge IFS1L 35YX84 6 
Foam Hand Sanitizer Dispenser - 1000mL Refill Size IFS1LDS 35YX96 1 
and ispensers Touch-Free Hand Sanitizer Dispenser - 1000mL Refill Size AUTOINFCON 35YX97 1 
7 Restore - After-Work Creams to Maintain Skin In Healthy Condition 
4-pt. system provides skin care for any workplace environment. The Medicated Gan Cream <4 SBSiL 35YX92 6 
system is designed to help keep the skin permanently healthy and Skin Conditioner, Unscented - 1000mL RES1L 35YX82___—6 
consists of the following steps: protect, cleanse, sanitize, and restore. Lotion Dispenser - 1000mL Refill Size RES1LDS 35YY02 1 
54EF43 
r Fleet} — 
enMotion® a =e 
Automated Soap and Dial aes ws : 
ag = BASICS — = = e? 
Sanitizer Dispensers wc . =z " 





Stylish units provide virtually soundless 
automatic dispensing of foam soaps and No. 41D353 No. 41D777 No. 41D356 No. 41D775 
sanitizers. High-capacity refill bottles 


are hygienically sealed to help reduce Liquid Soap Bottles 


: cross contamination. Refills are simple ‘ { 1, 
See Page 1485 for Required to load for easy maintenance and unin- and Refills —_ a 
Dispenser Sublease Information terrupted service. . na 


No. 
54GD34 








Description Fragrance Size No. Qty. 
_ Mfr. Item Liquid Soap Bottles 

: Description Model No. Floral 2 02. 41D359 48 
Dispensers Dial® Professional Antimicrobial Floral (5 02: 4XKR6 12 
Counter-Mount Soap Dispenser, Chrome 52065 54EF43 Floral 16 07. 41D362 12 
Wall-Mount Soap/Sanitizer Dispenser, Black 52057 53JU89 Hon kl 75 07. 

Wall-Mount Soap/Sanitizer Dispenser, White 52058 53JU90 Dial® Basics Professional Fosener an Mint 2 a a nae ib 
Wall-Mount Soap/Sanitizer Dispenser, Stainless Steel 52060 54GD34 Dial® Professional Antimicrobial 
Soap Refills - Pkg. of 2 eee Skin @ crobia Pleasant 16 02. 41D361 12 
Foam Moisturizing Soap, Unscented - 1200mL 42714 93JU93 Softsoap® Soothing Aloe Vera Clean Fresh 7.50z.  41D777 6 
Foam Moisturizing Soap, Tranquil Aloe® - 1200mL 42715 53JU94 Liquid Refills 

Antimicrobial Soap, Aloe Vera - 1200mL 42819 53JU95 Dial® Broad Spectrum Antimicrobial Floral 1 gal. 4XKR5 4 
Hypoallergenic Soap, Unscented - 1200mL 42818 93JZ89 Dial® Basics Professional Honeysuckle 1 gal. 41D356 4 
Sanitizer Refills - Pkg. of 2 Dial® Professional Antimicrobial Floral (aa 41D364 4 
Unscented - 1000mL 42336 53JU92 Sensitive Skin ols ae 

Unscented - 1000mL 42334 53JU91 Softsoap® Antibacterial Hand Soap Unscented 1 gal. 31HJ19 4 
Unscented, Moisturizing - 1000mL 42331 53PZ32 Softsoap® Soothing Aloe Vera Unscented 1 gal. 41D775 4 


Pacific Blue Ultra™ 
Soap and Sanitizer 








No. - 
52PG16 Dispensers at 
Manual dispensers feature a durable design, GoJo 
adjustable portion control, and when using 7 
high-quality Pacific Blue™ soaps and sanitiz- Foam Soa B ttl 
ers, deliver the hygiene efficiency you expect | ‘ a Pp Oulles 
with the durability you need for day-to-day No. 41D347 No. 1VZR1 and Refills 
performance. im ee 
Mtr. Item Description Fragrance Size No. Oty. 
Description Model No. Foam Soap Bottles 
Dispensers Dial® Complete Antimicrobial Citrus 1502 1XEJ3 8 
Black 53057 52PG16 Cranberry 7.5 OZ 41D348 8 
White 53058 52PG17 Dial® Complete Antibacterial Pear £:5.0Z 41D347 8 
Hand Soaps Spring Water 7.5 0Z 48GE57 8 
Dye-Free Unscented, 1200mL 43714 52PG14 Dial® Complete Professional Original 15.2 02 41D372 4 
Pacific Citrus®, 1200mL 43715 52PG15 Dial® Basics Professional Honeysuckle 15.2 02 41D373 4 
Antimicrobial Pacific Citrus®, 1200mL 43819 52WP71 Dial® Basics Hypoallergenic Honeysuckle 7.5 OZ 41D352 8 
Antimicrobial Unscented, 1200mL 43818 53JZ91 GOJO® Premium Foam Antibacterial Handwash _ Fresh Fruit £502 1VZR1 6 
Hand Sanitizer GOJO® Green Certified Foam Hand Cleaner Unscented (5 0Z 2YPX3 6 
Unscented, 1000mL 43335 52WP70 Foam Refills 
Shampoo/Body Wash Dial® Complete Professional Original 1 gal 41D375 4 
Aloe, 1200mL 43024 53JZ90 Dial® Professional Basics Honeysuckle 1 gal 41D374 4 
1498 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” . JANITORIAL 
Find the wy. Find Solutions. Find Great Prices. Dispensers & Hand Sanitizers 
LTX™ ADX-12™ " 
Mfr. Item Pkg. Mfr. Item Pkg. 

Description Model No. Qty. | Model No. Oty. Gojo I Purell Piven 
Dispensers ® - ; 
White 1920-04 156335 1 | 8820-06 122354 1 
Black/Chrome | 1928-04 156336 1 | 8828-06 122355 1 LTX"™ 1 200mL and = 
Refills Peet 
PURELL® ™ 
Advanced Hand ADX-1 2 1 250mL 
Sanitizer Green | 1904-02 156381 2 | 8804-03 122352 3 . 
cent Foam Dispensing Systems =. . No. 

122355 
Advanced Hand 1905-02 156332 2 (| 8805-03 12R423 3 Lockable systems with a removable 
Sanitizer oam pump and a large sight window for bi ie 
sch models feature touchfree dispens- ; . 
Nourishing Foam ; ; uae ita hoy ‘= 
PURELL® ing and virtually eliminate the need to ——— = = — 
quvanced Han’ 1903-02 156330 2 8803-03 127351 3 change batteries. ADX-12™ models 
Certified Gel manually dispense sanitizer. == 
—— 


Gojo GZ » |Gojo iT 











us ws i 
™ a a 
ADX-12™ = FMX-12'" Dispensing a fae? 
= = se \ 
Dispensing System | EE | 
Systems — Manually dispenses hand sanitizer. Large '_ = 
sight window for easy refill check. One = i, — / 
Lockable systems manu- handed-push operation. ADA Compliant. No. 1VZP4 No. 56JM47 
ally dispense hand sanitizer. Mir. item Pkg. 
Feature a large sight window Description Model No. Qty. 
for easy refill check. bispenser 50076 AWEBA 
Removable pump. Lifetime No. 122354 No.12Z355 No. 12Z352 | pon 
performance guarantee. PURELL® SF607™ Hand Sanitizer Foam 5184-04 56JM45 4 
PURELL® Advanced Hand Sanitizer Green Certified Foam 5191-04 56JM47 4 
ee Sat | oo on, PURELL® Advanced Hand Sanitizer Foam 5192-04 56JM48 4 
a aoe ote u y. PURELL® Advanced Hand Sanitizer E3 Rated Foam 5193-04 56JM49 4 
White ue a7asa | PURELL® Advanced Hand Sanitizer Skin Nourishing Foam 5198-04 56JM51 4 
BI Ch 8898-06 127355 4 PURELL® Advanced Hand Sanitizer Green Certified Gel 9091-04 S6JM39 4 
ee Ome PURELL® VF481™ Hand Sanitizer Gel 6196-04 56JM52 4 
PURELL® Advanced Hand Sanitizer Foam 8805-03 12R423 3 
PURELL® Advanced Hand Sanitizer Green Certified Gel 8803-03 12Z351 3 a 
PURELL® Advanced Hand Sanitizer Green Certified Foam 8804-03 127352 3 NXT® 1000mL Baik. | ie 
PURELL® Advanced Hand Sanitizer Skin Nourishing Foam 8806-03 122353 3 Di 7 S t GoJo we _— 
ispensing System : pa 
™ ' = 
SPACE SAVER™ design takes up a S 
maw, lot less room than traditional 800mL : 1 3 = 
® | . U y , 
GO eo] dispensers. Manually dispenses hand Ne No. 
= Pixirellf sanitizer. ADA Compliant. 5VNi5 —«13G701 
SAR 
TF 1 200mL Mfr. Item Pkg. 
T i F Description Model No. Oty. 
oucn-rree E» Dispenser 
7 7 Dove Gray 2120-06 5VN15 1 
Dispensing Systems Refill 
; : 5 PURELL® Advanced Hand Sanitizer Biobased Gel 0272-08 20W425 8 
Automatically dispenses correct amount \ PURELL® Advanced Hand Sanitizer 2156-04 13G701_ 4 
of hand sanitizer needed. Feature large k , PURELL® Advanced Hand Sanitizer Soothing Gel 2137-08 13G704 8 
‘ : : PURELL® Advanced Hand Sanitizer Skin Nourishing Gel 2151-08 13G696 8 
sight window for easy refill checks. ADA No. 1PKP9 No. 4HGW2 PURELL® Advanced Hand Sanitizer 3 Rated Gel 9163-08  20W430 8 
Compliant. 
Mfr. Item Oe 
Description Model No. ty. . a 
Dispensers 800mL Bag-in-Box gaa oa 
Dove Gray 2720-12 1PKP9 1 Di es S f J A sis 
Nickel 2780 4HGW2 1 Ee . 
tine ispensing system eurccs 
PURELL® SF607™ Hand Sanitizer Foam 5384-02 22F130 2 Manually dispenses hand sanitizer. A . 
PURELL® Advanced Hand Sanitizer Green Certified Foam 9391-02 20W437 2 SS 
PURELL® Advanced Hand Sanitizer Foam, 1200 mL 5392-02 13G691 2 Features sanitary, sealed refill bags. 
PURELL® Advanced Hand Sanitizer Foam, 1000 mL 9992-02 13G692 2 Mtr. Item Pkg. 
PURELL® Advanced Hand Sanitizer E3 Rated Foam 9393-02  2YPX6 2 Description Model No. Qty. > 
PURELL® Advanced Hand Sanitizer Skin Nourishing Foam 5398-02 20W439 2 Dispenser Ss om No. 
PURELL® Advanced Hand Sanitizer Skin Nourishing Gel 0451-04 SGJZ5 4 Ceramic White 9621-12 5W629 1 -— & 20w451 
PURELL® Advanced Hand Sanitizer Gel 0456-04 13G698 4 Refills ee 
PURELL® Advanced Hand Sanitizer Green Certified Gel 9491-04 20W440 4 PURELL® Advanced Hand 9657-12 0W451 { wi 
PURELL® VF481™ Hand Sanitizer Gel 5496-04  3EUF4 4 Sanitizer with Moisturizers 
PURELL ES® — 
ZA se Mfr. in pha) pet 
Description Model 0. ” 
Everywhere System GoJo [Purell] Hand Sanitizer Dispenser 
sae sai : Manual Operation 1450-D8 36NA62 — —s 
Hand sanitizer system that can be placed anywhere it is needed. Kills Hand Sanitizer , ¢ 
99.99% of most common germs that may cause illness. Compact size Citrus Fragrance - Pkg. of 2 1450-08-2PK _ 36NA63 | 
and multiple mounting options for ultimate adaptability. SANITARY Pahees aa rane - Pko of 6 400-06 SGNAG4 
SEALED™ refill helps prevent contamination. Easy-to-install refills snap Black 5830-08-BLK  36NA65 No No No. No. 
in quickly for easy maintenance. White 9840-08-WHT 36NA66 36NAG2 36NAG63 36NAG65 36NAG66 
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Scan. Order. Done. 
Details on page A1. 


JANITORIAL 
Hand Sanitizers & Wipes 




















ik . - Fisirci] 
Yo rf... “— \| a 
[Purell = =) fa, ip) 
=5" unarase id rere p semen - =| 
Hand Sanitizer © = | . ane “| 
. = | — re | J - 
Kills 99.99% of most ie. Sa rm mame sate 
common germs that ma , 
i y No. No. No. No. No. No. No. No. 
Cause NINES. 412X257 20W445 20W433 20W443 20W448 46C648 13G694 3AA15 
Mfr. Item —_— Pkg. Mfr. Item —_— Pkg. 
Description Size Model No. Qty. Description Size Model No. Qty. 
Gel JELLY WRAP™ Carrier 
Pump Bottle PURELL® Advanced Hand Sanitizer Gel 10z  3900-36-WRP 460648 36 
PURELL® Advanced Hand Sanitizer Green Certified Gel 8 02 9691-12 20W453_ Single-Use Packets 
2 OZ 9606-24 20W444 24 PURELL® Advanced Hand Sanitizer, Single Use 1.2mL  9620-2M  52PG18 2000 
si 8 0Z 9652-12 20W449 1 Foam 
PURELL® Advanced Hand Sanitizer Gel 1202. 3659-12  12X257_-12 PURELL® Advanced Hand Sanitizer Green Certified Foam 535mL 5791-04 20W441 1 
2,000 mL 9625-04 20W445 4 = 45mL 5692-24  13G695 24 
PURELL® Advanced Hand Sanitizer Soothing Gel 120z 3630-12 21R992 12 Penaeee powenee rane sanizel Poa 535 mL 5792-04. 13G694 4 
PURELL® Advanced Hand Sanitizer Skin Nourishing Gel 12 0z 3646-12 38CC04 1 PURELL® Advanced Hand Sanitizer 45 mL 5698-24 3EUE3 24 
PURELL® Advanced Hand Sanitizer Green Certified Gel 12 0z 3691-12 20W433 1 Skin Nourishing Foam Soo ML 5798-04 13G689 4 
PURELL® Pal™ with Pump Bottle ” a 45mL 5684-24  22F133 24 
PURELL® Advanced Instant Hand Sanitizer Boz. 9600-PL1 20W443 1 PHRELL SrOUE Hane camer roam 535 mL 5784-04  22F132~—«4 
Squeeze Bottle with Flip Top Aerosol Foam 
toz  3901-2C-250 460646 250 PURELL® Foaming Hand Sanitizer 150z 9698-12  3AA15 1 
PURELL® Advanced Hand Sanitizer Gel 2 0Z 9605-24 138G703 24 
4 oz 9651-24 20W448 24 
—— 
No. 24WJ88 No. 4YCR4 No. 31HJ72 No. 12H935 No. 1PKR3 No. 5FYP5 
__ simple 
OC RU “@ Kimberly-Clark ee -§ ° (tC = 
UDS GOJO green _ 
Heavy-Duty Hand Cleaner Wipes “ia 
et | 
No. of Package Mfr. Item Pkg. 4a] 
Description Wipes Sheet Size Type Model No. Qty. Pursl ; 
Citrus Fragrance Zz eB. 
100 8inx12in  !dividually 42201  24wJo1 1 : 
SCRUBS® Hand Cleaner Towel wrapped 
72 10inx12in Bucket 42072 24WJ88 1 
30 10 inx 12 in Dispensing Tub 42230 24WJ90 6 
Kimberly-Clark Professional® No. 3EUG2 No. 24CG23 
Wypall® Waterless 75 Q9¥inx12 in Bucket 91371 4YCR4 1 
Cleaning Wipes 
25 = 7inx9in Canister 6282-06 31HJ70 1 
60 9inx 10in Pack 6285-06  31HJ71 6 
GOJO® Fast Towels 130 Qinx10in Bucket 6298-04 31HJ72 4 - 
225 Qinx10in Bucket 6299-02  31HJ73 2 4 | 
25 = 7in x 9 in Canister 6383-06 31HJ74 1 | 
72 Wen Canister 6396-06  31HJ75 1 [Purell] zs 
oo a Box 6380-04  31HJ76 1 —— or 
170 (OR INX Bucket 6398-02  31HJ77 1 SCRUBS 
Unscented = ae pee poem 
Simple Green® Safety Towels 75 10inx12in Tub 3810000613351 220621 1 Sanitizing Wipes No. 2YNP1 
Kills 99.99% of most common germs that may cause illness. 
‘ 4 H d Cl H iy Packaging Mfr. Item 
"] an eaning Description Type No. of Wipes Sheet Size Model No. 
Wipes 
; and Hand Bucket 970  6in’x6¥%in 9113-06  12H935 
=n 8 = bats 3 : Box 100 5in'x 7in 9022-10 1PKR5 
| ® 
. 5 Sanitizing Wipes PUNELE naneoanizing WIPES — Bax 1,000 5in’x7in 9021-1M  1PKR4 
| , | ; ij Box 4,000. 5in"x7in 9020-4M  1PKR3 
3 and cleaning wipes feature dual-textured Box 40 5in'x7in 9025-12 5FYP4 
= | terial for heavy-duty hand cleani fede irc Fa Box 120 5in'x7in 9027-12 _5FYPS 
= material for heavy-duty hand cleaning. Hand Sanitizing Wipes ple aia 
ua bei see Packet 17,000 5in'x7in 9026-1M  5FYP6 
Se aaneS Hand sanitizing wipes kill 99.9% of most PURELL® Hand Sanitizing Canister 80 Gin'x7in 9030-12 3EUGT 
= No. SEWAS = common germs that cause illness. Wipes, Alcohol Formula Canister 175 Gin"x7in 9031-06 —_ 3EUG2 
SCRUBS® Hand Wipes Canister 85 6 in" x 8 in 90985 5MP31 
Package Item Pkg. SCRUBS® Lemon Hand Wipes _ Canister 120. Gin'x8in 92991 2FLL9 
Fragrance _No.ofWipes _ Sheet Size Type No. Oty. PURELL® Hand Sanitizing Wipes Canister 100 5%in"x7in 9111-12 24CG23 
Hand Cleaning Wipes Dispensing Wipes 
Citrus 72 10% inx 12% in Canister 31HJ79 1 PURELL® Hand Sanitizing Baan ake 
Citrus 170 10%inx12%in Bucket 31HJ78 1 Wipes Refill SoftPack 1,200 = Gin’x8in 9118-02 = 14L978 
Hand Sanitizing Wipes a PURELL® Hand Sanitizing _ _ _ 9019 oYNP4 
Neutral 85 6 in x 8in Canister SEWAS 1 Wipes Wall Dispenser 
1500 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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JANITORIAL 
Dispensers & Hand Cleaners 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


am ae 

GoJo 

PRO™ TDX™ 5000mL and 2000mL Heavy- 
Duty Hand Cleaner Systems 


Portion control system reduces total cost per wash. Rugged dispensers use sanitary-sealed bag-in-box refills 
(sold separately). 














5000ML DISPENSER 2000ML DISPENSER 
Mfr. Item Pkg. Mfr. Item Pkg. 
Description Application Fragrance | Model No. Qty. Model No. Qty. 
Dispensers 
Gray —_— — 7500-01  3U550 1 7200-01 3U515 | 1 
Refills 
GOJO® SUPRO MAX™, : ; | 
Nondrying Formula | Oil, Grease, Paint, and Floral | 7572-02 52RU29 2 | 7272-04 52RU28, 4 
GOJO® SUPRO MAX™ Cherry Adhesives Removal 
with Gentle Scrubbers 7 Cherry 7582-02 52RU25 2 7282-04 52RU24 4 
GOJO® NATURAL* ORANGE™ Smooth Dirt, OilandGrease — Cittus § —  — | — 7250-04 12V413 4 
_ GOJO® NATURAL* ORANGE™ Pumice _ Removal Citrus | 7556-02 12V416 | 2 7255-04 12V414 |) 4 Ta RAG 
GOJO® MULTI GREEN® with Oil, Grease, Paint, Tar, ‘5 7 oO. 
_ Nonabrading Scrubbing Particles and Asphalt Removal Citrus. | 7565-02 12417) 2 7265-04 = 12V415 | 4 
GOJO® Cherry Gel Pumice Heavy Dirt, Oil and : ; 
Hand Cleaner Grease Removal Cherry 7590 02 5DZN7 2 7290-04 5DZN8 | 4 
GOJO® RICH PINK™ 
* Natural Citrus ingredient. 
| | 
No. 43NR78 No. 451C37 No. 449W24 No. 43NT24 
Mfr. Item Pkg. 
4 Description Model No. Oty. 
1-Gal. Dispenser and Pump 
industrial Aluminum and Nylon Dispenser, Gray 600101 43NR78 1 
Top-Mount Pump, White 666901 451037 1 
No. 3FPP3 1-Gal. Refills 
=< Hand Cleaner Cherry Bomb with Emollients, Pumice 095124 43NT33 4 
= S t Lemon with Lanolin, Pumice, Solvent-Free R54824 449W33 4 
ystems Orange with Aloe Vera, Citrus Based, Pumice 302824 Ad9W24 4 
fa Soy-Based, Walnut Shells 084923 43NT24 4 
No. 3FPN9 





 —a/ 4 
“elo 
| 


5000mL Heavy-Duty Hand 
Cleaner Soap System 


Rugged bag-in-box dispenser uses sanitary, sealed 


Gojo 








* Natural Citrus ingredient. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


: : LEMON PUMICE 
refill bags. Portion control reduces total cost per Hand Cleaner =p =O 
il Creme cleans with or without water. No harsh solvents. | 2220 | eee 
Item —— Pkg. = —— | 
Description Fragrance _No. Qty. 7 eae Mfr. Item wracsanetly 8 
Dispenser 7 Description Application Model No. 
Foam Soap Dispenser = 3FPP3 1 ae aan Famice Grease, Oil, Tar 0915-06 62635 
Citrus Hand Cleaner with Citrus 12V418 2 as 
Nonabrading Scrubbing Particles 
Cherry Gel Pumice Hand Cleaner —_ Cherry 3FPN9 2 
Gojo 
REGISTER NOW! , D ty Hand Cl 
j ! 
Enjoy These Features & More! Mir. Item Pkg. 
____ Description Size Application Fragrance Model _No. _ Atty. 
[4 Access your pricing GOJO® Cherry yp OZ Healy Ui oe ee — 
. Gel Pumice 208 and Soil cherry - No. 3EUF8 No. 401Y22 
[View order history Hand Cleaner {gal Bomova 2358-02 3EUF9 1 
[Vf Save favorites to GOJO® MULTI ee 
your personal lists GREEN® ECO 640z Dat 0989-04 40122 4 
; Hand Cleaner Removal 
[VW Check real-time Pema 14 oz 0957-12 12V410 12 No. 
product availability ORANGE” Pumice 0294 po Citrus 0958-04 12V411. 1  42yao9 
1 gal Pe ene 0955-04 12V409 1 
> Sign in or register on GOJO8 NATURAL* “95 gay Removal 0948-04 413P643 1 
Grainger.com® today! moon “+ gal 0945-04 12V407 1 
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JANITORIAL 
Glass Cleaners 


Scan. Order. Done. 
Details on page A1. 





NON AMMONIATEO 
GLASS CLEANER 


Wits AMMONMIATET 


LAASS 


Ce ee 





No. 36XX43 No. 36XX44 No. 49NW20 


* 


Glass Cleaners 


Remove fingerprints, smudges, and more. For use on glass, mirrors, chrome, 
plastic, and stainless steel. No. 410264 is a foaming cleaner that clings to verti- 
cal surfaces and leaves no spots. 


¢ Johnson 





LLASS 
CLEANER WIPES e- 


TE 


CONCENTRATED 


GLASS CLEANER 
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Se 
| het (erie ate, et ete tt el ik ete Lh ==: = 
No. 49NW21 No. 41C264 No. 54ZV60 
Item Pkg. 
Description Size No. Qty. 
Liquid 
Glass Cleaner Spray 1 gt. 36XX43.—sd 
Glass Cleaner Concentrate 1 qt. 36XX44 1 
Glass & Multisurface Cleaner, RTU 1 gal. 49NW20 1 
Glass & Multisurface Cleaner Concentrate, 1:10 Dilution 1 gal. 49NW21 1 
Aerosol : : 
Glass & Utility Cleaner 20 oz. 410264 12 
Glass & Multisurface Cleaner, RTU 1 gt. A9NW23 1 
Wipes 
Glass Cleaner Wipes 90 ct. 94ZV60 1 
>» ~ 
| 




































































Se prri4 ~ 
No. 3JW49 No. 3HUT9 No. 56GW49 No. 4TKD9 No. 56LL39 No. 2ZWJ9 
Glass and Multisurface Cleaners DP S&S eee. 
Glass Cleaners—Loosen soil upon contact. _ Item Pkg. 
Remove fingerprints and smudges without Ese se=cnpt on _ Ut ano. Qty. _ 
streaking or leaving a film. Also can be used to “Ammoniated Liquid . — ) 
clean chrome, stainless steel, mirrors, ceramic ve orga Glass ang uate as as i + oz. _ aiWas - 
index® Original Glass and Surface Cleaner, Trigger Sprayer oz. 12 
tile, enamel, plastic, and other hard surfaces. “Windex® Original Glass and Surface Cleaner, Refill Jug *T gal. MMINGEX “3U560—~SS~*~*«S*S 
Windex® cleans with Ammonia-D® for a ~Windex® Powerized —Sgal. ee 203199 1 
streak-free shine and contains no phosphates. & Professional RTU Glass Cleaner 1 qt. Zep Professional SHUTS 1 
- F 7 F 7 mmoniate Ipes” _ === aoe = 
No. 4TKD9 Is made with plant and mineral “Windex® Wipes 36 ct Windex 5eGw49 19 
based cleaning ingredients and is EPA Safer Nonammoniated Liquid | 
Choice Certified. _ECOS PRO Glass Cleaner, Lavender 32 0Z. _ATKD9 1 
-ECOS PRO Glass Cleaner, Lavender 1 gal. Ecos Pro 39N077. 1 
Glass and Multisurface Cleaners—Use on _Earth Friendly Window Kleener, Lavender 1 gal. : ATKE1 iz 
: Nonammoniated Aerosol 
most washable surfaces, including chrome, _Zep® Professional Foaming Glass Cleaner 20 02. Zep Professional SDPVO 1 
stainless steel, bathroom fixtures, and laminate Glass and Multisurface Cleaners 
countertops. No. 2ZWJ9 is made from 98% natu- _Liquid_ _ 
rall ae biodearadable inaredients Glance® Ammoniated Glass and Multisurface Cleaner 32 02. Diversey 56LL39_ 12, 
y g g ; Green Works® Glass & Surface Cleaner 32 02. Green Works 2ZWJ9 12 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® JANITORIAL 





Find the wy. Find Solutions. Find Great Prices. Restroom/Kitchen Cleaning Chemicals 
4 128 
> 

Instant | 
ft en | Disinfectant/ . 
— = 
Ee Be Mildew Removers 
ak Fo Disinfect and kill 99.9% of 


germs. Remove and destroy mold 
spores and mildew stains without 





scrubbing. 
No. 11Y672 No. 38V849 No. 20K991 item Pkg. 
Size No. Oty. 
32 02. 1AU33 9 No. 1AU33 No. 20K972 
_ 128 0z. -20K972 4 





PR Tae 


No. 20K969 No. 2ZWJ7 No. 20K971 cere Liarunon se peruse 2 


SLR EUT et persis cal 
Sealed AD - — 


(/ No. 4LEY4 : : No. an No. 3UP44 | 
QD oreo, TE 
Bathroom Disinfectant Cleaners - CUR < Ss 2 simple 


Remove soap scum, soil, and grime while deodorizing and disinfecting in 1 
step. Eliminate the need for multiple cleaners. Use on showers, tile, tubs, and 















































bathroom sinks. Lime Scale Removers 
Item Pkg. | Remove mineral deposits, hard water stains, soap scum, and lime deposits. Safe 
Description Size Brand No. _Qty._| on bathroom fixtures. 
Liquids ' : ae = * 
Crew® NA SC Non-Acid Bowl & Item Pkg. 
Bathroom Disinfectant Cleaner 4 AL ; DWEISeY re a Description Size Brand No. aly, 
_Lysol® Bathroom Cleaner 22 Oz. Lysol 38V849 12 CLR® AlleP cl 28 02. 4LEY3 1 
Vani-Sol® Bulk Disinfectant Washroom Cleaner 1 gal. Vani-Sol 20K991 4 Calcium ae aan 1 gal. CLR __ ALEY4 1 
Trigger Sprays 5 gal. ALEY5 1 
igger opray = ease Eanes — 9 
_ Clorox® Disinfecting Bathroom Cleaner 30 02. _— Clorox = 20K969_—soO9—| Zep Professional® Calcium 1 gal. Ze Bratessianal 4TMK3 1 
_ Green Works® Bathroom Cleaner _ 24 02. Green Works 2ZWJ7 12 | and Lime Remover 5 gal. c _4TMK5 1 
Lysol® Disinfectant Basin Tub & Tile Cleaner 32 OZ. Lysol 20K986 = 12 Simple Green® Lime 3202. Girne een _ 3UP43 1 
_Tilex® Soap Scum Remover & Disinfectant 32 OZ. Tilex 20K971_ 9 | Scale Remover 1 gal. P 3UP44 1 








Teo: 
KITCHEN & 


No. 4TKD1 


BATH CLEANER mises 
rf Ecos 

KITCHEN & 

BATHROOM 


L400 . CLEANER 


SHOUT E TILE 
CLEARER 



































sin ole No. 2GVN7 No. 39F168 No. 4TKC9 No. 20K983 
Item Pkg. 
eo Ox Description Size Brand __ No. Qty. 
Liquids - - 
Earth Friendly Products® Parsley Plus All Purpose Kitchen Cleaner —1gal. _Ecos Pro ATKD1 1. 
Dymon mon r Simple Green® Clean Building Bathroom Cleaner — igal. _ Simple Green -2GVN7 * 2 
ymo Brand 800 ECOS PRO Kitchen & Bathroom Cleaner, Parsley 1 gal. Ecos Pro. -39N014 1 
Trigger Sprays" aa es 
Goo Gone® Grout & Tile Cleaner 14 02. Goo Gone 39F168 _ 1. 
Bathroom Cleaners ae re Kitchen & Bathroom Cleaner, Parsley Plus 32 02. Ecos Pro ATKC9” 1 
eroso 
Kaboom Bathroom Cleaner, Fresh 190z. Kaboom 20K983 








Remove sdap scum, soil, and grime. Use * Meets Green Seal® standards for industrial and institutional cleaners based on its reduced human and aquatic toxicity and 
on showers, tile, tubs, and bathroom sinks. — reduced smog production potential. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1503 
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Restroom/Kitchen Cleaning Chemicals Details on page A1. 









HY DROCHLOF 
SL OLEANER 





No. 2LEF6 No. 4BU74 No. 3U557 





><. 






No. 2LEF5 No. 3EEF2 No. 1AU29 * : 
Cleansers 
Scour tough stains and soils on 


sinks, toilet bowls, ceramic tile, 


and pots and pans. Clean without 
scratching. ° 





Description Size Brand No. Qty. 
Liquids 
Tough Guy® Creme Cleanser 1 gt. Tough Guy 2LEF6 1 
Comet® Creme Cleanser with Chlorinol® 32 OZ. Comet 436P88 10 
ECOS PRO Creamy Cleaner, Lemon 17 0z Ecos Pro 39N017 1 
Clorox® Bleach Cream Cleanser 32 OZ. Clorox 38P098 8 
Soft Scrub® Liquid Cleanser with Bleach 36 02. 4BU74 6 
Soft Scrub® Lemon Cleanser 36 02. eof Scrub 1XEJ1 6 
No. 20K968 No. 55ED92 No. 55ED93 Soft Scrub® Liquid Cleanser 24 02. 20K988 9 
Soft Scrub® Liquid Cleanser with Bleach 24 Oz. 20K989 9 
Powders 
— Comet® with Chlorinol® 21 02. Comet 3U557 24 
— Ajax® with Bleach 21 OZ. Ajax 1CH06 24 





praiy 





No. 49RM14 No. 10A369 No. 3HUK9 : 
No. 20J157 No. 20J159 No. 20K964 No. 20K966 No. 20H876 







No. 38P097 <pLono \Tor ) 


Vo Om 
pysch iy 


Toilet Bowl Cleaners ic seves.  “iNo.i80dee4 agement PCIGHY 













Clean, disinfect, and deodorize toilet bowls and urinals. No. 3EEF2 and 2LEF5 . : : ‘ ; 
are not disinfectants. Drain Openers and Maintainers sy * 
Item Pkg. | Open drains, clear clogs, and won't harm pipes when 
aur Description Size Brand No. _Qty.__| used as directed. Gel cleaners cling to clogs longer to 
Tough Guy® 23% Hydrochloric Acid-Based 32 02. 2Ler5 1 ‘| Clear better. Liquid Alive® enzyme cleaners produce —== 
Tough Guy® Hydrochloric Acid-Based 32 02. TOUBR Gay 2LEF7 —s bacteria to digest and liquify organic matter, grease, and ymon 
Tough Guy® Nonacid Bath and Bowl Cleaner 32 02. 2LEF8 sf food to eliminate malodors and r il Brand 
Tough Guy® Automatic Blue 9 oz. SEEF2 = =12 ood fo € ate malodors and reduce soils. 
Clorox® Toilet Bow! Cleaner with Bleach 24 02. Ciokay 1AU29 = 12 Item Pkg. 
Clorox® Toilet Bowl Cleaner 24 ct. 20K968 = 12 Description Size Brand No. Qty. 
Lysol® Power & Free™ 24 02. 55ED92 9 Drain Openers 
Lysol® Complete Clean™ with Lime & Rust Remover 24 02. Lysol 55ED93 9 Drano® Liquid Clog Remover 32 02. 20J157 = 12 
Lysol® Complete Clean™ Power 32 02. 49RM14_ 12 ® 32 02. Drano 20J159 3=12 
Crew® Clinging Toilet Bowl Cleaner 32 02. 10A369 1 panies er cea Hemiovel 80 oz. 20158 6 
Crew® Heavy Duty Toilet Bow! Cleaner 32 OZ. Diversey 11¥670 = =1 Liquid-Plumr® Heavy-Duty Clog Remover 80 0z. 20K964 6 
Crew® NA SC Non-Acid Bowl & Liquid-Plumr® Pro-Strengh Slow Liquid Plumr 
Bathroom Disinfectant Cleaner 1.40L 116722 Flow Fighter® Clog Remover 17 07. 20K966 12 
Misty Toilet Bowl Cleaner, Mint 32 02. Mist 20H874_ =12 Zep Professional Alkaline Drain Opener 1 qt. Zep Professional 3HUN2 1 
Misty Acidic Toilet Bow! Cleaner 32 OZ. y 20H873 = 12 Misty® Halt Drain Opener 1 qt. Misty 20H876 = 12 
Zep Drain Maintainers 
Zep Professional Cleaner Peroxide 8202. professional 3HUK9 = 1 Tough Guy® Bacterial Drain Maintainer 32 07. Tough Guy 2CYE8 1 
Tablets Liquid Alive® E produc 32 OZ. 21A877 = 12 
Clorox® Automatic Toilet Bow! Cleaner with Bleach 3.50 07. Clorox 20K970 6 aa Drain ainginer Heng 1 gal. Dymon 203964 4 
Toilet Bowl Wands 5 gal. 20J965 1 
Clorox® Toilet Wand Disposable Cleaning System 1 Ib. eiotex 38P097_ = 6 Liquid-Plumr® Liquid Drain Maintainer 32 02. Liquid Plumr 20K965 9 
Clorox® Toilet Wand Disposable Refills 6 ct. 20K967_ —s 8 Zep Professional Liquid Drain Maintainer 5 gal. Zep Professional 3HUN1 1 
1504 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® JANITORIAL 
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Urinal 
Screens 
Item Pkg. 

No. 10G737 Description Fragrance _ Size No. Qty. 

Urinal Screens 

Red Cherry 2.650z. 2ZXE5 12 

Red Cherry 2.720z. 15F538 12 

Blue Unscented 2.650z. 2ZXE4 12 

Blue Bubblegum 2.72 0z. 15F539 12 

Urinal Screens with Block 

Blue/White with 





Non Para Block Apple 4oz. 2ZXE3 12 


Pink/White with Para Block Cherry 4oz. 2ZXE2 12 
Urinal Screens with Block and Enzymes 


7 7 No. 2ZXE9 Orange with Non Para Block Mango 58g  36WE50 10 
Urinal, Bowl, and Toilet Blocks Pink with Non Para Block Spiced Apple 58g 36WE51 10 





No. 3EEE7 
































No. 
it Pk Green with Non Para Block Herbal Mint 58g 36WE52 10 SEEE5 
ea om g. Cucumber ae 
Description Fragrance Size Brand No. Qty. Green with Non Para Block Melon 58g 36WES53 10 (ED 
= liner SIOeKe Blue/White with oa waseey 
With Non Para Block Cherry 4 oz. 2NXW3 12 hon Pata Block Springtime 3o0z. SEEE6 12 Sooe 
With Para Block _ Cherry 4 02. Tough Guy __2ZXE6 12 White with Para Block Springtime 30z.  SEEE5 12 a 
With Para Block with Enzymes Springtime 4 oz. 3EEF6 12 
Bowl Blocks 
With Para Block Cherry 3 02. 22XE7_ —s: 12 = 
With Para Block with Enzymes Springtime 3.50z.. (U9 Guy ~~ 3eeE7 49 aS 
Bowl Blocks with Rim Hangers 2233 
With Non Para Block Evergreen 1.0 02. 2ZXE8 le No. 2LHu9 Pa 
With Non Para Block a Tough Guy HS 
waenariee Springtime 3 07. S3EEF8 12 Zane 
Bowl Clips Z = 
30-Day Release Mango 4" x 2" 10G737 IZ Z ? 
30-Day Release Spiced Apple 4" x 2" Tough Guy 10G738 12 Ze 
30-Day Release Herbal Mint 4" x 2" 10G736 12 z 
Toilet Tank Blocks y 
an Fines Para Unscented 3 07. Tough Guy  3EEE9 24 
Super Block an 
With Para Block Cherry 20 Ib. Tough Guy 3EEE7 1 > cg No. 2LHK1 
with Fara t mmpact Gs 
With Para Block Cherry 24 02. Tough Guy 2ZXE9 6 - = 
Wall Block Cabinet Urinal and Toilet Floor Mats 
Olld base Ir Fresnener : 
Dispenser for Wall Blocks Spenser Only = — ma aeeee = Gray color 
Item Pkg. 
Description L W H Fragrance Brand No. Qty. 
4g ; 2056" 182%" 116" Unscented Tough Guy 49EV65 6 
* ff Diverse Urinal Floor Mats —5qy4r____T# Ys" Apple Impact  2LHJ9 6 
2046" 182%" 1'%e' Unscented Tough Guy 49EV67 6 
| Tollet Floor Mats 21% «OB ys" Apple Impact 2LHK1 6 
Dymor 
_ tel 
Enzyme- | emo 
Producing No. No. No. 
B fF : I 0 d as * es —ae 2CYE6 56LL36 2TEG7 
= = No. . No. No. a 
Eliminators 2CYF2 10A371 203967 
=a irae 
Digest and eliminate organic malodors. Nontoxic to animals and . = ; Sie | 
humans and won't stain carpets, upholstery, or water-safe surfaces. — — 
Item e 
Description Size Brand No. 
Tough Guy® Bio Deodorizer 1 gal. Tough Guy 2CYF2 Odor AIR 
BreakDown™ Odor Eliminator, Fresh 1 gal. ’ 10A370 re 
BreakDown™ Odor Eliminator, Cherry Almond gal. neo 10A371 Counteractants professional Series. WICK. 
Liquid Alive® Odor Digester 32 OZ. 21A878 
Liquid Alive® Odor Digester 1 gal. Byinion 20J967 Effectively control odor from “ 
Liquid Alive® Odor Digester 5 gal. 20J968 i i i 
Liquid Alive® Odor Digester 59 gal. 20J969 cigarette smoking, mold, mildew, _ZP) _. 





cooking, drains, and bathrooms. 


Odor Absorber 





Description Size Brand 
= Liquids 
Gel Sponges Se ATU, Fresh Tqt Tough Guy 
a ; . : : Concentrate, Floral 1 gal. Tough Guy 
Eliminate airborne odors while reducing mold =<" OdoBan®, Concentrate, Eucalyptus 1 gal.  Odoban Professional 
and mildew. Made of soap-based gel with active ; OdoBan®, Concentrate, Lavender 1 gal. Odoban 
charcoal; nontoxic and environmentally friendly. Useful Ne P senate’ Concentrate, sean Seeze rae a 
; ; é , atin Odor Eliminator, Concentrate, Blue Sky 1 gal. Zep 
against paint, solvent, smoke, cooking, chemical spill, and = Trigger Sprays 
gasoline odors. No. 1YRP8 Good Sense® Odor Eliminator, RTU, Fresh 32 oz. Diversey 
Good Sense® Odor Eliminator, RTU, Apple 32 02. Diversey 
Item Pkg. OdoBan®, RTU, Eucalyptus 32 0z. Odoban Professional 
Description Size No. Qty. Odor Neutralizer, RTU, Pleasant Clean 1 gt. Zep Professional 
Odor Absorber Gel Sponges Y Ib. 1YRP8 12 Odor Eliminator, RTU, Floral 1 qt. Zep 
Odor Absorber Gel Sponges 1 Ib. 1YRP9 6 Odor Eliminator, RTU, Pleasant 32. 02. Zep 
Odor Absorber Gel Sponges 4 |b. 1YRR1 4 Granules 
Wall Mount Bracket for Nos. 1YRP8, 1YRP9, 1YRR1 = 1YRR2 1 Dumpster Deodorizer, RTU, Cherry 25 Ib. Zep Professional 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Item Pkg. 

No. Qty. 
2CYE6 1 
2CYE7 1 
2TEG6 4 
36P407 4 
20L007 4 
450Z35 4 
DS6LL36 12 
56LL37 12 
2TEG7 = 12 
3AGD5 1 
54ZK46— 12 
43NR55 12 
20H887_—s 1 


JANITORIAL Scan. Order. Done. 
Odor Control Details on page Al. 
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EW OLS 


Air Sanitizers 


Kill odor-causing bacteria while sanitizing the air. 


eel 





et Unlike air fresheners that only mask odors, sanitizing 
Siranist spray eliminates odor problems at the source. 
sae 
——_ | Item Pkg. 
- Description Size No. Qty. 
2DBY9 3U563  20L006 3AGD7 #120L021 20J970 401Z56 Revitalizing Freesh Breeze 
“ Energizing Citrus Zest 10 02. 20L030 i 





oaks ae = = Rejunvenating Morning Linen —__10 oz. 20L031 12 
ws P “ ynor |; __E ————r—e— ee 


TimeMist. 





Air Fresheners 


Dry air fresheners combine fragrance and odor counteractants to quickly elimi- 
nate unwanted odors. Air fresheners leave behind a clean fragrance and no 
messy residue. 








Item Pkg. Item Pkg. 
Description Size No. Qty. Description Size No. Qty. 
Tough Guy®, Air Fresheners Air Wick® Air Fresheners 
New Blossom® 100z. 2DBY9 1 Lavender/Chamomile 8o0z. 20L006 12 
Morning Orchard® 100z. 2DBZ1 1 Fresh Waters 8o0z. 20L008 12 
Tough Guy® Zep® Professional Aerosol Deodorizer 
Air Freshener, 100z. 2DBZ3 1 Pleasant Fresh 160z. 3AGD7 1 
Bahama Breeze® Arm & Hammer® Deodorizing Air Freshener 
Vanilla 100z. 2DBZ5__1 Fresh Scent 7oz. 20L021 12 No. 2TEH1 
Peach 10 oz. 2DBZ7__1 Dymon® Dry Breeze Air Fresheners 
Cucumber Melon 100z. 2DBZ9 1 Sugar/Spice 100z. 203970 12 No. 4KN49 No. 2TEG3 
aun saan i 02. Oe Vanilla 100z. 20J972 12 Fo in Deo dorizers 
range Vellg 02. TimeMist® Premium Air Fresheners 
Glade® Air Freshener Clean and Fresh 100z. 401256 12 99 g > 
Super Fresh 13.80 oz. 3U563_ 12 Mango 100z. 401257 12 | Penetrate cracks and crevices to destroy = O2RD 





odors. Fogmaster jr."’ No. 2TEH1 uses 
Fogging Deodorizer No. 2TEG3. 


Professional Series 





Item Pkg. 
- ‘ Description Size No. Qty. 
‘ > Big D® After-Fire Odor Control Fogger 5 02. 4KN49 12 
t — g Big D® After-Fire Odor Control 1 gal. 4KN48 1 
' = OdoBan® Fogging Deodorizer 1 gal. 2TEG3 4 
—4 OdoBan® Fogmaster jr.™ 1 qt. 2TEH1 1 
No. 39F969 | ——____—a<——MnQq0 ——S—<—S——S—S—S aa 
= 
send ware UN 
- SEE : : 
) . | . 
— No. 33NY30 No. 39F985 IR 
Z WICK. ¢ 
No. 20L012 o. 20L011 
Scented Oils item Pkg. 
Description No. Qty. 
d Provide consistent, Twin Refill, Lavender/Chamomile 20L012 2 
No. 39F976 No. 33NY31 fe : : _ Twin Refill, Fresh Waters 20L014 Z 
. ° wo eet Twin Refill, Paradise Retreat 45cc85 «6 
- = _ | Ing. | U Twin Refill, Summer Delight 489J04 6 
Natural Odor Eliminators frestwavelAQ | 19 45 days. Oil Based Air Freshener Dispenser 2Loi1 6 
Natural, nontoxic ingredients bond with odor molecules to completely eliminate = 


smells in the air, woven materials, confined spaces, and anywhere else odors 
linger. Gels feature a continuous release formula to provide safe, effective odor 


& 





control 24/7. Odor machines disperse submicron air freshening molecules into a 4 
the air for greater penetration. Carpet and upholstery products penetrate deep 3 > . . 
into carpets and textiles to remove odor molecules. h : Solid Air 
Item Item . . 
Description Size No. Description Size No. ‘ Fresheners 
mals Ready-To-Use Liquid  —} 94 _SOFB77 Gel-based formula stops 
80z.  39F969 5 gal. 39F978 2 
16.02. 39F970— ater Licuid 64 0z. _39F979 € s odors and leaves a clean 
Continuous Release 24 0z. 39F971 abide achat an 5 gal. _39F980 ; scent. Adjustable time-release 
2gal. 39F972 Stationary Odor Machine —  33NY30 
5 gal. 39F973 Portable Odor Machine + +—  33NY31 No. 39E509 No. 20L035 fragrance. Last up to 30 days. 
Gel Wall Mount Unit Carpet and Upholstery Item Pkg. 
For Use With Mfr.No.545 80o0z. 20PG73 BeadicteUse Lianid 1 gal. 39F985 Description Size No. Qty. 
Air and Surface y D gal. 39F986 Air Freshener, After the Rain® Scent 7.0 02. 39E509 i 
Spray 32 0z. 39F976 Ganceniied ald 64 0z. 39F987 Air Freshener, Raspberry Framboise Scent 7.0.02. 39E510 12 
q 5 gal. 39F988 Air Freshener Dispenser Bracket _ 20L035 6 
1506 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Metered Dispensers x 


Nos. 40CA23 and 40CA24 have an LCD screen with visual countdown in 
days to change the refill, and a low battery red LED indicator. Easy program- 
ming automatically calculates the time interval between sprays allowing the 
usage of the refill when you need it. The working schedule can be set by days of the 
week, hours to work, start time, and refill type (30, 90 days refill). 800 cu. ft. coverage. 








@ >i 





Item Pkg. 
Description No. Qty. 
3000/9000 Aerosol System Programmable Dispensers 
334'W x 8%4'H 40CA23 1 
81540" W x 81540" H 27XC1 1 
Micro Aerosol System Programmable Dispenser 
3'W x 67%'H 40CA24 1 
3000 SERIES | 9000 SERIES MICRO SYSTEM 
Item Item Item Pkg. 
Description No. No. No. Qty. 
Refills 
Linen 22XF3 22XC2 27XG2 1 
Citrus O7XFA 27XC3 27XG3 1 Mo, aCChe2 
Bouquet 2ZXF5 22XC4 27XG4 1 
Orchard 2ZXF6 2ZXC5 22XG5 1 
Cinnamon 2ZXF7 22XF1 22XG6 1 
Mango 2ZXF8 22XF2 22XG7 1 No. 2ZXF3 
Variety Pack (2 Linen, 2 Citrus, 2 Bouquet) 2ZXF9 22XC6 27XG8 6 
: ©) 
Metered Dispensers TimeMist. | | 
‘ : is - : 
= More fragrances are available, The Programmable Plus Dispenser Oil-Based Dispenser—Lasts up ) 
see Grainger.com® allows 1- to 59-min. spray inter- to 60 days and cover 3000 sq. ft. | @ 
Dispensere—Olsic mote a er epenoe eal and evaporate aut | 
activate a refill every 15 min., 24 P Pp 


provides an automatic cleaning and _ continuously releasing fragrance 
deodorizing system for urinals and — without a power source. 
commodes. 24/7 operation, refill 
lasts up to 30 days. 6000 cu. ft. 


hours a day for 30 days. 6000 cu. 
ft. coverage. The Settings Dispenser 
features 3 time settings and allows 
users to control the spray intensity 


Refills—Counteract odors and 
leave a pleasant scent. Air sanitizer 















and frequency for up to 90 days. eee, refills remove airborne bacteria. 
J 
‘tein Pkg. _ Item Pkg. ‘4 Prose: 55 aeieeO 
Description No. Qty. Description No. Qty. No. 20H167 ‘ vA 2 
Metered Air Freshener Dispensers Premium Metered Air Care Dispenser Refills 
Classic Dispenser, White 20H167 1 Bamboo and Green Tea 401268 12 i 
Settings Dispenser, White 20H168. 1 Seaside Breeze _ A01Z70 _—i12 a 
Settings Dispenser, Black 401263 6 Virtual Janitor Metered 30-Day Dispenser Refills 
Settings Micro Dispenser, Black 401260 6 Citrus 401274 12 
Programmable Plus Dispenser, White 401264 6 Clean and Fresh 401275 12 
Automated Air Freshener Dispenser Mango 401276 _—12 , 
Virtual Janitor Dispenser, White 401273 ~—«G Metered Dispenser Refills ea 
Oil Based Alr Freshener Bispensoe Spring Flowers, (2) Fench kiss, (2) 20H199 12 e 
Air Freshener Dispenser, 6000 cu.ft. 20H220 1 Dutch Apple Spice (2) Country Carder 
pésciintian ah an Passion Violet 20H195 12 
: : Spring Flowers 20H187 12 
Metered Micro 30-Day Dispenser Refills emit Garden °0H197 12 No. 20H220 
Clean and Fresh 20H205 12 French Kiss 20H188 12 
Citrus 20H206_ 12 Cucumber Melon 20H193 12 
Mango 20H209_ 12 Caribbean Waters 20H192 12 
Country Garden 401261 12 Pina Colada 20H201 12 
French Kiss 401262 _—12 Dutch Apple 20H203.—s«- 12 : ; : ; 2 
Metered 90-Day Dispenser Refills Green Apple 20H186 12 1 
7 f ? i 
Mango 401266 4 Voodoo Berry 90H198..—«.12 a 
Cherry 401765 4 Cherry 20H190 12 ey few me i 
Premium Metered 30-Day Dispenser Refills Mango 20H191 12 is | usa a 
Pomegranate Grapefruit 401267 12 Citrus 20H189 12 : 7 ry ; 
Wildwood Fig 401Z69 12 Baby Powder 20H196 12 
No. 20H1 
Desert Bloom 401271 _—12 Clean and Fresh 20H185 12 eae 
™ r a Qo Rubpennaia 
TGell™ Oil-Based Air Freshener Dispensers 
Dispensers utilize a unique patented delivery system to consistently deliver a precise, timed 
dose of high-quality fragrance blended with Microtrans®, a true odor neutralizer, for up to 60 No eet A ts No 
days. Operates silently without batteries and covers 6000 cu ft. No propellants or added VOCs. 14L980 y 3 ~ 44990 
Recyclable refill components. No. 14L990 is vandal resistant. White color. 
Item Pkg. Item Pkg. 
Description Color No. Qty. Fragrance No. Qty. 
Dispensers Blue Splash 14L983 6 
Standard White 14L980 1 Apple Cinnamon 14M002 6 
Heavy Duty White 14L990 12 Tropical Sunrise 14L992 6 
Item Pkg. Sugar Cookie 14L999 6 
Fragrance No. Qty. Mango Blossom 14L989 6 No 
Refills Pure 141994 6 
Citrus 141984 6 Crystal Breeze 14.987 6 14L988 
Cucumber Melon 141991 6 Summer Sorbet 14L993 6 
Polar Mist 14L982 6 Variety Pack (1 each of Citrus, 
Wakening Spring 141981 6 Crystal Breeze, Blue Splash, Polar 14L988 5 
Vanilla Cream 14001 6 Mist and Wakening Spring) 
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JANITORIAL 
Degreasers 





SOLVENT— 


As a degreaser component, a solvent is a 
substance in which another substance is 
dissolved. Butyl is the most commonly found 
solvent in degreasers used to dissolve petroleum 
grease and fatty oils. 


ALTGHEM 
CP oF ar 
z Say ed nl coe ee 


——— > — =| 


No. 39F166 


No. 22D033 














Degreaser Types 


NATURAL SOLVENT— 

Biodegradable natural solvents are derived from 
organic sources. Commonly used natural solvents 
are citrus (usually d-limonene), pine (derived from 
pine oil), and soy. 


QP rn 


No. 38P102 


Dymon 


Scan. Order. Done. 


Details on page A1. 


NON-SOLVENT— 
Popular in states that restrict certain solvents, 

this option does not contain any solvents, offering 
added safety. 








Solvent Degreasers 


Formula 409®—Heavy-duty degreasing, with no filming or streaking. Remove 
tough grease and dirt - fast. Clean range hoods, stainless steel, and glazed tile 
floors.Perfect for use in commercial kitchens, schools, office break rooms and 

foodservice facilities. Eliminate waste with Smart Tube® technology, to spray all 


the liquid to the bottom of the bottle. 








DAWN. 


© PROFESSIONAL 








Krud Kutter® Concentrated Cleaner/Degreaser—Biodegradable formula 
cuts grease, grime, oil, tar, and wax. Safe for use on carpets and fabrics. Safer 





Choice certified. 
Recommended Item 
Description Dilution Container No. 
1 gt. Trigger 
Spray Bottle 49NW14 
Tough Guy® Buty! 1 gal. Jug 49NW13 
5 gal. Pail 49NW16 
59 gal. Drum 49NW18 
saataealapioainasd= Goo Gone® Kitchen Degreaser 14 oz. Spray Bottle 39F166 
Formula 409® Heavy-Duty Degreaser Spray Bottle 
scion oe eee 1 gal. Jug 22D034 
ati 05 Clorox® Multipurpose Cleaner/Degreaser RTU 32 = spray mos a 
———— 32 02. Trigger 
Spray Bottle 10K004 
No. 10K004 No. 5DPV6 No. 33X332 Krud Kutter® Cleaner/Degreaser 1 gal. Jug 10K005 
and Stain Remover 5 gal. Jug 10K006 
59 gal. Drum 10K007 
Zep® Professional Fast-Evaporating 20 ee ae an om 
i Zep® Professional Foaming Heavy-Duty 20 oz. AerosolCan  SDPV6 
= 1 gal. Jug 3HUX9 
i | Zep® Professional Heavy-Duty 1:5 to 1:128 5 gal. Pail 3HUY1 
lew 59 gal. Drum 4TLH6 
Zep® Professional VOC-Compliant Solvent RTU ee 3SHUW6 
a Zep® Professional Brominated 5 aal. Pail 6YCY7 
- Zep® Professional Self-Emulsifying 1:1 to 1:10 gal. 3HUW3 
SDS zep® Professional Utility 1:2 to 1:40 55 gal. Drum 6YCZA 
J-Works~ Hurricane Force™ Dymon® NATURAL FORCE® 
fretted Ga np Foaming Degreaser ai 20 oz. AerosolCan 6UAYO0 
en Diversey™ Suma® Break-Up® Heavy 1 gal. Ju 33X332 
—— Duty Foaming Grease-Release Cleaner gah eNg 
= Diversey™ Suma® Kitchen Degreaser a Saaaan @ 338X333 
~atteadhabdt — Diversey™ Multipurpose 
-_ Cleaner/Degreaser 1.4L Jug 933X322 
a = 1 gal. Jug 2ZWL3 
No. 33X333 No. 33X322 No. 2ZWL3 lee? AER RTU 55 gal. Drum __ 2ZWL5 
Dawn® Heavy-Duty Degreaser 1 gal. Jug 220551 
» spray 
fine. _@2P»...... 
Recommended Item 
Description Dilution Container No. 
Tough Guy® Foaming Citrus Aerosol 20 oz. Aerosol Can 6PEC6 
32 0z. Spray Bottle 36P452 
Spray Nine® Grez-Off® me i a og Soins 
: = 55 gal. Drum 36P455 
Zep® Professional Heavy-Duty Citrus 1:1 to 1:64 1 gal. Bottle 3HUW5 
No. 6PE No. P452 No. 3HUW 
Oeeese ceaenn ace Zep® Big Orange” 1:64 55 gal. Drum 450270 
1508 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° JANITORIAL 


Find the yf. Find Solutions. Find Great Prices. Degreasers, General-Purpose & Disinfectant Cleaners 
=. a } 
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se) ecard 





et ee ee ee ed tee 





No. 36XX39 No. 36XX38 No. 22C523 
No. 49NW12 No. 22C609 No. 22C616 
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| = * ior 
| Protousienal Fle OF 
Me —- - ’ Cleaner & Degreaser 
i i 
SARPZ WER - ' J-Works™ Strata 
¥ [Now thuty! Cleanen'tegrenar 
ter 3 &) 
q oot a ae ; ana Pry So 
ae ee as oe aoe eer 
—— aa No. 220524 No. 3HUX3 No. 38P099 
No. 4YE57 No. 5NTZ8& 
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* : 
simple General-Purpose Cleaners 
green All formulas are VOC-free, UL Listed, biodegradable, and ECOLOGO® Certified. 
pa edna dearer Recommended Item 
Description — Dilution _ Container _No. — 
Non-Solvent slessinaiadenenae “Tough Guy® General-Purpose Cleaner _ Varies by Application 39 07. Bottle 36XX39 
T h Guy"—F. tai hlorinated solvent da 4.75% VOC Tough Guy® All-Surface Neutral Cleaner 1:256 36XX38 
ougn Guy =—rormula contains no chlorinated soivents and a 4./o% Lysol® All-Purpose Cleaner Concentrate — 1 gal. Jug 220523 
content _ _— Lysol® Kitchen Cleaner a Se Bate 220524 
Simple Green®—Water-based liquid concentrates are nontoxic, biodegradable, | - Sees: - 1 gal. Jug 3HUX3 
nonhazardous, phosphate-free, and VOC compliant. Crystal Simple Green® has Dy ioe 1:1 to 1:100 5 gal. Pail 3HUX4 
no added fragrance or color and is NSF A1 A2, A4, A8, B1, and C1 rated. a See 99 gal. Drum 4TLH2 
Son . Zep® Professional Heavy-Duty 1:2 to 1:100 5 gal Pail 3HUX6 
Starpower Super Cleaner/Degreaser'’"—A biodegradable, water-based High Alkaline Cleaner a aoe bans aia 
formula cleans greasy engines, ink, hard water deposits, mildew, paint, printing Clorox® Professional Floor Cleaner RTU 1 gal. Jug 38P099 


equipment, rust stains, tar, train cars and engines. USDA approved for use in 
food processing facilities. Nontoxic and nonflammable. 
Diversey™’—All-purpose cleaner and degreaser uses a blend of detergents 7 i 
and a water-soluble solvent to remove tough soils. Can be used in a pressure 
washer. 











Recommended Item 
7 _ Description Dilution Container No. 
1 gal. Bottle 49NW12 Cl / 
Tough Guy®, Unscented RTU 5 gal. Pail 49NW15 _ eaners 





55 gal. Drum 49NW17 — 


- 32 0z.Bottle _36XX40_ | Disinfectants 


24 oz. Bottle 220608 _ _ 
1 gal. Bottle 220609 Krud Kutter®©—Cleans, disin- 


2.5 gal. Pail 220610 | 0 
Simple Green®, Sassafrass 5 gal, Pail SOC6Ii fects and deodorizes. Kills 99.9% 


55 gal. Drum 22(612 of bacteria, viruses, and germs. 


_ 27s gal. Tote __22€613__ | Tough Guy®—VOC-free neutral 





METAL DENT EG TANT 
CLEANER 










































































TAl0 to. 1:30 1 gal. Bottle 22C620 ae ; : 
Simple Green®, Lemon 7 er: 29c619._-| disinfectant that is also biode- 
~ oz. Bottle 220614 | gradable. All products meet EPA No. 10K008 No. 36XX42 
1 gal. Bottle 220615 
Crystal Simple Green® 5 gal. Pail 220616 — standards. 
55 gal. Drum _22C617 Recommended Item 
279 gal. Tote 220618 =| —| Description Dilution Container No. 
Crystal Simple Green® Foaming Aerosol 20 oz. Aerosol Can 22NX98 % 02. Tgger 10K008 
Starpower Super Cleaner/Degreaser™ nity ai coe ESE Krud Kutter® ATU 7 at Bote ~70K009 
‘a i 1:5 to 1:128 1 gal. Bottle 5NTZ8 | 5 gal. Pail 10K010 — 
Diversey™ Strata —RTU_-S5gal. Drum 5NTZ9__‘| _ Tough Guy® 3202. Bottle 36X42 
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JANITORIAL 
Disinfectant Cleaners 


Disinfectants and Sanitizers Information 


Disinfectants—A substance, or mixture of substances that destroys or irre- 
versibly inactivates bacteria, fungi and viruses, but not necessarily bacterial 


= Any product that claims to “kill” anything 
needs to be registered with the EPA 

= All registered products must be used exactly as the labels 
state they are to be used to validate the kill claim 

= Disinfectants usually call for 1 to 10 min. wet contact vs. 
Sanitizers that usually call for 30 sec. to 1 min. contact 


spores, in the inanimate environment. 


Sanitizers—A substance, or mixture of substances that reduces the bacterial 
population in the inanimate environment by significant numbers, but does not 
destroy or eliminate all bacteria. 



































a_i = = 
Disinfectants Purell] 
and Sanitizers 
aie 
No. re Easy-to-use, one-step formulas work across most hard and soft 
492649 = surfaces. Healthcare disinfectants feature the lowest allowable 
EPA toxicity rating and kill germs in just 30 sec. including MRSA, 
VRE, and norovirus. Food service sanitizers eradicate norovirus, E. 
= coli, and salmonella. Can safely be used on food contact surfaces. 
Professional disinfectants kill 99.9% of surface germs including 
fast-spreading cold and flu viruses. 
No. 1XEH7 No. 22D015 No. 401Z42 
Item Pkg. 
ae aa = on Description Size No. Qty. 
Disinfectant Wipes No. oo Healthcare Disinfectants - Alcohol Like 
| | a 492650 ea Capped Bottle with Spray 32.07. 497647 3 
Bleach-free formulas provide one-step cleaning and disinfecting Trigger in Pack 32 02. 497646 6 
and kill 99.9% of bacteria, including staph and salmonella. Spray (roger Botte oe atae ue 
Wipes per Item Pkg. > Food Service Sanitizers - Alcohol Like 
Description Container Sheet Size Brand No. Qty. Capped Bottle with Spray 32 02. 4927652 | 
Lysol® Disinfecting 35 CxO 220488 12 Trigger in Pack 32 02. 492650 6 
Wipes, Ocean Fresh 80 i xe 220485 6 Spray Irager Bottle #2 : ee : 
ae 35 7'x8' Lysol ~—-220487 12 our Gallon gal. 
oe ree li 80 7" x 8" 1XEH7 * 6 == Professional Disinfectants - Alcohol Like 
ie elie | (REE a C1 220486 6 No. : Capped Bottle with Spray 32 0Z. 497656 3 
Clorox® Disinfecting oe =] Trigger in Pack 32 OZ. 492655 6 
Wipes, Cherry Almond 199 «9% x 8% 401242 6 aonnee Pour Gallon 1 gal. 497653 | 
Clorox® Disinfecting foie 
Wipes, Citrus Blend™ 35 x8 TAUI7 12 * 
Clorox® Disinfecting ny gu Clorox : 
Wipes, Lemon Fresh Ws cx ede : is spray = 
meen teat 35. x8" {AU21 12 409 ine = (OdoBan) 
ee Fa aes 220015 6 aay Nine SN 
pes: 700 7'x 8" 45JC92 D) Professional Series 
* EPA Registered. Disinfe ctants 
Disinfectant Cleaners with Respiratory Syncytial virus, Vaccin, 
y Bleach—Cleans, disinfects, Herpes Simplex Types 1 and 2, and 
| } and deodorizes hard nonporous HIV-1. Nos. 36XX41, 220497, and 
y) asp surfaces. Eliminates waste with 22C498 are EPA Registered. 
. 
| | Nor 22p029 allows user to spray all the quid to Cleamers/Degreasers/ 
4 — | the bottom of the bottle Effective Por wante. akan 
. : N | in 30 sec. against seudomonas Ged ieae nenpOLole sunae = 
No.4LFA2 - ig No. - ag sieehaad Disinfectant formula is bactericidal 
: 4LFC1 salmonella, staph, Rhinovirus, ee — re 
No. 45DL414 iia arene 4LFA9 Honatitie A and InfluansaAg/Han and virucidal. Spray Nine® sanitizes 
ice hi vile: g in 10 sec. and disinfects against 
WX IL E652) nate viruses in 30 sec. 
GYMWIPES &— NS pai ee Professional Odor 
el H Eliminator and Deodorizing 
Disinfectant Gym Wipes glass cleaner, all-purpose cleaner, isinfectants—Kills 99.99% of 
Nontoxic wipes clean and disinfect in one step. Kill up to No. 1CHO9 aie a ade disinfectant) 9°: Can be used as an air fresh- 
47 known pathogens including HIV, CA-MRSA, and E. coli. 4 naa Sandie a aris? ener, laundry freshener, mopping 
Phenol-, alcohol-, and bleach-free. eae ae SAA. solution, pet odor eliminator, and 
Wi Sheet It dail spot treatment. 1 gal. concentrate 
a Woe. ates “ Influenza A2/Hong Kong virus 
Description Container Size Brand No. i ; makes up to 32 gal. 
Wipes ; oO 
Professional Wipes my Co Se ae | ——— Description Size a a 
2XL Gym Wipes® ieee Disinfectant Cleaners with Bleach 
Professional Wipes Refill 700 xe. Gyms ALN No. 36P446 Clorox® Clean-Up® Disinfectant Spray 32 0z. 22D029 9 
2XL Gym Wipes® 700 "x8" Gym Wi 4LFA4* bala Clorox® Clean-Up® Disinfectant with Bleach Refill 1 gal. 22D030 
Antibacterial Wipes . ye? Misiatectart All-Purpose Sprays and Glass Cleaners z a ; 
2XL Gym Wipes® Wage ‘ pic and Span® Trigger Sprayer Oz. 
Antibacterial Wipes Refil oe ea ee Tough Guy? Ready-To-Use Trigger Sprayer S202. 36XKaT = 
ipes® rere pic and Span® Ready-To-Use gal. * 
ant fae eae Wipes 900 x8 2XL 49DL41 sspic and iSpar Concentrate Tgal. 220498 2 
Mitre eee nina Was 1200 8'x8" XL ALGJ6 32 oz. 36P445 12 
i Si Spray Nine® Multi-Purpose Cleaner & Disinfectant 1 gal. S6P446 4 
aval Meant mm ith Nos. 4LFA3, 4LFA5 or 4LGJ6 Wi 2XL___4LFC1 a ‘ >. 0a __30r ab 
all Mount for use with Nos. or ipes 55 gal. 36P450 | 
Bucket Style for use with Nos. 4LFA3 or 4LFA5 Wipes 2XL___—ALFA8 Professional Odor Eliminator and Deodorizing Misinfectants oTER o 
Stainless Steel Floor Mount for use with = OdoBan® RTU, Eucalyptus OZ. 7 
Nos. 4LFA2 or 4LFA4 Wipes 2XL_  4LFA9 No. 2TEG6  —_OdoBan® Concentrate, Eucalyptus 1 gal. 2TEG6 4 


* EPA Registered. 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE° JANITORIAL 
Find the wy. Find Solutions. Find Great Prices. Disinfectant Cleaners 


Find more information on Disinfectants and Sanitizers on page 1510. 








? 5 : _— 
hn a a ae? 
<== m= —_ 
= SSS’ 

— ba | 
— 
No. 11W407 er No. 220492 
No. 11Y659 No. 3HB90 


> D am “1 


Liquid Quaternary Disinfectant Cleaners 


Clean, disinfect, and deodorize hard surfaces. Virucidal, fungicidal, and bacte- 
ricidal formula is effective against HIV-1, staph, strep, pseudomonas, and 





Riae =F 





No. 22C494 No. 53CW05 No. 22C489 

















salmonella. w* 

Item —Pkg.. a t, 
—iesription Size No. _ tty. fy s06@ ee 
“Diversey Virex® Tb Cleaner and Disinfectant. ++~S*~C«<“CS*«S SWOT = -> Uymon 
“Diversey” Virex® Il 256 Quat Cleaner and Disinfectant Concentrate 1 gal. 11W407_ 1 _ 
~ Diversey” Virex® Il 256 Quat Disinfectant Cleaner 14. GEFY2. 1 
“Diversey” Envy® Liquid Disinfectant Cleaner 32.02. 11¥659 1 _GeP) PGW CUCL 
Clorox® Broad Spectrum Quarternary Disinfectant Cleaner — 320z. 220012 9 ia . 
“Lysol IC® Disinfectant Cleaner ‘tgal. 220492 4 == 
"3M" TB Quat Disinfectant RTU Cleaner_ ‘qt 3xB0 12 | Disinfectant Sprays 
3M™ Disinfectant Cleaner 1 gal. 35YY73. 4 


Professional—Prevent mold and mildew growth and help prevent the spread 
of MRSA, HIV-1, Influenza A (H1N1), and norovirus. Tuberculocidal, virucidal, 
——s fungicidal, and bactericidal. 


Surface Disinfectants/Air Sanitizer—kKills 99.9% of germs and viruses on 
hard surfaces. Disinfects and deodorizes. 





Item Pkg. 
Description Size No. Oty. 
Professional 
SAMI CIA Tough Guy® Disinfectant Spray, Floral Scent 20 oz. 53CW04 1 
ANER mo Lysol® Disinfectant Spray, Original Scent 19 02. 3WU88 12 
——" Lysol® Disinfectant Spray, Fresh Scent 19 oz. 1XEH4 12 
Lysol® Disinfectant Spray, Country Scent 19 oz. 1XEH5 12 
Lysol® Disinfectant Spray, Crisp Linen Scent 19 oz. 1XEH6 12 
Lysol® Disinfectant Spray, Spring Waterfall Scent 19 oz. 220484 12 
Lysol® |.C.™ Disinfectant Spray 19 oz. 220494 12 
Clorox® Disinfectant Spray __ 19 02. 220011 12 
Clorox Healthcare® Citrace® Hospital Disinfectant & Deodorizer 14 oz. 22D024 12 
Dymon® Disinfectant Spray, Floral Scent 20 02. 53CWO05 1 
Zep® Professional Disinfectant and Deodorizer, Citrus Scent 16 02. 43NR66 12 
eae 3 Misty® Surface Disinfectant 20 oz. 22C659 12 
Pw Sprayway® Claire® Germicidal Cleaner 20 02. 53DH40 1 
Surface Disinfectant/Air Sanitizer 
Lysol® Disinfectant Spray, Crystal Waters Scent 12.502. 220489 12 














No. No. No. oreen 
1XEH3 22C495 22C657 d p 3 PI 
fysle = Antibacterial Cleaner 
v ® 7 . 7 7 . 7 
—_— Dymon PASTY Antibacterial cleaner disinfects while simul- 
= taneously cleaning and deodorizing. Broad 
Germicidal Foam Cleaners spectrum, hospital-grade formula kills over 
Clean, shine, disinfect, deodorize, and remove dirt, grit, and hard water stains. | 79 different bacteria, viruses and fungi, 
Kill staph, salmonella, pseuomonas, HIV-1, and Influenza A (H1N1). including antibiotic-resistant superbugs. 
Proven effective against HIV, MRSA, Staph, 
Description ga a on E. coli, cold, flu, athlete's foot fungus, and 
Tough Guy® Germicidal Cleaner 20 oz. 24Y904 i more. Dilutes up to 1:64. 
Lysol® Disinfectant Foam, Fresh Scent 24 02. 1XEH3 12 Item 
Dymon® do-it ALL™ Germicidal Cleaner 20 02. 21EX39 12 Description Size No. 
Lysol® |.C.™ Foaming Disinfectant Cleaner 24 02. 220495 12 Simple Green® d 1 gal. 42362 No. 423M62 
Diversey™ Endbac® II Disinfectant Spray 15 07z. 11Y657 1 Pro 3 Plus, Sweet 423M63 
Misty® Disinfectant Foam Cleaner 20 oz. 220657 12 Lavender Pine Scent 9 gal. 
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Details on page A1. 





a No. 


9RYJ7 


BE THE DIFFERENCE 


Disinfectant Wipes 


Clean, disinfect, and deodorize hard 
nonporous surfaces. Prevent do-it- 
yourself formula mixing errors and 
ensure stability. 


High-alcohol wipes have 55% alcohol | 
for 2 min. kill times. Low-alcohol 
wipes disinfect sensitive equipment 
in 5 min. Effective against MRSA, 
VRE, HIV-1, and Influenza A. 





Item Pkg. 
Description No. of Wipes Sheet Size Formula No. Qty. 
High-Alcohol Wipes 
eT 55% Alcohol, Latex Free, ¥ 
Siar 90 5° x8 Bleach Free and Phenolic Free SRYJ8 { 
Bani Cloth® 65 1x 15° Alcohol Based QJAJ1 1 
160 6" xX 634" 55% Alcohol, Latex Free, ORYJ7 * | 
Bleach Free and Phenolic Free 
Low-Alcohol Wipes 
' i 14.85% Alcohol, Latex Free, % 
oo 65 7%'X 15" — Bleach Free and Phenolic Free 4 SDLWS | 
, ‘ F Latex Free, Bleach Free ' 
Canister 160 6" x 6% and Phenolic Free 9MCC1 1 
* EPA Registered. 





CaviWipes® 


CaviCide ae) ie 
Surface Disinfectant/ — 
Decontaminant Cleaners ee 


Convenient, ready-to-use, intermediate-level disinfectant is effective against TB, 


HBV, HCV, hydrophilic and lipophilic viruses, MRSA, VRE, salmonella, bacteria, 
and fungi in 3 min. Gentle on sensitive equipment. No rinsing needed, just air 
dry. Fragrance-free. 


CaviWipes® Canisters _ ltem Pkg. 
65 XL Wipes, 9" x 12" 6TWF8 1 __ Description No. Qty. 
160 Wipes, 6" x 6%" 3VCZ5 * 4 CaviWipes® Flatpack 

CaviWipes® Box 45 Wipes, a ah 6TWGO 1 
50 Individual Packets 6TWF9 { CaviCide® Disinfectant Liquid 
XL Wipes, 10" x 12" 2 oz. Spray Bottle 3VDH8 1 

8 oz. Spray Bottle 3VDH9 1 
24 oz. Trigger Bottle 3VDJ1 * 1 
* EPA Registered. 1 gal. Bottle 3VDJ2 * 1 
2.9 gal. Bottle with Spigot 3VDJ3 * 1 





Oxivir= Te cama wy ae 
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HEALTHCARE" 
Healthcare 
—,~ Germicidal Bleach 
= _ Cleaners 
=. =a — 
= Detergent and bleach dilution strength of 
5500 ppm is equivalent to 1:10 bleach 
solution recommended by the CDC 
for disinfecting. Fuzion™ No. 52LC52 
No. 6VDE No. 6VDE 
eee 0: GVDE6 = features a formula that breaks down to 
leave little to no residue on surfaces. 
Nos. 6VDE6, 22D019, and 6VDE7 meet 
both Universal and Standard Precautions 
Ga, set by OSHA and CDC. 
Item Pkg. 
Size Container Type No. Qty. 
= =. Clorox Healthcare® Fuzion™ Cleaner Disinfectant 
my ce hg 32 02. Spray Bottle  52LC52 ) 
WEALTHCARS tiseemeaat Clorox Healthcare® Bleach Germicidal Cleaner 
RA 39 07 Bottle 6VDE5 6 
iil a Spray Bottle 6VDE6 6 
SS" —— oe 64 0z. Refill Jug 22D019 6 
iF 1 gal. Refill Jug 6VDE7 4 
| — Clorox Healthcare® Bleach Germicidal Wipes 
er 70 wipes/ ‘ 
canister Canister 1XEZ3 6 
110 wipes/ Bucket 4XKR7 2 
No. 6VDE7 No. 1XEZ3 canister Refill 4XKR8 2 
150 wipes/ : 
poaieia Canister 6VDE9 6 
> ™ = 
aD | 
Sealed Air? a 
Diversey Care 
di ye * 
* Choe |) — 
. SEES 29 eee 
No. 487P80 No. 49NW19 


Hydrogen Peroxide Cleaners 


Heavy-duty cleaners are safe on most hard surfaces. Contain no added dyes. All 
except No. 487P80 are fragrance free. 


Container Item Pkg. 
Description Size Type Brand No. Qty. 
PERdiem™ General 1 gal. Jug Diversey 11Y613 1 
Purpose Cleaner 1.4L Hose End Spray Bottle Diversey 6EFYO 2 
Lysol® All Purpose Cleaner, . 
Citrus Sparkle Zest Scent 220z. Trigger Spray Bottle Lysol 487P80 12 
Powered Peroxide 1 gal. Bottle Tough Guy  49NW19 1 


Cleaner and Degreaser 


Hydrogen Peroxide TB 
and Disinfectant Cleaners SS 


Oxivir® and Accel® TB cleaners are based on proprietary AHP® (Accelerated 
Hydrogen Peroxide) technology. TB formulas have a bacterial and virucidal 
formula that disinfects in 60 sec.; tuberculocidal in 5 min. Oxivir kills MRSA, 
VRE, and Norovirus. Oxivir® Five 16 also kills Canine Parvovirus and works as 

a nonfood contact sanitizer. Accel is effective against salmonella, E. coli, HIV-1, 
MRSA, norovirus, and more. Wipes meet bloodborne pathogen standards for 
decontaminating blood and bodily fluids. Oxivir Five 16 and Accel concentrate kill 
bacteria, viruses, and fungi in 5 min. Peroxy kills viruses and deodorizes. All are 
EPA Registered, except No. 11Y625. 


Item Pkg. 
Description Size No. Qty. 
Oxivir® TB, RTU Trigger Spray 32 02. SKRJO 12 
Oxivir® TB, RTU Refill 1 gal. 48TJ10 4 
Oxivir® Five 16 Concentrate 1 gal. 11Y608 1 
Oxivir® Five 16 Concentrate 1.4L 11Y609 1 
Oxivir® TB Wipes, 60 per Canister = 11Y625 1 
Oxivir® TB Wipes, 160 per Canister _ 5KRJ1 12 
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All-Purpose 
Cleaners 
with Bleach 


Whiten many tough stains 
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while cutting through grease. No. phlei TST, penateaete 
For use on tubs, tiles, sinks, 22C505 = 
‘ oO. 
toilets, and countertops. AXKT4 — 
Item Pkg. 
Fragrance Size Flash Point Brand No. Qty. 
Slight Chlorine 32 OZ. Greater than 199.9°F Lysol 220505 12 
Unscented 32 OZ. More Than 200°F Comet 4XKT4 8 
Unscented 32 OZ. None Fantastik 46E807 8 
reer 





No. 4XKR9 No. 2ZWK1 


No. 22C504 


No. 2GVN6 
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No. 22C644 
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No. 10F943 


All-Purpose Cleaners 


Provide effective cleaning on most washable surfaces. Remove stubborn stains 
including grease, scuff, pencil, and crayon marks, smoke film, and fingerprints. 
Leave a long-lasting clean scent. Nos. 22D026 and 22D027 are disinfectants 
that are effective against staph and salmonella. 











. : - Item Pkg. 
No. 4TKC5 No. 39N012 Description Fragrance Size No. Oty. 
Natural Cleaners Santee 
Tough Guy® Multi-Purpose Cleaner Lavender 1 gal. 36XX37 1 
ee navi Zep Professional 
Made from essential oils and natural plant-derived ingredients. Clean without 7eo® Professional Mutisurtace Cleaner TST 5007, 5DPVS 7 
harsh fumes or residue. Zep® Professional Foaming Citrus Cleaner Citrus 200z.  SDPV7 1 
Zep® Professional General 
Item Pkg. Citrus 1 qt. 220676 12 
Description Size Brand No. Qty. ne eae 
ee 62 Wipes/ AXKR9 6 Zep® Tuff Green Cleaner Citrus {qt  449V86 12 
dpe eomaliel Green Works Pine-Sol 
Green Works® All-Purpose Cleaner 32 02. 2ZWK1 12 Pine-Sol® Disinfectant Cl Pj 60 °2D026 5 
Green Works® All-Purpose Cleaner Refill 64 oz. 2ZWK2 6 Pine-Sol® Cleaner and Disinfec we 02. 
Orange Plus® All-Purpose 39 07. ATKCA { ine-Sol® Cleaner and Disinfectant Pine 144 0z. _22D027 3 
Earth Friendly Lavender 1440z. 22D028 3 
Gleaner and Degreaser { gal. Products HLA ; Pine-Sol® All Purpose Cleaner Orange 144 0z. 22D031 3 
® i . 
Orange Plus® Concentrate 5 gal. 39N012 1 Famon 144 07220032 3 
Fabuloso 
Fabuloso® Concentrate Lavender 1 gal. 2NDR8 4 
Fabuloso® RTU Ocean Cool 1 gal. 2NDR9 4 
REGISTER NOW! ETL 
7 Simple Green® All-Purpose Clean Building™ Unscented 1 gal. 2GVN6 * Z 
Lysol 
Enjoy These Lysol® All-Purpose Cleaner Lemon Breeze® _320z. _ 22503 12 
Lysol® Deodorizing Cleaner Lemon 1gal. 22C504 4 
! 
Features & More! Lysol® Pine Action Cleaner Pine 1 gal. 22C502 4 
Mr. Clean 
“ai Unscented 128 0z. 33NT80 4 
® All- 

[VY Access your pricing ul Clean® All-Purpose Cleaner paris 199137 , 
[ View order history met sacas TT 53 
; eres itru Zz 
[A Save favorites to your personal lists ee Mint 200z. 220645. —*12 

‘ ti Diversey 
[VW Check real-time product availability Hot Springs” Heavy-Duty General Purpose Unscented  1gal. 10A339 1 
— ; : GP Forward™ Unscented 1gal. _ 10F943 1 
> Sign In or register on Grainger.com® today! Unscented 5 gal. 10F944 1 
* Meets Green Seal® Standards 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1513 
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Scan. Order. Done. 


Details on page A1. 
[ f V/° SANITIZERS 
ING? 


Surface Sanitizer/Disinfectant 


Alpet® D2 Surface Sanitizer/ 
Disinfectant—No-rinse, alcohol/quat 
formula will sanitize a food contact 
surface in just 60 sec. and completely 
disinfects non-food contact surfaces in 
5 min. Highly evaporative, non-corrosive 
and ideal for water sensitive equipment. 
Kosher, Pareve, and Halal certified. NSF 
listed, D2 classification. 


Paras, 


26 tested pathogens. Atomized spray 
saturates fingernails, cuticles and crevices 
where germs hide. NSF Certified, 


Foam soap Nos. 19RC65, 19RC66, and 
19RC67 kill 99.999% of 12 tested patho- 
gens. Rich, thick foam. NSF Certified, E2 
classification. 


Pump Kits and Pumps—Designed for 





are : foams and sprays, soaps and sanitizers. 
J Alpet® D2 Surface Sanitizing Wipes— ed P 
jes 100 eoreery resresmanass Surface wipes Nos. 36P196 and 36P197 Dispensing Options—louchless 
— are pre-saturated and come inacanister dispenser No. 19RC84 reduces the risk of 
No. 36P191 —_ ee with a spring-loaded lid to prevent them cross-contamination with dual-infrared 
No. 36P197 from drying out. Refillable Wiping System sensor technology. Table top or wall 
Nos. 36P188 and 36P193 include reus- mount. 
No. 36P171 j j 
rie uae ea ats pe . . Touch-free Nos. 36P155 and 36P156 
oe Bilas earner Nee 0 and manual Nos. 36P168 and 36P169 
La dispense sprays, foams, liquids, lotions, 
Hand Hygiene—Meet all USDA require- soaps, and sanitizers. ADA Compliant. 
ai = ed devas Slt with Stainless steel dispensers Nos. 19RC73, 
oe pies Hf iat a . a eee 36P166, and 36P167 are designed 
AEN G ee eaten eerily: for easy cleaning. Ideal for wet or dry 
- Sanitizer spray Nos. 36P171, 36P172, environments. 
36P173, and 36P175 kill 99.9999% of 
nd Item Pkg. 
sonjtiey © Description Size No. Qty. 
[Men< co Alpet® D2 Surface Sanitizer/Disinfectant 
— a en rece le Finger Pump Bottle 4 0z. 36P192 48 
tC oe ~~ “ms la Trigger Spray Bottle 5 qt. 36P191 : 
Bs Sie ee | qt. 36P186 12 
c— — Ss Pail with Spigot 5 gal. 36P185 1 
“faa Bulk Drum 50 gal. 36P184 1 
No. 36P173 Alpet® D2 Surface Sanitizing Wipes 50° s6FIGG ‘ 
Pre-Saturated Sanitizing Wipes pes 
160 Wipes 36P197 6 
No. 19RC66 
a Refillable Wiping System a0 Wipes ___-SbF 108 —_6 
19RC72 160 Wipes 36P193 6 
; oe 90 Wipes 36P189 6 
Refillable Wiping System Refills 160 Wipes 36P194 6 
Hand Hygiene 
Alpet E3 Plus Hand Sanitizer Pump Bottle 1000mL 36P171 6 
Alpet E3 Plus Hand Sanitizer Bottle 1000mL 36P175 6 
sa 1 gal. 36P173 4 
Alpet E3 Plus Hand Sanitizer 50 gal. 36P172 1 
1 gal. 19RC66 4 
Alpet QE2 Hand Soap 55 gal. 19RC67 1 
1250mL 19RC65 6 
Hand Sanitizer Pump Kits and Pumps 
i ; 1 gal. 36P161 1 
Hand Sanitizer Pump Kit 1000mL 36P157 1 
Wrist Activated Foam Pump — 19RC71 1 
Manual Foam Pump = 19RC72 1 
Dispensing Options 
Touch Free Hand Sanitizer Dispenser - Gray 1000mL 19RC84 1 
Touch-Free Hand Sanitizer Dispenser - White 1250mL 36P155 1 
Touch-Free Hand Sanitizer Dispenser - Black 1250mL 36P156 1 
No. 36P168 Manual Hand Sanitizer Dispenser - White 1250mL 36P168 1 
Manual Hand Sanitizer Dispenser - Black 1250mL 36P169 1 
No. 36P16 Stainless Steel Wall Mounted Industrial Hand Cleaner Dispenser —_— 19RC73 1 
Stainless Steel Wall Mounted Hand Sanitizer Dispenser 3785mL 36P166 1 
Stainless Steel Free Standing Hand Sanitizer Dispenser 3785mL 36P167 1 
Oven and Grill Cleaners 
a j IP Dissolve tough, baked-on grease from ovens, grills, griddles, broilers, and hoods. 
oo Description Size Brand 0. ty. 
Sel) Se Tough Guy® Aerosol Oven & Grill Cleaner__20 oz. Tough Guy 2DBX5 i 
bape == mana Suma® Oven and Grill Cleaner 32 02. Diversey 33X326 12 
Easy-Off® Oven Cleaner 24 OZ. Easy Off 1XEH2 6 
——— Easy Off® Fume-Free 24 02. y 220517 «6 
—— Easy Off® Ready-To-Use 64 07. Professional Easy-Off 220519 6 
No. 2DBX5 No. 1XEH2 No. 39F167 Goo Gone® Oven and Grill Cleaner 14 02. Goo Gone 39F167 1 
1514 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Clean UD 
Manual Pot and Pan Dish Detergents 


Fight grease while leaving pots, pans, and dishes clean. High-sudsing formu- 
las. Greenworks® Natural and Dishmate™ detergents contain no phosphates 
or chlorine, and will not create harsh fumes. Gentle on hands. No. 22CK43 is 
biodegradable. 
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Dish Detergents 
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No. 44C467 


No. 41P004 


MULCLULCLELS 
Dishwashing 
Detergent 


Detergent pour 
lave-vaisselle 
automatique 


Detergente para 
lavavajillas 
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AY % Cascade 
Item — Pkg. seventh fi : 
Description Size Brand No. Qty. | Sunlight generation nish ——- 2 
Liquids 
38 02. 1JYZ5 8 7 7 Hy 
Dawn® Manual Pot and Pan, Unscented = $007 area | Automatic Dishwashing Detergents 
@ igi ] 220548 1 , - 
— Martual Pot and Pan, Original taal ~SSCW 22a 7 | Formulated for under-counter dishwashers. Gently scrub dishes and eliminate 
Pere weld eee ree 38 07. 220555 8 | spots and film. Seventh Generation™ dishwashing detergents contain no phos- 
Dawn® Antibacterial, Citrus 28 02. 487J41_ 8 | phates or chlorine and will not create harsh fumes. 
Joy® Manual Pot and Pan __98.0Z, Joy _220556__ 8 
i a 46F039 4 Item Pkg. 
Manual Dishwashing, Unscented 5 gal. Ability One 5MM94_—si Description Size Brand No. Oty. 
Ultra Palmolive® Original 3 OZ. Palmolive 220534 72 Packets 
Palmolive® Professional 1 gal. 49RM15_—s1 Sunlight® with LemonOxi™ 12607 Sunliaht 41P004 3 
Tough Guy® Liquid Dish Detergent 1 gal. Tough Guy 20JK45 4 Complex - Pk. of 20 aay 9 
25 02. ATKE6 = 1 Seventh Generation™ Automatic 
ECOS™ Pro Dishmate™ Dish Detergent, Unscented _1 gal. ATKE7 1 _ Dishwasher Concentrated 12.602. Seventh Generation 440467 12 
5 gal. Earth Friendly | 4TKE8 1 tans oar 
25 OZ. Products 6VLD6 1 inish® Automatic - 
ECOS™ Pro Dishmate™ Dish Detergent, Grapefruit 1 gal. 6VLD7 1 Dishwasher Detergent ae Finley zabn82 : 
5 gal. 6VLD8 1 Powders _ eee eee Se 
Cleaning Pads and Wipes _Dishwasher Detergent__ 79 OZ e 30FX 
Mr. Clean® Magic Eraser Original Scrubbers = Mr. Clean 499138 36 Gelso _ are seen Sa aes 
Mr. Clean® Magic Eraser Bath Cleaning Pads ~- 5SRT86 88 ee ae 79 02. Palmolive 220526 6 
SCRUBS® Green Cleaning Wipes, eventh Generation™ : 
Unscented, 50 no Canistel i 7 SCRUBS 220K43 6 _ Automatic Dishwasher Gel_ oe eee zetass -_ 
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JANITORIAL 
Laundry Detergents & Fabric Softeners 


Scan. Order. Done. 
Details on page A1. 





+© 
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DETERGENT 





No. 5GUU1 == 


Laundry Detergents 


Grease-cutting, high-powered detergents are effective on tough, greasy food 
stains. Work well in hot or cold water. Tough Guy® Nos. 5GUU1 and 5GUU2 use 
plant-derived cleaning agents and enzymes to power out stains. 





No. 2CXX5 


Item Pkg. 
Description Size No. Oty. 
Liquid 
DFE-Approved High Efficiency 100 oz. 5GUU1 1 
Liquid Laundry Detergent 210 oz. 5GUU2 1 
Powder 
Laundry Detergent wes ne 5 






No. 55YC65 No. 440459 


No. 49KA83 






No. 24L293 


No. 20J213 
©) . 
Downy seventh’ Snuggle 


Fabric Softeners 


Make clothes fluffy, soft, and fragrant. Reduce static cling. 


Item = Pkg. 
Description Size Brand No. Qty. 
Ultra Liquid Fabric Softener 
Downy® Ultra Liquid Fabric 
Softener, April Fresh 51 02. Downy TXEK4 = 8 
Liquid Fabric Softener 
Downy® Fabric Softener, April Fresh 64 oz. Downy SOYC65 4 
Seventh Generation™ Liquid Fabric Softener 32 02. ooo 440459 6 
Snuggle Fabric Softener Dryer Sheets 
Snuggle® Dryer Sheets, Blue Sparkle 120 ct. per pk. Snuggle 20J213 = «6 
Dryer Sheets 
15 ct. per pk. Bounce 49KA83_ 15 | 


Bounce® Dryer Sheets, Outdoor Fresh Bounce 1XEK3 6 


Arm & Hammer 241293 6 


160 ct. per pk. 


Arm & Hammer® Essentials® Fabric 144 ct. per pk. 


Softener Sheets, Mountain Rain 
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No. 24L309 





No. 40K034 





Multipurpobe Powder Detergent 





No. 20J203 





LLYS 


1: gain (58 Purex & 


Laundry Detergents 


High-powered, grease-cutting formulas are effective on tough, greasy food 
stains. Work in hot or cold water. Earth Friendly No. 4TKE5 uses plant-derived 
cleaning agents and enzymes to power out stains. Additional fragrances of 
Ecos® laundry detergents available, see Grainger.com®. 





Item —— Pkg. 
Description Size Brand No. Oty. 
Liquid 
Tide® Original Scent __ = 20 OZ. Tide 24L311 = 6 
Tide® Original Scent with Bleach Alternative 25 OZ. Tide 241310 «6 
Tide® Original Scent 46 oz. Tide SOYC66 =-6 
Tide® Free & Gentle, Unscented — 46 02. Tide  55YC67) 6 
Arm & Hammer®, Clean Burst ; 2100z. Arm&Hammer 54XU26 2 
Arm & Hammer® for Sensitive Skin, Unscented 900z. Arm&Hammer 241297 8 
Arm & Hammer® Plus Oxi Clean, Fresh Scent 62.00 0z. Arm &Hammer 241295 6 __ 
Gain® Original Scent 90 02. Gain 24L309 6 
_Gain® 2X Ultra, Unscented _25 02. Gain 241308 6 
Era® 2X Ultra, Unscented ; 100 oz. Era 40K034 4. 
Professional Purex® Concentrate, Mountain Breeze® _5 gal. Purex 24L303_—s 1 
ECOS® Pro Free & Clear, Unscented 1 gal. eee ATKE5 1 
Powder 
Tide® Original Scent 95 02. Tide 46F045 33 
_Tide® Original Scent_ : 143 02. Tide 49EN94 2 
Ultra Gain® Original, Unscented 91 oz. Gain 24L317 = 3 
_All® Free Clear, Unscented = 52 OZ. _ All 20J203 = 6 
Diversey® Clax® Micro Forte G, Unscented 22 |b. Diversey 32GT06—s 1 
Professional Purex® Ultra, Original Fresh 15.60 Ib. Purex 2413041 
Ultra Purex® Plus, Mountain Breeze® 1.40 oz. Purex_ 241305 156 
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Bleach 


Renews fabric brightness and 
whiteness. Ideal for disinfecting and 


deodorizing. The recommended dilu- 


tion for No. 43NR77 is 1:5. 


Container 
Size 
1 gal. 
1 gal. 
17.50 Ib. 


Description 
Tough Guy Germicidal Bleach 
Jazzle Bleach 
Borateem® Color Safe Bleach 


Carpet Spotters 


Designed for difficult stain 
removal where other spot and 
stain removers may fail. 


General Purpose—Water- 
based, low-residue formula is 
safe on all carpets, including 
wool. 


Gum Remover—Helpful in 
removing gum and candle wax 
from various types of carpet. 


Hydrogen Peroxide—Maximum 
effectiveness on coffee and other 
high color stains. 









AF er et 


Carpet Spot and 
Stain Removers 





Release oil- and water-based soils from carpet and 
upholstery. Deodorize as they penetrate, leave no 
residue. Bioenzymatic cleaners act as stain remov- 


ers, digestants, and deodorizers. 








Bleach & Carpet Cleaners 
Concentrated Clorox® 


Germicidal Bleach cL OOK. 


Concentrated formula suitable for food-contact 
surfaces. EPA Registered to kill 39 organisms, 
including multiple strains of MRSA, Norovirus, 3 
strains of influenza, Clostridium difficile spores 
in 5 minutes or less on hard, nonporous surfaces 
when used as directed. Complies with OSHA 














No. 56HN12 
sai 0 No. peg Bloodborne Pathogens Standard. Meets FDA 
eaner em g. ‘dali ai: 
Pancentaiad Fone . Brand No. Qty. guidelines for sanitizing food surfaces. 
Ready toUse Liquid Tough Guy 56HN12~ 6 Item Pkg. 
Concentrated _Liquid Zep 43NR77 4 Size No. Qty. 
Ready to Use Powder Dial 24L299 = 1 127 02. 41H893 3 
Protein—Removes organic ; Diverse GP) No. 2DCB9 
spots including vomit, urine, and 
blood Item Pkg. 
; Description Size Brand No. Qty. 
ni _ General Purpose 320z. ToughGuy 490W82 1 
Stench and Stain Digester Spotters 32 oz. Diversey 10F961__1 
Eliminates severe carpet Bioenzymatic at Zep SHUL6 
malodors caused by organic Spoter “W Professional No. 
matter. Remover ~S«i«i oz. ~=«sTough Guy =©2DCB9. «1 «=9490ws2 
. : Stain Remover 
Tannin Stain Remover— with Hydrogen 32.02. pM@P = SHULS 1 
Effective on coffee and tea stains. ere a 
Use for general debrowning. Spotter P 320z. Diversey 10F962 1 
: Stench and 
Citrus Express Gel—D- Stain Digester  320z. Diversey 11Y651 1 
Limonene formula removes are pater 
adhesives, tar, oils, grease, ink, Remover 320z. Diversey 11Y652 1 ae 
and marker. Citrus Express Gel 320z. Diversey 2ZHV3 1 No. 11Y651 
Item Pkg. 
Description Size Brand No. Qty. 
Liquids 
Professional Spot & Stain 
Carpet Cleaner 32 OZ. Resolve 24L290 12 
Spot Shot® 32 Oz. Spot Shot 1XEG6 12 
ECOS™ Pro Stain and Odor Remover 1gal. Fah Friendly gtyap 4 
Lift Off© Stain Remover 32 OZ. Lift Off 241275 6 
Lift Off Spot and Stain Remover 22 02. Lift Off 24L276 =66 
Aerosols 
Spot Shot® 18 02. Spot Shot 1XEG7 12 
Eliminator® Carpet Spot 
& Stain Remover 18 02. Dymon 6GUAX6 1 
Bioenzymatics 
Liquid Alive Deodorizing Stain Remover 20 oz. Dymon 6UAY3 1 
Heavy-Duty Carpet Spotter 200z. Zep Professional 5SDPT8 1 No. 24L290 No. 6UAY3 


Rec. Item Pkg. 
Description Size Dilution pH Brand No. Qty. 
Bonnet Buffs 
Soil Release/ 
Bonnet Buff 1:8 8.5t09.4 Diversey 2ZHU3 
Scotchgard™ 1 gal. 
Spray Cleaner 1:20 9.1 3M 5ND38 
Concentrate 
Carpet Shampoos 
1:16 to1:32 14-8. Tough Guy  5FVZ3 
Carpet Shampoo 1 gal. —-46 49 1:39 7.6 to 82 Diversey  2ZHU2 : 
Extraction Cleaners 
Carpet Extraction ee 8.6-9.6 Tough Guy 2WEC3 
Cleaner “4498 | 8.5 to 9.04 Diversey 10F959 
seotengare 1 
xtraction 
Gleaner 8 to 9 3M 3U166 
Concentrate 1:64 
Professional 1 gal 
Carpet Extractor Gat: _— Resolve 24L289 4 
Concentrate 
Carpet Cleaner 6.85 to 8.0 6XWX8 1 
Clean Building™ 1:10 to 1:21 Simple Green " 
Carpet Cleaner 6.85 to 7.2 2GVN8 2 
3-in-1 Carpet 
Cleaner 1:64 8.0 to 8.7 OdoBan 36P402 4 
Concentrate 
Presprays 
ee {gal. 1:12,1:32 7.5to8 Diversey  10F960 
Carpet Zep 
Pretreatment | at RTU 7107.5 Brofessional SHULS 


* Meets Green Seal® Standards for industrial and institutional cleaners based on their 
reduced human and aquatic toxicity and reduced smog production potential. 
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Professional Series 


pele Cleaners 


Bonnet Buffs—Formulated for 
spin bonnet cleaning. Will not cause 
resoiling. 


No. 2ZHU3 


No. 2WEC3 


Carpet Shampoos—Work with 
rotary cleaning methods. Leave no 
tacky residue which can lead to 
restaining. 


Extraction Cleaners—Low-foam 
formulas work in high-pressure 
extractors. 





Presprays—Loosen heavily soiled 
carpets and contain repellent to 
reduce resoiling. 


No. 24L289 


No. 6XWX8 No. 36P402 
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No. 499L40 No. 20J180 No. 20J178 No. 2DBY8 
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Nine 
Stainless Steel Cleaners and Polishes 


Clean, polish, and protect stainless steel, chrome, and aluminum. 
Resist fingerprints and streaking. 





No. 20H877 No. 20H878 No. 20K995 No. 3HUT6 No. 24K643 















































































































































Item Pkg. 
a Description — Size No. Qty. 
Liquids eee een 
Sheila Shine® Stainless Steel Cleaner 1 gt. SURFS - r F 
| eee ere! toil. Sura 1 | Furniture Polishes 
‘Trigger Sprays ae Bae at ee . 
— Tough Guy® Stainless Steel Cleaner & Polish 1qt. 36MGO7 1 Furniture polishes remove fingerprints and dirt from wood @. cabinets, 
Earth Friendly Products® Stainless Steel 
eee a Bolish, Spray Bottle 32 oz BVLAZ { paneling, and vinyl. Shine, dust, and protect. 
Simple Green® Stainless Steel Cleaner/Polish Liquid Spray 320z. _1YVB2 _ Item Pkg. 
_ Magic® Stainless Steel Cleaner 140z.  39F179 1 Description Size No. Qty. 
Aerosols Trigger Sprays = ar eS 
Tough Guy® Citrus Stainless Steel Cleaner 200z. 24Y898 1 Tough Guy® Lemon Furniture Polish, Trigger Spray “Oe02: 499140 1 
~ Tough Guy® Oil-Based Stainless Steel Cleaner 200z. 2DBY3 i Pledge® Multisurface Cleaner, Citrus, Trigger Spray —160z.  —-203180 ‘o 
_ 3M™ Stainless Steel Cleaner and Polish 21.50z.  2U428 1 Diversey Shine-Up Liquid Furniture Polish, Lemon 32 02. 4MHK6 q 
_ Dymon® Aerosol Oil-Based Stainless Steel Cleaner 20 0z. 6UAX8 1 | Aerosols 
-Misty® Stainless Steel Cleaner and Polish 20 0z. 20H881 12 | _ Pledge® Aerosol Multisurface Cleaner, Rainshower — 9.7 02. 205178 6 
Misty® Painless Stainless 200z.  20H882 12 Tough Guy® Aerosol Lemon Furniture Polish. 20 oz. 2DBY8 1 
Sheila Shine® Stainless Steel Cleaner 100z.  SURF7 1 _ Misty® Aspire Aerosol Furniture Cleaner and Polish 160z.  20H877 = 12 
_ Spray Nine® Glass and Stainless Steel Cleaner 190z. 36P471 6 Misty® Aerosol Furniture Cleaner and Polish 19 02. 20H878 12 
_ Diversey Stainless Steel Cleaner and Polish 170z. 204218 12. - Misty® Aerosol Furniture Cleaner and Polish with Lemon Oil 18 02. 20H879 12 
Zep® Professional Stainless Steel Cleaner and Polish’ 200z. SDPW2 1 | Old English® Aerosol Furniture Polish, Lemon 12.5 02. 20K995 12 
Magic® Stainless Steel Cleaner 17 0z. 39F180 1 _ Magic® Cabinet and Wood Cleaner 170z.  ——-39F176 1 
Wipes : _ Zep Professional® Furniture Polish 20 02.  3HUT6 1 
_ Tough Guy® Stainless Steel Cleaner Wipes 7d5ct. 24902 1 Wipes Tae a ee 
SCRUBS® Stainless Steel Cleaner Towel 30.ct. 410260 6 Pledge® Multisurface Cleaner Wipes, Unscented 25 ct. 205181 12 
Magic® Stainless Steel Cleaner Wipes 30 ct. 39F181 1 _ Pledge® Furniture Polish Wipes, Lemon. 24 ct. — 24K643—— 12 














. — O72....4 
Swife as Dusters Siiffer 


Trap and lock dust and allergens 
better than a feather duster. 


peers | 




















+ Item = Pkg. 
tit __ Description = No. _ Qty. 
5 tae 360° Duster Starter Kit (1 
He and A eine 20K998 12 
uster per box 
No. 52L057 360° Duster Extender Kit °0L005 6 
(1 handle and 3 dusters) _ | 
360° Duster Refills 
(6 refills per box) ela 8 
No. 52LC54 Duster Kit (1 handle 52LC57 «CG 
No. 20K998 No. 20L005 and 5 dusters per box) 
1518 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Adhesive 
Removers 


Remove gummy, sticky, and 
gooey substances. Ready-to- 





No. 3ANW4 
No. 3ANW6 No. 4HFF9 





use, no dilution required. No. 39F165 No. 10K013 
Item Pkg. 
Description Size No. Qty. 
Goo Gone® Spray Gel Adhesive Remover & Cleaner 120z. 939F165 1 


8 oz. 1NNU2 12 
160z.  49XZ47 4 

gt. 1NNV5 1 
55 gal. 1NNW1 1 


Goo Gone® Adhesive Remover and Cleaner 














Goo Gone® Adhesive Remover No-Mess Pen 10mL 2LUZ2 12 
Goof Off® Adhesive, Grease, Marker, Paint, Tar Remover, Aerosol 12 02. 6XFF6 | 
Goof Off® Adhesive, Grease, Marker, Paint, Tar Remover, Liquid Tool i 
Krud Kutter® Adhesive, Caulk, Foam, Mastic, 80z. 10K012 1 mo; Tonos No. 4FZX8 No. 4ETV3 
Silicone, and Tar Remover™ 160z. 10K013 1 
s ) 
Dymonr Brand > ‘ Vil mmaugex cs ; 
a ee yTDOOR WA 
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Brand Wipes 





Graffiti and Spray 
Paint Removers 


Remove inks, markers, lipstick, and most 


No. 52JY95 No. 4WGE2 No. 6XFG8 


oa (een ZssERO) 





WET&FORGET 

















common graffiti marks. Nos. 6KHD7 and MOLD , 
6UAX9 are aerosols with ajelled formula ot ogo agree Outdoor jan ARMOR. TES 
that clings to vertical surfaces. Deck and Fence, Outdoor, Roof, and House and Siding Cleaners—For use 
Item in a pressure washer or with ready-to-use hose end applicator. 
Description Size No. . ; 
Aerosol - Mold and Mildew Stain Removers—Designed to remove the ugly stains 
rove anh ane Die a eemevet ou Ge 6KHD7 _ | caused by mold and mildew. Available in bleach, bleach-free, and non-caustic 
Dymon® Graffiti and Spray Paint Remover 20 oz. 6UAX9 : : ok ; 
Goof Of© Graffiti Remover 16 o7. 494K90 formulas, these products are designed for a variety of surfaces inside/outside. 
Liquid : : ~ , an: 
4 1607 10K016 Mold and Mildew Killers—Clean, disinfect, and deodorize surfaces by killing 
Krud Kutter® Graffiti Remover toa eeata mold and mildew. 
5 gal. 10K019 Mold Blocker—Form an invisible barrier that protects against the harmful 
Earth Friendly Products® Graffiti Remover a2 02. 39999 effects of mold and mildew 
Wipes 
Tough Guy® Graffiti Remover Towels 30 CL. 5EWC2 Rec. Item 
SCRUBS® Graffiti and Paint Remover Towels 30 ct. 4HK51 Description Size Dilution No. 
STE UE EEE Deck and Fence Cleaner 
Simple Green® Deck and Fence Cleaner Concentrate 1 gal. 1:40 3ANW4 
Outdoor Cleaners and Degreasers 
Simple Green® Heavy-Duty Cleaner 1 gal. 1:10 3ANW7 


and Degreaser Concentrate 
Simple Green® Concrete and Driveway Cleaner Concentrate 1gal. 1:10t0 50:50 3ANW6 
Roof Cleaner and Stain Remover 

Zinsser Jomax® Roof Cleaner and Mildew 





Stain Remover Concentrate 1 gal. RTU 4HFF9 
House and Siding Cleaners 
Simple Green® House and Siding Cleaner Concentrate 1 gal. 1:10 3ANW5 
32.02: RTU 10K022 
® 
Rust Removers Krud Kutter® House Wash 1 gal. RTU 40K023 
Zinsser Jomax® Mold & Mildew Stain Remover 32 02. RTU 4FZX8 
Remove rust and iron stains. ———— Mold and Mildew Stain Removers 
No. 6XFH2 No. 4YJW3 64 0z. ie 4ETV3 
Description Size ah Wet & Forget® Mildew & Algae Stain Remover Concentrate 1 gal. 1:5 AETV4 
: 338 02. 1:5 4ETV5 
BO ei tee —Agal, “OXPH2 r Mold Armor® Instant Mold Mildew Stain Remover 32 02. RIU__GXFG7 
St a WW = Moldex® Bleach-Free Mold & Mildew Stain Remover 32 02. RTU _ AWGE7 
Super iron Out® 76 aa AYJW3 ; Moldex® Non-Bleach Outdoor Wash with Hose End 56 02. RTU 52JY95 
Multipurpose 152 oz. 4YJWA Mold and Bilidew Killers 55 <1) —awae 
Stain Remover 800 oz. 4YJW5 2 ae 
Summit Brande Ta 6VIME7 Moldex® Mold Killer 1 gal. RTU 4WGE3 
Super Iron Out® ee SUMER 64 0z. RTU 4WGE4 
Rust Remover i Zinsser Jomax® Mildew Killer Concentrate 32 aL RTU pe 
Krud Kutter® The 32 OZ. 36P488 gal. — 
Must for Rust® Rust 5 36P490 Mold Blocker 
Remover and Inhibitor _° 92". Mold Armor® Mold Blocker 32 02. RTU 6XFG8 
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RTU Yield Item 
Description per Container Size No. 
Heavy-Duty Power Cleaners 
Spitfire® SC 112 2.51. 46E776 
General Purpose Cleaners 
Stride® Neutral, Fragrance Free 169.75 gal. 84.5 02. 11Y664 
Stride® Neutral, Citrus 496 to 991 gal. _ 106411 
GP Forward® 170 to 339 gal. 2.5L 100412 
General Purpose Cleaner 42 gal., 169 gal. 46E768 
Peroxide Cleaners 
Alpha-HP® Multisurface Cleaner = 20/837 
PERdiem™ General Purpose Cleaner 84.5 02. 
with Hydrogen pened 42.97, 169.88 gal. 11Y612 
Disinfectants 
Alpha-HP® Multisurface 42.933 to 169.74 gal. 251. 352914 
Virex® I] 256 339 gal. 100417 
Oxivir® Five 16 Concentrate 11.23 gal. 9 5L 11Y610 
Expose® II 256 170 gal. 11Y656 
Triad™ III 86 gal. 100418 
Restroom Cleaners 
Crew® Bowl and Bathroom 
Disinfectant Cleaner 170 gal. 10415 
. Crew® Shower, Tub and Tile Cleaner 27.08 gal. 2.5L 20J836 
J-Fill® QuattroSelect® J-Fill® QuattroSelect® Prawe Bathroom Cleaner aa Saveli 
4-Button Dispenser 1-B : and Scale Remover gal. 
-Button Dispenser : : 
No. 100407 No. 10409 Glass and Multisurface Cleaner 
. Glance® Glass and Multipurpose Cleaner 54 gal. 9 51 100410 
Glance® Glass and Multipurpose Cleaner 27.08 gal. " 24K646 
Odor Control 
= Good Sense® Liquid Odor Counteractant 
—4 Concentrate, tinseentan 60.06 gal. 11Y689 
Good Sense® Liquid Odor Counteractant 
Concentrate, linseed 60.06 gal. 2.0L as 
Good Sense® No Smoke 
Liquid Air Freshener oll gal apron 
Good Sense® SC Fabric Refresher — 46E767 
Floor Care 
Portion Control - Stride® Floral Neutral Cleaner 248.54, 496.41 gal. 11Y663 
Gienucal Prepunted Sorte UHS" Floor Cleaner 338.8 gal. 117643 
No. 100410 wih Sprayer Prominence™ Heavy-Duty Floor Cleaner _ 169.88, 339.09 gal. 2.5L 11¥604 
No. 10F963 Revive® Plus SC Maintainer/Rejuvenator 85.2 gal. 11Y645 
Pro Strip® SC Floor Stripper 13 gal. 46E810 
Sete a treet stent Carpet Care 
er tne a i ne Carpet Extraction Cleaner 170 gal. 2.9L 11Y648 
i Carpet Prespray Treatment 26 gal. 84.5 0z 11Y649 
Diverse Extraction Rinse SC 169 gal. oe AG6E769 
Bonnet Buff SC 27 gal. 46E771 
Food Service Cleaners 
- J-512™ Sanitizer 339.09 gal. 251 33X337 
J-Fill® QuattroSelect® Lockable Break-Up® SC HD Cleaner Degreaser 80 to 160 gal. 2.5L 10F973 
= = Item 
Dilution Control Systems Description No. 
ro Preprinted 32-0z. Bottles with Sprayers 
Push-button system provides a convenient solution for diluting and dispens- Glance Non Ammoniated Glass Cleaner 10F963 
ing super-concentrated cleaners. No measuring required and no metering Soe aaa Chae Cleaner iWrees 
tip installation. Bottles come pre-tipped. 4-button unit dispenses 4 products Crew NA SC Non Acid Bowl and Bathroom Disinfectant Cleaner 10F967 
(3 bottle fills, 1 bucket fill). Cabinet resists chemicals, stains, and scratches. Crew Shower Tub and Tile Cleaner 10F968 
: : ; ; . : ‘ Virex Il 256 One Step Disinfectant Cleaner 10F969 
Dispense mixed cleaning chemicals into convenient 32-0z. bottles with Triad Ill Disinfectant Cleaner 10F970 
Command Center Crew Shower Tub and Tile Cleaner 8A004 
Pre pnreaenemcariaele: Command Center Bath Mate Acid Free Disinfectant 18A005 
Item Command Center Bath Mate Nonacid Washroom Cleaner Concentrate 18A006 
Description No. Command Center Hot Springs 18A007 
J-Fill® QuattroSelect® Dispensing Units Command Center Speedball 2000™ 18A008 
4-Button Chemical Mixing Dispenser (18'L x 24%'H x 7%2'D), 3.5 gom bucket fill rate 100407 Command Center Morning Mist Neutral Disinfectant Cleaner 18A009 
4-Button Chemical Mixing Dispenser (18 2"W x 24%'H x 7'4'D, 3.1 gpm bucket fill rate) 466797 Command Center Breakdown XC Fresh 18A011 
2-Button Chemical Mixing Dispenser (10"L x 191%"H x 6%'D) 13E901 Command Center Raindance SC 18A012 
Portable Chemical Mixing Dispenser (8'W x 6°H x 41%'D) 46E798 Command Center PER Diem 18A013 
Single Station Chemical Mixing Dispenser, Bottle Fill (10"L x 19%"H x 6%'D) 100408 Command Center Oxivir Five 16 Concentrate 18A014 
Single Station Chemical Mixing Dispenser, Bucket Fill (10"L x 192"H x 6%'D) 10C409 Command Center J Works Tempest 18A015 


Closed Loop Dispensing Systems 


Easy-to-use dispensers include a backflow preventer for 
locations where its required by plumbing regulations. 






No. 38TH17 





No. of 
Chemicals Item 
Description Dispensed H W D No. 
Dispensers 
Chemical Mixing Dispenser - Hand Held Mount 1 6" 10" 2" 38TH17 
Chemical Mixing Dispenser - Wall Mount 4 24" 18%" 6%" _38TH16 
Item 
Description Fragrance pH VOC Content No. 
No. 55JF72 tase: 
. Glass Cleaner Unscented 10.510 11.5 0% DoJF66 
All Purpose Cleaner Citrus 4to5 0% 5oJF67 
All Purpose Degreaser Fresh 6.510: 7.5 0% DoJF68 
; Multi-Purpose Degreaser Unscented 13 to 14 4.83% 5oJF69 
No. 38TH16 Bathroom Cleaner Citrus 4to5 0% 55JF70 
Deodorizer Lavender 7.0 to 8.0 0.58% SOJF71 
‘ Cleaner and Disinfectant Unscented 12 to 13 0.279% DOJF72 
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Portion Control Systems 








— 
ieee a | 
No. 46E777 No. 10C405 
RTD™ Dispensing Systems 
DISPENSER CHEMICALS Water Hookup Kit—Includes instruc- 


tion sheet, 5-ft. water hose, shutoff 
valve, and female quick-connect. 


Maintenance-free dilution control 
system is built right into the bottle. 
Units easily attach to a common 
garden hose for water supply. Provide 
safe, accurate mixing; eliminate 
contact with concentrated chemicals 
and reduce chemical waste. Set flow 
lever to fill buckets or bottles. 


ACCESSORIES 
For use with all RTD™ bottles. 


Wall-Mounted Holster—Holds two 
1.5L or 5L bottles. 


Quick Connect—Female attach- 
ment connects RTD bottles and water 
source. 


Water Supply Hose—5-ft. hose 
allows greater flexibility; can easily 
move from one water source to 
another. 


Wire Racks—Wall-mountable racks 
provide more-permanent installation 
and allow hands-free operation. 


Item Pkg. 
Description Size No. Qty. 
Heavy-Duty (Power) Cleaner 
at 1.5L 46E777 2 
epiilier oY SL 46E778 1 
Speedball™ 2000 Heavy-Duty Spray Cleaner 1.5L 46E779 2 
General Purpose Cleaners 
Stride® Citrus 5L 100398 1 
™ 1.5L 100419 2 
GP Forward BL 11666 1 
Peroxide Cleaner 
1.5L  20J838 2 
Alpha-HP® Multisurface 5. 20839 1 
Peroxide Cleaners 
PERdiem™ General Purpose Cleaner with Hydrogen Peroxide OL 11Y611 1 
Disinfectants 
1.5L 352912 2 
pp Nesnie 5L 352913 
Oxivir® Five 16 Concentrate 1.5L 11Y607 2 
Triad™ III 5L _11Y655 1 
1.5L 10402 2 
Virex® |] 256 41654 { 
7 1.5L 10403 2 
Morning Mist™ Neutral BL 100404 1 
Restroom Cleaners 
Bath Mate™ Non-Acid Washroom Cleaner 1.5L  46E788 2 
Crew® Restroom Floor & Surface Non-Acid Disinfectant Cleaner joe Vere Z 
1.5L  11Y675 2 
1.5L 11Y683 2 
Crew® Shower, Tub and Tile Cleaner +51 10C405 5 
Crew® Bathroom Cleaner and Scale Remover 1.5L 100401 ~* 2 
Glass and Multisurface Cleaners 
Glance® NA Glass and Multipurpose Cleaner 1.5L 100397 2 
1.5L 38M488 2 
pice He SL 38M489 
Odor Control 
Good Sense® Liquid Odor Counteractant Concentrate 1.5L 11Y688 2 
Good Sense® Fresh Phase® Fabric Freshener 1.5L 46E787 2 
High-Efficiency Low Odor 
Pro Strip™ SC High Efficiency Floor Stripper SL 203849 1 
Floor Care 
Prominence™ Heavy Duty Floor Cleaner SL 11Y605 1 
UHS™ Floor Cleaner SL 11Y644 1 
Revive™ Plus SC Maintainer/Rejuvenator SL 11Y646 1 
Carpet Care 
Heavy-Duty Prespray Plus 1.5L  11Y650 2 
Extraction Rinse 1.5L 46E770 2 
Food Service 
Final Step™ 512 Sanitizer SL 46E793 1 
Suma® ElimineX® Foaming Drain and General Purpose Cleaner 1.5L  33X334 2 
Diversey™ Suma® Kitchen Degreaser SL 33X333 1 
Accessories 
Wall-Mounted Holster 1DE90 1 
Water Hookup Kit 4DU34 1 
Quick Connect 4DU35 1 
Water Supply Hose 4DU36 1 
_Wire Rack for (2) 1.5 Liter RTD Bottles 2ZHV4 T. 
Wire Rack for (2) 5 Liter RTD Bottles 2ZHV5 1 


* Meets Green Seal® GS-37 standards for industrial and institutional cleaners based 
on their reduced human and aquatic toxicity and reduced smog production potential. 
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No. 15V144 





No. 15V147 


No. 15V140 


No. 10A336 





No. 10A343 


Command Center’ Dispensing Systems 


Push-button dispensing system dilutes super-concentrated chemicals; no 

mixing by hand. Dilution rate can be easily adjusted and units can be joined 
together in any combination of 1- and 4-button units for custom dispensing 
solutions. Chemicals are numbered and color-coded for easy identification. 


Item 
Description No. 
Command Center™ Dispensers 
4-Button Dispensing System with Air Gap Eductors 15V144 
4-Button Dispensing System with E-Gap Eductors 15V145 
1-Button Dispensing System for Bottles 15V146 
1-Button Dispensing System for Buckets 15V147 
RTU Yield Item 
Description per Container Size No. 
Industrial Cleaners 
Tempest™ Solvent-Free Cleaner/Degreaser 97.50 to 151.50 1.5 gal. 15V140 
General Purpose Cleaner 
Hot Springs™ Heavy-Duty Cleaner 195 to 387 gal. 1.5 gal. 10A338 
Peroxide Cleaner 
PerDiem™: PerDiem Cleaner “368 8 oat 1.5 gal. 15V143 
Disinfectants 
Morning Mist™ Neutral 97.5 gal. 15V141 
Oxivir™ Five 16 Concentrate 97.5 to 193.5 gal. 1.5 gal. 15V142 
Virex™ II 256 385.5 gal. 10A336 
Restroom Cleaners 
Bath Mate™ Acid-Free Disinfectant 
Washroom Cleaner Concentrate 19.5 gal. 15 gal 10A344 
Crew® Bathroom Cleaner 
and Scale Remover 28.9 gal. 20844 
Glass and Multisurface Cleaner 
Glance® NA Glass and 
Multipurpose Cleaner 61.5 gal. 1.5 gal. 10A335 
Odor Control 
BreakDown™ Odor Eliminator 
Concentrate #40, Fresh 33 to 387 gal. 1.5 gal. 10A343 
Floor Care 
Raindance™ Neutral Cleaner 385.5 gal. 1.5 gal. 10A348 
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Details on 


Dilution Control Systems 


3M™ TWIST 'N FILL™ accurately dispense cleaning Wire Shelves 
CLEANING CHEMICAL products. Provide neat storage and easy 
MANAGEMENT SYSTEM No. 4YEP7 features additional — accessibility of chemicals. 


Tamper-resistant cap helps to 
prevent contact with hazard- 
ous chemicals. 


pressure relief valve. Integral 
air gap meets ASME/ANSI 
A112.12 and ASSE.1055B 


page Al. 


Store four 2L bottles. Also 
available in locking style. 


Preprinted Bottles 


Dispense mixed cleaning 
chemicals into labeled spout 


requirements, and prevents 


Dispen 
pOpENSErS chemical back flow into water 


Compact and versatile chemi- 








3M™ Twist 'n ; ; ; SuDDIV. 
FIll Dispenser cal dispenser dilutes chemical PPY cap or sprayer bottles. 32-o0z. 
(Chemical concentrates with water to bottles. 
aoares Chemical RTU Yield Item Item 
Sane arately) No.* Description per Container No. No. 
3M™ Chemical Concentrates, 2 Liter Secondary Labels, Pkg. of 12 
1L Glass Cleaner 30 gal. 4EB95 t+ 10/98 
2L Heavy-Duty Multisurface Cleaner 7 gal. 2U674 1CJ97 
3H Neutral Cleaner 507 aal 2U6/5 Tt 5YR48 
3L Neutral Floor Cleaner gel 28AD44 5YR48 
4L Bathroom Disinfectant Cleaner 27 gal. 2U676 10J95 
a Quat Disinfectant Cleaner 127 gal. auNaS ra 
6H Speed Stripper 8.2 gal. 2U679 1C0J92 
m Food Service Degreaser 123 gal. satus Pa 
ee General-Purpose Cleaner 35 gal. oe | a 
11L Scotchgard™ Bonnet Cleaner 26 gal. 5ND37 2FP43 
12L Country Day Scent Deodorizer 36 gal. 2BW59 2FP44 
13k Fresh Scent Deodorizer 30 gal. 2BW61 2FP45 
14L Mountain Spice Deodorizer 36 gal. 2BW60 — 
HL Nonacid Disinfectant Bathroom Cleaner 61 gal. 3VC57 3XH40 
16L Sanitizer 135 gal. 2BW55 — 
rae Glass Cleaner and Protector 42 gal. 20AT45 _ 
19L Nonacid Bathroom Cleaner 26 gal. 4HN93 4MJ01 
20L Heavy Duty Glass Cleaner 12 gal. 28AD45 — 
21L Floor Cleaner 2.8 gal. 28AD46 — 
22H Floor Stripper LO 11 gal. 4WK27 4YJ25 
oe Neutral Quat Disinfectant Cleaner 120 gal. we iviee 
Item 24H 3-in-1 Floor Cleaner 137 gal. 4WK26 tT 4YJ27 
Description” No. 25H bo 5YL83 5YR50 
Dispensers and Shelves 251 HB Quat Disinfectant Cleaner 180 gal. 5YL84 5YR50 
Twist 'n Fill™ Dispenser 2U692 26H 3HB91 3RA85 
Twist 'n Fill™ Dispenser with Pressure Relief Valve AYEP7 36L Industrial Degreaser 74 gal. 3HB92 3RA85 
Twist 'n FIll™ Dispenser with Lockable Cabinet 162996 27H Scotchgard™ Extraction Cleaner 53 gal. 4DE37 4GY92 
Wire Shelf 2BV53 28H Scotchgard™ Pretreatment Cleaner 24 gal. 4DE38 4GY93 
Preprinted Bottles, Pkg. of 12 33H Neutral Cleaner LO 207 gal. 3GZX1_T — 
1L Glass Cleaner Bottle w/Sprayer 2AV87 34H Peroxide Cleaner Concentrate 53 gal 35YY75 _— 
2L H-D Multisurface Cleaner Bottle w/Sprayer 1HH99 34L Peroxide Cleaner 28AD47 _ { — 
4L Bathroom Cleaner Bottle w/Spout Cap 1GH05 40L Cleaner and Disinfectant 123 gal. 35YY74 — 
4L Bathroom Cleaner Bottle w/Sprayer 1HH98 44L Baiicvonvbleaner 27 gal. 3GZX2_ ft _— 
OL Quat Disinfectant Bottle w/Sprayer 1HH97 51 29 gal. 35YY77 — 
8L General-Purpose Cleaner Bottle w/Sprayer 1GH06 52k Tile, Grout, and Bow! Cleaner 2.6 gal. 5YL88 5YR53 


* L = Low flow for bottle filling. H = High flow for bucket filling. | Meets Green Seal® standards for industrial and institutional cleaners based on its reduced human and aquatic toxicity and reduced 


smog production potential. 


Chemical Mixing 





- Item 
Description Mfr. Model No. No. 
Dispenser 3M™ Flow Control System Dispensers 
Systems Wall Mount, Action Gap, with Pressure Relief Valve 85851 39CZ45 
Wall Mount, Air Gap 85852 39CZ46 
™ Wall Mount, Air Gap, with Pressure Relief Valve 85853 39CZ47 
3M Flow Control System 3M™ Flow Control System Portable Dispenser 
Dispensers—Dispensers are Portable Dispenser 85849 39CZ43 
accurate, compact, and simple. Portion Control Dispenser Hose 85882 390248 
RTU Yield Item 
Designed to mv and dispense Chemical No. Description per Container No. 
multiple cleaning solutions 3M™ Flow Control System Chemical Concentrates 
with high dilution accuracy. i caw D Slabs Creaner A a tees 
eavy Duty Multi Surface Cleaner .2 gal. 
Dispensers are lockable and easy 3A Neutral Cleaner 200 gal. 390251 
to operate. Dispense 2 gpm. 4A Disinfectant Bathroom Cleaner 26 gal. 390252 
_ 6A Speed Stripper 10 gal. 390253 
3M™ Flow Control Portable 7A Food Service Degreaser 149 gal. 390254 
Dispensers—Bring highly 8A General Purpose Cleaner 35 gal. 390255 
ae 13A Fresh Scent Deodorizer 30 gal. 390256 
accurate dilutions to on-the-go 15A Non-Acid Bathroom Disinfectant Cleaner 61 gal. 390257 
convenience. 16A Sanitizer 75 gal. 390258 
na 17A Glass Cleaner and Protector 40 gal. 390259 
No. | 3M™ Flow Control System 22A Floor Stipper LO 11 gal. 390260 
39CZ46 Chemical Concentrates— 24A Portion Control Floor Cleaner 132 gal. 39CZ61 
250A HB Quat Disinfecting Cleaner 155 gal. 39CZ62 
Feature numbered and 26A Industrial Degreaser 76 gal. 390263 
if color-coded labels for easy 34A Peroxide Cleaner 50 gal. 39CZ64 
| identification. 40A Disinfectant Cleaner RCT 116 gal. 390265 
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Find the yf. Find Solutions. Find Great Prices. Floor Strippers, Finishes & Sealers 
Rec. Item Pkg. 
Description Size Dilution Brand No. Qty. 
Heavy-Duty 
Pro Strip® Heavy-Duty 1 gal. ; ; ; 100422 
Non-Butyl Floor Stripper ~Sqal. '2't0110 Diversey 100423 
Heavy-Duty Non-Butyl 1 gal. 444N57 
Floor Stripper 5 gal. 424 Tough Guy 444N58 : 2" 
Nonammoniated, Easy- 
Rinsing Floor Stripper 2.5 gal. 3M 3U142 ee 
Heavy-Duty Low Odor No. 444N57 & No. 20J852 Gaunt 
10a. dpa: 106424 = 
Bravo® Floor Stripper 5 gal 1:4 to 1:8 Diversey 10C425 1 Ly 
. i QW 
Prosire" LTR &> avi EP» ..... x. 
Pro Strip™ ULTRA Heavy- ! - 
Duty Floor Stripper 5gal. 1:4 to 1:10 Diversey 20J852 1 2DCAG 
UHS = 
Fg Siriepe: UHS Sgal. 1:4 to 1:8 Diversey 20/8531 Floor Strippers 
Noncorrosive Heavy-Duty—Penetrate and emulsify Noncorrosive—Formula is noncorro- 
ae Floor Stripper Sgal. 1:4 to 1:6 Diversey 20/850 1 the toughest UHS burnished finishes. sive to eyes and skin without sacrificing 
Linoleum Works the first time, eliminating the need performance. Chemical goggles and 
a Linoleum 5 gal. 1:4 Diversey 15vV148 for restrips. gloves are not required. 
Basenners : 54 5 +arusd Ultra Heavy-Duty—Fast-acting strip- | Linoleum—Effectively removes existing 
Fanti a oF wey SDEAE per begins to emulsify most finishes on _ finish without damaging floor. Also works 
Tough Guy® Wax & 90 o7 Tough Guy 6PEC3 contact, reducing normal soak times. on marble and other sensitive substrates. 
oll Remover , 
Z-Tread RTU Zep Professional  5DPT9 UHS—Specially-formulated for Baseboard—Ready-to-use, fast-acting 
eee 21 02. 3U123 high- and ultra high-speed floor care formulas are ideal for using on spot build- 
TroubleShooter™ Liquid me 3M auER : programs. Quickly penetrates and emul- _ ups, especially around baseboards. 
Finish Remover Sifies finish. 
1GAL. | 5GAL. oa @ 
Solids Req. Item Item 
Description Content Brush Speed Brand No. No. 
Ultra High Solids w 
TimeSaver SR® 0.0031 175 to 1500 rpm Diversey 11Y615 | 11Y616 = 
High Solids 
Low 0 
maintenance Ds 25% 1500 rpm Zep 451F37 | 451F38 bs 
Low 
ficinfanancaD5 0.25 1500 to 3000 rpm = Scotchgard _ 4WK33 Y _ 
Medium es 
eaintenanés 0.0025 1500 to 3000 rpm ~— Tough Guy — 444N48 ia ARSE iin dada No. 10F954 
Brilliant Appearance 
Vectra® 19% 175 to 1500 rpm Diversey 10F949 | 10F950 
Zinc-Free 
Aquaria® 0 1500 rom and Above __ Diversey _ 10F953 
Economical 
Complete® 0 175 to 1500 rpm Diversey _ 10F952 
Low 0 
Fr taranee 16% 15001500 rpm  ToughGuy | 444n49 | 444n50 ~=|Fl gor Finishes and Saalers 
tchgard™ , ; 
iow: a 0.18 17510 3000 rpm — Scotchgard | — | awk76 Ultra High Solids—Need fewer coats to High Solids UHS—Delivers excellent 
Maintenance 18 achieve a high-gloss appearance. gloss build and durability. 
High Solids UHS 
wie Mileage® 0.0025 1500 rpm and Above _ Diversey — 11¥629_ High Solids—25% solids provide a long- UHS—Ultra high-speed labor-saving 
Signature® 0.002 1500 rpmand Above Diversey. | — | 11¥627__/@Sting, high-gloss finish. ua 7. 7 ee ee 
Teta 0.25 1500 to 3000 rpm Scotchgard — | 4WK53 — Brilliant Appearance—Diamond-like a re Tain . a aedeicullh 
Urethane-Fortified UHS | brilliance, clarity, and durability. Feature : 
a on 0.002 __—'1500 rpm and Above _ Diversey — | 11¥634__— fast cure time, excellent buff response, Black Floor—Designed for black 
or and reduced marking, scuffing, and plank asphalt floor care programs. 
Blackjack 0 175 to 1500 r Di — | 10F954 
Black Plank pm iversey 54 scratching. a 
7-Tread 7 Finish/Sealer—Formulated to work 
ie 0.2 150 to 3000 rpm ae — | 5DMz3 ‘ Sage : 
Fins Professional Zinc-Free—Clean, long-lasting finish for — with any maintenance method and 
Inisn/seaier ; ; F 
raretee® 0.002 175 to 1500 rpm DIVERSE — 417622 environmental purchasing programs. equipment of all types of floors. 
Sealers : Economical—Create a durable finish Sealers—For all finishes used on 
Under® Plus 0 1500 rpm and Above Diversey | 10F956 | 10F957 — that reduces the need to strip and resilient flooring. Seals pores of flooring 
Floor Sealer 19% 200 rpm Zep 451F43 | 451F44 refinish. and levels the surface. 
a 
Premeasured Cleaner Packets EASY Paks 
Color-coded for added safety and conve- Bowl Cleaner—A blend of enzymes and = 
nience. 90 packets per recyclable plastic tub, detergents attacks organic waste, scale, and 
2 tubs per case. urinary salts. 
Neutral Cleaner—Cleans and protects Cleaner Degreaser—Use on multiple _ Item 
high-gloss, high-solids finishes in high- surfaces including vinyl, asphalt, ceramic ‘Jeutral Cl peri art secs 
traffic areas. Won't leave a dulling film, even __ tile, quarry tile, stainless steel, linoleum, and All-Purpose Cleaner, 4CFO7 
without rinsing. concrete. 90 Packs per Tub 


Bowl Cleaner, 90 Packs per Tub 3U568 


All-Purpose Cleaner—Effectively cleansa § Neutralizer Conditioner—Neutralizes urine — eavy-Duty Cleaner Degreaser, 2CXUg 
36 Packets per Canister 





wide variety of surfaces, including stainless odors on hard floors, grout, and carpeting. Neutralizer Conditioner 5civi 
| ae 90 Packs per Tub 
se ae porcelain, ceramic, terrazzo, Detergent/Disinfectant—Cleans, deodor- Relergenti Disinfectant SEG 
vl. izes, and disinfects hard, nonporous surfaces. _90 Packs per Tub No. 3U569 
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Scan. Order. Done. 
Details on page A1. 








No. 20L003 





Floor Sweepers 


Sweep with electrostatically-charged dry cloths to remove hair, 
dust, and dirt. Entangled microfibers in disposable cloths trap 
and hold dirt in place. Use presoaked wet cloths to dissolve tough 
soils, dirt, and grime. Feature a special scrubbing strip for espe- 


cially tough jobs. 

















































































































































































































Item Pkg. 

___ Description’ _ Size No. Qty. 

No. 20L001 Swiffer® Sweeper 10" 20K997 3 
Swiffer® Sweeper Wet Refill Cloths 8" x 10" 20L002 12 

Swiffer® Sweeper Dry Refill Cloths 8" x 10" _20L001 6 

_Swiffer® Max Sweeper . Ae 20L003 3 

_ Swiffer® Max Sweeper Dry Refill Cloths 1774" x 10" 20L004 6 


¥ 
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__ No. 451A37 No. 10F942 i - = | 

No. 2ZHT2 C | 





No. 10F943 
Item Pkg. 
Description Size Brand No. Qty. 
Rubber Floor Cleaners _ _ 
ProfiN 1 gal. 2ZHT1_ 
WiWax Cleaner Diversey 
and Maintainer 1 gal. 2zHT2 1 
Concrete Floor Cleaners : 
Heavy-Duty Concrete 1 gal. : 3HUP4 1 
Rene ae and Masonry 5 gal. Zep Professional 3HUP5 1 
: Zep Flash Heavy-Duty 
Cleaner, Powder 40 Ib. Zep 451437 { 
Zep Flash Heavy-Duty 
Cleaner, Granules 125 Ib. 451A36 1 
No. 2NDT2 Neutral Cleaners — a eae 
No. 24L286 32 OZ. 11Y660 1 
eee ~~ 1gal. 10F941 
Stride® Citrus Soa. Diversey 10F942 1 
Stride"SC 9 gal. a 11¥662_— 1 
VEE. Neutral Concentrate 2.5 gal. 3M 28AD38 
Clean _ Neutral pH 1 gal. OdoBan 2TEF9 4S 
Floor and General Purpose Cleaners Sat They ee 
p Fresh = ——s—“—sSSSCSéi' gd. 444N67 1 
Rubber Floor Cleaners—Clean, shine, Neutral Cleaners—Formulated for everyday  _Seneral Purpose Cleaners sees 
; ‘ Stride® Citrus 5L 100398 1 
and protect. No. 2ZHT1 is solvent-free and cleaning. Will not dull floor finish and does not 39 o7, 11Y665. 
emulsifies dirt quickly. No. 2ZHT2 is a blend of require rinsing. ‘gal. Diversey 10F943 
GP Forward™ —dgal. —10F944 1 
detergent, waxes, and polymers. General Purpose Cleaners—fFor cleaning SL 11Y666 1 
Concrete Floor Cleaners—Remove grease and degreasing applications. Excellent for toa rane é 
and dirt from concrete floors. Nos. 3HUP4 and _ scrub and recoat floor programs. Floor and All-Purpose = 35 Tide 941283. 1 
. Liquid 1 gal. Spic and Span 2NDT2 3 
SHUP5 are concentrated for auto scrubbers Peroxide Cleaners—Clean without dulling.  —pete a pe nearest eS 
and mop buckets. Nos. 451A37 and 451A36 Hearne te ed 
ae Approved for use in carpet extraction, prespray, Peroxide Cleaner ae - Aina 
change color when wet to indicate perfor- and spotting Aloha-HP® Muttisurf 1.5L m 20/838 2 
mance and rinse easily. ' Ree eer er, adie hie 203839 1 











No. 2TEF9 







































































































































































































































































































































































































































































































































































































































































































































































“| y ——~ 
} f No. _ febreze 
| ;\ 49x51 Fabric Refreshers 
none 2 Eliminate trapped odors in fabrics, does not cover them up. Leave a 


fresh-smelling scent. Safe for many fabrics and carpet. 





















































































































































































































































Item Pkg. 
____ Description Size Brand No. Oty. 
Air Sponge Spray 
— with 1-Gal. Refill pone Tough Guy __1YRR4 i 
—" Air Sponge Spray Refill 1 gal. ae TYRR5 4 
_Febreze™ Spray 32 02. __ Febreze 2XJ93 8 
aa 32 02. Earth Friendly — 495X951 il 
See eee eee Gal Products 45X52 
No. 1YRR4 kK us) —— Fabric Refresher, Fresh Clean 1 gal. Febreze 46F047 3 
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GRAINGER CHOICE ° 

Find the why. Find Solutions. Find Great Prices. 
Vented Dispensing * 
Container 


Extended faucet helps fill bottles and other 
containers without spilling. Molded graduations. 





Item 
Cap. Includes No. 
5 gal. Closures and Faucet 3U595 


Pro-Blend Chemical 
Dispensers 


Accurately measure up to 3 oz. (90mL) of chemicals. 
Screw onto chemical bottles (not included). Set exact 


- 





amount of liquid needed with adjustable regulator, Gallon 
squeeze to fill chamber, then pour. Graduated in “4 eal 
: Oo. 
oz. and 5mL increments. euvos 
Mfr. Item 
Description Model No. 
28mm Quart Adapter 200309T 2UY29 
38mm Gallon Adapter 200308T 2UY28 


Dispensing Rack and Wire Basket 


Organizes liquids using only 14" x 15%" of floor 
space and is less than 5 ft. high. Strong, safe, and 
stable. Rack snaps together without nuts, bolts, or 
screws. Stores up to 20 gal. of liquid plus supplies. 
Fill spray bottles without spilling. Designed with 11" 
extension legs to easily accept 5-gal. dispensing 
containers. Wire basket, sold separately, conve- 
niently stores spray bottles on plastic shelving. 
Shelf Item 
Description Cap. H W D No. 


Dispensing Rack 50 lb. 48" 14%" 20" 30596 
Wire Basket —_— 4" 10%" 3U598 


Expandable Floor Dams 


Prevent chemicals and liquids from running through doorways to protect rooms 
not intended to be stripped. Plastic construction with fluorescent yellow/green 
color and rubber seal. Easy to install; expand to fit most doorways. 


Dispensing 
Rack 





Item 

L H Color No. 
24" to 40" 4Y," Yellow/Green 6DMY1 
36" to 64" 4y," Yellow/Green 6DMY2 





Plastic 


Funnel | Polyethylene Polyethylene 


Scoop Measuring Cup 


Funnel, Scoop, and Measuring Cup 


_ Item 
Description No. 


16-0z. Plastic Funnel; 5%" High, 5" dia. top; Natural Color 3U605 
3-qt. Polyethylene Scoop; White 3U607 
8-0z. Polyethylene Measuring Cup; 0z./ml Scale Molded Inside; Natural Color 3U608 


Compressed Air Sprayers « 


Industrial pressure sprayers with a wide 
mouth for easy filling. No. 4YJ23 has Viton® 
gaskets, a multifunction nozzle that adjusts 
from stream to mist, and a metal pump 
plunger rod. No. 1LXH3 has a nozzle with 
stream, mist, flat, foam, and off settings. Use 
with water-based solutions only. 





“olco 
CORPORATION 


Item 
Size Color Brand No. 
2 gt. Gray/Clear Tough Guy 4YJ23 
50 oz. Black/White Tolco 1LXH3 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








* S. 
© ico 


Trigger Sprayers 
and Spray Bottles 





JANITORIAL 


Adjust nozzle from fine mist to jet stream. Round spray 
bottles feature molded-in 0z./mL and dilution scales. 


Description 

Trigger Sprayers 

General Use 

Foaming 

Heavy-Duty Large 

Upside Down, Pkg. 12 
Chemical-Resistant 
Chemical-Resistant 
Spray Bottles with Screen Printing 
24-07. Bottle 

Nonleaking 24-oz. Bottle w/Sprayer, Pkg. 12 
32-02. Bottle 


Color-Coded x 
Trigger 
Sprayers 

The 360° dual-spray bottle 
allows you to use all the product 
in the container by providing a 
continual spray at every angle 
including upside down. Offers a 
constant fine spray with less hand 
fatigue. Colored bases provide 
additional safety and organization 
by helping distinguish between 
different chemicals. Viton® seals 
resist most common chemicals 
and detergents. Feature a level 
indicator embossed on container; 
marked in both mL and marked in both mL and pints. == _i.6_White/Blue_35WT59_ 


saan 


qv 


= 


= products 


Tool Organizers 
CARRY TOTE 


Holds and transports quart bottles 
and other small cleaning items. 
Durable plastic construction with 
hand grip. 


34" ORGANIZER/TOOL HOLDER 


Features 3 S-hooks, 2 double 
hooks, 1 message clip, and 1 carry 
sling for electrical cord. 


18" ORGANIZER/TOOL HOLDER 


Features 2 S-hooks and 1 double 
hook. Pkg. of 6. 


Description 
Carry Tote 
34" Organizer/Tool Holder 
18" Organizer/Tool Holder 
Round Rim Caddy 
Caddy Bag for Round or Square Trash Cans 








. No. 4CY23 


Cleaning Supplies 
ie. — 
No. 3U594 
No. 4TH69 
Item 
For Use With Brand No. 
24 or 32 oz. Bottle Tough Guy 3U594 
24 or 32 oz. Bottle Tough Guy 3U603 
24 or 32 oz. Bottle Tough Guy 4TH69 
24 or 32 oz. Bottle Tough Guy 2ZWN7 
24 oz. Bottle Tough Guy  1CH73 
32 oz. Bottle, 1.4 ml Output Tolco 1CH72 
7%" Stem Trigger Spray ToughGuy  3U592 
— Tough Guy 2ZWN8 
9%" Stem Trigger Spray ToughGuy  3U593 





 F 
i 4 





No. 35WT51 No. 35WT56 No. 35WT59 


Item 
Size Color No. 
Dual-Spray Bottles 
0.5L White/Blue 35WT50 
0.5L White/Green 35WT51 
0.5L White/Yellow 35WT52 
0.5L White/Red 35WT53 
1L White/Blue 35WT54 
1L White/Green 35WT55 
1L White/Yellow 35WT56 
1L White/Red 35WT57 
Compression Spray Bottles 
1L White/Blue 35WT58 
1:51 White/Blue 35WT59 





No. 4W307 





No. 1CG18 


RIM CADDY 

BRUTE® rim caddy snaps securely onto 
the rim of BRUTE 44-gal. trash cans 
and features storage compartments and 
hooks, plus smooth surfaces for easy 
cleaning. 


CADDY BAG 

The BRUTE® trash can caddy bag fits 
32- or 44-gal. BRUTE containers. Large 
elastic pockets are designed to hold 
cans, bottles, tools, cleaning utensils, and 
other accessories. Adjustable buckles. 


Item 

L W H Brand No. 
15%" 10%" 4%" — Tough Guy 2NXW4 
34" YA" 3%" Rubbermaid 4W307 
18° 33%" = =4¥%" Rubbermaid 3U663 
324%" 26%" 6%" Rubbermaid 4CY23 
20" 23%" 20%" Rubbermaid 10G18 





JANITORIAL 
Housekeeping Carts & Accessories 


areas, 


Scan. Order. Done. 
Details on page A1. 











Janitorial Cleaning Carts 


= Swivel casters are nonmarking 
GENERAL PURPOSE CARTS 


common cleaning items and 
waste collection. 


HYGEN™ MICROFIBER MOPPING 
KIT WITH CHARGING BUCKET 


Designed to help reduce cross- 
contamination when damp 


HIGH-CAPACITY MODULAR 
Provide 40% more storage than 


General ik : 
Purpose Cart Space-saving carts accommodate eartain Jani I Galt, a the 
No. 5M880 same footprint, with 30% larger, 


leakproof, zippered, side-opening 
waste bags. Accommodate 32- 
to 55-gal. BRUTE™ containers. 
Securely hold WaveBrake® Dual 
water mopping combos or micro- 
fiber mop bucket dollies. Include 


HYGEN™ mopping in healthcare environ- 2 bottle caddies and 5 rubber tool 
Microfiber ments, and help improve dry time. grip handle holders. 

cp liad Cleans up to 5000 sq. ft. Bucket is Can be used with Microfiber 
Charging ‘ . . al : 

Bucket fully-loaded with microfiber pads. —_Disinfecting Bucket No. 5NY73, 
No. 6JHV1 sold separately on page 1534. 






for No. 5M8&80 


Rubbermaid 
Cc) 
Commercial Products 





High-Security Microfiber, 
No. 1PBJ9 

Locking doors and security hood open on 
both sides for quick, easy access. Includes 
waste cover. 


JanSan Microfiber, No. 1PBJ8 
Features 4 removable, color-coded pails, 
4 nonmarking 4" swivel casters, and a 
folding front platform. Includes two 30-qt. 
storage bins and mop bucket attachment. 


JanSan Microfiber, 
Nos. 1PBJ7 and 1PBJ6 


Include folding front platform and mop 
bucket attachment. 


Trash Overall Overall Overall No. of Item 
Description Bag Cap. W H Color Shelves Casters Wheels Brand No. 
General Purpose Carts 
Traditional Cleaning Cart 24 gal. 46" 21%" 38%" Blue ll (2) 4" (2) 8" Rubbermaid Commercial Products 9PVE1 
Traditional Cleaning Cart 24gal. 46" 21%" 38%" Black 1 (2) 4" (2) 8" Rubbermaid Commercial Products 5M880 
High-Capacity Cart 25gal. 56" 19%" 38" Black 1 (2)3" (2)o Tough Guy oJKY3 
HYGEN™ Microfiber Mopping Kit with Charging Bucket 
Microfiber Janitor Cart 
hia stem 34 gal. 4814" 22" 53%" Black 2  (2)4" (2)8" Rubbermaid Commercial Products 6JHV1 
: : Sign and Mesh Laundry Bag 
High-Security High-Capacity Modular Janitorial Carts 
Microfiber Cart High-Security Microfiber Cart 34 gal. 48%" 22" 53%" Black 1 (2)4' (2)8' Rubbermaid Commercial Products 1PBJ9 
No. 1PBJ9 JanSan Microfiber Cart 34gal. 48%" 22° 44" Black 1 (4) 4" 8" ~—- Rubbermaid Commercial Products 1PBJ8 
JanSan Microfiber Cart 34 gal. 48%" = 22" 44" Black 1 (2) 4" (2) 8" Rubbermaid Commercial Products 1PBJ7 
JanSan Cart 34 gal. 4934" 221%" 44¥5" Black 1 (2) 4" (2) 8" Rubbermaid Commercial Products 1PBJ6 
Accessories 
SE TE ena — 20" 16" 11% Yellow — —  — Rubbermaid Commercial Products 4YJ55 
Replacement Bag — 17%" 10%" 30%" Yellow — | — | — — Rubbermaid Commercial Products 52VK78 


Rubbermaid 
® 
Commercial Products 





Structural Foam Housekeeping Carts 


A complete system solution for cleaning high-profile 
areas. 

FULL-SIZE 

Carts with vinyl bags and convenient shelves can be 
used to service 13 to 16 rooms. 

COMPACT FOLDING 


Space-efficient cart can service 9 to 12 rooms and fold 
down for storage. Has 5 cu.-ft. of cabinet area which can 
be accessed through double-locking doors on both sides 










of cart. With vacuum holder, zippered fabric waste/linen 
bag, and removable 10-qt. sanitizing caddies. 


HIGH-SECURITY 


Ergonomic, lightweight cart with compact footprint. 

Only 22"W ideal for fitting in space-constrained areas. 
Locking security hood and doors secure supplies when 
cart is unattended. Includes vacuum holder, 2 zippered 
linen/waste bags, rubber tool grips and hooks, and large 
7.5 Cu.-ft. capacity. 


Full-Size 
No. 1RF35 





Overall Overall Overall No. of Item 
Description L W H Color Shelves Casters Wheels No. 
High-Security Housekeeping Carts 
No. 1LWP3 Full-Size without Doors 60" 22" 50" Black 1 (2) 8 (2) 8 1RF35 
Executive Full-Size Housekeeping Cart 61% 23%" 18%" Gray 2 (4) 8" — 14J684 
Compact Steel Body with Powder- a ; ; _ 2 = 
Coated/ Baked-On Finish 49 22 30 Black elidel 
High-Security 51%" 22" 5a Black 2 (2) 4" (2) 8 1LWP3 
Housekeeping Cart Accessories 
Replacement Vinyl Bag for No. 1RF35 17 10%" oo: Black = = = 49DR37 
9-Pouch Pocket Bag for No. 1LWP3 28" 19%" 1%" Black — — — 1LWP5 
Largecarr 4 EX@CUtive Quick Carts —— 


No. 39UL36 = High-performance polyester carts feature pockets, caddy, and main compartment that includes adjustable dividers. 


Convenient removable caddy and inner liner promote easy cleaning or replacement. All carts have 6 outer pockets 
(including 1 plastic-lined) and 6 inner pockets, except Small cart has 5 outer pockets. 


PLASTIC 
CART LINER | CADDY | POCKET LINER 
Overall Overall Overall No. of Wheel Item Item Item Item 
7 Description L W H Shelves Dia. No. No. No. No. 
arge—60 Ib. cap., 3.55 i i ; i 
sat at total vol ca, é 22 15 24% 1 4 39UL36 39UL32 | 39UL34 39UL39 
e jium— . Cap., . 7 " " " " 
sq.-ft. of total vol. cap. 22 15 21% 1 4 39UL33 39UL35 | 39UL34 39UL39 
Small—30 Ib. cap., 2.80 99" 15° 17' 1 4" 39UL31 | 39UL37 | 39UL38|  39UL39 


sq.-ft. of total vol. cap. 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


JANITORIAL 
Pedestrian Safety 





No. 5W544 





No. 3UU66 


No. 3NB47 
(Safety 
Tape Not 
Included) 


Rubbermaid 
Safety So | uti 0 n S Commercial cons 


Safety Signs—Lightweight, versatile signs for 
effective safety communication. 


Safety Cones—Highly visible, bright yellow hazard 
protection system. Pop-up safety cones collapse and 
store in a tube mounted to the wall. Folding safety 
cone folds and slides into a compact storage shell. 
Barriers—Easy-to-use, highly visible barrier 
systems. Mobile barrier extends to 13 ft. when 
opened. 





eo. 





Item 

Description H No. 
Safety Signs 
“Caution” Multilingual, 2-Sided 25' 3U953 
"Caution—Wet Floor’, 2-Sided 25 5W544 
“Caution—Wet Floor’, 4-Sided 3/' 3XH26 
Safety Cones 
“Caution—Wet Floor’ Multilingual Cone 36° 3NB42 
"Caution" Multilingual Pop-Up Cone 20" 3UU65 
"Caution" Multilingual Pop-Up Cone 30" 3UU66 
"“Caution—Wet Floor’ Multilingual Pop-Up Cone 18" 9XZN4 
"Caution—Wet Floor’ Multilingual Pop-Up Cone 31° 6XMH1 
"Caution" Multilingual Folding Cone 20° 4HY60 
Barriers 
Indoor Mobile Barrier 40" 4CY24 
Cone Barricade System 39%" 3NB47 


Station Kit 
25-Pad Tablet 
Mounted on a 

Floor Sign (Sold 

Separately) 

Over-The-Spill 
System 
No. 3NB40 


Plastic Floor Safety Signs seez=taw 


a 12"W x 20"H 


Barricade fue 
Cone System 
No. 2LEC8 


Pedestrian 
Safety Cones 


and Barriers 
FLOOR SIGNS 
Double-sided signs help identify short-term unsafe 
conditions. Durable 85% LDPE/15% HDPE plastic 
material. Fold away for easy storage. 

SAFETY CONES 

Feature black messaging on all 4 sides. 





Barricade Cone System—lIncludes 1 cone, 1 
weighted base, and 1 nylon barricade belt. 2 units 
are required to make complete system. 


Accessories—Weighted Base No. 2LED3 helps 
stabilize 36" safety cones. Flashing Light No. 2LEC9 
requires one D battery, not included. Sign Holder 
No. 2LED2 snaps into the top of 36" cones to hold 
standard rigid signs. Lock-In Sign Message Board 
No. 6VKT2 is injection-molded polypropylene and 

is suitable for high-traffic indoor areas. Message 





Door and Hallway Barricade 





Safety Barricade 
System 
No. 2LEB5 


No. 2LEB6 


Labels No. 6GJA1 are polypropylene and compatible 
with safety cones. All are for use in hospital, office, 
and school applications. 


DOOR AND HALLWAY BARRICADES 


Pole Barricade No. 2LEB6 telescopes 42" to 72", 
and No. 6GJAO telescopes 30" to 44" to close off 
areas to foot traffic. Double-locking design with 
adjustable torsion lock and rubber ends grip the 
door frame or wall. 


No. 2LEB7 yellow plastic Sign Barricade with 
"Closed" symbol restricts access to doors and 
hallways. 


EXPANDABLE MOBILE SAFETY 

BARRICADE SYSTEM 

Accordion-style barricade expands up to 13 ft. 
Flexible panels can be manipulated to fit a variety of 
applications. Folds for convenient storage. 








Description Item No. Description Item No. 
Floor Signs Safety Cones 
"Caution", Multilingual, 2-Sided, 24° 2LEA8 "Caution", English, French, Spanish, 26° 6VKR4 
"Caution’, Multilingual, 4-Sided, 37° 2LEA9 “Caution’, English, French, Spanish, 36° 2LECS 
“Caution Forklift Traffic’, 24° 6DMF9 “Caution Safety First’, English, Spanish, 36", Yellow _—_— 2LEC7 
“Caution Men Working’, 24° 6DMG6 “Caution Safety First’, English, Spanish, 36", Orange _ 6VKP6 
“Caution Watch Your Step’, 24° 6DMF8 “Caution Safety First’, English, Spanish, 26° 6VKR6 
“Caution Wet Floor’, 24° 6DMH2 “Caution Wet Floor’, English, 26° 6VKR5 
“Closed/Cerrado/Geschlossen/Ferme’, 2-Sided, 24° 2LEB1 “Caution-Wet Floor’, English, Spanish, 36° 2LEC6 
"Closed/Cerrado/Geschlossen/Ferme’, 4-Sided, 37° 2LEB2 Barricade Cone System and Accessories 
‘Asbestos’, 24" 6DMG2 Barricade Cone System 2LEC8 
“Danger Do Not Enter’, 24" 6DMH4 5-Cone Kit, 26" Multilingual "Caution Safety First’ 6VKTO 
"Danger Chemical Spill 24.8" 6DMG3 08 Flashing Light 2LEC9 
"Confined Space’, 2 6DMG7 Sign Holder 2LED2 
“Handling Chemicals" 24" 6DMH5 12%' Weight Ring 2LED3 
“Hazardous Area’, 24" 6DMH3 Lock-In Sign Message Board 6VKT2 
"Danger No Smoking", 24" 6DMG1 Message Labels, Pkg. of 4 6GJA1 
“Danger Overhead Hazard", 24° 6DMGO 240" Plastic Barrier Chain 2LEB3 
“Keep Right/Leit', 24" 6DMG5 Door and Hallway Barricades 
“Auth Personnel Only", 24" 6DMG4 Pole Barricade, Bilingual "Closed for Cleaning" 2LEB6 
"Restricted Areaa’, 24" 6DMG8 Pole Barricade, Bilingual "Closed for Maintenance’ 6GJA0 
"Rest Rooms Being Cleaned’, 24" 6DMH1 LED Lighted Sign Barricade, Closed Symbol 2LEB/ 
"Rest Rooms Closed’, 24" 6DMG9 Expandable Mobile Safety Barricade System 
"Wet Paint’, 24° 6DMHO 13-ft. L x 23"W x 40°H Mobile Safety Barrier 2LEB5 
=agTM — 
Over-the-Spill™ System Rubbermaid 
Designed for quick spill containment, identification, and 
absorption. No. 3NB37 Station Kit features an all-plastic, 
refillable dispenser that attaches to flat surfaces. Includes Desciiption a 
20 large pads. Station Kit ——— ; ek 
. : > Lar r Z. per 
No. 3NB40 Pad Tablet mounts onto Rubbermaid floor signs —55 wedunr Pade (absorb 12 Ge per pl) ayo 
or any flat surface and holds medium-size tear-off pads. 29-Pad Tablet (absorb 12 oz. per pad) 3NB40 


Item 
Waterproof double-sided signs alert workers Floor Safety Sa Color No. 
and visitors of hazards in hallways, aisles, and Authorized Personnel Only 
ee Bavand This Point White and Black 3YTJ6 
other walkways. "A" shape signs fold flat when Blank) 3YTHS rs 
not in use. 29 CFR 1910.145 Compliant. aution Forklift Traffic 3YTH6 7 ee eiprsior paint — poet 
Caution Maintenance 3YTJ9 et Floor and Watch Your Step 
REVERSIBLE Work In Progress No. 3YRZ6 No. 3YTG6 
hee oe Caution Men Working Yellow 3YRZ9 Item 
Fold sign inside out and lock bottom tabs Caution Spil ane In 3YTF3 ; sl FI Legend 5 Color No. 
rogress Stay Clear eversible Floor Safety Signs 
together to display meee that is on the Caution Watch Your Step 3YTA3 Caution Forklift Traffic, Caution 3YTK9 
reverse side. Caution Wet Floor 3YRZ6 No Pedestrians Forklift Area 
(Blank) 3YTJ3 Caution Men Working, 3YTK6 
BLANK SIGNS AND DIE CUT SHEET Danger Chemical Spil Keep Away 3YTD6 Caution Construction Area mi 
; ; onfined Space Permit tl t tl 
Create custom message with blank signs and Require oor entay, 7 Watch Your Step ation ono 3YTG6 
t sheet of letters and numbers. Di t anger Do Not Enter 3YTC9 aution Wet Floor 3YTKS 
die cut sheet 0 ¢ ers and numbers. Die Cut Hazardous Area White and Black 3YTD3 Wet Paint, Caution Maintenance 3YTL3 
Sheet No. 3YTV5 includes 3 of each A, E, |, 0; 2 Danger No Pedestrian Traffic 3YTEG Work In Progress 
each of L, N, R, S, T, U; 1 each of the remaining Danger Overhead Hazard 3YTES Blank Floor Safety Signs and Letters 
; ; Danger Spill Cleanup In 3YTES Blank Yellow 3YTU6 
alphabet and numbers 1 to 9; and basic punc- —_ progress Stay Clear Blank White 3YTV1 
tuation characters. Rest Rooms Being Cleaned Yellow/Black 3YTA6 Assorted Black 3YTV5 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1527 





JANITORIAL 
Mop Buckets, Pails, Spill Mop Kits & Wringers 


Scan. 


Details on page A1. = 


Order. Done. |= 








a 
No. 2MPE1 
Description Cap. 
Galvanized Steel Buckets 
Round 1% gal. is 
Round 2 gal. g 
Round 242 gal gy" 
Round 3 gal. 10%" 
Round 32 gal. a 
Round 8 gal. 17% 
Oval 6% gal. 10%! 


Galvanized Steel Mop Bucket/Wringer 
Round 3 gal. 11" 


oun 





_ 


Galvanized Steel 


Tubs are hot-dipped galvanized steel or galva- 
nized sheet steel. Equipped with side drop 
handles. No. 3ANR9 is not watertight; for dry 


measure only. 





No. 450Y47 


No. 
450Y42 
Shown 
with Mop 
Handle 
No. 
450Y44 


1528 GRAINGER. 
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Galvanized * 


Steel Mop 
Buckets 


Zinc coating prevents leaks and 
corrosion. Hot-dipped galvanized 
after bucket is formed. 


Oval Steel Bucket, No. 2W318 
24-ga., with mechanically locked, 
hand-soldered seams. Reinforced 
top ring, riveted bail ears, and 
embossed graduations. Use with 
No. 2W316 side-squeeze top 
wringer (see listing this page). 


SMPES Mop Bucket/Wringer, 
oes No. 2MPE1 
OMPES Wire-reinforced rim adds durability 
2W317 and recessed bottom allows easy 
2W318 

handling. Includes wooden rollers 
2MPE1 


and foot pedal for easy operation. 


Item 
4 Shape Cap. No. 
’ Hot-Dipped Galvanized Steel 
Oval 2 gal. ANT 
Oval 4 gal. 3ANT5 
Oval 9 gal 3ANT4 
No. 3ANT5 Oval 7% gal SHNFD5 
Round 9 gal. SHNF8 
Tubs Oval 10% gal. 3HNF6 
Oval 16 gal. 3ANT7 
Round 30 gal. 3HNF7 
Galvanized Steel 
Round 11 gal. SANT1 
Round 15 gal. 3SANT2 
Round 17 gal. SANT3 
Round 92%4 gal. 3ANR9 


S{Ule)el-\anar-lie| 


) 
Commercial Products 


Spill Mop Kits 
Be prepared for spills and provide quick cleanup 
with these spill mop kits. All spill mop pads are 
compatible with Extendable Spill Mop Handle 
No. 450Y44. 


Nos. 450Y46 and 450Y47—Spill mop kits 
come with a wall mountable spill mop storage 
cabinet and telescoping spill mop handle. 

No. 450Y46 includes 10 spill mop pads, 

No. 450Y47 includes 10 biohazard spill mop 
pads. 


Nos. 450Y42 and 450Y43—Spill mop pads 
provide quick spill cleanup where the absorbed 
liquid turns to a gel and is trapped in the pad 
to help prevent leaks and drips. No. 450Y42 
can hold up to 32 oz. of water per pad, and 

No. 450Y43 can hold up to 32 oz. of water and 
13% oz. of NaCl 0.9% per pad. 


No. 450Y44—Spill mop handle features a 
collapsible telescoping handle and it can fit in 
most spaces for quick spill cleanup. 

No. 450Y45—Storage cabinet helps you keep 
spill control items organized and easily acces- 
sible. Compact unit can hold a Spill Mop Handle 
No. 450Y44, and up to 2 packs of Spill Mop 
Pads No. 450Y44, or Biohazard Spill Mop Pads 
No. 450Y43, all sold separately. Cabinet includes 
mounting hardware to help speed installation. 


Item Pkg. 
Description No. Oty. 
Spill Mop Kit 450Y46 1 
Biohazard Spill Mop Kit 450Y47 1 
Spill Mop Pads 450Y42 10 
Biohazard Spill Mop Pads 450Y43 10 
Extendable Spill Mop Handle 450Y44 1 
Spill Mop Storage Cabinet 450Y45 1 














No. 1ELK3 
Description Cap. Dia. 
Round 2% gal. 10° 
Round 2% gal. 1012" 
Round 3% gal. 9%" 
Round 3% gal. 11%" 
Round 3% gal. 12" 
Double Compartment 4% gal. — 
Double Compartment 
with Plastio yaDal = 
Double Compartment 4% gal. — 


e No. 5M792 





ia{Ule)el=\aaar-lie| 


) 
‘ommercial Products 


Plastic Mop 
Buckets 


These 1-pc. buckets feature 
pour spouts and molded-in 
graduations for more accurate 
measuring. Rust-resistant 
handles with plastic sleeves. 
Rubbermaid® buckets are 
HDPE construction. 


GRAY | RED 

Item | Item 

H Brand No. No. 
10%" Tough Guy 1ELJ8 | 1ELJ9 
10%" Rubbermaid Commercial Products 4W246 |5M792 

114%" Tough Guy 1ELK1; — 
11%" Tough Guy — |1ELK2 


11%" Rubbermaid Commercial Products| 3U660 | 3U661 


10% 


Tough Guy 1ELK3, — 


10¥s" Rubbermaid Commercial Products, 3U662,  — 
11" 





Description 


Stainless Steel 

Downward Pressure 

Downward Pressure (Flat Band) 
Zinc-Plated Steel 

Downward Pressure 
Side-Squeeze 


Find even MORE on Grainger.com® 





Tough Guy 1ELK4, — 


a{t] eo) el-Tanat-l(e| 


c) 
Commercial Products 





Color-Coded 
Plastic Pail Set 


Reduce the possibility of cross 
contamination by differentiating 
areas of use. Polypropylene pails 
are sold as a Set in 4 colors: blue, 
green, red, and yellow. Use with 


Rubbermaid® Janitor Carts. 
Item 
Cap. H No. 
1% gal. Bis" 1UFF6 





Mop Wringers 


STAINLESS STEEL 
DOWNWARD PRESSURE 
Resist rust, abrasion, discol- 
oration, and staining under 
normal use. Stainless steel 
parts except for pressure bars 
and springs. 


ZING-PLATED STEEL 


Downward Pressure 


All-metal, welded and riveted 
zinc-electroplated construction. 


Side-Squeeze 

Linkage system and %" solid 
steel shaft put more force 

on mop head. Heavy-gauge 
zinc-electroplated steel to 
resist corrosion. Large drain 
Openings. 


8 to 16 oz. 16 to 24 0z.|24 to 36 oz. 20 to 40 oz. 


Item Item Item Item 
No. No. No. No. 
3U487 3U497 — — 
4KP64 4KP65 — — 
3U486 2W315 3U485 — 
— — — 2W316 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 






Combo with 
Down Pressure Wringer 
Yellow 
No. D8085 


Mop Bucket without 
Wringer, includes 
Splash Control™ 
No. 5KDE8 


& 


Mop Bucket 
without Wringer 
Red 
No. D8083 
















JANITORIAL 
Mop Bucket Combos 


Tandem 1-Piece 

Bucket/Wringer 
Combo 

No. 2FTP8 





Color coded combo 
No. E4108 helps keep 
different types of 
cleaner separated 





Rubbermaid 
c) 
Commercial Products 


32-02.). Built-in steel handle provides 
a secure grip to lift and carry the 
bucket. Red handle at back of mop 


Mop Bucket/Wringer Combos 


TANDEM™ 
All-in-one compact design with inte- 
grated bucket and wringer provides 





Mop Bucket/Wringer Combos 


Bucket/Wringer Combos and Mop Buckets—35-qt. bucket comes equipped 
with casters and a powder-coated metal handle. Nos. D8083 and 5KDE8 are 
mop buckets without wringers. No. 5KDE8 features Splash Control™ to avert 


liquid splashes and optional drain/hose assembly for controlled emptying. 


Mop Wringers'™’—Wringers include PVC handle cover and powder-coated 


effective wringing and no lost parts. 
31-qt. bucket has a down pressure 
wringer and accepts up to 24-02. 


bucket helps lift, carry, and empty the 
bucket. Structural web-molded plastic 
construction. No. 493G96 includes a 


metal handle. mops. foot-operated drain in front of bucket 
’ to empty into floor drains. 
a P i a NEW GENERATION WAVEBRAKE® ply 
- SS Er DEO Je oot w BUCKET/WRINGER COMBOS NEW GENERATION WAVEBRAKE 
on Buckel ringer Combes BUILD YOUR OWN BUCKET 
Combo with Side Pressure Wringer B%gal. Grange Red. Yelow 8082 | Patented mop bucket system helps == agaapawents 
Sah prevent workplace hazards associated 
Combo with D p W 83/4 gal Blue, Brown, Green, 08085 Bo 
ombo with Down Pressure Wringer 4 gal. Orange, Red, Yellow with spills and splashes. Color- Individual components and colors 
Mop Buckets are available to build a cleanin 
Mop Bucket without Wringer, use 85/4 qal Blue, Brown, Green, 08083 coding a Bucket/Wringer Combos system that meets vour s aie 
with Nos. D8081 or D8084 ae Orange, Red, Yellow helps reduce cross-contamination. y your sp 
si ge es 8% gal. Yellow 5KDE8 Organize by function, department, needs. No. 493116 includes a foot- 
Waa WikigarscSaerk or building area. WaveBrake baffles operated drain for draining into floor 
drains. The Dirty Water Bucket nests 
Side Pressure Wringer for No. D8083 35 at FE ee ee Ne eae aaiiers cece dina 
Blue ‘Green. Orance maneuvering for a safer environment. De!0W wringer to Keep dirty water 
Down Pressure Wringer for No. D8083 35 at. Red Yellow ge, ps084 Molded-in pour spout and sink ledge separate and help reduce risk of 


Rubbermaid 
® 
Commercial Products 








help direct water while emptying 
the mop bucket. Improved wringer 
design works with more mop sizes, 
extra small to extra large (12- to 


cross-contamination. 


Note: New Generation WaveBrake wringers, 
replacement buckets, and dirty water buckets 
will not fit on pre-September 2018 mop 
buckets. 


Institutional Mo etree ne 
|") Description Cap. Color No. 
Bucket Combo rpc Bucket 
1-Piece Bucket/Wringer 7.75 gal. Yellow 2FTP8 
. New Generation WaveBrake® Bucket/Wringer Combos 
Designed for use in correctional With Side Pressure Wringer 6 gal. Yellow 493H19 
and institutional applications— With Side Pressure Wringer 834 gal. Black, Brown, Red, Green, Blue E4108 
virtually all-plastic, metal-free WaveBrake® Bucket/Wringer Combos 
desi y d P the ability f With Side Pressure Wringer 8% gal. Yellow E4108 
esign reduces the ability Tor New Generation WaveBrake® Bucket/Wringer Combos 
Al) accel quiet- ra Se 8% gal. Yellow 493696 
PONG, 2 DONIMAVRIG Casters: With Side Pressure Wringer 11 gal. Yellow OFTK7 
Note: If used in a metal-sensitive With Down Pressure Wringer 8% gal. Blue, Brown, Red, Yellow E4107 
environment, removal of metal bail handle With Down Pressure Wringer 11 gal. Yellow 2FTK8 
from Rubbermaid bucket is recommended New Generation WaveBrake® Build Your Own Bucket Components 
prior to usage Mop Bucket 8% gal. Yellow 493H10 
Mop Bucket with Drain 8% gal. Yellow 493H16 
Mfr. Item Dirty Water Bucket 4% gal. Red 493H18 
Wringer Type Cap. Color Model No. Side Pressure Wringer = Black, Blue, Brown, Green, Red, Yellow K2010 
Funnel 8% gal. Yellow FG759088YEL 5NY94 Down Pressure Wringer = Black, Blue, Brown, Green, Red, Yellow K2011 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1529 





JANITORIAL Scan. Order. Done. 
Wet Mops Details on page Al. 





Looped-End Wet Mops 


= Stitched tailband Cotton—4-ply mop is more absorbent 

= Multiple colors help avoid than other cotton/synthetic blends. 
cross contamination 

= Size is dry weight 

= Wet mop handles sold 





Cotton/Synthetic Blend—Mops are 
highly absorbent. Looped-end design increases 
floor coverage and reduces streaks. 





separately on page 1532 
= Launderable unless otherwise noted Antimicrobial—Mop heads feature 4-ply anti- 
Rat hme cena praree H . : 
Cotton/Rayon/Synthetic Blend—Durable microbial yarn treated with a silver-based agent 
mops are 4-ply with open-end spun yarn. Resist | Rayon/Polyester—6-ply mop contains 
guia Pantone unravelling, fraying, and linting. Tailband prevents minimum 50% post-consumer recycled content. 
ee eee eee tangling and improves floor coverage. 
WHITE BLUE GREEN ORANGE RED WHITE BLUE GREEN | ORANGE RED 
Item Item Item Item Item Item Item Item Item Item 
Size Ply No. No. No. No. No. Size Ply No. No. No. No. No. 
Cotton/Rayon/Synthetic Blend 5" Headband 
5" Headband Small - 12 02z. 4 1TYV8 1TYU8 1TYU7 1TYU6 — 
Small - 12 02. 4 1TYK8 1TYK9 1TYL1 1TYL2 — Medium - 12 oz. 4 — — 1TYU5 — — 
Medium - 16 oz. 4 1TYL3 1TYL4 1TYL5 1TYL6 — Medium - 16 oz. 4 1TYV9 1TYV1 1TYV2 1TYV3 — 
Large - 22 oz. 4 1TYL7 1TYL8 1TYL9 1TYN1 — Large - 22 oz. 4 1TYV4 1TYV5 1TYV6 1TYV7 — 
Extra Large - 26 0z. 4 1TYN2 1TYN3 1TYN4 1TYN5 — Extra Large - 26 0z. 4 1TYX2 — —_— — — 
Cotton Looped End Antimicrobial Rayon 
5" Headband Small - 12 02. 4 — 1TYX3 1TYX4 — 1TYX5 
Small - 12 02. 4 * 1TYP9 — — — — Medium - 16 oz. 4 — 1TYX6 1TYX7 — 1TYX8 
Medium - 16 oz. 4 * 1TYR1 — — — — Large - 22 oz. 4 — 1TYX9 1TYY1 —_— 1TYY2 
Large -22 02. 4 : 1TYR2 _— _— _ _ Rayon/Polyester 
Cotton/Synthetic Blend 1" Headband 
5" Headband Small - 6 02. 1 22VA20 — — — — 
Small - 16 02. 4 * 1TYN6 1TYN7 1TYN8 — 1TYN9 Small - 8 02. 1 22VA21 — — — — 
Medium - 22 oz. 4 * 1TYP1 1TYP2 1TYP3 — 1TYP4 Small - 12 02. 1 22VA22 — — — — 
Large - 28 oz. 4. * 1TYP5 1TYP6 1TYP7 — 1TYP8 5" Headband 
Antimicrobial Cotton Medium - 16 oz. 4 _ — 19N831 —_ _ 
1" Headband Medium - 22 oz. 4 — — 19N832 — — 
Small - 12 02. 4 1TYT2 1TYT3 1TYT4 1TYT5 — 9" Headband 
Medium - 16 oz. 4 1TYT6 1TYT7 1TYT8 1TYT9 — Large - 24 oz. 6 — — 22VA28 — — 
Large - 22 oz. 4 1TYU1 1TYU2 1TYU3 1TYU4 — Extra Large - 30 oz. 6 _ _ 22VA30 _ _— 
* Nonlaunderable. 





Ha{Ule)el-lanat-l(e| 
Looped-End Wet Mops 
No. 3U674 = Stitched tailband Swinger Loop®—High-grade, 4-ply blend of cotton, rayon, 
= Multiple colors help avoid cross contamination and synthetic fibers. Contain up to 100% recycled content. 
= Size is dry weight Up to 50 launderings. 
= Wet mop handles sold separately on page 1532 
= Launderable unless otherwise noted 








Super Stitch®—Balanced cotton/synthetic yarn blend. 
Plastic mesh headband. Limited launderability. Contain up to 
Web Foot® Shrinkless Antimicrobial—Premium mops 100% recycled content. 

feature 4-ply material with cotton's absorbency, rayon's 
quick pick-up and water release, and the strength of a 
synthetic blend. Prelaundered and preshrunk. Contain up to 
80% recycled content. Up to 75 launderings. Dura Pro—Balanced 4-ply cotton/rayon/synthetic yarn 


cae : : blend increases absorbency and has fast-drying strands, 
® — 
Web Foot® Blend Antimicrobial—Cotton/synthetic reducing growth of harmful bacteria. Bolt-on mop head 
blend absorbs up to 5 times as much fluid as cotton mops. 


Open-twist yarn reduces linting and prolongs mop lifespan keeps mop secure. Coarse strings are banded at handle 
Contains up to 80% recycled content. Up to 75 launderings. EPO EGO ONSE a anQ ING eNO SHINES: LMOD MEAG: 





Maximizer'’—Absorbs up to 3 times as much fluids than 
standard cotton mops. Up to 50 launderings. 


No. 15F241 


WHITE BLUE GREEN ORANGE BLUE GREEN WHITE RED 
Item Item Item Item Item Item Item Item 
Size Ply No. No. No. No. Size Ply No. No. No. No. 
Web Foot® Shrinkless Antimicrobial Swinger Loop® 
5" Headband 5" Headband 
Small - 18 oz. 4 3U670 3U672 3U671 3U673 Small - 16 0z. 4 5MU56 5MU57 — — 
Medium - 20 oz. 4 3U674 3U676 — — Medium - 16 oz. 4 5MU58 — 5W647 — 
Medium - 22 oz. 4 — — 3U675 3U677 Medium - 22 oz. 4 — 5MU59 — _ 
Large - 26 oz. 4 3U678 _ _ _ Large - 20 oz. 4 _ _ 5W648 _ 
Large - 28 02z. 4 — 3U680 3U679 3U681 Large - 28 02. 4 5MU60 5MU61 — — 
Web Foot® Blend Antimicrobial Extra Large - 25 oz. 4 _ _— 3U970 _ 
1" Headband Extra Large - 34 oz. 4 5MU62 _ _ _ 
Small - 16 02. 4 5M913 5M910 _ _ Super Stitch® 
Medium - 16 oz. 4 5M918 5M915 5M916 5M917 5" Headband 
Large - 20 02. 4 5M923 _ _ — Small - 16 0z. 4 2 5MU64 5MU65 5MU70 — 
Large - 28 oz. 4 — 5MU76 5M921 5M922 Medium - 16 oz. 4 * 5MU66 5MU67 5MU71 — 
5" Headband Large - 18 oz. 4 e 5MU68 _ 5M968 _ 
Small - 16 02. 4 5MU72 5M925 5M926 — Large - 22 02. 4 id — 5MU69 — — 
Medium - 16 oz. 4 5MU73 —_— _— _ Maximizer 
Medium - 22 oz. 4 — — 5MU75 — 1" Headband 
Large - 20 oz. 4 5MU74 — — — Medium - 16 oz. 4 38UJ85 _ _ 38UJ89 
Large - 28 oz. 4 — — — 5M937 Large - 22 02z. 4 38UJ84 _ _ 38UJ88 
Web Foot® Cotton Antimicrobial Dura Pro 
5" Headband 1" Headband 
Medium - 16 oz. 4 — 5M930 — — Medium - 16 oz. 4 . 15F223 — — — 
Medium - 22 oz. 4 — — — 5M932 Medium - 18 oz. 4 e 15F229 — 15F232 — 
Large - 28 02. 4 — 5M935 5M936 — Medium - 28 oz. 4 e 15F234 — 15F237 _— 
* Nonlaunderable. Medium - 34 oz. 4 * 15F241 — — — 
1530 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
100 








GRAINGER CHOICE° JANITORIAL 
Find the wf. Find Solutions. Find Great Prices. Wet & Specialty Mops 
4-Ply Cut-End Wet Mops * Finish Mops = * — 
= Size is dry weight = Size is dry weight 
A variety of mop handles are avail- Looped-End Nylon—Even ies 






able separately on page 1532. application without excessive 


linting or fraying. Higher liquid release 
offers more coverage and less chemical 
waste. 


Blue Cotton, 
Headband 
Style 
No. 1TYRS 


Headband Style—Polyester 
headband helps maintain shape 
and improve productivity. 


a a 


Looped-End Rayon—Economical alter- 


Screw-On Style—Mops screw ono 
native to nylon. Releases liquid evenly for Item 


on and off for easy mop head 


: ‘a Size L Color No. 
changes. Allow easy cleaning a smooth, clean finish. Looped-End Nylon, 17" Headband Style 
under furniture and cabinets; cover _ = 7 22 02. 15" White  1TYY4 
sof Er SUI Cut-End Polyester—Economical 4-ply aa 7 White tTVYE 

mops have excellent absorbency and . Looped-End Rayon, 114" Headband Style 
Item Item release characteristics; ideal for applying l g Oz. a Bus uae 
Size L Color No. Size L Color No. “nt sai 0Z. : ue 
Rayon/Cotton/Keviar®/Nylon, i60z 18" Natural tew208 | {OOF finishes and disinfectants. Cut-End Polyester, 114" Headhand Style 
1" Headband Style 20 07. 19% Natural 16W209 : z 0Z. 0" eige 
2202. 18 Green __19N830 26 02.2014" Natural —tew219 | St End Polyester, Screw On Cut-End Polyester, 1” Headband Style 
Rayon/Cotton/Keviar®/Nylon, 3407. 20%" Natural 16w220 | Style—Provide easy mop head changes 16 oz 16" _——éBeige __‘16W221 
1¥4" Headband Style Cotton, 114" Headband Style and have excellent liquid release proper- V 02. te pee ee 
160z. 29'to30" Brown  19N829 20 02. 18" Natural  16W229 Saad ‘nichi OZ. eige 
Cotton, 1" Headband Style 3407191" Natural tew230 | “eS; !deal for economical floor finishing, — 39 7-49" Beige 16W213 
12 02. 15 Blue 1TYR7 Rayon/Polyester, 1" Headband Style disinfecting, and general-purpose clean- 2607. 20%" __—iBeige _—«16W214 
16 02. 15" Blue 1TYR3 6 Oz. 14" White  22VA16 ing. Noncorrosive screw and header a om = 20%" . co a 
16 02. 17' Blue 1TYR8 8 02. 14" White 22VA17 : ut-End Polyester, Screw-On Style 
2002. 17" Blue 1TYR4 ‘002. 18" White 22va1g | lows mops to lay flat for easy cleaning “"t¢o7 16 ——sBeige_:16W226 
90 07. 19" Blue 1TYR9 13 07. 94" White 22VA19 under furniture and cabinets. Use handle 94 07. 197%" Beige _16W227 
24 oz. 20" Blue 1TYRS Cotton Screw-On Style No. 1TZA6, sold separately on page 1532. __34 0z. 20%" Beige _16W228 
24 072. oT Blue 1TYT1 16 oz. 16" Natural  16W223 
32 02. a2 Blue 1TYR6 24 07. 19%" Natural  16W224 
12 07. 16" Natural  16W207 340z. 20%" Natural 16W225 
16 oz. 16 Natural  16W219 


Specialty Mops 
= Size is dry weight 
Small: 8 to 16 0z., Medium: 16 





Rubbermaid 
C) 
Commercial Products 





= = Rubbermaid “ fi —— 
® : eee ae 
Finish Mops G5) gg 


_ . : es a oe to 22 0z., Large: 22 to 28 oz., No. 
Nylon—Nonlinting, continu- eA X-Large: 28 to 34 oz. 1NNW3 






= 








ous filament yarn leaves a ‘ Ak = Se , , a: 
glossy long-lasting finish ; yy CSRS higher industrial applications. Woven 
" SARS cS Ses Echo—Composed of 30% post- _rayon/polyester blend. 


GlossPro™ Flat Finish mop 








AY 





















applies finish to 30% more AS SS consumer recycled materials. Rough Floor—Abrasive-resistant to clean 
floor area. Sika cranny Absorb almost 4.4 times their slip-resistant tile, concrete, and raised, 
Ss af weight in water and release textured, or stone floors without fraying. 
Web Foot® Looped-End >a 0 ae 
Pp apr sa ouaia almost 30% upon wringing. Knitted cotton and polyester fleece. 
sre aged cae | Sezer tit, 
y y g Size Color No. nonfraying mops are designed Wet mop handles sold separately on page 
a controlled release of floor Nylon, 1" Headband | for use in Class 10.000 and 1532 
finish. Tailband is sewn on the a 02. Whit IRF59 — 
As OZ. Ité 
inside of mop to help reduce Web Foot® Looped-End Rayon, 1" Headband SMALL | MEDIUM | LARGE | LARGE 
the "drag" patterns common 16 oz. Blue 3U914 - anh item item item tam 
Al olor ran 0. 0. 0. 0. 
to most finish mops. 28 02. Blue oW649 Echo Mop, 1%" Headband 
Green Tough Guy INNW7 | 1NNW8 | 1NNW9 | NNX1 
4 Echo Mop, 5" Headband 
1 Green Tough Guy INNW3 | 1NNW4 | 1NNW5 | iNNWG6 
Deck and No. Pe Cleanroom Mops, 5" Headband 
16W215 ra White —_ Rubbermaid Commercial Products — 1RF61 1RF62 — 
J al M pi Rough Floor Mops, 5" Headband 
all NODS 1M) White Rubbermaid Commercial Products | — | 1RG34 | 1RG35 | — 
= Size is dry weight \ \ 
— ® Way * 
Economy Mops—Tough Guy® Mi Sponge Mops 
4-ply economy cotton mops are ideal f HN \ 
for small clean-up jobs. 18.5-ga., ! iN) ROLLER MOPS 
3" plastic reinforced binding adds AUNT Ht i ih } Pull lever on mop handle -_ 
strength. Quickie® microfiber mops HIN Hh operates rollers to squeeze liquids from cellulose No. 53UJ50 
also feature wide, flat scrubbing i), i\ \ Ht head. 
strips to help remove dirt without {i i! ) be lit 7 BUTTERELY MOPS 
Scratching. Automatic squeezing makes these mops easy to 
Jail Mops—Wire-free, 4-ply cotton No. wring and simple to use. Absorbent cellulose sponge 
yarn mops have a durable wood 22VA23 features a built-in front scrubber for removing scuff 
handle. Ideal for correctional facilities. marks and stubborn stains. 
Mop Head Headband Handle Item Item N 
Material Size Color Size L Brand No. Description L Brand No. Oo. z 
Economy Deck Mops eT mobs. ET _— 1TTY9 
n n et Mop Ki ough Guy 
Cotton 12 0z Natural 16" 48" Tough Guy  16W215 Mop Head for No. 1TTY9 13"—Tough Guy —1TTZ4 
Cotton 16 02. Natural 20 48 Tough Guy 16W216 cess ; Ie 
Cotton 0 07 Natural 94" 60" Touch Gu 16W217 Mop & Scrub with Microban® 32 Quickie  53UJ53 
; i Sues Mop & Scrub Refill with Microban® 3" Quickie _53UJ50 Re 
Cotton 26 02. Natural 32 60 Tough Guy _16W218 Mop & Scrub with Scrub - — 
Microfiber 4 072. Blue/White 20° No Handle _ Quickie 53UJ51 Brush with Microhan® 5%" Quickie 53UJ54 No. 53UJ48 : 
Microfiber 2202. Blue/White 20" 59" Quickie 53UJ52 Butterfly Mops - \. 
Jail Mops Microfiber Sponge Mop 3%" Quickie 53UJ58 
Cotton 16 02. Natural — 48" Tough Guy  22VA23 Microfiber Sponge Mop Refill 2% Quickie 53UJ48 No. 
Cotton 24 oz. Natural — 54" Tough Guy _ 22VA24 Sponge Mop Refill with Microban® 12" Quickie S38UJ47 53UJ54 
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JANITORIAL 
Mop Handles, Heads & Kits 


- 


Scan. Order. Done. 
Details on page A1. 


7 
7 
— 
= 
=— 
———— | 





Microfiber String 
Mop Heads 


Combination of monofilament micro- 
fiber and unique Maximizer™ blend 
provides a highly absorbent mop 

for improved cleaning performance. 








Blue Highly durable mop can withstand up 
No. J5815 to 100 commercial laundry cycles. 
> CHOOSE: Mop Item 
Dry Weight Headband Size Color Connection Type No. 
16 02. 1" Blue, Green, Red Side Gate J5814 
22 02. I Blue, Green, Red Side Gate J5815 
No. 2U652 


Flat Finish 
Mopping Head 


Tightly twisted, rayon/synthetic blend looped-end mop absorbs and releases 
finish smoothly and evenly. Lint-free. 


No. 9CND4 






Mfr. Item 
Description L W Color Model No. 
Flat Finish Mopping Head 18" 5 Blue FGEO5200WHO00 2U652 
Dust Mop Frame 18" 5: Black FGM252000000 9CND4 
No. 2U644 
No. 3U454 


Siehemaa hf 
) 
Commercial Products (Gendt teed et 


Kit with 60" Handle—Pivoting head allows washer to move evenly over 
surfaces and clean at difficult angles. Raised rib design works with side or 
downward pressure mop wringers. Includes aluminum handle, plastic head, and 
2 cotton pads. 


ALL-PURPOSE CLEANING KIT 


Contains components for cleaning floors, walls, windows, and ceilings. Includes: 
8-ft. telescopic pole, safety scraper with blade, glass scraper, 14" strip washer, 
10", 14", and 18" "S" channel with soft rubber blades and squeegee handle, 
Fixi-Clamp, brush, large sponge, and 36" replacement rubber. Includes vinyl/ 
nylon case for transport. 


Cleaning Kits 
WALL WASHING KITS 


Mfr. Item 

Description Brand Model No. 
Wall Washing Kit w/60" Handle Rubbermaid Commercial Products FGS22600GY00 2U644 
Replacement Head for No. 2U644 Rubbermaid Commercial Products FGS29900WH00 2U645 
All-Purpose Cleaning Kit Unger TRSOO 3U454 
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Side Gate Clamp 
Gray Handle Gray Handle 
No. F8885 No. J5813 





Rubbermaid 
Commercial eae 
Color-Coded 


Color-coded handles help reduce cross- 
contamination and identify which cleaning 
solution products should be used in desig- 
nated areas. Side Gate allows mop to easily 
slide On/Off handle. Thumb wheel clamps 


E : BI 
hold mop firmly in place. Clamp holds mop cae ed 
firmly between the jaws of mop handle. Red 
Mop Handle > CHOOSE: ltem 
Connection Type L For Use With Handle Color No. 
Side Gate 60" 1 and 5" Headband Mops Blue, Gray, F8885 
Clamp 60" 5" Headband Mops Green, Red J5813 








Side Gate Style 
No. 1TYZ9 


Janitor Wing Nut Style 
No. 1TZA7 


* 


Quick-Change Style 





Wet Mop Handles aaa 
Handle Handle > CHOOSE: Item 

L Dia. Material Handle Color No. 
Side Gate Connection 

54" 14%" Wood Natural 1TYY8 

54 1% Wood Gray 1TYZ7 

60 1% Wood Natural 1TYY9 

60" 1%" Wood Blue 1TYZ8 

54" 16" Aluminum Gray 1TYZ9 

60" 1546" Aluminum Gray 1TZA1 
Jaw Connection 

54" Ie Aluminum Gray 1TYZ1 

60" 15/46" Fiberglass Blue, Gray, Green, Red F8738 

60" 16" Aluminum Gra 1TYZ2 

60" 15/46" Fiberglass Blue, Gray, Green, Red F8739 

60" 1" Fiberglass Yellow INFF4 * 
T Bar Head Connection 

: Fiberglass Yellow 1INFF3 * 

Screw On Connection 

60" 14%" Wood Natural 1TZA6 
Stirrup Connection 

61" 15/46" Bamboo Natural 4EMG1 
Janitor Wing Nut Connection 

60" le Fiberglass Orange 1TZA8 

60" 1" Wood Natural 1TZA9 

60" 14%" Wood Natural 1TZA7 
Quick-Change Connection 

60" 1%" Wood Natural 1TZB1 

61" 146" Bamboo Natural 4EMF9 

62" _— Fiberglass Yellow 30LU86 

62" — Aluminum Yellow 30LU87 
Clamp Connection 

62" — Wood Natural 30LU88 


* Handle has no metal parts, safe for correctional envrionments. 
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GRAINGER CHOICE® JANITORIAL 
Find the wy. Find Solutions. Find Great Prices. Mopping/Floor Cleaning Systems 


a PULSE™ Floor 


Cleaning Systems 


PULSE™—56" handle accepts 11", 18", and No. 
24" frames and mops. Large, ergonomic trigger 2FTRS 
releases solution in 3 streams to edges of the 
frame. For cleaning chemicals only; not for floor 
finishes or bleach. Includes 2 cleaning pads, 
see page 1534 for replacements. 









‘Rubbermaid 





) 
Commercial Products 


Easy Scrub 
Mopping Systems 


EASY SCRUB FLAT MOP SYSTEM 
= Mop handle holds 15 oz. of solution 


4 


No. 30XJ20 










= 54" standard handle Refill Caddy No. 2FTR9 attaches to the clean- 
Push-button and squeeze bottle systems Express Bottles—Squeezable ing system, allows for cleaning an additional 
provide liquid on-demand. Common bottles hold 111 oz. of cleaning 10,000 sq. tt. 
applications include patient rooms, class- — gojytion and fit in mop handle. PULSE™ with Double-Sided Frame— 
rooms, stairwells, restrooms, and spot : cailin Cadde< Baie Productive floor cleaning system combines 
mopping. xpress Bottle Laddy—rorlable, | dusting and wet mopping with one convenient 
holds up to twelve 111% oz. Express tool. Include 2 microfiber pad 
Buddy Jug—2' gal. dispensing bottles (No. 1EKB4). ool. inciude < microtiber pads. 
container. Safe with general disinfectant _ Item 
cleaners with pH from 7 to 10. MICROFIBER FLAT MOPS SSE Description No. 
EASY SCRUB EXPRESS Clean and remove stuck on dirt and 19 oz Spray Mop Kit OFTRS 
debris. Polypropylene scrub stripes 2 gal. Refill Caddy 2FTR9 
FLAT MOP SYSTEM PULSE™ with Double-Sided F 
M" VM are intertwined with absorbent win oube iced Frame 

# 38" to 59'4" aluminum handle SickCAIe ra ac abiesColarceaded Spray Mop Kit 6TUL3 

; i i ' ' n 172" General Purpose Microfiber Mop Pad 6TUL4 
Quickly and easily change out chemicals. borders help reduce cross-contam- 7 Dust & Wet Microfiber Mop Pad 6TULS 
Swivel head. ination. Red for restroom floors. 
Express Mop Tool and Starter Blue for operating and emergency 
Kit—No. 1EKB2 includes an aluminum rooms. Green for kitchen floors. = 
telescopic handle/pole and 16" mop pad _— White for general floors and dining = 
holder. Simple press of a button dispenses _ floors in facilities, or patient rooms eins ues" Fe 
cleaning solution. No. 30XJ20 includes and public areas in healthcare I a 


flat mop tool, 12 (11 oz.) bottles, caddy, facilities. Use No. 1CPH4 for 
two 18" flat microfiber mops, 12 gal. pour textured surfaces such as ceramic Scotchgard™ 











. F - | 
jug, three blank sheets, and label CD. tile, quarry tile, natural stone, etc. H d FI [O) 
ten ar oor ~_ 
Description L W 0. : 
Easy Scrub Flat Mop System Protectors No. 45CT68 No. 402F14 
Bay Jug ies on oyEag~ | Ready-to-use floor protectors are certified by the National Floor Safety Institute 
Easy Scrub Express Flat Mop System as providing "high traction". 2 coats produce a clean, shiny floor that is less 
pares Mee gown Pad Holder e sa apa susceptible to scuffs, black marks, stains, and scratches. Can be maintained 
xpr rer Al ] ] j j 
Express Bottles, Pkg. of 12 OTA" ai 4EKBA with standard speed, high speed, or ultra high speed equipment and pads. 
Express Bottle Caddy 6%" 6 1EKB3 Scotchgard™ Resilient Floor Protector No. 45CT68 is a high-performance 
eironer eee se EXPIESS, pr ouip aA TTT product for linoleum vinyl tile and sheet vinyl floor that will last up to a year 
White (Shaggy) __ 18" aA 1CPH4 with minimal maintenance. Scotchgard™ Stone Protector No. 402F14 is suitable 
wits wah Steen scrubbing otrpes ae is 2 fe aan for concrete, marble, terrazzo, and other porous stone surfaces. Applicator Pad 
Ité WI reen oCrudding offipes an reen Irim 2 : 
White with Green Scrubbing Stripes and Red Trim 18 WA 1CPH7 No. 6CTP9 works with both floor protectors. 
White with Green Scrubbing Stripes and Blue Trim 18" 9 V2" 1CPH9 Item Pkg. 
White with Green Scrubbing Stripes 24" 5Y2" 1CPH2 Description No. Qty. 
Resilient Floor Protector, 1 gal. bag 45CT68 2 
Stone Floor Protector, 1 gal. bag 402F14 2 
Applicator Pad, 18'L x 412'W 6CTP9 2 


Easy Shine Floor 
Finish Applicator 
System 


Floor Finish Applicator 
Kit—Includes 60" aluminum 
applicator handle, applicator pad 
holder, backpack, two 18" applica- 


tor pads, chemical supply tubing ate 


d pouch tor, 5 di wa : . . 
Gi ce } SPHERGO™ Micofiber Flat Mop Starter Kit 





storage cleaning bag. No. 6XU16 Spherical ball handle on the base tool allows the user to reduce musculoskeletal 
‘ii . 5 and straining. Kit includes a telescoping aluminum handle (extends up to 62") 
Nuscaption L W Model No. __aty._| With socket, a 24" extended reach pole with socket, 2 surface cleaning tools 

Floor Finish Applicator Kit 18 — 55433 —«6XU16 1 (medium and large), 3 medium MicroWorks® flat pads, 3 medium MicroWorks® 

Applicator Pad 18" 54" 55434 —«s6XU17 10 ® 

Applicator Pad Te aa >nd4a5 EXUT8 70 flat specialty pads, and 3 large MicroWorks® flat pads. 

17 inL Pad Holder 17 in a 90442 6XU25 1 Frame Frame Handle Mop Item 

Reusable Pouches, Plastic, 1 gal. _ _ 55440 6XU20 5 Width Depth Length Connection Type Mop Pad Size No. 

Chemical Fill Station — — 59175  3GZW8 1 50" 5 62" SnapOn _5'x11",5"x 16" 421W97 
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= = = s(t le) of-Vdaat-l(e| 
Microfiber Flat Mopping 
Rubbermaid HYGEN™ Quick Connect HYGEN™ Microfiber Pads—All mop pads are 


Handles and Frames—Handles easily lock into launderable up to 500 times (200 with bleach), 
frames for a quick frame exchange and extend to except No. 20KK67 is nonlaunderable. Feature 











desired length. Nonmagnetic, lightweight alumi- zigzag scrubbing strips, 17% more microfiber, 
num construction is safe for use in MRI rooms. and color-coded trim to help eliminate cross 
contamination. 
Step 1: Choose Your Handle Step 3: Choose Your Pad 
Item Item 
Description L No. Description L Color No. 
Handles HYGEN™ Microfiber Mop Pads 
Quick-Connect Short Extension Handle 20" to 40" — 43WX13 Damp Mopping 
Quick-Connect Ergonomic 42"to 72"  S5MY14 Wall/Stair Pad ikl Blue 3CCW7 
Adjustable Handle Room Pad 18" Blue 3CCW8 
Quick-Connect Extension Handle 48" to 96" — 3HKC7 Room Pad 18" Green 3CCW9 
Quick-Connect Straight 48"to 72" 48GP70 Room Pad 18° Red 3CCX1 
No. 3CCX1 _ Extension Handle SS séRooom Pad 24" Blue 3CCX4 
-Quick-Connect Handle _ 90 oMY13 High-Absorbancy 18" BI 3CCX3 
Quick-Connect Extension Handle 72'to 144" 3HKC8 Fringe Pad He 
_ Quick-Connect Extension Handle 72" to 216" _ 3HKC9 Dust Mopping 
HANK we TEAK Veh ae a3: AMCE to Quick Connect Handle Adapter 1%2in _ 3HKC6 Room Pad . 18" Green 3CCX9 
i a Aaa Step 2: Choose Your Frame Room Pad with Fringe 18° Green__—_—SCCY4 
Item Room Pad 24" Green _3CCY1 
Description L No. Room Pad with Fringe 24" __Green 3CCY5 
Quick-Connect Frames Room Pad 36° Green 3CCY2 
4 1 Wall/Stair Frame i 1UEX5 ie ig with Fringe im aie ay 
¥ Meh i ; Wet/Dry Frame 18" 5MU87 oom Fa Green 
ete a wind hea On i Hon ies’ Hall Dicing Frame 36" BMU91 Room Pad with Fringe 48" Green _—3CCY7 
Hall Dusting Frame 48" 5MU93 Room Pad with Fringe 60" Green _—3CCY8 
nia snes Hall Dusting Frame 60" 3CCY9 _—-_Disposable (Wet or Dry) 
°: Squeegee Frame 24 in 5MU89 With Built-In 18" White  20KK67 


Scrubbing Power 


SS eee 


No. 6PVX3 


Ye No. 1NE71 
: ee ——_ | Microfiber Dust Mops 









No. 6PVT7 No. 1TTY6 No. 6DMY6 Microfiber mops collect more dust, dirt, and mois- 
7 7 7 Step 3: Choose Your Pad ture than traditional mops. 
Microfiber Flat Mopping : item 
, ae Size Color Style No. ECHO CUT-END 
Double-stitched with dense, durable microfibers to Dry Microfiber Mop/Dust Pads ; 
: +9" White Hook and Loo {TTY? Use on hard-surface floors. 90% recycled content— 
penetrate into surface pores. Color-coded pads for ; p 5 : : , 
fi nae 18X09 Green Hook and Loop _—s6PVT7 30% postconsumer, 60% post-industrial. Heat-set 
specific areas help prevent cross-contamination. 8x5" Green Slot Pocket 6PVT3. = 
7 Ay 5" Green Hook and Loop {TTY3 yarns will not unravel as quickly as other yarns. 
Dry Pads—Positively charged to attract dust. 24 x 5" Green Hook and Loop 6PVTS * Launderable and fast-drying. 
24x5 Green Slot Pocket 6PVT4 * 
Wet Pads—Hold up to 6 times its weight in water, 36 X 5 Green Hook and Loop __sTTTY4 LOOPED-END 
king them more absorbent than traditional mops. —3e%2 aceen Hk ang 00D aeare ‘orci 
making the ps. 36 x5" Green alot Packet att ; Hold more than ordinary microfiber mops. Kits 
s oe ; Xo: reen ook and Loo : : 
Disposable Pads—Perfect for individuals wanting 48 x5" ea Hookand [oon 6PVUO* include 3 pads and an adapter for use with regular 
to use microfiber, but not having laundry access. 48 x 5° Green Slot Pocket 6PVI6 * dust mop frames (sold separately, see page 1537). 
Dry Microfiber Mop/Dust Pad with Mop Pad 
Work wet or dry. 18x 5" Orange HookandLoop _ 6PVU1 GREEN | GREEN | BLUE 
Finish Pads ECHO | LOOPED- | LOOPED- 
Step 1: Choose Your Handle 18x5" Blue/White | HookAndLoop _ 6PVT1 CUT-END | END END 
— Item 24x 5" White Hook And Loop _—‘ 6PVT2 _ Item Item Item 
Description L No. Dry or Damp Flat Mop Description No. No. No. 
Handle a 18" Green Hook And Loop __ 6TMHO Dust Mops 
Step 2: Choose Your Frame 18" Blue Hook and Loop 1TTY6 24" Mop 3XGA/ 6PVU6 1NE76 
Item 18° Blue/Red Hook and Loop 1TTY7 36° Mop 3XGA8 6PVU7 1NE77 
L No. 18" Blue/Green _ HookandLoop _‘1TTY8 48 Mop 3XGA9_| 6PVU8 | 1NE78 
Aluminum Frames Wet Microfiber Mop/Dust Pads, Spun Loop, Z-Loop Dust Mop Kits 
16" GPVUS 18x5" _Gray/White Hook and Loop _—s& PVU4 18° Mop Kit a = INE? 
22. 6PVX0 Wet or Dry rine Microfiber Floor Pad 24 Mop Kit = = INE72 
34” 6PVX1 18" hite Hookand Loop _ 6DMY6 36" Mop Kit — — 1NE73 
46" 6PVX2 * With fringe. 48" Mop Kit _ _ 1NE74 


Microfiber Mop Bucket Systems 
Used with microfiber mops up to 18" long §TOP DOWN CHARGING BUCKET ee 


and fit onto Rubbermaid Janitorial Carts on —_ Watertight, snap-on lid. Holds 15 to 20 microfiber wet pads. 


se ie aevhacemaertuneauce TOP DOWN CHARGING BUCKET WITH SIEVE 


Effectively and ergonomically moistens mops. Reduces cross-transmission when 
PRESS-SIEVE WRINGER FINISH BUCKET a finish mop is used for each room. Safe for MRI rooms. 


Press sieve removes solution from mops 





Mfr. It 
with ite effort. Holds multiple microfiber ___Desurition cap, Color eat - “ie 
No. sNY74 MOPS. stores unused floor finish with an TOES Wenger 7 val Yellow 7 Black FGQ90088YEL _5NY75 
airtight lid. Holds microfiber finish pads on Top Down Charging Bucket 7 gal. Yellow FGQ95088YEL _ 5NY73 
this page. Top Down Charging Bucket with Sieve 7 gal. Yellow 1791802 6XMGO 
1534 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® JANITORIAL 
Find the Ww. Find Solutions. Find Great Prices. Microfiber Mopping & Dusting 


Rubbermaid 


® 
Commercial Products 


Looped-End 
Microfiber Dust Mops 


Provide superior cleaning and twice the 
durability of standard dust mops with 
laundry cycles at 160°F. 70% recycled 
content; 42% post-consumer, 28% post- 
industrial. Launderable. Green color. 





Rubbermaid 





® 
Commercial Products 


Microfiber Cloths 


= Launderable and reusable 

Small fibers trap dirt and moisture, clean- 
ing surfaces without leaving a sticky residue 
or spreading dirt. Microfiber cloths are more 
absorbent than standard cotton cloths and 





a : i don't require cleaners or chemicals. Use for | No. 54TX86 
escription 0. E . . - 

18° Mop 5 3HKEG general-purpose cleaning, tough jobs, and deli 

24" Mop 5 3HKE7 cate surfaces. Leave no residual lint, streaks, 

36" Mop 9 3HKE8 or scratches. HYGEN™ medium-duty cloths, 

48" Mop 5 3HKE9 


Nos. 3CCZ4 and 3CCZ3, withstand up to 500 
launderings and up to 200 with bleach. Patented 
zig-zag scrubbers make cleanup quick and easy. 


Rubbermaid Cleaning 
Commercial reduce N o C | ot h Ite m Pkg . 





=-ve Color Size GSM* Brand No. Qty. 
HYG=N Light Duty 
2 Red  12°x12" 190 Rubbermaid 54TX84 24 
Flexi Frame Green 12°x12" 190 Rubbermaid 54TX85 24 
P . Blue 12x12" 190 Rubbermaid 541X86 24 
Microfiber Yellow 12°x12" 190 Rubbermaid 54TX87 24 


Red 16'x16" 190 Rubbermaid 54TX88 24 
Green 16"x16" 190 Rubbermaid 54TX89 24 
Blue 16'x16" 190 Rubbermaid 54TX90 24 
Yellow 16"x16" 190 Rubbermaid 54TX91 24 
Red 16'x19" 150 Rubbermaid 16J919 24 


Cleaning System 


HYGEN quick-connect mop frame 
conforms to the shape of the 





| Blue 16x19" 150 Rubbermaid 164920 24 No. 32UV02 
surface being cleaned. Arc shape Green 16"x19" 150 Rubbermaid 16/922 24 
pulls dirt and debris toward the Medium Duty 


center for better pickup. Choose Red 12'x12" 200 ToughGuy 32UV02 12 





: : . Green 12"x12" 200 ToughGuy 32UV03 12 

one of the five alfferent bleach Yellow 12"x12" 200 ToughGuy 32UV04 12 
safe split microfiber covers. Blue 12"x12" 200  ToughGuy 32UV05 12 | 
Launderable and MRI safe. No. 3HKA7 Orange 12°x12" 200 ToughGuy 32UV06 12 | 

White 12'x12" 200 ToughGuy 32UV07 12 

— Item Pink 12"x12" 200 ToughGuy 32UV08 12 

Description Color L W No. White 16"x16" 260  ToughGuy 32UV09 12 

Frame Handle Blue 16"x16" 260 ToughGuy 32UV10 12 

11" Flexi Frame Handle Black/Yellow 1346" 5%" 3HKAG Green 16'x16" 260 ToughGuy 32UV11 12 

Microfiber Covers Yellow 16"x16" 260  ToughGuy 32UVi2 12 

Dusting Cover Green 878 9/8 SHKA7 Red 16'x16" 260  ToughGuy 32UV13 12 

Wet/Dry Cover White 872" oY" to 6%" 3HKA8 Pink 16"x16" 260 ToughGuy 32UV14 12 

Glass Cleaner Cover Blue 87" of" 3HKA9 Blue 16'°x16" 280 ToughGuy 1TTX8 12 

Tub/Tile Scrubber Cover Blue/White 84" 8" 3HKC1 HYGEN™ Medium Duty No. 3CCZ4 
Damp Mop Cover Blue/White 84 BA SHKC2 Green 16'x16" 290 Rubbermaid 3CCZ4 12 


Yellow 16"x16" 290 Rubbermaid 3CCZ3 12 
* Grams per Square Meter. 





No. 
2FTT6 


Rubbermaid 


® 
Commercial Products 





Microfiber Floor 
Starter Kits 


For light commercial cleaning. Wet/Dry Kit No. 2FTT6 
includes 18" frame, 52" handle, 18" wet pad, and 
18" dust pad. Purchase Nos. 2FTT7 and 2FTT8 
replacement pads separately. 








Mfr. Item 
Description Color Model No. 
Wet/Dry Microfiber Floor Kit Black/Yellow Q101-20 2FTT6 
Replacement 18" Wet Pad Blue Q409-20 2FIT/ 
Replacement 18" Dry Pad Green Q408-20 2FTT8 
* 
BURBS 
Rubbermaid 1 — Commercial Products 
Linen Hamper and Bag 
Launderable Mop Nets Integrated-lid hamper reduces noise and helps keep odor and bacteria from 
Protect mop heads during washing and drying. Draw cord escaping. Step-on foot pedal enables hands-free operation. Plastic and alumi- 
with locking cinch keeps mop heads securely contained. num hamper includes 2 swivel and 2 locking casters. 30-gal. hamper bag is 
Synthetic mesh material allows water and air to flow freely. washable, PVC-lined, and leak-resistant with a zippered front for easy emptying. 
Overall Overall Item Overall Overall Overall Mfr. Item 
Description L W Brand No. Description L W H Model No. 
Mop Net 36" 24" Tough Guy 1TTZ2 Linen Hamper 22V4" 20%' 377%" FG630000BLA 2FTF8 
Laundry Cart Net 36" 24" Rubbermaid 5N451 Hamper Bag 197%" 1354" 29%" FG635000BLA 2FTF9 
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Dust Mops & Dusting Systems 





Scan. Order. Done. 
Details on page A1. 









No. 
36G240 


Sal 





Easy Trap Duster 


Sweep and 
Dust Sheets 


Sheets can hold up to 8 times more dust, 
dirt, and sand than other systems. For 





impact 


Mopster’™” Bucketless 
Mopping System 

Eliminates the need for conventional mop buckets 
and wringers and reduces water usage and labor 
costs. Complete system includes 18" hook-and-loop 
frame, 32 02. dispensing bottle, and 54” handle. 
Components are all interchangeable and removable. 
Bottle includes a large, easy-to-fill tethered cap with 
an integrated hanger. Hanger makes it easy to store 
multiple bottles on a cart. 


Handle Item 

Description Length Brand No. 
Bucketless Handle 591" Tough Guy 36G240 
Replacement Bottle 14%" Impact 36G241 





No. 

6XU23 

Item 

Dimensions No. 

Dust Cloth Sheets 
5 x6 xX 30 it. 48GF56 
5" x 6" x 30 it. 48GF54 * 

8" x 6' x 30-ft. 48GF55 
8" x 6" x 125-ft. 48GF53 


Dust Cloth Sheet Holders 
17'L 6 


No. 3U097 








Ze 


Wedge 
Dust Mops 


Launderable. 


Cut-End Mop Head—Slot-back flat 
mop. 10-ply cotton/poly blend. 


Cut-End Mop Kit—Includes 48" 
wooden handle, mop frame, and cotton/ 
poly blend mop head No. 1TZF7. 


Looped-End Mop Head—Slot-back. 
10-ply cotton/poly blend. 


* 





Item 
Description No. 
Cut-End Wedge Mop Head, White 1TZF7 
Cut-End Wedge Mop Kit 1TZF8 
Looped-End Wedge 
iio Head! Yellow 1TZF9 
Wedge Mop Frame with 
48" Wood Handle 1TZG1 
Wedge Mop Frame with 
52" Fiberglass Handle 2TVG4 
Baseboard 
Cleaning 
Systems oii 


3M™ DOODLEBUG™ PAD HOLDER KIT 


Includes holder and one white and one 
brown pad. 


Swivel Pad Holder Kit—For hard-to- 
reach areas. Threaded for attachment to 
standard broom handles (sold separately 
on page 1541). 











XE99 
floors and high dustings. Disposable cloth 23°L 3GZW9 Handblock Pad Holder Kit—Has 
is perforated in 6" increments. Dust heads se oe a built-in handle with hook-and-loop 
use holders with threaded handles (see 59°L 6XU24 No. 1c¥79 bottom to hold pads firmly in place. 
page tal). Ewe 3M"™ DOODLEBUG™ PADS 
Item Pkg. 
Description Color No. Qty. a . . 
Doodlebug™ Pad Holder Kits White—For cleaning delicate surfaces. 
Tne Orange 3U097 1 senena medium-duty cleaning and 
Handblock Pad SCruDDING. 
Siesaieieniens Heche Brown 1CJ79 1 g a | 
No. 1CJ55 Doodlebug™ Pads Brown—For tough jobs like removing 
. Light-Duty Pad White 3U099 5 ¢ 
Doodleduster Dusting System Vi Medium-Duty Pad Blue 30098 5 finish and wax buildup from baseboards 
Heavy-Duty Pad Brown 1¢J85 5 and floor edges. 
—3h\)™ r = Extra-Heavy- . 
ine dana 3M ence lsanaieere bees see een ie ae y Black 3U100 10 Black—For extra heavy-duty cleaning 
ust head. Clips make cloth attachment and removal easy. Use threade Floor Scrub Brush Black 4WD78 8 and stripping. 
handle (see page 1541). 
Dusting Cloth—Microfiber disposable cloth traps dust and dirt without Baseboard * 
chemical treatment. 250 perforated sheets per roll. Cleaning 
Item 
Description No. Systems 
25" Doodleduster Dust Head 1C0J56 
38" Doodleduster Dust Head 1055 PAD HOLDER KITS 
Doodleduster Dusting Cloth, 1 Roll 3UZ78 Provide even pressure over the surface 
of the pad. Swivel pad holder accepts 
* threaded, tapered, or straight '6" broom 
Dust Mop handles (sold separately on page 1541). 
Include holder and 2 pads (1 white, 1 
Treatment a 
ae brown). 
Oil-Based—Emulisifiable treatment No. PADS 
cleans, polishes, and protects in one step. 6XE75 
For all composition hard surfaces. No CFCs. White—For light cleaning on delicate 
WIST MOP Water-Based—Creates a slip-resistant surface tem Pky, Su/faces. 
TREATMENT when applied to dusting tools. Dusts, cleans, and fa pesccintion Color No. Qty. Blye—Medium-duty where very abra- 
aa polishes in one step. For wood surfaces, sealed Swivel Pad Holder Kit Blue 6XE75 1. sive action may not be required or may 
cement, vinyl, linoleum, and resilient tile floors. Swivel Pad Blue 6XE76 1 cause damage. 
ee No CFCs Holder Only 
=e : ea Pad Holder Kit_ Blue 6XE77_ 1 Brown—Heavy-duty where very abra- 
ye em j j j 
= Description Size* No. Light-Duty Pad White 6xE74 5 SIV action Is necessary. 
Oil-Based Aerosol 16 02. 2DCC6 * Medium-Duty Pad Blue 6XE72 5 —_ Z 
ses pe taleel Water-Based Aerosol 20 02. 2DCC4 * Heavy-Duty Pad Brown 6XE73 5 Black Extra heavy duty for tough Jobs 
Water-Based Liquid 32 07. 2CYH3 Extra-Heavy- Black 6XE71 5 LiKe removing rust stains or heavy dirt 
No. 2DCC4 * Size refers to container size. Weight of product may vary. Duty Pad buildup. 
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eeu. 


























— “rr L —7 Launderable 
Yellow Cotton Synthetic Green Echo Heat-Set Cotton 
No. 1TZC3 No. 3XFZ5 Synthetic 
Looped-End Dust Mops one 
COTTON SYNTHETIC ECHO 
Designed for healthcare use. Manufactured from recycled 
10-ply construction reduces soda bottles. Environmentally = 
linting, increases coverage, and preferred construction contains 100% = 
extends wear. Feature cotton recycled content (30% postconsumer, 70% Launderabl Disposable sy 
i i i i i pape Lightweight Cotton 
synthetic blend yarn. All heads fit post-industrial). Designed for use on hard- Cotton ie Waa 
standard frames and handles. surface floors. Fast-drying. No. 1TZC8 = 
YELLOW COTTON BLUE COTTON - 
SYNTHETIC SYNTHETIC GREEN ECHO Cut End Dust Mops 
Item Item Item ; 
Description No. No. No. Fit standard dust mop frames and fieseiilan ae item 
18" Dust Mop 1TZB9 1T2ZC4 3XFZ5 handles. Echo 
24" Dust Mop 11201 1T2ZC5 3XFZ6 
36" Dust Mop 1TZC2 1TZC6 3XFZ7 TOUGH GUY® ECHO Mt Bust vee ateen ao 
48" Dust Mop 1123 1T2C7 3XFZ8 5 P 
Manufactured from recycled soda bottles. 36" Dust Mop Green  3XGA2 
Environmentally preferred construction em Se) ST eS 
. Launderable Heat-Set Cotton Synthetic 
contains 100% recycled content (30% 18" Dust Mop Red, White 11ZB2 
postconsumer, 70% post-industrial). 24" Dust Mop Blue, Red 1TZB3 
-drvi 36" Dust Mop Red 1TZB4 
Fast-drying. 48" Dust Mop Green, Red 11ZB5 
LAUNDERABLE HEAT-SET 36" Dust Mop Kit Red 1TZB7 
COTTON SYNTHETIC 48" Dust Mop Kit Red, Green 1TZB8 
Synthetic Antimicrobial Launderable Cotton 
No. 1YVB8 No. 1YVB4 Features include slot construction and ; e ust ioe Bue he wae 
heat-set cotton synthetic yarn which a Dus op ce we 
RES ee ust Mop Blue, White 1TZD1 
— prevents unraveling. Mop kits include 48" Dust Mop Blue, White 1TZD2 
Looped-End Dust Mops a mop head, frame, and handle. ik a Mop eee HEL 
; ae "Dust Mop ue, White 
COTTON SYNTHETIC backing. Kits include dust mop, metal | LAUNDERABLE COTTON Cotton 
Twisted loop blend provides longer _—‘frame, and snap-on handle. Contains | 49-1y cotton; features slot pocket 24" Dust Mon Se 
product life than traditional cotton. 60% PET plastic. construction. 36" Dust Mop Blue ATZD7 
Slip-on/slip-through backing. Kits ANTIMICROBIAL COTTON 48" Dust Mop _ Blue 1TZD8 
include dust mop, metal frame, and Cott : Saale Soe ee 
- 3 otton synthetic blend with antimi- 10-ply cotton: features slot pocket 36" Dust Mop Kit White 1TZE1 
60" snap-on handle. Contains 75% Soaps ply ; p 48" Dust Mop Kit White 1TZE2 
A , crobial agent inhibits bacterial growth | Construction. Mop kits include white 
recycled content (57% post-industrial Hat causes adore and siame-and . MOP Cotton Synthote ap a 
9 i ; arn/white backing mop head, frame, " Dust Mop ite 
TON Ie ye ETP) shortens product life. Contains 35% fa handle ee 24" Dust Mop White 1TZE4 
SYNTHETIC post-industrial cotton and 18% PET $6" Dust Mop White __TTZE9 
; : COTTON SYNTHETIC 48" Dust Mop White 1TZE6 
Has longest product life versus cotton _Plastic. | saiceienadew iia Disposable Cotton Synthetic 
lend mops. Slip-on/slip-through 4-ply cotton synthetic slit back with ties 18" Dust Mop Gray, White 1TZE7 
or blend mops. Slip-on/slip-throug dust mop 24" Dust Mop Gray, White 1TZE8 
Item ; 36" Dust Mop Gray, White 1TZE9 
Description Material Color No. DISPOSABLE COTTON SYNTHETIC 48" Dust Mop Gray, White 11TZF1 
Dust Mop Kits Disposable Lightweight Cotton 
36" Dust Mop Kit Cotton Synthetic Yellow 1YVD5 4-ply cotton synthetic dust mops feature 18' Dust Mop Gray, White 1TZF2 
48" Dust Mop Kit Cotton Synthetic Yellow 1YVD6 slot pocket construction. 24" Dust Mop Gray, White 1TZF3 
Dust Mops 36" Dust Mop Gray, White 1TZF4 
18" Dust Mop Synthetic Blue 1YVB8 DISPOSABLE LIGHTWEIGHT COTTON 48" Dust Mop Gray, White 1TZF5 
94" Dust Mo Synthetic Blue 1YVB9 . 60" Dust Mop Gray, White 3XGA4 
p Cotton Synthetic—Antimicrobial Green 1YVB4 4-ply cotton mops feature slit back 72" Dust Mop Gray, White 3XGA5 
36" Dust Mop Synthetic Blue 1vVC1 construction. No. 1TZF6 Cut-to-Length Disposable Lightweight Cotton Dust Roll 
EonOn sith aren iwez— | Roll features a slide-in pocket every pueny Natural  4TZF6 
48° Dust Mop Cotton Synthetic—Antimicrobial Green 1YvB6___| 8" soit.can be cut to fit frames of any 
60" Dust Mop Synthetic Blue 1YVC3 length. Includes cutting tool. 
Metal Dust 
Mop Frame Plastic Red Split Frame 
No. 1TZG3 No. 1NFG7 




























eee Item 
2 AeA 453 Size No. 
OO + eee ORNS Metal Dust Mop Frames, Slide On 
KIX XX Fi HK KD z 
0 OO OCA TOUA Oe 18" 
EER OOSB SB ASSES 5A" 11763 
Plastic Black Dust Mop Frame 36" 1TZG4 
No. 1NFF7 48" 11265 
60" 11ZG6 
Dust Mop Frames and Handles 72 17267 
Plastic Dust Mop Frames, Slide On No. 2U267 
FRAMES HANDLES 18" FF7 
. ; 24" 1NFF8 " 
Metal—Frame resists rust. Adjust from free-swivel 36" 1NFF9 Dusting Cloths 
; a action to rigid position. For 43" 1NFG1 
Plastic—High-impact copolymer construction —_yse with metal frames. ie eg Brawny Industrial® carded 
for correctional and heavy-use applications. No. 1TZG8 handle is wood, "es FUSR Sutton rayon cloths are specially ae 
Correctional safe.1/8 ‘frame body thickness. No. 1TZG9 is fiberglass. Dust Mop Handles, Clip On treated to attract and hold gion LW. No. 
Will not rust. For use with Plastic/Fiber Handles 60" TZG8 dust particles. Disposable. “Yellow 24" 17° 2U267 
Nos. 1NFF5 and 1NFF6. 60" 11269 200 per pkg. Helo oe 2a 1c 
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Dusting Tools 
OVERHEAD DUSTERS 


Microfiber Dusters— 
Microfiber duster and sleeve 
attract dirt. High-pile design gets 
into small cracks and crevices. 
Features include a universally 
adjustable head and telescop- 
ing pole. Launderable sleeve 
ties onto head, with reinforcing 
rivets to prevent sleeve from 
backing off. 


Poly Wool Dusters—Perfect 
for cleaning hard-to-reach 
places. Nonallergenic and wash- 
able. No. (DMY4 handle extends 
52" to 84." 


Duster Mitt—High-pile cotton/ 
poly blend sleeve can be used 
over worker's hand. Ideal for 
heavy dusting and dusting 
pipes. 


Overhead Duster—Dusting 
tools feature 54" plastic 
handles, and are compatible 


Microfiber 
Duster and 
Handle 
No. 1MYE1 





Description 
Overhead Dusters 
Microfiber Overhead Duster and Handle 


Duster Replacement Sleeve for No. 1MYE1 


Poly Wool Duster 

Retractable Poly Wool Extendable Duster 
Duster Mitt 

Overhead Duster 

Overhead Duster with Anglehead Tool 
Poly/Cotton Duster Sleeve 

Overhead Duster Wand 

Flexible Duster Wand 

Green Sleeve for No. 1MYE5 

Feather and Lambswool Dusters 
Premium Ostrich Feathers 

Premium Ostrich Feathers 


Retractable Ostrich Feathers, Brown 
Ostrich Feathers, Black 
Poly Wool u ; 
ce Ostrich Feathers, Brown 
No. 6DMY4 Lambswool 
oe Lambswool 





Duster Wand 
No. 5MU95 


Orange Scrubbing Cloth 
No. 3ZNE3 





Green Microfiber Mitt 
No. 1TTX9 
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with Poly/Cotton Sleeve 

No. 1MYF8. No. 1MYF4 has a 
regular head; No. 1MYF6 has an 
angled head. 


OVERHEAD DUSTER WAND 


Flexible head for hard-to-reach 
places. 20" plastic handle. High- 
pile, cotton blend microfiber 
sleeve is replaceable and laun- 
derable. Additional sleeves sold 
separately. 


FEATHER AND 
LAMBSWOOL DUSTERS 


Ostrich Feather—Washable 
dusters will not scratch 
surfaces. Designed for use on 
furniture, office equipment, and 
blinds. Nos. 1MYG3 and 1MYG5 
have premium ostrich feathers. 


Lambswool—Designed for 
wide, flat surfaces such as 


Microfiber 
Duster Sleeve 
No. 5DUU2 






Lambswool 
Duster 
No. 5DUUO 









Microfiber 
Ceiling Fan 
Duster 
No. 5DUU5 








Duster Brush 


CS. ee No 3U452 

Dusting Tools 

OVERHEAD DUSTERS Duster Brush—Split-tipped 
soft poly fibers allow for 

lity aang SEM ee aor! dusting without scratching. 


Great for ceilings, moldings, 
Lambswool Duster—Handle and corners. 


attaches to Unger cone or standard 


Renn: OVERHEAD DUSTER WANDS 
tabletops and desktops ACME thread. Use with disposable Ag. HucieercRInG Heh 
Item sleeve No. 5DUU3 or mircofiber sleeve. p BUSIEL Teta liS lo staPe 
L Brand No. eth oe _ to slide between tight spaces. 
ar Microfiber Ceiling Fan Duster— —_—_|ncludes 3 disposable electro- 
3 i 04 Tou am Wye Unique shape cleans all sizes of ceiling static dusting sleeves and 1 
23%" Tough Guy 6DMY3 fan blades. Use handheld or attach to ~— machine-washable microfiber 
52' to 84" Tough Guy 6DMY4 telepole to clean high areas. Microfiber sieeve. Use wet or dry. 
10%" ToughGuy _1MYF2 leeve is washable. 
34"to51" Tough Guy 1MYF4 Seve asian 
54" Tough Guy 1MYF6 Item 
9" Tough Guy _1MYF8 Description L No. 
Overhead Dusters 
27%" _ ToughGuy _ 1MYE5 Lambswool Flexible Duster 15 SDUUO 
20" Tough Guy 1MYE7 Lambswool Extendable Duster 30" to 60" SDUU1 
Microfiber Duster Sleeve 21" 5DUU2 
14" Tough Guy 1MYG3 Disposable Duster Sleeves, Pkg. of 50 18" 5DUU3 
21" Tough Guy 1MYG5 Microfiber Ceiling Fan Duster 13 5SDUU5 
14" Tough Guy 1MYG1 Duster Brush 12" 3U452 
14" Tolco 3LFN6 Polyfiber Cobweb Duster 11" 6DTG5 
30" Tough Guy 1MYG7 Overhead Duster Wands 
25" Tough Guy 1MYG9 Pro Flat Duster 75 Wand 30" 4GU50 
35' to 47" Tough Guy 1MYH2 Replacement Microfiber Sleeve for No. 4GU50 25" 4GU51 
Duster Wands and Mitts 
Overhead Duster Wands—Feature electrostatically charged dusting head. "‘Hwa=N- 


Can be attached to flexible wand for simple dusting of hard-to-reach, irregu- 
lar surfaces. Quick-connect mechanism converts wand into high duster to effectively dust 
hard-to-reach areas when used with mop handles (sold separately). Include one launder- 





able sleeve. 
. Item 
Dusting and Description L No. 
Polishing Mitts— Overhead Duster Wands 
i i Duster Wand, Green 20" 5MU95 
Mitts ae ambidextrous Green Replacement Duster Sleeve for No. 5MU95 22/0 ~~ ~=1PE54 
and ideal for cleaning in =~ Duster Wand, White 20° 3HKC3 
Dusting crevices and irregular White Replacement Sleeve for No. 3HKC3 20" — 3HKC4 
Mitt surfaces. Durable up SESE ea OSGI 
No. 3HKCS5 : Green Cleaning Mitt 11 3CCZ1 
to 500 launderings. 1 Blue Polishing Mitt 11" 30CZ2 
per pkg. Green Dusting Mitt i 3HKC5 
Pkg. Item 
x Description Size Qty. _No. 
= = Antibacterial 
Cleaning and Dusting Orange Scrubbing Cloth 7'x9" 1 3ZNE3 
= Orange Cloth 12°x15" 2 3ZNE4 
Cloths and Mitts Dusting and Polishing Mitts 
: ae Green Dusting Mitt VAG 1 1TTX9 
Biodegradable Wiping Cloths—Easy-to-use Blue Polishing Mitt 9%x5" 1 1rY1 
cloths feature an innovative blend of cellulose and aetcani . OL item 
HF escription Ize y. QO. 
cotton for excellent durability and absorbency. Biodegradable Wiping Cloths 
Moisten cloth before cleaning to make it soft and Green Cellulose 7%0x9¥5 10  5SKDES 
& Cotton Fiber 11%"x10%0 5 5KDE6 
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pliable; lay flat to dry. Machine washable. 
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No. 3U767 





Handles are sold separately on page 1541 and on Grainger.com® 





Fine-Sweeping Floor Brooms 


Brooms provide scratch-free sweeping on wood, ceramic tile, linoleum, smooth 
concrete, marble, and polished surfaces. Flagged tips pick up small particles. 
For use with threaded handles. No. 3U767 includes a solid metal brace. 





Bristle Block Block Bristle Trim Item 

Material Material Size Color L No. No. 498208 
Flagged Synthetic Plastic 18" Green o 3U766 
Flagged Synthetic Plastic 24" Green a 3H388 = = Rubbermaid 
Flagged Synthetic Wood 36 Green 3 3u77__ | Fine-Sweeping Floor Brooms 


Remove even fine dirt and dust and are ideal for highly polished or waxed floors. 
Two threaded handle holes on either side of block allow use of alternating sides 
for even wear. Angle brace adds support and stability. 













No. 4KNA2 Bristle Block Block Bristle Trim Item 
Material Material Size Color L No. 
No. ' > 4 Brush and Handle Combo 
ON areenen 4KNC8 Polyethylene Plastic 24" Gray ch 498210 
Brush, Handle and Brace Combo 
Smooth Surface Floor Brooms a = —= 
For use with threaded Bristle Block Block Bristle Trim Item 
handles. Nos. 4KNA4 and Flay Seen Material Size Color L No. 
4KNA5 have flagged tips ~~ Polystyrene Wood 18 Gray 3" ~~ ~4KNA4 
for picking up fine dust Polystyrene Wood 24" Gray o. 4KNA5 
Tampico Wood 14" Black o 4KNA6 
and dirt. Nos. 4KNA6 and Tampico Wood 16° Black 3°  4KNA2 No. 1YTHS 
4KNA2 are for general Horsehair Wood 18° Black 3° ——-4KMZ9 . 
purpose sweeping on Horsehatr Wood 24" __ Black 3" AKNAS 3-in-1 Floor Brooms 
semismooth surfaces. Osea, Wood 24° Black 3" = 4KNA . 
Folypropylene Combine the best features of fine, medium, and heavy floor brooms in one 
Medium Sweeping 
Polypropylene Wood 16° White 4" 4KNC8 product. Synthetic bristles have pitched angle for sweeping on all types of 


floor surfaces. Shorter, heavy bristles in front sweep heavy debris, and longer, 
fine/medium bristles in back sweep away fine dust and particles. For use with 








Be threaded handles. 
No. 
Bristle Block Block Bristle Trim Item 
— Material Material Size Color L No. 
Polypropylene Plastic 18" Blue 2" to 2%" 1YTH5 
™ Polypropylene Plastic 24" Blue 2" to 2% 1YTH6 
Perma-Sweep™ Floor Brooms = 


Acid- and bacteria-resistant fibers provide superior durability. Suitable for 
sweeping fine dust and dirt on smooth surfaces, and can also be used for wet 
or dry sweeping applications. For use with threaded handles. 















No. 4GU67 
Bristle Block Block Bristle Trim Item 
Material Material Size Color L No. - : SA 
Polystyrene Plastic 14" Gray ch 5UYF7 = ; 
Polystyrene Plastic 13" Gray 3 5UYF6 ELL TTR 
No. 2PYV3 
Contractor Brooms 
No. 2PY48 
No. 1A840 Synthetic fibers provide Silver and Black/Gray Plastic Fill—For sweeping 
: extra strength and up fine dust and dirt on smooth surfaces. 
HI NAAT ae be 4 Black/Gray Flagged Synthetic Fill—fFor picking 
sabia sidebstadnmed das aaa up heavy dirt and the fine dirt left behind. Includes a 
No. 2PYV4 tions and with detergent 


and water. Acid- and heavy-duty, wide-leg brace. 


fungus-resistant fibers 
last longer than tradi- 
tional brooms. For use 





Maroon Plastic Fill—For sweeping up heavy dirt 
and debris on very rough surfaces. 


Blue Plastic Fill—Stiff bristles are able to 


: 


GD 


General Purpose Floor Brooms 





Brooms are suitable for sweeping both wood and tile. For use with threaded 
handles. Nos. 53UJ42 and 53UJ43 include a 60" steel handle. 


Bristle 
Material 
Tampico 
Tampico 

Unflagged Tampico 
Polypropylene 
Polypropylene 

PET, Polypropylene 

PET, Polypropylene 

Synthetic 
Synthetic 
Synthetic 


Block 
Material 
Wood 
Wood 
Wood 
Wood 
Wood 
Plastic 
Plastic 
Plastic 
Plastic 
Wood 


36" 


Bristle 
Color 
Black 

Brown 
Black 
Black 
Black 
Green 
Green 

Yellow 

Yellow 

Yellow 


Trim 
L 


3' 
3" 
3" 
3 


3" 
3%" 
3% 

3" 
3" 
3" 


Brand 
Tough Guy 
Tough Guy 
Tough Guy 
Tough Guy 
Tough Guy 

Quickie 

Quickie 
Tough Guy 
Tough Guy 
Tough Guy 


Item 
No. 
1DU75 
1A842 
2PY48 
2PYV4 
2PYV5 
53UJ42 
53UJ43 
1A840 
1A841 
3U768 


with contractor bolt-on 
handle No. 4GU69, see 
page 1541. 


sweep heavily caked dirt and debris on very rough 


surfaces. 


Black/Brown Palmyra Fill—For sweeping heavy 
debris. Broom comes with a heavy-duty brace. 


Bristle Block Block Bristle 
Material Material Size Color 
Polypropylene Wood 24" Silver 
Polypropylene Wood 30" Black/Gray 
Flagged Synthetic Wood 24" Black/Gray 
Polypropylene Wood 24" Maroon 
Polypropylene Wood 24" Blue 
Polypropylene Wood 30" Blue 
Palmyra Wood 24" Black/Brown 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Trim 


Fy] 09) 02) 09) 02) 09) 02) = 


Item 
No. 
A4KNC2 
A4KNC3 
4GU67 
4KNC4 
4GU68 
4KNC5 
2PYV3 
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No. 1A846 


No. 1A844 


Garage Brooms 


No. 2PYV6 


No. 53UJ41 






Use to sweep or scrub heavy dirt from concrete, rough wood, blacktop, factory 
floors, or brick surfaces. For use with threaded handles. No. 53UJ41 includes a 


60" powder-coated steel handle. 


Brown and Maroon Synthetic Fill—Durable nylon works well in wet or dry 


conditions. 


Brown Palmyra Fill—Stiff texture is suitable for use in factories, mills, and 


commercial buildings. 





Bristle Block Block Bristle Trim 
Material Material Size Color L Brand 
Synthetic Plastic 18" Brown ch Tough Guy 
Synthetic Plastic 24" Brown ] Tough Guy 
Synthetic Wood 24" Maroon a Tough Guy 
Synthetic Wood 36" Maroon a Tough Guy 
Palmyra Wood 18" Brown 4" Tough Guy 
Palmyra Wood 24" Black, Brown 4" Tough Guy 
Palmyra Plastic 24" Brown AV" Quickie 






Coarse-Sweeping Street Brooms 


No. 2PYV7 


No. 3A324 


Item 
No. 
1A846 
1A847 
2PYV6 
3U772 
1A844 
2PY50 
53UJ41 


For heavy-duty sweeping, scrubbing, or moving dirt and debris on streets and in 
parking lots. Use in factories, garages, and barns. For use with tapered handles. 


Orange Plastic Fill—Broom has wide flared ends for sweeping close to curbs 


and walls. 


Brown Plastic Fill—Nylon broom is oil-, solvent-, and heat-resistant for use in 
mills and factories. 


Brown Palmyra Fill—Extra-stiff natural fiber broom has flared ends to sweep 


close to curbs and walls. 


Bristle Block 
Material Material 
Polypropylene Wood 
Polypropylene Wood 
Palmyra Wood 
Palmyra Wood 


Block Bristle 
Size Color 
16" Orange 
16° Brown 
16" Brown 
16" Brown 
er 


Trim 
L 


BV; 
BV" 
6" 
6" 





No. 3U775 


Wire Center-Fill Floor Brooms 


Item 
No. 
2PYV7 
3A325 
3A324 
A4KNC7 





Tempered steel center bristles provide long life, flexing action, and aggressive 
debris removal. Sweep caked-on dirt from concrete, rough wood, asphalt, and 
brick surfaces. For use with threaded handles. 


Bristle Block 
Material Material 

Tampico, Wire Center Wood 

Tampico, Wire Center Wood 
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Block Bristle Trim 
Size Color 
18" Black 3 
24" Black 


Find even MORE on Grainger.com® 


Item 
No. 
3U775 
3U776 


Scan. Order. Done. 
Details on page A1. 





Handles are sold separately on page 1541 and on Grainger.com® 


No. 498207 





—-" 


Bristle Block 

Material Material 
Polyethylene Plastic 
Polypropylene Wood 
No. 498Z09 







No. 498217 


No. 498218 


Bristle 
Material 
Polypropylene 
Polypropylene 
Polypropylene 





Rubbermaid 
Commercial products 
Heavy-Duty 


Floor Brooms 


Up to 40% more bristles 

to remove more debris 

in demanding industrial 
applications. Soft, durable 
polyethylene bristles sweep up 
fine debris on smooth surfaces. 
Heavy-duty polypropylene bris- 
tles sweep heavy debris and 
resist harsh environments and 
surfaces. No. 498Z07 features 
an antitwist support bracket 
that prevents handle from 
loosening. No. 498217 features 
permanent steel brace and 
die-cast aluminum connector 
for durabiity. 


Bristle Trim Item 
Color L No. 
Black 4" 498207 
Black 4" 498217 


Rubbermaid 
® 
Commercial Products 





Medium-Duty 
Floor Brooms 


Long-lasting polypropylene 
bristles help remove heavier 
dirt and debris on both rough 
wood and smooth floor 
surfaces. Threaded holes 

on each side of block allow 
handle to be switched for 
even wear. Angle brace adds 
support and stability. 


Block Block Bristle Trim Item 
Material Size Color L No. 
Plastic 18" Gray 3 498211 
Plastic 24" Gray o 498209 
Wood 36" Gray 3 498218 








No. 
6YTD1 


| § 
Recycled/Sustainable JIMA, 


Material Floor Brooms 


No. 6YTC8 





No. 
6YTDO 


Made from all recycled or sustainable raw materials. Handles are made from 
durable bamboo, and fill material is made of recycled water bottles. Foam blocks 
are designed with recycled plastics and rubber wood blocks are made from the 


wood of rubber trees. 


Bristle Block 
Material Material 
Fine Sweeping 
Recycled PET Plastic 
Recycled PET Wood 
Medium Sweeping 
Recycled PET Plastic 
Recycled PET Wood 
Coarse Sweeping 
Recycled PET Plastic 
Recycled PET Wood 


Street Broom 
Recycled PET 


Plastic 


Block 
Size 


24" 
24" 


24" 
24" 


24" 
24" 


Q" 
Duo Sweep—1 Straight and 1 Angled Handle Hole 
16" 


Recycled PET 


Wood 


Bristle Trim Item 

Color L No. 
Silver, Black 3" 6YTC4 
Green 3" 6YTC7 
Green 3" 6YTC5 
Blue 3: 6YTC8 
Maroon 2. 6YTC6 
Maroon 3. 6YTCS 
Yellow ‘a 6YTD1 
Black 6" 6YTDO 
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Find the wy. Find Solutions. Find Great Prices. Brooms, Handles & Dust Pans 
- SS as 
Threaded Acme Tapered Bamboo Tip 
Hardwood Tip No. 3ZHY2 
No. 1A839 


Synthetic-Fill and 
Natural-Fiber Brooms c 


SYNTHETIC-FILL BROOMS — Fiberglass 
ip w/Adapter 
Lobby—Polypropylene bristles sweep No. 1VAC8 


efficiently and small head design fits 
easily in any corner. 





Angle—Angled trim reaches under low 
cabinets and into other hard-to-reach 
places. Durable flagged fill. No. 1NFG2 
intense use broom is an all-plastic broom 
with internal honeycomb style fiber handle 
that is hot melted and plugged for addi- 
tional strength and security. Suitable for 
correctional facilities. 


NATURAL-FIBER BROOMS 


Contractor Hardwood Tip 
w/Metal Attachment 
No. 4GU69 we 


Handles 
THREADED ACME TIP 


For use with floor and garage brushes, industrial coat- 
ings, and general-purpose wash brushes. 





100% 
Corn Fiber TAPERED TIP 


Heavy-Duty For use with street brooms, floor/deck scrub brushes, squeegees, 


Synthetic Fill 
Lobby Broom 















Warehouse j 
: and window wash brushes. 
100% Corn Fiber—Use for everyday mQUANAC2 Broom 
sweeping of fine dirt and debris on most No.1VAB5 | CONTRACTOR 
surfaces. Multistitched to maintain broom ; Hardwood handle with metal attachment for bolt-on bracket. For 
shape and performance. a use with Contractor Brooms, sold on page 1539. 
Corn Fiber Blend—No. 1VAC3 intense Broom _ , Tip = Tip) Item 
b h tructi No. 1VAC5 Description L___ Dia. W L No. 
use Droom Nas no-wire Construction. Threaded Acme Tip 
60" i%. 0.94" 1" 3ZHY4 
Bristle Overall Trim Sweep Item 100% Bamboo Wood 7 7 7 7 
Description Color L L Face No. : . 60" ear 0.94 T 3ZHY3 
Synthetic-Fill Bamwood Handle/Wood Tip 60" '%e 0.7 1 1VAJ8 
Lobby Broom Black 35" 4" 51, 4VAC2 Bamboo Handle/Metal Tip 60" Bal 0.7 ih 1VAJ9 
Floor Broom Black 56" it 10" 3ZJE1 Hardwood Tip/Hardwood Handle a a eT 
Angle Broom, Aluminum Handle Silver 5494" 6 11" 6MPT8 a. 60" 1% — 1 30790 
Angle Broom, Steel Handle Silver 5494" 6" 11" 6MPT9 White Fiberglass Broom Handle 60" ie!" WAC 
Angle Broom, Wooden Handle Yellow 56" 7% 12" 1VAC4 Plastic Tip/Aluminum Handle A ee ee| 
Angle Broom, Vinyl-Coated Metal Handle Yellow 56" 7 V2 iB 1VAC5 Plastic Tip/Hardwood Handle 60" Me! 1! ___3H389 
Intense Use, Correctional Safe Angle Broom Black 61" 6" g" 1NFG2 Ane ence 58" 15/6’ ~—O.7" SAN 
Intense Use, Correctional Safe Angle Broom Head Only Black = 6" 9" 1NFG3 7 a = 7 ad 7 
Natural-Fiber Tin for No INEFS e 3Y" 1" = =— — 3¥4" NFH3 
100% Corn Fiber Brooms ; ; ; 
Heavy-Duty Warehouse Broom Tan 56" 18" 12" 1VAB5 paleweoe handle Metal Tip a a a 7 7 eee 
Heavy-Duty Warehouse Broom Black 56: 18" 12" 3ZJD4 Metal Tip/Hardwood Handle 190" 14" 5" 554° BUYES 
Medium-Duty Janitor Broom Tan 56" 18" 12" 1VAB6 Wood Handla/lip-For Use With 
Medium-Duty Janitor Broom Black 56" 18" 12 32ZJD5 Balibsgnns eatin: Briches 72 14% — 1" 32UU95 
Household Standard Broom Tan 56" 17" leila 1VAB7 Bamwood Handle/Tip For - ; 
Household Standard bBroom Black 96" ra ible 3ZJD6 Use With 6PVX9. BPVYO 38" 1% — —  6PVY3 
Lobby Broom Tan 32" 10" is 34F930 Use With 6PVY1, 6PVY2 38 “16 _ —  6PVY4 
Whisk Broom Tan 12. 10" Ty! 34F931 Metal Handle/Tip, For Use With 4g" 1% HSCS’. ~—s«'SY109 
Corn Broom Head Natural 18" 93/4" 12° 6PVY1 Masonry, Roof Brushes, Street Brooms, 60" 1546! 5/ Ye’ 15Y111 
Corn Broom Head Natural 18" 10" 13" 6PVY2 Floor and Deck Brushes, and Squeeges. 8 : 
Corn Fiber Blend Tapered Tip 
Medium-Duty Warehouse Broom Tan 56" 13° 11%" 1VAC1 100% Bamboo Wood 60" 1%" 1.125" 1" ~~ 3ZHY2 
Medium-Duty Warehouse Broom Black 56" 18" 11%" 3ZJD7 , 60" 1%’ — —  3A326 
Medium-Duty Janitor Broom Tan 56171118" 1VABS Hardwood Tip/Hardwood Handle 967 1%" ~~” BUYGO 
Medium-Duty Janitor Broom Black 56" 17" 114%" 3ZJD8 Tapered Tip w/Adapter 
Household Standard Broom Tan 56" 16" 11%" 1VAB8 White Fiberglass Broom Handle 60" '%e" 0.7" 1" 1VAC8 
Household Standard Broom Black 56" 16" 11%" 3ZJD9 Contractor 
Intense Use Broom Tan 56" a 12" 1VAC3 Hardwood 60" 1%’ _— —  4GU69 
* METAL Overall Item 
L Color No. 
Lobby—Self-opening and Lobby _ —_ 
j j " " ac 
Dust Pans closing lid. 30" handle. a7 Black 1 VAIG 
an __ . 1-Pc. Molded 
PLASTIC Janitor Durable, 1-pc., UE Sack TANT 
20-ga. steel with corrugated 19% Red VEY 
Lobby—Self-standing pans ribs for rigidity and strength. 12 White 2VEY2 No. 1CH74 
have rear wheels for mobility Le Bue __ vee No, 2vENe 
; ' ALUMINUM 12" Yellow  2VEY4 
No. 1VAJ5 includes a wind- Bollod-aluminum handle tar iz Green 2VEY5 
break cover to help prevent easy storage 1 fo Back ree 
. . ‘ ac 
dust and debris from coming 391 Black 9CD34 
out of the hopper. Metal 
Lobby 
1-Pc. Molded—Molded Overall Item 36" Black 5Wed0 
plastic maintains a straight - , Color No. Jantor sack scuTa 
astic ac 
edge. Color-coded dust pans “Tobby with Lid 12" Black  5W639 
help minimize cross contami- 129 Black SAWY1 Aluminum 
nation between work areas. 37" Black 1VAJ5 17" Silver 4YRE7 No. 1VAJ6 No. 5W640 No. 4YRE7 
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Dust Pan Sets, Sweeping Compound & Brushes Details on page A1. 


No. 59JM31 
Rubbermaid 
Commercial produces 


Lobby Broom and 
Dust Pan Sets 









$ 
(| 


ffl id 


No. 1VAD7 
No. 1VAD8 
No. 1VAD9 
No. 1VAE1 Bs |\))\) 1 
Scrub Brushes penne 
No. SQUARE END NAIL CLEANING 
59JM32 For general purpose cleaning and Easy grip block for scrubbing with hand 
scrubbing. Resists water, acid, and _cleaners. 
alkali solutions. POINTED ENDS 
CURVED BLOCK For general cleaning and scrubbing with 
Molded plastic block provides a a variety of cleaning solutions. Pointed 
comfortable grip. ends allow for brushing close to walls and 
IRON STYLE into corners. 
Handle keeps hands out of clean- 


ing solutions and water. 




























































































































































































Help keep public areas neat and clean with these broom and dust pan sets. Baseiniiat a hey asia mute a 
The durable polypropylene bristles can maintain their appearance even after SquareEnd oe Wood f" 4VAD7 
repeated use. Rubbermaid® set is acid- and chemical-resistant and includes a cuted Block Vis iaaID Ki a | 
® lron Style oC Plastic 2) VAD S 
vinyl handle. Tough Guy® sets come with a metal handle. Nail Cleaning ATG Wood y TVAE1 
Broom Trim Sweep Item _Pointed Ends _ a __Wood 1 2PYV9 
Description HandleL_ L Face Brand No. aH 
ae Lidded 31" gt BT Tough Guy 59JM31 
Broom with Open Dustpan 28" o" 7%" Rubbermaid Commercial Products 59JM15 —_—_ — 
Broom with Open Dustpan ok 4" Tough Guy 59JM32 7 - = 


























































































































































\ “i i > — 
a No. 2KVF5 * 
No. Food-Grade Scrub Brushes 
aoe Feature poly block construction and FDA-approved nylon 
filaments designed to clean tanks, vessels, walls, and 
No. floors in food grade applications. 5" brush width; 1%4" trim 
3HUPS length. Use with Threaded Fiberglass Handle No. 2KVF8, 
sold separately. 60"L handle features durable honeycomb 
construction. 
Brush Item 
¢ ___ Description L No. 
_Scrub Brushes wr a ae 
_ Soft Th __2KVFS 
@ep) Medium Th 2KVF6 
Stiff. 7h 2KVF7 
7 No. 2KVF8 6O"LHandie ee 
Sweeping Compound _¥ Reme Thread _ = __2KVFB 
TOUGH GUY® 
Instantly attracts dust and dirt, holding dirt to the ground while area is being a 
swept. Keeps particles from rising into the air and diminishes the inhalation of lf Brace For 


harmful dust. Oil-based compound with grit contains sand which acts as an 
abrasive to loosen dirt and grime from work floors. For use in the construction 
industry, warehouses, boat yards, factories, garages, and more. 


ZEP® PROFESSIONAL 


soy-based, all-purpose, nonpetroleum formula captures dust and debris on hard 
floors. Made with renewable soy-based oils. 





Hardwood 
Block Brooms 


Steel brace wraps around handles 
and attaches to block with wood 
screws. Provides extra support for 

















Item Item handle and block to help increase 
___ Material Color No. Material Color No. Shown on Broom life of brush. For all handle sizes 
Tough Guy : ______Zep Professional cia ea (Not Included) ) | 
_ Gritted, Oil Based Green  24WJ58 _ Paraffin Oil Red S3HUPS ltem 
Gritted Oil Based, Sand Red _24\WJ59 L- W No. 
Gritless, Oil Based Red 24WJ57 12%" 61%" 1VAD2 — 
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ae 


No. 1ECL4 


7 Ww 





No. 1ECL5 


Mop and Broom Racks 


Feature spring-activated rubber cams mounted on 
plated 304 stainless steel retainers. Mop or broom 
is held in place by their own weight. Backplate L W Item 





No. 

constructed of 304 22-ga. steel with architectural 26" 4¥;' ECLA 

satin finish. Mounting screws included. 23/"D. 36" 4%" 1ECLS 
* 

Baseboard 

Brush 





Block is made from a solvent- 
resistant synthetic foam. Use 
with '6" threaded Acme tip 
handles, sold separately on 
page 1541. 





Overall Item 
L No. 
5Y," 1VAF2 


* 


Carpet/Upholstery 
Spot Brush 


Durable synthetic bristles are moisture- 
resistant. For use on stained carpet, 
upholstery, and floors. 


Overall Trim Item 
L L No. 
BY" 3" 1VAF1 


No. 
5PE64 






‘thant hens bor emer] Chere 


26" Ergo Toilet 
Bowl Brush 


Ergonomic System 

No. 5PE64 includes 
holder, 26" handle, and 
2 replaceable brush 
heads. Holder hangs 
on cart or stands freely. 
Extra-long handle 





No. 2XE26 


| 
no. 


1INXF7 


prevents bending and 
stooping. 
Handle Mfr. Item 
Description Material Model No. 
26" Ergo Toilet Bowl Brush System Plastic BBWHR 5PE64 
Replacement Brush Heads, Pkg. of 2 — BBRHR 2XE26 
Replacement Swab Heads, Pkg. of 2 — BSRHR 1NXF7 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Brushes 


Handles are sold separately on page 1541 and on Grainger.com® 


No. 
1VAE2 


¥ «ad 


od 
, 





Utility sa 
Brushes ~— No. 1VAE6 
WHITE NYLON BEIGE TAMPICO 


Retains fluids for liquid transfer to work surface. 
Chemical- and water-resistant handle will not 
warp or crack. 


Utility scrub brushes will not 
absorb odors or water. For 
high-temperature cleaning 





and hospital use. Overall Item 
Description L No. 
MAROON SYNTHETIC White Nylon 8" 1VAE2 
, ; White Nylon 20" 1VAE3 
Resist acid, alkali, and water. —\5,5on Synthetic By" 4VAEA 
For scrubbing cans, pots, Maroon Synthetic 20" 1VAE5 
and tubs. Beige Tampico 20" 1VAE6 
No. 1VAE7 
Brushes e 





Synthetic brush bristles are solvent 
resistant and will not rot or mildew. 
2.5" trim length. No. 1VAE7 uses a 
tapered handle. No. 1VAE8 uses a 
tapered or threaded handle. Handles 
sold separately on page 1541. 





No. 1VAE8 








Block Item 
Description Ww Material No. 
Standard Window Wash Brush 8" Polystyrene/Wood 1VAE7 
Round Window Wash Brush 4¥," Polystyrene 1VAE8 
) “ 
yy No. 1VAE9 | 4 Shown in both 
‘ use and wringing 
q positions 
=. No. 2U289 
Fe = 
—— 
Bowl Brushes/ 


Mops and Caddy 


20" White Tampico Bowl Brush— 
Handle features string hole. 2" trim 
length. 


Cone Bowl Mop—Self-wringing 
cone removes excess liquids. 
Leakproof cone is friction-fit to a 


21" Contoured Synthetic Bowl heavy-duty round handle. 


Brush—Long handle provides 
easy access to rim of toilet bowl. 
Nonscratching, acid- and alkali- 
resistant fill. 


Deluxe Toilet Bow! Mop—Offers 
easy cleanups. Acid-resistant polypro- 
pylene strands. 


Toilet Bowl Caddy—Friction-fit 
compartment snugly holds 32-0z. 
bottle. Hinged lid hides mop and 
contains corrosive fumes. Bottle and 
toilet mop not included. 


15" Correctional Bowl Brush—All- 
plastic brush will not rust or break. 
Flexible handle and heavy-duty bris- 
tles make it suitable for institutional 
and correctional applications. 


Handle Mfr. Item 

Description Material Model No. 
20" White Tampico Bowl Brush Plastic 3A349 3A349 
21" Contoured Synthetic Bowl Brush Wood 1VAE9 1VAE9 
15" Correctional Bow! Brush Plastic 1NFG8 1NFG8 
Cone Bowl Mop Plastic 280305 2U289 
Deluxe Toilet Bow! Mop Plastic 280300 2U288 
Toilet Bowl Caddy Plastic 280376 10G56 


1943 





JANITORIAL 
Brushes 


Scan. Order. Done. 
Details on page A1. 


on page 1541 and on Gi 
Floor/Deck 


Scrub Brushes 





q 
Roofing, Cement, 


and Masonry 


Brushes 


ROOFING 


Brushes will spread roof tars and 
coatings, plus apply cement. 


CEMENT FINISHING 


Use with newly poured cement 
to create a textured surface. Can 
also apply coatings on asphalt or 
concrete. 


MASONRY 

Apply cement and liquid waterproof- 
ing materials easily. Acid masonry 
brush works well with Kalsomine, 
acids, and water repellents. 









No. 
1A849 


eee 


No. 1YXC8 


No. 
1YXC5 


Description 
Roofing 
2"L White Tampico Fill, 7" Block 
2¥%'L White Tampico Fill, 7" Block 
White Tampico Fill, 6%" Block 
White Tampico Fill, 894" Block 
Polypropylene Fill, 7" Block 
Cement Finishing 
Polypropylene Fill, 24" Block 
Horsehair Fill, 24" Block 
Masonry 
Tampico Fill, 7" Block 
Tampico Fill, 6%" Block 
Solvent-Resistant 
Polypropylene Fill, 6" Block 
White Tampico Fill, 6%" Block 
White Tampico Fill, 7" Block 
Acid Brush White Tampico 
Fill, 8" Block 


Bench and Counter Dusters 


* 


Item 
No. 


2PYW3 
1YXC1 
1YXC3 
1YXC4 
1YXC2 


1YXC8 
1YXC9 


2PYW2 
2PYW1 
1YXC5 


3A340 
1YXC6 


1YXC7 


3U788 








EXTRA-FINE SWEEPING, HORSEHAIR 


Scratch-free performance. Deluxe hardwood 
block with black horsehair fill. Not recom- 
mended for wet or oily surfaces. 


SMOOTH SURFACE SWEEPING, 
HORSEHAIR 

Black bristles. For clearing light debris from 
counters and other surfaces. 


FINE SWEEPING, TAMPICO 


FINE SWEEPING, 
SYNTHETIC 


Flagged tips provide 

gentle sweeping in dry applica- 
tions. With green synthetic fill. 
MEDIUM SWEEPING, 
SYNTHETIC 

Acid- and alkali-resistant brush 
for wet or dry use. Foam block 











has black synthetic fill. 
Natural tampico bristles are heat-resistant. y 
Hardwood block resists most chemicals. 
Light to medium sweeping. 
Handle Brush Trim Item 
Description Material L L No. 
Extra-Fine Sweeping, Horsehair Wood g" 24" 1A849 
Smooth Surface Sweeping, Horsehair Wood 8 2 V4" 4KNA7 
Fine Sweeping, Tampico Wood 8 2 ye 1DU76 
Fine Sweeping, Synthetic Foam g" 20 3U788 
Medium Sweeping, Synthetic Foam g" 2 ¥2" 1NXZ9 
No. 2KVF3 
Item 
Tube, Pipe, Brush Dia. No. 
and Drain Tube and Pipe Brushes 
ia 2KVE4 
Brushes Te _2KV ES 
2 2KVE6 
White nylon tube brushes are made with filament oe ONES 
for food grade applications. Stainless steel stem rm OKVES 
and fittings are designed to be autoclaved. 41" 5" 2KVF1 
brush length; 7" overall length. e KG 


Brushes require 48"L Nylon Handle No. 2KVF4, sold 


separately. 
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48" Nylon Handle, Pkg. of 4 
= 2 


KVF4 


DUAL SURFACE 


Synthetic bristles for scrubbing floor and wall 
surfaces. Use with threaded tip handle, sold sepa- 
rately on page 1541. 


SWIVEL 


U-joint design is suitable for hard-to-reach detail 
cleaning. Use with threaded tip handle, sold sepa- 





rately on page 1541. 
a 
E DECK 
LFW, For general cleaning in either wet or dry applica- 
No. 1DU74 tions. Use with tapered tip or threaded handle, 
sold separately on page 1541. 
Bristle Brush Brush Item 
Description Color L W No. 

Dual Surface 
Brush w/Squeegee Blue 10 in 4in 1VAD3 
Brush Only Blue 10 in 4 in 1VAD4 
Swivel 
General Scrubbing Blue 8 in 3 % in 3U779 
Power Scrubbing Brown 8 in 3 Yin 3U780 
Deck 
Blue Polypropylene Fill Blue 10 in 4 in 4KNC6 
Crimped Yellow Polypropylene Fill Beige 10 in 1% in 3H382 
Crimped Yellow Polypropylene Fill Beige 12 in 2 %4 in 1DU74 
Brown Palmyra Fill Brown 10 in 1% in 3H381 
Brown Palmyra Fill Brown 10 in 2% in 4KNC1 
Brown Palmyra Fill Brown 12 in 2 %4 in 4KNA8 


Tygon Tubing Pipe 
No. 1YTC2 


fA 
| 
a 


Valve Outlet 
No. 1YTL3 






wx me Bent Valve 
Straight Valve - No. 1YRY9 Pe 
White xe a 
No. F8512 eesti” 
Tubing, Elbow, and Fitting Brushes 
TYGON TUBING PIPE STRAIGHT AND VALVE OUTLET 
Clean all types, sizes, BENT VALVE Stiff polyester bristles 


and lengths of tubing. 
Polyester bristles are 
twisted in flexible galva- 
nized wire to effectively 


Designed to clean 
straight pipes, elbows, 
tees, and valves. Feature 
stiff polyester bristles. 


provide effective clean- 
ing. 12-ga. galvanized 
wire looped handle. 


clean tubing. 
Brush Handle Overall > CHOOSE: Item 
L Brush Dia. L L Bristle Color No. 
Tygon Tubing Pipe with Loop Handle 
a ilk 24" White 1YTC2 
2" 19" 24" Yellow 1YTE1 
Stainless Steel Straight Valve Brushes with Wire Loop Handle 
a Ya 13° 18" F8512 
a Ya" gt 36" F8511 
5 37" ig 18" F8510 
5° 3" 31 36" F8509 
5" Y;" 13" 18" F8508 
5 Y;" Sik 36" Aine cerouni F8507 
a a uss 13 Green, Red, Tan, FS506 
‘ st sl White, Yellow F863 
5 ilk 13 18 F8422 
5. 1" on 36" F8478 
5 1%" 13° 18" F8446 
a 1%" 31" 36" F8445 
a 2 13° 18" F8444 
a 2 at 36" F8443 
Galvanized Wire Straight Valve Brushes with Plastic Handle 
7%" il Ay," 15° 1YRZ6 
7%" 1%" AY," 15° White 1YTA5 
7%" Z Ay," 15° 1YTB4 
Valve Outlet with Loop Handle 
ie 1%" (wey 15° White 1YTL3 
Bent Valve Brush 
7%," 1" AY," ey White 1YRY9 


1-800-GRAINGER (472-4643) 
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‘Handles are sold separately on page 1541 and on | Grainger. com® 


Medium-Duty Straight 





. OKLA LAK & MEA AE EK oe 
Pipe Brushes No. 1YTEG 
Brushes clean small tubing, lines, and openings. 
Bie No. 2RVD7 
Brush Handle Overall Ya" DIA. | ¥%" DIA. | YW" DIA. | %4" DIA. 1"DIA. | 1%"DIA. | 2" DIA. — Image represents 
L L L Item No. | Item No. | Item No. | Item No. | Item No. | Item No. | ItemNo. | Item No. ” handle and 
Galvanized Straight Pipe Brushes with White Polyester Bristles end of brush 
5 7' 2. _ 1YTE2 1YTE4 1YTE6 _ _ _ — 
D 13° 18" _ _ —_— 1YTE7 — — — — 
a 19" 24" _ _ _— 1YTE8 _ _ — — 
Galvanized Wire Curved Head Pipe Brush with Polypropylene Bristles 
15 — = = = — = = 
Stainless Steel Straight Valve Brushes with Wire Loop Handle 
a 13° 18" _ 2RVD7 2RVE2 2RVE6 2RVF1 2RVF5 2RVF9 2RVG4 
a 31" 36" _— 2RVD9 2RVE4 2RVE8 2RVF3 2RVF7 2RVG2 2RVG6 











No. 1VAH2 





Tube Fitting Brushes 








eal Stiff bristles f I cl /deb f Dia. Dia. Now 

q 7 tiff wire bristles for internal cleaning/deburring o la. ia. 0. 
Tile and Grout Detail Brushes * copper tube fittings; remove sharp edges. Also used a i aig 
No. 1VAF3 removes mold and mildew from most tile. Easy-to-clean as a light socket cleaning brush to improve electri- ¥' 7 1VAH4 


stiff nylon bristles resist most chemicals. High-density plastic foam 
block. Nos. 3CPG6 and 3CPH2 help remove stains from grouted tile. 
No. 3CPH2 can be used with or without a handle. Compatible with threaded 
handles, sold separately on page 1541. 


cal contact. Val 1 1VAH5 


Overall Trim Item 
Description L L Handle Color No. 
Tile and Grout Brush 8" 3/4" Blue 1VAF3 
Tile and Grout Brush g" il White 3CPG6 
Swivel Tile and Grout Brush 1 V2" 14" Blue 3CPH2 ¥* 





No. 2KE96 


* No. 1VAG9 Rory . 
Floor Drain Brushes 
x= Nonabsorbent plastic block and 





No. 1VAK6 synthetic fill Keep drains flowing 
7 freely. Use with 36" long threaded Brush Brush Item 
Radiator Brushes Handle _— Overall Trim Item handle No. 2KE98. | : d with th Description L Dia. No. 
_ | Material 1 L No. andle No. 98. Imprinted with the Polyoropylene wa 3" >KE9G 
Horsehair fill brushes for use in Plastic 94" 1" 1VAGO message: "USE FOR FLOOR DRAIN Polypropylene 594" 4' 2KE97 


small and difficult-to-reach spaces. Wood 24" 2%" 1VAK6 ONLY" in English and Spanish. 36'L White Plastic Handle 2KE98 






Flux Brushes * 


Black horsehair fill brushes 
with tin ferrule apply flux and 
other liquids. Economical and 
disposable. Pkg. of 24. 





* 





Spoke Brush 


No. 1VAH6 





Brush Brush Item Access areas with little clearance and into Overall Brush Brush Item 
on at Whig hard-to-reach corners. Medium stiff white ‘, ice " wai 
¥, 6%" 1VAH7 tampico bristles clean easily with soap and 
4 us IVAH8 water. 5" high-density wooden block. 


Handle Trim No.of Item Pkg. 











Bristle Material L L Rows No. _ Qty. 
Scratch / ¥ _ 201 Stainless Steel _8" Yo" 3x7 1VAG1 5 
304 Stainless Steel 13%" a 3X19 1VAF5 1 
Cleaning 304 Stainless Steel 10" 1 4x16 1VAF6 1 iss daaas 
304 Stainless Steel 10° 1%e 4x16 1VAF7 1 o. 
B hi 304 Stainless Steel 7" ~~» 3x7 AVAG2 5 No. TVAGS 
rusnes Brass By iwe~~«SS*S« A 
Brass 8" Ve 3X7  1VAG3 5 lets o 
Clean threads, files, Carbon Steel 1%" 1%" 4x17 1VAG8 1 bhi 
metal parts, and cast- Carbon Steel 13%" 3x19 IVAFB I ere iy 
inas: ide rust Carbon Steel 10" 1% 4x16 1VAF9 1 No. 1VAG4 
9s; Carbon Steel 10". 1%s 4x16 1VAG7 1 No. 1VAG2 
paint, scale, and solder. Carbon Steel 14” 1% 3x19 1VAG6 1 
Stainless steel wire Nylon Oy" Ye" AX 15 1VAG4 5 
Nylon 7 Ve 3x7 1WAGS ‘5 == io 
recommended to clean Stainless Steel 13%" 1%" 3x19 1VAF4 1 
aluminum and stainless Synthetic __ % —AVAK3 1 No. 1VAK2 
steel materials. Tampico 9% 2% = 1VAK2 = No. 1VAK3 
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Color-Coded Brushes 





Promote safe food handling BENCH BOTTLE AND 
practices and help minimize Remove powder and other residues. GALLON 
the risk of cross-contamination Polyester fill is 212". Wirewound 
Utility Scrub Brush between work zones using PIPE HOOK brushes feature smaller 
Blue color-coded brushes. Circular clean neplace brushesiare diameter handles and softer 
: ae ristles for cleaning contain- 
caer UTILITY SCRUB ideal for cleaning curved drains, scat iuaa ell soll 


ers with smaller openings. 
General-purpose, with a white tubes, pipes, and equipment. Polyester ee YTP3 and nly 


plastic block and 15%" polyester bristles are twisted into galvanized specially designed to easily 





fill. Steel wire. slip into bottle necks. 
Pipe Hook Brush HAND SCRUB WAND MULTIPURPOSE VALVE 
7 eas Ergonomic design with curved Radiator-style brushes feature along, AND FITTING 
Oo. . : 
back and flared, crimped bristles narrow shape to clean countertops, Medium stiff bristles provide 
to hold solutions and clean along __ refrigerator coils, conveyor belts, | aggressive cleaning, and 
4 edges and corners. Contoured and other hard-to-reach spots. Slip- rounded heads and ends 
plastic blocks are 21'W. Fill resistant, durable plastic handle will protect against scratching. 
is 13%". not crack or splinter. 
Brush Trim Overall > CHOOSE: Item 
Description L L L Color* No. 
Pr? Utility Scrub Brush, 17"L Long Handle 3 1%" 20" B, G, R, W, Y G8890 
Utility Scrub Brush, 5"L Short Handle 3! 1% 8" B, R, W, Y G8889 
Hand Scrub Brush, 6"L Block Handle 6" 13" 6" W 3NB61 
Bench Brushes, 5'L Short Handle 8" 2V2 1 B, G, R, W, Y G8891 
Pipe Hook Brushes, 4°L Short Handle 8" 2V;' 11%" BR, W,Y J6532 
Wand Brush — Wand Brushes, 15"L Long Handle Q" 2V4" 24" B, G, R, W, Y G8893 
Yellow Bottle Brush, 8"L Short Handle 4" il 12" W TYTN5 
: No. G8893_ _Boitle Brush, 91"L Short Handle By" 1% 16" W TYTP1 
Multipurpose Gallon Brush, 10/4'L Short Handle Bi" 21" 19" W 1YTP3 
Valve and Fitting Gallon Brush, 6"L Short Handle 22" 1: 28" W TYTP4 
No. 1YTJ1 * ; 6" 3y;" 16" W 1YTJ1 
Multipurpose Valve and Fitting Brushes, 10"L Short Handle 6" 3" 16" W 1YTJ6 


* B = blue, G= green, R= red, W = white, Y = yellow 


a Color-Coded Squeegees, Floor * 
Foam Squeegee Brushes, and Cleaning Supplies 














Hygiene Bench Red Protect against microbial cross-contamination by ANGLE BROOMS 
ch No. J6521 assigning specific colors to each potential area of Designed for extended use; ergonomic shape 
No. ses17 Com contamination. prevents uneven wear. 1''-dia., fiberglass 
* y ; Color-coded supplies allow certain colors for specific handle. Sanitary, unflagged polypropylene 
3 ma pial cleaning purposes. This system is easy to understand bristles. Self-locking Flex-Tip™. 12" sweep 
White and prevents cross-contamination for better sanitation. face; 5%" to 7" trim length. Overall length: 
No. J4751 SQUEEGEES 54", 
Floor Scrub Hygiene—1 -pc. design inhibits growth of bacteria by dais deena 
Brush eliminating openings for dirt to accumulate. Soft ther- Hygienic, nonabsorbent plastic block with 
Red moplastic elastomer blade contours easily to uneven angled synthetic bristles. Short, heavy-duty 
powese surfaces. Frame is designed to help prevent fluids from bristles up front help sweep heavier debris. 
= _-KL'IMMUCUTCTF:————wm  §plashing over squeegee frame. 12" squeegee includes Long, fine bristles in back sweep fine dust 
60"L Fiberglass Handle a 6%" handle. and can be used with sweeping compound. 
Yellow 2¥3" trim length. Block size: 24". 
No. J6523 Foam—For cleaning liquid spills from floor surfaces. 
10"L Scrub Double foam rubber blades conform to most surfaces, HANDLES . . 
Brush including tile and marble. Durable plastic frames will not: 1--dia. handles for use with a variety of 
ed rust or spark. bench and floor squeegees and brushes. 


Short 6%" polypropylene handles feature 
FLOOR SCRUB BRUSHES ACME threads and are ideal for use with 
Dual-angle plastic block and crimped polypropylene fila- —_ hench squeegees and brushes. 60"L fiber- 





Hand Held ' ment hold liquid for scrubbing at high and low angles. glass handles are self-locking. 
ee Pan her Threaded handle hole; order handle separately on page 
No. Ja745. «No. J4755 1541. 194" trim length. Overall length: 10". 
> CHOOSE: Item > CHOOSE: Item > CHOOSE: ltem 
Description Color* No. Description Color* No. Description Color* No. 
Hygiene Bench Squeegees Floor Sweeps Brushes 
12'L TPE Rubber B, W, Y J6517 24'L Synthetic B, G, R, W, Y J6531 10"L Scrub Polypropylene B, G, R, W, Y J4741 
Hygiene Floor Squeegees Handles - For Use With Brushes, Brooms, 20%'L Scrub Polypropylene B, G, R, W, Y J4747 
16"L TPE Rubber G, W, Y J6518 Squeegees, %" Acme Thread 12"L Bench Polypropylene B, G, R, W, Y J4742 
24'L TPE Rubber G, KR. ¥ J6519 51'L Fiberglass B, G, R, W, Y J4748 101342"L Wall Polypropylene B, G, R, W, Y J4750 
Foam Squeegees 59'L Fiberglass B, G, R, W, Y J4749 8%a'L Tank Polypropylene B, G, R, W, Y J4753 
18'L Double Blade B, G, R, W, Y J6520 51"L Aluminum B, G, R, W, Y J4751 Brooms 
24'L Double Blade B, G, R, W, Y J6521 59"L Aluminum B, G, R, W, Y J4752 7'%a'L Polypropylene B, G, R, W, Y J4744 
Floor Squeegees Extension Handles - For Use With Brushes, 24'L Polypropylene B, G, R, W, Y J4754 
22'L Double Blade Foam Rubber B,G,R,W,Y J4743 Brooms, Squeegees, %" Acme Thread Hand Held Dust Pans 
24'L Single Blade TPE Rubber B, G, R, W, Y J4746 60%e'L to 108%e'L Aluminum B, G, R, W, Y J4756 13°L x 11%'L W Polypropylene B, G, R, W, Y J4745 
Floor Scrub Brushes Handles for Bench Squeegees Pails 
10'L Polypropylene G, R, W, Y J6529 6%'L Plastic G, R, W, Y J6522 3 gal. Polypropylene B, G, R, W, Y J4755 
Angle Brooms Handles for Floor Brushes, Sweeps, and Squeegees 
54'L Plastic B, G, R, W, Y J6530 60'L Fiberglass B, G, R, W, Y J6523 
*B=blue, G=green, R=red, W=white, Y=yellow 
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Find the Wy. Find Solutions. Find Great Prices. Plastic Cleaning Tools 
Floor Squeegee 
Blue 
No. H8711 
Floor Squeegee 
Black er eone Dust Pan 
No. E7051 she Yellow 










No. H1612 No. E9612 
Plastic Pail 
Green 
UST Deck Scrub | No. F8439 
Orange ; 
No. J1712 Angle 


Broom Broom 






Detail Brush 





White Short-Handled Yell Black 
Peon UST Bench Brush Brush No. D9069 No. E44 53 
Pink sek ven 
No. J1709 No. H1610 Vikan.) 
Color-Coded Hygienic Cleaning Tools REMCO — 


FDA-compliant products are ideal for cleaning where hygiene and cross-contamination is a concern. Incorporating a color-coded system in your HACCP plan allows 
for identifying and mitigating potential food safety issues. 


> CHOOSE: Item > CHOOSE: Item 
Description Color* No. Description Color* No. 
Bench Squeegees Detail Brushes 
10"L Double Blade, Foam B, G, R, W, Y E7048 Polyester Fill, Stiff - 2" Trim L B, G, O, PL, R, W, Y H8699 
10"L Double Blade Ultra Hygiene B, G, R, W, Y H1605 Polyester Fill, Soft - 2%" Trim L B, G, O, P, PL, R, W, Y K2493 
10"L Single Blade, Rubber B, G, 0, P PL, R, W. ¥ H8708 Deck Scrub Brushes 
Squeegee Replacement Blades Deck Scrub, Stiff, 2% x 11" B, G, O, R, W, Y D9071 
16"L or 24"L Double Foam Blade BK, W J4182 Deck Scrub, Stiff, 3 x 85%a" B, G, R, W, Y K2492 
20"L Black Foam Rubber, Double Blade Hygiene Cassette BK 2RWL2 High-Low Brush, Medium, 5 x 10" B, BK,G,0,P,PL,R,W,Y  D9068 
20"L Double Rubber Ultra Blade B, G, R, W, Y E7781 Deck Brush, Soft/Split, 3 x 8" B, G, R, W, Y E4126 
20"L White Foam Rubber, Double Blade Hygiene Cassette W 31CG10 Deck Scrub, Stiff, 3 x 12" B, BK,G,0,P,PL,R,W,Y G3980 
24'L Double Rubber Ultra Blade B, BK,G,0,P,PL,R,W,Y 7782 Polyester Fill - 11%6" Trim L B, G, R, W, Y H1604 
28'L Double Blade Foam W 310G12 Ultra Safe Technology Brushes 
28'L Double Foam Blade BK 2RXC4 Stiff Polyester Hand Brush, 10" Overall L B, G, 0, P, PL, R, W, Y J1707 
Ceiling Squeegees Stiff Polyester Hand Brush, 151" Overall L B, G; 0, PPL, BR, WY J1708 
16'L Ceiling Squeegee B, G, R, W, Y G3981 Bench Brush, Soft Polyester 1¥%'W x 6%'L B, G, 0.2 PLR, W. Y J1709 
Floor Squeegees w/Fiberglass Handles Bench Brush, Medium Polyester 1%"W x 61"L B, G, O, P, PL, R, W, Y J1710 
20'L Double Blade Foam w/51'"L Handle B, G, R, W, Y D9057 Ultra Safe Technology Brooms 
20'L Double Blade Foam w/59"L Handle B, G, R, W, Y D9058 Stiff Polyester Fill, 1%" Trim L B, G, 0, P, PL, R, W, Y J1712 
20'L Single Blade w/51"L Handle B, G, R, W, Y H8712 Medium Polyester Fill, 2%" Trim L B,.@, 0, E PLR, WY J1711 
20'L Single Blade w/59"L Handle B, G, R, W, Y H8713 Soft Polyester Fill, 2%" Trim L B, G, O, P, PL, R, W, Y J1713 
24'L Double Blade Foam w/51'"L Handle B, BK, G, R, W, Y D9059 Brushes 
24'L Double Blade Foam w/59"L Handle B, G, PL; BR, W, ¥ D9061 Dish Brush, Soft, 1 x 101%" B. G, 0,\F BR: WY E4121 
24'L Single Blade w/51"L Handle B, G, R, W, Y H8714 Short-Handled Brush, Stiff, 2% x 10" B, BK,G,0,P,PL,R,W,Y 1610 
24'L Single Blade w/59"L Handle B, G, PL, R, W, Y H8715 Long-Handled Churn Brush, Stiff, 2 x 16" B, BK,G,0,P,PL,R,W,Y H1608 
28'L Double Blade Foam w/51"L Handle B, G, R, W, Y D9062 Hand and Nail Brush, Stiff, 1% x 457%" B, BK, G, O, PL, R, W, F8436 
28'L Double Blade Foam w/59"L Handle B, G, R, W, Y D9063 Scrub Brush, Stiff, 5 x 5 B, G, R, W, Y F8421 
Floor Squeegees w/Polypropylene Handles Hand Scrub Brush, Stiff/Flared, 3" x 8" B, BK,G,0,P,PL,R,W,Y  H1606 
20'L Single Blade Rubber Ultra Hygiene w/59"L Handle B, G, R, W, Y K2495 Hook Brush, 2% x 151" B, BK, G, O, R, W, Y J5779 
20'L Single Blade Rubber w/51"L Handle Bla, Ri, WY K2494 Bottle Brush, Stiff, 3% x 162%2" B, BK, G, R, W, J5777 
24'L Single Blade Rubber Ultra Hygiene w/59"L Handle —=B, BK,G,0,P,PL,R,W,Y K2497 Scrub Brush, Medium, 1 x 11" B, G, R, W, Y E4122 
24'L Single Blade Rubber w/51"L Handle B, BK,G,0,P,PL,R,W,Y  K2496 Short Handle, Medium, 1°%4 x 10%" B, G, R, W, Y K2484 
Floor Squeegees w/o Handles Short Handle, Medium, 10 x 2%" B, G, R, W, Y H1609 
16"L Double Blade Foam B, G, R, W, Y E7049 Long Handle, Medium, 2% x 1534" B, G, R, W, Y H1607 
20"L Double Blade Foam B, BK, G, P, R, W, Y E7050 Tube and Valve Brushes 
20'L Double Blade Ultra Hygiene B, G, R, W, Y E7779 Medium, 2% x 19%" B, BK,G,0,P,PL,R,W,Y 1579 
20'L Single Blade Ultra Hygiene B, G, R, W, Y H8710 Stiff, %4 x 20" B, BK,G,0,P,PL,R,W,Y 1581 
24'L Double Blade Foam B, BK, G, O, PL, R, W, Y E7051 Stiff, 1% x 20" B, BK,G,0,P,PL,R,W,Y 1582 
24'L Double Blade Ultra Hygiene B, BK,G,0,P,PL,R,W,Y £7780 Brooms 
24'L Single Blade Ultra Hygiene B, BK,G,0,P, PL,R, W,Y __H8711 Upright Broom Head, Medium, 2 x 11" B, BK, G, O, PL, R, W, Y D9069 
28'L Double Blade Foam B, G, R, W, Y F8430 Broom Head, Medium, 2 x 162%4" B, G, 0, P, PL, R, W, Y D9072 
28'L Double Blade Rubber B, G, R, W, Y J4671 Broom Head, Soft/Stiff, 2 x 24" B, BK, G, R, W, Y D9073 
28'L Single Blade Ultra Hygiene B, G, R, W, Y H8716 Angle-Cut Broom Head, Stiff, 112 x 9%" B, BK, G, O, R, W, Y E4153 
Hygienic Wall Brackets Angle-Cut Broom Head, Soft, 9 x 11%" B, BK, G, R, W, Y K2483 
9¥'L, 22-lb. Cap. BK, 0, Y E9634 Heavy-Duty Floor Broom, 3'L Soft, 11% x 91" B, G, R, W, Y E4154 
9%'L, 22-lb. capacity B, G, R, W E9634 Combo Floor Broom, Soft/Stiff, 16 x 2" B, BK, G, O, PL, R, W, Y E9580 
Includes 2 Hooks, 1 Grabbers, 8 Pins and 1 Double Pin B,BK,G,0,P,PL,R,W,Y  H1613 Heavy-Duty Floor Broom, Split/Soft, 2 x 16° B, G, R, W, Y E9582 
Includes 2 Hooks, 4 Grabbers, 14 Pins and 1 Double Pin B,BK,G,0,P,PL,R,W,Y  4H1612 Heavy-Duty Floor Broom, Stiff, 2 x 19" B, G, R, W, Y E9581 
Dust Pans Heavy-Duty Floor Broom Head, Soft, 2 x 19" B, BK, G, O, PL, R, W, Y H1571 
Hand Held Dust Pan B, BK,G,0,P,PL,R,W,Y £9612 site bt B, BK, G, GY, 0, P, 
Plastic Pails Lobby Broom with Lidded Dust Pan PLR. WY J5780 
1.5 Gal. Cap., Polypropylene B, BK, G,0,P, PL,R,W,Y  H8704 > CHOOSE: Item 
3 Gal. Cap., Polypropylene B,BK,G,0,P, PL,R,W,Y  F8439 Description Handle Color* No. 
5 Gal. Cap., Hygienic Polypropylene B, G, R, W, Y J5101 Handles 
Plastic Pail Lids Fiberglass, Threaded, 51°L B, BK, G, R, W, Y F8427 
For 5 Gal. Cap. Pails, Polypropylene B, G, R, W, Y K2488 Fiberglass, Threaded, 59°L B,BK,G,0,P,PL,R,W,Y  F8426 
> CHOOSE: Item Aluminum, 25%'L B, GR, WY G3983 
Description Color* No. Aluminum, 51°L B, BK, G, 0, P, PL, R, W, Y E9583 
Tank Brushes Aluminum, 59"L B, BK,G,0,P,PL,R,W,Y 8425 
Polypropylene Fill - 1%" Trim L B, G, R, W, Y H1599 Aluminum, 57 ¥2'L B, G, 0, PL: IK, W,¥ G3984 
Tank Brush, Stiff 5% x 8" B, BK,G,0,P,PL,R,W,Y  F8448 Extendable, 64 to 115"L B, BK, G, R, W, E4132 
Scrub Brushes Stainless Steel, 59¥%"L B, G, R, W, Y G3982 
Split Bristle/Flared Polyester Fill - 2" Trim L B, G, R, W, Y H1573 Polypropylene, 6¥2'L B, G, R, W, Y H1569 
Bench Brushes Polypropylene, 51°L B, BK, G; 0, P. PL, Re W, Y J0317 
Medium Polyester Bristle - 256" Trim L B, BK,G,0,P,PL,R,W,Y 6191 Polypropylene, 59°L B, BK,G,0,P,PL,R,W,Y _J0318 
Soft Polyester Bristle, 2%" Trim L B, BK,G,0,P,PL,R,W,Y 6192 Polypropylene, 67'L B, G, R, W, Y J0319 
* B = blue, BK = black, G = green, O = orange, P = pink, PL = purple, R = red, W = white, Pad Holders 
Y = yellow Handheld B, G, R, W, Y E9584 
Floor Model B,.G, 0, KR; WY E9585 
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No. 3CPE7 No. 


3CPF1 


Food Service Scrapers 


Scrapers are ideal for general mixing and stirring. Scrapers made of nylon 
(300°F) or flexible polyethylene (150°F) will sharpen and contour to a specific 
use. Smooth finish, with waterproof construction for easy cleanup. Use Paddle 
Scraper No. 1YTP7 for greater stirring and cleaning of large kettles. Stainless 
steel scraper is NSF Listed with chisel point blade and tapered side for improved 
scraping action. Threaded handle is fully sealed to eliminate bacteria and has 
plastic grip for comfort and heat resistance in high-temperature and high- 
viscosity applications. 


No. 1YTT3 





No. 1YTR7 


= hk 
qri0ot® SETA 





anil 





Item 

Description No. 
Polyethylene Paddle Scraper, 40" 1YTP7 
Stainless Steel Paddle Scraper, 60" 3CPE7 
4% x 7 V2" Nylon Paddle Scraper with 48" Stainless Steel Handle 3CPE9 
4% x 72" Nylon Paddle Scraper with 72" Stainless Steel Handle 3CPF1 
Replacement Blade for Nos. 3CPE9 and 3CPF1 3CPF3 


No. 2NTJ7 





Food Service Brushes 


Glass Washer—Glasses of almost any style can be cleaned thoroughly and 
safely with this brush. Heavy-duty polyester bristles with a densely filled dome 
top hold up to extreme use. Threaded white plastic stems help prevent chipped 
or broken glasses. Brush features a molded plastic base with positive suction for 
a tight grip in sinks and on countertops. 





Oven and Grill—Wire bushes and metal scrapers quickly and easily remove ~o ane 

heavy carbon deposits, rust, and burnt-on food buildup. * GRAINGER 
Note: Equipment must be turned off prior to brush use. Steel Wool Pads and Reels APPROVED 
Grill Cleaning System—Specifically designed to clean hot surfaces without Pads—General purpose carbon steel wool. Packaged in sleeves of 16 indi- 





clogging. No. 2NTJ7 must be used with grill pad and holder. No. 2NTJ6 cleans 


vidual pads. 
without scratching or lifting surface cure. : 


Reels—5-|b. carbon steel reels can be cut to size to meet the needs of 


Hot Beverage—Polyester fill brushes quickly and easily clean coffee decant- specific applications. Nos. 2KJN3 to 2KJN5 are stainless steel wool for wet or 
ers, makers, urns, creamers, and percolators. corrosive environments, or where environmental exposure would cause discol- 
Overall Item oration or degradation. Also for heavier-duty industrial applications. 
Description L No. 
Glass Washer Brush with Black Polyester Bristles PADS REELS 
Bottle Brush 8" 1YTR7 Item Item 
Oven and Grill Grade Application No. No. 
Broiler Brush with Carbon Steel Bristles 304," 1YTT3 Carbon Steel Wool 
Broiler Brush with Stainless Steel Bristles 301%" 1YTT4 Super Fine Buff Woodwork 2KJK6 2KJL4 
Pizza/BBQ Oven/Grill Brush with Carbon Steel Bristles 39" 1YTT6 Extra Fine Removes Paint From Wood 2KJK7 2KJL5 
Oven and Grill Brush with Scraper with Brass Wire Bristles g" 1YTU2 Very Fine Polish Soft Metals 2KJK8 2KJL6 
Oven/Grill Brush and Scraper with Brass Wire Bristles (Head Only) 81" 1YTT5 Fine Cleans Porcelain, Tile & Grout 2KJK9 2KJL7 
Oven/Grill Brush and Scraper with Brass Wire Bristles 42" 1YTT9 Medium Preps Wood For Paint 2KJL1 2KJL8 
Grill Cleaning System Medium Coarse Etches Metal 2KJL2 2KJL9 
Cleaning Brick, 5%4'L x 4"W, Pkg. of 20 _ 2NTJ8 Coarse Removes Lacquer & Shellac 2KJL3 2KJN1 
Scouring Pads, 5%'L x 4"W, Pkg. of 20 = 2NTJ7 Extra Coarse Removes Paint, Rust & Varnish _ 2KJN2 
Pad Holder, 6"L x 32"W = 2NTJ9 Stainless Steel Wool 
Cleaning Brick, 8"L x 4"W = 2NTJ6 Fine Light-Duty Wet Sanding — 2KJN3 
Hot Beverage Medium Coarse Etching In Wet — 2KJN4 
Coffee Maker Brush 16" 3CPF5 Extra Coarse Rough Wet Sanding — 2KJN5 
* { 
a 
Oe 
Erasing Pads ‘ 
Tough Guy® Mighty Sponge—Blue center layer 
provides better grip and longer life. Use on floors, Item Pkg. 


W No. Qty. 


L 
baseboards, wallpaper, tile, showers, and countertops. tough Guy® Mighty Sponge 





No. No. Scotch-Brite™ Easy Erasing Pad—ldeal for remov- Sane it fie E 2UY at d et 

a nee sila ing stains, marks, ink, and more. No chemicals or SK OT OGKH? 60 
sprays needed. Safe for indirect food contact areas. o%' 2%" «iG NEB8 4 
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JANITORIAL 
Scouring Pads & Sponges 





SCOURING PADS 
Nonabrasive—Cleans without scratching. 


Medium-Abrasive—For most daily 
cleaning jobs. 


Blue—Abrasive, open-weave pad cleans 
baked-on surfaces and crusted build-up on 
equipment. 


Green—Flexible, heavy-duty abrasive pad. 


White and Yellow—Yellow cellulose 
sponge backed with white, lightly abrasive 
scouring pad. 


Green and Yellow—Yellow cellulose 
sponge backed with medium-abrasive 
green scouring pad. Premoistened and 
individually wrapped. 


Blue and Yellow—Contour-cut sponge 
backed with blue antimicrobial scratchless 
scouring pad. 


Antimicrobial—Green pad with antimi- 
crobial treatment. 


PADS 


Nylon Soap—2 scrubbing surfaces 
and a foam center filled with concen- 
trated liquid detergent. 


Steel Wool—Steel wool is fully 
saturated with high-sudsing cleaning 
formula. 


SCRUBBERS 


Brass—Soft brass wire for use where 
scratching is an issue. 


Stainless Steel—Wideband 
construction for full-coverage 
cleaning. 


Plastic Mesh—Durable high- 
strength filament with overlap 
construction. For sensitive surfaces. 


MICROFIBER SCRUBBERS 


Blue—Sponge covered with microfi- 
ber for lint- and streak-free cleaning. 


Scouring Pads and Scrubbing Sponges 


SCOURING PADS 


Cleansing No. 98—For sensitive 
surfaces such as stainless steel, 
chrome, porcelain, and ceramic. 


General Purpose No. 96—Synthetic 
scouring pad. 


General Purpose Green No. 9650— 
Thicker hand-size version of scouring 
pad No. 96 eliminates cutting or folding 
of pad for a better grip. 


Heavy-Duty No. 86—For heavily 
baked-on foods. 


Pot 'n Pan No. 88—Synthetic material 
won't splinter or rust. 


Power Pad No. 2000—Scours 2 to 
4 times faster with 2 to 8 times less 
scratching than conventional scouring 
pads. Ideal for stainless steel. 


Cleaning Pad No. 9000—Cleans 
most types of surfaces, including porce- 
lain and nonstick cookware, without 
scratching. 


Purple Scour Pad No. 2020—Fast 
scouring and low scratching. 


Scour Pad No. 220—Heavy-duty, 
tough cleaning. 


Multipurpose No. 622—For no-scratch 
scouring. 


Dobie® All Purpose Pad 

No. 720—Hand-size, no-scratch pad 
constructed of mesh-wrapped urethane 
sponge. 


Grill Scrubber No. 7721—WMineral- 
coated to remove burnt-on food and 
grease. 


Natural Fiber—Made from 50% plant- 
based materials. One sponge does the 
work of 30 paper towels. 


SCRUBBING SPONGES 


Power Sponge No. 3000—Power Pad 
No. 2000 is combined with an antimicro- 
bial sponge. 


Scrub Sponge No. 74—Features 
No. 96 pad on one side for medium- 
abrasive scrubbing. 


Scrub Sponge No. 63—Light-duty 
cleaning without scratching. 


Sponge Cloth—Offers the absorbency 
of a sponge with the coverage of a wipe. 


Copper-Coated—Long-lasting copper 
edges cut through tough soil. 


D> 








PH oe be 


No. 2NTG8 — 
No. 2NTH9 


- a ae - 


No. 3RAK3 





Scouring Pads and Scrubbing Sponges 


Pkg. 
Qty. 


20 
20 
20 





No. 1EKB6 





No. 4HN92 





Fioor 
Scrubber 


No. 2JDC1 


Item 
Description L W No. 
Scouring Pads 
Nonabrasive 6" Q" 2NTG7 
Medium-Abrasive 6" Q" 2NTG8 
Blue 6" 3%" 2NTG9 
Green Q" 6" 2NTH1 
White and Yellow 6" 34" 2NTH2 
Green, Yellow 6" 32" 2NTH3 
Blue, Yellow 6" 398" 2NTJ2 
Antimicrobial 8%" 57," 2NTJ3 
Antimicrobial Commercial 87 57" 2NTJ4 
Pads 
Nylon Soap Pad on a 2NTJ5 
Steel Wool Soap Pad 3/6" 358" 2NTH7 
Scrubbers 
Brass Scrubber a <i 2NTH8 
Stainless Steel Scrubber 3 3 2NTH9I 
Plastic Mesh Scrubber 4" 4" 2NTJ1 
Microfiber Scrubbers 
Blue 5 oS 3RAK3 
Stainless Steel—Removes baked-on sory 
food from cooking equipment. ‘B 
FLOOR SCRUBBER 
No-Scratch Floor Scrubber No. 7722— 
Removes heel marks and wax buildup. 
Item Pkg. 
Description L W No. Qty. 
Scouring Pads 
Cleansing No. 98 6 in 9 in 4VZ82 60 
General Purpose No.96 _—iGin 9 in 2U643 20 
ueeee 6in Qin 24XL15 10 
a ee 4v%in 3in 10470 80 
Heavy-Duty No. 86 Yin 6 in 1C0J74 12 
Pot 'n Pan No. 88 5 in 3%in 4WC73 40 
Power Pad No. 2000 5 Yin 35%4in 4HN91 20 
Cleaning Pad No. 9000 4in 5%in 4HN85 40 
Se eea 4%in 3in  1EKB6 24 
Scouring Pad No. 220 6in 3%in 2JDB8 24 
Soe em Gin 3%in 403R56 10 
Dobie® Pad No. 720 4%in 2%in 2JDB1 24 
Scrubber No. 7721 6 in 4in 2JDB9 12 
Natural Fiber 6 in 4in 21XL10 3 
Scrubbing Sponges 
Power Sponge No. 3000 2%in 4'%in 4HN92 20 
Scrub Sponge No. 74 6in 38%in 2U642 20 
Scrub Sponge No. 63 6in 38%in 2U641 20 
Natural Fiber 4%in 2'Vein 21XL09 3 
Sponge Cloth 7¥%in 6%in 21XL11 2 
Copper-Coated 3in 1%in 21XL12 a 
Stainless Steel 3¥%in 3%in 21XL13 1 
Stainless Steel 3%in 3%in 53UD25 12 
Floor Scrubber 
No-Scratch Floor 6 in Ain 2JDC1 49 


Scrubber No. 7722 


Pumice Stones and Screens * 


Reusable blocks and pads remove deposits, soils, and 
stains from most hard surfaces without marring and 









without the need for harsh chemicals. Safe for skin ea 
and for use around food equipment. sia 
Item 12G796 
Description No. 

Grillmaster® Cleaner Stick, 534" x 1%" x 1%" 12G793 

Grillmaster® Cleaning Brick, 5%" x 254" x 25/4 12G794 

Pumie® Flexi-Scour Scouring Screen, 52" x 4" 12G795 

Pumie® Toilet Bowl Ring Remover 12G796 

with Handle, 5" x 1%" x 1%" 

Pumie® Cleaner Stick, 53/4" x 94" x 1%" 12G797 

Pool Blok® Cleaner Stick, 5%" x 1¥%2" x 12" 12G798 

Pool Blok® Pool Concrete/Tile Cleaner, Snaps 12G799 


into Standard Telescopic Poles, 6" x 1%" x 1%" No. 12G797 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Cellulose and Smoke x 
and Soot Sponges 


Cellulose—Durable sponges for quick 
clean-ups. Rinse easily for repeated use. 





Smoke and Soot—Specially designed for dry 
removal of smoke and soot damage. One sponge 
cleans up to 100 sq. ft. 









Item Pkg. 
Color L W No. Qty. 
Cellulose Sponges 
Pink 3%" 6" 2NTH4 2 
Yellow 43/6" 6" 2NTH5 1 
Yellow 46 7 V2" 2NTH6 1 No. 
Smoke and Soot Sponge 2RMZ8 
Tan a 6" 2RMZ8 1 


1949 


JANITORIAL 
Window Washers & Squeegees 


Scan. Order. Done. 
Details on page A1. 





[ai 


Description 
33-ft. Pole System 
50-ft. Pole System 


No. 
2RNA4 
~ 4 
No. 
3U436 
Description Size 
Window Washers 
TheOriginalStrip® 14" 
Squeegees 
Swivel Strip [T-Bar 14" 
Ergolec® I-Bar 10" 
Ergo lec® |-Bar 1a: 
Window Washers 
TheOriginalStrip® 18" 
Sprayer ona Belt 33 oz. 
BucketOnABelt™  — 
Replacement Sleeves 
Sleeve for 44" 
No. 5V350 
Sleeve for 48" 
No. 3U435 





STRAIGHT | CURVED 
BLADE | REFILL 


BLADE 
Item 
Size No. 
Neoprene 
le 1ZBZ3 
24" 1ZBZ4 
36" 1ZBZ5 
Nonmarking 
138° 1ZBZ8 
24" 1ZBZ9 
36" _ 
Foam 
1a 1ZCA1 
22. 1ZCA2 
24" 1ZCA3 
30" 1ZCA4 
No. 
1iNFG4 
No. 
1INFG5 
No. 
1NFF6 


1550 GRAINGER. 
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Curved Blade 
Squeegee No. 1ZB2Z1 


Item 
No. 


1ZBZ1 
1ZBZ2 


1ZBZ6 
1ZBZ7 


Qn Ponds he rer] Cheer, 


HiFlo™ nLite 
Waterfed Kits 


Professionally clean 
windows and facades. 
HiMod carbon master 
poles decrease weight 

and increase rigidity. Kits 
include pole system, radius 


— : ten brush, 65-ft. hose, spare 

ode 0. ' " 

NLKU6 >4HN73 water Jets, 8" gooseneck, 

NLKU3 21HN74 and carrying case. 
Window Oe... TRS 


Washers with Handle 


TheOriginalStrip®—Scrub windows and 
other flat surfaces prior to squeegeeing. 
Replacement sleeve is made of plush 
woven fabric. Include handle. 





Swivel Strip T-Bar—Swivels freely or 
can be locked into 7 positions. Sleeve not 
included. 


ErgoTec® T-Bar—1-bar handle with 
2-component, ergonomically designed 
grip. Water wells provide excellent water 
retention. Sleeve not included. 


Mfr. 
Model 


WC350 


SV390 
EH250 
EH450 


WC450 
SOABG 
BB010 


Item 
No. 


3U434 


2RNA2 
2RNAS 
2RNAS 


3U435 
2RNA/ 
2RNA4 


Sprayer on a Belt—Sprayer bottle hooks 
to belt to alleviate strain on back, arms, 
and wrist. Maneuverable trigger can even 
spray upside down. 33-o0z. bottle. 


BucketOnABelt™—Holds '/ qt. of clean- 
ing fluid, 2 squeegees, 1 strip washer, and 
1 scraper. 


i, 


— - 
EFL Straight and Curved 
sees Blade Rubber 

: Floor Squeegees 


1ZCAG 
1ZCA7 

Neoprene—Nonabrasive rubber for use with 
petroleum-based products. Black color. 


1ETZ7 
1ETZ8 

Nonmarking—Resists most vegetable and 
animal materials, oil, and fats. Gray color. 


1ETZ9 

1EUA1 
Foam—For use on uneven and smooth 
surfaces for quick drying results. Black color. 


1 EUA2 
* 


WS350 
WS450 


3U436 
3U437 





Institutional Floor 
Squeegees and Handle 


Squeegees—All-plastic head and 1-pc. 
molded frame feature a heavy-duty 3/4" 
neoprene blade. No. 1NFG5 incorporates a full-length 
scrub brush into the frame. Threaded compression holes 
attach squeegee head to standard, square-cut handles. 
Handle—Structural honeycomb ribs provide maximum 
strength and safety for correctional and intense use 
environments. Uses no metal parts and will not rust. 





Item 

Description No. 
21° Squeegee Head INFG4 
21° Squeegee Head with Scrub Brush INFG5 
96" Handle 1INFF6 










No. 
64XF86 


Floor Squeegees with Handle 


Durable blade and tough steel frame. Include 


Nonmarking, flexible rubber blade and 
a rugged metal frame for long life. 


Rubbonvad 





® 
Commercial Products 


Include a 60"L wood handle. 


a 60"L wood handle. 


No. 


59JM34 


(pee eee ena 








No. 








Blade Blade Blade Item 
Count W Shape No. 

Sinale 24" Straight 64XF86 

g 24" Curved  G64XF89 

22. Straight 64XF88 

Double 18° Straight 64XF90 
Blade Blade Blade Item 
Material W Shape No. 

18" Straight 59JM34 

Foam Rubber 99" Straight 59JM35 

Rubber 36" Straight 59JM46 

24" Straight 59JM36 

Neoprene 24" Curved 59JM37 

18" Straight 59JM47 


Disaster Cleanup Floor 
Squeegees with Handle 


Double-edged neoprene blade 
with heavy-duty bracing 
removes heavy liquids such as 
mud. Include a 66"L handle. 


Handheld Floor 
Squeegees 


Clamp-style frame has wing 
nuts and lock washers. 
Ideal for applying fluids and 


3PCA4 coating materials. 





Description 
Squeegees 


Stainless Steel 


Automobile 
Ergonomic 
Silicone 

Pro Stainless 
Steel 
GoldenClip® 
Brass 
Ergolec® 
Swivel Loc, 0° 
Straight Head 
Ergolec® 
Swivel Loc, 30° 
Angled Head 


VisaVersa® 


Refills 
Rubber for 
Tough Guy 
Squeegees 


Rubber 

for Unger 
Squeegees 
Synthetic Repl. 
Sleeve for 

Any 14" Unger 
Window T-Bar 
Microfiber 
Repl. Sleeve for 
Any 14" Unger 
Window T-Bar 


Blade 
W Brand 
12" Tough Guy 
18" Tough Guy 
8" Tough Guy 
10%" Tough Guy 
12" —_ Unger 
18" ~~ Unger 
12" Unger 
18" —_ Unger 
— Unger 
— Unger 
14". —_~ Unger 
18" ~~ Unger 
12" Tough Guy 
14" Tough Guy 
18" Tough Guy 
12" — Unger 
14" ~Unger 
18" ~~ Unger 
Unger 
— Unger 


* Channel sold separately. 


— 


Mfr. 
Model 


12976 
PR450 
GS300 
12979 


LS000 


LA000 


VP350 
VP450 


RT300 
RT350 
RT450 


MS350 


NS350 


Find even MORE on Grainger.com® 


Item 
No. 


1EUB4 
1EUB5 
1EUB9 


1EUC2 


3U424 
38HY08 
38HY04 

3U427 


2RMZ9 


2RNA1 


3U428 
3U429 


1EUB6 
1EUB7 
1EUB8 
3U430 
3U431 
3U432 


3RDH8 


3RDH9 






BLADE REFILL 
Item Item 
Size No. No. 
24" 3PYV3 3PYV4 
36" 3PCA3 3PYV2 
g 
Item 
Description Size No. 
Round Edge 8 3PCA4 
SquareEdge 8° 3PCA5 
Window 
» Squeegees 
TOUGH GUY® 


Stainless Steel—Use as hand- 
held or with standard taper-tip 

poles. Black rubber grip. Rubber 
blade and channel assembly are 
easily adjustable and removable. 


Automobile—Includes scrubbing 
sponge and black rubber blade. 


Ergonomic Silicone—Soft 
silicone blade conforms to most 
surfaces and will not scratch. 


UNGER® 


Pro Stainless Steel—Quick- 
release handle has ergonomic 
rubber grip. Include channel and 
soft rubber blade. 


GoldenClip® Brass—Adjustable 
screws hold clipped channel. 
Include handle, channel, and soft 
rubber blade. 


ErgoTec® Swivel Loc 
Squeegee—2-component handle 
features quick-release. Conform 
to irregularly shaped windows. 
Channel not included. 


VisaVersa®—Washer and 
squeegee in one is ideal for high 
window cleaning. Sleeve and 
rubber included. 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


* 


——a . —? 
No. 2CJP7 


Handles 


1.5° Taper Aluminum—Lightweight, 
yet strong enough for industrial appli- 
cations. Available knocked down. 


3.0° Taper Aluminum—Easy-use 
extension features Acme threads. 


Item 

Description No. 
1.5° Taper Tip 2CJP7 
3-Pc. 1.5° Taper Tip, Knocked Down 5DUVO 
3.0° Taper 2CJP8 












No. 2NDR1 
No. 3UP49 


No. 3UP50 


® Mfr. Item 
L Model No. 
Tough Guy Trigger Handle 
32" 13R142 —-13R142 
Creat beets he Sonar) Creare Unger Nifty Nabber® 
= Trigger Handle Grip 
Tri ror ir 24" NT060 —_—‘ 2NDRY1 
gge G abbe S 3294" NT080  2NDR2 
Ideal for picking up bottles, cans, and garbage 36" NT090__—s2NDR3 
outdoors, as well as retrieving out-of-reach SULTS H MT EL: 
: g Squeeze Handle Pro 
items. Durable steel construction with powerful 201" NN400  5DUU8 
claws and ergonomic grip. Trigger grip models oe. Teag Ae 
have a rotating head and magnetic tip. 96" ~ NN960__ SDUUS 
Nos. 3UP50 and 1VCE6: Sharp tool pierces Unger Trash Picker 
42" PPPPO — 3UP50 


paper debris and cans without bending. 
Durable, lightweight steel tubing with ergo- 
nomic nylon grip. 6%" 


Unger Trash Picker Replacement 
Pin for No. 3UP50 (10/Pkg.) 
15995 


1VCE6 





Creme Ponds be ree | Che greeny 


Fixi-Clamp® 


. Mfr. It 
Adjustable clamp tightly grips mops, Model No. 
brushes, sponges, rags, and chamois. FIXI0 3U451 


2-Section Extension Pole No. 3U442 


Qrentite Powte thor Semen Cheers 


Extension Poles and Adapters 


OptiLoc™ Telescopic—Strong anodized Cranked Joint Angle 
aluminum poles are ideal for high window Adapter—tolds a variety of 
cleaning, dusting, and light bulb changing. tools and snaps into all Unger 
Durable nylon locking collars lock and loosen telescopic poles. Adjusts 

in % turns. cleaning tools at any angle 


Tele-Plus™—5-section modular design offers UP t0 300° for hard-to-reach 


versatile, multiple-length use. applications. 
Mfr. Item 
Description L Model No. 
Telescoping Poles 
OptiLoc Telescopic, 2-Section 96" EZ250 3U442 
OptiLoc Telescopic, 3-Section 144" ED370 5SDUU6 
OptiLoc Telescopic, 2-Section 156" EZ400 3U443 
OptiLoc Telescopic, 3-Section 216" ED550 3U444 
Tele-Plus 5-Section 360" TF900 4GU49 
Adapter 
Cranked Joint Angle Adapter 114" CJA00 2RNA6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





JANITORIAL 
Handles, Grabbers & Scrapers 


Light-Duty 
No. 3U446 


b. 


Medium-Duty 
No. 5ZN24 





Heavy-Duty 
No. 2RMZ6 


Floor Scrapers 
Light-Duty Floor—48" lightweight aluminum handle with ergonomic grip and 
4" zinc alloy head. 

Medium-Duty Floor—Lightweight 60" aluminum handle with angled 6" zinc 
alloy head for industrial use. 

Heavy-Duty Floor—Removes heavy-duty adhesives, tile, and carpet from 
floors. 60" handle with ergonomic grip, and 8" angled zinc alloy head. 


Qrent e Pomt ew mer] Cherry 


Mfr. Item 

Description Model No. 
Light-Duty Scraper with 4" Blade LH12C 3U446 
4" Replacement Blades for No. 3U446 (100/Case) 14421 3U447 
Medium-Duty Scraper with 6" Blade MDSCO 5ZN24 
6" Replacement Blades for No. 5ZN24 (10/Pkg.) MDSBO oZN23 
Heavy-Duty Scraper with 8" Blade HDSSO 2RMZ6 
8" Replacement Blades for No. 2RMZ6 (10/Pkg.) 10993 2RMZ/ 





No. 
3U445 


Handheld Scrapers 


Use the blunt edge for delicate, 
uneven floor surfaces and the razor 
edge for scraping gum, paint, tape, 
and caked-on dirt off smooth, hard 
surfaces such as tile floors and 
windows. 





No. 2RMZ4 


No. 
IiNYH2 


Qretits Ponte tr reer) Cherny 


Pro Trim 10—Fits in your hand or pocket. 
Textured surface and nonslip material 

for cold and wet conditions. Integrated 
blade guard locks open or closed for safe 
storage. Has two sharp edges. 


ErgoTec® Safety—Locking mechanism 
prevents blade from sliding out while 
working. Features a single-edge blade. 


ErgoTec® Scraper—Ergonomic 
nylon grip and 4" handle. 


The Brute—Effective for multiple = Mfr. Item 
surfaces, and features an ergo- Description Model ___No- 
agate * Handheld Scrapers 

nomic grip. Reversible 4" blade and =~ Ergotec® Scraper SHOOC 3U445 

12" handle. The Brute SH25C ——- 2RMZ3 
MaxiScraper STMAX — 1INYH2 

MaxiScraper —Lightweight yet Pro Tri a0 TX100 _1NYH3 

durable with ergonomic rubber Ergo lece Salety SR040__2RIMZ4 

Replacement Blades 

nonslip comfort grip. Change blades “Replacement for Spuigl. SHMBR 

with the push of a button. Safety He ove (oOPa.) 

cover snaps securely over blade. No. INVH3 (10/Pkg,) TR100  SDUVI 


Bulb Changers 


= For standard, flood, and CFL bulbs 
= Pole sold separately 
Light Bulb Changer—Six steel fingers securely 
grip most bulbs. % of steel finger is rubber-coated. 
Flood Bulb Changer—Six plastic suction cups 
adhere tightly to smooth recessed flood lights, 
round, beveled, and flat bulbs, and bulbs 300 watts 
or larger. Fully insulated. 

», Broken Bulb Remover—lincludes a clear plastic 
; dish to catch broken glass. Fully insulated. 


Qe ont ee mer) Ones 





3UP47 





Mfr. Item 

No. Description Model No. 
3UP45 Light Bulb Changer BS010 3UP46 
Flood Bulb Changer FSO00 3UP47 
Broken Bulb Remover BEBEO 3UP45 





Scan. Order. Done. |= 
Details on page A1. 


JANITORIAL 
Cigarette Receptacles & Ashtrays 












































> 
Silver Tan “5 Black Black Yellow Tan Black 
No. K2498 No. DO201 No. D0199 No. D0284 No. D0O286 No. DO0289 No. DO202 
= 
' 
= = e Rubbermaid | EAGLE 
ti Free-Standing Cigarette Receptacles @JUSTRITE Sees 
Charcoal Base No.of Opening > CHOOSE: Item 
No. K2499 malt H w Dia. Openings Size Material Color Brand No. 
igarette Receptacles 
Yagal. 41" 14%" 14%" 1 147%" Steel Black, Silver Tough Guy  K2498 * 
1 gal. 30" 1 11" 2 1%" Polyethylene Black, Green, Pewter, Tan, Terra Cotta Justrite D0291 T 
Tgal. 39%" 12%" 12%! 2 Ye Galvanized Steel, Plastic Brown, Tan Rubbermaid D0201 fT 
1gal. 38%" 14° 13" 2 : Galvanized Steel, Plastic, Steel Black, Sandstone Rubbermaid D0199 tT 
Ygal. 37%" 154%" 15%!" 2 4" Plastic Brown, Gray, Tan Eagle DO288 T+ 
M%gal. 39%" 15%" 15%!" 1 360 Degrees Aluminum, Stainless Steel Silver Rubbermaid 1LWT4 Tf 
TYgal. 42¥" 16%" 16%" 3 vs Stainless Steel Back oer Hubbermalc ne } 
2Qal. 35" IT 1" 2 4" ; ellow, Tan agle 
2% gal. 34 11% 1% 2 18 Galvanized Steel Red Justrite  3RYZ3 + 
Agal. 434%" 17%" 17%" 2 y4" Plastic Black, Brown, Gray, Tan Eagle D0289 tT 
4gal. 38%" 16%" 16%! 2 1¥;" Polvathviene Black, Green, Pewter, Tan, Terra Cotta Justrite DO292 + 
4gal. 38" 12) 12" 1 ST yey Black, Gray, Tan : Justi : DG293 1 
4gal. 39" 13" 13° 4 3) xX 19%! ; ; ac ubbermai 
4 gal. 39" 13" 13" 4 ax tyr Aluminum, Stainless Steel Pewter, Brown Rubbermaid D0202 + 
4% gal. 39" 16" 16" 1 14%" Steel Charcoal, Black Tough Guy K2499 
Black 4% gal. 39" 16° 16" dl 14%" Charcoal, Black Tough Guy K2500 + 
No. D0203 ogal. 40" 12 Iz Z a Galvanized Steel Yellow, Tan Eagle D0287 { 
5 gal. 38-11%" 11%" 2 1%" Stainless Steel Red Justrite 3RYZ4 T{ 
6% gal. 41%" ~~ 15' 15%" 3 360 Degrees Aluminum, Stainless Steel Black, Aged Bronze, Antique Pewter Rubbermaid D0203 { 
Weight Ring for D0201 
_— ig 2 = — Coated Steel Black Rubbermaid 3NB44 
* Include liner and key. f FM approved. ¢ Include lock, cable and in-ground anchor. 
* 
No. - Rubbermaid| <> No Butts Bin Co. 
uwts Wall-Mount Cigarette Receptacles —y 
Base ___ No. of Opening Item 
Cap. H W Dia. Openings Size Material Color Brand No. 
_ a 8 — _— Coated Steel Silver Tough Guy 1ECK8 
Yagal. 10" 2%!" 6" 1 a Metal Gray Tough Guy 110824 
Yagal. 12%" 3%" 9%! 4 4" Stainless Steel Silver Tough Guy 12V180 ~* 
Yagal. 18" 11%" 12%! 1 360 Degrees Aluminum, Stainless Steel Silver Rubbermaid 1LWT5 
Yegal. 18" 10° 10" 16 1" Stainless Steel Silver No Butts BinCo. 6UGC9 ~ 
Yegal. 18" — 10° 10" 16 i Steel Green No Butts BinCo. 6UGDO ~ 
Yogal. 18" 10° 10° 16 1" Black No Butts BinCo. 6UGD1 ~ 
Yagal. 14° 2%" 7%!" 1 6" Metal Gray Tough Guy 110825 
TY%gal. 12%" 10° — 10° 2 Ne Galvanized Steel Black Rubbermaid 5LY31 + 
1% gal. 12%" 10" 10" 2 = Stainless Steel Silver Rubbermaid QJARO + 
* Include liner and key. ¢ FM approved. ¢ Include liner, lock, (2) recessed Stainless Steel extinguishing screens, 
mounting hardware and (2) keys. 
* 
Round Trash Cans with Ashtray ee 
Width/ > CHOOSE: Item 
Top Type Cap. H Diameter Material Color Brand No. 
3% gal. 19%!" 12%" Plastic Black Rubbermaid 3VNR1 
Flat with Side Opening 12 gal. 20° 15 Stainless Steel Gray Rubbermaid 8UYJ7 
12gal. 28%" 15. Steel Silver Tough Guy 4PGG8 
Dome with Push Door 25gal. 42%" 18" Plastic Tan, Brown Rubbermaid D0198 
* 
Stainless Steel Ashtrays rere 
Base 
Description Cap. H W Dia. Color Brand ‘ 
Floor Model with Removable Sand Top 1% gal. 20" 10° 10" Black Tough Guy _—_48L067 
Floor Model with Removable Chrome Top 2gal. 19%" 11%" 11%! Black Rubbermaid 3U938 
Floor Model with Removable Flip Top 13% gal. 20" 10° 10" Black Tough Guy 48L066 
Pedestal with Removable rip Top 1% gal. 22" 10° 8" Chrome ToughGuy 48L068 





No. 48L067 No. 3U938 No. 48LO066 No.48LO68 _ 4nd Stainless Steel Blades 


Cigarette Receptacle Drums and Lids © JUSTRITE’ 


Lid Only 


No. 4T217 
and 


1552 GRAINGER. 


ITT 





Black 
No. E3932 





Drum Only 
Drum Onl 
Drums with Lid 
Drums with Lid 


* FM approved, UL Listed. 


Description 


90 gal. 
AY gal. 
6 gal. 


Cap. H W 
30 gal. 29" 


34%" 
14%" 
Wes 


19%" 
341%" 
14%" 
12%! 


Base 
Material 
Steel 


Dia. 
19%" 
23/4" Steel 
12%" Steel 
12%" Aluminum, Steel 


> CHOOSE: 
Color 
Gray 


Black, Gray, White 
Black, Gray, White 


LID ONLY 
Item Item 
No. No. 
1BW41 
51262 ~* 
E3930 ~* 
E3932 * 


1BW40 
41217 


Drum Only 7 
No. 5T262 y i Gray 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


JANITORIAL 
Decorative Outdoor Trash Cans 





Ashtray/Dome Top | 
No. 4TJ50 | 


BUBPe Cc 


Commercial Producti ts 


Plaza" Series 
Outdoor Trash Cans 


Fully covered top and spring-loaded doors hide 
waste, reduce odors, and keep out pests and 
rodents. Slide-out bag holder supports bag and 
keeps it open allowing workers to change bags 
without bending. A compatible rigid liner can 
be used in place of the bag holder to make this 
plastic container FM approved. 





> CHOOSE: ltem 


Width/ 
Top Type Cap. H _ Diameter D Color No. 

Plaza® Jr. 

Dome with Push Door 35 aal 44" 20%" 20%" Beige, Black, Green D0243 
pehitray Dome with Push Door oa At 20%" 21%" Black 5MU52 

aza 

Dome with Push Door 50 aal 42" 254" 24%" Beige, Black, Green DO245 

Ashtray/Dome with Push Door gasp" 20%" 24%" Beige 4TJ50 


Canopy Top Trash Can 
Black 
No. D0237 
With Optional Weighted Base 
Black 
No. D0241 


Ranger® Series 
Outdoor Trash Cans 


Weather-resistant trash cans are suitable for 
collecting waste in areas exposed to rain, 
snow, and extreme temperatures. Hinged lid 
provides access to trash bag and hinged doors 
hide contents. Use in high-traffic areas such as 
parks, food courts, and stadiums. 


Rubbermaid 


Commercial Produ cts 








Width/ > CHOOSE: Item 
Top Type Cap. H Diameter D Color No. 
Trash Cans 
Dome with 2 Push Doors 35 gal. 41" 2142" 21%" Beige, Black D0235 
Dome with 2 Push Doors 45 gal. 41%" 24%" 2454" Beige, Black DO0236 
Canopy 45 gal. 41%" 24 5/4" 2454" Beige, Black  DO0237 
Canopy 65 gal. 49 V4" 2434" 2434" Black 2FTF5 
Dome with Push Door 65 gal. 494" 24%" 244" Beige, Black DO0238 
Accessory 
Weighted Base 45 to 65 gal. 6" 24" 24%" Beige, Black DO241 
* 
Streetscape 


Outdoor Trash Cans 


Heavy-duty steel slats around the 
outside with an integrated leakproof 





liner for collecting waste. All tops help Green Black 
funnel trash toward the opening. neo: eGa09 mon eeneoe 
Width/ > CHOOSE: ltem 
Top Type Cap. H Diameter Color No. 
Funnel 35 gal. 33" 26" Black, Brown J6407 
Canopy 35 gal. 42" 26" Black, Brown, Green J6409 
Flat with Top Opening 45 gal. oYal 23. Black 22N330 


“0 «tne Py An 


Wew) , afer 
La 4 
ay ‘ 


SL ha) 





Commercial Produ aS 
Black 


Street Basket Series a. bozos PB 
Outdoor Trash Cans i HS 


Steel mesh sides resist rust and corrosion for collecting 
waste in harsh weather. The open top is accessible to pass- 
ersby, making these trash cans a good choice for parks, city 
streets, and other high-traffic areas. The perforated bottom 
allows rain and other liquids to drain. 


u“ 
‘ ii i 


> CHOOSE: Item 
Top Type Cap. H Width/Diameter Color No. 
Open 45 gal. 33" 24" Black, Gray D0205 


Sign in to Grainger.com® to see YOUR Pricing and MORE 











Classic Series 
Outdoor Trash Cans Ga 


Steel trash cans with perforated sides provide a No. 
professional appearance. They include a leakproof 2kDu3 , 
rigid liner to contain liquids and an open-top lid 
that hides the trash bag from sight. They are used 
in parks, at building entrances, and in parking 
garages for convenient trash disposal. 


Rubbermaid. 





STAINLESS 
Specific BLACK SILVER STEEL 
Width/ Container Item Item Item 
Top Type Cap. H Diameter Material No. No. No. 
Flat with Top Opening 25 gal. 351%" 18" Steel 2KDJ7 | 2KDJ5 — 
Flat with Top Opening 51 gal. 3512" 24" Steel 2KDJ8 | 2KDJ6 — 
Flat with Top Opening 25 gal. 351%" 18" _ Stainless Steel) — — 2KDJ3 
Flat with Top Opening 51 gal. 3512" 24" __ Stainless Steel) — — 2KDJ4 


Aspen Series 
Outdoor Trash Cans 


Decorative stone panels provide a finished appear- 
ance when collecting waste in outdoor areas, such 
as building entrances, parking garages, and store- 
fronts. Powder-coat finish is UV-resistant to resist 
fading and damage caused by exposure to chang- 
ing weather. Fire-resistant cans include leakproof, 
rigid plastic liners. Use with a trash bag to keep 
cans clean and ease trash pickup. 

Width/ Item 


Rubbermaid 





® 
Commercial Products 





Top Type Cap. H Diameter D_ Color No. 
Canopy 38gal. 40" 26" 26" Brown 3THU6 3THUG 
Canopy 45gal. 40" 26" 26' Brown 3THV5 


Round Steel Mesh * 
Outdoor Trash Cans 


Made of rust-resistant steel to collect waste in harsh 
conditions, including wind, rain, and snow. They provide 
a professional appearance in parks, office parks, store- yo, 





fronts, and outdoor walkways. 13P564 
Width/ Item 
Top Type Cap. H Diameter Color No. 
Flat with Top Opening 33 gal. 32" 18%" Black 5UJC2 
Dome 34 gal. 44" 18" Black 13P564 
Dome 40 gal. 39" 24" Black 13P565 


Hubbers 





Commercial Produ “5 


Americana Series Metal 
Outdoor Trash Cans 


Open top provides hands-free disposal. Powder-coated 
steel maintains its appearance when exposed to 
weather and sunlight. Cans are heavy to help prevent 
theft and keep cans in place during harsh weather 
conditions. Adjustable legs allow cans to be placed on 
uneven surfaces. 






Width/ CHOOSE: Item 


Top Type Cap. H Diameter Color No. No. 2GWJ6 
Flat with Top Opening 36 gal. 32%" 29" Bronze  2GWJ6 
Flat with Top Opening 36 gal. 32%" 29" Black 9HT32 


Funnel Top Frame 
(Stone Panels Sold Separately) 
No. 5M841 


Rubbermaid 


Commercial Products 


Landmark Series® Outdoor 
Trash Can Frames and Panels 


Plastic frames have open sides and a leakproof rigid 

liner. Add decorative rock panels to suit the application or 
environment. All four sides are open for tossing trash. Use 
with a trash bag to help keep liners clean and ease trash 
collection. Bolt-down base prevents tipping or moving. 
Rugged construction withstands exposure to weather. 





FRAMES | PANELS 

Width/ Item Item 

Top Type Cap. H Diameter D Color No. No. 
Canopy 90 gal. 461%" 26" 26" Sable oW767 5W768 
Ashtray/Canopy 35 gal. 40" 26" 26" Sable 5M833 5M856 
Ashtray/Canopy 0 gal. 461% 26" 26° Sable 5M843 5W768 
Funnel 35 gal. 301" 26' 26" Sable oM841 oM856 





JANITORIAL 
Outdoor Trash Cans/Pet Waste Stations, Metal Trash Cans & Wastebaskets 


Scan. Order. Done. 
Details on page A1. = 





Canopy Top w/ 
Push Doors 
Red 
No. D0O246 


Glutton® Series Square Plastic 
Outdoor Trash Cans and Tops 


Hold more trash than round cans with a similar footprint. 
Heavy-duty plastic resists fading, cracking, and denting, 
and are lighter and more dent-resistant than metal cans 
making them easier to move. Collect and contain waste 
with or without trash bags. Cans and tops sold separately. 








Width/ CHOOSE: Item 
Description H Diameter D Color No. 
Glutton® Open Top Trash i i 1 Brown, 
Cans, 56-gal. Cap. BM 25% 22% White D0248 


Glutton® Canopy Tops w/Push 44: i 
utton® Canopy Tops w/o i ; ite 
Doors, For Use withbo24g /2 = =28 = — Brown, Red DO247 cag 


DOGIPOT® DOGI@»POT 
Pet Waste Stations th 


Place in common areas where people exercise their pets, and 
dog training areas for convenient access to a trash receptacle 
and pet waste bags. No. 3VLL5 Pet Station includes pet sign, roll 
bag dispenser, telescopic mounting post, and pet waste container 
for use with No. 8XD05. Nos. 9LDM5, 8NKC5, and 8ZCE8 roll 
bags are also available. No. 3VLN8 container holds No. 8XD05 

roll bags. No. 36MX74 is a versatile aluminum header pack bag 
dispenser for use with No. 36MX75. 





Item = Pkg. 
Description Cap. W L H No. Oty. 
Station 
Pet Waste Station 10 gal. 14" 11%" 78" 3VLL5 1 
Pet Waste Container 10 gal. — — 23' —_— 3VLN8 1 
Pet Waste Bag Dispenser 48 0z. 9'%2" 154%" 15%" 36MX74 1 
Bags 
200 Bags per Roll 8 OZ. 3 13. 13" =9LDM5 10 
200 Bags per Roll 8 0Z. 3 13" 13" 8NKC5 =. 20 
200 Bags per Roll 8 OZ. 3 IZ 13" 8ZCE8 — 30 
Header - 100 Bags per Pack 8 oz. 3 13" 13" 386MX75_—20 
Interleat- 50 Bags per Roll 15gal. 27%" 29" 29" —*8XD05 1 No. 3VLL5 
Siar 
°°] CrownProducts, 1 OS Sy paras 


Poopy Pouch Pet Waste Station 


Pet waste stations combine a bag dispenser and trash can for 
placement in common areas where people exercise their pets. 
Weather-resistant station includes 8-ft. steel channel post, 10-gal. 
steel waste receptacle with hinged steel lid and bag retainer bands, 
steel bag dispenser with security lock, 800 leakproof waste bags 
(4 boxes of 200 bags each), and a 12" x 18" steel sign ("Please 
Clean Up After Your Dog"). Use with replacement bags No. 19XZ86. 
Item Pkg. 


Description Cap. W L 4H No. Qty. 
Station 
Pet Waste Station with Channel Post 10 gal. 12%" 12%" 96" 19XZ87 1 
Bags 
Lemon Scented, 400 Bags per Roll Yagal. 7" 15° 15° 4ACD2 6 
Unscented, 200 Unscented, 200 Bags per Roll __“Agal._8° _— 13 198X286 10 = per Roll Ygal. 8' — _ 13" 19XZ86 10 


qr * 
Round — Trash Gans 


Metal provides a finished appearance and resists odors 
and staining. Cans are rust-resistant, won't crack in cold 
weather, and won't be chewed by pests or rodents. 








Width/ Item 
Top Type Cap. Diameter 4H Brand No. 
Aluminum No. 2KDP7 
21 gal. 18" 32° Rubbermaid 2KDP7 
Flat with Top Opening 30 gal. 20)" 34%" Rubbermaid 43WY88 
oo gal. 24" 35° Rubbermaid 2KDP8 
Swing 16 gal. 1a oat Glaro 34AW90 
Galvanized Steel 
Oven 20 gal. 18" 23%" ~ToughGuy 2PYX5 
p 3igal. 21" 2/' Tough Guy 2PYW6 
Stainless Steel 
Flat with Top Opening 18 gal. 15° 28' _ToughGuy  48L069 
Dome 18 gal. 15° 31" Tough Guy _48L070 
staal Funnel 33 gal. 19%" 32" ToughGuy 48L071 = 
tee - 
Flat with Top Opening 15 gal. 10° 27% ToughGuy  4PGG9 No. 2PYX5 


1554 GRAINGER. 


ITT 














Find even MORE on Grainger.com® 


e{le)el-\aaar-lie| 


@ JUSTRITE’ 


Fire-Resistant 
Metal Trash Cans 


Use indoors and outdoors to collect waste 
in office buildings, parking garages, walk- 
ways, and other high-traffic areas. Metal 


c) 
Commercial Products 








doesn't absorb odors, resists fire and pumone 
: : No. D2123 
corrosion, and will not warp when used 
in hot or sunny locations or crack in cold 
weather. Open-top design fits under a desk No. 4PGH1 
or table or against a wall to save space. 
Container Width/ > CHOOSE: Item 
Shape Top Type Cap. Diameter H Color Brand No. 
Aluminum 
; Round Flat with Top Opening 35 gal. 18° 32" Silver Rubbermaid 4HGR8 
teel 
Rectangular Open 24 gal. 21" 30" Almond, Black Rubbermaid D2123 
Round Funnel 12 gal. 15" 295" Red/Gray Justrite 3VLD4 
Round Funnel 15 gal. 15" 25%" Black, Gray, White _Justrite E/284 
Round Flat with Top Opening 35 gal. 17%" = 32%!" Silver Tough Guy 4PGH1 
Round Metal ~* 


Mesh design allows air flow in tight indoor locations. 
Durable metal construction with professional looking 
enamel finish resists odors and staining. 





Width/ Item 
Top Type Lap. H Diameter _Color No. 
Open 7 gal. 14%" 13%" Gray 11815 
Open 7 gal. 14%" 13%" Brown 110816 : 
Open 7 gal. 14," 13" Black 110817 
Open tt¥qal. 17" 15’ Gray 110818 poe saee ae 
Open 11% gal. 17' 15. Brown 110819 
* 
Square Metal No. ; 
Trash Cans =, ; 


Higher capacity than round cans that use the same 
amount of floor space, these square trash cans can be 
placed in a corner or flush against a wall. Multiple cans 
can be placed adjacent to each other without a gap. 
Include leakproof rigid plastic liner. 





BLACK | BLUE | GREEN RED 
Width/ Item Item Item Item 
Top Type Cap. H Diameter OD No. No. No. No. 
Flat with Top Opening 24 gal. 30" 15%" 15%" | SUJD1 | 5UJD4 | SUJD2 | 5UJD3 


Flat with Top Opening 36 gal. 35%" 18%" = 18¥2" | 22N320 | 22N323 | 22N321 | 22N322 


Rectangular Metal * 22N203 
Trash Cans 


Taller with a larger capacity than wastebaskets. The 
flat sides allow them to be placed flush with the 
wall, making them a good choice for small spaces or 
high-traffic areas where waste is collected. Metal is 
rust-resistant and does not absorb odors. 


1THASH 





BLACK | BLUE | GREEN RED 
Width/ Item Item Item Item 
Top Type Cap. H Diameter ‘. No. No. No. No. 
Flat with —Flat with Top Opening _1/ gal._35/e _18/4"_19_| 22N299_|_22N303_|22N301_| 22N802_ Opening 1/gal. 354%" 18%! 22N299 | 22N303 | 22N301 | 22N302 


Lightweight =F 
Steel Mesh Metal Nos 
u ermai 7 
Wastebaskets —— 
Smaller capacity trash receptacles for indoor use 
against a wall or under a desk. Mesh sides provide 
air flow. No-snag, curled rim protects clothing and 
the vinyl base ring protects floors. Steel construc- No. 
tion is durable and resists odors and staining. 1LYL9 
BLACK | SILVER 








Container Top Width/ Item Item 
Shape Type Cap. H Diameter D No. No. 

Rectangular Open 7 gal. 16° BY" 16" | 1LYL7 — 
Round Open dSgal. 14° 11%" — | 1LYL8 | 1LYL9 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


JANITORIAL 
Wastebaskets, Trash Cans & Lids 








Black 
No. D2119 


Beige 
No. D2117 


Gray 
No. F9111 se 


BARR eos | 


Commercial Produ os 





Fire-Resistant Wastebaskets 


Steel open-top wastebaskets collect and contain waste under desks, in offices 
and waiting rooms, or wherever small-capacity trash containers are needed 
indoors. Durable steel resists odors and staining. Fiberglass wastebaskets have 
a narrow, open-top design to save floor space. Fiberglass construction resists 
fire, chipping, and denting; will not rust. 


> CHOOSE: Width/ Item 
Material Cap. Color H Diameter D Brand No. 
Round 
Steel 6% gal. Black, Gray, Beige 14%" 13%" — Rubbermaid D2119 
Rectangular 
Fiberglass 1/2 Qal. Beige 10" 64" 6%" _ToughGuy  4PGL2 
Fiberglass 3'gal. Beige, Black, Gray 121%" 84" 8%" ToughGuy D2117 
Fiberglass 7gal. _ Beige, Black, Gray 15%" 10%" 10%"  ToughGuy D2118 
Fiberglass 10 gal. Beige 20" 15: 11%" Tough Guy  4PGL9 
Fiberglass 3'2gal. Beige, Black, Gray 121%" bY" 11" Rubbermaid 9111 
Fiberglass 7gal. Beige, Black, Gray 151%" 10%" 144%" Rubbermaid F8449 





Rectangular Plastic % 
Wastebaskets 


Smaller to fit under a table or desk or against a desk 
or wall without sacrificing foot space. Plastic is dent- 
resistant and won't break or rust. 


> CHOOSE: Item 





Description Cap. W H Color No. 

Vanity 1-6/7 gal. 6%" 10" Beige 4PGN1 

Small 3% gal. 1 12" Black D2128 

Small 3 gal. 12" 3 Beige, Gray D2128 

Medium 7 gal. 14%" 15" Gray, Beige, Black F9113 Gray 
Medium 7gal.  10'%4" 15%" Black D2129 No. D2128 
Medium 7 gal. 10%" 15%" Beige, Gray D2129 : 

Large 10 gal. 12%'' 18%" Black, Beige, Gray D2131 


Half-Round Metal 
Wastebaskets 


These stainless steel wastebaskets can be placed flush 
against a wall to save floor space. Collect and contain 
waste in hallways, break rooms, meeting areas, and 
other locations where floor space is limited. 
Width/ Item 
Top Type Cap. H Diameter OD Color No. 


Flat with Side 9gal. 3214" 17%" 8%" Silver 4PGG6 
Opening Qgal. 32" 1734" 8%" Black 4PGG/ 





No. 4PGG7 


Lm cs 


PRO & 


Recessed Metal Trash 
Cans for Bathrooms 


Recessed trash cans install in wall to save bathroom 
floor space. Stainless steel won't absorb odors, can be 
sterilized, and provides a finished appearance. An inte- 
grated opening allows a towel dispenser to be installed. 





Width/ Item 

Top Type _—Cap. H Diameter _ Color No. 
Flat 0% gal. 59" 15" Silver 468638 
Flat 7 gal. 61" iy Silver 468G37 
Flat 10 gal. 61%" 1654" Silver 468G39 
Open 10 gal. 06" 171%" Silver 2NY14 
Open 9% gal. 60" 17%" Silver 2NY15 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Silhouettes Metal — 


Rubbermaid 


Commercial Products 





Trash Cans 


Contemporary trash cans have flat top openings and 
feature a perforated pattern that blends with modern 
facilities and environments. Metal is rust-resistant and 
does not absorb odors. Half-round and rectangular 
cans are made of fire-resistant, perforated metals. 
BLACK | SILVER 
Width/ Item Item 
Material Cap. H Diameter OD No. No. 
Fire-Resistant Half-Round 
Stainless Steel 12 gal. 32" 171" 8% | — | 2KDT5 
Steel 12 gal. 32" 17%" 8%" _| 2KDT6 | 2KDT7 
Fire-Resistant Rectangular 





Stainless Steel 22% gal. 30" 12" 24" — __| 2KDR5 

Stainless Steel 13 gal. 30 Qs" 19%" — | 2KDR4 
oteel 22% gal. 30" 12" 24" — | 2KDT1 
Steel 13 gal. 30" gy" 19%" — | 2KDR9 

Square 

Stainless Steel 16 gal. 30" 144%" 1494" — __| 2KDR1 

Stainless Steel 20 gal. 30" 184%" 18%!" — | 2KDR2 
Steel 16 gal. 30" 143%" 149%" 2KDR6 
Steel 20 gal. 30" 18%" = 18%" | 2KDT3 | 2KDR7 
Steel 24 gal. 30" 1434" 1434" | 2AKDT2 | — 
Steel 29 gal. 324%" 18%" 18%! — /|2KDW6 
Steel 40 — eA ee eae 31%" 21%" 21" — | 2KDR8 No. 2KDW6 





Blue Gray 
No. F8894 No. D5923 
Gray Gray 
No. J2223 No. D5944 
i Albee * 
Heavy-Duty Plastic $ 
Trash Cans and Lids BRUTE 


Resist dents, cracking, fading, and corrosion. Use for general trash collection 
in back-of-house settings such as kitchens and janitorial facilities. They can be 
used with or without a trash bag. Match lids with the Brand and Capacity you 
need for the perfect fit. No. 6TUC1 converts any 32-gal. round Rubbermaid can 
below into a recycling container. See page 1558 for more recycling options. 


> CHOOSE: Item 
Cap. Color Brand No. 

Round Trash Cans 

10 gal. Black, Blue, Gray, Green, Red, White, Yellow Rubbermaid J6001 

10 gal. Gray, White Tough Guy D5942 

20 gal. Black, Blue, Gray, Green, Red. White, Yellow Rubbermaid J2222 

20 gal. Blue, Gray, White, Yellow Tough Guy D5943 

32 gal. Black, Blue, Gray, Green, Red, White, Yellow Rubbermaid J2223 

32 gal. Blue, Gray, Red, White, Yellow Tough Guy D5944 

44 gal. Black, Blue, Gray, Green, Red, White, Yellow Rubbermaid D1926 

44 gal. Blue, Red, White, Yellow Tough Guy D5945 

44 gal. Gray Tough Guy 5SDMT9 

95 gal. Black, Blue, Gray, Green, Red, White, Yellow Rubbermaid J6002 

95 gal. Gray Tough Guy 5DMU6 
"Inedible" Bilingual Round Trash Cans 

32 gal. Gray Rubbermaid 31B47 

44 gal. Gray Rubbermaid 3TB48 
"USDA Condemned" Bilingual Round Trash Cans 

32 gal. Yellow Rubbermaid 3TB90 

44 gal. Yellow Rubbermaid 31B91 
Square Trash Cans 

19 gal. Beige, Gray Tough Guy D2629 

28 gal. Gray, Red, White Rubbermaid D1928 

35 gal. Beige, Gray Tough Guy D2109 

40 gal. Gray, White Rubbermaid D1929 

For 
Container > CHOOSE: Item 
Top Type Capacity Color Brand No. 
Round Recycling 
Flat 32 gal. Blue Rubbermaid 6TUC1 

Round 


Rubbermaid F8894 
Rubbermaid D1932 


Dome with Push Door _ 32 gal. 


Blue, Gray, Red 
Dome with Push Door 44 gal. 


Blue, Gray, Red 


Dome with Push Door _ 55 gal. Gray, Red Rubbermaid D1933 

Flat 10 gal. Black, Blue, Gray, Green, Red, White, Yellow Rubbermaid J6003 

Flat 10 gal. Gray, White Tough Guy D5925 

Flat 20 gal. Black, Blue, Gray, Green, White, Yellow Rubbermaid D1935 

Flat 20 gal. Blue, Gray, White, Yellow Tough Guy D5924 

Flat 32 gal. Black, Blue, Gray, Green, Red, White, Yellow Rubbermaid J2224 

Flat 32 gal. Blue, Gray, Red, White, Yellow Tough Guy D5923 

Flat 44 gal. Black, Blue, Gray, Red, White, Yellow | Rubbermaid D1937 

Flat 44 gal. Blue, Gray, Red, White, Yellow Tough Guy D5922 

Flat 99 gal. Black, Blue, Gray, Green, Red, White, Yellow Rubbermaid J6004 

Flat 55 gal. Gra Tough Guy 5SDMX7 

Funnel 32 gal. y Rubbermaid 5M809 
Square j 

Flat 28 gal. Gray, White Rubbermaid D1938 

Flat 32 gal. Gray, Red Tough Guy D5921 

Flat 40 gal. Gray, White Rubbermaid D1939 


1999 








JANITORIAL 
Rigid Liners for Trash Cans, Trash Cans, Lids & Dollies 


Scan. Order. Done. 
Details on page A1. 





Rigid Plastic Liners * 
for Trash Cans 


Use inside trash cans to hold trash bags and to 
receive waste. 



































































































































































































































Top Width/ > CHOOSE: Item 
Type Cap.  H Diameter Color No. 
‘Rectangular ss ae 
Open 42gal. 29" 23 4" Gray 5746 
Bound —_ =| 
Open 12gal. 27%" 10" Gray __4PGH3 
Open 22gal. 30° 11%" Gray_ 4PGH4 
Square 7 nies on 
Open 23gal. 31° _—'16"_ Beige, Gray, Brown D2124 
Open 25gal. 31° 12%" Gray 4PGH7 
“Open 50gal. 34° 1214" “Gray 4PGHS mea ene 

































No. 
450Y39 








Rubbermaid 


® 
Commercial Products 


BRUTE. 
Trash Gan Dollies 


Use to mount, secure, and keep cans in good working order. Wheeled trash 
can dollies provide a secure base for trash cans and transport cans around 
a facility without dragging or lifting. Anchor dollies secure to the ground to 
prevent cans from tipping. 












































For Container Load Item 
Description Cap. Cap. H Dia. Color Brand No. 
Round Quiet Trash Can Dolly 20to55gal 250lb 6%in 18%" Black Rubbermaid 4NY79 
20to55gal 250lb 6%in 18%" Black Rubbermaid 5W007 
Round Trash Can Dollies 3519 55 gal 3001b 6% in 24" Black Tough Guy _ 6DMX9 
Square Trash Can Dolly 36 gal 300 lb 6%4in — _ Black Rubbermaid 4HC22 
ae 32055 gal 2501b 8” — Red Rubbermaid 450738 
pat re 20to55 gal 250lb 22in — Red Rubbermaid 450¥39 
Dirt, Sand and Grass : ' ; 
Anchor Dolly Kit 20to55gal 250lb 21in 18" Black Rubbermaid 450Y40 
Concrete Anchor Dolly Kit 20to55gal 250lb 18in 18" Black Rubbermaid 450Y41 
Half-Round Plastic ~*. 
No. 
Trash Cans APGRS5 
Place against a wall to save floor space in 
hallways, break rooms, and other places where 
space is limited. Plastic resists dents and won't 
rust or chip. An open top makes it easy to add Gray 
trash and change trash bags. No. D2127 cans D2127 


include rigid plastic liner. No. 4PGR5 dome push 
door top is made to fit these trash cans. 


Width/ CHOOSE: Item 
H Diameter D Color No. 


Open ny ot 21 vin Qin Gray, Beige D2127 
12 Vin a 


Description Top Type Cap. 
Trash 
Cans 
Trash 
Can Top 











Dome with gal Qin 


Push Door Black 


4PGR5 
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Find even MORE on Grainger.com® 


3 No. 53CK42 
Dollies Shown - 
Trash Cans and Lids 
Sold Separately 





Yellow 
No. J6251 


Rubbermaid 





® 
Commercial Products 


Slim-Profile Slim Jim® Rectangular 
Plastic Trash Cans, Lids, and Dollies 


Plastic trash cans won't chip and resist dents and rust. Cans with venting chan- 
nels help reduce the force needed to remove a full trash bag. Trash can lids are 
compatible with 23-gallon Slim Jim trash cans. Connectable dollies lock 2 or 
more cans together to move multiple units in 1 trip, or use individually. 


Width/ > CHOOSE: 
Top Type Cap. H Diameter OD Color 
Trash Cans with Venting Channels — 


Item 
No. 
















































































































































































































































































Open 16 gal. 25" 11" 22" Beige, Black, Blue, Brown, Gray, Green J6250 
___ Open 23 gal. 30" 11" ee. Beige, Black, Gray D1941 
Open 23 gal. 30" 1" 22" Blue, Brown, Green, Red, Yellow J6251 
Wall-Mounted, Fire-Resistant Trash Cans — SS 
ee 15 gal. 32%" 11%" 19%" Beige, Brown D1943 
For Container Load > CHOOSE: Item 
7 Description Capacity Capacity H Color No. 
_Lids and Dollies a B 7 ' ete 
_TrashCan Lid — a3gal _5" Black, Gray, Tan F8416 | 
Connectable Container Dolly 46 45 93 gay — 200 Ib. 1074" Black _ 93CK42 _ 
“Container Dolly ee g" Gray 49AJ51_ 












































* 
Slim-Profile . 
Rectangular Plastic nc. p2i0s 


Trash Gans and Lids 


Place flush against a wall or in a corner in breakrooms, copy rooms, and other 
areas with limited floor space. Plastic cans won't chip and resist dents and 
rust. Lids are compatible with Tough Guy brand cans to help contain waste and 
odors, keep out water, and keep pests from disrupting waste. 



























































































































































































































































> CHOOSE: Width/ Item 
_ Top Type Cap. Color H Diameter D No. 
Open —16gal. Beige, Blue 25" 20° al D2104_ 
Open 16 gal. Gray ZO” 10%" aie D2104 
Open 23 gal. Beige, Gray 2935/4" 114" 20" D2105 
For 
Top Container Lid No. of Width/ Item 
_ Description Type Capacity Connection Openings Color H Diameter D No. 
Lids 
_. Drop 23gal. Hinged 1 Gray 434" 11%" 11%" 4PGU1 
Trash Can Lids ‘Dome 23 gal. SnapOn 1 Gray 3" ‘11 +119" APGU2 
BottleandCan Dome 23gal. SnapOn 2 Brown 3 11%" — 22%4' 4PGU3 
Recycling Lids Dome 23 gal. Snap On 2 Green 3 11%" — 22¥4" 4PGU4 





Rubbermaid 





® 
Commercial Products 


Confidential Waste Trash Cans BRUTE 


A slot in the locking lid helps maintain privacy and keep documents secure until 
they can be disposed of according to regulations. Use indoors where medical, 
personal, or confidential documents are used or accessed. 























































































































Opening Item 

‘Cap. D- W H Color Closure Type No. 
Slim-Profile Slim Jim® Confidential Waste Trash Can pees sna ass) 
— 23gal. 1 TO Gray _ Snap-On _ 3BU49 
Rollout Confidential Waste Trash Cans, Wheeled | 

65 gal. St" 25%" 48" __ 3BU52 

95 gal. 35" «27s SCG YSCOTAY eee 3BU48 





1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


Rubbermaid 
) 
Commercial Products 





No. 
53PY26 


Heavy-Duty 
Rectangular Plastic 
BRUTE® Rollout 
Trash Cans 


Use for curbside trash pickup and in ware- 
houses and other commercial facilities where 
trash is collected and transported. Treaded 
wheels keep the can from slipping when 
moved over slick or uneven surfaces. The 
attached lid opens fully to allow access to 
the entire can and keeps trash and odors 
contained when closed. 


BLUE GRAY 
Item Item 
Cap. D W H No. No. 
Tenis () Heavy- Duty Wheels 
32 gal 327 Vea" 20%" 31 V4 53PY26 | 53PY25 
mer 2) Heavy- Duty Wheels, i} Front Swivel Lasers 
32 322 Vea" 31 ¥. 53PY30 53PY29 
90 aa: 34V" ae 3094 53PY36  53PY35 
65 gal. 39%a" 20 445/," 53PY42  -53PY41 
95 gal. 39%a" 28/2" 46" 53PY49 | -53PY48 


Rubbermaid No. 
Commercial proces 5 3PY33 


Heavy-Duty 
Rectangular Plastic 
BRUTE® Rollout 
Step Trash Cans 


Foot-activated pedal opens the lid when 
pressed, freeing hands for maneuvering 
waste. Commercial-grade wheels support 
heavy loads. Lids open fully and stay in place 
during transport. Compatible with auto-lifters. 





BLUE 
Item 
Cap. D W H No. 
Include (2) Heavy-Duty Wheels 
32 gal. 322Vea" 20%" 374" 53PY 28 
50 gal. 3477" 24" 399%" 53PY34 
65 gal. 39%4" 25" 443" 53PY40 
95 gal. 39%4" 28%" 46" 53PY47 
Include a Heavy-Duty vee (2) Front Swivel Casters 
32 3224 20%" 37 4" 53PY32 
65 aa 39%" 25%" 443/" 53PY44 
50 gal. 3477" 24" 39%" 53PY38 
95 gal. 39%4" 287" 46" 53PY51 
rf. 
* Beige Red White 
No. G8985 No. F9108 No. G8986 ___ 


Rectangular Plastic Step Trash Cans 


Collect trash where floor space is limited, such as in breakrooms 
and restrooms. The low-profile design allows these to be placed 
against walls where floor space is limited. 





Width/ > CHOOSE: 

Cap. H Diameter D Color Brand 

8 gal. 16%" 16° 15%" Beige, Red, White Tough Guy 
8 gal. 17" 16%" 153%" Beige, Red, White Rubbermaid 
12 gal. 23 V2" 16%" 15" Beige, Red, White Rubbermaid 
12 gal. 2374" 16%" 15%" Beige, Red, White Tough Guy 
18 gal. 25° 19%" 16° Beige Tough Guy 
18 gal. 20. 19%" 16° Red Tough Guy 
18 gal. 20 19%" 16° White Tough Guy 
18 gal. 26/2" 1954" 1454" Beige, Red, White Rubbermaid 
23 gal. 31" 19%" 16° Beige, Red, White Tough Guy 
23 gal. O22" 199%" 16% Beige, Red, White Rubbermaid 





RED 
Item 
No. 


93PY45 
o3PY92 





GRAY 
Item 
No. 


93PY27 
93PY33 
93PY39 
o3PY46 


o3PY31 
93PY43 
93PY37 
o3PY50 


Item 
No. 
G8984 
F9110 
F9109 
G8985 
6YLP3 
6YLP4 
6YLP5 
F9108 
G8986 
F9093 


JANITORIAL 
Heavy-Duty Rollout & Step Trash Cans 


Rectangular Metal 
Step Trash Cans — 
Stainless steel trash cans with flat tops and increased clear- | 
ance to access step pedal. The low-profile design allows 
placement against walls in restrooms and breakrooms. 
Include plastic liner. 








Width/ 

Cap. Finish H Diameter OD Color 

4gal Brushed 19in 15 %in 11%in Silver/Black 

8gal Brushed 25in 16%in 12% in Silver/Black - 

13 gal Brushed 28%in 18in 13 '%iIn Silver/Black  38UJ43 No. 45UZ81 
24 gal Brushed 31%in 21%in 16in — Silver/Black 45NY45 
Oval Metal Step *, 
Trash Gans 





A flat back allows these stainless steel/plastic cans 
to be placed against a wall to save floor space where 
waste needs collecting. A foot-activated pedal opens 
the lid when pressed and allows hands-free use to 
help limit the spread of germs and keep hands clean. 








Width/ Item 
Cap. H Diameter OD Color Finish No. 
2%gal. 17%" 15%" 11%" Silver palin oe 
8gal. 27" 145%" 13%" Silver atin 
13 gal. 279%" 18" 16" Silver Satin 6ZCL2 me, S2cre 
F | 
oo 
a a 
a; , 
Rubbermaid } = 
Commercial Products No. 2KDU9S No. 2KDV1 No. 5LY26 





Defenders® Square 
Metal Step Trash Cans 


Hold more waste than round cans that take up a similar amount of floor space 
in hospitals and healthcare facilities. Place next to each other without gaps, 
against a wall, or in a corner to keep cans out of traffic areas. Foot-activated 
pedal opens the can without using hands. Include plastic liner. 





Width/ RED SILVER WHITE 
Top Type Cap. H Diameter D Item No. | Item No. | Item No. 
Flat 7 gal. 17' 14%" [EVES 2KDU7 2KDU8 oLY26 
Flat 12 gal. 23° 14" 13 2KDU9 2KDV1 5LY27 
Flat 13 gal. 30" 16%" 16" — SLY29 _— 
Flat 24 gal. 30" 16%" 16° 2KDV2 _ oLY28 
No. | No. 
4PGJ3 4PGJ2 





oS 


Round Metal Step Trash Cans 
Foot-activated cover provides hands-free use while hiding contents 
and containing odors. Round cans collect waste in schools, hospitals, 
offices, and other indoor locations. 





Width/ Item 
Top Type Cap. H Diameter _ Color Finish Includes No. 
Stainless Steel 
Flat 3%gal. 15%" 10" Silver Mirror Plastic Liner 4PGH9 
Flat 8 gal. 25° 1194" Silver Mirror Galvanized Liner 4PGJ3 
gone 10 gal. 31%" 13%" Silver Brushed Galvanized Liner 6ZCL4 
tee 
Flat 3gal. 15%" 10" Red —_ Powder Coated Plastic Liner 4PGJ2 
Flat 3¥gal. 15%" White Powder Coated Plastic Liner 4PGH8 
Flat 8 gal. 20" 1194" White Powder Coated Galvanized Liner 4PGJ1 
Dome 10gal. 31%!" 13%" Black Powder Coated Galvanized Liner 6ZCL6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





JANITORIAL 
Recycling Cans, Lids & Stations 


Scan. Order. Done. 
Details on page A1. 





* 





Metal Recycling Cans 
Collect recyclable materials in office buildings, hotels, and 
other public spaces where appearance is important. Metal 
provides a more finished look than plastic cans. 





Width/ Item 
Top Type Cap. H Diameter D Color No. 
Rectangular 
Steel 
ae ee ee 
F gal. : ilver 7 
Flat with Top Opening ~(3)48 gal 3f" 42" 14" Brown 22N277 
(3) 18 gal. 31" 42 14 Silver 22N278 
Round 
Plastic, Stainless Steel 
Flat with Top Opening 33gal. 32"  18' — Silver 5UJC1 
Stainless Steel 
; ume 45 gal. 35" = 23" — _ Blue/Silver 5UJA6 
tee 
Flat with Top Opening (3) 4%2gal. 28" ~—_ 15" 15" Silver 22N279 
Square 
Flat with Top Opening 18gal. 31" 14° 14" Silver 22N274 





Silhouettes Square | 
Metal Recycling Can == tu 


Perforated pattern blends into break areas and small rooms 
to collect a variety of recyclables. Square shape allows cans 
to be placed flush against a wall or in a corner. Fire-safe steel 
construction. 


‘cial Products 





Width/ ltem 
Description Cap. H Diameter OD Color No. 
Cans and Bottles 29 gal. 32%" 18%" 18%" Silver 2KDW4 


Rectangular Plastic * 


Rubbermaid 





® 
Commercial Products 


Recycling Wastebaskets 
Fit under standard-height desks where floor space 
is limited or place near workstations and conference 
rooms. Plastic resists dents and corrosion, and is 








lighter than metal so it's easier to empty when full. ys 
Width/ ltem QW 

Cap. H Diameter D Color Brand No. 

3% gal. 12" 10%" 14%" Blue Rubbermaid 5M781 

3% gal. 12" 8" 11%" Blue ToughGuy 4UAU4 

7gal. 15° 10%" 14%" Green Rubbermaid 4LZL2 

7 gal. 19 Wee We Bue Hubbermaid aie 

7gal. 15%" 10%! 9" ue ough Guy 4UAU5 

104 gal. 18%" 12%" 161" Blue Tough Guy 4UAU6 ene 

Slim-Profile == * 

Rectangular No. 

2FTGG6 


Plastic Recycling 
Cans and Lids 


Narrower than standard rectangular cans, 
use in areas that generate medium-to-high 
volumes of recyclables, including copy rooms 
and breakrooms. Place flush against a wall 
to limit the amount of floor space used. Order 
cans and tops separately. 





No. 
4PGU9 


BLUE GREEN 
Width/ Item Item 
Cap. H Diameter OD Brand No. No. 
Slim Jim® Slim-Profile Recycling Cans with Venting Channels 
23 gal. i 1" 22' Rubbermaid 2FIG5S 2F1G6 
Slim-Profile Recycling Cans 
23 gal. 29%" 11%" 20"  ToughGuy 4PGU9 10F626 





All- “Purpose Recycling Tops for Slim Jim® Can Nos. 2FTG5 and 2FTG6 
24 17%" = 20%" Rubbermaid 6TUA3 6TUA4 
Indoor Recycling Top with Paper Slot for Can No. 4PGUS 
24 11%" 20%" ~—ToughGuy 4UAV3 _ 


BRUTE® Series Round 
Plastic Recycling Cans 


Use to collect high volumes of recyclable materials. Heavy- 
duty plastic with built-in handles. Reinforced base helps 
prevent damage caused by rough handling and dragging. 


6TUA3 


Rubbermaid 





Commercial Products 





Width/ Item 
Cap. Diameter H Color No. 
20 gal. 19%" 23. Blue 35ZU65 
32 gal. 22" 2/4" Blue 35ZU72 
32 gal. 22. 27 Va" Green 40PM33 No. 35ZU65 
44 gal. 24" 31" Blue 35ZU75 


1558 GRAINGER. 
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Find even MORE on Grainger.com® 


Square Plastic 
Recycling Cans 
and Lids 


Open-top cans are used in mail rooms, copy rooms, 
break areas, and often serve as a repository for 


BepPpenmes| 





Commercial Produ oe 





several workstations. Place flush against a wall or No. 
in a corner to save floor space. 5M822 
Width/ Item 
Cap. H Diameter D_ Color Brand No. 


Recycling Cans 





23 gal. 30%" 15%" 16%" Blue Rubbermaid 5M8&22 
20 gal. 26%" 16%" 16%" Blue ToughGuy 4UAU9 
32 gal. 319%" 16%" 16%" Blue ToughGuy 4UAV2 
35 gal. 27%" 19%" 19%" Blue Rubbermaid 6HH26 
a0 gal. 34%" 19%" 19%" Blue Rubbermaid 6HH27 No. 
o6 gal. 31" 22%" 25%" Blue Rubbermaid 82ZK21 82ZK214 
All- [-Purpose Recycling Top fo for No. 5M822 
34 16" Blue Rubbermaid 6TUAS 

Bottle and Can Recycling Top for No. 5M822 

— 3% 21: — Blue Rubbermaid 6TUA9 

* 






Rectangular Plastic 
Recycling Tote 


Collect or sort recyclable materials for commercial 
and curbside recycling programs. Handles make 
moving tote easier and holes in the bottom allow 
water and other liquids to drain. 





Width/ Item 
Description Cap. H Diameter D Color No. 
Curbside 14 gal. 1474" 191" 15%" Blue 4UAU8 
Glutton® Series Rubbermaid 
Rectangular Plastic 


Recycling Stations 


Multiple containers in a single unit encour- 
age recycling and help facilitate sorting. Holes 
are labeled or are shaped to accept a specific 
shape, such as round cans or paper. 


Item 
Cap. L W H Color No. 
(4) 23 gal. 53" 24" 35%" Blue 2FTH9 
(4) 23 gal. 53" 24" 35%" ~=Brown __2FTJ1 
(2) 23 gal. 26" 24" 35%" Green  8RGK8 
(2) 23 gal. — 23%" 35%" Beige 43WZ93 
(2) 23 gal. 26" 24 30 2" Blue 9K123 
(4) 23 gal. 53" 23%" 35%" ~=Green 126811 


Slim-Profile Slim Jim® 
Rectangular Plastic 
Recycling Stations 


Narrow recycling stations take up less floor space and 
encourage recycling. Multiple holes are labeled or are 
shaped to accept a specific shape, such as round cans 


or paper. 
Width/ 
Cap. Diameter D H 


BaRve nes 





Commercial Produ: oe 


Item 
Container Markings No. 





(2) 23 gal. 24 40%" 40%" Landfill, Paper DVET9D 
(2) 23 gal. 24" = 40%" 40%" Landfill, Mixed Recycling 55ET94 
(2) 23 gal. 24" 40%" 40%! Sottes/tans, al D0ET96 
i i i ompost, Landfill, 
(3) 23 gal. 24 40V%s" 40% Mixed Recycling 55ET98 
(3) 23 gal. 24" 40%" 40%" Cans, Landfill, Paper 55ET97 an REETOA 
(4) 23 gal. 24" 40%" 4oy Gans, Landfill, Se eT gg = 


ee a eee Plastic 


Half-Round Plastcc $l 
Recycling Can 


ei) 





Commercial Products 


BARES | 





Plastic Recycling Saddles 
Attach to the side of a wastebasket or trash container to 
make it easier to sort trash and recyclables before disposal. 


Width/ 
Cap. Diameter D H 
111%" 
117%" 


Commercial Produ cts 


Color No. 
Black 
Blue 


1-800-GRAINGER (472-4643) 


Place flat side flush with a wall where recyclable materials are 
collected, keeping the can out of traffic and saving floor space. 
Width/ Item 
Cap. Diameter D H Color No. 
21 tga 2 8 Be 12" oT 28" Blue 5M794 


1 gal. 1Y4" 
1 gal. Ty" 


10%" 


10%" 9DJA6 

















GRAINGER CHOICE’ JANITORIAL 
Find the wy. Find Solutions. Find Great Prices. Trash Bags 
Rolls per Bags Item Pkg. 
. cap Package __ Per Roll W H Thickness No. Qty. 
ac 
34 to 38 gal. 10 25 30" 49" 17 micron _2U384 250 
40to 45 gal. ‘10 15 40" 48" 22 micron _5XL50 150 
56 gal. 10 15 43" 48" 22 micron _5XL51 150 
a gal. 10 15 38" 60" _22micron 5XL49 150 
ear 
4 to / gal. 40 20 WZ 18" 6 micron oXL44 2000 
7 to 10 gal. 40 20 20" 22" 6 micron OXL45 2000 
, 10 gal. 20 50 24" 24" 8micron _ 1CF86 1000 
ty 7to10gal. 20 50 24" 24 6 micron 4KN28 1000 
mitelaiis gal.90 50 24" 33 8 micron 5XL46 1000 
20 25 30" 37 8 micron _5XL47 500 
to 0 a — 9p 
; : micron 
No. 2U384 No. 1CF86 10 25 30° 37° 16micron  3CCT7 250 
33 gal 10 25 33" 40 {2 micron 4KN32 250 
gal. 10 25 33" 40 17 micron _4KN33 250 
Trash Bags for Soft 10 25 40" 48 Qmicron _4KN38 250 
wrested pH 
. j micron 
Refuse, Nonsharp Objects 10-18-49" 4g" 2 micron 88884 180 
44 gal. 10 25 ar 46 14 micron _5XL48 250 
a sg, 9 AS 
gal. 5 : : micron 4KN35 
= Coreless rolls 8 25 at" 54" 16micron 4YPC4 200 
For items with soft or rounded edges such as paper, paper towels, and linen. 06 gal. : ce + a 16 micron pte An 
Suitable for restrooms, offices, and general trash collection. Bags are moisture- 60 gal. 8 95 39" 60 16 micron 4KN37 500 
resistant to help keep containers clean. 10 15 38" 60 22 micron 4029 190 
Rolls per Bags Item Pkg. 
Cap. Package __ Per Roll W H Thickness No. Oty. 
Coreless Rolls (Cont.) 
Clear (Cont.) 
54 gal 54 gal 10 10 50in 43%in 1.1mil  31DL09 100 
55 gal 55 gal 10 10 36 in  58in 0.7mil 31DK37 100 
g g 10 10 36in  58in  1.0mil 31DK40 100 
56 gal 56 gal 10 10 42%in 48in 0.7mil 31DK36 100 
g g 10 10. 42%in 48in 1.1mil 31DK44 100 
{0-10-38 in 8B in0.95 mil 31DK39-—100 
in 58 in 95 mi 
60 gal 60 gal 10 10. 38in 58in.1.2mil 31DK45 100 
10 10 38 in  58in 1.7 mil 31DK47 100 
(™ Gray 
10 gal 10 gal 10 50 24in  23in O4mil 5XL52 500 
‘ 10to 15 gal 10to15gal 10 50 24in  32in O4mil 5XL53 500 
™ 10 25 30in  36in O0.5mil 5XL54 250 
ot 20 to 30 gal 20to30gal ‘10 25 30in  36in O0.7mil  1YLY9 250 
@— 10 10 30in  36in 1.0mil 4YPA2 100 
No. 31DK63 No. 1DZE5 10 25 33 in  39in 0.7mil _5XL55 250 
| 33 gal 33 gal 10 20 33in 39in 1.0mil  1YLZ1 200 
, g g 5 20 33in  39in  1.5mil  4YPA3 100 
10 10 33 in  39in 2.0mil 4YPA4 100 
5 25 40in 46in 0.7 mil 5XL57 125 
Trash Bags for Heavy ¥* 6 25. 40in  46in O09mil 5XL64 ‘150 
40 to 45 gal 40to 45 gal _—‘10 : : a. in - in is i Sxl 38 190 
7 5 in in 5 mi 4YPA5 
Refuse, Sharp Objects i010 ana 2.0 AYP 400 
LLDPE 44 gal 44 gal 10 10 36 in  50in 0.7mil 5XL56 100 
7 10 10 36 in 58in 0.7 mil _5XL61 100 
Bags conform to waste shapes while resisting tears and punctures from items 55 gal 55 gal i on gkin oom _ANP i" 
with sharp corners or edges. Suitable for collecting glass and cardboard in 5 20 36in  58in 1.5 mil 4YPA7 100 
‘al kei ee 10 10 36 in 58in 2.0mil 4YPA8 100 
commercial kitchens and on construction sites. 10 i042%in48in 0.7 mil 5XL59 400 
Cap. Cap. Package perRoll W H Thickness _No. Oty. o 20. 42 %in 48in  1.omil_ _ 4YPA9 100 
Coreless Rolls 10 10. 42%in 48in 2.0mil 4YPC1 100 
Black 10 10 38 in 58in 0.9mil _5XL65 100 
7to10gal 7to10gal 20 50 20in 21in O0.35mil 31DK63 1000 60 gal 60 gal 10 10 38in 98 in 1.1 mil SXL63 100 
10 gal 10 gal 10 50 24in  23in 0.35mil 31DK64 500 5 20 38in 98in 1.5 mil 4YPC2 100 
15 gal 15 gal : 30 a in 32 in a ul 31DK65 500 Orange 10 10 38in 98 in 2.0 mil_AYPC3 100 
5 in in 0.45 mil 31DK66 250 
20 to 30 gal 20 to 30 gal 44 95 20in. 36in. 06mil 31DK67 950 40 to 45 gal 40to 45 gal —*10 10 40in 48in 15mil  31DK85 100 
30 gal 30 gal 10 10 26in 43in 1.1mil 31DK68 100 White a 
38 gal 38 gal 10 10 30in. 46in  O.8mil  31DK72 100 10 to 15 gal 10 to 15 gal 10 20 24in 28 in 0.85 mil _1DZE4 200 
10 25 33in 39in 0.45mil_ 31DK69 250.» ag to 30 gal 20to 30 gal —° 29 30 in 386in 1.0 mil _81DK48_ 200 
33 gal 33 gal 10 25 33 in 39in 0.6mil 31DK70 250 6 29 33 in 39 in 1.0 mil __1DZES 190 
10 05 33 in 30in. 0.8mil31DK71 250 33 gal 33 gal 10 15 33 in 39in 1.0 mil _31DK49 150 
20t0 30 gal 20to30gal 6 25 33 in 39in  1.0mil  1DZE6 150 40 to 45 gal 40 to 45 gal ‘10 10 40in_46in 1.0 mil _31DK50__—100 
10 05 40 in 46in. 0.5 mil 31DK73 250 96 gal 96 gal 10 10 42%2in 48in 1.0mil 31DK61 100 
40to 45 gal 40to45 gal +5 25 40in 46in 0.65mil 31DK74 125 60 gal 60 gal 10 10 38 in 58 in 1.0 mil 31DK52 100 
10 10 40in 46in 1.1 mil 31DK75 100 Cored Rolls 
50 gal 50 gal 10 10 45in 47in 1.2mil 31DK77 100 Black . . ; 
54 gal 54 gal 10 10 50in 43%in 1.1mil 31DK78 100 30 gal 30 gal 1 7) 29%in_ 53in  4.0mil  S2Wx84 19 
44 gal 44 gal 10 10 36in  46in 1.1 mil 31DK76 100 45 gal 45 gal 1 ib 39 in 46in_ 4.0 mil S2WX87 5 
40to 45 gal 40to45 gal ‘5 20. 37in  46in 1.2mil  1DZE7 * 100 55 gal 55 gal 1 36in 63 in 4.0 mil_S2Wx90_ 75 
55 gal 55 gal 10 10 36in 58in 0.7 mil 31DK79 100 1 90 36 in 63in_ 5.5 mil S2WX94 90 
56 gal 56 gal 10 10 42%in 48in 0.7mil 31DK80 100 Clear 
10 10 42 %in 48in 1.1 mil 31DK81 100 55 gal 55 gal 1 50 37 in 57in 40mil 52WX93 50 
10 10 38 in 58in 0.7 mil 31DK82 100 Orange . . . 
60 gal 60 gal 10 10 38 in 58in 0.95mil 31DK83 100 30 gal 30 gal 1 1 29%in s3in 4.0 mil  S2WX8 19 
10 10 38 in 58in  1.2mil  31DK84 100 45 gal 45 gal 1 15 39 in 46in 40mil 52WX88 15 
Clear 55 gal 55 gal 1 75 36in  63in 4.0mil 52WX91 75 
7 gal 7 gal 20 50 24in  23in 0.35mil 31DK31 1000 Yellow 
10 gal 10 gal 10 50 24in 32in 0.35mil 31DK30 500 30 gal 30 gal 1 7 29%in_ 53in 4.0 mil S2WX86 19 
D016 A0'Gal Bio 40 nal 25 30in 36in 0.45mil 31DK32 250 45 gal 45 gal 1 75 39 in 46 in __ 4.0 mil__ s2WX89 19 
oe eee 25. 30in  36in  1.0mil 31DK41 200 55 gal 55 gal 1 36 in 638 in 4.0 mil__S2WX92 75 
10 25 33in  39in 0.45 mil 31DK33 250 1 90 36 in 63in_ 5.5 mil S2WX95 90 
33 gal 33 gal 10 25 33 in  39in O.6mil 31DK34 250 Item Pkg. 
8 25 33in  39in 1.1mil 31DK42 200 Cap W Thickness No. Qty. 
5 25 40in  46in 0.65 mil 31DK35 125 Flat Pack 
40 to 45 gal 40to45 gal _—‘10 10 40in 46in 1.1 mil  31DK43 100 Clear 
10 10 40in 46in 1.7 mil  31DK46 100 60 gal. 38" 58" 4.00 mil 3cci8.* 50 
* Drawstring closure. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1559 


Trash Bags Details on page A1. 


JANITORIAL Scan. Order. Done. =k 































































































































































































































































































































































































































































































































































































































































































































































































Rolls per Bags Item Pkg. 
Cap. Package _ per Roll W H Thickness No. Oty. 
Clear ; 
10 50 24 in 24 in 0.75mil 156461 500 
10 gal 10 25 24 in 24 in 1.2 mil  15E462 250 
10. 25 — 24in 24 in 1.4 mil  15E463 250 
11 to 13 gal 1 50 23 in 29 in 0.75mil  5WGO04 50 
10 50 — 24 in 33 in 0.75 mil  15E464 500 
12to16 gal 10 25 24 in 33 in 1.2mil  15E465 250 
10 25 24in —s- 33 in 1.4 mil  15E466 250 
10 25 30 in 37 in 0.75 mil 156468 250 
20 to 30 gal 49 50 30in. 37in. 14mil  15E471. 200 
1 25 35 in 39 in 0.75 mil 5WGO07 25 
33 gal 10 25 33 in 40 in 0.75mil 156473 250 
10 20 33 in 40 in 1.2mil 15475 200 
10 15s 40 in 48 in 0.87 mil 15E480 150 
10 10 40 in 48 in 1.2mil  15E482 100 
a aE 10. 40in. 48in +‘1.4mil_ 156484 ~—‘100 
10 5 40 in 48 in 2.5 mil 15486 50 
10 10 36 in 58 in 1.2mil 15492 100 
No. 15E467 55 gal 1 20 36 in 60 in 1.65 mil — 5WG02 20 
10 5 36 in 58 in 2.5 mil 156495 50 
56 gal 10 15 4B in 48 in 0.98 mil 15488 150 
she 10 10 43 in 48 in 1.4 mil —_ 15E490 100 
10 10 38 in. 58 in 1.2mil _15E499 100 
60 gal 10. 10_ 38 in 58 in 1.4 mil —_15£502 100 
10 5 38 in 58 in 2.5 mil 156504 50 
No. 5AE63 Magnum Blue 
20to30gal_ 10° 25 30 in 37 in 0.75mil  15E467 250 
10 10 40 in 48 in 1.2 mil 15481 100 
Trash Bags for Wood, Metal, Concrete 40to45 gal 10 10 ~ 40 in 48 in 14mil  15E483 100 
10 5 40 in 48 in 2.5 mil 156485 50 
= Super Hexene HAO 55 gal 10.10  96in  58in  1.4mil 15E493 ‘100 
For heavy-duty and industrial applications that require maximum strength and 10 9 36 In o8in 2.5 mil__15E494 00 
56 gal 10 10 43 in 48 in 1.4mil  15E489 100 
resistance to punctures and tearing. They are often used by contractors on 10 10 33 in 53 in {2mil15E498 100 
construction sites, in lumber yards, and in brickwork applications to hold heavy 60 gal 10 10 38in 58 in 1.4 mil __15E501 100 
or sharp waste 10 5 38 in 58 in 2.5 mil _ 15£503 50 
White 
Rolls per Bags Item Pkg. : 7 gal 1 100 21 VE in 22 in 0.75 mil SWF98 100 
Cap. —_— Package __ perRoll W He Thickness No. Qty. 11 to 13 gal 1 80 23 Yin 29 in 0.75 mil 5WG03 50 
Coreless Rolls =a Item Pkg. 
Black | : - _ ee lS Cap. W HH Thickness No. at. 
15 to 18 gal 1 25 24 in 40 in 0.75 mil 5WG05 25 Flat Packs =" > 
33 gal 7 25 35 in 39in 0.75 mil 5WG06 25 ‘Silver — . ; oe 
1 25 35 in 39in 1imil  5WG08 25 20 to 30 gal 30 in 37 in 1.5 mil 5AE63 ~ 100 
— 36gal—s 25 30 in 46 in 0.9mil  5WG09 25 33 gal 33 in 40 in 1.5 mil 5AE64 ~ 100 
44gal sd 25 38 %in 44%in O9mil 5WG10 25 40 to 45 gal 39 in 47 in 17 mils BAE65» 50 
99 gal __ 1 20 36 in 60 in 1.65 mil __ 5WG01_ 20. ~=—__ 55 to 60 gal 39 in 97 in 1.7 mil SAE66 50 
56 gal 1 25 42 in 48in 1.2mil  5WF99 25 56 gal 43 in 49 in 1.7 mil ~BAEG7 50 
* 
* 
Contractor 
Compactor 
Trash Bags 
nee Trash Bags 
= Coreless rolls = LLDPE 
Highly resistant to punctures and = Flat pack 
tearing. Star-seal bottoms and For use in commercial 
seam-free sides help to prevent compactors. Designed with 
leakage. a gusset seal. 
Item Pkg. Item Pkg. 
Cap. W H Thickness Color No. Qty. Cap. W H Thickness Color No. Qty. 
42 gal 33 in 48 in 3.0 mil Black 5AU51 20 50gal 26 inx 24 in 48 in 2.5 mil Black 4YPC5 50 
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Trash Bags for Brute® Rollout Trash Cans 


= LLDPE 
= Flat packs 


Sized to fit Brute® Rollout Trash Cans. See page 1557. Designed with a gusset seal. 


Item Pkg. 
Cap. W H Thickness Color No. Qty. 
50 gal 31 in x 26 in 64 in 2.0 mil Clear 4YPC7 50 
No. 4YPD1 65 gal 35 in x 28 in 70in - 2.0 mil Blue 4YPD1 50 
65 to 95 gal 35 in x 28 in 70 in 2.0 mil — Clear 4YPC9 50 


1560 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® JANITORIAL 





Find the wie. Find Solutions. Find Great Prices. Trash Bags 
Rolls per Bags Item Pkg. 
fa Cap. Package Per Roll W H Thickness No. Qty. 
r 80% Postconsumer (Cont.) 

4 Black (Cont.) 
f 1 100. 38in  58in.12mil  38EU57 100 
| 55 to 60 gal 1 100. 38in  58in. 1.5mil  38EU58 100 
iy 1 100. 38in  58in  20mil  38EU59 100 
56 cal 1 100. 43in  47in  1.2mil  38EU67 100 
‘ g 1 100. 43in 47in  1.5mil  38EU68 100 

fo White 

Ye 8 gal 1 26. 20in 20in  0.69mil  49YWod 26 
| 1 80. 23%in 28in  0.69mil 49YWG63 80 
| 13.cal 1 100. 24in 24%in 0.78mil  49YW58 * 100 
wad g 1 100. 24in 24%in 0.82mil  49YW57 * 100 
% 1 40 24in 27%in 0.95mil  49YW65 * 40 






70% Recycled Content; 10% Postconsumer 








Black 
Deh ieee q— Ne: otee 10 gal 10 95 24in 32 in 1.0 mil 3 1DK53 250 
16 gal 0 20 24in —32in —0.9mil —88D109 250 
——— 
7 5 in in 2 mi 3 
Recycled Plastic Trash Bags 33 gal 10 10. 33in39in 1.5 mil 38D110 100 
5 25 33in 39in  15mil 31DK55 125 
= LLDPE 40 to 45 cal 5 25 40in 46in 1.5 mil 31DK56 125 
= Coreless rolls g 10 10 40in 46in 20mil 31DK59 100 
ead d punctures Strong and duablefor. apg 
eavy-duty construction to resist tearing and punctures. Strong and durable for 2 in in mi 
tee Anos a ee hades | 56 gal 10 10.42% in 48 in 2.0 mil 31DK60 100 
industrial and factory applications. Suitable for transporting trash and keeping ‘vaat 10 10 38in58in. 15 mil 31DK58 +00 
trash cans clean in LEED-certified facilities. 9a 5 10 38in —58in 2.0 mil_—_31DK62 50 
50% Postconsumer 
Rolls per Bags Item Pkg. Clear 
Cap. Package per Roll W H Thickness No. Qty. 12 to 16 gal 1 900 24in 32 in 1.0 mil 38EU63 200 
80% Postconsumer 1 100 33 in 39 in 1.0 mil 38EU71 100 
Black | 33 gal 1 100 33in 39in 1.2mil  38EU69 100 
1 10 30in 33in 0.85mil 49YW60 * 10 1 100 33in =39in 15mil  38EU70 100 
1 40 30in 33in O.9mil 49YW67 40 1 100 40in 46in 1.0mil  38EU64 100 
30 gal 1 70 30in 32in 1.05mil 49YW61 * 70 45 aal 1 100 40in 46in 1.2mil  38EU79 100 
g 1 90 30in 33in 1.05mil 49YW62 * 90 g 1 100 40in 46in 15mil  38EU61 100 
1 25 30in 32in  1.1imil 49YW59 * 25 1 100 40in 46in 20mil  38EU77 100 
1 28 30in 33in  1.15mil 49YW66 * 28 1 100 38in 58in  1.0mil  38EU62 100 
33 gal 1 50 32in 37in  3.0mil 49YW68 50 1 100 38 in =58in 1.2mil  38EU78 100 
g 1 50 32in 39in 3.0mil  38EU82 50 55 to 60 aal 1 100 38in =58in 15mil  38EU76 100 
1 20 33in 48in  3.0mil  38EU83 20 g 1 100 38 in 58in  2.0mil  38EU74 100 
40 to 45 gal 1 50 33in 48in  3.0mil 38EU84 50 1 100 38in =63in 20mil  38EU72 100 
1 32 33in 48in  4.0mil  38EU81 32 1 25 38 in 58in  6.0mil  38EU73 25 
42 gal 1 40 32in 46in  3.0mil 49YW69 40 1 100 43in ~47in  1.2mil —_38EU80 100 
45 aal 1 100 40in 46in  1.2mil  38EU60 100 56 gal a 100 43in =47in 15mil — 38EU65 100 
g 1 100 40in  46in 15mil  38EU75 100 1 100 43in 47in  20mil  38EU66 100 
* Drawstring closure. 
No. 14L023 — No. 14X377 





No. 5PHW8 


Compostable 
Trash Bags 


= Ee 
= Coreless rolls 


Pest- and Rodent-Repellent Trash Bags _| Pesigned to collect waste 


Bags have natural mint fragrance added to repel rats, raccoons, and other a1 Composting eatimer: 








‘“ ; . cial facilities. 
rodents while remaining safe for humans. HDPE bags are lightweight and 
; _rae] : Item Pkg. 
moisture resistant for collecting soft refuse such as paper towels, paper, and Cap. W 4 Thickness Color No. aty. 
linen. LLDPE bags are tear- and puncture-resistant for collecting heavy refuse 30 gal 30" 36" 1.00 mil SPHWe 150 
a i 33 gal. 33" 39" 1.00 mil PHW9 100 
and items with sharp corners, such as cardboard in kitchens. 45 gal 10! a 700 mi Green PHYO 100 
Rolls per Bags Item Pkg. 60 gal. 38° 00° 1.00 mil 5PHX1 100 
Cap. Package __ per Roll W H Thickness No. Oty. 
HDPE, Coreless Rolls 
Black 
45 gal 10 25 40 in 48in  16micron 141025 200 
60 gal 10 15 38 in 60in  22micron 141026 150 
Clear ) ¥ 
45 gal 10 25 40 in 48in  16micron 14X393 250 
56 gal 8 25 43 in 48in 16 micron 141023 200 
60 gal 10 15 38 in 60in 22micron 141024 150 No. 31DL07 
Item Pkg. 
CLoe FP . W elat Pack Thickness No. Oty. 
, 80% Postconsumer, Flat Packs - 
Black Blue Recycling 
38 gal a 8 + J0mil———1ax385 100 Trash B 
: : ; 70 mi 
AA cl 40" 46" 1.30 mil 14X378 100 ras ags 
gal. 40" 46" 1.70 mil 14X386 {00 =» LLDPE 
56 gal 43" 47" 1.30 mil 14X379 {00 
gat. 43" 47" -_ mi 14X387 190 = Coreless rolls 
: 60 gal. + ee 3 7 iyaee +00 For recycling items in bag-based, 
lear community drop-off or municipal 
38 gal 33" 46" 1.30 mil 14X381 100 bsid y P 
gal. 33 46 1/0 ml LLY er 1M curoside recyciing programs. 
0 d 30 mi 4 Printed with recycling symbol. 
44 gal. 40" 46" 1.70 mil 14X390 100 ye 
56 aal 43" 47" 1.30 mil 14X383 100 Item Pkg. 
gah 43" 47" 1.70 mil 14X391 100 Cap. W H Thickness Color No. Qty. 
60 gal 38" 58" 1.30 mil 14X384 100 38 gal. 30" 46" 1.20 mil _ Translucent — 31DL07 100 
oe 38" 58" 1.70 mil 14X392 100 40 to 45 gal. 40" 46" 1.20 mil Blue 31DL08 100 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1561 


JANITORIAL 


Scan. Order. Done. 
Healthcare Trash Bags & Bag Holders Details on page A1. 







ee Hospital Isolation Bags 


= Coreless rolls 


Bags with legends are printed in English and Spanish to identify contents: Infectious 
Waste (red) and Infectious Linen (yellow). Bags without a legend are for Noncontagious 
Linen (blue and green). Color-coded to manage disposal. HDPE bags are lightweight 
and moisture-resistant for collecting soft refuse such as paper towels, paper, and 


linen. LLDPE bags are tear- and puncture-resistant for collecting heavy refuse and 
items with sharp corners, such as glass, plastic, and cardboard. 


No. 31DK91 








Item Pkg. 
Color Legend Cap. W H Thickness No. Qty. 
HDPE 
Red 7 gal 24 in 24in 0.47mil 31DK87 1000 
Red Infectious Waste 33 gal 33 in 40 in 0.55 mil 31DK88 250 
Red 45 gal 40 in 48in 0.63mil  31DK92 200 
Yellow Infectious Linen 44 gal 37 in 50 in 0.63 mil 31DK91 200 
Blue No Legend 33 gal 33 in AO in 0.63 mil 31DK89 250 
LLDPE 
Red 7 gal 24 in 24in 1.2 mil 31DK93 250 
Red 10 gal 94 in 33in 1.3 mil 31DK94 200 
Red 30 gal 30 in 37in 1.3 mil 31DK95 100 
Red 31 in 43in 1.3 mil 31DK97 100 
Red Infectious Waste = 88 gal 333, ad in. 1.3mil 31DLO1.—~—*100 
Red 44 gal 37 in 50in  3.0mil 31DL06 25 
No. 31DK99 Red 45 cal AO in 48in 1.3 mil 31DL02 100 
Red ga 40in.  48in  3.0mil  31DLO3 50 
Yellow 33 gal 31 in 43in 1.2 mil 31DK96 100 
Yellow Infectious Linen 45gal_ 40in.48in.+‘¢2mil  31DLO4 +100 
Blue 33 cal 31 in 43in 1.2 mil 31DK98 100 
Green No Legend g 31 in 43in 1.5 mil 31DK99 100 
Blue 45 gal 40 in 48in 1.2 mil 31DL05 100 





No. 420T77 
(3 Racks 
Shown) 
* GRAINGER 
APPROVED 


Biohazard Bags 


= Polyethylene 

= Coreless rolls 

Printed with the universal 
biohazard insignia and legend 
in English and Spanish to 
encourage proper disposal 





and prevent unnecessary 
No. 3UAF4 exposure. 
Item Pkg. : 2 
Cap. W H Thickness Legend Color No. Qty. ) — 
1 gal. 11" 14/4," 1.25 mil — Infectious Red SUAF2 200 | 
3 gal. 12° 20" 1.25 mil Waste Red SUAF3 200 
5 gal. 1512" 22 V2" 1.25 mil Biohazard Red 3UAF4 200 








\ No. 420T79 
\ | No. 420T78 
i 
_— and Leaf Bags bag buna 


Used by landscapers, lawn maintenance 


Bag Holders for Trash Bags 
teams, and homeowners to collect leaves, 


oe eae Strong and lightweight steel bag holders keep bags open and support the sides 
LT een SU when loading. They open wide to remove bags without tearing. Bag holders are 








. r le and can be folded for transport and storage. 
standing and can be used for curbside eusable and can be folded for transport and storag 
. : Item 
pickup. Biodegradable and recyclable. eT 7 7 : i. 
Item Pkg. 30 and 33 gal. Ba ey 14" 16° «420777 
Cap. Ww H Color No. Oty. 39 and 44 gal. Ba 30" 14" 16" «420778 
30 gal. 16" 35° Brown 4JMZ4 5 59 gal. Contractor Bag or 30 gal. Kraft Paper Yard Bag of 14" 16" 420179 
1562 GRAINGER. Find even MORE on Grainger.com® 
ear L| 





1-800-GRAINGER (472-4643) 


JANITORIAL 
General Purpose Shop Vacuums 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 






For vacuum bags, accessories and replacement parts, go to page 1574 and Grainger.com® 








No. 
3VE19 


No 


No. 2NYE3 


193RD8 





No. 
22XJ47 





mm 
shop-vac 


General Purpose 


Corded Shop Vacuums 
= Wet/Dry pickup 


Roll shop vacuums to a cleanup site and plug 
into a nearby electrical outlet to vacuum up 
liquid spills or dirt and debris. They're ready for 
use without having to wait for a battery pack to 
recharge. Standard vacuums filter the outgo- 
ing air through the vacuum bag. The HEPA filter 





‘ea 
Portable Corded Shop Vacuums 


= Wet/Dry pickup 


Vacuums are lightweight, compact units that can be carried around 
the jobsite to clean up liquid spills or dirt and debris. They plug into a 
nearby electric outlet, so they're ready for use without having to wait 
for a battery pack to recharge. These vacuums take up less storage 
space than a full-size shop vacuum. All vacuums include efficient, 
single-stage bypass motors for powerful pick-up. 





j j Tank Tank Vacuum Vacuum Peak Item 
veeunmn forces all through a fine mesh that traps No. Size Material Hose Dia. Air Flow HP Includes No. 
harmful particles such as pollen, pet dander, dust 55EX73 | | Vacuums 

Standard Filtration 
mites, and tobacco smoke. These vacuums are i gal Plastic Vin 50cim 2 6ftx1%inHose, Crevice _2NYES 
commonly used at workshops, auto shops, car Tool, Dusting Brush, On- 
washes. and construction sites. Search General 2%gal Plastic 1%in 60cfm 2% board Tool Storage, Utility 2NYE4 
: : ; Nozzle, Wall Bracket 
Purpose Corded Shop Vacuums on Grainger.com® (2) Plastic Extension Wands, 10 
for a complete list of vacuum contents. in Wet or Dry Nozzle, 7 ft x 1% 
in Hose, Cartridge Filter, Crevice 
Vacuum Vacuum Item 4gal Plastic 1%in 75cfm 4 Tool, Dusting Brush, Foam 48UH44 
Tank Size Tank Material Hose Dia. Air Flow Peak HP Brand No. Sleeve and Disposable Collection 
Standard Filtration Bag Filter, Multi Surface Carpet 
6 aal Plastic 1% In 70 cfm 3 Shop-Vac 193RE0 / Floor Nozzle, Utility Nozzle 
g Plastic 1% In 110 cfm oY Dayton 3VE18 8 ft. Lock-On® Hose, (2) 
8 gal Plastic 1% in 125 cfm 4% Dayton 3VE19 Plastic Extension Wand, 12" 
8 gal. Staines Steel as pec 2 pavton soles i ok tility Ne dG 
10 gal Plastic 4 in cfm a] ayton 45UZ57 F vA oor Nozzle, Utility Nozzle, 
10 gal Plastic 1% 65 cfm ” Dayton 55EY23 4gal. Plastic = 1%" §=105cim 5.5 Crevice Tool, Dusting Brush, 8EY22 
10 gal Plastic 1 “in 95 cfm 4 Shop-Vac 193RD8 Foam Sleeve, 4-Wheel 
12 gal Plastic 2 “In 145 cfm 5 Vv Dayton 122214 Dolly, Tool Storage Basket, 
12 gal Stainless Steel 1%" 65 cfm 2 Dayton JOEY26 _ 18 ft. Power Cord 
12 gal Stainless Steel ae in fee cim a2 pavton et 1% n haan ee? i x 1% 
14 gal. Plastic Ya" cfm ayton SOEY25 i in, Collection Bag, Heavy- 
vee Plastic 2 Win 155 cfm 6 Vs Dayton 3VE21 ogal Plastic Tein 140cim 6 Duty Cartridge Fifer, Rear WHFS 
g Stainless Steel 2% In 155 cfm 6% Dayton 22XJ48 Blower Port, Utility Nozzle 
18 gal Plastic 1% in 110 cfm 6% Shop-Vac 193RE5 Vacuum Bags and Filters 
20 gal. Plastic 1%" 90 cfm 4 Dayton DOEY28 Cloth Vacuum Bag for Nos. 2NYE3 and 2NYE4 9X878 
22 gal Plastic 1%" 69 cfm 2 Dayton DOEY2/ Vacuum Bags for No. 48UH44, Pkg. of 3 48UH45 
22 gal Plastic 2 Yin 155 cfm 6% Dayton 1UG91 Sleeve Filter for Nos. 2NYE3 and 2NYE4 9X879 
24 gal Plastic 1% In 118 cfm — Tennant D9EX73 Cartridge Filter for Nos. 48UH44 and 1VHF8 4TB95 
32 gal Plastic 2 Yin 150 cfm 6% Dayton 2RPD8 Cartridge Filter for Nos. 48UH44 and 1VHF8 6AKYS 
HEPA Filtration Disc Filters for No. 1VHF8, Pkg. of 3 6HO008 
20 gal. Stainless Steel 1 90 cfm 4 Dayton DOEY29 Wall Mount Bracket for No. 1VHF8 4UAD2 





Portable Cordless Shop Vacuums 


Shop vacuums allow the cleanup of wet or dry spills while eliminating the trip hazard of a cord and the need to work near an elec- 
trical outlet. They're powered by rechargeable batteries to allow use in remote areas where electric power is unavailable. These 
vacuums are lightweight for transport and compact to save space in storage. 


No. 
408L94 











Vacuum Tank Vacuum Vacuum Includes Mfr. Item 
Pickup Type Size Hose Dia. Air Flow Voltage Battery Includes Brand Model No. 
Vacuums 
Standard Filtration ; 
Wet/Dry 21gal 1%in 74cim 36 No Floor Tbe Grice tool Pheleueoaibg Makita  XCVO6Z  408L94 
HEPA Filtration , = | 
Dry 0.3gal 1%in 40cim 18 No SN eS Milwaukee 0882-20 52WR81 
Dry 21gal 1%in 74cfm 36 No Dispocal Bay FiEPA Fiver Damper Fifty Pre-Fitter Makita  XCVO7ZX 408L95 
: ae i” ier a ee (10) BI ae 
‘ ose 1% in iL ilter, astic Disposal Bag, ‘ 
Dry = 2tgal Tin 127 cim = 36 No Damper Filter, Floor Nozzle, Anti-Static Hose 1 in X 11 Makita = XCV04Z 52X15 
ft, Tool Cuff Adapter, Tool Cuff Adapter, Pre-Filter 
Wet/Dry  2gal 1%in  31cfm 18/20 No © ft Heavy-Duty Crush Resistant Hose 1% in dia, Crevice Tool _ DeWalt. DCV580H 34D626 
Wet/Dry  2gal 1%in 31cfm_ 18/20/120 No Attachment, Wide Nozzle 100) Sa ee ee) Cr Filter DeWalt Desay 34D627 
i 5 ft. Heavy-Duty Crush Resistant Hose (1%" in dia), Crevice 5 
Wet/Dry 2gal. 14 Stcim_ 18/20 —YeS_—_To01 Attachment, Wide Nozzle Tool Attachment, Washable Filter DeWalt beb208, 58JM08 
: Filter Assembly, Crevice Tool, Wide Nozzle, (2) . =11-1052; 
Wet/Dry 2gal. 14" 45cm 18 Yes Batteries, 4’ Hose, (2) Extension Wands, Floor Too! Milwaukee “9ggo-20 | 285MIN3 No. 34D626 
Wet/Dry 2 gal 1%in 45cfm 18 No 6 ft Flexible Hose, Crevice Tool, Utility Nozzle, HEPA Filter Milwaukee 0880-20 2CDC6 
Required Accessories 
Battery for Nos. 408L94, 408L95, 52RX15 Makita BL1850B 38XU33 
Battery Charger for Nos. 408L94, 408L95 Makita DC18RC  4NNN4 
Battery for No. 52WR81 Milwaukee 48-11-1850 35GJ99 
Battery Charger for No. 52WR81 Milwaukee 48-59-1808 45LD79 
Battery and Charger Kit for No. 52WR81 Milwaukee 48-59-1850 38XH99 
Battery for Nos. 34D626 and 34D627 DeWalt DCB201  11A168 
Battery Charger for Nos. 34D626, 34D627 and 58JM08 DeWalt DCB115 ~=11A157 
Battery for No. 2CDC6 Milwaukee 48-11-1840 38D766 No. 2CDC6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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JANITORIAL Scan. Order. Done. 
Commercial Cleaning & Industrial Shop Vacuums Details on page A1. 





For more vacuum bags, accessories and replacement parts, go to page 1574 and Grainger.com® 
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Commercial Cleaning Corded Shop Vacuums 
= Wet/Dry pickup 


Commercial vacuums have a single-stage or 2-stage motor that allows more frequent 
use than general purpose shop vacuums. They are used for cleaning up liquid spills 
or dirt and debris and are commonly paired with attachments suited for professional 
office, school, or retail cleaning applications. Standard vacuums filter the outgoing air 
through the vacuum bag. HEPA filter vacuums force air through a fine mesh that traps 











No. 4YE65 No. 21YG56 No. 55EX40 


harmful particles such as pollen, pet dander, dust mites, and tobacco smoke. 
Vacuum Vacuum Mfr. Item 
Tank Size Tank Material Hose Dia. AirFlow PeakHP Includes Brand Model No. 
Vacuums 
Standard Filtration 
(2) Extension Wands, (4) Casters, 10 in Wet/Dry Floor Nozzle, Crevice Tool, Deluxe Accessory 
6 gal Plastic 1 Y% in 125 cfm 4% Tool Kit Includes: 8 ft x 1% in Hose, Dual Surface Selection Floor Nozzle, Dusting Brush, Dayton A4YE65 4YE65 
Foam Sleeve, Heavy-Duty Cartridge Filter, High-Efficiency Collection Bag, Utility Nozzle 
10 gal Plastic 1 Yin 114 cfm 1% Brush, Crevice Tool, Floor Tool, Hose, Squeegee Attachment, Wand Tornado 94234 21YG56 
(2) 1% in dia Metal Extension Wands, 14 in Brush Shoe, 14 in Master Nozzle, 
14 gal Plastic 1 Yin 75 cfm 2% 14 in Rug Shoe, 14 in Squeegee Shoe, Adapter, Cartridge Filter, Crevice Tool, Shop-Vac 5811410 55EX40 
Oty, Disposable iter Bag, Dusting Brush roam Sleeve, ality Nozzle gh 
; ae 2 In Metal Nozzle, 14 in Brush Shoe, 14 in Rug Shoe, 14 In Squeegee Shoe, r 
14 gal Stainless Steel 1 in 100 cim 5% 6 in Utility Nozzle, Adapter, Crevice Tool, Lock-On(R) Hose, Round Brush Shop-Vac 9801210 sora 
15 gal Stainless Steel 1 Yin 114 cfm 1% Brush, Crevice Tool, Floor Tool, Hose, Squeegee Attachment, Wand Tornado 94232 21YG5/ 
14 in Hard Floor Tool and 18 in Hand Nozzle, 14 in Squeegee Floor Tool, 
16 gal Plastic 1 Yin 184 cfm 2% 16 ft x 1% in Static Conductive Urethane Hose with Sleeve, Large Poly Tornado 98699 35PG50 


External Filter, Liquid Shut-Off, Two Piece Double Curve Wand 
(2) 1% in dia Metal Extension Wands, 14 in Brush Shoe, 14 in Master Nozzle, 





16 gal Stainless Steel 1 Yin 105 cfm 6% 14 in Rug Shoe, 14 in Squeegee Shoe, Adapter, Cartridge Filter, Crevice Tool, Shop-Vac 5802610 55EX39 
Disposable Filter Bag, Dusting Brush, Foam Sleeve, Utility Nozzle 
17 gal Plastic 1% In 114 cfm 1% Brush, Crevice Tool, Floor Tool, Hose, Squeegee Attachment, Wand Tornado 94230 21YG58 
(2) 1% in dia Metal Extension Wands, 14 in Brush Shoe, 14 in Master Nozzle, 
18 gal Plastic 1 Yin 80 cfm 3 14 in Rug Shoe, 14 in Squeegee Shoe, Adapter, Cartridge Filter, Crevice Tool, Shop-Vac 5811810 55EX41 
Disposable Filter Bag, Dusting Brush, Foam Sleeve, Utility Nozzle 
18 gal Plastic 1 Yin 95 cfm 1 %4 (3) Wand, 24 in Squeegee Assembly, 9 ft Hose, Crevice Tool, Dusting Brush Dayton oUMRO SUMRO 
20 gal _ Stainless Steel 1 “In 114 cfm 1% Brush, Crevice Tool, Floor Tool, Hose, Squeegee Attachment, Wand Tornado 94236 21YG59 
Replacement Parts, Accessories and Bags 
Crush-Resistant Hose for No. 4YE65 Dayton 22290 22290 
Two-Stage/By-Pass Service Motor, 2HP for No. 4YE65 Dayton 1UND4 1UND4 
Single-Stage/By-Pass Service Power Unit for No. 4YE65 Dayton 1UND7 1UND7 
Vacuum Hose for Nos. 55EX40 and 55EX41 Shop-Vac 9062500 55EX48 
15-Ft. Static Conductive Clear Urethane Hose w/Sleeve for No. 35PG50 Tornado 90684 1N157 
2-Piece Double Curve Floor Wand for No. 35PG50 Tornado 90682 1N155 
Squeegee for No. 35PG50 Tornado 90644 32EY91 





te . 
ONilfisk me 
Industrial Corded Shop Vacuums 


Industrial vacuums provide greater suction than general purpose or commercial- 
cleaning shop vacuums to pick up heavier particles and liquids. Their 2-stage or 3-stage 
motor allows high-frequency use for heavy-duty cleanups of dust and dirt or liquid spills. 
Standard vacuums filter the outgoing air through the vacuum bag. HEPA filter vacuums 
force air through a fine mesh that traps harmful particles such as pollen, pet dander, 

A dust mites, and tobacco smoke. Vacuums plug into an electrical outlet to generate 
oo suction and have a large tank for holding vacuumed debris or liquids. These vacuums 





No. 22XJ50 No. 55EX43 No. 53UE32 


withstand frequent use at manufacturing facilities and building or construction sites. 
Vacuum Tank Tank Vacuum Vacuum Peak Mfr. Item 
Pickup Type Size Material Hose Dia. AirFlow HP Includes Brand Model No. 
Vacuums 
Standard Filtration 


; . (2) Chrome Tubes, 11.5 ft Hose, Accy Net, Cord Storage Strap, Crevice Nozzle, Filter Bag, Hose/ wes 
Wet/Dry 6%gal Plastic =1 in 12/cim 1% *" Cable Hook, Standard Cartridge, Tube Holder Kit, Universal Nozzle, Wet/Dry Floor Nozzle Nilfisk 107406622 = S2FW88 


. . Cartridge Filter, Crevice Tool, Extension Wand, Floor Tool, Hose, 
Wet/Dry 9 gal Plastic 1Y%in 101cfm 1%6 Paper Filter Bag, Plastic Wand, Squeegee Tool Dayton 20X605 20X605 
Wet/Dry _—_11 gal Plastic 1%in 150cim 1% Accessory storage, Cartridge Filter, Disposal Bag, Paper Filter Bag Nilfisk 107412125 53UE35 


Staless 1% in Cleaning Kit, 7 ft Lock-on(R) Hose, Foam Sleeve, Large Tank Drain, Metal Transport 
Wet/Dry 15 gal Steel 1 Y%in 80 cfm 3 Handle, On-Board Tool Storage, Platform 4-Wheel Dolly with (2) 10 in Rear Wheels, Polyester Dayton 22XJ50 22XJ50 
Full-cloth Filter, Squeegee Insert, Ultra Duty Cartridge Filter with Nanofiber Media, Utility Nozzle 


; . (2) 1% in Extension Wand, 10 in Squeegee Nozzle, 12 in Floor Nozzle, ; 
Wet/Dry 16gal Plastic 1%in 105cim 6% 5 in Unitality Nozzle, 6 in Utility Nozzle, Adapter, Round Brush Shop-Vac 5811610 55EX43 
; ; Cartridge Filter, Crevice Tool, Extension Wand, Floor Tool, Hose, 
Wet/Dry 18 gal Plastic 1%in 108cfm 1% Paper Filter Bag, Plastic Wand, Squeegee Tool Dayton 20X608 20X608 
HEPA Filtration 
Dry 3% gal Alumum 4 Vin 87 cim 1% (2) Straight Steel Wands, 3 in Round Brush, 30 ft Cord, 5 in Upholstery Nozzle, Nilfisk 01790129  34AY97 


Combination Floor Nozzle, Crevice Cove, Detachable Trolley, Paper Bags, Plastic Hose 


Dry 13 gal Steel 2%in 198cim 2 *%a4 Nilfisk 1-S2N1 22N462 


Dry 26gal_ Steel 2% in  270ctm 3 1% = - ei i inal a Nilfisk 1-S3/100N1 _22N467 
Staless . uminum Tubes, 11.5 ft Hose, Crevice Nozzle, Filter Bag, wes 
Wet/Dry 5 %gal “steay = Tin lercim 1% Cartridge, Tube Holder Kit, Universal Nozzle, Wet/Dry Floor Nozzle Nilfisk 107419096 S2FW86 
Wet/Dry 8 gal Plastic 1%in 148cim 1%6 Accessory storage, Cartridge Filter, Disposal Bag, Paper Filter Bag Nilfisk 107412176 53UE32 
Wet/Dry —_-12 gal Plastic 2 in 130 cfm 1% ___Accessory Kit Nilfisk 107412640  39UD6/ 
Wet/Dry 18gal Plastic 1%in 108cfm 1% eee Fifty Bec Slastie Ward area ee Hose, Dayton  20X609  20X609 
Replacement Parts, Accessories and Bags 
Vacuum Adapter for Nos. 32FW88 and 32FW86 Nilfisk 107409977 32FX07 
Vacuum Hose for Nos. 32FW88 and 32FW86 Nilfisk 107409976 42EW44 
Crevice Tool for No. 20X605 Mi-T-M 33-0412 29GR56 
Anti-Static Vacuum Hose for Nos. 53UE35 and 53UE32 Nilfisk 107413543 53UE41 
Extension Wand for Nos. 53UE35 and 53UE32 Nilfisk 107408074 1/74W44 
Vacuum Hose for No. 55EX43 Shop-Vac 9062500 DOEX48 
Extension Wand for No. 53UE32 Nilfisk 302000529 = 12A513 
Bag Refill for Nos. 22N462 and 22N467 Nilfisk 4084000956 33JG50 
Crevice Tool for No. 20X609 Mi-T-M 33-0326 25GR51 
1564 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Pneumatic Industrial Drum Vacuums 





Drum vacuums operate on a compressed-air supply to suction dust and dirt No. gy No. 

or liquid spills into their drum for disposal. They withstand high-frequency use ones (aaah 

and reduce the risk of downtime since they have no electric motor to burn out. 

These air-powered vacuums are commonly connected to air compressors at 

construction sites or pneumatic hoses in manufacturing facilities. , 
Vacuum Tank Vacuum Vacuum Mfr. Item 

Pickup Type TankSize Material Hose Dia. Air Flow Air Inlet Includes Brand Model No. 
Drum Vacuums 
Standard Filtration 
Wet D0 gal Steel 2 In 160 cfm 2 in Quick Connect sari ll ventur Powerneads, Four Wee! pleel aly ; , Tornado 95961 36NL99 
; ; in Plastic Crevice Tool, 1.25 in x 10 ft Standard Duty Vacuum Hose, 
meno I I “in FNPT in Plastic Wand, 3 in Round Brush Tool, 5 in Wide Plastic Utility Too! — SUArdalr_— NOSIMG 42254 
Wet/Dry  5.5gal Plastic ~«=9%in —-73cfm —_¥% in Quick Connect Ee ee ee ee ane alge Guardar  MV2000 33775 
10 gal Drum, Standard Cartridge Filter, ¥ in x 12 ft Coiled Air Hose, 1.25 
Wet/Dry 10 gal Steel 1% in 61 cfm ¥ in FNPT in x 10 ft Standard Duty Vacuum Hose, 9 in Plastic Crevice Tool, 19 in Guardair N101MC 422V56 
Plastic Wand, 3 in Round Brush Tool, 5 in Wide Plastic Utility Tool 
mal dale 

Wet/Dry 10gal Steel «= 1 in ~— 6A cfm Yin FNPT Me MRE CIELd fee talatdalr «= NIQIS@ «a22NG7 
Wet/Dry 18g 1ANeSS dyin —-5Ocfm Yin Quick Connect = Tornado 98697  32EY90 
Wet/Dry 18 gal oan 1% in 83 cfm 1% in Quick Connect Venturi Powerhead, Tip and Pour Carrier Tornado 95953 36NL98 
Wet/Dry  20gal_~—SsSteel.«=S 1% in ~—60.cfm Yo in FNPT SS ee PHAN C OEE qe coe. Guatdal “N20: ~ azaven 
Wet/Dry 20gal Steel «= 1% in ~—«61. cfm Yin FNPT Me cu Dee oda ee encdr  -Guardair’ «= N2OISC: AD2VEN 
Wet/Dry 30 gal Stell 1%in 60 cfm 3 in FNPT 12 in W Metal Wet/Dry Floor Too! with 4 ft Wand, 24 in L Metal Guardair  N301DC  3PXN2 


Crevice Tool, ¥%4 in X 20 ft Air Supply Hose with Fittings 
30 gal Vacuum Generating Head, 4 ft Aluminum Wand with 12 In 
Wide Floor Tool, 2 in x 20 ft Standard Duty Vacuum Hose, 24 in 
Wet/Dry 30 gal Steel 2 in 89 cfm Zin FNPT Metal Crevice Tool, Standard Cartridge Filter, (3) Retaining Spring, Guardair N301BC SPXN1 
¥a in x 20 ft Air Hose, 30 gal Steel Drum, 30 gal Drum Dolly 


Wet/Dry 99 gal Steel 2 In 89 cim Ya in FNPT 12 in W Metal Wet/Dry Floor Tool with 4 ft Wand, 24 in L Metal Guardair N551BC 3PXN3 
4 Wet/Dry 55 gal Steel 2 In 163 cfm ¥4 in FNPT Crevice Tool, 3% in X 20 ft Air Supply Hose with Fittings Guardair N552BC 3PXN4 
ccessories 
Dolly Carrier Jumbo 4-Wheel for No. 36NL99 Tornado 98088 24UL14 
Exhaust Silencer Insert Foam for Nos. 422V57, 422V58 and 422V/59 Guardair N686 3PXP1 
Adapter Assembly for No. 32EY90 Tornado 90480 24UL90 
Floor Tools and Nozzles for Nos. 422V57, 422V58 and 422V59 Guardair N692 3PXR7 
Maintenance Kit for Nos. 3PXN2 and 3PXN1 Guardair NMK30 5JJD4 
Maintenance Kit for Nos. 3PXN3 and 3PXN4 Guardair NMK55 5JJD3 
3/4" x 20 ft. Air Supply Hose for Nos. 3PXN2, 3PXN1, 3PXN3 and 3PXN4 Guardair N606 5JJC7 
Cartridge Filter for Nos. 3PXN2 and 3PXN1 Guardair N635 3PXP2 
Cartridge Filters, Pkg. of 6 for Nos. 3PXN2, 3PXN1, 3PXN3 and 3PXN4 Guardair N635PK 3PXP3 
Vacuum Bags for Nos. 3PXN2, 3PXN1, 3PXN3 and 3PXN4 Guardair N635B 3PXP5 
Cartridge Filter for Nos. 3PXN2, 3PXN1, 3PXN3 and 3PXN4 Guardair N635H 3PXP7 
2 Vacuum Attachment Kit for No. 3PXN3 Guardair NSVK20 5JJC9 
Vacuum Hose, 2" x 20-ft. for Nos. 3PXN1, 3PXN3 and 3PXN4 Guardair N67020 3PXP8 
20" Plastic Extension Wand for No. 3PXN4 Guardair N842 5JJF1 
3" Dia. Plastic Dust Brush for No. 3PXN4 Guardair N843 5JJF2 
9" Plastic Crevice Tool for No. 3PXN4 Guardair N849 5JJF3 
Hose Connector for Nos. 3PXN1, 3PXN3 and 3PXN4 Guardair N671 3PXR1 
d0-gal. Dolly Assembly for Nos. 3PXN3 and 3PXN4 Guardair N668 5JJC8 





NORTECH. 
GUARDAR, inn vcun trees 


Static-Conductive Pneumatic Drum Vacuums 


= Wet/Dry pickup and dirt or liquid spills into their drum for 
Drum vacuums with static-conductive disposal. These air-powered vacuums 
components suppress the buildup of elec- withstand high-frequency use and reduce 
trical charges, which can cause nuisance _ the risk of downtime since they have 
shocks. They're ideal for vacuuming talc, 0 electric motor to burn out. They're 
powders, and other substances that can commonly powered by air compressors at 





7 





generate static electricity. They operate on Construction sites or pneumatic hoses in No. 210AW4 sig as5VeR No. SPXTS 

a compressed-air supply to suction dust © Manufacturing facilities. 
Tank Tank Vacuum Vacuum Mfr. Item 
Size Material Hose Dia. Air Flow Air Inlet Includes Brand Model No. 
Drum Vacuums 

Standard Filtration 

5.5 gal __ Steel 1%in /3ctm %inFNPT § Mounting rate 12 Ly: 10 I ose, urevice 100). 20 tt al nose, erounding Aud *0 Guardair MV2000NED 210AW1 

ae tatic Conductive Air Hose % In x , 1% in x 20 ft Static Conductive Vacuum Hose, , 
20gal_ Steel = 1 Zin = 60.cim_ “in FNPT Gallon Drum Dolly, 24 in Metal Crevice Tool, 4 ft Aluminum Wand, 12 in Wide Floor Tool Guardair_ N201DCNED 422V65 
20 gal _ Steel 1%in 61cfm Y%inFNPIT — Static Conductive Air Hose % in x 20 ft, 24 in Metal Crevice Tool, 4 ft Aluminum Wand, 12 in Wide Floor Tool Guardair N201SCNED 422V66 
30 gal _ Steel 1¥in 60cifm %in FNPT Guardair N301DCNED 3PXT8 
30 gal _ Steel 1¥%in 89ctm %in FNPT 12 in W Metal Wet/Dry Floor Tool with 4 ft Wand, 24 in L Metal Crevice Guardair N301BCXNED 3PXT7 
30 gal _ Steel 2 In 89 cim %4 In FNPT Tool, % in X 20 ft Air Supply Hose with Fittings Guardair N301BCNED 3PXT6 
55 gal _ Steel 1¥in 60cim %in FNPT Guardair N551DCNED 3PXT5 
4 ft Aluminum Wand with 12 in Wide Floor Tool, 1.5 in x 20 ft Static Conductive Vacuum 
55 gal _— Steel 1¥%in 89cfm %in FNPT Hose, 24 in Metal Crevice Tool, Standard Cartridge Filter, (3) Retaining Spring, Static Guardair N551BCXNED 3PXT4 
conde Ar tose ly X at i 23 oa ore a 25 oa, wan Dolly 
; in etal Wet/Dry Floor Tool with 4 ft Wand, 24 in L Metal Crevice . 

50 = = eal in deal Tool, 34 in X 20 ft Air Supply Hose with Fittings a ae ~ 
59 ga tee 2 In cfm % In ; : ; oar uardair N55 

50 gal ‘Steel 7 in 163 cfm 3¥%4in ENPT 12 in W Metal Floor Tool with 4 ft Wand, 24 in L Metal Crevice Tool, % in X 20 ft Air Supply Hose with Fittings Guardair NS552BCNED 3PXT4 
ccessories 
Exhaust Silencer Insert Foam for Nos. 422V65, 422V66, 3PXT8, 3PX16, 3PX14, 3PXT2 and 3PXT1 Guardair N686 3PXP1 
Floor Tools and Nozzles for Nos. 422V65, 422V66, 3PXT/, 3PXT8, 3PX14 and 3PX12 Guardair N692 3PXR7 
Maintenance Kit for Nos. 3PXT8, 3PXT/ and 3PXT6 Guardair NMK30 5JJD4 
Maintenance Kit for Nos. 3PXT5, 3PXT4, 3PXT3, 3PXT2 and 3PX1I1 Guardair NMK55 5JJD3 
12'W Aluminum Vacuum Attachment Kit for Nos. 3PXT6, 3PXT3 and 3PXT1 Guardair N639 5JJE2 
Static Conductive Standard for Nos. 422V65, 422V66, 3PXT/ and 3PX14 Nortech N653 24JW61 
Static Conductive Standard Vacuum Hose for Nos. 3PXT6 and 3PXT1 Nortech N654 24JW62 
Vacuum Hose, 2" x 20-ft. for Nos. 3PXT6, 3PXT3 and 3PX11 Guardair N67020 3PXP8 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1565 


JANITORIAL Scan. Order. Done. 
Specialty Shop Vacuums Details on page Al. 





For more vacuum bags, accessories and replacement parts, go to page 1574 and Grainger.com® 


Wall-Mount Shop Vacuums * oa 


= Wet/Dry pickup 

Vacuums attach to a wall in garages, shops, and other areas that require frequent cleanup of dust or liquid 
spills. They're accessible while conserving floor and storage space. Vacuums plug in to a standard wall 
outlet and can be detached from the wall to empty collected waste. 








Vacuum No. of Filtration Item 
Tank Tank Hose Vacuum Peak Motor Item Description Type No. 
Size Material Dia. AirFlow HP Stages’ No. Vacuum Bags and Filters 
Vacuums Vacuum Bags for No. 13J020, Pkg. of 5 Standard 13J022 
Standard Filtration Vacuum Bags for No. 13J021, Pkg. of 5 Standard 13J023 
3’gal Plastic 1%in S52cim 3% 1 13J020 Vacuum Bags for No. 41B90, Pkg. of 5 Standard 3UP65 
ogal_ Plastic 1%in 120cim 5% 1 13/021 Disc Filters for No. 13021, Pkg. of 3 Standard 6H008 
51 aanee ss6. AaESG HEPA Fiffration qarindge rental yes: pee ang ; aoa stancar pte 
oO. oO. tainless 4 4,. artridge Filter for Nos. an 4 

6gal “Stel ' in 85cim 2 2 47890 Cartridge Filter for Nos. 13J020 and 13021 HEPA GAKY8 
Sleeve Filter for No. 41B90 Standard 5X8/9 


Bult-In-Pum | 
Vacuums i QNilfisk jg Payton 


Combine a wet/dry vacuum for cleaning up dust, dirt, or liquid spills and a pump for 
transferring large volumes of water. They can suction debris or liquids into the tank 
like a standard shop vacuum or can connect to a garden hose to pump water through 
the hose as it's suctioned into the vacuum. This pumping feature eliminates the need 
to empty the tank when clearing water from flooded basements or broken pipes. 

No. 396364 quickly removes water from flooded structures. No. 10W854 operates 
in three modes: vacuum only, pump only, or vacuum and pump. No. 4TB87 easily 
converts from wet/dry vacuum to pump operation. 










No. 390364 No. 10W854 No. 4TB87 Note: No. 4TB87 is not intended for use as a continuous running pump. 

Vacuum Tank Tank Vacuum Vacuum Peak No. of Mfr. Item 
Pickup Type Size Material Hose Dia. AirFlow HP Motor Stages Includes Brand Model No. 
HEPA Filtration 

Wet 12 gal __ Plastic 2 in 100 cfm ° 2 20 ft Section of 2 in Vacuum Hose with Cutts Dri-Eaz F479 390364 
Standard Filtration 
Wet 19gal Steel 1%in 140cfm 1% { 20 ft Discharge Hose, Curved Wand, Extension Tube, Filter Nilfisk  M60004 40W854 


Cartridge, Industrial Squeegee, Sump Pump 
(2) Extension Wands, 14 in Wet/Dry Floor Nozzle, 8 ft x 2% in Hose, 8 in Rear Wheel Tool 
Wet/Dry 18gal Plastic 2 Yin 135 cfm 6 1 Basket/Dolly, Built-In Water Pump, Concentrator Nozzle, Crevice Tool, Elbow Grip, Foam Dayton 4TB87 —s_s« AT B87 
Sleeve, Front Caster Feet, Heavy- Duty Cartridge Filter, Metal Transport Handle, Utility Nozzle 


Corded Dust Extractors &) ‘Dustless Pah] © BOSCH 


= Wet/Dry pickup 

Plug extractors into an outlet near machinery and power tools to collect dust from cutting, sanding, and grinding opera- 
tions. They are commonly used in workshops, factories, and other locations. Dust extractors draw in dust as it's produced 
by machinery to help prevent dust from becoming airborne or accumulating on floors, surfaces, and tools. 





No. of 
Tank Tank Vacuum Vacuum Peak Motor Mfr. Item 
Size Material Hose Dia. Air Flow HP Stages Includes Brand Model No. 
Standard Filtration a nar BAG THOT CSE 
; . ilter, Fleece Filter Bag, Tool Coupling ‘ 
No. 5¥% gal Plastic 1%in 151cfm 1% 2 with SGuetionteoree Rediicer Fein 92027236090 31LZ13 
(2) Extension Tubes, Brush, Crevice, Filter, 
8Y%gal Plastic 1%in 151cfm 1% 2 Fleece Filter Bag, Floor Brush, Handle, Tool Fein 92028060090 31LZ14 
Coupling with Suction Force Reducer 
8¥gal Plastic 1%in 15tcim 1% 2 rilter, Filter Bag, Suction hose, Too! Fein 92028236090 31LZ16 


Coupling with Suction Control 
(2) Extension Wands, (2) Wunderbag Micro Pre-Filters, 12 Dustless 
‘6 gal Plastic 2%in 130cim 5 { ft Hose, Crevice Tool, Floor Tool, Inner Filter, outer Filter Technologies D1603 35YK86 
HEPA Filtration 


8gal Plastic 1%in 150cim 1% 1 (2) HEPA Filter, Anti-Static Hose DeWalt DWV010 30RV82 
(2) Metal Extension Tubes, 13 ft Hose, Adaptor, TURBO X 
8Y%gal Plastic 1%in 155cfm 1% vs Brush, Crevice Tool, Disposable Bag, Elbow, Fein AC HEPA 54FH44 
HEPA Filter, Push Handle, Tool Coupling 
Qgal_ Plastic 1%in 150cim — 2 __ Airsweep 9 gal Auto Filter Clean Dust Extractor, HEPA Filter Bosch VACO90AH _19TT53 
Qgal Plastic 1%in 150cfm — 2 Airsweep 9 gal Semi-Auto Filter Clean Dust Extractor Bosch VACO90S_  19TT54 
No. 10 gal Plastic 14%in 1doscim 1% — 2) HEPA Filter, Anti-Static Hose DeWalt DWV012  38A867 


19TT53 {6gal Plastic 2V4in 131cfm 5 { (2) Certified HEPA Filter and HEPA Filter Cover, (2) Extension Dustless D1606  36TU92 


Wands, 12 ft Hose, 16 gal Canister, Crevic Tool, Floor Tool Technologies 


Cordless Dust Extractors DEWALT, 


Extractors run on battery power and connect to stationary or handheld power tools to collect dust from cutting, 
sanding, and grinding operations. They're commonly used at remote jobsites and locations where a power outlet 
isn't available. Dust extractors draw in dust as it's produced by machinery to help prevent dust from becoming 
airborne or accumulating on floors, surfaces, and tools. 


No. 
55AC72 








Vacuum Vacuum 
Pickup Tank Tank Hose Vacuum Includes Mfr. Item 
Type _Size_ Material Dia. AirFlow Battery Includes Model No. 
0 Ep a HEPA Filtration 
= fa No. Dry 0.06 gal Plastic — — Yes (2) Batteries, Belt Hook, Charger, Shoulder Strap DWH161D1 55AC72 
492P06 Dry 0.06 gal Plastic = = No —_ Belt Hoos shoulder strap : OVERSEE 90AC73 
. , ust Extractor, Wireless Tool Control™ Remote, 989 
a — Wet/Dry 2gal. Plastic 1%" 125cfm Yes Fleece Bag, (2) HEPA Filters, Battery | DCB606 337ZX1 
Wet/Dry 2gal_ Plastic 1%in 125cfm Yes Wireless Tool Control Remote, Fleece Bag, (2) HEPA Filters DCV585T2 492P05 
Wet/Dry 2gal Plastic 1%in 125cfm No Dust tty eace Bay: (2) HEPA Fiters DCV585B 492P06 
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JANITORIAL 
Specialty Shop Vacuums 


For vacuum bags, accessories and replacement parts, go to page 1574 and Grainger.com® 


‘a 
Detachable 


Blower Vacuum 


= Wet/Dry pickup 

Vacuum is equipped with a removable motor 
unit that doubles as a handheld blower. Picks 
up dust and dirt or liquid spills when used as a 
vacuum and move leaves, yard clippings, and 
other debris when used as a blower. Standard 
collection bag traps fine dust. The rustproof, 
dent-resistant tank withstands heavy-duty use 
and resists damage during transport. 


Vacuum 

Filtration Tank Vacuum Vacuum Item 
Type Tank Size Material Hose Dia. Air Flow Peak HP No. 

Standard 18 gal Plastic 2 Yin 105 cfm 6% 3VE22 


"ala 


2-In-1 Vacuum 


= Wet/Dry pickup 

Features a large vacuum tank for big cleanups 
and a portable vacuum unit that detaches from 
the tank for small cleanups. It adjusts to the size 
of the job, so there's no need to have separate 
full-size and portable shop vacuums. This wet/ 
dry vacuum picks up dust and dirt or liquid spills. 
Its filter traps dust and contaminants to prevent 
them from recirculating during vacuuming. 


Vacuum 

Filtration Vacuum Vacuum Item 
Type Tank Size Tank Material Hose Dia. Air Flow Peak HP No. 

Standard 16 gal Stainless Steel 1 %in, 2 “in 120 cfm 6 22XJ03 


‘—s 


Ash Vacuum 


Removes cold, dry ashes from boiler systems, 
wood and pellet stoves, coal stoves, and fire- 
places. It has a steel-lined hose with a metal 
intake nozzle to reduce the risk of fire and a 
thermal protection device that shut offs the 
vacuum if temperatures exceed a preset level. 

Vacuum 

Filtration Vacuum 


Type Pickup Type Tank Size 
HEPA Dry 5 gal 








vase 


ed 


Vacuum Vacuum Item 
Tank Material Hose Dia. Air Flow No 
Stainless Steel 1 Yin 70 cfm 


Power-On-Demand 
Vacuum 


Connects to a power tool for dust extraction and shuts off automatically when 
the tool shuts off. It has an outlet on the operating panel for plugging in power 
tools, so that the vacuum will run only when the power tool runs. It's used for 
collecting dust from cutting, sanding, drilling, and grinding tools. Vacuum also 
functions as wet/dry vacuums for cleaning dust and dirt or liquid spills. 


Vacuum Vacuum 

Filtration Pickup Tank Vacuum Vacuum Mfr. Item 
Type Type Tank Size Material Hose Dia. Air Flow PeakHP Model No. 
HEPA Dry 8 gal Plastic 1%in 148cfm 1'%6 8960-20 446P35 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
















No. 
48GP72 








(4) Husqvarna 


Slurry Vacuums 


Suction up the mix of water and dust generated by concrete cutting, 
drilling, grinding, and sawing. They handle slurries, which are typically 
too heavy for standard wet/dry vacuums. Slurry vacuums help prevent 
hazardous dust from becoming airborne and keep slurry from clogging 
drains and entering sewage systems. 


p Vacuum Vacuum Mfr. Item 
Type Tank Size Tank Material Hose Dia. AirFlow PeakHP Model No. 
Standard Filtration 

Wet 15 gal Stainless Steel 1 Yin 
Wet/Dry 55 gal Steel 1 Yin 


118 cfm 1%hp  W/0P  54FH67 
115 cfm 6'%hp H0904 48GP72 


No. 
54TW95 


No. 
210AWO 


GUARDAIR. 


Pneumatic Personnel Cleaning Stations 


= Wet/Dry pickup 

Vacuum dust, powders, and chips from workers’ clothing and skin. Stations 
provide an alternative to dusting off with air guns, which generate poten- 

tially dangerous pressures that could cause eye or ear injuries. Powered by 
compressed air and have a brush attachment to loosen particles so they can 
be suctioned into the attached tank. Nonelectrical discharge (NED) protection 
suppresses static-charge buildup to allow use with combustible materials such 
as metal or coal dust, flour, grain, and sugar. 


Vacuum Vacuum Mfr. Item 
Tank Size Tank Material Hose Dia. Air Flow Model No. 
Standard Filtration 
5.9 gal Polyethene 1% in 73 cfm CS3000 54TW95 
5.5 gal Steel 1% in 73 cfm CS3000NED 210AW0 


1967 


JANITORIAL Scan. Order. Done. 
Upright Vacuums Details on page Al. 
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No. 
4LU78 


(> x 
Sanitaire ©. 


Bagless, Corded Upright Vacuums 


= Dry pickup 

Bagless, corded upright vacuums collect dirt, dust, and debris in their dirt cup or 
chamber for disposal. The see-through chamber shows the level of debris, so it 
can be cleared out when full to prevent reduced suction or an overheated motor. 
These bagless vacuums eliminate the need for replacement bags and rely on 
filters to trap dust and allergens and keep debris from entering the motor. 





Cleaning Vacuum Sound PowerCord Head Height Mfr. Item 
Path Width Air Flow Weight Level Length Adjustment Includes Brand Model No. 
Vacuums 
Standard Filtration 

12 In 120cfm 14.0lb /9dB 30 ft 6-Position — Sanitaire SC689B 4LU78 
12 in 145cim 18.5lb /9dB 50 ft 6-Position Removable Fan Chamber and Furnitrue Guard Sanitaire SC887E 4WYR3 
REPT i 36.6 cfm 16.1lb 79dB 25 ft 5-Position Crevice Tool, Dusting Brush, Extension Wand, Multi-Purpose Tool Hoover UH/1100 55XC10 
iltration 
13 in 59cfm 15./ 1b Not Rated oo iL 5-Position Tools Hoover CH53010 242197 
13 in 60cim 15./lb 83dB 50 ft 9-Position Tools Dayton 242193 242193 
13 in 135cfm 17.0lb 69dB 40 ft 7-Position TEL vieiice 10 rusting erust, Hose, wang ' Sanitaire $C5/45B 48ME61 
_Dnaciti 7 ft Long Crevice Tool, Attached Transparent Triple-stretc ? 
15 in 42 cfm 16.7 lb Not Rated 35 ft 3-Position Hose, Dusting Brush, Extension Wand, Upholstery Nozzle Hoover C1660-900 6END8 
15 in 135cfm 18.0lb /0dB AO ft 7-Position 10 ft Stretch Hose, Crevice Tool, Dusting Brush, Two-Piece Wand Sanitaire $C5845B 4WYR2 ~* 
Replacement Parts and Accessories 
Vacuum Cleaner Belts for Nos. 4LU78 and 4WYR3, Pkg. of 24 Sanitaire 66100-12 487A26 
Vacuum Cleaner Belt for No. 4WYR3 Sanitaire 30563B 23YU38 
Vacuum Cleaner Belts for No. 48ME61, Pkg. of 24 Sanitaire 66120-12 487A27 
Vacuum Cleaner Belt for No. 242197 Hoover 440010033 33Y506 
Vacuum Cleaner Belts for No. GEND8, Pkg. of 2 Hoover 40201190 2YUY6 

Upright Vacuum Brush Roll, Chrome Steel for Nos. 4LU78 and 4WYR3 Sanitaire 932/0A 1AFY9 
HEPA Cartridge Filter for No. 4WYR2 Sanitaire 61840 2TRLS 
Hose Adapter for No. 4WYR2 Sanitaire 71725-313N 24YZ82 


* CRI (Carpet and Rug Institute) Green Label approved. 


‘ sy , 
Bissell ge 
No. No. f BigGreen Commercial” Sanitaire 
36RE63 3U712 | sentee 
ORECK cam * reyeysrancen 
j COMMERCIAL APPROVED 


Bagged, Corded Upright Vacuums 

= Dry pickup 

Corded upright vacuums plug into an electrical outlet to lift dirt from carpet 
fibers. Reusable bags collect dirt, dust, and debris in bags that can be emptied 
and reused making it easy to recover small items (Such as jewelry and toys). 
Disposable bags collect dirt, dust, and allergens in replaceable bags that are 
discarded when full. They minimize contact with collected debris since their 
disposable bags don't need to be shaken out like reusable bags or cleaned out 
like a dirt cup. Both types of bags act as filters to trap dust and allergens. 








Vacuum Cleaning Vacuum Sound PowerCord Vacuum Mfr. Item 
Collection Type Path Width Air Flow Weight Level Length Capacity Includes Brand Model No. 
Vacuums 
Standard Filtration 
Reusable Bag 12 in 95 cfm 13.5 Ib 67 dB 20 ft 2 gal Nonstick Shakeout Dust Bag Bissell BG100 36RE63 
Reusable Bag 12 In 105 cfm 14.51b Not Rated 20 ft 2 gal Magnetic Bar, Nonstick Shakeout Dust Bag Bissell BG101 36RE64 
Reusable Bag 12 In 120 cfm 12.2 |b 78 dB 30 ft 4% gal n satan Ch = <r ' Sanitaire SC6/9K 4WT59 
; emovable Fan Chamber and Large Rear ai 
Reusable Bag 12 in 145 cfm 15.8 Ib 79 dB 50 ft 4% gal Wheels for Easy Maneuverability Sanitaire SC886G 3U712 
Reusable Bag 16 in 105 cfm 16.5 !b Not Rated 20 ft 2 gal Magnetic Bar, Nonstick Shakeout Dust Bag Bissell BG102 36RE65 
Reusable Bag 16 in 145 cfm 17.0 Ib 79 dB 20 ft 4% gal Removable Fan Chamber Sanitaire SC899H 3U478 
Reusable Bag 19 in 200 cfm 19.0 lb Not Rated 1% tt 8 gal 7 in Wheels Dayton 6H003 6HO003 
Disposable Bag 12 in 39 cfm 9.1 Ib Not Rated 40 tt 2 Y% gal Cloth Outer Bag Oreck U2000RB2L-1 30RJ32 
Disposable Bag 12 in 108 cfm 8.0 Ib Not Rated 40 tt 2 Y% gal Easy-Use Carrying Handle Oreck U2000R-1 36N094 
Disposable Bag 12 in 145 cfm 16.2 Ib 69 dB 00 ft 1% gal Removable Fan Chamber and Furnitrue Guard Sanitaire SC889B 4WYR4 ~* 
Disposable Bag 12 In 145 cfm 16.2 |b 79 dB 20 ft 1% gal Removable Fan Chamber Sanitaire SC888N 1AFZ2  * 
Disposable Bag 12 in 145 cfm 17.0 Ib 79 dB 20 ft 1% gal Belt Sanitaire SC688B 416J15 
HEPA Filtration 
Disposable Bag 12 In 39 cfm 8.0 Ib Not Rated 30 ft 2 Y% gal — Oreck XL2100RHS —-386N095 
Disposable Bag 12 in 39 cim 8.0 Ib Not Rated 40 ft 2 Y% gal Cog V-Belt, Easy-Use Carrying Handle Oreck U2000RB-1 36N096 
Disposable Bag 12 in 105 cfm 17.0 Ib 68 dB 40 ft 1% gal On-Board Crevice Tool, Upholstery Brush, Wand Sanitaire SC5500A 48XL30 
Disposable Bag 13 in 119 cfm 20.0 Ib 68 dB 20 ft 1 gal 5 5 lelescopie Wand -_ Sanitaire $C9180B 17GZ5 * 
. ; usting Brush, On-Board Crevice Tool, 
Disposable Bag 14 in 120 cfm 16.0 Ib 70 dB 50 ft 1 gal _ Telescopic Aluminum Wand -_ Tennant 1060829 SPFRO fT 
. ; ‘1 Stretch Hose, Crevice Tool, Dusting Brush, 
Disposable Bag 14 in 120 cfm 18.0 Ib 70 dB 50 ft 1 gal Spare Belt And Bag, Telescopic Aluminum Wand Tennant 1068027 15A756 Tf 
Disposable Bag 15 in 135 cfm 18.0 Ib 70 dB 40 ft 1% gal Crevice Tool, Dusting Brush, Hose, Wand Sanitaire $C5815D 48ME62 
Disposable Bag 12 in 105 cfm 17.0 |b 68 dB AO ft 1 gal On-Board Crevice Tool, Upholstery Brush, Wand Sanitaire SC5505A 487A25 
Replacement Parts and Accessories 
Vacuum Cleaner Bags for No. 36RE63 Bissell Commercial 2037857 55HD92 
Cloth Vacuum Bag for No. 6HO003 GA 8290940 21CG59 
Snap-On/Snap-Off Disposable Bags for Nos. 36N095 and 36N096, Pkg. of 25 Oreck PK800025 4LB34 
Vacuum Cleaner Belt for Nos. 36RE63, 36RE64, 36RE65 Bissell Commercial 2037843 36RE91 
Vacuum Cleaner Belt for Nos. 3U478, 4WYR4 and 1AFZ2 Sanitaire 30563B 23YU38 
Vacuum Cleaner Belts for No. SPFR9, Pkg. of 6 Tennant 9007772 12H380 
Upright Vacuum Brush Roll, Chrome Steel for Nos. 4W1T59, 3U712 and 1FZ2 Sanitaire 53270A 1AFY9 
HEPA Cartridge Filter for No. 48ME62 Sanitaire 61840 2TRLO 
Standard Cartridge Filter for No. SPFR9 Tennant 9007746 12H379 
* CRI (Carpet and Rug Institute) Green Label approved. f CRI Silver Seal of Approval. 
1568 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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JANITORIAL 
Upright Vacuums & Stick Sweepers 


For vacuum bags, accessories and replacement parts, go to page 1574 and Grainger.com® 
. Na a 
Bagless, Cordless Upright Vacuums Takita, 7 (? 


COMMERCIAL 4 } 
= Dry pickup Makita Vacuums—2-stage filtration system. 
Operate without the limitations of a power cord to collect dirt and debris Floor nozzle aids in maneuverability and debris 
in their dirt cup or chamber for disposal. They typically have a see-through 
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No. f 


No. 
53RHO9 | / 14F055 / 


collection. J 


f 


chamber that shows the level of debris, so it can be cleared out when 
full to prevent reduced suction or an overheated motor. These bagless 
vacuums eliminate the need for replacement bags and rely on filters to 


Hoover No. 24Z198—Patented WindTunnel® 
technology helps lift and remove dirt from 
carpets. Micro filtration system plus extra-wide 


trap dust and allergens and keep debris from entering the motor. 


Cleaning Includes Mfr. Item 


cleaning path. j 












Description Path Width Weight Battery Includes Brand Model No. 
Vacuums fo 
Standard Filtration ay WHEE — rir Floor Nom SH yy 
™ \ hi ite Extension Attachment, oor Nozzle, c. 
TT cance, em. 22ib. No (1) Crevice Nozzle, (1) White Crevice Nozzle Makita  LCO6ZW 53RHO09 ul 
P 5 rorder 1 Fre Filer, (1) vloth vacuum ae 
18V LXT®, White—Delivers up hi attery, Charger, Ivory Extension Attachment, Floor . 
to13min.ofcontinuoususe 8! 27 'b Yes Nozzle, Crevice Nozzle, Pre-Filter, Cloth Filter ‘Makita. XLCO2RBIW 14F05S 
48V LXT®. Black—Delivers u (1) Pre-Filter, (1) Cloth Vacuum Filter, (1 ) 8 in Black | No. No. 
i013: mai, OF CANEMUGIS oa 8 in 2.7/lb Yes — Floor Nozzle, (1) Black Crevice Nozzle Holder, (1)6in Makita XLCO2R1B 420C75 402D40 242198 
an) erevice Nozze, tt plack ety Flog Nae (1) 
18V LXT®, White—Delivers up 1h ite Extension Attachment, oor Nozzle, . 
to 33 min. of continuous use sin 2/lb No Giovic Nozze {t) Pre-fiter (1) Cloth Vacuum Fier Makita XLC02ZW  SWFPA 
® Nal re-Filter, oth Vacuum Filter, in Blac 
Tey Ce ets uP 8 %in = 3.2Ib ~~ No_—_Floor Nozzle, (1) Black Crevice Nozzle Holder, (1) 6 in Makita XLCO2ZB 402D40 
Black Crevice Nozzle, (1) Black Extension Attachment 
Taskvac Commercial 11 In 9.8 Ib Yes (1)Filter Dual Layer Foam, (1) Compact Upright Belt Hoover CH20110 242198 
Required Accessories 
Battery Charger for No. 53RHO09 Makita DCi0OWD 46AD64 
Battery for No. 53RHO09 Makita BL1021B  52KE43 
Battery and Charger Kit for Nos. SWFP4 and 402D40 Makita BL1850BDC1 48WA65 
Battery for Nos. SWFP4 and 402D40 Makita BL1850B 38XU33 
Battery Charger for Nos. SWFP4 and 402D40 Makita DC1I8RC 4NNN4 


Bagged, Cordless 
99 : (N) NoeLes © 


Upright Vacuums Wie Sanitaire @)2Lrcleam Sen NO { No. 
= Dry pickup No. 45PC90 runs up to 12 min. LED indicator light for low battery and full i 


bag. No. 54XJ38 has 2-speeds, runs for up to 60 min., and uses paper 

or cloth bags. No. 54YP40 runs up to 47 min. and features a battery life 
display. No. 55EX06 has the option to go cordless for up to 72 min. or 
plug into an outlet. Includes 4-layer micro filter bag. No. 488Z16 runs up 
to 50 min., and has automatic height adjustment. No. 400H61 runs up to 
45. min, has a 2-speed motor, and LED status indicator panel. No. 55EX34 
runs up to 49 min., has a 2-stage motor, and auto stop feature. 


These vacuums have a disposable bag and 
operate without a power cord to trap dirt, dust, and 
allergens in replaceable bags that are discarded 
when full. These vacuums keep debris contained 
for disposal to help prevent recirculation of dust 
and allergens, making them a common choice for 
use in healthcare and educational settings. 











Cleaning Vacuum Sound Includes Mfr. Item 
Description Path Width Air Flow Weight Level Battery Includes Brand Model No. 
Vacuums 
Standard Filtration 
uy Paper Dust Bag, (1) Cloth Dust Bag, 
12V max 8 Yin 33cfm 1.9lb 20dB Yes 1) Pipe, (1) Sash Nozzle Holder, (1) = Makita LC05 45PC90 
pas No (1) Nozzle, Ae Adapter No. No. 
_ _ oth Dust Bag, Crevice Tool, Extension, 
LXT® 35cfm 2.9 |b No Filter, Floor Nozzle, Paper Dust Bags Makita XLCO1ZB 54XJ38 488216 55EX34 
QUICKBOOST™ 13 In 60cim 12.4lb /OdB Yes Battery, Charger Sanitaire SC/500A 54YP40 
FreeFlex 14 in o3cim 17.6lb 75dB Yes (2) Filters Proteam 107499  55EX06 
HEPA Filtration 
Lightweight Independence _—‘10 in 60cim 11lb /0dB Yes (1)Spare Belt, (1)Bag Nobles 1236915 488216 
HUSHTONE™ 13 in 81cfm 16.5lb 65dB No Allergen Filter Bag, HEPA Final Filter Hoover CH95413 400H61 
MPWR™ 13 in 91cfm 10.1lb 710B No Belt, Filter Bag Hoover CH95519 —_55EX34 
Required Accessories 
Battery and Charger Kit for No. 54XJ38 Makita BL1820BDC1 48WA63 
Battery for No. 54XJ38 Makita BL1820B  33RT41 
Battery Charger for No. 54XJ38 Makita DC1i8RC —— ANNN4 
Battery for No. 400H61 Hoover CH90040 _52AT97 
Charger for No. 400H61 Hoover CH90002 52AT98 
Battery Charger for No. 55EX34 Hoover CHO/150  55EX38 
Li-lon Battery for No. 55EX34 Hoover CH1/360  55EX37 
Sti k S Bosal | BISSEl No. No. 
IcK sweepers SS | cGeenCommeca’ 5MB65] SMB867 


Floor sweepers pick up dust and debris from carpeting as 
well as hardwood, tile, or vinyl flooring. They have a slim 
cleaning head and a pivoting handle for cleaning under 
furniture and machinery. Their quiet operation makes them 
suitable for use in hotels and hospitality environments. 
Rubbermaid Sweepers—Corner brushes help clean tight 
spots. No. 5M865 cleans bare floors and low-pile carpets. 
No. 5M867 has a low profile for cleaning under furniture on 


a variety of floor surfaces. No. 4HG27 includes soft bumpers 
to product furniture on bare floors or low-pile carpets. 


Bissell Sweepers—Nos. 36RE54—36RE56 include dual- 
debris canisters, plus corner brushes for hard-to-reach areas 
on bare floors and low-pile carpets. No. 36RE53 is battery- 
operated with a 90-min. run time. Roller brush sweeps dirt 
into its dustpan. 


Cleaning Sweeper Sweeping Sweeping Body Mfr. Item 
Path Width Power Source Mechanism Mechanism Material Material Brand Model No. 
6 Zin Manual Single Brush Crimped Nylon Plastic, Steel Rubbermaid FG421288BLA 5M865 
7 Yin Manual Brushless Rubber Plastic, Steel Rubbermaid FG421588BLA 5M867 
7 Yan Manual Dual Brush Crimped Nylon, Natural Boar _ Plastic, Steel Rubbermaid FG421388BLA 4HC27 
7 Yin Manual Single Brush Nylon Plastic Bissell BG25 36RE54 
9% in Manual Dual Brush Nylon Plastic Bissell BG23 36RE55 
9% in Manual Dual Brush Rubber Plastic Bissell BG21 36RE56 
11 in Battery-Operated Single Brush Nylon Plastic Bissell BG9100NM 36RE53 
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No. 
36RE54 





No. 
4HC27 


No. 
36RE53 
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Vacuum 
Collection Vacuum Sound Vacuum Mfr. Item 
Type Air Flow Weight Level Capacity Includes Brand Model No. 
Vacuums 
Standard Filtration 
ac in ty 1 ae ie ee ae 24 iH On 
F elescoping Wand, 13 in Crevice Tool, Upholstery Tool, Dust 
Reusable oo (OP (88GB Tegal Brush, Cuff Adapter, 12 in Carpert Tool with Scallops, 4 ft Static- Proteam = 103024 STZH8 
Ba Dissipating 1.5 in Hose, (2) Filter Bags, 50 ft Extension Cord 
9 “150 cim 10lb 67 dB 


1%gal 42 nto 59 in Telescoping 1.5 in Wand, 14 in Xover Multi-Surface Floor | Proteam 107118 33KE2/ 
153cim 11.6lb /0dB 1 gal Tool, 17 in Crevice Tool, 3 in Dust Brush, 5 in Upholstery Tool, 4 ft Proteam 107310 38EW21 
153 cfm 12lb /700B 2 gal Static-Dissipating 1.5 in Hose, (2) Filter Bags, 50 ft Extension Cord Proteam 107303  38EW20 
Scalloped Face Rug Tool, Bristle Floor Brush, Round 
120cfm 95lb 68dB 1 gal Dusting Brush, Upholstery Tool with Slide On Brush, 





Bissell = BG1006  36RE51 





SR er rin Praia enee, Ool Paddle Too), (2) Extension Wands Commercial 
" isposable 1 in ProBlade Carpet, ProBlade Hard Surface, Straight Telescoping Wand, 
Bag 0 cim 11 lb =66dB 2 gal 47 in Crevice Tool, 3 in Dusting Brush, 5 in Upholstery Tool, (2) Filters | Proteam 107604 = S5EX08 
a Si “Reds Saba nn , ~ ee es in Wand, 14 in Xover Multi-Surface Floor 
50 cfm Yo ga ool, 17 in Crevice Tool, 3 in Dust Brush, 5 in Upholstery Tool, 4 ft Proteam 107119 33KE26 
@Proleam. Bissell’ Static-Dissipating 1.5 in Hose, (2) Filter Bags, 50 ft Extension Cord 
BigGreen Commercial” HEPA Filtration 
= 92cim 11./lb 68dB 1 “gal Intercept Micro Filter Bag Hoover CH34006 48WK14 
C ATRIX®: Telescopi | | | 
ii ae ae P pic Tube, Dusting Brush, Crevice Tool, Blowing Attachments, : 
= 106 cim 10lb 68dB 1 %gal a Pet alias SLT Floor to Carpet Brush, Turbo Brush Atrix BP50-G = 21AD04 
-I1¢- tage HEPA Filtration, Deuter Branded Hiking Harness, 14 
(N) NOBLES ONilfisk {11cim 13lb 68dB 1 Vaal in Hard Floor Tool, 14 in Carpet Floor Tool, 15 ft Crush Proof Nobles 9013477. 45NY78 
g 4:1 ita He ane Pa ie oe wees opiny 
and, Dust Brush, Crevice And Upholstery Too 
Bagged, Corded Disposable (4) Stage HEPA Filtration, Deuter Branded Hiking Harness, 14 in Hard Floor 
g 111 cfm 13.5lb 67dB 2%gal Tool, 14 in Carpet Floor Tool, 15 ft Crush Proof 4:1 Stretch Hose, Robust Nobles 9013485  45NY75 
Backpack Chrome Telescoping Wand, Dust Brush, Crevice and Upholstery Tool 
5/ in 2-pc. Two Bend Aluminum Wand with Button Lock, 17 
Vacuums 120cfm 9.2lb 66dB 1 gal in Crevice Tool, 14 in Floor Tool, 14 in All Purpose Floor Tool, Hoover C2401 6ENE2 
2¥2 in Dusting Brush, 5 in Upholstery Tool and Adapter _ 
= Dry pickup 139.cim 108lb 62dB 2¥ga Nyy tel Sack iter, Aust Gere Gta Nilfisk 9060709010 4NFP4 
Vacuums trap dirt, dust, and Vacuum Bags, Tool Kit and Filter 
i D P ae : Standard Intercept Micro Filter Vacuum Bags, 6 qt., Open Collar for No. 33KE27, Pkg. of 10 Proteam 100431 2RKX4 
allergens. Debris is contained for ~ Standard Intercept Micro Filter Vacuum Bags, 10 qt., Open Collar for No. 33KE26, Pkg. of 10 Proteam 100331 | 2RKX8 
disposal to help prevent recir- Standard Intercept Micro Filter Vacuum Bags, 6 qt., Triangular Open Collar for No. 38EW21, Pkg. of 10 Proteam 107314 — 35XE92 
lati fd dall Standard Intercept Micro Filter Vacuum Bags, 10 gt., Triangular Open Collar for No. 38EW20, Pkg. of 10 Proteam 107313  38EW27 
culation of dust and allergens, HEPA Vacuum Bags for No. 21AD04, Pkg. of 10 Atrix VACBP6-10P 21AD05 
making them a common choice elandare pais. at. for PEERS) MEER SNE) Pkg. of 12 rae Pee ae 
ss tandard Disposable Bags for No. , Pkg. of 5 ilfis 710975 4 
for vacuuming in healthcare and —~ -Piece Tool kit for No. 4NFP4 Nilfisk  M70037 _ 4RXZ1 
educational settings. HEPA Replacement Upstream Filter for No. 4NFP4 Nilfisk 1471104500 4RYF7 


Bagless, Cordless Backpack Vacuums Miu 
= Dry pickup 

Rest on your back and operate without the limitations of a power cord to collect dirt and debris in their dirt cup or chamber for 
disposal. The chamber also allows small items to be recovered from the collected debris. Vacuums eliminate the need for replacement 
bags and rely on filters to trap dust and allergens and keep debris from entering the motor. Brushless motor has the suction power to 
clean up drywall dust, concrete dust, and wood/metal shavings. 


Vacuum Sound Vacuum Includes Mfr. Item 
Air Flow Weight Level Capacity Battery Includes Model No. 
Vacuums 
HEPA Filtration 
Charger, 6 ft. Hose, HEPA Filter, Extension Wand, Crevice 0885-21HD, 
so cim = 15.2 1b. 76dBA 1 gal Yes Tool, Floor Tool, Dust Extractor Adapter 48-11-1880 338AP3 
socfim 19.21b  /76dB 1 gal No (1) 6 ft Flexible Hose, (1) HEPA Filter, (1) Telescoping Extension Wand, 0885-20 484X11 
oocim 15.21b /6dB 1 gal Yes (1) Crevice Tool, (1) Floor Tool, (1) Dust Extractor Adapter 0885-21HD 484X12 





3-in-1 Backpack Vacuum, (2)Battery Pack, Charger, HEPA Filter, Flexible Hose, 0885-21HD, 
ofcim 15.31b.  74dBA 1 gal Yes Telescoping Extension Wand, Floor Tool, Crevice Tool, Dust Extraction Adapter 48-11-1890 643F80 


No. 484X12 Replacement Parts/Required Accessories 
M18™ Battery for Nos. 338AP3, 484X11, 484X12 and 643F80 48-11-1890 | 45KM67 
Battery Charger for Nos. 338AP3, 484X11, 484X12 and 643F80 C18C 4LER8 


Bagged, Cordless @ 

No. J te (E 

35MM76 Backpack Vacuums @Ofroleam whee ATRIK® © (Q) NoeLes 
= Dry pickup 






Vacuums rest on your back and operate without the limitations of a power cord to trap dirt, dust, and allergens. They keep debris 
contained for disposal to help prevent recirculation of dust and allergens, making them a common choice for vacuuming in healthcare 
and educational settings. 


eX Vacuum 
Collection Vacuum Sound Vacuum Includes Mfr. Item 
of Type Air Flow Weight Level Capacity Battery Includes Brand Model No. 
coe Vacuums 
Standard Filtration 


Reusable o8cim 15.5lb 64dB 1’%gal Yes Hose, Battery, (2) Intercept Micro Filter Bag, Soft Dusting Brush, Proteam 107647 5SONN81 


Upholstery Tool, Crevice Tool, ProBlade Carpet Floor Tool, ProBlade 
Bag o8cim 17.51b 64dB 1 %gal Yes Hard Surface Floor Tool, Straight Telescoping Wand, Battery Charger Proteam 107645 SONN8O 


lant 


No. HEPA Filtration 
Filter Bag Set, HEPA Filter, Hose Band, Floor Nozzle, Nozzle Set, ; XCVO05Z + 
SSEXS1 oscim 9.41b. 70dBA ‘2gal No Bent Pipe Assembly, Telescopic Pipe Assembly, Hose Coupler Makita 493636-9 1/0H38 
Hose, Blower Adapter, Exhaust Filter Cover, Extension Wand, Set of 3 VACBP36V- 
71cim 18.5lb 65dB  2gal Yes Blower Nozzles, Furniture Nozzle, Crevice Tool, Round Brush, Floor Brush, Atrix 35MM76 
Disposable Air Driven Turbo Brush, HEPA Bag, Shakeout Bag, Battery, Charger 


Bag gicfm 9.9lb 71dB 1%gal No — Hose, Wand, Dusting Brush, Bag, (2) HEPA Filters, (2) Hexaguard Filters Ree CH93619 55EX31 


mmercial 
(4) Stage HEPA Filtration, (1) Hiking Harness, (1) 14 in Hard Floor Tool, 
70cfm 19.0lb 63dB 1'%gal Yes (1) 14 in Carpet Floor Tool, (1) 15 ft Crush Proof 4:1 Stretch Hose, (2) Nobles 9017568 488213 
Lightweight Aluminum Wands, (1) Dust Brush, (1) Crevice Upholstery Tool 


Accessories 
as Vacuum Battery Charger for No. 35MM/6 Atrix BPCHG 35MM/7 
Vacuum Battery Replacement for No. 35MM/6 Atrix BPBAI 35MM/7/8 
1570 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE” JANITORIAL 
Find the ww. Find Solutions. Find Great Prices. Canister Vacuums 





For vacuum bags, accessories and replacement parts, go to page 1574 and Grainger.com® 
Sanitaire ©2Pleam ATRIX® @Nilfisk SISSs!! 


Bagged, Corded Canister Vacuums 


= Dry pickup 

Vacuums trap dirt, dust, and allergens in replaceable bags that are discarded when full. They keep 
debris contained for disposal to help prevent recirculation of dust and allergens, making them a 
common choice for vacuuming in healthcare and educational settings. These vacuums have a 
lightweight wand for cleaning and a canister that houses the electric-powered motor and holds the 
collected debris. 


No. 30RR52 cleans hard surfaces, carpet, furniture, and above-floor areas. No. 33KE24 has 

a large filter capacity to allow users to clean with less downtime. No. 48ME63 is compact for 
increased portability and maneuverability. No. 33KE28 includes a restaurant tool kit for cleaning 
up food scraps and dining room debris. No. 9SRYO2 has a large capacity for mold, lead, or asbestos 
remediation. No. 566G94 is HEPA safe for immediate containment in hazardous particulate appli- 
cations. No. 36RE57 comes with on-board cleaning tools for carpets, upholstery, and more. 


Vacuum Sound Vacuum Power Cord Mfr. Item 
Capacity Weight Level Air Flow Length Includes Brand Model No. 
Standard Filtration 
Y gal 10.0 Ib 71 dB 135 cfm 20 ft (2) Metal Wands, Blower Port, Floor Brush, Crevice Tool, Dust Brush Sanitaire SC3683D 48ME63 
1 gal 14.4 Ib 68 dB 68 cfm 32 ft Combo Carpet/Bare Floor Tool, Dusting Brush, Crevice Tool, 2-pieces Metal Wand Sanitaire SC3700A 30RR52 
2) Intercept Micro Filter Bag, Soft Dusting Brush, Upholstery Tool, 
2 Ye gal 12.0 Ib 99 dB 124 cim 4 tt ae foal Xover Floor Tool Telescoping Wand, fete Kit Proteam 107152 33KE24 
(2) Intercept Micro Filter Bag, 14 in Hard Floor Tool with Nylon Brush, 14 in Carpet 
2 % gal 12.0 Ib 66 dB 150 cfm 4 ft Tool with Scallops, 5 in Upholstery Tool, 3 in Dust Brush, 11 in Crevice Tool, (2) Proteam 103220 33KE28 
56 in Aluminum Wand, 1% in x 78 in Static-Dissipating Vacuum Hose 





No. 33KE24 


2 


No. 36RE57 


No. 9RYO2 


HEPA Filtration 


Crevice Tool, Crevice Tool Brush, Utility Nozzle, Utility Nozzle Brush, 
‘gal = 10.91b 73dB 9 cim_ Tt Wand, Clear Hose, Hose Plugs, (2) Adjustable Shoulder Straps | Atrix  VACOHCS 566694 
4 gal 16.5 |b 53 dB 74 cfm 235 ft Dust Bag, Hose with Bent End Wand, Telescopic Aluminum Wand, Commination Nilfisk 9055314040 9RYO2 


Floor Nozzle, Combination Round Brush/Upholstery Nozzle, Crevice Nozzle 
ULPA Filtration 


2 gal 24.0 |b 60 dB 106 cfm 50 ft Crevice Tool, Upholstery Tool, Dusting Brush, Combination Floor Tool, ULPA Filter, HEPA Filter Bissell BGCOMP9H 36RE57 


Commercial 
- No. 36RE58 


Bissell 


BigGreen Commercial” 


Bagless, Corded 
Canister Vacuums 





By Tennant Company 











No. 
55EX51 


No. 
55EX49 


= Dry pickup = 
Collect dirt, dust, and debris in their 

dirt cup or chamber for disposal. These 

bagless vacuums eliminate the need for 

replacement bags and rely on filters to Nos. 55EX49 and 55EX50 quietly clean carpets 
trap dust and allergens and keep debris —_ and hard floors and prevent dust using three-stage 





from entering the motor. They have a standard filtration system. No. 36RE58 is a handheld 
lightweight wand for cleaning and a canister with maneuverable wheels that is both porta- 
canister that houses the electric-powered ble and powerful. No. 55EX51 has a larger capacity, 
motor and holds the collected debris. speed control, and a full bag indicator light. 
Vacuum Sound Vacuum Power Cord Mfr. Item 
Capacity Weight Level AirFlow Length Includes Brand Model No. 
Standard Filtration | 
egal 11.0lb 84dB 106cfm 18tt 2-in-1 Floor Tool, (2) Extension Wands Cone ig) BGC2000 36RESS 
2%gal 9.0lb 68dB  61cfm 26 ft Main Polyester Filter, Hose Nozzle, Crevice Tool, Round Brush, Brush Floor Tool, Vacuum Hose, 2-Piece Wand Tennant 1244294 55EX49 
12gal 13.9lb 63dB 92cfm 40 ft Exhaust Air Foam Filter, 2-Piece Wand, Hose Nozzle, Crevice Tool, Tennant 1244302  55EX50 


Round Brush, Upholstery Tool, Adjustable Floor Tool 
HEPA Filtration 


Exhaust Air Cartridge Filter, Telescopic Wand, Hose Nozzle, Crevice Tool, 
16gal 143lb 63dB 92cfm 40 ft Round Brush, Upholstery Tool, Adjustable Floor Tool Tennant 1244322 55EX51 


Bagless, Cordless Canister Vacuum Takite. oe 
= Dry pickup 53YKO02 


Collects dirt, dust, and debris in its dirt cup or chamber for disposal. This bagless vacuum eliminates the need 

for replacement bags and relies on filters to trap dust and allergens and keep debris from entering the motor. > | , 
Lightweight wand for cleaning. Canister houses the battery-powered motor and holds the collected debris. —— 
Delivers up to 64 min. of continuous operation. Requires No. 52YW51 Battery and Charger Kit, sold separately. 


Vacuum —- 
Filtration Vacuum Sound Vacuum Includes Mfr. Item 

Description Type Air Flow Weight Level Capacity Battery Includes Model No. 

Vacuum 





Crevice Nozzle, Floor 


Nozzle, Shoulder Strap, 
18V LXT® HEPA 46cfm 84|lb 64dBA “egal No Suction Hose, Telescoping DCL501Z 53YK02 


Extension Attachment 


No. 
52YW51 


Accessory 


(2) Batteries and 
18V LXT Battery and Charger Kit Dual Charger BL1850B2DC2 52YW51 
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Critical-Area Vacuums 


Scan. Order. Done. 
Details on page A1. = 
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No. 2FTK2 


No. 54ZH11 
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For more vacuum bags, accessories and replacement parts, go to page 1574 and Grainger.com® 


Computer/Electronics/Data Vacuums Fea  ATRIX® 


= Dry pickup 

Remove dust and dirt buildup from computers, data equipment, and office machines to prevent damage or overheating. 
They provide an alternative to canned-air dusters for cleaning out keyboards and clearing dust from equipment-cooling 
fans. Include micro-cleaning attachments for adapting to different cleaning angles and getting into tight spaces. 
DataVac® Pro Series are all-steel, high-tech vacuums/blowers that keep computers, printers, and office equipment 
functioning properly. Express is an ESD-safe vacuum for servicing and cleaning static-sensitive equipment. Omega 
Supreme is also ESD-safe and can be used for collecting hazardous debris such as lead dust, silica dust, and mold. 
Accessories store on lid. 


Vacuum Tank Peak Vacuum Power Cord Mfr. Item 
Description Collection Type Tank Size Material Horsepower AirFlow Length — Brand Model No. 

Vacuums 
Standard Filtration 

DataVac Pro Series Disposable Bag _0.33 qt Steel ¥4 hp 65 cfm 12 ft Metrovac MDV-1BA 9TFO4 
DataVac/2 Pro Series Disposable Bag 0.7/5 qt Steel 1% hp 89 cim 12 ft Metrovac  MDV-2TAV 54DG16 
DataVac/2 Pro Series Disposable Bag _0.75 qt Steel 1% hp 100 cfm 6ft | Metrovac MDV-3TA ONJJ6 
DataVac Pro Series Toner Vac Disposable Bag _0.75 qt Steel 1 ¥% hp 80 cfm 12 ft Metrovac MDV-2TCA 162966 
HEPA Filtration 

Express Bagless 0.25 gal _ Plastic 79 cfm 12 ft Atrix VACEXP-04 1VHH2 
Omega Supreme Bagless 1 gal Plastic 1'¥%ahp 99 cfm 12 ft Atrix VACOMEGASLFH _1VHH4 
Filters, Bags and Accessories 

5 Replacement Bags and 2 Toner Filters for Nos. 9TF54, 54DG16, 5NJJ6 and 162966 Metrovac TBF-/ 2TUY5 
Standard Cartridge Filter for No. 1VHH4 Atrix 31700-1P 1VHH5 
HEPA Cartridge Filters for No. 1VHH2, Pkg. of 2 Atrix 730333 1VHH3 
HEPA Cartridge Filter for No. 1VHH4 Atrix OF612HE 1VHH6 
ULPA Cartridge Filter for No. 1VHH4 Atrix OF/12UL 2FTK6 


ESD-Safe Vacuums Fey ONilfisk ATRIX® 
= Dry pickup 


Vacuums dissipate static electricity to avoid damaging sensitive electronic equipment during cleaning. Also known as 
antistatic vacuums, they create a path for grounding static electricity to prevent discharges that could cause interrup- 
tions or failures of computers, printers, data equipment, robotic devices, and other electronics. 


Use No. 45RK33 as a vacuum/blower to remove dust, lint, hair, debris, and paper shreds from electronics. No. 4RXY7 
can be used in both portable and stationary applications with a 4-stage filtration system. No. 2TUX8 is a complete anti- 
static vacuum, blower, and dusting system for electronics. No. 2FTK2 has a bagless filter canister that is resealable and 
disposable. Captures large volumes of debris and particulate. 


Vacuum Tank Peak Vacuum Power Cord Mfr. Item 
Description Collection Type TankSize Material Horsepower Air Flow Length Brand Model No. 
Vacuums 
Standard Filtration 
DataVac Pro Disposable Bag 0.33 qt Steel ¥ hp 65 cfm 12 ft Metrovac MDV-1ESD  45RK33 
HEPA Filtration 
GM80 Disposable Bag = 3.25 gal ~=Aluminum 1 %hp 80 cfm 30 ft Nilfisk 01790132 4RXY7 
DataVac ESD Disposable Bag 0.75 gt Steel 1% hp 100 cfm 12 tt Metrovac DV-3ESD1 2TUX8 
High-Capacity Bagless 7 gal Plastic 99 cfm 12 ft Atrix HCVAC7H-ESD = 2FTK2 
Filters, Bags and Accessories 
5 Replacement Bags and 2 Toner Filters for Nos. 45RK33 and 2TUX8 Metrovac TBF-/ 2TUY5 
HEPA Sleeve Filter for No. 4RXY/ Nilfisk 11730410 4RYG6 
HEPA Cartridge Filter for No. 4RXY/ Nilfisk 01727631 4RYF4 
HEPA Cartridge Filter for No. 2FTK2 Atrix 421-000-007 2FITK3 
ULPA Filter Dry Vac Tool Kit for No. 4RXY7 Nilfisk M70041 4RYA2 
10-Ft. ESD Stretch Hose for No. 2FTK2 Atrix 31671 2FTK4 
Hose Connector/Extender for No. 2FTK2 Atrix SCHENG600 = 2FTK5 
Cleanroom Vacuums ONilfisk 
= Dry pickup 


Disposable bag vacuums provide multiple stages of filtration for collecting fine dust and powders in cleanrooms, labs, 
and other controlled environments. They remove contaminants and other airborne particles to meet specific cleanroom 
standards. Capture the largest particles during the first stage of filtration and capture finer particles during the following 
stages. Their final filtration stage traps ultra-fine particles and prevents them from recirculating. 

No. 4NFP9 has an extra-large filter, plus a thermal protection device to keep motor from overheating. Hose provides 
ESD protection. Nos. 4RXY8 and 4RXY9 are compact and wheels make them easy to maneuver. No. 4RXY8 can safely 
collect and contain potent compounds for disposal. 


Peak Vacuum Power Cord Mfr. Item 
Description Tank Size Tank Material Horsepower Air Flow Length Model No. 

Vacuums 

ULPA Filtration 

GM80 CR 3.20 gal Aluminum 1% hp 80 cfm 30 ft 01790150 4NFP9 

IVT 1000CR Sate-Pak 1.72 gal Stainless Steel 1% hp 72 cfm 30 ft 01798180 4RXY8 

IVT 1000CR 3.20 gal Stainless Steel 1% hp 76 cfm 30 ft 01798070 4RXY9 
Explosion-Proof Vacuums ONilfisk 


These bagless vacuums are made of nonsparking materials to help prevent the ignition of combustible dust. They allow 
cleaning in areas where dry goods and other potential ignition sources are stored or processed. They're commonly used 
around products such as flour, starch, animal feed, light metals, coal, plastics, and textiles. All-in-one design safely 
collects and renders inert Group E metal dusts including aluminum, magnesium, and other commercial alloys. 


Vacuum Power Cord Mfr. Item 
Pickup Type Tank Size Tank Material Peak Horsepower Vacuum Air Flow Length Model No. 
HEPA Filtration 
Dry 9.8 gal Stainless Steel 1 %hp 103 cfm 30 ft 99100268 54ZH12 
Wet 9.8 gal Stainless Steel 1 %’hp 103 cfm 30 ft 99100270 54ZH11 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the wi. Find Solutions. Find Great Prices. Drum-Top Vacuum Heads & Handheld Vacuums 
| For vacuum bags, accessories and replacement parts, go to page 1574 and Grainger.com® 
* . 

H Dayton ® ieee 
Electric Drum-Top Corded Vacuum Heads kaa) Tornado” Qnilfisk 
Drum-top vacuum heads have an electric motor Vacuum Vacuum = Vacuum Static Mfr. Item 
for connecting to an electric power source. en ye rca Hose Dia. Air Flow PeakHP Pressure Brand Model No. 
They generate strong suction to draw wet or Wet/Dry 7 in 80 cfm : 85 in pay ion aoe ee 
dry materials into an attached 55-gallon drum Wet/Dry Zin 243 cim 2.25 — Tornado. 98698 35PGB1 
(No. SERH2 sold separately on page 1138). HEPA Filtration a 

Dry Not Included 99 cfm 2 70 in Nilfisk  M90068 48XT64 
' Tornado ® 

Pneumatic Drum-Top Vacuum Heads e GUARDAIR. 
Drum-top vacuum heads operate on a compressed-air supply, so they have no electric motor to burn out and Note: All air vacuums 


no moving parts to wear out. They're commonly used in wet environments where an electric-powered vacuum ee Ae" Li ; 
could be hazardous. These vacuum heads generate strong suction to draw wet or dry materials into an attached ieiare a pl a 
55-gallon drum. Designed for flood control, sludge pickup, and cleaning of sumps and coolant tanks. 





Vacuum) ForDrum Vacuum Vacuum Static Mfr. Item 
Pickup Type Capacity Hose Dia. AirFlow AirlInlet Pressure Includes Brand Model No. 
Vacuum Heads 
Standard Filtration (ay Liquid Shutors: (2) V 5 raadle Dall Jumbot 

. . ; iqui utoffs, enturi Powerheads, Deflector, Jumbo Cover, 
55 gal 2 in 238 cfm %in FNPT 200in Quad Head Line Connector, Tool Kit, Vacuum Hose, Wand Tornado 98695 32EY93 

Wet/Dry . . . (2) Venturi Powerheads, Deflector, Dual Head Line Connector, 

55 gal 2 in 160 cfm %in FNPT 239 in Jumbo Cover, tool Kit, Vacuum Hose, Wand Tornado 98696 32EY94 
99 gal ¥a in 89 cim Yin FNPT 185in 509 gal Vacuum Generating Head Guardair N551B 3PXN9 
HEPA Filtration 

30 gal 2 In 89cim Yin FNPT 185in ay? yt SaAA ana acu eenerating hod gare -_ Guardair N301B  3PXN5 

; in x 20 ft Standard Duty Vinyl Vacuum Hose, in Metal Crevice Tool, ; 
og ety 82 ENT “teen (1) 4 ft Aluminum Wand with 12 in Wide Floor Tool, (3) Retaining Springs 7 Guardair = NSOQIBK — SPXNG6 

Wet/Dry (1) 2 in x 20 ft Standard Duty Vinyl Vacuum Hose, (1) 24 in Metal Crevice Tool, i 
sogal 2 in = 163cim YinFNPT 163iN aluminum Wand with 12 in Wide Floor Tool, (3) Retaining Sorings, Standard Cartridge Filter Guardair = NO52BK —-SPXN7 

; ; (1) 2 in x 20 ft Standard Duty Vinyl Vacuum Hose, (1) 24 in Metal Crevice Tool, 
sdgal in = 89cim in FNPT 185in (1) 4 ft Aluminum Wand with 12 in Wide Floor Tool, (3) Retaining Springs Guardair = NOSIBK = SPXNG 


Standard Filtration 
Wet 55 gal 2 in 160 cfm %inFNPT 242 in 


Vacuum Head Drum 
Vacuum Drum, Steel for 55-Gal. Vacuum Heads Tornado 95944 35PG55 


Bagged, Corded . 


(2) Liquid Shut-Offs, (2) Venturi Powerheads, Deflector, Dual Head Line 


Connector, Jumbo Cover, Tool Kit, Vacuum Hose, Wand Tornado 98694 = 35PG49 















ORECK No. No. 
Handheld Vacuums “crs FT conncscin, NOW | Aces 
= Dry pickup Vacuums trap dirt, dust, and allergens in replaceable bags that ‘ 
are discarded when full. They keep debris contained for disposal > 4 
to help prevent recirculation of dust and allergens. y_ 
Vacuum Sound Vacuum =, Mfr. Item 
Description AirFlow Weight Level Capacity Includes Brand Model No. 
Vacuums 
eee Tool Caddy, Tool Ad Tube, C Tool, Fabric Tool, D Brush, Mul 
Commercial ool Caddy, Too! Adaptor Tube, Crevice Tool, Fabric Tool, Dusting Brush, Multipurpose 5 
Vacuum 64cim 5.0Ib 86 dB % gal Floor and Wall Tool, Blower Adaptor, Adjustable Extension Wand Oreck BB900-DGR = 4LB41 
Vac N Go 7O0cfm 2.7\lb 80dB Ya gal : Nozze, 2) 1sposabe pas. st rush vievice Tool wail Metrovac VM4B500 5NJJ7 
xtension Wand, Flexible Hose, Pik- ozzle, Dust Brush, Crevice Tool, 
orta ‘a riple Stretch Hose, rome Steel Extension Wands, Shoulder Strap, Cord Storage Strap, 
Vacuum Mcim 8.5lb 66dB ‘gal Rug And Floor Tool, Wall Floor Brush, Furniture Tool, Dusting Brush, Crevice Tool Hoover = CH30000 GENES 
Vac N Blo 100cfm 9.0lb 80dB Ya gal Dual Power Unit, Flexible Hose, 20 in Extension Wands, Pik-All Nozzle, Crevice Tool Metrovac VNB-72B 2TUX6 
Vac N Blo 130 cfm 9.0lb 80dB Ya gal Dual Power Unit, Flexible Hose, 20 in Extension Wands, Pik-All Nozzle, Crevice Tool Metrovac VNB-73B 2TUX5 
Accessory 
Vacuum Carrying Bag for No. 6ENE3 Adjustable Shoulder Strap, Padded Adjustable Waist Strap Hoover CH01005 6ENE4 
Bagged, Cordless Handheld Vacuum © BOSCH 
of a power cord to trap dirt, dust, and Filtration Pickup Vacuum Sound Vacuum Includes Mfr. Item 
‘ Descripti T T Air Flow Weight Level Capacity Batter Model No. 
allergens in replaceable bags that are 751-7 Ype _TYBe a hacry Y 
discarded when full. The bags keep debris _Handheld Vacuum HEPA Wet/Dry sicim  101b Not Rated 2 % gal No _GAS18V-3N 462R86 
tained for di | to hel t Required Accessories 
contained Tor disposal to help preven Batteries, Pkg. of 2 BAT612-2PK_ 19TR97 
recirculation of dust and allergens. Battery Charger BC660 —_ 30RW48 
Bagless, Cordless stun P tong 
Handheld Vacuums @ BOSCH "3—~ [3719 metabo 





Vacuums operate without power cord restrictions to collect dust and debris from small cleaning jobs in their dirt —_— 
cup for disposal. The dirt cup can be cleared out when full to prevent reduced suction or an overheated motor » ¥ Se? 


and also allows small items to be recovered from the collected debris. These bagless vacuums eliminate the ni. ASEMrS 
need for replacement bags and rely on filters to trap dust and allergens and keep debris from entering the motor. _ ; 


Vacuum Vacuum Sound Vacuum Includes Mfr. Item 
Pickup Type Air Flow Weight Level Capacity Battery Includes Brand Model No. 
Vacuums 
Standard Filtration 

Dry 21 cfm 3 Ib Not Rated Y% gal No (2) Extension Tubes, Crevice Nozzle, Floor Nozzle Bosch GAS18V-02N 462R85 

Dry 33 cfm 2.20 |b Not Rated % gal No (1) Crevice Tool, (1) Extension Wand, (1) Filter Cartridge, (1) Utility Nozzle Milwaukee 0850-20 32NNO1 

Dry = 2 |b Not Rated Y gal No (1) Crevice Nozzle, (1) Exact-Fit Insert Tray, (1) Micro Filter Bosch VAC120BN 36WH89 
HEPA Filtration _ 

Wet/Dry  34cfm 5lb.  NotRated  2gal Yes FR ery A ieee cand ion acre TSN oe DeWalt  DCVS581H/DCB203 58JMO09 

Wet/Dry 39 cfm 3.8 Ib. 84dBA Yo gal Yes Washable Filter, Heavy Duty Rubber Hose, (1) HEPA Filter DeWalt DCV517B/DCB203 58JL80 

Wet/Dry 39 cfm 4 |b 84dBA Yo gal No _ DeWalt DCV517B 49EM75 

Wet/Dry 39 cfm 4 |b 84dBA Ya gal Yes (1) DCB115 Charger, (1) DCB204 Battery DeWalt DCV517M1 49EM76 

Dry 74 cfm 16 Ib 72dBA 2 gal No Gary ING ofa GHOUnNG M0226 ier EEE OSE, Metabo AS18LPCHEPA bare 483U92 


Nylon Web Filter Bag, Suction Nozzle 
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Vacuum Bags 





* 
‘aa 9 








(W)nosres ATRIX* 
@Tornado® . 
liottsboeaed No. No. No. 
45UZ61 3ZJH6 38EW27 


Vacuum Bags 


Collect vacuumed dust and debris for disposal and help filter out allergens 
and dust particles to prevent them from recirculating in the air. New or 
empty bags help prevent clogs, suction loss, and motor burnout. Disposable 
bags are discarded when full and replaced with a new bag to minimize 
contact with collected dirt. Reusable bags are shaken out when full and 
used again to reduce waste. 


Fits Vacuum Item 
Brand Fits Vacuum Models No. 
Shop Vacuum Bags 
Standard Filtration 
13J021, 1VHF8, 20X605, 22XJ49, 22XJ51, 22XJ62, 22XJ65, 
Dayton 3UP77, 3UP78, 3VE18, 3VE19, 45UZ57, 4TB79, 4TB83, 45UZ59 
4TB86, 4TB89, 4TB90, 4TR11, 4TR12, 4UAC7, 4YE64, 
4YE65, 4YE66, 4YE67, 4YE68, BAKY2, GBAKY3, BAKYO 
122214, 1VHF9, 1VHG1, 1VHG2, 1VHG4, 1VHG5, 1VHG6, 1VHG7, 
1VHG8, 20X606, 20X607, 20X608, 20X609, 22XJ46, 22XJ47, 
22XJ48, 22XJ50, 22X53, 22X54, 22XJ55, 22XJ56, 22XJ57, 22XJ58, 
Dayton 22XJ59, 22XJ60, 22XJ63, 22XJ64, 3UP73, 3UP74, 3VE20, 3VE21, 45UZ60 
3VE22, 41B77, 41B78, 4TB80, 4TB81, 4TB82, 4TB84, 4TB87, 4TR19, 
4YE58, 4YE59, 4YE61, 4YE62, 4YE69, 4YE70, 4YE71, 4YE72, 4YE73, 
5UMRO, 6AKYO, 6BAKY1, BAKY4, 6AKZO, BAKZ1, BAKZ2, 62095 
Dayton 48UH44 48UH45 
Dayton 2NYE3, 2NYE4 5X878 
Dayton 4YE65, 4YE66 3UP64 
Dayton 13J021, 1VHF8, 22XJ51, 22XJ62, 22XJ65, 3UP/7, 3UP78, 3VE18, 3UP65 
3VE19, 4TB89, 4TB90, 4UAC7, 4YE64, 4YE65, 4YE66, 4YE67 
1227214, 1VHG6, 20X606, 20X607, 22XJ47, 22XJ49, 22X54, 
Dayton 22XJ59, 22XJ63, 3UP73, 3UP74, 3VE20, 45UZ57, 4TB77, 3UP66 
4TB79, 4TB83, 4TB86, 4TR11, 4TR12, 4TR19, 4YE68, 
4YE69, 4YE70, 6AKYO, GBAKY2, BAKY3, BAKYY, 6BAKZ2 
1UG91, 1VHF9, 1VHG1, 1VHG2, 1VHG4, 1VHG5, 1VHG7, 
1VHG8, 20X608, 20X609, 22XJ46, 22XJ48, 22XJ50, 22XJ53, 
Dayton 22XJ55, 22XJ56, 22XJ57, 22XJ58, 22XJ60, 22XJ64, 3VE21, 1UG85 
3VE22, 3VE23, 4TB78, 4TB80, 4TB81, 4TB82, 4TB84, 4TB85, 
4TB87, 4YE58, 4YE59, 4YE61, 4YE62, 4YE71, 4YE72, 
4YE73, 5UMRO, 6AKY1, GBAKY4, BAKZO, 6AKZ1, 6Z095 
13J021, 1VHF8, 20X605, 22XJ49, 22XJ51, 22XJ62, 22XJ65, 
Dayton 3UP77, 3UP78, 3VE18, 3VE19, 45UZ57, 4TB79, 4TB83, 45UZ61 
4TB86, 4TB89, 4TB90, 4TR11, 4TR12, 4UAC7, 4YE64, 
4YE65, 4YE66, 4YE67, 4YE68, BAKY2, 6BAKY3, BAKY9 
122214, 1VHF9, 1VHG1, 1VHG2, 1VHG4, 1VHG5, 1VHG6, 1VHG7, 
1VHG8, 20X606, 20X607, 20X608, 20X609, 22XJ46, 22XJ47, 
22XJ48, 22XJ50, 22XJ53, 22XJ54, 22XJ55, 22XJ56, 22XJ57, 22XJ58, 
Dayton 22XJ59, 22XJ60, 22XJ63, 22XJ64, 3UP73, 3UP74, 3VE20, 3VE21, 45UZ62 
3VE22, 41B77, 41B78, 4TB80, 4TB81, 4TB82, 4TB84, 4TB87, 4TR19, 
4YE58, 4YE59, 4YE61, 4YE62, 4YE69, 4YE70, 4YE71, 4YE72, 4YE73, 
5UMRO, 6AKYO, 6BAKY1, BAKY4, GAKZO, BAKZ1, BAKZ2, 62095 
HEPA Filtration 
13J021, 1VHF8, 20X605, 22XJ49, 22XJ51, 22XJ62, 22XJ65, 
Dayton 3UP77, 3UP78, 3VE18, 3VE19, 45UZ57, 4TB79, 4TB83, 45U763 
4TB86, 4TB89, 4TB90, 4TR11, 4TR12, 4UAC7, 4YE64, 
4YE65, 4YE66, 4YE67, 4YE68, BAKY2, GBAKY3, 6BAKYO 
1227214, 1VHF9, 1VHG1, 1VHG2, 1VHG4, 1VHG5, 1VHG6, 1VHG7, 
1VHG8, 20X606, 20X607, 20X608, 20X609, 22XJ46, 22XJ47, 
22XJ48, 22XJ50, 22X53, 22X54, 22XJ55, 22XJ56, 22XJ57, 22XJ58, 
Dayton 22XJ59, 22XJ60, 22XJ63, 22XJ64, 3UP73, 3UP74, 3VE20, 3VE21,  45UZ64 
3VE22, 4TB77, 41B78, 4TB80, 4TB81, 4TB82, 4TB84, 4TB87, 4TR19, 
4YE58, 4YE59, 4YE61, 4YE62, 4YE69, 4YE70, 4YE71, 4YE72, 4YE73, 
5UMRO, 6AKYO, 6BAKY1, BAKY4, 6GAKZO, BAKZ1, 6AKZ2, 62095 
Nilfisk Eliminator 48ZD76 
Item 
Fits Vacuum Brand Fits Vacuum Models No. 
Upright Vacuum Bags 
Standard Filtration 
Bissell, Oreck 8000, 9000, BGU8000, XL2000 3ZJL2 
Bissell, Hoover, Powr-Flite, DayClean, PF62E. CK LW 13/1, 10G171 
Royal, Rubbermaid, Tornado ProBag, Type B, UL12 
Eureka, Sanitaire F&G 3ZJK3 
Sanitaire S$C600, SC800 3ZJL5 
Bissell, Oreck 8000, 9000, BGU8000, XL2000 3ZJL9 
Bissell, Electrolux, PerfectVac, ee ae ae a Dae cee ProCare EN 
Proteam, Pullman Holt, Sanitaire , ProForce 1200XP, ProLux, SC6600, GJENS 
SP6610, Type U, UV-10, UV-3, UV-5 
Bissell, Hoover, Powr-Flite, DayClean, PF62E. CK LW 13/1, 10G172 
Royal, Rubbermaid, Tornado ProBag, Type B, UL13 
115, 12H, 12P. 125, 15D; ToP, 155, 1360, 
Advance, Clarke, Triple S 212, 215, 218, CarpetMaster 112, GU, 6GAN7 
Prosense 12D/15D, Spectrum 12D 
Sanitaire S$C600, SC800 3ZJL4 
Santare CK 14/1 aK Tae CPUATT CPU sane 
Sh elas ee 9/T, CPUST, CPU85/T, FB890, FB895, 110828 
: : SOU-SBGT Forse models $C57136- Litespeed 
ch Sus 9800-5893, Force models $C5/13B, LiteSpee 
Eureka, Powr-Flite, Sanitaire models 5700-5739, PF82HF. SC815D 3ZJK9 
Eureka, Sanitaire 85 3ZJL1 
Sanitaire, Triple S eee enaaid conan 3ZJL7 
Advance, Kent, Nilfisk Advac, Carpelwin 14/18, DuraVac 152B 3ZJJ2 


Hoover, Pacific Floorcare MyVac, Type A 3ZJJ7 
Hoover, Pacific Floorcare, Royal CR50005, Scholar, Type Y 
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Fits Vacuum Brand 
Upright Vacuum Bags (Cont.) 
Standard Filtration (Cont.) 

Minuteman 
Nobles, Tennant 
Nobles, Tennant 

Oreck 
Royal 


Hoover 


Karcher, NSS, Tornado 
Mastercraft, Panasonic 
NSS 


Sanitaire 


Sanitaire 
Karcher, NSS, Tornado 
Karcher, Tornado, Triple S, Windsor 


Karcher, Kenmore, Sanitaire, 
Sebo, Triple $, Windsor 


HEPA Filtration 
Hoover 
Oreck 
Hoover 
Hoover 
Royal 
Backpack Vacuum Bags 
Standard Filtration 
Hoover 
Advance, Bissell, Clarke, 
Euroclean, Hoover, IPC Eagle, 
Karcher, Mastercraft, Minuteman, 
Mosquito, Nilfisk, Oreck, 
Perfect Vac, Proteam, Sandia, 
Sanitaire, Triple S, Windsor 
CleanMax, Karcher, Koblenz, Powr- 
Flite, Sanitaire, Tennant, Tornado 


Bissell, Dustbane, Hawk 
Enterprises, IPC Eagle, 
Mastercraft, Mosquito, Nobles, 
NSS, Oreck, Proleam, Sandia 


Proleam 
Proleam 


ProTeam 


Profeam, Rubbermaid 
Proleam 


Nobles, Tennant 


ProTeam 
ProTeam 


ProTeam 


HEPA Filtration 
Atrix 
Canister Vacuum Bags 
Standard Filtration 
Eureka 
Euroclean, Nilfisk 
Clarke, Euroclean, Nilfisk 
CleanMax, Euroclean, Nilfisk, 
Pacific Floorcare, Pullman Holt 


Oreck 
Nilfisk 
Tornado 


Critical Area Vacuum Bags 
Standard Filtration 


Minuteman 


Minuteman 


Minuteman 


Minuteman 


Drum-Top Vacuum Head Bags 
Standard Filtration 


Tornado 


Tornado 
Handheld Vacuum Bags 
Standard Filtration 
Dayton 
Dayton 
Metrovac 
Metrovac 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 


Fits Vacuum Models 


3/0202 
3220, Lite Trac, V-DHU-14/36, Viper, Whirlwind 
3110, 3120, Ultra Glide V-DMU-15, V-DMU-38 
L Pro14 


Type Y 
15, CH54013, CH54015, CH54115, Hushtone 
13, Models CH54113, Type CU2 
CV30/1, CV38/1, CV48/2, Pacer 
QC 1415, Type U, U-12, U-3, U-6 
Marshall 14/18 
800, Model 600, SC6/5A, SC688A, 
SC888K, ee Style ST 


Style Z 
CV30/1, CV38/1, CV48/2, Pacer 
CW100, CW50, Prosense II, Versamatic 
50015, Allstar Javelin, Automatic X, CVU, 
EON, Essential G, ProChem PV12, ProSense, 
$C5000, SC5500, Sensor, Sensor 2, 
Sensor XP, U-Vac UPV12, Versamatic 


Type Y 
101H, OR-44 
Type A 
Type Y 
Type Y 


BP 
Adgility, BackVac10, BGPRO10A, BP10, 
BPV10, BV 11/1, CoachVac, ComfortPak 
10, Enviromaster Probe 10, GD 10, Ground 
Command 10, MegaVac, PB1001, Raven 10, 
$0530, SC535, Super CoachVac, SuperVac 
10, Tailwind 1000H, VP10, XLPRO10 


Alpine Vac, AviationVac, Bandit, BGHIP6A, 
BGPRO6A, BP6, Enviromaster Probe 6, Fast 
Track BackVac, Harrier |, HipVac, Outlaw, 
ProVac, QuarterVac, QuietPro BP, Raven 
6, Super QuarterVac, SuperVac 6, TailVac, 
TrailBlazer, TrailBlazer Lite, XLPRO6 
SuperCoach Pro 6 
SuperCoach Pro 10 
ProClean, ProVac CN, QuietPro 
CN, RunningVac, Sequoia 
9VBP06, LineVacer 
ProVac FS 6, Super Coach Pro 6 
Aspen 10, Aspen 6, Aspen 6B, 
\V-BP-10, V-BP-6, V-BP-6B 
103024, 107103, 107108, 107113, 107118, 
107145, 107155, 107605, 107606, 
107607,107146,105733, 107609,106542 
100277,100280, 105869, 
105892,107137,107345,107138, 107104, 
107109, 107114, 107119, 107141, 107161, 
107471, 107602, 107603, 107604 
107303, 107304, 107305, 107306, 107338, 
107339, 107340, 107341, 107342, 107465, 
107468, 107536, 107537, 107538 


BP50-G, VACBP36V-GR and VACBP36V 


Mighty Mite 3670 - 3690, Type MM 
UZ932, UZ934 
UZ964 HipVac 
380ASB, CMDC-12, DP9000, GD930, 
GD950, TopVac, UZ930, Z970, Z990 
1000, 280, 850, 870, 900, BB180, 
Housekeeper, MV160 
GA/0, GM80, GM90, GS80, GS90 
TASKFORCE External Filter Air Vac 


C80106-01, C80704-01, C80704-03, 
C80704-05, C82907-00, C82985-06, 
C87506-02, Minuteman Models C82906-01 
C80115-01, C80215-01, C80355-04, C80355-05, 
C81015-01, C81415-01, C81455-01, C81455- 
03, C81455-05, C82015-01, C82915-06, 
C82917-00, C83015-01, C83905-01, C83905-03, 
C83905-05, C83905-16, C83905-55, C87155- 
01, C87255-01, C87515-05, C87515-06, 
C87555-01, Minuteman Models C82915-05 
C80115-01, C80215-01, C81015-01, C82015- 
01, C82917-00, C83015-01, C83905-01, 
C83905-03, C83905-05, C87515-05, 
C87515-06, Minuteman Models C82915-05 
C80106-01, C80704-01, C80704-03, 
C80704-05, C82904-07, C82907-00, C82985- 
06, C86006-11, C87506-02, Minuteman 
384003PKG for Models C82904-04 


DE Jumbo, Dual Jumbo Vacuum, SE 
Jumbo, Single Air Jumbo Vacuum 
Quad Jumbo Vacuum 


3UP5/ 
42906 


VM12500 
ES-105T, ES-109T, Mfr. No. ES-105 


Find the complete list of vacuum bags on Grainger.com®. 


Item Pkg. 


No. 


3ZJK6 

3ZJH9 

OKRES 

3ZJN1 
106174 


S2VN95 


3ZJJ5 
3ZJJ6 
3ZJJ4 


3ZJL8 


JRAFO 
20TM81 
3ZJH8 


3ZJH6 


110831 
JRAF2 
110829 
110830 
106173 


110832 


3ZJH7 


BP1400, CMBP-6, PF300PB, PV-6, SC412, V-BP-6 20TM82 


3ZJJ3 


20TM84 
20TM83 


6JEN9 


48ZD77 
30XE92 


21ML41 


2RKX4 


2RKX8 


38EW27 


21AD05 


3ZJK1 
3ZJK5 
3ZJK2 


48ZD78 


48ZD79 


49AJ59 
1N147 


10E085 


10E086 


10087 


10E088 


1N148 
1N151 


6HO19 
6H020 
2TUY4 
DIHED4 


1-800-GRAINGER (472-4643) 


Qty. 


10 
10 


10 


10 
10 


12 


tk 
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Find the ww. Find Solutions. Find Great Prices. Vacuum Cleaner Accessories 








For the complete list of vacuum accessories and replacement parts, go to Grainger.com® 


Bissell’ * a GRECK Sanitaire 





BigGreen Commercial” COMMERCIAL COMMERCIAL No. 3GRE91 No. 55JE84 
Upright Vacuum Belts 
Belts for upright vacuums fit specific upright-vacuum brands or models. They're 
used to replace broken or worn belts that no longer turn the vacuum's brush roller. 
Fits Vacuum Item Pkg. 
Brand Fits Vacuum Models No. Qty. 
Bissell BG100, BG101, BG101H, BG102, BG102H 36RE91_—1 
Dayton 2YMT7 2YMU1_—s 3 
Hoover UH70805 55JE84 = 2 
Oreck U2000RHB, U2000RSB, XL2100RHS 4LB39 3 
Sanitaire SC684F, SC688A, SC886E, SC887B, SC888K, SC889A, SC889F SC899F 23YU38 1 
’ ; . 
Me ATRIX#: 
Vacuum Cleaner Attachments 
No. 3W160 


Attachments connect to a vacuum to adapt it to differ- 

ent cleaning tasks. They're used for applications such as 
removing dust from crevices, picking up dry bulk materi- 
als, vacuuming upholstery, and cleaning elevated surfaces. 





For Item 
Description Hose Dia. Fits Vacuum Models Brand No. 
Aluminum 
Furniture Nozzle 1% in Universal Milwaukee 3Y280 
Metal 
Dust Brush 1% in 3UP73, 3UP74, 3UP76, 3UP80, 3UP81, 3VE20, 4TB83 Dayton 6X885 
1% in 1VHG8, 22XJ56, 22XJ60, 4YE62, GAKZ1, BAKZ2 Dayton 3UP60 
Floor Tools and Nozzles 1% in ~~ 95953, 95954, 95955, 98606, 98995 Dayton 6X886° No. 2NYE6 No. 2YMU4 
Crevice Tool 1% in 3UP73, 3UP74, 3UP76, 3UP80, 3UP81, 3VE20, 4TB83 Dayton 6X884 
Extension Wands, Pkg. of2 1 %in 2NYE5, 6X879, 6X887 Dayton 3W160 
Squeegee 1 Yin 497ABF, 497AJM Dayton 5UMR2 
Plastic 
Dust Brush 1% in 1UG82, 22XJ59, 36RE60, 38EW25, 45PC90, 48ME61 Dayton 2NYE6 
1% in 2YMT8 Dayton 2YMU4 
Floor Tools and Nozzles 1% in 1UG91 Dayton 6AKY6 
1% in 1UG82, 22XJ59 Dayton 2NYE7 
Crevice Tool 1% in 1UG82, 22XJ59, 45PC90 Dayton 2NYE8 
Furniture Nozzle 1% in Ergo Series Atrix 21AD10 
Pick Up Tool 1% in oX872 Dayton SUMR4 









No. 22N478 . 
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Shop Vacuum Accessory Kits 
Kits include multiple attachments or tools that connect to a vacuum to suit different cleaning tasks. They're used for jobs such as vacuuming upholstery, stairs, crev- 
ices, or delicate surfaces. 





For Item 
Hose Dia. Fits Vacuum Models Includes Brand No. 
ve Micro Curved Wand and Micro Crevice Tool., Micro Oval Round Brush, Micro 
1 in 1UG91 Straight Round Brush, Micro Straight Wand, Reduction Nozzle Dayton = 484 
‘Vin 1D456, 1UG91, 36RE61, 3AB14, 3VE21, 4TR11, 4TR20, (2) 16 in Plastic Extension Wands, Brush Insert, Crevice Tool, Deluxe 12 Dayton 27976 
6H005, 6NA93, 6Z099, 62768, 62769, 62770, 8APG2 in Master Nozzle, Dusting Brush, Squeegee Insert, Utility Nozzle y 
1 %in 22564, 22973, 22974, 3UP58, 3UP78, 32707, 32708, (2) 2 ft Interlocking Extension Wands, 14 in Master Nozzle with Brush, Dayton 27978 
32709, 4TR11, 4YE61, 42227, 62094, 62095, 62096 Crevice Tool, Dusting Brush, Rug and Squeegee Shoes, Utility Nozzle 
4 %in 22564, 22973, 22974, 3UP58, 3UP78, 32707, 32708, (2) Interlocking Chrome Extension Wands, 14 in ABS Master Nozzle, Brush, Dayton 3UP63 
32709, 4TR11, 4YE61, 42227, 62094, 62095, 62096 Crevice Tool, Dusting Brush, Rug, Squeegee Shoes, Utility Nozzle 
1 in 1VHG3, 22XJ50, 4YE58, 4YE59, 4YE6O, 4YE62 (2) aeoh pinied clbow ery Dusting dict (Hines Dayton  GAKYS 
1 %in aa7708 a2708 ATR ATRIA. aVEG0 iVeat PoP! (2) Interlocking Chrome Extension Wands, 14 in Metal Master Nozzle with Brush, Squeegee Shoe Dayton -—«&6Z776 
1 %in 4TB84 12 ft x 1% in Diameter Hose, Crevice Tool, Efficient Claw-Style Nozzle, Round Dusting Brush Dayton 3VE24 
2 in $2, $3 (2) Adaptors, (3) Extension Wands, Dust Brush, Floor Nozzle, Uphostery Brush Nilfisk 22N478 
9 vin 1D456, 1UG91, 22XJ47, 3VE21, 4TR11, 4TR20, (2) 20 in Extension Tubes, 14 in Floor Nozzle with Brush, 6 ft x Dayton 27975 
6H005, 62099, 6Z768, 62769, 62770 2% in Hose, Car Tool, Crevice Tool, Dusting Brush 
2 Yin 3VE22 (2) 2% in Diameter Extension Wands, 120° Elbow/Utility Nozzle, Concentrator Blower Nozzle Dayton 4TB92 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1575 
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Vacuum Cleaner Accessories 


Scan. Order. Done. |= 
Details on page A1. 
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Filtration Filter 
Type Pickup Type 
Cartridge Filters 


Wet/Dry 
Standard 
Wet/Dry 
Wet/Dry 
HEPA 
Wet/Dry 
Dry 
Dome Filters 
Dry 
Standard Dry 
Dry 
Sleeve Filter 
Standard Wet 


No. 22212 








No. 4YJ86 





No. 21AY38 


ITT 


No. 4UAC9 





<> 
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No. GAKY8 
Filter 
Material For Vacuum Type 


Paper Shop Vacuum 
Paper Shop Vacuum 
Paper Shop Vacuum 
Paper Shop Vacuum 
Paper Backpack Vacuum 
Cloth Shop Vacuum 
Cloth Shop Vacuum 
Cloth Shop Vacuum 
Canister Vacuum, 
Foam Drum Top Heads, 


Shop Vacuum 


9@ 


No. 6X077 





No. 1UND6 
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Vacuum Filters 


jgPeycon} 
Dayton 
=» Reusable 


Trap dust and allergens to keep them from recirculating in the air 
or entering the vacuum's motor. Filters are usually found near the 
vacuum's exhaust port to catch fine particles that haven't been 
collected in the vacuum bag or dirt cup. These filters are used for 
regularly replacing old filters to maintain suction and avoid motor 
burnout, and to change out clogged or damaged filters. Filters typi- 





es sled cally fit specific vacuum cleaner brands or models. 
Item 
Fits Vacuum Models No. 
122214, 1UG91, 1VHF9, 1VHG1, 1VHG2, 1VHG4, 1VHG5, 1VHG6, 1VHG7, 1VHG8, 22XJ46, 22XJ47, 22XJ48, 22XJ49, 22XJ50, 
22XJ51, 22X53, 22XJ54, 22XJ55, 22X56, 22X57, 22XJ58, 22XJ59, 22XJ60, 22XJ62, 22XJ63, 22XJ64, 2NYE2, 2RPD8, 3UP73, 
3UP74, 3UP77, 3UP78, 3VE18, 3VE19, 3VE20, 3VE21, 3VE22, 3VE23, 45UZ5741B77, 41B78, 4TB79, 4TB80, 4TB81, 4TB82, 4TB83, 2W435 
4TB84, 4TB85, 4TB86, 4TB87, 4TB90, 4TR11, 4TR12, 4TR19, 4UAC7, 4YE58, 4YE59, 4YE61, 4YE62, 4YE64, 4YE65, 4YE66, 4YE67, 
AYE68, 4YE69, 4YE70, 4YE71, 4YE72, 4YE73, BAKYO, GAKY1, GAKY2, GAKY3, GAKY4, GBAKY9, GBAKZO, 6AKZ1, GAKZ2, 62095 
122214, 13J021, 1UG91, 1VHF8, 1VHF9, 1VHG1, 1VHG2, 1VHG4, 1VHG5, 1VHG6, 1VHG7, 1VHG8, 20X605, 20X606, 
20X607, 20X608, 20X609, 22XJ46, 22XJ47, 22XJ48, 22XJ49, 22XJ50, 22XJ51, 22XJ53, 22XJ54, 22X55, 22XJ56, 22XJ57, 
22XJ58, 22X59, 22XJ60, 22XJ62, 22XJ63, 22XJ64, 22XJ65, 2NYE2, 2RPD8, 3UP73, 3UP74, 3UP77, 3UP78, 3VE18, 3VE19, 45UZ58 
3VE20, 3VE21, 3VE22, 3VE23, 45UZ574TB77, 41B78, 41B79, 4TB80, 4TB81, 4TB82, 4TB83, 4TB84, 4TB85, 4TB86, 4TB87, 
ATB89, 4TB90, 4TR11, 4TR12, 4TR19, 4UAC7, 4YE58, 4YE59, 4YE61, 4YE62, 4YE64, 4YE65, 4YE66, 4YEG67, 4YE68, 4YE69, 
AYE70, 4YE71, 4YE72, 4YE73, 5UMRO, 6AKYO, BAKY1, BAKY2, BAKY3, BAKY4, 6BAKY9, 6BAKZO, 6AKZ1, GBAKZ2, 6Z095 
122214, 13J021, 1UG91, 1VHF8, 1VHF9, 1VHG1, 1VHG2, 1VHG4, 1VHG5, 1VHG6, 1VHG7, 1VHG8, 20X605, 20X606, 
20X607, 20X608, 20X609, 22XJ46, 22XJ47, 22XJ48, 22XJ49, 22XJ50, 22XJ51, 22XJ53, 22XJ54, 22X55, 22XJ56, 22XJ57, 
22XJ58, 22X59, 22XJ60, 22XJ62, 22XJ63, 22XJ64, 22XJ65, 2NYE2, 2RPD8, 3UP73, 3UP74, 3UP77, 3UP78, 3VE18, 3VE19, ATB93 
3VE20, 3VE21, 3VE22, 3VE23, 45UZ574TB77, 41B78, 41B79, 4TB80, 4TB81, 4TB82, 4TB83, 4TB84, 4TB85, 4TB86, 4TB87, 
ATB89, 4TB90, 4TR11, 4TR12, 4TR19, 4UAC7, 4YE58, 4YE59, 4YE61, 4YE62, 4YE64, 4YE65, 4YE66, 4YEG67, 4YE68, 4YE69, 
AYE70, 4YE71, 4YE72, 4YE73, 5UMRO, 6AKYO, BAKY1, BAKY2, BAKY3, BAKY4, BAKY9, 6BAKZO, 6AKZ1, GBAKZ2, 6Z095 
13J019, 13/020, 13J021, 1TFX2, 1VHF8, 1VHF9, 22XJ53, 22XJ61, 22XJ62, 48UH44, 4TB89, 4YE74 6GAKY8 
1UG82, 4TROY, 4TR10 1UG89 
22974, 42227, 6Z006, 62093 6H017 
22974, 42227, 6Z006, 62093 6H014 
22XJ50, 32707, 32708, 32711, 4TR13, 4YE58, 4YE62 6H015 
2NYE4., Fits All Dayton Shop Vacuum models 5-Gallon and Above. Fits Dayton Portable Vac Models 2NYE3 5X879 


* 
Vacuum Hoses nakite cuARDérn. ATRIX# 


= Plastic 

Hoses attach to a vacuum Cleaner's intake port to draw in dirt and debris. They connect with 
compatible attachments to extend their length or adapt to specialized jobs, such as cleaning 
crevices and upholstery. These vacuum cleaner hoses are used as replacements for hoses that 
are worn, damaged, or no longer maintain suction. 





Hose Hose Item 

Description Dia. Color Fits Vacuum Models Brand No. 
1%in 8ft Black 1244322, Mfr. No. 1244302 Tennant 55EX70 
1%in 16ft Black VC4710 Makita 45DL28 
vedies 1%in 9ft Black SUMRO Dayton 5SUMR9 

acuum Hoses ,. N301BC, N301BCNED, N301BK, N551BC, 

Zin 20 ft Gray N554BCNED, N551BK, N552BC, N552BCNED, N552BK Suardair SPXPS 

2%in 8ft Black Dayton 22212 

1Y%in 8ft Black Dayton 2Z290 
1¥%in 7ft — Black Dayton 5X882 

Crush- 1%in 12ft Black Dayton 3UP61 
Bosistanit t%in 42 ft Black 1VHF8, 1VHF9, 22XJ53, 3UP78, 3VE22, 4TB87, BAKY2 Dayton 5AU40 
Vacuum Hoses 1 %in 18ft Black Dayton 6X077 
1%in 25ft Black Dayton 3UP59 

1¥%in 25ft Black Dayton 5AU41 
Stretchable 1Y%in 6ft Black Ergo Series Atrix 21AD08 
Vacuum Hoses 2 %in 12ft Black 1VHF8, 1VHF9, 22XJ53, 3UP78, 3VE22, 4TB87, 6AKY2 Dayton 4UAC9 


Shop Vacuum Replacement Parts faycon] 


Replacement parts and accessories replace broken or worn mechanical and electrical 
components in commercial and industrial vacuum cleaners. They're used for completing 
repairs or performing regular maintenance of vacuums. For the full assortment of vacuum 
replacement parts, go to Grainger.com® 


Item 
Decription Fits Vacuum Models No. 
Universal Tools Adapter Dayton Vacuums 4YJ86 
22290, 3UP59, 3UP61, 4UAC8, 4UAD1, 5AU40, 5AU41, 5X882, 6X077 6X887 
Pipe Cleaning Tools 3W160 ONYES 
Filter Retainer 22XJ54 21AY38 
3VE18 1UNC9 
3VE19 1UND1 
: ; 3VE20 1UND2 
Service Power Units {UG91, 3VE21. GAKY1 1UND3 
4YE65 1UND7 
3VE22 1UNE1 
2 22XJ46, 22XJ49, 4TB82, 4TB83, 41TB84, 4TB85, 4UND4 
N 4TB90, 4YE64, 4YE65, 4YE66, 4YE67, 4YE68 
> Baa jea iors 4YE58, 4YE59, 4YE60 1UND5 
21AX82, 4YE62, 4YE63 1UND6 
4TB86, 4YE69, BAKY9, 6AKZO 1UND8 
4YE71, 4YE72, 6AKZO, 6AKZ1 1UND9 
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Carpet Extractors 


STRIVE® SERIES WITH READYSPACE® 


ReadySpace® technology allows carpets to dry and be ready 
for foot traffic in 30 min. or less. Rollers and deep cleaning 
brushes can perform interim and restorative carpet cleaning. 


SELF-CONTAINED EXTRACTORS 


EX-SC-1020P—10-gal. push extractor cleans an average 
of 3500 sq. ft. per hr. Features large nonmarking wheels, 
drop-down drain hose for quick emptying, and 5 spray jets. 


EX-SC-1020—Extractors have a drop-down hose for easy 
emptying, a solenoid valve that helps prevent drips, and 
simple controls for ease of use. 


EX-SC-412—Cleans 1400 sq. ft. per hr. Has a lift-off recov- 
ery tank and an adjustable folding handle. Includes trigger 
grips for solution dispersal, 2 spray jets that evenly dispense 
solution and require no tools to remove, and a floating brush 
head that requires no manual adjustment. 






No. 4VDT7 


Speed EX™ Compact—Electric extractor features lift-off - 
solution and recovery tanks for easy cleaning and filling. 

Noncorrosive aluminum scrub head and rotomolded tanks No. 4VDV5 
for durability. Handle is adjustable for ease of use and folds 





No. 4VDU6 
down for storage. 
Falcon™ 2800 Plus—Self-propelled extractor has a 
75-ft. power cord and electronic speed control for greater Cleaning Pump Solution _ Recovery Mitr. Item 
efficiency. Rear-mounted pivoting head provides greater Description Path Pressure TankCap. TankCap. Vacuum Motor Model No. 
solution recovery for faster drying time. Includes a prespray  -Stfive® with ReadySpace® 
aaa Strive Rider 28°  250psi _—-32 gal. 28 gal. (2) 3-Stage, 0.6 HP MV-STRVR-0002 4VDT7 
wand for cleaning heavily soiled areas. Strive Walk Behind 22° 100psi 21 gal. 21 gail. (2) 3-Stage, 0.6HP | MV-STRV-0001  4VDT8 
Strive Compact 15" 65 psi 5 gal. 5 gal. 2-Stage, 1.2 HP 9004202-H  4VDU5 
Falcon™ Ultra Battery—Self-propelled front-mounted Soe EOREN HRA Extractors : : : q 
head allows for easy maneuvering around corners and Sere a 30 psi 3 oat We sa. Sotane re Hp aaeaRe aWaUG 
: . -SC- psi gal. 0 gal. -Stage, 1. 
narrow aisles. 6 spray heads with 100 psi for enhanced EX-SC-412 12” 60psi___4 gal. 4gal. __2-Stage, 1.5 HP 9007478 4VDU7 
solution dispersal and better cleaning performance. Runs up ~Speed EX" Compact 15". 65psi _dgal. 5 gal. 9-Stage, 1.2 HP 9004201-H  4VDU6 
to 4 hr. ona single charge. Falcon™ 2800 Plus 22" 100 psi 28 gal. 18 gal. 3-Stage, 2 HP 608352 4VDU1 
Falcon™ Ultra Battery 22" 100 psi 17 gal. 17 gal. 2-Stage, 1 HP 608351 4VDT9 
PORTABLE EXTRACTORS Portable Extractors 
EX-SPOT 4 30 psi 2 gal. 2 gal. 2-Stage, 1.12 HP 9007502 4VDV5 
EX-SPOT Spotter Extractors—ideal for small stains EX-SPOT with Cart 4 30 psi 2 gal. 2 gal. 2-Stage, 1.12 HP 9007629 4VDV6 
i i i Item 
and soil concentrations. Easy to transport, weigh only 18 Description For Use With No. 
lb. Recover water easily with the 1.12-HP vacuum motor. Accessory 
No. 4VDV6 includes a cart. 15 ft. Extraction Hose Nos. 4VDU2, 4VDU3, 4VDU7, 4VDU1 and 4VDT9 4VMA4 
(N) NOBLES 
Extractors 
= ETL Listed 
Easy-to-use design with a No. 
450Z88 


large capacity 15-gal. tank 
increases productivity by 
letting you run the machine 
longer before you need to add 
more solution. Include a long 








15-ft. hose, easy-grip handles, No. 19XZ88 
and a sturdy carpet wand for P 
increased maneuverability ep) Diverse No. 2ZHU1 
and access to hard-to-reach 
spaces. Easy-access fill port Liquid Defoamers 
reduces spills and keeps Ss ay 
you in an ergonomic position = - Zep™ Carpet Defoamer—Reduces or eliminates 
during fill ups. Roto-mold ee ; Tr . : problems due to foam in recovery tanks, pump 
_ eaning ump olution ecovery em 
double i pean Path Pressure Tank Cap. Tank Cap. Vacuum Motor No. reservoirs, and cleaning machines. 
increases extractor life an Canister Extractors . - aiet®__. : 
performance 12 220 psi iS gal. 13.5 gal. _3-Stage, 0.685 HP 19XZ91 Diversey Defoamer Liquid®—Pour into the 
12 120 psi 15 gal. 13.5 gal.  3-Stage,0.685HP 19XZ92 recovery tank to eliminate foam and reduce related 

Nos. 19XZ88 to 19XZ94 come _Ganister Extractors with Heat problems. 
with a heating element and 40" 120 psi 15 gal. 13.5 gal. _3-Stage, 0.685 HP = 19XZ93 

Sec 3 220 psi 15 gal. 13.5 gal. 3-Stage,0.685 HP  19XZ89 Recommended Item 
are ideal for cleaning jobs 120 psi 15 gal. 13.5gal.  3-Stage, 0.685HP  19XZ94 Dilution Size Brand No. 
where a more aggressive io 220 psi 15 gal. 13.5 gal. 3-Stage,0.685HP  19XZ90 RTU 1 gal. Zep 450288 
approach is needed. 50 to 500 psi 15 gal. 13.5 gal. _3-Stage, 0.342 HP —_19XZ88 1:128 1 qt. Diversey 2ZHU1 
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JANITORIAL 
Floor Machines & Restroom Cleaners 


Scan. Order. Done. 
Details on page A1. 












No. 
30RR61 


No. 30RR58 


" No. 30RR57 
(Shown without 
attachments) 


Sanitaire 
RESTORE™ Carpet Extractors 


These extractors provide high-performance cleaning power and help remove 
stains. No. 30RR58 cleans large areas with metal wand and floor tool for 
stain removal. No. 30RR61 has a floating brush and a fixed vacuum shoe for 
maximum recovery and cleaning strength. No. 30RR57 quickly spot cleans 
soiled carpets, rugs, and upholstery. 


Cleaning Pump Solution Recovery Cord Item 

Description Path Pressure Tank Cap. Tank Cap. L No. 
Big Wheel Extractor 12" 100 psi 10gal.  10gal. 00 ft. 30RR58 
Self-Contained Extractor 18" 100 psi 9 gal. 9 gal. 50 ft. 30RR61 
Portable Spot Extractor — o8 psi 1.5gal. 1.5 gal. Toit 30RR57 





Restroom Cleaner 


= Select operating pressure: 45/300 psi 
= 25-ft. power cord 


Cleans and rinses hard surfaces, blow dries 
them, then recovers the dirty water without 
operator touching any contaminated surfaces. 
Rotationally molded construction with large 
wheels. Includes floor wand, pressure gun, 
scrub brush, floor and hand squeegee, blower, 
and gulper tool. 





Solution Vacuum Item 
Description Tank Cap. Tank Cap. No. 
ASC-15 All-Surface Cleaning Machine 15 gal. 19 gal. 4VDV8 


CORTECI 


Intense Use Floor 
Machines 


= 50-ft. power cord 
= 115V, 60 Hz 


Tamperproof machines are 
ideal for institutional use where 
security and safety is an issue. 
Features cast-aluminum base 
with powder-coated finish. 










No. 2CDP2 





No. 2CDP1 

Machine Power Mfr. Item 

Size Motor Source Brush Speed Model No. 
Floor Polishers 

Wa 1.5 HP 115VAC @15A,60Hz 175rpm 535403 2CDP3 

20" 1.5 HP 115VAC @15A,60Hz 175 rpm 535414 2CDP1 
Dual-Speed Floor Polisher 

20" 1.5 AP 115VAC @ 15A, 60 Hz 175/300 rpm 535433 2CDP4 
Floor Burnisher 

20" 1.5 HP, DC Rectified 115VAC@15A,60Hz 1500rpm 545402 2CDP2 
Pad Drivers 
17" Pad Driver for No. 2CDP3 505903 4KYA9 
20" Pad Driver for No. 2CDP1 505905 AKYC1 
20" Pad Driver for No. 2CDP4 505909 4AKYC2 
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No. 
36RE52 


Cl 
Description 
Walk Behind 
Carpet Extractor 
Vacuum Hose 








No. 19YA01 


Solution 
Tank Cap. 


Cleaning 
Path 
Cleaner 


4V" 15 gal. 


Accessories 
Upholstery Tool 
Corner Tool 
Hose Bag 
Hard Surface Tool 








eaning 
Path 


10%" 


i-mopXL Scrubber 


Walk-Behind 
Carpet Extractor 


Extractor machine includes 2 motors and is for 
commercial deep cleaning. Designed to clean 
forward and backward. Flow indicator monitors 
water and solution levels and lets you know when 
it’s time to refill the tank. Large clean water tank 
removes for easy filling. Powerful edge-to-edge 
suction. No. 36RE93 is a commercial 10-ft. long 
hose with 5%" wide upholstery tool. 


Bissell’ 


BigGreen Commercial’ 


Pump —_ Solution Recovery Cord Item 

Pressure Tank Cap. Tank Cap. L No. 
26 psi 1.75 gal. 1.75 gal. 25 It. 36RE52 
36RE93 





By Tennant Company 


Simple to operate scrubber is ideal for working in tight 
spaces and underneath obstacles with intuitive controls 


and a 
the sp 
1,000 


360° handle. Features a powerful motor twice 
eed of most scrubbers and cleans and dries 
sq.-ft. of obstructed space in less than 5 minutes. 


Scrubber is light enough to carry easily and features a 


foldable scrub deck and transport wheels. 
Solution Recovery Item 
Cleaning Path Tank Cap. Tank Cap. No. 
13" 1 gal. 2 gal. 54DC45 


Recovery 


Tank Cap 
13.5 gal. 





Hard Floor (N) NOBLES 


Cleaner 


= Solution flow: 400-1200 psi 
= 40-ft. power cord 


Rugged cleaner delivers exceptional 
results on tile, grout, and other hard 
surfaces. Ease of operation allows you to 
spend more time cleaning than setting up, 
tearing down, and moving between jobs. 
Includes hard surface turbo tool, 25-ft. 
vacuum and solution hoses, and hospital- 
grade safety yellow electrical cords. 


X. Item 
. Productivity 


Brush Speed No. 


800 to 1000 sq. ft./hr. 1400 rpm 19YA01 


19XZ95 
19XZ96 


19YA02 
19YA03 


CORTECI 


Intense Use Tile 
and Baseboard 
Cleaner 


= 6-ft. power cord 
Tamper-resistant machine for 
intense scrubbing of hard-to-reach 
areas that are common to institu- 


No. 1YMR1 
tional or correctional environments. 
Lightweight and versatile. Sturdy 
comfort grip handle can be rotated 
for use at a right angle. 
Power Mfr. Item 
Machine Size Source Brush Speed Model No. 
Cleaner 
61" 120VAC @ 60 Hz 765 rpm 515460 1YMR1 
Accessories 
6" Mal-Grit Brush 510950 1YMR2 
6" Pad Driver 515950 1YMR3 
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* 





Floor Machines 


FLOOR MACHINES 


Speedshine™ multipurpose floor 
machines clean, strip, and polish 

hard floors, and clean carpeted floors. 
Durable, corrosionproof polyethylene 
construction. Feature twist-grip opera- 
tion with safety lock. Include pad driver. 





Single-Speed—60 dBA. Quiet opera- 










No. 


21ML52 No. 6UFR4 


‘aa 


Floor 
Machines 





i a Machine Power Brush Cord Mfr. Item All-metal construction and an all-steel, triple 
tion in sound-sensitive areas. Size Motor Source _Speed L Model _ Brand No. i : 
Floor Machine, Single-Spoed planetary gear box provides durability. Safety 
Dual-Speed—/1 dBA. Switches from 17 15HP 115VAC@ 175rpm 50 ft. 9007330 Tennant 4VDX6 lockout switch ensures machine is only used by 
185 rpm low-speed scrubber to a 20" 1.5HP 15A,60Hz 175rpm_ 50ft. 9007336 Tennant 4VDX7 a trained operator. Include pad driver. 
330 rpm floor polisher for additional Floor Machine, Bual-Speed 
a: 20" 154HP 120VAC @ 185/330 50 ft. 9007334 Tennant 4VDX8 Machine Power Brush Cord Item 
versatility. 12A,60Hz rpm Size Motor Source Speed L No. 
. . Orbital Floor Machine, Single-Speed Single-Speed 
mba siete my rae 20’ 15HP oe Ee 50%. 1071994 Tennant 21ML52 ue 1.5 HP u ue 175 rpm 50 ft. 6UFR5 
ectangu a se ea ties es into Sciuiloa Tank 20" 1.5HP ‘G94,’ 175 rpm 50 ft.  G6UFR4 
comers and nard-to-reacn areas. 4-gal. Tank Includes Solution Hoses ee aus Dual-Speed ae 
and Connection Fittings, For Use 5875 Tennant 4 
Sieur ae With 4VDX6, 4VDX7, 4VDX8 20" 15H @ 154 "a'680 soft. 4NEKI 
TOUGH GUY Z 
TOUGH GUY POLYPROPYLENE TOUGH GUY Polyethylene Solution Tank 
Brushes won't tear or lose their shape PAD DRIVERS | SCRUBBRUSHES | GRIT BRUSHES 2.5-gal. Tank, For Use With 6XKJO 
on any surface: new, old, or uneven. Fits pects om em tiem Nos. 6UFR5, 6UFR4, 4NEK1 , 
Scrub Pat 0. 0. 0. em 
— 13" TMEK2 TMEK1 TMEJ9 Description No. 
Polypropylene Scrub Brushes—An 17" 1MEJ1 1MEJ2 1MEJ3 Replacement Pad Drivers 
economical choice for general 20"- Single Speed {MEJ5 {MEJ6 {MEJ7 > 16" Pad Driver for No. 6UFR5 ANEK2 
scrubbing. * Do not use brushes in 300 rpm mode. 19’ Pad Driver for No. 6UFR4 4NEKS 
Dayton 
= a No. 
High-Speed Burnishers ae 
HIGH-SPEED BURNISHER 
High-speed, all-metal burnisher has large transport 
No. wheels for easy maneuverability. Safety lockout switch 
49H330 





No. 
31YA62 





Battery-Operated | 
Floor Burnishers (N) NoeLes 


Provide 15- to 40-Ib. of pad pressure and floating suction head for excellent 
pad-to-floor contact. Deliver propane-like gloss in an ultraquiet, ergonomic, 
and easy-to-use machine. Built-in dust control system captures 0.3 micron 
particles for improved air quality. Low-profile design for cleaning under shelves 
and fixtures. Feature onboard user graphics and troubleshooting guide. Burnish 
small and large areas quickly and efficiently. Cover up to 21,000 sq. ft./hr. with 
2.5 hr. run time on a single charge. 


Power Item 

Motor Source Brush Speed Pad Size No. 
Active Dust Control with HEPA Filtration at 99.97% and At 0.3 Micron 

2.8 HP (3) 12V 185A 2100 RPM 20" 31YA62 

2.8 HP (3) 12V 225A 2100 RPM 20" 31YA63 

3.6 HP (6) 6V 240A 1875 RPM 24" 31YA64 

3.6 HP (6) 6V 330A 1875 RPM 2/" 31YA65 
Active Dust Control with HEPA Filtration 

4 HP (6) 6V 435A Lead Acid Batteries 1500 to 1600 rpm 24" 49H331 

4 HP (6) 6V 435A Lead Acid Batteries 1500 to 1600 rpm 2/' 49H333 
Passive Dust Control 

4 HP (6) 6V 435A Lead Acid Batteries 1500 to 1600 rpm 24" 49H330 

4 HP (6) 6V 435A Lead Acid Batteries 1500 to 1600 rpm 2/' 49H332 
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ensures machine free-floating head is only used by a 
trained operator. Includes pad driver. 


DUST-CONTROL BURNISHER 


High-speed burnisher provides a high gloss finish 
while controlling dust. Includes folding handle, handle- 
mounted release, safety lockout switch, and pad driver. 





Item 
Description Motor Brush Speed Pad Size No. 
Burnishers 
High-Speed Burnisher 1.5 HP, DC Rectified 1500 rpm 20" 4NEK5 
Dust Control Burnisher 1.5 HP, DC Rectified 2000 rpm 20" 14X834 
Collection Bags for No. 14X834 
1L Cap. Bags, Pkg. of 5 14X835 


High-Speed Burnishers 


BR-1600-NDG—Free-floating pad driver provides a 
high shine on uneven floors. Constructed of noncor- 
rosive rotationally-molded plastic. Can operate off a 
15 amp circuit and can cover over 10,000 sq. ft./hr. 


= 


By Tennant Company 


BR-2000-DG—Smooth operation with extremely 
low vibration reduces operator fatigue. Free- 
floating head produces even results on uneven 
floors with a 2000 rpm motor for excellent gloss. 
Flexible dust skirt and dust control system captures 
0.3 micron particles. Folding handle for easy 





storage and transport. Covers 15,000 sq. ft./hr. ——— 
Item 
Description Motor Brush Speed Pad Size No. 
BR-1600-NDC 1.5 HP 1600 rpm 20" AVDX5 
BR-2000-DC 1.5 HP 2000 rpm 20° AVDX4 


Scan. Order. Done. 
Details on page A1. 


JANITORIAL 
Floor Sweepers & Wide-Area Vacuums 








Industrial Walk-Behind 


Floor Sweeper 


Cleans hard floor surfaces up to 40,000 sq. ft. per hr. Up to 3 hr. run time. Hopper can 
hold up to 150 Ib. Mechanical filter shaker and filter panel capture dust down to 3 
microns. Includes 155A battery, charger, main and side broom. 





Cleaning Power Hopper Side Max. Mfr. Item 
Path Source Cap. Broom Size Productivity Model No. 
34" 24V 2.8 Cu. ft. 15° 40,800 sq. ft./hr. M-S10 4VDW7 
Mfr. Item 
Description Model No. 


Replacement Parts 
Side-Mounted Main Broom 28007P 4VMC3 
Top-Mounted Side Brush 28096P 4VMC4 


(N) NOBLES 


Walk-Behind 
Floor Sweeper 


Large-capacity cordless machine 
has the power and portabil- 

ity you need to sweep large 
areas, indoors or out. Effective 
on most surfaces, from carpet- 
ing to concrete. Quiet, 62 dBA 
sound level lets you sweep 
anytime, even in noise-sensitive 
environments. Runs on a 











Compact Rider 
Floor Sweeper 


Unit cleans carpeted or hard floor 
surfaces up to 56,000 sq. ft. per hr. 30" 
cleaning path allows unit to clean in 
tight spaces. Hopper can hold up to 200 
lb. Automatic filter shaker and patented 
VCS filter panel capture dust down to 3 
microns. Includes 220A battery, charger, 
main and side broom. Sweeper is 59.9"L 








4VDW8 Il Il 1 
X 31.75"W x 46.38"H. maintenance-free rechargeable 
Cleaning Power Hopper Side Max. Mfr. Item 12V battery. 0.3 micron filtration. 
Path Source Cap. BroomSize Productivity Model No. Includes brushes, battery, and 
_ Mfr. Item 

Description Model No. Cleaning Power Hopper Side Max. Mfr. Item 
Replacement Parts ( Path Source Cap. Broom Size Productivity Model No. 
Side-Mounted Main Broom 81888 4vMC1 ' i 23,620 sq. 
Top-Mounted Side Brush 80042 AVMIC2 a eee fo 

(R) Noses * 
Floor Sweepers 











= Adjustable main and side brooms 

= Easy-to-empty hopper 
Battery-Powered Sweeper—Compact 
machine easily cleans most indoor and 
outdoor surfaces in a single pass. Quiet, 62 
dBA sound level lets you sweep anytime, 
even in noise-sensitive environments. 0.3 
micron filtration. Runs on a maintenance- 
free rechargeable 12V battery. Includes 


Push Sweepers—Lightweight, durable 
sweepers are easy to maneuver for cleaning 
dirt, dust, and litter from hard surfaces such 
as asphalt, wood, or cement. Rotary side 
broom sweeps debris into the path of the 
main broom, which feeds the large hopper. 
Dent- and rust-resistant construction stands 
up to rough use. No. 21ML62 can also be 
used on carpeting. 








No. 
21ML67 brushes, battery, and onboard charger. 
Power Hopper Side Max. Mfr. Item Item 
Description Cleaning Path Source Cap. Broom Size Productivity Brand Model No. Description No. 
Walk Behind Sweeper 24" 12V 1.3 cu. ft. 12" 13,850 sq. ft./hr. Nobles 1071118 21ML67 Dayton® Replacement Parts 
Walk Behind Sweepers 20. — 1.6 cu. ft 12° — Dayton 52042 52042 Main Broom for No. 52042 1UNE3 
34" _ 1.36 f 13 18,750 sq. ft./hr. Nobles 1071116 21ML62 Side Broom for No. 52042 1UNE2 





Wide-Area Carpet Vacuums 


Both low-profile vacuums feature 1800 rpm brush speed. 

No. 4VDW1 has a 9-qt. capacity. 99% filtration efficiency at 0.1 
microns. 73 dBA. Includes a standard paper filter, 50-ft. power cord, 
and disposable bag. 

No. 15A757 has a 1.6-bushel capacity. 99% filtration efficiency at 0.3 
microns. 70 dBA. Includes HEPA filter, 75-ft. power cord, cloth bag, 





and 2 disposable bags. 
Cleaning Mfr. Item 
Description Path HP Amps Model No. 
No. 4VDW1 No. 15A757 Upright Vacuum 26" aE 10 9007457 4VDW1 
Walk-Behind Vacuum 30" 1 HP 12.6 1068029 _15A757 
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Walk-Behind Floor Scrubbers and Brushes 
Cover up to 34,964 sq. ft. with an estimated run time of No. 488222 with ec-H20 NanoClean® 































































































































































































































































































6.9 hr. Easy-to-understand controls feature a variable- technology converts water to a 
speed control bail, propel toggle, speed setting, and detergent-free solution to clean oils 
charger. Corrosion-resistant, disc-style scrub deck. and other tough soils with no need to 
Rustproof polyethylene body and tanks. Deliver up to 200 —_—buy, mix, or store hazardous cleaning 
lb. of scrubbing pressure. Sound level: 69.2 dBA. chemicals. 
Cleaning Power Vacuum Solution Recovery Mfr. Item 
Path Source Motor TankCap. Tank Cap. Model No. 
Walk-Behind Floor Scrubbers—Disc-Style Deck x _ : Tes 
32" (6) 6V 240AH Batteries 0.75HP —_—-32 gal. 37 gal.  MV-1600-0001 488221 
32" (6) 6V 360AH Batteries 0.75HP  —32gal. «37 gal. -MV-1600-0002 488222 _ 
32" ____(6) 6V.240AH Batteries == 0.75HP —s32gal. 37 gal. MV-T600e-0017 488224 __ 
32° (6) 6V 240AH Batteries _ 0.75HP —32gal. 37 gal. MV-T600e-0016 488223 
Item 
Description For Use With No. 
Replacement Parts and Accessories ; 
_____ Mfr. No. MV-T600-0001, MV-T600-0002, MV-T600e-0017_ —=ss—s§-s«488Z64 
Boru miicnes ~ Mfr. No. MV-T600-0001, MV-T600-0002, MV-T600e-0017 488Z65 
y Mfr. No. MV-1600-0001, MV-1600-0002, MV-T600e-0017 488266 
Mfr. No. MV-T600-0001, MV-T600-0002, MV-T600e-0017 488267 
Pad Driver Mfr. No. MV-T600-0001, MV-T600-0002, MV-T600e-0017 488Z68 
Mfr. No. MV-SS500-0027, MV-SS500-0028, MV- 
Front Squeegee Blade $$500-0032, MV-SS500-0033, MV-SS500-0034, MV- 54TP48 


$$500-0035, MV-T600-0001, MV-T600-0002 





























Mfr. No. MV-SS500- 0027, MV- SS500- 0028, MV- 
Rear Squeegee Blade $$500-0032, MV-SS500-0033, MV-SS500-0034, MV- 54TP49 
$$500-0035, MV-T600-0001, MV-T600-0002 







































































Vacuum Float Shutoff Ball Mfr. No. MV-T600-0001, MV-T600- 0002, MV- T600e-0016, MV-T600e-0017 488272 





ae Mfr. No. MV-T600-0001, MV-T600-0002, MV-T600e-0016, MV-T600e-0017 488273 






















































































Industrial Rider Floor Scrubbers and Brushes 


Clean up to 38,280 sq. ft. per hour. Feature a Cylindrical Deck, No. 49H340—Delivers up 
shock-absorbing frame and a durable polyethyl- to 200 Ib. of scrubbing pressure. 
ene exterior. Rotomolded tanks are suitable for Disc-Style Deck, No. 49H339—Delivers up to 
daily commercial or industrial use. A large front 

250 lb. of scrubbing pressure. 
wheel and 3-pt. wheel design for maneuverabil- 
ity in tight spaces. 


















































































































































































































































































































































| CYLINDRICALDECK | DISC-STYLE DECK 
Cleaning Power Vacuum Solution Recovery Mfr. Item Mfr. Item 
__ Path Source Motor _TankCap. Tank Cap. | Model __——No._| Model_No. 
Industrial Rider Floor Scrubbers Se _ re el pare se 
32" 240Ah Battery 0.85 HP 39 gal. 44 gal. (MV-T12-0012 49H340 |MV-112-0011 49H339 
Item Item 
Description No. _ Description Size No. 
Replacement Brushes and Pad Drivers __ _ Chemicals ea 
Brushes ee Neutral pH Daily Cleaner, Clear 2.5 gal. GENZ7 _ 
Cylindrical Poly Scrub 49H341 Cleaner, Purple Color 2.5 gal. 6ENZ8 
— Cylindrical HD Poly Scrub __ 49H342 _ Neutral Solvent Degreaser, 95 qal 6ENZ9 
~ Cylindrical Abrasive Scrub_ 49H343_———__ Yellow Color ci 
_ Disk HD Poly Scrub _ A9H344 — 
_ Disk Abrasive Bristle Scrub __ 49H345 
Pad Drivers 
__13" Pad For 26" Machine __AVLX7 
_16" Pad for 32" Machine _ 4AVMA8 _ 























(N) NYOIBLES 
Micro Rider Floor Scrubbers and Brushes 


Cover over 75,000 sq. ft. on a single charge; over 41-hr. continuous run time. Clean a variety of 
surfaces and up to a 4° incline. Have easy-to-use, 1-button control. Indicator lights warn when 
solution tank is empty and recovery tank is full. 


Cylindrical Deck—Deliver up to 120 lb. of scrubbing pressure and operate at 69 dB. 


Disc-Style Deck—Deliver up to 160 Ib. of scrubbing pressure and operate at 67 dB. 


CYLINDRICAL DECK DISC-STYLE DECK 
Cleaning Power Solution Recovery Mfr. Item Mfr. Item 

Path Source Vacuum Motor Tank Cap. TankCap. | Model No. Model No. 
Micro Floor Scrubbers 


26" __-235AhBattery 3Stage0.6HP 29 gal. 29ga. | — __| MV-SSR-0011 4VDL6_ 





































































































































































































28" 235Ah Battery 3Stage0.6HP 29 gal. 29 gal. | MV-SSR-0015 4VDN1 




















32" 230Ah Battery 3 Stage0.6HP 29 gal. 29 gal. MV-SSR-0017  4VDN3 | MV-SSR-0013 4VDL8 _ 























































































































Item Item 
qocperintion Bash For Use with No. |. Desen fon For Use With No. 
eplacement Brushes and Pad Drivers — ’ Pad For 
. Mfr. No. MV-SSR-0011 AVLX8 26" Machine ~—Ss Mfr. No. MV-SSR-0011 = AVLX7 
MiG re ts sue a 3 4VLY2 _ Pad Driver ‘Mfr. No. MV-SSR-0013. —AVLY1 
r. No 5/7 





~ Mfr. No. MV-SS5- 0025, MV- 
5700-0004, MV-SSR-0017 4VLY3 





























No. 488221 





No. 49H339 


No. 4VDL6 
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(N) NOBLES 
Mid-Size Walk-Behind Floor Scrubbers and Brushes 


Large drive wheels and tight wheel base coupled with a parabolic squeegee provides maneuverability 
and easy water pick up on turns. Constructed with noncorroding scrub deck and roto-molded tanks; 
built for commercial and light industrial use. Ideal for noise-sensitive environments. Feature 1-button, 
quick-train controls and no-tool squeegee change for easy operator training. Cleans up to 20,000 sq. 
ft. per hr. Console is height adjustable and the onboard charger allows the unit to be easily stored. 





No. Cylindrical Deck—Operates at 68 GB. 


53TX65 . 
Disc-Style Deck—Operates at 67 dB. Item 
Description For Use With No. 
CYLINDRICAL DECK DISC-STYLE DECK Replacement Brushes and Pad Drivers 
Cleaning Power Vacuum Solution Recovery Mfr. Item Mfr. Item Mfr. No. MV-SS5-0018 AVLY5 
Path Source Motor Tank Cap. Tank Cap. Model No. Model No. Mfr. No. MV-SS5-0020 AVLY8 
Mid-Size Floor Scrubbers Poly Brushes Mfr. No. MV-SS5-0024 AVLY6 
26" (4) 6V 225Ah Batteries 0.46 HP 22.9 gal. 2/ gal. = _ MV-S$500-0025 53TX59 Mfr. No. MV-SS5-0025, MV- AVLY3 
28" (4) 6V 225Ah Batteries 0.46 HP 22.5 gal. 27 gal. | MV-SS500-0032  53TX65 MV-SS500-0027  53TX61 5700-0004, MV-SSR-0017 

28" (4) 6V 225Ah Batteries 0.46 HP 22.5 gal. 27 gal. | MV-SS500-0033 53TX66 = — Pad Driers Mfr. No. MV-SS5-0018 A4VLY4 
32" (4) 6V 225Ah Batteries 0.46 HP 22.5 gal. 27 gal. — _— MV-SS500-0029  53TX63 Mfr. No. MV-SS5-0020 4VLY7 


(N) NOBLES 


Compact Walk-Behind Floor Scrubbers and Brushes 


Onboard charger allows scrubber to charge at any 120V outlet. Large drive wheels and tight wheel 
base coupled with parabolic squeegee increases maneuverability and allows for easy water pickup on 
turns. Provide 90 Ib. of brush scrubbing pressure with a whisper quiet 68.5 dBA design. 


Power Vacuum Solution Recovery Mfr. Item 
Cleaning Path Source Brush Motor Motor Tank Cap. Tank Cap. Model No. 
Compact Floor Scrubbers 
17" 105Ah Battery 1 HP 0.5 HP 11 gal. 14 gal. MV-SS300-0001 39DK97 
a 105AH Battery 1-HP 0.5 HP 11 gal. 14 gal. MV-SS300-0003 39DK99 
20" 130Ah Battery 1 HP 0.5 HP 11 gal. 14 gal. MV-SS300-0005 39DL02 
20" 155Ah Battery 0.6 HP 0.5 HP 11 gal. 14 gal. MV-SS300-0009 39DL06 
Item 
Description For Use With No. 


Replacement Brushes and Pad Drivers 






Mfr. No. MV-SS300-0001 4VLZ3 

Paihae eee Mfr. No. MV-S$300-0003 4VLZ5 
ar ee Mir. No. 9002885-H, 9002886-H 4vLZ2 

Mir. No. 9002887-H, 9003062-H, 9003063-H, 9003064-H avLZ4 


‘ae 


Walk-Behind 
Floor Scrubbers 
and Brushes 


Feature parabolic squeegee and shroud- 
protected scrub deck. All include traction 
drive battery, except No. 40PM20 which 
is corded. No. 14X831 provides up to 
200 Ib. of brush scrubbing pressure. 
Nos. 4NEL8 and 14X832 provide up to 
150 Ib. of brush scrubbing pressure. 


sy ; 
(roses 


Compact 15" 
Floor Scrubbers 


Dual squeegees allow forward clean- 
ing. Adjustable handle, all-in-one 
trigger operation, and simple controls 
for operator comfort. Battery- 
operated models eliminate cord 
hazards and constraints with quiet 
68 dBA design. Ideal for grouted tile 





Cleaning Power Vacuum Solution Recovery Item . 
Path Source Motor Tank Cap. Tank Cap. No. floors, kitchens, locker rooms, hotel, 
Floor Scrubbers and hospitals. 
17' 120VAC, 60 Hz 0.6 HP 13 gal. 11 gal. 40PM20 
D (2) 12V, 105Ah Batteries 0.75 HP 13 gal. 15 gal. 4NEL4 Cleanin Power Vacuum Solution Recover Mfr. Item 
es (2) 12V, 215Ah Batteries 0.75 HP 16 gal. 16 gal. __—-14X831 Path : Source Motor TankCap. Tank a Model No. 
26" (2) 215Ah Batteries 0.75 HP 17 gal. 17 gal. 4NEL8 AGM Battery-Operated (Includes Charger), Dayton 
28" (2) 12V, 215Ah Batteries 3 Stage 0.8 HP 17 gal. 17 gal. 14X832 15" (2) 33Ah Battery 0.5 HP 3.5 gal. 3.5 gal. 20HW28 20HW28 
Item AGM Battery-Operated (Includes Charger), Nobles 
Machine Size Brushes Req. No. 1 d0Ah Battery 0.5 HP 2.5 gal. 3.4 gal. 9008637 10D945 
Replacement Poly Brushes Electric (Includes 50-ft. Power Cord), Nobles 
20" 1 4NEL7 15 120VAC, 60 Hz 1.2 HP 3 gal. 45 gal. 9004200-H 4VDR3 
26" 2 4NEN2 Li-lon Battery-Operated, Nobles 
28" 2 14X833 15 Lithium lon Battery 0.5 HP 2.5 gal. 3.4 gal. 9008640 10D946 
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No. 1MEE7 








No. 1MEC9 


* 


No. 1MEE5 





No. 1MEP2 





No. 1MEP9 


No. 1MER7 





No. 1MEK8 





Replacement Floor Scrubber 


Rotary Brushes 


No. 1MEH6 Clutch Plate sold below. 
More sizes and styles available on 
Grainger.com®. 


POLY GENERAL SCRUBBING BRUSH 


Polypropylene 0.028" bristles for 
general scrubbing of most floor types. 


NYLON GENERAL 

SCRUBBING BRUSH 

Nylon 0.028" bristles for general 
scrubbing of most floor types. 


LIGHT SCRUBBING BRUSHES 
Nylon 0.018" fibers with 500-grit 
silicon carbide for light-to-medium 
scrubbing of vinyl, sealed concrete, 
terrazzo, slate, and marble floors. 


MEDIUM SCRUBBING BRUSHES 
Nylon 0.022" fibers with 320-grit 
silicon carbide for medium to 
mildly aggressive scrubbing of 
resilient floors, nonslip flooring, 
terrazzo, quarry tile, and concrete. 
Asymmetrical bristles for effective 
cleaning on uneven surfaces. 


STRIPPING BRUSHES 

Nylon 0.050" fibers with 80-grit silicon 
carbide for aggressive scrubbing of 
concrete and stripping of resilient floors, 
terrazzo, and tile. Constructed with 
bristles of different lengths that work 
well on uneven surfaces. 


HEAVY-DUTY STRIPPING BRUSHES 


Nylon 0.060" fibers with 46-grit silicon 
carbide for aggressive scrubbing of 
concrete surfaces and aggressive strip- 
ping of resilient floors. Irregular bristle 
length assures cleaning on uneven surf 
aces. 


CARPET CLEANING BRUSHES 
Polyester bristles scrub carpet while 
glide plate supports the weight of the 
machine. 

SANDING DISCS 

For aggressive and effective sanding of 
wood floors. 

CLUTCH PLATE 


For brushes and pad drivers with 5" dia. 
center holes. Cast of durable zinc alloy. 


NYLON 
GENERAL 


POLY GENERAL LIGHT MEDIUM 
SCRUBBING | SCRUBBING | SCRUBBING | SCRUBBING 
Item Item Item Item 
Machine Size Block Size No. No. No. No. 

i 11" — 1MEP2 1MEP9 1MEF3 
15" 13 — 1MEP3 1MER1 1MEF7 
16° 14" — — 1MER2 1MEG2 
17' 15: 1MEE7 1MEP5 1MER3 1MEC9 
18" 16° — 1MEP6 1MER4 — 
19" 17" — 1MEP7 1MER5 — 
20" 18 1MEE6 1MEP8 1MER6 — 

STRIPPING | HEAVY-DUTY CARPET 
BRUSHES STRIPPING CLEANING 
Item Item Item 
Machine Size Block Size No. No. No. 
13° 11" 1MEF4 1MER7 — 
15° 13 1MEF8 1MER8 — 
16" 14" 1MEG3 1MER9 — 
WZ 15: 1MEE1 1MET1 1MEE5 
18" 16° 1MEG8 1MET2 — 
19" 17 1MEH3 1MET3 — 
20" 18 1MEC8 1MET4 1MEE4 
SANDING 
DISCS 
Item 
Machine Size Block Size No. 
16" or 17" 15" 1MEK8 
17" or 18" 16° 1MEK9 
18" or 19" 17" 1MEL1 
19" or 20" 19" 1MEL2 
Item 
Description No. 
Clutch Plate 1MEH6 


oo" 


Indoor/Outdoor Vacuum 


Quickly and easily cleans small-to-medium 
areas, collecting litter, dirt, and debris from 
any hard surface area or low-nap commer- 
cial carpeting. Heavy-duty nylon impeller 
mulches as it cleans. 19"W nozzle with 11%" 
intake has 2 height settings and an easy- 
access On/Off switch. 8-gal. filter/collector 
bag has a zipper for easy emptying. Built-in 
kickstand. Single-stage motor. Double insu- 
lated. 120V, 60 Hz. 


Cleaning Vacuum Power Cord 
Path Amps Cap. L 
19" 6 8 gal. 1% ft. 
See” ao * 


No. 5N426 + * 






Rubbermaid 





No. 3U911 


) 
Commercial Products 


Carpet Bonnets 


JANITORIAL 
Rotary Brushes, Indoor/Outdoor Vacuum & Floor Pads 


Net 
Wt. 


19 Ib. 








-= 


No. 3HKD4 


Extend carpet life and enhance appearance when used for interim carpet main- 


tenance. Double edge stitching extends bonnet life. 


Low-Profile Bonnets—Provide improved operator control on rotary floor 


machines from 175 to 300 rpm. 


Low-Profile With Scrubbing Strips—Deliver extra scrubbing action for 


improved cleaning performance. 


Standard Thickness Bonnets—Work well with shampoo or solvent-based 
chemicals. Use with standard 175 rpm rotary floor machines for intensive carpet 


maintenance. 


Microfiber Bonnets—Offer better cleaning power and longer product life. Can 
withstand over 100 launderings and has double the durability of standard blend 


bonnets. 
LOW PROFILE W/ STANDARD 
LOW PROFILE | SCRUBBING STRIPS THICKNESS 
Item Item Item 
Size No. No. No. 
19" 5N426 3U909 3U912 
ivi — 3U908 3U911 
21" — 3U910 3U913 
Scotch-Brite" 
Floor Surface 


Preparation Pads 


MICROFIBER 


IB 
STANDARD THICKNESS 





Item 
No. 


3HKDS 
3HKD4 
3HKD6 


No. 


1EKC3 


Use with rotary or automatic floor machines. These environmentally preferable 
floor pads require only a neutral cleaner or water, reducing the use of chemi- 
cals. Nonwoven mineral floor pad construction enables pad to remove floor 
finish from a variety of hard floor surfaces, including vinyl tile, marble, terrazzo, 
concrete, and wood floors. Compatible with water-based or solvent-based 


finishes. 
Color Center Hole Size Speed 
39/4" 13: 175 to 350 rpm 
39/4" 1 175 to 350 rpm 
Maroon 394" 16" 175 to 350 rpm 
3/4" 17' 175 to 350 rpm 
39/4" 20" 175 to 350 rpm 
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Mfr. 
Model 
SPP13 
SPP15 
SPP16 
SPP17 
SPP20 


Item 
No. 
4LGR1 
1EKC3 
1EKC4 
4LGR2 
1EKC5 





JANITORIAL 
Floor Pads 


Scan. Order. Done. 
Details on page A1. 









No. 402W14 


No. 402W07 

































































wx USE TOUGH 
GUY PAD 
FLOOR PADS DRIVER* 
Case Item Item 
Color Size Qty. No. No. 
‘Stripping Pads | 
Strippin g 11" .) 402V96 
ee a es 402V97 | 
Pa ds 15" 5 402vos | — 
16" 5 402V99 — 
cia 7 5 402w0i_| 1MEG4 
Use for long- a ey 402wo2 | 1MEGS 
ippi 1: | 2. 402W03 | 1MEG9 
lasting stripping 2 | 5 402w04 | 1MEH4 
of finish, dirt and — TT" 5 402W05 tC :SCStS 
buildup. High- Hue iy | 5  402Wo | — 
performance High-Performance Stripping Pads lz 
:; Sik i) 402wi4 | — 
pace ae eee Or a 
heady stip ask Tp | 
ping of finish, dirt a 7 | IMEGo 
; 19 o A02W18 | 1MEG9 
and buildup. 175 oe 20" 5 ~402wW19 | 1MEH4 
to 600 rpm. * 3.25"-dia. center hole. 
No. 402W07 No. 402W21 


Scrubbing 
Pads 


Use pads prior to recoating to 
remove dirt, spills, and scuffs and 
leave a prepared clean surface. 
Blue pads are heavy-duty and green 
pads are extra heavy-duty for more 






































































































































































































































No. 402W25 difficult jobs. 
_ USE TOUGH GUY 
FLOOR PADS PAD DRIVER* 
Case Item Item 
Color Size Speed _—_—_|_sOQtyz. No. | No. 
13" 175t0 600rpm_ |S _402wo7 | — 
14" 175to600rpm_ | 5 402wos — 
15° 175 to 600 rpm | 5 402W09 _ 
Blue 16" 175 to 600 rpm 5 402W10 —_ 
7 175 to 600 rpm Q 402Wi1_ | 1MEG4 _ 
19° 175 to 600 rpm 5 402wi2 | 1MEG9 
20" 175 to 600 rpm _ —402W13 =~ 1MEH4 
Av 175to600rpm_ | 5 AO2W26 | — 
12° 175 to 600 rpm 5 402W27 | — 
13" 175to600rpm_ | 8 402w21_ | = 
141750600 rpm | 5 40222 — 
_ 14" x 20 3000rpm_ | 10 402W25 = _ 
aie? —— 175 to 600rpm | 402W28 | 
16" 175 to 600 rpm | 5 402w29 | = 
Vv 175 to 600 rpm | 5 402W23_ | 1MEG4 _ 
19" 175 to 600 rpm ) 402W30 1MEG9 
20" 175 to 600 rpm_ 5 402w24 1MEHS 
23" 175 to600rpm | 5 A402W31 | — 
24" 175 to 600 rpm | 9 402W32 | = 


* 3.25"-dia. center hole. 
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Apply strips to floor 
machine pads. 
(Shown with Red 
Round Pad) 





Te 
nh 
ae 

Ls 


No. 401M66 





No. 401M67 


3M Trizact™ Diamond TZ SIN 
Abrasive Polishing Pads 


Provide a smooth, refined surface by consistently and rapidly smoothing and 
leveling stone floor surfaces. Easily buff, burnish, and polish and are ideal for 
jobs requiring a fine finish. Gold pads are the most abrasive and are ideal for 
areas where there is visible damage and wear. Red pads are medium abrasive 
and blue pads are fine abrasive. 



































Pad/Brush Item Case 
Color Size Shape | ___ Speed No. Qty. 
Gold 3%" x 9" Rectangular __ 3000 rpm — 401M67_— 6 | 
ee ae — Round _ _ 150 to 400 rpm 401M64 4 
Red 8% x go Rectangular 3000 rpm 40iM68 6 
iia SS a — Round _ 150 to 400 rpm 401M65 4 
Blue 38%" x 9 Rectangular _ 3000 rpm | 40iM69_ 6 
7 ° Round 150to400rpm_ ss 401M66— 4 














No. 401M71 





No. 4LGR3 


Scotch-Brite” 
Purple Diamond Floor Pads 


Diamond-coated floor pads for cleaning and polishing marble, terrazzo, slate 
and polished concrete flooring. 























Pad/Brush Item Case 
_ Size Shape Speed For Use With No. Qty. 
14" x 20" Rectangular 175to600rpm_ Rotary or Automatic Floor Machines 401M71 5 | 
13" Round 1/5 to 350 rpm or ALGR3 5 
ei 1500 to 3000 rpm A 
175 to 350 rpm or utomatic Floor Scrubbers 
17 Round or Electric, Battery or 4NYU7 5 
—— 1500 to 3000 rpm Propane Burnishers 
| 175 to 350 rpm or P ANYU8 5 
- Round 4500 to 3000 rpm__ : 7 : 
27" Round 175 to 600 rpm__ Rotary or Automatic Floor Machines 191378 5 
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GRAINGER CHOICE° JANITORIAL 
Find the yf. Find Solutions. Find Great Prices. Floor Pads 
Pte E 
No. 402V91 No. 402W53 
* 
No. 402W33 
Burnishing Pads aiid e 


Aqua—se for daily high-frequency burnishing programs. Specifically designed 
for soft finishes and produces less powdering and higher gloss levels. 
Tan—Specifically formulated pad for dry burnishing and designed for mark 
removal on harder finishes or in high-traffic areas. Produce brilliant “wet-look" 


gloss. For low to moderate burnishing programs. sy aouGh 
FLOOR PADS DRIVER* 

Case Item Item 

Color Size | Qty. No. No. 
13" | 5 402W33 | — 

15" 5 402W34 | — 

ew 5 402V78 | 1MEG4 

Pate : 19 5 402V79 | 1MEG9 
20" 5 402V80 | 1MEH4 

il 5 402V81 | —_ 

24" 5 402V82 | — 

or 5 402V83 | — 

13" 5 402w41 | — 

i 5 402w42 | — 

ive 5 402V89 | 1MEG4 

18" 5 402W43 | 1MEG5 

Tan 19" 5 402V90 | 1MEG9 
20" 5 402V91 | 1MEH4 

alk 5 402v92, | — 
24" 5 402v93 | — 

27 :) 40294 _— 








* 3.25"-dia. center hole. 


Buffing/Cleaning Pads x 


Red—Cleans when damp, buffs when dry. 
Removes scuff marks while polishing floors to a 
high gloss. 

White—For buffing very soft finishes or for 








ch ‘Say Oae 
polishing soft waxes on wood floors. BRIVERS 
Case Item Item 
_ Color Size Speed _ Qty. No. No. 
11° 175 to 600 rpm 5 402W35 = 
12 175 to 600 rpm 4] 402W44 — 
1 175 to 600 rpm h) 402W36 — —_—_ 
14" 175 to 600 rpm 5 402W45 _—_ 
Red 15 175 to 600 rpm 5 402W37 — — 
16" 175to 600rpm_| 5  —402W46 | — 
17" 175 to 600 rpm 5 402W38 1MEG4 
19" 175 to 600 rpm 5 402W39 | 1MEG9 
20" 175 to 600 rpm 5 402W40 1MEH4 
11" 175 to 600 rpm. 5 402W47 | — 
— 12! 175 to 600 rpm 5 —_402W58 © _ 
12'x 18 3000 rpm 5 402W59 _— 
12 175 to 600 rpm 5 402W48 | — 
14" 175 to 600 rpm 5 402W60 = 
White 15° 175to600rpm_ | 5 402W49  — ~~ 
16" 175 to 600rpm_ | 5 402V95 | 
17" 175 to 600 rpm 5 402W50 1MEG4 
19" 175 to 600 rpm 5 402W51 1MEG9 
20" 175to600rpm | 5 402W52 | 1MEH4 
24° 175 to 600rpm_ | 5  402W61 |  — 





* 3.25"-dia. center hole. 
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Natural Hair Burnishing Pads 
Polyester fiber contains minimum of 50% post-consumer recycled content. 1500 
to 3000 rpm. 


Beige—Higher content hog's hair and synthetic fiber pad. Designed for scratch 
removal on hard finishes and low frequency burnishing programs. 


White—Natural hair and synthetic fiber pad provides excellent results on a 








wide variety of floor finishes and traffic conditions. | oe aoneH 
FLOOR PADS DRIVER* 
Case Item Item 
Color Size Qty. No. | No. 
iva 5 402W20 | 1MEG4 
. 19" 5 402V84 | 1MEG9 
Beige 20" 5 402V85 | 1MEH4 
9 aly 5 4o2ve6 | — 
24" 5 402V87 | — 
27' 5 402ve8 | — 
ic 5 402W53 | 1MEG4 
19" 5 402W54 | 1MEG9 
White 20" 5 402W55 | 1MEH4 
le 5 402W56 — 
a 2r ) _A02WS7 | — 
* 3.25"-dia. center hole. 
No. 402W35 No. 402W59 
Si a, 
. nis 
No. 402V95 nest Mest 
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No. 3U074 


Stripping, Scrubbing, and 
Buffing/Cleaning Pads 


Environmentally sustainable pads are 
washable and reusable. 


STRIPPING PADS 


For rotary and automatic floor 
machines. 


High-Productivity Black 7300 


Remove old finish, dirt, and buildup. 
Increase pad-to-floor contact for more 
efficient stripping. Use to strip heavy 
buildup or for quick stripping. 


Black 7200 


Wet strip floors, maintaining consis- 
tent performance throughout the pad 
life. 


Brown 7100 


Resilient pads can be used for wet or 
dry stripping on uneven floors. Quickly 
and easily cut through old finish to 
prepare floors for refinishing. 


Description Size 
Stripping Pads, 175 to 600 RPM 


15" 
Black 7300 


Black 7200 19" 


Brown 7100 ive 


Scrubbing Pads, 175 to 600 RPM 
13" 
1S: 
17" 
19" 
20" 
20" x 14" 
Buffing and Cleaning Pad, 175 to 600 RPM 
13" 
15 
U7 
19" 
20" 
20" x 14" 
28" x 14" 
32" x 14" 
I: 
15: 
White 4100 17" 
19" 
20" 


Blue 5300 


Red 5100 


Tough Guy Pad Holder 
For Use with Pad Drivers 





No. 3U062 





No. 3U093 


¢ 
SCRUBBING PADS 


Use with rotary and automatic floor 
machines. 


Blue 5300 


Remove dirt, spills and scuffs, leaving 
a clean surface ready for recoating. 
For heavy-duty scrubbing prior to 
recoating. 


BUFFING/CLEANING PADS 


Red 5100 


Clean when damp, buff when dry. Use 
for light scrubbing without dulling the 
finish. For rotary and automatic floor 
machines. 


White Super Polish 4100 


Pad buffs very soft finishes and lower- 
traffic areas; or use for polishing soft 
waxes on wood floors. For rotary floor 
machines. 


USE TOUGH 
GUY PAD 
3M FLOOR PADS DRIVER* 
Case Item Item 
Qty. No. No. 
5 3U064 — 
5 3U065 — 
5 3U066 1MEG4 
5 3U067 1MEG9 
5 3U068 1MEH4 
10 6ENF5 1MEH4 
5 3U069 — 
5 3U071 — 
5 3U072 1MEG4 
5 3U073 1MEG9 
5 3U074 1MEH4 
10 6ENF7 — 
10 6ENF8 — 
5 4wbD08 — 
5 4wD10 — 
5 4wD12 1MEG4 
5 4wD14 1MEG9 
5 4wD15 1MEH4 
5 3U058 — 
5 3U060 — 
5 3U061 1MEG4 
5 3U062 1MEG9 
a 3U063 1MEH4 
10 6ENGO — 
5 3U089 — 
5 3U091 — 
5 3U092 1MEG4 
5 3U093 1MEG9 
5 3U094 1MEH4 
10 6ENG3 1MEH4 
10 6ENG4 1MEH4 
10 6ENG5 1MEH4 
5 3U083 — 
5 3U085 — 
5 3U086 1MEG4 
5 3U087 1MEG9 
5 3U088 1MEH4 
1MEH9 — 


* 5" dia. center hole. 16" and 18" pad drivers available on Grainger.com®. 


Find even MORE on Grainger.com® 
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No. 32V430 





No. 5ND28 


Preburnishing and Burnishing Pads 


Environmentally sustainable pads are 
washable and reusable. 


PREBURNISHING PADS 


TopLine Autoscrubber Green 5000 


For light scrubbing of floors before 
burnishing with minimal finish removal. 
For rotary or automatic floor machines. 


BURNISHING PADS 
For ultra high-speed floor machines. 


Sky Blue Hi-Performance 3050 
Restore gloss to dull floors. Great for 


frequent burnishing with less dust, point 


build up, and burning. 


Aqua 3100 


Produce a brilliant gloss on softer 
finishes or in lower traffic areas. 
Exceptional durability. 


TopLine Peach 3200 


Pads restore gloss to dull floors in a 
single pass. For use on floors with good 
base coat. Minimal finish removal. 


Description Size 
Preburnishing Pads, 175 to 600 RPM 
13° 


15° 
Green/Amber 5000 17" 
19" 
20" 
Burnishing Pads, 1500+ RPM 


Sky Blue 3050 


Aqua 3100 


Peach 3200 


White 3300 


Tan 3400 20" 


Tan 3500 


Pink 3600 


Tough Guy Pad Holder 
For Use with Pad Drivers 


Natural Blend White 3300 


Use natural hair and synthetic fiber 
pads for outstanding results on a 
wide variety of finishes and traffic 
conditions. Provide high gloss while 
minimizing swirl marks. 


Tan 3400 


Provide a brilliant “wet-look" finish on 
harder finishes or high-traffic areas. 
Best choice for scratch and scuff 
removal. 


Natural Blend Tan 3500 


Natural hair and synthetic fiber pads 
provide excellent results on harder 
finishes and high-traffic areas. 
Remove marks and scuffs while 
polishing. 


Eraser’ Pink 3600 


For optimum results on harder 
finishes and heavy-traffic floors. 
Remove black marks, restore excel- 
lent gloss and image clarity. 


USE TOUGH 
GUY PAD 
3M FLOOR PADS DRIVER* 
Case Item Item 
Qty. No. No. 
5 3U077 — 
5 4WG73 — 
5 3U078 1MEG4 
5 3U079 1MEG9 
5 3U080 1MEH4 
5 32V430 1MEG4 
5 32V431 1MEG9 
5 32V432 1MEH4 
5 32V433 — 
5 4WD58 1MEG4 
5 3U081 1MEG9 
5 3U082 1MEH4 
5 4WD59 — 
5 4RU42 — 
5 10/71 — 
5 4WG83 1MEG4 
5 3U075 1MEG9 
5 3U076 1MEH4 
5 3UZ71 — 
5 4WG86 — 
5 3UZ90 — 
5 4WG89 1MEG4 
5 4wWG91 1MEG9 
5 4wWG92 1MEH4 
5 4WG93 — 
5 4WG95 — 
5 4WJ31 — 
5 4wWC29 1MEG4 
5 4WC30 1MEG9 
5 4WC31 1MEH4 
5 4WC32 — 
5 4RU41 — 
5 4WH04 1MEG4 
5 3U095 1MEG9 
5 3U096 1MEH4 
5 4WH06 — 
5 4WH09 — 
5 4WJ27 — 
5 5ND28 1MEG4 
5 5ND29 1MEG9 
5 5ND30 1MEH4 
5 5ND31 — 
5 4RU43 — 
5 5ND32 — 
1MEH9 — 


* 5" dia. center hole. 16" and 18" pad drivers available on Grainger.com®. 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE° JANITORIAL 
Find the yf. Find Solutions. Find Great Prices. Pressure Washers 


NEMA Plug Configurations 
Standardized NEMA configurations were created to minimize the possibility of unsafe mating of unmatched voltages and amperages. Use the figures to help 
identify the correct plug for your application. 
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5-15P 5-20P 6-15P 6-20P 6-30P 6-50P L15-20P L15-30P L6-20P L6-30P 
per alla 
Cold Water Pressure Washers, Electric/Direct-Drive AMERICA 
= 3 piston axial pump pressure shutoff at the head. Units include an adjustable 
= Tempered stainless steel plungers high-pressure nozzle. All units include either foam bottle or 
= GFCI protected chemical injector. Nos. 5RCC2 and 5RCC3 also come with 
All models, except No. 5RCC2, feature a TSS motor (Total a ceramic plunger and crank shaft pump. Nos. 20JZ25 to No. S5RCC2 
System Shutdown) which turns on and off when spray 20JZ27 include a turbo nozzle/lance. No. 468C08 has a 
gun is activated and has an automatic safety valve with quick-connect soap nozzle. 
Usable 
Operating Amps Hours per Net. Item 
HP Pressure Flow Rate AC Week Plug Type Hose Dim. Wt. No. 
Carry Style 
20 1900 psi 2.1 gpm 19 20+ GFCI 25 ft. 53 Ib. 5RCC2 
1900 psi 2.1 gpm 19 20+ GFCI 25 fi. 55 Ib. 16X047 
Cart Sivle No. 468C08 
1.3 1500 psi 1.4 gpm 11 10 to 20 GFCI Ya" x 20 tt. 23 Ib. 20JZ25 : 
14 1700 psi 1.4 gpm 13 10 to 20 GFCI Va" x 20 tt. 31 Ib. 35HX50 
1.5 1800 psi 1.3 gpm 13 10 to 20 GFCI Ya" x 20 tt. 32 Ib. 205226 
1.6 2000 psi 1.4 gpm 14 10 to 20 GFCI Ya" x 30 ft. 42 Ib. 205227 
19 1440 psi 1.4 gpm 12 20+ GFCI Va" x 20 tt. 19 Ib. 468007 
1710 psi 1.3 gpm 13 30+ GFCI Ya" x 30 tt. 42 |b. 468008 
2.0 1900 psi 2.1 gpm 20 20+ GFCI Ae x 30 tt. 88 Ib. 5RCC3 


Cold Water Pressure Washers, Electric Motor 


= Crankshaft pump BELT-DRIVE Mi-T-M | 
= Solid ceramic pistons Stationary Style 


= Downstream, low-pressure chemical injection 
= Thermal relief valve prevents pump damage Nos. 3WB73 and 3WB74 are designed for hot water use without 


any exhaust. Feature 4-ft. cord with ground fault circuit interrupter, 







Quiet operation and no engine exhaust make them Light Duty, 


ideal for indoor use. user-adjustable time delay auto shutdown, and thermal overload 1.5 HP 
protection. Industrial-duty motor is enclosed in an easy-to-access No. 1TDK4 

DIRECT-DRIVE stainless steel cabinet. Max. intake water temp.: 180°F. Include 36" 

35-ft. cord has ground fault circuit interrupter wand with 0°, 15°, 25°, and 40° quick-connect nozzles. 


(except No. 3WB839). Include 36" insulated wand 

with 0° to 60° spray nozzle except Nos. 3WB88 and aloe 
3WB89 which are equipped with 15° and 25° high- 
pressure/chemical nozzle. Cart Style units include 
solid steel axles and tubed pneumatic tires. Max. 
intake water temp.: 125°F. 


No. 20KC14 features thermal overload protection, external bypass 
system, and totally enclosed powder-coated belt guard. Includes 
50-ft. 48" nonmarking hose, insulated lance and trigger gun with 
safety lock, and 10-ft. power cord. 








Usable i 
Operating Flow Volts/ Amps Hours per Net Item Rata as 
HP Pressure Rate Phase AC Week Plug Type _ Hose Dim. Wt. No. Ys 
Direct-Drive, Carry Style No. 3WB87 
1:5 00 psi 1.5 gpm 120/1 13.5 0 to 10 5-15P ye X 25 Tt. 45 Ib. 1TDK4 
Direct-Drive, Cart Style 
1.5 1000 psi 2.0 gpm 120/1 12.5 10 to 20 5-15P Ye X 25 Tt. 90 Ib. 3WB86 
2.0 1500 psi 2.0 gpm 120/1 17 10 to 20 9-20R 43" X 25 fi. 90 Ib. 3WB87 
4.0 2000 psi 2.8 gpm 230/1 16 10 to 20 6-20P Ye" x 25 ft. 112 Ib. 3WE20 
6.0 2900 psi 3.2 gpm 230/1 24.1 20+ 6-30 ¥e' x 25 ft. 225 Ib. 3WB88 
8.0 3000 psi 3.9 gpm 230/1 34.5 20+ 6-50P Ye" x 25 ft. 225 Ib. 3WB89 
Belt-Drive, Stationary Style 
2.0 1000 psi 2.9 gpm 120/1 18.8 20+ 5-20P ¥e' x 50 ft. 172 |b. 3WB73 
6.0 2000 psi 3.9 gpm 230/1 24.1 20+ L6-30P ¥e' x 50 ft. 214 Ib. 3WB74 
Belt-Drive, Cart Style Stationary Belt 
8.0 3000 psi 3.9 gpm 230/3 20 20+ L15-30P ¥e' x 50 ft. 318 Ib. 20KC14 Drive, 6 HP 
Accessory 
Stainless Steel Wall Mounting Bracket, For Use With 3WB73-74 3XY63 pronetneres 





* 
Cold Water Pressure Washers, Electric Motor 


No. 486Z73 
= Solid ceramic pistons scrubbing by hand. No. 486273 includes variable high/low pressure nozzle with an 
= Direct-drive adjustable spray pattern, 25-ft. high pressure hose, trigger gun, and 2-pc., 36" lance. 
crankshaft pump Nos. 486274 and 486275 include high/low pressure nozzle, high-pressure, quick-connect 
Feature totally-enclosed fan- hose, and trigger gun with safety lock. CSA Certified. 
cooled motors and carry-style exile 
models also have thermal Operating Amps _ Hours per Net. Item 
overload protection. All come HP Pressure Flow Rate AC Week PlugType HoseDim. Wt. No. 
. Light Duty, Cart Style 
with a 35-ft. power cord 1. 1400 psi 1.59pm 13.5 5to10 5-15P %'x25ft. 951b. 486273 
valves. Built-in low pressure 2.0 1500 psi 2.1 gpm 19 20+ 5-20P %'x25ft. 55\b. 486274 
detergent injector eliminates : 1500 psi 2.1gpm _—*19 20+ 5-20P_— "x 25 ft. 53 lb. 486275 no 
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Cold Water Pressure Washers, Electric Motor 


= Solid ceramic pistons 
= Crankshaft pumps 


These washers generate fluid pressure 
with a lightweight electric motor that 
provides cleaner and quieter operation 
than gas-powered engines. They remove 
mud, dirt, and debris and more from a 
variety of surfaces. All except Nos. 486279 


Usable 
Operating Flow Amps Hours per 
HP Pressure Rate AC Week 
Light Duty, Cart Style 
50 1500 psi 20gpm 17 10 to 20 
1500 psi 2.0 gpm 17 10 to 20 
Medium Duty, Cart Style 
1.5 1000 psi 2.0 gpm 15 10 to 20 


and 52PF29 feature a built-in chemi- 

cal detergent injector to apply cleaning 
agents and eliminate the need to scrub 
by hand. Available in cart-style and carry- 
style. Carry-style washers are lightweight 
and portable and can be used just about 
anywhere. CSA Certified. 


Plug Net. Item 
Type _ Hose Dim. Wt. Brand No. 


9-20P_—%'x50Tt. 90lb. Mi-T-M 39W806 
9-20P = ¥%'x2dft. 921b. Dayton 486285 


0-15P_ "x 25ft. 90lb. Dayton 486283 


6.0 2000 psi 32gpm 15 10to20 115-20P %'x50ft. 225lb. Mi-I-M 39W807 


Heavy Duty, Cart Style 


8.0 3000 psi 3.5gpm 10 20+ 16-20P %'x50ft. 301lb. Mi-I-M 486279 * 
Industrial Duty, Cart Style 
15.0 4000 psi 3.9gpm 40 40+ 15-50P = %'x50ft. 431 lb. Mi-T-M 52PF29 *t 
5000 psi 40gpm 40 20+ 15-50P %'x50ft. 431 lb. Mi-I-M 39W815 * 


Light Duty, Carry Style 
15 1000 psi =2.0gpm 12.5 10 to 20 
1400 psi = 1.5gpm = 13.5 5 to 10 
50 1500 psi =2.0gpm 17 10 to 20 
" 1500 psi 2.0 gpm Fs 10 to 20 
* Belt-Drive ¢ Triplex plunger pump 





Mi-T-M 


Performance Under Pressure: 


O-15P_ "xX 25ft. 58lb.  Mi-IT-M_ 39W801 
0-15P_— %'x25ft. 451b. Dayton 486284 
5-20P_ —%'x25Tt.  /0lb. Mi-T-M_ 39W804 
0-20P_—%'x25ft. 761b.  Mi-I-M_ 39W803 


Cold Water Pressure Washers, Electric Motor 


= Solid ceramic pistons 
= Direct-drive crankshaft pump 
= Wall mount 


Feature a built-in chemical detergent injec- 
tor to apply cleaning agents and eliminate 


the need to scrub by hand. All models 
come equipped with a high pressure hose 
and a quick-connect nozzle. Nos. 460J90, 
486276, 486278, and 486277 also include 
trigger gun. CSA Certified. 


Usable 
Operating Amps _ Hours per Net. Item 
HP Pressure Flow Rate AC Week Plug Type Hose Dim. Wt. No. 
Medium Duty 
15 1000 psi 2.0 gpm 13.6 20+ 5-15P "x 50 Tt. 90 Ib. 486272 
6.0 2000 psi 3.9 gpm 24.1 20+ 6-30P %'x50ft. 175lb. 460/90 
Heavy Duty 
6.0 2000 psi + 3.9 gpm 16.4 20+ 15-20P %'x50ft. 150lb. 486276 
8.0 3000 psi 3.9 gpm 22.6 20+ 15-30P %'x50ft. 180lb. 486278 
3000 psi 3.9 gpm 34.5 20+ 6-50P %'x50ft. 195lb. 486277 
10.0 4000 psi 4.0 gpm 40.8 20+ 6-50P %'xd0it. 280lb. 486280 


‘aa 


= Honda engine 


Cold Water Pressure Washers, 
Portable Gas Engine 


Portable units are easy to maneuver 


= Recoil start and transport to exactly where you 
» Aluminum frame need it. Include gun, wand, and hose. 
= Cart style 
Usable 
Engine Operating Flow Hours Pump Hose Net Item 
HP Size Pressure Rate perWeek Drive Dim. Wt. No. 
Heavy Duty 


6.0 187cc 2800psi 2.4gpm 0 


to10 Direct %'x25ft. 75\lb. 20KC06 


6.5 196cc 3200psi 2.4gpm 10to20 Direct %'x25ft. 85lb.  20KCO7 


Industrial Duty 


9.0 270cc §=3600psi 2.8gpm 10to20 Direct %'x50ft. 130 lb. 20KC08 


3800 psi 3.7 gpm 


20+ Belt %'x50ft. 150lb. 20KC10 


13.0 389cc 4200 psi 3.4gpm 10to20 Direct %'x50ft. 142 lb. 20KC09 


4200 psi 3.4 gpm 


Find even MORE on Grainger.com® 


20+ Belt %'x50ft. 150 lb. 20KC11 
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No. 33M597 


No. 33M599 


No. 33M601 





Cold Water Pressure 
Washers, Portable 
Gas Engine 


= 20+ usable hours per week 

= Honda GX Commercial Series 
engine with Oil Alert® 

= CAT industrial triplex pump with ceramic 
pistons and adjustable unloader 

= Premium pneumatic tires with steel hubs 


Include heavy-gauge steel frame, steel-braided high 
pressure hose, professional spray gun, and steel 
quick-connect spray wand. Feature 5 quick-connect 
spray nozzles: 0°, 15°, 25°, 40°, and soap. Direct- 
Drive models are equipped with secondary handle 
with instruction panel. 

Engine Operating 

Size Pressure 
Direct-Drive 

196cc 3200 psi 

270cc 3800 psi 

389cc 4200 psi 


Belt-Drive 
389cc 


Net 
Wt. 


Item 
No. 


Flow 
Rate Hose Dim. 
Vie X 25 ft. 
¥" x 50 ft. 
¥e" x 50 ft. 


82 |b. 33M597 
122 |b. 33M598 
139 lb. 33M599 


2.8 gpm 
3.5 gom 
4.0 gpm 
¥e" x 50 ft. 192 lb. 33M601 


4200 psi 4.0 gom 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








No. 3WB97 





EM ChoreMaster’.. 


Cold Water Pressure Washers, 


No. 1TDJ3 






No. 20KC12 





Portable Gas or Diesel Engine 


= Downstream, low-pressure chemical injection 
= Thermal relief valve 
= Solid steel frames 


DIRECT-DRIVE 


High pressure rating and compact design make 
these washers great for light- to medium-duty use. 
Include 36" wand, solid steel axles, and pneumatic 
tires. 


Mi-T-M® Models—Feature low oil shutdown, 
except No. 3WB97. Quick-connect nozzles: 0°, 15°, 
25°, and chemical, except No. 3WB97 has 15°, 25°, 
and chemical only. 


ChoreMaster®—Feature fold-down steel handles 
and inline water strainer. Quick-connect nozzles: 15°, 
25°, and chemical. 


BELT-DRIVE 


Provide less wear and longer life than direct-drive 
pumps. Ideal for heavy-duty use. Include external 
vibration- and heat-reducing bypass system and 
low-oil motor protection. Include 36" wand and 0°, 
15°, 25°, 40°, and chemical quick-connect nozzles. 
Nos. 6CGPO and 6CGP1 come with a 48" wand. 


23-HP Electric Start—Large fuel tank allows 8-hr. 
run time. Dry battery included. Has a roll cage frame 
and lifting hook. 


Engine Operating Flow Engine Usable Hours _ Starter Net Item 
HP Size Pressure Rate Brand per Week Type Hose Dim. Wt. No. 
Mi-T-M® Direct-Drive Gas Engine 
5.0 160cc 2000 psi 2.5gpm Honda 0 to 10 Recoil ¥e" x 25 ft. 73 \b. 3WB97 
65 196cc 2400 psi 2.4gpm Honda 10 to 20 Recoil ¥e" x 50 ft. 75 Ib. 3WB83 
3000 psi 2.4gpm Honda 10 to 20 Recoil ¥e" x 50 ft. 85 Ib. 5MZU1 
7.0 212cc 3000 psi =2.4gpm_ Mi-T-M 10 to 20 Recoil Ye x 25 Tt. 85 Ib. 5JKL7 
9.0 277CC 3500 psi 2.8 gpm Kohler 10 to 20 Recoil ¥e" x 50 ft. 129 lb. 380739 
280cc 3500 psi 2.8gpm Mi-I-M 10 to 20 Recoil ¥e" x 50 ft. 142 lb. 5MZU4 
13.0 389cc 4000 psi 3.5gpm Honda 10 to 20 Recoil ¥e" x 50 ft. 142 lb. 5MZU3 
135 420cc 4000 psi 34gpm_ Mi-T-M 10 to 20 Recoil ¥e" x 50 ft. 142 lb. 5MZU5 
ChoreMaster® Direct-Drive Gas Engine 
6.0 187cc 2700 psi 2.3gpm Honda 0 to 10 Recoil ¥e" x 25 Ct. 75 Ib. 1TDJ3 
Mi-T-M® Belt-Drive Gas Engine 
13.0 389cc 3000 psi 3.5gpm Honda 20+ Recoil ¥e" x 50 ft. 216 |b. 3WB72 
53.0 688cc 5000 psi 40gpm Honda 20+ Electric ¥e" x 50 ft. 378 Ib. 6CGPO 
6000 psi 3./gpm Honda 20+ Electric ¥e" x 50 ft. 401 Ib. 6CGP1 
Mi-T-M® Belt-Drive Diesel Engine 
9.8 = 3000 psi 3.99pm _ Kohler 20+ Electric ¥e" x 50 ft. 245 |b. 20KC12 
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Diesel or 
Kerosene, 
8 HP 
Nos. 1RM77 
or 2GXL1 





No. 48UH46 











No. 1TDK1 


1590 GRAINGER. 





Mi-T-M 


Performance Under Pressure: 


Hot Water Pressure Washers, Electric Motor 


= Crankshaft pump 
= Solid ceramic pistons 


= High-pressure chemical injection 

= Output water temp.: 190° to 200°F (pressure 
washers); 250° to 300°F (steam cleaners) 

Mounted on sturdy rolling frames with tubed pneumatic 

tires and solid steel axles. Feature enclosed fan-cooled 

industrial motors. Thermal relief valve helps prevent 

pump damage and an easy-access coil drain helps 

prevents freezing. Include %" x 50-ft. hoses, 36" wand 

with 15° and chemical quick-connect nozzles, and 

35-ft. electrical cord with GFCI, except Nos.48UH46 and 


48UH47. 


e e 
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Performance Under Pressure: 


Cold Water Pressure 


Washer, Gas Engine 

= Axial pump 

= Built-in detergent injector system 

Light-duty, direct-drive pump with thermal relief valve, in-line 
water strainer, and stainless steel pistons. Includes 3 quick- 
connect nozzles, hose, trigger gun, and lance. 


Engine Operating Flow Hose Usable Hours Net’ Item 
Size _— Pressure Rate Dim. per Week Wt. No. 
212cc §~= 3000 psi ~=2.4gpm %'x25ft. 5to10 85 |b. 486281 


DIESEL OR KEROSENE 


Top-fired oil burner enhances fuel 
efficiency and servicing. Burn #1 or #2 
diesel fuel or kerosene. Solid state elec- 
tronic ignition. Heavy-duty frame, roll 
cage, and lifting hook. No. 3WB94 and 
2GXK5 include 0°, 15°, 25°, 40°, and 
chemical quick-connect nozzles. 


ELECTRIC BURNER 


Eliminates exhaust fumes for interior 
Cleaning applications. Heat exchanger 
cartridges provide consistent 
on-demand hot water. 


Note: Additional models are available on Grainger.com® 


COMBINATION 
PRESSURE STEAM 
Usable WASHERS CLEANERS 
Operating Flow Amps Plug Hours Pump Net Item Item 

HP Pressure Rate Volts/Phase AC Type per Week Drive Wt. No. No. 
Diesel or Kerosene Burner Fuel 

2.0 1500 psi 2.0gpm  120/1 20 5-20P 10to20 Direct 250lb. 3WB94 2GXK5 

8.0 3000 psi =3.5 gpm = 230/1 36 ~—-6-50P 20+ Belt 607\b. | 1RM77 2GXK9 

8.0 3000 psi 3.5gpm 230/Fase3 24 L15-30P 20+ Belt 602 Ib. _ 2GXL1 
Electric Burner 

6.0 2500 psi 2.8gpm  460/3 66 = 20+ Belt 725\lb. | 48UH46 — 

8.0 3000 psi 3.99pm 460/3 98 = 20+ Belt 725\lb. | 48UH47 — 

Mi-T-M_ 


Performance Under Pressure: 


Hot Water Pressure Washers, 
Diesel or Kerosene Engine 


= Crankshaft pump 

= Solid ceramic pistons 

= Low-pressure chemical injector 
= Thermal relief valve 


Electro Magnetic Firing (EMF) system requires 
no battery, generator, motor, or transformer. 
Top-fired burner assembly. Units burn #1 or #2 
diesel fuel or kerosene. Include pneumatic tires 
and solid steel axles. Feature easy-access coil 


drain and overpressure protection. 


wand with fixed chemical nozzle and 0°, 15°, 
25°, and 40° quick-connect nozzles. Electric 


start models include dry battery. Wrapped 
frame with lifting hook. Hood cover tilts for 
easy burner access. Skid-mount is heavy-duty 
powder-coated steel square tube frame. 1" 
schedule 80-coil with stainless steel wrap heat 
exchanger. Polyethylene burner and engine fuel 
tanks. Temperature rise is 150°F/66°C above 
ambient; max. outlet temperature is 200°F. 
Quick-connect nozzles: 0°, 15°, 25°, and 40°, 
10-gal. fuel tank capacity. Oversized crankshaft 
pump with upgraded bearings. 


Note: Additional kerosene pressure washer models are 
available on Grainger.com® 


Dual 36" 


Water 


Engine Operating Flow Engine Starter Output Net Item 
HP Size Pressure Rate Brand Type Temp. Hose Dim. Wt. No. 
Diesel or Kerosene, 20+ Usable Hours Per Week 
6.5 196cc 2400 psi 2.6 gom Honda Recoil 200°F %'x50ft. 269 lb. 3WE17 
9.0 270cc 3000 psi 2.8 gom Honda Recoil 200°F %'x50ft. 407 lb. 3WB80 
13.0 389cc 3000 psi 3.5 gom Honda Electric 200°F %'xd50ft. 428 lb. 3WB81 
3500 psi 3.3 gom Honda Electric 200°F %'xd50ft. 428 lb. 3WB82 
Diesel or Kerosene, Skid-Mount, 20+ Usable Hours Per Week 
20.0 688cc 4000 psi 4.0 gpm Honda Electric 200°F %'xd50ft. 750 lb. 1TDK1 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® JANITORIAL 
Find the ww. Find Solutions. Find Great Prices. Pressure Washer Accessories 





* GRAINGER 
APPROVED 


Spray Guns 


= Automatic trigger shutoff 
and trigger lock 
= Stainless steel and brass internals 
= Buna-N and PTFE seals 
= See Grainger.com® for 
additional models No. 52DC83 


Weep-Style Spray Gun No. 1MDJ7 is No. 52DC82 
designed to leak to protect from freez- 

ing; suited for owner-operated and 

self-service car washes. 





No. 1MDJ7 








Max. Max. Max. Fluid Item 

Description Pressure Flow Temp. Inlet Outlet No. 
9075 psi 10.6 gpm 320°F ¥e" FNPT Ya" FNPT 1MDC8 
Spray Guns 4000 psi 7.0 gpm 320°F ¥e" FNPT Ya" FNPT 52DC83 
4500 psi 8.0 gpm 320°F ¥e" FNPT Ya" FNPT 52DC82 
Spray Gun with 14" Extension 4500 psi 8.0 gpm 320°F ¥e" FNPT 22mm 52DC84 
Weep-Style Spray Gun 4500 psi 10.6 gpm 320°F ¥e" FNPT Ya" FNPT 1MDJ7 

High Pressure Spray Gun 5075 psi 12 gpm 320°F ¥e" FNPT Ya" FNPT 16X048 No. 5JKNO 

Heavy Duty Spray Gun 8700 psi 21 gpm 300°F ¥e" FNPT Ya" FNPT 5JKNO 





No. 1MDD1 No. 1MDD5 








No. 5ELY9 
No. 1MDD6 
* GRAINGER eS a = m=) 
APPROVED No. 1MDE2 
Insulated Extension and Pivot Nozzle Wands 
= Zinc-plated steel tubes ; — As Max. i. oui tam 
i,m . escription engt ressure ow nlet utlet 0. 
= “a” tube emer’ except on No. 1MDD8, 04" 5000 psi 10.5 gpm 7 MNT" MNT AMDD1 
which has ¥"-diameter tubes siaiedenadiaade 36" 5000 psi 10.5 gpm Ys° MNPT Vs" NPT 1MDD2 
= Max. fluid temp.: 300°F P 48" 5000 psi. ‘10.5 gpm Ya" MNPT Yi MNPT —-1MDD3 
® +: 59" 5000 psi 10.5 gpm 7" MNPT Yi MNPT — 1MDD7 
a See Grainger.com for additional models Seca 36) 5000 psi 10.5 gpm 7” MNPT 7" NPT AMDDA 
Molded plastic grips provide comfortable P 48" 5000 psi 10.5 gpm Ya" MNPT Ys MNPT — 1MDD5 
Del i Dual W g d No. 1MDD6. f - Deluxe Dual Wand 40" 4000 psi 11.0 gpm 4" MNPT vi Q.C. 1MDD6 * 
Fd a 90° Pivot Nozzle Wands, Chrome Plated a se pst 8 Cg an NE ee 
stainless steel tubes and includes a % 40" 4000 psi 10.0 gpm Ys" MNPT Ys" Q.C. 5ELY8 
female quick-connect nozzle coupler and 90° Pivot Nozzle Wand, Stainless Steel 40" 4000 psi 10.0 gpm Ya" MNPT M4" Q.C. SELY9 
AL Handle Grip Stainless Steel Extension Wand 48" 6000 psi 6.0 gpm Ya" MNPT Ya" MNPT SJKN3 
soap tip. No. IMDE2 has a 74" quick-connect  — Weng Extension 04" 5000 psi 10.5gpm 22mmMNPT%" FNPT 1MDE2~* 


dischar ge port. * 14" Quick-Connect discharge port. 


* GRAINGER 
APPROVED 


Gun/Wand/Hose Kits 


CONSUMER GRADE KIT 

Includes spray gun, 18" wand, adjustable nozzle, and 1%" x 25-ft. hose. 
PROFESSIONAL GRADE KIT 

Includes spray gun, 24" wand with 4" quick connect, and %" x 50-ft. hose. 


UNIVERSAL KIT 


Includes spray gun, lance with adjustable spray pattern head, lance with turbo 
nozzle, 25-ft. hose, foamer bottle, and adapter. 


ae a ae 





Max. 
Max. Max. Fluid Item 
Description L Pressure Flow Temp. Inlet No. 
Consumer Kit 30" 3000psi 5.5 gpm 140°F = 22mmMNPT  1MDK3 
Professional Kit 42" 4000psi 10.0gpm 250°F ¥e" FNPT 1MDK2 
Universal Kit 11" 2320 psi  3gpm 140°F 22mm 20JZ20 No. 1MDK2 
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JANITORIAL Scan. Order. Done. [=F 
Pressure Washer Accessories Details on page A1. 





* GRAINGER 

















APPROVED 
Quick-Connect | = = 
Couplers and Plugs No. 1MDG6 No. 1MDG7 No. 5JKN7 No. 1MDG9 No. 1MDL1 No. 1MDL6 
Change sprayer nozzles without using tools. Quick-Connect Coupler Item 
Nos. 1MDG6 and 1MDG7 feature Viton O-rings. Brass/stainless steel, galvanized Description Material Inlet Outlet No. 
tel, and b dels h f 4000 psi. Stainless steel h ee arate ant 
Steel, an raSS MOGEIS Nave a Max. PreSSure O PSI. otalnleSs Steel Nave Galvanized Steel eal ONT 35" (M) QC {MDH1 
a 6000 psi max. pressure. All have a max. temp.: 300°F. Plug Ys" (M)NPT ¥" (M) QC 1MDG9 
Stainless Steel 7 (ata ve (M) QC ouKNS 
Item Ye" (M)NPT ye" (M) QC 5JKN4 
Description Material Inlet Outlet No. Ball Quick Coupler, ¥" (M)NPT, 4000 psi 20JZ19 
Quick Connect Couplers/Plugs OTENPT TET TMOG Threaded Connect Couplers/Plugs TETEWIPT 57 rE TOC —AMOLt 
; M A 4 mm xX 5 
Brass/Stainless Steely NPT a 5 ac {MDG7 Sauce Va ANP 99mmx 1.5 5 QC 1MDL2 
A" (FYNPT Va" (F) QC 5JKNG up ye (aa 22mm x 1.5 i QC iMDL4 
Gounler A" (FYNPT Ya" (M) QC 352909 pee Ye (M)NPT_-22mmx 1.5 (F)QC 1MDL3 
P ciictaseoctedl Ai Rabe Va" (F) QC 352907 Ai (alta 22mm x 1.5 (M) QC 1MDL5 
Ya" (M)NPT Ya" (M) QC 352908 Ply Y," (M)NPT 22mm 1MDL6 
¥ (PNET ye iH Qc 5JKN7 9 ye (PNET 22mm x 1.5 (M) QC _1MDL7 
Ye" (M)NPT ¥e (F) QC 5JKN8 | M) QC 1MDL8 
A —— —a, 
No. 1MDD9 
No. 1MDH8 * 
. GRAINGER 
ee Sandblast Kits APPROVED 
Telescoping Wands APPROVED | BRASS KIT STAINLESS STEEL KIT WITH FAN SPRAY 
= Feature internal high-pressure hoses ape eat iA og hose, daa A Ueno Acca — 
= Pole tips fit standard quick-connect nozzles clamps, and sand prove. sand hose, 2 clamps, and sand probe. 
i i ink- _ Max. Max. Item 
Feature removable angled spray head. Compatible with quick connect style Description Bisecuie Flow Intet No. 
nozzles. Ideal as an accessory for pressure washers, for cleaning home siding, Brass Kit —_ 3650 psi 5.5 gpm 4" NPT 1MDJ4 
industrial buildings, and trailers. Twist collar to extend and retract the wand. Stainless Steel Kit with Fan Spray (250 psi 7.6.gpm 4 NPT AMDJ5 
WAND SUPPORT BELT 


= Nylon belt with adjustable hook-and-loop closure 

= Supports 18- and 24-ft. telescoping wands 

Wand clamps to the belt for greater support and comfort during long cleaning 
jobs. 


Adjustable 
Pressure Regulator 


Can be used with a universal gas pressure washer to 
convert it into a variable pressure washer. Pressure can be 
adjusted right from the wand; from 1000 psi to a max. of 
4500 psi (dependent upon the machine being used). 





Max. Max. Max. Item 
Length Pressure Flow Fluid Temp. Inlet Outlet* No. 
Fiberglass Poles 
18 4000 psi 8.0 gpm 200°F Ve ia QC. YQ. 1MDD9 

24 ft. 4000 psi 8.0 gom 200°F Ye (M)Q.C.  Ya' QC. 1MDH7 





Wand Support Belt Max. Max. Max. Item 
33 to 55° Waist Size, Black 1MDH8 Flow Pressure Fluid Temp. Inlet No. 
* Q.C. = Quick-Connect. 4.0 gpm 4500 psi 140°F M22 34FW17 


te 
Spray Nozzles APPROVED 


= Max. pressure: 5000 psi 
= Max. fluid temperature: 200°F 


1-pc., hardened stainless steel is resistant to most chemicals. 
Y,"" MALE QUICK-CONNECT NOZZLES 


Package includes 1 each of these high-pressure nozzles with color-coded plastic caps: 0° (red), 15° (yellow), 25° 
(green), 40° (white), and black soap nozzle. 


Yq" MALE NPT NOZZLES 
Package includes 5 identical 15° nozzles. 





No. 1MDF6 


Ya" MALE QUICK CONNECT | %4" MALE NPT 
t t 





Nozzle GPM @ psi Item Item 
Size 800 1000 1500 2000 2500 3000 3500 4000 5000 No. No. 
3 1.34 1.50 1.84 2.12 2.3/ 2.60 2.81 3.00 330 1MDF6 — 
3.0 Lay 1.7/5 2.14 2.4/ 214 3.03 O.2f 3.00 3.91 1MDF/ 1MDH2 
1.79 2.00 2.45 2.83 3:16 3.46 S14 4.00 4.47 1MDE9 1MDF8 
45 2.01 2.29 2.16 3.18 3.56 3.90 4.21 4.50 5.03 1MDF1 1MDF9 
a] 2.24 2.50 3.06 3.54 3.95 4.33 4.68 5.00 D009 1MDF2 1MDG1 
55 2.46 2.5 Sol 3.89 4.35 4./6 0.14 5.50 6.15 1MDF3 1MDG2 
6.5 2.91 3.29 3.98 4.60 2.14 5.63 6.08 6.50 hier 1MDF4 1MDG3 
8 3.58 4.00 4.90 5.66 6.32 6.93 1.48 8.00 8.94 1MDF5 1MDG5 
15 6.71 1.5 9.19 10.61 11.86 12.99 14.03 15.0 16.77 1MDH5 1MDH3 
20 8.94 10.0 12.25 14.14 15.81 17.32 18.71 20.0 22.36 1MDH6 1MDH4 
1592 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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JANITORIAL 
Pressure Washer Accessories 











Max. Nozzle GPM @ psi Item 
Pressure Size | 800 1000 1500 2000 2500 3000 3500 4000 5000 No. 
GA Turbo Rotary Spray Nozzles 
4 1.79 2.02 252 293 33 359 389 — | — |1MDE3 
3625 psi 5.5to6| 246 277 348 41 456 504 544 —  — |1MDE4 
7to75 | 313 355 44 514 575 63 683 —  — |1MDE5 
2.7 | 120 130 160 190 210 230 250 270 — |20Jz21 
4000 psi 3.3 | 150 160 200 230 250 280 3.00 330 — | 20JZ22 No. 1MDE4 No. SRCC4 
3.9 | 180 1.90 240 270 3.00 330 360 390 — | 20JZ23 emai 
4 1.79 2.02 252 293 33 359 389 417 439 | 1MDE6 — No. 
5075 psi 5.5 | 246 277 348 41 456 504 544 584 6.17 | 1MDE7 4MDK7 
7 3.13 3.19 403 47 53 586 631 68 7.18 | 1MDE8 
AR Turbo Rotary Spray Nozzles : 
5800 psi 44 50 61 70 79 86 93 100 11.1 |35HX58 sy 
P 12 53 60 73 84 94 103 11.2 12.0 13.4 | 35HX59 “ GAR BMCRIGk 
SA Turho Rotary Spray Nozzle. n n r n n n r 5JKN1 Nozzles and Filters APPROVED First Choice When Quality Matters 
psi 
Max. Max. item TURBO ROTARY SPRAY NOZZLES nozzles. Max. fluid temp. is 300°F; 
SKS Deception Pressure Flow Material No. Improve washer's efficiency and inlet and outlet ports are 4" (F). 
pecialty Nozzles 7 
Change Over Nozzle 2900 psi 8.0 gpm  Nickel-Plated Brass 1MDJ3 Provide the blasting power of a 0° No. SRCC4 Long-Range Soap Nozzle 
Long Range Fan and 4000 psi _ Brass/Plastic SRCCA nozzle over a wide 20° cleaning quick connects to pressure washer 
SiO EVAN za wand and projects chemicals 15 to 20 
Max len stream area. Solid brass body with pro) 
Pressure Inlet Material No. ceramic orifice. Rubber housing ft. Adjusts from fan spray to stream. 
- ee TOO0 St Flers Ya" (FYNPT Brass/Stainless Steel 1MDK6 protects against impact. Max. poe eeMMONE EAU 
5000 psi % Quick-Connect Plug Brass/Stainless Steel 1MDK7 fluid temp. is 195°F (200°F for TURBO NOZZLE INLET FILTERS 
Max. Max. Item Nos. 35XH58 and 35XH59). 1%" (F) 
Filters prevent turbo nozzles from 
ARF Inlet Pressure Flow Material No. NPT inlet. p 
ressure Switches . . clogging by trapping fine debris parti- 
oe NPT 4060 psi — Plastic, Brass, Stainless Steel 35HX51 Note: The operation of the turbo nozzle may cles. Install easily between the end of 
g NPT 4060 psi = Plastic, Brass, Stainless Steel 35HX52 cause damage to the surface being sprayed. ihe lance and turbonecle. Max flaw 
AR Flow Switches : Test on a small area before using onintended ema 
96" NPT 5660 psi 8 gpm Plastic, Brass, Steel 35HX53_— aplication. is 8 gpm; max. fluid temp. is 200°F. 
i euisle 5660 psi 8 gpm Plastic, Brass, Steel 35HX54 <n No. 5JKN1 is for use with No. 5 JKN3, 
3%" NPT 4060 12 gpm Stainless Steel 35HX55 see page 1591, and includes filler and 
¥3" NPT 4500 psi 8 gpm Stainless Steel 35HX56 No physical nozzle change neces- quick connect. 
Ye’ NPT 4500 psi 8 gpm Brass 35HX57 sary between high pressure and soap 


Sewer Cleaning Pressure Washer Accessories * 
Use to convert pressure washers to jetting FOOT-ACTUATED VALVES 

machines, or to clean sewer drain lines. Foot-controlled valves allow both hands to 
SEWER AND ROTATING NOZZLES be free to control the sewer hose. /%" FNPT 


Stainless steel, bull-nose nozzle slides easily outlet. 
into drain pipes and sewer lines to flush debris PUMP DISABLER VALVES 


or clear frozen pipes while attached to sewer —_Jetter valves convert standard triplex plunger 


GRAINGER 
APPROVED 





No. 3ANU8 No. 3ANV6 





hose. pumps into sewer cleaning pumps. Disabler No. 3ANT9 
SEWER HOSE pulse valves have adjustable levers to change 
Flexible hose for use with sewer nozzles. Max. Se ese yal by turing the 
temp.: 160°F. 
Nozzle GPM @ psi Item No. 3ANV4 
Size 800 1000 1500 2000 2500 3000 3500 4000 No. 
Yq" (F) Inlet Port Sewer Nozzles No. 3ANW1 
2.01 725 276 43.18 3.56 3.9 4.21 45 3ANT9 
55 946 275 43.37 #389 435 476 #514 #4255 3ANU1 Inside Max. Hose Item Max. Max. Max. Item 
65 994 3 95 3 98 46 514 563 6.08 65 3ANU2 Dia. Pressure L No. Pressure Flow Fluid Temp. No. 
Ia" (F) Inlet Port Sawai nuaiess Sewer Hose Foot-Actuated Sewer Valves 
4 1.79 D) 9.45 2 83 3.16 3.46 374 4 3ANU3 Ya" 4400 psi 50 ft. 3ANVE6 3000 psi 8.00 gpm 320°F 3ANV4 
55 | 246 275 337 389 435 476 514 55 | 3ANU4 Ya" 4400 psi_100 ft. _ 3ANV7 9000 psi__12.00 gpm_300°F SANVS 
65 | 291 3.25 3.98 46 5.14 5.63 6.08 6.5 | 3ANUS ee 
85 38 425 521 601 672 7.36 +795 85 | 3ANU6 7s" 4000 psi_ 200 ft. __ 3ANV9 
12 5.37 6.0 7.35 8.49 949 1039 11.22 120 3ANU7 Max. . Item 
Y," (F) Inlet Port Rotating Sewer Nozzles Paes ts abler aim. For Use With No. 
4p oP) 5 28 Sh hoe 8 he Mfr No. GC-2503-OMET, GC-3004-OMET, GC- 
; E ; : : 3000 psi 1%4"Wx3%"'L — 3003-OMHB, GC-3003-0MRB, GH-2403-0GAH, 3ANW1 
a re ae Seng aes 18 3.56 3.9 4.21 45 3ANV1 Anne Reveal A Secies Fumps 
: : : : ; : : : ; ; 1 7 r No. - - ; VI 
5 294 25 306 354 3.95. 4.33. 4.68 5.0 3ANV2 4000 psi 1%'Wx3%'L Reverberi RK Series Pumps SANW2 
8.5 3.8 425. 6.01 6.72 7.30 7.95 8.5 3ANV3 4000 psi 172° Wx 3% L Annovi Reverberi XW Series Pumps 3ANW3 


NORTH ‘TM Dayton} 
First Choice When Quality Matters Performance Under Pressure’ 


High-Speed Rotary Surface Cleaners 


Suited for decks, patios, sidewalks, driveways, pool decks, and parking lots. No. 3WB98 
includes trigger gun with (2) 4%" nozzles and pneumatic tires. Nos. 36RM51 and 
36RM52 include pressure washer with Honda® engine for increased versatility. 





Cleaning Max. Flow Housing Item 

Path Pressure Rate Material Brand No. 

Cleaners 
14" 4000 psi 3 to 8 gom Polypropylene AR North America 45NA06 
28" 4000 psi 3 to 10 gpm Aluminum Mi-T-M 3WB98 

Cleaners w/ Pressure Washer 
20" 2500 psi 3.9 gpm Polypropylene Dayton 36RM51 
24" 4000 psi 4 gpm Stainless Steel Dayton 36RM52 No. 3WB98 No. 36RM51 
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JANITORIAL 


Pressure Washer Accessories 


Scan. Order. Done. 
Details on page A1. 





No. 1MDJ8 








i 


No. 1MDK1 





No. 3ANW4 






Pressure Washer Hose Reels 


Jumper hose connects to outlet of machine, and universal mounting bracket 
fits most brands of hot water pressure washers. No. 1MDK1 features a bolt-on 


design. 
Max. 
Pressure Hose Cap. 
3000 psi 100 ft. 
5000 psi 150 ft. 
5000 psi 290 ft. 





No. 22KD99 


No. 1ZLT8 
Inside Hose Max. Working 
Dia. Length Pressure @ 70°F 
Speedaire, Black, PVC 
25 ft. 2600 psi 
Ya" 25 ft. 2600 psi 
25 ft. 2600 psi 
Speedaire, Black, Nitrile 
5/6" ; 3900 psi 
20 ft. 3900 psi 
30 ft. 3000 psi 
5p" 50 ft. 3000 psi 
20 ft. 4500 psi 
100 ft. 3000 psi 
GA, Yellow, Nitrile 
15. 3000 psi 
25 ft. 3000 psi 
3" 50 ft. 1500 psi 
DU AL, 3000 psi 
100 ft. 1500 psi 
Y," 50 ft. 3000 psi 
GA, Blue, Nitrile 
ys" 50 ft. 3000 psi 
100 ft. 3000 psi 
5p" 50 ft. 3000 psi 
100 ft. 3000 psi 
* S=Swivel 


1594 GRAINGER. 


ITT 





Dim. 
L W 
13% 18" 
32. 1712" 
18" 18" 


e 
Pressure Washer Chemicals tprygencn MPIC 
Designed for use in all types of pressure washers. CDV nproven 9 
Item 
Description Size Brand No. 
Crankcase Oil, SAE Grade 30 16 02. GA 1MDJ8 
Simple Green® Deck and Fence Cleaner Concentrate 1 gal. Simple Green 3ANW4 
Simple Green® House and Siding Cleaner Concentrate 1 gal. Simple Green 3ANW5 
Simple Green® Concrete and Driveway Cleaner Concentrate 1 gal. Simple Green 3ANW6 
Simple Green® Heavy-Duty Cleaner and Degreaser Concentrate 1 gal. Simple Green 3ANW7 
* GRAINGER 
APPROVED 


No. 1MDK4 





Water Brooms 


Rust-resistant brooms provide a 


ona . ' wide cleaning path for fast and easy 
Desenon W_ Preaire Na vache spray gun tance with a stan 
4-Nozzle___ 16" 4000 psi__1MDK5 dard 4" quick disconnect plug. 
Pressure Washer 4 
Hels Pump Savers inal 





Unique anti-freeze and lubricant formula. Protect 
pistons and seals from damage during storage. 
For use before extended storage and before 
startup the next season. 


Item 
H No. Max. Max. Item 
np aWeaa Size Pressure _ Fluid Temp. Inlet No. 
18 BRCC7 No. 45TP6O i008 oI) PS a Ye NPT  —a8Tp6t 
* _* GRAINGER 
ee, APPROVED 


No. 22KEO 
Fitting Max. 
Size* Temp. 
M22 Female x M22 Female 140°F 
Va" x M22 OOF 
M22 Female x M22 Female —520or 
250°F 
u u 250°F 
We XA 950° 
250°F 
250°F 
250°F 
¥%" x ¥" 250°F 
250°F 
250°F 
Ya" x YA" 250°F 







Pressure Washer Hoses 


Speedaire®—2600 psi models have a textile 
braid reinforcement, and RMA Class B oil 
resistance. 3000 to 4500 psi models have a 
wire braid reinforcement, and RMA Class A oil 
resistance. 


GA, Yellow, Nitrile—Stainless steel wire braid 
reinforcement for protection against oil and 
animal fat. RMA Class A oil resistance and 4:1 
Safety factor. 


GA, Blue and Black, Nitrile—1500 psi 
models have a textile braid reinforcement. 


GA, Food Grade—Single 
wire braid reinforcement. 
Resists oil, abrasion, and 
animal fats. Outside cover 
has Microban® antimicrobial 
protection. 4:1 safety factor. 


GA, Steam Cleaner/ 
Pressure Washer—Single 
wire braid reinforcement. For 
steam cleaners or combina- 
tion steam cleaners/pressure 


1 : ; : 
3000 and 4500 psi models have a wire braid alee als ae 
reinforcement. Blue hoses are nonmarking and (3500 sion Vo" ) yan 
abrasion resistant. RMA Class B oil resistance eee 
and 4:1 safety factor. up to 325°F at 350 psi. 4:1 
Safety factor. 
Inside Hose Max. Working Fitting Max. Item 
Dia. Length Pressure @ 70°F Size* Temp. No. 
GA, Black, Nitrile 
item 304 3000 bs Wax Ye 250°F —9P763 
No. 30 ft. 1500 psi 200°F  2P769 
30 ft. 3000 psi 250°F  2P764 
22KD99 50 ft. 1500 psi 200°F _3JT35 
22KD97 e" 50 ft. 3000 psi Ye" x Ye" 250°F 2P765 
22KD98 50 ft. 4500 psi 250°F _3JT42 
100 ft. 3000 psi 250°F _—3JT36 
22KE04 100 ft. 4500 psi 250°F 3JT41 
22KE05 GA, Black, Synthetic Rubber 
i ce te 
psi 90° 4) 
22KE06 GA, Bulk Hose without Fittings, Black, Synthetic Rubber 
22KE03 Ya 500 ft. 3000 psi 250°F _1ZLH6 
¥e" 500 ft. 3000 psi No Fittings 250°F  1ZLH7 
1DKL9 Yn" 500 ft. 3000 psi 250°F  1ZLH8 
1DKN1 GA, Food Grade, Yellow 
{DKN2 % 499 ——3000-pst_—_% (MINPT x96 (MINPTS =-19580—4ZLT9 
1DKN5 GA, Steam Cleaner/Pressure Washer, Black 
1DKN3 3000 psi 325°F _-2P766 
7e" 50 ft. 3000 psi Ye" x Ye" 325°F —2P767 
3JT38 100 ft. 3000 psi 320°F BJT 43 
3JT37 30 ft. 2500 psi 325°F — 4KT64 
3JT40 VY" 50 ft. 2500 psi Yo" x Vo" 325°F — AKT65 
3JT39 100 ft. 2500 psi 325°F —_ AKT63 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Identify the color type under the “Color Family” column. Color 


Famil 
Example: Blues. 


Greens 
Neutrals 


STEP 2 


Decide what size and finish you'll need. Then locate the 
item number in the table under the finish and “Item No.” column. Example: No. J2138 — FLAT, 1 gal. 
STEP 3 


Search for the Item number on Grainger.com®. Once on that page, you will see all of the available colors. 


J2140 J2148 


Architectural Paint 
Fresh Spec™ Zero VOC Paint Pro-Hide® Gold Ultra Paint 


Premium quality, professional Best professional quality product 
low-VOC coating is GREENGUARD is ideal for both residential and 
GOLD certified. It offers high hide, commercial applications. 
smooth application, and makes 

touch ups easy. 


Accolade® Paint 


The finest-quality paint and primer in 
one is 100% acrylic waterborne and 


a budget. 
features a low-VOC formula. 


Economy Paint 
turnover jobs. 


Paint Finish Types 
EGGSHELL 


Low luster that noticeably reflects light. 
MID-SHEEN 
Very versatile with subtle gloss and average 


FLAT 


Minimally reflective finish free from gloss or sheen. 
Meant to absorb light in order to hide imperfections. 


VELVET 


Soft, stain-resistant finish has low light reflectivity. 
Minimizes imperfections and maintains uniformity. 


SATIN 


SEMI-GLOSS 


burnish-resistant. resistance. 


Find more information on Paint selection at grainger.com/interiorpaint 


Accolade® Paint 

= Dry time: 30 min. to Provides excellent coverage 
touch, 4 hours to recoat and hide. Washable, scrub- 

= Coverage: 400 sq. ft./gal. bable paint applies smoothly 


on properly prepared drywall, 
plaster, masonry, wood, metal, 
and previously painted surfaces. 


PRATT & LAMBERT 
PAINTS 


Never compromise 











PAINTING 


Architectural Paint 


Pro-Hide® Silver 5000 Paint 
Proven performance for professionals on 


A quality, general-use paint for high- 


Low luster appearance is ideal for higher traffic areas. 


Moderate glossy finish provides great reflectivity. Shiny 
light reflectivity. Washable, scrubbable finish is finish is washable and scrubbable with excellent stain 





PRATT & LAMBERT 


é - 4 On On OB O,8 0) 3 
= VOC content: <50 g/L with outstanding durability. Use — Note: ll paint is nonreturnable. on Te 
FLAT VELVET SATIN SEMI-GLOSS EGGSHELL SEMI-GLOSS THT 
1gal. | 5gal. | 1gal.  5gal.  dgal.  Sgal. | 1dgal. | 5gal. 1gal.  5gal. | 1gal. | 5gal. wa 
Color Item Item Item Item Item Item Item Item Color Item Item Item Item rat 
Family No. No. No. No. No. No. No. No. Family No. No. No. No. 
Interior Paint Exterior Paint 
Blues J2138 | J2146 | J2189 | J2197 | J2154 | J2162 | J2170 | J2181 Blues J2106 | J2114 | J2122 | J2130 
Greens J2139 | J2147 | J2190 | J2198 | J2155 | J2163 | J2174 | J2182 Greens | J2107 | J2115 | J2123 | J2131 
Neutrals J2140 | J2148 | J2191 | J2199 | J2156 | J2164 | J2175 | J2183 = Neutrals | J2108 | J2116 | J2124 | J2132 1-gal. 
Oranges J2141 | J2149 | J2192 | J2200 | J2157 §=(J2165 | J2176 | J2184 Oranges | J2109  J2117 | J2125 | J2133 Item 
Purples J2142 | J2150 | J2193 | J2201 | J2158 | J2166 © J2177 | -J2185 = Purples | J2110 | J2118 | J2126 | J2134 Color Size No. 
Reds J2143 | J2151 | J2194 | J2202 | J2159 | J2167 | J2178 | J2186 ~——Reds J2111 | J2119 | J2127 | J2135 —_Interior/Exterior Primer 
Whites J2144 | J2152 | J2195 | J2203 | J2160 | — | J2179 | J2187 Whites | J2112 | J2120 | J2128 | J2136 White 1 gal. 41CP46 
Yellows J2145 | J2153 | J2196  J2204 | J2161 | J2169 | J2180  J2188 = Yellows | J2113 | J2121 | J2129 | J2137 ~~ White 5 gal. 41CP45 
: ; ; PRATT & LAMBERT 
Interior Primer Paint Next convronae 
= Dry time: 30 min. to touch, 4 hours to recoat - 7 ay 
. olor Ize 0. 
= Coverage: 400 sq./ft. gal. Interlox PRINT 7\ 
. VOC content: 0 g/L White 1 gal. 41CP54 NTERIOR LATEX 
Provides a smooth finish with excellent hide and durability. Mildew-resistant, White 9 gal. 41CP53 EE | 
washable, and scrubable. Use on properly prepared drywall, plaster, masonry, e Peres TT) 3 
wood, metal, and previously painted surfaces. = 
Note: All paint is nonreturnable. No. 41CP54 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


PAINTING 











Architectural Paint 





PRATT & LAMBERT 


Never compromise” 


Scan. Order. Done. 


Details on page A1. 










Fresh-Spec™ FLAT EGGSHELL SATIN SEMI-GLOSS 
1 gal. 5 gal. 1 gal. 5 gal. 1 gal. 5 gal. 1 gal. 5 gal. 
Zero-VOC Paint Color Item Item Item Item Item Item Item Item 
Family No. No. No. No. No. No. No. No. 
ete Interior Paint 
= Dry time: 1 hr. to Beiges J6599 | J6600 | J6601 J6602 | J6603 | J6604 | J6605 J6606 
touch, 4 hr. to recoat Blacks J6607 — J6608 — J6609 — J6610 = 
= Coverage: 400 sq. ft./gal. Blues J6611 J6612 | J6613 | J6614 | J6615 | J6616 | J6617 J6618 
= VOC content: <50 a/L Browns J6619 | J6620 | J6621 J6622 | J6623 | J6624 | J6625 J6626 
| : g Golds J6627 | J6628 | J6629 | J6630 | J6631 J6632 | J6633 J6634 
INI Ri F Tele Perfect for occupational Grays J6635 | J6636 | J6637 | J6638 | J6639 | J6640 | J6641 J6642 
| Aad Greens J6643 | J6644 | J6645 | J6646 | J6647 | J6648 | J6649 J6650 
Or F residential/commercial Neutrals | J6651 | J6652 | J6653 | J6654 | J6655 | J6656 | J6657 | J6658 
Ly A is A repaints and new construc- Oranges J6659 | J6660 | J6661 J6662 | J6663 | J6664 | J6665 J6666 
tion. High hide, smooth Pinks J6667 | J6668 | J6669 | J6670 J6671 J6672 | J6673 J6674 
ve Purples J6675 | J6676 | J6677 | J6678 | J6679 | J6680 | J6681 J6682 
application and excellent Reds J6683 = J6684 | J6685 | J6686 | J6687 | Jess J6689 
1-gal. touch ups. Silvers J6690 | J6691 J6692 | J6693 | J6694 | J6695 | J6696 J6697 
, ss Whites J6698 | J6699 | J6700 | J6701 J6702 | J6703 | J6704 | J6705 
Rots ean onan Yellows | J6706| J6707 | J6708 | J6709.| J6710 | J6711 | J6712 J6713 
geet PROFERMIONAL Pryirin, 
Pro-Hide® Gold Ultra Paint col reoae 
= Dry time: 30 min. to touch, 4 hours to recoat 
= Coverage: 400 sq. ft./gal. 
= VOC content: <50 g/L 1 gal. 5 gal. 
1-gal. Provides a durable, uniform finish with outstand- — _ a 
is \ SINT re NC a) ing hide and excellent touch-up. Offers superior interior/Exterior Multipurpose Primers 
YU IEG GSHELL washability. Use on properly prepared ee = = 41cPa2 41CP41 
aes 
[SATE plaster, masonry, wood, metal, and previously rane meri meres 
painted surfaces. Phnae 
Note: All paint is nonreturnable. White 41CP52 41CP51 
FLAT EGGSHELL SATIN MID-SHEEN SEMI-GLOSS 
1gal. | 5gal. | dgal. | 5gal. | 1gal. | Sgal. | 1dgal. | 5Sgal. | 1gal. | 5Sgal. FLAT EGGSHELL SEMI-GLOSS 
Color | Item | Item Item Item Item Item Item Item Item Item Color 1 gal. 5 gal. 1 gal. 5 gal. 1 gal. 5 gal. 
Family No. No. No. No. No. No. No. No. No. No. Family 
Interior Paint Exterior Paint 
Blues | J1793 |) J1809 | J1785 | J1801 | J2002 | J2025 | J1821 | J1836 | J1994 | J2017 Blues 39NK60 | 39NTO09 | 39PL17 | 39MF78 | 39MK78 | 39MR37 
Greens | J1794 J1810 | J1786 | J1802 | J2003 | J2026 | J1822 | J1837 | J1995 | J2018 Greens 39NK38 | 39NP61 | 39PJ76 | 39MF67 | 39MJ36 | 39MP99 
Neutrals | J1795 | J1811 | J1787 | J1803 | J2004 | J2027 | J1823 | J1838 | J1996 | J2019 Neutrals | 39NJ79 | 39NT23 | 39PL14 | 39MF46 | 39MK77 | 39MP66 
Oranges | J1796 | J1812 | J1788 | J1804 | J2005 | J2028 | J1824 | J1839 | J1997 | J2020 Oranges | 39NM51 | 39NU57 | 39PM57 | 39MG53 | 39MM39 | 39MU25 
Purples | J1797 | J1813 | J1789 | J1805 | J2006 | J2029 | J1825 | J1840 | J1998 | J2021 Purples | 39NL58 | 39NU01 | 39PM12 | 39MG59 | 39ML92 | 39MT82 
Reds | J1798| J1816 | J1790 | J1806 | J2007 | J2030 | J1826 | J1841 | J1999 | J2022 Reds 39NM03 | 39NU09 | 39PM11 | 39MG61 | 39ML55 | 39MT89 
Whites | J1799 | J1817 | J1791 | J1807 | J2008 | J2031 | J1827 | J1842 | J2000 | J2023 Whites 39NJ96 | 39NRO3 | 39PK16 | 39PR22 | 39MJ77 | 39MP83 
Yellows | J1800 | J1818 | J1792 | J1808 | J2009 | J2032 | J1828 | J1843 | J2001 | J2024 Yellows | 39NH64 | 39NN80 | 39PH82 | 39MH42 | 39MH92 | 39MPO8 
Pro-Hide® Silver 5000 Paint PRT Se DARBERT 
= Dry time: 30 min. to touch, 4 hours to recoat sci a alae 
qeai = Coverage: 400 sq. ft./gal. 
Roa = VOC content: <50 g/L 
(Available ; = ; 
in 5-gal.) Offers good hide characteristics with a smooth 
and uniform finish. Use on properly prepared 
NTERY TEX 
OR EGGSHELL LN drywall plaster, masonry, wood, primed metal, 1 gal. 5 gal. 
TINCT Vom AREAS THAT ARE PARITED (ROARS ious| f ial Item Item 
eT ae and previously painted surfaces on residential and Color No No 
a GATISFACTION GUARANTEE P., commercial applications. Interior Primers 
a o be White 41CP50 41CP49 
7 — a note ph partie oale tual. Interior/Exterior Interior High Build Paint 
SEMI- Off White _ 41CP55 
FLAT EGGSHELL SEMI-GLOSS FLAT GLOSS FLAT EGGSHELL 
1 gal. 5 gal. 1 gal. 5 gal. 1 gal. 5 gal. 1 gal. 5 gal. 1 gal. 5 gal. 5 gal. 
Color Item Item Item Item Item Item Color Item Item Item Color Item Color Item 
Family No. No. No. No. No. No. Family No. No. No. Family No. Family No. 
Interior Paint Interior/Exterior Paint Interior Ceiling Paint § —=Interior High Build Paints 
Blues J1922, | J1938 | J1914 | J1930 | J1850 | J1858 Blues J1874 J1890 J1882 Blues J1906 Blues J1866 
Greens J1923_ | J1939 | J1915 | J1931 | J1851 | J1859 Greens J1875 J1891 J1883 Greens | J1907 Greens J1867 
Neutrals J1924 | J1940 | J1916 | J1932 | J1852 | J1860 Neutrals J1876 J1892 J1884 Neutrals | J1908 Neutrals J1868 
Oranges J1925 | J1941 | J1917 | J1933 | J1853 | J1861 Oranges J1877 J1893 J1885 Oranges | J1909 Oranges J1869 
Purples J1926 | J1942 | J1918 | J1934 | J1854 | J1862 Purples J1878 J1894 J1886 Purples | J1910 Purples J1870 
Reds J1927 | J1943 | J1919 | J1935 | J1855 | J1863 Reds J1879 J1895 J1887 Reds J1911 Reds J1871 
Whites J1928 | J1944 | 31920 | J1936 | J1856 | J1864 Whites J1880 J1896 J1888 Whites | J1912 Whites J1872 
Yellows J1929. | J1945 | J1921 | J1937 | J1857 | J1865 Yellows J1881 J1897 J1889 Yellows | J1913 Yellows J1873 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


PAINTING 
Architectural Paint & Drywall Repair 





PRATT & LAMBERT 
PAINTS 


Never compromise’ 


Economy Paint 


Find more information on Paint selection at grainger.com/interiorpaint 


= Dry time: 30 min. to touch, 4 hours to recoat 


= Coverage: 400 sq. ft./gal. 
= VOC content: <50 g/L 


Provides average hide and durability. Use on properly prepared drywall, plaster, 
masonry, wood, metal, and previously painted surfaces. 


Note: All paint is nonreturnable. 


1 gal. 
Item 
Color No. 
Interior/Exterior Primer 
White 41CP44 
FLAT 
1 gal. 5 gal. 
Color Item Item 
Family No. No. 
Interior Paint 
Blues J2066 J2090 
Greens J2067 J2091 
Neutrals J2068 J2092 
Oranges J2069 J2093 
Purples J2070 J2094 
Reds J2071 J2095 
Whites J2072 J2096 
Yellows J2073 J2097 
FLAT 
1 gal. 
Color Item 
Family No. 
Exterior Paint 
Whites 40TC74 





Drywall Repair 


Use with gypsum, drywall, 
nailheads, corner beads, wood, 
plastic, brick, plaster, metal, 
stucco, masonry, and concrete. 


COMPOUNDS 


DryDex® Premium Lightweight 
Joint Compound—Features dry 
time indicator. Compound goes on 
pink, dries white. 


Lightweight Wallboard Joint 
Compound—Ready-mixed light- 
weight formula. 


DAP® FASTPATCH™ 30 
Patching Compound Powder 
—WMultipurpose formula resists 
impacts, shrinking, and cracking. 
Can be painted without priming. 


SPACKLING 


DryDex® Spackling—Dry-time 
indicator goes on pink and dries 
white. 


Vinyl Interior Spackling— 
Resists cracking and crumbling. 


Fast n' Final® Lightweight 
Spackling - Interior/Exterior— 
1-step interior/exterior formula 
requires no sanding. White color. 
Lightweight. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


5 gal. 
Item 
No. 
41CP43 
EGGSHELL SEMI-GLOSS 
1 gal. 5 gal. 1 gal. 5 gal. 
Item Item Item Item 
No. No. No. No. 
J2058 J2082 J2074 J2098 
J2059 J2083 J2075 J2099 
J2060 J2084 J2076 J2100 
J2061 J2085 J2077 J2101 
J2062 J2086 J2078 J2102 
J2063 J2087 J2079 J2103 
J2064 J2088 J2080 J2104 
J2065 J2089 J2081 J2105 
SEMI-GLOSS 
5 gal. 1 gal. 5 gal. 
Item Item Item 
No. No. No. 
40TC75 40TC76 40TC77 
PATCHING 


ElastoPatch® Flexible Patching Compound— 
Permanently eliminates recurring cracks. 


Presto Patch® Ready-Mixed Multi-Purpose Patching 
Compound—Ready mixed patching compound for filling, 
leveling, and patching holes. 


Wall Repair Patch—Self-adhesive. 


All-Purpose Stucco Patch—Blends naturally with 
existing stucco. Interior and exterior use. 


Wood Filler—Fills small holes and cracks in interior and 
exterior surfaces. Adheres to stucco, plaster, drywall, and 
wood. 


Plaster of Paris—For patching and repairing large holes 
in interior plaster or wallboard. 


Patching Plaster—For major repairs on interior plaster 
or wallboard surfaces. 


Description 

Compounds 

DryDex® Premium Lightweight Joint Compound 
Lightweight Wallboard Joint Compound 

Lightweight Wallboard Joint Compound 

DAP® FASTPATCH™ 30 Patching Compound Powder 
Spackling 

DryDex® Spackling 

Vinyl Interior Spackling 

Fast n' Final® Lightweight Spackling - Interior/Exterior 
Patching 

ElastoPatch® Smooth Flexible Patching Compound 
ElastoPatch® Textured Flexible Patching Compound 
Presto Patch® Ready-Mixed Multipurpose Patching Compound 
Wall Repair Patch, Self Adhesive 

All-Purpose Stucco Patch 

Wood Filler 

Plaster of Paris 


_ Plaster of Paris 


Patching Plaster 
* VOC compliant. 
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Wall Paint 
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1-gal. 
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Premium Lightweight 


Joint Compound 
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No. 10L498 

Item 
Size Dry Time No. 
1 gal. Varies 10L498 
1 gal. 24 hr. 2GKY6 * 
3 Ib. 24 hr. 2GKY7 * 
3-0 1D. Varies 29RU97 
1 gt. 5 hr. 2GKY9 * 
1 gt. Sir 5E110 
1 qt. Varies 5E113 
1 gt. 3 hr. 2GKZ6 * 
1 gt. 3 hr. 2GKZ7_ * 
1 gal. ile 2GLA7 ~* 
6 x 6' = 2GLA5 
1 gal. 36 hr. 2GKZ5 * 
1 gt. 48 hr. 54PC56 
4 lb. 72 hr. 10L526 
8 |b. 72 hr. 10L527 
O2 OZ. 5 hr. 10L528 


PAINTING 
Paint & Primer 


scan. Order. Done. f 
Details on page Al. 








[inoustRia | 


Rust Tough® and 
Rust Tough® 250 
Primer and Paint 


= VOC content: < 250 g/L 


Corrosion-resistant, direct-to-metal alkyd 
enamel. Protects against mild chemicals, 
fumes, oil, and grease stains. Excellent hide, 
color, and gloss retention. Superior chip, 
crack, and peel resistance. Rust Tough® 250 
performs like a traditional alkyd enamel. For 
use in moderate to severe industrial environ- 


[inousreiat | 


Tough Coat® and 
Tough Coat® Quik- 
Dry™ Paint 


Multipurpose alkyd gloss enamel 
designed for new construction and indus- 
trial maintenance applications. For interior 
and exterior applications. Dries fast and 
allows equipment to be placed back in 
service quickly. Chip and flake resistant. 
Tough Coat® Quik-Dry™ is ideal for indus- 
trial, OEM and metal fabrication. Air dries 





Coat. Met. /net Cont. 3.70 + TEER 


=. 





ments and is acceptable for use in federally oneoeee within 15 min 
No. J5605 inspected meat and poultry plants. 
> CHOOSE: Item 
> CHOOSE: _ Item Color Finish Size No. 
Color Finish Size No. Tough Coat® Paint 
Rust Tough® Paint Black, Aluminum, Safety Orange, Safety 
Black, White, Light Machinery Gray, Safety Biggs 1 gal J5606 Red, Safety Yellow, White Gloss 1 gal. J5607 
Orange, Safety Red, Safety Yellow, White Base Safety Yellow Gloss 5 gal. J5607 
Rust Tough® 250 Primer _ Tough Coat® Quik-Dry™ Paint 
Gray Primer, Red Oxide Primer Flat 1 gal. J5604 Flat, High 
Rust Tough® 250 Paint Black, International Harvester Red, Machine White, White Base Gloss 1 gal. J5608 
Black, Dark Machinery Gray, OSHA Equipment Yellow, 
Light Machinery Gray, OSHA Safety Blue, OSHA Safety Gloss 1 gal. J5605 


Orange, OSHA Safety Red, OSHA Safety Yellow, White 








Dry Fall Paint ARYLON Y 
and Block Filler G2" 


= 5-gal. 
» White color 


Note: All paint is nonreturnable. 


Dry Fall Interior Paint—High-solids 
industrial-grade dry fall with high reflec- 
tance properties, producing an intense white 
finish which promotes a safe work environ- 
ment. This product is also high hiding and 
provides a flash-rust resistant coating. 


Interior/Exterior Acrylic Block 
Filler—Use on concrete block and masonry 
surfaces under latex, oil, or alkyd paints. 


[inousrerat | 


Industrial Primer 


Heavy-duty primer offers good protection 
for steel in normal industrial environ- 
ments. Industrial Primer is for interior 
and exterior use. Easy to apply by spray. 
Fast drying. Can be topcoated with alkyd 
and latex coatings. Weld-Thru Primer is 
rust inhibitive and designed for shop- 
priming structural steel. Excellent choice 
for where harsh environments put heavy 






KAYLON 
INQUETRIAL 


By Cont. Wict foot Cont. 2,761 «TAR 








No. J5609 performance demands on a shop-applied 
primer. May be welded through with no 
effect on the weld's integrity. 

> CHOOSE: ltem 
Color Finish Size No. 
Industrial Primer 
Gray, Red Flat 1 gal. J5609 
Weld-Thru Primer 
Black, Gray, Red Flat 1 gal. J1475 








/PRIMER WE 


| HEALER SET AIF)-KILLER a. 


ZINSSER®) 


No. 52JN60 
Item 
VOC Content Finish Coverage Cure Time No. 
Interior Water-Based Dry Fall Paint 
Flat 52JN60 
Less Than 509/L SampGloss 135 to 225 sq. ft./gal. 4 hr. 52JNG1 
Interior Oil-Based Dry Fall Paint 
Flat 52JN63 
Less Than 250g/L SamicGloss 225 to 315 sq. ft./gal. 7 days 52JN64 
Interior/Exterior Acrylic Block Filter 
Less Than 5090/L Gloss 50 to 88 sq. ft./gal. — 52JN59 
\ hy ZINSSER© 
3© Water-Based 
Primer-Sealer 
Stain-Blocker 
= Low odor 
= Mold and mildew resistant 
Mfr. Item 
Size VOC Content Dry Time Recoat Coverage Model No. 
1 gal. <100 1 hr. anh 2001 AHFD3 


1598 GRAINGER. 


ITT 








higs 
oT Ae De LAC 
°C aa 


} hells | BLANCO t GALLON 
tegen 1 


SSA WAS a, ve 


= 


| 
\ 


No. 4HFC3 
Net 
Weight Dry Time Recoat 
13: 02. 30 min. 
10.9 Ib 15 to 20 min. 


Find even MORE on Grainger.com® 


Primer-Uitimate 


Stain Blocker 
= VOC content: <550 g/L 


Nontoxic, hypoallergenic film stops bleed- 
ing knots and sap streaks. No sanding 
required. 


Mfr. Item 

Coverage Model No. 
10 to 12 sq. ft./gal. 1008 4HFC5 
500 sq. ft./gal. 901 4HFC3 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


PAINTING 
Paint & Primer 








*TRYSTED QUALITY SINCE 1921° 


- RUSFOLEUM » 


UNIVERSAL ACRYLIC PRIMER ta “= 
RUST INHEDITIVE WB OTM ACRYLIC PRIMER , . | 
RCEAKS « ACT ISE - 
=— went wae e RUSTOLEUM 
SS se SESSSEDIE 
ee ee 
iausart Wives. acerruc Peel 
——————— 
No. 30RK17 - - pe 
== RUSTOLEUM 
INDUSTRIAL BRANDS No. 30RKi16 


Universal Acrylic Primer 


= VOC content: <100 g/L 

= Dry time: 30 min. 

Rust-inhibitive formula can be directly applied to variety of surfaces including 
steel. This stain blocker resists growth of mold and mildew. Tintable primer has 
excellent hide and adhesion. 


Item 

Color Coverage Size No. 
: 1 gal. 30RK17 
White 155-520 sq. ft/gal 5 gal. 30RK16 







MOLD & MILDEW-PROOF 
INTERIOR SEALER 
para imteriores al Moho + 


+ Applies white, dries 





Fitters aa 


a Bara interiorey Wcaiterite al Mob ¥ 





* Casy application 
* Fast drying 
«= Molsture-resistant 
Saas 
No. 4HFE3 ont oe ae 
Ss 
ee 
No. 4HFD7 


ZINSSER®) 


PERMA-WHITE® Mold & Mildew 
Proof Latex Acrylic Paint 


Low odor 

fie odo DRY TIME AND COVERAGE 
Self-priming paint forms Interior 

a washable coating that Paint Exterior Paint Sealer 


VOC 
Content: <o0g/L 


Dry Time: 2 hr. 
300 to 400 
sq. ft./gal. 


Less Than <100g/L 
30 min. 
300 to 400 
sq. ft./gal. 


contains a mildewcide 
to prevent the growth of 
mold and mildew on the 
paint film only. Moisture- 
and-stain resistant. 


150g/L 

30 min. 
300 to 400 
sq. ft./gal. 


Coverage: 


INTERIOR | EXTERIOR 


No. 4HFD7 is a noncor- i se a item item 
: - . olor Inis IZe 0. 0. 

rosive interior sealer that PERMA-WHITE® Paint 

goes on white and dries Eggshell 1 gal. | 4HFE3 _— 


Clear to form a tough, Satin _1gal. | 4HFD9 | 4FZX6 

durable overcoat. Exterior satin 5 gal.) 4FZX7 
vine Semi- 4 gal. | 4HFE2 | 4FZX4 

paint have a washable Gloss__| 9% 

finish that withstands a 5 gal. = AFZX5 

moisture and resists dirt PERMA-GUARD™ Sealer 

pickup. Clear —  1gal. | 4HFD7 — 


Sign in to Grainger.com® to see YOUR Pricing and MORE 












PERFORMANCE 





- 
No. 4CY29 
nERUST-OLEUM 
INDUSTRIAL BRANDS a a 

Sierra Water-Based No. 4cY28 
Acrylic Enamel 

5 BEYOND™ | BEYOND™ 
and Primer SATIN | GLOSS 
Fast-drying, water-based acrylic system Gave a ih 


Sierra Performance™ 
Finishes (1-gal. Can) 


has low solvent odor and 0 VOCs and 
HAPs content. Provide excellent block- 


| White Pastel acy29 | ACY31 
ing resistance, is washable, and protects White TIBF5 TTBF4 
against corrosion. For interior and exterior Black wae aE 
: : ear 
applications. Navy Gray = 1TBF6 
Note: All paint is nonreturnable. Safety Blue = 1TBF7 
Safety Red — 4CY45 
DRY TIME AND COVERAGE eaten Meno ——] ii 
Pe. a hal ‘ Color No 
atin oss riptec™ , aaa ma 
Dry Time: 30min. 30min. 30min. Sierra Performance” Griptec 
Primers (1-gal. Can) 
~ 135 to 490 165 to 520 180 to 545 : 
Coverage: co tt /gal. sa, ft/gal. sa. ft/gal. White ACY28 
Gray 21CJ87 





” WATERTITE 


MOLD & MILDEW-PROOF 
WATERPROOFING PAINT 


SA GOLEM i au) HLT 


Th rics tests : 
5 brotees Ceatiies sw malldewsi 


at ae re eee weheulie Stalls Mae. 
“POSE ot apie milsow Ba on ‘ 


mcarth 6 MAO 





No. 4HFF2 


ZINSSER®) 


Waterproofing Paint 


= Low odor 
= Interior/exterior 





No. 30FX99 


WATERTITE®—Solvent-based paint stops up to 34-Ib. of water pressure. 
Prevents recurring efflorescence. Prevents growth of mold and mildew on paint 
film. 


WATERTITE-LX®—Seals out water and prevents mold and mildew growth on 
paint film. Smooth, bright white finish. Resists 20-lb. of water pressure. 10-yr. 
mold and mildew guarantee. 


Item 
Color Size No. 
WATERTITE® 
DRY TIME AND COVERAGE Bright White 2% are 
WATERTITE® _ WATERTITE-LX® WATERTITEL YS 

VOC Content: Less Than 400g/L 100g/L . taal. 30FX99 
Dry Time: 1 hr. 2 hr. White 3 cal 30FY01 
Coverage: 75 to 100 sq. ft/gal. 100 to 125 sq. ft./gal. 5 gal.  30FY02 


PAINTING 
Direct-To-Metal Industrial Coating 


Scan. Order. Done. 
Details on page A1. 





RUST-OLEUM 


INDUSTRIAL BRANDS 


High Performance 
Speedy-Dry 








*TAUSTCO GuaAtiry & 


; RUST-OLEUM - 


TE 


Direct-to-Metal 
3100 SYSTEM 
‘omy orm acre Water-Based 
ee Acrylic Enamel 
| = = 3100 system 
| “ro . Fast-dry formula for applications 
on — ait where minimal downtime is critical. 
No. H7164 Excellent gloss retention and corro- 


sion resistance. 








DRY TIME AND COVERAGE 
Primer Paint 
Dry Time: 1 to 1% hr. 1 to 1% hr. 
Coverage: 220 to 380 sq. ft./gal. 200 to 350 sq. ft./gal. 
VOC Content: <2509/L <250 g/L 
> CHOOSE: > CHOOSE: Item 
Color Finish No. 
Speedy-Dry Primer (1-gal. Can) 
Gray _— 1D460 
Speedy-Dry Paint (1-gal. Can) 
Alumi-NON®, Black, Safety Blue, Safety Yellow, White Semi-Gloss, High Gloss H7164 
Speedy-Dry Paint (5-gal. Can) 
Safety Yellow High Gloss 6DNX3 
Hu RUSTOLEUM 
Pa i Sierra MetalMax® 
=a [rerronmance Direct-to-Metal 
= ume .. Water-Based 
“DTM Acrylic Enamel“ i 
ee meron Acrylic Enamel 
——— = Low odor 
= Voc Content: 0 g/L 
Result in a smooth washable finish. 
ee ——— Excellent color retention. Ideal for 
No. 1TBF spaces where odor is a concern. 








DRY TIME AND COVERAGE Satin Semi-Gloss High Gloss 
Dry Time: 30 min. 30 min. 60 min. 
Coverage: 137 to 523 sq. ft./gal. 137 to 513 sq. ft./gal. 175 to 545 sq. ft. /gal. 
Item Item 
Color No. Color No. 
Satin High-Gloss 
1-gal. Can 1-gal. Can 
Black 34UL42 Black 21CK02 
Semi-Gloss Clear 21CK04 
1-gal. Can Navy Gray 21CK01 
Black 1TBF1 Safety Blue 21CJ99 
Gray 1TBG2 Safety Red 21CJ96 
Navy Gray 1TBG1 Safety Yellow 21CJ97 
Safety Blue 1TBF9 White 21CJ94 
Safety Red 1TBF3 5-gal. Pail 
Safety Yellow 1TBF2 Black 21CK03 
White Pastel 1TBF8 Safety Yellow 21CJ98 
White 21CJ95 
na RUSTOLEUM 


INDUSTRIAL BRANDS 


Rust Reformer® Rust Converter 


= 3575 and V2100 systems 


Chemically transforms rust on metal surfaces into a tough barrier against further 
corrosion in 1 step. 


DRY TIME AND COVERAGE 
3575 System V2100 System 
Dry Time: 20 to 40 min. 1-2. ir. 
Coverage: 590 to 1175 sq. ft./gal. 14 sq. ft./gal. 
VOC Content: <45g/L <609/L 
Item 
Description Color Size No. 
Rust Reformer (3575 System) Clear 1 gal. 5W181 
Rust Reformer Aerosol (V2100 System) Black 15 02. SHE25 
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STRUSTED Quaiitw Siecle Ite 


RUST-OLEUM 


3800 


OTM Acrylic Enamel 


White 





No. J6597 


> CHOOSE: 
Color 
Black, Dunes Tan, Forest Green, Navy Gray, 
Safety Blue, Safety Green, Safety Orange, Safety 
Red, Safety Yellow, Silver Gray, White 


= 


————— 


——— 


is - = as ———— 





"TRUSTED GuaLity SiMce Ie 


RUST-OLEUM > 


“~~ 5200 SYSTEM 
OTM ACRYLIC 


S55 Sas sae 4 ane 


Ss | 
PA a ed prem, Te 
— —— — 


No. H7174 


* 





> CHOOSE: 
Finish 


> CHOOSE: 
Color 
Paint (1-gal. Can) 
Black, Bronzetone, Fire 
Hydrant Red, Machine Tool High Gloss, 
Gray, Navy Gray, Safety Eggshell, 
Blue, Safety Green, Safety Semi-Gloss, 
Orange, Safety Red, Safety Flat 
Yellow, Silver Gray, White 
Safety Blue, Safety Green, 
Safety Orange, Safety 
Red, Safety Yellow 
Primer (1-gal. Can) 
Gray, Red = 
Satin Paint (5-gal. Pail) 
Safety Blue, Safety Green, 
Safety Orange, Safety 
Red, Safety Yellow 


1 to 


Satin 2 to 
1 to 


Satin 1 to 


Dry Time 


ta RUSTOLEUM 


INDUSTRIAL BRANDS 


High Performance 
Direct-to-Metal 


Acrylic Enamel 


= 3800 system 
= Gloss finish 


Quick dry time formula with a water- 
based finish for indoor or outdoor. 
Delivers excellent protection against 
corrosion. Provides good adhesion, 
including smooth surfaces and will 
also protect surfaces exposed to 
mild or moderate environments. 





DRY TIME AND COVERAGE 
Paint 
Dry Time: 15 min: 
Coverage: 150 to 270 sq. ft./gal. 
VOC Content: <2509/L 
Size No. 
1 gal. J6597 
5 gal. J6598 
HZRUST-OLEUM 
Commercial 
Direct-to-Metal 
Water-Based 


Acrylic Enamel 


= 5200 system 


Multipurpose coating with 
minimal odor resists chalking 
and fading. Durable enough to 
withstand mild chemical fumes 
and spills. 


Coverage Item 
(sq. ft./gal.) VOC Content No. 


2 i 150 to 260) =< 250 g/L H7174 


4hr 165to 260 =< 250g/L J5694 


2hr.  250t0350  <100g/L H7176 


2hr 58210625 <220g/L J0448 





No. 5W181 


Find even MORE on Grainger.com® 


No. 5HE25 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® PAINTING 








Find the yf. Find Solutions. Find Great Prices. Direct-To-Metal Industrial Coating 
DRY TIME AND COVERAGE 
voc 
fa RUSTOLEUM Dry Time Coverage Content 
INDUSTRIAL BRANDS 7400 System Primer 

- Heavy-Duty dto10hr 310to 520 sq. ft/gal.  <338Q9/L 

Heavy-Duty High Quick Dry Red 1 to 2 hr. 290 to 585 sq, ft/gal. <450g/L 
4 Quick DryGray 1-2hr. 300to 600 sq. ft/gal. <450q/L ‘ 

Performance Direct- 7400 System Paint 7 


High Gloss 5to9hr. 230 to 390 sq. ft/gal.  <4509/L 








= ky Semi-Gloss 5to9hr. 235to 410 sq. ft/gal. <4509/L 
to Metal Al cl Enamel Flat dto9hr. 255 to 435 sq. ft/gal. <450g/L Lt ti ly Nae 
= 7400 and V7400 systems Metallic 2to4hr. 200to0 530 sq. ft/gal. <500g/L aj apet = 
V7400 System Primer 
Offer excellent 1-coat coverage with durable — Fast Recoat __ 4to Shr. 300 to 550 sq. ft/gal. _<S40g/L industrial Exanial 
finishes. Protect against rust, corrosion, chemi- v7aby System Paint SETTER TTC Esmalite | Email 
: Ani : : igh Gloss to 8 hr. to sq. ft./gal. <340g 
cals, oll, chipping, cracking, and peeling. Good Semi-Gloss 4to hr. 230 to 450 sq. ft/gal.<340g/L 
color and gloss retention. Flat 4to 8 hr. 275t0 510 sq. ft/gal. <340q/L bestest preteen mete. Speier SAAN Eel HR ee 
SURFACES: Metal and steel Metallic 5to9hr. 330 to 530 sq. ft/gal. <5009/L Smooth, durable, long tasting finish. 
7400 V7400 ad 
SYSTEM | SYSTEM 
> CHOOSE: Color Family: nm nm 
See Grainger.com® for exact color 0. 0. 
Primers (1-gal. Cans) ree Ty eureipiens 2 
Heavy-Duty Gray, Heavy-Duty Red H7156 —- ~ “set 
Quick-Dry Red, Quick-Dry Gray H7155 — 1 ee 
Fast Recoat Gray Primer, Fast Recoat Red Primer, Fast Recoat White Primer _ H7159 
Paint (1-gal. Cans) 
Whites, Blacks, Grays, Blues, Reds, Greens, Browns, Yellows, Oranges H7153 — No. H7153 
Browns, Aluminum / Metallic, Clears, Reds, Blacks, Whites, Greens, Oranges, Grays, Blues, Yellows — H7157 
Paint (5-gal. Cans) 
Blues, Browns, Grays, Greens, Whites, Yellows H7154 _ 
Reds, Greens, Blacks, Whites, Blues, Grays, Yellows — H7158 
eI RUSTOLEUM ‘TRUSTED QUALITY SINCE tet 


INDUSTRIAL BRANDS 


7 


| TOL : : 
Commorula ' om | _ RUST-OLEUM 
Metal Alkyd | 


















"== _CV740 SYSTE it RUST-OLEUM 
Enamel c OTM ALKYD E ate Hi “a BRANDS 
= C740 and CV740 ee ig 
eS 
oe cata ee Performance sssreseensesersaienas 
eady-to-use, high-hide ia H itn. Safety Red 
formula is for every- ree Direct-to-Metal —— 
day and provides rust € wan Alkyd Enamel san aM AOI 
protection. Provide good, — ie ceaieeas | ee 
fast-drying metal protec- No. H7178 = 2500 system tert panes - wraps 
; ; : Off Tl ie _ US. GALLON (128 US. FL, 02) (3.78 LITROS/LITRES 
tion against corrosion er excellent 1-coat cover 
chipping, fading, peeling, C740 Paint CV740 Primer CV740 Paint 
wear. abrasion. and are Dry Time: 8ioi2hr.  8toi2hr.  8to12hr. Protects against rust, corro- No. H7160 
rer 26510 440 30010650 255 to 435 sion, mild chemical spills, 
easy-to-maintain. Coverage: sq. ft./gal. sq. ft. sq. ft./gal. fies. oll and ane 
SURFACES: Metal, steel VOC Content: <400g/L <100g/L <1009/L ce g ; 
Item DRY TIME AND COVERAGE 
> CHOOSE: Color Finish No. Primer Paint 
C740 System Dry Time: 9 to 10 hr. 8 to 12 hr. 
Interior/Exterior Paint (1-gal. Cans) Coverage: 420 to 870 sq. ft./gal. 335 to 580 sq. ft./gal. 
Safety Yellow Gloss _ 6DNV6 VOC Content: <2509/L <250q/L 
CV740 System 
Primer (1-gal. Cans) > CHOOSE: Item 
Red, White Flat H7179 Color No. 
Interior/Exterior Paint (1-gal. Cans) Primer (1-gal. Cans) 
Silver Gray, Dunes Tan, Safety Blue, Black, Navy Gloss H7178 Heavy-Duty Gray H7161 
Gray, White, Safety Red, Safety Yellow Paint (1-gal. Cans) 
Black Flat H7178 Dunes Tan, High Gloss White, Safety Orange, Safety Yellow H7160 
HF RUST-OLEUM ‘TRUGTED QUALITY SINCE vals ; 
DRY TIME AND COVERAGE a RUST-OLE UM 
F 8400 8400 8400 v8400 
rimer aint rimer aint i. = 
Beverage Alkyd Enamel Dry Time: Ato6hr. 4106 hr. 4to5hr 4 to 8 hr : 
van 220 to 380 265 to 575 330 to 550 250 to 425 : ; 
= 8400 and V8400 systems ge: sq. ft./gal. sq. ft./gal. sq. ft./gal. sq. ft./gal. : 8400 SYSTEM 2 
For use where resistance to constant humidity and VOC Content eOt oft _<fodail. _<3ta/ _<2Malt | PROD & BEVERAGE ALKYD ENAMEL 
repeated scrubbing with detergents is desired. Help = ee : 
prevent mold and mildew growth in the dried paint Description No. oe 
, ; 4 tem Food/B ting (1-gal. 
film. Suitable for food processing plants, shower and S400 System Food/Beverage Coating (1-gal. Can) ORES : | 
locker rooms, freshwater and wastewater treatment High Gloss Dairy White Paint 6A396 | —_ mre. 
V8400 System Food/Beverage Coating (1-gal. Can) Tad inappeneee O 
Hane tanneries, | ‘rile Can be applied to White Pimer 407891 ESS isms 
Surfaces as cold as 18°F. High Gloss Dairy White Paint 102892 
SURFACES: Metal and wood Safety Yellow Paint 40N163 No. 6A396 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1601 


PAINTING 
Industrial Epoxy Coating 


Scan. Order. Done. 
Details on page A1. 


rey, 





eTRUSTED QUALITY Since Tudi? 


RUST-OLEUM 























DRY TIME AND COVERAGE 
v9100 
v9100 9100 Low VOC 9100 Low VOC 
9100 V9100 Low 9100 Low VOC Water Water Low $C9100 100 
Standard VOC Standard fFastCure FastCure Immersion Immersion Temperature VOC Standard 
Dry Time: 6 to 8 hr. 6 to 8 hr. 4 to 8 hr. 4 hr. 6 to 8 hr. 6 to 8 hr. 16 to 20 hr. 8 to 10 hr. 
Baveraue: 125to225 130to220 115t0190 115t0190  100to0 175 115 to 190 125 to 200 130 to 220 
No. 7AJ71 ge. sq. ft/gal. _sq.ft/gal. _ sq. ft/gal. _sq.ft/gal. _sq. ft/gal. sq. ft./gal. sq. ft./gal. sq. ft/gal. 
VOC Content: —_<3409/L <2509/L <3409/L <2509/L <3409/L <2509/L <2509/L <100 g/L 
Vv9100 LOW V9100 LOW 9100 WATER V9100 LOW VOC V9100 LOW VOC 
9100 STANDARD VOC STANDARD 9100 FAST CURE VOC FAST CURE IMMERSION WATER IMMERSION | LOW TEMPERATURE 
Item Item Item Item Item Item Item 
Color 0. No. No. No. No. No. No. 
1-gal. Epoxy Mastic, Includes Paint and Activator to Make 2 Complete gal. 
Aluminum 7AJ71 7AJ82 7AJ93 7AK04 7AK15 7TAK26 7AK37 
Black 7AJ78 7AJ89 7AKO0 7AK11 TAK22 7TAK33 7AK44 
Dunes Tan 7AJ77 7AJ88 7AJ99 7AK10 7AK21 7TAK32 7AK43 
Marlin Blue TAS72 7AJ83 7TAJ94 7AK05 7AK16 7AK27 7AK38 
Navy Gray 7AJ80 7AJ91 7AKO2 7AK13 7TAK24 7AK35 7TAK46 
Regal Red 7AJS75 7AJ86 7AJ97 7AK08 7AK19 7AK30 7AK41 
Safety Blue 7AJ73 7AJ84 7AJ95 7AKO06 7AK17 7AK28 7AK39 
Safety Green 7DC58 7DC59 7DC60 7DC61 7DC62 7DC63 7DC64 
Safety Orange 59JM49 59YE55 59YE57 59YE59 59YE61 59YE63 59YE65 
Safety Red 59JM48 59YE54 59YE56 59YE58 59YE60 59YE62 59YE64 
Safety Yellow 7AJS74 7AJ85 7AJ96 7AKO7 7AK18 7AK29 7AK40 
Silver Gray 7AJ79 7AJ90 7AKO1 7TAK12 7AK23 7AK34 7TAK45 
White 7AJ81 7AJ92 7AK03 7AK14 7AK25 7AK36 7AK47 
5-gal. Epoxy Mastic, Includes Paint and Activator to Make 10 Complete gal. 
Dunes Tan _ _ —_ —_ 7TAK53 — 
Silver Gray 7AK48 7TAK52 — — — 7AK50 — 
H ' ' H STOLEUM 
High Performance Stainless Steel Rich Coating =RUSFOLEUM 
~ STEEL-TECH EPOXY STEEL-TECH STAINLESS DRY TIME AND COVERAGE 
RUST-O} peal MASTIC 2-PART SYSTEM STEEL AEROSOL or sales 
7 gs ; ; ow ee 
Fortified with 316L stain- Matches Steel-Tech® poly- Fast Cure Fast Cure Aerosol 
less steel for long-term urethane coating for easy Dry Time: 6toshr.  2-4hrs 10 to 20 min. 
TEN corrosion protection in touch-up. High paint solids | Coverage: De ee 
9100 SYSTEM p N-Up. HIgh pal ge: sq.ft/gal sq. ft/gal__sq. ft./can 
ee harsh environments. Apply —_ provide coverage in one Less Than 
_ en } ° VOC Content: <3409/L 100q/L. 
— 2 direct-to-metal. coat with excellent gloss g 
SURFACES: Metal. rusted retention. Dries to touch re Sh 1 
ue — : x 2 ) . . = 
— metal, galvanized steel, in only 20 min. Tough, STEEL-TECH Epoxy Mastic 2-Part System 
emai =i concrete, masonry professional finish resists Part 2 =< Coating Aelival rca ONUEA 
: inni ast Cure Epoxy Coating Activator gal. 
No. 2NU54 = F chipping, cracking, and Low-VOC Fast Cure Epoxy + Al ONUG5 
is. BOEKOA peeling. Use on surfaces Coating Activator gal. 
=. that reach up to 200°F. STEEL-TECH Stainless Steel Aerosol 
Gray 15.02. 29EK24 
¢ RUSTOLEUM - as RUSTOLEUM 
| ~ No. 7AJ63 Item 
Color No. 





RUST-OLEUM 


INDUSTRIAL BRANDS 


= 9100, V9100, and SC9100 systems 


High Performance Water-Based Epoxy 


High Performance Direct-to-Metal Epoxy Mastics 


High-solids, self-priming, solvent-based mastics provide max. corrosion protection. Apply directly to metal and 
tightly adhered rusted metal. Excellent for concrete floors. 2-component system. Available with standard, fast cure, 
water immersion (recommended for floors), and low-temperature activators. 


SURFACES: Concrete, galvanized steel, masonry, and painted, clean, or sound steel 








Water-Based Epoxy Primers, includes paint 





3300 SYSTEM = 5300 system Forms a tough, protective coating with minimal and activator to make 1 complete gallon 
WATER-aseD EFOrt| = sets ; : aay : Gray 7AJ63 
|" _ RUSTOLEUM = Dry time: 2 to 5 hr. odor; great for indoor applications. Provides Water-Based Epoxy Paint, includes paint 
Sos ‘i 5 
| peg = Coverage: 200 to excellent chemical, abrasion, and corrosion and activator to make 1 complete gallon 
ee ng 350 sq. ft./gal. resistance. 2-component system. satety Yellow ba 
re Es cae A = VOC content: <250g/L = SURFACES: Aluminum, concrete, galvanized Silver Gray TAJ69 
— steel, masonry White 7AJ70 
7 ™ : © SEAC 
Sierra Performance™ Water-Based =RUSFOLEUM ->, 
Epoxy Maintenance Coating Kits _ 
= S60 system 
= Dry time: 1 to 3 hr. ipa 
Be tm nme = Coverage: 230 to 340 sq. ft./gal. OSHS aL _ : No. 
a ale ellow dl. 
= 2 component system OSHA Safety Blue { “all A4DNA8 
= VOC content: VOC free OSHA Safety Red 1 gal. 4DNA4 
: : Black 1 gal. 4DNA7/ 
Apply versatile coating to concrete, masonry, and wood. ~Cyster White T gal. ADNAG 
No. 4DNA2 \V0C-free formula creates a high-gloss finish. Stone Gray T gal. 4DNA2 
1602 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


RUST-OLEUM 


INDUSTRIAL BRANDS 


Noxyde® Water- 
Based Acrylic ‘ 


Elastomeric Coating 


= Dry time: 2 to 4 hr. 

= Coverage: 110 sq. ft./gal. 

= VOC content: <15 g/L 

Provide long-term corrosion protection in 
most aggressive environments. Designed 
for minimally prepared sound-rusted or 
clean steel. Spray application only. 


‘NOXYDE 





> CHOOSE: Item 
Color . Size No. 
Beige Gray, Black, Blue Gray, Brown, English Red, Gravel 5 gal. J0583 


Gray, Gray Green, Off White, Reseda Green, White 


na RUSTOLEUM 


INDUSTRIAL BRANDS 


High Performance ——" 


Acrylic Polyester , RusFOLEUM 
Urethane é 


= 9700 system 
= 2-component system 
= Dry time: 3 to 6 hr. 
= Coverage: 360 to 

860 sq. ft./gal. 
= VOC content: <250 g/L 
High-solids, thin-film coatings 
provide outstanding color and 
gloss retention with a low VOC 
formula. 
SURFACES: Concrete, metal, 
and galvanized steel 











No. 7AK71 


Item 


Color 0. 
Includes Paint Activator to Make 1 Complete Gallon 
White 7AK71 
Crystal Clear 7AK72 





STAVSIED QUALITY Since rert= 


=3 RUSTOLEUM "| RUSTOLEUM . 


INDUSTRIAL BRANDS 


High Performance 


High-Heat Coating 

HIGH HEAT GOATING 
= VOC content: <420 g/L —— 
= 1-gal. 
Provide long-term corrosion protection ee = 
on metal exposed to extremely high —S=——EE 


temperatures. Excellent resistance to 


thermal shock. No. 36ND74 
Item 
Color Dry Time Coverage No. 
General Purpose, Up to 400°F 
Aluminum 1 to 2 hr. 250 to 540 sq. ft. 36ND74 
Black 1 to 2 hr. 250 to 540 sq. ft. 36ND75 
Heavy Duty, Up to 800°F 
Aluminum 1:t6:2 Hr. 450 to 606 sq. ft. 36ND76 
Black 1 to 2 hr. 450 to 606 sq. ft. 36ND77 
High Performance, Up to 1200°F 
Aluminum 1 to 2 hr. 250 to 560 sq. ft. 36ND78 
Black 1 to 2 hr. 250 to 560 sq. ft. 36ND79 
au RUSTOLEUM 


INDUSTRIAL BRANDS 


Commercial Acrylic Aliphatic Urethane 


RUST-OLEUM 


INDUSTRIAL BRANDS 


Peganox® Water- 
Based Acrylic 
Elastomeric 
Coating 


= Dry time: 2 to 3 hr. 

= Coverage: 220 sq. ft./gal. 

= VOC content: <100 g/L 
Maintenance coating are designed 
for high protection, adhesion, and 
elasticity and provide long-term 
corrosion protection. Require minimal 
surface preparation. 


Color 
Black 


RUST-OLEUM 


INDUSTRIAL BRANDS 


High Performance 
Direct-to-Metal 


Urethane Mastic 


= 9800 system 

= 2-component system 

= Dry time: 6 to 9 hr. 

= Coverage: 160 to 280 sq. ft./gal. 
= VOC content: <340 g/L 
High-solids, high-build urethane 
mastic is a direct-to-metal aliphatic 
acrylic polyurethane. Provides corro- 
sion protection of steel in moderate 
to severe environments. Formulated 
for minimally prepared, tightly 
adhered rusted steel. 1-coat hide. No 
primer needed. 

SURFACES: Concrete, metal, and 
galvanized steel 


zu RUSTOLEUM 


INDUSTRIAL BRANDS 


High Performance 
Cold Galvanizing 


Compound 


= 7000 system 

= Dry time: 1 to 2 hr. 

= Coverage: 310 to 440 sq. ft./gal. 
= VOC content: <500 g/L 

Contains 95% pure zinc for ulti- 
mate galvanic protection. Excellent 
adhesion to galvanized metal for 
maximum corrosion protection. 
SURFACES: Bare sheet metal, 
production welds, galvanized metal 


No. 36ND70 a 


PAINTING 
Specialty Industrial Coating & Primer 








Size 
5 gal 


Color 
Includes Paint Activator to 
Make 1 Complete Gallon 





Aluminum 7AK73 
Black 7AK79 
Navy Gray 7AK80 
Regal Red TAK77 
Safety Blue 7AK74 
Safety Yellow 7AK75 
White 7AK81 
‘TRUSTER GhuaLit® ssideratl 
s RUSTOLEUM - 
7000 SYSTEM 
nae " : — a 
No. 3BU16 
Item 
Color Size No. 
Gray 1t. 3BU17 
Gray 1 gal. 3BU16 


TATE GuduiT rs erm Peat- 


RUSTOLEUM © 





TEM | =! 

= 3300 system Interior/Exterior paint for Item _somt gin mr 
= 2-component system moderate to severe indus- Siccthane Pant _ No. ell 
= Dry time: 7 to 9 hr. trial environments. High Safety Yellow 1 gal. 36ND70 & & 
= Coverage: 355 to durability with good chemi- Safety Blue 1 gal. 36ND71 ———————— 

770 sq. ft/gal. cal resistance. Ideal for Agiivator me ELLIE as 
= VOC content: <250 g/L outdoor equipment. White 1 pt. 36ND73 = —_ 

Sign in to Grainger.com® to see YOUR Pricing and MORE 1603 





PAINTING 
Antislip & Industrial Floor Coating 





no ne 


, RUSTOLEUM , 





EERUSTOLEUM | 22 ===. 


INDUSTRIAL BRANDS 


Antislip High- 


Performance Epoxy Kit 


= AS9100 system = VOC content: 

= 2-component system <250 g/L 

= Dry time: 72 hr. Offers maximum 
= Coverage: 40 to protection against 


60 sq. ft./gal. heavy vehicle equip- 
> CHOOSE: item Ment, chemical spills, 
Color No. and power cleaning. 


Safety Yellow, Tile 
Red, Dunes Tan, Silver 
Gray, Navy Gray 


Base and activator 
included. 


INSLEX” 
Antislip Paint 


= Dry time: 1 to 2 hr. 
= Coverage: 80 to 

100 sq. ft./gal. 
= VOC content: <250 g/L 
Acrylic coating with special 
aggregate provides a skid- 
resistant surface for interior 
and exterior concrete or 


H7194 


SURE STEP 


———- 








asphalt. 
Item 
> CHOOSE: Color No. 
Clear, Desert Sand, Gray Pearl, Light Gray, 34599 
Pine Green, Saddle Brown, Tile Red, White 
az RUSTOLEUM 
—$$<—— 
. Rusroeum , Antislip 
=—= ’ Floor and 
: ‘em | Deck Coating 
ff rm OO SY STER es 
i heidi = AS5600 system 
Ce 


= Dry time: 4 hr. 
= Coverage: 60 to 
70 sq. ft./gal. 
= VOC content: <100 g/L 


Flexible acrylic coating can be used on interior or 
exterior concrete, asphalt, wood or metal. 


=a fi 
a 


hh 






> CHOOSE: Item 
Color No. 
Yellow, Black, Gray H7191 
RUSTOLEUM 


INDUSTRIAL BRANDS 


Antislip 

Spray Paint 

= AS2100 system 

= Dry time: 24 to 48 hr. 

= Coverage: 14 sq. ft. 

Create a slip-resistant surface 


— in minutes that resists cracking, 
peeling, and mild chemicals. 








= ae Ideal for use on stairs, pool 
== decks, ramps, and walkways. 
> CHOOSE: Item 
Color Net Wt. No. 
Safety Yellow, Black, Clear IY OZ. H7167 
1604 GRAINGER. 
Cs 


na RUSTOLEUM 


INDUSTRIAL BRANDS 


Antislip 100% =—=— 
Solids Epoxy “<= 
= AS6500 system = VOC content: 30 g/L 


= 2-component system _ For use in food process- 


= Dry time: 48 hr. ing areas. Low odor. 
= Coverage: 25 to 


35 sq. ft./gal. 
Item 
Color No. 
Navy Gray 4CJ55 


WwoosT 
{ye PRODUCTS, INC. 
ae R Sy 


Safe-Stride® 
Antislip Paint 





No. 3JW47 
= Dry time: 2 - 4 hr. 
= Coverage: 100 - 125 sq. ft./gal. 
= VOC content: low 


Acrylic paint provides safe traction for pedestrian 
traffic. Surface installation is between 12 and 16 
mil. For use on bare wood, concrete, primed metal, 
asphalt, marble, stone, and other surfaces. 


Item 

Color No. 
Gray 3JW47 
Black 1AJZ3 
Safety Yellow 2TVC5 


RUST-OLEUM 


INDUSTRIAL BRANDS 


Antislip 
| 1-Step Epoxy 


ele 


: RUST OLEUM 5 





manga ea 
See = AS5400 system 
) «= Dry time: 24 hr. 
== = Coverage: 50 sq. ft./gal. 
=e g q. 1L/9 


= VOC content: <340 g/L 
Provides a safety finish for pedestrian traffic. For 
use on aisles, entrances, exits, and stairs. 
SURFACES: Concrete and metal (prime metal with 
9100 System with 9101 Activator) 


> CHOOSE: Item 

Color No. 
Black, Dunes Tan, Navy Gray, Safety H7192 
Yellow, Silver Gray, Tile Red 


ia RUSTOLEUM No. 


INDUSTRIAL BRANDS 6A935 ma 


Antiskid 
Additive and = 


Etching Solution 


Concrete Saver® 200 Antiskid Additive—Mix 
directly into the floor coating or broadcast by hand. 
Interior or exterior use. 





108 Cleaning and Etching Solution—Promotes 
max. coating adhesion. Dissolves grease and oils. 


Item 
Color Size Coverage No. 
Concrete Saver® 
200 Antiskid Off-White lb. 1lb/gal. 6A936 
Additive 
108 Cleaning/ . 400 sq. 
Etching Solution PINK = gal. ft jgay = G A985 


Find even MORE on Grainger.com® 





Scan. Order. Done. 
Details on page A1. 


ae RUSFOLEUM 
+ Sierra 
[= Performance™ 
' seer ~ Water-Based 
R 8 Epoxy Floor 
“no.acyss GOating 


= $40 system 

= 2-component system 

= Dry time: 72 hr/Classic gray 24 hr. 

Create a high-gloss finish and is highly resistant to 
most chemicals and abrasion. For use on concrete 
floors. 


Item 
Color VOC Content Coverage No. 
Floor Coating 
Classic Gray Zero VOC me ACY35 
Clear Zero VOC aa 6LDL9 
Satin Clear < 5Og/L iad ACY39 
2 RUSTOLEUM 
INDUSTRIAL BRANDS 
ee eee = 
_ RUSFOLEUM Acrylic Urethane 
Floor Paint 
em itaasrsral = 5600 system 


~ tte «© Dry time: 72 hr. 
= Coverage: 170 to 
saa «©. 270 sq. ft-/gal. 


= VOC content: <100 g/L 


Low-odor, mildew-resistant paint cleans up with 
soap and water. For line striping. 
> CHOOSE: Item 


Color No. 
Safety Blue, Safety Green, Safety Orange, 


Safety Red, Safety Yellow, Silver Gray, White H7195 

aa RUSTOLEUM 
Gloss Epoxy 

— Floor Coating 

mie = 6700 System 
= Dry time: 16 hr. 
= Coverage: 100 

No. 52LC63 sq. ft./gal. 


Item = VOC content: <50 g/L 
pala No. For use on concrete and in 





Clear 52LC64 
Navy Gray 52LC65 high-traffic areas. Include 
Silver Gray _ 52LC63 base and activator. 
fa RUSTOLEUM 
susroteum. 4 Water-Based 





mz _—_— Epoxy Floor 
“amt == Coating 


—— - = 6000 system 
=< “=== == 2-component system 
SS Seamer! = Dry time: 72 hr. 
: = Coverage: 200 to 


No. 7AJ47 
350 sq. ft./gal. 
fain = VOC content: <250 g/L 
oor 9 For floors exposed to 
ear : 
Navy Gray 7AJ51 heavy foot traffic and 
Silver Gray 7AJ50 occasional rubber-tire 
Tile Red 7AJ48 vehicle traffic. 


1-800-GRAINGER (472-4643) 


PAINTING 
Paint Shakers, Mixers, Agitator & Accessories 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





(Rea Devil 


RED DEVIL EQUIPMENT CO. 


The Classic Electric and Air Driven 
Paint Shakers and Accessories 


= Accommodate pints, quarts, and gallons 


Multisize clamping action shakes a variety of container sizes and shapes ranging 
from 31%" to 11" in height. High-speed bi-axial motion ensures a complete mix and 







limit switch stops mixing cycle when safety enclosure is opened. Require a base, Explosion 
sold separately. Proof 
No. 6EXK3 
Mfr. Item 
Style Timer W D H Model No. 
Electric Paint Shakers, 110V 
Single Arm Electric 15 Min. Manual 27%" 29%" 31%" 141000 6EXK4 
Single Arm Electric 1 hr. Manual 27%" 29%" 31%" 14100H 6EXK5 
Twin Arm Electric 15 Min. Manual 41%" 21%" 31%" 140000 6EXKO 
Twin Arm Electric 1 hr. Manual 41%" 295%" 31%" 14000H 6EXK1 
Twin Arm Electric Explosion Proof — 41%" 29%" 31%" 1400X1 6EXK3 
Air Driven Paint Shakers, 8 cfm @ 100 psi 
Single Arm Pneumatic — 27% 29%" 31%" 1410A1 6EXK6 
Twin Arm Pneumatic — 41%" 295%" 31%" 1400A1 6EXK2 
Mfr. Item = 
Description For Use With Model No. 
Accessories 
Mfr. No. 140000, : 
Counter Base for The Classic Shakers 140004, 1400A1, 515300 6FWG7 No. 6EXK2 No. 6FWG7 


141000, 14100H, 
1410A1 


-) 
RADIA 
Red D Mix™ 
Intrinsically-Safe Mixers 


Feature gyroscopic mixing action with 
direct-drive gear system. No timer or 
power cord included; requires installation 


; 
7 4 
“a 





bis Paint Mixing Equipment 


No. 
34AU66 














by qualified electrician. = Accessories 
Mfr. Item ae Mfr. Item 
Accommodates Voltage Model No. Description Model _No. 
Gallons, Quarts (with Included Adapter) 110 1025X1 6EXK7 Counter Mount Lid Press 9080-03 140563 
5 gal. Pails 110 05025-X1 34AU66 Lid Press With Base Plate 5080-04 140564 
5-gal. Lid Sealer 507000 6FWHO 
Draw Down 40-Slot Drying Tower A3525  6FWH2 
Magnetic Mallet Holder A3522 6FWH3 
Agitar™ Automatic © 
gitar™ Automatic 
Multisize Mixer RADIA WW GRAINGER 
Handles pint to 5-gal. containers (4" to 171%" APPROVED 
high) and can mix up to 4 gal. or 9 qt. ata fy 7 
time. Orbital mixing aggressively shakes all i : remier 
types of products. . No. No. 
24K696 
. 7 Mir tem All-Steel 2FDJ2 
imer oltage ode 0. 
2 and 3 min. Drum 
uch Binion 110 5995PB 45GP38 
Mixers 
= Heavy-gauge steel 
. =» Can be used with portable drills 
Agitator and drill presses (/4" chuck) 
Agitator drive and cover assembly includes 1% = Include cap with hole to hang 
j . j Head Shaft Shaft Item 
deta a il ‘ pales pete t Description Dia. Dia. Length Max.RPM Brand No. 
eC Na SIG 2 Yelle ora ltiboe oS eeLCOVET NOW! Light-Duty Mixer ays" e'Hex 24%" ——800 GA 2FDJ2 
air supply should be 60 psi minimum and the Medium-Drum Mixer 45" Ae Hex 2.414" 700 GA 2FDJ3 
Heavy-Duty Mixer Avs" Te’ Hex 2414" 500 GA 2FDJ4 
propeller speed should be 3000 rpm maximum. 374" Paint Mixer 3u4" tp" 17" 900 Premier  24K696 
Container Mfr. Item 4" Paint Mixer 4" 1Y0" 2° 900 Premier 24K697 
Size Model No. 434" Paint Mixer 43," A 30" 900 Premier  24K698 
5 gal. 31-425 2TKP3 Quart/Gallon Paint Mixer 2%" A 14" 900 Premier _24K699 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1605 


PAINTING 
Specialty S 


pray Paints & Aerosol Disposal Systems 


Scan. Order. Done. 
Details on page A1. 





No. 5H901 


Color 
Primers 
Gray 
Red 
White 
Paint 
Almond 
Anodized Bronze 
Black 
Black 
Black 
Bright Green 
Bright Red 
Chestnut Brown 
Clear 
Dark Green 
Dark Machine Gray 
Deep Blue 
Dove Gray 
Equipment Orange 
Equipment Yellow 
Fleet White 
Fluorescent Green 
Fluorescent 
Orange 
Fluorescent Red 
Fluorescent Yellow 
Hunter Green 
Industrial Yellow 








RUST-OLEUM 


INDUSTRIAL BRANDS 


High Performance 
Rust-Preventative 


Industrial Spray Paints 


= V2100 system 

= Dry time: 1 to 2 hr. 

= Coverage: Varies by color and finish 
Fast-drying enamel provides excellent corro- 
sion protection, as well as color and gloss 
retention. Resist chipping, cracking, and 
peeling. Indoor/outdoor use. 
















No. 53JT40 No. 53JT43 
(Drum not (Drum not 
included) included) 





Paint and Paint and 
Primer Net Item Primer Net Item Aerosol Can 
Finish Weight No. Color Finish Weight No. - 
Light Blue Gloss 15 oz, 4TH62 Disposal Systems 
Flat 150z. 5U705 Light Machine Gloss 15 oz. 5H904 
Flat 15 0z. 5U704 Gray Quickl t d drai | 
uIcKly punctures and drains aeroso 
Flat 150z. 4CY47 Metal Black Hammered 150z. 4CY56 ducina th toth d 
Metal Dark Bronze Hammered 15 0z. 4CY59 cans, re ucing the cos 0 aZzardous 
Gloss 150z. 4TH65 Metal Gold Hammered 15 0z. 4CY58 waste disposal by allowing the can to be 
Gloss 150z. 4CY49 Metal Silver Hammered 150z. 4CY57 i 
ee a Safety Blue ae ECT fie Features a ai in ts sll 
High Gloss 15 0z. 5H903 Safety Green Gloss 15 oz. 5H897 nep acement carbon filters with coalesc- 
Semi-Gloss 150z. 4CH75 Safety Orange Gloss 15 0z. 5H899 ing element. Cellulose shell and carbon 
Gloss_15 02. 4TH63_ —_ Safety Furple aos 19.02. Wnt media is biodegradable and decomposes 
Gloss  150z. 5H901 Safety Red Gloss 150z. 5H900 
Gloss 15 0z. 4TH67 Safety Yellow Gloss 15 oz. 5H898 naturally. Nos. o3JT42 and 53J144 include 
Gloss 14.0z._ 4TH61 Silver Aluminum Gloss 14 oz. 2FP61 No. 53JT41 check ball, mounting base and top. 
Gloss 150z. 2FP63 Smoke Gray Gloss 15 0z. 4CH77 
Gloss 150z. 5H905 Stainless Steel Gloss 14 0z. 3UP88 Aerosol Recycling For Use With For Use With Can Counter Item 
Gloss. 15 0z. 2FP62 Tan Gloss  150z. 5H902 Can Capacity  _ Can Diameter Can Height Included No. 
Gloss. 15 0z. 4CH76 White Flat 15 oz. 5U707 Aerosol Can Recycling System _ aa 
Gloss. 150z. 4TH64 White Gloss 15 0z. 5U708 5 A to 3, Up ie 22 ves ay 
Gloss 150z. 2FP65 White Semi-Gloss 15 0z. 4CY48 i tos, Jetta" ‘ie aa Tag 
Gloss 150z. 4TH68 Farm Equipment Paint : oo an = 
15 0z. 4CY52 : ; 
Fluorescent 14 oz. SWS08 cae teow ass 2 om aay : Aerosol Recycling Can Capacity No. Qty. 
Fluorescent 14 0z. SW177 International Red Gloss 150z. 4CY54 ata 1 436038 1 
Fluorescent 14 0z. 5W178 JD Green Gloss 15 oz. 4CY50 1 436039 y) 
Fluorescent 14 0z. 5W907 JD Yellow Gloss _150z. 4CY51 600 53J142 | 
Gloss _150z. 4CH73 600 93J141 2 
Gloss 150z. 2FP64 1200 93J144 1 
nuRUSTOLEUM 
; | = ® 
isin 5s RUSTOLEUM ae RUSTFOLEUM 
tt INDUSTRIAL BRANDS 
High Performance UST OLEUM 
; ; ae Hiah- Spray Epoxy 
Zinc-Rich Galvanizing aaa 24 Primer 
Compounds Paints = Dry time: 2 hr. 


= Dry time: 1 to 2 hr. 
= Coverage: 14 sq. ft. for No. 5W909; 
24 sq. ft. for No. 5W180 
Contain up to 93% pure zinc for maximum 
corrosion protection. Moderate to severe 





ae 


= Dry time: 1 to 2 hr. 
= Coverage: 14 sq. ft. 
Self-priming coatings 
resist temperatures up 


= Coverage: 8 to 12 sq. ft. 
High performance protec- 
tion with the convenience 
of a no-mess spray. Ideal 
for priming welds, seams, 





No. 5wiso = environments. No. 1D493 to 1000°F. No. 3ZHX9 and bolts. 
Paint and Net Item Paint and Net Item Paint and Net ltem 
Color Primer Finish Weight No. Color Primer Finish Weight No. Color Primer Finish Weight No. 
Bright Galvanized Metallic 20 02. 5W909 Black Flat 15 02. oW179 Gray Flat 13.2 02. 3ZHX9 
Metallic Galvanized Metallic 20 oz. 5W180 Aluminum Flat 15 02. 1D493 Beige Flat 14.1 02. 3ZHY1 
aa RUSTOLEUM 
INDUSTRIAL BRANDS s 
| HIRUSFOLEUM 





RUST-OLEUM 
WNOUGTHIAL 
~ CHOICE 





SS 


GRAINGER. 


1606 


ITT 


Rebar Epoxy 
Aerosol Paint 


= Dry time: 15 min. 

= Coverage: 8 to 9 sq. ft. 

One-step, direct-to-metal paint prevents rust 
and metal stains in concrete. Excellent corro- 
sion and chemical resistance. For touch-up 
of rebar coating on the job site. 


- Cold 


| Dalvonizing 


Paint and Item 
Color Primer Finish Net Wt. No. a 
Green Gloss 12 02. 23N407 








Find even MORE on Grainger.com® 


INDUSTRIAL BRANDS 


Galvanizing Compound Spray Paint 


= 1600 system Zinc-rich coating contains a high level of zinc 
= Dry time: 1 hr. providing superior galvanic protection. Dries to 
= Coverage: Up touch within 20 minutes and can be used on 


to 22 sq. ft. surfaces that reach temperatures up to 200°F. 
Touch-up or repair damaged galvanized steel, 
vehicles, ducts, fences, bridges, tanks, trailers 
and production welds. 
Paint and Net Item 
4 Color Primer Finish Weight No. 
Galvanized Zinc Flat 14 02. 6KP26 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® PAINTING 
Find the ww. Find Solutions. Find Great Prices. Multipurpose Spray Paints 


* 








Enamel Maintenance Spray Paints 


= Dry time: 1 hr. SURFACES: Metal, concrete, masonry, and 
= Coverage: 12 to 15 sq. ft. wood 

Multipurpose paints spray at any angle. EXPOSURE: Indoor/Outdoor 
Ultra-coverage formula covers more surface — USES: Tools, equipment, motors, lockers, 
faster with fewer cans, minimizing down- vents, and cabinets 


time and waste. Feature a comfort spray tip 
for reduced finger fatigue. 
















Paint and Paint and 
Primer Net Item | ree ae ha eae oe names ee So nam ane 
Color Finish Weight No. Color inis eight 0. __[absiamaeamccer _"""Teahhemaear 
Primers Machine Green Gloss 120z. 4WGC9 iene See 
Gray Flat 120z. 4WGA8 Machinery Gray Gloss 120z. 4WGC7 Speen: 1 lama ae 
Red Flat 12 02. 4wGC4 OSHA Safety Blue Gloss 12 02. 4wWGC5 Seng Se arena creer et 
White Flat 1202. 4WGD3 __OSHASafety Green Gloss 12.02. 4WGD7 9 mnt ae a - 
Paints OSHA Safety “ver 12 ue (80g) Hen (40g) 
Black Ultra-Flat_ 120z.  4WGC1  _Orange i a = 
Black Semi-Flat 12 oz. 4WGC3 OSHA Safety Purple Gloss 12 02. 4wGD8 TT IE . = 
Black Gloss 12 oz. 4WGAT OSHA Safety Red Gloss 12 02z. 4wGCc6 No. 4WGA8 No. 4WGA7 No. 4WGC6 
Cherry Red Gloss 120z. — 4WGD5 True Blue Gloss 120z. — 4WGD1 Gray Gloss OSHA 
Crystal Clear Gloss 120z.  4WGD4 White Gloss 120z. — AWGC2 Black Safety Red 
Light Gray Gloss 120z. 4WGD6 White Flat 120z. 4WGD2 y 
ta RUST-OLEUM 
INDUSTRIAL BRANDS 
Industrial Choice® Enamel Spray Paints 
= 1600 system SURFACES: Masonry, metal, wood, and concrete 
= Dry time: 1 hi. EXPOSURE: Indoor/outdoor 
= Coverage: 12 to 15 sq. Tt. USES: Tools, ducts, vents, ladders, cabinets, 
High solids content provides faster, further coverage and lockers, furniture and equipment VOC/MIR STRUETED QUALITY EINCE 192 De oe. 
resists chipping, fading, cracking and peeling. 360° angle compliant. RUST-OLEUM RUST-OLEUM 
spray with comfort tip, reducing finger fatigue. INDUSTRIAL INDUSTRIAL 
— CHOICE —CHOICE-— 
Paint and , ‘a and —— 
Primer tem rimer tem | . a 
Color Finish Net Wt. No. Color Finish Net Wt. No. Poreors p Multi 
Enamel Primers Fluorescent Pink Gloss 12 02. 6KPO8 ein Urpest 
Black Flat 12 02. 6DNU5 Fluorescent Red-Orange Gloss 12 02. 6KP05 == 
Gray Flat 120z. _ 6KP23 Hunter Green Gloss 120z. _ 6KN94 Pa sy Ty 
Red Flat 12 02. 6KP14 Leather Brown Gloss 12.07, 6KP18 as } a 
White Flat 12 02. 6KP24 Machine Green Gloss 12 02. 6YH27 10D + METAL = MASONIY + Om 00 « METAL «= masoemt « Moet 
Enamel Paints Machinery Gray Gloss 12 02. 6YH30 
Almond Gloss 12 02. 6KP17 OSHA Safety Blue Gloss 12 OZ, 6KN87 
ANSI 49 Medium Light Gray _ Gloss 12 02. 2RE52 OSHA Safety Green Gloss 12 02. 6KN93 
ANSI 61 Light Gray Gloss 12-02. 2RE51 OSHA Safety Orange Gloss 12 02. 6KPO03 
ANSI 70 Light Gray Gloss 12 02. 2RE53 OSHA Safety Purple Gloss 12 02. 6KP15 
Banner Red Gloss 12 02. 6KP13 OSHA Safety Red Gloss 1202Z. 6KPO09 
Beige Gloss 12 02. 6KP16 OSHA Safety Yellow Gloss 12 02. 6KN97 
Black Flat 12 02. 6KP19 Purple Gloss 2. GZ. 6DNU4 
Black Gloss 12 02. 6KP22 Regal Blue Gloss 12 02. 6KN86 
Black Semi-Flat 12 02. 6KP21 School Bus Yellow Gloss 12 02. 6KN96 a 
Cherry Red Gloss 12 02. 6KP11 Smoke Gray Gloss 12 02. 6KP28 
Crystal Clear Gloss 120z.  GKN@4 True Blue Gloss 120z._ 6KN89 pac Peep 
Dove Gray Gloss 12 02. 6KP25 Universal Gray Gloss 12 02. 6KP27 © arory 
Dull Aluminum Gloss 12 02. 6KN85 White Gloss 12 02. 6KP31 Blue 
Dusty Pink Gloss 12 02. 6YH32 White Semi-Gloss 12 oz. 6DNU7 
Emerald Green Gloss 12 02. 6DNU6 White Flat 12 02. 6KP29 
Fluorescent Green Gloss 12 02. 6KN92 


wo ety 
DEM-KOTE, <a» 





‘om and ‘ : 
H rimer et tem 
Dem-Kote Industrial Color Finish Weight No. 
- Primer 
Enamel Spray Paints Gray Flat 10.0z. __—sGFGH6 
. Paints 
= Dry time: 1 hr. White Gloss  100z.  6FGH8 No. 6FGH7 
= Coveraae: 5 t ft. White Flat 10 oz. 6FGJ4 Gloss 
Cove aur 508 a : ; : Safety Yellow Gloss 10 oz. 6FGJ2 Machine 
Long-lasting gloss finish resists rust and chemicals. Use with Safety Orange Gloss 10 oz. 6FGJ5 Gray 
primer on metal surfaces. VOC/MIR compliant. Safety Red Gloss 10 02. 6FGJ1 
Ford Blue Gloss 10 02. 6FGJO 
SURFACES: Metal, masonry, concrete, wood Green (Matches John Deere) _ Gloss 10 oz. 6FGJ3 
. Machine Gray Gloss 10 oz. 6FGH7 
EXPOSURE: Indoor/outdoor ; - Chrome Silver Gloss 10 oz. 6FGH9 
USES: Identification marking, handrails, stenciling, ducts, touch- ~ Black Gloss 100z. _ 6FGH4 
up, piping, metal doors, office furniture, machinery, railings Black Flat 10.0z.__ 6FGHS 
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PAINTING Scan. Order. Done. 
Spray Paint Details on page Al. 





| a ™ 
Acryli-Quik™™ Spray 
Paint and Primer 
= Dry time: 12 min. 
Feature original 5-ball formula. Provides a hard, protec- 
tive, and durable finish. There is no recoat window, so 
you can recoat anytime. High amount of solids assures 


maximum coverage with excellent adhesion. Superior 
performance, both indoors and outdoors. 





Rust Tough® Spray 
Paint and Primer 


= Dry time: 25 min. 

Direct-to-metal rust preventative formula does 

not require a primer. Complete coverage with one 
coat. Ideal for small touch-up jobs, painting irregu- 
lar shapes, and covering hard-to-reach areas. For 





> CHOOSE: > CHOOSE: Net Item 
Color Paint and Primer Finish Weight No. 
Paint 
Almond, Banner Red, Black, Crystal Clear, 
Emerald Green, Hunter Green, Khaki Beige, 
Leather Brown, Pewter Gray, Pumpkin Orange, 
Regal Blue, Saftey Purple, Shadow Gray, Smoke 


Gloss, Semi-Flat, Ultra- 
Flat, Flat, Semi-Gloss 1202, J1453 





Gray, Sun Yellow, True Blue, Ultra Black, White both indoor and outdoor use. Feature EZ Touch® 
Cherry Red Gloss 12 0z. 54TG89 No. J1472 Fanspray® nozzle. 
Daisy Yellow Gloss 120z. 54TG83 
Primer > CHOOSE: 
Black, Gray, Ruddy Brown, White Flat 120z. J4760 > CHOOSE: Paint and Net Item 
Color Primer Finish Weight No. 
Paint 
Aluminum, Black, Blue, Bright Green, Bright Red, 
Chestnut Brown, Dark Green, Dark Machinary Gray, 
=a Deep Blue, Equipment Orange, Equipment Yellow, Gloss 140z. J1472 
Tough Coat® Spray KRYLON 3 Federal Yellow, Gray, Green, Industrial Yellow, Light Blue, 
o = Light Machinary Gray, Orange, Red, White, Yellow 
Paint and Primer Cold Galvanizing Gloss 20 oz, 54TH93 





ee ay Te vance, 
eee : uorescent Red, Fluorescent Yellow 
= Dry time: 15 min. Bilmar 


i invi G Flat 15 oz. 54TH95 
Provide protective coating that resists chipping ara et 2 of eaTHot 
and peeling. Specially formulated for a variety of 

industrial applications. Ideal for light- to heavy- 

duty painting projects, both indoors and outdoors. 


Gloss 140z. J5706 
No. 
J1474 





> CHOOSE: 
> CHOOSE: Paint and Net Item 
Color Primer Finish Weight No. 





Paint 
Black, Blue, Blue/Gray, Bright Red, Cherry Red, 
Clear, Cordova Brown, Dark Blue, Dark Machinary 
Gray, Federal Highway Yellow, Fluorescent Greent 
, Fluorescent Oranget , Fluorescent Redt , Ford 
Blue, Gold, Gray, Green, High Heat Aluminum, 
High Heat Black}, Implement Orange, Industrial 
Gray, International Harvest Red, John Deere Green, 
Joy Orange, Light Beige, Light Blue, Light Gray, 
Light Machinary Gray, Machine Green, Machinery 
Blue/Gray, Machinery Gray, Medium Green, New 
Caterpillar Yellow, Old Caterpillar Yellow, Orange, 
Purple, Red, Silver, White, Yellow, Zinger Pink 


Iron Guard® Latex Paint 
= Dry time: 20 min. 
= Coverage: 15 to 20 sq. ft. 


Provide good color retention. Not water-reducible 
and extremely low-odor. Soap and water clean-up 
when wet. 


SURFACES: Metal, wood, masonry, plaster, and 


. 11 02., 
Gloss, Satin 12 07. J1474 





can Oo eT Lat 
reen vorrosion Oss OZ. : : : 
Rebar Green Epoxy Gloss 1 07. 54TJ45 EXPOSURES: Use on interior/exterior surfaces 
Silver Gloss 12 02. 54TJ46 
White Flat 12 oz. 547J41 > CHOOSE: Paint and Net Item 
Primer ; Color Primer Finish Weight No. 
Gray Flat 12 02. 54TJO3 : Black, Cherry Red, Hi 
ghGloss 120z. J5812 
Light Gray Flat 120z. 547 J04 No. J4763 eat ee “3 oo iG 
Red Oxide Flat 12 oz. 54TJ02 ack, White a OZ. 
Red Oxide Flat 12 oz. 54TJ05 * Island Green, OSHA Blue, 


OSHA Green, OSHA Orange, HighGloss 120z. £0181 
OSHA Red, OSHA Yellow 
Satin Black, Satin 


* Sandable. {Only available in 11 oz. Only available in Satin. 











Gray, Satin White Satin 120z. J4764 
KRYLON 2 
az RUSTOLEUM 
a H20 Pro Water 
- 7 ™ = 
Maintenance Choice aca Annenl 
Spray Paint and Primer | 
; = Dry time: 24 hr. 
= Dry time: 15 min. a= , 
Good for hidi ial ‘en tiore IROeRaT RUST-OLEUM Rust-preventative spray coating bonds to most 
es ee ae? eee eh. yer 'HePRO indoor or outdoor surfaces with a long-lasting, _ 
va Rear ultra-high gloss finish. Create a smooth finish with 
> CHOOSE: Biue no sags, drips, or runs. 
> CHOOSE: Paint and Net Item 9 P 
Color Primer Finish Weight _No. Paint and Net Item 
Paint Color Primer Finish Weight No. 
Almond, Black, Cherry Red, Citrus Yellow, Clear Lacquer, Almond High Gloss 12 02. 460U14 
ass a ailee aly oe Green, Si Black High Gloss 12 02. 460U08 
range, Flourescent Orange, Harvester Red, Hunter 
Green, Industrial Gray, Light Machinery Gray, Navy Gloss, Flat  100z. J1452 safely Green High Gloss Fae 
Blue, Royal Blue, Safety Blue, Safety Green, Safety : Safety O High GI 19 AG0U07 
Orange, Safely Red, Safety Yellow, Silver Aluminum, —_— = an ae Hh aos oe cE 
; ae 
page shine velow, Walnut Brown, White, Zinger Fin No. 460U10 Safety Red High Gloss 1207. 460U09 
Gray Flat 10 0z. 54TH20 Safety Yellow High Gloss 12 02. 460U06 
Red Oxide Flat 10 0z. 54TH21 White High Gloss 12 02. 460U05 
1608 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


GID 


Special Purpose 


Spray Paint 


KRYLON 





Specially-formulated for FARM AND SPECIAL PURPOSE Quik-M ark™ 
unique applications and IMPLEMENT 

environments. Meets manufactur- Inverted : 
APPLIANCE EPOXY ers' specs for farm, Marking Paint 


Chemical and stain- 
resistant epoxy is 
durable, scrubbable, and 
colorfast. 


OSHA PAINT 
High-visibility safety 
colors. Approved by the 
Occupational Safety and 


vehicle, mainte- 


nance, and lawn and 


garden equipment. 


CAMOUFLAGE 


Bonds to most plas- 
tics. No sanding or 
priming required. 


WORKABLE 


tits in 12 Mi on Lee 
Li COLOR STANDARSS 





High solids formulation for 
bold, bright, visible markings. 
Penetrates and adheres to hot 
and cold surfaces. Convenient 
Spray-Thru cap and nonclog- 
ging spray tip. TALLBOY™ 
products provide 29% more 
paint for increasing productiv- 





PAINTING 
Special Purpose & Marking Paint 





Health Act governing FIXATIVE Ey MILE SS PONTUINE: enone 
vernl 
oer > CHOOSE: Paint and Primer Net Item 
board. Eliminates smudg- Color Surface Material Weight _No. 
METALLIC PAINT He wrinkling, and Solvent-Based sacha BAC CORTE 
Dries quickly fora bril- S088 ON Paer, Clear it, Brick, Concrete, 45 07, SATHES 
liant metallic-like finish posters, SIQNs. Dries APWA Red, Safety Red, Neon Green, 
; in seconds to a clear. Fluorescent Purple, APWA Blue, Hot Pink, Asphalt. Brick. C t 
ae Green, Silver, Fluorescent Orange, Blue Prat BNC MONGING, “ater, ltads 
HIGH-HEAT PAINT durable finish ahi Ch ier scat Ae Grass, Gravel 
: gt mati ne Visibility Yellow, Safety 
Withstands temperatur es ellow, Utility White, Red/Orange, Black 
ds el Pe alll ee TRUE SEAL Brilliant White, Red, Fluorescent Orange, High Asphalt, Brick, Concrete, 29 07. J1444 
- nk il PROTECTIVE ‘ visibility Yellow Utility White, Red/Orange Grass, Gravel 
ently, up to ater-Base 
continuous! RUBBERIZED | Green, Brilliant Red, Blue, Brilliant White, Orange, 
Y. COATING APWA Utility Yellow Clear, Fluorescent Caution eniaineee 
afety Blue, Fluorescent Orange, Fluorescent sphalt, Brick, Concrete, 
FLUORESCENT PAINT sh to ee KRYLON ‘ Pink, irate one Heth Red/ Grass, Gravel 17 oz. 31446 
i rupbderlZed Seal. range, Fluorescent Safety Green, Fluorescent 
Bright, bold neon colors Stops leaks by filling | Safety Red, High Visibility Yellow 
for maximum visibility 2 Utility Yellow, Brilliant Red, Fluorescent Asphalt, Brick, Concrete, 55 oz. J1444 
and safety. Increase bril- cracks in openings. “IMPLEMENT Pink, Fluorescent Orange Grass, Gravel 
liance by 200% to 400%. WNONSKID 
CRYSTAL CLEAR Durable, skid-resis- 
long-lasting protective surfaces safer. 
coating. GLOWZ® GLOW- 
CHALKBOARD PAINT —s—N-THE-DARK 
chalkboard surface. exposure to light. ice piace 
Durable, long-lastin ; 2 ™ 2 
ako Quik-Mark™ Special 
sennnck Purpose Overhead 
Paint and 7 7 
> CHOOSE: Primer Net item | Marking Paint 
Color Finish Weight No. : : : a 
Appliance Epoxy Paint sprays in an upright position. 
almond, Bisque. Black, White Gloss 120z.__J1478 Penetrates and adheres to uneven 
ain : 
Clover Safety Green, Safety Blue, Safety Orange, Gings 1207. J1466 surfaces. It's the easiest way to mark Over 
Safety Purple, Safety Red, Safety Yellow head surfaces in mines, excavation sites, 
Metallic Paint underground utilities and bridges. 
Aluminum Metallic Metallic 120z. 38EM95 
Bright Silver, Chrome Aluminum, Dull Aluminum, Silver Metallic, Metallic, 4107. J1465 > CHOOSE: Paint and Primer _Net Item 
Brass Metallic, Bright Gold, Copper Metallic, Gold Metallic Gloss Color Surface Material Weight No. 
High-Heat Paint Water-Based 
Black, White Flat 120z. J1462 Fluorescent Green, Fluorescent Orange, 
Fluorescent Paint Fluorescent Red, Fluorescent Red/Orange Concrete ‘Voz. J1442 
Cerise, Green, Lemon Yellow, Red Orange, Yellow Orange Gloss 110z. J1460 
Crystal Clear Acrylic Coating 
Clear, Crystal Clear Gloss 110z. J1459 
Daisy Yellow Gloss 120z. 54TG83 
Chalkboard Paint en Sies Clear Floor Markings for Safer EaCulty 
ac a 02. 
Farm and Implement Clearly mark your facility with Marking tape and floor 
John Deere Green, Allis Chalmers Orange, Ford Blue, International markin ints. t 
Harvester Red, John Deere Yellow, Kubota Orange, Massey High Gloss 120z. J1455 : dpa 5 ° designate sate pathways for workers 
Ferguson Red, Yellow, Old Equipment Yellow, School Bus Yellow and call attention to potentially hazardous areas. 
Camouflage ; : Bs 
Black, Brown, Khaki, Olive, Sand, Light Green Ultra-Flat 110z. J1454 Create separate lanes for motorized vehicles and foot traffic; 
Workable Fixative mark off safe distances from dangerous machinery; and even 
lear > Pyoteotive Rubberized Coat Gloss _ 11 0z._38EP62 call out high-light, high-noise, and other hazardous areas. 
rue Seal™ Protective Rubberized Coating ; 
Black — 12 0z. 38EP61 Grainger has the marking paints, tapes, and tools that you 
Nonskid ss 7 SHEN need to help keep your workers safe, and your business in 
Glowz® Glow In the Dark compliance. See our full selection at Grainger.com®. 
Green, White Gloss 6 oz. J1461 
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PAINTING Scan. Order. Done. 
Marking Paints Details on page Al. 














az RUSTOLEUM 
INDUSTRIAL BRANDS No. H71 70 
High Performance f 
Inverted Markin mens erst 
Paints g RUST-OLEUM 
oa 5a RUSTOLEUM 
a V2300 system . INDUSTRIAL BRANDS 
= Dry time: 5 min. as og F ira® 
= Coverage: 300 to 350 iY Industrial Choice 
linear ft./1-1/2" strip Construction 
Premium paint withstands higher-traffic H H 
applications. | Marking Paint 
item =o Aerosol 
Color Net Wt. No. 
Alert Orange 15 0z. BH914 = M1400 system 
Caution Blue 15 07. 5H911 = Dry time: 5 min. 
paulton Yellow ae = et = Coverage: 400 linear ft./2" strip 
Fluorescent Green 150z.  4CH78 & Water-based formula sprays at any 
Pvorescent SOE 2 ot. pat Lihat! angle: upright, horizontal, or inverted. 
uor -UF Z. ; . : 
— = High Visibility Yellow 15 oz. 5H912 Provide bold, easy-to-see markings. 
Safety Red 15 02. 5H916 . 
ene White 15 02. 5H917 dye wow 
Caution Blue, Clear, Fluorescent Green, Fluorescent Orange, Fluorescent 150z. 47170 


Pink, Fluorescent Red Orange, High Visibility Yellow, Safety Red, White 





No. H7173 
- == RUSTOLEUM 
RUST-OLEUM RUST-OLEUM " 
INQUBTRIAL INDUSTRIAL Industrial 


Choice® Inverted 








“Precision "Precision = 
Line. tine” Marking Chalk 
No. No. = MC1800 system 
6KNO1 Cenare« pei» 8 Se - rae - 8 6KP33 = Dry time: 10 min. 
eal = Coverage: 500 to 530 
*Hlapetgatuigaach “hapabapente oS linear ft./1-1/2" strip 
chant For temporary markings that last up 
to 30 days. Easily removed with wire 
ne Sse brush and water. 
— —— So > CHOOSE: Item 
g ey en” Color Net Wt. No. 
no ot in 7 Blue, Green, Orange, 
— So Red, White, Yellow 17 02. H7173 
D Net W No 
escription et Wt. 0. 
M1600 System Aerosol Tree 
Alert Orange/APWA Orange 17 0z. _ 6KP02 r i 7 AERVOE, 
Black 1702. 6YH14 : Marking Paints 
Caution Blue/APWA Blue 170z. _ 6KN88 
Caution Yellow 17 0z. _ 6KN98 STANDARD Item 
= Clear 17 02. 1PTH1 : Color No. 
a RUST-OLEUM Fluorescent Green 17 0z.  6KN91 12-02. fill lasts 3 to 5 years Standard 
7 I Fluorescent Orange 17.0z. __ 6KP06 on tree. Blue 8TJ49 
Fluorescent Pink 17 02. 6YH10 Fluorescent Pink 8PEV5 
ors — Fluorescent Furpls 1 Oz. eYHtS WET COAT : Fluorescent Red out 
uorescent he OZ. . uorescent ned-Urange 
oice recision Fluorescent Red-Orange 17 02. 6KP07 Designed to be sprayed on Orange 9J110 
Marking Paints High Visibility Yellow 17 0z. _ 6KN99 wet wood/trees. 12-0z. fill Red 80678 
Safety Green/APWA Green 17 02. 6YHO9 lasts 3 to 5 years on tree. White 8UN79 
” Dry time: 1 to 2 hr. ane Red 17 02. 6KP10 Yellow 8RRD9 
ilver 160z.  2GXC4 PROFESSIONAL CHOICE Wet Coat 
= Coverage: 600 to 700 White 17 0z.  6KP32 : Blue BUN81 
uneaniie Sule Ne oranae APA 0 17 6KP37 aa at : an aaa ° MVE 
ae : ‘ : e ange ange OZ. = 
Precision Line® spray tip provides Back t7-o7, 102860 il lasts 6 to 8 years on \Pfbfesional Choee 
fast-drying, highly visible mark- Caution Blue/APWA Blue 17 0z. _ 6KP33 Dark Blue 33MJ14 
: Clear 16 oz. 1PTH2 tree. Can be sprayed on Fluorescent Blue 33MJ19 
ings. VOC/MIR compliant. USDA 
Fluorescent Blue 17 02. 102861 wet trees. Fluorescent Green 33MJ20 
acceptable. Fluorescent Green 17 0z.  6KP34 Fluorescent Orange  33MJ17 
AIGOD Systemr Solent Dase = iarscan Pn i702 BYHIT ae Gaiaa Fluorescent Yelow.33MJ18 
markings last 3 to 6 months when = ~Fiuorescent Purple 1702. 6YH20 | _ oe Lite Blue 33MJ13 
undisturbed. Fluorescent Red 170z.  6YH18 No. 8C678 Include nozzle to band Orange 33MJ12 
M1 800 System—Water-based High Visibility Yell Y oz BKP36 si ae vi . sel eee aia 
markings last 1 to 3 months when “Safety Red 17.0z.__ 6KP40 Gally..19-02. TIN TaStS © 10 Orange 33MJ22 
undisturbed. White 17.0z. __ 6KP41 years on tree. Red 33MJ21 
1610 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® PAINTING 
Find the Ww. Find Solutions. Find Great Prices. Striping Paint & Accessories 


Find Power Striping Machines on page 1628. 








No. 6A938 


a 


we Gk FF see ab 


RUST-OLEUM 


INDUSTRIAL BRANDS 


High Performance 
Inverted Striping Paints 


= 2300 system 
= Dry time: 10 min. 
= Coverage: Up to 800 linear ft./2" to 4" strip 


Handle striping and zone marking in high-traffic 
areas. For interior and exterior use. 


: 
Cr 





Item 

Color Net Wt. No. 

Black 18 07. 1F764 ax. , 

Blue 18 02. 6A380 

Red 18 02. 6H084 wane 
White 18 02z. 6A939 
Yellow 18 02z. 6A938 

———— No. 6A940 
No. 6KP30 
. TE Reekusiy Grete er 
Ea RUST-OLEUM RUST-OLEUM 
INDUSTRIAL BRANDS INDUSTALAL 


= CHOICE— 


Industrial Choice® : 


-— 8 = Stripin 
Inverted Striping Paints Paint 
= $1600 system & f) 
= Dry time: 10 min. meet sn 


= Coverage: 150 linear ft./4" strip 


General purpose, paints make crisp, straight 
lines. Ideal for marking aisles, lift truck routes, 








pallet positions, hazardous areas and commer- 
cial parking lots. Solvent-based formula resists a @ | = 
smudging. Indoor/outdoor. VOC/MIR compliant. a 
Item =o a 
Color Net Wt. No. isin mia No. 6XZ 
Black 18 072 6KP20 Ss a 
Red 18 02. 6KP12 
White 18 02. 6KP30 
meRUST-OLEUM 3,9 RoLATAPE 
No. 3BU1 3 . ? INDUSTRIAL BRANDS 
ermn, Spray Gan Handles, Paint Applicators 
us RUST-OLEUM INDUSTRIAL and Striping Machines 
INDUSTRIAL BRANDS 
_ Item 
industrial Choice® Atpietc Description For Use With Brand No. 
“ — Spray Grip Aerosol Spray Can Rust-Oleum 2ERK5 
Athletic Field inverted ‘ Spray Comfort Grip Aerosol Spray Can Rust-Oleum 2ERK6 
~ ~~ ; ; Rustoleum Marking 
ie. Sea ra ' = Marking Wand/Steel/Plastic Paint and Chalk Rust-Oleum 6A379 
CREEP» pavearnT Peas : : : : : 
Striping Paints CAAVTL - moet Marking Wand/Aluminum/Plastic Industrial Grade Paint Rust-Oleum 21CJ78 
Striping Wand/Plastic Aerosol Cans Rust-Oleum 32UT23 
= AF1600 system Rust-Oleum Inverted Marking 
= Dry time: 30 min. “ay Di Paint or Industrial Choice : 
y ; — Marking Pistol Scion inc lnuerice Rust-Oleum  4CY42 
= Coverage: 100 to 200 linear ft./3" strip Marking Paint or Chalk 
i 2 i _ ‘ Industrial Choice Athletic 
Fast drying, water-based formula creates bright, FS Field Striping Paint to Apply Rust-Oleum  4CY41 
crisp lines. “att See ee Straight 3" to 6" Wide Lines 
nan ————— Hard Hat and Industrial 
rat re ew Striping Machine, For Use With Choice Striping Paint, Aerosol 3 
Color Net Wi. No. $1600 System and 2300 System Striping Paints to Apply Rust-Oleum —- 6A940 
Orange "7 0z. 3Bu14 wen Straight 2 to 4" Wide Lines 
Ite 02. ProMarker® Spoked 
Yellow 17 02. 3BU15 Wheel w/Brake Rolatape 6XZ50 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1611 





PAINTING 
Marking & Striping Paint 









No. P No. No. 
4YNX7 traf t ic 4YNX8 4YNY5 
Yellow Marking Yellow Yellow 


Paint Traffic 


Marking 
Pabnt if gel” 








No. 
~ 3EHJG 
Toulene 
No. 
3EHH7 
Item Item 
Color No. No. 
Alkyd Traffic Marking Paint 
Yellow 3EHG1 | 3EHG2 
Bright Red 3EHH4 | 3EHH5 
ety Handicap Blue 3EHGS | 3EHHT 
- . 7 a3 Eby White 3EHG3 | 3EHG4 
Traffic and Zone Marking Paint XS) “Alkyd Traffic Marking Paint, Low VOC 
Blue 4YNY6 | 4YNY7 
Low VOC solvent-based marking ALKYD LATEX ACRYLIC Red 4YNZ1 4YNZ2 
aints are made with acetone. For - igh-viscosi i : salts oat) Ma 
paint MU Heavy-duty, high-viscosity coating Water-based formula for easy Yellow AYNX7 ~~ AYNX8 
striping and re-striping new or old _ jg similar to chlorinated without the cleanup with mild soap and water. —_ Chlorinated Rubber Traffic Marking Paint 
asphalt, concrete, and brick. added rubber. Safe for freshly seal-coated Black SEHF8 | 3EHF9 
White 3EHGS | 3EHG6 
APPLICATION METHOD: Brush, CHLORINATED RUBBER surfaces, new or old asphalt, and yellow 3EHG7 | 3EHG8 
roller or spray machine concrete. Chlorinated Rubber Traffic Marking Paint, Low VOC 
SURFACES: Asphalt. concrete. and Made with real rubber for superior Black 4YNY8 | 4YNY9 
brick propa LONAEKE, A wear resistance. CLEAR ACRYLIC LATEX SEALER White 4YNY2 | 4YNY3 
Waterborne base sealer with semi- Yellow ee 
USES: For parking lots, fire lanes, FAST-DRY LATEX ACRYLIC scerrInIG eure itetar bainicd Fast-Dry Latex Acrylic Traffic Marking Paint 
i Ik Provide quick turnaround and drive- 7 : Black —— 
centerlines, crosswalks, ware- ee lines and can be used to seal new Green = 6GAN6 
house aisles, bike lanes, curbs on time. and old concrete. Low voc. Handicap Blue = 6GAN4 
and medians, roads and highways, ive = ae 
handicap parking, airport runways, TOLUENE SOLVENT Yellow = 6GAN2 
running tracks, and arrows and PAINT Lt aiaasan . Latex Acrylic Zone Marking Paint 
markings For use with alkyd and chlorinated- prac 5 ie Sah 
. andicap Blue 
based zone marking paints. Red 3EHI 3EHJ2 
Whit 3EHH8 | 3EHH9 
DRY TIME AND COVERAGE vallon 3EHH6 3EHH7 
. Alkyd Chlorinated Fast-Dry Latex Latex Clear Acrylic Latex Sealer 
Dry Time: 1 to 2 hr. 30 mins. 1 hr. 1 to 2 hr. 8 hr. Clear Acrylic Latex Sealer —_ 4YNZ3 
Coverage (Linear ft. per 4" Stripe): 420 420 420 480 to 520T Paint Thinner 
t Measured in square-feet. Toluene Solvent Paint Thinner — 3EHJ6 
H rey H TOLEUM 
—— Traffic Zone and Striping Paint = (=RUSTOLEUM 
RUST-OLEUM - a Col ae 
g * yf = 2300 System APPLICATION METHOD: Brush, roller, bulk striping machine Flat eat ae 
= 1-gal. SURFACES: Interior/exterior, old/new asphalt, concrete, and nite oie 
. ac 
6s rer sVOC<100g/L grass Yellow 3XH13 
© TRAPMC tome srmiping FAB Water-based acrylic USES: Commercial parking lots, stadiums, or athletic facilities ed 2RNAQ 
aaa: Blue 4KP51 
large striping jobs White 34UL59 
Black 34UL63 






Ss = including parking lots, DRY TIME AND COVERAGE 


Sa stadiums, and curbs. aT S| Bed sTULe 


“ Dry Time (For Full Traffic): 
No. 34UL59 Coverage (Linear ft. per 4" Stripe): 
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Scan. Order. Done. 
Details on page A1. 





No. 
6GAN1 


White 












Yellow 34UL60 


Blue 34UL61 
Bike Lane Green 34UL64 


Looking for more Line 
Striper Machines? 
We have even more Line Striper 


Machines on pages 1627 and 1628 and 
on Grainger.com® 


1-800-GRAINGER (472-4643) 





GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


No. 
35XU23 


@DUMOND 


® 
Architectural, Industrial and Marine Solutions 


Paint Removers 


Water-based formula. 





Peel Away® 1—Heavy-duty remover 
safely removes up to 30 coats of 
oil-based lead paints in a single appli- 
cation. Nonflammable and nontoxic. 
For wood, brick, stone, and metal. 


pH Surface Test Kit—After surface 
has been stripped, rinsed, and neutral- 
ized, it should be left to dry for a week. 
When the surface is ready, use this kit 
to test pH levels. 4 easy steps. 


Laminated Peel Away® Paper— 
Controls lead-dust dispersal on historic 
restoration and lead remediation 
projects by adding containment of 
lead-based paints and hazardous 
materials. 


Complete Paint Removal Test 
Kit—Includes 4 sample pints, 3 chip 
brushes, 3" plastic scraper and 3 


Citri-Lize™’—Reduces the pH of sheets of laminated paper. 


surface being stripped for good adhe- 
sion of primer/paint. 


Smart Strip'™—Advanced remover 
can remove up to 15 coats of virtually 
any coating from interior and exterior 


Item 
Size No. surfaces. Formulated without methy- 

rae — 30c309 lene chloride and is noncarcinogenic, 
5 gal. 39310: Nontoxic, and noncaustic. Odor-free, 
a ae Paper CH 100% biodegradable with pH neutral 
13°x 300 it Paper, Roll 3ac3ig and has zero VOCs. 
t oz Bag, a 390313. mart Strip™ Pro—Efiectively 
8 oz. Bag 39¢314. ‘removes multiple coatings of oil-based, 
ee — Test Kit 35XU23 wale nest peryes, vanes 

epoxies, urethanes, elastomerics, and 
cae and Color erat aa lead paint from any interior or exterior 
1 gt. 390331 surface. Formulated without methy- 
pir s¢se4— lene chloride and is noncarcinogenic, 
Smart Strip™ Pro noncaustic, and nonflammable. Low 
9 gal. 390334 odor and VOC. 


Graffiti Remover 
ron 


= Graffin Remover 





No. 52JC16 


Graffiti Removers 
SURFACES: Road signs, transit vehicles, lockers, 


No. 49XF28 


Watché@SDog. 


Graffiti Control Products 


desks, glass, mail boxes, and playground equipment G DUMOND. 

Lift Away®—Water-based formula quickly and 

Safely removes most graffiti from nonporous 

and most smooth surfaces in one application. fini 

Biodegradable. Size Brand No. 

: Pe Lift Away® 

Wipe Out®—Dissolves graffiti within 15 to 30 16 0z. Watch Dog 35XU24 

min. Easily and effectively removes graffiti from ge oF. purond aaa 

porous and unpainted masonry surfaces in single Wipe Tea 

application. 0.5 gal. Dumond 49XF28 
5 gal. Dumond 39C340 


All-Purpose Remover—Removes graffiti and dried 
paint in one easy step. Nontoxic and nonflammable. 


All Purpose Remover 
220z. Dumond 39C341 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





PAINTING 
Specialty Cleaners & Paint Removers 





sunnyside sunnyside sunnyside 








No. 5KPY2 No. 5KPY3 No. 5KPY4 
sunnyside 
Item 
Description Size No. 
Lacquer Thinner 1 gal. SKPY2 
Lacquer Thinner, 24g/L VOC 1 gal. 12H845 
Mineral Spirits 1 gal. 5SKPY3 
Xylol 1 gal. 5KPY4 
0 VOC Xylene/Toluene Replacement Solvent 1 gal. 12H847 
Denatured Alcohol 1qt. 20K853 
Denatured Alcohol 1 gal. 20K854 —— al 
Low Odor Mineral Spirits do gal. 44ZU14 
Cleanup Solvent 1qt. 44ZU20 No. 44ZU25 
Muriatic Acid 1 gal. 44ZU25 
"Ce . Ya 
E ff ! No. 
ROCK | 3VZA3 


SOLID” 


Paint so 
ee V aval bal | erat 





ee saa oe 


Paint Hardener 

Non-toxic paint hardener solidifies leftover 
latex and acrylic paints and stains. Provides 
easy and safe cleanup for an environmen- 
tally-friendly disposal. 









Item 
Description Size No. 
Hardens up to 3 gal. 1 Ib. 3VYZ8 
Hardens up to 25 gal. 15 Ib. 3VZA3 No. 21YX75 
Hardens up to 38 gal. 23 Ib. 21YX75 - 
RUSTOLEUM 
333 
S|: ee 
No. 3JR74 
ta RUST-OLEUM 
Paint Thinners a 
Item 
Description VOC Content Size No. 
333 VOC Compliant Thinner for Alkyds and Epoxies 0 g/L 1 gal. 3JR74 
315 Thinner for Lacquer and One-Part Epoxies VOC Free 1 gal. 426J32 
633 Alkyd Thinner for Brush Applications 771g/L 1 gal. 5H887 
641 Alkyd Thinner for Spray Applications 758g/L 1 gal. 5A261 
160 Thinner for Epoxies 884g/L 1 gal. 6A934 
160 Thinner for Epoxies 884g/L 5 gal. 6H217 
165 Immersion Thinner 8319/L 1 gal. 6H076 
190 Urethane Thinner 8699/L 1 gal. 5H949 





PAINTING 
Paint Markers 


Scan. Order. Done. 
Details on page A1. 








ee 


PRO-LINE® Fine 


=| See - Eee 


PRO-LINE® HP 


PRO-LINE® HT 


-9roeo@ =D Ss 


PRO-LINE® WP 


a 


PRO-MAX® 


PRO-LINE® XT 


- ees 


VALVE ACTION® 


Markal® Paint Markers 


Permanent liquid paint markers. To 
choose your “Marking Tool Surface 
Material” go to Grainger.com®, enter 
“Item No.” and use the filter on the 
left side. 


PRO-LINE® Fine—Marks on small 


surfaces and and has a valve-actuated 


tip. 

PRO-LINE® HP—Penetrates through 
oils and greases to dry quickly and 
leaves a bold mark. 

PRO-LINE® HT—Fast-drying paint 
locks in colors and retains some 


> CHOOSE: 
Trade Name Color* 
B, G, LTG, 0, W 
PRO-LINE® Fine BK RY 


B, BK, BN, G, GO, LTB 


PRO-LINE® HP ite oO P PLR.S WY 
B 
PRO-LINE® HT BK 
W.Y 
PRO-LINE© WP B.BKGORS WY 
B. BK. BN, G, GO, LTB, 
PRO-LINE®XT ite gPpPL AS WY 
PRO-MAX® B, BK.0,R. WY 
AL. B, BK, BN, G, GO, LTB, 


LTG, O, P_PL, R, W, Y 


Valve Action® , O, P, 
FLG. FLO. FLP. FLY 


colors that can reach high tempera- 
tures, providing legible marks up to 
2,200°F. 

PRO-LINE® WP—Fast-drying formula 
resists spreading and running when 


in contact with water or water-based 
fluids to leave a bright mark. 


PRO-LINE® XT—Marks on rusty, 
rough, and dirty surfaces. 


PRO-MAX®—Formula dries quickly 
and leaves bold marks. 


Valve Action®—Low chloride and 
xylene-free formula. 


Marking Tool Min. Max. Item Pkg. 
Tip Size Group Temp. Temp. No. Qty. 
Medium O°F 150°F E4354 1 
Fine O°F 150°F E4354 il 
Medium -50°F 150°F H4992 1 
Medium -50°F 2000°F J7225 1 
Medium -50°F 2200°F J7225 1 
Medium -50°F 2100°F J7225 1 
Medium -50°F 150°F H4924 1 
Medium -50°F 150°F H4993 1 
Medium O°F 150°F E4355 1 
Medium -50°F 150°F F8274 1 
Medium -50°F 150°F H4925 1 


* AL = aluminum, B = blue, BK = black, BN = brown, FLG = fluorescent green, FLO = fluorescent 
orange, FLP = fluorescent pink, FLY = fluorescent yellow, G = green, GO = gold, LTB = light blue, 


LTG = light green, O = orange, P = pink, PL = purple, R = red, S = silver, W = white, Y = yellow. 


Gta 


BRITE-MARK® 





RINZ OFF® 


Dykem® Paint Markers 


Xylene-free formula. 


BRITE-MARK®—Quick-drying, oil- 
based permanent paint marks on 
most indoor and outdoor conditions. 
Valve-actuated fiber tip. 


a, 


4 GG. .svezor | 


SUDZ OFF® 


DYKEM 
RINZ OFF® and SUDZ OFF®°— 
Temporary ink markers are for writing on 
untreated and unpainted surfaces which 
require removable ink. RINZ OFF ink is 
removable with water and SUDZ OFF ink 
can be removed with a detergent of pH 
10 or higher. 


Marking 

> CHOOSE: Marking Tool Tool Tip Min. Max. Item — Pkg. 
Trade Name __ Color* Surface Material SizeGroup Temp. Temp. _ No. Qty. 
BRITE- en oe Concrete, Fabric, 
MARK® OPRS. Glass, Metal, Plastic, Medium O°F 350°F D6091 1 

VIEW Y' Rubber, Stone, Wood 

RINZOFF® B,G,R,Y Metal Medium -20°F 150°F J7223 1 
SUDZ OFF® BK, G, W, Y Medium -20°F 150°F J7223 1 


* B = blue, BK = black, BN = brown, G = green, GO = gold, LTB = light blue, O = orange, P = pink, 
R=red, S = silver, VT = violet, W = white, Y = yellow. 


See ah ee sis 


uni@PAINT Paint Markers 


ver PAINT 





Oil-based permanent markers perform well on virtually any surfaces including 


glass, metal, stone, and wood. 


> CHOOSE: Item Pkg. 
Trade Name Color* No. Oty. 
uni@PAINT B, BK, R, W, Y D7946 12 


* B= blue, BK = black, R = red, W = white, Y = yellow. 
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Find even MORE on Grainger.com® 





Fine Tip , J : 
wo * GRAINGER 
ae” APPROVED 
? GA Paint 
” j 
panes Markers 
Tip Removable formula is 
Marking Tool Item Pkg. ideal for use on auto 
on ELE Type Tip -_ Group a ! body panels and wind- 
ite ermanent ine i 2 
PinkRemovable ~~ Wedium 3MHA24_ Shields. Water-soluble 
White Removable Medium 3MHA3 = 4 marks are easy to 
Yellow Removable Medium SMHA4 4 


remove with wet cloth. 


ae 


B® Paintstik® F® Paintstik® 


pili SS — 
Quik Stik® Mini 


ee Fy 


Quik Stik® WS-3/8® Painstik® 


Markal® Paint Crayons 
Quik Stik® Mini—tTwist-up crayons 


To choose your “Marking Tool Surface 
Material” go to Grainger.com® and mark on smooth or rough surfaces. 
Fast drying. 


enter in “Item No.” and scroll down. 
B® Paintstik®—Marks through oily, §WS-3/8® Paintstik®—Water- 
soluble, fine-line marks are easy to 


icy, wet, dry, or cold surfaces. Lead- 
free. Nontoxic. remove. For nonporous surfaces. 


<___thnint Cul Si 
Quik Stik® Large 


F® Paintstik® —Fluorescent formula 
produces high-visibility marks. 


> CHOOSE: Marking Tool Min. Max. Item —— Pkg. 
Trade Name Color* Tip Size Group Temp. Temp. No. Qty. 
a B, BK, BN, G, GY : : 

B® Paintstik® OP PLR WY Large -50°F 150°F H7745 = 12 
F® Paintstik® ap eo Large 50°F 150°F_~=SéséF2784.—=s 12 
Quik Stik® Mini BK RW.Y Medium OF  392°F H4929. 1 
Quik Stik® FLG, FLO, FLY Medium OF 392°F  J5671. 1 
Quik Stik® ae ae Large O°F  392°F Fe799 «1 
WS-3/8® PaintstikK® BK R W.Y Medium 50°F 150°F -H7742.~—«‘12 


* B = blue, BK = black, BN = brown, FLB = fluorescent blue, FLG = fluorescent green, FLO = 
fluorescent orange, FLP = fluorescent pink, FLR = fluorescent red, FLY = fluorescent yellow, G = 
green, GY = gray, O = orange, P = pink, PL = purple, R= red, W = white, Y = yellow. 





Sharpie® China Markers 


Use to mark on many porous and nonporous surfaces including glass, metal and 
plastic. Water-soluble. Erasable with damp cloth. Peel-off paper covering; no 
sharpening required. 


> CHOOSE: Item Pkg. 
Color* Marking Tool Tip Size Group No. Qty. 
BK, R, Y, W Medium F8722 12 


* BK = black, R = red, W = white, Y = yellow. 


FriwA ksi 
ATA A) 


Dixon Phano® China Markers 


Produce bright bold strokes on most porous or non- 
porous surfaces including glass, plastic, film, paper, 
metal, and rubber. Wipe clean. Paper wrapped with tear 
strings for sharpening. 





Trade Marking Tool Item Pkg. 
Name Color Tip Size Shape No. Oty. 
Black Bullet 359X991 12 

Black (Thin Lead) Bullet 35Y042 12 

Phano® Blue Bullet 35Y040 12 
China Green Bullet 30Y041 12 
Marker Red Bullet 35X992 12 
White Bullet 35X993 Iz 

Yellow Bullet 395X994 12 


1-800-GRAINGER (472-4643) 
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PAINTING 
Industrial Markers 





a 


oe ee a 
} HIGH PURITY 44 | 
Ae Las CET fy ee | 





_ i; 
2 aa tis a 
p See ed | 





HIGH PURITY 44 
CROSS CHECK™ Plus 


(Ee 


HIGH TEMP 44 














=< (||TexPen)D « 


TEXPEN® 


TUFF GUY® 


we 
Brand 


Dykem® Industrial Markers 


= Permanent formula HIGH TEMP 44—For marking 

= To choose your “Marking surfaces exposed to high tempera- 
Tool Surface Material” go to tures. Valve-action tip allows tip to 
Grainger.com®, enter “Item No.” be re-inked. 


and use the filter on the left side. SAFE-MARK—NSE Certified for 
CROSS CHECK™ —Highly visible marks = marking food contact surfaces 
indicate loose nuts, bolts, fasteners, used in processing, transporting, 
and assemblies. Color can be viewed or holding food products. Valve- 
in ambient, fluorescent, and ultraviolet actuated locked nib tip. 


light. TEXPEN®—Siainless steel ball tip 
CROSS CHECK™ Plus—Provides allows medium and broad marks 
enhanced visibility in aviation mainte- and writes through grease, oil, and 
nance applications. underwater. 


HIGH PURITY 44—Valve-action tip TUFF GUY®—WMakes clear, crisp 
allows tip to be re-inked. For surfaces marks and is resistant to most cool- 
where degradation or contamination is ants and cutting fluids, degreasing 


a concern. baths, and other industrial 
chemicals. 
Marking 
> CHOOSE: Tool Tip Min. Max. Item Pkg. 
Trade Name Color* Size Group Temp. Temp. No. Qty. 
‘i B, G, 0, R, Y Medium -20°F 400°F 1 
CROSS CHECK GY PW = 0°F 400°F G8789 { 
B Medium 120°F -4°F 451G25 1 
CROSS CHECK™ Plus P Medium 0°F 400°F 53D2Z13 1 
¥ Medium 0°F 400°F 53DZ12 1 
HIGH PURITY 44 B, BK,R,W,Y = Medium -20°F 150°F J7227 1 
B, BK, G, W Medium — 2000°F 1 
HIGH TEMP 44 Y edi = 900°F J7226 1 
SAFE-MARK BK Medium -20°F 475°F 6RRF2 1 
B, BK, G, 0, ; ° ° 
TEXPEN® R, W, Y Medium 0°F 450°F D6087 1 
BK, R, W, Y Fine 0°F 450°F G8786 1 
B, BK, G, W Medium -20°F 150°F 1 
dene RY Medium 0°F 3007 ‘(98788 


* B = blue, BK = black, G = green, GY = gray, O = orange, P = pink, R=red, W = white, Y = 
yellow. 


ees 


DURA-INK® 25 





DURA-INK® 20 





Wal iin m 


DURA-INK® 200 


DURA-INK® Industrial Markers OURA-(NK 


Permanent ink marks on surfaces such as cardboard, glass, metal, plastic, and 
wood. No. H5002 is retractable. 





CHOOSE: Marking Tool Min. Max. Item Pkg. 

Trade Name Color* _TipSize Group _Temp. Temp. No. Qty. 
DURA-INK® 20 BK, R Fine — — H5002 1 
DURA-INK® 25 BK Medium U"F 130" 2F928 1 
DURA-INK® 200 B,BK,G,R__Extra Large U"F _— E5675 1 


* B = blue, BK = black, G = green, R=red. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Se) mea) Paint ==: 


GA Industrial Markers 


GRAINGER 
APPROVED 


Work well on most surfaces including cardboard, ceramic, glass, metal, paper, 


plastic, rubber, and wood. 


> CHOOSE: Marking Tool Max. Item Pkg. 
Trade Name Color* Tip Size Group _ Temp. No. Qty. 
Industrial Marker _B, BK, G, O, R, W, Y Jumbo 95°F G7375 1 


* B = blue, BK = black, G = green, O = orange, R = red, W = white, Y = yellow. 





<< SS. 


Fine Tip 
No. 4AZL1 


Jumbo Tip 
No. 2LTH3 


Sharpie® Industrial Markers 


Quick-drying, fade- and 
water-resistant. 


Industrial—Withstands 
extreme heat without 
fading. Creates detailed 
lines on metal, glass, film, 


Chisel Tip 
No. 1JU73 


Medium Tip 
No. 5TCE8 


Sharpie 


Magnum—Jumbo tip produces clear lines on 
plastic, wood, stone, foil, metal, corrugate and 
leather. For moist, wet, and oily surfaces. 


Professional—Works well on wet, oily, and 
abrasive surfaces. For labeling tools and marking 
concrete or equipment. 


and plastic. Marking 
: - CHOOSE: Tool Tip Item Pkg. 
King Size—Creates Trade Name Color* SizeGroup No. Qty. 
clear lines on plastic, Industrial BK Fine 4AZL1 12 
: Magnum B Jumbo 2LTH4 12 
wood, stone, foil, metal, —Viagnum BK Jumbo 9LW82__12 
corrugate, and leather. Magnum R Jumbo 2LTH3 12 
For moist, wet, and oily Professional BK Medium 5TCE8 12 
surfaces Single-Color Markers BK Chisel 1JU73— 1 
; * B = blue, BK = black, R = red. 
Dies Tees = 


DURA-INK® 5 


ee 


DURA-INK® 15 


ell 
a eta 


DURA-INK® 55 





<<a) ein i 


DURA-INK® 80 





Red-Riter® 


+ | 


DURA-INK® WashAway™ 








DURA-INK® 5—Extended micro tip is 
for marking through drill holes, mount- 
ing brackets, and hard-to-reach areas. 
For use on cardboard, fabric, glass, 
metal, plastic, and wood. 


DURA-INK® 15—Fine bullet tip is 
good for layout work and parts iden- 
tification. Works well on cardboard, 
fabric, glass, metal, plastic, and wood. 


DURA-INK® 55—Chisel tip produces 
fine and broad markings. For use on 
cardboard, glass, metal, plastic, and 
wood. 


> CHOOSE: 

Trade Name Color* 
DURA-INK® 5 BK 
DURA-INK® 15 B, BK, G, R, S 
DURA-INK® 55 B, BK, G, R 
DURA-INK® 80 BK 
DURA-INK® Washaway™ B, G, P 
Red-Riter® Welders Pencil R 
Silver-Streak® Metal Marker 5 


Silver-Streak® 


Markal® Industrial Markers 


DURA-INK® 80—Valve-actuated tip 
provides on-demand ink for smooth, 


continuous use. For use on cardboard, 
fabric, glass, metal, plastic, and wood. 


DURA-INK® WashAway™—For 
temporary markings and removes 
easily with dry rag, towel, or eraser. 
Use on metals and glass. 


Red-Riter® and Silver-Streak®— 
Create torch-resistant markings that 
will not rub, burn, or blow off. For 
metal layout and fabrication. 


* B= blue, BK = black, G = green, P = pink, R =red, S = silver. 


Marking 
Tool Tip Item Pkg. 
Marker Type Size Group No. Oty. 
Permanent Fine 45CG95 1 
Permanent Fine F2808 1 
Permanent Fine J7230 1 
Permanent Medium 3LKJ9 1 
Removable Fine J7229 1 
Permanent Fine 32PK95 12 
Removable Medium 1XEG4 1 





PAINTING 
Paint Brushes 


Scan. Order. Done. 
Details on page A1. 









No. 1TTX2 


PREMIER * rey: GRAINGER 
S>>->” APPROVED 


Chip Paint Brushes 


Chip Paint Brushes are generally disposable brushes for touch ups or one-time 
use projects. Besides paints and coatings, the durable brushes with China 
bristles will hold up to epoxies, glues, resins, stains, paint removers, cleaners, 
and oils. See Grainger.com® for a full assortment of brushes. 








<3 * 


GRAINGER 
APPROVED WOOSTER. 


1XRJ5 


MICHIGAN 


Flat Sash Paint Brushes 


MANUFACTURING COMPANY, INC. 


Brush Brush Bristle Bristle Bristle Handle Item 
Size Thickness Length Material Stiffness Material Brand No. 
All Paints and Coatings 
ue Ya 1 Hog Hair Soft Wood Premier 52CN23 
il Ve 1¥," China Hair Soft — Unfinished Wood 1TTX1 
2" Vie" 1¥," China Hair Soft Unfinished Wood GA 1TTX2 
2V," 3" 1%" China Hair Soft — Unfinished Wood GA 1TTX3 
3 ¥" 1%," China Hair Soft — Unfinished Wood GA 1TTX4 
4" ¥" 13/4" China Hair Soft Unfinished Wood GA 5CJG9 


Use Flat Sash Paint Brushes, or trim brushes, to paint trim and smaller, detailed 
areas. The end of the bristles (known as the sash) are square, or flat, for cutting 
in the more delicate trim work. See Grainger.com® for a full assortment of 
brushes. 





No. 14C531 





GA GRAINGER cl : 
APPROVED WOOSTER. 4..°32.+ 


Angle Sash Paint Brushes 


Use Angle Sash Paint Brushes, or trim brushes, to paint trim and smaller, 
detailed areas. The end of the bristles (known as the sash) are trimmed at an 
angle or angular. These brushes are used for cutting in the more delicate trim 
work. See Grainger.com® for a full assortment of brushes. 


Brush — Brush Bristle Bristle Bristle Handle Item 
Size Thickness Length Material Stiffness Material Brand No. 
All Paints and Coatings 
VES Ya 1%" Hog Hair Soft Lacquered Walnut Osborn 33PP65 
1%" Ve" 2%" Polyester Soft Plastic GA 1XRJ5 
2" V6" 2/6 Polyester Soft Plastic GA 1XRJ6 
ov" Tf 215/6! ie Firm Sealed Maple Wood Wooster 3UW45 
a Me 2'"e' Polyester Soft Plastic GA 1XRJ7 
4" 7 3/6" Polyester Soft Plastic GA 1XRJ8 
4" 7 31/6! Oe Firm Plastic Wooster 3UW36 
43/4" 1%" 25/4" China Hair Firm Threaded Hardwood Wooster 14A036 
5Y" 1%" 344" China Hair Firm Threaded Hardwood Wooster 14A037 
6" 16" 2'%6 ‘China Hair Firm Sealed Maple Wood Wooster 38UX31 
Latex Based 
Z Va 2%6 Polyester Soft Plastic GA 1XRJ3 
a V6" 2/6 Polyester Soft Plastic GA 1XRJ1 
4" Ye" 21/6" Polyester Soft Plastic GA 1XRJ2 
Oil Based = 
Vis %'  CamelHair Soft Wood Meenigan 39AR72 
i Ve 2%" Polyester Soft Plastic GA 1XRH4 
2" yy" 26° China Hair Soft Plastic Wooster 3UW22 
3 Ne" 3/6" Polyester Soft Plastic GA 1XRH6 
4" 7 316" Polyester Soft Plastic GA 1XRH7 


Brush Brush _ Bristle Bristle Handle Item 
Size Thickness Length Bristle Material Stiffness Material Brand No. 
All Paints and Coatings 
il ¥" 2" Polyester Firm Sealed Wood GA 1XRL1 
1" ¥" 2%6 Synthetic Bristle Soft Plastic Wooster 38UX44 
1%" VY" 2/6 Polyester/Nylon Firm Hardwood Purdy 14C530 
2" Ve" 2'Ve' Polyester/Nylon Firm Plastic Wooster 3UW38 
2" ¥e" 21/6" Nylon Soft Sealed Maple Wood Wooster 6KD64 
2¥2" Us 3/6 Polyester/Nylon Firm Sealed Maple Wood Wooster 3UW42 
a ¥e" 3%6 Polyester/Nylon Firm Hardwood Purdy 140531 
3 7 3/6 Polyester/Nylon Firm Sealed Maple Wood Wooster 3UW43 





No. 33PP83 


Round Sash Paint Brushes eosteray 


Round Sash Paint Brushes, or round trim brushes, have blunt, tapered tips with 
soft edges. Ideal for painting small trim areas or for a variety of faux and deco- 


rative finishes. See Grainger.com® for a full assortment of brushes. 


Handle Item 
Brush Size Brush Thickness Bristle Length Bristle Material Material No. 
All Paints and Coatings 
#14 7% in 2 Vein China Hair Wood 33PP78 
#4 Me in 1% in China Hair Plastic 33PP82 
#8 Me in 2 Ain Nylon Wood 33PP77 
#8 Me in 2% in China Hair Plastic 33PP83 
1616 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 





No. 38UX23 


SED wooster 


Wall Paint Brushes 


Wall Paint Brushes, or general-purpose paint brushes, are large, flat brushes 
for painting bigger interior or exterior surfaces, including walls, ceilings, floors, 
chimneys, and more. See Grainger.com® for a full assortment of brushes. 


Brush Bristle Bristle Bristle Handle Item 
Brush Size Thickness Length Material Stiffness Material Brand No. 
All Paints and Coatings 
2" 6" 2 V4" Polyester Firm Plastic Osborn 33PP74 
3" Ye 21%6"  ChinaHair Soft Manis Wood Wooster  3UW17 
4" RI" 3/6 Polyester Firm Plastic Wooster 38UX23 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


PAINTING 
Paint Brushes 





Hobby & Crafts 
Brushes 


fwe carnet hair 6 pure Oriste 


No. 2AJT1 No. 2AJR4 





WOOSTER. 
Artist Paint Brushes 


Artist Paint Brushes are finer paint brushes for artist-quality lettering and detail- 
ing. Choose from a variety of smaller brush sizes. See Grainger.com® for a full 
assortment of brushes. 


Brush Bristle Bristle Handle Item 
Brush Size Thickness Bristle Length Material Stiffness Material No. 
Oil Based 
(1) Each 2 Flat (4). 7mm 10.0mm, 13.0mm 
pristle, Camel #2 (2)2.0mm, —19.0mm, 240mm, CAM@! soft Wood = ANT 
V4" Flat Vo" Flat. (2) 4.0mm 25.5mm 
Ya" 4mm 25.0mm Ox Hair _ Soft Plastic 2AJR4 







* GRAINGER 
APPROVED 


Bent Radiator Paint Brushes 


Bent Radiator Paint Brushes are specifically shaped to paint hard-to-reach areas 
behind pipes, furniture, and other fixtures. The sash is positioned at a 45° angle 
on a long handle. See Grainger.com® for a full assortment of brushes. 


No. 6GNCES 


Brush Bristle Bristle Handle Item 
Brush Size Thickness Length Bristle Material Stiffness Material No. 
All Paint & Coatings 

13%" /e' 1'%e6" Synthetic Bristle _ Soft Wood 6NCE8 
2¥2" Yo" 24%" Synthetic Bristle Soft Wood 6NCFO 
27" Ya" 2%" Synthetic Bristle Soft Wood 6NCF1 
ee Ae" 2Ve' Synthetic Bristle Soft Wood 6NCE9 
Z V6" 26° China Hair Soft Unfinished Wood 1TTV9 
2 Wie 26° China Hair Soft Unfinished Wood  1TTW1 





No. 39AR80 


MICHIGAN 


Paddle Paint Brushes 


Ideal for painting both broad marks and edges. Ideal for spreading thick colors 
over large surface areas. Makes a great finishing brush for faux finishing proj- 
ects. See Grainger.com® for a full assortment of brushes. 


Brush Bristle Bristle Handle Item 
Brush Size Thickness Bristle Length Material Stiffness Material No. 
All Paints and Coatings 
Ye" x 1" 7s" 1" Hog Hair Firm Wood 39AR79 
ya" 3/4" 13" Hog Hair Firm Wood 39AR80 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


MANUFACTURING COMPANY, INC. 





No. 33PP84 


Oval Sash Paint Brushes Bosborn | 


Oval Sash Paint Brushes, or oval trim brushes, have thin, round bristles and 
produce a soft, fuller edge. Great for precise cutting and edging for trim and 
contoured surfaces. Commonly used on window frames, edges, and other 
narrow areas. See Grainger.com® for a full assortment of brushes. 


Brush Bristle Bristle Handle Item 
Brush Size Thickness Bristle Length Material Stiffness Material No. 
All Paints and Coatings 
#2 Y" 15%" China Hair Soft Plastic 33PP84 
Oil Based 
#2 Yn" 15" China Hair Soft Wood 33PP81 





No. 39UU55 


Stencil Paint Brushes WOOSTER. 


Stencil Paint Brushes are designed with stiff, densely packed bristles for 
smooth, complete coverage. Short, rounded handles cradle in the palm of the 
hand while dapping paint or ink through a stencil. See Grainger.com® for a full 
assortment of brushes. 


Handle Item 
Material No. 


Bristle 
Stiffness 


Brush Bristle 
Brush Size Thickness Bristle Length Material 


All Paints and Coatings 


#6 He" 21546" China Hair Sott oe 38UX55 
#8 He! 21546" China Hair Sott re 39UU55 
#10 He" 21546" China Hair Sott eet 39UU56 





No. 1XRK1 


* GRAINGER 
Foam Brushes APPROVED WOOSTER. 


Get smooth, even coverage with economical foam paint brushes. Foam paint 
brushes have handles like ordinary paint brushes, but the bristles are replaced 
with a dense foam head. Brushes are reusable or disposable. 


Brush Bristle Bristle Handle Item 
Brush Size Thickness Length Bristle Material Stiffness Material Brand No. 
All Paints and Coatings 
EBC Te 6" Foam Soft Unfinished Wood GA  1XRK4 
T V6" 1%" Polyurethane Foam — ‘Firm Wood Wooster 38UX04 
1" %6" 1%" Foam Soft Unfinished Wood GA 1XRJ9 
2" V6" 2" Polyurethane Foam _ Firm Wood Wooster 38UX05 
2" 6" 2%" Foam Soft Unfinished Wood GA 1XRK1 
a V6" 2" Polyurethane Foam _ Firm Wood Wooster 38UX06 
a V6" 2%" Foam Soft Unfinished Wood GA 1XRK2 
4" Ve" 1%" Polyurethane Foam _ Firm Wood Wooster 39UU40 
4" V6" 2%" Foam Soft Unfinished Wood GA 1XRK3 








PAINTING 
Paint Roller Covers & Frames 


Scan. Order. Done. |= 
Details on page A1. 


ari 
—— 
—x_ 





Find these and other Purdy 
products on Grainger.com 


Golden Eagle™ 
Colossus™ 


Purdy: 
PROFESSIONAL PAINTING TOOLS 


Parrot™ Ultra Finish® 


Lambskin 


Purdy 
PROFESSIONAL PAINTING TOOLS 


Paint Roller Covers 





No. 14C561 = Polypropylene core 
= For use with water- and oil-based paints 
White Dove™ - Features a high-density woven 
a cover for a high quality, smooth, lint-free finish. 
_ Marathon™ - High-density nylon polyester 
cover material. Durable roller cover for main- 
No. 54JF67 


tained performance over time. Last longer, 
paints further, and provides a smoother finish 
with less lint. 

1s! ) Contractor First™ - Medium-density nylon 
polyester cover material. Solid paint pick-up 
and release. Made of 100% medium-density 





No. 54JF61 

material for good production and quick clean-up. 

Great for rolling many of today’s higher viscosity 

oil-based finishes. 

Item Pkg. 
Surfaces L Nap No. Qty. 

White Dove™ 
Paint Roller Cover 
Very Smooth to Smooth ch Yq 140561 1 
Smooth to Semi-Smooth 4" Ye" 19ZN48 2 
Smooth to Semi-Smooth g Ye" 6YAH7 1 
Smooth to Semi-Smooth 13 ye" 140562 1 
Semi-Rough ch ya" 6YAH9 1 
Semi smooth to Semi-Rough 4" Yn" 19ZN49 2 
Mini Paint Roller Cover 
Smooth to Semi-Smooth AY," Ye" 140540 2 
Semi Smooth to Semi-Rough Ay," Ya" 140541 2 
Marathon™ 
Paint Roller Cover 
Smooth to Semi-Smooth g" Ye" 54JF67 1 
Smooth to Semi-Smooth 18" ¥3 54JF64 1 
Smooth to Semi-Smooth AY," Ye" 54JF70 2 
Semi-Rough g" Sa 54JF69 1 
Semi-Rough 18" ya 54JF66 1 
Semi smooth to Semi-Rough g" Yn" 54JF68 1 
Semi smooth to Semi-Rough 18" Ai 54JF65 1 
Semi Smooth to Semi-Rough Ay," ya 54JF71 2 
Mini Paint Roller Cover 
Semi-Rough 4 Yq" 54JF72 2 
Semi Smooth to Semi-Rough 6%." VY," 54JF76 2 
Contractor 1st™ 
Paint Roller Cover 
Smooth to Semi-Smooth g" ye" 54JF61 1 
Smooth to Semi-Smooth 18" ye" 54JF60 1 
Semi-Rough Q" ya" 6YAJ2 1 
Semi smooth to Semi-Rough g Vy" 6YAJ1 1 
Rough Q" il 54JF62 1 


Purdy 
PROFESSIONAL PAINTING TOOLS 


Purdy Roller Frames 


Revolution Premium roller cover frame is 
lightweight and durable. Quick Connect feature 
allows connection to any acme threaded pole. 
Features easy roller cover release. 


Premium Adjustable fits all standard roller 
covers from 12” to 18”. Universal threaded end 
is compatible with all extension poles. 

Jumbo Mini roller frames fit all 4.5” and 6.5” 
jumbo mini roller covers. No. 140551 is with 14” 
and No. 52JJ13 is 22”. 


No. 14C549 
| , No. 140550 . | 


1618 





Item 
Description Roller Length No. 
Paint Roller Frames 
Revolution g" 140549 
Premium Adjustable 12 to 18" 140550 
Jumbo Mini 4% and 6%" 140551 
Jumbo Mini 4¥2" and 6/2" 92JJ13 


GRAINGER. 


ITT 








Find even MORE on Grainger.com® 


2 real 
Find these and other Wooster woosTEeR 
products on Grainger.com 
50/50™ Cirrus™ 

American Epoxy Glide™ 


Contractor™ Lambswool 100™ 
Candy Stripe™ Painter's Choice™ 


Painter's Solution™ 
Super Doo-Z™ 
Super/Fab® 









No. 
3UWG67 = a 

No. al Ht 
367174 





a sind SEE) oe wer 
Paint Roller Covers WOOSTER. 


Super/Fah® Knit - Provides exceptional capacity with all flat or satin paints, 
stains, and waterproofing. Resists matting for complete coverage and smooth 
results. Polypropylene core resists water, solvent, and cracking. 

Pro/Doo-Z® Woven - Shed- resistant for all paints, enamels, primers, 
urethanes and epoxies. High-density white fabric stays resilient, resists matting 
for a smooth, professional finish. Double-thick polypropylene core resists water, 
solvents and cracking. 

Mohair Blend™ - Shed-resistant mohair fabric for enamels, varnishes, 
urethanes, epoxies, and floor coatings. Minimizes directional fabric qualities and 





Item Pkg. provides good production and cover- 
siperane L__Nap__No.__Qty. —_ age. Polypropylene core resists water, 
Paint Roller Cover solvents and cracking. 

Ya Hy ™ H H 
Sert-Smooth i % sBUYt0 5 Micro Plush™ - Professional white 
pom omocth g % 3UW67 1 microfiber fabric, for all paints and 
fo RoUGh” 9° %' 39UU03 1 — enamels, delivers a very uniform, even 
a 14" 3%" 32UU90 1 finish. Double-thick polypropylene 
Semi-Rough ie SA-aavaa core resists water, solvents, and 
to Rough ; cracking. 
Semi-Rough g"  Y 3UW68 1 
Semi-Rough 14° Y 5SMPRI 1 
Semi-Rough 18° ¥% 2GTR6 1 
Rough 4" ¥ ~3SUW69 1 Item Pkg. 
Rough "__¥4 3UW70 1 Surfaces L Nap No. Qty. 
Mini Paint Roller Cover Mohair Blend™ 
Semi-Smooth 4Y" Ye 3WA80 1 Paint Roller Cover 
zene omoctn 64%" ¥ 39UU33 1 amooth if oh oe 
emi-Roug A, " moot "V4" 38UX84 
to Rough 6" M4" S8UU79 2 Smooth 12” va" 38UX83 1 
Semi-Rough AY" Yo" 3WA81 2 Smooth 18" 4 3UW64 1 
Rough AY" Ys 6OWB47 2 Smooth 642" Ys" 361239 1 
Pro/Doo-Z® Mini Paint Roller Cover 
Paint Roller Cover Smooth 4V" Va 3WA82 2 
Smooth 9" Ye 3UW78 1 Micro Plush™ 
Smooth 18° Ye SUW/7 1 Paint Roller Cover 
Semi-Smooth 18" 4%’ 3UW79 1 Smooth 9"  %e6' 38UX77_ 1 
Semi-Rough g'Y 3UW81 1 Smooth 14" %e 32UU91 1 
Medium g"  ¥% 3UW80 1 Smooth 18" %e 39UU21 1 
Mini Paint Roller Cover Mini Paint Rollers 
Semi-Smooth AY," %' 3TA37 2 Smooth AY" Ye 39UU53 2 
Semi-smooth 6%" ' 6GNE87 2 Smooth 6%" Ae 39UU52 2 
W T 
___. «Wooster ~—_ woosTER. 
——| —~ Roller Frames 
— Sherlock® Quick release retaining 
spring prevents roller slippage, yet allows 
easy, one-rap removal. 
Acme® Good quality for great price. 
Jumbo Koter™ Solvent-resistant plastic 
No. No. No. cage and extra-smooth rolling action. 
3UW50 38UY19 3WA86 iia 
Description Roller Length Style No. 
Paint Roller Frames 
Sherlock® 4" Cage 38UY27 
Sherlock® v Cage 367206 
Sherlock® g" Cage 3UW50 
Sherlock® 14" Cage oMPR8 
Mini-Koter™ 4" Cageless 38UY23 
Acme® i 4 Wire Cage 38UY19 
Acme® g" 5 Wire Cage 38UY18 
Mini Jumbo-Koter®™ 4% and 62" Cage 3WA86 
Painting Extension Poles 
Sherlock GI® Convertible” 1 to 2 ft. Length 2ZHR7/ 
Sherlock GI® Convertible™ 2 to 4 ft. Length 1EKL1 
Sherlock GI® Convertible™ 4 to 8 ft. Length 1EKL2 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® PAINTING 
Find the Wy. Find Solutions. Find Great Prices. Paint Roller Covers & Frames 





Find these and other Premier 
products on Grainger.com 


HOME-PRO® Mohair PREMIER® PLUS 
Little John PREMIER® MICROFIBER ULTRA-MICRO™ 


No. 48WMO6 


Roller Covers SHUR-LINE 


Foam rollers are ideal for ultra smooth surfaces such as cabinets and doors. 
Knit covers provide best coverage. Woven covers provide best finish. Microfiber 
covers provide the best of both worlds, resulting in the best coverage and best 





Na" GENERAt ( 











- PURPOSE Urs finish. 
No. 29UT35 Item Pkg. Item Pkg. 
; , Surfaces L Nap No. Qty. Surfaces L Nap No. Qty. 
Foam Microfiber 
Mini Paint Roller Cover Paint Roller Cover 
Smooth 4" NoNap 54HR60 2 Semi-Smooth 9" ¥e"  39AN09 1 
All 4" NoNap 39AN28 10 Semi-Smooth 9" ¥s"  39AN10 3 
All 6" NoNap 39AN33 4 Semi-Smooth 9" %e 52/013 1 
High Density Knit Fabric Mini Paint Roller Cover 
Paint Roller Cover Semi-Smooth 4" ¥s"  A8WL85 2 
cent Semi-Smooth — 3’ 3%" A8WL89 2 Semi-Smooth 6" 3%" A8WL86 2 
a 4° 3/1 Gis Semi-Smooth 4"  %" 48WL90 2 Woven Fabric 
ee em No. 29UT21 Semi-Smooth 9" _-%"—« 48WM13 3 Paint Roller Cover 
Semi-Rough 9" Yo" A8WMO06 1 Smooth Q" Y"  A48WMO04 1 
No. 24K680 Semi-Rough 9°  %" 48WMO9 3 Smooth gy % ~ A8WM12 3 
Rough Q" ¥s" 48WMO7 1 Semi-Smooth 9" ¥e' = 2011 1 
: Rough Q" 1" 48wmMos 1 Semi-Smooth 9" ¥e' = 62JC12 3 
your _— smoot Semi-Smooth 9" % 48WM05 1 Mini Paint Roller Cover 
waite ey i= cee 


Mini Paint Roller Cover Semi-Smooth 4' ¥"  39AN29 10 
Smooth 3" Y%"  52GZ11 


= 


2 


Semi-Smooth 6" Ye" 39AN3S2_ 6 


PaeorectkiehAl 
|) 
fi | tw 


arch DENSITY PFOA 
4° Misi Meher 


aA TO BEACH ABLAD 


CRLWG Ld AEG) dL, RT 


a 





No. 6LFG9 





Item Pkg. No. 12G317 
Surfaces L Nap No. _ Qty. 


Paint Roller Cover 











Seth g’ 4" 29UT35 1 SHUR-LINE 
moo 4 
Semi-Smooth 4" %' 5SCVP3 1 - 
_— Samsmoct 99 1urn2 1+ | Paint Roller Frames 
= i 
— sa I | span file eaten 
Premier re re 
I Generations of Onality Craftemanship [om = F it rT 5 
Semi-Rough _18" _2'_34AN74 1 Fame Conor Gnp rand 6" 1975 39AN34 
Roller Covers i a Frame w/ Comfort Grip4-and 62475" 30ANSE 
moot "Sie" rame w/ Comfort Grip and 6" o 
Smooth 7’ Ye 24K670 1 Paint Roller Frame 
STANDARD ROLLER COVERS Smooth 9" 3% 2QUT24 1 Cage ‘s 11% S4HRS5 
He age 
General Purpose - Quality polyester smooth 18" “ie SZJE2 ane 9! 1D" 490318 
Beg Semi-Smooth 4° %" 6LFH4 = 14 Cane 9! +475" 190317 
fabric with polypropylene core withstands Semi-Smooth 7° 34° 24K671 1 Cageless 5 i RaHRSD 
water and solvents. Use with all paints and =_Semi-Smooth__9" 6" _1UFL7__1 Cage w/ Comfort Grip 9 1975" —— 30AN13 
j . . Semi-Rough 9° % 1UFL8 1 
Woven-Pro® - Fine blend of woven fabric _Semi-Rough _7"_4"_24K672__ 1 
provides maximum protection against semi-Rough 4" 2’ 29uT25 
au . Semi-Rough 18° % 3ZJE4 1 
shedding. Lint-free finish on smooth, SEMI- ~ Rough gy," 29UT26 4 
smooth and semi-rough surfaces with all Kodawool® 
. . VAL 
paints, enamels, and varnishes. Woven smooth 4 29ur21_ 4 
nee: Smooth g" 4" 29UT22 1 ar 
fabric is designed for maximum paint Smooth 7 yj; 34AN711 fi remieor’ 
pick-up and release. Heavy-duty polypro- Semi-Smooth r # 24K674 ery Se Eh 
; emi-Smoot " 3" 24 = 
pylene core withstands water and solvents. Semi-Smooth 9°" 1UFL5 1 Premier Roller Frames 
Kodawool® - Blend of polyester and Semi-Rough _4"_-"_24K678 1 ; | 
knitted wool designed for maximum paint sem rouah 1 east | Mo. 290779 Is a 3° standard 4-wire 
pick-up and release. One-coat coverage  ~Semi-Rough 7" 4" 3aAN721_ | CA9E frame. ; | 
with oil as well as latex paints. Ideal for Rough 4" 3" 24K679 1 No. GLFH5 is 4” standard 4-wire cage 
paints, stains, urethanes and cements. ao if ia ange frame with metal ferrule. 
Heavy-duty polypropylene core withstands =~ Rough 18" % 24K684. 1 No. 20UT70 is a 9” professional heavy- No. 29UT70 
water and solvents. sae beat , es 1%" 24K677 1 duty cage frame with plastic handle. 
int Faint Roller Gover 
MINI ROLLER COVERS White-Woven® Overall Item 
White-Woven® - Shed-resistant for a lint _Smooth Ve SAIN22 2 | perception Length No. 
free application and minimal splatter. smoot to nO 9 SAIMZ1 2 3° Roller Length ii 20ur79 
: 5 ‘ ; 1 "Roller Len : 
High-Density Domed Foam - Provide ‘Semi-Smooth —6¥e 54JM20 2 9°Roller Length 7345" DOUTT0 
an extremely smooth finish with all paints, nmi y re >9UTi6 2 Fainting Fxtension Poles = AONE? 
urethanes, adhesives, varnishes, enamels ~~ Smooth 4" 6LFG9 10 3 to b Tt Fength aa 40NE75 
and stains. Smooth 6%" 29UT19 10 4 to 8 ft. Length — 40NE81 
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PAINTING 
Paint Roller Covers & Frames and Finishing Tools 


Scan. Order. Done. 
Details on page A1. 














; fo. a 
No. 403T20 
No. 415M68 
> 4 GRAINGER No. 403T10 
APPROVED 


Paint Roller Covers 


For use with all paints and stains. Features a poly- 
propylene core. Superdurlon have polyester roller 
material. Superlon and Woolmax both have acrylic 


roller material. 





Surfaces Nap L 
Superdurlon 
Mini Paint Roller Cover 
Smooth 3%" 4" 
Smooth 34" 6" 
Paint Roller Cover 
Smooth 34" 4" 
Smooth 34" 9" 
Semi-Rough 5a" 4" 
Semi-Rough ya" g" 
Superlon 
Mini Paint Roller Cover 
Smooth 3%" 4" 
Paint Roller Cover 
Smooth 34" 4" 
Smooth 34" g" 
Semi Smooth to Semi-Rough =" 4" 
Semi Smooth to Semi-Rough =" g" 
Semi-Rough 5/4 g" 
Rough Yq" 4" 
Woolmax 
Mini Paint Roller Cover 
Smooth 34" 4" 
Smooth 34" 6" 
Smooth 34" 6" 
Semi-Smooth yy," 4" 
Semi Smooth to Semi-Rough =" 4" 
Semi Smooth to Semi-Rough =" 6" 
Semi Smooth to Semi-Rough — 1%" 6" 
Semi-Rough 5a" 4" 
Paint Roller Cover 
Smooth 34" 4" 
Smooth 34" Q" 
Semi Smooth to Semi-Rough 1" 4" 
Semi Smooth to Semi-Rough =" g" 
Semi-Rough 5a g" 
))\ 
— ee | 
No. sS — 
1UFNS ~~ 
* GRAINGER 
APPROVED 


Paint Roller Frames 


Description 

Paint Roller Frames 

Mini Paint Roller Frame and 
Cover - Cage Style %" Nap 
Paint Roller Frame - Cage Style Plastic Handle 
Paint Roller Frame - Cage Style 
Soft Rubber Handle 

Painting Extension Poles 
Universal Thread - 2 to 4 ft. 
Universal Thread - 4 to 8 ft. 
Universal Thread - 6 to 12 ft. 
Universal Thread - 8 to 16 ft. 


1620 GRAINGER. 
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Item 
No. 


403720 
415M64 


415M68 
415M65 
403110 
403116 


422W54 


403119 
403721 

403717 
403722 
415M66 
415M67 


403711 

403T23 
422W53 
415M69 
403712 
403118 
403113 
403724 


422W55 
422W52 
403714 
403T09 
403115 


Pkg. 
Qty. 


No. 
1UFN3 


Roller 
Length 


4 
9" 
g" 


Item 
No. 


1UFNS 
1UFN3 
1UFP2 


1UFN6 
1UFN7 
1UFN8 
1UFN9 


Find even MORE on Grainger.com® 









No. 2FDK5 


No. 2FDK7 





No. 2FDK3 


4 No. 3KMN2 





ia cr 
rou tr 
Cael 
tr oe Or 
cuneitelcey 
Tae hae h © 
re tr se 
Tanea bea baahe 


* 


HANDy * 


Paint Prodiicts 


HYDE: 





ee: 


No. 38X891 


Painting and Finishing Tools 


Description 
Painting Tools 
Pail Lid Opener 
Paint Grid For Use With 5 gal. Buckets 
Paint Grid For Use With 1 gal. Paint Cans 
Paint Can Opener 
Paint Can Hook 
Paint Stir Stick, Red Plastic 


Paint Trim Guide, ABS w/ Stainless Steel 12" Blade 
Paint Trim Guide, ABS w/ Stainless Steel 24" Blade 


Paint Grid For Use With 1 gal. Paint Cans 
Paint Grid Wire For Use With 5 gal. Buckets 
Painters Tool 5-In-1, Brass/Nylon 

Painters Tool 10-In-1, TPE with Metal Inlay 
Paint Brush and Roller Cleaners 

Paint Brush and Roller Cleaner 

Handle with Grid 

Paint Brush and Roller Cleaner 

Painting Mitts 






No. 2GTU2 


No. 48WL91 









Painting Mitt - Synthetic Lambs Wool, White 
Painting Mitt - Synthetic Lambs Wool, Natural 
Paint Edgers and Refills 

Paint Edger - Blue 

Paint Edger Refill - White 

Applicator w/Comfort Grip Handle and Tear Resistant Pad 
Pad Refill for 126334 

Applicator w/Comfort Grip Handle and Beveled Pad 
Applicator w/Comfort Grip Handle and Beveled Pad 
Pad Refill for 39AN18 

Pad Refill for 39AN20 

Applicator w/Comfort Grip Handle and Non-Rip Pad 
Applicator w/Comfort Grip Handle and Non-Rip Pad 
Pad Refill for 48WL91 

Pad Refill for 48WM14 

Pad Refill + Groove Tool for 39AN22 

Deck Stain Applicator + Groove Tool 


No. 39AN22 
GRAINGER el yp > ——— 
APPROVED WOOSTER. SHUR -LINE 
Item Pkg. 
L W Brand No. Qty. 
8" Tough Guy 3U604 1 
12 10%" Handy Paint Products 49ET24 1 
6Y," 59/4" Handy Paint Products 49ET25 1 
54" GA 2FDK5 2 
54" 24" GA 2FDK1 3 
127%" 1%" GA 2FDK7 1 
12° 2% GA 2FDK3 1 
24" 3/6 GA 2FDK4 1 
g" 54" Wooster 2GTU2 1 
114%" 10" Wooster 3UW49 1 
7 V4" Hyde Tools 3KMN2 1 
13% in. 2% in. Hyde Tools 38X891 1 
154%" 1%" GA 2FDK2 1 
Richard 52NN06 1 
7 in 2/2 in. Hyde Tools 38X892 1 
GA 1UFN4 1 
g" 6" Shur-Line 39AN37 1 
43/4" 3Y2" GA 2FDK6 1 
43/4" 3 yf" GA 2FDK9 3 
34" g" Shur-Line 12G334 1 
34" g" Shur-Line 12G335 1 
34" rc Shur-Line 39AN18 1 
34" g" Shur-Line 39AN20 1 
34" ie Shur-Line 39AN19 1 
34" g" Shur-Line 39AN21 1 
34" g" Shur-Line 48WL91 1 
34" (e Shur-Line 48WM14 1 
34" g" Shur-Line 48WL92 1 
34" a Shur-Line 48WM15 1 
71%" 6" Shur-Line 39AN23 1 
7%" 6Y," Shur-Line 39AN22 1 


1-800-GRAINGER (472-4643) 





GRAINGER CHOICE° PAINTING 

Find the we. Find Solutions. Find Great Prices. Paint Containers, Paint Buckets & Paint Trays 
Te 
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No. 2FCA3 
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No. 49ET15 


No. 6LFH3 
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No. 1AHE1 








No. 49ET20 


RE 
No. 6LFH2 
No. 6TWC1 No. 14A040 Basra No. 39AN15 
No. 45GR53 GRAINGER 
_ APPROVED 








Paint Containers, Paint Buckets and Paint Trays 





Mfr. Item = Pkg. 
Cap. Item For Use With Material Brand Model No. Qty. 
Paint Mix and Measure Containers/Lids 
1 ot Container Mfr. No. 2FCA4 LLDPE Encore Plastics 2FCA3 2FCA3 24 
= Container Lid Mfr. No. 2FCA3 HDPE _ Encore Plastics 2FCA4 2FCA4 = 25 
No. 24K687 2% Qt. Container Mtr. No. 2FCA6 LLDPE Encore Plastics 2FCA5 2FCA5 = 12 
No. 49ET22 = Container Lid Mfr. No. 2FCA5 HDPE Encore Plastics 2FCA6 2FCA6) = 25 
5 gt. Container Mfr. No. 80900 HDPE _ Encore Plastics 81166 4HGRO 1 
— Container Lid Mfr. No. 81166 LLDPE Encore Plastics 80900 4HGT1 1 
Mfr. Item Pkg. 
Cap. Item L W D For Use With Material Brand Model No. Qty. 
Paint Buckets and Liners 
{ot Pail 5Y2" 1¥2" 4¥," — PET Recycled Plastic Premier BRC 6LFH3 1 
Pr. Bucket 6" 6" 62" — Plastic Handy Paint Products 1500-CC 49ET15 1 
Pail BY," fe 6¥" Mfr. No. 8629 Polypropylene Wooster 8619 1AHE1 1 
‘at Pail 6 8" 6" Mfr. No. 2520-CT Plastic Handy Paint Products §2500-CT 49ET16 1 
"Pail Liner by." 7' 62" Mfr. No. 8619 PET Recycled Plastic Wooster 8629 1AHE2 3 
Pail Liner 53%64" 61% 4" 15%" Mfr. No. 2500-CT Plastic Handy Paint Products  2520-CT 49ET17 6 
1 gal Pail 16" Q" 16" Mfr. No. 4510-CT Plastic Handy Paint Products 4500-CC 49ET20 1 
’ Pail Liner 15° 8 17' Mfr. No 4500-CC Plastic Handy Paint Products 4510-CT 49ET21 2 
& at Pail BY" gy" 6% Mfr. No. 05115 HDPE Encore Plastics 05160 6TWC1 1 
a. Pail Liner gy," gy" 6 Ye" Mfr. No. 05160 HDPE Encore Plastics 05115 6TWCO 1 
1 1 fF Wombat PortaPaint Accessories, Mfr. No. 5030, ‘ * 
ical Bucket 8% 10 13 5047, 5054, 5078,5085, 5092, 5061, 5115, 5108 HDPE Wombat Portapaint 5009 45GR53 1 
Bucket Bye" to" 13" BAY BORE SOTBNORE coup hel Giie SiGe HDPE Wombat Portapaint 5016  45GR54 * 1 
____ Preserver Cover 13: 10" YA" Mfr. No. 5009,5016,5023,5030,5047 HDPE Wombat Portapaint 5030 45GR56 1 
Tray Liner 13" 10" Y," Mfr. No. 5047 HDPE Wombat Portapaint 5054 45GR58 10 
10 qt. Pail 11%" 11%" 24% — HDPE Encore Plastics 301759 6TWA5 1 
4 gal. Bucket 13%" 15: g" Mfr. No. 8626, R471 Polypropylene Wooster 8616 14A040 1 
— _ Bucket Lid 14" 15:25" Mfr. No. 8616 Polypropylene Wooster 8626 14A041 1 
4 gal. Bucket Liner 13¥," 15e Q" Mtr. No. 8616 Plastic Wooster R471 461TX53 1 
20 qt. Pail 12%," 1334" 13%" — HDPE Encore Plastics 56511 6TWAG 1 
5 gal Bucket 14" 24" 10" Mfr. No. R472 Polypropylene Wooster 8614 3UW48 1 
" Bucket Liner 14" 24" 10" Mfr. No. 8614 Plastic Wooster R472 46TX54 3) 
Paint Trays and Liners 
1 pt. Tray 11%" 8 25/4" — Plastic GA 16 24K695 1 
Tray Liner 15" 1 V4" 3 — PET Recycled Plastic GA BR403-4 % ~~ 6WB45 1 
Wed. pas ‘ i ; Paints, Solvents Not for Storing Chloroform, Methyl 
Mini Roller Tray 15 f 2" Chloride, or An Aqueous Solution of Hydrogen Sulphide Plastic GA 120506 = 39AN15 { 
Tray 15%" 11%" 2 V2" Mfr. No. WR402-11 PET Recycled Plastic GA GPT 6LFH2 1 
Tray 16%" 11" 2 V2" Mfr. No. DWT-PTL Copolymer Polypropylene GA 200259 14A047 1 
4G Tray 16%" 11" 2 V2" Mfr. No. R406-11, GPT Steel GA R402-11 3UW74 1 
a Tray Liner 153," 11% 24" — Plastic GA 200998 24K689 1 
Tray Liner bye 11%" 2 Mfr. No. 200259, R402-11 Plastic GA PTL-10 24K690 10 
Tray Liner 16%" 11" 2 V2" Mfr. No. R402-11, BR549-114 PET Recycled Plastic GA R406-11 3WB63 1 
5 at Tray 15" 111%" BR" Mfr. No. DPT-PTL Polypropylene GA DPT 34AN83 1 
at Tray Liner 15%" 11%" oe Mfr. No. DPT Polypropylene GA DPT-PTL 34AN84 1 
Tray 22' 12'%6' 4M" Mfr. No. 7510-CC Plastic GA 7500-CC 49ET22 1 
Tray 13 22" 4" — Plastic GA 18DPT 24K687 1 
Tray 14" 18" r Mfr. No. BR415 Polypropylene GA BR414 32UU86 1 
1 gal. Tray 19%" = 131% 2" BY" Mfr. No. DWT-PTL Steel GA DWTM 34AN85 1 
Tray Liner 20" 14" BY" Mfr. No. DWTM, 200259 Plastic GA DWT-PTL 24K691 1 
Tray Liner 18" 4Y," AY," Mfr. No. 7500-CC Plastic GA 7510-CC 49ET23 3 
Tray Liner 14" 18" 7 Mfr. No. BR414 HDPE GA BR415 32UU87 1 
5 at Tray 201%" 13% AS 6 Mfr. No. 02160 HDPE GA 45 XL 6TWA7 1 
a Tray Liner 20% 14" 4" Mfr. No. 45 XL HDPE GA 02160 6TWAY 1 
2 gal. Tray Liner 21° 15° 2 — Plastic GA 509366000  19ZN57 1 
*No. 45GR53 is gray and No. 45GR54 is blue. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1621 


PAINTING Scan. Order. Done. 
Painting Tools & Wallpaper Accessories Details on page Al. 















TACK CLOTH 


No. 41U063 


No. 2AJU4 
No. 2AJT6 





* GRAINGER 
TEXTILES APPROVED seesessiee 


ISUPERTUFE HERMITEX® IDEALFOLD® cenoane Wrspycrancer 2 Oa No. 41067 
Paint Strainers and Cheesecloth 






APPROVED TEXTILES 


Sponges and Staining Cloths 





Item Pkg. 
Construc. Microns Size L W Brand No. Qty. Item Pkg. 
Strainers Description LW Thickness Brand No. Oty. 
Tack Cloth — 36" 18" DeRoyal 41U063 3 For Water- or Oil-Based Paints and Stains 
Woven Nylon Mesh w/Elastic Top 400 1gal = GA 2AJT3 2 raul oe ye pone roars bh = = a a UE y 
Non inp : pat ii ee NeRond oe ; Natural Sea Wool Sponge, Coarse 672 — — GA 2AJU2 1 
Paint Strainer Baas Natural Sea Grass Sponge, Fine (Vo — _— GA 2AJU3 1 
ain g : For Stains and Varnish 
Woven Nylon Mesh w/Elastic Top 400 5 gal. — = GA 2AJT4 2 Staining Cloth, Lint-Free 18" {q' —_ GA OASTS 4 
Polyester Mesh w/ Elastic Top 600 1Gal. 11%" 10" Supertuff 45YX49 25 Staining Pad, Terry Cloth Ay" 3y" T GA OAST5 9 
Polyester Mesh w/ Elastic Top 600 oGal. 19%" 16" Supertuff 45YX50 25 Staining Pad, Terry Cloth 2 4 y4" DeRoyal 41U064 3 
Polyester Mesh w/ Plain Top 600 1Gal. 12" 10%" Supertuff 45YX51 25 Textured Staining Cloth Q 2% 22 DeRoyal 41U067 1 
Polyester Mesh w/ Plain Top 600 oGal. 20" 17%" Supertuff 45YX52 25 
Polyester Mesh w/ Elastic Top 600 oGal. 11%" 10" Supertuff 45YX53 25 
Polyester Mesh w/ Elastic Top 250 1Gal. 11%" 10° Supertuff 45YX54 25 
Polyester Mesh w/ Elastic Top 250 Gal. 320° 16" Supertuff 45YX55 25 
Polyester Mesh w/ Plain Top 250 1Gal. 12" 10%" Supertuff 45YX56 25 
Polyester Mesh w/ Plain Top 250 5Gal. 20° 17%" Supertuff 45YX57 25 No. 2HNL4 
Cone Strainer Holders 
Metal = 10%" 10° Supertuff 45YX65 = 1 
Cone Paint Strainers 
Nylon Mesh 190 — 5 3 DeRoyal 41U066 4 : 
Nylon Mesh 226 — 5 9" Supertuff 45yx58 1000 | BESTT LIEBCO 
Nylon Mesh 226 — 5" 9"  Supertuff 45YX59 250 CRAFTED WITH QUALITY™ i 
Nylon Mesh 226 — il 9" Supertuff 45YX60 100 ; em 
Nylon Mesh 190 —— 5" 9"__Supertuft_45vx61 1000 | Figor Floor Ati L__W__No. 
Nylon Mesh 190 = 8 g’__Supertuif_ 45YX62_250 : Threaded Tip Broom Handle 10" 2%" 2HNL4 
pot Mesh 125 a! 9’ Supertuff_45YX64__1000 Applicator Pads Threaded Tip Broom Handle 12" 214" 2HNLS 
er : ” Scand cm ; pThreaded Tip Broom Handle 16" 2%" 2HNL6 
. . m r oor icator Pad Refi 
Cheesecloth | Include one %" nap lambskin voor pp +0 SANT 
Crimped Cheesecloth, Bleached 3 Ply Cotton 33 yd. 10° Hermitex 6LGK6 12 | applicator and hardwood block. SHNLS 12" 91" DHNLB 


Cheesecloth 20/12, Bleached Grade 10, 4 Ply Cotton 80yd. 36’ Idealfold 6LGK7 
Cheesecloth 24/20, Bleached Grade 40, 4 Ply Cotton /0yd. 36' Idealfold 6LGK8 
Cheesecloth 28/24, Bleached Grade 50, 4 Ply Cotton /0yd. 36' Idealfold 6LGK9 


Threaded-tip handles sold separately. _2HNL6 16" 2%" 2HNL9 

1 
Cheesecloth 32/28, Bleached Grade 60, 4 Ply Cotton 60yd. 36' Idealfold 41U060 

1 





Cheesecloth 44/36, Bleached Grade 90, 4 Ply Cotton 60yd. 36' Idealfold 41U061 
Cheesecloth 20/12, Bleached Grade 10, Cotton 4yd. 36" DeRoyal 41U062 






HiRETECH 


A. No. 1YTU3 www.hiretech. biz 


Wallpaper Stripper 


and Perforator 


A. Steam Wallpaper Stripper— 
Runs up to 90 min. before shutting 
off automatically. Anti-scald feature 
provides increased user safety. Rolls 
easily on 4 casters. 120 VAC. 


Wallpaper W PaPAEGRAINGER 


qua? Hanging Tools eee 


A. Wallpaper Sponge— _D. Wood-Handle 
For general-purpose Paste Brush—A|l- 
washing. Use on any purpose brush has 


surface. white, natural tampico 
[ese B. Wallpapering Tool bristles. 


Kit—Includes snap-blade __E, Plastic-Handle 
F, No. 2FDJ9 knife, pasting brush, Paste Brush— 
smoothing brush, paint synthetic poly-fill 
Item and trim straight edge, and_ bristle. 


C. No. 2FDu6 





B. Wallpaper Perforator—Perforate 
wallpaper without damaging wall 
surfaces for easy removal. Angled V 
head design. 21" steel tube with soft 


Key L W No. ; 
: tha sus ADI seam roller. F. Wallpaper rubber grip handle. 

2 8 : 
c 84246, Seam Roller— Brush—Has heavy B. No. 1YTU4 a a a ee 
F974" oFpJe ~=«earm style reaches into filling and short, stiff A — BY" 415" 9198 1YTU3 
Fie ys" 2FDJ9_——s corners. Wood handle. poly trim. B21" — — — _ 14YTU4 
, ; : HZRUSTOLEUM Z/NSSER. 
| __. Wallpaper Adhesives and Strippers BRUSTOLEUM ZINSSER©) 


\ 
(O1F SureGrip® Heavy-Duty 122 Adhesive—Professional, ready-to-use, and strippable adhesive offers superior adhesion and mildew 
=! oy resistance. Stops curling edges and lifting seams. Dries clear. Nonstaining for easy clean up. 
i m= 


— It 
cn DIF® Concentrate Wallpaper Stripper—Enzyme-based formula ___ Description Size Brand No. 
~~~ quickly and easily removes wallcoverings. Concentrated liquid a Hee ote (oo age oe Rust eum _sye7 

No. 35YJ87. ~=—-No. 4Fzy2_—=sfor'mula that mixes with water. DIF® Concentrate Wallpaper Stripper _22 oz. Zinsser 4FZY2 

1622 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


PAINTING 


Drop Cloths, Surface Protectors & Protective Clothing 





Key Description Material Color 
Surface Protection, Film 
Clear 
Clear 
Adhesive Coated Carpet 
A. Protection Film LLDPE meat 
Clear 
Carpet Shield® Clear 
B: ee Carpet Clear 
rotection Clear 
Easy Mask® Protective eae Clear 
C. Carpet Film, 
Adhesive Coated Clear 
- Blue 
One Tuff™ Leakproof/ Blue 
D. Slip Resistant Pulp, Polyester BI 
Surface Protection Blue 
SuperTuff™ Leakproot/ Gray 
E. Slip Resistant PET G 
Surface Protection ray 
AquaShield™ Fire Teal 
F. Retardant Surface LDPE Teal 
Protection - 
Clear 
Tape & Drape Hear 
G. Self-Adhesive Polyethylene Cl 
Containment Film Clear 
Clear 
Duct Cover Shield Blue 
H. Self-Adhesive Film LLDPE Blue 
|. Toilet Paint Protection Polypropylene White 
Surface Protection, Paper 
Builder Board™ Floor 
J. Protection Board Brown 
Builders Construction 
K. Flooring Paper, Paper Brown 
Non-Adhesive 
Kraft Shield Floor 
L. Protection Paper Natural 
X-Board™ Floor Brown 
M. Protection Paperboard Brown 
Window Shield Self-Adhesive Film 
Blue 
Short-Term (Up to 
45 Days), 2 mil Polyethylene Bue 
Long-Term (Up to 
1 yr), 3.5 mil. PVC Film Blue 
Carpet Film Applicator 
Adjustable, For Use With 
24" 36", and 48" Rolls Steel Blue 
Shoe Cover Dispenser and Refill 
Shoe/Boot Cover 
Dispenser ABS Plastic = White 
Shoe Cover 
Applicator Refill Polyethylene — Clear 
Dust Containment Pole 
12'H, pkg. of 2 - For Use 
With Plastic Sheeting Aluminum —_—_ Silver 
Description Material Color L (ft. 
AquaShield™ Fire 
Retardant LDPE Teal | 3 
Drop Cloth Canvas an wee ie 
Clear 9 
Economical LDPE Clear 10 
Translucent 9 
White 4 
Eliminator™ Leakproof/ PVC White 4 
Slip Resistant White 9 
White 12 
Blue 4 
One Tuff™ Leakproof/ Pulp, Blue 6 
Slip Resistant Polyester Blue 9 
Blue 12 
Runner Canvas Off White 15 
StayPut™ with Surface Anti-Slip jan é 
Grip & Spill Block Canvas 19 
SuperTuff™ Paper, White 10 
Double Guard Plastic White 12 
SuperTuff™ Leakproof/ PET Gray 3 


Slip Resistant 


Protective Paint Clothing 


Description 
Elastic Boot Cover, 1 Pair 
Elastic Shoe Cover, 1 Pair 
Canvas Spray Hood, w/Elastic Chin Strap 
Cotton Knit Spray Sock Hood 
Cotton Paint Spray Hood 


Color 
White 
White 
Natural 
Natural 
Natural 


L (ft.) W 
200 24" 
200 36" 
500 24" 
500 36" 
500 48" 
100 24" 
200 24" 
500 24’ 
200 24" 
200 36" 

50 2 it. 
100 2 tt. 
200 2 tl. 
200 4 ft. 
50 3 ft. 
100 oO ft. 
186 3 ft. 
393 3 tt. 
72 2 il. 
72 4 tt. 
72 6 ft. 
f2 8 ft. 
90 2 ft. 
100 1-5/6 ft. 
200 24" 
200 36" 
12 9 ft. 
100 38" 
140 35" 
144 30" 
50 go. 
100 ea 
250 24" 
600 24" 
250 36" 
330 24" 
— 24 36o0r48' 
— 833" 
= 3" 
) W (ft.) 
15 
9 
12 
12 
20 
12 
12 
15 
12 
15 
15 
8 
12 
15 
4 
6 
4 
9 
4 
8 
6 
Item 
Brand No. 
GA 2AJT7 
GA 2AJT8 
GA 2AJT9 
GA 2AJU1 
DeRoyal 6LGK5 


Thickness Item 
(mil.) Brand No. 
2.5 Plasticover_2NYH7 — 
2:5 Plasticover 2NYH9 
2.5 Plasticover 2NYJ1 No 
2.5 Plasticover 2NYH6 : 
2.5 Plasticover 2NYH8 220M35 Macs ea 
1 Surface 22DM35 = 
Surface 22pm3e «= Pelastigover a 2. TRIMACO 
1 Surface 22DM37 
2 trimaco seut7? ~«9UIface Protectors 
2 __Trimaco_58UT79 Surface Protection, Film— K. Economical kraft 
in mace ao A. Self-adhesive film applies construction paper, in easy- 
10. Trimaco. 36TY72. quickly and removes easily. Nonslip to-handle rolls, is large 
10 Trimaco 36TY73 _— surface grips carpet firmly. Tear- and enough for several projects. 
100 ___Trimaco__$6TY74_ — nuncture-resistant. 
100 Trimaco 36TY75 L. Construction-grade paper 
35 Trimaco 36Tv69. B= Clear, self-adhering protective film protects flooring, cabinets, 
10 Trimaco  36TY68 for all types of carpeting. and counter tops from foot 
0.5 Trimaco 36ED17 _, Reverse-wound nonskid film is easy ""@ffic, paint, and spills. 
.>__trimaco_ seve. to apply and protects against spills, M. Breathable to allow 
05 Trimaco. 36ED20 ~=—dirt, and foot traffic. Removes withno _floors to continue the curing 
0.4 Trimaco SeEDeI residue. process. 
“ rimaco 
3 Surface 100558 0D, Great for painting and staining. The |§ Window Shield Self- 
3S irrace eee _ cloth side absorbs while the coated side Adhesive Film—Provide 
is leak-resistant. protection to windows and 
45 Surface 100551  £, Heavy-duty, absorbent, slip-resis- _-9!@SS- 
: Shes: AneIEG tant, and reusable. Long-lasting and Carpet Film Applicator— 
easy-to-clean. Features a roller design that 
— Surface 36C450 —_ F, Fire-retardant, leakproof, durable, a for fast application. 
09 Trimaco 45YX47 and reusable. Stee construction adjusts to 
22 __‘Trimaco 45X48 . fit 24", 36", and 48" rolls. 
G. Pre-taped along one edge of high- Shoe C DI 
15 Surface__10€548 ~~ qensity masking film. Perfect for use in petal obi calal 
2 urfage ere areas when painting and Refill—Simply step, 
: meee ae pull, and tear. Dispenser 
3 Surface 10550 —_H, Protective film for HVAC ducts. Helps includes 1 pod and 1 roll. Up 
to meet SMACNA guidelines. to 250 pairs per roll. 
_ Plasticover 18F254 : 
ital I. Reusable cover holds in place with Dust Containment Pole— 
= Gccuie elastic and fits most standard toilets. Use with plastic sheeting 
— rimaco 
ae 7 Surface Protection, Paper— to keep debris and dust 
3 falta J. Features liquid shield technology contained to the work area. 
; that defends floors and other hard 
—  Trimaco 52€C87 — surfaces from water, paint, and mud. 
kness Item 
ail ) Brand No. 
10 Trimaco 36TY58 No. 
= GA 5H908 36ED23 
— GA 5H909 
Z Trimaco 36ED25 N 
1 Trimaco _ 36ED24 °: 
0.7 Trimaco _ 36ED23 5SH908 
13 Trimaco 36TY61 
13 Trimaco _- 36 TY62 x 
‘3 Tiimaco 3659 DFOp Cloths ATRIMACO ~ CerySRancee 
13 Trimaco  36TY60 : ee ae 
10 Trimaco. 36TY65  ‘imaco—Aqua Shield™ is fire retardant, leakproof, and durable. 
10 Trimaco _ 36TY66__—— Eliminator’ is a durable professional-grade butyl drop. One Tuff ™ 
ig Tamace pale drop features a cloth side that absorbs while the coated side is leak- 
= GA 5H9i0 _—~«*Fesistant. Stay Put™ canvas is 300% more slip-resistant than canvas. 
? Trimaco savne SuperTuff™ Double Guard is absorbent paper with a leak-resistant 
rimaco ™ , 7 
7 Trimaco 45YX42 bottom. SuperTuff™ Leakproof is heavy-duty and absorbent. 
4 roma aes GA—Washable, heavy-duty 8-0z. canvas. Double-stitched with mildew- 
‘an Scone Geaves resistant thread. Finished hems and seams. Great for indoor and 
outdoor painting projects. 
* GRAINGER #8 EROYAL 
APPROVED T p XTILES JTRI MACO 
Item 
Description Color Brand No. 
Spray Suit - M White Trimaco 54DD74 
Spray Suit - L White Trimaco 54DD75 
Spray Suit - XL White Trimaco 54DD76 
Spray Suit - 2XL White Trimaco 54DD77 
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PAINTING Scan. Order. Done. |= [> 
Spray Booths Details on page Al. 








For additional Spray Booths, Power Booths, and Filters, go to Grainger.com®. 


Bench and Floor Spray Booths 





— ~ = ~~~" = 18-ga. galvanized sheet steel construction Booths are designed for either SF 
; = Tube axial exhaust fan top- or rear-exhaust systems. “ 
= 3-phase, TEFC 208/230/460V, 1725 rpm, 60 Hz, Roll filter media is sold separately on 
tri-voltage motor with variable pitch pulley page 3058. Comply with NFPA 33, OSHA, 
= 48", 4-tube, 120/277V, fluorescent light fixtures, T8 color- EPA, NEC, and BOCA. 
corrected tubes included (6-tube fixtures available separately) 
Inside Working ; Light 
Dim. Overall Dim. Fixtures Motor SCFM @ Mfr. Item 
W H D W H D Quantity FanSize HP ‘%4In. SP Model No. 
a | Bench Paint Spray Booth 
— 5 tt. 4 tt. 3 ft. 54 7.2 Stee" 1 18" % 2000 GIFPG-05  1MAH5 
No. 1MAH6 Floor Paint Spray Booth 
6 ft. 7 tt. 6 ft. 6ft.4" 7 ft.2" 9 ft. 2" 1 24" 1 5250 _GIFPG-060706 1MAH6 
8 tt. 7 ft. 6 ft. 8ft.4" 7 ft.2° 9 ft.2" 1 24" 2 7000 _GIFPG-080766 1MAH7 
8 ft. 8 ft. 6 ft. 8ft.4" 8 ft.2" 9 ft.2" 1 30" 2 8000 _GIFPG-08086 1MAH8 
10 ft. 8 ft. 6 ft. 10ft.4" 8 ft.2" 9 ft. 2" 2 30" 3 10,000 GIFPG-100806 1MAH9 
Overall Overall Overall Mfr. Item 
Description For Use With Width Height Depth Model No. 
Accessories 
Exhaust Stack Kit Mfr. Model No. GIFP-5 —- — — ES18 52G40 
Exhaust Stack Kit Mfr. Model No. GIFP-676, GIFP-876 — — — ES24 52G41 
4-Light Spray Booth Light Fixture Mfr. Model No. GIFP-5, GIFP-676, GIFP-876, GIFP-886, GIFP-1086, PYRG-140924-2408 = — — — LABW12-4 _ 2TRNO 
6-Light Spray Booth Light Fixture Mfr. Model No. GIFP-5, GIFP-676, GIFP-876, GIFP-886, GIFP-1086 — — — LABW12-6 _ 2TRP1 
Booth Box Mini™ Single Compartment, Magnetic — 14! 14 6" 218-006 2TRP3 
GUNHANGER™ Single Spray Gun Holder, Magnetic — 3 — : 218-004 2TRP4 
SO NTeeR re rosition opray Gun Holder, Magnetic — TY 18%" v 218-011 2TRP5 
™ Hose and Double i Ff i 
Spray Gun Holder, Magnetic _ Th 18% u 218-013 2TRP6 
Booth Shelf WM™ 3-Position, Magnetic — 14" 10" 8 218-009 2TRP/ 
Item 
Description No. Vi 
Dirt Trap Protection Material 
} 14°W x 300 ft 127024 : 
28'W x 300 ft. 127025 
| ZEW x 300 121025 Dirt Trap Surface Protection System 
Dispensers j 
Dirt Trap Dispenser for No. 121025 127029 " White color ; ; ; 
iin 4 ot ROR Dirt Trap Floor Applicator for No. 127025 127032 + Adhesive-backed, non-woven protection material protects paint booth 
oF Dirt Trap Floor Applicator for No. 121026 __12T031__— walls and floor, traps dust, dirt, and overspray, and brightens work areas. 


as 
hea SES. 
SEY 





Spray Booth Paper and Filters 


RECEPTOR FILTER and can be incinerated. Ideal for adhesives, 
Superior overspray holding capacity results in fewer clear coats, epoxies, fiberglass, sealers, stains, 
filter changes. Green layer is made from 100% recycled and urethanes. Meets UL Class 2 Standards for 
PET green soda bottles. Flammability. 


1" INTAKE AIR FILTER PAD GFS WAVE® EXHAUST FILTERS 


Tacky pressure sensitive adhesive filter panel is great Provide full-depth loading with low runoff and 

for mixing rooms and cross-draft and semi-downdraft exceptional paint holding capacity. Minimal 

spray booths. particulate emissions and high paint removal 
of all coating types, including clear and 

2" INTAKE FILTER PAD waterborne. No. 6TWA3 comes in a roll. Filter 


Filter removes 100% of visible dust and micron parti- —_ material complies with UL 900, NFPA, and OSHA 
cles. UL Listed, Class 2923xX for flammability. requirements. 


AIR FILTER PAD FLAME-RETARDANT FLOOR PAPER 

Designed to help reduce operating costs and for virtu- —_ Eliminates scraping, stripping, and scrubbing to 

ally all spray applied industrial coatings. Biodegradable improve plant efficiency and assure compliance 
with OSHA requirements for safe cleaning and 





Flame-Retardant Floor Paper 
Nominal Dim. Mfr. Item Pkg. 


Filters lor improv th visibility. 

Receptor Filter Pad — 24 20 2. Binks 29-3111 5PVG1 20 sls proves 0 sibility 

Intake Air Filter Pad — wg 2 i Binks 29-486 6URD8 20 Paper Nominal Dim. Mfr. Item Pkg. 
Intake Filter Pad — 48 ___20' 2" Global Finishing Solutions 21/-200 6TWA2 8 Weight L(ft.) W(in.) Brand Model No. Qty. 
Air Filter Pad 30 ft. 30 ft. 36" 2" Binks 29-2186 489N72 1 Flame-Retardant Floor Paper 

GFS Wave® Exhaust Filter Roll 24 ft. 24 ft. 30" 2 Global Finishing Solutions FIL-ERP-3024-W _ 6TWA3 1 80 lb. 300ft. 36" Binks _29-863 5PB41 1 
GFS Wave® Exhaust Filter Pad — 2) 20 2" Global Finishing Solutions FIL-EPP-2020-W_ _—2TRP8 30 80 lb. 300ft. _ 60" Binks _29-865 41U0/2 1 
GFS Wave® Exhaust Filter Pad — 24 20 2 Global Finishing Solutions FIL-EPP-2025-W_ _ 6 TWA 30 100 lb. 300 ft. 36" Binks 29-872 5PVG2 1 


Spray Booth Coatings 





= Applies with airless, HVLP, or Nonflammable, water-based coatings protect 
conventional spray equipment against hazardous overspray accumulation. Dries quickly 
» Environmentally friendly formula is VOC < 164g/I to form a flexible film that can be cleaned of overspray 
with just soap and water. 

Mfr. Item 

Color Size Dry Time Coverage Model No. 
Clear 1 gal. 15 min. 200 to 2/0 sq. ft./gal. 29-248 5PB42 
White 2 gal. 1 to 2 hr. 920 to 8/9 sq. ft./gal. 29-249 1ZLB1 

1624 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


% GPEEDAIRE® 
ae | Yo 


TT) 


Production 
Paint Tanks 


= 2'4-gal. capacity 
Tanks can be used 
with most pressure- — 
feed spray guns, and — 
1-gal. paint can may . Material 

be placed directly fina Tank Ua 
in the tank. Include Galvanized Steel 
pressure regulator, 


Description 
pressure gauge, Replacement Parts 
safety valve, and Lid Gasket 


Paint Tank Liners 


15-ft. air hose. 






No. 1ZLA9 


Air Mfr. Item 
Consumption Nozzle Size Model Brand _ No. 
14.3 cfm i ; 
@ 50 psi 0.046'/1.2mm 98-1067 Binks 1ZLA9 
Replacement Parts 
Pressure Cup Gasket 80-11 Binks 1ZLG3 
Spray Gun Paint : : 
Cup for 1ZLA9 80-4 Binks 1ZLG9 
Air Regulator Repair Kit 


KB-428-1 DeVilbiss 1ZLH2 


w/Gaskets and O-Rings 





Airless Spray 
Gun and Tips 


Airless needle creates high 
quality finish with a variety of 
materials and handles pressure 
up to 7500 psi. Stress reducing 
2-finger trigger with ergonomic 
handle and 2 fluid inlet options. 


Airless Twist Tips—Tungsten 
carbide tips offer long life 

and a high quality finish with 
consistent spray pattern. 

Other sizes are available on 
Grainger.com®. 


* SPEEDAIRE 


J 


Airbrush Kits 


= 20 to 50 psi 


MSPEEDAIRE 





Description 
Airless Spray Gun 


Airless Spray Gun Twist Tips 
Tip Size 0.015 in, Pattern Size 10 in 
Tip Size 0.017 in, Pattern Size 8 in 





No. 1ZMG5 


Max. Item 
Pressure No. 
50 psi 6Z899 
50 psi 1ZMG5 
Item Pkg. 
For Use With No. Qty. 
62899 4F967 2 
6Z899,1ZMG5 1ZMG1 6 





me DEVILBISS. 


2-0t. Pressure- 
Feed Cup Outfit 


Cup-and-gun package can be 
used with all medium-viscos- 
ity materials. Air regulator 

can make on-the-spot adjust- 
ments. 14" spray pattern. Use 
with minimum 5-HP compres- 
sor. Includes 5-ft. fluid hose, 
5-ft. air hose, 2-qt. cup, and 
Conventional Spray Gun 

No. 5PB39. 





No. 41U073 


Max. Inlet Item 
Pressure Size No. 


7,000 
DSi Yin 410073 


444P02 
444N98 





Kits include air brush, head wrench, and « <a a 






impact resistant molded case. 


Free Air Item 
Nozzle Size CFM @ 40 psi No. 
Gravity Feed 
28mm 0.30 48PX91 
Siphon Feed 
0.013" 0.30 48PX90 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


No. 48PX91 


ASME Paint Tanks ere 


= Meet OSHA regulations 
for using flammable and 
combustible materials 
= 2%-gal. capacity 
ASME-coded, zinc-plated pressure 
tanks provide an economical option 
for supplying paint. Ideal for use with 
solvent-based coatings. 


No. 41U068—Includes 1 regulator 
and 1 liner. 


Nos. 2TKN8 and 6MVG3—Include 
2 regulators and liner. No. 6MVG3 
includes stainless cover and fluid outlet. 


Mfr. Item 

Description Model No. 
83C-210  41U068 
83C-220 2TKN8 
Paint Tank 837-290  6MVG3 
83C-221  6URD2 
Paint Tank w/ 98-3146  5PVF2 
Spray Gun 98C-357 2TKN9I 
Tank Liner For Use PT-78-K60 6URE1 


with No. 2TKN9 


Qips> 
h, start 


Airless Spray Gun 
Extension Poles 


AnglePRO®—Allow access to hard-to-reach areas. Slide 
handle provides tip control for angles up to 145°. For use 


with all airless spray-tips. 


QuickReach®—Telescoping poles give maximum exten- 
sion for painting exteriors, cathedral ceilings or areas 
normally reached on a ladder. Can be used with all major 


brands of spray guns. 

Trade 

Name Item L 
AngePRO® _egrson ole 
ouiekReaeh® din tenon foe 710 121 


3M" PPS™ Series 
2.0 Spray Cup 
System Kits 


Allows painters a more efficient 
method of mixing/measuring, 
filtering, and spraying; applying 
paint that is faster, easier, and 
cleaner. This disposable system 
provides a new cup in every lid 
and liner kit, prohibiting paint 
build-up. 4-pt. connection with 
quarter-turn lid locking system 
comes with every lid. Domed 
lid with full diameter filter helps 
reduce spitting, improving flow 
and consistency. 


(32) Sealing Plugs, (50) Disposable 
Lids, (50) Liners, 125 Micron Filter 


Mfr. Item 

Cap. Model No. 
3 fl oz 26328 478A82 
6.8 fl 0z 26314 478A80 
13.5 Tl OZ 7100169346 478A78 
22 fl oz 26301 478A76 
28 fl oz 26325 478A74 


No. 2TKNS 


PAINTING 
Paint Tanks & Spray Guns 





No. 6URD2—Includes direct drive 
agitator and 2 regulators. 


No. 5PVF2—Includes Compact 
Spray Gun No. 5PVE9, 25-ft. air hose , 
25-ft. fluid hose, and 15-ft. air supply 
hose assembly. 


No. 2TKN9—Includes Conventional 
Spray Gun No. 19ZF51 with air cap 
and fluid nozzle, pressure tank with 2 
regulators, 25-ft. fluid and air hoses, 
and 15-ft. air supply hose assembly. 





No. 1TKJ8 


Mfr. Item 
Model No. 
28260 
28270 
28680 
28690 











No. 478A73 
All Include: (50) Disposable Lids, (50) Liners, (32) Sealing Plugs, 


(32) Sealing Plugs, (50) Disposable 
Lids, (50) Liners, 200 Micron Filter 


Mfr. Item 
Model No. 
26028 478A81 
26114 478A79 
26112 478A77 
26000 478A75 
26024 478A73 





PAINTING 
Spray Guns & Accessories 











SPEEDAIRE® xy 
) 
Loe 4 38 
‘ — 
No. 22363 No. 48PX84 
BINKS® 


No. 4YP08 


DEVILBISS® 


No. 41U070 


No. 4THO7 





No. 13E902 


seeks vt \ 








Conventional Spray Guns and Accessories 


Fluid 
Description 
Speedaire® 
Conventional Spray Gun 
Conventional Spray Gun 


Conventional Spray Gun Siphon 
Conventional Spray Gun Siphon 
Conventional Spray Gun Pressure 
Conventional Spray Gun Pressure 
Conventional Spray Gun Siphon 
Conventional Spray Gun Siphon 
Binks® 

Siphon Gun, Model 7 Series for High- Shan 
Volume, Maintenance, and Auto P 
Siphon Gun, Model 2100 Series, includes 1 qt. cup Siphon 
Conventional Spray Gun, Model 2100 Series Siphon 
Conventional Spray Gun, Model 2100 Series Pressure 
Engine Cleaning Gun, Model 1408 for use with Solvents Siphon 
Conventional Spray Gun - Trophy Series LVMP Pressure 
Conventional Spray Gun, 30 oz. - Trophy Series LVMP Gravity 
Conventional Spray Gun, 4 oz. - Trophy Touch-Up LVMP Gravity 


Binks® Accessories 

1-qt. Cup Assembly 

2-qt. Pressure Cup with Agitator 
2-qt. Cup Liners (Pk. of 12) 
DeVILBISS® 


Siphon Gun, EGA Series for use with Siphon and Pressure Systems Siphon/Pressure 


Siphon Gun, JGA Series for all Paints Siphon 
Pressure Gun, JGA Series for Large Applications Pressure 
Siphon Gun, FLG4 Series for use with Topcoats and Primers Siphon 
Gravity Gun, FLG4 Series for use with Topcoats and Primers Gravity 
Compact Trans Tech LVMP Pressure Gun Pressure 
Compact Trans Tech LVMP Siphon Gun Siphon 
Compact Trans Tech LVMP Gravity Gun Gravity 
Compact Conventional Pressure Gun Pressure 
Compact Conventional Gravity Gun Gravity 
Compact Conventional Siphon Gun Siphon 


DeVILBISS® Accessories 

Disposable Liner Kit for Gravity Feed Cups (Pk. of 48) 
2-qt. Remote Pressure Cup with Regulator 
Disposable Liner Kit for No. 4TH11 Cup (Pk. of 20) 
6-ft. Air/Paint Hose Assy. for No. 4TH11 Cup 

Gun Mounted Air Adjusting Valve with Gauge 

Gun Mounted Air Regulator with Gauge 

Gun Mounted Disposable Air Line Filter (Box of 12) 


1626 GRAINGER. 
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Delivery Type 


Siphon/Pressure 
Siphon/Pressure 


Paint Viscosity 
Optimum Range 


Low to High 
Low to High 
Low to Medium 
Low to Medium 
Low to High 
Low to High 
Low to Medium 
Low to Medium 


Very Low to Medium 


Low to Medium 
Low to Medium 
Low to Medium 


Medium 
Medium 
Medium 


Low to Medium 
Very Low to Medium 
Very Low to High 
Medium 
Medium 
Very Low to Medium 
Low to Medium 
Very Low to Medium 
Very Low to Medium 
Very Low to Medium 
Very Low to Medium 





No. 5PVE9 


Nozzle Size 


0.050'/1.3mm 
0.055'/1.4mm 
0.070'/1.8mm 
0.070'/1.8mm 
0.047°/1.2mm 
0.045'/1.2mm 
0.063'/1.6mm 
0.070'/1.8mm 


0.070'/1.8mm 


0.070'/1.8mm 
0.070'/1.8mm 
0.046'/1.2mm 
0.128'/3.3mm 
0.055'/1.4mm 
0.055'/1.4mm 
0.045'/1.2mm 


0.042°/1.14mm 
0.070'/1.8mm 
0.063'/1.6mm 
0.059'/1.5mm 
0.059'/1.5mm 
0.055'/1.4mm 
0.070'/1.8mm 
0.055'/1.4mm 
0.055'/1.4mm 
0.055'/1.4mm 
0.070'/1.8mm 


a * 


RK 
_s 


Scan. Order. Done. 
Details on page A1. 





No. 1ZLA7 


Air Consumption 


2.0 cfm @ 40 psi 
5.3 cfm @ 40 psi 
2.8 cfm @ 40 psi 
7.2 cfm @ 40 psi 
9.3 cfm @ 40 psi 
4.7 cfm @ 40 psi 
4.4 cfm @ 40 psi 
4.4 cfm @ 40 psi 


11.5 cfm @ 50 psi 


12.1 cfm @ 50 psi 
5.0 cfm @ 50 psi 
14.3 cfm @ 50 psi 
14.0 cfm @ 50 psi 
10.6 cfm @ 30 psi 
10.6 cfm @ 30 psi 
7.8 cfm @ 30 psi 


3 cfm @ 30 psi 
14.0 cfm @ 60 psi 
12.0 cfm @ 45 psi 
10.4 cfm @ 40 psi 
10.4 cfm @ 40 psi 
14.5 cfm @ 29 psi 

10 cfm @ 25 psi 
14.5 cfm @ 29 psi 

18 cfm @ 50 psi 

12 cfm @ 50 psi 

12 cfm @ 50 psi 


Find even MORE on Grainger.com® 
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* SPEEDAIRE 
J 0 ///// 
Pattern Cup Mfr. 
Size _ Capacity Model 
6Y," 1 qt. 22363 
8 1 at. 35XR81 
Q" 6.7 02. 48PX84 
10" 1 gt. 48PX83 
11" No Cup 48PX82 
11" No Cup 48PX87 
ila 1 gt. 48PX86 
11" 1 gt. 48PX85 
10" 1 qt. 6100-1808-9 
10%" 1 gt. 98-2650 
10" No Cup 2101-4307-5 
14" No Cup 2101-2800-7 
No Cup 6530-0000-1 
8'to12" NoCup  2465-14LV-23S0 
8"to 12" 30 0z. 2466-14LV-235SG 
4"to6" 402z. 1466-12LV-B1S 
TGC-545 
80-651 
80-356 
10" 8 02. EGA-503-390F 
13° 1 at. JGA-654 
10" No Cup JGA-510-90FW 
12" 24 02. FLG-CNS-115 
12" 24 02. FLG-CNG-115 
10%"  NoCup COM-PS522G-14-00 
10%" 1 qt. COM-PS510G-18-01 
14" 1L COM-G510G-14-02 
12" No Cup COM-PS497-14-00 
12932" 1L COM-G430-14-02 
72930" 1 gt. COM-PS430-18-01 
OMX-70-K48 
KB-555 
KK-5051 
KB-4006 
HAV-501 
HARG-510 
HAF-507-K12 


No. 48PX85 


No. 32KL79 





DEVILBISS. 


Item 
No. 


22363 
35XR81 
48PX84 
48PX83 
48PX82 
48PX87 
48PX86 
48PX85 


4YP08 


2TKP1 

19ZF50 
19ZF51 
1ZLA7 
32KL79 
32KL80 
32KL82 


23UY69 
41U069 
41U075 


41U070 
4THO7 
4THO6 
13E902 
13E903 
oPVE9 
oPVFO 
oPVF1 
6URD5 
6URD6 
6URD7 


4TH28 
4TH11 
4TH30 
4TH31 
ATH22 
4TH15 
4TH16 
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Find the wy. Find Solutions. Find Great Prices. HLVP Spray Guns, Paint Sprayers & Stripers 
i 
\\ ae 
; act 4 
ee somite. = “ : ; 
ic 
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No. w 
> No. See aGeGbE euRD4 
= s 41U071 
. 4 DEWILBISS. 
High Volume, Low Pressure (HVLP) Spray Guns 
Fluid Paint Viscosity Pattern Cup Mfr. Item 
Biase Description Delivery Type Optimum Range Nozzle Size Air Consumption Size _ Capacity Model No. 
inks 
HVLP Spray Gun Kit (includes SV50 Full-Size 
Gun with 1.3mm Fluid Tip, 1.8mm Extra-Fluid Gravity Very Low to Medium 0.051'/1.3mm 12.0 cfm @ 30 psi 10° 1 qt. 8 oz. 98-3170 2TKP4 
Tip, and Touch-Up Gun with 1.1mm Fluid Tip) 
Trophy Series Pressure Medium 0.055'/1.4mm 15.5cim@i10psi 8" to 12' 0 oz. 2465-14HV-3250  32KL/7 
Trophy Series Gravity Medium 0.055'/1.4mm 15.5cim@i0psi 8'to12" 3002. 2466-14HV-32SG  32KL78 
Trophy Series Touch Up Gravity Medium 0.045'/1.2mm 6.4 cfm @ 10 psi 4" to 6' 4 02. 1466-12HV-C1S  32KL81 
DeVILBISS® 
JGA Series Gun with 1-qt. Cup Siphon Very Low to Medium 0.086'/2.2mm 22.0 cfm @ 50 psi 10" 1 qt. JGA-660 4TH17 
JGA Series Gun Pressure Very Low to Medium 0.042'/1.1mm 11.0 cfm @ 40 psi iW = JGA-510-98FX 4TH18 
JGA Series Gun Pressure Low to High 0.070°/1.8mm 22.0 cfm @ 50 psi 10" —_— JGA-510-57DE 4TH19 
EXL Series Gun Gravity Very Low to Medium 0.070'/1.8mm 16.0 cfm @ 30 psi 12 1 gt. EXL-620G-18 5AB33 
Compact Mini Touch-Up Gun Gravity Very Low to Medium 0.045"/1.2mm 4.5 cfm @ 29 psi 8 8 OZ. COMM-HS1-12 4YEG3 
EGA Series Gun Siphon/Pressure = 0.070'/1.8mm 3 cfm @ 30 psi 10" 8 OZ. EGHV-531-397E = 41U071 
FLG4 Series Gun Siphon Medium 0.086'/2.2mm 13.5 cfm @ 23 psi i bl 24 02. FLG-HVS-322 13E904 
FLG4 Series Gun Gravity Medium 0.059"/1.5mm 13.5 cfm @ 23 psi 12 24 oz. FLG-HVG-315 13E905 
FLG4 Series Gun Pressure Medium 0.059'/1.5mm 13.5 cim @ 23 psi iki = FLG-HVP-315 13E906 
Compact Series Gun Pressure Very Low to Medium 0.055"/1.4mm 17.7 cfm @ 22 psi 15454" —  COM-PS507B-14-00 6URD3 
Compact Series Gun Gravity Very Low to Medium 0.055"/1.4mm 17.7 cfm @ 22 psi 154%4"  240z. COM-G507B-14DPC 6URD4 
= it | ® 7 hiya ee : r FY 
Airless Line Stripers (> aR ml No. 48¥D42 
= See striping paints on page 1612 LineLazer™ 5900—Designed for | 2¥ 
larger striping jobs such as large SEAee , 


LineLazer™ 3400—This 1-gun, airless 
Striper is perfect for small parking lots, 
schools, park and recreation departments, 


parking facilities, roadways, athletic fields, and 
factory lines. 


factory safety lines, and re-stripe jobs. LineLazer ES—Powered by a high-output battery 
LineLazer™ 3900—This 2-gun airless which allows it to be used safely indoors for 
factory safety lines as well as jobs where noise is a 






Striper is ideal for parking lots, roadways, 





athletic fields, and factory safety lines. concern. No. 53JT70 includes 2 batteries. No. 53JT67 
For Use With Item Second 
Description Grainger Item Number No. Flow Gun Waterborne Max. Max. Body Mfr. Item 
Accessories Description Rate Outlet Compatible Pressure Tip Size Material Model No. 
LineLazer Tip 53JT67, 48YD42, 48YD43, — aweyy —_LineLazer 3400, 1-Gun 0.75gpm No Yes 3300 psi 0.027" Steel 25M224 53JT67 
Medium Film 48YD44, 48YD45 LineLazer V 3900 Standard - 2 ManualGuns 1.2gpm Yes Yes 3300psi 0.036" Metal 17H450 48YD42 
LineLazer Tip o3JT6/, 48YD42, 48YD43, — swewe __LineLazer V 3900 Standard - 2 Automatic Guns 1.2 gpm Yes Yes 3300psi 0.036' Metal 17H453 48YD43 
Hea A TBYDEZ 4gy044, 4gyD4 aevods atyug  _LineLazer V 5900 Standard - 2 Manual Guns __1.6.gpm__Yes Yes  3300psi 0.043" Metal 17H455 48yYD44 
53d 167, 48YD42, ABYD43, LineLazer V 5900 Standard - 2 Automatic Guns 1.69pm _ Yes Yes 3300 psi 0.043" Metal 17H458 48YD45 
Manifold Filter 48VD44. 48VD45 2LVX1 LineLazer ES 1000 - 2 Automatic Guns 0.6gpm _Yes Yes _ 3300 psi 0.023" Steel 25M226 53JT69 
Pump Repair Kit 48YD42, 48YD43 2LVU3 
Pump Repair Kit 48YD44, 48YD45 2LVU4 
High Volume, Low Pressure (HVLP) Sprayers @aitan |wAcnen” 
CS MAX HVLP CAPSPRAY™ 75 CAPSPRAY™ 95 
SPRAYER SYSTEM = 3-Stage = 4-Stage HVLP POWER CART 
. : lh- 
= 2-Stage Turbine features 25-ft. Turbine features 30-ft. Features 2'/2-gal. pressure 
Variable air pressure air hose. Use with stains, air hose. pot and 30-Tt. hose. For 
control reduces overspray —_ lacquers, enamels, and long applications use with 
and improves precision. most multicolor coatings. Nos. 2PCX5 and 2PCX1. 
No. of Max. Max. Tank Mfr. Item 
Description Stages Voltage Amps Flow Pressure Cap. Model Brand No. No. 2PCX5 
HVLP Paint Sprayer 
CS Max HVLP Sprayer System 2 115VAC 4.5 80 cfm 2./ psi 1% qt. 0518080 Wagner 130768 
CAPSPRAY™ 75 3 120VAC 107 90cim 7.5 psi T at. 0524031 Titan 2PCX5 
Ho usa 95 4 120VAC_— «13.8 90cfm ‘9.5 psi 1 at. 0524032 Titan 2PCX1 
apspray Cart 
HVLP Power Cart =a _ = = = 0524000 ‘Titan  48PE12 sail iical 


Disposable Tank Liner 


Straight-sided insert designed to fit a 2.8 gallon spray paint pressure feed tank 
No. 2TKN8. Lip snaps over the tank to prevent leakage between the insert and tank. 


Item 
Description No. 
2.8 gal. Disposable Pressure Tank Liner, Pkg. of 10 5PB40 





Linear High Density Polyethelene, 912"L, 10'¥%2'W, Thickness 0.01 Mil 
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PAINTING 
Airless Paint Sprayers & Stripers 


scan. Order. Done. |= f= 
Details on page Al. 





Line Stripers and Accessories 


Clutch-driven piston line striper. POWRLINER™ 850 
Stainless steel rotating ball = Max. gpm: 0.33 

valves keep debris from sticking. = Max. psi: 3000 

Feature self-adjusting, 1-pc. static Unit features a reversible 
packing with wiper lip for longer = gun mount to stripe off either 
life. Subaru gas engines operate _front or rear tire. Designed 
quietly and start easily. Carry with folding handle and poly 


o-gal. paint pail (not included). For —_ tires for smooth operation. 
a complete selection of striping 


paint, see page 1612. 


POWRLINER™ 3500 

= Max. gpm: 0.92 

= Max. psi: 3300 

= Honda motor 

Delivers a perfect line on difficult applications like 
smooth concrete and field and pavement marking. 
No piston or packings, cylinder or clutch to wear or 
burn out. Features the Sureflo™ pusher valve that 
makes priming easy. Perfect for spraying coatings 
prone to shearing. 





Mfr. Item 
Description For Use With Holds Includes Model No. 
Airless Line Stripers 

No. 35YL16 PowrLiner™ 850 Latex Traffic Paint 5 gal. of Material LX-40 Spray Gun 0290005 35YL16 
: PowrLiner™ 2850 2-gun Latex and Solvent Based Paint 5 gal. (2) RX-80 Spray Guns 0290009HG 54TV15 
PowrLiner™ 3500 Latex and Solvant Based Traffic and Turf Paint 5 gal. RX-80 Spray Gun, Pump 0537015  54TVO09 

Pattern Tip Mfr. Item 

Description For Use With Includes Size Size Model No. 

Accessories 

Handibead™ Bead Dispenser Pack Mfr. No. 0290004, 0290005, 0290009 Small Nozzle, Medium Nozzle and Large Nozzle — — 0290953A 35YL08 
Windguard™ Spray Shield, 12" Size 0290004, 0290005, 0290009 Mounting Hardware —_— —_ 0290623 35YL09 
Airless Spray Gun Tip Mfr. No. 0290009, 0290005, 0290004 Collar and Seal 4" to 6" 0.023" 694-2308623 30YL11 
Airless Spray Gun Tip Mfr. No. 0290009, 0290005, 0290004 Collar and Seal 4" to 6" 0.021" 694-2108621 35YL12 
Airless Spray Gun Tip Mfr. No. 0290009, 0290005, 0290004 Collar and Seal 4" to 6" 0.019" 694-1908519 35YL13 
Airless Spray Gun Tip Mfr. No. 0290009, 0290005, 0290004 Collar and Seal 4" to 6" 0.017" 694-1708517 30YL14 
Inlet/Outlet Valve Replacement Kit Mfr. No. 0537015 _— — — 0537903 541V10 
Laser Pointer Mfr. No. 0537015 _— —_— — 0290175 541V14 


Sports Field 
Airless Striper 





(> 
AZ 
= 35cc 4-stroke Honda GX engine 

= Max. tip: 0.023" 

= Max. gpm/Ipm: 0.5/1.9 

= Max. psi/bar: 900/62 


For a complete selection of striping 





GRACO paint, see page 1612. 

' 1 Mfr. It 

‘incl — hae — tt — 
5 gal. 4 

Sprayers . 


Spray a wide range of 
coatings. ProConnect™ 
Pump Removal System 
allows for fast, on-the- 
job pump swap-out. 
Compatible with 1- and 





No. 39AM04 
9-gal. containers. 
Flow Operating Mfr. Item - 
Description HP Rate Pressure Model No. Includes contractor TT TITAN 
390 PC Stand % 0.47 gpm 3300 psi_17C310 39AMO4 grade metal gun, RAC 
FinishPro » 0.38 X™ reversible spray tip 
38gpm 3000psi 17F924 48YD46 ™ 
BNeRPa I a owen keno ance zeamay and GOL of BueMax” | GontrolMax 
395 PC Cart ee iis II hose. 5 
vi — HEA Paint 
Description Size Pattern Size No. 390 PC Stand— Sprayers 
a Tip LTX 413 0.013" 8" to 10" 2WCW8 See 
irless Tip 0) , 
Airless Tip LTX 415 0.015" 8"to 10" 2wewg Stand features variable =| = 1500 psi 
Ainess Tip TXS15 ie ee awed ta sal and | System delivers more control at high speed with 55% less overspray 
irless Tip . 0 an offset handle. veri idi 7 
Airless Tip LIX 521 0.027" 10"to 1" DWCX3 while delivering softer spray, improving control and providing a more 
Airless Tip LTX 631 0.031" 12" to 14" 2WCX4 _—— FinishPro GX19 consistent finish. HEA can spray unthinned coatings with a rebuildable 
Airless Tip FFLP210 0.010" 4"to 6 93JT75 — fluid section that maximizes sprayer life. 
Airless Tip FFLP310 0.010" 6"to 8" 53/176 + Stand—Features the ay 
Airless Tip FFLP410 0.010" 8" to 10° 53J177_ += ProXChange Pump, the Amps Hose Flow Mtr. Item 
Airless Tip FFLP212 0.012" 4"to 6" 53/1780 fast and easy on-the-job seresetintion Style AC Length HP Rate Model ___No. 
Airless Tip FFLP616 0.016" 12" to 14" 53JT88 UU FIgn — «Stand 44 ft. % 0.29 0580005 54TU95 
Airless Tip Guard, 7" Thread = = awexg Pump replacement, no Eficiency Airless ’ : csi 
Airless Tip Guard, ‘/e" Thread — — 2WCY1 tools required. Efficiency Airless’ Stand 4.3 30 ft. «9% 0.33 gpm 0580009 54TU96 
Max. Nozzle Item oe 
Description Bieesira: Sie NG. FinishPro Il 395 PC Eficienty Muacge Cart. «=«-4.3.—«SOFt.«-% (0.33pm 0580006 54TU97 
Accessories Cart—Sprays in both 1900PRO High 
Contractor FTx Airless Spray Gun 3600 psi_0.015°  2WCW3_aitiace and air-assisted Efficiency Airless" Cat 4-4 —S0ft. “71 0.40 gpm 0580008 S4TUSS 
Contractor Airless Spray Gun 3600 psi 0.017" 2WCW4 ; ; Tip Item 
Airless In-Line Valve 3600 psi = — 2WCY3 airless modes for ulti- . Size Pattern Size No. 
Airless Spray Gun & Hose Kit 3600 psi 0.017" 2WCW5 ili Ips 
ness Spray aes ae oes mate versatility. Includes 0013" 10 12" 5ATU9O 
aan — — contractor-grade metal 0.015" {to 12" 54TV01 
Pump Armor Fluid, 1 qt. 2WCW6 0 0T7" "to 70" 54d TV02 
Endurance Lower Pump = — ___89CT94 reversible spray tips (210 | “Tip Guard 
Pump Replacement Kit, ProXChange _— _— 43LD26 and 51 7) flat tip (309) T to 12 54TV06 
Express Pump, 2004 to 2014 Models — — 43LD30 , j Accessories 
Express Pump, 2015 and Newer Models  — — _43Lp31_~— and 50-ft. of fluid and Conventional Spray Gun 5ATVO4 
Endurance Pump, 2004 to 2014 Models = = 43LD32 air hose. 90 ft. Rubber Hose d4TV05 


1628 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


® 





A 
GRACO WAG iN! E rR 


Texture Sprayers 


RTX Series - Allows effortless “left- 
to-right” spraying, eliminating the need 
to constantly keep the gun in a circular 
motion. Offers less mist and fog in the 
pattern to increase transfer efficiency. 
PowerTex™ - No need for a separate air 
compressor. Compatible with standard, 
aggregated, and unaggregated coatings, 
and diluted joint compound. Air turbine 


powered. 
Max. Hopper Air Mfr. 
Description Flow Cap. Flow Model 
Sprayers 
RTX 1400si 1.4gpm 10gal. 614cfm@20psi 17H572 
RTX 2000pi 2.0gpm 10gal. 61cim@20psi 17H573 
6.6 cfm @ 20 psi, 
RTX 5000pi 5.0gpm 15gal. Seem @ 99 et 17H575 
Powerlex(TM) 0.2 gpm 1 gal. — 0520000 
Accessories 
Airless Spray Gun Tip Kit 248142 
Replacement Hose, 4" x 25 ft., RTX 17J454 
Replacement Hose, 1" x 25 ft., RIX 17J420 


No. 1AGE9 


* GRAINGER 
APPROVED 
Paint Spray Hose 
Fitting Size L Temp. Range 
Airless Paint Spray Hos 
Ya" NPSM(F) 25 it. -40° to 200°F 
Ya" NPSM(F) 50 ft. -40° to 200°F 
Material Hose 
Ya" NPSM(F) 50 ft. 0° to 190°F 
3" NPSM(F) 15 Tt. 0° to 190°F 
38" NPSM(F) 25 it: 0° to 190°F 
3" NPSM(F) 50 ft 0° to 190°F 


Multipurpose Paint Spray Hose 


3" NPSM(F) 15 i, 0° to 190°F 
3" NPSM(F) 25 ii. 0° to 190°F 
Description 


Internal Mix 
360 Hollow Circular Fan Pattern 
360 Hollow Circular Fan Pattern (No Drip) 


Flat Fan Pattern 

Flat Fan Pattern (No Drip) 
Round Fan Pattern 

Round Fan Pattern (No Drip) 


External Mix 


Flat Fan Pattern 


Flat Fan Pattern (No Drip) 
Round Fan Pattern 


Round Fan Pattern (No Drip) 


Siphon Fed 
Flat Fan Pattern 


Flat Fan Pattern (No Drip) 
Round Fan Pattern 


Round Fan Pattern (No Drip) 
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Brand 
Graco 
Graco 
Graco 
Wagner 


Graco 
Graco 
Graco 





Item 
No. 


48YD38 
48YD39 


48YD40 
1TNL8 
48YD41 


43LD27 
43LD28 





Max. Cover Item 
Pressure Tube Material Material No. 
3300 psi Nyloni1 Polyurethane 1AGE9 
3300 psi Nylon11 Polyurethane 1AGF1 
750 psi Nylon Nitrile 4XR30 
750 psi Nylon Nitrile 4XR31 
750 psi Nylon Nitrile 4XR32 
750 psi Nylon Nitrile 4XR33 
200 psi Nitrile Neoprene 12530 
200 psi Nitrile Neoprene 22011 

Flow Item 
Rate Spray Pattern No. 

1.6 to 14.7 gph 53" dia. 35XT50 
1.6 to 14.7 gph 93" dia. 395X728 
1.8 to 6.9 gph 18'W 35XT49 
0.8 to 3.2 gph 23'W 49T503 
1.8 to 6.9 gph 18'W 35X27 
0.8 to 3.2 gph 23'W 35X7T22 
1.1 to 3.3 gph 7' dia. 49T494 
1.3 to 3.5 gph 16" dia. 49T498 
1.1 to 3.3 gph 7 dia. 35X114 
1.3 to 3.5 gph 16" dia. 35X18 

1 to 3.8 gph 21"W 491517 

1 to 3.8 gph 13'W 491513 
2.5 to 7.5 gph 24'W 491518 
2.5 to 7.5 gph 18'W 491514 

1 to 3.8 gph 21"W 35X38 

1 to 3.8 gph 13"W 35X34 
2.9 to 7.5 gph 18'W 35X35 

1. to 3.8 gph 8" dia. 49T508 
2.9 to 7.5 gph 8" dia. 49T509 

1 to 3.8 gph 8" dia. 395X729 
2.9 to 7.5 gph 24'"W 35X39 
2.59 to 7.59 gph 82" dia. 35X30 
0.1 to 0.4 gph 15"W 491525 
0.3 to 1.2 gph 25'W 491526 
0.1 to 0.4 gph 15"W 35X7T46 
0.3 to 1.2 gph 25'W 35X47 
0.2 to 0.8 gph 6'%6' dia. 491521 
0.3 to 1.9 gph 8" dia. 491522 
0.2 to 0.8 gph 616" dia. 35XT42 
0.3 to 1.9 gph 8" dia. 35XT43 


PAINTING 
Paint Sprayers & Accessories 





No. 22DM29 
a A a \ No. 36WH30 
Paint Sprayer and Power Roller 
FLEXIO™ 590 SPRAYER 


Complete interior or exterior projects with a consistent finish, control and speed. 
From walls and fences, to fine finishing on trim and cabinets. 


SMART SIDEKICK® POWER ROLLER 


Continuous paint rolling 2 times faster and with less mess than a manual roller. 
Get an even finish, beginning to end with paint on demand drawing from a 1 or 
5 gallon paint can. 


Max. Spray Item 
Description Cap. Flow Speed Pattern Voltage No. 
Sprayers 
Adjustable 
Frexio O00 anche’ 4¥eqt.  8gph Variable Horizontal 120VAC  22DM29 
ey and Vertical 
Power Roller® 
SMART Sidekick® 
Handheld Paint Sprayer (> 
Airless sprayer is easy-to-set up and 
GRACO 





sprays up to 1 gal. with each charge. Gives 
precision pressure control that delivers 

a consistent spray fan without pressure 
fluctuations. Features reverse tip, making 
it easy to clean tip clogs. Disposable liner 
helps eliminate clean-up time. Ideal for 
spraying stains, sealers, oil and latex 
paints. Includes 4 oz. bottle pump armor, 
liner bag, mesh fluid filter, reversible tip, 2 
Li-lon batteries, charger, and tool bag. 








Max. 
Cap. Flow Speed Spray Pattern Voltage No. 
32 OZ. 0.20 gpm Variable Up to 12" 20VAC 53JT65 
_ 
he 
3 = Round Fan 
——— arian Pattern 
® (No Drip) 
EXAUPFE %°. 497513 yo. a5x142 





Atomizing Spray Nozzles 


No-drip nozzles positively stop liquid 
flow when the compressed air is shut 
off, saving costly liquids. 


INTERNAL MIX 


Mix the liquid and air inside the air 
cap for the finest atomization. Can be 
used on liquids with a viscosity up to 
300 cp. Both air and liquid side are 
pressure fed. 


EXTERNAL MIX 


Designed for the highest flow rates. 
Allow the air and liquid flows to be 


adjusted independently. Ideal for 
where precise liquid flow is needed. 
Can be used on liquids with a viscosity 
above 300 cp. Both air and liquid sides 
are pressure fed. 


SIPHON FED 

Require no liquid pressure and can 

be used with gravity fed liquids or lift 
liquids from a 36-in. siphon height. 
Can be used on liquids with a viscosity 
up to 200 cp. 
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PAINTING 
Specialty Coatings 


Scan. Order. Done. 
Details on page A1. 
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No. 40P310 


Henry. 


#1 CHOICE OF PROFESSIONALS® 


Sealants and 
Roof Coatings 


Adhesive and Primer—Premium brush or 
squeegee grade, waterproof adhesive made 
from asphalt, solvents, and organic fibers. 


Mastics and Cements—Flashmaster® 
assures resistance to weathering while 
providing ease of application by trowel. 
Wet Patch® Roof Leak Repair has a high 


REFLECTIVE ROOF COATINGS 


A Business Unit of The Sherwin-Williams Company N o Pap 
. " Per 


Roof Coatings, Patching, 
and Repair Products 


Snow Roof® Premium Roof Coating—Goes on blue and 
dries to a bright white. Elastomeric reflects up to 90% of the 
sun's rays. 


Kool Seal® Elastomeric Roof Coating—Siops leaks while 
extending the life of existing roofs. Reflects sunlight to save 





resistance to weathering and provides excellent durability against the 
stresses and wear to which such mastics are normally exposed. Plastic 
Roof Cement is a premium trowel-grade sealant for dry surfaces. 


energy costs. No. 36MV74 is formulated using a 100% acrylic 
polymer. 


LER, Bal A 
HO 


Kool™ Lastik Primer—Use as a base to convert black 
Roof Sealants—Rubberized Wet Patch™ seals leaks around chim- surfaces to white reflective ones. 
neys, vents, and skylights in wet or dry weather. Extreme Wet Patch™ 

is a rubber-modified roof sealant with excellent adhesion, especially 

at moving joints. Neoprene Flashing Sealant is a flashing grade, 
rubber-based sealant for high stress applications is nonflammable and 
nonasphaltic. Roofing Sealant helps prevent roof leaks prior to coating 
with an acrylic reflective coating. Roof Coating Repair Fiberglass Fabric 
is a woven mesh fabric that will not decay or rot. Coating on fabric 
reduces distortion and is acid and heat resistant. Solarflex® Elastotape® 
is a lightweight, nonwoven mat which is heat set. Excellent for new and 
old construction. 


Storm Patch® All-Weather Rubberized Cements—Displace water from wet 
surfaces and create a tight seal. No. 36MV75 is made of asphalt-based cement with 
premium-grade aluminum pigment for a reflective finish. Seals quickly and will not pull 
apart or lose its bone. Remains soft and pliable. Nos. 36MV77 and 36MV78 have an 
aerosol formula that bonds and seals instantly to clean, dry surfaces. 


Kool Seal® Acrylic Patching Cement—Siops leaks on damp or dry surfaces. Blends 
in on existing white roofs. 


Flexx Sealer’ Permanent Leak Repair—Bonds immediately, seals instantly to clean 
dry surface. Never hardens, cracks, peels or shrinks. 

Asphalt Emulsion Roof Coating—Protective coating is nonflammable 
while wet, corrosion-resistant and waterproof when dry. Base coat for 
energy saving reflecting coatings. 


Tundra™ Silicone Roof Coating—Provides ponding water resistance and superior 
finish with excellent flow and leveling. Adheres to most roofing material. 











Item 
Reflective Coating—Adds years of service and reflectivity to a roof Description _ Size Color Brand No. 
surface Snow Roof® Premium Roof Coating 4.75 gal. White KST 4EEZ7 
; Kool Seal® Elastomeric Roof Coating 4.75 gal. White KST 4FJJ9 
4 . . Kool Seal® Premium Elastomeric Roof Coating 4.75 gal. White KST 36MV74 
= — -Flay® en 
Water ‘Based Acrylic Roof Coatings Elastomeric and Solar-Flex Kool™ Lastik Primer 475 gal Gray KeT AF IK 
protective coatings are resistant to discoloration, disbanding, chalk- Storm Patch® All-Weather Rubberized Cements 10 oz. Clear Koolseal AFJK3 
i i i : Storm Patch® All-Weather Rubberized Cements 10.5 02. Black Koolseal 4FJK4 
ing, mildew, and fungi. They reflect the sun's heat and UV rays. Enviro Storm Patch® Aluminum Roof Patch Caal Silver KST S6MIV75 
Elastomeric helps prevent dust and dirt buildup and reflect UV rays. Storm Patch® Rubberized Leak Sealer 12 07. Black KST  36MV77 
Dura-Brite Elastomeric is a high solids formula that expands and yor ac nic Paeng ee eater ar Wes Rene Re 
; ; : : ryll J 02. | 
contracts without cracking. Ponding water-resistant. Kool Seal® Acrylic Patching Cement 115 oz. White Koolseal  4FJK7 
Item Flexx Sealer™ Permanent Leak Repair 2 RO it Gray Koolseal 4FJK8 
Descrinti l No. Flexx Sealer" Permanent Leak Repair 2° x 10 ft. Gray Koolseal 4FJL1 
RUWGSIGEEIP Size Color ° TUNDRA™ Silicone Roof Coating 1 gal. White Koolseal  411M122 
Cold-Ap Roof and Lap Adhesive 5 gal. Black 35LR66 TUNDRA™ Silicone Roof Coating 2 gal. White Koolseal 411M23 
Mastics and Cements 
Flashmaster® Flashing Cement 9 gal. Black 03PZ34 
Wet Patch® Root Leak Repair 2 gal Black 93PZ33 
Plastic Roof Cement 3.5 gal Black 35LR65 
Roof Sealants 
Rubberized Wet Patch™ 10.1 0z. Black 40P297 
0.9 gal Black 40P298 
Roof Leak Repair 3.3 gal. Black 40P299 _ ZINSSER©) 
: ‘ 
Extreme Wet Patch Roof Leak Repair yp il pack Ate 8 Ceiling Aerosols ene 
Roofing Sealant y oe we Hate Covers Up™ Paint—Low-odor, vertical aerosol spray sealer and 
Roof Coating Repair Fiberglass Fabric 6" X 25' Roll Yellow 40P301 finish for drop ceilings with water, smoke, and nicotine stains. 
Solarflex® Elastotape® 4" X 150' Roll White 40P309 i ini 
Asphalt Emulsion Roof Coatings Nonyellowing flat finish. 
ani Darr brocte eae Vee ek rete Bondex™ Ceiling Patch—Ready-mixed, latex-based, low-odor 
Hetlective eating — = 51 SECRET patching compound duplicates the look of popcorn (acoustic) ceiling 
Water Basal MorylleRootiCoatings a. Wer finishes; repairs blemishes, scrapes, and water damage. 
Elastromeric Roof Coating 4.75 gal White 40P310 ain 
Enviro Elastomeric Roof Coating Pee gal White are DRY TIME AND COVERAGE Color NetWt. Size No. 
0.9 gal White 40P313 a Paint Patch Covers Up™ Paint 
Dura-Brite Elastomeric Roof Coating 4 al White 40P314 ec Dry Time: Thr 24 to 48 hr. White {3 07. —~~FHFE7 
0.9 nal White 40P315 Coverage: 12-15 sq. it. i Bondex™ Ceiling Patch 
Solar-Flex® Protective Roof Coating 4.75 gal. White A0P316 No. 4HFE7 f Dependent on ceiling aggregate. White = gt.  4HFGt 
Net 
® Base Wt. Covers Item 
Description Type _(0z.) Color (sq. ft.) DryTime No. 
peonucrs ue: Oil 10 White 50 5 min. 2AUT7 
Oil 20 White 110 5 min. 2AUT8 
Oil 25. White, Tinted 125 5min.  39F172 
Drywall Spray Orange Peel Wall Texture Water 1g Sprays on Blue, 7 an Ans 
Dries White 
No. No. Textures Water 25 White, Tinted 125 30min. 39F173 
2AUT7 39F173 Knockdown Wall Texture Water 25 White, Tinted 75 30 min. 39F174 
A full range of wall textures Popcorn Ceiling Texture Water 14 White 8 24hr. 45MV56 
for convenient. invisibl “Ani - Water 74 White 50 24hr. 444F39 
— or convenient, Invisible Pie Mixea Gelliig Textile Water 32 White 1 o4 hr. 444F41 
tga repalr. Pre-Mixed Wall Texture Water 74 White 350 24hr.  444F38 
saa Wall Textured Spray Patch Water 20 White 110 30 min. 444F40 
— —_ Texture Sprayer, Hand Operated, 2.8 cu. ft. Hopper 444F42 
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Perma- 
Patch® 
No. 
3ZC17 Sa 
———= §RUSTOLEUM® ae 
= . GreenPatch® 
Asphalt Patch Paving Material —*. s9F247 


Sakrete®—No. 21HC48 tube fills 
cracks up to 12" wide. Not to be 
used in areas of prolonged contact 
with water. No. 21HC47 is a liquid 
formula used to fill cracks up to 2" 
wide. Accepts traffic after 5 days. 
No. 39UV47 has a full cure time of 
2 days. 


GreenPatch®—Ready-to-use 
VOC-compliant formula contains 
recycled asphalt and permanently 
repairs potholes and cracks in pave- 
ment. Workable in all weather and can 
be installed in standing water. Accepts 
traffic immediately after application. 


Rust-Oleum®—Concrete Patch and 
Perma-Patch®—Patches potholes, Repair is a 2-part, industrial-strength 
utility cuts, and cracks. Bonds 
permanently to asphalt, concrete, 
steel, and wood. Apply in any 
weather condition. No mixing. 
Dries immediately; cures faster 
under greater volumes of traffic. 


Compaction can be accomplished by 


won't shrink or crack, and creates a 
surface stronger than concrete. For 
indoor/outdoor use. Fast curing; paint- 
able in 8 hours. Easy mixing, low odor, 
no solvents. 


hand tamping. 
Container Mfr. Item 
Description Coverage Size Model No. 
Sakrete® 
25 ft. @ V4" x Ya" 10.3 02. 120040 21HC48 
Blacktop Crack Filler 160 ft. @ %" x %" 1 gal. 120039 21HC47 
AO ft. @ V4" x Ya" 1 gt. 120041 39UV47 
Perma-Patch® 
Permanent Pavement Repair 3 sq. ft. @ 1" 30 Ib. PP-30-CP 13R450 
Black Asphalt Paving Compound 6 sq. ft. @ 1" 60 Ib. PP-60-C 32017 
GreenPatch® 
Pavement Repair Patch 3 sq ft @ 21” x 21” x 1” 40 |b. GP40P 39F847 
Cold Patch 4 sq ft @ 2’ x2’x 1” 50 Ib. GP50 39F846 
Rust-Oleum® 
14 Linear ft. @ 2" x ¥" 24 02. 301012 52JU46 


Concrete Patch and Repair 


& 


Concrete Mixes 
= 50 Ib. pail 
Formulated with sand, 
gravel, and cement for 
repair and building jobs 
where concrete is more 
than 2" thick. 

No. 21HC53 sets 

posts and poles easily 





No. 21HC52 includes fibers 
that help resist cracking due to 
shrinkage. 

No. 21HC54 achieves 5000 psi 
strength. Also good for use in 
concrete countertops. 


No. 21HC55 is a general purpose 





eu No. 21HC54 
without blending. Sets concrete mix with a strength of 
in 30 min. 4000 psi. 
Mfr. Item 
Description Meets Model No. 
Fast Setting Concrete Mix ASTM C-387 and ASTM C-270 = 120019 21HC53 
Crack Resistant Concrete Mix ASTM C-387 120018 21HC52 
5000 Plus High Strength Concrete Mix ASTM C-387 120020 21HC54 
High Strength Concrete Mix ASTM C-387 120021 21HC55 


Tinted Concrete Mixes [<> TOMES) 


TintCrete Resurfacer—Resurface or patch concrete with this colored resur- 
facing material. Trowel, broom, or brush onto existing concrete. 


TintCrete Patch—Polymer-modified colored mortar formula withstands up to 
4500 psi to resist cracks under rugged conditions. 


TintCrete Concrete—Repair horizontal or formed areas with pourable colored 
concrete. Use to patch and repair concrete from 1" to full depth. 





Mfr. Item 
Color Starts to Harden Model No. 
TintCrete Resurfacer, 50 Ib. 
Beige 30 min. to 1 hr. GRA-DLC-21 15F511 
Gray 30 min. to 1 hr. GRA-DLC-16 15F520 
TintCrete Patch, 50 Ib. 
Beige 20 to 40 min. GRA-CT40-121 15F512 
Black 20 to 40 min. GRA-CT40-151 15F518 
Gray 20 to 40 min. GRA-CT40-160 15F521 
TintCrete Concrete, 65 Ib. 
Black 45 min. to 1.5 hr. GRA-P38-1510 15F519 _— 
Red 45 min. to 1.5 hr. GRA-P38-1310 15F516 No. 15F518 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





epoxy that permanently bonds concrete, 


PAINTING 
Asphalt Patching, Concrete Cleaners & Mixes 


Henry. 


#1 CHOICE OF PROFESSIONALS® 


Driveway Asphalt 
and Coating 


Asphalt Resurfacer—Fills and seals 
rough surfaces and cracks in asphalt 
driveways. Features a 7x rubberized 
formulation for long life and durability. Stir 
gel formula applies easily, dries quickly, 
and reduces tracking. 


E-Z Stir Asphalt Filler/Sealer—Do-it- 
yourself, easy-to-use formula stirs and 
applies easily. Reinforced for improved 
traction and durability. 


«oy DRIVEWAY 
ASPHALT 
RESURFACER 





Asphalt Pothole Patch—Use this 
solvent-based asphalt and aggre- 
gate compound to fill larger cracks 
and potholes. All-weather formula 
requires no mixing. 


Asphalt Coating—Brush-applied 
sealcoat is ideal for home use. Stirs 
Top-Kote Asphalt Coating—Smooths, and applies easily. 
preserves, and protects weathered 

asphalt driveways. Renews and gives a 


black appearance to surfaces. 


Container Flash Item 

Description Size Point Dry Time Recoat Coverage No. 
espralt Resurfacer 4.7/5 gal. 212°F 4 hr. 290 to 500 sq. ft. 40P317 
E-Z Stir Asphalt ° 
Filler/Sealer 4.75 gal. 212°F 4 hr. 250 to 500 sq. ft. 40P318 
Sein Asphalt 475 gal. 212°F 4 hr. 300 to 400 sq. ft.  40P319 
Asphalt Pothole ° Immediately After 1 
Patch 11 Ib. 170°F Compacting 2 sq. ft. x 1 40P320 
Asphalt Coating do gal. —_212°F 4 hr. 2200 to 4400 sqft. 35LR68 

| ’ i nn HNN, 
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coea Ct Math 


Pak =| 
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No. 21HC50 No. 52VY64 


Concrete Cleaners and Dissolvers 


Concrete and Asphalt Cleaner—Mild, acidic liquid used to clean concrete, 
masonry, and asphalt surfaces. Use to clean exiting surfaces prior to making 
repairs. 





Concrete Mortar Disolver—A safe, environmentally-friendly liquid alterna- 
tive to aggressive acid concrete removers. Used to remove dried on cement, 
concrete, mortar, or stucco from most surfaces. 


Container Item 

Description Size No. 
Concrete and Asphalt Cleaner 1 qt. 21HC50 
Concrete Mortar Disolver 28 02. 52VY64 








Rockite® 
Expansion Cement 


Develops a compression strength of 4500 
lb./sq.-in. within 1 hr. For applications 
such as anchoring bolts, buildings, parti- 
tions, machines, appliances, tools, railings, 
hardware, and posts to concrete and other 
masonry floors and walls. 





Starts Container Mfr. Item | Lit 
to Harden Size Model No. TOR ENCOnD Ano PatCoaec 
5 Ib. 10005 62173 
15 min. 10 Ib. 10010 62174 
50 Ib. 1005162175 pee See 





PAINTING Scan. Order. Done. 
Concrete Patch & Repair Details on page A1. 





(mcm, CRAGKSTIL ~ zz Polymeric 
tiga CaCk Stix™ Permanent ' | eecnidethindieene 
"AGH or use with concrete pavers, cas 
<= Concrete & Asphalt stone, and natural an products in patio, walkway, 
~=- Joint & Crack Filler 


and driveway applications. Material fills the joints 
No. Easy to use with no mixing: Cut pliable cord to length, ee eee tan 
~ 394820 hand-pack, and heat with a propane torch. It melts 





SUREBOND 







sand erosion due to rain or water run off. 








: : : a4 Container Container Item Pkg. 
3 instantly and cures quickly, accepting traffic in less Calvi Size Style No. aty. 
= ) than 20 min. Creates a permanent watertight bond. detesees Tan 50 Ib. Bag 6ZFY3 8 
, oO. 
Container Mfr. Item ay ae a0 Tak : 
P Size Coverage Color _ Model No. 5" RUST-OLEUM 
oncrete - 
= ° Pe: Ve tL 3 ie X a tay one Bata , —_ INDUSTRIAL BRANDS 
—— ie 4X V4" ray ‘ aos : : 
Asphalt 0 
No. 8 Ib. 125 ft.@ ¥'x%" _ Black 2050 _ 39H819 “= ee 1 00 /o Solids Flexible 
39H819 10 Ib. 250 ft. @ Ya" x V4" __ Black 2060 _30WMO09 ee Joint Sealant 


Container Item : 
Size Coverage _No. 2-component polyurea cures in 90 min. Designed 


. K AKONA (<>TOMES| 90z.5.5sq, Ft. 38w370 ‘to control joints in mild to severe industrial envi- 
ProSpec “inns! 22 oz. _13.3 sq. Ft._38W371__—_ ronments. For interior and exterior use. 
Refracting and G 
Masonry Mortars 7COCC! 


Refractory mortars are used for laying fire brick. Temp. 










Premium Self-leveling Concrete Joint & Crack Seaiani 


ae, . 


ai 
Shs 





er 


=| 









oe _# range of 40° to 100°F. Masonry mortar is used for tuck Joint and Crack Repair 
eagprerans pointing mortar joints. Temp. range of 40° to 90°F. 1500SL™ joint and crack repair is a high-performance, one-part, mois- 
; Mortars are gray in color. ture curing, self-leveling sealant for concrete, masonry, or asphalt joints. 
For Use On Container Starts to Mtr. Item Non-gassing property makes it ideal for high temperatures and humid condi- 
aticctor Meciar Coverage Size Harden Brand _Model__No. tions. Starts to harden in 2 hr. and fully cures in 3 days. Remains flexible and is 
Brick, Concrete, 0.5 cu. ft. 10lb. {hr  Prospec 120913 453709 resistant to UV rays. 
Stone, Wood U.13° Cu. Tt. 50 Ib. 1 hr. Akona 104319 453108 : 
Masonry Mortar Container Mfr. ltem 
a 3 ft @ %" 2 Color Coverage Size Model No 
3 Sq. yo SO, ; 
Masonry = @ vie of sit @sy (O0lb. 25hr JETomes N-3  64UX18 Gray 11.2 to 67.4 Linear ft. 28 fil. o7. GC99902 488H53 
FlexkKrete 
Concrete Crack Repair. SEES EET PRoSpPec 
PC Products—2- Titebond®—High-performance self- Prospec®—Clear, non-yellowing, acrylic polymer membrane 
component epoxy gel leveling polymer sealant fills contraction/ ideal for curing, sealing, and hardening of concrete, terrazzo, 
works in temps, up to expansion joints and cracks in concrete brick, and other cementitious materials. 
115°F. Solvent-free and = decks and floors. Low VOC. 
= odor-free formula has a Full Cure Mfr. Item 
No. 4AUX7 working time (20 min. Item Application Size Time Coverage Model No. 
at 75°F); paintable after Pe Products 
cid Concrete Anchoring Use to Anchor Bolts/Rebar and 8.6 02. Ahr — 072561 4AUX7 
4-hr. and Crack Repair Patch Cracks In Concrete 102 oz. 4 hr. 29.7 SO. 1k 071021 4AUY2 
Use to Anchor Bolts/Rebar and 2.80 02. 4 hr. 4 hr. 070505 25F532 
Sakrete—No. 39UV52 Epoxy Adhesive Patch Cracks in Concrete 1690z. ‘4h. 4 hr. 070529 25F533 
is a flowable material Sakrete 
, 35 ft. @ 
designed to fill and Concrete Crack Repair Concrete Repair 1 gt. 1 day VA" x. V5! 120026 39UV52 
seal cracks in concrete Pre-Mixed Concrete Patch 1 at. 2days 3s9.ft.@%' 120547 39UV63 
up to “4 W and %°D. = Repairs Cracks and Surface 
No. 39UV63 is trowel- Liquid Cement Crack Filler — Defects In Concrete, Self 1 at. 1 hr. = 37584 1LYG4 
able and used for filling Leveling, Ready-Mixed Formula 
' : Flexkrete 
and sealing cracks in U 
sed As A Filler For 600mL 
concrete up to1" wide. —~Polyurea Sealer, Concrete Joints And Cracks Cartridges = — a eee ee 
Titebond 
DAP®—Self-leveling for Construction/Expansion 
; ae Self-Leveling Concrete . 31 ft. @ 
horizontal applications; Floor Joint Sealant Se 'WO1oz Tday yyy 3191 2GXU1 
for interior and exterior Prospec 
Commercial/Residential, 
USE. _— interior/Exterior, Masonty 1 gal. Ahr. 300 sq. ft. 120823 487A67 
FlexKrete—Dual Commercial/Residential, 5 gal. 4hr. 1500 sq. ft. 120822 487A68 
Interior/Exterior 55 gal. 4hr. 16,500sq. ft. 120824 487A69 
Component, 600 ML total _ nd Mi. tem Pky. 
when mixed cartridge BE Prod Item Application For Use With Model No. Qty. 
: : “ roducts 
No. SEGCS with static mixing tube. — “Sjatic Mixing Nozzle For Dispensing Concrete And Crack Repair Mfr. No. 072561 072296 4AUX8 2 





Applicati Ti I Model _No. 
Sakrete® Concrete Patch—Top 'n Bond DAP® Concrete Sate taewrata ae sue ode : 


patcher is a polymer-modified sand and Patch—Nonshrinking 2days 10lb. 120031 39UV64 
cement repair mortar for resurfacing, patching, ready-mix dries to hard ES a a a I 


and general concrete repairs from featheredge __ finish. For interior/exte ei td 
g p g Patch Cracks 1 day 1 gal. 31090  1LYG7 


Concrete Repair 





No. 39UV48 No. 1LYG7 to 4". Requires only the addition of water. rior use. and Breaks 
1632 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ELL! 





GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


na RUSTOLEUM 


INDUSTRIAL BRANDS 


Concrete Patching 

Compound ae SS 
= 5499 system RUST-OLEUM § RUSTOLEUM 
2-component system: must use base 

and activator. Repairs cracks and ior 
damaged areas. No priming required. en ee 
Accepts light foot traffic in 12 hr. eee, | ——- 


Activator included. 100% solid. = ee | 
Container 


Size 
2 gal. 


SST eT rom ogame actna™ 


Item Qe — 
Coverage No. 


12.5 Sq. 
tt. @ Y" 5A279 


Color 
Gray 


Fast Set 10-Minute 
Concrete Repair 
Compound 


Permanently repairs cracks, spalls, 
concrete and deteriorated concrete. Can 
be applied in sub-zero temperatures. 
No. 15F502 includes 2 pints each of 
Concrete Mender Parts A and B, 17 Ib. 
of aggregate, plastic trowel, rubber 
gloves, mixing bucket, and 3 Ib. of dry 
latex concrete resurfacer. 


No. 15F504 includes 2 Concrete 


No. 15F502 


No. 15F507 includes Concrete Mender 
cartridges, 15 flow controllers, and 15 
static mixing tips. 





Mender cartridges, 2 flow controllers, 2 Bantalner ti , Item 
: i s - Ize ode 0. 
static mixing tips, 10 lb. of aggregate, 15 gal JET.28°-45F502 
plastic trowel, rubber gloves, and 3 Ib. 2 Cartridge Kit JET-2 15F504 
of dry latex concrete resurfacer. 12 Cartridge Kit JET-12__——15F507 
ta RUSTOLEUM 
Concrete Repair RUSFOLEUM 
InstaPatch® Concrete Repair Kit—2- 
component polyurea repair compound cures in tae tn cont a 
less than 15 min. Can be applied in tempera- rte 
tures as low as -5°F. 100% solid. en 
ast Eo oe 
TurboKrete® Epoxy Repair Kit & Nozzles— a Se 
Fast-curing, nonsag epoxy is used for vertical So 
and horizontal repairs. 100% solid. No. 30RK20 
Item 
Description Coverage Includes No. 
InstaPatch® 
Concrete Y% gal. Part A and 
RepairKit 29080-ft. “i, gal PartB SORK20 
' om 
escription 0. 
TurboKrete® mo: GUNA? 
Epoxy Repair Kit, 9 oz. Cartridge 6DNX5 
Static Mixing Nozzle, 3 Nozzles 6DNX6 


No. 2VRN1 r . “] 


LOGTITE. a 


Loctite® PC9410™ 
Magna-Crete™ 


2-component, concrete repair and 
grouting system. Bonds to most 
common construction materials. 





Container Mfr. Item 
Application Size Model No. 
Compressive Strength ee iy Te Setting, 1 gal. 2on0l2 2VRN1 
Chemically Resistant, Summer and Winter 
Additives Also Available to Aid Cure Times 5 gal. 235973 2WIRN2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





PAINTING 
Concrete Patch & Repair 


must >—“a 
TurboKrete® So 
Concrete = aan 





Patching Kit 


Repairs large cracks and deep 
holes. Can accept vehicular 
traffic in 6 to 8 hr. 3 to 4x stron- 
ger than concrete. 100% solid. 


: ee 


TURBOKRETT 
a ee 
om oa 


No. 6KP53 
Container Item 
Description Size Coverage No. 
27.9 fl. oz. (Part A) Base, 4 fl. oz. (Part B) 
Small Kit Activator, 13.1 Ib. (Part C) Aggregate 0.15 cu. ft. SXPP2 
59 fl. oz. (Part A) Base, 8 fl. oz. (Part B) 
Large Kit Activator, 26.25 Ib. (Part G) Aggregate fo sqit — OKPSS 
FlexKrete 
Pee eoloures # 

“You won't believe i until you see it” No. 3EG A8 ; 
Repair and Primer a to 
FlexKrete 102 mortar for long-term repair is 3x harder than . Si 
concrete. Flex-Prime has excellent wet out properties block- — 
ing out moisture, providing deep pentration. 

Container Mfr. Item 

Application Size Color Model No. 
FlexKrete 102 Concrete Repair Compound 
Repair Concrete, Asphalt, Steel, Wood, Fiberglass, 1 gal. Gray FK102G-KIT 3XJC3 
Marble, Build Ramps, Seamless Floors, Resurface 5 gal. Gray FK-102G 3EGA8 
Concrete, Repair Anchor Bolts, Vertical/Horizontal 
and Overhead Sites, Non-skid Surface, ADA, 5 gal. Clear FK-102C 3EGC1 
Bridge Repair, Drain Repair, Manhole Repair 
Flex-Prime Concrete Primer, 2-Component 
Use As A Penetrating And Bonding Agent cise Clear FK-Primer 3EGC7 





No. 1LYG5 


No. 39UV65 


Hydraulic Cements G> ae. 


Quick Plug—Stops running water through deep cracks, holes, and imperfec- 
tions in concrete surfaces, both above and below ground level. 


Hydraulic Cement—Siops the flow of water through breaks in concrete or 
masonry walls and floors. Rapid setting with initial set-time of 1 to 3 min. and 
final set in 3 to 4 min. 


Concrete Foundation Repair Leak Stop, Anchoring—dQuickly stop active 
leaks, plug holes, repair foundation walls and anchor equipment. 


Container Mfr. Item 

Starts to Harden Full Cure Time Size Model Brand No. 
Quick Plug Hydraulic Cement 

3 min. 28 days 5 Ib. 14086 DAP 1LYG5 

3 min. 28 days 10 Ib. 14090 DAP 10L517 
Hydraulic Cement 

3 min. 2 days 50 Ib. 120030 Sakrete 39UV65 
Concrete Foundation Repair Leak Stop, Anchoring 

3 min. 1 hr. 3 Ib. C118 Hydro Plug 15F529 

3 min. 1 hr. 10 Ib. C120 Hydro Plug 15F530 

3 min. 1 hr. 50 Ib. C121 Hydro Plug 15F531 





Anchoring Cements 


2-component system for repairing spalled ~ 
or deteriorating concrete. Can be used for 
overhead repairs. Solvent-free, high-strength, 
high-modulus, moisture intensive repair epoxy. 


Starts to Full Container Mfr. Item 
Harden Cure Time Size Model No. 
15 min. 4 hr. 1 gal. 071120 5UXR4 








PAINTING 
Concrete Coating 


Scan. Order. Done. 
Details on page A1. 








<TRUETES QUALITY DIMCL marie EEE CLT SL Pere 


RUST-OLEUM oe , 


=a 





e500 system (= 
No. 7AJ42 © 6500 SYSTEM e : a0, SOLits aay ACTIVATDS 
‘ 106%, Sous EPOXY —_ 





; aa — 
} ————= Si ’ 
er 


Description No. INDUSTRIAL BRANDS 


‘lear ase a Concrete Saver® 


Clear Base and Activator System 120U82 


High Gloss Paint = 
a me 100% Solids Epoxy 
siver Gray ive Floor Coating 
Tile Red 7AJ43 
= 6500 system 
DRY TIME AND COVERAGE = Low odor 


Primer/ 
Sealer 
8 to 24 hr. 
180 to 260 
sq. ft./gal. 
<290g/L 


Paint 
72 fi. 
100 to 200 
sq. ft./gal. 
<1009/L 


2-component system withstands 
heavy wear, rubber-tire vehicle traffic, 
and power washings. Excellent abra- 
sion, impact, and chemical resistance. 


Dry Time: 
Coverage: 
VOC Content: 





any 
Concrete Sealers 
_ , =a White liquid is for use in concrete and masonry; 


dries clear and invisible. Starts to harden in 2 
hrs. and cures in 1 to 2 days. Can be re-coated 
in 1 to 2 days. 


64UX16 








Container Container Item 
Style Size Coverage No. 
Bottle 1 gal. 100 to 300 sq.ft. 64UX16 
Pail 5gal. _500to 1500 sq. ft. 64UX17 
“TRUSTED QUALITY Since rt2i- UST-OLEU © 
- RUST-OLEUM - a R INDUSTRIAL LEUM 
—- Concrete Saver® 
: Fast-Cure Epoxy 
Dial Floor Coating 
- —— 
x =» 6200 system 
Ste = | = Dry time: 48 to 72 hr. 
caesarean a = Coverage: 175 to 350 sq. ft./gal. 
. = VOC content: <250g/L 
Pe Hae Resists corrosion, abrasion, traffic, 


Silver Gray, Dunes Tan 


and mild chemical spills. 


aa RUSTOLEUM 


INDUSTRIAL BRANDS 


FastKote® Polyurea 
Floor Coating 


Protect against chemicals and abrasion in 
commercial and industrial facilities. Easy 
roller application fully cures and accepts 
vehicles traffic in only 24 hr. Use Fastkote® 
UV for areas prone to sun exposure. 1-gal. 





Dry Time Item 
Description Recoat Coverage No. 
FastKote®, Interior 
Gray 2 hr. 400 sq. ft. 30RL95 
121 aes A Sr Tan 2 hr. 400 sq. ft. 30RL96 
Light Gray 2 hr. 400 sq. ft. 30RL97 
psa ew ; 2 tae 40-50 sq. ft./gal. 30RL98 
astKote , Interior/Exterior 
ci Clear Shr. 400 sq. ft/gal. 30RL99 
Safety Yellow  3hr. _ 40-50 sq. ft./gal. 30RMO01 
Gray 3hr. _ 40-50 sq. ft./gal. 30RM02 
Light Gray 3 hr. 150-200 sq. ft. 30RMO04 


1634 GRAINGER. 
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Find even MORE on Grainger.com® 


H&C® Concrete Floor i = 


Coating and Stain ‘| 


INFUSION™ Water-Based Semi-Transparent 
Stain—Creates the look of acid stain. Penetrates 
into the concrete for a faux layered look. A clear 
coat is required. 


COLORTOP™ Water-Based Solid Color Concrete 
Stain—Provides a decorative finish to interior or 
exterior concrete and masonry surfaces. 


CONCRETEREADY® Etching Solution—Opens 
the pores of the concrete so concrete stains and 
| sealers can bond properly with the substrates. 

, Removes efflorescence, reducing the pH level of 
\ new concrete and new mortar joints. 


SHARKGRIP® Slip-Resistant Additive—Stirs 
into most oil-based and water-based paints 





No. J1441 . : : 
and other coatings for fine texturing, and gloss 
reduction. 
> CHOOSE: Item 
Color Size No. 
INFUSION™ Water-Based Semi-Transparent Stain 
Semi-Trans Cordovan, Semi-Trans Espresso, tau 31441 
Semi-Trans Henna, Semi-Trans Tumbled Stone de 
Automn Breeze, Cocoa Bean 1 gal. J5611 
COLORTOP™ Water-Based Solid Color Concrete Stain 
Bombay, Gull Gray, Terra, Tile Red 1 gal. J5610 
CONCRETEREADY™ Etching Solution 
Clear 1 gal. 38EK68 
SharkGrip® Slip Resistant Additive 
White 16 02. 38EK69 
White 19 Ib. 38EK72 
Industrial Concrete _ gistcicin 
CP 
-— Floor Sealers and 
—— 7 az RUST-OLEUM 


Clear Coatings 


DRY TIME AND COVERAGE 
Easytlear 


“heaeriim maar gas ee INDUSTRIAL BRANDS 


r RUST OLEUM ~ 


of 
a q 


SEE | 


5500 System 
Dry Time: 12 
Coverage: 190 to 400 


sq. ft./gal. 
VOC Content: <1009/L 


6711 System 
24 


40 to 50 sq. 
ft./gal. 
<2509/L 


ToS ’ Item 
Xs a od Description Brand No. 
——— 9900 System Dustproofer/Floor Sealer Concrete Saver 4VYH1 
EasyClear® Epoxy Maintenance Rust-Oleum 6DNX4 


Floor Coating 
6711 System Polyurethane Rust-Oleum 4MG61 


329 10.030 
sq. ft./gal. 
1009/L 


7 





No. 4VYH1 








No. 3BU19 
Garage Floor Coating Kits gi hoa 
SURFACES: Concrete EPOXY S23 


EpoxyShield® Professional—2- 
component finish strengthens and Mfr. Item 


: : Color Model Brand No. 
protects concrete floors. Resists chemi- EpoxyShield® Professional 
cals and standing water. 2 gal. Silver Gray 203373 Rust-Oleum 3BU19 
7 Dunes Tan 238466 Rust-Oleum 1TBG3 
EpoxyShield® Garage Floor—One Dark Gray 238467 Rust-Oleum 1TBG4 
coat brightens floor with a clean, glossy, _Tile Red 238468 _Rust-Oleum_1TBGS 
Clear 292514 Rust-Oleum 52JU45 


water-based coating. Protect against EpoxyShield® Garage Floor 
gasoline, antifreeze, motor oil, salt, hot =~ Gray 251965 Epoxyshield G6KP68 
tire pickup and cracking. 1 gal. Tan 251966 _Epoxyshield 6KP69 


DRY TIME AND COVERAGE 
EpoxyShield® EpoxyShield® 
Professional Resurfacer 

less than 109/L less than 109/L 


EpoxyShield® 
Garage Floor 
<100g/L 


VOC Content: 
Light Traffic : 3 to 6 hr. 3 to 6 hr. 24 hr 


Coverage: 150 to 200 sq. ft./gal. 125 sq. ft./gal. 200 sq. ft. 





1-800-GRAINGER (472-4643) 


Scan. Order. Done. 
Details on page A1. 








SAFETY 
Hard Hats 


Hard Hat ANSI Classifications 


ANSI/ISEA-Z89.1-2014 
Describes the impact- 


resistance and the head only. 


electrical-insulation prop- Type I: Reduces the force of impact from a blow to the top and 


erties of the hard hat. side of the head. 


Impact and Electrical-Insulation Classifications 
Type I: Reduces the force of impact caused by a blow to the top of hazards. 


Class C-Conductive: Provides no protection from electrical 


Class G-General: Provides low-voltage protection up to 2.2KV. 
Class E-Electrical: Provides high-voltage protection up to 20KV. 


Hard Hat Suspension Types 


Pinlock 

Feature a band with evenly spaced holes 
on one end and pins on the other end that 
fasten for a comfortable fit. 


Ratchet & Swing-Ratchet 


removing the suspension frame. 


No. J5421 


No. DO311 





No. DO366 


No. J5423 





No. J5114 


No. J6000 


Honeywell > " Honeywell 
oy CN a Bullard 


* 


The Safety Company 


General Purpose 
Hard Hats - Type 1, Class E 


Type 1, Class E non-vented hard hats protect against vertical impacts and 
high-voltage conductors (up to 20KV). These hard hats are used by construc- 
tion workers, road crews, and other workers as required by OSHA. Front and 
full brim protect the face from sun, reduce glare, and help shed rain. Full brim 
protects the face and neck. See Grainger.com® for available colors. 


Front Brim Full Brim 
Accessory Item Accessory Item 
Material Brand Series Slots No. Slots No. 
Pinlock (4-Point) 
Polyethylene Condor SL Yes J5421 = _ 
Polyethylene MSA V-Gard® Yes D0311 Yes D0366 
Polyethylene Honeywell North North Zone™ Yes J5113 — _ 
Ratchet (4-Point) 
Polyethylene Condor SL Yes J5422 No J5423 
Polyethylene MSA V-Gard® Yes D0312 Yes D0367 
Polyethylene MSA SmoothDome® Yes D0371 = _ 
Polyethylene Honeywell North North Zone™ Yes J5114 Yes J6000 
Polyethylene M H-800 — _ No H3920 
Ratchet (6-Point) 
Polyethylene Bullard Classic — _— No E5091 
Ratchet (8-Point) 
Thermoplastic Honeywell Fibre-Metal | SuperEight Yes G5189 No G5183 
Swing Ratchet (8-Point) 
Thermoplastic Honeywell Fibre-Metal | SuperEight No G5190 No G5184 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Feature a knob for tightening or loosening the band to 
customize the fit. Swing-ratchet suspension helmets 
let wearers reverse the position of the helmet without 







One-Touch & Staz-On 


One-Touch have a clip that is squeezed and slid along 
the band to adjust fit. Staz-On suspension helmets 
have a band with evenly spaced holes on one end and 
pins on the other end that fasten to adjust. 


™ ¥ 


The Safety Company 


General Purpose NFL 
Front-Brim Hard Hats—Type 1 Class E 


NFL non-vented hard hats can be printed with the logo and colors of any team. 
A front brim protects the face from sun, reduces glare, and helps shed rain. 
Type 1, Class E hard hats protect against high-voltage conductors (up to 20KV) 
and vertical impacts to the top of the head. They are used by construction 
workers, road crews, and other workers as required by OSHA. 














Front Brim 
Item 
Material Brand Series Accessory Slots No. 
One-Touch (4-Point) 
Polyethylene MSA V-Gard® Yes D0375 
U.S. Flag be 
w/ Eagle 4‘ Camouflage 


_ No. H0843 NI No. H0843 


Stars & White w/Large 
Stripes U.S. Flag 
No. H0843 No. H08&43 | 







White w/Small 
U.S. Flag 
No. H0843 


Stars & Stripes 
w/ Eagle 
No. H0843 


—— a 


4 





Stars & Stars & Stripes 
Stripes w/ Eagle 
No. J5167 


No. J5167 


The Safety Company 


Freedom Series'’ V-Gard® 
Hard Hats - Type 1, Class E 


Patriotic full-brim hard hats are printed with symbols 
of national pride, such as flags and eagles. Type 
1, Class E hard hats protect wearers from vertical 





impacts to the top of the head and high-voltage Camoutiage 
No. J5167 
conductors (up to 20KV). 
Front Brim Full Brim 
Accessory Item Accessory Item 
Material Brand Series Slots No. Slots No. 
Ratchet (4-Point) 
Polyethylene MSA Freedom Series® Yes H0843 No J5167 


SAFETY Scan. Order.Done. 
Hard Hats Details on page A1. = |e 


For Hard Hat ANSI classifications, see page 1635. 
Western-Style Hard 
Hats - Type 1, Class E 
Western-style hard hats (Type 1, Class E) protect 
workers from vertical impacts and have a brim 


around the entire hat to protect from sun and glare. 
Cowboy-style side brims curve up to direct water 
and rain to run off the back of the hat. Type 1, Class 
E hard hats protect workers from vertical impacts 
and high-voltage electrical hazards up to 20KV. 








Accessory Item 
Material Slots Series No. 
Pinlock (6-Point) 
Polyethylene No Vulcan E3812 
Ratchet (6-Point) 
Polyethylene No Vulcan E3811 
MSA pe . Honeywell 
(@a Bullard ie ay 
The Safety Company 
Heat-Resisting Hard Hats—Type 1, Class G 
No. J5165 No. 4MD46 These hard hats are constructed of heat-resistant material that resists damage when 


exposed to high temperatures. They are used in applications such as metalworking, 


forging, welding, and smelting. ANSI Type 1 hard hats protect against vertical impacts to 
the top of the head. Class G provides low voltage protections (up to 2.2KV). Front brims 
reduce glare and shade the eyes and face from overhead sun. Full brims protect the face 
and neck. See Grainger.com® for available colors. 
Front Brim Full Brim 
Accessory Item Accessory Item 
Material Brand Series Slots No. Slots No. 
Pinlock (4-Point) 
Phenolic MSA Skullgard® No J5165 _— _ 
Ratchet (4-Point) 
Glass-Reinforced Nylon MSA Thermalgard® Yes D0373 — 


4MD46 











. . Phenolic MSA Skullgard® No F8827 No 
gatas een Glass-Reinforced Nylon 3M Elevated Temperature Yes J5442 — _ 
Ratchet (6-Point) 
Polyethylene Bullard Classic Yes E5090 = — 
Ratchet (8-Point) 
Thermoplastic, Fiberglass Honeywell Fibre-Metal Roughneck P2A No G5194 — — 
Fiberglass, Thermoplastic Honeywell Fibre-Metal Roughneck P2A Yes G5192 — _— 
Thermoplastic Honeywell Fibre-Metal | Roughneck P2HN Yes G5197 = _ 
Thermoplastic Honeywell Fibre-Metal Roughneck P2A Yes G5195 = —_ 
Thermoplastic Honeywell Fibre-Metal | Roughneck P2HN No G5198 — — 
Thermoplastic Honeywell Fibre-Metal SuperEight No G5186 — _ 
Fiberglass Honeywell Fibre-Metal Pi — — No 42PD50 
Swing Ratchet (8-Point) 
Thermoplastic Honeywell Fibre-Metal Roughneck P2A Yes G5193 = _ 
No. 42PD50 No. G5187 Thermoplastic Honeywell Fibre-Metal SuperEight Yes G5187 — — 


The Safety Company 


Miner's-Style Hard 
Hats—Type 1, Class G 


Miner's hats sit closer to the head than traditional hard hats, giving it 
a slightly lower profile for working in close quarters. lintegrated hard- 






peers sain ware allows a lamp to be attached. Type 1, Class G hard hats protect 
against vertical impacts and provide low-voltage protection up to 
et bess 2.2KV. See Grainger.com for available colors. 
Front Brim Full Brim 
Accessory Item | Accessory — Item 
Material Brand Series Slots No. Slots No. 
Pinlock (4-Point) 
Phenolic MSA — Skullgard® No SKAWS8 No SKAW9 
Staz-On 
Polycarbonate MSA Comfo-Cap No H0853 = = 


1636 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” SAFETY 
Find the wy. Find Solutions. Find Great Prices. Hard Hats 













No. DO368 No. K2049 


ill 
KASIC 
Work-at-Height 
Vented Climbing 
Helmets—tType 1, 
Class C 


= ABS material 

= With accessory slots 
Type 1, Class C climbing helmets protect the 
head from vertical impacts caused by falling 
objects. Class C helmets are conductive and 
should not be used in locations where electri- 





No. H3923 


Item 
cal hazards are present. These helmets have Brand Sarias No. 
vents to allow air to circulate to keep workers _— Ratchet (6-Point) 

imhi M — SecureFit™ X5000 2049 

—jr—) =} aa, |. Climbing helmets enclose the backs 3 
Safety Products for LIFE. (Ga Sullard ete : a 7 : : ti hi t t Petzl Vertex K2065 
and side of the nead and nave a cnin strap to Petzl Strato Alveo —_—_K2068 
IMS keep the helmet in place if a fall occurs. See Petzl Strato Vent __K2069 
avi ese Goat Grainger.com® for available colors. Kask___ Super Plasma__ 53DH68 


Vented Hard Hats—tType 1, Class C 


= Polyethylene 


Vented hard hats help dissipate heat to keep workers cool. Type 1 hard 
hats protect wearers from vertical impacts. Vents on these Class C hard 
hats allow a clear path for electrical arcing, so they should not be used in No. K2050 
locations where electrical hazards are present. Front brims protect the face 





from sun, reduce glare, and help shed rain. Full brims protect the face and j « A Si « 
neck and are worn in harsh sun. See Grainger.com® for available colors. 
Front Brim Full Brim Pp 7 5 avi 
Accessory Item Accessory Item 
Brand Series Slots No. Slots No. 
Pinlock (4-Point) =) 7 
Erb Safety Americana Yes J5463 No J5465 Work at Height 
Erb Safety Americana Yes J5463 No J5465 7 5 
Erb Safety Americana Yes J5463 No J5465 Climbing 
Bullard S62 Yes E3824 — — 
Ratchet (4-Point) Helmets—tType 1, 
Erb Safety Americana Yes J5462 No J5464 
Erb Safety Americana Yes J5462 No 15164 | Glass E 
Erb Safety Americana Yes J5462 No J5464 : 
Erb Safety Americana = = No J5464 = ABS material 
3M H-700 Yes G5160 — — = Accessory slots 
i ® 162 — = ; : : 
a R00 stoaior es St No H3924 Type 1, Class E work-at-height climbing helmets 
3M H-800 — — No H3921 protect the head from vertical impacts caused 
shi peo eae = = nO H3923__| py falling objects. Class E helmets are non- 
3M H800 Uvicator® — — No H3923 a , 
Bullard S62 ves F3825 _ —_ conductive and provide high-voltage protection item 
MSA V-Gard® 500 Yes D0368 — — up to 20KV. Climbing helmets enclose the backs hah — ae No. 
MSA V-Gard® 500 Yes D0368 — — atchet (6-Poin 
Ratchet (6-Point) a ne 7 ih setae de ; chin ae to Kask Zenith 53DH82 
MSA V-Gard® 500 Yes D0369 — = cep the helmet in p ace If a Tall OCCUIS. vee Petzl Vertex __ Z K2064 
MSA V-Gard® 500 Yes D0369 — — Grainger.com® for available colors. 3M __SecureFit™ X5000 _K2050 


Honeywell ==/=° [WEIN @a Bullard 


NORTI Safety Products for LIFE. The Safety Company 


Top- and Side-Protecting Hard Hats—Type 2, Class E 


= Polyethylene 


No. J5467 


Type 2, Class E hard hats are padded to provide protec- ie an Non ice ay iain 
tion against vertical and angled impacts up to 60°. Brand _ Series Slots No. | Slots _No. 
Padding makes these hard hats heavier and more Ratchet (Pont 

bulky than Type 1 hard hats. They are rated Class E for North A89 ae 
high-voltage electrical protection up to 20KV. Type 2 aeywel North Yes G5765.  — _ 
helmets are worn when indicated by OSHA or where Erb Safety Omegall®@| Yes  J5466 = 
swinging objects (such as hooks or chains) are present. MSA _Super-V Yes K2045)  — = 
Front brims shade the face and eyes from sun and Bullare_vector 1eS/.—_ ESET 

help reduce glare. Full brims also shade the neck.See Bullard Fey : 
Grainger.com® for available colors. Erb Safety Americana) = — = No__J5467 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1637 





SAFETY 
Bump Caps & Hard Hat Suspensions 


Scan. Order. Done. 
Details on page A1. 










No. 
G7578 


No. 
J6837 


Perro 








*y9TEwacioUS¢< 

ergodyne’ 

, WORK GEAR’, 
ear 


(canon lc 
Baseball-Style Bump Caps 

= Hook-and-loop adjustment 

= Inner ABS shell 

These bump caps have a traditional baseball cap over a bump cap insert. They 
are often worn by contractors, exterminators, and other workers who might 


bump into stationary objects such as beams or piping. Bump caps are not ANSI 
rated and are not suitable for applications that require an ANSI-rated hard hat. 





Head Includes 
Protection LED > CHOOSE: Item 
Bump Cap Style Venting Lights Color Brand No. 
Baseball Cap Yes No Tan, Black Condor G5759 
Baseball Cap No No Dark Blue, Black, Green Occunomix E9470 
Beige, Black, Green, Gray, Dark 
Baseball Cap Yes No Blue, Orange, Red, White, Yellow Surflex G7578 
Winter Baseball Cap Yes No Beige, Black, Dark Blue, Yellow _Surflex G7579 
LED Baseball Cap Yes Yes Black, Dark Blue Surflex G7581 
Micro/Short Baseball Hi-Visibility Green, Skullerz By 
Cap, Front Brim Yes No Dark Blue, Black Ergodyne H9899 
Micro/Short Baseball Hi-Visibility Green, Skullerz By 
Cap, Front Brim Yes Yes Black, Dark Blue Ergodyne J6837 


No. 
DO374 
No. 
J5343 


Honeywell =J=J=3° 
INORTH| Safety Products for LIFE. 


Traditional-Style Bump Caps 


= Available in blue, green, orange, These bump caps protect workers from 
red, white, and yellow; minor injuries caused by bumping into 
high-visibility and other colors, a stationary object. Caps are generally 
available on Grainger.com worn by workers in confined spaces, 

= Polyethylene crawl spaces, or near overhead piping. 

= Pinlock suspension They resemble a traditional hard hat and 





No. 
G5758 










No. 
E3813 


* 
comor| 


The Safety Company 


Head Protection Item are made of plastic so they can be used 
Venting Brand No. _ in food manufacturing. Bump caps are 
18 eanaoe G5758 ot ANSI rated and are not suitable for 
No MSA D0374 bas 
Yes Honeywell North £3813 applications that require an ANSI-rated 
Yes Erb Safety J5343_ shard hat. 
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Honeywell 
WORTH 
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comfor| 











No. 
232356 


*»oTEnacio See 
ergodyne’ 


Safety Products for LIFE. ° WORK GEAT, 


Bump Cap Inserts 


Hard plastic bump cap inserts are worn under any hat or baseball cap to 
protect workers from cuts, minor bumps, and other injuries caused by walking 
or moving into a stationary object. Bump caps are not ANSI rated and are not 
suitable for applications that require an ANSI-rated hard hat. 


Head Protection CHOOSE: Item 

Material Venting Color Brand No. 
ABS Yes Black Condor 232356 
Polyethylene No White Honeywell North 2KDZ5 
Polyethylene Yes Black Erb Safety 41N875 
Polypropylene Yes Gray Skullerz By Ergodyne 462P29 


No. No. 
52LD17 52LD15 
No. 
23V891 





* 
comfor| 


The Safety Company 





Honeywell Honeywell 


ay 


Hard Hat and Helmet Suspensions 


= Suspension brand and helmet brand must be the same 


Suspensions are the part of the hard hat or helmet that rests on the wearer's 
head. They provide a gap between the headgear and head, which helps 
absorb shock and redirect impact force away from the head and spine. 
Suspensions should be replaced yearly as part of normal maintenance and 
inspection practices, or earlier if the suspension shows signs of wear. 


Item 
For Use With Fits Hat Size No. 

Pinlock (4-Point) 
Condor 

Front Brim 52LC84, 52LC85, 52LC86, 52LC8/, 

591088, 52L.C89, 52LC90, 52L.C91 6% 108 S2LD17 
MSA 

V-Gard® 6% to 8 4LN50 
Honeywell North 

North Zone Hard Hats One Size Fits Most 492217 
Pinlock (8-Point) 
Honeywell Fibre-Metal 

P2A, P2HN Hard Hats One Size Fits Most 23V891 
Ratchet (4-Point) 

Condor 

Front Brim 52LC92, 52LC93, 52LC094, 52L095, 52LC96, 52LC97, 6% to 8 52LD15 
52L098, 52LC99, 52LD01, 52LD02, 52LD03, 52LD04, 52LD05 

Full Brim 52LD06, 52LD07, 52LD08, 52LD09, 

59LD10, 52LD11, 52LD12, 52LD13, 52LD14 6% to8 52LD16 
MSA 

SmoothDome®, V-Gard®, V-Gard® 500, V-Gard® GREEN One Size Fits Most 30FX30 
Vanguard™ One Size Fits Most 30FX36 
V-Gard® 6% to 8 1AVR7 
Honeywell North 

North Zone Hard Hats One Size Fits Most 492ZZ18 
Ratchet (6-Point) 

MSA 

SmoothDome®, V-Gard® 500 One Size Fits Most 30FX31 


1-800-GRAINGER (472-4643) 
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Find the why. Find Solutions. Find Great Prices. 


SAFETY 
Faceshields & Visors 





* 
Faceshields carter 


= Meet ANSI Z87.1 standard when 
headgear or bracket is used in 
conjunction with proper visor to 


create complete faceshield Assembly with 


Polycarbonate clear visors allow high Chin Guard 
clarity and are ideal for heavy-duty eee. —— 
impact and heat-resistance applications. 
Visor Dim. Item 
Description Thickness No. 
Faceshield Assemblies 
Ratchet Headgear with Visor 15/4" 8 0.060" 4EZC4 
Ratchet Headgear with Visor love g" 0.070" 4EZC2 
Pin Lock Headgear with Flatfold Visor 151%" 3 0.040" 4EZC6 
Ratchet Headgear with Visor and Chin Guard 15¥" te 0.040" 2AUB/ 
Visors 
Replacement Visor for No. 4EZC2 g" 0.070 4EZC3 
Visors for Nos. 4EZC2, 4EZC4, 4EZC6, 4EZC8, and ETE9 
Faceshield Visor, Universal aye 3 0.040" 4EZD3 
Faceshield Visor, Universal 16° 8 0.040" 4EZD1 
Faceshield Visor, Universal 16° 3 0.060" 4EZD2 
Hard Hat/Cap Faceshield Frames 
a Oe 2. Faceshield Frame with Full Brim Attachment for Hard Hats 4EZC8 
Honeywell em 
UVE>< 
Turboshield™ 
Nos. 21UN79 
Faceshield ee 
A bli (Sold Separately) 





= Meet ANSI Z87.1-2015 standard 


Visor Mfr. ltem 
when headgear or bracket i Is used Color Model No. 
in conjunction with proper visor Ratchet Headgear Only 

Black S9500  21UN79 


to create complete faceshield 


Polycarbonate Visors - 15/4"W 
= Meet CSA 294.3 


x 9"H, 0.09" Thickness 


; Clear $9550 21UN80 

Toric polycarbonate lens provides aE ui Antifog Coating = 4 unt 

excellent optics and increased field ade ) 4 
Saati igieh .. _ Shade 5 $9565 21UN85 

of view in chemical splash and debris "qard Hat Adapter 

impactapplications. = Black (S05 10 _21UN86_ applications. Black $9510 _ 21UN86 


Bionic® Faceshield 
Assemblies 


Honeywell 
UVEX 
= Meets ANSI Z87.1-2010 standard when 
headgear or bracket is used in conjunction with 
proper visor to create complete faceshield 
= Meets CSA 294.3 
Clear polycarbonate window provides high 
clarity and is ideal for heavy-duty impact and 








heat-resistance applications. No. 4RBS5 
Visor Dim. Mfr. Item 
Description Thickness Model No. 
Ratchet Headgear with Visor ; ; ; $8500 4RB59 
oe een ee a SE Visor 14% 9% 0.040 $8990 4RB56 
Headgear Only Assembly 
3M No. 4YZ58 ‘ech No. 2ELZ3 





= Meet ANSI Z87.1-2015 standard when headgear or bracket is used 
in conjunction with proper visor to create complete faceshield 


Polycarbonate visors allow high clarity and are ideal for heavy-duty impact and 


heat-resistance applications. Propionate and PETG visors are suitable for splash, 


spray, and light impact applications. High-heat series visors are able to retain 
shape for longer periods of time at a higher temperature. 


Visor Visor Visor Dim. Mfr. Item 
Description Material Color W H Thickness Model No. 
Ratchet Headgear (Visor Sold Separately) _ 
Ratchet — = 82501-00000 4YZ58 
Ratchet Headgear with 


82521-10000 2ELW6 


Clear Chin Guard 
Faceshield Assembly 
Rate eavgear With poivcarbonate Clear 1414" 9" 0.08" 


Visors for 3M™ Headgear 


82783 2ELZ3 


Propionate Propionate Clear 14%" 9" 0.080" 82700-00000 2ELY8 
Polycarbonate Polycarbonate Clear 14%" 9 0.080" 82/01 4RC44 
Faceshield Components 

Polycarbonate Visor polycarbonate Clear 14%' 7° 0.040" 82543-00000 2ELz2 


For No. 2ELW6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





V-Gard® Standard Frame V-Gard® Standard 


with Debris Control Frame 
No. 12V755 No. 12V760 
V-Gard® Frames and Visors 
= Meet ANSI Z87.1-2010 standard ' — ea rita 
when headgear or bracket is used Hexetiptinn Model Now 
Maan: VGani®F 
in conjunction with proper visor Fa Sh oeniied Cans 


to create complete faceshield 10121266 12V756 


10115730 12V755 


Standard Frame 
Standard Frame, Includes 


Frames—Sloped design has gutters Debris Control 


; at i For MSA® Nonslotted Hats 
to cede Ha and other Standard Frame, Plastic 10121268 12V760 
materials off the frame and away from “Visor Visor Dim. Mfr. Item 
the line of sight. Can W _H_ Thickness Model No. 
isors 
Visors—Polvcarbonate visors Clear 17° 8" 0.06’ 10115840 34G162 
st A Fandeniach Clear 17° 9%" 0.040" 10115863 22EY58 
are resistant to Impact and spias Clear 17° 103%" 0.098" 10115853 34G163 






hazards. Green 17° 10%" 0.098" 10115854 34G164 
Honeywell 
imme: METAL” No. 
. 15W957 
Faceshield 
Headgear 


= Meet ANSI Z87.1-2015 
standard and certified to the 
CSA Z94.3 when headgear or 
bracket is used in conjunction 
with proper visor to create Mfr. Item 


No. 2KFY7 


complete faceshield AETHER: cial St a: 
@® Ratchet Suspension with 3° Crown F300 15W970 
Headgear—Made of Noryl® for ~ Ratchet Suspension with 4" Crown F400 2KFY7 


durability and heat resistance. Ratchet Suspension with 7" Crown FO500-H5 3NNJ1 


Visor Visor Dim. Mfr. Item 
Visors—Propionate visors provide olor W__H Thickness Model _No. 
distortion-free optics along with Clear 11% 8" 0.060"  4118CL 15W957 
chemical and impact resistance. zeal 16%" 8" 0.060"  4178CL_ 2KFY8 
C b| ae Metal hard Clear 16%" 8° 0.060"  6750CL 15W967 
ompatible with Fibre-Metal har Shade 51R 16%" 8" 0.060" 4178IRUV5 2KFZ1 
hats with Quick-Lok™ blocks. Clear 19" 934" 0.060"  4199CL 2KFZ3 





No. 23X909 





sellstrom. 


7 a 
Product that works. 


Faceshield Assemblies 


= Meet ANSI Z87.1-2015 standard when headgear or bracket is used 

in conjunction with proper visor to create complete faceshield 
= Assemblies meet CSA Z94.3-07 CUL certified 
Polycarbonate visor provides high clarity and is great for heavy-duty impact and 
heat-resistance applications. Crown/chin guard on No. 23X909 offers extra side 
and bottom protection from splashes, dust, and contaminants. 
DP4™ Faceshield Assembly No. 4PE38 combines full-face coverage with shade 
5, 6, or 8 flip visor options, eliminating the need to wear 2 protective devices. 
Provides UV/IR protection during griding, cutting, and brazing operations. 


No. 4PE38 


Visor Visor Visor Dim. Mfr. Item 
Description Material Color WH Thickness Model No. 
Faceshield Assemblies salvcarb 
seca olycarbonate, , ; 
Ratchet peadyeay wih vet Mumainan Bound Clear 15%" 8 0.04 $30110 5DAD1 
Ratchet Heacgear with Visor” Polycarbonate Clear 19" 6’ 0.04" S38110 283X909 
DP4™ Ratchet Headgear i i i 
with Antifog Visor Polycarbonate Clear 8 8 0.060" $32010 4PE36 
DP4™ Ratchet Headgear ' i 
with Shade 5 Flip Visor Polycarbonate Shaded 12%" 9 0.060" $32151 4PE38 
DP4™ Ratchet Headgear A‘ hf 
with Shade 6 Flip Visor Polycarbonate Shade6 12%" 9 0.060" $32161 2KLE6 
Dra Ratchet Headgear Polycarbonate Shade8 12%" 9" 0.060" $32181 2KLE5 


with Shade 8 Flip Visor 


1639 





SAFETY 
Hard Hat Accessories 














Winter Hard Hat Liners 


= Universal size 
Over-the-Cap Liners—Feature hook- 









Item 
and-loop fasteners for attachment to cap Material Color No. 
suspension. Cotton Blue 3BB62 IA ACCUFORM. 
Quilted Nylon with 
Ear Bands and Balaclava—Wear over esa AN Al f i 
sue 38800 | Reflective Hard 
most hard hats. Ear bands fit snugly around Acrylic Orange  3BB61 H E L a [ 
the ears and top of the head. Orange  3BB67 at Ladeis 
self-adhesive retro-reflective 
microprism labels promote visibility. 
Measure 1"W x 4"L. Pkg. of 16. 
> CHOOSE: Item 
Color No. 
Blue, Lime Yellow, Red, 
Red/Orange, White D5953 
No. 16M261 = ren Aol Ne itr 50 
(Hard Hat Sold Separately) —s+>S = 
Disposable 
seg as Safety Liner 
ergodyne : : 
~WONK CEA, High-tech wick wear absorbs and 
e evaporates sweat continuously, helping 
Squids® Hard : keep eyes clear. Plus it cools head in 
Hat Lanvards wsédptiot Paine ae the summer and warms it in the winter. 
y Elastic Lanyard with Buckle Lime 16M261 Hygienic liner traps oils, salts, and 
secure hard hat to worker to Elastic Lanyard with Clamp ___Lime__16M262_| odors. One size fits all headwear items. 
keep it from falling out of reach Coil Lanyard with Buckle Black 45NJ44 
pep Itt g oul - Coil Lanyard with Buckle HV Lime  45NJ45 tem Pkg. 
Dielectric/nonconductive. 2-Ib. Coil Lanyard with Clamp Black 45NJ46 Color No. Qty. 
max load limit. Coil Lanyard with Clamp HV Lime —_ 45NJ47 Blue 4FPK2 10 
(Hard Hats Sold Separately) 
¥* No. No. 
BERR 6GLA7 6GLAS 
Keep one or several hard hats 
close at hand and off working 
surfaces with these racks. Fit 
any hard hat shape. 
Description Holds Includes Material 
Seat Back (1) Hard Hat — Epoxy Coated Steel 
Seat Back (1) Hard Hat = Nickel Plated Steel 
Universal Mount (1) Hard Hat Double-Sided Foam Tape Powder Coated Steel 
Wall Mount (1) Hard Hat = Nickel Plated Steel 
Wall Mount (4) Hard Hats Double-Sided Foam Tape Epoxy Coated Steel 
Window Mount Kit for Use with No. 5LTR4 — (3) 3" Dia. Suction Cups, Hardware Plastic, Metal 


1640 GRAINGER. 
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Scan. Order. Done. 
Details on page A1. 


se 
condor 
Hard Hat 


Evaporative 
Cooling Pads 


Deliver cooling relief from 
on-the-job heat. 100% cotton 
material contains water-activated 
absorbent beads. Soak the reus- 
able liner in cold water for 10 

to 20 min. before attaching to 
hard hat suspension. No. 331212 
includes an attached neck shade 
to shade and cool neck. 


Item 
Description No. 
Cooling Pad 331TZ11 


Cooling Pad with Neck Shade 331212 





Find even MORE on Grainger.com® 











No. 
33T2Z11 


No. 
33TZ12 








Overall Overall Overall Item 

Height Width Depth No. 
73%" 5" 2" 6GLA7 
3M" 12" 1134 5LTR3 
394" 274" a 6GLA8 
3" 124" 11%" 5LTR4 
a 2294" 14" 6GLA9 
— — — 5LTR5 


1-800-GRAINGER (472-4643) 
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Find the wy. Find Solutions. Find Great Prices. Cooling ltems & High-Visibility Headwear 






No. 16V832 


No. 33TZ14 


No. 16V845 


No. 2EMK6 
j 







Chill-ilts® Headwear and 
Sweat/Wristbands 


ergodyne 
» WORK SEAM. 























































































































































































































No. 33TZ03 
Evaporative Cooling—PVA material activates when run under water for 1 min. 
Provides cooling comfort for hours. Reusable; just rewet. | No. 53CE32 vy 
Ranger Hats have a wide brim and constructed of 150 denier oxford polyester = conor! 
with vented mesh panels and PVA lining. Include Level 2 ANSI-compliant reflec- Cooling Headwear 
tive tape with contrasting color. Keep cool on the job with a variety of reusable towels, bandanas, hats, and 
Absorptive Cooling—Absorbent moisture-wicking terry fabric draws sweat sweatbands. Just soak in cold water up to 20 min. for instant cooling relief. 
away from skin. Activate Towels in just a couple minutes—wear on your neck or use for wiping 
away dirt and sweat. Wear cooling Bandanas and Dew Rags alone or with 
Item j ] ] icihili j ] 
Description Baia Color No. protective hard hats. Brightly colored Hat provides visibility on busy jobsites and 
Evaporative Cooling | gives protection from element. Cellulose Sweatband absorbs sweat and helps 
Stars and Stripes _Red, White and Blue__16V829_—|_ keep it away from eyes and hands. 
Bandanas with Coolin ee a ee 
Towel and Tie Closure | Western Navy —16V831_ anti ba 
) Solid Lime 16V832 CO crription— Color _No. 
: Solid Blue 16V833 MiraCool® Neck Towel Denim 33TZ02 
Stars and Stripes Red, White and Blue 16V839 MiraCool® Cooling Towel roa wre +l a 
; ; Western Red 16V840 néd, White and BIUe UOT 
Bandanas with Cooling Towel ———Vifoatapn la. “ATE\VOAd : N 331203 
Western Na 16V841 ® ___Navy _ 901 LZU0 
and Hook-and-Loop Closure Solid nee —F6v842 MiraGool® Neck Bandanas ; Cowboy Blue 337204 
Solid Blue 16V843 ee eee eee eee Denim 33TZ05 _ 
Stars and Stripes Red, White and Blue 16V834 ‘| _Absorbant Cellulose Sweatband Blue 331214 
~ Western Red 16V835 Accessories" | 
Triangle Hats with Cooling Towel “Western Navy ~ 16V836 | _Mesh Hard Hat Shade/Neck Protector __Yellow/Orange _ S3CE32 _ 
Solid ime 838 | Ooo... mmm 
eee __ Solid Blue_ __16V838 
Ranger Hat, S/M Solid Lime 16V845 
_Ranger Hat, L/XL _ Solid Lime _ __16V846 
__ Solid Blue __2EMK6_ 
____ Solid ___Gray _ 35YY79 _ 
; Solid Lime 35YY80 
Cooling Towel, 13°L x 2912"W | “Solid “Orange ~ B5YY81 = 
Solid Pink _ __ 35YY82 
. Solid Blue _S4DF05 
_Absorptive Cooling — ee ee 
__Stars and Stripes __Red, White and Blue 2EMJ7 
| Camouflage Green 2EMJ8 
. Western Red 2EMJ9 
Dew Rags ____ Western _ ___ Blue 2EMK1 
___ Flames Orange/Black_ __—— 2EMK3 
____ Solid _ Lime ZEMJ6 | eile 
Solid Blue 2EMK2 aE tee 14 
: ~ Stars and Stripes Red, White and Blue 2EMH5 | (teens ws ume Hi-Vis Orange 
___ Camouflage __Green_ __2EMH6 _ 7 
Western Red 2EMH7 = = =p 
Headbands — a —,. >EMHA 
Wester Blue zms | GloWear® High-Visibility Headwear 
Oll ue 
Flames Orange/Black 2EMJ1 ‘| = ANSI 107 Class compliant headwear > CHOOSE: item 
Sweatbands — soa ne seme | Constructed of 150 denier oxford polyes- newt _ No. 
“Wristbands, Pkg. of 2 Solid Black ___—‘2EMJ4__| ter with vented mesh panels. Hi-Visibility Orange __—_—90288 
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SAFETY Scan. Order. Done. [= 
Cold Weather Headwear Details on page Al. = 










ify et 7 iy 
THANDS wir “). No. 48JT83 


<4 
ad 


om 





No. 48JT80 





No. 3BB64 No. 1HC48 oy No. 48JT81 


Winter Headwear lcomtor! | HOTHANDS 





: : is : No. 
Universal size. Traditional-style caps and hats are worn directly over the head. Heated Neck 26KFO7 
Liners have an extended nape that covers wearer's neck for added warmth. 
ten | and Headwear 
Description Material Color No. . 

Beanie Cap Acrylic Blue 3BB66 = Long-lasting heat for head and ears 

Nape Liner with Chin Strap Cotton Blue 3BB64 = Designed specifically for use 

Nape Liner with Detachable Face Cover Cotton Blue 3BB65 with HotHands® warmers Item Pkg. 


Item Color No. Qty. 


Beanie C ith Detachable Neck Wra Cap Cotton, Neck Wrap Acrylic Blue 1HC48 ‘ 
—E—E—EE—EEOEHorT rE ES EEEEEEKEEA TEE | «= Includes a free pair of warmers Neck Gaiter Black 48J180 1 


HotHands® heated neck and headwear help ater eee 
keep the head and neck warm and comfort- Knit Cap Orange 48J183 1 
able when the temperature drops! Designed Headband _Black__48JT84__ 1 
with special pockets to fit HotHands warmers, —2@%¢ Warmer _—_26KFO7_1 

eh 5 P ; Hand Warmer —  26KF08 3 
this is the ultimate way to stay comfortable Foot Warmer — 26KF13_ 5 
when the weather gets cold. Hand Warmer — _26KF14_ 10 








No. No. 
46W009 H4626 
No. D2583 
No. F9107 
No. F8993 
Cold Weather Headwear carhartt ©. | Gold Weather Headwear RejrigiVeon 
= One eT all Universal size. Neck Gaiter covers nose, mouth, ears, and neck. Face Masks 
= Carhartt® labels are sewn on have a long neck for draft protection. Watch Hat has a moisture-wicking poly- 
Watch Hat is 100% acrylic, stretchable rib-knit fabric for comfort. Mask features | propylene lining for comfort. 
an extra-long neck. 100% acrylic knit with 3M™ Thinsulate™ Flex 40g insula- > CHOOSE: i 
tion for added warmth. 2-in-1 Face Mask is 100% polyester fleece hat with a Description Material Color No. 
pull-down face mask (90% polyester/10% spandex). Wicks sweat and fights Neck Gaiter Acrylic ___Black 46wo09 
odor. Tuck mask up inside hat when not in use. race ast TOO ea = nine eau, S208 ie 
> CHOOSE: Item Watch Hat Wool/Acrylic Black 46w005 
Description Color No. —— nn SN 
Black, Bright Lime, Bright Orange, 
Watch Hat Brown, Dark Brown, Navy Blue D2583 
Mask Black, Charcoal F8993 
2-in-1 Face Mask Black, Brown F9107 


T&S 
alsin 


Cold Weather 
Headwear 


Moisture-wicking, nonallergenic, stretchable 
ProMAX IV™ polypropylene/spandex fabric 
blocks the cold and wind. Wear alone or as a 
liner. Universal size. 





No. 46W132 No. H4625 


Cold Weather Headwear 





Watch Cap is stretchable. Aviator Hat has a snap-up visor, pile-trimmed ear 
flaps with hearing holes under the flaps, and an adjustable chin strap. 





Description/ > CHOOSE: > CHOOSE: Item 
> CHOOSE: Item Material Size Color No. 
Description Color No. Watch Cap 
HEADGATOR® 6 Acrylic with 3M™ Thinsulate Lining Universal High Visibility Green 46W132 
in 1 Headgear Black, Brown, Blue — D4583 Aviator Hat 
HOTHEAD® Balaclava Black, Brown D4584 100% Cotton Duck with Cotton 
7-BEANIE™ Beanie Cap Black, Brown, Blue D4585 No. D4584 Lining Quilted to 3M" Thinsulate L, XL Black, Brown H4625 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Bell 
Page 1643 


Bullet 
Page 1643 


Cone 
Page 1644 


Noise Reduction Rating (NRR) 


Noise Reduction Rating (NRR) is the maximum _Level (db) 
number of decibels (dB) that a properly fitted hearing 140 

protector will reduce noise levels. When choosing the 100 
right hearing protection for your application, OSHA 90 
suggests subtracting 7 from the NRR value, tohelp 80 
account for improper fit. 






= 


— 


a No. 3NHAG 


ru No. 3NHF2 


Honeywell * 
SM er [cotton 
Bell-Shaped Ear Plugs 


= Disposable 

A flared end provides extra coverage at the edge of the ear canal, and also 
provides a gripping point to aid insertion and removal of the plug. No-Touch™ 
plugs have an integral stem to help keep foam tips clean. 


No. 3NHA5 





No. 1VJY1 


x 





No. 5FV14 








Uncorded Corded 
Ear Plug Item Pairs | Item _ Pairs 

NRR Size Color Series Brand No. PerPkg.| No. Per Pkg. 

Push-In 

29d0B M Purple No-Touch™ 3M 3NHA5 100 | 3NHA6G~ 100 

26dB M Orange Quiet® Higuera tigi 5FV22 100 | 5FV24 100 

Roll-Down 

33dB M Yellow __E-A-Rsoft™ FX™ 3M WJY1 200 1WJY2 200 

33dB M Yellow —E-A-Rsoft™ FX™ 3M — — |3NHF2~ 100 

33dB  M Orange Max® Honeywell | Srvi4 200 | 5FVI7 100 

Howard Leight 

32dB M Orange Condor Condor (|22ED83 200 (22ED82 100 
Sods S$ _Orange Max oward Leignt {40174200 [2AC175 100 

28dB 5 Yellow E-A-R™ E-Z-Fit™ 3M 61546 200 1AV18 200 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Contoured-T 
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Example of Noise Levels 
Rifle Fired 1 Meter Away 
120 Basketball Game Crowd Noise 
Chainsaw 
Drilling Concrete, Leaf Blower 
Vacuum Cleaner 
50 Floor Fan 





SAFETY 
Ear Plugs 


Cylinder 
Page 1644 


Pod 
Page 1645 


Flanged 
Page 1645 


Insertion Method 


Roll-Down—RPoll-down earplugs must be rolled and 
compressed by hand before being inserted into the ear 
canal. Once inserted, the earplug expands to create a seal. 


Push-In—As implied by the name, push-in earplugs are 
inserted into the ear canal with a gentle push. They do not 
need to be rolled and compressed before insertion. 


No. 22PP02 hess 22PP03 


* 
OM Crextrs1  [comior! 
Bullet-Shaped Ear Plugs 


= Disposable 


Bullet-shaped ear plugs have a shaft that gradually narrows for a comfortable 
fit in the ear canal. They're sometimes called tapered ear plugs. 


No. 2FLL3 


No. 6T545 


Uncorded Corded 
Ear Plug Item Pairs Item _— Pairs 
NRR __ Size Color Series Brand No. PerPkg.| No. Per Pkg. 
Roll-Down 
33dB M Yellow E-A-Rsoft™ 3M | 3NZF4 200 3NZF5 = 200 
330B M Orange _E-A-Rsoft™ SuperFit™ 3M |3WE34 200 _— — 
33dB M Yellow _E-A-Rsoft™ SuperFit™ 3M —_ = 3WE35 200 
E-A-Rsoft™ Yellow 
330B M Orange Neon Blasts™ 3M |3GY48 200 — — 
Orange, E-A-Rsoft™ Yellow 
330B M Vallowy Neon Blasts™ 3M _— = 3GY49 = 200 
E-A-Rsoft™ Yellow 
330B M Yellow Neon Blasts™ 3M — — 3NHF3 100 
330B M Green Pura-Fit® Moldex | 2FLL3 200 2FLL6 100 
330B M Multicolor SparkPlugs® Moldex | 2FLK8 200 2FLL2 100 
32dB M Yellow E-A-R TaperFit™ 2 3M =| 61545 = 200 3AC62 =—200 
32dB_ OM Orange Condor Condor |22ED80 200 22ED81_— 100 _ 
29dB M Orange Condor Condor 22PP02 200 (22PP03 100 








SAFETY Scan. Order. Done. i 
Ear Plugs Details on page A1. 











Find more information on Hearing Protection on page 1 643. 


oF 


No. 1VJY3 











' No. 1MCD8 






































































































































No. 1MCD9 
Vi No. 2NFC4 No. 1VJY4 
= Disposable ap , Uacona | Eoraat 

' “er ; t i t i 
Designed with ridges that create rings of air pockets to help block NRR Size. ~=StsC Color Series No. PerPkg.| No. Per Pkg. 
out noise. Their shaft gradually tapers for a comfortable fit in the ear  _Push-In ; Z eee ; ED a aa AS a 

9 apie rae : 32dB M Silver ____ Skull Screws™ | 1Mcb9 120. | 1McD8 120 

canal. Integral stems help keep foam tips clean, and simplify insertion ——37 gp M Yellow F-A-R™ Push-Ins™ SofTouch™ — — > -9NFC4 200 
and removal. 30dB M Yellow _E-A-R™ Push-Ins™ with Grip Rings | 1WJY3 200 | 1WY4 ~—-200 

































































































































































pesca sata No. 5FV09 No. 5FV12 
Honeywell 
HOWARD 
LEIGHT 
Contoured-T-Shaped Ear Plugs | Uncorded Corded 
. Ear Plug | Item Pairs Item Pairs 
= Disposable _ _ Size Color Series | No. _PerPkg. | No. _ Per Pkg. 
aneee . oll-Down 
Plugs are slightly flattened at the end to provide a gripping point for “35dB M Magenta, Yellow Laser Lite® | 6XF59 500 | 6XF60 {00 
handling and insertion. ___ 300B M Green MaxLite® | SFVO9 200 | SFVI2_ 100 
a No. 5XN21 No. 2NFC5 
No. 5XN20 
No. 3NHF1 
| AbilityOne. 
Frrosnan [+ 





a * om ee 3WE33 No. 3NHP4 
Cylinder-Shaped Ear Plugs 


= Disposable 



















































































































































































































































































































































































































































































The original ear plug design; also known as barrel ear plugs. aeaeerere? No. 20JK04 
Uncorded | Corded 
Ear Plug Item Pairs Item Pairs 
___NRR Size Color Series Brand Pack Type No. Per Pkg. Pack Type _ No. Per Pkg. 
Roll-Down _ _ a aa 7 SS eae ae mans 
33dB L Yellow E-A-R™ Classic™ Plus 3M Cardboard Pillow Pack  3NHJ5 200 yarcoart —NHJ6 200 
33dB L Orange, Yellow E-A-R™ Classic™ SuperFit™ 3M Cardboard Pillow Pack 5XN20 200. | — — 
33dB L Yellow ___E-A-R™ Classic™ SuperFit™ 3M | a =n, = Plastic Bag 5XN21 200 
29dB M Yellow E-A-R™ Classic™ 3M I Loose 2NFC5 900 Plastic Bag 51277 200 
29dB M Yellow E-A-R™ Classic™ 3M Loose 3WE33 1000 Plastic Bag 3NHF1 100 
290B M Yellow E-A-R™ Classic™ 3M Cardboard Pillow Pack 47147 200 | Loose 3NHP4 500 
29dB M Yellow E-A-R™ Classic™ 3M | Loose 3NHH5 200 I — _ — 
29dB M Yellow | E-A-R™ Classic™ — 38M. Plastic Bag 3WML1 200. = _ = 
29dB M Green, Orange SoundGuard™ Ability One —_|Cardboard Pillow Pack = 29PH94 200. = —_—_ — 
29dB M Orange _ Condor _ Condor Plastic Bag 20JK03 200 _| ___ Plastic Bag_ 20JK04 200 
29dB M Blue, Orange SoundGuard™ Skilcratt Loose 48TC50 100 = —_ _ 
1644 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SAFETY 
Ear Plugs 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 
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| Find more information on Hearing Protection on page 1643. more information on | Find more information on Hearing Protection on page 1643. Protection on page 1643. 


sue we 











No. 5FT99 
No. 30FX21 
No. 2EUL9 
No. 3NHE2 No. 3NHL8 No. 3NHES 
Uncorded Corded 

Vi Honeywell Pairs Pairs 
LEIGHT Ear Plug Item Per Item Per 

* NRR Size Color Series Brand Pack Type No. Pkg. Pack Type No. Pkg. 

Push-In 

28dB M Yellow E-A-R™ Push-Ins™ 3M — — — Plastic Bag 30FX20 200 

IMOLDEX 27dB M Yellow —_E-A-R™ UltraFit™ 27 3M Loose 1MCE1 100 | PlasticBag 1MCE2 100 
27dB M Blue AirSoftt® Honeywell Howard Leight | Plastic Bag 3NHE2 100 ~~ PlasticCase 5FT95 50 

Flanged-Shaped 270B M Blue AirSoft® Honeywell Howard Leight — — — | PlasticBag 5FT99 100 
27dB M Yellow Fusion® Honeywell Howard Leight — = —_| Plastic Case 3WU29 100 

Ear Plu S 27dB M Purple Rockets® Moldex Plastic Case 3NHL8 50 PlasticBag 2EUL9 50 
) 27dB M Purple Rockets® Moldex = —_ — _| PlasticCase 2EUN1 50 

= Reusable 26dB M Clear Tri-Flange™ 3M — _— — Plastic Bag 3NHA7 100 
26dB M Yellow Tri-Flange™ 3M — — — Plastic Bag 5PA90 100 

Multiple, tapered fins flex provide a 25dB SM Yellow E-A-R™ UltraFit™ 3M Plastic Bag 3NHE5 100 Loose  30FX21 200 
it j 25dB M Yellow, Red Condor Condor = _— = Plastic Case 22ED78 50 

comfortable, yet snug fit in your er canal. 250B M Orange SmartFit® Honeywell Howard Leight — — — | Plastic Case 3WU28 100 
The fins also create pockets of air to help 2518. M Blue SmartFit® Honeywell Howard Leight} — = —~ Plastic Bag 3GYE1 100 
block out noise. 25dB M Orange SmartFit® Honeywell Howard Leight — — — Paper Bag 24C€176 100 


































fe ‘ No. 21EP25 ‘we ‘ No. 3NHH7 
No. 3NHH 
No. 21EP24 No. 3WE31 No. 2NFC6 See 
Ear Plug Item Pairs | Item _Pairs 
Pod-Shaped Ear Plugs NRR Size Color Series Brand | Pack Type No. Per Pkg.| Pack Type No. Per Pkg. 
Push-In 
: _30dB M Green Glide Moldex | Plastic Bag 21EP24 100 | PlasticBag 21EP25 100 | 
= Disposable 29dB M Silver E-A-R™ Pistonz™ 3M — — | Loose _G6ANU4 _—100 
A large, ball-shaped end fills the ear canal, 28dB =—hM Yellow —E-A-R™ Push-Ins™ 3M __| Plastic Bag _ 3WE31 100 | PlasticBag 2NFC6 500 — 
7 2808 | M Yellow - E-A-R™ Push-Ins™ 3M | PlasticBag 30F058 $200 | PlasticBag 3WE32 100 
and a paddle shaped handle provides “08dB SM Yellow F-A-R™Push-Ins” 3M — —— — _~ | PlasticBag 30FX20 200 — 
a grip for pushing the pod into place so _25dB M Yellow E-A-R™EXPRESS™ Pod Plugs” 3M _ | Pillow Pack 3AX81 100 | Pillow Pack 2AJ13 100 
there's no need to touch it or roll it. _25dB M Yellow _E-A-R™ EXPRESS™ Pod Plugs" 3M _| Pillow Pack 3NHH6 100 | Pillow Pack 3NHH7 100 __ 








No. 3NHP3 
No. 3JLX2 
No. 3NHP2 No. 3JNG3 





No. 3NHN5 
No. 3EAU3 
No. 3EAU4 No. GAP94 
3M Honeywell 
Banded Ear Plugs rece 
= Reusable band; disposable tips teenie eae ail a 
: : ; : . F anded Ear Fiugs eplacement lips 
Ideal for intermittent use when switching between noisy and quiet Ear Plug . Item a aa aa 
areas. Banded plugs are less bulky than ear muffs and more conve- eek Size__ Color Series Brand No. PerPkg.| No. Per Pkg. 
indivi ell Shape 
nient than individual ear plugs, to protect hearing where high levels "2808 ~M Yellow E-A-Riflex” 3M.| 3NHP2.1 | SNHP3. 5 
of noise reduction aren't needed. The reusable band holds the 270B M Orange QBi@HYG Honeywell Howard Leight, 3JNG3_ 1 ~~ 3JLX2 1 
replaceable tips in place and allows them to be more easily inserted _25dB_ M __ Orange QB2°HYG Honeywell Howard Leight | 9UA93 1 | SFV21 90 
and removed than standard ear plugs. Wear the band over your a Shee eazeaie a SEAU4 |_| -SEAU3_—_S 
head, under your chin, or behind your neck; itcan also rest around ©2348  M  Orange QB3®HYG Honeyvel Howard Leight 8TKJ4 1 | SFVI9 50 _— 
your neck when the plugs aren't in use. _20dB_M___Yellow__E-A-R™ Caboflex™ _3M_ | GAP94 1 | 3NHNS) 5 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1645 


SAFETY 
Metal Detectable Ear Plugs 


Scan. Order. Done. [= 
Details on page A1. 





ES 


Bell Shape 


Cylinder Shape 
No. 2GMP3 


No. 2NFC8 


Flanged Shape 
No. 14L954 


<= = 


Cylinder Shape 
No. 2NFC7 


—— 
Flanged Shape 


* 
[trod GIVI conor 
Metal-Detectable Ear Plugs 


= Disposable; except Flanged and Pod Shape are reusable 


Metal-detectable ear plugs fit into the ear canal like standard ear plugs and 
have a metallic element so they can be sensed by a metal detector. They're 
commonly worn by workers in food manufacturing and pharmaceuticals 
processing plants so that ear plugs lost on the production line can be found, to 
help prevent contaminated products from leaving the plant. 





Honeywell 


HOWARD 
LEIGHT 






































RS 







Bullet Shape 
No. 22ED79 


Contoured-T 
Shape 
No. 4DY86 





Flanged Shape 
No. 20JKO0O5 







Pod Shape 


Pod Shape No. 2NFC9 


No. 23X920 


They expand within the ear to form a seal that reduces sound levels and help 
prevent hearing loss in noisy work environments. Corded to help keep them 
from falling off, and allow them to rest around your neck when not in use. 


Note: For more information on plug shapes, see page 1643. 
























































































































































































































































































































































































































































































































































Ear Plug Item Pairs 
____NRR Insertion Method Size Color Pack Type Series Brand No. Per Pkg. 
Bullet Shape 
___33dB Roll-Down M Blue Plastic Bag SparkPlugs® Moldex 2GMP3 100 
—_32dB Roll-Down M Yellow Plastic Bag E-A-Rsoft™ _ 3M 2NFC8 200 
—82dB_—_—&RRoll-Down M Blue Plastic Bag Condor Condor 22ED79 100 
Contoured-T Shape 
__33dB_———__—Roll-Down M Blue, Orange Plastic Bag Laser Trak® Honeywell Howard Leight 4DY86 100 
CylinderShape a on eee awe = yt ae 
33dB Roll-Down L Yellow Pillow Pack E-A-R™ Classic™ 3M 2NFC7 200 
Flanged Shape - = - - i oo j ; 
250B Push-In M Blue Plastic Bag E-A-R™ Ultrafit™ 3M - 14L954 200 
290B Push-In M Blue Plastic Bag Condor Condor 20JK05 200 
25dB Push-In M Blue Plastic Bag SmartFit® Honeywell Howard Leight 3GYD9 100 
Pod Shape Sat a is bee rs a Se — 
28dB Push-In M Yellow Plastic Bag E-A-R™ Push-Ins™ 3M 23X920 200 
25dB Push-In M Yellow Pillow Pack E-A-R™ EXPRESS™ Pod Plugs™ 3M 2NFC9 100 
































IMOLDEX’ 


Metal-Detectable Ear Plug Dispensing System 


Moldex system is a convenient all-in-one unit that consists of a disposable dispenser, prefilled with a supply 
of metal-detectable ear plugs. It dispenses ear plugs one or two at a time to minimize waste and supply 
clean plugs for each user. Throw out the container when empty to eliminate the hassle of refilling. Dispenser 
must be wall mounted with the included bracket. Once installed, the bracket can be reused with replace- 
ment Moldex dispensers. 






















































































































































































Ear Plug Item Pairs 
___NRR___ Cord Options Color Size Pack Type _ Series” No. Per Pkg. 
Metal Detectable Bullet Shape = 
33dB Corded Blue, White M Plastic Bag__SparkPlugs® _ 32MU07 150 
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GRAINGER CHOICE® SAFETY 
Find the wy. Find Solutions. Find Great Prices. Ear Plug Dispensers and Refills 


Find more information on Hearing Protection on page 1643. 





Ear Plug Dispensing Systems IMOLDEX 


Moldex ear plug dispensers consist of a disposable dispenser that's prefilled with a 
supply of ear plugs to provide a convenient all-in-one unit. The dispenser can be thrown 
out when empty to eliminate the hassle of refilling. These systems provide a dispens- 
ing point that protects ear plugs from dust while keeping them readily available for 

use. They dispense ear plugs one or two at a time to minimize waste and supply clean 
ear plugs for each user. These ear plug dispensers require wall mounting and include 

a bracket for installation. Once installed, the bracket can be reused with replacement 








No. 2FLL1 
Moldex dispensers. 
Cord Ear Plug Item Pairs 
NRR Options Color Size Pack Type Series No. Per Pkg. 
Bullet Shape 
33dB —_Uncorded Multicolor M Loose SparkPlugs® PlugStation® 2FLK9 250 
33dB —_Uncorded Multicolor M Loose SparkPlugs® PlugStation® 2FLL1 500 
33dB —_Uncorded Green M Loose Pura-Fit® PlugStation® | 2FLL4 250 
33dB —_Uncorded Green M Loose Pura-Fit® PlugStation® §2FLL5 500 
__ 33dB Corded Multicolor M Plastic Bag SparkPlugs® 32MU06 ~—-150 
33dB Corded Green M Plastic Bag Pura-Fit® 32MU08 = 150 
33dB —_Uncorded Assorted M Loose One-Stop Plugshop® 3NHC7 750 
Pod Shape 
30dB Corded = M/ONMSIbilty Plastic Bag Glide® 52ZV35 150 
s 
Honeywell 
7 Hy HOWARD 
Ear Plug Dispensers and Refills rece 


Honeywell dispensers release ear plugs one or two at a time with just the twist of a 
knob, to provide clean ear plugs for each user. They also help protect ear plugs from 
dust and contamination. Simple plug-n-play refill with pre-filled canisters, or minimize 
waste with zip-top bags. Wall-mount, or place on a flat surface. 






No. 55TA91 
Dispenser 
shown with 
included refill 


Dispenser Canister Refill | Bag Refill 
Ear Plug Item Pairs Item Pairs Item Pairs 
NRR Color Size Series No. Per Pkg. No. Per Pkg. | No. Per Pkg. 


Bell Shape 
330B Orange M Max® | 55TA91 800 468F30 800 54FH94 2000 


30dB Orange S sane 468F27 800 | 468F31 800 = = 
Contoured-T Shape 
323 ‘Magenta, 4, = Laser | aggrog «400 :|«468F33. «= 400:«S|«S4FH95 ©2000 


Yellow Lite® 
30dB Green M Max Lite®) 468F28 400 468F32 800 468F36 2000 





No. 54FH94 





Ear Plug Dispensers and Refills 


3M ear plug dispensers are used with 3M refills to provide a dispensing point that 
protects ear plugs from dust while keeping them readily available for use. They dispense 
ear plugs one or two at a time to minimize waste and supply clean ear plugs for each 
user. Mount these ear plug dispensers to a wall or place them on a flat surface. 





Dispensers Refills 
Ear Plug Item Pairs Item Pairs 
NRR Color Size Series No. Per Pkg. No. Per Pkg. 
Bell Shape 
E-A-Rsoft™ Yellow 
33dB Yellow M Neons™ One Touch™ 65RJ87 500 30FX18 500 pia GORMea 
33dB Yellow EoeneOn alow 65RJ88 400 | 30FX23 400 No. 65RJ88 Refill 


Neons™ One Touch™ 


Orange, E-A-Rsoft™ Yellow Neons 
33dB Yellow Blasts™ One Touch” 65RJ89 500 3GY50 500 


is 
M Dispenser 
33dB «= «Ofange, = Ss E-A-Rsoft SuperFit™ One Touch” |@5RJ92 500 | 30FX19 500 
M 
M 


shown with 
included refill 


Yellow 
33dB Yellow 3M™ 1100 65RJ91 500 45JW42 500 
29dB Orange E-A-Rsoft FX™ 65RJ90 500 45JW41 500 
Cylinder Shape 

Orange, E-A-R Classic™ SuperFit™ 
30dB Yellow One Touch” 65RJ86 500 3NHL1 500 


29dB Yellow M E-A-R Classic™ One Touch™ 65RJ85 —500 3NHK9 500 
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Scan. Order. Done. |= 
Details on page A1. 


SAFETY 
Ear Plug Dispensers and Ear Muffs 








tal, ———— Rat } re es 
Dispenser . ar me GRAINGER No. 232422 
No. 3WU 3 1 N = | — APPROVED oO. No. 3TCN5 
with Refill % meq aa Ss a = 
No. swUS7 — Empty Ear Plug Dispensers 
oO 
Separately) lal a No. 3WU35 Empty ear plug dispensers can hold ear plugs of any brand or style 
= rie to meet the needs of workers in different areas of a facility. They 
a= provide a cost-effective alternative to branded dispensers and allow 
No. 3WU37 Hon yy | Open access for refilling and acquiring ear plugs. Mount these ear 
. 7 . si deinen plug dispensers to a wall or place them on a flat surface to create a 
Ear Plug Dispenser and Refills LEIGHT 


dispensing point for ear plugs. 


| Pairs Highly visible crank-handle dispenser scascie MRUMGnARiT ican 4 - ; fen 
Ear Plu tem er i : apacity ounting Style id Style 0. 
NRR éplor Size _ Series No. Pkg. provides a permanent location for Acrylic 
Bell Shape Refills workers to access disposable ear plugs. 100 Pairs Table Top, Wall HingedLid 5% 9 6° 232422 
33dB _Coral M Max® __3WU33_500_ Tough anodized aluminum construction 200 Pairs _ Table Top, Wall Open 10%" 10%" 10%" 232424 
30dB Orange S  Max® Small 29EZ70 500 200 Pairs Table Top, Wall Open 13%" 11% 8 232423 
Contoured-T Shape Refills withstands constant USE. Ideal for large High Impact PETG 
goq3 Magenta, wy Max Lite® factories and process industries that are 100 Pairs Wall Open 3%" 9" 6%" —_—sBTCNS 
ax Lite® 3WU37 500 v. ! : . : i i 

Yellow looking to eliminate packaging waste. Wall- | _100 Pairs Wall Hinged Lid 3%" 9" 6%" ST CNG 
30dB ~—s Green M Laser Lite® 3WU35 500 table. Holds 500 pairs of di bI 100 Pairs Table Top, Wall — Hinged Lid aie 6" 8 4GMR9 
Ear Plug Dispenser MOUNtaDle. NO!GS OU pars OF disposadle 200 Pairs Wall Open 1 10% 10%  3TCN4 
Leight Source 500 3WU31 ear plugs, sold separately. 200 Pairs Table Top, Wall HingedLid 11° 12" 8" 4GMT1 





. 





No. 499M92 
No. 475M53 
No. 21DE18 
No. 26X629 
No 26X623 
Honeywell * 
SM izes WEIS) eae 
LEIGHT The Safety Company 





Passive Ear Muffs 


These ear muffs passively block noise by relying on the insulating materials of the ear cups to dampen sound. They're typically worn in areas where workers don't 
need to speak with one another and the goal is to block all or most surrounding noise. As the NRR of these ear muffs increases, they tend to get bulkier due to the 
larger ear cups and increased insulation materials. 


Shell Item Shell Item 
NRR __ Dielectric Color Series Brand No. NRR _ Dielectric Color Series Brand No. 
Behind-the-Neck Hard Hat Mounted, Full Brim only 
31dB Yes Black X Series 3M 475M51 26dB Yes Black X Series 3M 475M53 
29dB No Black, Red Optime 3M 3NKY7 250B Yes Gray Sound Control MSA 22EY59 
28dB No Black Verishield™ Honeywell Howard Leight 499M97 Multi-Position 
26dB No Black, Green Optime 3M 3NZF2 29dB Yes Black Viking® Honeywell Howard Leight 4DY91 
25d0B Yes Black X Series 3M 475M48 26dB Yes Yellow EM-105 Condor 2AAG4 
25dB No Black Verishield™ Honeywell Howard Leight 49996 220B Yes Maroon E-A-R 3M 5AM41 
22dB No Black VeriShield™ Honeywell Howard Leight 499M95 21dB Yes Red Condor Condor 26X623 
21dB No Black Optime 3M 41018 Over-the-Head 
Folding 310B Yes Black X Series 3M Peltor 21DE18 
27dB No Black, Yellow Verishield™ Honeywell Howard Leight 499M92 30dB No Black, Red Optime 3M 10139 
24dB No Black Verishield™ Honeywell Howard Leight 499M90 30dB No Black, Green Optime 3M Peltor 3JNF6 
21dB No Black Optime 3M 41023 30dB Yes Black Thunder® Honeywell Howard Leight 4DY88 
Hard Hat Mounted 30dB No Black VeriShield™ Honeywell Howard Leight 499M93 
31dB No Black X Series 3M 52JH59 30dB No Black, Yellow VeriShield™ Honeywell Howard Leight 499M94 
27dB No Black, Red Optime 3M 10137 270B No Black, Green Optime 3M 41017 
27dB No Black Verishield™ Honeywell Howard Leight 499N01 270B Yes Black, Chartreuse _X Series 3M Peltor 21DE17 
27dB No Black, Yellow Verishield™ Honeywell Howard Leight 499N02 26dB No Yellow Condor Condor 26X627 
HPE Sound 26dB No Black VeriShield™ Honeywell Howard Leight 499M91 
aes ara Control” Men — 25dB No Yellow Optime 3M 47016 
24dB No Black, Yellow X Series 3M 52JH56 25dB Yes Yellow Condor Condor 26X622 
24dB No Black Verishield™ Honeywell Howard Leight 49999 24dB No Red Condor Condor 26X625 
23dB No Yellow Optime 3M 41019 24dB No Black VeriShield™ Honeywell Howard Leight  499M89 
230B Yes Green Thunder® Honeywell Howard Leight 1RY32 21dB No Red Condor Condor 26X626 
21dB No Black Verishield™ Honeywell Howard Leight 499M98 
20dB Yes Black X Series 3M 475M52 
18dB No Black, Red Condor Condor 26X629 
1648 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Push-to-Listen Ear Muffs 


Push-to-listen ear muffs reduce sound levels by using electronics to actively 
filter out constant, loud noise. They allow noise filtering to be paused as needed 
in order to speak with coworkers. They're often used by road construction crews 
and in other settings where there's a need to communicate in the midst of 
constant background noise. 


Shell Item 
NRR Dielectric Color Series Brand No. 
Over-the-Head 
26dB No Black PTL 3M 4DY70 


Honeywell ; 
eer Aearo. SIM Weis 
Impulse Noise Protection Ear Muffs 


Impulse noise protection ear muffs (also called electronic ear muffs) electroni- 
cally filter out constant, loud noise and short bursts of high-volume noise. These 
electronic hearing protection ear muffs reduce, or attenuate, loud noises while No. 3WU34 

still allowing you to hear ambient sound. Electronic ear protection is often worn No. 52ZV60 No. 3RXE9 
to protect against impulse (or impact) noises such as gunfire or metal stamping, 
pressing, and forging sounds. 













Shell Item 
NRR __ Dielectric Color Series Brand No. 
Hard Hat Mounted 
21dB No Yellow Impact® Honeywell Howard Leight 3WU34 
Over-the-Head 
30dB No Black, Yellow —|Impact® Pro Honeywell Howard Leight 52ZV60 
30dB No Black Impact® Pro Honeywell Howard Leight 52W1T14 
26dB No Black TacticalPro Aearo 3RXE9 No. 2TV55 
22dB No Black Impact® Sport Honeywell Howard Leight 49AF61 . No. 3THJ4 
19dB No Gray Soundtrap™ 3M 2TV55 5 
19dB Yes Black Supreme® Pro MSA 3THJ1 
co 
Honeywell 
‘zee Aearo IME Oi 
LEIGHT == ‘The Safety Company 
Replacement Pad Kits for Ear Muffs gee 


Replacement pad kits (sometimes called hygiene kits) extend the life and 
restore the performance of ear muffs by replacing worn or lost ear cup pads. 
They're also used to supply clean pads for a new user. New pads optimize 
hearing protection by maintaining a proper seal around the ears. 





Item 
For Use With Brand No. 
Replacement Ear Muff Pad Kit 
Peltor Model No. MT32H01 and MT32HO02 3M Peltor 3NHA1 
MT, HT, Alert, TacticalPRO, PowerCom, LiteC Aearo 3NHA2 
Most Welding Helmets, Sandblasting Hoods, Hard Caps, 
Bump Caps And Fire Helmets, 21dB Mfr, No. Hé HY6NV 3M Peltor SNHE1 ere 
EAR Model No. 1000000 SM NGS ; 
All Howard Leight Ear Muffs and Thunder T3s Honeywell Howard Leight 3NKW4 
All Howard Leight Ear Muffs and Thunder T2s/T2H Honeywell Howard Leight 3NKW5 
All Howard Leight Ear Muffs and Thunder 11/T1H/T1F Honeywell Howard Leight 3NKW6 
All Howard Leight Ear Muffs and Leightning L3s/ 
L3H/L3N/LSHV and Viking V3 Ear Mutts Honeywell Howard Leight = SNKW7 
UE ee Honeywell Howard Leight  3NKW9 
All Howard Leight Ear Muffs and Viking V1/ 
Leightning Lis/L1H/L1N/L1HHV/LON/LOF Honeywell Howard Leight — 3NKX2 
Mfr. No. H10 3M Peltor 3NLC7 
X1A and X1P3E Peltor Earmuffs X Series 3M Peltor 21DE24 
X2A and X2P3E Peltor Earmuffs X Series 3M Peltor 21DE25 
X3A and X3P3E Peltor Earmuffs X Series 3M Peltor 21DE26 
X4A and X4P3E Peltor Earmuffs X Series 3M Peltor 21DE27 
X5A and X5P3E Peltor Earmuffs X Series 3M Peltor 21DE28 
Mfr. No. R-01526 Honeywell Howard Leight 36G712 
Supreme Pro™ Headsets MSA 3THJ3 
Ear Mufts Honeywell Howard Leight 6AV10 
Howard Leight Mfr. No. 1030110 Stereo Ear Muffs Honeywell Howard Leight  6TUK9 No. GAV10 
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Lens 


Frame 







Item 


A Key Color Coating Color No. 
Addison™ 
Cc Clear Scratch-Resistant Clear 4VCK9 
A ’ 3 Clear Anti-Fog Clear AVCL2 
- No. 4VCE5 A Gray Scratch-Resistant Gray 4VCL1 
No. 4VCL5 . Gray Anti-Fog Gray A4VCL4 
\ Amber Scratch-Resistant Amber 4VCL5 
Brooklyn™ 
B. Clear Scratch-Resistant Black 4VCJ2 
No. 4VCU9 D. Clear Anti-Fog Black 4VCJ3 
Norienxe 8 ray AntiFog. Black V5 
JS Indoor/Outdoor Scratch-Resistant Black A4VCJ8 
Blue Mirror Scratch-Resistant Black 4VCJ9 
Chaise Rocks™ 
Clear pcratch- Resistant Black/Clear 4VCE2 
nti-Fog, Scratch- 
E. a G.  ¢ Clear Resistant Black/Clear 4VCES 
““ Condor® V 
Clear Uncoated Clear Frosted 4EY97 
; F ' Clear Scratch-Resistant Clear Frosted 1FYX6 
* “. No. 4VCL8 we Clear Anti-Fog Clear Frosted 1FYX7 
oo : y H. Gray Scratch-Resistant Gray Frosted 1FYX8 
by -__ - No. 4VCK6 " Gray Anti-Fog Gray Frosted 4VCG2 
Silver Mirror Scratch-Resistant Gray Frosted 2ERE6 
Indoor/Outdoor Scratch-Resistant Clear Frosted 1XPR2 
t Amber Scratch-Resistant | Amber Frosted 1XPJ5 
I. K. Light Blue Scratch-Resistant Blue Frosted 1XPK6 
No. 52WRO04 No. 4VCD6 conaar® mo Mirror Scratch-Resistant Brown 4VCF8 
' ondor® Mini 
J zea 3 sepals rosie’ zea Ets 
. ear cratch-Resistant rosted Clear 
No. 2VLA1 Clear Anti-Fog Frosted Clear 1ETK3 
| P aay Serateh nesistant rosie’ tay Wee 
ray nti-Fog rosted Gray 4VCG4 
ON. : L. ; Indoor/Outdoor _—Scratch-Resistant Frosted Clear 1ETK6 
a pa = No. 1VW18 Silver Mirror scratch-Resistant Frosted Gray 4VCG6 
a 2 N Amber Scratch-Resistant Frosted Amber 1ETK4 
. ~~. Light Blue Scratch-Resistant Frosted Light Blue 4VCG5 
‘\ 0 ° Blue Mirror Scratch-Resistant Brown 4VCG7 
. 2 ondor® Visitor 
Mi No. 5JE26 zea scratch Resistant zea arene 
: ear ncoate ear 4 
F Gray Scratch-Resistant Gray 4JND6 
oe Lene Amber Scratch-Resistant Amber 4JND7 
7 a Green Scratch-Resistant Dark Green 4JND8 
: " P. Enticer™ 
‘ Clear scratch-Resistant Black 1FYY3 
N. ’ 7 | me: Syene P Clear Anti-Fog Black AVCE9 
No. 4EY99  ‘ Gray Scratch-Resistant Black 1FYY4 
x. 0 * Indoor/Outdoor _ Scratch-Resistant Black 1FYY5 
. Jbird™ 
No. 4VAZG6 conor! Clear Scratch-Resistant Black AVCK2 
Clear Anti-Fog Black 4VCK4 
Frameless Safety Glasses | tray Sorat Resistant Bleek VERS 
a Indoor/Outdoor Scratch-Resistant Black 4VCK8 
= Meet ANSI 287.1 J. Oxulux™—Wraparound design with Amber Scratch-Resistant Black aVCKS 
= 99.9% UV protection contoured padded temples, nonslip gel pad, Kamer VP Blue Mirror Scratch-Resistant Black 4VCK6 
A. Addison™—Has 9-base lenses and and universal nosebridge. | Gray poeta pack alles 
wae ie ear nti-Fo ac 5 4 
provides 180° field of vision. Curved K. Oxulux™ OTG (Over-the-Glass)— Oxulux™ : 
temples with soft tips. Nonslip nosepiece. © Wraparound design with contoured padded Gea acratch Resistant Gay AS 
™ bayonet temples, nonslip gel pad, and J Indoor/Outdoor  Scratch-Resistant Clear 2VLA3 
curved temples with integrated side protec- ' oti | ____Light Blue Scratch-Resistant Light Blue 2VLA2 
tion, and universal nosebridge. over MOST prescription glasses. Oxulux™ OTG a nT each: : a 
: : : ™__4_ : : : ear : ray 4 5 
C. Chaise Rocks™—Nonslip design with Fs nari ‘ “| ES: nie sah san K 5 RT SIE ; aan 
bayonet temples and universal nosebridge.  ‘@MPles ana’ integra! Drow ridge provides - ray Resistant ray 
a wide field of vision. Quest ; ao as ae 
®y— ear ncoate ac 
D. Condor® V—Features flexible, M. Quest™ OTG (Over-the-Glass)— L Clear Scratch-Resistant Black 1VW16 
contoured spatula temples. Gray Scratch-Resistant Black 1VW18 
. Extra-large size. 1-pc. design with Quest™ OTG (Over-the-Glass) 
E. Condor® Mini V—Smaller size eyewear adjustable temples and integral brow M __Clear Scratch-Resistant Black 1VW17 
features flexible spatula shield temples. bridge provides a wide field of vision. Persuader ae Anti-Fog, Scratch- sac GAIA 
— : : : Resistant 
F, Condor® Visitor—Universal size with = N, Persuader™—Contoured floating lens : Gray Scratch-Resistant Black AEY99 
spatula temples. Nos. 4JND6 to 4JND8 improves field of vision. Wraparound frame, Gray as er Black AVAWS 
are 1-pc. construction, vented style. Fit bayonet temples with cushioned sleeves, Indoor/Outdoor _ Scratch-Resistant Silver 4FA10 
over most prescription glasses, except Wasko™ 
P g P and soft gel nosepiece. Clear Scratch-Resistant Frosted Clear oJE26 
No. 4VCL8 is designed for smaller faces. Anti-F VCH1 
0. Wasko™"—1 Ided f d| Clear nti-Fog Clear AVC 
gS. eas . WaSKO -pc. molaed frame and lens Gray Scratch-Resistant Frosted Gray 5JE27 
G. Enticer™—1-pc. wraparound design with padded flexible temples. 0 Gray : : prio . Gray oo 
ndoor/Outdoor cratch-Resistant ack/Clear 
“ ae eHigneppayonetemyeoa? P. Wasko™ Mini—1-pc. molded frame Silver Mirror Scratch-Resistant Gray 4VCH3 
NOSEPIeCe. : ; Amber Scratch-Resistant Frosted Amber 1FYX9 
—_ and lens with padded flexible bayonet Light Blue Scratch-Resistant Frosted Blue 1FYY2 
H. Jbird'™’—Has 9-base lenses and temples. Small size. Wasko™ Mini . 
spatula temples with soft tips. Allows 180° er a p eal ecratch Resistant leat en 
field of vision Q. Winger™—Integrated side shields and Winger™ y y 
metal alloy temples with nonslip rubber Clear Scratch-Resistant Chrome 1VT96 
. Kramer VP—Wraparound design Gray Scratch-Resistant Chrome 1VT97 
d soft rubb i ds f g head grips. Q Indoor/Outdoor Scratch-Resistant Chrome 1VT98 
and soft rubber temple ends for a more Silver Mirror Scratch-Resistant Silver 4VAZ6 


comfortable fit. 
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A. 
No. 52YP41 





C. D. 
No. 4VCH6 No. 4VAY9 





No. 1VW10 





X 


G. 


No. 23Y625 





No. 1FYY9 





5 Pe 
I. > 
No. 1VW24 
K. 
J. No. 1VW12 
No. 30ZC63 x 

Half-Frame Safety Glasses Icontdor| 
= Meet ANSI Z87.1-2010 D. Nome™—Spatula temples and clear, soft, gel I. Spirit" —1-pc. design with adjustable 
= 99.9% UV protection nose pad. temples, integral side shields, and wide field of 
Wraparound design with universal nosebridge. F. Persuader™ Metal—Wraparound metal frame vision. 
A. Agitator™’—Rubber temple tips and the included with spatula temples and adjustable nosebridge. J. Thecla™—Durable polycarbonate frame with 
lanyard cord help keep the eyewear secure. Half-frame G. PMXTREME™—Built-in rubber nosepiece dual lenses. Flexible fingers on the soft nosepiece 


and long padded temple tips for comfort and fit. 


glasses have ventilated, straight-back flexible temples for a comfortable fit and rubber temple tips help eure 


and a built-in rubber nosepiece. keep glasses secure and in place. Include a black 
B. Maddog™ Ill—1-pc. design with adjustable temples _—_ lanyard cord for extra security while wearing. K. Thunder™—Ratchet-action temples and 


and integral side shields. H. ProFlyer™—Dual polycarbonate lenses, nonslip rubber head grips. 


C. Nagle™—Wraparound frame with 10-base lenses bayonet temples, and metal frame. 
and curved temples. Allows 180° field of vision. Universal 
nosepiece. 
Lens Lens Frame Item Lens Lens Frame Item 
Key — Color Coating Color No. Key Color Coating Color No. 
Agitator™ PMXTREME™ 
smoke Mirror Scratch-Resistant Black s2YP40 : Clear Scratch-Resistant Black 23Y617 
Amber Scratch-Resistant Black 52YP41 Antifog, Anti-Static, 
Gray Antifog, Anti-Static, Camouflage 52YP42 Clear Scratch-Resistant Black 237618 
A eoreieh Res ant G Gray Pea Black 23Y619 
ntifog, Anti-Static, ntifog, Anti-Static, 
Bas Scratch-Resistant ees eas ae “Soratch-Resistant dae shia 
Blue Mirror Scratch-Resistant Black D2YP44 Indoor/Outdoor Scratch-Resistant Black 23Y625 
Infinity Blue Scratch-Resistant Black 52YP45 ProFlyer™ 
Maddog™ Ill q Gray ‘Scratch-Resistant Silver 1FYY8 
Clear Scratch-Resistant Red/White/Blue 4VCA2 Silver Mirror Scratch-Resistant Silver 1FYY9 
B Clear — Scratch-Resistant Black  ~—sAVT99 Spirit™ 
Gray Scratch-Resistant Red/White/Blue AVCA3 Clear Scratch-Resistant Black 1VW22 
Gray Scratch-Resistant Black 1VW10 Clear _Scratch-Resistant — Blue — 1VW24 | 
Nagle™ Clear Antifog, Scratch-Resistant Black 4VCC7 
Clear Scratch-Resistant Metallic Blue 4VCH6 Clear Antifog, Scratch-Resistant Blue — 4VCC9 
C Clear Antifog Metallic Blue _4VCH9 Clear Antifog, Scratch-Resistant Red/White/Blue 4vCD2 
Gray Scratch-Resistant Metallic Blue 4VCH7 Thecla™ 
Nome™ Clear _Scratch-Resistant_ Black © 30ZC63 
Clear Scratch-Resistant Blue 4VAZ1 Smoke Scratch-Resistant Black 302064 
Clear ____ Antifog Black AVAY5 J Smoke ____ Antifog Black 30ZC61 
_____ Indoor/Outdoor Scratch-Resistant Black _ 1FYZ6 | Indoor/Outdoor _Scratch-Resistant Black 30ZC67 
D Indoor/Outdoor Scratch-Resistant Blue 4VAZ3 Shade 3.0 Scratch-Resistant Black 30ZC68 
Silver Mirror Scratch-Resistant Black 1FYZ5 Shade 5.0 Scratch-Resistant Black 30ZC69 
_ Amber Scratch-Resistant Black 4VAY7 Thunder™ 
Light Blue Scratch-Resistant Black AVAY6 Clear Scratch-Resistant Black 1VW11 
Blue Mirror Scratch-Resistant Blue AVAY9 _ Clear Scratch-Resistant _ _ Blue 1VW14 
Persuader™ Metal K — Gray _ Scratch-Resistant Black 1VW12 
_F _ Gray Scratch-Resistant _ Silver AVAX7 _ ____ Indoor/Outdoor Antifog, Scratch-Resistant Black — -1VW13 | 
Shade 5.0 Scratch-Resistant Black 4VCA7 
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A 


No. 52YP46 





No. 1FY2Z1 





Full-Frame Safety Glasses 


= Meets ANSI Z87.1-2010 C. Freeze™ ll—Nonwraparound 
= 99.9% UV protection lenses with bayonet temples and 


A. Antagonist™—Compact, light- molded-in nosepiece. 
weight, wraparound design features 
flexing straight temples for secure fit. 
Polycarbonate lenses. Nylon frame. 


D. Swagger™—Full-frame wrap- 
arounds have bayonet temples 
with soft rubber ends for comfort 
and fit. Polycarbonate lenses and 


. Elect™’—Lightweight contemporar 
B 9 9 ee frame. 


frame has an integrated nosepiece. The 
wraparound sunglass style fits all faces. 
With microfiber storage bag. 





No. 22ED38 





Sealed Safety Glasses 


= Meet ANSI Z87.1-2010 


* (Corer 
= 99.9% UV protection 
Nylon frame has foam in the facepiece that fits snugly around eyes, and indirect 
venting helps keep liquid splash from getting in. Versatile Donyi™ design lets 


you switch as needed from temples to elastic strap. 


Lens Lens Frame Item 


Color Coating Color No. 
Clear Scratch-Resistant Black 22ED38 
Clear Anti-Fog Black 22ED39 
Clear Anti-Fog, Scratch-Resistant Black 22ED40 
Silver Mirror Anti-Fog Black 22ED43 
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B. 
No. 52YP36 


D. 
No. 52WRO1 


* Carr 
Lens Lens Frame Item 
Key Color Coating Color No. 
Antagonist™ 
Clear Anti-Fog, Anti-Static, Scratch-Resistant Black 52YP46 
A Gray Anti-Fog, Anti-Static, Scratch-Resistant Black 52YP47 
Blue Mirror Scratch-Resistant Black 52YP48 
Elect™ 
B Clear Anti-Fog, Anti-Static, Scratch-Resistant Black 52YP35 
Smoke Anti-Fog, Anti-Static, Scratch-Resistant Black 52YP36 
Freeze™ Il 
c Clear Scratch-Resistant Black 1FYZ1 
Gray Scratch-Resistant Black 1FYZ2 
Swagger™ 
D Clear Anti-Fog Black 52WRO1 
Gray Anti-Fog Black 52WRO2 
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=. 
\ ih 
A. a B. | No euns 
No. 4AG93 ~ No. 3TB96 —— . 
a SS_—. rr - \ 
v=] . 
a ) .- \ 
ww tN ‘ é D. E F — : G. 
No. 4XR20 : : 
No. 401Y60 No. 47513 a 
=» Meet ANSI Z87.1-2015 D. Skyper®—Wraparound : Lens Lens Frame a 
= Meets CSA 294.3 unilens has molded-in nose- ees catia Color ode 
. . Astro OTG® (Over-the-Glass) 3001 
=» 99.9% UV protection bridge and side shields. Clear Anti-Fog Black S2500C 
-cushi Gra Black $2504 
A. Astro OTG® (Over-the- Asa iC a Shade 3.0 Scratch-Resistant Black $2508 
Glass) 3001—Designed tobe 5 occ i 7 Shade 5.0 Black $2509 
worn over prescription glasses. ai . ie aie ae paleon arm : Peet erecnN 
Unilens wraparound design se ed B Fspresso Anti-Fog Black S4501X 
features universal nosebridge; , SVP 200 Series— Ignite™ 7 Sasi STT0G 
: . . ear : ack/ollver 
cushioned, adjustable temple Frameless, low-profile glasses flear Scratch-Resistant Metallic Red/Silver S4410 
lengths; and adjustable lens fit most faces and are very Clear Black/Silver S4400X 
angle. lightweight for all-day wear. : men Anti-Fog Met Te regen aang 
= Meets Military V) Ballistic Wraparound 10-base lenses, Gray Metallic Red/Silver S4411X 
Test for Impact molded nosepiece, and Gray Black/Silver $4403 
. SCT-Reflect 50 Scratch-Resistant Black/Silver $4402 
B. Falcon®—9-base unilens a flexible temple SCT-Reflect 50 Metallic Red/Silver S441) 
provides coverage with a IPS ae a ae — 
wide field of vision. Molded-in _F, Ultra-spec® 2000—Unilens »sypaqqseries mere = 
nosebridge, adjustable temple —_ design is antistatic with built-in Clear Scratch-Resistant Clear SVP200 
lengths, and lens angle side shields, browguard, and Clear . Clear sVP201 
diust t : Clear Anti-Fog Blue SVP205 
adjustment. adjustable temple lengths. Clear | Pink SV/P208 
C. Ignite"—Frameless design G, Ultra-spec® OTG (Over- : iat Borate Resistant ai SyP003 
features 9-base wraparound ——_—‘the-Glass) 2001—Designed Amber ne Amber SVP204 
unin with adjustable nose- to be worn over prescrip Bue MGT Sth essa z Shs 
piece and cushioned temples. tion glasses. Molded-in side Ultra-spec® 2000 
= Meets Military Vp Ballistic shields, browguard, universal F Clear Anti-Fog Black/Clear S0250X 
Test for Impact nosebridge, and flexible and Ultra-spec® OTG (Over-the-Glass) 2001 
G Clear Sepianeesietait Black/Clear $0112 
adjustable temple lengths. Gray Black/Clear S0113 
* jae = Meet ANSI Z87.1-2015 : _ eo Tae 
oO. 0 . ey olor oating olor 
A. A400 Series—Wraparound aon aon 
design with universal nosebridge A _Amber Scratch-Resistant | Amber 
and integrated side protection. | Se Tot aay 
ndoor/Uutaoor ear 
~ = Meets CSA 294.3 A700 Series i 
No. 2CVG8 B. A700 Series—Wraparound eet Antitog Aiea 
9-base design provides distor- : Amber . Amber 
—_—x, tion-free 180° field of vision. agHTS ae oy o Scratch-Resistant ray 
oe . . ndoor/Uutdaoor ollver Wwilrror ray 
Universal nosebridge and soft Biue Mirror Gray 
j temple tips. A800 Series 
—— = vy =» Meets CSA Z94.3 vicar Sorateh-Fesistant rica 
_ ear ntifog ear 
C. C. A800 Series—Wraparound TSR Gray Scratch-Resistant Gray 
mor euyi2 9-base lenses with distortion- TR ay elliog py 
: a . mber mber 
free 180° field of vision. Flexible Indoor/Outdoor Silver Mirror Scratch-Resistant _ Clear 
temples and soft, nonslip bai Series Blue Mirror Gray 
‘- 1 I 
NOSEpIlece. Clear Scratch-Resistant Black 
P Clear Antifog Black 
0 ze A900 Shes alee D TSR Gray Scratch-Resistant Black 
; esign with soft padded temple TSR Gray Antifog Black 
No. 3UXU5 Silver Mirror Scratch-Resistant Black 





and nonslip nosebridge. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


a 


Honeywell 
UVEX< 


Item 
No. 


4AG93 
4BC01 
dAD84 
2AD38 


3TB94 
3TB96 


2CVD2 
2CVD6 
2CVD3 
2CVD7 
2CVD4 
2CVD8 
3NUL4 
2CVD5 
3NUL3 


4XR20 


401Y53 
401Y54 
401Y58 
401Y61 
401Y55 
401Y56 
401Y57 
401Y59 
401Y60 


41513 


61359 
61360 


Honeywell 
UVEX 





Mfr. 
Model 


A400 
A401 
A402 
A403 
A404 


A705 
A700 
A702 
A701 
A704 
A703 


A800 
A805 
A801 
A806 
A802 
A804 
A803 


A900 
A901 
A902 
A903 
A904 


Item 
No. 


3TE11 
3TE12 
3NRZ1 
3TE13 
3NRZ2 


2CVH1 
2TFW9 
2CVG8 
3NUD3 
3NUD4 
2CVG9 


2TFX1 
2CVH2 
3NUDS 
3NUD6 
3UXR4 
2DBD3 
3UXR5 


3UXU2 
3UXU3 
3UXU4 
3UXU5 
3UXU6 
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SAFETY 
Safety Glasses 


Scan. Order. Done. 
Details on page A1. 






A. C. 











No. 49ZY75 B nis. andaE : F. 
No. J6536 D. No. H1178 No. 4UCJ2 
. No. 6WE83 
—_) No. a 
No. is J. 

No. . 180 I. No. E9399 K. No. tne 

No. 24C266 ie aanad . : 
oneywe 

Half-Frame Safety Glasses UVEX 


= 99.9% UV protection 


A. Acadia®—Versatile, sporty, 
indoor/outdoor wraparound style 

has sculpted, padded temples and 
premium integrated hinge mecha- 
nisms for fit, comfort, and compliance. 
Soft ribbed nosepiece is designed to 


minimize slippage. = Meet ANSI Z87.1 and CSA 294.3 nosepiece. Meet ANSI Z87.1 and CSA 794.3 
Meet ANSI 787.1 = Meet Military VO Ballistic 
Test for Impact : 7 > CHOOSE: fan 
. Avatar™—Designed for maximum . th te 
7 9 G. Genesis X2°—Same featuresas Key __ Color Coating Color No. 
all-day comfort and customizable fit, Ponecice cueweac bin igih a ccricl Genesis® 
with indirect venting, ratchet temples, 7 ipa a eapice P Clear Scratch-Resistant cea? Hides 
9-base wraparound, adjustable temple g ec cl Antif Black, Vapor Blue, 41178 
engin and lens wit, and Hexible nose ; Clear Antifog, Scratch-Resistant Black H1178 
pads. H. Genesis XC®©—Same features as Antifog, Hydrophilic, Hydrophobic, Black, Vapor Blue, 
: ; Clear Scratch-Resistant Red/White/Blue J5873 
= Meet ANSI Z87.1 and CSA 294.3 Genesis® eyewear, but provide 20% Araher SS icheccuat Black, Vapor Blue H1178 
=31™M . ] . = ili ji 4 A a , 
C, Bandit™—Wraparound unilens more coverage for extra protection faabet Antifog ucrophilie, dion obic Black 55TA36 
design. Features dual lens with I. Mercury™—Wraparound dual-lens pontesso Antifog muck vapor pice iH qe 
replaceable lenses, adjustable design offers a 180° field of vision Dark Gray Antifog, eivoroptilie, var ophebte, nica 4 cETAAA 
temples, and molded-in side shields. with additional side protection. Soft, . ety — sbi aoa: a SSTAMS 
Meet ANSI 781.4 flexible nosepiece conforms to almost SCT-Gray. “"Antifoq FT STE 
any nasal profile to reduce slippage SCT-Gray - Clear 55TA37 
SCT-Low IR Antifog, Hydrophilic, Hydrophobic, Black 55TA 
D. Fuse®—Wraparound 9-base while soft, padded temples provide SCT-Blue Scratch-Resistant Black SB TAga 
lenses with adjustable nose pads and __ secure, no-slip fit. SCT-Reflect 50 Se icnicaaisant Black ave 
soft, flexible temple tips. Includes = Meet ANSI Z87.1 and CSA 294.3 rate Antifog, Hydrophilic, Hydrophobic, A a 
adjustable, breakaway retainer. a shade 2.0 Scratch-Resistant ac 
J. Millennia®—Wraparound dual Shade 3.0 Scratch-Resistant Black H1178 
= Meet ANSI Z81.1 and CSA 294.3 ; Antifoa i Flic, Hvdrophoni 
9-base unilens design. Feature brow- Shade 3.0 ntifog, ee LO Black 55TA39 
E. Genesis®—Dual 9-base guard and built-in side shields for top Shade 5.0 ~_ Scratch-Resistant | Black H1178 
wraparound lenses feature a shock- and side protection. Include adjust- Shade 5.0 Antifog, Hydrophilic, Hydrophobic, Black 90 TA40 
: reer ‘ Vermillion Scratch-Resistant Black 55TA42 
absorbing browguard and a ventilation able, breakaway retainer. Genesis® § 
channel to prevent fogging. Unilens = Meet ANSI Z87.1 and CSA 294.3 zeal scratch- eo eee qete 
design, flexible nose pads, adjustable F Clear Antifog, Scratch Resistant Black/Pewter 4UCJ1 
> CHOOSE: SCT Reflect 50 Scratch-Resistant Black/Pewter A013 
Lens Lens Frame Item Genesis X2® 
Key Color Coating Color No. Reet oraten resistant see ow aeues 
Acadia® ear ntifog avy/Silver 
Clear Black, Brown J6404 G Espresso Scratch-Resistant Black/Yellow 5CHES 
Gray Antifo Black 49ZY71 Espresso Antifog Black/Yellow 5CHFO 
Amber g Black, Brown J6404 SCT-Reflect 50 Scratch-Resistant Navy/Silver 2CVF4 
A Espresso Brown A9ZY77 Genesis XC® * 
SCT-Reflect 50 Black, Brown J6404 Clear Scratch-Resistant Black 3JTRS 
Red Mirror Scratch-Resistant Black 49ZY74 Clear Antifog Black 4FE60 
Blue Mirror Black 49ZY75 Antifog, Hydrophilic, Hydrophobic, 
Clear Black 38TJ82 
Orange Mirror Brown 49ZY80 . pcraich Resistant — sNRWE 
Avatar™ ray cratch-Resistan ac 
Antifog, Hydrophilic, Hydrophobic, Antifog, Hydrophilic, Hydrophobic, 
Clear Scratch-Resistant Black, Red, Blue, Teal J6536 Amber Scratch-Resistant Black 55TA66 
Clear Scratch-Resistant Black, Red, Blue, Teal J5988 Gray Antifo Black 4FE61 
B Gray Antifog, Hydrophilic, Hydrophobic, Black, Red, Blue, Teal J6536 Gray Antifog, Hydrophilic, Hydrophobic, Black 381 J83 
Amber Scratch-Resistant Black 401Y30 H 90% Gray Scratch-Resistant Black D0TAG/ 
Reflect 50 Goraich-Hesistant Black, Red, Teal J5988 SCT-Reflect 50 Scratch-Resistant Black 3NRW5 
Blue Mirror Black, Red, Blue J5988 se ala Antifog nee stile 
Bandit™ * -Low ac 
Clear Antifog Black 4R985 SCT-Gray Black 55TA61 
Amber Black 3WLJ4 SCT-Vermillion ETE ate 
Espresso Scratch-Resistant Black 4R987 SCT-Blue e : ac 
Gold Mirror Black AR989 Scr-Low IR SE eae Black S5TAG2 
Fuse® ade 2. ac 
Clear Scratch-Resistant Gunmetal 6WE83 Shade 3.0 Black 5oTAG4 
D Clear Antifog Gunmetal aaa Shade 5.0 Black 55TA65 
TSR Gray Gunmetal 4 
Silver Mirror ofall Gunmetal 6WE85 | CONTINUED | } 
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temple length, and lens angle 
adjustment. 
= Meet ANSI Z87.1 and CSA 294.3 


F. Genesis® S—Same features as 
Genesis® eyewear, but feature a 
6% smaller frame for workers with 
slimmer facial profiles. 





K. Millennia Sport™—Lenses have 
curved temples and universal nosebridge. 
Includes adjustable, breakaway retainer. 
= Meets ANSI Z87.1 and CSA 294.3 


L. Proteégé®—Expandable, floating 
unilens design with wraparound brow, 
cushioned temples, and a soft, flexible 


Find even MORE on Grainger.com® 


= Meet ANSI 287.1 and CSA 294.3 


M. Vapor® and N. Vapor® 
ll—Wraparound frame with 9-base 
lenses provides 180° field of vision. 
Universal nosepiece. No. 4FE55 
include adjustable, breakaway 
retainer. 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


SAFETY 
Safety Glasses 





Half-Frame Safety Glasses 


Lens 
Key Color 


Genesis XC® Prescription Insert Holder 
H 


Mercury™ 
Clear 
Clear 
Gray 
Gray 
| Amber 
Amber 
SCT-Reflect 50 
Silver Mirror 
Blue Mirror 
Millennia® 
Clear 
Clear 
J Gray 
SCT-Reflect 50 
Silver Mirror 
Millennia Sport™ 
K Clear 


Lens 
Coating 


Scratch-Resistant 
Antifog 
Scratch-Resistant 
Antitog 
Scratch-Resistant 
Antitog 


Scratch-Resistant 
Scratch-Resistant 
Antifog 


Scratch-Resistant 


Scratch-Resistant 


> CHOOSE: 
Frame 
Color 


Silver 


Black/Gray 
Black/Gray 
Black/Gray 
Black/Gray 
Black/Gray 
Black/Gray 
Black/Gray 
Black/Gray 
Black/Gray 


Black, Blue 
Black 
Black 
Black 
Black 


Black 


Item 
No. 


4FE62 


240266 
240267 
240268 
240269 
240270 
240271 
240272 
240273 
246274 


E9399 
3PA38 
4YH39 
4YH40 
4YH41 


3PA44 





Find Eyewear Accessories on page 1665. 





A. = 
No. 6T273 %’ 


No. 55TA35 





C 


a No. 19UA87 


Honeywell 
UVEx 
> CHOOSE: 
Lens Lens Frame Item 
Key Color Coating Color No. 
— Metallic Black/O 
“Dac; etallic Black/Orange, 
Clear Scratch-Resistant _ Sandstone/Orange F8585 
; etallic Black/Orange, 
Clear | muiiey | Sandstone/Orange F8585 
Clear Antifog, Oe ey uremnene Black, Sandstone J5875 
Gray Antitog Metallic Black 1FEU7 
Antifog, Hydrophilic, Hydrophobic, 
L Amber Scratch-Resistant Black S5TA83 
Gray ; Antifog Sandstone/Orange 1FEV1 
Gray Antifog, Oe enn’ Black, Sandstone J5875 
; _Daci Metallic Black/Orange, 
SCT-Reflect 50 Scratch-Resistant Sandstone/Orange F8585 
SCT-Blue Antifog, Hydrophilic, Hydrophobic, Black 55 TA82 
SCT-Low-IR Scratch-Resistant Black DOTA84 
Silver Mirror Scratch-Resistant Metallic Black/Orange 4UCN9 
Vapor® 
M TSR Gray Scratch-Resistant Metallic Blue 4FE55 
Vapor® Il 
N Clear Scratch-Resistant Black 9FADO 


* Replacement lenses available on Grainger.com®. 


‘ = - - 

Ve ; 
r\ y 
E. 

No. 6T361 





No. 3TB99 


Full-Frame Safety Glasses 


= Meet ANSI Z87.1-2015 
= 99.9% UV protection 


A. Astrospec 3000®—Unilens 
wraparound design with universal 
nosebridge, adjustable lens angle, and 
replaceable lenses. 
= Meets CSA 294.3 
= Meets Military Vo Ballistic 

Test for Impact 


B. Hypershock™—LDielectric glasses 


high impact protection, with stream- 
lined padded temples and a molded 
nosepiece for a more secure and 
comfortable fit. Uvextreme Plus® anti- 
fog lens coating provides you fog-free 
vision and greater scratch resistance 
for long life. 

= Meet CSA Z94.3-2007 


C. Livewire™ Sealed Eyewear— 
Foam subframe fits contours around 


HydroShield® coating technology offers 
longer-lasting fog-free performance. 
= Meets CSA-Z94.3 


D. Tomeat®—Dual-lens design with metal 
frame. Adjustable nose pads and flexible 
padded temple grips. 

= Meet CSA Z94.3-2007 


E, Ultra-spec® 1000—Wraparound design. 


Uncoated unilens with molded-in side 


Se 


yo 9 
F. 
No. 5CHF2 
(Lenses Sold 
Separately) 


Honeywell 
UVEX< 


shields, browguard, and univer- 


sal nosebridge. 


=» Meets CSA 294.3 


F. Uvex® RX Frame Only— 
Prescription-adaptable, unisex 
frame features adjustable nose 
pad bridge, regular hinge, and 
skull temples. Includes remov- 
able dust dam. Style number 
SWOGE. Lenses sold separately. 





are nonconductive, making them ideal '"@ eves for a comfortable seal. . ese Pt cane ena’ ner 
mer é, Padded, flexing temples with lens ey g 
for applications where accidental SHIGA dict ERR: Cone tauedale Livewire™ Sealed Eyewear 
exposure foan electrical charge is 1° withthe included adjustable cloth Gea alk Siver —— S9620x 190890 
possible. The full frame design offers headband. Hydrophilic/hydrophobic Clear ; janitoa, Scraich-Resistant : Black S2600D__ 19UA82 
. ntifog, Hydrophilic, Hydrophobic, ; 
Clear Seratch= Resistant Silver $2620HS 54EN01 
Lens Lens Frame ute Ha Amber anGa" IGA At 8 aranhab Black S$2602XP 19UA84 
Key Color Coating Color ode 0. ntifog, Hydrophilic, Hydrophobic, 
Astrospec 3000° Amber Scratch-Resistant Black S2602HS 54EM97 
Clear Black DS1dO 3KJ41 Espresso Antifo Black S2601XP_ _19UA83 
Kat Scratch-Resistant WHO oe, aria Gray g Silver S2621XP__19UA91 
lear e ite/Blue Antifog, Hydrophilic, Hydrophobic, ; 
Clear Black S1359C 61270 C sGray Scratch-Resistant ive) peceiny Srenve 
A Clear Antifog Blue $1299C 61271 SCT-Reflect 50 Silver $2624XP__19UA92 
Clear Red/White/Blue S1169C _ 61273 SCT-Reflect 50 Antifo Black S2604XP__19UA85 
Gray Black $1369 61274 SCT-Low IR g Black S2609XP_ _19UA89 
Gray SarielisResistant Red/White/Blue $1179 61277 SCT-Gray Black S2605XP__19UA86 
Shade 3.0 Black $1111 3AX39 SCT-Gra Antifog, Hydrophilic, Hydrophobic, Black S2605HS 54EM98 
Shade 5.0 Black S1112 _ 3AF26 y Scratch-Resistant 
Astrospec 3000© Replacement Lenses Shade 3.0 Antifo Black S260/7XP 19UA87 
ae ocratgn-Fesistant — gee. een Shade 5.0 Aaaitaq Naa a aaah Black S2608XP 19UA88 
A lear ntifog _— Igo 1 ntitog, Hydrophilic, Hydrophobic, 
Gray Scratch-Resistant — $536 61279 Low IR Scratch-Resistant Black S2609HS 54EM99 
Hypershock™ Tomcat® 
a — ee o mes os — 
lear ear 4] 00 ray “Dac; unmeta i) 
Clear Black S2040HS S8TA29 : Silver Mirror, Scratch-Resistant Gunmetal $2493 STB90 
ray +: Black 2941HS 59 -Reflect 5 unmeta oO 
Bo ame ee Black SD049HS 55TA31 Ultra-spec® 1000 
SCT-Blue Black S2951HS 55TA32 Clear Uncoated Clear S301CS_ 61361 
Clear Brown S2960HS _55TA33 Uvex® RX Frame Only 
Espresso Brown S2961HS _55TA34 F — _ Yellow/Brown/Clear_ 18892 —_5CHF2 
Clear Clear $2970HS _55TA35 — Orange/Black/Clear 18893-H5 5CHF3 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1655 


Scan. Order. Done. 
Details on page A1. 


SAFETY 
Safety Glasses 








NARROW |REGULAR| WIDE 
Pt Tene Lens Lens Frame Mfr. Item Item Item 
4 ne Coating Color Model No. No. No. 
=, all-rrame 
Clear Anti-Fog, Anti-Static, Dark Blue/Gray 15900 | 12A553 | 12A561 | 12A569 
Clear Scratch-Resistant Black/Red [95900 | 12A554  12A562 | 12A5/0 
No. 12A562 Clear Anti-Fog, Hydrophilic, Black/Red 15900 | 401Y68 | 401Y74  401Y64 
i rth A d t ® S f GI Honeywell alee Hydrophobic, Scratch Resistant 5 mane Pang ante ane annie 
moke nti-Fog, Anti-Static, ark Blue/Gray 15 590 5 o/ 
0 ap ec a ety aSSes NORTH] smoke Scratch-Resistant Black/Red _—-[5900 | 12A556 | 12A564 | 12A572 
= Meet ANSI Z87.1-2015 frame, and ratcheting temple Smoke ydinrone coat enecievait Black/Red 15900 | 401Y66 | 401Y71 | 401Y62 
. lc CSA 294.3 hinges. Temple tension adjust- Amber Ag ee Black/Red 15900 | 12A557 | 12A565 | 12A573 
= 99.9% UV protection ment helps prevent slipping and eer cera Black/Red T5900 -401V67-|-401Y72 401763 
Multiadjustable design provides allows comfortable extended wear. Smoke Hidrophoble. Stratch Resin Blue T5900 | 401¥69 | 401Y75 — 
a comfortable, customized fit for  _ Hydrophilic/hydrophobic Uvex Full-Frame | an 
almost any face, with adjustable ssh ee ae aan yen Black/Red 15900 | 12A558 | 12A566 | 12A574 
nosebridge, vented cushioned ofters YUX longer-lasting 1og-tree Shade 3.0 Scratch-Resistant Black/Red 15900 | 12A559. | 12A567 | 12A575 
performance. Shade 5.0 Black/Red 15900 | 12A560 | 12A568 _12A576 
\ 
No. 38TJ72 . 
. Honeywell 
™ bes No. 2ETES No. 3NTNG 
Tirade™ Sealed Safety Glasses UVEX Ne aNINi : 


= Met ANSI Z87.1-2010 
= Meet CSA 294.3 
= 99.99% UVA/ 

UVB protection 


subframe to help ensure a comfortable gap- 
free fit. The Uvextra® anti-fog coating helps 
keep lenses clear. Indirect ventilation channels 
on the subframe provide superior dust filtration. 
Offer protection in high The quick-release hinge system converts easily 
particulate locations where _ from temples to headband, with removable 
debris, dirt, and dust present temples and standard adjustable headband 


N 22542 | .__—— 
Safety Glasses ) ee - 9K ucr 


= Meet ANSI Z87.1-2015 
= 99.9% UV protection 


Checklite®—Lightweight single-lens 


Rubicon®—Curved lens provides 
distortion-free 180° field of vision. 
Spring-hinge temples and nonslip 


the risk of eye injury. included. glasses are sized to fit smaller faces. temple sleeves. 
anne siti ; Lens an ama: Mir. < Hem Seale design features colored spatula Klondike® Plus—Features adjust- 
ae ii Clear Anti-Fog Black $4040 38TJ72 pee: " able temples, 11° base curve lens, 
unobstructed peripheral Gray Anti-Fog Black $4041 38tJ73__ | = Meet MIL-PRF-31013 military standards = 4 top nose niece. 5-position 
ici Amber Anti-Fog Black $4042 381J74 . ; 
vision, and a soft foam Silver Mirror —Anti-Foa Black $4043 —3aTy7s— | " Meet CAN/CSA 294.3-16 ratchet temples. 
SCT-Reflect 50__Anti-Fog Black $4044 38TJ76_ | Rearkat®—The one-piece wraparound 


Swagger®—Provides great 
comfort and excellent seal. Nonslip 
low-profile bayonet temples are 
thick and wide for better side 
protection and a bold modern look. 
Dual lens design. Soft TPR temple 
and nose pad material for long- 
wearing comfort. 

= Meet ANSI Z87.1-2015 


lens design allows you unobstructed vision 
and the tight fit can provide greater safety. 
Lenses have a scratch-resistant Duramass® 
coating and the flexible temples with non- 
slip soft material offer a comfortable fit. 
Bearkat® 3 models feature a soft, secure 
gel nosepiece. 

= Meet MIL-PRF-31013 military standards, 





No. 35ZA30 
No. 35ZA36 


No. 35ZA42 








-16: ® ; 
Safety Glasses MCR aber ear ras = No. 22JJ40 polarized 
= Meet ANSI Z87+ Pantera®—Hypoallergenic foam lenses reduce glare 
= 99.9% UV protection seal helps protect eyes from dust Lens tole cas nul , tiem 
olor oating olor ode 0. 
Backdraft®—Lightweight, frame- se ere length Frameless 
: : : eckiite 
less design features soft TPR internal Clear _Scratch-Resistant Clear CL110 SNTN2 
side shields for extra protection Hornet DX™—Replaceable vented ae Antifog, Scratch-Resistant wel an At ats 
‘ F . . ray : : moke 
from particles or debris. Also include hypo-allergenic foam gasket door Outdoor Scratch-Resistant Clear Chit9 3NTNA 
secure, comfortable rubber nose pad __ surrounds the inside of the lens to Bearkat® . 
and temple sleeves. Nos. 35ZA29 protect against impact and airborne Gear Scratch-Resistant acetar atau on 
and 35ZA31 have superior MAX3™ debris. Include a removable strap for —Gray eee BlackGray BKT12AF —— aNTZ5 
like fit} Salat ray ack/Gray 
hard lens coating. Nos. 352A30 and a secure, goggle-like fit in a light Light Blue Scratch-Resistant Light Blue/Black BK113 3NTZ6 
35ZA32 feature MAX6™ coating, with weight design. qndoor Outdoor Black BK119 8E319 
F : F earka 
6 times the antifog properties than Clear Scratch-Resistant Clear BK310 210060 
traditional coatings. Clear Antifog, Scratch-Resistant Clear BK310AF 210061 
Light Blue Scratch-Resistant Light Blue BK313 21U064 
Lens Lens Frame Mfr. Item Rubicon® 
Color Coating Color Model No. Clear Black/Silver T4110AF 2ETES 
Frameless Gray Antifog, Scratch-Resistant Black/Silver T4112AF Z2ETE6 
Backdraft® Light Blue Black/Silver T4113AF 3NTK5 
Clear Scratch-Resistant Gun Metal Gray BD110P 35ZA29 Red/Fire Mirror puraich:Recisiant Black/Silver T471R 2ETE/ 
Clear Antifog, Scratch-Resistant | Gun Metal Gray BD110PF 39ZA30 Emerald Mirror Black/Silver 1411G 2ETE8 
Gray Scratch-Resistant Gun Metal Gray BD112P 39ZA31 Half-Frame 
Gray Antifog, Scratch-Resistant Gun Metal Gray BD112PF 39ZA32 Klondike® Plus 
Indoor/Outdoor Scratch-Resistant Gun Metal Gray BD119 30ZA34 Clear Scratch-Resistant Black KD310 SNTN6 
eae Mirror Scratch-Resistant Gun Metal Gray BD117 39ZA33 Bray pact KD312 SNTNS 
ull-Frame ear ; ac KD310AF SNTN7/ 
Pantera® Indoor/Outdoor "tifog, Scratch-Resistant Black KD319AF  3NTP4 
Clear Antifog, Scratch-Resistant Black PN110AF 30ZA40 Light Blue Scratch-Resistant Black KD313 SNTP1 
Clear Antifog, Scratch-Resistant Clear PN120AF 35ZA42 Full-Frame 
ae ny Antifog, Scratch-Resistant Black PN112AF 39ZA41 Swagger” r1 5 
ornet DX™ ear ear R140AF 22JJ41 
Clear Antifog, Scratch-Resistant Black HDXT10AF  35ZA35 Gray Antifog, Scratch-Resistant Clear SRI42AF 2242 
Gray Antifog, Scratch-Resistant Black HDX112AF —_30ZA36 Blue Mirror Clear SR148B 22JJ43 
Hornet Accessories Red/Fire Mirror Scratch-Resistant Clear SR14R 22J3J44 
RX Insert HDXINSERT  35ZA37 Gray Black SR112Z 22JJ40 * 
Replacement Elastic Strap HDXSTRAP _—_-35ZA39 * Polarized lens. 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE SAFETY 
Find the wy. Find Solutions. Find Great Prices. Safety Glasses 


Find Eyewear Accessories on page 1665. 





a i 
€ Kimberly-Clark 


PROFESSIONAL 


Smith & Wesson® 
Safety Glasses 


= Meet ANSI Z87.1+2010 

















: No. 2LAC2 
= 99.9% UV protection 
No. 475P13 
Magnum® 3G—Comfortable 3-point fit and 
self-adjusting nose pad with rubber fingers. feng iene Fame WE. Wem 
Cut-to-shape lens reduces distortion around Color Coating Color Model No. 
the edges. Frameless 
Magnum® 3G 
44 Magnum®—Feature a 4c x 7c base Clear Scratch-Resistant Black 19799 2LAC1 
Clear Scratch-Resistant Platinum 19961 3WLK1 No. 3UYD8 
curve so the lenses can hug your face Clear Antifog Black 19794 475P15 
both side to side and vertically for a secure Smoke Scratch-Resistant Black 19823 2LAC2 
fit. The brown, 1-pc. lenses are ideal for Yellow Scratch-Resistant Black 19826 2LAC3 
: : Gold Mirror Scratch-Resistant Black 19940 S3WLK3 
outdoor or bright environments. 44 Magnum® 
Fap™_ 7 Indoor/Outdoor Anti Antifog Black 23454 475P13 = 
Equalizer Wraparound dual lens style Half-Frame 
with 8-base curve. Sport grip temples help Equalizer™ 
reduce slippage. Includes microfiber carry- Clear Scratch-Resistant Gunmetal 21294 3UYD5 
: : Clear Antifog, Scratch-Resistant Gunmetal 21296 3UYD7 
ing bag that can be used as a cleaning Amber Scratch-Resistant Red 21299 3UYD6 ager 
cloth. Smoke Antifog, Scratch-Resistant Gunmetal 21297 3UYD8 se 
— ; ; Indoor/Outdoor Scratch-Resistant Gunmetal 21298 3UXN5 
38 Special™—Contoured design with Blue Mirror Scratch-Resistant Blue 21301 3UXN6 
rubber grip temples for a more secure fit. Full-Frame 
38 Special™ 
Elite"’—Wraparound dual-lens style with Clear Scratch-Resistant Black 19856 2LAC4 
7 Smoke Scratch-Resistant Black 19859 2LAC6 
8 base curve and wide temple. Includes Elite” 
microfiber carrying bag that can be used as =“ Clear Antifog, Scratch-Resistant Black 21302 2UYG6 ie BUNGE 
a cleaning cloth. Smoke Antifog, Scratch-Resistant Black 21303 2UYG5 : 
© Kimberly-Clark 
Safe Glasses Lens Lens Frame Mfr. Item : 
Color Coating Color Model No. --* 
Frameless 
= Meet ANSI 287.1+ i JN 
= 99.9% UV protection Clear Scratch-Resistant Gunmetal 20470 21A170 
ea Smoke Scratch-Resistant Gunmetal 25704 21A171 V30 Nemesis™ VL 
V30 Nemesis™ WL—Compact, frameless Bronze Scratch-Resistant Camouflage 20472 21A172 No. 21A170 
no-brow design improves upward and periph- —_Blue Mirror Scratch-Resistant Gunmetal 20471 475P07 
eral vision and accommodates smaller faces Indoor/Outdoor Scratch-Resistant Gunmetal 29112 475P08 
nan ; Half-Frame 
Slip-stop temple reduces slipping. Includes V20 Visio 
neck cord. Clear Antifog, Scratch-Resistant Clear 14471 3WMC8 ae 
Clear Scratch-Resistant Clear 14470 3WMD3 ie — 
V20 Visio—One-piece polycarbonate lenses Smoke Antifog, Scratch-Resistant Black —-_ 14473. 3WMC9 : f ua 
ith 2_ e Smoke Uncoated Black 14472 3WMD4 V20 Visi ry 
ie ae at all coma el Blue Mirror Scratch-Resistant Black 14475 3WMD1 wo gwanpe 
ized fit and enhanced comfort. No. 3WMD1 Indoor/Outdoor ___Scratch-Resistant Black 14476 3WMD2 " 


has blue mirror lenses to reduce glare and are = _V30 Nemesis™ 


: Clear Scratch-Resistant Black 25676 2UYF3 ' 
ideal for use outdoors. Clear Antifog, Scratch-Resistant Black 25679 3NTT9 
Fo™_ és Clear Antifog Red 47378 475P02 
V30 Nemesis Sport style with soft-touch Clear Antifog Blue 47384 475P03 
temples. Enhanced nosepiece design chan- Clear Antifog Silver 47388 475P04 
nels away sweat. Contoured rubber temples omoke Scratch Resistant — 226 1 SUNK 
moke ntifog ue 
for comfort. Includes neck cord. Smoke Antifog Silver 47383 475P06 | 
Fcar™__ : Smoke Antifog, Scratch-Resistant Black 22475 21A163 
V40 HellRaiser"’—Sunglass style with soft Smoke Antifog, Scratch-Resistant Camouflage 22609 3UXX6 
temples. Smoke Mirror Scratch-Resistant Black 25688 2UYF4 V30 Nemesis™ 


er : ’ Amber Scratch-Resistant Black 25659 2UYF6 No. 2 
V50 Calico™—Lightweight wraparound Amber Antifog Black 22476 475P01 auaiaiel 
style has interchangeable temple bars and a Amber Antifog, Scratch-Resistant Camouflage 22610 3UXX7 
i : ; Light Blue Scratch-Resistant Blue 19639 21A164 
head strap for tight fit. Cushioned brow bar Bronze Scratch-Resistant Camouflage 19644 2UYF5 
provides additional ventilation and comfort. Indoor/Outdoor Scratch-Resistant Black 25685 2UYF7 
= Meet CSA Z294.3-2007, EN 166-2001 Shade 3.0 Scratch-Resistant Black 25692 3UXR6 
Shade 5.0 Scratch-Resistant Black 25671 3UXR7 
Full-Frame 
V40 HellRaiser™ V40 HellRaiser™ 
Clear Scratch-Resistant Black 20539 475P11 No. 21A169 
Clear Antifog, Scratch-Resistant Black 28615 2UYG4 


Smoke Scratch-Resistant Black 25714 2UYG3 . 

Amber Scratch-Resistant Black 20541 475P12 

Blue Mirror Scratch-Resistant Black 20543 4AVMX5 

Light Blue Scratch-Resistant Black 20542 21A169 

Indoor/Outdoor Scratch-Resistant Black 25716 475P10 

V50 Calico™ ' 

Clear Antifog, Scratch-Resistant Black 25672 21A165 

Smoke Antifog, Scratch-Resistant Black 25675 21A167 V50 Calico™ 
Amber Antifog, Scratch-Resistant _ Black 29674 21A166 No. 21A165 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1657 


SAFETY 
Safety Glasses 


Scan. Order. Done. 
Details on page A1. 








1" i 
, Cc ~ Safety Glasses 

. y = Meet ANSI 287.1 E, F & G. SecureFit”— 

A C = 99.9% UV protection Lightweight glasses feature 
No. 4DY81 <a . No. 1VJZ5 A, Virtua™—Wraparound design with ii beens eel 

= contoured, flexible temples. ecnnology that automatically 
JX y D oo . . self-adjusts for a secure, comfort- 
= B. is aces B. Virtua™ AP—High-wrap lenses fit able fit. 


snug against face for better viewing area. 
Lightweight frame weighs less than 1 02. 


C. Virtua™ V4—Wraparound design 
with flexible temples. 


D. Virtua™ CCS—Eyewear has a 
removable foam gasket with airflow vent 
for a comfortable, cushioning seal to 


= Meet CSA 294.3 (200 Series) 


H. BX™—Adjustable-length 
contoured soft-tip temples, soft 
nosebridge, and 3 adjustable lens 
angles. 

= Meet CSA 294.3 


I. Metaliks™—WMetal frame style 





No. 6TKE7 <9 
E ie » No. 5PA80 

No. 46F398 om 
a a” [ a J 








, limit exposure to dust. Ideal for humid with adjustable nosebridge and 
No. 4DY74 No. 2LUV7 environments. Includes Corded earplug temple tips. 
_ an sai _ Control System (CCS) designed to keep J, Privo™—Euro-style desian 
Key Color Coating Temple Color Model No. eyewear and earplugs attached (earplugs with soft tintem ee a 
rates sold separately). apeert ne Pp 
irtua™ 3 . 
Clear Uncoated Clear 11228 5JDW7 = Meet CSA Z94.3-2007 = Meet CSA Z94.3 
Clear Scratch-Resistant Clear 11326 4DY81 ° 
A Clear Antifog Clear 11329 5PA86 Lens Lens Mfr. Item 
Gray Scratch-Resistant Gray 11327 4DY82 Key Color Coating Temple Color Model No. 
Indoor/Outdoor — Scratch-Resistant Clear 11328 3NRU1 SecureFit™ with Removable Foam-Lined Gasket 
Blue Mirror Scratch-Resistant Blue Mirror 11331 4MRR4 Clear Antitog Blue/Gray 1334247 475M62 
Virtua™ AP Clear Antitog Black SF401AF-FM 92JH7/0 
Clear Scratch-Resistant Clear 11819 6TKFO F Indoor/Outdoor — Scratch-Resistant Black SF410AS-FM 52JH72 
Clear Antitog Clear 11818 6TKES Gray Antitog Blue/Gray 1334248 475M63 
B Gray Scratch-Resistant Gray 11815 6TKE6 Gray Antifog Black SF402AF-FM 52JH73 
Light Blue Scratch-Resistant Light Blue 11816 6TKE/ Half-Frame 
Amber Scratch-Resistant Amber 11817 6TKES SecureFit™ 
Indoor/Outdoor — Scratch-Resistant Clear 11847 6TKF1 Clear Antifog Gray SF601RAS 406W29 
Virtua™ V4 Clear Antifog Gray SF601SGAF 54DF 7/6 
Clear Scratch-Resistant Black/Gray 11670 1VJZ3 Gray Antifog Gray SF602RAS 406W30 
c Clear Antitog Black/Gray T1672 1VJZ5 Gray Antifog Gray SF617AS 406W43 
Gray Scratch-Resistant Black/Gray 11671 1VJZ4 Gray Antifog Gray SF602SGAF D4DF 7/7 
Indoor/Outdoor — Scratch-Resistant Black/Gray 11674 1VJZ6 G Amber Antifog Gray SF603SGAF 406W31 
Virtua™ CCS with Foam Gasket Gray Antifog Gray SF60/7SGAF 406W33 
Clear Antitog Blue 11872 46F390 Low IR Antitog Gray SF617AS 406W34 
Gray Antifog Gray 11873 46F391 IR 3.0 Antifog Gray SF630AS 406W35 
Indoor/Outdoor ; IR 5.0 Antifog Gray SF650AS 406W36 
~_ Mirror ees Blue cs aide Photochromic Antifog Gray SFOTSAS  406W44 
SecureFit™ SecureFit™ with Removable Foam-Lined Gasket 
Clear Scratch-Resistant White SF201AS 46F396 CG Gray Antifog Gray SF602SGAF-FM 406W32 
Clear Antifog White SF201AF 46F393 Clear Antifog Gray SFE01SGAF-FM _—‘54DF78 
E Gray Scratch-Resistant Gray SF202AS 46F397 BX™ 
Gray Antifog Gray SF202AF 46F394 Antifog, Scratch- ; 
Amber Scratch-Resistant Amber SF203AS 46F398 H Clear Resistant Silver and Black 11380 SPAGO 
Amber Antifog Amber SF203AF 46F395 Antifog, Scratch- ; 
Clear Antifog Black/Neon SF401AF 20KL03 Gray Resistant Silver and Black 11381 SPAS1 
Clear Antitog Red/Gray 1334244 475M59 Metaliks™ 
Clear Antifog Blue/Gray 1334245 475M60 Clear Antifog Black 15170 4DY73 
Gray Antitog Black/Neon SF402AF 20KL04 | Gray Antitog Black 15171 4DY74 
F Gray Antifog Blue/Gray 1334246 475M61 Indoor/Outdoor = Scratch-Resistant Black 15172 SNTY5 
Gray Antitog Blue/Gray 1334249 475M64 Privo” 
Amber Antitog Black/Yellow 1334250 475M65 Clear Antitog Black/Orange 12261 2LUV7 
Brown Antitog Black/Brown 1334251 475M66 J Amber Antitog Black 12263 2LUV8 
Orange Antifog Black/Brown 1334252 475M6/ Indoor/Outdoor Antifog Black 12264 2LUV9 
Safety Glasses Ridin 
= Meet ANSI Z87.1-2015 ie Ae ane ba | item 
0 . . olor oating olor ode 0. 
re =» 99.9% UV light protection Fanwless 
; Intruder 
; Intruder—L ightweight, frameless protection with an “Gray Serieihesicant Gray S4190S  DOXTAD 
2 “~e, $ integrated nosepiece that delivers a good fit for most ~ Clear Scratch-Resistant Clear S4110S _ 34WR27 
i tal ai Itek 
~~ A facial sizes. Clear Scratch-Resistant Clear S5810S 23604 
on Clear Antifog, Anti-Static, Scratch-Resistant Clear So8l05T 23605 
f \ Itek: Feature a soft nosepiece for comfort. Curved Gray Scratch-Resistant Gray CEaINS 93 V606 
lens provides excellent side protection. Rubber Gray Antifog, Anti-Static, Scratch-Resistant Gray S5820ST  23Y607 
nearer temple tips for all-day comfort Blue Scratch-Resistant Frosted Light Blue S5860S 23609 
Indoor/ ; 
=» Meet CAN/CSA Z94.3-2007 Outdoor Scratch-Resistant Indoor/Outdoor $5880S 23Y612 
Half-Frame 
EverLite—The H2MAX anti-fog coating helps with- “Ever-Lite 
stand repeated cleaning without losing adhesion and _Clear__Antifog, Anti-Static, Scratch-Resistant Black SB8610DT —_ 49CR28 
P l g t : t Gray Antifog, Anti-Static, Scratch-Resistant Black SB8620DT  45CR29 
big deena ensures maximum Clarity in extreme temperatures Gray Scratch-Resistant Black SB8623D _ 45CR31 
= and humidity. The soft nosepiece delivers a snug fit. Indoor/ — . 
Outdoor Antifog, Anti-Static, Scratch-Resistant Black SB8680DT  45CR30 
, Highlander Plus—Extended sideshield design PuIeFSaene 
provides additional protection. Indirect vented foam Highlander Plus 
helps reduce fogging. Includes adjustable strap with Clear Antifog, Anti-Static, Scratch-Resistant Black SBG5010DT 23594 
quick release Gray Antifog, Anti-Static, Scratch-Resistant Black SBG5020DT 23Y595 
; Indoor’ jis: 
na. pavesa = Meet CSA Z94.3-07 Outdoor Antifog, Anti-Static, Scratch-Resistant Black SBGS080DT 23Y597 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SAFETY 
Safety Glasses 





Find Eyewear Accessories on page 1665. 





Safety Glasses 


= Meet ANSI Z87.1-2010 
= 99.9% UV protection 























Lens Lens Frame Mfr. Item 
: : : : Color Coating Color Model No. 
eee impact-resistant  =prameless 
olycarbonate lenses. Protector™ 
poy Clear ; Scraich-Resistant Clear/Vellow DPa5qID suya3 No. 3NUN4 
Protector” — Lightweight ear ntifog, Scratch-Resistant ear/Yellow 04- 4 
g ; g smoke Saratoh- Resistant Clear/Yellow DPGS4-2D _— 3UYG5 : 
glasses with rubber-tipped jndoor/Outdoor Clear/Yellow DPG54-9D  3UYG6 = 
temples and comfortable design. Contractor Pro — 
met oo EE —" 
®_.| | j moke “Bac; moke/Yellow 2° ; , 
Contractor Pro®—Lightweight  —racor/Outdoor Scratch-Resistant Clear/Yellow DPG52-9  3NUF8 
design with soft rubber Light Blue ; Light Blue/Yellow DPG52-8 3NUF9 ee ee 
ti lear Antitog, Scratch-Resistant lear/Yellow DPGS2-11_ — 3NUF®9 oO. 
nosepiece and rubber-tipped Silver Mirror Scratch-Resistant Smoke DPG52-6  3NUF7 
temples. Full-Frame 
— Radius™ 
Radius™—10-base curved lens Clear Plack PGS it aT J \ 
: : F moke . ac = : 
design provides maximum ey€ = — ~indgor/Outdoor Scratch-Resistant Black DPG5t-0  3NUN5 No. 3UYG4 
coverage and protection. Silver Mirror Black DPG51-6 3NUP6 
Lens Lens Frame Mfr. Item 
Color Coating Color Model No. 
alee A a 
irage" 
Clear Scratch-Resistant Clear MROTT0ID__ 6XKD1 om Safety Glasses) sacians 
Clear Antifog, Scratch-Resistant Clear MROI111ID_ 6XKD2 ' 
Smoke Scratch-Resistant Smoke MRO120ID _ 6XKD3 = Meet ANSI Z87.1 
moke Antifog, Scratch-Resistant moke MRO121ID _6XKD4 0 j 
‘ mb er A mb fi : MRO 2010 BXKDS = 99.9% UVA and UVB protection 
ight Blue paar rosted Light Blue : ™_ 
Silver Mirror Scratch-Resistant Silver Mirror MRO{60ID 6XKD7 ae EXDE Mirage™—Sleek styling allows a comfortable 
Indoor/Outdoor Acfoq SeatRR Indoar/Outdoer MRO 79010 aes perfect fit for both men and women and helps 
ndoor/Outdoor __Antifog, Scratch-Resistant ndoor/Outdoor : 
Rainbow Mirror ___Scratch-Resistant Rainbow MRO{ROID _6XKEO ensure worker acceptance. Provide a near 
Rad-Sequel!” ——— 4 ST —— EERE perfect orbital seal with the economical dual- 
ear cratcn-nhesistan ear = F 
Clear Antifog, Scratch-Resistant Clear RS1-11 6XKF3 wraparound frame with 9.75 base lens. Glasses 
Smoke Scratch-Resistant Smoke RS1-20 _ 6XKF4 are extremely light, weighing less than 1 oz. 
amok Antifog, Scratch-Resistant § ore Rees ule 
ilver Mirror ilver Mirror = Rad- r"—Lightweight ian and featur 
Blue Mirror Scratch-Resistant Blue Mirror RS1-/70 6XKF/ ad-Seque g eight desig e d feature 
Indoor/Outdoor Indoor/Outdoor RS1-90  6XKF8 se Osea a soft rubber nosepiece and rubber-tipped 
Light Blue Light Blue Ro1-B 6XKF9 : temples for a secure and comfortable fit. 
BLACK GRAY 
FRAME | FRAME 
Lens Lens Mfr. Item Item 
Color Coating Model No. No. 
Half-Frame Dagr Foam Odin Foam 
agr i Lined 
Smoke Scratch-Resistant DAGR 458P96 | 458P90 - pHi ie a 
Smoke Antifog, Scratch-Resistant DAGR-AF 458P98 458P92 ste Baldr : 
Clear Scratch-Resistant DAGR 458P94 — No. 458P31 722C46 (a 
Kea Antifog, Scratch-Resistant DAG patie 458P89 ® ergodyne 
opper 458P84 — . WORK GEA, 
eller Miro | pack | -azepes—  9KUllerz® Safety Glasses ea 
Scratch-Resistant 
Yellow DAGR 458P86 — , 
Indoor/Outdoor DAGR 458P99 | 458P93 = Meet ANSI Z87.1+ Baldr—tThe large frame design 
eee outdoor Antifog, Scratch-Resistant DAGR-AF 458R01 = =» Meet CSA 294.3 allows for maximum coverage and 
agr roam Line is : 
smoke DAGR 420006 = = Meet MIL-PRF 32432 glasses have co-injection rubber 
lear D = 420011 impact requirement temples. Models with a foam gasket 
Blue Scratch-Resistant DAGR 42DC10 — oe seuhases ° : ie pike odels q Wall Nes C 
Gray ; DAGR = 420012 = 99.9% UV protection insert help to protect eyes by reducing 
Indoor/Outdoor DAGR 42DC09 _— i. debris entrv. 
baat with Polarized Lenses. , Mere a sal - ee t y 
moke cratch-Resistant DAGR-PZ 458P97 | 458P91 eature Fog- echnology tha bre Fic 
Dagr Foam Lined with Polarized Lenses won't wear off or wash off. Glasses Odin- Full frame design with 
Smoke Scratch-Resistant DAGR-PZ 42DA69 — co-injection rubber temples and a 
2 having polarized lenses help to reduce ~— gmfortable fitting non-slip rubber 
Smoke “Soratch-Resistant BALDR aera savvy —C«ae. nosepiece. Glasses having a foam 
smote Bee eee ees erate ALDR | AS8P31 «= Dagr—Feature sleek blade frame gasket insert can protect eyes by 
Silver Mirror Scratch-Resistant BALDR cbt — with co-injection rubber temples anda ‘reducing debris entry. 
eHow ae : : 
Clear Antifog, Scratch-Resistant BALDR-AF | 458P40458p36_ _‘0N--Slip rubber nosepiece for a more 
Clear Scratch-Resistant BALDR 458P39 52VY70 comfortable fit. 
Clear Antifog, Scratch-Resistant BALDR- AF 52VY66 _ 
Indoor/Outdoor Scratch-Resistant BALDR 458P34 458P38 BLACK GRAY 
Indoor/Outdoor Antifog, Scratch-Resistant BALDR-AF 458P35 — FRAME FRAME 
Baldr with Polarized Lenses Lens Lens Mfr. Item Item 
Smoke Scratch-Resistant BALDR-PZ o2VY68 _= Color Coating Model No. No. 
Baldr Foam Gasket Insert BAU DECEGI ayyaa Oaln wath Polarized Lenses SDINCP? oT 
— - 5 _ moke - 458P5 —_— 
Odin Copper Scratch-Resistant ODIN-PZ A58P58 = 
Smoke Scratch-Resistant ODIN 458P71 458P65 Odin Foam Lined 
Smoke Antifog, Scratch-Resistant ODIN-AF — 458P66 Smoke Geraich- Resistant ODIN 42DC61 42D055 
Clear Scratch-Resistant ODIN 458P70 458P63 Clear ODIN 42DC46 420054 
Clear Antifog, Scratch-Resistant ODIN-AF — 458P64 Clear Antifog, Scratch-Resistant ODIN-AF 42D063 — 
Copper ODIN 458P57 — Gray Scratch-Resistant ODIN 42DC49 _— 
ere MiTor a 458P62 — aay 7 Antifog, Scratch-Resistant op qo — 
ilver Mirror | 458P72 — ilver Mirror . D| 42DC50 — 
Yellow Scratch-Resistant ODIN 52VY78 = Blue Mirror Scratch-Resistant ODIN 420053 = 
Indoor/Outdoor ODIN 458P61 458P67 Odin Foam Lined with Polarized Lenses 
Hagoor/ autdoor ODALAE qe — rete eaekarl Scratch-Resistant ODIN-PZ 42DA74 — 
ndoor/Outdoor ; - 458P74 _— in Foam Gasket Insert 
Indoor/Outdoor Antifog, Scratch-Resistant ODIN-AF B2VY79 = = ODIN-FGI | 52VZ01 
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SAFETY 
Safety Glasses 





A. 
No. 20V733 


No. 20V725 






G. 
No. 20V729 


Safety Glasses 


= Meet ANSI Z87.1-2010 
= 99.99% UV protection 


Select models feature perma- 
nent Platinum® coating on 
both sides of the lens to offer 
high resistance to scratching 
and aggressive chemicals and 
help delay fogging. 


A. Prism—Durable noncon- 
ductive polycarbonate frame, 
excellent coverage, upper 
brow protection, comfortable 
straight temples, and sport- 
style design. 


B. Rush—Wraparound light- 
weight nonconductive frame 
and premium optical quality. 
Design includes upper brow 
protection, nonslip temples, 
and adjustable nonslip bridge 
with silicone nosepiece. 


C, Rush+—Ultra-sporty 
design with a nonslip 
adjustable bridge and flex- 
ible co-injected temples 

to customize fit. Platinum 
coating. 


D. Contour—ultra- 
lightweight half-frame 
provides panoramic view. 
Nonslip temple tips, rubber 
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bolle 


ShretTS 


nose pads, and reinforced 
bridge. Antistatic, stylish 
design, premium optics. 


E. Silium+—ultra-lightweight 
for comfort in extended wear, 
with a nonslip adjustable 
bridge and straight, highly 
flexible temples. Platinum 
coating. 


F, Baxter—Highly wrap- 
around frame for total comfort. 
Waterproof foam and special 
strap attachment system offer 
effective protection against 
liquid and solid spray, and 
from dust. Platinum coating. 


G. Lowrider—High-contour, 
close fitting design with rubber 
temples for a comfortable and 
nonslip fit. No. 20V730 has 
high-impact polarized lenses 
that provide true color defini- 
tion while fighting harsh glare. 


H. Tracker Sealed Eyewear 
and RX Holder—A rubber- 
ized eye seal keeps out dust 
and other fine particles, and 
the adjustable head strap 
assures a snug fit and optimal 
protection. Each accept a 
Prescription Insert Holder. 





No. 20V736 


Lens 
Key Color 
Frameless 
Prism 
Clear 
A Smoke 
Silver Mirror 
Rush 
Clear 
B Smoke 
Twilight 
Rush+ 
Clear 
Smoke 
C Twilight 
Clear 
Smoke 
Half-Frame 
Contour 
Clear 
D Smoke 
Yellow 
ESP 
Silium+ 
Clear 
E Smoke 
GSP 
Full-Frame 
Baxter 
Clear 
F Smoke 
CSP 
Lowrider 
Smoke 
Blue Mirror 


E 
No. 45 


NA5O 


Lens 
Coating 


Antifog, Scratch- 
Resistant 
Scratch-Resistant 


Antifog, Scratch- 
Resistant 


Antifog, Scratch- 
Resistant 


Antifog, Scratch- 
Resistant 


Scratch-Resistant 


Antifog, Scratch- 
Resistant 


Antifog, Scratch- 
Resistant 


Antifog, Scratch- 
Resistant 
Scratch-Resistant 


Lowrider with Polarized Lens 


G Gray 


Scratch-Resistant 


Tracker (Sealed Safety Glasses) 


Clear 

Smoke 

H Yellow 
Twilight 


Shade 5.0 


Antifog, Scratch- 
Resistant 


Scratch-Resistant 


Scan. Order. Done. 
Details on page A1. 


No. 45 


C 


F. 


No. 49YV86 


H. 
No. 20V746 
Frame 
Color Includes* 
Black AARC 
Black AARC 
Black AARC 
Clear AARC 
Smoke AARC 
Twilight AARC 
Black/Red MCP 
Black/Gray MCP 
Black/Gray McP 
Yellow/Black MCP 
Yellow/Black MCP 
Dark Gun Metal Gray MCP, AARC 
Dark Gun Metal Gray MCP, AARC 
Dark Gun Metal Gray MCP, AARC 
Dark Gun Metal Gray MCP, AARC 
Black/Gray McP 
Black/Gray MCP 
Black/Gray MCP 
Black, Blue MCP, ICS 
Black, Blue MCP, ICS 
Black, Blue MCP, ICS 
Black MCP, AARC 
Black MCP, AARC 
Shiny Black MCP, AARC 
Black/Gray MCP, REAS 
Black/Gray MCP, REAS 
Black/Gray MCP, REAS 
Black/Gray MCP, REAS 
Black/Gray MCP, REAS 


Tracker (Sealed Safety Glasses) RX Prescription Insert Holder 
H 


Translucent 


NA37 


Mfr. 
Model 


40057 
40058 
40059 


40070 
40071 
40072 


41080 
40208 
40225 
40243 
40244 


40044 
40045 
40046 
40047 


40237 
40238 
40239 


40276 
40277 
40278 


40052 
40156 


40053 


40085 
40086 
40087 
40088 
40089 


40090 


* MCP Microfiber cleaning pouch, AARC Adjustable removable retainer cord, ICS Interchangable 
cord and strap, REAS Removable Elastic Adjustable Strap 


Find even MORE on Grainger.com® 












Item 
No. 


20V731 
20V732 
20V733 


20V734 
20V735 
20V736 


45NA37 
45NA38 
45NA39 
49YV76 
49YV77 


20V723 
20V724 
20V725 
20V726 


45NA49 
45NA50 
45NA51 


49YV86 
49YV87 
49YV88 


20V729 
22FD20 


20V730 


20V746 
20V747 
20V748 
20V749 
20V840 


20V841 


1-800-GRAINGER (472-4643) 


SAFETY 
Safety Glasses 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


C. 
A , N ; No. 460X45 


No. 33UD48 





B. 
No. 25AX62 





F. 
No. 4NXZ7 





D. = 
No. 5RXW5 E 


Safety Glasses No. 5RXV8 


= Meet ANSI/ISEA 287.1-2015 
= Meet Ballistic Military MCEPS GL-PD 10-12 
= 99.9% UV protection 


Feature advanced lens and frame technologies for greater style and comfort. 
Copper lens color is best suited for driving applications. Select models have mili- 
tary-grade Vapor Shield™ antifog lens technology that can resist condensation, 
fog, and haze even under extreme temperatures and conditions. Glasses with 
TPR nose pads and temple tips prevent slipping and help keep glasses in place. 


, Paper 
SAFETY EYEWEAR 


C. Caraz —Extra-lightweight wraparound frame switches easily between 
glasses and goggles. A removable EVA foam gasket is attached to the frame 
to help keep foreign particles away from the eyes. Models featuring polarized 
lenses can reduce glare in bright light conditions. 


D. Dakura—Flexible wraparound frame and soft temples. 


E. Kazbek—Flexible, soft-touch nylon wraparound frame. Edge-Flex temples 
and TPR nose pads. Wide fit glasses feature frames with an additional 22mm 
width at the temple. Multi-Fit models have an adjustable nosepiece for a more 


A. Delano G2—Stylish, eyewear with a large viewing area features flexible, comfortable fit on a variety of facial structures. 


soft rubber temples for added comfort. 
F. Reclus—Durable and flexible TR90/nylon frame with soft TPR nose pads and 


B. Zorge G2—Durable, TR90/nylon frame with soft, rubber temples for comfort. temple tips for greater comfort and durability. 


Lens Lens Frame Mfr. Item Lens Lens Frame Mfr. Item 
Key Color Coating Color Model No. Key Color Coatin Color Model No. 
Frameless Dakura with Vapor Shield Military-Grade Antifog Lens Technology 
Delano G2 Clear Black SW111VS 38Y431 
Clear Scratch-Resistant Black $D111-G2 33UD46 D Yellow Antifog, Scratch-Resistant Black SW112VS 31XX36 
A Gray Antireflective Black SD111AR-G2  33UD47 Smoke Black SW116VS 38Y432 
Smoke Scratch-Resistant Black $D116-G2 33UD48 Dakura with Gasket and Vapor Shield Military-Grade Antifog Lens Technology 
Half-Frame Clear ; : Black GSW111VS 25AX53 
Zorge G2 7 Smoke Antifog, Scratch-Resistant Biase, @SWI116VS 25AX54 
Clear Scratch-Resistant Black DZ111-G2 25AX59 Kazbek 
Antireflective, : Smoke Black/Silver SK116 ORXV6 
Indoor/Outdoor —_scratch-Resistant ee DE ene! E Smoke Scratch-Resistant Black SK136 460X48 
B Yellow Black DZ112-G2 25AX61 Blue Mirror Black/Silver SK118 5RXV8 
Light Blue oe Black DZ113-G2 25AX62 Kazhek XL (Wide Fit) 
Amber Sei aICIenesiotaut Black DZ114-G2  33HY58 Clear Biack SK-XLI11 SRXW1 
Smoke Black DZ116-G2 25AX63 E Silver Mirror Scratch-Resistant Black SK-XL117 5RXW3 
Zorge G2 with Vapor Shield Military-Grade Antifog Lens Technology Smoke Black SK-XL116 5RXW2 
Clear Black DZ111VS-G2  38NH49 Kazbek with Multi-Fit and Vapor Shield Military-Grade Antifog Lens Technology 
Yellow , “eee: Black DZ112VS-G2  38NH50 Clear Black SK111VS-AFT —25AX57 
Light Blue "fog. Scratch-Resistant Breck 7113-2 38NH51 : Clear p tron. Scratch-Resistant —__Blask SKi11-SP. 4gwJ40 = 
Smoke Black _DZ116VS-G2__ 38NH52 Smoke nitog, ocraich-nesistan' ~“Black __SK116VS-AFT _25AX58 
Full-Frame Smoke Black SK116-SP 49WJ41 ~ 
Caraz Kazbek with Gasket and Vapor Shield Military-Grade Antifog Lens Technology 
Smoke Camouflage HZ116CF 460X45 Clear Black GSK111VS-AFT 25AX55 
, Smoke Sas acieceent Black HZ136 _ 460X49 E Smoke \"tifog, Scratch-Resistant “Brack SKT16VS-AFT _ 25AX56 
Smoke Black HZ116-P1 460X51 Reclus 
Smoke White HZ146-P2 460X52 Silver Mirror Black SA1T7 4NYA1 
Caraz with Polarized Lens Copper Se paech ecient Black SR115 4NXZ8 
C Smoke Scratch-Resistant Camouflage  THZ216CF  460X42 Blue Mirror Pe neeere! Black SR118 4NYA2 
Dakura F Smoke . . Black SR116 4NXZ9 
Clear Saraich-Hesistant Black SW111 SRXW5 Gray ‘ ee Black SR111AR ANXZ7 
Clear HE Black SW111AR — 5RXW7 Sige sHesistant 
Scratch-Resistant Smoke Goratoh: Resistant Camouflage —_ SR116CF 460X44 
Yellow Black SW112 5RXW8 S Cia tees oye Black SR136 460X50 
Amber Black SW114 oRXW9I Reclus with Vapor Shield Antifog Technology 
Copper Black SW115 5RXX0 Clear ; Black SR111VS 49WJ42 
Blue Mirror _Daci Black SW118 5RXX4 
RoseMiror, «| cao Resistant Black SW119  5RXX5 
Aqua Precision 
Red Mirror Black SWAP119 5RXYO 
IR 3.0 Black SW11-IR3 5RXX6 
IR 5.0 Black SW11-IR5 5RXX7 
* Includes removable temple arms and interchangeable strap. 
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SAFETY 
Safety Glasses 


Scan. Order. Done. 
Details on page A1. 





ff 
Condor V™ , 
ARS 


SL-A 


Wasko™ 
No. D4791 





Agitator™ 





ET-93 


Nome™ 






Bearkat® 


Klondike® 


Reader Safety Glasses 


use 
= Meet ANSI Z87.1-2015 
= 99.9% UV protection 


Bearkat®—Single lens design with integral side shields for unobstructed views. 
Flexible temples with non-slip temple sleeves that are notched on the end to 
accept a clip-on breakaway cord. 


Klondike®—Adjustable, 5-position ratchet action spatula temple for a more 


comfortable fit. 
> CHOOSE: Lens Lens Frame Item 
Diopter Color Coating Color No. 
Frameless 
Bearkat® 
+1.00, +1.50, +2.00, +2.50 Clear Scratch-Resistant Gray D7976 
+1.00, +1.50, +2.00, +2.50 Gray Scratch-Resistant Gray D7977 
Half-Frame 
Klondike® 
+1.00, +1.50, +2.00, +2.50 Clear Scratch-Resistant Black D7978 
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Reader Safety Glasses 


= No. J5449 meets ANSI Z87.1-2015; all 
others meet ANSI Z87.1-2010 
= 99.9% UV protection 


pt Built-in magnification helps you read without giving up protection. 


f Condor V'""—Frameless wraparound bifocals have gel nose pad and 
adjustable spatula temples. 


SL-A—Frameless wraparound design with non-adjustable temples. 


Wasko™—Bifocals feature frameless wraparound design with soft 
rubber temple tips. 


Agitator’’—Half-frame style with straight-back flexible temples, built- 
in rubber nosepiece, and rubber temple tips. A lanyard cord is included. 


ET-93—Wraparound half-frame design with adjustable temple. 
Nome™—Half-frame wraparound bifocals have spatula temples. 





> CHOOSE: Lens Lens Frame Item 
Diopter Color Coating Color No. 
Frameless 
Condor V™ 
+1.00, +1.25, +1.50, Scratch- 
42.00, +2.25, +2.50 Clear Resistant Clear D4793 
SL-A 
+1.00, +1.25, +1.50, ‘ 
+200, $2.25, +2.50 Clear Anti-Fog Clear J5470 
Wasko™ 
+1.00, +1.25, +1.50, Scratch- 
42.00, +2.25, +2.50 Clear Resistant Clear D4791 
+1.00, +1.25, +1.50, Scratch- 
42.00, 42.25, +2.50 Gray Resistant Gray D4792 
Half-Frame 
Agitator™ 
Scratch- 
+1.50, +2.00, +2.50 Clear Resistant Black J5449 
ET-93 
+1.50, +2.00, +2.50 Clear Anti-Fog Black J5471 
Nome™ 
Scratch- 
+1.50, +2.00, +2.50 Clear Resistant Black D7967 
No. D7982 
-€3 Kimberly-Clark 
No. D7984 


Safety Reader Safety Glasses 


= Meet ANSI Z87.1+2010 
= 99.9% UV protection 


V60 Nemesis™ Rx—Stylish nylon-framed eyewear has integrated diopters for 
vision assistance. With neck cord. 
= No. D7982 meets CSA 294.3 


V60 30-06" Rx Readers—Comfortable nylon frame and self-adjusting rubber 
nose pad. Dual reader No. D7984 provides magnification for looking up and 
down. 


> CHOOSE: 
> CHOOSE: Lens Lens Frame Item 
Diopter Color Coating Color No. 
V60 Nemesis™ Rx 
+1.50, +2.00, +2.50, +3.00, +1.00 Clear Scratch-Resistant Black D7982 
+1.50, +2.00, +2.50 Smoke Scratch-Resistant Black D7983 
V60 30-06™ Rx 
+1.50, +2.00, +2.50, +1.00, +3.00 lear, Brown. Himber, scratch-Resistant Black  H6198 
V60 30-06" Rx Dual Readers (Top and Bottom) 
+1.50, +2.00, +2.50 Clear Scratch-Resistant Black D7984 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








No. D7993 


Honeywell 
UVEX< 


A900 Reader Safety Glasses 


= Meet ANSI Z87.1-2003 
= 99.9% UV protection 


Eyewear offers stylish protection with distortion-free vision by precision placed 
magnification inserts. Soft, padded tips provide less temple fatigue, and the soft, 


nonslip nosebridge reduces slippage. 


> CHOOSE: Lens Lens Frame 
Diopter Color Coating Color 
+1.50, +2.00, +2.50 Clear Scratch-Resistant Black 
+1.50, +2.00, +2.50 Gray Scratch-Resistant Black 





No. 4UCG7 


Honeywell 
UVEX< 


No. D5296 


SAFETY 
Reader Safety Glasses 


Sealed and Reader Safety Glasses 


= Meet ANSI Z87.1-2015 
= Meet CSA 294.3 
= 99.9% UV protection 


Contemporary design can be worn with detachable temples or with an adjust- 
able headband for all-day comfort. Soft, flexible nasal pads and face cushioning 
for excellent fit. Suited for dirty, high-particulate work environments such as 
those where grinding, chipping, shaving and sanding occur. The hydrophilic/ 
hydrophobic HydroShield® antifog coating technology on select items offers 
90x longer-lasting fog-free performance than most other antifog products. 

No. D5296 offers increased magnification for reading, inspection and other fine- 





detail work. 
Lens Lens Frame Mfr. Item 
Color Coating Color Model No. 
Seismic® Sealed Safety Glasses 

Clear Black S0600 4UCG7 

Clear Sra nese Blue $0620 4UCH4 

Clear Antifo Black S0600X 4UCG8 

Clear 9 Blue S0620X 4UCH5 

Clear Antifog, Scratch-Resistant Black S0600D 4UCG9 

Clear Antifog, Hydrophilic, Hydrophobic, Black SO600HS 401Y47 

Clear Scratch-Resistant Blue S0620HS 401Y52 

Amber Antifo Black S0602X 4UCH2 
Honeywell — Amber 9 Blue S0622X  4UCH6 

4 Antifog, Hydrophilic, Hydrophobic, 
UV Amber ee atch Hecisiant Black  S0602HS  401Y49 
r Espresso Antifo Black $0601X 4UCH1 
Genesis® Reader Safety Glasses Br ) og : 
Antifog, Hydrophilic, Hydrophobic, 

Espresso Scratch-Resistant Black S0601HS 401Y48 
= Meet ANSI 287.1-2015 SCT-Reflect 50 Black S0604K  4UCH3 
= Meet CSA 294.3 SCT-Reflect 50 Antifog Blue S0624X 4UCH7 
=» 99.9% UV protection SCT-Gray Black S0605X 240254 

; ; -_ Antifog, Hydrophilic, Hydrophobic, 

Eyewear features soft, flexible nasal fingers that conform to the face and mini- SCT-Gray Ohara Reecni Black = SO605HS = 40150 
mize slippage, plus padded temple tips and cushioned brow bar. With adjustable SCT-Low IR sauGSFRA Aatioa cashR Black _—SO609X_——24255 
temple length and ratcheting lens inclination adjustment. SCT-Low IR cee all Black  SO609HS 401Y51 

> CHOOSE: Lens Lens Frame Item > CHOOSE: Lens Lens Frame Item 

Diopter Color Coating Color No. Diopter Color Coating Color No. 

Scratch- Seismic® Sealed Diopter Safety Readers 

+1.00, +1.50, +2.00, +2.50, +3.00 Clear Resistant Black D7968 +1.50, +2.00, +2.50 Clear Antifog Black D5296 





, Pa 
SAFETY EYEWEAR 


Reader Safety Glasses 


= Meet ANSI Z87.1-2015 

= Meet MCEPS GL-PD 10-12 

= 99.9% UV protection 

Safety eye protection has built-in magnifiers to boost clarity of vision for 
reading. Attractive, sleek wraparound frame helps eliminate side shield distor- 
tion. Durable, lightweight nylon temples offer a comfortable and secure fit. 


No. 38Y434 





No. G5271 


Go-Specs™’ Reader Safety Glasses 


= Meet ANSI Z87.1-2010 
= 99.9% UV protection 


= Lens Lens Frame Item 
Readers have angle-adjustable temples for a comfortable fit. Flexible foam lining Diopter Color Coating Color No. 
helps protect against dust. Zorge with Polarized Lens , 
+2.00 Gray Scratch-Resistant Black 12A781 
> CHOOSE: Lens Lens Frame Zorge 
Diopter Color Coating Color +1.50 Clear Scratch-Resistant Black 38Y433 
415. 42.0 425 Clear Antifog Black +2.00 Clear Scratch-Resistant Black 38Y434 
sist capi ied: Gray Antifog Black +2.50 Clear Scratch-Resistant Black 38Y435 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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SAFETY 
Reader Safety Glasses 


Scan. Order. Done. 
Details on page A1. an 





No. J5337 






No. D7973 








No. D7974 


Reader Safety Glasses 


= Meet ANSI Z87.1-2010 
= Meet CSA Z94.3-2007, except No. J5337 
= 99.9% UV protection 


SecureFit™—Lightweight bifocals’ temples auto-adjust with 3M™ Pressure 
Diffusion Temple Technology for a secure, comfortable fit. 


BX"™—WMultiple diopter strengths for reading, inspection, and detail work. 
Adjustable-length, contoured soft-tip temples; soft nosebridge; and 3 adjustable 
lens angles provide comfort without distorting vision. 


Nuvo™’—1-pc. lens with protective brow bar. Adjustable-length temples with 
soft temple tips and soft nosebridge. 


> CHOOSE: Lens Lens Frame ltem 
Diopter Color Coating Color No. 

Frameless 
SecureFit™ 
+1.50, +2.00, +2.50 Clear Antifog Clear J5337 
Half-Frame 
BX™ 
+1.50, +2.00, +2.50 Clear Antifog Black/Gray D7972 
+1.50, +2.00, +2.50 Gray Antifog Black/Gray D7973 
Full-Frame 
Nuvo™ 
+1.50, +2.00, +2.50 Clear Antifog Gray D7974 
+1.50, +2.00 Gray Antifog Gray D7038 





SmartLens™ Transition Safety Glasses 
= Meets ANSI Z87.1-2010 
= 99.9% UV protection 


Photochromic lens lightens and darkens with changing light conditions. Features 
spring-hinged magnesium alloy temples and adjustable nosebridge. 


Lens Lens Frame Mfr. Item 
Color Coating Color Model No. 
Clear Scratch-Resistant Black/Gray 13407-00000-5 2NFC3 
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No. 4MRR3 





No. 1DPG2 





Light Vision™ Safety Glasses 


and Reader Safety Glasses 


= Meet ANSI Z87.1-2010 

= 99.9% UV protection 

Eyewear features a permanently attached LED light on each temple that swivels 
for hands-free lighting. Batteries provide up to 50 hr. of continuous use. Includes 
lanyard and storage bag. 


Light Vision™’—No. 3NUK4 features soft rubber temples and nose pads for 
lasting comfort. No. 4MRR3 is designed for wear over most prescription glasses. 
Adjustable length temples and Secure-Grip™ temple tips for precise fit. 


Light Vision™ 2—Features adjustable length temples to create a good fit; soft 
nosebridge provides comfort. Bifocal Readers No. D7975 comes in different 
magnifications; ideal for detail work. 
= Meet CSA 294.3 

Lens Lens 


Color Coating 
Light Vision™ - Full-Frame 


Frame Item 
Color Eyewear Frame Style _—No. 


Clear Anti-Fog Gray Full-Frame 3NUK4 
Light Vision™ OTG (Over-the-Glass) - Frameless 
Clear Anti-Fog Black Frameless 4MRR3 
Light Vision™ 2 - Half-Frame 
Clear Anti-Fog Gray Half-Frame 1DPG2 
> CHOOSE: Lens Lens Frame Item 
Diopter Color Coating Color No. 
Light Vision™ 2 Bifocal Readers 
+1.5, +2.0, +2.5 Clear Anti-Fog Gray D7975 
y Ps 
t) \ 
bolle No. 45NA43 


SAreCTS 


lri-s Series Reader Safety Glasses 


= Meet ANSI Z87.1-2010 

= 99.99% UV protection 

= Antifog, scratch-resistant lens coating 

Engineered to adapt to any face. B-Flex nose bridge is fully adjustable for height, 
depth, and width. Pivoting ergonomic temples let you adjust the enveloping 
frame to embrace the specific face shape. Platinum coating. Each includes an 
adjustable cord and microfiber cleaning pouch. 


Lens Frame Mfr. Item 
Color Color Diopter Strength Model No. 
Clear Black +1.50 40187 45NA43 
Clear Black +2.00 40188 45NA44 
Clear Black +2.50 40189 45NA45 
Clear Black +3.00 40190 45NA46 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SAFETY 
Find the Wy. Find Solutions. Find Great Prices. Eyewear Accessories 





No. 5AL29 





(Stor 
——- No. 3BE76 


H E Not 
Removable Shields Included) * GRAINGER 
= 99.9% UV protection APPROVED 


Sideshields help protect your eyes from flying debris. Just slip on to most plano- Protective Eyewear Case 


style protective eyewear; clear color. 
Protect eyewear when not in use. 













Item Pairs 
Description Material No. Per Pkg. Item 
Slip-On Sideshields Plastic dAL29 10 Description Dim. No. 
Conforming Slip-On Sideshields Plastic 3BE76 1 Nylon Zippered Eyewear Case 7%' Hx 3%' Wx 3%" D 2YAX9 
No. 2YAX2 No. 2YAX5 
* GRAINGER ener 
oO. 4 
APPROVED aroW Aas 
Eyewear No. 2YAW9 
Retainers 
Fit most brands of protective 
eyewear. Breakaway models help 
prevent injuries if cord gets caught 
in machinery or on other snags. 
D L Col He 
escription olor 0. a” 
Nonadjustable No: 2Yaw 
Red 2YAW9 
Green 2YAX2 
Polyester/Neoprene Foam 154%" Orange 2YAX3 
Yellow 2YAX4 
White 2YAX5 
Nonadjustable, Breakaway 
Polyester/Rubber Foam Ends 282" White 2YAW7 
~ SAFETY SAFETY 
Protective : : 
Eyewear Sold ; ee 
Separately ~ - caret | | a 
No. 4GMR6 | . = | , 
wx GRAINGER No. 232418 is arr 
No. 6GLDO 
APPROVED No. 3TCAS noaemne " 
Safety Glasses/PPE Dispensers tem 
, Hold Material H Ww D No. 
Dispensers accommodate packaged or nonpackaged protective eyewear and Safety CMTE Rae = : 
other PPE equipment. Wall mount or countertop use. Mounting hardware not Up to 8 Pairs Acrylic 3 V4" 9 634" 3TCA7 
included Up to 6 Pairs PETG 45, 9 63" 4GMR6 
; Up to 6 Pairs Acrylic 57, 9 6" 232418 
Safety Glasses Dispensing Trays—Double-hinged top lid provides easy Up to 8 Pairs walle ad ie ioe. 
d seals out dust. Nos. 4GMRG6 and 237418 h f hott Up to 25 Pairs Acrylic 12% 18 10% 3TCA6 
access and Sé€alS Out Gust. NOS. an ave a t0am DOTIOM. Up to 35 Pairs Acrylic 12775 18 8" 937419 
. Safety Glasses Stack Style Dispensers 
filling and a lower flip-up dispensing door in front. Up to 20 Pairs PETG 1594" 8" 4" 3TCA5 
: - Up to 25 Pairs Acrylic 18" 8" 5" 232421 
Safety Glasses Case with Door—Flip top hinged lid for filling helps keep dust Up to 25 Pairs PETG 15%" 8 4" 4GMR5 
out. Individual compartments store eyewear. Safety Glasses Case with Door 
P y Up to 12 Pairs PETG 12" 14" 79/4" 4GMR7 
PPE Wire Dispensing Rack—Wire basket lets workers easily take and return ope W 20 cae on wack PETG 12! 15" 674" 4GMR8 
safety glasses and other protective devices. Includes 3 labels: "Safety Glasses," ue epensing mae 
ieee a palety lessee GOO) iad ays ic; 9" 6GLDO 
Hearing Protection," and blank label. Earplugs, Ear Muffs 
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Scan. Order. Done. 
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BAUSCH +LOMB UVE< 


Disposable Premoistened Towelette Stations 


Silicone solution provides increased antifogging and antistatic protection. Nonsilicone 
No. 2AR69 solution is for use in work conditions that require product purity and/or prohibit silicone. 
These nonabrasive, individually wrapped towelettes are packaged in a corrugated 
dispenser box that provides workers easy access. 


Tissue Station Station Station Mfr. Item 
Size Height Width Depth Model No. 











5inx7in 6 Yin 5 in 4in — 44X059 







































































2%in  8574GM _2AR69 | 
























































Lens 
Solution Treatment Tissue 
Type Properties Count 
Condor® 2S) 
7 Anti-Fog, 
- Nonsilicone Anti-Static 100 
No. 3NRJ9 Bausch &Lomb®SightSavers® —— 
Nonsilicone —_ Anti-Static 100 Sinx8in  8in 5% in 
Silicone Anti-Fog 100 


5inx8in 8in  2%in  5%in 8576 3NRJ9 
















































































Uvex Clear® 





Nonsilicone Anti-Static 100 


5inx8%in Qin 4%in 2%in $468  2APO1 








Uvex® Fog Eliminator Cloths 












































Nonsilicone Anti-Fog 100 


CemX gin din = 6% in S477 BNRUB 






































































































































































































































































































































BAUSCH +LOMB UVEX 


Disposable Lens Cleaning 
Towelette Stations 











































































































No. 44X058 
No. 4T937 _ : eer ; . 
Silicone solutions provide increased antifogging and 
antistatic protection. Nonsilicone solutions are for 
use in work conditions that require product purity 
and/or prohibit silicone. Corrugated stations are 
countertop- or wall-mountable. 
Solution Lens Treatment Tissue Tissue Station Station Station Mfr. Item 
Description Type Properties Count Size Height Width Depth Model No. 
Station with 6-0z. Sprayer Nonsilicone Anti-Fog, Anti-Static = 600 = 44" x5" 6%! 5%" 3%" = 44X058 
Station with 16-0z. Sprayer Nonsilicone Anti-Fog, Anti-Static 1200 5°x6" 9" 10%" 3" i. 44X057 
Bausch & Lomb® FogShield XP° === SSS _ —E _ Se eee 
_Station with 12-02z. Sprayer Silicone Anti-Fog, Anti-Static _1520__9" x 672" 10" Ta 578 8977 4FEGS 
_ 12-02. Silicone Solution Refill for No. 4FE63 Silicone Anti-Fog _— _— _— _— _— ii 4FE64 
Bausch & Lomb® Sight Savers® _ _ =a z i . ME 
Station with 16-02. Sprayer _ Silicone Anti-Fog, Anti-Static 1520 5° x 62" 10" TR 5%" _ 8569 _ 41937 
_Station with 16-0z. Sprayer Nonsilicone Anti-Fog, Anti-Static 1520S" x 6%" 98 TR 5" __8565GM 2LBC7 _ 

























































































































































































Honeywell 
UVEX BAUSCH +LOMB 


Silicone solution 3%'W mirror. Includes 
provides increased anti- adhesive strips. 12/2"H 
fogging and antistatic X 22%2"W xX 3"D. 
protection. Nonsilicone METAL STATIONS 
solutions are for use in 
work conditions that Bausch & Lomb® 
require product purity Sight Savers®°— 
and/or prohibit silicone. | Lockable cabinet with 
Mounting hardware front access for filling. 
No. 5BB80 included. Include antifog, anti- 
static cleaning solution; 
PLASTIC STATION pump; 1520 tissues: 
Uvex Clear®—Includes adhesive strips; and 
antifog, antiscratch tissue waste compart- 
cleaning solution; 2000 ment. 18%"Hx9'%"W 
tissues; and 41%"H x x 358"D. 








Wall-Mount Lens Cleaning Stations 






























































































































































Mfr. Item 
- ; Description Model No. 
Plastic Station 
Uvex Clear® : 
Complete Station with 16-0z. 
Nonsilicone Solution $461 4AG33 
_ 1-gal. Nonsilicone Solution (without pump) $464 SAR46 
~ Refill Tissues, 476H x 774'W, Pkg. of 500 S462 6AP81_ 
‘Metal Stations : 
Bausch & Lomb® Sight Savers® ; 
Complete Station with 16- 
0z. Silicone Solution 8568P SBB80 
Complete Station with 16-0z. 
Nonsilicone Solution =: B568GMP — SBBB1 
16-02. Silicone Solution (without pump) 8569 1AV39 
1-gal. Silicone Solution (without pump) 69 47933 
16-0z. Nonsilicone Solution (without pump) 8569GM —_5BB82 
1-gal. Non-Silicone Solution 
(without pump) 69GM 5BB84 
Spray Pump For 16-0z. Solution 8572 GAX56 


Nos. 1AV39 and 5BB82 
Refill Tissues, 494"H x 614"W, Pkg. of 760 8571 4AG49 








1666 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





SAFETY 
Goggles 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


* om 
Goggles A OC eta 


= Meet ANSI Z87.1-2010 No. 1VT70 
= 99.9% UV protection 








B. C. 


No. 4VCF4 No. 1FYZ3 
Offered with direct or indirect venting. Direct-vented goggles let air rane eee on a Sie — 
flow into the goggle from the work environment. Choose indirect- Key Venting Color Coating Color Design Size Material No. 
vented to limit or prevent liquid splash passing into the goggle. Condor® aaah -_ vie? 
. —_ nifect eee arate Resistant actional yaw res ee 
A, Condor®—Designed for general lab and shop applications. Can lise es AUTH Onat _— NalrOw ecule 
. . A _ Direct Clear Antifog, Scratch-Resistant Clear Traditional Universal __ Elastic 1VT68 
be worn with most half-mask respirators. Nos. 1VT66 to 1VT68 Indirect Clear __—_‘Scratch-Resistant Traditional Universal Elastic __1VT69 
have perforated sides. Indirect Clear Antifog, Scratch-Resistant Traditional Universal Elastic 1VT70 
Platoon™ OTG (Over-the-Glass) 
™ : ' Direct Clear Uncoated Traditional Universal _ Elastic 4VCF4 
B. Platoon’ OTG (Over-the-Glass)—Soft vinyl body fits over p —Direct_ Clear Scratch-Resistant Translucent Traditional Universal Elastic  4VCF5 
most prescription eyewear. Translucent light-green frame reduces Indirect Clear ___Uncoated Green Traditional Universal _ Elastic 4VCF6 
glare and side reflection. Nos. 4VCF4 and 4VCF5 have perforated wai gocltect Clear Antifog, Scratch-Resistant Traditional Universal Elastic 4VCF7 
sides. Direct Amber Scratch-Resistant Aviator Universal _Elastic  4VCF2 
C Direct Clear Antitog Black Aviator _ Universal __Elastic 4VCF3 
C. Max Barron™—Foam-lined lenses with adjustable head strap. Indirect Clear Scratch-Resistant Aviator __Universal___Elastic__—s1FYZ3 
Black nylon frame Indirect Gray Aviator _ Universal __ Elastic 1FYZ4 
; * Small size. 
Honeywell 
Goggles UVEX 


= Meet ANSI Z87.1-2015 
= Meet CSA 294.3 (except 

Nos. 2CVG2, 2CVG3, 

61363, and 3RYJ9) 
= 99.9% UV protection 
Select goggles feature hydrophilic/ 
hydrophobic HydroShield® antifog 
coating technology, which offers 90x 
longer-lasting fog-free performance 
than most other antifog products. 


A. Classic™ OTG (Over-the- 





B. 
No. 2CVG3 













Glass)—Soft, flexible PVC. Durable E. = 
construction. Fit over most prescription No. 2CVG5 G 
eyewear. , No. 4UCNG H. 
B. Strategy® OTG—Lightweight neers 
; —Lightwei 
ds egy® ' g! eg Lens Lens Frame Frame Strap Mfr. Item 
TPE body with snug fit. Fit over most Key Venting : ea Coating Color Design Material Model No. 
wear to help provide impact lassic™ OTG (Over-the-Glass 
ee se 0 help provide impac A Indirect Clear Antifog Clear OTG Neoprene $350 61362 
sie ialil — OTG Fab $3800 2CVG2 
oF Direct Clear Antifog Gray abric 
C. Futura™ OTG—Offer distortion- Tia Clear Antifog Gray OTG Neoprene $3810 2CVG3 
° £i ici i Futura™ OT 
ree 180° field of vision. Fitover most “C'est Clear Antifog Clear OTC Neoprene $3450 61363 
prescription eyewear. Flex Seal® OTG 
. D _Indirect _ Clear Antifog Navy OTG Neoprene S3400X —_ 4FES8 
pier oeete te ole aa at a sere mms cil Hydrophobic, Scratch-R N Gogg N S3400HS 54EM94 
: : a ndirect ear _Antifog, Hydrophilic, Hydrophobic, Scratch-Resistant avy oggle eoprene 
construction with soft body seal with D ~indirect Clear Antifog. Hydrophilic. Hydrophobic. Scratch-Resistant Navy Gogale Fabric S3405HS 54EM95 


stands extreme temperatures. Pivoting Stealth® 


clips alow pasfonng ona hard nator res! — Gi eed Gey —Wapsoun here bor Gass tl 
above the ears. Low-profile design fits mais a purity ; ara, Hiaparouns Neoprene bile cH a 
ti ndirec ear ntifog range, Gray Wraparoun eoprene 
over most prescription eyewear. Indirect Gray Antifog Gray Wraparound Neoprene S3961C  3ZL20 
® : E Indirect Clear Antifog Orange, Gray Wraparound Fabric 5$39630C]  2CVG6 
E. Stealth®—Soft, flexible elas- Indirect Clear Antifog, Scratch-Resistant _ Gray Wraparound Neoprene SEE 2NYJ8 
tomer | conforms to facial Indirect Clear _Antifog, Hydrophilic, Hydrophobic, Scratch-Resistant ray oggle abric 90TA85 
einer ove oo 2 e ole Indirect Clear Antifog, Hydrophilic, Hydrophobic, Scratch-Resistant Teal Goggle Neoprene S39610HS 55TA86 
contours. Quick-adjust headband Indirect Gray  Antifog, Hydrophilic, Hydrophobic, porate esieran il Goggle Neoprene silueh its Sal 
clios. Prescription insert holder sold Indirect Amber Antifog, Hydrophilic, Hydrophobic, Scratch-Resistant ray oggle eoprene 99 
eel P , eh nest vrear Antifog, Hydrophilic, Hydrophobic, Scratch-Resistant Orange Goggle Neoprene 5$39630HS 55TA89 
; tealth® Replacement Lenses 
= Clear Antifog = = S/00HS —_—-38TJ90 
F. Stealth® Reader Goggles—Low- = = Gray Antifog — — S701HS _38TJ91 
profile wraparound design with _ — anne ET Hydrophilic, Hydrophobic, Scratch-Resistant — — S/02HS —_-55TA9D 
ae tealth® Prescription Insert Holder 
pivoting headband clip and adjustable- a= Silver — — $3959 — 2CVG4 
slide neoprene headband. Stealth” Reader boales 
: 
G. Stealth® OTG—Pivoting head- F Indirect +2.0 Antifog Blue Wraparound Neoprene $3992X  SDPT3 
‘ : : : : iopter 
band clip and wide adjustable-slide Stealth® OTG . . 
headband allow goggles to be used irect tle artfog Sarar-Ressa Nay —O1e Fabre” S00 aUENY 
comfortably with hard hats and over g Indirect Clear Antifog, Hydrophilic, Hydrophobic, Scratch-Resistant Navy Goggle Neoprene S3970HS 54EM89 
most prescription eyewear Indirect Clear Antifog, Hydrophilic, Hydrophobic, Scratch-Resistant Navy Goggle Fabric S39/70HSF 54EM90 
; Indirect Gray _Antifog, Hydrophilic, Hydrophobic, Scratch-Resistant Navy Goggle Neoprene $3971HS 54EM91 
H. Carbonvision™—Wide-vision carbone Amber Antifog, Hydrophilic, Hydrophobic, Scratch-Resistant Navy Goggle Neoprene $3972HS 54EM92 
2 i 
oggles with a soft, flexible body and Non-Vented Clear Antifog, Scratch-Resistant Black Wraparound Neoprene $1650D —_-24€250 
gogg y Non-Vented Gray Antifog, Scratch-Resistant Black Wraparound Neoprene $1691D —_24€251 
f f face f | H 
rame conform to your face for excel- Non-Vented Clear Antifog, Scratch-Resistant Black Wraparound Fabric S1650DF 24C252 
lent fit. Non-Vented Gray Antifog, Scratch-Resistant Black Wraparound Fabric S1651DF 240253 
. . ii ® a a 
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Goggles 
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: <= et | 

No. 4YZ54 Z a | 
4 J 


B. 
No. 3WLX6 





D. 
No. 4RC35 


Goggles 


= Meet ANSI Z87.1-2010 
= 99.9% UV protection 


A, Centurion™ OTG (Over-the-Glass)—Wraparound wide-angle visibility; 
designed to fit over most prescription eyewear. 
= Meet CSA Z94.3-2007 


B. Lexa™ Splash GoggleGear™—Contoured, low-profile design. 
= Meet CSA Z94.3-2007 


C. and D. Fectoggles™’—1 -pc. lens offers a wide field of vision. Soft foam 
flange lines the perimeter of the lens. 





G 


No. 475M57 


E. Maxim™ 2 x 2—Dual-lens design for enhanced sightline and field of vision. 
Include interchangeable flexible temples and elastic strap. 


F. and G. GoggleGear™ 500 and 2800 Series—Low-profile splash goggles 
feature long-lasting 3M™ Scotchgard™ antifog coating that helps increase 
eyewear performance and visibility in wet and steamy settings. With adjustable 
strap for comfortable fit. 


Lens Lens Frame Strap Mfr. Item 
Key Color Coating Color Size Venting Material Model No. 
Centurion™ OTG (Over-the-Glass) 

Clear Uncoated Clear Universal _ Direct Elastic 40300 4YZ54 
A Clear Antifo Clear __ Universal __ Direct Elastic 40301 4YZ55 

Clear 9 Clear Universal Indirect Neoprene 40305 4YZ57 

Clear Uncoated Clear Universal Indirect Neoprene 40304 3RYD8 
Lexa™ Splash GoggleGear™ 
B Clear AMHOG.Scratch- Clear Universal Indirect Elastic 16644  3WLX6 
Fectoggles™ - Elastic Headband 
C Clear ATMHO9, Scratch” Black Universal Direct Elastic 16400 4RC34 
Fectoggles™ - Adjustable Temple 
D Clear Antfog. Scratch- Black Universal Direct Elastic 16408 4RC35 
Maxim™ 2 x 2 
E Clear Antifog Black Universal Direct __ Elastic 40686 2TV53 
GoggleGear™ 500 
F Clear Antifog Gray/Red Universal Indirect — Elastic GG501SGAF 48TK90 
GoggleGear™ 2800 

Clear AMI, Scratchy Gray Universal Indirect Elastic + GG2891-SGAF 475MS55 
G Non- ; 

Clear Antifog Gray Universal Vented Elastic GG2891S-SGAF 475M56 

Gray Gray Universal Indirect Elastic GG2892-SGAF 475M57 

- 
Goggles bolle 
SHS tS 


= Meet ANSI Z87.1-2010 
= 99.99% UVA and UVB protection 


Atom—Modular frame is compact, lightweight, and extremely 
comfortable. Over-the-glasses (OTG) dust goggles have a 





Concealer’ Goggles 

= Meet ANSI Z87.1-2015 

= 99.9% UV protection 

Dual-injected rubber goggles have a soft, 
comfortable seal for extended wear. A 
built-in ventilation channel provides extra 








fog control and ventilation. pee areas 
Lens Lens Strap Mfr. Item 
Color Coating Venting Material Model No. 
Clear ; ; DPG82-11 3RYH4 
Smale Antifog, Scratch-Resistant Indirect Elastic DPG82-21 3RYHS5 
' A ; i“ . 
Honeywell Nespemeemenopecey = 


= er 


UVES< | No. 4FE56 


V-Maxx® OTG (Over-the-Glass) Goggles 
= Meet ANSI Z87.1-2015 Wraparound design fits over most prescription 


= Meet CSA 294.3 eyewear. Adjustable headband. Peel-off covers 
protect lenses to extend goggle life. 


Lens Lens Frame Strap Mfr. Item 


Color Coating Color Venting Material Model No. 
V-Maxx® OTG (Over-the-Glass) Goggles 
Clear Antifog Clear Direct Elastic 11250800 4FE56 
Lens Covers, Pkg. of 10 
— — — — — 11250860 6WE81 


sellstrom. 


Product that works. 


OTG (Over-the- 
Glass) Goggles 


= Meet ANSI Z87.1-2015 

= Meet CSA 294.3; C-UL Listed 
= 99.9% UV protection 
Goggles fit comfortably over most prescription 
eyewear. An adjustable headband assures 
proper fit. 





No. 3NLW6 


882 Series—PVC-frame goggles provide 
outstanding chemical splash protection. 





Industrial Odyssey® II—A soft, comfortable 
frame seals out liquids and dust without limit- 


ing peripheral vision. Sealed dual-pane lens. pon eny ee 
Lens Lens Frame Strap Mfr. Item 
Color Coating Color Venting Material Model No. 
882 Series 
Clear Uncoated Green Indirect Elastic $88200 4FPL6 
Clear Antifog Green Indirect Elastic $88213 3NLW6 
Industrial Odyssey® Il 
Clear —-ANttfog. Scratch- == Blue Indirect. ~=-FR Cloth Strap $80200 + 3RYG2 


Resistant 


Wey, 





No. 49YV89 





polycarbonate lens and a liquid overflow chute for enhanced 
protection. Large, adjustable elastic strap. 
= Also meet CSA Z94.3-2007 Hen eyvesS eee 

: oe , , , , L L F F St Mfr. It 
Pilot—Coinjected frame with adjustable strap is designed for Colar Coating polar Material Venting Material Model No 
superior adaptability and comfort. OTG safety goggles offer Am sic Faa- Seach SiS 5 ah scat Eng Wi save 

: tA : - ear ntl-FOg, oCratcn-hesistan ue Ir I 

excellent field of vision. No. 49YV90 CSP with Platinum® technol- Pilot g 
ogy is good for activities that alternate between high and low Clear pti toq Scratch-Resistant Clea! Polycarbonate/ Direct Nylon 40274. 49YVe9 
lighting and in extreme hot- or cold-temperature environments. CSP ae Smoke TPR Direct___Nylon 40275 __—49YV90 
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About Gloves and Glove Sizing 


ABOUT GLOVES 


SAFETY 
Disposable Gloves 


Safety gloves add a layer of protection against dirt, grime, abrasion, cuts, lacerations, and burns. Gloves 
generally end at the wrist or eloow and are sometimes used with sleeve protectors to extend protection up 
the arm. Specialized gloves can have a variety of coatings and linings to provide additional benefits, such 


as heat-, cut-, and needlestick-resistance. 
GLOVE SIZING CHART 





Palm Size (in): 6to7 7to8 8to9 9to10 10to11 11t012 





To determine glove size, measure the the Size: XS S 


L XL 2XL 





distance around the palm of the hand at the Other Sizes: __ Women’s 





Men's 





Universal 





knuckles. Look up the measurement (in inches) 


One Size Fits Most 





in the chart to determine the corresponding size. 


Jumbo 


Disposable Glove Materials 


Nitrile gloves provide high resistance to puncture, tearing, and abrasion, as 
well as good chemical resistance. They are generally thinner and more tactile 
than vinyl gloves. 


Natural rubber-latex gloves provide high elasticity and dexterity, exceptional 
grip in wet and dry applications, and good resistance against rips and tears. 
They can cause allergic reactions in some people. 


Neoprene gloves are resistant to chemical splash, provide a good grip when 
wet, and stay flexible across a range of temperatures. They are more comfort- 
able than nitrile gloves and less comfortable than latex and polyisoprene. 


SAFETY 


MICR@FLEX® 


|cordfor! THE MOST TRUSTED NAME IN GLOVES ® 


Ansell oun 


General Purpose 
Disposable Gloves 


Disposable gloves create a barrier between your hands 
and objects you are handling to keep hands clean and 
protected and keep oils and dirt on your hands from 
transferring to the objects. They are throw away after 





Vinyl gloves are latex-free and are generally used for frequent, short-term use 
in common, everyday applications. They are less formfitting and provide less 
protection against chemicals, tears, and abrasion than latex gloves. 


Polyisoprene gloves are formfitting and have high tactile sensitivity, making 
them a good choice for picking up small items. They are latex-free and resist 
tears, punctures, and abrasion. 


Polyethylene gloves (sometimes called sandwich gloves) are made of thin, 
clear, lightweight plastic and are intended for frequent, short-term use. 


we Y 






































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































No. J4950 No. D1805 No. J4957 
each task to prevent cross contamination. Thinner gloves 
offer higher dexterity and better touch sensitivity, while 
thicker gloves are more durable. No. D1814 features a 
super-thin flocked lining that absorbs moisture to keep 
hands dry and comfortable. 
Acceptable 
Palm Texture Quality Powdered/ Item Pkg. 
Thickness Location Level (AQL) Powder-Free Color Brand No. Qty. 
Natural Rubber Latex : 
General Purpose . 
4.0 mil Smooth 4.0 Powdered Beige Condor J4950 100 
4.0 mil Smooth 4.0 Powdered Green Condor J4951 100 
Nitrile 
3.15 mil Palm and Fingers 4. Powder-Free Blue ——~— Condor =~  D1805 100 
3.5 mil _Fingers Only = Powder-Free FluorescentGreen Condor J4957 100 
3.9 mil Fingers Only 4.0 Powdered Blue Microflex J5048 100 
3.9 mil Fingers Only 4.0 Powdered Blue Microflex J5048 90 
4.0 mil Fingers Only 4.0 Powder-Free_ Corn Blue _ Condor _H4568 100 No. D1859 
4.5 mil Palm and Fingers 4.0 Powder-Free Light Blue Condor D1807 100 ° 
__9.5 mil___ Palm and Fingers 4.0 Powder-Free Black Condor 4565 50 
7.0 mil Fully 4.0 Powder-Free Blue Condor J4869 50 
High Strength _ - - - 
— 8.3 mil | Fully — 20 Powder-Free Green Microflex D1814 50 
PVC 
General Purpose 
5.0 mil Smooth 4.0 Powder-Free Clear Ansell D1859 100 
5.0 mil Smooth 4.0 Powder-Free Blue Ansell D1861 100 
Vinyl 
2.7 mil Smooth 4.0 Powdered Blue Condor 3927 100 
2.7 mil Smooth 4.0 Powdered Clear Condor D1851 100 
2.7 mil Smooth 4.0 Powder-Free Blue Condor 3928 100 
2.7 mil ‘Smooth 4.0 Powder-Free Clear Condor D1856 100 No. 49AE63 
2.8 mil Smooth 4.0 Powder-Free Blue Microflex 49AE63 100 
3.0 mil Smooth 40 Powdered Clear Mcr Safety J2489 1000 
3.0 mil smooth 4.0 __ Powder-Free Clear Mcr Safety J2487 1000 
3.0 mil Smooth 40 Powder-Free Blue Mcr Safety J2493 1000 
3.9 mil Smooth 4.0 Powdered Blue Ansell J2444 100 
— 6.0 mil Smooth 4.0 Powder-Free Clear Showa J2538 100. 
—5.0 mil Smooth 4.0 Powder-Free Green Condor _D1862_100 eres 
6.0 mil smooth 4.0 Powder-Free Clear Mcr Safety J4964 100 
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SAFETY Scan. Order. Done. =k 


Disposable Gloves Details on page A1. 


Find more information about gloves and glove sizing on page 1669. 
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No. D1847 No. D1806 No. D8397 














No. D1811 No. D1863 


* 
Ge stlua micreruxe Ansell MER 
Food Contact-Rated Disposable Gloves 


=» Powder-Free 


These single-use gloves are FDA-approved for use by food service workers, food handlers, or others who 
come into contact with food. They are thrown away after one use to help prevent cross contamination. 
Palm Texture Acceptable Item Pkg. 
Thickness Finger Thickness Location Quality Level (AQL Color Brand No. Qty. 


Natural Rubber Latex 
General Purpose 











4.5 mil 5.0 mil Palm and Fingers 4.0 Beige Condor D1847 100 
Nitrile 
Ergonomic 

4.0 mil 4.0 mil Fingers Onl 1.5 Blue Showa D1806 100 
General Purpose 

3.9 mil 47 mil Full 4.0 Cobalt Microflex D8397 100 

4.0 mil 4.0 mil Smooth 15 Blue Showa D1824 100 
Hazardous Splash Protection 

4.3 mil 5.0 mil Fingers Only 4.0 Blue Ansell D1809 100 
High Strength and Hazardous Splash Protection 

4.7 mil 5.0 mil Smooth 4.0 Green Ansell D1811 100 


Polyethylene 


General Purpose 

0.4 mil 0.4 mil Fully 4.0 Clear Mcr Safety D1863 500 
Vinyl 

2./ mil 4.0 mil Smooth 4.0 Clear Condor D1856 100 

2.7 mil 5.0 mil Smooth 4.0 Clear Condor D1857 100 

2.8 mil 3.0 mil Smooth 6.5 Clear Ansell D1858 100 
1670 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SAFETY 
Disposable Gloves 


Find more information about gloves and glove sizing on page 1669. 
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No. J4870 No. D1828 No. D8392 
hm —.il 
No. J2284 No. J2285 No. J4866 


THE MOST TRUSTED NAME IN GLOVES 


Medical-Grade Disposable Gloves 


These gloves have exceptional tactile sensitivity and are worn to protect workers 
from biohazards and reduce the risk of contamination. They can be worn alone 
or as part of a two-glove system where gloves are doubled to provide addi- 


(AQL) rating of 2.5 or lower, which indicates that these gloves are less likely to 
have pinholes and imperfections that can reduce durability and performance. 
Nos. D1841 and D1822 feature an aloe-coated inner surface to protect hands 











tional protection against contamination. They have an Acceptable Quality Level from drying and chapping. 
Acceptable 
Palm Texture Quality > CHOOSE: Item Pkg. 
Thickness Location Level (AQL) Sterile/Non-Sterile Color Length Size Brand No. Qty. 
Nitrile 
2.4 mil Fingers Only = Non-Sterile Pink 9 Yin XS, S, M, L, XL Micro-Touch Nitrile J5102 100 
3.15 mil Palm and Fingers 15 Non-Sterile Blue 9 Yin S, M, L, XL Condor D1815 100 
3.5 mil Fingers Only 1 Non-Sterile Fluorescent Green 9 Yin S, M, L, XL, 2XL Condor J4955 100 
3.5 mil Fingers Only ee Non-Sterile Black 9 Yin S, M, L, XL, 2XL Microflex D1817 100 
3.9 mil Smooth 1.5 Non-Sterile Blue 9 Yin XS, S, M, L, XL Microflex D1816 100 
3.9 mil Smooth es Non-Sterile Green 9 Yin XS, 5, M, L, XL Microflex D1841 100 
4.0 mil Fingers Only = Non-Sterile Blue 11 Yin XS, S, M, L, XL Ansell D1823 100 
5.1 mil Fingers Only 15 Non-Sterile Orange 10 Yin S, M, L, XL, 2XL Microflex D1818 100 
5.1 mil Smooth 1 Non-Sterile Green 9 Yin S, M, L, XL, 2XL Microflex D1822 100 
5.9 mil Smooth ues Non-Sterile Green 11% in 5, ML, AL Microflex D1839 50 
6.7 mil Smooth 15 Non-Sterile Blue 9 Yin S, M, L, XL, 2XL Microflex D1819 50 
7.8 mil Smooth 15 Non-Sterile Blue 11 Yin S, M, L, XL, 2XL Microflex D1821 50 
7.0 mil Smooth 1D Non-Sterile Blue 12 in S, M, L, XL, 2XL Condor J4870 50 
Natural Rubber Latex 
4.7 mil Fingers Only 1.5 Non-Sterile Beige 9 Yin 5, M, L, XL Ansell D1828 100 
5.0 mil Smooth io Non-Sterile Beige 9 Yin S, M, L, XL Condor D5744 100 
5.1 mil Fingers Only 1a Non-Sterile Beige 9 Yin XS, S, M, L, XL Microflex D8392 100 
5.1 mil Fingers Only = Non-Sterile Beige 9 Yin XS, L, M, S, XL Microflex F0646 100 
5.9 mil Smooth 1 Non-Sterile Beige 9 Yin XS, S, M, L, XL Microflex D1832 100 
9.9 mil Smooth ee Non-Sterile Pink 9 Yin XS, S$, M, L Microflex D9293 100 
6.3 mil Fingers Only To Non-Sterile Beige 9 Yin XS, S, M, L, XL Microflex D1831 100 
9.8 mil Fingers Only 1.5 Non-Sterile Beige 12 in S, M, L, XL Microflex D1833 50 
9.8 mil Smooth le Non-Sterile Blue 11 Yin S, M, L, XL Microflex D8391 50 
11.0 mil Fingers Only LA Non-Sterile Blue 11 Yin S, M, L, XL Microflex D1834 50 
Neoprene 
5.9 mil Smooth 0.6 Sterile Cream 11 Yin 51, 6, 6%, 7, (4, 8, 8%, 9 Ansell J2284 200 
5.91 mil Smooth 0.6 Non-Sterile Cream 11 Yin 5%, 6, 6%, 7, 7%, 8, 8%, 9 Ansell J2285 200 
Vinyl 
3.1 mil Smooth 1 Non-Sterile White 9 in S, M, L, XL Condor J4866 100 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1671 





SAFETY 
Disposable Gloves & Sleeves 


Scan. Order. Done. 
Details on page A1. 


Find more information about gloves and glove sizing on page 1669. 
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No. H3372 No. D1491 
MICR@FLEX® \\\ 
Ansell \ 
Cleanroom-Grade No. \ 
Disposable Gloves belch 
These disposable gloves are used in cleanrooms and = 


controlled environments. They are ISO- and FED STD 

209E-rated and have been processed to kill microorganisms and eliminate 
contaminants to reduce the risk of contamination and infection. They are 
powder-free to reduce the risk of surface contamination and allergic reactions. 


Palm Texture Acceptable Quality Item = Pkg. 
Thickness Location Level (AQL) Color Length Brand No. Qty. 
Natural Rubber Latex 

9.1 mil Fingers Only 1:5 Beige 11 %in Microflex H3372 1000 

6.69 mil Palm and Fingers 0.6 Beige 12 In Ansell K2617 200 
6.69 mil Palm and Fingers 15 Beige 16 in Ansell K2618 200 
6.69 mil Palm and Fingers 1a Beige 12 In Ansell K2620 200 
7.1 mil — Palm and Fingers 1.5 Beige 24 in Ansell K2619 100 
Neoprene 
3.94 mil Fingers Only 0.6 Green 12 In Ansell K2621 200 
wast mil Fingers Only 0.6 Green 12 In Ansell K2613 1000 
itrile 
3.9 mil Smooth 20 White 12 In Ansell D1491 100 
3.94 mil Palm and Fingers 0.6 White 16 in Ansell K2615 1000 
3.94 mil Palm and Fingers 1.5 Green 12 In Ansell K2616 1000 
4.3 mil Fingers Only 1.5 Off-White 12 in Ansell D1492 = 100 
4.33 mil Fingers Only 1.5 White 12 In Ansell K2614 1000 
Polyisoprene 
8.3 mil Smooth 0.6 White 11%In Ansell H3485 = 200 





No. 5EMEO 





ey 
> 0 
superiorglove SAFETY 


Ansell REMCO 





PRODUCTS 


Liquid-Resistant Disposable Sleeves 


Liquid-resistant disposable sleeves are made of materials and have seams 
sewn to resist water, fat, grease, and accidental chemical splash. They are used 
in food processing applications, when transferring liquids and solids, cleaning, 
or when working in pharmaceutical labs. 


Sleeve Pkg. Item 
Sleeve Material Length Thickness Color Brand Qty. No. 
Color-Coded for Food Processing 
Polyurethane 18 In 6.0 mil Green Top Dog 1 279D86 
Polyurethane 18 In 6.0 mil Blue Top Dog 1 279D87 
Polyurethane 18 In 6.0 mil Red Top Dog 1 279D88 
Polyurethane 18 In 6.0 mil White Top Dog 1 279D89 
Polyurethane 18 In 6.0 mil Yellow Top Dog i 279D90 
Polyurethane 21 In 6.0 mil Blue Top Dog 1 279D92 
Polyurethane 21 in 6.0 mil Green Top Dog 1 279D91 
Polyurethane 21 in 6.0 mil Red Top Dog 1 279D93 
Polyurethane 21 In 6.0 mil White Top Dog 1 279D94 
Polyurethane 21 in 6.0 mil Yellow Top Dog 1 279D95 
General Purpose 
; ; Superior 
Polyethylene 16 in 0.68 mil Blue Glove 100 65FRO04 
Polyethylene 18 in 1.25 mil Blue Condor 100 32TL74 
Polyethylene 18 in 1.25 mil Clear Condor 100 4XUA1 
Polyethylene 18 in 1.25 mil White Condor 100 32TL73 
Vinyl 18 in 6.0 mil Blue Mcr Safety 12 26H489 
Viny! 18 in 8.0 mil White Ansell 1 3TCD5 
Viny!| 18 in 8.0 mil Blue Ansell 1 oEMEO 
Vinyl 18 in 8.0 mil Clear Mcr Safety 12 26H601 
Resists Non-Hazardous Liquids 
Vinyl 18 in 8.0 mil Blue Mcr Safety 12 26H645 
Vinyl 18 in 8.0 mil White Mcr Safety 12 26H646 
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No. 32GV52 





Tyvek “(cor 9K nce 


Particulate-Resistant Disposable Sleeves 


These disposable sleeves resist particulates such as dirt and dust, as well as 
light liquid splash and some aerosols. They are used for light-duty industrial 
work, cleaning, and pharmaceutical work. 


INTERNATIONAL 


ENVIRO 
GUARD 





Sleeve Pkg. Item 
Sleeve Material Length Thickness Color Brand Qty. No. 
Resists Hazardous Particulates 
Tyvek(R) 400 18 in 9.9 mil White Dupont 200 41062 
Resists Non-Hazardous Particulates 
Bodylifter 95+(R) 18 in 12.0 mil White Booyiter =a 200 3HKJ4 
' nternationa 
Microporous Fabric 18 in 15.0 mil White Enviroguard 200 6XMPO 
Microporous Film Laminate 18 in 9.7 mil White Condor 200 32GV52 
Polypropylene 18 in 1.8 mil Blue Mcr Safety 200 26J504 
Polypropylene 18 in 1.8 mil White Mcr Safety 200 26J505 
Polypropylene 18 Yin 9.0 mil White Condor 200 26W805 
Polypropylene 18 Yin 12.5 mil White Condor 200 2KTT9 
Proshield(R) 60 18 in 10.0 mil White Dupont 200 6LY63 
No. 24AF71 
DuPont” il INTERNATIONAL 
n ENVIRO 
Tyvek Ansell Envir 


Cleanroom Particulate-Resistant 
Disposable Sleeves 


Particulate-resistant disposable sleeves for cleanrooms and controlled environ- 
ments provide a barrier that prevents microorganisms from passing through 

the sleeve. They are made of low-linting fabric to reduce the risk of lint 
contaminating the environment and are ISO- and FED STD 209E-rated for use in 
cleanrooms. 


Sterile/ 
Non-Sterile 


Sleeve Pkg. Item 


Sleeve Material Length Thickness Color Brand Qty. No. 


ISO 4 
Tyvek(R) Isoclean(R) Non-Sterile 


18 in 9.0 mil White Dupont 100 24AF71 
CleanTough Non-Sterile 20 in 9.0 mil White Ansell 180 575Y05 
Tyvek(R) Isoclean(R) _Sterile 18 in 9.0 mil White Dupont 100 SWYL/ 
gqan tough Sterile 20 in 9.0 mil White Ansell 180 5/5Y58 
ISO 5 
Microporous Fabric Non-Sterile 18in | 15.0mil White ence 200 30N490 
Tyvek(R) Isoclean(R) _ Sterile 18 in 44mil White | Dupont | 100 29EU14 

; ; ; ‘ nternationa 

eae CE Sterile 21%in 15.0mil White Enviroguard 200 30N517 
ISO 6 
Tyvek(R) Isoclean(R) Non-Sterile 18 in 9.4 mil White Dupont 100 24AF70 
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No. G6631 


* (eSiior 
Honeywell Ansell 
NORTH] 


Electrostatic Dissipative (ESD) Gloves 


ESD gloves are made of conductive fibers that prevent the buildup of static 
electricity that, when discharged, can damage sensitive electronic equipment. 
They are worn when assembling electrical components, performing lab work, 
and applying coatings to metal. 









No. D1641 





Item Pkg. 
Cuff Color Size Brand No. Oty. 
Nylon/Carbon Fiber Yarns 


JNylon/Garbon Fiber vars 
Elastic Rubber Band Gray S, M, L, XL, 2XL Condor® G6631 12 
Nylon/Copper Fiber Yarns 


JNylon/Gopper Fiber vars 
Elastic Rubber Band _Beige/White XS, S, M, L, XL, 2XL Condor® G6632 1 
Nylon/Thunderon(R) Shell 


Rolled Gray/White XS,S,M,L,XL,2XL_ Honeywell North®  D1641 1 
Nitrile 
Rolled Gra XS, M, XL, L, $ Ansell F0634 1 





Occanorit 


Ring Protectors 


Ring protectors are made of stretchy nylon/spandex-blend material to fit snuggly 
over rings and protect them from damage when performing general assembly 
and maintenance tasks. 













Item Pkg. 
Material Color Thickness L No. Qty. 
Nylon/Spandex Blue 3.0 mil 1 %in 45KJ58 12 
No. 3PWG5 
No. 3PLR7 


ZETEXKC 
KAREWEAR'., 


Finger Guards 


Reusable fiinger guards protect fingers and thumbs from minor abrasion and 
heat while leaving the rest of the hand open for breathability, comfort, and 
dexterity. They are worn in small parts assembly, sewing, woodworking, and 
tasks that require handling small parts. 











Item Pkg. 

Material Color Size Brand No. Qty. 
Heat Resistant Finger Cots 

Fiberglass White Universal Zetex 3PWG5 12 

Finger Guard 

Grain Leather Beige $ Karewear 3PLR9 10 

Grain Leather Beige M Karewear 3PLR8 10 

Grain Leather Beige L Karewear 3PLR7 10 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








No. 
G6132 





\) —_ 
* caior a 
Finger Cots > 


= 3 mil Latex finger cots are used to prevent contamination when 

= Length: 2%" handling small items. Dispensers have a hinged lid and can 

= Rolled cuff be wall-mounted or placed on a tabletop or workbench where 
workers need them. 





aoe 


~ 








Powdered—Designed for use where particulate contamina- 
tion is not a concern. Excellent sensitivity. 











Powdered/ Item = Pkg. 
Finger Cot Material Thickness Powder-Free Color Size Brand No. Qty. 
Finger Cots 
Natural Rubber Latex 3.0 mil Powdered White SML Condor G6132 1440 
Natural Rubber Latex 3.0 mil Powder-Free Beige nee Condor G6133 720 
CED sz! 
| 
General Purpose ~— 
Finger Tape 
General purpose finger tape protects fingers ‘== 9 
and thumbs from light abrasion and tempo- os eeet 
rarily keep wounds clean. It is used when 
handling small parts, and when performing 
light tasks where hands become dirty or are No. 43Y569 
at risk of light abrasion. 
Item 
Material Color W L Brand No. 
Cotton White 1 in 165 ft Kraft Tool 43Y569 
Cotton/Latex Green 1 in 90 ft Guard-Tex 8X171 


* GRAINGER 
APPROVED 


Glove Box Dispensers 


Glove box dispensers keep glove boxes 
organized and make it easier for workers 
to take gloves. They can be wall-mounted 
or placed in areas where workers 
frequently use disposable gloves. 











No. 6GKZ3 No. 3RZT1 

Item 
Dispenser Layout Material Color Dim. No. 
Horizontal 
Top Load 
1 Box Enamel-Coated Steel Wire White 4inHx11%inWx3%inD  6GKX9 
2 Compartments PETG Plastic Clear 7inHx13%inWx4%inD  3RZT4 
3 Boxes Enamel-Coated Steel Wire White 8inHx16inWx4inD 6GKY2 
4 Boxes Enamel-Coated Steel Wire White 7“%inHx22inWx3%inD  6GKY4 


Horizontal or Vertical 
Left Load, Right Load, Top Load 


1 Box Powder-Coated Steel White 10inHx5%inWx3%inD  6GKZ6 
2 Boxes Powder-Coated Steel White 10 in Hx 12 in Hx 3% in D 6GKZ7 
2 Boxes Powder-Coated Steel White 20inHx5%inWx3%inD  6GKZO0 
2 Boxes Stainless Steel Silver 20inHx5¥%inWx3%inD  6GKZ2 
3 Boxes Powder-Coated Steel White 10inHx18inWx 3% inD 6GKZ8 
3 Boxes Stainless Steel Silver 30inHx5%inWx3%inD  6GKZ3 
Vertical 

Front Load 

3 Boxes PVC-Coated Steel White 16%inHx14inWx 7 inD 6GKY8 
4 Boxes PVC-Coated Steel White 24%inHx14inWx7inD 6GKY9 
Left Load 

2 Boxes Enamel-Coated Steel Wire White 10%inHx11inWx4inD 6GKY1 
3 Boxes Enamel-Coated Steel Wire White 14inHx11inWx4inD 6GKY3 
4 Boxes Enamel-Coated Steel Wire White 10%inHx22inWx3%inD 6GKY5 
Top Load 

1 Box PETG Plastic Clear 11%inHx6%inWx4inD 4DKT8 
1 Box Stainless Steel Silver 10inHx5%inWx3%inD  6GKZ9 


2 Boxes Acrylic Plastic Clear 10%inHx10%inWx3%inD 6GLA5 


2 Boxes Stainless Steel Silver 10inHx10%inWx3%inD  6GLA0 
3 Boxes PETG Plastic Clear 16%inHx11%inWx4%inD 3RZT1 
3 Boxes Stainless Steel Silver 10inHx16inWx3%inD 6GLA1 
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SAFETY Scan. Order. Done. 
Disposable Gloves Details on page A1. 


Find more information about gloves and glove sizing on page 1669. 









* 
Latex and Latex Blend Gloves condor. 


= FDA approved gloves Texture CHOOSE: Item 
meet FDA regulations Length Thickness Location Lining Cuff Color Size No. 
for f FDA-Approved Latex 
or food contact 47.00 mi Palmand S ML. 
.00 mil Siners Unlined Beaded Blue XL 3XL J4886 
Unsupported gloves provide Pal er 7 eT 
excellent dexterity and tactile 12" = 17.00 mil Fingers Flock Beaded Yellow XL, 5X J4882 


sensitivity. Select gloves are 12" 20.00mi Palmand Unlined Beaded Natura Mt, — Jageq 












epee No. J4885 _flock-lined to help keep hands , ses | XL, 2x 
comfortable and dry. 29.00 mil Fingers Flock Straight Orange /7,8,9,10,11 J4885 
Latex and Latex Blend Gloves Ansell 
= FDA approved gloves meet FDA VersaTouch® 62-401—100% cotton VersaTouch® 87-298—Good-gripping 
regulations for food contact jersey liner and waterproof coating offer gloves with high tensile strength, excel- 
Flexible materials make these gloves a dexterity and pliability at low tempera- lent sensitivity, and snag/puncture/ 
comfortable chemical protection choice. tures, plus insulation from heat or cold. = abrasion resistance. 
Unsupported gloves allow excellent dexter- VersaTouch® 88-393/87-370—Tough Orange Heavyweight—Thickness 
ity and tactile sensitivity. Supported gloves general purpose gloves offer abrasion enhances abrasion resistance while 
=m ne enhance strength, comfort, and durability. The resistance and excellent grip in damp allowing tensile strength and sensitivity. 
mao ay flock lining in select gloves help keep hands —ggngitions ; . 
2 $42 dry and comfortable. Omni®—Proprietary latex blend 
Hy-Care®—Fully coated gloves offer provides excellent resistance to snags, 


Marigold® Featherweight Plus—suitable great flexibility, dexterity, and durability, punctures, and abrasion. 


for protection against particulate radioactive ee _9r0 
oan crnGuiaik and stay flexible in cold temps. (to -25°F). Chemi-Pro®—Neoprene-over-natural 
. Marigold® Astroflex—Seamless rubber latex dipped gloves offer extra 
VersaTouch® 87-155—Good snag, puncture, |iner with knitted elastic cuff for fitand protection against physical hazards. 
abrasion, and cut resistance, plus excellent = Gomfort. oe cei. Ee . 
dexterity and elasticity. _ Technicians™—L ightweight, 
. VersaTouch® 87-198—Excellent sensi- neoprene/natural rubber latex blend 
VersaTouch® 88-356—Superior touch and tivity and high tensile strength plus a with midlevel dexterity and sensitivity. 
No No 


tactile sensitivity plus high dexterity, with good textured surface for good wet/dry grip. 
resistance to snags, punctures, and abrasion. 





Supported / Texture CHOOSE: Mfr. Item 
. . Description Length Unsupported Thickness Location Lining Cuff Color Size Model No. 
DO512 DO516 FDA-Approved Latex 
igold® Y 71 
ie Sive 13" Unsupported 15.00mil —_ Fingers Only Unlined Straight — Natural Bie OM G31H H7125 
Versalouch® 87-155 12" Unsupported 17.00 mil Fingers Only Flock Pinked — Sky Blue 7,8,9,10 87-155 G6024 
Versalouch® 88-356 12" Unsupported 17.00 mil Fingers Only Unlined Pinked Blue 7,8,9,10 88-356 D0508 
VersaTouch® 62-401 13" Supported 53.00 mil = Palm and Fingers Cotton Elastic Blue 7,8,9,10,11 62-401 H7542 
VersaTouch® 88-393 12" Unsupported 17.00 mil — Palm and Fingers Unlined Straight Natural 7,8,9,10 88-393 J4502 
VersaTouch® 87-370 13" Unsupported 27.00 mil PalmandFingers Flock ~—Straight Orange 87" 04" 7-370 2765 
Hy-Care® 4 Supported — Fully Cotton/Jersey Pinked Blue 8, 9, 10 62-400 J2433 
Marigold® Astroflex 12 Supported 50.00 mil = Palm and Fingers Polyamide Gauntlet Blue 10,11,7,8,9 1184 H7122 
Latex 
VersaTouch® 87-198 12" Unsupported 17.00 mil Fingers Only Flock Pinked Yellow 7,8,9,10 87-198 D0512 
Versalouch® 87-298 12" Unsupported 20.00 mil Fingers Only Flock Pinked Yellow 8,9,7,10 87-298 DO0513 ~ 
Orange Heavyweight 13" Unsupported 29.00 mil Smooth Flock Pinked Orange 7,9,10,8 87-208 D0516 
FDA-Approved Latex Blend 
Omni® 12" Unsupported 20.00 mil — Palm and Fingers Flock Pinked Green 9,7,8,10 87-276 DO0519 
Chemi-Pro® 13" Unsupported 27.00 mil Fingers Only Flock Straight Blue/Yellow 8,9,10,7 87-224 )D0521 
No. No. Latex Blend 
DOS21 DOS518 Technicians” 12" Unsupported 13.00 mil Smooth Unlined _Pinked Natural —7,8,9,10 88-390 0518 
* 12 pairs per package. 
Latex and Latex Blend Gloves MCR 


Comfortable natural rubber material is strong, elastic, and temperature-resistant. Unsupported 
gloves provide excellent dexterity and tactile sensitivity. Flock lining on select gloves absorbs 
moisture and simplifies on/off. Latex blend with neoprene synthetic rubber is waterproof and stays 
flexible over a wide temperature range. 








J4449 _~—s Style Texture > CHOOSE: Item Pr. Pkg. 
No. Length Thickness Location Lining Cuff Color Size No. Qty. 
Latex 


9200 12" 15.00 mil_ Palm and Fingers Flock Scallop Yellow S,M,L,XL J4437 1 
9090E_ 12° 16.00 mil PalmandFingers Unlined Scallop Amber S,M,L,XL J4452 1 
No. J4444 9290P 12° 18.00 mil Palm and Fingers Flock Scallop Yellow S,M,L,XL J4438 1 
eee ai i 20.00 mil Palmand Fingers Interlock Gauntlet Yellow M, L, XL J4449 1 
atex Blen 


5409S 12" 28.00 mil Palm and Fingers Flock Straight Blue/Yellow XL. 2XL J4445 12 
0430 12" ~— 28.00 mil_Palm_and Fingers Flock Straight Orange >. M, L,XL___—«J4444 1 
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Nitrile Gloves ” (Sitter 
= Suitable for people with latex allergies Contoured design adds comfort and the nitrile material provides 
= FDA-approved gloves meet FDA high chemical protection. Textured finish improves grip. Unsupported 
regulations for food contact gloves allow excellent dexterity and tactile sensitivity. Supported 
gloves enhance strength, comfort, and durability. 
Texture > CHOOSE: ltem 
Length Thickness Location Lining Cuff Color Size No. 
FDA Approved Nitrile Gloves 
Unsupported 
13 in 11 mil Palm and Fingers Unlined Straight Green 7, 8, 9, 10, 11 D0487 
13 in 15 mil Palm and Fingers Flock Straight Green 7, 8,9, 10, 11 D0489 
13 in 15.0 mil Palm and Fingers Flock Straight Green 7,8,9,10,11  J5799 No. J4889 
15 in 22.0 mil Palm and Fingers Unlined Gauntlet Green 7, 8, 9, 10, 11 J4889 
18 in 22 mil Palm and Fingers Unlined Straight Green 8, 9, 10, 11 D0492 
Nitrile Gloves 
Supported 
- 12 in 47.0 mil Palm and Fingers __ Interlock Knit Straight Green 9 D0475 
12 in 47.00 mil Palm and eR At _ Paani hingers Interlock Kot __Straimt tren Interlock Knit Straight Green 10 D0475 


Nitrile Gloves Ansell 


= Suitable for people with VersaTouch®—Raised diamond-grip pattern for Sol-Knit®—Curved, preflexed 
latex allergies increased grip in wet, dry, and oily conditions. fingers reduce hand fatigue. 
= FDA-approved gloves meet FDA Textured palm and fingers 


= ® = ® jj—_ j j 
regulations for food contact SOT ee an Or ee ee noe, Beslan enhance wet/dry grip. 


and contoured palm for comfort. Flock lining on 





Y 






Unsupported gloves offer high levels select models eases donning and doffing and AlphaTec®—Diamond 
of flexibility, comfort, and dexterity. —_ ygggts comfort. Sol-Vex® Il gloves have an aggres- _ pattern palm helps improve 
Supported glove construction adds —_ ive grip surface and a tapered wrist. dry/wet grip. 
strength. 
VersaTouch® 
Supported / Texture > CHOOSE: Mfr. Item No. J2446 
Length Unsupported _ Thickness Location Lining Cuff Color Size Model No. 
FDA-Approved Nitrile Gloves 
VersaTouch® 
1244 Unsupported 8.00 mil Fingers Only Unlined Straight Blue f,8,9,10, 11,12 _3/-210 J2446 
iy Unsupported _—_ 11.00 mil Fingers Only Unlined Straight Blue 7, 8,9, 10, 11 37-510 G6023 Sol-Vex® 
§ te . Unsupported 11.00 mil Fingers Only Unlined Straight Green 18,9, 10, 11 37-646 G6022 No. D0503 
ol-Vex 
13: Unsupported 11.00 mil Smooth Unlined Straight Green 6, 7, 8, 9, 10, 11 3/-145 D0498 
ih Unsupported 15.00 mil Smooth Unlined Straight Green (,0,9, 10, 11 3/-155 D0499 
12 Unsupported 15.00 mil Smooth Flock Straight Green 6, /, 0, 9, 10, 11 3/-1/5 D0501 
ih Unsupported 22.00 mil Smooth Unlined Straight Green (,0,8,10.11 3/-165 D0502 
§ a rT Unsupported 22.00 mil Smooth Unlined Straight Green 7, 8, 9, 10, 11 3/-185 D0503 
ol-Vex 
§ aE a Unsupported 15.00 mil Fingers Only Flock Straight Green /,.0,.9,.10,.11 3/-6/6 D0507 
ol-Knit 
12 Supported 47.00 mil Palmand Fingers _Interlock Knit _ Gauntlet Green £,.3, 9. 10 3o-122 D0483 ; 
14: Supported 47.00 mil Palmand Fingers Interlock Knit Gauntlet Green 7, 8, 9, 10 39-124 D0484 Sol-Knit® 
Nitrile Gloves No. D0483 
AlphaTec® 
12 Supported 13.00 mil Palmand Fingers __Acrylic/Knit___ Straight _Black/Green _7, 8, 9, 10, 11 58-530B J2647 AlphaTec® 
1a: Supported 13.00 mil _ Palm and Fingers Acrylic/Knit Straight _ Black/Green 7, 8, 9, 10, 11 58-535B J2648 No. J2283 
12" Unsupported 26.00 mil Fingers Only Nitrile Gauntlet Sea Green 7, 8, 9, 10, 11 58-330 J2282 
ily Unsupported 31.00 mil Fingers Only Nitrile Gauntlet __ Dark Green 7,8, 9,10, 11 08-330 J2283 
ll 
SHCWR. 
—5 = - - No. D0482 
Nitrile Chemical-Resistant Gloves a eeake 
Supported/ —_ Texture CHOOSE: Item Pkg. 
Description Thickness Length Unsupported Location Lining Cuff _ Color Size No. Qty. 
NSK-24" 15.00mil 14" Supported ee interlock Gauntlet Blue 8,9, 10,11 D042 1 No. DOSOS 
Nitri-Solve® 15.00 mil 13" Unsupported is Flock Gauntlet Green 8 ei DO505 = 
Palm and Interlock 
Showa 12.00mil 26’ Supported Fingers Knit Elastic Yellow 8,9,10,7 DO486 1 
g Cotton 
ull 
SHCWR. 


Neoprene Chemical-Resistant Gloves 


Durable Neo Grab™ gloves feature a 5-pc. flannel liner that helps keep you cool and comfortable in hot environments or 
warm in cold conditions. They're launderable and ideal for handling acids and caustics. Can be used in many heavy-duty 
applications such as pellet blasting and sandblasting. Rough finish is ideal for applications where a good wet grip is 
required. 





> CHOOSE: Supported / Texture Item Pkg. 
Description Length Unsupported Location Lining Cuff Color Size No. Qty. 
Neo Grab™ 14", 18", 12" Supported Palm and Fingers Flannel Gauntlet Black 10 H0560 1 
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(Sree 
Neoprene Gloves 


= FDA approved gloves meet FDA 
regulations for food contact 


Degradation-resistant material protects 
against organic solvents, oils, greases, 
and petrochemicals and resists abrasion, 
punctures, and tearing. These unsupported 
gloves provide excellent dexterity and 
tactile sensitivity, and the textured finishes 
boost grip. The moisture-absorbing flock 
lining adds comfort. Black color. 





Find more information about gloves and glove sizing on page 1669. 





Scan. Order. Done. [= 
Details on page A1. = 


Ansell 


Neoprene Gloves 


= FDA approved gloves meet FDA 
regulations for food contact 


Case-hardened for increased chemical 

and abrasion resistance, these gloves offer 
excellent resistance to a wide range of chemi- 
cals. Lightweight and flexible unsupported 
construction for very good dexterity and 
sensitivity. Powder-free to help avoid contami- 
nation and treated with Actifresh® to reduce 
bacterial buildup. Black color. 


Texture > CHOOSE: Item Texture > CHOOSE: Mfr. Item 
Length Thickness Location Lining Size No. Length Thickness — Location Lining Size Model No. 
12 29.00 mil Palm and Fingers Flock S, M, L, XL, 2XL J4887 13" 18.00 mil Smooth Flock 7, 8, 9, 10, 11 29-865 D0534 
Scorpio® Neoprene Gloves Ansell 


Top-quality supported gloves are made to 
protect against a wide range of oils, acids, 
caustics, alcohols and many solvents, with good 
mechanical hazard resistance. The gauntlet cuff 
protects wrist and forearm. 


Style Nos. 08-352 and 08-354—100% 
liquidproof gloves have a soft, stretchy knit liner 
that absorbs perspiration and helps prevent 
chafing. The textured finish provides an excel- 
lent wet grip. 


Style Nos. 09-924, 09-928, 09-430, and 
09-022—AQuilted lining and top-quality full 
coating gloves with a comfortable contoured 
shape offers improved dexterity and reduced 
hand fatigue. Style No. 09-022 gloves permit 









No. D0538 No. 5AC18 





No. 4T436 


intermittent handling in hot liquids up to 356°F 

and cold temps. down to -13°F. 

= Meet FDA regulations for food contact, 
except Nos. 4T435 and 5AC18 


Style No. 19-938—Premium-quality 4-dipped 
gloves are designed for maximum protection. 
The fabric lining improves puncture and snag 
resistance, and the rough finish gives firm grip 
on wet surfaces. 


Style Nos. 19-024 and 19-026—Double 
thermal liner allows intermittent contact with 
hot surfaces up to 400°F. A rough finish provides 
added protection and grip. The glove liner is 
removable for laundering. 

= Meet FDA regulations for food contact 








Style Texture > CHOOSE: ltem 
No. Length Thickness Location Lining Color Size No. 
08-352 12" Standard Weight Fingers Only Interlock Knit Green 7, 8, 9, 10 D0538 
08-354 14" Standard Weight Fingers Only Interlock Knit = Green 8, 9, 10 D0539 
09-924 14 Standard Weight Smooth Fleece/Jersey Black 10 2AF71 
09-928 18 Standard Weight Smooth Fleece/Jersey Black 10 4T435 
09-430 31 Standard Weight Smooth Fleece/Jersey Black 10 47436 
09-022 12 Standard Weight Smooth Interlock Knit Black 10 5AC18 
19-938 18 Heavy Weight Palm and Fingers Jersey Black 10 3RZJ5 
19-024 18 Heavy Weight Palm and Fingers Thermal Black 8, 10 D0535 
19-026 26 Heavy Weight Palm and Fingers Thermal Black 8, 10 D0536 
lb 
SHCwWR. 
Chemical-Resistant Gloves 
Sanitized cotton lining retards the growth of bacteria, 
mold, and mildew, reduces perspiration odor, and 
improves comfort. 
Latex Blend—Durable Chem Master® gloves are 
double dipped; first in natural rubber latex for superior 
flexibility and strength, then in compounded neoprene 
blend for added chemical resistance and physical resil- 
ience. The black over blue construction warns you of 
wear and the need for replacement. Nonslip tractor-tread 
grip allows runoff of fluids. Excellent resistance to acids, 
oils, salts, and detergents. 
Glove Supported / Texture > CHOOSE: Mfr. Item Pkg. 
Description Material Thickness Length Unsupported Location Lining Cuff Color Size Brand Model No. Qty. 
Latex Blend 
Chem Master® Natural Rubber Latex / Neoprene 26 mil 12 in Unsupported Fully Flock Gauntlet Black/Blue 7,8,9,10 Showa CHMM D0559 ll 
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we 
PVC Gloves Icontdor| 






= Functional temp. range: Multidipped—Multidipped Kevilar®-Lined—Fully 
-30° to 212°F fully coated gloves provide coated with Keviar® liner for 
Protect from limited exposure to superior abrasion resistance cut protection. Sandy finish 
acids, bases, caustics, and alcohols. and nonslip grip while main- _ provides excellent dry and wet 
Supported gloves offer enhanced taining flexibility. grip. 
strength, comfort, and durability. Reinforced Coating— ieee 
Single-Dipped—An economic alter- | Double-dipped coating 
native to double-dipped gloves. offers excellent abrasion 


resistance and protection. 
Sanded-on rough finish 
provides nonslip wet grip. 


Double Dipped—Soft, flexible gloves 
have seamless liners that won't 
irritate hands. Sandy finish provides 
extra gripping power. 


> CHOOSE: ltem 
Length Finish Lining Cuff Color Size No. 
Single-Dipped 
12" Rough Interlock Knit Gauntlet Black M, XL, L D0526 
Double-Dipped 
12 Sandy Acrylic/Cotton Gauntlet Red Brown L 22KA68 
12: Sandy Acrylic/Cotton Gauntlet Red Brown XL 22KA69 
Multidipped 
10%" Smooth Jersey Knit Wrist Black M, XL, L D0523 
10%" Rough Jersey Knit Wrist Black M, XL, L D0527 
12 Smooth Jersey Gauntlet Black M, XL, L D0524 
Te Rough Jersey Gauntlet Black M, XL, L D0528 
14" Smooth Jersey Gauntlet Black M, XL, L D0525 
14" Rough Jersey Gauntlet Black M, XL, L D0529 
Reinforced Coating 
13%" Sandy Cotton Gauntlet Black S,M,L, XL,2XL J4876 
12 Granular (Hand Portion) Jersey Gauntlet Red Brown L 22KA62 
14" Granular (Hand Portion) Jersey Gauntlet Red Brown i 22KA63 
138" Granular (Hand Portion) Jersey Gauntlet Red Brown L 22KA61 
Keviar® Lined No. J5798 
: Sandy Kevlar® Gauntlet Blue XL, 2XL, M, L J5798 


PVC and PVC Blend Gloves Ansell 


VersaTouch®—Soft PVC coated gloves are designed for a comfortable, natural fit. 
Dipped rough finish helps make it easier and safer to handle wet and slippery materials. 
No. J2763 gloves protect at temps. > -30°F. 


> CHOOSE: Mfr. Item 

Length Finish Lining Cuff Color Size Model No. 
VersaTouch® 

12 in Rough Cotton _ Straight Blue 7,8,9,10 23-200  J2764 

94 in Rough Cotton ae Blue 7,8,9,10 23-201 J2762 No. J2764 
VersaTouch®, Insulated 

94 in ee Acrylic Straight Blue 8.9.10 23-202 J2763 

Jlb 
SHCwWR. 


PVC Chemical-Resistant Gloves 


Help protect you against chemicals, remain flexible, and are 
designed for comfortable, continuous wear. Soft cotton liner No. HO556 





ou No. D0533 
helps absorbs perspiration. 
Glove Supported / Texture > CHOOSE: Item Pkg. 
Material Thickness Length Unsupported Location Lining Cuff Color Size No. Qty. 
PVC 15.00 mil 10" Supported Smooth Cotton  KnitWrist Green M, L, XL H0556~—s 1 
PVC 16.00 mil 2’ Supported Palm and Fingers Knit Gauntlet Blue S,M,L,XL,2XL D0533 = 1 
ll 


SHCwR. 
PVC Chemical- and Cut-Resistant Gloves 


Triple-dipped PVC coating and the seamless, cut-resistant Keviar® liner help protect you from cuts, oil, 
and a wide range of chemicals. ANSI Level 3 cut protection. Coating also increases abrasion resistance 
and ensures a secure grip. Gloves maintain cut performance even after multiple launderings. 


Glove Supported / Texture CHOOSE: Item Pkg. 
_ Material Thickness Length Unsupported Location Lining _—Cuff Color ‘Size No. Qty. 
PVC 22 mil 12 in Supported Fully Kevlar(R) Gauntlet Blue M,L,XL,2XL D6121 1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








No. 22KA68 


No. J4876 
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Scan. Order. Done. 
Details on page A1. 


Find more information about gloves and glove sizing on page 1669. 


Cut and Abrasion Resistance for Hand and Arm Protection 


ANSI/ISEA are the American National Standards Institute and International 
Safety Equipment Assocation. The ANSI Cut and Abrasion Resistance tables 
shown here are provided by ANSI and help identify the level of resistance 
provided by a material, enabling compliance with OSHA regulations 1910.138 
(a) and 1910.138 (b), mitigating risk of injury, and increasing worker 
productivity. 

Cut-resistant gloves protect hands from direct contact with sharp edges such 
as glass, metal, ceramics, and other materials. Cut resistance is a function 


Updated ANSI/ISEA Classification Levels for Cut Resistance 
ANSIASEA 105 (2016) 
Weight (grams) needed 
to cut through material* * when tested with new 
est method designation yal F2992/F2992M-15 
>200 
>500 
>1000 
21500 
32200 
23000 
ii 24000 
| 29000 
>6000 


| ola cutLevel | 
Rating 


New Cut 


ANSIISEA105(2005) 
Weight (grams) needed to cut through 
material* when tested in accordance 

with ASTM F1 el or F1790-05 { 


of a glove's material construction. High-performing fabrics add cut protec- 
tion without adding thickness. The ANSI/ISEA 105-2016 standard provides a 
consistent scale for manufacturers to rate their products in each of the desig- 
nated areas based on standardized test methods. 


Abrasion level indicates the wear resistance properties of a material. This 
test method provides a comparative ranking of material performance, which 
can be used as an indication of relative end-use performance. Glove coatings 
improve abrasion level over uncoated gloves. 


ANSI/ISEA Classification 
Levels for Abrasion Resistance 
Level (tested at 500g load) Abrasion cycles to fail 
0 <100 
>100 
2 2000 
>1000 
Level (tested 
at 1000g load) 
4 >3000 


5 >10000 
6 220000 
Note: Tested in accordance with ASTM D3389. 


SS) Ge NA 
* 25mm (1.0 in.) of blade travel - ASTM F1790-97 


| 20mm (0.8 in.) of blade travel — ASTM F1790-05 





No. D2037 


Keviar® Cut-Resistant 
Knit Gloves 


= For dry environments 


Seamless knit in flexible material 
that offers cut and heat resistance. 


PVC-Coated—Coating provides 
increased protection, grip, and extended 
wear. Reversible. 


Leather Palm—Knit liner features a 

treated select leather palm and thumb 
crotch for added protection, heat resis- 
tance, and gripping ability. Double-lock 


Uncoated—Use alone or as a liner 
for added protection. Ambidextrous. 


stitched for durability. 
ANSI/ISEA ANSI/ISEA Coating > CHOOSE: Item 
Cut Level Abrasion Level Gauge Finish Color Size No. 
Uncoated 
A2 1 7 None Yellow SL D2034 
A2 1 13 None Yellow 5, L D2031 
—A8 2 7 None Yellow Sek D2037 
PVC-Coated 
A2 3 7 Dotted _Black/Yellow Seb D2044 
A4 2 7 Dotted Blue/Yellow S, M, L, XL, 2XL J4928 
Leather Palm 
A3 6 7 None Gray, Yellow 5;-L, AL D2047 
A4 a 10 None Green S, M, L, XL, 2XL J4929 


= For dry environments 


crotch for extra protection. 





ANSI/ISEA ANSI/ISEA 
CutLevel Abrasion Level 
Neptune® 
A2 3 
A2 3 
A3 3 
Neptune® A3 3 
No. D2042 Vantage® 
A4 2 
A4 3 
Vantage® Vantage® with Leather Palm 
No. D2024 AS 9 
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Keviar® Cut-Resistant Knit Gloves 


Neptune®—Nos. D2039 has a reinforced thumb 


Find even MORE on Grainger.com® 
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id a’ 


UTA 
No. D2047 





No. J4409 





SAFETY 
No. 
D2024 


Knit Cut-Resistant Gloves mm 
with Leather Palm 


Knit cut-resistant gloves are breathable and have good dexterity. Leather 
on the palm-side of the hand and fingers increases durability and abrasion 
resistance over plain gloves. 





ANSI/AISEA Glove Liner Cut-Resistance Thumb Leather Item 
CutLevel Material Coverage Style Grade Size Brand No. 
Cowhide 
ag Rewar()/" Palm Side Wing Standard S,M,L,XL Mer Safety J4409 
A3 Kevlar(R) Palm Side Wing Premium $,M,L,XL Mer Safety J4377 
A3 Keviar® Palm Side Wing Premium 3XL Mcr Safety J4377 
A3 Kevlar(R) Full Wing Standard $,L, XL Condor D2047 
A4 Kevlar(R) Full Straight Standard $,M,L Condor H5895 
A4 peway, Palm Side Straight Standard att Condor _H5895 
Kevlar 4 1 i J 3 
A7 Se al Palm Side Wing Standard XL. 2XL Mcr Safety J4933 
Goatskin 
AS Rect Full Straight Premium ra Ansell 02024 
ETT Tee 


Vantage®—Lightweight gloves feature reinforced 
thumb crotch. No. J3011 has a reinforced thumb for 
added protection and longer service life. No. D2024 
leather palm is double-stitched with Kevlar fiber. 


Coating Coating > CHOOSE: Mfr. Item 
Material Finish Color Size Model No. 
Uncoated Smooth Yellow 6, 7, 8, 9, 10 70-200 H8919 
PVC Dotted Blue/Yellow XS, S, M, L, XL 70-330 D2042 
Uncoated Smooth Yellow S,M,L 70-215 D2036 
Uncoated Smooth Yellow XS, S, M, L, XL 70-225 D2039 
Uncoated Smooth Gray XS, S, M, L, XL, 2XL 70-761 D2021 
Uncoated Smooth Yellow 6, 7, 8, 9, 10 70-356 J3011 
Uncoated None Green 7, 8, 9, 10, 11 70-765 D2024 


1-800-GRAINGER (472-4643) 
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mica Cut-Resistant Gloves 
Cut-Resistant Gloves for Food Processing @& 


These cut-resistant knit gloves have 

a 13-gauge knit shell made of HPPE 
engineered fibers, plated with Lycra®- 
Spandex® and Thermax® for unmatched 
stretch, comfort, and thermal warmth. 
Provides a higher level of tactile dexter- 
ity than other cut-resistant gloves. Ideal 
for handling box cutters, knives, shears, 
and fabricated and sharp-edged metals. 
Ambidextrous and reversible. 


Environments 


Midweight gloves offer comfort in 
addition to puncture, cut, and abra- 

ah sion resistance for a variety of food 
~ No. p2081_ | Processing tasks. Polyester-stitched 
liner is high-performance polyeth- 
ylene (HPPE) and glass fiber. Strong 
Dyneema® palm has a sensitive 
touch for detailed work. 

















Coating Coating  ANSI/ISEA  ANSI/ISEA Lining CHOOSE: Item Note: Dyneema?® is a registered trademark 

Material Coverage Abrasion Level CutLevel Gauge Material Color Size No. of DSM IP Assets B.V. 

T-Flex® Plus 

Uncoated Uncoated 1 A4 13 HPPE LightGray S,M,L,XL D2081 ANSI/ISEA ANSI/ISEA > CHOOSE: Item 

T-Flex® Plus with PVC Dots Cut Level Abrasion Level Color Size No. 
PVC Full 2 A4 13 HPPE  Blue/Gray S,M,L,XL D2082 A4 3 Gray S, M, L, XL, 2XL J4935 


(GS nirorlex,,, 


Chainmail Cut-Resistant Gloves 


= Stainless steel 

= Ambidextrous 

These chainmail cut-resistant gloves have a nylon strap that can be tightened 
to form a more secure fit than gloves with a stainless-steel cuff. Cuffs are color- 
coded by size, so gloves can be sorted and tracked visually and workers can 
choose the correct size. 





No. G4016 











Item 
Chainmail Cuff Length Style Cuff Material Size Brand No. 
Wrist Nylon Condor G4015 
Wrist Stainless Steel XXS. XS. $M Niroflex Usa G4016 
3 in Extended Stainless Steel | XL. 2XL | Niroflex Usa G4017 
6 in Extended Stainless Steel s Niroflex Usa G4018 oe 
9 in Extended Stainless Steel Niroflex Usa J2274 
——— 
Cut-Resistant Gloves for 
Food Processing Environments 
= Sold individually PolarBear Supreme No. G9432 
Gloves are designed for comfort and employs a blend of fibers and 
dexterity while using knives, blades, advanced knitting method to provide 
and utensils in primarily dry food the extremely high cut protection of 


applications. Select gloves are specifi- Stainless steel with a seamless design 
cally designed to protect areas most for added comfort. 


exposed to cut injury on the offhand, —_polarBear Plus No. G9437 has a close, 


which does not hold the knife. comfortable fit good for most off-hand 
Spectra® and Dyneema® poly- applications and to clean and change 
ethylene fibers used to construct slicer blades. 


certain gloves are superstrong, light- 
weight, and extremely moisture/UV/ 
chemical-resistant. 


Note: Dyneema® is a registered trademark of 
DSM IP Assets B.V. 


PawGuard®—Medium-duty glove 
provides a close, comfortable fit and 
the cut protection of a heavyweight 
glove. Good for most knife-hand and 














some off-hand applications. ANSI/ISEA —_ANSI/ISEA Lining > CHOOSE: Mfr, Item 
SafeKnit®°—High-strength fibers offer Cut Level AbrasionLevel Material Color Size Model _No. 
superior comfort and flexibility and a VersaTouch®—knitted variable-stitch  "SafeKnit® (Ambidextrous 
Bat luc ok cuiroeici aa design adjusts to the shape of the A3 3 Dyneema® White 6,7,8,9,10 72-025 _H8918 
gn level of Cut resistance in neavy- ; PolarBear®, PolarBear® Supreme, and PolarBear® Plus (Ambidextrous) 
duty applications. hand to reduce fatigue and enhance A4 3 Dyneema® Gra 6,7,8,9,10 74-047 9435 
cut protection. Exclusive materials A4 3 Dyneema® White 6, 7, 9, 10 74-045  G9436 
PolarBear®, PolarBear® Supreme, manage moisture and hand tempera- A8 3 Dyneema® White 6,7,8,9,10 74-301 G9432 
® _— . : PawGuard® (Ambidextrous) 
and PolarBear® Plus—PolarBear ture in hot and cold environments AG r Dyneema® White  XS,S,M,L,XL 74-048 G9434 
Nos. G9435 and G9436 lightweight for high levels of comfort as well as AG 4 Dyneema® Gray XS.S.M.L.XL 74-048 69433 
knitted gloves provide comfortable : VersaTouch® (Off-Hand) 
9 P . . cut protection. Off hand (left) gloves A4 4 Dyneema® Gray/Green /7,8,9,10,10% 74-730 H3437 
protection for wearers working with are designed with zonal plating and SVE TINTS" 15 Knlfe-Hand 
sharp blades. Dyneema® Diamond Technology. A4 4 Dyneema® Gray/Green 7, 8,9,10,11 74-731 H3438 
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No. J4927 No. H4213 


Scan. Order. Done. 
Details on page A1. 


No. J4934 
Cut-Resistant Palm-Coated Gloves snsinsen AMSUSEA 
: F ee rasion ining oating 
= For dry and light oil applications LINING MATERIALS Cut Level Level Material Finish 
: : Natural Rubber Latex 
COATING MATERIALS dees nigh lever or rane ad Polyester Crinkled 
Coated gloves boost job performance Prorecton. 3 $e Crinkled 
; ; . . olyester, Stainless steel — Crinkled 
by enhancing grip, particularly on Polyester—Cost-effective, durable A5 4 Keviar® Crinkled 
slippery surfaces. material wicks moisture away from a“ 5 —— — 
erat evlar oug 
Natural Rubber Latex—A natural the skin. Well Suited for a wide A2 9 Kevlar® Foam 
area a range of demanding applications. A3 5 Polyester, Stainless steel Smooth 
material with elasticity that resists 
Sabet A3 5 HPPE, Spandex® Foam 
cuts, punctures, and slashes. Kelvar®—Aramid fiber offers A3 5 HPPE. Spandex® Foam 
aa cut and heat resistance good for A4 9 Keviar® Foam 
Nitrile—Protects against petroleum, aianiciioschoel abet oi alae M4 5 Kevlar®, Spandex® Foam 
acids, and solvents, and resists g A4 5 Foam 
snags, punctures, abrasion, and handling tasks. Folwrethane : “aR saacth 
) ) ’ moo 
cuts. HPPE—High performance polyeth- AQ 4 HPPE Smooth 
lene material offers cut, puncture, A2 4 HPPE Smooth 
arene oe cll si abrasion resistance H carpentr = 2 HEEE eiocth 
sensitivity and helps protect hands and joining tasks and when she dling ss ; ila Smooth 
from harmful residue and chemicals. met 
ceramics, glass, and plastics. A4 4 HPPE, Spandex® Smooth 


Cut-Resistant Palm- Ansell 


Coated Gloves 


= For dry and light 

oil environments 
Raised crinkle finish gives 
excellent grip in wet and 
dry conditions. 


PowerFlex® 80-100— 
Knitted liner provides a 
tensioned inner surface for 
optimal fit and flexibility. 


Poudre 
i rae 
i 


cut, abrasion, and punc- 
ture resistance. 


PowerFlex® 80-400— 
Thermal terry loop liner 
and naturally insulating 
coating offer excellent 
protection against the 
cold, down to -22°F for 
brief contact. Bright liner 
color boosts visibility for 
safety in low or poor light. 
The thumb is fully coated 
for added protection. 


PowerFlex® Plus 
80-600—1 00% Kevlar 
liner provides exceptional 





No. 

ANSI/ISEA —ANSI/ISEA Lining CHOOSE: Item J4380 
Cut Level Abrasion Level Material Color Size No. 
PowerFlex® 80-100 

A2 4 Cotton, Polyester Blue/Gray S,M,L,XL D1486 
PowerFlex® Plus 80-600 

A2 4 Kevlar® Blue/Yellow S,M,L,XL  D2002 
PowerFlex® 80-400 ANSI/ISEA 

A3 4 Acrylic Terry Blue/High-Visibility Yellow S, M,L, XL, 2XL D1528 | ANSIASEA Abrasion 

Cut Level Level 
® Polyurethane 
am A2 4 





Resistant Palm- SAFETY Foam Mtnle ; 


A6 4 


Coated Gloves 


' } Nitrile Coated—Stretch Keviar® shell with light 
foam nitrile palm and fingertips offers softness and 
flexibility. Actifresh® treatment helps prevent odor 
and bacteria. 


Polyurethane Coated—Dyneema® fiber dissi- 
pates body heat and moisture for longer wear time. 
Coating lends a sensitive touch for extra control. 








Coating > CHOOSE: Mfr. Item 
Finish Color Size Model No. 

Smooth Black Xs, a; WL XL 2X 92723PU J4380 
Smooth Black S, M, L, XL, 2XL 92733PU J4416 
Smooth Black S, M, L, XL, 2XL 92723NF J4381 
Smooth Black S, M, L, XL, 2XL 92720NF J4382 

Biopolymer Cut- ull 
HOWR. 


Resistant Gloves 





No. H6337 
> CHOOSE: 
Color Size 
Gray S, M, L, XL, 2XL 
Blue/Yellow S,M,L, XL, 2XL 
Black/Yellow 5S, M,L, XL, 2XL 
Black/Yellow S,M,L, XL, 2XL 
Black/Yellow XS, S, M, L, XL, 2XL 
Black/Yellow S,M,L, XL, 2XL 
Green/Yellow S,M,L, XL, 2XL 
Black/Gray S,M,L, XL, 2XL 
Gray/Orange 5S, M,L, XL, 2XL 
Gray/Yellow $,M,L, XL, 2XL 
Blue/Yellow S,M,L, XL, 2XL 
Gray S, M, L, XL, 2XL 
Blue S, M, L, XL, 2XL 
Gray S, M, L, XL, 2XL 
Gray/White S,M,L, XL, 2XL 
White S, M, L, XL, 2XL 
Black/Gray 5S, M,L, XL, 2XL 
Black S, M, L, XL, 2XL 
Black/Gray S,M,L, XL, 2XL 


, | ‘MGR 


Memphis® Cut Pro™ 
Cut-Resistant Palm- 


Coated Gloves 


Polyurethane Coated—PU coating adds 
abrasion resistance and grip for tough 
jobs. No. J4380 seamless shell is cool and 


comfortable. 






Item 
No. 


H6346 
D1996 
J4922 
J4925 


D1963 
J4926 
J4923 
J4920 
J4919 
H4213 
J4927 
J4921 


J4934 
D1984 
G6616 
H6345 
H6337 
H4212 
J4924 


Nitrile Coated—Foam dipped finish gloves 
provide excellent wet grip. Flat nitrile dip gives 
extra cut/puncture protection. No. J4381 HPPE/ 
synthetic shell supplies cut, tear, and abrasion 
resistance. No. J4382 has HPPE and steel liner 
offers superior cut and abrasion resistance. 


Abrasion-resistant gloves help protect you from sharp 
edges on ceramics, glass, metals, and provide a flex- 
ible and comfortable feel. Durable biopolymer coating 
and suitable for use in dry and light oil applications. 


Cut Level 


A4 


No. J4397 
Note: Dyneema® is a registered trademark of DSM IP Assets B.V. 

ANSI/AISEA ANSI/ISEA Coating > CHOOSE: Mfr. Item 
CutLevel AbrasionLevel Finish Color Size Model _No. __ ANSIASEA 
Nitrile Coating Abrasion ANSI/ISEA 

A 3 Smooth Black/Yellow XS, S,M,L,XL,2XL_ 9693 _J4397 Coverage _ Level 
Polyurethane Palm 4 

A3 Smooth White XS, 5, M, L, XL 96// _ E4241 
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Lining > CHOOSE: 
Gauge Material Color Size 
13 HPPE, Fiberglass, Black/ $%,M,L, 
Nylon, Spandex® Gray — XL, 2XL 


Item 
No. 


H7936 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE* SAFETY 
Find the wy. Find Solutions. Find Great Prices. Gloves 






Find Glove sizing information on page 1669; Cut and Abrasion Resistance information on page 1678. 





ActivArmr® Cut-Resistant Gloves Ansell 
= For dry and light oil environments E. General Industry—Siretch armor yarn 


Lightweight, proprietary knits and snug-fitting designs combines Kevlar and Intercept Technology® 
deliver breathable, second-skin dexterity for all-day protec- to protect against snips, screws, and sheet 
tion. Durable, comfortable gloves are good for general metal to deliver excellent protection in general 
industrial and construction use. Select designs have construction, installation, HVAC, and industrial 
specific liner, coating, and design features for specialized tasks. Foam nitrile coating provides enhanced 
trades. grip. 


A. Cold Weather High-Visibility—2-ply design provides =F. Heavy Laborer—Ergonomic, breathable 


superior protection from the elements. Soft acrylic terry glove provides superior comfort and protec- 
layer keeps hands warm in cold conditions. Bright orange _tion from punctures, cuts, and abrasions 
liner offers extra visibility, and contrasting black 3% double- during extended periods handling concrete, 
dipped, sandy-finish coating provides excellent grip. wood, or metal debris. Intercept Technology® 

: ee ee a employs stainless steel and Kevlar fibers 
rand catnghasa efeahc heotodandetiveg, oe agaist sis, Sree, and shee 
, metal. Reinforced gel-padded palm absorbs 


light. Features Ansell Grip Technology™ to help wearers 





meee impact and vibration. 
retain their grip on wet or oily objects, reducing fatigue, P 
muscle strain, and risk of repetitive strain injury. G. Multipurpose Heavy-Duty—Versatile 
: : glove is engineered to deliver ultimate cut, 
Seren tanr attend Rersk chcoon setts ged, and abrasion estan forth 
deliver esl dexterity and precision while working with GST eM aI 2 JOBS 1 Cons MUCH ON Ceol 
rough materials and ae tools Adjustable pull-tab re DONG SCE EMC Ta aM Masons NE TEeD 
he in. qamentate P ia E Technology® employs stainless steel and 
pale Kevlar fibers to protect against snips, screws, 
D. HVAC—Offers superior cut protection, enhanced wet/ and sheet metal. Rugged construction 
dry grip, and advanced dexterity while working with ducts —_ features reinforced ridges for added palm and 
and other sharp/jagged materials. Hook-and-loop neoprene knuckle protection. Adjustable wrist closure 
E closure with pull tab for tight fit. with pull tab and ID nameplate. 
winise ANSI/ISEA Lining Palm Coating CHOOSE: Mfr. Item 
Key Description Cut Level Abrasion Level Material Material Finish Color Size Model No. 
¥% Dipped Coverage 
A Hah MVeability A2 4 Acrylic, Latex, Polyester Acrylic Polyester/Nitrile Sandy High Visibility Orange 8,9, 10,11 97-011 H6525 
Palm and Fingers Coating Coverage 
Medium-Duty HI-VIZ™ A2 4 Polyester, Spandex®, Technor® Water-Based Polyurethane/Nitrile Foam High-Visibility Orange 7, 8,9, 10, 11 97-013 H6527 
C Multipurpose Medium-Duty  A2 4 Keviar®, Nylon, Spandex® Kevilar®, Nylon, Spandex® Foam _Black/Gray/Orange S,M,L,XL 97-008 G9429 
Keviar®, Nylon, Spandex®, sa ? 
D HVAC A3 3 Stainless Steel Nitrile Foam Black/Blue 9,10,11 97-002 G4899 
E General Industry A4 5 sr oe Foam Nitrile Foam Black/Blue S,M,L,XL 97-505 D1977 
F Heavy Laborer A4 4 Kevlar®, Spandex® Foam Nitrile Foam Black/Blue 9,10,11 97-003 G6019 
G Multipurpose Heavy-Duty A4 4 Keviar®, Lycra®, Nylon, Stainless Steel Keviar®, Lycra®, Nylon, Stainless Steel Foam — Black/Gray/Orange S 97-009 G9428 
G Multipurpose Heavy-Duty A4 4 Keviar®, Lycra®, Nylon, Stainless Steel Lycra®, Keviar®, Nylon, Stainless Steel Foam — Black/Gray/Orange M,L,XL 97-009 G9428 





SAFETY 


in ' ® 
KS-4 Cut-Resistant HPT mu 


Palm-Coated Gloves 


Lightweight protective gloves have a textured HPT® 
(Hydropellent Technology®) coating that repels liquids 
to provide a firm wet or dry grip and Keviar®/stainless 
Steel liner for high dexterity and puncture protection. 
The high cut protection and solid grip are particu- 
larly useful for tasks such as sheet metal pressing, 
framing, and small part assembly. 





KS-5 Cut- MCR 
Resistant Latex uce 


Palm-Coated Gloves 


Blend of Keviar® and stainless steel in the 
lightweight, high-dexterity shell provides 
superior cut protection. Textured latex 
palm and finger coating enhances grip and 
puncture protection. 





ANSI/ISEA ANSI/ISEA > CHOOSE: Mfr. - Item ANSI/ISEA ANSI/ISEA > CHOOSE: Mfr. Item 
Cut Level Abrasion Level Color Size Model No. Cut Level Abrasion Level Color Size Model 0. 
A4 Black/Green S, M, L, XL, 2XL 9389PV J4378 A4 3 Black/Green S, M, L, XL, 2XL 9389 D2003 
Jl 
SHCwR. 


ull 
SHOWA, 


Cut-Resistant Rubber 
Palm-Coated Gloves 


Seamless Kevlar® lining and rough 
natural rubber palm and finger coating 
provide both exceptional cut and abra- 
sion resistance, and an outstanding wet 
and dry grip. Knuckles are uncoated to 


Polyurethane Cut-Resistant 
Palm-Coated Gloves 


Comfortable, launderable gloves provide both the 
protection and the sensitivity that you need to perform 
delicate tasks where there is a high risk of cut injuries. 
The polyurethane palm and finger coating help ensure 
a reliable grip on greasy and oily work pieces, while 
the HPPE lining provides a comfortable fit. An elastic 





knit-wrist helps keep out debris. enhance breathability, flexibility, and 
ANSI/ISEA dexterity. Launderable. 
Coating Abrasion ANSI/ISEA Lining > CHOOSE: Item 
Coverage Level Cut Level Gauge Material Color Size No. Coating ANSI/ISEA ANSI/ISEA > CHOOSE: Item 
HPPE Lining Coverage _ Abrasion Level CutLevel Gauge Color Size No. 
Palm 6 A2 ik HPPE Gray S,M,L, XL, 2XL D1982 Palm 4 A3 10 Blue/Yellow S,M,L,XL, 2XL D1998 
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No. H6477 No. D1967 


No. G6021 No. H6520 


_—— 


No. G9454 No. D1991 


HiyFlex 


WwW WoT ee 


No. D1975 


HyFlex® Cut-Resistant Palm-Coated Gloves 


= For dry and light oil environments 

Gloves are designed to balance comfort, protec- 
tion, and dexterity when handling small parts and in 
general assembly applications. 


Note: Dyneema® is a registered trademark of DSM IP Assets B.V. 


Keviar® Lining—Foam nitrile coating offers a sure 
grip. Style 11-500 delivers excellent cut protection 
and high tactile sensitivity for a broad range of appli- 
cations. Style 11-510 features proprietary Intercept™ 
cut resistance technology, which employs nylon and 
Kevlar zonal plait on palm and back for flexibility, 
comfort, and durability with reinforced abrasion 
resistance. 


Dyneema® Lining—Polyurethane coating offers 
tear and abrasion resistance, longer wear, and sure 
grip in dry and slightly oily environments. 


Style 11-518 is a lightweight 18-ga. glove that offers 
a breathable, barehanded feel. Dyneema Diamond 





Technology provides unprecedented comfort, 
dexterity, and protection for precision handling and 
assembly of sharp, ultrafine parts. 


Style 11-624 features ergonomic design with 
engineered yarn to provide comfort, softness, and 
coolness. Style 11-627 Dyneema® and Lycra® liner 
is cool and comfortable to help reduce hand fatigue. 


Style 11-435 antistatic seamless plaited glove 
combines glass fiber and nylon yarn with Dyneema® 
fiber for cut protection. Eco-friendly coating provides 
enhanced dexterity and comfort. 


HPPE Lining—Style 11-644 Ansell Cut Protection 
Technology™ combines a proprietary blend of 
high-performance polyethylene yarn (HPPE) with a 
polyurethane coating for enhanced cut protection, 
wear life, and comfort with a high level of dexterity. 


Style 11-927 offers enhanced protection and a 
consistent grip on objects coated with lubricants 














Scan. Order. Done. 
Details on page A1. 





No. H6517 No. D1976 


Ansell 


in a wide range of viscosities. Oil-repellent Ansell 
Grip Technology™ with %4-dip geometry grips in 
medium-duty oily applications almost as if condi- 
tions were fluid-free. 


Keviar/Stainless Steel Lining—Intercept 
Technology® yarn blend offers superior cut resis- 
tance, light weight, and outstanding dexterity. 
Resists heat and molten splashes. Foam nitrile 
coating helps grip when handling sharp parts and 
knives. Excellent for dry and light oil environments 
while handling glass, sheet metal, wood, concrete 
blocks, and other jobs in construction, metal fabri- 
cation, and assembly. 


Style 11-501 stretch liner fits bare-hand close, to 
reduce the risk of snags and provide outstanding 
dexterity. Style 11-511 enhanced cuff overedging 
increases wrist elasticity. Style 11-515 high- 
visibility materials ensure fingers can be seen while 
installing glass and doing other tasks. 





























































































































































































































































































































































































































































































































































































































































































































Style ANSI/ISEA ANSI/ISEA Coating Coating Coating > CHOOSE: Mfr. Item 
No. CutLevel Abrasion Level Material Coverage Finish Color Size Model No. 
Keviar® Lining ae ae Zz 
11-500 A2 ) Nitrile Palm and Fingers Smooth Black, Yellow §, 9, 10 11-500V H6477 
11-510 si 4 Nitrile Palm and Fingers Sandy Black, Yellow XS, 5, M, L, XL, 2XL 11-510 D1967 
Dyneema® Lining _ 
11-518 A2 3 Polyurethane — Palm | Foam Blue/Blue 8.7, 69,100,101 11-518 G9454 
11-624 A2 9 Polyurethane Palm and Fingers Smooth Black, Gray 6789, WE T1412 11-624 D1991 
11-627 A2 ) Polyurethane Palm and Fingers Smooth __ Gray 6, 7, 8:9, 10, 11 11-627 D1989 
11-435 - A3 5 Polyurethane Palm and Fingers — Smooth Black, Gray 6./,0,9,10, 11 11-435 G9455 
HPPE Lining 
11-644 A2 a Polyurethane Palm Foam Gray/White 5,6,7,8,9,10,11,12 11-644 G6021 
11-927 A2 4 Nitrile Palm Foam Black/Gray 6,-7,8,9, 10/11 11-927 — -H6520 
Keviar®/Stainless Steel Blend Lining __ Soo ins _ Roe 
11-501 Ad 3 Foam Nitrile Palm Foam Blue/Gray XS, 5, M, L, XL, 2XL 11-501 D1975 
1515 Ad 4 Foam Nitrile Palm Foam High-Visibility Orange/Yellow 6; 7,8, 9,10, 11 11-515 H6517 
11-511 AS 4 Foam Nitrile Palm Foam Green/Yellow XS, S, M, L, XL, 2XL 1-511 D1976 
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SAFETY 
Gloves 





Ansell 


Cut-Resistant Nitrile 
Coated Gloves 


= For oily environments 
= Safety cuff 







No. D2006 


Metalist©—Designed for heavier duty tasks. 2-pc. liner 
is cotton with Keviar® reinforcement in high-stress areas. 
Flexible foam nitrile coating provides cut and abrasion 
resistance. 


NitraSafe® and NitraSafe® Foam—Ergonomically 
designed gloves combine Keviar®-reinforced cotton 
jersey knit lining with advanced nitrile coating technol- 
ogy for enhanced protection and grip. NitraSafe® Foam 
gloves have a porous foam nitrile palm coating that 


channels oil and grease from the surface for good grip. No. D2017 
ANSI/ISEA ANSI/ISEA Coating > CHOOSE: Mfr. Item 
CutLevel AbrasionLevel Coverage Color Size Model No. 
Metalist® 
A2 3 ¥%, Dip Maroon S,M,L,XL 28-507 ~—«i2006 
NitraSafe® 
Full Black M, L, XL 28-359  D2017 
NitraSafe® Foam 
A2 3 ¥.Dip Gold, Orange ‘ML, XL 28-350  D2014 
A2 4 Full Burnt Orange 8, 9, 10 28-360 _H0980 
Cut-Resistant Natural Ansell 
Rubber Coated Gloves 
= For dry and light oil environments )\ 
Crinkle-finish natural rubber coating provides 
excellent protection and durability. Soft cotton arais 
jersey knit lining for comfort and flexibility. PORTS, 
ANSI/ISEA “OLDEN 
ANSI/ISEA Abrasion cea 


Description Cut Level Level 


Golden 
Grab-It® II A2 4 


Mfr. ltem 
Cuff Color Size Model No. ww “mm 


Safety Yellow XL 16-347 41415 


#l4exArmo 


(MOL 


Cut-Resistant Leather 
Driver's Gloves 


SteelLeather® premium full-grain goatskin leather 
gloves provide premium dexterity and durability. 
SuperFabric® material and knuckle patch is resistant 
against cuts, abrasions, punctures, and won't snag, 


fray, or tear. Gloves are clute cut with straight thumb SS 
and shirred cuff. Double-stitched with nylon thread. 
ANSI/ISEA ANSI/ISEA > CHOOSE: Mfr. Item 
Cut Level Puncture Level Color Size Model No. 
A6 3 Gray, White XS 5033-XS (6) 02071 
A6 3 White, Gray _S, M, L, XL, 2XL 5033 D2071 


No. Ih} 
J3478 ih) 


\ No. 
Kucr WL D6162 
SAFETY iy) a 


Cowhide Leather Cut-Resistant Gloves 


Leather cut-resistant gloves provide higher abrasion resistance and protection 
from incidental heat and sparks than coated knit gloves. 





a 


Cut- 

ANSIASEA Thumb Leather Resistance Item 
CutLevel Style CuffStyle Grade Coverage Size Brand No. 
Alycore(R) 

A9 Keystone Slip-On Standard Palm Side M,L,XL,2XL Mcr Safety K2610 
g ces Wing Safety Standard Palm Side M,L,XL,2XL Mcr Safety K2611 

eviar' 

A3 Wing Safety = Premium Full 5, M,L, XL, 2XL Mer Safety J3478 

A3 Wing Safety Premium Palm Side M,L, XL Mcr Safety D1587 

A3 Wing Safety _ Standard Full 5, LAL Condor  D6162 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Find Glove sizing information on page 1669; Cut and Abrasion Resistance information on page 1678. 





#lHexArm 





MOL 


Cut-Resistant 
Latex Palm- 
Coated Gloves 


Highly durable, cut-resistant SuperFabric® material won't snag, fray, or tear. 


; 


es 


J 
No. D2076 





No. D2063 


9000 Series'’—Gloves are designed to protect against lacerations and indus- 
trial punctures while offering exceptional dexterity and feel. The comfortable 
cotton-blend shell is supplemented with SuperFabric on the palm for enhanced 
protection. Textured rubber palm dip maintains the highest grip and increased 
abrasion resistance in varying conditions. 

= For dry environments 


SharpsMaster Il©—Multiple-layer SuperFabric construction offers the highest 
levels of needle, puncture, and cut protection. The gloves provide superior 
dexterity and comfort. Their textured rubber palm coating has Actifresh® antimi- 
crobial treatment. 

= For dry and light oil environments 


ANSI/ISEA ANSI/ISEA 


ANSI/ASEA Abrasion Puncture Coating CHOOSE: Mfr. Item 
Cut Level Level Level Cuff Coverage Color Size Model No. 
9000 Series™ 
nS Not Tested 4 Safety —_—Palm Black/Red S 9011 D2063 
Not Tested a Knit Palm Black/Red M,L, XL,2XL 9011 D2063 
taste ® 
; Palm Orange/ 
Not Tested 5 Knit White S,M,L,XL 9014 D2076 
Not Tested 5 Knit Palm = “range! XS x3(6) D2076 
eal 
Wave BIW 
No. J7530 
No. H5449 


BOB DALE GLOVES SAreTY 


Goatskin Leather Cut-Resistant Gloves 


These gloves provide 360° hand protection when encountering medium to 
heavy cut hazards, such as those found when handling light glass and recycling 
materials, working with raw materials, stamping and fabricating metal, and 
installing HVAC ductwork. Goatskin is a soft, supple leather that has excel- 

lent dexterity and resist abrasion, tears, and water better than other leathers. 
Drivers-style gloves are formfitting to provide more comfort and dexterity than 
leather work gloves. 


ANSI/ISEA Thumb Item 
Cut Level Style Cuff Style Leather Grade Size Brand No. 
Aramid 

A5 Keystone Shirred Slip-On Premium a ae Bdg K2608 

A5 Keystone Shirred Slip-On Premium ol a Bdg K2609 
Dyneema(R) Diamond 

A4 Keystone Slip-On Premium L,M,XL,2XL Mer Safety J7530 
Keviar(R) 

S.M,L, XL 

A3 Straight Slip-On Premium 5X1 38XL Mcr Safety 5449 

A4 Keystone Shirred Slip-On — Premium ee Bdg K2606 

A4 Keystone Gauntlet Premium eee Bdg K2607 








SAFETY Scan. Order. Done. 
Details on page A1. 







Find Glove sizing information on page 1669; Cut and Abrasion Resistance information on page 1678. 
Mechanics-Style Needlestick-Resistant Gloves #4exArmor 


Mechanics-style needlestick-resistant gloves have knuckle padding and palm coatings and are formfitting 
to provide comfortable protection against needlesticks, abrasion, lacerations, and extreme cut hazards. They 
have a good fit for dexterity and are worn by workers who come into contact with hypodermic needles and 









No. J3179 are at risk of needlesticks. — asijisEA —_ANSI/ISEA_Needlestick Item 
Needlestick Level CutLevel Coverage Cuff Style Color Size No. 

a AQ Full Shirred Slip-On Black S,M,L,XL,2XL J3179 

No. G2435 5 A9 Palm Side | Hook-and-Loop Black XXS,$,M,L, XL, 2XL G2435 


Cut-Resistant High-Visibility Mechanics Gloves (@ironcran/ 


= Gauntlet cuff Vibram® 0.B.M. Cut 5—Meet CE EN388 cut level 5 and are designed for impact protec- 
tion plus maximum grip in saturated conditions, including oil-based mud (0.B.M.). PTFE 
protection on shell fabrics. 


No. J490 
 aatalaiaay Industrial Impact 


Rigger Cut 5—EN388 
cut level 5 palm liner, and KONG® Deck Crew Cut 5—Full-finger gloves CT5™ cut-resistant material meets CE 

a cut-resistant reinforced EN388 level 5. Abrasion-resistant, 4-layer PTFE treated palm for oil and water resistance. 
rope channel for grip, Spandex back, with TPR finger, knuckle, and back-of-hand protection. 


No. J4899 —qurability, and protection. 


Palm > CHOOSE: Mfr. Item 
Impact protection covers faa Material Color Size Model No. 
: ndustrial Impact Rigger 
a. sang fingers, thumb, knuckles, “"Hiraciad® Orange/Black SM, L, XL, 2XL, 3XL_ INDI-FRC5 _J4905 
; and metacarpal bones. VIBRAM® 0.B.M. (Oil Based Mudd) 
Vibram™ Vulcanized Rubber Orange, Black, Hi-Vis Yellow S, M,L, XL, 2XL,3XL VIB-OBMC5 J4899 
KONG® Deck Crew 
Armortex® Green/Red S_M, L, XL, 2XL KDC5 J4123 


w SuperFabric.. 


a Cut-Resistant Leather Palm Mechanics Gloves #*HexArmor 








Breathable, water-resistant, high- Chrome Series® Mechanic's+ Chrome Series® 4026—Back-of-hand impact 
durability SuperFabric® material 4018—Features an abrasion-resis- protection system is designed to dissipate forceful 
provides high levels of cut and punc- _ tant knuckle patch and reliable-grip blows over a large area. Synthetic leather palm has 

No. G6916 ture protection. synthetic leather palm. abrasion-resistant PVC dots for a reliable grip. High- 
Rig Lizard® 2021—High-flex Impact" For dry and light oil environments _ visibility color and reflective tape on back of hand. 
Exoskeleton™ design helps protect = For dry and light oil environments 


against forceful blows to back of hand. ANSIASEA  ANSI/ISEA > CHOOSE: > CHOOSE: a , item 

Cut Level Puncture Level Color Size ode 0. 

No. G2434 Guard between thumb and index Rig Lizard® 

finger secures common pinch and A3 4 Black, Hi-Vis Yellow, Red, Hi-Vis__XS, S, M, L, XL, 2XL, 3XL__ 2021 G6916 
catch points. Curved shape and high- =_ Chrome Series® Mechanic's+ 


No. D2068 = For oil environments A8 9 Black, Hi-Vis Yellow, Black, Hi-Vis Green XS, S, M, L. XL, 2XL, 3XL 4026 G2434 


' Cut-Resistant Gloves LP 
vienes Have touchscreen capable palm and fingers and ather- —_and fingers, with added Impact Guard™ EVA foam on the 
moplastic rubber (TPR) closure with hook and loop fora _ first knuckle. Thumb and index finger grip is enhanced 
secure fit. An internal layer of Armortex® helps protect by rubberized tacky material. The D30® palm padding 
fingers and palm from abrasions and cuts. Machine helps reduce hand fatigue while the TrekDry® material 

washable. helps keep hands cool and comfortable. 

M-Pact® E5—Features molded thermoplastic rubber The Original® E5—Hands can stay cool and comfort- 

(TPR) impact and pinch-point protection for knuckles able with TrekDry® material. 

ANSI/ISEA —_—_—ANSI/ISEA Lining > CHOOSE: Item 


Description Abrasion Level Cut Level Material Cuff Color Size No. 
M-Pact® E5 = Polyester, Spandex®, H7894 
A5 





No. H7893 4 Hook-and-Loop High Visibility Yellow $,M,L, XL, 2XL 


The Original® E5 Technor® H7893 


Cut-Resistant Gloves ston 
Feature Hagane Coil® S-TEX® 300—The form-fitting design allows S-TEX® 541—Polyurethane coating for dexterity, flex- 
design that combines maximum dexterity while the natural rubber palm __ ibility, abrasion resistance, and protects hands from 
Hagane stainless steel coating has a rough textured finish for a secure grease and oil. Seamless liner helps prevent irritation 











| with polyester to provide grip under dry or wet conditions. Open-back for enhanced comfort. Ergonomic design reduces hand 
No. J0990 No. G2616 4 high level of cut design offers breathability for greater comfort. fatigue and the open back design helps promote breath- 
resistance. S-TEX® 350—Nitrile coating on palms resists ability for greater comfort. 
S-TEX® abrasions, snags and punctures, and protects S$-TEX® 303—Feature a shell with the added combina- 
376—Ergonomic design against petroleum, acids, and solvents. Rough tion of Keviar® to the stainless steel core for excellent 
with a % nitrile-coated _ finish helps provide a firm grip under dry and hand protection from cuts and lacerations. Rubber palm 
base that helps protect greasy conditions. Comfortable open-back, ergo- — coating for greater wet/dry grip and enhanced durability. 
No. G2618 No. G2403 fom abrasion, grease, nomic design. Open-back design offers extra comfort and flexibility. 
and oil. An additional 
coating of nitrile foam _ ANSI/ISEA ANSI/ISEA Coating and Palm > CHOOSE: Item 
D t Cut Level Ab Level Material Col S No. 
fingertips to provide a = — eevee M 4 “Nitrile Green Vellow SME" XL G2618 
secure lasting grip in oily —s-tExe541 A4 6 Polyurethane Black/Gray S,M,L,XL, 2XL G2403 
No. G2617 and wet conditions. S-TEX® 303 A8 4 Natural Rubber Latex Black/Yellow 5, ML, XL G2617 
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No. H6528 


No. JO290 


Ansell 


ActivArmr® Cut-Resistant Gloves 
for Oilfield Environments 


Specialist styles are engineered to help keep hands dry and protected in messy 
environments, with breathable nitrile foam %% dip for enhanced grip and comfort. 
Intercept Technology®, with stainless steel and Kevlar® fibers, helps protect 
against cuts from sharp edges. The better grip on wet or oily objects offered 

by Ansell Grip Technology™ helps reduce fatigue, muscle strain, and risk of 
repetitive strain injury. High-visibility color helps boost safety in dirty or dark 
conditions. 


Oilfield Services—Oil-repellent, water-resistant glove provides excellent grip 
and protection. It helps protect hands from oil and grease and from contact with 
heated pipes and vessels. Hi-vis design includes a retroreflective logo for low- 
light signaling. 

= For dry and light oil environments 


Oil and Impact—This style is made to help wearers stay comfortable and 
productive all day in rigorous upstream exploration and production environ- 
ments. It features a TPR impact bumper on the back plus engineered synthetic/ 
natural fiber yarns for high cut protection and dexterity, and proprietary wet-grip 
technology. 

= For extreme oil environments and impact protection 


ANSI/ISEA ANSI/ISEA > CHOOSE: Mfr. Item 
Cut Level Abrasion Level Color Size Model No. 
Oilfield Services 
A2 4 Orange 8,9, 10, 11, 12 97-100 H6528 
Oil and Impact 
A2 4 Hi-Vis Orange 8, 9, 10, 11, 12 97-120 J0290 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





= << 
#1 IN DURABILITY 


Cut-Resistant Gloves with Arc 


Flash and FR Protection 


= Meet ASTM F2302 
= 100% Waterproof/Winterized 


Made of 18-0z. goat grain leather with 4" cuff for wrist protection. Ergonomic 
design for a comfortable fit with excellent dexterity and durability. Gloves are 
lined with Kevlar® for additional cut-resistant protection and exceed ASTM 
D6413 for flame resistance. 








ATPV ANSI/ISEA > CHOOSE: Mfr. Item 

Ratin Cut Level Color Size Model No. 
50.0 cal./cm2 A2 Tan S,M, L, XL, 2XL 11-3285 G6926 
Ansell S71 a 


PowerFlex® Cut-Resistant Gloves 


with Arc Flash and FR Protection 


= Meet ANSI and ASTM F2675-13 
= For dry and light oil environments 


Designed to offer protection along with an ergonomic fit and pliable comfort. The 
glass fiber, modacrylic, and Keviar® materials retain their flame resistance after 
washing. Stainless steel filament core. The foam neoprene palm coating offers 
flexibility and a secure grip in varied tasks. 


ATPV ANSI/ISEA ANSI/ISEA > CHOOSE: Mfr. Item 





Rating Cut Level Abrasion Level Size Model No. 
5.7 cal/cm2 A4 3 6, 7, 8, 9, 10, 11 80-813  D6133 





SAFETY Scan. Order. Done. = : 
Gloves Details on page A1. 





Find Glove sizing information on page 1669; Cut and Abrasion Resistance information on page 1678. 





lapertare. 
HE usa 


Honeywell No. 3CZN2 
Cut-Resistant Sleeves 


= 1 size fits most 


5 


PROUDLY MADE tn 1 






No. D2059 = Sold individually 

Ambidextrous sleeves are made of soft, light- 
weight, high-performance HPPE/stainless fiber 
blend with improved stretch for longer wear as 
they offer protection against abrasion, slashes, 
cuts, and heat. Styles with thumbhole help 

#l4exArmor No. D2062 keep the sleeve in place and provide additional 

mete wrist protection. 
= 7 i ANSI/ISEA > CHOOSE: It 

Cut-Resistant Protective ANSIISEA CHOOSE: tem 
Without Thumbhole 

Arm Guard and Sleeve 4 14" Universal White —_— 3CZN2 

- indivi 4 18° Universal White — 3CZN5 

Sold individually | | SaaS 
Durable SuperFabric® guard plate provides high levels of puncture and cut 4 14" Universal White —_— 3CZN3 
protection. Material is lightweight, cooler than knit or leather, and won't snag, 4 18’ __Universal__White__ 3CZN6 


fray, or tear. Adjustable hook-and-loop closure provides a snug fit that stays in 
place and won't fall down like knit sleeves. Gray color. 








ANSI/ISEA > CHOOSE: Item 
Cut Level L Size Color No. 
Arm Guard with Spandex Wrist Insert and Thumbhole 
AT 9" HIKE axl Gray/Green p2059 
Arm Sleeve with Neoprene Thumbhole and Alligator Sleeve Clip 
A7 19" S, M, L, XL, 2XL, XS Black/Green D2062 Se aaa 
oO. 
* ome \itt 
Cut-Resistant . No. 1FEX9 
Sleeves Cut-Resistant Sleeves 


Ansell 


= 1 size fits most 

= Sold individually 

Protective sleeve's flexible design with 
snug fit conforms to the arm for less 
obstruction while working. Made to help 
protect against cuts, slashes, abrasion, 
and heat in fabrication, recycling, canning, 
assembly, and steel manufacturing, and 
when handling glass, steel, or sheet 


= 1 size fits most 
= Sold individually 
Comfortable, lightweight and durable sleeves combine Kevlar® Armor and stan- 
dard Kevlar fibers for outstanding protection against slashes, cuts, abrasion, and 
heat. The thumbhole on select styles helps keep the sleeve in place, extending 
protection over the wrist. 

ANSI/ISEA Item 


Cut Level L Color No. 
Assembler 100 with Thumbhole 
A2 





metal. Knitted arm guard provides comfort 22' Yellow 1TDV8 
and stretch at the bottom of the sleeve. Ariaaritnit® sctheat thawbhali 26 La TIDV9 
Select styles’ thumbhole offers extra wrist Non SsCeny 42" Blue/Yellow 1FEX9 

Ad 18" Biue/Yellow 1FEY1 


protection while helping keep the sleeve 


in place. 
ANSI/ISEA Item 
Cut Level L Color No. 
Keviar®/Cotton Blend without Thumbhole 
14 in Yellow 3CZK6 
A2 18 in _ Yellow 3CZK8 
Keviar®/Cotton Blend with Thumbhole 
A2 14 in Yellow 3CZK7 
18 in Yellow 3CZK9 





Keviar®/Cotton Blend with Thumbhole and 
Full-Length Leather Reinforcement 





No. 3NZA1 





14 in Yellow 3NZA1 _ 
A3 18 in Yellow 3NZA2 
Keviar® without Thumbhole SAFETY APPAREL? 
— 10 in Yellow 4BC20 _ = = 2 
A310in Black 3TKX3_ Cut-Resistant Twill Armour Wristlets 
A3 14 in Yellow _3AM12__ 
A3 14 in Black SNYZ7 = Sold by the pair 
‘ He in Yolo aa Lightweight single-layer Keviar® armour resists cuts, punctures, and abra- 
A3 24 in Yellow  5AH26 sion for protection from wrist to elbow. The adjustable hook-and-loop closure 
A3 24 in Black 3NYZ9 provides a secure, comfortable fit. 
Keviar® with Thumbhole 
= 10 in Yellow dAJ47 ANSI/ISEA > CHOOSE: ltem 
A3 14 in Yellow 2AF37 Cut Level L Size Color No. 
A3 18 in Yellow 2AG29 Keviar® Armor 
A3 24 in Yellow 3BC99 No. 3TKX3 4 ia M, L, XL Yellow D2052 
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Find Glove sizing information on page 1669; Cut and Abrasion Resistance information on page 1678. 









Cold-Condition 
Gloves 


= Hi-vis orange color 


Fully coated, durable PVC provides abrasion resistance and tactility while the 
foam/jersey liner provides flexibility and dexterity. Smooth finish. 


No. 4NMUS3 














































































































Item 
| Cuff Size No. 
Knit Wrist E- 4NMU2 
Safety L 4NMU3 
- _Gauntlet L 4NMU4 








MAPA, 


PROFESSIONAL 


Thermally 


Insulated Gloves 


= Sold by the pair 

Temp-Proof® 333 nitrile gloves have a 
knitted thermal layer for protection in 
wet, oily, or steamy conditions, from -22° 
to 480°F. Inner polymer lining provides 
good resistance to oils, greases, and 
hydrocarbons. 













































































Mfr. Item 
Thickness L Size Model No. 
Heavy Wt. 12 Yein 5 333 2MYW6 _ 


i, | MGR 


Cold-Condition Gloves 


Fluorescent, double-dipped PVC 
gloves feature internal knit wrist and 
foam/polar fleece liner for warmth. 
Actifresh® treated for antimicrobial 
protection and odor control. 





Coating Mfr. Item 
Description Finish Cuff Size Color Model No. 


— Harbor Master® Sandy ~—_—sKnitWrist L _Hi-VisOrange 6714FF = 5WUL6 





No. 4JU99 


Ansell 


No. 6AJ76 


Cold Condition Cut-Resistant Gloves 


= For oily environments 
= Insulated to -50°F 


Warm, weatherproof, grease- and oil-repelling, fully coated gloves resist 
chemicals and abrasion. The PVC coating stays flexible at low temperatures and 
provides excellent grip. No. 6AJ76 adds a fluorescent vinyl dip for visibility. 
















































































































































































Coating Mfr. Item 
Finish Cuff Color Model No. 
‘Winter ‘Monkey Grip® = ; 
Smooth _ Safety Tan 23-193 AJY10 © 

Rough _ Safety Tan 23-173 ~— 4JU99 ; 
~ Smooth Knit “Hi-Visibility Orange 23-491 6AN76 





















































NATIONAL 
SAFETY APPAREL® 


Cryogenic Gloves 


= Meet EN 511 standard 

= Sold by the pair 

These gloves provide excellent thermal 
protection for hands and arms in ultracold 
environments (-260° to -300°F) and cryogenic 
atmospheres. SaferGrip Nos. D1652 to D1654 
feature silicone-coated material in the palm 
for enhanced grip and durability. Waterproof 
Nos. D1618, D1621, and D1623 provide addi- 
tional protection against cryogenic splashes. 
Not intended for immersion in liquid cryogens. 


Note: Cryogenic aprons are offered on page 1733. 


> CHOOSE: Item 



















































































Description L Size No. 
WristLengthGloves —ses—“—s—sS 
Water-Resistant 12" S$, M, L,XL_D1616 © 


_Mid-Arm Length Gloves 


_ Water-Resistant 












































—_14t0 15" S,M,L,XL D1617 _ 
_SaferGrip Palm 14 to 15" S, M. L. XL (1652 





100% Waterproof 14to15" SM, LXL —D1618 | 


























Elbow Length Gloves 














_ Water-Resistant _17 to 18"_S, 


























N,L,XL__D1619 












































100% Waterproof 17 to 18" D1621 


~_D1653__ 




















Shoulder Length Gloves — 





M, 
_SaferGrip Palm _17 to 18" M, L, 

M, L. 

S| 





M, 
MM, 
Sign in to Grainger.com® to see YOUR Pricing and 












































Water-Resistant 26 to 27" 


J 


























SaferGrip Palm 26 to 27" 





100% Waterproof 26 to 27" 


XL 

XL 

L XL 

XL 
LXL___D1623 _ 





No. D1619 


1687 





SAFETY 
Gloves 


Scan. Order. Done. 
Details on page A1. 


Glove Coating and Lining Materials 


Choose from a variety of coating material and liner options. 
COATING MATERIALS 


Bipolymer—Combination of nitrile and polyurethane that provides durability, 
abrasion resistance, softness, and dexterity. 


Natural Rubber Latex—A natural material with elasticity that provides 
resistance to cuts, punctures, and slashes with a safe, secure grip. 


Nitrile—A synthetic rubber that resists snags, punctures, abrasion, and cuts. 
Nitrile is suitable for people with latex allergies and provides resistance to 
petroleum, acids, and aromatic and chlorinated solvents. 


Polyurethane—Flexible synthetic material helps protect hands from harmful 
residues and chemicals while providing grip and abrasion resistance. Allows 
tactile sensitivity. 


PvC—Synthetic thermoplastic polymer provides abrasion resistance, tactility, 
and dexterity combined with wet and dry grip. Well-suited for applications 
with moderate to high wear rates. 

LINING MATERIALS 


Bamboo—Lighter, softer, and more absorbent than cotton or synthetic mate- 
rials. Breathable material wicks moisture away from the skin. 100% natural 
bamboo knit shells are inherently strong, antibacterial, biodegradable, and 
provide UV protection. 


Knit—Standard-weight lining allows hands to breathe for cool and comfort- 
able extended-wear protection. 


Nylon—Lightweight lining provides high tensile strength and dexterity. 
Polyester—Durable, economical lining wicks moisture away from the skin. 


Find more information about gloves and glove sizing on page 1669. 


ae 
Polyurethane- 
Coated Gloves 


* Elastic and breathable polyurethane- 

- Coated nylon gloves are perfect for precise 
or delicate operations and provide touch 
sensitivity and dexterity. Polyurethane 
coating helps increase grip and abrasion 

ees resistance while eliminating finger fatigue 
No. D1467 associated with finger cots. Coating on 





No. D1466 


palm offers maximum protection and durability while protecting hands from oils 
and abrasion. Ideal for electronics, laboratories, semiconductors—anywhere 
cleanliness is essential. 





ANSI/ISEA > CHOOSE: Item 
Abrasion Level Gauge Lining Color Size No. 
High Performance 

3 13 Nylon Gray/Black S,M,L,XL,2XL D1466 
c 13 Nylon White S,M,L,XL, 2XL D1467 
Polyurethane Ansell 
Palm-Coated 
Gloves 


Help protect hands from harmful residues and 
chemicals while providing grip and abrasion 
resistance. 


HyFlex®—With an ultralight nylon liner for comfort 
and sensitivity, these gloves provide enhanced flex- 
ibility, tactility, and handling efficiency. 

= For dry environments 


SensiLite®—Lightweight, snug fit with high tactile 
sensitivity and dexterity. Lightweight nylon liner 
wicks moisture away from hands. 





No. G9453 = For dry or light oil environment 
ANSI/ISEA Coating > CHOOSE: Mfr. Item 
Abrasion Level Finish Gauge Color Size Model No. 
HyFlex® 
3 Smooth 18 Black/Blue 6, 7, 8, 9, 10, 11 11-618 G9453 
SensiLite® 
3 Smooth 13 Black 6.7, 8,9, 10, 11 48-101 D1465 
Bipolymer Palm MCR 
Coated Gloves SAFETY 


= For dry and light oil environments 

Ninja® X gloves are durable, comfortable, and 
flexible. Soft bipolymer coating with nylon shell is 
treated with Actifresh® to kill bacteria and promote 
freshness. 





Coating > CHOOSE: Mfr. Item 
Finish Gauge Color Size Model No. 
Smooth 15 Black S,M,L,XL N9674 01522 


1688 GRAINGER. 
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No. D1462 No. G6625 


* 
Polyurethane-Coated Gloves condor! 


= For dry environments Lightweight gloves with smooth finish provide excel- 
lent dexterity and abrasion resistance. No. D1464 is 
34 dipped for additional protection around the knuck- 
les and back of hand. 


ANSI/ISEA > CHOOSE: Item 
Abrasion Level Gauge Lining Color Size No. 
¥4 Dip Coating Coverage 
1 13 Nylon Gray/Black S, M, L, XL, 2XL D1464 
Palm and Fingers Coating Coverage 
1 13 Polyester Black XS, S, M, L, XL, 2XL G6626 
g 13 Nylon White S, M, L, XL, 2XL D1461 
3 13 Nylon Gray/White S, M, L, XL, 2XL D1462 
3 13 Nylon Gray/Black S, M, L, XL, 2XL J4916 
1 15 Nylon Gray/Black XS, S,M,L, XL, 2XL G6627 
3 15 Nylon White S, M, L, XL, 2XL G6628 
3 18 Nylon Blue/Black S, M, L, XL G6625 









No. H6292 


, | “MGR 


Polyurethane Palm-Coated Gloves 
= For dry environments Ninja® Lite—Engineered 


Flat-dipped palm and finger coating provide for a feather-light 2nd skin 


grip and dexterity for small parts handling. feeling, with a skintight 
athletic-grade shell, these 


gloves offer high abrasion 
resistance along with dexter- 
ity and a great sense of touch. 


No. D1644 


Economy—Silicone-free construction with 
good tactile sensitivity, dexterity, and abrasion 
resistance. Hems are color-coded by size. 


ANSI/ISEA 
Abrasion > CHOOSE: Mfr. Item 
Level Gauge Lining Color Size Model No. 
Economy 
3 13 Nylon Gray XS, S, M, L, XL, 2XL 9666 G6476 
3 13 Nylon Black XS, S, M, L, XL, 2XL 9669 H6292 
Ninja® Lite 
3 Nylon — Black/Blue XS, $, M, L, XL N9696 D1644 


1-800-GRAINGER (472-4643) 


SAFETY 
Gloves 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Find Glove sizing information on page 1669; Palm Coating and Liner information on page 1688. 


SAFETY 


UltraTech® PVC-Coated 
Seamless Knit Gloves 


Great touch and dexterity with excellent grip and fit in these palm- and finger-coated gloves. 
Stretchable knit wrist stays in place with a comfortable fit. The breathable nylon shell is treated 
with Actifresh® to help minimize odors. The foam coating is made with the proprietary HPT 
(hydropellent technology) process for cushioning, liquid-repelling characteristics, and a firm 


wet/dry grip. 


Coating ANSI/JISEA Coating > CHOOSE: 
Coverage AbrasionLevel Finish Gauge Color Size 
Palm 4 Foam 15 Black/Gray XS, 5, M, L, XL, 2XL 


“(orm 
PVC-Coated 


Seamless Knit Gloves 


= For dry, light oil, and 

oily environments 
Strong, nimble gloves have a lightweight 
nylon lining with abrasion-resistant 
dipped coating for good wet/dry grip. Knit 
wrist helps keep the gloves on snugly. 





ANSI/ISEA 
Coating Abrasion Coating > CHOOSE: Item 
Coverage Level Finish Gauge Color Size No. 
Palm 4 Foam 15 Black S, M, L, XL J4917 
ee ee 


KSR® Textured 
PVC Coated 
Gloves 


= For dry environments 
Very light and well- 
ventilated, these flexible, 
comfortable gloves for 
long-wearing, light-duty 
work offer excellent grip for 
handling small and hard-to- 





hold objects. 
ANSI/ISEA 
Coating Abrasion Coating CHOOSE: Mfr. Item 
Coverage _ Level Finish Lining Cuff Color Size Model No. 
Full ” Rough Cotton Slip-On Yellow = /"¢%8. 99-515 1498 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Model No. 


Item 





H6316 






No. D1645 


No. H6530 
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Thermal Lined PVG-Coated Gloves 


Ninja® Ice HPT—Soft acrylic microterry liner and full dip are topped by a 
proprietary palm/fingertip coating formulation that stays soft and flexible in 
temps. down to -58°F. The liquid-repelling coating, a result of the HPT (hydro- 
pellent technology) process, offers a firm wet/dry grip and cushioning to help 
absorb impacts. 


Ninja® Coral—Proprietary shell/polymer technology of the 3 dipped coating 
offers dexterity, sense of touch, and protection, with excellent wet and dry grip, 
good oil grip, and oil resistance. High-visibility nylon shell and insulated acrylic 
terry lining for warmth. 


Coating Coating > CHOOSE: Mfr. Item 
Coverage Finish Lining Color Size Model No. 
Ninja® Ice HPT 
Palm and 
Fingers Flat 
Ninja® Coral 
Full Rough 


Nylon/Acrylic Terry Black S,M,L, XL,2XL N9690 D1645 


N9695 _H6530 


1689 


Nylon/Acrylic Terry Black/Orange M,L, XL, 2XL 


ad 


SAFETY Scan. Order. Done. 
Gloves Details on page Al. 


7 
7 
—— 
————— 
=a 
—s 








Find Glove sizing information on page 1669; Palm Coating and Liner information on page 1688. 






No. J4918 


” (coiRtor 
Rubber Latex Gloves 


= For dry and light oil environments 

The naturally elastic material provides a safe, secure grip and cut, puncture, and slash 
resistance. Stretchable knit wrist stays in place with a comfortable fit. Breathable liners wick 
moisture away from the skin to help keep you dry through a lengthy task. 

Select the finish that best suits your needs. Crinkle finish provides abrasion resistance and a 
Safe, sure grip. Foam finish offers more dexterity and flexibility than crinkle. 











ANSI/ISEA 
Coating Abrasion Coating > CHOOSE: Item 
Coverage Level Finish Gauge Lining Color Size No. 
Palm 2 Crinkled 10 Acrylic Black S,M,L,XL, 2XL_ J4911 
Palm 3 Crinkled 10 Polyester Blue/Gray S, M, L, XL, 2XL_ J4918 
Palm 3 Crinkled 10 Thermal Acrylic Visitlity Yellow S,M,L,XL, 2XL G6629 
No. J4908 Palm 3 Crinkled ‘13 Nylon Blue/White S,M, L, XL, 2XL_G6630 
Palm and Fingers 3 Foam 13 Bamboo Green/Black S, M,L, XL, 2XL_ D1776 
Palm 4 Crinkled 10 Polyester Gray S,M,L,XL, 2XL J4908 
ucr 
FlexTuff® Series 
Rubber Latex Gloves 
These dipped gloves are shaped like your hand to help reduce 
<< fatigue and keep you productive, whether the task requires 
EMP HIS No. E4231 | incised fine detail or heavy-duty work. Natural rubber provides grip 
gesot f oO. 


and abrasion resistance, and the palm and finger coating with 
textured finish gives extra grip and durability. 
FlexTuff® 2 are a cost-effective choice, with the comfort, fit, 
and protection to help handle many industrial, agricultural, 
and carpentry jobs. 
FlexTuff® gloves have a cool, comfy, and strong shell. The 
_ crinkle-finish coating provides excellent protection for many 
applications. Actifresh® treatment helps control lining odors. 
fis / No. J4370 open-back design is extra cool and comfortable. 
Wie ane } FlexPlus™ have an adjustable hook-and-loop wrist closure for 
Goa precise fit. 
: ALi FlexGuard® are 34-dipped for extended protection, and have 
| Actifresh-treated lining. 
| — iis Pa FlexTherm® insulated gloves provide extra thermal protection 
— without sacrificing manual dexterity in heavier duty tasks. 


No. H7867 


No. J4369 





Coating > CHOOSE: Mfr. Item 
Description Coverage Lining Color Size Model No. 
Flat Dipped 
FlexTutf® 2 Palm Polyester/Cotton Gray S, M, L, XL 9688 J4375 
FlexTuff® Palm Cotton/Polyester Blue/White S, M, L, XL 9680 E4231 
FlexTuff® Palm Cotton/Polyester Blue/Gray S, M, L, XL FT300 J4370 
Flex Plus™ Palm Polyester/Cotton Black/Gray S, M, L, XL 9688V D1483 
FlexGuard® ¥4 Dip Cotton/Polyester Blue/White S, M, L, XL FG305 J4369 
Flat Dipped with Thermal Lining 
FlexTherm® ¥4 Dip Cotton/Polyester/Acrylic Gray S, M, L, XL 9690 H7867 


SAFETY 


Memphis™ Flex Rubber Latex Gloves 


Great-fitting and great-gripping multipurpose gloves in a breathable, cool material are well-suited for tasks that require 
high dexterity and comfort. Made with a seamless nylon/polyester shell and foam latex-dipped palm and fingers that 
offer cut, abrasion, tear, and puncture resistance. 





No. 
J4390 Coating Coating > CHOOSE: Mfr. Item 
Coverage Finish Gauge Lining Color Size Model No. 
Palm Foam i Nylon Blue/Gray S, M, L, XL 96731 J4464 
Palm Foam 13 Nylon/Polyester Black/High-Visibility Yellow S, M, L, XL 96731HV J4390 


1690 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SAFETY 
Gloves 


Find Glove sizing information on page 1669; Palm Coating and Liner information on page 1688. 





= For dry and light oil environments 


These light-duty gloves are designed for dexterity, flexibility, a secure grip, and to provide protection from 
abrasion, snags, cuts, and punctures. The durable synthetic nitrile coating resists grease, oils, and aromatic 
and chlorinated solvents—and it's suitable for wearers with latex allergies. 


Nitrile Coated Seamless Knit Gloves 


Flat-dipping curves the gloves like a hand for reduced hand fatigue and to help stay productive in a wide 
variety of jobs. The comfortable knit wrist helps keep dirt and debris out of your glove. 


Select the coating finish that best suits your needs. Smooth coating offers excellent fingertip and hand 
sensitivity. Protect your hands from slipping when working with oily and greasy materials, without giving up 


softness and dexterity. 


Coating ANSI/ISEA Coating 
Coverage Abrasion Level Finish Gauge 

¥4 Dip ] Smooth 13 
Palm 3 Smooth 10 
Palm 3 Smooth 13 
Palm 3 Smooth ae 
Palm 4 Smooth 10 
Palm 4 Foam 13 
Palm 4 Smooth 13 


HyFlex® Nitrile Coated Gloves 


Style 11-800 and 11-801—Lightweight, flexible 
gloves allow dexterity with protection and grip in preci- 
sion assembly and general handling. Increased stretch 
and flexibility in high-stress areas let the hand move 
more freely with less fatigue and more comfort, boosted 
by the excellent breathability. Nylon spandex elastic 
lessens the risk of latex allergy, and the silicone-free 
materials reduce potential product contamination. 

= For dry environments 


Style 11-900—Oil-repellent industrial work gloves 

are made for secure handling, dexterity, protection, and 

comfort. They offer a dry grip and abrasion resistance in 
moderately oily manufacturing and maintenance tasks. 

= For dry and light oil environments 


Coating ANSI/ISEA Coating 
Coverage Abrasion Level Finish Gauge 
Style 11-800 and 11-801 
Palm 3 Foam 15 
Palm 3 Foam 15 
Style 11-900 
Palm 4 Smooth 15 
Style 11-840 
Palm 4 Rough 15 
Style 11-926 
¥a Dip 3 Rough 18 
ull 
SHOCwWR. 


Smooth Nitrile Coated Gloves 


> CHOOSE: Item 

Lining Color Size No. 
Nylon Gray/Black $,M,L,XL,2XL D1515 
Polyester Black S,M,L, XL,2XL  G6623 
Nylon Green S,M,L,XL,2XL  J4909 
Nylon Gray/White S,M,L,XL,2XL  D1512 
Polyester/Cotton Natural/Blue S, M, L, XL G6624 
Nylon Gray/White S,M,L,XL,2XL  D1539 
Polyester Blue/White S,M,L,XL,2XL  H6884 

——E—— 


Style 11-840—Lightweight knit dipped gloves are a 
good choice for those who move from task to task in 

a busy workday. The proprietary FORTIX® nitrile foam 
coating boasts superior abrasion resistance. Its boosted 
breathability lets your hands stay cooler and drier with 
less sweat. The second-skin liner is shaped to the 
natural contours of the hand for added comfort, superior 
tactility, and greater dexterity. 

= For dry environments 


Style 11-926—Enhanced flexibility, oil grip, and 
tactility, plus improved oil repellence and wear life, are 
designed into these lightweight gloves. Fine-gauge nylon 
fiber spandex liner is %%4-dipped for full back-of-finger 
protection. 

= For oily environments 


Nitri-Flex® Lite—Flat-coated gloves provide a tacky grip for wet and dry appli- 


cations. Lightweight nitrile with a seamless nylon liner. Designed for comfort, 
flexibility, and dexterity. Perfect for small parts assembly, inspection, shipping and 


receiving, light fabrication, and material handling. 


Showa® 376—Thin nitrile coating provides comfort, sensitivity, and splash protec- 
tion against a wide range of chemicals. Elastic wrist holds glove in place. Superior 
grip in oily applications makes it ideal for dry and light oily environments. 


Atlas®—Designed with coating that provides optimum flexibility yet resists cuts 
and abrasion. Lightweight with ventilated back for breathability. Provides easy 
movement with excellent dry grip in general-purpose applications. 


ANSI/AISEA 
Abrasion Level Gauge _Lining Color 
Nitri-Flex® Lite 
3 13 Nylon Green 
Showa 376 
6 3 Knit Black/Blue 
Atlas® 
4 13 Nylon Gray/Black 
4 13 Nylon Black/Blue 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





No. G2406 





/ 


Natural Rubber 
Latex Coated 
Gloves 


Natural elastic rubber material provides resistance to cuts, 
punctures, and slashes with a safe, secure grip. Coating 
on palm, fingertips, and thumb crotch minimizes wear and 
provides safe, secure grip. Standard-weight lining allows 









No. D1512 


y 
nL 


No. G6624 


No. D1515 





No. D1547 No. D1516 








> CHOOSE: Item 
Lining Color Size No. 
Nylon Gray/White 6, 7, 8, 9, 10, 11 D1547 
Nylon Black/Gray 6, 7, 8, 9, 10, 11 D1548 
Nylon Blue/White 6, 7, 8, 9, 10 D1516 
Nylon/Spandex Black/Gray 6, 7,8,9,10. 11 H6519 
Nylon/Spandex Purple 6, 7,8, 9, 10, 11 H7877 pO7 neste pei a ed 
a\\ y P 
—_——= ull 
No. D1517 SHOWA. 


CHOOSE: It 
‘ Size No hands to breathe for cool and comfortable extended-wear 
protection. Ideal for construction, assembly, maintenance, 
S,M,L,XL D1517 material handling, and utilities. 
S,M,L,XL, 2XL _ G2406 ANSI/ISEA 
Abrasion > CHOOSE: Item 
S, M,L, XL, 2XL H5472 Level Gauge Lining Color Size No. 
S, M, L, XL D1519 No. H5472 4 10 Polyester/Cotton Blue/Gray S, M, L, XL, 2XL D1485 
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SAFETY 
Gloves 


Scan. Order. Done. 
Details on page A1. 





Find Glove sizing information on page 1669; Palm Coating and Liner information on page 1688. 
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‘= 
Nitrile Coated Gloves 


= For dry and light oil environments 

Heavy-duty synthetic coating provides a dry grip, excellent grease and oil resis- 
tance, plus snag, cut, and puncture resistance. Comfortable contoured design. 
Cotton lining helps keep hands dry and comfy. Natural/blue color. 


No. D1782 


Coating ANSI/ISEA Coating > CHOOSE: Item 

Coverage Abrasion Level Finish Cuff Size No. 
% Dip 3 Smooth Knit Wrist S, M, L, XL D1781 
¥a Dip 3 Smooth Safety L 4NMT5 
Full 3 Smooth Knit Wrist S, M, L, XL D1782 
Full 3 Smooth Safety L 4NMU1 





No. D1531 


Ansell 
Nitrile Coated Gloves 


= For dry and light oil environments 


No. D1536 


No. D1533 


Easy Flex®—Finger and palm coating lets the back of the hand breathe while 
protecting the working area. Gloves are snag-, cut-, and puncture-resistant. The 
nitrile coating repels oil and grease for a good grip. Gloves mold to the shape of 
the hand for a more relaxed, comfortable fit. 


HyLite®—Comfortable natural hand shape is easy to wear for a long workday. 
The proprietary nitrile coating is flexible, repels oil, and has good mechanical 
resistance—to abrasion, cuts, punctures, and tears. This alternative to cotton, 
light leather, and PVC is silicone-free to help ensure metal sheets stay clean. 


Hycron®—Heavy-duty coating is a proprietary nitrile formulation that offers 
superior resistance to snags, abrasion, and punctures. These rugged gloves are 
stronger and more flexible than PVC and 3 times more durable than heavy-duty 
leather. They provide an excellent grease/oil barrier and do not degrade like 
leather or cotton. 


ANSI/ISEA 


Coating Abrasion Coating > CHOOSE: Mfr. Item 
Coverage Level Finish Color Size Model No. 
Easy Flex® ; =e 
¥4 Dip 3 Foam White/Green 7, 8,9, 10 47-200 D1531 
Hylite® 
Full 4 Sandy Blue/White 7, 8,9, 10 47-402 D1533 
Hycron® 
¥a Dip 4 Smooth Blue/White 8, 9, 10 27-600 D1536 
Full 3 Smooth Blue 9,10 27-805 J4499 
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Kucr > 
Saree No. J4468 


Nitrile Coated Gloves 


= For dry and light oil environments 
= Meet EN 388 standard 


Tough everyday work gloves resist abrasion, snags, and punctures with a soft 
interlock lining that stays comfortable during an extended task. No. J4468 lining 
is treated with Actifresh® to resist bacterial buildup, molds, and mildew. Natural/ 
blue color. 


No. 48GM43 








Coating > CHOOSE: Mfr. Item 
Finish Lining Cuff Color _ Size Model No. 
Flat Interlock Knit Wrist Blue/Natural $S,M,L, XL 97980 J4468 
Smooth Jersey Safety Cuff  Blue/Natural L 97960 48GM42 — 
Rough Jersey Safety Cuff Blue/Natural L 97962 48GM43 
Ansell iio, eo 


Hynit® Nitrile Coated Gloves 


= For dry environments 

Remarkably flexible gloves have a fully impregnated, proprietary nitrile coating 
that provides excellent abrasion resistance and repels oil, grease, and dirt. Blue 
color. 


ANSI/ISEA 
Abrasion Coating CHOOSE: Mfr. Item 
Description Level Finish Lining Size Model No. 
Slip-On Cuff 3 Smooth Polyester/Cotton 7,8,9,10 32-105 D1503 
slip-On Cuff with 3 Smooth Polyester/Cotton 7,8,9,10 32-125 D1504 


Perforated Back 


i, | ‘MGR 


Nitrile Coated 
Drivers Glove 


= For dry environments 
Easy-wearing supported, 
cut-and-sewn gloves have 

an abrasion-resistant nitrile 
coating. The cool, comfortable 
canvas back is shirred to stay on 
without inhibiting movement. 














ANSI/ISEA 
Coating Abrasion Coating CHOOSE: Mfr. Item 
_ Coverage Level Finish Lining  — Color Size Model No. | 
Palm and Burgundy/ 
Fingers 3 Flat Jersey White S Meee 9740 J4454 ; 





1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SAFETY 
Mechanic's Gloves 





Find Glove sizing on page 1669; find Cut-Resistant Mechanic's Gloves on page 1684. 





* 
Mechanic's Gloves lcontior. 


Hard-working gloves offer protection from impact, nicks, and 
abrasion without sacrificing dexterity or grip when handling 
tools and parts. Neoprene pads help shield your knuckles. 
Breathable spandex/neoprene backing gives a snug fit and 
comfort for the long haul. Easily adjusted hook-and-loop 
closure, except Utility gloves have a shirred elastic wrist. 


> CHOOSE: > CHOOSE: Item 
Color Size No. 
General Use 
Black, Black/Blue S, M, L, XL, 2XL J4132 
Fingerless 
Black S, M, L, XL, 2XL J7290 


Mechanic's Gloves 


FastFit©—Feature an ergonomically designed 2-pc. palm for a 
more comfortable fit, plus moisture-wicking TrekDry® material 

that helps keep your hands cool and dry. Elastic cuff can provide a 
secure fit and helps ease donning and doffing. Reinforcement panels 
in high-wear areas help increase durability for long life. Ideal for 
light-duty tasks such as automotive maintenance and repair, equip- 
ment operation, and manufacturing/assembly activities. 





No. J4132 









The Original©—Durable synthetic leather 
palm can protect hands from hot surfaces 
and materials. Form-fitting gloves have a 
2-way stretch top and low-profile thermo- 
plastic rubber wrist hook-and-loop closure. 
Reinforced thumb and fingertips help 
increase protection and reduce wear. 










; ssca Pe gi He 

escription u olor ize 0. FastFit® The Original® 
FastFit® Shirred Black SM. L, XL, 2XL G6911 No. G2415 a gee 
FastFit® Elastic Red, Blue, Black S, M, L, XL, 2XL G2415 

The Original® Hook-and-Loop Black/White, Red/White, Blue/White, Black/Black S, M, L, XL, 2XL D0728 





Mechanic's Gloves 


EX0® Modern—Made for outdoor performance and protection, with 
neoprene impact guards on the knuckles and materials that stand up to 
moisture. Hook-and-loop closure provides a snug fit. Terrycloth sweat wipe. 


® 
PERFORMANCE WEAR 


No. J4110 utility medium-duty glove has a water-repellent coating for extra 
moisture protection. 


No. J4114's full goatskin leather palm won't shrink or get hard and crinkly 
after wetting. Goatskin finger reinforcements provide maximum durability 


and extended wear. 


No. J4110 No. J4114 





EX0©® Motor—Full-finger gloves with terrycloth sweat wipe. 


No. J4106, Motor Utility slip-on glove features an EXO embossed synthetic 
leather palm and suede cuff puller. The spandex back material offers 
outstanding fit and flexibility. 


No. J4117, Motor Utility Leather-reinforced-palm lightweight shop glove has 
an easy-access cuff. 


No. J4108, Motor Pro glove's neoprene knuckles help protect against impact 


from slipped wrenches and other tools. Snug hook-and-loop closure. me : A re No. J4108 
oO. 

Tuff-Chix"’"—Seamless fingertip design for comfort. Synthetic leather 
padded palm. Easy-on cuff design. 
Workforce™—1IPR system protects knuckles from impact. Synthetic 
leather reinforcements. Sweat wipe located on the back of thumb. Features 
slip-fit cuff. 
Workcrew®—Reinforced synthetic leather in critical areas boosts durabil- 
ity. Features Airprene® wrist closure and terrycloth sweat wipe on back of No. D1009 
thumb. Lightweight and breathable. > CHOOSE: fan 
Heavy Utility"’—Features ultra-abrasion-resistant, double-stitched EROS Woden Ue Tee Veeey SW 
DuraClad™ palm and fingertip pads. EXO® Modern Goatskin Leather Palm Black/Gold S, M, L, XL, 2XL J4114 

vm EX0® Motor Utility Black/Green S, M, L, XL, 2XL J4106 
Framer’’—Features 3 open fingertips and rugged protection for the rest EX0® Motor Utility Leather Reinforced Palm Black/Green S, M, L, XL, 2XL J4117 
of your hand. TPR knuckle protection, synthetic leather palm and fingers, Oe eo Pro Blackioreen S; Mang x 2XL aie 
sweat wipe on the back of the thumb, and hybrid cuff system with quick- Worktores™ Black S,M,L,XL, 2XL__G6887 
release safety feature. Workcrew® Black S, M, L, XL, 2XL G6886 

Heavy Utility” Black S, M, L, XL, 2XL G6884 
Wrenchworx®—Double-stitched padded palm is treated with PTFE for oil Framer® Black S, M, L, XL, 2XL G6882 
and water resistance. Saddle and fingertips are reinforced. Wrenchworx® Black S,M,L, XL, 2XL H4223 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1693 


SAFETY 
Package Handling & Mechanic's Gloves 


Scan. Order. Done. [=f 
Details on page A1. =~ J Pmice 








Impact-Resistant Mechanic's Gloves 


Padded palm, and TPR molded knuckle and fingers provide maximum hand 
protection. Spandex-blend back of hand allows easy movement. Synthetic 
leather allows tactile sensitivity. Black color. 


> CHOOSE: 
Closure > CHOOSE: Item 
Type Size No. 
Hook-and-Loop, Elastic S, M, L, XL, 2XL J7287 





® 
PERFORMANCE WEAR 


Mechanic's 
Gloves 


Proprietary silicone fused palm and 
index finger give you a sure grip to 
keep from dropping your tools. The 
EXO0® Motor Grip style also features 
a TPR cuff puller, neoprene knuckle 
pads, and snug-fitting hook-and- 
loop closure. Black color. 





> CHOOSE: Mfr. Item 
Description Size Model No. 
EXO® Motor Grip S, M, L, XL, 2XL EXO-MGG J4109 





No. H4220 


Leather Palm Mechanic's Gloves “#222! 


EX0® Motor Impact—Soft, pliable, and abrasion-resistant genuine goatskin 
leather palm. Full back-of-hand padding. TPR cuff puller and hook-and-loop 
closure. 


No. J4125 No. J4118 


EX0® Motor Pro—High-quality leather palm for grip. Neoprene knuckles help 
protect against impact. Hook-and-loop closure. 


Cowboy—Made of washable Bullwhip® leather, with Duraclad® abrasion- 
resistant reinforcements and TPR knuckle protection. Slip-fit cuff. 


> CHOOSE: Mfr. Item 
Description Color Size Model No. 

EX0® Motor Impact 

Goatskin Black/Gold S, M, L, XL, 2XL EXO-MIGL J4125 
EX0® Motor Pro 

Goatskin Black/White S, M, L, XL, 2XL EXO-MPLW J4118 

Cowhide Black/Gold S, M, L, XL, 2XL EXO-MPLC J4121 

Goatskin Black/Gold S, M, L, XL, 2XL EXO-MPLG J4119 

Deerskin Black/Gold S, M, L, XL, 2XL EXO-MPLD J4120 
Cowboy 

Goatskin Tan S, ML, XL, 2XL RWC2 H4220 
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® 
PERFORMANCE WEAR 


Package Handling 
Gloves 


Box Handler® all-purpose package- 
handling design has a sticky grip 
with super-tacky palm and fingertips. 
Breathable, with synthetic leather palm and 
knuckle impact protection. Features terry 
sweat wipe. 

> CHOOSE: Mfr. ltem 


Description Size Model No. 
Box Handler® $§ M,L,XL,2XL BHG2 





G6881 





No. H4217 





No. J4112 





® 
PERFORMANCE WEAR 


Impact-Resistant Mechanic's Gloves 


General Utility""—Foam-padded inner palm with double-stitched synthetic 
leather reinforcements on palm, fingers, and saddle. 


Vibration Impact—PTFE-treated palm repels oil and water and has 6 gel- 
padded reinforcements. Neoprene knuckle protection. 


EX0® Motor Impact—Features full back-of-hand padding with a breathable 
expansion chamber. Foam-padded, embossed synthetic leather palm, reinforced 
fingertips. TPR cuff puller and hook-and-loop closure. 


Ranchworx™—WMade of Bullwhip® leather with Kevlar® reinforced saddle and 
thumb. Seamless fingertips and flexible TPR finger and knuckle protection with 
extended cuff. 


Super Duty—Flexible Duraclad® reinforcements cover the palm, fingers, 
thumb, and saddle. Hook-and-loop wrist strap and terry sweat wipe. TPR 
protection for the back of the hand and fingers. 


EX0® Project Impact—Vibration-absorbing palm, TPR impact protection, and 
a breathable expansion chamber. TPR cuff puller, and a hook-and-loop closure 
secures it to your wrist. 


> CHOOSE: > CHOOSE: Item 
Color Size No. 
General Utility™ 
Black S, M, L, XL, 2XL G6883 
Vibration Impact 
Black S, M, L, XL, 2XL, XS H4217 
EX0® Motor Impact 
Black/Green S, M, L, XL, 2XL J4112 
Black/Blue, Black/Red S, M, L, XL, 2XL J4126 
Ranchworx™ 
Tan S, M, L, XL, 2XL, 3XL H4221 
Super Duty 
Black S, M, L, XL, 2XL G6885 
EX0® Project Impact 
Tan/Green S, M, L, XL, 2XL J4124 


1-800-GRAINGER (472-4643) 
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Find Glove sizing on page 1669; find Cut-Resistant Mechanic's Gloves on page 1684. 


f F: > Duraclad® Palm 
if £ Hand Rigger 
fi, No. J5684 
¥* Hi-Vis Yellow : 
conor] Hi-Vis Orange 


High-Visibility Mechanic's Gloves 
Duraclad® Palm 


Bright colors help promote awareness and compliance with these general 
purpose gloves. Spandex and neoprene construction is designed to reduce hand 
fatigue and injuries and provide excellent grip, glexibility, comfort, and abrasion 
resistance. Utility gloves have a convenient elastic closure. Pro gloves have a 
hook-and-loop closure for secure fit. 
Hand Ri 
> CHOOSE: > CHOOSE: Item alegre ie 
Color Size No. 
Hi-Vis Yellow, Hi-Vis Orange S, M, L, XL, 2xL J7285 


No. J5686 
Duraclad® Palm 
Hand Rigger 
No. J5685 













EXO® 
No. J4107 








KONG® 


I-Viz® 
No. H6513 No. H4218 





® 
PERFORMANCE WEAR 


High-Visibility Mechanic's Gloves * 
Reflective accents and hi-viz colors help boost visibility and safety. Knuckles confor] 
have impact protection. 


EX0® Utility and Abrasion—Performance-fit gloves have a convenient tery- | High-Visibility Impact-Resistant 

cloth sweat wipe on the thumb. Light-duty Utility style has an open cuff for easy inl 

access. Abrasion-Resistant style employs proprietary Duraclad® reinforcements, Mechanic Ss Gloves 

which are 8 times more durable than traditional leather. Secure hook-and-loop | Designed with highly visible colors and rugged construction, including a micro- 
wrist closure. suede reinforced thumb, for improved safety, fit, and durability. Low-profile, 
high-impact gloves are also specifically designed with extra protection on the 
fingers, thumb, Knuckles, and metacarpal bones to protect your hands from 
bumps, scrapes, and scratches without sacrificing dexterity. 





KONG® Operator—Lightweight gloves are designed for high dexterity in crane 
and machinery operation, mechanic work, and construction. The synthetic- 
leather palm, breathable spandex back, and reinforcements in critical areas are 
high-visibility colors. Duraclad® Palm Hand Rigger—No. J5686 includes 150g of insulation for 
colder weather environments. No. J5685 features a Kevlar®-reinforced palm for 
improved cut resistance. 

= Duraclad overlay on palm and thumb saddle 





I-Viz® Reflective Utility—Padded, synthetic leather-palmed gloves have a 
reinforced saddle, reflective zones on fingers and back of hand, and hook-and- 


loop closure. = Fluorescent visibility impact protectors 
> CHOOSE: > CHOOSE: Mfr. Item = Microsuede palm with Duraclad overlay 
Description Color Size Model No. 
y: High-Visibility Orange, : Palm Palm > CHOOSE: Item 
EXO® Utility High-Visibility Yellow %M.L.XL,2xL_ — EXO-HSY = J4107 Material Construction Color Size No. 
EXO® Abrasion Hi-Viz Orange/Yellow $,M,L,XL,2XL —EXO-HZA J4113 Duraclad® Palm Hand Rigger 
KONG® Operator Hi-Vis Yellow S,M, L, XL KOPR H6513 PVC Double Layer Yellow S,M, L, XL, 2XL, 3XL J5684 
|-Viz® Reflective Utility Hi-Viz Green S, M, L, XL, 2XL IVG2 H4218 PVC Triple Layer Blue S,M, L, XL, 2XL, 3XL J5686 
Hi-Viz Orange S, M, L, XL, 2XL IVO2 H4219 Keviar® Triple Layer Green S, M, L, XL, 2XL, 3XL J5685 


General Utility High Visibility Mechanic's Gloves 


The 3M™ Scotchlite™ reflective ink helps § FastFit©—The anatomically cut thumb area of the 

increase visibility. Gloves have form-fitting palm provides you a comfortable fit, while the elastic cuff eases 
TrekDry® upper material to help Keep your donning and doffing. Machine washable. 

hands dry and comfortable. Reinforcement 


ws The Original™ Hi-Viz—Seamless palm for a comfortable fit and 
panels in high wear areas for long life. 


a hook-and-loop closure secures glove to your wrist. 





> CHOOSE: > CHOOSE: Item 

Description Cuff Color Size No. 
; ; Hi-Vis Yellow H3984 
FastFit® The Original™ Hi-Viz a mais Hi-Vis Orange S, M, L, XL, 2XL H3985 
No. H3984 No. H3986 The Original™ Hi-Viz Hook-and-Loop Hi-Vis Yellow H3986 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1695 


SAFETY Scan. Order. Done. 
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Find Glove sizing on page 1669; find Cut-Resistant Mechanic's Gloves on page 1684. 


® 
PERFORMANCE WEAR 


High-Visibility Impact-Resistant Mechanic's Gloves 


EX0® Industrial Athlete Hi-Viz Impact— KONG® Oil and Waterproof—Cold condition gloves 
Performance-fit gloves for demanding jobs also are windproof for protection and comfort in miser- 
have a vibration-reducing reinforced palm and _able conditions on the rig or in the fields. Breathable 
all-around impact protection, plus reinforced material lets sweat evaporate to help keep hands dry 
fingertips. Reflective accents and hi-viz colors § and warm. The proprietary palm material offers supe- 





help boost visibility and safety. Secure hook- rior abrasion resistance. Hi-viz palm and back of hand, 

and-loop wrist closure. multilayer microfleece insulation, and impact-resistant 
ee Industrial Impact Cotton Corded—The ae. and metacarpal protection round off the 

cotton cording provides all-around grip at 

an economical price for oil and gas, mining, Vibram® Rigger—Antistatic, antisaturation gloves are 

demolition, heavy construction, and rigging made for extreme durability and maximum grip when 

applications. handling ropes and cables. The design features a 3-D 


beveled rope channel to boost directional grip, and 
impact-protective base of palm. 





Industrial Impact Rigger—Duraclad® rein- 


Industrial Impact forced palm, rope channel, and thumb boost 
eon a Neen grip and durability for heavy industrial environ- Vibram® 0.B.M. and 0.B.M. XOR—The Oil-based Mud 
ments, oil extraction and refinining, mining, Palm (0.B.M.) line is made for dirty, greasy jobs, with a 
demolition, and rigging. tread pattern designed to channel high-viscosity lubricant 


KONG® Dexterity Super Grip—Proprietary and cold-temperature flexibility. The impermeable palm 
Diamondclad® silicone-fused palm offers has an impact-protective base. Fingertips are designed 
nonslip performance and maximum dexterity on for pasta ae saturated tools and equipment. 
wet and oily surfaces. Designed for complete Maximum dexterity also is designed into these extremely 
hand and finger impact protection in rugged durability gloves. 0.B.M. gloves have PTFE protection on 
oil and gas environments. Abrasion-resistant shell fabrics for increased resistance to oil and water. 
saaterialsarelised in ine xeinforced saddie-and 0.B.M. XOR (Extreme Oil Resistance) have a nitrile- 





Mb coated cotton shell good for saturated environments. 
sary | > CHOOSE: Item 
Nonna 2=2 Description Color Size No. 
; say Black/High-Visibility Orange S, M, L, XL, 2XLS, M, L, XL, 2XL J4116 
EXO® Industrial Athlete Hi-Viz Impact Qrange/High-Visibility Yellow S, M.L. XL. 2XLS, M.L. XL, 2XL J4115 
Industrial Impact Cotton Corded Palm Green/Red S, M, L, XL, 2XL, 3XL J4184 
Industrial Impact Rigger Black/Green 5, M, L, XL, 2XL, 3XL J4906 
KONG® Dexterity Super Grip Green/Yellow S, M, L, XL, 2XL H4222 
KONG® Oil and Waterproof Blue/Yellow M, L, XLM, L, 2XL H4227 
Vibram® Vibram® Rigger Black, Green, Hi-Vis Yellow S, M, L, XL, 2XL, 3XL J4901 
No. J4901 Vibram® 0.B.M. Black, Hi-Vis Yellow, Red S, M, L, XL, 2XL, 3XL J4898 
Vibram® 0.B.M. XOR Green, Hi-Vis Yellow, Orange S, M, L, XL, 2XL, 3XL J4900 


High-Visibility Impact Resistant Mechanic's Gloves 


Feature 3M™ Scotchlite™ reflective ink to increase visibility and have moisture wicking TrekDry® material 
to help keep your hands dry. Thermal plastic rubber (TPR) helps protect knuckle and fingers, while Poron® 
XRD® palm padding absorbs impacts. Rubberized tacky material on the thumb and index finger help 
improve your grip. 










> CHOOSE: ltem 
Description Cuff Color Size No. 
M-Pact® Hook-and-Loop Hi-Vis Green Universal, M, L, XL, 2XL H3975 


Insulated Mechanic's Gloves GironcraD) 


= Black color 


Summit™ Reflective Fleece—Windproof 3-layer fleece is stretchable, durable, and 
breathable. Reflective logos enhance nighttime visibility. Reinforced palm and fingers 
provide durability and grip in all conditions. 


Cold Condition®—3-layer construction with microfleece liner. PTFE-treated shell repels 
water and oil. Reinforcements on palm, fingers, and saddle. Neoprene knuckle and 21%" 
cuffs. No. H4226 is waterproof and windproof with a breathable insert. 


Tundra®—3-layer waterproof insulation is waterproof and windproof. 3M insulation 
for warmth. Kevlar® reinforcements on fingers, thumb, and saddle. Rugged shell with 
impact-resistant knuckles. Extended cuff with hook-and-loop closure. 


No. H4228 


> CHOOSE: Mfr. Item 
Description Size Model No. 
Summit™ Reflective Fleece S, M, L, XL, 2XL SMB2 H4228 
Cold Condition® S, M, L, XL, 2XL CCG2 H4224 
Cold Condition® Waterproof S, M, L, XL, 2XL CCW2 H4226 
No. H4224 Tundra® S,M,L,XL, 2XL CCT2 H4225 
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SAFETY 
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Find more information about gloves and glove sizing on page 1669. 
* 


Task & Chore Gloves | U 


Task and chore gloves are lightweight gloves used to keep hands clean and 
protect against scrapes and abrasions in low-risk environments. They are used 
in general warehouse and shipping tasks, landscaping, light assembly, general 
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maintenance, and light automotive work. 
Coating Coating Item "oe | 
Finish Coverage Color Size No. | 
Canvas with PVC Coating 
Mediumweight No. D1411 
Dotted Palm, Innex Finger. High-Visibility Orange/Black SL D1413 
Heavyweight 
Dotted alm, Index Finger, White/Black SL D1411 
Canvas Uncoated 
Lightweight No. D1408 
None Uncoated Beige Syl D1408 
Mediumweight 
None Uncoated Beige 5, L D1409 
High-Visibility Green, 
None Uncoated High-Visibility Orange L H0580 
Jersey with PVC Coating 
Dotted Palm Brown 5, L D1427 
Jersey Uncoated 
Lightweight 
None Uncoated Brown oy k D1416 
None Uncoated White 3, D1415 
None Uncoated Brown =a D1425 
Mediumweight No. D1427 
None Uncoated Brown Dial D1432 
None Uncoated Brown 5, L D1423 
Seamless Knit with PVC Coating 
Heavyweight 
Dotted Palm Beige/Blue §,L D1454 
Dotted Palm Beige/Black S, L, XL D1448 No. D1416 
Dotted Full Beige/Black RS. 6 ME ORL D1772 
Stripes Palm Beige/Blue 5, L D1455 
Dotted Full High-Visibility Yellow/Black XS,.S, L, XL D1768 
Dotted Full High-Visibility Orange/Black XS, S, L, XL D1769 
Honeycomb Full Orange 5, L, XL D1451 
Seamless Knit Uncoated 
Lightweight 
None Uncoated Beige oyL D1437 
Mediumweight — 
None Uncoated Beige XS, §, L, XL D1441 - 
None Uncoated White XS, $ D1439 No. D1454 
Heavyweight 
None Uncoated Gray S,L D1436 
None Uncoated White a, J4936 
None Uncoated Gray XS, $, L, XL D1442 
None Uncoated Beige ome D1446 
None Uncoated Beige SL, XL D1767 —— a 
None Uncoated White S,L, XL D1444 No. D1437 
eae No. 2UUA3 





* cota 
Anti-Vibration Glove Liners | Fingerless Glove Liners 


Stretchable poly/cotton glove liners are worn 
under gloves to absorb perspiration and wick 


Thermal Glove Liner 


= One size fits most 


Thermostat®/Lycra® blend removes perspiration and 
keeps warm, dry air next to the skin. Excellent for cold 


Just wear under your gloves for an added layer of 
protection against impact and vibration. EN388 and 


EN420 Certified. away moisture. Gel palms absorb impact. fact onGcees as Cala ciaaae aces An Connie al 
EN388 and EN420 Certified. oe 9, g 
Back Item Pkg. fishing. 
Material Color Size No. Qty. Item Pkg. 
: i é M ahi - L Material Color Size No. Qty. Gee ltem 
otton, Polymer ue air i Poly/ 2UUA3 olor No. 
XL 2HEV2 12° Cotton Natural Universal—sijyqg — 100 Navy, White Ho554 
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Find more information about gloves and glove sizing on page 1669. 


SAFETY Scan. Order. Done. = lk 











No. D1766 





No. D1767 No. D1436 


* 
String Knit Gloves \contdor| 


Ambidextrous with seamless construction. Knit stretches for fit and breathability. 





Cotton—Absorb perspira- P CHOOSE: Item Pkg. 
tion and moisture. Prevent cause Color _ Size No. aty. 
chafing. 7 Beige S,L,XL  D1767 1 Pair 

; Polyester 
Polyester—for use in elec- 7 White S,L,XL  D1444 1 Pair 
tronics industry, painting, 13 ‘White —-XS,S_——D1430_——1 Pair 


Polyester/Cotton 


FolyesterGowon 
7 Beige XS,S,L,XL D1441 1 Pair 
7 White D1765 144 Pair 


and delicate parts handling. 


= SL 
ng Polyester/Cotton : Allow = —~~——— saa Par Gra SL 01436 1 Pair 
A comfort while reducing z Gray _XS,S,L,XL D1442 12 Pair 
hand fatigue. No. D1436 is és peas : : ee pat 
H elge ? alr 
constructed with recycled Polyester/Cotton Fingerless Design 
poly/cotton material. 7 Beige $,L,XL  D1766  _1 Pair 





Inspection Gloves 


Keep hands cool and dry. Durable 
white gloves absorb perspiration. 














White color. 
Fabric Item Pkg. 
Description Weight Size No. Qty. 
Cotton 
Light Men's One Size Fits Most 4JC97 12 Pr. 
Women's One Size Fits Most 4JC98 12 Pr. 
: Men's One Size Fits Most 4JC99 12 Pr. 
Unhemmed Medium Women’s One Size Fits Most 4JD01 12 Pr 
ea Men's One Size Fits Most 4JD02 12 Pr. 
y Women's One Size Fits Most 4JD03 12 Pr. 
Polyester 
C t d St = K it Gl Women's S 4JD10 12 Pr. 
oate ring ANIt GiOVeS Women’s M 4JD09 12 Pr. 
: : . : . Hemmed Medium Women's L 4JD08 12 Pr. 
Seamless construction with knit wrist for a close, comfortable fit and enhanced ——————“Tien'sM CWP 
dexterity. Men's L 4JD11 12 Pr. 
Nylon 
A. to C., Palm-Coated—Available with a raised dot pattern on the palm side Men's One Size Fits Most 4JD15 12 Pr. 


or flat-dipped pattern on the palm and sides of the fingertips. Flat-dipped gloves ae Women’s One Size Fits Most 4UD14 12 Pr 


conform to the hand and resist degradation through stretching. 
* Sor 


D. to K., Double-Sided Coating—Gloves coated on both sides are fully 
reversible for extended wear. Available with a raised dot pattern, flat dipped, or 
with a fish net pattern. 





Coating Coating CHOOSE: Item H H 
Key Material Material Finish Color Size No. Fingertip Coated 
Palm-Coated 
A Polyester/Cotton PVC Dotted Beige/Black S,L,XL D1448 Seamless 
B__Polyester/Cotton PVC Smooth Red/White S,L,XL D1771 - 
C Polyester/Cotton Nitrile ‘Flat White/Rust S.L.XL 1449 Knit Gloves 
Double-Sided Coating . . 
D  Polyester/Cotton PVC Smooth Beige/Black SL D1452 * Low-lint nylon material and seam- 
E  Polyester/Cotton PVC Dotted Beige/Black vi eye (Bet ee elena a erin 
F Polyester/Cotton PVC Dotted Beige/Blue SL D1454 ) HAGETHE CeeunD Or Mealer Semel 
G Polyester/Cotton PVC Stripes Beige/Blue SL D1455 in light assembly, manufacturing, and 
H Acrylic PVC Dotted _High-Visibility Yellow/Black XS, S, L, XL_D1768 small part handling applications. 
| Acrylic PVC Dotted _High-Visibility Orange/Black XS, S, L, XL_D1769 
J Polyester/Cotton __ Nitrile Dotted Beige/Red S,L,XL D1457 Coating Coating > CHOOSE: Item 
K  Acrylic/Polyester PVC Honeycomb Orange S,L,XL  D1451 Material Coverage Size No. 
* Fingerless Polyurethane Fingertips S, M,L, XL, 2XL J4914 
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Leather Glove Information 
GRADE/MATERIALS Cowhide—Excellent abrasion resistance, breath- | Goatskin—WMost abrasion resis- 
ability, and thermal protection. tance. Soft and pliable. Twice as 
durable as cowhide and pigskin 
materials. 


Leather Grade—As a natural product, leather material can vary 
in color, thickness, and response to water, heat and cold. Grading Deerskin—Features the highest tensile strength. 
starts from the top with A, which usually is the softest and has Soft, flexible, and long wearing. Suitable for jobs 
very few surface flaws. Other grades can be a little tougher and where optimal dexterity is important. Pigskin—High abrasion resis- 
are likely to have more surface flaws. Leather cut from the side tance and heat protection. Material 
and shoulder of the animal offers high durability. Full- or top-grain is flexible and won't stiffen when 
leather comes from the external side of the hide and is typically wet. Suitable for jobs that are 


Elkskin—Offers the best dexterity, reduces hand 
fatigue, resistant to oils and moisture, and does 
not crack or stiffen. 


smooth. Split leather or suede is more economical, but not as exposed to moisture. 
durable as grain leather. 


THUMB STYLES CUT STYLES 


Keystone—1 -pc., inset thumb is double-sewn with double thickness Gunn—Seamless back for greater comfort; the palm 
at critical wear points. Provides extra comfort and allows extra wear. side of the middle 2 fingers is sewn into the palm at the 
base of the middle 2 fingers. Reinforced seam with a 


Wing—Thumb design extends to the side of the hand and offers welt increasing gloves’ durability and wear life. 


comfortable gripping and free thumb movement. Provides extended 
wear. Clute—Parallel seams on back of glove made from a 
| continuous piece of leather for greater ease of move- 


Straight—Cut as 1 piece extending straight from the wrist. Less ment, comfortable gripping, and a roomy fit. 


material than the similar wing thumb, reducing the cost of the glove. 


CUFF STYLES 


Knitwrist |  ” | Safety—212" Gauntlet— > > | slip-on Shirred 
cuff length =| Extended : Wrist 
AY," cuff 








Leather Driver's Gloves ‘Sm 


= Gunn cut These comfortable work gloves cover the 
= Shirred wrist whole hand with excellent abrasion resistance, breathability, 















































and thermal protection. Most are stitched with strong polyester 
thread. No. H6336 Keviar® stitching is extra-strong, plus its 
stretch resistance helps keep the seam tight. 
Leather Palm Leather Thumb > CHOOSE: Item 
Material Palm Type. Style Color Size No. 
A, B Grade 
Cowhide _Full-Grain Straight White S, M, L, XL, 2XL D1594 me. ieee 
Cowhide Ful-Grain Keystone ‘Yellow ——*S, M,L, XL D1648 
Cowhide Full-Grain Keystone Yellow S, M, L, XL D1649 No. D1649 
~ Goatskin ——‘Full-Grain Keystone. Beige S,M,L,XL D1646 No. D6139 
Cowhide —*Fulll-Grain —_— Keystone Yellow S, M, L, XL, 2XL D6139 * 
Elkskin Grain Straight Yellow S,M,L,XL,2XL J4940 
Cowhide Full-Grain Keystone Brown/White S,M,L, XL, 2XL H6336 =f 
A Grade 
Cowhide Full-Grain Keystone Off White S, M, L, XL D1647 
B, C Grade 
___Deerskin Full-Grain Keystone Yellow —__S,M, XL D1651 
Cowhide Split ‘Straight = Gray  — §,M,L,XL, 2XL D1588 
Cowhide Full-Grain Keystone Beige S, M, L, XL D1593 
~ Cowhide Full-Grain Keystone Yellow L D1651 
B Grade 
__ Cowhide Full-Grain Straight =White = XS,S,M,L,XL,2XL  D1591 No. J4940 
Pigskin. Full-Grain Keystone Beige XS, S,M,L,XL,2XL  D1592 
—_ Goatskin Full-Grain Keystone —— Gray S, M, L XL, “XL D1i589 No. H6336 
* Split leather palm patch. ¢ Keviar® stitching. No. D1592 


te 
Insulated Driver's Gloves lcontior. 


= Gunn cut Made to help your hands stay comfy in hot or cold applications. 
= Shirred wrist Polyester stitching is tough and long-lasting. No. J4938 hand and 
finger backs have thermoplastic rubber for impact protection. 








Leather Palm Thumb CHOOSE: Item 
Material Style Lining Color Size No. No. J4938 \ 
A, B Grade . mae |. 
Grain Wing Jersey Gold/Yellow S,M,L,2XL J4938 | 7 
Grain Keystone Jersey Gold/Yellow XL J4938 ’ ae 
—_Full-Grain Keystone Jersey Beige L|M,S, XL D1596 NN 
B Grade N ™ 
Grain Pigskin Leather Keystone Thinsulate Cream S,M,L,XL D1659 ee mo 
B, C Grade D1598 & 
Full-Grain Straight Jersey Beige, White S,L,M,XL D1598 
Grain Deerskin Leather Keystone — Thinsulate Golden Yellow M,S,L,XL D1667 
Grain Cowhide Leather Keystone Thermal Cotton Cream S,M,L,XL _D1661 — 
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No. D1569 





No. D1564 No. D1559 No. D1558 
* ome No. D1576 
No. D1572 Leather Grade/ Back Thumb Glove CHOOSE: Item 
Palm Type Material Style Cut Cuff Color Size No. 
H A, B Grade 
Cowhide Leather Palm Work Gloves Full-Grain Cotton, Polyester Wing Gunn _ Safety Blue/White S, M, L, XL, 2XL_D1575 
Combining the abrasion resistance and thermal protection of cowhide leather Full-Grain___Cotton, Polyester Wing Gunn Safety Black/Beige 5, M, L, XL, 2XL_J4948 
. ce Full-Grain Cotton, Polyester Wing Gunn Gauntlet Blue/Yellow L, XL D1576 
with the breathability and comfort of a cotton back, these gloves can help keep Split Cotton Straight Clute Knit WristRed Striped  S,L,XL  D1564 
you on-task through a long day. Sturdy striped-back gloves have strong polyes- Sen _ poten : wn inn _Salety__Redv ite _ Se erie ae 
‘tah i ; : plit otton ing Gunn Gauntlet ray a5 
ter stitching. Plus you get the extra dexterity of unlined construction. Split ea Wine, Gunn Saleh Gray SL XL D1567 
Palm Type Material Style Cut Cuff Color Size No. B, C Grade 
A Grade Split Cotton, Polyester Wing Gunn Safety Gray XS, 58, L, XL, 2XL D1559 * 
Split Cotton Straight Clute Knit Wrist Blue/Gray S,L,XL_ —D1569 Split Cotton Wing Gunn Safety Gray _XS, S, L, XL, 2XL D1561 
Split Cotton Wing Gunn Safety Gray SL XL D1571 Split Cotton, Polyester Wing Gunn Gauntlet Gray L, XL D1562 
Split Cotton Wing Gunn Gauntlet Gray S,L,XL _D1572 C, D Grade on 
Blue/Gray/ Split Cotton, Polyester Straight Clute Knit Wrist Gray 5, L, XL D1558 
Split/Double Palm Cotton Wing Gunn Safety Green, S, L, XL D1573 Split Cotton Wing Gunn Gauntlet Gray S D1562 
Blue/Gray Split/Double Palm Cotton Wing Gunn _ Safety Gray 5, L, XL D1563 


* 3-pe. palm patch. 


VG, 


VO 





No. D1695 





No. J4937 
No. D1599 No. D1687 No. D1582 


* 
Insulated Leather Palm Work Gloves condor! 


Warmth, comfort, and breathability are designed into these gunn cut gloves that will stand up to heavy-duty jobs. Tucked away at the base of 2 fingers, the rein- 
forced seam won't bug you while you're working. Strong polyester stitching except where noted. Hi-Vis gloves have 3M™ Scotchlite™ reflective material and meet 
ANSI 107 standards. 








Leather Grade/ Back Glove Thumb > CHOOSE: > CHOOSE: Item 
Palm Type Material Lining Cut Style Cuff Color Size No. 
A Grade 
Cowhide 
Split CottonWoven Cotton Waterproof Thinsulate Gunn Wing Safety with Knit Wrist Blue/Yellow M,L D1599 
Split CottonWoven Cotton Waterproof Thinsulate Gunn Wing Safety White/Gray L, XL D1666 
A/B Grade 
Pigskin 
Grain PolyesterPolyester Nylon with WarmTex(R) Gunn Wing Safety with Knit Wrist Hi-Vis Green/Gray 5, M,L D1687 
Grain eee Thinsulate Gunn Wing Safety Gold Yellow/Blue Stripes  M,L,XL D1664 
Grain PolyesterPolyester Fleece Gunn Wing Safety with Knit Wrist Hi-Vis Green/Gray XL D1687 
B/C Grade 
Cowhide 
; ; ; White/High- 
Full Grain Cowhide Thinsulate Gunn Wing Safety Visibility Orange S, M, L, XL, 2XL J4937 
Side Split Cotton Fleece Gunn Wing Rubberized Safety Gray S, M, L, XL D1579 * 
Side Split Cotton Canvas Fleece Gunn Wing Safety Gray S, M, L, XL D1581 _* 
Side Split/Double Palm Cotton _ Fleece Gunn Wing Safety Gray S, M, L, XL D1i582 * 
Split Ree tae Thinsulate Gunn - Full Back Keystone Knit Wrist Black S, M,L, XL D1665 
Split Polyester White Non-Woven Fabric Gunn Wing Safety High-Visibility Green S, M, L, XL D1683 
Split Polyester White Non-Woven Fabric Gunn Wing Safety High-Visibility Orange S, M, L, XL D1684 
Split CanvasCanvas Soft Brushed Nylon Gunn Wing Safety Denim Blue/Tan L, X D1597 
Split with Palm Patch Polyester Insulated Gunn Wing Knit Wrist High Visibility Lime S, M, L, XL D1695 
Split with Palm Patch Polyester Insulated Gunn Wing Knit Wrist High Visibility Orange S, M, L, XL D1697 
Goatskin 
Full Grain Cotton Fleece Gunn Wing Safety Blue/White, Red/White S, M, L, XL D1577 
Pigskin 
Full Grain Polyester tet ap Gunn Wing Knit Wrist High-Visibility Orange $, ML, XL D1689 
Full Grain Polyester Thermal Gunn Wing Knit Wrist High Visibility Lime S, M, L, XL, 2XL J4946 
Full Grain Polyester Waterproof Thermal Gunn Wing Knit Wrist High Visibility Lime S, M, L, XL, 2XL J4947 
Full Grain Cotton Canvas Fleece Gunn Wing Safety Brown/Blue L, XL D1668 
Full Grain Polyester Cotton Polyester Gunn Wing Safety with Knit Wrist Beige/Blue L D1595 
Full Grain Polyester Cotton Polyester Gunn Wing Safety Beige/Blue XL D1595 
* Extra-strong Keviar® stitching is stretch-resistant to help keep the seam tight. 
1700 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE’® SAFETY 
Find the wy. Find Solutions. Find Great Prices. Leather Gloves 





"(cSition 
Full-Leather Work Gloves 


Seamless-backed Gunn-cut gloves have rein- 
forced seams for increased durability and wear 
life. The wing thumb gives you a comfortable 














grip and free movement. No. D1574 
Grade Leather Thumb > CHOOSE: Item 
of Leather Material Palm Type Linin Style Cuff Color Size No. no.ws0 
A Cowhide Split Unlined Win Gauntlet Gra S, L, XL D1574 
A,B Goatskin Full-Grain —_ Unlined Win Hook-and-Loo Brown M, L, XL D1578 No. D1578 
A,B Goatskin — Full-Grain Fleece Win Gauntlet Yellow S,M,L,XL,2XL J4945 








No. D1584 





No. D1699 








No. D1585 
MCR fla: | 
Leather-Palm Gloves No. D1705 | No. 2ELF4 
Big Jake®—Rugged heavy-duty gloves are made with heavy, select side Luminator® Hi-Vis—High-visibility 3M"™ Scotchlite™ reflective backing and 
leather for durability. Rubberized cuffs. Sewn with DuPont™ Kevlar®. reflective material on the knuckle and rubberized cuff help you be seen in dim 


lighting or busy locations. Provides abrasion resistance and durability. No. D1702 
has a microabsorbent terry fabric liner. No. D1705 helps keep you working in 
wet conditions, with a waterproof barrier and full Thermo Sock® liner. 


Lumber Jake®—Select, heavy side leather, double palm and finger, rubberized 
cuff, and triple leather thumb crotch. Full-leather back for rugged applications. 
Sewn with DuPont™ Kevlar®. 

Glove 


Leather Thumb > CHOOSE: Mfr. Item 
_ Grade Description Lining Cuff ‘Styl Color Size Model _iNo. 








































__A_____ Premium Split Cowhide __Fleece Palm _ Safety Wing Gray ML XL 17101585 
A Premium Split Cowhide Fleece Palm Safe Win Gray, Natural S, M, L, XL, 2XL 1700 D1583 
Lumber Jake® 
_A____Premium Split Cowhide - Palm_ Safety Straight Gray M,L, XL 1735-1584 
Luminator®Hi-Vis aE ee SEY = SS SSS SIRE SS ee Se 
Premium Grain Cowhide Unlined Hook-and-Loo Win Hi-Vis Orange and Black S,M,L,XL 921 D1699 
A Premium Grain Pigskin Thermosock Knit Wrist Win Black Palm, HiVis Orange and Yellow Back S, M, L, XL 34411 D1705 
Premium Grain Goatskin Insulated Hook-and-Loo Keystone Hi-Vis Yellow and White S,M,L, XL 968 D1707 










No. E5405 
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No. H7255 


Glove Clips 


Nonconductive plastic clip attaches to belt loop or clothing to hold gloves where you need them for easy access. 









> CHOOSE: Mfr. Item 

Description Color Brand Model No. 
__Double Clip ___Black, Blue, Lime, Orange Condor — 7255 

Belt Cli Black, Blue, Hi-Vis Orange, Lime, Red Squids By Ergodyne 405 E5405 





Sign in to Grainger.com® to see YOUR Pricing and MORE 1701 








SAFETY 
Temperature Resistant Gloves, Mittens & Covers 


Scan. Order. Done. 
Details on page A1. 





” (Sider 
Heat-Resistant 
Leather Gloves 


Designed for use when you need more 
abrasion resistance, these tanned split 
leather gloves are Kevlar® thread sewn. 
Wool lined with flame-retardant cotton 
liner cuff. Clute cut is roomy and promotes 
ease of movement and comfortable grip. 


Max. Item 
Description Temp. L No. 
plit Leather with = Sog°F 49% in  2AH63 


Wool Lining 























No. 5T355 
No. 5T360 


‘=—_ 
High-Heat Protective 


Gloves, Mittens, 
and Covers 


Made with 22-0z. aramid fibers, a 





































































































































































































combination of Keviar® and Twaron® mo: AGEIe 
spun around a fiberglass core yarn. 
Keviar® thread sewn. On the wool- Max. Item 
. emp. L Size No. 
lined Gloves and Mittens, the thumb Kevlare/Catton Gloves aame ce 
j j j . in ne Size Fits Most 

extends straight from the wrist, using 660°F 14in  OneSizeFits Most 51355 
less material to reduce the cost of 660 °F 18 in sone Size fis Most 51356 
the glove. Mitten Covers fit over most _Leather-Reinforced Keviar® Gloves a 

egIOVe . en Covers fit 0 ut OS 482°F 10%in OneSizeFits Most 51357 
gloves or mitts for extra protection 482 °F 13% in One Size Fits Most 51358 
while handling hot items, and t Mittens 

é handling hot items, and to e60°F din MensM 81360 
items are reversible for extended 660 rr 12 in Men's S 01361 
lif Mitten Covers, Reversible 

Wear IITé. 80°F Yin L 10296 








* Sie: 
Heat-Resistant Gloves 
Ambidextrous gloves have a loop-out shell 


for nonslip grip and abrasion protection. 5" 
flame-retardant cuff. 


Max. 
____ Temp. 
_ Kevlar® Terry Cloth with Wool Lining 482 °F 


1702 GRAINGER. 
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Item 
Lining Size _‘Cuff L No. | 
Wool XL Gauntlet 13in  4JC88 — 


Description: 






































Find even MORE on Grainger.com® 


Find Reflective Aluminized Gloves on page 1715. 


\ @ i Ansell 
Crusader® Flex Heat- 
Resistant Gloves 


2-pc. construction eliminates outseams for improved 
comfort, dexterity, flexibility, and grip. Nonwoven felt 
insulation on inner front for superior heat protection. 
Gray color. 












































Max. > CHOOSE: Mfr. Item 
Temp. i ieee Size Model No. 
~ 400 PE 14 in 910 42-474 1613 



















































® 
PERFORMANCE WEAR 


Heatworx® Heat- 
Resistant Gloves 


Palms are cut-, abrasion-, and shrink-resistant and 
oil- and water-repellent. 100% Kevlar® stitching. 
Excellent protection for handling hot objects. 29/4" 
cuffs. 

No. D1724 has molded silicone rubber palm for 
enhanced heat and puncture resistance. 


Note: Max. temp. may vary depending on application, weight of 
product, and length of time handled. 
































No. D1723 
ANSI/ISEA 
Max. CHOOSE: ANSI/ISEA Abrasion Mfr. Item 
Description Temp. ‘Size Cut Level Level Model No. 
Reinforced 450 °F 5, M, L, A2 Not Tested HW4 D1723 
‘Heavy-Duty 2-600 °F XL, 2XL A2 Not Tested HW6X D1724 

















No. 3GAE8 


High-Heat Protective Gloves, 
Mittens, and Covers 


= 1 size fits most 


NATIONAL 
SAFETY APPAREL® 


Gloves—Choose wool-lined gloves with Kevlar® or PBI®/Kevlar® outer mate- 
rial. Wing thumb design offers comfortable grip and free thumb movement. The 
similar straight thumb design uses less material than the wing thumb, which 
reduces the cost of the glove. 


Mittens and Mitten Covers—Mittens feature quilted Zetex Plus® with wool 
lining. Mitten Covers offer increased protection and extended useful mitten life. 





















































































































































































































































































































































Max. Item 
_ Description Temp. L No. 
Gloves ieee az 
22-02. Keviar® Blend Glove with Wing Thumb 900 °F 14 in 3PWJ3 
22-02. PBI®/Kevlar® Glove with Wing Thumb 600 °F 14 in 3PWJ4 
22-0z. PBI®/Keviar® Glove with Straight Thumb 600 °F 14 in _ 3GAE8 
45-0z. PBI®/Kevlar® Glove with Straight Thumb 900 °F 14 in 3GAF4 
Mittens and Mitten Covers ' a 
Multilayered Mittens, Reversible 1,000 °F 14 in 3GAE9 
Mitten Covers, Reversible 395 °F 10 in- _3GAF1 




















1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° SAFETY 
Find the ~. Find Solutions. Find Great Prices. Heat-Resistant Sleeves & Gloves 


* a vat 
conor. \ 4 Rede. * 


Heat-Resistant Knit 
Sleeves and Gloves 


Loop-in style gloves reduce snags B. 

and increase longevity. Loop-out style No. 4JD84 
protects against abrasion and provides 
nonslip grip. 


SLEEVES 


A. 100% Cotton—Protects arms from 
heat. Elastic on both ends keeps sleeve 
snugly in place. 





Find Reflective Aluminized Gloves on page 1715. 






B. Terry Cloth—Additional arm length 
offers for extra heat protection. Elastic 
top. 


GLOVES, MITTENS, AND PADS 


C. Cotton Terry Cloth Gloves— 
Reversible, seamless gloves provide 4 
wear surfaces. Insulate against elevated 
temperatures. 


D. Keviar®/Cotton Blend Terry Cloth 
Gloves—Reversible and seamless with 
knit wrist. 







F. 
No. 4TJUS 


E. Keviar Cotton Liner Terry Cloth 
Gloves—Cotton interior absorbs mois- 
ture. Ambidextrous and seamless. H. 


F. Cotton Hot Mill Gloves— No. 2ENE3 


Nos. 2AP57 and 6AJ18 are clute cut. 
K. | , L. 





H. 
No. 4A277 


Nos. 5MPK7, 4TJY2 and 4TJU8 have 
burlap liner for heat resistance. 


G. Coated Heavyweight Cotton 
Blend Gloves—Glove-within-glove 
design. Nitrile C coating for added 
thermal protection, grip, and abrasion 
resistance. Ambidextrous with seamless 
knit construction. 


H. C-Tread Hot Mill Gloves— 
Ambidextrous gloves have a C nitrile 






































coating to improve grip. Inner knit layer J. No. 4JC94 
bonded to waffle design. Cushioned No. 4JD74 
j Max. ltem 
outer cotton/poly layer resists heat. Ke Description Temp. L Cuff Size Color No. 
No. 1AHE9 features a vaporproof SInGUGE 
membrane. No. 2ENE3 is uncoated. A 100% Cotton Sleeve, Sold Individuall 200 °F 17 Knit Wrist Universal © White §  1NXN1 * 
. B Terry Cloth, Med. Wt., Loop-Out, Sold Individuall 200°F 16" Knit Wrist Universal White 4JD86 * 
|. Keviar C-Tread Coated Hot Mill B Terry Cloth, Heavy Wt., Loop-Out, Sold Individuall 350°F 19" Hemmed Universal Natural 4JD84 * 
loves—Ambidextr loves hav Gloves, Mittens, and Pads 
Gi siete : b de trous g ee a shi C Cotton Terry Cloth Gloves, 16 0z., Loop-In 250 °F Qin Knit S White 5AP60 
nitrile coating to improve grip. Inner knit C_ Cotton Terry Cloth Gloves, 16 oz., Loop-In 250°F ‘10 in Knit L White BAV9O 
layer bonded to waffle design. Kevlar/ C Cotton Terry Cloth Gloves, 24 oz., Loop-Out 250 °F Qin Knit S Off-White 3AP36 
C Cotton Terry Cloth Gloves, 24 oz., Loop-Out 250 °F 10 in Knit L White 3AT17 
cotton blend outer layer protects against C Cotton Terry Cloth Gloves, 24 0z., Loop-In 250 °F 9 in Knit S White K2502 
cuts and slashes. C Cotton Terry Cloth Gloves, 24 0z., Loop-in 50°F 10in Knit L White K2502 
D _ Kevlar®/Cotton Blend Terry Cloth Gloves, 18 0z. Loop-Out 500 °F 9 in Knit S White/Gold 5MPK5 
J. Terry Cloth Pad and Mittens— D  Kevlar®/Cotton Blend Terry Cloth Gloves, 18 oz. Loop-Out 500°F 10 iin Knit L White/Gold _5MPK4 
Baker's pad features an elastic wrist E __Kevlar® Cotton Liner Terry Cloth Gloves, 24 oz. 500 °F 11 in Knit L Yellow/White _ 2AK66 
= i F Cotton Hot Mill Gloves, 22 oz., Nap-Out 275 °F 11 in Safety L: White 2AP57 
strap. Cut and da loop out. Lined, F __ Cotton Hot Mill Gloves, 22 0z., Nap-Out 215 °F 12 in Gauntlet L White 6AJ18 
reversible mittens give 4 wearing F Cotton Hot Mill Gloves, 24 oz. Nap-In 250°F 10 %in Knit L Off-White 5MPK7 
surfaces per pair. F Cotton Hot Mill Gloves, 30 oz. Nap-Out 500°F 10 %in Safety L Off-White ATJY2 
F Cotton Hot Mill Gloves, 30 oz. Nap-Out 900 °F 13 in Gauntlet L Off-White 4TJUS 
K. Terry Cloth Gloves—Lined, revers- G Coated Heavyweight Cotton Blend Gloves 605 °F 11 in Knit E White/Rust 4JF36 
H  C-Tread Hot Mill Gloves 480°F 10% in Knit XL White/Rust 4A277 
ible glo ves have extra heavyweight H___C-Tread Hot Mill Gloves, Steamproof 482 °F 10% in Knit Universal Red/White 1AHE9 
material for extended wear and heat H__C-Tread Hot Mill Glove, Extended, Sold Individually 400°F _18in Knit _Universal__Off-White 2ENE3 * 
protection. | _ Kevlar® C-Tread Coated Hot Mill Gloves 400°F 10 % in Knit XL White/Yellow/Rust__ 51942 
J Terry Cloth Baker's Pad, Sold Individually 450 °F 11 in Elastic Strap Universal White 4JD55 * 
L. Flame-Retardant Terry Cloth J Terry Cloth Lined Mittens 450°F  10%in Safety XL Brown/White _ 4JD73 
—— ‘ ‘ J Terry Cloth Lined Mittens 450 °F 17 in Gauntlet L White 4JD74 
Gloves Ambidextrous, lined g loves K___Terry Cloth Gloves 450 °F 10 %in Safety XL Brown/White 4JC94 
have extra heavyweight material. K Terry Cloth Gloves 450°F 13%in Gauntlet XL Brown/White  4JC91 
N ®/Keviar Gl L Flame-Retardant Terry Cloth Gloves 450 °F 13 % in Gauntlet XL Red 4JC92 
M. Nomex®/Keviar Glove— M  Nomex®/Kevlar® Glove, Sold Individually 480°F 11 %in Knit L Yellow/White | 1ZPP3 * 


Ambidextrous glove has cotton lining. * Sold individually. 
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SAFETY 
Welding Gloves 


Scan. Order. Done. 
Details on page A1. 








APPLICATIONS 


Welding Gloves 


W. 


Stick—Thick, heavy-duty gloves with welted fingers offer superior burn, 
spark, and high-heat resistance. Gauntlet cuff provides additional wrist 
protection. Nos. 23J997 and 23J996 have padded forearm and elbow. 
Nos. 4AZH3 and 4AZH4 have Kevlar® knit sewn to cuff. 











G. 
No. 
23J996 


‘= Q om “ 






MIG—Provide good burn, spark, and medium heat resistance. Enhanced dexterity allows 
operation of trigger and welding guns. No. G6139 has hook-and-loop wrist closure. 
TIG—Thinner leather provides superior feel and dexterity with light burn, spark, 

and heat resistance. 






























































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































Palm Back Lining Stitching > CHOOSE: Mfr. Item 
Key _ Length Material Material Material Hand _ Material — Cuff Color Size Brand Model No. 
Stick Welding me ae a a we: pa - ee a 
A 12%in Cowhide Cowhide Cotton _Left Only Polyester Gauntlet Gray M Condor = _D1699_* 
A 12%in Cowhide Cowhide Cotton Left and Right Polyester Gauntlet Gray _M_ _ Condor = __D1603 
A 14 in Cowhide Cowhide Cotton Left Only Polyester —— Gauntlet Gray _ ERE Condor _ D1655 * 
A 14 in Cowhide Cowhide Cotton Left and Right Polyester Gauntlet Gray i Condor = —_D1603 
A 14 in Cowhide Cowhide Cotton Left and Right Polyester _ Gauntlet Brown XL Condor — D1603 
B 12 %in Cowhide Cowhide Cotton ___ Left Only Kevlar® _ Gauntlet Russet M Condor — __D1656 * 
B 12M%in Cowhide Cowhide Cotton Left and Right Kevlar® Gauntlet Brown M Condor = D1604 
B 13 in Cowhide Cowhide Cotton Left Only Keviar(R) — Gauntlet Russet L Condor — D1656 * 
B 13 in Cowhide Cowhide Cotton Left and Right Keviar® Gauntlet Brown L Condor _ D1604 
B 14 in Cowhide Cowhide Cotton __Left Only Kevlar(R) Gauntlet Russet XL Condor = D1656 * 
B 14 in Cowhide Cowhide Cotton Left and Right Kevlar® Gauntlet Brown XL Condor — __D1604 
C 13 %in Cowhide Cowhide Cotton, Polyester Left and Right Kevlar® Gauntlet Blue M Condor — D1657 
C 13 %4in Cowhide Cowhide Cotton, Polyester Left and Right Kevlar® Gauntlet Blue L, XL Condor — D1657 
E 13 “in Pigskin Cowhide __ Fleece, Foam _ Left and Right Kevlar® Gauntlet Gray/Tan bk Caiman 1812 G6136 
F 13 “in Elkskin- _Deerskin Wool | Left and Right Kevlar(R) _ Gauntlet Black/Gold _ L Caiman 1852 23K005 
G 21 in Deerskin Deerskin Fleece, Foam. Left Only Kevlar(R) Extended Black/Tan L Caiman 1878 23/997 * 
G 21 in Deerskin Deerskin Fleece, Foam Left and Right Kevlar(R) Extended Black/Tan L Caiman 1878 23/996 
H 18 in Cowhide Cowhide Cotton, Foam Left and Right Kevlar® Gauntlet Brown L Steiner 21918 4AZG2 
| 14 in Cowhide Cowhide Cotton, Foam, Mylar —_ Left and Right Kevlar® __ Gauntlet Yellow L Steiner O21NT _ 4AZG3 
J 14 in Cowhide Cowhide Cotton, Foam Left and Right Kevlar® _Gauntlet Brown L Steiner  2119B-KSC — 4AZH3 
K 18 in Cowhide Cowhide Cotton, Foam Left and Right Kevlar® Gauntlet Brown ate Steiner —21918-KSC 4AZH4 
L 14 in Elkskin_ __Elkskin _Cotton, Foam. Left and Right Kevlar(R) _ Gauntlet Gold 5, M, L, XL lroncat 9060 H3846 
L 14 in Elkskin. — Elkskin — Cotton, Foam Left and Right Keviar(R) _ Gauntlet Pearl 5, M, L, XL lroncat 9061 H3847 
M 16 % in Elkskin Elkskin Cotton foam lined Left and Right Kevlar® Gauntlet White 5, M Tillman 790 D1605 
M 16 2 In Elkskin __Elkskin Cotton foam lined Left and Right Keviar® Gauntlet White L,XL—_siTfillman 790 D1605 
N 16 “in Elkskin Cowhide Cotton foam lined Left and Right Kevlar® Safety Tan , XL Tillman 8900 D6149 
wie W ta _ tin Elkskin Cowhide Cotton foam lined _Left and Right Kevlar® _Safety Tan M,L Tillman 850 _D6149_ 
eldin 
0 ~ 3 in Cowhide Cowhide Unlined Left and Right Kevlar® Gauntlet Tan M,L, XL Caiman 1869 G6141 
P 9 in Cowhide Cowhide Fleece Left and Right Keviar® Safety Tan __M Caiman 1828 G6139 
P 10 in Cowhide Cowhide ___ Fleece Left and Right Kevlar® _ Safety Tan L, XL Caiman 1828 G6139 
Q 13 in Cowhide Pigskin Fleece, Foam Left and Right Kevlar® Gauntlet Tan —L,XL Caiman 1810 G6135 
5 13 %4in Cowhide Cowhide Unlined Left and Right Kevlar® Gauntlet White 5, M, L, XL Tillman 1350 D1606 
T- 11 in Goatskin Cowhide ‘Fleece Lined Fleece Lined Kevlar® Gauntlet Brown/White. M Tillman 48 __D6151 
a: 12 in Goatskin Cowhide Fleece Lined Fleece Lined Kevlar® _ Gauntlet Brown/White L Tillman 48 __D6151 
Ts 18 in Goatskin Cowhide Fleece Left and Right Kevlar® _Gauntlet Brown/White —_ XL Tillman 48 D6151 
_ 13 Yin Cowhide Pigskin Unlined Left and Right Keviar® Gauntlet Tan 5, M,L Tillman 42 __D1607 
U 13 in Cowhide Pigskin Unlined Left and Right Kevlar® Gauntlet Tan XL Tillman 42 D1607 
V 13 in Cowhide Cowhide Fleece Lined Fleece Lined Kevlar® Gauntlet Brown/White M Tillman 20 D6152 
V 13 %in Cowhide Cowhide Fleece Lined Left and Right Keviar® Gauntlet Brown/White a Tillman 50 _D6152— 
rie w ai 14 In Cowhide Cowhide Fleece Lined Left and Right Kevlar® Gauntlet Brown/White XL Tillman 50 D6152 
aWelding ed a wens pees arene Pea aaa ee Es ee = pa 
W 12in  —_-Goatskin_ Kidskin Unlined Left and Right Kevlar® _Hemmed White S,M,L,XL Condor — __H7890 
X 11 %in Pigskin. Pigskin Cotton, Foam_ Left and Right Kevlar® Gauntlet Yellow M Condor = _D1609 
X 12 in Pigskin Pigskin Cotton, Foam _ Left and Right Kevlar® Gauntlet Yellow LE Condor — __D1609 
X 12 % in Pigskin Pigskin Cotton, Foam Left and Right Kevlar® Gauntlet Yellow XL Condor = __D1609 
‘4 10% in — Goatskin Goatskin Unlined Left and Right Keviar® —————s Gauntlet White M _ Condor — D1611 
— YY 11 %in_ —__ Goatskin Goatskin Unlined Left and Right Keviar® ——— Gauntlet White Lt Condor — __D1611 
Y 11%in — Goatskin Goatskin Unlined Left and Right Kevlar® Gauntlet White — XL Condor — D1611 
ra 13 in Deerskin Deerskin Unlined Left and Right Kevlar® Gauntlet Gray M,L, XL Caiman 1864 G6140 
AA Kidskin Kidskin_ Kidskin Unlined Kevlar® 4 in Gauntlet White 5, M, L, XL Tillman 24C D1612 
BB 12 in Kidskin- Kidskin Unlined Left and Right Kevlar® Gauntlet _ Black 5, M, L, XL Steiner 0266 D1662 
CC 13 in Goatskin __ Pigskin Fleece Left and Right Kevlar® Gauntlet White/Tan ne (8 Caiman 1868 G6138 
DD 10 in Kidskin Nomex® Unlined Left and Right Kevlar® Elastic Black 5, M, L, XL Steiner 0260 D1663 
* Sold as left hand only. 
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Find the yl. Find Solutions. Find Great Prices. Knee Pads & Kneeling Mats 
Knee Pats *WisnwarD of 
Cap Pad Closure Strap No. of Item 
Material Material Type Material Straps Color No. 
Nonmarring 
EVA Foam EVA Foam Hook-and-Loop Elastic 2 Gray/Black 12F688 
Foam EVA Foam Hook-and-Loop Elastic 1 Gray/Black 12F689 
Polyester EVA _and PU Gel Hook-and-Loop Elastic 1 Black/Blue oMZP1 Nonmarring 
Polyester EVA Foam Quick Release Elastic 2 Black/Blue 12F681 No. 12F688 
PVC EVA Foam Button-and-Loop Rubber 2 Gray 12F685 
PVC EVA Gel Foam Button-and-Loop Rubber 2 Blue 12F684 Nonskid 


No. 12F682 


RO} DO) RO Po 


sk 


Nonskid 
Polypropylene EVA Foam Quick Release Neoprene Black/Blue/White 12F680 
Polypropylene EVA Foam Quick Release Elastic Blue/White 5MZH7 
Polypropylene EVA Foam Quick Release, Hook-and-Loop Elastic Black 12F682 
Polypropylene EVA Gel Foam Quick Release, Hook-and-Loop Elastic Black 12F683 
Stabilizer 
Polypropylene and TPR EVA and PU Gel Hook-and-Loop Elastic 1 Black 5MZN5 ez 
Polyurethane Neoprene Hook-and-Loop Elastic Black/Blue 5MZH8 
TPR EVA and PU Gel Hook-and-Loop Elastic Black/Blue 5MZRO 
Swivel Stabilizer 
Polypropylene EVA Foam Hook-and-Loop Elastic Black/Gray 12F686 No. 5MZH8 
Polypropylene Polyethylene Hook-and-Loop Elastic Black/Gray 5MZH5 
Black/Blue 5MZH9 


as 





















2 
Z 
Polypropylene EVA and PU Gel Hook-and-Loop Elastic 1 
Polypropylene EVA Foam Quick Release Elastic 2 Black/White 5MZH6 Swivel 
Polypropylene EVA Gel Foam Quick Release Elastic 2 Black oMZN1 No. 5MZH5 
Knee Pads ac. 
Cap Pad Closure Strap No. of Mfr. ltem 
Material Material Type Material Straps Color Model No. 
Nonmarring 
EVA Foam EVA Foam Hook-and-Loop Elastic 2 Black V229 22PN90 Nonmarring 
Natural Rubber Natural Rubber Hook-and-Loop Elastic 1 Rust V310 5LF32 No. 5DYPO 
Polyester EVA Foam Quick Release Nylon and Elastic 2 Black 342 SDYPO ° 
Nonskid N kid 
Polypropylene © EVAFoam Quick Release, Elastic 2 Black 345  3HY94 yee 
Hook-and-Loop No. 3HY94 
PVC EVA Foam Button-and-Loop Rubber 2 White 361 5LD97 
TPR EVA Foam Hook-and-Loop Elastic 2 Black/White V234 5LF31 
Stabilizer 
Quick Release, Elastic (Upper), 
Polypropylene EVA Foam MRE once jee 2 Black G340 —-3HY95 
PVC EVA Foam Quick Release Nylon and Elastic 2 Black 339 SDYNS5 
Swivel 
Polypropylene EVA Foam Hook-and-Loop Elastic 2 Black/White V230 oLF30 
Polypropylene PU Gel Quick Release Nylon and Elastic Z Gray of0 5ZPJ4 Stabili Swivel 
Polypropylene EVA Foam Quick Release Elastic 2 Black/White 237 47B27 eae ee 
Polypropylene EVA Foam Quick Release Elastic 2 Blue/White V6355 5LF33 No. 3HY95 No. SLF30 
Knee Pads DEWALT 
Cap Pad Closure Strap No. of Mfr. Item 
Material Material Type Material Straps Color Model No. 
Nonmarring 
Polyester EVA Quick Release Nylon 2 Black/Yellow DG5224 3XUU2 
Stabilizer 
Rubber PU Foam, Gel Button-and-Loop Rubber 2 Black DG5217 3XUU1 é = 
Quick Release, Elastic (Upper), > Black/Vell DG5204 XUT Nonmarring Stabilizer 
Polypropylene and TPE —- EVA and PU Gel Hook-and-Loop Neoprene (Lower) ack/Yellow G520 3XUT9 No. 3XUU2 No. 3XUT9 
* TEMA cious 
Proflex® Knee Pads srorch 
Cap Cap Pad Closure Strap No. of Mfr. Item 
Style Material Material Type Material Straps Color Model No. 
Short Cap 
Hard Shell Rubber EVA Foam, Lightweight Gel Clip Nylon and Elastic 2 Black 357 53PZ85 
Hard Shell Rubber PU Foam, Gel Clip Elastic Z Black 344 53PZ81 
Long Cap 
Hard Shell Rubber EVA Foam, Lightweight Gel Clip Nylon and Elastic Z Black 347 53PZ83 Short Cap Long Cap 
Hard Shell Rubber PU Foam, Gel Clip Elastic 2 Black 345 53PZ82 No. 53PZ85 No. 53PZ82 
(3): 
Kneeling Mats '"?°"° MARAX 1G 
Mfr. Item 
Material L W Edges Brand Model No. 
Cut Out Carry Handle 
Closed Cell Foam Rubber 16° 3 Tapered Impacto MAT5040 21NN37 
NBR 22. 12" Squared Condor — 22EN49 
Nitrile/PVC Sponge Blend 22" 12° Squared Notrax 9508 2HNV9 
Cut Out Carry Handle and Safety Yellow Border 
NBR 21" 14" Squared Condor —_ 22EN46 
NBR 21" 14" Square CLC 302 13R623 
NBR 28" 16 Tapered Condor = 22EN47 No. 13R623 
NBR 28" 16" Tapered CLC 303 13R624 
NBR 36" 18" Tapered Condor = 22EN48 
NBR 36" 18" Tapered CLC 305 13R625 
Cut Out Carry Handle and Laminated Rubber Bottom Surface 
NBR 22" 12" Squared Condor _— 22EN50 
Nitrile/PVC Sponge Blend 22" 12° Squared Notrax 9518 2HNW1 


Scan. Order. Done. 
Details on page A1. 


SAFETY 
Back Supports & Wrist Supports 








Choose the Right Ergonomic 
Products to Help Prevent Injuries 
Using ergonomic principles that design the workplace to 


accommodate employees can help in avoiding Work-Related 
Musculoskeletal Disorders (WMSDs). MSDs are soft tissue inju- 


Back Support 


Features durable nylon fabric, 
EVA memory foam core, roller- 
style buckle, hook-and-loop 





> CHOOSE: Item 
ries that affect the blood vessels, ligaments, muscles, nerves, and Description W Size No. Closure, and radio attachment. 
tendons. Foam Core oS, ML, XL, 2XL, 3XL__H4788__ Ambidextrous design. 


Investment and Return 

Simple and relatively inexpensive workplace modifications such 
as adjustable work platforms, footrests, or chairs can aid in major 
reductions in workplace stress. 


* oral 
Ambidextrous Wrist Supports 


Lightweight, washable supports made of woven elastic 
with hook-and-loop-closure. Black color. 


Corrective Measures 
A reduction in workplace stress can help decrease lost work days 





and improve productivity and team member morale. Employee ‘ieeadua ‘ ba 
training on ergonomic issues can aid personnel in identifying Th en Universal 3RYC4 
problem areas within their work area that may require ergonomic Single Strap with Thumb Loop Universal | 3RYC6 
improvements. Slide-On with Single Strap Universal 4WV98 
No. 4wwo2 Slide-On with Single Strap and Thumb Loop S/M 4wwo02 
: Slide-On with Single Strap and Thumb Loop L/XL 4WW03 


Employee Evaluation 

Receiving feedback from team members regarding their ergonom- 
ically-designed tools and furniture can help ensure the equipment 
meets their specific requirements. 










“soTEWAcroUS¢« 
ergodyne 
, WORK GEAR, 


est, 1983 


ProFlex® Back Supports 


Spandex body material and stretchable bias binding 
with zig-zag stitching. With hook-and-loop closure 
and adjustable, detachable suspenders. Nos. H4111 
and H4110 feature nonconductive Sticky Fingers® 


Read the full article “Prevent Workplace Injuries with Ergonomics” at 
grainger.com/prevent-injuries 





The Safety Records™ stays and Power Panel Positioners™. No. H4110 has 
Your online source for safety news and other information V-shaped design. 
to help you keep your facility and people safe. > CHOOSE: —_ 
Visit safety. grainger. com No. H4110 Description W Size No. 
: . 980 Denier 0 Universal 31XW92 
8" XS, S, M,L, XL, 2XL, 3XL, 4XL__H4111 
840 Denier 81" XS, S, M, L, XL, 2XL, 3XL, 4XL H4110 


* (Caer 
for greater flexibility, a wider range of motion, and a 


more comfortable fit. 
Weight-Lifter's Style Support with Lumbar Pad— 


Back Supports 


Elastic Knit Supports—Elastic construction provides 
gentle compression and warmth for a more comfortable 
fit. 


No. D0585 


Spandex Supports—Spandex fabric is breathable 
and provides firm support for a more comfortable fit. 
Nos. D0581 and D0588 feature stretchable bias binding 


Feature more support, less flexibility, and a restricted 
range of motion compared to other back supports. Ideal 
for use in heavy lifting applications. 











Closure > CHOOSE: Item 
Description W Suspenders Type Size No. 
Elastic Knit Supports with Adjustable Shoulder Strap Guide 
2 Support Stays 7%" 1¥%" Detachable Knit Elastic Hook-and-Loop M,L, XL, 2XL D0585 
Q" 1%" Detachable Knit Elastic Double Hook-and-Loop S,M,L, XL,2XL DO0584 
6 Support Stays g" 1%" Detachable Knit Elastic Double Hook-and-Loop S, M, L, XL D0591 
Elastic Knit Supports 
4 Support Stays 8 1%" Detachable Hook-and-Loop 5; M, L,.XL D0718 
4 Support Stays, Hi-Vis Orange Body 8 1%" Detachable Knit Elastic Hook-and-Loop M,L, XL, 2XL D0587 
No. D0581 5 Support Stays 9%" 1%" Detachable Knit Elastic Double Hook-and-Loop  $,M,L, XL,2XL D059 
Spandex Support with Adjustable Shoulder Strap Guide 
840 Denier, 4 Stays g" 12" Woven Elastic Hook-and-Loop S,M,L, XL,2XL D0581 
Spandex Supports 
3 1%" Detachable Knit Elastic Hook-and-Loop Universal 1UM53 
280 Denier, 4 Stays 8 1%" Detatchable Knit Elastic Hook-and-Loop S, M, L, XL D0582 
8" 11%" Detachable Knit Elastic Hook-and-Loop S,M,L, XL,2XL D0588 
Weight-Lifter's Style Support with Ventilated Lumbar Pad 
Mesh Outer Shell a. None Hook-and-Loop S, M, L, XL D0586 
Weight-Lifter's Style Support with Removable Lumbar Pad 
Hallet be cnavider aaa aide 9" 11%" Knit Elastic Double Hook-and-Loop $,M,L, XL, 2XL 0592 
Weight-Lifter's Style Support with Foam Core Lumbar Pad 
os meoee Adiictable Sroulder Stivo Guid : 9" 11%" Knit Elastic Double Overlap Universal 3RVA8 
: 6" None Torque Ring S,M,L,XL,2XL  DO0717 
ey 6 None Cam Buckle S,M,L,XL, 2x D0715 
600 Denier Nylon 8" None Hook-and-Loop S,M,L, XL,2XL D0583 
1706 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE’ . SAFETY 
Find the ww. Find Solutions. Find Great Prices. Electrical Arc Flash Protective Clothing 


Establishing an Electrical Safety Work Program 


OSHA 29 CFR 1910.333(a) states that employers must employ safety-related 
work practices to prevent electrical shock or other injuries resulting from The Grainger Online SafetyManager® System offers NFPA 70E 
either direct or indirect electrical contact. The NFPA 70E Standard for Electrical Safety Training - 2015 Series to help you keep your workplace 
Electrical Safety in the Workplace requires employers to perform an in compliance with the NFPA 70E Electrical Safety standard. Access our 
Electrical Arc Hazard Assessment for each situation. library of easy-to-follow training courses (subscription required), 

A hazard assessment must be performed using 1 of the following 2 methods: including Training Module 4: Personal Protective Equipment and Clothing 
1. Incident Eneray Analysis requirements, as well as helpful technical articles at grainger.com/ 


2. Arc Flash PPE Category safetymanager 








Protective Clothing and Personal Protective Equipment Table 130.7(C)(16) 
Arc Flash Minimum ATPV Required Required Protective 
Category* Rating cal./cm2 Garments Equipment 
4 Shirt ow Sleeve) and Pants (Long) or Coveralls; Flash Suit Hood or Hard Hat; Safety Glasses or Goggles (SR); Hearing Protection ra 
aceshield; Jacket, Parka, Rainwear, or Hard Hat Liner (AN) Canal Inserts); Heavy Duty Leather Gloves; Leather Footwear (AN) 
3 Shirt (Long Sleeve) and Pants (Long) or Coveralls; Flash Suit Hood or Hard Hat; Safety Glasses or Goggles (SR); Hearing Protection a 
Faceshield and Balaclava; Jacket, Parka, Rainwear, or Hard Hat Liner (AN) Canal Inserts); Heavy Duty Leather Gloves; Leather Footwear (AN) 
25 Shirt (Long Sleeve) (AR); Pants (Long) (AR); Coveralls (AR); Flash Suit Jacket (AR); Flash | Hard Hat; Safety Glasses or Goggles (SR); Hearing Protection (Ear 
Suit Pants (AR); Flash Suit Hood, Gloves, Jacket, Parka, Rainwear, or Hard Hat Liner (AN) Canal Inserts); Heavy Duty Leather Gloves; Leather Footwear (AN) 
40 Shirt (long sleeve) (AR); Pants (Long) (AR); Coveralls (AR); Hard Hat; Safety Glasses or Goggles (SR); Hearing Protection (Ear 
Flash Suit Jacket (AR); Flash Suit Pants (AR) Canal Inserts); Heavy Duty Leather Gloves; Leather Footwear (AN) 
* 1 of the 2 methods used to determine the PPE category for a job task. AN = As Needed (Optional), AR = As Required, SR = Selection Required. 





SALISBURY No. D0672 


by Honeywell 


Pro-Wear® Electrical Arc Flash Protective Apparel Kits 


=» Meet ASTM F1506 and NFPA 70E = Made from arc flash resistant material. Sewn with Nomex® thread, 
standards, except Nos. J6808 except Nos. J6808 and J6809. Kits Nos. J6808 and J6809 feature a 
and J6809 meet NFPA 70E only total fabric weight of 11 0z./yd.2 compared to the standard 40 calorie 
garment with a fabric weight of 18 o0z./yd.2. The lighter fabric helps 
keep you cooler and improves comfort without compromising safety. 





PPE ATPV > CHOOSE: Mfr. Item 
Includes Category _ Rating Size Color Model No. 
Coverall Kits 
: ; 2 8.0 cal./cm2 M, 3XL, L, XL, 2XL Navy SKCA8 D0672 
Coveralls, Balaclava, Hard Hat with 10 cal./cm? Arc Flash Faceshield, Safety Glasses, and Storage Bag 5 2 tcalicme L. XL, 2XL. M.3XL Navy SKCAT D0674 
Arc Flash Premium Lightweight Coat (No Hood), Hood, Hard Hat, Salisbury Storage Bag, Safety Glasses 4 40.0 cal./cm2 S$, M, L, XL, 2XL, 3XL, 4XL Green SK40PL J6808 
Arc Flash Premium Lightweight Coat (No Hood), Hood, Bib, Hard _epl . 
Hat, Storage Bag, Safety Glasses, Cooling System 4 40.0 cal./cm2 S Green SK40PLTS-SPL-C J6809 
Task Light Kit 
Clip 2 Black/Orange FLKIT 5SYGK3 
NATIONAL 
SAFETY APPAREL? 





Protera® Electrical Arc Flash Protective Apparel Kits 
= Meet ASTM F1506 and NFPA 70E standards 


Convenient kit for easy transport. DuPont™ Protera material is inherently flame-resistant and its protection cannot be washed 
out or worn away. 





PPE ATPV > CHOOSE: Mfr. Item 
Includes Category Rating Size Color Model No. 
Coverall Kits 
Coverall, Arc Flash Balaclava, Hard Hat with 
10 cal./cm? Faceshield, Safety Glasses, 2 8.5 cal./cm2 M,L, XL, 2XL, 3XL Khaki KIT2CVPRO8B D0O761 


Faceshield Bag, and Storage Bag 


No. J6799 


CHICAGO PROTECTIVE APPAREL 


Electrical Arc Flash Protective Apparel Kits 


= Meet NFPA 70E standard, except No. J6474 meets ASTM F1506 and NFPA 70E 
Garments are a cotton/nylon blend, except No. J6474 is single layer UltraSoft® 
cotton/nylon fabric for more comfortable wear, and No. J6799 is TuffWeld® fabric 
that provides inherent FR protection with greater comfort and durability. Kits include 
a gear or storage bag that helps keep items close at hand and eases kit transport. 





PPE ATPV > CHOOSE: Mfr. Item 

Includes Category Rating Size Color Model No. 
Ear Plugs, Face Shield, Gear Bag, Hard Cap, Safety Glasses, Coverall 2 12.0 cal./cm2 $,M,L, XL, 2XL, 3XL, 4XL, 5XL Navy AG12-CV-NG J6474 
Arc Flash Coat, Bib Overalls, Hood, Hard Hat, Storage Bag, Safety Glasses 4 40.0 cal./cm2 M, L, 2XL, 3XL Gray SK40-SPL J6805 
Arc Flash Coat, Bib Overalls, Hood, Hard Hat, Storage Bag, Safety Glasses 4 40.0 cal./cm2 XL Gray SK40XL-SPL J6812 
Arc Flash Coat, Bib Overalls, Pro-Hood™, Hard Hat, Storage Bag, Safety Glasses 4 100.0 cal./cm2 M,L, XL, 2XL, 3XL Khaki SK100-SPL J6799 
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SAFETY 
Electrical Arc Flash Protective Clothing 


Coveralls 





Bib Overalls Overmants 


Pro-Wear® Electrical Arc Flash 


Protective Apparel 
= Meets ASTM F1506 standards 


Pro-Wear® 8, 12, and 40 cal./cm2 garments are made from arc flash resistant 
material, sewn with Nomex® thread. 100 cal./cm2 garments are made from a 
proprietary layered fabric and sewn with flame-resistant Nomex® thread. 


SALISBURY 


by Honeywell 


Coveralls—Full cut with set-in sleeves, expansion back, hook-and-pile front 
closure, 2-ply Nomex® wristlets, and adjustable pant cuff gussets. 
= Meet NFPA 70E standards 


Coats—For use with PRO-HOOD® Nos. 5EU30, 3YA98, and 2NNG2. Expansion 
back. Dual-stage front closure with plastic zipper, hook-and-pile storm flap, and 
Nomex® wristlets. 32"L. 

= Meet NFPA 70E standards 


Bib Overalls—Relaxed cut, integrated suspenders, adjustable hook-and-pile 
waist straps, and pant cuff gussets. 
= Meet NFPA 70E standards 


Overpants—Flared legs and loose design with elastic waistband allow pants 
to be easily taken on and off and fit over existing clothing. Hook-and-pile cuff 
adjustment and front closure. 
= Meet NFPA 70E standards 


Hoods—Included universal air system allows safe, easy breathing. 
= Meet ASTM F2178 standards 


> CHOOSE: Mfr. 





Description Size Color Model No. 
Coveralls M,L, XL, 2XL, 3XL Navy Blue ACCA8BL D0687 
Bib Overalls M,L, XL, 2XL, 3XL Navy ACB830BL D0685 
Overpants M, L, XL, 2XL, 3XL Navy ACP830BL D0683 














12.0 cal./sq cm - PPE 
































































Coveralls M, L, XL, 2XL, 3XL Navy Blue ACCA11BL D0696 
Bib Overalls M, L, XL, 2XL, 3XL Navy ACB1130BL p0694 
Overpants M, L, XL, 2XL Navy ACP1130BL D0692 
‘40.0cal/sqcm-PPECAT4 = ica el 
Coats M, L, XL, 2XL, 3XL Gray ACC4032GY D0698 
“Bib Overalls _-M,L, XL, 2XL, 3XL Gra ACB4030GY D0701 








100.0 cal./sq cm - PPE CAT 4 
Coats M, L, XL, 2XL, 3XL 
Bib Overalls M, L, XL, 2XL, 3XL 
Hood Universal 


1708 GRAINGER. 


FH40GY-C-SPL_ 426142 _ 





Khaki 
Khaki 
Khaki 


ACC10032TW 
ACB10030TW 
FH100TW-C-SPL 


D0703 
DO705 
426M50 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 


Coat 
Coveralls Bib Overalls 


Hood CrossVent™ Hood 


Protera® Electrical Arc 


Flash Protective Apparel 


= Meets ASTM F1506 and NFPA 70E standards 

DuPont™ Protera material is inherently flame-resistant and its protection 
cannot be washed out or worn away. 8 cal./cm? coverall is constructed from a 
lightweight 6% oz. Protera material. 40 cal./cm2 flashsuit features a multilayer 
combination of Protera, Keviar®, and Nomex® material that is 30% lighter than 
flame-resistant cotton/nylon blend garments, reducing the risk of heat stress. 







NATIONAL 
SAFETY APPAREL? 


Coveralls—2-way covered zip-front closure, hidden snap closures on breast 
pockets, 2 rear and 2 front pockets, and elastic waist. 32" inseam. 
= NFPA 2112 certified 


Coats—Stand-up collar with hook-and-loop placket closure and knit wrists. 
og 


Bib Overalls—Easily adjustable shoulder straps. 2 pockets and hook-and-loop 
fly and calf closure. 30" to 32" inseam. 


Hood—Includes faceshield and universal hard hat adapter. 
= Meets NFPA 70E-2015, ASTM F2178-12, and OSHA 1910.269 


CrossVent™ Hood—Lightweight and washable hood provides a quiet breeze 
that cools and decreases lens fogging. Internal fans are attached with FR hook- 
and-loop for ease of removal for laundering. Includes two 9V batteries. 

= Meets NFPA 70E-2015, ASTM F2178-12, and OSHA 1910.269 


> CHOOSE: Mtr. Item 
Description Size Color Model No. 


8.5 cal./sq cm - PPE CAT 2 
Khaki C88Ll D0766 










































































M, L, XL, 2XL, 3XL 
Coveralls S Khaki C88LISM30 D0766 
‘AOcal/om-PPECAT4. = ea 
ML. XL, 2XL,3XL Khaki C45LIOT D0772 
Bib Overalls S Khaki C45LIOT40SM32 D0772 
40.0 cal./cm2 - PPE CAT 4 
Aa M,L, XL, 2XL,3xL___Khaki CO4LIOT D0769 
S Khaki CO4LIOT40S32 D0769 
Hood Universal Khaki H65LIQTHH40 2NNN7 
CrossVent™ Hood Universal Khaki H65LIQTFAN40 5YGR5 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SAFETY 
Electrical Arc Flash Accessories 





SALISBURY a 


NATIONAL 
SAFETY APPAREL® by Honeywell 


Find more Arc Flash Protection information on page 1707. 


rs BRADY. 


Electrical Arc Flash Protective Accessories 


= Tested to ASTM F2178 and 
NFPA standards 


Head Protection Kits, PPE CAT 2—Provide 
total head protection for NFPA 70E PPE CAT 
2 in 1 convenient kit. Antifog faceshield 
provides an excellent field of view. 


Weight Balancing Arc Flash Faceshields, 
PPE CAT 2—Sit in a balanced, compact 
position, centered over top of hard hat when 
not needed. Faceshields provide a clear view 
and full color recognition. 


Arc Goggle and Balaclava—digh-energy 
arc goggle and carbon OPF blend fiber bala- 
clava (sold separately) are designed to be 
worn in combination for ATPV arc rating of 
53 cal./cm2. 


Note: Not approved for NFPA 70E-2015. 


ATPV 
Description Rating 
Head Protection Kits, PPE CAT 2 
Faceshield with Chin Cup, 10.0 cal./cm? 
Hard Hat, Balaclava, Safety 12.0 cal./cm2 
Glasses, and Storage Bag 90.0 cal./cm2 


Weight Balancing Arc Flash Faceshields, PPE CAT 2 
Arc Flash Faceshield 12.0 cal./cm2 
Arc Flash Faceshield with Hard Hat —_— 

Weight Balancing Arc Flash Faceshield Accessories 
Chin Protector 
Cold Weather Antifog Inner Lens 

Task Light Kit 
Clip 

Arc Goggle and Balaclava 
Goggle 
Balaclava, PPE CAT4, Black 
Insulating Aprons 
Class 00 
Class 0 
Class 1 

Hair and Beard Nets 
Hair Net 
Beard Net 

Storage Bags and Backpack 
Faceshield Storage Bag 
Storage Bag 
Backpack 

Safety Poster 
Legend: Preventing Arc Flash Injuries 


12.0 cal./cm2 


53.0 cal./cm2 


2.4 cal./cm2 
2.4 cal./cm2 


Insulating Aprons—Insulated 42"L rubber 
aprons protect workers from low-voltage 
electrical hazards. Made of high-strength 
reinforced rubber. Include 2 Nomex® bib 
straps and 2 Nomex waist straps with 
nonmetallic buckles. Meet ASTM F2320 
standards. 


Hair and Beard Nets—Made of woven 


Nomex® fabric. Meet ASTM F1506 standards. 


Storage Bags and Backpack—Faceshield 
Storage Bag features a fleece lining and 

a drawstring closure. Canvas Storage Bag 
holds arc flash clothing and accessories. 
Backpack is made of water- and abrasion- 
resistant reinforced fabric. Features interior 
and exterior reinforced compartments with 
flap closures, integrated handle, and padded, 
adjustable straps. 


Mfr. Item 

Brand Model No. 
NSA KITHP 41H941 
NSA KITHP12 41H942 
NSA KITHP20 41H943 
Salisbury AS1200-SPL 458P08 
Salisbury AS1200HAT-PPC 458P15 
Salisbury AS12CLR-SPL 458P22 
Salisbury AFLENS 5YGK4 
Salisbury FLKIT 5YGK3 
NSA H10GGLNN 4FPE6 
NSA H49CX 4FPE7 
Salisbury APROO 5YGK6 
Salisbury APRO 5YGK7 
Salisbury APR1 5YGK8 
Salisbury HN-1 1XDW3 
Salisbury BN-1 1XDW4 
Condor — 5EU22 
Condor — 3YB15 
Salisbury SKBACKPACK 4FPG9 
Brady 104571 3DVZ9 









No. 41H941 


A 


No. 458P15 


No. 5YGK6 





Nos. 4FPE6 
and 4FPE7 


No. 3YB15 


No. 3DVZ9 








Leather Arc Flash Gloves 

= Meet NFPA 70E-2015 standard and OSHA 29 CFR Part 1926 
Made of 18 0z./yd.* goatskin leather, with an ergonomic design for a comfortable fit with 
excellent dexterity. Reinforced fingers, saddle, palm, and knuckle improve durability and 
protection for the wearer. No. J0410 has a slip fit cuff for secure fit and is arc rated 27 cal/ 
cm. No. G6920 has a 4" cuff for wrist protection and is arc rated 20.8 cal/cm2. 


NX 4 
#1 IN DURABILITY 


> CHOOSE: Mtr. Item 
Description Size Color Model No. 
Ground Glove M, L, XL, 2XL Tan 12-3265-60 J0410 No. J0410 No. G6920 
—Uilty Plus Tan TB Plus — Tan 11-3245-60 G6920 
Dielectric Overshoes and Overboots S41!seury 
= Meet ASTM F1117 and ASTM F1116 standards 2 
No. 
100% waterproof rubber. Feature pole climbing reinforcement patch and nonskid bar meaner 
tread outsole. Overboots are 14"H, full cut, and have an attached nonmetallic buckle. 
Note: Men's sizes are shown unless specified. 
> CHOOSE: a 
Description Size 
Overshoes TH 
Overboots oy Wy Wey Wea Me D0708 
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SAFETY 


Electrical Arc Flash Accessories 


Scan. Order. Done. 
Details on page A1. 
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Rubber 
Gloves 









o € 
SALISBURY 
8-312 
ALWAYS 
WEAR 
YOUR 
GLOVES 








> CHOOSE: 
Class No. Size 







a 


— 


i) aa 
Glove Kit 


BOn 


Sleeve Harness 


Find more Are Flash Protection information on page 1707. 
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Goatskin Leather 
Protectors 


Cowhide Leather 
Protectors 






Molded Sleeve 


Canvas Glove Bag 








Glove Dust 


Glove Inflator Kit 


Rubber Insulating Gloves, Leather Protectors, Molded Sleeves, and Glove Kits 


Auber Insulating Gloves 


40.9. 10501 
00 (8,9, 9% 10, 10 11 
00 (0, 9-101 Ve 
0 7,8, 8%, 9, 10, 11 
0 fa29. WUT 
0 £,0,9, 10,11, 12 
1 7,8,9, 10,11 


Leather Protectors, Cowhide 


10, 11 
= 7,8, 9,10, 11 
10,11 


— ,9, 10, 11 

— 7, 8, 9, 10, 11 

— 7, 8,9, 10, 11 

— 7, 8,9, 10, 11 
Molded Sleeves 

2 Regular 

2 L 

2 XL 
Glove Kits 

00 7, 8, 9, 10, 11 

00 7, 8,9, 10, 11 

0 7, 8, 8%, 9, 9%, 10, 10%, 11, 12 

0 7,8, 9, 10, 11 


Accessories 

Canvas Glove Bag, 12° 
Canvas Glove Bag, 14° 
Canvas Glove Bag, 18° 

Sleeve Harness 

Glove Inflator Kit with Adapter 
Glove Dust 5-o0z. 


> CHOOSE: Mfr. Item 
Color Brand Model No. 
Black, Red 11 Salisbury E0011 D1023 
Blue ilk Salisbury E0011BL D1024 
Black, Red, Yellow Ti Ansell CLASS 00 11 H5859 
Black, Red ul Salisbury EQ11 D1025 
Blue 14 Salisbury E011BL D1026 
Black, Rec. Yaw 11 Ansell CLASS 0 11 H5858 
ack Exterior, ; . 
Bed linteribe 14 Salisbury E114RB D1032 
White 10" Condor — D1035 
Beige/Orange/Green 12. Condor — D1037 
Beige/Orange 15, Condor D1039 
White 10" Condor — D1036 
White 10" Condor — E4079 fT 
White/Orange/Green 12 Condor — D1038 
White/Orange/Green 15: Condor — D1041 
Black 26%'L, 15%'L Underarm’ Salisbury 2RB J6796 
Black 2/¥a'L, 16'L Underarm’ _ Salisbury 2LB oZV77 
Black 29'L, 17'%'L Underarm" _ Salisbury 2XLB J6796 
Black, Red iil Salisbury GKO0011 D1027 
Blue 11" Salisbury GK0011BL D1028 
Black, Red i: Salisbury GK011 D1029 
Blue 11 Salisbury GKO11BL D1031 
Condor — 4AJ28 _* 
Condor — 47498 * 
Condor — 51101 * 
Salisbury H1 5ZV92_* 
Salisbury G100 1FYP4 * 
Salisbury 10-4 5ZV62_ * 


* Priced and sold individually. + Features pull strap on cuff. 
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SALISBURY 


by Honeywell 


Ansell “(gsm 


Rubber Insulating 
Gloves and 


Accessories 


RUBBER INSULATING GLOVES 
=» Meet ASTM D120, IEC EN60903, 
and NFPA 70E standards 


Protect against electrical shock. Gloves 
should be tested every 6 months in 
accordance with ASTM F496, "Standard 
Specification for In Service Care of 
Insulating Gloves and Sleeves" at an 
authorized safety equipment testing 
facility. 


Note: Switching glove colors assures all gloves 
are in the proper test cycle per OSHA and ASTM 
requirements. Every time a new pair of gloves is 
used, the colors need to be alternated. Alternate 
colors by using 1 color for the first test period 
and a different color for the second test period. 
Example: Red Class 00 gloves are worn for first 
test cycle period, then Black Class 00 gloves are 
worn during the second test cycle period. Class 
1, 2, and 3 gloves feature an exterior and interior 
color for easier inspection of tears. 


ASTM Voltage Chart 
AC Test AC Max. Use 
Voltage 
29000V 
2000V 


10,000V 
20,000V 
s] 30,000V 
t AC maximum use voltage in accordance with 
ASTM specifications. 


17,000V 
26, 000V 


LEATHER PROTECTORS 
=» Meet ASTM F696 standard 


Top-grain leather protects rubber 
insulating gloves against physical 
damage. Goatskin is soft, pliable, and 
offers greater abrasion resistance than 
cowhide. 


MOLDED SLEEVES 
=» Meet ASTM D1051 standard 


Natural rubber. Curved arm style. Type I. 


GLOVE KITS 


Convenient kits include 1 pr. of rubber 
insulating gloves with goatskin leather 
protectors and canvas glove bag. 


ACCESSORIES 


Canvas Glove Bags—Designed for 
temporary storage of gloves and protec- 
tors. Belt clip for glove bag included. 


Sleeve Harness—Holds sleeves 
securely in place with buttons. Color may 
vary. 


Glove Inflator Kit with Adapter— 
Field-inspect gloves in a wide range of 
sizes, including those in Class 0 and 
Class 00. Includes inflator, adapter, carry- 
ing bag, and nylon fastening strap. 


Glove Dust—Cooling frictionless powder 
absorbs moisture and perspiration inside 
rubber gloves. 


1-800-GRAINGER (472-4643) 
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Find the ww. Find Solutions. Find Great Prices. Electrical Arc Flash Protection Equipment 
SSS SSS SS SSS a ee ee 
SALISBURY Find more Arc Flash Protection information on page 1707. 

by Honeywell 
Electrical Protection Equipment 
LINE HOSES ARC PROTECTION BLANKETS 
Type Il ozone-resistant rubber remains = Meet ASTM F2676 standard 
flexible in cold weather. Safety orange _- Provide barrier protection from expo- 
color. sure to explosive electrical arcs and 
INSULATING BLANKETS AND flashes. Nos. 5YGLO and 5YGL2 include 
ACCESSORIES loops for keeping blanket in place; 
resistant Salcor® rubber is flexible and Mets. Not electrically insulating. Magnetic 
; Blanket Button 
customizable. GROUNDING SETS AND No. 5ZV99 
Roll—Clear PVC Roll Blanket ACCESSORIES — | 
No. 5EU29 allows visibility of insulated Easy to apply multiple grounding Eyelet Style Insulating Blanket 
surfaces. jumpers. Recommended for 3-phase No. 5ZV86 


wye systems. Canvas Bag No. 5ZV85 
Low-Voltage—Feature hook-and- bee g 


available separately. 
loop fasteners for fast installation and 
safe removal. Yellow color. VOLTAGE DETECTOR KITS 


Eyelet Style—Reinforced beaded Audio/visual indicator verifies live or 


edges for added strength and tear sek eeu a ang 
resistance. Designed to be easily ep 


secured using Clamp Pin No. 5ZV66 Case and shotgun adapter included. 


SALISBURY 


: Pe Ry 
F el ay Wah 


ARMA LA 





(sold separately). Safety orange color. HOT SWITCH STICKS AND db 
Slotted Style—Designed for fiexibitty >" ORAGE CONTAINER : 
in special cover-up situations. Use Storage Container—Tubular weath- 


where protruded objects interfere with _ ertight PVC container includes 2 


proper placement of other cover-up mounting brackets and 4 bolts. Are Protection 

















Blanket 
devices. Hot Switch Sticks—Closed cell Emus canoe No. 5YGLO 
; : amp Pin Canister 
Magnetic Blanket Button—Apply foam-filled tubular fiberglass. No. 5ZV66 No. 5ZW03 
with shotgun stick or rubber gloves to = Meet ASTM F711 standard 
eyelets of insulating blankets. SWITCHBOARD MATTING 
4-Way 
Blanket Clamp Pin—Holds insulating Type Il, %"-thick corrugated rubber Grounding Set 
blankets in place. for protection in front of switchgears, - No. 5ZV74 
Blanket Canisters—Molded, high- ed seen age and other high 
impact orange polyethylene canisters wOltage ap Palalts, \_) 
protect insulating blankets in storage. 
Mfr. Item 
Description Model No. 
Line Hoses 
4% ft. L with 1%" Dia. Connector, Class 3, 26.5kV OR150-45C 5ZW01 
6 ft. L with 1%" Dia. Connector, Class 3, 26.5kV OR150-6C 5ZW02 
Insulating Blankets and Accessories R Hook 
Roll, 3 x 30 ft., Brown, Class 00, 500V RLBOO 3KWUS brlaigianinerciaides 
Roll, 3 x 30 ft., Yellow, Class 0, 1000V RLBO 3GY62 No. 3GY61 
Roll, 3 x 30 ft., Clear, Class 1, 7500V RLBPVC1 5EU29 
Low-Voltage, 1% x 3 ft., Yellow, Class 0, 1000V 1836YLV 5ZV63 
Low-Voltage, 3 x 3 ft., Yellow, Class 0, 1000V 3636YLV 5ZV80 
Eyelet Style, 36° x 36", Orange, Class 4, 36kV 900E 5ZV86 
Slotted Style, 22" x 22", Orange, Class 4, 36kV 15 5ZV65 
Slotted Style, 36" x 36", Orange, Class 4, 36kV 1300 5ZV64 
Magnetic Blanket Button MB6 5ZV99 
Blanket Clamp Pin, 9%" L 21 5ZV66 
Blanket Canister 5" x 37", Holds 1 to 2 Blankets P2 5ZW03 
Blanket Canister, 7" x 37", Holds 1 to 4 Blankets P4 5ZW05 
Arc Protection Blankets 
48" x 60", 15kA ARC45-15PS 5YGLO 
48 "x 96", 15kA ARC48-15PS 5YGL2 Stati 
48" x 60", 40kA ARC45-40PS 5YGL1 Ianc 
48" x 96", 40kA ARC48-40PS 5YGL3 Discharge 
Grounding Sets and Accessories Stick 
4-Way Set with Socket Clamp, 2/0 Cable, 3-6 ft., 1-10 ft. 2430/7 oZV73 No. 3GY63 
4-Way Set with 1%" C-Clamp, 2/0 Cable, 3-6 ft., 1-10 ft. 24308 5ZV74 
Single Set with 11%" C-Clamp, 2/0 Cable, 6 ft. 24309 5ZV75 
Single Set with 2" C-Clamp Flat Jaw Clamp, 2/0 Cable, 6 ft. 24310 5ZV76 A 
Canvas Bag, 20°C x 54'W x 1516°H 620 52V85 voltage Detector lit 
Voltage Detector Kits No. 52V84 
Tester - 240V to 230kV 4356 5ZV84 
Self Tester - 240V to 230kV 4556 3KWX6 
Hot Switch Sticks and Storage Container 
Hot Switch Stick, Std. Prong, 1%" x 8 ft. 9939 oZV87 
Hot Switch Stick, Universal Head, Std. Prong, 11%" x 8 ft. 4215 oZV83 
External Rod Clampstick, 6 ft. 8°L 4009 oZV81 
Rescue Hook, 6 Tt. 24401 3GY61 
Rescue Hook, 8 tt. 24403 3KUX5 
Static Discharge Stick 20817 3GY63 
Storage Container, 9 ft. L x 6" |.D. 4169 5ZV82 
Switchboard Matting 
2X3 Tt. Class 2, 17,000V M24-1Y 5ZV93 Switchboard 
2 x 6 tt., Class 2, 17,000V M24-2Y 5ZV94 Matting 
30" x 3 ft, Class 2, 17,000V M30-1Y 5ZV96 No. 5ZV93 
30" x 6 ft., Class 2, 17,000V M30-2Y 5ZV97 oO: 
30" x 9 ft., Class 2, 17,000V M30-3Y 5ZV98 
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SAFETY 


Flame-Resistant Workwear 


Scan. Order. Done. |= 
Details on page A1. = 








Excel FR® 
Work Shirt 
No. G7306 











BULWARK EXCEL FR® SHIRTS 

= Excel FR Work Shirts: PPE CAT 1, arc 
rating ATPV 7.7 cal./cm? 

= Excel FR ComforTouch® Shirts: PPE CAT 
2, arc rating ATPV 8.6 cal./cm?2 


topstitched cuffs with adjustable button closures. 
BULWARK HI-VIS FR SHIRTS 


= Button Down Shirt: arc rating ATPV 8.6 calories/cm2 


= Crewneck Shirt: arc rating EBT 10 calories/cm2 


Flame-Resistant Shirts and Pants 


Note: Additional sizes, including long lengths, are available on Grainger.com®. 


Feature flame resistance for the life of the garment. Long sleeve 
with banded, topstitched collar, tailored sleeve plackets, and 


Front and back with 2" silver reflective striping. Button Down 
Shirts have comfortable Ultrasoft® fabric and a high-visibility 


upper half for ANSI compliance. 


BULWARK HI-VISIBILITY ZIP-FRONT HOODED 
FLEECE SWEATSHIRTS WITH WAFFLE LINING 
= Arc rating ATPV 35 cal./cm2 


Front and back feature 2" flame resistant heat seal silver reflec- 
tive striping. Zipper front and comfortable waffle knit lining. 


BULWARK IQ SERIES® FR PERFORMANCE HENLEY SHIRT 


= Arc rating ATPV 8.2 cal./cm2 


Rugged Westex G2™ fabric is breathable and moisture wicking 


to help keep you cooler and drier. 
EXCEL FR COMFORTOUCH® UNIFORM SHIRTS 





NAL 


AS 
AS 
& 
: NATIO! 
Bulwark FR} SAFETY APPAREL® 


EXCEL FR® HENLEY SHIRTS 

= Arc rating ATPV 9.6 cal./cm2 

Single spade chest pocket, knit henley collar, and rib-knit 
cuffs. 


HI-VISIBILITY WORK SHIRTS 

= Arc rating ATPV 8.4 cal./cm2 

Front and back with 2" silver reflective striping. Button front, 
2 chest pockets with button closures, and sewn-in pencil 
stall. 


NOMEX® IIA UNIFORM SHIRTS 

= Arc rating ATPV 4.8 cal./cm2 

Two chest pockets with button flap closures and sewn-in 
pencil stall. 


NSA LONG SLEEVE T-SHIRTS 

= Arc rating ATPV 4.0 cal./cm2 

Moisture-wicking fabric aids in heat stress and can proac- 
tively regulate your body temperature. 


EXCEL FR® COMFORTOUCH® DUNGAREES 
= Arc rating ATPV 14.6 cal./cm2 


Durable, triple-needle felled outseam, button closure, and 5 
jean-style pockets. Handy rule pocket and utility pocket on 
right leg; hammer loop and utility pocket on left leg. 


BULWARK FLAME RESISTANT EXCEL 


FR® COMFORTOUCH® PANTS 
= Arc rating ATPV 12.2 cal./cm2 


@ VF Imagewear, Inc. 


Excel FR® = Arc rating 8.6 cal./cm? Button closure with 2 slack-style front pockets, 2 set-in hip 
ela Durable Comfortouch cotton/nylon fabric with 2 chest pockets pockets, and a left hip pocket with button closure. 
ungaree : _l j 
sia. 7586 having button flap closures and sewn-in pencil stall. 
Style > CHOOSE: > CHOOSE: Item 
Description No. Size Color No. 
Bulwark Excel FR® 
Button-Front Work Shirts SEW2 S, M, L, XL, 2XL, 2XL Long, 3XL, 3XLT Navy, Khaki, Light Blue, Silver Gray G7306 
ComforTouch® Button-Front Work Shirts SLW2 S, M, XL, L, 2XL, 2XLT, 3XL, 3XLT Navy, Light Blue, Khaki G7308 
Bulwark Hi-Vis FR 
Bulwark Button Down Hi-Vis FR SLB4HG M, L, XL, 2XL, 3XL Yellow/Gray J6794 
Bulwark Hi-Visibility Zip-Front Hooded Fleece Sweatshirt with Waffle Lining 
Flame-Resistant Hooded Sweatshirt SMZ4HV S, M, L, XL, 2XL, 3XL, 4XL, 5XL Yellow J6393 
Bulwark iQ Series® FR Performance Wear Henley Shirts 
Long Sleeve QT20 S, M, L, XL, 2XL, 3XL, 4XL Khaki, Black, Blue, Charcoal, Dark Blue, Red J2394 
Excel FR® 
ComforTouch® Uniform Shirts SLU2 S, M, L, XL, 2XL, 2XLT, 3XL Khaki, Navy, Light Blue, Blue D1295 
Excel-FR® ComforTouch® Uniform Shirts, 6 oz. 
Regular Length Button Front Shirts SLU8 M, L, LT, XL, XLT, 2XL, 2XLT, 3XL Khaki, Navy, Light Blue G7302 
Excel-FR® Henley Shirts, 6.5 oz. 
Regular Length SEL2 S, M, L, LT, XL, XLT, 2XL, 2XLT, 3XL Gray, Orange, Navy D1302 
Hi-Visibility Work Shirts, 7 oz. 
Button Front Shirts SMW4HV M, L, LT, XL, XLT, 2XL, 2XLT Hi-Visibility Yellow/Green D9268 
Nomex® IIIA Uniform Shirts, 4.5 oz. 
Button Front Shirts SND2 S, M, MT, L, LT, XL, XLT, 2XL, 2XLT, 3XL Tan, Navy D1703 
NSA Long-Sleeve T-Shirts, 5.5 oz. 
HRC 1, ATPV Rating 4 cal./cm? C52FKSRLS S, M, L, XL, 2XL, 3XL, 4XL Navy H3393 
Fits Waist Item 
Description Size Inseam Brand No. 
Excel FR® ComforTouch® - 11.5. oz. 
Dungarees 32", 34", 36", 38", 40", 42", 30" 30', 32", 34" Bulwark G7289 
Bulwark Flame Resistant Excel FR® ComforTouch™ Pants 
Flame Resistant 9 oz. Twill Blue Pants 32,00, 04,00, 40°, 42", 50" ge 04 Vf Imagewear E6999 
-FR® = ‘ S 
Excel FR® Flame KX _NATONAL 
Resistant Work Pants Gia . 
= PPE CAT 2 Flame-Resistant 
= Arc rating ATPV 10.6 cal./cm2 Henley Shirts 
= Midrise cotton pants have a slim seat and tapered leg PPE CAT 2 
for a good fit. 5 pockets: 2 slack-style front pockets, : . 
wn hi , = Arc rating ATPV 12 cal./cm2 
2 set-in hip pockets, and left hip pocket with button « Meets ASTM F1506 
losure. Innerlined waistband has button closure. , 
closure. Innerlined waistband has button closure NFPA 70E standards, 
Style CHOOSE: PCHOOSE: PCHOOSE: Item and OSHA 1910.269 
No. Fits Waist Size Inseam Color No. 
Work Pants Breathable 6.25-0z. 100% FR 
28", 29", 30°, 31", > CHOOSE: PCHOOSE: = Item =~ cotton shirts provide comfort. 
peWwo 32°, 33°, 34", 35", gay gox g4x Charcoal, agg _Size Color No. ; 
36", 38", 40", 42", 90 86) 9 Khaki, Navy Henley Shirts Ribbed collar, ribbed cuffs, and 
44" 46", 48" 50" M, L, XL, 2XL, 3XL Navy, Khaki D1053 3-button neck placket. 
1712 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Flame-Resistant Workwear 
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High-Visibility 
Flame-Resistant 


Coveralls 


= PPE CAT 2 

= Arc rating ATPV 8.7 cal./cm2 
Designed for comfort, safety, 
and convenience out of 
comfortable, durable Westex® 
UltraSoft® cotton/nylon fabric 
with a pleated back. High- 
visibility 3M™ Scotchlite™ 
reflective, flame-resistant tape 
plus 2-way concealed DuPont™ 
Nomex® taped brass zipper 
front closure, snap at waistband 
front, 2-snap collar closure, and 
1-pc. cuff with 2 hidden snaps. 
2 chest pockets with hidden 
snap flap closure at left side, 2 
back pockets, and a tool pocket 
on the right leg. 





> CHOOSE: 
Fits Chest Size 
34" to 36", 38" to 40", 42" to 44", 46" to 48", 50" to 52" 


Inseam Color 
32", 34" Navy 


carhartt ©. 


Filame-Resistant Cotton 
Duck Jackets 


=» Meet NFPA 70E and 2112 


Flame-Resistant Duck Active Jacket/Quilt Lined 
No. H9746—Features a sturdy brass front zipper 
with Nomex® FR zipper tape, and has inside and 
outside protective flaps with hook-and-loop closure 
for electric arc protection. The 2 inside patch pockets 
have FR hook-and-loop closures. Tough 13-0z., 
100% cotton FR duck with 11.5-0z. FR quilt lining 
constructed of FR modacrylic batting quilted to FR 
twill face cloth. Attached quilt-lined hood with adjust- 
able Nomex FR draw cord. 

= Arc rating ATPV 54.3 cal./cm2 


Flame-Resistant Duck Bomber Jacket/Quilt 
Lined No. H9748—Tough brass front zipper with 
Nomex® FR zipper tape, and has inside and outside 
protective flaps with hook-and-loop closure for elec- 
tric arc protection. Jacket has 2 inside patch pockets 
come with FR hook-and-loop closures. Durable 
13-0z., 100% cotton FR duck and 11.5-0z. quilt lining 
constructed of FR modacrylic batting quilted to FR 
twill face cloth. 

= Arc rating ATPV 54.3 cal./cm2 


Flame-Resistant Duck Coat/Quilt Lined 

No. H9745—Durable 2-way brass zipper with 
Nomex® FR zipper tape, and has inside and outside 
protective flaps with hook-and-loop closure for elec- 
tric arc protection. The 2 inside patch pockets have 
FR hook-and-loop closures. Tough 13-0z., 100% 
cotton FR duck and 11.5-o0z. quilt lining constructed 
of FR modacrylic batting quilted to FR twill face cloth. 
Under-the-collar snaps for FR hood, sold separately. 
= Arc rating ATPV 54.3 cal./cm2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








Flame-Resistant A 
Insulated Jackets 4 ==> 
and Parkas 


Excel-FR® ComforTouch® 
Bomber Jackets—Can be worn 
in all seasons. Deep-pleated back 
allows mobility. Snap closures 
are concealed and zippers have 
guards for safety. 2 large external 
patch pockets with hand warmers, 
inside chest pocket, and tunneled 
elastic waistband provide conve- 
nience and comfort. Twill cotton/ 
nylon water-repellent outershell 
is long-lasting, comfortable, and 
flame-resistant for garment's 
lifetime. 

= PPE CAT 3 

= Arc rating ATPV 30.4 cal./cm2 


Excel-FR® ComforTouch® Parkas—Deep-pleated back allows mobility. 2-way sepa- 
rating, heavy-duty Nomex® taped brass zipper. Snap closures and zippers are concealed 
for safety. Fully insulated stand-up collar and knit storm cuff with hook-and-loop 
suppression tabs. 3 large patch pockets with hand warmers in lower pocket, inside chest 
pocket, sleeve pocket, elastic inserts at waist across back, and internal snow belt. 

= PPE CAT 3 

= Arc rating ATPV 34 cal./cm2 


Style > CHOOSE: Item 
No. Size Color No. 
Bomber Jackets 
Item S, M, L, LT, XL, XLT, 2XL, 2XLT, 3XL Navy D1314 
No. Parkas 
H5828 JLP8 S, M, L, LT, XL, XLT, 2XL, 2XLT, 3XL Navy D1325 





No. H9746 


No. H9748 





No. H9745 
> CHOOSE: > CHOOSE: Style Item 
Color Size No. No. 
Flame Resistant Duck Active Jacket Moda-Quilt 
Carhartt® Brown, Dark Navy S, M, L, LT, XL, XLT, 2XL, 2XT, 3XL, 3XT, 4XL 101621 H9746 
Flame Resistant Duck Bomber Jacket Moda-Quilt 
Carhartt® Brown, Dark Navy S, M, L, LT, XL, XLT, 2XL, 2XT, 3XL, 3XT, 4XT, 5XL, 5XT 101623 H9748 
Flame Resistant Duck Coat Moda-Quilt 
Dark Navy, Carhartt® Brown S, M, L, LT, XL, XLT, 2XL, 2XT, 3XL, 3XT, 4XL 101618 H9745 


SAFETY Scan. Order. Done. } 


Flame-Resistant & Flame-Retardant Workwear Details on page A1. 








No. 5EU42 





No. 2NNJ8& 





No. H0O186 


No. 52VR34 





No. 18X780 










































































































































































































































































































































































































































































































































































































































































































































































































































































>» 
No. 48Z859 
a lee No. 2YRH8 
ergodyne 
uma «SALISBURY — narona 
by Honeywell SAFETY APPAREL® 
Arc-Rated Flame-Resistant Headwear bide 
Meet your workplace electrical safety program requirements by selecting personal protective headwear 
based on the arc flash category (PPE CAT), arc thermal protective value (ATPV), fabric, and style. . 
Disposable Secondary 
PPE ATPV Mfr. Item 
esiactayme Desmttion CAT __ Rating Color Brand Model ____No. | FFlame-Retardant Coveralls 
Balaclavas = | 
~ Nomex® Poly Fleece 2 9.7 cal./cm2 Black Ergodyne_ 6825 16W664 Zip-front coveralls help preserve and protect 
_Lenzing®/Nomex® _ 210.0 cal./cm2 White | Salisbury __ AFHOOD10 —sBEU42 er . 
~Indura® UltraSoft® Cotton/Nylon. 2 ~~ 12.0cal/om2 Navy Blue NSA H11RY annus | Primary flame-resistant garments from nonhazard 
~Nomex® 2 42.0cal/cm2_Blue Salisbury AFHOOD12 _52VR34__| OUS particles and liquids. Won't ignite and contribute 
_Kermel®/Viscose/Beltron Interlock Knit 2 — (12.2 cal./cm2_ _ Blue Helly Hansen 79892 18X780 to burn injury. Blue color. 
_Lenzing®/P84/Nomex® 2 20.0 cal./cm2 Beige Salisbury AFHOOD20 5EU44 
Carbon OPF Blend, Double Layer | = 3 30.0 cal. /cm2_ Black NSA _ H18CX 2YRJ1 > CHOOSE: Mfr. Item Pkg. 
Fleece-Liners with Hook-and-Loop Closure and 2 Warming Pack Pockets | Size Model No. Qty. 
Modacrylic with Detachable Collared Coveralls, Open Wrists and Ankles = _ 
Upper and Lower Sections 2 17.0 cal./cm2 Black Ergodyne 6885 482859 3XL. 4XL. 5XL, 6XL TM120S H0186 25 
_ Modacrylic, Shoulder Length 2 20.0 cal./cm2 Black | _ Ergodyne 6882 482858 “Hooded Coveralls, | Elastic Wrists and Ankles 
‘Knit Hoods oe _ : eee : Za eee) 3XL, 4XL, 5XL, 
~Nomex® Single Layer _ = = White “NSA __-AY2NK 2YRI2__ 6XL, 7XL mee HO188 25 
_ Nomex®/Rayon® Double Layer — — White NSA _H31LK 2YRJ3 | Hooded Coveralls, Elastic Wrists and Attached Socks 
Nomex® Double Layer = — White NSA H31NK 2YRH8 3XL, 4XL, 5XL, 6XL TM122S H0187 25 
1714 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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G\ 


Flame-Resistant Clothing ‘Ga 


SLEEVE 
=» Meets ASTM D6413-13 


Comfortable and washable, this flame-resistant sleeve helps protect your 
upper arm from sparks in light welding applications. Fits easily into welding 
glove cuffs and has an elastic top and wrist for a more comfortable fit. The 
anti-static Weldlite™ fabric is rot and mildew resistant, and it preserves its 
flame resistance for up to 50 home or 25 commercial washings. Sold by the 
pair. 

JACKET 

This cool, comfortable, and washable jacket offers protection from sparks in 
light welding applications. Relaxed fit helps provide all day comfort, and it has 
adjustable snap wrists and a large inside pocket. The anti-static Weldlite™ 
fabric is rot and mildew resistant, and it preserves its flame resistance for up 
to 50 home or 25 commercial washings. The leather-reinforced, black anod- 











ized snaps are non-reflective. No. 38RL34 
> CHOOSE: Style Item 
Color Size No. No. 
Flame-Resistant Sleeve Cotton, 18" L, 9 oz. 
reen Universal 1034-18EE 38RL34 
Welding Jacket 100% 12 oz. Flame-Resistant Cotton with Snaps No. E9417 
Green M, L, XL, 2XL, 3XL 1038 E9417 








STEEL GRIP, nc. i) NATIONAL 
SAFETY APPAREL® 


Heat-Reflective Aluminized Clothing 


= Reflects up to 95% radiant heat el aifeeaivenaern ; 
STEEL GRIP® uminized Carbon Kevlar® fabric provides 


excellent thermal insulation and maximum 
5-ply Dual Mirror® construction provides wear protection against molten metal splash, 
resistance, reflectivity, and resistance to molten —_ including molten iron and aluminum. 
metal splash. 15-0z. aluminized PFR Rayon (ARL) 
fabric is used for short-term exposure. 19-0z. 
aluminized Thermonol (ATH) is a Kevlar®/fiber- 
glass fabric for long-term contact. 


Coats—Feature front snap closures with back Yn 
flap and underarm eyelets for ventilation. Split | |= 
sleeve with snap closures. 


Hood—Fitted hood allows hard hat use. 
Extended bib provides chest, back, and shoul- 
der coverage. Adjustable leather shoulder 
straps fasten under armpits and secure the 


Jackets—Feature laydown collar and semir- 
aglan sleeves. Covered front snaps with wrist 
snap closure. Seams are serged and stitched 


with Keviar®. , 

; hood in place. Lens/faceshield clips on alumi- 
Hoods and Replacement Faceshield— num frame. Features a gold film that radiates 
Include swing-open, clear 7" x 11" Lexan® heat. 


facepiece. Adjustable ratchet suspension. 





Sleeves—Snap wrist closure and open top. 
Gloves—Kevlar® blend gloves have an alumi- 
nized back to reflect radiant heat and a wool Gloves—Heat- and abrasion-resistant gloves 


lining for thermal protection and protect up to ~—=«W/th open-palm style and reversed wool lining 
900°F intermittent handling. Tom Mneninal BLOPPETON 

Bib Apron—Adjustable leather straps on the » No. D1263 
neck and at the waist fasten with a buckle 
and snap to secure the apron in place. 





No. 5T338 





Bib Aprons—Adjustable web neck and waist 
straps attach with clip snap and D-ring fasten- 
ers. All edges are serged. 


























> CHOOSE: Item 
Description Size No. 

Steel Grip® 

15-0z. Aluminized PFR Rayon 

Jacket, 35" Length L, XL, 2XL D1263 
Hood w/Ratchet Headgear Universal 51326 
Bib Apron 24" x 39" 51338 
19-o0z. Aluminized Thermonol 

Jacket, 35" Length L, XL, 2XL D1265 
Hood w/Ratchet Headgear Universal 51336 
Gloves, Pair Universal 51328 
Bib Apron 24" x 39" 51339 
Accessories 

Replacement Faceshield for Hood Nos. 51326 and 51336 Universal 51327 
Heat Cover Pad for Gloves Nos. 6AD64 and 51328 Universal 2AV46 
NSA® 

19-oz. Aluminized Carbon Keviar® 

Coat, 45" Length M,L, XL, 2XL D1269 
Hood Universal 2YRL4 
Sleeves, Pair Universal 2YRL3 
Gloves, Straight Thumb, Pair Regular 3PWH2 
Gloves, Winged Thumb, Pair Universal 3GAF2 
Bib Apron 24" x 36" 2YRK7 No. D1269 No. 3GAF2 
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Senger 
Leather Welding Clothing 


Made from Keviar®-sewn select cowhide. Steel rivet rein- 
forcements are added to critical areas for increased wear. 






A 





Ld 


Jacket—30" length provides full protection. Features 
underarm and back vents. Satin arm and shoulder lining for 
easy on/off. 







| No. 4KXH1 
Aprons—1-pc., split cowhide waist aprons provide long- 
lasting waist-to-knee protection. 


Bib Apron—Provides chest-to-knee protection. Secured 
around the neck and waist with webbing and snap buckle. 





No. 2AG83 





Detachable Bib—Extends to the waist. 1-pc. select 
cowhide bib attaches to cape sleeves (sold separately) 
with 4 snaps. Secured around the waist with belt and snap 
buckle. 


No. 4KXH3 


Bib Aprons, Split Leg—Premium cowhide aprons have 2 
adjustable nylon straps per leg. 





4 = Chaps—Adjustable-waist (20" to 50") leather chaps have 


— 


No. 5T179 snaps on each leg. 


Sleeves—Secure with snaps at wrist and bicep with an 
adjustable strap. Priced and sold per pair. 


Cape Sleeves—Cover arms, shoulders, and upper torso. 


Welding Cap—100% cotton reversible cap with elastic 
sides and soft bill. Patterned on 1 side and a solid black 
color on the other side. Washable. 


___Description Size_ __No. 



















































No. 5T180 
L 2AJ40 
No 4KXH6 Jacket M 2A736 
OXL GAF88 

D4 x 18 4KXH1 

Aprons ~ 94x94" ——— AKXH2 
Bib Apron 94 x 36 51179 

pence “Detachable Bib 19x20" «BACT 
24x 36 AKXH3 
Bib Aprons, Split Leg 24 x 42" 4KXH4 
a 94 x 48 AKXH5 

Chaps 40" Long AKXH6 

Sleeves Universal 01180 


Cape Sleeves —_4—- ~ an ig 
No. 1H158 


No. D2608 No. D9246 


NATIONAL 
SAFETY APPAREL® 


Welding Jackets TuffWeld® Welding Jacket 


i dsieh ce laaniesaelloe 8'-0z. aramid/rayon blend is lighter than FR cotton, 


STEINER 










































9-0z. flame-retardant cotton jackets have leather-reinforced metal snaps and inside pocket. provides superb wicking, and offers superior protection and 
Pro-Series No. D2608 has an adjustable, stand-up mandarin collar and 2 pencil/scribe pockets. flame resistance. even sitar repeated laundering. Features 
Weldlite Plus™ Nos. D2607 and D9246 have leather sleeves for added protection. front snap slosures shirt-style collar, and inside breast 
> CHOOSE: Item pocket. 30"L. 
Jacket S,M,L, XL, 2XL, 3XL_ __Black 02608 ta a 
_ Green/Gray_ D2607 8 ee 
saCKST Cele O eyes S,M,L, XL, 2XL Orange/Brown D9246 ML, XL, 2X 02373 
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Carbonized-Fiber Flame- 
Resistant Clothing 


Carbonized fiber provides the best protection available 
as a single-layer garment. Performs better than tradi- 
tional flame-retardant cotton material. 


Jacket—Lightweight modern design with adjustable 
stand-up mandarin collar and a relaxed full-cut fit 

and elongated front for greater freedom of movement. 
Breathable and washable. With 2 pockets. Large inside 
pocket and snap front closure. Nomex® sewn. 





Bib-Style Apron—Combines heavy-duty protection and No. D9274 
durability with lightweight comfort and dexterity. Sewn 
with Nomex® thread. Features neck strap and adjustable 


waist straps. 
Sleeves—Knit sleeves Nos. 4FRT5 and 4FRT6 
significantly increase thermal protection in high-heat 
applications. Woven sleeves Nos. 4FRT1, 4FRT2, 4FRT3, 
and 4FRT4 protect from sparks, splatter, and flame in 
light to medium welding applications. 
> CHOOSE: Item 


Description Size No. No. 4FRT5 . 
Jacket No. 6ACKO 








10-02z. S, M, L, XL, 2XL, 3XL D9274 

Bib-Style Apron 

10-02. 24" x 36 6ACKO 
CF Series Sleeves 

Knit 18'L 4FRTI5 * 

Knit with Thumbhole 18'L 4FRT6 * 

Woven with Wide ieege 4FRT1 = * 

Elastic Band Dak 4FRT2 * 

Woven with Standard 18"L 4FRT3 * 

Elastic Band 23'L 4FRT4 * No. 4FRT1 No. 4FRT3 


* Priced and sold as a pair. 


G\ 





Flame-Retardant Cotton 
Welding Jacket 


100% cotton jacket offers good spark protection in light welding 
applications; rot- and mildew-resistant Weldlite™ cotton maintains 
its flame resistance for up to 50 home washings or 25 commercial 
washings. Has a relaxed fit for comfortable all-day wear. With snap- 
front and adjustable snap wrist. Large inside pocket. 30"L. 





> CHOOSE: Item 
Description ize No. 
9-02. M, L, XL, 2XL E9416 





DOWNLOAD 


the Grainger 
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No. J4981 


Insulated Jacket 


= Black color 

Constructed with 12-0z. cotton outer fabric and insulated with 6-oz. quilted 
polyester. Attractive styling with lay down corduroy collar and brass zippers on 
chest pocket. Include 2 lower welt pockets, inside pocket/cell pocket, and pencil 
pocket on sleeve. Excellent fit with 2 adjustable waist tabs and adjustable shank 
button closure on cuff. 


> CHOOSE: Item 
Size No. 
Work Jacket 
S, M, L, XL, 2XL, 3XL J4981 





Quilt-Lined Jacket 


Versatile, midlength, JT38 jacket stands up to industrial laundering and has a rib KING 77 
knit collar, cuffs, and waistband; 2 lower inset slash pockets; and a utility pocket Quilted Freezer Jacket 


on left sleeve. Shell is 7/4-02., 65% polyester/35% cotton twill. 100% polyester 
permanent black quilted lining. Quilted polyester jacket has a zip-front closure, drop back, knit collar and cuffs, 
and inside pocket. 


> CHOOSE: Item 
Size Color No. > CHOOSE: > CHOOSE: Item 
JT38 Quilt-Lined Size Color No. 
S, M, L, XL, 2XL, 3XL, 4XL Navy G0617 M,L, XL, 2XL, 3XL, 5XL, L Tall, XL Tall, 2XL Tall Black, Navy J7409 


Are Digital Too! 


e Choose From Our Library of Catalogs 
e Browse, Download or Share Pages 
e Add Items to Your Cart and Checkout When Ready 
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No. H4968 






No. H4969 





ReyrigiDean 
lron-Tuff™ Insulated 


Jacket and Bib Overalls 


= Comfort rating: -50°F 


Made of 420-denier nylon with 11 %-o0z. high-loft polyester fiberfill insula- 

tion, this outerwear provides water-repellent, wind-tight protection from the 
elements. Storm flaps, bound seams, and insulated pockets provide additional 
protection. Jacket has heavy-duty knit cuffs, draft-sealing elastic back band, 
and fleece collar. Bib overalls have a high front and back and adjustable, heavy- 
duty elastic suspenders. 


> CHOOSE: > CHOOSE: Item 
Fits Chest Size Color No. 
Jacket 
34" to 36", 38" to 40", 42" to 44", 46" to 48°, 
50" to 52" 54" to 56" 58" to 60" 62" to 64 Navy, Sage H4968 
> CHOOSE: > CHOOSE: Item 
Fits Waist Size Color No. 
Bib Overalls 
28 to 30", 32 to 34", 36 to 38", 40 to 42", 44 
to 46". 48 to 50", 52 to 54", 56 to 58° Navy, Sage H4969 





No. H4947 


No. H4948 


ReyrigiDean 
ComfortGuard™ Insulated 


Jacket and Bib Overalls 


= Comfort rating: -10°F 
= Black color 


Outerwear has a rugged 100% cotton denim outer shell with a weather- 
resistant, water-repellent finish and 71/2-0z. midloft polyester fiberfill insulation. 
Jackets have a storm flap over the zipper, heavy-duty knit cuffs, and hand 
warmer pockets for additional protection from the elements. Bib overalls have 
2-way hip-length leg zippers, adjustable suspenders, and an interior waist 
drawcord. 





> CHOOSE: Item 
Fits Chest Size No. 
Jacket 
34" to 36", 38" to 40", 42" to 44", 46" to 48", 50" to 52", 54" to 56", 58" to 60" H4947 
> CHOOSE: Item 
Fits Waist Size No. 
Bib Overalls 


28 to 30", 32 to 34", 36 to 38", 40 to 42", 44 to 46", 48 to 50", 52 to 54" H4948 
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Outdoor Workwear 
Bomber Jacket fian ig 
= Comfort rating: -20°F 
= Black color 


Lightweight, durable outerwear is designed to wear in freezer units or outdoors. 
420-denier nylon outer shell with a polyurethane coating for extra strength and 
waterproofing and 200g polyester quilted insulation for warmth. Jacket has knit 
cuffs to help seal out the weather, fleece collar, 2 front pockets with zippers, and 
a waterproof inside pocket. 
> CHOOSE: Item 
Fits Chest Size No. 


Bomber Jacket 
34" to 36", 38" to 40", 42" to 44", 46" to 48", 50" to 52", 54" to 56", 58" to 60", 62" to 64 


Bib Overalls | 


Bib overalls are lined with 6-0z. quilted polyester insulation for warmth. 
Reinforced knees, cuffs, and trim for durability; pockets at knee for knee pads. 
2-way covered leg zippers from ankle to hip. Adjustable shoulder straps and 
turned under hem for a 3" extension. 


H4966 





> CHOOSE: > CHOOSE: Item 
Fits Waist Size Color No. 
Bib Overalls 
32 to 34", 36 to 38", 40 to 42", 43 to 45", 46 to 48" Black, Navy H4959 








SAFETY 
Outdoor Workwear 


Dickies 


Hooded Cotton 
Duck Jackets 


Sturdy jackets are tough, 10-0z. 
duck, 100% cotton shell with a 
nylon/polyester 6-0z. fill lining 

for warmth. Hooded and water 
repellent to help keep you dry 

on the jobsite, with rib knit cuffs 
and waistband for a comfortable 
fit and to help keep out the cold. 
Easy-to-adjust pull cord hood and 
convenient hand warmer pockets. 





> CHOOSE: Item 
Size No. 
M, L, LT, XL, XLT, 2XL, 2XLT, 3XL, 3XLT, 4XL, 5XL, 6XL H4080 





=a 


Duck Bomber 


Jackets 


Tough 100%, 12-0z. cotton with 
quilted 5-0z. polyester insulation. 
Feature knit waist and cuffs to help 
keep out drafts and an attached 
hood with drawstring. 2 chest 
pockets, 2 front scoop pockets, an 
inside pocket, and cell pocket. 





> CHOOSE: > CHOOSE: Item 
ize Color No. 
S, M, L, XL, 2XL, 3XL, 4XL, 5XL Navy, Brown, Black G7407 


J001 
No. D7564 





carhartt G. 


Insulated Duck Jackets and Coats 
FIRM-HAND DUCK 

100% ringspun 12-0z. cotton duck made with plied (double) yarns for extra 
durability. 


J001 - Detroit Jackets, Blanket Lined—Feature corduroy-trimmed collar, 
left chest pocket with zipper closure, inside pocket, 2 lower-front pockets, and 
snap-adjustable cuffs and waist. 


J131 - Active Jackets, Thermal Lined—Attached thermal-lined hood with 
drawcord closure. 2 inside pockets, 2 large lower-front pockets, and rib-knit 
cuffs and waistband. 











> CHOOSE: > CHOOSE: Item 
Description Size Color No. 

Firm-Hand Duck 

J001 - Detroit Jackets, Blanket Lined 

Regular 2XL, 3XL, 4XL, M, L, S, XL Black, Brown D7564 
Tall L, XL, 2XL, 3XL Brown D7564 
J131 - Active Jackets, Thermal Lined 

Regular S, M,L, XL, 2XL Black, Brown E8041 
Tall L, XL, 2XL, 3XL Black, Brown E8041 
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These insulated bib overalls are 100%, 
12-0z. cotton with a seam-sealed water- 
proof seat, waterproof double knees, 
and double front legs. The heavy-duty, 
2-way leg zippers open from ankle to 
hip. The turned-under hem allows for 3" 
tall extension. Additional features include 
elasticized adjustable shoulder straps, a 
chest pocket with a pencil slot, a loss- 
proof chest pocket for your cell phone, 
and an elasticized back waist. 





> CHOOSE: Item 
Fits Waist Size Color No. 
29 to 31", 32 to 34", 36 to 38", 40 to 42", 43 Navy, Brown, Black G7412 


to 45", 46 to 48", 49 to 51", 52 to 54" 





R27 
No. D2565 


carhartt ©. 


Insulated Duck Bib Overalls 
R27 - QUILT LINED 


100% 12-0z. cotton duck made with plied (double) yarns; microsanded and 
garment washed. Lined with a midweight, quilted nylon polyester. Double knees 
with cleanout bottoms accommodate kneepads, and ankle-to-knee leg zippers 
with storm flap. Feature several tool and utility pockets, including reinforced 
back pockets and a hammer loop. 


> CHOOSE: > CHOOSE: Item 
Fits Waist Size Inseam Color No. 
R27 - Quilt Lined 
34", 36", 38", 40", 42", 44", 46", 48" 28 Brown D2565 
34", 38", 40", 44", 46", 48", 42", 50", 36" 28", 30", 32", 34" ~=Brown, Dark Brown D2567 
34", 36", 38", 40", 44", 46", 48", 50" i Brown D2566 
34", 36", 38", 40", 42" 34" Brown D2568 
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No. 
H4988 


Dickies 


Long-Sleeve 
Coveralls 


Rugged coveralls let you handle the toughest chores. Feature a 
generous fit in shoulders and chest, bi-swing back for full range 
of motion, and elastic inserts at the waist that expand for a more 
comfortable fit. Heavy-duty, 2-way front brass zipper. 





Basic Blended—Durable yet breathable poly-cotton twill resists 
fading, stains and wrinkles. Coveralls have concealed snaps at 
neck and waist, handy chest pockets for phone, and large back 
pockets bar-tacked for durability. Ruler/tool pocket on right leg. 

= 7.75 oz. twill; 65% polyester, 35% cotton 

= Style No. 48611 


Deluxe Cotton—All-cotton fabric with stain release finish to ease 
cleaning. Chest pockets and back left pocket have brass zippers 








and the dual pockets on the right leg help keep small tools close at | @gyeralls orearee 
hand. Snaps at sleeve and leg cuffs help keep debris out. Hammer 
loop on left leg and pencil pocket on left sleeve. Durable-press 65% polyester/35% combed cotton fabric has soil release and wickable 
= 100% cotton rugged twill finish to ease cleaning. Action-back design features 2-way brass zipper closure and 1-pc. 
= Style No. 48700 topstitched collar. 
Deluxe Blended—Poly-cotton twill is durable yet breathable, €T30—Insulated coveralls feature a quilted lining and adjustable take-up leg snaps that 
waist, and cuffs, plus back left and chest pockets have brass pockets, 2 angled zippered chest pockets, 2 patch hip pockets, 1-pc. rule pocket, and a 
zippers. Handy dual tool pockets on right leg, hammer loop on left. | handy utility pocket on the left sleeve. 
= 7.75 oz. twill; 65% polyester, 35% cotton = 7.29 02. twill 
= Style 48799 C€P40—Short sleeves help provide comfort in warmer weather and the elastic waist provides 
> CHOOSE: > CHOOSE: > CHOOSE: Item a more comfortable fit. Also have 2 chest pockets (right pocket with functional flap), 2 set-in 
Fits Waist Size Inseam Color No. front pockets, and 2 patch hip pockets. 
Basic Blended Coveralls 
42", 38", 34", 46", 50", 54", 58" 31", 33" Dark Navy H4079 > CHOOSE: > CHOOSE: > CHOOSE: Item 
Deluxe Cotton Coveralls Fits Chest Size Inseam Color No. 
34 to 36", 38 to 40°, 42 to 44’, sate CT30 Coveralls 
1610 48" 50 to 52" 54to5e" 31". 33 Navy, Gray H4988 34" to 36", 38" to 40°, 42" to 44", 46" to 48", 50° to 52" 30" Navy Blue E8387 
Deluxe Blended Coveralls = cP40 Coveralls = = — 
42", 38", 46", 34°, 50",54",58" 34.93. Black, Dark Navy, Gray H4068 BO MOSS a Oe ae ares 1010, 20, 0 31", 33" Navy Blue D2369 


29" 30" 48", 48" to 50", 50" to 52", 52" to 54", 54" to 56" 


* 
Chain Saw Chaps Icontor| OELVEX. 


= Stop chains up to 2750 fpm front pocket. Nos. 3MCH7 and 3MCJ3 have 

= Measure from waist to top of foot 420-denier nylon cover and 2 sets of quick- 
release buckles. No. 3MCK4 has 1000-denier 
Cordura® nylon cover and 3 sets of quick- 
release buckles. 


Condor®—Outer layer is 1000-denier Cordura® 
nylon treated with a PTFE coating to repel oil, 
water, and dirt. Waist belt adjusts approx. 25" 





to 50". Include utility pouch and quick-release Mtr. Item 
buckles for easy on and off. condcra lsd ul 
= Meet ASTM F1897-2008 and ASTM F1414 34" = 6AJ60 
Elvex® ProChaps'’—Polyurethane-coated =, = aA 
outer shell is windproof and water-resistant. Elvex® ProChaps™ 
Feature quick-buckling, 45"L x 1¥%"W nylon oe ae pra 
web waist belt and 1"W leg straps. Zippered 36" JE-94 3MCK4 * 
* Cordura® material. No. 5AN17 No. 3MCH7 
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(? 


No. H4984 


No. J4787 (Front) 


Work Shirts and Polos 


Industrial Work Shirts—Shirts feature 2 front pockets with button 
closure and a 2-pc. collar with permanent stays and a snap closure. 
65% polyester/35% cotton poplin fabric is fade-resistant and industrial- 
wash friendly. 


Original Fit Work Shirts—A generous fit across the shoulder helps 
with freedom of movement. 2 mitered front pockets with flap and 
button closure. 65% polyester/35% cotton twill fabric has stain release 
and moisture-wicking properties. 


Performance Shop Polo Shirts—Stylish polos are made from 6-02. 
performance knit, 100% polyester fabric that resists wrinkles, is mois- 
ture wicking, and can stand up to industrial laundry machines. Shirts 
also feature easy-care, stain release properties and resist snags. 


Performance Shop Shirts—Button-down shirts feature a wrinkle- 
resistant, moisture-wicking flex fabric that stretches for easy 
movement during long days in the shop. Fabric also features easy care, 
stain release and color retention properties for increased durability. Also 
easily washes and dries quickly in industrial laundry machines. Include 
adjustable cuffs and afront pencil pocket = ___ tet of 100JTNTNVN_t_tccicc__. cuffs and a front pencil pocket. 








No. J4787 (Back) 


Style 
Description No. 
Industrial Work Shirts 


Short-Sleeve L$535 


Long-Sleeve LESs5 
Original Fit Work Shirts 

Long-Sleeve 574 
Performance Shop Polo 


Short-Sleeve LS606 


Long-Sleeve LL606 


Performance Shop Shirt 


Short-Sleeve LS605 


> CHOOSE: 
Size 


S, M,L, XL, 2XL, 3XL, 4XL, 5XL 


ic Tall, XL Tall, OXL Tall, 3XL Tall 


S,M, L, XL, OXL, 3XL, aXL, 5XL 
M Tall, ‘L Tall, XL Tall, 
2XL Tall, 3XL Tall 


S, M, L, XL, 2XL, 3XL 
M Tall, L Tall, XL Tall, 2XL 
Tall, 3XL Tall, 4XL Tall 


S,M, L, XL, 2XL 
8XL, 4XL, 5XL 


S,M, L, XL, 2XL, 3XL, 4XL, 5XL 
M Tall, L Tall, XL Tall, 
2XL Tall, XL Tall 


S, M,L, XL, 2XL, 3XL, 4XL, SXL 
‘M Tall, L Tall, XL Tall, 


No. J4853 (Front) 







No. J4853 (Back) 





[oxi 
a 


> CHOOSE: Hein 
Color No. 
H4982 
Black, Khaki, Navy —— 
H4984 
Black, Khaki, Navy 44980 


Black English Red, 
Black Smoke, Dark Navy J4787 
Smoke, Smoke Black _ 


Black English Red, Black 
Smoke, Dark Navy Smoke J4855 


Long-Sleeve LL605 


2XL Tall, 3XL Tall 


S,M,L,XL, 2XL, 3XL, 4XL, 5XL 


‘M Tall, L Tall, XL Tall, 
2XL Tall, 3XL Tall 


Work Shirts 


Men’s Dress Uniform Shirts— 
Feature 65% polyester/35% cotton 
fabric with Touchtex™ technology for 
durability, superior color retention, 
and wickability for greater comfort. 
Shirts have 2 button-through pockets 
(No. G0614 has flapped pockets) with 
angled bartacks, plus a sewn-down 
pencil stall on the left pocket. The 
7-button front closure includes a button 
at the neck. The 2-pc., lined, banded, 
and topstitched collar has sewn-in 
stays. No. G0614 has short sleeves, 
No. G0615 has long sleeves. 


Men’s Industrial Work Shirt— 
Features 65% polyester/35% cotton 
fabric with Touchtex™ technology for 
superior color retention, a wickable 


> CHOOSE: 


Black English Red, ia 
Black Smoke, Dark Navy 
Smoke, Smoke Black 34853 





finish for greater comfort, and long 
life. Short-sleeve shirt has 2 button- 
through, hex-style pockets with angled 
bartacks, plus a bartacked pencil stall 
on the left pocket. The 6-button front 
closure includes a gripper at the neck. 
The 2-pc., lined collar comes with 
sewn-in stays. 


Men's Denim Shirt —Western-style 
shirt with tough, heavyweight 100% 
cotton fabric. Long-sleeve shirt comes 
with 2 large pockets with simulated 
pearl gripper closures, plus a bartacked 
pencil stall on the left pocket. Front 
closure has 6 pearl-style snaps plus 

a button at the neck. The 2-pc., lined, 
banded, and topstitched collar has 
sewn-in stays. 


> CHOOSE: Item 





No. G0614 No. G0615 
Description Size Color No. 
No. D2381 Men's Solid Dress Uniform Shirt S,M, L, LT, XL, 2XL, 3XL__ Petrol Blue, White  G0614 
Men's Striped Dress Uniform Shirt S,M, L, LT, XL, 2XL, 3XL__ Petrol Blue, White G0615 
Denim Shirt Long Sleeve > M, ic ‘XL, XL, 3XL, AXL Blue Denim _D2381 
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Work Pants and Jeans 


INDUSTRIAL WORK PANTS 

= Style No. 2112272 

Multiple pockets include deep, reinforced 
front pockets and left back pocket with button 
closure. Feature wide belt loops. Durable 
pants are made of 65% polyester/35% 

cotton vat-dyed wrinkle-resistant twill that is 
industrial-wash friendly and has stain release 
properties. Relaxed fit. 


TRADITIONAL WORK PANTS 

= Style No. 874 

Work pants have a center crease for a profes- 
sional look. Printed waistband for comfort. 
Details include tunnel belt loops and 4 pockets 
(2 front and 2 welt back pockets; back left 
pocket has button closure). 65% polyester/35% 
cotton wrinkle-resistant twill has stain release 
properties. Original fit. 


PAINTER'S PANTS 

= Style No. 1953 

Pants are designed to fit over work boots. They 
have triple-stitched felled seams for durability. 
Details include multiple tool pockets, hammer 
loops, rule pocket on right leg, and double back 
pocket. 100% cotton painter's drill. Relaxed fit. 


PREMIUM INDUSTRIAL CARGO PANTS 
a Style No. 2112372 


Durable cargo pants have a gusseted crotch 
and wide belt loops. Features reinforced front 





> CHOOSE: > CHOOSE: > CHOOSE: Item 
Fits Waist Size Inseam Color No. 
Industrial Work Pants - 5 pockets 
30", 32", 34", 36", 38", 40", 42" 30", 32", 34" Black, Desert Sand, Navy H4972 
Industrial Work Pants - 4 pockets 
30", 32", 34", 36", 38", 40", 42" 90. 32° at" Black, Desert Sand, Navy H5687 
Traditional Work Pants 
30", 32", 34", 36", 38", 40", 42", 44" 30", 32", 34" Black, Desert Sand, Navy H4974 
Painter's Pants 
30", 32", 34", 36", 38", 40", 42", 44" 30", 32", 34" White H4977 
Premium Industrial Cargo Pants 
30", 32", 34", 36", 38", 40", 42" 30", 32", 34" Black, Desert Sand, Navy H4971 
Performance Shop Pants 
30", 32", 34", 36", 38", 40", 42" 30", 32", 34" Black, Dark Navy J4785 
Carpenter Jeans 
30", 32", 33", 34", 36", 38", 40", 42", 44", 46" 30", 32", 34" Indigo H6041 
Construction Pants 
= Style: 76488 
Lightweight and highly durable, yet comfortable 
for all day use. Jeans feature Cordura® fabric 
1% polyamide-reinforced knee, bottom hem, 
and hanging pockets for long life. Designed 
with a gusseted crotch for greater durability and 
movement, plus a raised back for a comfortable 
Relaxed- fit in any position. Have 2 front pockets, 2 back 
A pockets, 2 hanging pockets in Cordura fabric 
Fit Jeans with double bottom for long life, polyester loops 
= Style No. PD60 for screwdrivers and pliers, thigh pocket with 
Heavyweight 13.75-0z. flap, and a handy ruler pocket. Versatile jeans 
prewash cotton denim jeans come with extendable leg length for varying 
feature traditional 5-pocket body shapes, adjustable kneepad position for a 
styling with more room in the more comfortable fit, and reflective material for 
seat and thigh. Metal button added visibility. 79% cotton, 21% polyester, with 
and brass zipper closure. reinforced 100% Cordura fabric. 
> CHOOSE: > CHOOSE: Item > CHOOSE: > CHOOSE: 
Fits Waist Size Inseam Color No. Fits Waist Size Inseam 
30", 32", 34", 36", 38", 40", 42", 44", 46", 48" 32", 34", 44" Indigo D2386 32", 34", 36", 38", 40" 32", 34" 





pockets and 2 cargo pants with hidden zipper 
closure; extra pockets on outside left cargo 
pocket and inside right cargo pocket. 65% poly- 
ester/35% cotton vat-dyed twill. Relaxed fit. 


PERFORMANCE SHOP PANTS 
= Style No. LP605 


Feature 6 multifunctional pockets from cell 

to bellow. Back pockets are angled for easy 
access. These durable pants sit slightly below 
waist, have a straight leg and provide extra 
room in seat and thigh areas. Comes equipped 
with StayDark® technology and feature 
moisture wicking abilities along with contour 
yoke for ease of movement. Made of 65% 
polyester/35% cotton this flexible, wrinkle- 
resistant twill has stain release properties and 
is industrial wash friendly. Heavy CB belt loop 
and double knee has opening for kneepad. 
Relaxed fit. 


CARPENTER JEANS 

= Style No. LU200 

Tough, heavyweight denim fabric with triple- 
needle stitching on the side seam, yoke, and 
seat seam for long life. Straight-leg style with 

a relaxed fit that sits slightly below the waist 
with extra room in the seat and thigh for a more 
comfortable fit. Include a hammer loop and dual 
tool pockets. The pre-washed denim is durable 
enough to withstand industrial laundering. 








No. H4972 No. H4974 
| | * 
\ . 
meet 
~ | 
all aie 4 
No. H4977 No. H4971 


No. H6041 
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Color No. 
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1723 


SAFETY Scan. Order.Done. =f 
Safety Vests Details on page A1. 


ANSI High-Visibility Safety Apparel Information 


Conspicuity classes specify visibility PERFORMANCE CLASS 1 (TYPE 0) PERFORMANGE CLASS 3 (TYPE R OR P) 

and other requirements for warning Offers the minimum amount of high-visibility material to differenti- Provides greater minimum level of high- 

vests or other apparel, based on the ate the wearer from non-complex work environments and is only _ visibility material that the apparel must contain. 
wearer's activities and the environ- appropriate for off-road (Type 0) environments. Performance Class 3 provides more visibility 


ment. The classes describe the amount to the wearer in both complex backgrounds 
and placement of reflective material, Ue ota Ee : an i and through a full range of movement by the 
vest style, and background material. Provides additional amounts of high-visibility material that allow required placement of backgroud, retroreflec- 
For further information, see Quick for better definition of the human form. Performance Class 2 is tive, and combined performance materials 
Tip #153: High-Visibility Clothing considered the minimum level of protection for workers exposed to on the sleeves and pant legs (if present). A 
Standards at grainger.com/quicktips. roadway rights-of-way and TTC (temporary traffic control) zones. garment or vest without sleeves worn alone is 


not considered Class 3 protection. 














No. J6042 
No. J6026 
No. J6035 
ANSI-Rated Safety Vests No. Jo0z9 condor] 
= Meet ANSI 107-2015 low-light visibility. 2-tone stripes are silver with an Polyester Mesh—Lightweight and breathable. 
Help keep your workers safe by selecting ANSI rated additional color for increased visibility. Expandable Polyester Tricot—Wrinkle-resistant and durable 
safety vests appropriate to the task and environ- side closure lets the wearer adjust the side straps with high color retention. 
ment. Vests feature reflective edging to improve for a comfortable fit. 
Vest Vest Back Stripe > CHOOSE: > CHOOSE: > CHOOSE: Item 
Material Closure Type Pattern Color Stripe Color Family Vest Size No. 
Type R, Class 2 
Polyester Mesh Hook-and-Loop U-Block Orange/Red, Yellow/Green Silver S/M, L/XL, 2XL/3XL, 4XL/5XL_ «6035 
Balvecier Zipper Chevron Orange/Red, Yellow/Green Silver S, M, L, XL, 2XL, 38XL, 4XL, 5XL__ J6029 
y Zipper U-Block Orange/Red, Yellow/Green Silver S, M,L, XL, 2XL, 3XL, 4XL, 5XL__J6028 
Hook-and-Loop U-Block Orange/Red, Yellow/Green Silver S/M, L/XL, 2XL/3XL, 4XL/5XL_ —- 6037 
Polyester Mesh Hook-and-Loop X Orange/Red, Yellow/Green Silver S/M, L/XL, 2XL/3XL, 4XL/5XL_ —«J6026 
Zipper U-Block Orange/Red, Yellow/Green Silver S, M, L, XL, 2XL, 3XL, 4XL, 5XL_ _J6027 
Type R, Class 3 
DalvesiarNlesh Hook-and-Loop U-Block Yellow/Green Silver S/M, L/XL, 2XL/3XL, 4XL/5XL_ «6042 
y Zipper U-Block Orange/Red, Yellow/Green Silver S, M, L, XL, 2XL, 38XL, 4XL,5XL_  J6041 
Breakaway 
= Polyester mesh 
= Meet ANSI 107-2015 
Breakaway hook-and-loop 
closures will separate if the vest 
becomes caught on passing 
vehicles or heavy machinery. 
Vest Vest Back Stripe > CHOOSE: > CHOOSE: > CHOOSE: Item 
Material Closure Type Pattern Color Stripe Color Family Vest Size No. 
Type R, Class 2 
Polyester Hook-and-Loop U-Block Orange/Red, Yellow/Green Silver S/M, L/XL, 2XL/3XL, 4XL/5XL_ «6033 
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* GRAINGER 
APPROVED 


ANSI-Rated 
Safety Vests 


= Meet ANSI-ISEA 107-2015 


Help keep your workers safe by 
selecting ANSI rated safety vests 
appropriate to the task and envi- No. J6012 
ronment. Vests feature reflective No. J6020 
edging to improve low-light visibil- 


ity. 2-tone stripes are silver with 
an additional color for increased 
visibility. Expandable side closure 
lets the wearer adjust the side 
straps for a comfortable fit. 
Polyester—Wrinkle-resistant and 
durable, with high color retention. 
Polyester Mesh—Lightweight 





























and breathable. No. J6019 No. J6024 
Vest Vest Back Stripe > CHOOSE: > CHOOSE: > CHOOSE: Item 
Material Closure Type Pattern Color Stripe Color Famil Vest Size No. 
Type 0, Class 1 
Polyester Hook-and-Loo U-Block Orange/Red, Yellow/Green Silver S/M, L/XL, 2XL/3XL, 4XL/5XL = J6013 
Polyester Mesh Hook-and-Loo U-Block Orange/Red, Yellow/Green Silver S/M, L/XL, 2XL/3XL, 4XL/5XL  J6012 
Type R, Class 2 
Hook-and-Loo U-Block Yellow/Green Silver S/M, L/XL, 2XL/3XL, 4XL/5XL_  ~=—J6017 
Hook-and-Loo U-Block Yellow/Green Silver 5XL J6020 
Polyester Hook-and-Loo U-Block with Double Horizontal Base Icon Orange/Red Silver 5XL J6019 
Zipper U-Block Orange/Red, Yellow/Green Silver S, M,L, XL, 2XL, 3XL, 4XL,5XL  J6020 
Zipper U-Block with Double Horizontal Base Icon Orange/Red Silver S,M,L, XL, 2XL, 3XL, 4XL J6019 
Type R, Class 3 
Polyester Mesh Zipper U-Block Orange/Red, Yellow/Green Silver S,M,L, XL, 2XL, 3XL, 4XL,5XL  J6024 





* GRAINGER 
APPROVED 


Non-ANSI-Rated Safety Vests 


Polyester Mesh—Lightweight and breathable. Yh, 


Basic and economical safety vests for use in situations where meeting ANSI ratings 
are not a concern. 
Polyester—Wrinkle-resistant and durable, with high color retention. 
No. J6048 

















No. 44 
D> CHOOSE: ae 
Vest Vest Back Stripe CHOOSE: Stripe > CHOOSE: Item 
Material Closure Type Pattern Color Color Famil Vest Size No. 
Unrated eee 
Polyester Zipper U-Block Pink Silver 3XL, Universal J6048 
Green/Yellow/ 
Hook-and- Orange/Red, «; : 
None ’ Silver, Orange/ Universal J6044 
Loop Yellow/Green Red/Silver 
Green/Yellow/ 
Polyester ee Orange/ 
Mesh ae None Red, White, ae Universal, 3XL  J6025 
Yellow/Green Red/Silver 
Hook-and- Double Green/Yellow/ 
Loo Horizontal Orange/Red Silver 3XL J6025 No. J6025 








ANSI-Rated Safety Vests WG 

= Meet ANSI 107 Type P Class 2 eae 
Durable modacrylic fabric is flame resistant for added protection, has moderate 
resistance to abrasion, and is quick drying. Vests feature a reflective silver stripe 
pattern to help provide enhanced visibility at night and in low light conditions. 
Designed with at least 1 pocket for handy storage. Vests with hook-and-loop 
closure allow easy donning/doffing. 











> CHOOSE: No. of No. of 
Vest Back Stripe CHOOSE: > CHOOSE: Pockets Pockets Item No. J6357 No. J6359 
Closure Type Pattern Color Vest Size Inside Outside No. 
Type P, Class 2 
Hook-and-Loop U-Block Orange, Lime oy yr’ Axtisx, 1 4 J6357 
S/M, L/XL, 

Hook-and-Loop U-Block, Chevron Lime 2XL/3XL, 4XL/5XL, 0 i J6358 
inverse 

Hook-and-Loop U-Block lime: sev aycen.. 1 4 J6359 Ne aeaae 
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SAFETY Scan. Order. Done. 
Hi-Visibility Workwear Details on page Al. 














No. J5377 No. J5378 
High-Visibility Shirts 
= 2" silver reflective tape Polo Shirts—Lightweight pullover No. H1998 
= ANSI/ISEA 107 Type R shirts are engineered to resist snags 
= Meet Class 2 and pulls in the material. Collared 


Sportsman Shirts—Ultra lightweight shirt presents a more professional 
shirts are designed to be breathable and @PPearance. 

quick-drying. Long sleeve shirt includes 

an optional take up system to roll 

Sleeves up and then secure at the elbow. 


> CHOOSE: Item 
Description Size Color No. 
Sportsman Shirts 
Short-Sleeve S, M, L, XL, 2XL, 3XL, 4XL, 5XL Green/Yellow J5376 
Long-Sleeve S, M, L, XL, 2XL, 3XL, 4XL, 5XL Green/Yellow J5377 
Polo Shirts 
Short-Sleeve S, M, L, XL, 2XL, 3XL, 4XL, 5XL Green/Yellow J5378 





(Emmy) No. J5375 


High-Visibility | High-Visibility Jackets 








T-Shirts = 2" silver reflective tape 
= Meet ANSI/ISEA 107- Bomber II""—Jacket has quilted lining for warmth and comfort. 
2015 Type R Class 2 = Meet ANSI/ISEA 107 Type R Class 3 
Moisture-wicking short-sleeve | Iggn LTE™—Lightweight, breathable fabric provides comfort and flexibility. 
polyester T-shirts feature 2 Features include a roll-away adjustable hood and front radio pocket with exte- 
silver reflective tape and left rior badge holder. 
chest pocket. 
> CHOOSE: > CHOOSE: Item 
> CHOOSE: Item Description Fits Chest Size Color No. 
Size Color No. Bomber II 36" to 38", 40" to 42", 44" to Yellow/Black, Orange/Black H1998 
SAM axLaeL” Yellow —-H8429 cones ee eae Yellow/Green/Black J5375 


High-Visibility Insulated 
Jackets and Bib Overalls 
=» Meet ANSI 107-2015 Class 3 


Jackets—100% polyester jackets feature reflective striping with 4" contrast 
backing for excellent visibility. 


No. G7405 includes a removable hi-vis liner (reverses to black) with zip-off sleeves, 
2 microphone loops, several pockets including an ID pocket with hook-and-loop 
closure, and quick-release hard hat hood. 


Bib Overalls—Waterproof, 2-pc. overalls have 2" reflective tape around legs 
for increased visibility. Garment has a fly front with a center snap, hook-and-loop 
take-up straps at the leg cuffs, and black elastic suspenders straps with divider 
and quick-release buckles. 





No. G7405 > CHOOSE: > CHOOSE: Item 
Description Size Color No. 
5-in-1 Jackets 
Regular Me XL, 2X Bx Green, Orange G7405 
Tall 2XL, 3XL, L, XL Green, Orange G7405 
Bib Overalls 
No. G7411 Regular S, M, L, XL, 2XL, 2XL, 3XL, 4XL, 5XL Black, Green, Orange G7411 
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collar. Bib overalls feature adjustable elastic 
suspenders, leg cuffs, and elastic waist. 
Double heat-welded seams. 


Jackets and coat have zipper closure 
with storm-fly front and a roll-away hood. 
D-ring access and fully vented cape back. 


TINGLEY * me 

High-Visibility Rainwear : sae ace : 

aaeaii High-Visibility Rainwear 

= Meets ANSI/ISEA 107 = Meets ANSI standards 

= Jackets and Coats are Type R Class 3 = Jacket is Class 3 

= Overalls are Class E = Bib overalls are Class E 

Comfort-Brite® PVC rainwear resists Bright color with 2"W 3M™ reflective tape. 

me ieee pelea teehee ae ma PVC/Nylon—VJacket and coat have zip-front Nos. D2326 
features 2"W silver reflective tape. Heat | deiner ctor icin nica and D2327 
sealed seams provide 100% waterproof ean cae 4 : sa ae d , i di (Sold 
protection. Nonconductive hardware. sill etapa Ald chate eadlnoulelot Separately) 





Bib overalls have suspenders with quick- = 0.35mm 
release buckles. Ones > CHOOSE: em 
Description Size : 
> CHOOSE: Item PVC/Nylon 
Size Color No. Jacket with Detachable Hood D2326 
Jackets Bib Overalls S, M, L, XL, 2XL, 3XL, 4XL D2327 
S, M, L, XL, 2XL, 3XL Yellow/Green F0797 Se ee —— — es with Detachable Hood D2328 
S, M, L, XL, 2XL, 3XL, 4XL, 5XL Orange E1823 
Coat 
S, M, L, XL, 2XL, 3XL Yellow/Green E2067 
Bib Overalls 
S, M, L, XL, 2XL, 3XL Yellow/Green F0798 
S, M, L, XL, 2XL, 3XL, 4XL, 5XL Orange E1824 


SoTENacrOUS«<¢ 


aide Le 





High-Visibility 
Rainwear wo. DE 
= Meet ANSI 107 

= Jacket is Type 2 Class 2 

= Pants are Class E 

GloWear® rainwear outer shell is 

constructed of 300-denier breathable 

oxford polyester with polyester mesh- No. D2324 
lined polyurethane-coated interior. Jacket 

has zipper front and cell phone chest 


pocket. Pants have elastic drawstring 
waist. 3M™ Scotchlite™ 2"W reflective 





No. No. No 
H7524 G5391 G5393 
No. 
aes bees G5398 









ee , | High-Visibility Rainwear Viki: 
Description Size No. = ANSI/ISEA 107-2015 Professional Journeyman—300- 
Jacket at C a aL XL aL a Orange, Yellow/Green 2323 = Coats are Type R Class 3 Level 2 denier trilobal fabric construction. Coat 
Pants S, M, L, XL, 2XL, 3XL, 4XL, 5XL Orange, Yellow/Green D2324 = Pants are Class E has a detachable hood, zip front, flap, 
— or | » Waterproof and zippered pockets. Bib overalls 
Ripstop fabric with a polyurethane have a removable bib for conversion 
No. 35375 | backing for abrasion, puncture, rip,  _ to waist pants. Include waist snap, 
No. H1998 and snag resistance. Taped and fly, boot access zippers, and elastic 
heat-sealed seams and nylon lining. suspenders. 
Windproof and resists cold. Professional Thor—Durable 
Open Road®—Durable 150-denier 300-denier trilobal fabric. Breathable 
material is lightweight and flexible. coat has 4" contrasting 3M™ reflective 
2" Vi-brance® reflective tape. Coat striping. detachable hood, zip front, 
has a protective collar storm flap, and flap. Includes outside pockets 


High Visibili ty Jackets TINGLE Y | detachable hood and wrist cuffs (both —_ with waterproof zippers, mic clips, and 


A TRADITION SINCE 1896 adjustable). Bib overalls have a front armpit ventilation ZIPPers. 





= 2" silver reflective tape fly and adjustable boot cuffs. 
Bomber II""—Jacket has quilted lining for warmth and comfort. -_ > CHOOSE: > CHOOSE: Item 
Description Size Color No. 
= Meet ANSI/ISEA 107 Type R Class 3 Open Road® 
™ 1; : ili Coat S, M, L, XL, 2XL, 3XL, 4XL, 5XL Yellow/Green H7524 
Icon LTE" —Lightweight, breathable fabric provides comfort and flexibility. Bib Overalls SM-L-XL2XL_3XL_4XL_5XL_ Hi-Visibility LimeHi-Vis Lime H7529 
Features include a roll-away adjustable hood and front radio pocket with exte- Professional Journeyman 
rior badae holder. S, M, L, XL, 2XL, 3XL, 4XLS, Hi-Visibility Green, 
g Coat ML. XL. 2XL. 3XL, 4XL OrangeHi-Vis Green G5391 
> CHOOSE: > CHOOSE: Item Bib Overalls/Waist Pants S. M, L. XL, 2XL. 3XL Yellow/Green, Orange G5395 
Description Fits Chest Size Color No. Professional Thor 
Bomber II™ 36" to 38", 40" to 42", 44"to Yellow/Black, Orange/Black 1998 S, M, L, XL, 2XL, 3XL, 4XLS, 
amie 46", 48° to 50", 52" to 54", 56" yang i : ae i M, L. XL, 2XL, 3XL, 4XL Yellow/Green, Orange = G5393 
eon to 58", 60" to 62", 64" to 66" SHON reeiye iat Waist Pants S,M,L,XL, 2XL, 3XL Yellow/Green, Orange G5398 
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SAFETY 
Flame-Resistant & Arc Flash Clothing 


Scan. Order. Done. 
Details on page A1. 








No. J4031 


TINGLEY 


A TRADITION SINCE 1896 








No. J4033 


Flame-Resistant Rainwear 


= Meet ASTM D6413 


Safetyflex®—Specialty PVC on 
polyester material is durable, mildew 
resistant, and provides a comfortable 
fit. Fabric is chemical resistant to 
many acids, alcohols, alkalies, oils, 
and salts, while the Therm-O-Rad 
sealed seams provide you 100% 
liquidproof protection. The jacket 
features full cut shoulders with 90° 
sleeve to body angle for supreme 
freedom of movement, an attached 
hood, and a storm fly front to seal out 
rain, wind, and contaminants. The 
tapered sleeves can fit in protective 
gloves and can accommodate glove 
rings for additional safety. Overalls 
have a plain front and feature a stitch 
bonded, non-woven lining that resists 


moisture. Suspenders have a snap 
lock buckle for easy adjustments. 
Snap closures are heavy-duty for 
long life. 


Magnaprene™—Nylon fabric is 
coated with neoprene for abrasion 
and mildew resistance, and to protect 
against acids, chemicals, oils, and 
solvents. The stitched and taped 
seams offer 100% waterproof protec- 
tion. Jacket features batwing sleeve 
construction for maximum freedom 

of movement and take-up snaps 

on the sleeves for an adjustable fit. 
Comfortable corduroy tip collar and a 
storm fly front that helps seal out rain, 
wind, and contaminants. Pants have 
take-up snaps on the ankle cuffs for 
an adjustable fit and heavy duty snaps 





No. J2256 


TINGLEY 


A TRADITION SINCE 1896 








No. J2258 





High-Visibility Arc-Flash and = %°. »2262 
Flame-Resistant Rainwear 


= 2 silver reflective tape 
= Jackets and Coats are 

Type R Class 3 
= Bib Overalls are Class E 
Eclipse™ Quad-Hazard® rainwear 
features Thermo-Grid® technology to 
block out heat energy, while the flame 
resistant PVC coating on Nomex® 
provides 100% liquid proof protection. 
Ideal for use in all electric and gas 
utilities, power generation, pipeline 
and construction work, as well as in 
petrochemical applications. Resistant 
to many acids, oils, alcohols, salts, 
and alkalies. 


Jackets and Coats—High-visibility, 
liquid-proof coats provide excellent 
arc flash protection and have an 
overhead shoulder design to let you do 
overhead work without limiting your 
range of motion. The zipper/storm fly 
front has a snap closure and hidden 


non-conductive, non-corrosive hard- 
ware to seal out heat, wind, rain, and 
contaminants, while hook and loop 
take-up straps on wrists help assure 
an adjustable fit. D-ring access lets 
you attach a fall protection harness. 
Also feature a flame-resistant cordu- 
roy collar with rollaway hood and a 
full-vented cape back for improved air 
circulation. 


Jackets Nos. J2556 and J2557 also 
provide flash fire protection, and have 
an adjustable elastic drawcord. 


Bib Overalls—Snap fly front overalls 
feature Quad-Hazard® high-visibility, 
liquid proof, arc flash, and flash fire 
protection. Suspenders have heavy- 
duty non-conductive quick-release 
buckles and crossovers, while the 
hook-and-loop take-up straps on 
ankle cuffs provide an adjustable fit 
and help seal out contaminants. 





tears, punctures, and dissipates for long life. > CHOOSE: Item 
Description Size No. 
> CHOOSE: > CHOOSE: Item ATPV Rating 8.7 cal./cm2 - HRC 2 
Rainwear Style Size Color No. Jackets S, M, L, XL, 2XL, 3XL, 4XL, 5XL J2256 
Safetyflex® Coats S, M, L, XL, 2XL, 3XL, 4XL J2261 
Flame Resistant Rain Jacket S, M, L, XL, 2XL, 38XL, 4XL Green E8676 Bib Overalls S, M, L, XL, 2XL, 3XL, 4XL, 5XL J2258 
Flame Resistant Rain Bib Overall S, M, L, XL, 2XL, 3XL, 4XL Green E9131 ATPV Rating 11 cal./cm2 - HRC 2 
Magnaprene™ Jackets S, M, L, XL, 2XL, 3XL, 4XL, 5XL J2257 
Flame Resistant Rain Jacket S, M, L, XL, 2XL, 3XL, 4XL, 5XL Tan J4031 Coats S, M, L, XL, 2XL, 3XL J2262 
Flame Resistant Rain Bib Overall S, M, L, XL, 2XL, 3XL, 4XL,5XL ‘Yellow, Tan J4033 Bib Overalls S, M, L, XL, 2XL, 3XL, 4XL, 5XL J2260 
NASCO 


High-Visibility Arc- and Flame-Resistant Rainwear 


= Meets ANSI/ISEA 107 Sentinel""—Durable, flexible 100% 
= Jackets are Type R Class 3 Level 2 FR cotton knit with FR polyurethane 

= Overalls are Class E barrier minimizes heat transfer 
Features 3M™ 2" high-visibility reflective trim and welded burns and provides resistance to 
seams. chemical splashes. Protects from oils, 
hydrocarbons, salts, and alcohols in 
electric and gas utility environments 
and refineries. 

= Meets ASTM F1891 and F2733 


ArcLite™’—Provides protection in telecommunications 
and electric utility environments. Lightweight, flexible 
Nomex® with FR polyurethane/PVC barrier minimizes heat 
transfer burns and has limited chemical splash resistance. 
= Meets ASTM F1891 





No. DO649 > CHOOSE: Item 
Description Size No. 
ArcLite™ 7.0 cal./cm2 - HRC 
Jackets D0642 
ey Bib Overalls 5, M, L, XL, 2XL, 3XL, 4XL p0644 
Sentinel™ 16.0 cal./cem2 - HRC 
No. D0652 Jackets D0649 
Bib Overalls S, M,L, XL, 2XL, 3XL, 4XL D065? 
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SAFETY 
Rainwear 





impertech™ 
Sanitation Rainwear 


= 0.16mm 
= Meet ASTM F1671 Bloodborne 

Pathogen standard 
= Navy color 
Constructed of circular knit polyester backing 
with a stretch polyurethane coating. Microwelded 
seams help ensure that garments are waterproof. 
Stretches with wearer for extra comfort. 





No. D7616 


Jacket—Front zip has a snap storm flap and over-flap 
front closure with plastic snaps. Attached hood has 
elastic for protection. Raglan sleeves enable increased 


No. D7617 
arm movement. 
. > CHOOSE: Item 
Bib Overalls—Have a high waist and Size No. 
justable elasti nders. Sn Jacket 
a in = rai . : a . S, M, L, XL, 2XL, 3XL, 4XL D7616 
adjustment waist and elastic at ankles Bib Overalls 
for protection. S, M, L, XL, 2XL, 3XL, 4XL D7617 






Viking 


“Brave The Elements”® 


Bristol Bay Rainwear 
= 0.75mm 


PVC with cotton twill backing provides 
protection against chemicals, animal 
fats, and motor oils. Material is water- 
and windproof and resistant to the 
effects of seawater and sunlight. 
Durable double trimmed seams and 
generous sizing for working comfort. Machine washable. 
Jacket has attached drawstring hood with large visor, 
neoprene storm cuffs, chrome-plated brass snaps, and double 
snap system on placket for extra wind and rain protection. 
Pants feature an additional 0.35mm layer of PVC-coated 
oxford nylon for extra wear resistance. Also with adjustable 


No. G5389 


waist panel and heavy-duty elastic suspenders. No. G5394 
> CHOOSE: ltem 
Size No. 
Jackets 
S, M, L, XL, 2XL, 3XL G5389 
Pants 
SM, L, XL, 2XL, 3XL G5394 


Viking 


“Brave The Elements”® 


Open Road® 
Ripstop Rainwear 


= 150 denier 

Lightweight gear is waterproof and 
provides protection against rips, 
snags, tears, punctures, and abra- 
sion. Seams are double stitched, 
taped, and heat sealed. 

Jackets have a protective collar 
storm flap, helping to block out 
wind and water entry. Feature 2 
front storage pockets and multiple 





front and back vents for breathabil- ores No. H7528 
ity. Drawstrings on attached hood > CHOOSE: Item 
and wrist cuffs are adjustable. Jackat Size Color _No. 

Bib Pants feature quick-release clip S, M, L, XL, 2XL, 3XL Yellow _H7523 
suspenders and have a front fly Banke ML, XL, 2XL,3XL___—Green__H7525 
with hook-and-loop closure along SM. L, XL, 2XL, 3XL Yellow H7528 
with adjustable boot cuffs. SM, L, XL, 2XL, 3XL Green H7527 
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No. D2283 


No. D2284 


“(corm 
PVC Rainwear 


= Yellow color 
= Available in sizes S - 3XL 


3-Pc. Disposable PVC Suit—Snap- 
front jacket, detachable hood with 
drawstring, elastic waist pants, and 
storage pouch included. Snap adjust- 
able sleeves and pants. 

= 0.10mm 


3-Pc. PVG Suit—Snap-front jacket 
with detachable hood and bib overalls 
with snap-fly front. Elastic suspenders 
included. 

= 0.25mm 


Description 
3-pc. Disposable PVC Suit 
3-pc. PVC Suit 
PVC Raincoat 
3-pc. PVC/Polyester Suit 
3-pc. PVC/Polyester Suit 
3-pc. PVC/Nylon Suit 


No. D2282 








No. D2286 


PVC Raincoat—Features cape back 
ventilation, detachable hood, and 2 
pockets. 

= 0.25mm 


3-Pc. PVC/Polyester Suits—Snap- 

front jacket with detachable hood and 
bib overalls with snap-fly front. Elastic 
suspenders included. 

= 0.35mm 


3-Pc. PVC/Nylon Suit—Snap-front 
jacket with detachable hood and bib 
overalls with snap-fly front. Elastic 
suspenders included. 

= 0.35mm 


Item 


D2281 
D2283 
D2282 
D2284 
D2285 
D2286 
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SAFETY 
Rainwear 


Scan. Order. Done. 
Details on page A1. 





Nos. D2295 
and D2296 
(Sold Separately) 


Nos. D8968 
and D8971 
(Sold Separately) 









No. D2315 
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Nos. D2313 
and D2314 


(Sold = 
Sourav) SBR Rubber Rainwear 


Polyurethane/ 
Nylon Rainwear 


” (Sate 
» 0.25mm 


Polyurethane exterior stands up to chlorinated water 
used in food processing plants and other sanitary 
applications. Welded seams. 





Jackets—Have snap front closures and detachable 
hood. 


Bib Overalls—Plain-front overalls include adjustable 
elastic suspenders. Reinforced knee patches provide 
added protection. 


> CHOOSE: Item 
Size Rainwear Color No. 

Jackets with Detachable Hood 
S, M, L, XL, 2XL, 3XL, 4XL Yellow D2293 
S, M, L, XL, 2XL, 3XL, 4XL Green D2295 
Bib Overalls 
S, M, L, XL, 2XL, 3XL, 4XL Yellow D2294 
S, M, L, XL, 2XL, 3XL, 4XL Green D2296 
Polyurethane/ 





Nylon Rainwear 


= 0.25mm exterior coated 

polyurethane on Oxford nylon 
lron Eagle® rainwear provides exceptional snag and 
abrasion resistance. Protects against fats, oils, grease, 
and other chemicals. Heat-sealed seams can with- 
stand extensive laundering. 


Jackets—Feature storm fly front and are available 
with attached hood or hood snaps. 


Bib Overalls—Plain front overalls have premium 
snap-lock suspender buckles. 


> CHOOSE: > CHOOSE: Item 
Size Color No. 
Jacket with Attached Hood 
Pax AXLE Blue, Yellow, Green ps968 
Jacket with Hood Snaps 
S, M, L, XL, 2XL, 3XL, 4XL Yellow, Blue, Green D8969 
Bib Overalls 


S, M, L, XL, 2XL, 3XL, 4XL Blue, Yellow, Green D8971 


* 
comor| 


= 100% SBR rubber with 
cotton/polyester lining 

= 0.46mm 

Vulcanized, cemented seams for durability. 

SBR resists punctures, tearing, mild acids, 

ketones, and organic esters. Yellow color. 


Jacket—Snap-front closure and attached 
hood. 


Bib Overalls—Feature nickel-plated 
snap-fly front with elastic suspenders. 


Raincoat and Rain Hood—Raincoat 
has corduroy-tipped collar and snap front. 
Raincoat length: 45". Snap-on rain hood is 
sold separately. 


> CHOOSE: Item 
Size No. 
Jacket with Attached Hood 
S, M, L, XL, 2XL, 3XL, 4XL D2313 
Bib Overalls 
S, M, L, XL, 2XL, 3XL, 4XL D2314 
Raincoat 
S, M, L, XL, 2XL, 3XL, 4XL D2315 
Rain Hood 
Universal 4ML31 








No. 3GRR8 
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Ponchos and 
Umbrellas 


Disposable Ponchos with Hood— 
Heat-sealed seams prevent leaks. 

No. 2ELD5 is made of polyethylene and 
comes in an individual pouch. No. 1EJY3 
includes side snaps. 

= No. 2ELD5 is 0.02mm - 50" x 80" 

= No. 1EJY3 is 0.10mm - 52" x 80" 


PVC/Nylon Ponchos with Hood—Hood 
has visor and drawstring. Electronically 
welded seams and snaps prevent leaks. 
Storage bag included. 

= 0.20mm - 50" x 80" 


Umbrella—Heavy-duty umbrella with 
push-button automatic open and auto- 
matic close for 1-handed operation. 


Item Pkg. 
Color No. Qty. 
Disposable Ponchos with Hood, Universal Size 
Clear 2ELD5 24 
Yellow 1EJY3 1 
PVC/Nylon Ponchos with Hood, Universal Size 
Green 
Yellow/Green 1EJY2 1 
deems Umbrellas, 40" Open dia. 
Black 3GRR8 1 


“(orm 
PVC-Free 2-Pc. 


Rainwear Suit 


= 0.20mm 

Nylon zippered jacket with attached hood, 
2-flap pockets, underarm air vents, and 
adjustable wrist snaps. Pants have elastic 
waist and adjustable ankle snaps. 


Item 

Size Color No. 
M Yellow 5JDX5 
L Yellow 5JDX6 
XL Yellow 5JDX7 
2XL Yellow 5JDX8 
$ Green 5JDX9 
M Green 5JDYO 
E Green 5JDY1 
XL Green 5JDY2 


Nos. G3213 and G3214 
(Sold Separately) 


VR® Polyolefin 
Rainwear 


» 0.8mm 


Soft, lightweight material is cold-crack and 
tear- and chemical-resistant; impervious to 
fats and oils. 3" patches sealed into crotch 
and underarms for reinforcement. Jacket 

has extra-large snaps for convenience and 
storm flap for added protection. Overalls 
have adjustable elastic suspenders with large 
quick-release buckles. 


> CHOOSE: Item 

Description Size No. 
Jacket L, XL G3213 
Bib Overalls L, XL G3214 
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rae 
KEYS 


FABRICS 


* GRAINGER 


Find the wy. Find Solutions. Find Great Prices. 
¥ 
APPROVED CELLUCAP = 


lCordior| _CELLUCAP 


Beard Nets, Bouffants, and Hairnets 


Help prevent product contamination. Stretchable elastic provides a comfortable 
and secure fit. 

BEARD NETS 

Use to contain facial hair and are ideal for use in food handling applications. 


BOUFFANTS 


Can provide more protection than hairnets and help keep long hair out of face 
and eyes. Ideal for use in electronics manufacturing, laboratory, and cleanroom 
applications. 


HAIRNETS 


Provide reliable and economical protection in food handling applications. Can 
help keep long hair out of eyes and face. 


as 
0 
‘fi 


> CHOOSE: Item — Pkg. 
Dia. Color Brand No. Oty. 
Beard Cover 
Heavyweight Nylon 
18" White GA 9RD56 100 
Nylon/Polyester 
19" Blue, White Cellucap H2299 = 1000 
Polyester 7 a = 
18" White Condor 1TTV5 ~—- 100 
18" White Condor 23KX05_ —-100 
Polypropylene ; 
16" Blue Condor H8277 ~—- 1000 
18" White Condor 17TV4_ —-100 
18" White GA 4YMR3__—100 
18" Blue GA QLMJ9 =: 100 
18" White Condor H8277 = 1000 
19" White Cellucap 4GL65 100 
19" Blue, White Cellucap H2300 1000 
Bouffant 
Nylon/Polyester 
21" White Condor 29JW33 100 
Polypropylene 
a1 Blue, Green, White Cellucap E9210 100 
21" White, Blue Condor H8280 1000 
21" White Condor H8281 200 
20 White, Green, Yellow _ Condor H8281 100 
Falls Blue, White, Green, Red Keystone H9099 1000 
21" White Cellucap 22CU25 1000 
21 White Cellucap 34FZ76 = 100 
Ald Blue Cellucap 34FZ78 = 100 
24" White, Green, Blue, Yellow Condor D2138 =100 
24" White Cellucap H2306 500 
24" Orange, Blue, Green, Red, Yellow Cellucap H2306 1000 
24" ___ White, Blue, Green Condor H8282 1000 
24" White, Blue, Green, Yellow Condor H8283 100 
24" White, Blue Condor H8287 ~—- 100 
24" White, Green, Red, Blue Keystone H9100 1000 
24" White Cellucap 22CU26 1000 
24" White Cellucap 34FZ77 ~—-:100 
24" Blue Cellucap 34FZ79 100 
24" Green Cellucap 34FZ81 100 
20 White, Blue, Yellow Condor D2139 100 
28" White, Blue Condor H8285 = 1000 
28" White Cellucap 22CU27 1000 


Dia. 
Hairnet 
Heavyweight Nylon 

eo 

21" 
Lightweight Nylon 

18" 


20" 

29" 

24" 

26" 

Nylon/Polyester 
18" 


2a 
Stockinet 
20" 


GRAINGER CATALOGS 
Are Digital Too! 


e Choose From Our Library of Catalogs 
e Browse, Download or Share Pages 


e Add Items to Your Cart and Checkout When Ready 





No. 4GL65 


Hairnet ~—— | 
No. 1TTUG MS 


> CHOOSE: 
Color 


White 
Black 


White 
__ White 
Black 
White 


Black, White, Light Brown, Dark Brown 


White 
White 
Blue, White 
White, Black 

_ White 
Blue, White 
Blue, White 

Black 
White 


Red 


Sign in to Grainger.com® to see YOUR Pricing and MORE 












Item Pkg. 

Brand No. Qty. 
Cellucap 4GL64 = 144 
GA Q9TYL6 100 
Condor 1TTU6__100 
Condor 1TTU7 ~—100 
GA 8FAE2 144 
Condor 1TTU8 _-100 
Cellucap FO588 144 
Condor H8268 100 
Condor H8293_ ~=—: 100 
Condor H8270 1000 
Condor H8271 100 
Condor H8272 144 
Cellucap H2303 1000 
Condor H8273 1000 
Condor H8274 100 
Condor H8294_ =: 100 
GA 8TPL7 100 
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Scan. Order. Done. 
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* w* 
-CELLUCAP.. AlphaProTech *Pegyeance? RaPOLVGO " |BSRor) eaction crewcas 
Shoe Covers 


= Ankle height Shoe covers can protect your footwear when working with 








chemical and biological liquids. Elastic top provides a secure fit. 

Item Pkg. 

Fits Shoe Size Waterproof Slip Resistant Color Brand No. Qty. 

Polyethylene 

12 10 15 Yes No Blue Cellucap 22CT86 300 
4 to 12 Yes No Blue Alpha Protech 29DZ75 1000 

12 to 15 Yes No Blue GA 33UA56 300 

Polyethylene 6 to 11 Yes No White GA 33UA58 300 

No. 22CT86 Polyolefin 

8 to 10 Yes Yes Blue PolyCo 122599 200 

14 to 16 Yes Yes Blue PolyCo 122601 200 

Polypropylene 

4to 17 No No White Condor 2KTU2 200 

4to 17 No Yes White Condor 2RUZ2 50 

Polyolefin 4to 17 No Yes White Condor 2KTU3 200 

ahd 12t0 13 No Yes Blue oncton 134939 300 

4 to 12 No Yes Blue Alpha Protech 29DZ61 300 

4to 11 Yes Yes White Alpha Protech 29DZ70 200 

4 to 11 Yes Yes White Alpha Protech 29DZ72 200 

6 to 11 Yes Yes White GA 33UA59 300 

6 to 11 Yes Yes —_ GA 33X118 1 

_ 12 to 15 No Yes White Cellucap 40N282 300 

aut 12 to 15 No Yes Blue GA 9YR59 100 

12 to 15 No Yes Blue GA 9YR60 300 

12 to 15 No Yes Blue GA 33UA54 300 

Polypropylene/ 4to 17 No Yes Blue Condor 30ZD80 300 

Polyethylene Polypropylene/Polyethylene 

No. 32GV59 4to 12 Yes Yes Blue Alpha Protech 29DZ63 150 

4to 12 Yes Yes Blue Alpha Protech 29DZ64 150 

4to 12 Yes Yes White Alpha Protech 29DZ77 150 

; 4to 12 Yes Yes White Alpha Protech 29DZ78 150 

Polypropylene 4to 12 No Yes Blue Alpha Protech 29DZ81 300 
No. 2KTU2 12 to 15 Yes Yes White Cellucap 34G186 300 
12 to 14 No Yes White Condor 32GV59 200 

13 to 16 No Yes White Condor 32GV60 200 


* wa 
condor! b«Polyto AlphaProTech [agcididtedccad 


Boot Covers 
= Calf height 





Boot covers help protect your footwear in areas with biological 
and chemical liquids. Elastic top provides a secure fit and the 
tall height accommodates most boots. 











Polypropylene 
No. 2RUZ3 Slip Item Pkg. 
Microporous Size Waterproof _ Resistant Color Brand No. Qty. 
. . Microporous Film Laminate 
se pais Polyolefin XL No No White Condor 300606 100 
No. 122602 BoWalGus 
M No No Yellow PolyCo 122602 100 
L No No Yellow PolyCo 122603 100 
Polypropylene 
Universal No Yes White Condor 2RUZ3 50 
Universal No Yes White Condor 2KTU4 200 
Polypropylene/Polyethylene 
2XL Yes Yes Black Alpha Protech 29DZ57 200 
pil satin — Yes Yes Yello Onguard 1362011 
. w uar 
Me gees Biba iauis 4 XL Yes Yes Yellow Onguard 13G202 1 
; = 2XL Yes Yes Yellow Onguard 136203 1 
Item 
No. 3Z2M58 — \ —<—<—<———=$ — Description H Ww D Brand No. 
>. HOE Universal Dispensers 
COVERS | PETG 7 ays WA GA 3UZG1 
PETG (s Aya" 4y," GA 4GMT2 
, No. 4GMT5 PETG 10%" 8" 3" GA 4GMT3 
PETG 12%" 12° 5M" GA 4GMT4 
PETG 12%" 11%' 5" GA 3UZG2 
Acrylic w/Foam Bottom 91" 1% gY' Brady 3ZM58 
~ Bs Acrylic gy" 11%" gy" Condor 30ZE62 
—_— Universal Dispensers with 4 Labels (Beard Covers, Bouffants, Hairnets, and Shoe Covers) 
PETG 12" 12: 12 GA 3UZG4 
eretever) * es ® PETG w/2 Compartments 14" kx /Y9 GA 3UZG6 
ini PETG w/3 Compartments 14" 1539/4" gy," GA 3UZG7 
Dispensers (PN pproven £63 BRADY. lcortfor. PETG w/2 Compartments 181956" ‘1154 GA 3UZG5 
Dispensers with "Shoe Covers" Imprint 
Hinged lid provides you easy 1-handed access to bouffant caps, hairnets, shoe/ ace i i 5 Bray a 
boot covers, and other personal protective equipment. Dispensers are clear Acrylic aA 13% 3i Sandor 307E63 
So you can easily view contents and know when it's time to refill. For use on Hairnet Dispenser 
desktop or mount on wall. Acrylic 1072" 8" 372" GA 3UZF9 
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1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SAFETY 
Find the wi. Find Solutions. Find Great Prices. Protective Aprons 





te 
Chemical Resistant Bib-Style Aprons ‘éP0IVEO Ansell lcorfdor| 


Economy Chemical-Resistant—VR® polyolefin aprons resist Premium Chemical-Resistant—SBR 
industrial concentrations of hydrofluoric, hydrochloric, sulfuric, and rubber aprons are abrasion resistant and 
nitric acids and are FDA Approved for indirect food contact. Vinyl protect against mild solvents, chemicals, and 


aprons resist oils, fats, and chemicals. Urethane aprons offer light- acids. Neoprene and Hycar aprons protect 
weight comfort and long wear. PVC and PVC blends aprons provide against a wide range chemicals, acids, oils, 
superior flexibility and resist grease, fats, oils, punctures, and abra- © grease, and animal fats while maintaining 















sion. Nitrile aprons are resistant to oil, fuel, and hydrocarbons. flexibility over a wide temperature range. 7 
Mtr. Item Pkg. ' 
Ke Description Color L W Brand Model No. Qty. poe nen sod 
Economy Chemical-Resistant Aprons 
VR® Polyolefin 
opp : ees Blue 45" on: PolyCo 46400 12Y507 100 
; 4 mil. Die-Cut with Cutout Neck and Waist Ties Blue 55" 35° PolvCo 46500 12Y508 100 
6 mil. Die-Cut with Cutout Neck and Waist Ties Ee = Oe 


Blue 95" 35" PolyCo 46501 12Y510 100 
Vinyl 


i) |S a Ro 
6 mil. Die-Cut with Cutout Neck and Waist Blue 44" 33" Ansell 56-015 5EMD1 1 i 
6 mil. Raw Edge with Neck and Waist Ties Blue 44" 33" Ansell 56-009 4JY17 1 
8 mil. Sewn Edge with Neck and Waist Ties eee ee eee a 33 nse a es B. 
B Blue 44" oo Ansell 56-007 3RYT3 1 No. 4JY17 
6 mil. Sewn Edge with Neck and Waist Ties eee oe 4 3 ase ene ee 
Blue 54" Ry Ansell 56-007 3RYT5 1 
8 mil. Raw Edge with Neck and Waist Ties n n _ 
and Heat Sealed PVC Grommets Blue 49 35 Condor 1N866 12 
C Blue 47' 33" Ansell 56-009 5EMC7 1 
6 mil. Raw Edge with Neck and Waist Ties Blue 49" oo Ansell 56-009 5EMC8 1 : 
Blue 54" 33" Ansell 56-009 5EMC9 = 1 
6 mil. Die-Cut with Cutout Neck and Waist Blue 39" oo. Ansell 56-015 5EMDO 1 
Urethane/Nylon Linin 
px 


UretnaNe/NYTOM eg 
D__/ mil. Serged Edge with Neck and Waist Ties, and Brass Grommets _ Yellow 48" oO. Ansell 56-600 5EMD3 1 x 
PVC/Polyester Lining ; E. 
18 mil. Raw Edge with Attached Neck Strap, : : _ 
E Waist Ties, and Brass Grommets Green = 45 35 Condor 3XE79 1 
PVC/Nylon Linin 
12 mil. Raw Edge with Attached Neck Strap, Waist F i __ 
Ties, and Heat Sealed PVC Grommets Yellow = 45 35 Condor iN872 1 





PVC 
18 mil. Raw Edge with Attached Neck Strap, i i 
G Waist Ties and PVC Grommets " Green 50 35" = Condor =— = $BU46 1 
18 mil. Serged Edge with Attached Neck Strap, : i i 
H Waist ties cd Plastic Oaaaee p White 44 33 Ansell 56-101 3RYU8 1 
Urethane/Nylon Lining 
H _/ mil. Serged Edge with Neck and Waist Ties, and Brass Grommets Blue 43" oo. Ansell 56-601 5EMD5 1 
Nitrile/Polyester Lining 
| 16 mil. Sewn Edge with Attached Neck Strap and Waist Ties Black 45" oo. Condor — 47296 1 
Premium Chemical-Resistant Aprons 





S 





SBR Rubber/Polyester 
K 16 mil. Sewn Edge with Attached Neck Strap and Waist Ties Black 45" 0. Condor — 47299 1 
29 mil. Sewn Edge with Attached Neck Strap and Waist Ties Black 45" 30: Condor — 47295 1 
Neoprene 
12.5-0z. Sewn Edge with Attached Neck Strap, i F 
L. -Waiet Ties and Motal orice P Yellow 45 35 Ansell 56-400 3RYU7 1 
Hycar/Waterproof Lining K 
M 18-0z. Sewn Edge with Attached Neck Strap, Yellow = 45" oo Ansell 56-510 3RYT7 1 No 47295 
Waist Ties, and Metal Grommets Black 45" oo. Ansell 56-512 3RYT6 1 
Honeywell 
Ansell 
—EE 7 = 
Endurosaf® Silver Shield® salt Re 
Aprons Aprons and a Cryogenic 
Flexible, lightweight, Sleeves Aprons 
durable material Resistant to over 280 = Meet EN 511 standard 
is abrasion- and different chemicals, Lightweight breathable 


including alcohols, 

aliphatics, chlorines, 
ketones, and esters. 
Aprons feature metal 


protection for ultracold 
environments and cryo- 
genic atmospheres. 
Bib-style aprons are 


puncture-resistant. 
Resists fats, 

oils, grease, and 
chemicals. Include 





adjustable, sealed grommets, neck and waterproof for full 
neckstrap. Sealed waist ties, and heat- frontal splash protection. 
side-ties can be sealed edges. Sleeves No. 57474 Adjustable neck and waist 
secured in either have elastic top and straps have quick discon- 
front or back. bottom. nects for easy on/off. Find 
Comply with FDA Mfr. Item Cryogenic Gloves on page 
Description L W Model No. 1687. 
for food contact ie a a SRY 
Mir. Item ee era 48° SSCA 3RYV8 Mir. Item 
Color L W Model No. pron 56" ~-~»54" ~~ SSCA. 3RWD3 L W Model No. 
Blue 48 S«SGBO2SRYUZ «| SSC SSSCSSSCABRYWI-| 36" 24” AODCRC24X36_ FBZ 
50" 35" 56-602 SEMD9 Apron 45" 35" SSA 51474 42" 24" AO2CRC24X42 2AFA2 
“Yellow 50°. +35" 56-801. SEMD8 | Sleeves, Pair 20" = SSS 51476 48" 24" A02CRC24X48 2AFB1 
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Scan. Order. Done. 
Details on page A1. 








No. 1N856 





"Smee Ansell 


BaPolyfo = cELLUCAP | 


Chemical-Resistant 
Aprons and Gowns 
COAT AND SMOCK APRONS 


Vinyl Coat Aprons—Condor® aprons feature 
heat-sealed seams, bound collar, elastic wrists, and 
nylon ties with breakaway snaps at back of neck 
and waist. 





Ansell aprons are static and corrosion resistant, with 
no exposed elastic or metal parts. 6-mil models 
feature plain edge, closed back, and elastic cuff. 
8-mil models feature heat-sealed seams. 


Neoprene Smock Aprons—Sewn-edge aprons 
have cotton ties for adjustable back closure, silver- 
plated grommets, and elastic wrists. 


DISPOSABLE BARRIER GOWNS 


VR® Polyolefin—Provide full frontal body protec- 
tion from chemical splashes. Full-length sleeves 





No. 11G029 with either an integral thumb loop or elastic cuff. 
Heat-sealed seams. 
Mfr. Item Pkg. 
Description Thickness L W Color Model No. Qty. 
Vinyl Coat Aprons 
cantor bl 55 54 {N860 1 
isposable ; : . 
Sleeve Apron 8 mil 58" 55 Blue 1N856 1 
Ansell 
48" 48" 56-903 1XKK9 1 
6 mil 53" 59" 56-903 1XKL1 | 
54" 56" 56-903 1XKL2 1 
Chemical-Splash 54" 60" Blue 26-903 TXKL3 1 
Resistant Apron 48" 48 96-910 3RYV6 1 
8 mil 53" 52" 56-910  3RYV5 { 
54" 55" 56-910  3RYV4 1 
54" 60" 56-910  3RYV7 1 
Neoprene Smock Aprons 
Condor 
461" 48" — 116029 1 
Chemical Resistant . 4614" 50" — 11G030 1 
Sleeve Apron "mil —geyr——s5r— Yellow ——~——a 934 ; 
461; 54" = 113844 1 
VR® Polyolefin 
Palyto 45" 38" 42400  12V494 50 
Ee ; 50" 49" 49500 12495 +50 
p Ami 55" 45" Blue _42600___ 12496 50 
Bouiwith 55" 38" 49480  12Y497 50 
Flastic Cuffs 55" qo" 42580 12Y498 50 
60" 45" 42680  12Y499 50 
Ya" Frotective Wear 45 1 42450 49NT88 50 
. ii) Y di 
SN tL 50" 5g" 49550 49NT89 50 
Ana 50" 30" Blue 49650  49NT90 50 
Gown with 50" 30" 43650 49NT91 50 
Touch Baton 45" aT 43450 49NT92 50 
g 50" 98 43550  49NT93 50 
No. 1N874 tl m 
__ 
Denim and Cotton 
Twill Aprons 





Description 


Aprons 
10-0z. Denim with Breakaway 
Straps, Bib, and Side Pockets 
12-0z. Denim with Sewn- 
In Straps, No Pockets 
12-0z. Denim with Sewn- 
In Straps, 3 Pockets 


14-0z. Denim with Sewn-In Straps, 36" 98" 
Metal Grommets, and Bib Pocket 
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Karewear™ brand aprons feature break- 
away straps. Condor® brand aprons have 
sewn-in straps. Ansell brand aprons have 
30"L grommeted ties at neck and waist. 


Mfr. Item 

L W Color Brand Model No. 
36" 24" Blue Karewear 500D 3RYP8 
36" 27" NavyBlue Condor — 1N880 
36° 28 Blue Condor 3 — 1N874 
Blue Ansell 57-003 3RYT8 





Find even MORE on Grainger.com® 





No. 8CV18 No. 12Z609 


No. 3RKU4 


* 
[condor Ansell criucar  RaPolyCo 


Disposable Aprons and Barrier Gowns 
DISPOSABLE PROTECTIVE APRONS 

Light-duty aprons are USDA accepted and ideal for food processing applications. 
POLY-COATED POLYPROPYLENE GOWNS 

Tie at neck and waist. Elastic wrist style offers barrier protection from fluids. 
POLYETHYLENE TIE GOWNS 


1-pc. pullover style has vented neck, open back, and die-cut tiebacks. Full- 
length sleeves with a thumb loop extension. Sealed shoulder seams. 


POLYPROPYLENE PROTECTIVE CLOTHING 


Economical alternative for disposable clothing in less demanding environments. 
Lightweight items offer a reliable barrier against dust and splash. Medium- 
Weight items offer protection from dirty, nonhazardous conditions. 


Item —— Pkg. 
Description Color L W No. Qty. 
Condor Disposable Protective Aprons 
1 mil. Sealed Edge with Cutout Neck and Waist Ties White 46" 28" 8CV18 100 
1 mil. Raw Edge with Cutout Neck and Waist Ties White 42" 24" ~——-551316 ~—100 
1. 25 mil. Raw Edge with Cutout Neck and Waist Ties White 46" 28° 57315 100 
1. 75 mil. Sealed Edge with Cutout Neck and Waist Ties White 46° 28" 9F378 100 
Ansell Disposable Protective Aprons 
White 46° 27" ane 1 
ee White 55° 27" 
1.5 mil. Neck and Waist Ties Blue 46" 97" 3RYP4 100 
Blue do 2/. 3RYP5 ‘100 
Cellucap Poly-Coated Polypropylene Gowns 
Elastic Wrists with Neck and Waist Ties rr 
Knit Wrists with Neck and Waist Ties a aS a 
PolyCo Polyethylene Tie Gowns 
Gown with Thumb Loops, Dispenser Blue 48" 40° 122609 15 
Boxed and Individually Bagged White 48° 40° 122610 15 
Gown with Thumb Loops, Bulk Packed Blue 48" 40" 122611 100 
and Individually Bagged White 48° 40° 122612 100 
Fabric Seam Item —— Pkg. 
Description Weight Style Size Color No. Oty. 
Waist Ties and Thumb Loops, Lightweight, Blue 
Waist Ties and = Condor Polypropylene Heat . 
Thumb Loops Barrier Gown Sealed Universal Blue 32KF55 = 15 
Bib-Style Apron Bound Neck, Waist Ties Lightweight, White 
Bound Neck, Condor Polypropylene : 1 
Waist Ties Bib-Style Apron Serged 27%4'Wx35%'L White 2KTT8 100 
Item Pkg. 
Description Size No. Qty. 
Condor Polypropylene Bib-Style Apron 
Bib-Style Apron Bound Neck, i i 
Waist Ties Lightweight, White 2/74 3572 2KTT8 100 
Condor Polypropylene Barrier Gown 
Wals Nes-and JAUMp Universal 32KF55 15 


Loops, Lightweight, Blue 


1-800-GRAINGER (472-4643) 
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Excel FR® Flame- 


Resistant Lab Coats 


= PPE CAT 1 
= Arc rating ATPV 7.7 cal./cm? 


Comfortable interlock cotton material has flame resis- 
tance that lasts garment's life. 5-button cotton lab coat 
with notched 2-pc. unlined lapel collar and multiple 
pockets. 1 hex-shaped breast pocket with pencil stall and 
2 lower hex-shaped patch pockets. Side vent openings for 
reaching under lab coat. Hemmed sleeve ends. 











> CHOOSE: Mfr. Item 
Size ____Model_ _No. 
S ML, XL, 2XL KEL2 D1306 


¥ DuPont” 
lcomfior| | CELLUCAR. Tyvek: 
Disposable Lab Coats 


Economical solution for disposable clothing and for use in less demanding environ- 
ments. Breathable fabric offers protection against dry particles and nonhazardous 
water-based aerosols. Coats with knit or elastic cuffs help keep cuffs from snagging 
objects and can provide more protection from airborne particles. Serged seams. All 
coats have a collar (except Basic SMS coats) for a more comfortable fit. 

























































































Closure Cuff No. of > CHOOSE: > CHOOSE: Item = Pkg. 
Type Styles Pockets Size Color Brand _No. Oty. 
Basic SMS I 
se ie 
_Polypropylene— ————————— Se 
2 _ S,M,L,XL, 2XL, 3XL, 4XL, 5XL White _H8179 
3 S, M, L, XL, 2XL_ ee _H8183_ 
avons stig 2S: M.L XL, 2XL, 3xE_— Bue "°°" “Hptag 
a pL, XL, 2XL, 3XL, 4XL ‘Red He182— 
Hook and Loop ML, XL, 2XL, 3XL White Cellucap H2308 50 
White, Blue _G6098 
Snaps mee 2  §,M,L, XL, 2XL, 3XL, 4XL, 5XL White Condor 02182 25 
4 Snaps Elastic 0 L, XL, 2XL, 3XL White Condor D5799 —_50 
Tyvek® 400 
Snaps Elastic 0 S, ps es White Dupont J6437 30 








* iad 
Polypropylene Protective Clothing 


Economical alternative for disposable clothing in less demanding environments. 


Lightweight items offer a reliable barrier against dust and splash. Medium-Weight items 


offer protection from dirty, nonhazardous conditions. 






























































Fabric Seam CHOOSE: CHOOSE: Level of Item Pkg. 
__Description _ Weight Style Size Color Protection _—No. Qty. 
Coveralls wl ae ; 
Zipper Front, Lightweight Serged °lL XL 2XL, White Dry D2175 225 
anne Tou 3XL, 4XL, 5XL Particulate 
P Medium M,L, XL, 2XL, wr Dry 

and Ankles Weight Serged 3XI' § AXL. 5XL White, Blue Particulate G6091 25 

Zipper Front, Lightweight Serged avr GabAtls White pat,  D2176 25 

Elastic Wrists —“Vjedium S,M.L, XL, 2XL, wr: Dry 
_andAnkles “Weight — S@79°t_ “3x1! axL5xL” White, Blue particiutate G6092 25 
‘Hooded Coveralls : 

Zipper Front, 

Elastic Face, : : S, M, L, XL, F Dry 

Wrists and Lightweight Serged = oyi 3x7) "gx, = White particulate «= 2177 25 

Ankles _ 

Zipper Front, 

Elastic Face, ‘ ‘ S, M, L, XL, 2XL, ‘ Dry 

Wrists and Lightweight Serged 3x)" Gyr ’5x_ White particulate © 2178 25 
_ Boot Covers 
Shirts _ ee 

Long-Sleeve, 

Snap Front, Lightweight Serged 3¥p UZ behb White D2179 25 
_ Open Wrists oe ————_ 
Pants 

Elastic 

ae S/M, L/XL 

Waistband, Lightweight Serged White D2181 25 

ae 2XL/3XL, 4XL/5XL 








Sign in to Grainger.com® to see YOUR Pricing and MORE 


¥ GRAINGER Lab Coat 


APPROVED 


Unisex/Mens Staff 
Length Labcoat 


Performance poplin-blend coat features a 
5-button front with left chest pocket and 2 
lower pockets. Side vent openings provide 
easy movement. 














CHOOSE: CHOOSE: Mfr. Item Pkg. 
__—Size Color Model No. Qty. 
LabCoat = 
S,M, L, XL, 

OKL.'3XL, 4XL White MDT12W D2349 1 | 


Basic SMS—The Spun-Bonded 
Melt-Blown Synthetic (SMS) fabric is a | 
polypropylene material constructed of I 
3 durable layers that resists abrasion Vy 

and wear. ( 





Polypropylene—Durable poly- f 
propylen material resists wear and 

abrasion. No. H2308 has a hook-and- 

loop closure for easy donning/doffing. 





Spunbond Polypropylene— 
Lightweight, spunbond polypropylene 
material is comfortable to wear. ; y 


“af 


Lab Coat 
No. D2182 


Tyvek® 400—Fabric features no 
films or laminates to abrade or wear 
away. Protection is built into the fabric 
itself, and it provides better protection 
than microporous film fabrics even 
after wear and abrasion. 








No. D2179 
(Pants not Included) 


1735 


Coveralls 
No. D2175 








SAFETY 
Protective Clothing 


Scan. Order. Done. 
Details on page A1. 
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No. J4503 





No. J4509 


Collared Coveralls 
No. H3322 
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No. J4523 





iy 





No. J4506 











No. J4512 





| 
i ProShield. J 
10 yy 






Basic 
Protective 
Clothing 


PROSHIELD® 10 


Disposable garments 

are made from SMS 
polypropylene fabric and 
provide protection from 
dry particulates in general 
maintenance, janitorial/ 
sanitation, and other dirty 
work. Sewn seams. 


PROSHIELD® 60 


Proprietary microporous 
technology provides an 
effective barrier against 
non-hazardous particles, 
light liquid splash and 
aerosols. Ideal for applica- 
tions including automotive 
refinishing, waste cleanup 
and remediation. 


Microchem® by AlphaTec® 
Protective Coveralls 


Each style has elastic ankles and 
cuffs. 


68-1500 


Breathable design help reduce the 
risk of heat stress and is proven to 
filter 100% of particles less than 3 
microns. Ideal for applications involv- 
ing stripping, clear up or handling 

of asbestos, general maintenance, 
construction and contract cleaning. 
Serged seams combine strength with 
a particle barrier. 


68-1500 PLUS FR 


Flame retardant and anti-static SMMS 
nonwoven fabric provides a good 
barrier to particulates and low hazard 
liquid sprays or splashes. Comfortable 
design allows full freedom of move- 
ment when worn over heat and flame 
protective clothing. Strong serged 
seams provide a particle barrier. 


Ansell 


68-1800 


Protects from low hazard liquid spray, 
splashes, and particles protection. Bound 
seams provide superior strength and a 
liquid and particle barrier. Low linting to 
help reduce the risk of fiber contamination 
in some critical areas. 


68-2000 


Helps provide both protection and comfort 
with exceptional liquid and particulate 
protection. Bound seams offer excellent 
strength and a liquid and particle barrier. 
Meet ASTM F1761 and EN 14126:2003 
resistance to penetration of blood, body 
fluids and blood-borne pathogens. 


68-2000 COMFORT 


Specifically designed for those working in 
warmer climates or working environments 
to help reduce the possibility of heat stress. 
Bound seams offer superior strength, and a 
liquid, and particle barrier. 


> CHOOSE: Mfr. Item Pkg. 
Description Size Color Model No. Qty. 
68-1500 
Collared WH15-S- J4503 = 25 
Hooded S, M, L, XL, 2XL, 3XL, 4XL, 5XL White WH15-S- J4504 25 


Hooded, Attached Boots 
68-1500 Plus FR 
Collared 

Hooded 
68-1800 

Collared 

Hooded 

Hooded, Attached 
Skid-Resistant Boots 
68-2000 

Collared 

Hooded 

Hooded, Attached 
Skid-Resistant Boots 
68-2000 Comfort 


S, M, L, XL, 2XL, 3XL, 4XL, 5XL Navy 
S,M,L,XL, 2XL, 3XL, 4XL, 5XL 


M,L, XL, 2XL, 3XL, 4XL, 5XL 
S, M, L, XL, 2XL, 3XL, 4XL, 5XL 


S, M, L, XL, 2XL, 3XL, 4XL, 5XL White 


WH15-S-_J4505 25 


68-1500 J4523 25 
NR17-S-  _J4524 = 25 


WH18-B-  _J4506 = 25 
WH18-B-  _J4508 = 25 


WH18-B- J4507 925 


White 


WH20-B-  J4509 = 25 
WH20-B- J45117— 25 


WH20-B- J4510 = 25 


Collared WH20-B- J4513 = 25 
Hooded S, M, L, XL, 2XL, 3XL, 4XL, 5XL White 68-2000 J451295 
> CHOOSE: > CHOOSE: Mfr. Item Pkg. 
Size Color Model No. Oty. 


ProShield® 10 


Collared Coveralls - Zippered Front, Open Wrists and Ankles 


M, L, XL Blue, White PB120S H3322 25 
2XL Blue, White PB120S H3323 20 
3XL Blue, White PB120S H3324 25 
4XL Blue, White PB120S H3325 25 
5XL Blue, White PB120S H3326 25 
Collared Coveralls - Zippered Front, Elastic Wrists and Ankles 

M, L, XL Blue, White PB125S H3332 20 
2XL Blue, White PB125S H3333 25 
3XL Blue, White PB125S H3334 25 
4XL Blue, White PB125S H3335 25 
5XL Blue, White PB125S H3336 20 
Hooded Coveralls - Zippered Front, Elastic Face, Wrists and Ankles 

M, L, XL Blue, White PB127S H3337 25 
2XL Blue, White PB127S H3338 25 
3XL Blue, White PB127S H3339 25 
4XL Blue, White PB127S H3340 25 
5XL Blue, White PB127S H3341 25 
Hooded Coveralls - Zippered Front, Elastic Face, Wrists and Attached Skid-Resistant Boot Covers 

aa Blue, White PB122S H3327 25 

2XL Blue, White PB122S H3328 25 
3XL Blue, White PB122S H3329 20 
4XL Blue, White PB122S H3330 25 
5XL Blue, White PB122S H3331 20 
ProShield® 60 

Collared Coveralls - Zippered Front, Open Wrists and Ankles 

M, L, XL, 2XL White NG120S D2207 25 
3XL, 4XL White NG120S D2208 25 
Collared Coveralls - Zippered Front, Elastic Wrists and Ankles 

M,L, XL, 2XL White NG125S D2212 25 
3XL, 4XL White NG125S D2213 25 
Hooded Coveralls - Zippered Front, Elastic Face, Wrists and Ankles 

M,L, XL, 2XL, 3XL, 4XL, 5XL White NG127S D2243 25 


Hooded Coveralls - Zippered Front, Elastic Face, Wrists and Attached Skid-Resistant Boot Covers 


M,L, XL, 2XL 
3XL, 4XL 


Find even MORE on Grainger.com® 


White NG122S 
White NG122S 


D2244 Zo 
D2245 20 
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GRAINGER CHOICE’ _ SAFETY 
Find the wt. Find Solutions. Find Great Prices. Protective Clothing 
= - . Collared Coveralls - 

Disposable Protective Clothing Open Wrists and Ankles 

TYVEK® 400 Coveralls—dZipper-front coveralls 4 . saa 

Fabric is comfortable and with comfort fit design for greater ig” 

lightweight while providing punc- range of movement. 4, 

ture- and tear-resistant protection Collared Shirts—Long-sleeve shirt - aes ro 


in wet or dry applications without 
restricting movement when stretch- 
ing and bending. Offers inherent 
barrier to particles down to 1 micron 
even after abrasion. Coveralls meet 
OSHA requirements for asbestos 
and lead abatement. 


TYVEK® 400D 


Fabric offers the high protection of 
Tyvek on the front of the garment, 
while the back is made from highly 
breathable DuPont™ ProShield® 
fabric to increase breathability and 
help reduce heat stress. Thumb 
loops on sleeve ends and elastic 
waists help keep garments in place 
when donning gloves and perform- 
ing strenuous activities. Excellent 
for use in demanding applications 
that have limited frontal exposure 
to hazardous particles and liquid 
splash. Both fabrics are low-linting 
with antistatic properties. White 
front and blue back. 


with 4 plastic snaps and serged 
seams. 


Pants—Feature elastic waistband 
and serged seams. 


Collared Lab Coats—Feature 
5-snap front with a storm flap, 
serged seams, and set-in sleeves 
that allow greater freedom of 
movement. 


Pullover Hood—tElastic opening 
hood features serged seams and 

is shoulder-length to offer greater 
coverage. 


Bib-Style Apron—Provides full 
front coverage and features bound 
neck with long ties and bound 
seams. 


Sleeves—Feature serged seams. 


Shoe/Boot Covers—Feature 
serged seams. Skid-resistant 
Nos. 6LY43 and 4LUR4 prevent 











Tyvek® Hooded Coverall 








slipping. No. D2199 
> CHOOSE: Mfr. Item Pkg. 
Size Model No. Oty. 
Tyvek® 
Collared Coveralls - Open Wrists and Ankles 
M, L, XL TY120S D2193 6 
2XL, 3XL TY120S D2229 6 
2XL, 3XL, 4XL TY120S D2231 25 
Collared Coveralls - Elastic Wrists and Ankles 
M, L, XL TY¥1258 D2195 6 
2XL, 3XL TY125S D2232 6 
2XL, 3XL, 4XL TY125S D2233 25 
Hooded Coveralls - Elastic Wrists and Ankles 
M, L, XL T¥1275 D2197 6 
2XL, 3XL T¥1278 D2234 6 
DXL, 2XL, 3XL, 4XL TY127S D2235 25 
Hooded Coveralls - Elastic Wrists and Ankles and Skid-Resistant Boot Covers 
L, XL, M TY122S D2199 6 
2XL, 3XL TY122S D2236 6 
3XL, 2XL, 4XL T¥1228 D2237 25 
Collared Shirts - Snap Front, Open Wrists 
L, XL TY303S D2202 12 
2XL, 3XL TY303S D2238 12 
Pants - Elastic Waistband, Open Ankles 
S/M, L/XL TY350S D2203 12 
2XL/3XL TY350S 5HH47 12 
Collared Lab Coats - Snap Front, Open Wrists 
M, L, XL, 2XL, 3XL, 4XL TY210S D2239 30 
Collared Lab Coats - Snap Front, Open Wrists, 2-Pockets 
M, L, XL Y212S D2204 8 
2XL, 3XL TY212S D2241 8 
Pullover Hood 
Universal TY657S 41063 100 
Bib-Style Apron 
28'W x 36'L TY273B 47061 100 
Sleeves - Elastic Top and Wrist 
— TY500S 41062 200 
Shoe Covers, 5" High, Elastic Top 
Universal, White TY450S8 oWYC9 200 
Boot Covers, 18" High, Elastic Top 
L, White TY454S 5WYDO 100 
XL, White TY454S 5WYD1 100 
Shoe Covers, Skid-Resistant, 5" High, Elastic Top 
Universal, Gray FC440 6LY43 200 
Boot Covers, Skid-Resistant, 18" High, Elastic Top 
Universal, Gray C454S 4LUR4 100 
Tyvek® 400D 
Collared Coveralls - Elastic Wrists and Ankles 
L, M, XL TD125S G7263 25 
2XL 101258 30F341 20 
3XL TD125S 30F342 20 
4XL TD125S 30F343 25 Tyvek® 400 Bib-Style Tyvek® Collared Coverall 
Hooded Coveralls - Elastic Wrists and Ankles Apron and Sleeves No. 30F341 
M, L, XL, 2XL, 3XL, 4XL TD1278 G7262 20 Nos. 4T061 and 4T062 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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SAFETY 
Protective Clothing 


Scan. Order. Done. 
Details on page A1. 




















> CHOOSE: > CHOOSE: Mfr. Item Pkg. 
Size Color Model No. Qty. 
Bouffant, Serged Seams 
Coveralls Universal White IC729SCS_ 5WYNT 250 
No. Full-Face Hood with Side Ties, Back Snap, Bound Seams 
D1428 Universal White IC668BCS IMKV8 100 
18"L Sleeve Protector with Covered Elastic Wrists, Bound Seams 
Universal White IC501BCS 5WYL7 100 
18"H Boot Covers with Covered Elastic Leg Opening, Ties 
at Ankle, Gripper™ PVC Sole, Bound Seams 
IC458BCS_ D7998 100 
18"H Boot Covers with Elastic Leg and Ankles, Gripper™ Puc Sle Serged seamns 
M IC447SCS_ 303231 100 
L White IC447SCS_ 303232 100 
XL White IC447SCS_ 303233 100 
4 2XL White IC447SCS_ 303234 100 
Tyvek® IsoClean® - Clean Processed and Individually Packaged 
Coveralls with Front Zipper Closure, Raglan Sleeves, Covered 
Elastic Wrists and Ankles, Bound Seams 
L White IC182BOC D7995 25 
M White IC182BOC D7995 25 
5 White IC182BOC D7995 25 
XL White IC182BOC D7995 25 
2XL White IC182BOC 5WYH5 25 
3XL White IC182BOC 5WYH6 25 
4XL White IC182BOC 5WYH8 25 
Frock with Mandarin Collar, 6-Snap Front, Covered Elastic Wrists, Bound Seams 
_M,L, White IC270BOC D/996 30 
Frock White IC270B0C 5WYKO 30 
| No 3XL White IC270BOC 5WYK1 30 
: 4XL White IC270BOC 5WYK3 30 
D1434 Bouffant Headband, Serged Seams 
, Universal White IC/29SOC 5SWYNO 250 
' Hood with Full Face Opening, Ties at Sides, Bound Seams 
Universal Whit IC668BOC 5WYL8 100 
18"H Boot Covers with Elastic Leg and Ankles, Gripper™ PVC Sle, Serged Seams 
j M Whit IC447SOC 303228 100 
L White IC447SOC 303229 100 
= XL White 1C447SOC 30J230 100 
18"H Boot Covers with Covered Elastic Leg Opening, Ties 
at Ankle, Gripper™ PVC Sole, Bound Seams 
M, L, XL White IC458BOC D7997 100 
® ® Tei IsoGleane - ek Pacraged - semen seams Taki 
overalls with Front Zipper Closure, Elastic Wrists and Ankles 
Tyvek IsoClean® Controlled G@UPIND,, M White ——ICT#1So0 DYaz6 25 
. . L ite 4 5 
Environment Clothing XL White IC181S00 1426 25 
S White IC181S00 D1426 25 
ah tues =X White —IC181800-SWYH3 25 
: ite 
= White color 4XL White IC181S00 5WYH4 25 
Protective material creates an effective barrier against dry particulates, nonhaz- Coveralls with Attached Hood, Front Zipper Closure, Elastic Wrists and Anktes. 500149935 
ardous liquids, and microorganisms. XL White IC180S00 D1429 25 
hi M White IC180SOO0 D1429 25 
Available options include clean processed and sterilized, Clean processed, and aYL White IC180800 AMKX9 25 
sterile. Individually packaged. Ideal for critical environments. A bulk packaged —__3XL ___ White IC180SO0_IMKY1 25 
option is also available. Bound-seam garments provider a higher protection level Frock with Mandarin oar, 6-Snap Front, Elastic Wrists a a 
than serge-seam garments. 2XL White IC263SO0B 1MKX6 30 
3XL White IC263SOB 5WYJ5 30 
> CHOOSE: > CHOOSE: Mfr. Item Pkg. AXL White IC263SOB 5WYJ6 30 
Size Color Model No. Qty. Frock with Front Zipper Closure, Raglan Sleeves, Elastic Wrists 
Tyvek® IsoClean® - Clean Processed, Sterilized, and Individually Packaged /M,L, XL White IC264S0B D1433 30 
Coveralls with Front Zipper Closure, Raglan Sleeves, Covered L White IC264SOB 5WYJ8 30 
Elastic Wrists and Ankles, Bound Seams Lab Coat with Laydown Collar, 5-Snap Front Closure, Raglan Sleeves, Open Wrists, 3-Pockets 
M White IC182BCS D1428 25 M, L, XL White IC224S00 D1435 30 
L White IC182BCS D1428 25 2XL White IC224S00 IMKX2 30 
XL White IC182BCS D1428 25 Bouffant, Serged Seams 
S White IC182BCS D1428 25 Unive White IC729SOB 5SWYL9 250 
2XL White IC182BCS IMKV1 25 5"H Shoe Covers with Gripper” PY Sole, Elastic Opening 
3XL White IC182BCS 5WYH7 25 White IC451SOB D9839 100 
AXL White IC182BCS 5WYH9 25 18"H Boot Covers with Gripper™ PVC Sole, Elastic Opening 
Frock with Mandarin Collar, 6-Snap Front, Covered Elastic Wrists, Bound Seams M White IC447SOB 30J225 100 
S, M, is XL White IC270BCS D1434 30 L White IC447SOB 30J226 100 
2XL White IC270BCS IMKV6 30 XL White IC447SOB 30J227 100 
3XL White IC270BCS 5WYK2 30 15"H Boot Covers with PVC Sole, Elastic Opening 
4XL White IC270BCS 5WYK4 30 XL White IC444S0B 5WYLO 200 
Mfr. at Pkg. 


GUPIND,, 


Shoe/Boot Covers iz: 


Size Color Model Qty. 
ProShield® 30 Shoe and Boot Covers - Bulk Packaged - SofaEd Seams 
512"H Shoe Covers with Elastic Opening, 

Defined Toe and Heel, Self Fabric Sole 


White, Blue PE440S00 D9837_ —s- 200 





a 


Boot Covers 
No. 4LUR2 
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Mask with Ear Loops 
No. 1MKW6 
(Hairnet Sold 
Separately) 


and Masks 


ProShield® Shoe and Boot 
Covers—Durable shoe and boot 
covers provide slip-resistance in 
both wet and dry conditions. 


Sierra™ Masks—Bacteria and 
particle filtration efficacy. 


Boot Covers—Boot covers help 
protect your footwear in areas 
with biological and chemical 
liquids. Elastic top provides a 
secure fit and the tall height 
accommodates most boots. 

= Calf height 


13°H Boot Covers with Elastic Leg and Ankle Opening. 5 Self Fabric Sole 
L W PE444S00 4LUR2 _100 


XL 


hite 
White 


PE444300 


4LURS 


ProShield® 70 Shoe Covers - Bulk Packaged - Serged Seams 
81%4"H aioe Covers with Elastic Ankle Opening, Slip Resistant 


Universal 


9" Antifog with Tyvek® Ties 
White 


Universal 
Condor® 
Boot Covers 

Universal 

Universal 

XL 


PolyCo 
M 
L 
2XL 
L 


XL 
2XL 


Find even MORE on Grainger.com® 


Gray 


Blue 


White 
White 
White 


Yellow 
Yellow 

Black 
Yellow 
Yellow 
Yellow 


P3450SGY000200LG 
Sierra” Masks - Bulk Packaged 
7" General with Ear Loops 


ML/7330BH 
ML/3/70BH 


2RUZ3 
2KTU4 
300606 


49355 
49599 
BI-C1X14-B 
97590LG00 
97590XL00 
975902X00 


24AF86 


1MKW6 
JWYNS 


2RUZ3 
2KTU4 
300606 


122602 
122603 
29DZ57 
D/7/24 
D/7/24 
D/7124 


100 


200 


900 
290 
90 
200 
100 
100 


100 
200 


1 
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Find the wy. Find Solutions. Find Great Prices. Protective Clothing 
GUARD 
Body Filter 95+® ma: d 
9 Protective Coverall 
Disposable garbs provide protection from oOtective LOVEralis 
hazardous and noxious particulates. ™ Provide puncture- and tear-resistant protec- 
Fabric Is breathable, abrasion-resistant, tion in wet or dry applications without 
and moisture-wicking. Airflow See | restricting movement. 
ity protects against heat buildup. White 
color. Ser i Tychem® 2000—Provide protection from 
. serged seams. . 
light chemical splash and biohazards. Made 
sieges sonst ae on, from polyethylene-coated DuPont™ Tyvek®.  tychem® 2000 
= , No. D2252 
Collared Coveralls - Zipper Front, Tychem® 4000—Provide protection against . 
Elastic Wrists, Open Ankles : : 
M.L. XL 4012 02183 5 a wide range of chemicals. Made from | 
ry SXL, 4012 02215 95 DuPont™ Tyvek® fabric with Saranex® 23-P 
Collared Coveralls - Zipper Front, lamination construction. 4 
Elastic Wrists and Ankles ® : . : 
rovides broad protection for handlers o 
aL _ 4017 _—228 eas sees Puncture-, tear-, and Ls gsi tra 
Hooded Coveralls - Zipper Front, Elastic ; ts No. D2259 
Face, Wrists and Open Ankles abrasion-resistant. Feature zipper-front, 
M, L, XL 4028 D2187 25 double storm flap with hook-and-loop closure. 
NL 40282224 a Tychem® 2000 SFR—Protects against a 
Seer Oy era lee beer oleae range of chemicals and also provides second- 
Face, Wrists and Attached Boots g : 
M, L, XL 4014 D2189 25 ary flame resistance when worn over FR 
ey os 4014 02226 25 garments like those made with DuPont™ 
Sleeves - Elastic Tops and Wrists Nomex®. 
Universal 4065 3SHKJ4 200 Tychem® 9000 
Shoe Covers No. D2223 
Universal 4101 3HKK2 200 Hooded Coveralls > CHOOSE: Seam Mfr. Item Pkg. 
Shoe Covers - Skid Resistant No. D2189 Size Color Style Model No. Qty. 
Universal 4100 3HKK3 200 Tychem® 2000 
————_—_———_——— Collared Coveralls - Zippered Front, Open Wrists and Ankles 
® M, L, XL, 2XL, 3XL, 4XL Yellow Serged QC120S D2248 {2 
Tyvek® 800 J M.L,XL, 2XxL, 3XL, 4xL Yellow Bound __QCi20B _-D2249 ‘12 
. : ( N Collared Coveralls - Fippered Front, Elastic Wrists and Ankles oR n208 £9 
= _L, AL, ; ellow erge 
Chemical Resistant Na : i L x aL. XL, AXL iF “al x Bound os QC125B D2252 12 
- H — wu ooded Coveralls - Zippered Front, Elastic Wrists and Ankles 
Protective Clothin 7 M.L, XL. 2XL. 3XL, 4XL Yellow Serged OCT27S 2253 12 
g | M, L, XL, 2XL, 3XL, 4XL Yellow Bound QC127B D2254 12 
= CE Category Ill Type 3-B, 4-B, 5-B, and 6-B; \j 2 Hooded Coveralls ; Zippered Front, Elastic Wrists, Attached Boots 5 —_ + 
: - : Nana _L, XL, ; ellow erge 
require additional taping for liquid-tightness — MicL XL OX, SXt.aXL Yellow pound OC122B 2256 12 
i leeves - Elastic Top and Wrists 
Garments combine freedom of movement, ; | 18" Yellow Bound QC500B 2RKT3 200 
durability, and protection. They resist pressurized i Tychem® 2000 SFR 
jets of low-concentration, water-based inorganic Ye g Hooded Chemical Resistant Coveralls 
chemicals. Proprietary fabric is designed to offer | 4XL, 5XL, 6XL, 7XL__ Green Taped Qsi27T 46007 ss 
chemical, liquid, and oil protection in very humid een Cereals - Zippered Front, Elastic Wrists and Ankles 
applications. Elastic around the face and a self- i ML, XL, 2xL, Sx, a White Bound sti ad 02257 2 
M, L, XL, 2XL, 3xL, ite eale 7 5 
adhesive chin flap help make a tight seal around Hooded Coveralls - Zippered Front, Elastic Wrists, Attached Socks 
a full-face respirator. M, L, XL, 2XL, 3XL, 4XL White Bound SL122B D2259 12 
Sleeve Apron - Attached Sleeves, Elastic Wrists, Neck and Waist Ties 
> CHOOSE: Mfr. Item Pkg. Th p00 White Bound SL2/8B SHH68 12 
Size Color Model No. Qty. ychem 
S, M, L, XL, Hooded Coveralls - Elastic Wrists and Ankles 
2XL, 3XL,4XL, White TJ198T  J6006 25 M, L, XL Yellow Sealed BR127T D2223 2 
5XL, 6XL, 7XL 2XL, 3XL Yellow Sealed BR127T D2265 2 
INTERNATIONAL 
- . : ENVIRO 
Chemical-Resistant Protective Clothing GUARD 


= ISO 6350 Liquid Chemical Penetration Test 


ChemSplash 1® apparel provides a barrier against chemical exposure due to accidental liquid splash. Layered fabric 
with microporous layer lets heat and sweat vapor escape while protecting against dry particulates and liquids. 






> CHOOSE: Seam Mfr. Item Pkg. 
Description Size Style Model No. Qty. 
Coveralls 
= TEENS; M, L, XL, 2XL, 3XL, 4XL Bound 7012YS D8412 12 
andi Open Andes neler M, L, XL Sealed 7012YT D2184 6 ChemSplash 1° 
2XL, 3XL, 4XL Sealed 7012YT D2216 6 No. D2184 
Aer meter ee M, L, XL, 2XL, 3XL, 4XL Bound 7013YS D8413 12 
Wricts aad ie 0 M, L, XL Sealed 7013YT D2186 6 
OXL, 3XL, 4XL Sealed 7013YT D2219 6 
Fe oduiaih ESTEE M, L, XL, 2XL, 3XL, 4XL Bound 7015YS D8417 12 
fia sr open pened M, L, XL Sealed 7015YT D2188 6 
; 9XL, 3XL, 4XL Sealed 7015YT D2225 6 
ey ae M, L, XL, 2XL, 3XL, 4XL Bound 7019YS D8418 12 
M, L, XL Sealed 7019YT D2191 6 
Wrists, and Attached Boots OXL. 3XL, 4XL Sealed 7019YT 12227 6 
Sleeves 
Sleeves - Elastic Tops and Wrists 18" Serged 7065YT 6XMT9 200 
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cease Ansell 
separately) AlphaTec® Breathable 


Chemical-Protective 
Clothing 


Chemical Protective Clothing, Jackets 
and Bibs—This everyday protective work- 
wear has a proprietary Gore® membrane 
to help manage heat stress. The clothing 
offers exceptional liquid chemical splash 
protection for all-day safety. It is tough 

and durable but lightweight for excellent 
comfort. Red color. 





Protective Clothing 


=» Meets ASTM D751 


Multilayer barrier provides protection against 
potential exposure to 145 hazardous chemicals. 
Zipper front and double storm flap with hook- 
and-loop closure. Attached dual-layer gloves 
provide a high level of dexterity and tactility. 
Tan color. 


> CHOOSE: Mfr. Item Pkg. 
Size Model No. Qty. 
Hooded Coveralls - Elastic Wrists, Elastic Ankles 
M,L, XL, 2XL, 3XL, 4XL G312/1 D2261 6 
Hooded Coveralls - Elastic Wrists, Attached Socks 
M,L, XL, 2XL, 3XL, 4XL 031221 D2262 
Collared Coverall - Attached Gloves, 
Socks, and Boot Flaps 


Chemical Protective Clothing, Flame 
Resistant—Designed to be flame resis- 
tant while providing an exceptional barrier 








idl C3184T 02221 6 ; ; ; 
OXL. 3XL C3184T D2263. 6 against organic and inorganic chemicals 
Hooded Coveralls - Elastic Face, and biological agents. Seams are stitched 
Attached Gloves and Socks 
ais C3195T D2222 6 with thermally stable and chemically inert 
No. D2261 2XL, 3XL C31851_ «2264 6 TENARA® sewing thread to help provide a 
strong liquid and particle barrier. 
> CHOOSE: Mfr. Item 
Size Model No. 
Jacket 
y S,M, L, XL, 2XL, 3XL, 4XL 66-660 —«J5708 
- Bib poral. 5 , 
in, 24 in, 25 in, 27 , 
Tychem® 9000 in, 28 in, 30 in, 34 in «666245708 
Flame-Resistant Jacket 
Enca sulated Suits L, XL, 2XL, 3XL 66-670 J6008 
p Flame-Resistant Bib Overalls 
Flame-Resistant Jacket 52 In, 56 in, 60 In, 64 in 66-672 J6009 
= Rear Entry Level B and Bib Overalls Flame-Resistant Coverall 
= Meet ASTM D1777, D3776, (Sold Separately) 96 In, 52 in, 60 in, 64 in, 68 = gg.677 4975 


in XL, L, 2XL, 3XL, 4XL 


Ansell 


Microchem® by 
AiphaTec® Chemical 
Resistant Clothing 


68-2300 Series—Protect against harmful 
chemicals and blood borne pathogens, while 


D751, D5597, and D5034 
Multilayer chemical barrier provides protection 
from hazardous chemicals. Feature 20-mil PVC 
faceshield, expanded back for SCBA respirator, 
2 exhaust vents, front zipper with double storm 
flap and hook-and-loop closure, and outer boot 
flaps. Yellow color. Attached socks must be 
worn inside protective footwear. Hazmat boots 
sold separately. 





Mfr. Item 
Size Mode! No. being lightweight and relatively strong and 
i Beoeet ype durable. Bound seams provide superior strength 
XL BR528T 5HH85 in a liquid and particle barrier. 
x io a 
3 5 5HH84 = ies—Provi 
ai BROS ATTY 68-4000 Series—Provide an exceptional 





barrier against biological agents and organic 
and inorganic chemicals. Feature ultrasonically 
welded and taped seams for a strong liquid and 
particle barrier. 


> CHOOSE: Mfr. Item Pkg. 
Size Color Model No. Qty. 
Chemical Resistant Aprons 
S, M, L, XL, 2XL 


3xl. 4XL,5xL_ "een 68-4000 J5427 20 


Chemical Resistant Coveralls 








Elastic 
ea S, 3XL, 4X, 5XL_ Green GR40-T-92-111-02 J4518 6 
y M Green GR40-T-92-111-03 J4518 6 
Green GRA0-T-92-111-05- 45186 
XL Green -1-92-111-05 J45 
Tychem® 6000 FR 2xL_____ Green GR40-T-92-111-06 J4518 6 


Elastic with Sock Boot 
S, M, L, XL, 2XL, 
Collared Coveralls 


Chemical-Resistant 
Protective Clothing 





Elastic 
S, M, L, XL, 2XL, 
= Meets NFPA 1992, 2112, and 70E 3XL, 4XL,5xL_ Yellow 68-2300 $5429 25 
= Arc rating ATPV 8 cal./cm2 HRC 2 roared overa's 
Proprietary material provides protec- 3XL, 4XL, 5XL_ a blab ne ° 
reen -1-92-103- 
tion against flash fires, electric arc, MI Green GR40-1-99-103-03 15498 6 
and chemicals. Feature zipper front, 7 Green REUSE Ute 15428 a 
-and- reen -T-92-103- 
double storm flap with hook-and-loop OXL Green GR40-1-92-103-06 J5428 6 
closure. 3XL Green GR40-T-92-103-07 J5428 6 
4XL Green GR40-T-92-103-08 J5428 6 
CHOOSE: PCHOOSE: Seam Mfr. Item Pkg. 5XL Green GR40-I-92-103-09 J5428 6 
saad Pascription f wee 7 Color Style Model No. Qty. Faastic with Attached Socks 
ooded Coveralls - Elastic ,L, XL, S, M, L, XL, 2XL, -B-99-147- 
Wrists, Open Ankles OXL'3xL Gray, Orange Sealed TP198T 02214 2 nia.. JaBGe xt 4XL/SXL_ Yellow YY23-B-92-147-04 J4515 25 
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GRAINGER CHOICE” SAFETY 
Find the wy. Find Solutions. Find Great Prices. Rubber Boots 
Sai SEWVUS *ratoy,. Lacrosse [BANGER] .AFFIN 








General Purpose Boots 


General purpose rubber boots 
keep feet dry and protected from 
liquid splash, including water, oil, 
and chemicals. They are worn over 
socks when feet are in constant 
contact with water and chemicals 
where regular footwear would 

be damaged. They are generally 
taller than other footwear, allowing 
workers to tuck in pant legs and 
create a higher barrier between 
the liquid and legs. 


PVC Knee 
No. E8007 












Rubber Knee 
No. J6298 


Midsole Item 
Safety Criteria Construction Footwear Material Boot Color Brand No. 

aa AEE neoprene a ear for uonera nt PR) oT 
omposite Toe, Static Dissipative uncture-Resistant , Oil-Resistant ee 
Sole, Cold-Insulated, Non-Metallic, Defined Heel, Waterproof Rigid Purofort — Purofort, Purotex Black Dunlop K2321 
Plain Toe, Cold-Insulated, Non-Metallic, Defined Heel, Waterproof Rigid Purofort Purofort Black Dunlop K2322 
PVC Knee Boots for General Use ; : 
Plain Toe, Electrical Hazard (EH), Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel EVA, PVC Black Honeywell Servus E8007 
Plain Toe, Oil-Resistant Sole, Non-Metallic, Defined Heel, Waterproof Rigid Plastic PVC Black Tingley J2248 
Plain Toe, Oil-Resistant Sole, Waterproot Flexible PVC Black Talon Trax J7543 
Steel Toe, Electrical Hazard (EH), Oil-Resistant Sole, Defined Heel, Waterproot Rigid Steel PVC Black Honeywell Servus E4688 
Steel Toe, Electrical Hazard (EH), Puncture-Resistant (PR), Oil-Resistant Sole, Defined Heel, Waterproot Rigid Steel PVC, Steel Black, Orange —_ Honeywell Servus —_—E1715 
Steel Toe, Oil-Resistant Sole, Defined Heel, Waterproof Rigid Plastic PVC Black Tingley J0001 
Steel Toe, Oil-Resistant Sole, Waterproof Flexible PVC Black Talon Trax J7542 
Steel Toe, Puncture-Resistant (PR), Defined Heel, Waterproof Rigid Steel PVC, Steel Black Dunlop D0322 
Steel Toe, Puncture-Resistant (PR), Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel Polyblend, Steel Black Dunlop E7181 
Rubber Knee Boots for General Use = 
Composite Toe, Oil-Resistant Sole, Non-Metallic, Defined Heel, Waterproof Rc pestle Bye Bhan Gis Tine wee 
Plain Toe, Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel Rubber Black Alliance Mercantile Inc J4736 
Plain Toe, Oil-Resistant Sole, Non-Metallic, Defined Heel, Waterproof Rigid Plastic PVC Black, Gray Tingley K2257 
ziee! re penned Hee saterpr oat rHazard'(EH);P : Rigid Steel Rubber Black Talon Trax D0325 
teel Toe, Metatarsal Guard, Electrical Hazar uncture-Resistant i 
(PR), Oil-Resistant Sole, Defined Heel, Waterproot Rigid Fiberglass Rubber Red Lacrosse J2053 
steel Toe, Metatarsal Guard, Puncture-Resistant (PR), Waterproot plait alee! want pies! sree, ew Ranger Ff poneywer eee 

igid Plastic elFlex, UltraFlex ue, 
Steel Toe, Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel Rubber Black Alliance Mercantile Inc J4735 







Full Rubber-Dipped 
Neoprene Knee 
No. E7174 


g SetVs 


by Honeywell 





TINGLEY 


A TRADITION SINCE 1896 





XTRATUF 
Food Processing Boots 


Food-processing boots are worn over # Ankle Boots 

the sock to protect workers from Cover the foot to the ankle to 

hazards encountered in food produc- _ protect the bottom, sides, and 

tion and processing settings, such top of the foot. 

as animal fat, food by-products, and . 

cleaning chemicals. They are for use Mid-Calt Boots 

in the latter part of the food production Cover the foot, ankle, and 

process and are not for use around lower leg to the calf. Workers 
can tuck pants into the over- 


live animals. 
boots to keep pants dry. 


Knee-High Boots 

Cover the foot, ankle, and 
lower leg to the just below 
the knee to protect workers 










Full Rubber-Dipped 
Neoprene Ankle 
No. E8699 


ee 





Full Rubber-Dipped Neoprene 


Neoprene is flexible and form-fitting 
for a snug, secure fit. The rubber 
coating on the entire outside surface 
up the boot is waterproof to keep 


Full Rubber- 
Dipped Neoprene 
Mid-Calf 
No. H3495 Lightweight 


PVC Knee 


feet dry. where splash and water No. J5372 
; ; depth are above the ankle 
Lightweight PVC and calf. Workers can tuck 


Made of lightweight air-injected mate- 
rial that is self-insulating to keep the 
wearer cool in hot environments and 
warm in cold environments. 


pants into the overboots to 
keep pants dry. 


Item 
Safety Criteria Midsole Construction Footwear Material Boot Color Brand No. 
Full Rubber-Dipped Neoprene Ankle Boots for Food Processing 
Plain Toe, Electrical Hazard (EH), Oil-Resistant Sole, Defined Heel, Waterproof Flexible Neoprene Brown, Tan Xtratut E8699 
Full Rubber-Dipped Neoprene Knee Boots for Food Processing 
Steel Toe, Electrical Hazard (EH), Cold-Insulated, Waterproof Flexible ————CN@oprene Brown, Tan Honeywell Servus _E/174 
Steel Toe, Electrical Hazard IE Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel Neoprene Rubber, Rubber, Nitrile Rubber Red, Brown Tingle G3089 
Steel Toe, Electrical Hazard (EH), Waterproof Flexible Neoprene Brown, Tan Honeywell Servus D0341 
Full Rubber-Dipped Neoprene Mid-Calf Boots for Food Processing 
Plain Toe, Electrical Hazard (EH), Oil-Resistant Sole, Defined Heel, Waterproof Flexible EVA, Neoprene Brown, Tan Xtratuf H3495 
Flexible Neoprene Brown, Tan Honeywell Servus D0339 
Steel Toe, Electrical Hazard (EH), Oil-Resistant Sole, Defined Heel, Waterproof Flexible Neoprene, Neoprene Latex Brown, Tan Honeywell Servus E1728 
Rigid Steel Neoprene Rubber, Rubber, Nitrile Rubber Red, Brown Tingley G3090 
Lightweight PVC Knee Boots for Food Processing niaiq Hardened Cb kK 1&6 Gaaienad Rubbar Nile Rube — _ a7 
; Dac: igid Hardened Rubber erex 1.5.5®, Hardened Rubber, Nitrile Rubber ue, Re ingley 
Se es eI atenad fea once Rigid Hardened Rubber _ Aerex 1.5.5®, Hardened Rubber, Nitrile Rubber Black Tingley J5372 
pte ia iciciaatais: lsat P Rigid Hardened Rubber _Aerex 1.5.5®, Hardened Rubber, Nitrile Rubber _ Gray, Orange Tingley K2088 
Sodiedaed Delineated Welipiag sole, Rigid Purofort Polyurethane, Purofort Yellow, Black Dunlop J5418 
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SAFETY Scan. Order. Done. 
Rubber Boots Details on page Al. 








Rubber Knee 
No. H2343 





PVC Knee 
No. J6897 





PVC Knee 
No. G1957 





Rubber Knee PVC Knee Polyurethane Knee 
No. JO966 No. J2626 No. D9543 


Vikine: * 
Farming, Agriculture & Fishery Knee Boots sare TALON 


Farm, agriculture, and fishery boots are worn when workers are in continuous contact with animal fluids, barnyard waste, and waste from fish and fish processing. 
Farming and agriculture boots are worn where feet come into contact with farm animals and animal waste produced by livestock, chickens, pigs, and other animals. 
Fishery boots protect against fluids in marine-related activities near oceans and lakes, including fishing and shrimping. 





Midsole Item 

Safety Criteria Construction Footwear Material Boot Color Brand No. 
Rubber Knee Boots for Farming, Agriculture, & Fisheries 
Plain Toe, Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel Nitrile Butadiene Rubber, Rubber Brown Viking G3086 
PVC Knee Boots for Farming, Agriculture, & Fisheries 
Plain Toe, Oil-Resistant Sole, Defined Heel, Waterproof Flexible PVC Black Dunlop J6897 
Plain Toe, Oil-Resistant Sole, Non-Metallic, Waterproof Flexible PVC White Talon Trax J2625 
Rubber Knee Boots for Farming, Agriculture, & Fisheries 
Steel Toe, Metatarsal Guard, Electrical Hazard (EH), Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel Nitrile Butadiene Rubber, Rubber Black, Yellow Viking E4402 
Steel Toe, Metatarsal Guard, Electrical Hazard (EH), Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel Rubber Black, Yellow Viking J0966 
Steel Toe, Oil-Resistant Sole, Chain Saw Cut-Resistant, Defined Heel, Waterproof Rigid Steel Nitrile Butadiene Rubber, Rubber Orange, Black Viking H0826 
Steel Toe, Oil-Resistant Sole, Cold-Insulated, Defined Heel, Waterproof Rigid Steel Nitrile Butadiene Rubber Brown Viking H2343 
PVC Knee Boots for Farming, Agriculture, & Fisheries 
Steel Toe, Oil-Resistant Sole, Defined Heel, Waterproof Flexible PVC Black Dunlop J6898 
Steel Toe, Oil-Resistant Sole, Waterproof Flexible PVC White Talon Trax J2626 
Steel Toe, Oil-Resistant Sole, Waterproof Rigid Steel PVC Green Talon Trax G1957 
Polyurethane Knee Boots for Farming, Agriculture, & Fisheries 
Se Sue Coe MeL edhe Wena Oll- Rigid Purofort Polyurethane, Purofort Black, Green Dunlop D9543 
Steel Toe, Static Dissipative (SD), Puncture-Resistant (PR), Oil- Rigid Purofort Polyurethane, Purofort Green, Brown Dunlop D9542 


Resistant Sole, Cold-Insulated, Defined Heel, Waterproof 






Haz-Mat PVC 
Mid-Calf 
No. D0466 









Haz-Mat PVC 
Knee 
No. DO0328 





Haz-Mat PVC 
Ankle 
No. D0462 


wetted LINGLEY 


PROTECTIVE FOOTWEAR 
A TRADITION SINCE 1896 





Hazardous Materials Boots 


Hazardous materials (hazmat) rubber boots are worn over-the-sock to protect feet from nerve agents and extremely harsh and caustic chemicals, such as those 
encountered when responding to hazmat emergencies or when working in chemical processing. They are tested to meet NFPA 1991 (Edition 2016) standards for 
vapor-protective ensembles for hazardous materials emergenices. Hazmat boots are generally worn with other protective equipment. PVC is highly chemical-resis- 
tant and dielectric. Steel toes protect the front of the foot from minor injuries caused by walking into obstacles. 


Midsole Item 
Safety Criteria Construction Footwear Material Boot Color Brand No. 

Haz-Mat PVC Ankle Boots for Exposure to Hazardous Materials 
Steel Toe, Electrical Hazard (EH), Puncture-Resistant (PR), Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel Hazmax, PVC, Steel Green Dunlop D0462 
Haz-Mat PVC Knee Boots for Exposure to Hazardous Materials 
Steel Toe, Electrical Hazard (EH), Puncture-Resistant (PR), Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel PVC, Steel Green Dunlop D0328 
Haz-Mat PVC Mid-Calf Boots for Exposure to Hazardous Materials 
Steel Toe, Electrical Hazard (EH), Puncture-Resistant (PR), Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel PVC, Steel Orange, Cream Tingley D0466 
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SAFETY 
Rubber Boots 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 













Rubber Knee 


PVC Knee No. G3688 


No. J7538 





PVC Knee 
No. D0345 


Polyurethane Knee 
No. J5674 aa = 
servis 


by Honeywell 


| TINGLEY 


A TRADITION SINCE 1896 


X TALON 
TRAX 





Oil, Gas & Mining Boots 


These waterproof knee boots are worn in petrochemical and mining operations where chemical resistance and heavy-duty features are required. Knee-height boots 
protect the foot, lower leg, and calf to just below the knee. PVC is lighter than rubber to reduce fatigue when boots are worn all day. 


Item 
Safety Criteria Midsole Construction Footwear Material Boot Color Brand No. 
Polyurethane Knee Boots for Oil, Gas, & Mining 
Composite Toe, Oil-Resistant Sole, Waterproof Flexible Polyurethane Orange Talon Trax J5674 
PVC Knee Boots for Oil, Gas, & Mining = 
Plain Toe, Electrical Hazard (EH), Oil-Resistant Sole, Defined Heel, Waterproof ridid eat ve Bin) Red. Black Honea Sa EABGI 
, Dac} Rigid Steel PVC Brown, Green, Olive Honeywell Servus D0377 
Plain Toe, Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel PVC, Rubber Black, Navy, Red Honeywell Servus F2793 
Plain Toe, Oil-Resistant Sole, Waterproof Rigid Steel PVC Red Talon Trax J7539 
Bank Rigid Steel PVC Black, Yellow, Gray Honeywell Servus D0345 
Steel Toe, Electrical Hazard (EH), Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel PVC Gray Honeywell Servus D0378 
Steel Toe, Oil-Resistant Sole, Defined Heel, Waterproof Rigid Steel PVC Gray, Cream, Yellow Honeywell Servus D0379 
Steel Toe, Oil-Resistant Sole, Waterproof Rigid Steel PVC Red Talon Trax J7538 
Rubber Knee Boots for Oil, Gas, & Mining 
Steel Toe, Metatarsal Guard, Electrical Hazard (EH), Puncture- Rigid Steel Rubber, Steel Black Tingley 3688 


Resistant (PR), Oil-Resistant Sole, Defined Heel, Waterproof 





Rubber Knee 


Half Rubber-Dipped Neoprene Knee 
No. K2465 


No. G5149 


Half Rubber-Dipped Neoprene Knee 
No. 35GU60 


Rubber Knee 
No. G5142 


LaCrosse Gite 


BOOT COMPANY 


-Rainfair 


SAFETY PRODUCTS 





XTRATUF wBAFFIN 


Rubber exterior is waterproof and chemical-resistant. 
Neoprene is flexible and form-fitting to provide a snug, secure fit. 


Winter, Cold-Insulated Rubber Boots 


Winter cold-insulated boots are worn over the sock when feet are exposed to cold, 
wet conditions and below-freezing temperatures. The exterior is waterproof to keep 
feet dry. Knee-height boots protect the foot, lower leg, and calf to just below the knee. 


Item 
Safety Criteria Midsole Construction Footwear Material Boot Color Brand No. 

Half Rubber-Dipped Neoprene Knee Boots for Wintery, Cold Conditions 
Composite Toe, Electrical Hazard (Et Oil-Resistant Rigid Fiberglass Rubber, Rubber Over Neoprene Black Lacrosse 35GU60 
Sole, Cold-Insulated, Defined Heel, Waterproof Rigid Fiberglass Rubber, Rubber Over Neoprene Black Lacrosse J2051 
Plain Toe, Electrical Hazard (EH), Oil-Resistant Sole, Cold-Insulated, Waterproof Rigid Steel EVA, Rubber Black The Original Muck Boot Co. G5149 
Plain Toe, Oil-Resistant Sole, Cold-Insulated, Waterproof Flexible Rubber Brown, Beige Xtratut K2465 
Rubber Knee Boots for Wintery, Cold Conditions 
Composite Toe, Electrical Hazard (EH), Puncture-Resistant (PR), Oil- ar 
Resistant Sole, Cold-Insulated, Non-Metallic, Defined Heel, Waterproof Rigid Plastic Polyurethane, Rubber Green, Orange, Black Baffin G5141 
Plain Toe, Cold-Insulated, Non-Metallic, Defined Heel, Waterproof Rigid Plastic EVA, Polyurethane, Rubber Green, Black Baffin E7850 
cu De We Non- Rigid Plastic EVA, Polyurethane, Rubber Green Baffin E7851 
Steel Toe, Electrical Hazard (EH), Cold-Insulated, Defined Heel, Waterproof Rigid Plastic Polyurethane, Rubber Green, Black Baffin E7852 
Steel Toe, Electrical Hazard (EH), Puncture-Resistant (PR), Oil- Rigid Plastic Oarprene, Rubber Black Baffin G5142 
Resistant Sole, Cold-Insulated, Defined Heel, Waterproof Rigid Plastic Oarprene, Rubber Black, Tan Baffin G5140 
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SAFETY 
Waders, Overshoes & Overboots 





X TALON 
eee Ti 





Waders 


Waterproof waders are worn over the sock and extend to 
the hips or chest to cover more of the body than knee boots, 
allowing wearers to stay dry when working in deep water. 
They are worn by water and wastewater workers, plumbers, 
and others who work in deep water. Rubber and PVC are 
chemical-resistant. PVC weighs less than rubber, reducing 





fatigue when waders are worn for long periods of time. 


Midsole Footwear Item 
Safety Criteria Construction Material Brand No. 
PVC Chest Waders for General Use 
Steel Toe, Defined ~ 
Heel, Waterproof Rigid Steel PVC Dunlop D0314 
Steel Toe, Puncture-Resistant Polyblend 
PR), Oil-Resistant Sole, Rigid Steel bye ’ Dunlop E8462 
efined Heel, Waterproof 
PVC Hip-Waders for Geneal Use 
Plain Toe, Oil-Resistant Sole, Ba 
Defined Heel, Waterproof Rigid Steel PVC Dunlop F2803 
Steel Toe, Oil-Resistant Sole, - 
Defined Heel, Waterproof Rigid Steel PVC Dunlop E8463 
Steel Toe, Puncture-Resistant Polvblend 
(PR), Oil-Resistant Sole, Rigid Steel AVS ’ Dunlop £8464 
Defined Heel, Waterproof 
PVC Chest-Waders PVC Hip-Waders Rubber Hip-Waders Rubber Hip-Waders for General Use 
No. E8462 No. F2803 No. D0327 Steel Toe, Defined Rigid Steel Rubber Talon Trax D0327 





oD 


IMPACTO 


PROTECTIVE PRODUCTS 


No. D4919 





Heel, Waterproof 





i-Fati versh No. D9539 
Anti-Fatigue Overshoes | | —— 
Anti-fatigue overshoes attach to existing footwear to provide a cushioned base 
that can help reduce back and leg pain caused by standing or walking for long _ Item 
periods of time. They are often used by warehouse and assembly line workers __Safety Criteria Midsole Material __Footwear Closure _Color No. 

. sree : : Sg gs Anti-Fatigue Overshoes for Food Service Applications 
and food service personnel where anti-fatigue mats are impractical. Anti-fatigue Non-Metallic, Oil-Resistant Sole Polymer PVC Adjustable Straps Black D4919 
overshoes for food service applications are resistant to water, cleaning Anti-Fatigue Overshoes for General Use | 
chemicals, and oils. Lightweight overshoes weigh less than general purpose ‘Non-Metallic, Oil-Resistant Sole __Polymer PYC_ __Adjustable Straps _Black _D9577 

: Lightweight Anti-Fatigue Overshoes for General Use 

overshoes to reduce fatigue when wearing them all day. Non-Metallic Polymer PVC Adjustable Straps Black _D9539 








Ankle 








Ankle 








No. DO707 No. F0545 . 
Knee Knee 
No. F0547 No. DO708 
—=— — Midsole Footwear Item 
SciVls Safety Criteria Material Closure Color Brand No. 
People Committed to Quality Since 1936° yy Honeywe Ankle 
= = Rubber Slip-On Red Salisbury D0707 
Dielectric Overboots & Overshoes hgh Matalin: Waterproof Rubber Slip-On Yellow Honeywell Servus F0545 
; Rubber Buckle Yellow Honeywell Servus F0546 
Dielectric overboots and overshoes meet ASTM F12413-11 electrical-hazard Knee 
i -hi Pull-On with 
standards to protect the wearer from electrical shock. Ankle-high overshoes Electrical Hazard (EH), Rubber adiustable Strap Yellow Honeywell Servus FO547 
cover the bottom, sides, and top of the foot. Knee-high overboots cover the foot —_ Non-Metallic, Waterproof Sieial Saiein Black, Sait nai 
and lower leg up to the knee. : Y Red : 
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SAFETY 
Overboots & Overshoes 











A TRADITION SINCE 1896 by Honeywell 


SERVUS “TALON 


by Honeywell 


General Purpose Overboots & Overshoes 


General purpose overboots and overshoes are waterproof 
to keep feet dry and provide some chemical resistance. 
They can be put on and taken off without removing existing 
footwear, making them convenient for intermittent use or 
use by individuals who require orthotics, who want to use 
their own footwear, or who have other special footwear 
considerations. 


Overshoes 
Slip over existing footwear to cover the foot to the ankle to 


Mid-Calf Overboots 


Cover the foot, ankle, and lower leg to the 
calf. Workers can tuck pants into the over- 
boots to keep pants dry. 


Knee-High Overboots 


Cover the foot, ankle, and lower leg to the 
just below the knee to protect workers 
where splash and water depth are above the 
ankle and calf. Workers can tuck pants into 





PVC Overshoe 


Ankle 
No. D0316 


Rr te 


protect the bottom, sides, and top of the foot. 


the overboots to keep pants dry. 














Item 
Safety Criteria Upper Material Footwear Closure Color Brand No. 
General Purpose Overshoes 
PVC Pull-On Yellow Dunlop H9175 
Plain Toe. Non-Metallic PVC/Flex-O-Thane Pull-On Black Dunlop D0315 
Waterproof Rubber Pull-On with Snaps Black Treds Overboots J4037 
Rubber Pull-On Black Tingley D0463 
Rubber Buckle Black, Red Ranger By Honeywell F8&299 
PVC Pull-On Black, Red Tingley K2318 
PVC Pull-On Yellow Tingley E9344 
Plain Toe, Oil-Resistant Sole, PVC Pull-On Black Tingley E1192 
Non-Metallic, Waterproof PVC Stretch Fasteners Black, Yellow Honeywell Servus G5766 PVC Mid-Calf 
PVC/Vinyl Slip-On Black Talon Trax D0316 No. D0317 
Rubber Buckle Black, Red Ranger By Honeywell F8&299 
Plain Toe, Waterproof Rubber Pull-On with Snaps Black Super Grit J0002 
Ec PVC Pull-On Black, Yellow Tingley po465 
General Purpose Mid-Calf Overboots 
Polyurethane Pull-On with Adjustable Strap Blue, White Honeywell Servus D0352 
Polyurethane Pull-On with Adjustable Strap Blue, White Honeywell Servus E7848 
PVC Stretch Fasteners Black Dunlop H9178 
Plain Toe, Non-Metallic, PVC/Flex-O-Thane Pull-On with Snaps Black Dunlop D0317 
Waterproof PVC/Flex-O-Thane Pull-On with Snaps Yellow Dunlop F2806 
Rubber Pull-On with Snaps Black Treds Overboots J4036 
Rubber Buckle Black Talon Trax D0321 
Rubber Pull-On with Button Black Tingley D0464 
Plain Toe. Oil-Resistant Sole PVC Pull-On Black, Red Tingley K2319 
Non-Metallic Waterproof , PVC Pull-On with Button Black Tingley E3486 
PVC Pull-On with Button Yellow Tingley E9345 
sue iad PVC/Vinyl Pull-On with Snaps Black Talon Trax D0318 
; Rubber Pull-On with Snaps Black Super Grit J0003 
Plain Toe, Waterproof Rubber Pull-On with Button Black Tingley J7328 
General Purpose Knee-High Overboots 
Plain Toe, Non-Metallic, PVC/Flex-O-Thane Pull-On with Snaps Black Dunlop D0319 
Waterproof Rubber Pull-On with Snaps Black Treds Overboots J0005 
Plain Toe. Oil-Resistant Sole PVC Pull-On Black, Red Tingley K2320 
Non-Metallic Waterproof PVC Pull-On with Button Black Tingley E3487 Rubber Knee 
Rubber Buckle Black, Red Ranger By Honeywell F8298 No. D0326 
Rubber Pull-On with Snaps Black Super Grit J0004 
Plain Toe, Waterproof Rubber Pull-On with Adjustable Strap Black, Yellow Talon Trax D0326 
Winter Overboot NEOS) TINGLEY 
in er ver 00 Ss ° VERSHO € A TRADITION SINCE 1896 Lightweight 
Winter overboots are worn over existing footwear to keep feet warm and protect Winter 
Overboots 


them from water, snow, and slush. They are used by service professionals who 
work outdoors for long periods of time or who might need occasional protection. 
Winter overboots with traction aids provide secure footing to help reduce 
slips and falls. Lightweight overboots are lighter and more compact than 
general purpose overboots while providing similar protection from cold. 


Footwear Closure Item w/ Traction 
Safety Criteria Sole Pattern Insulated Type Color Brand No. No. D0349 

Winter Overboots with Traction Aid for Sustained Outdoor Use 

Plain Toe, Cold- Drawstring w/ Neos 

Insulated, Non- Ribbed Yes Adjustable Black Gvershoe D0348 

Metallic, Waterproof Ankle Strap 

Plain Toe, Non- . Neos 

Metallic, Waterproof Ribbed No Adjustable Strap Black Overshae D0349 

Lightweight Winter Overboots 

_ Studs Yes Hook-and-Loop Black Tingley J5374 

Cleated Yes Hook-and-Loop _ Black Tingley __J5374 Lightweight 
Mutli . 
ree Neos Winter 
| abe Yes Buckle Black Gvershoe E6669 Overioors 
insulated Non- Bitectonil Yes Buckle Black Neos £6669 we 
Metallic, Waterproof Lug Overshoe sy 
Neos ime. 
Lug Yes Buckle Black = Qyershoe £8671 Lightweight 
Plain Toe, Non- F Neos Winter Overboots 
Metallic, Waterproof Ribbed No Adjustable Strap Black Overshoe E4783 No. E6671 
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Latex Mid-Calf Latex Rubber Ankle 
No. D0329 (Shown on Boot, Rubber Ankle 








* Not Included) (Shown on Boot, Not Included) 
GRAINGER ISA ; PVC Knee No. J6285 No. J6280 
> DUNLOP 

CDV nproven & peek iingia > No. E8154 

5 Upper Pkg. Item 
Hazardous Materials Safety Criteria Material Footwear Closure Color _ Qty. Brand No. 

PVC Mid-Calf Overboots for use with Hazardous Materials 
Overboots & Overshoes Plain Toe, Oil-Resistant Sole, Non-Metallic, Waterproof — Latex Pull-On Yellow 1 GA D0329 
Latex Rubber Mid-Calf Overboots for use with Hazardous Materials 

Hazardous materials (hazmat) overboots meet Non-Metallic, Waterproof Rubber Pull-On Yellow 50 IsaCorporation J6288 


NFPA 1991 (Edition 2016) specifications to protect PVC Knee Overboots for use with Hazardous Materials 


first responders from hazardous materials such a Ran eIUveea ae Hazardous ne Sees ee i 
as nerve agents and extremely harsh and caustic Yellow J6284 
chemicals. They are worn over existing footwear Bue { pate 
in chemical processing and when workers are Black "36287 
exposed to corrosive chemicals and hazardous On CTA eaelprOo paves eur Yellow Isa Corporation j6539 
waste. Latex rubber stretches and resists tears ewe 100 heey 
and cuts. PVE is lighter than rubber. ae 16283 


Toe Guard 
No. 5T455 


= 















Safety 





Toe Caps Metatarsal 
No. J5460 Guards 
Foot Guard ' 
No. 517457 a a 
e , 
Foot Guard y 
No. 5T456 
(3): 
mm en APPROVED 


Safety Toe Overshoes, 
Toe Caps & 
Metatarsal Guards 


Safety-toe overshoes, toe caps, and metatarsal guards are worn over regular 
shoes or boots when protection is needed intermittenly. Safety toe caps 
protect the front of the foot and top of the toes from damage caused by 


Leg Guards 
No. 5T458 





Full-Soled Safety 
Toe Overshoes 


walking into obstacles. Metatarsal guards protect the top of the foot from No. G2613 
light impact injuries, and leg guards protect the top of the foot and shin. 

Item Item 

Item Material Type Color Brand No. Item Material Type Color Brand No. 
Safety Toe Caps Leg Guards 
Black, Green, Black, Knee and 

Toe Cap Steel — Red. Black, White Impacto J5460 Shin Guard Plastic Strap On Black GA 51459 
Toe Cap _— _— Black Gaston Mille Inc J5380 Shin Guard Plastic Strap On Black GA 51458 
Foot Guard Plastic Strap On Green GA 51457 Full-Soled Safety Toe Overshoes 
Toe Guard Steel Strap On Silver GA 51455 Vulcanized _ 

Metatarsal Guards Overshoe Rubber, Steel Toe | Black Impacto D0468 
Foot Guard Aluminum Strap On Silver GA 1AG91 Overshoe Rubber Slip On Black Impacto D0468 
Foot Guard _ Polycarbonate Lace Up Black Impacto 2KTC9 Overshoe = = Black Gaston Mille Inc J5379 
Foot Guard Aluminum Strap On Silver GA 57454 Overshoe Rubber, Steel Toe = Black Impacto G2613 
Foot Guard Aluminum Rubber Strap Silver GA 57456 Overshoe = = sack Brack aan Impacto G2613 
Replacement ack, Gray, Black, White, 

Strap nylon etap Un Black Impacto 4HCR7 = —Qvershoe PVC Steel-Toe Black’ Yellow, Black, Red, Impacto 62613 
Black, Blue, Black, Green 
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Replacement 
Spike 
No. 3YPC2 






SEYMOUR 
WINTERS WALKING MIDWEST 


Floor Stripping 
& Coating 
Overshoes 


Floor stripping and coating over- 
shoes are worn over existing 
footwear to protect floors and 
provide traction to reduce slips and 
falls. They are worn on slippery No. J5424 
floors or when workers are remov- 

ing an existing or adding a new 









No. 3YPC6 





floor finish. The surface covers the nO: BEe22 No. 3YPC1 
bottom of the foot and is nonmar- Spike Pkg. Item 
. Item Material Footwear Closure _—__ Length Color Qty. Brand No. 
ring. Traction overshoes have a Traction Overshoes for Floor Stripping 
sole that is coated with a nonmar- Floor Stripping Overshoe Polyester Adjustable Straps — Black 1 Paws J5424 
i i i i Floor Stripping Overshoe Vinyl Adjustable Straps _ Red 1 Paws J5424 
cg abrasive grit to ate Floor Stripping Overshoe Rubber Pull-On _— Black 1 Paws J5419 
traction and protect floor surfaces. Floor Stripping Overshoe Vinyl Pull-On = Black 1 Winter Walking D8353 
Rigid-spiked overshoes mini- Rigid-Spiked Overshoes for Floor Coating 
i i i Floor Stripping Overshoe Rubber Buckle Y in Black 1 Seymour Midwest Rake 3YPC6 
bse? contact with freshly ae plied Floor Stripping Overshoe Polypropylene Buckle ¥ in Black 1 Seymour Midwest Rake 3YPC1 
coatings, allowing it to flow back Replacement Spikes Steel = % in Silver 40 Seymour Midwest Rake 3YPC7 
into place after workers walk on it. Replacement Spikes Steel — ¥s in Silver 26 Seymour Midwest Rake 3YPC2 








No. 230279 No. D9581 No. J5437 
- @) duenorth STABIL eee TINGLEY {€: ° 
INDUSTRIAL TRACTION aa ee A TRADITION SINCE 1896 WwW YAKTRAX 








Traction Devices 


Traction devices attach to the bottom of existing footwear to provide secure footing when walking on ice, snow, and other wet or slippery surfaces. Transitional trac- 
tion devices are attached with straps and can be moved out of the way when moving indoors. Devices for sustained use are designed to be worn for longer periods 
of time either indoors or outdoors. 


Upper Traction Footwear Item 
For Use on Surface Types Material Traction Type Traction Material Attachment Style Coverage Style Brand No. 
Traction Devices for Transitional Indoor/Outdoor Use 
Ice, Oil, Snow PVC Grit Aluminum Oxide Pull-On Ball, Heel Winter Walking D8348 
Ice, Snow Rubber Stud Tungsten Carbide Strap-On Mid-Sole K1 Series 230Z79 
Ice, Snow Rubber Stud Tungsten Carbide Pull-On Heel Due North 39J091 
Ice Rubber Stud Tungsten Carbide Pull-On Ball, Heel Winter Walking J4485 
Traction Devices for Sustained Indoor Use 
Ceramic, Concrete, Dry Floors, Grease, Oil, Tile, Wet Floors Nylon Grit Synthetic Fibers Strap-On Ball, Heel, Mid-Sole Tracmates D9581 
Ice, Snow Rubber Grit Rubber Pull-On Ball, Heel, Mid-Sole Stabilicers J1697 
Traction Devices for Sustained Outdoor Use 
Ice, Snow 1200D Nylon Stud Steel Pull-On Mid-Sole Impacto 5oMM76 
Ice, Snow 1200D Nylon Stud Brass Pull-On Mid-Sole Impacto SoMM77 
Ice, Snow Polyester Stud Tungsten Carbide Strap-On Heel, Mid-Sole Due North 55EF01 
Ice, Snow Polyester Stud Tungsten Carbide Strap-On Mid-Sole Due North 55EF02 
Ice, Mud, Snow PVC Stud Tungsten Carbide Pull-On Ball, Heel Winter Walking G6610 
Ice Rubber Grit Aluminum Oxide Pull-On Ball, Heel Winter Walking K2317 
Ice Rubber Stud Tungsten Carbide Pull-On Ball, Heel Winter Walking J5448 
Ice, Snow Rubber Stud Tungsten Carbide Pull-On Ball, Heel Tingley G0007 
Ice, Mud, Snow Rubber Chain Steel Strap-On Ball, Heel, Mid-Sole ICEtrekkers G2175 
Concrete, Gravel, Ice, Mud, Snow Rubber Chain Steel Strap-On Ball, Heel, Mid-Sole ICEtrekkers G2174 
Ice, Snow Rubber Coil Steel Strap-On Ball, Heel, Mid-Sole Yaktrax E3929 
Traction Devices for Occasional Outdoor Use 
Ice Rubber Stud Tungsten Carbide Pull-On Ball, Heel Winter Walking D8347 
Ice Rubber Stud Steel Pull-On Ball, Heel Winter Walking J5437 
Asphalt, Concrete, Gravel, Ice Rubber Stud Steel Pull-On Ball, Heel Trex By Ergodyne G0001 
Asphalt, Concrete, Gravel, Ice Rubber Stud Steel Strap-On Ball, Heel Trex By Ergodyne G0002 
Ice, Snow Rubber Stud Tungsten Carbide Pull-On Heel Due North J4985 
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No. H9578 No. D6705 








No. H9460 





AaEo aa No. E7700 
Timberland 
Men's 6" Safety Work Boots 
= All available in sizes between 7-14 Style No. 26063—Features shaped alloy safety toes Style No. 52562—Antifatigue technology includes 
Rubber outsole is abrasion-, slip- and for lightweight protection and fit. Cement construction a contoured footbed, an antimicrobial mesh liner, 
oil-resistant. provides flexibility and reduced break-in time. Molded and roomy toe provide all-day comfort. Steel shank 
Note: All styles are available in medium width: for wide polyurethane midsole for lightweight, durable cushion- delivers structural support, and a puncture-resis- 
temperature-regulating technology sock cover to kee : 
Style No. 1064—Designed with lightweight, ese ahs ening oy P Style No. 85594—Leather work boot is designed 
flexible cement construction, these boots feature with antifatigue technology for long hours in tough 
a microfiber leather upper, a mesh lining with Style No. 47592—Premium full-grain leather upper conditions. Features a contoured single-density 
antimicrobial treatment, a removable open cell for comfort and abrasion resistance. Breathable water- open-cell polyurethane footbed with antimicrobial 
polyurethane insole, an EVA midsole, a rubber impermeable lining helps to Keep feet dry in most types — cover for breathability and odor control. 
outsole, and a fiberglass shank. of wet conditions. Mesh lining has antimicrobial treat- 
ment for odor control. 
Style Toe Electrical Puncture Item 
No. Type Hazard Rated Waterproof Resistant Insole Insulated Slip Rating Color No. 
1064A Alloy Yes No No No Best Black H9460 
26063 Alloy Yes No No No Better Brown E2112 
47592 Steel Yes Yes Yes No Better Black H9578 
52562 Steel Yes No Yes No Better Brown E7700 
85594 Alloy Yes Yes No No Better Brown D6705 





No. H8736 No. H8735 No. H8738 No. H9082 
Men's 6" Safety Work Boots WOLVERINE (5) 
= All available in sizes between 7-14 Style No. 04714—WMesh-lined leather boots have aremovable Style No. 10304—Security- 
Nylon shank offers excellent structural support. full-cushion footbed, and polyurethane midsole. The rubber lug _ friendly boots feature a 
outsole improves traction on wet and slippery surfaces. waterproof full-grain leather 


Note: All styles are available in medium and wide widths; for additional sizes and 
upper, EVA midsole with 


widths go to grainger.com/footwear Style No. 10112—Waterproof work boots are designed with ot 

Style No. 4713—Steel-toe work boots feature resilient cushion- _ innovative materials to create more comfort and flexibility SATEEANR 
ing with lightweight, fatigue-fighting support. Additional features without sacrificing safety. The heritage-look waterproof leather 

include a full-grain leather upper, a moisture-managing mesh upper keeps feet dry, with lightweight construction, a protective 


lining, a removable, open cell, full cushion polyurethane footbed, a composite toe, and a resilient, removable cushioned footbed. 
polyurethane midsole, and a rubber lug outsole. 


Style Toe Electrical Puncture Item 


No. Type Hazard Rated Waterproof Resistant Insole Insulated Slip Rating Color No. 
W04713 Steel Yes No No No Best Walnut H8736 
W04714 Steel Yes No No No Best Black H8735 
W10112 Composite Yes Yes No No Best Black H8738 
W10304 Composite Yes Yes No No Best Black H9082 
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Men's 6" Safety Work Boots _IRONS8AGE 


= Available in sizes 7 to 14; additional sizes at Grainger.com® 
= Meet ASTM F2413-11M 1/75 C/75 EH 


Note: All styles are available in medium and wide widths; go to grainger.com/footwear 


Style No. 5002—100% nonmetallic boots have a full-grain leather upper with 
padded collar, removable EVA cushion footbed, sponge rubber heel bed, and rubber 
outsole. Cement construction. 


Style No. 5007—Full-grain leather upper, nylon mesh liner, removable EVA insole, 
sponge heelbed, and rubber outsole in 100% nonmetallic design. Plastic shank. 
Cement construction. 


Style No. 5150—Leather upper, nonmetallic eyelets, removable EVA insole with 
sponge rubber heel wedge, EVA cushion midsole, and rubber outsole. Cement 
construction. 


Style Toe Electrical Puncture 
No. Type Hazard Rated Waterproof ResistantInsole Insulated _Slip Rating 
1A5002 Composite Yes 0 No No Best 
1A5007 Composite Yes No No No Best 
1A5150 Steel Yes No No No Best 





Men's 6" Safety Work Boots “fe 


= Available in sizes 7 to 14; additional sizes at Grainger.com® 
= Meet ASTM F2413-11 M 1/75/C/75 


Style No. 8044200—Electrical-resistant boots have an oil-tanned 
leather upper with a cotton drill vamp lining, removable dual-density 
molded polyurethane insole, rubber midsole, and single-density polyure- 
thane MAXwear Wedge™ outsole. Engineered composite shank. Goodyear 
storm welt construction. 


Style No. 8046190—Waterproof boots have a leather/mesh upper with 
a two-zone wicking mesh/Thoro>dri™ WATERPROOF System lining that is 
Blood Borne Pathogen Compliant. Features a removable dual-density poly- 
urethane SHOCK ZONE footbed, rubber midsole, and Z-Trac ASR rubber 
outsole with integrated EVA impact pads. Engineered composite shank. 
Cement construction. 


Style Toe Electrical Puncture 
No. Type Hazard Rated Waterproof ResistantInsole Insulated _Slip Rating 
804-4200 Steel Yes No No No Better 
8046190 Composite Yes Yes No No Best 


Men's 6" Safety Work Boots carhartt 6 


» Available in sizes 8 to 15 
= Meet ASTM 2413-11 M 1/75 C/75 EH 


Note: All styles are available in medium width, many styles also available in wide width; go to 
grainger.com/footwear 


Style No. 6346—Lightweight waterproof boots feature a coated leather upper with 
a breathable waterproof bootie, breathable foam collar and tongue, a comfortable 
Ortholite insole, and a rubber outsole. Nylon shank. Cement construction. 


Style No. 6366—Durable boots feature an oil-tanned leather upper, EVA midsole with 
PU Strobel pad, and a padded insole for maximum cushioning and flexibility. Sole is 
oil-, chemical-, and slip-resistant. 


Style No. 6220—Bison boots have an oil-tanned leather upper and a dual-density 
polyurethane outsole with direct-attach welt construction for added durability. Feature 
a padded collar, foam-padded comfort tongue, and molded TPU heel counter with 
Achilles flex joint. 












No. G5169 


No. H9504 


Item 
Color No. 
Brown G5169 
Black H9504 
Black G5181 No. G5181 





No. G5437 
Item 
Color No. 
Brown G5437 
Black H9159 No. H9159 






No. H9512 


No. H3860 








Puncture 
Style Toe Electrical Resistant Item 
_—_ No. Type ___— Hazard Rated _ Waterproof _Insole Insulated Slip Rating Color ~—sCNow 
CMA6346 Composite Yes Yes No No Better Dark Brown H9512 
CMF6366 Composite Yes No No No Best Brown H3860 
CMW6220 Steel Yes Yes No No Better Brown G2228 No. G2228 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


1749 


SAFETY Scan. Order. Done. =F; 
Athletic Safety Work Shoes Details on page A1. 


No. H9458 








No. J5270 
No. J2864 
No. H2757 
No. G5167 
Men's Safety Work Shoes Reebok 
= Available in sizes 7 to 14; additional sizes at Grainger.com® Style RB4005—Leather and mesh upper with MicroWeb and no exposed 
Note: All styles are available in medium and wide widths; go to grainger.com/footwear metal. Oxfords feature moisture-wicking nylon mesh, FootFuel® injected EVA 


cushion footbed, and light EVA cushion midsole with rubber outsole. 
Style RB1061—These work shoes are designed with extra-wide composite toe, Moets ASTM F241 ie 


cap and feature nylon mesh lining with injected EVA removable cushion footbed. . . . . 
Dual-density outsole, lightweight injected EVA cushion midsole with wraparound Style RB1910—Designed with suede leather upper, a 2-color Grip Master slip- 


TPU heel shank stabilizer. 100% nonmetallic. resistant rubber outsole, and EVA cushion midsole. 

= Meets ASTM F2413-11 1/75 C/75 = Meets ASTM F2413-05 M I/75 C/75 EH 

Style RB3502—Features no exposed metal on upper and MemoryTech foam Style RB4895—Leather and mesh upper. Extra-wide toe for comfort. Designed 
removable cushion footbed. The style is designed with slip-resistant rubber with tridensity comfort system with an EVA midsole and rubber bottom. Wrap- 
outsoles and moisture-wicking nylon mesh lining. around shank stabilizer. 

= Meets ASTM F2413-11 = Meets ASTM F2413 EH 


Style RB3604—Built with comfortable DMX moving-air technology, 
MemoryTech Massage removable cushion footbed, dual resistor ESD, and no 
exposed metal on upper. The shoes feature slip-resistant rubber outsole and 
injected EVA midsole. Moisture-wicking nylon mesh lining helps keep you dry. 
= Meets ASTM F2413-11 


Style Toe Electrical Puncture Item 

No. Type Hazard Rated Waterproof Resistant Insole Insulated Slip Rating Color No. 
RB1061 Composite No No No No Best Black/Red H9458 
RB3502 Steel Yes No No No Best Navy J5280 
RB3604 Alloy Yes No No No Best Gray/Blue J5270 
RB4005 Steel Yes No No No Best Gray/Red J2864 
-RB1910° Steel Yes No No No Best Black H2757 
RB4895 Composite Yes No No No Better Black/Silver G5167 
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No. J2770 


Men's Athletic Safety Work Shoes 


= Available in sizes 7 to 14; additional sizes at Grainger.com® 
= Meet F2413-11 1/75 C/75 EH 


Style No. 77013—Lightweight and flexible, composite-toe work shoes feature 
a leather/mesh upper, a cambrella mesh liner, and a removable memory foam 
insole. The protective toe cap is larger than a standard toe cap allowing more 
room for your toes to flex and bend. 





Style No. 77068—Sporty aesthetics combine with comfort and safety in this 
alloy toe slip-resistant sneaker. Feature smooth soft trubuck leather and synthetic 
upper with stitching and overlay accents. Memory Foam insole. 


Style No. 77083—Relaxed Fit® design for a roomy comfortable fit. Black leather 
and mesh fabric upper with soft mesh lining, padded collar and tongue, gel- 
infused Memory Foam cushioned insole, and slip-resistant rubber traction outsole 
for improved traction in mud, snow, and grass-covered environments. 








No. J2771 





Electrical Puncture 
Style Toe Hazard Resistant Slip Item 
No. Type Rated Waterproof Insole Insulated Rating Color No. 
77013-BLK Composite Yes No No No Good Black  J2770 
77068-BKCC Alloy —‘Yes No No No Good pack! s2771 in aq 
77083 -BLK __ Alloy No No No No Good Black  J5311 


Nautilus 


SAFETY FOOTWEAR 


Men's Athletic Safety Work Shoes 


= Available in sizes 7 to 14; additional sizes at Grainger.com® 
= Meet F2413-11 1/75 C/75 


Style No. 1343—Constructed with nylon and synthetic leather with a comfort- 
able EVA midsole, steel safety toe, static dissipative technology, removable 
anti-fatigue polyurethane insole, and a durable slip- and oil-resistant sole. Static 
dissipative. 


No. H9469 





Style No. 2422—Composite toe shoes have a wedge EVA midsole for added 
support and comfort and a vegan friendly mesh and synthetic upper. Also feature 
full-contact slip- and oil-resistant rubber outsole. Static dissipative. 


Electrical Puncture 
Style Toe Hazard Resistant Slip Item 
No. Type Rated Waterproof Insole Insulated Rating Color No. 
N1343 Steel No No No No Good Gray/Red H9469 No. J5129 
N2422 Composite No No No No Best Red J5129 


Timberlant 


Men's Athletic Style Work Shoes 


» Available in sizes 7 to 15 
= Meet F2413-11 1/75 C/75 


Style No. A1GT9—Provide low-profile comfort and protection with self-molding 
footbeds, built-in static-dissipative performance, and antifatigue technology. 
Premium ripstop nylon uppers with TPU toe and heel overlay include a mesh lining 
with antimicrobial treatment for odor control and comfort. Outsole is slip-, oil-, 
and abrasion-resistant. 





Puncture No. J5306 
Style Toe Electrical Resistant Slip Item 
No. Type Hazard Rated Waterproof Insole Insulated Rating Color No. 
A1GT9 Alloy No No No No Better Gray  J5306 
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No. H9680 








| No. H9689 


me 


No. H9587 
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Men's Safety Work Shoes and Boots 


= Available in sizes 8 to 15; additional 
sizes at Grainger.com® 
= Meet ASTM F2413-11 M 1/75 C/75 EH 
Tough footwear has reflective webbing 
on uppers to aid visibility. Removable 
dual-density EVA insoles. Wide toe caps 
have room for toes to flex and bend. 
Durable oil- and slip-resistant, nonmark- 
ing rubber outsoles. 


Note: All styles are available in medium and wide 
widths; go to grainger.com/footwear 


Style No. 1007024—Hiker-style boot 
has a nubuck leather upper, hydrophobic/ 
hydrophilic comfort lining, full-length TPU 
interlocking torsion plate, and dual-density 
EVA and polyurethane midsole. Waterproof. 


Style No. 1011242—Waterproof hiker- 
style boot with leather upper, hydrophobic/ 
hydrophilic comfort lining, TPU stability 
shank, and polyurethane midsole. 


Electrical Puncture 
Style Toe Hazard Resistant Item 
No. Type Rated Waterproof Insole Insulated Slip Rating Color No. 
1007024 Steel Yes Yes No No Good Brown H9680 
1 ee eee _ Sint __t,_¥8_No._No._Selter_Brown _H8689 _ 1242 Steel Yes Yes No No Better Brown H9689 






Timberland 


Men's Safety Work Shoes 


» Available in sizes 7 to 15 
=» Meet ASTM F2413-11 M 1/75 C/75 EH 


Titan® oxford work shoes feature full- 
grain leather upper, alloy safety toe, 
nylon mesh liner with an antimicrobial 
treatment for odor control, nylon shank, 
polyurethane midsole, 90° heel, and 
durable rubber outsole that resists oil, 
Slips, and abrasion. 


Style No. 47028—3"H tie safety shoe 
with removable dual-density open cell 
polyurethane insole. 


Style No. 53534—Slip-on oxford is 
metal-free and includes removable 
contoured Ortho-Lite open cell polyure- 
thane insole. 


Electrical Puncture 
Style Toe Hazard Resistant Item 
No. Type Rated Waterproof Insole Insulated Slip Rating Color No. 
47028 Alloy Yes No No No Better Brown E3927 
93534 88 Alloy__Yes_No_No__No_Better"_Came! Brown _H9587__ Yes No No No Better CamelBrown 49587 
F FLOI RS A EIM 


Men's Safety Work Shoes 


» Available in sizes 7 to 14; additional 
sizes at Grainger.com® 
= Meet ASTM F2413-11 M 1/75 C/75 
Men's oxford work shoes with full-grain 
leather upper, composite toe, moisture- 
wicking nylon mesh and Cambrelle® 
lining, removable F2A dual-density poly- 
urethane cushion insert, polyurethane 
midsole, and plastic shank. TPU outsole 
is oil-resistant. Direct attach construction 
is lightweight, flexible, and durable. 





Style No. 2400—100% nonmetallic 
construction will not activate security 
screening devices. Nonmetallic eyelets 
help reduce marking or scratching work 
surfaces. 


Style Nos. 2416 and 2430—Flexible 
work shoes are 100% nonmetallic. Won't 
activate security screening devices. 
Eyelets help reduce marking or scratch- 
ing work surfaces. 





Electrical Puncture 
Style Toe Hazard Resistant Item 
No. Type Rated Waterproof Insole Insulated Slip Rating Color No. 
FS2400 Composite No No No No Best Dark Brown _H9203 
FS2400 Composite No No No No Better Dark Brown 49203 
FS2416 Composite No No No No Best Black H9442 
FS2430 Composite No No ~No- No Best Copper H9208 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SAFETY 
Find the wy. Find Solutions. Find Great Prices. Safety Work Shoes 





WOLVERINE (5) 

Men's Safety Work Boots 

= Available in sizes 7 to 14 Style No. 10318—Waterproof boots with 

= Meet ASTM F2413-11 M 1/75 C/75 EH wave mesh lining and removable EPX™ ribbed, 
Comfortable 10"H Wellington work boots are cushioned insole. Composite toe, polyurethane 
easy to pull on. Full-grain leather uppers. midsole, nylon shank, and slip-resistant rubber 


eget 
Note: All styles are available in medium width, many styles lug outsole. 100% nonmetallic. Direct attach 
also available in wide width; go to grainger.com/footwear construction. 






















































































Style Toe Electrical Puncture Item 
__No. _ Type ___ Hazard Rated Waterproof ResistantInsole Insulated Slip Rating Color No. 
W10318 Composite Yes Yes _ No No Best Dark Brown _ H9083 































































































No. H9518 
No. H9556 
@ARIAT 
Men's Safety Work Boots No. J5224 
= Available in sizes 7 to 14 Style No. 10006961—Pull-on boot features square steel toe, EVA 
= Meet ASTM F2413-11 M/1/75 C/75 EH midsole, and TPU shank. 
Western-style work boots designed with durable Goodyear welt Style No. 10010134—Includes square steel toe and TPU shank. 


construction. Premium full-grain leather upper with removable _ 
Ariat ATS® insole with gel impact cushion pad, heel stabilizer, and Style No. 10017420—Waterproof leather with full membrane lining 
90° heel. Oil- and slip-resistant Duratread™ rubber outsole. keeps feet dry. Composite toe with wide, square toe cap. Features EVA 


Note: All styles are available in medium width, many styles also available in wide midsole, extra-wide plastic shank, and nonmetallic eyelets. 


width; go to grainger.com/footwear 































































































































































































Style Toe Electrical Puncture Item 

No. Type Hazard Rated Waterproof Resistant Insole Insulated Slip Rating Color No. 
10006961 Steel Yes No No No_ Good _Brown H9518 
10010134 __Steel __ Yes No_ No No _Best Aged Bark H9556 _ 
10017420 Composite Yes Yes No No — Good Bruin Brown J5224 



















































































GRAINGER CATALOGS 
Are Digital Too! 


e Choose From Our Library of Catalogs 
e Browse, Download or Share Pages 
e Add Items to Your Cart and Checkout When Ready 
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SAFETY 
Safety Work Shoes & Boots 


Scan. Order. Done. [= 
Details on page A1. = 





= Available in sizes 5% to 11 

Mesh lining with antimicrobial treatment helps keep 
feet comfortable and controls odors. Lightweight, 
flexible cement construction. 


Style Nos. 26388 and 63189 feature the roomy, 
lightweight TITAN® safety toe; a full-grain premium 
leather upper; and the rugged PRO series rubber 
outsole, which is slip-, abrasion, and oil-resistant. 
Note: All styles are available in medium width, many styles also 
available in wide width; go to grainger.com/footwear 


Style No. 26388—6" hiker boots are designed 
for breathable comfort, drier feet, and temperature 
regulation, with contoured OrthoLite® PU insole, 
PU midsole, and contoured open-cell PU footbed 
with Outlast® Adaptive Comfort® technology. Nylon 
shank. 

= Meets ASTM F2413-05 1/75 C/75 EH 


Style No. 63189—Oxford's ergonomic design with 
PowerFit™ comfort system suppies movement and 
support for maximum all-day comfort. Nylon shank. 








Women's Safety Work Shoes and Boots 


The padded top collar and molded PU midsole help 
enhance comfort. Breathable, removable open-cell 
PU footbed help keep feet dry. 

= Meets ASTM F2413-11 1/75 C/75 EH 


Style No. 87528—Newbury ESD slip-on clog 
features shock-absorbing, antifatigue footbed for 
all-day comfort. Premium full-grain leather uppper 
with padded top collar. The larger toe cap provides 
more room for your toes to flex and bend. Fiberglass 
shank. Low-profile PU outsole is oil- and slip-resis- 
tant with high surface contact. 

= Meets ASTM F2413-11 1/75 C/75 SD 


Style No. A1H1S—3'2"H Powertrain Sport athletic 
work shoes feature self-molding footbeds and 
proprietary antifatigue technology for low-profile 
comfort and protection. Nonmarking dual-density 
polyurethane (PU) outsole is slip-, oil-, abrasion-, 
and heat-resistant. Premium ripstop nylon uppers 
with TPU toe and heel overlay. Ghillie lacing. 
Conductive PU midsole and fiberglass shank. 

= Meets ASTM F2413-11 1/75 C/75 EH 





Puncture 

Style Toe Electrical Resistant Item 

No. Type Hazard Rated Waterproof Insole Insulated Slip Rating Color No. 
26388 Alloy Yes No No No Better | Reddish Brown £4369 
63189 Alloy Yes No No No Better  UPer Retro asgg 

Haystack 

87528 Alloy No No No No Best Black H9606 
A1H1S Alloy No No No No Better Black J5301 





Reebok 


Style No. RBO41—MemoryTech massage footbed 
adapts to the contours of your foot and provides 
instant cushioning for more comfortable wear. The 
mesh uppers allow for enhanced breathability and 
moisture transfer for all day comfort. EVA cushion 


Women's Safety Work Shoes 


= Available in sizes 6 to 12 

= Meet ASTM F2413-11 1/75 C/75 

Removable EVA cushion insert with sponge rubber 
heel wedge adds extra cushioning and impact 


No. J6134 


protection. Nonmetallic eyelets won’t mark or 
scratch work surfaces, except for No. J6134. 
Cement construction improves flexibility. 

Note: All styles are available in medium width, many styles also 
available in wide width; go to grainger.com/footwear 





No. H9295 





= Available in sizes 5 to 9; additional sizes 
also available on Grainger.com® 


Note: All styles are available in medium width, many styles also 
available in wide width; go to grainger.com/footwear 


Style No. 4451—Metatarsal-guarding men's boot 
has full-grain leather upper and moisture-managing 
mesh lining. Removable full-cushion insole. 
Durable, slip-resistant rubber/polyurethane (PU) lug 
outsole. Lightweight nylon shank. Goodyear welt 





1754 GRAINGER. 


ITT 


Men's and Women's 6" Safety Work Boots 


Find even MORE on Grainger.com® 


midsole. 


Style No. RB195—Leelap retro oxford joggers 
have suede leather uppers and brushed nylon lining. 
EVA midsole and rubber outsole. 


Puncture 
Style Toe Electrical Resistant Item 
No. Type Hazard Rated Waterproof Insole Insulated Slip Rating Color No. 
RB041 Alloy Yes No No No Best Black J6134 
RB195 Steel Yes No No No Best Navy Blue H9295 


WOLVERINE (5;) 
= Meets ASTM F2413-11 M 1/75 C/75 Mt/75 EH 


Style No. 10181—Women's boot features water- 
proof leather upper, moisture-managing mesh lining 
with waterproof membrane, and grippy rubber 
outsole. Removable open-cell PU cushion footbed, 
EVA midsole, and nylon shank. Cement construc- 
tion. Nonmetallic hardware helps prevent surface 
scratches. 

= Meets ASTM F2413-11 M 1/75 C/75 EH 


construction. 
Puncture 
Style Toe Electrical Resistant Item 
No. Type Hazard Rated Waterproof Insole Insulated Slip Rating Color No. 
W04451 Steel Yes No No No Best Brown H8765 
W10181 Composite Yes Yes No No Best Black H8786 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE° SAFETY 
Find the wf. Find Solutions. Find Great Prices. Safety Work Shoes 










No. J5322 


ti 


MADE TOLAST 


Men's and Women's 3" 
Safety Work Shoes 


= Men's in sizes 7 to 16; Women's in sizes 5 to 11 
Feature the Relaxed Fit® design for a roomy and comfortable fit. 


Note: All styles are available in medium width, many styles also available in 
wide width; go to grainger.com/footwear 


Style No. 76576—Comfortable sneaker with slip-resistant 
rubber traction outsole has a foam-topped, cushioned, remov- 
able insole. Strobel/cement construction with mesh-lined 
all-leather upper, EVA midsole, and TPU shank. No. J5319 
= Meets ASTM F2413-05 


Style No. 77040—Sneaker has a smooth leather and mesh fabric 

upper with stitching and overlay accents. The slip-resistant rubber 

traction outsole is good on wet and oily surfaces. Mesh panels on the 
sides, heel, and tongue help keep feet cool. With a cushioned removable 
comfort insole plus padded collar and tongue, soft fabric lining, and shock- 
absorbing, lightweight flexible midsole. 

= Meets ASTM F2413-05 


Style No. 77046—Slip-on dress casual has an oil-resistant rubber outsole to 

help prevent slips. Designed for all-day comfort, with foam insole, rounded plain toe, 
padded collar, supportive shock-absorbing midsole, and soft fabric lining. Dual side 
stretch fabric panels ease slip-on fit. Smooth leather upper with stitching accents. 

= Meets ASTM F1677 Mark II 









si + Tee Puncture 

tyle oe azar Resistant Item 

No. Type Rated Waterproof Insole Insulated Slip Rating Color No. olsen 
76576 Plain Yes No No No Good Black J5318 

77040 Plain Yes No No No Good Black J5319 

77046 Plain Yes No No No Good Black J5322 





(ih shidBuster 


SLIP RESISTANT FOOTWEAR 


Men's and Women's 4" 
Safety Work Shoes No. K2672 


= Men's in sizes 7 to 12, 13, 14; Women's in sizes 5 to 10, 11, 12 
=» Meet ASTM F2413-11 


Note: All styles are available in medium width, many styles also available in wide width; go to 
grainger.com/footwear 


Style No. 4700—Slip-resistant slip-on features cushioned heel and ball of foot, 
removable contoured cushion insole, and perspiration-absorbing lining. Strobel 
construction with water-resistant leather upper. 


Style No. 465075—Athletic shoes have a water-resistant leather upper and 
oil-resistant cup outsole designed to provide maximum slip resistance in wet envi- 
ronments. Comfortable style features a moisture-wicking lining, removable contoured 
cushion insole, and concealed cushions for your heel and the ball of your foot. 











Style Toe Electrical Puncture Slip Item 

No. Type Hazard Rated Waterproof ResistantInsole Insulated Rating Color No. 
— 4700 Plain No No No No Best Black K2672 

465075 Plain No No No No Best Black K2671 No. K2671 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1755 





SAFETY 
Insoles 





No. 
J7628 


MERA G 
meee IMPACTO 


JORK-LIFE WELLNESS SOLUTIONS” 


Anti-Fatigue Insoles 
Anti-fatigue insoles help eliminate foot, 
leg, and back pain caused by standing 
or walking for long periods of time. 


PROTECTIVE PRODUCTS: 


ltem 
___ Prevents Toe Shape Color Gender Brand No. 
Back Pain, Fatigue, Foot Odor, Foot Round Yellow/Black Unisex  Megacomfort J7628 


Pain, Fungus, Knee Pain, Sweating 
Back Pain, Fatigue, Foot Odor, Foot 
Pain, Fungus, Knee Pain, Sweating 
Back Pain, Fatigue, Foot Pain, 
Joint Pain, Knee Pain, Leg Pain 


‘(@: 


IMPACTO 


PROTECTIVE PRODUCTS: 


Yellow/Black Unisex Megacomfort K2190 


H7256 


Square 


Round Yellow/Black Unisex 


Impacto 


JORK-LIFE WELLNESS SOLUTIONS” 


Puncture-Resistant 
Insoles 


Puncture-resistant insoles have an integrated 
steel plate that prevents sharp debris from 
puncturing the foot. They are used in foot- 
wear where workers encounter sharp objects 
such as nails and glass; and where workers 
can't see their footing, such as when walking 
in murky water. 





Item 
Prevents Color Gender Brand No. 
Injuries From Sharp Objects - Shards of Glass . 
Metal/Nails, Fungus, Foot Odor, Sweating Yellow/Black Unisex Megacomfort J5281 
Fatigue, Foot Pain, Leg Pain, Red/Black Unisex Impacto D0472 


Lower Back Pain, Punctures 


MERA ‘@: 
CoM IMPACTO 


PROTECTIVE PRODUCTS. 


Static-Dissipative Insoles 


Static-dissipative insoles prevent static buildup and 
electrical discharge. They can be used in place of 
specialized static-dissipative footwear, allowing 

workers to wear their own shoes and boots. They No. 
are used in electronics manufacturing or other H9267 
settings where static discharge can damage sensi- 
tive equipment. 














Item 
Prevents Color Gender Brand No. 
Back Pain, Fatigue, Foot Odor, Foot Pain, ; 
Fungus, Knee Pain, Static Electricity, Sweating Yellow/Black Unisex Megacomiort 9267 
Fatigue Yellow/Black __ Unisex Impacto H7257 
MERA ‘@: 
Confort IMPACTO 
ncerer eed iti Spenco alii 
Orthotic insoles have arch support to 
help reduce foot and heel pain. 
> CHOOSE: > CHOOSE: Item 
Prevents Color Gender Brand No. 
Back Pain, Fatigue, Foot Odor, 
Foot Pain, Fungus, Knee Pain, Yellow/Green/Black Unisex Megacomfort H9266 
Plantar Fasciitis, Sweating 
Arch Pain Green Men's Spenco G2299 
Shock — Blue/Black Unisex Spenco  J5461 
Fatigue, Foot Odor, Foot Pain, ; 
Leg Pain, Lower Back Pain Orange/Blue ne Impacto H4769 
Fatigue, Pain Black/Green, Orange/Black oe Sof Sole  J2907 
Heel Pressure and Pronation Black/Blue, Black/Gray/Blue/Red wore Spenco E6621 
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Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 









Diabetic Insoles 


Diabetic insoles are soft and conform 





to the foot to help prevent rubbing and No. K2189 
foot sores. 
> CHOOSE: Item 
Prevents . Color Gender Brand No. 
Back Pain, Fatigue, Foot Odor, Foot . . 
Pain, Fungus, Knee Pain, Sweating Yellow/Beige/Blue Unisex Megacomfort K2189 
Fatigue, Foot Odor Tan/Blue Unisex Spenco J6072 





® 
USA 


Heated Insoles 


Heated insoles have a crevice under the toe 
that holds a replaceable warming insert. 
Perforations allow the heat to move through 
the insole and warm the toes and foot. 





> CHOOSE: q 
Prevents Color Gender Brand No. 
Cold Feet Gray Men's, Women's Heat Factory G3069 





Flat Insoles ~ 


Flat insoles are used by people with flat arches 
who might find other insoles uncomfortable. 








IMPACTO SeRVUS 


PROTECTIVE PRODUCTS by Honeywell 


> CHOOSE: Item 

Prevents Color Gender Brand No. 
Back Pain, Fatigue, Foot Pain, Knee Pain _Yellow/Blue pulse Impacto H4766 
Fatigue, Foot Odor, Foot Pain, en's, 
Leg Pain, Lower Back Pain Green/Gray Women's Impacto J2904 
Fatigue, Foot Odor, Foot Pain, , 
Leg Pain, Lower Back Pain Green Unisex Impacto Airsol D0471 
Shock Absorption Black Men's Honeywell Servus E2224 











wo Spenco 
(3): No. 
J2907 
sah ihe E6622 
by Honeywell 
J1 440 
WOLVERINE (53) | 
Molded insoles help cushion the foot for comfort and No. 
support. Heel cups support and cushion the heel. G8761 
CHOOSE: CHOOSE: Item 
Prevents Color Gender Brand No. 
Insole 
Blisters, Foot Odor Green/Yellow/Gray _ Unisex Spenco E6620 
A Blue Unisex Impacto G3223 
Fatigue Yellow/Red Men's Solcomfort 45KP40 
Fatigue Black/Gray Men's Honeywell Servus F2686 
Fatigue, Foot Odor Blue/Gray/Red Men's Spenco E6622 
Fatigue, Foot Odor Orange/Black Unisex _ Timberland Pro J1440 
eye eee Gray/Blue Unisex Impacto 62615 
acai enero cin Orange/Blue Unisex Impacto H4768 
Fatigue, Foot Odor, Heat Buildup . ureen Woe Impacto Airsol DO0469 
‘ ack/Green, omen's, 
Fatigue, Pain Orange/Black Men's Sof Sole J2907 
Foot Odor Green Men's Wolverine J2840 
Heel Cu 
Heel Discomfort, Heel Pain, Heel Strike White/Blue Unisex Impacto G8761 
Pressure Reduction, Slipping Blue Unisex Impacto G2614 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SAFETY 
Find the ww. Find Solutions. Find Great Prices. Footwear Accessories 









= 











aa —— 
— 1, Pa) _——— T 
No. D9275 4 Cr — i 
No. \ No. 9R2Z71 
34VH12 a 


No. 8DEL3 


Ce 


FRUITS 


Ss ‘a 
LOOM. carhartr@. — LMiproven N 
= Oo. 
socks & Liners S2KES3 


Socks and boot liners provide a barrier between the foot and the boot or shoe 
to keep feet warm and prevent sores caused by rubbing. Slip-resistant socks 





are worn without shoes and have an anti-slip surface to help maintain good ‘de ea No. 
footing on slippery surfaces. Thermal socks are worn in cold weather condi- COOK (ae IAA ~e 9AJLS 
tions to provide more insulation than general use socks. Thermal boot liners 
fit inside cold-condition boots and can be replaced when worn out. Boot Brushes & Replacement 
> CHOOSE: Pkg. Item 
a Wark Sack Material Gender Brand Oty. No. Boot Brush Parts 
eneral Purpose Work Socks 
Black Cotton Men's Fruit Of The Loom 5 34VHi19 Boot brushes clean the sides and sole of the footwear to prevent mud and muck 
White Cotton Men's Fruit Of The Loom 6 34VHie | from being tracked into buildings. They are installed on the ground outside 
Beige Cotton Unisex 9.11 Tactical 1 H5551 Idi 
Black Cotton Unisex 5.11 Tactical 3 goagq— | Dullding entrances. 
Beige Cotton Women's Carhartt 1 G1973 Item 
Black, Gray, White Cotton Men's Carhartt 3 D5782 Includes Overall Dim. Brand No. 
Charcoal Heather Acrylic Women's Carhartt 1 D5784 Boot Brush 
Slip-Resistant Socks Mounting Screws 81546 in L x 6 in W x a in H ae Hate 
Yellow, Red, Green, ; Frame QinLx6inWxodin 
Blue, Beige, Gray Terrycloth ‘Unisex GA 48 (D9275 Frame JinLx9inWx9inH GA sCVD2 
Teal Terrycloth Unisex GA 96 D9275 Mounting Screws 9%in Lx9V¥inWx/7%inH Implus Footcare 471F33 
Blue Polyester Unisex Hcs 48  35XD96 Base, Mounting Hardware 15inbL x12inWx2inH Notrax 92ZX91 
Thermal Boot Liners Frame 16% inL x 14% inWx7inH GA 9RZ71 
Black Foam, Wool Men's GA 1 E8927 Boot Brush Base 
White Wool Women's GA 1 E7854 — 20inLx18inWx1inH GA 8DEL3 
White Wool Men's GA 1 E7853 — 22inLx6inWx1inH GA 9R680 
Thermal Socks Replacement Brush 
Black Wool Unisex 9.11 Tactical 1 52KE53 = 10inLx5inWx3%inH GA 8X795 
Beige Acrylic Women's Carhartt 1 D5784 Replacement Brush Set 
Brown, Moss, Gray Wool Men's Carhartt 1 D7687 2 Side Brushes, 3 Bottom 3inLx6inWx3inH, 5 GA QAJL5 
Brown, Heather Acrilic Men's Carhartt { D5783 Brushes, 6 Mounting Screws inLx1%inWx2inH 
Black, Navy y 2 Side Brushes, 2 Bottom 3inLx6inWx3inH, 5 GA sDCJ9 
Black Acrylic Unisex Heat Holders 1 26KF17 Brushes, 4 Mounting Screws inLx1“%inWx2inH 


Heated Boot Dryers & ee 
Attachment Accessories (aa@=al "32. 


= 120V Heated boot dryers circulate heated air through 
boots, shoes, and other equipment to speed drying 
and ensure they are thoroughly dried inside. 









No. 8P425 





Item 
Overall Dim. Color Wattage Brand No. No. 
Boot Dryer 3SMYT4 
10%'Lx9"Wx2'H Black  36W Peet Dryer 3MYT4 
84" Lx 1312" W x 18%" H Black  220W Peet Dryer 3PJA7 
9"Lx10"Wx21"H Gray 30W Maxxdry 45DV51 No. 3MYG5 
9"Lx 9" Wx 10%" H Gray  240W Implus Footcare 471F32 
6'Lx2°Wx7"H Black 12W Peet Dryer 8P425 
Attachments 
Tall Boot Attachment Peet Dryer 3MYT5 
Glove Attachment Peet Dryer 3MYG5 
Helmet Dryer Peet Dryer 24MD96 No. 24MD96 






So, Kg’s 
Ws Yaxrrax: 
Guard 





No. No. ‘ No. 
Footwear 39GCo1 A71F35 feces 39GC05 
Surface Cleaners, 4) 
Protectants & a 
Deodorizers , AG 
Footwear surface cleaners and protectants are applied to the outside of shoes worn eS We 





and boots to protect against wear and tear and keep footwear clean. Footwear 
deodorizing sprays and leave-in deodorants remove odors from shoes and boots. 


> CHOOSE: Item 

Item For Use With Includes Size Color Brand No. 
Footwear Surface Cleaners & Protectants 
ater rrogter Boots, Tents 5 ' ap ray Nozzle ; iE 0z — , ee soe ; sarvaa 

oot Guar isposable Applicator, Sandpaper 0Z ac g'S Boot Guar 

Boot Guard ae eee Disposable Applicator, Sandpaper 2 OZ Brown Kg'S Boot Guard  39FY80 
Boot Guard wily — 45 oz Brown, Black Kg's Boot Guard D0365 
Boot Guard Work Boots Applicator and Glue Universal Black, Brown Yaktrax J4734 
Footwear Deodorizers 
Deodorizing Leave-In Balls Athletic Shoes, Gear Bags, — 6 Pack Black/Blue, Black/Red, Black/White Implus Footcare 471F35 
Deodorizing Spray Gym Bags, Lockers Spray Nozzle 3 0Z = Sot Sole 39GC05 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1757 


SAFETY Scan. Order. Done. 
Disposable Respirators Details on page A1. 


Respiratory Filter and Gas/Chemical Cartridge Abbreviations 
PARTICULATE FILTER TYPES —N Series—Used in environments free of GAS AND CHEMICAL CARTRIDGE ABBREVIATIONS 
NIOSH-approved filters are rated _oil aerosols. AG—Acid Gas HC—Hydrogen MA—Methylamine 


as N95, R95, P95, N99, N100, R Series—Resistant to oil mist. Use is AM—Ammonia Chloride MV—Mercury Vapor 
or P100. The number 95, 99, or _ restricted to one 8-hr. work shift. CD—Chlorine Dioxide  HF—Hydrogen 0Z—0Ozone 
100 indicates the filter efficiency — P Series—Oil-proof with time use restric-  @L—Chlorine Fluoride OV—Organic Vapor 


percentage rate. tions specified by manufacturer. HS—H 
P y FM—Formaldehyde eaten SD—Sulfur Dioxide 





xO Nuisance Dust and * om Honeywell saaasan 


—— Wpeweacraincer | / Procedural Masks 
D APPROVED of = Not NIOSH approved 
u | — = Universal size 
s| Dust Mask No. 2KFY4 | | | 7 | 
T s Designed to protect against nontoxic dust and irritants, these masks have elastic head- 
M Dispenser straps and a nose clip to hold them in place. Not for use with toxic mists and chemicals. 
A Keep masks clean. Hinged Nos. 54TX79 and 54TX80 have a pouch-style design to ease breathing. 
~ flip top lid. Countertop or = Mtr. Item Pkg. 
S wall-mountable; hardware Description Brand Model No. Oty. 
not included Nuisance Dust Masks Condor aa iA 0 I 
Honeywell North 141100946 4VT68 50 
Item Condor _ 4KMY1 50 
Dim. No. Procedural Masks Kimtech Pure 62484 54TX79 =. 3300 
No. 4KMY1 
1254'H x6'W x6"D 232425 a Kimtech Pure 62465 54TX80 500 
. 4 N95 Disposable Particulate Respirators conor] 
LY C = NIOSH approved models have an integrated nosefoam seal that 
= Universal size conforms to the face. No. 22EL81 is FDA 510(k 
( +4 = Economical, lightweight respirators are avail- approved for use in medical applications and 
- i i meets CD idelines for TB ex re control. 
a oeL ah No. 22EL78 No. 22EL80 ble with adjustable aluminum nose clip. Select eets CDC guidelines for TB exposure contro 
Nuisance 
Respirator Odor Exhalation Individually Nose Face Mfr. Item Pkg. 
aie Shape Removal Valve Packaged Clip Seal Color Model No. Qty. 
a 
Gi Molded None No No No None White _22EL79_—«-22EL79 ~—.20 
No. No Molded None No No Yes None White _22EL78 —-22EL78 ~ —=20 
22EL81 2°EL77 Molded None Yes No No None White 22EL80 22EL80 10 
=— > Molded None No No Yes _ Closed Cell Compliant White 22EL81 22EL81 20 
' Flat-Fold None Yes No Yes Closed Cell Compliant — White 22EL/7 22EL77 10 


oN 


DL 





— . sad ait . 4 —N faases “XK \ © ~) 
ee ed | , oO. 5 . / 
No. 2EMU3 one wee No. 4VT73 ~ U 4 
Nuisance No. 16M227 a 
Respirator Respirator Odor  Exhalation Individually Nose Face Mfr. Item Pkg. No. 4RM12 
Filter Class Shape Size Removal Valve Packaged Clip Seal MaskHeadstrap Type _ Color Model No. ty. : 
ONE-Fit™ yw 
N95 Molded Universal None Yes No No None Dual, Non-Adjustable White 14110444 2EMU2 20 Hone ell 
N95 Molded Universal None Yes No No None Dual, Non-Adjustable White 14110445 2EMU3 10 
SAF-T-FIT® Plus . . 
N95 Molded S None No No Yes None Dual, Adjustable White 14110387 4VT69 20 
N95 Molded M/L None No No Yes None Dual, Adjustable White 14110388 4VT70 20 Disposable Particulate 
N95. Molded —XL None No No Yes None Dual, Adjustable White 14110389 4VT71 20 ' 
N95 Molded _=‘§ None No No Yes Full Dual, Adjustable White 14110390 4VT72 20 Respirators 
N95 Molded M/L None No No Yes Full Dual, Adjustable White 14110391 4VT73_ 20 = NIOSH approved 
N95. Molded —XL None No No Yes Full Dual, Adjustable White 14110392 4VT74 20 
N95 Molded S None Yes No Yes Full Dual, Adjustable White 14110393 4VT75_ 20. = QNE-Fit"’—Molded cup contours to fit 
N95 Molded M/L None Yes No Yes Full Dual, Adjustable White 14110394 4VT76_ 20 nt ganas 
N95. Molded ~—XL None Yes No Yes Full Dual, Adjustable White 14110395 4VT77 20 
N95 Molded = MIL OV Yes No Yes Full Dual, Adjustable Gray 14110397 4VT79 10 _T_EITO = , 
N95 Molded XL OV Yes No Yes Full Dual, Adjustable Gray 14110398 4vTa0 10. © SAF-T-FIT® Plus—Molded cup design 
N95 Molded S AG Yes No Yes None Dual, Adjustable Gray 14110399 3NME5 10 Offers low breathing resistance. Convenient 
N95 Molded = =M/L AG Yes No Yes Full Dual, Adjustable Gray 14110400 4VT85 10 suspension straps. Latex-free. 
N95 Molded ~—XL AG Yes No Yes Full Dual, Adjustable Gray 14110401 4VT86 10 
N99 Molded _S None Yes No Yes Full Dual, Adjustable White 14110402 4VT81 10 Foldable—Flat-fold and Individually 
N99 Molded M/L None Yes No Yes Full Dual, Adjustable White 14110403 4VT82 10 a ‘ari , 
N99. Molded XL ~\None ‘Yes No Yes Full Dual, Adjustable White 14110404 avta3 io “rapped, easy-to-carry filtering facepieces 
P95 Molded M/L None Yes No Yes Full Dual, Adjustable White 14110428 4vT87 10 can be with you all the time. Built-in 
P95 Molded XL None Yes No Yes Full Dual, Adjustable White 14110429 4VT88_ 10 nose clip offers a secure, comfortable fit. 
Pi00 Molded  § None Yes Yes Yes _ Full Dual, Adjustable White 14110439 1AAK4 1 | ntay frag 
P100 Molded M/L None Yes Yes Yes Full Dual, Adjustable White 14110440 1AAK5 1 ; 
P100 Molded XL None Yes Yes Yes Full Dual, Adjustable White 14110441 1AAK6 1 sitar. . . . 
Foldable Limited Use Welding Respirator with 
N95 Flat-Fold Universal None No Yes Yes None Single, Non-Adjustable White  7230N95 16M226 20 Disposable Filter—Low-profile half-mask 
N95 Flat-Fold Universal None Yes Yes Yes None Single, Non-Adjustable White _7240N95 16M227 10 design fits under welding helmets and 
Limited-Use Welding Respirator with Disposable Filter 
N99 Molded Universal None Yes Yes Yes Partial Dual, Adjustable  White/Clear 7190N99 4RMi2 1 ‘'aceshields. A proprietary coaxial valve 
Welding Respirator Replacement Filter system channels air to the wearer for easy 
a — a = — — re 719009N99 4RM11_ 2 ~—s breathing and maximum filtration use. 
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Disposable Particulate Respirators 


a 
Se 





io) 


D. — E 
No. 4MH59 No. 4JGO03 


= NIOSH approved 


Electrostatically charged microfibers are designed 
for ease of breathing. R and P series respirators 
may have additional time-use limitations. Refer to 
instructions for specific information. 


A. GENERAL INDUSTRIAL 

Provide protection against certain non-oil-based (N 
series respirators) or oil-based (R and P series respi- 
rators) particles. 


B. HEALTHCARE/SURGICAL 
= Meet CDC guidelines for 
tuberculosis exposure control 
= FDA Cleared for use as surgical masks 


Reduce exposure to airborne particles generated 


medical instruments. Also reduce the potential expo- 
sure of the wearer to blood and other body fluids. 
No. 49U069 fold-flat mask has a 3-panel design 

to help reduce eyewear fogging. Chin tab provides 
easy adjustment and positioning. 


C. WELDING 


Feature adjustable straps (except No. 4MH67), 
Cool Flow™ exhalation valve, and cake-resistant 
filter material (except No. 4MH67) for comfort and 
durability. 

OV/0Z—Feature a carbon layer that helps provide 
respiratory protection where metal fumes may be 
present including those with ozone and nuisance 
level organic vapors. 


AG—Suggested for protection against particles 
where nuisance-level (levels beneath OSHA PEL) 
acid gases may also be present such as primary 
aluminum smelting, chemical processing, glass 
etching, and paper processing. 


OV—Use in foundries, undercoating, petroleum 
operations, and agriculture where exposures may 
include nuisance-level (levels beneath OSHA PEL) 
concentrations of organic vapors. 


E. 100 LEVEL 


Use where certain OSHA substance-specific regu- 
lations require 100 level respirator for particle 
exposures to lead, cadmium, arsenic, or methylene- 


by electrocautery, laser surgery, and other powered dianiline (MDA). Excludes asbestos. 





Respirator Respirator Nuisance Odor Exhalation Individually Nose Face Mfr. Item Pkg. 
Key Filter Class Shape Size Removal Valve Packaged Clip Seal Color Model No. Qty. 
General Industrial 
A N95 Molded Universal None No No Yes None White 8200 2KJJ5 20 
A N95 Molded Universal None No No Yes None White 8210 3KP43 20 
A N95 Molded Universal None Yes No Yes None White 8210V 14F203 10 
A N95 Molded Universal None No No Yes None White 8210PLUS 1AGD3 20 
A N95 Molded S None No Yes Yes None White 8110S 4MH52 20 
A N95 Flat-Fold Universal None No Yes Yes None White 9210+ 21LP02 20 
A N95 Flat-Fold Universal None Yes Yes Yes None White 9211+ 21LP03 10 
A N95 Flat-Fold Universal None No No Yes None White 9105 6KXU0 50 
A N95 Flat-Fold $ None No No Yes None White 9105S 6KXU1 50 
A N95 Molded Universal None Yes No Yes None White 8511 4JF99 10 
A N95 Molded Universal None Yes No Yes Full White 8211 3FU83 10 
A R95 Molded Universal None No No Yes None White 8240 4MH64 20 
A P95 Molded Universal None Yes No Yes Full White 8271 4JG30 10 
Healthcare and Surgical 
B 95 Flat-Fold $ None No No Yes None White 1805S 49U068 50 
B N95 Molded Universal None No No Yes None Green 1860 4MH50 20 
B N95 Molded S None No No Yes None Green 1860S 4MH51 20 
B N95 Flat-Fold Universal None No Yes Yes None White 1870+ 49U069 20 
Welding 
C N95 Molded Universal None Yes No Yes None White 8515 4MH67 10 
C N95 Molded Universal None Yes No Yes Full White 8212 4JG36 10 
CG N95 Molded Universal None Yes No Yes None White S5l2 4MH65 10 
C N95 Molded Universal OV/0Z Yes No Yes Full White 8214 4MH63 10 
C N95 Molded Universal OV/0Z Yes No Yes None White 8514 4MH66 10 
Odor-Removing 
D N95 Molded Universal AG Yes No Yes None White 8516 3NMJ7 10 
D R95 Molded Universal AG No Yes Yes None Blue 8246 4JG01 20 
D P95 Molded Universal AG Yes No Yes None White 8576 4MH58 10 
D R95 Molded Universal OV No No Yes None Gray 8247 4JG02 20 
D P95 Molded Universal OV Yes No Yes None White 8577 4MH59 10 
100 Level 
E N100 Molded Universal None Yes Yes Yes Full White 8233 4JG03 1 
E P100 Molded Universal None Yes Yes Yes Full White 8293 4MH54 1 
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A. 
No. 1DLL8 ia D. 
No Lane C. a 
Ideas that wear well? No. 16V847 20UJ53 No. 3CDE4 
= = Respirator Nuisance 
Disposable Particulate Filter Respirator Odor Exhalation Individually Nose Face Mfr. Item = Pkg. 
= Key Class Shape Size Removal Valve Packaged Clip Seal Color Model No. Qty. 
Respirators Standard 2-Strap 
A N95 Molded ~S  None No No No None White 2201N95 1DLL6 20 
= NIOSH approved A N95 Molded M/L_ None No No No None White 2200N95 1DLL5 20 
. . A N95 Molded S None Yes No No None Blue 2301N95 1DLL9 10 
“ ® 
Dura-Mesh® shell resists collapse, even under hot and humid =~, ~~\g5-Molded W/L None Yes No No None Blue 2300N95 1DLL8 10 
conditions. Contour-molded nosebridge has a foam cushion for ~A N95 + ~Molded M/L OV/OZ Yes No No None Gray 2400N95 1DLN2 10 
n ft. comfortabl | without a metal n nd. A N95 Molded M/L AG Yes No No None Blue 2500N95 1DLN3_ 10 
i i able sea out a metal nose band A N95 Flat-Fold M/L None No No No None White 2112 6DMW8 20 
A. Standard 2-Strap—Elastic straps are attached securely _Standard 2-Strap—Low-Profile 
they don't break th | A N95 Molded ~S None No No No None White 2207N95 1DLL7 20 
so they dont break tne seal. A N95. Molded S None Yes No No None Blue 2307N95 1DLN1 10 
Nos. 1DLL7, 1DLN1, and 1DLP3 feature a low-profile design -qgrsetanle Clath Stars a 
with a lower, wider nosebridge. No. EDMW8 FastFit® offers B N99 Molded _M/L__None__Yes No No None Gray _-2315 ——3NML1_10 
flat-fold convenience with cup-shape comfort. Individually : SBS Hoes vr roe ves 2 ie ru hrs aeuian arate 2 
packaged for hygiene in a dispenser box. aiWauc® Classic 2-Strap one es ° ot a 
= . : C N95 Molded S None No No No None White 4201 16V848 10 
B. Adjustable Cloth Straps—Tug-to-fit adjustable cloth C N95 Molded M/L None No No No None White 4200 16V847_10 
straps provide speedy, comfortable fit. No. 3NML1 has a low- AirWave® with SmartStrap® 
pr Ones sl imei ces] ere naOet N95 Molded ML None No No-No-None ray 4600 4036410 
ray 
C. and D. AirWave®—FlexFit® design expands and contracts ; ee ores Hi Fee ‘2 2 ‘2 4 mie Prcuee Fe é 
: oide one 0) 0) 0 U Ite 
as you move and speak for all-day comfort. Wave design lets D Ni100 Molded M/L None Yes No No Full White 4700N100 35ZC17 5 
more air flow in and out for easier breathing. SmartStrap® HandyStrap® 
models with adjustable soft cloth strap allows the respirator to : Nee Poe Pr pone ee ‘2 2 none wes eee WIN a 
hang loosely from the neck when not in use. ! 
E N95 Molded M/L None Yes No No None Black M2700N95 3CDE6 10 
: E N95 Molded ~ M/L_ OV/OZ Yes No No None White 2800N95 3NML2 10 
@ 
E. HandyStrap®—Cloth strap with buckle allows mask to E N95 Molded _S  OV/OZ Yes No No None Black M2801N951DLN7 10 
hang around the wearer's neck, always ready for use. E N95 Molded M/A OV/OZ Yes No No None Black M2800N95 1DLN6 10 
; — E N100 Molded S None Yes No No Full White 2731N100 3CDE5 5 
F. Healthcare and Surgical Masks—WMeet CDC guidelines E N100 Molded M/L None Yes No No Full White 2730N100 3CDE4 5 
for tuberculosis protection. 2 latex-free straps—on the 1500 Mealthears and Sugical oA , F GH 5 se — SNMEY 30 
series they are color-coded by size. F N95 Molded § None No No lo” None Blue 1511 3NMF6 20 
“4® F N95 Molded M None No No No None Blue 1512 3NMF5 20 
No. 6BDMW9 FastFit® opens quickly and seals easily, and F N95 Molded L None No No No None Blue 1513. 3NMF4 20 
handily refolds to store in a scrubs pocket. Hygienic individual F N95 Molded S None No No No None Blue 1517 3WXZ4 20 
F N95 Flat-Fold M/L None No No No None Blue 1712 6DMW9 20 


packaging in a quick-access dispenser box. 


Ideas that wear well? 


Half- and Full-Facepiece Respirators 


User-friendly reusable respirators are designed for system and standaway head harness for easy, quick removal. The 
comfort and convenience, with a wide field of vision frameless mask has an extra-wide lens for extended field of view. 
and fewer parts for simplified maintenance. Filters and 
cartridges are sold separately. 


7000 and 7800 Series Half-Facepiece—Lightweight 
respirators with extra-wide sealing flange and compact 


9000 Series Full-Facepiece Accessories—Spectacle Kit lets you 
use prescription lenses (not included) with the respirator. Lens Covers 
help protect lenses from scratching and overspray. 





7000 Series 








design fits well under welding helmets and with safety Color Mfr. Item Pkg. 
Cartridge Approved For Code Model No. Qty. 
>» eSeee ae £800 eel Ses nigne Heat Preassembled Combination Stacked Cartridge and Particulate Filters 
u and compression resistance with enhanced comfort and OV, P100 Magenta 7140 25UK46 2 
durability. AM, CL, FM, HC, HF, HS, MA, OV,P100,SD —_Olive/Magenta 7640 16V849 2 
; . Chemical Cartridges 
9000 Series Full-Facepiece—Streamlined, ultra- OV Black 7100 6DMV1 2 
CD, CL, HC, HF, HS, SD White 7200 6DMV2 2 
lightweight respirators feature a ratchet fastening strap CD’ CL-HC. HF HS OV SD Yellow 7300 6DMV3 
Facepiece Mfr. Item AM, MA Green 7400 6DMV4 2 
; Material Size Suspension Model No. FM Olive 7500 6DMV5 2 
7800 Series 7000 Series Half-Facepiece AM, CL, CD, FM, HC, HF, HS, MA, OV, SD Olive 7600 6DMV6 2 
Thermoplastic S Yolk and Cradle 7001 D6326 Particulate Cartridge 
Eiacloniei M Yolk and Cradle 7002 _D6326 P100 Magenta 7990 6DMWO 2 
L Yolk and Cradle 7003 D6326 Particulate Filter Discs 
7800 Series Half-Facepiece P100 Magenta 7940 6DMV8 2 
S Single Strap with Cradle 7801 52ZV52 AG, OV, P100 Magenta 7960 6DMV9 2 
Silicone M — Single Strap with Cradle 7802 52ZV53 AG, OV, P100 Magenta 7950 352018 2 
L Single Strap with Cradle 7803 52ZV54 Mfr. Item Pkg. 
9000 Series Full-Facepiece Description Model No. _ Qty. 
Thermoplastic S 9001 D6325 Particulate Prefilters and Retainers 
a hae M 9002 D6325 N95 Prefilter 8910 3TYW5 10 
L 9003 D6325 R95 Prefilter 8970 6DMW1 10 
Mfr. Item Prefilter Retainer 7020 6DMVO 2 
Description Model No. Filter Disc Adapter 
9000 Series Full-Facepiece Accessories P100 Filter Disk Piggyback Adapter 7920 6DMV7 2 
Spectacle Kit 0098 6DMU8 Filter Disc Covers 
9000 Series Lens Covers, Okg. of 15 0093 6DMU5 Splash and Spark Protectors 7999 352019 2 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SAFETY 
Air-Purifying Respirators 








Half- and Full-Facepiece Respirators 


= NIOSH approved 
Cartridges and filters sold separately. Fit test kits sold sepa- 
rately, see page 1775. 


6000 SERIES 


Find Respiratory Filter and Gas/Chemical Cartridge Abbreviations on page 1758. 


7000 SERIES ) 


Soft, pliable facepiece and adjustable head @=™ 
strap for maximum comfort. Half-facepiece * 
respirators are easily adjustable and feature 







6000 Series 





, , , , Cool Flow™ exhalation valve. Full-facepiece Half- 6500 Series 
Sf hwo facepiece with easly adusteble Read staP_repratr feature standard nose cup Faeeplece = 
ae P : prevent fogging, double-flap face seal, and Facepiece 


large lens that provides a wide field of view. 
6500 SERIES 





6000 Series 


an antiscratch polycarbonate lens for greater a 
Ull= 


durability. 


Facepiece 





Adjustable head harnesses provide excellent fit and comfort 
over long shifts. The Cool Flow™ valve helps reduce heat 
and moisture, for better comfort and easier breathing. 

With a light, comfortable silicone face seal. Models with 
Quick Latch mechanism permit easy on and off; no need to 
remove your hard hat or faceshield as you move in and out 


AIR REGULATOR ASSEMBLY 

Use with 6000, FF-400, and 7000 series 
facepieces and supplied air hose to have 
respirators in supplied air mode. Kit includes 
waist belt, air control valve, and breathing 








é tube. 
of contaminated areas. shecence Fon AIL 
A a : 7000 Series 
FF-400 SERIES FACEPIECE RESPIRATORS eee Paik 
Feature a soft silicone nose cup and large lens that allow — : E ; 
‘eat ; Spectacle Kits—Allow prescription eyewear Facepiece aad 
for superior peripheral vision. Unique 3M™ Scotchgard™ pec low prescription ey 
protector helps the lens resist dirt, paint, and stains and to be worn with respirator. 7000 Series 
makes it easier to clean. 3M™ Cool Flow™ exhalation valve Lens Covers—Protect lenses from soil or pecauieee 
reduces heat and moisture buildup inside the facepiece. damage. 
Facepiece Mfr. Item Color Mfr. Item Pkg. 
Material Size Suspension Model No. Cartridge Approved For Code Model No. Qty. 
6000 Series Chemical Cartridges 
Half-Facepiece OV Black 6001 6AM37 2 
S Yolk and Cradle 6100 F8766 AG, OV Yellow 6003 4AD98 2 
Thermoplastic Elastomer M Yolk and Cradle 6200 F8766 FM, OV Olive/Black 6005 5AJ48 2 
L Yolk and Cradle 6300 F8766 OV, P100 Black/Magenta 60921 4JG10 2 
Full-Facepiece AG, OV, P100 Yellow/Magenta 60923 4JG12 2 
5 6700 4JG17 FM, OV, P100 Olive/Black/Magenta 60925 4JG14 2 
Silicone/Thermoplastic Elastomer M 6800 4JG18 AM, CD, CL, FM, HC, 
P 1 e500 Tigis HE HS, MA’ OV.'SD Olive 6006 4JG24 2 
6500 Series AM, CD, CL, FM, HC, HF, 
Half-Facepiece HS, MA. OV. P100, SD Olive/Magenta 60926 4JG16 2 
S Yolk and Cradle 6501 29WT65 AG _White 6002 3AG78 2 
Silicone M Yolk and Cradle 6502 29WT66 AG, P100 White/Magenta 60922 4JG11 2 
L Yolk and Cradle 6503 29WT67 AM, MA Green 6004 1AZ78 2 
Half-Facepiece with Quick-Latch Drop Down AM, MA, P100 Green/Magenta 60924 4JG13 2 
S Yolkand Cradle ‘650710 29WT68 CL, MV Orange 6009S 30PE48 2 
Silicone M Yolkand Cradle‘ 6502QL 29WT69 CL, MV Orange/Magenta 609298 30PE49 2 
L Yolk and Cradle _- 6503QL 29WT70 Particulate Cartridge Filters 
FF-400 P100 Magenta 7093 3PB42 12 
Full-Facepiece AG, OV, P100 Magenta 7093C 4AVH8 12 
a FF-401 G8865 Low-Profile Particulate Filters, Premium Efficiency with Electret Filter Media 
Silicone M FF-402 G8865 P100 Magenta 2291 5WYZ4 2 
BE FF-403 G8865 OV, P100 Magenta 2297 5WYZ6 2 
7000 Series AG, P100 Magenta 2296 5WYZ5 2 
Half-Facepiece Low-Profile Particulate Filters 
S Yolk and Cradle 7501 F9175 P100 Magenta 2091 4JG27 2 
Silicone M Yolk and Cradle 7502 F9175 P100 Magenta 2097 4JG29 2 
L Yolk and Cradle 7503 F9175 AG, P100 Magenta 2096 4JG28 2 
Full-Facepiece P95 — 2071 4MH55 2 
S 7800S-S F8386 AG, OV, P95 — 2078 4MH56 2 
Silicone M 7800S-M F8386 AG, HF, P95 Olive 2076HF 4AVH9 2 
L 7800S-L F8386 _ Mfr. Item Pkg. 
Mtr. Item Pkg. ; Description Model No. Oty. 
Description Model No. Oty. Particulate Prefilters 
Air Regulator Assembly P95 Prefilter 5P71 4MH53 10 
Dual Airline Back-Mounted Adapter Kit SA-2000 3WYF8 1 N95 Prefilter oN 4JG21 10 
Accessories For Full-Facepiece Respirators Aapters and Rete ies 
Spectacle Kit for 6000 Series 6878 4JG35 1 apter Tor NOS. an 
Spectacle Kit for FF-400 Series FF-400-20 5WYZ9 1 (Requires Retainer No. 51464) ia sia : 
Spectacle Kit for 7000 Series 7925 BAZ96 1 Retainer for Nos. 4MH53 and 4JG21 501 51464 20 
Lens Covers for 6000 Series 6885 4JG07 100 Be Allows Connection of 2000 Series Low-Profile 502 3AK17 20 
Lens Covers for FF-400 Series FF-400-15 BWYZ7 25 articulate Filters to 6000 Series Chemical Cartridges 
Semipermanent Lens Covers for FF-400 Series FF-400-17 5WYZ8 5 
Lens Covers for 7000 Series 7899-100 1AGE7 100 


Disposable Dual Cartridge 
Half-Facepiece Respirator Kits 





IM 





= NIOSH For easy ordering, commonly used respirators are 

approved preassembled with permanently attached cartridges 
on a 5000 series half-facepiece respirator. 

> CHOOSE: Item 

Respirator Cartridge Included Size No. 
OV S, M, L F8882 
OV, P95 S, M, L F8857 

AG, OV S M.L F8896 No. F8882 No. F8857 No. F8896 


3 2 
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SAFETY 
Air-Purifying Respirators 





Advantage® Half- and 
Full-Facepiece Respirators 


The Safety Company 





at 


= NIOSH approved 


Cartridges and filters sold separately. 
Fit test kits available; see page 1775. 


200 LS Half-Facepiece—Soft, light, 
and comfortable. Sealing surface 
conforms to wearer. 


3200 Full-Facepiece—Soft face- 
piece with rubber head harness and 
adjustable straps. Respirators feature 
antiscratch polycarbonate wrap- 
around lens and nose cup. 


4200 Twin-Port Full-Facepiece— 
Dedicated twin-cartridge respirators 


420 Halft- 420 Half-Facepiece—Allow quick 





200 LS Half-Facepiece with adaptable bayonet cartridge 


with Single Neckstrap Facepiece _ adjustment for stable, comfortable fit. adapters mounted onto the lens 
ith Doubl ; 7 
Gch, Adapt to a variety of head sizes and Rubber head harness. In-turned lip 





facial contours. Switch easily between 
lock-down and drop-down modes. 


420 Half-Facepiece with Threaded 
Cartridge Adapters—1-pc. head- 
band and harness assembly eliminates 
pressure points; form-fitting neck 
buckles and wide straps provide a 
comfortable fit. Face seal adapts to 
facial contours. Adjustable crown 
strap and quick, easy switch between 
lock-down and drop-down modes for 
flexibility. Include 2 cartridge adapt- 
ers for use with Comfo® threaded 


provides ideal face seal. 


4200 Respirator RD40 Adapter— 
Converts the 4200 full-facepiece 
respirator for applications including 
supplied air respirators, powered air- 
purifying respirators (PAPRs), and gas 
mask configurations. 


3200 and 4200 Accessories— 
Spectacle kit allows prescription 
eyewear to be worn with respirator. 
Lens covers protect lenses from soil 
or damage. 


cartridges, available on Grainger.com®. 


4200 Twin-Port 


3200 Full-Facepiece 









Full-Facepiece Color Mfr. Item Pkg. 
Cartridge Approved For Code Model No. Qty. 
Facepiece Mfr. Item Chemical Cartridges 
Material Size Suspension Model No. OV Black 815355 4LM93 2 
200 LS Half-Facepiece OV, P100 Black/Magenta 815362 4LN01 2 
S Single Neck Strap 815448 4LR46 OV, P100 Black/Magenta 815641 4LN09 * 2 
M Single Neck Strap 815444 4LR40 CD, CL, HC, OV, SD Yellow 815357 4LM95 2 
Thermoplastic Rubber L Single Neck Strap 815452 4LR32 CD, CL, HC, OV, P100, SD Yellow/Magenta 815364 4LN03 2 
S Single Strap with Cradle 815696 6JR27 AM, CD, CL, FM, HC, HF, OV, SD Olive 815359 4LM97 2 
M Single Strap with Cradle 815692 6JR26 AM, CD, CL, FM, HC, HF, ; 
L Single Strap with Cradle 815700 6JR28 MA, OV; P100, SD Olive/Magenta agen) sisi 2 
420 Half-Facepiece AM, MA Green 815358 4LM96 2 
S _— 10102182 5JGE5 AM, MA, P100 Green/Magenta 815365 4LN04 2 
Silicone M — 10102183 5JGE6 CL, MV Orange 815361 4LM99 2 
L — 10102184 5JGE7 CL, MV, P100 Olive/Magenta 815368 4LN07 2 
420 Half-Facepiece with Threaded Cartridge Adapters CD, CL, HC, HS, SD White 815356 4LM94 2 
S Yolk and Cradle 10119576 10X301 CD, CL, HC, P100, SD White/Magenta 815363 4LN02 2 
Silicone M Yolk and Cradle 10119575 10X302 Low-Profile Particulate Filter Cartridge 
L Yolk and Cradle 10119574 10X303 P100 Magenta 815369 ALNO8 2 
3200 Full-Facepiece Low-Profile Particulate Filters - Flexi-Filter® for Welding 
5 —_— 10031340 3PB92 P100 Magenta 818342 6JR29 2 
Silicone M — 10031309 3PB93 OV, OZ, P100 Magenta 818343 6JR30 2 
L = 10031341 3PB94 AG, HF, P100 Magenta 818344 2ETH4 2 
4200 Twin-Port Full-Facepiece N95 White 818346 6JR31 2 
S _— 10083786 10X304 N95, OV, OZ Black 818347 1DKR7 2 
Silicone M = 10083782 10X305 * Fffective against, but not NIOSH approved for, iodine vapor. 
L — 10083790 10X306 Mfr. Item 
Mfr. Item Description Model No. Pkg. Qty. 
Description Model No. Prefilters and Covers 
4200 Respirator RD40 Adapter N95 Prefilter 815394 4LR66 10 
Converts Facepiece to 5 Types of Respiratory Configurations 10065330 2YRD8 N95 Prefilter 816357 4LR71 50 
3200 and 4200 Accessories R95 Prefilter 815397 4LR68 20 
Spectacle Kit 10029298 5KB65 Snap-On Cover for Nos. 4LR66 and 4LR71 815392 4LR53 2 
Clear Lens Covers, Pkg. of 25 10031542 5KB64 Snap-On Cover for No. 4LR68 815401 4LR54 2 
The Safety Company 
Advantage® Single-Port Full-Facepiece Respirators 
=» NIOSH approved Farenlece ; : Ae nom 
et ateria ize uspension ode 0. 
3100 series respira Advantage® 3100 Series Full-Facepiece 
tors have a nosecup S 4 pt. Strap 10031343 1MBJ3 
that helps reduce lens Silicone M 4 pt. Strap 10031342 1MBJ4 
. . L 4 pt. Strap 10031344 1MBJ5 
fogging. Canister S Approved Color Mfr. Item 
attach directly to For Code Model No. 
Canisters 
the facepiece with a OV, P100 Black/Magenta 10067469 1MBH9 
single-port, standard- = HF Olive/Magenta 10067491 1MBJ1 
3100 Full- thread filter connection ~ FM, AG, CD, HS, P100 Olive/Magenta 10067470 1MBJ2 
Facepiece at the chin. PH, AM, CL, P100 Olive/Magenta 10059903 1MBH8 
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aa 





RU8500 
Hon eyw ell 7700 Series Series 
INORTH| RU88OO Series 7600 Series 


5400 Series RUGS500 Series (Cartridges Sold Separately) 


Half- and Full-Facepiece Respirators 
= NIOSH approved FULL-FACEPIECE RESPIRATORS 
Cartridges and filters sold separately. Fit test kits avail- 5400 Series—Economical models 


able; see page 1779. feature a 200° field of vision. Support 
HALF-FACEPIECE RESPIRATORS APR, PAPR, and CF-SAR configurations. 


5500 Series—Comfortable, low-profile design in latex-free | RU6500 Series—Soft, durable silicone 
materials is an economical choice for subcontractors, plant seal for all day comfort. Models feature 
guests, and occasional users. the most configurations for APR, PAPR, 
and CF-SAR using either the center port 
or side ports. 


7600 Series Welding—The welding shield can be 
flipped up or removed when not welding. 2" x 4%" 
shade plates not included. 


FACEPIECE ACCESSORIES 


Backpack Adapter—Backpack relocates APR 
cartridges to wearer's back to accommodate welding 
faceshields, or to move cartridges away from paint 
spray to help extend cartridge life. Converts half- (5500, 
7700, RU8500, or RU8800 series) to a backpack-style 
respirator and helps minimize weight on the facepiece. 


Welding Attachment—Converts 5400 and 7600 
Series full-facepiece respirators to a welding respirator. 
Uses standard 2" x 4%" welding lens, sold separately. 


7700 Series—Medical-grade silicone half mask with a dual 
flange provides complete face-to-mask sealing and all day 
comfort. 7600 Series—Medical-grade silicone 
sealing surfaces and a speech diaphragm 
that allows clear communication. 
Antiscratch polycarbonate lens provides a 
RU8&800 Series—Has a triple flange that provides 3 surface 200° field of vision and a downward view 
areas to seal mask to the face. Designed to fit the widest range for sight in all directions. Support APR, 


of facial types with silicone construction for all day comfort. PAPR and CF-SAR configurations. 


RU8500 Series—Features a speech diaphragm that provides 
vocal clarity and aids in communication. 


Spectacle Insert Kits—Metal spectacle frame with 
support wire accommodates personal prescription 
lenses (not included) that are fitted to the frame. 








Facepiece Mfr. Item Mfr. Item 
Material Size Suspension Model No. Description Model No. 
Half-Facepiece Respirators Respirator Accessories 
5500 Series Backpack Adapter BP1002 SHV95 
S____Yolk and Cradle 9900308 F8836 Welding Attachment for 5400 and 7/600 Series 8404 4GM35 
Thermoplastic Elastomer M Yolk and Cradle 950030M F8836 Spectacle Insert Kits Fits 5400 and 7600 Series 760024 3PRG8 
os L__Yolk and Cradle 990030L F8836 Spectacle Insert Kit Fits RU6500 Series 962260 3NVJ3 
7700 Series 
Color Mfr. Item Pkg. 
S Yolk and Cradle 7100308 4T549 , 
Silicone M Yolk and Cradle 770030M 3A182 meeegatiridde Approved For eats maga) NO. ely. 
Chemical Cartridges 
RU8500 Series (Blue) 
= Volk and Gadi RU85001S 52NY73 OV, P100 Black/Magenta 7581P100L 16M230 1 
Sil Hi Yolk an ; a ae RUBSOO1M BONY 74 AG, OV, P100 Yellow/Magenta 7583P100L 16M232 
eens rc Yolk ll ; Cradle RUa5001L——BONY75 CD, CL, HC, HF, HS, OV, SD Yellow N75003L 16239 1 
RUGSUU Series TG ne Sie AM, CD, CL, FM, HC, HE HS, MA, OV, SD Olive 75SCL 16M235 1 
eries (Green) ee RUSSOQOS SONY TE AML CD, CL, FW, HC, HE, HS, MA, OV. P00, SD Olive/Magenta 75SCP100L 16M236 1 
Silicone MYolk and Cradle RU85002M 52NY77 4G F100 White/Magenta ree 1oMz3t __] 
RU8500 Series (Lilac) 
S Valcand (radi RU85003S ~~ B2NY79 AM, MA, P100 Green/Magenta 7584P100L 16M233 1 
Siti Hi Yolk an ; Cr ak RUBS003M ~~ SONY80 CL, MV, P100 Olive/Magenta 75852P100L 16M234 
ee Yolk all ; Crauile RUGSO03L —BONY81 CD, CL, HC, HF, HS, SD White N75002L 16238 
RUSS00 Series ol ang Uradle Emits Cartridges . are —_ ; 
agenta 19 45 
ani S  Yokeand Cradle RU88001S 52ZV57 
Silicone” ___"WL_Yoke and Cradle RU88001ML52ZV5B pe ara Magenta LooUF 100 SGM16_128 
itt eee Respirators P100 Magenta 75FFP100 4RMi7 2 
S 54001S F8879 AG, OV, OZ, P100 Magenta 75FFP100NL 3WZD4 Z 
Thermoplastic Elastomer —ya7 54001 F8879 Mtr. Item Pkg. 
RU6500 Series Description Model No. Qty. 
S RU65001S J5472 Particulate Filter Pads, Filter Adapter, and Filter Retainer Cover/Holder Kit 
M RU65001M J5472 N95 Filter Pads 7506N95 4RM31 10 
Silicone L RU65001L J5472 R95 Filter Pads 7506R95 5HV73 10 
5 RU65002S 45VH95 N99 Filter Pads 7506N99 3WXZ8 10 
M RU65002M  52VK77 Filter Adapter, Attaches Low-Profile Particulate Filters N750035 4RM26 { 
L RU65002L  45VH94 Nos. 4RM17 or 3WZD4 to Chemical Cartridges 
7600 Series Filter Retainer Cover/Holder Attaches Filter Pad Nos. 4RM31 N750036 16242 { 
Siisane S 760008AS F9080 or 5HV73, or 3WXZ8 to Chemical Cartridges 
M/L Z/60008A F9080 Filter Cover/Holder Kit Attaches Filter Pad N750037 21ER23 { 
7600 Series Welding Nos. 4RM31, 5HV73, or 3WXZ8 to Facepiece 
m S 760008ASW 4GM18 
silicone M/L 760008AW  J6301 
Mfr. Item 
P ez canal No. 
espirator Kits 
Honeywell M 7701M 5JG98 
INORTH L 7701L 5JG97 
w N95 Non-Oil Particulates Respirator Kits 
= 7/01N95 47870 
Half-Facepiece ~: 7701NS5M aT871 
Respirator Kits cvnssraticustestespratornits 
: articulates Respirator Kits 
[P M 7/01 Ree Sve! 
L 7/01R95L 5HV86 
« NIOSH approved OV, P100 Any Particulates Respirator Kits 
The most commonly used a petted ms ayes 
respirators packaged 7781 P100L SHV92 No. 5JG98 
complete with chemical in Any eee us = 
cartridges and/or filters for M 780P 100M SHVO0 —e No. SHV90 
easy ordering. L 7/80P100L 5HV89 : 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1763 
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No. 38HX31 


No. 411D21 





Versaflo™ GVP Powered Air 


Purifying Respirator System 


= NIOSH approved 
Belt-mounted system is for use in heavy industrial environments. 





Versafio™’ TR Powered Air 
Purifying Respirator Kits 


charger. 


Description 
Versaflo™ TR-600 PAPR Easy Clean Kits 
PAPR and Hood with Integrated Head Suspension, Size L 
Versaflo™ TR-600 PAPR Heavy Industry Kits 
PAPR, Hard Hat Assembly with Premium Visor, Flame-Resistant 
Face Seal, and HE/OV/AG Combination Filter Cartridge 


No. 449U13 





Breathe Easy" Powered Air 


Purifying Respirator System 
= NIOSH approved 


Mfr. 


Model 
TR-600-ECK 


TR-600-HIK 






Easy-Clean Kits—Include PAPR blower unit, easy-clean belt, headcover/hood 
assembly, prefilter, filter, adjustable-length tube, and battery charger. 


Heavy Industry Kits—Provide combined eye, face, head, and respiratory 
protection for rugged operations. Include PAPR, high-durability leather belt, 
respirator hard hat, spark arrester/filter, heavy-duty breathing tube, and battery 


Item 
No. 


38HX30 


38HX31 


Complete system is for use in first responder applications. Hood No. 3NNF9 is 
chemical-resistant, allows excellent vision, and can accommodate facial hair 


Mfr. Item 
Description Model No. and glasses. 

PAPR System 

Includes Blower Motor, Cartridge, Breathing Tube, Breathing Tube 

Adapter, Belt, Battery Adapter, Power Cord, Battery, Charger, GVP-614-SK 411D21 Description Includes 

Heavy Duty Holster, Flow Test Assembly, Flow Meter Adapter Blower Motor, Butyl Rubber Hood, Breathing Tube, 
Accessories PAPR System Decon Belt, Cartridge, Battery Adapter, Standard 
GVP Upgrade Kit - Battery Adapter, Power Cord, GVP-600 411D20 y Battery, Easy Clean Holster, Battery Charger, Cartridge 
Battery, Charger, Heavy Duty Holster Shower Cover, Airflow Indicator, Duffel Bag 

Easy Clean Holster TR-65/7 411D22 Accessories 

Heavy Duty Holster TR-656 411D23 Adapter Kit —_ Battery, Charger, Holster 

Battery Adapter TR-659 411D24 Head Wide View Faceshield and Shoulder Length Inner 
GVP Power Cord GVP-610 411D25 and Outer Shrouds, Sewn In, Elastic Headband 





No. 38HX34 
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Versaflo™ TR-600 Powered Air 


Purifying Respirator Assembly Kits 


= Headgear sold separately; see page 1769 


Mfr. 
Model 


Item 
No. 


RBE-10BR 449U13 


RBE-600 449U712 


BE-10BR 


3NNF9 





Multiple airflow options and an expanded range of filters and cartridges help protect 
against hazards associated with handling pharmaceutical ingredients and cleaning 
operations. User-friendly with intuitive, colored interactive touch points and visual, 
vibratory, and audible low-flow and low-battery indicators. Come precalibrated and 


ready to use. 


Description 
PAPR Assemblies (Headgear Sold Separately) 
With High Durability Leather Belt and Standard Battery 
With High Durability Leather Belt and High-Capacity Battery 
With Easy Clean Belt and Standard Battery 
With Easy Clean Belt and High-Capacity Battery 
Batteries 
Standard Battery, 4 to 6 hr. For Use with PAPR Nos. 38HX33, 38HX34 
High-Capacity Battery, 8 to 12 hr. For Use with PAPR Nos. 38HX35, 38HX36 
Chargers 
Single Station Battery Charger Kit for Economy Battery No. 38HX41 
Four station Battery Charger Kit for High Capacity Battery No. 38HX42 
Filter Cartridges 
AG, HE Filter, Pkg. of 5 
FM, HE, Pkg. of 5 
AM, MA, HE, Pkg. of 5 
OV, HE, Pkg. of 5 
OV, AG, HE, Pkg. of 5 
HE, Pkg. of 5 
Filter Covers 
For Nos. 482U40, 482U41, 49EM17 
For Nos. 482U36, 482U37 
For No. 482U35 


Mfr. 
Model 


TR-613N 
TR-616N 
TR-614N 
TR-617N 


TR-630 
TR-632 


TR-641N 
TR-644N 


TR-6320N 
TR-6350N 
TR-6360N 
TR-6510N 
TR-6930N 
TR-6710N-9 


TR-6300FC 
TR-6900FC 
TR-6/700FC 


Item 
No. 


38HX33 
38HX39 
38HX34 
38HX36 


38HX41 
38HX42 


38HX44 
38HX45 


482ZU40 
482041 
49EM17 
482U36 
482U37 
482ZU35 


38HX52 
38HX96 
38HX61 
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Honeywell Find Respiratory Filter and Gas/Chemical Cartridge Abbreviations on page 1758. 
NORTH 
. . Honeywell 
Primair® 700 hor sis. | 4 


sorlas Powered CA200 Series —— 
Air-Purifying Powered Air-Purifying @ g@ 


ia i 
= . — : 
neni tate neve No. a. | Respirator (PAPR) uy 
eatures 3-speed airflow for more comfortable use in manufacturing, a 
pharmaceutical, and hospital lab applications. The illuminated keypad has Assembly Kits No. 16M256 


large buttons you can operate even when wearing gloves. The battery and =» NIOSH approved 

See ee ee ee er eee Assemblies feature a triple-alarm system with audible, vibratory, and visual alerts 
weight for a more comfortable fit. Filter locks into place with just a turn | that warn the wearer when there are blocked or clogged filters and at 5% and 10% 
to help ensure a tight and secure connection. battery life remaining. Airflow automatically adjusts to meet OSHA and CSA cfm 





) _—_ 








Mfr. Item requirements. Each kit includes a blower, Li-ion battery, belt (standard or decon), 
Description Includes Model No. aint 
Blower Batiery; Charoer ComfortPad single-unit charger, flow meter, and carrying case. Require breathing tube, headgear, 
PAPR System Belt, Bonus Starter Kit with PA100 | ~PA7O1HE 449N06 and cartridges, sold separately. 
Filter and Optional Filter Cover ; veer . ; 
Straight Breathing Tube PA031 449N07 Note: Personnel who already have fit-tested Honeywell® North® tight fitting facepieces can adapt it to a 


CA200 PAPR system—all it takes is a breathing tube and cartridge. This lets the wearer use a common 
facepiece and helps reduce the complexity of respiratory protection compliance. See page 1763 for 






elas a(=t-(ele(=r-1 6 Choices NIOSH-approved tight fitting facepieces (ie. half- and full-facepiece respirators). 
Mfr. Item 
: Description Model No. 
Personnel who already have fit-tested PAPR Assembly Kits 
North® Honeywell® headgear can adapt it Standard Belt and Backpad CA201 16M250 
Sai : Decontamination Belt and Backpad CA201D —16M251 
toa CA200 PAPR system all it takes isa Breathing Tubes 
breathing tube and cartridge. This lets the 34'L Straight, For Use with Hoods CA127  16M248 
wearer keep familiar gear and helps reduce St aon au eu rors tice Sieg ieee 
‘ . . "LY" Shape for Tight-Fitting Half- and Full-Facepieces 
the complexity of respiratory protection 40'L *Y" Shape for Tight-Fitting Half- and Full-Facepieces CA229L  38TD85 
compliance. See page 1763 for NIOSH- Primair® 100 Series Headgear 
approved half- and full-facepiece respirators. Hood with Collar and Adjustable Headgear, White, Universal Size PA131 16M256 
Headcover with Adjustable Headgear, White, Size S PA101S 1AAN5 
Headcover with Adjustable Headgear, White, Size S PA101M 1AAN6 
Bibbed Hood and Adjustable Length, White, Universal Size PA111 1AAN8 
Coated Bibbed Hood and Adjustable Length, White, Universal Size PA121 1AAN9 
— = Cartridges, Pkg. of 3 
No. = Te OV 4001 1AAL7 
ascen eo 2YRCO | OV, P100 4001HE 1AAN1 
= ; OV, CL, HC, SD, FM, HF, CD, HS 4003 1AAL8 
0 timAir® OV, CL, HC, SD, FM, HF, CD, HS, P100 4003HE 1AAN2 
p + eH No. 2YRD5 AM, MA, P100 4004HE 1AAN3 
“e P100 AQOHE 1AAN4 
TL Powered Gd —& 4, 
- ——~ 2 
Air-Puritying (@aSullard No. 





: 6KXU7 
Respirators (PAPRs) No. EVA Series Powered 

= NIOSH approved oYRE2 = ace vei 

= Facepieces meet ANSI Z87.1 Air-Purifying 

Each PAPR system includes motor-blower, battery, charger, breathing Respirators (PAPRs) 


hose, and decontamination belt. Feature audible and visual low-flow and 








low-battery alarms. To complete the PAPR system, select a hood or full- = NIOSH approved | si. , 
facepiece respirator and appropriate cartridge. Advantage 4000® series Active Flow Technology automatically responds 6AG91 | 
facepieces require Cartridge Adapter No. 2YRD8, sold separately. to the user's need for constant, steady airflow. 
si iam Systems feature an easy-to-read battery status 
Description Model No. display and alarms for low battery power and 
Fara Systems. aE aus AAT low airflow. Easy-to-install combination filter. 
or Use with Hood, Lithium Battery Set 

For Use with Hood. NiMH Battery 10081116 2YRC9 PAPR Assemblies include battery, belt, blower, 

For Use with Full-Facepiece, Lithium Battery 10081115 4AFV3 and charger. To complete the PAPR system, ad. 

For Use with Full-Facepiece, NiMH Battery 10081114 2YRD1 select a filter cartridge, hood or full-facepiece 6KXV3 
Hoods for PAPR Systems r 

Tychem® QC, Pkg. of 4 10083330 2YRE2 respirator, and breathing tube. 

Tychem® SL, Pkg. of 4 10083382 2YRE3 Mfr. Item 
Full-Facepiece Respirators for PAPR Systems Description Model No. 
Advantage® 4000 Series PAPR Assemblies 

Silicone, S 10083798 2YRD5 ~* For Use with Loose-Fitting Facepiece and Hoods EVA2 6KXU7 

Silicone, M 10083794 2YRD6 * For Use with Full-Facepiece Respirators EVA5 6KXV1 

Silicone, L 10083802 2YRD7 ~*~ Filter Cartridges 
Ultra-Elite® HEPA, Pkg. of 6 PAPRFC3 —6KXU9 

Hycar Rubber, M 493020 D9078 OV, CL, SD, CD, HC, HF, HEPA Pkg. of 6 PAPRFC4 6 KXV0 

Hycar Rubber, L 493108 D9078 Components for PAPR No. GKXU7 
Replacement Batteries and Chargers Tychem® QC Hood, Single Bib, (Suspension Sold Separately) 20TJN 6ATS2 

Lithium Battery/8 hr. 10076109 4AFV5 Tychem® QC Hood, Double Bib, (Suspension Sold Separately) 20TICN 6AG91 

Lithium Battery Charger 10076107 4FRP8 Suspension with Sure-Lock® Ratchet Adjustment for Nos. 6AT82 and 6AG91_ —- 20RT 6AG89 

NiMH Rechargeable Battery/4 hr. 10076108 2YRD9 Tychem® Loose-Fitting Facepiece with Headband Suspension, Size L 20LFL 3WXR5 

NiMH Battery Charger 10076110 2YRE1 Breathing Tube for Hood Nos. 6AT82 and 6AG91 PAIBT 3WXT4 
Facepiece Adapter for Advantage® 4000 Breathing Tube for Loose-Fitting Facepiece No. 3WXR5 PA2OLFBT 3WXT8 

Converts Facepiece to 5 Types of Respiratory Configurations 10065330 2YRD8 Components for PAPR No. GKXV1 
Chemical Cartridges Spectrum Full-Facepiece Respirator, Size M/L PASPECML 6KXV3 

P100, Magenta, Pkg. of 6 10080455 2YRD2 Breathing Tube for Respirator No. 6KXV3 PA4BT 6KXV4 

OV, AG, P100, Yellow/Magenta, Pkg. of 6 10080454 2YRD3 PAPR Battery Packs 
AG, AM, FM, P100, Olive/Magenta, Pkg. of 6 10080456 2YRD4 For PAPR No. 6KXU7 EVABAT1 6KXU8 
* Advantage® 4000 facepiece requires Adapter No. 2YRD8 for use with cartridges. For PAPR No. 6KXV1 EVABAT2  6KXV2 
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Pureflo® Powered 
Air-Purifying 
Respirator 
(PAPR) Systems 


= NIOSH approved 
= Meet ANSI Z89.1 Type | Class 


wo.  Pureweld® Powered 
seupes = Air-Purifying Respirator 
(PAPR) System 


= NIOSH approved 
= Meets ANSI Z89.1 Type 1 Class G 
for head protection, Z87.1+ for 





No. 32HD64 G for head protection, Z87.1+ faceshield/eye protection 
for faceshield/eye protection All-in-1 welding helmet provides head, eye, face, and respiratory protection. The helmet 
Helmets provide all-in-1 head, eye, face, and respiratory protection. has an integrated lightweight, battery-driven positive-pressure PAPR, which eliminates 
A lightweight, battery-driven positive-pressure PAPR is integrated waist belts and trailing hoses or leads. A heads-up display and visual and audible alarm 
in the helmet, eliminating waist belts and trailing hoses or leads. for air flow and filter and battery life are provided by the electronic systems management 
Electronic systems management (ESM) features a heads-up display (ESM) feature. Flow rate adjusts to 7.6 or 8.2 cfm. The system can function as a fracking 
and visual and audible alarm for airflow and filter and battery life. respirator to help protect oil and gas workers against inhaling silica dust. The welding 
Flow rate adjusts to 7.6 or 8.2 cfm. window flips up for easy visibility and conversation through a clear inner visor. Choose 
sie ol fixed or autodarkening filter. Includes neck cape, HE filter, battery pack, and charger. 
Description Model No. Mfr. Item 
Pureflo® ESM PAPR Systems Description Model No. 
Black Helmet 2000-S 32HD64 Pureweld® ESM PAPR Systems 
White Helmet with Fixed Lens 2000-H 32HD65 Blue Welding Helmet with Filter Shades 5, 9 to 13 2000-W 32HD66 
Filters and Accessories Black Welding Helmet with NexGen Auto Darkening Filter Shade 10 2000-WB 32HD67 
Battery Pack 2000-BP 32HD68 Filters and Accessories 
Battery Charger 2000-BC 32HD69 Battery Pack 2000-BP 32HD68 
Neck Cape For Use with Nos. 32HD64 and 32HD65 2000-NC 32HD70 Battery Charger 2000-BC 32HD69 
Visor Protectors, Pkg. of 4 2000-VP 32HD71 NexGen Auto Darkening Filter Shade Assembly For Use with No. 32HD67 9904-35 32HD74 
HE Filters, Pkg. of 8 2000-HEPA —_ 32HD72 HE Filters, Pkg. of 8 2000-HEPA 32HD72 
HE/HF/HC Filter 2000-HEFC _ 32HD73 HE/HF/HC Filter 2000-HEFC 32HD73 









EZ Air Pro 
No. 
40LK57 


EZ Air 
No. 40LK60 


EZ Air 
No. 40LK59 
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EZ Air Pro 
No. 40LK61 


EZ Air and EZ Air Pro PAPRs 


= NIOSH approved 


EZ Air Pro 
No. 40LK56 


EZ Air—Motorized, lithium-ion battery operated system provides constant 

= Meet ANSI Z89.1 Type | Class G for head protection, supply of fresh, filtered air over user's face. Large helmet design accommodates 
Z87.1+ for faceshield/eye protection safety glasses under faceshield. Has airduct headgear assembly and flow tester, 

Complete particulate system for industrial applications offers combined respira- | and features audible, visual, and vibration alarms. Waist belt is lightweight and 


tory, eye, and face protection against hazardous airborne contaminants and adjustable. Rechargeable battery. 
flying debris. Include downtube with FR cover, blower, HE filter, waist belt, EZ Air Pro—Designed with superb balance, no fit testing required. Helmets are 
battery, charger, and storage bag. Batteries provide up to 8 hr. use per full 


interchangeable with supplied air respirators and be converted. Ergonomically 


charge, 5 hr. full recharge time. and lightweight waist pack has low profile style and holds NiMH battery pack. 


Mfr. Item 
Description Model No. 
EZ Air PAPRs 
Black Welding Helmet with ADF Lens and 1.9" x 3.8" Viewing Area, (4) Light Shade Modes, Shade 5-14, and HE Filter 9935 40LK59 
Black Welding Helmet with ADF Lens and 3.2" x 3.9" Viewing Area, (3) Light Shade Modes, Shade 5-14, Magnetic Sensor, and HE Filter 9935-DLX 40LK60 
EZ Air Pro PAPRs 
Blue Helmet with Clear Lens and (2) HE Filters 9934 40LK57 
Black Welding Helmet with #10 Lens and 3.2" x 3.9" Viewing Area, (3) Light Shade Modes, and (2) HE Filters 9934-WB 40LK61 
Blue Welding Helmet with ADF Lens and 2.3" x 3.9" Viewing Area, (4) Light Shade Modes, Shade 5-14 Lens, Magnetic Sensor, and (2) HE Filters 9934-W 40LK56 
Replacement Filters For EZ Air PAPRs 
HE 9935-FIL 40LK55 
Replacement Filters For EZ Air Pro PAPRs 
HE PR02-623SP 40LK62 
HE/OV PR02-629SP 40LK58 
HE/HF/HC/SD PR02-624SP 40LK63 
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9100MP Headgear 
No. 32NC49 


Adflo™ Powered Air-Purifying Respirator (PAPR) Systems for Welding 


= NIOSH approved 

= Facepieces meet ANSI Z87.1-2010 for high impact 

Headgear combines hard hat, welding filter, and positive-pressure airflow to 
help wearer be productive and comfortable while welding or grinding. 


The lightweight, compact blower offers continuous filtered air for protection 
against particles and certain gases. Its slim profile fits into tight places. 


The Speedglas™ filter provides superior optical performance. Speedglas™ 
headgear's auto-darkening feature allows sight at comfortable light levels, with 
constant eye and face protection. 

Systems include a high-efficiency particulate filter, wide leather belt, lithium-ion 
battery, storage bag, and starter kit. 


With 9100-Air Headgear—Lighter and more stable than other systems, this 
features an adjustable head suspension and a more balanced design. Provides 
more protection to the ears and sides of the neck. The smooth up-and-down 
pivot design can lock shield in a raised position. 


With 9100FX-Air Headgear—Innovative flip-up pivot design allows easy 
transition from welding to grinding modes for greater welding flexibility. Clear, 
wide-view grinding visor offers an enhanced field of view. 


With 9100MP Headgear—Provides 5 levels of welder protection in 1 comfort- 
able and easy-to-use system. Compact and lightweight design helps protect 
the eyes, face, head, hearing, and respiratory system. Also provides overhead 
protection, increased peripheral vision, and superior optical quality. 

= Meets ANSI Z89.1-2009 requirements for Type | Class G hard hats 


With L-905SG Helmet—Features grinding and tack modes, with 5-position 
sensitivity control, adjustable recovery delay, welding shield, and wide-view 
faceshield that allows excellent peripheral and downward vision. 

= Meets ANSI Z89.1-2009 requirements for Type II Class G hard hats 


ILC DOVER 
creating what’s next)» 


Sentinel XL™ CBRN PAPR System 


= NIOSH approved ' 


= Latex-free 


Capacity-2-rated loose-fitting PAPR provides first receivers and 
other first responders with chemical and biological protection. 
The butyl hood assembly has a lay-flat design for easy storage; 
it has a field-replaceable antimicrobial head strap, superior 
optics, and taped seams. The rugged, dual-chamber blower 
delivers high flow rates. With an audible/visual low voltage 
alarm. The system includes a Quick Loc™ waist belt, flow meter, 
3 CBRN cartridges, and nonrechargeable battery. 


Mfr. Item 
Description Model No. 
CBRN PAPR System $-5000-03 6NTX4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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L-905SG Helmet 
No. 32NC58 


Speedglas™ Auto Darkening Filters (ADF) and Magnification Plates— 
Filters feature a built-in magnification plate holder and 7 selectable dark 
shades, plus the capability to lock in a shade for plasma and torch cutting. They 
also have a shade 3 grinding mode and tack welding mode to help reduce eye 
fatigue during tacking applications. Can be used in TIG applications on settings 
as low as 1A. 








Mfr. Item 
Description Model No. 

Adflo™ PAPR Systems with Speedglas™ Headgear For Welding 
9100-Air Headgear System 

PAPR with HE Filter (ADF Sold Separately) _ 35-1101-00SW 32NC39 
PAPR with HE Filter and ADF 9100V Shades 5 and 8 to 13 35-1101-10SW 32NC33 
PAPR with HE Filter and ADF 9100X Shades 5 and 8 to 13 35-1101-20SW 32NC34 
PAPR with HE Filter and ADF 9100XX Shades 5 and 8 to 13 35-1101-30SW 32NC35 
9100FX-Air Headgear System | 

PAPR with HE Filter (ADF Sold Separately) 36-1101-00SW 32NC47 
PAPR with HE Filter and ADF 9100V Shades 5 and 8 to 13 36-1101-10SW 32NC41 
PAPR with HE Filter and ADF 9100X Shades 5 and 8 to 13 36-1101-20SW 32NC42 
W/HE Filter and ADF 9100XX Shades 5 and 8 to 13 36-1101-30SW 32NC43 
9100MP Headgear System 

PAPR with HE Filter (ADF Sold Separately) 37-1101-00SW 32NC52 
PAPR with HE Filter and ADF 9100V Shades 5 and 8 to 13 37-1101-10SW 32NC49 
PAPR Systems ; 37-1101-20SW 32NC50 
PAPR with HE Filter and ADF 9100XX Shades 5 and 8 to 13 37-1101-30SW 32NC51 
L-905SG Helmet ae 

PAPR with HE Filter and ADF 9100V Shades 5 and 8 to 13 34-0905-SGV 32NC58 
PAPR with HE Filter and ADF 9100X Shades 5 and 8 to 13 34-0905-SGX 32NC59 
Speedglas™ L-SG Series Welding Headgear and Accessories 

Auto Darkening Filters (ADF) and Magnification 

Plates 9100V, Shades fant Sto 13 06-0000-10 4EFP2 
Auto Darkening Filters (ADF) and Magnification 5 7 

Plates 9100X, Shades nd 3 to 13 Oe eee 
Auto Darkening Filters (ADF) and Magnification Z i 

Plates ADF 9100XX, Shaties © and By 13 06-0000-30 4EFPI 
Speedglas™ Auto Darkening Filters (ADF) and Magnification Plates 

Speedglas™ L-SG Series Magnification Plates 

Magnification Plate 1.5X 06-0500-56 32V211 
Magnification Plate 2.0X 06-0500-57 32V212 
Magnification Plate 2.5X 06-0500-58 32V213 
Magnification Plate 3.0X 06-0500-59 32V214 






1767 





SAFETY 
CBRN PAPRs & Respirators 


Scan. Order. Done. 
Details on page A1. an 








CBRN Powered Air-Purifying 
Respirators (PAPRs) 


Breathe Easy" PAPR Systems—Belt-mounted systems include butyl rubber 
hood, breathing tubes, decon belt, CBRN cartridges, battery pack, and airflow 
indicator. Butyl rubber hood material meets MIL-C-51251A. 


= NIOSH CBRN approved 


CBRN Conversion Kit—Enables conversion of 3M™ non-CBRN Breathe Easy 
models to NIOSH CBRN approved systems. 


Biological Conversion Kits—Convert Breathe Easy in chemical response 
configuration to a biological response configuration. Include 3 loose-fitting head 
covers, breathing tube, and HEPA filter cartridges. 


Description 
Breathe Easy™ PAPR Systems 
Butyl Rubber Hood, w/Lithium Battery 


No. 16N394 
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Mfr. Item 
Model No. 
RBE-L10 1UKG9 
Honeywell 
CBRN sa 
Full-Facepiece 
Respirators 


= NIOSH approved when used 

with Canister No. 16N401 
= Meet ANSI Z87.1-1989 impact 

and penetration requirements 
Opti-Fit™ respirators feature 3 canister 
mounting positions specifically for 
first responders in CBRN situations. 
Polycarbonate lens with antiscratch 
coating permits unobstructed views. 
5-strap silicone head harness with 
chemical-resistant butyl rubber face 
skirt. Masks with drink tube allow hydra- 
tion in uncontaminated areas. 


Mfr. Item 
Size Model No. 
CBRN Mast 
$ 759000 16N394 
M 769000 16N395 
L 779000 16N396 
CBRN Mask with Hydration Drink Tube 
S 759020 16N397 
M 769020 16N398 
L 719020 16N399 
Gas Mask Canister 
— 169000 16N401 


Find even MORE on Grainger.com® 


No. 1UKG9 
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Description 
Breathe Easy™ System Components 
Batteries 


Nonrechargeable Battery, Lithium/12 hr. 


Cartridges 
Training Cartridge, Pkg. of 6 
CBRN, Olive, Pkg. of 6 


OV, AG, SD, CL, HC, AM, MA, HF, CD, 


FM, Olive/Magenta, Pkg. of 6 
Accessories 

Breathing Tube 

Decon Belt 

Cartridge Shower Cover 
CBRN Conversion Kit 


Upgrade 3M™ Models FR-57L10 and FR- 


5/N10 to RBE-L10 and RBE-NM10 


iq 
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Biological Conversion Kits and Replacement Components 


Bio Kit, Universal 
Bio Kit, Large 


Head Cover, White, Regular, Pkg. of 50 
Head Cover, White, Large, Pkg. of 50 


Breathing Tube 
HEPA Cartridge, Pkg. of 12 


Mfr. Item 

Model No. 
520-04-57R01 4DA54 
RBE-TRN 1UKH3 
RBE-57 1UKG6 

453-03-02R06 4DA69 * 

RBE-BTH 1UKG8 
RBE-BLT 1UKG7 
RBE-SC 1UKH2 
RBE-HUP 2RPJ8 
BE-12-BlOKIT A4NLH9 
BE-12L-BIOKIT A4NLJ1 
BE-12-50 6PPJO 
BE-12L-50 1AGD5 
520-03-32R01 3NNG5 
450-00-01R12 9W546 


* For use with 3M™ models FR-57L10 and FR-57N10 to RBE-L10 and RBE-NM10. 


No. 2PJ70 








First Responder 
CBRN Full- 
Facepiece 


Respirators 


= NIOSH approved 
= Facepieces meet ANSI 287.1 


Protect against certain chemi- 
cal warfare agents (sarin and 
mustard gas) and industrial 
chemicals and particulates. 
Canister can be mounted on 
either side for convenience. 


Mfr. Item 
Description Model No. 
Full-Facepiece Respirators 
Butyl Rubber,S FR-/800B-S 2PJ68 
Butyl Rubber, M FR-/800B-M 2PJ69 
Butyl Rubber,L FR-7800B-L 2PJ70 
CBRN Canister 
Olive/Magenta, 


Pkg. of 4 FR-15-CBRN 4DA62 


1-800-GRAINGER (472-4643) 
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Find the wy. Find Solutions. Find Great Prices. Supplied Air System Components & Kits 
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No. 
11Vv994 £ 
Mfr. Item 
varsailo™ Mani SS ead Pascription Model No. 
ersaflo™ M- and S-Series Headgear and Accessories 
No. 6PPH1 M-Series Headgear 
Faceshield with Premium Visor and Faceseal M-107 11V994 
Hard Hat with Standard Visor and Faceseal M-305 11W001 
Hard Hat with Premium Visor and Faceseal M-307 11W002 
S li Ai S Helmet with Standard Visor and Shroud M-405 11W007 
upp (ec! ir ystem Helmet with Premium Visor and Flame-Resistant Shroud M-407 11W008 
C t "Siandard Visors, Pkg, oF 10 M-926  11W018 
tandard Visors, Pkg. 0 - 
omponen Ss Premium Visors, Pkg. of 40 M-928 11W058 
S-Series Headcovers 
Easily build a supplied air respirator system. Just choose Polypropylene with Integrated Suspension, White, Size S/M, Pkg. of 5 9-1335-5 6PPH1 
headgear, a breathing tube, and an air source that fits your folvpropylene with Integrated Suspension, White, Size M/L, Pkg. of 5 S-133L-5 _ 6PPG9 
-Series Hoods 
needs. High-Durability Low-Lint Fabri with integrated Suspension White, Siz SiN $5338 Sw2C7 
High-Durability Low-Lint Fabric with Integrated Suspension, White, Size “5 H) 
on Arn peers ae oes crise ss = Polypropylene with Inner Collar and Reusable Suspension, White, Universal Size $-655 5WZDO0 
upply quired:p PP vere: Polypropylene with Double Shroud and Reusable : uspension, White, Universal Size S-65/ SW2D 
appler® Zytron® with Inner Collar and Reusable Suspension, Gray, Universal Size - 
HEADGEAR AND ACCESSORIES Kappler® Zytron® with Double Shroud and Reusable Suspension, Gray, Universal Size S-857 5 WZFO 
V oa . Painter's Polypropylene with Double Shroud and Reusable Suspension, White, Universal Size o-/of oWZD3 
ersaflo™ M- and S-Series Headgear and S-Series Replacement Hoods Only man . 
Accessories—Compact, lightweight, and easy to maintain —poiyFropMene with Double Shroud, White, Universal size, Pkg, of 10. 8607-10 6PPH8 
while helping protect the wearer from a range of hazards. painter s Polypropylene with Double Shroud White, Universal Size, Pkg. of 10 $-707-10 GPPHO 
ili j appler® Zytron® with Inner Collar, Gray, Universal Size, Pkg. of 5 -805- 
Versatility, comfort, and a of use make this headgear Kappler® Zytron® with Double Shroud, Gray, Universal Size Pkg. of 5 S-807-5 6PPH6 
suitable for a variety of applications. S-Series Lens Covers 
7 : Hoods with Integrated Suspension, Size S/M, Pkg. of 10 $-920S 5WZD5 
H-Series Hood and Accessories—Can be easily worn Hoods with Integrated Suspension, Size M/L, Pkg. of 10 S-920L 5WZD4 
fo oe ee ; : y Hoods, Universal Size, Pkg. of 10 3/302 5WZD6 
att a is late dea : ANSI Cs 1, Cl E oi and S-Series Breathing Tubes BI-208 5WZA7 
= 7000 assembly meets aSs 1, LiaSs ize - 
requirements for industrial headgear Ta ARETE _ Tay ad 
™ . . BI-4 11W 
Speedglas ge Series Welding eran Hs i Series Wood and Accessories ee ; == 
Accessories—Feature arc detection electronics for use ood Assembly with Collar, Hard Hat with 4-Pt. Pinlock Suspension, : 
ith all Idi Wide-vi f . i Chin Strap and Lens Cover, White, Standard Size H-412 4YG05 
WIth alt are Welding processes. Wide-View Taceplece all0WS =~ Replacement Hood with Collar, White, Standard Size, Pkg. of 10 H-410-10 _ 4YG03 
for excellent peripheral and downward vision. Headgear pee oer re of 10 SPS ey 
provides respiratory protection up to 1000 x PEL. Speedglas™ L-SG Series Welding Headgear and Accessories 
= Meet ANSI Class | and Type II requirements Weliine Hever mie ie : 
: . | r = 
for industrial headgear Auto Darkening Fiters (ADE) and Magnification Plates G1O0V, Shades § and 8 to 13 06-0000-10 —4ErP2 
Auto Darkening Filters (ADF) and Magnification Plates , ohades 5 and 8 to : 4 
SUPPLIED AIR CONTROL, HOSES, AND FILTRATION Auto Darkening Filters (ADF) and Magnification Plates ADF 9100XX, Shades 5 and 8 to 13 06-0000-30 4EFPt 
; s . . . ens Covers, Pkg. of 25 7 
V-Series Air Control Devices—The devices are designed reining, ui = ai L-122 4YG06 
: : i upplied Air Control, Hoses, and Filtration 
to provide a continuous air flow. For enhanced wearer V-Series Air Control Devices 
comfort, Nos. 4YG10 (cool) and 1CGB7 (warm) allow the oe Cooling Assembly 5 ‘a ay 4vGt 0 
; : ortemp™ Heating Assembly - 1 
compressed air supply temperature to be adjusted up to Air Regulating Valve Assembly V-300 {AGD9 
50°F. Low-Pressure Connector Assembly V-400 3RNY2 
; : Supplied Air Hose—High Pressure 
Supplied Air Hoses—Combine up to 3 high-pres- 20-ft. 96" I.D. W-9435-25 _ 6AJ02 
sure noses in any combination not to EXCee U Tt. 100-f. 3, 1D. W-9435-100  6AT77 
Low-pressure hoses can only be used in single increments Supplied Air Hose—Low Pressure 
0 {00-f vA 10 es W-3020-100  5F856 
—— P ompressed Air Filter and Regulating Pane 
Compressed Air Filter and Regulating Panel—Helps 50 aie @ 105 psi Max. Capacity 4 W-2806 1BC35 
filter and regulate compressed air. * Headgear requires Speedglas™ L-Series auto-darkening filter, sold separately. 


Versaflo™ Painters Supplied 


Air Respirator Kit 


Painter's supplied air respirator kit includes No. 11V993 (M-105) respiratory 
faceshield with lens covers, No. 4YG10 (V-100) Vortex Cooling Assembly, and 

No. 5WZA7 (BT-20L) Breathing Tube with cover. A high-pressure supplied air hose, 
sold separately on this page, is required to complete a NIOSH-approved system. 


Mfr. Item 
Description Model No. 
Painters SAR Kit SA-100-PSK 11W028 
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SAFETY 
SAR Headgear & Components 


Scan. Order. Done. 
Details on page A1. 
















@» No. 23UA40 
No. 11V243 hes 
SAR Headgear and Components 
SAR HEADGEAR 


Disposable Airline Hoods—Feature 1-pc. design with fully integrated breath- 
ing tube and head suspension. Hood adjusts easily with hook-and-loop closure 
and has an absorbent foam headband. 


Nos. 3WXJ7 and 11V243 are splash-resistant and seal in air flow. No. 3WXK2 
laminated fabric with heat-sealed seams is made to offer zero permeability to 
air and moisture, and provide total protection against hazardous materials. 

= NIOSH approved 


Full-Facepiece Respirator and Helmets—Full-Facepiece Respirator is 
designed for high-pressure (150 psig) SAR systems, with a double-sealing 
flange for close fit. Adjustable belt holds the air flow valve and over-the-shoulder 
hose out of the way. High-impact, antifog, distortion-free polycarbonate lens. 


Low-profile, lightweight Economy Air Shield Helmet has a quick-release suspen- 
sion, flip-up visor, headband ratchet assembly, cotton neck shroud, and chin 
guard. The high-impact, antifog polycarbonate lens with antiscratch coating 
provides a wide field of distortion-free vision. 


Deluxe models provide head, eye, face, and respiratory protection against 


No. 3WXL1 









No. 2KJE8 


1 N DUS TRIES 


SAR COMPONENTS 


Air Flow Control Devices—Low Pressure Flow Adapter allows an LP SAR 
hood to connect to an ambient air pump or low-pressure air source. OBAC 
quick-connect design with belt and clip assembly. 


High-Pressure controllers are for use with high-pressure SARs. Their low- 
profile design won't get in the way. Each has Hansen fittings with belt and clip 
assembly. Personal Air Cooler adjusts air flow up to 25° cooler than ambient. 
Air Temperature Controller adjusts air 25° warmer or cooler than ambient, and 
includes a leather sheath for protection from temperature extremes. Adjustable 
Flow Control Valve changes air flow for greater comfort. 


Air Supply Hoses—Use low-pressure hoses with ambient air compressors 
and high-pressure hoses with supplied-air compressors. 


Filtration Panels—3-stage filtration system removes water, oil, and particu- 
late contaminants, and provides alerts for high levels of CO. Include pressure 
regulator with gauge, pressure relief valve, case and stand. 

= Meet NIOSH requirements 










hazardous airborne contaminants and flying debris in demanding industrial envi- _ Mfr. Item 
; : ; Description Model No. 
ronments. Feature fire-retardant, coated fabric neck cape. Air Shield and Welding gar Components 
Helmet is made of glass-filled nylon with a variable-shade autodarkening lens, Low Pressure 
shade 9-13, good for all welding processes including TIG and TIG pulsing. Ar How adapter cea SAND 
High Pressure 
Z Economy model meets ANSI Z87.1-2003 Personal Air Cooler 9991 3WXL5 
= Deluxe models meet ANSI Z89.1 Type 1 Class G for head Air Temperature Controller 9990 3WXL9 
protection, Z87.1+ for faceshield/eye protection eT a = _ 
Low-Pressure Air Supply Hoses 
Mfr. Item 25-ft. Hose, ¥%" |.D. 9100-25 23UA41 
Description Model No. 50-ft. Hose with 9" |.D. 9100-50 3WXN4 
SAR Headgear 100-ft. Hose with 96" |.D. 9100-100 3WXD8 
Disposable Airline Hood Assemblies High-Pressure Air Supply Hoses 
Tyvek® Hood with Single Bib and Suspension 9911-20 3WXJ7 25-ft. Hose, 9" I.D. 9101-25B 23UA42 
Tyvek® Hood with Double Bib and Suspension 9911-10 11V243 50-ft. Hose with 94" |.D. 9101-50B 3WXN8 
Saran® Hood with Single Bib and Suspension 9911-20S 3WXK2 100-ft. Hose with 96" I.D. 9101-100B 11V244 
Full-Facepiece Respirator and Helmets Filtration Panels 
Full-Facepiece Respirator 9902 3WUX1 60 cfm, 150 psi, 5 Person Filtration Panel 9875 2KJE7 
Economy Air Shield Helmet 9903 6UNP7 100 cfm, 150 psi, 8 Person Filtration Panel 9878 2KJE8 
Deluxe Air Shield Helmet 9904 23UA39 Replacement Filter Kit For No. 2KJE7 9872-50 2KJE9 
Deluxe Air Shield and Welding Helmet 9904-W 23UA40 Replacement Filter Kit For No. 2KJE8 9878-50 2KJF1 
ALLEGRO 
Vv 
‘i Portable Ambient || FIND MORE ONLINE 
Air Compressors Can’t find it here? 
Go to Grainger.com® today to see 
F Gatwelgnt, sued Ibi a variety our full selection of over 1.7 million 
of work environments, and easily oes 
meet portable air requirements. products and the services and 
i : solutions to help you get it done! 
I em 
Description CFM HP _ Voltage Amps Model No. 
1 Person with Mask 5  % 115 46AC 98060BAC 8UKR 
2 People with Masks 
or 1 Person with Hood 10 % 115 9.05AC 9821 0BAC 9AAV3 
3 People with Masks or 59 44% 115 12.4AC 9832 0BAC 8A689 


2 People with Hoods 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 





GRAINGER CHOICE”° SAFETY 
Find the wi. Find Solutions. Find Great Prices. SAR Components 
(@aSullard ae 


SAR Respirator Assemblies 


and Components 
SUPPLIED AIR RESPIRATORY (SAR) HEADGEAR 


CG20 Respirator Hoods—Hoods deliver continuous airflow 
and protect face, head, and neck. Provide excellent peripheral 
vision through 6" x 17" facepiece. 

Note: To build a complete Bullard® supplied air system, choose 1 each from 


the following groups: respirator hoods and breathing tube assemblies for use 
with a breathing air compressor or free-air ambient pump. 


88VX Abrasive Blasting Helmet Respirator Assembly— 
Respirator has a lightweight inner shell with an adjustable 
headband and wide-angle facepiece. Assembly includes a 
helmet, cape, 4" industrial interchange fittings, breathing 
tube, airflow control, belt, inner/outer lens, and 5 Mylar® lens 
covers. 

= NIOSH approved 

= Facepiece meets ANSI/ISEA Z87.1-2010 

= Head protection meets ANSI/ISEA Z89.1-2014 





No. 3NRD6 


No. 3AJ96 














No. 6AC11 | 





Note: For use with breathing air compressors. No. 6KXV7 oo 
Mfr. Item 
BREATHING TUBE ASSEMBLIES Description Model No. 
Control the flow of air into the respirator. SAR Headgear 
CC20 Respirator Hoods (Suspension Sold Separately) 
SUPPLIED AIR RESPIRATORY (SAR) COMPONENTS Tychem® QC Hood, Basic 20TJN 6AT82 
Tychem® QC Hood, Inner Bib Style 20TICN 6AG91 
Climate Control Tube—Control the temperature of air deliv- Tychem® QC Hood, Inner Bib Style For Use with Hard Hat 20TICH 3AJ96 
CC20 Hood Suspensions 
ered to the respirator. Headband with Rear Slide Adjustment for 0TG 5AC89 
Air Supply Hoses—For use with breathing air compressors — —fiesbitator Hoods Nos. BATS2 and 6AG2! 
i 7 Headband with Sure-Lock® Ratchet Adjustment for OORT 6AG89 
and have %" |.D. Starter hose has 4" female coupler and Respirator Hoods Nos. 6AT82 and 6AG91 
Y4" male fitting. Air supply hose for use with free-air ambient C020 Hood Lens Covers 
: Fr /y" a y l d/" le fitti Mylar® Lens Covers, Pkg. of 25 20LCL 1AAK3 
PUMPS. Nose Nas 72 Temale coupler and 72 mate Tilting. 88VX Abrasive Blasting Helmet Respirator Assembly 
sas aie es faa . With 28" Nylon Cape 88VX3230 3NRD6 
41 Series Airline Filter—/-stage filtration system with 6 88VX Abrasive Blasting Helmet Accessories 
layers of filtration to remove water, oil, odors, and particulates. 28" Nylon Cape 46VX 5AF35 
Includes 2 outlets with pressure gauge, relief valve, and pres- Sai cel Pkg. oF 10 Gene ir 
sure regulator. Can be used with other compressor safeguards = —Tritan™- Outer Lens. Pkg, of 25 MP771020 6KXVS 
to provide clean air to airline respirators. Breathing Tube Assemblies 
. Constant Airflow For Use with Breathing Air Compressor V30 2AK34 
CO Monitor—Displays the CO concentration with audible Adjustable Airflow For Use with Breathing Air Compressor V40 6AL49 
alarm when high CO levels are present. Includes remote Constant Airflow For Use with Free-Air Ambient Pumps V35 5AK99 
; ; ; ; a ; SAR Components 
alarm connection devices and connection kit for Airline Filter Climate Control Tube 
No. 6AM36 and any compressed breathing air source. Cool Tube For Use with Breathing Air Compressors AC1000 6AC11 
= Operates on 110/220VAC or 12VDC Heat/Cool Tube For Use with Breathing Air Compressor HC2400 6AX08 
Air Supply Hoses For Use with Breathing Air Compressors 
Grade-D Breathing Air Filtration and CO Monitors— epee Nylon. Coles, 50 ft. ¥58030 Bawa 
Portable Clean Air Box (CAB) system provides 3-stage filtration Air Supply Hose For Use with Free-Air Ambient Pumps 
and carbon monoxide (CO) monitoring. Filters remove oil, V20 Series, Rubber, 50 ft. V2050ST 6AVO02 
water, particulates, oil vapor, and odors. Independent regula- at Series Airing Filters and Replacement Cartridge re sARNae 
tors provide proper airflow to each user. CO monitor features Wall Mount Airline Filter 41 P2WM 38NF64 
remote-capable, high-intensity 90dB alarm with strobe; inter- Replacement Filter Cartridge for 41 Series Airline Filters 41 AF 2AL06 
i i . e i i CO Monitor 
nal and external visual display, and 90-sec. auto calibration. For Use with Any Compressed Air Breathing Air Source COHP 2MWK9 
Powered by TIOVAC or 8 AA batteries. Housed in a rugged Grade-D Breathing Air Filtration and CO Monitors 
polycarbonate Pelican® case that withstands harsh work 30 CFM, 125 psi, 2 Person CAB30IRHA 38NF66 
50 CFM, 125 psi, 4 Person CAB50IRHA 38NF67 
eOVIFOnMeNts: 100 CFM, 125 psi, 8 person CAB100IRHA 38NF65 


Ga Sullard 


Portable Ambient Air Compressors 


Portable Free-Air® pumps can quickly and easily supply breathable air. Transfer 
ambient air from a clean air location to a supplied air respirator. 

Nos. 3AM92 and 6AH13 feature Carbofine outlet filter. Medium-efficiency inlet filter 
keeps particulates larger than 25 microns out of the air supply. Monitors, calibra- 


tors, and airline filters are not required. 


No. 38NF68 includes wheel kit, roll cage, inlet filters, and pressure gauge. 











For Use Mfr. Item 
With CFM HP Voltage Amps Model No. No. 38NF68 
2 People in Masks or 1 
Bercan in Hood or Hell 10% 115 10.2 AC EDP10 3AM92 
3 People in Masks or 2 
People in Hood or Helmet 10 1% 115/208to230 16,8AC EDPI6TE  6AH13 No. 3AM92 
1 Person in Mask or Hood 8 2 1715 19 ICEPUMP11 38NF68 
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SAFETY 
SAR Packaged Systems 


Scan. Order. Done. 
Details on page A1. 








No. 16M243 


Description 

SAR Packaged Systems 

1-Person, 7700 Series Half-Facepiece 
1-Person, 7600 Series Full-Facepiece 
2-Person, 7600 Series Full-Facepiece 
1-Person, Primair™ Hood 

2-Person, Primair™ Hood 

Supplied Airline Assemblies 

Use with Honeywell North® Facepiece Respirators 
Use with Primair™ Hoods 

Use with Primair™ Hoods 







Economy SAR 
No. 6UNP5 





Deluxe Welding 
Helmet SAR 
No. 23UA37 


Abrasive Blast 
Helmet SAR 
No. 9LHY7 


1772 GRAINGER. 


ITT 


Mfr. 
Model 


APPC 
APPA 
APPF 
APPB 
APPG 


CF2007 
CF1001 
CF1001D 


Item 
No. 


16M245 
16M243 
16M246 
16M244 
16M247 


16M255 
16M253 
16M254 








Supplied Air Respiratory 
(SAR) Packaged Systems 


Honeywell 
NORTH 


and Airline Assemblies 


= NIOSH approved 


SAR Packaged Systems—kits 
include everything needed to set up 
an airline system. The rotary vane air 
pump supplies breathable air from a 
clean-air environment. Breathing tube 
for all systems is located behind the 
back to keep it out of the way. 


Packages with facepiece respirators 
include one or two Honeywell North 
7600 full-facepiece or 7700 half-face- 
piece mask(s) made of 100% silicone. 
Packages with hood respirators 
include a Primair™ 100 Series hood 
with cotton neck seal for comfort; 
great for users with facial hair or when 
fit testing is not practical. 


Supplied Air Respiratory 


1-person systems have a %4-HP pump 
and 50-ft. breathing hose. 2-person 
systems have a 1'4-HP pump and 2 
50-ft. breathing hoses. 


Supplied Airline Assemblies— 

No. 16M255 converts Honeywell 
North full-facepiece respirators (7600, 
RU6500, 5400) or half-facepiece 
respirators (7700, RU8500, 5500) 

into a SAR through the cartridge 
connection port; expanding the use 

of existing respirators helps eliminate 
additional fit test requirements. 


Nos. 16M253 and 16M254 are 
compatible with all Primair™ series 
hoods. No. 16M254 includes a PVC 
belt for easy decon cleaning. 


ALLEGRO 


1 N DU S$ TRIES 


(SAR) Packaged Systems 


= NIOSH approved 
AIR SHIELD SARS 


Provide clean, continuous air flow for personal protection. Low-profile, 
lightweight air shield/helmet has quick-release suspension and antifog poly- 
carbonate lens. Each system includes shield/helmet(s), ambient air pump, and 
50-ft. breathing hose. 1-person systems have a 34-HP pump and 1 shield. 
2-person systems have a 11%2-HP pump and 2 shields. Models with welding 
helmet have an autodarkening filter good for all welding processes including TIG 


and TIG pulsing. 


Economy—Offer protection in body repair, chipping, grinding, and spray paint- 
ing applications. Replaceable high-impact lens with antiscratch coating provides 
a wide field of distortion-free vision. Feature flip-up visor, headband ratchet 
assembly, cotton neck shroud, and chin guard. Welding helmets are made of 
thermoplastic resin with a shade 10 polycarbonate plate. 


= Meet ANSI Z87.1-2003 


Deluxe—Provide head, eye, face, and respiratory protection against hazardous 
airborne contaminants and flying debris in demanding industrial manufacturing 
environments. Feature fire-retardant, coated fabric neck cape. Welding helmets 
are made of glass-filled nylon with a variable-shade autodarkening lens, shade 


9-13. 


= Meet ANSI Z89.1 Type 1 Class G for head protection, 


Z87.1+ for faceshield/eye protection 


ABRASIVE BLAST HELMET SAR 
= Facepiece meets ANSI 287.1 


Nova 2000™ helmet features large wraparound lens for optimal vision and 
sound-deadening foam padding. System provides a portable air source with 
even air flow for 1 user and includes helmet, *4-HP pump, and 50-ft. air hose. 


Mfr. Item 
Description Model No. 
Economy SARs 
Air Shields 
1-Person 9245-01 6UNP5 
2-Person 9245-02 6UNP6 
Welding Helmets 
1-Person 9246-01 11V241 
2-Person 9246-02 11V242 
Deluxe SARs 
Air Shields 
1-Person 9247-01 23UA35 
2-Person 9247-02 23UA36 
Welding Helmets 
1-Person 9248-01 23UA37 
2-Person 9248-02 23UA38 
Abrasive Blast Helmet SAR 
1-Person 9285-01 9LHY7 
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SAFETY 
SCBAs & EBAs 








No. 4AFU6 


The Safety Company 


AirHawk Il SCBA 


= NIOSH approved 


SCBAs include medium-size Advantage® 4000 series silicone full-facepiece with 
4-pt. head harness, molded polycarbonate lens, cylinder, end-of-service time 
indicator, pressure regulator, carrier, harness, and belt. Backplate contours are 
designed for lumbar support and spine relief. 


Cylinder Mfr. Item 
Material Duration PSI Model No. 
AirHawk® II SCBA 
Aluminum 30 min. 2216 10095804 4AFU6 
Carbon Fiber 30 min. 2216 10095806 4AFU7 
Replacement Cylinders 
Carbon Fiber 30 min. 2216 807586-SP 2YRE5 
Aluminum 30 min. 2216 809872-SP 2YRE6 
Carbon Fiber 30 min. 4500 10127944-SP 2YRE7 
Carbon Fiber 45 min. 4500 807570-SP 8DGX8 
Carbon Fiber 60 min. 4500 10127946-SP 2YRE8 





No. 14H450 


Honeywell 


Cougar’ and 
PUMA" SCBAs 


= NIOSH approved 

Feature a first-stage regulator with minimal moving parts and a low-profile 
second-stage regulator with first-breath-on activation. Mighty-Light® backpack 
provides a stable, secure fit and enables quick cylinder changes. 





No. 14H451 


Cougar™ SCBAs—Designed for industrial users who need protection against 
environments that are immediately dangerous to life or health (IDLH). Include 
silicone rubber TwentyTwenty® Plus medium facepiece with 5-strap harness 
and skirt and easily removable exhalation valve, plus cylinder and bell low-air 
alarm. 


PUMA™ SCBA—Designed for users who wear glasses or are hard to fit with 

a conventional facepiece. The apparatus comes with a one-size-fits-all hood 
made of Challenge® NXT material with medium nosecup, flexible neck seal, and 
sealed FEP lens; cylinder; and plain whistle low-air alarm. 


Cylinder Mfr. Item 
Material Duration PSI Model No. 
Cougar™ 
Aluminum 30 min. 2216 888888 14H450 
Carbon Fiber 60 min. 4500 559550 14H449 
PUMA™ 
Aluminum 30 min. 2216 111177 14H451 
Replacement Cylinders 
Aluminum 30 min. 2216 915140 16N402 
Carbon Fiber 60 min. 4500 917160 16N403 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





No. 1AAK9 


Honeywell 
wor 


Mouthbit Emergency Escape Respirators 


Designed for emergency escape from non-IDLH contaminated atmospheres. The 
optional Carrying Bag No. 1AAL1 has belt loops so you can keep your respirator 
close at hand for quick access. 





Mfr. Item 
Description Used For Model No. 

; Aci 7902 4GM24 
escape Mesplalals aaa rand TAKS 
Carrying Bag 79BAG 1AAL1 

Honeywell No. 1LYP1 


CBRN Emergency Escape Hood 


Clear polyurethane lens and hood with neck seal, dual cartridges, and thermo- 
plastic elastomeric mask. NIOSH approved CAP 2 for minimum of 30 minutes of 
protection for escape from non-IDLH atmospheres. Universal size. 


Mfr. Item 

Description Model No. 
CBRN Emergency Escape Respirator Hood ER2000CBRN 1LYP1 
Carrying Bag ERBAG 1LYP2 
Training Kit Includes (2) Cartridge Labels and Instructions ERTRAIN 1LYN9 





The Safety Company 


Emergency Breathing Apparatus 


= NIOSH approved 


TransAire® units include a filled aluminum cylinder, yellow nylon carrier, 30" 
black rubber hood tube, and universal-size clear polyurethane tube assembly. 


Escape Flow Mfr. Item 
Duration (min.) Rate PSI Model No. 
5 min. 40Lpm 2216 10008292 1DKR8 
10 min. 40Lpm 3000 10008293 1DKR9 
1773 





SAFETY Scan. Order. Done. 
PPE Storage Details on page A1. 





: . ALLEGRO 
Respiratory Equipment Storage v 
SCBA Wall Cabinets—Corrosion- EBA Storage Cabinet—Lightweight 
resistant ABS construction cabinets wall case is designed to hold up to two 
protect respirators from harsh elements. 5- or 10-min. EBAs and protect equip- 
Include viewing window, adjustable ment from dust, moisture, and plant 
shelf, and an SCBA cylinder bracket. environments. Corner mountable. 





No. 2GWL5 does not include mounting 
hardware. No. 5LGH9 includes 2 univer- 
sal mounting brackets. 


PAPR Storage Gase—Keeps PAPRs 
contaminant-free; can be stored 
without disassembling breathing tube. 
SCBA Brackets—WMount to wall and 2 windows allow quick identification of 
allow easy access to SCBA. contents. Pass-through allows PAPR to 
charge while stored. 


No. 2GWL5 No. 5LGH9 





No. 3NPZ3 

Dim. Mfr. Item 

Description (H x Wx D) Color Model No. 
SCBA Wall Cabinet, Holds 1 SCBA 32 V2" x 20" x13" Yellow/Black 4100 2GWL5 
SCBA Wall Cabinet, Holds 2 SCBAs 32" x 34" x 14" Hi-Vis Green 4350 5LGH9 
SCBA Bracket Fits 30-min. HP 2i° x12 x12 Yellow 4111-05 3NPZ3 

SCBA Bracket Fits 30-min. ' ‘ : 

LP and 45-min HP Zi x12 x12 Yellow 4111-06 3NPZ4 
SCBA Bracket Fits 60-min. HP 27° X12. X12" Yellow 4111-07 3NPZ5 
EBA Storage Cabinet 21" x 14" x 10" Hi-Vis Green 4550 5LGJO 
men oeese ao eee PAPR Storage Case 32 V2" x 20" x 13" Yellow/Black 4100-P 1ECB7 







No. 
415H98 





Honeywell 


AG4000 Air 
Cylinder Carts 


Easy-to-maneuver carts have a 
lightweight aluminum frame and 
can transport 2 high-pressure 

or 2 low-pressure air cylinders. 
Help provide a continuous supply 
of breathing air for up to 4 users. 
Models feature dual hose hangers 





and Storage Rack 


Air Cylinder Carts—Feature low-pressure alarm, adjust- 
able pressure regulator, cylinder whips with check valves, 
rear hose rack, and 4 cylinder straps. Constructed of 

black powder-coated steel with fold-down handle for 
storage and 8" semipneumatic tires. No. 4EDZ4 includes 
CGA-346/347 universal cylinder connections with hand-tight 
knobs. No. 4EDZ5 includes CGA-346 wrench-tight cylinder 
connections. 





Air Cylinder Storage Rack—Powder-coated steel wire rack 


for organized airline storage, No. 4EDZ5 holds any size cylinder up to 7%" dia. 
a low pressure alarm, whistle - Mtr. Item 
alarm, and a telescopic handle. — Description Model No. 
Air Cylinder Carts 
Mfr. Item Holds (2) 60-min. High-Pressure, 4500 psi Cylinders MP-4H 4EDZ4 
Description Overall Dim. Model No. Holds (2) 30-min. Low-Pressure, 2400 psi Cylinders MP-2L 4EDZ5 
Air Cart with Hansen Fittings 21° Lx 17%" 400010H 415H98 Air Cylinder Storage Rack 
Air Cart with Schrader Fittings W x 36" D 400010S 415H99 Holds 4 Cylinders TR-4 4EDZ8 





* 
lcontdor| * WisTWwARD 
PPE Gear and Duffle Bags 


Lightweight bags store and transport respiratory and fall-protection equipment and other gear. 
Polyester fabric resists shrinking, stretching, and mildew. 


No. 25F571 
No. 25F568 





Item 
Description Dim./Cap. Color Brand No. 
Respirator Storage Bags with Hook-in-Loop Closure 
Waist Pack 6'H x 7%4'W x 3%'D Black Condor 25F568 
Gear Bag with Belt Loop 6%4'H x 9'W x 3%'D Black Condor 25F570 
Gear Bag with Belt Loop 8%4"H x 10"W x 4%'D Black Condor 25F569 
No. 25F579 Gear Bag with Belt Loop 10°H x 9¥%'W x 4%'D Black Condor 25F571 
Gear Bags with Drawstring Closure 
Unlined with Web Handle 950 cu. in. Black Westward 25F979 
Fleece-Lined with Spring Loaded Clasp 650 cu. in. Red Condor 25F567 
Gear Bags with Zipper Closure 
Se aeE Canna 1440 cu. in. Black/Red/Silver Westward 25F577 
a Duffle Bags with Zipper Closure 
No. 25F577 Removable Shoulder Strap 2600 cu. in. Black Westward 25F973 
°: No. 25F575 Removable Shoulder Strap 6300 cu. in. Red Westward 25F575 
1774. GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ALLEGRO Honeywell 


IN DU S TRIES 


W NORTI The Safety Company 


Qualitative Fit Test Kits for Half- 
and Full-Facepiece Respirators 


3M"™"—Use with any particulate or gas/vapor respirator with particulate filters. Kits include: hood 
and collar assembly, 2 nebulizers with replacement inserts, sensitivity solution, and fit test solution. 
Saccharin Kit No. 1CD47 adds an order form for additional training materials and carrying case. 


Note: Must use particulate filters on gas/vapor respirators during fit tests. 


Allegro®—kKit Nos. 3PPN5 and 3PRG2 include: polycoated hood, 2 nebulizers, sensitivity and fit test 
solutions, and instructions. Kit No. 8ZAA8 includes: 6 irritant smoke tubes, aspirator bulb, smoke tube 
Opener, and carrying pouch. Kit No. 3PRF9 includes: smoke fit tube pump, 6 smoke tubes, and instruc- 
tions. Kit No. 3PRF6 includes: fit test tent, jars, testing solution, paper towels, disposable bags, and 


storage case. 


Honeywell North—kit No. 4GM20 requires use of P100 filter. Includes: 6 smoke tubes, smoke tube 


SAFETY 
Respiratory Fit Tests & Equipment Cleaning 





bulb, tube breaker, 20 refresher wipe pads, and a training video. Kit No. 51388 requires respirators 


equipped with organic vapor cartridge. Kit includes: 2 vials and a test enclosure. 
MSA®—Kits include: test hood, 2 nebulizers with replacement inserts, sensitivity solution, fit test solu- 


tion, and a training video. 


No. 4JG31 








Mfr. Item Mfr. Item 
Description Model No. Description Model No. 
Fit Test Kits Replacement Components and Accessories 
3M™ ™ 
Bitrex FT-30 4JG31 Bitrex, 55mL FT-32 1UKH7 
Saccharin FT-10 1CD80 Bitrex (Sensitivity), 55mL FT-31 1UKH6 
Saccharin with Carrying Case FT-20 1CD47 Saccharin, 55mL FT-12 1UKH5 
Allegro® Saccharin (Sensitivity), 55mL Fred 1UKH4 
Bitrex 2041 3PRG2 Allegro® 
Saccharin 2040 3PPN5 Saccharin (Test), 2.5mL, Pkg. of6 2040-12K 3PPN6 
Irritant Smoke, Standard 2050 8ZAA8 Saccharin (Sensitivity), ; 
Irritant Smoke, Deluxe 2055 3PRF9 2.0mL, Pkg. of 6 a “aeene 
Isoamyl Acetate 0202 3PRF6 Bitrex (Test), 2.5mL, Pkg. of 6 2041-12K 3PRG3 
Honeywell Bitrex (Sensitivity), 2.5mL, Pkg. of 6 2041-11K 3PRG4 
Irritant Smoke, Deluxe 770040 4GM20 Fit Check Ampules, Pkg. of 10 0201 3PPR1 
Isoamyl Acetate 193140 51388 Honeywell 
MSA® Irritant Smoke, Pkg. of 10 770046 = 16M258 No. 3PPN5 
Saccharin 697287 4LR26 MSA® 
Bitrex 697444 10X309 Adapter for Advantage® Series 10056424 5KB72 
RESPIRATOR 
STORAGE 
BAG 
No. 
22PN88 
~~ Naig No. 9ACT3 
* GRAINGER 
APPROVED No. 30E982 


Respirator Storage Bags * om Honeywell ALLEGRO 
Protect respirators from contaminants. Reusable. NORTH} 4 





nesesiiion tem | Respirator Cleaning Accessories 


a Respirator Cleaning Wipes—individually wrapped towelettes are a quick and 
easy way to clean facepiece respirators. 


PVC Storage Bag, 16" x 14" 


a Respirator Cleaning Kits—kKit No. 3NPY5 contains ninety 12-0z. packets of 
water soluble cleaner, air bulb, bucket, brush, and 100 sterile storage bags and 
seals. Kit No. G6UNR1 has the same features as No. 3NPY5 with the addition of a 
concentrated, EPA-registered 1-gal. liquid disinfectant soap. 


* 
comfor| 





Mfr. Item Pkg. 
Description Brand Model No. Qty. 
Respirator Cleaning Wipes 
H 5" x 8" Wipe Condor — 22PN88 100 
Paint Spray Sock 5" xX 8" Wipe, Alcohol-Free Condor — 22PN89 100 
: . 5" x 7" Wipe Honeywell 7003 4T555 100 
Stretch knit material covers head 8" x 10" Wipe, Aicohol-Free 3M 504 1CD51 100 
to protect from overspray. Respirator Cleaning Kits and Components 
Water Soluble Cleaner Packet Kit Allegro 4001 3NPY5 1 
. ie oe Liquid Cleaner Concentrate Kit Allegro 4002 6UNR1 1 
ize 0. ty. Replacement Water Soluble Cleaner 
Universal 46W162 ‘12 Packets, ¥ 0z. for No. 3NPY5 Allegro aus MAGES 90 
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SAFETY 
Multi-Gas Detectors 


Scan. Order. Done. 
Details on page A1. 


Gas Abbreviations 
e Ammonia: NH3 
e Carbon dioxide: CO. 
e Carbon monoxide: CO 
e Chlorine: Cl, 


iNet® Gas Detection Service 


iNet helps you manage You'll get: 

your portable gas detection e Expert help when 
program while having you need it 

access to the tools and 

reports that show how your ° A safer workplace 
equipment is being used e Cost savings 
and what it’s detecting. 


e Iridium: IR 

e Isobutylene: C,H 2 

e Methane: CH, 

e Nitrogen oxide: NO, 
e Oxygen: 0, 

e Pentane: C;H;. 

e Phosphine: PH, 

e Sulfur dioxide: SO» 


To find out more about 
how the iNet Gas 
Detection Service works 
and how to get started, 
go to grainger.com/ 
iNetService 


e Chlorine dioxide: ClO, 
e Combustible: LEL 

e Hydrogen: H, 

e Hydrogen cyanide: HCN 
e Hydrogen sulfide: HoS 





INDUSTRIAL 
SCIENTIFIC _ 
Highly adaptable devices not only monitor multiple 
gases at once, but also feature streamlined messaging 
Capabilities to help users respond effectively to hazards. 
The rugged polycarbonate housing with protective 
rubber overmold has reinforced high-contact areas to 
help prevent wear from friction, plus a raised plastic 

rail to help protect sensors when the instrument is 


Ventis Pro Series Multi-Gas Detectors 


= 95dB audible, visual, and vibrating alarms 

= "Man down" alarm and dedicated panic button 

= IP68 rated protection against dust and water damage 
= iNet® and DSX™ Docking Station compatible 


Housing Battery Mfr. Item 
Description Color Life Model No. 
Ventis™ Pro5 with LENS™ Wireless 


Ventis™ Pro5 
with Integral 








Sampling LEL,CO,H»S,SO,,0. Orange 12hr. VP5-KJ431101111 53DHO08 face-down. 
Pump Ventis™ Pro5 with LENS™ Wireless and Integral Sampling Pump a . . 
LEL,CO,H-S,S0,,0. Orange 18hr. VP5-KJ532111111 53aDHo7 _ Flexible interface with customizable text can keep 
LEL,CO,H»S,NH;,0. Black 18hr.  VP5-KJ632110111 53DHO9 onscreen messaging as simple as "EVACUATE" or 
LEL, CO./IR CO,H»S,0, Black 32hr VP5-U1232110111 53DH10 "VENTILATE," to help reduce nuisance alarms and 
LEL, COZ/IR, CO, NH, 0, Orange 32hr_VP5-Ul632111111_ S3DHT1 false evacuations. The backlit liquid crystal display can 
Ventis™ Pro4 with LENS™ Wireless . . 
LEL, CO, H,S, 0» Orange 12hr VP4-K1231101111 53DH12 also show full-screen alarms that let users identify the 
LEL, S05, H2S, 05 Orange 12hr. VP4-K5231101111 53DH14 source and type of hazard in emergencies. 
LEL, CO, NO», 0, Orange 12hr. VP4-K1431101111 53DH15 T™ \Ar : 
[EL CO. HCN, 0; Orange 12 hr VP4-K1B3110111153DH16 LENS Wireless technology lets team members receive 
Ventis™ Pro4 with LENS™ Wireless and Integral Sampling Pump readings and alarms from peers’ monitors for quick 
LEL, CO, H.S, 0» Black 18hr. VP4-K1232110111 53DH13 man-down, panic, or gas hazard response. 
LEL, CO, HCN, 0, Orange 18hr. VP4-K1B32111111 53DH17 Rain ill 
SeneOl Mir. item Assign’ tagging lets you track user exposure and site 
: Description Range Model No. measurement data, even when different Ventis Pro 
ep acement Sensors ; ; 
Hes 00 500 gpm (7155802 agiz94 Series gas monitors are used from day to day. 
2 to 30% 7199304- 4 The monitors can be used for personal protection, or 
LEL (Pentane) 0 to 100% 17155304-K 49JZ95 Bere peteeten; 
LEL (Methane) 0 to 100% 17155304-L 49JZ97 order with pump for confined-space applications. Sensor 
Hn 0 to 9% 17199304-M 49JZ96 options include flexible slot positions to adapt to a range 
CO. 0 to 2000 ppm 17155306-14gyzar OP HONS Inc P F 9 
HS Series Six 0 to 500 ppm 17155306-249Jz93_~-«Of applications. 
Np 010 150 ppm 17199306-4 49292 Note: Ventis™ Pro series use the same DSX™ Docking Stations and 
S0> 0 to 150 ppm 17155306-5 49JZ89 , a 
Ventis™ Pro4 HCN 0 to 30 ppm 17155306-B 49JZ89 accessories as the Ventis MX4 Multi-Gas Detectors; find them on 
CO/H, Low 0 to 1000 ppm 17155306-G 49JZ90 page 1777. 

7 ™ ro a ™ 7 INDUSTRIAL 
Radius™ BZ1 Area Monitors with LENS" Wireless SCIENTIFIC 
= 108dB audible and gas/non-gas visual alarms pescrinilon ren) ha 
= Multiple sensor options, including PID, to detect up to 7 gases =‘“Radius™BZ1 Area Monitors with LENS™ Wireless 

iNet® ™ LEL, 05 BZ1-K003000111 52HN96 
7 iNet! and DSX Docking Station compatible | CEL HS- 0, B-KODS000TT1 BOHN? 
Worksite gas hazard monitors are engineered for long-lasting, LEL, CO, H2S, 05 BZ1-K123000111 52HN76 


LEL, CO, H25, 0, PID BZ1-K1230R0111_ _52HN88 
LEL, CO, H25, 02, SO» BZ1-K123500111 52HN84 
LEL, CO, H2S, 05, SO, PID BZ1-K1235R0111 S2HN80 


Radius™ BZ1 Area Monitors with LENS™ Wireless and Integral Sampling Pump 


easy-to-operate detection and protection. The modular design 
allows for smaller instrument inventories and enhanced uptime in 
the field. Text-based configuration and navigation simplifies setup 


d LEL, 0, BZ1-K003001111 52HN98 
and use. LEL, HS, 0. BZ1-K023001111 52HN94 

: ; : ee LEL, CO, HS, 0 BZ1-K123001111 52HN78 
Radius BZ1 Area Monitors—Preconfigured LENS™ Wireless [EL CO-H.S. 0, PID B7T-Ki03601171 BHNGG 


LEL, CO, H»S, Oo, SO. 
LEL, CO, HS, Oo, SO, PID 
SafeCore™ Modules 


BZ1-K1230R1111__52HN90 


networking connects devices at turn-on, for instant gas readings 
BZ1-Ki235R1111 52HN82 


that can help your team react quickly to emergencies. 





= Include SafeCore™ Module with DualSense® Technology LEL, CO, H,S, 0» SC-K123000111  52HPO1 
om ; LEL, CO, H,S, 02, S0,, PID SC-K1235R0111 _52HP05 
SafeCore™ Modules and Radius BZ1 Base—Proprietary, LEL, CO, HS, 0. SC-K123001111  52HP03 
No. 52HN76 interchangeable SafeCore Modules house critical tech including Radic BU deep SHELA AG BE te 
sensors, software, wireless, and pumps (on select models). Smart Without SERGE Module (Sold Separately) _18109431-11  52HP54 

iti _ DSX™ Docking Stations 
sensors are positioned face-down in the modules to help reduce false alarms from weather FOL iro CaS THRE POTS TATOOSOSTGT SOP? 
conditions. Standalone with 6 Gas Inlet Ports 18109396-061  52HP51 
or ; ; : ea : ; | Cloud-Connected with 3 Gas Inlet Ports 18109396-131 52HP49 
Modules fit into the durable, weather-resistant Radius Base, which has built-in audio and visual ~Siandalone with 3 Gas Inlet Ports 18109396-031 5 2HP48 


alarms designed to capture attention even in high-noise environments. Swap out modules to Sensor Mir. Item 


switch sensor setups or change from a nonpumped module to a pumped one for confined- Raplacessnt Soreors Range Model No. 
space sampling. The large display shows customizable alarm messages such as "EVACUATE" _CO 0 to 1500 ppm __17156650-1 o2HP24 
ie | HS ‘Oto 500 pom ——17156680:2 BoP 28 

‘ to mM . 

DualSense® Technology employs 2 sensors to detect the same gas, to help increase worker 0, 0 to 30 Ti 17156650-3 52HP26 
safety NO> 0 to 150 ppm 17156650-4 52HP27 
; SO, 0 to 150 ppm 17156650-5 52HP28 
DSX™ Docking Stations—Designed to dock a SafeCore Module for data downloads, bump ia TORS 1 eRee Sous 
tests, calibration, and settings changes. H> Oto 2000 ppm _—‘17156650-C 52HP32 
Cs/Hip 0 to 100 ppm 17156650-K 52HP36 


1776 GRAINGER. 
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SAFETY 
Multi-Gas Detectors 


Find Gas Abbreviation information on page 1776. 
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V-Cal™ Calibration 
Station 
No. 6UAV4 





No. 6XFLO 


INDUSTRIAL 
SCIENTIFIC 


Ventis™’ MX4 Multi-Gas Detectors 


= 95dB audible, bright LED and vibrating alarms 
= DSX™ Docking Station and iNet® compatible 
= Backlit LCD 


True portability with multi-gas detection in single-gas size. Configured for 
non-pump applications or with an integral pump for sample draw applications. 
Available with a tough, safety orange overmold for visibility of the instrument in 
dark environments. Detectors with diffusion include calibration cup. Detectors 
with pump include calibration tubing and sample tubing. All detectors include 
desktop charger and rechargeable batteries. 


Detector 
No. 1TAL1 





Confined 
Space Kit 
No. 1TAW3 


INDUSTRIAL 
SCIENTIFIC 


iBrid’™’ MX6 Multi-Gas Detectors 


and Confined-Space Kits 


= 95dB audible alarm 
= DSX™ Docking Station and iNet® compatible 


Readings are shown on a high-visibility full-graphic LCD. Feature 5-way naviga- 
tion button and concussionproof overmold housing. Each includes calibration 


DSX™ Docking Stations—Maintenance stations provide easy gas detector 
bump tests and calibration, with automated record-keeping to help preserve 
compliance data. 


Cloud-Connected No. 44ZC35 offers automatic schedule tracking with email 
alerts and notifications about worker exposure and instrument use and service 
needs. 


Standalone No. 442037 automatically detects calibration gas type and expira- 


tion date when a cylinder is connected. It can automatically print bump and 
calibration certificates to a USB direct-connect printer (sold separately). 


V-Cal™ Calibration Stations—Allow for quick and easy calibration or function 


(bump) testing of the monitor. Stand-alone operation; PC not required. 


cup with tubing, belt clip, carrying case, and desktop charger. 


Confined-Space Kits—Contain detector, sampling pump with 10 ft. of tubing, 
Li-ion 24-hr. battery, single unit charger, spare alkaline battery pack, calibration 


cup with tubing, calibration gas and regulator, and carrying case. 


Description soncl ne DSX™ Docking Stations—Gas detector maintenance stations provide easy 
Detectors with Diffusion bump tests and calibration, with automated record-keeping to help preserve 
LEL, 0», CO, H.S, Lithium-lon/12hr., Black VTS-K1231100101  6XFK9 
LEL, 0», CO, H.S, Lithium-lon/12 hr., Orange VTS-K1231101101  6XFLO compliance data. 
LEL, Oz, CO, HS, Lithium-lon/20 hr., Black VTS-K1232100101 _ 6UAU6 Cloud-Connected No. 44ZC38 can automatically track bump test and calibration 
LEL, 0», CO, H.S, Lithium-lon/20 hr., Orange VTS-K1232101101  6UAU7 Aedill deecan ieieesanve aGHRGaE y bp P k d 
LEL, 0> SO», HS, Lithium-lon/20 hr., Black VTS-K5232100101  6UAU8 scnedules, and send email alerts and notirications about worker exposure an 
LEL, 02 SO>, H»S, Lithium-lon/20 hr., Orange VTS-K5232101101  6UAU9 instrument use and service needs. 
Detectors with Pump 
LEL, SO>, HS, Oz, Lithium-lon/20 hr., Black VTS-K5232110101  6UAVO Standalone No. 44ZC42 automatically detects calibration gas type and expira- 
LEL, S02, HS, O», Lithium-lon/20 hr., Orange VTS-K5232111101 __ 6UAV1 tion date when a cylinder is connected. It can automatically print bump and 
LEL, 0», CO, HS, Lithium-lon/20 hr., Black VTS-K1232110101  6UAU4 librati tif toa USB direct arin 4 P tel P 
LEL, 0», CO, H,S, Lithium-lon/20 hr., Orange VTS-K1232111101 _ 6UAUS oa ra eeieateaaad irect-connect printer (sold separately). 
Replacement Sensors Mfr item 
0, 17134461 5JNL5 oe 
HS 17134479 5JNLG 4 —— Description Model No. 
CO 17134487 5JNL7 etectors with Diffusion 
LEL, CH 17134495 SNL CEL: 06 CO: Alaline/10-1/2 hr. MIX6-K10303011TAL3 
we lee ou [EL O>, HS, Alkaline/10-1/2 hr MX6-K0230301 TTAL2 
se MESES aes [EL O> Alkaline/10-1/2 hr. MX6-K0030301 TTAL4 
DSX Docking Stations Detect a with Pump F - 
i Cloud-Connected with 3 Gas Inlet Ports 18109327-131 442035 rer 
Standalone with 3 Gas Inlet Ports 18109327-031 44ZC37 SEE 8 Bg eee ae OS aot tate 
V-Cal™ Calibration Stations for Detectors with Diffusion ace 
Sup Lael LE ee TEL Oy CO eS PID, Litun-lon 36h MXGKIT-K123R211 _1TAW3 
V-Cal™ Calibration Stations for Detectors with Pump ped YO 2 TN 
Replacement Sensors 
Single Unit 18108631-10 6UAVS 1 17794075-K TT AND 
Accessories 
Replacement Battery Kit, AA Alkaline/8 hr., Black VTSB-301 6UAVO te jaSqeees a 
Replacement Battery Kit, AA Alkaline/8 hr., Orange VTSB-311 6UAWO CO 17194975-1 1TAL8 
Replacement Battery Pack, Li-lon/12 hr., Black VTSB-101 6UAW1 CH, IR 17494975-N 1 TAN 
Replacement Battery Pack, Li-lon/12 hr., Orange VTSB-111 6UAW2 CO. iz 17124975-0 {TANS 
Replacement Battery Pack, Extended Range Li-lon/12 : at 
hr. With Pump / 20 hr. Without Pump, Black — VTSB-201 6UAWS eX ducking sanais 17124975-R ITANS 
fr Awith Pump 720 hr Without Pump, Orange VTSB-211 6UAW4 i Cloud-Connected with 3 Gas Inlet Ports 18109329-131 442038 
Single Unit Battery Charger 18108191 6UAW5 Standalone with 3 Gas Inlet Ports 18109329-031 447042 
Single Unit Charger w/Datalink Cable 18108209 6UAWE Accessories 
Single Unit Automotive Vehicle Battery Charger, 12VDC 18108651 6UAW7 Motorized Sample Draw Pump 18106765 ITAT3 
Single Unit Truck Mount w/12VDC 18108652 6UAWE Charger w/Datalink Cable 18107094 1TANS 
Adapter Vehicle Battery Charger Vehicle Battery Charger, 12VDC 18107011 1TAT1 
Single Unit Truck Mount, Hard Wired 18108653 6UAWS 5-Unit Battery Charger, 120VAC 18107136 1TAT2 
Vehicle Battery Charger, 12VDC Replacement Battery Kit, AA Alkaline, 10% hr. 17131046-3 TTANG 
6-Unit Battery Charger 18108650-0 6UAX0 Replacement Battery Pack, Li-ion, 36 hr. 17131038-2 1TAN8 
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Tango™ TX1 Single Gas Detectors 


= 100dB audible, visual, and vibrating alarms 
= |P66/67 ingress protection 
= DSX™ Docking Station and iNet® compatible 


Detectors can be ordered as a carbon monoxide, hydro- 

gen sulfide, sulfur dioxide, or nitrogen dioxide instrument. 
DualSense™ technology includes 2 of the same sensor for the 
detection of a single gas through a proprietary algorithm and 
displayed as a single reading to the user. Feature segment 
liquid crystal display and 2 button keypad. Top of case is 
designed with polycarbonate with a rubber overmold and 

the bottom is conductive polycarbonate. Replaceable lithium 
nonrechargeable battery provides 3-yr. run time. 


Mfr. Item 
Description Model No. 
Tango™ TX1 Gas Detectors 
CO TX1-1 460108 
H>S TX1-2 460109 
NO, TX1-4 460110 
S0, TX1-5 460111 


GasBadge® Pro Single-Gas Detectors 


= 95dB audible, visual, and vibrating alarms 
= |P66/67 rating for water and dust ingress 
= DSX™ Docking Station and iNet® compatible 


Feature continuous event logging record of past 15 alarm 
events. Reusable unit with interchangeable sensors. Minimum 
1-yr. data logging capacity. Lithium battery lasts 2600 hr. 


GasBadge® Datalink—Connects via a graphic software 
package and USB PC connection. Allows download and 
viewing of alarm events. 


Mfr. Item 
Description Model No. 
Gas Detectors 
CO 18100060-1 6NE64 
H»S 18100060-2 6NE63 
0, 18100060-3 6NE65 
Datalink 
Single Unit 18106260 2PY62 


Calibration Check Gas Cylinders 


For calibration and maintenance of Industrial Scientific gas monitors. Certified component concentrations. 
Cylinders require regulator (sold separately). Kits include cylinders, regulator, and carrying case. Flow 
Regulator No. 2NXL2 attaches to cylinder to provide proper flow rate and indicates when it is empty. 


Gas Mixture 
Calibration Gas Cylinders 
100 ppm CO, 18% O02, 25% LEL Pentane 
100 ppm CO, 25% LEL Pentane, 25 ppm H2S, 18% 02 
100 ppm CO, 2.5% Methane, 25 ppm H2S, 18% 02 
25 ppm NH; 
100 ppm CO, 25% LEL Pentane, 25 ppm H2S, 18% 02 
2.5% CH4 
18% 02, 25% LEL Pentane 
20.9% Zero Grade O» 
50 ppm CO 
100 ppm CO, 18% 02, 25% LEL Pentane 
100 ppm CO, 25% LEL Pentane, 25 ppm H2S, 18% 02 
Gas Cylinder Mfr. Item 
Type Size Model No. 
Calibration Gas Kits 


O,, CO, H25, CH, 58L_ 18102275 SHP85 





Os, HoS, C5Hy2 58L_ —_-18102188 SHP59 
0», CO, H25, C5H12 58L_ 18102189 SHP60 
05, CO, CH. 103L_ 18102269 _SHP82 
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INDUSTRIAL __ 
SCIENTIFIC 


DSX™ Docking Stations—Maintenance stations provide 
easy bump tests and calibration, with automated record- 
keeping to help preserve compliance data. 


Cloud-Connected No. 44ZC48 offers automatic schedule track- 
ing with email alerts and notifications about worker exposure 
and instrument use and service needs. 


Standalone No. 44ZC43 automatically detects calibration gas 
type and expiration date when a cylinder is connected. It can 
automatically print bump and calibration certificates to a USB 
direct-connect printer (sold separately). 


Mfr. Item 
Description Model No. 
DSX Docking Stations 
i Cloud-Connected with 3 Gas Inlet Ports 18109330-131 44ZC48 
Standalone with 3 Gas Inlet Ports 18109330-031 442043 
Replacement Battery 


Lithium Nonrechargable Battery 17154367 460112 


INDUSTRIAL 
SCIENTIFIC 


DSX™ Docking Stations—Maintenance stations provide 
easy bump tests and calibration, with automated record- 
keeping to help preserve compliance data. Cloud-Connected 
No. 44ZC46 offers automatic schedule tracking with email 
alerts and notifications about worker exposure and instrument 
use and service needs. 


Standalone No. 44ZC32 automatically detects calibration gas 
type and expiration date when a cylinder is connected. It can 
automatically print bump and calibration certificates to a USB 
direct-connect printer (sold separately). 


Mfr. Item 
Description Model No. 
DSX Docking Stations 
i Cloud-Connected with 3 Gas Inlet Ports 
Standalone with 3 Gas Inlet Ports 
Replacement Sensors 


18109331-131 442046 
18109331-031 44Z€32 


CO 17124983-1 1TAY6 
H2S 17124983-2 1TAY7 
O, 17124983-3 1TAY8 


INDUSTRIAL 
SCIENTIFIC 


Cylinder Mfr. Item 
Cap. Model No. 
34L 18109190 36J508 
34L 18109191 36J509 
58L 18109156 36/475 
58L 18102151 5HP31 
58L 18109155 36/474 
103L 18101378 5HP20 
103L 18109173 36J503 
103L 18101584 5HP25 
103L 18102230 5HP70 
103L 18109165 36J502 
116L 18109157 36/476 
Mfr. Item 
Description Model No. 
Gas Cylinder Regulators 
Regulator for 34L 18100933  1VK90 


18103564 —_—-1VL26 
18102509 —_—-1VL24 


18105841  2NXL2 


Demand Flow Regulator for 34L 
Demand Flow Regulator for 58/103 L 
Demand Flow Regulator for 34/58/103L 
with iGas® Pressure Switch 
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SAFETY 
Multi-Gas & Single Gas Detectors 





Honeywell 


BW GasAlertMicroClip XL 
Multi-Gas Detectors 


Slim, compact units have concussionproof 
housing, easy-to use 1-button operation, and 
an easy-to-navigate interface. IntelliFlash™ 
feature provides continuous visual confirmation 
of detector operation and compliance. Include 
rechargeable lithium polymer battery, charging 
adapter, and calibration/test cap and hose. 


Black Housing 


Mfr. Item Mfr. 
Description Model No. Model 
Detectors 
LEL, Oo, Hs, CO MCXL-XWHM-B-NA — 35HY03 MCXL-XWHM-Y-NA 
LEL, Oo, Hos MCXL-XWHO-B-NA 35HY07 MCXL-XWHO-Y-NA 
LEL, Oo, CO MCXL-XWOM-B-NA 35HY05 MCXL-XWOM-Y-NA 
LEL, O5 MCXL-XWO0-B-NA  35HY17 MCXL-XWO00-Y-NA 
O», CO MCXL-XOOM-B-NA  35HY13 MCXL-XO0OM-Y-NA 
Mfr. 
Description Model 
Replacement Sensors 
LEL SR-W-MP75C 
02 SR-X2V 
Hoo SR-H-MC 
CO SR-M-MC 
Accessories 
Manual Aspirator Pump Kit with 1 ft. Probe MC-ASO1 
Vehicle Battery Charger, 12VDC GA-VPA1 
Datalink Kit with Fleet Manager II Software GA-USB1-IR 


BW GasAlertQuattro Honeywell 
Multi-Gas Detectors 


Easy-to-use 1-button operation with graphic LCD and 
easy-to-identify icons indicating operational data such 
as bump test and calibration status to ease onsite 
auditing. IntelliFlash™ feature provides continuous 
visual confirmation of detector operation and compli- 
ance. Rechargeable models include a rechargeable 
battery pack and wall charger. Alkaline models include 
a 3 AA alkaline battery pack. 


Confined Space Kit—Includes detector, manual 
aspirator kit, IR connectivity kit, calibration cap, regula- 





Yellow Housing 


Item 
No. 


35HY04 
3DHY08 
35HY06 
35HY18 
35HY14 
Item 
No. 


33N917 
9ZXG9 

QJEC7 

8VY13 


9LE19 
8PZM7 
9LNA2 





tor, sampling probe, calibration gas, and rechargeable No. 5ZYY3 
battery pack. site fea 
Description Model No. 
Detectors 
LEL, Oo, Hos, CO QT-XWHM-R-Y-NA 5ZYY3 
LEL, Oo, Hos, CO QT-XWHM-A-Y-NA 33N506 
Confined Space Kit 
LEL, Oo, Hos, CO QT-XWHM-R-Y-NA-CS 5ZYY2 
Replacement Sensors 
(LEL) Combustible Gases SR-W04-75C oZXG4 
02 SR-X2V 5ZXG5 
H2S SR-H04-SC 5ZXG6 
Accessories 
Manual Aspirator Pump QT-ASO1 5ZXG2 
Sampling Probe GA-PROB1-1 8WDY2 
Rechargable Battery Pack QT-BAT-RO1 oZXF9 


Honeywell 


BW GasAlertMicro 5 Series 
Multi-Gas Detectors 


All models include specified sensor(s), concus- 
sionproof housing, data logging, calibration/test 
adapter and hose, rechargeable lithium polymer 
batteries, and charging adapter. 


Mfr. Item 
Description Model No. 
Gas Detectors 
LEL, Oo, CO, Hos M5-XWOY-R-P-D-Y-N-00 33N505 
Replacement Sensors 
LEL SR-W04 3WRH1 
CO PS-RM04H 33N515 
CO, Hs D4-RHM04 3WRG9 
AGcessories | 
otorized Sample : 
Draw Pump Kit M5-PUMP 33N481 
Sample Draw Pump - 
with 1-ft. Probe piles sone 
Battery Charger M5-C01 33N499 
Vehicle Baltery GA-V-CHRG4 33N498 


Charger, 12VDC 
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Honeywell 


BW GasAlertMax XT Il 
Multi-Gas Detectors 


Detector—features 1-button operation and 
motorized pump for remote sampling. Include 
rechargeable lithium polymer battery, charging 
adapter, quick-connect calibration hose, quick- 
connect sampling hose with particulate filer, 
and 5 spare pump filters. 


Confined Space Kit—Includes GasAlertMax 
XT Il Detector, IR connectivity kit, regulator, 
sampling probe, and calibration gas. 





Mfr. Item 
Description Model No. 
Detectors 
LEL, 0», CO, H2S XT-XWHM-Y-NA 6DMY7 
Confined Space Kit 
O», LEL, H2S, CO XT-XWHM-Y-NA-CS 23M807 
Replacement Sensors 
LEL SR-W-MP7/5C 33N517 
02 SR-X2V 5ZXG5 
CO SR-M-MC 8VY13 
Hoo SR-H-MC QJEC7 
Accessories 
Carrying Case with Alligator Clip GA-BXT 8YPGO 
Vehicle Battery Charger, 12VDC GA-VPA1 8PZM7 
Datalink Kit with Fleet Manager II Software GA-USB1-IR 9LNA2 
BW Clip Honeywell 


Single-Gas Detectors 


Compact, lightweight design features 1-button 
operation and 2 yr. continuous use without calibra- 
tion, sensor replacement, or battery recharging/ 
replacement. Extend the working life of detectors 
with the Hibernation Case, sold separately. 





Default Item 
Alarm Setpoints Mfr. No. 
Description Low High Model 
Detectors 
Hoo 10 ppm = 15 ppm BWC2-H 36VM87 
Ho 5 ppm 10 ppm  BWC2-H510 41HG92 
Hoo 5 ppm 15 ppm BWC2-H515 41HG93 
0. 19.5% vol. 23.5% vol. BWC2-X 41GJ22 
CO 35 ppm 200 ppm BWC2-M  41HG96 
CO 50 ppm 200ppm BWC2-M50200 41HG97 
S05 9 ppm 10 ppm BWC2-S 41HG99 
S05 2 ppm 4 ppm BWC2-S24  41HHO1 No. 36VM87 
Accessories 
Hibernation Case CLIPHB-CASE 36VN33 
Hard Hat Clip GA-HC-1 3UCD1 
Honeywell 


BW GasAlert Extreme 
Single-Gas Detectors 


Feature an easy On/Off operation, multi- 
language display, and data logging. Include 
concussionproof housing and calibration/test 
Cap and hose. 





Mfr. Item 
Description Model No. 
Detectors 
Ho GAXT-H-DL 4KEE5 
CO GAXT-M-DL 4KEE6 
SQ, GAXT-S-DL 4KEE8 
Cl, GAXT-C-DL 4KEE9 
NO, GAXT-D-DL 4KEF2 
NH; GAXT-A-DL _4KEF3 
CLO. GAXT-V-DL 23M615 
Replacement Sensors 
9 PS-RHO4S 4UDY6 
CO SR-M04-SC 5ZXG7 
SQ, PS-RS04 — 4KEF4 
Cl, PS-RC10 — 4KEF5 
NO, PS-RD0O4  8EMM4 
NH; SR-A04 4KEF7 No. 4KEE5 
Accessories 
Sample Draw Pump with 1-ft. Probe GA-ASO2 33N513 
Carrying Case with Alligator Slip GA-BALERT 4KEF8 
Hard Hat Clip GA-HC-1  —3UCD1 





SAFETY 
Multi-Gas Single Gas Detectors 


The Safety Company 


Altair® Single- 
Gas Detectors 


= 95dB audible, visual, and 
vibrating alarms 


= IP67 rating for dust and water ingress 
2-yr. disposable unit features 1-button 
operation, bump test, and 25-alarm 
memory. Includes lithium battery. 


Mfr. 
Description Model 
Altair® Detectors 
0» 10092523 
No. 2YA39 CO 10092522 
HS 10092521 
The Safety Company 





No. 2TEY1 








No. 23YD97 
(Gas 
Detector Sold 


Item 
No. 


2YA41 
2YA39 
2YA40 


Calibration Check 


Gas Cylinders 
and Automated 
Test Stations 


Calibration Gas Cylinders—Aluminum 
500 psig cylinders contain sufficient gas 


for multiple MSA® instrument calibrations. 


Required regulator sold separately. 


Automated Test Stations—Galaxy® 
GX2 stands provide simple, efficient gas 
detector testing, calibration, and charging. 
Compatible with detector data manage- 





No. 20PG63 


Mfr. Item 
Description Model No. 
Altair® 2X 
CO 10153986 20PG65 
Altair® 2XP 
H»S-Pulse 10153984 20PG63 
Replacement Sensor 
CO 10152603 33RJ54 
H»S-Pulse 10121227 33RJ53 
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The Safety Company 


Altair® 2X and 
Altair® 2XP 
Single-Gas Detectors 


= 95dB audible, visual, and vibrating alarms 
= IP67 rating for dust and water ingress 


The superior performance and long service life of 
XCell® sensor technology in a rugged rubberized 
armor housing offer enhanced wearer safety, 
compliance, and traceability, as well as drasti- 
cally reduced total cost of ownership. 


Altair® 2X—Speedy sensor response and 
recovery reduce gas consumption for calibration 
and gas bump tests. 


Altair® 2XP—XCell® Pulse technology and 
simple flow check deliver a daily stand-alone 
bump test without specific calibration gas or 
accessories. 


The Safety Company 


Altair® 5X Multi- 


Gas Detectors 


= Audible (95+dB), visual, 
and vibrating alarms 

= MotionAlert™ 30-sec. 
"man down" sensor 


Rugged, datalogging portable 
detectors employ XCell® tech- 
nology for faster performance 
and more than 4 yr. typical 
sensor life. Large buttons allow 
easy operation with gloved 
hands. Each includes calibra- 
tion cap, tubing, and charger. 


Altair® 5X—Integral pump for 

i consistent flow. Nos. 44KE54 

4 and 44KE55 measure gases 
simultaneously and detect 
VOCs. Kits Nos. 6RRA1, 6GRRAO, 
6RPZ9, 6RPZ8, and 45KE55 
come with 10-ft. sampling line 
and 1-ft. probe. 


Separately) ment systems. 
Cylinder Mfr. Item 
Gas Mixture Cap. Model No. 

Calibration Gas Cylinders 

100 ppm C4Hs 34L 10048279 2TEY3 

15% QO», 60 ppm CO, 20 ppm HS, 1.45% CH, 34L 10048280 2TEY1 

15% O», 300 ppm CO, 10 ppm HS, 1.45% CH, 34L 711058 ~=— 2TEY2 

60 ppm CO, 20 ppm HeS, 15% Os, 1.45% CHa, 2.5% CO» 58L 10103262 5EMR2 
40 ppm HS 58L 467897 4MDO9 * 

15% O», 60 ppm CO, 20 ppm HS, 1.45% CH, 58L 10045035 6BU74 * 

15% O», 300 ppm CO, 10 ppm HS, 1.45% CH, 58L 804770 4LP28 * 

15% O», 60 ppm CO, 1.45% CH, 100L 478191 4LP25 * 
Calibration Kits 

Fixed-Flow Regulator 0.25 Lpm, Tubing, Adapter Fitting, and Fitted Case 10050984 6RRC6 

Demand-Flow Regulator, Tubing, Adapter Fitting, and Fitted Case 10050985 6RRC7 
Accessories 

Demand-Flow Regulator with Calibration Tubing and Adapter Fitting 710288  ALP38 

Fixed-Flow Regulator 0.25 Lpm 467895  6BU75 Tf 

Cylinder Devalving Tool 711228  6BU76 

Preaddressed Recycling Box 711227 ~=6BU77 
Automated Test Stations (Charging) For Use with Altair® 5X Galaxy® GX2 

4 Valve (For use with 1 to 4 Calibration Gas Cylinders) 10128625 23YD97 

1 Valve (For use with 1 Calibration Gas Cylinder) 10128626 23YD98 
Automated Test Stations (No-Charging) For Use with Altair® 5X Galaxy® GX2 

4 Valve (For use with 1 to 4 Calibration Gas Cylinders) 10128627 23YD99 

1 Valve (For use with 1 Calibration Gas Cylinder) 10128628 23YE01 
* Reactive gases. f Can be used with chlorine and ammonia. 

\ 
= gsm . | 
w yan The Safety Company 
- Ventilation 





Smoke Tube Kit 


Generates controlled smoke to help you 
see velocity, direction, and flow of slow- 
moving air currents. Includes aspirator 


bulb, 2 rubber plugs, and 6 smoke tubes. 


e Mfr. Item 
tee a Description Model No. 
Smoke Tube Kit 458481 4LP18 

No. 4LP18 Replacement Tubes, Pkg. of 12 458480 6BU78 
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No. 6RRA1 = |P65 rating for dust 
and water ingress 
Mfr. Item 
Description Model No. 

Altair® 5X Detectors with Color LCD 

LEL, Oo, CO, H2S, SOs, Lithium-lon/20 hr. 10116929 6RRA1 
LEL, 0», CO, H»S, Rechargeable Lithium-lon/20 hr. 10116928 6RRAO 
Altair® 5X Detectors with Monochrome LCD 

LEL, Oo, CO, H2S, SOs, Lithium-lon/20 hr. 10116927 6RPZ9 
LEL, Oo, CO, H2S, Lithium-lon/20 hr. 10116926 6RPZ8 
LEL, Oo, CO, H2S, SOs, Lithium-lon/20 hr. 10116925 6RPZ7 
LEL, Oo, CO, Hes, Lithium-lon/20 hr. 10116924 6RPZ6 
Altair® 5X Detectors with PID and Monochrome LCD 

LEL, Oo, CO, Hes, PID, /13 hr. 10165445 45KE54 
LEL, Oo, CO, H2S, PID, Lithium-lon/13 hr. 10165446 45KE55 
Replacement Sensors 

LEL 10106722 5ERK9 
0, 10106729 5ERL3 
CO, H»S 10106725 5ERL2 
Accessories 

Sample Draw Pump Probe, 1 ft. 10042621 SEMP3 
Sampling Line, 10 ft. 10040665 5EMP1 
Silicone Sampling Line, 25 ft. 10040664 5EMP2 
Lithium-lon Replacement Battery Pack 10114835 6RRAS 
AA Alkaline Replacement Battery Kit 10114837 6RRAY 
Vehicle Battery Charger 10099397 6RRA7 
USB Adapter 10082834 2TEY4 
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Drager 


X-am® 5600 
Multi-Gas Detectors 


6-gas capacity detector is offered 

in dual and single sensor configura- 
tions, with specified gas sensors. Fast, 
durable infrared sensors last up to 8 
yr., and need calibration only every 12 
mo. Select units have an IR-Ex sensor 
that eliminates the need for catalytic 
EX sensors. 

Note: Replacement sensors and accessories are 
available on Grainger.com®; search for "draeger 


replacement sensors" or "draeger gas detector 
accessories." 


Detectors—Small, robust instruments 
with simple 2-button control detect and 
log oxygen and explosive, combustible, 
and toxic gases and vapors. Large LCD 
shows all readings and can display 
peaks, STELs, and TWAs. 


An excellent personal monitor, it can be 

combined with an X-zone® 5500 (sold 

separately, this page) to monitor entire 

areas. 

= Visual alarm 

= Suitable for use in Ex zone 0 
explosive atmospheres 

= X-zone® 5000 series compatible 


Accessories—Time-saving Bump Test Station, with pressure gauge and regu- 
lator, is for use with X-am 5600 and X-am 5000 detectors. Remote Sampling 
Pump reaches up to 66 ft. Includes locking dust/water stop filter, shoulder strap, 
and batteries. 





No. 36E613 


Mfr. Item 
Description Model No. 
Detectors with NiMH Battery and Charger 
IR-EX/O5,/HoS,/HCN 4542116 36E612 
Detectors with Alkaline Batteries 
IR-Dual Ex/02/SO./Dual H»S/CO 4542119 36E613 
Accessories 
Bump Test Station 8319131 36E910 
Remote Sampling Pump 8319400 36D978 
4543759 36F201 


Dust/Water Stop Filter For No. 36D978 


Drager 


X-zone® 5500 
Wireless Gas 
Monitor 


= Visual and audible (adjustable 
volume) alarms 

= Suitable for use in Ex zone 0 
explosive atmospheres 


Stand-alone, easily transported monitor 
helps provide a safe environment in 
hazardous areas. Control and sensing 
are provided by an X-am® 5600 or 
X-am 5000 detector, with appropriate 
sensors (sold separately, this page). 
Multiple units can be employed to 
define a wireless extended monitoring 
fence line. Includes diffusion cap, pump, 





and battery. No. 21EP34 
Mfr. Item 
Description Model No. 
Wireless Gas Monitor with 24 Ah Battery 8324825 21EP34 
Plug-In Charger for No. 21EP34 8320749 21EP39 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


SAFETY 
Gas Detectors & Calibration Gas 





Find Gas Abbreviation information on page 1776. 


Drager 


Pac® 7000 Single- 
Gas Detectors 


Miniature XXS sensors offer fast reaction 


times and 5- to 6-yr. expected service life. 


Impact-resistant housing helps protect 
against corrosive chemicals and radio 
interference. Battery life is 2880 hr. for Os», 
5760 hr. for H»S and CO. Detector life is 


unlimited. Offered in select configurations. 


Note: Replacement sensors and accessories are 
available on Grainger.com®; search for "draeger 
replacement sensors" or "draeger gas detector 

accessories. " 


Detector—Small, robust personal moni- 
tors have user-friendly features including 
a large LCD with backlight and 1-handed 
operation, even when wearing gloves. 
Adjustable intervals for tests and cali- 
bration, reminders, and "out of order" 
message if overdue or failed. 120-hr. data 
logger has date and time stamp. 





No. 36D91 


= Adjustable TWA and 
STEL alarms 

= IP68 dust and water 
ingress protection 


Accessories—Bump Test Station 
quickly checks instruments and 
sensors, and provides automatic 
calibration in case of unsuccess- 


= Visual, audible, and vibrating alarms ful tests. 
Sensor Mfr. 
Description Range Model 
Detectors 
CO. 0 to 5 Vol % 8318975 
CO 0 to 2000 ppm 8318970 
HCN 0to 50 ppm 8318973 
HoS 0 to 100 ppm 8318971 
NH3 0 to 300 ppm 8318979 
0» 0 to 25 Vol % 8318972 
SO, 0 to 100 ppm 8318976 
Accessories 
Bump Test Station 8317410 
4543822 


Item 
No. 


36D915 
36D914 
36D917 
36D916 
36D918 
36D921 
36D923 


36E911 
36F132 


Leather Carrying Case with Belt Loop 


Drager 


X-am® 5000 and 2500 


Multi-Gas Detectors 


Extended-life monitors can be used with multiple 


sensors to monitor explosion hazards. 


Note: Replacement sensors and accessories are available on 
Grainger.com®; search for "draeger replacement sensors" or 


"draeger gas detector accessories." 


Detectors—Lightweight and easy-to-operate instru- 
ments show all readings at once on their large LCDs. 
They store peak values, which are easily reset. 


» Visual alarm 


= Suitable for use in explosion zone 0 areas 


= IP67 water- and dust-resistant 
= X-dock® compatible (sold separately, 
available on Grainger.com®) 


Accessories—Time-saving Bump Test Station, with 
pressure gauge and regulator, is for use with X-am 


5600 and X-am 5000 detectors. Remote Sampling 


Pump reaches up to 66 ft. Includes locking dust/water 


Stop filter, shoulder strap, and batteries. 


Description 

X-am® 5000 Detectors 

CH4, 02 CO, H2S 

CH4, 0. CO 

X-am® 2500 Detectors 

CH4, 02 CO, HS 

CH4, H2S 
Accessories 

Bump Test Station 

Remote Sampling Pump 
Dust/Water Stop Filter For No. 36D978 





No. 36F324 

Mfr. Item 

Model No. 
4543752 36E604 
4543753 36E602 
4542261 36F324 
4542285 36F323 
8319131 36E910 
8319400 36D978 
4543759 36F201 





SAFETY 
Gas Detection & Calibration Gas 








Detector Tubes 


accuro® Pump Kit 
No. 3WZF2 


Drager 


SA! 
NX 


Gas Detection Tubes and Tube Pumps 


Tubes have a wide diameter and well-spaced graduations that are easy to read 


and help provide decisive measurement results. 


Pump Kits include pump, tube opener, spare parts kit, and Allen wrench. 
No. 3YWY6 also includes a pkg. of 10 rubber caps. 





Detects Measuring 
For Range 
Detector Tubes 
Acetic Acid 5 to 80 ppm 
Air Current Smoke Tube N/A 
Ammonia 0.25 to 3 ppm 
Ammonia 0.05 to 10% Vol. 
Ammonia 2 to 30 ppm 
Ammonia 5 to 600 ppm 
Ammonia 2.5 to 100 ppm 
Benzene 5 to 50 ppm 
CH2Cl2 20 to 200 ppm 
Chlorine 0.3 to 5 ppm 
= GPT Wer O42 “| 
dey : — on 
DU | | )() HI 
ME AE ALS | 
SSeoenta: 100 pM Cm 
hede (00) Air Be 
a Tes! once 


Mfr. 
Model 


6722101 
CH25301 
8101711 
CH31901 
6733231 
CH20501 
8101941 
6728071 
8103591 
6728411 


GASCG' 


Designed for bump testing gas detection equipment. 
Ideal for field applications where access to gas is not 
available for gas detector verification. Nonaerosol and 


nonflammable. 
Mfr. Item 
Gas Mixture Model No. 
200 PPM Carbon Monoxide, 40 
PPM Hydrogen Sulfide, 2.5% ; 
Methane (50% LEL) , 10% 1OL-490T = 33740 
payaen, balance Nitrogen 
arbon 
Monoxide, Balance Air Bump It-50-100 38V737 
£5 PPM dmmonia, Bump It-13-75  33V739 


Balance Nitrogen 
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Find even MORE on Grainger.com® 


Item 
No. 


29XM34_ 10 
29XP01 10 
29XM41_ 10 
29XM42_ 10 
29XM43_ 10 
29XM44_ 10 
29XM45_ 10 
29XM50_ 10 
29XN93_10 
29XM68 10 





No. 16N124 


ecosmart™ Recyclable Gas Cylinders 


Calibration gas 
helps keep gas 
detectors working; 
ecosmart™ 
cylinders hold 
more gas than 
traditional dispos- 
able cylinders. 
Recyclable cylin- 
ders are designed 
to help eliminate 
waste in the envi- 
ronment. Contact 
GASCO for a free 
return shipping 
label. 


Detects 
For 


C02 

Ethylene Oxide 
Formaldehyde 
Formic Acid 
H2S 

H2S 

H2S 

H2S 

H2S 

H2S 

H2S 

H2S 

H2S 

HCL 

HCl 


HCL / HNO3 
Hexane 


Hydrazine 
Hydrazine 
Hydrogen 
Hydrogen Cyanide 
Mercaptans 
Mercaptans 
Mercury 
Nitrous Fumes 
NO2 

Oxygen 
o-Xylene 

PHC 

Phenol 
Phosgene 
Phosphine 
Toluene 
Toluene 

Water Vapor 
Water Vapor 
Water Vapor 


Detector Tube Pump Kits 
With Soft-Sided Case 


With Plastic Case 


i 





No. 33V726 


Scan. Order. Done. 
Details on page A1. 


Measuring 
Range 
0.025 to 1ppm 
5 to 700 ppm 
8 to 50 ppm 
0.1 to 6% Vol. 
5 to 60% Vol. 
25 to 500 ppm 
2 to 40 ppm 
1 to 15 ppm 
0.2 to 7% Vol. 
0.2 to 5 ppm 
0.2 to 6 ppm 
0.5 to 15ppm 
1 to 200 ppm 
100 to 2000 ppm 
2 to 200 ppm 
1 to 60 ppm 
5 to 60 ppm 
50-5000 ppm 
0.2 to 20 ppm 
HCL 1 to 10 ppm, 
HNO3 1 to 15 ppm 
50 to 3000 ppm 
0.5 to 90 ppm 
1.5 to 15 ppm 
0.1 to 10 ppm 
0.01 to 6 ppm 
0.2 to 2% Vol. 
0.5 to 100 ppm 
0.5 to 5 ppm 
0.1 to 15 ppm 
0.05 to 2mg/cu. m 
2 to 150 ppm 
2 to 100 ppm 
9 to 23% Vol. 
10 to 400 ppm 
10 to 300 ppm 
1 to 20 ppm 
0.02 to 1 ppm 
0.01 to 1 ppm 


100 to 3000 ppm x hr 


5 to 300 ppm 
1 to 40mg/L 
1 to 40mg/L 
3 to 60lbs/mmct 


No. 33V733 
(Gas 
Cylinders and 
Regulators 
Sold 
Separately) 


ecosmart™ Calibration Gas Cylinders 
100 PPM Carbon Monoxide, 25 PPM Hydrogen Sulfide, 
2.9% Methane (50% LEL) , 18% Oxygen, Balance Nitrogen 


50 PPM Ammonia, Balance Air 


10 PPM Hydrogen Cyanide, Balance Nitrogen 

60 PPM Carbon Monoxide, 20 PPM Hydrogen 

Sulfide, 1.45% Methane (29% LEL)(58% LEL Pentane 
Simulant), 15% Oxygen, Balance Nitrogen 

100 PPM Carbon Monoxide, 25 PPM Hydrogen Sulfide, 
2.5% Methane (50% LEL) , 18% Oxygen, Balance Nitrogen 
2.070 Methane (50% LEL) , Balance Air 


20.9% Oxygen, Balance Nitrogen 


20 PPM Hydrogen Sulfide, Balance Nitrogen 


100 PPM Isobutylene, Balance Air 
Gas Cylinder Regulators 


0.5 LPM 
1.0 LPM 
1.5 LPM 


Demand Flow Regulator 
Multiflow Regulator 0.3 to 8.0 LPM 
Hard Plastic Carrying Case 


Holds (2) 116L Cylinders and Regulators 


Mfr. 
Model 
8103491 
CH25601 
CH19701 
CH23501 
CH20301 
6728241 
8101751 
6722701 
CH28101 
8101461 
8101991 
6728041 
8101831 
CH29101 
6728821 
8101961 
CH29801 
6728181 
8103481 


8101681 


8103681 
8103251 
CH30301 
CH31801 
8103351 
8101511 
8103601 
6728981 
8103281 
CH23101 
CH31001 
6719101 
8103261 
6733161 
8101691 
8101641 
8101521 
8101611 
8101421 
8101661 
CH23401 
8101781 
8103031 


DRAEGER 8317186 


4056443 


Item 
No. 
29XN83 
29XM63 
29XM65 
29XM52 
29XM56 
29XM88 
29XM91 
29XM92 
29XN05 
29XN06 
29XN07 
29XN08 
29XN09 
29XN10 
29XN12 
29XN13 
29XN14 
29XM96 
29XN90 


29XM97 


29XN24 
29XN01 
29XN02 
29XM93 
29XN89 
29XM99 
29XM98 
29XN15 
29XN16 
29XN18 
29XN29 
29XN26 
29XN37 
29XN38 
29XN46 
29XN48 
29XN49 
29XN52 
29XN67 
29XN68 
29XN75 
29XN77 
29XN79 


3WZF2 
3YWY6 


Cylinder Mfr. 

Cap. Model 

4AL 44ES-421 
58L 98L-14-50 
66L 66ES-HCN-10 
66L 66ES-428-20 
66L 66ES-421 
116L —_116ES-135A-2.5 
116L 116ES-1 
116L 116ES-98-25 
116L 116ES-248-100 

— 70-0.25 

— /0-0.5 

— 70-1.0 

— 10-1.5 

— 75-DFR 

— 74-DAF 

= CC-58-AL 


Pkg. 
Qty. 
10 
10 
10 
10 
10 





GASCG' 


Item 
No. 


16M285 


49Y763 
16M738 


16M597 


16M590 


16N111 
16N124 
16N158 
16N108 


33V726 
33V728 
33V729 
33V730 
33V731 
33V732 


33V733 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE’ . . SAFETY 
Find the yi. Find Solutions. Find Great Prices. Manhole Equipment & Confined-Space Ventilation 


® 
eo WreyacraInceR ALLEGRO 
APPROVED = 


Manhole Equipment 


Manhole Cover Hooks—Made of 5/8" forged hexagonal steel for 
the strength to lever up heavy covers. Choose straight or right-angle 
handle. 





= 300-lb. capacity \ 
Manhole Lid Lifter—All-steel construction. Includes rubber grip for \ 
handle and foot. Recessable hook. . No. 3TCR4 


Magnetic Manhole Lid Lifters with Dolly—2-position lifting 
points help one person break loose the most stubborn covers—up No. 10K048 
to 36" dia—safely and with minimal back strain. Lifters collapse for 


No. 5PTNO 
easy transport and storage. 





Manhole Guardrail—Collapsible. Steel frame construction. Includes 
heavy-duty safety chains. 


Guardrail Winch—WMounts easily; 300-lb. cap. Side pieces are 
aluminum, and winch bar is steel tubing with a 3" drum. Includes 2 
independent ratchet systems and automatic brake. 


Umbrella and Umbrella Stand—Heavy-duty, waterproof viny| 
umbrella is safety yellow color for visibility. Easy stowage in the 
included bag. Sturdy 2-pc. metal pole can be pushed into the ground, 
strapped to a manhole guard rail, or used with No. 110537 metal 
stand; tilts for convenient placement. 





No. 10K047 
Tent Heater—Steel housing with enclosed heating elements and a 
sealed motor. Raises the temperature 50°F. UL Listed; CSA Certified. 





No. 6MKNG6 








Mfr. Item 
Description Brand Model No. 
Manhole Cover Hooks 
For 24" dia. Manhole, Flat Handle Cherne 251429 3TCR6 
For 24" dia. Manhole, 90° Handle Cherne 015443 3TCR4 
For 36" dia. Manhole, Flat Handle Cherne 251438 3TCR7 
For 36" dia. Manhole, 90° Handle Cherne 015438 3TCR5 
Manhole Lid Lifter 
42'L GA 10K048 = 10K048 
Magnetic Manhole Lid Lifters with Dolly 
Steel Dolly and 660-Ib. Lift Weight Allegro 9401-25 5PTL7 
Steel Dolly and 900-Ib. Lift Weight Allegro 9401-26 32MZ68 
Aluminum Dolly and 660-Ib. Lift Weight Allegro  9401-25A 32MZ67 
Aluminum Dolly and 900-Ib. Lift Weight Allegro  9401-26A 5PTNO 
Manhole Guardrail 
33'L x 33"W x 42"H GA 10K047 = 10K047 
Guardrail Winch 
With ¥%" x 35-ft.Dura-Plax™ Braided Rope Allegro 9401-10  6MKNG No. 1UFG3 
Umbrella and Umbrella Stand 
Umbrella 84" Dia., 92" H Allegro 9403 1UFG3 
Umbrella Stand Allegro 9403-05 110537 
Tent Heater No. 3NPV5 
110VAC, 1500W of 5000 Btu with 115 cfm Allegro 9401-50  3NPV5 
: ek ALLEGRO 
Venturi-Style Pneumatic Air Blowers v 
Use to ventilate explosive and hazardous vapors safely. Operate on compressed air or steam pressure 
up to 140 psi. 
INLET PRESSURE 
Inlet Base Overall Total Airflow, CFM Air Consumed, SCFM Mfr. Item 
Connection _ Dia. Length 40 psig 60 psig 80 psig 40 psig 60 psig 80 psig Model No. b 
Allegro® = 
Galvanized Steel Housing with Cast Aluminum Base 4 ir 
Yo" NPT ESS 1634" 650 865 1080 20 30 40 9518-03S  3TCK2 cy 
Yo" NPT 73" 30%," 960 1135 1310 20 30 40 9518-03 3TCK3 a 
1" NPT 11%" 44," 2100 2560 3020 20 60 80 9518-06  3TCK4 
1" NPT 14% 46" g152 4215 4810 114 110 140 9518-08  3TCK5 
Plastic Housing with Cast Aluminum Base 
Yo" NPT 7¥3" 1634" 650 865 1080 20 30 40 9518-13S 5GVX7 
Yo" NPT 73" 30%" 960 1135 1310 20 30 40 9518-13 5GVX8 
1" NPT 11%" 44," 2280 2560 3020 40 60 80 9518-16 SGVX9 
1" NPT 14% 46" 3620 4215 4810 80 110 140 9518-18 5GVYO 
INLET PRESSURE 
Inlet Base Overall Total Airflow, CFM Air Consumed, SCFM Mfr. Item 
Connection __ Dia. Length 50 psig 70 psig 90 psig 50 psig 70 psig 90 psig Model No. 
Air Systems International 
Galvanized Steel Housing with Cast Aluminum Base 
Yo" NPT 7/6 16%" 935 1274 1422 38 5d 64 ~~ ASI-1000 4YG44 
Ve NPT 7%6 «B24 1211 1429 1580 38 53 64 ASI-1200 10089 No. 5GVX7 Ne. ANG 
1" NPT 11%" 44" 2770 3340 3752 76 99 127 ~—ASI-2900 1C093 
1" NPT 1456" 46Y2" 3785 4562 5041 117 152 197 ~—ASI-4100 1C0095 
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SAFETY 
Confined-Space Ventilation 


Scan. Order. Done. 
Details on page A1. 








No. 5FXZ6 





No. 4YG70 





No. 15E886 No. 3WE66 


No. 3AT30 No. 3WE68 





Confined-Space Fans, Blowers, and Accessories 


PLASTIC AXIAL FANS CENTRIFUGAL BLOWERS 

Standard 115VAC and 12VDC models are portable All except No. 5FYA1 are mounted on a 

8" outlet fans constructed of orange polyethylene lightweight tubular steel, dual-handle 

and are available with removable canister ducting. frame. Polyethylene housing with 8" inlet 
Explosionproof models are constructed of black and outlet flange. UL Listed, CSA Certified. 
conductive polyethylene to prevent static buildup and 

are available with conductive ducting. UL Listed, CSA. 115-—Models have gray housing, 


Pneumatic—Uses a compressed air source with a flow 
capacity of 10 to 100 cfm and a pressure range of 10 to 
100 psi. Includes coalescing filter, regulator, and moisture 
separator/lubricator. Static grounding lug installed for intrin- 
sic safety. 


DUCTING 


Certified. 
STEEL AXIAL FANS 


Standard 115VAC No. 4YG70 runs at 72dBA at 1m 

for extra-quiet operation. Nos. 4YG66 and 4YG68 are 
1-pc. axial fans with attached polyethylene duct canis- 
ter. 12VDC Unit No. 4YG69 includes power cord with 
battery clips. UL Listed, CSA Certified. 


STEEL AXIAL IN-LINE FANS 


aluminum nonsparking blower wheel, 

and include GFCI power cord, except 
Explosionproof Blower No. 5FXZ8 has a 
black conductive housing and a grounding 
lug to remove static electricity. 


Gasoline with Briggs & Stratton 
Engine—Includes a 5-ft. remote steel 
exhaust hose to keep CO away from 
blower's intake. Meets Cal/OSHA emission 


Retractable, wire-reinforced design with 8" cuffs on both 
sides. Conductive duct includes 18" ground wire on each 
end. 


SADDLE VENT® VENTILATION ACCESSORY KITS 


Include Saddle Vent with universal mount and 90° elbow, 
one 6-ft and 15-ft. length of 8"-dia. ducting, and duct 
storage canister. 


SADDLE VENT® 





Fans can be installed in series for running long lengths standard. vente ets eine ae a sees ie peey 

of ducting. Include 8" or 10" duct adapters on each end ee. i MICU PTE AZT OOUS MEO aNOM 

of the fan. UL Listed, CSA Certified. SO 

CONFINED-SPACE ACCESSORIES 
Duct Max. Flow Mfr. Item es : 
— Description Dia. HP in Free Air Model No. Individual components to help you design a system to 
aSti¢ Axial Fans ifi 

115VAC ar ¥; 974 cfm CVF-8AC  15E886 address your specific needs. 
TT5VAC with 15-ft. Ducting a ¥, 974 cim  CVF-15ACAN 15E887 STANDARD CONDUCTIVE 
TT5VAC with 25-ft. Ducting 8 ¥; 974 cfm CVF-25ACAN 15E888 Mtr. Item Mtr. Item 
TT5VAC Explosionproof ai ¥, 974 cfm CVF-8EXP 156892 Dia. L Model No. Model No. 
115VAC Explosionproof with 15-ft. Conductive Ducting 8 % 974 cfm CVFI5CANEX 15E893 Ducting 
115VAC Explosionproof with 25-ft. Conductive Ducting _8" %; 974 cfm CVF25CANEX 15E894 8 6 ft. | SVH-6 _—2BC 85 SVH-CND86 3PAR1 
VDC 3" Vi B48 cfm CVE-8DC45E889 8" 15 ft. | SVH-15  2AW22 SVH-CND815 3PAR2 
12VDC with 15-ft. Ducting 3" Vs 848 cfm CVF-15DCAN 15£890 Bott | SVh-25 _ SAT3O SVA-CND825__ SPARS 
T2VDC with 25-ft. Ducting 8" V, 848 cfm CVF-25DCAN 15E891 _ Mtr. Item 
Steel Axial Fans Description ; Model No. 
115VAC 8" WA 1395 cfm SVF-8AC  4YG70 Saddle Vent® Ventilation Accessory Kits 
TT5VAC with Canister and 15-ft. Ducting 8 % 870 cim  SVF-15ACAN 4YG66 Nonhazardous Locations SV-CUP _3PAN9 
115VAC with Canister and 25-ft. Ducting 3" i; 858 cim  SVF-25ACAN 4YG68 gfarious Locations SV-CUPCND 3WE68 
12VDC with Canister and 25-ft. Ducting 8" 1/6 796 cim  SVF-25DCAN 4YG69 — ss Sy-189 SAMOA 
Steel Axial In-Line Fans Bec SV-139CND -3WE69 
115VAC 8 or 10" ¥; 1390 cfm SVF-10E  3WE67 Can iH IES CH NECASOHIES 

Centifieal Benes 8 or 10 4 1390 cim__—SVF-10EXP_ SWE66 Standard Duct to Duct 8" Plastic Connector SVH-88C _ 2AR79 
HISVAC 8 i 1390 cim —SVB-EBECSFYAT—[iniversal Mount tot Saddle Vent SU-UM BATT? 
TISVAC 8 A) 1570 cim SVB-E8___SFXZ6 Polyethylene Orange Carrier, Holds 50-ff. Duct SVH-DC25 5AH48 
T15VAC 2-Speed 8 Ygand%4 1100/1570 cfm  SVB-E8-2 5FXZ7 Standard 90° Elbow for No. 2AM94 SV-90  3AM63 
115VAC Explosionproof 8" eZ 1570 cfm SVB-E8EXP _5FXZ8 Conductive 90° Elbow for No. 3WE69 SV-90CND 3PAR5 
Gasoline with Briggs & Stratton Engine 8 12/cc Engine 3000 cfm SVB-G8 5SFYAO Blower Intake Filter Holder SVB-IFH9 —3PAR7 
Pneumatic 8" 4 3000 cfm SVB-A8 5FXZ9 Blower Intake Filter Element, 95% Efficient SVB-IFOST 3PAR8 








Confined-Space Ventilation Kits 


Available for hazardous and nonhazardous locations. Kits include fan or blower, 
Saddle Vent®, universal mount, 90° elbow, one 6-ft. duct, one 15-ft. duct, or one 


25-ft. duct and duct carrier. 


Duct Max. Flow Mfr. Item 
_ Duct Max. Flow Mfr. Item Description Dia. HP in Free Air Model No. 
Description _—_Dia. HP in Free Air Model No. 115VC, Inline 8 or 10° VA 1390 cfm  SVF-10ECUP 2ELNO 
Nonhazardous Location Kits Hazardous Location Kits 
Fiasttc Axial Fans Plastic Axial Fan 
5VAC with 25-ft. Ducting 8 % 974 clm  CVF8A25KIT 15E899 115VAC Explosionproof with 
£12VDC with 26-R. Ducting 8 Vhs 848 clm  CVF8D25KIT 15E901 15-ft. Conductive Ducting : a ESCM, OMPERTONT INEGe! 
entrifugal Blowers 115VAC Explosionproof with 
115VAC 8" Vp 1390 cim  SVB-E8CUP 5FYA3 25-ft. Conductive Ducting 8 4% 974 cim — CVFEX2KIT 156898 
115VAC 8" V4 1570 cfm SVB-E8SCUP 5FYA4 Centrifugal Blowers 
i OVAC 2-Speed 8 ¥3 And % ~=1100/1570 cfm SVB-E82CUP 5FYA5 eee : 8" 4 3000 cfm SVB-A8CUP 5FYA7 
asoline with Briggs ; a 5VAC, Explosionproof 8" V4 1570 cfm SVB-E8XCUP 5FYA2 
and Stratton Engine 8 '27cc Engine —_ 3000 cim SVB-G8CUP _SFYAG Steel Axial In-Line Fan 
115VAC 8 V3 1395 cfm SVF-8ACUP 2ELN8 115VAC, Explosionproof 8 or 10" V3 1390 cfm  SVFIOEXCUP 2ELP1 
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SAFETY 


Confined-Space Ventilation & Manhole Equipment 









No. 1UFG8 











No. 5GVU6 




















No. 2KJH8 
No. 3PAL 
No. 1UFH1 es 
Duct Max. Flow Mfr. 
Description Dia. HP in Free Air Model 
i No. 5GVT8 Plastic Axial Fans 
ALLEGRO No 115VAC 2 831 cfm 9533 
Vv 115VAC w/Canister and 15 ft. Ducting 8" V3 831 cfm 9533-15 
= 115VAC w/Canister and 25 ft. Ducting 8 V3 831 cfm 9533-25 
Confined-Space Fans, 115VAC w/Swing Arm Mounting Assembly 8" %; 831 cfm 9533-20 
= 115VAC Explosionproof 3" V3 900 cfm 9538 
Blowers, and Accessories 115VAC Explosionproof w/Canister and 15 ft. Ducting 8" 7 900 cfm 9538-15 
; 4 ; . — 115VAC Explosionproof w/Canister and 25 ft. Ducting 8" V3 900 cfm 9538-25 
Designed for positive and negative ventilation. VDC 3" v) 816 cim 9536 
; : : 12VDC w/Canister and 15 ft. Ducting 3" V4 816 cfm 9536-15 
Plastic Axial Fans—Lightweight and quiet. 12VDC w/Canister and 25 ft. Ducting gC 816 cfm 9536-25 
Constructed of durable polyethylene with a built- 110VAC 12" 1 1842 cfm 9543 
in handle. Fans that include a canister assembly 110VAC w/Canister and 15 ft. Ducting 12" 1 1842 cfm 9543-15 
attach to the intake or exhaust side of a blower. it w/Canister and 25 ft. Ducting 5 5 sae am ee 
No. 32MZ75 has a dual articulating swing arm for OVDC 19" V;, 1450 cfm 9539-12DC 
precise positioning. Fans with explosionproof motors 115VAC Explosionproof 12" Ys 1475 cfm 9539-12EX 
meet Class |, Div. | and Il, Groups C & D and Class eva a SC : 4 : mn cfm meer 
ll, Div. | and Il, Groups F & G. Fans with DC motor aie eee em : 
at , : . 115VAC w/Canister and 25 ft. Ductin 16" 1 3200 cfm 9553-25 
include power cord with battery clips. Steel Axial Fans : 
: , ; 115VAC 8" Y3 1275 cfm 9513 
Steel Axial Fans—Steel construction with handle 115VAC w/15 ft. Ducting 3" 7A 1975 cfm 9514 
for easy transport. Nos. 4UDK1, 3PAK4, and 3PAK5 115VAC w/25 ft. Ducting 8" V4 1275 cfm 9514-25 
meet Class |, Div. | and Il, Groups C & D and Class Il, 115VAC Explosionproof g" % 890 cfm 9514-06 
Div. | and ll, Groups F & G. No. 32MZ58 meets Class 75708 w/a TDucting ee eee sone e2 
; 125VAC Explosionproof 12 V3 1636 cfm 9509-01 
|, Div. | and ll, Groups B, C, & D and Class ll, Div. | 115VAC 16" % 3400 cfm 9515 
and Il, Groups F & G. 115/230VAC 16" 2 5500 cfm 9516 
. . 115VAC Explosionproof 16" Y 2900 cfm 9515-01 
Steel Axial Fan Air Bags—All-in-one portable 115/230VAC Explosionproof 161% 4839 cfm 9515-50EX 
axial fan system built into a heavy-duty polyester ae si a # eer cin see ; 
; 5 ; 7500 cfm 525-5 
bag. Zippered ree blower to be used without = — ean VAc Explosionproot 20° 4650 cfm 9525-01 
removing unit from the bag. 115/230VAC Explosionproof 20°. ‘1% 6837 cfm 9525-50EX 
7 . Steel Axial Fan Air Bags 
Plastic Centrifugal Blowers—Polyethylene 120VAC 2-Speed w/15 ft. Ducting gv 760 cfm 9535-08 
construction with a built-in handle and 8" flange on 120VAC 2-Speed w/15 ft. Ducting i Vp 1840 cfm 9535-12 
intake and exhaust ports. Nos. 5GVU5 and 5GVU6 Bis ioetten aK ft. Ducting 12" % 1800 cfm 9535-12L 
F fi astic Gentritugal biowers 
are UL Recognized, CSA Certified. TEVAC 3" 7 TR 9504 
Ducting—Retractable with wire-reinforced design. OV a a 
Cuffs on both sides ease attachment. Conductive Ai-Driven d i — 1800 cfm 9508 
ducting prevents static buildup in hazardous STANDARD | CONDUCTIVE _ Outlet Mfr. 
locations. Mfr. Item Item Description Size Model 
Dia. L Model No. No. Manhole Ventilation System 
Manhole Ventilation Systems—Low-profile Ducting Includes Low-Proiile 9510-50 
: v ae 8’ 15 ft. 9500 | _3PAL3 3PAK6 Manhole Air Vent, 90° Elbow, 40" 9510-60 
manhole air vent, 90° elbow, and built-in mounting 3" 95 ft 9500 3PAL4 3PAK7 and Built-In Mounting 
all in 1 unit. Include collapsible duct for easy entry, 12" 15ft. 9550 | 3PAL5 3PAK8 Confined-Space Accessories 5 5600-48 
cy Ie All 12" 25ft. 9550) 3PAL6 3PAK9 : 
Stored in a small storage bag. Ducting is vinyl and a7 4st noo tH 3PALI Duct Storage Bag 12°16" 20" 9600-45 
polyester with PVC coating. Systems are compact, 16" 25 ft 9600 | 4UFH4 3PAL2 Duet Storage Canister 8 9500-55 
lightweight, and not statically conductive. Made from 20" 15ft. 9650 | 5GVX0 5GVX2 i eee 
linear low-density polyethylene. 20" 25 ft. 9650 | _ SGVX1 SGVX3 Ol Tay 
; ; _ Duct-to-Duct Connector 16" 9600-01 
Confined-Space Accessories—Individual compo- 50" 9650-01 
so to help design a system to address specific  GlietaANeOE a 9500-¥ 
: . . . ALLEGRO 
Confined-Space Ventilation Kits v 
Kits include blower, 6 and 15 ft. of ducting with storage bag, and Manhole Ventilation System No. 5GVY1. 
Duct Max. Flow Mfr. Item 
Description Dia. HP in Free Air Model No. No. 5GVUO 
Axial Fan Kits 
Plastic Housing, 115VAC 8 V3 831 cfm 9520-33M 5MWH1 
Plastic Housing, 115VAC 12 1 1842 cfm 9520-43M 32MZ76 
Plastic Housing, 12VDC 8" 4 816 cfm 9520-36M 5MWHO 
Plastic Housing, 12VDC 12 7 1330 cfm 9520-46M 32MZ77 
Steel Housing, 115VAC 8" Y3 1275 cfm 9520-14M 5MWH3 
Steel Housing, 12VDC 8 % 1150 cfm 9520-06M 5MWH2 
Plastic Centrifugal Blower Kits 
115VAC 8" Y3 1066 cfm 9520-04M 5GVU0 
115VAC 8" Zz 1570 cfm 9520-50M 5GVU1 
115VAC Explosionproof 8 Ya 1570 cfm 9520-03M 5GVU2 
Gasoline w/Subaru Engine 3 5.7 2000 to 3000 cfm 9520-05M SGVU3 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


No. 
5GVY1 


Item 
No. 


1UFG4 
1UFG5 
1UFG6 
32MZ75 
3PAK1 
3PAK2 
3PAK3 
1UFG7 
1UFG8 
1UFG9 
6PTP3 
6PTP4 
6PTPS 
SGVX4 
SGVX5 
SGVX6 
32MZ60 
32MZ61 
32MZ62 


6MKN5S 
oGVT7 
oGVT8 
4UDK1 
oGVT9 
3PAK4 
1UFH1 
1UFH2 
3PAK5 
32MZ58 
SGVU7 
oGVU8 
oGVU9 
32MZ59 


2KJH8 
2KJH9 
32MZ57 


5GVU5 
5GVU6 
5GVU4 
5GVT6 
Item 
No. 


oGVY1 
32MZ63 


3NPV8 

6MKL6 

6MKL7 

6MKL8 

6MKL9 

6MKNO 
6MKN1 

6MKN2 
32MZ64 
32MZ65 
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SAFETY 
Confined-Space Equipment 


Scan. Order. Done. 
Details on page Al. —— Jpn 





No. 1XEP6 








Honeywell 
MILLER 


DuraHoist™ Confined-Space Equipment 


= Meets OSHA, ANSI, and CSA standards 


Portable Fall-Arrest Anchor 
Post—Provides 3 independent swiveling 
connection points for anchoring fall-arrest 
devices. Telescoping design collapses to 
33" for transport and storage. Powder- 
coated finish. 


1-Pc. Adjustable Mast—(Quick-release 
pin allows easy collapsibility. 12" to 29" 
offset. 


2-Pc. Adjustable Upper Mast—Provides 
extra operating reach when needed and 
allows components to be used in various 
configurations. 


Adjustable Offset Upper Mast and 
Lower Mast Extension—Provide flexibil- 
ity to extend height from 41" to 146" when 
used with No. 1XEP7. No. 2KTD1 adjusts 


3-Pc. Portable Base, No. 5RPT8— 
Features adjustable screws and a 
built-in level indicator to help assure 
level setup on uneven surfaces. Use 
with No. 5RPT7. 


3-Pc. Portable Base, No. 1XEP7— 
Adjustable screws and built-in level 
indicator for easy setup on uneven 
surfaces. Max 29" offset. Use with 
Nos. 1XEP6 and 2KTD1. 


Floor-Mount Sleeve—Use with 
Nos. 1XEP6 or 2KTD1 for horizontal 
concrete or steel structures. 


Bracket Assembly—Mounts winch to 
Adjustable Masts Nos. 1XEP6 or 2KTD1. 


Vehicle Hitch-Mount Sleeve—Easily 
installs on 2" hitch to provide a portable 
anchor connection for Adjustable Masts 





from 12" to 29". Nos. 1XEP6 or 2KTD1. 








Mfr. Item 
Description L W H Model No. 
Portable Fall Arrest Anchor Post 10%" 10%" 54" DH-AP-1/ 5RPT3 
1-pc. Adjustable Mast 55" 12" 74 to 89" DH-3/ 1XEP6 
2-pc. Adjustable Upper Mast 63%" 16" 46 to 63%" DH-23/ 5RPT7 
Adjustable Offset Upper Mast a 22 to 38" 41 to 56" DH-21/ 2KTD1 
No. SRPT3 Lower Mast Extension 3" 3 45" DH-22/45 2KTD4 
3-pc. Portable Base 96" 72" 10" DH-24/ 5RPT8 
3-pc. Portable Base 50" ~=38 to 64" 10" DH-4/ 1XEP7 
Floor-Mount Sleeve, Zinc-Plated Steel 10" 10" gy" DH-7ZP/ 1XEP9 
Bracket Assembly 16" 6 6" DH-19-MILLER/ 1XER2 
Vehicle Hitch-Mount Sleeve 41" 48" 36" DH-12/ 2KTD5 
[>)=1] ing 
i! Advanced™ 
ve Confined-Space 
Equipment 


Portable Fall-Arrest Post— 
Compact and lightweight, 
designed for use on top of verti- 
cal platforms. Features 3 swivel 
anchor points that can rotate 360° 
for freedom of mobility for up to 3 
workers. 





No. 5MNZ8 
5-Pc. Hoist System—Includes 
adjustable offset upper mast, 
lightweight lower mast, and 3-pc. 





base. - = 
oneywe 
4-in-1 Davit Guard—Provides ” atin 


portable fall arrest, confined-space 
_ entry, and rescue system with 
davit and guardrail. Lightweight 
and durable, can be assembled 

= without tools and folds down to 
less than 12" for portability and 
storage. 


QuickPick™’ Rescue Kits 


= Meet OSHA and ANSI standards 

= 5:1 lifting ratio 

= Weight cap.: 400 Ib. 

Preassembled rescue solutions in an easy-to- 
store kit require only an overhead anchorage to 
employ. Backup Braking System acts as a fool- 
proof secondary fall protection device in case the 
rescuer accidentally releases the rope. Comply 


Davit Arm—For portable fall 
arrest post rescue. Assembles 


— easily to address material handling 
No. 5MNZ9 


or rescue needs. with ANSI 2359.4 Safety Requirements for Assisted 
a on Steel Anchor Base—for use in see a Self Rescue Systems, Subsystems and 
ogy weseintion kW H__Model__No.__closed environments free from eee 
ortable Fall-Arrest Pos = = 2 to 5472! Cable Mfr. Item 
5-Pc. Hoist System — 37-64" 70% to 83" 8518000 SMINza- Ce Micals or moisture. ineiuidee Length Model No. 
4-in-1 Davit Guard = = = 8930352 366706 Vehicle Hitch-Mount Sleeve— Cross-Arm Anchorage Connector, 50 ft. QP/SOFT 38Y414 
Davit Arm — = = 8516693 SMPA1 ee ia t i betta S seh Back Up Braking System, Rope, 75 ft. QP/75FT 38Y415 
Steel Anchor Base io” 8 3" 8517412 5MPA2 nstaiis into 2 niten to provide Carabiner, Miller WristBandit™ “| 4) QpvaagrT 38y446 
Vehicle Hitch-Mount Sleeve 41" 5134" 36" 8510140 5MPA3 portable anchor point connection. Tool Lanyard, Pole, Pulley, Bag 
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Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SAFETY 


Confined-Space Rescue Equipment & Rescue Kits 





* 
Confined-Space Rescue Equipment lcorftior| 


= Meets ANSI 2359.4 standard 
(except No. 35KU76) 


Complete Confined-Space Rescue 
Systems—Prepacked systems with 
tripod are easy to transport and quickly 
deployed. Each device includes a storage 
bag. 310 lb. workload cap. 


Rescue Self-Retracting Device 
(SRD)—3-way recovery device 
offers dual-mode SRL-R operation 
as a recovery winch and self- 
retracting lifeline. It includes a 
swivel carabiner and storage bag. 
310 Ib. workload cap. 


Retrieval Yoke—Attaches 
securely to shoulder D-rings 

on confined-space retrieval 
harnesses. Spanner bar keeps 
yoke legs separated for unencum- 
bered egress. Adjustable to wearer 


Tripod—Features 2 head-mount pulleys, 
nonskid foot pads, and 2-stage collaps- 
ible leg adjustment for secure, quick 
setup. With storage bag. 310 lb. workload 
Cap. 


Hoist—Personnel-rated. 310 Ib. work- shoulder width. 
load cap. = Meets ANSI Z359.1-2007 
Item 
Includes No. 
Complete Confined-Space Rescue Systems 
Tripod No. 492789 with Tripod Leg Bracket No. 492790, 497791 
Winch No. 492787, and Storage Bags 
Tripod No. 49Z789 with Leg Bracket No. 492790, 3-Way 497792 
Retrieval Rescue SRD No. 492788, and Storage Bags 
Tripod No. 492789 with (2) Leg Brackets No. 492790, Winch No. 492787, 497793 
3-Way Retrieval Rescue SRD No. 492788, and Storage Bags 
Tripod 
Leg Securing Safety Chain and (3) Non-Slip Foot Pads; 497789 


Adjustable Working Height 55" to 91" with 6" Adjustments 


Confined-Space Rescue Equipment 
=» Meets OSHA, ANSI, and CSA standards 


Complete Confined-Space Rescue System—A 
MightEvac® self-retracting lifeline with rescue retrieval 
(SRL-R), tripod, carabiner, and pulley are provided along 
with heavy-duty equipment bags. 


Tripod—Rubber skid pads on feet and safety chain 
between legs enhance stability. 310-lb. workload 








+\ No. 492793 





Includes 
Tripod Leg Bracket 


Device Securing Detent Pin and Leg Bolts with Nuts 


Hoist 


Rescue Self-Retracting Device (SRD) 
Galvanized Steel Cable, “ce in dia. x 60 ft 
Retrieval Yoke 

Polyester Webbing with (2) Snap Hooks 


Honeywell 


MILLER 


ManHandler® Personnel-Rated Hoist/Winch— 
Rescue speed of 20 fom. Built-in mounting bracket. 


MightEvac® SRL with Emergency Retrieval Hoist— 
The MightEvac® combines a MightyLite® self-retracting 
lifeline with a retrieval hoist for emergency evacuation. 
No annual factory certification required. Average rescue 
speed of 25 fom. 310-Ilb. weight capacity. 


Capacity. 
Mfr. Item 

Includes Model No. 
Complete Confined-Space Rescue System 
7-ft. Tripod, Mounting Bracket, and MightEvac® SRL 
with Ye" 50-ft, Galvanized Cable Lifeline MRS0GC-27/50FT TXEU2 
Tripod 
Adjustable; 52" to 89" 51/7FT 57536 
ManHandler® Personnel-Rated Hoist/Winch 
Galvanized Steel Cable Lifeline, “c" dia. x 65 ft. 8442-Z7/65FT 2JFC8 
MightEvac® SRL with Emergency Retrieval Hoist 
Cable Lifeline and Mounting Bracket, 36" dia., x 130-ft. MR130GB-Z7/130FT 36WA24 


Confined-Space Rescue Equipment 


Complete Confined-Space Rescue Systems— 
Lightweight, portable systems are easily set up and 


SALA] 


transported from one location to another. Item 
Description/Includes No. 
Tripods—Feature rubber skid pads on base and Complete Confined-Space Rescue Systems 
‘ _ __ 7-ft. Tripod No. 5MGG6 and Winch No. 5MNY6 5MNZ2 
a locking legs with safety chain. 350-lb. work 9-f Tripod No SMGG7 and Winch No, BMNY6 SMINZ3 
Oad Cap. Tripods 
: si ; 7-ft. Tripod, Adjustable, 60" to 84° 5MGG6 
Winches—Use with independent fall-protection 9-ft. Tripod, Adjustable, 84° to 108° 5MGG7 
devices to raise and lower workers. 350-lb. weight cap. ‘Winches 
. _— ; Galvanized Steel Cable, 4" dia. x 60-ft. 5MNY6 
Self-Retracting Lifelines (SRLs)—Feature retrieval Galvanized Steel Cable, 346" dia. x 90-ft. 5MNYZ 
winch for emergency rescue. Include safety hook with Galvanized Steel Cable, 9c" dia. x 120-ft. SMNYE 
i indi 2 i Stainless Steel Cable, %4" dia. x 60-ft. 5M 
impact indicator. 900-lb. max. arresting force and Self-Retracting Lifelines (SRL) 
420-lb. weight cap. Galvanized Steel Cable, 4c’ dia. x 50 ft. 5MGHO 
. . Stainless Steel Cable, 36" dia. x 50 ft. 5MGH3 
Boatswain Chairs—Feature heavy-duty polyester BostewaliiChalre 
webbing and plywood seat. Plywood Seat 3NGH9 
. = : . Rescue Wristlets 
Rescue Wristlets—Keep victims upright during With Center D-Ring, 12" 3NPW2 
rescue operations. With Center O-Ring, 18" 3NPWS3 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








Item 
No. 


492790 
493F87 
497788 
35KU76 





No. 1XEU2 


SAFETY 
Horizontal & Vertical Lifeline Systems 


Scan. Order. Done. 
Details on page A1. 








No. 36WA15 


Honeywell 
MILLER 


Horizontal and Vertical Lifeline Systems 


= Meet OSHA, ANSI, and CSA standards 
HORIZONTAL SYSTEMS 


TechLine™ 
=» Accommodate 2 users 


Designed for applications where an over- 
head anchorage is not present. Include 


waterproof bucket for safe and dry storage. 


SkyGrip® Kits with Anchors 


Connections at each end attach to vertical 
anchorage points. 


Xenon® 








Lad-Saf™ X2 Detachable 
Cable Sleeve 













=» Accommodate 2 users 

Permanent systems provide automatic 
pass-through fall protection. Stainless steel 
components. 


tors sold separately. 


Mfr. Item 
Description L Model No. 
Horizontal Systems 
TechLine™ 
Include (2) 3" x 10 ft. Polyester Cross-Arm Anchorage 30 ft. 
Straps, '%e" dia. Kernmantle Lifeline, Lifeline Adjuster, 60 ft 
Shock Absorber, Snap Hook, and 2 Connection O-Rings, 
SkyGrip® Kits with Anchors 
Include Lifeline with Energy Absorber, Line Tension Indicator, 60 ft 
Turnbuckle Cable, Rope Clip, and 2 D-Bolt Anchors 
Include Lifeline with Energy Absorber, Line Tension 
Indicator, Turnbuckle Cable, Rope Clip, and 2 60 ft. 
Polyester Cross-Arm Straps (3" x 10 ft.) 
Xenon® 
Include 4-in-1 Shock Absorber, 2 D-Bolt Anchor 
Connectors, Anchor Shackle, Thimble, Cable Clips, 30 ft. 
and Hardware (Xenon® Shuttle Sold Separately) 
Include 4-in-1 Shock Absorber, Intermediate Bracket, 2 
D-Bolt Anchor Connectors, Anchor Shackle, Thimble, Cable 60 ft. 
Clips, and Hardware (Xenon® Shuttle Sold Separately) 
Include 4-in-1 Shock Absorber, 2 Intermediate Brackets, 2 
D-Bolt Anchor Connectors, Anchor Shackle, Thimble, Cable 90 ft. 
Clips, and Hardware (Xenon® Shuttle Sold Separately) 
Horizontal System Accessories 
Xenon Shuttle with Dual Locking Mechanism for 7 
Automatic Pass-Through of Intermediate Brackets 
Universal Intermediate Bracket for Easy 
Passage of Xenon Shuttle 
4-in-1 Shock Absorber with Turnbuckle, Line 
Tension Indicator, and Fall Indicator 
Vertical Systems 
Vi-Go™ Ladder Climbing System 
Includes Automatic Pass-Through System, Top Bracket 
with Shock Arrestor, %" Galvanized Steel Cable Wire 40 ft 
Lifeline, and Bottom Bracket Assembly with Lifeline 
Tensioner (Fall Arrestors Sold Separately) 
GlideLoc® Ladder Climbing System Kits with Galvanized Rails 
Include GlideLoc® Rail, Gated Top and Bottom 
End-Stops, Ladder Attachment Brackets, and 30 ft. 
Hardware (Fall Arrestors Sold Separately) 
GlideLoc® Ladder Climbing System Kits with Aluminum Rails 
Include GlideLoc® Rail, Gated Top and Bottom 
End-Stops, Ladder Attachment Brackets, and 30 Tt. 
Hardware (Fall Arrestors Sold Separately) 
Vertical Systems Accessories 
Vi-Go™ 
Cable Sleeve with Integral Shock Absorber, Swivel, and Carabiner  — 
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HLLR2-Z7/30FT 
HLLR2-Z7/60FT 


36WAZ23 
36WA15 


SG416/60FT SRRDO 


$G8183-10/60FT SRRD4 


X00030 SRPXO 


X00060 SRPX1 


X00090 SRPX2 


1005709 SRPW7 


— 1010608 SRPWS8 


= 1014934 SRPW9 


VG/40FT 3RCD2 


GG0030 SRPY9 


GA0030 SRPZ7 


VGCS-SC 3RCD1 





Find even MORE on Grainger.com® 


_ Portable sleeve attaches by carabiner to the harness, arrests 
falls by locking onto the cable. For climbing fixed ladders. 
. Hardware Mfr. Item 
Description Material Model No. 
~~. a Detachable Cable Sleeve for Use _Zinc Plated Steel 6160054 65YH40 
No. SRPY9 F with Fixed Ladder Systems Stainless Steel 6160030 29EZ46 

7 : = e 
VERTICAL SYSTEMS 
Vi-Go™ Ladder Climbing System Co Sy onctry 
= Accommodates 4 users 
Permanently installed flexible cable system 
with automatic pass-through provides 
fall protection for fixed ladder applica- eeeee tn 
tions. Does not require a cable guide. 
Easy 1-handed attachment/detachment. 
Accommodates %s" cable. Fall arrestors 
sold separately. ; _ 

Ses 

GlideLoc® =_ 
Rigid rail systems are permanent with 
minimal maintenance required. Fall arres- No. 2UZT7 





Horizontal Lifeline Systems 


= Each system accommodates up to 2 users 


Sayfline™—Includes 1/16" kernmantle rope lifeline assembly with 
tensioning device, 2 tie-off adapters, and carrying bag. 


EZ-Line™ Retractable—," lifeline with 2 carabiners attaches to 
any 5000-Ib. rated anchorage connector or stanchion. 


Mfr. Item 

Description Model No. 
Sayfline™, 60-ft. Rope Assembly 7600506 3TNJ1 
EZ-Line™ Retractable, 60-ft. Cable Assembly 7605060 2UZT7 






| 


Portable 
Horizontal 
Lifeline System 


= User-rated for up to2 users ™ Meets OSHA standards 


Lightweight system easily installs without special tools or 
equipment. Attaches to 5000-Ib. rated anchorage points. 


Item 
Includes L Mfr. Model No. 
Web Lifeline with Tensioner and 
Shock Absorber, (2) 6-ft. Tie Off 60 ft. 1200101 6ZLL4 


Adapters, and Carrying Bag 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE”® ne _ SAFETY 
Find the we. Find Solutions. Find Great Prices. Lifeline Kits & Guardrail Warning Line Systems 





No. 49U073 


Portable Guardrail System 


Helps eliminate fall hazards by preventing personnel from falling to lower 
levels. Free-standing system doesn't require surface attachment so you can 


No. 49U072 






create custom configurations for floor or wall openings, hatchways, manholes, iscaantign aan ae 
p 
ae . eae sine bs simple stand Cr allows easy installation. The — -@jardrail Roof Kit 
uradle TINISN Neips resist corrosion Tor iong Ife. Includes (4) Guardrail Bases, Swing Gate, 

| | (3) Splice Kits, (3) 6 ft. Guardrails oe ais 
Guardrail Roof Kit—Includes the items you need to create a free-standing Guardrail Gate 
safety barrier Includes (2) Hinges, Latch Gate Clamp, 38'"L x 42"H 7900007 49U072 

Guardrails 

i ao i i " " Portable Guardrail Section, Yellow Alloy Steel, 6 ft. 7900061 5KCX7 
Guardrail Gate Compact gale Is adjustable from 23° to 38°L. Portable Guardrail Section, Yellow Alloy Steel, 8 ft. 7900062 5KCX8 

ilc— ; Portable Guardrail Section, Yellow Alloy Steel, 10 ft. 7900063 5KCX9 
Guardralls Require Guardrail Base Assembly No. 5KCX6, Sold separately. ee dail Post, 51H Sate aT] 
Guardrail Base Assembly—Rubber pad on bottom helps provide skid resis- Guardrail Base Assembl 
tance and protects surfaces from damage. _Galvanized Steel, 18°Wx18L 900060 KC 





No. 10K037 





No. 10K024 


* GRAINGER 














APPROVED 
Guardrails and Warning Line System 
Guardrails and Accessories—Powder-coated galvanized steel. Heavy-duty Item 
steel accessories easily adapt for existing guardrails. Safety locking pin allows -Gaardvulle and Accesecies ets PP--—-_—# cc 
for secure and easy attachment. “Guardrail, 6f. SS SSS—~—~—SsSS CRO 
Guardrail Clamp Systems—Parapet system is zinc-coated steel with easy- een oe 
to-adjust handles; works with 52" guardrail post (sold separately). Concrete Guardrail System Base 10K030 
Decking Guardrail Clamp is steel; secures to a concrete slab (up to 36').Cable iauardrall Ine Board tachment VOe 
Horizontal Lifeline System—Fall arrest system for 1 or 2 people helps main- erat ae eau mmachiment, 20g SO 
tain and control desired tension. Adjustable, to substantially reduce the forces on Parapet Clamp Guardrail System 10K037 
anchor- ages in case of a fall. Concrete Decking Guardrail Clamp 10K038 
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SAFETY 
Rope Grabs, Lifelines, Carabiners & Anchorage Connectors 


Scan. Order. Done. 
Details on page A1. 








oe jit 

fs = “as 
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* No. 1 Venta, Pee 4 
45J304 hae 
Icondor| ares | ‘ 7 
16V857 45J301 


Rope Grabs, Lifelines, and Carabiners 
= Meet ANSI standards 


Rope Grabs—For vertical applications. No. 30HG85 hinged design allows quick 
placement anywhere along vertical lifeline connector. Nos. 45J304 and 45J303 
can easily be threaded onto lifeline ropes with unbraided trailing ends. 








Honeywell 
MILLER 


Rope Grabs, Lifelines 
and Carabiners 
= Meet ANSI standards, except Rope Lifelines 


Rope Grabs—Stainless steel rope grabs move 
easily along lifelines to provide continuous 

fall protection. No. 3KN17 enables hands-free 
operation. 


Rope Lifelines—Used with Miller® rope grabs 
or roof anchor kit (see page 1792). 





Lifelines—Increase sieeeaat ae 

+: escription 0. 
vertical mobility. Rope Grabs for %" Dia Rope 
Include double-lock- Hinged Self‘Tracking 30HG85 
: Manual with 3-ft. Shock-Absorbing 
ing snap hook and lanyard and Snap Hook 45J304 
taped end. Trailing with 3-ft. Shock-Absorbing 451303 

; Lanyard and Snap Hook 
Carabiners—Self- Lifelines, 50 ft. x 56" Dia. 

Copolymer 45J302 
locking link between Polyester 153304 
lifelines, lanyards, and ‘Carabiners 

¥a'' Gate Opening, Dim. 4.14°L x 2.30W 16V856 

an anchorage point. 1" Gate Opening, Dim. 4.45'L x 2.82"W 16V854 
Constructed of zinc- T%6" Gate Opening. Dim. 7.16'L x 3.74°W 16V857 
2" Gate Opening, Dim. 8.70"L x 5.59"W 16V855 

plated alloy steel. 2" Gate Opening, Dim. 8.58'L x 4.92'W 16V858 


y 


/ Rope Grabs—Stainless steel 
rope grabs move easily along 
lifelines to provide continuous 
fall protection. 


= Meet ANSI standards 


Rope Lifelines—Abrasion- 
and UV-resistant with snap 
hook for easy, 1-handed 


connection. 
No. 19F390 No. 45J299 


VW 
Anchorage Connectors 
= Meet OSHA and ANSI standards 


Pass-Thru Anchors—Smaller D-ring passes 
through larger D-ring to attach to structural 
member; can be passed through multiple 
times to adjust overhead height. 








No. 19F391 


Roof Anchors—Permanent and reusable 
anchors are designed for fall protection during 
maintenance, repair, and construction on 
pitched and flat roofs. 


Mounted D-Ring and D-Bolt Anchors— 
Provide economical fall protection anchorage 
for installation on structural steel members, 
in a variety of work environments. D-rings are 
zinc-plated, except No. 45J296 is stainless 
steel. 


Concrete Anchors—TIemporary, reusable 
anchors can be relocated repeatedly. They are 
engineered for use in cured, existing concrete. 
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' Rope Grabs and Lifelines [sata] 


Mfr. Item 
Description Model No. 
Hone Grabs 
or ¥% Dia. 
Steel Cable 5000338  2UZY3 
ae 5000335  2UZY2 
Rope Lifelines, Poly Blend, %" Dia. 
30 ft. 1202/54 2UZX7 
50 ft. 1202794 2UZX8 
(oT. 1202821 2UZX9 
100 ft. 1202844  2UZY1 





No. 45J296 


” (Str! 
Beam Anchor and 


Toggle Anchor—Easy-to-install 
anchors can be relocated and reused. 


Clamp-on Beam Anchor anchor is 
well-suited for fixed positions. Heavy- 
duty aluminum alloy construction. 


Toggle Anchor can be mounted hori- 
zontally or vertically; toggle action 
secures it in place on the beam. 
Heavy-duty alloy steel construction. 


Rotating SRD Anchor—Temporary 
anchor provides 360° rotation for a 
personal self-retracting device (SRD), 
sold separately. It is compatible 

with Condor® self-retracting lifeline 
Nos. 22RT98, 22RT99, and 22RU01 on 


page 1800. 


Find even MORE on Grainger.com® 





No. Carabiners—Double-action twist-lock 
SM533 anchorage connectors are made of lightweight 
aluminum. 
Mfr. Item 
Description Model No. 
Rope Grabs 
Microloc® Compact Trailing for ¥s" Rope 8173/U 4RC61 
Microloc® Compact Trailing for “6: Wire Rope 81/2/U 4RC60 
Manual with O-Ring for %" or 44" Rope 81/4/U oAJ17 
Trailing sce Fope SOPH racludes cA 81795/U 3KN17 
Manual with O-Ring for Ys" or 4° Rope, Includes 4-ft. : 
Manyard® Shock-Absorbing Lanyard with Snap Hook 8174MLS4-Z7/4FTYL s6WA21 
Rope Lifelines, Nylon, ¥s" Dia. 
20-ft. with Thimble 195R-2/25FTWH 1D853 
30 ft. with Carabiner 194R-2/30FT 5M534 
100-ft. with Carabiner 194R-2/100FT 5M533 
Carabiners 
1" Gate Opening 172-21) 36WA19 
2%" Gate Opening 18D-2-Z7/ 36WA17 
aw 
PROTECTA re 
— § No. 2VAA8 a { 
— 7 Co c 
= No. 2UZY5 meets facaaal a _ 
escription ode 0. 
ANSI standards Rope Grab 
Rope grab enables hands-free ror 78 Dia_ Rope C2020 2UZ¥9 


operation and can be attached or 


removed anywhere on the lifeline. 120 tt. 





Rope Lifeline, Nylon with Carabiner, ¥e" Dia. 
50 ft. AC215A1 
AC230A1 


2VAA8 
2VAA9 





No. 30HG83 
No. 49CD29 
No. 49CD38 
Item 
Description No. 

Pass-Thru Anchors, Polyester Webbing 

3 ft. 19F392 
6 ft. 19F391 
8 ft. 30HG92 
10 ft. 30HG93 
Roof Anchors 

Permanent Double D-Ring Anchor, 17°L 19F390 
Permanent Single D-Ring Anchor, 19°L 49CD18 
Reusable Hinged Anchor with D-Ring 45J299 
D-Ring Steel Anchor Plate 49CD27 
Chain Anchor 49CD26 
Mounted D-Ring and D-Bolt Anchors 

Mounted D-Ring, Weld-On or Bolt-On, 4%" x 2" Plate with 2" Holes 30KU73 
Mounted D-Ring, Bolt-On, 4%" x 2" Plate with 2" Holes 35KU7/2 
Mounted Stainless Steel D-Ring, Bolt-On, 4%" x 2" Plate with 2" Holes 45J296 
Permanent D-Ring Bolt Anchor, 2" dia., ”s° Working Thickness 30HG83 
Bolt-On D-Ring Anchor, %" dia. Hole 49CD19 
Concrete Anchors 

Removable Bolt (RB) Anchor, Hole Size; 4" Dia x 3%'D 49CD29 
Expansion Wedge Anchor with Swivel-Eye, Hole Size; 4" Dia x 3%2'D 49CD30 
Multidirectional Toggle Anchor, Hole Size; %4" Dia x 1%'D 49CD31 
Beam Anchor and Toggle Anchor 

Beam Anchor, Fits Flanges 2" to 2° Thick and Widths of 41%" to 12° 49CD38 
Toggle Anchor for l-and H-Beams Up to 1%" Flange 49CD28 
Rotating SRD Anchor 

For Use on Flat or Low-Slope Roofs, 11°L x 11"W x 8"D 49CD35 
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No. 36MW07 


No. 36MW12 


ll Protection. Precision Engineere 


Anchorage Connectors 


= Tensile strength: 5000 Ib., except 3600 
lb. for Nos. 36MF79 and 36MF81 


Pass-Thru Anchor—Great for |-beams and other 
rated structural members. A 3" wear pad provides cut 
and abrasion resistance. 


Sling Anchors—Use with I-beams and other rated 
structural members. Forged alloy steel hardware. 


No. 36MW12 is an economical and lightweight anchor 
sling with heavy-duty polyester webbing. Nos. 19F358 
and 36MW08 are excellent in harsh environments, 
with high-strength cable that provides superior cut/ 
abrasion resistance. 


Wire Hook Anchor—Squeeze-open anchor is easily 
installed. For use only in overhead applications. 


Suspended Cable Anchor—Designed to provide a 
single-person fall arrest or restraint anchor point in 
surfaces such as steel decking, concrete, and grating. 
Anchoring plate is 6" x 6" x %". 


Concrete Anchors—Web Anchor is made for pour- 
in-place concrete applications. Constructed to resist 
the abrasion common with rebar form work. 


Rotating Bracket models are multiuse anchors featur- 
ing a reusable zinc-plated steel anchor plate with an 
integral 360° self-orienting D-ring. 






No. 36MW11 


No. 19F359 


No. 36MF79 


Adjustable Rotating SRD Anchor—Fall arrest/ 
restraint anchor with 360° rotation mounts to wood or 
metal roofs or steel decking to extend the capability 
of personal cable self-retracting devices (SRDs, sold 
separately). Connection D-ring allows attachment of 
horizontal or vertical lifeline systems. 


Beam Anchors—For use on overhead I|-beams. 


No. 36MF78 has nylon slider pads and ratcheting 
design with thumb latches. No. 19F359 has dual 
aluminum locknut jaws, center D-ring, and aluminum 
hex bar. Tool-less installation. No. 36MW10 features 
heavy-duty steel frame and wheels for temporary 

or permanent installation on closed-end horizontal 
beams. 


Parapet Wall and Window/Door Jamb Anchors— 
Connectors install without fasteners to provide 
temporary anchorage. 


Parapet Wall Anchor is for use on 9" and higher 
parapet walls, 2" to 15" thick. Window/Door Jamb 
Anchor adjusts to 21" to 51" openings to provide fall 
arrest/restraint anchorage. 





. 36MF80 


= No. 36MF81 
Mfr. 
Description Model 
Pass-Thru Anchor 
Polyester Web Strap 
with Loop, 4 ft 7348 
Sling Anchors 
Single-D Web Choker Strap, 6 ft. 7272 
Carabiner Sling Anchor, 
Vinyl Coated Cable, 6 ft 8420200 
Carabiner Sling Anchor, 4" 
Galvanized Cable, 4 tt. eacteys 
Wire Hook Anchor 
Fits 2" to 3" Pipe Dia. 7402 
Suspended Cable Anchor 
Yo" dia. Galvanized 
Steel Cable, 81 ft. pare 
Concrete Anchors 
Jacketed Loop and O-Ring 
Rotating Bracket with D-Ring 7451AC 
Screw Anchor with Rotating 
D-Ring Bracket (451A 
Expansion Bolt with 
Rotating D-Ring Bracket 14516 
Adjustable Rotating SRD Anchor 
11"L x 11"W x 8'D with 
Rear-Mounted D-Ring 7395A 
Beam Anchors 
Trailing |-Beam Anchor, 7530 
Adjustable Width 3" to 13" 
Clamp with Adjustable Width, 7533 
3" to 13" Flange Size 
Beam Trolly, Adjustable 7711 
Width, 3" to 8" Flange Size 
Parapet Wall and Window/Door Jamb Anchors 
Wall Anchor 7460A 
Window/Door Jamb Anchor 7465A 
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SAFETY 
Anchorage Connectors 





No. 36MW09 





Item 
No. 


36MWO07 


36MW12 
19F358 


36MWO08 
36MW11 


36MF74 


36MWwO09 
36MF77 
36MF75 


36MF76 
36MF79 


36MF78 
19F359 
36MW10 


36MF80 
36MF81 
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Anchorage Connectors 


= Meet OSHA and ANSI standards, except 
No.2UZE8 does not meet ANSI 


Tie-Off Adapters—Anchor a fall protection device to overhead loca- 
, tions. Steel Cable Choker No. 2UZF5 has dual O-ring pass-thru. 


Roof Anchors—Solid anchorage without damaging roof. No. 2UZE9 





No. 2UZE1 ‘ is a permanent stainless steel roof anchor. No. 39AL05, for membrane 
No. 2UZF5 No. 2UZE8 and built-up roofs, has a swiveling anchorage ring. Base plate is 16"W 


X 16"H. 
D-Ring Anchor—For permanent anchorage connection. 


Concrete Anchors—For vertical or overhead/ceiling surface applica- 
tions. No. 3TNH9 has quick-release button for instant anchor removal. 


Beam Anchors—Fixed Anchor No. 2UZF4 works horizontally or 
vertically. No. 2UZF3 slides to provide horizontal mobility. No. 2UZE6 
provides horizontal mobility and fits |-beam flanges. 





No. 2UZD7 Mfr. Item 
Description Model No. 
Tie-Off Adapters 
Polyester Web Strap, 3 ft. 1003000 2UZE1 
No. 39AL05 Soe Polyester Web Strap, 6 ft. 1003006 2UZE2 
_Steel Cable Choker, 4 ft. _ 9900550 2UZF5 
Roof Anchors 
_Reusable - Hinged with (20) 16D Nails _ 03676 ss 2UZE8 
Reusable - Bracket with Chain and D-Ring 2103673 2UZE7 
Permanent with (9) 16D Nails 2103678 2UZE9 


D-Ring Anchor __ 














_ With Anchorage Plate 2101630_ 2UZE5 
Concrete Anchors 
Temporary Anchor Strap 2100050 2UZE3 
Reusable D-Ring 2104560 2UZD7 
Reusable D-Ring with 5 Bolts 2104561 2UZD8 
_ Reusable with Quick-Connect Release _ 2100085 _ 3TNH9 
No. 2UZE6 Beam Anchors 
eee Sliding, Fits 31%" to 14" Flange 2104700 2UZF3 
Fixed, Fits 2%" to 12" Flange 2108406 2UZF4 
Trolly, Fits 3" to 8" Flange 2103143 2UZE6 
Honeywell 
MILLER 


Anchorage Connectors 


Cross-Arm Anchors—Wrap around |-beams and other structures. 
Web straps have a D-ring that slips through a web loop or D-ring. 
Cross-Arm Chain No. 3ZL96 is great for harsh environments. Meet 
applicable OSHA, ANSI, and CSA standards. 


Beam Hook Anchor—Large snap hook and D-ring accommodate the 
connecting device. 





me.anese Roof Anchors—Reusable roof anchors are for use on steep-pitched 


or flat wood surfaces. Permanent roof anchors are for use on wood 
members and sheathing. Meet applicable OSHA and ANSI standards. 
Nos. 5PB32 and 1RK97 are CSA Certified. 


Roof Posts—Stainless steel construction with plated steel wiring. 














No. 5PB32 
Meet applicable OSHA and ANSI standards. 
Ss Mounted D-Bolt Anchors—For permanent anchorage connection. 
pe Meet applicable OSHA and ANSI standards. No. 4RC55 is CSA Certified. 
> iar et p Mfr. Item 
~~ 3 iy —_ sé ription. _Model_ No. 
No. SRRD9 See Polyester Web Strap with Loop, 6 ft. T7314/6FTAF 5 WG66 
i Polyester Web Strap, 6 ft. 8183/6FTGN 1AG81 
r. : Chain, 6 ft. 440/6FT 3ZL96 
r mie _ Beam Hook Anchor 
z F Steel Hook with Adjustable 20-ft. Extension Pole 475/ 4RC58 
od :  RoofAnchors 
“ Reusable with Screws RA20-1/ 36FF26 
Permanent Mount with 2 D-Rings (For Single User RA40/ 5PB32 
sac aatii Reusable - Bracket with Chain and O-Ring ve arr 
for Steep-Pitched or Flat Surfaces 
Roof Posts 
_For Membrane and Built-up Roofs X10030 ORRDO 
For Standing Seam Roofs X10002 19D203 
Mounted D-Bolt Anchors 
— oe ~¥@" dia., 4 Working Thickness ~~~ ~~~ 4167 4RC5S 
¥" dia. with Concrete Expansion Anchor 417C/ 5RRE2 
1792 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SAFETY 
Full-Body Harnesses 





Full-Body Harnesses 


= Meet ANSI standards 
= Capacity: 425 Ib. 


Designed for construction and industrial environments, 
featuring load-impact indicators and lanyard keepers. 
Constructed of high-strength polyester webbing and 
alloy steel hardware. Fully adjustable fit with subpelvic 


strap. 


Cross-Over harnesses’ triangle shape and tangle-free 
design helps make donning fast and easy. They have 
front D-rings for climbing and side D-rings for work 


positioning applications. 


Standard and General Industry—Practical harnesses 
are designed and equipped to provide adjustability, fit, 


and value for a wide range of fall protection applications. Accessories—D-Ring Extenders provide longer 


General Industry models are designed for the 
professional user, and offer durability and long life. 


Adjustments are fast and easy with the friction roller 
torso adjusters. Belted models feature padded waist 


support and include tool belt and shoulder pads. 


Heavy-Duty models are particularly durable to meet the 


requirements of demanding professional users. 


D-Ring 
Description Back _ Front Side 
Standard Industry 

Nonbelted Yes No No 
Nonbelted Yes No No 
Nonbelted Yes No No 
Nonbelted Yes No No 
Nonbelted Yes No No 
Nonbelted Yes No No 
Nonbelted, Positioning Yes No Yes 
Nonbelted, Positioning Yes No Yes 


Nonbelted Climbing/Positioning | Yes Yes Yes 
Standard Industry Cross-Over Design 


Nonbelted, Climbing Yes Yes No 
Nonbelted, Climbing Yes Yes No 
Climbing/Positioning Yes Yes Yes 
General Industry 
Nonbelted Yes No No 
Nonbelted Yes No No 
Nonbelted, Positioning Yes No Yes 
Nonbelted, Positioning Yes No Yes 
Belted Yes No Yes 
Premium Comfort Construction-Grade 
Nonbelted Yes No No 
Nonbelted Yes No No 
Nonbelted Yes No No 
Belted, Positioning Yes No Yes 
Belted, Positioning Yes No Yes 
Belted, Positioning Yes No Yes 
Premium Comfort Construction-Grade Cross-Over Design 
Climbing/Positioning Yes Yes Yes 


Premium Comfort Construction-Grade, Retrieval/Shoulder D-Rings 


Nonbelted Yes No No 
Accessories 

D-Ring Extender, 18"L with Choke Loop 

D-Ring Extender, 18"L with Double Lock Snap Hook 
Suspension Trauma Relief System 





Premium Comfort Construction-Grade— 
Construction-grade harnesses have combined 
D-ring locations to suit multiple fall protection 
applications. Premium comfort features include a 
padded torso yoke for shoulders and back and a 
breathable air mesh shoulder yoke with integral 
nonslip dorsal D-ring adjustment. 


Positioning and retrieval models are configured 
for job-specific fall protection without sacrificing 
full adjustability and durable service life. Friction 
roller torso adjusters and the padded yoke allow 
fast, easy adjustment and help keep harnesses 
tangle-free. 


reach to ease connecting energy-absorbing 
lanyards and self-retracting lifelines. No. 30HG84 
choke-loop design reduces weight on the dorsal 
D-ring. 


No. 45J297 attaches to most full-body harnesses 
and helps reduce stress on the body while 
suspended, waiting for rescue after a fall. Fully 
adjustable. 


Buckles* > CHOOSE: Item 
Shoulder Leg Chest Size Color No. 
None MB MB Universal Black 19F376 
None MB MB XL/2XL Black 45J275 
MB MB MB Universal Blue 19F377 
MB MB MB XL/2XL Blue/Black 45J276 
MB TB MB Universal Blue/Black 19F378 
MB TB MB XL/2XL Blue/Black 45J277 
MB MB MB Universal Blue/Black 19F379 
MB MB MB XL/2XL Blue/Black 45J278 
MB MB MB S/M Blue/Black 45J279 
MB MB None Universal Blue/Black 30HG88 
MB MB None XL/2XL Blue/Black 30HG89 
MB MB None | Universal, XL/2XL Blue/Black K2163 
PT TB MB Universal Blue 19F380 
PT TB MB XL Blue/Black 45J280 
PT TB MB Universal Blue 19F381 
PT TB MB XL Blue/Black 45J281 
PT TB MB S/M, L/XL Blue/Black H3933 
PT TB MB | Universal, XL/2XL Red J1405 
PT QC QC | Universal, XL/2XL Red J1406 
PT QC QC Universal, XL Blue/Black H3932 
PT QC QC S, M, L, XL Blue/Black H3934 
PT TB MB S/M, L/XL Red J1407 
PT QC QC S/M, L/XL Red J1408 
PT QC None | Universal, XL/2XL Blue J1404 
QC QC Universal Black 35KU77 
30HG84 
45J294 
45J297 


* PT = pass through; MB = mating buckle; QC = quick connect; TB = tongue buckle. 


Protecta® Pro™ Full-Body Harnesses 


Nos. J6553 and J6555 have an easy-link web adapter that allows easy 
attachment of personal self-retracting lifelines and keeps the D-ring available for 
lanyards, overhead self-retracting lanyards (SRLs), or rescue devices. 


= Meet ANSI standards 
= Tensile strength: 3600 Ib. 
= Capacity: 420 Ib. 


Comfortable X-design. The fixed D-Ring Buckles* > CHOOSE: 
D-ring helps reduce the need Back Front Side | Shoulder Leg Chest Size 
; Positioning, Climbing 
for readjustment throughout Yes Yes Yes | None Mating Mating S. WL, XL 
Yes Yes __—‘iYes None TB Quick-Connect ; 
the workday. Lanyard keeper Yes Yes Yes None Quick-Connect Quick-Connect S, M/L, XL 
holds excess line to prevent Positioning 
tripping and entanglements. Yes ___No__ Yes | None 1B Mating 
Construction 
Nos. J6572 to J6574 are Yes No Yes | None TB PT M/L 
is . Positioning 
vest-style harnesses; great for Yes No Yes None TB Quick-Connect 


general-purpose applications. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


* PT= pass thru; TB = tongue buckle. 





No. 19F376 








Premium 
Comfort, Belted 
No. J1408 
Premium Comfort, 
Nonbelted/Retrieval 
Shoulder D-Rings 
No. 35KU77 


ie 
PROTECTA 


S, M/L, XL, 2XL_J6553 


S, M/L, XL, 2XL_J6559 


Standard, 
Nonbelted 





General, Belted 
No. H3933 





Suspension Trauma 
Relief System 
No. 45J297 


* 


4 RIGHT SIDE 


6 


No. J6553 
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No. J6572 


SAFETY 


Full-Body Harnesses 


Scan. Order. Done. rs 
Details on page A1. =|k 





Vest Style 
Harness 
No. G4557 






Wind Energy 
Climbing 
Harness 

No. G4560 


Construction/ 
General Industry 
Harness 
No. J5474 
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Tower Climbing 





ExoFit NEX™ Full-Body Harnesses 


= Meet ANSI standards 

= Tensile strength: 6000 Ib. 

= Capacity: 420 Ib. 

Designed and constructed for no-tangle donning and a comfortable secure 
fit. Soft and lightweight, yet durable, with built-in nonslip shoulder, hip, 
and leg padding. Breathable, moisture-wicking lining keeps wearer dry. 
1-handed Revolver™ vertical torso buckles provide easy adjustment of 
shoulder straps. Duo-Lok™ quick-connect buckles adjust with memory 

fit feature and allow adjustments to lock in place. Molded protective 

shell components prevent abrasion and wear and tear in targeted areas. 
Repel technology webbing reduces attraction of mold and dirt. Integrated 
suspension trauma straps provide quick pressure relief after a fall. Molded 
break-away lanyard keeper easily accepts larger snap hooks. 


Vest Style—Harness includes Tech-Lite™ aluminum back D-ring. 


Construction—Include Tech-Lite™ aluminum back and side D-rings, 
tongue buckle legs, and integrated hip padding with belt and lumbar wear 
protection. 


Wind Energy Climbing—Feature a radio and Lad-Saf® sleeve holster on 
the front and removable tool loops on the belt, enabling the wearer to carry 
equipment while climbing a tower. Include aluminum front, back, and side 
D-rings and integrated hip padding with belt and lumbar wear protection. 

= Meet CSA and CE requirements 


Arc-Rated 40 cal/cm? HRG 4—Nomex®/Kevlar® construction with 
flame-resistant and nonconductive properties. Include PVC-coated alumi- 
num back D-ring and comfort padding. 

= Meet ASTM F887-05 arc flash standard and CSA requirements 












































D-Ring Buckles* > CHOOSE: Item 

_ Back _—‘Front’ ~—Side_—| ~—Leg_~—Chest__ Size No. 
— Yes _———No- No | Q QC 8, M,L, XL, 2XL, 3XL_G4557 
Construction 

Yes No Yes | __TB Qc S, M, L, XL, 2XL G4508 
Yes = =—No —Yes_—| — QE Qc S,M,L,XL, 2XL_—-G4559 
Wind Energy Climbing: ee Se ere eee ae ee) 
Yes. Yes Yes TB QC S, M, L, XL G4560 
_ Yes _——Yes_——s YS acti __ 9, Mk XL G5719 
Arc-Rated 40 cal/cm? - HRC 4 _ Ce Pe ess ee 

Yes _——NO No | Qc Qc S,M,L,XL, 2XL_G2386 

Yes No Yes QC QC _S, M, L, XL G2387 











* QC = quick connect; TB = tongue buckle. 


SALA] 
ExoFit STRATA™ Full-Body Harnesses 


= Meet OSHA and ANSI standards 

= Tensile strength: 6000 Ib. 

= Capacity: 420 Ib. 

Packed with safety technology, these full-body harnesses are not just 
among the safest on the market, but they're also designed to be among 
the most-comfortable and lightweight. The breathable PolarMesh™ back 
pad helps keep you cool, and the proprietary LIFTech™ Load Distribution 
System redistributes weight to help reduce forces on your shoulders by 

up to 85% compared to leading competitor harnesses. Additional features 
include Tech-Lite™ Aluminum Side and Dorsal D-Rings for security without 
extra weight, an EZ-Link™ Quick SRL Adapter for easy self-retracting line 
connecting and disconnecting. Tri-Lock Revolver™ Connectors store excess 
webbing to help provide an extra layer of security around your legs. With 
an impact indicator and integrated suspension trauma straps. 


D-Ring | Buckles* > CHOOSE: Item 
Back Front Side (Shoulder Leg Chest Size No. 
_Construction/General Industry 
Yes NoYes | None QC AC 
_ Yes ___—No Yes_| None _‘1B QC 
Tower Climbing na 
Yes Yes Yes | None QC QC S. 
* QC = quick connect; TB = tongue buckle. 


IL, XL, 2X J5473 


S,M,L,XL, 2XL_J5474 
M 





JL, XL, 2XL_ 5475 
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SAFETY 
Full-Body Harnesses 





ExoFit™ Full-Body Harnesses 


= Meet ANSI standards 

= Tensile strength: 6000 Ib. 

= Capacity: 420 Ib. 

Lightweight, durable polyester web harness is 
X-shaped to wrap around the wearer's body. 
Designed for max. comfort, freedom of move- 
ment, and ease of use. Vest-style harness is easy 


D-Ring Buckles CHOOSE: Item 

Back Front Side | Leg* Chest* Size No. 
ExoFit™ 
Vest Style 

Yes No No QC QC | S,M,L,XL G4561 
Yes Yes No QC QC | S,M,L,XL G4562 
Yes No Yes QC QC | S,M,L,XL G4563 
Wind-Energy 

Yes Yes ‘Yes QC QC | S,M,L,XL G4574 
Wind-Energy with Hip Pad, Belt, and Lumbar Support 

Yes Yes ‘Yes QC QC | S,M,L,XL G457 
Confined-Space with Shoulder D-Rings 

Yes No No QC QC | S,M,L,XL G4576 
Construction 

Yes No Yes QC QC | S,M,L,XL G4577 
Tower-Climbing 

Yes ‘Yes Yes QC QC | S,M,L,XL G4578 
ExoFit™ XP 
Vest Style 

Yes No No QC QC | S,M,L,XL F8469 
Construction 

Yes No Yes QC QC | S,M,L,XL G4579 
Yes No Yes TB QC | S,M,L,XL G4580 
Trauma Strap 

Suspension Trauma Safety Strap 2UZP7 
Accessories 

Harness Webbing Protector 5KCX1 
ExoFit™ 11-Pocket Tool Pouch 2UZP8 


* QC = quick connect; TB = tongue buckle. 


Delta™ Full-Body Harnesses 


= Meet ANSI standards 

= Tensile strength: 6000 Ib. 

= Capacity: 420 Ib. 

Durable polyester webbed construction repels water 
and resists abrasion. Delta No-Tangle™ design holds 
the shape of the harness, making it easier to put on. 
Revolver™ torso adjusters provide fast, secure fit. 
Padded spring-loaded stand-up back D-ring provides 
extra comfort throughout the neck, shoulders, and 
back and allows for quick and easy connections. 


Standard and Positioning Vest Style—Good 

for general purpose applications. Models with side 
D-rings are also for work positioning. Nos. 2UZJ2 and 
2UZJ1 have belt loops for separate belt attachment. 


Cross-Over—tThe triangular-shaped, tangle-free 
design simplifies speedy donning. Front D-rings are 
for climbing, and side D-rings are for positioning 
applications. 


= ™ 
Titan™ Il Nonstretch Full-Body Harnesses 
No. J5478 features lighter, strategically-placed padding 
for optimal airflow while working at heights and a remov- 
able tool belt that stays in position when disconnected, 


= ANSI 2359.11 compliant 

= Tensile strength: 5000 Ib. 

= Capacity: 400 Ib. 

Durable non-stretch harnesses provide affordable 
lightweight fall protection for workers in the general 
construction, manufacturing, and oil and gas (refinery) 
industries, and similar fields. The harnesses feature 
easy vertical adjustability that stays in place, and a 
slip resistant back D-ring pad. Forward-positioned side 
D-rings help keep your tool bags in the right place 

for easy access, while Hi-Viz orange color webbing 
provides improved visibility for increased worksite safety. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Construction—Shoulder and hip padding with belt allows 
use with tool pouches. Side D-rings for positioning. 


High-Visibility Work Vest—Reflective orange vest has a 
built-in harness. Meets ANSI/ISEA Class 2. 


Find more Harness D-ring and Buckle Type information on page 1806. 


to put on and has shape reten- 
tion memory. 5-pt. adjustment 
provides a better fit. Breathable 
lining makes harness comfortable 
for all-day use. Quick-connect 
buckles are color coded and 
provide 1-handed operation. 


ExoFit™ Vest Style—Built-in 
nonslip shoulder, hip, and leg 
padding stays in place. Soft 
edging provides enhanced comfort 
and mobility. Fixed back D-ring. 


ExoFit™ Wind-Energy—Feature 
built-in back and leg padding, plus 
protective hip padding. Built-in 
lanyards hold tools and equipment 
so hands remain free. D-rings are 
PVC coated. 


ExoFit™ Confined-Space— 
Shoulder D-rings allow use in 
confined-space entry/rescue 

applications. 


ExoFit™ Construction—Has the 
same features as ExoFit™, with 
hip pad and belt for use with tool 
pouches. Side D-rings for work 
positioning allow hands-free 
operation. 


SALA 


ExoFit™ Tower-Climbing—Front 
D-ring connects to permanent 
ladder safety systems. Removable 
seat sling provides suspension 
and added comfort. 


ExoFit™ XP—Removable shoul- 
der, back, and leg cushioned 
padding allows harness to be 
washed. 3-D mesh lining elimi- 
nates odor and mildew. Adjustable 





spring-loaded, stand-up back pial 
D-ring enables connections to be No. G4561 


made without straining. Integral Tower- 
lanyard keeper holds excess rie 
inni arness 
line to prevent tripping and iia: GARGS 


entanglements. 


ExoFit™ XP Construction— 
Harnesses have the same features 
as ExoFit™ XP, plus a hip pad and 
belt with loops for use with tool 
pouches. Side D-rings for work 
positioning allow hands-free 





operation. 

Trauma Strap—Allows XP 

suspended worker to stand up Harness 

in harness to relieve pressure. No. F8469 xP 

Continuous loop design allows Construction 

1- or 2-ft. suspension. Attaches to Harness 
No. G4579 


most harnesses. 


>= ¥] hai 


SALA) 











D-Ring Buckles* Item 
Back Front Side Leg Chest Size No. 
Delta™ Standard 
Yes No No Mating Mating |Universal 2UZJ4 
Yes No No TB Mating Universal 2UZH7 
Yes No No TB Mating |Universal 2UZJ2 Vest-Style Cross-Over 
Yes No No QC QC |Universal 2UZP6 No. 2UZH7 No. 2UZH9 
Delta™ Positioning 
Yes No Yes Mating Mating Universal 2UZJ5 
Yes No Yes TB Mating Universal 2UZH8 
Yes No Yes TB PT (Universal 2UZJ1 
Delta™ Cross-Over 
Yes Yes No Mating None (Universal 2UZH9 
Yes Yes Yes Mating None (Universal 2UZJ3 
Delta™ Construction High-Visibility 
Yes No Yes TB Mating M 3TND4 Work Vest 
Yes No Yes TB Mating L 2UZH6 No. 2UZJ9 
Yes No Yes TB Mating XL 4EGP7 ' 
Delta™ High-Visibility Work Vests 
Yes No No T Mating |Universal 2UZJ9 
* PT = pass through; QC = quick connect; TB = tongue buckle. 
Honeywell 
MILLER 


even when tools are attached. 


D-Ring 
Back Front Side 
Standard Nonstretch 
Yes No No 
Yes No No 
Yes No Yes 
Yes No Yes 
Yes No No 
Contractor Nonstretch 
Yes No Yes 


Buckles* 
Leg Chest 
MB MB 
MB MB 
MB MB 
MB MB 
TB MB 
TB MB 





* MB = mating buckle; TB = tongue buckle. 


> CHOOSE: Item 
Size No. 
L/XL 49XM24 
L/XL 49XM26 
L/XL 49XM25 
L/XL 49XM27 
S/M, L/XL, 2XL J5477 





Scan. Order. Done. [= 
Details on page A1. = 


Find more Harness D-ring and Buckle Type information on page 1806. 


Honeywell 
Nonstretch Full-Body Harnesses “i 
= Meet ANSI and CSA standards Feature lightweight polyester webbing 
| = Tensile strength: 6000 Ib. with subpelvic straps for added support. 
= Capacity: 400 lb. Sliding back D-ring with D-ring pad 
= Universal size (L/XL) provides added comfort. Pull-free 
lanyard ring allows user to attach 
lanyard when not in use. 
D-Ring Buckles* Mfr. Item 
Back Front Side Shoulder Leg Chest Model No. 
Miller® 
} e 0 


SAFETY 
Full-Body Harnesses 








pads for additional comfort. 
Removable waist belt 
accommodates tool 
pouches. 


Miller® Arc-Rated— 
Designed with Keviar® 
webbing and leather 
insulators under all-metal 
hardware for additional 


MILLER 
Yes No No FB MB MB 850/UYK 1D815 


Miller® Contractor— 
Include back and shoulder 
Yes No No FB TB MB 850-4/UYK 6AR84 
Yes FB MB MB 850-7/UYK 1D814 






Yes N 
Miller® Contractor 


Contractor Yes No No FB TB MB 650CN-BP/UGN 2Kuc1 protection. Meets ASTM 
Harness cela Yes No Yes FB TB MB 650CN-BDP/UGN  2KUA9 887-05 arc flash standard. 
No. 1D815 Miller® Arc-Rated ; ' 
mer enuet Yes No No FB ac ac B50KQC/UBK SRREA [°F More arc-rated prod 


* FB = friction belt: MB = mating buckle; QC = quick connect; TB = tongue buckle. ucts, see page 1707. 


Honeywell 
DuraFlex® Full-Body Harnesses MILLER 
DuraFlex® 
a = Meet ANSI and Synthetic elastomer webbed harness stretches to DuraFlex®—Solid color leg webbing 
No. 19D184 CSA standards provide maximum comfort and mobility and conforms _ straps. Nos. 3ZL79 and 3ZL73 
< | = Tensile strength: to shape of user. Pull-free lanyard ring allows lanyard —_ have loops for optional tool belt 
ee” 6000 Ib. to be attached when not in use. Stand-up D-ring attachment. 


= Capacity: 400 Ib. 
= Universal size (L/XL) 


allows simple attachment. DuraFlex Ultra®°—Same features 


as the DuraFlex harness with 


D-Ring Buckles* Mfr. Item comfort-touch back D-ring pad with 
Back Front Side | Shoulder Leg Chest Model No. breathable fabric webbing 
DuraFlex® ; 
Yes No No FB MB MB E650/UGN 3ZL79 ©—]| j 
Yes No No FB TB MB E650-4/UGN 32ZL73 nines ea Sc 
Yes No Yes FB MB MB F650-7/UGN 3ZL81 arnesses feature cushioned tubular 
Yes No Yes FB TB MB E650-58/UGN 3ZL75 webbing for shoulders. Stretchable 
pare irae No FB MB MB E850-2/UGN 190184 DuraFlex webbing in the lower torso 
Yes No No FB ac QC E6500QC/UGN E1704 offers greater worker mobility. 
Yes No Yes FB Qc Qc E650QC-7/UGN 4GE90 
DuraFlex Yes No No FB MB MB P950/UGN 1RK89 features as the DuraFlex Python 
eiaoe Yes No Yes FB TB MB P950-58/UGN 1RK91 
® breathable fabric webbing and 
No. 1RK90 ) DuraFlex Python Ultra 
me Yes No No FB QC QC P950QC/UGN 4GE87 contoured edges for added comfort. 
Yes No Yes FB Qc Qc P950QC-7/UGN 19D182 ; 
Yes No Yes FB ac QC | P9500C-77/UGN  4GE88 No. 4GE88 includes body belt. 


* FB = friction buckle; MB = mating buckle; QC = quick connect; TB = tongue buckle. 


Full-Body Harnesses 


= Meet ANSI standards use, subpelvic straps, and front and 

= Capacity: 425 Ib. rear pockets. No. G4013 is made of 
™__ standard contractor-grade reflective 

‘ rider Haniassas material. No. G4014 is made of open- 


FALLT=CH’ 


7 Fall Protection. Precision Engineered. 


Tool Leashes—Abrasion-resistant 
webbing and aluminum or steel cara- 
biners keep dropped tools from striking 
lower levels. Max. tool capacity 15 Ib. 





ComforTech™ 
Harness 
No. G4009 


Hi-Vis Vest 
Harness 
No. G4014 
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provide maximum air 
circulation. Feature 
forged aluminum D-rings, 
aluminum adjusters and 
buckles, exterior pad 
assemblies, and multiple 
adjustment positions. 


ComforTech""— 
Incorporates gel, memory 
foam, and lumbar support 
to increase comfort. 5-pt. 
adjustment. Features 
include twin breakaway 
lanyard keepers, padded 
shoulder yoke, and waist 
and leg pads. Allows 
mounting of tool pouches 
on waist belt. 


Hi-Vis Vests—Features 
include internal donning 
cloak for tangle-free 


weave mesh with a breathable lining 
and meets ANSI Class 2 standards. 


Arc-Rated—Comply with ASTM 
F887, OSHA 1926, and ANSI Z-359.1 


requirements. 


D-Ring Extender—18" Kevlar® 
webbing with insulated D-ring and 
choke loop helps maintain continuous 
arc flash protection when attached 

to the dorsal D-ring or loop of an arc 


flash harness. 


D-Ring 

Back Front 
FlowTech™ 

Yes 

Yes 
ComforTech™ 

Yes Yes 

Yes No 
Hi-Vis Vests 

Yes 

Yes 
Arc-Rated 
Web Loop 

Yes 


No 
No 


Buckles* 
Side |Shoulder Leg 
No FB QC 
Yes FB QC 
No FB QC 
Yes FB QC 
No MB MB 
Yes MB TB 
No MB MB 
No MB MB 


Item 
Description No. 
D-Ring Extender 
18"L Keviar® Webbing 36MF83 
Tool Leashes 
Standard Tool Leash 19F367 
Tool Leash with 2 Carabiners 19F368 
Tool Leash with SpeedClip 19F369 
Tool Leash with Screw Lock Gate 19F370 
> CHOOSE: CHOOSE: Item 
Chest Size Color No. 
QC S, M, L, XL Silver G4010 
QC S, M, L, XL Silver G4011 
QC Universal, XL/2XL Brown J1371 
QC S/M, L/XL Brown G4009 
MB S/M, L/XL Lime, Orange G4013 
MB S/M, L/XL Lime G4014 
MB Universal Black 45J061 
MB Universal Black 45J060 


* FB = friction buckle; MB = mating buckle; QC = quick connect; TB = tongue buckle. 


1-800-GRAINGER (472-4643) 


Find even MORE on Grainger.com® 


SAFETY 
Full-Body Harnesses 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Find more Harness D-ring and Buckle Type information on page 1806. 


Honeywell 
MILLER 


AirCore™ Full-Body Harnesses 


= Meet ANSI and CSA standards Tower Climbing Harnesses—Engineered 
= Tensile strength: 5000 Ib. for comfort and easy adjustability on cell 

= Weight capacity: 400 Ib. phone, TV, radio, and utility towers. 
Lightweight construction helps reduce fatigue for 
increased productivity. Comfortable, stylish design 
encourages compliance. 

Contoured padding is strategically placed at lumbar, 
neck, and inner thighs. Proprietary, breathable open- 


Wind Energy Harnesses—Customized, 
lightweight design helps keep workers safe 
and comfortable for reduced fatigue and 
all-day endurance while building and servic- 
ing wind turbines. The replaceable lumbar 


core pad construction reduces heat and moisture to pad features nonmarring materials to protect Standard 
help keep the wearer cool and comfortable. Lumbar —_ the harness and the wall of the turbine from gegen 
oO. 


pad is replaceable on select models. 

DuraFlex® stretchable webbing improves mobility. 
Low-profile cam buckles allow fast, easy, simultane- 
ous shoulder web adjustment. 

The front D-ring extends performance and comfort 
for climbing, confined space, and rescue operations. 
Models with aluminum hardware are 20% lighter 
than steel models and corrosion-resistant for longer 
service life and reduced replacement costs. 

Certain models feature a removable belt with leather 
guide that is functional and comfortable. 

Leather bos'n chair with select models provides an 


damage. 


Oil and Gas Harness—Designed as an 
all-day harness for everyday tasks on drill- 
ing or service rigs and in the oil fields and 
various harsh environments. 18" extended 


back D-ring is an easy-to-reach attachment 
point for multiple uses, leaving the stand-up 


back D-ring as another connection point. 
Enhanced lumbar padding and expanded 
front waist padding provide increased 


comfort and support. Choose a seat sling or 


bos'n chair for added support and reduced 
















adjustable, rigid work seat; also available separately. | wearer fatigue. 
Harness Style/ D-Ring Buckles* 
Hardware > CHOOSE: CHOOSE: Item 
Material Back Front Side (Shoulder Leg Chest Size Color No. 
AirCore™ 
Standard 
Steel Yes No No CB TB QC S/M, L/XL, 2XL/3XL Green H3503 
Steel Yes No No CB QC QC S/M, L/XL, 2XL/3XL Green H3500 
Steel Yes No Yes CB TB QC S/M, L/XL, 2XL/3XL Green H3502 
Steel Yes No Yes CB QC QC S/M, L/XL, 2XL/3XL Green H3499 «aah: 
Steel Yes Yes No | CB. QC QC | S/M 2XL/3XL, L/XL Green, Blue J1482 bode metal 
Steel Yes Yes No CB TB QC 2XL/3XL, L/XL, S/M Green, Blue J1489 
Steel Yes Yes. Yes | CB QC QC | S/M,2XL/3XL,L/XL Blue, Green _J1483 pemeyanie 
Steel Yes Yes Yes CB TB. QC 2XL/3XL, L/XL, S/M Green, Blue J1485 Bos'n Chair 
Aluminum Yes No No CB TB QC L/XL, S/M, 2XL/3XL Green, Blue H6127 No. H7538 
Aluminum Yes No No CB QC QC L/XL, S/M, 2XL/3XL Green, Blue H6124 
Aluminum Yes No Yes CB TB QC L/XL, S/M, 2XL/3XL Green, Blue H6126 
Aluminum Yes No Yes CB QC QC L/XL, S/M, 2XL/3XL Green, Blue H6123 
Aluminum Yes Yes No CB TB QC L/XL, S/M, 2XL/3XL Green, Blue J1487 
Aluminum Yes Yes No CB QC QC S/M, L/XL, 2XL/3XL_ Green, Blue J1481 
Aluminum Yes Yes Yes CB QC QC 2XL/3XL, S/M, L/XL Green, Blue J1486 
Aluminum Yes Yes Yes CB TB QC 2XL/3XL, S/M, L/XL Blue, Green J1490 
Removable Lumbar Pad and Belt 
Aluminum Yes Yes Yes CB QC QC L/XL, S/M, 2XL/3XL Blue, Green J1480 
Steel Yes No Yes CB TB QC S/M, L/XL, 2XL/3XL Green H3501 
Steel Yes No Yes CB QC QC S/M, L/XL, 2XL/3XL Green H3498 
Steel Yes Yes Yes CB TB QC S/M, 2XL/3XL, L/XL Blue, Green J1488 
Steel Yes Yes Yes CB QC QC 2XL/3XL, S/M, L/XL Green, Blue J1706 
Steel Yes No Yes CB TB QC L/XL, S/M, 2XL/3XL Green, Blue H6125 
Steel Yes Yes Yes CB TB QC 2XL/3XL, L/XL,S/M = Green, Blue J1492 
Steel Yes No Yes CB QC QC L/XL, S/M, 2XL/3XL Green, Blue H6122 
AirCore™ Tower Climbing 
Standard 
Steel Yes Yes Yes CB QC QC S/M, L/XL, 2XL/3XL Green H7531 
Steel Yes Yes Yes CB QC QC S/M, L/XL, 2XL/3XL Blue H7535 
Aluminum Yes Yes Yes CB QC QC S/M, L/XL, 2XL/3XL Green H7533 
Aluminum Yes Yes Yes CB QC QC S/M, L/XL, 2XL/3XL Blue H7537 
Removable Bos'n Chair with Side D-Rings 
Steel Yes Yes Yes CB QC QC S/M, L/XL, 2XL/3XL Green H7532 
Steel Yes Yes Yes CB QC QC S/M, L/XL, 2XL/3XL Blue H7536 
Aluminum Yes Yes Yes CB QC QC S/M, L/XL, 2XL/3XL Green H7534 
Aluminum Yes Yes Yes CB QC QC S/M, L/XL, 2XL/3XL Blue H7538 ; 
AirCore™ Wind Energy Wind Energy 
Removable Lumbar Pad and Belt Harness with 
Steel Yes Yes Yes CB QC QC L/XL, S/M, 2XL/3XL Blue, Green J1493 Removable 
Aluminum Yes Yes Yes CB QC QC 2XL/3XL, L/XL, S/M Green, Blue J1494 Lumbar Pad 
AirCore™ Oil and Gas and Belt 
Removable Seat Sling with Side D-Rings No. J1494 
Steel Yes Yes Yes CB TB MB S/M, 2XL/3XL, L/XL Green, Blue J1484 

Removable Bos'n Chair with Side D-Rings 

Steel Yes Yes Yes CB TB MB 2XL/3XL, L/XL, S/M Blue, Green = J1491 
AirCore™ Tower Harness Accessories 

Tool Loops, Pkg. of 10 31XM18 ‘ 
AirCore™ Tower Climbing Harness Accessories 

Bos'n Chair with Steel D-Rings 31XM19 

Bos'n Chair with Aluminum D-Rings 31XM20 
AirCore™ Wind Energy Harness Accessory Oil and Gas 
Lumbar Wear Pad 38TD64 Harness with 
AirCore™ Oil and Gas Harness Accessories 

Seat Sling with Steel Side D-rings 381D32 pa Sina 
Bos'n Chair with Steel Side D-rings 38TC86 


* CB = cam buckle; QC = quick connect; TB = tongue buckle. 


No. J1484 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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SAFETY Scan. Order. Done. [= F- 
Full-Body Harnesses Details on page Al. = 





Find more Harness D-ring and Buckle Type information on page 1806. 


Honeywell 
MILLER 


Miller Revolution™ Full-Body Harnesses 


= Meet ANSI, and CSA standards 

= Tensile strength: 6000 Ib. 

= Capacity: 400 lb. 

Durable harnesses have flexible, 2-sided polyester webbing with contrasting color. 
Shape retention memory and independent upper- and lower-torso adjustments 
make them comfortable enough to wear all day. Web finials’ clip-on design orga- 
nizes webbing after proper adjustment. Highly visible encapsulated pack protects 
label. Stand-up D-ring allows easy attachment. Back shield conforms to most body 
shapes, keeps back D-ring in proper position, and minimizes impact from snap 
hooks and self-retracting lifelines. Cam buckle permits 1-handed adjustment or 
release simultaneous with shoulder strap (except No. 2KUC2 has friction buckle 
shoulder straps). PivotLink™ Connection rotary design allows harnesses to move 
with the body. Provides attachment point for belts, tools, and accessories. Fall indi- 
cators take the guesswork out of when to take harnesses out of service. Flexible 
belt pads on Nos. 5PA95 to 5PA98 minimize absorption and maintain optimal air 













Revolution” Revolution™ Harness Revolution” 


Harness with Pad and Construction sae 
No. 5PA91 Removable Belt oimens circulation during positioning. 
peters or eer Revolution™ Construction—Designed to meet the durability requirements for 


construction applications while providing all-day comfort. Feature back and shoul- 
der padding and modular accessory attachment system. 


Revolution™ Arc-Rated—Insulated against electrical shock, with fire-retardant 
Keviar® webbing and leather under all hardware. Nos. 1XEN8 and 3PRU1 have front 
rescue loops. No. 3PRU1 has pad and removable belt. For more Arc-Rated products, 
see page 1707. 


Revolution™ Arc- 
Rated Harness 
No. 1XEN7 


Revolution™ Vinyl-Coated—'deal for dirty environments such as petrochemical 
and water treatment plants. Resists physical deterioration resulting from exposure 
to a variety of liquids and maintains overall performance level. 


Relief Step™ Safety Device—Allows suspended worker to stand up in harness to 
enhance blood circulation and prevent suspension trauma after a fall. Small, light- 
weight unit attaches to any full-body harness. 


D-Ring Buckles* Mfr. Item 
Back Front Side | Shoulder Leg Chest | Size Model No. 
Revolution™ 
Yes No No CB QC QC L/XL RDT-QC/UBK 5PA91 
Yes No No CB TB QC L/XL RDT-TB/UBK 5PA92 


Revolution™ with Pad 
Yes No Yes CB QC QC L/XL RDT-QC-DP/UBK 5PA95 
Yes No Yes CB TB QC L/XL RDT-TB-DP/UBK 5PA96 
Revolution™ with Pad and Removable Belt 





Revolution” Yes No Yes CB. QC. ~=6QC_-| ~‘UXL __RDT-QC-BDP/UBK _—‘5PA97 
Vinyl-Coated Yes No Yes CB. 1B ac | LAX RDT-1B-BDP/UBK 5PA98 
Harness Revolution™ Construction 

penctsten™ No. 2KUC2 Yes No No CB. MB MB | LAL R10CN-MB/UGN 1XEU3 
cuter Yes No No CB TB. MB | LUXL R10CN-TB/UGN 1XEU5 

Safety Device Revolution™ Construction with Pad and Removable Belt 
No. 5PB18 Yes No Yes CB. MB MB | L/XL R10CN-MB-BDP/UGN  1XEU4 
(Harness Sold Yes No Yes CB. 1B MB | L/XL RI1OCN-TB-BDP/UGN  1XEU6 

Separately) Revolution™ Arc-Rated 

Web Loop No No cB. QC. SCO S| «LAL RKNAR-QC/UBK 1XEN7 


Web Loop No No CB QC QC L/XL RKNARRL-QC/UBK 1XEN8 
Yes No Yes CB QC QC L/XL | RKNARRL-QC-BDP/UBK  3PRU1 
Revolution™ Vinyl-Coated 





Yes No No FB TB MB L/XL RPC-TB/UGN 2KUC2 

Relief Step™ Safety Device 
Relief Step” 9099X/1 5PB18 

Accessories 

Tool Belt Universal Belt Attachment Clip RIA-C2/1 5PB13 
No. 5PB14 Water Bottle Holder (1 qt.) RIA-13/1 5PB10 
Stretchable Tool Holder 9077X 5PB17 
Electrician's Pouch RIA-T11/1 1XEP5 
Tool Belt w/Pad and Attachment Clips RIA-B2/ 5PB14 


* CB = cam buckle; FB = friction buckle; MB = mating buckle; QC = quick connect; TB = tongue buckle. 





* 
Body Belt condor! 


Belt can be used for personal restraint appli- 
cations that do not require fall arrest, or pair 
with a nonbelted full-body harness for work 
positioning applications. Polyester web with 4" 


Honeywell 
Body Belts fries 


Polyester web belts have a tongue 
buckle and provide users with posi- 
tioning alternatives when fall arrest is 





reinforced waist pad, removable heavy-duty No. F8634 not required. 
tongue-buckle belt, and 2 side D-rings. 
> CHOOSE: Mtr. Item 
> CHOOSE: Item Description Fits Waist Size Model No. 
Fits Waist Size No. Single D-Ring S, M, L, XL 123N F8634 
S, M, L, XL H7937 Single D-Ring with Back Pad S, M, L, XL, 2XL 3NA E1709 
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SAFETY 
Retractable Lanyard & PFLs 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


* (coer 

Personal Fall Limiter 
= Meets ANSI standards 

= Capacity: 310 lb. 

Helps reduce total fall and deceleration 
distance. Steel frame with PVC cover. 2"W 


webbing with snap hook and swiveling cara- | 
biner. Features internal braking system. 


Item Mtr. Item 
SRL Length No. SRL Length Model No. 
8 Tt. 19F393 10 ft. 8327-Z7/10FTYL 36WA07 





Honeywell 


MILLER 


Retractable 
Webbing Lanyard 


Compact design keeps webbing 
retracted and out of the way. Brakes 
instantly to limit free falls. Swivel 
shackle prevents twisting. Includes 
carabiner for attaching to anchor point. 
























Honeywell 
MILLER = 
Limiters and Cab- 
= Meet ANSI and CSA standards 
PERSONAL FALL LIMITERS (PFLs) 
Self-retracting lanyards with 
polyester webbing and quick- 
activating brake systems eliminate 
the need for extended fall distance 
clearance. 6-ft. working length is Al 
suitable for most applications; 9-ft. al 
length is great for scaffolding and h. 
order picker applications; 11-ft. | 
length offers maximum mobility. 
Harness connectors have 3600-Ib. t]) 
gate strength unless noted as 5K 
(5000 Ib.). Connectors are made of No. 1XETS5 No. SRPTO No. 2KUAG No. 49U970 
steel unless noted as aluminum. 
MiniLite®—Lightweight stainless No. of Weight Mfr. Item 
steel interior components with SRL Length Legs Anchorage Hook Type Harness Hook Type Cap. Model No. 
eae a ‘ ; Personal Fall Limiters (PFLs) 
high-impact thermoplastic housing. MiniLite® 
eee 11 ft. 1 — Steel Snap Hook 310 Ib. FL11-Z7/11FT 45JJ97 
Scorpion —Can be attached 11 ft. 1 Carabiner, Swivel Shackle Steel Snap Hook 310 Ib. FL11-3-27/1 1FT 1XET6 
directly to the harness D-ring for Scorpion™ 
ae 9 ft. 1 Steel Snap Hook Steel Carabiner 310 Ib. PFL-4-Z7/9FT 1XET5 
Hee as d fees fall limiter or as a oft. 1 Steel Snap Hook Steel Carabiner 310 Ib. PFL-5/9FT 3AE97 
traditional lifeline. Turbo T-BAK™ Retractable Tie-Back 
‘ 7 ft. 6 1 5K® Snap Hook — 400 Ib. MEFLT-1/7.5FT 19D179 
Turbo T-BAK™ Retractable — 7ft.6 1 5K® Snap Hook Steel Carabiner 400 Ib. MFLT-2/7.5FT _ 5RPR9 
Tie-Back—All-in-1 design with Tike 1 5K® Snap Hook Aluminum Carabiner 400 |b. MFLT-3/7.5FT 5RPTO 
amount of equipment required on 6 ft. 1 Steel Snap Hook Steel Carabiner 400 Ib. MFL-1-Z7/6FT 2KUAG 
a jobsite. 6 ft. 1 Steel Rebar Hook Steel Carabiner 400 Ib. MFL-2-Z7/6FT 3RCC5 
; 6 ft. 1 Aluminum Snap Hook Aluminum Carabiner 310 Ib. MFL-11-Z7/6FT 36WA13 
TurboLite™—!mpact-resistant 6 ft. 1 Aluminum Rebar Hook Aluminum Carabiner 400 Ib. MFL-12-27/6FT 36WA12 
Soi ¢ 9 ft. 1 Steel Snap Hook — 400 Ib. MFL-3-Z7/9FT 49U960 
ht housing : compact and 9 ft. 1 Aluminum Snap Hook — 400 Ib. MFL-16-Z7/9FT 49U954 
ightweight. Unit attaches directly to 9 ft. 1 Steel Snap Hook Steel Carabiner 400 Ib. MFL-1-Z7/9FT _49U957 
harness back D-ring for increased 9 ft. 1 Aluminum Snap Hook Aluminum Carabiner 400 Ib. MFL-11-Z7/9FT 49U949 
mobility 9 ft. 1 Steel Snap Hook Steel Snap Hook 400 Ib. MFL-9-Z7/9FT 49U946 
; 9 ft. 1 Aluminum Rebar Hook Aluminum Carabiner 400 Ib. MFL-12-Z27/9FT 49U951 
i ™ = Twin Turbo™ System with D-Ring Connector 
Lie ee T se eae fer 7 6 ft. 2 Steel Snap Hook Snap Hook 400 lb. MFLB-3-Z7/6FT SRPR5 
urboLite or Turbo T-BAK tie-bac 6 fit. 2 Steel Rebar Hook Snap Hook 400 Ib. MFLB-4-Z7/6FT 5RPRG 
retractable PFLs to be connected 7 ft. 6 2 5K® Snap Hook Aluminum Snap Hook 400 Ib. MFLTB-1/7.5FT 5RPT2 
i 0 Twin Turbo™ System with G2 Connector 
to a single harness for 100% 6 ft. 2 Steel Snap Hook Snap Hook 400 Ib. MFLC-3-Z7/6FT 49U963 
tie-off fall protection. Systems 6 ft 2 Steel Rebar Hook Snap Hook 400 Ib. MFLC-4-Z7/6FT _ 49U965 
with D-ring connector easily : i. g Aluminum Srap Hook Snap Hook 400 Ib. MFLC-11-Z7/6FT 49U968 
; ; uminum Rebar Hoo nap Hook 400 Ib. MFLC-12-Z27/6FT 49U970 
attach to noncoated metallic back 9 ft. 2 Steel Snap Hook Snap Hook 400 |b. MFLC-3-Z7/9FT 49U972 
D-rings. Systems with lightweight 9 ft. 2 Aluminum Rebar Hook Snap Hook 400 Ib. MFLC-12-Z7/9FT _49U978 
G2 connector attach to harness 7 ft. 6" 2 5K® Snap Hook Steel Swivel Snap Hook 400 Ib. MFLTC-1/7.5FT 49U979 
wi Turbolite™ Extreme 
webbing below the D-ring, leaving : i Steel Snap Hook Aluminum Carabiner 420 Ib. MFLEC-3/6FT 53CV22 
it open for other equipment. G2 9 ft. 1 Steel Snap Hook Steel Snap Hook 420 Ib. MFLEC-3/9FT 53CV23 
Connector Kit and components are _ Ps wes 2 Steel Rebar Hook Aluminum Carabiner 420 Ib. MFLEC2-4/9FT 53CV26 
i urpolite ax 
available separately. No. 49U980 9 ft. i Steel Snap Hook Aluminum Carabiner 420 Ib. MFLEW-3/9FT ‘S3CV31 
includes 1 each of 49U981, 6 ft. 2 Aluminum Rebar Hook Steel Swivel Snap Hook 420 Ib. MFLEW2-12/6FT _58CV36 
49U982, and 49U983. 9 ft. 2 Aluminum Rebar Hook Steel Swivel Snap Hook 420 |b. MFLEW2-12/9FT _ 53CV37 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1799 
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SRLs Details on page Al. 
Self-Retracting Lifelines conor! 
= Meet ANSI standards, Provide fall arrest for work locations with distant anchorage 

except 425-lb. models points and/or limited clear fall distances. 
Compact SRLs— 
Length te Anchorage Hook T H Hook T Scie No Sontweignt rugged 
Sonnac 5a ncnorage HOOK lype arness HOOK lype ap. 0. devices are offered in 
¥4'W HPPE, Polyester Blend Web with Housing . 6-, 9-, and 10-ft. lengths 
Et Sra Seelcaahner ———S10b—senuer— Wh achotce of leg-end 
6 ft. 1 Aluminum Rebar Hook Aluminum Captive Eye Carabiner 310 lb. 35KV02 connectors In Stee! OF 
6 ft. 1 Steel Rebar Hook Steel Carabiner 310 lb.  35KU98 aluminum. 6-ft. models 
> ——AriniSnan Hook acinar 3101. a5kvos feature external energy 
ae eft. 2 Steel Snap Hook Carabiner 310 lb. 35KVO03 absorbers in one- and 
35kvo7 —Ot: 2 Aluminum Rebar Hook Carabiner 310 lb. _35KV06 two-leg versions. 9- and 
35KV06 6 ft. 2 Steel Rebar Hook Carabiner 310 lb.  35KV04 10-ft. models feature inter- 
9 ft. 1 5K® Carabiner Steel Carabiner 310 lb.  49CD22 oe ge 
9 ff 2 5K® Carabiner Carabiner 310 lb.  49CD23 nal inertial brake system. 
No. ¥ie" dia., Stainless Steel Cable with Housing 
) 49cD22 of. 1 Swivel Shackle Steel Carabiner 310 Ib. 49CD33 Contractor SRLs— 
%e' dia., Galvanized Steel Cable with Housing Feature swivel-action 
9 ft. 1 Swivel Shackle Steel Carabiner 310 lb.  49CD32 -indicati i 
¥q"W HPPE, Polyester Blend Web with Housing load indicating carabiner 
Of. 1 Steel Snap Hook Steel Carabiner 310 Ib. 35KV07 for back D-ring connection 
10 ft. 1 Aluminum Snap Hook Aluminum Captive Eye Carabiner 310 1b. —_ 35KVO09 and an integral carriage/ 
10 ft. 1 Steel Rebar Hook Steel Rebar Hook 310 lb.  35KVO08 
10 ft. 1 Aluminum Rebar Hook Aluminum Captive Eye Carabiner 310/b. 35KV10 attachment handle. 
%6" dia., Galvanized Steel with Housing models meet OSHA 
20 ft. 1 Steel Carabiner Steel Carabiner 310 Ib. 22RT98 1926.502 
30 ft. 1 Steel Carabiner Steel Carabiner 310 Ib. 22RT99 ; ; 
50 ft. 1 Steel Carabiner Steel Carabiner 310 lb. 22RU01 
I Ye" dia., Galvanized Steel Cable with Housing Contractor ooo 
20 ft. 1 Steel Carabiner Steel Carabiner 425 Ib.  35KU80 (Leading Edge)— 
30 ft. 1 Steel Carabiner Steel Carabiner 425 |b. _ 35 KU81 Designed to reduce the 
, eo nictor ; a iE Teading Fagg Steel Carabiner 425 |b. 35KU82 risk of cable failure when 
No. 22RT98 sia AEG 70" dia., Galvanized Steel Cable with Housing contacting an edge during 
o: 30 ft. 1 Steel Carabiner Steel Carabiner 310lb.  49CD34 a fall event. 
sie’ ge Honeywell 
Self-Retracting Lifelines MILLER 
= Meet ANSI and CSA standards SRL No. of Weight Mfr. Item 
Quick-activating braking system stops free Bee Wine z ee ee a0. ulsote) tl 
falls, providing a safe and quick rescue. 9 ft. 1 Carabiner, Swivel Shackle 310 Ib. CFL-4-Z7/9FT 1XET7 
Sree or ner Iois wit ony eda oe ES bi 310 Ib RL20P-Z7/20FT  2JFD4 
strength. No annual factory recertification MightyLite™, 34" Galvanized Steel Cable : 
required. 30 ft. 1 Steel Carabiner 310 lb. _RLS30G-Z7/30FT 2FD1 
50 ft. 1 Steel Carabiner 310 1b. | RL50G-Z7/50FT — 2UFD3 
Black Rhino™’—Small, lightweight housing 100 ft. 1 Steel Carabiner 310 lb. RL100G-Z7/100FT  2JFC9 
holds corrosion-resistant stainless steel and _MightyLite™", 4c" Stainless Steel Cable 
ne fa Winernde Harsh 20 ft. 1 Steel Carabiner 310 lb.  RL20SS-Z7/20FT 36WA08 
aluminum components. withstands nars 130ft. 1 Steel Carabiner 310 lb. _RL130SS-2Z7/130FT 36WA16 
environments. MightyLite™ LE, 346" Galvanized Steel Cable 
; — 20 ft. 1 Steel Carabiner 400 lb. RL20G-Z7LE/20FT 45J012 
MightyLite"’—Durable, corrosion-resistant 30 ft. 1 Steel Carabiner 310 Ib. RLS30G-Z7/LE/30FT 45J013 
ae ea Use: a5f1-Steel Carabiner 310 1b. RLOSG-27LE/6SFT 4507S 
Install overhead; great for hard-to-mount MightyLite™ LE, *4c" Galvanized Steel Cable and Keviar® Shock- -Absorbing Packs 
locations. 20 ft. 1 Steel Carabiner 310 lb. RL20G-Z7LEK/20FT 45J016 
; — 30 ft. 1 Steel Carabiner 310 Ib. RLS30G-Z7LEK/30FT 45J017 
MightyLite™ LE—Arrestors feature inte- 50 ft. 1 Steel Carabiner 310 1b. RL50G-Z7LEK/50FT 45J018 
grated shock-absorbing packs designed for 65 ft. 1 ; Steel Carabiner 310 1b. RL65G-Z7LEK/65FT 45J019 
; ore Falcon™, 1c" Galvanized Steel Cable 
leading edge (LE) applications. Rated forup = “a9 fj Steel Carabiner 310 lb. MP20G-Z7/20FT _ 1XET8 
to a 310-Ib. user in LE applications and up 30 ft. 1 Steel Carabiner 310lb. | MP30G-Z7/30FT — 1XET9 
; ® . Falcon™, 3c" Stainless Steel Cable 
Models with Kevlar® packs are foruseinLE “6541 Steel Carabiner 310 Ib. MP65SS-Z7/65F1 _ 36WA22 
welding applications. Falcon™ Edge, 742" Galvanized Steel Cable 
20 ft. 1 Carabiner, Swivel Shackle 420 Ib. MP20G-LE 420H85 
Falcon™—vltra-durable units have impact- 30 ft. 1 Carabiner, Swivel Shackle 420 Ib. MP30G-LE 420H86 
P dalumi y 9 t Falcon™ Edge, ‘42" Galvanized Steel Cable and Keviar® SofStop Pack 
ie and aluminum components. 20 ft. 1 Carabiner, Swivel Shackle 420 Ib. MP20G-LEK 420H88 
¢ ; . = 
J uraSear"—all units come with a cable 0 1 Garabins. Sve Shackle 420 b. —__MG0G-LEK 420889 
sling with carabiner (not shown). The cable DuraSeal™ with Cable Sling 
7 Sng Ae use De Sama an NOt “ia Steel Carabiner” 420 1b SSRL100G1a9XM30 
Ws |} connector for carabiner mounted units. It 130f. 4 Steel Carabiner 420 Ib. SSRL130G1 49XM32 
- peal can also be used as a secondary anchor- 175 ft. 1 Steel Carabiner 420 Ib. SSRL175G1 49X34 
o. 50 ft. 1 Steel Carabiner 420 Ib. SSRL50S1 49XM29 
45J012 age that can be attached to the handle of 100 ft. 1 Steel Carabiner 420 Ib. SSRL100S1 49XM31 
the unit. 130ft. 1 Steel Carabiner 420 Ib. SSRL130S1__49XM33 
= : 175 ft. 1 Steel Carabi 420 Ib. SSRL175S1 49XM35 
Falcon Edge—Up to 30% lighter than DuraSeal™ with Cable Sling and 4-Hole Mounting Plate 
similar models to help ease installation 100 ft. 1 Steel Carabiner 420 lb. SSRL100G2  —_- 49XM36 
175 ft. 1 Steel Carabiner 420 Ib. SSRL175G2 _‘ 49XM40 
sin aenae 420H90 have an integrated shock absorber “foo Steel Carabiner 420 |b. SSRL100S2___49XM37 
" with a flame retardant cover that resists 130 ft. 1 Steel Carabiner 420 Ib. SSRL130S2__49XM39 
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Accessories 


Twin Leg 
No. 16V473 


Cab Mount 
No. 16V474 


Single Leg 
No. 16V475 


Each Nano-Lok SRL has an integrated anchorage loop to let 
you install anchorage connections such as these and leave 
the harness dorsal D-ring open for other equipment or rescue. 


SALA] 


Self-Retracting Lifelines 


NANO-LOK™ 
= Meet ANSI standards, except Tie-Back 


Standard—Light, compact units feature an impact-resistant housing 
with swiveling anchorage loop and automatic quick-activating 
arrestor. 


No. 45WA80 is designed for welding, grinding, and other high-heat 
applications. It has flame-resistant Keviar®/Nomex® fiber webbing 
and is arc rated APTV 8 cal./cm2. 


Tie-Back—Units incorporate a 36" tie-back leg, to eliminate the 
need for a separate anchor connector, tie-off adapter, or scaffold 
choker. UV-resistant nylon housing. 


LE (Leading Edge)—Designed for safety and comfort in foot-level 
tie-off and sharp-edge applications. Weight-dispersing energy 
absorber and 360°-rotating connector attach directly to harness, 
leaving the D-ring open. 2-leg SRLs provide 100% tie-off. 


Connectors—Use to secure a Nano-Lok SRL directly to a full-body 
harness webbing, leaving the back D-ring available. 


TALON™ 
= Meet ANSI and CSA standards (except 
Nos. 3TNH1 and 3TNH2 do not meet ANSI) 


Standard—Compact design with quick-connect handle for direct 
attachment to anchorage or harness. 


Tie-Back—Eliminate the need for a separate anchorage connec- 
tor. Built-in lanyard keepers and hook-and-loop attachment fit most 
harnesses. 


Cab Mount Bracket—Connects directly to the cab for convenient 
anchorage point. 


ULTRA-LOK® 

= Meet ANSI standards 

Corrosion-resistant stainless steel components with durable polyure- 
thane housing. Antiratcheting, twin disc brake system limits arresting 
forces. 


ULTRA-LOK® RSQ 

= Meet ANSI standards 

Provide fall arrest with assisted rescue capabilities and automatic 
self rescue. Constructed of reinforced plastic and include built-in 
carrying handle. 


SEALED-BLOK™ 
= Meet ANSI and CSA standards 


Fully sealed design protects working components, enhances safety, 
and extends working life. 
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Talon™ 
No. 3TNH1 
Nano-Lok™ Ultra-Lok® 
No. 16V464 No. 2UZZ5 
SRL No. of Harness 
Length Legs Anchorage Hook Type Hook Type 
Nano-Lok™ 
Standard, 252" Nylon Webbing 
6 tt. 1 _— Snap Hook 
6 tt. 1 Carabiner Snap Hook 
6 tt. 1 Aluminum Carabiner Snap Hook 
6 tt. 1 Carabiner Steel Rebar Hook 
. ‘ Aluminum 
6 tt. 1 Aluminum Carabiner Rebar Hook 
6 ft. 2 Snap Hook Quick Connect 
6 ft. 2 Snap Hook Quick Connect 
6 ft. 2 Aluminum Rebar Hook Quick Connect 
6 ft. 2 Steel Rebar Hook Quick Connect 
Standard 2%2" Kevlar®/Nomex Webbing 
6 tt. 1 Carabiner Snap Hook 
Tie-Back, 2542" Nylon Webbing 
9 tt. 1 Snap Hook Quick Connect 
9 tt. 2 Snap Hook Quick Connect 
LE (Leading Edge) with 6" Galvanized Cable 
8 tt. 1 Carabiner Quick Connect 
8 tt. 2 Carabiner Swivel Snap Hook 
8 tt. 1 Snap Hook Quick Connect 
8 tt. Z Snap Hook Quick Connect 
8 tt. 1 Aluminum Snap Hook OE EEEE 
8 tt. 1 Aluminum Rebar Hook Quick Connect 
8 tt. 2 Aluminum Rebar Hook Quick Connect 
8 tt. 1 Steel Rebar Hook Steel Carabiner 
8 tt. 2 Steel Rebar Hook Quick Connect 
8 tt. 1 Swivel Snap Hook Snap Hook 
8 tt. 2 Swivel Snap Hook Quick Connect 
HE (Leading Edge) 6" Keviar®/Galvanized Steel Cable 
1 oK® Snap Hook Tie-Back 
5 i 2 5K® Snap Hook Tie-Back 


Nano-Lok™ Connectors 
For Use with Nano-Lok Single Leg Self-Retracting Lanyards 


For Use with Nano-Lok Twin Leg Self-Retracting Lanyards 


For Use with Nano-Lok Single Leg Self-Retracting Lanyards 


Talon™ 
Standard, 9" Nylon Webbing 

8 tt. 1 Swivel Snap Hook —_ Steel Rebar Hook 
8 tt. 1 Swivel Snap Hook Carabiner 
Tie-Back, %" Nylon Webbing 
9 ft. 6" 1 _— Quick Connect 
Tie-Back, 1" Nylon Webbing 

6 tt. 2 Steel Rebar Hook Quick Connect 
eiay 2 _— Quick Connect 
Cab Mount Bracket 

8 tt. 1 _— Swivel Snap Hook 
Ultra-Lok® 
%e' dia. Galvanized Steel Cable 

20 tt. Snap Hook Swivel Snap Hook 
30 ft. 1 Snap Hook Swivel Snap Hook 
50 ft. 1 Snap Hook Swivel Snap Hook 
85 ft. 1 Carabiner Swivel Snap Hook 
%e' dia. Stainless Steel Cable 

20 ft. 1 Carabiner Swivel Snap Hook 
30 ft. 1 Carabiner Swivel Snap Hook 
50 ft. 1 Carabiner Swivel Snap Hook 
Ultra-Lok® RSQ, 1c" Galvanized Steel Cable 

50 ft. 1 Carabiner Swivel Snap Hook 
Sealed-Blok™, "4c" Stainless Steel Cable" 

aie 1 Carabiner Swivel Snap Hook 
30 ft. 1 Carabiner Swivel Snap Hook 
30 ft. 1 Carabiner Swivel Snap Hook 





Ultra-Lok® RSQ _ Sealed-Blok™ 


No. 5KCX2 


Weight 
Cap. 


420 Ib. 
420 Ib. 
420 Ib. 
420 Ib. 


420 Ib. 


420 Ib. 
420 Ib. 
420 Ib. 
420 Ib. 


420 Ib. 


420 Ib. 
420 Ib. 


420 Ib. 
420 Ib. 
420 Ib. 
420 Ib. 


420 Ib. 


420 Ib. 
420 Ib. 
420 Ib. 
420 Ib. 
420 Ib. 
420 Ib. 


420 Ib. 
420 Ib. 
420 Ib. 
420 Ib. 


310 Ib. 
310 Ib. 


310 Ib. 


310 Ib. 
310 Ib. 


310 Ib. 


310 Ib. 
310 Ib. 
310 Ib. 
310 Ib. 


310 Ib. 
310 Ib. 
310 Ib. 


310 Ib. 
420 Ib. 


420 Ib. 
420 Ib. 


No. 3TNE7 


Mfr. 
Model 


3101252 
3101215 
3101214 
3101217 


3101236 


3101279 
3101276 
3101277 
3101280 


3101498 


3101366 
3101374 


3500214 
3500229 
3500210 
3500225 


3500215 


3500216 
3500231 
3500212 
3500227 
3500211 
3500226 


3500213 
3500228 
3100088 
3100087 
3100089 
3101000 
3101001 
3101300 


3102003 
3102100 


3101009 


3504433 
3504430 
3504450 
3504485 


3504434 
3504431 
3504451 


3504550 
3400827 


3400801 
3400802 


Item 
No. 


16V466 
16V464 
16V465 
16V467 


16V468 


16V471 
16V469 
16V470 
16V472 


45WA80 


46W460 
46W459 


19TR91 
19TR85 
19TR89 
19TR83 


19TR92 


19TR93 
19TR81 
19TR90 
19TR82 
19TR87 
19TR84 


19TR88 
19TR80 
16V475 
16V473 
16V474 
3TNG7 
3TNG8 
3TNH1 


3TNG9 
3TNH2 


SKCY3 


2UZZ6 
2UZZ5 
2UZZ7 
3TNG6 


3TNG3 
3TNG4 
3TNGS 
OKCX2 
3TNE7 


3TNE9 
3TNF1 
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No. 
36MF89 


SRL_ No. of 


FALLT=CH 
— 
Fall Protection. Precision Engineered. 


DuraTech® Compact Self- 


Retracting Lifelines 


= Meet ANSI standards 

SRLs have an internal inertial brake disc system that 
eliminates the need for an external shock pack. Heavy- 
duty main spring and abrasion-resistant HPPE webbing 
deliver long service in the most demanding conditions. 






No. 19F384 


No. 19F385 





No. 19F388 


‘A , 
‘ a 


aa 















No. 45J286 


Polyester Web Shock- 


Weight Mfr. Item 

Length Legs Anchorage HookType Harness HookType Cap. Model No. 
6 ft. 1 Aluminum Snap Hook Steel Carabiner 310 lb. 82706SB4 36MF89 
6 it. 1 Aluminum Rebar Hook Steel Carabiner 310 lb. 82706SB5 36MF90 
6 ft. 1 Aluminum Rebar Hook Aluminum Carabiner 310lb. 8270655 36MF91 
6 ft. 1 Steel Rebar Hook Steel Carabiner 310 lb. 82706SB3 36MF88 
6 ft. 2 Aluminum Snap Hook Carabiner 310 lb. 827061TB4 36MF94 
6 ft. 2 Aluminum Rebar Hook Carabiner 310 lb. 827061B5 36MF95 
6 ft. 2 Steel Rebar Hook Carabiner 310 lb. 82706TB3 36MF93 

™ = ja 

| Rebel™ Self PROTECTA 
= 





6ZLP1 
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19F365 


Retracting Lifelines 


= Meet ANSI standards 

Thermoplastic housing is lightweight, compact, and 
durable. Feature swivel housing, snap hook, and swivel 
hook. Corrosion-resistant. 


Absorbing Lanyards 


= Meet ANSI standards, 
except Heavy User Internal 
Shock Absorber models 
For use as the connecting decelera- 
tion element of a personal fall-arrest 
system. 


Standard Internal Shock 
Absorber—Feature a continuous- 
length, internal energy-absorbing 


* coer 
energy-absorbing material limits fall 
arrest forces experienced by users 


between 310 and 400 Ib. (including 
tools and equipment). 


Tie-Back—Pack-style shock 
absorber has tie-back D-ring. 





Elastic—Expand and contract with 
wearer's movements to reduce 
potential entanglements and tripping 


-_ SRL Weight = Mir. va material jacketed with a durable hazards. 
poectiouan Sengiit wap mone) o tubular web. Include impact indicator. 
20ft.  4201b. 3590517 + 29GA87 sto |i . 
Choker Loop—Provide lightweight, 
546" Galvanized eee Se eo _ibzr Heavy User Internal Shock 
Serene” 50 ft. 4201b. 3590550 —‘«6ZLP2 vy use secure attachment to the harness 
eealll 66 ft.  4201b. 3590590 6ZLP3 Absorber—Additional internal D-ring. 
100 ft. 420lb. 3590670 —*«6ZLP4 tacking 
areas 
ais polauniess Steel 20 ft. 420 Ib. 3590504 + 29GA88 Paes — Anchorage Locking Harness ' 
i ax. Working 0.0 onnection onnection eight em 
LE Nylon’ strap a a " a ace etal Length Legs Hook Type Hook Type Cap. No. 
1"Polyester Stray ~ 11 ft. 310 lb. 3100425 40MC86 Standard Internal Shock Absorber 
0 tt 310 Ib 3100431 AOMC60 6 ft 1 Snap Snap 310 Ib. 19F382 
: : 6 ft 1 Rebar Snap 310 Ib. 19F383 
6 ft Rebar Snap 310 lb. 19F384 
Heavy User Internal Shock Absorber 
=CLr 1 Snap Snap 425 |b. 45J289 
T FALLTECH 6 ft 2 Snap Snap 425 |b. 45J291 
6 tt 1 Rebar Snap 425 |b. 45J290 
Contractor Self- 6 ft 2 Rebar Snap 425 lb. 45J292 
R t tt Li f li Tie-Back 
6 ft 1 Snap Snap 310 Ib. 19F388 
€ rac ing J eC Ines 6 ft 2 Snap Snap 310 Ib. 19F389 
Meet ANSI standar Elastic 
Mee nS anCae, . 4 ft6 in to 6 ft Snap Snap 310 Ib. 19F385 
Inertial brake limits deceleration distance. Glass-filled 4 ft 6 in to 6 ft 2 Snap Snap 310 Ib. 19F386 
reinforced nylon housing with independent alloy steel ; i 8 in io 8 i ; Repat Snap a " see 
. i ‘ _ : in to ebar nap 
frame is rugged yet lightweight. Alloy steel double locking | -Ghoker Loop, Standard 
carabiner and load-indicating swivel carabiner. 6 ft 1 Snap Choke 310 Ib. 45J286 
; 6 ft 1 Rebar Choke 310 Ib. 45J287 
Dyneema® is a registered trademark of DSM IP Assets B.V. 6 ft D Rebar Choke 310 Ib. 45J288 
Line Weight Mfr. Item Choker Loop, Elasticated 
Material Cap. L Model No. 4 ft 6 in to 6 ft 1 Snap Choke 310 Ib. 45J283 
Galvanized Steel 310 Ib. 30 ft. 727630 19F365 4 ft 6 into 6 ft 1 Rebar Choke 310 Ib. 45J284 
Galvanized Steel 310 Ib. 50 ft. 727650 — 19F366 4 ft 6 in to 6 ft 2 Rebar Choke 310 lb. 45J285 
Titanium® Coated Shock-Absorbing Lanyards 
= Meet ANSI standards 
1" lanyard is coated with Microshield® to extend 
service life and resist damage in harsh environ- Cocking: Lacking 
ments. Feature double-locking alloy steel hooks; wa a Anchorage panies seeniia » : 
CAL j orking 0.0 onnection Gonnection elg I em 
snap hooks have V4 gate opening, and rebar Length Legs Hook Type Hook Type Cap. Model No. 
hooks have 2%" gate opening. Window on shock | Single-Leg 
absorber pack for easy inspection. 6 ft 1 Snap Snap 310 Ib. 82561 _—-19F 353 
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No. 45JK08 







No. 45JJ96 








No. 45JK17 





No. 1XET1 





= FF Coe 
No. 3LCV5 - tare — 
is No. 36WA06 Pa 
Honeywell T ~ ( Sa ———_ 
MILLER No. 4YF78 yy : So ef 
= No. 5RRF4 
Shock-Absorbing Lanyards 
= Meet ANSI standards “ Pre Te 
H hype ax. ncnorage arness 
= Weight capacity: 310 Ib. Line Working No.of Weight Connection Connection Mtr. Item 
Shock-absorbing woven inner core smoothly Sie Length Legs Cap. Hook Type HookType Color Model No. 
3 Il 
expands to reduce fall forces. Snap hooks have 74" “yin Rope 5 ft 1 3101b.  SnapHook SnapHook White 901RLS-8-27/5FT  45JJ99 
gate opening; rebar hooks have 2" gate opening. ~ Nylon Rope 6 fi. 1 310 Ib. SnapHook SnapHook White  901RLS-8-Z7/6FIWH 45JKO08 
. Polyester 3 tt. 1 310 Ib. (1) Snap Hook Snap Green 913WLS-Z7/3FIYL  36WA11 
SofStop®—Include back-up safety strap. Viny| Polyester 6 ft. 1 310 Ib. (1) Snap Hook Snap Hook Yellow Q13WLS-Z7/6FTYL  45JJ96 
coating on select items prevents absorption of Polyester 6 tt. 2 310 lb. (2) Snap Hooks Snap Hook — Yellow 8798-Z7/6FTYL 45JK03 
liquid 9 P P Polyester 6 ft. 2 310 lb. (1) Snap Hook — Rebar Green 8878I-Z7/6FIGN 36WA18 
Iquids. Vinyl-Coated Polyester 6 ft. 1 310 Ib. Snap Snap Green 973PC/6FTGN 2KUC3 
™ : Vinyl-Coated Polyester 6 ft. 2 310 Ib. Snap Snap Green 8798PC/6FTGN 2KUC4 
Manyard HP™—Tubular outer jacket serves asa Yavjar@ 6 ft. 1 310 Ib. Rebar Snap Gray 933KR-Z7/6FTBK  36WA20* 
back-up lanyard. Kevlar® 6 fit. 2 310 Ib. (2) Rebar Hooks Web Loop __ Black 8799KR-Z7/6FIBK  45JK17 * 
Manyard HP™ 
Manyard® ll—Stretch from 4 to 6 ft. to reduce Polyester 6 ft. 1 310 Ib. Snap Snap Green 216 TWLS-Z7/6FIGN _1XER7 
tripping, snagging, or dragging. Integral red core Polyester 6 ft. 1 310 Ib. Rebar Snap Green 219TWRS-Z7/6FTGN  1XER8 
fe isualincoecton Polyester 6 ft. 2 310 Ib. (2) Snap Snap Green _232TWLS-Z7/6FIGN _1XER9 
OF easy visual INSP Polyester 6 fi. 2 310lb. (2) Rebar Snap Green 231TWRS-Z//6FTGN  1XET1 
. ae Manyard® Il 
® = — 
BackBiter® Tie-Back—Eliminate the need fora = “Keviare 4ft.to6ft. 2  310lb. (2)SnapHooks WebLoop Black 232MK-Z7/6FTBK  45JKO6 * 
separate anchorage connector. Anchorage snap Polyester 4ft.to6ft. 2 310 Ib. (2) Rebar Snap Green 231M-Z7/6FIGN  3LCV5 
hook gate load capacity is 5000 Ib. from an BackBiter® Tie-Back 
| 9 sae y Polyester 6 tt. 1 310 Ib. dK Snap Snap Green 913B/6FTGN 4YF79 
angle. oeset . 6 ft. 2 310 lb. (2)5KSnap Snap Green 8798B/6F IGN 4YF78 
O__ ® 7 retchotop 
StretchStop®—Include SofStop® shock-absorber  “poivester 4ftto6ft. 1 310 Ib. (1) SnapHook Snap Green 913SS-Z7/6FTGN  36WA06 
pack with back-up safety strap. Stretch from 4 to Polyester 4ft.to6ft. 1 310 Ib. Rebar Snap Green _940RSS-RR-Z7/6FIGN 5RRF3 
6 ft. to minimize tripping, snagging, and dragging. Polyester 4ft.to6ft. 2 400 Ib. (2) Rebar Snap Green _980RSS-RR-Z7/6FTGN SRRF4 


* Meet ASTM F887-05 Arc Flash standard. For more arc-rated products, see page 1707. 





No. 6ZLN2 





sf f) 


an y 7 
; if ee 
PROG TA r es No. 2UZW1 td Ss No. 6ZLN4 
™ z 
Pro™ Shock-Absorbing Lanyards No. 6ZLNG 
= Meet ANSI standards Locking —_ Locking 
; : . Max. Anchorage Harness 
Clear cover over shock pack allows easy visual inspection. Line Working No. of Weight Connection Connection Mfr. Mfr. Item 
a Material Length Legs Cap. Hook Type HookType  __Model Model No. 
Protecta Pro™ Pack—Durable with lightweight construction Protecta Pro™ Pack 
Polyester 6 ft. 2 310 Ib. Snap Snap 1342001 1342001 ~—«s6ZLN3 
and enhanced comfort. Polyester 6 ft. 1 310 Ib. 5K Carabiner Snap 1340040 1340040 ——«s6ZLN 
a TM Polyester 6 fit. 2 310 lb. (2) Rebar Snap 1340180 1340180 —«sZLN2 
seb ahpe aan | i na tubular web Polyester 6 ft. 2 310 lb. 5KCarabiner Snap 1340060 1340060 _—«6ZLPO 
instead of a traditional shock pack. Nylon 6 ft. 1 310 Ib. Snap Snap 1341001 1341001 2UZW1 
Protecta Pro™ Streteh—Expand and contract to user’ Protecta Fro-Stop 
rotecta Fro | streten—cxpand and contract to user's Polyester 6 ft. 1 310 Ib. Snap Snap 1340220 1340220 6ZLN4 
movements and minimize tripping and entanglements. Protecta Pro™ Stretch 
Polyester 6 ft. 2 310 Ib. Snap Snap 1340141 1340141 ~—«6ZLN5 
Polyester 6 ft. 2 310 Ib. (2) Rebar Snap 1340161 1340161 —_—«sZLN6 
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SAFETY Scan. Order. Done. 
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No. 46W441 


No. 3TNE2 





No. 425Y89 


No. 46W451 PEL 


Shock-Absorbing Lanyards 


= Meet ANSI standards EZ-Stop™ ill—Tubular webbing integrates the shock-absorbing core. Stretches 


EZ-Stop™—Lightweight and compact modular design reduces the overall cost instead of tearing when subjected to fall-arrest forces. 


of ownership by allowing individual components to be purchased and replaced ShockWave2™—Expand and contract to user's movements to minimize trip- 


separately as needed. ping and entanglements. 
EZ-Stop™ Tie-Back, Nos. 46W446 and 46W447—Single-leg tie-back web ShockWave2™ Tie-Back, No. 425Y89—Include the same features as the 
has a snap hook at one end and tie-back hook at the other. ShockWave2 with the added versatility of a tie-back to eliminate the need for a 


EZ-Stop™ Retrax™—Adjustable spring technology retracts lanyard automati- Separate anchorage connector. 


cally to fit the working area. 


Locking Anchorage Anchorage Locking Harness 





Line Max. Working No. of Strap Weight Connection Hook Gate Connection Weight Mfr. Item 
Material Length Legs Width Cap. Hook Type Opening Hook Type Cap. Color Model No. 
EZ Stop™ 
Ya" Vinyl-Coated Galvanized Cable 6 ft 1 —  310Ib. Snap ya" Snap 310 lb. Yellow 1246188  46W445 
Polyester Webbing 6 ft Z 1%" 310 Ib. Rebar or Snap 310 lb. Yellow 1246143 46W450 
Polyester Webbing with Elastic Legs and Floating D-Rings 6 ft 2 1%" 310 Ib. Rebar a Snap 310 1b. Yellow 1246152 46W452 
EZ-Stop™ 
Nylon Webbing 6 ft 1 1%6" 310 Ib. Snap ya" Snap 310 Ib. Gray 1246229 46W446 
Nylon Webbing 6 ft 2 1%6" 310 Ib. Snap ya" Snap 310 Ib. Gray 1246080 46W447 
Polyester Webbing Ott 1 Ya" 310 Ib. Snap a" Snap 310 lb. Yellow 1246012  46W440 
Polyester Webbing 6 ft 1 Yq" 310 Ib. Snap a" Snap 310 lb. Yellow 1246011 46W439 
Polyester Webbing 6 ft 2 1%" 310 Ib. Snap 3/4" Snap 310 1b. Yellow 1246022 46W444 
Polyester Webbing 6 ft 1 Yq" 310 Ib. Rebar 24" Snap 310 lb. Yellow 1246411 425Y83 
Polyester Webbing, Polyurethane Coated 4 ft 1 ils 310 Ib. Snap 3/4" Snap 310 1b. Yellow 1246225 46W442 
Polyester Webbing, Polyurethane Coated 6 ft 1 ih 310 Ib. Snap Ya" Snap 310 1b. Yellow 1246226  46W443 
Polyester Webbing with Adjustable Belt 6 ft 1 Ya" 310 Ib. Snap ya" Snap 310 lb. Yellow 1246234  46W441 
Polyester Webbing with Floating Tie-Back D-Ring 6 ft 1 1" 310 Ib. Snap ya" Snap 310 lb. Yellow 1246085  46W437 
Polyester Webbing with Floating Tie-Back D-Rings 6 ft 2 ile 310 Ib. Snap ya" Snap 310 lb. Yellow 1246070 46W438 
EZ Stop™ Ill 
Polyester Webbing 6 ft 1 1%" = 310 Ib. Snap a" Snap 310 1b. Yellow 1244006 2UZV4 
Force™ 2 
Elastic Webbing 6 ft 2 I 310 Ib. Rebar 24" Snap 310 lb. Yellow 1246415  425Y87 
Polyester Webbing 6 ft 1 12° -310b, Snap ya" Snap 310 lb. Yellow 1246167 46W448 
Polyester Webbing 6 ft 2 12" 310 Ib. Snap ya" Snap 310 lb. Yellow 1246161 46W449 
Polyester Webbing 6 ft 2 1%" 310 lb. Aluminum Rebar 2¥2" Snap 310 lb. Yellow 1246145  29EZ47 
Polyester Webbing 6 ft 1 1" 310 Ib. Rebar 24" Snap 310 lb. Yellow 1246414  425Y86 
Polyester Webbing with Elastic Legs and Floating D-Rings 6 ft 2 1%" 310 Ib. Rebar a Snap 310 1b. Yellow 1246153 46W451 
Retrax™ 
Polyester Webbing 2 ft 6 in to 6 ft 1 1%" = 310 Ib. Snap Ya" Snap 310 lb. Yellow 1241460 2UZV2 
ShockWave™2 
Polyester Webbing 4 ft 6 in to 6 ft 1 Z 310 Ib. Snap a" Snap 310 lb. Yellow 1244306 2UZV5 
Polyester Webbing 4ft6into6ft 2 2" 310 Ib. (2) Snap a" Snap 310 lb. Yellow 1244406 2UZV6 
Polyester Webbing 4ft6into6ft 2 2" 310 Ib. Snap 2¥2" Snap 310 lb. Yellow 1244412  2UZV8 
Polyester Webbing 4 ft 6 in to 6 ft 2 2 310 |b. Aluminum Rebar 2 V4" Snap 310 1b. Yellow 1244409 2UZV7 
Polyester Webbing 6 ft 1 1%" 310 Ib. OK Carabiner 4" Snap 310 Ib. Gray 1244650  3TNE1 
Polyester Webbing 6 ft 2 1%"  310lb. (2) 5K Carabiner 3a" Snap 310 Ib. Gray 1244675  3TNE2 
Polyester Webbing 6 ft 1 6 310 Ib. Rebar 24" Snap 310 lb. Yellow 1246417 425Y89 
Polyester Webbing with Rescue D-Rings on Legs 6 ft 2 11%6" 310 Ib. (2) Rebar 2" Snap 310 1b. Yellow 1244750 SKCW8 


No. 2UZU2 





EE ‘\ } Harness Extension and cal 


Positioning/Restraint Devices 


= Meet ANSI and OSHA standards 


Extension hooks to back of harness for self-retracting lifelines and lanyards. Positioning 
and restraint devices attach to harnesses that include side D-rings to allow hands-free 
work. Positioning Assembly provides support for workers on vertical surfaces. 


Locking Anchorage Locking Harness 





No. 2UZF7 





Line No. of Weight Connection Connection Mfr. Item 
Material L Legs Cap. Hook Type Hook Type Model No. 
D-Ring Harness Extension 
Polyester Web 18" — 310 Ib. D-Ring Snap 1231117  2UZU2 
Positioning Assembly 
Rebar Chain 20" 2 310 Ib. Snap Hook Snap Hook = 55920050 = 2UZF7 
Restraint Lanyards 
Polyester Webbing — 6 ft. 1 310 Ib. Snap Hook Snap Hook 1231106 2UZU1 
a No. 2UZT9 Polyester Webbing _ 6 ft. 1 310 Ib. Snap Hook Snap Hook 1231016 2UZT9 
. Nylon Rope 6 ft. 1 310 Ib. Snap Hook Snap Hook 1232354  2UZU3 
1804 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SAFETY 
Positioning/Restraint Devices & Body Belts 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


No. 30HG8&6 \ No. 45J293 


Line No. of 
Material 
Positioning Assemblies 


Locking Anchorage Locking Harness Weight Item 
Legs Connection Hook Type Connection Hook Type Cap. No. 











Chain Assembly 21" 2 Rebar Hook Snap 310 lb. 35KU74 
ot H 7 7 20° 2 Swivel Rebar Snap 310 lb. 45/295 
Positioning/Restraint Devices Polyester Webbing 24" 2 Aluminum Rebar Hook Aluminum Rebar Hook 3101lb. 30HG86 
Restraint Lanyards 
= Meet ANSI standards | | Polyester Webbing with 6 ft. i Snap Snap 425 |b.  45J293 
Rebar positioning devices provide support for workers in verti- _ Adjustable Buckle = 6 ft. 2 Rebar Hook Snap ae c ee 
cal applications. Restraint lanyards help keep users away from Galvanized Steel Cable, “dia. _5 A. _ nan nan Se aang 
fall hazards. Polyester Rope, 76° dia. 6.1 Rebar Hook Snap 310 lb. 49CD21 
= ad 
Le — vr ns adi 
) aS 
1 
S 
—_—sZ 
ae _ 
Honeywell 
MILLER 
Positioning/Restraint Devi , a 
ositioning/Restra evices - cnciane 
= Meet ANSI and CSA standards os 
Positioning devices support workers on a vertical surface. Restraint Lanyards help / 
keep workers from reaching an unprotected edge, to help prevent falls. ~~ 
Line No. of Weight Locking Anchorage Locking Harness Mfr. Item 
Material L Legs Cap. Connection Hook Type Connection Hook Type —_—sHarness Connection Model No. 
Work Positioning and Restraint Lanyards 
Nylon Webbing with Adjustable Buckle 10 ft. 1 310 Ib. Snap Hook Snap Hook Steel Snap Hook 210WLS-Z7/10FTYL 45JJ98 
Nylon Webbing, Adjustable 6 ft. 1 310 Ib. Snap Hook Snap Hook Steel Snap Hook 210WLS-Z7/6FTYL 36WA28 
Nylon Webbing 6 ft. 1 310 Ib. Snap Hook Snap Hook Steel Snap Hook 213WLS-Z7/6FTYL 36WA10 
Wire Rope 6 ft. 1 310 Ib. Snap Hook Snap Hook Steel Snap Hook 207LS-Z7/6FTG 36WA36 
Positioning and Restraint Lanyards 
Vinyl-Coated Wire Rope 6 ft. 1 310 Ib. Snap Hook Snap Hook Steel Snap Hook 207NLS-Z7/6FTV 36WA38 
awe 1 310 Ib. Carabiner Snap Hook Steel Snap Hook 201RS-8-27/5FT 45JK09 
6 ft. 1 310 Ib. Snap Hook Snap Hook Steel Snap Hook 203RLS-8-Z7/6FT 45JK07 
hivign Rope: i dia 20 ft. 1 310 Ib. Snap Hook Snap Hook Steel Snap Hook 201RLS-2-Z7/20FTWH  36WA39 
y Peg ag ane, 20 Tt. 1 310 Ib. Snap Hook Snap Hook Nylon Web Loop 198RLS-2-Z7/25FTWH  36WA34 
oO TL. 1 310 Ib. Snap Hook Snap Hook Nylon Web Loop 198RLS-2-Z7/50FTWH  36WA31 
fon. 1 310 Ib. Snap Hook Snap Hook Nylon Web Loop 198RLS-2-Z7/75FTWH  36WA32 
Positioning and Restraint Lanyards for Wind Industry 
Kernmantle Rope 72" dia. 4 tt. 1 310 Ib. Rebar Hook Carabiner Steel Carabiner 1014936/ SRRF1 
cere male: 6 ft. 1 310 Ib. Rebar Hook Carabiner Steel Carabiner 1014937/ 5RRF2 
Positioning Assembly 
Chain Assembly 20° 2 310 Ib. Rebar Hook Snap Hook Steel Swivel Snap Hook 6756RS-Z7/ 2JFD2 
/ ee De 
PROTECTA 
— 
Positioning/Restraint Devices PEP no. ezine / 
<p ‘ 


oa 


= Meet ANSI standards For better positioning when used with 7 


harnesses that include side D-rings. 


Locking Anchorage Locking Harness 





Line No. of Weight Connection Connection Mfr. Item 
Material L Legs Cap. Hook Type Hook Type Model No. 

Nylon Rope 6ft. 1 3104Ib. Snap Hook Snap Hook =: 1385501 + 6ZLN8 

Galvanized Steel 22" 2 310/b. Rebar Hook Snap Hook = 1350200 6ZLN7 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


SAFETY 


Fall Protection Kits 


D-RING TYPES 


Back D-Ring— 
Standard with all 
harnesses for fall 
protection. 


Front D-Ring— 
For climbing, 
confined space, 
and rescue 
applications. 


Scan. Order. Done. 
Details on page A1. 


Harness D-Ring and Buckle Types 


sil hy 


Side D-Rings— 
Allow hands-free 
work when used 
with a position- 
ing lanyard. 


BUCKLE TYPES 


Friction/Pass-Thru 
Buckle—Pass webbing 
through bar and then 
back between bar and 


Mating 
Buckle—Push 
center bar buckle 


through square 
link. 


Tongue 
Buckle—Similar 


Quick-Connect 
Buckle—Similar 
to a seat belt. 


Cam Buckle— 
1-handed, 
simultaneous 
strap 
adjustment. 


to a belt buckle. 
frame. 





No. 19F395 No. 35KU70 No. 45J298 No. 19F394 No. 35KV11 No. 53RGO06 


Fall Protection Kits * 


= Meet ANSI Z359.1-2007 
= 5-pt. harnesses 


Personal safety systems combine the ABCs of fall arrest—anchorage, body wear, and connector— 
in a convenient, ready-to-use kit. 


Weight D-Ring Buckles* Item 
Includes Size Cap. Back Front Side Shoulder Leg Chest No. 
General Use Kit 
6-ft. Shock-Absorbing Lanyard and Soft-Sided Storage Bag Universal 310 Ib. Yes No No MB MB MB 19F395 
Aerial Lift Kit 
4¥2-ft. to 6-ft. Adjustable Restraint Lanyard and Soft-Sided Storage Bag Universal 130 to 310 Ib. Yes No No MB TB MB 35KU70 
Roof Anchor Kits 
3-ft. Shock-Absorbing Lanyard with Manual Rope Grab, Reusable Hinged . 
Roof Anchors, 50-ft. Copolymer Lifeline, and storage Bucket : Universal 310 Ib. Yes No No MB MB MB 454298 
3-ft. Shock-Absorbing Lanyard with Trailing Rope Grab, Reusable Hinged 
Roof Anchors, 50-ft. Pelvestet Lifeline, sind Storage Bucket : Universal 310 Ib. Yes No No MB TB MB 19F394 
Personal Fall Arrest Safety Kit 
3-ft. Pass-Thru Anchor, 10-ft. Self-Retracting Lifeline, and Soft-Sided Storage Bag Universal 310 Ib. Yes No No FB TB MB 35KV11 
High Capacity 
Gear Bag S/M 310 Ib. Yes No Yes FB TB MB 53RG05 
Universal 310 Ib. Yes No Yes FB TB MB 53RG06 


* FB = friction buckle, MB = mating buckle, TB = tongue buckle. 





Honeywell 
MILLER 


Ready Roofer® Fall Protection Kit 


= Meets ANSI standards 
= Universal size 


Use on steep-pitched or flat-surface roofs. Additional roof 
anchors are located on page 1792. 





a” 


No. 6ZLN1 


Fall Protection Kits 


= Meet ANSI 2359.1 
= Universal size 


Mfr. ltem 
Includes Model No. 
ae ee eee an Atlee 
with Back D-Ring and Mating Buckle Leg _ : : ‘ibeen F : : 
Straps, 3-ft. Shock-Absorbing Lanyard, For short-term jobs, general compliance, or stand-by inventory. Kit No. 6ZLN1 is designed for 
Reusable Roof Anchor with Attachment 


BRFK25-Z7/25FT 45JK11 roofers. 
D-Ring, MicroLoc™ Compact Trailing Rope 
Grab, %" dia. 25-ft. Copolymer Blend Rope Mfr. Item 


Lifeline, and Waterproof and Storage Bucket Includes Model No. 
Full Body Harness, Lanyard, 50-ft. 5-pt. Harness, 6-ft. Lanyard, and Reusable Plastic Carrying Bucket 2199802 6ZLNO 
Rope Lifeline, Anchor Strap, Reusable BRFKT50-Z7/50FT 53WC65 5-pt. Harness, 6-ft. Lanyard, 50-ft. Lifeline, Rope Grab, 9199803 6ZLN1 


Roof Anchor, Rope Grab, Manual 


1806 GRAINGER. 


ITT 


Reusable Roof Anchor, and Plastic Carrying Bucket 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SAFETY 
Search & Rescue Equipment 





Rescue Helmets 


= Keviar® composite shell material PA “if | 
= One size fits most 


R5 series rescue helmets feature a smaller design and are ideal for working in tight or confined spaces. 
Typical applications include USAR, paramedic and rescue, and industrial safety. R6 series helmets are 
lightweight and feature a ventilation system that keeps water out when closed. Adjustment system 
keeps helmets centered on the head. These helmets can carry multiple accessories and are particularly 
suited for firefighting, USAR, paramedic and rescue, and industrial safety applications. 
> CHOOSE: Mfr. Item 
Series Includes Color Model No. 
Quick Release 3-Point 
R5 Blue, Red, White, Yellow 854 J7492 


Blue, Red, White, Yellow 856 J7493 
Blue, Red, White, Yellow 860 J7494 


ESS Goggle Mounts 
ROSL UTILITY ESS Goggle Mounts 
ROT ESS Goggle Mounts, Built-in Light Holder 


Adjustable 4-Point 
Retractable Eye Protector, Dynamic 
R6 DOMINATOR Sealed Ventilation System™ 
R6C DOMINATOR _ Retractable Eye Protector with ESS Goggle Mounts 


Red, White 805 J7485 
Red, White 805 K2139 


GEMTOR 


. .. when your life is on the line™ 


Class Il and Class Ill 
Rescue Harnesses 


Feature sturdy lightweight nylon webbing harnesses and triple 
locking pompier hook with 2" side opening gate. 


541NYC AND 544FR SERIES CLASS Il 

= Meet NFPA 1983 

Designed for fire service personnel. A sliding D-ring attachment 
point allows for use with escape systems. 541NYC Series features 
adjustable, color-coded leg straps. Choose left or right side 
harness opening to accommodate all types of bunker pants. 544FR 
Series flame-resistant harnesses are made of 13/4"W Kevlar® 
webbing with Kevlar thread. Can be worn as an internal harness 
when paired with compatible bunker pants, or externally with loops 
on outside. 





541NYC Series 
No. H8825 


Note: Measure waist over bunker pants to determine proper size selection. 


543CH SERIES CLASS Ill 

= Meet NFPA 1983 

For rescue-only operations. Excellent mobility and functionality for 
lowering yourself or others as a rescuer, for use with an escape 
system, for rescuing a wearer, and more. 5 load-bearing attach- 
ment points. Feature front and back forged steel D-rings and 
aluminum carabiner. Adjustable, color-coded friction leg straps 
provide easy donning and size adjustment. Shoulder strap buckles. 


> CHOOSE: Side Item 
Fits Waist Size Pompier Hook Opening No. 





544FR Series 
No. H8841 


541NYC Series Class Il 
‘ Left H8825 
30 in to 44 in, 36 in to uta Right H8826 
50 in, 44 in to 56 in None Left H8829 
Right H8830 
544FR Series Class Il 
34 in to 40 in, 36 in to ' 
50 in, 46 in to 56 in None Right H8841 
Fits > CHOOSE: Side Item 
Waist Size Height Range Opening No. 
543CH Series Class Ill ae 
30" to 44" ; \ Left H8837 543CH Series 
36" to 50" pan Nas : 2 pe ate Left H8838 No. H8837 
44" to 56" i Left H8839 


D IZ ® 
Cordex Rappelling Gloves 


High-quality leather construction gloves feature neoprene cuffs 
with hook-and-loop closure and carabiner hole. Cordex Gloves 
have breathable stretch nylon back. Cordex Plus Gloves have rein- 
forced palms and leather back with stretch nylon. 






> CHOOSE: > CHOOSE: Mfr. Item 
Description Size Color Model No. Beige 
Cordex XS, S, M, L, XL Beige, Black K52 G4833 No. G4833 
Cordex Plus S, M, L, XL Beige, Black K53 E4992 








Yellow 
No. J7492 


Red 
No. J7485 









No. 52TD42 


No. 3NGF4 





pera 


Connectors and Hardware 


Carabiners—Carabiner with triact-lock automatic 
locking feature is for frequent manipulations. Use 
Carabiner with screw lock for occasional manipu- 
lations or where foreign material could jam the 
automatic locking system. Both have a pear shape 
that is practical for easily connecting multiple items. 


No. 3NGF2 


Anchor Plates—For creating multiple anchor 
systems. 19mm holes accommodate the locking 
sleeves of most carabiners. Meet NFPA 1983. 


Swivels—Prevent rope twisting when the load is 
turning. No. 35ZM16 has a large opening to attach 
to pulleys and lanyards. Meet NFPA 1983. 


Mfr. Item 
Description Color Model No. 
Carabiners 
William, Triact-Lock Black M36A TLN 52TD42 
Go, Screw-Lock Bright P15 13D953 
Spirit, No Lock Silver M53 S 13D946 
Anchor Plates 
PAW, Small Red P63 S 3NGF3 
PAW, Medium Blue P63 M 3NGF4 
PAW, Large Red P63 L 3NGF5 
Swivels 
Swivel, 2-PersonLoad Black/Red P58 L 3NGF2 
Gated Swivel Black P58 SO 35ZM16 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1807 


SAFETY Scan. Order. Done. al = 








Search & Rescue Equipment & PFDs Details on page Al. — |= 
No. 30RU11 na No. 13D944 
= ere) No. 35ZM11 
No. 6TER7 No. 6TET4 S9ETZ1. | Ascenders and 
Pulleys eT | Descend PErZL. 
se | | - | escender 

Gemini and Twin—Double setting up a hauling or load deviation Pro Traxion—Allows rope instal- 
pulleys have side plates designed _ system. The side plate locks under lation while pulley is connected to | AScenders—Designed for ascent with 8 to 
for use with a Prusik friction hitch —_ load. the anchor. Large diameter sheave | !3mm dia. rope. 
in lightweight progress capture = = Meets NFPA 1983 T and side plate locks are suitable = Meet NFPA 1983 T 
systems. No. 3NGF1 accepts up to Kootenay—Large rope channel for hauling heavy loads. Descender—Distributes friction and heat to 
3 carabiners. allows passage of joining knots = Meets NFPA 1983 T help preserve the rope and doesn't twist it. The 
= No. 3NGF1 meets NFPA 1983 G oe design and configuration of the RACK brake 

Locking pins on sheave allow pulley to fiaseagtion:. “Meni... g eon 
Rescue—High-strength, high- be used as an anchor. MOREE LEO Ee oo Leet ite ea et ; 

ni Gemini P66A __6TET3 
efficiency pulley for Mafistvelty Jag Double and Jag Traxion—High- 7 ORERT Rope Dia. put in place 
heavy loads and for intensive use. ae ; Twin P65A _—s3NGF1 " 
: efficiency pulleys are designed to work —5 P50A~ TERT 

Accepts up to 3 carabiners. escue Mfr. Item 

together to make a 4:1 haul system. Minder P60A _‘ 3NGE9 Description Color Model No. 
Minder—Prusik minding pulley Jag Traxion double-progress capture »g4°qgre — P46 S0ZM15_ | Ascenders 
accepts up to 3 carabiners. pulley has a toothed cam with self- Kootenay ~~ P67 BTETA Right-Handed oe ee 
= Meets NFPA 1983 G cleaning slot for optimal performance 80 tone pas 352M | Lennanaea Black’ pa7ala 352M? 
p High-effici with frozen or muddy ropes. Jag Traxion P54 35ZM19 Yellow 

ro—High-efficiency lossproof = Meet NFPA 1983T 8 to 13mm Rope Dia. Descender 

pulley keeps things simple when Pro Traxion P51A _ 30RUT1 9 to 13mm Rope Black D1 13D944 


* 
Personal Flotation Devices (PFDs) Icontdor| 


» 15'4-lb. buoyancy Life Vests with Dual Chest Pockets— 
= Durable nylon outer shell Feature an outer shell with polyethylene 
= USCG Type III Approved foam and 2 adjustable encircling belts, a 
= No. 444M92: 171-Ib. buoyancy, heavy-duty zipper, and large arm holes 
vinyl-dipped outer shell, that allow for more freedom of move- 
USCG Type V Approved ment. Belts are hidden to help reduce 


snags. Reflective material on front and 
back for greater visibility in low light 
conditions. Include 2 large cargo pockets, 
dual chest pockets, and 2 D-ring holders 
for small attachments. 


Life Vests—Feature poly-twill inner 
construction and 2 adjustable belts to 
hold jacket securely in place. No. 45MP78 
features a leg strap for added safety, a 
convenient grab strap that allows for 
quick recovery, and a pop-up pillow for | Mesh Shoulder Life Vests—Include an 
added head support. No. 45MP77 comes _ outer shell with polyethylene foam. The 





No. 45MP74 
with a leg strap for additional safety. mesh shoulder, back, and sides help to 
Nos. 45MP74, 45MP75, and 45MP79 keep you cool in warm weather. Feature 
No. 45MP79 feature a chest strap to help keep the 2 adjustable encircling belts and a heavy- 


vest from riding up. No. 45MP79 adds duty zipper. Belts are hidden to help 
reflective material on the front and back _ reduce snags. The reflective material on 
for greater visibility in low light condi- front and back allows for greater visibility 
tions. No. 444M92 has opening in back to _ in low light conditions. 

accommodate most fall harnesses, plus 

adjustable shoulders and sides. 





> CHOOSE: Item 
Description Color Size No. 
Life Vests 
Red Child Less Than 50 Ib. 45MP78 
Child's Lightweight Nylon Vest Red Child 30 to 50 Ib. 45MP77 
Red Child 50 to 90 Ib. 45MP76 
: ‘ Blue Adult Universal 45MP74 
ROUEN ONeManiest Blue Adult Oversize 45MP75 
Adult Nylon Vest with Reflective Tape Orange Adult Universal 45MP79 
Adult Vinyl Vest with Reflective Tape Orange Adult Universal 444M92 
No. J4186 Life Vests with Dual Chest Pockets 
Dual Chest Pockets Orange S/M, L/XL, 2XL/4XL, 4XL/7XL J4186 
j Mesh Shoulder Life Vests 
No. J4185 Mesh Shoulder Vest Orange S, M, L, XL, 2XL, 3XL J4185 
Mesh Shoulder Vest with Dual Cargo Pockets Orange S, M, L, XL, 2XL, 3XL J4187 


1808 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SAFETY 
PFDs & Water Rescue Accessories 








STAN ® 
“yy 
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©) 
‘© 
Cy al 
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No. 5UYD8 





R 


Inflatable Personal 


Flotation Devices (PFDs) 


= Fit chest size: 30" to 52" 

Hydrostatic inflator on these devices auto- 
matically inflates vest when submerged in 4" 
or more of water. They withstand use in the 
most severe marine environments. Feature 
status indicator window, strobe light holder, 
safety whistle, and SOLAS reflective tape. 


Commercial Vest—Features a low profile 
for maximum mobility, 420-denier coated 
nylon shell, comfortable neoprene collar, 
back-up oral inflation tube, and D-ring for 
kill-switch attachment. Offer Type II perfor- 
mance for commercial use. Meets ANSI 
107-2004 Class 2 Standard when worn over 
an ANSI garment. 

= USCG Approved Type II/Type V 


Description 


Commercial Vest 
Work Vest 
Compact Tactical Vest 


Conversion Kit for No. 12L912 


No. 14U325 





CALEY ® 


8) Werld Prep. 


Water Rescue 
Accessories and Kit 


Rescue Stick'™—Provides rapid flotation 
assistance to a person at risk of drowning. 
14" yellow baton inflates in seconds to a 
large horseshoe shape once contact is made 
with water. 


Throw Bags—No. 14U325 high-visibility, 
yellow nylon throw bag and connected rope 
both float to aid with water or distance 
rescue situations. No. 11N741 attaches to 






No. 5UYD7 





No. 12L912 


Work Vest—Offers enhanced mobility and 
reduced heat stress even in constant wear 
situations. Approved for use on inspected and 
uninspected vessels of any size. Features 
durable polyurethane-coated nylon shell for 
improved puncture and abrasion resistance. 
Includes inflator cover to protect inflator 

cap, back-up oral inflation tube, and manual 
activation cord. 

= USCG Approved Type V 


Compact Tactical Vest—Designed specifi- 
Cally for body armor and tactical vests that 
use a Modular Lightweight Load-carrying 
Equipment (MOLLE) webbing system. 


Conversion Kit—Reconfigures No. 12L912 
PFD (sold separately, this page) from auto- 
matic to manually activated inflation. 








Mfr. Item 

Color Model No. 
Black/Yellow MD3183-T3 5UYD8 
Orange MD3188 5UYD7 
Black MD3196 12L912 
— MA7219 12L919 

No. 
11N741 


No. 5UYA9 


the floating rope inside and has 1"W reflec- 
tive tape for nighttime visibility. Features a 
mesh top and quick-release carrying strap. 


Water Rescue Kit—Packed in a heavy-duty 
storage case, kit includes inflatable rescue 
Stick, inflatable personal flotation device 
(PFD), and a throw bag with 75-ft. floating 
rope. 


Mfr. Item 


Description Model Brand No. 
Rescue Stick™ MRD100 Mustang Survival SUYAS 
Throw Bag w/50-ft. Rope WP-064 World Prep 14U325 
Throw Bag w/75-ft. Rope MRDO75 Mustang Survival 11N741 
Water Rescue Kit MRK110 Mustang Survival SUYAY 


Sign in to Grainger.com® to see YOUR Pricing and MORE 






No. 
9YM14 


RAGULT 


ADULTE 





STAN ® 
S, oA 


Industrial Foam Personal @: 
Flotation Devices (PFDs) Se 


Universal Fit Vest—3 belts adjust to fit adults 80 Ib. and up. 
Large arm holes for mobility. SOLAS-grade tape on shoulders. 
Great for boat crews. 

= USCG Approved Type Ill 


4-Pocket Vest—Short-waisted vest has 4 D-rings for lanyard 
attachment. 50 mph dynamic strength-tested to stand up to tough 
conditions. Large arm holes for mobility. 

= USCG Approved Type Ill 


Mesh Vest—High waist reduces interference with tools. Features 
mesh shoulders for mobility and comfort, large front pockets 

with hook-and-loop closure, side adjustments for dual sizing, and 
SOLAS-grade reflective tape on front and back. 

= USCG Approved Type Ill 


Offshore Vests—The first to have earned 4 regulatory approvals 
in a single design, these vests ease the hassle and cost associated 
with complying to a variety of vessel regulations. 

= USCG Approved Type |, MED, SOLAS, and TC Approved 


Swift Water Rescue Vest—Developed specifically to meet the 
needs of rescue professionals facing the challenges of swift water. 
Customizable fit improves comfort and operational performance 

in and out of the water. Black color with fluorescent yellow-green 
SOLAS tape improves visibility. 2 large self-draining pockets and 
MOLLE webbing on shoulders and back make it easy to carry 
essential gear. 

= USCG Approved Type V 


> CHOOSE: Mfr. Item 
Fits Chest Size Color Model No. 
Universal Fit Vest 
30" to 52" Orange MV3104T1 9YM14 
4-Pocket Vest 
32" to 36", 36" to 40", 40" to 44", 44" to 48" Orange MV3128T2 E7908 
Mesh Vest 
34" to 42", 42" to 50", 50" to 58", 58" to 64" =~ Orange MV12541T1 E7907 
Offshore Vests 
Children 33 to 90 Ib. Orange MV8035 46G117 
Adults 30" to 52" Orange MV8040 46G116 
Swift Water Rescue Vest 
30" to 52" Black/Yellow MRV150 46G118 








SAFETY 


PFDs & Cold Water Survival Wear 


Scan. Order. Done. | 
Details on page A1. 








No. 
2FLK2 


No. 2FLK6 





No. H6505 
No.G4792 





No. 2FLJ3 


No. 3MUA2 





No. 3MUA4 


No. J5705 


No. J5704 No. 2NCV1 





No. 2FLK5 
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Personal Flotation Devices (PFDs) is) 
| - Ultra Commercial Automatic Vest— 


Include 3M™ Scotchlite™ SOLAS-grade reflective 
material for high visibility. 


Crew Mate™ and Deluxe Merchant Mate" Il 
Vests—No. 2FLK2 features side-release buckles, tie 
waist belt, and contoured neckline. No. 2FLK6 has a 
nylon shell and lining with foam-filled collar, 2 chest 
adjusters, and hook-and-loop patch on shoulder to 
mount flashlight. Both have a min. of 22-lb. buoy- 
ancy. USCG Approved Type I. 


Work Zone Gear™ Vests—Feature zip-front, 2 
body straps, 2 front pockets with hook-and-loop 
closure, and D-rings for attaching gear. Min. of 
15'%-lb. buoyancy. USCG Approved Type Ill. 


Versatile™ Vests—Nylon shell features 4 pockets 
with full hook-and-loop closures. Has side adjust- 
ment tabs for a secure fit. Min. of 15%-Ib. buoyancy. 
USCG Approved Type Ill. 


Force™ Il Vests—PVC-coated foam outer fabric 
retains buoyancy even when punctured. Opening on 
back fits most brands of fall protection harnesses. 
Min. of 7%-Ib. buoyancy. USCG Approved Type V. 


> CHOOSE: 
Fits Chest Size/Size 
Crew Mate™ Vest 
30° to 52" 
Deluxe Merchant Mate™ II Vest 
30" to 52" 


Work Zone Gear™ Vests 

36" to 38", 40" to 42", 44" to 46", 48" to 50", 50" to 52", 54" to 56" 
36" to 38", 40" to 42", 44" to 46", 48" to 50", 54" to 56" 

50" to 52" 

Versatile™ Vests 

36" to 38", 40" to 42", 44" to 46", 48" to 50", 50" to 52", 54" to 56" 
Force™ Il Vests 

30° to 52" 

52" to 62" 

Ultra Commercial Automatic Vest 

30" to 52" 
Work Master™ Vest 

Universal 

First Mate™ Vests 

S/M, L/XL, 2XL 
Adult Classic Vest 

ee eee SaaS to 52" 


Cold Water Survival Wear 


3M™ Scotchlite™ SOLAS-grade orange reflective material increases visibility. 


Challenger™ Anti-Exposure Work Suit— 
Designed to keep you warm on the boat and in 

the water. Adjustable ankle, thigh, and wrist straps 
help trap the heat, and an insulated hood keeps out 
harsh wind and rain. Inflatable neck support keeps 
you floating in position. Durable nylon shell with PVC 
flotation foam. 

= USCG Approved Type V 


> CHOOSE: 
Size 
Challenger™ Anti-Exposure Work Suit 
S, M, L, XL, 2XL, 3XL 
Cold Water Immersion Suits 
Universal 
Oversize 


No. No. 
| 3MUA3 2FLK4 


Find even MORE on Grainger.com® 


Automatically inflates when submerged 

in water; can also inflate manually by pulling lanyard 
or with oral inflation tube. Includes emergency 
whistle, cylinder, bobbin, and mesh storage bag. 
Min. of 33%4-lb. buoyancy. USCG Approved Type V, Ill, 
or Il when worn in accordance with owner's manual. 


Work Master™ Vest—Features a hinged back 
panel, flotation collar on vest, body belt with belt 
tunnel, and snag-resistant buckle. Offers quick 
adjustment slides and easy-snap buckles for a snug 
fit. USCG Approved Type IlI/V. 


First Mate™ Vests—Adjustable side tabs slide 
quickly for a customizable fit. 4 hook-and-loop 
pockets and 2 D-rings keep tools close. Feature 
200D nylon shell and Vislon® zipper. USCG Approved 
Type Ill. 


Adult Classic Vest—Jacket has 3 webbed 1" 
straps that adjust for a comfortable fit. Features soft 
polyester shell and durable Crosstech® flotation 
foam. Open-sided design for more breathability. 
USCG Approved Type Ill. 





Mfr. Item 
Color Model No. 
Orange 11200RG 2FLK2 
Orange IG000RG 2FLK6 
Orange 14240RG F8417 
Yellow l424YEL H6505 
Black/Yellow l424YEL H6505 
Orange l4650RG G4792 
Orange 12230RG 2FLJ3 
Orange 12230RG 2FLJ4 
Black 1470 3URV3 
Orange 2000004520 3MUA2 
Orange 20000114 J5705 
Red 3000004474 3MUA4 
S 


Cold Water Immersion Suits— 
Flame-retardant 5mm stretchable neoprene offers 
protection from hypothermia in the water. Suits 
include faceshield for spray protection, inflatable 
head support, SOLAS whistle, nonslip soles, and 
5-finger insulated gloves. 

= USCG, SOLAS, MED Approved 





Mfr. Item 
Color Model No. 
Orange 30000029 J5704 
Orange 2000027982 2NCV1 
OO I5900RG 2NCV2 
Water 
Safety ~as- 
Sma 
Equipment 
Mfr. Item 
Description Model No. 
Polyethylene Ring Buoy w/Encircling 
Rope, 30 dia., USCG Type IV IO300RG — 2FLKS 


Flotation Cushion w/1" Webbed 
Strap, USCG Type IV 

Throw Bag w/70-ft. 1800-Ib. Tensile 
Rope and 1" Reflective Tape 

Throw Bag w/100-ft. 1800-Ib. 
Tensile Rope and 1" Reflective Tape 


3000004483 3MUA3 
l0210RG  2FLK4 
l0220RG 3NGH6 
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Tactical Jackets, 


Parkas, and Raincoat 


A. Response Jacket™—Wind- 
and water-repellent, 100% 
polyester microfiber shell is ideal for 
spring weather. Features hidden ID 
panels on the chest. 


B. Big Horn Jacket™—Microfiber 
shell and fleece lining, with 
Back-Up Belt System™: Hidden 
chest pockets that allow quick 
access to critical gear. Side zippers 
on left and right side give easy 
access to sidearm or provide added 
ventilation. 


C. Tactical Fleece Jacket— 
Wind-resistant, 100% polyester 
fleece with 100% nylon panels. 
Abrasion-resistant collar, shoulders, 
biceps, and back of forearm. Side- 
seam zippers allow sidearm access. 
Zippered exterior hand warmer 
pockets and interior pockets. 

Can be used with 3-in-1 Parka 

No. D4702. 


D. Chameleon Jacket™—100% 
polyester bonded soft shell fabric, 
features a drop tail, water and wind 
repellency, and 3 zip-out ID panels. 


E. Sabre Jacket 2.0°’—Designed 
for superior wet weather perfor- 
mance with waterproof, breathable 
100% microfiber softshell fabric 
and fully seam-sealed construction. 
Features the Quixip™ quick-access 
side zipper. Numerous pockets 
provide ample storage. Additional 
features include 3 zip-out ID panels, 
large shoulder patches, and a 
removable hood. 


F, 3-in-1 Parka™—High- 
performance waterproof and 
breathable outer jacket is resistant 
to tears and abrasion. The fleece 
inner liner is extremely durable 
and wind-resistant. 100% nylon 
shell. Side zippers ease access to 
duty belt and provide ventilation. ID 
panels on the chest and back are 
removable. 


Find Safety Vests on page 1905; Safety Lights and Baton Flares on page 1906. 


G. 5-in-1 Jacket™—100% nylon 
shell has a removable fleece liner 
with zip-off sleeves, enabling the 
jacket to be worn 5 different ways. 
Waterproof, breathable construc- 
tion. Waist-length with side zippers 
for ventilation and access to duty 
belt. Removable ID panels on chest 
and back. 


H. Responder Parka™ and 
Responder Hi-Vis Parka™— 
Waterproof, breathable parkas are 
resistant to bloodborne pathogens. 
High-performance seam-sealed 
construction features 100% nylon 
shell with removable polyester 
fleece liner, hook-and-loop wrist 
closures and storm flaps, removable 
hood, and zippered armpit vents. 
5.11® Traxion™ nonslip shoulder 
panels. ID panel at right chest. 
High-visibility model has 3M™ 
reflective trim. 
= No. D4723 meets ANSI Class 

Il, Level II/ISEA 107-2010 


I. Reversible Hi-Vis Rain Coat— 
100% nylon oxford shell in a fully 
waterproof, seam-sealed design. 
Adjustable-length jacket serves as 
a full-coverage coat, or snap off 
the lower portion to parka length. 
Features a full snap front, pass- 
through pockets for easy access 
to duty belt, shoulder mic loops, 
integrated badge tab, and a snap- 
adjustable sleeve hem. 
= High-visibility yellow side 

meets ANSI/ISEA 107- 

2015 Class Ill, Type R 


510 a 


> CHOOSE: 
Key Description Size 
a XS, S, M, L, XL, 
A Response Jacket 2XL, 3XL, 4XL 
. ™ XS, S, M, kL; XL, 
B Big Horn Jacket XL, 3XL, 4XL 
XS, S, M, L, XL, 
C Tactical Fleece Jacket OXL, 3XL, 4XL 
a XS, $, M, L, 
D Chameleon Jacket XL, 2XL, 3XL 
7 XS, S, M, L, XL, 
E Sabre Jacket 2.0 2XL, 3XL, 4XL 
= XS, S, M, L, XL, 
F 3-in-1 Parka 2XL, 3XL, 4XL 
7 XS, S, M, L, XL, 
G _5-in-1 Jacket OXL, 3XL, 4XL 
™ S, M, Ls Ales 
: Responder Parka 2XL, 3XL, 4XL 
Responder S,M,L,XL, 
Hi-Vis Parka™ 2XL, 3XL, 4XL 
| Reversible Hi-Vis S, M, L, XL, 
Rain Coat 2XL, 3XL 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


> CHOOSE: Mfr. Item 
Color Model No. 
Black, Dark Navy 48016 D4705 

Black, Navy 48026 H0223 

Black, Dark Navy, 
Sheriff Green 48038 | D4716 
Black, Dark Navy, 
Moss/Black 48099 D4724 
Black, Coyote, 
Dark Navy, Moss 48112 G0449 
Black, Dark Navy, 

Range Red 48001 D4702 
Black, Dark Navy 48017 D4707 
Black, Dark Navy 48063 | H0228 
Dark Navy, Range 
Red, Royal Blue | 48073 | D4723 
Reversible Black/ 48125 H0237 


Hi-Visibility Yellow 


No. D4723 
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Scan. Order. Done. (=f; 
Law Enforcement Apparel Details on page Al. 








Find Safety Vests on page 1905; Safety Lights and Baton Flares on page 1906. 


Tactical Shirts ERTS) ws, 


A. Utili-T™ Crew-Neck T-Shirt—Features a 1" 
high-density collar and is cut long to stay tucked in. 
Moisture-wicking 100% ringspun cotton. 


B. Utility Polo—Cotton/polyester pique knit material is 
wrinkle- and fade-resistant, with a no-roll collar, drop tail 
with side splits, and dual-pen pockets on the sleeve. 


C. Tactical Polo—100% cotton jersey is shrink-, wrinkle-, 
and fade-resistant for a lasting neat, clean, professional 
appearance and fit. Stay-flat, no-roll collar. Mic-clip attach- 
ments at shoulders and sternum. Short sleeves. Pen pockets 
on left sleeve. 


D. Professional Polo—Made of comfortable, hard-wearing 
100% cotton pique knit. Includes convenient left-sleeve 

pen pockets. Looks neat, clean, and professional. Wrinkle-, 
shrink-, and fade-resistant. Stay-flat, no-roll collar. Short 
sleeves. 


E. Performance Polo—100% snag-resistant polyester 
jersey is wrinkle-, shrink-, and fade-resistant. Moisture- 
wicking, antimicrobial material helps reduce odor-causing 
bacteria. Stay-flat, no-roll collar. Short sleeves. Dual-pen 
pockets on left sleeve. 


F. Bike Patrol Shirt—Performance-fit shirt has flexible 
reflective tape on the sleeves, chest, and back for visibility, 
plus a longer drop tail for neatness and underarm gussets 
for range of motion. Details include a mic loop at the placket 
and a chest pen pocket. 100% moisture-wicking polyester 
jersey with antimicrobial treatment. 


G. Helios Polo Shirt—4.5 02. snag-resistant jersey knit 
fabric offers moisture-wicking, quick-drying, and odor 
control characteristics. Integrated underarm gussets ensure 
a full range of movement, while a pen pocket, front mic 

» loop, and shoulder mic pockets allow you to keep important 
accessories within easy reach. 


H. Tactical® Shirts—100% cotton canvas with proprietary 
hidden document pockets, cape back with mesh lining, and 
hidden button-down collar. Long Sleeve No. D6797 features 
adjustable cuffs and sleeve keepers. 


G. G. Womens H. I. Taclite® Pro Shirts—Lightweight, breathable 65/35 poly- 
ester/cotton ripstop material is PTFE-treated to resist spills 
and stains. Feature proprietary hidden document pockets, 
cape back with mesh lining, and hidden button-down collar. 


J. %-Zip Job Shirt—Shirt features a Break-Through™ 
chest pocket with hook-and-loop divider that can carry a 
full-size radio. Hand warmer pockets, mic-clip pockets, and 
pen pockets provide additional storage space. Cotton/poly 
fleece with fade-, shrink-, and wrinkle-resistant finish. 


K. Rapid Assault Shirt—Designed for breathability while 
under full armor. Lightweight cotton/poly/spandex knit fabric 
wicks perspiration and dries quickly. Side mesh panels 
improve air flow to keep the wearer cool. Saddle-shoulder 
design allows maximum range of motion. Flat-lock seams 
reduce chafing. /2-zip front. Woven collar can be worn up or 
down. Large dual shoulder pockets offer additional storage. 





> CHOOSE: > CHOOSE: Mfr. Item 

Key Description Size Color Model No. 
A___Utili-™ Crew-Neck T-Shirt, Pkg. of 3 S, M, L, XL, 2XL, 3XL ACU Tan, Black, Dark Navy, White | __ 40016 __D4688 
B___Utility Polo XS, 5, M, L, XL, 2XL Black, Dark Navy, Heather Gray, Silver Tan 41180 H5473 
C Tactical Polo S, M, L, XL, 2XL, 3XL Black, Dark Navy, Heather Gray, Silver Tan, White | 71182 — D6792 
D _ Professional Polo XS, 5, M, L, XL, 2XL, 3XL Academy Blue, Black, Dark Navy, Heather Gray, Range Red, Silver Tan, White | 41060 — D4693 
E Performance Polo XS, 5S, M, L, XL, 2XL, 3XL Black, Charcoal Gray, Dark Navy, LE Green, Range Red, Silver Tan, TDU Green, White | 71049 | D4752 
F __Bike Patrol Shirt XS, S, M, L, XL, 2XL, 3XL Reflective Yellow, Royal | Blue | 7ig22 H0286 
G Helios Polo, Short Sleeve S, M, L, XL, OXL, 3XL Academy Blue, Black, Charcoal, Dark Navy, Heather Gray, Silver Tan | 41192 J5699 
Helios Womens Polo, Long Sleeve S, M, L XL TDU Green 62070 J5698 
H Tactical® Shirt, Short Sleeve XS, 5, M, L, XL, 2XL, 3XL | Black, Coyote, Fire Navy, Gray, Khaki, OD Green, Sage 11152 D4762 
Tactical® Shirt, Long Sleeve XS, S, M, L, XL, 2XL, 3XL __ Black, Coyote, Fire Navy, Gray, Khaki, OD Green ___ 72157 D6797 
Taclite® Pro Shirt, Short Sleeve S, M, L XL, XL, 3XL, AXL, 5XL Battle Brown, Black, Charcoal, Dark Navy, Storm, TDU Green, TDU Khaki, White T1175 D6787 
Taclite® Pro Shirt, Long Sleeve 5, M, L, XL, 2XL, 3XL Black, Charcoal, Coyote, Dark Navy, TDU Green, TDU Khaki, Tundra, White TAILD D6807 
J _-Y% Zip Job Shirt XS, S, M, L, XL, 2XL Black, Fire Navy, Heather Gray | 72314 G0460 
K __ Rapid Assault Shirt 5, M, L, XL, OXL, 3XL Multicam® | 72185 — G0455 
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Tactical Shorts and Pants 


A. Taclite® Pro Shorts—65/35 
polyester/cotton ripstop fabric is 
tough, lightweight, breathable, 








zippers and Prym® snaps. Accept 
Kneepad Inserts No. 6YVG3. 


D. Stryke Pants—High- 





C. 


_Key 
Taclite® Pro Shorts 


Description 





CHOOSE: | 
Fits Waist Size | 


and fade- and wrinkle-resistant. performance poly/cotton ripstop n Men's put - 
PTFE-treated for stain and spill is fade-. wrinkle-. stain-. and ; 
: : : Tactical® Pants 
resistance. pono waist, eal soil-resistant, with built-in stretch. a 
crotch. YKK® zippers and Prym Multiple pockets provide ample ; Men's oeiaaay 
eligee storage. Reinforced knees have aaa Even Sizes 
B. Tactical® Pants—100% interior pockets that accept pene ialli 2 to 20 
cotton canvas for superior comfort, Kneepad Inserts No. 6YVG3. Laer ies a ante | 
durability, and performance. Elastic Men's pants have a self-adjusting Men's oo. ate 
waist and reinforced seat and waistband. Women's pants have a C 
knees with trademarked rear strap __ stretch, fitted waistband. Women's ee 
a ald ae ae F E. TDU® Pants—PTFE-treated Stryke Pants _ 
poly/cotton ripstop. Numerous Men's oe 
Inserts No. 6YVG3 or No. 52KJ79. pockets, including 2 side pockets D | (ee ren 
C. Taclite® Pro Pants—65/35 that can each hold 2 AR maga- — acid 2 to 20 
polyester/cotton ripstop fabric zines. Self-adjusting waistband EES ) 
is wrinkle- and fade-resistant, for comfort. Blousing straps for ; — | XS to 4XL 
tough, lightweight, and breathable. uniform appearance. Accept / XS to 3XL 
PTFE-treated for stain and spill Kneepad Inserts No. 6YVG3 or “Neoprene Kneepad Inserts _ 
resistance. Double-reinforced seat No. 52KJ79. : ro! Tactical®, 
aclite® Pro, Stryke, — 
and knees. Trademarked rear strap F., G. Kneepad Inserts— and TDU Pants 
and slash pockets and quick- = Snecially formulated to fit inside eee a eee 
access multipurpose pocket. YKK® — 5 44 tactical pants. Universal size. _° — TDU® pants — 
2 


Tactical Gear 


= Black color 


Lightweight Patrol Gloves—Form-fitting gloves 
Slip on easily. Lycra® twill backhands provide stretch 
and breathability. Palm has perforated air vents and 
elasticized wrist opening. 


Unlined Hybrid Duty Gloves—These all-purpose 
gloves are good for year-round use. Feature 
easy-on/off pull tab with low-profile knuckle zones. 
Reinforced palm panels and Spandura® backs for 
added strength. Hook-and-loop wrist closure. 


All-Leather Gloves with Knuckle Armor—All- 
purpose, contoured, tight-fitting gloves have 
integrated hard knuckles, leather piping, and 
reinforced palm panels for extra durability. Tab pull 
allows for easy on/off. Hook-and-loop closure. 


CO SCrription 
_Lightweight Patrol Gloves __ 
Unlined Hybrid Duty Gloves 
All-Leather Gloves with Knuckle Armor 
NITRO™ Keviar® Tactical Gloves 
_Imperial™ Neoprene Knee/Shin Guards 
_Imperial™ Hard Shell Knee Pads _ 


DAMASCUSGEAR™ 


Nitro™ Keviar® Tactical Gloves—Carbon-Tek™ 
fiber knuckles help deflect blows and debris. Kevlar 
on back of hands is flame-/flash-retardant and 
cut-resistant. Premium quality, digital-print aniline 
finished cowhide palms and trim. Hook-and-loop 
closure for a secure fit. 


Imperial™ Neoprene Knee/Shin Guards—Silent 
and form-fitting knee/shin guards feature durable 
neoprene outer shell with reinforced stitching 
throughout. 


Imperial™ Hard Shell Knee Pads—Hard shell 
polyurethane thermoplastic nonslip knee caps and 
reinforced foam padding for greater shock absorp- 
tion and comfort. 


> CHOOSE: Mtr. Item 
-* Size Model No. | 
5, ML, XL, 2XL __ATX5 ___H8845 
S, ML, XL, 2XL_ ATX65. _H8846_ 
S, M,L, XL, 2XL ATX95 H8847 
S, M, L, XL, 2XL DMZ33 H0764 

Universal. DNSG- _6UZET 

‘Universal “DKP-B«SGUZCT 














> CHOOSE: 
Color 


> CHOOSE: 
Inseam 


| Black, Coyote, Dark 
9 Navy, TDU Green, 
TDU Khaki, Tundra 


Black, Coyote, Fire 
Navy, Gray, Khaki, 
OD Green, Tundra 


“Regular or Long | Black, Fire Navy, Khaki 


30, 32, 34, 36 


30, 32, 34,36 | Dark’ Navy, Stone, TDU 


Green, TDU Khaki, Tundra) 


Black, Charcoal, 
Dark Navy, TDU 


Regular or Long 
Green, TDU Khaki 


30, 32, 34,36 | Black, Khaki, TDU Green | 
Regular or Long | Black, Dark Navy, Khaki 


Short, Regular, | Black, Brown, Dark Navy, 


—_orLong _|_TDU Green, TDU Khaki _ 
as Multicam® 

— Black 

— | Gray 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Black, Charcoal, Coyote, | 





Mfr. 


Model 


73287 


74251 


64358 


74273 


64360 


74369 
64386 


74003 


74350 
59008 


/ 56306 





Find Safety Vests on page 1905; Safety Lights and Baton Flares on page 1906. 


a 


Item 
No. 


D6814 


D6821 


D4735 


D6856 


D4744 


G0478 
H5496 
G0466 
G0477 


 GYVG3 


52KJ79 
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Tactical Gloves 


= Black color 
= CE EN388 2016, EN407, TAA Compliant 


Lightweight and flexible, flame-resistant shooter gloves have Kevlar stitching 
for increased durability, plus touchscreen compatible middle fingertip for use 
with most electronic devices. Constructed to fit the natural contour of the hands, 
ideal for strategic multi-tasking in a variety of critical tactical situations. Offer an 
adjustable hook-and-loop cuff with a convenient loop for attaching to hooks on 
vests, belts, and uniforms. 


No. 
K2063 


General Duty Gloves—Flame resistant Nomex® covering top of the hand 

and fingers. Goatskin leather palm with patch for durability and contoured fit. 
Specifically designed trigger finger and thumb for enhanced tactile feel. Leather 
fingertip patches on top of hand to reinforce wear and tear zones. 


Hard Knuckle Gloves—Low profile FR Thermal Plastic Rubber (TPR) for 
maximum impact protection on fingers, and thumb areas. Leather reinforce- 
ment patches on fingertips extend glove life. Lightweight FR Nomex materials 
protect the top of hand areas. Premium goatskin leather palm for durability and 
contoured fit. PVC palm patch with padding on palm heel for extra durability. 
Custom designed finger and thumb construction for enhanced trigger and tactile 
feel. PVC knuckle protector laminated with Kevlar blended fabric. 


Mfr. Item 

Description > CHOOSE: Size Model No. 
General Duty XS, S, M, L, XL, 2XL R-532 K2062 
Hard Knuckle XS, S, M, L, XL, 2XL R-536 K2063 


“BATES . 


5" Tactical Boots with Safety Toe 


= Black color 

= ASTM F2413-11 

Flexible, lightweight side-zip boots feature a full-grain leather upper with 1680 
denier nylon, breathable mesh lining, cushioned removable insert, YKK® nylon 
zipper closure, ASTM-rated nonmetallic composite toe, and slip-resistant rubber 
outsole. 


Note: Men's sizes are shown unless specified. All sizes are available in medium and wide widths. 


Toe > CHOOSE: Mfr. Item 
Type Size Model No. 
Composite-Toe 4, 47,5, 972, 6, 6%, 7, 7%2, 8, BY, 9, £02264 H0400 


9%, 10, 10%, 11, 11%, 12, 13, 14, 15 


GRAINGER. 


ITT 
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Find Safety Vests on page 1905; Safety Lights and Traffic Road Flares on page 1906. 


Find even MORE on Grainger.com® 





“BATES 


$"' Velocitor 
Tactical Boots 


= Black color 


Lace up boots provide the performance you need without sacrificing athletic 
styling and versatility. Designed with a lightweight exoskeleton that enhances 
comfort, flexibility, and support. Breathable mesh lining and cushioned EVA 
midsole add comfort while leather and mesh upper and rubber outsole with TPU 
arch support add durability. Cement construction. 


Note: Men's sizes are shown unless specified. All sizes are available in medium and wide widths. 





> CHOOSE: Mfr. Item 
Description Size Model No. 
Plain Toe 7, 7%, 8, 8%, 9, 9%, 10, 10%, 11,11%, 12,13,14,15 £04032 H6189 





No. J0411 


Tipe No. E7871 
8" Waterproof Side-Zip Boots 


= Black color 


High-performance, plain toe boots are lightweight, designed for comfort, and 
bloodborne pathogen compliant. 100% nonmetallic. YKK® zipper with hook-and- 
loop closure. 


Note: Men's sizes are shown unless specified. All sizes are available in medium and wide widths. 


The Deuce™—Full-grain leather/400g air mesh upper with slip-resistant 
outsole for multisurface traction. Shock-absorbing removable polyurethane 
insole with air flow vents. Cement construction. 


GEN-flex2—Tumbled oiled, full-grain leather and 1000-denier nylon upper, 
removable polyurethane footbed, and dual-density rubber sole. Spacer mesh 
lining. The EVA midsole has a gel heel insert for comfort. Goodyear storm welt 
construction. 


> CHOOSE: Mfr. Item 
Size Model No. 
The Deuce™ 
7, 1%, 8, 8%, 9, 9%, 10, 10%, 11, 11%, 12, 13, 14, 15 834-6219 E7871 
GEN-flex2 
4, 4%, 5,5%, 6,6%, 7, 7%, 8, 8%, 9, 9%, 334-7991 30411 


10, 10%, 11, 11%, 12, 18, 14, 15 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SAFETY 


Fire/Rescue Helmets, Hoods & Gloves 





Fire Helmets 


= Fits head size 63" to 834" 

= Meet NFPA 1971-2000 

= Fire helmet accessories are available 
online, see Grainger.com® 

Composite helmets offer both thermal and 

impact protection, resisting both high heat and 

flames. Soft black Nomex® chin strap features 

one-hand, quick-release buckle and postman 





hazards if helmet is knocked off or hung up. 
Defender® visor offers eye protection, plus it’s 
easy to use, maintain, and change out. 

660C Metro™’—Withstands various applica- 
tions including firefighting, technical rescue, 
and EMS and confined space. Proprietary tube- 
lock system helps absorb impact. 

1010 Traditional—deal for structural and 




















slide for quick removal and adjustment. Shell- —_ proximity firefighting. Flexes with impact to No. E0140 
release (system) allows escape from snag absorb energy. Yellow 
> CHOOSE: Item 
Description Color No. 
660C Metro™ 
Fire Helmet with Modern Glass-Filled Polymer Faceshield Black, Blue, Red, White, Yellow E0140 
1010 Traditional No. 3PTV1 
Fire Helmet with Yellow Nomex® Ear/Neck Protector, Faceshield Red 3PTV1 
it it it GF 
Firefighting Hoods WTEX 
= Meet NFPA 2018 Edition Item { ~ 
ee a Style L Color No. ~ 
Face and neck protection is offered in Nomex®/Lenzing =a 
materials and styles to suit your depart- pied ae Natural ren ) | 
ment's specific needs. Hoods have 1" Regular 20" Black _ 45KG05 oi p 
elastic sewn into the face opening for Regular _#1_Natural_4nF iz AC ae 
snug fit, bar tacks on stress points, and Deluxe 21" Natural 40P406 = | 4 
a i Nomex 
double needle binded bottom. Seams Fitted 73’—Natural -40P304 ™ 
are flatlock-stitched with Nomex® Deluxe 21" Natural _40P407 
thread for comfort and durability peewee et Natural a0p as eam 
Regular rail Gold _ 40P405 No. 40P393 
Item 
Description Color No. 
: P84°Keviar®/Lenzing FR® 
Seamless Bib with Notched Shoulder Black 9WLZ6 
H H H With Bib Black BEWX4 
Firefighting Seamless Bib with Notched Shoulder Gold 9JGF8 
[-| cl With Bib Gold QNRZ4 
00 S PBI®/Lenzing FR® 
Seamless Bib with Notched Shoulder Tan 13P335 . 
= Meet NFPA 1971, Nomex®/Lenzing FR® » 
Current Edition With Shoulder Notch White 13P331 a 
: Seamless Bib with Notched Shoulder White 13P332 
Two-layer construction sans ae 
provides maximum With Shoulder Notch White 13P330 { q 
protection and comfort Seamless Bib with Notched Shoulder White 9DXR8 i fiz 
with flat-lock hood aeoee a BALS9 — ae 
seams. TrueFit™ elastic With Shoulder Notch Black 13P328 
No. SEWX4 No. 13P332 No. 8AL59 
for a secure fit. Seamless Bib with Notched Shoulder Black 13P329 . - ’ 
Fire and Rescue Gloves SHELBY 
SKINS Rescue General Purpose Gloves— FDP Structural Flex-Tuff® Specialty 


Gloves—Curved shell has a 
tapered index/trigger finger 
and flexible thumb and 
other fingers for dexterity 
and articulation. Crosstech® 
barrier/thermal liner with a 
secondary thermal layer for 
improved heat protection. 


Material is double thick around the thumb, with Firefighter Gloves—Sealed 
keystone thumbs angled toward the palm for against liquids with a lami- 
greater dexterity. Wash and wear. nated Gore™ PTFE barrier/ 
thermal liner and sealed 
seams. Abrasion-resistant; 
cowhide gloves are also fire- 
retardant and heat-resistant. 
= Meet NFPA 1971-2013 


No. G2235 


Wildiand/Rescue Gloves—The keystone 
double-thick thumbs are angled toward the 
palm to add dexterity. 4"W Nomex® wristlet 
keeps hot debris from entering gloves. 





| 
peunere = Meet NFPA 1971-2013 
> CHOOSE: Mfr. Item 
Description Size Color Model No. 
SKINS Rescue General Purpose Gloves 
Pigskin with Gauntlet Cuff M, L, XL, 2XL Buttermilk 2033 G2234 
Wildland/Rescue Gloves No. F0738 | 
Pigskin with Wristlet Cuff M, L, XL, 2XL Black/Tan 9002 G2235 os 
FDP™ Structural Firefighter Gloves 
Cowhide with Gauntlet Cuff S, M, L, XL, 2XL Blue 9228 H7216 
Cowhide with Pigskin Palm and Wristlet Cuff M,L, 2XL Black/Gold D220 F0738 
Elkskin with Pigskin Palm and Gauntlet Cuff S, M, L, XL, 2XL Blue/Gold 9280G H7219 


Flex-Tuff® Specialty Gloves 
Cowhide with Wristlet Cuff S,M,L,XL, 2XL 
Cowhide with Gauntlet Cuff 5, M,L, XL, 2XL 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


H/217 
H/218 


Black/Gold/Silver 5291 
Black/Gold/Silver 5292 





1815 





SAFETY 
Fire/Rescue Gloves & Turnout Boots 


Scan. Order. Done. [=f 
Details on page A1. =~ J Price 





Pie 
3D Firefighter Gloves 


= Meet NFPA 1971-2013 


Firefighters Gloves are designed to deliver 
natural movement, better grip and tactility, and 
excellent dexterity. These wristlet gloves offer 
a Kangaroo leather palm and Cowhide leather 
back material. PIVOT-THUMB™ and formed 
knuckle guard provide natural, anatomically 
correct thumb-to-finger movement. These 
gloves have a Nomex®/Kevlar® thermal lining 
for heat and slash protection. CROSSTECH® 
inserts provide long lasting protection against 
hot water, blood, body fluids and common 
chemicals by resisting damage due to flexing, 
abrasion and heat exposure. The style has 
rounded fingertips, curved thumbs and fingers, 
and exclusive TRU-3D™: complete fourchettes 
on all sides of every finger and thumb. 
INNO880B™ gloves are constructed with 2 
layers of Nomex knit at the wrist for additional 
protection. 





> CHOOSE: Mfr. Item 

Description Size Color Model No. 

INNO885B™ with Wristlet Cuff XS, S,M,L,XL, 2XL_ Black INNOTEX885B K2350 
INNO880B™ with Extended Wristlet Cuff XS,S,M,L,XL,2XL Black INNOTEX880B K2351 


D9864 


F, 


No. 
D9866 


Honeywell 


Structural 
Firefighting Gloves 


= Nos. D9864 and D4072 

meet NFPA 1971-2007 
All gloves feature 2-D patterning with 
wing thumb. 


Thermo Gowhide—100% water- 
proof/wind-resistant moisture barriers 
and fleece thermal lining. Feature low- 
temperature flexibility for dexterity 
and comfort. 





Fire Mate™’—Kangaroo outer shell 
palm stands up to abrasion and mini- 
mizes water absorption. Elk back and 
thermal lining provide insulation and 
high-heat stability. 





> CHOOSE: Mfr. Item 
Cuff Size Color Model No. 
Thermo Cowhide 
2-Ply Nomex® Spandex ; fi 
Wristlet with Leather Pull’ Tab S,M,L,XL,2XL  Gold/White GL-7500 D9864 
Fire Mate™ 
Leather Gauntlet Gold/Blue GL-9550 D4072 
2-Ply Nomex® Spandex S, M, L, XL, 2XL : : 
Wristlet with Leather Pull Tab Gold/Blue/White GL-9500 D9866 
Ansell 


ActivArmr® Rescue 
Extrication Gloves 


For emergency services personnel, with 
specialized grip materials that cover the 
entire palm to offer whole-hand cut protec- 
tion. Stretchable spandex shell has ultrathin 
lining to make these gloves feel cool and 
comfortable. EVA palm padding helps reduce 
shock impact. Reinforced palm, thumb, and 
fingertips allows for a nonslip, secure grip. 





wth 


> CHOOSE: Mfr. Item 


Size Color Model No. 
S, M, L, XL, 2XL Hi-Vis Yellow 46-551 H8849 
1816 GRAINGER. 
7 











Find even MORE on Grainger.com® 


FireéDex® 
Men's Shoe-Fit 


Insulated Fire Boots 
= Meet NFPA 1971, Current Edition 


Fire-Dex® FDXR100 Shoe-Fit Firefighting Boots 
are built to provide waterproof protection and 
thermal wool insulation for firefighters in the 
field. They feature rubber construction with 
reinforced rubber shin guards and heels. Steel 
toes, plates, and shanks offer rugged protection. 


Integrated pull-on loops help to enable eas 
No. G8768 9 : P y 


donning/removal. Articulating louvers on side 
tread offer added traction, and the sole tread 
pattern is designed to help push water outward. 
Reflective trim provides added visibility. 
> CHOOSE: Item 
Description Size Color No. 
16" Rubber 4,5, 6, 7, 8, 8%, 9, OY, 10, Black/Yellow G8768 


10%, 11, 11%, 12, 13, 14 


Hellfire™ Boots a 


= Steel-toe models meet ASTM F2413-11 
= Composite-toe models meet ASTM F2413-05 
Note: Many sizes available in medium and wide widths; call 


1-800-GRAINGER (472-4643). Men's sizes are shown unless 
specified. 


14" Rubber Insulated Felt Fire Boots— 
Vulcanized rubber boots have double-reinforced 
pull loops, rubber T-toe for extra durability, over- 
sized steel toe caps, reflective instep and heel 
patches, and a removable polyurethane insole. 
= Also meet NFPA 1971, Current Edition 


14" Rubber Insulated Fire Boots—Designed 
with a 1-pc. Keviar® knit fabric liner, oversize 
steel toe cap, and vulcanized reflective patches. 
Feature a cushioned shin guard and heat- and 
flame-resistant lug sole. 

= Also meet NFPA 1971, 1992, Current Edition 


9" EMS Leather Wildland Boots—Goodyear 
welt constructed, waterproof, slip-resistant boots 
are made with flame- and cut-resistant leather. 
Padded leather top with shaft vapor exhaust 
vents. Puncture-resistant insole with rubber 
midsole. 

= Also meet NFPA 1977 and NFPA 1999 


14" Power Hi-Vis Leather Structural Bunker 
Boots—Goodyear storm welt constructed, 
waterproof, slip-resistant boots are made with 
flame- and cut-resistant leather. Abrasion- 
resistant rubber toe. Padded leather top with 
3M™ Scotchlite™ reflective material and shaft 
vapor exhaust vents. Built-in shin guard and 
reinforced leather pull straps. Puncture-resistant 
insole with rubber midsole. 
> CHOOSE: Item 

Description Size Color No. 
14" Rubber Insulated Felt Fire Boots 
Steel-Toe 7, 7%, 8, 8%, 9, 9%, 10, 10%, 11, 11%, 12, 13, 14 
14" Rubber Insulated Fire Boots 

7, 7%, 8, 8%, 9, 91%, 10, 10%, 

Steel-Toe 11.11%, 12, 12%, 13, 14 
9" EMS Leather Wildland Boots 
7, 7%, 8, 8%, 9, 9%, 10, 10%, 11, 


No. D1763 


No. D1761 





No. E7868 


Black/Silver D1763 


Black/Yellow/Silver D1761 


Composite-Toe 11%, 12° 124% 13, 14, 15 Black E7869 
14" Power Hi-Vis Leather Structural Bunker Boots 
: 7, 7%, 8, 8%, 9, 9%, 10, 10%, 11, 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SAFETY 
Fire Equipment 








Mobile 
Hose Carts 


Easy-to-assemble carts 
with heavy-duty, powder- 
coated steel rails Keep hose 
organized. Four heavy-duty 
brake casters roll smoothly 





and hold the cart in place for bse cola 
loading and unloading. Sanaately) 
Mfr. Item 
Description L W H Model No. 
Two-Tier Carts 
Holds Up To 1300-ft. of 212" Hose 72 34" 79" HC-64-2T 20AT54 
Holds Up To 2000-ft. of 212" Hose 104" 34" 79" HC-96-2T 20AT52 
Three-Tier Carts 
Holds Up To 2000-ft. of 2%" Hose 72" 34" 87' HC-64-3T 20AT53 
Holds Up To 3000-ft. of 2%" Hose 104" 34" 87" HC-96-3T 20AT51 


Mobile Hose 
Dryer/Tower 


Rack on wheels dries and stores your 
hose, entry suits, and dive gear in a small 
space: no climbing required. Durable red 
powder-coated steel dryer lets fresh air 
flow fast, to naturally dry your equipment 
and prolong its service life. Hose cap.: 800 
ft. of 212" to 3", 1200 ft. of 1%" to 1%". 






(Hose Sold 


Mfr. Item 
L W H Model _—iNo. porarately} 
80" 33" 88" MHD-80  20AT50 






Erni 


urnout Gear 
Storage Systems 


Open-air rack design circulates air to 
quickly dry and extend the life of turnout 
gear. Shelves adjust to boot and helmet 
sizes. Durable, red powder-coat finish. 
Each compartment is 7242"H x 20"D. 
Racks include apparel hooks, hanging 
pole, and nameplate label holders. Mobile 
racks also include 4 swivel casters, 2 
with foot-operated brakes. 





® No. 8NL19 
7 (Gear not included) 


Mfr. Item 
Description L D Model No. 
Mobile Single-Sided Racks 
Three 20"W Compartments 64" 20" RMSS-3/20 8NL19 
Three 24"W Compartments fick 20" RMSS-3/24 QUFX5 
Mobile Double-Sided Racks 
Six 20"W Compartments 64" 40" RMDS-6/20 8EMX7 
Six 24'W Compartments 76" 40" RMDS-6/24 8EPX4 
Wall-Mount Racks 
One 20"W Compartment 22" 20" RRWM-1/20 9AR51 
Three 20"W Compartments 64" 20" RRWM-3/20 sEMV2 






Kore Kooler® DOE® 
Recovery Chair 


Cooling chair lowers body temperature through 
hand and forearm immersion in arm reservoirs 
that hold 2 gal. of water. 


No. 
45JA65 


Item 
Description L W H No. 
Cooling Chair 32" 32" 40" 45JA65 
Replacement Reservoir ; ee 
Bags, Pkg. 30 23 26 45JA66 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





eal 
agi No. G2303 


Municipal Fire Hose 


JAFLINE HD—Synthetic, double- 
jacket fire hose with rubber lining has 
excellent resistance to ozone. Outside 
jacket resists moisture and abrasion. 
Use with NST/NH fittings. 


JAFLINE—Synthetic, double-jacket 
fire hose has polyurethane lining to 
reduce size and weight. Outside jacket 
resists moisture and abrasion. Use 
with NST/NH fittings. 


No. G2311 


JAFRIB—Synthetic nitrile/PVC 
extruded through-the-weave fire hose 
has a ribbed jacket that resists acids, 
alkalis, gasoline, oils, and ozone. Use 
with NST/NH fittings. 


JAFX4—Synthetic 4-layer hose made 
with high-tenacity, circular-woven 
yarn is completely enveloped in a 
tough synthetic rubber. Couple with 
NST, NPSH, Storz, or other special 


couplings. 
Hose Service Acceptance 
Inside > CHOOSE: (Working) (Test) Burst Item 
Dia. Color Pressure Pressure Pressure No. 
JAFLINE HD 
wae Red fan White velar 50 ft. 400 psi 800 psi  1200psi 2302 
Blue, Red, Tan, Yellow 100ft. 400 psi 800 psi 1200psi G2349 
194" Rod fan White, Vel 50 ft. 400 psi 800 psi  1200psi G8765 
5 Blue, Orange, White  50ft. 400 psi 800 psi 1200 psi G2305 
25" ped fan White, velaa 50ft. 400 psi 800 psi  1200psi G8766 
3" ray Wines allow 50 ft. 400 psi 800 psi 1200psi G8767 
JAFLINE 
1%" Blue, Red, White, Yellow 50ft. 400 psi 800 psi 1200psi G2303 
154! Bed fan Wate. vale 50ft. 400 psi 800 psi 1200psi G8763 
ae ped White vane 50ft. 400 psi 800 psi 1200psi G8764 
Blue 100 ft. 400 psi 800 psi 1200 psi 11N829 
3° Blue, Orange, White, Red 50ft 400 psi 800 psi 1200psi G2309 
JAFRIB 
a Red, Yellow 50 ft. 300 psi 600 psi 900 psi G2304 
Red. Yellow 100 ft. 300 psi 600 psi 900psi G2311 
ane Red. Yellow 50 ft. 300 psi 600 psi__900 psi _G2306 
Red. Yellow 100 ft. 300 psi 600 psi 900 psi  G2313 
5 Red. Yellow 100 ft. 300 psi 600 psi 900psi G2314 
A Red 50ft.  300psi 600 psi 900 psi 11N797 
3" Red, Yellow 100 ft. 300 psi 600 psi 900 psi G2316 
4 Red. Yellow 100 ft. 250 psi 500 psi 750 psi G2317 
5 Red, Yellow 100 ft. 225 psi 450 psi 675 psi  G2318 
JAFX4 
ci Yellow 50 ft. 300 psi 600 psi 900 psi_ 110288 
Yellow 100 ft. 300 psi 600 psi 900 psi 110287 
ne Yellow 50ft.  300psi 600 psi 900 psi 11290 
Yellow 100 ft. 300 psi 600 psi 900 psi 116289 
a Yellow 50 ft.  300psi 600 psi 900 psi 110294 
Yellow 100 ft. 300 psi 600 psi 900 psi 11C293 
4! Yellow ou ft 250 psi 500 psi 750 psi 110296 
Yellow 100 ft. 250 psi 500psi_ 750 psi 110295 
5" Yellow 50 ft. 250 psi 500 psi 750 psi 110298 
Yellow 100 ft. 250 psi 500 psi 750 psi 11297 
No. 
110283 


ain 
Forest Lite =< 
Wildiand Fire Hose 


Lightweight, single-jacket polyurethane-lined hose has a spun polyester outer 
jacket that resists chemicals, abrasion, and ultraviolet light. Delivers superior 
performance against forest and wildland fires. NST couplings. 





Service Acceptance 
Hose (Working) (Test) Burst Item 
Inside Dia. Color L Pressure Pressure Pressure No. 
4" White 50 ft. 300 psi 600 psi 900 psi 110286 
White 100 ft. 300 psi 600 psi 900 psi 110285 
15" White 50 ft. 300 psi 600 psi 900 psi 110284 
White 100 ft. 300 psi 600 psi 900 psi 110283 





SAFETY Scan. Order. Done. =" 









Hydrant Caps & Fire Hose/Racks/Reels Details on page A1. a 
a a A 
Plastic Fire Hydrant Caps and Plugs £4, MOONAmerican, Inc 
ae = For use in municipal garages, land- _ Connec. Item _ Connec. Item 
“b, scaping, in-plant maintenance, and a Size Type No. ieee Size Type No. 
s _ firefighting applications. Fire Hydrant _1%" NHFemale 6APH1 if plane 1%" NHMale 41H522 
Rocker Lug _ 2%" NHFemale 6APH2 ocker Lug ; 
Cap w/Chain ~2%4" Universal  6APH3 Plugw/Chain 27 NHMale = 41H523 
No. GAPH1 Breskable Cap 272" Nonthreaded 6APH4 
7 A 
Aluminum Storz Adapters att, MOONAmerican, Inc: 
Easy-connect /4-turn Item Item Item 
d a for h ; = Size Connec. Type No. Size Connec. Type No. Size Connec. Type No. 
adapters ror hydrants, Fire Hose Storz Adapters Fire Hose Storz Elbow Adapters Fire Hydrant Storz Adapters with Cap 
hoses, pipes, and valves. 2¥2' x 4" NH Female x Storz_6APT/ 4x4 FNPT x Storz  6CME9 —4%'x4" NH Female x Storz 41H924 


242" x5" NH Female x Storz 6APT9 4" x5" FNPT x Storz 6CMFO 4%" x 5" NH Female x Storz 41H525 
4" x 4" FNPT x Storz _6APV2 4" x 4" NH Female x Storz 6CMF8 Fire Hydrant Storz Caps 


No. 45. FNPT x Storz 6APV3 4"x 5" — NH Female x Storz 6DGC1 Storz 6DGC5 
41H524 6" x 5" FNPT x Storz 6APV4 4¥%"x 5" NH Female x Storz 6DGC2 a Storz 6DGC6 
. * GRAINGER 
Leader Line and Forestry Valves APPROVED .*: MOONAmerican Inc: 
2-0c. wve ball valves allow 1 Inlet Inlet Outlet Body Item 
P y 9 |i Size Type Size Outlet Type Connection Material Brand No. 
connection to support 2 lines. —97"—Female NH 1%"x 1%" Male NHx Male NH NPSH Male x NPSH Male Brass GA 6AKE2 
Nos. 6AKE2 and 6BAKE3 have _2% FemaleNH 1%'x1%' — Male NPSH x Male NPSH_ NH Female x NPSH Male _ Brass GA 6AKE3 


. 2% FemaleNH 1% x1% Male NH x Male NH NH Female x NH Male Aluminum Moon American 6APN2 

300 psi CWP max. pressure. —57"—Female NH 1%"x 1%" Male NPSH x Male NPSH NH Female x NPSH Male Aluminum Moon American 6APN3 
Nos. 6APN1 to G6APN4 have 2%" _FemaleNH 1%'x1% — Male NPSHx Male NPSH_ NH Female x NPSH Male Brass _ Moon American 6APN1 
250 psi CWP 2¥2 FemaleNH 1% x1 Male NST x Male NST NH Female x NH Male Brass Moon American 4FY13 
psi MaX. Pressure. —~9%%" Female NH 2%"x 2%" Male NH NH Female x NH Male Aluminum Moon American 6APN4 





* GRAINGER 





Fire Hose APPROVED 
| No. = Meet NFPA 1962, Double-Jacket Reel—Jough, 100% polyester with a smooth 
4FELS FM Approved 1-ply rubber liner for max. water flow and easy coiling and trans- 
= Nos. 1FEL2 to 1FEL4 port. Serves as a fire department attack hose or for repeated and 
are UL Listed heavy-duty washdown use. 

4 yyy (\ { if yes HH ee Hose ora Working _ Burst tem len tiem 

\ NST thread is 7.9 TPI I.D. Size Pressure Pressure _ Fitting Material No. No. | No. 

| | | | S shi aeliederiaidbalkaes a i iin 460 a "60 B B 1FEL5 3ATP5 

\\ | | = Lightweight, compact, and ie 1A 150 fai 450 ra ‘urinam x Alurinth 3EUJ5 | — |3EUJ6 

)\ aa (lit! | easy-to-handle for occupant 2ue' 24" 150 psi_ 450 psi_—Brass x Brass__|1FEL6_ | — |3ATP6 
\ iti use during initial fire response. 2V2"  2Y2' 150 psi_ 450 psi_ Aluminum x Aluminum |3EUJ7 | — |3EUJ8 






\ \ Single-Jacket Pin Rack Fire Hose 
\\\| Not for repeated use or as a 1 1" 250 psi 750 psi__Brass x Brass___|1FEL2 4FELSITFELA 
| 3 1" 1%" 250 psi_750 psi_Aluminum x Aluminum SATP1__3ATP2/3ATP3 
washdown hose. Tightly woven, = —y5-—yy—pery os —780 pal Brass x Brass [SATPA] — | — 











‘i 
AVITAL | 
d/)) Heal ANAK \ 100% polyester filament yarn. Double=Jackst Pa ais 7 7 4YLI TVCK3 
i i a 2 SI si Aluminum x Aluminum _— 
aie No. 1FEL2 Couplings have female swivel on —r/-—1y73—a00 psi1900-psi-Aluminum-x Aluminum |4YLK{_|-——|4YLKd 
one end, male on the other. 2%" 2%" 400 psi 1200 psi Aluminum x Aluminum 4YLK2 | — 4YLK5 
eee No. 6APF1 No. GAPEG es, GP 
Hose For Item No. GAPE No. 4KR24 
Description Material Cap. Hose Dia. L W H No. NG. anne oe ° 
Fire Hose Racks (Hose not included) 
Fire Hose Pin Rack 100ft. 1% 17" 4" 1%" — 4LL10 re 
iain Sot, ive 24" ave 18 Pr Fire Hose Racks and ReelS ——s. moonamerican,inc: 
: : 2 2 
te ae a 100ft. 2%" 24” 5 ys" 24” GAPF2 = Red enamel finish, except Only accepts single-jacket pin rack 
ae ie + ae OTe Nos. GAPE9 to GAPF8 fire hose; pin rack cover not included. 
ee Fire 50 ft. Oi m4 5% (7 6APE7 FIRE HOSE RACKS No. 4LL10 is UL Listed, FM Approved. 
100 ft. 1%" 26%" 4%" 23" GAPES E HOSE REEL 
Fire Hose Reels Provide compact and economical FIRE HOSE REELS 
Heavy Duty Fire owt ie Me ae a oee storage for collapsible hose. Pivot Fire hose sold separately above. 
Hose Reel 100 i a o. Ti 50° GAPDS mounting allows rack to swing out to No. 4KR27 is UL Listed, FM Approved. 
Siavdard Bie one 100 ft. 14t01%" 21" 8" —27"_—_—s«GAPES the proper angle to help prevent hose ACCESSORIES 
Hose Reel 200 ft, 1% 26" 833" GAPE twisting and kinking. Open sides allow | 
200ft. 2%" 26" 15" 33° — GAPES i dry f d hel Angle Valve No. 4KR36 has 1%" FNPT 
Fire Hose Covers, Red eee threads. Max. 300 psi. UL Listed and 
— — 29" 5" _—-20"_~_ 6APE9 growth of mold and mildew. Pin Rack EM A d ' No GAPF9 
= 826 SAPO No. 4LL10 holds 100 ft. of 1%" hose. PRLONGESGREEDE IND: 
Viny/Nylon 7 20" GAP FE Item 
= = 24" 4" 24" 6APF7 Description Material No. 
Fire Hose Cover — — 34" 34" 6APF8 Accessories 
Poly Cotton = — 25° 25°. 7 4KR24 Angle Hose Valve 4KR36 
— 25° 25° 6  GAPEO Brass Rack Nipple, 114", MNPT x MNST 4KR28 
Minny lan — 85 05" 0" GAPE Fire Hose Nozzle, 11" 60 gpm, 100 psi Brass DLYW7 
Vinyl Coated Nylon = — — oe 22" 6" 4KR27 Fire Hose Rack Nipple, 212", MNPT x MNST 6APF9 
Vinyl/Nylon — = 18" 18" 7%  GAPE2 Wall Bracket Steel 4KR29 
1818 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the wy. Find Solutions. Find Great Prices. Hose Nozzles 
ron MOONAmerican, Inc” 
nm oe Inlet Thread or fa 
Activates By Size Waterway Type ran 0. 
rey. WGRAINGER i Vi GH Moon American 6ANW4 ars RAGS 
APPROVED 3/4" V4" NPSH MoonAmerican 6ANW2 
= 1" Ve NH Moon American 6ANV6 
Plain Brass i %e'_NPSH MoonAmerican _ 6ANV5 
144" 3" NPSH Moon American 6ANV7 
Hose Nozzles Constant On Ti" Yer NH GA 6AKC5 
i Ae NPSH GA 6AKC4 
= Max. pressure: 100 psi 2 Ae NPSH MoonAmerican _ 6ANV8 
. a 1 " 3 u : 
Straight-stream flow; not adjustable. 8 i eee nan eS isis 
For use on fire hose racks and reels Shutoff Handle 12. Ai NH Moon American __ GAPP6 ? 
and other industrial applications. 12 Ya NPSH Moon American _6APP5 





Industrial Fog Nozzles , MOONAmerican, inc’ ELKHART@BRASS 
= Max pressure: 100 psi Nos. GAPP7, GAPTO and GAPT1—Compact, light- No. 15Z194—Polycarbonate 


uD 






= Straight-stream, twist- weight aluminum nozzles have a powder-coated nozzle with rigid base. Helps 
to-activate nozzles finish and a thick rubber bumper. Suitable for indus- | combat blazes in refiner- 
trial washdown, forestry, and irrigation applications. ies, chemical plants, office 
._ No. 6APP7 
Inlet Thread Flow Item complexes, and other indus 
Size Type Rate Finish Brand No. trial locations. Designed for No 
5/4" GH 10 to 24 gpm Aluminum Moon American 6APP7 ‘ 
NH 10 to 24 gpm Aluminum Moon American GAPP9 se C dents and for rae ed 
NPSH 10 to 24 gpm Aluminum Moon American _ GAPP8 On blazes IU Tl. of more trom 
NH 20 to 60 gpm Aluminum Moon American 6APTO live electrical equipment and/ 
1%" NPSH 20 to 60 gpm Aluminum Moon American 6APT1 irciil | 
NH 75 gpm Polycarbonate Elkhart Brass 152194 oF circuits up to 250,000V. 
A * GRAINGER 
ay MOONAmerican, Inc” APPROVED 
= i Thread Flow Item 
Heavy-Duty Industrial Fog Nozzles itso “pe Resi, 
. j : gpm = oon American 
= Max. pressure: 100 psi | | {"——NPSH36 gpm — Moon American 6ANV2 
Recommended for high-volume service demands. Straight-stream, MA er 130 gpm NE rested a a 
Pete att 2 gpm iste 
twist-to-activate nozzles can deliver fog stream in 30°, 60°, and ms NPSH 408 gom = Woon American 6ANV4 
90° patterns. Bronze construction with a bumper. ue NST 205gpm_ _ UL Listed GA 6AKC3 





A 
Atty MOONAmerican, Inc” 





* GRAINGER 





No. 4KR33 fy 





Inlet Body Thread Flow Item No. 6CLWO 
Pec, all Size Material Type Rate Std. No. 
2 Moon American, Fire Hose Nozzles 
Thermoplastic ¥s' Polycarbonate NPSH  8gpm — 6ANW6 
1" Polycarbonate NH 22 gpm = 6ANW5 Body Thread Flow Item 
Hose Nozzles 2¥2" Polycarbonate NH 150gpm UL Classified 6APN5 Inlet Size Material Type Rate No. 
GA, Fire Hose Nozzles Moon American, Spray Nozzles 
: . ya" Plastic GHT  35gpm —_ 6AKC6 ¥" Polycarbonate GHT 8 gpm 4KR35 
= Max. pressure: 100 psi 14? Plastic NPSH 80 gpm = GAKC7 7 Polycarbonate NPSH 22 gom  4KR32 
Twist-to-activate nozzle for washdown, 1%," Plastic NST 80 gpm = 6AKC8 1%" Polycarbonate NPSH 75 gpm 4KR34 
: 5 ei Dixon, Fire Hose Nozzles 1 Polycarbonate NST 75 gpm 4KR33 
dust Suppression, or any other application ¥s" Polycarbonate NPSH 30.9gpm FMApproved 6CLV9 Moon American, Nozzle Gaskets 
where adjustable fog nozzles are needed to 1" Polycarbonate NPSH 30.9gpm FMApproved 6CLWO 1%" Nozzle Gasket, EDPM, For Use With No. 4RK34 6ANW8 
disperse water. 1%" _ Polycarbonate NPSH  /75gpm — 6CLW1 1¥2" Nozzle Gasket, EDPM, For Use With No. 4RK33 6ANW9 


A 
Atty MOONAmerican, Inc” 


Forestry Nozzles 





: ‘ ; No. 
Twist-to-activate nozzle for use in wood- 41H467 
land environments. 
Break-Apart Nozzles—Pistol grip. 
Jet and Fan Nozzle—Bale handle grip. mee Glee No. 41H476 
Body Max. Thread Flow Item 
Inlet Size Material Pressure Type Rate Spray Pattern Std. No. 
Break-Apart Nozzles 
1 Aluminum 100 psi NH 10-24 gpm Fog/Straight Stream — 41H468 
ie Aluminum 100 psi NPSH 10-24 gpm Fog/Straight Stream = 41H467 
Te Aluminum 100 psi NH 20-60 gpm Fog/Straight Stream — 41H470 
ye Aluminum 100 psi NPSH 20-60 gpm Fog/Straight Stream — 41H469 
Jet and Fan Nozzle 
Ya" Aluminum 200 psi GH 22 gpm Straight Stream/Fan = 41H482 
Nozzle with Shut Off 
1 Aluminum 600 psi NPSH 10-25 gpm Fog NSN 4210-01-165-6603 41H477 
Straight-Stream Nozzle 
; . . 5 gpm with ¥' Orifice, 10 gom with “e’ Orifice, 18 _ 
1% Aluminum 200 psi NH gpm with 4" Orifice, 29 gom with %e' Orifice Stream 41H476 
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SAFETY Scan. Order. Done. 
Firefighting Tools & Fire/EMS Bags Details on page A1. 

























No. 
No. wis 2LTC4 
pone 2LTC2 
No. i 
5HYC5 No. 
No. No. 5HYD7 
20Y340 4GFY8 ( Fy 
No. Firefighting Tools GH ¢ss00 
2LTA3 sie ante ; ; 
= More Leatherhead® firefighting tools available online, see Grainger.com® 
Mfr. Item 
Description Model No. 
= . Hy Fire Axes and Sledge Hammers 
Firefighting Tools Flat Head Axe, 6-Ib. Head Weight, 36°L Handle, Yellow FAY-6 5HYCS 
itis ep é Pick-Head Axe, 6-Ib. Head Weight, 36"L Handle, Hi-Vis Lime PAL-6 5HYDO 
= More Nupla® firefighting tools available online, see Grainger.com Pick Head Axe, 6-Ib. Head Weight, 36°L Handle, Hi-Vis Orange PAO-6 6YFP7 
Mfr. Item Pick Head Axe, 6-lb. Head Weight, 36"L Handle, Yellow PAY-6 oHYD1 
Description Model No. Pick Head Axe, 8-lb. Head Weight, 36"L Handle, Hi-Vis Orange PAO-8 31AY96 
Fire Axes Pick Head Axe, 8-Ib. Head Weight, 36"L Handle, Yellow PAY-8 31AY98 
Pick Head, 6-Ib. Head Weight, 36'L Hickory Handle 06207 _—20Y313 Sledge Hammer, 6-Ib. Head Weight, 24°L Handle, Yellow _ SLY-6-24 31AZ67 
Pick Head, 6-Ib. Head Weight, 36'L Fiberglass Handle 31687 1THA3 Sledge Hammer, 10-lb. Head Weight, 36"L Handle, Hi-Vis Lime SLL-10-36 31AZ73 
Pulaski, 3/2-lb. Head Weight, 36'L Fiberglass Handle 31676 1THA4 Sledge Hammer, 10-Ib. Head Weight, 36'L Handle, Hi-Vis Orange SLO-10-36 31AZ74 
Pulaski, 3/2-Ib. Head Weight, 36'L Fiberglass Handle 31375 20Y318 Sledge Hammer, 10-Ib. Head Weight, 36'L Handle, Yellow SLY-10-36 31AZ75 
Wildland Fire Tools Halligan and Axe Combo SaaE 
McLeod Fire Tool, 36'L Fiberglass Handle 36635-20324 36°L with 6-Ib. Flat Head Axe, Hi-Vis Lime K-LB30-1 31AZ62 
McLeod Fire Tool, 48'L Fiberglass Handle 69216 2LTC2 36'L with 6-Ib. Flat Head Axe, Hi-Vis Orange k-LB30-3 31AZ64 
Fire Rake, 60'L Fiberglass Handle 69214 2LTC4 Halligan Bars 
Halligan Bars 24'L LB-24 31AZ04 
30'L with Fiberglass Handle 33800 20Y339 30'L LB-30 SHYC4 
36'L with Fiberglass Handle 33801 20Y340 36°L_ LB-36 SHYCS 
Pike Poles - Round American Hook - Round 
6-ft. L with Fiberglass Handle 36206 2LTA3 36'L Fiberglass D-Handle, Hi-Vis Orange PLO-3AH-D 5HYD5 
6-ft. L with Fiberglass Handle and D-Grip 36106 2 LTA4 Rubbish Hook-Round 
8-ft. L with Fiberglass Handle 36208 2LTAD 36'L Fiberglass D-Handle, Hi-Vis Orange PLO-3RH-D 5HYD7 
2-Pc. Pike Poles - Round with Fiberglass Handle DrywallHook-Round = 
10-ft. L with D-Grip, Includes 5-ft. Handle Section, 36754 AGFZ1 36'L Fiberglass D-Handle, Hi-Vis Orange PLO-3DH-D 5HYD6 
5-ft. Pike Section, and Assembly Kit New York Hook 
10-ft. L with Butt Grip, Includes 5-ft. Handle Section, 36751 AGFY8 5-ft. L, Hi-Vis Lime NYHL-5 6RPN4 
5-ft. Pike Section, and Assembly Kit 6-ft. L, Hi-Vis Lime NYHL-6 6RPN5 
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Fire and EMS Bags 


Maltese cross instantly identifies fire bag and star narcotics and other controlled substances secure. 

of life identifies EMS bags. Large main zippered pocket opening provides quick 
access to gear. Durable shoulder straps with reflective 
striping. Customizable interior compartments on large 
bags keep contents organized for easy access. 









No. 3RTN6 


Arsenal® Large Personal Gear Bag—Bag 
has a front outside pocket and 2 side pockets. 
1000-denier nylon, double-coated polyurethane 
construction with 2" webbing handle, pull strap, Arsenal Backpack Trauma Bags—Easy-to-carry 
and removable shoulder strap. packs have 3" padded shoulder straps with reflec- 
tive striping, phone holder, heavy-duty carry handle, 
and reflective trim on main panel. Large zippered 
Opening provides quick, easy access to the main hold; 
segmented to keep supplies organized. 600-denier 
polyester construction with PVC backing. 


Arsenal Responder Trauma Bags—600-denier 
polyester bags have an easily accessible outside 
front pocket. Bags open completely for easy 
access to the main hold and 6-division multitiered 
mesh interior pocket. 1" webbing side straps 
and shoulder strap. First Responder Bag—Nylon bag has a main 

Ann Aa compartment with divider, side pockets for additional 
eae Slee storage, webbed handles with padded hook-and-loop 


closure, and over-the-shoulder strap for easy carrying. 
Mfr. Item 
No. 1XPG7 Color H W L Brand Model No. 


Arsenal® Large Personal Gear Bag 


No. 2MTA6G 


Red 15 15° 30" Ergodyne GB5005 3RIN6 
Arsenal® Responder Trauma Bags 
Blue 10" 7%" 16%" Ergodyne GB5220 2MTA6 
Orange 10" 7%" 16%" Ergodyne GB5220 2MTA8 
Arsenal® Small Trauma Bags 
Blue Cc 10" 16%" Ergodyne GB5210 2MTA2 
Orange 7" 10' 16%" Ergodyne GB5210 2MTA5 
Arsenal® Large Trauma Bags 
No. 2MTCs Blue Bis" 12" 19' Ergodyne GB5215 1XPG6 
Orange 82" 12" 19" Ergodyne GB5215 1XPG7 
Arsenal® Backpack Trauma Bags 
Blue 17%" 7' 12" Ergodyne GB5243 2MTA9 
Orange ae a 12" Ergodyne GB5243 2M1C3 
First Responder Bag 
No. 11A318 Red 8" 5A 15%" First Aid Only 520-FR/BAG-FAO _11A318 
1820 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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When It’s Critical ® 


Evacuation Stair Rescue 


Chairs and Devices 


Model 40 Chairs—Two 5" station- 
ary rear wheels, rear lifting handles, 
and 2-position front handles ease 
movement through cramped quarters. 
Features two 5-ft. quick-release 
restraints and locking safety latch. 


EZ-Glide® Chairs—tTrack system 
carries patient down stairs and 
through tight spaces. Allows one 
person to evacuate patients up to 
200 Ib. and two people to evacuate 
patients up to 500 Ib. Features include 
an ergonomic, 5-position extending 
lift bar; handles; 3 web straps; foot- 
rest; and folding design. Model with 
PowerTraxx® allows lifting patients up 
stairways without risking back injury. 


No. 2LBB4 


Head Immobilizer—Immobilize 
heads of patients with suspected 
spinal injury. Lightweight, easy- 
to-clean unit has 2 plastic-coated, 
closed-cell foam supports with 2 
straps and large ear holes that allow 
medical monitoring. Universal attach- 
ment base secures to any backboard. 


Extrication Device—Helps mini- 
mize the risk of further injury during 
extrication from confined spaces. 
Wraparound design provides hori- 
zontal flexibility and vertical rigidity. 
Includes a wraparound vest, neck 
roll, color-coded body straps, 2 head 
straps, and carrying case. Made 

of vinyl-coated nylon with built-in 
handles. 









Weight Mfr. Item 
Description Cap. H WwW D Color Model No. 
Evacuation Stair Rescue Chairs 
Model 40 390 Ib. 36" 20" 2/7" ‘Burgundy 40 2LBC2 
350 Ib. 36" 20" 27° Orange 40 4HRH6 
E-Z Glide® 500 Ib. 37 V2" 2013 51" White 59-E 2LBB4 
E-Z Glide® w/ 500 Ib. ory 20%" 10'Folded Red 59-T 46P311 
PowerTraxx® 500 Ib. 37" 20%" 10'Folded Blue 59-T 46P312 
Rescue Devices 
Head Immobilizer — 7 10" 15" Orange 445 2LBC3 
Extrication Device 500 Ib. 6" 32" on: Green 125 2LBC4 
Accessories for EZ Glide® Stair Chair No. 2LBB4 
Wall Bracket 0822096 3CRF5 
Storage Cover 0314023 3CRF4 
Rear Lift Locking Handles CA5906 = 3CRF3 
IV Pole 0821976 3CRF6 
No. i 
14H659 : \ 
: No. 
Evacesuain 14H657 No. 
14H658 


Evacuation Board, Mat, and Sheet 


Designed to help one or more people slide a mobility-impaired individual to 
safety in an emergency. 


Patient Evacuation Sheet— 
Adjustable wraparound straps cocoon 
the patient to the mattress. Long 
straps at head and foot help control 
transfer to the floor and out, even 
down stairs. Sheet installs between 
the mattress and bed, ready for imme- 


Evacuation Board and Mat—Hook- 
and-loop straps secure the person 

in place and a pillow reduces head 
movement for safe transport. To 
protect against hitting steps, door 
frames, and corners, the board has 
fold-up sides and the mat's padded 


sheet wraps around the body. diate use. 
Weight Straps Mfr. Item 
Description ap. W Count Model No. 
ResQme Evacuation Board 660 Ib. 83" 24" ° 220M _ __14H659 
ResQmat Evacuation Mat 900 Ib. 89" D2. 5 220P_ _—14H657 
ResQsheet Evacuation Sheet 900 Ib. 17 36" 4 220 14H658 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


SAFETY 
Evacuation & Immobilization Devices 


Coes 
Evacuation 
Stair Rescue 
Chairs 


EVAC+CHAIRS®—Allow one operator to bring a person down stairs. Self- 
regulating speed governor enables operator to speed up, slow down, or stop. 
Include storage cover, wall bracket, indicator sign, user guide, instruction DVD, 
seat belt, head restraint, and ergonomic handle. No. 4WLZ8 also includes 2 extra 
handles for 2-person operation or difficult locations. 





IBEX Ascend/Descend Tran-Seat—Uses gravity and friction to transport 
individuals up and down stairs. Features single-action open/close for rapid 
use, telescoping handle for correct operator posture, and adjustable resistance 
control for safe, easy use. 2-person operation. 


Weight Mfr. Item 
Description Cap. H Ww D Model No. 
Rescue Chairs 
400 Ib. 41" 20" 8" MK4-300H 4WLZ7 
EVAC+CHAIR® 400 |b. 47" 2a 12° 600H 4WLZ8 
440 lb. 48" 16" 14" 220H 52WU50 
IBEX Ascend/ i F : 
Descend Tran-Seat 350 Ib. 43 18 14 700H 4WLZ9 
Accessories 
Cushioned Seat 310 4WMA2 
Patient Transfer Seat 311 4WMA3 
Wall Bracket 305 4WMA4 



















= Com | 
<_ =, —~ 
. _ 
& ae 
i. No. 45EU87 — 
| No. 45EU91 
i 2 | 
wee) mt. 
No. | . 3" % >... 
45Eus9 | ~ » oe 
<a 
MEG 


portable transport unit No. 


Portable Transport Units “"”” 


Transport Units—Compact and cost-effective units transport, transfer, or 
rescue patients from areas not accessible to stretchers. Feature nonwo- 
ven, latex-free construction with 14 attached handles for ergonomic lifting. 
Nos. 45EU90 and 45EU91 have PowerGrip™ handles for added comfort. 


Transport Chairs—Constructed of strong, nonwoven material with 8 rein- 
forced-nylon, yellow handles for ergonomic lifting. Rolls up to the size of a water 
bottle for easy storage. No. 45EU92 has PowerGrip™ handles for added comfort. 


Barrier Sheet—Barrier sheet can be used as a durable transfer device or as 
a blanket for warmth. Nonwoven/poly construction acts as a fluid barrier to 
prevent any cross contamination. 


Weight Straps Mfr. Item 

Description Cap. L W Count Color Model No. 

1000 lb. 80". 40". 7 White 73249 45EU87 

Transport Unit 1000 1b. 80" 40" 7 Gray 73250 45EU88 
_ ——40001b. 80" 40°. 7 White 73252 45EU90 

Transport Unit with PowerGrips" +999 jh g0" 40" 7 Gray 73253 45EU91 
Transport Chair 350 Ib. 36° 36" 4 White 73251 45EU89 
Transport Chair with PowerGrips™ 350 lb. 36” 36° 4 ~~~ White 73254. 45EU92 
Barrier Sheet 350 lb. 84" 50" — Gray 73248” 45EU86 


SAFETY 


Patient Transfer & Evacuation 


Scan. Order. Done. 
Details on page A1. 





Stretchers 


Basket Stretchers—Use for rescue 
from confined spaces and elevated 
locations with poor access. 


No. 2LBB8 has a flat carbon-steel 
patient support down its length. 
Replaceable netting adds support. 


No. 2LBB9 has a fully internal stain- 
less steel frame, HDPE outer shell, 
and single-plane sliding surface on 
the bottom. Replaceable closed-cell 
foam pad. 


Nos. 2LBB7 and 46P351 feature an 
HDPE shell supported by a heavy-duty 
aluminum frame. Equipped with four 
2-pc., quick-release restraints and a 


replaceable closed-cell foam mattress. 


No. 46P351 separates in half for easy 





storage and backpack transport to 
remote rescue locations. 


No. 46P352 nonmetallic stretcher 

can be safely used in areas with 
electrical hazards and combustible 
atmospheres. Plastic-coated alumi- 
num frame, plastic rivets, and wooden 
runners. 


Scoop Stretchers—Eliminate 

the need for log-roll maneuvers to 
significantly decrease movement of 
the cervical spine. Adjusts to patient 
height. 


All-aluminum No. 46P344 with open- 
center design permits patient to be 
X-rayed. Narrow foot-end frame 

for use in confined areas. Folds for 
storage. 





No. 3CRF1 features X-ray translucent 
polymer construction and 2-pc. 5-ft. 
polypropylene webbing with quick- 
release buckles. 


Pole Stretcher—Lightweight, heavy- 
duty aluminum frame folds lengthwise 
and crosswise for compact storage. 
Vinyl-coated nylon cover resists 
stains, blood, and bodily fluids. Nonslip 
handgrips. 


Evacu-Aid™ Stretcher—Compact 
and lightweight stretcher features 
nonslip surface with reinforced stress 
points. Designed with 8 handgrips for 
safe patient transport by 2 to 4 people. 


Traverse Rescue Stretcher—Use 
for horizontal or vertical casualty 
evacuations. Lightweight, compact 









~~ 
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c 7 ~ 
When It’s Critical ® by Honeywell No. No. 
a6P344 3NRK8 46P335 


design is ideal for high angle, confined 
space, and helicopter rescue opera- 
tions. Webbing carry handles can be 
attachment points for a lifting bridle. 


Emergency Stretcher—Flat 
stretcher for transferring patients 
who have no suspected spinal injury. 
Lightweight aluminum frame, bacte- 
riostatic vinyl-coated nylon cover, 
folding 4" wheels, and posts. 


Combination Stretcher Chair— 
Wheeled chair, stair chair, and flat 
stretcher. Aluminum frame, vinyl- 
coated nylon cover, restraints, and 
folding head- and foot-end posts and 
wheels. 


Weight 
















Straps Mfr. Item Weight Straps Mfr. Item 
Cap. L W H Count Color Brand Model No. Cap. L W H Count Color Brand Model No. 
Basket Stretchers Pole Stretcher 
900 Ib. 821" 18" 7Y4" 3 Black Ferno RE1107 2LBB8 350 Ib. 81" 21" 54" — Orange  Ferno 0101083 3NRK1 
2500 Ib. G5: 23%" 7’ 4 Red Ferno RE1125 2LBB9 Evacu-Aid™ Stretcher 
600 Ib. 86" 24" 3" 4 Orange —_ Ferno 71 2LBB7 350 Ib. 12” 28' 1 — Orange Honeywell 4499920 3PAH4 
600 Ib. 86" 24" 8" 4 Orange —_Ferno 71-M 46P352 Traverse Rescue Stretcher 
600 Ib. 86" 24" 3" 4 Orange —_Ferno 71-5 46P351 590 Ib. 79" go — 6 Blue Ferno TRS 46P353 
Basket Stretcher Lifting Bridle For Use with Nos. 2LBB9, 2LBB7, 46P351 Emergency Stretcher 
600 Ib. 54" 1" — — Orange —_Ferno 418-1 3CRE9 350 Ib. 74" 19" 8" — Orange  Ferno P11100 3NRK8 
Scoop Stretchers Combination Stretcher Chair 
350 Ib. 47"to 79" 17" 3 3 Silver Ferno 65 46P344 390 Ib. ia 20" g" a] Maroon _ Ferno 107 46P335 
350 lb. 47'to 79" = 17" 3 to 4" 3 Yellow Ferno PT6560  3CRF1 
06 FERNO® * GRAINGER 
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Tactical Litter wad Backboards een seee acres 


Tactical Litter—Features heavy-duty 
aluminum frame and hinges; includes 
2 restraints. Durable polypropylene 
mesh cover allows blood, bodily fluids, 
and hazardous chemicals to flow 
freely away from patients. Mil. Spec. 
MIL-L-4951 1B. 


Disaster Litter—Lightweight litter 
is ideal for use by EMS services, fire 
departments, law enforcement, or 
hospitals for mass casualty response. 


Backboard—Lightweight, buoyant, 
seamless HDPE construction features 


2 handles at a tapered end to help 
stabilize transport. Smooth head area 
allows attachment of all head immobi- 
lizer devices. 


Millennia Backboard—Lightweight, 
contoured shape with easy-slide 
offers smooth patient movement in 
any space. Easy-to-clean plastic shell 
with foam-filled construction provides 
X-ray translucency. 


Iron Duck Spineboards—Durable 
HDPE shell over nontoxic foam 
for durability and easy cleaning. 


No. 52WU19 spineboard is X-ray 
and CT scan translucent and MRI 
scan compatible. Won’t compromise 
CPR efforts or aggravate cervical 
spine injuries. No. 52WU23 folding 
spineboard is ideal for tight spaces. 
Stainless steel mechanical pivot and 
internal aluminum runners. 


Disposable Backboards—Durable, 
virgin fiber corrugated backboards are 
coated to prevent absorption of rain or 
fluids. Require minimal storage space 
and are quickly and easily assembled. 


Assembled Backboard Restraint 
Strap Kit—1-pc. restraints feature 
2" nylon/polyester webbing with 
quick-release chrome-plated, auto- 
motive-type metal buckle. Includes a 
storage pouch. 


Quick Restraint System—10-point, 
6-strap system has color-coded nylon 
straps with hook-and-loop closures. 
Fits sizes from child to adult. Use with 
Backboard No. 2LBB5 and Scoop 
Stretchers Nos. 46P344 and 3CRF1, 
sold separately, this page. 


Weight Straps Mfr. Item Weight Straps Mfr. Item 
Cap. L H Count Color Brand Model No. Cap. L W H Count Color Brand Model No. 

Tactical Litter Folding Spineboard 

1200 lb. 92" 23" 6° 2 Green/Black _—‘Ferno PT7970 2LBC1 500 lb. 72° 16 2 — Yellow lron Duck 35940-YL 52WU23 

Disaster Litter Disposable Backboard with Straps, Pkg. of 5 

350 lb. 90" 22" 6' 2 Black Ferno PT/969 3NRK7 520Ib. 72° 21° 4 4 Tan FSI F-EM-6 4LUR5 

Backboard Disposable Backboard with Straps and Head Immobilizer, Pkg. of 5 

600 lb. 72" 16 1% — Yellow Ferno NB1100 2LBB5 520|b. 72° 21° 4' 4 Tan 5 F-EM-8 4LUR6 

Millennia™ Backboard Assembled Backboard Restraint Strap Kit, Pkg. of 3 

350lb. 72° 18 2 — Burgundy GA  MILLENNIABRGNDY 18 8CGD2 — it. — — — Black Ferno 439 2LBB6 

Spineboard Quick Restraint System 

500 lb. 72" 16° #1%° — Orange lron Duck 35850-P-OR 52WU19 _ — —  — —_— Multi-Colored Ferno 770 46P328 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


1822 GRAINGER. 


ITT 


GRAINGER CHOICE° SAFETY 
Find the ji. Find Solutions. Find Great Prices. Emergency Supplies 





* GRAINGER 
APPROVED 


Cots and Tent 


For protection against inclement weather, select items include a 
waterproof rain fly with access door and air vents. 





No. 4VNG4 









Folding Cots—Compact cots are easily stored and transported. 
Nos. 3PAH3 and 29TM93 have a mildew-resistant, washable 
polyester cover. No. 19TU18 has scissor-action folding legs 
reinforced with hinges, supports, and 2 snap-on end braces; 
includes a carrying bag. No. 13V987 features a drop-down 
storage pocket on each side that double as handles. No. 36UV16 
unfolds for quick 1-person setup; includes carrying bag. 

No. 4VNG5 has fully adjustable head- and footrests for comfort 
and patient restraint straps. 


No. 3PAH3 


Tent Cots and Gear Storage Bag—Heavy-duty, powder- 
coat construction. Each includes a rain fly. No. 4VNG2 includes 
wheeled roller bag. Gear Storage Bag clips on the framework of 
Tent Cots to provide additional storage. 


No. 13V987 





IPS Tent—Use as traditional tent or place directly on cot. 
"No-See-Um" insect mesh. Carry bag for storage and transport. 


Weight Cover Frame Mfr. Item 
Description Cap. L W H Material Material Color Brand Model No. 
Folding Cots 
Standard 225 Ib. 74.5" 25 V4" 16" Polyester Steel Green GA 3PAH3 3PAH3 
Standard 225 Ib. 749" 25 V4" 16" Polyester Steel Blue 29TM93 29TM93 
Low-Profile 250 Ib. ‘es 24" 1% 600D Polyester Steel Green KREC121 13V988 
Military Style 300 Ib. 74" 25 16" 600D Polyester Steel Gray FC211 19TU18 
Standard 300 Ib. 79" 28" 1g 600D Polyester Steel Black _p; FC711 4VNG4 
Oversized 350lb. 84 ~~-«33"~S*«*« 600D Polyester Steel Blac/Graye__ |. eiPrne Nene Cot ine FC421 13V987 
EZ Fold 200 Ib. 79" 28/2" 187%" 600D Polyester Steel Blue/Gray FC811 36UV16 
Emergency Treatment 350 Ib. 84" ays 18" 600D Polyester Aluminum Black ETC911 4VNG5 
Tent Cots and Gear Storage Bag 
Compact Tent Cot 350 Ib. 84" 32 56" 190T Nylon Aluminum Green KannpeRite Tent Cot lnc OCTC443 4VNG2 
Double Tent Cot with Rain Fly 500 Ib. 84" 52. 59" 190T Nylon Aluminum Green P DCTC343 4VNG3 
Gear Storage Bag _— 30" 24" ris 600D Polyester — Black GA A4VNGS8 4VNG8 
IPS Tent 
Insect Protection System 1 : : ; 
(Got Sold Separate) CO OTT TE Oe Sold Separately) _— 78 28 38 190T Nylon _— Tan Kamp-Rite Tent Cot Inc KR-IPS 36UV17 








Medical Field Cots Shee MPT 
Oversize cots feature a fire-retardant mattress that is easy to clean and 7 
decontaminate. Multiple-position head and foot adjustments. No. 4LUR9 START 
includes a 11"-thick mattress. No. 4LUT1 includes a 3"-thick mattress. 
Disposable Linen Set includes pillow, pillow case, fitted sheet, cover ace Medical Cot 
sheet, and quilted blanket. White color. | | The START (Simple 
Weight Mir. bain Triage and Rapid 
Description Cap. L W UH Model No. Treatment) cot is a 
Medical Field Cots / 
sate portable and conve- 
svonomy Type 3590 Ib. 83" 28" 15 F-EM-262A 4LUR9 ye ret tool for disaster 
i ith D i i i ranvm 
Down Side Rails DOO lb. 83° 33" 30" F-EM-S60A-HBSR = 4LUT1 3 J reliel or any meaica 


and IV Pole situation. Includes a removable and machine washable pad. 


STERIeR: Multiple head and feet positions. 
orage Cart, Se Sar eee 
Holds 10 Beds 750 1b. 91" 37" 74 F-EM-262CCPR 38F346 









re : a 4 ede , ten 
Disposable Linen = : : ap. ode 0 
Set, Pkg. of 10 F-LINEM-3A _38F345 350 Ib. 78 8" 8° STAR911  44ZE08 
Cot Pads, 
= No. 
Sleeping Bags, 19TU19 
and Blanket/ No. avnas 
7 13V989 
Pillow Set 5 Weight , nal Mir. tem 
: i ‘ escription ap. olor ode 0. 

Self-Inflating Cot Pads—4'"H Sleeping Bags—Roomy rectangular Self-Inflating Cot Pads : 
rapid-inflate/deflate pads have velour shape with comfortable polyester Single 250 Ib. ih 321 Green _—SIP291__—18V989 
top, durable PVC bottom, and include construction. No. 19TU19 is machine pone a i‘ ae a areen ieee eat 
oversize storage bag, wrap straps, and washable and includes carrying bag. Fleece Cot Pad 

ir ki : 2" Thick — 82" 34" Gra FP421 —- 19TU17 
repair kit. Emergency Blanket and Pillow Sleeping Bags " 
Fleece Cot Pad—sSoft double-sided  Set—Lightweight polyester/fleece Summer Season, 40°F __ — 13" 36" Blue__'SB261__—‘19TU19 
pad features a fleece shell and polyes- blanket provides warmth and comfort. 3.54800, 20°F = i. ae aie aE —Fanoe 
ter fill. Machine washable for reuse. Conveniently packaged with a pillow Emergency Blanket and Pillow Set 

for easy storage and use. Blanket and Pillow — 77" 62" Red/Orange KRBP102 4VNG9 
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SAFETY 
Emergency Supplies 


No. 4LUTS 


NORTH AMERICA® 


SAFETY THROUGH TECHNOLOGY 
A Division of Fire Safety International 
www.fsinorth.com 


Decontamination Showers 


and Accessories 
=» Meet ANSI 113 Standards 


1-pc. fully integrated shower systems are stable in high winds (up to 
70 mph when properly anchored). Fire-retardant canopies are UV- and 
chemical-resistant. 


3-Line Mass Casualty—fFor 3 to 6 ambulatory, 3 nonambulatory, or any 
combination. Handles 3 parallel lines of casualties at the same time in up to 4 
stations: undress, detergent shower, rinse shower, and redress configuration. 


2-Line Mass Casualty—Handles 2 parallel lines of casualties at the same 
time in 4 stations: undress, detergent shower, rinse shower, and redress 
configuration. 


First Responder—Has full-closure, slip in-and-out, dirty entry/clean exit doors 
on each end. Includes 7 spray nozzles and 1 multifunction trigger spray gun. 





Mfr. Item 
Description L W H Model No. 

Decontamination Showers 

3-Line Mass Casualty 20 ft. 13. it. 9 ft. DAT3060S 4LUT7 
2-Line Mass Casualty 15 TL. 10 ft. 9 ft. DAT35395 4LUT6 
First Responder aie 7 ft. 8 ft. DAT2020S 4LUT3 
Accessories 

Layflat Hose, 50 ft. F-GH 4LUV4 
Elevation Grid F-TDMSPC 4LUU8 
Waste Pump, 120V F-WSP33AA 4LUV3 
Electric Inflator, 120V P-EIDHD 4LUV9 
4 ft. x 8 ft. Inflatable Decon Pool, 160 gal. DAP488 38F322 
10 ft..x 10 ft. Inflatable Decon Pool, 500 gal. DAP1010 38F323 
Multi-Manifold Water Unit, 1.5" Inlet x 6 GHT Outlet F-MIMU156 38F336 
Water Heater, 14 gom, Multifuel FS] Heat 200A 4LUU6 
Portable Water Heater, Propane F-ECCI50WH _ 55 MU93 
Equipment Cart with Adjustable Shelf F-HFRC 4LUV5 
Bladder Tank, 300 gal. F-HD300BT 4LUV1 
Bladder Tank, 600 gal. F-HD600BT 4LUV2 
HEPA 400 CFM Air Carbon Filter Cleaning Unit F-HAS 38F335 
Detergent Injector FSI Heat 201 4LUU5 
Portable Detergent Injector with Cart FSI HEAT 201C —_-38F325 
Petrotech™ Concentrate, 4L PT|25-4L 38F33/ 
™ 
soveiincntaeee ZODI" Hot Water 
Se rete, J 7 
=A Decontamination 
oe Showers 
eve aie 
ete. Provide unlimited instant hot water 


No. for decon operations. The easy-to- 
4LPA8 __ use systems heat water to 100°F in 
seconds. The temperature-control 
valve can be adjusted with gloved 
hands. Units come on a rugged 40"H 
cart with large wheels for easy maneu- 
verability. 70,000 Btu (No. 4LPA8) or 
100,000 Btu (No. 3PVL3). Propane tank 


not included. 
Flow Mfr. Item 
Description Rate Model No. 
Pro /0 System 3. gpm 9150 __ 4LPA8 


Pro 100 System 6gpm 91/0 _— 3PVL3 
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Find even MORE on Grainger.com® 


Scan. Order. Done. |= 
Details on page A1. 


Decontamination 
Showers and 
Accessories 


Standard System—Stand-alone system 
allows for quick setup, thorough victim 
decontamination, and easy cleanup. 
Includes 4- x 8-ft. aluminum-frame collec- 
tion pool, 2 elevation grids, handheld 
sprayer, shower enclosure, and vinyl carry- 
ing bag. 

= Meets ANSI/ISEA 113-2013 Standards 


Indestructo® System—Durable ABS pipe 
and fittings for rugged field conditions. 
Includes a 4- x 4-ft. self-supported collec- 
tion pool, handheld sprayer, elevation grid, 2 
wind screens, and vinyl carrying bag. 


= Meets ANSI/ISEA 113-2013 Standards 
Quick Response™ System—Durable construction withstands frequent 


training and field use. Includes 4- x 4-ft. aluminum-frame collection pool and 
handheld sprayer. 


No. 4PHU6 


Decon in a Bag®—Heavy-duty vinyl carrying bag contains decon wand, 
compact water supply hose, scrub brush, liquid soap, 2 responders’ splash 
suits, 4 victims’ personal privacy kits, 4 contaminated clothing collection bags, 
and waterproof instructions. 


Decono®—Portable unit for field use or in tight spaces. 5-pc. shower stores in 
vinyl bag (included). 


Mfr. Item 
Description L W H Model No. 

Decontamination Showers 

Standard System 42" 36" 84" HMK1101A 4PHU3 
Indestructo® System 42" 34" 90" HMK7000 4PHU8 
Quick Response™ System 43" 47" 7¥2 ft. HMK3101A 4PHU6 
Decon in a Bag® — — — HM6000 3PVK8 
Decono® 26' bf 87" HM2000 3PVK7 
Accessories 

Decon Wand 44yV" — — HM6006 3PVK9 
Decon Shower Sponge — — J HM556 3PVL1 
Electric Water Pump, 120V — — — HM1060 4PHL6 
Collection Pool 4 tt. 4 tt. 6 HM1025 13A974 
Wastewater Tank, 150 gal. 4 tt. OTL. 12 HM150B 4PHL5 
Wastewater Tank, 1000 gal. 12 it. / ft. 24" HM1000B 4PHL4 


SECUR-ID™ 
Decontamination 
Kits and 
Property Bags 


Decontamination Kits—Track 
people's possessions with unique ID 
numbers. Combo kits contain both 
Pre-Decon and Post-Decon kits. 


Property Bags—lnclude step-by- 
step instructions, unique ID number 
and bar code on bag, and tearaway 





- 


ee No. 25R755 wrist receipt to track property. 
== Personal Property Bags add a check- 
a list printed on bag. Personal Property 
= Kit includes bag with unique ID 
a number and tearaway wrist receipt, 
No. 25R760 pull tie, and 4-part form. 
Mfr. Pkg. Item 
Description Size Model Qty. No. 
Decontamination Kits 
Decon Combo Kit Youth COMBO2B-Y 1 25R/46 
Decon Combo Kit Adult COMBO2B-A 1 25R/4/7 
Decon Combo Kit Large Adult COMBO2B-LA 10 25R/48 
Property Bags 
Decon Property Bag 12x 16° DP12PLUS 200 29R/50 
Decon Property Bag 22 x 24" DP22PLUS 290 29R/56 
Personal Property Bag 9 x 10" PVS912 250 25R/60 
Personal Property Bag 19 x 20 PVL1920 290 25R/61 
Personal Property Kit 30 x 66 AYS302466 20 29R/62 
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SAFETY 
Sports Drinks & Thirst Quenchers 


a 


Pce 
| ZERO 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





Sports Drinks and Gr 
Thirst Quenchers Propel 


Ready-to-drink options and drink mixes have a blend of electrolytes and 
carbohydrates to help speed hydration and restore energy. Caffeine-free. 
Mix concentrate with water per instructions. 













> CHOOSE: Yield Item Pkg. = 
Read —_ Flavor Per Unit Brand No. Qty. =— 
eady-to-Drin 
ut pul pacer rheeze, Fence rape, qomon cme, Pande. Riptide Rush so 0z. galorate ara si ar ik ae | 
ruit Punch, Lemon-Lime, Orange—Includes 8 of Each Flavor 0z. atorade 4 5 to-Dri to-Dri 
Cool Blue 20 oz. Gatorade 36UP97 24 so gencidend alot Tee 
Ready-to-Drink, Low Calorie omen Sine? usar Free ~ — 
Fruit Punch, Grape, Glacier Freeze 200z. Gatorade H3995 24 Glacier Freeze Single-Serve 
Ready-to-Drink, Sugar Free Powder 
Cherry, Glacier Freeze, Lemon-Lime, Orange 20 0z. Gatorade K2352 24 Céncentraic 
Powder Concentrate Packs 
Fruit Punch, Lemon-Lime, Orange, Riptide Rush 1.0 gal. Gatorade £2118 1 rae Orange 
Glacier Freeze, Riptide Rush, Fruit Punch, Lemon-Lime, Orange 2.0 gal. Gatorade F8643 1 
piptide cust eu are cmon. ime, Orange. Glacier Freeze 6.0 gal. Gatorade F9129 1 ta 
rosted Riptide Rush, Fruit Punch, Lemon-Lime, ete LEGS sored i 
Orange—Includes 8 of Each Flavor 2.5gal. Gatorade 40P485 32 yopel — 
Single-Serve Powder Concentrate Packets p 
Lemon-Lime, Fruit Punch, Orange 200z. Gatorade D/437 8 a= 
Single-Serve Powder Concentrate Packets, Low Calorie | 
Fruit Punch, Grape, Glacier Freeze 20 02. Gatorade D5608 8 
Lemon 16 0z Propel 403U26 10 
Berry 16 0Z Propel 403U27 10 we pecuars 
Strawberry Kiwi 16 0z Propel 403U28 10 «nant 
sie ERENT: h, 0 L L 6.0gal. G d F8721 = 1 octet 
lerce Grape, Fruit Punch, Orange, Lemon-Lime .0 ga atorade : F 
Dispenser Rack and Pumps for Liquid Concentrate Single-Serve 
Includes Rack and 2 Pumps — Gatorade 6AV22 1 Powder 
Replacement Pump for Liquid Concentrate — Gatorade 3UZY7 1 Concentrate 
Beverage Coolers, Cups and Truck Bracket Low Calorie Liquid Concentrate 
Jug with Flip Top, 1 gal. — Gatorade 3UZX4_ 1 Berr Fruit Punch 
Dispenser with Spigot, 3 gal. — Gatorade 3UZX5 1 y Beverage Dispenser 
Dispenser with Spigot and Cup Dispenser, 5 gal. = Gatorade 3UZX6 1 with Spigot (Includes 
Disposable Cone Cups, 6 oz. Each _ Gatorade 3UZY1 200 Cup Dispenser) 
Cooler Truck Bracket — Gatorade 3UZY4 1 Pp mer 





Lite™ Stik 





Lite™ Powder 


Qwik cake Powder Cooler with Screw 


Concentrate 





-to-Dri Powder trat . F 
ge oa Concentrate concentiate ies itis ° Mixed Berry eee 
Sugar Free 
® . 
Rsihihes ac : Fruit Punch nee Strawberry Powder 
P Lemonade Pack® Zero 





Fruit Punch 





Freezer Pops, Sports Drinks and Thirst Quenchers 


Designed for healthy electrolyte replacement and to help keep body hydrated. Electrolytes regulate body fluids during workouts and help prevent cramps and 
fatigue. Ideal for high-heat environments to reduce heat stress related illness. Drinks are available in ready-to-drink/serve or concentrated formula. Mix concentrate 
with water per instructions. 


> CHOOSE: Yield Item — Pkg. > CHOOSE: Yield Item _— Pkg. 
Flavor Per Unit No. Qty. Flavor Per Unit No. Qty. 

Sqweeze® Freezer Pops - Freeze and Eat Powder Pack® Powder Concentrate Packs 

Cherry, Grape, Lemon-Lime, Mixed Berry, Orange 3 02. 1UFK7 = 150 Fruit Punch, Grape, Lemon-Lime, Orange, Fruit 1.0 cal £8439 80 
Sugar Free Sqweeze® Freezer Pops - Freeze and Eat Punch, Grape, Lemon-Lime, Orange Oat 

Fruit Punch 30z.  31XH/78 150 Fruit Punch, Grape, Lemon-Lime, Orange 2.0 gal. 31XH80 32 
Tangerine Orange 30z. 31XH/79 150 Cool Citrus, Grape, Orange, Fruit Punch, Lemon-Lime, 95 gal £9197 { 
eady-to-Primk 4e-Moaa sare rpmonade, Tropical woolen Cherry, Mixed Berry, 2 oO gahe 

trawberry Lemonade, Mixed Berry, Cool Citrus, ixed Berry, Cherry, Cool Citrus, Grape, Orange, Fruit 

Grape, Orange, Fruit Punch, Lemon-Lime 2002. HI103 = 24 Punch, Lemon-Lime, Lemonade, Tropical Cooler 5-0gal. E9198 = 1 
Fruit Punch 120z. 451G35 24 Powder Pack® ZERO Powder Concentrate Packs, Sugar Free 

Grape 120z. 451636 24 Orange, Fruit Punch, Lemon-Lime, Grape 2.0 gal. J4676 8 
Lemon-Lime 120z. 451G37 24 Liquid Concentrate 

Orange 120z. 451G38 24 Mixed Berry, Cherry, Cool Citrus, Grape, Orange, Fruit Punch, 5.0 aal £8438 1 
Ready-to-Drink, Sugar Free Lemon-Lime, Strawberry Lemonade, Lemonade, Tropical Cooler ge 

Mixed Berry, Orange, Fruit Punch, Grape 200z. D/436 24 Liquid Concentrate Zero, Sugar Free 

Orange 120z. 31XH83 24 Fruit Punch, Grape, Lemon-Lime, Orange, Mixed Berry 9.0 gal. £1804 1 
Fruit Punch 120z. 31XH84 24 Fast Pack® Zero Liquid Concentrate 
Single-Serve Packets Orange, Fruit Punch 6 Oz. E4767 50 
Lite™ Stik Powder Concentrate Fast Pack® Liquid Concentrate 

Grape, Orange, Fruit Punch, Lemon-Lime 20 02. J4675 8 Mixed Berry, Cherry, Tea, Cool Citrus, Grape, Orange, Fruit as E8440 50 
Qwik Stik™ Powder Concentrate, Sugar Free Punch, Lemon-Lime, Lemonade, Tropical Cooler 

Fruit Punch, Orange, Strawberry Lemonade, Mixed Berry 200z.  G5356 10 Replacement Pump for Liquid Concentrate 

Cool Citrus, Orange, Fruit Punch, Mixed Berry, Lemonade, 90 07 E1805 50 Pump Spout — 3VAA9 1 
Strawberry Lemonade, Lemon-Lime, Grape Beverage Cooler 

Grape, Lemon-Lime, Fruit Punch, Lemonade, Mixed Berry, Orange 10 0z. E4766 500 Cooler with Screw Top and Spigot, 28 hr. cool _— 40TP41 1 
Qwik Stik™ Lite Powder Concentrate, Sugar Free 

Fruit Punch, Mixed Berry, Orange, Strawberry Lemonade 20 0z. 24A952 4 
QwikServ™ Powder Concentrate 

Orange, Fruit Punch, Lemon-Lime, Grape 16.9 0z. G4152 8 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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SAFETY Scan. Order. Done. 
Water, Beverage Dispensers/Cups & Personal Coolers Details on page Al. 










GRAINGER 


TT re sam men ee at ot eee | 


@ 
No. 6YGO04 Pn hee 


niagara 
Bottled Water 


Refreshing, purified bottled water helps keep you 
cool and hydrated. Comes in eco-air™ friendly 
bottle that contains 50% less plastic. 


Case Bottle Item 
Description _ Bottle Size Qty. ~— Qty. ~—_—No.. a * GRAINGER 


= 


No. 38D839 


Pallet of 16.9 02. . 
Bottle Water per Bottle, 84 2,016 52WT31 | —IiGlOO APPROVED e 
ull Truckload of 24 Bottles - 
Bottled Water perCase_—«‘/'996 98,304 A0ZJ77 Beverage Dispensers IGloo 
— sr ee—~—~—‘C Body Exterior Dim. ltem 
Cap. Color H Dia. Brand No. 
Dispensers _ 
2.0 gal. Yellow 1454" 11%" Igloo  6YGO04 
3.0 gal. Yellow 14" (EVE Igloo 32045 
_— a rece 
0 gal. ellow 3 : gloo 5 a 
5.0 gal. Green 20%o" 13" Igloo 3UYY8 sitocalaene amla 
o 10.0 gal. Yellow 23%"  =15°%es" igloo S5DDCO 
- 10.0 gal. Green 23%" 15°%" Igloo ~~ 3UYY9 
aa Item 
Description Brand _No. 
Accessories 
No. 25K814 Cup Dispenser Holds 4'%-0z. Cone Cups Igloo 32043 
Cup Dispenser Holds 7 to 8-oz. Cone Cups Igloo 4GL/4 


Wire Cooler Rack Fits 2-, 3-, and 5-gal. Coolers GA 4AAN7 
Wire Cooler Rack Fits 2-, 3-, and 5-gal. Coolers Igloo 3ZC49 






Wire Cooler Rack Fits 10-gal. Coolers GA 4AAN8 
Wire Cooler Rack Fits 10-gal. Coolers Igloo 4GL83 No. 3UYY9 
No. 
15J132 
No. 
16D320 


ferry | SW 
Beverage AppRoveD | ‘LCC 


Cups DIXIE Beverage Jugs 


‘ i Swing-up, large bail handle for easy carry- 
nsverintian Cap. Brand No. ty. | ing. Keep your beverage cold in this durable, 





47402. GA 25K814 200 | dent-resistant cooler. Wide-mouth to 
Cone Cups 4,07. GA 25K815 1000 ’ Ps 
Disposable, Polycoated 5 Dixie 55AK18 1200 twist-on Cap, and flip-top spout make filling Body Exterior Dim. Item 
Disposable Potvcoated Sn OIG) e85), tall -Anenor ies aut ‘Ogi. Red 13%" 74 gino 160320 
: 7 a . : . 8 8 
Cold Cups (Unwrapped) 1202 Dixie 15J132 1200 | liner helps prevent residual odors. 0.5 gal. Blue 10%" 5%" Coleman 3UYY6 


* ce JZ 
Personal Coolers Aeeanyen emeees 


PERSONAL COOLERS 


No. 4AAP9 flip lid stays attached and serves as a tray. No. 38D840 

insulated cooler has a black diamond-plate exterior texture for a 

rugged appearance. Lid swings open for easy access; side-button 
pr release closes tightly to prevent spills. Offers a molded-in handle for 
one-handed carrying. 





No. 4AAP9 PLAYMATE® PERSONAL COOLERS 
Top push button for easy, one-handed opening and molded handle. 
Bod Exterior Dim. It 
aida Deseription iT Cal calor a — ia a8 Pk we 
epraee —ak —Bace ese — aa 
pee eee Personal Coulerd 6 at Red 16" 10V% 15" lon 1HUG6 
1826 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE* 


Find the why. Find Solutions. Find Great Prices. 


SAFETY 
Coolers 





WreycrainceR a 

APPROVED IGLOO 

! Coleman® 
PELICAN 


Chest-Style 
and Wheeled 


Full-Size Coolers 
CHEST-STYLE COOLERS 


Classic—Easy to carry. No. 4AAP6 has a push- 
button lock that allows one-handed opening and 
molded handles in the body. No. 4AAP7 includes a 
drain and a lid with cup holders, hatch, and swing- 
up handles. 


Marine Ultra'’—Tie-down loop secures cooler 
to boat deck. Additional features include swing-up 
handles and stain- and odor-resistant liner. 


Nos. 15F158 and 15F159 have a triple-snap drain 
plug and molded-in ruler to measure fish length. 

No. 15F159 provides 4-day cooling, and has a snap- 
fit latch to secure the lid closed. 


Quick & Cool®—Threaded drain plug for hose 
hookup. Dual-snap lock and childproof safety lid 
latches. 


Polar—vltratherm® insulation in body and lid keeps 
ice frozen up to 5 days. Features reinforced swing- 
up handles, dual snap-fit latches, and threaded drain 
plug. 


Elite—Rugged coolers have 2" thick polyurethane 
insulation that retains ice up to 10 days. Features 
freezer-grade gaskets, molded-in and hinged 
handles, nonskid and nonmarking raised feet, 

and corrosion-resistant stainless steel hardware. 
Certified bear-resistant by the IGBC. 


WHEELED COOLERS 


Performance—Heavy-duty wheels and telescop- 
ing handle let you roll over almost any terrain. 
ThermOZONE™ insulation keeps items cold for 3 to 
4 days. Features Have-A-Seat™ lid and molded cup 
holders and handles. 


Xtreme® 5—Extra ThermOZONE™ insulation keeps 
ice up to 5 days in temperatures up to 90°F. Easily 
transported with all-terrain wheels and comfortable, 
2-way handles. Hinged lid has 4 cup holders to keep 
drinks within reach. Include rustproof, leak-resistant 
channel for no-tilt draining. 
ody 





4AAP6 


No. 15F159 











1 No. 4AAP7 





No. 3NY88 


No. 52PF35 






No. 29PL78 


—_—_—_ 


No. 29PL80 


a> 





No. 36MY81 


No. 36MY61 

















































































































































































































































































































































































































Lid Exterior Dim. Mfr. Item 
Description Cap. Color Color L W H Brand Model No. 
Chest-Style Coolers = a lane — a ie — 
Classic 32 qt. Red White 20%6 10%" 13%! GA = 4AAP6 
_ Classic —_ 60qt. Red White 24%" 15%" 16%" GA —_ -4AAP7~ 
_ Marine Ultra” 36 qt. White White 24%" = 13%" ih Igloo 44679 ss 15F157— 
Marine Ultra” 48 qt. White White _—26" 14% 14%" __ Igloo 44681 15F158 
_Marine Ultra” 54 qt. White White 25%" 15%" 15%" Igloo 44683 15 F159 
Quick & Cool® 100 qt. White White 35%" 17%" 16%" _Igloo 11442 3NY88 
Quick & Cool® 150 qt. White White 41%" 18%" 20%" Igloo 44363. ‘1NZ54 
Polar ss 120 qt. ~=White White 384%a" 18%4" 18%" Igloo 44577 ~—52PF35 
Elite 95 qt. White White 39" 21" 26" Pelican 95QT 29PL77 
Elite 95 qt. Tan Tan 39" 21" 26" Pelican 95QT 29PL78 
Elite  —- 150 qt. ‘Tan Tan 46 26° 26" _ Pelican 150QT —29PL80 
Wheeled Coolers ae ane ak ee ee ee 
Performance 45qt. Blue White 18° 17°%4" 17%" Coleman 3000002455 36MY78 
Performance 60qt. Blue White 22°%a" 17%%a" 17%" Coleman 3000005152 36MY81 
Xtreme® 5 ss 75 qt. Blue White 262%4" 19%"  20%6' Coleman 3000001733 36MY61 
_Xtreme® 5 100 qt. Blue White 36%" 18%" 16%" Coleman 6201A/48  36MY62 








Sign in to Grainger.com® to see YOUR Pricing and MORE 
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SAFETY Scan. Order. Done. =f; 
Hydration Packs & Cooling Vests Details on page A1. = 









Hydration Packs 
CAMELBAK® stash pocket. Double-ripstop construction, CA MELBA Ke 
Each includes a low-profile external fill to Crux™ reservoir, and two- aa 
Mil Spec Antidote™ reser- _—_ Zipper fill cover. Hydration only. access points to gear plus 7 exte- 
voir with Quick Link™ exit = 500 Denier Cordura® fabric rior pockets. Offers multiple drink 
port and QL HydroLock™ Watermaster™—Tough pack is tube exit ports for routing tube 
bite valve adapter. constructed with a tearaway harness ciel eel eealeelat ett 
The new Futura™ harness, which 
HydroBak®—Ergonomic, and easy strap management. Features adjusts for individual torso length 
versatile, and economical one-handed flow control, Big Bite™ valve and plate carrier configurations, 
hydration-only pack for cover, integrated access port cover, stash stays comfortable on even the 
everyday tasks. Features pocket on fill flap, and mesh back panel. longest of operations. 
double-ripstop construc- Insulated pack keeps water cool. = 500 Denier Cordura® fabric 
tion, a rear reservoir access = 900 Denier Cordura® fabric ceeaiineciulires 
flap, and a front zip pocket. §teaith™—Quick-release shoulder LOW-PROFILE 
Holds enough water for 1-2 harnesses and a hook-and-loop panel for. 4909 Denier nylon 
hours of activity. name tags and unit badge. Double-ripstop (Nog. 1RY36 and 1RY39) 
= Front and back construction and CRUX™ reservoir with 690 Denier water-resistant rip 
rene aid external fill. Hydration only. stop polyester (No. 32NC04) 
on ” = 500 Denier Cordura® fabric Hydration packs help keep workers 
ThermoBak™ 3L—Quick-— yj-yiz™—High visibility color for worker hydrated. The insulated pack and 
a P release shoulder straps safety. Tearaway harness helps prevent tube keep water cool. Each pack 
unclip for easy removal and —_ accidents and convenient stow pocket includes a zip-up cover, plus the 
Y storage inside back panel holds keys and other essentials. External cover on the 100% antimicro- 

_ Mfr. Item access CRUX™ Reservoir delivers 25% bial bite valve keeps out debris 
HyaroBak gq cia Color Ca ea 7aveeeo00 aagng2 ‘More water per sip. Hydration only. and contaminants. Breakaway 
Watermaster” 85 oz/2.5L Blue Camelbak —tr4e4o1000 48an@2  BEM™—Features low-profile Mountain™ 5 OUliey SaPs for ext Security. 
Stealth™ 859 0z/2.0L Black Camelbak 1746001000 493R88 MOLLE panel on front for secure : 

Hi-Viz™ 85 02,/2.5L__ High Visibility Lime Camelbak 1736702000 493R87 2-tone reflective chevrons for 
BFM™ 1700 02./50L Black Camelbak 1727001000 493R91 attachment of accessory pouches. visibility at night 
Chill-Its® 70 02./2L Black Chill-Its By Ergodyne GB5155_—_—s 1RY39 Double-ripstop construction. 4 Zippers : 

700z/2L_ High Visibility Lime _Chill-Its By Ergodyne GB5155HV_1RY36 


Low-Profile 70. 0z./2L High Visibility Orange Chill-Its By Ergodyne 5155HV _32NCo4 ON Main compartment allow for multiple 
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Cooling Vests 


HyperKew!l™ Evaporative Vests—Up to 10 hr. 
evaporative cooling is activated with 1 to 2 min. in 
water; squeeze out excess. Front zip closure. 


Vests for Inserts—100% cotton zip-front vest has 
4 pockets for inserts (Sold separately) and hook-and- 
loop shoulder and side straps to ensure a snug fit. 









No. E7354 


Feathered Ice Insert No. SWYD5 has a pliable powder 
that conforms to your body when frozen. Phase 
Change Insert No. 5WYD6 freezes in refrigerator or 
ice water. Delivers a constant 58°F temp. up to 3 hr. 





Evaporative Cotton Vests—Lightweight vest 
protects against excessive heat for up to 72 hr. 
Polymer fabric is activated by soaking in water for 5 
to 9 min. Cotton shell has hook-and-loop closures. 


Chill-Its® Evaporative Nylon Vests—Nylon vests 
feature evaporative polymer-embedded fabric that 
activates when soaked in cold water for 2 to 5 min. 
Quilted nylon V-neck shell with zipper closure and 


No. 40LR10 No. E7357 No. 2KJN7 water-repellent liner. 
fiesctietian peer hr a — he Dry vests can be filled with water for up to 3 days of 
9 Khaki, Silver, High cooling ability. V-neck with zip closure and mesh side 
HyperKewl™ Evaporative Vests S, M, L, XL, 2XL, 3XL Visibility Lime. Blue Techniche E7354 : ~ Se 
nels to provi itional ventilation and stretch. 
Vests for Inserts er cal aie meee aan Paleo pte de additional ventilatio 
Feathered Ice Inserts, Pkg. of 4 Bai ite egro 5 _ li 
Phase Change Inserts, Pkg. of 4 6"x 14" White Allegro swype Phase Change Vests—Ihermal-lined cotton vests 
Evaporative Cotton Vests L, XL, 2XL Blue __ Allegro D2428 _—zip closed to hold cooling inserts close to the wearer. 
Chill-Its® Evaporative Nylon Vests M, L, ee 3XL High Visibllty Lime eae BY ee pee Reusable inserts (included) are activated by ice water 
Chill-Its® ’ L Lime Chill-Its By Ergodyne 40LR11 Or in refrigerator and stay cold up to 3 hr. Zip-closed 
ill-Its® Dry Evaporative Vests XL Li Chill-Its By Eraod 40LR12 : 
ime Ili-Its By Ergodyne cooler bag included. 
2XL Lime onits ne =fgodyne ie 
M/L, L/XL, 2XL High Visibility Lime echniche 735 -_ , , 
Phase Change Flame-Resistant Vest L/XL Navy Blue Techniche 454287 __ cooling through perforated inner lining. Vortex tube 
rhase Change Inserts, Pkg. of 4 ait sack Jegnniche BXIN7 forces heat exchange to separate compressed air 
Vortex Vests g 
XL/2XL Black Allegro 2KJN8 __ into cold air streams. 


1828 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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WATERVJEL 


TECHNOLOGIES 


Burn Dressings, 
Creams, and Gels 


Sterile dressings are medical-grade, nonwoven 
polyester soaked in a water-based, water-soluble 
gel to help prevent burn progression. Creams and 
gels help relieve pain and protect wounds from 
contamination. 





Item —_— Pkg. 

Description No. Qty. 
Serile Dressings 41512315 No. 48LW60 No. 2MRZ2 
4" x 4", Unitized Package 1PCZ9 1 aa 
4" x 16" 415J24 7 (EEL 
Creams and Gels BURN JEL 
Burn Cream, 0.99 1PBZ3. 25 —« 
Burn Cream, 0.9g 1PBZ5 144 
Cool Burn Gel, 0.125 oz. 4RL91 =. 25 Tt Paihia gt 
Burn Gel, 0.125 oz. 2AD94 25 mares —_-No. iiple Antibiotic 
Ointment noe rian 2AD94 xm, 
Triple Antibiotic Ointment, 0.99 1PCC4) =. 25 emeonse a= 
Creams and Gels pee 
Triple Antibiotic Ointment, 0.9g 1PCC6 144 fae) ws = 
Neomycin Sulfate Cream, 0.99 Foil Packs  1PBZ7 25 — ees 
Neomycin Sulfate Cream, 0.99 Foil Packs 1PBZ9 144 
Hydrocortisone Cream, 0.99 1PBY4 25 





Medique® MEDIFIRST 


Honeywell @ {y 2 
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Cold/Hot Packs and Wraps 
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First Aid Burn & Skin Care 
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Help relieve minor aches and pains. ~— 
The B, 
Item — Pkg. MEDI-FIRST Thee Sian ft 
Description Brand No. Qty. as ae eens 
Biofreeze Gel, 4-0z. Tube Biofreeze 5GTH7 1 wwe = 
Biofreeze Gel, 16-0z. Pump Biofreeze 5SGTH8 1 |= No. 
Cold Pack, 6° x 4" Medi-First_ ___ 3LPG2_t Ouest No. 2MRY3 No. 14N933 5ELXO 
Cold Pack, Unitized Honeywell 2AG23 1 : * 
Cold Pack, 5" x 6" Honeywell 41362. ~—-10 RATAN COL Gea Honeywell GRAINGER ° 
Cold Pack, 5" x 9" Honeywell 1PCH4 = 24 i Suewmertinis. | - i GA Meédique® 
Hot Pack, 5" x 9" Honeywell iPCE2. icing casa : = MEDIFIRST pununee L ; 
Heated Backwrap Heat Factory USA _3ZLA1 1 ee Sane #,FIRST AID ONLY. ‘ - 
Replacement Warmer Heat Factory USA _3ZKZ9 3 NEOSPORIN® WATERUIEL © 
Adhesive Body Warmer Heat Factory USA  3ZLA2 3 No. 3LPG2 


Topical Skin Treatment 





Sot? Vedique? Ivy” Bug 


2 Description 
. 7 No. _toten Antiseptic 
Outdoor Skin Protection 1PBTS sca | Burn Spray, 3-02, 
== Antiseptic Spray, 2 0z 

SunX® SPF 30+ Sunscreen—Nongreasy, water- sir Antiseptic Wipes, 5inx 8 in 
resistant formula provides both UV-A and UV-B AnHISED UC MIDES 2 72M AT 7410 

: Isopropyl! Alcohol 
protection. isopropyl Alcohol, 70%, 16 oz 

99%, 16 oz. 


Medique®—Medicated lip ointment with all natural 


Isopropyl Alcohol, 99%, 1 gal. 
ingredients to soothe and hydrate dry, chapped lips. 


Alcohol Wipes, 2 %inx1 “in 
Triple Antibiotic Ointment 
Neosporin®, 1-0z. Tube 





IvyX®—Provide an invisible barrier for precontact 





he Neosporin®, 0.9g Foil Packs 
protection against poison Ivy, oak, and euliae wi ere No. Triple Antibiotic Ointment, 0.5g Foil Packs, Unitized 
Cleansers help remove plant oils from skin after “ly 3UUG9 Triple Antibiotic Ointment, 0.9q 
contact with poisonous plants. —— Neomycin Sulfate Ointment 
Single Antibiotic Ointment, 0.99 
BugX®—Contain 30% DEET to effectively repel Blood Clotter Spray 
3 02. 
fleas, flies, mosquitoes, and ticks. TTS 
Item Pkg. 4 02. 
Description No. Qty. Lip Treatment 
SunX® SPF30+ Sunscreen 0.99 Foil Packs, Unitized 
Lotion, 2 oz. 1PBT5 1 Ivy” Vaseline Petroleum Jelly 
Lotion, 4 0z. 1PBT3 1 : 3.25 02. 
Lotion, -0z. Pouch gc298. 50 om Petroleum Jelly 
Medique® Lip Guard Tos 15 oz. 
0.9g Foil Packs, Unitized 3UUG9 20 eam Bactine® 
IvyX® Poison Ivy and Oak Skin Protection Spray, 5 0Z. 
Cleanser Lotion, 8 oz. 3VAN6 1 Liquid, 4 oz. 
Cleanser Towelettes, 6% x 8%" 3VAN4 20 Liquid Bandage 
BugX® Insect Repellents 1 02. 
Pump Spray, 2 0z. 1PBU6 1 No. No. Anti-Sting Wipes 
Towelettes, 8 x 5" 6AZ07 50 3VANG 4PBUG 1.1g Foil Packs 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Help clean skin and protect it from contamination. 


Brand 
Honeywell 
Medi-First 

GA 
Medi-First 
Medique 
Medique 
Medique 
First Aid Only 
Neosporin 
Neosporin 
Medi-First 
Waterjel 
First Aid Only 
Medique 
Medique 
Medique 
PhysiciansCare 
First Aid Only 


Bactine 
Bactine 


Honeywell 


First Aid Only 


Item Pkg. 
No. Qty. 
3EWH9 1 
48LW60 1 
3VAL5 20 
14U289 100 
2MRZ2 1 
3WHL3 1 
3WHL2 1 
36LF43 = 100 
14N927 1 
14N928 144 
3LPH3 = 144 
1PCC6 = 144 
3WHT9_ ~—=:10 
2MRY2 1 
2MRY3 1 
3UUG9 =.20 
3EWJ8 1 
5DXX7 1 
14N933 1 
14N934 1 
5SELXO 1 
3UCH9) =—s_ 25 





SAFETY Scan. Order. Done. 
First Aid Supplies Details on page A1. 
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Alka-Seltzer 
Medique® "°" re 


Oral Medicines 


No. 
36LF41 





* GRAINGER 
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: eee No. 3NNW2 For pain, stomach, and cold relief. 
Bandages and cin Item Pkg. 
Description Brand No. Oty. 
Help protect minor cuts and scrapes. No. 4RM13 lL Rane aim: Tei 
spirin, 325mg edi-First 
_ Item Pkg. Advil® Gel Caplets, 200mg, 50 Packs of 2 Advil 14N920 100 
: Description Brand No. Qty. Ibuprofen, 200mg, 50 Packs of 2 Medi-First 3NNW6 ‘100 
Adhesive Cloth Bandages Ibuprofen, 200mg, 125 Packs of 2 Medi-First 3NNW7 250 
Fingertip, 174° x 3", Fabric __GA 483T9/ 40 Pain Relief Tablets, Extra Strength Medi-First 3XKY6 100 
17s x 2°, Fabric First Aid Only 39N889 20 Pain Relief Tablets, Extra Strength Medi-First 3NNW4 250 
Ya_X 3’, Fabric First Aid Only 41CP80 1 Non-Aspirin Pain Relief Medi-First 3NNV8 250 
%X 3, Fabric Medi-First 3JMG3 90 Extra Strength Non-Aspirin Pain Relief Medi-First 3NNW2 250 
ile ch Fabric ; Honeywell 45W720 16 Acid & Stomach Relief 
Bandages, 1" x 3’, Fabric First Aid Only 6TEW6 100 Antacid, Calcium Carbonate, 50 Packets of 2 Medi-First 8AY50 100 
2 x3, Fabric First Aid Only 36LF36 20 Antacids and Indigestion Tablets Medi-First QWAP6 250 
2x3. Fabric First Aid Only _39N882 20 Alka-Seltzer Antacids and Indigestion Tablets Alka-Seltzer‘ 14N922_——24 
Knuckle, 142" x 3", Fabric First Aid Only 41CP67 1 Allergy, Sinus & Cold Relief 
Knuckle, 112" x 3", Fabric First Aid Only 39N883 8 Sinus and Allergy Medique 3XKY8 100 
Bandages, Knuckle, 3%" x 3%", Fabric First Ald Only 36LF31 40 Cold and Flu Medi-First 3NNR2 950 
Heavy Adhesive Cloth Woven Bandages Hydration & Replenishment 
Knuckle, 394° x 34", Fabric Honeywell 3EVZ6 40 Glucose Gel, 319 Honeywell 3PAD5 | 
Bandages, %4 x 3°, Adhesive Plastic First Aid Only 39N861 16 
Adhesive Plastic Bandages 
bbe ap ea — ae “Bausch tomb 
andages, 1° x 3°, Plastic irst Aid Only auscnalLom 
Bandages, 2"x 4" Plastic First Aid Only 36LF41 35 . Eye Care Products ~~" 
Patch Bandages, 2 x 3’, Plastic Honeywell 3EWN/ 20 Physiclans CARE, 
Buttery Large, a 2m Plastic First Aid Only 39N865 16 rt. Eye drops for rewetting and redness ——— 
etal-Detectable Bandages 
1"x 3", Plastic, Blue Medi-First 3JNK6 100 relief. Eye wash provides immediate 
Adhesive Tape and soothing relief from minor eye irritations. 
1 x 2% yd. Honeywell 1PCZ7 2 Item Pkg. 
A us Ya. poneywe ohate Description Brand No. __ Qty. 
ETAT een EWC : Eye Drops, 0.02-oz., Single Use Bausch & Lomb 9ML59_—_28 
De 1 yd. Hae en 3 FLT 3 Buffered Eyewash, 1 oz. PhysiciansCare 36N054 1 
eee era one ee ae 3 Buffered Eye Wash, 4 oz. PhysiciansCare 36N055 1 
lastic 1X9 yd. oneywe Buffered Eyewash, 8 oz. PhysiciansCare 36N056_ 1 
fe 3 yd Latex-Free Waterproct honeywell 1PCGt | No. 9ML59 Buffered Eyewash, 16 oz. PhysiciansCare 36N057__1 
5 x 8" Bloodstopper Fonevwel 3EWDS5 ; Buffered Eyewash, 32 02z. PhysiciansCare 36N058 1 
y rf _ sy. Multitrauma Dressing pone wer sEWES 1 
"xX (2° Gauze Compress oneywe annsee 
Triangle Bandage = ® GENERAL 
Sterile with Pins Honeywell GANO8 { ~y Pe a BE DAGES 
elf-Adherent Wraps inager Sa ety ane 
1"x5 yd. Honeywell 4RM13 ° g p 
pee me Hee ae Keep fingers, palms, and wrist safe from abra- 
pag ° ee ctaew Honeywell 4RM16 1 sive or heated objects while retaining dexterity 
ads, Sponges & Gauze Wraps ree 
ax 3" Nonadherent Pad, Sterile poreywel ATWGG 10 and sensitivity. Self-adhering, latex-free cotton 
2'x 3 Nonadherent Pad, Sterile Honeywell 3EWD6 50 tape will not stick to skin, hair, or clothing. 
2X2 Gauze Pads, Sterile Honeywell 3EWD9 2) 
4" x 4" Gauze Pads, Sterile Honeywell 4TWG5 10 > CHOOSE: Item Pkg. 
4" x 4" Gauze Pads, Sterile Honeywell 3SEWE1 25 Color Size No. Qty. 
4" x 4" Gauze Pads, Sterile Honeywell SEWE4 100 Blue, Green,  ‘%' x 90 ft. E1700 16 
2X 2 Gauze Sponges Honeywell SEWE7/ 200 White Tx 90 ft. E1699 iV 
3' X 3' Gauze Sponges Honeywell 3EWES8 200 
4" x 4" Gauze Sponges Honeywell 3EWES 200 
Gauze Bandages 
2' x 4.1 yd., Sterile Honeywell 3EWCE6 12 
3' x 4.1 yd., Sterile Honeywell 3EWC7 12 
Elastic Bandages 
3X9 yd. Honeywell 1PBP5 oD 





4"x5 yd. Honeywell 1PBY2 ) No. 


No. 
® Sterlle 2MRY7 


Medicines sold separately 


bd & 
m alt ra aa 
cs “FP | 
i * f = + 
ae - = he ia = + accs Honeywell ALLEGRO e{ye Me di jo 
B la : . NORTH Bl — La CAIQUC™ m, FIRST AID ONLY. 
= es i miacm Tt Tt a 
Some me ee First Aid Supplies and Tools 
Medicine Vending Machines Essential supplies and tools for physicians’ offices or other healthcare facilities. 
’ . : Item Pkg. 
Steel wall-mount cabinets hold up to 6 different types of single-dose Description Brand No. aly, 
icati ici Supplies 
medication packets. mee Medicine packets sold separately on this Cotton Tip Applicators. 37 Poreywel BELT] 5 
page and at Grainger.com®. Cotton Tip Applicators, 6'L Allegro 2RPK9 _—*1000 
Cotton Tip Applicators, Sterile, 6'L Honeywell 1VAA9 200 
No. of No. of Eye Cups, Plastic Honeywell 3PAD2 6 
Vending Product Item Vending Product Item Tongue Depressors, 6'L Medique 2MRY1 900 
Price Selections H W No. Price Selections 4H W No. Tools 
Health Aid 6 Machines Health Aid 4 Machines Eye Magnet with Loop Handle Honeywell 3PAD8 1 
0.25 6 29%" 20" 33KE69 Free 6 29%" 20" 45NG77 Fingertip Wire Saw Honeywell North 5ELW9 1 
0.50 6 29%" 20° _33KE70 0.25 4 21° 20° _45NG79 Ring Cutter, Stainless Steel, 61'L, First Aid Only 2TUV2 1 
O13 6 29%" 20" _33KE71 0.50 4 21° 20" _45NG80 Splinter Remover, Steel Tri-Bevel Blade with Plastic Case Medique 2MRY7 10 
0.75 4 21" 20" _45NG81 Tweezer with Magnifier, Pointed, Stainless Steel, 4°L Medique 2MRZ1 1 
1830 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





SAFETY 
First Aid Kits & Refills 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


ANSI/ISEA Z308.1-2015 Standard for First Aid Kits 


Class B—Designed to be equipped with supplies Type Il: Intended for portable use in indoor applications 
to deal with injuries encountered in more complex where the potential for damage to kit supplies due to 
or high-risk environments. environmental factors and rough handling is minimal. 


Type I: Intended for use in stationary, indoor appli- Type Ill: Intended for portable use in mobile indoor 
cations where kit contents have minimal potential and/or outdoor settings where the potential for damage 


The new standard introduces two 
Classes of first aid kits, Class A and 
Class B. The kits are further designated 


by type (|, Il, Ill). Each type is intended to 
address the needs of the work environ- 


ments where they are used. 


Class A—Designed for the most 
common workplace injuries. 


* 


GRAINGER 
APPROVED 


Class A First Aid Kits 


= Meet ANSIASEA Z308.1 Standard 
except Nos. 49JE49 to 49JE52 


First Aid ba ae ‘ No. of ae : . e . eo 
First Aid People Served __No. of Case Item ANSI Kit Type _Per Kit___ Components Materia 0. 
ANSI KT Type Per Ki Companents Material qi aM p anna? i +00 376 Mee 1600" BY io 188605 
tI : : E 
a se om Metal TBST ll 200 1436 Metal 224" 5)" 5" 45 NJT4 
[Il 50 241 Metal 14%" 3" 3%" 40JH19 ; t 2 ae Metal et. oe ee poaEee 
[I 50 241 Plastic 4% 14" —s 13" ~—«488G89 ; 9 9 eta 
_—— i | ae 
NT : ll 200 1643 Metal 251;" 55" 16" 65DG01 
Kit Component with First Aid Kit Nos. | Order Refill Pkg. Tl 500 799 Metal 55Y/," Bi" 169," 65DG02 
Bandages, “ress ngs, and Jape. [ 200 770 Metal 254." 5 "1615" B5DGO4 
Bandages, 1° x 3°, Adhesive Plastic, 40 ct. e 65DG12 1 ir 50 +99 Plastic 9," CEN OV" 488682 
eter Eve rads S - ; swe My Components Included Order 
ae Bape a 5d. : 1875524 Kit Component with First Aid Kit Nos. Refill Pkg. 
Canora C i ; Description 488G84 | 488G85 | 45NJ74 |488G82\Item No. Qty. 
g Gauze Roll, 2 3WHR9I 1 ‘ 
Sterile Gauze Pads, 3x 3" : Ss EE 
; : i i i = Bandages, 4" x 3°, Plastic ° 36LF35 —- 100 
Triangular Bandages, 40° x 40° x 56 SWHT4 1 Bandages. 1"x 3°, Plastic ; 36LF30 * 100 
Rese setae : -———gonooa—to-_| —Bandages, 1"x 3", Adhesive Plastic, 40 ct > /e5DG12 1 
re Bandages, 1° x 3°, Fabric ° ° ° 6TEW6 100 
Hand Sanitizer Gel Packets, 0.99 ° 410R94 Bandages. a4" Plastic - 36LF41 * 35 
poe Pack, # Xe : jE o to Bandages, 2"x 4" Fabric : : 30N871 6 
ye Wash Bottle, 1 oz. 40JH48 12 Band 154 xD" Fi 7 
Triple Antibiotic Ointment Packets, 0.5g, 12 ct. ° ° 39N914 12 it We Tab _» FINgerup, . 39N887 10 
First Aid/Burn Cream Packets, 0.9g ° 3WHT8 10 Baad a RS TabTIG ; ACPOG 
ee essing, 2X : aarol _t Elastic Bandage, 4"x5 yd. ; : 39P003 1 
CPR Faceshield . 403529 1 Triangular Bandage, 40° x 40" x 56° e e e e |39N977*" 1 
mot hid Ci] Compress, 9" x 9" ° ° 39N981 * 1 
First Aid Guide ° ° 40JJ14 1 C Pads O° x0" ; 30N054G 
Nitrile Exam Gloves, 2 Pr. 5 3WHT7 —s 4 eonforming Gale To -—}3WwHRo 4 
SOS arial T Pr Scissors & : GoDU26 Conforming Gauze Rolls, 2 Xo Vd.. 2 Ct. ° ° 480F99 1 
1 First Aid Tape Vo" y 5yd ° 480G01 1 Knuckle, 1%" x 3", Fabric ° 39N883 * 8 
Hand Sanitizer Packets, 0.99, 10-ct - | 4e7v45 4 sterle Gauze Pads, 3X3, : a 
ee hy Qi Sterile Gauze Pads, 3° x 3° : ° | 39N959 * 10 
Adhesive Fabric Bandages, 1° x 3°, 16ct ° 39N868 16 Cterile C Pade axa" - 30N963 * 10 
First Aid/Burn Cream Packets, 0.99, 12ct ° 39N910 12 neue Wrap, pes ; oTUWL 72 
Cold Pack a5 -——garata——+— | —Gauze ols, 2°x 6" 10.ct a0JH61 i 
Exam Gloves, Nitrile, 2 Pr. ° 39P031__2 SS eee < ° * |31DJ93* 1 
Triangular Bandage, 40" x 40" x 56" . 39N977 ‘ SRick ane a ats) ~ 40JH83- 50 
Eye Wash, i or with 2 Eye Pads and Strips ° apna) ate Pad Beco ; ; : -—39LA69 
rauma Pad, 9° x 9° : rad 
Conforming Gauze Rolls, 2"x 5 yd., 2 ct. ° 480F99 1 Me a ae ; 39P037 100 
Components Included Order First Aid Tape, 5" x 5 yd. ° ° - | 36LF70* 1 
Kit Component with First Aid Kit Nos. Refill Pkg. Pain Relief and Antiseptics 
Description 45NJ76_ | 40JH19 | 488G89 |ItemNo. Aty. Alcohol Wipes, 24" x 114" ° ° 36LF43 * 100 
Bandages, Dressings, and Tape BZK Antiseptic Towelettes ° 39N904 * 10 
Bandages, 1° x 3°, Fabric e e e SWHP9 = 25 BZK Wipe, 434" x 734" 7 36LF44 50 
Bandages, 172 x 1/2, Plastic ° . SWHPS8 10 PVP Wipes, 1%" x 21" ° 41cR22* 4 
Bandages, 74 x 3 , Plastic : o | SWHRT 25 Hand Sanitizer Packets, 0.9g, 10 ct. ° ° - 482461 
Bandages, Fingertip, Fabric : : SWHRZ 10 Hand Sanitizer, 4 oz. ° AiCR68 1 
Burn Dressing, 4" x 4 : ° ° fOJESO Antiseptic Spray, 4 oz. ° ° ° 39N925 
Gauze Pads, 2° x 2 ° ° SWHU1 10 Burn Spray, 4 oz ° ° 30N921 1 
Sterile Eye Pads, 3 Ka e ° e SWHU2 10 Burn Cream, 0.99 ; . © | 41CP92 ; 
Trauma Pad, 9x 9 : SWHUS | Personal Eye Wash Bottle, 1 oz. © |40JH48 12 
Trauma Pad, 9x9 : ° : 482ZE52 | Buffered Eye Wash, 4 oz. ° ° 36N055 1 
Triangular Bandages, 40° x 40° x 56 : ° SWhTA Eye Wash, 1 oz. with 2 Eye Pads and Strips ° 49H429* 1 
Trangular Bandage, CPR Mask : 4BUE33__1 Aspirin, 325mg, 25 Packets of 2 ° 480G03 
First Aid Tape, /2 x9 yd., ° ° 45JE49 1 Nonaspirin Tablets, 500mg, 25 Packets of 2| 39N841_ 25 
Roll Bandage, 2° x 4 yd. Nonaspirin Tablets, 500mg, 50 Packets of 2 . 39N842 50 
Pain Relief and Antiseptics Ibuprofen, 200mg, 125 Packs of 2 ° 3NNW7 250 
Alcohol Cleansing Pads : : SWHRG__20 Antacid (Calcium Carbonate), 
Antiseptic Towelettes ° ° ° 3WHR7 10 420mg, 50 Packets of 2 : 39N853 50 
Aspirin Tablets, 325mg, 10 Packets of 2 : 6XNC3_ 20 Triple Antibiotic Ointment, 0.59 ° ° ° © | 3UCH8 * 25 
Extra-Strength Nonaspirin Tablets, 7 ; 6XNC4 20 Burn Dressing, 4" x 4" © |45J6E50 1 
500mg, 10 Packets of 2 Burn Dressing, 4" x 4 ° ° 39N950* 1 
Ibuprofen Tablets, 200mg, 10 Packets of 2 : 6XNCS 20 Water Jel® Burn Dressing, 4"x 16" ° © |39N987 1 
Cold Pack, 4" x5 ° : ° SoJEot _ Instant Cold Pack : 36LF66* 1 
Eye Wash, 1 oz., ¢ Eyepads, ; ‘ ‘ A5JE52 1 Cold Pack, 4" x 5" ° 39P018* 1 
First Aid Tape, %' x 5 yd. Cold Pack, 4"x 5" © |45JE51 1 
First Aid/Burn Cream Packets, 0.99 : : : SWHT8 10 Additional Items 
hand sanitizer Gel Packets, 0.99 : : : 41CRO4 Ammonia Inhalant Capsules ° 39N907 10 
single Antibiotic Ointment, 0.99 = 2 °___ | SWHTS _10 CPR Faceshield with One-Way Valve ° ° ° - |39P013 1 
Additional Items _ ; First Aid Guide ° ° ° | 40JJ14 | 
CPR Face Shield Kit w/Vinyl Gloves : D SWHT6 1 First Aid Guide ° 11A320 1 
First Aid Guide i : : VAS20 Disposable Gloves, Straight Fingers . 480G04 
Bandage Scissors, Angled, 3/2'L . 39P041_— Exam Gloves. Nitrile. 2 Pr ° ° ° |39P031. 2 
Tweezers, Stainless Steel ° ° 39P044 1 Rolled Splint, 4"x 24" °  165DG05. 1 
Nitrile Exam Gloves, 2 Pr. : : : SWHT? 4 Bandage Scissors, Angled, 372'L ° ° . °|39P041 1 
First Aid Guide ° 40NJ14 Tourniquet, %" x 4", Rubber ° ° ° °|39P055 1 
pueezels + pare Forceps, Plastic ° ° ° 39P045 1 
Eissors * Meet ANSI 2308.1 Standard 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1831 


No. 488G87 


for damage. These kits are not intended to be 
portable and should have a means for mounting in 
a fixed position. 





of kit supplies due to environment is not probable. 
These kits should have the means to be mounted in a 


fixed position and have a water-resistant seal. 
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Class B First 
Aid Kits 


No. 488G84 
















SAFETY Scan. Order. Done. 
First Aid Kits & Refills Details on page A1. 
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First Aid Kits = i= 

Kits come equipped with supplies to deal with injuries encountered ip ! 

in complex or high-risk environments. 
First Aid People 
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ANSI Served No. of Case Item 
Kit Type PerKit Components Material H Ww D No. 
Ponce 75 330 Metal 55" 16° 11%" ~— 48861 
I, Il 100 516 Metal 5 Ye" 16° 114" 488G62 
I, Il 150 593 Metal 6" 21%" 17 488663 sy -* 
Components Included GRAINGER 
Kit Component with First Aid Kit Nos. Order Refill Pkg. APPROVED 
Description 488G61 | 488G62 | 488G63 | Item No. Qty. 
Bandages, Dressings, and Tape 1 r 1 
Bandages, 4" x 3", Adhesive Plastic e 39N861 16 First Aid Kits 
Bandages, L x a Adhesive Fast, 40 ct. : ; pas 45 Provide necessary first aid supplies to treat 
panne 3" Plastic - - 36LF30 100” | Many injuries that may occur on the job. 
Bandages, Knuckle, 3%" x 34", Fabric ° ° ° 36LF31 40 People Served _ No. of Case ltem 
Bandages, Fingertip, 134" x 2", Fabric ° ° : 36LF32 40 Description Per Kit Components Material H W D No. 
Bandage, Self-Adhearing, 3" x 5 yd. e 39P007 1 G IU 10 142 Plastic 5 oS. 3" 39N805 
Triangular Bandage, 40° x 40" x 56" ° 5 : 39N977 1 elelaeee 95 185 Plastic 7% 3% 10%  39N806 
Trauma Pad, 5" x 9" ° : : 32LA69 Emergency Use 10 136 Plastic 10" 2 10" __—-39N787 
Sterile Eye Pads (4), 24%" x 1%", - 7 31DJ93 { General Use 20 220 Metal 2%" 7% 10" 39N794 
Adhesive Strips (4 Sets) Kit Component Components Included with First Aid Kit Nos.|Order Refill Pkg. 
sterile Gauze Fads, 3x 3. : S9N958 Description 39N787 | 39N794 | 39N805 | 39N806 | ItemNo. Qty. 
Sterile Gauze Pads, 3 Xo i : 39N959 10 Bandages Dressings and Tapes 
Sterile Gauze Pads, 3" x 3" bl bd 39N966 10 Bandages. a" y 4" PADIIC . 39N871 6 
Gauze Pads, 2 © 36LF48 20 Bandages, 134" x 9% Fingertip 
Sterile Gauze Roll, 4" x 4 yd. ° 39N985 = 1 Heavy Woven Fabric : . . . 39N887 = 10 
Gauze Roll, 4’ x 4 yd. : : 480G02___1 Knuckle, 14" x 3", Fabric ° ° : 39N883 8 
Conforming Gauze Rolls, 2" x 5 yd., 2 ct. e ° e 480F99 1 Gauze Pads. 2"x 2 ; Fi ri 39N954 6 
Cotton Tipped, Wood Handle : ‘ . 39P037 100 Sterile Gauze Pads, 3° x 3° . . . 39N958 = 4 
Applicators, SL, Bag __ Sterile Gauze Pads, 4°x 4 ° ° 39N962__2 
Triple Cut First Aid Tape, 2x 9 yd. -_} 63DG%5__ Gauze Roll, 2" x 4 yd., Sterile ; ; ; - | 39N983 1 
First Bic Tape, 7x9 yd. . . aa Sterile Gauze Roll, 4” x 4 yd. ; ; 30N985 1 
Pain Relief and Antiseptics Triangular Bandage 
BZK Wipe, 434" x 734" ° ° 36LF44 50 40" x 40"x56" : . 39N977 1 
Hand Sanitizer Packets, 0.99, 10 ct. . : 48ZV46_— 1 First Aid Tape, 4" x 5 yd. ° 36LF70 1 
Antiseptic Spray, 4 oz. ° ° ° 39N925 1 i Relief and Antisenti 
Burn Gel Packets : : 36LF38 25 rer ann Antiseptics ° ° ° 3NNV1 ~—-100 
Burn Spray, 4 02. : : : 39N921__ Antacid, Calcium Carbonate, 
Buffered Eye Wash, 4 0z. ° ° ° 36N055_—s 1 50 Packets of 2 ° BAYSO = 100 
Aspirin, 325mg, 25 Packets of 2 ° ° 480G03 1 Nonaspirin Tablets, 
Nonaspirin Tablets, 500mg, 25 Packets of 2 ° ° 39N841_ 25 500mg, 50 Packets of 2 . 39N842 50 
Antacid (Calcium Carbonate), ; ‘ é 39N853 «50 Burn Gel Packets, 1 02. ° 39N918 6 
420mg, 90 Packets of 2 BZK Antiseptic Towelettes ° ° ° . 39N904 =: 10 
Triple Antibiotic Ointment, 0.59 e e e 3UCH8 =. 25 Buffered Eyewash, 1 oz. ° e 36N054 | 
Burn Dressing, 4" x 4" : : . 39N950_ Buffered Eye Wash, 4 oz. . 36N055 
Cold Pack, 4" x 5" : 39P018 First Aid/Burn Cream i z 30N910 12 
Cold Pack, 4" x 5" ° 45JE51 1 Packets, 0.9g, 12ct 
Additional Items Cold Pack, 4" x 5" e e e 39P018 1 
CPR Faceshield ° 40JJ29 1 Triple Antibiotic Ointment ° ‘ j , 39N914 12 
CPR Faceshield with One-Way Valve e e 39P013 1 Packets, 0.5g, 12 ct. 
First Aid Guide ° e 40JJ14 1 Additional Items 
Exam Gloves, Nitrile, 2 Pr. ° ° ° 39P031 2 Ammonia Inhalant Capsules ° 39N907 10 
Rolled Splint, 4" x 24" ° ° ° 65DG05_—s 1 First Aid Pocket Guide ° ° ° ° 5AZ72 1 
EMT Scissors, Straight, 412" ° 40JJ40 1 Forceps, Plastic ° ° ° ° 39P045 1 
Bandage Scissors, Angled, 31"L ° ° 39P041 1 Exam Gloves, Nitrile, 2 Pr. ° ° ° 39P031 2 
Tourniquet, 8" x 4", Rubber ° ° ° 39P055 1 Bandage Scissors, Angled, 31'L ° ° ° ° 39P041 1 
Forceps, Plastic ° ° ° 39P045 1 Tongue Depressors, 6"L ° 39P039 500 
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GRAINGER CHOICE” SAFETY 








Find the wy. Find Solutions. Find Great Prices. First Aid Kits & Refills 
Bulk and Unitized re 
First Aid Kits APPROVED 
Kits contain first aid treatment for Unitized Kits—Kits include packs 5 SONaot 
common injuries. that hold individually sealed dose " 


Bulk Kits—Nonunitized and contain = UNIS and are color-coded by applica- 


i tion; blue for antiseptics, yellow for 
larger quantities of supplies. Metal 
Cabinet Nos, 39N795, 39N789, and bandages, red for burn treatment, 






39N871 include shelves. orange for personal protective equip 
ment, and green for miscellaneous. 
People Served No. of Case Item 
Per Kit Components Material H W D No. 
Bulk Kits 
10 71 Plastic 5 3% 84" 39N814 \ 3 
25 140 Plastic i . 10" 39N797 = 
50 214 Plastic 10" a 10" 39N815 
75 307 Plastic OY" SC SC BNIB ality AID 
100 487 Metal 514 16" 11 39N795 No. 39N817 oe 
100 970 Metal 16%" 5 13%" 39N789 a 
150 1172 Metal 6 21%" 16%" 39N821 S\=\ Ae 
Unitized Kits 
10 57 Plastic 5 3 8" 39N831 
20 102 Plastic C o 10" 39N817 
40 211 Plastic gy," 294" 131" 39N818 
Kit Component Components Included with First Aid Kit Nos. Order Refill Pkg. 
Description 39N814 39N797 39N815 39N816 39N795 39N789 39N821 39N831 39N817 39N818 — Item No. Qty. 
Bandages, Dressings, and Tape 
Bandages, 1" x 3", Plastic e ° ° ° ° ° ° ° ° ° 36LF30 100 
Bandages, 1" x 3", Fabric ° 6TEW6 100 
Bandages, %4" x 3", Fabric ° ° 41CP80 100 
Knuckle, 11%" x 3", Fabric ° ° ° ° ° ° 39N883 8 
Combine Pads, 8" x 10", Sterile ° ° ° ° ° ° 39N971 1 
Gauze Roll, 2" x 4 yd., Sterile ° ° ° ° ° ° ° 39N983 1 
Pain Relief and Antiseptics 
Aspirin, 325mg, 2/pouch ° 39N837 50 
Nonaspirin Tablets, 500mg, 50 Packets of 2 ° ° ° ° ° ° 39N842 50 
Ammonia Inhalant Capsules ° ° 39N907 10 
Burn Gel Packets, % oz. ° 39N918 6 
Buffered Eyewash, 1 oz. ° ° ° e e 36N054 1 
Buffered Eye Wash, 4 oz. ° ° 36N055 1 
Hydrocortisone Cream, 0,99 ° 39N941 12 
Instant Cold Pack e ° ° ° ° ° ° ° ° ° 39P019 1 
PVP lodine Wipes, 0.99 ° ° ° ° ° 39N899 10 
Sting Relief Wipes ° ° ° ° ° ° ° ° 39N932 10 
Triple Antibiotic Ointment Packets, 0.59, 12 ct. ° ° ° ° ° ° ° ° ° 39N914 12 
Additional Items 
First Aid Pocket Guide ° ° ° ° ° ° ° ° ° ° 5AZ72 1 
First Aid/Burn Cream Packets, 0.99, 12ct ° ° ° ° ° ° ° 39N910 12 
Forceps, Plastic ° ° ° e ° ° ° ° 39P045 1 
Thermal Blanket, Aluminized ° 39P025 1 
5 
FIRST AID ONLY. 
General Workplace 


First Aid Cabinets 


Customizable SmartCompliance™ cabinets are designed 
to simplify OSHA compliance and restocking. Standardized 
supply boxes slide easily into place and keep cabinets 





organized so needed items can quickly be found. = 
People af 
Served No. of Case Item 
Per Kit Components Material H W D No. i & 
25 W2 Metal 12" 3Y" gy," 40JH23 No. 40JH23 
50 206 Plastic 14", 4%" = 13" ~~ 40JH18 
50 245 Plastic 43%" 13%" 13" 40JH26 
Kit Component Components Included with First Aid Kit Nos. {Order Refill Pkg. 
Description 40JH23 | 40JH18 | 3WHP6 | 40JH26 | 6XNA8 | Item No. Qty. . 
Bandages, Dressings, and Tapes ' 
Bandages, 1° x 3°, Fabric ° ° ° ° ° SWHP9 =. 25 a 
Bandages, 4° x 3°, Plastic ° ° ° ° ° S3WHR1 = .25 
Bandages, Fingertip, Fabric ° e ° 3WHR2~~=10 Kit Component Components Included with First Aid Kit Nos. Order Refill Pkg. 
Bandages, Knuckle, Fabric ° ° ° 3WHR3~ 10 Description 40JH23 | 40JH18 | 3WHP6 | 40JH26 | GXNA8 | Item No. Qty. 
Bandages, 12" x 1%", Plastic ° ° ° SWHP8 10 Le ar e ° ° ° 3WHU3 1 
Elastic Wrap Bandage, : z irst Aid Tape Roll, . . 7 . 
2"x 5 yd. : : 3WHR4 1 Vo" x10 ie 3WHT3 1 
Knuckle & Fingertip . 3WHR5 10 Pain Relief and Antiseptics 
Bandages, Fabric Ibuprofen Tablets, 200mg, . 6XNC5 20 
Metal-Detectable 10 Packets of 2 


° 6XNA9 =. 25 


Bandages, 1" x 3", Fabric Alcohol Cleansing Pads ° ° ° 3WHR6 = =.20 
Metal-Detectable Knuckle A . 6XNCO 20 Antiseptic Towelettes ° ° ° ° ° 3WHR/ 10 
Bandages, Fabric Castile Soap Towelettes e ° 3WHR8 ~~ 10 
Metal-Detectable Fingertip . 6XNC1 90 Burn Relief Pack, 3.59 ° 36M336 6 
Bandages, Fabric First Aid/Burn Cream i A ‘ : 3WHT8 10 
Moleskin Squares, 2° x 2° ° ° SWHTIS = 10 Packets, 0.99 

Butterfly Closures, Ys" x 1%" : : : 3WHT2 10 Single Antibiotic : : 7 ° . 3WHT9 10 
Triangular Bandages, P : : ; 7 3WHT4 { Ointment, 0.99 

40" x 40" x 56" Additional Items 

Gauze Pads, 2° x 2° . 7 ° SWHU1 10 CPR Face Shield Kit ;: 7 7 3WHT6 
Sterile Eye Pads, 3" x 3° ° ° ° ° ° 3WHU2 ~=s10 w/Vinyl Gloves 

Conforming Gauze Roll, 2" ° ° ° ° ° 3WHR9 1 Nitrile Exam Gloves, 2 Pr. ° ° ° ° ° SWHT7 = 2 Pr. 
Conforming Gauze Roll, 3° ° ° e e 3WHT1 1 Tweezers, Stainless Steel ° ° ° e ° 39P044 1 
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SAFETY 
First Aid Kits 


Scan. Order. Done. 
Details on page A1. 























* Kit Component Components Included with First Aid Kit Nos.|Order Refill Pkg. 
GRAINGER _ Description + 39N784 | 39N827 | 39N826 | 39N825 | Item No. Qty. 
APPROVED andages, Dressings, and Tapes 
2 1' x 3", Plastic ° ° ° ° 39N858 16 
Construction Bandages, 2" x 4", Fabric 0 39N871_ 6 
pau. es x 3", Fabric ° 39N883 8 
H andage Compress, . 
Bulk and Unitized 1 sec ong78 4 
. = = = Bandage Compress, : : i 
39N784 First Ald Kits 4x8, Steril ss 
; Sterile Gauze Pads, 3° x 3" : : 7 SON958_ 4 
Kits are designed for contractors Steril Gauze Roll, 4"x 4 ad . ier 
inti i ombine Pads, 8° x 10", Sterile ° rd 
most common injuries on the job. Hema-Seal Trauma aera 
Bulk—Nonunitized kit contains pressing, Stet 
i Triangular Bandage, 7 7 ; : 39N977 { 
larger quantities of supplies. 40" x 40" x 56" 
- 4 Adhesive Tape, 72_x 9 yd. ° e ° ° 39N993 2 
_6 | Unitized—kits include cartons that  _Pain Relief and Antiseptics 
mae : Nonaspirin Tablets, F 30N842 50 
hold individually sealed dose units 500mg, 50 Packets of 2 
a icq- Buffered Eyewash, 1 oz. ° ° e 36N054 1 
eae and are color-coded by applica Cold Pack 4" x 5" : : : - | 39P018 1 
39N827 tion; blue for antiseptics, yellow for Alcohol Wipes : ; ; 30N897 10 
BZK Antiseptic Towelettes ° 39N904 10 
bandages, red for burn treatment, PVP lodine Wipes, 0.99 ° ° ° 39N899 10 
orange for personal protective equip- Sting Relief Wipes : : 30N932 10 
First Aid/Burn Cream P : ss ; 
ment, and green for miscellaneous. Packets: 0.00 Agel 39N910 12 
People Served No. of Item Triple Antibiotic Ointment : . 30N914. 12 
Per Kit Components H W D No. Packets, 0.5g, 12 ct. 
Bulk Kit Additional Items 
im 204 10" 3 10° 39N784 Ammonia Inhalant Capsules ° ° 39N907 —:10 
Unitized Kits First Aid Pocket Guide ° ° ° DAZ/2 1 
10 74 o%8 2% TZ 39N827 Forceps, Plastic ° ° ° 39P045 | 
20 110 C a: 10: 39N826 Exam Gloves, Nitrile, 2 Pr. ° ° ° ° 39P031 2 
30 163 10° 3 10° 39N825 Bandage Scissors, Angled, 344'L ° 39P041 1 
* GRAINGER 
APPROVED 
Industrial Bulk 
First Aid Kits 
Provide the proper mix of 
No. 463L94 items to keep you safe, 
productive, and on-the-job. 
People Served No. of Case Item 
Per Kit Components Material H W D No. oe eee 
75 Metal bY" 16" 116" 463L94 ~- mae ao a 
150 963 Metal DV" 16" 1156" 463M29 ay ated EL 
100 404 Metal DY" 16" 11%" 480F98 a ee 
Components Included | Order No. 39N804 = ae 
Kit Component with First Aid Kit Nos. Refill Pkg. : > = 
Description 463L94 | 463M29 |480F98| Item No. Qty. — fap | —— 
Bandages, Dressings, and Tape £6 
Bandages, 1 x 3", Fabric, 50 ct. ° 41CP82 1 = 
Bandages, 1" x 3°, Plastic ° ° ¢ | 36LF30 100 TAID| °- “= i 
Bandages, 1" x 3", Fabric ° 488G91 100 =O ened 
Bandages, 2" x 4", Plastic ¢ | 36LF41 25 = | a 
Bandages, Knuckle, 37x 302, Fabri Seat a0 iri, 
andages, Knuckle, 3" x 314", Fabric ° ° | 5. 
Triangular Bandage, 40" x 40° x 56" ° 39N977 1 * GRAINGER DP DnB 
Triang ular Bandage, 40 x40 x 56" ° ° PEE APPROVED ~—*?=eor"" —_ 
astic Bandage, 4" x 5 yd. ° 
Sterile Eye Pads, 3° x 3" - | 3wHU2 10 | Yehicle First MO. SON ISS 
sterile nie rats iu, oan 1%", Adhesive Strips (4 Sets) ° ° a iaee i 
terile Gauze Pads, 3" x 3" ° H - 
Sterile Gauze Pads, 4" x 4" -—-3onee2 2 | Ald Kits 
Gauze Pads, 1%' x 3" ° 65DG41_ 10 ; : 
ae Pads, a 5 oun ut Designed for use in Sane nal ro ei 
auze Pads, 3° x 3° e e : : : 
Gauze Rolls, "x6" 10 ct. Fy 40JH61 ‘1 vehicles to treat minor Per Kit_ Components Material No. 
Gauze Roll, 4" x 4 yd. ° 480G02_ 1 injuries. 9 28 Plastic__ 39N804 
Sterile Multitrauma Dressing, 12" x 30" . ° | 40JJ12 50 10 16 Metal 39N788 
First Aid Tape, 2" x 5 yd. ° 36LF70 1 Components Included 
Triple Cut First Aid Tape, 2" x 5 yd. ° 65DG45_ 1 Kit Component with First Aid Kit Nos. |Order Refill Pkg. 
Cotton Tipped, Wood Handle Applicators, 3"L, Bag ° ° 39P037 100 Description 39N804  39N788 | ItemNo. Qty. 
Cotton Tipped, Wood Handle Applicators, 3°L, Vial ° 39P038 100 Bandages, Dressings, and Tapes 
Sterile Nonstick Pads, Adhesive Edges, 3" x 4" ° 36LF49 50 1" x 3", Plastic e 39N858 16 
Pain Relief and Antiseptics Bandages, 74 x 3°, Adhesive Plastic e 39N861 16 
BZK Wipe, 454" x 734" ° 36LF44 50 Bandages, 48. x 1/2" Junior ° 39N863 40 
BZK Antiseptic Towelettes e 39N904 10 Bandages, Assorted, Fabric e 41CP96 1 
Alcohol Pads, 50 ct. ° 463L70 1 Butterfly, Large, 2° x 29’, Plastic e 39N865 16 
Alcohol Wipes ° 39N897 10 Combine Pads, 8° x 10", Sterile ° 39N971 1 
Antiseptic Spray, 4 02. ° ° 39N925_ 1 Sterile Gauze Pads, 3° x 3° ° 39N958 4 
Burn Cream, 0.99 ° 41CP92_ 1 Gauze Roll, 2" x 4 yd., Sterile ° 39N983 1 
Burn Gel Packets, ¥% oz. ° 39N918 6 Adhesive Tape, 2" x 5 yd. ° 39N993 2 
Buffered Eye Wash, 4 oz. ° e 36N055_—s1 Triangular Bandage, 40° x 40° x 56° ° 39N977 1 
SmartCompliance Refill Eye Wash, 4-0z Bottle ° 65DG39_ 1 Pain Relief and Antiseptics 
Nonaspirin Tablets, 500mg, 50 Packets of 2 ° 39N842 50 Aspirin, 325mg, 2/pouch ° 39N837 90 
Nonaspirin Tablets, 500mg, 125 Packets of 2 ° 39N843 125 Ibuprofen, 200mg, 50 Packs of 2 e SNNW6 ~=100 
Ibuprofen Tablets, 200mg, 50 Packets of 2 ° 39N839 50 Nonaspirin Tablets, 500mg, 50 Packets of 2 e e 39N842 50 
Antacid (Calcium Carbonate), 420mg, 50 Packets of 2 e 39N853 50 Cold Pack, 4" x 5" e 39P018 1 
Triple Antibiotic Ointment, 0.59 ° ° e SUCH8 = 25 Alcohol Wipes ° 39N897 10 
Cold Pack, 4" x 5" e e 39P018 = 1 BZK Antiseptic Towelettes e e 39N904 10 
Cold Pack, 4" x 5" e 45JE51 1 First Aid/Burn Cream Packets, 0.9g, 12ct ° 39N910 12 
Additional Items Sting Relief Wipes ° 39N932 10 
First Aid Guide ° ° 40JJ14 1 Triple Antibiotic Ointment ri r 39N914 12 
EMT Scissors, Straight, 42" ° 40JJ40 1 Packets, 0.5g, 12 ct. 
Bandage Scissors, Angled, 3'2'L ° ° 39P041 1 Additional Items 
Exam Gloves, Nitrile, 2 Pr. ° ° ° 39P031 2 First Aid Pocket Guide ° 5AZ72 1 
Forceps, Plastic ° ° e 39P045 1 Exam Gloves, Nitrile, 2 Pr. ° 39P031 2 
Blood Clotting Spray, 3 oz. Can ° 36LF63 Bandage Scissors, Angled, 3%'L ° 39P041 1 
Ammonia Inhalant Capsules ° 39N907 10 Thermal Blanket, Aluminized e 39P025 1 
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SAFETY 
First Aid Kits 





GRAINGER CHOICE” 

Find the wy. Find Solutions. Find Great Prices. 

People Item 
Served Includes No. 


Snake Bite Kit, Unitized with Plastic Case 
Venom Extractor Pump, Tourniquet, 
1 Scalpel Blade, (2) Ammonia Inhalants, (2) 39N820 
Adhesive Bandages, (2) Antiseptic Wipes 
Snake Bite Kit, Utitized with Nylon Case 
Venom Extractor Pump, Tourniquet, 
1 Scalpel Blade, (2) Ammonia Inhalants, (2) 31AR10 


* GRAINGER 
APPROVED 


Snake and Insect Bite Kits 


Kits are equipped to provide first aid treatment. 
No. 31AR10 can clip on to a belt, pack, or other 





No. 39N820 


Satiat Adhesive Bandages, (2) Antiseptic Wipes gear for ready access. Pocket-size No. 49H370 is i 
piinter and tiCK Hemoval Al iti itd i j i ; 
(1) Plastic Case, Steel Forceps, — unitized to fit into a first aid kit of cabinet. ee 
; Card (2) Resealable Plastic Bae. sui) Individually wrapped Bite and Sting Pads are oe 
5 Chloride Antiseptic teins soaked with a benzocaine/isopropy! alcohol solu- a 
sits aad si ie Adhesive Bandages tion to offer temporary relief from the pain and 
50 (50) Sting Relief Wipes 41CRi3._«Itching of bites, scrapes, stings, and minor burns. 






* GRAINGER 





APPROVED No. 
c 39N823 
ompact 
Soft-Sided x 
0 = lJ e ie ¥ 
First Aid Kits Dies 
ai ry 
Portable first aid kits come = 
packed in a durable nylon case. - 
People Item 
Served Includes No. 
(16) 1°x3" Adhesive Plastic Bandages, (1) First Aid Guide, (1) 3.5" Plastic 
Forceps, (4) Heavy Woven Bandages, (5) Heavy Woven Knuckle Bandages, 
(1) Scissors, (1) 4 oz. Eyewash, (1) Sterile Eye Cup, (4) Sterile Eye Pads, (4) 
25 Adhesive Strips, (1) 4" Elastic Bandage, (1) Cold Pack 4"x5" (1) Triangular 39N798 
Bandage, (4) Nitrile Exam Gloves, (30) Alcohol Wipes, (6) First Aid/Burn 
Cream, (6) Triple Antibiotic Ointment, (1) 5'x9" Combine Dressing, (1) 2" x 5 
yd. Adhesive Strips, (5) 4"x4" Sterile Gauze Pads, (1) Conforming Gauze Roll 
Zip Up Closure, Scissors Kit Style, 3/2" Plastic Forceps, First Aid Guide, 
(2) Nitrile Exam Gloves, 5" x 9" Combine Dressing Bulk, (2) 2 x 5 yd. 
Tapes, (3) Mole Skin, Pouch, (50) Junior Adhesive Strips, (75) 4" x 3" 
Adhesive Strips, (3) Butterfly Closures, (20) Adhesive Strips, (30) 1" x 
3" Plastic Adhesive Strips, (2) Flexible Fabric Adhesive Strips, (10) 1°x 
50 3" Adhesive Strips, (4) Woven Knuckle Bandages, (4) Woven Fingertip 39N823 


Bandages, (6) 0.05 oz. Triple Antibiotic Ointment, (15) Toweletts, oe 
Alcohol Wipes, 0.125 oz. Burn Gel Foil Packet, (2) Burn Creams, (3) Sting 
Wipes, (6) Aspirin Tablets, (6) Non Aspirin Tablets, (6) Ibuprofen Tablets, 
4" x 5" Cold Pack, Blanket, Disposable Thermometer, (10) Cotton Tipped 
Applicators, (2) Finger Splints, (6) 2" x 2" Gauze Pads, (4) 3" x 3" Gauze 
Pads, (2) 4" x 4" Gauze Pads, 2" x 5" Gauze Stretch, Sterile Eye Pad 


a 
# FIRS T AID ONLY. 


First 
Responder Kit 


Contains essential first aid 
supplies needed to respond to 
medical emergencies. 


No. of 
Components 





Includes No. 

: 1" x 3" Fabric Bandages, 16/Bx, (8) 3" x 3" Gauze Dressing Pads, (3) 

-Pks, (20) 4" x 4" Gauze Dressing Pads, (10) 2-Pks, (3) 5" x 9" Trauma 
Pads, (2) 8" x 10" Trauma Pads, (1) 12" x 30" Multi-Trauma Dressing, 
(2) Emergency Pressure Dressings, (2) 4" Conforming Gauze Roll 
Bandages, (1) 6" Conforming Gauze Roll Bandage, (4) 36" Triangular 
Sling/Bandage, with 2 Safety Pins, (24) Alcohol Cleansing Pads, (12) 
Povidone-lodine Infection Control Wipes, (2) 3" x 5 yd. Latex Free Elastic 
113 Bandages, (1) 1"x 10 yd. Waterproof Tape, Plastic Spool, (1) 3" x 10 yd. 5DXX8 
Porous Cloth Athletic Tape Roll, (1) 4" x 5" Instant Cold Compress, (2) 
6" x 9" Instant Cold Compresses, (1) Burn Relief, 4 0z. Plastic Squeeze 
Bottle, (4) Sterile Eye Pads, (1) Eye Wash, 4 0z., (1) Eye Wash, 8 02z., 
(1) 24" x 24" Biohazard Bag, 10 Gallon Capacity, (4) 10"X12" Ziplock 
Bags, (2) Cpr One-Way Valve Face Shields, Latex Free, (1) 52" x 84" 
Emergency Blanket, (8) Exam Quality Vinyl Gloves, 4 Pairs, (1) 7%" Utility 
Shears, (1) 3%" Deluxe Tweezers, Stainless Steel, (1) First Aid Guide 


Medsource 


- Europe + UAE 


Emergency Blankets 


Soft, warm, durable wool blankets 
are stitched on all four sides. Dark 
gray color. 





Pkg. Item 
Description Qty. No. 
84" x 54", Woolen Blend 12 30LR80 
66" x 90" Wool 10 386255 po: SOEnEe 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





No. 8HAL2 





No. 31XR13 


LifeSecure 


Emergency Solutions 


Trauma First Aid Response 
and Emergency Survival Kits 


Portable trauma kit No. 8HAL2 helps provide a rapid response to disasters. Kit 
includes everything needed to treat traumatic injuries and to transport a patient. 
Emergency Survival Kits, Nos. 31XR13 and 9A801, include key survival supplies 
for all the basic needs. 


No. of Item 
Components Includes No. 
Trauma Response Kit 

Heavy-Duty Weather-Resistant Bag, Seat and Gear Platform, Flashing 
260 LED Wheels, 8-ft. Extendable Flag, 5 Quick-Response First Aid Modules 8HAL2 
with Extensive First Aid Supplies, Flexible Evacuation Stretcher 
Group Emergency Survival Kit 
(1) LED Safety Signal, (1) Pair of Leather Palmed Work Gloves, (1) 
Safety Goggles, (1) Pry Bar, (30) Dust Masks, (1) First Aid a) 
Emergency Blankets, (30) Emergency Drinking Water Pouches (4 oz. 
Each), (5) 2,400 Food Bars (60 Portions), (1) Tarp (1) Cord, (1) Whistle 
145 with Lanyard, (1) AM/FM Radio with Extra Batteries, (1) Flashlight with 
Extra Batteries, (2) 12 hr. Light Sticks, (1) Carry-Flat Portable Toilet, 
(6) Toilet Bags, (6) Deodorizer Packets, (2) Toilet Paper Rolls, (4) 
Pairs of Vinyl Gloves, (30) Sanitary Towelettes, (2) Hand Sanitizer (4 
oz. Each), (1) Emergency Instruction Sheet, (1) Clipboard, (1) Writing 
Table, (2) Pens, (10) Tamper-Evident Breakaway Closure Ties 
Personal Emergency Survival Kit 
(1) Face Mask Respirator, 1) Thermal Blanket, \") Poncho, (1) Pair 
of Vinyl Gloves, (2) 20 Hr. Body Warmers, (1) Metal Whistle with 
60 Lanyard, (1) AM/FM Radio with Replacement Batteries, (1) Flashlight 9A801 
with Batteries, (2) 12 Hr. Light Sticks, (10) Emergency Water Pouches 
(4 oz. Each), (1) 2,400 Calorie food bar, (1) 30-Piece First Aid Kit, (6) 
Moist towelettes, (3) Biohazard waste bags, (1) Pair vinyl gloves 


31XR13 


G\ 


Fire/First 
Aid Blanket 


= Meets Federal Standard 
Title 16 CFR Part 1610 for 
flame-retardant use 


Durable wool blanket can be used to smother flames, HERR ne 
drape over injured victims, and cover stretchers and other ~ga"w are 41178 
rescue Carriers. Fully serged hems. The blanket stores 

neatly in the highly visible fluorescent red, vinyl-coated 

nylon tote pouch. Tote is flame-retardant, weather-resis- 

tant, plus resists grease and most acids and chemicals. 
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SAFETY 
Bloodborne Pathogen Kits & Containers 


Scan. Order. Done. 
Details on page A1. 








No. 39N783 : 
ar { ‘y 
“a TAP ae 
* GRAINGER = 
APPROVED 


No. 39P239 


Bloodborne Pathogen Kits 
Protect user during biohazard cleanup. No. 39N783 is a unitized kit. 


Item 
Includes No. 
Unitized BBP Clean Up Kit 
1) 11°x16" Unmarked fi 1) See aay (4) Bzk Antiseptic Towelettes, (1) 
isinfectant Towelette, ( ie Towels, (1) Spill Clean Up Powder, (4) Nitrile Exam 
Gloves, (2) 24x24" Biohazard Bags, (1) eaatick Gown, (1) Eye & Face Shield 
Disposable BBP Clean Up Kits 
(1) Aromatic Absorbent Bead Pouch, (1) Sanizide Plus(r) Germicidal Wipe, (1) 
P.A.W.S.™ Antimicrobial Wipe, (1 pr.) Vinyl Gloves, (1) Plastic Shovel, (1) Absorbent 
Towel, (1) Red Plastic Bag with Twist Tie, and (1) White Plastic Bag with Twist Tie 
(1)Absorbent Powder; 2 0z., (1) Biohazard Bag with Twist Tie, (2) 
BZK Antiseptic Towelettes, (1) Disinfectant Towelette, (1 pr,) Nitrile 
Exam Gloves, (10) Paper Towels, and (1) Scoop with Spatula 
Disposable BBP Clean Up Apparel Kits 
(2) BZK Antiseptic Towelettes, (1) Biohazard Bag, (1) CPR 
Faceshield with One Way Valve, (1) Eye and Faceshield, (1 pr.) 
Nitrile Exam Gloves, (1) Isolation Gown; Universal Size 
(2) PA.W.S.™ Antimicrobial Wipes, (2 pr.) Vinyl Gloves with Zip Lock Bag, (1) Biohazard 
Bag with Twist Tie, (1) Facemask with Faceshield and Ear-Loops, (1) Impervious Gown; 


39N783 


39P248 


39N782 


39N829 





Universal Size, (1) Pick-Up Scoop with Scraper, (1) Red Z™ Fluid Control Solidifier, | 99P289 
30Z., (1) 3-Fold Towel, (1) Sanizide Plus(r) Germicidal Wipe and (1) Graphics Card 
No. 13C642 
No. 13C638 

ee ws q 
eee Stericycle 
Medical Waste Mail-Back Systems 
Sharps Medical Waste and Mir. ath 
Sharps Systems—Include all Size Model No. 
components required for collection redial Waste Mail-Back System. 5730836 
of small quantities of medical waste 5 ial 5GWMV5 130638 
and sharps containers. Feature Medical Waste Mail-Back Systems with Spill Kit 
prepaid and preaddressed ship- 1 gal. IGWMSK 136639 

ne 5 gal. 5GWMSK 130641 
ping labels and prepaid disposal. Sharps Mail-Back Systems 
Tracking documents are returned for 1 qt. SPARK 1rv4 130629 

: A qt. (5 Pac 5) 
proof of destruction. taal iGiva 130630 
‘ 7 1 gal. (Twin Pack) 1G2V4_—-13C634 
Sharps Cabinet and Wall Mount > gal TGA We EET 
Brackets—Cabinet provides a 2 gal. (Twin Pack) 2G2V4 130635 
secure receptacle for individual E gal. : 3G1V4 130632 
harps Cabinet 

needles and sharps. Brackets are Use with 1.4 qt. Systems NDCSS1 130642 


an economical way to secure mail- 
back system to a wall or cabinet. 


Wall-Mount Brackets for Sharps Systems 
Universal with Lock 


MBBRKT-LC 130643 


* GRAINGER 
APPROVED 


Wheelchairs 


Feature embossed upholstery, chart 
pocket, removable desk-length arms, 
and swing-away detachable elevated 
leg rests. No. 4EKE3 has composite 
foot plates. No. 4EKE6 has aluminum 
foot plates and heavy-duty fork and 
welded fork stems. 





Weight Seat Dim. Item 

Cap. W D No. 
300 Ib. 18" 16" 4EKE3 No. 4EKE3 
500 Ib. 24" 18" 4EKE6 


1836 GRAINGER. 
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Find even MORE on Grainger.com® 


* GRAINGER 
GA APPROVED 


Empty First Aid Cabinet 


Durable metal cabinet provides protection 
for your first aid supplies. Side-opening with 
keyhole for wall mounting and a handle for 





convenient carrying. 
No. of Item 
Shelves H W D No. 
3 16%" 13%" 5%" __ 39N796 





—_— y) 


. Be 
Laser 


No.467F90 7 


Biohazard Spill Kit and 
Absorbent Spill Powder 


For cleanup and disposal of spilled bodily fluids. 





No. 467F92 





Volume Absorbed Item 
Description Includes Per Pkg. No. 
Scoop, 8 oz. Lemon Fragrance 
Absorbent Powder, Biohazard Bag, (2) 
Biohazard Spill Kit Bzk Antiseptic Towelettes, Germicidal 16 02. 467F90 
Wipe, Pair Gloves, Disposable Bag, 
Ziplock® Bag, Instruction Sheet 
Absorbent Spill Powder, 
Amorphous Alumina = 10 oz. 467F92 


Silicate, Pkg. of 6 


EAGLE ® 





No. 4RF67 


Biohazard 


Waste Cans 


= Meet OSHA 29 CFR 1910.1030 for 
exposure to bloodborne pathogens 
Impact-resistant polyethylene cans will 
not rust or corrode. Foot lever raises lid, 
which closes automatically after use. 








Can Mfr. Item 
Cap. L W H Model No. 
6 gal. 16%" 13%" 16" 943B10 4RF67 
10 gal. 22" 18" 18" 945B10 4RF68 
14 gal. on: 18" or 947B10 4RF69 
a — 
m,FIRST AID ONLY. — _ 
= ' 
Sharps Containers 
Puncture-resistant containers provide 
safe, cost-effective sharps disposal. mo: 
No. 2TUW7 has a locking top flap, and 9 2FUW? 
No. 2TUW8 has a rotating cylinder top 
that closes automatically. 
Mfr. Item 
Description L W H Model No. 
Sharps Container, 1 qt. 3Y" 3" 6" M949 2TUW7 
Sharps Container, 5 qt. 124%" 3%" 9% M943 2TUWS 
Mounting Bracket, Metal, for No. 2TUW7 AY" 3'Ve" 2%" M950 2TUW9 
Mounting Bracket, Plastic, for No. 2TUW8 10? 6%" 5Y," M945 2TUX1 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SAFETY 
Find the ww. Find Solutions. Find Great Prices. Emergency Response Kits & Supplies 
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No. 2TUU2 
No. 5DXY4 
No. 3WHNG6 
icon 
- a American GRAINGER 
Emergency Preparedness Kits ayrmsramomy. i AES APPROVED 
Contain the fundamental supplies needed to address various emergency situations. All kits are conveniently packaged in a modular design case. 
Item 
Description Includes Brand No. 


Backpack Kits 
(2) pel Wotan Uy Kia va ae ai Ya x aC ee sO) Bok Ate Ya x af (9) es. Triple ® GEA 
andages, ¥% x 1%", nuckle Fabric Bandage, ingertip Fabric Bandage, zk Antiseptic Towelettes, riple Antibiotic 
Personal Safety Ointment Packs, 0.59 (1) Hand Sanitizer Pack, 0.99 (2) Germicidal Wipes (Kills Germs), (1) Emergency Drinking Water, (1) First Aid Only SWHPI 
Emergency Poncho, (2) Hand Warmers, (1) Emergency Blanket, (1) Whistle With Neck Cord, (1) Light Stick, (1) N95 Mask 
(1) American Red Cross First Aid Guide, (1) Nylon Backpack, (1) Emergency Drinking Water, (1) N95 Mask, (2) Exam Quality Gloves, (2) 


Personal Germicidal Wipes (Kills Germs), (1) Light Stick, (1) Whistle with Neck Cord, (1) Emergency Poncho, (1) Emergency Blanket, (2) Hand Warmers, American oTUU2 
Emergency () Mini First Aid Kit, (5) Adhesive Plastic Bandages, % x 3", (3) Adhesive Fabric Bandages, % x 3", (5) Junior Adhesive Plastic Bandages, % x Red Cross 
Yo", (1) Fingertip Fabric Bandage, (1) Knuckle Fabric Bandage, (2) BZK Antiseptic Towelettes, (1) Triple Antibiotic Ointment Packs, 0.5g 

Nylon Case 

(2) Procedural Face Masks, (1) Germicidal Wipe, (1) Rain Poncho, (1) Emergency Blanket, (2) Hand Warmers, (1) Emergency Drinking Water Pouch, (1) 

Light Stick, (1) Whistle, (1) "Call 9-1-1" Banner, (6) Bzk Antiseptic Towelettes, (6) Alcohol Cleansing Pads, (3) Triple Antibiotic Ointment Packs, (2) Hand 
Emergency Sanitizer Packs, (1) Sterile Eye Pad, (6) 2" x 2" Gauze Dressing Pads, (2) 4" x 4" Gauze Dressing Pads, (1) 5" x 9" Trauma Pad, (1) 2" Conforming Gauze Roll, § American 5DXY4 
Medical Gy ¥4" x 3" Adhesive Plastic Bandage, (10) ¥4" x 3" Adhesive Fabric Bandage, (10) %" x 11" Junior Adhesive Bandage, (2) 1%" x 1%" Patch Bandages, (2) Red Cross 

ingertip Fabric Bandages, (2) Knuckle Fabric Bandages, (3) Butterfly Wound Closures, (10) Cotton-Tipped Applicators, (2) Exam Quality Vinyl Gloves, (1) 

First Aid Tape Roll, (2) 2" x 2" Moleskin Square, (1) Finger Splint, (1) American Red Cross First Aid Guide, (1) Emergency Preparedness Reference Card 
Plastic Case 
Personal (3) Antiseptic Towelettes, (1) Disposable Gown with Full Sleeves, (1) Disposable Bonnet, (2) Disposable Shoe Covers, (1) Eye 
Protection with Shield With Ear Loop Mask, (1) 24 x 24" Biohazard Bag, tt) 8 x 12" Clear Plastic Bag, (1) Twist Tie, (2) Pair of Exam Quality First Aid Only 2TUU1 
CPR Faceshield Gloves, (1) CPR Pack: (1) CPR One-Way Valve Face Shield, (2) Exam Quality Gloves and (3) Antiseptic Towelettes 
Trauma (4) 1 Pair Exam Quality Vinyl Gloves, (6) 4" x 4" Gauze Dressing Pad, (4) 5" x 9" Trauma Pad, (1) 2" Conforming Gauze Roll Bandage, (2) First Aid Only 3WHNG 
Responder 3" Conforming Gauze Roll Bandage, (1) "x 5 yd. First Aid Tape Roll, (6) BZK Antiseptic Towelettes, (2) 0.99 Hand Sanitizer Pack y 
Burn Responder (1) Burn Dressing 4 x 16", (1) Burn Dressing 4 x 4", (1) 1 x 5 yd. Adhesive Spool Tape, (1) 4" Sterile Stretch GA 39N808 
Pack Gauze, (1) Scissors, (4) Nitrile Exam Gloves, (3) 4 oz. Eyewash, (1) First Aid Guide 

(2) CPR Latex Free Face Shield, (4) Exam Vinyl Gloves, (4) Bzk Antiseptic Towelettes, (4) Antimicrobial Wipes, (2) 
CPR Responder Tissue Pack, 15/Pack, (2) 0.99 Hand Sanitizer Pack, (1) 24" x 24" Biohazard Bag, (1) Twist Tie First nig) Only “SHINS 
Eye Care (2) 4 oz. Eye Wash Bottle, (4) Eye Cups, (4) Sterile Eye Pads, (1) 2" Conforming Gauze Roll, (1) 3° ‘ 
Responder Conforming Gauze Roll, (2) First Aid Tape Roll, (2) 9g Hand Sanitizer Pack First Aid Only SWHNS 


ZOLL. 
Mobile Rescue Systems 


These mobile rescue systems come with equipment and guidance 
to help users respond to traumatic events. Emergency medical kit 





No. 55KM13 guides users with real-time instructions with Mobilize een 
Rescue App on how to use supplies to provide care for severe 

bleeding, seizures, choking, hypothermia, broken bones, allergic 

reactions, and more. Medical pack No. 55KM14 has an integrated 

rescue app and is portable and can be stored in vehicles or in 

remote locations. Law enforcement kit No.55KM15 works with 

Mobilize Rescue App and is compact and light and can be kept Description cate 
in work trucks, in the office, or with emergency response team Emergency Medical Kit Gray 
members. Trauma kits Nos. 55KM16 and 5SKM17 provide direction _ Medical Pack __ Gray 
with Mobilize Rescue App and come in smaller cases and can be ray Enforcement Kit tay 
stored in classrooms, glove compartments, or other small spaces. ~ T;auma Kit Red 55KM17 


4 H ll 
Medique® mLFIRST AID ONLY. ee 


Emergency Response 


P\IERGEN 


VL RITE 
VMANAING, 
~ ae 












9 Supplies 
a = pp 
Zz H Item = Pkg. 
— Description Brand No. Qty. 
=— Drinking Water, 125mL Mayday 110664 —=—s 1 
jake = Drinking Water, 125mL Mayday 492T85 100 
Sets No. 3PAC4 Food Ration, 2400 Calorie First Aid Only 2WUU9 1 
oT S Water Purification Tablets | Honeywell North 3PAC4 50 
No. 3PAJ8 Mylar® Emergency 
No. 110664 No. 2WUUS Blanket, 84" x 52" oe ee 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1837 





SAFETY 
Automated External Defibrillators (AEDs) 


No. 1YNR5 


ZOLL. 


Automatic 
AEDs 


Full-rescue AEDs provide Real CPR Help® for rate and depth of chest compres- 
sions during CPR. Voice prompts and graphics guide rescuer through Chain 

of Survival, starting with checking responsiveness and ending with CPR 
compressions. 


AED units with PlusTrac™ provide a third-party web-based service that ensures 
AED is properly maintained and has all necessary components. Acts as a 
resource for employees and ensures compliance with Good Samaritan laws. 
PlusTrac system includes medical direction with prescription, emergency 
response plan, dedicated account manager, AED registration/EMS notification, 
database setup, interactive AED management, e-minders and alert notifications, 
and interactive reporting console. 


PlusTrac1 is a 1-yr. management program, and PlusTrac5 is a 5-yr. management 
program. 


No. 4EGN3 


AED Plus® Fully Automatic—Fully automatic devices provide audible prompt: 
“DON’T TOUCH PATIENT,” and then begin analysis. Automatically delivers shock 
if needed. If "NO SHOCK REQUIRED," prompts rescuer to begin CPR. 


AED Plus® Semiautomatic—Semiautomatic AEDs require medical direction 
(included with every AED Plus® unit). Unit includes 10 batteries and 1 set of 
CPR-D-padz®. Pedi-padz II® No. 1YNR9 (pediatric pads) are sold separately. 


AED Pro® Semiautomatic—Advanced functionality helps improve a patient's 
chance of survival. LCD displays ECG while using a 3-lead monitoring cable 

(No. 4EGNY, sold separately). Manual override for extra flexibility. Real CPR 
Help® feature helps user achieve optimum rate and depth of compression levels. 
See Thru CPR® feature enables professionals to view a patient's underlying ECG 
rhythm. Batteries sold separately. 








Cable Mfr. Item 
Description Length H W D Model No. 
AED Plus® Fully Automatic with Medical Direction, and CPR-D-padz 
Unit 48" 5" gy," 11%" 8000-004007-01  49K145 
Unit w/Storage Cabinet 48" 17%" 17%" 9" 22900700702011010 49DR46 
Unit w/PlusTract ' F a i 
Program Management 48 5% 9% 11% 8000-004010-01  49K146 
Unit w/PlusTrac5 f F spi ' 
Program Management 48 5% 9% 11% 8000-004011-01 49K147 
AED Plus® Semiautomatic with Medical Direction, CPR-D-padz, and Batteries 
Unit 334%" 11%" gy," 54" 8000-004000-01 1YNR5 
Unit w/Storage Cabinet 33" 17%" 1742" 9" 22900000102011010 49DR45 
Unit w/PlusTract i F or i 
Program Management 33% 11% 9% 5% 8000-004003-01 1YNR6 
Unit w/PlusTrac5 i i abl F 
Program Management 332 11% 9% 5% 8000-004004-01 1YNR7 
AED Pro® Semiautomatic with Medical Direction, and CPR-D-padz 
Unit — gi" gy" 3" ~90110200499991010 4EGN3 
AED Plus® and AED Pro® Accessories 
CPR-D-padz 332" — — — 8900-0800-01 1YNR8 
Pedi-padz || 31" — — — 8900-0810-01 1YNR9 
AED Plus® Accessories 
Soft-Sided Carrying Case — gy," Q" 6" 8000-0802-01 4EGP5 
Steel Storage i i 
AED Pro® Accessories 
Battery Pack — — — — 8000-0860-01 4EGN8 
3-Lead ECG ' 
@ defibtech 
Semiautomatic AEDs 





No. 38N654 


1838 GRAINGER. 
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Easy-to-use semiautomatic AEDs help any user provide 
treatment for sudden cardiac arrest. Designed for use as 
standard equipment, devices have a simple 2-button inter- 
face, calm voice prompts, status indicator, and progress 
lights. No. 24VL57 Starter Kit includes AED, wall-mount 
cabinet with alarm, CPR rescue pack, 3-way wall sign, 
and prescription card. Other defibrillators come complete 
with adult electrode pads, battery pack, carrying case, and 
rescue kit with CPR mask, scissors, antiseptic wipe, razor, 
and nitrile gloves. Include a medical prescription/authori- 
zation coupon. See Grainger.com® for contents. 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 








PHYSIO 
CONTROL 





AED 
Packages 


Keep automated external defibrillators (AEDs) available for victims of sudden 
cardiac arrest. 


HeartSine samaritan® PAD 350P/360P/450P AEDs—Up to 56% smaller 
than other AEDs. User-friendly, visual and voice prompts guide rescuer through 
entire resuscitation process, including CPR. With just an On/Off button or SHOCK 
button, PAD (public access defibrillator) uses electrode technology. A low energy 
escalating waveform automatically adjusts for differences in patient impedance. 
IP56 rated to guard against dust and water. No. 6GJN2 offers semiautomatic 
shock delivery and includes cabinet. No. 6GJN3 transmits automatic shock after 
analyzing heart rhythm. 





LIFEPAK® GR Plus—Specially designed for the first person to respond to a 
victim of sudden cardiac arrest. Simple to turn on. Easy to find, remove, and 
place electrodes correctly. Fully automatic with ClearVoice prompts and shock 
therapy. Automatically escalates to 360 joules if needed. No. 454H59 delivers 
semiautomatic shock and includes a storage cabinet. 


LIFEPAK® 1000 AED—Designed for professional responders. Large, intui- 
tive screen displays clear, easy-to-read graphics and ECG readings. cprMAX™ 
technology minimizes CPR interruptions by allowing compressions to continue 
during AED charging. 


Lucas 3® Chest Compression System—Intended for use as an adjunct to 
manual CPR when effective manual CPR is not possible. Ideal during patient 
transport, or extended CPR when fatigue may affect the delivery of successful/ 
consistent compressions, or when EMS personnel are unavailable to perform 
CPR. Unit delivers consistent, high-quality chest compressions. 


Mfr. Item 
Includes H W D Model No. 
HeartSine samaritan® 350P AED Package with Cabinet 
AED with Padpak, Administrator Toolkit 
with Inspection Tags and Checklist, Policy 
Templates, State Specific AED Acquirer 3" 734" 17h" HSOO1F 6GJN2 


State Law Compliance Checklist, Fast 
Response Kit, AED Alarm Cabinet and Full 
Indemnity, 10 Year Warranty for AED 
HeartSine samaritan® 350P AED Package 
AED with Padpak, Administrator Toolkit 
with Inspection Tags and Checklist, 


Policy Templates, State Specific AED 8 7%' 1%" 80514-000263  6GJN3 
Acquirer State Law Compliance Checklist, 
Fast Response Kit and Full Indemnity 
Hearttine samaritan” mw an AED Package 
, Carrying Case, Responder Kit, ; i i 4 
Inspection Tag, Administrator Tool Kit 8 8 5 80515-000002 454152 
LIFEPAK® CR Plus Full-Auto AED Package with Cabinet 
| AED, ee eae ee 
nspection Tag, Administrator Tool Kit, Set ' i 174" 
of Location Decals, 3D Plastic Notification 471° 8 9% PHOO2F = 454159 
Sign, Surface Mounted Cabinet with Alarm 
LF CR Plus wr Auto AED ragkage 
, Carrying Case, Responder Kit, ' i ee : 
Inspection Tag, Administrator Tool Kit 4”6 8 9%" 80403-00149 454H54 
LIFEPAK® 1000 AED with ECG Monitoring Package 
AED, Adult Electrodes, Battery, Carrying 
Case, Responder Kit, Inspection 3%" 9%6" 10%" 99425-000025 454H96 
Tag, Administrator Tool Kit 
Lucas 3® CPR Assist Chest Compressions Machine Package 
Machine, Battery, Case, Stabilization 
Strap, Suction cups (2), Wall Charger, 22° 9%" — 99576-000043 454/45 
Instruction, Operating Manual 
Cable Mfr. Item 
Description Length H W D Model No. 
Lifeline AED Starter Kit 
5-yr. Battery 48" 19" ~—- 19" 5" CCPRX-0001 24VL57 
Semiautomatic Lifeline VIEW AEDs 
4 yr. Battery 48" 9M" 7%" = 2%" ~~ DCF-A2310RX 38N656 
Semiautomatic Lifeline AED with Rxs 
5 yr. Battery 48" 11'%6 BY" 2'%6 DCF-A100RX-EN 38N654 


Semiautomatic Lifeline High Capacity AED with Rxs 
7 yr. Battery "—111%6 8Y" 2'%e6' DCF-A110RX-EN 38N655 
Accessories 


Adult Electrode i 
Pads, 12'L, Pair 48 DDP-100  38N661 
Lifeline AED 5 _ __ _ _ DCF-200 aONERT 


yr. Battery Pack 
Lifeline Lifeline 
High Capacity AED 48" 
with Rx Only 


11%" 82" 2%/0' DCF-A130RXEN 24VL61 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








pees Gravity-Fed 
Senet Emergency Eye 


Wash Stations 


= Meet ANSI Z358.1-2014 


Flush eyes for 15 min. using 7 gal. of water. 
see-through tank for easy visual inspection. 
Each includes eye wash sign and inspection 
tag. No. 3PVH3 has insulated heater jacket 
that controls water in weather conditions 
down to -10°C. Waterproof. 9-ft. power cord. 


Mfr. Item 
Description Model No. 
Eye Wash Stations ie war 
Eye Wash Station. $19-921 4YF98 
Heated Eye Wash Station with Insulated Heater Jacket $19-921H 3PVH3 
Optional Accessories for No. 4YF . 
Transport and Waste Collection Cart 919-399 3NY85 
Heating Jacket Retrofit Kit $19-921HR 3NY84 


= Guardian 


Gravity-Fed Emergency 
Eye Wash Station 


= Meets ANSI Z358.1-2014 


Self-contained unit holds 16 gal. of eye 
wash and flushes eyes for 15 min. Includes 
wall bracket, drain hose, and inspection tag. 
Eye wash preservative No. 2LVL5 protects 
against bacterial growth and impurities. 





4 mi em 
escription ode 0. 
No. 2LVL4 Eye Wash Station ~G1540 2LVL4 

Eye Wash Preservative G1540BA 2LVL5 


Gravity-Fed Emergency 
Eye Wash Stations 


= Meet ANSI Z358.1 
Flush eyes for 15 min. Include wall bracket. 





Mfr. Item 
_ Description Model No. 
Eye Wash Station, 9.0 gal. 1D01 3PVG8 
Eye Wash Station, 16.0 gal. 7/500 AHRX9 _ 
Eye Wash Preservative, 8 oz. Bottle, Pkg.of 12 9082-C DOHF83 


Late 

CVE & rade 

aed ORR ee 
1 





No. 36N059 


Emergency Eye Wash 
Stations and Travel Bag 


Highly visible stations provide easy access in an emergency. Enclosed models 
are available online, see Grainger.com®. No. 3PVJ1 Emergency Eye Wash Travel 
Bag allows for immediate and continued flushing during transport. 


No. 3ARD6 





Physicians CARE, 


Honeywell 





























Bottle Item 
Description _Size_ _ Brand ——_—sNo. 
16 0z PhysiciansCare 36N059 
Single Eye Wash Station 32 02. PhysiciansCare 36N061 
16 oz Honeywell SARD6 
(2) 16 02. PhysiciansCare 36N060 
Dual Eye Wash Station (2) 32 0Z PhysiciansCare 22FX25 
(2) 32 02z Honeywell —_ 3ARD8 
_ Replacement Eye Wash Bottle for No. 3ARD6 — 16 ¢ a2. ; Honeywell 3ARE2_ 
~_ Replacement Eye Wash Bottle for No. 3ARD8_ 320z. ———sdHoneywell 3ARE1 
_ Eyesaline® Eye Wash Personal Travel Bag _(6) 1 02. LB) 4 oz. one wer : Ae 
® 7 OZ. oneywell _ 
| Replacement Eyesaline® Eye Wash for No. 3PVJ1 “407. Honeywell 3PVT4~ 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





SAFETY 


Emergency Eye Wash Stations 








No. 6JD87 


Honeywell 
Emergency Eye Wash Stations 


FENDALL 2000™ 
= Meets ANSI Z2358.1-2014 


Compact self-contained 100% sterile 
unit for facilities tight on space. 
Requires Saline Cartridge No. 60KJ87, 
sold separately. 


FENDALL PURE FLOW 1000° 
= Meets ANSI 2358.1-2014 


Self-contained unit requires Saline 
Cartridge No. 6JD84, sold separately. 


FENDALL PORTA STREAM® 
lll, Il, AND | 


Portable gravity-fed stations. 


Fendall Porta Stream [ll—Features 
fluid heating system that allows 
outdoor use in temperatures from 72° 
to -32°F. Delivers 15 min. of flushing. 
Includes 180-0z. saline concentrate. 

= Meets ANSI Z358.1-2009 











No. 2DEB1 





No. 6JD83 





No. 3PVU3 


Fendall Porta Stream [l—Delivers 
15 min. of flushing. No. 3PVP7 
includes 180-o0z. saline concentrate. 
No. 6JD87 requires Saline Concentrate 
No. 4GB22, sold separately. 


Fendall Porta Stream I—Delivers 6 
min. of flushing. No. 3PVP3 includes 
70-0z. saline concentrate. No. 4GB23 
includes 8-0z. water preserva- 

tive; requires saline solution, sold 
separately. 


FENDALL FLASH FLOOD 


Pull-off retainer strap allows 3 min. 
of flushing. Includes Saline Solution 
No. 3PVU4. 
































Mfr. Item 
Description Model No. 

Fendall 2000™; Eyesaline® 

_Eye Wash Station 2 —__ 32-002000-0000 -2DEB1 | 

Sterile Saline Cartridge — ~ 32-002050-0000  60KJ87 — 
Fendall Pure Flow 1000®; Eyesaline® _ = Say 

_ Eye Wash Station 82-001000-0000  6JD83 — 

Standard Saline Cartridges, Pkg. of 2 32-001050-0000  6JD84 — 
‘Feudal oa Stream Ii; : Eresallne? 7 

eated Eye Wash Station with Insulate 

Heat Jacket and 180-0z. Saline 82-000310-0000 4LNF8 
Fendall Porta Stream® II; Eyesaline® 

_ Eye Wash Station with 180- -0z. Saline _32-000200-0000 SPVP7- 

Eye Wash Station with 8-o0z. Water Additive ~_ 32-000230-0000 © 6JD87 
Fendall Porta Stream® |; Eyesaline® ae 

_ Eye Wash Station with 70- -0z. Saline ; —__ 32-000100-0000 SPVP3 

Eye Wash Station with 8-oz. Water Additive — 32-000130-0000  4GB23 — 
-Fendall Porta Stream®; Eyesaline® Accessories 

_ Saline, 70-0z. for Porta Stream® | Seo 32-000509-0000-H5  3PVU6 — 
: “Saline Concentrate, 180-0z., for Porta Stream® | and II 32-000513-0000 4GB22 _ 
_Water Additive, 8-0z. 32-001100-0000 —— 6JD86 

Pull-Strap for Porta Stream® I, II, and Ill 32-000102-0000 3PVP1 
_ Eye Wash Station Dust Cover for | Porta Stream® I, Il, and III 32-000522-0000 300R63 — 
Insulated Heat Jacket for Porta Stream® III 32-000530-0000 ‘SPVR1 
Fendall Flash Flood; Eyesaline® _ 7 
_Eyewash Station —_ 32-000400-0000  §3PVU3 — 
_Wall Rack 32-000402-0000 _—3PVP9 

Saline Cartridge —_ 32-000401-0000 $3PVU4 ~ 
Accessories ee 

‘Universal Mobile Cart _ —_ 32-001060-0000 6JD85 

Universal Eyewash Stand _ = 32-001065-0000 1FYU2 

_ Disposal Cart for Porta Stream® Models and Flash Flood ~32-000511-0000 4GB24 _ 

Premix Eyewash Solution, 1 gal. —32-000502-0000  §3PVU5 — 








SAFETY 





od 


We 


Description 
Standard 

5.0 gal. Tank 

10.0 gal. Tank 

15.0 gal. Tank 
Heated 

10.0 gal. Tank 

15.0 gal. Tank 





Emergency Eye Wash Stations 


No. 
4T004 


Wt. 
Empty 


14 Ib. 
23 Ib. 
28 Ib. 


32 |b. 
37 |b. 


No. 38NJ18 


Pressurized 
Portable Emergency 
Eye Wash Stations 


= Meet ANSI Z358.1; No. 4T003 meets 
as supplementary eye wash only 


Standard—8-ft. drench hose with handheld 
squeeze valve. Stainless steel push handle acti- 
vates 2 eye wash heads to rinse face and body. 


Heated—Stations include 2 eye wash heads 
and feature insulated heater jacket that 
controls water in weather conditions down to 


-10°C. 
Wt. Mfr. Item 
Full Model No. 
43 |b. $19-672 4T003 
90 Ib. $19-690 47004 
128 Ib. $19-788 4R983 
95 |b. $19-690H 3KNU8 
112 Ib. $19-788H 9F558 
=<? Guardian 
Pressurized 


Portable Emergency 
Eye Wash Stations 


= Meet ANSI Z358.1-2014 


Eye wash units have 2 spray outlet heads with 
flip-top dust covers, internal flow control, and 
filter. 6-ft. PVC drench hose features chrome- 
plated brass squeeze valve with stainless steel 
lever handle. Stainless steel pressure tanks 

have built-in carrying handles. Include ANSI- 
compliant identification sign and inspection tag. 
No. 38NJ18 features an orange insulation jacket 
to endure sustained low or freezing temperatures 


No. 9XD46 over long periods of time. Silicone drum heater is 
attached to the tank with a spring latch. 
Wt. Wt. Mfr. Item 
Description Empty Full Model No. 
Eye Wash Station 
15.0 gal. Tank 36.5 |b. 118.9 Ib. G1562 9XD46 
Heated Eye Wash Station 
15.0 gal. Tank 42 Ib. 125 Ib. G1562HTR 38NJ18 


No. 16D372 


Description 
15.0 gal. Tank 
37.0 gal. Tank with 6-ft. Drench Hose 





1840 GRAINGER. 


ITT 


(/) tfaw= 


Pressurized 
Portable Emergency 
Eye Wash Stations 


= Meet ANSI 2358.1 


Eye wash tanks have 2 ABS plastic antisurge 
heads with integral flow controls. Drench hose 
included with No. 16D372 features chrome- 
plated brass stay-open squeeze valve. Stainless 
steel tanks help provide corrosion resistance. 


Wt. Wt. Mfr. Item 
Empty Full Model No. 
47 |b. 172 |b. 7603 49UG21 
110 Ib. 400 Ib. 7601.37 16D372 


Find even MORE on Grainger.com® 








Scan. Order. Done. 
Details on page A1. 












i Guardian = No YF 
Emergency 
Faucet-Mount 


Eye Washes 
= Meet ANSI Z358.1-2014, except No. 2LVE7 


Convert any faucet into an emergency eye wash station. 
Push/pull knob activates wash. ANSI compliant as personal/ 
supplemental eye washes only, not as a primary eye wash. 


Mfr. Item 

Description Model No. 
Mounted 3" Apart G1100 2LVE1 
Mounted 3" Apart w/Shut-Off Valve G1200 2LVE5 
Mounted 5" Apart G1101 2LVE3 
Mounted 5" Apart w/Shut-Off Valve G1201 2LVE7 





Emergency 
Faucet-Mount 
Eye Wash 


= Meets ANSI 2358.1-2009 


Install on existing standard or gooseneck faucets. Includes 

identification sign and inspection tag. ANSI compliant as a 

personal/supplemental eye wash only, not as a primary eye 
wash. 


Mfr. Item 
Description Model No. 
Includes 1-Step Diverter $19-200B 4YF94 





Emergency Faucet- 
Mount Eye Wash 


= Meets ANSI Z358.1 

AXION® eyePOD® is designed for use on standard faucets; 
easy to install and activate. Flow pattern helps eliminate 
contaminants from entering nasal cavity. Thermostatic safety 
valve eliminates scalding. 


Mfr. Item 
Description Model No. 
All Stainless Steel Eye Wash 7620 11L739 


1-800-GRAINGER (472-4643) 


SAFETY 
Emergency Eye/Face Washes and Stations 


rr * 
Emergency Wall- Icondor| 


Emergency Deck and Wall-” + 
& and Pedestal-Mount 
No. 3RVF7 il Eye Wash Stations 


Mount Eye/Face Washes 
= Meet ANSI Z358.1-2014 


= Meet ANSI Z358.1 

Feature AXION® MSR eye/face wash heads 
Two spray heads deliver water for rinsing eyes. 
Each head has a dust cover, flow control, and filter 


with inverted directional laminar flow to 
keep contaminants away from nasal cavity. 

to remove impurities from the water flow. Bowl 
dia. is 11%". Include ANSI Compliant sign and 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 









No. 
16D385 





Nos. 16D384 and 16D385 include a hose 
for extended coverage area. No. 3RVF5 is 





designed for wheelchair accessibility. All inspection tag. ae 
include a universal sign. io SER Eye Wash ‘ain ASEV46 
I. Item w Description Bowl Material Color No. ! 
Description Model No. all-Mount 

Deck Mount : Twin Head Stainless Steel _Yellow A9EV48 

Push Handle Eye/Face Wash, Right Hand Mount 7612 3RVF7 ABS Plastic Yellow A9SEV49 

Push Handle Eye/Face Wash, Left Hand Mount 7612LH 16D393 Pedestal-Mount ; 

Swing Activated Eye/Face Wash, Right or Left Hand Mount 7611 3RVF6 . Stainless Steel ___ Yellow ASEV 46 

Squeeze Lever Eye/Face Wash 8904 16D384 Twin Head Stainless Steel Green 49EV54 

Deck or Wall-Mount ABS Plastic Green 49EV55 

Swing-Down Activated, Barrier-Free Eye/Face Wash 7610 3RVF5 

Wall-Mount 

Eye/Face Wash and Body Spray with 12-ft. Recoil Swivel Drench Hose 8905 16D385 CG) iaws 





Emergency Wall- and 
Pedestal-Mount Eye/ 


| Face Wash Stations 
=» Meet ANSI 2358.1 





fs Guardian 
Emergency Wall- and 


Pedestal-Mount Eye 
Wash Stations 





No. 2LVH5 


No. 6DGX7 


No. 
4R961 


Sign in to Grainger.com® to see YOUR Pricing and MORE 














; aa AXION® MSR stations include 11" bowl, 
= Meet ANSI Z358.1-2014 aiteias except No. 16D370. The eye/face wash head 
Feature 111/"-dia. bowl with twin spray heads, stay-open ball No. 3RVR4 has inverted directional laminar flow to help 
valve, and flag handle. Spray heads have internal filter and dust = keep contaminants away from nasal cavity. 
cover. Include identification sign and inspection tag. Barrier- . Feature a stay-open ball valve with stainless 
Free Station No. 2LVL7 also meets ANSI 117.1 for wheelchair steel ball and stem. Eye/face wash head 
accessibility. am includes plastic pop-off dust cover, except 
Description Bowl Material Model No. id No. 16D370 include a mesh water strainer. 
Hal Mount ABS P GSS CISTI DLV cud Barrier-Free Station No. 16D388 is ADA 
ere Stainless Steel G1814___ 2LVH6 pe a Compliant for wheelchair accessibility. 
Eye Wash with Hinged Dust Cover Stainless Steel G1814BC 2LVH/ 
Eye Wash (All Stainless Steel) Stainless Steel G1391  2LVH8 Eye Wash Mfr. Item 
Evalrace Wash ABS Plastic G1/750P_—2LVWJ3 Description Bowl Material Model No. 
= RES PL ae ah AP SURE os ABS PI 260B-7270B HRW 
astic re 5 astic 7 -f2f 4 5 
Wide Area Eye/Face Wash Stainless Steel G1724_ 3RVR4 Eye/Face Wash Stainless Steel 73608-74608 4HRW7 
Eye/Face Wash with Hinged Dust Cover _ Stainless Steel G1/50BC 2LWJ5 Eye/Face Wash without Bowl No Bowl 1324 16D370 
Pedestal-Mount No. 2LVJ8 Eye/Face Wash with Hinged Dust ciintacs Stee! 77788 160398 
Eve Wash ABS Plastic G1825P —2LVH9 Cover (All Stainless Steel) 
y Stainless Steel _G1825 _ 2LWJ1 Pedestal-Mount 
Eye Wash with Hinged Dust Cover Stainless Steel G1825BC 2LVJ2 evelEace\Wash ABS Plastic 7261-7271 16D387 
EvajFace Wash ABS Plastic G1/760P 2LVJ6 y Stainless Steel 7361-7461 16D389 
y Stainless Steel _G1760  2LVJ7 Eye/Face Wash with Hinged Dust giaintege Stee! 7977 46D374 
Eye/Face Wash with Hinged Dust Cover _ Stainless Steel G1/60BC 2LVJ8 Cover (All Stainless Steel) 
Barrier-Free Station Barrier-Free Station 
Wide Area Eye/Face Wash Stainless Steel GBF1/24  2LVL/ Eye/Face Wash Stainless Steel 7360BIWC 16D388 


Emergency Wall- and Pedestal-Mount Eye Wash Stations 


= Meet ANSI Z358.1-2014 Include 13" bowl and all models are 
Models feature stay-open ball valves. Each includes __ barrier-free with ergonomic stainless 
an identification sign and inspection tag. steel push handles that can be reached 


from any direction. ADA Compliant. 
Halo Models—Exceed ANS! Z358.1 specifications J P 
for maximum washdown coverage and spray pattern. 





Classic Models—Designed with 10"-dia. eye wash 
bowl and PVC push handle. 


HALO MODEL CLASSIC MODEL 
Eye Wash Mfr. Item Mfr. Item 
Description Bowl Material Model No. Model No. 
Wall-Mount 
Eve Wash Plastic $19224EW 6DGX7 $19-220 2P26/ 
y Stainless Steel sraseeen ae $19-220B 41009 
ad Plastic — — 
Eye Wash with Hinged Dust Cover Stainless Steel S19224DC 6DGY0 S19-220DC ATO10 
Eve/Face Wash Plastic $19224FW 6DGY2 $19-220FW 4R963 
- Stainless Steel $19224T 6DGY4 $19-220T 4R965 
Eye/Face Wash with Hinged Dust Cover sae Saal aE aneys — — 
Pedestal-Mount 
Eve Wash Plastic $19214EW 6DGY5 $19-210 4R961 
y Stainless Steel sree rapa ee $19-210B 4R959 
=. Plastic — a 
Eye Wash with Hinged Dust Cover Stainless Steel ST9214DC 6DGY8 S19-210DC OVYX5 
Eve/Eace Wash Plastic $19214FW 6DGZ0 $19-210FW 3DUT1 
y Stainless Steel $19214Y 6DGZ2 $19-210Y 2VYX6 
Eye/Face Wash with Hinged Dust Cover sane Sas al A A ane ae — — 





SAFETY 
Emergency Drench Showers and Drench Hose/Eye Washes 


Scan. Order. Done. 
Details on page A1. 





Emergency 
Drench Showers 


= Meet ANSI Z358.1-2014 


Designed to rinse the entire body. 
Compact showerhead activates with 
Stainless steel triangular pull rod. 
Identification sign and inspection tag 
included. Shower Tester No. 31955 
keeps showers in compliance with ANSI 
Standards. 3-ply vinyl laminate funnel 
with weighted bottom. Telescoping 
handle extends funnel up to 6 ft. 





Shower Mfr. Item 

Description Head Material Model No. 
Drench Showers 
Wall Mount Plastic $19-120 2P268 
Wall Mount with Stainless Steel Shroud Plastic $19-120A 4R951 
Ceiling Mount Plastic $19-130 4T007 
Ceiling Mount with Stainless Steel Shroud Plastic $19-130A 4R955 
Emergency Shower Tester 
84"L x 15"W — $19-330ST 37955 


® * 
comfor| 


a Emergency Drench 


Showers 
=» Meet ANSI Z358.1-2014 
No. 49EV43 


Drench showers for wall or ceiling mounting. 


Feature 10"-dia. shower head and 1" IPS 
chrome-plated brass stay-open ball valve. 
Furnished with stainless steel actuating arm 
and 29" stainless steel pull rod. Include ANSI 
Compliant sign and inspection tag. 


Shower Head Item 

Description Material Color No. 
ABS Plastic Yellow 49EV43 
| Wall Mount ABS Plastic Green _49EVS1 
— a ABS Plastic Yellow 49EV42 
Ceiling Mount —ABS Plastic Green 49EV50 





e : Guardian 
Emergency Deck 
and Wall-Mount Eye 


Washes and Drench 
Hose/Eye Washes 


= Meet ANSI Z358.1-2014 


Single- and dual-head units with hose 
can be removed from holder to use 

as drench hose. Dual-head units are 
also fixed eye washes. All other units 
are designed for mounting on deck 
next to sink, except No. 2LVK4 mounts 
behind sink. Dual-head models feature 
stay-open valve handle locking clip. 
Swing-activated eye washes swivel out 
90° to operational position. All include 
ANSI Compliant identification sign. 





Mfr. Item 
Description Model No. 

Deck Mount 
Single Head Drench Hose with 8 ft. Reinforced PVC Hose G5020 2LVK8 
Dual Head Drench Hose with 8 ft. Reinforced PVC Hose G5022 2LVK5 
Push Handle Eye Wash, Right Hand Mount G1806 2LVK2 
Push Handle Eye Wash, Left Hand Mount G1806LH 2LVK3 
Swing Activated Eye Wash, Right Hand Mount G1805 2LVJ9 
Swing Activated Eye Wash, Left Hand Mount G1805LH 2LVK1 
Swing-Down Activated Eye Wash, Right Hand Mount G1849 2LVK4 
Wall-Mount 
Single Head Drench Hose with 8 ft. Reinforced PVC Hose G5025 2LVK9 
Dual Head Drench Hose with 8 ft. Reinforced PVC Hose G5026 2LVK6 
Dual Head Drench Hose with 12 ft. Nylon Hose G5046 2LVK7 


1842 GRAINGER. 
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Find even MORE on Grainger.com® 





= Guardian 


Emergency Drench Showers 
= Meet ANSI Z358.1-2014 


Designed to rinse off the entire body. Furnished 
with a showerhead, stainless steel pull rod, and 
ANSI-Compliant identification sign. 





No. 
Barrier-Free Drench Shower—Shower pull ’ 2LVH2 
rod is longer and unit extends out to accommo- } 
date people with physical disabilities. / 
= Meets ANSI 117.1, ADA Compliant ( 
Shower Mfr. Item 
Description Head Material Model No. 
Drench Showers 
ABS Plastic G1643 2LVG8 
verwaun Stainless Steal G1643SSH DLVG9 
Wall Mount (All Stainless Steel) Stainless Steel G1691 2LVH1 
- ABS Plastic G1635 2LVH2 
poling Nota Stainless Steel G1635SSH DLVH3 
Ceiling Mount (All Stainless Steel) Stainless Steel G1692 2LVH4 
Barrier-Free Drench Shower 
Wall Mount ABS Plastic GBF1643 2LVL6 


. * 
__. = 


“> Emergency Combination Drench 
™ Shower/Eye Wash Stations 


= Meet ANSI Z358.1-2014 


Two spray heads deliver water for rinsing eyes. Each head has 

a dust cover, flow control, and filter to remove impurities from 

water. Feature 10"-dia. shower head, 1112" eye wash bowl, 

and chrome-plated brass stay-open ball valves. Furnished 

<=" with stainless steel actuating arm and 29" stainless steel pull 
rod. Include ANSI-Compliant sign and inspection tag. 


Shower Eye Wash Item 

Head Material Bow! Material Color No. 
ABS Plastic Yellow 49EV45 
Green 49EV53 

ABS Plastic 

Stainless Steel Yellow 49EV44 
Green 49EV52 
y iy 


' ¢¥ No. 4R979 
Pas 


= 


No. 3NY86 =’ 






@erege evteoe 
eotce coteoe 
eoeee eeece 


Bradley 


é = 
Emergency Deck and Wall-Mount Eye 


Washes and Drench Hose/Eye Washes 

= Meet ANSI Z358.1-2014 

Drench hose/eye wash units feature ABS plastic spray heads; chrome-plated 
valve stays open. All other eye washes mount on counter or wall near sink; iden- 
tification sign and inspection tag included. Swing-activated and swing-down eye 
washes provide a precise 20° activation and deactivation angle. 






No. 4T012 


Mfr. Item 
Description Model No. 
Deck Mount Drench Hose and Eye Wash 
Single Head with 8 ft. Hose $19-460 51278 
Twin Head with 8 ft. Hose 519-460EFW 4R979 
Deck Mount Eye Wash 
Push Handle, Right Hand Mount $19-270B 41012 
Push Handle, Left Hand Mount $19-270BL 3DUT5 
Swing Activated, Right or Left Hand Mount $19-270C 4YF97 
Deck/Wall Mount Eye Wash 
Swing Down Activated, Right or Left Hand Mount $19-270HD 3NY86 
Deck/Wall Mount Eye/Face Wash 
Swing Activated, Right or Left Hand Mount $19-270E 3DUT7 
Swing Down Activated, Right or Left Hand Mount $19-270JD 3DUT6 
Wall-Mount Drench Hose 
Single Head with 8 ft. Hose $19-430A 47014 
Wall-Mount Drench Hose and Eye Wash 
Twin Head with 12 ft. Hose $1944011ABC 4R977 
Twin Head with Push Handle and 12 ft. Hose $1944022ABC 3DUT8 


1-800-GRAINGER (472-4643) 


SAFETY 
Emergency Drench Shower/Eye/Face Wash Stations 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








Emergency Combination Drench 


Shower and Eye/Face Wash Stations 


= Meet ANSI Z358.1-2014 Barrier-Free Stations—Shower pull-handle and eye wash 
Feature Spintec™ showerheads that provide a more even spray bowl extend to accommodate people with physical disabilities. 
pattern, stay-open ball valves, and identification and inspection ato Heat Trace Stations—Heat Trace cable protects units 
tags. from freezing temperatures to -50°F. Include shower tempera- 
Halo™ Models—Space-saving design provides maximum ture control thermostat, freeze protection valve, and power 
washdown coverage and spray pattern. Designed with an ergo- _ indicator light. 


nomic stainless steel push handle that can be reached from any jgeessory—Shower alarm alerts others when drench shower/ 


Classic Models—Include PVC push handles. tant and measures 70"L x 145"W. 





No. 6DGW4 






HALO MODELS CLASSIC MODELS 
Shower Eye Wash Mfr. Item Mfr. Item 
Head Material Bowl Material Model No. Model No. 
Combination Drench Shower/Eye Wash Stations 
Plastic Plastic $19314EW 6DGW4 519-310 2P332 
Plastic Stainless Steel $19314SB 6DGX4 —_ — 
eyewash Plastic with Stainless 
Steel Shroud Stainless Steel $19314F 6DGX0 _ _ 
Plastic Plastic $19314PDC 6DGW5 —_ _— 
ey eraen ae meee encore! Plastic Stainless Steel S19314DC  6DGW8 S19-310DC  1FBJ2 
__ Plastic _ Stainless Steel $19314AC 6DGW6 $19-310LL  8CT47 
Eye Wash and Foot Treadle Paste MD Sta niee® Stainless Sted S19314UU —- BDGX6 S19-310UU 47008 
Combination Drench Shower/Eye/Face Wash Stations 
EvaiPane Wash Plastic Plastic $19314FW 6DGX1 S19-310FW  2VYX4 
y Plastic Stainless Steel $19314SBFW 6DGX5 $19-310SBFW 3DUR8 
Plastic Plastic $19314PDCFW 6DGX2 — _ No. 415214 
Se ee ae ae avel Plastic Stainless Steel S19314DCFW  6DGWS = = . 
Eye/Face Wash and Drench Hose Plastic Plastic $19314P 6DGX3 = — 
Eye/Face Wash and Foot Treadle (All Stainless Steel) Stainless Steel Stainless Steel $19314SS 29XX02 _ _— 
Eye/Face Wash and Foot Treadle Plastic Stainless Steel _— _ $19-310AC  4R971 


Eye/Face Wash (PVC Construction 
with Stainless Steel Fittings) 
Barrier-Free Combination Drench Shower/Eye/Face Wash Stations 
Eye/Face Wash and Face Spray Ring Plastic 
Eye/Face Wash (All Stainless Steel) Stainless Steel 
Heat Trace Combination Shower and Eye/Face Wash Stations 
SpinTec™ Showerhead, Top Water Supply 


Plastic Plastic = _ $19-310PVC 4R973 


Stainless Steel $1931 4BF 6DGW7 — — 
Stainless Steel $19314BFSS 29XX01 — — 


SpinTec™ Showerhead, Bottom Water . . F __ _ 
Supply with Indicator Lights, 939%'H Plastic Plastic $19-304D2BL 415215 
SpinTec™ Showerhead, Bottom Water Supply, 9394"H Plastic Plastic $19-304D2B 415216 _— — 
Mfr. Item 
Description Model No. 
Accessory 
Privacy Curtain 519-330 41015 


Emergency Combination Drench H 


Shower and Eye/Face Wash Stations 


= Meet ANSI Z358.1-2014 


Units provide both drench shower and eye/face wash or eye wash. Innovative AXION® MSR eye/face wash head ~ 
uses an inverted directional laminar flow to wash contaminants away from the nasal cavity. Hydrodynamic 
showerhead design helps maintain equal distribution of water through the entire footprint of flow. Chrome- 
plated brass stay-open ball valve features stainless steel ball and stem. Self-adhesive high-visibility safety 
green and bright yellow stripes and a universal sign are included. 





No. 16D383 


No. 4HRW9 


Heat Trace Station—Can operate down to -30°F. Features 34" insulation, ABS jacket, thermostatically 
controlled 120VAC electric heat cable, and automatic thermal actuator to help prevent freezing. CSA Certified to 
ANSI 2358.1, Type 4 Electrical. 






| 


— 
» 
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Shower Eye Wash Mfr. Item 
Description Head Material Bowl Material Model No. 
Combination Drench Shower/Eye Wash Stations . 
Plastic Plastic 8320-8325 4HRX1 
Eyer abe ial Plastic Stainless Steel 8300-6309  4HRW9 . 
Eye/Face Wash without Bowl Plastic No Bowl 8317 16D383 . 
Eye/Face Wash (Epoxy Coated Pipe and Fittings) Plastic Plastic 8320CRP 16D406 . 
Eye/Face Wash (Epoxy Coated PVC Pipe and Stainless Steel Fittings) Plastic Plastic 8336 4HRX6 
Eye Wash, Integral Flow Control, Dust Covers, and Thermal Actuator Valve Plastic Stainless Steel 8300.158  16D382 
Eye/Face Wash and Hinged Dust Cover (All Stainless Steel) Stainless Steel Stainless Steel 8330 4HRX4 
Heat Trace Station a 


Eye/Face Wash (Top or Bottom Water Supply) Plastic No Bowl 8317CTFP 16D405 - 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1843 


Scan. Order. Done. 
Details on page A1. 


SAFETY 
Emergency Drench Shower/Eye Wash Stations & Parts 





. s:_2¢ Guardian 
alte. al Emergency Combination Drench Shower/Eye Wash Stations 
ore = Meet ANSI Z358.1-2014 Shower Eye Wash Mfr. Item 
. ‘ Description Head Material Bow! Material Model No. 

Stations have combined drench shower and —_*Gombination Drench Shower/Eye Wash Stations 
/ eye/face wash or eye wash and include a Shower with Eye Wash Plastic ABS Plastic _G1902P 2LVA4 
| Ndi . Shower with Eye/Face Wash Plastic ABS Plastic G1950P 2LVC3 
10°-dia. showerhead with stay ay ball Shower with Eye Wash Plastic Stainless Steel G1902 2LVA6 
valve and stainless steel pul rod. Eye and Shower with Eye/Face Wash Plastic Stainless Steel G1950 2LVC5 

eye/face washes have 111"-dia. eye wash Shower with Eye Wash 
No. y y aiid Hinged Duet Cover Plastic Stainless Steel G1902BC — 2LWA8 

2LVAG bowl and feature twin spray outlet heads, Shower with Eve/Face Wash 

y Plastic Stainless Steel G1950BC 2LVC9 


stay-open ball valve, and cast-aluminum and Hinged Dust Cover 


flag-type handle. Spray heads have internal Shower with Eye Wash Stainless Steel Stainless Steel G1902BC-SSH 4HRJ9 
Shower with Eye Wash 
filter and dust cover. Include ANSI-Compliant (aii Stainless Steel) Stainless Steel Stainless Steel  G1991 2LVC1 
identification sign and inspection tag. Wash (All Stainless Steel) Stainless Steel Stainless Steel G1996 —2LVD2 
Heat Trace Station—Prevent freezing down at Trace Safer : ABs aeao SERSTU7 —GaMva 
_Ane : - ower WI ye Was 0 DOW 

a oectagew reer oe ‘Bane st 

Ipl u Ww : ; Plastic — Stainless Steel GBF1909 2LVL8 

Shower with Eye/Face Wash “ciainiess Steel Stainless Steel GBF1909SSH  4HRK1 
Barrier-Free Stations—Shower pull rod Accessories 
and eye wash bowl extend to facilitate use rrengency Station Alarm = = ie te 
‘eahiliti and/Foot Treadle — — - 
by people with physical disabilities. Meet Drench Hose Bi = = C5011 3 IMTS 
ANSI 117.1. Privacy Curtain — — AP250-065 3GUM2 
“= Guardian 








Replacement Parts Guardian ES 
for Guardian® Eye 
Wash Stations 


Visit Grainger.com® to identify 


No. 38NJ20 3s 
3 CG) Traws 


Thermostatic Mixing 














No. 2LVE9 model number(s) required. Valves and Temperature 
Mfr. Item 
Description Model No. Control Valves 
Ee eee A OeaeaaaH ae Consult fixture operation and maintenance 
Eyewash Spray Head AP470-001 2LVE9 manual to identify correct mixing and control 
Eyewash Spray Head Body AP470-021 2LVF6 valve requirements. 
Float-Off Dust Cover 250-046R 2LVG3 
Foam Filter 470-004R 2LVF2 Mtr. Item 
Foam Filter 470-024R 2LVF8 Description Brand Model No. 
Shower Head, Plastic, Orange AP450-0320RG 2LVG4 Thermostatic Mixing Valves 
Shower Head, Stainles Steel AP450-048 2LVG5 0.5 to 6 gpm at 30 psi Guardian G3600LF 38NJ20 
Spray/Dust Cover AP470-0220RG-R 2LVG1 7 gpm at 30 psi Bradley $19-2000 4YF93 
Spray Cover w/ Dust Cover AP470-0020RG-R 2LVF4 12 gpm at 30 psi Haws O20 1EFE 16D416 
26 gpm at 30 psi Bradley $19-2100 4YF95 
31 gpm at 30 psi Haws 9201E 16D415 
44 gpm at 30 psi Guardian G3800LF 38NJ22 
54 gpm at 30 psi Bradley $19-2200 4YF96 
No. 3RVui1 78 gpm at 30 psi Haws 9202E 16D418 
Temperature Control Valves 
Freeze Kit for Eyewash Bradley $45-1986 3DUT9 
Freeze Kit for Drench Shower Bradley $45-1987 3DUU1 
Scald Kit for Eyewash Bradley $45-1989 3DUU2 
Scald Kit for Drench Shower Bradley $45-1990 3DUU3 
R | t P rt f [Hl ® _ Mfr. Item 
ep acemen a S or aws Description Model No. 
= Cap Kit $10-010 1FBG5 
Eye/Face Wash Stations Cup Strainer 173-025 1FBF3 
Cup Strainer 173-009 1FBF5 
Visit Grainger.com® to identify model number(s) required. Eve Wash Dust Cap 107-371 1FBE8 
Mir jaan Face Wash Dust Cap $53-063 1FBE9 
ein Het os ol 
AXION® Eye/Face Wash Head Assembly SP65 3RVJ1 Plastic Handle $45-123 4FBD9 
AXION® Shower Head, ABS Plastic SP829 3PVN8 Blactic Handle w/ball Vane 645-499 {FBE1 
Bowl, ABS Plastic, 11" dia. SP93 3RVP7 Bican Shewenicad 94-195 {FRG 
Bowl, Stainless Steel, 11" dia. SP90 8A880 Plastic Showerhead 394-196 FBG? 
Dust Cover Assembly for Eye Wash Bowl, Stainless Steel 9102 3RVR3 Pull Rod 24° Length +98-156A {FBF8 
TR — SP21FC 3RVF4 Pull Rod 45" Length 128-156D 1FBF9 
Eye Wash Head, ABS Plastic SP19 3RVR1 . Retrofit Dust Cover w/Bowl $45-1964 1FBJ3 
In-Line Mesh Strainer SP509  -3RVP4 Repl D Staisless Eye vet i Bo eee ae 
Pull Rod, Stainless Steel SP200 3RVH3 : - 
Stay Open Ball Shower Valve, Chrome-Plated Brass, 1’ SP260  8TNE7 ep aconen arts sramress anne eae BES 
Stay Open Ball Shower Valve, Stainless Steel, 1° SP265 3RVH2 ; - 
Stay Open Ball Valve with Push Flag, Chrome- p58 TMK for Bradley Eye Stainless Handle sa Va 508-336 tees 
Plated Brass, 12" Inlet x 14" Outlet Wash Stations Stainless Handle w/Ball Valve $30-070 3 
Stay Open Ball Valve with Push Flag, Sp239 SRVHS Stainless Handle vival valve $30-072 1FBES 
Stainless Steel, 1" Inlet x %" Outlet Visit Gramaerecin® io ideniineniedel Stay Open Ball Valve % 827-282 1FBE7 
Stay Open Ball Valve with Push Flag, aT ne ger. y Stay Open Valve w/Lever S30-059 1FBF6 
Stainless Steel, 7" Inlet x /4" Outlet number(s) required. Upper Tank Assembly 133-140 1FBG3 


1844 GRAINGER. 


ITT 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE ° 
Find the wh. Find Solutions. Find Great Prices. 


SAFETY 
Sorbents 
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Granular Sorbents 


Condor®—Absorbent Montmorillonite clay absorbs 
moisture and neutralizes odors to help reduce 
hazards. Absorbs most oils, water, grease, and acids. 


Oil-Dri®©—QuickSorb® smaller clay granules 

absorb quicker with less product. Premium® maxi- 
mizes absorption and minimizes dust. Sweeping 
Compound® nonpetroleum compound is 100% biode- 
gradable and meets all U.S. disposal requirements. 


Spill Magic®—Absorbs and disinfects in one 
step. Fast liquid or semiliquid spill response. 
Leaves surfaces clean and dry with no residue. 
Environmentally friendly. 


Oil Gator©—Environmentally friendly, all natural, and 
biodegradable. Absorbs oil or oil-based spills. 


DZ-100—Environmentally friendly, all-natural 
corncob material absorbs cutting oils, grease, water, 
and other fluids. Not for use with aggressive fluids. 


Volume Absorbed 


Description Per Pkg. 

Condor® 

25 lb. Bag 2.1 gal. 
40 lb. Bag 3.5 gal. 
90 Ib. Bag 4.4 gal. 
Oil-Dri® 

QuickSorb® 25 |b. Bag 3 gal. 
QuickSorb® 20 Ib. Pail 25 Gal. 
Premium Granular, 8 lb. Bag 0.8 gal. 
Premium Granular, 32 qt. Bag 3.2 gal 
Sweeping Compound, 50-lb. Bag — 
Spill Magic™ 

Liquid Spill Pickup, 3-lb. Bottle 1 gal. 
Liquid Spill Pickup, 10-Ib. Bag 3.2 gal. 
Liquid Spill Pickup, 25-lb. Bag 8 gal. 
Oil Gator® 

30 Ib. Bag 2 to 6 gal. 
DZ-100 

40 lb. Bag 8.5 gal. 
Re-Form™ 

30 Ib. Bag 16.7 gal. 
PIG® 

Lite-Dri®; Speedy Dry; Speed Dry; Speedy 8 gal 
Dri Loose Absorbent, 22 |b. Bag 
DRI Loose Absorbent, (4) 5 Ib. Bottles 2.9 gal. 
DRI Loose Absorbent, 40 Ib. Bag 5 gal. 
Loose Packing Absorbent, 18 lb. Bag 5.7 gal. 
Loose Cob Absorbent, 25 |b. Bag 12.5 gal. 
Peat Absorbent 8 gal. 


Ep Minerals OIL-DRI 


Natural Mineral 
Sorbents 


Environmentally friendly sorbents provide 
superior absorptive abilities to clean up 
water, oil, and grease. 


EP Minerals® Diatomaceous Earth— = 


Multipurpose absorbent for quick-and-easy 
cleanup of liquid spills. Effective on oil, fuel, 
solvents, and water. Absorbs 50% more 
than traditional clay sorbents. 


Oil-Dri® Montmorillonite Claay— 
Maximizes absorption and minimizes dust. 
All-purpose natural sorbent is nonflam- 
mable. Quickly picks up most acids, oils, 
water, and grease. 


Volume Absorbed 


Description Per Pkg. 
EP Minerals® 
OptiSorb® Diatomaceous 
Earth, 25 |b. Bag 
Oil-Dri® 
Premium Granular Montmorrillonite 


Clay, 40 qt. Bag 4.2 gal. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





N 
487F15 


2.8 gal. (Water)/3.0 gal. (Oil) 


Re-Form'™—Environmentally responsible absorbent 
is virtually dust free and absorbs fluid such as oils, 
solvents, and lubricants. Small granules leave no stain 
marks—great for concrete floors and porous surfaces. 
Made from 100% recycled materials. Not for use with 
aggressive liquids. 


PIG®—Fast-wicking absorbents start soaking up 
fluids as soon as they touch the spill. Absorb and 
retain oils, coolants, solvents, and water. Silica-free. 
LITE-DRI® recycled cellulose is lighter than clay 

and absorbs up to three times more. Nonabrasive 
composition does not harm finished floors or machin- 
ery. DRI cellulose-based kaolin granules are 100% 
recycled content. No. 30RD13 is made from 100% #2 
vermiculite. It is an excellent choice as an absorbent 
cushioning for overpack shipment, as it adds very 
little weight to the shipping container and flows into 
cracks and crevices to create a snug fit between the 
container and overpack. 


Mfr. Item 
Brand Model No. 
Condor — 35UX85 
Condor — 35UX86 
Condor — 35UX87 
Oil-Dri 105025-G70 24X071 
Oil-Dri 105000G-G60 5TP99 
Oil-Dri 101008-G78 24xX070 
Oil-Dri 106032 487F13 
Oil-Dri L91050-G40 2NZG9 
Spill Magic SM202DB 437J98 
Spill Magic 97110 437J92 
Spill Magic 97125 437J91 
SPG GS-10 2VYX1 
SPC DZ100-SGL 3RPP6 
SPC RFGRANULAR-SGL 15U827 
Pig PLP201 30RC91 
Pig PLP219 30RC96 
Pig PLP213-1 30RC93 
Pig PLP206 30RD13 
Pig PLP216 30RC94 
Pig PLP404 30RC99 


OIL:DRI 


Pro's Choice® 
Sports Field 
Sorbents 


Red Field Conditioner is 
designed to meet the chal- 
lenges of wet, dry, or 
compacted infields. Durable 
calcined clay granules create 
passageways for drainage and 





= 


@)/0>) a 


= eliminate compaction for truer 
= bounces and safer play. 
ee Rapid Dry® drying agent 
hea features sand-like granules 
= that quickly wick away excess 
water from the infield, keeping 
wee ae games playing safely and 
without delay. 
8925 6RKJ5 
Description 
105040 487F15 Red Field Conditioner, 50 Ib. Bag 


Rapid Dry® Drying Agent, 50 |b. Bag 
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No. 35UX86 





No. 2NZG9 








No. 437J91 
| 
= Sa 
No. 2VYX1 No. 15U827 
\ 
ay 
Ls oe 
| 
“ Pemacy DeRite 
tees PY el é \ 
No. 30RC91 No. 30RD13 









No. 
442110 


No. 
442111 


Volume Absorbed Mfr. Item 
Per Pkg. Model No. 

4.5 gal. A45201-G40 442110 

8 gal. A45216-G40 447111 





SAFETY 
Sorbents 


Scan. Order. Done. 
Details on page A1. 









No. 
35ZP89 





No. 
35ZR30 
” (cSiRfor 
F Volume 

Universal Absorbency Absorbed Item —_— Pkg. 

_ Weight _perPkg, WoL No. Qty. 
Sorbent Pads Absorbent Pads 

9 gal. 15". 19" 935ZP91 50 

and Rolls Light 18 gal,__15" 19° 35zP89 100 


36 gal. 15" 19" 35ZP90 200 
11 gal. 15" 19" 35ZP93 50 
Medium 99 gal. 15" 19" 35ZP92 100 
14gal. 15" 19" 35ZP88 50 
Heavy 28 gal. 15" 19° 35ZP87100 
Absorbent Rolls 
solvents, and water-based ies te i aa i: SeZhzi 
. . i . . 
fluids. Suitable for use around Light 95 gal. 30" 150 ft. 35ZR28 1 
machinery, under leaky pipes, o0 gal. 30" 300 ft. 352R30 


All-purpose cleanup products 
provide a cost-effective, basic 
solution for wipes, drips, 

and leaks of oils, coolants, 


in messy traffic areas, and for Medium —16:29al. 15" 150 ft. 382R25 


33 gal. 30" 150 ft. 35ZR29 
general maintenance. Gray 
color. 


19 gal. 15" 150 ft. 35ZR23 
Heavy 38 gal. 30" 150 ft. 35ZR27 





No. ah 
35ZRO8 eye No 


~aatat 35ZR44 





Volume 
Absorbency Absorbed Item —— Pkg. 
Weight PerPkg. W L No. Qty. 
Absorbent Pads 
1igal. 15" 19" 35ZR08 50 
Light 21.5gal. 15° 19" 385ZR06 100 
43 gal. 15" 19" 35ZR07 200 


13 gal. 15" 19" 35ZR10 50 
Medium = 96 gal. 15" 19" 35ZR09 100 


16.5gal. 15" 19" 35ZR05 50 
nea 33 gal. 15" 19° 35ZR04 100 
Absorbent Rolls 
Specialized material absorbs ee OO te a ee 
_— ight ——2 ee 
hydraulic oil, motor oil, brake 25 gal. 30" 150ft. 35ZR42 1 
fluid, cooking oil, turpentine, 90 gal. _ 30" 300 ft. 35ZR44 
1 
1 
1 


” (Sixdor 
Oil-Only 
Sorbent Pads 
and Rolls 


and other oil-based fluids. Medium —16-0.gal._ 15" 150 ft. 352R39 


hanes ; 33 gal. 30° 150 ft. 35ZR43 
Floats indefinitely without 19 gal. 15" 150 ft. 35ZR37 

; : Heavy 
absorbing water. White color. 


38 gal. 30" = 150 ft. 35ZR41 


No. 
35ZP95 


No. 
35ZR32 





Volume 
Absorbency Absorbed 


Weight perPkg. W L No. Qty. 


Item Pkg. 





. Absorbent Pads 
Chemical Lignt C2 gal 1519. SS2P87_50_ 
Sorbent Pads Medium — —ig\gal 1519" a62P98 100 
and Rolls Heawy pp Gal 18" 19 35294 100- 


Absorbent Rolls 


Light 13 gal. 15" 150 ft. 35ZR32 
26 gal. 30" = 150 ft. 352ZR35 


Provide excellent spill 1 
; 
Medium  —1/:20-9al._15'__ 150 ft._352R33 


response for chemicals 
including citric acid, hydro- 


fluoric acid, and sodium Sia 20 gal. 15° 150 ft. 35ZR31 
hydroxide. Yellow color. y 40 gal. 30° 150 ft. 352R34 
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34.5 gal 30" 150 ft. 35ZR36 
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No. 35ZR53 





No. 35ZRO2 
* Carr 
No. 35ZR13 

Sorbent Socks, Pillows, 
and Drum Top Pads 
Flexible absorbent prod- Volume 
ucts can be shaped and Serene: Dia. =oL Color No ty, 
positioned exactly where Absorbent Socks 

Universal 


needed to soak up fluids. 
Tube-shaped socks 
conform to corners and 


4 gal. 4 ft. Gra 35ZR48 4 
10 gal 10 ft. Gray 35ZR45 4 
10 gal ___ 20 ft. Gray 35ZR47 2 





























3 
3 
3 
uneven surfaces to collect —l2gal 34 ft Gray SBZR4Q 12 
ieanddipe. Pillawe 30 gal. 3’ 10 ft. Gray 3524612 
Spl ps. 40 gal. 3 4ft. Gray 35ZR50 40 
are great for use under Oil-Based Liquids 
spill pallets or machines, a a 
10 gal. a 10ft. White  35ZR60 4 
and in hard-to-reach areas 10 gal. 3" 20ft. White 35ZR62_ 2 
such as sumps and catch 12 gal. 3" Aft. White 35ZR64 —12 
aes : Chemical, Hazmat 
eliminate messy drips and ~““qgal 3" 4 ft. Green 352R56. «4 
overflow when mixing or _10gal 310 ft. Green 852R53— 4 
eects 10 gal. 3" 20ft. Green  35ZR55 a 
pumping liquids from a {2 gal. 3° 4 ft. Green 35ZR57-12 
drum barrel. 30 gal. 3" 40ft. Green  35ZR54. 12 
Volume Item Pkg. 
Absorbed per Pkg. W L Color No. Qty. 
Absorbent Pillows 
Universal 
ogi. 64 7  _ Gray 35ZR16 5 
10 gal. Au ic Gray 35ZR13 5 
18 gal. BV," {7 Gray 35ZR14 10 
20.4 gal. ral 17" Gray 35ZR11 10 
36 gal. By" 17: Gray 35ZR15 20 
41 gal. aT" 17 Gray 35ZR12 20 
Oil-Based Liquids 
8 gal. BV," {7 White 35ZR22 5 
18 gal. Bi," 17 White 35ZR20 10 
36 gal. 815" ic White 35ZR21 20 
Chemical, Hazmat 
8 gal. 8" 17' Green 35ZR19 5 
18 gal. By," 17" Green 35ZR17 10 
36 gal. Bi" 17" Green 35ZR18 20 
Absorbent Drum Top Pads 
Universal 
6 gal. 22" dia. 22" dia. Gra 35ZR01 25 
Oil-Based Liquids 
6 gal. 22" dia. 22" dia. White 35ZR03 25 
Chemical, Hazmat 
6 gal. 22" dia. 22" dia. Gra 35ZR02 25 
(Stor 
Marine 
Sorbent 
B No. 
ooms 35ZR65 
Absorbent booms " 
H olume 
soak up oll or create Absorbed Item Pkg. 
a barrier in holding PerPkg. Dia. L Color No. Oty. 
j Universal 
ae Pike 32 gal. 5" 10 ft. Gra 35ZR51 4 
65 gal. 8" 10 ft. Gray 35ZR52. 4 
high absorbency and Oil-Based Liquids 
32 gal. 5" 10 ft. Light Blue/White 35ZR65 4 
rapid deployment in 65 gal. 8" 10ft. Light Blue/White 35ZR66 4 
emergency cleanup Chemical, Hazmat 
or containment of oil 32 gal. 5" 410 ft. Gray 35ZR58 = 4 
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Find the we. Find Solutions. Find Great Prices. Sorbents 
4in 1° 
a Absorbent 
30PZ37 Mats 
Tough, highly absorbent PIG Mats can 
ri handle a variety of leaks, drips, and 
e ppy® spills and simplify your stockroom. Use 
Absorbent as a pad for drips and spills; rolled out 
Mats to cover large areas; folded along score 
. . . . - _ lines to make a thick, absorbent sock; 
Full-coverage adhesive backing holds tight without shifting or sliding. 8-layer or torn along score lines for use as a 
fine-fiber polypropylene absorbs oils, coolants, water, gasoline, solvents, battery | |ow-lint wiper. Scuff-resistant, spun- 
acid, and most other fluids. Backing creates a liquidproof barrier to keep bound outer layer resists wear and tear 
benches and floors completely dry, and peels up easily for quick changeouts. under foot traffic and abrasive condi- 


Tough spunbound top layer has zigzag stitching for durability. Dark color hides tions. Universal matting absorbs oils, 
grime. Trims easily to fit. High-traction surface helps reduce slip and trip hazards | coolants, solvents, and water. Oil-Only 





around workstations, walkways, and machinery. matting absorbs oils and oil-based 
Absorbency —- Volume Mfr. Item Pkg. | liquids but not water. No. 30PZ80 
Weight Absorbed per Pkg. W L Color Model No. Qty. 
Absorbent Mat Absorbency Volume Mfr. Item 
Medium 1 gal. 16" 24" Blue MAT3200  30PZ35 ‘10 Weight ___ Absorbed per Pkg. W L Color__ Model No. 
Absorbent Rolls Universal : 
Medium 1.31 gal. 16° 25ft. Blue MAT1625  30PZ32 ~~ 1 Medium 9.2 gal. 16" 80 ft. Gray __ MAT284_30PV63 
Medium 2.625 gal. 16° 50ft. Blue MAT1650  30PZ34. aba 17.4 gal. 16 150 ft. Gray __MAT235_—S0PV70 
Medium 4 gal. 36° 5ft. Black GRP36202-BK 40CH74 10 “Onl 
Medium 4 gal. 36° 50ft. Black  GRP36201-BK 40CH73. 1 Medium 9.2 gal. 16" 80 ft. White __MAT484_30PZ80 
Medium 5.25 gal. 32° 50ft. Blue MAT3250  30PZ41. ‘1 
Medium 8 gal. 36° 100ft. Black | GRP36200-BK 40CH72 1 
Medium 8 gal. 36° 100ft. Gray  GRP36200-GY 45GN70 1 
Medium 10.5 gal. 32° 100ft. Blue MAT32100  30PZ37. ‘1 
Medium 11.5 gal. 36° 100ft. Black MAT3223  30PZ40. 1 


Rip & Fit 
Mat Rolls 


Customizable perforated mat 
can be torn to fit and used 
unfolded to cover wide aisles 
and walkways or folded for 
increased absorbency. Mat is 
perforated every 3%" across 
width and every 10" along 
length. 8-layer 100% polypro- 
pylene PIG Mat is tough and 





highly absorbent. 
Absorb Absorbed Mf It 
sorpency sorpe I. em 
Weight per Pkg. W L Color Model No. ® 
Heavy 7.8 gal. 15" 60 ft. Gray MAT242  30PY61 Blue® Absorbent Mats and socks 
Heavy 19.6 gal. 15" 150 ft Gray MAT243__ 30PY62 


Pads, Rolls, and Drum Top Mats—Superabsorbent natural fibers are fused 
with strong synthetics to soak up big spills and leaks with fewer change-outs. 
Absorbs oils, coolants, solvents, and water; not recommended for acids, bases, 
or other corrosive liquids. Easy-tear perforations. Contains 75% preconsumer 
recycled cellulose. 


Socks—Heavyweight, extra-absorbent socks are filled with vermiculite to hug 
floors, provide an effective barrier, and stop spills from spreading. Absorb most 
industrial liquids including oils, water, solvents, and coolants. 


Elephant Pads 
and Rolls 


Highly absorbent 8-layer universal 





saat : Absorbency Volume Mfr. Item Pkg. 
PIG Mat is zigzag-stitched for Weight Absorbed per Pkg. W L Color Model No. Qty. 
lity j Absorbent Mat Pads 
excellent durability in heavy foot Light 24 gal. 15" 19" Light Blue BLU100  30PZ05 100 
traffic and light wheeled traffic. Heavy 34 gal. 15° 19°  LightBlue BLU101  30PY99 100 
Exclusive dimple pattern and fine- Absorbent Mat Pads In Dispenser Box 
ali Light 12 gal. 15" 19" Light Blue BLU107  30PZ08 50 
fiber construction speed wicking Heavy 17 gal i5° 19" Light Blue BLU106  30PZ03 50 
and retention of oils, coolants, Absorbent Rolls 
solvents, and water. 95% polypro- Light 20.5 gal. 15" 150ft. LightBlue BLU105  30PZ07 1 
0 Light 41 gal. 30" 150ft. LightBlue BLU104  30PZ06 1 
pylene and 5% polyester material. Heavy 3? gal. 15" 150ft. Light Blue BLU103 30PZ021 
Volume Heavy 64 gal. 30° 150ft. LightBlue BLU102  30PZ01 1 
Absorbency Absorbed Mfr. Item Pkg. Absorbent Roll in Dispenser Box 
Weight __ per Pkg. W L Color Model No. Qty. Heavy 10.7 gal. War S0ft. LightBlue BLU108  30PZ04 1 
Absorbent Mat Pads Absorbent Drum Top Mats 
Medium 12.6 161" 20' Gray MAT286 30PZ65 100 Light 12 gal. 22' dia. —  LightBlue BLU255  30RA85 25 
Absorbent Mat Pads in Dispenser Box Absorbent Socks 
Medium 12.6 1614" 20° Gray MAT169  30PZ49 100 — 9 gal. 1%" dia. 2 ft. 5" Blue MA1097. 30RC10 50 
Absorbent Rolls — 9 gal. 3'dia. 4 ft. Blue PiG238 30RC15 = 12 
Medium 11.6 33" 75 ft. Gray MAT256 30PZ58 1 — 30 gal. 3'dia. 4 ft. Blue 4048 30PV71 40 
Medium 23 1614" 150 ft. Gray MAT265 = 30PZ59 2 — 14.88 gal. 3'dia. 10 ft. Blue PIG202 30RC12 8 
Medium 23 cEy 150 ft. Gray MAT234  30PV68 1 — 32 gal. 5"dia. 10 ft. Blue PIG217  30RC14 4 
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No. 
30PV56 


No. 30PV67 









No. 
: 30PX34 
Absorbency Volume Mfr. Item Pkg. 
Weight Absorbed perPkg. W L Color Model No. Qty. 
Absorbent Pads 
Light 22 gal. 15: 20" Gray MAT204 30PV61 200 
Medium 21.7 gal. 15° 20" Gray MAT412 30PV58 125 
Heavy 22 gal. 1p 20" Gray MAT203 30PV56 100 
Absorbent Pads In Dispenser Box 
Light 11 gal. 15° 20" Gray MAT155 30PY95 100 
Light 22 gal. 15° 20" Gray MAT135  30PY92 200 
Medium 17.2 gal. 15° 20" Gray MAT154 30PY72 100 
Medium 21.7 gal. 15 20" Gray MAT139 30PY70 125 
Heavy 10 gal. 10" Ey Gray MAT251 30PY63 100 
Heavy 18.1 gal. 16" 20" Gray MAT173  30PY76 100 
Heavy 22 gal. 15: 20" Gray MAT240 30PV54 100 
Heavy 22 gal. 15° 20" Yellow MAT605 30RA04 100 
Absorbent Boom 
— 30 gal. 3'dia. 4 ft. Gray PIG228 30RC22 40 
Absorbent Pillows 
— 20 gal. 10" 10° Gray PIL204 30RC74 40 
— 32 gal. 17" ral Gray PIL201 30RC73 16 
Perforated Absorbent Rolls 
Light 32.4 gal. 24" ~—s- 3300 ft. Gray MAT245 30PV73 1 
Light 40.2 gal. 30" = 300 ft. Gray MAT225 30PV66 1 
Ham-0® 


No. 
30PZ89 





Absorbent 
Pads and Rolls 


Distinctive camouflage top conceals absorbed leaks and drips. Scuff-resistant 
top layer stands up to foot traffic in aisles and walkways. Absorbs oils, coolants, 
solvents, and water. 


Absorbency Volume Mfr. Item Pkg. 
Weight Absorbed perPkg. W L Color Model No. Qty. 
Absorbent Mat Pads 
Heavy 26.1 gal. 16" 20" Green/Tan MAT268  30PZ86 100 
Absorbent Rolls 
Heavy 47.4 gal. 16". 150 ft. Gray/Black MAT115 30PZ88 2 
Heavy 47.4 gal. 32" 150 ft. Gray/Black MAT116 30PZ89 1 


Stat-Mat® 
Absorbent 
Pads and Roll 


Clean up spilled fuels and solvents with pads that dissipate static. Absorb and 
retain oils and fuels, including acetone, benzene, gasoline, toluene, xylene, 
mineral spirits, and jet fuels; does not absorb water. Pads and roll pass NFPA 99 
Standards for static decay and surface resistivity. 





3ORA44 No. 30RA46 


Absorbency Volume Mfr. Item Pkg. 
Weight AbsorbedperPkg. W L Color Model No. Qty. 
Absorbent Mat Pads 
Light 22 gal. 15 20" White MAT215 30RA45 200 
Heavy 22 gal. 15° 20" White MAT214 30RA44 100 
Absorbent Roll 
Heavy 40.2 gal. 30" ~—- 150 ft. White MAT402 30RA46 1 
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Universal Sorbents 


Pads, Pillows, Rolls, and Drum 
Top Mats—Flame-resistant, 
thermally bonded, 8-layer 100% 
polypropylene material will not 
rip, tear, or fray, even when satu- 
rated. Exclusive dimple pattern 
speeds wicking of liquid for faster, 
easier cleanup of oils, coolants, 
solvents, and water. Easy-tear 
perforations help reduce waste, 
and the material can be wrung 
out and incinerated after use to 
reduce waste or blend fuels. 


Socks—Formable socks hug corners to 
control everyday leaks and can surround 
machine bases to absorb machine leaks, 
contain puddles, and help keep your 
workers safe. Tear-resistant polypropylene 
skin contains organic cellulose material to 
effectively absorb most common industrial 
liquids including oils, water, solvents, and 
coolants. 


Ceiling Tile Pads—8-layer pad with poly- 
propylene backing prevents minor drips 
from discoloring or destroying ceiling tiles. 


Absorbency Volume Mfr. Item Pkg. 
Weight Absorbed perPkg. W L Color Model No. Qty. 
Medium 31.9 gal. 30" ~—- 150 ft. Gray MAT153  30PY71 1 
Medium 32 gal. 15" 150 ft. Gray MAT2009 30PY89 2 
Medium 42.5 gal. 30" = 200 ft. Gray MAT411  30PV59 1 

Heavy 18.4 gal. 16 “150. ft. Gray MAT176 30PY79 1 
Heavy 32.4 gal. 24" 150 ft. Gray MAT202-01 30PV69 1 
Heavy 36.8 gal. 32150 TL. Gray MAT175  30PY78 1 
Heavy 40.2 gal. 15° 150 it. Gray MAT220 30PV72 2 
Heavy 40.2 gal. 30" —- 150 ft. Gray MAT230 30PV55 1 
Perforated Absorbent Rolls In Dispenser Box 
Heavy 9.8 gal. iy 75 ft. Gray MAT140 30PY47 1 
Absorbent Drum Top Mats 
Light 3.5 gal. 22' dia. = — Gray MAT244 30RA79 25 
Heavy 4.9 gal. 18" dia. = — Gray MAT237 30RA78 25 
Heavy 6.9 gal. 22' dia. = — Gray MAT208  30RA77 25 
Absorbent Socks 
— 13.75 gal. 3'dia. 8 ft. Gray PIG209 30RC04 16 
— 15 gal. 2'dia. 3ft.6' Gray PIG205  30RC03 60 
— 20 gal. 3' dia. 3 ft. 6 Gray 404 30PV67 40 
Ceiling Tile Pads 
Heavy 5.9 gal. 23" 24" Gray TLS665 30PX34 20 
Heavy 5.9 gal. 23. 48" Gray TLS666  30PX35 10 


No. 
30PY56 


No. 
SOPY55 





G5 


Fat Mat® Absorbent Pads and Roll 


Double-thick mat has 16 layers of 100% polypropylene that are thermally 
bonded to form a super-absorbent mat. Spunbond top layer stands up to heavy 
foot traffic; won't rip, tear, fray, or create a trip hazard, even when saturated. 
Absorb most common industrial liquids such as oils, water, solvents, coolants, 
and more. 


Absorbency Volume Mfr. Item Pkg. 

Weight AbsorbedperPkg. W L Color Model No. Qty. 
Absorbent Mat Pads 

Heavy 22 gal. 16" 20" Gray MAT2101 30PY55 50 
Absorbent Roll 

Heavy 40 gal. a2 75 ft. Gray MAT2102 30PY56 1 


Pig 


Water-Absorbing Sock 


Super absorbent polymer (SAP) technology locks water-based liquids inside 
sock to avoid additional leakage; saves time and money in cleanup efforts. Ideal 
for use with water-based, nonaggressive liquids. 





Volume Mfr. Item Pkg. 
Absorbed per Pkg. Dia. L Color Model No. Oty. 
61 gal. ch 4 tt. Blue PIG233 30RC20 40 
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Oil-Only Sorbents 





Sorbents clean up oils and oil-based Booms have polypropylene pulp 

liquids including lubricants and fuels. filler within a polyester inner skin. 

They float on the surface of water for Recommended for water or land 

easy retrieval. Bright white color draws use. They hug the ground for land- No. 
attention to machine leaks and shows based spills. 30PV57 


saturation level during spill response. Spaghetti Booms have 100% poly- 


Pads and Rolls—Highly absorbent, ester spaghetti-strip filler that's 
fine-fiber construction and exclusive great to pull in thick oil such as 
dimple pattern quickly wick oily fluids crude or use in fast-moving waters. 
into the mat for fast, easy cleanup. Not recommended for use on land. 


Strong thermally bonded construction 


: 0 
Aa mee gi bela ele , __ tearing; reduces dust and holds 
will not rip, tear, or tray, even when we in liquid even when saturated. 


or saturated. Perforated for cost-saving = gs, 30RC52 and 30RC53 Skimmer 
ech esaeda vac vee langsinarie vnsuicnin socks skim oil from chemical baths 


melts instead of burning; can be wrung in open-top dip tanks. No 30RC43 
out and incinerated after use. Available in outdoor sock is UV-resistant up 
a grime-hiding brown color for extended to one year, and abosorbs leaks 


Socks—Polypropylene skin resists 





Seviceule: on land. No. 30RC45 Sheen . 
Booms—Booms confine and soak up Clean® sock cleans up the thin, Bees 
oily fluids. Rope along the length of the oily residue floating on water that 

boom withstands up to 400-Ib. loads, other absorbents leave behind. 

adding strength for deployment and No. 30RC55 indoor sock is for use 

retrieval. Feature a UV-resistant polyester where UV rays aren't a factor, with 

mesh outer skin and zinc-plated carbon an economical design for general ™ _— 


steel attachment clips and rings to easily _— daily use. 


link them together. Can be incinerated 
No. 30RC23 











after use. bn) 
"ol 
Absorbency Volume Mfr. Item Pkg. tee 
Weight Absorbed per Pkg. Ww L Color Model No. Qty. 
Absorbent Mat Pads No. 30RC52 
Light 22 gal. 15" 20" White _ MAT423_— 30PV64_~—-200 
Medium 18 gal. eh 20" White MAT455  30RA31 100 Volume Mfr. Item Pkg. 
Heavy 11 gal. 15 20" White MAT415  30RA15 50 Absorbed per Pkg. W L Color Model No. Qty. 
Heavy 22 gal. ey 20" White MAT403  30PV5/7 ~—=100 Absorbent Booms 
Heavy 33.3 gal. 30" 30" White _ MAT426—-30RA18 ~—50 16 gal. a 10 ft. White BOM406 30RC32 8 
Absorbent Mat Pads In Dispenser Box 24 gal. a 10 ft. White BOM405 30RC31 4 
Light 22 gal. 15" 20" White _ MAT485_—-30RA41_—-200 24 gal. 8" 10 ft. White BOM400  30RC27 2 
Medium 17 gal. 15" 20" White _ MAT454__—«30RA30_—_—100 48 gal. 8" 10 ft. White BOM304 30RC26 4 
Heavy 22 gal. 15" 20" White MAT440 —-30PV60 ~—-100 48 gal. 8" 20 fi. White BOM409  30RC35 2 
Absorbent Ground Mat with Grommets Absorbent Spaghetti Booms 
Heavy 12 gal. 120" 120" Black  MAT445  30RA94_ = 1 16 gal. ay 10 ft. White BOM204  30RC25 8 
Perforated Absorbent Rolls 24 gal. 5 10 ft. White BOM203 30RC24 4 
Light 9 gal. 10" 100ft. White | MAT427 30RA37_—s 2 48 gal. 8" 10 ft. White BOM202  30RC23. 4 
Light 20.1 gal. 30". 150ft. White | MAT462 30RA39 1 48 gal. 8" 20 fi. White BOM402.  30RC28 2 
Light 40.2 gal. 30". 300ft. White | MAT419 30RA36 1 Absorbent Socks 
Medium 16.5 gal. 15" 150 ft. White | MAT446 =30RA29_—‘1 10 gal. 3" 4 tt. White 104PS 30RC52.—10 
Medium 32 gal. 30". 150ft. White | MAT458  30RA32 1 12 gal. o 4 tt. White SKM210 _30RC43.—s 12 
Medium 42.5 gal. 30". 200ft. White | MAT461  30RA34_ 1 15 gal. a 10 ft. White SKM203._ 30RC53.—s«G 
Heavy 40.2 gal. 30°. 150ft. White | MAT401  30PV62 1 15 gal. 3" 10 ft. White SKM601 30RC45.—s«G 
Heavy 32.4 gal. 24 —150ft. White | MAT424 30RA16 1 30 gal. a 4 ft. Tan SKM500 _—-30RC55 ~—30 
Chemical Sorbents ‘pig, , 
Absorb and retain a wide range of acids, safer spill cleanup. Color of mat changes as a 
bases, corrosives, and unknown liquids— liquids are taken in, then returns to normal s 
including high concentrations such as 98% when neutralization is complete; helps identify 
sulfuric acid and 30% sodium hydroxide. the best time to handle with the least amount 
Easily recognized pink color helps assure of risk. annnee 
Poree Malco Lan eMiei gene Pillows—Offers more absorbency for large 
Pads and Roll—Chemical-resistant chemical cleanups. Features a large surface 
mat resists reaction to corrosive spills. area, high capacity, and fast-wicking filler to 
Heavyweight, highly durable pads and rolls quickly soak up liquids. 
0 = . 7 : 
psa a tab a nveenien ther Socks—Contain and absorb spreading spills; 
y am. excellent for quickly diking and stopping the 
Acid Encapsulating and Neutralizing spread of smaller chemical spills. Can be 
Absorbent Mat Pads—Absorb, encapsulate, incinerated after use to reduce waste. ae 
and neutralize corrosives in one easy step for No. 30RA91 
Absorbency Volume Mfr. Item Pkg. Absorbency Volume Mfr. Item Pkg. 
Weight Absorbed per Pkg. W L Color Model No. Qty. Weight Absorbed per Pkg. W L Color Model No. Qty. 
Absorbent Mat Pads Acid Encapsulating and Neutralizing Absorbent Mat Pads 
Light 22 gal. 15" 20" Pink MAT302 30RA50 200 Light 0.63 gal. 11" 12" Mauve MAT304  30RA91 25 
Heavy 9.8 gal. 10" 1 Pink MAT351__30RA59 ‘100 Absorbent Pillows 
Heavy 22 gal. 15" 20" Pink MAT301 30PV65 100 — 10 gal. 17' 16" Pink HR7015  30RC85 10 
Absorbent Mat Pads in Dispenser Box Absorbent Socks 
Heavy 22 gal. 15" 20" Pink MAT354_—_30RA61 —_100 — 9 gal. 3"dia. 3ft.10" Pink 124CR__- 30RC46_—s12 
Perforated Absorbent Roll — 12 gal. 3' dia. _10 ft. Pink PIG301  30RC48 6 
Heavy 40.2 gal. 30" _150 ft. Pink MAT309__30RA52 1 — 18 gal. 5"dia. 10 ft. Pink HA1010 30RC47_ 2 
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Industrial Universal b>. 
Sorbent Mats SPC) 


Ideal for areas with heavy foot and forklift traffic. All handle 
industrial spills and provide sure footing. 





Heavy-Traffic—Highly absorbent, dimpled, 2-ply polypro- 





No. 5UZ30 No. 5UZ62 pylene matting for oil, solvents, and water-based fluids. 
No. 2GU49 
Volume Mir. Item Pkg. BattleMat®—Abrasion-resistant upper 2-ply construc- 
aaaunivaii Description Absorbed per Pkg. _W L Color Model No. Qty. —_ tion mat absorbs oil, solvents, and water-based fluids. 
eavy-Traffic ; ; ; 
Roll, Heavyweight, Triple Perforated 8 gal. 15" 50 ft. Gray HT550  5TZXO. 1 Camouflage design hides stains and drips. 
Roll, Heavyweight, Triple Perforated 23 gal. 15" 150 ft. Gray HT555 5TZX2 1 . . ™ a 
Roll, Mediumweight, Perforated 32 gal. 15" 300ft. Gray HT153 4DNAg. 1 ~—«#BArier Spill Mat” (BSM)—3-ply needle punched 
Heavyweight, Double Perforated 47 gal. 30° 150 ft. Gray HT30 2GU48 Ss polypropylene material with a nonstick backing prevents 
Roll, Mediumweight, Double Perforated 63 gal. 30" 300 ft. Gray HT303 2GU49 1 fluids from penetrating to the floor. Absorbs water, oil, and 
Saitfebiat chemicals 
Heavyweight, Double Perforated 25 gal. 15" 150ft. Gray Camo BM15 5UZ30 1 : 
Heavyweight, Double Perforated 52 gal. 30" 150ft. Gray Camo BM30 5UZ31 il . ™ _ 0 
Heavyweight, Pads, Perforated 28 gal. 15° 19° Gray Camo BM100-2 436m65. 50. © S0rbent Industrial Rug™ (SIR)—100% nonwoven 
Heavyweight, Pads, Perforated 28 gal. 15" 19" GrayCamo BM100 _15U855 100 needle punched polypropylene fibers handle the most 
Barrier Spill Mat™ (BSM) aggressive liquids. Helps eliminate tracking between plant 
Heavyweight, Poly-Backed 25 gal. 36" ~—- 100 ft. Black BSM100 5UZ32 i and office areas 
Sorbent Industrial Rug™ (SIR) : 
a 2 as seh oy * aoe Tae Aan ; RAG RUG—Economical mat made of recycled cotton and 
RAG RUG polyester fibers. Absorbs water- and solvent-based fluids 
Economy (Recycled) 59 gal. 36" 150 ft.  Blue/Gray = RAG36150 —5UZ62 1 and oil. 


“S = ay 


No. 
5UZ53 





No. 5UZ54 7 No. 5FZ83 SPC) 
Pillows and Drum Top Pads 
Absorbent Pillows—Absorb spills and leaking fluids. Combine with drip 
pans for optimum efficiency. Polypropylene filler material. 


Absorbent Drum Top Pads—Prevent pump drips from reaching the floor. 
Precut to fit 55-gal. drums. Keep drum tops and drum storage areas clean. 


SPC) 








Volume Mfr. Item Pkg. 
Description Absorbed per Pkg. W L Color Model No. Qty. 
— a Absorbent Pillows 
Sorbent SOCs ae aoa Universal 28 gal. 18° 18° Gray AW1818 5UzZ29 16 
— ——— Qil-Based Liquids 15.4 gal. g" Q" White _ OIL99 5TZV7 32 
For routine spill containment and SLIKWIK® Universal—Corncob-filled mise auc i oa. i i ae SL ae wus é 
F : - Il-baSed LIQUIGS gal. Ite 
sae ue elites SOC used for all nonaggressive fluids. Chemical Haziat 15.4 gal 9" 9° Green HA799 ~~ STZW1 32 
ae ° ii a _ Basic Universal—Economical Unvereal Drum Top Pads 6 gal. 90° dia — Gray DTA25  5FZ83 25 
Cobra Coil® Universal—Diking SOC absorbent SOCs filled with a cellulose Oil-Based Liquids 6 gal. 99" dia. -— White D1l025. 5UZ34..~-25 
filled with vermiculite sorbent used for __ fill. For use with most nonaggressive ss 
most fluids. fluids. | - SPC) 
ALLWIK® Universal—All-purpose Oil-Only—100% polypropylene repels y | yy nd . 
polypropylene suitable for most water or water-based solutions. 22 | ; Vi . D 
ray electors Wringable and wa7Wike Chemical—Polypropylene arine uty 
SOC for use with aggressive fluids. Sorbents 
Color-coded green for safety. oe 
9 y Designed to clean up oil spills and 
Volume Absorbed Mfr. Item Pkg. 2 i i 
Per Pkg. Dia. 7 colar Model Na. aly. Led ell based fluids on water. Premium 
Cobra Coil® Universal SPC® Booms are lint free and easy to 
ALL gal. areal 4 ft. Blue CC400 2KFC8 12 handle. Economical ENV® booms feature 
hiversa int- j 
1? gal 7 a a INET SEIT 5 a lint-free blue sleeve. Pillows and Sweep 
12 gal. 3" 8 Tt. Gray AW806 5FZ78 6 are 2-ply construction with durable blue 
sin aii gal. 3 12 ft. Gray AW124 oFZ79 4 No. 6AJ11 coverstock for extra strength. 
20 gal. a 3 ft. 6 Gray SW46 5UZ75 40 Volume Absorbed Mfr. Item Pkg. 
Basic Universal Per Pkg. Dia. L Color Model No. Qty. 
40.6 gal. — 3 ft. 6 Gray BSC20 42X757_ —.20 Booms 
80 gal. — 3 ft. 6 Gray BSC40 42X758 40 32 gal. 5 10 ft. White SPC510 _‘6AJ11 4 
Oil-Based Liquids 32 gal. 5 10 ft. Blue ENV510  42X764 ~=—4 
12 gal. = 4 ft. White O1L412 5UZ55 12 65 gal. 8" 10 ft. Blue ENV810 _5UZ41 4 
12 gal. e 8 ft. White OIL806 5UZ56 6 71 gal. 8" 10 ft. White SPC810 _3AH21 4 
12 gal. a 12 ft. White O1L124 5UZ53 4 28 gal. 8" 1 ft. 5" White SPC818-4 436N20 4 
28 gal. 3" 4 ft. White O1L430 3RPV6 30 Pillows 
HAZWIK® Chemical, Hazmat 52 gal. 14°W 25" White SPC 10  3RPU9 10 
12 gal. a 4 tt. Green HAZ412 5UZ45 IZ Sweep 
12 gal. e 12 ft. Green HAZ124 51ZWO 4 25 gal. 19'W 100 ft. Blue/White SPC1900 5TZW6 1 
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No. 
5UZ46 


SPC) 


Universal Sorbents 


Material absorbs all water-, petroleum-, and chemical-based fluids. Available in 
pads and perforated rolls for accurate dispensing. Gray color. 


Volume 
Absorbed Mfr. Item Pkg. 
Description perPkg. W L Model No. Qty. 


UXT, Extra-Tough, 3-Ply 


Pads, Lightweight, Perforated 31.5gal. 15" 19" UXT200  3RPA5 200 
Pads, Mediumweight, Perforated 17gal. 15" = 19" UXT300 15U857 100 
Pads, Heavyweight, Perforated 19gal. 15" = 19" UXT100  4DNC4 100 
Roll, Heavyweight, Perforated 18gal. 15" 150ft. UXT15P  3RPA6 1 
Roll, Heavyweight, Double Perforated 3/gal. 30° 150ft. UXT30DP 3RPA7 1 
MRO Plus®, All Purpose, 3-Ply 

Pads, Mediumweight, Perforated 20.5 gal. 15" 19° MRO300 = 1EFN4 100 
Pads, Heavyweight, Perforated 26 gal. 15° 19" MRO100 = 5UZ46 100 
Pads, Heavyweight, Perforated 39 gal. 15° 19"  MRO150DND 2NCN9 * 150 
Pads, Heavyweight, Perforated 13.5 gal. 15" 19"  MRO100-2 5TZV6 50 
Pads, Heavyweight, Perforated Aigal. 30" _30" MRO50 _‘3RPU2 50 
Roll, Mediumweight 38 gal. 30° 150ft. MRO350 3RRD2 1 
Foe Pe 38 gal. 30° 150ft. MRO350-DP 1EFN5 = 1 
Roll, Heavyweight, Perforated 20 gal. 12" 150ft. MRO12P 3RPA8 1 
Roll, Heavyweight 24gal. 15° 150ft. MROI5 5UZ47 1 
Roll, Heavyweight, Perforated 24gal. 15° 150ft. MROI5P 5UZ48 1 
Roll, Heavyweight, Double Perforated 39gal. 24" 150ft. MRO24-DP 3RPA9 1 
Roll, Heavyweight 49 gal. 30° 150ft. MRO30 5UZ49 1 
Roll, Heavyweight, Perforated 49 gal. 30° 150ft. MRO30P 5UZ50 1 
Roll, Heavyweight, Double Perforated 49 gal. 30" 150ft. MRO30-DP 1HUB9 1 
GP™, General Purpose, 1-Ply 

Pads, Lightweight, Perforated 22gal. 15" 19" GP500 1HUC4 100 
Pads, Lightweight, Perforated 44gal. 15° 19" GP200  1HUB7 200 
Pads, Heavyweight, Perforated 30 gal. 15° 19" GP100 1HUB5 100 
Basic 1-Ply 

Pads, Lightweight 17gal. 15" 17" BPU500 15U853 100 
SRP, 3-Ply 

Pads, Heavyweight 5.9 gal. 7%" 10° SRP100 42X728 ~—=100 
Pads, Heavyweight 11.1 gal. 7%" 10" SRP200 42X729 200 
Pad, Heavyweight, Perforated 3.3 gal. 7%" 50 ft. SRP75P =42X730 1 


* Dispense-N-Dispose system with a temporary waste receptacle. 


Chemical Sorbents SPC) 


Absorb any liquids, including oils, acids, and hazardous chemicals. 
Available with MAXX™ technology for more absorbency of acids 
and hazardous chemicals. Will not react to aggressive fluids. 


Volume Absorbed Mfr. Item = Pkg. 

Description per Pkg. Ww L Color Model No. Qty. 
Basic, 1-Ply 
Roll, Perforated 38 gal. 15" 150 ft. Yellow BRH152 436M6/ 2 
Universal Plus™, 3-Ply 
Pads 20 gal. 12° 12° Green SPCUNI113 5UZ77 200 
Pads, Perforated 20.5 gal. 15" 19" Green SPCUN1/19 5UZ78 100 
Roll, Double Perforated 39 gal. 15" 150 ft. Green SPCUN1019 5UZ76 2 
Roll, Double Perforated 39 gal. 30" 150 ft. Green SPCUN3800 3NMP7 1 
Universal Plus™, Booms 
Boom 32 gal. o' dia. 10 ft. Green SPCUN510 3NMP8 4 
Boom 71 gal. 8' dia. 10 ft. Green SPCUN810 3NMP9 4 
MAXX®, 3-Ply 
Pads, Perforated 7.9 gal. 12" 12" Yellow. —_- CH1212 oTZV8 50 
Pads, Perforated 22 gal. 15" 19" ‘Yellow. —_-CH100 2NCN4_ 100 
Roll, Perforated 20 gal. 15" 150 ft. Yellow = CH15P 5TZV9 
MAXX™, Mediumweight 
Roll, Double Perforated 40 gal. 30" 150ft. Yellow CH30DP 2NCN5 = 1 
SRP, Spill Response Plus, 3-Ply 
Pads 9.9 gal. 7¥ 10° Green _SRPH100  42X731__100 
Pads 11.1 gal. 7¥' 10" Green _SRPH200 _42X732_ 200 
Roll, Perforated 3.3 gal. 7¥" 50 Tt. Green SRPH/5P  42X733_1 
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Sorbents 





SPC) — ws, 


Oil-Only Sorbents 


SXT® and Oil Plus® sorbents are for use in both industrial and environmental 
applications. Economical SPC® and ENV™ sorbents are made with MAXX™ tech- 
nology, which is stronger, more absorbent, and wringable. White color. 


Volume 
Absorbed Mfr. Item ~— Pkg. 
Description perPkg.  W L Model No. Qty. 
SXT®, 3-Ply 
Pads, Lightweight, Perforated 31.5 gal. 15" 19" = SXT200 2GU47 200 
Pads, Heavyweight, Perforated 19.5 gal. = 15" 19" SXT100 2GU46 100 
Roll, Heavyweight, Perforated 18 gal. 15" 150 ft. SXT15P S3RPA2 1 
Roll, Heavyweight, Double Perforated 37 gal. 30" 150 ft. SXT30DP 3RPA3 1 
Oil Plus®, 3-Ply 
Pads, Heavyweight, Perforated 26 gal. 15: 19" OP100 5UZ57 100 
Roll, Lightweight, Triple Perforated 12.5 0al-. 15° 50 ft. OP550 5TZX1 1 
Pads, Lightweight, Perforated 12 gal. ky 19" OP100-2 5STZW3 50 
Pads, Heavyweight, Perforated 41 gal. 30" 30" OP50 3RPU4 50 
Roll, Heavyweight 49 gal. 30" 150 ft. OP30 3RPU3 1 
Roll, Heavyweight, Perforated 25 gal. 1D: 150 ft. OP15P 5UZ59 1 
Roll, Heavyweight, Perforated 50 gal. 30" 150 ft. OP30P 5UZ61 1 
Roll, Heavyweight, Double Perforated 24 gal. 15° 150 ft. OP15-DP 3RPW1 1 
Roll, Heavyweight, Double Perforated 49 gal. 30" 150 ft. OP30-DP 3RPW2 1 
SPC® Premium Lint-Free Booms 
Boom 6igal. 5'dia. 10ft. SPC5510 5TZW5 2 
ENV®, Economical 
Pads, Lightweight 24.5gal. 15° 19" ENV500 1HUC2 100 
Pads, Lightweight 51 gal. 15: 19" =ENV200 1HUB1 200 
Pads, Mediumweight 23 gal. 15° 19" ENV300 1HUB3 100 
Pads, Mediumweight 50 gal. 30" 30" ENV50  5UZ40 50 
Roll, Mediumweight 44 gal. 30" 150 ft. ENV150 5UZ36 1 
Pads, Heavyweight 33 gal. 15° 19" ENVi00 1HUA8 100 
SPC®, 1-Ply 
Pads, Lightweight, Perforated 40 gal. 15° 19" = SPC200 2NCN2 200 
Pads, Mediumweight, Perforated 30 gal. 15° 19" SPC300 2NCN3 100 
Pads, Heavyweight, Perforated 35 gal. 15" 19" SPC100 2NCN1 100 
Pads, Heavyweight 73 gal. oo. 39" SPC50 5TZW2 50 
Roll, Heavyweight 70 gal. 38" 144 ft. SPC150 2AJ14 1 


SRP, Spill Response Plus, 3-Ply 
Pads, Heavyweight 

Pads, Heavyweight 

Roll, Heavyweight, Perforated 
Static-Resistant 

Pad, Heavyweight 


5.5 gal. = 72" 10" 
11.4 gal. 7%" 10" 
3.3 gal. 7%" 


SRPO100 42X734 100 
SRP0200 42X735 200 
SRPO75P 42X736. 1 
26 gal. 15" 19" 


SR100  STZW7 100 





1851 





SAFETY Scan. Order. Done. 
Sorbents Details on page Al. 








No. 443T82 







No. 443R92 


No. 443R73 
No. 443R66 


SpillTech No. 443T62 


SpillTech : 
Oil-Only Sorbents 


Universal Sorbents Highly absorbent construction provides effective oil response to leaks, spills, and 
Use to control leaks, spills, and help keep your workers safe. Rolls and pads can | helps you avoid costly cleanups. Mats and pads are tough enough to stand up to 
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handle heavy wear and foot traffic. Socks and booms are ideal for controlling foot and vehicle traffic. Socks are easy to deploy and are ideal for surrounding 
large spills and leaks. spilled fluids or wrapping around leaky machines. They’re flexible so you can 
Volume Mfr. Item Pkg. place them around machine bases for a snug fit. 
Description Absorbed per Pkg. W L Model No. Qty. 
3.9 gal. 15" 19" YPZ25S-BX-EA 443784 25 Pua ” : i 
Pad, Lightweight, Polyester 15.5 gal. 15" 19" YPZ100S-BX 443782 100 asseasiian or Pke W L Model Note 
31.1 gal. 15" 19"  YPZ200S-BX 443783 200 eee ca ag 0S aasT0B . 75 9 WPDEOS cca as 
twelght ak 45.58 gal gal. 
Pad, Mediumweight, 24,7 gal. 15" 19" YPZ100M-BX 443781 100 Pad, Lightweight, 17.85 gal._15' 19° WP100S  443R94_ 100 
polyestet Poly pnepene 28.1 gal 157 19' WPF200S 443113 200 
ar 22 gal. 15" 150ft. YRSZ150M-1 443790 1 a 
Roll, Mediumweight, 361 cal 30° 1501 YAZ50M 443793 31.1 gal. 15 19 WPB200S  443R99 200 
. . . u u 
Polypropylene eee ee se van a l a0" 300 ft YRZ300M 447044 12.35 gal. 15 19 WPB50M 4431702 50 
. . . u u 
Pad Heawweight as ela saa neditawaee 17 gal. 15 19 WPD100M 443705 100 
sea) WelgNt 29.1 gal. 15" 19" YPZ100H-BX 443780 100 ad, Mediumweight, = 308 gal. 15" 19" WPFIO0M 443111 ~—«*100 
Polypropylene Polypropylene 7 i 
Pad, Heavyweight 24,7 gal. 15 19 WPB100M  443R97 ‘100 
Save nice AC RiReIRIbGis 38.9 gal. 18 18" RRUGPIO0H 443R78 100 267 gal 15. 19 OOM 443R03 190 
21.6 gal. 36° 60 ft. NPRGOH-GR 443R68 1 — 4Argal 7%" 10" WPF7510H-100_ 448714 100 
Roll, Heavyweight, Polyester aay. 36° 150 ft NPR150H-GR 443R66. 1 9.4 gal. 7h 10" WPF7510H-200 443715 200 
23 gal. 33" 150ft. MR2069 443R64 1 10 gal. 19" 19" WPDSOH 443107 50 
29.1 gal. 15" 100 ft. YRZ100H-BX 4437911 Pad, Heavyweight 14.59 gal. 19 19 WPBSOH 443101 50 
. 35.8 gal. 30° 150ft. SVR150H  443R80 1 Polypropylene 18.1 gal. 10" 1: WPFIO14H 443712 __—*100 
Roll, Heavyweight, 17.9 gal. 15" 150 ft SVRS150H-1 443R81_ 1 20 gal. 15" 19" WPD100H_ 443703100 
POV plepyEne 35.8 gal. 15° 150 ft. SVRS150H-2 443R82 2 26.3 gal. 15" 19" WPF100H__443T09__100 
41.7 gal. 19" 80ft. TMAT19 443R83 D 29.1 gal. 19° 19° WPB100H 443R96 = 100 
55.2gal. 380" 150 ft. YRZ150H 4437921 ne a: ‘a ie " Seer Snn qaaees um 
Roll, Heavyweight, ‘ -O Jal. 
Polypropylene/Acrylic Fibers 4-6 gal. 18° 150 ft. RRUGI8H  443R76 = 2 Roll Heavyweight 49.8 gal. 30° 150ft. BRFI50OH  443P56 1 
Roll, Heavyweight, olypropylene 51.9 gal. 57" 48 ft. PBRIG48H  443R70 ~~‘ 
Polypropylene/Polyethylene 13 gal. 36° 100ft. = =PBRI00  443h69 176.2 gal 58°  160ft RIGI6OH  443R73. 1 
Sane 25 gal. —{2ft. GSO1210  443R56 10 Roll, Heavyweight, 42 gal. 19" 100 ft. RRMATI9  443R74 2 
8.3 gal. 3'dia. 4ft. GSO410  443R57 ‘10 Cellulose/Polyethylene 63 gal. 59" 100 ft. RRMAT60 443R75 1 
Sah 23.3 gal. 3"dia. 10ft. GB510SN  443P63 4 ean 25 gal. 3"dia. ‘12 ft. WS01210 443162 10 
38 gal. 5"dia. 10ft. GB810SN  443P64 4 25 gal. "dia. 4 ft. WS0430 443164 30 
Chemical/Hazmat Sorbents SpillTech 


Use for a fast and efficient response to spills of hazardous or unknown liquids. Rolls 
are ideal when you need to cover large spill areas. Socks allow you to contain spills so 
fluids won’t spread out into larger or hard to access areas. They’re flexible so you can 
deploy them around the bases of leaky machines with no seepage. 











Volume Absorbed Mfr. Item Pkg. 
Description er Pkg. Ww L Model No. Qty. 
Pad, Li htwei ht, Polypropylene 15.5 gal. 15 19" YPB100S 443T69 100 
Se 24.7 gal. 15" 19"  -YPB1OOM —«- 443768 ~—«-100 
4.5 gal. 10" 14" YPF1014H-25BX 443174 25 
9.05 gal. 10" 14" YPF1014H-50 443175 50 
Pad, Heavyweight, Polypropylene 18.1 gal. 10" 14" YPF1014H 443T73 100 
No. 443T67 26.3 gal. 15° 19" YPF100H 443772 100 
No. 443T86 ——— 29.1 gal. 15" (19 YPB100H 443167 100 
Poly eee 46.1 gal. 30" 150ft. | YRB150M 443186 
___ 49.8 gal. 15" ft_ __ YRSF150H 
Roll, Heavyweight, 49.8 gal. 30" 150 ft. YRF150H 443187 1 
Polypropylene 95.2 gal. 15° 150 ft. YRSB150H 443788 2 
95.2 gal. 30" 150 Th YRB150H 443785 1 
No. 443T95 Sock 20 gal. 3" dia. 4 ft. YS0430 443197 30 
25 gal. Oo dia. 12 Tt. YS01210 443795 10 
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” (Sie 
Spill Control 
Cabinet 


Kit contains all necessary 
items to safely clean up 

an oil spill. Includes (25) 
pads, (1) 3 x 8" sock, (2) 3 
x 4" socks, (10) pillows, (1) 
goggles, (1) pair of nitrile 
gloves, and (5) disposal 





No. 
35ZR68 








bags. 
Volume Item 
Absorbed er Pkg. No. | 
T7 gal. 352106 | 
No. 35ZR98 
No. 
7 35ZT04 
Sia. —— 
a aed , Te 
a ee ! 
i- nit ‘= \ 
ne ee 






No. 4DNC7 





Spill Kits 
Easily transported spill kits contain a variety of sorbents and protective gear to 


help you safely clean smaller chemical and industrial liquid spills. Excellent for 
plants, laboratories, workstations, and construction sites. 


SPILL 
SPILL KIT 





Volume KIT | REFILL 
Container Absorbed Item Item 
Type _ per Pkg. Includes No. | No. 
— bi ds, (1) Pair of Nitrile Gloves, (1) Goggl | 
ads, air of Nitrile Gloves, oggles, } 
Bucket 4.5 gal. a Disposal bag, 1) Instruction Sheet | 35ZR68 
10) Pads, (2) Socks air of Nitrile Gloves, _ 
Bag 5 gal. 1) bapa pag, 1) (Plow 1} Pal 352R73 I 
Pads, (2) Socks, illow, (1) Pair _ 
. 7 sees Bag Sal. of Nile Gloves, (1 | Disposal — : SoZRG7 | 
No. 4DND2 eee (12) Pads, (2) Socks, (1) Pillows, (1) Goggles, (1) Pair | 
eae 4 Drum 14 gal. Nise ve, 6) oat os, ' Hino 35ZR69 | 35ZR70 
- aa ; 9) Pads "3 . illows oggles alr | 
ePc No. 5DFL5 Drum 29 gal. or Nr Gives 13 3 LDisbosal Baas Handbool _ moenet | Saenie 
’ 90) Pads ocks illows oggles alr 
nD — Drum 82.gal. OF Nitrile ves (6) Disposal Bags, (1) Handbook (35ZR74 | 35ZR75 





(100) Pads, (4 ) Socks, (4 ) Pillows, ( 


Drum 55 gal ) Goggles, (1) 352R76 ‘35ZR77 






























































™ Pair of Nitrile Gloves, id bis osal Bags, (1) Handbook _ 
Re-Form™ Sorbents a (179) Pads, (12) 3x4 Sooke, (a) 3x1 Socks. 
; . ; Drum 67 gal. (4) Pillows, A bocales it) Bair hitri 35ZR78 /357R79 
Re-Form™ is made from a minimum of 80% recycled newsprint and other a Gloves, (10) Disposal Bags, (1) Handbook | | 
™ il-Based Liquids 
cellulose. Re Form Plus and XPlus are made with a spunbond coverstock and nore ae (20) Pads, (t) Pair of Nitrile Gloves, (1) Gogales, Ronee ce 
are great for handling foot traffic and wiping applications. Re-Form™ Oil Only is ee eer HH ) Disposal Bag, (1) Instruction Sheet | 
made from 80% cotton cellulose with spunbond coverstock. Bag «5 gal. spoil ba i ct Ear OF MINE Ove 357R98 | — 
0) Pads, (2) Socks, (1) Pillow, (1) Pair of | 
Pant Mir. Item Pkg. Bag 9 gal. Nitrile Sees. 1) See (1 bis hee Bag . 3o2R02 | — 
Description perPkg. W L Model No. Qty. Drum 14 gal. C Tse ves, (Depo Sain eee 1) Palt 35ZR94 | 35ZR95 
Fe -Form™ Universal SE ae (25) Pads, (3) Socks, (3) Pillows, ( i gales, () (1) Par 
ad, Lightweight 24 gal. 15" 19" RF500___ 4DNC7__100_ Drum 29.gal. Of Nitrile Gloves, (3) Dispos bats, (1 mndnee 352R96 | S6ZR97 
Pad, Mediumweight 82 gal. 15" 19" RF300__ 4DNC6 100 D 39 gal, (00) Pads, (2) cea 4) Pillows, (1) Goggles, (1) Pair | 35 7p99 “352701 
Pad, Heavyweight, 40 gal. 15" 19" RF100 ~~ 4DNC5_—100 boul 94. _ of Nitrile Gloves, ( a Disposal Bags, (1) s Soratiook 5 5 
SOC 12 gal. 3'dia. 4 ft. MS-412 4DND6 = 12 = (100) Pads, (4' Sane (4) Pillows, (1) Goggles, (1 
SOC _ 12gal. 3'dia. 8ft. | MS-806 4DND7 6 — Drum 55 gal. Pair of ati loves, id Disposal ays FP een took 352702 | 352703 
SOC 12 gal. 3"dia. 12ft. MS-124 4DND8 4 | (110) Pads, (12) Tee socks, (4) 3 x 12" Socks, 
~ SOC 40 gal. 3'dia. 4ft. | MS-50  5Uz52 40 Drum 67 gal. (4) Pillows, tt baie (1) Bair of Nit 35ZT04 | 35ZT05 
Re-Form™ Plus Universal (1-Side Coverstock) Chemical” Hazmat Gloves, (10) Disposal Bags, (1) Handbook 
ral, DQnuNe gn Penioraied cS a Si (10) Pads, (2) Socks, (1) Pair of Nitrile Gloves 
_ Pad, Mediumweight, Perforated 32gal. 15" 19" | RFP300  4DNC9 100 Bag 9 gal. ) Disposal Bag, (1) Instruction Sheet ; 35ZR85 | — 
_Pad, Heavyweight, Perforated _ 40 gal. 15" 19" RFP100  4DNC8 100 _ Hb) Pads, ( 2) Socks s, (1 ) Pillow, (1) Pair of 
Roll, Mediumweight, Perforated 27 gal. 14% 150 ft. RFP3i4P  4DND5 1 Bag = 9 gal. Nitcle Glove 1) Goggles, (1) Disposal Bag 35ZR80 | — 
— Roll, Mediumweight, Double Perforated 54 gal. 28%" 150 ft. RFP328-DP 4DND4 1 Drum  14qal._ (12),Pads, (2) Socks, (1) Pillows, (1) Goggles, (1 pratt | 357R81 | 35Z7R82 
Roll, Heavyweight, Perforated _ —30gal. 614%" 150ft. RFPI4P 4DND3 1 gal. _ of Nitrile Gloves, (3) Disposal Bags, (1) Handbook __ | 
Roll, Heavyweight, Double Perforated 62gal. 2814" 150ft. RFP28-DP 4DND2 1 Drum  29gal, (29). Pads, (3) Socks, (3) Pillows, (1) ogales, | ea 35ZR83  35ZR84 
Re-Form™ XPlus Universal (2-Side Coverstock) a oS oe of Nitrile Gloves, (3) Doe Baas, (1 Handbook | 
Pad, Mediumweight, Perforated 32 gal. 16° 18°  RFDP300  SDFL2 100 Drum 32 gal. Poe Coe aa if ') A eerecok ) Pair’ | 357R86 | 35ZR87 
Roll, Mediumweight, Double Perforated 55 gal. 28%" 150 ft. RFDP328DP -5DFL4 1 = (100) Pads, (4) Socks, ( D 4) Pillows ty Goggles, (1) - r 
Re-Form™ XPlus Oil-Only (2-Side Coverstock) eee Drum = 55 gal. pair of Nitrile Gloves, ( 9 Dispos Baas, ( (1) Handbook _ 35ZR88- 352ZR89 
Pad, Heavyweight, Perforated _ 39 gal. 15" 19" RFODP100_—SDFLS_ 100. | (440) Pads, (12) ae arian 4) 3 x 12" Socks, _ 
Re-Form™ Oil-Only Drum 67 gal. (4) Pillows, ity Gogales ae Nitrile 35ZR90 ‘35201 
SOC 15 gal. 3'dia. 4 ft. RFO412  5SDFL8 12 _Gloves, (10). Disposal ae (1) Handbook 7 
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Spill Kits SPC 



































Kits keep spill response products readily available. Or EaOe 
Fluids Volume Absorbed Mfr. Item 
Absorbed Per Pkg. Includes Model No. 
Portable Kit with PVC Carrying Ba 
Universal 5 gal. SKA-PP 2GU51 
Oil-Based Liquids 5 gal. (10) 15" x 19" Pads, (2) 3" x 4 ft. SOCs, (1) Pair Nitrile Gloves, (1) Disposal Bag, (1) Instruction Sheet SKO-PP 3WNF4 
Chemical, Hazmat 5 gal. SKH-PP S3WNF3 
Portable Kit in Foil Ba 
Universal 7 gal. f , : . SKA-ATK 3AP01 
OF Based Liquids al. Pa rtves fa y Bisppsal Bag fata ____SKO-ATK SUZ72 
Chemical, Hazmat 7 gal. , , SKH-ATK 3TYH9 
Vehicle Spill Kit 
; (10) 15" x 19" Oil Only Pads, (10) 15" x 19" Universal Pads, (2) 3" x 4 ft. SOCs, : 
Universal 7.75 gal. 1) Putty, (2) Disposal Bags. (1) Goggles, (1) Pair Nitrile Gloves BSCSK-CB 42X754 
:; (10) 15" x 19" Pads, (2) Disposal Bags, (20) Oil Only 15" x 19" Pads, (3) Pairs of 3° ; 
Universal 11.5 gal. x 42" Socks. Pair of Goggles, Pair of Nitrile Gloves, Putty Patty, (9) Plugs SK-VEH 436N17 
2-gal. Spill Response Plus Kit 
Universal 4.5 gal. SKA-SRP 42X737 
Oil-Based Liquids 4.5 gal. (20) 7%" x 10" Pads, (1) Disposal Bag, (1) Goggles, (1) Pair Nitrile Gloves, (1) Instruction Sheet SKO-SRP 42X739 
Chemical, Hazmat 4.5 gal. SKH-SRP 42X738 
6.5-gal. Bucket 
Universal 9.1 gal. SKA-BKT 2NCN6 
Oil-Based Liquids 9.1 gal. (10) 15" x 19" Pads, (3) 3" x 4 ft. SOCs, (1) Pair Nitrile Gloves, (2) Disposal Bags, Instruction Sheet SKO-BKT 2NCN7 
Chemical, Hazmat 9.1 gal. SKH-BKT 2NCN8 
6.5-gal. Acid and Base Neutralizer Kits 
Chemical, Hazmat 5 gal. 10) 15" x 19" Pads, (2) 3" x 4 ft. SOCs, (1) 2-Ib. Neutralizer SKA-BKTACID 42X761 
Chemical, Hazmat 5 gal. haker, (1) Goggles, (1) Hazmat Suit, (1) Scoop SKA-BKTBASE 42X760 
20-gal. Lab Pack 
a 24 a: (12) 15" x 19" Pads, (3) 3" x 12 ft. SOCs, (2) 18" x 18" Pillows, (1) Goggles, a A ea 
——Chamieal-Haumat nn ea casnat 16 aT (1) Pair Nitrile Gloves, (3) Disposal Bags, Emergency Handbook ———SKH-90——SCSC*&®U 6 
30-gal. Drum_ 
aoe ae 8 08. (25) 15" x 19" Pads, (6) 3" x 12 ft. SOCs, (6) 9" x 9" Pillows, (3) Disposal Bags, 0 ae 
ee eee Rasniat 36 a (1) Goggles, (1) Pair Nitrile Gloves, (1) Emergency Handbook ———sKHR0 Kd 
gal. 
55-gal. Wheeled Kit 
a gg a (60) 15"x 19" Pads, (4) 3° x 12 ft. SOCs, (8) 18° x 18" Pillows, (5) Disposal ee ae 
——Chamieal-Haumat 8 Rasniak 38 ar Bags, (1) Goggles, (1) Pair Nitrile Gloves, (1) Emergency Handbook ——SKH-55W SS 2X721— 
55-gal. Drum 
a as $8 ow (50) 15" x 19" Pads, (4) 3" x 12 ft. SOCs, (8) 18" x 18" Pillows, (5) Disposal ee __ a 
ee ee Rasmat 37 ar Bags, (1) Goggles, (1) Pair Nitrile Gloves, Emergency Handbook sks B67 
GME MICA, PAZ KD QUE 
65-gal. Drum 
neal, 62 9#.___ BS a: (100) 15" x 19" Pads, (7) 3"x 12 ft. SOCs, (7) 18" x 18" Pillows, (5) Disposal he) __ 4 an 
——ChamiealHaumat ne Rasaaat 63 a Bags, (1) Goggles, (1) Pair Nitrile Gloves, (1) Emergency Handbook Kes X749 
; gal. 
95-gal. Wheeled Kit 
ice ae if a 110) 15"x 19" Pads, (12) 3"x 4 ft. SOCs, (8) 3" x 12 ft. SOCs, (8) 18" x 18" Pillows, 6 ee eee 
ee ne Aasmat 75 ar 10) Disposable Bags, (1) Goggles, (1) Pair Nitrile Gloves, Emergency Handbook ———SKH-O5W AEN 
95-gal. Overpack Drum 
——_ eet OC of a: (110) 15" x 19" Pads, (12) 3x 4 ft. SOCs, (8) 3" x 12 ft. SOCs, (8) 18" x 18" Pillows, Se pus ee 
———ChamiealHaumat ne Hasiaat 39 a (1) Goggles, (1) Pair Nitrile Gloves, (10) Disposal Bags, Emergency Handbook ———SKH-95. SCS 6B 
95-gal. Drum Spill Kit Refills 
Oil-Based Liquids 79 gal. (110) 15 x 19" Pads, (12) 3 x 4", (8) 3 x 12" SOCs, (8) 18 x 18" Pillows, (10) Disposable SKO95-R 42X831 
Chemical, Hazmat 75 gal. Bags, (1) Goggles, (1) Pair Nitrile Gloves, (1) Emergency Response Guidebook SKH95-R 42X830 
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Spill Kits SPC 


Portable Spill Kits combine absorbents, accessories, PPE, and instructions in a space-saving container so 
you are prepared when a spill occurs. Emergency Spill Sak Kits are extremely portable and packed in a reus- 
able stuff sack. Absorb up to 10 gal. per kit with highly versatile absorbents. 







Volume. Absorbed Mfr. Item 
Description Per Pkg. Includes Model No. No. 42X796 
Portable with Zipper PVC Bag 
ee) 15 x 19" Pads, (5) 3 x 4" SOCs, (1) 17x 
9" Pillow, (2) Disposable Bags, (1) Goggles, SKO-CFB 42X796 
(1) Nitrile Gloves, (1) Instruction Sheet 
(32) 15 x 19" Pads, (5) 3 x 4" SOGs, (1) 17 x 19" 
Chemical, Hazmat 15 gal. Pillow, (2) Disposable Bags, (1) Goggles, (1) SKH-CFB = 442X795 
Pair Nitrile Gloves, (1) Instruction Sheet 


Oil-Based Liquids 15 gal. 


Emergency Spill Sak 
; (10) 15" x 19" Pads, (2) 3" x 12 ft. Socks, (1) 17" x 19" Pillow, (1) 7 
Universal 9 gal. Pair of Nitrile Gloves, (1) Disposal Bag, (1) Instruction Sheet SRAAR: _TQUS0T 
ay ae (10) 15" x 19" Pads, (2) Pairs of 3" x 4' Socks, Pair of Nitrile 3 
Oil-Based Liquids 3 gal. Gloves, Pair of Goggles, Disposal Bag, Instruction Sheet SKO-BSC — 436N15 
9-gal. Bucket 


(15) 15" x 19" Pads; (2) Pair of 3" x 4' Socks, Pair of 





Universal 9 gal. Nitrile Gloves, Disposal Bag, Instruction Sheet SKA-BKT-5  436N01 
ae oe (15) 15" x 19" Pads, (2) Pairs of 3" x 4' Socks, Pair of RUT. 
Oil-Based Liquids 9.1 gal. Col gloves, Disposal Bag, Instruction Sheet SKO-BKT-5  436N14 
Chemical, Hazmat 9.1 gal. (15) 15" x 19" Pads, (2) Pairs of 3" x 4' Socks, Pair of SKH-BKT-5 436N09 No. 15U867 


Nitrile Gloves, Disposal Bag, Instruction Sheet 


Spill Kits G5 


= Help meet spill plan regulations 
= Overpack salvage drum kits are X- and Y-rated for Packing Groups |, Il, and Ill to ship spill cleanup waste 


Kits are packed with absorbents and supplies needed for quick spill response. 


Volume. 
Absorbed Mfr. Item 
Description Per Pkg. Includes Model No. No. 30RD33 / 
. F 


9-gal. Portable Compact Carry Kits 


Universal 9 gal. (4) Socks, (28) Pads, (5) Disposal Bags KIT220 30RD33 _ 
Chemical, Hazmat 9 gal. (4) Socks, (28) Pads, (5) Disposal Bags, Instructions KIT320 30RE67 - vig ie 
20-gal. Overpack Drum \ al | ~ 
Universal 12 gal. (5) Socks, (15) Pads, (2) Pillows, (5) Disposal Bags, (6) Seal Labels KIT211 30RD27 =p hell 
30-gal. Overpack Drum 

4) Socks, (4) Pillows, (25) Pads, (5) Disposal 
Universal 21 gal. ie (6) Seal Labels, Instructions KIT236  30RD41 
37-gal. Wheeled Overpack Drum 

(70) Pads, (5) Socks, (3) Loose Absorbents, (5) No. 30RD27 
Universal 37 gal. Disposal Bags, (6) Seal Labels, Instructions KIT273 30RD58 
76-gal. Wheeled Overpack Chest 
(iniversal 76 gal. ay Socks, (154) Pads, (112) Wipers, (15) Disposal KIT279-OR 30RD62 Fors me 


No. 30RD62 


ags, (6) Seal Labels, Instructions 
50-gal. Wheeled Overpack Drums 
a a (40) Pads, (10) Socks, (4) Pillows, (56) Wipers, (5) 
Oil-Based Liquids 31 gal. Hignogal Bags, (6) Seal Labels, Instructions KIT468 — 30RE21 
(10) Socks, (40) Pads, (4) Pillows, (56) Wipers, (5) 
Disposal Bags, (6) Seal Labels, Instructions 





Chemical, Hazmat 27 gal. KIT365 30RE88 


65-gal. Overpack Drum 


; (16) Socks, (6) Pillows, (56) Wipers, (40) Pads, (10) 
Universal 39 gal. Disposal Bags, (6) Seal Labels, Instructions KIT243 30RD45 
95-gal. Overpack Drums 

; (26) Socks, (60) Pads, (8) Pillows, (6) Seal 
Universal 60 gal. Labels, (10) Disposal Bags, Instructions KiT202 SORD21 
Oil-Based Liquids 52 gal. (13) Booms, (60) Pads, (10) Disposal Bags, KIT402 30RD92 


(6) Tamperproof Labels, Instructions 
95-gal. Hi-Visibility Drum 


No. 30RD53 





(26) Socks, (8) Pillows, (60) Pads, (56) Wipers, (10) 
Universal 60 gal. Disposal Bags, (6) Seal Labels, Instructions nilebe. —S0RDSS 
Wheeled Mobile Response Kit 
7 bi 70) Pads, (6) Socks, (2) Loose Absorbents, (5) 
Oil Based Liquids 40 gal. ig hoeal Rage (8) Sea De ee aan KIT459  30RE19 No. 30RE19 


Spill Control Cabinet pig 


High-visibility safety yellow cabinet has a see-through front panel to check inventory levels. Prepacked with 





absorbents for quick response to spills. Heavy-duty welded steel construction. Kit and refill package include 5 Erica 
socks, 80 mat pads, 8 pillows, 56 wipers, 10 disposal bags with ties, and an emergency phone number label. 
Volume Absorbed Mfr. Item 
Description Per Pkg. Model No. 
Spill Control Cabinet 17 gal. KIT228 30RD38 
Refill Kit 17 gal. RFL228 30RD80 
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No. 443U14 No. 443U16 





No. 443U03 





No. 443U31 
No. 443U13 





CAU x No. 443U39 © 
Spill Kits SpillTech 


Portable spill kits provide the right absorbents to help you contain spills and reduce slip-and-fall hazards. They can be easily positioned in a warehouse, factory, 

or other facilities for fast containment and cleanup. Choose a tote bag, bucket, or duffle bag with the absorbents you need for your specific spill. Their compact 
design allows easy storage in fleet vehicles. Overpack kits come in a durable, lightweight, and chemical-resistant container that contains a variety of absorbents 
and protects them from damage, dirt, and moisture. Wheeled overpacks can fit easily through doorways and aisles and are easy for you to maneuver in tight spaces 
without the need for a hand truck or other material handling equipment. Lockable overpacks help protect contents. 





Volume Absorbed Mfr. Item 
Description per Pkg. Includes Model No. 

Portable Kits with Tote Bag 
Spill Kit/Station/Bag, Universal 7.49 gal. Gy caetrecnaies | ‘i sirat Gloves. Civ tate Ba Bags and Ties, SPKU-TOTE 443U03 
Spill Kit/Station/Bag, Oil-Based Liquids 7.49 gal. 2) Aare Pas, ) Hoorn Sons, Dos Bags and Ties, SPKO-TOTE 443020 
Fortabig atts with Bucket _ 15" x 19° Absorbent Pads, (2) 3° x 4 ft. Absorbent Socks, (2) 18° x 30° Di 1B d Ties, Pair of Nitril 

hve ‘ X sorbent Pads, X sorbent Socks, X isposal Bags and Ties, Pair of Nitrile 7 
Spill Kit/Station/Bucket, Universal 9.2 gal. Gloves, Safety Goggles, (6) 6" x 2" Tamper Proof Seals, 5 gal. White Overpack Bucket, 3° x 5" Vinyl Spill Kit Label SPKU-5 44314 
Spill Kit/Station/Bucket, Oil-Based Liquids 4.6 gal. t Danone Absent Socks, (2) Disposal Bags and Ties, (1) Pair of Gloves, SPKO-5  443U30 
Portable PPE Kit with Zip Closure Bag @)c ls, @) Pair L 5 @)P ra 8) B 

aaa ; ; overalls, air Latex Boots, airs of Gloves, isposal Bags : 
Spill Kit/Station/Box, Universal 9 gal. and Ties, (1) Emergency Guide Book, (1) Zip Closure Bag PPE-KIT  443U85 
2ihgal. Overhack/Salvage Drums (25) Absorbent Pads, (4) Absorbent Socks, (2) Absorbent Pill " Di IB d 

a ivi , .; sorbent Pads, sorbent Socks, sorbent Pillows, isposal Bags an : 

AG ; ay ie (25) Absorbent Pads, sorbent Soc S, sorbent Pillows, isposal Bags an : 
Spill Kit/Station/Drum, Oil-Based Liquids 15.2 gal. Ties, (1) Pair of Gloves, (1) Safety Goggles, F ) Tamper Proof Seals, (1) Overpack SPKO-20 443U32 
Sthgal. Overhack/Salvage Drums 25) Absorbent Pads, (4) Absorbent Socks, (4) Absorbent Pill 1)E Guide Book, (5) 

+ 1 ; ; sorbent Pads, sorbent Socks, sorbent Pillows, mergency Guide Book, is 
Spill Kit/Station/Drum, Universal 25.6 gal. Disposal Bags and Ts (1 Far Gloves (1) Safety Goggles, (6) lamper Proof Seals, (1) Ovatpack SPKU-30 443U15 

aii ais cae 5) Absorbent Pads sorbent Socks sorbent Pillows, mergency Guide Book, (5 : 
Spill Kit/Station/Drum, Oil-Based Liquids 23.1 gal. Disposal Bags and Ties, (1) Pair of Gloves, (1) Safety Goggles, (6) Tamper Proof Seals, (1) Overpack SPKO-30  443U31 


50-gal. Wheeled Overpack/Salvage Drums 
oe Absorbent Pads, (6) Absorbent Socks, (4) Absorbent Pillows, (1) 7" Epoxy Stick, 
(1) Glow Light Stick, (1) Emergency Guide Book, (5) Disposal Bags and Ties, (2) Pair of SPKU-50-WD 443U13 
Gloves, (1) Safety Goggles, (6) Tamper Proof Seals, (1) Wheeled Overpack 
) Absorbent Pads, (6) Absorbent Socks, (4) Absorbent Pillows, (1) 7" Epoxy Stick, 
(1) Glow Light Stick, (1) Emergency Guide Book, (5) Disposal Bags and Ties, (2) Pair of SPKO-50-WD 443U29 
Gloves, (1) Safety Goggles, (6) Tamper Proof Seals, (1) Wheeled Overpack 
ve Absorbent Pads, (6) Absorbent Socks, (4) Absorbent Pillows, (1) 7" Epoxy Stick, 
Spill Kit/Station/Drum, Chemical, Hazmat 43.3 gal. (1) Glow Light Stick, (1) Emergency Guide Book, (5) Disposal Bags and Ties, (2) Pair of SPKHZ-50-WD 443U45 
Gloves, (1) Safety Goggles, (6) Tamper Proof Seals, (1) Wheeled Overpack 


50-gal. Drum Spill Kit Refill Boxes 
(100) Absorbent Pads, (6) Small Absorbent Socks, (4) Large Absorbent Socks, (1) Emergency 
Spill Kit/Refill/Box, Universal 41.3 gal. Guide Book, (4) Disposal Bags and Ties, (2) Pair of Gloves, (2) Safety Goggles, (2) Coveralls, RSPKU-CAN 443U53 
(6) Tamper Proof Seals, (3) 28 oz. Shakers of Supersorb, (2) 56 PK Wipers 
(100) Absorbent Pads, (6) Small Absorbent Socks, (4) Large Absorbent Socks, b Emergency 
(1) 
(1) Ph 


Spill Kit/Station/Drum, Universal 45.7 gal. 





Spill Kit/Station/Drum, Oil-Based Liquids 43.3 gal. 


Spill Kit/Refill/Box, Oil-Based Liquids 45.9 gal. Guide Book, (4) Disposal Bags and Ties, (2) Pair of Gloves, (2) Safety Goggles, (2) Coveralls, RSPKO-CAN 443U63 
6) Tamper Proof Seals, (3) 28 oz. Shakers of Supersorb, (2) 56 PK Wipers 
100) Absorbent Pads, (6) Small Absorbent Socks, (4) Large Absorbent Socks, 
Spill Kit/Refill/Box, Chemical, Hazmat 44/7 gal. Guide Book, (4) Disposal Bags and Ties, (2) Pair of Gloves, (2) Safety Goggles, 
Tester Kit, (2) Coveralls, (6) Tamper Proot Seals, (3) Shakers of Acid Neutralizer 


(150) Absorbent Pads, (12) Small Absorbent Socks, (6) Large Absorbent Socks, (7) Absorbent 
Spill Kit/Station/Drum, Oil-Based Liquids 79.7 gal. Pillows, (3) 1 lb. Plug and Dike Epoxy Putty, (2) Pair of Gloves, (1) Safety Goggles, (4) Disposal SPKO-95  443U26 
Bags and Ties, (1) Emergency Guide Book, (6) Tamper Proof Seals, (1) Overpack 


(150) Absorbent Pads, (12) Small Absorbent Socks, (6) Large Absorbent Socks, (7) Absorbent 
Spill Kit/Station/Drum, Universal 86.9 gal. Pillows, (3) 1 lb. Plug and Dike Epoxy Putty, (2) Pair of Gloves, (1) Safety Goggles, (4) Disposal SPKU-95-WD 443U09 
Bags and Ties, (1) Emergency Guide Book, (6) Tamper Proof Seals, (1) Overpack 
( 


Sretgeney 
RSPKHZ-CAN 443U73 


95-gal. Overpack/Salvage Drum 
95-gal. Wheeled Overpack/Salvage Drums 


(150) Absorbent Pads, (12) Small Absorbent Socks, (6) Large Absorbent Socks, (7) Absorbent 

Spill Kit/Station/Drum, Chemical, Hazmat 79.7 gal. Pillows, (3) 1 lb. Plug and Dike Epoxy Putty, (2) Pair of Gloves, (1) Safety Goggles, (4) Disposal SPKHZ-95-WD 443U41 
Bags and Ties, (1) Emergency Guide Book, (6) Tamper Proof Seals, (1) Overpack 

86-gal. Wheeled Lockable Cart 


(100) Absorbent Pads, (15) Small Absorbent Socks, (3) Large Absorbent Socks, (2) Absorbent 

Spill Kit/Station/Cart, Chemical, Hazmat 86 gal. Booms, (7) Absorbent Pillows, (1) Emergency Guide Book, (4) Disposal Bags and Ties, SPKHZ-CART5 443U39 
(1) Pair of Gloves, (1) Safety Goggles, (6) Tamper Proof Seals, (1) Yellow Cart 

110-gal. Wheeled Lockable Carts 


(160) Absorbent Pads, (30) Small Absorbent Socks, (10) Large Absorbent Socks, 
Spill Kit/Station/Cart, Universal 103.2 gal. 112) Wipers, (1) Emergency Guide Book, ) Disposal Bags and Ties, (1) Pair of SPKU-CART5 443U06 
loves, (1) Safety Goggles, (6) Tamper Proof Seals, (1) Yellow Cart 
(100) Absorbent Pads, (4) 5" Absorbent Booms, (2) 8" Absorbent Booms, (2) Red Net 


Spill Kit/Station/Cart, Oil-Based Liquids 109.9 gal. Pillows, (4) Absorbent Pillows, (1) Emergency Guide Book, (4) Disposal Bags and Ties, SPKO-CART5 443U22 
(1) Pair of Gloves, (1) Safety Goggles, (6) Tamper Proof Seals, (1) Yellow Cart 
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NJ. SI ULTRATECH EAGLE © 
scant ULTRATE! INC. ae” 
= = No. 30PY43 
Spill Containment Trays PF seers 
Foldable Utility—Portable Laboratory Trays—Polypropylene (PP) trays No. 30PX89 
1-pc. trays made of high- are for use with safety mats or wire grid. 


visibility, 18-0z. PVC fabric Low-density polyethylene (LDPE) trays have 
unroll and unfold for setup. = heavy walls and wide top flanges. 


Utility—Polyethylene Pallet Racks—Polyethylene trays fit under 
construction with ribbed shelving and pallet racking. Help contain 
bottom to keep containers small spills and leaks from palletized contain- 
elevated above small spills ers. Additional trays and connectors configure 








or leaks. larger areas. = = j 
Spill : i ‘i one a ak \ hint. e = =, 
Description Cap. Color ran ode 0. ‘A : — 
Foldable Utility ed — Btw 
1.5 gal. Yellow 12" 12" 4%" — Ultratech 1335  10D418 
5gal. Yellow 18° 18° 4%" — Ultratech 1330 10D419 No. 30PY20 
Collapsible 6.50 gal. Yellow 24" 24" 434" —_ Ultratech 1331 10D420 
P Qgal. Yellow 30° 30° 4%" — Ultratech 1332 10D421 ‘pig, 
17 gal. Yellow 42" 42" 4%" Ultratech 1333 10D422 H 
20 gal. Yellow 48° 48° 434" — Ultratech 1334 10D423 Leak Diverters ° 
Utility 


18 gal. White 17" 12 UliraTech 1060 3FTZ3 Easy-to-hang diverters catch leaks and channel them to a floor drain or 


4" ; 
Includes Pour Spout —5'gqaiWhite 21" 17" 4" Ultratech 1061 3FTz4_ ‘| container. 
5gal. Black 36° 18 2 Eagle 1677BLK 3TAX1 . ; ' 
5 aad Yellow 36° 19° 2 Eagle 1677. 2RNY5 | Roof Leak Diverters—Diverters accept a standard 4" hose connection. Hose 


12gal. Black 12" 48" 4%" Ultratech 1031 __3FTZ5_ | and hanging straps sold separately, except self-hanging Umbrella-Style Kits 


18gal. Black 36" 24° 4%" — Ultratech 1034. 3FTZ8_ | ert 
Standard 24 gal” Black 24" 48" 49" Ultratech 1032 3FTZ6 include diverter, hose, and drain fitting for longer hoses. 


27 gal. Black 36° 36° 434° Ultratech 1035 3FTZ9 . . a 
30 gal Black 30" 48°44" Ultratech 1033 SFTZ7 Roof and Pipe Leak Diverter Kits—Contain supplies for rapid response to 


30 gal. Black 40° 48° 3% Ultratech 1036  3FUA1 | leaks. 





Laboratory Trays Mir far 
Containment Tray an aeaee aes ; rae ; 
with Grid (PP) 1.85 gal. Blue 14%" 12%" 4%" SP Scienceware F24676 3XPD5 Description Color Model No. 
Benchtop Tray (PP) 0.88 gal. White 18% 2268 % SP Scienceware F24675 3ZFV4 Rt eae arters gai —TLS559-6C —SapRaG 
Tray without 2.49 gal. White 12" 16" _3"__ SP Scienceware_F16270_3ZFV5 5 7 CEA an Ciear TLS465-CLS0PKES 
pace ae 4.16 gal White 16 20 3° SP Scienceware F16271 3ZFV6 Roof Leak Diverters, Umbrella-Style Kits 
i i i 30° x 30" Clear TLS461-CL 30PX50 
1 3 
single Tray, 8gal. Black 44" 23%" 2% UltraTech 23/0 3NJH9 30" x 30" vain TLS461-YW30PX52 
C cae cor 16 gal. Black 44" 48" 23%!" UltraTech 2371 3NJJ1 48%" x 481%" Yellow TLS903-YW  30PY43 
3 Trays with 2 ; : a Snack ap Te Roof Leak Diverter Kit 
Connectors 24 gal. Black 44 72 2% UltraTec Sid 3NJJ ce 5 f x 5 Tt. heli Prallage Hose, Transiucant. TUS#17R 30PX37 
= i Hh" 23h" anging Straps and 6% Gal. Pai 
Tray Connector Black 44" 5%" 2% UltraTech 2373 3NJJ3 Roof Leak Diverter Kits with Absorbents 
Includes 5 ft. x 5 ft. Quick-Connect Diverter 
* Set with Attached engin oats oe PIG Translucent TLS667-TR 30PY16 
- Mats, (50) Wipers and 6% Gal. Pai 
‘pig, GRAINGER a ; Includes 7 ft. x 7 ft. Quick-Connect Diverter 
: APPROVED No Set with Attached Hanging Straps, (30) PIG Translucent TLS668-TR 30PY17 
a 40C889 Mats, (50) Wipers, and 6 Gal. Pail 
Leak Diverters Roof and Pipe Leak Diverter Kit with Absorbents 


Includes 2 Leak Diverters with Drainage Hoses, 
Hanging Straps, (30) "CAUTION" Mat Pads, (50) Translucent TLS671 30PY20 


inyl- nd translucent diverter 
= Vinyl-coated clear and translucent diverters Wipers, Pipe Wrap, Repair Putty and Carrying Bag 


resist punctures, UV, and mildew 
= White and yellow diverters 

are flame-retardant 
Diverters capture overhead leaks and redirect the fluid. Connect standard 
garden hose to the bottom fitting and route to floor drain, collection drum, or 
tank. Include steel rings in each corner for easy installation. No. 42X297 also 









includes a bungee cord. - 
Item : “i bend al 
L W Brand No. ran 0. = 
Roof Laminated Polyester, Yellow =—y 
Laminated 33% Polyester/67% PVC, Clear 2% tt. 2% tt. GA 42X293 
7 ft. 3 ft. Pig J7474 5 ft. 5 tt. GA 100889 
10 ft. 5 ft. Pig J7471 7 ft. rain GA 10C890 No. 
12 ft. 12 ft. Pig J7467 10 ft. 10 fi. GA 10891 30PY15 
wie 15th Pig J7468 Polyethylene, Black/Silver 
20 ft. 10 ft. Pig J7472 2% tt. 2% tt. GA 42X289 HH H No. 30PX48 
20ft.  20ft. Pig J7469 5 ft. 5 ft. GA 10882 Ceiling Leak Diverters 
Laminated 33% Polyester/67% 7 it: 3 ft. GA 42X290 rr , — 
PVC, Translucent tt a GA 400883 Discrete systems capture ceiling leaks and drain away the liquid 
12 ft. 12 ft. Pig J7467 10 ft. 5 ft. GA 42X291 through included hose. 
20 ft. 20 ft. Pig J7469 10 ft. 10 ft. GA 100884 ” P 
Laminated Polyester, White 12 ft. 12 ft. GA 100885 Description Mo H aI No. 
ed oat oi ao Pipe Above-the-Ceiling Leak Diverter 
oft. off. GA___ 100876 Laminated Polyester, Yellow Includes Leak Diverter, Frame with Legs, and /" dia. x 25-ft. PVC Hose TLS620-CL _30PY15 
7 tt. 3 ft. GA 42X286 18 ft. 18 ft. GA 42X297 Drop-Ceiling Leak Diversion Systems 
aie ais GA 100877 Includes 2 ft. x 2 ft. Diverter, Drain Hose, and Clips TLS366  30PX48 
10 ft. 10 ft. GA 100878 Includes 2 ft. x 4 ft. Diverter, Drain Hose, and Clips TLS367 30PX49 
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Filter Socks  —- RS WLTRATECH 
Help keep harmful substances am entering a 
stormwater system. The woven polymer casing 


allows water to pass through quickly while filtration 
media inside removes pollutants. 4"H x 7"W x 108"L. 


@! 

ULTRATECH 
Dewatering 
Bags 


= Comply with NPDES and 








Filtration Media Mfr. Item 
Description Model No. EPA 40 CFR 122.26-1999 
Sediment Removal 945/ 32V032 Mfr. Item : ; 
No. 32V028 Oil and Hydrocarbon Removal 459 32030 L w Model No. Capture oil and sediment 
eavy Metal Material Remova 9454 2V029 36" 48" 9729-0S 3EWY6 - 
Phosphorous Removal 9456 32V031 72" (2, 9724-05 3EWY7 pain ed out during dewa 
Activated Carbon for Hydrocarbons 9453 32028 120" 180 9795-05 3EWYS tering. Accommodate up to 
en efor Rermpvat Odor Removal 180° 180" 9727-0S 3EWY9 a 4" discharge hose. 
2 
eke] ULTRATECH BG DrainBlocker® 
- inc ‘ h Drain Covers 
cl atc No. 3BU44 ie i 
Basin Inse rts o. No. 32V033 % Feature a super-sealing, rip- 
ie 30PW26 No. 30PW48 resistant urethane bottom layer. 
Inserts keep sediment, oils, and other Ultra-Drain Guard®—Inserts exceed jan Drain Covers vinyl compos- 
equipment runoff from entering the 80% sediment removal efficiency. Size Thickness Color No. ite top layer resists 
water system. Nos. 3EWN9 and 10D417 feature Drain Govers wig? ——Vaow/BLGE —3UPWHaS stretching, diesel and gasoline, 
Storm Sentinel" —Self-supporting ee strips to pla . ee i 30 dia Ye Yellow/Btack SOP Wal and chemicals. 
: ; ; ee 'W x 24" 16. ellow/Blac : 
designs adjust to fit most basin sizes.  ° meta rae oe lie 30'W x 30'L Se" Yellow/Black 30PW37 Drive-Over style features 
Drain Dam No. 3BU45 attaches to Sa Ane ae Bale Dasins, 36Wx 36. Ye. Yellow/Black 30 W38__ rubber HogHyde® top cover to 
; . : . "W x 54° : ellow/Blac F ; 
drain grating at curbside to redirect Hallena nt OMehiier Drive-Over Drain Covers ae heavy traffic, debris, 
inj 30'W x 30"L i" Black/Blue 30RF28 and grit. 
water into catch basin inserts. See HE ie Re in —0RFI3 g 
Mir. fiat aw X va B Black/Blue 30RF30 Curb-Style has polypropylene 
Description Brand Model No. W X48" a ack/Blue__ 80PW26__ top layer and is pliable, to form 
Storm Sentinel P 54'W x 54'L yy" Black/Blue 30PW27 ! a4 l Pp d i f _ 
Oil and Sediment for Rectangular Catch Basins 28" x 36" ENPAC  4341-IB  3BU44 Curb-Style Drain Covers a lignt seal on curved or Tace 
Sediment for Rectangular Catch Basins 28" x 36" ENPAC 4341 TEFJ3 18'W x 120'L Pea Green 30PW48 opening drains. 
Oil and Sediment for Round Catch Basins 27° to 29" ENPAC 4340-IB 4FPE8 
secant for Round Catch Basins 27" to 29° au he TI 
rain Dam a 45 
Ultra-Drain Guard® ULTRATECH 
Oil and Sediment, Rectangular 48"L x 36'W x 18H UltraTech 9217 3EWNS ne ore es 
Oil and Sediment, Rectangular 60"L x 60"W x 18"H Ultratech 9356 10D416 


Oil and Sediment Plus, Rectangular 48'L x 36'W x 18°H Ultralech 9219 SEWN 
Oil and Sediment Plus, Rectangular 60"L x 60"W x 18°H UltraTech 9358 10D417 
8'H Ultratech 9397 32V033 


att Seals and 


i pediment, and Metal, Rectangular 48°L x 36° W x 1 eek oe aves Stora e Containers 
rash and Debris traTec 
Grate Hook, 30%'L UltraTech 9235 SEWP2 g 


= Seals comply with NPDES and SPCC 


Drain Seal polyurethane pads temporarily seal to 

most smooth surfaces, forming a contaminant 

barrier that resists oil, water, and chemicals. 
ORANGE CLEAR 


Mfr. Item Mfr. Item 
L W Model No. Model No. 


2126 3EWRS = 2200 ~— 82042 


= Comply with NPDES and 4" 94" 997 3EWR6 | 2201 32V043 
36" 36" | 2130 3EWR7 | 2202 32044 


EPA 40 CFR 122.26-1999 a 
Reusable barriers keep sediment No. 32V042 ie iz S33 aEWRS ent soutde 


Foxe] ULTRATECH 
cieesdiaaii 
Guards® 








and other debris out of cur 04" 4" 2133 SEWT1 2200 _—32V047 
ake fe ctell Gig i : ai D 58°18" | — 2206 _32V048 
inlets. nsta quickly without 59" 36" = = 5907 32049 
Mtr. Item stakes, weights, or hardware. Beseiintion : , san an 
oi w i Moe! ses Overflow ports let rainwater Drain Seal Wall-Mount Containers, Yellow Color 
10 ft 9 9 9391 3NJF3 pass through. Made of recycled Fits i z ar 24 square, 1 a 20" Di. Drain Seals ae c 0 ewe 
; its 36° Square and 30" Dia. Drain Seals : : 
tet __9 g_9322 _3NJF4___ materials. Fits 42" or 48" Square and 42" Dia. Drain Seals Bt 79143 3EWU7 
me 
fefe] uirpareca Se 
a Spill Magnet™ Drain Seals 
3EWP7 inlet Guards Block hazardous spills until proper containment 
= Comply with EPA 40 and neutralization procedures are performed. 
CFR 122.26-1999 Strong, magnetic vinyl mats adhere to any clean 
si ‘rd nate H___Model__No. debris and install without the two or more to seal larger drains. 
Sr on = att aes need to lift heavy catch basin ee : a a tem 
_ : - - escription ode 0. 
2a" 4g" 9162 3Ewp5 _—<Yates. Low-profile design is held Round —— 49" dia._96229  8C Wie 
Sp NOP se gpg ace with magnets adi sae its — tee 
D436" 9164 3EWP7_UNobtrusive to vehicular traffic. aca ae 36°24" 3112S OMG 
24" 48" "9165 3EWP8_—Ss— Bypass port prevents ponding. oe ical at 48" 24" 31113LS _ 9W884 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SAFETY 


Spill Containment 





Drain Plugs ‘pig 


Conical polyurethane plugs wedge into drains 
to make a liquidtight, chemical-resistant seal 
in seconds. Low profile fits below floor grate. 
Kit No. 30PW20 includes one each: 2"-, 3"-, 
and 4"-dia. conical drain plugs. 





Fits Mfr. Item 
Drain Dia. Model No. 
Drain Plugs 
2. PLR208 30PW21 
3. PLR209 30PW22 
32" PLR281 30PW25 
4" PLR210 30PW23 
6" PLR252 30PW24 
Drain Plug Kit No. 30PW21 
2' to 4" PLR207/ 30PW20 


ULTRATECH 


Spill Berms 


Chemical-resistant polyurethane 
material seals off, contains, or 
diverts spills. No. 3EWX6 with 
built-in connectors allows easy 
assembly. No. 3NJV3 has self- 
sealing, interlocking end joints. 


No. 
3EWX2 








Mfr. Item 

Description L W Model No. 
Spill Berms, Connector, and Corner 
Spill Berm, Orange 10 ft. 4" 24" 2100 3EWX2 
Spill Berm, Black 10 ft. 4" 24" 2050 3EWX3 
, Black i 4" r 2101 3EWX4 
Spill Berm 90 Degree Corner, Orange 4" 4" 2 V4" 2102 S3EWX5 
Spill Berm Plus with Built-In Connectors 
Spill Berm Plus, Orange 60" 4" Ay," 2054 3EWX6 
Spill Berm, Low-Profile 
Spill Berm, Orange 10 ft. 24" 13" 2052 3NJV3 


Build-A-Berm® 


Barriers G5 


Designed for long-term use to contain 
leaks from machinery or storage 
areas, and keep liquid away from 
equipment. Open-cell foam core 
springs back into shape after you walk 
or drive over the berm. 





Barrier Components and Kit— 
Durable 18-0z. vinyl cover withstands 
being driven over with light wheeled 
equipment. Straight sections are easily 
cut to length. 90° corners create 
liquidproof junctions. Wall end pieces 
seal flush against floor and wall. 


Barrier Kit 
No. 30RF31 


Heavy-Duty Barrier Components— 
40-oz. vinyl-coated fabric cover helps 
provide permanent or semipermanent 
containment in areas with frequent 
heavy vehicle traffic on concrete, 


Heavy-Duty Barrier 


Components 
asphalt, or most sealed surfaces. (Sold Separately) 
Mfr. Item 
Description L W H Model No. 
Barrier Components 
Straight Section 15 it. 4Y," 1%"  PLR278 30PW82 
Corner for No. 30PW82 634" 4Y," 1%"  PLR279 30PW83 
Wall End for No. 30PW82 6 4Y," 1%"  PLR114 30PW74 
Straight Section 60" g" 6" PLR276 30PW80 
Corner for No. 30PW80 10%" Q" 6 PLR277 =30PW81 
Wall End for No. 30PW80 11" Q" 6 PLR513 +=30PW88 
Barrier Kit 
Includes (2) Barriers, (6) Sealant ' i 
La 1s a.) 50f. 5% 2"  PLR222 ~- 30RF31 
Heavy-Duty Barrier Components 
Straight Section with (6) Mountin i i 
Stripe and (a3) Ree 9 19 5% 2" PLR283 + 30PW84 
Vented Corner for No. 30PW84 11" 5Y," 2 PLR108 30PW72 
Wall End for No. 30PW84 3 bY," Z PLR109 30PW73 








Pkg. 
Qty. 


ROP DO) PO Po} po) 


RO} Po 


VORATECH 


Drain Plugs 


Fits 
: Drain =Mfr. Item 
Flexible, polyurethane tapered Dia. Model No. 
i j Drain Plugs 
design wedges securely into eS SECT 
drains. Plugs resist oil, water, 3" "9114 3EWX8 
4" 2115 3EWX9 
and most chemicals. Removable a S79 SEW 
eyebolts for inserting. Kit a" 9778 3EWY3 
No. 3EWY1 includes one each of _ 10° 2119 SEWY4 
3" 3" and 4" drain ol | "2121 3EWY5 
,9 , aNd 4 drain Plugs, PlUS | Drain Plug Kit 
a plastic carrying case. 23,4 2116 SEWY1 







SpillBlocker® ‘pig 
Barrier Dikes 


Nonabsorbent, easy-to-install 
barriers deliver fast protection. 


Reusable dikes feature tacky 
bottom layer that makes a 
tight, liquid-blocking seal on 
smooth surfaces. 

No. 30PW61's super-tacky 
bottom layer forms a liquid- 
tight seal on asphalt. Includes 
1 connector. Intended for 
1-time limited use—do not 
use long term. 


Description L W H 
Reusable SpillBlocker® Dikes 
out ; 10ft. 4°) 2%!" 
Original SpillBlocker® Dike 10fL 4° 2V% 
Dike with Built-In Dovetail Connector aoe 
Connector for Nos. 30PW53 and 30PW65 =4" 5%" 2%!" 
Corner for No. 30PW64 Bn AY" 3" 
60" 4" 4y," 
High-Volume Dike 60" 41," 63%" 
SpillBlocker® Rough Surface Dike, Single Use 
Single-Use Dike with Disposable Bag 10ft. 2" 2Y' 


GD 


SpillBlocker® Dikes 


SpillBlocker®—Reusable dike 
deploys quickly to block to a machine 
leak. The flexible, tacky bottom seals 
tight to smooth surfaces. Oil-, water-, 
and chemical-resistant polyurethane 
material. 


Drive-Over SpillBlocker®—Flexible 
barrier is designed for traffic and long- 
term outdoor use. Molds easily around 
obstacles. Super-sealing urethane inner 
layer bonds to concrete and smooth 
surfaces without adhesives. Tough, 
UV-resistant rubber HogHyde® skin. 


Description L W H 
SpillBlocker® Dike 10 ft. 2 V4" 13" 
Drive-Over SpillBlocker® Dike 10 ft. 2" lg 
Corner for No. 30PW67 6" 2" i 


DoorBlocker Dike ‘pig, 


Wedge-shaped reusable dike fits tight against 
doorjambs to seal off a spreading spill or wash- 
down liquid. High-visibility yellow color. 


Mfr. Item 
L W H Model No. 
48" 2" 1" PLR213 30PW58 
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Color 


Black 
Yellow 
Black 
Yellow 
Black 
Black 
Green 
Green 


Black, 
Yellow 





Mfr. 
Model 


PLR204 
PLR204 
PLR267 
PLR267 
PLR205 
PLR268 
PLR253 
PLR254 


PLR230 





No. 
30PW61 


Pkg. 
Qty. 


Item 
No. 


30PW53 
30PW54 
30PW64 
30PW65 
30PW55 
30PW66 
30PW62 
30PW63 


—) 4) 1 4 | RO pO | 


30PW61 


— 





No. 30PW67 
Mfr. Item 
Color Model No. 
Yellow PLR212 30PW5/7 
Black PLR350 30PW67 
Black PLR351 30PW68 
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SAFETY 
Spill Containment 





No. 5LPZ2 


> 


Portable Containment rie 


Fast assembly for immediate spill 
containment response. 


Stinger Yellow Jacket™ Units— 
Lightweight, portable pallets fold up 
for compact storage and transport. 
Snap-up support strips provide sturdy 
sidewalls to contain acid and hazmat 
Spills. 


Stinger Snap-Up Berms™—Heavy- 
duty, easy-to-assemble snap-up 
design permits immediate response. 
Excellent rip, tear, and puncture resis- 
tance for demanding applications. Lap 
joint welds for maximum strength. 
Fuel- and chemical-resistant. Compact 
and easy to store and ship. 


Spill 
Cap. W H 
Stinger Yellow Jacket™ Ut 
80 gal. 4 tt. 8" 
120 gal. 4 ft 6 ft. 8 
160 gal. 4 ft. 8 ft. 8 
180 gal. 6 ft. 6 it. 8 
320 gal. bil. 8 ft. 8" 
400 gal. 8 ft. 10 ft. 8 
501 gal. 10 ft. 10 ft. 3 
Stinger Snap Up Berm™ 
119 gal. 4 tt. 4 tt. 12 
119 gal. 6 ft. 4 ft. 3° 
___159 gal. _ Bit Ait 8 
179 gal. Aft. 6 ft. ile 
269 gal. 6 ft. 6 ft. i 
319 gal. 8 ft. 8 ft. 
748 gal. 10 ft _10ft 12 
__ 1077 gal. 1? it, 12 it: pra 
1974 gal. 16 ft. 16 it. AZ 
1944 gal. 26 Tt. 10 ft. 12 
Stinger RailBerm™ -_ a 
20 gal. 6 ft. A ft. is 
Stinger Snap-Foam Berm™ 7 
944 gal. 10 ft. 26 ft. ips 
3231 gal. 12 ft. 36 ft. 12’ 
5385 gal. _ 12 TE. 60 ft. Te 
5654 gal. 14 ft. 04 ft. IZ 
No. 
5EET2 
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No. 3NJE1 









Stinger Rail Berm™—Lightweight, 
durable containment pad provides 
portable spill containment and control 
for below-loading/unloading rail tank 
cars. Outside rail side compartment 
features two 2" drains with a quick- 
coupling system to transport spilled 


material. 


Stinger Snap-Foam Berms'™—True 
drive-in/drive-out capabilities: foam 
log end caps allow tanks and trucks 
to enter and exit at will without assis- 
tance. Feature a reliable two-way air 


relief system. 


Mfr. 
Model 


0/-448-YE-SU 
9/-468-YE-SU 
9/-488-YE-SU 
9/-668-YE-SU 
57-888-YE-SU_ 
57-8108-YE-SU 
57-10108-YE-SU 


48-441-BK-SU 
48-468-BK-SU 
48-488-BK-SU 
48-461-BK-SU 
48-661-BK-SU 
48-888-BK-SU 
48-10101-BK-SU 
~ 48-42121-BK-SU 
48-16161-BK-SU 
48-10261-BK-SU 


48-RSB-FS 


48-10261-BK-SF 


48-12361-BK-SF 
48-12601-BK-SF 
48-14541-BK-SF 


GRAINGER 
APPROVED 


Item 
No. 


3NJE1 
3NJE2 
SNJES 
24N335 


SNJE4 


SNJES 
24N336_ 


24N338 
24N339 


24N340__ 


{EFH6 
TEFH7 _ 
24N341 
TEFH4 
{EFH5 
24N342 
24N343 


OLPZ2 


{EFH8 
TEFJ2 
{EF J1 
AEFH9 


Scan. Order. Done. 
Details on page A1. 


No. 20JJ57 


2} ULTRATECH 
INTERNATIONAL, INC. 









ie Berms® 


Larger sizes protect heavy equipment 
from spills; smaller sizes provide 

total containment of drums, tanks, 
generators, and other equipment. 
Constructed of durable Copolymer 
2000™. Economy, Compact, and 
Collapsible models feature sidewalls 
that lower quickly for convenient entry 
and exit. 


Economy—Space-saving design is 
excellent for use anywhere floor space 
is a premium. L-shaped aluminum 
brackets provide sturdy sidewall 
support and easy assembly. Fit 
comfortably into tight storage spaces. 


Compact—Lightweight, portable 
design folds for easy storage on trucks 
and hazmat response vehicles. Deploy 
without inflation; just insert sidewall 
struts into their pockets. 


Spill 
Cap. L W 
Economy 
179 gal. 6 ft. 4 ft. 
269 gal. iG Th 6 Tt. 
748 gal. 10 ft. 10 ft. 
___5385 gal. 60 ft. 12 ft. 
_5610 gal. 50 ft. 15 ft. 
7405 gal. 66 Tt. 15:1t. 
Compact 
179 gal. 6 tt. 4 tt. 
269 gal. 6 ft. 6 ft. 
5385 gal. 60 ft. 12 Tt. 
___ 7405 gal. 66 ft. emia 
Collapsible . 
___1/9 gal. 6 tt. A tt. 
Rapid Rise 
179 gal. 6 tt. 4 ft. 
269 gal. 6 ft. 6 ft. 
___ 148 gal. 10 ft. 10 ft. 
2338 gal. 26 ft. vaia 
9610 gal. 90 ft. Wott. 
7405 gal. 66 Tt. 15 ft. 
Ultimate _ 
93809 gal. 60 ft. 12 ft. 
7405 gal. 66 ft. TT: 





Sandbags and Filling Tool 


Hemmed polypropylene top with attached tie cord. Mildew-resistant. 500-hr. UV rating for white bags; 1200-hr. UV 
rating for orange bags. 


Description 


Sandbags, Hold 40 Ib. 


Sandbags, Hold 50 Ib. 


_ Sandbag Filling Tool 


L W Color 

: , _ White 

26 bi Orange 

; ‘ White 

; = 7 18 Orange 
26" _ 9%" Yellow | 




















Find even MORE on Grainger.com® 


Collapsible—Support feet on rugged 
PVC sidewall assemblies swivel to 
lower or raise the walls quickly. 


Rapid Rise—Sidewalls stay lowered 
during normal operations; no setup or 
takedown required. Vehicles drive in 
and out from any angle. In the event 
of a spill, the foam ring around the 
top perimeter rises with the level of 
spilled liquid. 


Ultimate—Entry and exit walls are 
supported every 12" with a proprietary 
two-way hinge. Hands-free drive-in/ 
drive-out endwalls automatically 
spring back to vertical. PVC sidewall 
assemblies easily swivel up or down 
for storage or transport. 


Mfr. Item 
H Model No. 
12". 8250 20JJ69 _ 
12 8251 205570 | 
12 8252 20JJ/1 
12 8253 20JJ72 
12 8254 | 203573 
12 8255 20JJ74 
1? 8609 20JJ63 
_12 8610 205364 
12 8612 20JJ66 
12 8614 20JJ68 
12 8405 20JJ57 
he. 8430 oPTT8 
12° 8431 5PTT9 
ia __ 8432 OPTUO 
12. 8437 5PTU1 
12: 8433 5PTU2 
12. 8434 5PTU3 | 
12 8909 20JJ54 
12 8507 4LNV5 


Sandbag Filling Tool, No. 5EET2, fills bags faster than conventional shovel method. 


Item Pkg. 

Brand No. Qty. 

_ GA 6FGY1 100 

GA 6FGX9 100 

GA 6FGY2 100 

__GA _ 6FGYO 100 
____ GoBagger____—SEET2 1 





1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SAFETY 
Spill Containment 





Lab Packs, Overpacks, and Salvage Drums 


HDPE (high-density polyethylene) containers. Safety 
yellow, except Nos. 2RNY7 and 2RNY8 are blue. 


LAB PACKS/OVERPACKS 
= Lab packs, except No. 3TZW5, 

meet DOT 49 CFR 173.12 
= Overpacks meet DOT 49 CFR 173.25 
= Nos. 2RNY7 and 2RNY8 also 

meet FDA 21 CFR 177.150 
Use lightweight, nestable lab packs and overpacks 
for storage, transportation, cleanup, and spill contain- 
ment. Yellow lab packs have plastic lever-lock or 
screw-top lids. Blue lab packs have plastic lids with 
metal lever-lock rings. 


14 and 20 Gal. Lab Packs—Easily store 5 gal. pails 


EAGLE ® 
Sa 
Overpacks—Feature screw-top lids and include 
handles for forklift use. 


SALVAGE DRUMS 

= Meet 3 psi pressure test and DOT 49 CFR 173.3 
Nestable drums provide safe secondary contain- 
ment for storage, transport, and cleanup. 
Removable poly head and metal band. No. 4RF63 
features handles. 


DRUM ACCESSORIES 


Drum Tray—Chemical-resistant tray goes under 
5 to 55 gal. containers during dispensing or filling. 
Reservoir with raised supports keeps container 
away from spills. 





2RNY7 


No. 5PW10 
or smaller containers. 20gal. containers have handles. Metal Drum Tray Dolly—Welded construction and 
rubber wheels. 
30 Gal. Lab Packs—Stackable; can be used as a 
shipping container, lab pack, or spill kit container. Drip Pan—tilled with polypropylene sorbent to No. 
hold up to 1 gal. of oils, water-based liquids, and 4RFS9 
other nonaggressive liquids. 
Drum Drum 
Volume Overall Drum UN Rating Mfr. Item Volume Overall Drum UN Rating Mfr. 
Cap. 0.D. 1.D. H Color Solid Model No. Cap. 0.D. I.D. H Color Solid Model 
Lab Packs Salvage Drums 
14 gal. 15" 13%" 26%" ‘Yellow 1H2/Y100/S 1610  3UAZ7 20 gal. 20%" 19" 20%6 ‘Yellow 1H2/X75/S 1654 
14 gal. 15" 13%" 26%" Blue 1H2/X65/S, 1H2/Y100/S 1610MB 2RNY7 30 gal. 21%" 19" 285" Yellow _1H2/X120/S, 1H2/Y180/S 1602 
20 gal. 20%" 19%" 20%" ~—_—*Yellow 1H2/X57/S 1650 5PW04 65 gal. ek 27% «38% _—‘Yellow 1H2/X200/S 1665 
20gal. 20%" 19" 20%6' ‘Yellow 1H2/xX40/S 1652 3TZW6 95 gal. ar 27s, «44% ‘Yellow 1H2/X340/S 1695 
30 gal. 21%" 19" 28¥s" Yellow _1H2/X100/S, 1H2/Y100/S 1601 3TZW5 Drum Accessories 
30 gal. 21%" 19" 28 V5' Blue 1H2/X120/S, 1H2/Y180/S 1601MB 2RNY8 Pail Spill Containment Pallet with Grating, 5 gal. 1615 
30 gal. 22%" 19%" 28%" Yellow 1H2/X120/S, 1H2/Y180/S 1600SL 3BE86 Drum Spill Tray, 10 gal. 1614 
Overpacks Drum Tray Dolly for No. 4RF60 1618 
65 gal. cil 278 33%" ‘Yellow 1H2/X300/S 1661  6YG06 Drip Pan, 10%'L x 10/4'W x 3'H, Pkg. of 12 
95 gal. ot 27V6'——«A1V%4' ‘Yellow 1H2/X300/S 1690 5PW10 


Overpack/Salvage Drums 


= Meet UN Group 1 Standards 
= Meet DOT 49 CFR 173.3(c) 
= Meet EPA, SPCC, and NPDES Regulations 


Provide secure secondary containment of 
leaking liquids and hazardous materials. 
Chemical-resistant polyethylene construc- 
tion with screw-top lid is great for indoor 
or outdoor use. Full drums can easily be 
moved with forklift. 


and 6" 






Locking Overpack/Salvage Drum—Easy 
twist-down closing with secure 4-pt. system 
"locks" stacked salvage drums. Lock Down Security Kit 
No. 5LPZ1 is an optional, additional lockable serialized 
identification system to account for hazardous material 
from point A to Z. 


Wheeled Overpack/Salvage Drums—Built-in handles 


offering quick response on the move. 





polyolefin wheels enhance mobility and versatility, 


Drum Volume Overall UN Rating Mfr. Item 
- KS Cap. 5 0.D. 1.D. H Solid Model No. No. 5LPZO 
verpack/saivage Drums H 
20 gal. DOV%" avA 19° TH2/X75/S, tH2/Y100/S 1290-YE 3TZX6 (shown with 
30 gal. 22 V4" 21%" 30" 1H2/X100/S 1230-YE ATAJ1 No. 5LPZ1, Sold 
65 gal. 279" 23" 37" {H2/X200/S 1065-YE 4TAH9 Separately) 
95 gal. 31%" 2594" 40° 1H2/X227/8 1037-YE 4TAJ2 
Locking Overpack/Salvage Drum 
95 gal. Ze 44° 1H2/X295/S 1295-YE 5LPZO 
Lock Down Security Kit — — = — 1295-LK 5LPZ1 
Wheeled Overpack/Salvage Drums 
50 gal. 24" 18y' 453," 1H2/X125/S 1259-YE 4TAJ3 
95 gal. 311%" 2594" 473 1H2/X113/S {299-YE 4TAJ4 
EAGLE ® no. 3kn23_ | Drum Covers 
(Funnel and EAGLE ® 
[P Separately) | Chemical-resistant HDPE construction. 





Container and Dolly 


= Container meets EPA 
40 CFR 264.175 


Drum Spill Container—Use as 
a spill containment unit, mobile 
pumping station, or waste collec- 


Drum Covers—Rigid, dome-shaped snap-on 
design fits 55-gal. metal drums. 


Funnels—High sidewall makes liquid transfer 
easier and contains spills and splashes. 


Funnel Cover—Keeps out dirt and contaminants. 


i i ; i Item 
tion station. 66-gal. spill capacity. amt Description No. 
rum Covers 
Drum Dolly—tTransports drums up For Closed Head Drums 5PWO08 
to 1000 Ib. For Open Head Drums 5PWO9 
Funnels Fit 2" NPT Bung for 30- and 55-gal. Closed Head Drums 
Mfr. Item 18° dia. oPWO05 
Description 0.D. 1.D. H Model No. 18" dia. with Brass Screen 5PW06 
Drum Spill Container 31: 2/" kh 1612 3KN23 Funnel Cover 
Drum Dolly 2/2. 212 fe 1698 3KN35 Use with Nos. 5PW05 and 5PW06 5PWO07 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








No. 4TAJ4 





Item 
No. 


4RF63 
ARF59 
3KN31 
3KN34 


3KXD1 
4RF60 
4RF61 
1670PK12 5U734 








No. 5PW08 


No. 5PW05 
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SAFETY 
Spill Containment 








No. 45YX94 


Collapsible Spill Containment Wee 45YY06 
Berms and Pools lcomtior] 


Berms—Durable chemical-, rip-, tear-, and puncture-resistant berms are also 
designed for compact storage and transport. Economical units also feature a 
quick-and-easy setup. Tested welds help ensure maximum performance. 








Pools—These spill containment pools provide immediate spill response for a 
wide range of chemicals, acids, fuels, and other hazardous materials. Just pull 
the pool out and place it in your preferred area to catch any drips and leaks. 


Item 
Spill Cap. L W H No. 
Spill Containment Berms 
19 gal. 4 ft. 4 tt. 12. 45YX94 
179 gal. 4 ft. 6 ft. 12 45YX95 
230 gal. 4 ft. 8 ft. 12" 45YX96 
269 gal. 6 ft. 6 ft. 12" 45YX97 
478 gal. 8 ft. 8 ft. 12" 45YX98 
995 gal. Oi. 10 ft. 12" 45YX99 
748 gal. 10 ft. 10 ft. Tz. 45YY01 
1077 gal. 12 ft. 12 i. 12: 45YY02 
2333 gal. 12. i: 26 ft. 12" 45YY03 
4488 gal. 12 ft. 50 ft. 12: 45YY04 
9610 gal. 15 ft. 50 ft. le. 45YY05 
Spill Item 
Description Cap. H No. 
Containment Pools 
28' Outside Dia. 20 gal 13. 45YY06 
48" Outside Dia. 65 gal 14" 45YY07 


“(corm 
Covered Spill 


Containment 
Sheds 


Sheds with lockable doors safely contain and store your liquids indoors 

or outside. Constructed with roll-top drawers for easy access from either 
side and removable grates for cleaning and access to sump. Durable sheds 
won't rust or corrode and can withstand high winds and extreme weather. 
Meet EPA 40 CFR 264.175. 





No. 45YX90 No. 45YX92 
















Scan. Order. Done. 
Details on page A1. 





No. 48FZ15 


sr 
Drain Seals lcontior. 


Feature extremely durable construction 
with flexible, nonabsorbent material and 
a reinforced tear-resistant mesh interior 


sandwiched between layers of polyure- Description L Ww an 
thane around the edges. This increases — pong seals, ——12,lla__48F 215 
durability and gives it the flexibility ¥%4' Thick = a ole wae 
to deform and seal off most drains. 18° 18°  48Fz11 
Designed to quickly and effectively seal STi 24" 24" 48Fz12 
a drain in an emergency and resist oil, * a. ene 
water, and most aggressive chemicals. Square Beals, ~“p4" a4" 48FZ08 
36° 36°  ~+~<48FZ09 


Clean up easily with soap and water. 





No. 45YZ98 


IBC and Horizontal Tank 
Spill Containment Units 


One-piece molded, polyethylene units won't rust, dent, or corrode and 
provide an economical tank spill containment solution. Nos. 45YX88 
and 45YX89 are forkliftable, nestable, and include removable grates 
for easy access and an integrated pail holder for quick and easy 
dispensing. IBC units also meet EPA 40 CFR 264.175. 








Spill Load Item 
Spill Load Item Description Cap. Cap. L W H No. 
Description Cap. Cap. L W H No. IBC Containment Unit 380 gal. 3000lb. 73° 80%" 29%" ASYX88 
2-Drum 66 gal.  1000lb. 37%" 61" 7294 45YX90 IBC Containment Unit with Drain 385 gal. 3000lb. 73° 8014" 29%" 45YX89 
epum with Drain eB oa y Aa i: sit ee : on pate Horizontal yan containment Sump 3/3 gal. 10,000Ib. 84° 44" 30° 45Y298 
-Drum gal. 98° : : 4 Horizontal Tank Containment 1 , fF 
4-Drum with Drain 66 gal. 20001b. 58" 65" 60" A5YX93 Sump with Drain 373 gal. 10,000 1b. 84" 44° 30" = 4eYZ99 
ay ae Spill Containment Platforms and Pallets Icorfdor| 
Constructed of HDPE (high-density yeceiail _ on : ” ‘i iM 
- escription ap. ap. QO. 
No. 45Y2Z82 polyethylene) for excellent chemical Drum Spill REID Platforms : 
resistance and durability. Compatible with {Drum a Dial 15 gal 2000 Ib. 26 eee a aed : 
pallet ramp No. 45ZA01 for simple loading —5:,rum@-wt Drain 30 gal 5000 Ib-—5 115" 9674" 67 187782 
and unloading, except as noted. 2-Drum with Drain 30 gal. 5000lb. 51%" 26%" 61" _45YZ83 
NT eM gal. 10,000 Ib. sal as 6%"  45YZ84 
—_ -Drum with Drain 60% gal. 10,000lb. 52%" 51%" 64" ABYZ85 
Platforms Modular units feature a 4-Drum 60% gal. 10,000lb. 26%" 103%" 6%"  45YZ86 
low-profile design with removable black 4-Drum with Drain 601 gal. 10.000 1b. 2614" 103%" 615"  45YZ87 
_ 9- 6-Drum 88 gal.  10,000lb. 5114" 78%" 614" —_‘45YZ88 
No. 45Y292 grating for easy cleaning. 1-, 2-, and 6-Drum with Drain 88 gal. 10,000 lb. 51%" 78%" 615"  45YZ89 
4-drum units can be easily connected 8-Drum 121 gal. 10,000 lb. 51%" 103° 6%"  45YZ90 
with built-in U channels. 8-Drum with Drain 121 gal. 10,000lb. 51%" 103" 614" ‘45291 
Drum Spill Containment Pallets , , 
Nini 2-Drum 66 gal. 000lb. 26%" 51" 13%  45Yz92 * 
Pallets—Units come with removable 9-Drum with Drain 66 gal. 4000 Ib. 26%" 51" 13%"  A5YZ93_* 
grating for easy cleaning and built-in 4-Drum 66 gal. 8000lb. 51%" 51%" 8" ~—45YZ94 
“ti 4-Drum with Drain 66 gal. 8000lb. 5114" 51%" 8" ~——«45YZ95 
pockets for forklifting. 4-Drum 132 gal. 8000 lb. 51" 5214" 13%"  A5Y296 
. 4-Drum with Drain 132 gal. 8000lb. 51° 52%" 13%"  45YZ97 * 
Spill Pallet Ramp—Durable ramp Spill Pallet Ramp 
enables easy loading and unloading on Polyethylene 45V3" 32" 8" 45ZA01 


No. 45ZA01 


1862 GRAINGER. 





and off pallets and platforms. 


ITT 





Find even MORE on Grainger.com® 


* Not for use with No. 45ZA01 Spill Pallet Ramp. 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SAFETY 
Spill Containment 





EAGLE ® 





Spill Containment Platforms and Pallets 


PLATFORMS, PALLETS, AND SUMPS 
= Meet EPA 40 CFR 264.175 


Platforms and pallets have chemical-resistant HDPE 


construction; yellow tub with black flat-top remov- 
able grating for quick spill inspection. 


Modular Platforms—Flexible to reconfigure drum 
storage and dispensing areas. Interlocking low- 
profile design makes loading and unloading easier. 
Built-in U-channel connectors. All except 1-drum 
platforms feature forklift pockets. 1-drum platforms 
are injection molded for improved performance. 


Platforms—Platforms are ideal for larger- 
quantity storage needs. Feature forklift pockets. 
6- and 8-drum platforms are injection molded for 


increased capability. 
= SPCC Compliant 


Description 
Modular Platforms 
1-Drum 
1-Drum, w/Drain 
2-Drum 
2-Drum, w/Drain 
4-Drum, 2-piece 
4-Drum 
4-Drum, w/Drain 
Platforms 
4-Drum In-Line 
4-Drum In-Line, w/Drain 
6-Drum 
6-Drum, w/Drain 
8-Drum 
8-Drum, w/Drain 
Pallets 
2-Drum 
2-Drum, w/Drain 
3-Drum, w/Drain 
4-Drum 
4-Drum, w/Drain 
4-Drum 
4-Drum, w/Drain 
Spill Sumps 
Spill Sump 
Spill Sump w/Drain 
Spill Sump 
Spill Sump w/Drain 


Description 
Ramps 
Spill Platform Ramp 
Spill Pallet Ramp 


. . QD 
Spill Containment Platforms and Pallets i uuraatecn 


Spill 
Cap. 


15 gal 
15 gal 
30 gal 
30 gal 
60 gal 
60.5 gal 
60.5 gal 


60.5 gal 
60.5 gal 
88 gal 
88 gal 
121 gal 
121 gal 


66 gal 
66 gal 
78 gal 
66 gal 
66 gal 
132 gal 
132 gal 


373 gal 
373 gal 
635 gal 
635 gal 
Load 
Cap. 


1500 |b 
1500 Ib 


Load 
Cap. 


2,000 |b 
2,000 |b 
9,000 |b 
9,000 |b 
10,000 Ib 
10,000 Ib 
10,000 Ib 


10,000 Ib 
10,000 Ib 
10,000 Ib 
10,000 Ib 
10,000 Ib 
10,000 Ib 


4000 Ib 
4,000 Ib 
6,000 |b 
8,000 |b 
8,000 |b 
8,000 |b 
8,000 Ib 


10,000 Ib 
10,000 Ib 
10,000 Ib 
10,000 Ib 


L 


L 


26 in 
26 in 
o1 “in 
o1 Zin 
01 “in 
02 In 
02 in 


26 4 in 
26 4 in 
o1 2 In 
o1 “in 
o1 “in 
o1 Zin 


51 in 
51 in 
76 % in 
51 Yin 
51 Yin 
52 Yin 
52 Y% in 


84 in 
84 in 
88 in 
88 in 


45 % in 
45 Y% In 


Pallets—Provide mobility for transfer, dispens- 
ing, and waste collection areas. All feature forklift 
pockets. 


Spill Sumps—Black polyethylene construction. 
= SPCC Compliant 


RAMPS 
= Weight cap.: 1500 Ib. 


Polyethylene spill platform ramps make platform 
unloading easy. For use with all platforms listed 
below except Nos. 3PA32 and 35U062 to 35U064 
and pallet Nos. 35U069 to 35U072. 


W 


26 % in 
26 % In 
26 % In 
26 % In 
o1 In 
o1 2 In 
o1 2 In 


103 % in 
103 % in 
78 Yin 
78 Y% in 
103 in 
103 in 


26 % In 
26 % In 
26 4 in 
o1 In 
o1 2 In 
o1 in 
o1 in 


44 in 
44 in 
62 in 
62 In 


W 


32 in 
32 in 


BLACK/YELLOW 
Mfr. Item 
H Model No. 
6 Yin 1633 3PA32 
6 “in 1633D 35U064 
6 “Yin 1632 4YF/6 
6 Yin 1632D 35U061 
6 “Yin 1634 4YF77 
6 Yin 1635 35U065 
6 “in 1635D 35U068 
6 “in 1647 4RF62 
6 Yin 1647D 35U078 
6 Yin 1686 3KN32 
6 “Yin 1686D 35U082 
6 “in 1688 3KN33 
6 “Yin 1688D 35U085 
13%in | 1620ND 35U058 
13 % in 1620 3KN24 
15in |1630GRAI 3KN28 
8 in 1645ND 35U075 
8 in 1645 3KN29 
13%in | 1640ND 35U072 
13 % In 1640 35U069 
30 in — — 
30 in — — 
33 In — — 
33 In — — 
H Color 
8 in Black 
8 in Yellow 


These containment platforms and pallets are used to contain spills, drips, and 
leaks. They are made from 100% polyethylene and compatible with a wide range 
of chemicals, including acids and corrosives. Low-profile design reduces the poten- 
tial for hazardous liquids to splash into eyes or face. Ramps are used to load and 
unload drums. Platforms and pallets meet SPCC and EPA contain storage regulation 


40 CFR 264.175. 

No.of Drain Spill Load 

Drums Included Cap. Cap. L 
Platforms 
1 No 11gal 1,500 lb 25 “%in 
2 No 22gal 3,000lb 52in 
4 No 44gal 6,000lb 52in 
6 No 66gal 9,000lb 74 %in 
8 No  75gal 12,000 lb 98 % in 
Pallets 
1 Yes 62gal 800lb 40in 
1 No 62gal 800lb 40in 
2 Yes 66gal 4,500lb 65 Yin 
vi No 66gal 4,500lb 65 Yin 
3 Yes 66gal 4,500 lb 83in 
3 No 66gal 4,500lb 83in 
4 Yes 75gal 9,000!b 62in 
4 No 75gal 9,000lb 62in 

Description 
Ramps 


Ramp for One-Drum Pallet 
Ramp for Two-, Three- and Four-Drum Pallets 55 %in 28 Yin 
24 in 


Ramp for Two Drum Pallets and Larger 


W 


25 in 
25 '% in 
52 in 
50 in 
50 in 


40 in 
40 in 
40 in 
40 in 
34 % in 
34 % in 
62 in 
62 in 


L 


Mfr. 
Model 


0678 
676 Black 


Mfr. 

H Model 
5% in 1321 NOT DRILLED 

5 % in 1086 
5% in 1072 
5 Yin 175 
5 Yin 1075 
12 in 9607 
12 in 9606 
8 % in 9611 
8 % in 9610 
8% in 9627 
8 % in 9626 
8 % in 9631 
8 % in 9630 

W H 
68 %in 28%in 12in 
8% in 
382in 5% in 


1089 


Item 
Color No. 
Yellow 3VAR3 


Yellow/Black 4LNU3 
Yellow/Black 4LNU2 
Yellow/Black 4LNR2 
Yellow/Black 4LNR3 


Yellow 53CP33 
Yellow/Black 4LNR4 
Yellow 53CP34 
Yellow/Black 4LNV9 
Yellow 53CP35 
Yellow/Black 9M443 
Yellow 53CP36 
Yellow/Black 4LNW1 

Item 
Color No. 


4LNR5 
3FTZ2 
4LNT1 


Black 


Yellow 


BLACK 
Mfr. Item 
Model No. 
1633B 35U062 
1633BD 35U063 
1632B 35U059 
1632BD 35U060 
1635B 35U066 
1635BD 35U067 
1647B 35U076 
1647BD 35U077 
1686B 35U080 
1686BD 35U081 
1688B 35U083 
1688BD 35U084 
1620BND 35U057 
1620B 35U056 
1645BND 35U074 
1645B 35U073 
1640BND 35U071 
1640B 35U070 
16275 35U087 
16275D 35U088 
16550 35U089 
16550D 35U090 
Mfr. Item 
Model No. 
1689B 35U086 
1689 4RF65 


No. 53CP33 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








No. 
35U062 


No. 4RF65 





No. 4LNU3 


No. 4LNT1 
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SAFETY 
Spill Containment & Recycle Systems 








drums. 


ENPAC® Drum 
Rack System 
No. 4TAL6 


Eagle Drum System 
(Components Sold 
Separately) 


Load Mfr. Item 
Description Cap. L W H Model No. 

Eagle Drum Containment System 
1-Drum Stack Module 1000 Ib. 2672" 27 29" 1606 5PV97 
2-Drum Stack Module 2000 lb. 26/2" 48" 13° 1607 5PV98 
Cradle 2000 Ib. 26/2" 29" 2200 1605 5PV96 
Drum Stacker Shelf 100 Ib. 23" 19" 19" 1608 5PV99 
aa 5000 lb. 51%" 26%" 614" 1632 4YF76 





OL SrmoS No. 5PWo2 No. 3KP15 
Spill Load Mfr. Item 
Cap. Cap. 0.D. 1.D H Brand Model No. 
Mobile Drum Spill Dolly 
12 gal. 1,250 Ib. 3594" ot gy," Eagle 1613 3PA33 
Spill Load Mfr. Item 
Description Cap. Cap. L W H Brand Model No. 
Drum Spill Platform Cart 
2-Drum 30 gal. 2000 lb. 56" 28" 44" Eagle 1637 5PWO02 
Spill Containment Caddies 
Indoor Caddy 7O0gal. 600lb. 69" 3134" 26%" ENPAC — 5300-YE 3KP15 
Outdoor Caddy /70gal. 600lb. 69" BEd 27" ~~ ENPAC  5300-YE-A = 3KP22 
No. 9ACYO * GRAINGER 
APPROVED 


Pail Skids 


For safe storage or to reduce spills when 
transferring liquid. High-density poly- 
ethylene resists chemical deterioration. 
No. 9JW86 has removable plywood deck 
to allow liquid drainage into base. 









Spill Item 

Cap. L W H No. 

5¥% gal. 26" 20" 6 QJW86 

7% gal. 36" 24" 8 QACYO 
30RF41 Ly-% 
Aerosol Can ..7% > 


Recycler System 2 4223 


= No. 30RF41 meets EPA 40 CFR 261.1(c)(6) 


Designed to puncture and drain aerosol cans to help render them exempt from 
hazardous waste regulations. Works with 9'’2"H domed mini, standard, and 
jumbo aerosol cans. Complete with puncture unit, goggles, instruction sign, 
plastic sleeve, 2-pc. carbon/coalescing filter, and grounding wire. Recycler 
mounts directly into a 2" bung on a 30- or 55-gal. drum to capture residual 
liquids. Features a carbon cartridge changeout indicator strip—carbon cartridge 
life is 3 mos., coalescing filter life is 6 mos. 


Mfr. Item 

Description Model No. 
Aerosol Can Recycler System DRM1266 30RF41 
Combination Coalescing/Carbon Filter DRM1151 30RF42 
Activated Carbon Cartridge, Pkg. of 2 DRM1150 30RF43 


1864 GRAINGER. 


ITT 


Spill Containment Systems 


Eagle Drum Containment System— 
Chemical-resistant, polyethylene modular 
system can be configured for desired setup. 
Cradle No. 5PV96 interlocks with spill pallet 
grating for stable drum storage. Shelf 

No. 5PV99 attaches to single or double unit 
to support containers while dispensing from 


= Use with Eagle's spill containment 
pallets and platforms (see page 1863) 





Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 


EAGLE ® 





ENPAC® Drum Containment System—Polyethylene 
system consists of base module, stack module, and 
dispensing shelf. Double dispensing well accommo- 
dates safety cans and 5-gal. pails. 


ENPAC® Drum Rack System—Polyethylene system 
holds two horizontally stacked 55-gal. drums. Shelf 
permits simultaneous dispensing, and bottom well 
holds 5-gal. pails and contains incidental spills and 
splashes. Can be moved with a forklift. 


Load Mfr. Item 
Description Cap. L W H Model No. 
ENPAC® Drum Containment System 


1-Drum Base Module —_1600 Ib. oa 5a 3245 6006-YE  3NJN6 
2-Drum Stack Module 3000 Ib. 49" 53 Pa 6000-YE 3KP16 
1-Drum Stack Module —_800 Ib. 314" 40/4" 20" 6007-YE  3NJN7 
2-Drum Stack Module 2400 lb. 49" 4053/4" 1234" 6002-YE 3KP17 
Drum Stacker Shelf 60 Ib. iva 22 17%" 6003-YE 3KP18 
ENPAC Drum Rack System 

2-Drum Rack 1600 Ib. on" 53: 53" 600673-YE  4TAL6 


Portable Spill 


Containment Units 


Mobile Drum Spill Dolly—Protects 
against spills and leaks while moving 
drums. Features poly push/pull handle 
with a vertical locking port and 5 
swivel casters (2 locking). 





EAGLE ® > 
Sie 


Spill Containment Caddies—100% 
polyethylene drum handling, 
dispensing, and spill containment 
systems hold 55-gal. drums. Can be 
transported with forklift. Dispensing 
accommodates a variety of contain- 
ers. Indoor Caddy No. 3KP15 has 10" 
polyolefin wheels. Outdoor Caddy 
No. 3KP22 has 10" semipneumatic 
wheels. Removable caddy liner avail- 
able for easy cleaning. 


Drum Spill Platform Cart— 
Polyethylene construction. Features 
flat-top removable grating on steel 
frame, push/pull handle, plus 2 swivel 
and 2 fixed casters. 


EAGLE ® 





Budget Basins 


HDPE is compatible with most 
chemicals. Low-profile basin loads 
and unloads easily. 4-drum basin 
fits on standard 48" x 48" pallet for 
multilevel storage. 


No. 
5PWO1 





Spill Mfr. Item 
Description Cap. L W H Model No. 
2-Drum 34 gal. tye 26%" 62" 1631 oPW01 
4-Drum 66 gal. O12 a1 oH 1638 3BE85 


Aerosolv™ Aerosol ~— 
Can Recycling 7 
System 


Hand-operated unit relieves pressure from spent aerosol cans and prepares 
them for recycling. System includes a puncturing unit, coalescing/carbon filter, 
antistatic wire, and goggles. Accommodates a wide variety of industrial aerosol 
can sizes and shapes, including the 200 series, 300 series, and 6-02. cans. 
Thread directly into the 2" bung of any standard drum. 





Mfr. Item 

Description Model No. 
Standard Aerosol Can Recycling System 28202 3KP13 
Combination Coalescing/Carbon Filter 2819/ 3KP11 
Activated Carbon Cartridge, Pkg. of 2 28198 3KP12 
Color Changing Combination Coalescing/Carbon Filter 28224 2RYG/ 
Color Changing Activated Carbon Cartridge, Pkg. of 2 28223 2RYG6 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® SAFETY 
Find the wf. Find Solutions. Find Great Prices. Spill Containment 





Low-Profile Spill Pallets 2) ULTRATECH 
= Meet EPA 40 CFR 264.175 


Low-profile design is nearly 50% lower than standard spill pallets for less strenuous drum handling. 
Pallets feature removable grates with a nonslip surface. 





Spill Load Mfr. Item 

Description Cap. Cap. L W H Model No. 
1-Drum 62 gal. 800 Ib. 40" 40" TZ 9606 4LNR4 
2-Drum 66 gal. 4500 Ib. 65" 40" 8/4" 9610 4LNV9 
3-Drum 66 gal. 4500 Ib. 83° 342 By 9626 9M443 
4-Drum 75 gal. 9000 Ib. 62" 62" 84" 9630 4LNW1 


Portable and Flexible Spill Pallets and Grates 


Pallets provide temporary movable containment use and spill control. Can be used as portable 
washdown pad or pumping station. For indoor or outdoor use. Polyethylene foam Grates, Nos. 4TAL8 
and 4TAL7, provide a firm foundation and clearance to capture incidental spills for items stored on 
spill pallets. Flexible construction allows for hand truck traffic and ample storage and transport. 







No. 4TAL4 
(Spill Grates 


_ Spill Mfr. Item Sold Separately) 
Description Cap. L W H Model No. 
1-Drum Spill Pallet 7 gal. 24" 24" 3" 0/90-YE 4TAL2 
2-Drum Spill Pallet 14 gal. 24" 48" a. 0/o0-YE 4TAL3 
4-Drum Spill Pallet 29 gal. 48" 48" 3 0/60-YE 4TAL4 * 
1-Drum Spill Pallet Grate = 23° 233. 1%" 7007-BK 4TAL8 
2-Drum Spill Pallet Grate = 23° 472 1%" 7006-BK 4TAL7 


* Use two of 2-Drum Pallet Grate No. 4TAL7. 


Spill Deck Bladder Systems fe) ULTRATECH 


= Meet EPA 40 CFR 264.175 Polyethylene containment deck systems have 
spill containment regulations sump to capture small spills and leaks; hidden bladder unfolds to 
capture larger spills or leaks. Low-profile design enables safe, conve- 
nient drum loading, even without equipment. 


No. 4LNT7 


Spill Load Mfr. Item 
Description Cap. Cap. L W H Model No. 
{-Drum Spill Deck Bladder System 77 gal. 1500 Ib. 3014" 257% 5yA" 1320 3VAR2 
2-Drum Spill Deck Bladder System 88 gal. 3000 Ib. OZ. 26" 5%" 2329 4LNT7 
4-Drum Spill Deck Bladder System 110 gal. 6000 Ib. Of. 26%" oY4" 2330 4LNT6 
Bladder Hand Pump = = = — — 2345 4JME3 
Replacement Bladder 66 gal. —_ 66" 65 2" AY," 6340 9PRK2 
In-Line Spill Deck Bladder Systems fee] ULTRATECH 
INTERNATIONAL, INC. 
= Meet EPA 40 CFR 264.175 Polyethylene containment deck systems 
spill containment regulations consist of connected modules that enable spills to flow from module 
= SPCC compliant to module. Hidden containment bladder unfolds for additional spill 


capacity. Can connect to additional in-line systems for expansion. 
Low-profile design with narrow depth saves valuable floor space. 





Spill Load Mfr. Item 
Description Cap. Cap. L W H Model No. 
3-Drum 99 gal. 4500 Ib. 11% 256. 59/4" 2360 4LNU6 No. 4LNU6 
4-Drum 110 gal. 6000 Ib. 104" 25% 5/4" 2361 4LNU7 
Spill Pallet Ramp —_ _ 24" 32. 5/4" 1089 4LNT1 





= & 
Secondary Containment G@uremecy ULTRATECH 
Rack Sump Drum Pallet 


= Meets EPA 40 CFR 264.175 and Sump 


= SPCC Compliant 
Low-profile design fits into most warehouse racking = Meets EPA 40 CFR 264.175 
= SPCC Compliant 


and allows forklift access to pallet while sump remains 
in place. Polyethylene construction resists rust, corro- Combination drum pallet and 
sion, and chemicals. Holds up to four 55-gal. drums containment sump has removable 
and can accommodate 40" x 48" or 48" x 48" wooden deck and 4-way forklift access 
pallets. Translucent yellow color. Nestable design allows for easy rotation. Polyethylene 
for easy storage when not in use. ii construction. 4-drum capacity. 

Spill Load Mfr. Item Spill Load Mfr. Item 








Cap. Cap. L W H Model No. Cap. Cap. L W H Model No. 
66 gal. 50 Ib. 51 ee 12" 2395 4WLT7 80 gal. 6900 Ib. th ol" 172" 0801 4LNUS 
H EAGLE ® 
2-Drum Workstations SS 


= Meet EPA 40 CFR 264.175 

Workstations have chemical- and weather-resistant polyethylene construction to provide secure, lockable 
indoor/outdoor storage. Can be moved with forklift or pallet jack. No. 3NK26 permits lids to close while pump 
is in place. Dolly No. 3NK27 has welded construction with 4 swivel wheels. 





Spill Load Mfr. Item 

Description Cap. Cap. L W H Model No. 
2-Drum Workstation 110 gal. 4000 Ib. 60" 34" 46" 1626 3KN29 
2-Drum High-Profile Workstation 220 gal. 4000 Ib. 60" 34" 64" 1628 3KN26 
Dolly for Nos. 3KN25 and 3KN26 = 1500 Ib. 60" 34" 6" 1629 3KN2/ 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1865 


SAFETY Scan. Order. Done. 





Spill Containment Details on page Al. rie 
“ “ 7 34! ULTRATECH 

Roll-Top Spill Containment Units ee BATE 
= Meet EPA 40 CFR 264.175 1-Drum—Tall, 2534" head space allows easy 
= Comply with SPCC access to drum pumps and conical funnels. 
Allow safe storage of hazardous drums with pumps Lightweight upper section can be removed for 
and funnels in place. Lockable polyethylene units loading or unloading. 
are resistant to rust and corrosion. Roll-top cover 2-, 4-, and 8-Drum—Enclosure design has wide- 
offers easy access. Can be safely moved by forklift swinging front doors that allow drums to be easily 
or dolly. accessed from either side. Low-profile contain- 


ment pallets for safe, easy pouring or pumping. 
Spill Platform Ramp No. 3FTZ2 provides easy drum 
handling and stores inside unit. 





Spill Load Mfr. Item 
Description Cap. Cap. L W H Model No. 
1-Drum 70 gal. 800 Ib. 36" 36" 66" 9640 3FTX8 
1-Drum with Drain 70 gal. 800 Ib. 36" 36" 66" 9641 3FTX9 
2-Drum 66 gal. 4500 Ib. 674" 44%" 74" 9612 3FTY1 
2-Drum with Drain 66 gal. 4500 Ib. 674" 44" 74' 9613 3FTY2 
4-Drum 75 gal. 9000 Ib. 64" 62" 79" 9636 3FTY3 
4-Drum with Drain 75 gal. 9000 Ib. 6414" 62" 79" 9637 3FTY4 
No. 3FTY4 8-Drum 75 gal. per compartment 9000 Ib. 126" 62" 79" 9650 3FTY5 
. 8-Drum with Drain 75 gal. per compartment 9000 Ib. 126" 62" 79" 9651 3FTY6 
Spill Pallet Ramp — — Doe 28 V2" 894" 676 3FTZ2 * 


* Not for use with 1-Drum Unit Nos. 3FTX8 and 3FTX9. 


Roll-Top Door Spill Containment Units 3 


= Meet EPA 40 CFR 264.175 

Securely store 55-gal. drums while keeping drum pumps in place and protecting against damaging spills, 
indoors or out. Polyethylene construction with rollback and lockable doors. Allow entry and exit from both 
sides. Ship unassembled. 





Spill Load Mfr. Item 

Description Cap. Cap. L W H Model No. 
2-Drum Spill Pallet Hard Cover 58 gal. 2000 Ib. 60" 37" i2. 4062-YE 5VD50 
No. 5VD51 and 4-Drum Spill Pallet Hard Cover 66 gal. 6000 Ib. 65" 58" 69" 4064-YE 5VD51 
No. 5VD53 (Sold Spill Platform Ramp for 2- and 4-Drum Pallets — 1000 Ib. 677%" 3054" 12/2" 5039-BK 5VD53 

Separately) Spill Ramp Extender for 2-Drum Pallet — = 29" 8" be 9038-BK  5VD52 ~* 
* Required when using ramp with 2-drum pallet. 
EAGLE ® 


Storage Building 
= Meets EPA 40 CFR 264.175 
Covered hut can securely store up to four 55-gal. spill containment drums. It is made of high-density poly- 
ethylene (HDPE) with UV inhibitors, and has vented door louvers and a removable grating. The building has 
4-way forklift pockets for transport when full. Empty building is easily positioned with the integrated top 
hooks. Optional ramp helps ease loading. 





scsi a na : ‘4 ; mie tam 
No. 5PWO3 and escription ap. ap. ode 0. 
4-Drum Storage Building 66 gal. 8000 Ib. 57 va Zz 1649 5PWO3 
No GREG? \2e!¢ Separatoty] Spill Pallet Ramp — 1500 Ib. 4514" 32" 8 1689 4RF65 
- ps4 ULTRATECH 
Hard-Top Containment Systems NEAR Ne 


= Meet EPA 40 CFR 264.175 spill containment regulations 
= SPCC Compliant 


Hard-top systems feature lockable hinged covers to provide secure outdoor storage of hazardous materials. 
Easy-open covers have steel lift brackets to temporarily remain in an open position. Weather-resistant poly- 
ethylene construction is compatible with a range of chemicals. UV inhibitor helps resist damage. Removable 
deck grates for easy cleaning of sump area. Pallets, also available separately, have bright yellow translucent 
sidewalls that enable visual leak detection. No. 4LNR6 is not for use with 2-drum pallets. 





Spill Load Mfr. Item 
Description Cap. Cap. L W H Model No. 
2-Drum, Hard Top 66 gal. 3000 Ib. a 30¥," 63/7," 1082 8ZEP8 
4-Drum, Hard Top 66 gal. 6000 Ib. Ya 54" 641" 1080 9CG52 
2-Drum, Pallet Only 66 gal. 3000 Ib. 53" 29" 16%" 1010 8UL63 
4-Drum, Pallet Only 66 gal. 6000 Ib. 53" eo 11%" 1000 9NPDO 
Spill Pallet Ramp 318 gal. — 68" 28Y2" 12" 0678 4LNR5 
1866 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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7 . - (eA) 
Roll-Top IBC Spill Containment Units (See VITRATECH 
= Comply with EPA 40 CFR 264.175 
= SPCC Compliant 


Rust- and corrosion-resistant polyethylene design safely stores and locks hazardous materials. Upper roll- 
top door and lower swing-out doors provide easy access. Can be safely lifted and moved with a forklift. 





No. 
Spill Load Mfr. Item 3FTY7 
Description Cap. Cap. L W H Model No. 
Single IBC Containment Unit 365 gal. 8500 Ib. 64/3" 62" 96" 1162 3FTY7 
Single IBC Containment Unit w/Drain 369 gal. 8500 Ib. 641%" 62" 96" 1161 3FTY8 
Twin IBC Containment Unit 939 gal. 16,000 Ib. 128" 67" 96" 1148 3FTY9 
Twin IBC Containment Unit w/Drain 535 gal. 16,000 Ib. 128" 67" 96" 1149 3FTZ1 


ULTRATECH 


IBC Spill Containment Units 


Units have all polyethylene construction for chemical 
resistance; will not rust or corrode. Large 52" x 52" 
deck with removable grates for easy cleanup. Forklift 
access. All except No. 4LNT2 have a low-profile design 
for safe, convenient dispensing. Single and double-stack 
units have a small footprint. Double-stack unit holds 2 
IBC tanks stacked on top of each other; meets EPA and 
SPCC container storage regulations. Twin units feature 

a 1-pc. molded sump that meets EPA and SPCC spill 
containment regulations for 2 IBC tanks. 





No. 4LNT2 
(IBC Tanks 
not included) 


| r 
77a 


Ts 






No. 4LNP1 
(IBC Tanks not included) 





Spill Load Mfr. Item 

Description Cap. Cap. L W H Model No. 
Single IBC Spill Containment Unit 365 gal. 8500 Ib. 62" 62" 28" 1157 4LNV6 
Single IBC Containment Unit w/Drain 365 gal. 8500 Ib. 62" 62" 28" 1158 4LNV7 
Double Stack IBC Containment Unit 400 gal. 16,000 Ib. 5854" 5874" oo: 1057 4LNT2 
Twin IBC Containment Unit 535 gal. 8000 Ib. 12412" 618" 22" 1140 4LNP1 
Twin IBC Containment Unit w/Drain 535 gal. 8000 Ib. 12412" 61%" 22" 1144 4LNP3 

EAGLE ® 








IBC Spill Containment Units 


= Meet EPA 40 CFR 264.175 Single IBC Spill Units—Platform supports IBC tanks up to 
Polyethylene units resist rust, corrosion, 50" square and can hold up to two IBC tanks vertically. Wide 
and most chemicals. size helps contain side puncture-type leaks. 


Double IBC Spill Unit—Accommodates two IBC tanks and fits 
most IBC dispensing units. Can be moved with a forklift. Two 
front bucket wells provide safe dispensing. 





Spill Load Mfr. Item 
Description Cap. Cap. L W H Model No. 
Single IBC Containment Unit 400 gal. 10,000 Ib. 67" 67" 26" 1683 5AB20 
Single IBC Containment Unit, w/Drain 400 gal. 10,000 Ib. 67" 67" 26" 1683D 35U079 No. 5AB20 
Twin IBC Containment Unit 400 gal. 20,000 Ib. 118" 712" 20: 1684 5AB21 
RU LITTLE No. 4UDX5 
INS GIANT (IBC Tank not included) 


IBC Spill Containment Units 


Made of heavy-gauge steel for durability. High-load capacity with removable grating deck and drain plug 
for easy cleaning. Included pail holder attaches to inside or outside of sump; Double IBC Unit No. 4UDX6 
includes two holders. 





Spill Load Mfr. Item 

Description Cap. Cap. L W H Model No. 
Single IBC Unit 400 gal. 10,000 Ib. 76" 51" 29" SST-IBC 4UDX5 
Double IBC Unit 400 gal. 10,000 Ib. g9" ail 23° SST-IBC-2 4UDX6 





No. 4TAL1 
ENPAC (IBC Tank not included) 


IBC Spill Containment Unit with Integrated Pail Holder 


= Meets EPA 40 CFR 264.175 

Polyethylene unit resists rust and corrosion and is highly chemically compatible. Platform supports 
IBC tanks up to 56%" square and can hold up to two IBC tanks vertically. Integrated 5-gal. pail 
holder provides easy, spill-free dispensing. 


Spill Load Mfr. Item 
Cap. Cap. L W H Model No. 
385 gal. 8000 Ib. 73° 8012" 29%," 5469-YE 4TAL1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1867 





SAFETY 
Safety Storage Cabinets 


Scan. Order. Done. 
Details on page A1. 


Safety Storage Cabinet Information 


Consider the following when selecting a safety cabinet: 

= Federal, state, and local compliance requirements 

= Hazardous chemical flash point 

Determine whether liquid is Class | (Flammable) or Class II and Ill 
(Combustible) by using the liquid's Material Safety Data Sheet (MSDS). The 
flash point of your liquid classifies it as flammable or combustible. 


OSHA COMPLIANCE: 
The combined total of Class | and Class II liquids should not exceed 60 gal. 


NFPA 30 COMPLIANCE: 


The combined total of all Class |, Class II, and Class Ill liquids should not 
exceed 120 gal. 


FLASH POINT GUIDE: 
Class | Flammables - Flash Point: Below 100°F 


Under Counter 
No. 45AE84 


Bench Top 

No. 45AE90 
Standard 
No. 45AE88 






Slimline 
No. 19T248 





Under Counter 
No. 19T253 








Standard 
with Legs 
No. 19T289 
Standard 
No. 19T256 
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Class Il Combustibles - Flash Point: 100° to 139°F 
Class Ill Combustibles - Flash Point: 140°F and above 


COMMON FEATURES: 

Double-wall construction with 12" air space, continuous piano hinges, self- 
latching doors with 3-point key lock, 350-lb. capacity adjustable shelves, 
dual vents with flame arrestors, 2" leakproof bottom sill, leveling feet, built-in 
grounding connection. Includes English, Spanish, and French warning labels. 


DOOR TYPES 
Manual—Doors open full 180° and self-latch when pushed closed. 


Self-Close—Doors automatically shut and latch after release. Fusible links 
hold doors open and melt at 165°F for automatic closure. Bifold, sliding style 
glides smoothly on spring-loaded track for one-handed access. Self-closing 
doors are mandatory in certain states that follow the NFPA Fire Code. Contact 
local fire marshal for specific requirements. 





Steel Flammable Liquid 
Safety Storage Cabinets 


* coro 
= Meet OSHA and NFPA Code 30 Standards 

= FM Approved 

Flammable liquid storage cabinets have 16-ga. steel construction. High-gloss 
yellow polyurethane powder-coat paint and warning label. 2"W louvered panels 
support shelves adjustable on 4" centers. A flush-mount recessed lockable 
paddle latch with 3-point locking system provides improved security. Include 
four adjustable feet. 


Door No. of No. of Item 
Cap. Type Doors Shelves H W D No. 
Bench Top 
4 gal. Manual 1 1 22%" 1738 184" 45AE90 
4 gal. Self-Closing 1 1 23% 1738 184" 45AE83 
Under Counter 
12 gal. Manual Z 1 18% 43 V8" 18% 45AE84 
Standard 
12 gal Manual 1 1 oe. 23° 18 42X503 
12 gal Self-Closing 1 1 36%" 23" 18 45AE87 
16 gal Manual 1 1 44" 23. 18 42X496 
22 gal Manual 2 1 30" 30° 22 42X497 
22 gal. Self-Closing 1 2 66%" 2376 18% 45AE81 
24 gal. Manual 2 4 44" 43" 2 42X498 
30 gal Manual Z 1 44" 43" 18 42X499 
30 gal Self-Closing 2 1 A538" 43" 18 45AE86 
45 gal Manual 2 2 65" 43" 18 42X501 
45 gal Self-Closing 2 2 66%" 43" 18 45AE88 
60 gal Manual Z 2 65' 34" 34 42X502 
60 gal. Self-Closing 2 2 66% 34" 34 45AE82 
90 gal. Manual 2 2 65 43" 34 45AE85 
90 gal Self- Ce eosin ee es 2 2 66% 43" 34 45AE89 


Steel Flammable Liquid cee 
Safety Storage Cabinets Pemsticts 


= Meet OSHA and NFPA Code 30 Standards 

= FM Approved 

Cabinets are easily identified for storage of flammable liquids, with powder- 
coat yellow finish and safety signage in large red letters. Galvanized steel 
shelves adjust on 3" centers. Lockable flush-mounted handle with two keys. 
Welded 18-ga. construction with 14-ga. door front panels for greater protection. 
Standard with Legs Cabinets have 4"H legs. 


DOOR TYPE 
SELF-CLOSING MANUAL 
No. of No. of Mfr. Item Mfr. Item 

Cap. Doors Shelves H W D Model No. Model No. 
Under Counter 
12 gal. 1 1 30" 24" 22" BK12YP 191253 — — 
30 gal. 2 1 30. 48" 22" BK30YP 191255 | BI30YP 191278 
Slimline 
12 gal. 1 1 35° 22° ies BJ12YP 197248 BA12YP 197242 
60 gal. 1 4 65" 23° 34" BJ60YP 191252  BA60YP 191246 
Standard 
120 gal. 2 2 65" 59" 34" — — BM120YP 191256 
Standard with Legs 
28 gal. 2 2 49 34" 18 — — FM28YP 191280 
30 gal. 2 2 49 43" 18 FS30YP 191287 — — 
44 gal. 2 3 70 34" 18 — — FM44YP 191282 
45 gal. 2 2 70 43" 18 FS45YP 191289 — — 
60 gal. 2 Z 70 34" 34 FS60YP 191290 FM60YP 1917284 
90 gal. 2 2 70 43" 34 FS9OYP 197291 FM90YP 1917285 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SAFETY 
Find the ww. Find Solutions. Find Great Prices. Safety Storage Cabinets 


Find more Safety Storage Cabinet information on page 1868. 






Benchtop 
Yellow 
No. K2479 


Space Saver 









Yellow 
No. K2476 
Standard 
Yellow Standard with Legs 
No. K2469 No. 55EA72 
Wall Mount 
Yellow 
No. K2478 
Stackable 
No. 19T260 
EAGLE © Jems 
ucts @ JUSTRITE 
Safety No. of 
Steel Safety Cabinet > CHOOSE: No. of Cabinet Additional Mfr. Item 
Cap. Door Type Color Doors Shelves 4H W D Shelf Brand Model No. 
= Standard 
Storage Cabinets 30 gal Manual Gray, Red, Yellow 2 1 44in 43in 18in 1YNH7 Eagle 1932  K2468 
ot aa set Wosing 5 ned, ew i 5 , a in i in ie in Ne Eagle 3010 K2469 
=» Meet OSHA and NFPA tandar 9 ga anua eige, Gray, Red, Yellow 9 in in in NH7 Eagle ~—_:11947 K2470 
OSHA and Code 30 Standards 45 gal Self-Closing Beige, Gray, Red, White, Yellow 2 2 6oin 43in 18in  1YNH/ Eagle 4510 K2471 
= FM Approved, except 2- 60 ga Self Closing Gray, Red, Yellow : : 65 in 34 in 34in 1YNG4 Eagle 6010 K2d72 
nd 4-qal. inet ga anua ellow 9 in in 34in_ —1YNG5 Eagle 1992 DVEC24 
and 4-gal. cabinets 90 gal Self-Closing Yellow 2 2 65in 43in 34in 1YNGd Eagle 9010 d9EC22 
Constructed of fully welded 18-ga. galva- Standard with Legs 
: : . tA 12 gal Manual Yellow 1 1 39 in 23%in 18in 13M431 Eagle 1925 dOEA7/2 
nized steel with powder-coat finish. Feature = —4¢ 43; —Manual Yellow 1 1 48in 23 %in 18in 13M431 Eagle 1906 55EA77 
flush-mounted handle with key lock and l 3 ga Seli-Glosing vallow d 1 48in 23%in 18in 13M431 Eagle 1905  55EA75 
3/,"" ga anua ellow 1 48in 43in  18iIn 1YNH7/ Eagle 1932 55EA93 
shelf brackets on 47%" centers. 30 gal_Sel-Closing Yellow | 48 in —43in_—18in_—1YNH7_—_Eagle 3010 GEARS 
tela 2 ga anua ellow in in in v4 Eagle 1947 d0ECOS 
Standard—For storing flammable liquids in ~a5 gal Self-Closing Yellow 22 69in 43in 18in 1YNH7 Eagle 4510 55ECO1 
ae aad cae S0gal— Manual Yellow 5 5 —8gn- 49 in 34in-—TYNGS—Eagle 1902 BBEC25 
Standard with Legs—Fork-liftable cabinets EL aa Self-Closing Yellow 2 2 69in 43in 34in 1YNG5 Eagle 9010 99EC23 
‘i enchtop 
feature 4" legs to elevate cabinets off the 2 gal Manual Yellow i i {8in i7in 17in 4HTZ4 Eagle 1901 _ 55EA60 
er ——— — ee ee 
ga anua ellow in in in agle 
i Li i 4 gal Self-Closing Beige, Yellow 1 1 22in 1/in 1/in  4HIZ4 Eagle 1903 K2479 
Benchtop—Smaller-size cabinets can be Space Saver 
Closer to the work area. 12 gal Manual Beige, Gray, Red, Yellow 1 1 3oin 23 %in 18in 13M431 Eagle 1925 K2473 
12 gal Self-Closing Beige, Gray, Red, White, Yellow 1 1 30in 23 %in 18in  13M431 Eagle 1924 K2474 
Space Saver—!Ideal when space is limited. 16 gal = Manual Red, Yellow 1 1 44in 23%in 18in  13M431 Eagle 1906 K2480 
iL aa set Wosing n wow i ze in ss ie in i in 138M431 Eagle 1905 55EA74 
— j ga anua ed, Yellow 2 In 4 in in 13M431 Eagle 1923 K2475 
Stackable—Stack units to add Spay where 24 gal Self-Closing Gray, Red, Yellow 1 3 6oin 23 %in 18in 13M431 Eagle 2310 K2476 
needed. Stackable 
; : 12 gal Self-Closing Red 1 1 22in 23in 18iIn GS123  Jamco  BNi2 191260 
Wall Mount—Provide convenient eye-level 15 gal Manual Yellow 2 1 24in 43in 18in 1YNH7 Eagle ADD1  55EA73 
storage wea eli Closing Yellow 1 1 44in 23 %in 18in = Justrite 8915 4HTV8 
; all Moun 
24 gal Manual Red, Yellow 2 3 44in  43in  12In 8F988 Eagle 1976 K2477 
24 gal Self-Closing Red, Yellow 2 3 44in 43in  12In 8F988 Eagle 1975 K2478 


* Code states that not more than 60 gal. may be Class | and Class II liquids. 


- J 7 * GRAINGER 
Cabinet Accessories @ JUSTRITE APPROVED , 
Galvanized steel Shelves resist corrosion. Corrosion-resistant Shelf/Bottom —_— —— ‘ 


Trays protect cabinet shelves from corrosives and spills. 


No. 13M431 


Mfr. Item 
Description Material Color W D Brand Model No. 

Additional Shelves 
Metal Shelf for 2-and 4-gal. Cabinets Galvanized Steel Silver 14" 13" ~_Justrite 29935  4HTZ4 
Metal Shelf for 12-, 16-, 24-gal. Cabinets Galvanized Steel Silver 19%" 14" Justrite 29936 13M431 


Metal Shelves for 48-gal. Cabinets, Pkg. of 2 Galvanized Steel Silver 19%" 29" Justrite 29941 13M432 





H 
2 

Metal Shelf for 15-, 17-, 30-, 40-, 45-gal. Cabinets Galvanized Steel Silver if 39%3' 14" Justrite 29937 1YNH7/ 
fi 





Metal Shelf for 60-and 96-gal. Cabinets Galvanized Steel Silver 30%" 29" Justrite 29944 1YNG4 No. 13M447 
Metal Shelf tor 60-and 96-gal. Cabinets Galvanized Steel Silver 39%" 8%' Justrite 29938  8F988 ii 
Metal Shelves for 90-gal. Cabinets, Pkg. of 2 Galvanized Steel Silver 39%" 29" Justrite 29945 1YNG5 
Shelf/Bottom Trays 
oe govom Ne sol a and 4-gal. Cabinets Polyethylene Yellow 1° 13%" — _  Justrite 25934 13M380 
elf/Bottom Tray for 15-, i 17," ; 
30- and 45-gal. Cabinets Polyethylene Yellow 2" 3834" 13%" Justrite 29962 13M445 
Shelf/Bottom Tray for 12-, 16-, 24-gal. Cabinets Polyethylene Yellow 2" 18%" 13%" Justrite 29968 13M447 No. 
eee Tray for 60-gal. Cabinets Polyethylene Yellow 2" 29%4" 29%" Justrite 29961 13M444 13M344 
ond Wire 
Bond Wire with 2 Clips, 3-ft. GA 08500 13M344 
Bond Wire with C-Clamp and Clip GA 08501 13M345 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1869 













SAFETY Scan. Order. Done. 
Safety Storage Cabinets Details on page Al. 


Ceara 











Countertop 
eeedaea No. 13M525 
No. 1YND9 Slimline 
No. 1YNG8 
Standard 
Red . 
Standard with 
nora Safety Cans 
| aaa No. 4HTU4 
Standard 
Gray Stackable 
@ JUSTRITE No. E4577 No. 1YNG7 
Steel Safety Storage Cabinets 
= FM Approved except Nos. 1AKG3, Standard—Nos. 1AKG3 and 4KPX5 feature a Countertop—tdeal anywhere space is at a 
4KPX9, and 4-gal. cabinets dual-padlock steel security bar. premium. 


= Meet OSHA and NFPA Code 30 Standards 


Constructed of fully welded, 18-ga. galvanized steel Standard with Safety Cans—Cabinet has a Stackable—Stack or mount on top of 30- 


2" leakproof sump and includes Type |, 5-gal.red and 45-gal. cabinets. Can also be wall- or 


with powder-coat finish. U-Loc™ paddle handle with galvanized steel safety can No. GAWO3, also sold += bench-mounted. 
slip-resistant grip features fail-safe, 3-point self-latching separately on page 1874 


system and 2 keys; will accept a padlock for added secu- | Can is UL Listed Under Counter Mount—Recessed 2%" kick 
rity. SpillSlope™ shelves adjust on 3" centers and have plate mounts flush with other cabinetry. Dual vents 
built-in troughs to catch drips and lead to leakproof sump. Slimline—Slim width allows extra storage space. on back wall provide increased airflow. 


Haz-Alert™ reflective labeling for added safety. 









> CHOOSE: No. of No. of Additional Mfr. Item 
Cap. Door Type Color Doors Shelves H W D Shelf Model No. 
Standard 
12 gal. Manual 1 1 oo 23 V4" 18" — 891200 1YNF5 
12 gal. Self-Closing Yellow 1 1 35" 23 V4" 18" — 891220 1YNF6 
30 gal. Manual 2 1 44" 43" 18" 1YNH7 893000 1YND9 
30 gal. Self-Closing 2 1 44" 43" 18" 1YNH7 893020 1YNE1 
Ad gal. Manual Bed: Yellow 2 2 65" 43" 18° 1YNH7 894501, 894500 E4576 
Ad gal. Self-Closing 2 2 65" 43" 18° 1YNH7 894521, 894520 E4579 
45 gal. Self-Closing 1 2 65" 43" 18° 1YNH7 894580 1YNE7 
45 gal. Manual Yellow 2 2 65" 43" 18° 1YNH7 29884Y 1AKG3 
Ad gal. Self-Closing 2 2 65" 43" 18° 1YNH7 SC29884Y AKPX5 
60 gal. Manual Gray, White 2 2 65" 34" 34" 1YNG4 896003, 896005 E4577 
60 gal. Self-Closing White, Yellow 2 2 65" 34" 34" 1YNG4 896025, 896020 £4580 
90 gal. Manual Yailow 2 2 65" 43" 34" 1YNG5 899000 1YNG2 * 
90 gal. Self-Closing 2 2 65" 43" 34" 1YNG5 899020 1YNG3  * 
Standard with Safety Cans 
45 gal. with (9) Safety Cans Manual Yellow 2 2 65" 43 18 1YNH7 8945008 A4HTU4 
Slimline 
22 gal. Manual Yellow 1 3 65" 23 V4" 18" — 892200 1YNG8 
Countertop 
4 gal. Manual White, Yellow 1 1 22" iva ae — 890405, 890400 £4581 
4 gal. Self-Closing Yellow 1 1 22. 17' 17' — 8904205 13M525 
Stackable 
17 gal. Manual Yellow 2 1 24" 43" 18° 1YNH7 891700 1YNG7 
17 gal. Self-Closing 2 1 24" 43" 18 1YNH7 891720 1YNH6 
Under Counter Mount 
22 gal. Self-Closing Yellow 2 1 ao" 35" 22" — 892320 1YNF9 
* Code states that not more than 60 gal. may be Class | and Class II liquids. 
Cabinet Accessories © JUSTRITE 
Seismic Bracket Kit— Cabinet Riser Leg Frame— Cabinet Rolling 
Ideal in environments Allows for easy movement of Cart—Safe, secure way to 
where secure placement empty 30- and 45-gal. cabinets transport 30-gal. cabinets 
Cabinet Riser is required. Mounting that have a 43"W x 18"D foot- that have a 43"W x 18"D 
Eeg Frame hardware included. print with a forklift or pallet jack. footprint. Includes built-in 
No. 2RYJ2 ‘ ; : : 
Mounting hardware included. grounding wire. 
Item 
Description H W D No. 
Accessories 
Seismic Bracket Kit 4" 48" 4" 2RYH9 
Cabinet Riser Leg Frame 54" 434" 18%" 2RYJ2 
Cabinet Rolling Cart 42" 43 Ya" 18%" 2RYJ1 
; ; Additional Shelves 
Cabinet Rolling Cart Metal Shelf for 15-, 17-, 30-, 40-, 45-gal. Cabinets il 3956" 14" 1YNH7 
No. 2RYJ1 Metal Shelf for 60-and 96-gal. Cabinets 2" 3058" 29" 1YNG4 
Metal Shelves for 90-gal. Cabinets, Pkg. of 2 1" 395%" 29" 1YNG5 
1870 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER 


Find the yy. Find Solutions. Find Great Prices. 


Safety Storage Cabinets 


Find more Safety Storage Cabinet information on page 1868. 


fax 
A Se A 
PESTICIDE 
PESTICIDA 





Paint and Ink 
No. 6VTG6 





; Corrosive 
Corrosive Modular Qwik Assembly 
No. 1YNH8 No. 45UW92 
No. of No. of Additional 
Cap. H W_ OD_ DoorType Shelves Color Doors Shelf 
Paint and Ink - Galvanized Steel Standard Cabinets 
60 gal. 65" 43" 18" Manual 5 Red 2. 1YNH7 
BD gal. SEI th Sel Cosine 2 Red 2 1YNH7 
ammable Liquids - Steel Standard Cabinets 
Go ce. 60 gal. 65" 43" 18 Manual 5 Red 2 1YNH7 
— 60 gal. 65" 43" 18" Manual 5 Yellow 2 1YNH7/ 
60 gal. 65° 43" 18° Self-Closing 5 Red 2 1YNH7 
° ® Tar 60 gal. 65" 43° 18" Self-Closing 5 Yellow 2 1YNH7 
@ JUSTRITE =S2St=”’ jamco 96 gal. 65" 34" 34" Self-Closing 5 Red 2  1YNG4 
See SEE e 96 gal. 65" 34° 34" Self-Closing 5 Red 2  1YNG4 
7 2 Flammab’e Liquids - Steel Standard Cabinets with ens a 
ga i : anua 
Specialty Safety Storage Cabinets ebb 4518" Manual 3 Yelow 21H 
. gal. 69" . " Self-Closing 5 e 
= Steel cabinets (except No. 32XT36) meet Flammable Liquids - Steel Wall Mount Cabinets 
eee laecaad ae i 
= FM Approved, except 4-gal. steel cabinets (Nos. 1YNG6 oe alls alam Eat en oop ESET 
and 1YNH8) and all polyethylene cabinets : oie a el Span al ets 1 Yellow 1 — 
18-ga. galvanized steel cabinets have powder-coat finish. Justrite® models =o gal. is ie : Manual : fh : oF 988 
-lar™ i ™ gal. 65' : " Self-Closing e 
feature a padlockable U Loc™ paddle handle, SpillSlope™ shelves, and 30 gal. 63" 43" 12" Self-Closing 5 Yellow 2 8F988 
Haz-Alert™ labeling. Eagle models feature recessed paddle handle with key Corrosive . apa sia simi pus : 

j j s i 5 gal. 65° : i anua ue _— 
lock and shelf brackets. Polyethylene cabinets include 1-gal. internal and me 45 gal. 65" 43" 18" Self-Closing 2 Blue 2 = 
sump areas, integral handles with locking tab and door storage area. Jamco 60 gal. 65" 34" 34" Manual 2 Blue 2 — 

60 gal. 65" 34” 34" Self-Closing 2 Blue 2 — 
model includes paddle latch, adjustable shelf, and two polyethylene trays. Carrasve G avanized ste Stackable Cabinets 

. — i r a ae : gal. 18° ; i anua ue = 

Paint and Ink—Cabinets have a baked-on, high-gloss epoxy powder-coat 17 gal. 24" 43" 18" Manual 1 Blue — 


finish. 


Flammable Liquid—These cabinets have a high-gloss power coated red 
finish with a yellow warning message. They feature a 3-point latch system 
and 2” raised, leakproof door sill. 


Aerosol Gan—Epoxy/polyester powder-coat finish for chemical resistance. 
Smaller-footprint, nontip cabinets are wall-mountable. 


Corrosive—Clearly labeled for acid/corrosive contents. Lockable handles. 
Galvanized Steel cabinets have a corrosion-resistant powder finish. 


Corrosive Modular Quik-Assembly—ldeal for labs and industrial settings. 
Lockable doors open 180°. Adjustable shelves. 


Pesticide—High-gloss powder-coat finish. Inside bottom polyethylene plat- 
form and poly shelf trays. 


Specialty Cabinet Shelves @ JUSTRITE 

Add function and convenience with additional shelves. 

Galvanized steel shelves resist corrosion. 

Mfr. Item 
Description H W D Model 0. 

Metal Shelf for 15-, 17-, 30-, 40-, 45-gal. Cabinets 1" 39%" 14" 29937 TYNH7 
Metal Shelf for 60-and 96-gal. Cabinets 2° 30% ~=29" 29944 1YNG4 
Metal Shelf for 60-and 96-gal. Cabinets — 39%" 85%" ~ ~—«29938 8F988 


* Not for use with Aerosol Can Cabinets. 


Sign in to 


Flammable Liquids 
with Legs 
No. 55EC11 


Tew 
coRRUSIVES 
». 


Corrosive - Galvanized Steel Under Counter Cabinets 


12 gal. 35° 23%" 18° Self-Closing 1 Blue 
22 gal. 35° 35° 22" Manual 1 Blue 
22 gal. 35° 35° 22" Self-Closing 1 Blue 
30 gal. 44" 43" 18" ~~ Manual 1 Blue 


Corrosive - Galvanized Steel Benchtop Cabinet 
4gal. 22" 1/7" 17’ Manual 1 Blue 
Corrosive - Steel Benchtop Cabinet 

15 gal. 44" 23%" 18" Self-Closing 1 


4gal. 22" 18° 18° 
12 gal. 36" 18° 22" Manual 2 Blue 
48 gal. 72" 36° 22' Manual 8 Blue 
Pesticide - Galvanized Steel Standard Cabinets 


Manual 


12 gal. 35" 23%" 18° Manual 1 Green 
30 gal. 38%" 43" 18" Manual 1 Green 
45 gal. 65" 43" 18" Manual 2 Green 
60 gal. 65" 34" 34" Manual 2 Green 
Pesticide - Galvanized Steel Cabinet 

30 gal. 44" 18" 43" ~~ Manual 1 Green 


ROD) PO} + 


— 


BS) |) 


1 
Z 
2 
2 
Z 


Blue 
Corrosive - Polyethylene Stackable Cabinets, Modular wk Assembly 


1YNH7 
1YNH7 


GL143 


Pesticide 
No. 3NPJ1 


Brand 


Justrite 
Justrite 


Eagle 
Eagle 
Eagle 
Eagle 
Eagle 
Eagle 


Eagle 
Eagle 
Eagle 


Eagle 
Eagle 


Justrite 


Eagle 
Eagle 
Eagle 


Justrite 
Justrite 
Justrite 
Justrite 


Justrite 
Justrite 


Justrite 
Justrite 
Justrite 
Justrite 


Justrite 
Justrite 
Eagle 
Eagle 
Eagle 
Justrite 
Justrite 
Justrite 
Justrite 


Jamco 


* Code states that not more than 60 gal. may be Class | and Class II liquids. 


No. 1YNH7 


Mfr. 
Model 


894511 
894531 


Pl47X 
YPI47X 
P14510X 

YP14510X 

PI62X 

PI6010X 





Item 
No. 


6VTG6 
6VTG7 


QVECO9 
QVEC12 
DVECO2 
99ECO3 
9VECZ0 
d9EC18 


PI47XLEGS 9SoEC11 
YPI47XLEGS 55EC13 
PI62XLEGS SoEC21 


1976XRED SoEA81 
1975XRED 5oEA79 


890500 


PI77X 
PI7710X 
YPI7710X 


894502 
894522 
896002 
896022 


891302 
891702 


891222 
892302 
892322 
893002 


890402 
861528 
MO4CRA 
M12CRA 
M48CRA 
891204 
893004 
894504 
896004 


FL30EP 


1YNG6 


DVEC32 
99EC30 
d9EC31 


AHTY9 
9GMP6 
4HTZ1 

4HTZ2 


AHTY4 
4HTY6 


A4KPX3 
1YNF4 
8XCN1 
AHTY7 


1YNH8 
32X136 
45UW81 
45UW86 
45UW92 
3NPH6 
3NPH8 
3NPH9 
3NPJ1 


36WJ14 





to see YOUR Pricing and 
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SAFETY Scan. Order. Done. =" 
Safety Storage Cabinets Details on page Al. 





Horizontal Vertical 1-Drum, 
1-Drum, Flammable Vertical 2-Drum, 
Flammable Liquids Cabinet Flammable 
Liquids Cabinet No. 55EC28 Liquids Cabinet 
No. 1YNF2 and No. 13M581 


Cradle No. 1BC80 
(Sold Separately) 





Vertical 1-Drum, 








Flammable 
Chemicals 
Cabinet 
No. SE868 
—— Vertical 1-Drum, Vertical 2-Drum, 
EAGLE® famco Paint and Ink Cabinet Flammable Liquids 
Beem: No. 13M576 Cabinet with Rollers 
: No. 1YNH2 
Steel Hazardous Waste and Flammable Drum Storage Cabinets 
= Meet OSHA and NFPA 30 Standards a — ui , 
abine 0.0 r. em 
= Vertical 1-Drum Cabinets are FM Cap. Color DoorType Doors H W D Brand Model No. 
Approved, except No. 13M581 Horizontal 1-Drum, Counter Height, Flammable Liquids 
‘ 55 gal. Yellow Manual 2 50" 30" 48" Justrite  §99300  1YNF2 
Constructed of fully welded 18-ga. galvanized steel (except 55 gal. Yellow Self-Closing 2 50" 30" 48° Justrite 899320  9RCA4 


Nos. 55EC26 through 55EC29 are steel) with powder-coat Vertical 1-Drum with Rollers, Full Height, Flammable Liquids 
yellow finish. Eagle® models feature flush-mounted handle oo gal. _-Yellow Self-Closing 2 _—i65' 34" 34" Justrite _ 896270 __—AHTX2 
with key lock and shelf bracket with 434" centers. Justrite® Vertical 1-Drum, Full Height, Flammable Liquids 





a Pie 55 gal. Yellow _—‘ Manual 2 65" 34" 34" Justrite 896200 —_1YNF3 
models feature U-Loc™ paddle handle with slip-resistant 55 gal. Yellow _ Manual D 65" 34" 34" Eagle HAZ1926X 55EC29 
grip and 2 keys plus will accept a padlock for added secu- Ree : ve eran oie ee ee 34" 34" Eagle  HAZ2610X__55EC28 

: : ™ : " ertical 1-Drum, Full height, riammabie Unemicals 
rity. SpillSlope™ shelves adjust on 3" centers and have 55 gal. Yellow Manual 9 65" 34" 34" Jamco. BV1YP E868 
built-in troughs to catch drips and lead to leakproof sump. 55 gal. Yellow Self-Closing 2 65" 34" 34" Jamco BW1YP  8EC28 
Haz-Alert™ reflective labeling for added safety. Jamco wO0 cal Drum, Full SetCshe 3 Paint ang iz a HE 38071 — TaMBTE 
: 7 l ustrl 
models feature a flush-mounted, lockable handle (2 keys) 96 gal. Red Self-Closing 2 65" 34) 34° Justrite 896091  13M567 
with a 2" leakproof sill to contain any spills. Vertical 2-Drum with Rollers, Full Height, Flammable Liquids 
. 110 gal. Yellow Manual 2 65" 59" 34" Justrite 899160 1YNH2 * 
Flammable Cabinets—Have upper and lower vents, which 110 gal. __Yellow Self-Closing 2 __—65' 59" 34" Justrite 899170 6VTG5 
provide connections for 2" threaded fittings. Justrite and wt cal Drum Fan Ser cshe 3 Liquids ae sg mt amis 350100 TA 
. . : W : I uSTrl 
Eagle vertical models include 1 shelf. Nos. 4HTX2, 1YNH2_ 110 gal. Yellow Self-Closing 2 65" 59) 34° Eagle  HAZ5510X _ 55EC26 
and 6VTG5 have rollers inside the bottom to assist inloading §110gal. Yellow ~— Manual 2 65" 59" 34" Eagle HAZ1955X 55EC27 
and unloading. Vertical 2-Drum, Full Height, Flammable Chemicals 
110 gal. Yellow Manual 2 65" 59" 34" Jamco BV2YP QUA25 
Drum Cradle—Easily moves horizontal 55-gal. drums up Drum Cradle . 
to 800 Ib For 55-gal. Horizontal Drum Cabinet No. 1YNF2 Justrite 08800 1BC80 
: Cabinet Ramps 
. ‘ : . For Justrite Cabinets Justrite 25932 13M378 
Cabinet Ramps—Fit over sill to keep securely in place for For Eagle Cabinets Eagle 1057 24JU75 
moving drums. * Code states that not more than 60 gal. may be Class | and Class II liquids. 


REGISTER NOW! ENJOY 
THESE FEATURES & MORE! 


[4 Access your pricing 


[4 View order history 
[4 Save favorites to your personal lists 
[4 Check real-time product availability 


Sign in or register on Grainger.com® today! 





1872 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





SAFETY 
Drum, Gas & Propane Cylinder Storage 


Find more Safety Storage Cabinet information on page 1868. 


GRAINGER CHOICE* 
Find the why. Find Solutions. Find Great Prices. 


~DENIOS.. 


THE HAZMAT PRO® 


Outdoor Storage Lockers 


= 90 mph wind rating NONCOMBUSTIBLE OUTDOOR 








































































































































































































































































































; Noncombustible— 
= Lockable hinged doors STORAGE—NO5 SERIES K17 Series 
= Sumps are sized to provide Durable 11-ga. welded steel for exterior No. 9AMO5 
compliant spill volumes drum storage. 
= FM Approved, except Nos. 8DPR3 and 9UA63 
Auer aint °° 9-HR. FIRE-RATED STORAGE LOCKERS 
Safely store flammables and hazardous chemicals. Firewall desi erate Haaae 
All lockers include spill-compliant sump, passive ree se ae bik: a fl ie ide 
ventilation, exterior grounding lug, anchoring point, ee ee 
within 10 ft. of your facility. Drum lockers 
and NFPA 704 placard. , 
are suitable for storing, collecting, and 
NONCOMBUSTIBLE IBC STORAGE filling small containers and drums. 
LOCKERS—K17 SERIES 
Designed for small volume storage and processing. Noncombustible— 
NONCOMBUSTIBLE 2-HOUR FIRE RATING NOS Series 
Cabinet Load Sump Mfr. Item | Sump Mfr. Item No. SNTR& 
Storage Cap. § Cap. Color H W_- OD =| Cap. Model No. | Cap. Model _ No. 
IBC Storage Lockers = Ge ea ea 
(2) 350 gal. IBC Totes 10,000 lb. Blue 88° 153" 70° (450 gal. K17-3585 9AMO5 |423 3 gal. P19-1300 BDPRS * 
(1) 350 gal. IBC Totes 5000 1b. Blue 100" 98" 70" 540 gal. K17-3583 8NJT8 
(1) 350 gal. IBC Totes 5000 lb. Blue 100" 99" 70" | — — — 438 gal. P19-1250 QUAG3 = 
Outdoor Storage Lockers i an ees a ; Eanes 
__(2)55 gal.Drums 1200 1b. Blue 98" 58" 74" | — = =—  —=— | — _NOQ5-4004 56EC63 
(2) 55 gal.Drums 1200lb. Blue 98° 54" 73" | — NO5-3004 56EC61) — — — 
~ (4) 55gal.Drums  2400lb. Blue 98 69 78°) — — — | — _ NO05-4009 56EC64 
~ (4) 55 gal. Drums  24001b. Blue 98" 66%" 73" | — NO5-300956EC62 — — — 
~ (6) 55 gal. Drums 3600lb. Blue 98" 68" 92" | _ — | — N05-4015 56EC65 
~ (6) 55 gal. Drums 3600 1b. White 98" 118" 70° [170gal. NO5-3015 SNTRG) — — — | 2-Hour 
~ (8) 55gal.Drums  4800lb. Blue 98" 72° 14477, —  — — | —_ N0d5-4020 S6EC66 } Fire Rated 
~ (8) 55 gal. Drums 4800 1b. White 98" 143" 70" (209 gal. NO5-3020 5NTR7) — = 
~ (10) 55 gal. Drums 6000 lb. White 98" 168" 70" [256 gal. NO5-3030 SNTR8,; —  — = | No. 56EC67 
~ (12) 55 gal. Drums 72001b. Blue 102" 68" 169) — — — | — _ N05-4035 56E EC67 ; 
(12) 55 gal. Drums 7200lb. White 98" 193" 70" 304 gal. NO5-3035 5NTR9| — — _ = 
(14) 55 gal. Drums 8400lb. Blue 67" 102" 215°, — =— = — | —  NO05-4040 56E ECB ———————— 
(14) 55 sal Drums 8400lb. White 98" 230° 70° 388 gal. NO5-3040 5NTTO| — — Sw —= <= == 











* Assembled. | 
* GRAINGER 


* | 
crances | coridior! © JUSTRITE 
Gas Cylinder Storage Cabinets 


Meet all relevant NFPA and OSHA Standards for storing dangerous and flammable mate- 
rials, except Nos. 8W147 and 8E498 meet OSHA only. Assembled models are welded. 


Note: Lock not included. See Index under “Locks" or go to Grainger.com®. 



































































































































































































































































































































































































































Cylinder Item 
Cap./Type Construc. H W D Brand No. 
‘Unassembled 
4Horizontal —__ 30° or 30' Condor 5CHLO Horizontal and Vertical Storage 
8 Horizontal ___ ba <i 30" Condor 5CHL1 No. 4HY14 
8 Horizontal, 9 Vertical Expanded Metal, __ 69 60" 30" Condor oCHL4 
9 Vertical Angle Iron Frame 69" Sik 30" Condor SCHLS 
16 Horizontal 65" 60" 30" ‘Condor 5CHL2 
18 Vertical 65" 60" 30" Condor 5CHL3 
Assembled . ee 
2 Vertical | 35" 20" 30" Condor _ 491M93 _ 
4 Vertical | ~~ 347%" 30%" 29%" Condor  491M79 
4 Horizontal Welded 347%" 30%" 29%" Condor 491M88 
8 Horizontal 71%" 30" 30" Condor 491M90 Hori Is 
~~ 9 Vertical E39" 993" Condor 491M95_ Se 
8 Horizontal, 9 Vertical Tan cally Welded 713%" 60" 30" Durham Mtg anvl4 . 
10 to 20 Vertical mm ils 64" 40" GA 8W147 
12 Horizontal Welded mili 50" 40" GA —8E498 
12 Horizontal 71%" OU 42" Condor 491M77 — 
16 Horizontal Expanded Metal, Angle 71%" 60" 30" Durham Mfg 4HY10 
18 Vertical lron, Fully Welded 1%! 60" 30° Durham Mfg 4HY12 Vertical Storage 
20 Vertical Welded Aluminum 65" 60" oe Justrite 4HUA5 No. 4HY12 
Propane Cylinder Storage Cabinets : _ 
= 10-ga. welded steel " “—TRIPAME EXCHANGE « 
= White painted finish ANU 
Durable cabinets are ideal for storage of standard #20 propane gas cylinders. Each shelf can hold 6 cylinders. 
Lockable front door (padlock not included) constructed of expanded steel mesh or solid steel. Back and sides 
are steel mesh and top is solid sheet steel. Include red-letter unattached signage with verbiage: "PROPANE ) ” 
EXCHANGE" and "FLAMMABLE-NO SMOKING". Meet NFPA 58 and OSHA Section 1910.110 design standards. beers 
Cylinder Item 
Cap./Type H Ww D No. 
Expanded Steel Mesh Door ao a a oad 
12 Vertical __ Aa a 82% 6HCA4 a 
18 Vertical 68%" ~ 40" 32V5 6HCA5 | 
Solid Steel = as wees " 
- 12 Vertical _ _ 44" 40" 3245 __GHCA2 a 
- 18 Vertical 68% 40" 32%" GHCA3 2 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1873 


SAFETY 
Safety Cans & Fuel Containers 


scan. Order. Done. |= f= 
Details on page Al. 





EAGLE ® 


@JUSTRITE Sea 
Type | Safety Cans 


Safety cans with leaktight, self-closing 
spouts provide temporary storage of 
flammable liquids such as gasoline (red), 
















No. 2W313 











No. 6AV78 si ROS kerosene (blue), diesel (yellow), and oil 
se (green). Automatic vent feature protects 
against rupture or explosion, and flame 
arrestors protect contents from external 
ignition sources. Galvanized steel models 
feature an ergonomic, all-steel handle and 
No. 2W428 aos eis NO. SNES chemical-resistant, high-gloss powder- 
siieide sic ei coat finish. High-density polyethylene cans 
Cap. Color Std. Dia. H Brand Model _No. are impervious to many liquid chemicals, 
Type | Galvanized Steel Safety Cans, Funnels Sold Separately Below solvents, and corrosives. 
% gal. Red FM, UL AiVg 6% Justrite 10001 3LLD5 
Va gal. Red FM, UL, ULC, TUV Aig 8° Justrite 10101  3AN24 Type | Safety Cans—Cans have a single 
% gal. Red FM, UL, ULC, OSHA 29 CFR 1910.106, NFPA Code 30 g' 56 Eagle Ul4S _ 3NKK3 Hn : 
1 gal. Red FM, UL, ULC, TUV A if" Justrite 7110100 6AV78 opening for both filling and transfer of flam 
gal. Red FM, UL, ULC Vi" 11%  Justrite 10301  6UZN1 mable liquids into containers with wider 
; oa. Re FM, UL, ULC, os ai a on 06, NFPA Code 30 ay By pa Won arg aacae openings. Justrite® and Eagle galvanized 
gal. e tk, " " ustrite . . 
9 gal. Red FM, UL, ULC, OSHA 29 CFR 1910.106, NEPA Code 30.1114" gy" Fagle  UI20S  2W429 steel ele have a trigger-release cap. 
2 gal. Blue FM, UL, ULC, OSHA 29 CFR 1910.106, NFPA Code 30 TV" gi" Eagle  UI20SB  3NKJ8 Justrite® galvanized steel cans have a 
Aa Yalow FM, UL, ULC, OSHA 23 ae me 06, NFPA Code 30 ye Lvs “Eagle u 2st SHKKI full-fisted grip handle that swings for easy 
2 gal. e , UL, 4" a ustrite : 
5 gal. Red FM. UL, ULC, TUV 1' 167°  Justrite 7150100 G6AWO3 handling, except No. 6UZN1 features a 
5 gal. Red FM, UL, ULC, OSHA 29 CFR 1910.106, NFPA Code 30 121" 13%" Eagle UI50S  2W313 trigger handle. Eagle polyethylene cans 
aoe Blue FM, UL, ULC oS 59 aaEEILEL 06, NEPA Code 30 De A “Eaule, Ta aRET3 dave Slaile> > ee unos ana aac 
gal. ue , UL, ULC, 106, ode 6 6 agle + ® 
5 gal. Yellow FM, UL, ULC, TUV 119" 167° Justrite 7150200  5HE22 arrestor. Jusirite® polyethylene cans have 
5 gal. Yellow FM, UL, ULC, OSHA 29 CFR 1910.106, NFPA Code 30 12%" 13%" Eagle  UI50SY  4RF74 plated steel or stainless steel fittings and 
‘ 5 i : ees ‘a3 a ene eee CFR a of o NFPA Code 30 12" 13Y%" Eagle UlI50SG 2RNY6 a flame arrestor and content ID zone for 
ype | Polyethylene Safety Cans, Funnels Sold Separately Below ; ae: ; 
+ gal. Red FM — ov Jusirie 14160 3NKT4-* _(Centification of fuels being stored. 
2% gal. Red FM, UL 10% 14V" _Justrite 14261 3LLE7 * io 
5 gal. Red FM, UL 129; 16 justrite 14567 aLLb6 * +‘ "ype I Safety Can Combo Kits—Include 
Type | Galvanized Steel Safety Can Combo Kit, Include Funnel No. 6X853 all the features of Eagle Type | Safety Cans 
2 dal Red FMUL" ULC” OSHA29 CFR 1910-106. NFPA Code 301 7"——T11" Eagle ——ulbors —ankra NOS. 2W428, 2W429, 2W313, 4RF73, and 
gal. @ , UL, ULC, 106, ode A 6 agle : 
Dgal. Yellow FM. UL. ULC, OSHA 29 CFR 190.106, NFPA Code 30.11%" ~-1115" Eagle. Ul20FSY 3NKR3.~- 4RF 74 with Funnel No. 6X803. 
2% gal. Red FM, UL, ULC, OSHA, NFPA Code 30 1% 12" Eagle UI25FS 152008 _ 
5 gal. Red FM, UL, ULC, OSHA 29 CFR 1910.106, NEPA Code 30 121%' 15%" Eagle UI50FS  3NKR5 Funnels For Type | Safety Cans 
5 gal. Blue FM, UL, ULC, OSHA 29 CFR 1910.106, NFPA Code 30 1214" 1514" Eagle  UIS50FSB 3NKR4 Polyethylene funnels fit Type | cans. 

: 5 a. = yellow as at UL, ULC, OSHA 29 CFR 1910.106, NFPA Code 30 12%" 15%" Eagle UISOFSY  3NKR6 No. 3AG33 features a 2-position hinge that 
unneis tor ype afety bans i P ‘ 
For Justrite® 1 gal. or Larger Galvanized Steel Models, 11L x 4" 0.D. Justrite  11202Y  3AG33 allows user to fill or pour without removing 
For Eagle Galvanized Steel Models, 9L x 1%' 0.D. Eagle FIS5FUN 6X853 the funnel. No. 6X853 self-locks and is FM 

* Stainless steel hardware. Approved. 

o 
IF 00 
ApAGE BOSE No. 
am « CARNE ix ravian usa S5GU76 
= Meet EPA standards 
No. puna = DOT and CARB Compliant 
9FASO 


Provide temporary storage of flam- 
mable liquids such as gasoline (red), 
diesel (yellow), and kerosene (blue). 


Child-resistant fuel cans are self-venting for safe and cb 


33UZ30 





* GRAINGER 
APPROVED 


JohnDow 
Industries 





Portable Fuel Caddies 


These mobile fuel caddies help you transport fuel safely to jobsites. 


GA—Molded-in baffle prevents spills during transport. Spring-loaded nozzle 
with 2-way rotary hand pump and 10-ft. hose. Calibrated in 2-gal. increments. 
Polyethylene construction is resistant to chemicals, rust, and dents. Aluminum 
nonsparking axle and pneumatic tires with nylon bearings and wheel hubs. UN 
Approved, DOT Approved. 


JohnDow Industries—Heavy-duty bidirectional pump provides suction for 
5.7 gal./min. @ 72 rpm dispensing (1 gal. per 12 turns). Semipneumatic wheels 
provide safe, easy movement. Also features 2" filler neck for bulk filling. UL 
Listed. 


Item 
Cap. Color H W D Brand No. 
28 gal. Red 52” 27%" 222" GA 9FA80 
28 gal. Yellow 52" 27 V2" 22. V2" GA 8TTW6 
30 gal. Red 40" 24" 22V2" John Dow Industries 19MP69 


1874 GRAINGER. 
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easy pouring with auto shutoff. Angled and tapered 
design prevents spills, leaks, and reduces gas emis- 
sions. Nos. 55GU74—55GU78 have an intuitive press button spout that gives you 
precision flow control for an accurate, no-mess pour. No. 33UZ30 includes 0.9 
mm cold-rolled steel walls, an interior rust-proof Rezol lining, internal breather 
pipe for splash-proof pouring, a three handle configuration for easy carrying, a 
leakproof bayonet closure, plus a locking pin for the cap. 


GarageBOSS™ Press 'N Pour Spout—For use with all GarageBOSS fuel 


containers. 
Item 
Cap. Color H W Brand No. 
Plastic GarageBOSS™ Press 'N Pour Cans 
1 gal. Red 8" 6" 55GU74 
2 gal. Red 10" 7' 55GU75 
Red 14" a GarageBOSS 55GU76 
5 gal. Yellow 14" fs 55GU77 
Blue 14" 7' 55GU78 
Cold-Rolled Steel Can 
5.28 gal. Red 19" 6Y," Wavian 33UZ30 


Plastic GarageBOSS™ Press 'N Pour Replacement Spout 


Auto Shutoff, Self-Venting — Black/Red/White _ _ GarageBOSS 55GU79 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® SAFETY 
Find the . Find Solutions. Find Great Prices. Safety Cans 








EAGLE ® 
SS=_ © JUSTRITE 
Type Il Safety Cans and DOT sw... ews 








Transport/Dispensing Cans No. SHE23 No. 1BX44 
Galvanized steel safety cans with leaktight, self-closing 
spouts provide temporary storage of flammable liquids No. 2UrGG No. 6YG05 
such as gasoline (red), kerosene (blue), diesel (yellow), and Outside Hose Hose Mfr. Item 
oil (green). Feature ergonomic, all-steel handle, flexible .- ee a cae Dia. : Length 0.D. Brand Model No. 
metal hose, automatic vent, and flame arrestor. Chemical- re Red 11%" WA 12" 7A Eagle U226S OW683 
resistant, high-gloss powder-coat finish. ‘O _ Yellow 1174 OV 12 7h Eagle U226SY___3NKUB 
. - 5 gal. Red 11% 15% 12 % Eagle U251SX5_—-20GY45 
Type Il Safety Cans—Cans have two openings for filling 5 gal Red a li 12° ith Eagle U251S 2W314 
and pouring and a trigger release cap. 5 gal. ere bz SAN . is Eagle U251SB___SNKU7 
= ellow 11% 15% 12 % Eagle U251SY _ 3NKU8 
» FM Approved, UL and C-UL Listed, TUV Certified Type Il AccuFlow™ Safety Cans 
a _ Red gi" 1014" Q' He Justrite 7210120 3NKT5 
Type Il AccuFlow™ Safety Cans—Vented Accurlow ‘i Blue vA 1077 9 a Justrite 7210320 3NKK4 
manifold provides superior pour control and precise smooth Yellow ve 10% 2 % Justrt 7210220 3NKKE 
te 1" : reen 9" " : 8 ustrite 
flow. Features easy trigger handle, 3 2 stainless Steel Red WA 1306 9) a TaEIiE 7500190 3NKTT 
flame arrestor, and quick-open port with ergonomic lift Je Blue gy" 13/;' g' 5A Justrite 7990320 3NKL1 
handle. Warning label with extra-large ID zone identifies Yellow 9/2" 13%" 9" 7 Justrite 7220220 SNKL3 
contents Green 9%" 134" g' eA Justrite 7220420‘ 3NKL2 
7 Red 1194" 12" g' He Justrite 7225120‘ SJFGO 
= FM Approved, UL and C-UL Listed, TUV Certified Red 119" 12" gi ih Justrite 7225130 5LRG1 
: ; a 2% gal. Blue 1194" 12" g' i Justrite 7225330 3NKJ1 
Type Il DOT Transport/Dispensing Cans—Specifically Yellow 19% 12: 9° ik Justrite 7225230 3NKJ3 
designed for applications requiring DOT/UN compliance. Green Lae Es 9" i : Justrite 7225430 _ 3NKJ2 
Roll bar construction protects the fill and pour mechanism nee a ee : i ee 
from damage. Dual fusible-link bracket guards against 5 gal Yellow 11%; 17% g" iH" Justrite 7250220  13M486 
spillage and vapor release during transport. 100% leak Yellow a" 177 g ih Justrite _7250230__SHE23 
tested Blue 11% 17% 9 1 Justrite 7250330 3NKH7 
M ; DOT ; Green 117" 17 V3" g' il Justrite 7250430 3NKH8 
= wee requirements Type I DOT Transport/Dispensing Cans 
= FM and UN Approved i 2 el _ Red 12 1594" 12 Re Eagle 1215 6YGO5 
Ccuriow 
Safety Can Spill Tray—Large diameter surface supports 2% gal Red ne ZS 12 g" 76 Justrite __ 7325120 SLRG3 
Safer Gao linia acoA apace Red 11% 12 9 1 Justrite 7325130 _‘1BX14 
y PS sae Capecl: 5 gal. Red 11974" 1B 9" ik Justrite 7350130 3NKU3 
= Meet OSHA and NFPA Code 30 Standards Safety Can Spill Tray 
= Carb Compliant 1 qt. Red 1394" 14 — — Justrite 10177 3NKR8 






Nos. 1N760, 
1N759, and 1N758 








@ JUSTRITE’ 
EAGLE ® No. 6AV89 No. 5AP05 No. 4T037 No. 2RYG8 
Hazardous Liquid Safety Cans Outside Dasher Mfr. Item 
Cap. Material Dia. H Plate Dia. Brand Model No. 
= Meet OSHA Standards Plunger Cans 
» FM Approved 1 pt. Galvanized Steel 47," 5A" 27/4" Justrite 10008 6AP05 
es 1 qt. Polyethylene aye. 84" ay Justrite 14018 6AR07 
24-ga. galvanized steel cans with red powder-coat finish are used for T at. Polyethylene aA 93" By" Fagle P7714 1N760 
general purpose solvents. Polyethylene cans are used with corrosive 1 at. Galvanized Steel 7% 55" 5" Justrite 10108  3TCG4 
nat 1 qt. Galvanized Steel 6%" 8 5 YA" Eagle P701 4T038 
liquids or alcohol. Plunger and bench cans feature dasher plate to keep inca Poivatiivlene ae 7 ah Eagle D779 asa 
contents from ignition sources. % gal. Galvanized Steel 714" 7H 5 Justrite 10208 GAV89 
; ; ' Ya gal. Galvanized Steel 3 by" 5 Eagle P702 4T039 
Plunger Cans—Permit fast, easy moistening of cleaning cloths when 1 gal. Polyethylene 73" 13" Al Eagle P714 1N758 
applying solvents to parts. Surplus liquid drains back into reservoir. 1 gal. Galvanized Steel 7% 10%" 5° Justrite 10308 5AV31 
Eagle® brand models include brass plunger assembly. Justrite® models sant hans Galvanized Steel 8 10% eZ Eagle _——sP/04__——A TOO 
have Ryton™ and brass plunger assembly. 1 at. Galvanized Steel 474" 5" 4" Justrite 10175 3TCF5 
: ; 1 qt. Galvanized Steel 64" 3%" ai Eagle B601 3KN44 
Bench Cans—ldeal for easy cleaning of small parts in solvents. Eagle % gal. Galvanized Steel 934" 37," 7" Justrite 10295 3AD27 
brand models feature spring-loaded, perforated dasher plate. Justrite % gal. Galvanized Steel 8' Ai; a Eagle B602 47036 * 
1 gal. Galvanized Steel 9%" Ay" 7 V2" Justrite 10375 3TCG2 
brand models feature steel dasher plate that serves as an effective gal Galvanized Steel OF? rs ete 0s SA 
flame arrestor. Hinged cover minimizes evaporation loss. gal. Galvanized Steel 3" WA 7 Eagle B604 3KN45 
. : : 1% gal. Galvanized Steel 7%" 9g" (a Eagle B606 3TCF6 
Solvent Can with Tray—Portable, leaktight can features spring- 2 gal. Galvanized Steel 1114" BA 9y°  Justrite 10575 3TCF7 
loaded, self-closing lid. Controls VOC emissions and cleaning agents. 2 gal. Galvanized Steel 11%" ar gy" Eagle B608 41037 
3 gal. Galvanized Steel 1s 6" 12%" Justrite 10775 3TCF8 


Accepts standard long cotton-tipped applicators and small cleaning : 

, : é Solvent Can with Tray 
utensils. Tray makes it easy to carry to point-of-use. Yegal. Galvanized Steel __ 101" ih —_Justrite _09400___—-2RYG8 
= Meets EPA 40 Requirements * Includes parts basket. 
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SAFETY Scan. Order. Done. 
Oily Waste Cans & Safety Containers Details on page A1. 
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EAGLE ® 
SxS _~=~O JUSTRITE 
= Mfr. Item 
Oily Waste Cans Cap. Color iL Ww H Brand Model _No. 
Polyethylene 
Available with foot- or hand-operated Self-Closing, Foot-Operated 

6gal. Red 16%" 13%" 16" Eagle  933FL _5U737 


covers; countertop models are also avail: —5 >| —Yellow 161s" 130" 16" Eagle O33FLY1YNN1 






a aerial able. Lid opens to a restricted angle and = ~“jogai Red 22,18’ S18" ~—sEagle —O35FL___3KN43 
is self-closing to minimize the risk of : oat Yerow eS sf Bae re ve 
: gal. e : " : agle 
a spontaneous combustion. i4 gal. Yellow 22" -‘18"~~~-21" Eagle _937FLY 1YNN3 
—_ -regi a CHOOSE: Outside Mfr. Item 
———— Polyethylene Impact resistant nee Cap. Color Dia. H Brand Model No. 
rosive polyethylene is impervious to many  @ajyanized Steel 
liquid chemicals, solvents, and corrosives. Countertop 
% gal. Red 6" 6i" _Justrite 09410 4KPX1 
ae : = Meet OSHA Standards 2 gal. Red, Yellow 99%" 9%" Justrite 09200, 09200Y 0097 
~. - i = ical- Self-Closing, Foot-Operated 
= Galvanized Steel—Durable, chemical Ggal. Red, Yellow 11%" 15%°  Justrite 09100, 09101 F8383 
No. F8383 No. E6820 resistant construction provides extended 10 gal. Red, Yellow 131% 18%"  Justrite 09300, 09301 Fed24 
Red Silver service life. Red and yellow cans have 14 gal. Red, Yellow 16%" 20%"  Justrite 09500, 09501 F8423 
: ae 21 gal. Red, Yellow 18%" 23/8  Justrite 09700, 09701 F461 
a powder coat finish; silver cans have Self-Closing, Foot Operated with SoundGard™ 
a clear-coat finish. Nos. E6819 through 6gal. Red, Silver 11%’ 15%’ __Justrite 09108, 09104 E6819 
E6822 feature a SoundGard™ lid with 10 gal. Red, Silver_13'%«’ 1814" _Justrite_ 09308, 09304 __ E6820 
special ese, sou ming pad to 94 Rsk aI 
No. reduce annoying lid closure noise. Ideal Self-Closing, Hand-Operated ) 
STCH4 for quiet environments. Sal Red a Ws oe Justi om 10 sro 
: gal. @ Vie 4" ustrite 4) 
= UL Listed, except 4KPX1 and F0097 14 gal. Red 16/6" 20/4" ~~ Justrite. 09510 4KPX2 
= FM Approved 21 gal. Red 18%" 2378  Justrite 09710  3TCH6 














No. 3NKN4 = 
, 
| 
No. 3NKJ4 i 
Ree 
— , re hc, Se 
7 JUSTRITE No. 1AD89 No. 1YNJ4 No. 5AD27 No. 2AF92 
Safety Cont f 
a ety on ainers or EAGLE ® Outside Mfr. Item 
L b t E = t Cap. Color Material Dia. H Brand Model No. 
a Ora ory nvironmen Ss Laboratory Faucet Cans 
= q : : : : 1 gal. Red Polyethylene 74 11%" —_ Justrite 14169 3NKU4 * 
Laboratory Faucet Cans Self closing faucet provides safe dispensing. Foal Red Galvanized Steel 1191676" Justrite 7150150 1YNd3 
Fill spout has pressure-relief cap with flame arrestor. 5-gal. models include 5 gal. Red Galvanized Steel 11%"  16%'  Justrite 7150140  3AP88 + 
a built-in vacuum breaker. Brass faucet, except No. 3NKU4 faucet is stain- ogal. _Silver__ Stainless Steel Ww" 15%" Eagle 1327 3NKN4 
less steel. Cans are shelf-mounted with a bottom-mount faucet, except PatieratoryEalicetGanseinper 
, p 2% gal. Red Galvanized Steel 1154" 11% —_Justrite 7225140  5LRG2 + 
Nos. 3NKU4, 3NKJ4, and 3NJX9 faucets are located on the top. 2% gal. Red Galvanized Steel 1154" 1114" —Justrite 7225150  5LRG4 t+ 
= FM Approved 5 gal. Red Galvanized Steel 1154" 157%’ —_Justrite 7150157 3NJY9 
: Laboratory Faucet Tilt Cans - Type | 
= No. 3NKJ4 is UL Approved 5gal. Red Galvanized Steel 11% 15%’  Justrite 7150156  3NKJ4 “+ 





5 gal. Red Galvanized Steel 11%" 157%" _Justrite 7150146  3NJX9 “tf 


Self-Close Acid/Corrosive Safety Cans—Siore acids and caustics. Self-Close Acid/Corrosive Safety Cans 


Spring-close cap provides tight seal. Containers are marked in liters, quarts, 1 gal.___ White Polyethylene 49x 7%" 1254" _Justrite__—'12161_— 3AW30 

and gallons for accurate filling and dispensing. 2 gal. __ White Polyethylene 12" 15%" __Justrite_ 12762 1YNJ8 

2% gal. White Polyethylene 10%" 15/4" __Justrite 12260 3NKH6 

Bottle Safety Jacket—Protects 4L and 1-gal. glass bottles from breakage. arm ; white ' Polyethylene 12" 20" __Justrite 12765 1AD89 

bee x : ottle Safety Jacke 
Bottle fits into bottom half of cover, and lid twists securely for safe pouring. {gal Clear Polyethylene 6" 14° Justrite 12009 1YNd4 
. . _ Dispensing Squeeze Bottles 

Dispensing Squeeze Bottles Feature stainless steel wire with shapable [con White Polyethylene 3 7" Justrite 14009 5AD27 

stem that dispenses a fine, targeted stream of flammable liquid directly onto 32 0z. White Polyethylene 3%" 9%" —_ Justrite 14011 3NKP6 
or into small objects and allows access to hard-to-reach areas. Dispensing Bottles 

320z. Red Polyethylene 4 10%" _Justrite 14010 ___—2AF92 

Dispensing Bottles—1 -handed brass dispensing valves are leakproof and 8 02. Red Polyethylene 3/2" ove" ___dustrite 14004 2AGA42 

4 oz. White Polyethylene 24" Be Justrite 14002 3NKN6 


self-closing. Body is textured and shap ed for a firm grip. * Includes metal stand. ¢ Includes faucet for heavy industrial use. 
= FM Approved t Includes smaller faucet for dispensing in laboratories. 


t 
Coiled Grounding Clamps APPROVED 


Vinyl-coated, ’g"-thick cable resists corrosion. Self-recoiling; retracts when not in use. Include 1 heavy-duty 
pliers-type clamp and one 1%" terminal connector, except No. 8TKU2 has 2 clamps. 





Wire Item Wire Item Wire Item 
Length No. Length No. Length No. 
Hand-Clamp and Terminal Connectors Dual Hand-Clamp Connector Large Hand-Clamp and 

eae 9PMH3 10 ft. 8TKU2 Terminal Connector 

10 Tt QWN83 20 ft. 9K436 
20 Tt. 9RYG6 

1876 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® SAFETY 
Find the wf. Find Solutions. Find Great Prices. Fire Extinguishers 


Fire Extinguisher Information 
UL FIRE CLASSIFICATIONS © UL EXTINGUISHER RATINGS 


Class A: Common combustibles Class C: Live electrical equipment (computers, The number indicates the extinguisher's relative 
(wood, paper, cloth, etc.) fax machines, etc.) power against that class of fire. An extinguisher 
Class B: Flammable liquids and [)q@ Class D: Combustible metal (magnesium, rated 2A Is twice as powerful against common 
gases (gasoline, propane, and sodium, potassium, etc.) combustible fires as one rated 1A. 


solvents) K Class K: Cooking media (cooking oils and fats) Classes C and D do not have a numerical rating. 

















Fire 
UL Extinguisher Cylinder Extinguisher Operating Discharge Range Mfr. Item 
Rating Cap. Type H Dia. Material Bracket Type Pressure Time Max. Model No. 


Pro "Class ABC" Dry Chemical 

1A:10B:C 2% Ib. Dry Chemical 14%" 3.25" Aluminum WallMount 100psi 8to12sec. 15ft. PRO 2.5MP 51904 
3A:40B:C Sib. DryChemical 16" 4.5" Aluminum Wall Mount 195psi 19to21sec. 18 ft. PROSMP 51899 
4A:60B:C 10lb. DryChemical 19%" 5’ Steel Wall Mount 195psi 19to 21sec. 20ft. PRO1OMP 47889 
6A:80B:C 20lb. DryChemical 21%" 7’ Steel Wall Mount 195psi 19to 22sec. 20 ft. PRO20MP 51903 
Pro Plus "Class ABC" Dry Chemical 

1A:10B:C 2%\lb. DryChemical 15" ~~ 3' Steel Retention 195 psi 8to12sec. 15ft. PROPLUS2.5 4XP87 
3A:40B:C 5lb. DryChemical 15" 4%" — Steel Wall Mount 195psi 12to14sec. 18 ft. PROPLUS5S  4XP88 
4A:80B:C 10lb. DryChemical 19%" 5%" — Steel Wall Mount 195psi 20to 22sec. 20 ft. PROPLUS10 4XP89 
6A:120B:C 20lb. DryChemical 21%" 7%" — Steel Wall Mount 195psi 26to 28sec. 20ft. PROPLUS20 4XP90 
Pro "Class BC" Carbon Dioxide No. 5T904 No. 4XP88 No. 5T901 


5B:C 5 lb. Carbon Dioxide 17" 5.25" Aluminum Wall Mount 850psi 7to9sec.  8ft. PRO5CDM 57900 





10B:C¢  101lb. Carbon Dioxide 19%" 6.8" Aluminum Wall Mount 850psi 8to10sec.  8ft. PRO1OCDM ‘57901 4 ° 
10B:C 151b. Carbon Dioxide 26’ 6.8" Aluminum WallMount 850psi 12to 14sec. 8ft. | PRO15CDM 61547 Rechargeable g. Kidde 
10B:C  20\lb. Carbon Dioxide 26" 8° Aluminum Wall Mount 850psi 15to17sec. 8ft. PRO2Z0CDM _—¢61548 = =f i. 

ProPlus “Class BC" Halotron Fire Extinguishers 


2B:C  2%lb. Halotron 15" 3’ Steel  WallMount 100psi  Qsec. 10 ft. PROPLUS2.5HM 4XP81 

5B:C Sib. __Halotron 15%" 4%" Steel __ Wall Mount 100psi___Qsec. _—‘15 ft. PROPLUSSHM 4XP82 Prg and ProPlus Dry Chemical—5-, 10-, and 
ProPlus "Class ABC" Halotron at 
{A10B:C 11 lb. Halotron 16° 7%" Steel Wall Mount 125 psi 11sec. 15 f. PROPLUSi1HM 4xpe3  20-!D. units include hose. ProPlus feature ergo- 
2A:10B:C 15% lb. Halotron. 17° 7% Steel WallMount 125psi 14sec. 18 ft. PROPLUS15.5HM 4XP84_ nomic, curved steel handle. 





Rechargeable Fire Extinguishers 
ADVANTAGE STANDARD EXTRA BRIGADE CARTRIDGE- 


Cylinders have aluminum —— Dry chemical fire extinguishers _—_ All Extra series extinguish- OPERATED 
valves, handles, and levers. are effective on common fires in ers feature chrome-plated Multipurpose extinguishers 
2-piece nameplates provide most commercial and industrial brass valves, and stainless _ for Class A, B, and C fires. 











easy-to-read operating applications. Feature aluminum __ steel handles, levers, and 360° swivel discharge nozzle 
instructions. Aluminum valves, handles, and levers, pull pins. Include heavy- can be easily used by both 
models are ideal for marine durable O-rings, and heavy-duty duty hose and couplings right- and left-handed users. 
environments. stem valves. and durable O-rings. UL Recognized. 
UL Cylind E aa her O Disch R Mf It 
inder xtinguisher eratin ischarge ange I. em 
Rating Cap. H Dia. Material Bracket Type rassilie Time. Max. Model No. No. 36MA22 No. 36MA27 
Advantage - Dry Chemical 
1A:10B:C 2% Ib. 15" 3 V4" Aluminum Wall Mount _100 psi 10 sec. 15 ft. ADV-250 _ 36MA20 
3A:40B:C 5% Ib. 16%" Ai Aluminum Wall Mount _195 psi 14 sec. 18 ft. ADV-550 —_ 36MA22 
3A:40B:C 5% Ib. 16%" Ai Aluminum Vehicle 195 psi 14 sec. 18 ft. ADV-550 —_ 36MA23 
4A\:60B:C 10 Ib. 20" 7V4' Steel Wall Mount —_195 psi 2164 SeC. 20 ft. ADV-10  36MA24 
Standard - Dry Chemical 
1A:10B:C 2% Ib. 15" 3" Steel Wall Mount _195 psi 9.5 sec. 15 ft. 250MB-1 36MA26 
3A:40B:C 5 Ib. 151 4y' Steel — 195 psi 14 sec. 18 ft. 5MB-6H _ 36MA27 
3A:40B:C 5 Ib. 151% 4; Steel Vehicle 195 psi 14 sec. 18 ft. 5MB-6HB _—_ 36MA28 
4A:80B:C 10 Ib. 19" BVA Steel Wall Mount _195 psi 22 Sec. 20 ft. 10-MB-8H _36MA29 
6A:120B:C 20 Ib. 211Y64" 7V4' Steel Wall Mount 195 psi 28 Sec. 20 ft. 20-MB-6H 36MA30 
Extra 
Multipurpose Dry Chemical 
1A:10B:C 2% Ib. 15" a Steel Wall Mount _195 psi 9.5 sec. 15 ft. B250M —«36MA15 
3A:40B:C 5 Ib. 15%" 4; Steel Wall Mount —_195 psi 14 sec. 18 ft. BoM 36MA16 
3A:40B:C 5 Ib. 15% 4 Steel Vehicle 195 psi 14 sec. 18 ft. B5M-B 36MA17 
4A:80B:C 10 Ib. 19" 5vA' Steel Wall Mount _195 psi 22 Sec. 20 fi. Bi0M 36MA18 
6A:120B:C 20 Ib. 21164" 7V4' Steel Wall Mount _195 psi 28 Sec. 20 ft. B20M 36MA19 
10B:C 294 Ib. 15" 3" Steel Wall Mount __195 psi 9 sec. 15 ft. B275BC__—36MA31 No.36mMA15 No: 36MA35 
40B:C 5% Ib. 15% 4 Steel Wall Mount _195 psi 13% sec. 18 ft. B5BC 36MA32 
60B:C 10 Ib. 19%" 5YA' Steel Wall Mount _195 psi 18 sec. 20 ft. Bi0BC-1 _ 36MA33 
120B:C 20 Ib. 211Y64" TVA Steel Wall Mount _195 psi 29 sec. 20 fi. B20BC 36MA34 
Carbon Dioxide 
5B:C 5 Ib. a 5 YA" Aluminum — Wall Mount 850 psi 9 sec. 8 tt. B5V 36MA35 
10B:C 10 Ib. 19%6" 6%" Aluminum — Wall Mount 850 psi 10 seg. 8 tt. B10V 36MA36 
10B:C 15 Ib. 26" 67," Aluminum Wall Mount _850 psi 14 sec. 8 ft. B15V 36MA37 
10B:C 20 Ib. 26" 3" Aluminum — Wall Mount 850 psi 17 sec. 8 tt. B20V 36MA38 
Halotron 1 
2B:C 2% Ib. 142%0" 3" Steel Wall Mount _100 psi 9 sec. 10 ft. 2.5HB-2 36MA41 
5B:C 5 Ib. 151 4 Steel Wall Mount —_ 100 psi 9 sec. 15 ft. 5HB-2 36MA42 
1A:10B:C 11 Ib. 161%64" 7VA Steel Wall Mount —_125 psi 11 sec. 15 ft. 11HB 36MA43 
2A:10B:C 15% |b. 17%" 7V4' Steel Wall Mount 125 psi 14 sec. 18 ft. 15.5HB 36MA44 
Brigade CO2 Cartridge Operated 
2A:40B:C 21 Ib. 233%64" 6Y4' Steel Wall Mount __ 240 psi 15 sec. 30 fi. B-20-A-HF  36MA54 
4M:40B:C 102% Ib. 18% 5V;' Steel — 195psi 17to20sec. 25. B-10-A 40H498 
10A:60B:C 20 Ib. 2395" 6Y4' Steel — 195psi 20to24sec. _—_30T. B-20-A 40H499 
10A:80B:C 25 Ib. 23%5' 7¥%5' Steel — 195psi 29to35sec. 35 ft. B-30-A 40H501 
80B:C 20 Ib. 233Y%64" by" Steel Wall Mount  240psi 20to26sec. _—_30T. B-20-PK  36MA55 
120B:C 28% Ib. 233% a" 71Y¥6q" Steel Wall Mount  240psi 26to31sec. 35ft. B-30-PK  36MA56 No. 36MA42 No. 40H498 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1877 


Scan. Order. Done. |= 
Details on page A1. 


SAFETY 
Fire Extinguishers 





No. 31CA36 No. 13J002 No. 35WT09 No. 13J008 No. 44YZ30 No. 35WT15 No. 35WT20 


Rechargeable Fire Extinguishers 


= Meet DOT Requirements 
Feature all-metal valves with steel or aluminum cylinders. 


Carbon Dioxide—Residue-free agent for use on 
Class B and C hazards. 


First Alert 


Wet Chemical—Required in commercial 
kitchens for cooking oil fires. 





Halotron—Clean agent gas for Class B and C 
hazards. Halon replacement. 


High Flow Dry Chemical—Designed to attack flowing liquid 
and pressurized gas fires. Capable of fast knockdown. 


Fire 
UL Cylinder Extinguisher Operating Discharge Range Mfr. Item 
Rating Cap. H Dia. Material Bracket Type Pressure Time Max. Brand Model No. 
Dry Chemical — ABC 
1A:10B:C 2% |b. 14%6' 3-1/9" Steel, White Marine 100 psi 12 it, First Alert MARINE1 31CA36 
1A:10B:C 2% Ib. 14%6' 3-1/9" Steel, Red 100 psi 8 to 10 sec. 12 ft. First Alert PRO2-5 31CA38 * 
1A:10B:C 2% |b. 1° 3%" Steel Vehicle 100 psi Toit, Buckeye 139315 3oWT05 
1A:10B:C 2% Ib. oe 3 Steel Wall or Vehicle/ 195 psi 10 sec. 15 ft. Amerex B417T 3YWN1 
3A:40B:C 5 |b. 15%!" 4" Steel Marine 195 psi 14 sec. 18 ft. Amerex B402 13J002 
3A:40B:C 9 Ib. ie AY," Steel 195 psi 13 to 15 sec. 18 ft. Buckeye 10914 30WT06 
4A:80B:C 10 Ib. 21" 120. Steel Wall 195 psi 20 to 24 seg. 21 Tt. Buckeye 11340 3oWT09 
10A:120B:C 20 Ib. 22 (ess Steel 195 psi 26 to 29 sec. 21 it. Buckeye 12120 3oWT10 
Dry Chemical — BC 
OB:C 2 |b. 12%6' 3-1/9" Steel Wall 100 psi hin (0 sec 12 ft. First Alert REC5 31CA40 
10B:C 2% |b. 15" oust a° Steel Vehicle 100 psi Toit: Buckeye 13415 3oWT12 
10B:C 2% Ib. 15%" 2 Steel Vehicle/Marine 195 psi 10 sec. 15 ft. Amerex B403T 13J008 
High Flow Dry Chemical 
1A:20B:C 10 Ib. 21. 6" Steel Wall 195 psi 10 sec. 40 ft. Buckeye 11350 44YZ30 
4A:60B:C 20 Ib. 21%" en Steel 195 psi 18 sec. 20 ft. Buckeye 12350 44YZ31 
Carbon Dioxide 
oB:C 2 Ib. 18" B20 Aluminum 800 psi G49 10ssee 8 ft. Buckeye 45100 3oWT14 
10B:C 10 Ib. 20" 6.89" Aluminum Wall 800 psi 8 Tt. Buckeye 45600 3oWT15 
10B:C 15 Ib. 2/' 6.89" Aluminum 800 psi 13 to 17 sec. oO it. Buckeye 46100 3oWT16 
Hal 10B:C 20 Ib. Zi" o. Aluminum 800 psi 18 to 22 sec. Git. Buckeye 46600 3oWT17 
alotron 
2B:C 2% Ib. 14" See) Steel 100 psi 10Tt. Buckeye 10259 30WT19 
oB:C 5 Ib. ie 4.25" Steel Wall 125 psi 8 to 10 sec. (ER Buckeye 70510 35WT20 
1A:10B:C 11 Ib. 18" (és Steel 125 psi 19 it, Buckeye 71100 3soWT21 
2A:10B:C 15% Ib. 10° fe Steel 125 psi 12 to 14 sec. 18 ft. Buckeye 71590 30WT22 
Wet Chemical 
1A:K 6L 20" T' Stainless Steel Wall 100 psi 02 to 56 sec. 8 Tt. Buckeye 90006 35WT23 
2A:K 12'%e lb. 19" C Stainless Steel 100 psi 03 SéC. 12. Amerex B260 13J014 
* Approved for marine use when mounted with supplied bracket. 
= = = = = = to » 
Aluminum Disposable Dry Chemical Fire Extinguishers = \idde 


Mariner extinguishers are for regular marine use. Easy-to- 
read pressure gauge and easy-pull pin. No. 479W99 is for 


= Aluminum cylinder with aluminum valve 
= Nos. 479W99 and 479X03 include retention strap bracket 











= UL Listed most common fires. Use No. 479X03 for liquid and energized 
electrical fires. 
Fire 
UL Extinguisher Operating Discharge Range Mfr. Item 
Description Rating Cap. H Dia. BracketType Pressure Time Max. Model No. 

Multipurpose BA:40B:C 5% lb. 1656s" 4%" WallMount 195psi 13to 15sec. 18 ft. XL-5MR 479X05_ * 

= SA hee Phosphate 1A10B:C 2¥elb. 141961" 3% — Marine «100 psi 8to 12sec. Bit. — 46662720MTL — 479W99 

No. 479X05 bag No. 479W96 © oammonium Phosphate JA1OB:C 2% 1b. 147%" 37%" Wall Mount 100 psi__8to 12 sec. 8 ft. 46614220MTL__479W96 
sp hae P SA:40B:C oo 2lb. 166 4%" WallMount 195psi 13to 15sec. 18 ft. FX340SC 479X06_ * 

Sodium Bicarbonate 711A 2% lb. 14%%4" 31%" WallMount  100psi 8to 10sec. 5 ft. RESSP 479W97 

5B:C 2 Ib. 1 3%" WallMount _100psi S8to12sec. 6ft. 2100707/MIL  479W98 

ne oem 5B:C 2lb.  11%s' 3%" Marine  100psi_ 8to 12sec. 6ft. MSG A79X03 

No. 479W99 Sodium Bicarbonate TOB:C 22% 2 lb. 147%" 3%" WallMount 100psi 8toi2sec. 8 ft. FA10G 479X02 











* Includes hose. 





Water and Water Mist Fire Extinguishers 


Reliable extinguishers all feature a rechargeable stainless steel cylinder. No. 3YWG4 uses a water stream as 
the extinguishing agent. Nos. 13J015 and 35WT24 use deionized water (sold separately) as the extinguish- 
ing agent; a misting nozzle improves cooling and soaking characteristics. 


No. 3YWG4 UL Fire Extinguisher Discharge Range and aan: | a 
Rating Cap. Bracket Type Time Max. ran ode 0. 

No. 133015 2 2% gal. Wall 55 Sec. 56 ft Amerex mez) 9 se 

2A:C 12'e Ib. Wall 72 SeC. t. merex i 4) 

eee 2A 2% gal. Wall 48 to 52 sec. 55 fh Buckeye 50000 35WT24 
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SAFETY 


Fire Extinguishers & Foam Concentrates 


Find more information on fire extinguishers on page 1877. 





Nonmagnetic Fire Extinguishers 


Ideal for use inside and around magnetic resonance imaging (MRI) units and other healthcare facilities. 


UL Fire Extinguisher Extinguish Mfr. Item 
Rating Cap. H Dia. _ Cylinder Material Bracket Type Agent Type Brand Model No. 
2AC  2%lb. 28" wv Stainless Steel Wall Mount Deionized Water Buckeye 51000 3oWT25 
DB:C _O |b. a = Aluminum Wall Mount Carbon Dioxide Badger BoV-iMR 5MDC7 

Wheeled Fire Extinguishers 
= 50-ft. hose (except 

No. 8RY81 has 25-ft. and 
No. BUKR9 has 40-it. hose) UL Cylinder Operating Discharge 

= 16"-dia. semipneumatic tires, Rating Cap. 4H Ww D Material Pressure Time 
(except Nos. 13J006 and 13J010 Stored ane 
1 il arbon Dioxide 
have 36" x 6" steel wheels) — 20B:C 50Ib. 47° 23° 48" ‘Steel 240 psi‘ 44 sec. 
Feature brass fittings and live swivels. _Dry Chemical 
20A:160B:C 50lb. 46" 21.5" 24" Steel 240 psi 35 sec. 
Stored Pressure—Can be activated 40A:240B:C 125 lb. 53.5" 28" 40" Steel 240psi 48 sec. 
: : : Halotron 
instantly, with agent and pressurized 4A:60B.C 65 1b. 58" 26° 30° Steel 100 psi 22 sec. 
gas stored in the same cylinder. {0A:30B:C 150lb. 64° 30° 42° Steel 125psi 38sec. 
. Direct Pressure 
Direct Pressure—A separate pressur- “Dry Chemical 
ized gas cylinder simplifies recharge. 40A:240B:C 125lb. 45" 24" 36’ —Steel 240 psi __‘52 sec. 
. 30A:320B:C 300lb. 57° 34° 39" Steel  240psi _‘ 60 sec. 
Regulated Pressure—Deliver Purple K 
320B:C¢ 125lb. 45" 24" = 36" Steel 240 psi 53 sec. 
constant pieectl® and complete 320B:C  300lb. 57° 34° 39° Steel | 240psi 67sec. 
discharge, employing a regulator to Regulated Pressure 
control transfer of pressurized gas to Dry Chemical 
Clears the hose. 320B:C 1251b. 52° 26° 38° Steel  240psi 52sec. 


Wheeled Fire Extinguishers 


Extinguishers are designed 
for easy single-person oper- 
ation and are small enough 
to easily pass through stan- 


SW ot 
BADGER™ 





Stored Pressure—Economical units roll easily 
on semipneumatic rubber wheels. Effective on 
many types of high-risk fires that may occur 
within commercial and industrial applications. 


Regulated-Cylinder 
Operated—Excellent 





for high-risk fire hazards 


Range Mfr. 
Max. Model 
20ft. 333 
35 ft. 495 
40 ft. 488 
45 ft. 673 
45 ft. 674 
40 ft. 450 
40 ft. 491 
40 ft. 452 
40 ft. 493 
40 ft. 467 
40 ft. 469 


dard doorways. UL Listed. 
y s 25-it. hose that require consistent 
UL Cylinder Operating Discharge Range Mfr. Item flow rates and ranges 
Rating Cap. Material Pressure Time Max. Brand Model No. throughout the entire 
Stored Pressure inte ; 
Dry Chemical fire fighting operation. 
zest oh — Se fm See — Ste Say NO SOMA has 16 
50 Ib. tee psi Sec. Sit. adger 
A0A°240B:C 125 Ib. Steel 240 psi 45 sec” 40 ft Badger 150MB-3emAge © Se™ipneumatic rubber 
Purple K wheels; No. 36MA52 
A rae , pe Ib. sted 240 psi 48sec. 40ft. Badger 150PB 36MA50 has 36" rubber-coated 
egulated-Cylinder Operate 
Dry Chemical steel wheels. 
40A:240B:C 145lb. Steel 245psi 43sec. 35ft. Badger B150A-1 36MA51 #© 50-ft. hose 
Purple K 
240B:C 125 lb. Steel 245psi 43sec. 35ft. Badger B125KL-1 36MA52 
FireAde 1 PPAUGRAINGER 
ir @ e APPROVED 
Don't fight fires ... extinguish them!™ 
Foam Fire 


Extinguishing Sprays 


= Range max: 20 ft. 


Aerosol can foam instantly cools surfaces. Personal fire 
suppression system designed for easy application and 
extinguishment of fire outdoors and around the house. 
No mess, water-based formula. Effective on Class A 


and Class B fires. UL Listed. 


Discharge Mfr. Item 

Cap. H Dia. Time Model No. 
% Ib. 7% 24%" 8to12sec. 10FA2K-6BB 53PW74 
Tlb.  111%2" 2%" ~=8to12sec. 16FA2K-6PDQ 53PW75 
1Y%lb. 138%" 2%" 8tol2sec. 22FA2K-12BB 53PW76 





No. 53PW74 





Item 
No. 


8UKR9 


8RY81 
8GER7 


13J012 
13J013 
13J005 
13J006 
13J009 
13J010 
13J007 
13J011 





No. 35WT27 


No. 
35WT25 





Fire Extinguishing Spray 
and Fire Retardant 


Fire Extinguishing Spray—linstantly cools down 
surfaces that are too hot to work on or around. 
Sprays into hard-to-reach areas from any position. 
Meets UL 2N75, NFPA 18, and EPA Standards. 


Fire Retardant—Spray on to fabrics, combustible 
materials, and other Class A surfaces to help inhibit 
the spread of flames and smoke. Will not stain. 


Description 


Fire Extinguishing Spray, 12 oz. Aerosol Can 


Fire Retardant, 32-0z. Trigger Spray Bottle 


Item 
No. 
ONKR4 
8AWTO 
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No. 36MA51 





No. 9SNKR4 
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SAFETY Scan. Order. Done. a 
Fire Safety Details on page A1. 
= 7 7 . = * GRAINGER 
| % Fire Extinguisher Cabinets APPROVED 
FIRE i = For indoor use only Steel cabinets accommodate most common sizes of fire extin- 
| EXTINGUISHER = Clear window allows visibility guishers and provide easy access in an emergency. Excellent 
7 | # White color for use in offices, warehouses, etc. 
| it Window Item 
Description Cap. H W D Material No. 
Surface-Mount 
i Galvanized Steel 
2t02.6lb. 18%" 854" 634" Acrylic 3ZV09 
Jd ki 
——_ ' - A Rectangular with Cam Lock 9 Ib. 22%" 856" 69" Acrylic 3ZV10 
, and Break Glass Hammer 10 Ib. 243," 10%6' 634" Acrylic 3ZV11 
No. 35GX45 20 Ib. 30%" 12%" 91" Acrylic 3ZV12 
Cold-Rolled Steel 
Ractanaularwith 5 Ib. 1716" 8/6 61," = 35GX42 
10 Ib. 23%," 10 Vie" 616" — 35GX43 
magnet pale 00i 20 Ib. De 12" OMe = 35X44 
Trapezoid with Magnetic 20 Ib. 25%6' 11%6 10%" Tempered Glass 35GX45 
Catch Door 30 Ib. 3016" 12%" 11" Tempered Glass 35GX46 
; 5 Ib. 17'%6' 8Vie' 6%" Tempered Glass 35GX48 
a aos 23%" ‘108 BIKe Tempered Glass 35GX49 
20 Ib. 25%6' i OMe" Tempered Glass 35GX50 
No. i1RK38 _Semirecessed 
No. 35GX49 ° Galvanized Steel 
Rectangular with Cam Lock 5 Ib. 20%" 11% bY" Tempered Glass 1RK37 
| and Break Glass Handle 10 Ib. 2694" 1154! 64" Tempered Glass TRK38 
Y Cold-Rolled Steel 
7 Rectangular with Cam Lock ; ; ; 
and Break Glass Handle 20 Ib. 28 16 8% Tempered Glass 35GX47 
Fire Extinguisher @ Kidde 
Cabinets ; = araati 
Fire Extinguisher 
= Surface-mount Br 4 ck el S 
Durable, molded plastic cabinets can be used indoors No. 5T909 
or out; protect extinguishers from exposure to dirt, dust, Easy-to-mount. Corrosion-resistant 
water, and chemicals. Left- or right-hand opening for stainless steel straps securely hold 
easy access in the workplace or in a vehicle. Hook-and- apiciil si jam extinguisher in place. Finger tabs allow 
loop straps keep extinguisher secure inside. Type Cap. Model No. quick access. USCG Approved when 
; aa ome 
Cabinet Mir. iain Wall —22 2 2 “4 Ib. are a aug used with appropriate fire extinguisher. 
ap color ever sna Vehicle 5 Ib UB-5  4RK29_ Note: Coast Guard approval of a fire 
10 ib Bi "ar d TEBEOG GATLE : 5 Ib. VB-1 51906 extinguisher is only valid with the mounting 
Oe a Re Marine’ +9 jp. 366242 51909 bracket identified for use with that particular 
No. 6GATLS ack/Red JBXE83 6ATL5 Vehicle 01 e-30BTa08 ntiligh 
20 or 30 Ib. Black/Red JBDE73 6ATL4 : extinguisher. 
Fire Extinguisher 
= Brackets 
i. Designed to keep your fire extinguisher secure 
No. 40LU31 No. 40LU19 No. 35WT38 No. 35wWT39 and readily accessible. 
f Bracket Mfr. Item 
Type Cap. Cylinder Dia. Model No. 
2% Ib. 394" 700287 35W137 
Marine/Vehicle 5 Ib. ava 700270 35W138 
ican 10 Ib. 5" to 5%" 700226 35WT39 
Heavy-Duty 15 Ib. 6%" to 7 700228 35WT40 
a . 30 Ib. 7' to 8" 700229 35WT145 
Se ) 
| Cabinet Mounting Item / 7 ' 
Fir Extin i 4 r Cap. Color Style No. Fire Extinguisher <> 
e QUISNEr jenoseaci Wa 
i Brackets aa 
Cabinets 5 Ib. White Semirecessed 40LU31 
3 "4 5 Pea ) urface oo Whe Use for mounting extinguishers securely on 
Cabinets feature cold-rolled ee a hicl th | ioment, whil 
10 lb. Stainless Steel Semirecessed 40LU23 venicles or other moving equipment, wniie 
steel construction and acontin- _BreakGlass_ . still allowing quick emergency access. 
uous hinge. 10 Ib. White Semirecessed _40LU32 
Bracket Mfr. Item 
Type Cap. Model No. 
Strap 2.75 Ib MB-250B  40H509 
Wall 5 Ib. MB-5B 6AJW5 
20 Ib. B20 40H503 
G\ No. 40H503 Running Board—39 7p; B30 AOH504 
Fire Extinguisher Covers ‘Gara Emergency go Ki dde 


= Meet OSHA requirements 


High-visibility, vinyl-coated red with clear plastic window. 
Hook-and-loop self-adhering nylon fasteners. 


Escape Ladders 


Lightweight, tangle-free ladders attach 
quickly to windows. Tested up to 1000 Ib. 





Mfr. Item Mfr. Item 
Cap. Model No. L For Use With Model No. 
5 to 10 Ib. XT5WG 41176 13 ft. 2-Story Structures 468093 4XP76 
No. 4T176 15 to 30 Ib. XT8WG 41177 25 It: 3-Story Structures 468094 4XP77 


No. 4XP76 
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GRAINGER CHOICE” SAFETY 





Find the wy. Find Solutions. Find Great Prices. Smoke & CO Alarms 
2 
' = 
‘4 af = , Wh 
@ Kidde _ bey 
an VT 





=a ‘ , = s ” 
FIREX iv a \ AS ES 
. No. 1XTG7 = No. 429J52 ' i 
FIREX No. 1YNW9 _ = 7 \ / 
BRK No. 36WA04 No. 2FTL8 


Smoke and Combination Smoke/CO Alarms 


Alarm Types: lonization respond best to fast-raging Nos. 20JK13 and 2FTN6 can be interconnected with __ to differentiate smoke/heat and carbon monox- 








No. 45TT72 


fires. Photoelectric respond best to slow-smoldering smoke alarms. No. 20JK13 operating temp. range: ide warnings. LED power-on indicator. Mount to 
fires. All interconnect units must interface directly -20° to 100°F. any standard electrical box up to 4" octagonal. 
with their own brand of interconnectable smoke and —_ No. 2FTN6 operating temp. range: 10° to 135°F. Operating temp.: 40° to 100°F. 

pal Orem OnPMee aa INTERCONNECTABLE STROBE LIGHTS INTERCONNECTABLE ALARM MODULES 

SMOKE ALARMS = Meet UL 1971 Standard = UL Recognized 

= Meet UL Standards Use with a smoke, heat, or CO alarm to provide Activate auxiliary warning devices such as external 
Test/Reset button verifies alarm circuitry, alarm a visual warning to the hearing impaired and in bells, sirens, or exhaust fans. Feature one set of 
activation, and battery function. 85dB horn. Easy quiet/silent areas. Produce separate flash patterns form C contacts. 


installation. Operating temp. range: 40° to 100°F. 
Battery-Powered—Provide continuous alarm oper- 





: : Power Battery Hush Mfg. Mfr. Item 
ations during a power outage. Feature LED power-on Description Source Backup Button Warranty Brand Model No. 
indicator, tamperproof locking pin, and low-battery Smoke Alarms 

Battery-Powered 
warning. lonization QV No No 3-yr Limited Kidde i9040 3ICTt 
lonization OV No No o-yr. Limited Kidde 19050 SMPL5 
Interconnectable—feature power-on and alarm lonization OV NoYes 10-yr. Limited” First Alert FG250B_-2FTN9 
indicators. Latching alarm identifies initiating alarm. onization 3y a ie es a4 aes ede ae ay Wa 
' : onization ithium 0 es -yr. Limite idde 
Locking mechanisms lock the battery drawer and lonization QV NoYes 10-yr. Limited First Alert FG250LB. 2FTP1 
secure alarm to base, except No. 1XTG8 includes lonization OV No Yes  10-yr.Limited FFirstAlert SA350B  36WA04 
i i j Photoelectric gV No Yes 10-yr. Limited Kidde P9050 5MPL9 
optional locking mechanism that deters removal of Photoelectric OV No Yes 10-yr. Limited First Alert PR700B  36WA0O5 
unit. Photoelectric Sealed Lithiumlon Yes Yes _10-yr.Limited —_—_‘ Kidde P3010L  20JK08 
7 . Photoelectric with Voice Alarm Sealed Lithium lon Yes Yes 10-yr. Limited Kidde P3010B 20JK09 
Interconnectable, for the Hearing Impaired— Photoelectric with Safety Light Sealed Lithium lon Yes Yes  10-yr. Limited Kidde  P3010H  _20JK10 
strobe light flashes distinct patterns for smoke and, Hes Photoelectric/ 9V No Yes 5-yr. Limited Kidde PI 9010 5MPL7 
if connected to a CO alarm, carbon monoxide. 85dB intarconnectable 
horn. Features alarm latch for initiating unit and low- ae Eom 120VAC, 9V Yes Yes  SyrLimited — Firex ‘A618 5MPK8 
Ce lonization with Front-Load 120VAC, 9V Yes Yes 10-yr. Limited _Firex i5000  SMPK9 
= Meets UL 1971 visual signaling requirements Battery Door, 10-yr. Sensor yi. 
lonization 120VAC, 9V Yes Yes o-yr. Limited Kidde 112040 1XTG6 
Hardwired Bridge Unit for Wireless Detectors— lonization with Exit Light T20VAC, 9V Yes Yes __‘10-yr. Limited _Kidde 12080 TXTG8 
Add wireless capability to an interconnected system TOBA 120VAC, 9V Yes Yes  10-yr. Limited Kidde i12060 1XTG7 
by replacing one wired unit. Helps avoid pulling wires pan ou 120VAC, 9V Yes Yes 10-yr Limited BRK 91208 OFTL8 
through walls for retrofit and remodel projects. onan a ern 

; a . Battery Door pene 120VAC, 9V Yes Yes  10-yr. Limited First Alert 9120LBL 451173 
Wireless—Interconnectable alarms simplify adding Photoelectric T2OVAC, OV Yes No S-yr Limited Firex P12040  5MIPL3 
detectors to every room in a retrofit/remodel project. Photoelectric . 120VAC Yes Yes 10-yr. Limited FFirstAlert 70108 45JZ77 
85dB horn. Require Bridge Unit, sold separately. ee ene 120VAC,(2)AA -Yes_—=s«s*Yes-~=s10-yr. Limited BRK —--3120B.-—~—sSKCY8 
COMBINATION SMOKE/CO ALARMS eae 120VAG, 9V Yes Yes 10-yr. Limited Firex -P12010 +s SMPL8 
= UL Recognized Interconnectable, for the Hearing Impaired _ . 

Test/Reset button function tests alarm circuitry, alarm Photoelectric with Strobe Light 120VAC, 3V Lithium Yes Yes 10-yr. Limited First Alert /020BSL 429J52 


meee ; Hardwired Bridge Unit for Wireless Detectors 
activation, and peak level memory. Feature visual lonization 120VAC, OV Yes Yes 10-yr. Limited Kidde  RF-SM-AC  5MPL1 
indicators for alarm and power-on. 85dB horn. Easy Mirefess —— ' 7 Ta RA aESWDC EMPL? 
j j - : ° fo) onization atterles 0 es -yr. LIMITE lade -oMl- 
installation. Operating temp.: 40° to 100°F. Combination Smoke/CO Alarms 

. Battery-Powered 
Battery-Powered—Provide alarm function during lonization OV No Yes 10-yr. Limited BRK SCO2B.-BKCY7 


a power outage. Voice warning announces "Fire, " lonization with Voice Alarm (3) AA Batteries No Yes  S-yr. Limited Kidde KN-COSM-BA 5TR37 


" 5 a i pal " and Flashing Light 
Carbon Monoxide,” or “Low Battery. Photoelectric Sealed Lithiumlon Yes Yes 10-yr. Limited Kidde  P3010K-CO  20JK11 


Interconnectable—Allow multiple alarm signals to Photoelectric, Low Profile (2) AA Batteries No Yes 10-yr. Limited FirstAlert PRC700B 451179 
: Interconnectable 
be triggered from one source of hazard. lonization with Voice Alarm {20VAC, (2) AA Yes Yes _D-yr. Limited | Kidde KN-COSM-IBA 1XTH3 
lonization, Electrochemical T20VAC, OV Yes Yes 10-yr. Limited BRK  SC9120B  2FTP4 
Nos. 1XTH3 and 5MPLO feature voice that announces lonization. Llectrochemical oF 
ere “Carbon Monoxide "’or""Low Batiery wart w/Lacked Baer Door -_ 120VAC, 9V Yes Yes  10-yr. Limited First Alert SC9120LBL 451172 
ings when detected. No. 2FTP5 voice warning Battery Door and Voice Alarm 120VAC, 9V Yes Yes 7-yr. Limited Firex KN-COPE-IC 5SMPLO 
includes location of danger, and has latching features photoelectric with Voice Alarm Aaa (0) Yes Yes 10-yr. Limited | BRK  SC7010BV —2FTP5 
to indicate initiating alarm and low battery. INTarCOGETaD SHOUTS 
Heat Alarm {20VAC, 9V Yes No 10-yr.Limited Kidde HD135F  20JK13 
INTERCONNECTABLE HEAT ALARMS Heat Alarm T20VAC, 9V Yes Yes 10-yr Limited BRK HDG135FB  2FTNG { 
= No. 20JK13 meets UL 217 Standard Interconnectable Strobe Lights 
Strobe Light {20VAC — — _-5-yr. Limited Kidde SLi77|  3KN63 * 
" No. 2FTNG meets UL 539 Standard . Strobe Light T20VAC —~ _—~40-yr. Limited First Alert SLED177  429J53 
Designed to give early warning of heat from fire. Interconnectable Alarm Modules | 
Alarm sounds before it reaches the fixed temperature  —2moke Alarm Relay 120VAC a = Kidde SM120X__SKN55_* 
: : Seite CO Alarm Relay 120VAC = = = Kidde CO120X  3AU39 
rating of 135°F. 85dB horn. Originating alarm and Smoke, CO, and Heat Relay {20VAC —_—{0-yr Limited BRK RM4 OFINT + 
power-on LED indicators. * For use with Kidde alarms. ¢ For use with BRK® and First Alert® alarms. 
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Carbon Monoxide Alarms wo. caswe ay 





No. 1RK40 La poem. 
= UL 2034 Listed ve 
85dB horn sounds when sensor detects high levels of CO. Select 
models feature visual alert when alarm needs replacement. 
1 . fe) fe) 
Operating temp.: 40° to 100°F. 7 Digital Hush Mtg, nit. cet 
Battery-Powered CO Alarms—User-friendly detectors have easy- SEEGER TA TRE UY su Me 
access battery compartments. No. 3YNJ3 has a battery lockout OV No Yes 10yr.Limited | BRK C0250B 5KCY4 
system. (2) AA No No _7yr.Limited Kidde 9C05-LP2 —_12G545 
(3) AA No No 7yr.Limited Kidde | KN-COB-B-LP 3YNJ3 
Plug-In CO Alarms—No. GAJW6 has tamper-resist feature that (3) AA __ Yes No /yr.Limited _Kidde__ KN-COPP-B-LPM 12G547 
sounds a constant alarm if unit is unplugged or comes loose from gin wn Front-Load Battery Access Yes Yes 7 yr. Limited First Alert C0410B 2FTN1 
. ; um lon No No 10 yr. Limited = Kidde C3010 40H496 
wall outlet. Nos. 2FTN5 and 20JK12 include a 6-ft. extension cord for ~ Sealed Lithium lon Yes No  10yr.Limited Kidde C3010-D  40H497 
table or shelf mounting. (2) AA with Front Load Battery Access _No Yes 7 yr. Limited First Alert CO0400B 2FTL9 
(3) AA Yes No 7yr.Limited Kidde | KN-COPP-B-LS 3YNJ4 


Plug-In Combination CO and Explosive Gas Alarm—Unit also Plug-In CO Alarms with 9V Battery Backup = 
detects methane or propane gas. Includes extension cord for table or —!20VAG ie Nee ned ee Ae 


AC Front Load Battery Access Yes Yes 7 yr. Limited — First Alert CO615B 2FTN5S 
shelf mounting. AC Front Load Battery Access No Yes 7yr.Limited FirstAlert  CO605B 2FTN4 
120VAC, 9V Yes Yes 10-Yr. Limited Kidde KN-COPP-3  20JK12 

Interconnectable CO Alarms—When interconnected with smoke —_ Pjug-In Combination CO and Explosive Gas Alarm with 9V Battery Backup 
alarms, Nos. 1XTH1 and 1XTH2 feature two different sounding 120VAC Yes No 7 yr. Limited _Kidde KN-COEG-3 _1RK40 
patterns to differentiate smoke and carbon monoxide warnings. infarconnectable 60 Alarms with 9¥ Battery Backup —_ ye Limited Kidde KN-COB-IG4XTH1 
No. 2FTN2 features latching alarm indication and a locking mecha- 120VAC Yes No 5yr.Limited Kidde KN-COP-IC_  1XTH2 
nism to prevent theft of battery or unit. 120VAC with Side-Load Battery Access _No Yes 10 yr. Limited = BRK CO5120BN _—2FTN2 





Lia kel ee THF FTL 

















Smoke 
Alarm Aid SAFEAWAKE 
SafeAwake Smoke Alarm Aid works in tandem with, 
and is activated by traditional, audible smoke alarms : | 
to improve fire safety for elderly and hard-of-hearing No. 8XZH8 No. 3VG75 
— populations. When an alarm sounds, the SafeAwake * 
‘STEM ic tr taht [i 
©) SENSOR’ is triggered to flash a bright light and set off its own GRAINGER 
loud, low-frequency audible alarm that can be heard CLV irproven CRE 


Carbon Monoxide Alarm by the hearing impaired. It also sets off a motor- 

A agiea desea teecanade ized bed shaker to wake up slumbering residents. smoke Detector Testers 
“wire detector Is designed for system operation. Easy setup makes it an excellent choice for homes, | Functional testers for commercial and residential 

Operates on most industry security and fire alarm 


trol Is Feat RealTest™ technol hotels, hospitals, senior residences, and independent | smoke detectors do not contaminate or discolor 
EEN EDP elielenreauee lee est lec ney and assisted living facilities. With automatic shutoff | detectors or ceilings, and will not damage plastics 
which allows detector to be tested with CO gas. and restart, turn-on indicator light, test button, and _| or leave a smoky residue. Convenient aerosol can 
Mounts to single-gang electrical box. 85dB horn. 


battery backup (batteries included). UL Listed. makes testing easy and safe. UL Listed. 
Operating temp.: 32° to 104°F. 12/24VDC. UL Listed. y P( ) one 
Detection Mfr. Item a ltem 
Mfr. Item Method Model No. Description Brand No. 
Includes Model No. lonization and Photoelectric SART 9V 1.0 49H879 Smoke Check™ GA 8XZH8 
Optional Drywall Anchors oCGZ7 5CGZ7 Smoke Alarm CRC® Smoke Test® CRC 3VG75 
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SAFETY 
Fire Barrier Products 





Fire Barrier Products 


Pillows and Self-Locking Pillows—ST|® brand 
pillows are lightweight and intumescent on all sides. 


Reinstallable for fast, convenient retrofitting of cables. 


UL Classified and FM Approved. 


3M™ brand self-locking pillows have strips that 
adhere to each other to make overhead installation 
easier. 


Composite Sheets—Fire-stop large openings 
through fire-rated walls and floors with multiple 
penetrations. Anchor sheets to the wall or floor with 
common tools. Cut to fit irregular shapes. Can fire- 
stop openings up to 36 sq. ft. STI brand sheets are 
lightweight for easy handling and fabrication. 





Plugs—Intumescent fire-stop plugs 
temporarily or permanently seal metal- 
lic conduits or conduit sleeves from the 
inside, through gypsum or concrete/ 
masonry walls. Install with no special 
tools required. UL Classified. 


Pipe Collars—Intumescent devices 
expand during a fire to help close off 
plastic pipe that penetrates fire-rated 
walls and floors. Seal off burning ABS and 
PVC pipes, both solid and foam core, as 
well as CPVC, PVDF, and FRPP pipes. 3-hr. 
fire rating. Nos. 3BE43 and 3BE44 are UL 





No. 3PA74 








No. 4MM45 


No. 1XTJ1 


Classified. 





Mortar—Use for filling large openings in concrete 

floors and walls. Nonshrinking; can be poured, Accessories—Mineral Wool Board 
pumped, or troweled. Will not crack due to tempera- No. 3BE69 provides high-temperature 
ture fluctuations. STI brand yields approx. 1250 to thermal control and fire resistance. Foil 
1425 cu. in. 3M brand yields approx. 697 cu. in. UL —« Tape No. 4MM48 and Metal Restraining 
Classified except No. 4MM45. Collar No. 4MM49 are for use with STI 


: brand wrap strips. Use No. 4MM48 for 
Wrap Strips, Duct and Plenum Wrap—Use tuck-in installation; for external mounting, 
wrap strips to fire-stop metallic and nonmetal- 
oo use No. 4MM49. 
lic pipes, insulated pipes, and cable bundles. Duct 
wrap protects both grease and ventilation ducts. UL Packing Material No. 1XRT3 is for use 
Classified except Nos. 1XTJ1 and 3BE40. Plenum around metallic, nonmetallic, and insu- 
wrap protects plastic pipe. lated pipe; UL Classified. 


No. 5GKD5 








No. 3BE69 
Mfr. Item Pkg. 
Description L W H Model No. Oty. 

STI No. 5PB34 
Pillows 

Pillow Q" 4" (ly SSB14 3PA71 1 

Pillow Q" 4" 2' SSB24 3PA72 1 

Pillow Q" 6" 2" SSB26 3PA73 1 

Pillow Q" 6" an SSB36 3PA74 | 

Composite Sheets i 

Composite Sheet 28" 16" — CS1628 6LE17 1 “ 

Composite Sheet 36" 24" — C$2436 6LE18 1 

Composite Sheet 36" Rio — CS3636 6LE19 1 

Mortar 

6-gal. Pail — — — SSM106 4MM45 1 

Wrap Strip 

Wrap Strip for Nonmetallic or Insulated Pipe 12 ft. 1%," Ye" SSWRED2 1XTJ1 1 

Plugs 

2' dia. aa 2" 3 FP200 5GKD4 1 

4" dia. — 4" 3" FP400 5GKD5 1 

Pipe Collars For Plastic Pipes 

114 dia. = = = LCC150 3BE65 No. 6VEE4 
2' dia. — — — LCC200 3BE66 1 

3" dia. — — — LCC300 3BE67 1 

4" dia. — — — LCC400 3BE68 1 
Accessories 

Mineral Wool Board 48" 1/2" 24" SSAMW 3BE69 2 

Foil Tape For No. 1XTJ1 30 ft. 2: — SSWFT 4MM48 1 

Metal Restraining Collar For No. 1XTJ1 25 ft. 5" — SSWRC2 4MM49 1 
3M 

Pillows and Self-Locking Pillows 

Pillow Q" 4" 2" FB-249* 1MN79 1 

Pillow 9 6" 2 FB-269* 1MN80 1 

Pillow Q" 6" a FB-369* 1MN81 1 

Self-Locking Pillow Q" 4" 2" SLP-SMALL* 5PB34 1 

Self-Locking Pillow Q" 6" 2 SLP-MEDIUM* 5PB35 1 

Self-Locking Pillow Q" 6" 3" SLP-LARGE* 5PB36 1 

Composite Sheets 

Composite Sheet 28" 16" — CS-195+16X28-BOX* 3BE37 1 

Composite Sheet 36" 24" — CS-195+3X2-BOX* 3BE38 1 

Composite Sheet 36" 36" — CS-195+3X3-BOX* 3BE39 1 

Mortar 

9-gal. Pail — — — MORTAR 6VEE4 1 
Wrap Strips, Duct and Plenum Wrap 

Wrap Strip for Nonmetallic or Insulated Pipe 24" 2" Ya" FS-195+ 3BE40 1 

Wrap Strip for 2" dia. Nonmetallic Pipe BY" 2." He" WS200 5GUZ8 24 

Wrap Strip for 3" dia. Nonmetallic Pipe 11%" 2" Vie" WS300 5GUZ9 24 

Wrap Strip for 4" dia. Nonmetallic Pipe 147%" 2" Vie" WS400 5GVA0 24 

Wrap Strip for Nonmetallic Pipe 8 ft. Ve" 22" WS-ROLL 6VEE5 1 

Duct Wrap 25 ft. 48" 1/2" 615+48 5GKA6 1 

Plenum Wrap 50 ft. 24" yy," PLENUM-WRAP-5A+(24") — 6MKL2 1 

Pipe Collars For Plastic Pipes 

1%" dia. — — — ULTRA-PPD-1.5 3BE43 1 

2' dia. — — — ULTRA-PPD-2 3BE44 1 

3" dia. — — — ULTRA-PPD-3 3BE45 1 ea 3 
4" dia. — — — ULTRA-PPD-4 3BE46 1 : - 
Accessories 

Packing Material fe 4 e ~PM4-BULK.--1XRT3.SCT Paes eee 
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Fire Barrier Products 





No. 4MM46 





PA FIRESTOP 


STI. 





jf econ scwe 









No. 2XKE3 




















Fire Barrier Products 
PENETRATION SEALANTS 
Material expands when exposed to heat or No. 
fire. Can be applied to vertical or overhead fUCiT 
surfaces. Easy installation, cleanup, and disposal. No. 
Nonhalogen formula requires no mixing. rr oe pouneo 
i | 18M458 | 
Paintable, sag-resistant sealants remain flexible. | 
Mfr. Item Pkg. 
4-hr. Latex—STI® brand models are FBC _ Description Color Size Model No. aty. 
compatible and acoustically tested to reduce si. SPATE Sarre rrr errs 
noise transmission. Versatile LC] commercial- 4-hr. Latex Red 10 oz. LC1300 3PA75 261 * 
-actina i 4-hr. Lat Red 20 oz. LC1320 3BE58 1 
grade formula has fast acting intumescence SMOKE AND ACOUSTICAL a ies Re ; 5 cal Tana sPA76—1 
that expands up to 10 times for a wide range of CAULK AND SPRAY A-hr. Latex Red 10 o7. SSS100 4MIMa7 ; 
ieati j j9|- ivi j 4-hr. Latex Red 20 Oz. $$$120 3BE5 
applications. SSs industr lal-grade multiviscosity Use halogen- and solvent-free — 4-hr. Latex Red 29 0z. SSS129 3BE57 1 =i 
formula has 2-stage intumescence for extremely ; 4-hr. Latex Red 5 gal. SSS105 aWR98. 1 
material for sealing through : : 
fast expansion ; Penetration and Joint Sealants 
; penetrations in smoke-rated Latex Endothermic Sealant ned I" 02. rele oyna is : 
™ i Latex Endothermic Sealant e 0z. 5 
4 le se eas asta ’ walls. Flexible. Latex Endothermic Sealant____Red 5 al. Lci55 —-122614.—«1 «+ 
plas IC, and Ca € Jac e Ing. ormula aries tack- RESIDENTIAL FIRE BLOCK Joint Sealants and Sprays 
: Latex Elastomeric Sealant Blue 10 oz. ES100 3BE59 1 
free in 10 to 15 min.; paintable after 72 hr. All ; 
models are CPVC compatible Halogen-free sealant resists Ehcionieis Sone Bias Soot 18008 aM i t 
. 7 . high temperatures, has Flastomeric Spray Red 5 gal. AS205R 1226161 ‘+t 
ee eo minimal shrinkage, and will tea aecent tutte “s Red 36 cu in SSPi00  4MM46_1 
paintable after 72 hr. CPVC compatible. not sag or run in vertical or Intumescent Putty Pad Red 7H. AW SSPas 3BEG3 
. = sii icati = Intumescent Putty Pad Red 9"L x 9" 4 
4-hr. Watertight Silicone—3M™ intumescent wall ea Tack Smoke and Acoustical Caulk and Spray 70 SNSHDOW OXKE3 
: au ite 0z. 
an scab concrete, gypsum, metal, FIRE BLOCK FOAM Spray White 5 gal. SNS205 2XKE5 
3M 
. . Penetration Sealants 
PENETRATION AND JOINT SEALANTS Foam-in-place fire block 4-hr. Latex Red-Brown 100z. _CP-25WB+10.102 573371 * 
Latex sealants are resistant to water; they dry and draft stop for nonrated 7p balex Se eee aE ea Soa eye 
without shrinking and will not re-emulsify after.‘ “esidential and commercial 4-hr. Latex Red-Brown 5 gal CP-DBWBySGAL 87381 __1_* 
drving. Endothermic fillers absorb heat and construction. Helps seal, fill, 2-hr. Latex _ ” Yellow 10 02z. IC-15WB+-10.10Z 3BE31 1 
ying. insulat d bond. Also hel 4-hr. Watertight Silicone Gray 10 02. 3000WT-10.10Z2 5PB37 1 ¢ 
release water. Silicone sealants are for through Insulate, aNd DONG. AISO N€!PS “Penetration and Joint Sealants 
penetrations and joints. Low modulus for +50% | educe air infiltration. Bonds to _-atex Sea.ant Red aye: FD toe 18499 1 : 
movement capabilities. Ozone- and UV-resistant, Concrete, brick, metal, wood, — ~[atex Sealant Red 45 gal. FD 150+ 18M461_ 1 
CPVC compatible Pence cu ae ARKOUNDs: «ree Sealant Eimestane—— 10a D180; —2uY¢8 tt 
7 : + 
JOINT SEALANTS AND SPRAYS eee Silcone Sealant aray 0.3 oz 2000810307 —2uD8s 12+ 
ae 7 AND DISPENSING GUNS ; —— 
For sealing fire-rated joints. Water-based sealants Joint Spray - 
are hi elastomeric and easily installed. Sprays ; utty Pads and Putty Sticks 
cali be ss lied with Sedan aineces a y alternative to 2-part epoxy, Moldable Putty Pad Red-Brown 7"Lx7'W MPP+7'X7* | 5YR04 1. + 
Pp pray : Moldable Putty Pad Red-Brown 9%'L x 94° W MPP+9.5°X9.5"* 52M24_ 1 + 
, , ; mineral wool, or bricks 
equipment and have acoustic properties to reduce ; ilies Moldable Putty Stick Red-Brown 114"Dia.x6'H | PUTTYSTKR 2UYE9 1 
pice Wanenicsion Expands at a consistent pace Moldable Putty Stick Red-Brown 1%" Dia.x11"L _ MP+1.4X11 52424 1 t 
. ; i i Residential Fire Block 
in horizontal and vertical Sealant Gray 10 oz FB136 5PB33__1 
PUTTY, PUTTY PADS, AND PUTTY STICKS applications. Dispensing guns Fire Block Foam 
Flexible putty has intumescent and endothermic __ offered separately. Battery- gisese rier Foam and Disné asing diag 1202. _FB-FOAM-ORANGE 18M458__ 1 
properties and molds easily into penetrations. powered cordless gun includes ~ Foam Sealant _ Red-Brown 13 0z. FIP1-STEP 19UC77 6 
Pads provide easy application to electrical boxes —_ charger, lithium-ion battery, a ee Black — 00076308146122 54ZT49 1 
or other penetrations. Putty sticks stay pliable to and soft-sided bag. Dispenses ~~ Battery-Powered Dispensing _ DISP GUN 55JK93. 1 
for cable mining at a later time. up to 60 cartridges per charge. Gu" for No. 19UG77 - 
allow a cable cay erare ee oe g * UL Listed. ¢ UL Classified and FM Approved. ¢ UL Classified. 
a No. 
3BE71 
13P641 
Mfr. Item Pkg. 
Description L WH _ Brand _ Model No. Qty. 
== FIRESTOP Nos. 3BE70 cane iAP Series 29 Path aa 10%" 1%" 1%" STI EZD22 LETT 1 
— os. ath® Series athway Kit am Ves 2 
BE en crnoeseacnesne and 6LE13 EZ Path® Series 33 Pathway and Wall Plate Kit 10v2 33 ST EZDP33FWS aber 
= - EZ Path® Series 33 Pathway ae : 
Fire Barrier Products (Sold Separately) —F7 Path® Series 200 Pathway 67s" AV" Sivie" STI EZDR200 53XH82 1 
EZ Path® Series 400 Pathway 6° 3" 51%." STI EZDR400 53XH83 1 
Cable Pass-Through Devices 3M™ pass-through device is hinged for wale Pace: Hienoh Bracksts hrough 10 2 3M _— PT2RD_AXRR4 1 
and Brackets—Intumescent mate- easy retrofit installation around cables. E7 Path® Double Wall Plate Kit fo 6 9 a EZP233W 3BE73 
EZ Path® Triple Wall Plate Kit {6 2 STI CE 74 
rial expands rapidly when exposed Cable Grommets—Eliminate the need Multigang Pathway Wall Bracket fo" 2" 6" STI EZP544W 1FET7 1 
to fire or high heat to quickly seal for putty or sealant. 2-oc. polymer arom-  _ealile Grommets 
pathways. STI® EZ Path® devices putly ee Dee POMEL Ol Fits Max. Cable 0.0. 14mm iy {9% STl RFG2 13P641 10 
caer mets snap together for easy installation. ‘Plates 
eliminate the need to remove and UL and C-UL Classified Conduit Attachment 6" 7" 2% STI EZP133CA 6LE12 2 
reinstall or adjust fire-stop materi- gy woulay Mall 6% 7 2% STI EZPISSCW 6LEI3 2 
als. Nos. 6LE11 and 3BE71 include chi eR sen ere kits ; 1-Pc. Sieve +" dia. oor sr ESI 00 GLE} 4 
l include sleeves, brackets, screws, an 1-Pc. Sleeve, 2° dia. 2 2 2 
the EZ Path cevice and 1 set of wal tty. Nos. SGUZ6 and 5GUZ7 are UL 2-Pc. Split Sleeve, 2” dia. {2 6 — STi FSR200 1FEU2 1 
plates and labels. Nos. 53XH82 and _pulty. Nos. an are 1-Pc. Sleeve, 2" dia, 319 BT200  BGUZ6 
53XH83 are UL and C-UL Classified. Classified. 1-Pc. Sleeve, 4" dia. 12" — — 3M DT400__5GUZ7_ i 
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Visual & Audible Alarms 





FEDERAL SIGNAL 


Hazardous Location Visual Alarms 


=» NEMA 4X Rated 
= UL and C-UL Listed 


Note: fom = Flashes per minute. 


STROBE LIGHTS 
= Lamp life: 10,000 hr. 


GRP and Dome Guard— 
60 fom. 21J strobe. ATEX 
and IECEx Certified, CE 
Listed. 


Glass Dome with 

Dome Guard—80 fpm. 
Nos. 482703 to 48Z704 
have a 4-wire supervis- 
able power circuit for use 
in fire alarm applications. 
Nos. 1N754 and 1N755 are 
CSA Approved. 


Polycarbonate Dome— 
60 fpm. 


LED WARNING LIGHTS 
= Lamp life: 50,000 hr. 





No. 46KT72 

= Multiple flash patterns 

GRP with Dome Guard— Voltage Mounting 

Multipattern LED. 60, 75, Strobe Lights 

90 fpm. 8 on-board flash aaa sae 

patterns. ATEX and IECEx {20VAC IE) 34 NPT 

Certified, and CE Listed. 120VAC Surface 

; 12/24VDC Surface 

Glass Dome with Dome 120VAC (F) 7" NPT 

Guard—Flashing LED.60 LED ann Lights Sufi 

ipm. Marine Rated. 120 to 240VAC Surface 
24VAC/D F) 94° NPT 

Polycarbonate Dome— ‘20/2400 Q Vi NPT 

Flashing LED. 60 fom. 120/240VAC Surface 
24VAC/DC (F) 2" NPT 
120/240VAC _—(F) 4" NPT 


85Ye4" 
85Y6q" 


gy" 


9M% ft. 
9M% ft. 


(os 


7" 
TV" 
gy; 
Ol," 


9M% ft. 


7% 
7%" 


Nos. 





1N754 and 1TAH3 


Mfr. 
Model 


G-STR-024 
G-STR-120 
151XST 
151XST 
154XST 
2295XST 


G-LED-DC 
G-LED-AC 
191XL 
191XL 
191XL 
225XL 
225XL 


RED 
Item 
No. 


46KT78 
46KT85 
1N754 
482702 
482704 
1N900 


46KU35 

46KU21 
1TAH1 
1TAH3 

482706 
1TAF6 
1TAF8 





Nos. 1N900 and 1TAF8 


AMBER 


Item 
No. 


46KT72 
46KT79 
1N755 
482701 
482703 
1N902 


46KU29 

46KU15 
1TAH2 
1TAH4 

482705 
1TAF7 
1TAF9 


46KT75 
46KT82 


46KU32 
46KU18 


Hazardous Location Audible Alarms 


Vibrating Horn—Produces coded blasts or 
sustained tones. UL and C-UL Listed; CSA Certified. 


Hazardous Location Horn—Features internal 
volume control. NEC Class |, Div. 1, Groups C and D. 
Class Il, Div. 1, Groups E, F, and G. Class Ill. 


C-UL Listed; CSA Certified. 


Voltage Decibels 
Vibrating Horn 

120VAC 100dB @ 10 ft. 
Hazardous Location Horn 

120VAC 100dB 
Speaker/Amplifiers 

24VDC 0 to 110dB 

120VAC 0 to 110dB @ 10 ft. 


Electronic Sounder 
120/230VAC, 24VDC 


Audible Alarms 


Vibratone® Horns—Can produce coded 
blasts or sustained tone. UL Listed. 

No. 4A967 is CSA Certified and FM 
Approved. No. 35GX51 is Marine Rated 
and Type 4X when installed with included 
panel-mount gasket. C-UL Listed. 


96dB 


Electronic Siren—Multivoltage siren 


produces 1 of 2 tones. UL and C-UL Listed. 


Marine Rated. Type 4X. 


Resonating Horn—Resonates sound by 
means of a diaphragm. For indoor/outdoor 
use. UL Listed, CSA Certified. 


Listed, FCC Approved. 

Description Voltage Decibels H 
Vibratone® Horn 120VAC 100dB @ 10 ft. 4" 
Vibratone® Horn 16 to 33VDC, 12 to 24VDC 90dB 4," 
Electronic Siren 120/240VAC 104 to 113dB 10%4" 
Resonating Horn 120VAC 105dB o 
Electronic Horn 24VDC 96 to 117dB by," 
U-Bracket Mounting Kit for No. 52XJ35 = = — 
Weatherproof Back Box = = 417/39" 
Flush-Mount Trim — — YA" 
Telephone Extension Ringer, Bell 120VAC 98dB @ 10 ft. De 
Telephone Extension Ringer, Horn 120VAC 100 dB @ 10 ft. Be 
SelecTone® Speaker Amplifier 120VAC 110dB @ 10 ft. 12%" 
SelecTone® Speaker Amplifier 120VAC 64 to 88dB 4V," 
Universal Tone Module = = Re 
Streamline® Low-Profile Mini Sounder 9 to 28VDC 82 to 100dB a 
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separately, page 1885). 


Electronic Sounder—Multivoltage sounder 


UL and 
produces 15 unique tones. 
CE Listed, and Pending UL 
H Ww D 
Ay," 4i7/a9" 358" 
75" 6%" 6" 
12%" 7/6" 8" 
12%" 7/6. 8%" 
815/64" 51564" 51564" 


Electronic Horn—Capable of 
producing 2 high-decibel horn tone 
outputs from the same unit. 


Weatherproof Back Box—For 
surface mounting of No. 4A967 
horn and No. 5LE20 speaker 
amplifier. 

Flush-Mount Trim—Used to 
mount No. 4A967 Vibratone Horn. 


Telephone Extension Ringers— 
Designed to draw attention. 
Activated by an analog phone. UL 


Speaker/Amplifiers—With volume control. NEC 
Class |, Div. 2, Groups A, B, 
2, Groups F and G. Class Ill. UL and C-UL Listed. 
Require Universal Tone Module No. 1N894 (sold 


FEDERAL SIGNAL 


C, and D. Class Il, Div. 


ATEX and IECEx Certified, 
and C-UL. 


No. 3WU52 


Mfr. Item 

Model No. 
350WBX 3WU54 
31X 1N749 
300GCX 3WU52 
300GCX 3WU53 
G-SND-MV-D 46KU47 


FEDERAL SIGNAL 
SelecTone® Speaker 
Amplifiers—With volume control. 
Require Universal Tone Module 
No. 1N894 (sold separately). NEMA 
3R. UL Listed. CSA Approved. 


Universal Tone Module—For use 
with Nos. 3WU52, 3WU53, 4A968, 
and 5LE20 signaling devices. 
Microcontroller produces 1 of 32 
different tones. 


Streamline® Low-Profile Mini 
Sounder—Produces 28 tones. 


NEMA 4X. 
Mfr. 
W D Model 
4" 22" 350 
4V" 2°V6q" 450E 
105%" 9/6" ESIREN 
8" 19%" 55 
816" 93%%4" EHORN-024 
— — EHORN-TKIT 
417/30" 2/6 WB 
56" — TR 
413/64" 43/4" TELB 
4136" 378" TELH 
8" BY," 300GC 
4Y," 3/6 50GC 
2/6 32" UTM 
3%" 1% LP4 








No. 3WU54 





No. 46KU47 





‘ial , 
No. 4A967 





No. 52XJ35 





92XJ37 j 
4A969 
oLE17 
3LY37 
3LY38 
4A968 ————_ 
oLE20 

1N894 


oLE16 No. 5LE16 
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SAFETY 
Visual & Audible Alarms 





Edwards 
Signaling’ 


Vibrating Horns and Bells 


Hazardous Location Horns— 
Designed for use in locations 
where electrical supervision of 
signaling circuit field wiring is 
required, or for unsupervised 


Bells—Produce a continuous 
rapid-fire ringing sound for 
timing, scheduling, paging, and 
general alarm applications. UL 
Listed. Nos. 16G571-16G573 are 


Horns—Adjustable-volume horns 
provide high-decibel signals. 
Surface-mount are for indoor use. 
Panel-mount has NEMA 4X enclosure 
for indoor/outdoor use. UL Listed 





except for Nos. 16G561 and 16G562. _ signaling applications. NEMA also FM Approved. 
Type 4X. UL Listed. 
Mfr. Item 
Voltage Decibels Mounting H W D Model No. 
orns 
~ 24VAC 78 to 103dB Surface 47h A Be" 876-G5 166564 
120VAC 78 to 103dB Surface 47, 47, 3%6' 876-N5 16G565 
24VDC 78 to 101dB Surface 47, 47 2 V5" 877-G1 16G566 
24VAC 78 to 103dB Surface 5 5" 21%," 874-G5 16G561 
120VAC 78 to 103dB Surface oO 2" 2 Ye 874-N5 16G562 
120VAC 78 to 103dB Panel 45," 45 17% 870P-N5 16G559 
~ 24VDC . 78 to 91dB Surface 45," 45, 17% 871P-G1 16G560 
Hazardous Location Horns 
No. 16G568 120VAC 100dB Wall/Pipe 7%" 735" Aj 6" 878EX-N5 166568 
24VDC 97dB Wall/Pipe TH 7H A 6° 879EX-G1 16G569 
4" Bells 
24VAC 88dB Surface 4" 4" 213/49" 340-4G5 16G570 
120VAC 88dB Surface 4" AV" 21%2" 340-4N5 166571 
12VDC 90dB Surface 4" 4" 2139" 435-4E1 16G575 
~ 24VDC 90dB Surface 4" 4" 21540" 435-461 166576 
6" Bells 
24VAC 92dB Surface 6" 6" 229/59" 340-665 16G572 
120VAC 92dB Surface 7% 71% 31/6" 340-6N5 16G573 
No. 16G570 6VDC 92dB Surface 6" 6" D19/39" 435-661 16G577 


Visual/Audible Alarms 


Streamline® Low-Profile Strobe—Provide 
two tone patterns with visual signal. 60 fpm. PLC 
compatible. CE Compliant. 


FEDERAL SIGNAL 


Flashing Warning Lights, LED—Synchronized 
sound and visual signal. 60/75 fpm. UL and C-UL 
Listed. 


Note: fom = Flashes per minute. 





7 ” ee ; RED 
: amp I. tem tem 
Bachata Voltage Decibels Life H Dia. Model No. No. 
Streamline® Low-Profile Strobe 
18to30VDC —- 82 to 100dB@10Tt. 10,000 hr. 4 373" LPs 3WU56 3WU57 
Flashing Warning Lights, LED 
No. 48Z710 120VAC 890d0B @ 10 ft. 60,000 hr. 6%" o74" AV1-LED 482709 482710 
24VDC 89d0B @ 10 ft. 60,000 hr. 6%" ov" AV1-LED 482711 482712 
Edwards 
Signaling’ 
Buzzers 





= For indoor use 
Surface-mount buzzers have continuous sound pattern. Nos. 16G834 and 16G835 have adjustable 





No. 16G834 volume and vibrating armature. Nos. 16G834 and 16G835 are UL Listed. 
Mfr. Item 
: Description Voltage Decibels Mounting Color 4H W D Brand Model No. 
ee 24VAC  70dB_~—s Surface. «Gray 24" 5¥e' 2V4" Edwards Signaling 340A-G5 16G834 
Vibrating =e i song : 
No. 42ZH2 AdaptaBuzzer™ T20VAC 70dB Surface Gray | - 24" Edwards Signaling (340A Ns 166835 
Buzzer 40to120VAC 80dB Surface Black 3%4' 1% — GE GE-PB120A 4ZZH2 


FALCON; 
SIGNAL HORNS 





Air Horns 


Provide a piercing 120dB blast at 
10 ft. to deter a would-be assail- 
ant or unfriendly animal. 





Mfr. ltem 
_H Coverage Model No. 
pasitetes Plastic 
z= vy 39 ft. FSB1 53XP87 
= = cd 39 ft. FSB5BU 53XP89 
es \o/ see tT 65 ft. FSA6 53XP91 
. Metal 
a si 39 ft. FSBSCBU _53XP90 
9" 39 ft. FSB5R _53XP88 
5 ii 
No. 53XP87 No. 53XP89 No. 53XP91 No. 53XP90 No.53XP88 No.53XP92 —° 69 Ti. FSAGR __ S3XP92 


1886 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


* GRAINGER 
APPROVED 


LED Tower Lights 


= Lamp life: 100,000 hr. 

Status and hazard indicators 
employ energy-efficient, long-last- 
ing LED light modules. 80 fpm. 


Note: fom=Flashes per minute. 


TOWER LIGHTS 
= CUR(R)s and CE Certified, 

RoHS Compliant 
Assemble quickly with interlocking 
construction. Bases accept max. 5 
modules including horn. 
No. 6JZG7 has 85aB horn with 
adjustable volume. 
Light modules provide bright and 
even LED light distribution through 
prism-cut lenses. 


PREASSEMBLED TOWER LIGHTS 
= Single-Color are CE Certified 
and RoHS Compliant 
= 3-Color are cURus Certified 
and RoHS Compliant 
Nonreplaceable LED light modules 
are mounted on a base unit. 





Base with Light Modules 





No. 30XT70 





1 | 
No. 30XT55 


No. 26ZT21 


* Dayton} 








SAFETY 
Signaling Lights 


—— 
— 
——— 
a 
— 
on 
_———S 
— 
>| 
——— 
—_—- 
—, 
oe 
oe 
a 
+ 
—_ 





iy 
No. 26ZT50 


50mm and 56mm Dia. Tower 
and 86mm Dia. Warning Lights 





on No. 6JZGO 
Direct-mount units include mount- 
. = IP65 polycarbonate housing 
ing hardware. 
' = Lead wire type 
m P : : 
Tower Lights components. Available pole with surface, or wall mounting bracket, or direct 
Base and Horn : ; : ; : : ; 
Base 90 to 240VAC Surface 149s" D6"  BJZGO mounting. Optional modular buzzer kits. 86mm dia. warning lights feature high- 
Base 24VAC/DC Surface 14%" 2% BI ZF9 intensity LED lights, selectable st flashing/rotating m . Available pol 
Horn Module 24VAC/DC — 1% 2416 6JZGT sie ghts, selectable s eady/ ashing/rotating lodes ailable pole 
Single Color Light Modules mounting or wall-mount bracket. UL Listed and CSA Certified. 
Red 24VAC/DC Direct 2" 2%6  ‘6JZG1 
Amber 2AVAC/DC Direct 2" 2%6°  6dZG2 eae, || Waa fea 
Green 24VAC/DC Direct 2 2%6' 6JZG3 Volt Watt N N N 
Blue 24VAC/DC Direct Py 2%6  6JZGA meats : sensi a o 
i aA Tower Light Module Flashing, 50mm Diameter 
Clear 24VAC/DC Direct 2 246 6JZG5 OAVAC/DC + 50W 30XT69 1 30XT70 — 
3 Colors-in-1 Light Module JO0VAC 0:80W ~— ~— 30XT72 
Red, Amber, Green 24VAC/DC Direct 2 2%6 6JZG6 DAQVAC 0: 80W 30XT63 — = 
Preassembled Tower Lights SAOVAC 0: 70W 30XT55 — — 
Single Color Light Modules 
Red, Amber, Green 24VAC/DC Direct 81564" iu 6JZF7 RED, 
Red, Amber, Green 24VAC/DC Direct 13%" il 6JZF8 RED, | YELLOW, 
3 Colors-in-1 Dome Light Module RED, | YELLOW, GREEN, 
Red, Amber, Green 24VAC/DC Direct TVA 2416 6JZG9 RED, YELLOW, GREEN, BLUE, RED, 
Red, Amber, Green 24VAC/DC Surface 167% —-2%6' «GB JZGB RED GREEN GREEN BLUE  § CLEAR | YELLOW 
Item Item Item Item Item Item 
Mounting Voltage No. No. No. No. No. No. 
Tower Light LED Assembly, Steady, Flashing, 20" Cord Length, 56mm Diameter 
Support Tube 24VAC/DC |26ZT20 | 262121 [262123 | 262124 | 262125 — 
Support Tube 90 to 240VAC | 262126 262127 | 262129 (262130 | 26ZT31 — 
Direct 24VAC/DC | 262133 | 262134 | 262136 | 262137 — _ 
Direct 90 to 240VAC 262739 | 26ZT40 (262142 (262143 | 262744 =| 262741 
RED YELLOW GREEN CLEAR BLUE 
Power Item Item Item Item Item 
Source No. No. No. No. No. 
Warning Light, Stud Mounting, 86mm Diameter 
12-24 262150 262151 26Z152 262154 — 
90-240 262155 — 26Z157 262159 262158 
Warning Light, Includes Buzzer, Stud Mounting, 86mm Diameter 
12-24 — = 62762 26Z164 — 
wx GRAINGER 90-240 26Z165 — 262167 26Z169 26Z168 
Item 
ones Description For Use With No. 
Wall-Mount 3-Color Tower Light Accessories 
‘ Tower Light Sounder Tier, 100dB ea aepauee  t67Ti9 
LED Tower Lights Surface Mount, luminum Base, luminum, 10/4" H 26Z120-26Z131 26Z117 
Wall Mount, Steel Base, luminum, 9%" H 26Z120-26Z131 262116 
= Lamp life: 50,000 hr. Wall Mount Bracket, Steel, 3" H 26Z120-262144 26Z132 
UL Listed. ROHS Compliant Terminal Holder, White, Nylon, 2134" H SOXT46, SOXT47,30XT53 10 gay Tag 
7 Isted, HONS Gomplian men 30X76, 30XT51, 30XT52 
Status/hazard indicators are Terminal Holder, White, Nylon, 2*%64" H Ee SAeT Govies,  -a0xTad 
housed in a low-profile ABS Terminal Holder, Black, Nylon, 2'%a" H TRE SEA Gan, SOKTOO 
body that fits small spaces. No. 22UU24 ; 
Bo ipliicPolveciiole ie lee ) Base Unit, Black, Nylon, 41942" H S0XT48, SOXTAS, mae 30XT51 
i : tem ; . to 90 an 
75/4"H Xx 3V5"W x 114" Description Voltage No. Tower Light Sounder Tier, 75dB to 85dB 30XT51, 30XT52 30XT46 
Steady/Flash 90 to 240VAC 22UU22 Tower Light Sounder Tier. 75dB to 85dB 30X148 to 30XT50 and 30XT47 
Note: fom=Flashes per minute. Steady/Flash/Buzzer (80dB) 90 to 240VAC 22UU24 g ; 30XT51, 30XT52 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1887 
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SAFETY 
Signaling & Warning Lights 








, “a Serie , 


2 _——r 


No. 4A965 





No. 4RM44 No. 3T947 No. 4A964 
No. 3TCV1 


No. 5WF88& 





No. 45TPO8 No. 3TDR1 


No. 482708 No. 2KFD1 No. 5T588 


FEDERAL SIGNAL 
Signaling & Warning Lights 
= UL Listed, except Vehicular Warning Lights 


Note: fom=Flashes per minute. 


RED | AMBER | GREEN 





Mfr. Item Item Item STROBE LIGHTS 
Voltage Lamp Life Mountin H Dia. Model No. No. No. . 7 : 
Strobe Lights : f Streamline® Low-Profile—Use on control panels, forklifts, and other flat or 
Streamline® Low-Profile ic limi 2 . . 7 
OR TOG don M19 Sew 63S SWS SWE flush Surfaces where space is limited. 7000-hr. lamps: 65 to 95 fom; 4000-hr. 
12 {0 48VDC 7000 hr. (M) 14" NPT w/Locknut 51%e" 31" LP3M 5WF88_5WF86 5wre7 lamps: 80 fom. NEMA 4X, except Nos. SWF84 and SWF85 are NEMA 3R. 
120VAC 7000 hr. (M) "NPT w/Locknut 51%." 3%" LP3M (5WF91 5WF89 5WF90 
120VAC 7000 hr. (F) 4" NPT 5%" 3%"  LP3P |5WF93 5WF92 | — Electraflash©—Use on maintenance vehicles or material handling equip- 
120VAC 7000 hr. Surface 5" 3%" LP38S (|3TDG4 — — ment. 80 fpm NEMA 3R 
12 to 48VDC 7000 hr. T-Mount 5¥' 3%" PST SWF95 SWF94 | — 
TE oat 36 a are ros Fireball®—Vibration-resistant light provides a superior visual signal in high 
12 to nee a io eurface 34. 2 pe aoe STKE) noise industrial environments. 90 fom. NEMA 4X. 
[i urtace 8 —_ 
12VDC — Surface 255°  — LPI — ___|3TCX9 *|/3TCY3 * irea®— e 
TaqVAe——Z000 he ance 555° Pt M6 MRT ERS Starfire Intense double-flash for use in a variety of emergency warning 
NOC A000 Surf 5" 5%" 141ST 3944 ree eevee 
r. urface : " _— — 
— 4000 hr. (F) 4" NPT or Surface 5" 54" 41ST |37943 | — — REVOLVING LIGHTS 
24VDC 4000 hr. Surface 5° 5%" (41ST | — |37946 | — 
(VAC ae 2 (F) NEN pyilace eS of Vie 31945 37048 |= Electraray®—Designed to be easily accessed for quick inspection and 
if 2 4 2 —_— —_= 
eql2OVAC 4000 hr. —(F) NPT or Surface 574" 94" 141ST (3T947 | — replacement. 90 fpm. NEMA 4x. 
ireda : 
r20vaC 10,000 hr. (F) 4" NPT or Surface 51" 414" FB2PST |4A963 |4A964 | — Commander® LED—Heavy-duty lights employ a reflector-focused 12-LED 
Starfire iqh-j i ° 
{20VAC. 10,000 hr. (F) NPT Sys BI TDST- ASS 4965 1 array to produce a high-intensity beam that rotates 360°. NEMA 4X. 
cesta STEADY BURN LED LIGHTS 
vA V/A . . : inati j 
parecer CEN Ms NET (AS 225 _| STONY 3TGU8 _'3TCU9 _ StreamLine® Low Profile—For a variety of applications where space is 
120VAC 50,000 hr. Surface 11%" 9%" 371LED |48Z708 |48Z707 | — limited. NEMA 4X. 
Steady Burn LED Lights 
area ‘00 coo he (F) 4" NPT 5¥;" 3%" LP3PL |2KFD2 |2KFC9 |2KFD1 WARNING LIGHT WALL-MOUNT KIT 
24VDC 100,000 hr. T-Mount 5¥%" 3%" LP3TL_ | 2KFD5 (2KFD3 (2KFD4 __ Includes bracket, plate, and mounting screws. Suitable for NEMA 3R 
24VDC 100,000 hr. (M) 4" NPT oie" 39" LP3ML_|2KFD8|2KFD6 |2KFD7 an inations 
ANAS 181900 — "ulm — S030 DE AES AEDS EEL 
r. -Mount 0/8. 8" 5 
Wo gt 9-009) glll) YeNPT Ye" 334° LPSML_2KFEB__|2KFEG | 2KFE VEHICULAR WARNING LIGHTS 
arning Light Wall-Mount Kit . ' . 
= : _— (F) Pipe 6" — LWMB2 | — {57588 t| — 851 Series—fFor harsh environments. Feature open-style aluminum base 
Se neu ar Saming Lights with built-in high/low double flash. 
Le ee SAT upen style A = Firebolt™—Economical light with replaceable strobe tube. Available in single- 
u aes slut il euldaee st 5 2201 00-08 = STDRI — flash (Nos. 3TDR1 and 3TDR2) or double-flash (Nos. 3TDR3 and 3NRP2). 
0) r. agnetic 8 : _— = i _ 
19/48VDC 3000 hr Cuidaos 355" 5" -990105-02) = /3TDR3 Magnetic mount models Nos. 3TDR2 and 3NRP2 include 10-ft. power cord 
12VDC 3000 hr. Magnetic 3%" 5" 220110-02) —  (3NRP2 | — with plug adapter. 60 fpm. 


* Rectangular design 6'L x 3¥%"W. f Dim. 5"W x 534"D. Gray color. 


GRAINGER 
APPROVED 


Strobe Warning Lights 


= Lamp life: 8000 hr. 


72 fpm signals help identify dangerous conditions and raise safety aware- 
ness. Polycarbonate lens material. NEMA 4X. All are UL Listed, except for 











No. 
2ERN7 Nos. 2ERT3 and 2ERT4 which are CE Certified. 
Note: fom=Flashes per minute. 
RED AMBER GREEN 

Item Item Item 
No. 2ERP3 Voltage Mounting. H Dia. No. No. No. 
120VAC eaene 61Yie" 2%" | 2ERNT 2ERNG = 

12 to 80VDC (M) Yo NPT 6%" 254" 2ERP1 2ERN8 2ERN9 

120VAC (M) Yo NPT 6%" 254" 2ERP4 2ERP2 2ERP3 
120VAC a) Yo"NPT 6%6 392%!" 2ERP6 2ERP5 — 
12 to 80VDC urface 5M" 3H" 2ERP8 2ERP7 — 
| 12 to 80VDC Surface 398° a. 2ERT1 2ERP9 — 
12 to 80VDC Surface Ay" 5" — 2ERT3 — 
12 to 80VDC Surface 2" 5" — 2ERT4 — 
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GRAINGER CHOICE* 


Find the wy. Find Solutions. Find Great Prices. 


SAFETY 
Noise Absorbers 








CONTROLLING NOISE IN 


Noise Absorbers 
= Meet ASTM E84 Class | Fire Rating 


Eliminate noise and echo in industrial and community 
environments. 


EVERY ENVIRONMENT 





Wall Blanket—Abrasion-resistant fiberglass blanket has one 
quilted side and is impervious to dirt, grease, and solvents. Mounts 
on walls, ceilings, or anywhere with hard reflective surfaces. Edges 
are sewn and finished. Also has 4 grommets for easy installation. 


Portable Screen—Use portable screen individually or in groups 
to form partial noise enclosures. Powder-coated tubular steel frame 
with a reinforced vinyl barrier and absorber curtain. 


Perforated Steel Panels—22-ga. powder-coated panel encases 
a 3-lb. density fiberglass core. Built-in mounting brackets. Panels 
mount on walls, ceilings, partitions, or other flat surfaces. 


Overhead Sound Baffle—Standard economy baffle has a smooth 
casing. 


Acoustical Ceiling Tiles—Designed to replace existing grid 
ceiling tiles. Perforated metal tiles fit into existing support grid and 
have a powder-coated finish. 


Decorative Fabric Panels—Ready-to-mount panels feature 
fabric-covered 6- to 7-lb. density fiberglass core that provides 
maximum noise absorption. Mount easily to walls, partitions, or any 
flat surface. 


NRC Item 
L W Thickness Color Rating No. 

Wall Blanket 

8 ft. 4 ft. 1 Gray 0.75 57498 
Portable Screen 

8 ft. 4 ft. 1 Gray 0.75 57512 
Perforated Steel Panels 

Fit, 2% tt. 2" White 1.05 4RC07 

8 ft. 2% tt. 2: White 1.05 4RC08 
Overhead Sound Baffle, Pkg. of 10 

2 ft. 4 ft. ieey White 1.13 3TPT6 
Acoustical Ceiling Tiles, Pkg. of 10 

2 it. 2 tt. id White 0.95 3TPU2 

4 ft. 2 tt. 1 White 0.95 3TPU3 
Decorative Fabric Panels 

2 ft. 2 tt. 1 Gray 0.75 1VDR2 

2 tt. 2 tt. ik Blue 0.75 1VDR4 

2 It. 2 fi. i Neutral 0.75 1VDR6 

4 ft. 2 tt. 1" Gray 0.75 4RC06 

4 ft. 2 tt. 1" Blue 0.75 4RC05 

4 ft. 2 tt. 1 Neutral 0.75 1VDT7 





Convoluted 
Foam Sheet 


—}) Sounp SEAL 


CONTROL LLING NOISE IN EVERY ENVIRONMENT 




















Portable Screen—4 


Wall 
piacicut Screens Shown 
(Sold Individually) 
Perforated 


Steel Panel 


Overhead 
Sound Baffle 





as 


i 


. 


Decorative 


Fabric 
Acoustical Panels (Sold 
Ceiling Tiles Individually) 








Flat K-Foam Quilted 


Absorber Roll 


Acoustic Foam Sheets and Quilted Absorber Rolls 


Flat K-Foam Roll—2-lb. 
density, open-cell flat poly- 
urethane foam provides 
excellent absorption over a 
broad frequency range. Not for 
use near open flame or sparks. 
Aluminized Mylar®-faced roll is 
impervious to water, dust, and 
oils, and is cleanable. Resistant 
to moisture and lubricants. 
Temp. range: -20° to 120°F. 


Can be easily cut into custom sizes and 
applied to most surfaces. 


Convoluted Foam Sheets—1.5-lb. 
density, open-cell cone-shape polyure- 
thane foam. Provide greater absorption 
to surface areas than flat foam. Ideal 
for low- to mid-range frequency sound 
absorption. Resist oil, alkali, and mild 
acids. Not for use near open flame or 
sparks. Temp. range: -45° to 250°F. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


NRC Item 
L W_ Thickness Color Rating _No. 
Convoluted Foam Sheets, Pkg. of 4 
24% ft. 4% ft. i Gray 0.70 51492 
24st. 4 ft. 2" Gray 0.80 51493 


24Maft. AY tt. 3" Gray 0.85 51494 
Flat K-Foam Roll 


Quilted Absorber Rolls—Face side 
is abrasion-resistant and impervi- 
ous to water, dust, oils, grease, and 
most solvents. Rolls easily attach to 
walls or other surfaces. Temp. range: 


-30° to 250°F. No. 1VDL9 is used for 10ft. 4%ft. 1" Charcoal 0.55  3TPU1 
most broadband noise problems, and Quilted Absorber Rolls 
25 ft. 4 ft. i Gray 0.75  1VDL9 


No. 1VDP5 is for noise levels higher in 
low-frequency bands. 
= Meet ASTM E84 Class | Fire Rating 


20 ft. 4 ft. 2" Gray 0.80 1VDP5 
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WW HAX 
CHAK: 
Boot Scraper are 
Removes dirt, grass clippings, snow, and sand . . tem Oct-0-Flex™ Entrance Mats 
from the bottom and sides of your boots. Flexible v; 
‘ le 15'___522X91__ | Durable outdoor entrance mats have holes for drainage and heavy-duty beveled 


rubber fingertips quickly remove debris before it 
is tracked into your facility. Bolt down for perma- 
nent installation or use as a mobile entrance mat. 


edges. Top surface removes snow, rain, and dirt from shoes. Raised knobbed 
underside reduces mat movement. Black color. /2" thick. Model #599. 


Item 
















Ww L No. 
Ait 3 tt. 6MRU6 
3 fi. 5 tt. 6MRU7 
4 ft. 6 ft. 6MRU8 
No. GLUP2 
No. GLUL9 
ord 
Rubber Entrance Mats Indoor/Outdoor Entrance Mat 
Item This brush mat has a stiff, coconut husk-based pile that is good for scraping 
dataur La L No. debris from the bottom of shoes; vinyl backing. Created with pride by Americans 
3 ft. 5 ft. 6LUP2 who are blind or have significant disabilities. 
4 tt. 6 ft. 39R807 iii 
Rubber Fingertip Color W L No. 
2 tt. 2 ft. 8" 6LUL9 
sa ay SLUNO Tan 18% 2 ft. 6 5MM75 
3 tt. 5 tt. 6LUN1 
3 tt. 6 ft. 6LUN2 PTX 


MATS FOR PROFESSIONAL USE 


Indoor Carpet 
Entrance Runners 


Ideal for handling medium traffic 
at large entrances in offices, office 
buildings, and hotels, this attrac- 
tive, color-coordinated runner 
combines three functional mats 
into one design. The first zone 
features a looped, nonabsorbent 
yarn to scrape debris and moisture 
from foot traffic. The second zone 
combines looped scraper yarns 
with absorbent looped pile to begin 





Charcoal Burgundy 





the drying process. The third zone 
ee consists of looped pile to complete 
H the drying function. Nonslip vinyl 
Charcoal : Docent 
Outdoor Brush Matting No. E1607 backing. Beveled edges minimize 
Made from coarse synthetic fibers and backed Item tripping. 
with heavy-duty vinyl. Suitable for medium- cro ) a aa iucia 5 aaaSE , 

? arcoa : tem 
to-heavy traffic, can be used both indoors Charcoal 3ft.  20ft.  8XCJ1 Color w L Thickness No. 
and outside. Provides super scraping action, Burgundy 4ft.  6ft. 8DH32 Charcoal, Gray 3 fi. 12 ft. Ys" E1605 
keeping dirt and mud from entering facilities. Charcoal 4ft. 12ft. 8XDJ6 Charcoal, Gray 4 ft. 12 ft. 3" E1607 
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” (cSiRior 
Indoor Carpet 
Entrance Mats 























Diamond Waffle High-Low 


Brown Green Looped Pile 
Mats vrovi lona stretch of walkway for No. 8PR94 No. J1715 Burgundy 
ats pro de alongs e€tcn OF walkway TO No. 24N185 


removing moisture, dirt, and grime from 
footwear, to reduce slip hazards and protect 
floors. Rubber-backed mats have double 
borders to keep moisture away from floors, 
and gripper backing to minimize movement. 
Vinyl-backed mats are slip-resistant. 


Medium- to Heavy-Traffic—Rubber mats have a molded scraper carpet 
surface and heavy-duty recycled rubber backing. 88% recycled materials. 

Vinyl-backed mats provide good scraping performance with needlepunch- 
constructed double-ribbed fiber. 


Waffle 
Black 
No. E5380 


Parquet 
Blue 
No. J1714 


Light- to Medium Traffic—Thick tufted cut-pile fiber captures dirt and 
retains moisture. 































> CHOOSE: Item 
Color Mat Weaving W L___ Thickness No. 
_Medium- to Heavy-Traffic, Rubber-Backed _ = 
Diamond 7 
Blue Loop Pile 2 tt 3 ft ¥e In 8LXJ1 
Brown Loop Pile 2 ft 3 ft Yin __BYF48 
Spee ehh — nae 
LOOP File _ om Tt 78IN_ __ OUZKY i i 
a Needle Punch 2 3ft__%in NT? eoitiace ince 
Blue Loop Pile 3 ft 4 ft in 6NTK8 palaces a ad 
Brown Loop Pile 3ft 4 ft Yin SUETS No. G5801 No. F1282 
harceal _Loop Pile_ sft 4 ft Yin 8LP30 
Needle Punch 3 ft 4 tt ¥ein 266847 
Blue Loop Pile 3ft__S ft Yin __8DZA8 
— ___Needle Punch 3 ft oft = in —B8DZ79. 
Brown Loop Pile 3ft_ oft Yin 8PR94 
Shared “Loop Pile __3ft__Sft_ ein __9J¥24 
iamaaiinas Needle Punch 3 ft oft = %in —_—38ZA81 
Green Loop Pile Sft oft %in  8DVG2 
Needle Punch 3ft  10ft ¥ein  9ENG1 
Blue Loop Pile 4ft_ 6 ft Yin _9K243 
Brown Loop Pile 4 ft 6 ft ein ONTF4 
Needle Punch ss 4 ft_— 6 ft. Yin 9FPP4 
__ Loop Pile 4ft  6ft vin  8DU18 
Needle Punch 4ft_ —s 6 ft ~— in «3B ZA82 
Charcoal Needle Punch 4 ft__8ft___% in _26G849 
_Loop Pile. 4ft 10ft %in  8DWT9 
Needle Punch 6 ft 8 ft ¥ein 266850 
oe Needle Punch oft  12ft ¥Yzin 266851 
Waffle _ ae ieee 
Needle Punch 2 tt 3 tt ¥2 in J1715 
Black, Blue, Brown, Burgundy, Green Needle Punch 3 it 4 ft ¥ In J1717 
a Needle Punch 3 ft oft = ein 1719 
Red/Black _ _LoopPile Ss 3ft_ oS ft = % in 9GFH9 
Black _ — Needle Punch oS ft 10 ft ~— in 8699 
Blue, Brown, Burgundy, Charcoal, Green Needle Punch ss 4 ft__—sO ft Yin _J1720 
Medium Blue Loop Pile 4 ft 8 tt ¥ In 8CZR5 
Charcoal Needle Punch 4ft 10ft ¥%in  86VK03 > CHOOSE: Item 
Medium- to Heavy-Traffic, Vinyl-Backed oe Color | Mat Weaving W L ‘Thickness’ No. 
Diamond - _ _ _ = oe Light- to Medium-Traffic, Vinyl-Backed 
_ Charcoal Loop Pile 2ft  3ft “in  24N130 —_ Cut Pile” a _ - _ 
Brown LoopPile  —s 3 ft — 4 ft = in __—24N204 Black, Brown Cut Pile 2ft 3ft Yin _H6180 
Charcoal Loop Pile Sft 4 ft Yin 24N131 Blue Cut Pile 2ft  3ft Yin 8D471 
Brown Loop Pile Sft oft Yin 24N205 Charcoal Cut Pile 2ft sft Yin 24N257 
Charcoal _ Loop Pile 3 ft 5 it Yain  24N132 — Gray Cut Pile 2 tt ait Yin  4A9Y276 
Brown, Charcoal Loop Pile oft 8ft Yin _G5784_ Black, Brown Cut Pile sft 4 ft Yin _H6181 
Brown LoopPile  — 3ft_ 10 ft = %in ~—24N207 ~—_—Blue Cut Pile oft  4ft in 91055 
Loop Pile Sf 10ft %in 24N135— Navy Cut Pile 3ft_ 4 it Yin 24N267 
Charcoal Loop Pile Sft  12ft in 2A4N171— Black ___ Cut Pile 3ft oft Yin _49Y284 
oe Loop Pile Sft 20ft “in  24N137 Blue, Red CutPile so 3 ft oo ft in F257 
Brown Loop Pile 4it 6ft “in 24N211 Brown, Charcoal, Navy, Red/Black Cut Pile Sft oft %in 5801 
Charcoal Loop Pile 4ft__ oft Yin 24N138 Navy Cut Pile Sft oft Yin _24N269 
Brown, Charcoal Loop Pile 4 tt 8 tt Ya in G5790° Gray Cut Pile 3 ft 8 ft ¥%ain  24N279 
Charcoal Loop Pile 4ft 10ft “in 24N140 Black Cut Pile Sit 10 %in  49¥285 
Brown, Charcoal _ LoopPile 4 ft 12 ft in = GS792_— Blue, Charcoal CutPile ss S ft = 10 ft ~— in F258 
Sfeccaal LoopPile 4 ft 16 ft “in 24N142 ~~ Brown, Red/Black Cut Pile 3 ft 10ft %in G5804 
Loop Pile Aft 20ft “in 24N143 Red Cut Pile Sft 10ft  %in  9RZZ9 
Brown LoopPile 6 ft_—s 8 ft ~— in 24N217 Gray CutPile = 4ft_ —3ft_ = %in__—8X510 
Loop Pile 6 ft 8 ft Yasin  24N144 Black, Brown Cut Pile 4 ft 6 ft ¥% in H6183 
Gharcoat Loop Pile 6ft 12ft Yain  24N145 Burgundy Cut Pile 4 ft 6 ft ¥ain  8DH32 
Loop Pile Off 16ft “sin  24N146 Navy Cut Pile 4ft oft Yin 24N272 
ee Loop Pile 6ft 20ft Yain  24N147 Red Cut Pile 4 tt 6 ft ¥ein 8VYK6 
High-Low Looped Pile eae = = aoe Black, Brown Cut Pile Aft 8 it Yin 6185 
Burgundy : Loop Pile 3 ft 4 tt ¥gin  24N185 Charcoal, Navy Cut Pile _ Att 8 ft ¥%in  Gd806 
Light- to Medium-Traffic, Rubber-Backed ‘Ribbed eso : = oe 
Parquet : i SS . ___—_ Black, Blue, Brown Needle Punch 2 ft —s 3 ft = ein F128 4 
Blue, Charcoal _ Needle Punch 2ft = 3ft — %in_ 4714 Brown Needle Punch 3 ft 4 ft % in 9MN29 
Brown Needle Punch 2 ft_ 3 ft. Yin 34L258 Brown, Pepper Needle Punch 3 ft_ oft Yin F1280 
Blue, Charcoal Needle Punch 3 tt 5 it ¥% In J1716 Bie Penner Needle Punch 3 tt 6 ft ¥% In F1281 
Brown Needle Punch 3 ft Dit ¥gin 341259 2 GPP Needle Punch st  107t ¥gin  H3o35 
Blue, Charcoal Needle Punch 4 ft__—6 ft Yin _J1718 Brown a= Needle Punch Sft 10ft %in  6PWF4 
Brown Needle Punch 4 ft — 6 ft = %in 34260 = Blue, Brown, Green, Pepper, Red/Black Needle Punch ss 4 ft =O ft = in _—*F1282 
Waffle re — _ _ Blue, Brown, Charcoal, Green, Red/Black _ Needle Punch ss 4 ft_ —s 8 ft — ein ——F1283 
Black, Brown Needle Punch 2 ft — 3 ft in «S879 Charcoal Needle Punch 6 ft — 60 ft = %sin 30CL93 
Black, Blue, Brown_ Needle Punch 3ft_ oft = % in _—E53880 Tufted_ Sarr eee 
Black Needle Punch 4 ft_—sO ft. Yin 8WC83 Gra ____ Loop Pile sft oft %in  4LLHS 
Blue, Brown Needle Punch 4 tt 6 ft ¥ In E5381 y Loop Pile 4 ft 6 ft % In 4LLH6_ 
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SAFETY 
Entrance Matting 


Scan. Order. Done. 
Details on page A1. 





Barrier 
Rib™ 








Guzzler® 





Indoor Carpet Entrance Mats 


Combine mats for a complete, zoned 
entrance matting system that protects 
floors and reduces slip hazard by 
removing dirt, debris, and moisture 
from footwear. Rubber-backed mats 
have cleated backing to reduce mat 
movement, and molded beveled 
edging that creates a retention dam 
to trap moisture. Vinyl-backed mats 
reduce mat movement, and have 
beveled edges to help minimize 
tripping. 

HEAVY-TRAFFIC 


Barrier Rib™—Durable, antimi- 
crobial, 26-0z. crush-resistant mat 
has a molded dual-ridge/cross-rib 
pattern and carpeted beveled edges 
for maximum scraping and debris. 3" 
thick. Model #161. 


Arrow Trax™’—Chevron design offers 


MATS FOR PROFESSIONAL USE 


Uptown™—High/low, looped-pile, upscale 
carpet retains moisture with 40 oz. of tufted, 
crush-resistant Decalon® yarn per square yd. 
3" thick. Model #138. 


MEDIUM- TO HEAVY-TRAFFIC 


Guzzler™—High/low, crushproof waffle design 
and rubber-edged perimeter provide superior 
water and soil control, with a low profile to fit 
under narrow clearances. 26 oz. of yarn per sq. 
yd. %" thick. Model #166. 


Portrait™’—Tri-rib, high/low parquet design 
provides nondirectional scraping as traffic 
passes from all directions. Low profile is good 
for narrow-clearances. 26 oz. of yarn per sq. yd. 
¥g" thick. Model #167. 


Dante™—Densely tufted cut-pile Decalon® 
construction features 24 oz. of tufted yarn per 
square yard. ¥" thick. Model #131. 


Heritage Rib®—Heavier-weight, double- 


rib high/low design provides extra moisture 
tiveness, providing nondirectional retention and scraping action. 24 oz. of needle- 
scraping and moisture retention.38 | punched yarn per sq. yd. %" thick. Model #117. 


oz. of needle-punched yarn per sq. yd. ent. TO MEDIUM-TRAFFIC 


¥g" thick. Model #118. eb : | : 

ae a abre™—Cut-pile carpet mat offers goo 
Estes" —High/low, meerdte moisture and grime retention. 19 oz. of colorfast 
cee ar ee eg i water Decalon yarn affords functional service and 
retention. 78° thick. Model #132. easy cleanup. %e" thick. Model #130. 


extreme functionality and attrac- 





Heritage 
Rib® 


444 








Sabre™ Decalon® 


4 


> CHOOSE: Mfr. Item > CHOOSE: Mtr. Item 
Color W L Thickness Model No. Color W L Thickness Model No. 
Heavy-Traffic, Rubber-Backed Medium- to Heavy-Traffic, Rubber-Backed 
Barrier Rib™ Guzzler™ 
Charcoal 2 ft 3 tt ¥e in 161 25PN14 Charcoal 2 tt ott ¥e In 166 25PN27 
Gray 2 tt 3 ft ¥e In 161 3UEZ3 3 ft 4 ft ¥e In 166 25PN34 
Charcoal 3 tt 4 tt ¥e In 161  25PN20 Brown, Burgundy, Charcoal, Hunter Green 3 ft 5 tt ¥e In 166 D9166 
Gray 3 tt 4 tt ¥e In 161 3UEZ5 Charcoal 3ft §=10ft ¥e In 166 25PN47 
Brown, Charcoal, Gray, Red/Black, Slate Blue iit 5 tt ¥e in 161 E4977 Brown, Burgundy, Charcoal 4 ft 6 ft ¥e In 166 D9167 
Burgundy Sit 5 ft ¥e in 161 = 25PN23 Charcoal 4ft 10ft ¥e In 166 25PN54 
Charcoal, Gray 3ft  10ft ¥e in 161 E4978 Portrait™ 
Brown, Charcoal, Red/Black, Slate Blue 4 ft 6 Tt ¥e in 161 E4979 Brown 2 tt ait ¥e In 167 25PN59 
Black, Blue Aft 10ft ¥ in 161 E4980 Charcoal 2 tt ot ¥e in 167 25PN61 
Gra 4ft  10ft ¥e In 161 5XZX0 Brown Sit 4 ft ¥e in 167 25PN65 
Re 6ft 60ft ¥e in 161  5XZW9 Blue, Brown, Burgundy, Charcoal 3 OTL ¥e In 167 D9164 
Heavy-Traffic, Vinyl-Backed Blue, Brown, Burgundy, Charcoal, Hunter Green 4 ft 6 ft ¥e In 167 D9165 
Arrow Trax™ Medium- to Heavy-Traffic, Vinyl-Backed 
Black, Brown Zit 3 tt ¥e In 118 F1826 Dante™ 
Black Sit 4 ft ¥e In 118 9GK73 Brown ait 4 ft ¥e In 131  40K249 
Charcoal Olt 5 ft ¥e In 118 3H396 Charcoal ott 4 tt ¥e In 131  40K250 
Black 3 tt 6 ft ¥e In 118 8EEG/ Brown, Charcoal 3 ft ait ¥e In 131 J5819 
Charcoal Spi 8 tt Ye In 118 45WL10 Brown Sit 6 ft ¥e In 131 40K261 
sit. 10 Tt ¥e In 118 5FX31 Charcoal Sit 6 ft ¥e In 131  40K262 
Wine with Black Border 3ft  §=610ft Ye in 118 5XZW7/ Brown 3ft §10ft ¥e In 131  40K279 
3ft = 12 Tt ¥e in 118 45WL11 Charcoal 3ft  10ft ¥e In 131 40K280 
Charcoal 3f 16ft ¥e In 118 45WL12 Red with Black Border 3ft = 10ft ¥e In 131 5XZY2 
ott 20 ft ¥e in 118 45WL13 Brown, Charcoal 4 tt 6 ft ¥e In 131 J5820 
Brown, Charcoal, Gray 4 ft 6 ft ¥e in 118 E7325 Brown 4 ft 8 ft ¥e In 131  40K273 
Charcoal 4 ft 8 tt ¥e In 118 3H397 Charcoal 4 ft 8 ft ¥e In 131 40K274 
Brown, Charcoal 4ft 10ft ¥e in 118 E7326 Red with Black Border 6ft 60ft ¥e In 131 5XZY1 
4ft 20tt ¥e in 118 45WL14 Heritage Rib® 
Charcoal 6 ft 8 tt ¥e in 118  45WL15 Charcoal ott 4 ft ¥e In 117 40K188 
6ft 10ft ¥e In 118  45WL16 Brown, Charcoal, Gray ott 5 it ¥e In 117 E9401 
6ft 20ft ¥e In 118 45WL17 Charcoal ott 6 tt ¥e In Tz 3UFK8 
Wine with Black Border 6ft 60ft ¥e In 118  5XZW6 Brown, Charcoal, Red/Black 3ft  10ft ¥e In 117 D9159 
Estes™ Charcoal 3ft 20ft ¥e In 117 =45WK97 
Dark Gray 2 tt Sit ¥e In 132 3UFD1 Brown, Charcoal, Gray 4 ft 6 ft ¥e In 117 E9403 
Navy 2 ft 3 ft ¥e In 132  40K303 Brown 4ft 10ft ¥e In 117 + 45WLO1 
Dark Gray Sit 4 tt ¥e in 132 3UFD9 Charcoal 4ft 10ft ¥e In 117 + 45WK99 
Brown, Charcoal, Navy 3 tt 5 ft ¥e in 132 E9020 Brown 4ft 20ftt ¥ in 117 + 45WLO3 
Brown, Dark Gray emi 6 tt ¥ in 132 E9021 4ft 20tt ¥e In 117 += 45WLO2 
Navy ot 6 ft ¥e in 132 40K308 Charcoal 4ft  60ft ¥e in 117 = 40K178 
Red/Black ott 6 tt ¥ in 132 40K309 6ft 60fTt ¥e In 117 = 40K183 
Brown, Charcoal, Navy : i 10 ft ¥e In 132 D9158 Red with Black Border 6ft O60ft ¥8 In iiz 5XZZ1 
4 ft 
4 ft 
4 ft 
6 ft 
6 tt 
2 Tt 
ott 
ot 
3 ft 
Sit 
4 ft 
4 ft 





10 ft ¥e in 132 SXZY8 
6 ft ¥e in 132 E9022 


Light- to Medium-Traffic, Vinyl-Backed 
Sabre™ Decalon® 


Red with Black Border 
Brown, Charcoal, Navy 


Gray 8ft%in 132 3UFG9 paiaoal oft 3ft  %ein 130 3UFP5 
Navy 8ft Yin 132 40K311 3ft  4ft “ein 130 40K209 
Charcoal 60 ft %in 132 40K298 Red/Black 3ft  4ft “ein 130 40K212 
Red with Black Border 60 ft %in 132 BXZY7 Blue 3ft  5ft “ein 130 40K213 
Uptown™ » : 33 OKETE Charcoal, Red/Black : : i V6 in 130 D9161 
t ein t Sein 130 3UFTI 
Charcoal att %in 138 9GV63 Charcoal 3ft 10ft Yin 130 40K220 
Brown, Charcoal, Navy Sft%in 138 D9153 Red with Black Border 3ft  10ft %ein 130 5YAA7 
Charcoal et % in 138 aMUHS Burgundy 3 ft 60 ft %ein 130 8E558 
t %in 55 ue t ft Sein 130 40K215 
Brown, Charcoal, Navy Git %in 138 D9154 Charcoal. Dark Brown, Red/Black aft 6ft. %ein 130 £9410 
Charcoal 8ft Yin 138 9NO72 Charcoal aft 10ft “ein 130  45WL26 
ue aft 60ft “ein 130 40K195 
Red with Black Border 6ft 60ft %ein 130 5YAAG 
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Wet-Area 
Antifatigue Matting 


‘om 


Rubber mats with drainage holes direct _ away from 
foot traffic. They are lightweight and easy to handle and 
clean. Beveled edges on Lightweight mats help reduce 
tripping hazard. Heavy-Duty mats are oil- and grease- 


resistant for demanding environments. Models with 
Contrasting Border Color increase safety awareness. 





Item 
Thickness No. 


No. 6LUL1 


Color W L 
Lightweight 
ait 5 ft. V4" 6LUL1 
Black elie 10 ft. V4" 6LUL2 
3 ft. 15 ft. VY," 6LUL3 
Heavy-Duty 
Black oft. Sit. 4" 39R804 
3 ft. 10 ft. 4" 39R805 
Heavy-Duty with Colored Safety Borders 
2 tt. 4" 3 ft. 4 Ze 34L279 
Black with 3 ft. 4" 4 ft. 4" Ze 34L280 
Yellow Border 3 ft. 4" 5 ft. 4" A 34L281 
3 ft. 4" 10 ft. 4" Ze 34L282 
2 tt. 4" 3 ft. 4" Ve 34L283 
Black with 3 ft. 4" 4 ft. 4" Ze 34L284 
Orange Border 3 ft. 4" 5 ft. 4" 7 34L285 
3 ft. 4" 10 ft. 4" Ze 34L286 
Fe yy Fy | 
#eeee 8 
#e2ee88 
#e8eee®8 
*®aeea8”8 
8esee2838 No. 38N630 





No. 38N612 


PLT HAN: 


MATS FOR PROFESSIONAL USE 


No. 5FX67 





Wet-Area Antifatigue Matting 


Matting for harsh, wet work environments. Beveled 
edges minimize tripping. 
PVC 


PVC vinyl construction is resistant to industrial 
chemicals, cutting fluids, oils, and greases. 


Diamond Flex-Lok'™—High-performance floor 

drainage tiles and ramps combine durability with 
ergonomic support and comfort. 1" thick. Model 

#620. 


NITRILE/PVC BLEND 


Closed-cell foam blend is highly resistant to greases, 


oils, and animal and vegetable fats—great for areas 
with occasional overspray and dripping. 


Superfoam® with Perforations—Lightweight, 
easy-to-handle comfort mat has drainage holes for 
liquid drainage and easy debris removal. %" thick. 
Model #117P. 


No. 62507 


Resilient, grease-resistant compound relieves leg 
and back discomfort and withstands harsh industrial 
chemicals and oils. Offers long service life. 


Sanitop®—Raised perimeter around large drainage 
ports adds to ergonomic flex. Lightweight mats are 
easy to move for cleaning. 12" thick. Model #562. 


Niru® Versa Runner™—Slip-resistant mats have 
large drainage slots. Knobbed traction provides extra 
Safety, and a reversible ribbed underside extends 
service life. 9" thick. Model #755. 


VINYL 


Solid PVC vinyl is highly resistant to industrial chem- 
icals and provides outstanding relief from fatigue. 


Cushion-Lok™—Wat features permanently affixed 
safety yellow vinyl borders on three sides. Raised 
broken diamond design around drain ports facilitates 
drainage. Diamond design on ramp edges maxi- 
mizes traction. /“s" thick. Model #520. 





SAFETY 


Wet-Area Antifatigue Matting 






No. 4DB96 


Description 


Diamond Flex-Lok™ 
Drainage Tiles, Pkg. 12 
Ramp, Male, Pkg. 6 
Corner, Pkg. 6 


Color 
Nitrile/PVC Blend 


No. 39R804 







Color 


Black 
Black 
Black 


W 


Superfoam® with Perforations 


Black 


Rubber 
Sanitop® 


Black 


Red 
Niru® Versa Runner™ 


Black 


Vinyl 
Cushion-Lok™ 


Black with Yellow Border 
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3 tt. 


3 ft, 
3 ft. 
3 ft, 


2 tt. 
3 ft, 
3 ft. 


2 ft, 6. 
2 1.6 
2 1t.6' 


No. 34L279 


—, 
fon) Co7) a 
“| "lof 


L 


bie 


3 ft. 
4 ft. 


o ft. 
10 ft. 
o ft. 


3 ft. 
12 ft. 
3 ft. 


4 ft. 
oft. 





Item 
No. 


38N612 
38N614 
38N617 


Item 
No. 


38N630 
295PL43 


4DB96 
4DB98 
25PK74 


oFX66 
OFX67 
oFX68 


62507 
62508 
62926 


1893 








SAFETY 
Dry-Area Antifatigue Matting 


Scan. Order. Done. 
Details on page A1. 





¥," Light- to Medium-Traffic x 
Dry-Area Antifatigue Matting Icorfdor| 
Beveled edges help reduce slipping and tripping hazard 


= Closed-cell 
with this comfortable, durable matting. Recommended for 








vinyl foam 


= Textured surface dry to moist environments. Offered in ribbed and pebble 
surface texture. 





Gray 


Black/Yellow 






Gray 


1894 GRAINGER. 
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RIBBED SURFACE PEBBLE SURFACE 
Item Item 
W L Color No. Color No. 
Pit. 3 tt. Black 39R808 Black 36VK71 
3 tt. 5 ft. Black 39R809 | Black/Yellow _39R815 
3 ft. 12 ft. Black 36VK87 Black 36VK73 
2 tt. 60 ft. Black 8EF18 Black 36VK74 
3 fi. 60 ft. Black 8EC24 Black 36VK75 
4 ft. 60 ft. Black 8EAU2 Black 36VK76 
3 ft. 60 ft. Gray 36VK92 Gray 36VK82 
4 ft. 60 ft. Gray 36VK93 Black QAUR4 
ce 5 ft. Black/Yellow 36VK95 — _— 
3 fit. 12 ft. Black/Yellow  36VK96 | Black/Yellow _ 39R816 
2 ft. 60 ft. Black/Yellow _ 36VK97 Gray 36VK81 
3 fit. 60 ft. Black/Yellow  36VK98 | Black/Yellow _39R817 
4 ft. 60 ft. Black/Yellow _36VK99 | Black/Yellow _ 36VK86 
2 tt. 60 ft. — — Black/Yellow _ 36VK85 
6 fi. 60 ft. — = Black 36VK77 
il it it it 
Dry-Area Antifatigue Matting 
= Closed-cell nitrile foam BLACK/ 
= Diamond-plate texture sla erated 
Wear-resistant, textured surface W L No. No. 
provides great traction. Beveled an SF aonaae 
edges help reduce tripping hazard. 3 tt. 12 ft. | 39R794 | 39R801 
Offers comfortable cushioning for a a iE ne a 


Heavy-Traffic Diamond-Plate 
Dry-Area Antifatigue Matting 


= Closed-cell vinyl foam 


* (coer 
= Diamond-plate surface texture 


Textured vinyl surface over foam provides comfortable underfoot cushioning, slip 
resistance, and durability. Beveled edges reduce tripping hazard. The surface 
resists most common fluids and chemicals, and is made of 100% recycled 
material. 


BLACK/ 
BLACK YELLOW GRAY 
Item Item Item 
W L Thickness No. No. No. 
2 ft. 3 ft. Ye" 6ENJ1 6ENJ2 — 
3 ft. ane Ye" 6ENJ9 6ENKO — 
3 ft, 10 ft. Ye" 34L227 34L229 — 
2 ft. reais Ye" 36VL03 36VL06 — 
3 ft. (Dit. Ye" 36VL04 36VLO7 — 
4 ft. (5 Tt Ye" 36VL05 36VL08 — 
3 ft. ane il 6ENL2 6ENL3 — 
3 ft. 10 ft. 1" 34L231 34L233 34L232 
2 ft. rewie 1" 36VLO9 36VL12 36VL18 
3 ft. 7(5.t. il 36VL10 36VL13 36VL19 
4 tt. 15 tt: 1" 36VL11 — 36VL20 
4 tt. fot: 1" — 36VL14 — 


Heavy-Traffic Smooth Surface 
Dry-Area Antifatigue Matting 


= Closed-cell vinyl foam bonded to vinyl surface 


” (cor 
=» Smooth surface texture 


Hygienic composite matting provides extremely comfortable underfoot cushion- 
ing. Durable marbelized surface resists most common fluids and chemicals. 
Tripping hazard is reduced by the beveled edges. 


BLACK BLUE GRAY 
Item Item Item 
W L Thickness No. No. No. 
2 ft. ALL t 6FHF8 — — 
3 fl. 5 ft. Y," 6FHDO 6FHC9 6FHD2 
3 ft. ane ig 6FHG2 6FHG1 — 
3 ft. Zt. yp" 36VK48 — — 
3 ft. 12 ft. 1 — — 36VK57 
3 ft. 60 ft. ci 36VK69 — — 
4 tt. 57 ft. yp" 36VK50 — 36VK56 
4 tt. 57 tt. 1 36VK70 36VK67 — 
4 tt. Hit yp" — 36VK47 — 


1-800-GRAINGER (472-4643) 
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Find the yf. Find Solutions. Find Great Prices. Dry-Area Antifatigue Matting 
Item CH RAX Low-profile design 
Diamond Plate oe ; = ——— | peeps werden 
. . off cart traffic 
Black 3 ft.  75ft. 53AD69 = 
Black Dry-Area Antifatigue 


3 ft. 75ft.  53AD70 = No. 53AD69 
Yellow Border 
Diamond Poly Max Matting 


Black soa _oaie88_ Diamond-Plate Runner—Diamond- 
oft 3ft 53ACe66. embossed top surface and 100% 
2ft_ 6 ft. _58AC73__— recycled vinyl compound offer nondi- 
Sit. 4 ft. __S8AC81__—_ractignal traction. Low profile allows for 
; 3 ft. 5ft.  53AC83 aN 
ane der oft 6ft. S3AC85_ «easy on/off cart traffic. /2" thick. Model 
3ft. 10ft. 53AD15 #737. 
4ft. 6 ft. _53AC97 


4ft__8ft_ _53AD01__- Diamond Poly Max—Economical mat Nic” SeRCaS 
Ergo Trax Sf Ot SSADi3 features heavy-duty PVC top surface 


3ft.  3ft.  52Z¥36 bonded to 1" sponge backing to relieve 
Black ft. 10ft. 52ZY72_— |eg and back discomfort. Durable 
4ft. 75ft. 52Z¥23 M 
af 6 it. -527¥31.-—~« diamond surface is easy to clean. 1 
oft. 12ft.  52zY63 ‘thick. Model #519. 7 Beveled edges 
oie 5 52ZY42 : help prevent 
3 ft. 10ft. 52z¥73. [Ergo Trax®—Durable PVC diamond- tripping 
aN a , ot. i i eae plate surface is bonded to a rubber 
ellow border . : . . . : 
3H 20T b2zveg © SPONge backing to provide antifatigue 


3ft. 40ft. 52zv96  +=properties. %6" thick. Model #485. Nos. 52ZY36 and 53AD80 
3 ft. 75ft. 52ZY21 
5 ft. 5ft.  52zY58. Ergo Trax® Grande—Durable PVC 
Ergo Trax Grane. << 34 — saan diamond-plate surface is bonded to a 
Black 3H 75 ft 53Apg0” —- ‘Uber sponge backing to provide antifa- 


oft.  3ft.  53AD84  tigue properties. 1" thick. Model #985. 


Black with  2ft.  5ft.  53AD88 _ om . 
Yellow Border 2 ft. 75 ft. 53AD79 + Grit Trax"’—Has the same quality 


3ft_ 75 ft _53AD81__— features as Ergo Trax®, but with a grit 

Df. 3ft. 52zz09  SUIface that provides excellent slip 

Black 3 ft. 5ft. 52zZ210 protection in addition to antifatigue prop- 
3ft_ 20 ft. 522211 __— erties. %e" thick. Model #486. 


Cai RAX: 
Light- to Medium-traffic | 
oo ~=Clw.C, te“ Dry-Area Antifatigue Matting 
Light-Traffic Vinyl LIGHT-TRAFFIC VINYL 
LT oH tt ADEA? Dense, closed-cell vinyl sponge construction offers excep- 
oft. 60ft. 52179 tional comfort, helping to relieve back and leg strain. Easy to 


Black st ye sUete clean. Beveled edges on all 4 sides of mat minimize tripping. No. 5Z056 No. 5W712 


pale 60 i aa Airug®—Low-profile corrugated top surface provides direc- 
Black with es tional traction. Offers basic fatigue relief and floor protection. 


Yellow Border °ft S0ft. 4LNJT = 34" thick, except No. 4LNJ1 is %" thick. Model #410. | 
Pebble Step Sof-Tred™ vm 
2ft. 3ft.  5SW712 Pebble Step Sof-Tred™—Pebble-embossed, nondirec- 
Black with = =_3ft__5ft___5W713 tional top surface is enhanced with abrasion-resistant 
3 GOT BZ275 yna-Shield® protective barrier to extend service life. % 
Diamond Sof-Tred™ thick. Model #415. 
2ft. 60ft. 8VMHO ; = 
Black 3ft. ft.  5FX48 Diamond Sof-Tred™’—Exclusive Dyna-Shield-enhanced 
Sit. 12ft.__5FX51_—_top surface resists abrasion. Diamond pattern for extra trac- 
3 ft. 60ft. 5FX46 lene re 
Of Bit ALYZ1 tion. /2" thick. Model #419. 


3 ft. 5ft. _ 3BY50 ™ 
Biaskewith 3H Oo ALYZ2 Bubble Sof-Tred™—Bubble-top pattern enhances traction No. 1LYZ2 No. GPY94 


Yellow Border 3ft. 12ft.  3BY51 and is easy to clean. Dyna-Shield top surface maximizes 
re 20 ft. _ SHA66 service life. Y2" thick. Model #417. 








Grit Trax 


No. 52ZZ09 











- 60ft.  3BY52 
Bubble Sof-Tred™ MEDIUM-TRAFFIC RUBBER 

2ft. 3ft.  GPY94 
Black with Sft_ oft. GPY95 Comfort-Eze™—Solid rubber construction is remarkably 
Yellow Border _$ft._12 ft. _6F¥96___|ong-lasting. Raised bubble design on top and bottom facili- 
Medium-Traffic Rubber i tates comfortable movement and allows increased airiflow, 
Comfort-Eze™ boosting the ergonomic effect. Beveled edges minimize trip- 
Black si at oer ping. 4s" thick. Model #447. 


2 ft.6" 10 ft. 5FX52 
Medium-Traffic PVC Nitrile Blend MEDIUM-TRAFFIC NITRILE/PVC BLEND 


Superfoam® 





a 3 BUFCI Superfoam®—Lightweight, textured, closed-cell PVC nitrile 
Black 3f 5ft. 414W57 foam resists grease, oil, and animal and vegetable fat. Black No. 5W616 No. 3UFC1 
3ft__ 5 ft. __ 3UFC3 color. 44" thick. Model #117. 
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SAFETY 


Dry-Area Antifatigue Matting 


Details on page A1. 


Scan. Order. Done. = 














No. 5MDL6 


Nos. 5MDL1 
and 5MDL4 


PLM AAX: 


MATS FOR PROFESSIONAL USE 


Heavy-Traffic Dry-Area Antifatigue Matting 


Long-wearing top surface 

is fused to a sponge 

base using the exclusive 
UniFusion™ bonding 
process, which creates 

a virtually unbreakable 
bond. Red Stop™ backing 
eliminates mat movement 
without any tacky or sticky 
residue. Mats provide higher 
fatigue relief in the harshest 
dry work environments. All 
four sides feature a beveled 
edge to minimize tripping. 


VINYL 


Vinyl top surfaces are made 
with 100% recycled materi- 
als, are long wearing, and 
hold up to mild chemicals. 


Cushion Trax®—Diamond 
deck-plate top surface 
helps protect against slips 
and falls. “%6" thick. Model 
#479. 


Cushion Trax® Ultra’ — 
Ultra has the same quality 
as Cushion Trax. Mats are 
are thicker to provide addi- 
tional support. 34" thick. 
Model #975. 


Saddle Trax'’—With the 
same features as Cushion 
Trax mats, but also thicker 
to provide a greater level 
of support. 1" thick. Model 


Bubble Trax™’—High- 
performance floor mat has 
a bubble-top surface design 
that provides ergonomic 
comfort and durability. 34" 
thick. Model #482. 


Rubber top surfaces are 
durable and provide ulti- 
mate traction. 


Ergo Mat™—High-profile, 
corrugated-rubber top 
surface helps protect 
against slips and falls. 

This design provides extra 
comfort, channels away 
any incidental spillage, and 
facilitates repetitive, pivotal 
movement. 2" thick. Model 
#474. 


Pebble Trax®—Deep 
pebble-embossed rubber 
top surface provides sure 
footing. Resists incidental 
damage from welding 
Sparks and solders. 1/2" 
thick. Model #480. 


Dura Trax'"’—Diamond 
deck-plate top surface 
bonded to a dense sponge 
backing provides comfort 
and durability. Holds up to 
welding sparks and solders. 
%e6" thick. Model #490. 

= NFSI Certified 


Duratrax Ultra™ and 
Dura Trax Grande™— 
Thicker versions of Duratrax 
have the same quality 
features plus additional 
support. Ultra is %" thick. 
Model #976. Grande is 1" 
thick. Model #990. 


Marble Sof-Tyle"—A 
smooth rubber antimicrobial 
top surface embedded with 
a marbleized pattern offers 
an attractive appearance 
and a durable surface. 1%" 
thick. Model #470. 


Ergo Mat’ Grande™’— 
Rubber corrugated ribbed 
top surface provides direc- 
tional traction to reduce 
slips, and offers superior 
antifatigue support. Nonslip 
backing eliminates the 
slipping and sliding of floor 
mats on smooth surface 
flooring. 1" thick. Model 
#974. 


Marble Sof-Tyle™ 
Grande™—Has the same 
quality features as Marble 
Sof-Tyle mats and is 
thicker to provide additional 
support. 1" thick. Model 
#970. 


No. 5MDNO #979. 












Item Item 
Color W No. Color W L No. 
Vinyl Dura Trax™ 
Cushion Trax® 2 ft. 3ft.  30RJ48 
2 Kl. 3 ft. 5MDLO Black 3 ft. 5 it, 30RJ49 
Black with ot. Sit. 5MDL1 4 ft. 75 ft.  30RJ52 
Yellow Border eh ie 9 ft. 1LYZ4 9 ft. 3 tt. 30RJ53 
3 tt. 12 ft. 5SMDL2 Black with 2 tt. 75 ft.  30RJ55 
3 ft. 60 ft. 5FX59 Yellow Border 3 it. 5 tt. 30RJ54 
Cushion Trax® Ultra™ 3 ft, 75 ft. 30RJ56 
2 tt. 3D iL. 5MDC8 Dura Trax Ultra™ 
No. 30RJ54 hie 5 it. 5MDDO 3 ft. 5 tt. 5MDEO 
Black 3 ft. 12ft. 5MDD2 Black 3 ft. 12 ft. 5MDE2 
3 ft. 75 ft. SMDD4 3 ft. 75 ft.  5SMDE4 
A ft, 75 ft.  SMDD6 3 ft. 5 it; 5MDE1 
aia 3 it 5MDC9 Black with it, 12 ft. 5SMDE3 
Black with 3 tt. 5 ft. 5MDD1 Yellow Border Via 75 ft. BMDE5 
Yellow Border 3 ft 12 ft. 5MDD3 4 tt. 75 ft. 5MDE7 
3 ft 75 ft. SMDD5 Dura Trax Grande™ 
4 ft. 75 ft. 5MDD7 Black 3 ft. 5 iit, 30RJ59 
Saddle Trax™ Black with 
Black with 3ft 5 ft. SMDLA Yellow Border Sit. oft. 30RU64 
Yellow Border hie 12ft. 5MDL5 Marble Sof-Tyle™ 
Bubble Trax™ 2 ft. 3 ft. 5MDJ8 
2 tt. oft, 38N587 Black 3 ft. 5 ft. 5MDKO 
Black 3 ft. 5 tt. 38N590 3 ft. 12 ft. 5SMDK2 
his 12 ft.  38N593 2 tt. 9 it. 5MDJ9 
Gray 2 fk 9 ft. 38N588 Blue 3 ft. 5 ft. 5MDK1 
Black with 2 tt. 3 ft. 38N589 7 7 eae 12 ft. 5SMDK3 
vellowr Bonde 3 ft. 5ft.  38N592 Ergo Mat™ Grande 
elie 12 ft. 38N595 2 Tt. 3 ft. 9YHK3 
Rubber 2 Tt. 75 ft. 9Y891 
Ergo Mat™ Black O it. 5 ft. 9Y975 
vais 3 ft. 5MDL6 3 ft. 12 ft. QYEY4 
Black 3 ft. 5 ft. 5MDL7 4 ft. 6 ft. 9YK76 
3 ft. 12 ft. SMDL8 Marble Sof-Tyle™ Grande™ 
Pebble Trax® 2 ft. 3 ft. 5MDK4 
Black 2 tt. ott. 5MDL9 Black 3 ft. 5 ft. 5MDK6 
a 3 ft 5 ft. SMDNO 3 ft. 12ft.  5MDK8 





No. 9Y891 
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2 ft. 3 ft. SMDK5 
Blue 3 ft. oft. oMDK7 
3 ft. 12 ft. _5MDK9 
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SAFETY 
Ergonomic Floor & Workstation Matting 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








Interlocking Antifatigue Mats 
= 1" thick 


100% recycled PVC matting helps reduce fatigue with an underside structure that 
distributes weight evenly, and an uneven top surface that encourages sway to help 


improve blood flow. Modular sections quickly snap together and can be configured and 
reconfigured to fit just about any space. Use drainage mats in wet areas. Mat Edging 


can be used with all mats. 







SE 
‘S,. 


+ 
7 


i 


rot 


No. 33VL83 No. 33VL98 







Mfr. Item Pkg. 
Color Mat Section W L Model No. Qty. 
Antifatigue Mats 
Dome 
Black Center Section Tit. 1 ft. 6" A1B 33VL83 10 
White Center Section 1 ft. 6" 1 ft. 6" Ai-W 33VL98 10 
Black Straight Edge 1 ft. 6" 1 ft. 6" ESDA1-B_ —_—-33VM05 10 a . 
Grit No. 33VL82 
Black Straight Edge 1 ft. 6" 1S AG1 33VL82 10 sta si ama 
Smooth 
Black Center Section 1 ft. 6" 1.6 A1-SMB 48ZU31 10 
Antifatigue Drainage Mats == 
Dome 32 
Black Center Section 1 ft. 6" 1 ft. 6" A2B 33VL84 10 sz sss 
Grit 2 = 9 ~ P= -_-— + =~ 
Black Straight Edge 1 ft. 6" 1 ft. 6" AG2 33VL85 10 = a = 
Mat Edging ~ Sa e 
Dome > 
Black Corner Edge 4 ft. 1 ft. 10" Ad-B 33VM02 2 at Re 
Black Corner Edge A ft. 1 ft. 10" A6-B 33VM03 2 No. 48ZU31 to No. 33VL84 
Yellow Corner Edge 4 ft. 110" ADd-Y 33VL88 2 “ 
Yellow Corner Edge 4 ft. 1 ft. 10" A6-Y 33VL89 2 
Black Straight Edge 4 ft. 1 ft. 6 A3-B 33VL99 10 
Black Straight Edge 4 ft. 1 ft. 6 A4-B 33VM01 10 
Yellow Straight Edge A ft. 11.6 A3-Y 33VL86 10 
Yellow Straight Edge A ft. 1 ft. 6" A4-Y 33VL87 10 
Grit No. 33VM02 No. 33VL86 
Black Corner Edge 4 ft. 1 ft. 10" AG5-B 33VL92 2 
Black Corner Edge 4 ft. 1 ft. 10" AG6-B 33VL93 2 
Yellow Corner Edge 4 ft. 1 ft. 10" AG5-Y 33VL96 2 
Yellow Corner Edge A ft. 1 ft. 10" AG6-Y 33VL97 2 
Black Straight Edge 4 ft. 1 ft. 6" AG3-B 33VL90 10 
Black Straight Edge 4 ft. 1 ft. 6 AG4-B 33VL91 10 
Yellow Straight Edge 4 ft. 1 ft.6" AG3-Y__33VL94 10 No. 33VL92 No. 33VL95 
Yellow Straight Edge 4 ft. 1 ft. 6" AG4-Y 33VL95 10 
* Electrically conductive. 
WI RAX: 





MATS FOR PROFESSIONAL USE 


Interlocking Antifatigue 


Snap-together units can be assembled ina 
variety of configurations to suit your needs. 
Use drainage mats in wet areas; use solid-top 
mats in dry areas. 


CUSHION-EASE® 


Mats interlock on all four sides and are easily 
reconfigured. Beveled ramps (sold sepa- 
rately) are made from 100% nitrile and are 


Mats 


Niru® GSII'’—Mat is molded from 
a 100% nitrile rubber compound. A 
silicon carbide grit surface provides 
abrasion resistance and slip protection. 


DIAMOND TOP INTERLOCK™ 


Solid rubber top surface has a diamond 
deck-plate pattern. Molded air pockets 
on the bottom offer traction and buoy- 





No. 3LY63 





No. 3LY65 











grease-resistant. ancy. Available as a single mat, or as 
interlocking sections to create a longer- 
Standard—Mats are made from SBR rubber 9 ao 
length matting system. For use in dry 
for excellent fatigue relief. No. GMRU5 has a 
environments. 
bubble top for extra comfort. 
Mfr. Item 
Description Color W L Thickness Model No. 
Cushion-Ease® 
Standard 
Drainage Black 3 ft. 3 ft. ya" 990 3LY63 No. 6MRUS5 
Drainage Black StL 5 it. ya" 550 3LY64 No. No. No. 3UM44 
Solid-Top Black ait. ce ya" 556 3LY65 SLY66 3LY67 ° 
Solid-Bubble Top Black Q ft. 3 ft. 5/4" 55F 6MRU5 
Niru® GSII™ 
Drainage w/Grit Top Surface Black 3 ft. oft. ya" 850 2VJ47 
Ramps for Standard and Niru® Mats TAT 
Ramp, Female Black 2 3 ft. 7s" 901 3LY66 
Ramp, Male Black 2" 3 ft. ¥e" 551 3LY67 
Ramp, Female Black 2" 9 ft. %e" 901 3LY68 
Ramp, Male Black 2" 5 ft. Ye" 991 3LY69 
Ramp, Female Yellow Zz oft. Ye" 551 3UEP7 
Ramp, Male Yellow Z 3 ft. Ya" 551 3UEP5 
Ramp, Female Yellow 2" 9 ft. 5/4" Dol 3UER2 
Ramp, Male Yellow Z 5 iL. ya" 5511 3UEP9 
Diamond Top Interlock™ 
Solid-Top, Single Mat Black 2 ft. 4" 2ft.7' Ve 045 5W780 
Solid-Top, Single Mat Black 3 ft. ae ye 545 3UM41 
Solid-Top, Interlocking End Section Black 2ft.4"  2ft.7' Ya 045 5W779 
Solid-Top, Interlocking Center Section Black 2ft.4" = 2ft.7' y," 545 5W778 
Solid-Top, Interlocking End Section Black 3 it. 2 ft. 7" YA" 545 3UM39 
Solid-Top, Interlocking Center Section Black 3 ft. eit: Ye 045 3UM40 eee eens 
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SAFETY 
Specialty Matting 


No. 3BY56 . 
No. 5MDN2 | 


Nonconductive and 
Antistatic Matting 


NONCONDUCTIVE 


Vinyl compound insulates worker, 
preventing electrical shock. Each 
square foot of matting is tested in 
conformance with ANSI/ASTM D-178- 
01 Specifications. Recommended 
max. usage is 17,000V, Class 2 dielec- 
tric strength of 30,000V. 


Diamond-Plate Switchboard— 
Diamond deck plate pattern top 
surface provides optimum traction and 
is easy to sweep Clean. Yellow borders 
promote safety awareness. 6" thick. 
Model #831. 


Switchboard—High-profile corru- 
gated top surfaces enhance traction. 
Rib design facilitates repetitive pivotal 
movement. 4" thick. Model #830. 


ANTISTATIC 


Engineered to absorb and retain static 
electricity, these mats are essential 






Color W 
Nonconductive 
Diamond Plate Switchboard 
Black with Yellow Border 3 At. 
Black with Yellow Border oO tL 
Black with Yellow Border ot: 
Switchboard 
Black oth. 
Black 3 it. 
Black 3 ft. 
Antistatic 
Diamond Stat™ 
Black 2 tt. 
Black 3 TL 
Black o tL 
Military Switchboard 
Black ot. 
Blue Tie 
No. 3LMD2 


1898 GRAINGER. 


ITT 






No. 5T434 


No. 36VJ53 


WAX: 
for safeguarding sensitive equipment. 
All four sides are beveled to minimize 
tripping. 


Diamond Stat'"—Diamond-deck- 
plate vinyl top surface is uniwelded 
to vinyl sponge base to provide 
maximum fatigue relief. Red Stop 
backing stops mat movement without 
any tacky or sticky residue. Attached 
grounding cord for extra protection. 
%6" thick. Model #826. 


Military Switchboard—Durable, 
fire-retardant, and electrically insu- 
lating floor mats are approved for 
use in military applications. Made 
of a nonconductive vinyl compound 
designed to provide insulation that 
prevents the worker from being 
grounded, thereby eliminating the 
possibility of electrical shock. Meets 
MIL-DTL 15562G Specification. Model 
#835. 





Scan. Order. Done. 
Details on page A1. 






” (Sefer 
Rubber Diamond- 
Plate Mats 


High-performance, antifatigue floor mats each combine a rubber top surface 
with a dense sponge backing for comfort and durability in industrial environ- 
ments. The rubber top layer offers a soft and comfortable work surface. The 
diamond-plate design offers enhanced slip resistance and is easy to sweep 
or mop clean. Safe for use in welding applications. Rubber Diamond Mats 
are %e' thick, Diamond-Plate Plus are 1" thick. 


Item Item 
Color W L No. Color W L No. 
Rubber Diamond Plate Rubber Diamond Plate Plus 

2 tt. eae 3VFR4 2 fk 3 ft. 3VFU2 
3 ft. 5 ft. 3VFR8 3 AL, 5 ft. 3VFU6 
Black 3fL 42 ft. 3VET3 Black 3fL 12 ft. 3VEX6 
4 ft. 6 ft. 3VFT7 4 ft. 6 ft. 3VFY1 
2 fl. oft. 3VFR6 2ft. 10ft. 3VFU4 
Black with oft 5 ft. 3VFT1 Black with 3 ft 5 i 3VFU8 
Yellow Border ott. 2 fi, 3VFT5 Yellow Border ott. -12 ft. 3VFX8 
4 ft. 6 ft. 3VFT9 4 ft. 6 ft. 3VFY3 





No. 8RVX6 





‘Se No. 8V572 
Drainage Runners and Work Station Mats 


100% nitrile rubber compound provides a high degree of resistance to 





Mfr. Item many industrial chemicals, greases, oils, and animal fats. Low-profile 
L Model No. design allows carts to roll over the matting with ease. The ribbed under- 
side adds comfort and channels liquids away from the work area, making 
0 ft. 831 6RA10 mats suitable for industrial and food service applications. Antimicrobial 
Ee el 3BY56___| matting inhibits the growth of bacteria and fungi. 36" thick. Drainage 
75 ft. 831 3BY57 ’ ; 
runners create a slip-resistant work surface. Work station mats are 
ft. 830 6PY99 designed for safety and traction. 
12 ft. 830 51434 
75 ft. 830 51435 Item Item 
Ww L No. Ww L No. 
Drainage Runners Work Station Mats 
3 tt. 826 5MDN2 3 tt. 2 ft. 3LLZ8 3 ft. 8 ft. 3LLZ7 
5 ft. 826 5MDN3 3 tt. 20 ft. 8RVX6 3 tt. 16 ft. 8TU79 
12 ft. 826 5MDN4 4 ft. 6 ft. 8YKH5 3 tt. 20 ft. 9ALC2 
4 ft. 8 ft. 81U81 4 ft. 8 fit. 9CXA3 
75 ft. 835 36VJ52 4 tt. 12 fi. 8TU82 4 ft. 16 ft. 8TU80 
75 ft. 835 36VJ53 4 ft. 20 ft. 8V572 
Reversible Rubber Mats lcorftior| 
Antifatigue workstation mats feature static-dissipative proper- Item 
ties. Lightweight design allows the mats to be moved routinely for a a suid 
cleaning. Reversible for longer life. Drainage system facilitates the 3 Tt. 5 tt. 3LMD1 
removal of liquids and debris from work areas, while molded-in 4 ft. 6 ft. 3LMD4 


beveled edges reduce trip hazards when stepping on and off of the 
mats. Aggressive textured top surface design provides additional 
traction in wet or greasy areas. 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SAFETY 
Find the ww. Find Solutions. Find Great Prices. Specialty Matting 






High-Tack Mat 
Blue 
No. D3947 








No. 31AN12 


Disposable Cleanroom Mats 


Static-dissipative tacky mats capture dirt and dust to control contamination in 
sensitive assembly and maintenance operations. Adhesive acrylic backing holds 
the mats in place. Each mat contains 30 sheets; remove top sheet as it gets 
dirty. 


Mat Base 
Gray 
No. D3957 


WHITE BLUE 
Pkg. Item Item 

W L Qty. No. No. * 
Tit. 6" 3 Tt. 4 31AN11 | 31AN12 a 
1 ft. 6 3 ft. 9" 4 31AN13 | 31AN14 Condor. 

2 fi. 3 ft 4 31AN15 | 31AN16 . 

2 fi 3 ft. 9" 4 31AN17 | 31AN18 = 

a Sf. 4 siani7_| stants | High-Tack Mats and Bases 

3 ft. o ft. 4 31AN21_ | 31AN22 Remove dust, dirt, and bacteria from shoes, casters, and wheels. Adhesive 


vinyl backing prevents shifting and allows mats to be removed without leaving 
residue. Each mat contains 30 disposable sheets that hold particulate matter on 
contact. Sheets are numbered to help identify remaining quantity. Can be used 
with optional bases or directly on smooth, clean floors. 


> CHOOSE: Item Pkg. > CHOOSE: Item Pkg. 
Color W L No. Oty. Color W L No. Qty. 
High-Tack Mats Mat Bases 


16 ot D3947 

1 ft.6"3 ft.9" D3948 

2ft. 2ft.6' D3949 

Blue, Clear, 2 ft. ft. D3951 
Gray, White, 2ft. 3ft.9" D3952 
Yellow 2 ft. 2° 3 ft.9" D3953 
3ft. 3 ft. D3954 


No. 52ZX89 3 ft. 3ft.9"  D3955 
3ft. 5Sft.  D3956 


1ft.8" 3ft.2"  D3957 
1 ft. 8" 3 ft.11"  D3958 
2ft.2" 2ft.8" D3959 
Blue, Gray 2ft.2" 3ft.2"' D3961 
White | 2.2 3ft.11" D3962 
2 ft.4" 3ft.11" D3963 
3 ft.2" 3ft.2" D3964 
3 ft.2" 3 ft.11" D3965 
3 ft.2" Sft.2" D3966 


BB) BR) BB] BBB 
ff a] a | a 














No. 
PT RANX: 30CL75 
MATS FOR pas USE By; : , 2:9: | 
Sa in iJ -Trax® Pl W S M ats RAW AA USE . ae eae aa 


Entrance disinfectant mats clean and sanitize shoes at entrances to sensitive Tek-Tough® Drainage Mats 


areas such as food processing plants or laboratories. Thick rubber borders 

allow the mats to hold disinfectant solution and immerse the soles of shoes as_—|'® %° thick 

foot traffic passes. Flexible fingers bend to immerse soles, while also providing Mats each have a series of holes with raised edges that provide traction and 
automatic scrubbing action to dislodge contaminants from footwear. Mats resist | slip-resistance in wet and greasy areas while removing liquid and debris from 
most chemicals and variations in temperature. Suction cups on the underside of | footwear. They also help to reduce fatigue from standing for long periods of 


the mats keep them in place. Model #351. time. Red mats are made with 100% heavy-duty nitrile rubber compounds that 
resist grease and oil. 
Item 
Color W L No. Item 
Black 2 ft. Zit 2 52ZX89 Description Color W L No. 
of. 3 2 ft. 8" 52ZX90 General Purpose Rubber Black 3 ft. At. 25PL39 
Black with Yellow Border 2 ft. 8" ies 30CL75 Heavy-Duty 100% Nitrile Rubber Red 3 tt. 5 tt. 25PL40 
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industrial Antislip Nigil Item Overall Overall Item 








al . Pp Ww D No. L W No. 
ant Stair Nosings Square Ladder Rung Covers 
oOsings, ung 17's" 38's 34 GEG 111%6' —-5%a" 34 GB3 
23% 3% —-34JG67 111%e ik 34JG84 
Covers, and Decks 29 Vo" 3 Ve" 34JG68 aval oN thy 
2 -to-i a 35%6 3%  ~—-34JG69 ia. 0. 
Maintenance free, easy to install products are engi a Figural lauder Rang Dovers 
neered for industrial environments, offering maximum 355 +56" SAG 77/3! 5a": 34JdG85 
antislip properties and long service life. They feature 29%" «5% 34NG72 111%6" 5a" 34NG 86 
steel construction with silicon carbide aggregate. a wee — 7 ae 
Sn at 176 7 34JG74 11%6 1 34JG88 
Safety yellow color for visibility. D354 7 34675 17iVi¢ 1" 34JG89 
: . , : 29%" C 34JG76 It 
Stair Nosings—Grit-coated nosings reprofile the Tay 7 34JG77 L W No. 
leading edge of stairs, increase the shoe contact area, 171%" 8%" 34GB il so —_ 
23% «84's 34G79 g" a" 
and guard against slip hazards from weather or fluid So a SAIC a395" 78a 8 GOD 
Spills. 35%60 «88'S 34GB 29%)" —-75/u'——«3.4JG93 
7 , 47V5 8%" «3.4 G82 35768 7% 34JG94 
Ladder Rung Covers—Epoxy-finish, grit-coated : : 17 18a BIOS 
covers help reduce slipping risk by increasing friction Item 
‘i Description No. 
and providing a larger surface for foot contact. agin lation FaST RE 
rite 7 Saddle Assembly 34JG96 
Metal Decks—Grit-coated deck plates provide trac TEK Screw, Self Drilling, #12 Thread Size 34JG97 
tion and slip protection on metal grates or smooth Concrete Anchor Screw 34JG98 
concrete floors. Adhesive Sealant, 10.1 0z. Size 34JG99 





No. 
1AJF7 





No. 2TVA7 






No. 12F876 











aie er: ; No. 448K62 
. : p & She Fs ba AS oO. 
ae ee: 448K68 
No. 2TVD6 y 
. WOOSTER P! TS INC. SiS) ® 





PF wo. 2rves Antislip Tape Rolls and Strips aoe 


¥ LS Grit-coated antislip tape has pressure-sensitive adhesive backing that sticks to 
° ayy 


virtually any smooth, dry surface. 





Stair Tread C d Stair Nosi No” ay. 
alr rea overs an alr osings Color/Grade W L Brand No. Qty. 
For ind td Safety Tape 
or Indoor or Outdoor Use. FLEX-TRED® Continuous Rolls 
‘ . ' Black, Medium ¥%" 60 ft. Wooster 12E910 1 
Stair Tread Covers—Help provide traction and feature tapered back and Black. Coarse 1" 60 ft. Wooster 4AJF5 4 
beveled edges for additional safety. Predrilled holes offer easy installation on Black, Medium 2° 30ft. Wooster 126915 1 
most step surfaces. Black Medium 360 Wooster —12eg1t 1 
=» Meet ASTM and ADA Standards, except Nos. 20X803 to 20X805 Black, Medium 4’ 30 ft Wooster 12E916 1 
- ‘ : . ' Black, Coarse 4" 60ft. Wooster 1AJF7 1 
Stair Nosings—Black, extruded aluminum nosings are suitable for heavy foot Black, Medium 6" 30 ft. Wooster 1269171 
traffic. Silver, cast-aluminum nosings are suitable for extreme foot traffic. Black, Coarse 6" 60 ft. Wooster 1AJY4 1 
3-FT 3¥5-FT A-FT 5-FT Black, Medium 6" 60 ft. Wooster 12E913 1 
ies oe Ries ee Black, Medium 12' 15ft. Wooster 2TUY8 1 
grin, ara rica greta Black, Coarse 12° 30ft. Wooster 12F877 1 
— : Black, Medium 18" 15ft. Wooster 2TUY9 1 
Description D Thickness No. No. No. No. : 
Stair Tread Covers—install with Fasteners et woe ee ; 
Black Q’ Yap" 1AJZ5 | 21UZ3 | 1AJZ6 | 2TUZ5 FLEX-TRED® Strips 
Bac iT SSS lls ae EAE? | E1026.) NES eZ Black/Yellow Strped 6" Df Wooster 1AJZ1 10 
Q" Yao" 2TUZ9 2TVA1 2TVA2 2TVA4 Black, Medium 6"  2ft. Wooster 3JW40 50 
Yellow Front : 
Black with Safety ; : Yellow 6 2ft. Wooster 12F876 10 
Yellow Eront 11 39 2TVA5 2TVAG 2TVA7 2TVA9 Safety Tape 
Concrete Gray 9' Sao" 950X775 _ 590X776. | 20X777 Safety-Track® Commercial-Grade Continuous Rolls 
Concrete Gray if: Yao" | 20X778 = 20X779 | 20X780 Black, High Traction aE ET RE 
Yellow/Black 1" a2 20X803 — 20X804 | 20X805 Black, High Traction _ | 24” 60 ft_ Jessup _448K64__ 
Stair Nosings—Install with Fasteners Black/Yellow Striped, High Traction 1 60 ft. Jessup 448K66 1 
Black/Yellow Striped, High Traction 2" 60ft. Jessup 448K67 1 
Black Extruded 3" Ya! 2TVD3 = 2TVD4 | 2TVD5 rT : 
Aluminum : Black/Yellow Striped, High Traction 3" 60ft. Jessup 448K68 1 
Silver Cast Aluminum a Ag" 2TVD6 = 2TVD7 2TVD8 Black/Yellow Striped, High Traction 4 60 ft. Jessup 448K69 1 
Stair Nosings—Set in Concrete es wane Striped, High Traction 6 60 ft. Jessup 448K71 1 
Black Extruded n a atety olfips 
Aluminum 3 4 2TVC6 ft 2TVC7 2TVC8 Safety-Track® Commercial-Grade Strips 
Black Extruded ' ‘ = Black/Yellow Striped, High Traction, Caution Legend 6" 2ft. Jessup 448K62 ~~ 10 
Aluminum 4 A 2TVC9 2TVD1 | 2tvb2 Black/Yellow Striped, High Traction 4 2ft. Jessup  448K70 10 
1900 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” SAFETY 
Find the ww. Find Solutions. Find Great Prices. Floor Marking Tape & Treads 






No. 12E825 









No. 


No. 12E779 21YT79 


No. 12E827 


Safety-Walk™ Slip-Resistant 
Tape and Treads oii 











No. 12E850 300 Series—Resilient, ei 7 : Hem Pig. 
* = ety nonmineral material is 50 Series 2: Y: 
conor! JESSUP a “3 suitable for bare feet. Black a 60 ft. _21YT69 i 
* WOOSTER PRODUCTS ING. ® . : Gray {" 60 tt. 21 YT67 1 
500 Series—WMineral- Black a 60 ft. 6BV25 1 
H H H Gray o 60 ft. 6BV30 1 
Nonslip Tape, Strips, and Stair Treads Sand eae Black 46028 
.; Gray 4" 60 ft. 6BV29 1 
> SAFETY TAPE Sane for boat trailers, ramps, | conforms to irregular Black G OTL 2JDC5 50 
General Purpose, Commercial- scaaaeia surfaces. Suitable for <6 soics —— 60 ft, __6BV27 
Grade—Nonsilip tape is Mop Friendly—Easy-to-clean tape diamond-grade safety Black 5% 60fL BBV? 1 
recommended for indoor and outdoor —_can handle heavy shoe traffic and plates, steps, and ladder Yellow 2 60 ft 21779 
i icati rungs. ac 
stair and walkway applications. frequent mopping. g Yellow 7 60 ft 35XN38 / 
Heavy-Duty Grade—Premium FLEX TAPE ANTISLIP TAPE 600 Series—General Baer e ak ei » 
nonslip tape can withstand exposure § STRIPS AND RECTANGLES purpose tape has a low- 600 Series 
to oil, diesel fuel, and weather in Nonabrasive, embossed PVC tape profile design to help Black r 60 ft. ___ 6813. 
extreme environments. provides grip suitable for bare feet reduce tripping hazards. Black 7 BO fe BANA : 
ii : in tub and shower applications. Mop _| Mineral-coated. Yellow oF 60 ft. 6BV15 y 
Rubberized, textured nonslip tape is nen 700 Series—Extra-large = —Yelfow a 60 ft. 6BV16 1 
item Pkg abrasive mineral particles Black 6" 2 tt. 5AN41 50 
cat wt angio". | and high-performance | Suck "ea sag 
Safety Tape adhesive are suitable for Black 73" 60 21YT73 1 
General Purpose, Commercial-Grade Rolls extreme high-traffic areas 700 Series 
Black 1" 60 ft. Condor 12E763 | ; : Black 4" 30 ft 2JCZ5 1 
Black/Yellow ie 60 ft. Jessup 12E769 1 even wet or oily ones. Black Gi 30 ft > IDA5 / 
Clear il 60 ft. Wooster 452D87 1 
Black/Yellow 2: 60 ft. Condor 12E779 1 
Black 2" 60 ft. Wooster 452D73 1 
Black 3" 60 ft. Condor 12782 1 
Black/Yellow 3 60ft. Jessup 12E790 1 vy 
Black/Yellow, Caution Watch Your Step Legend a 60 ft. Wooster 452D67 1 
Black/Yellow, Caution Legend 3 60 ft. Wooster 452D79 1 
Black 4" 60 ft. Wooster 452D74 1 
Black/Yellow 4" 60 ft. Condor 126797 1 = 
Clear 4° 60 ft. Jessup 12E792 1 J JESSUP 
Black/Yellow 6' 60 ft. Condor 126813 1 |, Adhesive Coated Films 
Black 8" 60 ft. Condor 126830 1 
Black 12" 60 ft. Wooster 452D70 1 ‘ 
Black/Yellow 12" -«60ft. Condor 126838 1 IN(ere)M). No. 4T628 
Black 24" 30 ft. Wooster 452D72 1 = No. 3ZG32 
Black 24° 60ft. Condor 126842 1 res BRADY. 
General Purpose, Commercial-Grade Strips and Treads 
Black 3" 2 ft. Wooster 452D71 50 7 - H 
Gray a 2ft. Wooster 452D68 50 Antislip Marking Tape } 
Black 5%" 5%" Wooster 452D69 50 = : j 
Black 6’ 2ft. Wooster 452D76 10 Antislip Tape and Treads—Grit- , 
Clear 6" 2 ft. Wooster 452D88 10 coated polyester with permanent No. 2PB71 
Black/Yellow 6" 2 Ti. Condor 12E824 10 ressure-sen itiv h iV n 
Black/Photoluminescent 6" 2ft. Jessup 12E817 24 ‘ d ind eae ae en Item 
Black/Yellow, Caution Legend 62 ft. Jessup 126825 24 D€ USEC INGOOFS OF OUT. NO. “102 Color W L___Brand _No. 
Black 6' 2 ft. Wooster 452075 —_50 is suitable for use on steps and in Antislip Tape, Continuous Roll 
Heavy-Duty Grade ° -t _vessup_ tebe = entryways. slack Yellow 30 i Condor eH 
Bick 7 Fon —candor Tense 1 | Neavy-Duty, Antislip Tape—Great — Wetow > — 60 Condor 32032 
Black 6 60ft. Condor 12e852 1 on loading docks, ramps, and other = ~Biack/Yellow 3° 60ft._ Condor 3233 
Black 6' 2ft. Jessup 12E854 25 demanding locations, with a deep- Black 4" 60ft. Condor 6U951 
Resilient Medium Grade ° = __sssup Tee 3 textured silicon carbide grit and Stace Yellow 5 50 i Conder WEaG 
Gray 6 6Oft Jessup 126867 1 aggressive adhesive that withstands Black 12° 60ft. Jessup 448K76 
Black 12° «60 ft. Jessup 12E869 1 harsh elements such as oil, fuel, and Antislip Treats, Ko: of 90 _ - 
Mop Friendly ac : Le ondor 41628 
Black 6" 2ft. Jessup 12E827 10 geek: Heavy-Duty, Antislip Tape, Continuous Roll 
Flex Tape icli -in- Black 4" 60ft. Condor 15Y419 
Tub and Shower Strips Antislip, Glow-in the Dark High-Intensity Glow-in-the-Dark 
White ys 7% Condor 3EYK7 12 Tape—Used for traction on steps Marking Tape, Continuous Roll 
Tub and Shower Rectangles and to mark egress pathways. White 1" 60 ft. _Incom _462C96 
White 16" 34" Condor 3EYK4 1 Glows up to 10 hr. White {" 250ft. Brady  2PB71 
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SAFETY 
Floor Marking Tape 


Scan. Order. Done. 
Details on page A1. 








Black/Yellow 
No. K2073 





Red 
No. E3476 


Orange w/Blue Line 
No. K2072 


Floor Marking Tape 


= More sizes and colors are available online, see Grainger.com® 

This durable floor tape is excellent for separating pedestrians and motorized 
vehicles in busy areas and walkways. Peel-and-stick floor tape has beveled 
edges for improved durability in harsh environments. Color code different areas 
using specific colors or patterns of tape. 


MIGHTY LINE. 


The Only Durable Stripe pacnnos313292 


> CHOOSE: Item 
W L Color No. 
Solid 
2" 100 ft. Black, Blue, Gray, Green, Orange, Purple, Red, White, Yellow E3476 
3. 100 ft. Black, Blue, Brown, Gray, Green, Orange, Red, White, Yellow H7546 
4" 100 ft. Black, Blue, Brown, Gray, Green, Orange, Purple, Red, White, Yellow £3477 
6" 100 ft. Black, Blue, Brown, Gray, Green, Orange, Purple, Red, White, Yellow £7645 
Solid with Center Line 
i Orange w/Blue Line, Yellow w/Black Line, Yellow w/Blue 
2 100 ft. Line. Red w/Fluorescent Line, Yellow w/Fluorescent Line K2071 
4" 100 ft Orange w/Blue Line, Yellow w/Black Line, Yellow w/Blue K2072 
Line, Red w/Fluorescent Line, Yellow w/Fluorescent Line 
Striped 
2" 100 ft. Black/White, Black/Yellow, Red/White K2073 
3 100 ft. Black/White, Black/Yellow, Red/White K2074 
4" 100 ft. Black/White, Black/Yellow, Red/White K2075 
6" 100 ft. Black/White, Black/Yellow, Red/White K2076 





@ @ 


Solid Green Striped Orange/Black 
No. E7754 No. E0416 





Vinyl Marking Tape 
Pressure-sensitive adhesive tape is waterproof and resists many common 
solvents. 


> CHOOSE: Item 
W L Color No. 
Solid 
1" 180 ft. Black, Blue, Green, Red, Yellow E0418 
2" 108 ft. Orange 6FXV2 
2 180 ft. Black, Blue, Green, Red, White, Yellow F0295 
a 180 ft. Black, Blue, Green, Red, White, Yellow E0419 
4" 180 ft. Black, Blue, Green, Red, White, Yellow E7754 
6" 180 ft. Black, Blue, Green, Red, White, Yellow E7755 
8 180 ft. Yellow E7756 
12 180 ft. White E7757 
Striped 
' White/Black, Green/White, Orange/ 
| 94 it. Black, Red/White, Magenta/Yellow E0415 
2 04 ft. Magenta/Yellow, Orange/Black E0416 
3 04 ft. Magenta/Yellow, Orange/Black E0417 
i Green/White, Magenta/Yellow, 

4 94 ft. White/Black, Orange/Black E7742 
6" 04 ft. Green/White, Magenta/Yellow E7743 
is 54 ft. Red/White, Yellow/Black E7747 


1902 GRAINGER. 
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* Peppy orancen ; 
apPROVED | Floor Marking Tape 


Find even MORE on Grainger.com® 





res BRADY. 
ToughStripe® Floor Marking Tape 


High-gloss polyester tape is easy to apply and remove, resists harsh chemicals, 
and exceeds standards for clean, dry nonslip surfaces. It's great for marking 
important safety equipment and egress paths. 


> CHOOSE: Item Pkg. 
Pattern W L Color No. Qty. 
Floor Marking Tape 
Solid es 100 ft. Black, Blue, Green, Orange, Red, White, Yellow G5686 1 
Striped 2" 100 tt. Black/White, Black/Yellow, Red/White G5686 1 
Solid 3 100 ft. Black, Blue, Green, Orange, Red, White, Yellow G5687 1 
Striped 3° 100 ft. Black/White, Black/Yellow, Red/White G5687 1 
Solid 4" 100 ft. Black, Blue, Green, Orange, Red, White, Yellow G5688 1 
Striped 4" 100 ft. Black/White, Black/Yellow, Red/White G5688 1 
Dots, 312" dia. 
Solid 2 — Black, Red, White, Yellow G5689 55 
Pre-Spaced Dots, 312" dia. 
Solid _— _— Blue, Green, Red, White, Yellow G5690 350 
Pre-Spaced Arrows 
Solid 2" a Red, Yellow G5691 52 
Pre-Spaced Dashes 
Solid 2 8" Black, Blue, Green, Red, White, Yellow G5705 46 
Arrows 
Solid 2 a: Blue, Green, Red, White G5692 100 
Solid a 8 Blue, Green, Yellow G5693 100 
Solid 4" 10" Blue, Green, Red, White, Yellow G5694 100 
Foot (Right and Left) 
Solid 3" 10: Black, Blue, Green, Red, White, Yellow G5695 10 
Corner Marks (L) 
Solid = 5 Black, Blue, Green, Red, White, Yellow G5696 20 
Solid a 8" Black, Blue, Green, Red, White, Yellow G5697 20 
Solid 4" 10" Black, Blue, Red, White, Yellow G5698 20 





No. 45RM73 





Green 
No. D7624 





No. 24A735 


Series 471—Solid-color tape made of 5.2-mil thick vinyl backing with a 
rubber adhesive has good solvent resistance and removes cleanly. Conformable 
dead-stretch properties for straighter lines—great to mask, wrap, or seal many 
curved or irregular surfaces. Excellent for lane and safety marking. 


Series 5702 and 5700—Striped floor marking and safety identification tape 
calls attention to dangerous work areas as it protects, masks, and seals. 5.4-mil 
vinyl backing with rubber adhesive resists most common solvents. 


> CHOOSE: Item 

W Color No. 
Series 471, Solid, 108 ft. 

Yq" Blue, White J1038 

ili Red, Blue, White, Yellow D7623 

Z Red, Green, Blue, Yellow, White, Black, Purple D7624 

cy Yellow, Red, Blue, White, Green E4128 
Series 5702, Striped, 108 ft. 

1" Black/Yellow 24A735 

2 Black/Yellow 15F796 
Series 5700, Striped, 108 ft. 

2" Black/White 45RM73 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SAFETY 


Floor Signs & Tape 








MIGHTY ne 
Only Durable Stripe Paennossss292 


The 


Floor Marking 
Symbols 


Ideal for accenting exit walkways, 
directing workflow, and keeping your 
facility organized. Vinyl material. 


Angle 





Item —— Pkg. 
Pattern Color Thickness No. Qty. 
Angle, 6 in x 2" 
Solid Black somil 3YTE2 100 
Solid Blue oomil 3YTE5 100 Dot 
Solid White somil 3YTE8 100 2 
Solid Yellow oomil _3YTF2__100 
Striped Black/White 55mil  3YTG2 100 
Striped Black/Yellow 55 mil  3Y1G5 100 
Angle, 6 in x 3" 
Solid White 290 mil 20PG14 100 
Arrow, 10 in x 6" 
Solid Black 20 mil _20PG38_ _50 
Solid Blue 20 mil _20PG36 _50 
ee 
oll ellow mi F 
Dot, 27%4s in dia. Ecotrnns 
Solid Black 90 mil 20PG28 200 
Solid Blue 90 mil  20PG26 200 
Solid White 90 mil  20PG31 200 
Solid Yellow 90 mil 20PG23 200 
Dot, 3 % in dia. 
Solid Orange 50 mil  20PG19 100 
Footprint, 9 in x 6" 
Solid Gray 20 mil 20PG16 50 
T-Shape, 6 in x 2" 
Solid Velow 86 mil 3YTH8 100 
oll ellow do Ml! 
Striped Black/Yellow 55 mil 3YTK2 100 Torape 


No. 484P42 





9000000 


* 
Est. 1956 





= No. 12E826 
Traction 
Floor Sians Legend Material Brand Nov any, 
egen aterial Bran 0. 
g cation Vinyl Stranco 484P35 i 
Rough, high-traction anti- Caution ee Jessup 126825 24 


skid clear grit surface over Caution Slippery 


Vinyl Stranco 484P42 1 


message helps prevent slip- When Wet 

- " " . Caution Watch : 
ping. 6"W x 24"L floor signs For Forklifts Vinyl! Stranco 484P50 1 
install easily with high-tack vA oa Vinyl  Stranco 484P36 1 


acrylic adhesive back, except 
No. 448K74 has a Kraft paper 
backing. Yellow/black color. 

GRAINGER 


GpH0000 . APPROVED 


Border Floor Signs 


Signs have eye-catching diagonal striped edge. 
The rough, high-traction surface has embedded 
Clear grit to prevent slipping and also add durabil- 
ity to withstand heavy pedestrian traffic. Vinyl 
construction with strong, permanent acrylic adhe- 
sive back with peel-off liner. Yellow/black color. 


Brand No. 


Watch Your Step ee Condor 12826 24 


Watch Your Step ae Jessup 448K74 24 


Legend 

mat style, 20 mx 14 ny 7 —_ 
aution Area in Front of Electrical Pane 

Must Be Keep Clear For 36 Inches Stranco 484P79 
Caution Watch For Forklifts Stranco 484P80 
Caution Watch Your Step Stranco 484P78 
Step Style, 6 in x 24 in 
Authorized Personnel Only Stranco 484P39 
Caution Use Handrail Stranco 484P37 
Caution Keep Clear Stranco 484P38 
Caution Step Up GA 
Caution Step Down GA 


No. 484P79 








INDUSTRIES, INC. 
it 
Graphic 


Floor Tape 


= Complies with UL 410- 

COF For Floor Graphics 
Adhesive-backed laminate PVC 3"W 
x 54-ft. tape is 6 mil with a slip-resis- 
tant surface. No. 3YTC8 is 5.5 mil. 





jr 


NY 4 ARG FLASH BOUNDA 


Legend 
Slippery When Wet 
Safety Glasses 
Safety Footwear 
Forklift Traffic 
Hearing Protection 
Fire Aisle-Keep Clear 
Emergency Exit 
Arc Flash Boundary 


Floor Signs S000000 


Adhesive, 17"-dia. signs are made of vinyl. Nos. 484P21, 
484P22, 484P24 and 484P25 glow in the dark. 


No. 467F34 


No. 467F38 


No. 467F42 


No. 467F46 


THING 





No. 467F54 No. 467F58 





No. 467F43 


No. 467F47 


No. 467F52 


No. 467F62 


Sign in to Grainger.com® to see YOUR Pricing and MORE 














i 


Color No. 
Yellow/Black 
Yellow/Black 
Yellow/Black 
Yellow/Black 
Yellow/Black 

Red/White 
Red/White 
Red/White 





492D11 





No. 484P25 


<P CL 
Caren ® 


IN FRONT OF 





| £ ELECTRICAL £ | 
| PANEL 
a 


MUST BE 
Ope clean 
36 INC 


No. 467F33 


eos 





HK 
4 y 
me 


No. 467F37 





No. 467F44 


No. 467F48 





No. 467F53 


No. 467F87 
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SAFETY Scan. Order. Done. 
Warning Pads, Markers & Pavement-Marking Tape Details on page A1. 











No. 49ZW11 No. 49ZW12 





No. 49ZWO6 


Raised Pavement Markers avi 


Retroreflective polymer markers are highly visible at night and in rainy condi- 
tions. Durable construction includes rumble effect for increased awareness. 
Finger grips for easy application with pressure-sensitive adhesive. 








Item Pkg. 
Color W L No. Qty. 
White 34" 4" 49ZW06 100 
Yellow 34" 4" 49ZW07 100 
White/Red 34" 4" 49ZW08 100 
White 34" 4" 49Zw09 100 
Yellow 34" 4" 49ZW10 100 
Yellow/Red 34" 4" 49ZW11 100 
Blue 34" 4" 49ZW12 100 
White 34" 4" 49ZW13 100 
White 3¥4 4" 49ZW14 100 
White/Red 34" 4" 49ZW15 100 
Yellow 34" 4" 49716 100 
Blue 34" 4" 49ZW17 100 
# 
= TAPCO 
Safe travels. No. 38A882 No. 38A884 Adhesive Pad 


TMP Temporary Pavement Markers 


Provide high visibility day and night. Offer 1.6 sq. in. of reflective area. For 
construction zones; designed for use with or without temporary tape or paint. 
Install with Adhesive Pads, sold separately. 


Item Pkg. 
Color W L No. Oty. 
. One-Way Markers 
— Amber 4" 4" 38A881 100 
No. E5325 White 4" 4" 38A883 100 


Two-Way Markers 
38A882 100 


Amber : y 
No. 3EXA7 : = White : : 38A884 100 
Adhesive Pads 


Black 4" 4" 38A885 100 
es QD 
ADA Warning Pads) off Tile eke) UITRATECH 


AR 
AR 





= Tuffile® pads comply with Wet Set Pads—Pressed into WARRI 

ADAAG/PROW/CA Title 24 freshly poured concrete. Each nC eTHES iS res BRADY. 
= Ultratech pads comply includes factory-installed anchors 2 

with ADA 49 CFR 37.9 with tamper-resistant stainless Reflective Temporary 
Raised, truncated-dome pads can i felt steel fasteners. Pavement-Marking Tape 
: fone MOIMICIG ICE Surface-Mount Pads—Insiall aa Garies Apply to asphalt or concrete. Can be removed 

quickly and easily onto cured or paved over. Harris® tape is metallic film 

TufTile pads are replaceable. Made of concrete. 


with pressure-sensitive adhesive backing. 


UV stabilized, high-impact polymer that Brady® tape is glass bead-coated paper with 


is impact-, slip-, and wear-resistant Ube: Pars eat Ow SCE 








- foil backing. 
and provides superior color stability and  %°S!9n and beveled edges. Include 9 
anchors, tamper-resistant stain- Item 

Stent less steel fasteners, sealant, and a Color _—'W L Brand No. 
UltraTech pads are unbreakable, flexible masonry bit Yellow 2’ 150 ft. Harris 3KJZ3 
urethane material that conforms to fit Yellow __4” 150 ft Brady __207L02 

au eT sale White 4 150 ft Harris 3KJZ5 
dips, slopes, and inclines in sidewalks Ultratech pads include adhesive No. 3KJZ5 White 4°  150ft. Brady 20TLO1 
and intersections. and anchors. 

> CHOOSE: Item | No. 
Color W L Brand No. 49AK64 

Wet Set Pads = ) 

Brick Red, Colonial Red, Yellow 9 ft. 9 ft TufTile H4129 i | = TAPCO 

Brick Red, Colonial Red. Yellow 9 ft. 3 ft. TufTile H4132 | 

Brick Red, Colonial Red, Yellow 2 ft. 4 ft. TufTile H4135 t i] = 

Colonial Red. Brick Red. Yellow OTL 5 TL TutTile J0991 Guardrail Reflectors 
Surface Mount Pads . . . . 

Black, Yellow, Brick Red 9 ft. 9 ft. Ultratech F5324 Feature 8 sq. in. of high-intensity 

Brick Red, Colonial Red, Yellow 2 it. 2 tt. TufTile H4138 sheeting per side and galvanized steel 

Brick Red, Colonial Red, Yellow 9 ft 3 tt. TufTile H4141 wee 

Yellow, Brick Red. Black Of 3 Th Ultratech E5325 construction. Bolt-on installation. 

Brick Red, Black 9 ft 4 ft. Ultratech F5326 fem 

Brick Red, Colonial Red, Yellow 2 tt. 4 ft. TufTile H4144 No Description Color No. 
Epoxy Adhesive : White 49AK64 

Tan a — Ultratech 3EXA7 49AK65 Two-Sided Amber AQAK65 
1904 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SAFETY 
Safety Vests, Kits & Flares 













Front Side Back Side 
Blue Blue 
No. E4207 No. E4207 


Se 





Back Side 


Front Side 
Orange Orange 
No. H6445 No. H6445 





Public Safety Vests 


= Hook-and-loop closure 


Highly visible vests are designed for EMS providers. Color-specific markings 
differentiate between various emergency responders. 

No. E4207 is made from a 100% polyester fabric with 1"W high-intensity 
Reflexite® material and a clear plastic card holder. No. 24Y975 has polyester 
mesh upper and solid polyester body. No. H6445 is heavy-duty, double-stitched 
nylon with high-glow ANSI reflective stripes. Create your own positions with this 
breakaway vest. Vest includes one set of hook-and-loop placards imprinted with 
different positions, easily changed as the incident expands. 





> CHOOSE: ANSI Vest Item 
Color | Class VestSize Material Includes Brand _No. 
(1) Clear Plastic Card 
eae aba Unrated Universal Polyester Holder, (1) Chest Pocket, Condor £4207 
cs ot aa a ; (1) Inner Pocket 
Left Chest Mic Tab, 
High Visibility Green Unrated 2XL/4XL_ Polyester Adjustable Sides, Folds Condor 24Y975 
; ; Into Storage Pouch 
Black, Blue, Gray, ene 
Green, Orange, Red, Clise 3 Universal Nylon Clear Plastic Card Holder DMS H6445 
White, Yellow = : ; : 
WCIOENT 
COmmtanot 
Incident 
Command 


INCIDENT 
COMMAND 
VESTS 





Safety Vest Kits 


= Hook-and-loop closure 


Each kit includes assorted color nylon vests with silver/yellow stripes. Universal 
size vests fit chest size up to 62". 


____ Description ANSI Class Includes te 

Incident Command Kit Type P, Class 2 (8) eee oo Ene a 38E569 
"Major ICS Vest Kit Type P, Class 2 (31) hn Sha Durable Cary ag 38E628 

FEE Type Gass 25) Dynami Faaton Vests wih Clppoars. "area 


Sign in to inaiemnenaial to see YOUR Pricing and MORE 





No. 1EKU3 


Motorist Safety Warning Kits >€etina 


Motorist Safety Kit—Conveniently fits under most vehicle seats. Vinyl sae 
bag contains 2 red 30-min. light sticks, 1 warning triangle, and 1 XL-size safety 
vest. 


Triangle Warning Kit with 3 Triangles—Highway-rated kit contains warning 
triangles and a storage box. Meets FMVSS 125. 


Item 

Description No. 
Motorist Safety Kit w/ Warning Triangle 1EKU2 
Triangle Warning Kit w/ 1 Triangle 45TX49 
Triangle Warning Kit w/ 3 Triangles 1EKU3 


Slilllic ol 
be OOM 5 Dd 


No. 45MG25 


ee 


YY, 


No. 8FXCO 








2S 
GRAINGER 
APPROVED 





¥ © 
i) 


No. 2KCW4 


Safety Flares and Storage Cases 


= Flares are UL Listed 


Highly visible flares ignite with self-contained striker. Polyethylene Storage 
Cases are equipped with a handle for easy transport. Red color. 


Flare Item Pkg. 
L Duration Brand No. Oty. 
Nonspike Safety Flares 
10%" 20 min. Cortina 45MG25 72 
174" 30 min. Cortina 45MG26 36 
Spike Flares w/Wire Stand 
14" 30 min. GA 8FXCO 36 
Nonspike Flare Cases—Hold uJ to 12 Flares 
17%" Cortina 2KCW3 1 
14%" — Cortina 2KCW4 1 
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SAFETY 
Safety Lights & Flares 


Scan. Order. Done. 
Details on page A1. 








és Oo. 
LED Safety 
Lights 


=a lights use 16 all-direction LEDs Or visibility up to 7 mi. Compact, 

1%4"H x 4%4"-dia. lights work underwater and in hot or freezing temperatures. 
10 flash patterns including "SOS" and solid-on lantern. Feature lithium batteries. 
Run up to 150 hr. on one battery. Rechargeable light kits plug into a vehicle hot 
point (12/30VDC). 


> CHOOSE: > CHOOSE: Item 
LED Color Shell Color Includes No. 
PowerFlare® LED Safety Lights with Replaceable Batteries 
ue Yellow Battery ONJU4 
Amber, Amber/Red, Red Orange, Yellow Battery D6163 
PowerFlare® LED Safety Light Kits with Carrying Bag and Replaceable Batteries 
(3) Lights, (3) CR123 Batteries, 
Amber, Amber/Red, Red Orange, Yellow aU Grange barring Bag D6164 
ights atteries, 
Amber, Amber/Red, Red Orange, Yellow ae Grange Garrying Bag D6165 
ights atteries, 
Amber, Amber/Red, Red Orange, Yellow 5 bra barring Bag D6166 
ights atteries, 
Amber, Amber/Red, Red Orange, Yellow Orange Carrying Bag D6167 
PowerFlare® Safety Light Kits with Charging Station 
(6) Lights, (6) Rechargeable 
Amber, Red Yellow Batteries, Charging Station G8444 
(6) Lights, (6) Rechargeable 
Blue, Blue/Red Yellow Batteries, Charging Station G8445 
PowerFlare® AC/DC Adapter 
— — AC to DC Converter 30RU10 


Red LED 
No. H5597 


LED Safety 
Lights 
Water-resistant, crush-resistant, reusable tlares produce 36U” beacons of light 
that can be seen for miles. The magnetic base lets you elevate the light for 
better visibility. Require 4 AA batteries, not included except in kits. 

0.5W LED light battery life is 40-hr. steady, 140-hr. flash. 1W LED light battery 
life is 20-hr. steady, 60-hr. flash. 

Kit Nos. H5599, H5595, and H5596 include cone adapters that hold 1 or 2 lights 


vertically and weighted bases to keep lights firmly in place when marking a 
traffic pattern or landing zone. 


FLAREALERT 
oe D ick Tin cl 





> CHOOSE: Item 
Description LED Color No. 
LED Safety Lights 
0.5W Light Red, Yellow H5594 
Red, Yellow H5600 
aL Blue, Green, White H5601 
LED Safety Light with Storage Bag 
(3) 0.5W Lights Red, Yellow H5597 
Red, Yellow H5602 
(3) 1W Lights Blue, Green, White H5603 
(8) 0.5W Lights Red, Yellow H5598 
(8) 1W Lights Blue, Green, White H5604 
LED Safety Light Kits 
(8) 1W Lights, Storage Bag Red 3LXD9 
8) 0.5W Lights, (8) Cone Adapters, (8 
Weighted Bases {By Mes Red, Yellow H5599 
(8) 1W Lights, (8) Cone Adapters, (8) Red, Yellow H5595 
Weighted Bases, (32) AA Batteries Blue, Green, White H5596 
Accessory 
Cone Adaptor —_— 52TD08 


NV CyALUME: 


Technologies 


Light Sticks 


Snap and shake for 360° illumination and visibility up to 1 
mile. Nontoxic, nonflammable, and waterproof. ChemLight 
models meet DLA and NAMSA Military Specifications. 
Item Pkg. 
L Duration Color No. Qty. 
ChemLight 
6" 3 hr. IR* 20UL12 10 
6" 8 hr. Blue 3NRA7 10 
6" 8 hr. White 3NRA8 10 
SnapLight® 
8 hr White QFWUO 10 


8XZM7 10 
oYB27 1 


6" 12 hr. 
12" 12 hr. 
* Requires night vision goggles. 


Green 
Green 


3NRA7 5YB27 
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Find even MORE on Grainger.com® 





as a eo ee 
No. 26L094 
SE. 


LED Baton Traffic Flares and Road Flares 


Rechargeable flares are a safer alternative to traditional incendiary flares. 
Crush-resistant body with impact-resistant rubber housing. Waterproof. 
Intrinsically-safe design with rubber-tight seals. Include a 120V wall charger and 
12V vehicle charger. 


LED Baton Traffic Flares and Kits—Have a /2"W LED flashlight and 14 signal 
LEDs visible up to 2 mi., to use as an emergency road flare or handheld safety 
wand. Feature five different flash patterns. 


Super LED Road Flares and Kits—Have 24 LEDs and 2 rows of lights 
to boost visibility up to 2 mi. 7 flash patterns. 4-Pack Kits are great for first 
responders. 





No. 26L101 


Flex-Fit Tripod—vUse to elevate flares in a vertical position for greater visibility. 






Number LED Shell Item 
Description of LEDs Color Color No. 

LED Baton Traffic Flares 

Single Flare ik Yellow Yellow 26L091 

Single Flare 15 Red Orange 26L092 

Single Flare ik Blue/Red Blue 3oMT04 
LED Baton Traffic Flare Kits 

3 Flares and 2 Flex-Fit Tripods 13 Red Orange 26L093 

3 Flares and 2 Flex-Fit Tripods 15 Yellow Yellow 26L094 

3 Flares and 2 Flex-Fit Tripods 15 Blue/Red Blue 3uMT05 
Super LED Road Flares 

Single Flare 24 Yellow Yellow 26L097 

Single Flare 24 Red Orange 26L098 
Super LED Road Flare Kits 

4 Flares and 2 Flex-Fit Tripods 24 Red Orange 26L099 

4 Flares and 2 Flex-Fit Tripods 24 Yellow Yellow 26L101 
Accessory 

Flex-Fit Tripod 26L095 

Flashback 
Five™ 
Iiuminator >. 

Flashback Light Baton J 

Three™ Light 
Batons 


Emi° 
LED Light Batons 


Range of up to 1 mi. Batteries not included. Feature nonslip textured grip, 
magnetic tailcap, built-in belt clip, and wrist strap. 





Flashback Three™ Light Batons—3-stage switch provides flashing light, 
Steady light, and an endcap flashlight. Weather-resistant, high-impact ABS 
plastic body. 


Flashback Five™ Illuminator Light Baton—5-stage switch provides red, 
blue, red/blue alternating, red/blue blend, plus 360° constant-on white light. 


Flashback Traffic Controller Light Baton—3-stage switch provides green 
and red steady light and endcap flashlight. High-impact weather-resistant 
ABS plastic body has a nonslip textured grip, built-in belt clip, wrist strap, and 
magnetic tailcap. 


LED Operating Power Item 
Color Life Source No. 
Flashback Three™ Light Batons 
Red 90 hr. Steady (3) AA Batteries 15U923 
Blue 90 hr. Steady (3) AA Batteries 15U924 
Amber 90 hr. Steady (3) AA Batteries 15U925 
Flashback Five™ Illuminator Light Baton 
Blue/Red/White 72 hr. Steady (4) AA Batteries 15U922 
Flashback Traffic Controller Light Baton 
Green/Red/White 300 hr. Steady, 90 hr. Flashing (4) AA Batteries 33VP36 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





— - Barricade Tape 
No. 4A416 


Flagging Tape 
No. 1EC17 





* GRAINGER 
APPROVED 


Barricade Tape, Flagging 
Tape, and Marking Flags 


Polyethylene barricade tape features repeat wording that identifies hazards 
and outlines restricted areas. Legend wording for all barricade tape is black. 
Polyplastic flagging tape is a highly visible solid color and can be used with 
marking flags for even better visibility. 


Marking Flag 
No. 5MD31 





Item 
Legend Color W L Thickness No. 
Barricade Tape 
Caution Yellow oO 200 ft. 3 mil 8AW25 
Caution Yellow 3" 300 ft. 2 mil 36UV37 
Caution Yellow a 500 ft. 3 mil 30WU18 
Caution Yellow 3 1000 ft. 1.6 mil 4A416 
Caution Yellow a 1000 ft. 3 mil 21YH35 
Caution Yellow 3" 1000 ft. 4 mil 8RLR9 
Caution Yellow 3/4" 500 ft. 6 mil 21YH34 
Caution, Do Not Enter Yellow 3" 1000 ft. 3 mil 36UV34 
Caution/Cuidado Yellow 3 1000 ft. 4 mil 8FGT5 
Caution Caution Caution Yellow 2) 500 ft. 7 mil 8XYZ2 
Caution Chemical Spill Yellow o 500 ft. 4 mil 9TZL4 
Caution Construction Area Yellow 3 1000 ft. 1.6 mil 1N958 
Caution Cuidado Yellow o 300 ft. 4 mil 9CYF2 
Caution Cuidado Yellow 3 1000 ft. 1.6 mil 1N922 
Caution Do Not Enter Yellow 2% 1000 ft. 1.6 mil 1N956 
Caution Do Not Enter Yellow 3" 1000 ft. 3 mil 21YH36 
Caution No Parking Yellow 3 1000 ft. 1.6 mil 1N954 
Caution Wet Paint Yellow 2 1000 ft. 2 mil 35R878 
Construction Site Yellow 3 1000 ft. 4 mil 8AD02 
Crime Scene Do Not Cross Yellow 2 1000 ft. 3 mil 31XM60 
Danger Red a 500 ft. 7 mil 30WU19 
Danger Red 3 1000 ft. 1.6 mil 1N960 
Danger Red 3 1000 ft. 3 mil 21YH37 
Danger Asbestos Hazard Red _ 1000 ft. 2 mil 35R881 
Danger Do Not Enter Red 3 1000 ft. 1.6 mil 1N962 
Danger Do Not Enter Red a 1000 ft. 4 mil 9WN56 
Dan Red/White + ; 
ger Do Not Enter Stripe 3% 1000 ft. 3 mil 21YH41 
Danger High Voltage ii 3 V4" 1000 ft. 3 mil 21YH42 
Danger Lead Hazard Red — 1000 ft. 2 mil 35R880 
Fire Line Do Not Cross Yellow 3 1000 ft. 1.6 mil 4ACD5 
Hazardous Area Keep Out Yellow a 1000 ft. 1.6 mil 1N952 
Police Line Do Not Cross Yellow 2 1000 ft. 1.6 mil 4ACD4 
Police Line Do Not Cross Yellow 344" 1000 ft. 3 mil 21YH38 
QA Hold Yellow a 1000 ft. 4 mil 9PNZ6 
Security Line Do Not Cross Yellow 3. 1000 ft. 3 mil 8AFV4 
Utility Line Do Not Cross Yellow 34" 1000 ft. 3 mil 21YH39 
Warning Restricted Area Yellow a 1000 ft. 1.6 mil 1N912 
Item 
Color W L Thickness No. 
Flagging Tape 
Blue 16 300 Tt. 2 mil 1EC26 
Fluorescent Blue 1/6 150 ft. 4 mil 1EC21 
Fluorescent Lime 116 150 ft. 4 mil 1EC19 
Fluorescent Orange 116" 150 ft. 4 mil 1EC17 
Fluorescent Pink Ne 150 ft. 4 mil 1EC18 
Fluorescent Red 16 150 ft. 4 mil 1EC20 
Fluorescent Red 116 300 ft. 2 mil 1EC23 
Orange 1%6' 300 ft. 2 mil 1EC25 
White 16 300 Tt. 2 mil 1EC24 
Yellow 16 300 ft. 2 mil 1EC22 
Flagging Tape Rated for Sub-Zero Temperature Conditions 
Fluorescent Blue 16 150 ft. 5 mil 39EN7/3 
Fluorescent Lime 116 150 ft. 5 mil 39EN7/9 
Fluorescent Orange 116" 190 ft. 9 mil 9PWM5 
Fluorescent Pink 16 150 ft. 5 mil 91646 
Fluorescent Red 16 150 ft. 5 mil 39EN75 
Green 16 150 ft. 5 mil 39EN78 
Yellow 16° 150 ft. 5 mil 39EN/7 
Overall Item Pkg. 
Color H No. Qty. 
Marking Flags with Wire Staff 
Orange 21. oMD29 100 
Pink 21 5IMD30 100 
Lime AA: 5MD31 100 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


SAFETY 
Tapes, Flags & Windsocks 








No. 1EKR9 No. 33UF94 


No. 1EKR7 





* cymes Annin 


FLAGMAKERS 


Flags, Windsocks, Banner, and Pennants 


Throwaway Warning Flags— Windsock Kits and Replacement Socks— 
Use to mark utility poles and Kits include a windsock and an aluminum 
rights of way, and to identify mounting frame. Replacement windsocks are 
truck loads. Pkg. of 100. made of PVC and nylon for durability; color 


Handheld Warning Flags— resists fading. 
Fluorescent color provides high 
visibility. Reinforced to prevent 
ripping and tearing. Include 24" 
wooden dowel. No. 1EKR8 with 
plastic stay keeps the flag open. 





Oversize Load Banner—Message printed on 
one side with black letters. Constructed of viny| 
coated 1000 denier polyester mesh fabric. 
Includes (6) grommets and (6) 40" ropes. 


Colored Pennants—Sewn onto reinforced 
polypropylene cording. 


Item 
Description Color H W Material Brand No. 

Throwaway Red 12°. 12" Vinyl GA 1EKR9 
Warning Flag Red 16" 16" Vinyl! GA 1EKT1 
Fluorescent Red 24" 18" Vinyl GA 6FGK7 
Handheld Fluorescent Orange 24" 168° Vinyl GA 1EKR7 
Warning Flag Fluorescent Orange 18" 18° Vinyl Coated Mesh GA 3YWY4 
. Fluorescent Orange 24" 24" Vinyl Coated Mesh GA 3YWZ1 
ele Fluorescent Orange 18" 18° Vinyl GA 1EKR8 

Airfield Vehicle ‘ ' \ ‘ Annin 
Safety Flag Orange/White 36" 36" 200 Denier Nylon Flagmakers 33UF94 
Orange 36" 10" PVC-Lined Nylon GA 3LWE4 
Orange 48" 18" PVC-Lined Nylon GA 3LWE5 
windsock Kip Orange 5D" 13" Polyester GA 5YGF1 
Orange 96" 18" PVC-Lined Nylon GA 3LWE6 
Orange 36" 10" a es GA 3LWE7 
Replacement Orange 48" 18" di GA 3LWE8 
mnsonk Orange 55 13° Polyester GA dYGF2 
Orange 96" 18" diac GA — 3LWEQ 

Oversize Load 4 f 

Banner Yellow 18" 84 Vinyl GA 52VP37 
Red — gg Vinyl GA 1EKR5 
Saleked Orange/White 12" 9! Vinyl GA 6FGK3 
Pearce God Red/White Zo Vinyl GA 6FGK4 
Yellow 12° 9 Vinyl GA 6FGK5 
Multicolor 12" 9 Vinyl GA 1EKR6 
Red 12" 9" Polyethylene GA 9WM99 
A aaa Yellow 12” 9" Polyethylene GA BAEG3 
Multicolor IZ: Polyethylene GA 8PDR9 






. 


C 


* GRAINGER \ 
APPROVED No. 


1ZBY5 
‘te 


Whistles and 
Lanyards -« 






No. 
1ZBY6 








No. 


a 
Ps 


No. 25DU62 a<@ 20KR27 
Whistles are made of high-impact i 
f ltem Pkg. 
ABS plastic. Lanyards are made Description Color Brand No. Qty. 
of strong woven nylon and have Standard Whistle Black GA  1ZBY5 1 
: Horn Blast Whistle Orange GA 1ZBY6 1 
snap hooks for whistles or Keys. Neck Lanyard, 2056'L Black GA 25DU62 10 


Metal swivel allows hook to lie 


: Lucky 
Neck Lanyard, 21%°L Blue 20KR27 10 
flat against chest. : ° 


Line 
1907 





SAFETY 
Barricades 






* GRAINGER 


APPROVED 
Portable Barricades 


Lightweight, modular polyethylene panels link together with snap-on hinges to 
create barriers of any size and shape; warn and help keep pedestrians out of 
hazardous areas. Yellow and black color with standard "Caution" symbol printed 
on each panel. Fold away for easy storage. 





No. 3UTN8 









Item 

Description Color H L 0. 
2-Panel Barricade Yellow 36° 6 tt. SUTN8 
3-Panel Barricade Yellow 36° 9 tt. 3UTNSI 


No. 22NY01 


No. 26L003 





iS 


ts 


odular 
Pedestrian and 


Barricade Systems 


=» Meet MUTCD 
Constructed of durable polypropylene. 


No. 26K993 


Pedestrian P-Cade 


Modular Barricade System—Flexible modular system 
is easy to assemble with nothing but cable ties; no tools 
required. Can be easily transported from location to location. 


cations. Includes 3 le 


grade sheeting. 


— Color H W L 
Modular Barrier System 
Green 48" 4" 48" 
Pedestrian P-Cade Barricade Kit System 
Orange/White ; 16° 72" 
Pedestrian Barricade Leg Only 
White 36" 36" 
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No. 22NY02 








Barricade Kit System—Can 
be adapted to multiple appli- 


|-Beam boards with engineer- 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 
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GRAINGER 
APPROVED 


Barricade 
System 


Easily assembled with snap hinges. Folds for storage. Includes 4 polypropylene 
panels (32"W x 3414"H), 2 "Caution" signs, 2 "Confined Space" signs, and 4 
orange and white reflective striped boards. Barricade Weight No. 6GRRE1 (sold 
separately) offers additional panel security. 


Item 
Description Color H No. 
Barricade system Orange 36.61" 6EGH1 
Barricade Weight, 16 Ib. Black — 6RRE1 
* GRAINGER 
APPROVED 
Portable Expanding 
Barricades 


Lightweight, compact barricades expand 
to do the work of several conventional 
barricades. Include carrying handle for 
easy portability. No 33K166 links with 
other barriers for longer spans. 2 of the 4 
wheels are lockable. 


Item 
Description Color H L No. 
Portable Barricades with Stationary Feet 
Steel Powder Coated Finish Yellow/Black 3f 136" 22NY09 
Aluminum Powder Coated Finish Yellow/Black ole 136" 22NY01 
Aluminum Powder Coated Finish Yellow/Black 48" 136" 22NY03 
Aluminum Powder Coated Finish Yellow/Black 372" 181" 22NY02 
Portable Barricade with 4 wheels 
Plastic Yellow/Black of. 132" 33K166 
une Feet, Pkg. of 2 22NY0 
ocking Caster Feet, Pkg. o 1 
po: son eS Flashing Lamp/Flag Holder 22NY05 
Sign Hanging Bracket 22NY04 
Wall Mounting Kit 22NY08 
Locking Bar 22NY06 


ADA 
Pedestrian 
Barricades 


Modular system features 2-pc. linking sections: a rugged poly- 
ethylene barricade top and 43-Ib. self-weighted base that fit 
together securely. A straight barrier wall on the pedestrian side 
reduces tripping hazards. Each assembled section is 40"H x 43"L 
X 15%"W, weighs 51 lb., and remains stable in windy conditions. 
Base has an integrated carrying handle. Assembly is fast and easy, 
and features a tamper-resistant system to link sections together. 
The system can be shaped to any layout. ADA Compliant. 





gs and 4 


Item 
No. > CHOOSE: Item 
Description Color No. 
26L003 Barricade Top Only Orange, White H6507 
Barricade Top with Reflective Sheeting Orange, White _H6509 
26K993 Barricade Top with Base Orange, White H6508 
Barricade Top with Reflective Sheeting and Base Orange, White _H6510 
20TP11 Base, 43 Ib. Black 20PF4/ 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


SAFETY 


Barricades & Flashing Lights 











No. 1EKT4 











No. 3UTY4 No. 1EKT6 No. 20PF67 
: 
‘ No. 1EKT8 
a No. 1EKT5 
mY No. 3LWG1 —"_sONo. 1EKT7 
= = * GRAINGER 
Plastic Barricades, A-Frame/P-Gade Legs, and I-Beams APPROVED 
=» Meet MUTCD and NCHRP 350, Type 3—Complete barricade system Tape Frame Panel _ Item 
except Nos. 3YVX4, 20PF67, with three striped reflective panels, Seniicad Description Color Color 4H No. 
20PF54, 3LUU8, and 1EKT5 Nos. 6FGLO and 6FGL1 8" x 48" and “Engineer Grade 
= Nos. 13P868 and 13P869 are Nos. 3LWG1 8" x 96". Type 1 Orange/White White 40" 24" 24" 1EKT3 
ADA Compliant to MUTCD Barricade Accessories ee Orange/White White 40" 24" 24" 1EKV9 
: . ; ; Ee y if 
bi ete i pr oar ie No. TEKTS provides 4-Ib. weight to _Winyl-_-—___ ne 
reflectivity than Engineer Grade. ype 1, P-Cade Legs range/White ite 
: barricade leg. No. 2KCX2 includes Type 1, P-Cade Legs Orange/White White 40° 40" 96" 13869 
Barricades—Used on highways 2 arrow panels and hardware to Engineer Grade 
‘ai : convert a traffic barricade into a Type 2 Orange/White White 40" 24" 24" 1EKT4 
and municipal roads, 2 ae Helin’ . F | : Type 2, Sand Fillable Ballast Orange/White White 45" 24" 24" 3UTY4 
devices around potentially danger- _—_ directional barricade. High-Intensity 
ous areas. Feature recessed and A-Frame and P-Cade Legs—Used —1¥222 Orange/White White __40° 24" 24" 1EKW1 
replaceable panels. Polvoropvlene : Type 2, Sand Fillable Ballast Orange/White White 45 24 24 3UTY5 
p We panels. rolypropylene to protect workers in work zones Narrow Vertical Barricades 
construction. Accommodate flashing = ang around manholes. and to cordon _Nonreflective 
barricade lights, sold separately, ; Mowing Orange/Black Yellow _36" 24" 24" 13P877 
onan 9 poe off restricted areas and parade School Crossing Lime/Black Yellow 45" 13° —  3YVX4 
page. routes. P-Cade Legs provide a Sidewalk Closed Black/Yellow __ White _44"___12" — __ 6FGK9 
Type 1—Single-striped panel has a continuous, obstruction-free guid- poe rane peat Legs OrangeWhite White 44" 127) 2d’ _13Pa72 
12" x 24" reflective top panel anda ance system. Lower rail will not trap —~‘Striped Panel, N-Cade Legs Orange/White White 36" 12”~~-12” ~~ 4EKT6 
4" x 24" nonreflective bottom panel. canes. |-Beam is sold separately.An  _Keep Left/with Arrow, A-Frame White White 45" 25" 24" _—‘20PF67 
additional |-Beam can be mounted Men Working, N-Cade Legs White White = 45" ie 12" 20PF54 
= : Do Not Enter, N-Cade L Yell Yell 45°13" iP L 
Type 2—Two striped reflective in the lower section of A-Frames for :ganicadeSytema ae allow _ 45" 8 SLs 
increased visibility. Weighted models ype range/White ite — 
a are 8° x 24" on top and d visibility. Weighted models — Type 3 Orange/White White 66" 48 6FGLO 
Narrow Vertical Barricades— I-Beams—Exterior-grade PVC Type 3 Orange/White White 60° 48° 48"  GFGL1 
Easy to fold and transport. , Barricade Accessories 
y P provides year-round, all-weather Barricade Weight Ballast = Black 2 2” ~~ — _1EKTS 
Barricade Systems—All-plastic durability. A-Frame Leg, Weighted — Whit 4018 29 — SWE 
-Cade Leg = ite 2" : — 
construction. For use in road closure raeae — White 8" mF 60" SLWE7 
situations where complete coverage |-Beam Orange/White Orange 8" yy 72" 1EKT8 
is needed. |-Beam Orange/White Orange 8" 2" 60" 3LWF8 





Flashing Barricade Lights TAPCO *rgyycranaer 
Safe travels: APPROVED 
= Meet MUTC and ITE Specifications 


Durable polycarbonate lenses with LED lamps. Light settings vary from steady 
burn to flashing to Off (see table). Photocell activates light from dusk to dawn and 
helps conserve battery power. Handle on No. 48TLO8 makes it easy to move. 


® Railhead 





Power Head Flashes/ Lamp Item 
Source Includes Dia. Color _ Light Setting Minute Life Brand No. 
Battery (4) D Batteries aa 600120 100,000hr. Tapco 493Y04 
i Amber/ — Flashing, Off, 
Battery (4) D Batteries rd Orange Case Steady Burn 6010120 100,000hr. Tapco 493Y05 
Battery (4) D Batteries ‘s cay case 60to120 100,000hr. Tapco 493Y06 
Solar Mounting Bolt and Tool 7¥" Amber Flashing, 60 60 hr. GA 12R462 
Solar Mounting Bolt and Tool 1" Red Steady Burn 60 120 hr. GA 357130 No. 35T130 
Bolt and Switch Pin, LED x No. 493Y05 : 
Solar Bulb, Ni-MH Battery 7% Amber Flashing, Off 50 20,000 hr. GA 26K992 
Solar Bolt and Switch Pin, LED Bulb 32542" Red 60 20,000 hr. GA _ 45EG65 
' Flashing, 
Solar Battery 7 Red Steady Burn 65 20,000 hr. op 489N94 
Solar Rechargeable Battery, Handle 714" Blue Flashing 60 43,800 br. Ralnead ggriog No. 48TLOS 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1909 


Scan. Order. Done. = 
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Channelizers & Barriers 
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¥* GRAINGER APPROVED 
APPROVED H 
0 Channelizer Drums 
: Channelizer and Bases 
: Cones and = Drums meet NCHRP 350 
B Bases High-Intensity tape provides higher 
a . . reflectivity than Engineer Grade. 
High-Intensity tape Drums stack easily with stepped 
provides higher reflectiv- sides to prevent sticking. Top handle 
ity than Engineer Grade. No. 13P893 No. 3LWF1 has 2 bolt holes for 1 barricade light. 
Handle for easy movement pao 
0.0 
and placement. Stackable Tape Reflective Reflective Tape Mfr. Item 
for storage. Accept stan- Material _—‘Stripes ‘Stripe H Color Color H Model No. 
j j Channelizer Drums 
dard barricade lights. Engineer Grade 4 4" Orange White 41%" 03-780-4EG 13P893 
Nos. 45YJ67 to 45YJ70: Engineer Grade 4 6" Orange White 41%" 03-780-6EG 13P894 
No. 35KJ24 and Slotted handle is ready High-Intensity 4 4" Orange White ~=— 41%" ~_03-780-4HI_13P895 
No. 35KJ32 ; High-Intensity 4 6 Orange White 41%" 03-780-6HI 13P896 
(Channelizer No. 13P888 for caution tape. Includes Channelizer Drum, Low Profile 
and Base Sold black plastic sand-fillable Higteintefisily. Orange (2) White and yyy» 93-755 3LWFA 
Separately) base. (2) Orange 
Mfr. Item 
No. of For Use With Wt. H Model No. 
Tape Reflective Reflective Tape Mfr. Item Bases 
Material Stripes Stripe H Color Color H Model No. Use with Channelizer Drums 22.5 Ib. oy 03-750-TR 13P904 
Channelizer Cones Use with Low Profile Channelizer Drum 16 Ib. 2 03-732 3LWF2 
None _— _— Orange — 36 03-770-36-P 35KJ29 
None i i Fluorescent = ___ 36" 03-770-36L-P_35KJ28 EAGLE ® 
High-Intensity 2 (1) 4" and (1) 6" Orange _ Silver 36" 03-770-36-640W 35KJ25 
» Fluorescent «.; ' 
High-Intensity 2 (1) 4" and (1) 6 ee Silver 36" 03-770-36L64  35KJ24 = 
None — — Orange — 42" __(03-770-42-P —-35KJ31 Collapsible 
None = = Fluorescent =§__— 42" 03-770-42L-P35KJ30 Channelizers 
High-Intensit 2 1) 4"and(1)6" 0 Sil 42" 03-770-42-640W 35KJ27 
igh Intensity (1) and (1) G_ Mratige —_SiWer = Meet MUTCD and NCHRP 350 
High-Intensity 2 (1) 4" and (1) 6" ying Silver 42" 03-770-42L64 35KJ26 ah iaaesecandenailianneh ati 
Engineer Grade 2 (1) 4" and (1) 6" Orange White 42" 45YJ69 45YJ69 P fold fi hen hi 
Engineer Grade 2 (1)4"and(1)6" Yellow + ‘White 42° 45YJ67 A5YJ67 handle and fold flat when hit. 
None — — Orange — 4a 45YJ68 45YJ68 fem 
_ None _ — _ Yellow we 45YJ70 45YJ70 No. 5AB26 Legend Material +H No. 
High-Intensity 2 (1) 4" and (1) 6 White Silver 45" _03-750-64HWG _26K996 No. 5AB29 Palani HDPE 425" 5AB26 
High-Intensity 2 (1) 4"and(1)6" —_— Blue Silver 45" 03-750-64HBG — 26K997 . Bed-XIn HDPE 4214" BAB29 
High-Intensity 2 _(1)4"and(1)6" ‘Yellow _ Silver 45" 03-750-64HYG —_26K998 g 
High-Intensity 2 (1) 4" and (1) 6" Orange ~~ White 49" —_03-750-64HI 13P890 
Engineer Grade 4 4" Orange White 49" 03-750-4EG 13P889 * GRAINGER 
Engineer Grade 4 6" Orange White 49" 03-750-6EG 13P888 APPROVED 
High-Intensity 4 6" Orange White 49" 03-750-6HI 13P891 
High-Intensity 4 6" Orange __White 49" 03-750-6FP 13P892 H 
Mir item Safety Barriers 
For Use With Weight H Model No. : 
Bases : Lightweight, polyethylene barriers are 
Use with 36"H Channelizers 10 Ib. 2V" 03-770-5 35KJ32 excellent for use in all public spaces. Each 
Use with 36"H Channelizers 15 1b; 2¥2" 03-770-6 35KJ33 i F ; 
Use with 42, 45, and 49"H Channelizers 10 Ib. 1 03-752-10 13P907 EOnike with 6 interchangeable ciel ate 
Use with 42, 45, and 49°H Channelizers 16 Ib. 2 03-752-16  13P903 Caution—Out Of Service," "Caution—Wet 
Use with 42, 45, and 49°H Channelizers 30 Ib. oh 03-752-30 13P908 Floor," "Temporarily Closed," "Danger— 
Keep Out," "Cleaning In Progress," and 
"Caution—Work Area." Bright yellow color. 
Stack flat for easy storage. Individual units 
can be linked together; units with stand can 
also stand alone. 
No. 3UTR5 
Item 
Description H W No. 
Police Officer-Shaped With Stand 41" ot 3UTR5 
Police Officer-Shaped Without Stand 41" at 3UTR4 
* GRAINGER : 
APPROVED * 
. GRAINGER 
Vertical Panel : APPROVED 


Channelizers and Base 
= Meet NCHRP 350 
Oversize handle with comfort grip. Mounting 


Warning Posts, Chain, 
and Chain Links 





Nos. 13P897 and 13P905 
(Channelizer and Base 
Sold Separately) 


receptacle for flashing light. High-Intensity 
tape provides higher reflectivity than 
Engineer Grade. 


Tape No. of Reflective Reflective Tape Mfr. Item 
Material Stripes Stripe H Color Color H Model No. 
Vertical Panel Channelizers 
Engineer Grade 3 4 Orange White 39%" 03-760-EG  13P897 
High-Intensity 3 4 Orange White 39%" 03-760-H|  13P898 
Mfr. Item 
For Use With Wt. H Model No. 
Base 


Use with Vertical Panel Channelizers 


1910 GRAINGER. 
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20 Ib. 1 03-760-20 _13P905 





No. 
33L680 





No. 
33L677 


Find even MORE on Grainger.com® 


Polyethylene posts are nonconductive and 
nonrusting. Chain Links are for indoor use only. 
Use to attach lengths of warning chain together or 
repair chain links. 


Base Item Pkg. 


Description Color H Dia. No. Qty. 
Striped i i 

Barrier Post Black/Yellow 41%" 15.8" 33L680 1 
Barrier Post Yellow 41%" 15.8" 33L677 1 
2’ Plastic 

2' Chain Links Yellow — — 33L679 36 


1-800-GRAINGER (472-4643) 


SAFETY 
Traffic Cones & Accessories 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 











































h * GRAINGER B 
APPROVED } 
a a 
Traffic Cones bes Traffic Cones = | 
= Meet MUTCD and NCHRP 350 . is 

« Meet MUTCD Flexible, injection-molded PVC cones with- , 

Durable and flexible PVC construction, won't fade or melt! stand high-speed impacts and snap back 

Patented interlocking square base won't separate from into shape. Stackable for easy storage. 

body. Retroreflective cones: polyethylene retroreflective Sin” ESWNGS Lime color differentiates a work zone from .No- 6FHA1 

collar material is impact resistant. an emergency zone. Sn ents 
oe pace, ii Available in multiple styles: 

Recessed Cone Reflective Reflective Cone Storage Item Standard—Wide body with orange or 

a fuorescent ime base. 
is LAME 2 1 f (1) 6 7 7 7 SS WNS Black Base—Wide body with black base. 

0 me j i : . ; . . ; 
No inc 1 6" a9" 7 53WN79 Slim—Narrow, wind-resistant profile with 
a doe 
0 range ‘ : 
No Or “7 | 6" 78° 447%" — 53 WNEG Recessed Collar—Wide, 1-pc. body with 
o__talige : aie No. 6FHA3 
Yes __ Orange 1 6 28 14 03 WN62 orange base. Easier stacking with no pinch : 
Yes Orange 1 6" 28 = 14%" ~— 53 WN68 No. 53WN66 oints for collars 
No Orange 2 (1) 4", (1) 6" 28" 14%" 5 3WN57 p . a 
Yes Orange 2 (1) 4", (1) 6" 28" 14" 53WN80 Note: May not be approved for highway projects in all states. No. 6FGZ7 
Yes Orange 2 (1) 4", (1) 6" 28" 14%" BS WN83 
Yes Orange 1 6" 36° 144%" 58 WN72 Recessed Cone No. of Reflective Reflective Cone _— Base Dim./ Item 
Yes Orange 1 6" 36° =«14%" = 53WN75 Collar Color Stripes Stripe H H Storage Size No. 
Yes Orange 2p (1) 838" 14" B3WNBS eos omen nee 6 18" 11" 6FHAB 
es range 4 
Yes Orange 2 (1) 4,(1)6° 36° he o3WN86 No Fluorescent Lime 2 (140) 6 23° 15° 6FHA7 
No Yellow 2 (1) 4" (1) 6" 28" = 14" BS WN64 No Fluorescent Lime 2 (406 — 36 14" 6FHA8 

Retroreflective Collar, Slim Ue paige , a +3 1 : THe 
Yes Orange 6 28 ~=614%" 53WN66 es range " . " 

Standard No Orange 2 (1) 4°, (1) 6° 28" ues 6FHA1 
No Blue — — 28" 14" ~~‘ 53WN60 Yes Orange 1 6" 28" 147%" 6FHC6 
——— ce er a er Cit 
Yes Lime — — 36 14%" ss BB WN73 Retroreflective Collar, Black Base 
Yes Orange — — Tz 8% 53WN49 No Orange 2 (1) 4°, (1) 6° 6" 3 6FGY9 
No Orange — — 18° 310%" = 53WN5d1 Me ange ; (1) =o) b ub ‘7 date 
No Orange _— —_ 28 = 14% = 538 WND55 ) range : . Q. 

No Orange _ — 28 14" 53WN58 No Orange 2 (1)4°,(1)6" 36" 1454" 6FHC4 
Yes Orange — — 28) 14%" = 53WN71 uererel sci yout Slim P = 7 a 

Yes Orange — — 36° 145%" 538WN74 ) range : . " 4 
Yes Orange —_— —_ 36" fe 53WN7/6 No Orange 2 (1)4,()6" 28" 13 6FGZ5 
No Yellow — — 28° +14" ~—«=B3WN63 . us . Orange 2 (1)4,(1)6" 36" 13 6FGZ6 

Standard Mini tandar 
No Orange — — 4" J o3WN78 No Fluorescent Lime — = 18" 11" 6FHA3 

Standard Slim No Fluorescent Lime _ _— 28" 5’ 6FHA4 
No Orange —_— —_— 28 =6914%" S3WN65 No Fluorescent Lime —_ — 36" 14" 6FHAS 
No Orange — ———98" 414%" 53 WN69 ner asnnae No Orange = = i i oFGvE 

0 range — — : : 
Yes Orange — — 12" 8" 6FGY8 
* No Orange — — 18" 10%" 6FGZ/ 
Cc ol ore d GA; is pangs — — i ; aah 
0 range — — : : 
T itt Cc al Standard, Black Base 
No Orange — — 12 8" 6FGZ0 
ra Ic ones No Orange — — 18" ia 6FHA9 

18"H cones are stackable for To eee = = ae a a oEHe 

easy storage. injection-molded Standard, Include Caution Wet Floor Legend 

polyethylene construction. 7 a _ Orange = = 18° ns 6FHC8 

andar im 
> CHOOSE: Item No Orange — 138" 101%" 6FGZ1 
Cone Color No. No Orange _— _— 23" i 6FGZ2 
Blue, Green, Red, White, Yellow H1545 No Orange _— 36" 13° 6FGZ3 
| 
item No. 9XPY3 - | 
Description Color No. (Traffic Cones 1 ecules | 

Reflective Telescoping Traffic Cone Bar Sold Separately) | 

5 to 9-ft. Orange 9XPY3 

Cone Holder and Clip fe 

Traffic Cone Holder, 22°H Steel TEKW2 GRAINGER 

Barrier Tape Clip, Pkg. of 5 White 6FGJ6 : 

Stabilizer Weights APPROVED } No. 6FGL4 

5 Ib. Fits 18" Cones Black 6FGY4 H = 
6 Ib. Fits 28 and 36" Cones Black srcy3- traffic Cone Accessories 
Traffic Cone Signs . ic ae . . ee 
Caution 2 Orange OKCV3 Traffic Cone Bar—1 '%32"-dia. PVC bar includes Traffic Cone Signs—ABS plastic signs easily 
Bo if Enter — orange sUcVa two rings to lay on top of cones. May be used with attach to cones and open top delineators. 11"W x 
andicappeéd oymbdo ue : : : : T il ni T 
Lot Full Orange 6FGL7 size traffic cone, including 28" or 36" wide- 13°H. 
PaeES Sal range oyRHE pen eee Reflective Cone Collar Kit—Viny| collar slips over 
Reserved Orange 6FGL3 Cone Holder and Clip—nolder No. 1EKW2 28" cone. Kit includes three of each 4" and 6" cone 

Se eo bane ect; attaches to vehicle bumper to hold and transport collars. 

Slow Traffic Orange 2KCV6 stacked 18" or 28" cones. Steel construction with Portable Traffic Cone Cart—Heavy-duty dolly 

Wakes ARSad ae EFGLE enamel finish. Clip No. 6FGJ6 attaches barrier tape easily transports traffic cones. Durable and stable 

Reflective Cone Collar Kit to cone, to quickly cordon off and secure areas. eonsinicien 

Traffic Cone Collar Kit, Pkg. of 6 White 3LWFOS sa _ , : ; 

Portable Traffic Cone Cart Stabilizer Weights—Fit over cones for increased 

45'L x 16'W x 14"H Black 26K999 stability. 
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SAFETY 
Delineator Posts & Markers 


Scan. Order. Done. 
Details on page A1. 





* GRAINGER 
APPROVED 


Cc Delineator Posts and 
Flexible Delineators 


Delineator Posts—Feature two 3" high-intensity 
prismatic collars on top of each post with a molded-in 
handle for easy movement. Permanent-mount post 
has mountable plastic base. Portable posts include a 
10-Ib. recycled rubber base. 


Flexible Tubular Delineator Posts—Rugged delin- 
eators return upright after impact. Ideal for parking 
lots, pedestrian walkways, and temporary work 
zones. 





Delineator > CHOOSE: Item 
Description H Delineator Color No. 
Delineator Posts 
roe 42" Orange 1EKU6 
i Blue, Green, Orange, 
Flexible Tubular Delineator Posts as 
Portable 36" Black, Orange, White, Yellow G6577 





Portable 48"_—Black, Orange, White, Yellow _G6578 _ 
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Polyurethane 
Ne. Delineator Posts 


Impact-resistant, surface-mount posts attach to 
bases with two quick-release pins. Reflective sheet- 
ing on posts is highly visible, day or night. 


Delineator > CHOOSE: Item 
H Delineator Color No. 


Delineator Posts —= 


28 Orange, White, Yellow H9743 

36" Orange, White, Yellow H9744 
Adhesive Pads for Use with Delineator Posts, 8"L x 8"W 

He Black 3UTX7 











= Fe eke g | 
5-Post Delineator System Cortinaws 
= Meets MUTCD 
Portable delineator posts safely mark proper traffic flow for parking lots, roads, 
and school zones. System guides motorized and pedestrian traffic on roadways 
and paths. 


Delineator Delineator Item 
__Includes ————.____ olor Tape Color No. 


(30) Posts, (30) Bases, (6) 60 ft. Rolls of Flags _ Orange Silver 15x17"  26K995 
1912 GRAINGER. 
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Base Dim. 
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Orange 


4 GRAINGER No. J2254 


APPROVED 


Jersey Traffic Barriers 


Fill versatile barriers with sand or water for stability. Empty barriers for 
easy transport. Interlocking joints let you connect multiple units to cover 
larger areas. 


> CHOOSE: Item 
L H Color No. 
58 V4" 241" Orange, Spruce Green, J2254 
1354" 34" White, Yellow J2255 
No. 6G746 





No. 6G755 


ts BRADY. 
Marking Stakes 











Item 
Mark underground pipelines, cables, — -Rerrostive Marking Stakes ~ Me. 
etc. Reinforced polymer bends and Orange 66" 354" 6G746 
will not break. Reflective sheeting YON OW OO ee 60747 
Nonreflective Marking Stakes 
on Nos. 6G746 and 6G747 makes Orange 66" 33/;" 6G754 
stakes visible 24/7. Yellow 66" 354" 6G755 
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Reflective Markers | 


Property—Rigid fiberglass markers have 
5" engineer-grade reflective tape. Pointed 
ends and removable PVC protective caps. 


* GRAINGER 


Hydrant—fFiberglass markers are easy to 
spot in poor weather conditions. 


Driveway—ABS plastic housing holds 
3"-dia. reflector. 


Item = Pkg. 
H Material Color No. Oty. 
Property Markers 
48" Fiberglass Blue/White 3TAH1 =: 12 








48" Fiberglass Green/White STAH2 12 
48" _ Fiberglass Orange/White 3TAH3S = 12 


48" Fiberglass Red/White 3TAH4 == 12 
_48" Fiberglass __Silver/White STAHS 12 _ 
_48" Fiberglass. Yellow/White STAH6 12 _ 
Hydrant Markers 
48" Fiberglass —_ Hi-Viz Lime/White 35JG42 10 
48" Fiberglass Hi-Viz Orange/White 35JG43 10 

Driveway Markers 


































48" ABS Plastic Blue/White 2KCW6 10 

48" ABS Plastic Red/White 2KCW7 ~=—10 No. No. No. 
48" ABS Plastic Amber/White 2KCW8 10 3TAH2 35JG43 2KCW7 
48" ABS Plastic Clear/White 2KCW9 10 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SAFETY 
Find the ww. Find Solutions. Find Great Prices. Safety & Security Mirrors 


Safety and Security Mirror Selection Information 
Choose a mirror with the lens and backing that suits your application. 


MIRROR LENS Polycarbonate: Strong, virtually MIRROR BACKINGS Stainless Steel: Impact- and corro- 
Acrylic: Lightweight, strong, and unbreakable, and shatter-resistant. Galvanized Steel: Weather-resistant. sion-resistant for extreme conditions. 


shatter-resistant. 20% brighter than  Scratch-Resistant Acrylic: Special For indoor and outdoor use. Zinc: Chemical- and weather-resis- 
glass. coating keeps surface smooth and Hardboard: Strong. For indoor or tant. For indoor and outdoor use. 
Glass: Easiest to clean, highest resistant to scratching. covered outdoor use. 
reflectivity. Stainless Steel: Highest corrosion Plastic: Lightweight. For indoor or 

resistance and superior strength. covered outdoor use. 
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Convex Safety and Security Mirrors 


= Every 1"-dia. of mirror provides 1-ft. viewing distance 


Help increase aisle visibility, reduce blind spots, and prevent accidents at intersections. Adjustable 
assembly and heavy-gauge steel mounting bracket for easy adjustments. Mirrors with hardboard, 
plastic, and galvanized steel backing include aluminum trim. Rectangle mirrors include vinyl trim. 
Mirrors made of stainless steel have UV-resistant PVC trim. 








Indoor/ Indoor/ 
Outdoor Item Outdoor Item 
Dim. Use Rim Type No. Dim. Use Rim Type No. 
Acrylic Lens with Hardboard Backing Acrylic Lens with Stainless Steel Backing __ 
—12"dia. Indoor = Aluminum ~——s8YRN2 36" dia. Outdoor Metal 3LZP8 
12'H x 18'W__Indoor Vinyl Coated Aluminum 31AX36 Scratch Resistant Acrylic Lens with Plastic Backing 
15"H x 24"W Indoor Vinyl Coated Aluminum 31AX37 18" dia. Outdoor Aluminum 8AFY2 
18" dia. Indoor Aluminum 1CYX5 26" dia. Outdoor Aluminum 2GVT6 
__18'dia.__ Outdoor __—Aluminum___S8YRR8 30" dia. _ Outdoor __ABS Plastic @GVT7__ 
—24°H x 36'W___Indoor Vinyl Coated Aluminum 31AX39__ 36" dia. Outdoor Aluminum _—___—2GVT8 
26" dia. Indoor Aluminum 1CYX6 * 48" dia. Outdoor Aluminum 13W025 
26" dia. Indoor Aluminum 3YRP1 { Glass Lens with Plastic Backing 
— 26" dia. Outdoor Aluminum 3YRT3 20"H x 30"W__ Outdoor Vinyl Coated Aluminum 8Y850 
26" dia. with Hi- 36" dia. Outdoor Aluminum 3LZX9 
Visibility Border ("400 = Aluminum 31CT3 Glass Lens with Hardboard Backing a 
30" dia. Indoor Aluminum 1CYX7 12" dia. Indoor Aluminum 1CYY5 
30"dia. Outdoor Aluminum ‘3YRT7 18" dia. Indoor Aluminum 1CYY6. 
36' dia. __ Outdoor ___ Aluminum 3YRU2 __ 26" dia. Indoor Aluminum 1CYY7 
36" dia. Indoor Aluminum 1CYX8 30" dia. Indoor Aluminum 1CYY8 
48" dia. Indoor Aluminum 91453 ~~ 36"dia. ———sIndoor Aluminum ~=~1CYY9 ~~ 
Acrylic Lens with Plastic Backing Polycarbonate Lens with Plastic Backing 
12'Hx 18"W Outdoor Vinyl Coated Aluminum 1CYZ1 — 12" dia. Outdoor Vinyl Coated Aluminum 3LYG7 
_18'H x 26"W__Outdoor Vinyl Coated Aluminum 1€YZ2 18" dia. Outdoor Aluminum 13W036 
20"H x 30"W__ Outdoor Vinyl Coated Aluminum 1CYZ3 26' dia. Outdoor Aluminum 13W037 
24'H x 36'W Outdoor Vinyl Coated Aluminum 1CYZ4 _ 30" dia. Outdoor ~ Aluminum ~-13W038° 
36" dia. Outdoor Aluminum 38HX75 * 36" dia. Outdoor Aluminum — 13W039 
36’ dia. _ Outdoor Aluminum 8EE98 + Polycarbonate Lens with Hardboard Backing 
48" dia. Outdoor = Aluminum 9PN60 18" dia. Indoor Aluminum 2GVT1 
Acrylic Lens with Galvanized Steel Backing 7 E 26" dia. Indoor Aluminum 2GVT2 
12"dia. Outdoor Aluminum 1CYX9 30' dia. _Indoor Aluminum 2GVT3 
12'H x 18'W__ Outdoor Vinyl Coated Aluminum 1CYZ5 36' dia. ‘Indoor ABS Plastic. 2GVT4 ~ 
18" dia. Outdoor Aluminum 1CYY1 Stainless Steel Lens with Zinc Backing . . 
18"H x 26'W Outdoor Vinyl Coated Aluminum 1CYZ6 14" dia. Outdoor PVC 2GVY7 
20"H x 30"W__ Outdoor Aluminum 1CYZ7 20" dia. Outdoor PVC 2GVY8 
24'H x 36'W__ Outdoor Vinyl Coated Aluminum 1CYZ8 24" dia. Outdoor PVC 3LZZ3 
_26'dia.__ Outdoor Aluminum ACYY2 32" dia. _ Outdoor PVC _ 2GVZ1 
30'dia. Outdoor ___ Aluminum ICYY3 40° dia. Outdoor PVC ~-2GVZ2 Nodewet 
36" dia. Outdoor Aluminum 1CYY4 


* Includes mounting Z bracket. f Includes single-mounting bracket. ¢ Includes double-mounting bracket and hardware. 


* GRAINGER 
APPROVED 


Portable and Vehicle 
Safety Mirrors 


Adaptable to a variety of applications, such as scan- 
ning aisles in warehouses and reducing blind spots 
while driving. Acrylic mirrors are for indoor use only. 





Lens Item 
Dim. Material Backing No. 
Circular Magnetic Mount 
7’ dia. Acrylic Plastic — 3LZW3 
12" dia. Acrylic Hardboard _ 33HV63 
18" dia. Acrylic Hardboard _‘3LZY6 
Circular with Flexible Goose Neck w/Clamp 
7" dia. Acrylic Plastic 2GVZ4 
Circular with L Bracket 
6" dia. Glass Steel 2GVZ3 
Circular with Swivel Mount and Z-Bracket — eeras 
8" dia. Glass Metal 1CZB8 oO. 
Rectangular with Mounting Bracket and Hardware pee Eee 
_212'0 x 8'W Stainless Steel Metal 1€2ZB7 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1913 





SAFETY 
Safety & Security Mirrors 


Scan. Order. Done. 
Details on page A1. 





Dome Safety and Security Mirrors 


= Every 1"-dia. of mirror provides 1-ft. viewing distance 


Help direct traffic and monitor hidden areas. Hi-Visibility domes have safety-stripe 
borders to make them stand out. All domes include mounting hardware. 


* 


GRAINGER 
APPROVED 


Full-Dome—Provide a 360° view. Designed for use at 4-way intersections. 
Half-Dome—Provide a 180° view. Designed for "T" intersections. 


Quarter-Dome—Provide a 90° view. Designed for internal corners. 


Approx. 
Viewing Item 


Dia. Rim Type Distance No. 

Full-Dome Mirrors 

Acrylic Lens 
8" Acrylic 8 ft. 1CZB9 
8" Acrylic 18 ft. 2GVX4 
26" Acrylic 400 sq. ft. 2WZA5 
26" Vin Coated Aluminum 1600 sq. ft. 45WD10 
32" Acrylic 450 sq. ft. 8ECR7 

rylic 


C | , 
Iny oate uminum A iL 
a IC ; 


onIM 


Acrylic Lens/Hi-Visibilit 
18 Acrylic 18 ft. 5NAK4 


26" Acrylic 26 ft. NAK7 





Full-Dome 


Approx. 
Viewing Item 


Dia. Rim Type Distance No. 
Half-Dome Mirrors 
Acrylic Lens 
is. Acrylic 18 ft. 2GVX8 
18" Vin aated Aluminum 380 sq.ft. 45WD12 
26" Acrylic 26 # 2GVX9 
26" Vin hated Aluminum 800sq. ft. 45WD13 
by No Rim 32 it 2GVY1 
36" Acrylic 36 fi. 2GVY2 
48 Acrylic 48 ft. 13W064 
Acrylic Lens/Hi-Visibilit 
18 Acrylic 18 ft. 5NAK3 


crylic t. 





Half-Dome 











Approx. 
Viewing Item 
Dia. Rim Type Distance No. 
ete TL Mirrors 
crylic Lens 
18 Acrylic 18 ft. 2GVY3 
26" Acrylic 26 ft. 2GVY4 
32" No Kim evaia 2GVY5 
36" Acrylic 36 ft. 2GVY6 
Quarter-Dome 
* GRAINGER 
APPROVED 


= Corrosion-resistant 


No. 1CYZ9 and institutional use. 


H W 
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Find even MORE on Grainger.com® 


Designed for a variety of applica- 
tions, including industrial, retail, 


Acrylic Lens/Galvanized Steel 


Backing Swivel Mount 


Approx. 
Viewing Item 


Dia. Rim Type Distance No. 
32" Acr ip 32 fi. 5NALO 
36" Acrylic 36 Tt. 5NAL3 
48" Acrylic 48 fi. 5NAL6 
sa eens olyearbonate 300 sq, To 33HVI3— 

: olycarbonate . tt. 

: olycarbonate . tt. 5 
32" Polycarbonate 450 q. ft. 3LYD6 
cratch Resistant Acrylic Lens 

Sq. Tt. 


cryiic q 
cryllc Sq. Tt. 


NnNN'WM 


crylic Sq. ft. 
ig" ——Kerylic 8 
48 Acrylic TL. AGU 
Approx. 
Viewing Item 
Dia. Rim Type Distance No. 
32" Acr ip 32 Tt. 5NAKS 
36" Acrylic 36 Tt. 5NAL2 


48" Acrylic 48 ft. 5NAL5 
Polycarbonate Lens 

13 Polycarbonate 18 ft. 3LYE5 

26" Ter lic 26 ft. 3LYE9 

36" ABS Plastic 36 ft. 13W033 
Scratch Resistant Acrylic Lens 

18 Acrylic 18 ft. 2GVU5 

26 No im o6ft. 2GVU6 


— 36" Acrylic 36 ft. 2G U8 


Approx. 
Viewing Item 
Dia. Rim Type Distance No. 
Acrylic Lens/Hi-Visitilit 
is Acrylic 18 ft. BNAK2 


26" Acrylic 26 ft. 5NAK5 
Scratch Resistant her lic Lens 
18" Acrylic 18 ft. 2GVU9 


astic ia 
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Drop-in Full-Dome 
Mirrors and Panels 


Lightweight acrylic mirrors provide a full 
reflective hemisphere for large area surveil- 
lance needs. No. 3YRL4 has a mirrored panel. 
No. 33HV51 has a white panel. 





Flat Safety and Security Mirrors 


Fits Panel Item 
ize Dia. No. 
2 Ie : 4 
.X Att. : 5 
Item 


H W No. 
Stainless Steel Lens/Galvanized 


Steel Backing/Keyhole Mount 


Stainless Steel Lens/Galvanized 


Steel Backin /Swivel Mount 


Item 
No. 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SAFETY 












Find the yl. Find Solutions. Find Great Prices. Traffic Signs & Stands 
Sign > CHOOSE: Item 
Legend Background Color No. 
. Accident Ahead Black/Fluorescent Orange G7231 
Roll-Up Signs Detour Black/Fluorescent Orange, Black/Orange G7233 
Detour Ahead Black/Fluorescent Orange, Black/Orange G7234 
= Meet MUTCD Left Lane Closed Ahead _Black/Fluorescent Orange G7238 
requirements Left Lane Ends Symbol Black/Fluorescent Orange, Black/Orange G7239 
Men Working Black/Red-Orange Fluorescent 9CFK5 
Standard orange roll-up Men Working Symbol Black/Fluorescent Orange, Black/Orange G7241 
signs alert drivers and One Lane Road Ahead Black/Fluorescent Orange G7242 
: Right Lane Closed Ahead _Black/Fluorescent Orange, Black/Orange G7243 
pedestrians of hazards. Right Lane Ends Symbol —_Black/Fluorescent Orange, Black/Orange G7244 No. 9CFK5 Black/ 
Nonreflective signs are Road Closed Ahead Black/Red-Orange Fluorescent 82804 Fluorescent 
designed for daytime use Utility Work Ahead Black/Fluorescent Orange G7248 Orange 
; : : : Utility Work Ahead Black/Red-Orange Fluorescent 8UN42 
only; reflective signs provide Work Area Ahead Black/Red-Orange Fluorescent 8P341 Monae 
a highly visible warning and 36" x 36" 48" x 48" 
are for day or evening use. _ Item Item 
All signs are made from Description sash Material No. No. 
durable vinyl and feature Vinyl * * 
standard fiberglass battens Roll-Up Signs Reece Be a " : Black/Fluorescent 
with lock pockets. They el eee ; ; Orange 
; d Reflective Diamond Grade 
fit federally approved sign Reflective Marathon * * No. G7248 


stands. Include storage bag. = * Select sign legend, material, and size. 


Roll-Up and Rigid Sign Stands 









V4 | 


4 & 


> 
a 
7 





In-Ground—Constructed of heavy-duty galvanized Tripod—Three 1"-dia., orange powder-coated | | ee No. 

steel. Cross piece at bottom enables pushing into the galvanized steel tubular legs deploy easily. a eer 

ground by foot. Includes steel spring clips for a secure No. 1UBP1 is for low- to medium-wind conditions. No. 23J508 is a 

hold. heavy-duty sign stand with telescoping mast and flag holders. , 

Stacker™—Wide 1-pc. rubber base with drop-in sign TwinFlex™—Heavy-duty steel coil springs for stability in windy 

attachment provides wind stability. Stackable for bulk conditions. Foot-actuated leg releases with 2 locking positions for ~ ¥ 

storage and transport. stability on uneven surfaces. Steel and aluminum construction. “a 

DynaLite™—Four aluminum legs with extensions fiesesai ‘ “ee a a on = 

create an X footprint. Legs adjust for uneven terrain. Roll-Up Sign Stands — = Os eoeaoe ~ 

Positive locking sign attachment. In-Ground 96" 12" Silver 23J507 
Stacker™ cn 20" Black 1UBN9 

DynaFlex™—Displays signs 12" off the ground. Heavy- pene es a ret sie 

aa ani iti ynaFlex ilver 
duty springs provide stability in windy conditions. Onirlex™ 30" vi Silver 1UBP3 
P ™__ 7 a Roll-Up and Rigid Sign Stand 

UniFlex “For long term display in all weather condi Tred = — oan 4UBP1 

tions, including wind. Vertical spring prevents overturns. — Rigid Sign Stands 

Adjustable aluminum legs with extensions provide a Tripod 48" 57” Orange _—-23J508 No. 1UBP1 
TwinFlex™, Steel Legs 36" 84" Orange 23J511 


wide base. Sign locks into place. Kick-release legs. TwinFlex™ Aluminum Legs 36) Bi Orange 331514 


LED Traffic Signs  =—<TAPCO 


Safe travels: 


= Meet MUTCD requirements 
BlinkerSign™ aluminum signs feature 3M™ Diamond Grade™ 






DG3 reflective sheeting with high-visibility Luxeon® LED 
lights. Include graffiti-resistant overlay. Solar-powered models 
include battery charger and solar panel installation tool; can 
operate for up to 30 days without sunlight on a full charge. 
SCHOOL PEDESTRIAN at 
STOP CROSSING CROSSING Ve 
Item Item Item 7 Fe a--57 
HW No. No. No. GSS Sorina oe 
Solar Powered . Pod tate ea fr 142558 STO 
f _30° 3YPF8 3YPG3 3YPG7 A. 
36°36" 3YPF9 = OFDEQ MoU SYPES ea : 
110VAC = a. - 
24" 24" 231589 — — 2-Sided Traffic Control Signs 
30" 30" 3YPG1 — 3YPG9 
36" 36" = — 3YPH1 = Meet MUTCD requirements, except 
rr Nos. 1EKR2, 1EKR3, 1EKV3, and 142558 
2-sided paddles. Nos. 1EKR3, 1EKR4, and 1EKV3 have 
2-pc., 81" high-visibility orange handle. 
gs Cortina Sign Item 
Pe ee Legend Sheeting Brand No. 
Plastic with 9" Polygrip Handle, 18" x 18" 
Porta e Stop Signs No. 2KCV7 Nonreflective Cortina 1EKR2 
Stop/Slow Engineering Grade . Cortina 6FGKO 
Quickly and easily set up a temporary 2-way or 4-way stop High-Intensity Prismatic Cortina _ 6FGK2 
: . f ‘ Stop/Sto Engineering Grade Cortina 6FGJ9 
sign. Include one white HDPE delineator post, two interlock- p/Stop ——High-Intensity Prismatic Cortina” 6FGK1 
ing 18" ABS plastic stop signs, and one 15-Ib. recycled Plastic with 2-pc. Plastic Handle, 24" x 24" 
Smalvta Epil Nonreflective Cortina 6AFT7 
rubber base. Overall height: 56". stoniSlow _etgineering Grade Sorina TERS 
Sign Item p High-Intensity Prismatic Cortina 1EKR4 
Sheeting No. Diamond Grade Cortina 1EKV3 
Nonreflective 2KCV7 Aluminum with 9" Aluminum Handle, 18" x 18" 
High-Intensity Prismatic 3LWES3 Stop/Slow _Nonreflective Brady _14Z558 No. 1EKR3 





Sign in to Grainger.com® to see YOUR Pricing and MORE 1915 


Scan. Order. Done. 
Details on page A1. 


SAFETY 
Sign Posts & Accessories 





»<| DESIGNOVATIONS, INC. 


Developing Products Differentiated by Design 


= TAPCO 


Safe travels: 


Square Sign Posts 


«| DESIGNOVATIONS, INC. 


Developing Products Differentiated by Design 


| 2 BRADY = TAPCO 


Safe travels: 


| U-Channel Sign Posts 
. 





No. 8LV68 




















Noy GRUELO | Composite posts are accepted by 
i i a tem j 
Composite Sign Posts Strong, | WD Color Finish Riana No. FHWA when used with breakaway 
lightweight, and maintenance-free. Composite Sign Posts sign post couplers Nos. 6VKK7 or 
aocia 2 _ Ulosed-profile posts are pointed for easy 2 z A ae ae pes novation ne ae 6XDH8 (sold separately). High- 
installation. Use open-profile posts for Steel Sign Posts a me a tensile galvanized steel posts are 
signs up to 12" x 18". 96" 2" 2" Silver Galvanized Tapco sLves finished with zinc and acrylic to 
: 10ft. 2" 2" Silver Galvanized Tapco 8LV69 j j 
Steel Sign Posts—U-channel posts are P resist corrosion. 
‘i rib backed; made from high-carbon billet 
O. " ‘ ; 
Steel. Prepunched %" mounting holes on “TAPCO 
39F186 . ws La] 
1" centers accommodate most standard Safe travels: > BRADY. 
traffic signs. Mounting hardware sold ci . 
j he 
separately. ey i Round Sign Posts 
veel a aiish Grand fri i x Steel Posts—High-tensile galvanized steel finished with zinc and 
Composit Sign Posts . or z = = ran | = i < acrylic to resist corrosion. 
ose [2 2 : reen ear Vel esignovations Inc. 4 ee . ' Sl . 
Open 72" 9" 1" White Clear Veil Besiqnovalions Inc. 6XDJ8 Ae Portable Posts—Cast-iron with enamel finish. No. 1VC44 holds signs 
iosed or A , yerow zeae vel pes aneeatons ne: ran re ie measuring 18" x 18", 24" x 18", or 24" x 24". PVC/rubber posts include 
Pen e , ih SEEN Clear Vall Designovations nc. SxDKi ait breakaway feature. Nos. 1DYJ3 and 1DYJ4 accommodate signs up to 
pen oe ite ear Vel esignovations Inc. 18" x 12" or 24" x 24"; mounting hardware included 
Open 96° — — _ Green Natural Brady 47134 No. No. 
ben, 38, _—__White _Natura Bray anes 352P21 488F11 boct with Flexible Spring Base—Polypropylene construction 
gcse ne, —~_ — White Natural Brady 42133 Fy endures collisions. Square base mounts to concrete or asphalt. Includes 
teel Sign Posts ; : i ; 
Open 10 ft. 3%6" 11540" Silver Galvanized Tapco ALN mounting hardware and post installation kit. 
Open 10ft. 3%6 11%32" Green Powder Coated Tapco 6G763 
Open 12 ft. 3%6" 11/2" Silver _ Galvanized Tapco 39F190 Base on Item 
Open 12 ft. 3%0" 17540" Green Powder Coated Tapco 6G764 Lo W Dia. _ Color Finish Brand _No. 
Open 72" 2%" 7% Silver __ Galvanized Tapco 39F192 Steel Sign Posts 
Open  /2) 3%6 1'%2' Silver Galvanized Tapco 39F189 12 ft. 2% 2% Silver Galvanized Tapco 352ZP21 
Open /2 2% ‘%' Green Powder Coated Tapco 39F186 10 ft. 298" 298" Silver Galvanized Tapco 9A908 
poen ioe ie Le green Powder Coated Lea a Cast-Iron Portable Sign Posts 
pen "24 ilver alvanize apco " _ " 
Open 84" 3%" 114" Silver Galvanized Tapco 30F 191 | ie 7a tg? Black Baked Enamel yee aBBE 1 
Open 84° 2%" *%' Green Powder Coated Tapco 4LNK3 PVC/Rubber Portable Sign Posts 
Open 84" 3%6 11'%2" Green Powder Coated Tapco 39F188 Bal 60" 19" g 19° Whi N Brad 4DYJ3 
Open 96" 2%" 7% Silver __ Galvanized Tapco 30F193 i ra eit ela ay 
Open 96" 3%0" 11540" Silver Galvanized Tapco 4LNK2 No. ; 60 19 ls ite atura rady J4 
Open 96" 2%" 7%" Green Powder Coated Tapco 39F187 | apyu3s ipYus —°2!ypropylene Sign Post with Flexible Spring Base 
Open 96° 3%6 11'%2" Green Powder Coated Tapco 61437 60" 8 — White Natural Brady 1DYJ5 
wat 
+ | =.) DESIGNOVATIONS, INC. GRAINGER 
" : * Developing Products Differentiated fa Design APPROVED 
4 NX . 
_# =TAPCO _. 
oat Safe travels: pe BRADY. 
q , a 7 . 
"Ti Sign Post Accessories 
2 ow ra P| | _ BREAKAWAY SIGN SIGN MOUNTING HARDWARE 
aa aE | POST COUPLERS Bracket Assembly No. 1DYJ6 consists of 
° f Quickly repair sign posts. two 48" stainless straps to mount signs. 
‘=, Breakaway couplers with- Tamperproof Hardware No. 4ZH36 
No. 9ANX7 eceuees stand winds up to 120 mph. __ prevents sign theft. Set includes 2 bolts, 2 
O. P 
No. 4VL34 MANUAL FENCE POST washers, and nuts. For use with U-Channel 
jem DRIVER AND CAP and L-Square Posts. 
Description Color Brand No. Post Driver No. 9ANX7, with Single-Sided Round Bracket Set No. 9FPR4 
Breakaway Sign Post Couplers solid steel head. drives includes 2 brackets with all necessary 
For 2-, 3-, 4-lb. U-Channel Silver Designovations Inc. 6XDJ5 tian bolts and nuts 
For 2° Square Sign Post and 214" Square Anchor Post Silver Designovations Inc. 6VKK7 —_posts up to 3%" dia. 28%4"L 
For 2-, 3-, 4-Ib. U-Channel Surface Mount Silver __Designovations Inc. 6XDJ6_ with 19" handles. Drive Double-Sided Sign Bracket No. 8LV70 
SA ee am Siar bests fc—expee Cap No. 3PNU2 features -— Secures 2 traffic signs to opposite sides of 
Manual Fence Post Drivers high-strength alloy steel a round post. Includes all necessary hard- 
- y;" a Ser grat it Black/Gray GA SANX7 casting. ware and fasteners. 
anual rence Fost Uriver and La ‘ : 
Drive Cap P — Tapco 3PNJ2 SIGN POST ANCHORS Street Sign Cross-Piece Bracket 
Sign Post Anchors \Pipa® Break h No. 3PNG7 provides support for larger 
V-Loc® Breakaway “LOC” breakaway ancnors street name signs. Includes a set of stain- 
For Concrete Installation with #2 or #3 U-Channel Posts Brown Tapco 6VEF7 mount flush to ground. 
For Soil or Asphalt Installation with 2" x 2" Square Posts — Tapco 3PND8 less steel allen set screws. 
Sign Mounting Hardware Reusable after knockdowns. 
Bracket Assembly for 4" to 12" Dia. Posts Silver Tapco 1DYJ6  W_40¢® Breakaway— SIGN POST BASES 
Tamperproof Hardware Silver Tapco 4ZH36 y U ith U-ch | 236" 0.D d. or 2" 
| se Wi channel, 2%" 0.D. round, or 
Single-Sided Round Bracket for 2%" Pole Silver Tapco gFPR4 —— Anchors mount flush to t 
Double-Sided Sign Bracket for 2%s" Pole Silver or Black Tapco 8LV70_ the ground, eliminating square post. 
cae ea Piece Bracket _— Tapco 3PNG7 above-ground extensions 
Surface-Mount 15" dia., Cast-Aluminum Silver Brady 4VL34. ~— and reducing tort liability. 
Aluminum, 15" Silver Tapco 3YVU7 Reusable after knockdowns. 
Concrete, 18" Gray Tapco 9RX15 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SAFETY 


Safety Signs 





Traffic Signs 


= HIP meets MUTCD standards 
Signs are available in aluminum and recycled aluminum materi- 
als, with engineering grade (EG) or high-intensity prismatic (HIP) 


reflective sheeting. HIP sheeting provides higher reflectivity than EG 





sheeting. Recycled signs are made from 90% recycled aluminum 
(80% postconsumer), which exceeds EPA procurement guidelines 
and supports LEED certification. 











No. D9793 
18" x 30" 
R5-1A 
24" x 36" 





Ww10-1 
No. D9728 
30" x 30" 





No. D9713 
24" x 18" 





(6) 
MOTORCYCLE 


PARKING 


ONLY 


_—_—_—_—_——~ 


P-3 
No. D9667 
18" x 12" 














R7-8 
No. D9648 
18" x 12" 











‘g 














No. D9706 
24" x 24" 





© 


No. D9616 
30" x 30" 














R1-6A 
No. D9766 
36" xX 12" 


SPEED 
LIMIT 


5 


No. D9765 
18" x 12" 
24" x 18" 








Z 








No. D9633 
18" x 18" 


NO 
PARKING 


No. D9676 
18" x 12" 














(7 \ 
RESERVED 


PARKING 











—_—_—_—_— 


No. D9735 
18" x 12" 


Sa 
RESERVED 
PARKING 








No. D9736 
18" x 12" 


EXIT 
ONLY 














No. D9686 
18" x 12" 


—aJ 
CUSTOMER 
PARKING 





ONLY 








R7-332 
No. D9618 
18" x 12" 


HANDICAPPED 
PARKING 


PERMIT 
REQUIRED 








G-53 
No. D9644 
18 xz 


No. D9768 
12 x12 
18" x 18" 
24" x 24" 
30" x 30" 
36" x 36" 


® 


No. D9719 
24" x 24" 
30" x 30" 











No. D9757 
24" x 18" 





PARKING 


R7-230 
No. 12R236 
18° xz 


FIRE LANE 


NO 
PARKING 





TOW-AWAY 
ZONE 








No. D4018 
18" x 12" 


(a 
EMPLOYEE 
PARKING 











R7-341 
No. D9628 
16 X12. 


or 


PARKING 


No. D9716 
18" x 12" 








stop 


SOUND HORN 


PROCEED WITH 


(CEE 
CAUTION 


No. J0586 
18" x 18" 
24" x 24" 





No. H1915 
24" x 18" 


SPEED 
LIMIT 


IS 


No. D9758 
18" x 12" 








24" x 18" 











R7-1D 
No. D9681 
18" x 12" 


PRIVATE 
PROPERTY 


No. D9726 
18" x 12" 


VISITOR 
PARKING 





No. D9788 
18" x 12" 











VAN 
ACCESSIBLE 








R7-8B 
No. D9787 
6" x 12" 





R1-2 
No. D9794 
12°x 12" 
24" x 24" 
30" x 30" 
36" x 36" 


No. H1914 
24" x 18° 














PRIVATE PROPERTY 
NO 
TRESPASSING 








No. D4016 
12" x 18" 


| visitor 
PARKING 
ONLY 


No. H1932 
18" x 12" 


HANDICAPPED 
PARKING 





No. D9643 
18" x 12" 


Sign in to Grainger.com® to see YOUR Pricing and MORE 

















No. D9752 
24" x 24" 
W42-8 
30" x 30" 


——_— 


ONE 
WAY 


—> 








No. D9712 
24" x 18° 





No. D9679 
18" x 12" 


(PRIVATE ) 
PROPERTY 
NO PARKING 


UNAUTHORIZED 
VEHICLES WILL 
BE TICKETED 
/TOWED AT 
| OWNERS°EXPENSE J, 


No. D9724 
18" x 12" 


Cr:——\\ 
RESERVED 
PARKING 











eel 


No. D9737 
10° x12 





25070) 





No. D9585 
6" x 12" 


1917 


SAFETY 
Safety Signs 


Scan. Order. Done. 
Details on page A1. 


Safety Sign Information 
Prevent injuries and reduce downtime with safety and informational MATERIAL TYPES 


signs that put important information at the point of need. Choose from : : = oe ee ee : 
OSHA, ANSI, or blank formats and a variety of materials. (A)-Aluminum—Abrasion- and chemical-resistant. For indoor and outdoor use. 


Signs can be customized for your specific needs online at the 
Grainger Custom Product Center. Go to grainger.com/content/ 


(F)-Fiberglass—Longest-lasting material. Great for outdoors or harsh environments. 


(P)-Plastic—Signs have a clear protective coat; recommended for temporary or light 
custom-product-center. use. 


COMPLIANCE 

OSHA 1910.145 and ANSI 2535 require that safety signs be used to 
identify and define specific hazards that, without identification, could 
lead to property damage or accidental injury of workers and/or the 
public. 


(S)-Self-Adhesive Vinyl—Signs are high-gloss, durable, flexible vinyl suited for 
indoor/outdoor use. 

Glow-in-the-Dark—I|luminating material absorbs light and is immediately visible in 
the event of a power outage. 





& 
Caution Signs Condor. 


Signs identify potential hazards that may result in severe but not irreversible damage or injury. Available in (A) aluminum, (F) fiberglass, (P) plastic, and (S) self- 
adhesive polyester. 


Note: Signs are arranged alphabetically by header, and then by lower legend text. 



















































































































































































@ }) 
CAUTION 
r. » 4 » 4 » 4 2 (; » DOUBLE HEARING é aN 
PROTECTION 
CAUTIONSECAUTIONSCAUTIONGEECAUTIONGECAUTION REQUIRED IN THIS CAUTION 
AREA IN FRONT OF THIS | AREA | 
wastiaii == cueaRaNce © Memneaumen NT GURUS =) PROTECTION 
OSHA-NEC REGULATIONS _ CLEARANCE _ PROTECTION ENTER — WITHOUT GUARDS SE REQUIRED _— 
(oo =» Ri meme merce IMI °) (Oo = SMe | eemetens | rere owe INNATE o) (oO == ee ee ere TT y) (oo =» 5 eee ewe UN) 9) (oO =» Freon cowereno I 9) \ Oe Si mn eee imei tt 9) (Oo =» CF meneom —sewerveno | I o) 
No. J6945 No. J6962 No. J6946 No.K1879 No. J6948 No. J6949 No.K0276 
A, FP (10"x 14", 7"x 10") A,F,P(10"x14",7"x 10") A, F(10"x14",7"x 10") AVF, P.(10"x 14", 7"x 10") A, P(10"x 14", 7"x 10") A, F,P(10"x7", 14"x 10") A, FP (10"x 14", 7" x 10") 
S (10" x 14", 5" x S (10"x 14", 5" x P (10" x 14", 14" x S(10"x 14", 3°x 9", S (10" x 14", 5" x S (10"x 7", 14" x S (10! x 14", 5° x 
7", 7' x10") 7", 7'X 10") 20", 7" x 10°) o'x 7", 7° x 10°) 7", 7° X 10") 10", 7"°x5") 7, 7'x10') 
i : S (10x 14,5 x 
X 
CAUTION ) 
EYE r. _ 4 _ 6 _ 4 > 4 _ 
PROTECTION 
REQUIRED 
incon AT «= eT CAUTION Wh) «= 
SE REQUIERE FACE SHIELD GLOVES HARD HATS MsToRAGe ‘AREA peter eapbad ie 
PARA LA VISTA AREA _REQU [ RED REQUIRED PERSONS KEEP OUT IN THIS AREA 
(0 see ener ese (Ome ee eee) nn Te to ex ———  —-—_ imo / MG ee, me gs — inn) ee UL Le 
No. K2001 No. K2002 No. K2006 No. K0377 No. K1887 No. K0282 
A, P.(10"x 7", 14" x 10") A, F, P (10"x 14", 7" x 10") S (3x 5", 10"x 14", S (31% x 5", 10" x 14", A, FP (10"x 14", 7" x 10") S (3%" x5", 10" x 14", 
F (10"x 7", 14" x S (10" x 14", 5"x 5"x 7", 7"X 10") 5"x 7", 7"x 10") S (10" x 14", 3"x 5", 5°x 7", 7x 10") 
10", 20" x 14") 7", 7'X 10") A, P.(10"x 14", 7" x 10") A, F, P (10"x 14", 7"x 10") 5"x 7", 7" x 10") A, P 2 (10" x 14", 7" x 10") 
S (10"x 7", 14"x F (7" x 10") F (10"x 14", 14"x 
10", 7'x 5") P " € CAUTION : 20", 7" x 10") 
CAUTION 
F . smanetal 6 : LOCK ¢ ; 
CAUTION cialis ERUTION CAUTION OUT CAUTION 
PRECAUCION HEARING FOR 
_ _ HEARING ne PROTECTION OPEN DOOR 
PROTECTION AUDITIVA REQUIRED SAFETY 
REQUIRED * REQUERIDA THIS HIER a \o ae illo _ SLOWLY 
Cee emg TT ie °) (Oem SS ween em NERA 9) (Oo =» ewe eee MMT eo ens eee omen HT No K0106 esis vow iH) 
No. J6957 No. K2003 No.K2004 No. J6960 A, P (10"x 7", 10" x 14", No. J6963 
S (3%"x 5", 10"x 14", A, P (10"x 7", 14" x 10°) A, P (10° x 14", 7’ x 10’) A, F, P (10"x 14", 7"x 10") 14" x 10", 7"x 10") S (3%" x 5", 10" x 14", 
5"x 7", 7"x 10") S (10"x 7", 14" x S (10 x 14", 5x S (10"x 14", 5" x F (10"x 7", 14" x 10") 5"x 7", 7"X 10°) 
A, P (10" x 14", 7" x 10°) 10, 7° x9") 7", 7'x 10') Tr x04 S (10° x 7", 10" x 14", A, F. P (10"x 14", 7" x 10") 


F(10" x 14", 14" x 
20", 7" x 10") 


SCAUTIONI 


OVERHEAD 
WORK 


(OQ Cy sae etl 


No. J6964 
A, P (10"x 14", 7"x 10") 
S (10"x 14", 5" x 
1", 7" X 10") 
F (7"x 10") 


@ =) 


CAUTION 


THIS MACHINE 
MUST BE 
LOCKED OUT 
PRIOR TO 
SERVICING 





iim 














(Ot mE cere em iim © 


No. J6970 
(10" x 7", 14" x 10") 
0"x 7", 14"x 10", 


A, F,P 
(1 
3X 3%", 7" x5") 


S 


PERSONAL PROTECTIVE 
EQUIPMENT REQUIRED 
BEYOND THIS POINT 


lod Ole repre coe 





cCAUTIONE 





iN 





No. J6965 

F (10" x 10") 
S (10" x 10", 14" x 10") 
A, P (10"x 14", 7"x 10") 





cCAUTION| 


THIS SPACE 
MUST BE 
KEPT CLEAR 
AT ee TIMES 


Gre eee ee 


25 imma 
No. J6971 
A, F, P (10" x 14", 7" x 10") 
S (10" x 14", 5" x 
1,t x 10") 
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SCAUTIOND 

































PREVENT STATIC 
SPARK DISCHARGE 
USE GROUNDING 
DEVICES 
ax il Oe to 
No. J6966 No. J6967 
A, P (10" x 14", 7" x 10°) S (3%" x 5", 10" x 14", 
S (10° x 14", 5" x 2,7 X10) 
£, EM) A, P (10" x 14", 7" x 10°) 
6 2) 
CAUTION 
¢ 3) WATCH FOR 
c A T T TT Al LIFT TRUCKS 
SRE Coe PRECAUCION 
LIFT TRUCKS conus 
“ihe cies a 
Lo meee illo (0 wee dee eee ll 
No. J6972 No. J6973 
A, F, P (10" x 14", 7" x 10°) A, F, P (10" x 7", 14" x 10°) 
S (10" x 14", 5" x S (10" x 7", 14" x 
7", 7" x 10") 10", 7" xX 5") 


Find even MORE on Grainger.com® 


14"x 10", 5"x 314" 
7'x 5", 7"x 10’) 


sCAUTIOND 


RESPIRATORS 
MUST BE WORN 
IN THIS fades 








Rie ete ttn 





No. J6968 
S (3%' x5", 10" x 14" 
5" X 7, f° X 10") 
A, P (10"x 14", 7"x 10") 
F (7"x 10") 








A, F, 


CAUTIONS 


WATCH 


YOUR STEP 


(Qo ee eyes 


eee iN 9) 


No. J6974 
P (10" x 14", 7" x 10") 
S (10! x 14", 5"x 

r. ,7"x 10") 


SCAUTION 


SLIPPERY 
FLOOR 


een 


No. J6969 
A, FP (10"x 14", 7"x 10") 
S (10"x 14", 5"x 
1" 7" X 10") 














CAUTIONS 


WEAR 
SAFETY SHOES 
ie ule AREA 


(Oa mise Gets 


iim 9) 
No. J6975 
S (3%" x 5", 10" x 14" 
5"x 7", 7" x 10") 
A, FP (10"x 14", 7"x 10") 








1-800-GRAINGER (472-4643) 


GRAINGER CHOICE * 
Find the why. Find Solutions. Find Great Prices. 


SAFETY 
Safety Signs 





Danger Signs 


Signs indicate an immediate hazard capable of producing death or irreversible damage or injury. Available in (A) aluminum, (F) fiberglass, 


(P) plastic, and (S) self-adhesive polyester. 
Note: Signs are arranged alphabetically by header, and then by lower legend text. 














wee DNDIINEIHN ° 


No. J6910 
A, FPS (10'x 14") 





(o ©) 


CONFINED SPACE 


ENTER BY 
PERMIT ONLY 








No. J6916 
A,F.P.S (10"x 
14", 7"x 10") 





(o 3 





DO NOT 
_ ENTER 


\e oiier. meece cwnencee AMINE 


iim 
No. J6922 
A, P(10"x 14", 18" x 
24" 24" x 36", 7" x 10") 
F (10"x 14", 7" x 10") 
S (10"x 14", 18" x 24", 24" 
x 36", 5"x 7", 7"x 10") 








(o } 





FLAMMABLE 
MATERIALS 








No. J6928 
A, F, P.(10"x 14", 7"x 10’) 
S (10"x 14", 5"x 
T'" 7" X 10") 








iii 


ed Pony oie. mapangsien reget an 


No. J6934 
S (3%" x 5", 10" x 14" 
5" X ie 7" X 10") 

A, FP (10" x 14", 7" x 10’) 








(o ° 


NO SMOKING 
NO OPEN FLAMES 
NO SPARKS 





No. J6940 
S (3%' x5", 10" x 14" 
5" X 7", { X 10:) 
A, F, P.(10" x 14", 7"x 10") 








| CANCER) | 



























































Es) 



























































ELECTRICAL PANEL MUST BE CHEMICAL CHEMICAL CONFINED 
NOSHANEC REGUL i ATIONS STO RAG E Sto RAGE S PACE 
Bi ccm rn an comerenee — IMI \e sme earn ° a comerinee —IMNINTT 
No. J6911 No. J6912 No. J6913 No. J6914 
A, FP, S (7"x 10") A, FP, S (10"x 14") S (5"x 7", 7"x 10") A, FP, S (10"x 14") 
A, F, P (7" x 10") 
(o °) (o }) ° °) a a 
CONFINED SPACE (ANGER) (G@ANGER) |G@ANGER) 
ENTER BY CONFINED SPACE 
PERMIT ONLY HAZARDOUS ATMOSPHERE CORROSIVE DIESEL FUEL 
AND DURING ENTRY 
Oe ee eel © ) oe aoe imma = ) a inna! 
oon No. J6918 No. J6919 No. J6920 
CON PERMISO S(g2 Xo, 10 x14 A, F, P (10" x 14", 7" x 10") S) (372 x 5", 10" x 14", 14" 
0 at meen mene it ) ox, X10) S (10" x 14", 5"x x 20", 5" x Ta 10" ) 
A, F, P (10" x 14", 7"x 10") TAG) A,F.P(10"x 14", 14" 
No. J6917 i i d 
A, P (10x 7", 14" x 10") Rett NOY 
F (10" x 7", 14" x 10", 20" x 14") 
S (10" x7", 14" x 10", 7" x5’) 
oO })\ fo} °° (o fo} 
Do not operate 
without guards ELECTRICAL ELECTRICAL HAZARD FALLING 
in place. EQUIPMENT AUTHORIZED PERSONNEL 
AUTHORIZED PERSONNEL ONLY ONLY _ MATERIAL 
a oe ee _ ilo) ° Fe sees Coa LT es Si ay PS ear, ape Me 
No. J6923 No. J6924 No. J6925 No. J6926 
e(3 x5, 10° X A, F, P (10" x 14", 7" x 10") A, F, P (10" x 14", 7" x 10") A, P (10" x 14", 24" 
14", 7° x 10°) S (10" x 14", 5" x S (10" x 14", 3"x 5", x 36", 7" x 10') 
A, P (10" x 14", 7" x 10") (4 X10) ao XP, f XAD) F (10" x 14", 7" x 10") 
F (10" x 14") S (10" x 14", 24" x 36", 
ox, ¢ X10) 
° ° (fo °) 
HARD HAT HAZARDOUS HIGH HIGH VOLTAGE 
AREA _ CHEMICALS VOLTAGE _ KEEP OUT 
ane mee cence INI -- ~~ itm (gee ee ‘inna GG “Wi ace i Ti 
No. J6929 No. J6930 No. J6931 No. J6932 
A, F (10" x 14", 7" x 10") A, F, P (10" x 14", 7"x 10") A, P (10"x 14", 7"x 10") S (3%" x 5", 10" x 14", 
P (10" x 14", 24" x S (10" x 14°, 5" x F (10"x 14", 14" x > Xi ,7 X10) 







































































A, P (10"x 14", 7"x 10") 
F (10"x 14", 14" x 
20", 7"x 10") 


NO 
SMOKING 


NO 
FUMAR 


\o onan SIE seas 


| iNNMNA 


No. J6938 

A, P(10"x 7", 14" x 10") 
F (10"x 7", 14" x 10", 20" x 14") 
S (10"x 7", 14"x 10", 7"x 5") 














36", 7" x 10") {7 210) 20.0 *10) 
S (10" x 14", 5" x S (10" x 14", 5° x 
5,0 210) YT X10) 
(o ©) (o ©) (o ©) 
KEEP MEN WORKING NO SMOKING 
OUT ABOVE 
° a ete! ees iitunnanuiitily ° fee ene ° edt’ teas, Se iii it 
No. J6935 No. J6936 No. J6937 
A, P (10" x 14", 7" x 10") S (3%" x 5", 10" x 14", A, F (10" x 14", 7" x 10") 
F (10" x 14", 14" x yet. 210) S (10" x 14", 5" x 
20", 7" x 10") A, F, P (10" x 14", 7" x 10") i,t XW) 
5 (10"x 14", 3°xd", P (10" x 14", 24" x 
5" x7", 7" X 10") 36", 7" x 10") 
PERMIT-REQUIRED 
CONFINED SPACE SINGH POINT <> 
DO NOT ENTER 
° eres lai ee eee ~ iim 
No. J6941 No. J6942 
A, F, P (10" x 14", 7" x 10") S (38%" x5", 10" x 14°, 
S (10° x 14", 5"x 5"x 7", 7'x 10") 


7", 7"x 10") 


A, FP. (10"x 14", 7"x 10") 


Pinch 


Points. 


Watch your hands. 








No. J6943 


S (3%" x 5", 10" x 


14", 7" x 10") 


A, F, P (10" x 14", 7" x 10") 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








CONFINED 


SPACE 


AUTHORIZED 
PERSONNEL ONLY 








io revanieocon Gag rent we 


No. J6915 
A, FPS (10"x 
14", 7"x 10") 


iin o) 


(o 


(o }) 


DIESEL FUEL 
NO SMOKING 
NO OPEN FLAMES 


imum 





ce} oxi Ror. ed nee ne mie 





No. J6921 
A, P (10"x 14", 7"x 10") 
S (10"x 14", 5" x 
1" ia X 10") 





ce} oO 


FLAMMABLE 


No. J6927 
A, F, P.(10"x 14", 7"x 10") 
S (10"x 14", 5" x 
T'" 7" X 10") 








3 3) 





HIGH VOLTAGE 
_ OVERHEAD 


° eee NN 











No. J6933 
A, P (10"x 14", 7"x 10") 
S (10"x 14", 5" x 
7',7"x 10") 
F (14" x 20") 


(o }) 





NO SMOKING, 
MATCHES OR 








OPEN LIGHTS 


iin nai 9) 


is} Ror. wetengein ae renti ~ 


No. J6939 

A, F,P(10"x 14", 14" 
x 20", 7"x 10") 

S (10" x 14", 14" x 20" 
5"x 7", 7" x 10") 


THIS EQUIPMENT 
STARTS AUTOMATICALLY 


iintnnam 











Cr" ore. 


No. J6944 
A, F, P (10" x 14", 7" x 10") 
S (10" x 14", 5"x 
ae 7" X 10") 


1919 





SAFETY 
Safety Signs 


Scan. Order. Done. 
Details on page A1. 





Information and Notice Signs 


Signs provide general information to provide guidance and direction. Available in (A) aluminum, 


(F) fiberglass, (P) plastic, and (S) self-adhesive polyester. 


AED 





No. 471798 
A (10"x 7") 





EMERGENCY 
EYE WASH 


STATION 


KEEP AREA CLEAR 











2 none omer MI 9) 


No. J6977 
5 (3° x5, 10°xX 14", 
5" X 7", 7" X 10") 
AF. P(10"x 14, 7° x10") 





ASSEMBLY 





EVACUATION 

















Seen eee Ii o) 





No. J9330 
A (14"x 20") 








No. J6986 
A, FS, P (10"x 
14", 7" x 10") 














acne I ar x UNL 9) 
No. J6988 

A, P (10"x 7", 14"x 10") 
F (10" x 7") 


al es 


ENOTICE} 


‘ordant ners indard 
1910.147. all equipm machines and 
processes shall be lot ak - out prior to 
oe 
Lockou ne cedures are posted in the 

rating al pei the main 

ergy st ca machine. 
ae u hav a estions about the 
lockout cedure a ee yol 
supervisor or the . fet cai ctor. 





This standard will be strictly enforced. 


O: mwietee — ii Mo 


No. J6996 
A (10" x 7", 10" x 14", 
14" x 10", 20" x 14") 
FP (10" x 7", 10" x 14", 14" 
X 10", 20" x 14", 7" x 10") 











S (10" x 7", 10" x 14", 14" x 10", 


20" x 14", 5" x 7", 7" x 10") 


Walaa 


NO 
_ TRESPASSING 


No. 473L17 
A (7"x 10") 





1920 GRAINGER. 














No. J6982 
S (3%"x 5", 10"x 14", 7"x 10") 
A, F, P.(10" x 14", 7" x 10") 














No. 465N80 
A(7"x5') 





EMERGENCY 
~_-EXITONLY 


esse | INNINNONN 








o 
No. J6981 

A, F.P.S (10"x 

14", 7"x 10") 





EYE WASH 





STATION 


No. J6983 
A, F,P(10"x 14", 7"x 10") 
S (10"x 14", 5"x 7", 7"x 10") 











[4 











Orn Be mers IHNEN 


No. J7049 


A, P (10" x7", 12" x 9", 14" x 10") 


S (10"x 7", 12"x 9", 
14"x 10", 7"x 5") 
F (12"x 9", 14" x 10") 

















Waa 








AUTHORIZED 
PERSONNEL 
ONLY_.. 
Oe tee iin ni) o) 
No. J6989 No. J6992 
A, P,S (10" x 14", 7° x 10") A, F (10" x 14", 7" x 10") 
F (7" x 10") P (10" x 14", 24" x 36", 7"x 10") 


S (10"x 14", 5"x 7", 7"x 10") 


Note: Signs are arranged alphabetically 


by header, and then by lower legend text. 





EMERGENCY 


FIRST AID 
STATION 








No. 471083 
A(7"x 10") 














meen cence HHT, 


No. J6984 

A, F,P(10"x 14", 7"x 10") 

S (10"x 14", 5"x 7", 7"x 10") 
(o 














(On RE ese Hinnnanii 


No. J6987 
A, F,P(10"x 7", 14" x 10") 
S (10"x 7", 14"x 
10", f X 5’) 





Walaa 


\° ei 


EMPLOYEES 
ONLY 








No. J6993 
A, F, P.(10"x 14", 7"x 10") 
S (10"x 14", 5"x 
1", 7" X 10") 





coe [WN 





(o 


EMERGENCY (aes 
SHOWER [iP ak 
AND 
EYE WASH 


DUCHA DE series 
EMERGENCIA 
Y PARA LAVAR 
LOS OJOS 








(0 a ta en | o) 


No. J6979 
A, P (10"x 7", 14" x 10") 


F (10"x 7", 14" x 10", 20" x 14") 
S (10"x 7", 14"x 10", 7"x5") 




















No. J7040 


A, P, S (10" x 14", 24" x 36", 7" x 10") 


F (10"x 14", 7" x 10") 





FIRE EXTINGUISHER 
INSIDE 





No. J6990 
A, P (10"x 14", 7"x 10") 
S (10"x 14", 5"x 
1", f X 10") 


INOTICE} 
FIRE LANE 


= iciah AT ALL TIMES 











seve TIN 





No. J6994 
A,FP.S(10"x 
14", 7"x 10") 














INOTICE| 








Waa 








NOTICE] 











KEEP NO NO 
THIS ——s" 
CLOSE _ADMITTANCE EXIT 
: sc een —_ 7) neem seen i © 7 ke aoe w= renee iI 
No. J6997 No. J6998 No. J6999 
A, F, P (10" x 14", 7" x 10°) A, F, P (10" x 14", 7" x 10") A, FP, S (10"x 
S (10" x 14", 5"x 7", 7"x 10") S (10"x 14", 5"x 14", 7" x10") 





SNOTICE! 
NO 
TRESPASSING 


VIVZET*) 
NO 
TRASPASE 








(0 a i en sen ii mn! °) 


No. J7002 
A, P (10" x 7", 14" x 10", 20" x 14°) 
F (10" x 7", 14" x 10") 
S i x7", 14° x 10", 
Q" X 14’, 7' X a) 


7", 7"x 10") 


SAFETY GLASSES 
REQUIRED 
BEYOND THIS POINT 





Walaa 








No. J7003 
P (10" x 14", 7" x 10") 
S (10"x 14", 5"x 

ie 7" X 10") 


A, F, 


WASH HANDS 
BEFORE 
eee TO WORK 





Walaa 








No. J7172 
P (10" x 14", 7"x 10") 
S (10"x 14", 5"x 

1" £E X 10") 


A, F, 


Find even MORE on Grainger.com® 


NOTICE 


WASH YOUR 
HANDS 


BEFORE LEAVING THIS ROOM 


LAVESE LAS 
MANOS 


ANTES DE SALIR DE ESTE CUARTO 
oe me iii 


eee fini 0 








Se meee 





No. K1131 
P (14" x 10") 














No. J6980 
A, F, P (10" x 14", 7" x 10") 
S (10! 140 x 
t xe) 














No. J6985 
A, FS, P (10"x 
14", 7"x 10") 





4 I 
y 


GLITZ 


Pon, 





No. J6991 
A, P (10"x 7", 14" x 10") 
S (10"x 7", 14"x 
10", cE X D) 


INOTICE| 


HEARING PROTECTION 
MUST BE WORN 
IN THIS AREA 
Pra cate 


HiT 9) 
No. J6995 
A(7"x 10") 














NOTICE] 


NO 
_ PARKING — 








No. J7000 
A, FPS (10"x 
14", 7"x 10") 


SAFETY 


shot 








No. J7004 
S (3%" x 5", 10" x 14" 
5" X Es 7" X 10") 

A, FP. (10"x 14", 7"x 10") 


1-800-GRAINGER (472-4643) 





SAFETY 
Safety Signs 


Find more Safety Sign Compliance and Material Type information on page 1918. 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


* iad 
Facility Safety Signs 


Signs indicate general rules related to health, first aid, medical equipment, sanitation, housekeeping, 
and safety. Available in (A) aluminum, (F) fiberglass, (P) plastic, and (S) self-adhesive polyester. 








Note: Signs are arranged alphabetically by 
header, and then by lower legend text. 






























































“AUTHORIZED | | Tomy Nopevensces 
- DANGER THIS PLACE 
PERSONNEL LASER LIGHT Db In cage of fire CLEAN ALLOWED 
ONLY ae |] PREIS vi paging AND SBBEREMy - ee 
No. J7005 No. J7006 No. J7007 No. J7008 No. J7009 No. J7010 No. J7011 
A, F, P (10" x 14", 7" x 10") A, FP, S (10"x A, F, P (10" x 7", 14"x 10") A, P (10"x 14", 7" x 10") ne ee x 14", 7' x 10") A, F, P (10" x 14", 7" x 10") A, P (10" x 14", 7" x 10") 
Ss (10"x 145° X 14", 7" x 10") S (10" x 7", 14" x FS (10"x 14", ay S (10" x 14" 5" xT, S (10" x 14", 5" x S (10" x 14", 5" x 
Fre ae 10" ) 10,7 X95) x 14", 7" x 10") URE xX 10" f.f 410) 7", 7" x 10") 
F(10"x 14", 7"x 7") 
fo ° 
= fo : 3) 
Ne NO Q No NO = NOTAN property 
SMOKING | SMOKING frees a || mrasarca || SMOMMC |] EXIT || comatt 
paella -swoxn FUMAR IN THIS AREA WITHIN _Feer TRESPASSING 
: = —. .— [Mi Lo _ ) oe Khoon e on oun (Mui 0} \o eet 0) LO tian iii o} bo ti io) le See fadeate iim © 
No. J7012 No. J7013 No. J7014 No. J7015 No. J7016 o. J7017 No. J7018 No. J7022 
A,P(10"x 14", 7°x 10") AE P(10'x 14", 14" A,P(10"x7",14"x A,P(10"x 14", 7"x 10) S(BY"X5', 10x14, A, P(10"x 14", 14 AFSP(10'x  A,EPS(10'x 14", 14"x 
F (10" x14 ") x 20", v' x 10') 10", 20" x 14" 7 X95") F (10" x 14", 14" x oe ae 7 X 10" x 20", 7" x 10") 14", 7" x 10") 2016 x 10".7° %.10") 
S (10" x 14", ax S (10° x 14" 14" x 20", F (10" x7", '14"x 20", 7° x10") A, F, P (10" x 14",7" X10") F(10"x 14", 14" x 20") 
Tat 210) ax? . 7'x Xx 10") 10", 20" x 14") S (10" x 14", 5" x S (10° x 14", 14" x 
S (10"x 7", 14° x 7', 7° x10") 20",5"x 7", 7x 10") 
10°, 20° x 14", 5 
Xx 31", 7"x5" ) 





[RESTRICTED B RESTRICTED SAFETY TI 
AREA (NTI FIRST 


AFET 


[RESTRICTED 
AREA 





RESTRICTED 
AREA 





SECURITY NOTICE PROPERTY IS 




































































AUTHORIZED DO NOT ENTER REPORT ALL ACCIDENTS WEAR 
EMPLOYEES AUTHORIZED sbdersetlte “KEEP OUT NO MATTER HOW SMALL So =o ‘ducrouc. 
ONLY PERSONNEL ONLY TO YOUR FOREMAN _GOGG LES © > EERE. 
(Oe eee lll — 0 Loe eee ito ) na | Ly) ween nee iy © Loe ae imi ©} lg limit) vom {MNT 7 
No. J7024 No. J7025 No. J7026 No. J7027 No. J7028 No. J7029 No. J7030 
A, F, P (10" x 14", 7"x 10") A, F, P(10"x 14", 7"x 10") A, F, P(10"x 14", 7"x 10") A, F, P (10" x 14", 7" x 10") A, F, A Ss (10" x A, F, P (10" x 14", 7" x 10") A, P (10" x 14", 14" 
S (10" x 14", 5" x S (10" x 14", 5" x S (10" x 14", 5" x S (10" x 14", 3" x 5", 14) "X 10") S (10" x 14", 5" x x 20", 7" x 10") 
i, f %W)} 7,7" x 10") rot XW) 9"x 7", 7" xX 10") 7", 7'X 10") F (10" x 14", 7" x 10") 
(10" x 14", 14" x 
20,5 X70 X10} 
a x 5 }) (o (o ° (o °) 
==>» THIS AREA { 
STC == SMOKING aan OD USED = WARNING 
ae DESIGNATED PERMITTED “~ SURVEILLANCE USE OF {etn 701 TAT OF CL OR 
==» TRESPASSERS WILL CELLULAR PHONES OTHER REPRODUCTIVE HARM MAY BE 
oe PREMISES ies ah a IN THIS AREA BE PROSECUTED SOT ALLOWED 0 IL aS | 
Ca Se ee ill ° = ik) lo - = ee linen o) Lo a Bee oem en emer iii 0 Lo aoe ito) Lo ox ~~ item 
No. J7031 No. J7032 No. J7033 No. J7034 No. 451N92 No. J7036 No. J7037 
A, P (10" x 14", 14" AEP UUs A, F, P (10" x A, F, P (10" x P (10" x 14") A, FP 0" x a x 14", 7" x 10") 
e207. 7 X10") 14", 7" Xx 10") 14", 7' x 10") 14", 7"x 10 14", 7" x 10 F (10° x 14') 
F (10" x 14", 7" x 10") S (10" x 14", 5 S (10" x 14", 5" x S (10" x 14", 5" x S (10" x 14", 5" x ae ne ,o x 
S (10" x 14", 14" x x 7", 7" x 10") Cis 10" ) 7',7'x10 fit X11 10") 


20", 5" x7", 7" xX 10") 


Fr eh mPa ae aT a a 
~~ 


SOCIAL ai: ostancing 


te 





| MAINTAIN 6ft. DISTANCE 








* eohiicen * ome wi AP reat om Play It Safe - Stay Healthy 
APPROVED No. 56JR55 No. 56JU61 No. 56JR65 No. 56JR70 
Adhesive-mount vinyl social distancing signs | | - =p 
provide instructions for maintaining a proper on, Mice. Me WHILE WAITING 
physical distance from others.  caeane enna anaes MAINTAIN 6 FT STAY 6ft. APART 
Note: More sizes and styles are available; go to . No. 56JU414 No. 56JU55 No. 56JR79 
grainger.com and search for Social Distancing Signs. 
No. 56JR58 
Background Item Background Item 
Legend Color H W_ Brand 0. Legend Color H W_ Brand 0. 
Always Maintain 6 ft. Working Distance Yellow 8in 8in GA  56JR62 Maintain 6 ft. Distance - Play It Safe-Stay Healthy Green 6in 24in GA  56JR/0 
Always Maintain 6 ft. Working Distance Yellow 17ini7in GA —56JR55 Notice Practice Social Distancing Blue/White 7in 10in GA  56JU11 
Attention; For the safety and health of our outa (lease efaintaln 6 ft. vistance - ene Way Blue 8in 8in GA  56JR58 
and employees; this facility practices social distancing; . . . afety First - Customers & Employees . . . 
6 ft.; Please maintain distance between yourself White 10in 7in Condor S6JU61 - Social Distancing White 10in 7in Condor 56JU79 
and others. We appreciate your cooperation! Social Distance Maintain 6 ft. White 7 in 10 in Condor 56JU55 
Maintain 6 ft. Distance Blue 4in 10in GA  56JR/77 Social Distance Maintain 6 ft. White 10in 7in Condor 56JU49 
Maintain 6 ft. Distance Green 4in 10in GA  56JR78 Social Distance Maintain 6 ft. White 141n 10in Condor 56JU52 
Maintain 6 ft. Distance Yellow 8in 8in GA  56JR65 While Waiting Stay 6 ft. Apart Blue 4in 10in GA  56JR79 
Maintain 6 ft. Distance - Play It Safe-Stay Healthy Blue 6in 24in GA  56JR69 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1921 





SAFETY 
Exit, Fire & Reflective Signs 


Scan. Order. Done. 
Details on page A1. 











Find more Safety Sign Compliance and Material Type information on page 1918. 


* 
Exit and Fire Signs Icorfdor| 


Signs provide critical safety and evacuation infor- 
mation. Photoluminescent signs help guide the 
way during power outages or in low-light condi- 
tions. 10+ hr. signs exceed ASTM E 2072-00 
standards. Signs are available in (A) Aluminum, 
(F) Fiberglass, (P) Plastic, and (S) Self-Adhesive 
Polyester. For more Glow-in-the-Dark options, 
visit Grainger.com®. 


Note: Signs are arranged alphabetically by header, and then 
by lower legend text. 








No. J7038 
PS (3.5"x 10", 5"x 14") 











No. J7039 
A, P,S (10"x 14", 7"x 10") 


No. J7040 
A, PS (10"x 14" 
24" x 36", 7" x 10") 

F (10"x 14", 7"x 10") 


No. J7042 
S, P (10"x 7", 14"x 10") 


a No. J7047 
bee nae A, PS (10°x7", 14"x 10’) 


PS (3.5"x 10", 5"x 14") 


(o 



















































fo ° 
FIRE DOOR No. J7053 
(a4 A, P.S (7"x 10") 
a pS FIRE EXIT | pao Ae. v 
cee He har ‘ No. J7045 No. J7052 i is fotx i No. J7049 No. J7050 
} SP(OX14, 7x10) APS (10x 14,7107) ALPS ae No. J7057_ AP (10x71 eid 
Bk i Xa) S (10' x7", 12"x9", x5", 18° x 4") 
14"x 10" 7" x5") A, P (14"x5", 18" x 4") 


F (12" x 9", 14" x 10") 





on 








©) fo 5\ 


“y LIILS, jl ad | 
LFIRE ; 
7 HOSE 
y) é 
4 / 
4 é 
L Grats f 


























No. K2114 No. J7051 No. J7054 No. J7055 No. K2119 No. J7056 No. J7058 
S (12" x 4", 14°x 4", 14" A, P,S (10"x 7", 14°x 10") A, PS (14° x 5", 24" x 4") A, P, S (10" x 14", S, P (10" x 14", 5" A, P, S (38%'" x A, P, S (3%" x 
X95", 18" x 4", 24" x 4") F (24" x 4") oxi, ? X10) x7", 7"xX 10") 10", 5" x 14") 10", 5" x 14") 
P (12"x 4", 14"x 
5", 18" x 4") 
A (18" x 4") 


( Aeeddededl 


CFIRE/ 


(Nenites 
bate 





TRASH 
ONLY 





OSHA Reflective Signs 






































Signs are made with engineer-grade reflec- No. J2683 No. J2687 No. J2709 No. J2680 No. J2698 
tive materials that heighten visibility and A (10"x 7", 14" x 10") A, S (7"x 10", 10° x 14") S (10" x7", 14" x 10") A, S (7"x 10", 10" x 14") A(7"x 10", 10" x 14") 
help reduce costly accidents, to create safer {4 ee ra : 4") 
work environments and reduce downtime. 
Aluminum signs exceed EPA procurement HOURS DO NOT DEPOSIT (Neyiiea 
aime for recycled Sa aieainiet 24 nov Savwcpiutnibi dnd NOTICE 
aa PRODUCTS IN TOILET AUTHORIZED 
aluminum content. USE CONTAINER PROVIDED PERSONNEL 
Signs are available in (A) Aluminum and (S) FOR THIS PURPOSE ONLY _ 
lf-Adhesive. 
palnulesive NO TRESPASSING No. J2706 No. J2697 No. J2693 
A(7"x 10", Ao'x14) A(7"x 10", 10" x 14") A(7"x 10", Aorx 14) 
No. J2708 No. J2679 SikT es Nip un ene. Sx. 
S (10"x 7", 14" x 10") A, S (10"x7", 14" x 10") 10", 10" da 10", 10" x 14") 10", 10" da) 
AVOID A FALL EMPLOYEES 
AREA IN FRONT OF 
Ps Sauereear ELECTRICAL 
fr PANEL 
USE NO ET CLEA 
KEPT CLEAR 
HANDRAILS SMOKING FOR 36 INCHES 
No. J2692 No. J2696 No. J2686 No. J2716 No. J2703 No. J2688 No. J2717 
A (10"x 7", 14" x 10") A(7"x 10", 10" x 14") A (10"x 7", 14" x 10") S (7"x 10", 10" x 14") A (10"x 7", 14"x 10") A,S(10"x7", 14"x 10") S (10"x 7", 14"x 10") 
S (7"x 5", 10" x S (5"x 7", 7'x S (7"x 5", 10" x S (7"x 5", 10" x 
7", 14" x 10") 10", 10" x 14") 7", 14" x 10") 7, 14" x 10") 
PLEASE 
yo hay ent 
0 7 ay Sy CDANGER> 
CONFINED SPACE \ K POR FAVOR ARC FLASH AND ELECTRIC 
AUTHORIZED fo TM AS TOMAS SHOCK HAZARD METER ROOM 
PERSONNEL ONLY RECYCLE cmonreeet ee ee NO STORAGE 
No. J2691 No. J2695 No. J2682 No. J2704 No. 24wY29 No. 34MTO9 
A(7"x 10", 10" x 14") A(7"x 10", 10" x 14") A, S (7"x 10", 10" x 14") A (10"x 7", 14"x 10") S (7"x 10") A (7"x 10") 


S (5" x 7", 7" X 10", 10" x 14°) 


1922 GRAINGER. 


TTT 


S (5"x 7", 7" x 10", 10" x 14") 


S (7° x5", 10" x 7", 14" x 10") 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” | _ __ SAFETY 
Find the Wi. Find Solutions. Find Great Prices. Glow-in-the-Dark Exit Signs & Light Stations 





. —_ tt 
Glow-in-the-Dark Exit Signs APPROVED 


= Meet UL 924 Standards 

Nontoxic, nonelectric, nonradioactive, and recyclable. ABS plastic construction with photoluminescent panel 
that glows for 50+ hours. Durable signs are explosionproof. LEED points qualified. 7"H letters. Include 
mounting bracket and self-sticking pop-out chevron arrows. Available in 50- or 100-ft. viewing distance. 











> CHOOSE: Item > CHOOSE: Item 
Color H W No. Color H W No. 
50-Ft. Viewing Distance Double-Sided 
Single-Sided Black, Green, Red 8%in 15%in D6992 
Black, Green, Red 8% in 15 %in D6991 White Frame with Green Outline, 3h | 3h j 
White Frame with Green Outline, ga; apap in eggs White Frame with Red Outline | ® In 19 %21n 6996 
White Frame with Red Outline : : Double-Sided, Metal 
Single-Sided, Metal Black, Green, Red, White 3" 15" E6711 
Green, Red, White 8 15: E6709 100-Ft. Viewing Distance 
Green, Red, White 8" 15" _—«E6710 Single-Sided 
Single-Sided, Printed Letters Black, Green, Red 8%in 15 %in D6993 
Green, Red 7%in 13in £6712 Double-Sided No. D6993 
Single-Sided, Letters with Bracket Black, Green, Red 8%in 15%in D6994 . 
Green, Red 7%in 13in £6713 
= = = i] 
Glow-in-the-Dark Exit Signs ts BRADY. 
> CHOOSE: ltem 
= Meet OSHA 29 CFR 1910 — alot 4 Ww No. 
Nonelectric, nontoxic, and nonradioactive. Framed Wall-Mounted Exit Signs 
Photoluminescent legend glows for 30 continuous White; Fed, Slver of 184. — POIs 
is Black, Green 8Y%in 15%in  D6986 
hours. Framed signs have 7"H letters, a colored Framed Single-Sided Exit Signs 
anodized steel enclosure, and plastic frame. Include Black, Green, Red, Silver, White 8s 15%"  D6987 
Framed Double-Sided Exit Signs 
mounting bracket. Frameless signs are printed on Green, Red, Silver, White 7 
vinyl film plastic and are visible from 50 ft. away. Frameless Exit Signs 
6"H letters. Self-sticking arrows included. LEED Red, Green 8% 15" _—~6989 
points qualified. eytra Bracket For Single-and Hosb essed eat Stans Gand Black 
Green —  4in  3DVvY8 No. D6986 
: ie wae SAFE 
Glow-in-the-Dark Exit Signs GLOW 
= Meet UL 924 Standards, except > CHOOSE: Item 4 ‘ 
G5731. G5735. and G5737 Description Color H W No. . —" 
em. Dare te Wall Mount / 1 = 
Designed for upscale interiors; the beveled front Exit 91%" 12540" _—«G5730 . 
: : Not An Exit Green, Red oi" 19%" GB731 
panel and polished aluminum back plate deliver a 5] = : sag , 82 32 | 
rich and elegant look. No electricity, batteries, or Ceiling Mount | 
maintenance needed. 50-ft. viewing distance and Exit with Left Arrow Q1Y%2" _141%0" _G5739 
LEED points qualified. Require 5 foot-candle of LED = ——Exitwith Right Green, Red giv,» tgisay 5740 | 
or fluorescent light. Suitable for high- or low-level T-Bar Mount P 
installation. Mounting hardware included. Ceiling Exit with Left Arrow Seas; 912" 141%" G5741 = = = * 
mount hardware brackets may be used for top, Fe reen, Red gy» 1454" G@B742 Green 
bottom, or side mounting. Wall Mount No. G5738 
Exit with Left Arrow QI" 141540" G5732 
> CHOOSE: Item Exit with Right Green, Red ; ' > CHOOSE: Item 
Description Color H Ww No. Arrow gaz! 14182! G5 733 Description Color H W No. 
Single-Sided, Non-Directional Single-Sided, Bi-Directional Double-Sided, Bi-Directional 
Ceiling Mount Ceiling Mount Surface Mount 
Exit Green Red —2122_12%2"__G5734 Exit with Arrows Green, Red 91%" 16%" G5743 Exit with Arrows Ginan peg 212 16%4'___G5745 
Not An Exit QI" 12542" _*G5735 T-Bar Mount Exit with Arrows 91%" 16%" ——«G5747 
T-Bar Mount Exit with Arrows Green, Red 9'%2" 16%" G5744 T-Bar Mount 
Exit Green Red —21a2 12%" G5736 Wall Mount Exit with Arrows groan peg 9142 16% G5746 
Not An Exit QI" 1252" _—*G5737 Exit with Arrows Green, Red 91%" 16%" —_G5738 Exit with Arrows 91%" 16%" —_—«G5748 
E Light St ti N CyALunMeE: 
mergency ig a ions Technologies 


Help provide dependable light during LightStation® Model 20—Heavy-duty molded plastic case. 
power outages. Designed to hold 10" 1 SnapLight® stick stored in a station is activated when the 





yellow SnapLight® light sticks that front cover is pulled open. Ideal for large common areas. 
glow for 4 hr. and are visible up to 1 fea 
mi. in fog or smoke. Photoluminescent Description H Ww D No. 
label on front cover helps to locate Light$tation® aaa - = nie 
. Hed, includes napLignts 2 8 16 
station. Wall mountable. Unfilled, Holds 4 SnapLights 1415" 356" 1548.‘ 9NNWS5 
. = a LightStation® Model 10 
LightStation® Models 4 and Filled, Includes 20 SnapLights 15" 1034’ 1548. ~~ SMILF9 
10—Blast- and fire-resistant case. All Unfilled, Holds 10 SnapLights 15" 10%" 1%e' 8A037 
SnapLight® sticks stored in a station LightStation” noe 20 sani 4° oN a ae Closed 
P . ed, includes napLights 4 2 
are activated when the front cover is Unfilled. Holds 20 SnapLights 14" 104" 44" @MLGO No. 8TECS 
pulled open. Ideal for small spaces. LightStation® Refills 
SnapLight™, Pkg. of 40 — = — 8VMD2 Open 
SnapLight™, Pkg. of 12 = = —~~8MLG1 No. SMMG9 No. 8TEC5 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1923 





SAFETY 
Safety Signs 





Recycled Safety Signs 


Available in (A) Aluminum, (P) Plastic, and (S) Self-Adhesive Polystyrene. Aluminum signs contain a minimum 90% recycled content, polystyrene has a 
minimum 70% recycled content. 


Notes: Signs are arranged alphabetically by header, and then by lower legend text. 


No. J7190 


A, S (10"x 14", 7"x 10") 


No. J7193 
A, S (10"x 14", 7"x 10") 


EMERGENCY 


EXIT ONLY 





No. J7179 


A, S (10"x 14", 7"x 10") 


NOTICE 


DO NOT ENTER 
AUTHORIZED 
PERSONNEL ONLY 


No. J7194 
A, S (10"x 14", 7"x 10") 


Ney ates 


No. J7185 
S, A (10" x 14", 7" x 10") 


No. J7186 
A, (10" x 14", 7"x 10") 


NOTICE 
ALL VISITORS 
MUST REGISTER 
AT OFFICE. 


No. 34JH97 
A (10"x 14") 


NOTICE 


WATCH 
YOUR STEP 


No. J7178 
A, S (10"x 14", 7"x 10") 


Recycled Danger Signs 


Danger signs indicate an immediate hazard capable of producing death or irreversible damage or injury. Available in three recycled materials: (A) 
Aluminum, (P) Plastic, or (S) Self-Adhesive Polystyrene. All products support LEED certification. Aluminum and plastic materials are UL-E validated as made 


No. J7173 
A, S (10"x 14", 7"x 10") 


EXI| 


No. J2682 
A, S (10" x 14", 7"x 10") 





NOTICE 


AUTHORIZED 
PERSONNEL 
ONLY _ 


No. J2693 
A (10"x 14", 7" x 10") 
S (10"x 14", 5" x 
q'" 7' X 10") 


No. J7197 
A, S (10"x 14", 7"x 10") 


from 70% (A) or 90% (P) postconsumer recycled content. 
Note: Signs are arranged alphabetically by header, and then by lower legend text. 





CDANGER > |} 

AREAIN FRONT OFTHIS | 
ELECTRICAL PANEL MUST BE i 
KEPT CLEAR FOR 36 INCHES. 

OSHA-NEC REGULATIONS 


——— 





No. 24WY18 
S (10" x 14") 





NO SMOKING OR 
OPEN FLAMES 


No. J7198 
A, S (10" x 14", 7"x 10") 


No. J7174 


A, S (10"x 14", 7"x 10") 


FIRE 
EXIT 


No. J7187 


PS, A(10" x 14", 7" x 10") 


NOTICE} 


DO NOT | 
BLOCK DOOR 


__=__| 





No. J7180 
A, S (10" x 14", 7"x 10") 


No. J7199 
A, S (10" x 14", 7"x 10") 


Scan. Order. Done. 
Details on page A1. 





No. J7204 
A, S (10"x 14", 7"x 10") 


KEEP CLOSED 


DO NOT BLOCK 


No. J7188 
P (10"x 14", 7" x 10") 
S, A (7"x 10") 


eye e= 


KEEP THIS 
AREA CLEAN 


No. J7181 
A, S (10"x 14", 7"x 10") 


No. J7175 
A, S (10"x 14", 7"x 10") 


No. J7176 


A, S (10"x 14", 7"x 10") 


NO 
SMOKING 


No. J2688 


A, S (10"x 7", 14" x 10") 


MleyileS 


KEEP THIS 
DOOR CLOSED 


No. J7182 
A, S (10"x 14", 7"x 10") 





No. J7184 


A, S (10"x 14", 7"x 10") 





AUTHORIZED PERSONNEL 


ONLY 


No. J2701 
A, S (10"x 14", 7"x 10") 





HIGH VOLTAGE 
KEEP OUT 


No. J2690 
S (10" x 14") 


1924 GRAINGER. 


ITT 





CONSTRUCTION 
KEEP ‘OUT. 


No. J7191 
A (10"x 14", 7"x 10") 
S (10" x 14") 





HOT 
EQUIPMENT 


No. J7200 
A, S (10"x 14", 7" x 10") 





DIESEL 


No. J7192 
A, S (10"x 14", 7"x 10") 





CDANGER > | 
LOCKOUT/TAGOUT | 


BEFORE 
SET-UP, MAINTENANCE 
SERVICE, OF FEPAIR 


moe 


No. J7201 
S (10" x 14", 7"x 10") 
P (7"x 10") 








Find even MORE on Grainger.com® 


CDANGER > | 





ELECTRICAL 
EQUIP! PME! NT 


PERSONNEL O ONLY 


No. J7195 
A, S (10"x 14") 





NO SMOKING, 
MATCHES 
OR OPEN FLAME 


No. J7202 
A, P (10"x 14", 7"x 10") 





No. J7177 
A, S (10"x 14", 7"x 10") 


NOT AN 
EXIT 


No. J7189 
P,S, A (10" x 14", 7" x 10") 


Moyles 
TRESPASSING. 


No. J7183 
A (10"x 14", 7"x 10") 


THIS EQUIPMENT 
STARTS 
AUTOMATICALLY 


No. J7205 
A, (10" x 14", 7"x 10") 








EYE PROTECTION 
REQUIRED 
BEYOND THIS POINT 


No. J7196 
A, P (10"x 14", 7"x 10") 





CDANGER > 


NOT A PEDESTRIAN 
WALKWAY FORK 
TRUCKS ONLY 


om 


No. J7203 
A (10"x 14") 
P (10"x 14", 7"x 10") 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SAFETY 
Hi-Visibility Signs 





* 
comfor| 


Hi-Visibility Dimensional Facility Safety Signs 


High-impact plastic signs have messages on both sides to help personnel and 


emergency responders quickly find the way out or locate equipment. V-shape 
Signs project at a 45° angle, L-shape signs at a 90° angle. Flanged edges have 
predrilled holes for mounting to walls and columns. 








AED AEp 























Y 





AED 








AED) 


Ny 





<S} 


=. 














i \ 
{3 \ 
I> 


ol 





Note: Signs are arranged alphabetically by legend text. 


| 
j 


ao 










































No. 480Y21 No. 480Y26 No. 480W40 No. 480W45 No. 480Y25 No. 480W44 
(6" x 8%") (6" x 8%") (8" x 8’) (8" x 8’) (6" x 8%') (8" x 8') 
|\F we = —_ 
— =. a f=, . I By ae a _ | = 
a ~ ia if : 4 4. sEMERGENey! & § é % 
© i a” =) 1 SHUT-OFF; at © ¥ || 
wl edule ‘ewash| | EYE Ove WASH} | EVE WAS! 
= a ae . 2 ae | a: | | 
- 
No. 480Y07 No. 480W26 No. 480266 No. 480X84 No. 48009 No. 48010 No. 480W28 
(6" x 8%") (8" x 8") (6" x 8%") (8" x 8') (6" x 8%") (12" x 14") (8" x 8") 
i } | 
oe | 
No. 480W29 No. 48015 No. 480W34 No. 480215 No. 480X33 No. 480235 No. 480X53 
(12" x 9’) (18'x 7%") (18" x 4") (6" x 8%") (8" x 8') (6" x 8%") (8" x 8') 
| <> 
No. 480219 No. 480X37 No. 480X58 No. 480240 No. 480221 No. 480X39 No. 480225 
(6" x 8%") (8" x 8') (12" x 9") (12" x 14") (12" x 14") (12" x 9") (18"x 7%") 
~ - - | A 
FIRST 
Ald 
No. 480226 No. 480X43 No. 480X44 No. 480Y33 No. 480W52 No. 480284 No. 480Y03 
(24" x 7%") (18"x 4") (24" x 4") (6" x 8%") (8" x 8') (6" x 8%') (8" x 8’) 
SS = ail P<>. a 
|B 3 4||\ 2 as 
a . a ee oe 
Sa) [tao || oo 
No. 480Y91 No. 480X10 No. 48020 No. 480W39 No. 480Y83 No. 480X02 No. 480Y86 
(6" x 8%") (8" x 8') (18° x 7%’) (18"x 4") (6" x 8%") (8" x 8") (8" x 18") 
= = =p oge Item 
Hi-Visibility meee sist H W No. 
= . REI ad e 
AED 10" BY," 460N42 
Dimensional Eye Wash 10 gi" 460N40 bel ¥ 
Signs Hand Wash Station 10" c 48494 : E 
3-Sided, Glow-in-the-Dark | Y 
First Aid 10" 17%" 460N49 3 E 
Projecting wall signs increase visibility Me Style rit tH = ap iia Ww W 
mergency Shut- 2 | 
of important information. Predrilled for Fire Blankel a ri AGOL76 A A 
easy mounting with included mount- Fire Extinguisher 6" 7% 460L40 3 S 
ing pads. 3-Sided signs offer 180° Restricted Area No Entry 6" 7%" 460L59 H H 
eine : "L" Style 
minimum 70% postconsumer recycled ~ Not An Exit 8" 8' 460M65 No. 460N40 No. 460L40 
content. Restrooms 8" 8" 460M60 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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SAFETY 


Braille & Restroom Signs 


AY 


ELEVATOR 


No. 486G62 





No. 483U09 


NO SMOKING 





No. 486G60 





No. 486G52 


* 
comfor| 


No. 486G58 


No. 486G73 


RESTROOM 





No. 483U16 


No. 486G80 


EMERGENCY EXIT 


ENTRANCE 


No. 486G53 





No. 486G84 


STAIRS 


No. 486G55 


No. 486G83 


Braille Identification Signs 


Rigid ABS plastic signs with Grade 2 braille characters comply with the 
Americans with Disabilities Act. Signs include double-faced mounting tape. 


Legend 
Elevator 
Elevator 
Emergency Exit 
Entrance with Wheelchair Symbol 
Entrance with Wheelchair Symbol 
Exit 
Exit 
Men 
Men with Wheelchair Symbol 
Men 
Men with Wheelchair Symbol 
Men with Wheelchair Symbol 
Men 
No Smoking 
Restroom 
Restroom with Wheelchair Symbol 
Restroom 
Restroom 
Stairway 
Stairway 
Wheelchair Symbol 
Women 
Women with Wheelchair Symbol 
Women 
Women with Wheelchair Symbol 
Women 
Women with Wheelchair Symbol 
Women 


1926 GRAINGER. 


ITT 





Legend/Background Item 
Color H W No. 

White/Black 8 8 486G61 
White/Brown 8 8 486G62 
White/Brown Zz 8 486G58 
White/Black 8 8 486653 
White/Brown 8 8 486G54 
White/Black Ph 8 483U09 
White/Brown 2 8" 486G57 
White/Brown 2 8" 486G67 
White/Black 8" 8 486673 
White/Black 8" 8" 486G76 
White/Brown 8" 8" 486681 
White/Blue 10" 11" 486684 
White/Blue 10" 11" 486G85 
White/Brown 8" 8 486G60 
White/Black Z 8 486G71 
White/Blue, White 12" 12" 483U15 
White/Blue, White 12" 12" 483U16 
White/Black 8 8 486G78 
White/Black 8 8 486G55 
White/Brown 8 8 486G56 
White/Black 6 6 486G52 
White/Brown 2" 8 486G70 
White/Black 8 8 486G74 
White/Black 8 8 486G77 
White/Brown 8 8 486G80 
White/Black 12" 12" 486G69 
White/Blue 13° 13° 486G82 
White/Blue 12" 12" 486G83 


Find even MORE on Grainger.com® 





Scan. Order. Done. 
Details on page A1. 


‘lf 


ALL GENDER 
RESTROOMS 


ALL GENDER 
RESTROOM 





No. 483U12 No. 486G66 


All Gender Restroom Signs 


Injection-molded, "-thick plastic construction with 12" 


GENDER NEUTRAL 





raised Grade 2 tactile Braille. Double-faced foam tape 


included for installation. Meet ADA. 


Legend/Background 
Legend Color 
All Gender Restroom White/Black 
All Gender Restroom White/Blue 
All Gender Restrooms White/Black 
All Gender Restrooms White/Blue 
Gender Neutral White/Black 
Gender Neutral White/Blue 


XH EVACUATION MAP 





No. 3UVK8 


Evacuation Map 


No. 
142543 
oe In Case of Fire DO NOT Use Elevators 
Use Stairways 

Description Brand 
Evacuation Map Holders with Clear Back 
Fits 8" x 11" Map Brady 
Fits 11" x 17" Map Brady 


Evacuation Map Holders with Photoluminescent Back 


Fits 8" x 11" Map Accuform 
Fits 82" x 11" Map Brady 
Fits 11" x 17" Map Accuform 
Fits 11" x 17" Map Brady 
Transparency Film Inserts 

For Map Holder No. 3UVK8 Accuform 
For Map Holder No. 3UVL4 Accuform 





No. 483U13 
” (Sitter 
Item 
H W No. 
9 6" 483U12 
9 6" 483U14 
| 6" 486G66 
3 6" 486G86 
8 8" 486G79 
8 8" 483U13 


rs BRADY. 


4 ACCUFORM. 


Evacuation 
Map Holders 


Holders accommodate 
custom evacuation maps, 
allowing building occupants 
to identify exit procedures in 
an emergency. Holders with 
photoluminescent back help 
ensure that maps are visible 
in any light. Use clear trans- 
parency film to self-print 
map inserts for Accuform 
holders. 


Mfr. Item Pkg. 
Model No. Qty. 
45381 142542 1 
102852 142546 1 
DTA202 3UVK8 1 
102851 142543 1 
DTA204 3UVL4 1 
102853 142545 1 
DTA213 3YVZ5 2 
DTA215 3UVL9 2 


- ‘€@> 


sesso 
Mounting Tape 


fs BRADY, G2sonrc=2) 


No. 3ZDU1 


MASTER MAGNETICS, INC. 


Double-sided tape mounts signs on irregular surfaces. White polyethylene foam 
with high-tack rubber adhesive. Magnetic tape is great for mounting signs and 


labels to a magnetically receptive surface. 


Description Brand 
Double-Sided 
Roll-Mounted Brady 
Roll-Mounted Brady 
Card-Mounted (4 Pcs. per Card) Brady 
Magnetic 


Adhesive-Backed 
Adhesive-Backed 
Adhesive-Backed 
Adhesive-Backed 
Adhesive-Backed 
Adhesive-Backed 


Master Magnetics 
Master Magnetics 
Master Magnetics 
Master Magnetics 
Master Magnetics 
Master Magnetics 


Item 
W L No. 
7 108 ft. 142539 
1 108 ft. 6E356 
34" 4Y," 51160 
VA" 50 ft. 3NJX1 
YA" 50 ft. 3ZDU1 
‘7 50 ft. 3NJX2 
1" 50 ft. 3NJX3 
2 50 ft. 3NJX4 
a 50 ft. SNJX5 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SAFETY 
Label Making Printers & Accessories 





Neo4 and VnM®@4 Label 
and Sign Printers 


Fast, easy-to-use, stand-alone label and sign makers with built-in 
templates help you produce a variety of informational, regulatory, 
standard, and custom compliant safety message signs. They need 
no computer to produce a wide variety of labels and signs. Expand 
your choices with No. 36UT94 computer-based VnM Label Direct 
Software, sold separately. A separate GHS Software Package is 
available as a free download from vnmsignmaker.com. 


Include four 25-ft. rolls of starter tapes and a black starter ink roll. 


Neo4 Label and Sign Printer—Creates shelf and floor labels 
quick and easy. Cost-effective thermal transfer printer prints and 
cuts 1" to 4"W signs, labels, and bar codes for facilities with 
low-to-medium usage requirements. Great for keeping safety 
compliant when printing OSHA/ANSI or 5S signs and labels. UL 
Listed. 





Find more Printers, Label Makers, and Accessories on pages 367 to 373. 


ing Cobra Systems, Inc. 


VnM®4 Desktop Label Maker—Fast and easy-to- 
use, PC-free thermal transfer printer prints 5" per 
sec. Prints 1" to 4"W safety labels on demand from 8 
standard templates, including HazCom, facility, pipe 
markers, and bar codes. Delivers fade-resistant labels 
and signs for GHS (Globally Harmonized System). Use 
alone or with a PC. UL Listed. 


VnM Label Direct PC Software—Design, print, 
and save your most-used labels with this Windows® 
computer software for the Neo4, VnM4, and VnaM8 
label and sign makers. Reinforce messages and your 
branding with important safety symbols and images. 
Use database connectivity to boost larger 
label runs. 







Neo4 Printer 
No. 36UU66 












Max. 
Operation Print Item VnM6¢4 Printer 
Description Requirement Speed Printer Display No. No. 36UT27 

Desktop Label Printer Kits 
Neo4 Printer PC Required 4.0 in./sec. None 36UU66 
VnM®@4 Printer Stand Alone or PC Printing 7.0 in./sec. LCD 36UT27 
VnM Label Direct PC Software 
For Neo4, VnM@4 and VnM®8 Printers _— — _— 36UT94 
VnM®@4 Accessories 
Travel Case — —_ — 36UT62 

> CHOOSE: Printer Series Item 

Color Compatability W L No. 

Neo4 and VnM@4 Printer Accessories 
1-Color Print Ribbon 
Black, Blue, Green, Red VnM4 4%32" —-984 Tt. J2296 
White VnM4 4¥32" 600 ft. 36UU10 
1-Color Print Ribbon for Reflective Tape 
White VnM4 4%32" —-984 Tt. 36UU11 
Vinyl Tape, Indoor/Outdoor 
Black, Blue, Brown, Clear, Green, Gray, Orange, Red, White, Yellow VnM4, Neo4 de 150 TL J2288 
Black, Blue, Brown, Clear, Green, Gray, Orange, Red, White, Yellow VnM4, Neo4 2" 150 ft. J2290 
Black, Blue, Brown, Clear, Green, Gray, Orange, Red, White, Yellow VnM4, Neo4 oa 150 ft. J2292 
Black, Blue, Brown, Clear, Green, Gray, Orange, Red, White, Yellow VnM4, Neo4 4" 150 TE. J2294 
Reflective Vinyl Tape, Indoor 
Black VnM4, Neo4 ch To tt: J1687 4-Color Print 
GHS Label Rolls Ribbon. Red 
White VnM4, Neo4 ey 45 ft. J5801 packs Heel GHS Label Roll 
White VnM4, Neo4 6  130ft. J5802 No. J2296 No. J5801 


(4 Cobra Systems, Inc. 


VnM Label Direct PC Software—Helps 
reinforce messages and your branding 
with important safety symbols and images. 
Design, print, and save your most-used 
labels with this Windows® computer soft- 
ware for the Neo4, VnM4, and VnM8 label 
and sign makers. Larger label runs get a 
boost from database connectivity. 


VnM°8 Desktop Sign Maker 


Create low-cost, 4" to 9"W, high-impact signs. Fast, easy-to- 
use, stand-alone sign maker has 8 built-in templates including 
arc flash, hazardous waste, pipe markers, ANSI signs, and text- 
only headers. No computer is needed. UL Listed. 

Use No. 36UT94 computer-based VnM Label Direct Software, 
sold separately, to expand your sign making capability. A sepa- 
rate GHS Software Package is available as a free download 
from vnmsignmaker.com. 














Max. 
Print Item 
Description Speed Printer Display No. 

Sign Maker 
VnM®@8 Printer 5.0 in./sec. LCD 36UT30 
VnM Label Direct PC Software 
For Neo4, VnM@4 and VnM®@8 Printers _ = 36UT94 

> CHOOSE: Item 

Color W L No. 
VnM®8 Printer Accessories 
1-Color Print Ribbon 
Black, White 6Y" 984 ft. J2310 
Black, White 82" 984 ft. J2309 No. 36UT30 
1-Color Print Ribbon for Reflective Tape 
White 6" 984 ft. 36UU14 
White 8" 984 ft. 36UU20 
Vinyl Tape, Indoor/Outdoor 
Black, Blue, Brown, Clear, Green, Gray, Orange, Red, White, Yellow 4" 150 ft. J2297 ee 
Black, Blue, Clear, Green, Gray, Orange, Red, White, Yellow 2) 150 ft. J2299 
Black, Blue, Brown, Clear, Green, Gray, Orange, Red, White, Yellow 6" 150 ft. J2301 
Black, Blue, Green, Gray, Orange, Red, White, Yellow 7' 150 ft. J2303 
Black, Blue, Clear, Green, Gray, Orange, Red, White, Yellow 8 150 ft. J2305 
Black, Blue, Brown, Clear, Green, Gray, Orange, Red, White, Yellow g" 150 ft. J2307 Indoor/Outdoor 
Reflective Vinyl Tape, Indoor Vinyl Tape 
Black, Blue, Green, Orange, Red, White, Yellow 4" 75 ft. J2298 ees 
Black, Red, White, Yellow 5" 75 fi. J2300 Tellow 
Red, White, Yellow 6' 75 ft. J2302 No. J2297 
Blue, Red, White, Yellow ri eLie J2304 
Red, White, Yellow 8" euie J2306 
Blue, Red, White, Yellow Q" fot. J2308 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1927 


Scan. Order. Done. 
Details on page A1. 
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Label Making Printers & Accessories 





res BRADY. 
BMP®41 and BMP®@51 Label Makers and Accessories 


= Large LCD display 
= QWERTY keyboard 
= Stand alone or optional PC connectivity 








Portable printers provide the versatility to create presized Size pee ne 
or continuous labels anywhere, anytime. Bluetooth®- Riibon Tape barge Assemblies 
enabled netword card works with Android®-powered 1 ao White on Clear 210189 
mobile devices and Brady mobile app for wireless printing ee x 5 ig _ wile on pack 7 Aro 
on the go. Built-in cutter and easy-to-load cartridges. AS —=aecon Orance Black on While, Slack on 
. ; Ya" x 25 ft. Yellow, Red on White, White on Black, White G5835 
BMP®41 Label Maker—Prints durable, 1"W die-cut or on Blue, White on Green, White on Red 
i i j 1" x 20 ft. White on Clear 29YJ69 
continuous labels on 10 different materials. smart cell VON Whit or Cheer >4U197 
BMP®51 technology for automatic label set-up. Built-in wizards, Black on Orange, Black on White, Black on 
No. symbols, bar codes, and serialization templates. Heavy- 1x20 ft. Yellow, Red on White, White on Black, White 4306 
; on Blue, White on Green, White on Red 
21U176 duty magnet accessory. Long-lasting rechargeable battery.  ~Self-Laminating Vinyl 
, Ya x 25 fi. Black on White 21U229 
BMP®51 Label Makers—Print labels up to 112"W on Ay x z ft Black on Wine 210230 
oe aX 20) Th: ack on White 
continuous and die-cut label materials. Large graphical Tir 05 tf Black on White >1U181 
display with backlight and on-screen indicators for parts, Frozen Surface Polyester . 
remaining material, and battery. Built-in labeling apps. Wels ane Black on White c1U 189 
Battery options for portability. x 16 fi. Black on White 210211 
; _— . - x 16 ft. Black on White 21U212 
Starter Kits—All kits include a BMP printer, Li-ion battery, _”%4 x 16 ft. Black on White 21U219 
hard USB cable. AC heard nok Tx 16 ft. Black on White 21U220 
ard case, cable, AC power supply, and a variety o Reflective Tape 7 
tapes, markers, and accessories to begin producing labels Yo x 29 Tt. Black on White, Black on Yellow G5836 
ded f licati Ya" X 20 Tt. Black on White, Black on Yellow G5837 
No. 21U189 needed tor your appication. Tx 25 ft. Black on White, Black on Yellow G5838 
wt i 14% 20 1. Black on White, Black on Yellow G5839 
I. em ; 
: Description Model No. MH wie aati Color 7 
BMP®41 Label Maker Ribbon/Label Cartridge Assemblies 
Printer with AC Adapter, Battery Pack, Brady CD, Cartridge, BMP41 20YJ26 Self-Laminating Vinyl 
Hard Case, Product CD, Quick Start Guide, USB Cable Yq" X Yor Black on White 12X344 
BMP®51 Label Makers THA x 2%" 80 Black on White 12X358 
Printer with AC Adaptor BMP51-KIT-AC 21U174 Heat-Shrink Polyolefin . 
Printer with Li-lon Battery, AC Adaptor, and Battery Charger BMP51 21U176 yee x rae, 8 Brack on wile are 
® i P XU. I 
SPIE A Label Maker Starter Kits BMPAT-KIT-EL Tye 1.015" x 0.439" 80 Black on White 12X389 
—— Frozen Surface Polyester 
BMP®51 Label Maker Starter Kits Vix (Ve 500 Black on White 91188 
Facility Identification BMP91-KIT-Gl 21U178 Chemical-Resistant Polyester 
Electrical BMP51-KIT-EL 21U177 ¥e" x 320 Black on White 21U207 
Lab Identification BMP51-KIT-LS 21U179 Yq" X ZB 320 Black on White 21U213 
Voice/Data Communications BMP51-KIT-VD 21U180 xh 280 Black on White 21U237 
BMP® 71 
No. 5UCU5 
, _ 
EE “eo 





Red 


—_— ra 


= : No. D9043 
> CHOOSE: Item 
Yellow Size Color No. 
No. D9044 Ribbon 
Resin Ribbon 
2" x 150 fi. Black 5UCT1 
res BRADY. Acrylic Ribbon 
2° x 150 TL Blue, Green, Magenta, Red, Yellow D9044 
1 : Whit L2 
BMP® 71 Label Makers and Accessories ees te SUC 
Portable printers feature single print color with built-in design wizards, automatic label formatting, Polypropylene, Indoor 
; , es ne 1" x 50 ft. White 5UCR8 
and large color display. Printers are compatible with LabelMark® and MarkWare® software, with over x 50 tt. 5UCTG 
400 label options and over 500 built-in symbols. Include 1 roll of white glossy polyester label tape Vinyl, Indoor/Outdoor 70082 
0.5"x 50 ft. Black, Blue, Brown, Clear, Gold, Gray, Green, 4 
No. 5WKG4, 1 black ribbon cartridge No. 5UCT1, media adapter, USB cable, rechargeable battery, and ix 50 ft. Light Blue, Orange, Pink, Purple. Red Sky D9043 
charger/AC adapter. 9" x 50 ft. Blue, Tan, White, Yellow, Yellow/Brown ~ 09045 
Mfr item Repositionable Vinyl, Indoor 
Description Model No 1"x 50 ft. White, Yellow D9051 
BMP® 74 Label Makers : Repositionable Vinyl, Indoor/Outdoor 
Printer with Hard Plastic Case BMP71 5UCU5 2X50 ft “| White, Yellow D9052 
Printer with Soft Nylon Case BMP71-SC 5UCUG Reffective Viny , Indoor/Outdoor uaa 
Printer with Quick Charger BMP71-QC 5UCU7 i us i Orange, White, Yellow 9047 
Printer with Soft Nylon Case and Quick Charger BMP71-SC-QC SUCU8 LE 
Accessories Glow-in-the-Dark Polyester, Indoor/Outdoor 
Cleaning Kit M71-CLEAN 5UCR3 Ux 75 ft. Phosphorescent 5UCP5 
USB Cable M-USB-103788 12X336 MH whe ace ini oe 
Label Roll Adapter For Use With HandiMark®, TLS2200® and BMP®61 Tapes M71-ADAPT-BK 52AZ37 TaWBIE p : 
Soft Nylon Case M71-SC SUCRI Polvester with Preprinted Heading "Caution" 
Hard Plastic Case M71-HC 5UCT9 olyestor with Freprinted Heading “Caution. SUCT? 
Spare Battery Pack M71-BATT sUCUO Polyester with Preprinted Heading "Notice" 
Quick Charger M71-QC 5UCU4 4" x 1.9" 100 White 5UCT3 
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SAFETY 
Benchtop Label/Sign Makers & Accessories 





Industrial Label/Sign 


Makers and Accessories 


Benchtop sign and label printers feature 

a smart chip that automatically sets up 
labels, eliminating calibration steps, 

and reducing label waste. Easy material 
changeover: drop in cartridge, lock it, and 
start typing. USB and Ethernet connectivity 
to Windows® computers. 5-yr. manufac- 
turer's warranty. 


BBP®30—Provides an ideal solution for 
single color printing applications like pipe 
marking and shelf/bin labeling. Uses easy- 
to-load tapes and labels; ribbon cartridges 
snap into place and can’t be installed 
incorrectly. Supports continuous and 
die-cut labels. Includes power cord, USB 
cable, quick-start guide, and cleaning kit. 


BBP®31—A large touch-screen display 
allows drag-and-drop moving and sizing. 
Use as a stand-alone unit or connected 
to a PC. Works with MarkWare software. 
Includes a template library of 266 "pick 


res BRADY. 


and print" signs and labels and 192 built- 
in graphics, with ability to import more 
graphics and fonts. 


BBP®33—Connects to a PC for setups. 
Select units include LabelMark™ labeling 
software for wire and data comm ID and 
ADM labeling; others include MarkWare 
software. 


BBP®35 and BBP®37 Printers—Fast 
multicolor printer/cutters produce highly 
noticeable and memorable signs and 
labels for a wide variety of safety, facility, 
and productivity uses. Intuitive operation is 
great for multiple users, centralized loca- 
tions, and Lean/5S events. They feature 
built-in label wizards, text formatting 
options, symbols, and special characters. 
Add multiple barcode symbologies, includ- 
ing QR, with the Brady Workstation app. 
BBP37 model adds an XY cutter for text 
and irregular shapes. 





BBP®30 
No. 48LT20 









BBP®31 
No. 6XGX4 









BE Pie 














Max. 
Tape Mfr. Item _ 
Description Width Model No. 
Printing Systems _ _ 
BBP®30 Printer 4" $3000 481120 . 
— BBP®31 Printer 4" $3100-W _6XGX4 Sh ; 
— BBP®33 Printer with Auto Cutter 4" 149552 21U483 . = [== 
BBP®33 Printer with Auto Cutter, LabelMark™5 , _ = 
Software and MarkWare® Software : 150643 21vea6 . 
BBP©35 Multicolor Printer with Auto Cutter 4" BBP35 A0AW42 _ 
— BBP®37 Multicolor Printer with XY Cutter and Auto Cutter 4" BBP37 40AW43 
> CHOOSE: Item 
Size Color No. 
1-Color Ribbon 
4.33" x 200 ft. Black, Blue, Green, Magenta, Orange, Red, White, Yellow G8802 
2-Color Ribbon, 8" Panels 
42%a" x 200 ft. Black/Blue, Black/Green, Black/Orange, Black/Red, Black/Yellow, Green/Red J2589 
_4-Color Ribbon, 8" Panels 
; Black/Red/Blue/Orange, Black/Red/Green/Blue, Black/ 
4?¥e4" x 200 Tt. Red/Vellow/Blue, Cyan/Magenta/Yellow/Black J2588 
Vinyl Tape, Indoor/Outdoor . BBP®33 
i Black, Blue, Brown, Clear, Gold, Gray, Green, No. 21U486 
2° x 100 ft. Grange, Purple, Red’ White, Yellow G8307 
‘ Black, Blue, Brown, Clear, Gold, Gray, Green, 
178° x 100 ft. Grange, Purple, Red’ White, Yellow G8308 
1 Black, Blue, Brown, Clear, Gold, Gray, Green, 
27x 100 ft Grange, Purple, Red’ White, Yellow G8309 
3 X100 Tt. White, Yellow G8311 
; Black, Blue, Brown, Clear, Gold, Gray, Green, 
a Grange, Purple, Red’ White, Yellow G8310 
Reflective Vinyl Tape, Indoor/Outdoor 
1%" x 50 ft. Orange, Silver, Yellow G8316 
_2¥4' x 50 ft. Orange, Silver, Yellow G8317 
4" x 50 ft. ; Orange, Silver, Yellow G8318 
Repositionable Vinyl Tape, Indoor/Outdoor a = 
Vo" x 100 ft. White, Yellow G8323 y 
1%" x 100 ft. White, Yellow G8324 Lt 
2%" x 100 Tt. White, Yellow G8325, te Ya 
4" x 100 ft. White, Yellow G8326 : DF, 
Glow-in-the-Dark Polyester Tape, Indoor 
1% x 50 fi. Photoluminescent 6XHC9 
— 2Y4 x 50 tt. Photoluminescent 6XHDO BBP®35 and BBP®37 
4" x 50 ft. Photoluminescent 6XHD1 Nos. 40AW42 and 40AW43 
High Performance Polyester Tape, Indoor/Outdoor — == 
i Black, Blue, Brown, Clear, Green, Light Blue, Orange, Pink, 
2x 100 ft. Purple, Red, Sky Blue, Tan, White, Yellow, Yallow/Brown G8312 
i Black, Blue, Brown, Clear, Green, Orange, Pink, Purple, 
eM Red, Sky Blue, Tan, White, Yellow, Yellow/Brown G8313 
1 Black, Blue, Brown, Clear, Gray, Green, Light Blue, Orange, Pink, 
2% x 100 ft. Purple, Red, Sky Blue, Tan: White, Yellow, Yellow/Brown G8314 
_3"x 100 ft. White 6UNE6 
i Black, Blue, Brown, Clear, Green, Orange, Pink, Purple, 
4° x 100 it. Red. Sky Blue, tan, White. Yellow, Yellow/3rown. G8315 
Polyester Tape For Cold Temperature Applications, Indoor/Outdoor 
1%" x 100 ft. White, Yellow _G8319 
2%" x 100 ft. White, Yellow G8320 
4" x 100 ft. White, Yellow G8321 
Magnetic Backed Polyester Tape, Indoor/Outdoor 4-Color Ribbon High Performance 
2%" x 25 tt. White 6XHA7 Black/Red/ Polyester Tape 
2" x 25 Kt. Yellow | 6XHA9 Blue/Orange Blue 
AY" x 25 tt. White, Yellow G8322 No. J2588 No. G8314 
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SAFETY 
Label Machines & Accessories 


Scan. Order. Done. 
Details on page A1. 














Blue 


No. D9056 
BBP®85 Printer 
No. 23MG27 
Black/Red/ 
Blue/Yellow 
a No. D9055 
i is Mfr. 
—— ‘ -_ Description Model 
BBP©85 Sign and Label Printer 
BBP©®85 Printer Only BBP85 
> CHOOSE: 
Size Color 
1-Color Ribbon 
er Black, Blue, Green, Red, White, Yellow 
e 2-Color Ribbon, 8" Panels 
— B i 6.25" x 200 ft. Black/Green, Black/Orange, Black/Red, Black/Yellow 
7 MH 8.8" x 200 ft. Black/Green, Black/Red 
BBP®85 Sign and Label Printer 2-Color Ribbon, 15" Panels 
: See 6.25" x 200 ft. Black/Blue, Black/Green, Black/Red 
The large-format printer features intuitive touch-screen controls to let almost 8.8" x 200 fi. Black/Blue, Black/Green, Black/Orange, Black/Red, Black/Yellow 
anyone create colorful, extra-large signs, labels, and warnings with minimal 4 bole ee 8" Panels SacI Sag HSE” ESSIEN 
‘ae : " " : X : ack/he ue/ureen, DIaCK/He ue/ Yellow 
training. It makes signs and labels from 4" to 10"W, and banners up to 16-ft. eee Black/Red/Blue/Green, Black/Red/Blue/ 
long. 5-yr. manufacturer's warranty. — Orange, Black/Red/Blue/Yellow 
The BBP85 can be used as a stand-alone printer, or connect it to a Windows® = AT TT ak ae 
i oa TT Black/Red/Blue/Green, Black/Red/Blue/Yellow 
PC with included USB cord and use the time-saving MarkWare®, MarkWare Lean 8.8" x 200 ft. 
Tools, or Brady Workstation software. MarkWare, available on Grainger.com®, vie Jape Indoor/Outdoor 
features preformatted label layouts, preworded hazard statements, approved 6" ; 50 Tt Black, Blue, Green, Orange, Red, White, Yellow 
GHS/CLP symbols, data import capability, and prompts to enter your data. 7' x50 ft. Blue, Green, Orange, Red, White, Yellow 
MarkWare Lean Tools—included with the BBP85 in all Kits on this page— fe aut Black, Blue, Green, Orange, Red, White, Yellow 
supports visual workplace implementations employing 5s, total productive — Polyester Tape, Indoor/Outdoor 
maintenance (TPM), standard work, or Kanban. Brady Workstation software is 4" x 50 ft. 
available as a free download from workstation.bradyid.com, along with purpose- S. : a f Clear, Orange, White, Yellow 
specific free and paid apps. Simply enter information in your selected Brady 10"x 50 ft 
Workstation app to produce compliant—or custom—signs and labels to printon —_ Reflective Polyester Tape, Indoor/Outdoor 
the BBP85. Some apps save data for reuse. Printer includes a cleaning kit, docu- 9 —4. X38 ft. _ 
: : ; : : f X30 IE Metallic Silver 
mentation CD, print driver CD, Quick-Start guide, USB cable, and power cable. 10" x 33 ft 
Mfr. 
Description Model 
BradyJet J5000 Printer 
BradyJet BradyJet J5000 Printer Only J5000 
J5000 Printer > CHOOSE: 
No. 52YC08 Description Color 
Printer Ink Pad 
3"W x 6'Hx8'D — 
Ink Cartridges 





res BRADY. 
BradyJet J5000 
Color Label Printer 


4-Color Ink Cartridge 
No. 52YC29 


1-Color Ink Cartridge 
4-Color Ink Cartridge 
Polyester Labels 
244" x 100 ft. 

4" x 100 ft. 

6" x 100 ft. 

8" x 100 ft. 
Vinyl Labels 

244" x 100 ft. 

4" x 100 ft. 

6" x 100 ft. 

8" x 100 ft. 
Polyester Label 
32564" X 2164" 

A1V30" x 26Y6q" 

6%a" x 4%a" 

8%6' xX 6%" 

10" x 7" 


Black, Cyan, Magenta, Yellow 
Black/Cyan/Magenta/Yellow 


White 


White 


White 


Industrial ink-jet printer creates high resolution, full-color labels at up to 4800 dpi print resolution. 
Also offers full-color photo reproduction and wide tonal range for printing high-impact color signs 
and labels. Features fast 6" per second print speed, full-color printing in a single pass, and large 
capacity ink cartridges. No. 52YC08 J5000 printer includes Quick-Start guide, auto cutter, product 
CD, and power cable. 
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Vinyl Label 
32%" X 21 Yea" 
A1V59" x 25V6q" 
664" x 4Y%6a" 
8/6" x 6%a" 
10x 


White 







Item 
No. 


23MG27 


Item 
No. 


D9056 
D9005 


D9006 
D9007 


D9008 
D9009 


D9055 
D9011 


D9012 
D9013 


D9018 
D9054 
D9019 
D9021 
D9022 


D9014 
D9015 
D9016 
D9017 


3HGE1 
1NK25 
1NK29 


Item 
No. 


52YC08 


Item 
No. 


92YC09 


J5803 
92YC29 


92YC10 
o2YC12 
o2YC14 
o2YC16 


o2YC11 
92YC13 
o2YC15 
o2YC17 


o2YC18 
92YC20 
52YC22 
92YC26 
92YC24 


92YC19 
92YC21 
92YC23 
o2YC27 
92YC25 
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Find the wy. Find Solutions. Find Great Prices. Prior Generation Printer Accessories 
Red 
. Xs No. D9031 
Green 
No. D9025 , 
Yellow 
No. D9027 


No. 130786 


MiniMark® Tape Cartridges tes BRADY. 
and Vinyl Tape 


Fresh supplies keep your MiniMark® printer on the job. Additional sizes, 
colors, and types are available at Grainger.com®; search for "MiniMark tape 
cartridges." 


atFPP Ady ion 


Blue 
No. FO285 














> CHOOSE: Item Pkg. 
Size Color No. Qty. | 
1-Color Ribbon Cartridge For General-Purpose Vinyl Tape } 
4.4" x 290 ft. Black, Blue, Green, Red, White D9025 2 
1-Color Ribbon Cartridge For Premium Vinyl! Tape 
4" x 290 ft. Black, White, Yellow D9029 2 
General-Purpose Vinyl! Tape, Indoor/Outdoor 
O.5° x00 TL Black, Blue, Clear, Green, Red, White, Yellow D9026 1 
1125" ¥ 110 ft. D9053 1 
2.20 X110 ft. Black, Blue, Green, Orange, Red, White, Yellow D9027 1 Yellow 
4" x 100 ft. D9028 1 No. F9024 
Premium Vinyl Tape, Indoor/Outdoor 
11Z5 x 100 Tt: Orange 130805 1 
1125" % 100 Ft. Red 13C804 1 No. 41F255 
1.125" x 100 ft. White 13C803 1 
1.125" x 100 ft. Yellow 13C802 1 
2.25' X 100 ft. Green 13C797 1 H iA. 
ONT whit rac | GlobalMark®2 Ribbon ts BRADY. 
2.25" X 100 ft. Yellow 13C793 1 + 
4" x 100 fi. Green 130789 and Label Cartridges 
4" x 100 ft. White 13C786 1 Suppl freshl factured to k GlobalMark®2 printer i : 
4x 100 ft Yellow 130785 1 uppiles are tresnly manufactured to Keep your GiodallMar printer in service. 
> CHOOSE: Item 
Description and Size Color No. 
Print Ribbons 
1-Color Black, Blue, Cyan, Green, Magenta, Orange, Red, White, Yellow D9031 
' Black/Blue, Black/Green, Black/Orange, Black/ 
2-Color, 8' Panels Red, Black Yellow, Red/Green ica 
; Black/Magenta/Cyan/Yellow, Black/Red/Blue/Green, 
4-Color, 8° Panels Black/Red/Blue/Orange, Black/Red/Blue/Vellow D9034 
Vinyl Tape, Indoor/Outdoor 
; Black, Blue, Brown, Clear, Gray, Green, 
0.5° x 100 ft. Drang, Purple. Bedi White. Yellow F0286 
: Black, Blue, Brown, Clear, Gray, Green, 
1.125" x 100 ff. Orange, Purple, Red, White, Yellow F0285 
: No. 1ANB4 ; Black, Blue, Brown, Clear, Gray, Green, Light Blue, 
ee 2.25° x 100 ft. Orange, Pink, Purple, Red. White, Yellow F0284 
No. 4EE47 3" x 100 ft. White, Yellow F9165 
i Black, Blue, Brown, Clear, Gray, Green, Light Blue, 
™ M ree 4°x 100 ft Grange, Pink, Purple, Red, White, Yellow F0283 
IDXPERT™” and LABXPERT' 5 BRADY. | scrscnomane wines 
Ta e Cartrid es and Labels 2.25" x 100 ft. White, Yellow F9024 
U G) 4" x 100 ft. White, Yellow F9025 
: : : a4! Polyester Tape, Outdoor 
Get the accessories you need to keep your printers working properly. Additional 595" x 100 TL Black, Blue. Clear. Green, Orange, Red, White. Yellow F0288 
sizes, colors, and types are available at Grainger.com®; search for "IDXPERT OR 4" x 100 ft. Black, Blue, Clear, Green, Orange, Red, White, Yellow F0287 
LABXPERT tape cartridges." Labels Item 
Legend Size Color per Roll No. 
> CHOOSE: Item Preprinted and Precut Blank Sign Headers 
Size Color No. Blank 24" x 3Y4" Yellow 270 41F242 
Tapes for IDXPERT™ and LABXPERT™ Blank DV" x 314" White 270 41F241 
Vinyl, Indoor/Outdoor Blank 4" x 6Y4' White 165 41F249 
0.5" x 30 ft. Black/Clear, Black/Orange, Black/White, F8477 Blank A" x 6%" Yellow 165 41F250 
1’ x30 ft. Black/Yellow, Red on White, White/ F8492 Caution DV" x 314" Black/Yellow 270 41F246 
1.5" x 30 ft. Blue, White/Green, White/Red F8493 Caution 4" x 6 Vs" Black/Yellow 165 41F254 
Labels Item Caution (Picto) 2Y4" x 34" Black/Yellow 270 41F245 
Size per Roll No. Caution (Picto) 4" x 6Y4' Black/Yellow 165 41F253 
Labels for IDXPERT™ and LABXPERT™ Danger 24" x34" __ Red/White/Black 270 41F244 
Nylon Cloth, Color Black on White, Indoor Use Danger 4" x 6%" Red/White/Black 165 41F252 
0.375" Dia. 300/Roll 4EE41 Danger (Picto) 2Y4" x 34" White/Red 270 41F243 
0.5" Dia. 300/Roll AEE42 Danger (Picto) A" x 6%" White/Red 165 41F251 
Ya x Vo" 275/Roll 4EE39 Notice 2Y4" x 34" White/Blue 270 41F248 
0.9 x 0.5" 250/Roll 4EE40 Notice 4" x 6%" White/Blue 165 41F256 
Polyester, Color Black on White, Indoor Use Warning (Picto) 2a" X 3 VA" Black/Orange 270 41F247 
0.9 x 0.9" 390/Roll 4EE47 Warning (Picto) A" x 6%" Black/Orange 165 41F255 
1.9: x0.25" 200/Roll 4EE46 Preprinted and Precut Safety Tags 
Labels for LABXPERT™ Blank 3Y4" x 53/4" White 100 41F240 
Nylon Goth, Color Black on White, Indoor Use s007Ri caNGE Caution (Picto) avexaye — Yelow/each 100 41F239 
Polyester, Color Black on White, Indoor Use Danger 34%" x 5%" ~~ Red/Black/White 100 41F238 
1x 2%' 150/Roll 4EE45 Danger (Picto) 3Y4" x 54" Red/White 100 41F237 
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SAFETY 
Pipe Markers 


Scan. Order. Done. |=: 
Details on page Al. 











White/Red 








> CHOOSE: Roll Item 
No. D3612 Color Size Brand No. 
Directional Flow Arrow Tape 
Black/Gray, Black/Green, Black/Orange, Black/White, Black/ , : 
Yellow Background Yellow, White/Blue, White/Brown, White/Green, White/Red | X90-ft. = Brady = 03612 
No. D3383 Black/Gray, Black/Green, Black/Orange, Black/ 4 ; 
White, White/Green, White/Red Fen  thoom:, BAN: 
= - = 7 FB Blue, Green, Red, Yellow 2'x94-ft. Harris Ind. £8343 
Self-Sticking Directional Flow [eS BRADY. Black/Gray, Black/Green, Black/Orange, Black/White, Black/ >" x 90-ft Brad 03613 
= = Yellow, White/Blue, White/Brown, White/Green, White/Red y 
Arrows and Pipe Banding Tape Niexe)]  _Black/eray, Black/Green 2"x 108-f._Incom D434 
on MANUFACTURING GROUP” Green, Red, White/Blue, Yellow 4"x 54-ft. Harris Ind. E8344 
Use directional flow arrows in combination with pipe Black/Green, Black/Orange, Black/White, Black/Yellow, 4" x 90-ft. Brady  D3614 
banding tape and worded legends. Made of high-perfor- White/Blue, White/Brown, White/Green, White/Red 
Black/Gray, Black/Green, Black/Orange, 4" x 108-ft aeons 04935 
mance vinyl. INDUSTRIES, INC. Black/White, White/Blue 
re sack r Pipe Banding Tape 
: arkers em Black, Blue, Brown, Gray, Green, Orange, i 
Background Color Size per Card Brand No. Purple, Red, White, Yellow : esis Brady 03615 
Arrow - Single Black, Blue, Brown, Gray, Green, Orange, ; 
Blue, Green, Red, Yellow Fits 1 to 2%" 0.D. 4 Brady 3383 Purple, Red, White, Yellow 2XS0t. Brady: 901 
Blue, Green, Red, Yellow Fits > 3° 0.D. 2 Brady D3449 Black, Blue, Brown, Gray, Green, Orange, 4" x 90-ft Brad 03617 
Blue, Green, Red, Yellow Fits > 6" O.D. 2 Brady D3528 Purple, Red, White, Yellow y 
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Snap-On and Strap-On Pipe Markers Help 


Identify Pipes in Almost Any Condition 


Grainger can help you effectively communicate the contents of pipes with 360° visibility. 
Coiled plastic snap-on markers and flat plastic strap-on markers with nylon straps may 
be applied to dirty, oily, greasy, or rough surfaces. Meet ANSI A13.1 Standards. For addi- 
tional pipe marking options, go to Grainger.com® and search for "Pipe Markers". 


Think Safety. Think Grainger.® 


Find even MORE on Grainger.com® 


(Shown with Directional Bada 
Flow Arrow Tape) 
7 H H 4 78 Description Markers per Card 
Self-Sticking Vinyl Pipe Markers tes BRADY. rece f 
; A : 7 Its 3 3" 
Meet ANSI A13.1 Standards when used with directional flow arrow tape, sold separately this page. Made of et tr ; 
durable indoor/outdoor vinyl. Fits > 8" 0.D. 1 
Fits < Fits %to | Fits 2% to Fits > Fits < Fits %to | Fits 2% to Fits > 
CHOOSE: %"0.D. | 2%"0.D. | 7%"0.D. 8"0.D. PCHOOSE: %"0.D. | 2%"0.D. | 7%"0.D.  8"0.D. 
Background Item Item Item Item Background Item Item Item Item 
Legend Color No. No. No. No. Legend Color No. No. No. No. 

; Blue, Green, Heating Water Return Green, Yellow | D3341 D3407 D3474 D3562 
alr volloys || “BSS. | OS872 || Bae. | Beez Heating Water Supply Green, Yellow | 03342 | D3408 | 3475 | D3563 
Air Supply Blue, White D3315 D3381 D3447 D3524 High Pressure Steam Green, Yellow | D3344 D3411 D3477 D3565 

Blue, Brown, Hot Water Green, Yellow | D3346 D3413 D3479 D3568 
Argon j-ateet_ 03607 | 03608 | 03609 | 03611 Hot Water Return Green, Yellow | 03348 -D3415 3482/3572 
bavi rown, hed, Hot Water Supply Green, Yellow | D3349 D3416 D3483 D3573 
panennone Yellow Eee | Meee | etee | Monee Hydraulic Oil Yellow 5GXE3 | 5GXE4 | 5GXE1 | 5GXE2 
Carbon Dioxide Gray OACAS | SACS = = Low Pressure Steam Green, Yellow | D3354 D3421 D3487 D3577 
Chilled Water Green 5ACL4 415/76 41575 6N627 Medical Air Blue, Yellow D3756 D3757 — — 
Chilled Water Return Green 5ACL5 6M493 6M492 6N204 Medical Vacuum Blue, White D37538 D3759 = = 
Chilled Water Supply Green SACL6 | 6M495 | 6M494 | GN205 Natural Gas Brown, Yellow | D3355 | D3422 | D3488 | 03578 
City Water Green 5ACN1 41578 415/77 6N628 Nitrogen Black 5ACA7 5ACC6 —= = 
Cold Water 7 aren SACN2 | 47580 | 415/79 | GN629 Nitrogen Blue,Green | D3356 | D3423 | D3489 | D3581 
Ai ue, Green, | 999 13392 D34 D3544 Nitrous Oxide Blue oACAS8 oACC7 = = 
POD Fesesaeil Yellow alee |e ee ee Nitrous Oxide Yellow 5ADK9 | 5ADLO. SADK7 _5ADK8 
yondensate vn cw mae mace eed Non-Potable Water Green, Yellow | D3604 — D3606 D3583 
W Blue, Green, 
Condensate Drain Green, Yellow | D3327 | D3394 | D3461 | D3548 Oxygen Yellow Peost || -Deaed. | -Deays | Deets 
Condensate Pump Discharge Brown D3326 — — = Potable Water Green, Yellow | D3359 D3426 D3493 D3587 
Condensate Return Green, Yellow D3328 D3395 D3462 D3549 Process Water Green 5ADP6 5ADP7 5ADP4 5ADP5 
Condenser Water Return Green 5ACR7 5ACR8 5ACRS5 JACR6 Propane Gas Brown, Yellow | D3361 D3427 D3494 D3588 
Condenser Water Supply Green oACT1 oACT2 oACRI oACTO Refrigerant Liquid Yellow 5ADT4 6N236 6M598 3G1Z8 
Domestic Cold Water Green 5ACV5 6M561 6560 6M634 Return Blue D3363 D3429 D3496 = 
Domestic Cold Water Supply Green 5ACV8 5ACV9 5ACV6 5ACV7 Return Green, Yellow | D3363 D3429 D3496 D3591 
Domestic Hot Water Green, Yellow | D3329 D3396 D3463 D3551 Sprinkler Fire Red 5ADW9 6M464 6M411 3G1Z9 
Domestic Hot Water Return Green, Yellow | D3331 D3397 D3464 D3552 Sprinkler Water Red 5ADX0 6M466 6M413 3GUA1 
Domestic Hot Water Supply Green, Yellow | D3332 D3398 D3465 D3553 Steam Green, Yellow | D3366 D3433 D3499 D3594 
Drain Green, Yellow | D3514 D3515 D3516 D3517 Steam Supply Green, Yellow | D3367 D3434 D3501 D3595 
Electric Traced Orange, Yellow, D3333 D3399 D3466 D3554 Storm Drain Green 5ADX6 6N228 47619 6N606 
Fire Auto Sprinklers Red 5ACZ4 6M419 6M363 — Blue, Green, 
Fire Protection Water Red 5ACZ5 | 6M465 | 6M412  6N6O9 Supply Yellow D3368 | (Dsd35 | (09502 | 03596 
Fuel Oil Yellow JADAO 6M441 6M385 6N614 Tower Water Return Green 5ADZ3 5ADZ4 5ADZ1 5ADZ2 
Gas Brown, Yellow | D3336 D3403 D3469 D3557 Tower Water Supply Green 5ADZ7 5ADZ8 5ADZ5 5ADZ6 
Glycol Yellow oADC2 dADC3 SADCO SADC1 Vacuum Green, Yellow | D3371 D3437 D3504 D3598 
Glycol Return Yellow 5ADCE 5ADC7 5ADC4 5ADC5 Vent Blue, Green D3372 D3438 D3505 D3599 
Glycol Supply Yellow 5ADDO 5ADD1 5ADC8 5ADC9 Vent Yellow — D3438 D3505 D3599 
Heating Return Green, Yellow | D3837 D3404 D3471 D3558 Waste Water Green, Yellow | D3374 D3441 D3507 D3602 
Heating Supply Green, Yellow | D3338 D3405 D3472 D3559 Water Green, Yellow | D3375 D3442 D3508 D3603 
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No. 23Y039 


No. 23Y065 


* 
SS BRADY.  LVirroves 
Die-Cut Number and Letter Sets 


Self-sticking vinyl adheres to any clean or dry surface indoors or outdoors. 
Nonreflective vinyl has permanent pressure-sensitive adhesive. Reflective vinyl 
provides high visibility. 


Letter Sets—Nos. 32MD89 and 35TA26 include 9 each of A-J, 8 each of K-T, 8 
each of U-Z, and A, B, C, and E. Nos. 23Y039 and 23Y057 include 130 letters: 5 
each of A-Z. No. 23Y048 includes 260 letters: 10 each of A-Z. 


Number Sets—Nos. 20TA82, 14R093, and 3XER4 include 250 numbers: 10 
each of 0-9. No. 14R094 includes 150 numbers: 6 each of 0-9. No. 20TC78 
includes 25 numbers: 25 of number 6. No. 32ME05 includes 32 of 0 (zero). 
No. 32MFO3 includes five of 0 (zero). 


Number and Letter Sets—Nos. 23Y039 and 23Y048 include 100 letters and 
numbers: 6 each of E; 5 each of A, R, and S; 4 each of L, P, and T; 3 each of F, G, 
H, 1, M, N, O, U, and W; 2 each of B, C, D, K, V, and Y; 2 each of numbers 0-9 and 
symbols $ and ¢; and 1 each of J, Q, X, and Z. No. 23Y065 includes 180 letters 
and numbers: 5 each of A-Z and 0-9. No. 20TC70 includes 20 each of A, E, |, 
L,N, O, R, S, T, and 0-9, 10 each of remaining letters, and 5 each of $, &, and 
punctuation. 


NONREFLECTIVE 
NONREFLECTIVE NUMBER AND 
LETTER SETS LETTER SETS NONREFLECTIVE NUMBER SETS 


BLACK ON BLACK ON BLACK | BLACK 


BLACK 0 
BLACK YELLOW, BLACK | YELLOW YELLOW |ON WHITE/ON SILVER 


Character Item Item Item Item Item Item Item 
H Brand No. No. No. No. No. No. No. 
¥e" Brady _ _ _ _ 32ME05 _ _— 
1" Brady — 32MD89 | 207TC70 | 20TA82 — 3XER4 | 20TC78 

16 ~~ Brady — 35TA26 — — — — — 
2 Brady _ _ _ _— 14R093 _ _ 
2'%6 ‘Brady — — — — 14R094 — — 
3%" Brady — — — — 32MFO3 — — 
6" GA 23Y039 — — a — _ _ 
REFLECTIVE 
LETTER SETS 
SILVER YELLOW 
GRAY ON BLACK Character Item 
Character Item Item Description Character H Brand No. 
Brand No. No. Aluminum 
; a a 23Y065 cue Blank Ye Brady 14038 
6 GA __| 23Y057 — not included) 







res BRADY. 
Die-Cut 
Numbers 
and Letters 


Matte-finish, pressure- 
sensitive vinyl with 
aggressive adhesive holds 
for years when applied 

to any clean, dry surface. 
Self-spacing, self-aligning, 
interlocking card sets with 
2"H or 3"H black characters 
include 20 each of A, E, |, L, 
N, O, R, S, and T. 10 each of 
remaining letters, 20 each of 
numerals 0 to 9, 5 each of 
$, &, and punctuation. Quik- 
Align® numbers and letters 
are designed for indoor or 
outdoor use. 


res BRADY. 
Card-Mounted 
Numbers and 


Letters 


Self-sticking, black-on- 
yellow vinyl is easily 
removable. %4"H x %6"W. 
32 characters per card. 25 
cards in kit. 


Nonreflective Number 
Set—Includes 4 each of 
numbers 0, 1, 2, 3, 4, 5, and 
2 each of numbers 6, 7, 8, 
and 9 on each card. 


Nonreflective Letter 
Set—Each card includes 1 
each of letters A to Z anda 
repeat of A to F. 


PREVENTIVE 
MAINTENANCE 


BY DATE 





NEXT CHECK DATE 


Nos. 8ATY9 


SAFETY 
Numbers, Letters & Labels 





rei 
No. 4T732 
Item 
Description No. 
Nonreflective Number and Letter Sets 
2'H Characters 41732 
3'H Characters 14R040 
Replacement Characters, Pkg. of 10 
CHOOSE: 0 thru 9 D4798 
> CHOOSE: A thru Z D4799 
Arrow 14R071 
14R069 
& 14R070 
Punctuation 14R072 
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No. 4T731 
Item 
Description No. 

Nonreflective Number and Letter Sets 
¥s'H Number Set 47731 
¥3"H Letter Set 41730 
Replacement Characters, 32 Per Card 
CHOOSE: 0 thru 9 D4796 
> CHOOSE: A thru Z D4797 


SI ee 


EXP. DATE 





No. 9M991 


and 8NAT6 





TESTED FOR 
ELECTRICAL SAFETY 


QA APPROVED CALIBRATION 


I.D. No. 





TESTED 











DATE INITIALS ne — a ae 
No. 5MZ81 No. 8AY04 No. 8AXZ7 
eS BRADY SRTPRRATNT CHO 
DATE INITIALS . . . 
Write-On No. 5MZ80 Self-Laminating Write-On 


Inspection Labels 


Labels are ideal for exposure to rough use, abrasion, or chemicals. A 
clear self-laminating film seals in markings by pencil, pen, or marker. 
Polyester with acrylic adhesive backing. %"H x 1%'"W. 350 per pkg., 
No. 8ATY9 has 225 per pkg. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Inspection Labels 


Use pen or marker on polyester BY 
material labels. Adhesive backed. 
1¥%2"L x ¥e"H; 364 per pkg. 


DATE 
DUE FOR CAL. 





No. 5MZ85 


1933 


SAFETY 
Hand Stamps 


Scan. Order. Done. 
Details on page A1. 





* GRAINGER 
APPROVED 


Steel Hand Stamps 


Use to permanently mark tools, components, 
nonmetals, and various metals. Character and 
size are indicated on the thumb side. Impressions 
are Gothic letters. For manual (tempered stamp- 
ing head) or mechanical use. 








Mo; 2eRN2 No. 20Y596 Letter sets contain 27 stamps: A to Z and an 
ampersand (&) symbol. Number sets include 9 
stamps: 0 to 8 with 6 also serving as a 9. 
Shank Size Shank Item Shank Size Shank Item : 
Description Square Length No. Description Square Length No. Combo sets contain a complete set of both letters 
General-Purpose Low Stress Full Character and numbers and are packed in a plastic case. 
¥' Combo Y' 25/6" 2CDX9 Ye" Numbers ye 25" 2CDY5 
aan ith oe en i ue # an zeuyh General-Purpose—For medium- and light-duty 
4" Combo gi a 8' Combo 8 4" 
se Gan 7a EV oCDY3 RTE r% 7 oCDY8 marking. Can be applied on soft and hard metals 
Heavy-Duty vhs" Letters Vp" a 2cpy7__—«*without heat treatment. 
Ys" Numbers Ae 21" 1F102 %' Combo Ai 3' 2CDY9 — 
%e Letters Ae 2%" 1103 ve" Numbers Wi q 2cpz4___Heavy-Duty—Designed for deeper marking in 
“ae Combo He ay at i ts asters ya 4" 2CDZ3__ industrial applications. Can be applied on soft and 
8" Numbers 16" a" ino Series : 
vs Letters he 2¥5" 3637 vs Letters Vs ay teci2___‘"ard metals without heat treatment. 
¥%' Combo he 21" 1F111 %' Numbers He 3%" 1EC15 : 2 _ 
46° Numbers Hs Dive’ 3W699 vs Letters A av" tec1g__ Premier Heavy-Duty—Feature larger shanks 
ie" Letters Y,i Vg 3W638 Low Stress Dot Design that require less force and create better impres- 
Ae Combo ie ohe : Ft iH Ht Letters i on zEDZS sions in industrial applications. Can be applied on 
4" Numbers 16" : 4" Numbers e : 
7 Letters Tg 3" 3W640 a Combo 7A 3 oCEA?_- Soft and hard metals without heat treatment. 
%' Combo Ae 3' 1F113 ¥3' Numbers AI 358" 2CEA3 . = 
48° Numbers He" 304 1F104 7 Letters if 3%" 2ceag LOW-Stress Full Character—Designed for bold 
¥;" Letters ei 31%, 1F105 4" Numbers A 4 9CEA5._— Characters and light marking on soft metals and 
Premier Heavy-Duty Yo" Letters fq 4" 2CEA4 nonmetals. 
32" Numbers bce 24" 1F106 Cr-V Steel Plate 
¥s2' Letters Ve" 294" 1F107 Ye' Combo Ya" 276" 20Y596 Rhino Series—Largest shanks create excellent 
¥32 Combo He 29, 1F114 ¥" Numbers i 25, 20Y590 
va’ Numbers Hi 2° 3641 se Numbers He oy" 2ovsg1 ‘Marks and require least force. Can be applied on 
V4" Letters val 93; 3W642 36" Letters wg! D3, 20584 .~+«- soft and hard metals without heat treatment. 
¥%' Combo ve 25, 1F115 %' Numbers ye 22V/0" 20Y592 . , 
¥e' Numbers Ae 25)" 3W643 va Letters % 9249" 20Y585  +Low-Stress Dot Design—Dot character design 
%e' Letters Ae 25/4" 3W644 %e' Combo Ai 254" 20597 _— iS Suitable for bold characters and light marking 
%e' Combo Te 29; 1F116 ¥3' Numbers Ai 21/6 20Y594 
va! Numbers A 3 3W645 6° Numbers fi 30" 2ovs95 0" SOft metals and nonmetals. 
v%' Letters Ai 3' 3W646 ¥" Letters He 392" 20Y588 2 Ral 
Ya" Combo ea 3" 1F117 Yo" Letters, Round Dotted ¥e" 4" 20Y501 Cr-V Steel Plate : Deliv er professional results 
¥" Numbers HA 354" 1F108 and durability. Can imprint metals up to Rockwell 
¥e' Letters ye 354" 1F109 C58 to C62 hardness. 
Pea wins No. 
Qe 18G326 
= Steel construction ws 
CH = Rockwell hardness: 50C f 
€ HANSON: No. 43Y643 Make permanent marks on 


durable materials, includ- ae 





Shank Item 
Steel Letter and Numbers Hand Stamps =| ingwoodand many metals. Description _square_L_No. 
; achine-vade 
Use with a handheld hammer to permanently mark tools, components, locks, Speer ilnnirotel ea lee Ve" Letters Viv 2% 186326 
and various metals. Impressions are Gothic letters. Character and size are indi- P Ae Numbers fo NBG327 
,; . ; Yie' Combo V4 2% 18G328 
cated on the thumb side. Each contains a complete set of letters and numbers, Machine-Made—Economical, ~3,,"(eitters Vj 934° 186329 
packed in a steel index box that can fit into tool boxes. general purpose stamps provide ae Muenbers a oie passe 
: "Combo Yq" : 
Standard are cost-effective stamps for general purpose use. deep, clear impressions. One 7 Lalters ae FEED 
Premier stamps have large, tempered shanks to help provide extra safety under | thumb groove. Letter sets 24 Numbers fof BSS 
' . : : ae : a period. Number sets contain a voi 5 
Reverse stamps provide raised markings on thin metal or forging dies, or in Ae’ Master 6 3 186275 
aaah 9 pieces: 0 to 8. Combo sets Yao" Master Y" a 186276 
embossing and mold applications. . eae ae 
. i contain 36 pieces: A to Z and “s' Do Not Copy 6 3 186277 
Low-Stress designs produce minimum stress on marked metal. Meet U.S. DOE 0t08 ¥%2" Do Not Copy Ai a 18G278 
Nuclear Energy Standard RDT F 7-3. “ie Do Not Duplicate 2" 3’ __186279 
Specialty—Locksmith-specific 32" Do Not Duplicate Ya 3% 18G280 
Impression Character Shank Size Shank Item Symbols 
Letter Type 4 Square L No. stamps each contain standard Vie" Vi’ ~——«18G267 
Ye" YQ 298" 21HT50 messaging identifying keys as 332" Ae 2%" 186268 
Vy" 373" 5/e" . : - Vo" 5/46" Yo" 
slandarg a + oe fayeeg Master," or instructing to "Do i ve oe eee 
Premier i H yj 43Y628 Not Copy" or "Do Not Duplicate". TA6' 3" 186271 
vj Ai a 43Y634 he Ai 3" 18G272 
ane: A yi 295 43v644___| Symbols—Heavy-duty set 9" Yo 3% 186273 
a a ey aayegs includes commonly used Ye 7 3%" 186274 
8 8 4 i i : Item 
Low Stress Round Face , Z i i i Ki a3V638 rie Hn ° Leis Hiestiiption No. 
; " g" 4" 4 +) ; ; ; ; Stamp Holder, Holds Shanks 
Low Stress Dot Design yi TA 3" 43Y640 and pound sign. Up to 7%" Square 18G259 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SAFETY 
Find the wi. Find Solutions. Find Great Prices. Stencils & Tag Accessories 





* 
Stencils SConE 


Easy-to-use stencils provide clear and legible warn- 
ings, precautions, and signs. Can be used with a 











Charact It 
variety of spray or brush-on paint. flestiiniian ‘a Age 
Brass Adjustable Numb d Lett 
BRASS ADJUSTABLE rass Adjustable Numbers and Le a 1F042 
Characters interlock by sliding adjacent grooves 13-Pc. Numbers i a 
together. Easy to disassemble. 7" >0Y511 
. Vf" 
13-Pc. Number Kits—Include: one each of 0 to 9, ie ee 
beginner and period characters, and plain ender. 15-Pe. Numbers 3" 20Y513 
‘ 4" 20Y514 
15-Pc. Number Kits—Include: one each of numbers 6" 90Y515 
0 to 9, two large spacers, one dash, and one period. i 20Y505 
1%" 20Y510 
33-Pc. Letter Kits—Include: one each of A to Z, é tH 
ampersand (&) symbol, beginner, comma, dash, gape icaters ra >0Y508 
period, period ender, and spacer. 6" 20Y509 
‘ 8" 1F045 
46-Pc. Number and Letter Kits—Include: one 10" OCEC2 
each of letters A to Z, numbers 0 to 9, comma, dash, a bets anes 
and ampersand (&). Also include two each of large om We 
spacers, small spacers, and periods. 46-Pc. Numbers and Letters 3" 20Y520 
' 6" 20Y521 
92-Pc. Number and Letter Kits—Include: four each 4" 20Y522 
of letter E; three each of A, I, N, 0, S; 1 of Q; two each - pasar 
of remaining letters and ampersand (&) symbol; three Be 2 
92-Pc. Numbers and Letters 2 GA231 
each of numbers 1 and 0; two each of 2 to 9. Also “mu 3" 6A232 
one each of beginner, comma, dash, period ender, and * pear 
plain ender; two periods; and three spacers. PVC Adjustable Numbers and Letters 
1" 20Y523 
Pvc ADJUSTABLE _ 138-Pc. Numbers and Letters Zz 20Y524 
Characters interlock by sliding adjacent grooves . a 20Y525 
i afety Legends 
together. Easy to disassemble. Arrow 30 o0Y539 
138-Pc. Number and Letter Kits—Letters include Caution 2M 1F125 * 
; : Danger 2% 1F124 
six each of A, E, R, and S; three each of all other Fire Extinguisher 5 1F130 
letters. Numbers include three each of 0 to 9. Also Flammable 2" 1F127_ * 
include three each of small spacers, larger spacers, No Parking aoe . 
periods, dash, dollar symbols ($), and ampersand No Smoking 5 1F121.* 
symbols (&). Warning 2V," 20Y538 
Watch Your Step 3. 20Y545 
SAFETY LEGENDS Parking Lot Legends and Symbols 
Flexible. PVC stencil tf cation’ Arrow (Curved) oT" 3W634 No. 3W635 
exible, stencils are precut for application to Arrow (Straight) 50" 3633 
numerous surfaces. Disabled 43" 3W635 , 
Fire Lane 12° 3W628 4 ) A | i hs 
PARKING LOT LEGENDS AND SYMBOLS Handicap Symbol 15%" 20Y542 j } 4 ; P| 
fae cat No Parking iz 3W626 AT | 
Flexible stencils are made of high-impact, chemical No Parking Symbol aA anY543 
resistant plastic. Reserved 13" 3W630 io aase 
Visitors 12" 3W631 . 
* Meet OSHA Regulation 1910. 145. 
W PaPAUGRAINGER V4 
APPROVED 2 
Handheld Type 9 gO, 


Holder and Steel 
Type Kits 


Make legible impression of a 
series of characters with one 
hammer blow. Use on a wide 





Key Ring cieseeeeeeetieneeeinenmemeeniamenisansenan e 





range of metal surfaces. 1" and al ial Pa 

346" holders have 15-character a 

capacity; %" holder has 12-char- eases oe” 

acter capacity. Letters/numbers/ * Spring Sleeve Nickel-Plated 

blank spaces must always equal CEE Key Ring Beaded Chain 

holder's full capacity. Each kit No. 1F101 No. 2YB23 

aL ices Tag Accessories Description No 

letters A to Z (2 each of A, E, R, 0, Key Rings, Pkg. of 25 

S, |, U, and T), numbers 0 to 9, a Key Rings—Designed for holding and 1 Ring 1F098 

dash, and 3 blank spaces. preventing loss of checks and tags. Nickel- pyri 1 

iain plated finish prevents rust. Sizes listed are om jes Lots Pkg. 3 

i pa Desettion oe inside dimensions. Beaded Chains, Pig. nf 100 <a 
36" Character Kit 1F119 Beaded Chains—Flexible chains close 45" Brass Plated 2YB24 
Ya" Character Kit 1F120 easily by hand. 6" Brass Plated 2YB25 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1935 


SAFETY 
Tags & Seals 


Scan. Order. Done. 
Details on page A1. 





GRAINGER 


HANSON APPROVED 


Since 1866 + Tools for Generations ™ 


* 
fs BRADY. seez-ZALL 
Blank Metal Tags 























No. 36UV50 No. 8CDJ4 Allow quick identification of most types of equipment, materials, and pipes. 
Simply stamp description directly onto tag. Steel hand stamp kits are available 
on page 1934. 
Hole Item Pkg. 
Shape Dia. Size No. Brand Qty. 
18-ga. Brass 
Round 1%2" V6" 36UV49 C.H. Hanson 100 
Round 1 Ae 36UV50 C.H. Hanson 100 
Octagon 144" _ 8CDJ4 C.H. Hanson 25 
Round 1y' Ae 15Y745 Brady 25 
Hole Item Pkg. 
No. 2CDX8 Shape H W Size No. Brand Oty. 
No. 15Y746 18-ga. Aluminum 
Rectangle 154" 345 — 3XEH2 See All Industries 100 
b -—. - 18-ga. Brass 
i BARS IA Wh CAS eae Oval i 17" a 2CDX8 GA 100 
fi Nets Rectangle 1" 3 Ye" 2CDX7 GA 100 
No. : Rectangle 1/6 a /32" 2CEA6 GA 100 
2CEA8 ~ Square 1%; Ty; Ye" 2CDX6 GA 100 
; Square 2" 2" Ye" 15Y746 Brady 25 
: 20-ga. Stainless Steel 
y ett Rectangle 1" 2 ¥" 36UV47 C.H. Hanson 100 
Rectangle 1%" 2. ¥ 2CEA8 100 
é| C.H. : 
; |HANSON No. 1F132 
* GRAINGER = 
APPROVED No. 20Y530 No. 2YB30 No. 2YB63 
A] | 
O Numbers 
tes BRADY. A 
No. Series W Brand Item No. 
Metal Number Tags 18-ga. Brass, Pkg. of 25 
. a ee 001 to 025 1" C.H. Hanson 3YYN4 
Provide quick identification for a 001 to 025 1 GA 456205 
wide range of items such as valves oe io os) 1 C.H. EE SXCR3 
1" di : nu 0 5" fan a 
SHOE) Sets te Old WIRY 051 to 075 1% Brady 20TD91 No. 1F246 (@ 
black filled numbers and %6" hole. 076 to 100 ih GA 20Y530 aa we 
Available only in unbroken series of 076 to 100 12%" Brady 20TD92 Time 
95 tans ’ 101 to 125 1%" GA 1F028 * GRAINGER “ 
gs. 126 to 150 1" Brady 207D84 APPROVED X 
Legend and Numbers 7 . ; 
cHWR Security Sealing Press, 
HTG PLBG (Cold HW Wane L S | Wi 
0 ater STM 
(Heating) (Plumbing)) GAS Water) ((Hot Water)) Return) | (Steam) ead ea S; and ire 
am to 025 ” GA 2YB26.| 2YB30 | 2YB46 = = = required. Slip wire through hole in lead seal disc and crush with 
001 to 025 Brady — = — J6399 — 357D55 | 351C61 hand press. Seal cannot be opened without detection. Lead seals 
026 to 050 GA 2YB27 2YB31 — — 2YB39 2YB43 |  — Yo" dj " 2 
096 to 050 Tn —s as a5TA52 = = his = are %" dia. No. 1F246 includes 10" long 2-ply wire. 

051 to 075 GA 2YB28 = — 2YB36 —- | = — Item 
076 to 100 GA 2YB29 2YB33 = 2YB37 2YB41 | — — Description No. 
20-ga. Stainless Steel, Pkg. of 25 Sealing Press 1F132 
001 to 025 GA 2YB50 2YB54 — 2YB62 — Lead Seals with Wire, Pkg. of 100 1F246 
026 to 050 GA — = — 2YB59 2YB63 2YB67 — Lead Seals, Pkg. of 100 2CEC4 
051 to 075 GA — 2YB56 _— — — 12" Stainless Steel Wire, Pkg. of 100 2CEC6 
076 to 100 GA _ _ _ 2YB61 _ _ _ Copper Coated 2-Ply Steel Wire, 1000' Spool 2CEC5 

. GRAINGER 
Plastic Number Tags J ACCUFORM. APPROVED suai 
Color-coded ABS plastic tags are clearly stamped with %2" numbers to give you a variety of identification 1 5 6 No. 
options. Top attachment hole is ¥s". 100-tag sets of sequential number series. H4150 
1e"dia. | 1%4"dia. | 1"Hx3"W 
> CHOOSE: > CHOOSE: Item ltem Item 
No. Series Color Combination Brand No. | No. No. 
001 to 100 Black/White Accuform 6KXPO | — — 
001 to 100 Green/White Accuform 6KXP3 — — 
001 to 100 Red/White Accuform 6KXP6 = ; 
001 to 100 White/Black Accuform 6KXP9 — — Green/White 
101 to 200 Red/White Accuform 6KXP7 — — No. H4273 
201 to 300, 101 to 200 Black/White, Green/White, Red/White GA _ H4147 — 
101 to 200, 201 to 300 Black/White, Green/White, Red/White GA — — H4150 
101 to 200, 201 to 300 Green/White, Red/White GA H4273 — — 
201 to 300 Red/White Accuform 6KXP8 — — 


1936 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 





1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the wh. Find Solutions. Find Great Prices. 


SAFETY 
Hazardous Material Identification 





Arc Flash Labels 


L_] Item Pkg. 
(O BRADY. Legend H W_ No. Qty. 


= Meet NEC labeling Adhesive vinyl labels stick 
requirements permanently to a variety of 
= Meet OSHA and NFPA 70E surfaces to warn of potential 


2015 Edition requirements arc flash hazard. 


Legend 
Polyester 
Danger Arc Flash Hazard Appropriate 
PPE Required, Text Only 
Danger Arc Flash Hazard Appropriate 
PPE Required with Pictogram 
(Bilingual) Danger Peligro Arc Flash Hazard 


Appropriate PPE Required Do Not Operate Controls 


or Open Covers Without Appropriate Personal 
Protection Equipment. Failure to Comply May 


Result In Injury or Death (Arc Flash Picto) Refer 


to NFPA 70E for Minimum PPE Requirements 


Equipment, Drum, and Cabinet Labels & BRADY. 


Legend 
Equipment Labels 
480 Volts 
Electrical Hazard 
Pinch Point 
Keep Hands Clear When Equipment is Running 
Permit-Required Confined Space Do Not Enter 
Hard Hat Required 
Lock-Out Point 
Drum Labels 
Contains Asbestos Fibers May Cause 
Cancer Causes Damage To Lungs Do not 
Breathe Dust Avoid Creating Dust 
Biohazard with Pictogram 
No More Than One Inch of Residue 
Remains on the Bottom of This Drum. 
Dum is Empty By EPA Standards. 
Last Contained Date 
Department___—_—sSignature_ 
Federal Laws Prohibit Improper Disposal If 
Found, Contact The Nearest Police or Public 
Safety Authority or The U.S. Environmental 
Protection Agency, Generator Information: 
a _etc. Handle With Care! 
Optional Information Shipper_ 











Address__—City, State, 

Zip Contents 

Used Oil 
Contents___——sAccumulation 
Start Date__———s Shipper 
Address__City,State,Zip_ 
Cabinet Labels 

Flammable Keep Fire Away 

Acid 

Base 


Spill Response Equipment 
Caution Corrosive 
Chemical Storage 
First Aid Supplies 


rs BRADY. 


H 


3tf" 
3%" 
3%" 


3A" 
3" 
3%" 


3" 
3" 


3%" 
3" 
3A" 
3%" 
3%" 
3%" 
3A" 


3" 
3%" 


3%" 


oI) 01/ 09] Sono] or 
=| “=| “=| SN)" =] 7 =] "= 


12" 
12" 
12. 
12" 
12" 
12" 
12" 


NFPA Placard System Kits 


Customizable placards identify potential hazards indoors 


or outdoors. Self-Sticking Vinyl Kits include 10 blank 


Item Pkg. 
W_ No. 


5" SRBS6 5 
5" SRBS4 5 


5" SRBS8 5 


SAH44 


SAP83 
1UW48 
1UW39 


3DVY9 
3DVZ1 
3DVZ2 
3DVZ4 
3DVZ5 
3DVZ6 
3DVZ8 


NFPA placards; Fiberglass Kit includes 1 placard. All kits 
include 10 characters of each: 0 to 4, W ("Use No Water" 
symbol), radiation symbol, OXY, ACID, COR, ALK. 


Character 
Description H 
Self-Sticking Vinyl 4" 
Self-Sticking Vinyl 6" 
Fiberglass 6" 


a4 ACCUFORM. 


NFPA Flip Placard Sign 


Printed aluminum flip panels display the 


proper NFPA hazard information required by 


the NFPA 704 Standard. Ideal for areas where 


hazardous materials or chemicals change. 


H W 


15" 15%" 6KXW7 


Item 


{UR98 
3RY80 
1UR99 





Qty. 





100 


50 


50 
100 
100 


SSS EE 9 LL LL Ld 











Warning Arc Flash Hazard Appropriate PPE Required A DAWN e] ER 
Do Not Operate Controls or Open Covers Without Arc Flash Hazard 
Appropriate Personal Protection Equipment. Failure 3%" 5" 5RB55 5 Appropriate PPE Required 
to Comply May Result In Injury or Death. Refer sel piciericteaile per 

to NFPA 70E for Minimum PPE Requirements Pit caiacaallaye: 
Warning Arc Flash Hazard Appropriate PPE 34)" 6" 5RB57 5 = 





Refer to NFPA 70E for minimum PPE requirements. 


Required with Pictogram, English/Spanish Text 
Warning Arc Flash Hazard. Appropriate PPE 
Required. Failure to Comply Can Result In 3%" 5" Q9GCT6 5 No. 5RB54 
Death or Injury. Refer to NFPPA 70 E 


EEBRADY. CATALOG NO. 99453 























Warning Arc Flash Hazard Appropriate PPE Required 3%" 5° 5SRBS53 5 

Vinyl 

Danger Arc Flash and Shock Hazard Appropriate PPE , aspera crs 

Required Flash Protection Boundary _..., Etc 4 6° SRB62 5 __poroerat PPE Required 

Warning Arc Flash and Shock Hazard Appropriate PPE 4" 6" 5RB61 5 Punto age 

Required Flash Protection Boundary swig ELC, Clmereenst Grea 

Warning Shock and Flash Hazard Flash Boundary i 

ae Stock ears er Hy; or A - i u : ae 2 SBBRADY. #99460 BRADYID.COM 972346 | DIIDID II AUT INT AA A 
arning Arc Flash and Shock Hazard Appropriate ‘ 

PPE Required Flash Hazard Category __..., Etc. oc ’ SRBS9 5 No. 5RB61 


Keep hands clear 
when equipment 











is running. 
No. 6RN66 No. 6RN82 
” sf VT 
SAUTION [afer 
PERMIT— REQUIRED < O U T CONTAINS ASBESTOS FIBERS 
SOOIGTCER ) p POINT perros 
DO NOT ENTER (PER dep ll 
































No. 1VC65 No. 4VK17 No. 1K945 
No. 5AH27 No. 1UW40 = NON-HAZARDOUS WASTE 

















UNIVERSAL No. 5AH44 No. 5AP83 
WASTE 
———— No. 3DVY9 No. 3DVZ1 


No. 1UW48 No. 1UW39 
ietiodigre 


SPILL RESPONSE [=> CAUTIO 
No. 3DVZ2 No. 3DVZ4 No. 3DVZ5 No. 3DVZ6 No. 3DVZ8 











ION 
_FQUIPMENT | foam 























res BRADY. 
Hazardous 
Material Placards 


Use placards to identify hazardous 
chemical containers and dedi- 
cated hazardous material storage 
areas. Die-cut numbers to mark 
the corners of placards are sold 
separately. 





Description/ Item Pkg. Description/ Item Pkg. 
Character No. Qty. Character No. Qty. 
Adhesive-Backed Vinyl Placards 4"H Die-Cut Numbers 
Use 2"H Numbers 2BC56 10 0 5AH22 10 
Use 4"H Numbers 3AC80 10 1 5AX79 10 
Fiberglass Placards 2 3AM10 10 
Use 4"H Numbers 5AZ67 1 3 5AX42 10 
Use 6"H Numbers 6G873 1 4 4AD85 10 
2"H Die-Cut Numbers 6"H Die-Cut Numbers 
0 41734 10 0 6DJ19 10 
1 41735 10 1 6DJ20 10 
2 41736 10 2 6DJ21 10 
3 41737 10 3 6DJ22 10 
4 41738 10 4 6DJ23 10 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1937 





SAFETY Scan. Order. Done. 
Safety & Maintenance Tags Details on page A1. 








LOCKED DO 
OUT NOT 
OPERATE 
DO NOT OPERATE 
only be removed By only be renurred by 
No. 2RMV1 No. 2RMV3 No. 2RMV5 No. 2RMV6 No. 4ZH21 No. 2RMV2 No. 3VAV9 No. 3VAV3 


C) O O {_ 
FIRE EXTINGUISHER MA cE SAFETY 
NOTICE 


TEMPORARILY soe Ns 

















OUT OF = 
USE a Et 
oa 7 vas | oy as | — 
No. 6U879 No. 2RMW1 No. 3AZ37 No. 2RMU7 No. 2RMU5 No. 2RMU8S No. 2RMU4 No. 2RMU9 











EQUIPMENT ID 


LOCATION ——_______ DO 
NOT 
OPERATE 


Do not 
remove PLACE 
this lock. It PHOTO 
is here to HERE 
protect my life. 


e O O O @, | : : re ar _f 
os a) a 
TEST RECORD INSPECTION TRY =) ow a (0), CLUTTD = . = a 


1.D. NO. 


PERMIT ENTRY 
CONFINED 








DATE BY 
—_= 
== a 
Sa 
= 
ft | 
= a 
= 
= as 
SE 
>= aa 





















































Name 





Dept. 


SE BRADY. SIGNMARK® DIV. CAT. NO. 86461 




















No. 5KR78 No. 1D710 No. 5KR79 No. 1AJ28 No. 48RU07 No. 48RU10 No. 48RU13 


@ ¢ 6¢ Oo 


CYLINDER 


— _ Senate EMPTY 


bi ere eas ENERGIZE | 


Ta tise ad a 


IN USE 
FULL 


DLT Bi AM we 
= 
ul 


oes 
————— candor 
= Sat L 





No. 48RU16 No. 48RU19 No. 1TAC7 No. 5EN2Z1 No. 32MJ43 No. 35RZ52 


* * 
Safety and Maintenance Tags SS BRADY. “TERNNc — [corior 


BRADY GA CONDOR BRADY GA CONDOR BRADY GA CONDOR BRADY GA CONDOR 
Pkg. Item Item Item Pkg. Item Item Item Pkg. Item Item Item Pkg. Item Item Item 
Qty. No. No. No. Qty. No. No. No. Qty. No. No. No. Qty. No. No. No. 
Cardstock, 53" x 3" with String Ties 25 51151 _ _ Polyester Laminate 5%4" x 3" with Nylon Ties 25 _ _ 48RU14 
100 4ZH18 2RMV1 — 25 61895 _ _ 25 51822 _ _ 100 _ _ 48RU15 
100 _ 4ZH20 _ 25 51155 _ _ 25 51823 _ _ 10 _ _ 48RU16 
100 _ 2RMV3 _ 25 51156 _ _ 25 51824 — — 25 — — 48RU17 
100 4ZH22 2RMV5 — 10 5KT90 _ _ 25 51825 _ _ 100 _ _ 48RU18 
100 — 4ZH23 — 25 4ZH28 2RMW1 — 10 — 5KR83 _ 10 _ _ 48RU19 
100 _ 2RMV6 _ 25 51158 _ _ 10 _ 5KR78 _ 25 _ _ 48RU20 
100 4ZH21 — — 25 — 3AZ37 — 25 1D710 — — 100 — — 48RU21 
100 4ZH19 2RMV2 _ 25 _ 2RMX5 _ 10 _ 5KR79 _ Cardstock Perforated 712" 
25 3VAV9 _ _ 25 _— 6U908 _— Polyester Self-Laminating 53" x 4" with String Ties 
Economy Polyester 5%" x 3" with Nylon Ties Jumbo Economy Polyester 7" x 3" with Nylon Ties 25 1TAC7 — — 
25 3VAV3 — — X 4" with Nylon Ties 10 1AJ28 _ _ Cardstock Laminate Perforated, 53" 
20 6U898 — — 10 _ 4ZH14 _ Polyethylene Plastic 5%" x x 3" with (100) String Fasteners 
25 51152 — — 10 — 2RMU6 — 31%" with Nylon Ties 100 — 5ENZ1 — 
Zo 51153 _ — 10 4ZH15 2RMU7 — 10 _ _ 48RU07 Cardstock Perforated 61" x 
20 6U879 — — 10 _ 4ZH13 _ 20 _ — 48RU08 31" with Wire Fasteners 
25 51150 — — 10 _ 2RMU5 — 100 _ _ 48RU09 100 _ 9HN35 — 
* i i ; 10 — 4ZH16 — 10 _ _ 48RU10 Cardstock, 54" x 274" 
Contains a clear adhesive overlaminate flap. 0 — oRMUS — 36 — — ASRU11 1000 39MJ43 — — 
10 4ZH12 2RMU4 — 100 _ — 48RU12 Tyvek, 594" x 274" 
10 4ZH17 2RMU9 — 10 _ _— 48RU13 1000 35RZ52 — — 
1938 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 
















SAFETY 
Specialty Tags & Lockout/Tagout 



















, Sr TRE: ° . NY 
- DO EMOVE y . 
EQUIPMENT This (SER —— tir TAGS I. 
LOCK-OUT 
MY LIFE IS = No. 8A953 a 
OW THE LINE! | | Operate oo = 
| bo READY me DONOT == 
<< Bi FOR USE i OPERATE —— 
No. 22A863 : (DANGER) (PELIGRO) (DANGER) ast = 
Padlock Sold | -_ —— 
siete: dak Danii a | RAN meV 4DMG1 3VAX4 3VCUG6 5ENY8 No. 3VAY4 





we. + 
ho Mad Pores Thee Lali I 


Specialty Tags 
Tags have two-sided printing except Loop 


Strap design. Tags with 4" hole accommo- 
date a standard padlock shackle. 


da ACCUFORM. 


rs BRADY. 


No. 4ENF4 





No. 3PDD8 










































































Item Pkg. 
AY = 3 IDESCO Safety Description Brand No. Qty. 
7 faster, -O> BRADY. i 15 mil. Plastic, 534" x 34" with 8" Self-Locking Tie Strap 
Do Not Operate Grainger Approved 4DMG1 10 
Padlock Identification Labels a a Poe Aceuform __AbWe2 0 
23 mil. Plastic, 514" x 31%" with 4" Loop Strap 
Padlock labels quickly identify padlocks that are being used for lockout/tagout. pander Nee ee 
They help send a clear message to workers when a machine is down for service Notice Accuform 3VAX9. 25 
or maintenance. No. 3PDD8 Includes labels in English, Spanish, and French. Do Not Operate Signed By__Date___ Phone _ Accuform 3VAX3___ 25 
Do Not Start Accuform 3VAX4 25 
Item Pkg. Out Of Service Grainger Approved 3VAX5 25 
Description H W Brand No. Qty. Do Not Enter Accuform SVAX6 —s.25 
Thermoplastic Body Padlock Labels Do Not Open Valve Accuform 3VAX2 20 
Photo ID with Name/Dept./My life is ' ‘ Blank Tag, White Color Accuform 3VAY1 25 
on the line! And Danger Header 2%" 1" MasterLock 4ENF4 = 6 Blank Tag, Yellow Color Accuform  3VAY2 25 
Photo ID with Name/ID and Danger Header 1%" ~~ =" Master Lock 22A863 6 Do Not Close This Valve Accuform 3VAX1 20 
Steel Body Padlock Labels Ye" Rigid Recycled Polycarbonate, 5’Ac" x 346" with 44" Hole 
Side 1: Danger Locked Out Do Not ay A" Do Not Operate Accuform 3VCU6 =. 25 
Remove/Side 2: Property of...Etc. oMeL aay pie 2 Do Not Open Valve Accuform 3VCU7 25 
Danger: Do Not Remove This Lock ¥4" 5 Brady 8A953 20 Do Not Close This Valve Accuform 3VCV2 25 
Danger: This Lock to Be Removed Only By a" 2 Brady 8A954 25 Danger (Blank) Accuform 3VCV3 25 
Danger: Equipment Locked Out YS Brady 8REK1 25 Adhesive Write-On Label for Polycarbonate Tags 
Shrink-to-Fit Padlock Sleeves Blank Accuform 3VCV4 = 100 
Danger: Locked Out/By/Dept/Phone, Blue Color 24" 1%" Idesco 20KK94_—s_25 .010 Laminated Perforated Polyester with (10) Nylon Ties 
Danger: Locked Out/By/Dept/Phone, Green Color 248" 12" Idesco — 20KK95_— 25 Full Cylinder Ready For Use Brady 5ENY8 10 
Danger: Locked Out/By/Dept/Phone, Red Color cae Wa Idesco 20KK97_ —s.25 Empty Cylinder Do Not Use Brady 5ENY9 10 
Danger: Locked Out/By/Dept/Phone, Yellow Color 1%" 1%" Idesco 20KK98_ 25 Cylinder Empty-In Use-Full Brady 5ENZO 10 
Nylon Body Padlock Labels Cardstock Laminate Perforated, 5%" x 3" with (100) String Fasteners 
Danger Locked Out/Do Not Remove/Property Of 1%’ 3" Brady 3PDD8 6 Cylinder Empty-In Use-Full Grainger Approved 5ENZ1 100 
Danger Do Not Remove This Lock/ ¥/! 5! Brady 61791 40 10 mil. Perforated Cardstock, 61" x 3" with 3" Hole 
This Lock Belongs To/Name/Dept. Do Not Operate Grainger Approved 3VAY4 250 
—_ Bony Farieck panels ; Danger (Blank) Accuform BVAY3 250 * 
Ide 1: Danger Locked Uut Do No "44 7/Q! * Includes 250 perforated tags on a single roll. 
Remove/Side 2: Property of...Etc. i us Brady 1svGso = 6 bal lly 2 : 
Photo ID with Name/ID and Danger Header 2%" 1%" Master Lock 4ENF5 6 ae 
tes BRADY. Icontdor| 4 ACCUFORM. 
. , TAG GENTER ali O O 
* : ‘Satcty Tag’ Bilingual 
cf Boo Safety Tags : sey) | /eemareg | NGHACER 
—— DO NOT . a I’ 
eT oTaty Tad # OPERATE M Two-sided tags have messaging In he iNO HACER Me, 
CUIPMPAT / . . . ‘ only be removed by: 
PENGRE Looms oy", English on one side and in Spanish | operate) | FUNCIONAR! | | sz: nomare 
. hal ue on the reverse, except Nos. 8XCV1, | atvierencredty No. 6T848 
ey 8CMR9, 9AC26, and 3WPG1 have “ee 
= English and Spanish on both sides. ; 
No. 4XR16 No. 3WPT7 No. 15Y695 No. 36D428 9 P No. 15Y636 
Legend Item Pkg. 
ZA G (English) H  W__ Brand No. ty. 
i] Cardstock with String Ties 
(O BRADY. f/ Do Not Operate This Lock/Tag May Only Be Removed By 5%" = 3 Brady SVAV4 = 25 
- Out Of Service/Fuera De Servicio (Front), a « Grainger 
Tag Holder. Stations. and Centers Out Of Service/Fuera De Servicio (Back) 5% 3" Approved S8XCV1 100 
J J Economy Polyester with Nylon Ties 
= Contents sold separatel Tag Genters—\Wall-mountable Do Not Operate This Lock/Tag May Only Be "9 
p Y; g Removed By (Striped Background) ov 8 Brady SVAU9 25 
except for No. 3WPT7 units feature 8 clear, flexible Do Not Operate This Lock/Tag May Only Be ay) me adv vide. os 
Tag Holder—Comes with mounting pockets. No. 36D428 has 8 hooks Removed By (Solid White Background) i Hany 
hardware. to hang tags. Constructed of Sree aeeadno ce aia Can lave ne 5% 3" Condor 437R11 25 
: high post-consumer recycled Do Not Start Men Working On This Machine/ — 
Tag Stations—No. 3WPT7 includes 25 materials No Encender Trabajando En Esta Maquina i I 
tags, tag holder, marking pen, and 2 hooks. Out Of Service/Fuera De Servicio (Front), n «Grainger 
. g fae me ie, P eae Out Of Service/Fuera De Servicio (Back) ov 3" Approved SCMRO 10 
ite i ures pockets lor tags, Heavy-Duty Polyester with Nylon Ties 
l€S, Pens, etc. Do Not Operate This Lock/Tag May Only ‘ : 
Be Removed By Name _ Date __ 5” 3 Brady 6784825 
ae Mtr. Item Do Not Operate This Lock/Tag May Only Be Removed By 512" 3" ~—s Brady —-15Y635 25 
Description H W D Brand Model No. Do Not Start This Machine/jno Ponga 7 4" Brad 9AC26 10 
Tag Holder En Marcha Esta Maquina! y 
Single Pocket 7%" AY," 1%" Brady TH2 4XR16 Vinyl 
Tag Stations Equipment Locked Out 5¥%4" 3" ~~ Brady 3WPU1 25 
Single Pocket Station 3" 10" = Brady TG978K 3WPT7 Do Not Operate This Tag And Lock To Be Removed 
10 Pocket Station 22" 16%" 2 V4" Brady 81773 15Y695 Only By Person Below/No Active Este Aviso O Candado 3" Z Brady 15Y640 1 
Tag Centers Solo Remuevido Por Persona Autorizada En Listado 
8 Pocket Center 159%" 2072 2" Brady TC8 3ZM60 Plastic with Metal Grommet 
8 Pocket Center ies 15" oe Zing 2670 36D428 Unsafe Do Not Use/Inseguro No Lo Use 9%" 3%" Accuform 3WPG1 5 
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SAFETY Scan. Order. Done. 
Right to Understand (Know) Labels & Tags Details on page A1. 





SUBSTANCE IDENTITY (Same as shown on MSDS) CHEMICAL NAME hi R 







ALA ©. Oa __z__ 
HEALTH a 4 _ 
sae No. 9TXM3 No. so eee 
— Severe 1 — Slight 8A206 


3 — Serious 0 — Minimal 


2 — Moderate & H CHEMICAL NAME 


& F COMMON NAME 
@R 3 BRADY. HARRIS 
cre : 

NFPA Write-On Labels 


steadied Self-adhesive labels feature color-coded National Fire Protection Association 
(NFPA) National Fire Rating diamonds; write in the correct information on each 





No. 3TL67 











C) label to identify hazard rating. 
chamcal ams ci Pan se sceeek cess Item Pkg. 
(CHECK OFF APPROPRIATE BOXES) Descri pti on H W Bra nd N 0 . Qty. 
HEALTH ROUTE OF ENTRY 
for od Eo ee Paper 
@ FLAMMABILITY aeeaet Blank 5 3 Brady 37L69 500 
oF Fa ORS @ REACTIVITY all ae Self-Laminate Paper, Permanent Adhesive, Polyester Laminate Flap 
= ots “ta () PROTECTIVE 32 Chemical/Owner/Date 1%" 213" Badger Tag & Label Corp 8PAY9 500 
28 tts ——e Ant ot prawns eNefoieal Nie 1%" 214" —s Badger Tag & Label Corp 8A206 500 
| £3 * ities feaicae™ Common Name/Mfr. : : oe P 
(REACTIVE) Vinyl 
No. 8AKAO pian uc ences Chemical Name/ | , 
Ase as Common Name/Mtr. a Harris Industries 8TPF1 720 
Bietoon Fmutacen Blank 5 a Brady 41771 50 
Bee eee Blank 5 - Brady 3TL70 500 
No. 8XZ05 
® INDUSTRIES, INC. 
HMIG Write-On Labels and Tags C2 
; ie a . ee FLAMMABLE LIQUID 
Use Hazardous Materials Identification Guide (HMIG) labels and tags to identify Q 
chemicals. 
Item Pkg. 
Description H W Brand No. Qty. 
Self-Adhesive Paper Labels 
7A" 7A" Brady OWYY7 750 No. 6R702 No. 6R694 
2 1M" Brady 3TL75 =§=©500 
Blank 2h ih" Brady 8ARM1 500 
3% 3% Brady 8AAR4 = 100 
oa a Brady 3TL67 ~=—5500 
5, Brady 8AAR6~ ~=100 
Chemical Name/Common ; i / 
Name/Manufacturer/Date 1%" 3% Brady 8NDC8 1000 FLAMMABLE GAS 
Self-Adhesive Vinyl Labels 
Blank 2". 1%" Brady 3TL76 = 500 
Self-Laminate Paper Labels 
Chemical Name/Manufacturer/Date 1%" 3°  BadgerTag&LabelCorp 9TXM3 500 
Chemical Name/Common ; : 
Name/Manufacturer eS. Pander lag ero ae ae) BRADY. No. 6R726 No. 6R696 
Chemical Name/Common ; 1 fr 
Name/Manufacturer/Date 12" 3% Brady gpT07 = 1000 7 
Self-Laminate Polyester Labels 7 7 7 
2 3M Brady sacs. 25 | Hazardous Material Shipping Labels 
Blank with PPE Index Legends a 5 Brady 9EZF1 25 ; as ; 
4 7" Brady 8UMN9 25 Diamond-shaped, self-sticking vinyl , a Htom 
Self-Adhesive Vinyl Labels = = aTlgs 500. | [Abels can be used on containers, Fae Lead 57RD 
an fa y . . 8 , 
Chemical Name/Manufacturer/Date 1" 3" Harris Industries 9RTD1 720. «| Vehicles, and dispensers containing NonflammableGas 24" 4" 6R694 
Vinyl Tags hazardous products. Labels withstand (Misc. Hazardous 4" 4" GR726 
Blank By" 3 Brad 8XZ05 25 ° Materials) 9 
i : ayy temps. down to -50°F. 500 labels per roll. Fa mmable Gas a 4" BRO9G 


HEALTH HAZARD FIRE HAZARD 
4 - Deadly lash Points 








CONTENTS 3 Extreme 4S Reo TaIE 
OL awa oe A BS 
a BRADY. 1 Ravardius 0 Winot brn Ra BRADY. 
: . “= (O> A 
Cabinet Contents Signs || | ile: | Masacdout 
Magnetic signs attach to any steel cabinet and a rch a - 
remove easily. Each sign has space to identify eee = | Information Placard 
up to six chemicals; includes room for hazard eee ere eee ee 
rating using HMIG or NFR system, chemical Graphically explains the National Fire Protection 


Association (NFPA) hazard identification coding 
system. Four mounting holes for quick installa- 
tion. Use indoors or outdoors. 


name, and quantity for each item stored inside. 
Measure 15"H x 12"W. 





Mfr. Item 
Description Model No. Item 
HMIG Rating Sign 99189 8AEC9 Material H W No. 
No. 8AAK2 NFR Hazard Rating Sign 30676 8AAK2 Fiberglass 14" 10' 3AC37 
1940 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SAFETY 
GHS Signs, Posters & Labels 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


















































Item @, “ 
Description H W Brand No. LABELMASTER’ W 
GHS Training Posters J. J Keller 
HazCom Pictogram Wall Chart 24" 36". = GHS Safety  10X329 j a4 ACCUFORM. ‘tise 
18" 24"  GHSSafety  10X328 
HazCom Labeling Poster 7 i 
24° 36°  GHSSafety  10X327 
‘abelicenents andi Simibols 11" 8%" LabelMaster  45H623 GHS Posters, Wallet 
17" 22" Accuform 38W961 
peel! oe Liaise ane Cards, and Handbooks 
poet Sanh symbols 11" 8%" LabelMaster 45H624 Posters and Wallet Cards— 
Pictogram Poster, English 20° 26’  JJ.Keller  4ovR98 Easily convey the pictograms nro Gauges 
een ee English and Spanish 20" 26" J.J. Keller 49VT01 and safety data sheet (SDS) ° 
raining Posters 
i{" 81%" LabelMaster  45H627 format for physical, health, and 
English 20" 28"  LabelMaster 45H625 environmental hazards required Safety Data Sheets (HCS 2012/GHS Format) 
Sanh ze ze oom eee by the HazCom Globally = Of 
panis abeliviaSter : 
GHS Laminated Plastic Wallet Cards Harmonized System (GHS). 
Workplace Safety, Pkg. of 25 242" = 3%" LabelMaster 45H629 = as _ 
Chemical/HAZMAT Training, Pkg. of50.4%%" 215" GHS Safety 10x331 4andbooks—Provide informa 
GHS Laminated Paper Wallet Cards tion to help your employees 
eas Pa a i danisaek 4V" 3%" J.J. Keller 21EX11 navigate HazCom 2012/GHS's 
aperback handnooks “ee . : 
English ai 5° JJ Keller  21Ex19 _“/assification and labeling No. 38W962 
Spanish 8Ys" 5%" J.J. Keller 21X14 ~—‘ Standards. No. 10X331 





rs BRADY. 


Ja ACCUFORM. 





Oo 








OOODS 


. Corrosion Environment Exclamation Exploding Flame Flame Over Gas Health Skull and 
GHS Pictogram Mark Bomb Circle Cylinder Hazard Crossbones 
Labels COATED PAPER COATED PAPER 
1820/Pk 1120/Pk OO/RolI 1820/Pk 1120/Pk s00/Roll 
g. g.| 5 0 g. g. 0 
Identify physical, health, and > CHOOSE: Item Item Item > CHOOSE: Item Item Item 
environmental hazards in accor- Legend No. No. No. Legend No. No. No. 
GHS Safety Flame 10X359 | 10X342 | 23J583 
dance with the HazCom Globally Corrosion 10X358 | 10X341 | 230582 Flame Over Circle 10X355 | 10X338 | 23/579 
Harmonized System (GHS) for Environment 10X363 | 10X346 = Gas Cylinder 10X356 | 10X339 | 23J580 
classifying chemical hazards and Exclamation Mark 10X361 | 10X344 | 23J585 Health Hazard 10X360 = 23J584 
nati Exploding Bomb 10X357 | 10X340 | 23581 Skull and Crossbones 10X362 | 10X345 | 23J586 
communicating health and safety COATED PAPER NTL 
information. 5/4" 1" 9 5/4" " 9" 
39/Card 16/Card 4/Card 39/Card 16/Card 4/Card 
> CHOOSE: Item Item Item Item Item Item 
Legend No. No. No. No. No. No. 
Brady 
Corrosion 39F457 39F475 39F493 39F448 39F466 39F484 
Environment 39F461 39F479 39F497 39F452 39F470 39F488 
Exclamation Mark 39F460 39F478 39F496 39F451 39F469 39F487 
Exploding Bomb 39F453 39F471 39F489 39F444 39F462 39F480 
Flame 39F454 39F472 39F490 39F445 39F463 39F481 
Flame Over Circle 39F455 39F473 39F491 39F446 39F464 39F482 
Gas Cylinder 39F456 39F474 39F492 39F447 39F465 39F483 
Health Hazard 39F459 39F477 39F495 39F450 39F468 39F486 
Skull and Crossbones 39F458 39F476 39F494 39F449 39F467 39F485 
COATED PAPER POLYESTER 
250/Roll 500/Roll 250/Roll 500/Roll 250/Roll 500/Roll 250/Roll 500/Roll 
> CHOOSE: Item Item Item Item Item Item Item Item 
Legend No. No. No. No. No. No. No. No. 
Accuform 
Corrosion 38W891 38W892 38W928 38W929 38W889 38W890 38W926 38W927 
Environment 38W908 38W909 38W944 38W945 38W906 38W907 38W942 38W943 
Exclamation Mark 38W904 38W905 38W940 38W941 38Ww902 38W903 38W938 38W939 
Exploding Bomb 38W887 38W888 38W924 38W925 38W885 38W886 38W922 38W923 
Flame 38W879 38W880 38W916 38W917 38W877 38W878 38W914 38W915 
Flame Over Circle 38W883 38W884 38w920 38W921 38W881 38W882 38W918 38W919 
Gas Cylinder 38W895 38W896 38W932 38W933 38W893 38W894 38W930 38W931 
Health Hazard 38W912 38W913 38W948 38W949 38W910 38W911 38W946 38W947 
Skull and Crossbones 38W899 38W901 38W936 38W937 38W897 38W898 38W934 38W935 
siGN, - 
<7 ip 
“Whee 
sD, 
ary a4 ACCUFORM. - 
Oo. 
GHS Signs 38w9o71 * ‘ 
; Item 
Safety data sheet locator signs comply Legend H W Brand No. 
with HazCom 2012/HazCom Globally ssid ” 
Harmonized System (GHS) standards, frrowsy 10°84" Lyle 46 0N37 . 
: p Pie. ede I dee 
except No. 38W971. Lyle Signs are eT oY 10° 8% Lyle. ~~ ABON3O : e : : 
made from recycled aluminum and L-Shaped (2-Sided) No. 460N30 : 3 
. " ‘ 4 4 4 
have LEED Accreditation, except SDS 8" 8" Lyle 484M20 SDS SDS 
No. 484M19. Accuform Sign® high- SDS Station 8 8" Lyle 48419 ; 8 
| a | V-Shaped (2-Sided) No. 484M20 ‘STATION: :STATION: 
impact plastic sign projects from the SDS a 174 Lyle AG0L61 : oa : : 
wall and is viewable from front and SDS Station nn AZ Lyle 460L62 Receerne Mertencare } Snnnettiatt 
sides; includes mounting hardware. SDS 8 18" _Accuform _38W971 No. 460L62 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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SAFETY Scan. Order. Done. 
Workplace Safety Information Centers Details on page A1. 










GHS/SDS Compliance Centers 


= Each includes 11" binder ZING Ja ACCUFORM. 


Keep your HazCom 2012/Globally Harmonized System (GHS) documents organized and accessible 

to employees with highly visible display and storage. SDS (safety data sheet), Right to Understand 
(Know), and other markings reinforce your training and compliance messages. GA Right to Understand 
Compliance Centers include 37 %'"L chain and mounting hardware. ZING® recycled models are made 
from min. 70% postconsumer recycled content. ACCUFORM® centers feature a wire rack with sign. 














No. 10X326 No. 38W976 
Item 
Material Description H W D Brand No. 
GHS Compliance Centers 
Fe Plastic Mounting Board Single 24" 18° AY," GHS Safety 10X326 
$05 TRAINING CENTER with Metal Pocket Double 36" 24" 4V," GHS Safety 10X325 
ier tli No. Right to Understand SDS Compliance Centers 
36D421 . __ Single 19% 138% 4% ZING 36D416 
Recycled Aluminum Board Single, Bilingual 19%" 13%" 49/4" ZING 36D419 
with Metal Pocket and Binder Double 234" 27%" 49/4" ZING 36D417 
Double, Bilingual 23 V4" 27%" 49/4" ZING 36D420 
Right to Understand/WHMIS/SDS Compliance Center 
Se adie Cone Single 20" 15" = Accuform  38W976 
Right to Understand SDS Training Centers 
Recycled Aluminum Board with Single 234" 27%" 49/4" ZING 36D418 
Metal Pocket and (10) Booklets Single, Bilingual 23 V4" 27%" 49," ZING 36D421 
SDS Information Centers 
Re et ee Single 1%" 11" 25/4" ZING 451106 
Se aa eitte coe Single 20" 15" 5) Accuform  38W959 
Plastic Mounting Board Single 24" 18" 4V" GHS Safety 23/576 
with Metal Pocket Double 36" 24" Ay," GHS Safety 23574 
SDS Storage Cabinets with Binder and 300 Sheets 
Recycled Stainless Steel Single 12" 14" a ZING 36D378 
Metal Single 14%" 14%" 5 GHS Safety 41G466 


No. 38W959 No. 36D378 


No. 
39F498 





No. 39F501 





|| Baa 
rs BRADY, — 22°25 *= 
Right to Understand (Know) Compliance 
Centers and Training Booklets 


Centers keep important documents easily accessible. No. 6G954 includes Hazard 
Awareness Chart with capacity to hold one binder. Nos. 39F498 and 39F499 include a 1" 








No. 36D427 binder. 
No. 5RB49 ttem 
Material Description H W D No. 
ra 7 Right to Understand Compliance Centers 
rO->4 BRADY. ZING : Clear Acrylic Holder Single 14/," 12" 2" 6G954 
Single 20" 14" 45" 39F498 
= = PVC Coated Wire Rack TF 
Single, Bilingual 20" 14" 4.5" 39F499 
SDS Binders and Binder Holder Right to Understand Training Booklets 
re English, Pkg. of 10 BY" 53," — 51282 
Binders keep safety data sheets (SDSs) protected and ready avail Paperbak Spanish, Pkg, of 10 Bi" 534! — 3765 
able to employees as a complement to training. Capacity: 1% English, Pkg. of 15 z iz 12" 39F907 
binders hold up to 300 sheets, 2%" up to 500, 3" up to 600. 
if SS BRADY. 
Description Brand No. STANDARD Pe) ® 

SDS Binders 
1 (Yellow) with Chain Brady 39F501 OP ena SOP, Emergency, and 
TVs" (Red) ZING 36D422 * = 
1" (White) with A to Z Dividers GHS Safety 10X32 PROCE OSHA Information Genters 
2%" (Red) ZING 360423 * 

3" (Yellow) with Chain Brady 39F502 Each includes a binder with coated wire holder. 

s ed) ware TO aaah 5 soni24 i i Nos. 3LY54 and 5RE38 feature polystyrene board and 

ite) wi 0 Z Dividers afe VAL : : ; 

SDS Binders, Bilingual a1 /2 attachable chain. Mounting hardware included. 
V8 (Yellow) with Chain Brady 39F503__ Kit No. 3LY53 is complete with one pad each of OSHA 
ee ‘Reh on ae ; i | i 300A, 300E, and 3001E forms; poster board; and 
3" (Yellow) with Chain Brady 39F504 ! j . notice and V-style information signs. 

3" (Red ZING 360427 * item 

Binder Holder and Sheet Protectors Description No 
Basket Binder Holder (Yellow), 9"H x 14'W x 414'D Brady 5RB49 ‘ SOP Center 3LV54 
Sheet Protectors, Pkg. 10 Brady 9NU32 No. 3LY54 Emergency Procedures Center 5RE3S 

. OSHA Record-Keeping Center 3LY53 


* Made from 100% post-consumer recycled content. 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SAFETY 
Safety Training Programs 





Safety and Regulatory Compliance Training 


DVD kits include DVD program, employee quiz, train- 
ing certificate, 5 posters, and 30 employee booklets. 
DVD programs are packaged in a 3-ring binder with 
instructor's guide, DVD, reproducible scheduling 

and attendance forms, employee quiz, and training 
certificate. 


General Safety—Provides materials needed to 
promote and conduct a complete safety meeting. 


OSHA and DOT Compliance—Provides materi- 
als facilities need to comply with OSHA and DOT 
regulations. 


DVD 
DVD KITS PROGRAMS 


Item Item 
Description No. No. 

General Safety 

Accident Investigation 6GWF9 6GWJ1 
Back Safety 3YKW4 3YLE1 
Compressed Gas Cylinders _ 3YLE3 
Crane Safety 6GWG3 6GWJ5 
Driving Safety 3YKX1 3YLE5 
Drug and Alcohol Abuse 

for eiplovecs SYKX4 SYLE7 
Electrical Safety _— 3YLF2 
Eye Safety 3YKZ1 3YLF8 
Fall Protection 3YKZ4 3YLG1 
Industrial Fire Prevention 3YKZ7 3YLG3 
Fire Prevention in Healthcare Facilities _ 6GWJ7 
Fire Extinguishers 6GWH3 6GWK5 
First Aid — 3YLG7 
Hand and Power Tool Safety 3YLA4 3YLG9 
Hand, Wrist and Finger Safety 3YLA6 3YLH2 
Dealing with Hazardous Spills 6GWG4 6GWJ6 
Hazardous Materials Labels 6GWG7 6GWJ9 
Heat Stress 3YLA8 3YLH4 
Industrial Ergonomics 3YKY4 3YLF4 
Ladder Safety 3YLC1 3YLH6 
Machine Guard Safety 6GWG8 6GWKO 
Material Handling Safety 3YLC3 3YLH8 


Safety Training DVDs 


Videos with computer graphics include a link to 
download printable tests and leader guides for 
training and compliance. 


Item 

Description Brand No. 
Back Care CLMI 8NM33 
Confined Space Entry CLMI 9CT44 
DOT HAZMAT General Awareness Marcom 31AZ89 
DOT HAZMAT Safety Training Marcom 31AZ90 
Fall Prevention and Protection J.J. Keller 490U02 
Fire Extinguisher CLMI 8UY38 
Forklift Safety J.J. Keller 490798 


<LEARNLAB> 


Vocational Hands-On 
Training Panels 


These training panels allow students to learn, 
practice, and develop their job skills through 
this hands-on process. Each system includes 
hands-on training panels, student workbooks, 
printable PDF PowerPoint Presentations, and 
instructor guidebooks. For the engineering, 
maintenance, service, and technical fields. 


W 
WCcLMI MARCOM J.J. Keller 


SAFETY TRAINING 


MARCOM 


No. 6GWP9 
DVD Program 


Construction Safety—Provides impor- 
tant safety and regulatory compliance 
training depicting activities on actual 
commercial and residential construction 
sites. 


HAZWOPER—Provides employees with 
the information the regulation requires 
them to receive in their training sessions. 





No. 6GWR7 
DVD Kit 


Laboratory Safety—Provides lab- 
specific training showing activities taking 
place in actual laboratories. 





DVD 
DVD KITS PROGRAMS 


Item Item 
Description No. No. 
General Safety (Cont.) DVD 
Office Safety _ 3YLJ1 
Rigging Safety 6GWG9 | GGWK1 aaa iia et 
Safety Housekeeping and ae 
Accident Prevention 3YLC7 3YLJ3 conslvaction eo No. No. 
Safety Orientation BYLC9_ | 3YLJ5 an URE = aa 
Safety Showers and Eye Washes 3YLD2 — am Da ety-Construction _ 7 Wi 
Slips, Trips & Falls 6GWH2 6GWK4 all Protection-Construction 6GWR7 6GWU7 
Welding Safety 6GWH4 6GWKG Hand and Power Tools Safety 6GWR9I _ 
Winter Safety 6GWHG = Hand & Power Tool-Construction _ 6GWU9 
Workplace Harassment in the Office — 6GWLO reat Stress-Construction 6GWT1 | 6GWX1 
Workplace Stress = 6GWL1 adder Safety-Construction 6GWT2 _ 
Workplace Violence 6GWJO | 6GWL2 Ladder Safety = SGHnZ 
OSHA and DOT Compliance _ ltem 
Asbestos Awareness 6GWL3 6GWN9 Description No. 
Bloodborne Pathogens in _ 6GWPO HAZWOPER - DVD Programs 
Commercial and Industrial HAZWOPER - 40 Hr. Training 6GWZ1 
Confined Space Entry 3YKP7 6GXC2 Laboratory Safety - DVD Programs 
DOT HAZMAT Safety Training — 31AZ90 Compressed Gas Cylinders in the Lab 6GWZ6 
Forklift/Powered Industrial 3YKR1 | 6GWP1 Laboratory Hoods _ 6GWZ8 
Truck Safety Safety Data Sheets in the Laboratory 39F941 
OSHA Lead Standard for Industry _ 6GWR4 Orientation to Lab Safety 6GXA0 
Lock-Out/Tag-Out 3YKR4 6GWP4 Preventing Contamination in the Lab 6GXA3 
Personal Protective Equipment _ 6GWP9 Safety Showers and Eyewashes in the Lab 6GXA5 
Respiratory Safety _ 6GWRO OSHA Formaldehyde 6GXA1 


a8 ame fF 2 a 


what Tou Need Ta Rrow 
] 





& Associates, Inc.” 
Since 1953 










Item 

Description Brand No. 
HazCom J.J. Keller 21EX07 =e 
Lockout/Tagout CLMI 8ERCS : - ——— a 4 — 
Personal Protection Equipment CLMI_20KK70 No. 21EX07 SOON ae ‘ 
Respiratory Protection CLMI 20KK71 = pa 
Scissor Lifts Marcom _31AZ81 on agape 
Spill Response Training Pig 45ZX31 sS 
Workplace Safety Marcom 6GWH9 No. 20KK71 





Mfr. Item 
Description Model No. 
Electrical Mechatronic Training 
Allen Bradley PLC Training System 722301511695 52JR65 
Allen Bradley VFD Training System 722301511688 52JR6/ 
Motor Controls Training System 722301511503 52JR63 
Electrical Wiring Training System, PK6 —_ 029741671294 52JR93 
Magic Motor Training System 722301511589 52JR/0 
PLC Training System 722301511510 52JR64 
Portable Allen Bradley PLC Training 
System with Programmable 029741671393 52JR84 
Portable Allen B dley VFD Ti 
ortable Allen Bradley raining 
System with Variable Frequency Drive 029741671621 S2JR86 
Portable Motor Controls Training System 029741671416 52JR82 
VFD Training System 722301511527 52JR66 
Lockout/Tagout Safety Training 
Lockout/Tagout Training System 722301511626 52JR69 
Portable Lockout/Tagout Training System 029741671409 52JR87 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Scan. Order. Done. 
Details on page A1. 






Safety Training 





Visit https://www.grainger.com/content/ehs-digital-solutions or 
contact your Grainger Representative to learn more about our safety 
management tools and courses and begin your subscription. 


Grainger EH&S Digital Solutions 


Get fast, easy solutions to manage, track, and maintain workplace environ- 
mental, health and safety activity from your computer. Designed to help reduce 
injuries, accidents, and associated costs. Tools include: 


Learning Management System (LMS) for administering and tracking safety 
training and documents. 


Specialized Online Training courses that meet current safety standards and 
regulations. 


Safety Data Sheet (SDS) Management for site-specific SDS and Globally 
Harmonized System (GHS) requirements. 


Safety Assessment and Compliance Monitoring platform with reports and 
smart forms for actionable findings and corrective recommendations. 


Incident and Inspection Management software that monitors the complete 
life cycle of all incidents and provides insight into potential incidents. 


Occupational Health Tracking of audiometric and pulmonary test data, as 
well as respirator medical clearance. 


Item Item 
Description No. Description No. Description 

Learning Management, Training, and Templates Specialized Online Training (Cont.) Safety Assessment & Compliance Monitoring (Cont.) 

Learning Management System—1 Administrator, 1 Year 20X166 IOHSA Bloodborne Pathogen Training 20X391 Audit, Hospital, 500 Beds—1 Year 20X250 
Learning Management System—1 User, 1 Year 20X16/ Red Cross Train the Trainer 20X420 Audit, Hospital, 750 Beds—1 Year 20X251 
Unlimited Safety Training—1 User, 1 Year 0ZZZ2 Severe/Life Threatening Bleed Training 20X421 Audit, Hospital, 1000 Beds—1 Year 20X252 
Unlimited Video-Based Training—1 User, 1 Year 20X234 Emergency Oxygen Administration Training 20X422 Audit, Hospital, 1250 Beds—1 Year 20X253 
Unlimited DOT Training—1 User, 1 Year 5ZZY3 Active Violence/ Armed Intruder Training 20X423 Audit, Hospital, 1500 Beds—1 Year 20X254 
Safety Template Library—1 User, 1 Year 20X165 SDS Management Audit, Healthcare, 1 MOB—1 Year 20X255 
Specialized Online Training Standard SDS Vault—1 Administrator, 1 Site, 1 Year 20X236 Audit, Healthcare, 1 Practice—1 Year 20X256 
OSHA 10-Hour Construction Safety Training 52226 Standard SDS Vault—Additional Administrator, 1 Year 20X237 Audit, Nursing Homes, 100 Beds—1 Year 20X257 
HAZWOPER 8-Hour Refresher Training 52225 Standard SDS Vault—Add 100 SDS Capacity 20X238 Audit, Nursing Homes, 150 Beds—1 Year 20X258 
OSHA 10-Hour General Industry Safety Training 5ZZZ7 Safety Assessment & Compliance Monitoring Audit, Nursing Homes, 200 Beds—1 Year 20X259 
OSHA 30-Hour Construction Safety Training 52228 Audit, General Industry—1 Site, 1 Year 20X303 Audit, Nursing Homes, 250 Beds—1 Year 20X260 
NFPA 70E Electrical Training, 5 Modules 5ZZZ9 Audit, College 0-5K Students—1 Site, 1 Year 20X239 AuditPRO, Life Sciences, 1 Site—1 Year 20X261 
Red Cross First Ald BBP Training 20X381 Audit, College 5K-20K Students—1 Site, 1 Year 20X240 Incident and Inspection Management 

Red Cross CPR/AED Training 20X382 Audit, College over 20K Students—1 Site, 1 Year 20X241 SPS Location Administrator—1 User, 1 Year 20X311 
Red Cross FA, AED, CPR, BBP Training 20X383 Audit, C.C. 0-10K Students—1 Site, 1 Year 20X242 SPS Enterprise Administrator—1 User, 1 Year 20X314 
Red Cross CPR/AED Blended Training 20X384 Audit, C.C. 10-50K Students—1 Site, 1 Year 20X243 SPS System Administrator—1 User, 1 ‘Year 20X315 
Red Cross FA, AED, CPR, BBP Blended 20X385 Audit, C.C. over 50K Students—1 Site, 1 Year 20X244 SPS Individual Access—1 User, 1 Year 20X313 
IOHSA AED/CPR Training 20X386 Audit, Edu K-12, 1 District—1 Year 20X245 SPS Group Access—1 Group, 1 Year 20X312 
IOHSA FA, AED, CPR, BBP Infant Adult 20X387 Audit, Edu K-12, 1 School—1 Year 20X246 Occupational Health Tracking 

IOHSA FA, CPR, BBP, AED 20X388 Audit, Hospital, 100 Beds—1 Year 20X247 Respirator Medical Clearance—1 Evaluation 20X316 
IOHSA FA/BBP Training 20X389 Audit, Hospital, 250 Beds—1 Year 20X248 Audiogram Entry—1 Exam 20X317 
IOHSA AED Training 20X390 Audit, Hospital, 350 Beds—1 Year 20X249 PFT— Exam 20X318 


Grainger Online Services are provided by Grainger Safety Services Inc., an affiliate of W.W. Grainger Inc. 


tes BRADY. 
Visual Lockout Procedure Authoring Service 


Maintain standards, compliance, and workplace What You Get 
safety with clear, machine-specific lockout/tagout —_A binder of laminated point-of-use proce- 


instructions tailored to your facility. This service dures, along with digital copies and a 
provides a complete set of the required written standardized template for ongoing updates 
shut-down procedures for equipment in your to maintain compliance with Lockout 
facility. Tagout Standard 1910.147. 

How It Works Note: A separate Visual Lockout Procedure 
Brady field engineers gather machine-specific Installation Service is available; contact 


information and install color-coded energy tags on _ your Grainger Representative for more 
power sources at your site. The Type 1 procedures __ information. 





they produce have clear, step-by-step lockout Procedure item 

instructions, equipment photos, and energy points, aly. sant ; 
to help ensure employees can correctly and 30 50X109 
consistently lock out equipment to avoid unex- 120 20X110 
pected electrical energization or startup. on ae 


OSHA's Top 10 Violations GRAINGER. KnowHow 


sik P. fpavees eT 
Last year, OSHA recorded more than 7,000 violations pee te = 
of standard 1926.501, General Requirements for Fall ti 7 iY - 
Protection. Do you know what else made the agency's [Ri \" ey! I 
1 | h 
| 


top ten list? 


4 
Get an overview of the most frequently cited standards ’ 
in 2019 to help make sure your safety Heated is 


prepared at 





Pi as 
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GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


SAFETY 
Circuit Breaker Lockouts 





* 
G2 BRADY |comlor| Master, 
Circuit Breaker Lockouts 


= Padlocks and lockout 
tags not included 


Prevent accidental engagement of elec- 
trical circuits during maintenance. 


Single-Pole Breaker Lockouts— 
Used to lock out circuit breakers with 
a standard toggle switch. Snap-on 
models work on breakers with holes 
in the side of the switch. Bar clamp or 
clamp-on models work on switches 
with or without holes. Use cleats with 
clamp-on lockout to assure positive 
restraint for breakers with long sliding 
switch throws. 


Multipole Breaker Lockouts—fFor 
use on common trip circuit breakers 
that have two or more switches joined 
by a tie bar. No. 1D671 uses thumb- 
wheel for secure fit on extra-wide 
range of breaker sizes. No. 3WNZ1 kit 
includes 1 Lockout Pouch, 1 Multipole 
Circuit Breaker, 1 No-Hole Circuit 
Breaker, 277V, 1 No-Hole Circuit 
Breaker, 480/600V, 1 Single-Pole Circuit 
Breaker, and 2 Lockout Tags. 


Oversized Breaker Lockouts—Fit 
breaker switches up to 2%" wide and 
7/3" thick. 


Lockout 
Type 
Single-Pole Breaker Lockouts 
Snap-On for Breakers %e'W x %'L 
Snap-On for Breakers with Hole 
Clamp-On Lockout with Screw 
Bar Clamp Lockout 
Clamp-On for Toggles up to 12"W 
Clamp-On for Single-Pole 
Clamp-On for Breakers %e'W x %'L 
Clamp-On for Tall Breaker Toggles 
Clamp-On for Standard Tie Bars 
Clamp-On Set, Includes 1 each of 
Nos. 1TDB1 and 1TDB2 
Clamp-On for Single and Multi-Pole Breakers 
Clamp-On Breaker Lockout with Cleat 
Clamp-On for Breakers “e'W x 34'L 
Clamp-On for Single and Multi-Pole Breakers 
Clamp-On Breaker Lockout with Cleat 
Multipole Breaker Lockouts 
Bar Clamp Lockout 
Snap-On 
Clamp-On 
Clamp-On 
Tie-Bar 
Circuit Breaker Lockout Kit 
Oversized Breaker Lockouts 
Clamp-On 
Clamp-On 
3-Phase Breaker Lockouts 
Clamp-On 
DIN-Style Miniature Breaker Lockouts 
Pin-In, Standard 
Pin-Out, Standard 
Pin-Out, Standard 
Pin-Out, Standard 
Pin-Out, Wide 
Pin-Out, Wide 
Tie Bar 
Circuit Breaker Lockouts 
Snap-On Lockout with 2-ft. Nylon Cable 
Clamp-On Lockout with 2-ft. Nylon Cable 
Rail Lockout 
Flexible Cable Shackle with Padlock 


Slide-On Lockout with VHB Industrial Bonding Tape 277/480/600 %2" 


Blocking Bar Lockout 
Breaker Panel 


3-Phase Breaker Lockout—Works on 
single-, double-, and triple-pole circuit 
breakers. Fits over switch; no holes 
required. Tighten with screwdriver (not 
included) and secure with padlock. 


DIN-Style Miniature Breaker 
Lockouts—Breakers are designed to 
mount to DIN rails. 3 styles; pin-in, pin-out, 
and tie bar. All pin-in and pin-out styles 
are used with single or multipole breakers. 
Pin-out style comes in standard and wide 
size. No. 2VU37 is used with multipole 
breakers that have a tie bar. 


Circuit Breaker Lockouts—Properly 
lock all types of circuit breaker locations. 
Use No. 2XU96 for breakers that have a 
hole in the switch tongue. No. 2XU97 is 
for breakers that do not have a hole in the 
switch tongue. No. 2CJL3 Flexible Cable 
Shackle includes steel padlock with 5" 
steel cable. Numerous key changes mini- 
mize key duplication. 


Blocking Bar Lockout—Installs to elec- 
trical panel in minutes. Use red arm to lock 
in Off position, or green bar to lock in On 
position. Includes two 4"L mounting rails, 
one 7%5'L red blocking bar, one 7%5"L 
green blocking bar, and 3 alcohol wipes. 


Circuit Max. 
Breaker Shackle Item Pkg. 
Voltage Dia. Brand No. Qty. 
120 ¥30" Brady 3TM51 1 
120 ¥30" Brady 31986 6 
120/240 ¥30" Condor 48KV26 1 
120/240 ¥30" Condor A48KV12 1 
120/277 ¥30" Brady 51TB12 1 
120/277 ¥32" Brady 3ZM49 1 
120/277 ¥30" Brady 61783 1 
120/277 ¥30" Master Lock 1TDB1 1 
120/277 ¥30" Master Lock 1TDB2 1 
120/277 ¥30" _MasterLock 2CJK2 1 
120/277 ¥30" Brady 2AD54 6 
120/277 ¥30" Brady 15Y513 1 
480/600 ¥30" Brady 61784 1 
480/600 ¥30" Brady 1AZ01 6 
480/600 ¥30" Brady 15Y512 1 
120/240 ¥30" Condor 48KV13 2 
120/277 ¥30" Brady 3ZM51 1 
120/277 ¥30" Brady 6U839 1 
120/277 ¥30" Brady 1D671 6 
120/277 ¥30" Brady 15Y515 1 
2/7/480/600 — Brady 3WNZ1 1 
480/600 ¥30" Brady 3TM33 1 
480/600 ¥30" Brady 3TM25 6 
120/277 ¥30" Brady 51TB13 1 
120/277 ¥30" Brady 2VU33 1 
120/277 ¥30" Brady 2VU32 1 
120/277 ¥30" Brady S3WNX8 6 
120/277 ¥30" Master Lock 4EMY6 1 
120/277 ¥30" Brady 2VU35 1 
120/277 ¥30" Master Lock 4EMY7 1 
120/277 ¥30" Brady 2VU37 1 
120 ¥30" Brady 2XU96 1 
120 ¥30" Brady 2XU97 1 
120 ¥30" Condor 48KV15 1 
120/277 ¥30" Master Lock 2CJL3 1 
Condor 48KV14 1 
480/600 ¥30" Brady 3LY22 1 
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(Breaker Lockout Sold Separately) 
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SAFETY Scan. Order. Done. 
Electrical, Cable & Pneumatic Lockouts Details on page A1. 





* 
Electrical Lockout Devices _—«([cam@éfor| 3 BRADY Master, 


Universal Plug Lockouts—Accommodate various cord Cinch Sack Plug Lockouts—Designed for oversized, 
diameters and high- and low-voltage plugs. awkward, and hard-to-reach connections. Accommodate 
up to 6 padlocks. 





No. 48KV17 Small/Large Plug Lockouts—Devices accept lock or 
nylon tie to prevent a plug from being inserted in a wall Wall Switch Lockouts—Hinges open for unobstructed 
No. 5T831 outlet. No. 3VAF2 can be used to lockout pneumatic male _ operation of switch. 


fittings attached to compressed air hoses. 





Emergency Stop Safety Covers—Install over push/ 
Plug Prong Lockouts—Use with existing lockout pull or twist/release emergency stops. 


padlocks or lockout hasps with built-in lock. Push-Button Safety Covers—Completely cover button 


to prevent access. 









No. 6AP32 Padlock Item 
Fits Shackle Max. Dia. Color Brand No. 
Universal Plug Lockouts 
Most 110 VAC Plugs with Cord Up to 1%" dia. 932" Red Condor 48KV17 
Most 110 VAC Plugs with Cord Up to 3%" dia. Ye" Yellow Condor 437R61 
Up to 1%" Dia. Cord and 2%'L Plugs, 110/220V Ve. Yellow Brady 5TB29 
No. Up to 3’ Dia. Cordand sl Plugs Ya Yellow Brady 01831 
48KV18 20, 30 and 60A Metallic and Non-Metallic Pin 6" Vallow Brady 6T880 


& Sleeve, Hubbellock and Twist-lock Plugs 
Small/Large Plug Lockouts 


Up to %" Dia. Cord and 3°L Plugs, 110V V6" Red Brady 2AM/1 
Up to 4%" Dia. Cord and 3°L Plugs, 110V yy" Red Brady 41F294 
Up to %" Dia. Cord and 314"L Plugs As. Red Brady 3VAF3 
Up to %4" Dia. Cord and 3%4'L Plugs, 110/220V V6" Red Master Lock 3VAE3 
Up to %" Dia. Cord and 6'L Plugs, 220/500V V6" Red Master Lock 3VAE4 
Up to 1" Dia. Cord and 2%'L Plugs, 220/500V V6" Red Brady 2AF60 
Up to 2%" dia. X_4%'L with 1" Cord Yellow Brady 61858 
Up to 3%" Dia. Cord and 5'L Plugs V6. Red Brady 3VAF2 
Plug Prong Lockouts 
110/120 Volt Plugs V6" Red Master Lock 2CJN7 
2-or 3-Pronged Plugs V6" Red Brady 6AP32 
Cinch Sack Plug Lockouts 
Oversized Connections, 26'H x 10" Dia. YA" Red Master Lock 3WPFO 
Oversized Connections, 17°H x 6%" Dia. Ya" Red Master Lock 1TDB5 
No. 2AF98 Wall Switch Lockouts 
Rocker/Toggle and Flat Paddle Switches 932" Red Condor 48KV18 





Toggle/Paddle Switch V6" Red Master Lock 2CJK9 


4 
Toggle Switch 932" Clear Brady 5U715 
Toggle Switch 932" Red Brady 15Y516 
Toggle Switch 932" Red Brady 2AF98 * 
Emergency Stop Safety Covers 
IEC 20.5mm Ve. Silver Brady 3PDD9 
No. 3PDD9 NEMA 30.5mm Ve. Silver Brady 3PDE4 


Push-Button Safety Covers 


a IEC 20.5mm, Steel/Acrylic Vie. Silver/Clear Brady 3PDE1 
No. 3PDE1 ee NEMA 30.omm, Acrylic Ae Clear Brady 3PDES 
‘ ev, 30.5mm and 22.5mm, Polycarbonate V6. Clear Master Lock 22A866 

* Pkg. of 6. 


Cable and Pneumatic * 
Lockouts fs BRADY. condor! Master, 


Tab- and Grip-Cinching Cable Lockouts—Cable Adjustable Cable Lockouts—Flexible for use on side-by- 
cinches tight to provide better security than chains. side gate valve lockouts or multiple circuit breaker panels at 
No. 3MT22 allows you to squeeze device to tighten the same time. 
cable, then insert your padlock to secure the handle. D : we 

tas ouble Looped Cable—Flexible cable lockout is ideal for 
No. STA70 sate thet vad bs eh a to keep locking out large valves. Lightweight and an excellent visual 
CQe es romenae Seay Naren ae enoraue: deterrent that the isolation point is locked out. 


ee ]/ \ inset pati streets a ina Pneumatic Lockouts—Isolate pneumatic devices without 
Se ee ce enean ) CUE eae nee installing in-line lockout valves. No. 2CJUN1 works with 


= [ \ push of a button. lockout hasps for multiple worker lockout. 





No. 5TB14 
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pee ae Cable Locking ‘Padlock Shackle Item 
Tab Ciaching Cabl Description L Holes Max. Dia. Brand No. 
ab-Cinching Cable Lockouts 
Ow. x? ¥Yie' Dia. Vinyl Coated Steel 6 ft. 6 932" Brady 51B14 
a al ie Dia. Vinyl Coated Steel 10 ft. 6 732" Brady oTB15 
Grip-Cinching Cable Lockouts 
No. 24UY74 ¥" Dia. Galvanized Steel 6 ft. 1 Yao" Brady 3TM22 
Ye Dia. Nylon 8 ft. 4 Yao Brady 5TA70 
¥“s' Dia. Vinyl Coated Steel 8 ft. 4 932" Brady oTA/1 
Cinch Only For Nos. 5TA/0, 5TA71 No Cable 4 932" Brady 5TA72 
Retractable Cable Lockouts 
Ye Dia. Vinyl Coated Steel 8 ft. 6 932" Brady 9 TA69 
Vie Dia. Nylon 6 ft. 6 932" Brady oTA90 
Adjustable Cable Lockouts 
ua ues po vcarbonate a : a pongar aN Q 
8 Dia., Polycarbonate t. 32" ondor 
No; 32017 Ys" Dia., Polycarbonate kas 4 932" Condor 48KV11 
¥32' Dia., Plastic/Steel oO It. 4 V6 Master Lock 39L528 
¥32' Dia., Plastic/Steel 6 ft. 4 S16. Master Lock 6ADF4 
%32' Dia., Plastic/Steel 15 Tt. 4 732" Master Lock 6ADF5 
= Double Looped Cable 
No. 2CJN1 ¥6' dia. x 2 ft., Steel with Plastic Coating 2 ft. 0 — Brady 24UY74 
Pneumatic Lockouts 
Ya’, Ys, and Y2 Male Fittings — 6 ¥32" Brady 3ZG17 
No. 48KV19 Va" Ae, ¥', As, Y2', Ae’, ¥e',and ‘ie Male Fittings — 2 ¥32" Master Lock 2CJN1 
o: (7) Openings Ranging From %2" to 2" dia. —= 1 932" Condor 48KV19 
(7) Openings Ranging From %2" to 2" dia., Pkg. 6 _ 1 732" Condor 48KV20 
1946 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” SAFETY 
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“(Smo 
> BRADY. “fastgz,, 
Valve Lockouts 


Gate Valve Lockouts—Fit most round- 
handle gate valves. Nonadherent plastic 
construction resists chemicals and hot/ : 
cold temperatures. Brady models' knockout clan No. 2CJJ9 No. 4EMY9 
feature accommodates OS&Y or "rising 
stem" gate valves. 








Adjustable Ball Valve Lockouts— 

Nos. 3TAP3, 2VU39, 3TAP1, and 3TAP2 can 
also be used to lock valves open on pipes 
from ¥" to 1%" dia. No. 4EMY9 lockout is 
suitable for tight locations near pipes. 


Universal Ball Valve Lockout—Pouch- 
style with strapping and locking mechanism. 
Design removes handle and conceals valve 
stem, eliminating reactivation. 


Standard Ball Valve Lockouts—Designed No. 1TDA9 
for locking out quarter-turn ball valves with 
flat “dog-leg" handles. 1-pc. devices fit all 
major brand ball valves. 





No. 5TA88& 





No. 5T820 


Universal Valve Lockouts—Single 
device locks out most ball, butterfly, 
and gate valves. Industrial-grade steel 
and nylon construction is chemical- and 
corrosion-resistant. 


Plug Valve Lockouts—Compact and easy 
to use, effective for difficult-to-secure plug 
valves. Fit most manually-actuated plug 
valves. Durable and tamper resistant. 


Butterfly Valve Lockouts—Solvent- and 
chemical-resistant. Resist cracking and 





abrasion. No. 2CUN2 
Gas Valve Lockouts—Protect against pial 
accidental valve opening. No. 2CJN2 fits 
all pressurized gas valves up to 3" dia. and 
works with valve guard in place. No. 41F336 
Fits Handle Max. Max. No. Item Fits Handle Max. Max. No. Item 
Size Shackle Dia. of Padlocks Color Temp. Range Brand No. Size Shackle Dia. of Padlocks Color Temp. Range Brand No. 
Gate Valve Lockouts Universal Ball Valve Lockout 
1" to 2%" ¥30" 1 Red 0° to 250°F Condor 48KV21 ¥e' to 4" V4" 5 Red -40° to 250°F  MasterLock  1TDA9 
1" to 2%" ye" 1 Red -25° to 200°F Brady 3BC82 Standard Ball Valve Lockouts 
1" to 3’ Ae 2 Red -50° to 350°F  MasterLock  2CJJ5 — ¥30" 8 Red -40° to 248°F Brady 51820 
1" to 6%" ¥30" 4 Red -13° to 194°F Brady 4VJ29 — ¥30" 1 Red — Master Lock 20JE33 
1" to 2%" 3g" 2 Red 0° to 175°F Brady 3TAP4 — %30" 1 Red — Master Lock  20JE34 
1" to 2%" 6" 1 Yellow —_-20° to 300°F Brady 15Y672 — Ae 0 Red -40° to 194°F Brady 44ZL09 
2 tod Ae é Red -50° to 350°F MasterLock  2CJJ6 — Ae 0 Red -40° to 194°F Brady 442113 
2%" to 5" ¥30" a Red 0° to 250°F Condor 48KV22 Ys" to 1" ¥e" 6 Red -30°F to 350°F Brady 3AD54 
2%" to 5" 36" 1 Red -25° to 200°F Brady 2AV57 1%" to 3" ¥30" 8 Red -30°F to 350°F Brady 51821 
2%" to 5" 56" 2 Red 0° to 175°F Brady 3TAP5 1%" to 3" Ye" E Red -30°F to 350°F Brady 5AT47 
2%" to 5" 6" 1 Blue -20° to 300°F Brady 15Y668 6%" to 9%" ¥e" 2 Red -40° to 302°F Brady 8CPV0 
2%" to 5" e" 1 Yellow —_-20° to 300°F Brady 15Y673 10" to 13" ¥e" 2 Red -40° to 302°F Brady 8CRJ7 
4" to 6%" Ve" 4 Red -50° to 350°F  MasterLock 2CJJ7 Universal Valve Lockouts with 8-ft. Metal Cable 
5" to 62" ¥30" a Red 0° to 250°F Condor 48KV23 1" ¥30" 1 Red 0° to 250°F Brady 5TA89 
5' to 62" 5" 1 Red -25° to 200°F Brady 5AM43 15/4" ¥30" 1 Red 0° to 250°F Brady 5TA86 
5" to 6%" 3g" 1 Red 0° to 175°F Brady 3TAP6 Universal Valve Lockouts with 8-ft. Nylon Cable 
6" to 10" Ae 4 Red -50° to 350°F MasterLock  2CJJ8 1" ¥30" 1 Red 0° to 250°F Brady 5TA87 
6%" to 10" 56" 1 Red -25° to 200°F Brady 3AT46 15" ¥30" 1 Red 0° to 250°F Brady 5TA88 
8" to 13" V6" 4 Red -50° to 350°F ~ MasterLock 2CJJ9 Plug Valve Lockouts 
10 to: 713" ¥e" 1 Red -25° to 200°F Brady 6AG81 Ze 7 1 Red -25° to 200°F Brady 4TWF7 
Adjustable Ball Valve Lockouts 1%" to 198" 13" 1 Red -25° to 200°F Brady 4TWF8 
— %30" 1 Red -20° to 180°F Condor 48KV24 154" to 2% Ye" 1 Red -25° to 200°F Brady 4TWF9 
— ¥30" 1 Red -20° to 180°F Condor 48KV25 2%6' to 22" ye" 1 Red -25° to 200°F Brady 4TWG1 
Ya" to 4" ¥30" 1 Red/Black -70°to350°F MasterLock 4EMY9 Butterfly Valve Lockouts 
Vo" to 2Y2" ¥e" 4 Yellow 0° to 175°F Brady 3TAP3 Vs" to 2¥2" 19/.," _one ° 
Yo" to 2" ¥32" 4 Red -40° to 200°F + MasterLock  20JE32 Meneses ve : Red eo ner Brady 41F336 
1" to 2%" 6" 4 Red 0° to 175°F Brady 2VU39 “to 4 19/0," 909° ° 
Tto 2%" He 4 Blue 0° to 175°F Brady 3TAP1 Thickness i ? ee ee 
T"to 2%" 3p 4 Green 0° to 175°F Brady 3TAP2 Universal = 0 Red -40° to 200°F = MasterLock  20JE16 
9" to 8" V6" 6 Blue 0° to 175°F Brady 3NRL7 Universal V6" 4 Red -40° to 200°F MasterLock 2QJE17 
2" to 8" Ae 6 Yellow 0° to 175°F Brady 3NRL9 Gas Valve Lockouts 
2" to 8" Ae 6 Red 0° to 175°F Brady 3PDD1 nes 7 1 Red__-50" to 350°F Brady 3NRNS 


3 Yo" 2 Red -50° to 350°F MasterLock 2CJN2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1947 








SAFETY Scan. Order. Done. 
Lockout Tags & Kits Details on page Al. 
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sec [Pasa — a J) essen cog es | Polyethylene tags feature nylon ties. 
No. 48RU07 PKG. 10 | PKG. 25 | PKG. 100 
Item Item Item 
Legend No. No. No. 





Do Not Operate This Lock/Tag 
se May Only Be Removed By 48RU07 | 48RUO8  48RU09 
UNAUTHORIZED REMOVAL OF Do Not Operate 48RU10 | 48RU11 | 48RU12 
eMARKS) Do Not Operate Do Not 
== Remove This Lock, It is 48RU13 | 48RU14 | 48RU15 
Here to Protect My Life 


Locked Out Do Not Operate This 
Lock/Tag May Only Be Removed By 48RU16 | 48RU17 | 48RU18 
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No. 48RU16 No. 48RU19 May Only Be Removed By 48RU19 | 48RU20 | 48RU21 
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Nos. 5TB1i1 and 2VU43 


No. 4HY68 


No. 5TB22 
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No. 3ZM53 No. 15Y544 — as eae 
Electrical/Valve and Chain Lockout Kits fs BRADY. “fastez,, 
No. of Lock No. of Item 

Padlocks Type Components Includes Brand No. 


Electrical/Valve Lockout Kits 
(1) 34" Blue Nylon Padlock, (1) 2" Blue Nylon Padlock, (1) Red Aluminum Labeled Hasp, (1) 1 to 2%" Adjustable 


Z Nylon 14 Gate Valve Lockout, (1) Small Plug Lockout, (1) Small Ball Valve Lockout, (1) Universal Multiple Breaker Brady 1D711 
Lockout, (1) 480/600V No-Hole Circuit Breaker Lockout, (1) Red Wall Switch Lockout, (5) Tags 

0 — 0 (1) Toolbox Brady 61736 
(3) Red Nylon Keyed-Alike Padlocks, (3) 1" Dia. Steel Jaw Hasps, (1) Cable Lockout, (1) 1 to 612" Adjustable Gate Valve 

3 Nylon 21 Lockout, (1) Small Ball Valve Lockout, (1) 3" Plug Lockout, (2) 120/277V Clamp On Breaker Lockout with Cleats, (1) Brady 1TAC6 


480/600V Clamp On Breaker Lockout with Cleat, (2) Universal Multiple Breaker Lockouts, (3) Tags, (3) Ties 
(2) Silver Steel Padlocks, (1) Mini Cable Lockout, (1) Large Valve Lockout, (1) Snap-On Breaker Lockout, (1) Clamp-On 
120/277V Breaker Lockout with Cleat, (1) Clamp-On 480/600V Breaker Lockout with Cleat, (1) Multiple Breaker Lockout, 


2 Steel '7 (4) Oversized Breaker Lockout, (1) Plug Lockout 3-in-1, (1) Wall Switch Lockout, (1) Adjustable 1-6-1/2" Gate Valve Brady aint 
Lockout, (1) Adjustable 1-2-1/2" Gate Valve Lockout, (1) Adjustable 14-1" Ball Valve Lockout, Belt Pouch, (2) Tags 

0 = 0 (1) Duffel Bag Brady 2VU43 
(3) Blue Bumper Steel Padlocks, (1) Ball Valve Lockout, (1) Small Plug Lockout, (1) 1" Steel Jaw Dia. Hasp, (1) 

3 Steel 54 1 ¥" Steel Jaw Dia. Hasp, (1) 1 to 2%" Adjustable Valve Lockout, (1) 22-5" Adjustable Ball Valve Lockout, (1) Cable Brad 51B22 
Lockout, (1) Wall Switch Lockout, (1) AC Voltage Detector Pen, (1) Large Electrical Plug Lockout, (2) No-Hole Pole y 


Breaker Lockouts, (2) Multiple Breaker Lockouts, (1) Training Booklet, (14) Padlock Labels, (10) Tags, (10) Ties 
(6) Red Thermoplastic Padlocks, (2) Circuit Breaker Padlocks, (1) 1" Steel Jaw Dia. Hasp, (1) Red Labeled Snap-On Hasp, (1) 

6 Thermoplastic 53 Adjustable Cable Lockout, (1) Small and (1) Large Plug Cover, (3) Gate Valve Covers, (2) Ball Valve Lockouts, (6) Standard Toggle Master Lock 4HY68 
Universal Circuit Breaker Lockout, (3) Tall and Wide Toggle Universal Circuit Breaker Lockout, (2) Wall Switch Covers, (24) Tags 
(1) 7%"H x 14"W x 8'D Gray Polyethylene Carrying Case,(3) Blue Steel Padlocks, (3) 11" Steel Jaw Dia. Hasps, 
(2) Single Pole Electrical Breaker Lockouts, (3) Multiple Electrical Breaker Lockouts, (1) Large Electrical Plug 
Lockout, (1) 1 to 2%" Gate Valve Lockout, (1) 2% to 5" Gate Valve Lockout, (1) Wall Switch Lockout, (1) Lockout 

3 Steel 87 Cable Device, (1) AC Voltage Detector Pen, (5) 3 x 5" Stainless Steel "Lockout Here" Signs, (5) 3 x 5" Stainless Steel Brady 3ZM53 
“Lockout Before Servicing" Signs, (5) 5 x 7" Stainless Steel "Caution This Machine Must Be Locked Out Before Doing 
Maintenance All Sources of Energy Must Be Locked In the Off or Safe Position De-energized or Block All Stored 
Energy" Signs, (1) Lockout Safety Training Book, (14) Padlock Identifiers, (20) Tags, (2) Nylon Cable Ties 
(1) Mini Cable Lockout (50940), (1) Large Universal Valve Lockout w/ Blocking Arm (50899 and 65403), (1) 120V Snap-On 
Breaker Lockout (65387), (1) 120/277V Clamp-On (ty Oval Lockout (65396), (1) 480/600V Clamp-On Breaker Lockout (65397), 
(1) Universal Multi-Pole Breaker Lockout ( Vita at ) Oversized Breaker Lockout (65329), (1) Cleat for 120/277V Clamp-On 

2 — 22 Lockout (65404), (1) Cleat for 480/600V Clamp-On Lockout ( (65406), (1) 3-In-1 Plug Lockout (PLO23), (1) Wall Switch Lockout Brady 15Y544 
(65392), (1) 1"-6 2" Adjustable Gate Valve Lockout (64057), (1) 1"-2 1%" Gate Valve Lockout (65560), (1) %"-1" Ball Valve Lockout 
(65666), (1) Lockout Belt Pouch (51172), (1) Lockout Duffel Bag (99162), (2) Brady Safety Padlocks (99552), (1) Plug Valve 
Lockout for stem dia. up to “%" (113231), (1) Plug Valve Lockout for stem dia. %2" - 13/8" (113232), (2) Lockout Tags (65520) 

Electrical Lockout Kits 


(1) Red Thermoplastic Padlock 4FG03, (1) Breaker Switch Padlock 2CJL3, (1) 1" Steel Jaw Dia. Hasp 1U177, 
1 Thermoplastic 19 (2) Standard Toggle Universal Circuit Breaker Lockout 1TDB2, (1) Tall and Wide Toggle Universal Circuit Breaker Master Lock 4HY64 
Lockout 1TDB1, (1) Red Zipper Pouch with 3 Separate Compartments, (12) Tags, and (12) Ties 
(6) Red Thermoplastic Padlocks, (2) Circuit Breaker Padlocks, (1) Steel 1 Jaw Dia. Hasp, (1) Red Labeled Snap-On Hasp, 
6 Thermoplastic 45 (1) Adjustable Cable Lockout, (1) Small Electrical Plug Cover (1) Large Electrical Plug Cover, (4) Standard Toggle Universal Master Lock 4HY67 
Circuit Breaker Lockout, (2) Tall and Wide Toggle Universal Circuit Breaker Lockout, (2) Wall Switch Covers, (24) Tags 
Chain Lockout Kits 
Steel ake (1) 48" Chain, (3) Red Padlocks, (3) 1%" Steel Lockout Hasps, (3) Lockout Tags With Ties, (1) Blue Carrying Case Brady 3LY49 
2) 4' x %e'-dia. Chains for Securing Valves or Other Machinery, (3) 12" Keyed-Alike Locks, (3) Hasps, (3) "Do 
3 Aluminum 7 No start Vinyl Tags, (3) Cable Ties, (1) 4’ x 34e'-dia. Chain, (1) ne of 29 CFR 1910.147 it eo Brady mre 
3 Steel id (2) 48" Chain, (3) Red Padlocks, (3) 1%" Steel Lockout Hasps, (3) Lockout Tags With Ties, (1) Red Carrying Case Brady 3WPJ3 
patel Valve Esereik Kits 
Set: 480 - 484 (2CJJ5 - 2CJJ9) Master Lock 2CJK1 
1948 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 15Y562 


No. 5U714 


No. 9KYX3 


rs BRADY. Master,. 
Lockout Kits 


More lockout kits are available online, see Grainger.com®. 


No. of Case No. of Item 
Padlocks Material Components Includes Brand No. 
Electrical Lockout Kits 

1 Plastic 6 (1) 1%" Steel Hasp, (1) Padlock, (1) Single Pole Breaker Lockout, (1) Lockout Wallet Card, (1) Carrying Case, (1) Tag, (1) Tie Brady 5TB23 

{ __ 7 (1) Universal Multi-Pole Breaker Lockout (#66321), (1) 120/277V Clamp-On Breaker Lockout (#65396), (1) 480/600V Clamp- Brad 3WNZ6 
On Breaker Lockout (#65397), (1) 110V Electrical Plug Lockout, (1) 1" Steel Lockout Hasp, (1) Lockout Pouch (#87943) y 

1 Canvas 6 (1) Lockout Pouch, (50) "Danger" Tags, (1) Stopower Plug Hugger, (1) Wall Switch Lockout, (1) 110V Plug Lockout, (1) 1" Lockout Hasp —_ Brady 3WNZ4 

{ Plastic 3 (1) Universal Multiple Circuit Breaker Lockout, (1) 277V No-Hole Breaker Lockout, (1) 480-600V No Hole Breaker Lockout, Brady 3WNZ2 
(2) 25-Pack "Danger" Tags, (1) 220/550V Plug Lockout with "Danger" Labels, (1) 112" Red Safety Padlock, (1) Tool Box 

1 Nylon 3 (1) 2" Blue Steel Padlock, (1) Red Aluminum Labeled Hasp, (1) Universal Multiple Breaker Lockout, (1) 277V No- Brady 61737 


Hole Circuit Breaker Lockout, (1) Red Plug Lockout, (1) Nylon Pouch with Metal Belt Loops, (2) Tags 
(1) 120/277V Clamp-On Breaker Lockout w/cleat (65396), (1) 480/600V Clamp-On Breaker Lockout w/ 
0 Nylon 8 cleat (65397), (1) Universal Multiple Breaker Lockout (66321), (2) 1" Group Lockout Hasps (65375), (2) Brady 15Y562 
Heavy Duty Lockout Tags (65520) w/ Nylon Cable Ties, (1) Lockout Belt Pouch (51172) 
(1) ¥"- 2 Ys" Small Ball Valve Lockout (BSO7A), (1) 1°- 2 %" Gate Valve Lockout (65560), (1) 120/277V Clamp-On Breaker 
0 Polypropylene 10 Lockout w/ Cleat (65396), (1) Universal Multiple Breaker Lockout (66321), (1) Small 110V Plug Lockout (65674), (2) 1" Brady 15Y578 
Lockout Hasps (65375), (2) Heavy Duty Lockout Tags (65520) w/ Nylon Cable Ties, (1) Small Lockout Toolbox (105905) 
(1) 120/277V Clamp-On Breaker Lockout w/cleat (65396), (1) 480/600V Clamp-On Breaker Lockout w/cleat (65397), (1) 
2 Nylon 11 Universal Multiple Breaker Lockout (66321), (2) 1" Group Lockout Hasps (65375), (2) Heavy Duty Lockout Tags (65520) Brady 15Y563 
w/ Nylon Cable Ties, (1) Lockout Belt Pouch (51172), (1) Belt Pouch (51172), (2) Keyed-Alike Steel Padlocks 





9 Nvlon 19 (1) Red Nylon Belt Pouch, (2) Red Nylon Keyed-Alike Padlocks, (2) 1° Steel Jaw Dia. Hasps, (1) Universal Multiple Lockout, Brad 4TAC5 
y (1) 120/277V Clamp-On Breaker Lockout with Cleat, (1) 480/600V Clamp-On Breaker Lockout with Cleat, (2) Tags, (2) Ties y 

(1) 120V Snap-On Breaker Lockout, (1) 120/277V Clamp-On Breaker Lockout, (1) 480/600V Clamp-On Breaker Lockout, 

2 Nylon 12 (1) Universal Multi-Pole Breaker Lockout, (1) Oversized Breaker Lockout, (1) Cleat for 120/277V Clamp-On Lockout, Brady 15Y537 
(1) Cleat for 480/600V Clamp-On Lockout, (1) Lockout Belt Pouch, (2) Brady Safety Padlocks, (2) Lockout Tags 
(1) Y2"- 2 Ye" Small Ball Valve Lockout (BSO7A), (1) 1"- 2 %" Gate Valve Lockout (65560), (1) 120/277V Clamp-On Breaker Lockout w/ 

2 Polypropylene 12 Cleat (65396), (1) Universal Multiple Breaker Lockout (66321), (1) Small 110V Plug Lockout (65674), (2) 1" Lockout Hasps (65375), Brady 15Y579 
(2) Heavy Duty Lockout Tags (65520) w/ Nylon Cable Ties, (1) Small Lockout Toolbox (105905), (2) Keyed-Alike Safety Padlocks 

3 Nylon 16 (3) Red Thermoplastic Keyed-Alike Padlocks, (1) Lockout Hasp, (12) Tags Master Lock 4HY65 
(1) Red Thermoplastic Padlock 4FG03, (1) Breaker Switch Padlock 2CJL3, (1) 1" Steel Jaw Dia. Hasp 1U177, 

1 Nylon 19 (2) Standard Toggle Universal Circuit Breaker Lockout 1TDB2, (1) Tall and Wide Toggle Universal Circuit Breaker Master Lock 4HY64 


Lockout 1TDB1, (1) Red Zipper Pouch with 3 Separate Compartments, (12) Tags, and (12) Ties 
(1) Mini Cable Lockout (50940), (2) 120V Snap-On Breaker Lockouts (65387), (2)120/277V Clamp-On Breaker 
Lockouts (65396), (2) 480/600V Clamp-On Breaker Lockouts (65397), (2) Universal Multi-Pole Breaker Lockouts 
0 Polyethylene 19 (66321), (1) Oversized Breaker Lockout (65329), (2) Cleats for 120/277V Clamp-On Lockout (65404), (2) Cleats for Brady 15Y552 
480/600V Clamp-On Lockout (65406), (1) 3-In-1 Plug Lockout (PLO23), (1) Wall Switch Lockout (65392), (1) Small 
Fuse Lockout (65690), (1) Large Fuse Lockout (65691), (1)Extra-Large Lockout Toolbox (LKX-TKLBOX) 
1) Red Nylon Pouch, (2) Red Nylon Padlocks (with 1 Key Each), (1) Mini Cable Lockout, (2) 120V Snap- 
D Poivetiulend 94 n Breaker Lockouts, (2) 120/277V Clamp-On Breaker Lockouts with Cleats, (2) 480/600V Clamp-On Breaker Brad 5TA93 
yemy Lockouts with Cleats, (2) Universal Multiple Breaker Lockouts, (1) Oversized Breaker Lockout, (1) 3-in-1 Plug y 
Lockout, (1) Wall Switch Lockout, (1) Small Fuse Lockout, (1) Large Fuse Lockout, (2) Tags, (2) Ties 
(1) Red/Black Plastic Lockable Carrying Case (Accepts up to 1%" Shackle), (1) 2CJL3 Circuit Breaker Padlock, (1) 1U177 1" Dia. Steel 
3 Plastic 24 Jaw Hasp, (1) 2CJJ2 Red Labeled Snap-On Hasp, (3) 1TDB2 Standard Toggle Universal Circuit Breaker Lockout, (2) 1TDB1 Tall and Master Lock 4HY66 
Wide Toggle Universal Circuit Breaker Lockout, (1) 2CJK9 Wall Switch Cover, (12) Tags, (3) Red Thermoplastic Keyed-Alike Padlocks 
(1) Yellow Canvas Bag, (2) %4" Blue Steel Keyed Different Padlocks, (2) 2" Blue Steel Keyed Differently 
4 Cafas 43 Padlocks, (3) Red Aluminum Labeled Hasps, (1) Small Plug Lockout, (1) Large Plug Lockout, (6) Single Brad 6T864 
Pole Breaker Switch Lockouts, (6) 277V No-Hole Circuit Breaker Lockouts, (6) Universal Multiple Breaker y 
Lockouts, (6) Wall Switch Lockouts, (1) Large Plug Lockout, (1) Small Plug Lockout, (10) Tags 
(6) Red Thermoplastic Padlocks, (2) Circuit Breaker Padlocks, (1) Steel 1 Jaw Dia. Hasp, (1) Red Labeled Snap-On Hasp, 
6 Plastic 45 1) Adjustable Cable Lockout, tH) Small Electrical Plug Cover (1) Large Electrical Plug Cover, (4) Standard Toggle Universal Master Lock 4HY67 
ircuit Breaker Lockout, (2) Tall and Wide Toggle Universal Circuit Breaker Lockout, (2) Wall Switch Covers, (24) Tags 
(1) 7°H x 12"W x 5'D Gray Polyethylene Case, (3) Blue 4" Padlocks, (3) 1%" 12-Ga. Steel Hasps, (3) Single 


3 Polyethylene 47 Pole Electrical Breaker Lockouts, (2) Multiple Electrical Breaker Lockouts, (1) Large Plug Lockout, (1) Lockout Brady 5U714 
Training Booklet, (28) Padlock Stickers, (2) Padlocks, (10) Vinyl Tags, (10) Nylon Cable Ties 
1) Red Safety Padlock, (1) Single Pole Lockout, (1) 277V No Hole Lockout, (1) 480/600V 
: ae ‘ No Hole Lockout, (2) Tags (1) Multi-Pole ace I) Pouch Brady = SWNY9 
0 Canvas 0 (1) Yellow Canvas Bag Brady 61867 
Standard Lockout Kits 
1 Nylon 6 (1) Nylon Belt Pouch, (1) Hasp, (1) Padlock, (2) Lockout Tags with Ties, (1) Information Card, (1) Lockout Key Chain Brady 9UP94 
Z Nylon 8 (2) Red Nylon Keyed-Alike Padlocks, (2) 1" Steel Jaw Dia. Hasps, (2) Tags, (2) Ties Brady 1TAC4 
Valve Lockout Kits 
0 — 6 (4) Round Valve Lockouts Fitting Handles 1" to 10", (2) Ball Valve Lockouts Brady 9KYX3 
(3) Red Thermoplastic Keyed-Alike Padlocks, (1) Lockout Hasp, (1) Red Snap-On Hasp, (1) Adjustable Cable 
3 Plastic 23 Lockout, (1) Gate Valve Cover for 1 to 3" Handles, (1) Gate Valve Cover for 2 to 5" Handles, (1) Gate Valve Cover Master Lock 3WPA8 
for 4 to 6%" Handles, (1) 1" Steel Jaw Ball Valve Lockout, (12) Danger Tags, (1) Ball Valve Lockout Device 
, 1) Safetee Donut 2.(5) 5", (2) 1" Steel Lockout Hasps [T1220], (1) Plastic utility box, (2) Laminated Steel Lock [Blue], 
2 Plastic 29 Hb) 7" Red Cable figs [44764 1, (1) Cable Lockout pees sit by Ball Valve LO Srrall hed) (10) Bilingual Tags ! Brady — 3TCL4 
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tes BRADY. 
Lockout Boards 


Store lockout/tagout devices. Choose from 
filled or unfilled lockout centers that can be 
customized for individual needs. Lockout 
stations have polycarbonate or recycled 
PETG board. All locks keyed different. 


5-Lock Boards—Filled models include: 5 
red nylon or steel body with steel shackle 

padlocks, 1 steel 1" jaw dia. hasp, 1 steel 

12" jaw dia. hasp, and 12 tags. 


6-Lock Boards—Filled models include: 6 
multicolor steel padlocks, 1 steel 1" jaw dia. 
hasp, 1 steel 114" jaw dia. yellow hasp, and 
10 tags with ties. Accuform Signs model 
includes 6 steel padlocks, %" shackle, 10 
lockout tags, 10 plastic ties, and 2 scissor 
hasps. 


No. of Padlock 
Components Material H 

5-Lock Boards 

19 Nylon 114%," 

19 Steel 11%," 
6-Lock Boards 

18 Steel 14" 

18 Steel 14" 
10-Lock Boards 

26 Nylon 13Y" 

26 Steel 13%" 

39 Steel 14" 
20-Lock Boards 

48 Nylon 23 V2" 

48 Steel 232" 
36-Lock Boards 

Nylon 2142" 
78 Steel 21V2" 


* Bilingual—English and Spanish. 


Mastex. 53 BRADY. 


10-Lock Boards—Filled models include: 
10 red nylon or steel body with steel shackle 
padlocks, 2 steel 1" jaw dia. red hasps, 

2 steel 1%" jaw dia. red hasps, and 12 

tags. No. 3WPT5 includes 10 steel 34" blue 
shackle padlocks, 3 steel 1/'"-dia. lockout 
hasps with epoxy coating, 25 vinyl safety 
lockout tags, and 25 ties. 


20-Lock Boards—Filled models include: 
20 red nylon or steel body with steel shackle 
padlocks, 2 steel 1" jaw dia. red hasps, 2 
Steel 1%" jaw dia. red hasps, and 24 tags. 


36-Lock Boards—Filled models include: 
36 red safety nylon or steel body with steel 
shackle padlocks, 3 steel 1" jaw dia. red 
hasps, 3 steel 1%" jaw dia. red hasps, and 
36 tags. 


FILLED UNFILLED 
STATION STATION 
Item Item 
W No. No. 
15%" 5TA78 5TA73 
151%" 5TA79 5TA73 
14" 3ZM47 3AT98 
14" 3LY48 * 3WPR9 * 
13¥," 5TA80 5TA74 
1314" 5TA81 5TA74 
20" 3WPT5 3WPT6 
1114" 5TA82 5TA75 
111%" 5TA83 5TA75 
23 2" 5TA84 5TA76 
232" 5TA85 5TA76 


Covered Lockout Stations 


Filled lockout centers can be customized 
for individual needs. Semitransparent cover 
helps protect contents. All locks are keyed 
different. Master Lock® models have a poly- 
carbonate board and Brady® models have a 
polypropylene board. 


4-Lock Stations—Include: 4 padlocks, two 
1"-dia. hasps, and 12 tags. 


5-Lock Stations—Include: 5 padlocks, 4 
group lockout hasps (two 1", two 11%"), and 
5 reusable lockout tags with cable ties. 


No. of Lock 
Components Type H W 
4-Lock Stations 
Aluminum 12%" 16" 
18 Thermoplastic 12%" 16" 
Thermoplastic 12%" 16" 
5-Lock Stations 
Plastic ie 13%" 
10-Lock Stations 
Aluminum 151" 22. 
36 Thermoplastic 151%" 22" 
Thermoplastic 15%" 22" 
26 Plastic ies 13%" 
20-Lock Stations 
79 Thermoplastic 22. Ze. 
Thermoplastic 22" 22 


* Bilingual—English and Spanish. 


Find even MORE on Grainger.com® 


10-Lock Stations—Nos. 2CUN5, 2CJK6, 
and 3WPC5 include: 10 padlocks, two 1" 
hasps, and 24 tags. 


No. 3WPG3 includes: 10 padlocks, 6 hasps 
(three 1", three 11%"), and 10 tags with 
cable ties. 


20-Lock Stations—Include: 20 padlocks, 
four 1" hasps, and 48 tags. 


FILLED UNFILLED 
STATION STATION 
Item Item 
Brand No. No. 
Master Lock 2CJN4 2CJK3 
Master Lock 3WPC7 * 3WPC8 * 
Master Lock 2CJK4 2CJK3 
Brady 3WPG2 15Y601 
Master Lock 2CJN5 2CJK5 
Master Lock 2CJK6 2CJK5 
Master Lock 3WPC5 * 3WPC6 * 
Brady 3WPG3 15Y601 
Master Lock 2CJK8 2CJK7 
Master Lock 4EMZ3 — 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° SAFETY 
Find the wy. Find Solutions. Find Great Prices. Lockout Stations 









No. 3WPR8 





No. 2CJL5 
No. 5TB17 No. 2CJL8 





csp No. 3WPNS No. 15Y585 i -<e 
Covered Lockout Stations Master. © BRADY. 


All lockout stations have a semitransparent lockable cover that helps protect contents. 


FILLED UNFILLED 
STATION STATION 
No. of Padlock No. of Item Item 
Padlocks Material Components Includes Brand No. No. 
Electrical Lockout Stations 
(6) — Se oe A) ) tea " a a rae ees oe 
nap-On Hasp, ompact Plug Prong Lockout, arge Plug Cover, andar 
47 rogale Mee aTacrerea ean (2) TilGad Wide Toggle tirivareal Circuit Master Lock 2CJL5 2CJL4 
Breaker Lockouts, (2) Wall Switch Covers, (5) Moveable Dividers, (24) Tags (24) Ties _ 
0 Sign ie he ae eee : ee Xx aa ae a ee a 
ounting Hardware, Toolbox Kit Includes: aminated Steel Master Padlocks - Blue, 
3 Steel 40 single Booklet #2112. (3) 114° L/O Hasp, 3) ulti-Pole Breaker Lockout, (3) Breaker hae Brady SWPRE | 5TB25 
Single Pole, (1) Electrical Plug Lockout, 3-In-1, (10) Lockout Tags, (14) Lock Identifiers 


6 Thermoplastic 


Electrical/Valve Lockout Stations see = 
(3) ayy aa (3) ape Ay 2vto Valve Le ' ae Gyite 
asp, 2" Steel Jaw Dia. Hasp, 2 to 5" Valve Lockout, to 
6 Nylon 26 2°" Valve Lockout, (1) Single Pole Breaker Lockout, (2) Multipole Breaker Brady 
_ Lockouts, (1) Large Plug Lockout, (1) Small Plug Lockout, (10) Tags 
(1) Adjustable Gate Valve Lockout, (1) All Purpose Cable Lockout, (1) Ball Valve Lockout, 
(1) 3 in 1 Plug Lockout, (2) 120/277V Clamp-On Breaker Lockouts With Cleats, (1) 
6 Steel 25 480/600V Clamp-On Breaker Lockout With Cleat, (2) Universal Multipole Breaker Brady 15Y619 | 15Y610 
Lockouts, (2) 1" Group Lockout Hasps, (1) 112" Group Lockout Hasp, (6) Keyed Different 
__Steel Padlocks, (6) Heavy Duty Reusable Lockout Tags With Nylon Cable Ties __ 
(6) Red Thermoplastic Padlocks, (16) Key Hooks, (2) 1" Steel Jaw Dia. Hasp, (1) Red 
Labeled Snap-On Hasp, (1) Adjustable Cable Lockout, (4) Gate Valve Lockouts (1" to 10" 
6 Thermoplastic Df Valves), (2) Ball Valve Lockouts, (1) Compact Plug Prong Lockout, (1) Large Plug Cover, Master Lock 2CJL8 2CJL7 
(6) Standard Toggle Universal Circuit Breaker Lockouts, (2) Tall and Wide Toggle Universal 
Circuit Breaker Lockouts, (2) Wall Switch Covers, (5) Moveable Dividers, (24) Tags, (24) Ties 
(6) Aluminum Padlocks, (2) Hasp, (1) Snap-On Hasp, (1) Adjustable Cable Lockout, 
(4) Gate Valve Lockouts, (2) Ball Valve Lockouts, (1) Plug Prong Lockout, (1) Plug Master Lock 3WPH5 2CJL7 
Lockout, (8) Circuit Breaker Lockouts, (2) Wall Switch Lockouts, (24) Lockout Tags 
(1) Lockout Tagout Station, 2 Keys, 3 Shelves, Box Includes; (1) OSHA 
Summary Sheet, (1) Ball Valve Lo - Small Red, (3) No Hole Breaker Lockout, 
0 = 98 (2) Electrical Plug Lockout, 3-In-1, (2) Safetee Donut 2% In To 5 In, (6) 11%" Brady 3WPT2 _— 
Lockout Hasp, (25) Danger Tags, (3) Wall Switch Lockout, (3) Multi-Pole 
____ Breaker Lockout, (50) 7" Red Individual Cable Tie, (1) Lockout Miniposter 
(1) Lockout Tagout Station, 2 Keys, 3 Shelves, Box Includes; (50) 7" Red Individual Cable Ties, 
94 1) Ball Valve Lockout - Small Red, (6) 1%" Lockout Hasp, (2) Safetee Donut 214 In to 5 In, Brad 
(2) Electrical Plug Lockout, 3-In-1, (1) Lockout Tagout Station, (3) Brady Safety Padlock 1.5' y 
KD Yellow, 1 Key, (3) Brady Safety Padlock 1.5" Red, 1 Key, Plastic, (25) Prinzing Danger Tags : 
(3) Universal Circuit Breaker Lockouts, (2) Universal Wall Switch Lockouts, 
0 — 97 (2) Plug Lockouts, (2) Colored Valve Covers, (1) Ball Valve Lockout, (25) Brady 3WPN8 _— 
‘Do Not Operate Vinyl Tags, (6) Hasps (50) Nylon Cable Ties ie 


5TB17 5TB18 





6 Aluminum 52 


6 Plastic 3WPT1 — 


(3) Universal Circuit Breaker Lockouts, (2) Universal Wall Switch Lockouts, 
6 Plastic 91 (2) Plug Lockouts, (2) Colored Valve Covers, (1) Ball Valve Lockout, (25) Brad 
"Do Not Operate" Vinyl Tags, (6) Hasps, (50) Nylon Cable Ties, (3) 1%" Red y 
; Keyed-Differently Padlocks, (3) 134" Yellow Keyed-Differently Padlocks 
Electrical/Valve Lockout Stations and Group Lockout Boxes 
(1) 120V Snap-On Breaker Lockout, (1) 120/277V Clamp-On Breaker Lockout, (1) 
480/600V Clamp-On Breaker Lockout, (1) Universal Multi-Pole Breaker Lockout, 
30 (1) Oversized Breaker Lockout, (1) Cleat for 120/277V Clamp-On Lockout, (1) Brad 
Cleat for 480/600V Clamp-On Lockout, (1) Wall Switch Lockout, (1) 110V Plug y 
Lockout, (1)- 3-In-1 Plug Lockout, (1) 1"-2 %" Gate Valve Lockout, (1) 1°-6 1%" 
_Adjustable Gate Valve Lockout, (6) Brady Safety Padlocks, (12) Lockout Tags _ 
(2) 3-in-1 Plug Lockouts, (1) Mini Cable Lockout, (2) 120/277V Clamp-On Breaker 
Lockouts, (2) 480/600V Clamp-On Breaker Lockouts, (2) Universal Multipole Breaker Brad 15Y588 
Lockouts, (1) Oversized Breaker Lockout, (2) 1" Group Lockout Hasps, (1) 1.5" Group y 
Lockout Hasps, (6) Keyed Different Safety Padlocks, (6) Lockout Tags, Nylon Cable Ties 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1951 


3WPN7 | 437R82 


6 Plastic 15Y585 5TB18 


6 Plastic 26 


SAFETY Scan. Order. Done. [= 


Lockout Stations Details on page A1. 
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No. 3WPK9 MM. £ 
= Li\_] 
Lockout Stations 5 BRADY, ts fot 
UNFILLED 
FILLED STATION STATION 
No. of Padlock No. of Item Item 
Padlocks Material Components Includes Brand No. No. 
Standard Lockout Stations 
1 Steel 9 (1) Red Bumper Steel Padlock, (1) 112" Steel Jaw Dia. Hasp, (2) Tags, (5) Ties Brady 4XR10 4XR11 
(4) 34" Shackle Steel Padlocks, (10) Lockout Tags, (10) Ties, (1) 
4 Steel 16 1%"-dia. Steel Lockout Hasp with Epoxy Coating Brady SWPT3 SWPT4 
(6) Multicolor Steel Padlocks, (1) Pocket, (5) 1%" Steel Jaw Dia. 
6 Steel 16 Hasps, (25) Lockout Safety Booklets, (5) Tags, (20) Ties Brady 5U713 15Y609 
Electrical Lockout Stations 
1 Nylon 4 (1) Blue Nylon Padlock, (1) Pocket, (1) Large Plug Lockout, (1) Tag, (1) Tie Brady 1FYT6 3VAF1 
(1) Red Bumper Steel Padlock, (1) Single Pole Breaker Lockout, (2) _ 
{ Steel 5 Multipole Breaker Lockouts, (1) Pocket, (1) Tag, (1) Tie Brady 3ZM48 
(2) Red Thermoplastic Padlocks, (2) Standard Toggle Breaker Lockouts, 
2 HAE TINOpIASuC LS (2) Wide/Tall Toggle Breaker Lockouts, (4) Tags, (4) Ties Masterock |. SWFOS SWPCS 


Electrical/Valve Lockout Stations 
All Purpose Cable Lockout with 8 ft. Sheathed Cable, Large Universal Valve Lockout with 
Blocking Arm, (2) 120V Snap-On Breaker Lockouts, (2) 120/277V Clamp-On Breaker 
Lockouts, (2) 480/600V Clamp-On Breaker Lockouts, (2) Universal Multi-Pole Breaker 
0 — 26 Lockouts, Oversized Breaker Lockout, (2) Cleats for 120/277V Clamp-On Lockouts, (2) Brady 35XM12 1FYT9 
Cleats for 480/600V Clamp-On Lockouts, Wall Switch Lockout, 110V Plug Lockout, 3-In-1 
Plug Lockout, 1%" to 1" Ball Valve Lockout, 1%" to 3" Ball Valve Lockout, (2) 1" to 2%" Gate 
Valve Lockouts, 1" to 6/2" Adjustable Gate Valve Lockout and (2) Labeled Lockout Hasps 
(2) 1%" Blue Keyed-Different Aluminum Padlocks, (2) 1%" Gold Keyed-Different Aluminum 
Padlocks, (2) 1%" Green Keyed-Different Aluminum Padlocks, (2) 1%" Red Keyed- 
8 Aluminum 102 Different Aluminum Padlocks, (1) 2%" to 5" Valve Cover, (1) Large Plug Lock, (1) Small Brady 3WPK7 3WPK6 
Plug Lock, (50) Lockout Checklist Forms, (2) Hasps, vay) "Do Not Start’ Vinyl Tags, (2) 
"Danger’ Magnetic Signs, (25) Cable Ties, (1) Copy of OSHA Standard 1910.147 
(2) 1%" Blue Keyed-Different Aluminum Padlocks atte Gold Keyed-Different Aluminum 
Padlocks, (2) 1%" Green Keyed-Different Aluminum Padlocks, (2) 1%" Red Keyed-Different 
8 Aluminum 102 Aluminum Padlocks, (1) 22" to 5" Valve Cover, (1) Large Plug Lock, (1) Small Plug Lock, Brady 3WPK9 3WPK8 
(50) Lockout Checklist Forms, (2) Hasps, (10) ‘Do Not Start" Vinyl Tags, (2) Danger 
Magnetic Signs, (25) Cable Ties, (1) Copy of OSHA Standard 1910.147 (25) Cable Ties 








(18) Red Nylon Keyed-Different Padlocks, (5) Pockets, (2) Labeled Aluminum Hasps, (1) 8' Sheathed 
Cable, (1) Large Universal Valve Lockout, (2) 120V Snap-On Breaker Lockouts, (2) 120/277V 
Clamp on Breaker Lockouts, (2) 480/600V Clamp-On Breaker Lockouts, (2) Universal Multipole 
18 Nylon 93 Breaker Lockouts, (1) Oversized Breaker Lockout, (2) 120/277V Clamp on Lockout Cleats, (2) Brady 1FYT8 1FYT9 
480/600V Clamp on Lockout Cleats, (1) Wall Switch Lockout, (1) 110V Plug Lockout, (1) 3-in-1 
Plug lockout, (1) 4" to 1" Ball Valve Lockout, (1) 1%" to 3" Ball Valve Lockout, (2) 1" to 2%" Gate 
Valve Lockouts, (1) 1" to 6%' Gate Valve Lockout, (25) Tags, (25) Ties, Extra Large Lockout Station 
(1) All Purpose Cable Lockout w/ 8' Sheathed Cable, (1) Large Universal Valve Lockout w/ Blocking 
Arm, (2) 120V Snap-On Breaker Lockouts, (2) 120/277V Clamp-On Breaker Lockouts, (2) 480/600V 
Clamp-On Breaker Lockouts, 42 Universal Multi-Pole Breaker Lockouts, (1) Oversized Breaker 
18 Steel 68 Lockout, (2) Cleats for 120/277V Clamp-On Lockouts, (2) Cleats for 480/600V Clamp-On Lockouts, Brady 15Y591 * _— 
(1) Wall Switch Lockout, (1) 110V Plug Lockout, (1) 3-In-1 Plug Lockout, (1) %4"-1" Ball Valve 
Lockout, (1) 1 %4"-3" Ball Valve Lockout, (2) 1"-2 2" Gate Valve Lockouts, (1) 1°-6 %" Adjustable 
_ Gate Valve Lockout, (2) Labeled Lockout Hasps, (18) Brady Safety Padlocks, (25) Lockout Tags 





* Constructed of high postconsumer recycled materials. 
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No. 48KV16 


No. 3PDD7 


* 
BRADY. |carlor] Mastgr, 
Padlock Lock Boxes, 
Stations, and Cabinets 


= Padlocks sold separately; 
see page 1955. 


Plastic Lock Boxes—Clear 
acrylic window provides 
visual check of contents. 
Wall-mountable with 
predrilled holes. Nos. 5TB19 
and 5TB20 include attached 
plastic hooks. Nos. 3PDE2 
and 5TA68 feature built-in 
lock rail and snap-in key 
hooks. 


Steel Lock Boxes—Brady® 
models are tamper-resistant. 
Master Lock® models are 
wall-mountable with a stain- 
less steel handle. Lockout 
message on box is in English, 
Spanish, and French. All 





No. 2CJJ4 


boxes feature a powder-coat 
finish. 


Steel Stations—Plastic- 
coated 14-ga. steel 
construction. 


Cabinets—Durable PVC 
Cabinets are excellent 

for office environments. 

No. 3ZG26 includes pegs for 
8 keys. No. 32G27 has 20 
key hooks. No. 15Y607 is a 
lockable steel cabinet with 
2 keys. 


Padlock Caddy—Features 

ergonomic handle, belt slots, 
and lanyard for keys. Plastic 
construction. 











No. 3ZG27 
Max. No. Door 
of Padlocks Type H W 
Plastic Lock Boxes 
3 Clear Acrylic 6" 6" 
8 Hinged 6" 4" 
10 Clear Acrylic 72" 12 
16 Clear Acrylic 72" by" 
42 Hinged 13. 13° 
Steel Lock Boxes 
7 Sliding v4 8 
10 Clear Acrylic 6 15 
12 Sliding 7' 16" 
12 Hinged 64%64" YS" 
12 Hinged 6 gy" 
13 Hinged 6 733" 
13 Hinged 6" Q" 
14 Steel 1294" 6%" 
14 Steel 1294" 6%" 
34 Hinged Q" 15" 
40 Hinged 6" g" 
50 Hinged 12%" 7¥" 
Steel Stations 
4 — 2Y4" 3 
8 — a 6" 
22 — a 17%" 
24 — a 16" 
PVC Cabinets 
16 Lockable Clear Acrylic = 15" 15: 
40 Lockable Clear Acrylic 30" 15 
Steel Cabinets 
— 15%" 18" 
Padlock Caddy 
12 — 8" 5 YA" 





a 


tile ah 





No. 15Y607 








D Color 
2" Red 
5" Red 
294" Red 
4Y' Red 
3" Red 
24" Red 
a Yellow 
24" Red 
31/6 Red 
334" Red 
gy" Red 
34" Red 
3Y" Yellow 
3Y" Red 
10¥" Red 
3" Blue 
6" Red 
1%" Red 
1," Red 
1" Red 
1%" Red 
3" White 
3" White 
2" Red/White 
il Red 





Brand 


Brady 
Brady 
Brady 
Brady 
Condor 


Brady 
Brady 
Brady 
Brady 
Master Lock 
Brady 
Brady 
Master Lock 
Master Lock 
Brady 
Brady 
Brady 


Brady 
Master Lock 
Master Lock 

Brady 


Brady 
Brady 


Brady 


Master Lock 








Item 
No. 


5TB19 

3PDE2 

51B20 

dTA68 
48KV16 


3PDD7 
01B21 
3WPHS3 
447114 
4EMZ1 
oTA77 
1D677 
2CJL2 
2CJL1 
15Y531 
35oXM04 
3PDE3 


3TB27 
3LTL2 
3LTL4 
3TB28 


3ZG26 
3ZG27 


15Y607 
4EMZ2 











he 
pee aye ne = No. 15Y526 
* No. 3PDD4 
Sie: <a “sae 
oO. 
Max. 
=p Hasp Shackle Locking > CHOOSE: Item Pkg. 
rO> BRADY. Material Type Dia. Holes Color L Ww Brand No. Qty. 
Lockout Hasps 
Master, . Steel Standard 9H" 6 Red 5° 2%" ~~ Condor = 2CW4_— 
Steel Scissor-Action 37g" 6 Red 5 2%" Brady 15Y530 1 
Lockout [-] as S Steel Scissor-Action 3g" 6 Red 4y," 294" Brady 15Y533 1 
p Steel/Spark-Resistant Scissor-Action V6" 6 Yellow 4¥," 134" Brady 3PDD3_ 1 
: can Steel/Spark-Resistant Scissor-Action Ve 6 Yellow 5" 29" Brady 3PDD4_ 1 
= Scissor-action hasps Steel/Spark-Resistant Scissor-Action 3g" 6 Red 4Y," 134" Brady 61767 =12 
open and close Steel/Spark-Resistant Scissor-Action __¥%" 6 Red 5" 2% ~~ Brady 61768 12 
similar to scissors Polyester-Coated Aluminum Scissor-Action 3g" 6 Red 4¥" 29/4" Brady 15Y521 1 
= Polyester-Coated Aluminum Scissor-Action ye" 6 Red 5" 298" Brady  15Y522 1 
= Snap-on hasps push open ~ cree Snap-On a 6 Red av 1% Condor 1U1771 
then snap closed with Steel Snap-On A 6 Red 45° 13° Master Lock 40CL93 1 
spring-loaded locking arm Steel Snap-On 3g" 6 Red 5 29%" Condor 517591 1 
Aluminum/Spark-Resistant Snap-On 37g" 6 Red 45" 1 Condor 2CJH7 1 
Lockout Hasps—Locking Aluminum/Spark-Resistant Snap-On ye" 6 Red 4ife" 2 Condor 2CJH8 1 
Aluminum/Spark-Resistant Snap-On 3g" 6 Red 45" 1%" Master Lock 40CL91 1 
holes accommodate most Aluminum/Spark-Resistant Snap-On He 6 Red 47% 2  MasterLock 40CL92 1 
standard lockout padlocks. Nylon Snap-On Ae 6 Red 67%" 15%" _MasterLock 4EMY3 1 
Nylon Snap-On ¥" 6 Orange 74" 13%" Brady 15Y527 1 
Labeled Hasps—Lock out Labeled Lockout Hasps 
power on line or equipment Aluminum Snap-On V6" 6 (1 Each) Blue, Gold, Green, Red, Silver 7%" 3 Brady 61443 35 
: : : Aluminum Snap-On V6" 6 Blue, Gold, Green, Silver 74" 3 Brady J5050 5 
while displaying tagout Anodized Aluminum Snap-On 6 6 Blue, Gold, Green, Silver TiS Brady J5049 5 
message on writable, erasable ~ Anodized Aluminum Snap-On Ae 6 (1 Each) Blue, Green, Gold, Red, Silver 74" 3° Brady 15Y526 5 
surface. Zinc-Plated Steel Scissor-Action Ae 6 Red oy" 3%" Brady 3BE93_ 5 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1953 


SECURITY Scan. Order. Done. 





Padlocks Details on page Al. 
* G A GRAINGER 
| Safety Padlocks APPROVED 
No. No. = For more lock colors, see Grainger.com® available in many colors with multilingual warning stick- 
ore J5180 ers. Encased aluminum body provides a high level of heat 


Plastic Covered Safety Locks, Short and Long 
Body—Built especially for safety lockout applications. They 
are completely insulated against electric shocks, offer a high 


resistance. Steel shackle helps secure devices with smaller 
diameter holes. 




















level of heat resistance with aluminum body, and are avail- Aluminum Safety Locks—Feature aluminum bodies that 
able in many colors with multilingual warning stickers. are suitable for a wide range of applications and are available 
No. : : in a number of different colors. Lightweight and helps k 
J5184 cere ee ae oe ee eee the a an i tes ‘a ia ih ae faders 
Designed for safety lockout applications, these locks are shackloswith . aianeed aicaresion epanh " 
completely insulated against electric shocks, and are g. 
Key > CHOOSE: Body Body Shackle Shackle Shackle Item Pkg. 
Description Type Color Height Width Height Width Dia. No. Qty. 
Plastic Covered Safety Locks, Short and Long Body 

Short Body Different White, Red, Blue, Green, Yellow, Orange 2 12/%a" 1¥" Yq" Ya" «§5172 

Short Body Different Red, Blue, Green, Yellow, Orange, Black, Brown, Purple, White —_2" 1°%a" Te 4" Ys" ~——«JS5173— «6 

Short Body Alike Orange, Black, Brown, Purple, White 2 16 TV" Sq" YM Jo1/4 3 

Short Body Different Red, Blue, Yellow, Green, Orange, Black, Brown, Purple, White = 2° 19%" 12" 4" vy Jol/7 6 

Short Body Alike Red 3: 13%a" 1%" fa" Yy" ——«S5178 3 

Short Body Alike Blue, Yellow, Green, Orange, Black, Brown, Purple, White 2 1°%a" 1" 4" vy  J0178 = 3 

Long Body Different Black, Red, Blue, Green, Yellow, Orange 3. 19%4" 12" Yq" Ys" ~=—«JSH176— 

Plastic Covered Safety Lock w/ Steel Shackle 

Steel Shackle Different Red, Blue, Yellow, Green, Orange, Black, Brown, Purple, White 2" 16 1%" 4 eo _—«Jo180— 1 

Steel Shackle Different Red, Blue, Yellow, Green, Orange, Black, Brown, Purple, White —2" 16 1" Yq" ko  —J0181 6 

Steel Shackle Alike _ Red, Blue, Yellow, Green, Orange, Black, Brown, Purple, White —_2" 12%" 1%" ya" 2" _-Jols2_ 3 

Steel Shackle Alike —_ Red, Blue, Yellow, Green, Orange, Black, Brown, Purple, White —2" 19%a" 1" Yq" eo ~—+J5183 6 

Aluminum Safety Locks 

Aluminum Lock Different Red, Yellow, Blue, Green, Black, White, Purple 146) 1%6 1 21/30" He Jo184 1 

Aluminum Lock Alike Red, Yellow, Blue, Green, Black, White, Purple 146 1%6 1 2/30" He Jo185 1 

Aluminum Lock with Extended Shackle Different Red 1%" 16 1/6. 21/32" Ys" _—«Jol86_— 

Aluminum Lock with Extended Shackle Different Yellow, Blue, Green, Black, White, Purple 2. 1% 1/6" 21/30" MY _Jo186 — 1 

Aluminum Lock with Extended Shackle Alike Red, Yellow, Blue, Green, Black, White 2. 16 1/6 21/39" VY —s«SO187 

Aluminum Lock with Extended Shackle, 30mm Body - Multi Pack Alike White, Green, Blue, Red, Purple 2 1% 1/6. 21/30" Ye Jo1s9 3 

Aluminum Lock with Extended Shackle, 30mm Body - Multi Pack Alike Yellow, White, Green, Blue, Red 2 16 1/6 239" Ye Jo190 6 

Aluminum Lock with Extended Shackle, 40mm Body - Multi Pack Alike Green, Yellow, White, Blue 2" 16. 1/6. 21/30" Ys" _-*J5188 6 

a. a Pee : age af Ecolution™ 72 Series—Compact and lightweight recycled aluminum body, 
anodized inside and outside. NANO PROTECT™ plated steel shackle provides 
maximum corrosion resistance. 

Key > CHOOSE: Body Body Shackle Shackle Shackle ‘Item Pkg. Locks come standard with a 
Different Red, Blue, Green, Black, Yellow, Purple, Orange, Brown, Silver 1%" ve 1" he Ya D8943 1 key changes. 

Different Red, Blue, Green, Black, Yellow, Purple, Orange, Brown, Silver 1%," 1¥2" 12" 13/4" Ya" D8944 1 = Minimum 70% 

Different Red, Blue, Green, Black, Yellow, Purple, Orange, Brown, Silver Le 1%" ae Sig" Va D8945 1 
Alike Red, Blue, Green, Black, Yellow, Purple, Orange, Brown, Silver 1%" 1 I Wg" Yq D8946 1 postconsumer 
Alike Silver, Red, Blue, Green, Black, Yellow, Purple, Orange, Brown 1%" 1¥;" ill 16" Ya" D8947 s] recycled content 
Alike Silver, Red, Blue, Green, Black, Yellow, Purple, Orange, Brown 1%" Te 1" he Ya D8948 6 
Alike Red, Blue, Green, Black, Yellow, Purple, Orange, Brown, Silver 1A" 1%" 1%" He Ya D8949 1 Ecolution™ 74 
Alike Silver, Red, Blue, Green, Black, Yellow, Purple, Orange, Brown TY TV TY Ye Yq" D8951 e] au 
Alike Silver, Red, Blue, TD pack, Yellow, rumple, orange, Brown tee bee ve ve vi peaee : Series—High recycled 
Alike Red, Blue, Green, Black, Yellow, Purple, Orange, Brown, Silver 0" 2 : 16" i 5 

Different Red, Blue, Green, Yellow, Orange, Black 156" 1%" il Vs Ve J5191_6 content padlocks are spark- 

Different Black, Blue, Brown, vee fang, Turple, Red, Silver, Yellow 1 ie ie a i rape g resistant and eco-friendly. 

Different reen, Yellow, Orange % 2" : " 4" 4) nae 
Alike Red, Blue, Orange, Black, Purple, Silver 154! 1 3" Hg Va J5194_ 3 Dielectric plastic-encased 
Alike ped; Greet Yellow Dranas, lacke Purple, Silver = i ; uA a bis ts 15195 7 aluminum body and shackle 
Alike Red, Blue, Green, Orange, Yellow, Black, Brown, Purple, Silver 0" o " 16" i 5 : 

Alike Red, Blue, Green, Orange, Yellow, Black, Brown, Purple, Silver 1%" 1" 1% 16 Va H500712__ ‘Provide extra safety and 
Different Black, Blue, Brown, Green, Orange, Purple, Red, Silver, Yellow ee WA i r ree 45196 ! durability. Locks include 

Alike Black, Blue, Brown, Green, Orange, Purple, Red, Silver, Yellow 9" 4 é 64" 5197 AP : 

Alike Black, Blue, Brown, Green, Orange, Purple, Red, Silver, Yellow 217/39 V4 ik il r¥" 451986 ‘Uilingual labels for custom 

Alike 5 Black, Blue, Brown, Green, Orange, Purple, Red, Silver, Yellow 217/09" TV: Tt {" THeq" J5199 = 12_~—s ization. Support LEED 
Ecolution™ 74 Series “Idi Tee 
Different Red, Blue, Green, Black, Yellow, Purple, Orange, own ih Le ie a es ‘tae building certification. 

Alike Red, Blue, Green, Black, Yellow, Purple, Orange, Brown i 9" Yo" 4" i 1 —" 
Different Red, Blue, Green, Black Yellow, Purple Orange, Brown ye 1% 3 a 14 10398 Laminated Ecolution 
Different Red, Yellow, Green, Purple, Orange, Blue, Black, Brown : 2" Y," 4" 4" 41 Series—Our laminated 

Alike Red, Blue, Green, Black, Yellow, Purple, Orange, Brown 1%" 12" 1/2" 4" Ya" J0400 1 teel safet dlock 

Alike Red, Yellow, Green, Orange, Blue, Black, Brown, Purple = Des 7 a is un l SlGE! Salety padioc a are 

Alike ed, Blue, Green, Yellow " 2 Y" " " 4 suitable for both safe 

Alike Red, Blue, Green, Yellow 134" 1%," 1¥," 5/4" Va J0403 6 d it y 
Different Red, Blue, Green, Yellow, Orange, Black, Brown, Purple, White, Assorted 154" 1% 1% yy" Yj; J5200 6 afd Security purposes. 

Alike Black, Brown, Purple, White, Orange 19/4" 1%" 12" fa A J5201 3 They are made with 

Alike Black, Brown, Purple, White 13" 1¥" 1%." 4" Ya" J5202 6 high lit led 
Different Red ch 17" 17" ya Ai J5203. «6 Igh-quaiily recycie 

Alike Red 134" Le ib fa Yq J5204 3 steel laminates that are 

Alike Red, Blue, Yellow, Green, Orange, Black, Brown, Purple, White 1%" 12" 1¥;" y4" Ya" J5205 6 individuall ted with 
Different Red, Blue, Yellow, Green, Orange, Black, Brown, Purple, White 1" iA 1% 7 TH%eq" J5206. 21 ~~=*Nalvidually coated with a 
Different Red, Blue, Yellow, Green, pange, pack owe, putnre. nite ih A ie om aa ae g non-hazardous cadmium- 

Alike Red, Blue, Yellow, Green, Orange, Black, Brown, Purple, White " a Yo" fs 64" 5 . a 

Alike Red, Blue, Yellow, Green, Orange, Black, Brown, Purple, White 1%" 1%" 1% Ya" TH%6q" J5209 6 free plating, giving the lock 
bit rae cotton 4 — Blue, G Black, Yellow, Wh 1% 1% Va 13 Wi D8954 1 een oO 

ifferent ed, Blue, Green, Black, Yellow, White 3 2" i 16" 64" . 

Different Red, Blue, Green, Black, Yellow, White 138" 1H" 17" He Tea ps955 1 ~~+Of rust resistance. Colored 
Alike Red, Blue, teen, eee veo. nite ie A Bs ea ea pene vinyl bumpers are avail- 
Alike Red, Blue, Green, Black, Yellow, White gi a Ze 16" Yea" 5/7 ; eer 

Different Orange ive 1%" i i Yo J5210_ 1 Able for easy identification 

Different Red, Blue, wieen, Back, BOHN, putea, ate tess +e a oh ao al : and compliance with OSHA 

Different Red, Blue, Yellow, Green, Black, Purple, White Ve (a : 4" 30" 5 ‘ 

Alike Red, Green, Black, Brown, Purple The" 15" o" Tg Vp" J5214_3_~‘Feguiations. The perfect 

Alike Red, Blue, Yellow, area, a9 ELON a ye 1s, es A wi ee aE g safety lock for use in harsh 
Different Red, Blue, Yellow, Green, Black, Brown, Purple, White As 0" ‘ Cs 32" 5 or 

Alike Red, Blue, Yellow, Green, Black, Brown, Purple. White 1%" 3 6 Yo J5217 3 conditions and for added 

Alike Red, Blue, Yellow, Green, Black, Brown, Purple, White 1%6° 1¥;" 3 Yi" 30" J5218 6 security. 

1954 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SECURITY 
Padlocks 





Master AMERICAN 


High-Visibility and Anodized Aluminum Lockout Padlocks 


= 5-pin or 6-pin cylinder 

= Keyed different or keyed 
alike, 2 keys per lock 

= For custom lock configurations, 
see Grainger.com® 


> CHOOSE: Body 
Color Height 
High-Visibility, Powdered Coated 
Green 17%" 


Anodized 
Black, Blue, Brown, Green, Orange, 
Purple, Red, Silver, Yellow 
Black, Blue, Green, Orange, Red, Yellow 
Black, Blue, Brown, Green, Orange, 
Purple, Red, Silver, Yellow 


17" 


1%" 
1% 
1% 
1% 
17% 
1% 
1% 
1%" 


Blue, Green, Red, Yellow 


Master 


res BRADY. 


High-Visibility Powder-Coated— 
Vibrant colors allow easy lockout 
customization and identification. 
Aluminum body and baked-on, 
powder-coated finish ideal for corro- 
sive environments. 


Steel Body Safety Lockout Padlocks 


= 6 bumper colors for identification 
= Keyed alike or keyed different, 

2 keys per lock 
= For custom lock configurations, 


Anodized—Anodized finish, corro- 
sion-resistant 1/2"-thick aluminum 
body with boron alloy shackle makes 
padlocks ideal for food service facili- 
ties and washdown applications. 


ALIKE DIFFERENT 

Body Shackle Shackle Shackle Item Pkg. Item Pkg. 
Width Height Width Dia. Brand No. Qty. No. Qty. 
17" il yy" Vs" Master Lock D1915 1 — = 
11" 4! Ya" Ya" American Lock | D1917 1 D1916 1 
1%" 1" Sq" YA" American Lock D5335 6 — — 
17" 1% ¥;" Vi," American Lock | D1919 1 D1918 1 
1%" 3" Sq" YA" American Lock D8965 1 E0163 1 
1" TL: Sq" YA" American Lock D5334 3 — — 
1" TY Sq" Yq" American Lock E7785 3 — — 
1%" 1% Sq" WA American Lock E7786 6 — — 
1¥," 1% Sq" W American Lock E7787 12 — — 
1%" 1" Sq" W American Lock D5336 12 — — 

Master Lock Steel Laminated Series—Reinforced 

laminated 3"-thick steel construction. 

Brady Assorted Steel Laminated Locks—Shackle 

is made of a special metal alloy to increase durability ! a 


see Grainger.com® 


> CHOOSE: Body 
Color Height 
Master Lock Steel Laminated Series 


Yellow, Red, Blue, Black 1%, 
Yellow, White, Red, Le 
Green, Blue, Black +77 


Brady Assorted Steel Laminated Locks, 1 of each color per pack 
Ys" 1 Ag" 4" Sy" 


Assorted WA 


Safety Lockout Padlocks 


= 6-pin key-retaining 
cylinder (except 
No. H1700 is 5-pin) 

= Keyed different or keyed 
alike, 1 key per lock 

= Danger labels included 

Note: For keyed alike or master 


keying, or for key numbers not listed, 
call 1-800-GRAINGER (472-4643). 


Additional fees may apply. 


Zenex™ Thermoplastic— 
Lightweight, nonconductive, 
and durable Zenex® thermo- 
plastic padlock body can be 
customized with permanent 
write-on labels. Key retaining 
feature will not release key 
when lock is open. Ensures 
padlock is not accidentally 
left unlocked. 


Nonconductive 
Shackle—Nonmagnetic and 
nonsparking padlocks are 
ideal for electrical tempera- 
mental environments and 
confined-space applications. 
Nonconductive nylon shackle, 
brass key, and cylinder. 


against cutting, prying, and twisting. 


ALIKE DIFFERENT 
Body Shackle Shackle Shackle | Item Pkg. Item Pkg. 
Width Height Width Dia. No. Qty. No. Qty. 
1%6° 4 %e' ¥32" D5331 3 _— — 
1%6 fa Ye ¥32" D5332 6 D1927 1 
1%6° fa" 78. ¥32" F0076 1 _— — 
1%6° 2" ¥e' 932" F0078 1 D1931 1 
Va — — 3LTHO 6 
1/6 Zz ie Ya _- — 3LTH/ 6 


ZING 








No. D1916 





No. D1919 





No. 3LTH5 





Fiberglass-Reinforced rn 
Nylon—Padlocks have Mas ter. 
nonconductive bodies =. 
@ 
(Nos. H1705 and H1707 are = eld BRADY. 
completely nonconductive). 
ini revent > CHOOSE: Body Body Shackle Shackle Shackle 
Key retaining system preve e Color __ Height Width Height Width Dia. Brand 
key from being removed until »zenex Thermoplastic 
hackle i mopletely closed. Red 31 1 ae A Master Lock 
pliaewe le ue ssl Black, Blue, Green, 3 a A 29/30" Va" Master Lock 
No. H1700 is compact for Orange, Red, Yellow 3 Te Tih Bh" "Master Lock 
small spaces. ere Ble Oe or, Red 1%" 1%" 1%" — 5" Ye" — Master Lock 
RecycLock™ Safety sees Aad teal Yerou 14" 1H 1K 2%" Ye" Master Lock 
Padlocks—High recycled Black, Blue, Green, Orange, 5: ay 4, 25" We Master Lock 
content padlocks are spark- Purple, Red. Yellow, Teal 
; Zenex™ Thermoplastic Stainless Steel Shackle 
resistant and eco-friendly. Black, Blue, Green, Orange, 17s 1% 16" 9 ¥%e Master LOCK 
i i in- Purple, Red, Teal, Yellow, White 1'%6 198 1%" 78" Ve Master Loc 
Dielectric plastic-encased Red 79," +5 A vi Master Cock 
aluminum body and shackle §‘ Nonconductive Shackle 
Heil safety and Me sree, Backer 1%" «1% 1%" "YA" Master Lock 
arr cream, Orange 11218 Mastr Lon 
- - 1%" : ‘ 32 : aster Loc 
Piney Tetaing ©) det Black, Blue, Green, 11a AT ag Master Lock 
Locks include trilingual labels Orange, Red, Yellow nb 5, Vie" Master Lock 
for customization. eae na Nylon ceneaceeears : ; = 
+t 0 _ ed, Blue, Yellow, 4" 0" 0" 4 4" rady 
= Minimum 70% post Green’ Orange, Black, 13" 1%" 114" "SH Brady 
consumer recycled content Brown, Purple, White % % TT 7 Tea" Brady 
Thermoplastic 
Note: Keyed differently locks include Red, Blue, Green, Yellow, 7%" 1%" 4x1 3h" 7; Brady 
1 key per lock. For keyed-alike K " Orange. Black 4" 1K" 1 ya" Ya Brady 
i i ecycLoc 
slr st ei eda ie Red, Blue, Green, Black, Yellow, 1%" 1%" 1%" ‘er Va" Zing 
yen Purple, Orange, Brown ik be Ai Zing 
may apply. Red, Blue, Green, Yellow 1% 1% 1%" THe Ys Zing 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





ALIKE 


Item 
No. 


F0082 
D9327 
D3328 


F0080 


32V005 


D5324 


D9325 
D9338 
D7359 


H1699 
H1/07 


pad6d 


Pkg. 
Qty. 


— Oo — 






No. 
D1942 
DIFFERENT 
Item Pkg. 
No. Qty. 

D1944 1 
D1948 1 
D5337 
G6057 
D1942 1 
H1705 6 
H1700 =] 
D1949_ 1 
D1951_—6 
D8958_ 
D8959_ 





SECURITY Scan. Order. Done. 































Padlocks Details on page A1. 
Padlocks W P=F-EGRAINGER 
APPROVED 
= Include 2 keys 
ALIKE DIFFERENT 
Body Shackle Shackle Shackle Body Body Body No. of |Opens with Mfr. Item |Openswith Mfr. Item 
Color Height Dia. Width Height Width Thickness Pins Key No. Model No. Key No. Model No. 
Aluminum 
No. 1XRU4 Silver “%a" 13a" THe 3" OTM 3Y%a" 4 = = = — 48JP86  48JP86 
Silver 6" Hao" 7 THs TBA" TH59" 5 — 48 JP95 48JP95 — a — 
Silver 340" ie 7 Te%a"«13%0" Tp" 5 — AB JP98 48JP98 — — — 
Silver 342" ie 7 T8%s" Tao" «iT ea" 5 — ABJRO1 48JR01 — — — 
Silver 340" ve A T8%a" Tao" —SO*rT ea" 5 — 48 JRO3 48JR03 — — — 
Silver T 13a" 7 1% 4" OTH" 3%a" 4 — 48 JP87 48JP87 — — — 
Silver ik 15%" 7 To" 13%" Tp" 5 — 48 JP89 48JP89 — = — 
Silver il Ta" Ta" D6 13%" TH5p" 5 — = — — 48JP88  48JP88 
Silver ii Ta" Ta" D6 10" THep" 5 — = — — 48JP94 ~ 48JP94 
Silver il Ta" Ta" D6 130" TH9" 5 — — — — 48JP96  48JP96 
Yellow i Ya9" Tg" Dif T2a0" «1 Hea 5 — — — — 48JP99  48JP99 
Silver TH Ta" Ta" D6 13%" 139" 5 — = — — 48JP90  48JP90 
Silver TH Ae Ty T172" Tao" SCT ea 5 — 48JR04 48JR04 — = — 
Silver 1%e° Tq" 7 T3564" 13%" 139" 5 — 48JP91 48JP91 — — — 
No. 1XRV1 Silver OV; Ta" 7 T3¥%64" 13%" 139" 5 — AB JP93 48JP93 — = — 
Silver DY," Ta" Tea" D6 13%" 139" 5 — — — — 48JP92  48JP92 
Brass 
Yellow = 7 13g" Dy 137s" 88a 5 — — — — 48JR05  48JR05 
Yellow 7A 5" Tg" 134" 13%a" CHa" 5 — AB IRO6 48JR06 = — — 
Yellow ‘6 Vs" T6" T3764" 13%a" CHa" 5 = ABIR10 48JR10 = — = 
Yellow ‘6 5" Tg" DH" T37%a" Ha" 5 = — = — 48JRO9  48JR09 
Yellow 32" Fao" T" THe" 138% a" CHa" 5 = ABIRT4 A8JR14 = — = 
Yellow 32" Yao" il Dy," 13%" Sa" 5 = — = — 48JR13  48JR13 
Yellow 2%" Vj; T¢" T3564" «13% a" SHa" 5 = 4gJR12 48JR12 — — = 
Yellow 2%" ;' Tg" D9" T37%4" Ha" 5 = — = — 48JR11  48JR11 
Yellow 2%" Yao" T THe" 13% a" CHa" 5 = ABJR16 48JR16 _ — = 
Yellow 2%" Yao" ii D9" 13%" Ha" 5 = — _ = 48JR15  48JR15 
No. 1XRUS Yellow. 294" i THe" 1%" —*13%a" ~~ SHea" 5 GRO 48JR08 48JR08, — = = 
Yellow 294" Vj" Ty; D9," 137%" Ha" 5 — = = — 48JRO7  48JR07 
Steel 
Silver yf He" He" T TH" 7A 4 GV281 TXRU2 1XRU2 =< 1XRT9.—«-1XRT9 
Silver 2742" Vy; 2/9" TH; kz 7 4 GM1086 TXRT6 TXRT6 — TXRT4——1XRT4 
Silver A y; Hj TH; THe 7A 4 GM1261 TXRT7 TXRT7 = TXRT5.‘1XRT5 
Silver WAN Ae T TH Z" T 4 GM1307 TXRU1 TXRU1 — TXRT8 _-1XRT8 
Silver TH 7 yj" TH THe 7A 4 GMi656 1803KALFWWG 1XRU9 — TXRVi_—«1XRVI 
Silver ul 7s" i" TH; THe 7A 4 GM1365 1803KALHWWG 1XRU4 — TXRU3 TXRU3 
Silver DV," 7s" 29" TH; TH" 7A | GMi510 1801KALJWWG 1XRU6 — TXRU5.‘-TXRU5 
No. ALIKE DIFFERENT 
4T083 Opens 
Shackle Shackle Shackle Body Body Body No.of with Mfr. Item Mfr. Item 
’ Height _ Dia. Width Shackle Material Height Width Thickness Pins Key No. Model No. Model No. 
Master Lock® Commercial 
2" x" 1%6" Boron Hardened Steel 1%" 2" 1" 4 A152 5KALJ 37980 5LJ 37981 
2," If" 1546" Boron Hardened Steel 11" o ig 4 A2t4 5KALJ 3JZC8 = = 
1v;' If" 1546" Boron Hardened Steel 11" ay 1 4 1010 5KALF 3HUAS | 5LF 3HUA7 
1 If" 1546" Boron Hardened Steel 11" 2" ie 4 A418 5KA 41093 5 41082 
ii x" 1546" Boron Hardened Steel 11" Z ie 4 A326 5KA 4T084 = — 
1" x" 1%6" Boron Hardened Steel 1%" 2" 1" 4 A565 5KA 47088 — — 
15/6" Ag" 3" Hardened Steel 15;' 13/4" 7h 5 10R40 81KA 3HVZ5 81 3HVZ3 
1v,' Ae" yf" Hardened Steel 19;' 134" 7A 5 10R41/  81KALF 3HVZ9 | 8iLF  3HVZ7 
215" Ae" yf" Hardened Steel 15/4" 134" 7A" 5  10R41|' 81KALJ  3HWA4| 81LJ 3HWA2 
2," 6" yf" Hardened Steel 1% 134" 7A 4 2440 1KALJ 31976 =31LJ 31977 
. V5" Ae" yf" Hardened Steel 1%" 13%" 7A 4 9426 1KALJ 3JZA2 = — 
No. 3T976 21," Ae" yf" Hardened Steel WH" 13%" 7A 4 -2729 1KALJ 3JZA5 = — 
1vh' 6" yf" Hardened Steel He 1:34" 7A" 4 2008 1KALF 3HUA2 | 1LF  3HTz9 
5YA" Ae" 3/4" Hardened Steel THe" 134" 7A 4 X2355 1KALN 3HUAG | iLN  3HUA4 
15/6" Ag" fj" Hardened Steel he 134" 7h 4 -9946 1KA 1A445 1 1A375 
15/6" Ae" yf" Hardened Steel THe 1:34" 7A 4 X2289 1KA 4T086 = — 
rN 15/6" Ag" yf" Hardened Steel THe 134" 7A" 4 X2420 1KA 47091 = — 
F | faster THe" se" ¥;' Hardened Steel He" 154" = 4 2081 | 1KA-2081 3JYZ8 — — 
Lock. a Yao" Hf Hardened Steel Thi 1%e" yf," 4 344 3KALH 37979 | 3LH 51812 
L . t il St | 1%" Ho" 5" Hardened Steel 1%6" 1%" Ya" 4 851 3KALF 3HTZ7 | 3LF  3HTZ5 
aminate ee 1%" ‘ye SCOH" Hardened Steel V/s OED 4 536|  3KALF.  wJYYB — = 
Ya" Yao" Hf," Hardened Steel 1h 1%" Ya" 4 3476 3KA 1A446 = — 
Padlocks yo ‘Y.' SCO Hardened Steel 1" 1%6° SCO 4 410 3KA 41087 — = 
: yf" Yao" Hf Hardened Steel 1h 1%" 3/4" 4 3092 3KA 47092 — = 
All padlocks have dual lever-locking shackle —y;: Yao! 5% Hardened Steel Vy 46" yj ri _ _ —_ 3 {A376 
mechanism, antidrill hardened bottom plate, “Master Lock® Commercial with BumpStop® 
1" ¥," 1546" Boron Hardened Steel 11" 2 1 4 A326 5NKA 4EZJ9 5N 4EZJ8 
and include 2 keys. V5" ¥," 146" Boron Hardened Steel 11" a! iB 4 A152 5NKALJ 4EZK4 = — 
MASTER LOCK® COMMERCIAL Master Lock® Commercial Combo Packs-Key Alike 
3/4" Yao" 5" Steel 1%6 1% 6" 3/4" 4 _ 30COM 3HWK7; — — 
Hardened boron and hardened steel shackle ~ 97," ae" 3" Steel 1\6" 13/1" 7 4 — | 4TRILJICOM  3HUJ4 — _ 
provides greater resistance to cutting. “ - : ae es P Steel Wes = i 4 = STCOM —s 3HUJS | — = 
' = aster Loc eneral security 
Include countersunk rivets to reduce poten- “ayn ays Steel ve —«1M%" Vp" 4 P518|  7KALJ 37984 | 7LJ 31985 
tial for prying and dual bumpers to prevent 1ys' He" iy" Steel Ve 1%" Vy" 4 P2aq 7KALF 3HWC5| =7LF = 3HUC2 
damage to property. Proprietary rustproofing __“* Ae" YA" Steel Ve 1%" y" 4 P2209 7KA 47085 7 47083 
avtende look lia Ae" Hg" i" Steel hes" i" 4 ~~ P569 7KA 47089 = — 
: Ae" Hg" ip" Steel Ves 1%" Vy" 4 P256 7KA 4T094 = — 
®©—_DPrryj 2," Hg" ¥" Steel Vers 1%" = 4 P316 | 7KALJ-P316  3JYX7 = = 
BumpStop Provide high level for Master Lock® Warded 
increased security against bump attacks. to 2" a" 13/44" Steel 13/4" 13/3" 3/4" _ — = = 510D  3HUC5 
13/6" Yao" 13/46" Steel 1%" 13/4" Ya" — 263 500KA 37982 = — 
Combo Packs—Keyed alike laminated vA He i" Steel te «1% 13;" — _ 105KA  3HUC4 | 105D  3HUC3 
padlocks with random key number assign- cs Ya Ae Steel i 1%" ys 4 338 aA ne ante = = 
%to2" Yo" 13/46" Steel 19/' 13/4" Ya" — —‘F27 5 = = 
ments. No. 3HUJ5 has two padlocks, 3HUJ4 5A" Vi Ve Steel 7" WA A — =< — — 59 4A377 
has three padlocks, and 3HWK7 has four Master Lock® BumpStop® 
padlocks. 3/4" Yao" of" Hardened Steel 1%68" 1%" 3/4" 4 3113 3KA 3HWG3| — — 
1956 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® SECURITY 
Find the wy. Find Solutions. Find Great Prices. Padlocks 


Single-Post Master 
Shackle Padlocks 


For use with vending machines, utility valve equip- 
ment, meters, and wherever a less accessible 
shackle is desired. Removable hardened steel 
shackles are inaccessible to cutters once engaged. 


Feature dual-locking levers, a hardened steel bottom ae. 1) 


plate for extra drill resistance, and a 4-pin tumbler. 





Breakaway faster, 
Shackle Padlocks 


Laminated steel padlocks feature a warded 
tumbler and a special breakaway shackle 
for emergency access to sprinkler shut- 

off valves and fire hose. Shackle is easily 
broken with a hammer blow. Padlocks are 
keyed alike and include 2 keys. 





No. 3HUH9 

















KEYED ALIKE KEYED DIFFERENT 
Shackle Dim. Shackle Body Dim. Opens with Mfr. Item Shackle Shackle Shackle | Opens with Mfr. Item Opens with Item 
Dia. H W Material W___ Thickness _Key No. Model No. Dia. Height Width Key No. Model No. Key No. No. 
Yao" THs’ THe" Steel IEA Tg" 229 500KABRK-229 1U176 ye ye if 522 443KA___ 3HWK3 — 3HUH9 
Yao" 2" TH6" Steel TH" Hg" 229 500KABRKLH 4DJR4 x VA % 456 443KALE _ 3HWK4 — 3HUJ1 
Government Padlocks AMEN 
LOCK 
Meet stringent U.S. Government Solid Steel—For added security, all models have Solid Brass—Corrosion-resistant brass body stands Solid 
CID-A-A-59486 and CID-A- hardened steel shackles, 5-pin rekeyable cylin- up to the elements for outdoor use. 5-pin nonrekey- Brass 
A59487 standards, including ders, and nonremovable keys. Bodies are stamped able cylinder. Bodies are stamped "US". Additional 
bump-resistance requirement. "US". Zinc-plated. 2 brass keys included. NSNs available, call 1-800-GRAINGER (472-4643). 
ALIKE DIFFERENT 
Opens 
Shackle Shackle Shackle Body Body Body Mfr. Item with Mfr. Item 
National Stock No. Dia. Height Width Shackle Material Height Width Thickness| Opens with Key No. Model No. Key No. Model No. 
Steel 
534000-158-3805 Ae’ 1%" ¥s' __ BoronHardened Steel — 1%! Ys' | MJ34822 or DG34822 A5200GLNKA - DG34822 6DPX9 — A5200GLN _‘6DPY1 
— Ve’ 1%' ¥s' _ Boron Hardened Steel — - — — A5200GLNKAS6 33RL37|  — — — 
534000-158-3807 Ae" 1% Ys’ Boron Hardened Steel — 134" Ya! — — — — _ A5200GLWN _ 6DPY2 
Brass 
5340-01-412-7004 4" 1" ya Brass 1.695" 1%" Ya! DG34823 ASL40NKAB - DG34823 _ 6DPYO — _ — 
5340-01-346-7462 4" i 7 Brass TAo 1%" 7 — — — — ASL40NB -6DPY3 
Brass Padlocks Master, AMERICAN * yy cranctr (1) & 
‘Lock. LOCK APPROVED y 
= Include 2 keys dual ball-bearing locking mecha- GA Solid Brass—Provide Economy Solid Brass—Brass body 
Pro Series® SO ra a ittay crams, Srcksvely tam ainge, ns Aero caosionesstane. EE taminateg 
BumpStop® feature stops the y gee. y oe High Security Solid Brass—Feature _ Pro : Brass 
transfer of force from the bump _— Solid Brass with Brass Tag— Laminated Brass— a dimple key with up to 10-pin cylin- Series 
. : ; : : 7 : Solid 
key to the pins, preventing rota- Have a zinc-plated boron shackle Laminated brass body and der with antipick mushroom pins that grass 
tion of the cylinder so the padlock and 5-pin cylinder. Include a brass cylinder. Shackle offer high resistance to picking plus 
remains locked. Solid brass body __ riveted blank brass tag, which can _ has dual lever-locking multiple key combinations. Reversible Solid 
and brass cylinder. Replaceable be field engraved for identification mechanism. dimple key is easy to insert. Brass with 
hardened boron alloy shackle has purposes. Brass Tag 
ALIKE KEYED DIFFERENT 
Shackle Shackle Shackle Body Body No. of Opens with Mfr. Item Mfr. Item 
Dia. Height Width Shackle Material Height Body Width Thickness Pins Brand Key No. Model No. Model No. 
Pro Series® Solid Brass 
Ya 1Ve' 25/0" Boron Hardened Steel — 1%6" 15/46" 5 Master Lock 10G200 6830KA10G200 _ 4RD86 6830 4RD85 
Ae 1% 2Hf39" Boron Hardened Steel — 19/4" 1" 5 MasterLock 10G201 6840KA10G201 4RFO1 — — 
x" 1%" 2Y/39" Boron Hardened Steel — 2" ia 5 MasterLock 10G202 6850KA10G202  4RFO3 6850 4RF02 
Pro Series® Solid Brass with BumpStop® 
Ya! 1Ve' 25/0" Boron Hardened Steel — 1%6" 15/46" 5 Master Lock 10G044 6830NKA 4EZH3 — — 
Ae 1%" — Hardened Steel — 154" — 5 MasterLock  — — = 6001NLFCNUS 38W801 
¥e" 1¥;" 29/30" Boron Hardened Steel — 2" il 5 Master Lock 10G034 6850NKA 4EZG8 — — 
Solid Brass with Brass Tag 
Ya 1%" yp" Boron Hardened Steel 116 1%" Ya! 5  AmericanLock 25314 A41KATAG 4EZN8 A41 TAG 4EZN7 
Ya! ch yp" Boron Hardened Steel 11%. 1% Va 5  AmericanLock 25314 A42KATAG 4EZP1 A42TAG 4EZN9 
GA Solid Brass 
Ya 2V" ia Hardened Steel 1/6" 154" ye 5 GA M10 1XRW1 1XRW1 — — 
a 1%" Ya" Hardened Steel 1%2" 1% 7 4 GA — — — 1843DLFWWG  1XRV7 
Ya! 2 y,' Hardened Steel 1%2" 1%6 A 4 GA — — — 1843DLHWWG _1XRV8 
High-Security Brass 
Ya! 2" 1346" Hardened Steel 1%" 1%" A 4 ABUS — 55HB/40-63 KA _—- 14J892 — — 
VY, 1346" 1346" Hardened Steel 1%" 1%" A 4 ABUS — 55/40 KA 14J890 — — 
Laminated Brass 
Ae" 1%" yy" Steel 1%" 1%" A 4 Master Lock P8112 8KALF 3HUD2 8LF 3HUD1 
Ae Ae %y" Steel 1%" 1%" Yr 4 Master Lock 451 8KA 3HWE2 8 3HWD9 
Yo" 2 %' Chrome Plated Hardened Steel 1%c' 1%e' 7 4 Master Lock 2525 4KALH 3HUD4 4LH 3HUD3 
Yo" J" 5" Chrome Plated Hardened Steel — 1%6 4" 4 Master Lock 712 4KA-0712 1U171 4 1U170 
Ae" 1%" yp" Hardened Steel 1% 1%" 7 4 Master Lock 404 2KALF 3HUD6 2LF 3HUD5 
Ae" 2V" yp" Hardened Steel 134" 194" 7 4 MasterLock —505 2KALJ 3HUD8 2LJ 3HUD7 
Ve" 594" yp" Hardened Steel 1%" 194" 7, 4 MasterLock 540 2KALN 3HUE1 2LN 3HUD9 
Ae" EZ yp" Hardened Steel 13" 194" 7 4 Master Lock —X2431 2KA-X2431 1U169 2 1U168 
34" 1" Ae" Boron Hardened Steel is 2" il 4 Master Lock A731 6KA SHWF7 6 SHWF6 
¥" 2V2" 16 Boron Hardened Steel a 2" 1" 4 Master Lock A690 6KALJ 3HWG2 _ _ 
Economy Solid Brass 
Yao" Ae x Hardened Steel ya! ya ¥,' 3 MasterLock _—213 4120KA 4YH20 — — 
a0" Te x Steel 7 yY;' ¥;' 3. MasterLock  — — — 4120WWG 4YH19 
Ae Ae Ae Hardened Steel qT" 1%" Ai 3 MasterLock 314 4130KAWWG AYH22 4130 4YH21 
Ae %e' Ae Hardened Steel — 1%" — 3. MasterLock 243 4130KA-243 3LXU5 — — 
a 1349" 136" Hardened Steel 1V;' 17%" 7 4 MasterLock 3231 4140KA 4YH24 4140 4YH23 
Ya" 1346" 16" Hardened Steel — — — —_ Master Lock 2341 4140KA-2341 3LXU8 — — 
Va" 1% 25/30" Boron Hardened Steel — 1%6 — a] Master Lock 10G121 6830KA-10G121 3JZJ5 — — 
2" 16" ia Hardened Steel 1%" 17 Ae 5 MasterLock 41242 4150KA 4YH26 4150 4YH25 
Y2" 15/6" 7 Hardened Steel — 17" — 5 MasterLock 41332 4150KA 3LXV2 — — 
x" QV" 25/0" Boron Hardened Steel — 2" — 5 MasterLock 10G013 | 6850KALJ-10G013  3KJL2 — — 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1957 
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Master 
PRoOSERIES 
é6rii 
No. 6T414 
No. 6T403 
No. 1XRU7 
No. 3JZG5 
For keyed alike products not listed 
or master keying, please call 
1-800-GRAINGER (472-4643). 
iv GRAINGER 
‘ faster APPROVED 


High- and Standard-Security Weather-Resistant Padlocks 


Covered padlocks withstand harsh weather and corrosive environments. 2 brass Weather Tough™ Laminated Steel—Padlocks have chrome rustproofing for 
keys included. Models with BumpStop® technology stop the transfer of force strength and longer life. Rekeyable cylinders provide tens of thousands of key 
from the bump key to the pins, preventing rotation of the cylinder so the padlock changes. 


remains locked. Thermoplastic-Coated Laminated Steel—Padlock protects against moisture, 


dirt, and grime. Hardened steel shackle has molded cover for superior cut resis- 
tance. Non-rekeyable, 4-pin, W1 cylinder offers strong pick resistance. 


Pro Series® Iron Shrouded—Shrouded padlocks offer superior resistance to 
cutting by minimizing shackle exposure. 





GA Laminated Steel—Provide value and security. Exclusively from Grainger. 


KEYED ALIKE KEYED DIFFERENT 
Opens 

Shackle Shackle Shackle Shackle Body Body No. of Opens with Mfr. Item with Mfr. Item 

Dia. Height Width Color Material Width Thickness Pins Brand Key No. Model No. Key No. Model No. 
High-Security Pro Series® Iron Shrouded 

Ae in Yin 7 in Silver Boron Alloy 278" 16 5 Master Lock | 10G018 6327KA 61415 — 6327 61414 

¥% in Yin 7 in Silver Boron Alloy 238" 16° 5 Master Lock | 10G017 6325KA 61413 — 6325 61412 

Vie in Yin 7 in Silver Boron Alloy 2 Ve" 1" 5 Master Lock 10G016 6321KA 61411 — 6321 617410 
High-Security WeatherTough™ Laminated Steel 

Ae in 1 ¥ in 7% in Silver Boron Hardened Steel 2%" 1% 5 Master Lock 10G015 6127KA 61409 | 10G015 6127 67408 

¥ in 1 ¥ in 7% in Silver Boron Hardened Steel 23%" 1%6' 5 Master Lock 10G014 6125KA 61407 —_ —_— _— 

Vie in 2% in 7% in Silver Boron Hardened Steel 24%" 1" 5 Master Lock 10G013 6121KALJ-10G013 67405 — — — 

Ae in 1 Ye in % in Black Boron Hardened Steel 28" 1 5 Master Lock 10G012 6121KA 61404 — _— — 

Vie in 2 Yin 7% in Black Boron Hardened Steel 24%" — 5 Master Lock 10G202 6121KALJ-10G202 3JZG5 — — 

¥% in 2% in 7 in Silver Boron Hardened Steel 238" 1% 5 Master Lock — — — — 6125 67406 

Vie in 1 ¥% in 7% in Silver Boron Hardened Steel 24%" Te 5 Master Lock — — — — 6121 61403 * 
High-Security WeatherTough™ Laminated Steel, BumpStop® 

Ae in 1% in % in Black Boron Hardened Steel 2%" 1%6' 5 Master Lock 10G015 6127NKA 4EZG1 10G015 6127N 4EZF9 

¥% in 1 ¥ in 7% in Black Boron Hardened Steel 23%" 1% 4) Master Lock 10G001 6125NKA 4EZG3 —_— 6125N 4EZG2 

Vie in 1 ¥% in 7% in Black Boron Hardened Steel 24%" il 5 Master Lock 10G020 6121NKA 4EZG5 —_ 6121N 4EZG4 

Ae in 2 Yin % in Black Boron Hardened Steel 28" ili 5 Master Lock 10G024 6121NKALJ 4EZG6 — — — 
Standard-Security GA Laminated Steel 

¥ in % in 1%e in Black Hardened Steel 13" le 4 GA — — — — 1XRU7 1XRU7 
Standard-Security Thermoplastic-Coated Laminated Steel 

¥% in Yin Y in Blue Hardened Steel 1% 1" 4 Master Lock 3210 312KA 6MCP7 — 312D 6MCP5 

% in 2 in % in Blue Hardened Steel 1%6' 1" 4 Master Lock 3210 312KALH 6MCP8 — 312DLH 6MCP6 


* For additional colors, go to Grainger.com®. 
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* GRAINGER AMERICAN © 
Solid Steel Padlocks APPROVED Master, Lock | 
All solid steel padlocks have 5-pin tumblers and include 2 Shrouded—Provide superior resistance to cutting by inn | 
keys. Master Lock® and American Lock® padlocks feature shackle exposure. GA padlocks are key retaining and have stainless | 
rekeyable Pro Series® cylinders with special spool pin steel bodies to provide enhanced corrosion resistance. 


tumblers that are virtually impossible to pick. Nos. 1JAD5 and 
1JAD7 have a round body to provide additional cut, saw, and 
hammer resistance. 


BumpStop®—Stops the transfer of force from the bump key to the 
pins, preventing rotation of the cylinder so the padlock remains locked. 


ALIKE DIFFERENT 
Opens Opens 
Shackle Shackle Shackle Body Body Body _ Body with Mfr. Item with Mfr. Item 
Dia. Height Width Shackle Material Height Dia. Width Thickness Brand Key No. Model No. Key No. Model No. 
Shrouded Solid Steel 
YA" 3" 1 Ye" Hardened Steel 2 V3" 2" 12" ¥e" Grainger Approved} — = — — 1XRV5 —-1XRV5 
V6" 1%6 2%" — Boron Hardened Steel — —_— 13%" 1" Master Lock | 11G304 7045KA 4YH34 — 7045 4YH33 
Solid Steel Sane Advanced Cylinder Technology 
V6" 1% 2%" Boron Hardened Steel — = 13/4" 2V" Master Lock | 11G302 7040NKA 4EZJ5 = = — 
¥e" 1¥," 2%" — Boron Hardened Steel — 2V" 2" 1" Master Lock | 11G305 7050NKA 4EZJ4 — — — 
V/A" 1%" Ys" Boron Hardened Steel — 2¥2" 2V" 1" Master Lock _— _— _— 10G050 6230N 4E2J1 
Solid Steel No. 
“6 1%6' 2%" Boron Hardened Steel — — 1%" 1" Master Lock |11G302 7040KA 4YH32 — — — 4YH35 | 
V6" 1% 2%" Boron Hardened Steel 194" = 13/4" 2V" Master Lock — = — 10G932 7040 3HWD4 
V6" 2" 34" Boron Hardened Steel — — 13/4" 7" American Lock | 15546 A7201KA 4EZK7 — — — EN 
V6" a Ys" Boron Hardened Steel — —_ 13/4" Ze" American Lock | 15546 A/7202KA 4EZL2 —_— — _— 
¥e" 1%" ¥4" Boron Hardened Steel 2" 2" 2 ya" American Lock | 56332 A5260KA 3HWH5 | 56332 A5260 3HWH4 
¥e" 1%" 2%" — Boron Hardened Steel — — 2" I Master Lock |11G305 7050KA 4YH36 — 7050 4YH35 
¥e" 2 Ys" Boron Hardened Steel 2" 2" 2" fa American Lock | 41635 A5261KA 3HWH7 | 41635 A5261 3HWH6 
/6" 1%" 1%e6' Boron Hardened Steel — 2," 2" 1%" American Lock | 27234 A/700KA 1JAD7 | 27234 A700 1JAD5 No 
Ae" 14%" Ys" Boron Hardened Steel — 2¥2" 2¥2" 1" Master Lock | 10G019 6230KA 61417 — — — 4JAD5 
/e 2" 1%6" Boron Hardened Steel 2" 2¥" 2," 1%" American Lock | 27334 A/01KA 4EZP3 — A/01iD 4EZP2 
Disc Padlocks aS Master, 
Resist hammer blows and have All-Weather Diskus®—Stainless steel body, Economy Disc Padlocks— 
reduced shackle exposure to prevent shackle, and locking mechanism provides Keyed alike with a random key 
cutting. maximum corrosion resistance. Cylinder assignment. 


cover helps keep moisture and debris out of 


: . ae , 
Dimple Key Diskus®—The highest the lock cylinder. 


security with an 8-pin cylinder to 


Hasps—Specially designed 
with a hardened steel loop 





remove lock picking. High-Security Diskus®—Solid metal core, | to make lock more resistant All-Weather 
hardened steel shackle, and an antidrill to cutting. Stainless steel Diskus® 
feature for increased resistance to attacks. material. No. 3TMN7 
ALIKE DIFFERENT 
Shackle Body Body Opens with Mfr. Item Opens with Item 
Shackle Dia. Height Shackle Width Shackle Material Dia. Thickness Brand Key No. Model No. Key No. No. 
Dimple Key Diskus® 
3" 5/4" ya" Hardened Steel 294" 1/6" ABUS 7341 25EC/70 KA 3TMJ6 = — 
All-Weather Diskus® 
37" Ve" 3/4" Stainless Steel 24" 1/6" ABUS 113 241B/70 KA 3TMN8 — 3TMN7 
37" "Ye 5/4" Stainless Steel 24" 1%6" ABUS 123 241B/70 KA 3TMN9 — _ 
37" Ye" ya" Stainless Steel 24" 1%" ABUS 198 241B/70 KA 3TMP1 — _ 
Ae Yn" Ye" Stainless Steel 2%" ul ABUS 113 241B/60 KA 3TMNG6 — 3TMN5 
Yq" 37" Va Stainless Steel 2" 1" ABUS 113 241B/50 KA 3TMN4 _ 3TMN3 
3" Ye" ya" Stainless Steel 24" 16" ABUS _— 241B/70 KAx2 3XVY5_—s* _— _ 
High-Security Diskus® 
19/9" 7" 1" Hardened Steel 3%" 14%" ABUS 131 26/90 KA 3TMP9 — 3TMP8 
1340" "Ye 1" Hardened Steel 34" 1%" ABUS 113 26/80 KA 3TMP7 — 3TMP6 
3" 3/4" 5a" Hardened Steel 24" 1%" ABUS 113 26/70 KA 3TMP3 — 3TMP2 
37g" 3/4" 3/4" Hardened Steel 24" 16" ABUS 123 26/70 KA 3TMP4 _ _ 
37g" 5/4" ya" Hardened Steel 274" 16 ABUS 144 26/70 KA 3TMP5 — _ 
Economy Disc Padlocks 
Ae Yo" Ye" Hardened Steel 2%" 1" ABUS 28 28/60 KA 6WNY4 — 6WNY5 
3" 7" ya" Hardened Steel 2/4" Re Master Lock 501 40KAD 4YH18 — 1D560 
37" 3/4" ya" Hardened Steel 24" 136" ABUS 303 28/70 KA 5JKP5 — 5JKP4 
3" 5/4" ya" Hardened Steel 24" 136" ABUS _ 28/70 KAx2 3XVY6—* _— _ 
Mfr. Item 
Description Max. Shackle Dia. Hasp Length Hasp Width Hasp Height Brand Model No. 
Diskus Hasps with Shackle Shield 
Double Hinge As 1%" 26 7 V2" ABUS 140/190 3MPJ2 
Straight As 49/4" 26 43)" ABUS 140/120 3MPJ3 
* Pkg. of 2. 


Hidden Shackle Padlocks and Hasps taster “MERIVIN &. ; é™ 


Padlocks—Secure vans, trucks, gates, and vending 


machines. Hockey puck-style lock design completely Hasps—Shrouded steel hasps protect locks from aenc oe phi 
; 48RG87 
surrounds the shackle for high-security pry and cut —_— physical attack. Installation hardware not included. 
resistance. Offer superior pick resistance and tens of No. 1JAE4 is zinc-plated and allows padlock to For keyed alike products not listed 
thousands of key changes. Include 2 brass keys. remain attached while open for easier use. or master keying, please call 
aIKE niFRERENT 1-800-GRAINGER (472-4643). 

Shackle Shackle Shackle Body Body Body Mfr. Item Mfr. Item Mfr. Item 

Dia. Height Width Color Width Thickness Material Brand Model No. Model No. H W Brand Model No. 
Hidden Shackle Padlocks Hasps for Hidden Shackle Padlocks 

¥,' 1%2" 12542" Silver 2" 1%" Zinc Master Lock | 6271KA 48RG86 6271 48RG85 4¥" 8%" American Lock A801 1JAE4 

ve 1%" 12540" Gray 2" TVA" Steel AmericanLock| A2010KA 48RG88 | A2010 48RG87 Ayo Master Lock 770 4YH37 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1959 
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Security Tech Germany 


GRAINGER AMERIG/IN 
APPROVED LOCK 


Combination Padlocks 


GA—Laminated steel, chrome, and stainless 
steel finished padlocks provide value and 
security. 


yh \\ Master 


= Key Override models do not 
include control keys; order 
separately this page 
Ideal for storage lockers, combination 
locks have a reinforced weather- 
resistant stainless steel outer case and 
3-number combination. 


Antishim Technology—Master Lock® items 
feature a unique flat latch technology that 
blocks shim tools from opening the lock. 
SmoothSpin™ models feature easy grip-and- 
turn combination locks with metal bodies 

and hardened steel shackles. Locks have the 
same key as traditional combination lock. 

No. 3HWJ5 uses a combination that is easy 


Master Lock® High-Security—Boron 
shackle features dual ball-bearing 
locking mechanism. Double-armored 
stainless steel body with fully recessed 





No. 1D573 dial resists knock-off attempts. to remember and dial; ideal for people with 
No. 3HWJ3 disabilities. 
Shackle Dim. Body Dim. Mfr. Item 
Description Color Dia. H W Shackle Material W Thickness Brand Model No. 
Combination Padlocks 
High Security Lock with Override Key, Combination Chart Black/Silver Ve" 1" 16" Boron Alloy  2%6' 15/6" Master Lock 2010 1D569 
Combination Padlock Silver /e" Ye" 7 Hardened Steel 194" 37" Grainger Approved — 1XRW3 
Combination Padlock Silver Ve" 3/4" ify Hardened Steel 2" 7" Grainger Approved 1850DWWG = 1XRW5 
Antishim Technology 
Combination Padlock Medium Security, Key Control Black/Silver ¥32" 1%" 1/6" Hardened Steel 1%’ ¥/" Master Lock 1525LF 3HWJ3 
Combination Padlock with Override Key, Combination Chart Black/Silver ¥30" 2" 1/6" Hardened Steel 1%' 3/4" Master Lock 1525LH 3HWJ4 
Combination Padlock Black/Silver Y30" 2 13/6" Hardened Steel 17° 37" Master Lock 1500LH SHWJ2 
Combination Padlock High Security, No Key Control Black/Silver Y30" 1%" 13/6" Hardened Steel 1% J" Master Lock 1500LF 3HWJ1 
Combination Padlock Silver Y30" ¥4" 13/6" Hardened Steel 17° Jf" Master Lock 1500DWWG 6X694 
2-Pack, Same Combination Black/Silver Y30" ¥4" 16" Hardened Steel 1% 4" Master Lock 1500T 4EZN5 
Combination Padlock Black/Silver Y30" 3/4" 13/6" Hardened Steel 17° J" Master Lock 1a20 1D573 
Combination Padlock with Key Override Black/Silver = %a" 5/4" 13/6" Hardened Steel 17° 3" Master Lock 1525 Custom Key 41103 
Combination Padlock with Easy Combination Black/Silver ——‘%a" 3/4" 1S" Hardened Steel 17° 3/4" Master Lock 1525EZRC 3HWJ5 
Combination Padlock with Override Key, Key Sold Separately Blue Y30" 4" 1/6" Boron Alloy 17%" 3/4" American Lock A400K 4EZL9 
Control Keys 
Control Key for Mfr. No. 2010 Master Lock 2010K-V70 4B365 
Control Key for Mfr. No. 1525, 2076BLU, 2076RED, 1525LF, 1525LH, 1525EZRC Master Lock 1525K-V660 4B366 
Control Key for No. 1525 Series Master Lock K1525 51117 
Control Key for No. Mfr. No. A400K American Lock A400KEY 4EZN1 
Control Key for No. Mfr. No. 78/50 KC ABUS 78/50 Override Key 5JKU8 
W P=P=WGRAINGER 
iV faster. scanty ear APPROVED Security Products 


Resettable Combination Padlocks 


= Key Override No. 4HY70 does not include control key; order separately this page 


Set-your-own combination convenience provides thousands of combinations. Brass models include stan- 
dard, extra-length, and shrouded-shackle options. 





os : a 





= . Shackle Dim. Shackle Body Dim. Mfr. Item 
No. 142331 Description Dia. H W Material W __ Thickness Brand Model No. 
Peeanrne nae Resettable Combination Padlocks 

Seren Stainless Ss’ 1%s' 1" Stainless Steel 214" —%e"~——“Master Lock 1174 5JKW7 

Pro Series® Die Cast Body %' 1%6' ‘'%e' BoronCarbide 2%" 144" Master Lock 1178D 6MCR2 

Pro Series® Brass Body ¥e" = 1%6" '%6" BoronCarbide 21%" 14" Master Lock 1175D 6MCRO 

Pro Series® Brass Body Ye" 2M%6' '%6' BoronCarbide 21%" 14," Master Lock 1175DLH 6MCR1 

Hardened Steel Ys" "~~ 1%6" Hardened Steel 11%" 6" ABUS 160/40 142331 

Hardened Steel__ Ye 2 ~~ 1%" ~Hardened Steel 2" ya" ABUS 160HB/50-50 = 142332 

Ker OveNide wat vs" 1" 54" Hardened Steel 1%" = 34" ABUS 158KC 14J899 

Brass Body Ae" 1" Stainless Steel 2" 1" ABUS 1801B/50 14J895 

Brass Body _ Ye 2¥" 1" Stainless Steel 2" hs ABUS 180IBHB/50 14J896 

ie overs A Hs’ 1" 1" Hardened Steel 2" '%e" Master Lock 176 AHY70 

Brass Body Ye" 1" Hardened Steel 2" He" Master Lock 175 1U172 

No. 4HY70 Die Cast Body Ye" 1" Hardened Steel 2" 1 Master Lock 178D 6JD54 
aie Brass Body Ye V4" 1" Stainless Steel 2" 1/6" Master Lock 175LHSS 5JKW8 
Brass Body Ye 24" 1" Hardened Steel 2" 1/6" Master Lock 175LH 1U173 

Laminated Steel Body Ys" 1" Ys“ Hardened Steel 1%c" 7A ae 1501DWWG = 1XRV2 

Black/Silver Aluminum Body vs 7%" —1"_—“Nick@’ Fated 9,» 6 Master Lock 643D 6MCR4 

; Chrome Plated ; ; 

Resettable Black/Silver Steel Body 2464" —= “Wardaned Steal 116 8564 CCL 436L 36JH48 

Combination Silver Steel Body He DV" 1". Hardened Steel 2" a Master Lock 179LH 33RL35 
Padlocks Brass Body Ye" 1%6' _'%e'_BoronCarbide 2%" 1/3" Master Lock 1177 38W807 

Gold/Silver Brass Body Ye" 1" Hardened Steel 2" = Master Lock 975DCOM 33RL40 

Le 3! Gold/Silver Brass Body Yi" 1" Hardened Steel 2" = Master Lock 975DLHCOM 33RL41 

No. 5JKU4 Aluminum Body i Steel 1%" ys ABUS 145/40 Red 5JKU4 

Control Keys 
Control Key forNo.4HY70 — — — — = _ Master Lock K176CR P569 4HY71 
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Control Key for No. 14J899 


Find even MORE on Grainger.com® 


ABUS 


158 KC KEY ONLY 16P022 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


SECURITY 
Padlocks & Specialty Locks 








* GRAINGER 
APPROVED Master Security Products. 


Briefcase and Luggage Combination Padlocks 
= All locks are resettable 
Laminated Steel—Bottom dial, 3-digit combination. 


Password Plus™’—Uses letters, numbers, and symbols for custom passwords. Round 
dial, 5-position combination. 


TSA-Accepted—Allow TSA screeners to inspect and relock baggage without damag- 
ing the lock. Side window for viewing combination. 3-digit combination. Nos. 6NVL9 
and 6NVNO have a resettable Search Alert® feature that notifies you if the lock has been 
opened. 


Solid Brass—Side dial, 4-digit combination. 
Compact Zinc Alloy—Black body, 3-digit combination. 


Bod 

Shackle Dim. Body Width Thickness Mfr. Item 
Dia. H W W Thickness Color Brand Model No. 
Laminated Steel Resettable Combination Padlocks 
Yin lin %in 1%6' Us Silver GA 1501DWWG ss 1XRV2 
Password Plus™ 
Yin 1¥%in 1%in 2 Yin 1 in Black/Silver MasterLock 1534DBLK 2RUF9 
TSA-Accepted, Steel 
Yain Yin Yin 1%6' 16" Silver Master Lock 4687DNKL 2RUF8 
Yain 1%in %in 1 Yin Y in Blue MasterLock 4688DBLU 38W808 
Yin Yin %in 11%" ¥" Black Master Lock 4680DBLK 38W809 
Yain Yin %in 1 Yin ¥ in Silver MasterLock 4680DNKL 38W810 
Aluminum 
¥cein lin Mein 1 %e in Y in Silver Master Lock 630D 6MCR3 
TSA-Accepted, Die Cast Zinc 
Yein 22in 2%ain 1¥%" 33/4" Black Sesamee 74703 6NVL9 
Yein 2A2in 2%a4in 1%" 89/64" Silver Sesamee 74706 6NVNO 
Solid Brass 
Hein Yin Zin 1 %ein ¥% in Bronze GA 1XRW6 1XRW6 
Brass 
Hein Mein Wein 1%ein Y in Black/Silver Master Lock 647D 4FG16 
Yain Yin %in 1% in ¥ in Black/Silver Master Lock 646T 4FG15 ~* 
Yain Yin %in 1%6 in ¥ in Black/Silver Master Lock 646D 4FG14 


* Twin pack of lock No. 4FG15. 


Security Tech Germany 


U-Lock, Chain, and Cable Locks 


Python™ Adjustable Locking Cables—Patented lock holds cable at any position. 
Protects portable and construction equipment, trailers, generators, power tools, and 
ladders. Rust-resistant lock body with bumper. 


Cable Locks—Braided steel wires are vinyl coated. Nos. 6JD77, 6JD76, and 6JD75 have 
integrated locks for added convenience. 


Security Cable—Durable braided steel wire cable offers superior strength and flexibility. 
Looped ends allow use with U-locks or padlocks. Vinyl coated. 


U-Lock—Lock has double-locking hardened steel removable shackles and heavy-duty 
cable and chain. 7-pin tubular cylinders. Vinyl coating helps prevent scratching and is 
weather-resistant. 


Master, GUI) 


Key Mfr. Item 
Description L Type Brand Model No. 
Python™ Adjustable Locking Cables 
Dit Different Master Lock 8413DPF 3NY54 
eS ee OGr anv arle 6 ft. Alike MasterLock _ 8413KA 3UU68 
Cable Locks 
Integrated Lock and Cable 6 ft. Different Master Lock 8154DPF 6JD76 
Integrated Resettable Lock and Cable 5ft. Combination Master Lock 8119DPF 6JD75 
Cable and Covered Lock 6 ft. Different Master Lock 613DAT 6JD68 
Integrated Lock and Cable, Pkg. of 3G ft. Alike Master Lock 8127TRI 4EZN6 
6 ft. Different ABUS 210/185 KD 19YM73 
Seco nr 6 ft. Different ABUS 210/185 COMBO 19YM75 
Security Cables 
Security Cable, %" Chain dia. 6 tt. None Master Lock 78DPF 6JD72 
Self Coiling, 4" Chain dia. 6 ft. None Master Lock 65D 38W814 
Self Coiling, ¥" Chain dia. 15 ft. None Master Lock {2DPF 38W815 
Shackle Shackle Key Mfr. Item 
Dia. H Width Thickness Type Brand Model No. 
U-Lock 
Y" Pa 1%" 198" Different MasterLock 8118DPF  6JD74 


Sign in to Grainger.com® to see YOUR Pricing and MORE 











TSA-Accepted 
Zinc Die Cast 


No. 3NY54 


No. 6JD74 


Resettable 
Combination 
Padlocks 


Password 
Plus™ 





TSA-Accepted 
Steel 





Brass with 
Black Finish 


Solid Brass 







No. 6JD75 
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SECURITY 
Hasps 


Scan. Order. Done. |= 
Details on page A1. 
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No. 3MPK4 
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4 





High-Security File 
Cabinet Bars 


File cabinet bar features a silver 
powder-coated finish and a built- 
in spring-loaded hinge. The bar 
accepts shackles up to “e"' dia. All 
mounting hardware is included. 


Security Tech Germany 


L 
(in.) 
12 
22V2 
34% 


46 
96% 





Item 
No. 
3MPK3 
3MPK4 
3PCC9 
3PCD1 
3PCD2 






































Eo Ee . 
SEAT vata le GRAINGER 
A. Corner Hasps APPROVED 
WW hoe B. For applications with an inside or outside 90° corner. 
Max. 
] 7 ei : rhe tay 
, a inis ia. 0. 
* GRAINGER im Zinc 3" 1% te’ 1RBK3 
APPROVED A Zinc 4Vp" 1%" Ae 1RBK6 
_ B Galvanized Steel 71%" 13" 16" 1RBH4 
Adjustable Staple Hasps Bo Zine TVs 19a AP AB 
B Steel 7Y4" 1¥," he 1RBG5 
Ideal for doors that are warping or sagging. C Zinc 4x" 1%" e' 3HUJ7 
Max. 
Shackle Item 
Key Hasp Finish L Dia. No. 
A Galvanized Steel 3%" 1%! /e" 1RBG7 
A Galvanized Steel 4%" 1%" /e' 1RBG8 
B Zinc 34%" = 1¥," /e' 4PE39 
B Zinc 4V" 1%" Ae" 4PE41 
B Zinc 6" 1%" V/A" 4PE43 
B Steel 34%" 1¥," /e' 4PE34 
B Steel AV" 1%" /e' 4PE35 
B Steel 6" 1¥," /e' 4PE37 
iT) & 
: gy - * GRAINGER E 
APPROVED : 
* 7} a _ 
 reyrycRaINcER olen Multihinged Hasps 
APPROVED For use around curves, angles, and where doors do 
Fixed Staple Hasps B. not close flush. 
: : Max. 
For flush-closing doors, gates, and cabinets. Shackle. fein 
Max Key Finish L W Dia. No. 
Shackle Item A Chrome 47%in in %e in 3MPH4 
Key Finish L Dia. No. A Chrome o”in i%in *%in 3MPH5 
Eye Hasp Ww B Chrome 7¥in 1%in in 3MPH6 
B Galvanized Steel 214" 114" a6" 1RBG6 GRAINGER G B Chrome Qin 1%in in 3MPH7 
D Black Powder Coated 3%" 1%" ie’ 1RBG3 . : 5 ane . : e in 2 in a in ere 
Fixed Staple Has rg INC 41n 21n 16 In 
A Bright ——— Steel 314" 114" 13/4" 3TJN1 Rotating Eye Hasps E Bright Zinc 7%in ‘Mein “Aein 4FG19 
A Bright Stainless Steel 41%" 1%," 13%," 3TJN3 ict] i 
A Bright Stainless Steel 6° 2 13/4" 3TJN6 Prevent twisting of eye with pry bars. 
C Zinc 2¥" 14%," ¥30" 3HUJ8 Max. 
C Zinc 2 Ve V6" 142366 Shackle Item 
C Zinc 3" 144" 1Ya9" 3HUJ9 Key Finish L W Dia. No. 
E Brass 2¥" 1%," ¥30" 4PE29 Rotating Eye Hasps 
F Steel 3 ye V6" 3MPJ5 A Bright Stainless Steel 31%" 11%" 1%4"  3TJN2 
F Galvanized Steel 39/4" 1%" Y," 3MPJ6 A Bright Stainless Steel 4%" 1%!" 1%"  3TJN4 A 
F Steel 4V" 13/4" VY," 47101 A Bright Stainless Steel _—6' 2 1%" 3TJN7 . 
F Steel 4V," 17%" Vy" 3MPJ7 B Bright Stainless Steel 12%" 7%" Yq"  3TJL8 
F Steel 54" 1%" Y," 3MPJ8 B Bright Stainless Steel 12%2" %' 1%"  3TJL9 
F Steel 6" 13/4" V," 3MPJ4 B Bright Stainless Steel 2°V6s"  1%e' Pao" 3TJN8 
G Chrome 26" ya V4" 3MPH2 B Bright Stainless Steel 2%6" 1'%e' 1%"  — 3TJN5 ¥ 
G Chrome 3% «CT 6 3MPH3 B Bright Stainless Steel 3°54 12564"  %0'  3TJL6 GRAINGER 
H Stainless Steel 73" 2%" vcs’ ~—s 8M P2 B Bright Stainless Steel 4232" 13%4" oe"  — 3TJLT APPROVED 
H Stainless Steel AY" 2H%6' /e" 3MPJ3 D Galvanized Steel AV" 1%," 3" 1RBP2 L kin H 
| Bright Stainless Steel 2 %a" 7 — 3TJNQ D Galvanized Steel 6" 1%" Y," 1RBH1 
| Bright Stainless Steel 21932" S¥a" _ 3TJP1 E Zinc oY" 1%" ¥" 4PE31 oc I g aSps 
| Bright Stainless Steel 2°%64" = 1364" = 3TJP2 E Zinc AVY" 1%," 3" 4PE32 Locking mechanism is available in 
J Chrome 4" 1%" V6" 3MPJ9 E Zinc 6" 1%" Vp" 4PE33 ee 
J Chrome We 1¥6° he" 3MPK1 F Zinc ete 9%" aRBNG | COMbInation or key lock styles. 
— Zinc RN 1%" 1Y9" 1RBH7 Fixed Eye Hasps Item 
—_— Zinc 15%" 1%" 13/30" 1RBJ1 F Steel 6" 215%" Ve" 6X700 Key Finish L W No. 
— Zinc 1¥," ile Vp" SHUK1 Rotating Eye Hasps Combination Hasp 
F Zinc 2¥2" 1%" V4" 4PE30 G Black Powder Coated 3%" 1%" 3" 1RBP3 A Zinc 6" 1%" 1RBP5 
F Zinc Jf" 1" 37g" 4PE44 Fixed Eye Hasps Key Lock Hasps 
F Zinc 4V" 1%" 3" 4PE45 C Zinc 1%" Sf" Ye  1RBG1 B Zinc 3" 1%" 1RBJ9 * 
nixed Staple Replacement Eye E Brass 14" HH" Vie" 1RBF6 B Chrome 4V" 15%" 4PE49 * 
Zinc 1" 1%" 1%" APEAT E Brass 3%" 1% He’ ARBF8__| * Keyed different. 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


SECURITY 
Cam Locks 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





MAX. LATCHING DISTANCE 


OFFSET 


OFFSET REVERSED 


FORWARD STRAIGHT 


9 





UI 
D. No. 1XRX3 Sa a I fete 
Straight Cam DIAMETER AL tian 
Cabinet it) 
NU 
HOUSING LENGTH 
—— DOOR THICKNESS 
CHROME 
Mounting For Door Max. FINISH 
Hole Thickness Latching Key Item 
Key Dia. (in.) (in.) Distance (in.) Type Key No. No. Cam Locks 
Tubular K Lock : ee 
ubnlar Key Gam Locks cm on Different - axrve~ = Keyed different - multiple key codes provided in a nonmaster key system 
A Ys T¥eq yy Alike T0001 1XRZ4 = Keyed alike - all lock cores are the same key code 
A 7 Ae 156 Alike T0001 1XRZ5 
A 7 % Te Different — 1XRZ1 A, TUBULAR 
o re aa A aan ixese— Tubular key design makes it more difficult to pick lock or duplicate keys. Use a 
A y, 1 Ya tig Different — 1XRZ3 7-pin tumbler lock, 90° and 180° unlock radius. Include flat and offset cam. For 
A Ya 1%a 1% Alike T0001 1XRZ8 vending, medical cabinets, HVAC, and other applications. 
BLACK 
STAINLESS) POWDER- _—iB. DISC 
STEEL | COATEDED ' ; , 
Mounting For Door ach FINISH | FINISH 5-disc lock cylinder includes straight cam and offset reversible cam, 2 keys, and 
‘Hole Thickness Distance Key > CHOOSE: Item Item washer and mounting nut. For use on cabinets and access panels. 
Key _ Dia. (in.) —(in.) (in.) Type Key Number No. No. 
Disc Tumbler Cam Locks C. MINI 
B y. ¥ 1 Different 1XTE9 — v— , 
7 a ie Alike ET noaeR = Have a smaller, /2"-dia. mounting hole. Use for standard key or hand actuated 
B Y4 %o 1 Alike C346A D2955 | D2962 locking. 
B 7 17/9 1% Different 1XTF1 — 
B 7 17/9 1% Alike _C413A,C346A | D2956 — D. STRAIGHT CAM CABINET 
B 7 25/39 1% _ Different 1XTF2 1XTF8 
B A ap 15 Alike  C413A,C415A | D2957 | 2964 surface-mount units lock doors and drawers. 
B Zi 25/32 1% Alike C346A D2957 = BLACK POWDER 
B 7 1 V2 1% Different 1XTF3 == Mounting For Door CHROME-FINISH| COATED FINISH 
B 2) 1 Y32 1% Alike C413A, C346A | D2958 D2965 Hole =‘ Thickness Max. Latching Key Item Item 
B y4 12 1% Alike C415A D2958 —_ Key Dia. (in.) (in.) Distance (in.) Type Key No. No. No. 
B 7 1%2 2 Different 1XTF4 — Mini Cam Locks 
B Va 1%2 2 Alike _C413A,C415A | D2959 | D2966 “764 "%ea “Yea Alike M01 IXRY4 IXRYS 
B Vy 1%32 2 Alike C346A D2959 — Mounting For Door CHROME FINISH) BRASS FINISH 
B Vs 1179 2%, Different IXTF5 | _1XTG2 Hole — Thickness Max. Latching Key Item Item 
3 17 1 —_ Key Dia. (in.) (in.) Distance (in.) Type Key No. No. No. 
B Zz 1170 2v% Alike C413A D2961 
B ¥, 7 Keyed Alike Drawer Dead Bolts 
4 117%: 2V Alike C346A D2961 D2967 ’ 7 7 — 
3 y 7 Aik Sah nag D ifs 3 fs Alike CH751 1XRX3 
= ae ls 9 noe D % 1% 1% Alike _CH751 1XRX4 — 
: o ee a aS Mae = aoe D % 1% 1% Alike CHI 1XRX5 TXRX8 
4 32 2 ike = D Va % iB Alike CH751 1XRX9 1XRY2 
B 7 1170 2v% Alike C415A — D2967 D 7 1% 1% Alike _CH751 1XRY1 1XRY3 
Cam Lock COMOX. 
am oc Ss NATIONAL 


For drawers, right hand and left hand doors with lipped/overlay construction (straight cam) or flush construction 


(formed cam). For overlay application, the combined thickness of front and frame cannot exceed the cylinder length. 


Also see Flush detail at right. 90° cam operation. 








Max. BRIGHT BRASS FINISH BRIGHT NICKEL FINISH 
Mounting For Door Latching 
Hole Thickness Distance Key > CHOOSE: Item > CHOOSE: Item 
Dia. (in.) _(in.) (in.) Type Key Number No. Key Number No. 

7) Tre, %0 Different = BEKR5 i BEKP5 

ji 346A, C390A, C413A, 
7 % ‘aw, a2 Alike C413A, C415A D3729 CAIsA C642K. COOBA D3736 
7, % Ve, %2 Different, Master = = 4TYH5 5EKR4 
i Ha 5, 39 Different = = = 5EKRO 
y Ha 54, 3V/49 Alike C415A D3731 | C346A, C390A, C413A, C415A, C420A D3737 
7) 1%64 %, 9V32 Different, Master — — ATYH5 5EKT8 
y He, %p Different = BEKX1 eS ee BEKW1 

] ; , 3 a) ’ 
7 % 1%, Yap Alike C413A D3732 | Cangn CE42k COOSA 267A (03738 
V4 73 16, ¥2 Different, Master — — ATYH5 5EKXO 
7 1h, Wp Different = BEKV3 = 5EKU3 
” hh 1¥%6, "0 Alike (346A, C390A, C415A, C642A D3733 vee Gk CGISA. COUR D3739 thy em MIPEANNE ; 
I; % 1%, 7a. Different, Master 4TYHS 5EKWO = BEKV2 
yA 1% 1%, eo Different — BEKY5 ; caoukc ; BEKX5 ed | Coens 

346A, C390A, C4T3A, C415A, 
7 1% 16, %2 Alike C346A, C413A D3734 CHOON CEADA. COB7A D3741 ANT tT 
7 1% 1%, 2% Different, Master = 4TYHS BEKY4 DNS sf 
vs EE 125%, _ a C346A, ae C420A ie Cate Cin ee D3742 | 
7, 17e 1%, 27/2 Different, Master 5 5ELCO TYH5 BELA2 
y tHe 1252, 240 Different = BELA3 = 5EKZ3 FLUSH 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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SECURITY 
Key Clips, Rings & Blanks 


Scan. Order. Done. 


Details on page A1. 
























PA | 
Twist Lock Socket Lock Nickel-Plated ? No. 35MM56 
Beaded Chain 
z_ Nickel-Plated eae aero —=—pco No. 35MM33 


Steel 
100 ft. Spool Snap-On 
— Double Hook 


Automotive Key Cloning 


The llco EZ®-Clone PLUS lets you clone Texas 


Wrist Coil Instrument- and Phillips-encrypted code and fixed 
No. 20KR18 code transponder keys with simple, quick, 2-button 
operation. Features multiple language support and 
12VDC adapter. 
( ‘ Item 
F x escription No. 
il — Universal Head and Removal Tool 
sy GTH Transponder Head, Vehicle, Cars, Standard 35MM56 
GRAINGER N IZE : Z Head Removal Tool, Plastic 35IMM57 
APPROVED [rot Sota Large C-Clip EZ-Clone Plus - Transponder Cloning Tool 
Carabiner Transponder Duplicator, Plastic 35MM58 
Key Ring Clips and Chains tem 
: : ies For Use With No. 
Threaded closure opens and closes with a connector nut. Twist Lock opens into a "figure-8" shape to open Key Blanks 
and close the ring; a crimper tool closes ring permanently. Socket Lock uses a ball-knob and socket closure Edge Cut ARS REEVE SEMIS 
rysler, EB3-A- 
to lock ring. Chain on spools can be cut to any length, and couplings connect the chain. Ford. EBS B-H72 S5MM34 
Ring Item —_— Pkg. Ring Item Pkg. Ford, EB3-C-H73 35MM35 
Description Size _ Brand No. Qty. Description Size _ Brand No. Qty. Ford, EB3-D-H84 3oMM36 
Carbon Steel with Threaded Sleeve Key Rings Snap-On Carabiner Hook — GA 25PA28_ —si Toyota, EB3-E-TOY43 35MM37 
Silver 6" GA 25DU46_—si Quick Release Ring — GA 25PA26 1 Nissan, EB3-H-NI02 35MM40 
Nylon-Coated Twist Lock Key Rings Clip-On Belt Hook -— GA 25PA32 —s Mazda, EB3-J-MAZ24 3oMM41 
Clear 1%" LuckyLine 3EGL9 5 Bottle Opener w/Ring © —  LuckyLine 3EGN3 10 Mitsubishi, EB3-K-MIT8 35MM42 
Nylon-Coated Socket Lock Key Rings Key Float w/Ball Chain —  LuckyLine 3EGN9 1 Mitsubishi, EB3-L-MIT9 35MM43 
Clear 1%" Lucky Line 3HJV2 a Key Rack 1Y4" Nite Ize 6UKP8 1 Mitsubishi, EB3-M-MIT14 30MM44 
Split Ring Key Rings Large C-Clip Carabiner —  LuckyLine 15E561 5 Subaru, EB3-P-SUB4 35MM46 
1" Ring 1 GA 1F098 = §=25 Wrist Coil Key Chain GM, EB3-R-B111 35MM47 
14%" Ring 14%," GA 1F099 = 25 Includes 2" Split Ring — LuckyLine 20KR18 5 Chrysler, EB3-T-Y170 35MM49 
1%" Ring 12" GA 1F100 = 25 Key Ring Clips Acura, EB3-U-HD111 35MM50 
Nickel-Plated 2" Lucky Line 16D511 10 Snap-On Double Hook =— GA 25PA12_—s1 GM, EB3-W-B114R 35MM52 
Nickel-Plated 3" LuckyLine  16D512 10 Snap-On Carabiner Hook — GA 25PA28 = GM, EB3-Y-B99 35MM54 
Beaded Chain and Couplings Quick Release Ring — GA 25PA26 1 High Security 
4¥" Nickel Plated — GA 2YB23_ ~=100 Clip-On Belt Hook — GA 25PA32 ~—s 1 Lexus, EB3-F-TOY48 35MM38 
4%" Brass Plated — GA 2YB24 100 Bottle Opener w/Ring —  LuckyLine 3EGN3 10 Lexus, EB3-G-TOY40 35MM39 
6" Brass Plated — GA 2YB25 100 Key Float w/Ball Chain — LuckyLine 3EGN9 1 Subaru, EB3-N-SUB1 35MM45 
Nickel Plated Steel, Lucky Line 16D513 1 Key Rack 1%" _ Nite Ize 6UKP8_ 1 Honda, EB3-S-HO03 3oMM48 
100 ft. Spool Large C-Clip Carabiner — LuckyLine 156561 5 GM, EB3-V-HU100 35MM51 
Key Ring Clips GM, EB3-X-GM45 35MM53 
Snap-On Double Hook =— GA 25PA12 1 Sprinter Vans, EB3-Z-HU64 35IMM55 
— =i 
a —MCO 


Key Blanks 


Blanks can be used for making replacement keys. All are nickel-plated finish, 
unless indicated (BR) brass in table. 


For replacement keys: Match the Ilco Model Number in the chart to the one on your existing key. 





“ 


Nickel-Plated 


Brass Finish 


No. of Mfr. Item Pkg. No. of Mfr. Item Pkg. No. of Mfr. Item Pkg. 
Lock Manufacturer Pins Model No. Qty. Lock Manufacturer Pins Model No. Qty. Lock Manufacturer Pins Model No. Qty. 
American® — 1653-AM4 2GVK8 10 Hayworth 5 1597-HAW1 3EMP9 =e 10 Russwin® 5 1011D1-RU45 3EMR7 ~—s10 
American® 5 1045-AM3 1GAP4 10 Hayworth 5 1598-HAW2 3EMR1 10 Sargent® 5 1007LA 3EMR8 10 
Arrow® 5 1179-AR1 1GAT3 10 Hayworth 5 1599-HAW3 3EMR2 ~—=s10 Sargent® 6 $22 1GAR8 10 
Arrow® 6 1179A-AR4 1GAU1 10 Independent® 5 1043J-1L11 1GAK9 10 Schlage® 6 A1145L-SC20 3EMT1 10 
Best® ri A1114A-BE2 1GAR5 10 Independent® 5 L1054B-IN8 1GAJ8 10 Schlage® 6 A1145F-SC10 3EMT3 10 
Best® — 1A1E1 12Z007 ~=50 Kwikset® 5 KW1-BR 1GAU8 * 50 Schlage® 5 1145-SC1 1GAJ7 10 
Best® — 1A1J1 12Z010 50 Kwikset® 5 KW1-NP 1GAV2 50 Schlage® 5 SC1-BR 1GAU9 * 50 
CCL® 5 S1000V-C068 2GVJ4 10 Kwikset® 5 1176-KW1 1GAJ9 10 Schlage® 5 SC1-NP 1GAV1 50 
CCL® 6 1000V-C026 3EMP6~ = 10 Kwikset® 6 A1176ST-KW10 1GAJ5 10 Schlage® 6 1145A-SC4 1GAK2 10 
Chicago® 5 1041G-CG1 3EMP4 = 10 Master® Padlock 5 1092R 3EMR4_ —:10 Schlage® 6 A1145E-SC9 1GAR3 10 
Chicago® 5 1041T-CG16 1GAP5 10 Master® Padlock 6 1092NR-M16 3EMR5 ~=—: 10 Schlage® 5 1145E-SC8 2GVJ5 10 
Chicago® 6 101AM-AP1 1GAP3 10 Master® — 1092VM-M5 2GVJ9 10 Schlage® 5 100-C-NS 2GVK3 = 50 
Chicago® 6 102AM-AP2 1GAT2 10 Master® 4 1092-M1 1GAK5 10 Schlage® 6 A1145E-HANS-ILCO 2GVK7 ~~ 100 
Chicago® 6 103AM-AP3 1GAT1 10 Master® 4 1092B-M2 1GAU4_ =10 Segal® _— 1022-SE1 2GVJ8 10 
Chicago® 6 104AM-AP4 1GAR7_ ~= 10 Master® 4 1092N-M10 1GAP8 10 Weiser® 5 1054WB-WR3 1GAT8 10 
Corbin 6 A1001AH-C091 3EMP5 ~=_ 10 Master® 4 1092DS-M13 1GAN4_ = 10 Weiser® 5 N1054WB-WR5 ~ 1GAP9 10 
Corbin 5 1003M-C0106 1GAK3 10 Master® 4 1092-900-M19 1GAU3 10 XL Lock® 5 1180S-XL7 1GAU5 10 
Corbin 6 A1001EH-C088 1GAT7 10 Master® 4 M1-BR 1GAV3 * 50 Yale® 6 998-Y4 3EMT5 10 
Corbin 6 A1011-L4 2GVJ2 10 Master® 5 1092-6000-M20 1GAN8 10 Yale® 5 999-Y1 1GAP1 10 
Dexter® 6 D1098B-DE2 2GVJ7 10 National® 4 1069L-NA14 1GAJ6 10 Yale® 6 999A-Y2 1GAR1 10 
ESP 5 1502 3EMP8 ~—=10 National® 4 1069G-RO7 1GAU6 10 Yale® 6 998GA-Y78 1GAR2 10 
Falcon® 6 A1054WD-FA3 1GAP6 10 National® 5 1069LB-NA12 1GAP7 10 Yale® 4 997X-Y6 1GAT5 10 
Fort® 6 L1054G-FR2 2GVK2 10 National® 5 1069N-RO3 1GAK7 10 Yale® 5 01122-Y11 1GAK1 10 
* Brass finish. Yale® 5 01122R-Y13 1GAN6 10 
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GRAINGER CHOICE’ SECURITY 
Find the wl. Find Solutions. Find Great Prices. Key Machines 
fF 3Z=ST 
x oy . Mfr. Item 
Keyway Type Model No. 25 
A TATA1KS473KS800 _ 49H790 5: 
Standard-Type Key Blanks E {AE1KS473KS800 __49H794 a ieee 
F TATFIKS473KS800 _ 49H796 os 
The authentic standard BEST® key blank is used for G 1A1G1KS473KS800 _ 49H798 e — 
the key-cutting of operating, control, master, sub- H TA1H1KS473KS800___—49H801 E504 
master, and grand-master keys for any SFIC 5-, 6- : VAT HRSA TORS800 __ASHB03 Set 
, and g yS TOF any < » 0°; K T1A1K1KS473KS800 _49H805 
or 7-pin master keying system. Nickel silver. Comes L 1A1L1KS473KS800___49H807 No. 49H790 
TE TATTE1KS473KS800 _ 49H814 ; 


in pkg. qty. of 1. 





Flash 008 
No. 52HN54 


=Mras 


Key blanks available; 
see page 1964. 





Semi-Automatic 
Key Duplicator 
No. 52HN52 


Key Duplicators and Code Cutting Machines 


= Key Duplicators create new keys by copying existing keys 

= Code Cutting Machines create new keys from coded cards 
when existing keys are not available for duplication 

= Key blanks available; see page 1964. 


No. 52HN54 Flash 008 Manual Key Duplicator 

= Tool steel cutter 

Lightweight, space-saving, and economical. Use where occasional duplication 
is needed. 


No. 52HN53 Manual Key Duplicator 
= Titanium-nitride-coated cutter 


Designed for cutting popular automotive and commercial cylinder keys, includ- 
ing double-sided types. Wide spacing between vise jaws accommodates longer 
keys. Depth limit device guards against cutter contact with vise jaws. Ideal for 
counter or mobile use. Circuit breaker protected. 


Machine Dim. (in.) 
Description W 
Key Duplicators 


Mini-Mite Manual 84%6q 12'%4 9% 
Manual 9>Yeq 15% 18%4 
Semi-Automatic 9564 22° Yea 18%4 
Bravo III with EZ Jaw 9% 18 15 
Automatic/Manual 115%64 191%64 18%4 
Replacement Key Machine Cutters for llco Key Machines 

Mfr. No. 008A = = = 


Mfr. No. O40HD, 044HD — — — 
Mfr. No. 045-110 — — = 
Mfr. No. 044-110 and 040 = — — 
For Key Machine No. 1GBB2 = —= _ 
For Key Machine No. 2GVH9 = = — 
Replacement Deburring Brushes for Ilco Key Machines 

For Key Machine No. Mfr. No. Bravo III — = _ 
For Key Machine Nos. Mfr. No. 044-110 & 045-110 —= = — 
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No. 52HN52 Semi-Automatic Key Duplicator 
= Titanium-coated milling cutter 


For most residential, padlock, automotive, and double-sided key duplication. 
Particularly useful when multiple duplicates are needed. Semiautomatic design 
allows for speed and accuracy. Hardened carriage shaft and cutter spindle 
provide extended service life. “%4-HP motor allows mobile use. Circuit breaker 
protected. 


No. 1GBB2 Bravo Ill with EZ Jaw Key Duplicator 

= Cobalt steel cutter 

Accurately and easily duplicates keys in less than 9 sec., once loaded; ideal 
for rugged, high-volume environments. Semiautomatic operation provides the 
necessary pressure; operator simply provides guidance. 


No. 52HN51 Automatic/Manual Key Duplicator 
= Tool steel cutter 


A versatile automatic machine that can be used manually when needed, giving 
operator freedom to select the best key action. Accommodates large bow and 
long blade keys. Features titanium-coated cutter with permanently lubricated 
spindle shaft ball bearings. 4-position vise jaws provide secure clamping. Dial- 
type depth adjustment system simplifies calibration and improves accuracy. 


Amps Bearing Mfr. Item 
HP AC Material Model No. 
V0 ee Sealed FLASH 008 52HN54 
2%6q 2.8 Sealed SPEED045 52HN53 
26a 2.8 Sealed SPEED 044 52HN52 
WA eS Sealed Bravo III 1GBB2 
2%eq 2.8 Sealed SPEED 040 52HN51 
— — — 23RF 2GVH1 
— — — P-CU20 5DJP6 
— — _— P-X23MC 1GBB7 
— — — CU20 1GBB6 
— —_ _— CU50A 1GBB5 
— — — T14MC 2GVL1 
— — — D925102ZR 1GBB8 
= a — 814-00-51 1GBB9 





SECURITY 
Key Holders, Rings & Tags 


Scan. Order. Done. |=" 
Details on page A1. 


* 
SKEv-BaK ~ CEGUSBAINGE 





Retractable Key Reels, Tethers, 
and ID Badge Holders 








as Extended Fits Belts Item 
= ed Type Features Includes Length Upto Color Brand _ No. 
a ID Card Retractor 
myo No. 6YLL8 Standard Clip _ ID Card Swivel Clip 28 '%ain %in Black GA  25DU57 
2 Standard Vinyl Strap = 28 '%ain Yin Black GA  25DU48 
Swivel Clip Vinyl Strap ID Card Swivel Clip 28 '%ain Yin Black GA  25DU56 
MiniBak = ID Card Standard Clip 36in 1%in White Key-Bak 6YLN6 
MiniBak = ID Card Standard Clip 36in 1%in Blue Key-Bak 6YLN8 
MiniBak Twist Free ID Card Standard Clip 36in 1%in White Key-Bak 6YLNO 
MiniBak Twist Free ID Card Standard Clip 36in 1%Iin Black Key-Bak 6YLN1 
MiniBak Twist Free ID Card Standard Clip 36in 1%in Blue Key-Bak 6YLN2 
MiniBak Vinyl Strap ID Card Standard Clip 36in 1%in White Key-Bak 6YLL6 
MiniBak Twist Free ID Card Swivel Clip 36in 1%in Black Key-Bak 6YLN4 
MiniBak Twist Free ID Card Swivel Clip 36in 1%in Blue Key-Bak 6YLN5 
pean MiniBak Vinyl Strap ID Card Swivel Clip 36in 1%in White Key-Bak 6YLL8 
ey Ree 
Standard Theft Protection Key Silencing Hook and Loop Flap — 2%in Black Key-Bak 6YLK3 
Standard Theft Protection Key Silencing Hook and Loop Flap — 2%in Black Key-Bak 6YLK4 
Lockin = Key Silencing Hook and Loop Flap = 2%in Black Key-Bak 6YLK6 
Stainless Steel Chain Theft Protection Key Silencing Hook and Loop Flap 24in 2Y%in Black Key-Bak 6YLJ/ 
Stainless Steel Chain = = 24in 1%in Chrome GA  25DU51 
Self-Retracting — HUS-KEY Security Tab, Leather Pouch 24in 2'%in Chrome Key-Bak 12X544 
Stainless Steel Chain _— _ 24in 1%in Chrome Key-Bak 1PGR6 
Stainless Steel Chain Protector Tab _ 24in 2Y%in Black Key-Bak 1TCX6 
Stainless Steel Chain _ _— 24in 1%in Chrome Key-Bak 1PGP6 
Kevlar® Cord Leather Protector-Theft Protection Key Silencing Hook and Loop Flap 36in 2Y%in Black Key-Bak 6YLKO 
Kevlar® Cord Nylon Protector- Theft Protection Key Silencing Hook and Loop Flap 36in 2%in Black Key-Bak 6YLK2 
Keviar® Cord = Leather Belt Loop 36in 2Y%in Black Key-Bak 6YLL5 
a re = Leather Belt Loop 36 in 2¥sin Black Key-Bak 6YLL1 
Kevlar® Cord Tab to Prevent Uniform Damage Uniform Protection Flap 36in 2Y%in Black Key-Bak 6YLL3 
Nylon Cable 360 Degree Rotating Clip = 36 In 2 in Black Key-Bak 6YLN9 
— 360 Degree Rotating Clip, Vinyl Strap — 36 In 2 in Black Key-Bak 6YLPO 
Polyester Cord Polyester Cord _— 36 In —_ Black Key-Bak 6YLP1 
Polyester Cord Polyester Cord, Vinyle Strap _— 36 In _— Black Key-Bak 6YLP2 
Keviar® Cord Leather Protector-Theft Protection Key Silencing Hook and Loop Flap 48in 2%in Black Key-Bak 6YLJ9 
Kevlar® Cord Nylon Protector- Theft Protection Key Silencing Hook and Loop Flap 48in 2%in Black Key-Bak 6YLK1 
Kevlar® Cord = Leather Belt Loop A48in 2%in Black Key-Bak 6YLL4 
Super 48 Kevlar® Cord = Leather Belt Loop 48 in 2%Iin Black Key-Bak 6YLLO 
Kevlar® Cord Tab to Prevent Uniform Damage Uniform Protection Flap 48in 2%in Black Key-Bak 6YLL2 
Kevlar® Cord Belt Loop Meets Anti-Snatch Requirements — 48 in 2in Chrome Key-Bak 11TCX4 
Kevlar® Cord Ball Socket — A8in 2%4in Black Key-Bak 11CX2 
Sheathed Steel Cable 48 in Stainless Steel Cable — 48 In — Chrome GA _ 25DU4/7 
Kevlar® Cord = = 48 in 2 in Silver Key-Bak 1TCX3 
Keviar® Cord Detachable — 48 in 2 in Silver Key-Bak 1TCX5 
Kevlar® Cord Locking Ball and Socket — 48 in 2 in Black Key-Bak 1PGP7 
Keviar® Cord = = 48 in — Black Key-Bak 1PGP9 
Key Reel Chain 
Replacement Key Reel Chain = _ 1,200 in — __ Stainless Key-Bak 11TCX9 
Retractable Tether 
Stainless Steel Chain = — 24 in — ___ Chrome Key-Bak 1PGR5 
Stainless Steel Chain 48 in Stainless Steel Cable —_ 48 in — _ Chrome Key-Bak 1PGP8 
Rock . = 
Magnetic é Message-Protecting 
= = = 
Frey fede * Peppy onanaen o = Key Rings 
: APPROVED 





No. 3HJU6 


No. 3HJU7 


Key ring identification tags help protect 


Sprinkler ‘ : 
messages from moisture and smudging. 


Key Hiders 


















; Item Pkg. 
Keep an extra key handy in case of lockout or emergency. A ) a “~ , poscbtion Color No. Qty. 
: : .~ pen/Close Flap 
Rock and sprinkler key hiders can be used on the ground; yet — Rey Tag Assorted 3HJU7 10 
magnetic hider adheres to most metal surfaces. Key Tag Clear 3HJU8 10 
Holder w/8 Key lags Assorted 3HJU6 1 
Item Clear Plastic Insert 
Description Brand No. Swivel Ring Key Tag Black SHJP7 —50 
Key Rock Hider Lucky Line Products SEGN4 No. 3HJP7 Swivel Ring Key Tag Blue SHJP8 50 
Magnetic Key Hider GA 20PA16 No. 3HJTS Water-Resistant 
Sprinkler Key Hider Lucky Line Products 3EGN7 ° Key lag White SHJT5 —25 
* GRAINGER 
Cs Key Tags APPROVED 
a Help to identify and organize keys. Shamrock tags are 11%"H x 11%4"W. Oval tags are 1°"H x 
—~S 1¥"W. Both Shamrock and Oval tags fit 2-tag key cabinets. Square-Slotted tags are 1% "H 
VAL : a ' ' 
Shammcic X 142"W and fit 2-tag key cabinets with slots. 
SHAMROCK OVAL SQUARE-SLOTTED 
Item Item Item 
Description Color No. Color No. Color No. 
Numbered Key Tags 
1 to 40 White 333882 Red 333886 White 333890 
1 to 100 White 333879 Red 33883 White 333887 
-_— © . . 101 to 200 White 333880 Red 333884 White 333888 
i. Key Receipt Slip 201 to 300 White 333881 Red 333885 White 333889 
Octagonal Item Pkg. Item Pkg. 
Blank Description Color No. Qty. Description Color No. Qty. 
Blank Key Tags Restroom Key Tags 
Square-Slotted Shamrock, Reusable White 33873 100 Women Blue 333893 1 
Blank Square-Slotted White 2NEU1 50 Men Blue 33894 1 
Square-Slotted Assorted 33J891 20 Unisex Blue 33J895 1 
Restroom Key Receipt Slip Yellow 33/871 100 
Square-Slotted White 33J870 50 
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GRAINGER CHOICE” SECURITY 
Find the Ww. Find Solutions. Find Great Prices. Key Boxes & Key Cabinets 





HIGH SECURITY LOCKS 


Key Cabinet 00; 


Wall-mount cabinet features touchscreen inter- 

face with PIN access; designates keys or keyset 
which are individually locked in place. Keys are 
securely attached using special security seals. 

User has access to key and rights administration. 
Provides screen based audit trail and report- 
ing capabilities or export via USB port. Features = * 
audible alarms and has multilingual functionality. 

In case of emergency, system can be manual 
overridden and has door release functions. 


Key Cap. Item 





No. 2XLC6 






No. 2NEU2 





No. 2NEU4 














(Units) H D W No. 
merenteS 4 1675" 3%" 0°76" 45D K66 
* GRAINGER 
APPROVED 
BS ,. Master 
@ Kidde Master, : 
Security Tech Germany 4sentrySafe 
K D d K L k B No. 2NET3 
Mfr. Item 
Description Cap. Color H D W Model No. 
GA Key Drop Boxes Cabinet with Cam Lock 
Keyed Alike — Gray 74%" 3%" AY 2NEU4 2NEU4 No. 2NET1 
Keyed Different — Gray 7% 3% 4%  2NEU5  2NEU5 
GA Key Boxes 
Cam Lock - 40 Keys — — —-12%s" 2% ~—8%6' —33J869 333869 
GA Lock Boxes 
Surface Key Box 20 Keys Gray 42340" 2%" 26Ve4" 33855 + — 33J855 
GA Emergency Lock Boxes 
Emergency Lock Box = Red 64" 2M" 6%" 2NEU2 2NEU2 
GA Emergency Key Box Replacement Acrylices --8-8-A- 
Replacement Glass — — AY" Ha" 3 2NEU3 2NEU3 qk pik er ae Gee o 
Kidde Brand Lock Boxes i i) i i 
Push Button 2 AeVS & Black = 5s’ 38K" 1267 = XLCB : Basa sails gue we 
Push Button 2 Keys Titanium 4" Ty" 2%" 1170 2XLC5 No. 3HJU5 Hanging File 
Push Button 2 Keys Clay 4 1%" ~~—~«O%" ~~—=«AATA 2XLCA No. SKDJ9 No. 3HJU9 
Push Button 2 Keys Silver 410" 2%" 2%" “1324 5KDJ6 
Push Button 5 Keys Silver 415" 2¥"' 2%" 1015. ‘5KDJ3 * GRAINGER Oy Fret patee vy Kidde 
Push Button 5 Keys Clay 4%" 2%" 2%" «1.409 5KDJ4 APPROVED . 
Push Button 3 Keys Titanium 5%" 12% 2%" 1166 2XLC2 a a m= a 
Push Button 3 Keys Clay 5%" 1% 2% 1350 2XLC1 
Combination 3Keys Titanium 57% 1% 2% 1012 2XLC3 Key Cabinets, Binder, and Hanging Files 
Master Lock Brand Lock Boxes CABINETS BINDER 
inati K 4%" 1%" 3%6' 5401D —_—-AHY63 : , , 
a mn = a ; re oh a _ stwicog | Ul? Keep track of loaned Vinyl construction with metal-reinforced 
Wall Mount anaes id ais ie keys. Come with consecutively corners and a zipper to keep binder closed 
SF mC Cant REVISTA Poot RI Seo nner, | numbered, slotted-style, reusable and contents secure. Binder comes with 
Combination 5 Keys Gray 6% 1% 356  5400D 4HY62 key tags. Nos. 5KDJ7, 5KDJ8, 3 base units, 42 snaps, 42 plastic key 
ABUS Brand Key Boxes and 5KDJ9 are hook style. Record _ tags, and labels to organize up to 42 keys. 
Resettable Dial 72 K@VS OF Silver/Black 7-1/6" 194" 3%" 797 6TRV8 loaner information (key number, Snap-in tabs allow keys to be removed 
8 Cards oe : 
Resettable Dial 7 ono Silver/Black 43: 134" 314 787 6TRV7 date, and recipient) on the out and inserted easily. 
0K key" tags and hang them in the HANGING FILES 
Push Button B Cards. Silver/Black 49%’ 154 3%" 777 6TRVG loaned keys area. Wall mount. in a . 
Sentry Safe Key Box Fit in a standard, letter-size filing cabinet. 
1346" 3546" 7/6" : 
Privacy Key Lock 25 Keys Black 9'1%6' 3%6" 7/6 KB-25 29RV64 Key Cap. tiem 
(Units) H D W Brand No. 


* GRAINGER 2 Key fabinet with yan Lock 





29" 8" GA 2NET1 
APPROVED 48 7; 1% 2894" GA 2NET2 
. 50 28Y4' 1%" 7 Vi GA 2NET3 
- 62 i 3542" 135364" GA 2NET4 
2 Tag Key Cabinets 80 17%" 3V' 14" Steelmaster 9CM41 
: 120 {7 3V;4" 14" GA 2NET5 
Cabinets are made of heavy-duty 160 AWA Ai," 167 Steelmaster BRHV5 
steel with baked-on powder-coated 240 20" 5" 16%" GA 2NET6 
finish for durability. Each cabinet 330 20" 5 162" GA 2NET7 
includes different numbered key tags ot cor ae i ae ee 
and lock location charts. Hook-style 3610108 159%" ry Tov" Lucky Line Products _11U401 
key tags are numbered consecu- 216 19" AT 15° Lucky Line Products 11U402 
tively. Each hook holds 1 control Kor fabinet te Dattal Lock an fam Lock = 360053 
key with a red permanent tag and we | 1-Key Cabinet with Pushbutton Combination Lock 
1 duplicate loaner key with a white 30 1194" 276" TR Kidde oKDJ7 
SieaIe taa. In case ae ke Key Cap. Overall Overall Overall = Item 60 19 V2" 4" 1398" Kidde oKDJ8 
g. Key (Units) H(in.) D(in.) W(in.) No. 120 19%" 4" 1354" Kidde 5KDJ9 
is lost, the control key remains in 30 12 2%, 8 33J856 Key Cabinet with Digital Lock 
cabinet. An "out key" tag is hung in 60 17 332 13%%4 333857 200 212732" 1%" 16°%a" GA 36D049 
the same position as the loaned ke th as a ea nines 
p ae y. 120 20 5 16% 33859 42 fa 2 1334" Lucky Line Products 3HJU5 
Date, key number, and recipient can 240 20 5 16% —_ 33J860 Hanging Files 
be recorded on receipt sheet. 500 25% 5Ve 18 33J861 14 6" ¥e" 1293" Lucky Line Products 3HJU9 
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SECURITY 
Safes 


Scan. Order. Done. 
Details on page A1. 


High-Security 
Medical Storage 
Cabinet 


Wall Safe 
No. 20VKO8 


Gun Safe 
No. 29RV57 





Cash Depository 
Safe 
No. 3EKY9 


Safes 


Lock Style 
Cash Depository Safes 


(3) Locking Bolts 


Digital Keypad, (2) Deadbolt Lock 
Digital Keypad with Key Backup 
Dual Keyed 

Programmable Electronic 

w/Time Delay 


Floor and Wall Safes 
3 Point Deadlock 
Biometric 
Combination 


Combination, Dual Key 


Digital, Dual Key 
Electronic, Card Swipe 
Electronic, Dual Key 


Electronic, Override Key 


Keyed 


Gun Safes 
Biometric 
Biometric, Key 


Combination Dial 


Electronic 


Key 


Cap. 


1.03 cu ft 
1it2 CUTE 
0.59 cu ft 
0.84 cu ft 
2.3 CUTE 
0.25 cu ft 
0.39 cu ft 
0.94 cu ft 
1.09 cu ft 
1.57 Cutt 


16.07 cu ft 
1-23 cu ft 
1.23 cu ft 
1.23 cu ft 
2.05 Cutt 
3 cu ft 
4.6 cu ft 
3 cu ft 
4.6 cu ft 
1.1 cu ft 
1.23 cu ft 
2.05 cu ft 
2.3 CUTE 
3.4 cu ft 
4.3 cu ft 
4.7 cu ft 
6.1 cu ft 
10 cu ft 
11 Cutt 


1.72 Cutt 
5.5 cu ft 

9.93 cu ft 
11.82 cu ft 


11.95 cu. ft. 


20 cu ft 
0.08 cu ft 
7.28 cu ft 
£57 CUT 
9.25 cu ft 
9.93 cu ft 
16.8 cu ft 

20 cu ft 
22.19 cuft 
32.0 cu ft 
0.1 cu ft 


High-Security Medical Storage Cabinets 


Double Key Lock 


Electronic 
Hotel Safes 


Electronic 


Portable Safes 
Digital Keypad 
Digital Keypad, Locking Latch 


Digital Lock 
Electronic, Override Key 


Wall Safes 
Biometric with Key Backup 


15 Ib. 
20 Ib. 
35 Ib 
35 Ib. 
35 Ib. 
35 Ib. 
20:I0, 


0.66 cu ft 
0.66 cu ft 
1.01 cu ft 
1.19 cu ft 


0.54 cu ft 
0.5 cu ft 
0.4 cu ft 
0.5 cu ft 

0.23 cu. ft. 
1 cu ft 
1.2 cu ft 


0.52 cu ft 
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Floor Safe 
No. 6MPK4 


No. of 
Shelves 


S|] 0/0 OO] H+! oO} | SS) 


2 
2 Adjustable 
1 


2 Adjustable 

2 Adjustable 

2 Adjustable 

2 Adjustable 

2 Adjustable 

2 Adjustable 
0 


1 

1 
2 Adjustable 
2 Adjustable 
2 Adjustable 
3 Adjustable 
3 Adjustable 
3 Adjustable 
2 Adjustable 


1 
{ 
5 Adjustable 


4 


3 Adjustable 
3 Adjustable 
5 Adjustable 
3 Adjustable 


4 
6 Adjustable 
6 
0 


1 
1 Adjustable 
2 Adjustable 
2 Adjustable 
2 Adjustable 


1 Fixed, 2 Adjustable 


3 Fixed 


oO|\O | Oo|O 


| | 4 | 1 OO 


2 Removable 


EYAKSIC\ @sentrySafe STACKON, MLESA 


Outside Dim. 
W 


Fire Rating 


Not Rated 
Not Rated 
Not Rated 
Not Rated 
Not Rated 
Not Rated 
Not Rated 
Not Rated 
Not Rated 


40 min. 
Not Rated 
1 hr 
1 hr. 

1 hr. 

1 hr. 

1 hr. 

1 hr. 

1 hr. 

0 
1 hr. 

1 hr. 
Not Rated 
VY hr. 
Not Rated 
Y hr. 
Not Rated 


Not Rated 
Not Rated 
1% hr 
Not Rated 
WY hr. 
% hr 
Not Rated 
% hr 
% hr 
Y% hr 
1% hr 
Y hr 
Y% hr 
Y% hr 
Y% hr 
Not Rated 


Not Rated 
Not Rated 
Not Rated 
Not Rated 


1 hr 
Not Rated 
Not Rated 
Not Rated 
Not Rated 
Not Rated 
Not Rated 


Net 
Wt. 


79.6 Ib 
94.25 Ib 
22.9 |b 
41.75 |b 
71 Ib 
20 Ib 
29 |b 
95 Ib 
108 Ib 
121 Ib 


279 |b 
48.5 Ib 
90 Ib 
90 Ib 
125 Ib 
335 Ib 
509 Ib 
335 Ib 
509 Ib 
31 Ib 
90 Ib 
125 Ib 
105 Ib 
163 Ib 
195 Ib 
217 |b 
220 |b 
32 |b 
15 Ib 


66 Ib 
106 Ib 
462 |b 
247 |b 
418 lb. 
495 |b 
12 Ib 
309 Ib 
293 |b 
361 Ib 
462 |b 
450 Ib 
495 |b 
945 Ib 
827 |b 
6.5 Ib 


6 Ib. 
16 Ib. 
30 Ib 
34 Ib. 
26 Ib. 
46 Ib. 
32 Ib. 


35.2 Ib 
35.2 Ib 
30.8 Ib 
39.2 Ib 


66 Ib 
16.5 Ib 
12 Ib 
14 Ib 
10 Ib. 
24 |b 
27 |b 


29 |b 


H 


14 in 
14 in 
13 4%a in 
16 in 
19 in 
8 Yin 
12 in 
20 in 
24 in 
27 in 


59 in 
19 % in 
17 % in 
17 % in 
23 ¥% in 
34 % in 
39 1% in 
34 % in 

40 in 

9 in 
17 % in 
23 ¥% in 
23 %o in 
27 Yea in 
27 “oin 
37 % in 
37 % in 
9 Yin 

21 in 


52 Yin 
57 in 
59 in 
55 in 

50: 
59 in 

3 %e in 
55 in 
55 in 
55 in 
59 in 
55 in 
59 in 
59 in 
72 in 
3% in 


as 


11 89/100 in 
5 in 
7 Yin 
8 1%e in 
53 
8 in 
10 % in 


20 % in 


14 in 
14 in 
9 55a in 
13 % in 
15 2¥%2 in 
6 in 
8 in 
14 in 
14 in 
14 in 


18 in 
14 in 
16 % in 
16 % in 
18 % in 
20 % in 
25 % in 
20 % in 
25 Yin 
18 in 
16 % in 
18% in 
15 Yin 
21 4% in 
21 % in 


21 69/100 in 


21% in 
14 in 
14 in 


9 ’%in 
13 % in 
23 % in 
17 4%ea in 

20%" 

36 in 

12 in 
20 % in 
20 % in 
20 % in 
23 % in 
25 ¥% in 

36 in 
26 ¥% in 

42 in 
11 “% in 


8%" 
18" 


14 % in 
14 % in 
17 in 
19 Yin 


17 11/20 in 
17 Yin 
11 %in 
13 % in 
12%" 
16 '%e in 
16 '%e in 


15 1%2 in 


No. 38TJ40 


D 


20 in 
27 in 
9 5% in 
13 % in 
15 1342 in 
12 %o in 
10 %o in 
15 % in 
15 % in 
15 % in 


13 in 
19 4% in 
19 % in 
19 4% in 
22 in 
23 % in 
22 in 
23 Yin 
16 in 
19 % in 
19 % in 
16 % in 
19 in 
19 % in 
19 in 
19 % in 
4in 

4in 


8% in 
13 % in 
20 % in 
2/7 in 
29 V% in 
24 in 
9 1%¢ in 
19 in 
19 in 
22 % in 
20 % in 
29 V% in 
24 in 
35 % in 
2/7 in 
10 in 


6 in 
8 in 
10 in 
8 in 
8 in 
10 in 
4in 


6 Yin 
6 “Yin 
14 in 
15 % in 


14 41/50 in 
12 Yin 
10 “in 
10 % in 
10 % in 
14 %e in 
14 %e in 


3% in 
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Color 


Black 
Black 
Black 
Black 
Black 
Gray 
Gray 
Black 
Black 
Black 


Black 
Black 
Black 
Gray 
Gray 
Gray 
Gray 
Gray 
Gray 
Black 
Gray 
Black/Gray 
Black 
Black 
Black 
Black 
Black 
Off White 
White 


Black 
Black 
Gray Pebble 
Black 
Green 
Black 
Black 
Black 
Black 
Black 
Gray Pebble 
Black 
Black 
Black 
Black 
Black 


Beige 
Beige 
Beige 


Beige 
Beige 
Beige 


White 
White 
Black 
Black 


Black 
Black 
Black 
Black 
Black 
Black 
Black 


Black 


AL 


Brand 


Barska 
Barska 
Barska 
Barska 
Barska 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 


Barska 
Barska 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Stack-On 
Stack-On 


Barska 
Barska 
Total Defense 
Stack-On 
Fs Series 
Mesa Safe Company 
Sentry Safe 
Armourguard 
Fs Series 
Armourguard 
Total Defense 
Armourguard 
Mesa Safe Company 
Stack-On 
Mesa Safe Company 
Sentry Safe 


Mpd Medical 
Mpd Medical 
Mpd Medical 
Mpd Medical 
Mpd Medical 
Mpd Medical 
Mpd Medical 


Global Safe 
Global Safe 
Global Safe 
Global Safe 


Barska 
Barska 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 
Sentry Safe 


Barska 





MPD) 


ws 


Item 
No. 


45WP97 
45 WP98 
20VK20 
20VK14 
20VK04 
3EKY7 
3EKY8 
3EKY9 
3EKZ1 
3EKZ2 


45CP32 
20VK06 
29RV55 
6MPJ7 
32RT41 
3KB52 
3KB53 
2TJ14 
2TJ15 
45DP81 
6MPJ8 
32RT42 
6MPK2 
6MPK6 
6MPK3 
6MPK7 
6MPK4 
402M10 
402M11 


39H968 
20VK03 
402L60 
402L79 
402L74 
40CJ41 
29RV57 
402L72 
402L75 
402L71 
402L59 
402L70 
40CJ40 
402L87 
d4FG48 
45CJ88 


38TJ43 
38TJ40 
38TJ45 
38TJ42 
38TJ41 
38TJ44 
38TJ25 


93KA37 
93KA38 
93KA35 
93KA36 


20VK10 
20VK22 
23Y706 
2GTN7 
SDJP7 

2GTN8 
2GTP1 


20VK08 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SECURITY 
Gate Operators & Mailboxes 





Commercial Gate Operators 


= 115V, single-phase 
= '4-HP motor 
= Continuous time interval 


Includes a built-in LiftMaster® 


312HM radio receiver for 
use with DIP Switch and 
Security+® remote controls. 
Rated for 100 cycles per hr. 
Commercial Gate Operators 
are compatible with Garage 
Door Openers Nos. 46X657 
and 6UR95, available on 
Grainger.com®. 


Slide Operator—Unit has 
alarm reset button, surge/ 
lightning protection, weath- 
erproof polyethylene cover, 
high-speed precision limit 
switches, and a gold zinc- 
plated chassis to help reduce 
corrosion. For use with slide 
gates, not included. 


Swing Operator—Has 
“nonscissor action” function 
to help reduce injury. Feature 
an alarm reset button, surge/ 
lightning protection, weath- 
erproof polyethylene cover, 
high-speed precision limit 
switches, and a gold zinc- 
plated chassis to help reduce 
corrosion. For use with swing 
gates, not included. 


SALSBL 


People Committed to Quality Since 1936° 


Barrier Operator—DC- 
powered unit is for right- or 
left-handed operation. 
Features built-in battery 
backup, control inputs, 
inherent obstruction sensing, 
LED indicators, and an 
aluminum alloy chassis 
that resists corrosion. Gate 
Arm sold separately, go to 
grainger.com® and search 
for Gate Arms. 


Gate Arms—Aluminum 
gate arms have yellow/black 
reflective stripes. 


Description 
Gate Arms 
Counterweight 
Gate Operator Accessories 
Plug-In Loop Detector 
Plug-In Loop Detector 


Mounting Plate 


Photo Eyes Safety Device 
Heater 
Heater 


Linear Actuator Package 


Photo Eye - Through Beam 


Entry Transmitter - Wireless 
Heater - Safety Device 


No. DOO46 


Mail Chest and Pedestals 


Mail is deposited through a nonlocking access panel on 
the front. Has an outgoing mail tray and an adjustable 
red signal flag. Aluminum construction with a powder- 
coated finish. Can be mounted on a pedestal (not 
included). Front and rear access doors include a lock 


and 2 keys (keyed alike). 


> CHOOSE: 
Description Color Orientation H 
Bolt Mounting 
Black, Silver, i 
In Ground Mounting 
Black, Silver, i 
Pedestal White, Green _ 
Pedestal Mounting 
Mail Chest white ave, ATM 
Locks and Reg Flag Black Square 135%" 
sa ree et Sandstone Horizontal 6634 
(12) poe ee Gray Vertical 62%" 
Locks and Reg Flag Nickel Square 135" 
Heavy Duty Mailbox Black = gy" 
Recessed Mounting 
Locks Aluminum Horizontal 30" 
Locks and Master Commercial Lock = Aluminum Horizontal 56%" 
20 Mailbox Doors, 2 Parcel Lockers Aluminum _ 5634" 
18 Mailbox Doors, 2 Parcel Lockers Aluminum _ a0 
Locks and Reg Flag Black Square 36" 
Standard Mailbox Aluminum _— 403%" 
(5) Pin Cylinder Cam Lock, (2) keys Bronze Horizontal 40%" 
Surface/Post Mounting 
Lock, (2) Keys Black Horizontal 10 
Lock, (2) Keys Beige Horizontal 10° 
Surface Mounting 
Newspaper Holder Black Horizontal 1 
Newspaper Holder Black Vertical 147," 
Mounting Hardware, Enclosure Sandstone Horizontal 56%" 


LiftMaster 


Accessories— 
Photo Eyes Safety 
Device No. 5MKL9 
stops and reverses 
the gate when an 
object is detected 








in its path. 
No. 45TR71 No. 45TR69 
Max. Mfr. Item 
Description Cap. H W D Motor Voltage Model No. 
Commercial Gate Operators 
Slide 1000 Ib. 26" 18%4" 212%4"  YeHP 110VAC SL3000501UL 45TR71 
Slide 2000 Ib. 26" 18%4" 21°%4"  1HP 110VAC SL3000101UL 45TR72 
Slide 2200 Ib. 20" 143%%64" 21%a" DC 120VDC CSL24U 45TR70 
Swing 1600 Ib. 27 4%%64" 14156" 182542" DC 120VDC CSW24UL 45TR69 
Swing 1600 Ib. 28" 15° 201%64" YeHP 110VAC CSW200501UL 45TR73 
Swing 2000 Ib. 28" 161342" 241," 1 HP 110VAC CSW200101UL 45TR74 
; ; ; i ; 110V/220V 
Barrier 15 ft. x 3" Arm 28 15 20%" HP Single Phase MATDCBB3 5MKK9 
Mfr. Item 
For Use With Model Brand No. 
Mfr. No. MA116R MA117 Liftmaster | 5MKL7 
Mfr. No. SL3000UL3, CSW200UL3 AELD Liftmaster | 5MKL2 
Gate Operator LD7LP Liftmaster | 5MKNO 
SMKK7 and 5MKK8 Gate Operators MPEL Liftmaster 5MKL3 
Mfr. No. SL3000UL3, CSW200UL3, MATDCBB3 AOMRON _ Liftmaster §5MKL9 
OMKK7 Gate Operator G6518SL Liftmaster | 5MKLO 
5SMKK9 Gate Operator UN201 Liftmaster | 5MKL8 
Mfr. No. LOOPDETLM, 828LM, 894LT, 813LM, 811LM, 894LT, 
892LT, 375UT, G5OXNL1218, G50XNL1818, G50ENL1218, LA500PKGU Liftmaster 45TR81 
G50ENL1818, KPW5, KPW250, STAR1000, EL1SS 
Mfr. No. CSW24U, CSL24U, SL3000501U, LA500PKGU, 
SL3000101U, CSW260501U, CSW200101U LMTBU Liftmaster 45TR75 
Mfr. No. CSW24U, CSL24U, SL3000501U, LA500PKGU, : 
SL3000101U, CSW260501U, CSW200101U LMWEKITU Liftmaster 45TR77 
Mfr. No. SL3000501U, SL3000101U, CSW200501U, CSW200101U HTRNB Liftmaster 45TR80 








People Committed to Quality Since 1936° 


Courier Box 


For depositing and collecting 
mail, documents, small pack- 
ages, and other items. Front 
loading. Made of 14-ga. steel. 
Features a 3-point locking 


mechanism and 2 keys. 











Net it > CHOOSE: Item 
D Ww W iaht a Color Mounting H D W No. 
al — Gray, White, Blue Free 49" 36" a0" D0045 
Primer Standing 48UJ68 
3Y" 3%"  15lb. 0047 
3Y" 3%"  20lb. 0578 (SALSBURY)) BY) 
23" 143" 30lb.  D0046 . 
ime oe 250. aac | Font Loading 
19" 32s" 215 |b. 33ME10 Mailbox 
18° 30% = 155 1b. S2VF47 | 30 door mailbox features solid 
De ue # i" ate brass, die cast compartment 
; ° : doors and name plate to identify 
15%" 23%" 100lb. 33LE57 | tenant's name and box number. 
i x a He is oar Each door includes a 5-pin 
731%" 4160 1b 8 YNPG” | C¥linder cam lock with 2 keys. 
23" 14%" «50 lb. _33KX16__| Front door panel swings open 
ie on a Pee on a continuous hinge. Doors 
have powder-coated gold finish. 
8" Le 20 lb. 33KP79 | Comes with 2 commercial locks 
8 17 20 Ib. _33KP78 | and 2 keys. 
3% 14%"  10lb. 33KP13 Item 
3u" ot" 10 lb. 33KP21 Mounting H D W No. 
172" 32%" —-210lb. 52VD80 Recessed 26%," 16" 23," 33LK97 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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SECURITY 
Security Identification 


Scan. Order. Done. (= 
Details on page A1. - 





MAGICARD| 


ID Card Printers 


Portable, single-sided printers are hand-fed 
for lower volumes. Easy-to-use with drop- 
in-dye sublimation with 300dpi. Also can 
use thermally activated rewrite cards in 
monochrome. Feature free card visual secu- 
rity with 4 HoloKote® watermark designs on 
every card. For use with MAC or PC and has 
USB connection. Prints up to 51 cards/hr. 
100 cards per roll. 





evesLis 





Item 
Type No. 
No. 443Y79 Pronto System, Single-Sided, 
Low Volume Capacity 443Y79 
Pronto Mag System, Single-Sided, Lower 44380 
Volume Capacity, Magnetic System 
Pronto Smart System, Single-Sided, 443Y81 


Lower Volume Capacity, Smart System 


| VISITOR 





Visitor 


No. 20W460 





Clip-On Badge 
with Timing Dot 


* GRAINGER 
SS BRADY  (hlitroven 


Clip-On Badge 
with Timing Date 


* GRAINGER 
eve_Lis ZEBRA GA; haa 


ID Badge and Card Printers Self-Expiring Badges, 


Wristband, and Badge Holders 


Create plastic IDs, badges, and loyalty DATACARD SD260™ = . . . 
and gift cards. Printers have full-color and mono- Self-Expiring Badges—Reveal an Tough, tamper-resistant wristband is 
EVOLIS chrome printing capability. Easy to use Expired" message after 24 hours. waterproof. 


with LCD panel and touch controls. Rearview Mirror Hanging Tags— Badge Holders—Choose from a 


Provide edge-to-edge printing for 





medium to large runs. Single-Side 
Printer No. 36J111 prints up to 

190 cards per hr. Dual-Side Printer 
No. 36J112 prints up to 191 cards per 
hr. Both include software, drivers, USB, 


Print up to 200 color single-sided 
cards per hr.; 155 color dual-sided 
cards per hr.; or 830 monochrome, 
single-sided cards per hr. 


ZEBRA ZXP SERIES 8™ 


Hanging parking permits help keep 
track of visitor and employee vehicles. 


Tyvek® Wristband—Keep track 
of personnel, visitors, and patients. 


variety of badge holders and lanyards 
to secure badges. More styles are 
available; call 1-800-GRAINGER (472- 
4643). On Grainger.com®, search for 
"badge holders." 


and power supply. Retransfer printers provide photo- - > CHOOSE: Item Pkg. 
re Description Legend Color W No. Qty. 
ZENIUS quality image and print resolution. Self-Expiring Badges and Permits, Brady® 
. -Si Clip-On Badge, Timing Date Visitor Red 1" DO0063 500 
Prints up to 150 color cards per hr. Print up to 190 single-sided cards per panels : 
hr. Security features include single- or | Adhesive-Backed Front Contractor, Red 9" po064 500 
and up to 500 monochrome cards maar and Back Badge _ Temporary, Visitor 
ar hr dual-sided lamination, transfer film Adhesive-Backed Liner Contractor, Visitor Red 2 p0066 500 
p ; that shows tamper evidence, and Clip-On Badge, Timing Date Contractor Red 3 D0063 500 
Item Pkg. 
lockable enclosure and card feeder to flescriation Saint W L No. Oty. 
prevent unauthorized use. Rearview Mirror Hanging Tags, GA 
lait Parking Permit Blue a 5 2XKE6 = 5 
Description Brand No. Employee Parking Permit Red 3 5 2XKE7_ 5 
Single-Sided Printers _ > CHOOSE: > CHOOSE: Item — Pkg. 
Card Printer, Evolis, USB And Ethernet Evolis 36J111 ___Description Type Color L No. ty. 
Zenius Expert Economy Printer Evolis 20W460 Wristbands, Brady® 
Datacard SD260™ Printer with USB Connection Entrust Datacard _ 20W463 Tyvek® Tyvek roe ee Lea Blue, = 49" += po077 500 
Dual-Sided Printers Ink, Urange, Green 
Evolis Card Printer, USB And Ethernet Evolis 36112 Theo ee sania “eat si ED 
Zebra ZXP Series 8™ Retransfer Printe Zebra 20W469 z 32 
: —_rrser< = Clip-On Badge Holder Vertical Clear 305"  2XKF1 5 
Description For Use With Brand No. snap Economy Strap Clip Snap Clear 3¥"  2XKF5_~=—-10 
Ribbons Sai ocean Retractable Blue 1¥'  OXKG1 5 
5 Panel Color Ribbon, YMCKO, 100 Images Pebble 4, Dualys 3 Evolis _3EAL1 Beste Reieetable 7 | 
5 Panel Color Ribbon, YMCKO, 200 Images Datacard SD260, SD360 Evolis 20W464 Reel with Snap Clip Single Color White — 25DU68 10 
6 Panel Color Ribbon, YMCKO/K, 200 Images Dualys 3 Evolis 3EAR2 Heavy Duty 
Plastic PVC Cards | beeen tt With Steel’ Clear Strap, Black/Chrome Reel —  3YUY1 1 
Holder with Belt Cl 
Standard Cards, Box of 100 Pebble 4, Dualys 3 Evolis 3EAR9 SIGEr WIth SEM Gilp Wire Cord 
Cards with Magnetic Strip, Box of 100 Pebble 4, Dualys 3 Evolis _ 3EAT1 eae faceGoniLanvana Standard Reel, 
Cards with Adhesive Backing, Box of 100 Pebble 4, Dualys 3 Evolis 3TLP7 waihcRetaetable Roel Breakaway, Black, Blue 36" DOO76~ si 
Blank ID Cards All Dye-Sub PVC Card Printers GA  4HRF6 Reel With Clip 
Accessories Wallet-Style Nylon Badge +A 
1.0 mil Top Laminating Film, 625 Imprint Zebra ZXP Series 8 Zebra 20W473 Holder Pouch and Cord __Ualet SW — ee 
oe UD ep ena ean pant with Laminator Flat Neck Cord Lanyard Swivel Hook Black 36" 2XKH6 10 


1970 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 
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Trilogy® Electronic Access Control 
Locks with Audit Trail, Grade 1 


= Key override; standard core (included) 
or SFIC cylinder (not included) 


Electronic door locks help eliminate the 
problem of lost keys and rekeying costs. 
Replace a standard knobset. Work in 
conjunction with panic bars from Von 
Duprin, Yale, Sargent, or Adams Rite® 
on glass/narrow-stile doors. Use 5 AA 
batteries (included). 


PIN/ID CARD CONTROL 
Create multitiered security at 4 levels: 


i 


CODE ONLY 

No. 242459 provides multilevel security: 
master, manager, supervisor, and basic; 
can be programmed at the keypad with 
PC and/or data transfer module. Quick 
passage mode allows emergency access. 
Double-Sided Proximity Lock No. 24U102 
has direction-specific access that can 

be assigned, per user, for either side of 
the door. 

Nos. 1HWL3 and 1HWL4 have a privacy 
button on inside of door to disable all 





Cylindrical 
Standard 
No. 1HVLG6G 





Mortise 
Standard 
No. 1HVL8 


SECURITY 


Keyless Access Control Locks 





Keypad No. 


1HUZ8 


master, manager, supervisor, or general 
user. Manage up to 500 automatic lock/ 
unlock schedules (by day, date, weekend, 
or holiday). Operating temp.: -31° to 
151°F. Field reversible. 

No. 24U104 is a programmable double- 
sided lock with both proximity card and 
keypad PIN access. 


Programmable Keypad No. 1HUZ8 has 
remote-release/request-to-exit input that 


other codes for a programmable dura- 
tion when temporary sessions of privacy 
are needed. Programmable Keypad 

No. 1HUZ6 has remote-release/request- 
to-exit input that allows use with REX 
switches. Wall- or single-gang box mount. 


ACCESSORIES 


Trilogy® Windows® Software No. 1HYC3 
can manage users and schedules, receive - 





Privacy 








; ; ; so cde Cylindrical Narrow-Stile 
allows use with REX switches. Wall- or audit trail from lock, program lock using Cylindrical Standard Adams Rite® 
single-gang box mount. PC, and program/configure Handheld standard No. 1HWL3 Deadiatch 

Data Transfer Module No. 1HYB8. Can la No. 1YND1 
ID CARD CONTROL ONLY " 
Seeiri ecek aueaa: transfer program data from PC to lock 
Se a roe ‘ ave i te : and receive audit trail from lock. Wireless 
accept DOU Prox Cars and KeylODs Tor == nfrared Printer No. 1HYC4 is a handheld ooo Adhesive 
access. Tap-and-add feature makes ; — Proximity sg 
4 ig baicheadd maltiole iDcard unit that can print time- and date- Spear mate Proximity 
, ce . *e e et Lae naieane ; stamped audit trail. Batch Proximity ID pagent chaccny §=©Tags No. 
ua . Toor a Card Enroller No. 1HYB7 can add new 1HYC2 
repens: users without the use of a PC. 
Max. Event 
User Audit Mfr. Item 
Description Hand Key Override Options Codes Trail Battery Life Finish Model No. 
Programmable Lock, PIN/ID Card Control 
Cylindrical Nonhanded Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome PDL3000 US26D 1HVL6 
Cylindrical Nonhanded Small Format Interchangeable Core 2000 40,000 60,000 Cycles Satin Chrome PDL3000IC US26D = 1HVL7 
Cylindrical, Entry with Key Override and Privacy _ Nonhanded Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome PDL4100 US26D —-20UL47 
Cylindrical, Entry with Key Override Nonhanded Small Format Interchangeable Core 2000 40,000 60,000 Cycles Satin Chrome PDL4100IC US26D —20UL48 
Cylindrical, Double-Sided Nonhanded Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome PDL5300 US26D 24U104 
Cylindrical, Double-Sided Nonhanded Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome PDL5300IC US26D  24U105 
Mortise Right Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome | PDL38500CRR US26D 1HVL8 
Mortise Left Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome = PDL3500CRL US26D 1HVL9 
Mortise Right Schlage 'C" Keyway (Included 2000 _ 40,000 60,000 Cycles Satin Chrome _ PDL4500DBR US26D _20UL49 
Mortise Left Schlage "C" Keyway (Included 2000 40,000 60,000 Cycles Satin Chrome — PDL4500DBL US26D _20UL50 
Von Duprin Exit Devices Nonhanded Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome ETPDLS1G/26DV99_  1HWL2 
Yale Exit Devices Nonhanded Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome ETPDLS1G/26DY71 3CCK2 
Sargent Exit Devices Nonhanded Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome ETPDLS1G/26DS88 3CCK4 
Narrow Stile, Adams Rite® Dead Latch Nonhanded Mortise Cylinder 2000 40,000 60,000 Cycles Satin Chrome PDL1300/26D1 1YND3 
Keypad — — 2000 40,000 — Silver Powder Coated = PDK3000 MS 1HUZ8 
Programmable Lock, ID Card Control Only 
Cylindrical Nonhanded Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome PL3000 US26D 24U097 
Cylindrical Nonhanded Small Format Interchangeable Core 2000 40,000 60,000 Cycles Satin Chrome PL3000IC US26D 24U098 
Programmable Lock, Code Control, Code Only 
Cylindrical Nonhanded Standard SC1 Keyway 200 1000 100,000 Cycles Satin Chrome DL2800 US26D 3AEA9 
Cylindrical Nonhanded Small Format Interchangeable Core 200 1000 100,000 Cycles Satin Chrome DL2800IC US26D 3CCK5 
Cylindrical Nonhanded Standard SC1 Keyway 300 1600 100,000 Cycles Satin Chrome DL3000 US26D 242457 
Cylindrical Nonhanded Small Format Interchangeable Core 300 1600 100,000 Cycles Satin Chrome DL3000IC US26D 242460 
Cylindrical, Weatherproof Nonhanded Standard SC1 Keyway 300 1600 100,000 Cycles Satin Chrome DL3000WP US26D 242459 
Cylindrical, Weatherproof Nonhanded Small Format Interchangeable Core 300 1600 100,000 Cycles Satin Chrome DL3000WPIC US26D 242462 
Cylindrical Nonhanded Standard SC1 Keyway 300 1600 100,000 Cycles Duronodic DL3000 US10B 242458 
Cylindrical Nonhanded Small Format Interchangeable Core 300 1600 100,000 Cycles Duronodic DL3000IC US10B = 242461 
Cylindrical Nonhanded Standard SC1 Keyway 2000 40,000 100,000 Cycles Satin Chrome DL3200 US26D 5SMRW9 
Cylindrical Nonhanded Small Format Interchangeable Core 2000 40,000 100,000 Cycles Satin Chrome DL3200IC US26D 5MRXO 
Cylindrical, Double-Sided Nonhanded Standard SC1 Keyway 2000 40,000 100,000 Cycles Satin Chrome DL5300 US26D 24U102 
Cylindrical, Double-Sided Nonhanded Small Format Interchangeable Core 2000 40,000 100,000 Cycles Satin Chrome DL5300IC US26D 24U103 
Mortise Right Standard SC1 Keyway 300 40,000 100,000 Cycles Satin Chrome DL3500CRR US26D 1HWL6 
Mortise Left Standard SC1 Keyway 300 40,000 100,000 Cycles Satin Chrome DL3500CRL US26D 1HWL8 
Privacy Mortise Right 1%" Mortise Cylinder 2000 40,000 60,000 Cycles Satin Chrome DL4500DBR US26D 24U099 
Privacy Mortise Left 1%" Mortise Cylinder 2000 40,000 60,000 Cycles Satin Chrome DL4500DBL US26D 24U101 
Privacy Cylindrical Nonhanded Standard SC1 Keyway 2000 40,000 60,000 Cycles Satin Chrome DL4100 US26D 1HWL3 
Privacy Cylindrical Nonhanded Small Format Interchangeable Core 2000 40,000 60,000 Cycles Satin Chrome DL4100IC US26D 1HWL4 
Von Duprin Exit Devices Nonhanded Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome ETDLS1G/26DV99_  1HWL1 
Yale Exit Devices Nonhanded Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome ETDLS1G/26DY71 3CCK1 
Sargent Exit Devices Nonhanded Schlage "C" Keyway (Included) 2000 40,000 60,000 Cycles Satin Chrome ETDLS1G/26DNS8  3CCK3 
Narrow Stile, Adams Rite® Dead Latch Nonhanded Adams Rite Series 4710, 4730, 4900 2000 40,000 80,000 Cycles Satin Chrome DL1300 US26D 1YND1 
Keypad —_— — 2000 40,000 _— Silver Powder Coated DK3000 MS 1HUZ6 
Accessories 
Trilogy® Windows® Software and USB Cable — = = = = = AL-PCI2-U 1HYC3 
Data Transfer Module — — — — 50 hr. — AL-DTMIII 1HYB8 
Infrared Handheld Printer — — — — 16 hr. Black AL-IR1 1HYC4 
Batch Proximity ID Card Enroller — — — — 200 to 300 hr. — AL-PRE 1HYB7 
Proximity ID Fobs, Pkg. of 10 — — — — — Gray ALHID1346 1HYC1 
Adhesive Proximity Tags, Pkg. of 10 = = — — — Black ALHID1391 1HYC2 
Proximity ID Cards, Pkg. of 100 — — — — — — ALHID1326 1HYB9 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1971 


SECURITY 
Keyless Access Control Locks 








Se 


Cylindrical Standard 
No. 24U106 





Keypad 
No. 24U119 


> —_ 
ae 





Trilogy® Networx™ 
Networking Locks, Grade 1 


= Key for manual override 


= Weather-resistant; Operating temp.: -31° to 151°F 


= Brushed chrome finish 


net wird 
S, 
oe 





Keypad Starter 
Package 


No. 24U117 cards/badges. 


PIN/ID CARD CONTROL 


Cylindrical 
Standard 
No. 24U108 


fobs, and credentials). 


Networked door access control systems eliminate 
door-to-door programming and audit trail retrieval by 
communicating wirelessly via 802.11B/G or Ethernet. 
No wires to run and no access panel or power supplies 
to install. Feature automatic schedules, event logs, and 
support for 2000 doors and 5000 existing proximity ID 


Programmable Locks Nos. 24U106 to 24U113 have built 

in HID proximity card reader, full-metal digital key pad, 
integral bidirectional radio, batteries, and serial number 

ID card. Starter Kit No. 24U117 includes NET-DKPAK and 
NET-PDKPAK controller and keypad. Keypad No. 24U119 
supports 3 to 6 digit numeric PIN codes and prox ID card 
users (virtually all HID format proximity technology ID cards, 


Scan. Order. Done. 
Details on page A1. 


ALARM LOCK 


CODE ONLY 


Programmable Locks Nos. 24U108 to 24U111 
have full-metal digital keypad for code only use. 
Starter Kit No. 24U116 includes NET-DKPAK and 
NET-PDKPAK controller and keypad. Keypad 

No. 24U118 supports 3 to 6 digit numeric PIN 
codes. 


ACCESSORIES 


Control Panel No. 24U120 includes circuit board 
with onboard flash memory and 12V power 
supply with transformer and rechargeable 
back-up battery. Supports 2 of any combination 
of NETDK or NETPDK keypads plus 2 Wiegand 
devices. Special 2-door mode allows 2 keypads 
and/or 2 Wiegand devices to separately control 
2 doors. Gateway No. 24U121 supports up to 
63 Networx™ locks using hardwire connection 
to the network via RJ45 Ethernet cable. Ceiling 
or wall mount. 1 antenna and 6VAC transformer 
included. 








Max. Mfr. Item 
Description Hand Keying User Codes Model No. 
Exit Device Programmable Lock, PIN/ID Card Control 
No. 24U114 Cylindrical Nonhanded Standard 5000 PDL6100 US26D 24U106 
Cylindrical Nonhanded Small Format Interchangeable Core 5000 PDL6100IC US26D 24U107 
Mortise Right Standard 5000 PDL6500CRRUS26D 24U112 
Mortise Left Standard 5000 PDL6500CRLUS26D 24U113 
Von Duprin Exit Device Nonhanded Standard 5000 ETPDNS1G/26DV99 24U115 
Keypad Starter Package — Standard 5000 NETPSKPAK US26D 24U117 
Keypad Only — — 5000 NETPDK US26D 24U119 
Programmable Lock, Keypad Control, Code Only 
Cylindrical Nonhanded Standard 5000 DL6100 US26D 24U108 
Cylindrical Nonhanded Small Format Interchangeable Core 5000 DL6100IC US26D 240109 
Mortise Right Standard 5000 DL6500CRR US26D 24U110 
Mortise Left Standard 5000 DL6500CRL US26D 24U111 
Von Duprin Exit Device Nonhanded Standard 5000 ETDLNS1G/26DV99 24U114 
Keypad Starter Package = = 5000 NETDKPAK US26D 24U116 
Keypad Starter Keypad Only — — 5000 NETDK US26D 24U118 
Package Accessories 
network No. 24U116 Wireless Control Panel - -_ = NETWORXPANEL  24U120 
Ethernet Connected Gateway — —_— _— AL-IME 24U121 
Power Over Ethernet/ 
Hardware Gateway — — — AL-IMPOEP 24U122 
Wi-Fi Gateway — — — AL-IM80211 24U123 
Wireless Control Proximity ID Fobs, Pkg. of 10 — — — ALHID1346 1HYC1 
Panel No. 24U120 Adhesive Proximity Tags, Pkg. of 10 — — — ALHID1391 1HYC2 
Proximity ID Cards, Pkg. of 100 — — — ALHID1326 1HYB9 
ALARM LOCK 
Trilogy® Keyless 
Electronic Control 
; , Locks, Grade 1 
r = Key override; standard core 
— q (included) or SFIC cylinder (not 
Programmable a included, sold on Grainger.com®) 
Lock, Single- Narrow- = Operating temp.: -31° to 151°F except 
ses os Pi edisininmbles beck: eere Nos. 3ZM80, 3ZM83, and 3ZM81 
Double-Sided Easily replace keyed locks with these elec- 
tronic access control locks. Compatible with 
Weather Mtr. Item most doors that have a standard knob set. 
Description Finish Resistant Key Override Options Model No. Fingertip-programmable keypad allows up 
Programmable Lock, Code Control _ “Aint 7 
Single-Sided Satin Chrome No Standard SC1 Keyway DL2700 US26D 37M80 to one hundred 3- to 5-digit codes. DL2700 
Single-Sided Satin Chrome No Small Format Interchangeable Core DL27001C US26D 3ZM83 series locks can create a 3-tiered hierarchy 
Single-Sided Satin Chrome Yes Standard SC1 Keyway DL2700WP US26D 6JD79 of custom codes: 1 master, 10 managers, 90 
Single-Sided Satin Chrome Yes Small Format Interchangeable Core DL2700WPIC US26D 6JD80 ME ee 
Double-Sided Satin Chrome Yes Standard SC1 Keyway DL5200 US26D 3CCK7 standard codes, and three 1-time-use codes. 
Double-Sided Satin Chrome Yes Small Format Interchangeable Core DL52001C US26D 3CCK8 Low battery alert. Include 5 AA batteries (up 
Narrow Stile, Exit Devices, Programmable Lock, Code Control to 150,000 cycles), except No. 3CCK6, which 
Adams Rite Satin Chrome Yes Standard SC1 Keyway DL1200/26D1 1YND2 ; a: ; 
Von Duprin Satin Chrome Yes Standard SC1 Keyway DL1200ET/26D 3CCK6 includes 2 lithium batteries (80,000 cycles). 
Programmable Lock, Code Control Double-sided models are for code control on 
Single-Sided Bright Brass No Standard SC1 Keyway DL2700 US3 3ZM81 both sides of the door. 
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ITT 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SECURITY 
Keyless Access Control Locks 





NexTouch™ Electronic Touch Screen Locks 


= Weather-resistant; operating temp.: -40° to 140°F 
= Include 4 AA batteries 





Install in minutes in nearly any standard cylindrical lock prep, with 34"-dia. hole for wiring. Use 12-button touch 
screen to add, eliminate, or reprogram access codes in seconds; voice-guided instructions in 3 languages. 
Feature a vandal-resistant freewheeling lever handle. Ideal for access control management in offices, patient 
records, storerooms, hotels/motels, and other applications that may require frequent rekeying. No. 52WN32 


accepts SFIC cylinders. 


Mfr. Item 


Description Finish Key Override Options Model No. 
Touch Screen Electronic Keyless Lock _ Satin Chrome Yale Keyway AU-NTB620-NR-626 52WN32 
mete cece Satin Chrome Small Format Interchangeable Core B-AU-NTB620-NR-626-LC © 52WN35 
Push Button Electronic Keyless Lock Satin Chrome Yale Keyway AU-NTB610-NR-626 52WN30 
Push Button Electronic Keyless Satin Chrome None AU-NTB640-NR-626 52WN33 


Lock Less SFIC Cylinder 


[SCHLAGE/ 


Electromagnetic and Keyless Access Control Locks 


Use in a wide range of facilities, including large hospitals, 
small clinics, campus universities, single buildings, or 
entire office developments. Programmable keypads feature 
on-board controller access to simple electrified or battery- 
powered locking devices. 


C0100 Series Offline Electronic Lock—Provide custom- 
ized levels of security at each door, with a large selection of 
credentials and networking options. Allow addition/deletion 
of users, usage tracking, and data management without 
installing a facility-wide network. Upgrade to a network 
solution by replacing the network module, not the entire 
lock. Also provides an easy way to manage people, audits, 
locks, and other network panel interface devices for simple 
access control. Allows up to 5000 user codes and has a 6 pin 
full cylinder. Everest C123 Keyway with Sparta lever. Satin 
chrome finish. 


Description 

C0100 Series Offline Electronic Lock 

Office Lock, Keypad Reader 
Access Credential Reader 

Touch Entry Key, Use with Entry Reader Device, On Key Holder 
Keyless Access Control Locks, Deadbolt 
Auxiliary with Key Override, Bright Brass 
Auxiliary with Key Override, Satin Chrome 
Classroom with Key Override, Satin Chrome 
Classroom with Key Override, Satin Chrome 
Classroom/ Storeroom, Satin Chrome 


E-PLEX 


BY KABA 


Electronic Access Control Locks 


with Audit Trail, Grade 1 


= Key override; key-in lever cylinder (included) 
or SFIC cylinder (not included) 
= Weather-resistant; operating temp.: -31° to 151°F 
= Up to 300 users, 9000 audit events 
= For 13%4"- to 2%"-thick doors; 23%" backset 
= Include 4 AA batteries 


Event audit trail provides a printable time/date-stamped log of all door 
activity. Features include audible low battery alert, timed relock, codes 
for 1-time use, antitamper function (invalid entry), and total user lockout 
codes. Lock can be programmed and audits downloaded via software 
and laptop PC (not included). Locks have a vandal-resistant all-metal 
keypad. Class/storeroom function requires no code for egress. Unique 
Lectro Belt eliminates wiring to or through the door. Retrofit standard 


ASA 161 door preps. 


Access Credential Reader—Provide flexible 
building security and security management 
solutions. Magnetic stripe card reader is full- 
swipe for maximum readability. Linked access 
available with keypad with card or iButton. 
Fully compatible with ABA Track 2 or Track 3 
standards. 


Keyless Access Control Locks—llluminated 
keypad locks offer up to 19 individual user 
codes to provide secure access; program right 
at the keypad. Include 2 backup keys for emer- 
gency egress. Fit left- and right-handed doors 
from 1°4"- to 19%4"-thick. All-metal chassis and 
escutcheons with wear-resistant silicone rubber 
buttons. Include 9V battery and low battery 
indicator light. 


Mfr. Item 

Model No. 
C0O100CY50 KP RHO 626 PD 5VRD5 
IBF 4GD99 
BE365 PLY 505 36Z098 
BE365 PLY 626 362101 
FE575 PLY626ELA 28XX46 
FE595 PLY626ELA 28XX47 
CO100CY70 KP RHO 626 PD 40GN41 


* GRAINGER 
APPROVED 





No. 2ZU97 


= Key override, up 
to 120 users 

= For 1°4"- to 2"-thick 
doors; 2%" or 
2°," backset 

= Indoor use only 





No. 4GD99 








= 


lah) 
@ 


No. 52WN32 


No. 5VRD5 





No. 
36Z098 





Biometric Access Door Lock 


Fingerprint reader allows 
only authorized individuals to 
have access to secure areas 
or items. Master user can 
manage, add, and delete user 
access by group. Processor 





= Includes 4 AA batteries —§ stores memory when battery 





Max. User Item . 
Description Key Override Options Codes Finish No. is removed for replacement. 
Cylindrical Schlage "C" Keyway (Included) 100. SatinChrome 2ZU97 Nonhanded, field-reversible 
Lever AES eA edo 1 Satin Brass  2ZU96 . lever. Fingerprint, PIN, or 
yway) Included Item 
Cylindrical Best and Equivalents 100 Satin Chrome 5BB75 Finish No. mechanical key access. Zinc 
Lever Best and Equivalents (6 or 7 Pin) 1 Satin Brass  5BB74 No. 5BB75 SatinChrome _— 2RUZ4 alloy construction. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1973 


SECURITY Scan. Order. Done. 
Keyless Access Control Locks Details on page A1. 





2000 Series, Grade 1 Electronic 
Push-Button Locks E-PLEX 













Self- Batterv- | = 100 individual user codes PowerPlex™ Self-Powered— 
Powered epee = For 1%"- to 2’"-thick Efficient and innovative electronic locks 
No. 6NVN9 No. 2ZU99 doors; 2%" backset generate power with each turn of the 
= No wiring to install. Nonhanded, lever; no batteries required and virtu- 
. — field-reversible locks have a vandal- ally no maintenance costs. No. 6NVN9 
os resistant, all-metal keypad and a includes Schlage C keyway, 2 keys. 
solid cast exterior housing and lever. No. 6NVPO is for use with Best® SFIC 
Classroom/storeroom function; no 6- or 7-pin length, not included. 
code required for egress. Come with Battery-Powered—Feature audible 
_ D Ww a , item a standard core or are prepped for a low battery alert, timed relock, codes 
PowerPlex” Self-Powered in) in) a 3 dma spas co for 1-time use, antitamper function 
Schlage *C" 3/6 3%6  P2031XSLL62641 GNVQ y, | ual, (invalid entry), and total user lockout 
] 3 5 : : j 
Schlage C" 216 3%6 _E2031XSLL62641 2299 manual, and hardware. Retrofit stan- 
Best & Equivalents 21%6 3/6 E2031BLL62641 1NEZ7 dard ASA 161 door preps. 
L1000 T) 1000 Series SIMPLEX 
Series Lever, f Knob, 7 
—S = Mechanical Access 






5000 Series Chrome 
Key-In Lever, 


Chrome 


Grade ss & roenine | pony Fue 
» gi Ly ee [zc | Button Locks 


page 1979. = 1 user code 
=» For 1%"- to 2Y%"-thick doors; 


2%" backset, 12" latch bolt 


- 


on eon SEeOvE EADS = Include ASA standard strikes 
Mfr. ltem Mfr. ltem i 
5 Deseriatin _ geen ead (5000 Set Model No. Model No. Provide an alternative to traditional keyed lock- 
rogrammabdie LOCKS, FuSN-bUTION, Grade eries F 
CevEr KIL Reversible | 5021-XS-WL-26D-41 27095 — — sets. Classroom/storeroom function, no code 
Lever SFIC Reversible | 5021-B-WL-26D-41 _5BB73_* = = required for egress. Retrofit standard ASA 161 
Exit Trim, Lever KIL Reversible | 5010-XS-WL-26D-41  22V18 — — door preps 
rfonrammable Locks, Pust-Button (L1000 series} 5 TaDT RO uaa TE u730 preps. 
ever tandar @ - -26)- 5U74 - -Q)5- 5U7 
Lever Standard Right [R-1011-26D-41 5U742 [R-1011-05-41  5U741 PROGRAMMABLE LOCKS, PUSH- 
Lever SFIC Left LL-1021-B-26D-41 4YF90 * | LL-1021-B-05-41 4YF89 * BUTTON, GRADE 1 (5000 SERIES) 
Lever SFIC Right LR-1021-B-26D-41 4YF92_* | LR-1021-B-05-41 4YF91 * 
Knob Standard Reversible Lott 260-41 1U140 1011-05-41 1U092 Standard KIL core included. Simple 4-screw 
ever KIL eversible 5021XKWL26D41 9LDD6 — — 
Knob SFIC Reversible 1021-B-26D-41 4YF88_* 1021-B-05-41 _4YF87 * installation. Compatible with most rim exit 
Knob, Passage Standard Reversible 1031-26D-41 1U141 1031-05-41 1U083 devices. 
Mechanical Push Button Lockset 
iam Combination Access iENEIEE aa l ait SiNG48 — — PROGRAMMABLE LOCKS, PUSH- 
ever R/C Schlage eft LL1021826D41 3ING/7 — — 
Lever RIC Schlage Right LR1021S26D41 31NG80 = — BUTTON (L1 000 SERIES) 
* Cylinders not included. Measure 9"L (inside) x 3%"W x 3%6'D. 


Mechanical Access Control Locks SIMPLEX 


= 1 user code “ 
= For 1%"- to 214"-thick doors 
Satin = 2 cover plates included with each lock 
Stainless \/andal-resistant, all-metal keypad. Nonhanded, field reversible. Lever locksets are 
7/6'LX 2%'W x 3"D. Breakaway lever helps keep vandals from damaging drive 
components. Knob locksets are 6%6'L x 2%6'W x 3"D. No batteries required. 






Antique 
Brass 





- > CHOOSE: > CHOOSE: Item 
Description Backset Finish No. 

Lever Lockset 298", 294" Antique Brass, Bright Brass, Satin Stainless D0001 

Knob Lockset 298", 2/4" Antique Brass, Bright Brass, Satin Stainless D0002 


900 Mechanical Access Control SIMPLEX 





; = 1 user code With Deadlocking Latch and Holdback— 
pesdisetin = 214" backset Helps secure latch against prying. 
Latch Classroom/storeroom function, no code Automatically relocks after egress, except 
required for exit. Nonhanded, field reversible. when latch hold-back is activated. No code Is 
No batteries required. Can be used alone or required for entry. Exit by thumbturn. 
1 1 5 7 5 We 1 . = 
with an existing lockset. Require a 1%"-dia. With Deadlocking Latch, No Hold- 
> CHOOSE: > CHOOSE: Item mounting hole. Measure 4°W x 9°H. Back—Helps secure latch against prying. 
With Dea omnes nisi No. Note: All locks include a sheet metal strike for outswing Automatically relocks after egress. 
1% to 14, 1%4 to 2% Satin Brass, Satin Chrome D0003 doors and a cast box strike for inswing wood frame ; 
With Deadlocking Latch and ane Se installation. Metal Frame Adapter Kit—Includes surface- 
ACREAGE ATES EE mounted strike with shims to adjust strike box 
With Deadlocking Latch, No Hold-Back With Deadbolt—Deadbolt extends 1" from . " " hla rj an 
1% to 1%, 1% to 2% Satin Brass, SatinChrome _D0005 With %4" x ¥@" reversible riser plate for aligning 


edge of door. Lock remains open and must be 
satin Brass, SatinChrome__—«BD0006 = manually relocked. Egress by thumbturn. 
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Metal Frame Adapter Kit inside housing to strike. 





GRAINGER CHOICE” SECURITY 





Find the Wy. Find Solutions. Find Great Prices. Electromagnetic Locks 
Surface-Mount Magnalock® aie 
Electromagnetic Locks "ASSAABLOY i 


Fail-safe locks feature automatic dual voltage and M32 Series—M32-series locks provide 600-lb. holding 
instant release circuit. Brushed stainless steel finish. force and are for use in medium-security applications. 
All ferrous metals plated to MIL specification. Mount Require 2%" flat mounting space. M32-series locks 
using machine screws into blind finishing nuts; brack- provide 600-Ib. holding force and are for use in medium- 
ets and accessories available separately to configure security applications. Require 21" flat mounting space. 





— 









No. 5KZU9 
Boe ee eee cat eice are tamperProo! M62 Series—M62-series locks provide 1200-Ib. holding 
6c inclu ie 0 ft apiackeicd: AnGed coh ee force and are for use in high-security locations. Require 
ne 2¥2" flat mounting space. 
Amp Draw @ Lock Body (in.) Mfr. Item 
12V 24V L Ww D Type Model No. 
M32 
300mA 150mA 8 1% 13%64 — M32 5KZU9 
300mA 150mA 8 1% 13%64 Face Mount M32F 5KZV0 
300mA 150mA 8 1% 1°%4 Face Mount, Bond Sensor M32FB 5KZV1 
300mA 150mA 8 1% 13% 4 Face Mount, Bond Sensor, Door Position Switch M32FBD 5KZV2 
300mA 150mA 8 1% 13%64 Bond Sensor M32B 5KZV4 
300mA 150mA 8 1% 13% 4 Bond Sensor, Door Position Switch M32BD 5KZV5 
M62 
250mA 150mA 8 3 1% — M62 5KZV7 
250mA 150mA 8 3 1% Face Mount M62F 5KZV8 
250mA 150mA 8 3 1% Face Mount, Conduit Fitting M62FG 5KZV9 
250mA 150mA 8 3 1% Face Mount, Conduit Fitting, Bond Sensor M62FGB 5KZWO 
250mA 150mA 8 3 1% Face Mount, Conduit Fitting, Bond Sensor, Door Position Switch M62FGBD 5KZW1 
250mA 150mA 8 Q 1% Face Mount, Door Position Switch M62FD 5KZW3 
250mA 150mA 8 3 1% Conduit Fitting M62G 5KZW4 
250mA 150mA 8 8 1% Bond Sensor M62B 5KZW8 
250mA 150mA 8 3 1% Bond Sensor, Door Position Switch M62BD 5KZX1 
250mA 150mA 8 3 1% Door Position Switch M62D 5KZX2 
—SECURITRON 
it it 
Dual-Action Electromechanical Maglocks ‘ASA ABLOY 
= 4000-Ib. holding force Hybrid design combines electromagnetic lock with 2 hardened steel elec- 
= Dual voltage 12/24VDC tromechanical jaws. In a forced entry attempt, steel jaws rotate inward, 
and dual current AC/DC clamping down and capturing the edges of the armature. Brushed stainless 
Steel finish with included dress cover. Mount using machine screws into 
blind finishing nuts. Indoor use only. Brackets configure any opening, sold 
separately. 
Amp Draw @ Lock Body (in.) Mfr. Item 
12V 24V L W D Type Model No. 
Electromechanical Locks 
130mA 250mA 6 2¥4 1% — MM15 5KZYO 
130mA 250mA 6 2% 1% Conduit Fitting MM15G 5KZY2 
130mA 250mA 6 2% 1% Door Position Switch, Antitamper MM15DT oKZY1 
Accessories 
¥" Stop Filler Plate, Clear, MM15 SFP-1/2CLMM15  5KZY6 No. 5KZYO 
Z Bracket Kit, Clear, MM15 Z-MM15CL 5KZY8 
3" Header Extension Bracket for Glass Door, Clear, M32/M62 HEB-3G 5KZZ4 


Electromagnetic Gate Lock with sea 


Shock-Absorbing Armature ‘ASA ABLOY 


= 1200-Ib. holding force 

Face-mount Magnalock® with %4" male conduit fitting is designed for heavy-duty applications. Stainless steel 
armature hardware kit provides superior impact absorption. Features %" impact compression with 100-lb. 
resistance. Antikickback spring provides gs" rebound travel. 





Amp Draw @ Lock Body (in.) Mfr. Item 
12V 24V L W D Model No. 
250mA 125mA 8 3 1% M62FG-SASM 5KZU6 
. . : —SECURITRONT 
High-Security Electromechanical Gate Lock ‘ASA ABLOY 


Designed for vehicle or pedestrian applications, gate lock operates with up to 100 Ib. of preload. Fail-secure 
convertible to fail-safe. Self-aligning receiver adjusts 12" vertically and horizontally to compensate for gate 
sag or misalignment. Lock features manual key override for right or left hand. %46'-thick zinc-plated steel 
gate bracket kits are designed for sliding and swinging gates. Post brackets are predrilled, and lock brackets 
are pretapped for easy installation. 0.D. up to 3" for gate post bracket; up to 2" for fence post bracket. 





Amp Draw @ Lock Body (in.) Mfr. Item No. 5KZU7 
Description 12V 24V L W D Model No. 
2000 Ib. Electromechanical Gate Lock 870mA 720mA 7% 2% 3Y%4 GL1-FL 5KZU5 
Flex-Mount Bracket Kit - Sliding Gate = = = — = FMK-SL 5KZU7 
Flex-Mount Bracket Kit - Swinging Gate — — — — — FMK-SW 5KZU8 No. SKZUS 
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SECURITY Scan. Order. Done. 
Electromagnetic Locks Details on page A1. 





Electromagnetic Locking Devices Go) dz 


LOCKS TOUCH BARS 

Use to monitor a controlled area such as a hospital Request-to-exit devices used to release electro- 
- « s&s  § «# ~ laboratory or a secure area in an airport. Also used magnetic locks. Designed for easy installation, 

to provide traffic control for doors in a commercial smooth operation, and maximum durability. 

or education building. Utilize magnetic forces to LOCK ACTIVATION EXIT DEVICES 


* maintain powerful bond between frame-mounted 
magnet and door-mounted armature. Available for 
surface-mount and concealed-mount applications in 
a variety of holding forces. 


Magnetic spring design allows configuration of 
clockwise and counterclockwise key turn direc- 
tion as well as momentary or maintained action. 








Mfr. Item 
Description Model No. 
Electromagnetic Locks, Automatic Voltage Selection, Aluminum Canisters 
Electromagnetic Lock, 500 Ib. Holding Force M420 6LCZ1 
Electromagnetic Lock, 1000 Ib. Holding Force M450 6LCY2 
Electromagnetic Lock, 1500 Ib. Holding Force M490 6LCY5 
Electromagnetic Locks, Automatic Voltage Selection, Magnetic Bond Sensor, 
electromagnetic Lock Door Position Switch, Relock Time nisleys Aluminum Gaiters 
Electromagnetic Lock, 500 Ib. Holding Force M420P 6LCZ2 
Electromagnetic Lock, 1000 Ib. Holding Force M450P 6LCY3 
Top Jamb Brackets, Inswing Doors 
For Use With Electromagnetic Locks Nos. 6LCZ1, 6LCZ2 TJ420 628 6LCZ3 
For Use With Electromagnetic Locks Nos. 6LCY2, 6LCY3 TJ450 628 6LCY4 
For Use With Electromagnetic Locks Nos. 6LCY5, 6LCY6 TJ490 628 6LCY7 


Electromagnetic Lock Activation Touchbars 
Heavy-Duty Touchbar, Push-to-Exit, Aluminum, For Doors 36" or Less, 20 AWG Leads 672 36628RDAR 4GD88 
Electromagnetic Lock Activation Exit Devices 





Touch Bar Keyswitch Exit Device, Aluminum, 3A Rating @ 28 VDC, Fits 1 Gang Box 653-04 4GD91 
Keyswitch Exit Device, Aluminum, 2A Rating @ 28 VDC, Fits 1 Gang Box 653-05 4GD92 
Access Control Keypad, Black IQILITE/19 22PE95 
Access Control Keypad w/ Rim Panic, Black M9900LITE/32D 22PE96 
Replacement Battery Pack 
For Lock Power Supply 900-BB 6LCZ5 


Electromagnetic Lock Al 


with Remote Control wine. 


= 1200-lb. holding force per door leaf 


Lock can be released from either side by the remote key 
fob. Fob automatically enrolls in system. Unit supports 





Pe up to 100 remote-control key fobs. Includes mag lock, 
plug-in AC transformer, and 1 infrared remote control. 
Input Lock Body Dim. (in.) Strike Plate Dim. (in.) Mfr. Item 
Description Voltage L Ww D L W D Model No. 
Remote Release Electromagnetic Lock 12. AC 10% 10% 1% 10% 2% V/ RR-PM1200PAK 1HVL1 
Infrared Wireless Remote Control Key Fob — = — — — — — AL-Remote 1HVL3 


Projection 








Lock 
From Wall 1 Power Holding Projection _‘Total Body Mfr. Item 
Description Req. Force from Wall Projection Length Model No. 
Rixson Brand 
Wall Mount, Surface sancioe ichekie Gane 30 Ib. 254" 4" 49," 996 —_—‘ 6T310 
Wall Mount, Recessed oe erent 30 Ib. % 3% «AS 998  6T308 
Wall Mount, ; 1A" _ : 
Recessed. Adjustable 0-2A@ 120VAC, 0.2A@24VAC/DC S010 551b. 3% AV, 994-A3  4AZR3 
Wall Mount, Surface 
of aoe 0.25A @ 24VAC/DC 300 Ib. 24" oY all 993-AC  4AZR4 
igh Ho 
Sliding Door 0.08A @ 24 VDC 75 Ib. 31" 315" —~~972-ABXXS 4AZR5 
Total Projection Overhead Door SAVING GineniG uVic 75 Ib. 34" 3 V4" —  972-AAXXU 4AZR6 
Se Dene 12VDC, 24VAC/DC, 120VAC 30to 40 lb. =— 65" — 980-3. 4AZR7 
‘ Floor Mount, Back 0.08 A @ 12VDC, 0.08A @ _ n = ; 
RIXSON ¢Eqwards to Back Door 24VAC/DC, 0.08A@120VAC_ 30 '0. 40 Ib. ie aL _ARENG 
ASSA ABLOY Signaling’ LC RN Extension Kit _— = = ee = 900-G  1RM43 
EI = Edwards Signaling Brand 
ectromagnetic Wall Mount, Surface 0.15A @ 120VAC, 0.15A@ 24VAC/DC 2510 50lb. 27%" ——«AVe’ —« 49%" ~—‘'1508-AQN5 2KFP1 
D Rel Wall Mount, Recessed 0.15A @ 120VAC, 0.15A@ 24VAC/DC 25to 50 lb. %e' 3746 45% 1504-AQN5 2KFNQ 
oor HhEleases Sng aCe 0.15A @ 120VAC, 0.15A @ 24VAC/DC 25to50 lb. 41346" 6/6" 3¥%s" 1501-AQN5 2KFN7 
Hold doors open until released by a fire alarm Se ae 0.15A @ 120VAC, 0.15A@ 24VAC/DC 25to50 lb. 47%" BY" 3%" 1502-AQN5 2KFN8 
system, remote smoke detector, or other switching Wall Nip a 0.15A @ 120VAC, 0.15A@ 24VAC/DC 25t050lb. He D746 45% 1505-AQN5 34F727 
é u , 0. 16 16 8 - 
device. Fail-safe operation—power failure releases — Fish Mount 0.15A @ 120VAC, 0.15A@ 24VAC/DC 25to 50 lb. Zan" 12749" 454" 1509-AQN5 34F728 
door to a closed position. Door closer is required to Short Arm _ _ _ 15," ~~ €§2595-5 34F729 
close door. Surface-mount models require a surface iene an — — — 25%" —  (S2598-5 34F730 
sie fine thet ran 
eee oe sa ale ct Surface Mount 12VDC, 24VAC/DC, 120VAC 35 Ib. DV," Ave 49°  SEM7830 AL 40GN68 
tue disci g Recessed Mount 0.02A eT aia 35 Ib. 1" 25%  ‘A¥e" SEM7840 AL 40GN69 
applications and mount on 2" x 4" outlet boxes. : 
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SECURITY 
Electric Strikes 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


AX ALARM 


VON DUPRIN?® assaasloy 


Electric Strikes 


Electric strikes control access by 
either holding or releasing a latch 
bolt. Hard-wire electric strikes 
connect to a power source and a 
controller (typically a push-button 
switch, keypad, or card reader). 

A fail-safe electric strike needs power 
to remain locked. 

A fail-secure electric strike remains 
locked even without power. Device 
prevents entry; a doorknob or lever on 
the lock allows for egress. 








No. 4WY66 





_ No. 4WY69 No. 4WY71 No. 2MXN2 
Rectifiers—Convert AC power to DC. 
Input Door Frame Faceplate Dim. Pull Mfr. Item 
Description Failure Mode Voltage Type* W H D Force Grade Brand Model No. 

Cylindrical Locksets 

Medium-Duty Fail Secure 12/24VDC AUTUMN HONOW 17/6", 1%, 1%ic’ —71%6', 474" = -Yer"—«1000 lb. + 1~=— Von Duprin 5100-3FP SP28  4WY66 

Medium-Duty eo Seu SADC Metal/Wood 1A" 474" 1'%e" 1500Ib. 1 Hes 8300C 49U739 

Medium-Duty sae See OAC Metal/Wood 1%" 474 1"%e" 1500Ib. 1 Hes 8000C 49U738 

Heavy-Duty eo 12VDC Hollow Metal 1%" 474" 1"%e" 1500Ib. 1 Hes _7501-630-12VDC 2MXL6 t+ 
Cylindrical Locksets and Mortise Locksets (Without Deadbolts) 

Heavy-Duty Fail Secure 24VDC Aluminum/Hollow 1%" 474! YX 1500lb. 1 VonDuprin Catt 2av AWY69 + 

Metal Wood US32D CON 

Heavy-Duty Fail Secure 12VDC a eT a 1%" 474! Ys 1500 Ib. 1 VonDuprin Sth '2"  awy70 t 

Heavy-Duty Fail Secure 24VDC ae a 154" 9" a’ 15001b. 1 VonDuprin 841 20 WTI t 
Mortise Locksets 

Cylindrical Locks Ctr ; 

and Mortise Locks Fail Secure Electric Strike Heavy Metal/Wood 1%" 474! 1'%e" 3070lb. 1 Hes 1006CLB 49U737 

Without a Deadbott a | 

Medium-Duty Fail Safe 24VAC/12VDC ee 14" 474! %o' 1000. 2 nam AES-200 48ZW70 
Rim Type Exit Devices 

Heavy-Duty Fail Secure 24VDC eee 154" 9" Ys — 15001b. 1 Von Duprin LA 20 aWYE7 + 

Heavy-Duty Fail Secure 12VDC ae 154" 9" Ys — 15001b. 1 = VonDuprin | SLA TEN WES t 

Heavy-Duty Fail Secure 12/24VDC Metal/Wood = = —— 3070 1b. 1 Hes 1006 630 28XN34 

Heavy-Duty ene 12/24VAC/DC Metal/Wood 1%" 474! YX 1500 lb. 1 Hes  5000C-12/24D-630 49AV53 

Heavy-Duty ea ea oF 12/24VDC Metal/Wood 154" 9" ¥'  2000Ib. 1 Hes 9600 629 45DJ77 

Heavy-Duty ee 24VAC/12VDC ST ear 1%" 474! Ys 15001b. 91 arm AES-100 48ZW69 

Heavy-Duty sae 12/24VDC Metal/Wood 154" 9" Yo 1500Ib. 1 Hes  9400-12/24D-630 49AV57 

Heavy-Duty ae oF 24VDC Aluminum 154" 9" Ys"  1000Ib. 2 Hes. (OOUnet ee OMIKLS 4 

Se sae 12/24VDC Hollow Metal/Wood 19%" 9" ¥"  1500Ib. 1 Hes 9600-630-GR  2MXN2 + 

Heavy-Duty Fail Secure 12/24VDC Hollow Metal/Wood 19" Q' %  1500lb. 1 Hes 9500-630-GR § 2MXN3 t+ 

Surface-Mount 

Rectifiers 

Wire-In = 35V, 2A a = = = a= Hes 2001-1 2MIXK9 

Plug-in = 35V. 1A = = = = = Hes 3000 2MIXN7 


* AL (aluminum), HM (hollow metal). f Fire-rated, stainless steel, and UL 1030 burglary-resistant. ¢ Stainless steel and burglary-resistant. 





- Adams 
Rite 
fz |_| ii 

Narrow-Stile Electric Strikes, Grade 1 'ASSAABLOY 
= 1500-Ib. holding force ack Faceplate yinput a tiem 

[VAL Ints elg oltage ode 0. 
ah bolt throw ap 5i For Aluminum Doors 
= Case size: 1" x 3%" x 1%"D Satin Aluminum Ai, 24VAC 7100-540-628-00  2EUT8 
# Strike opening: %" x 16" x %2"D Dark Bronze Anodized 47," 24VAC 7100-540-313-00 | 2EUT9 

eae Satin Aluminum A 24VDC 7100-510-628-00  2EUU1 
Fail-secure strikes fit in frames Dark Bronze Anodized Ai, 94VDC 7100-510-313-00  2EUU2 
for aluminum or wood doors in Satin Aluminum 67 24VAC 7130-540-628-00 | 2EUU7 

, Dark Bronze 674" 94VAC 7130-540-313-00  2EUU8 
storefronts and other commercial Satin Aluminum 674 24VDC7130-510-628-00  2EUUS 
and retail applications. Strikes Dark Bronze 67" 94VDC _7130-510-313-00  2EUV1 
exceed 500,000 cycles and 70 ft.-lb. Clear Anodized 47 12/24VAC/DC 7400X628 20UM66 
: : : For Wood/Hollow Metal Doors 
dynamic force. Series 7130 strikes Satin Aluminum AT, 24VAC_7140-540-628-00  2EUU3 
are for use when converting from an ~ “Dark Bronze Anodized 4%" ~~ 24VAC/12VDC__7140-540-313-00  2EUU4 J 
Adams Rite MS® pivoted-bolt dead- Satin Aluminum 47" 24VDC 7140-510-628-00 2EUU5 
lock to a deadlatch. Dark Bronze Anodized 4% 24VDC 7140-510-313-00 2EUU6 No. 2EUT8 No. 2EUUS8 
Sign in to Grainger.com® to see YOUR Pricing and MORE 1977 





SECURITY Scan. Order. Done. 








Push & Call Buttons Details on page Al. 

r [ISCHLAGE/ re = 

i aeraael _SECURITRONT wy 

ASSA ABLOY 
@ VON DUPRIN’ 
Push Buttons | 
3 | | and Power ees 
No. 4GD90 No. 1RAD7 No. 5LAA3 Transfers oe ener 


Easy-to-install and operate. Multiple button configuration and finish options provide enhanced 


architectural appeal. 
Mfr. Item LC IN 6 





, ah g Description Model Brand No. 

tandard Pushbutton Station 

Standard ‘Exit’ Push Button, Red "Exit" 701RD EX ILL Sohlage Electronics 4c090 | PuUSh Plate Actuator 

Standard Pushbutton ; 

Standard Push Button, Red Button 623RD Schlage Electronics 1RAD6 Switch Button Mfr. Item 
Standard Push Button, Red ADA-Compliant Button 625RD Schlage Electronics TRAD8 Banthe es ‘ich Action Dia. Brand _ Model No. 
Standard Push Button, Red 701RD Schlage Electronics 1RAE2 : 

Push to Exit Button pal ane Bam SETS 4" Bea  10EMS4/51 45AX43 
Push-to-Exit Button, Red "Push-to-Exit" Button 623RD EX Schlage Electronics 1RAD7 

Standard Push Button, Red "Push-to-Exit" Button, Surface Mounted _Instant Open = Len _8310-853T — 3HEP2 
ADA Compliant, Momentary Contact 625RD EX Schlage Electronics 1RAD9 eutface. Mounted Instant Open 6" [cn 8310-852T 3HEN9 
Momentary, S.G., DPST, Illuminated w/ Red/Grn Lens PB Securitron 5LAA3 quare owitc ' 

Momentary, Single Gang, Grn/Red/Handicap PB2 Securitron 5XTDO a MO ene SPDT avg" BeeTOPBS4ST BANAT 
Momentary, Single Gang, Grn/Red Lens PB3E securitron oLAAS Square Momentary/SPDT 43" Bea TOPBST  45AW69 
Momentary, Narrow Grn/Red Lens PB3EN securitron oLAA6 Square Momentary/SPDT 412" Bea 10PBS45POD 45AX29 
30 Sec. Timer - SG, Grn/Red/Handicap EEB2 Securitron oLAA1 Square Momentary/SPD1 41" Bea T1OPBS45  45AX06 
30 Sec. Timer - Narrow Stile, Grn/Red EEB3N Securitron SLAA2 Wireless Push Plate Actuator 

Extreme-Duty Pushbutton Square 4 %, 

Extreme-Duty Push Button, Aluminum, Momentary Contact 631AL Schlage Electronics 1RAE1 Surface Mounted — Instant Open — Len 8310-853TWP 4AYA5 
Exit Motion Sensor Actuator 

Exit Motion Sensor, Plastic XMS Securitron OXTAY Surface Mounted _ Instant Open — [cn 8310-3818TWS 3HEP4 
Electric Power Transfer Wire Surface Mounted _Instant Open 6" Len 8310-852TWP 3HEP1 
Electric Power Transfer Wire EPT10 CON SP28 Von Duprin 1RAK6 Wireless Receiver 

Door Power Cord 1 Channel, With __ __ ; 

Door Power Cord, 12° 188 12 Schlage Electronics 1RAF1 Sequencing Len 8310-865 SHEPS 








Emergency Emergency Emergency Exit Fuel Pump 
Exit Power Off Shutdown 
Blue Green Red White 
Item Item Item Item 
Type No. No. No. No. 
Safety Technology Emergency Push Button 
Push Buttons ) International Key-lo-Activate 52CG06 — 52CF90 — — 
Key-To-Reset 52CG05 _— 52CF89 _ _ 
Blue Green Red White Yellow Momentary Mushroom 52CG49 _— 52CG30 _— _ 
Item Item Item Item Item Pneumatic Adjustable Timer | 52CG07 — — — — 
Type No. No. No. No. No. Turn-To-Reset 52CG08 —_— 52CF92 —_— _ 
Emergency Exit Push Button Exit Push Button 
Key-To-Activate 92CG10 92CG02 — = — Key-To-Activate — o2CF97 — 
Key-To-Reset 52CG09 92CG01 — = — Key-To-Reset — 02CF96 — 
Momentary Mushroom 92CG54 92CG44 — = = Momentary Mushroom _ 52CG39 = — — 
Pneumatic Adjustable Timer | 52CG11 52CG03 _ _ _ Pneumatic Adjustable Timer _ 52CF98 _— —_ 
Turn-To-Reset 520612 592CG04 — — _— Turn-To-Reset 52CF99 — — 
Emergency Power Off Push Button Fuel Pump Shut-Down Push Button 
Key-To-Activate — — — 92CG22 52CG18 Key-To-Activate — 52CF94 — 52CG14 
Key-To-Reset _ _ —_ 52CG21 52CG17 Key-To-Reset _ _ 52CF93 _ 520613 
Momentary Mushroom — — — 92CG68 92CG63 Momentary Mushroom — — 92CG35 — 920G15 
Turn-To-Reset _ _ _ 520G24 52C0G20 Turn-To-Reset —_— —_— 52CF95 _ 92CG16 
C) ) Gq) Safety Technology 
“ International 
(s Po. sd | Push-Button Kit and 
EXIT PUSH TO niversal PUSN-DUTION KIT an 


EXT” __ Latching/Timer Module 
Tt = WIT Kit features cast-aluminum plate, illuminated message plate, and 
EXIT EXIT EXIT button. Translucent lenses allow for custom labels. Includes 2 Form "C" 
contacts and 300 combos. 
aang fuancaqaa | | ae | | 
; Use latching timer as a latching module for momentary buttons. Fail 
Safe and Fail Secure operation modes. Digital timing circuit is 15, 30, 
| —_—aT EMERGENCY 45 sec., or indefinitely. 12/24VAC/DC operation, 3A at 30VDC 125VAC. 
Mfr. Item 
Lai Description Model No. 
: Universal Push Button Kit UB-1 2KFK2 


STI Latching/Timer Module LT-1 4AGC2 











p 
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GRAINGER CHOICE” SECURITY 
Find the Ww. Find Solutions. Find Great Prices. Digital Keypads & Power Supplies 








Digital Single Gang Keypad rail ail 


ASSA ABLOY i) &) 2! 
=» 99 user code a] fe] FI 
Designed for releasing any electric lock. Use in low- to medium-security applications. Features stainless steel 7] fel fol 
plate with plastic backbox. Red/green/yellow LEDs function as indicators and programming prompts. Indoor use. ve] ja] 

Mfr. Item | = 
Description Voltage W H Model No. 
12 Button Illuminated Digital 30 VDC or 300 VAC n n : 
Access Keypad, Single Gang Switched Voltage 2% 4% DK-12 10A459 
Heer —SECURITRON 


= 59 user code 

= Weather-resistant; operating temp. of -22° to 158°F 

Vandal-resistant, 2-pc. system is designed to control electric locks. Feature narrow-stile cast stainless steel 
10-digit keypad and remotely mounted CPU board. Include 3 LEDs and bell button. 





Mfr. Item 
Description Voltage WwW H Model No. No. 5KZT7 
Access Control Keypad 12 or 24 AC/DC ye 7' DK-268S 5KZT7 ° 
Wiegand Output Access Control Keypad 12 or 24 AC/DC 1 (i DK37WSS 5KZT8 


Enclosures for Keypads, a 
Buttons, and Light Switches Serio 









Multipurpose Keypad and Flip-Up Polycarbonate Indoor/Outdoor Covers— 
Push-Button Enclosures— Protectors—Rugged enclo- Polycarbonate; include gaskets and 
Polycarbonate enclosures protect sures help protect keypads mounting hardware. Large interior 
against weather, vandalism, and and push-button locksets from space protects dual-action pull stations, 
theft. No. 3FVR4 is smoke-colored to weather, vandalism, and theft. keypads, intercoms, push buttons, elec- 
help guard against password theft. Easy to install. trical switches, and duplex plugs. 
Mfr. Item 
Description H Ww D Color Std. Model No. 
Multipurpose Keypad and Push Button Enclosures 
Protective Cabinet 14%" 12%" 6%" Clear UL, cUL STI-7530 3FVR1 
NEMA 4X Protective Cabinet 10%" 8%' 3%" Clear UL, cUL STI-7520 3FVP9 
Protective Cover 644" 83" 5 Smoke UL, cUL STI-7505 3FVR4 Protective Cabinet 
Without Alarm 419%30" — 39%2" 1 %2" Clear — STI-6519 45YP74 No. 3FVR1 
Flip-Up Polycarbonate Protectors 
Universal Stopper Cover AY" BY4" 18%" Clear UL, cUL, ADA STI-7700 54JF51 
Protective Cover For Biometrics 3" 3" Ve Clear UL, cUL STI-6514 3FVR2 rs 
Protective Cover For Keypads 3%" 3%" 2" Clear UL CUL ADA STI-6516 3FVR3 . —_ 
Indoor/Outdoor Pull Station Covers 
Without Alarm 852" 5A 220" Clear UL, cUL STI-13000NC 5AFX7 
Without Alarm, Universal Stopper 6" 4%" —_-31%a" Clear/Red/Gray ULS2466,ADA STI-14200NR-Z003 _ 45YP77 
Without Alarm, Fire Label 8532" be 2240" Red UL, cUL STI-13010FR 5AFX8 Indoor/ 
Without Alarm 101%" 71%64" 5" Clear UL, cUL STI-3150 2KFK5 Outdoor 
Without Alarm 852" 5s" Clear UL, cUL STI-13200NC 5AFY4 Pull Station 
Wire Cage 7%" 6%" BUA White UL and cUL STI-9705 16D841 Cover w/ 
Indoor Pull Station Covers aut Aine 
Without Alarm 8% 6'%6' 3 %e' Red/Clear UL, cUL, ADA STI-1200 1DPD6 Mio. RAW 
i i i UL, cUL, ADA, ’ : 
With Alarm 8%" 61%6" 3%6 Red/Clear ew’ NY to BSA STI-1100 1DPD7 4 
With Alarm 8%" 6I%6' 5x%e' Clear UL, cUL STI-1130 2KFK3 - —) 
Without Alarm 8% 6I%6' 5 He" Clear UL, cUL STI-1230 2KFK4 eel a 
Indoor/Outdoor Covers X 
Enclosed Backbox 8¥32" 5s’ 4" Clear/Black UL, cUL STI-13400NK 5AFY5 
4 H —SECURITRON 
= 
Plug-in Power Supplies oe 
Ideal for powering a wide range of DC devices. Wall-mounted. Include internal thermal 
fuse and 16-ft. output cable. 
ji ga a AN dade : eo 
escription oltage mps ode 0. 
12VDC Plug-In Power Supply 120 700mA PSP-12 5KZX8 Seen 
24VDC Plug-In Power Supply 120 350mA PSP-24 5KZX9 
—SECURITRON 
it it 
Linear Power Supplies "ASA ABLOY : 


Allow for wire runs without the use of conduit from power supply to door. Use with voltage-sensitive safety and 
security components, including card readers, motion sensors, and DC cameras. Also recommended for where 
an interface with a fire alarm system or battery backup (internal charging) is needed. Use with sealed lead-acid 
batteries (not included). 


Encl. Encl. Enel. 





Input Voltage No. of Width Height Depth Mfr. Item 
Description Voltage Output Outputs (in.) (in.) —(in.) Model No. 
Dual Voltage Boxed Power Supply 120VAC 12 or 24VDC 1 9 12 4 BPS-12/24-1 5KZX3 
12V Boxed Power Supply 120VAC 12VDC 4 14 14 4 BPS-12-45 5KZX4 o- 
24V Boxed Power Supply 120VAC 24VDC 4 14 14 4 BPS-24-3 5KZX6 mea No. 5KZX3 
24V Boxed Power Supply 120VAC 24VDC 8 15 18 6 BPS-24-6 5KZX7 
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SECURITY Scan. Order. Done. |= 
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Lock Functions 


O41PO O40: 20q ihe: 904 hO 20d pO (DO Ox 


PASSAGE PRIVACY ENTRANCE STOREROOM CLASSROOM EXIT DUMMY 


Both outside and —_—Inside handle push Inside handle push Inside handle is Inside handle is always Deadlocking For appli- 

inside handles are —_ button locks the outside _ button locks the always unlocked and unlocked and free- latchbolt IS cations 

always unlocked handle. Emergency outside handle. free-turning. Outside turning. Outside handle activated by where a 

and free-turning. release is on the outside Outside handle opens handle is always is free-turning except the inside knob. latch bolt 

No keys are knob. Closing the door or with a key or by locked and unlocks —_~whenit is locked by Nonremovable is not 

required. turning the inside handle turning the inside with a key. a key. blank plate ison needed. 
releases the button. handle. the outside. 





TownSteel’ 


Architectural Hardware MFG 
— 


Classroom Intruder Lockdown 
w/ LED Indicator, Grade 1 


= Backset: 2%" 


= Door thickness: 1% No. 35DY52 
Secure against unauthorized outside entry using a simple remote control unit button. Red LEDs 
both inside and out signify a lockdown is in progress. A designated individual can keep the room 
in lockdown until a lockdown cancellation code is entered from the outside. May be opened 
from the inside. During lockdown, a user code, office code, or key override may be used to gain 
access to the room. . 
Handle Mfr. Item 
Function Series Finish Type Model No. 


TownSteel® Cylindrical Classroom Lock with Keypad, Grade 1 
Rigid Lever Sentinel XCE-9010-S-626 35DY52 
Satin Chrome Rigid Lever Quest XCE-9010-Q-626 35DY53 
Programable 9000 Rigid Lever Gala XCE-9010-G-626 35DY54 
Function Control Rigid Lever Sentinel XCE-9010-S-613 35DY55 
Oil Rubbed Bronze Rigid Lever Quest XCE-9010-Q-613 35DY56 
Rigid Lever Gala XCE-9010-G-613 35DY57 





fe 
_ Ps 
4 . ;' F 


= | ~ P| i 


a @ | a 4 es No. 35HU03 
QMMARKSUSA’ ) \ Zan y | 
Classroom Lever —y.. 2pr01 
Lockset, Grade 1 


= Backset: 2%" 

= Strike: ASA, 474" 

= Door thickness: 134" 

Designed for added safety in the classroom. Teachers can lock and unlock the ¥* GRAINGER 
door from the exterior, with the interior always open. In emergency situations, APPROVED 
the teacher can lock the classroom from the inside without having to step into 


the hallway to lock the outside handle. Zinc handle with satin chrome finish. Lever Locksets, Grade 1 






— 





¢ 





No. 35HU09 


Include hardware. DB Series locks come with a 6-pin cylinder and 2 keys. = Backset: 23/4! Dummy locks feature a pull lever on one side 
RDB Series locks accept an IC core cylinder (Best® size). 195 models have an = Strike: 14" x 474" with no mechanical operation. Entrance locks 
American-styled lever, while 295 models have a crescent lever. No, 31EX08 = Door thickness: 134" x 24/4" are designed with a latchbolt that is operated 


latches by lever on either side except when outside lever is locked from inside 
or outside by key. When locked, exterior key will retract latchbolt. Outside key 
locks or unlocks exterior lever. Inside key is single acting in one direction and 
will lock exterior lever only; will not unlock exterior lever. Auxiliary latch dead- 
locks latch. Inside always free for egress. Key Mir. Item 


by lever from either side or key in the outside 
lever. The outside lever is locked by push/turn 
button on the inside. 


Type Keyway Type Finish Model No. 
Mfr. Item Dummy 

Function Series Model No. Not Keyed None Satin Chrome GT211PHL626234ASA 35HU03 
Classroom DB 195DB/26D 22PE91 Not Keyed None Satin Chrome GT211BSN626234ASA 35HU04 
Classroom RDB 195RDB/26D 22PE92 Not Keyed None Satin Chrome GT211MIA626234ASA 35HU05 

Classroom DB 295DB/26D 22PE93 Entrance 
Classroom RDB 295RDB/26D 22PE94 Not Keyed None Satin Chrome GT116PHL626234ASASFL | 35HU06 
Classroom LA318GJ LA318GJ/32D 31EX08 Not Keyed None Satin Chrome GT116BSN626234ASASFL | 35HU07 
Item Different Schlage SC4 Oil Rubbed Bronze GT116PHL613234ASASCC | 35HU08 
Description No. Not Keyed None Oil Rubbed Bronze GI116PHL613234ASASFL | 35HU09 
Access Control Keypad, Black 22PE95 Different Schlage SC4 Oil Rubbed Bronze GT116BSN613234ASASCC | 35HU10 
Access Control Keypad w/ Rim Panic, Black 22PE96 Not Keyed None Oil Rubbed Bronze GI116BSN613234ASASFL | 35HU11 
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SECURITY 
Lever Locksets 


& & 


Neptune 


GRAINGER CHOICE ° 
Find the wh. Find Solutions. Find Great Prices. 


LSCHLAGE, 
Lever Locksets, Grade 1 and 2 


= Backset: 23/44" Grade 1, ND Series levers are heavy-duty 
= Strike: 1%" x 47%", cylindrical locks. Antimicrobial coating 
Square corner, no box 626AM inhibits bacteria growth. 


= Door thickness: 1%" to 2%" — Grade 2, Elan Series are light-duty resi- 
= Square corner faceplate: dential locks. 


1%" x 2%" Grade 2, AL Series levers are standard- 
Include 1" housing dia., 2" duty commercial locks. 


throw, and 6-pin solid brass Note: For freewheeling lever models that protect 
cylinder. C123 keyway. 2 nickel against abusive rotational force, go to grainger.com® 
silver keys per lock. and search "freewheeling lever". 








Saturn 


Jupiter 





Athens 





Rhodes 


Sparta 


levers have a brass latch bolt for durability. 








SATIN CHROME OIL-RUBBED BRONZE 
Mfr. Item Mfr. Item 
Style Function Model No. Model No. 

Grade 1 Brg 
L-Lever Entry 28-10G05 LL 26D 32J172 28-10G05 LL 10B 32J182 y 
L-Lever Passage 28-10U15 LL 26D 32J174 28-10U15 LL 10B 32J184 | L-Lever 
L-Lever Privacy 28-10U65 LL 26D 32J175 28-10U65 LL 10B 32J185 
L-Lever Classroom 28-10G37 LL 26D 32J173 28-10G37 LL 10B 32J183 
L-Lever  Storeroom 28-10G04 LL 26D 32J171 28-10G04 LL 10B 32J181 
B-Lever Entry 28-10G05 LB 26D 32J177 28-10G05 LB 10B 32J187 
B-Lever Passage 28-10U15 LB 26D 32J179 28-10U15 LB 10B 32J189 
B-Lever Privacy 28-10U65 LB 26D 32J180 28-10U65 LB 10B 32J190 
B-Lever Classroom | 28-10G37 LB 26D 32J178 28-10G37 LB 10B 32J188 
B-Lever  Storeroom | 28-10G04 LB 26D 32J176 28-10G04 LB 10B 32J186 

Grade 2 
L-Lever Entry 28-65G05 KL 26D 32J192 28-65G05 KL 10B 32J203 
L-Lever Passage 28-65U15 KL 26D 32J194 28-65U15 KL 10B 32J205 
L-Lever Privacy 28-65U65 KL 26D 32J195 28-65U65 KL 10B 32J206 
L-Lever Classroom | 28-65G37 KL 26D 32J193 28-65G37 KL 10B 32J204 
L-Lever  Storeroom | 28-65G04 KL 26D 32J191 28-65G04 KL 10B 32J202 
B-Lever Entry 28-65G05 KB 26D 32J197 28-65G05 KB 10B 32J208 
B-Lever Passage 28-65U15 KB 26D 32J199 28-65U15 KB 10B 32J210 
B-Lever Privacy 28-65U65 KB 26D 32J201 28-65U65 KB 10B 32J211 BLever 
B-Lever Classroom | 28-65G37 KB 26D 32J198 28-65G37 KB 10B 32J209 
B-Lever  Storeroom | 28-65G04 KB 26D 32J196 28-65G04 KB 10B 32J207 
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SATIN CHROME SATIN CHROME LESS SFIC CYLINDER ANTIMICROBIAL SATIN CHROME 
Mfr. Item Mfr. Item Mfr. Item 
Style Function Model No. Model No. Model No. 
Grade 2, Elan Series 
F Elan Passage F10 ELA 626 362181 — —_— — — 
F Elan Privacy F40 ELA 626 362204 — _— — — 
Grade 2, AL Series 
AL Jupiter Entry AL53PD JUP 626 C123 362049 — — — — 
AL Jupiter Privacy AL40S JUP 626 362038 — — — _ 
AL Jupiter Classroom AL7OPD JUP 626 C123 362060 — _— — — 
AL Jupiter Storeroom AL80PD JUP 626 C123 362071 — — = — 
AL Neptune Entry AL53PD NEP 626 C123 362052 AL53BD NEP 626 362045 — — 
AL Neptune Passage AL10S NEP 626 362032 = = _ = 
AL Neptune Privacy AL40S NEP 626 362041 — — — _— 
AL Neptune Classroom AL7OPD NEP 626 C123 362063 AL7OBD NEP 626 362056 — — 
AL Neptune Storeroom AL80PD NEP 626 C123 362074 — — — _ 
AL Saturn Entry AL53PD SAT 626 C123 36Z055 AL53BD SAT 626 362046 — _ 
AL Saturn Passage AL10S SAT 626 362035 — _— — _ 
AL Saturn Privacy AL40S SAT 626 362044 — — — — 
AL Saturn Storeroom AL80PD SAT 626 C123 362077 AL80BD SAT 626 362068 — _— 
AL Saturn Classroom = — AL70BD SAT 626 362057 — — 
Grade 1, ND Series 
ND Rhodes Entry ND53PD RHO 626 C123 KA 362310 ND53BD RHO 626 362303 ND53PD RHO 626AM C123 362311 
ND Rhodes Passage ND10S RHO 626 362284 = — ND10S RHO 626AM 362285 
ND Rhodes Privacy ND40S RHO 626 362295 — — ND40S RHO 626AM 362296 
ND Rhodes Classroom ND7OPD RHO 626 C123 362324 ND7OBD RHO 626 362317 ND70PD RHO 626AM C123 362325 
ND Rhodes Storeroom ND80PD RHO 626 C123 362346 ND80BD RHO 626 362339 — _ 
ND Sparta Entry ND53PD SPA 626 C123 362314 ND53BD SPA 626 362304 — _ 
ND Sparta Passage ND10S SPA 626 362288 — — ND10S SPA 626AM 362289 
ND Sparta Privacy ND40S SPA 626 362299 — — ND40S SPA 626AM 362301 
ND Sparta Classroom ND7OPD SPA 626 C123 362328 ND7OBD SPA 626 362318 — — 
ND Sparta Storeroom ND80PD SPA 626 C123 362350 ND80BD SPA 626 362340 — — 
ND Athens Entry ND53PD ATH 626 C123 362307 ND53BD ATH 626 362302 — _— 
ND Athens Passage ND10S ATH 626 362281 = — — — 
ND Athens Privacy ND40S ATH 626 362292 — — — — 
ND Athens Classroom ND7OPD ATH 626 C123 362321 — — — — 
ND Athens Storeroom ND80PD ATH 626 C123 362343 = — = — 
AL Series, Grade 2 
AL Jupiter Passage AL10S JUP 626 362029 — _— = _— 
AL Angled Entry AL53PD SAT 626 28XV45 — — — — 
SARGENT 
———___—_—_—_—_———; 
Lever Locksets, Grade 1 and 2 ASSA ABLOY 
= Backset: 23" = Include 2 nickel silver keys per lock 
= Strike: 47" x 1%", ANSI, curved lip —_ Cylindrical lever locksets have solid cast levers 
= Grade 1 door thickness: 1%" to 2" = and 21%" x 1%" faceplate. Nonhanded. ANSI 115.2 
= Grade 2 door thickness: 1%" to 194" — (161) modified door prep. Grade 1 levers have 
heavy-gauge parts and install quickly. Grade 2 >, 





1981 





SECURITY Scan. Order. Done. } 


Lever Locksets Details on page Al. 














Newport . rosnein A 
CL3300 Series Lever Locksets, Grade 1 and 2 ASSA ABLOY 


= Backset: 234" 

= Strike: 474" x 1%", ANSI, curved lip 

= Door thickness: 134" to 2" for CL3300 series, 13%" 
to 1%" for CL3500 and CL3800 series 


For use with ANSI 115.2 (161) modified door prep. Passage and Privacy locksets 

do not have cylinders; all other locksets have a 6-pin cylinder with L4 keyway that 

is keyed different and include 2 keys. CL3300 Series locksets are heavy-duty. They 

feature EZ-install components, Lever Release™ lever design for reduced breakage, 

heavy-duty return springs, and stainless steel latch bolt for increased durability and 
Newport security. CL3500 Series locksets are nonhanded and have independent lever return 
CL3500 Series springs for reduced lever sag, solid cast levers for increased strength, and through- 
bolt cylindrical chassis to ensure proper alignment. CL3800 Series locksets Lever 
Release™ lever design, solid cast levers for increased service life, through-bolts for 
solid attachment, and independent lever return springs. 





ee SATIN CHROME OIL-RUBBED BRONZE 
Mfr. Item Mfr. Item 
Style Function Model No. Model No. 
DP Grade 1 CL3300 Series 
wz Entry CL3351 NZD 626 32J232 CL3351 NZD 10B  32J238 


Passage CL3310 NZD 626 323235 CL3310 NZD 10B 32J241 
Privacy CL3320 NZD 626 323236 CL3320 NZD 10B 323242 
Classroom _|CL3355 NZD 626 32J234 CL3355 NZD 10B_ _32J240 


Newport Classroom (CL 3352 NZD 626 32/237 (CL3352 NZD 10B 32243 
Newport Storeroom —_|CL3357 NZD 626 324233 _(CL3357 NZD 10B 32J239 
CL3800 Series Storeroom | C3357 NZD ogxwor — — 


626 LC 

Grade 1 CL3500 Series 
Entry CL3551 NZD 626 32J244 CL3551NZD10B 32J249 
Passage CL3510 NZD 626 32J246 CL3510 NZD 10B 32J251 
Newport Privacy CL3520 NZD 626 32J248 CL3520 NZD 10B 32J253 
Classroom (CL3555NZD626 32J247 CL3555NZD10B 32J252 
Storeroom (CL3557NZD626 32J245 CL3557 NZD 10B 32J250 

Grade 2 CL3800 Series 
Entry CL3851 NZD 626 32J254 CL3851 NZD 10B 32J259 
Passage CL3810 NZD 626 32J255 CL3810 NZD 10B 32J260 
Newport Privacy CL3820 NZD 626 32J256 CL3820 NZD 10B 32J261 
Classroom (CL3855NZD626 32J258 CL3855 NZD 10B 32J263 
Storeroom (CL385/NZD626 32J257 CL3857 NZD 10B 32J262 


5000 Series Lever 


Locksets, Grade 1 and 2 


= Backset: 2%" 

= Strike: 4%" x 1%" x 1%" ANSI 

Nonhanded, field reversible. Zinc dichromate plating 
resists corrosion. Keyed different. Heavy-Duty 5400LN 
series includes Free Wheeling™ design that helps mini- 
mize vandalism by allowing the lever to rotate freely 
Pacific Beach when locked. For 1°4'"- to 2"-thick doors. Standard-Duty 
5300LN series is for 1%"- to 134"-thick doors. Models 
without cylinders accept both Yale and Schlage cylinders. 
MicroShield® antimicrobial coating inhibits the growth of 








aneeers bacteria and lasts the lifetime of the finish. 
DULL CHROME ANTIMICROBIAL DULL CHROME DULL CHROME LESS CYLINDER DULL CHROME LESS SFIC CYLINDER 
Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Style Function Model No. Model No. Model No. Model No. 
5400LN Series, Grade 1 
5400LN Pacific Beach Entry PB5407LN 3ZV59 PB5407LN x YMS 5VTE3 S-PB5407LN 1ABH4 B-PB5407LN 6HGX9 
5400LN Pacific Beach Passage PB55401LN 3ZV53 PB5401LN x YMS 5VTEO — — — — 
5400LN Pacific Beach Privacy PB5402LN 3ZV55 PB5402LN x YMS 5VTE1 — — — — 
5400LN Pacific Beach Classroom PB5408LN 3ZV61 PB5408LN x YMS 5VTE4 S-PB5408LN 1ABH5 B-PB5408LN 6HGYO 
5400LN Pacific Beach Storeroom PB5405LN 3ZV57 PB5405LN x YMS 5VTE2 S-PB5405LN 1ABH3 B-PB5405LN 6HGY1 
S400LN Augusta Entrance AU5407LN 51706 = — = _ — — 
5400LN Augusta Passage AU5401LN 517700 AU5401LN x YMS 5VTD5 — — — — 
5400LN Augusta Classroom AU5408LN 3ZV37 AU5408LN x YMS 5VTD9 S-AU5408LN 1ABH2 B-AU5408LN X 626 1RM56 
5400LN Augusta Storeroom AU5405LN 51704 AU5405LN x YMS 5VTD7 S-AU5405LN 1ABG9 B-AU5405LN 1RM54 
5400LN Augusta Entry — _ AU5407LN x YMS 5VTD8 S-AU5407LN 1ABH1 B-AU5407LN 1RM55 
5400LN Augusta Privacy — _ AU5402LN x YMS 5VTD6 — — — — 
5300LN Series, Grade 2 
5300LN Pacific Beach Entry PB5307LN 3ZV49 PB5307LN x YMS 5VTF3 S-PB5307LN 1ABJ1 B-PB5307LN 6HGY2 
5300LN Pacific Beach Passage PB5301LN 3ZV43 PB5301LN x YMS SVTFO = _ _ — 
5300LN Pacific Beach Privacy PB5302LN 3ZV45 PB5302LN x YMS 5VTF1 — — — — 
5300LN Pacific Beach Classroom PB5308LN 4ECD7 PB5308LN x YMS 5VTF4 S-PB5308LN 1ABJ2 B-PB5308LN 6HGY3 
5300LN Pacific Beach Storeroom PB5305LN 3ZV47 PB5305LN x YMS 5VTF2 S-PB5305LN 1ABH9 B-PB5305LN 6HGY4 
5300LN Augusta Entry AU5307LN 4LM29 AU5307LN x YMS 5VTE8 S-AU5307LN 1ABH7 B-AU5307LN 1RM52 
5300LN Augusta Passage AU5301LN 4LM23 AU5301LN x YMS 5VTE5 — — — — 
5300LN Augusta Privacy AU5302LN 4LM25 AU5302LN x YMS 5VTE6 — — — — 
5300LN Augusta Classroom AU5308LN 3ZV51 AU5308LN x YMS 5VTE9 S-AU5308LN 1ABH8 B-AU5308LN 1RM53 
5300LN Augusta Storeroom AU5305LN 4LM27 AU5305LN x YMS 5VTE7 S-AU5305LN 1ABH6 B-AU5305LN X626 1RM51 
1982 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





SECURITY 
Lever Locksets 


GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 





4000 Series 
Lever Locksets, 
Grade 1 and 2 


= Backset: 234" 
= Strike: 47%" x 1%" x 1%" ANSI >» | 
= Door thickness: 134" to 134" ya 
Nonhanded field reversible. 4700 ) 

Series locks have free-wheeling | — 

levers that rotate when locked. Augusta 


For keyed 
alike or master 
keying, call 
1-800-GRAINGER 








(472-4643) 


Ss 





Pacific Beach 




















BRIGHT BRASS DULL CHROME SATIN CHROME DARK BRONZE 
Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Description Lockset Function Model No. Model No. Model No. Model No. 

Grade 1, 4700LN Series 

4700LN Augusta Entrance __AU4707LNx605 so SWRP6_ =| =AU4707LNx626 =SVRPO | Oe = = 
4700LN Augusta Classroom __AU4708LNx605 ——sSWRP8 | AU4708LNx626 5VRP7 | = — = — | — = 
4700LN Augusta Passage __AU4701LNx605 SVRPO | =AU4701LNx626 SVRNQ) ae = = 
4700LN Augusta Privac __AU4702LNx605 SVRP2 | = AU4702LNx626 SVRPY ae = = 
4700LN Augusta Storeroom __AU4705LNx 605 SVRP4 | eee — _— 
4700LN Augusta Storeroom ee CAU4705LN 6260 SVRPS | ae = = 
4700LN Augusta, Less SFIC Cylinder Entrance ee sSCBAU4707LNX 6260 SVTF7 | ae — = 
4700LN Augusta, Less SFIC Cylinder Classroom eB AU4708LN 6260 SVTFQ Oe = = 
4700LN Augusta, Less SFIC Cylinder Storeroom ee _sSCB-AU4705LNX 6260 SVTFS ae = = 
4700LN Pacific Beach Entrance ___PB4707LNx605 —sSWVRR6 | PB4707LNx626 S5VRRO | ee CO = _— 
4700LN Pacific Beach Storeroom __PB4705LNx605 so SWRR4_ | =PB4705LNx626 =SVRR8 | 0 ae = = 
4700LN Pacific Beach Passage __PB4701LNx605 so SVRRO_ | =PB4701LNx626 =SVRP9| Oe — = 
4700LN Pacific Beach Privac __PB4702LNx605 ss SWRR2_| PB4702LNx626  SVRR1 | — = — | — = 
4700LN Pacific Beach Classroom __PB4708LNx605 ss SWRR8 | PB4708LN x626 =SVRR7 Oa = = 
4700LN Pacific Beach, Less SFIC Cylinder Entrance ee SB PB4707LN 6260 SVTFB ee = _— 
4700LN Pacific Beach, Less SFIC Cylinder Classroom eee | B-PB4708LNX 6260 «6 SVTGO | COC see — — 
4700LN Pacific Beach, Less SFIC Cylinder Storeroom eee B-PB4705LN X 6260 SO SVTF6 | CC —“i—<— — — 
4600CL Series, Grade 2 

4600CL Augusta Passage —_AU4601CL605 547249 | — S| SAU G0ICL 626 = S4TZ50 | AU4G01CL 613 547251 
4600CL Augusta Privac —_AU4602CL605_ 5947252, | ss — =| AU 602CL 626 = 54TZ53 | AU4602CL 613 54TZ54 
4600CL Augusta Storeroom —_AU4605CL605 547255 | CO —C | SAU 4605CL 626 = 54TZ56 =| AU4605CL 613 54TZ57 
4600CL Augusta Entrance, Office | AU460/CL605 = 547258 i se — ~—C | SCA 4607CL 626 =~ 54TZ59 | AU4E0/CL 613 54TZ60 
4600CL Augusta Classroom __AU4608CL605 547261 | CO _—C| SCAU 4608CL 626 = 54262 = ~AU4608CL 613 547263 
4600CL Augusta Storeroom eee ee BAU 4605C0L 626 5 4TZ64 © = _— 
4600CL Augusta Entrance, Office s—e OT BAU 46070L 626 54TZ65 = = 
4600CL Augusta Classroom eee ee | BAU 4608CL 626 547266 | — — 
4600CL Pacific Beach Entrance, Office — PB4607CL605 #547279 = = —  ~ — | PB4607CL 626 54TZ80 | PB4607CL613 54TZ81 
4600CL Pacific Beach Classroom __PB4608CL605 ss s54TZ82_ | CU ——<—CSSCO*|SsS~PBACOBCL 626 = 54TZ83_| —PB4G08CL613 547284 
4600CL Pacific Beach Passage __PB4601CL605 ss 547270 | CO ~—C|SCPBAGOICL 626 = 54TZ71_ | «~PB4601CL 613 54TZ72 
4600CL Pacific Beach Privac —_ PB4602CL605 —S4TZ738_ | —issSC —~=SC'|PB4GOZCL 626 = S4TZ74 | PBAGOZCL613 54TZ75 
AG00CL Pacific Beach Storeroom PB4605CL 605 541Z76 PB4605CL 613 541Z78 
4600CL Pacific Beach Storeroom — — 
4600CL Pacific Beach Entrance, Office — — 
4600CL Pacific Beach Classroom — — 















SATIN CHROME, 
SATIN CHROME LESS SFIC CYLINDER 
. Item Mfr. Item 
Style Function No. Model No. 





Grade 1 , T Series, For Door Thickness 1%" to 21" 

T Dane Entr T511BD D626 362366 
T Dane Passage = _— 

T Dane Privac — _ 

T Dane Classroom 1561BD D626 362371 
T Dane Storeroom 1581BD D626 362376 
T Quantum Entr T511BD Q626 362367 
T Quantum Passage = _— 

T Quantum _Privac — _ 

T Quantum Classroom T561BD Q626 362372 
T Quantum Storeroom 1581BD Q626 362377 
4000 Dane Entry | — = | 7501BD D626 35YK73 
Grade 2, W Series, For Door Thickness 1%2 to 13 

W Dane Entr W511BD D626 362395 
W Dane Passage — = 
W Dane Privac = = 
W Dane Classroom W561BD D626 362405 
W Dane Storeroom W581BD D626 362412 
W Quantum — Entr W511BD Q 626 362396 
W Quantum Passage — = 
W Quantum ___Privac = — 
W Quantum Classroom W561BD Q626 362406 
W Quantum Storeroom W581CP6D Q 626 362420 W581BD Q 626 362413 


Sign in to Grainger.com® to see YOUR Pricing and MORE 









= —— a, 
——— — 


Quantum 


Less LSFIC 
Cylinder 


For keyed alike or master keying, 


call 1-800-GRAINGER (472-4643) 





FALCON. 
Lever Locksets, Grade 1 and 2 


= Square corner faceplate: 1%" x 21%" 


Include 1" housing dia., “2" throw, and 6-pin solid brass cylinder. Schlage 
Classic C keyway. Keyed different. 2 nickel silver keys per lock. 


Grade 1, T Series levers are heavy-duty cylindrical locks designed for facilities 
that are subjected to high-traffic/high-abuse conditions. Thru-bolted through the 
door. Chassis is secured by interlocking antirotation plate. Free-wheeling levers. 


Grade 2, W Series levers are for high-use commercial applications such as 
schools, offices, and high-end residential. Solid stops in the lock and heavy- 
duty construction of all operating parts are designed to prevent damage when 
subjected to excessive force. Feature small format interchangeable cores 
(SFICs) that are compatible with SFIC products from other manufacturers. 


1983 





SECURITY 
Lever Locksets 


Scan. Order. Done. 
Details on page A1. = 





ast >= 

@ oP 3=ST 
NX 7. 

9K Series—Low-maintenance design 7K Series—Keeper hole 
protects critical components from the _is not exposed on keyed 
damage that comes with everyday levers providing increased 
use. Vandal-resistant lever features a 


Lever Locksets, Grade 1 and 2 
= Backset: 234" 


Cylindrical chassis fit common 
door preparation. These 





Curved 
Return Lever 


a 








: locksets feature through- security. Snap-on inside 
~~ bolt mounting studs for lost motion design that allows lever rose means no exposed 
_— ea- increased torque resistance | to move 45° to 60° without engaging = mounting screws. Keyed 
2S . and quick rekeying with retractor assembly. Attack-resistant lever is removable only 
BEST interchangeable cores. design with slotted key release cam after removal of core. 
Hub torque springs provide and locking lug assembly allow key Internal steel mechanisms 
+ extra resistance to lever sag. | access even if lock is damaged and are corrosion-treated 
-  Preassembled hubs provide ensure that lever is functional from for normal atmospheric 
Conteus & quick, simple installation. inside of the door. Outside lever sleeve conditions. The lockset is 


Angle Lever 


is a single piece of seamless, hardened reversible for either hand 


SATIN CHROME steel alloy that delivers additional rein- of door without removing 
Mfr. Item i i 
Style Paciseheaneiun Modal No. forcement in the locking lug slot. keyed lever. 
9K Series, Grade 1 SATIN CHROME 

9K Curved Return Lever Passage 9K30N14DS3626 49M862 Mfr. Item 
9K Contour Angle Lever Passage 9K30N15DS3626 49M863 Style Lockset Function Model No. 
9K Curved Return Lever Privacy 9K30L14DS3626 49M864 7K Series, Grade 2 

9K Contour Angle Lever Privacy 9K30L15DS3626 49M865 7KC Contour Angle Lever Passage 7KC30N15DS3626 49M848 
9K Curved Return Lever Entrance 9K37AB14CS3626 49M866 7KC Contour Angle Lever Passage 7KC30N15DSTK626 49M849 
9K Curved Return Lever Entrance 9K37AB14DS3626 49M867 7KC Contour Angle Lever Privacy 7KC30L15DS3626 49M850 
9K Contour Angle Lever Entrance 9K37AB15DS3626 49M868 7KC Contour Angle Lever Privacy 7KC30L15DSTK626 49M851 
9K Contour Angle Lever Entrance 9K37AB15DSTK626 49M869 7KC Contour Angle Lever Entrance 7KC27AB15DS3626 49M852 
9K Curved Return Lever Storeroom 9K37D14CS$3626 49M870 7KC Contour Angle Lever Entrance 7KC27AB15DSTK626 49M853 
9K Curved Return Lever Storeroom 9K37D14DS3626 49M871 7KC Contour Angle Lever Entrance 7KC37AB15DS3626 49M855 
9K Contour Angle Lever Storeroom 9K37D15DS3626 49M872 7KC Contour Angle Lever Entrance 7KC37AB15DSTK626 49M856 
9K Contour Angle Lever Storeroom 9K37D15DSTK626 49M873 7KC Curved Return Lever Storeroom 7KC37D14DS3626 49M857 
9K Curved Return Lever Classroom 9K37R14DS3626 49M874 7KC Contour Angle Lever Storeroom 7KC37D15DS3626 49M858 
9K Contour Angle Lever Classroom 9K37R15DS3626 49M875 7KC Contour Angle Lever Storeroom 7KC37D15DSTK626 49M859 
9K Contour Angle Lever Dormitory 9K37T15DS3626 49M876 7KC Contour Angle Lever Classroom 7KC37R15DS3626 49M860 
9K Contour Angle Lever Intruder 9K37IN15DS3626 49M877 7KC Contour Angle Lever Classroom 7KC37R15DSTK626 49M861 


——— 





Low-Profile Healthcare 
Latch, Grade 1 


= Paddle style 
= Strike: 474" 





® 
BD 
A: 
Quiet Push-Pull Latch— 
Features built in sound 


No. J5620 ee 
Features cylindrical latch 


application for passage 

































= Door thickness: 134" function. dampening functionality to 
=» >» CHOOSE: Backset: provide a zero decibel solution 
25%", 3%", 5" or 7" specifically for patient health- 
care environments. Can be 
Left Right field configured for any paddle 
Handed | Handed i i 
Hana ) _ lem em designation and ease of use. 
ateria inis 0. 0. . 
Quiet Push-Pull Latch Wide Paddle Push-Pull 
Stainless Stee Satin Stainless ue seat Latch—Provides additional 
opper NICKe atin ofalni€Ss 
No. J5612 Stainless Steel _ Oil Rubbed Bronze J9621 J9621 area on the paddle when 
Stainless Steel 3 Satin Bronze 15632 ua pushing or pulling. Ideal for use 
tainless Stee right Polished Brass : : 
® Stainless Steel Satin Brass J9624 J3624 In operating rooms along with 
A >i a Re Enna sal = TEyeI— TET patient rooms when additional 
opper NICKe atin ofalni€Ss : 
Se 
tainless Stee il Rubbed Bronze . 
oe Sse SOT iss SoS Pum Lene tne purse 
= tainless Steel__ Bright Polished Brass Pull Latch—tThe push side 
Stainless Steel Satin Brass J5628 J5628 oer 
Mortise Locksets No. J5630 Flip Up Wide Paddle Fush-Pull fatch ea ae of the paddle will flip up to be 
tainless Stee il Rubbed Bronze ligature-resistant, this appli- 
= Paddle style - Stainless Steel Satin Bronze 35631 | J5631 eee : se 
= Backset: 254 Stainless Steel Bright Brass J5632_| J5632__ +~—-Cation Is used in behaviora 
= Strike: 474" Stainless Steel Satin Brass J5633 J5633 health applications. 


= Door thickness: 13/4" 





Choose Style 


= > CHOOSE: Stainless steel, 
bright stainless steel, bright 
brass, satin brass, satin 
bronze, oil rubbed bronze 
Features ligature-resistant trim with 
mortise lock body. 











Item 
Lockset Function Mfr. Model No. 
Privacy LRF6632 J5612 
Communicating LRF6637 J5613 
Hotel LRF6645 J5614 
Dormitory LRF6653 J5615 
Classroom LRE6G56 45616 Push Down Push Down 
toreroom 
Passage [REGGIO J5636 Pull Up Pull Down Pull Up Pull Down . . Pull Down 
Entrance LRF6638 _J5637 Left Hand | LeftHand | LeftHand | Left Hand |Right Hand | Right Hand | Right Hand | Right Hand 
Institution LRF6641 J5638 
Entrance, Office LRF6654 J5639 


1984 GRAINGER. 


ITT 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 





























GRAINGER CHOICE® SECURITY 
Find the yl. Find Solutions. Find Great Prices. Locksets 
| a 
* BATTALION r rom Straight 
Lever Locksets, Grade 2 and 3 
Beaver Tail 
= Grade 2 backset: 2%" 
= Grade 3 backset: 2" to 234" 
j +134"! 3," thi Lockset Item Lockset Item 
= Door thickness: 1%" to 174" thick Style Function Finish No. Style Function _ Finish No. 
Lockset Item Grade 3 _1TPW Straight Passage Bright Brass 1TPW6 
— Style Function Finish No. 1TPN Angled Passage BrightBrass 1TPN2 1TPW Straight Privacy Bright Brass 1TPW5 
Grade 2 1TPN Angled Privacy _ Satin Nickel _1TPN® _2VMW Angled Entry Bright Brass __ 2VMW2 
1TPH Angled _ Entry Dull Chrome 1TPH9 1TPN Angled Dummy Satin Nickel 1TPN7 2VMW Angled _ Entry Satin Nickel 2VMW3 
1TPJ Angled Passage Dull Chrome _1TPJ3 TTPN Beaver Tail __— Privacy _ Bright Brass_1TPN9 2VMW Beaver Tail _Entry _Satin Nickel 2VMW6 
1TPJ Angled Privacy __Dull Chrome __1TPJ2 1TPP Beaver Tail Passage __ Satin Nickel__1TPP9 2VMX Straight Entry __ Satin Chrome _ 2VMX6 
1TPJ Angled Storeroom Dull Chrome 1TPJ4 1TPP Beaver Tail _ Privacy _Satin Nickel __1TPP8_ 2VMX Straight Entry Bright Brass 2VIMX4 
_1TPL Angled Storeroom DullChrome 1TPL1 ~* 1TPW Straight Privacy SatinChrome 1TPW9 200DL Delta Passage SatinChrome 2WHL9 
* Clutch style. 
Door Control Hardware GLYNN-JOHNSON 


=» Nonhanded 


Push/Pull Latches—For commer- 
cial and institutional settings. Variable 
mounting positions and no fusible 
links to fail. For all labeled metal or 


wood doors. 


Description 
Push/Pull Latches, For Doors Up to 134", Including Fire Doors 


Push/Pull Latch, 234" Backset 


Push/Pull Latch, 5" Backset 
70 Series Heavy-Duty Overhead Holders and Stops, Surface-Mount 
Hold-Open Holder, Size 4 | 
Hold-Open Stop, Size 4 
Hold-Open Holder, Size 5 
Hold-Open Stop, Size 5 


Ligature-Resistant Push/Pull Paddlesets ®@“2er«sus~ 


= Backset: 23/4" 


= Strike: 234" cylindrical; 


47%" mortise, ASA 
= Door thickness: 134" 
= Stainless steel finish 


Cylindrical 
Keyless 
Mortise 


Keyed Single Cylinder with Deadbolt 
Keyed Double Cylinder with Deadbolt 


Keyless 
Keyless 
Keyless 


Keyed Single Cylinder, No Deadbolt 
Keyed Double Cylinder with Deadbolt 
Keyed Single Cylinder, No Deadbolt 
Keyed Double Cylinder, No Deadbolt 
Keyed Single Cylinder, No Deadbolt 
Keyed Single Cylinder, No Deadbolt 
Keyed Double Cylinder, No Deadbolt 
Keyed Double Cylinder with Deadbolt 


Description 


SATIN CHROME 
Mfr. Item 
Model No. 
HL6-2 626A 2RXW4 
HL6-5 626 A 2RXW5 


Overhead Holders and Stops—For high- 
traffic industrial applications. Mount out 

of the way, preventing stumbling hazards 
and decreasing vulnerability to accidents or 


vandalism. 
STAINLESS STEEL ANTIMICROBIAL SATIN CHROME 
Mfr. Item Mfr. Item 
Model No. Model No. 
HL6-2 630A 2RXW6 HL6-US26DAM-2-AS A4AYC7 
HL6-5 630A 2RXW7 HL6-US26DAM-5-AS A4AYC8 
704H-SP28 5YFE4 — — 
704S-SP28  5YFE5 — — 
705H-SP28 5YFE6 — — 
705S-SP28 = 5YFE7 — — 


These paddlesets are specifically designed for healthcare facilities to 
prevent contamination under unhygienic conditions. Paddlesets can either 
be pushed or pulled by using an elbow or forearm to open the door. 


Function 
Passage 


Entrance 
Entrance 
Passage 
Privacy 
Exit 
Storeroom 
Storeroom 
Classroom 
Classroom Security 
Privacy 
Privacy 
Privacy 
Privacy 


Mfr. Item 

Std. Model No. 
ANSI F75, UL 1PDN/32D 32J406 
ANS] F08, UL LISTED 5PDA/32D 32J417 
ANSI F35, UL LISTED 5PDAC/32D 32J430 
ANSI F01, UL LISTED 5PDN/32D 323435 
ANSI F19, UL LISTED 5PDLF/32D 323437 
ANSI F31, UL LISTED SPDEX/32D. 323439 
ANSI F07, UL LISTED 5PDEW/32D 32J410 
ANSI F14, UL LISTED 5PDC/32D 32J431 
ANSI F05, UL LISTED 5PDJ/32D 32J411 
ANSI, UL LISTED 5PDGG/32D 323427 
ANSI F06, UL LISTED OPDJM/32D 32J412 
ANS] F26, UL LISTED 5PDGL/32D 32J414 
ANSI F30, UL LISTED 5PDWW/32D 323429 
ANSI F34, UL LISTED 5PDFC/32D 323432 


Ligature-Resistant Knob Locksets, Grade 1 /wnstee! 


= Backset: 23/4" 
= Strike: ASA 
= Door thickness: 13/4" 


Nonhanded lock design impedes ability to attach laces, cords, and clothing 
to the knob. Heavy-duty lock chassis is constructed from wrought steel. For 
use in healthcare, detention centers, and other high risk facilities such as 


= Stainless steel finish behavioral institutions. 


Function 
Entry/Office 
Passage 
Privacy 
Classroom 
Storeroom 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Mfr. 
Model 
CRX-K-81-630 
CRX-K-75-630 
CRX-K-76-630 
CRX-K-84-630 
CRX-K-86-630 


Item 
No. 
30F426 
30F424 
30F425 
30F427 
30F428 






No. 2RXW4 
Satin Chrome 






No. 2RXW7 
Stainless Steel 


No. 32J406 









No. 323417 





No. 30F426 


SECURITY Scan. Order. Done. 


Lever Locksets & Deadlock Knobs Details on page A1. 








Ligature-Resistant SARGENT Ay Townsteel 
Institutional ~~ Ligature-Resistant 


Mortise Lock, Grade 1 


= Backset: 234" 

= Strike: ANSI 

= Door thickness: 134" to 174" 

Integrated lever and escutcheon combine safety 
and aesthetics for behavioral health environments. 
Tapered surfaces on all components. For use on 


Cylindrical Lever 


Locksets, Grade 1 


= Backset: 2344" 
= Strike: ASA 
= Door thickness: 13/4" 


Cylindrical design makes it difficult 









metal and hard wood doors. Easy-to-install with No. 30F414 to attach laces, cords, and lines 
standard mortise prep. Include microshield and to the lever set and helps reduce | 
No. 26JF49 antimicrobial coating. Mtr. Item accidents in high-risk areas. Outside 
mT Function _—‘Model No. clutching lever enables free rota- 
STAINLESS Grade 1, Satin Stainless tion and protects lock against 
STEEL Passage TRX-L-75-630 30F414 
Mir tga Privacy TRX-L-76-630 30F415 abuse. 6-pin cylinder with schlage 
Function Model No. Classroom _TRX-L-84-630 _30F417 C keyway. Standard 161 crossbore 
Passage SG-8215BHW-32D RHR 26JF34 Storeroom _TRX-L-86-630_ _—-30F418 prep. 
Passage $G-8215BHW-32D LHR 26JF35 
Passage $G-8215BHW-32D RH 26JF36 
Passage $G-8215BHW-32D LH 26JF37 
Storeroom SG-8204BHW-32D RHR 26JF38 
Storeroom SG-8204BHW-32D LHR 26JF39 
Storeroom SG-8204BHW-32D RH 26JF40 
Storeroom SG-8204BHW-32D LH 26JF41 
Entrance/Office SG-8205BHW-32D RHR W INSIDE TURN PIECE 26JF42 
Entrance/Office SG-8205BHW-32D LHR W INSIDE TURN PIECE 26JF43 
Entrance/Office SG-8205BHW-32D RH W INSIDE TURN PIECE 26JF44 
Entrance/Office SG-8205BHW-32D LH W INSIDE TURN PIECE 26JF45 
Classroom Intruder SG-8239BHW-32D RH 2 CYLINDERS 26JF48 
Classroom Intruder SG-8239BHW-32D LH 2 CYLINDERS 26JF49 
Townsteel 
a Y No. 323354 
Ligature-Resistant 
H MMARKSUSA° 
Mortise Lever Y 
Locksets, Grade 1 Ligature-Resistant Cylindrical 
= Backset: 234" Knob Locksets, Grade 1 
yj shat 43/4" = Backset: 2%" 
ieaennniaines: = Strike: 47%", ASA 
Outside clutching lever allows free = Door thickness: 13" 
f shade helps site eal Feature finger indented safety knobs with recessed grip. Ergonomically designed 
No. 30F431 ; use 4 dil ae ia 9 integral grooved knob for the elderly and handicapped. No. 32J354 has 6 pins 
" ; ne ies _ i ‘ io eyway.< | with 2 keys per lock and is Mark C keyway. No. 32355 has 6 pins and is IC 
nickel silver keys per lock. core prepped keyway. 
Mfr. Item 
Finish Function Model No. eur ces Sree TES? 
Satin Stainless Entry/Office MRX-S-L-04-630 30F431 STEEL SFIC CYLINDER 
Satin Stainless Passage or Closet MRX-S-L-01-630 30F429 Mfr. Item Item 
Satin Stainless Privacy or Bathroom MRX-S-L-19-630 30F430 Description Function Model No. No. 
Satin Stainless Classroom MRX-S-L-05-630 30F432 Cylinder and Knob Institutional 180SSK/32D 32J354 -_ 
Satin Stainless Storeroom or Closet MRX-S-L-07-630 30F433 Cylinder and Knob Institutional 1SS55RK/32D _ 32J355 





MMARKSUSA’ 


Ligature-Resistant 
Mortise Deadlock 
Knobs, Grade 1 


= Backset: 234" 

a Strike: 234", #4035 

= Door thickness: 134" 

Feature finger indented safety knobs 
recessed into solid brass through-bolted 
roses. 6-pin solid brass cylinder with 
Schlage C keyway. 2 keys per lock, 
except No. 32J358 is IC core prepped. 


y TownSteel’ 


Architectural Hardware MFG 


MRX-A Series 
Mortise Lock, 
Grade 1 


= Backset: 2%" 

= Strike: ASA 

= Door thickness: 1%" 
Ligature-resistant 5-pt. mortise arch 
trim makes it difficult to attach ligature 
points to lock from any direction. Arch 
handle has single and back-to-back pull 
function. Ideal for hospitals and behav- 





No. 32J357 





SATIN STAINLESS eae 
SATIN STAINLESS | LESS SFIC CYLINDER No. 420L34 ioral health facilities. 

Mfr. Item Item Mfr. Item 

Description Function Model No. No. Lockset Finish Lockset Function Model No. 
Cylinder and Knob Privacy 31$855K/32D 32J357 _ Passage MRX-A-01-630-RH 420L34 
Knob and Knob Classroom = 318855$/32D 32J359 = Gain Stainless Gteal Privacy MRX-A-02-630-RH 420L36 
Cylinder and Knob Privacy _31SS55RK/32D — 32J358 Entrance, Office MRX-A-04-630-RH 420L38 
Knob and Knob Classroom  31$S55RS/32D — 32J360 Classroom MRX-A-05-630-RH 420L40 
1986 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE’ SECURITY 
Find the wy. Find Solutions. Find Great Prices. Lever Locksets 
Lockset Mfr. Item 
Description Function Model No. 
No. 32J480 Keyed Single Cylinder with Deadbolt Entrance 5S8S55A/32D 32J450 
Keyed Double Cylinder with Deadbolt Entrance | 5SS55AC/32D 32J463 
Keyless Passage | 5SS55N/32D 32J468 
Keyless Privacy | 5SS55LF/32D 32J470 
Keyless Exit 5SS95EX/32D 323472 
° Keyed Single Cylinder, No Deadbolt Storeroom | 5SS55EW/32D 323443 
No. 32J472 Keyed Double Cylinder with Deadbolt Storeroom | 5SS55C/32D 32J464 
No. 32J450 Keyed Single Cylinder, No Deadbolt Classroom | 58S$05J/32D 32J444 
Keyed Double Cylinder, No Deadbolt Classroom | 58$55GG/32D 32J460 
Keyed Single Cylinder, No Deadbolt Privacy | 5SS55JM/32D 32J445 
Keyed Single Cylinder, No Deadbolt Privacy | 5SS55GL/32D 32J447 
H = H ae ® Keyed Double Cylinder, No Deadbolt Privacy | 5SS55WW/32D 32J462 
Ligature Resistant AU VENTS se tt se Fs Dummy Trim Privacy | 5SS55DT/32D 32J475 
7 Keyed Single Cylinder with Deadbolt Entrance | 5SS19A/32D  32J486 
Mortise Knob and Keyed Double Cylinder with Deadbolt Entrance | 5SS19AC/32D 32J499 
No. 32J475 Keyless Passage 9SS19N/32D  32J505 
Lever Locksets, Grade 1 Keyless Privacy | 5SS19LF/32D 324507 
gayi Keyless Exit 5SS19EX/32D 32J509 
= Backset: 2% Keyed Single Cylinder, No Deadbolt — Storeroom | 5SS19EW/32D 32J479 
= Strike: 474", ASA curved lip Keyed Double Cylinder with Deadbolt Storeroom | 5SS19C/32D 32J501 
. 2437" Keyed Single Cylinder, No Deadbolt Classroom | 5SS$19J/32D 32J480 
. Door thickness: 1% | Keyed Double Cylinder, No Deadbolt Classroom | 5SS19GG/32D 32J496 
Adjustable bevel steel backplate and cover plate with tamperproof Keyed Single Cylinder, No Deadbolt Privacy | 5SS19JM/32D 32J481 
eel att ai Keyed Single Cylinder, No Deadbolt Privacy | 5SS19GL/32D 32J483 
screws. Antifriction latch lever. Zinc dichromate finish. 2 keys per Keyed Double CainderNo Deadbolt Privacy SSS19WW/32D 32498 
lock except Nos. 32/468 to 32J472. Dummy Trim Passage | 5SS19D1/32D 32/512 
Mortise Lever Locksets, Grade 1 [SCHLAGE, _——- 
odes 


= Backset: 23/44" 
= Door thickness: 134" 


Extra heavy-duty mortise locks designed for facilities requiring extended product 
life cycles. Ideally suited for educational, healthcare, and government buildings. 
Equipped with conventional cylinders; A Series is supplied with Rose trim, L 
Series is supplied with Escutcheon trim. 6-pin solid brass cylinder. C123 keyway, 
keyed different. 2 nickel silver keys per lock. 3" stainless steel throw latchbolt. 
Concealed hardened steel roller pin is resistant to cutting or kicking attacks. 


RHODES STYLE, SATIN CHROME, 06A SERIES | SPARTA STYLE, SATIN CHROME, 17 A SERIES 


Mfr. Item Mfr. Item 
Lockset Function Model No. Model No. 
With Rose, Grade 1 
Entrance L9453P 06A 626 C123 362275 L9453P 17A 626 C123 362277 
Passage L9010 06A 626 362249 — — 
Office L9050P 06A 626 C123 362261 L9050P 17A 626 C123 362263 
Classroom L9070P 06A 626 C123 362267 L9070P 17A 626 C123 362269 
Storeroom L9080P 06A 626 C123 362271 L9080P 17A 626 C123 362273 
Passage — — L9010 17A 626 28XX91 
RHODES STYLE, SATIN CHROME, 06 L SERIES SPARTA STYLE, SATIN CHROME, 17 L SERIES 
Mfr. Item Mfr. Item 
Function Model No. Model No. 
With Escutcheon, Grade 1 
Entrance/Office L9453P O6L 626 C123 3622/6 L9453P 17L 626 C123 362278 
Passage L9010 06L 626 362250 L9010 17L 626 362252 
Privac L9040 O6L 626 362256 L9040 17L 626 362258 
Entrance/Office L9050P O6L 626 C123 362262 L9050P 17L 626 C123 362264 
Classroom L90/70P O6L 626 C123 362268 L9070P 17L 626 C123 3622/0 
Storeroom L9080P O6L 626 C123 3622/2 L9080P 17L 626 C123 362274 
SARGENT ~—_ 





ASSAABLOY + 


1-pc. design holds lock securely in door. Strengthened cylinder retainer with 2-prong 
grip provides resistance against vandalism and unauthorized entry. Heavy-duty hubs and 
spring cartridge provide superior strength and extend product life cycle. 12-ga. steel lock 
body case adds security and is corrosion-resistant. 1-pc. latch, easily reversible without 





Mortise Lever Locksets, Grade 1 


= Backset: 234" 

= Strike: 47" x 
1%" curved lip 

= Door thickness: 


Right Angle 
with Rose 






1%" opening case. All locksets have 6-pin solid brass cylinder with LA keyway; keyed differ- 
ent; 2 nickel silver keys per lock except Nos. 32J215, 32J216, 32J220, 32J221, 32J225, 
32J226, 32J230, and 32J231. 

SATIN CHROME OIL-RUBBED BRONZE 
Mfr. Item Mfr. Item 
Style Lockset Function Model No. Model No. 
Entrance 8205 LNL 26D 32J213 8205 LNL 10B 323223 
Passage 8215 LNL 26D 32J215 8215 LNL 10B 32J225 Curved 
8200 Right Angle Privacy 8265 LNL 26D 32216 8265 LNL 10B 323226 with Rose 
Classroom 8237 LNL 26D 32J214 8237 LNL 10B 32J224 
Storeroom 8204 LNL 26D 32J212 8204 LNL 10B 32J222 
Entrance 8205 LNB 26D 32J218 — — 
Passage 8215 LNB 26D 323220 — — 
8200 Curved Privacy 8265 LNB 26D 32J221 — — 
Classroom 8237 LNB 26D 32J219 — — 
Storeroom 8204 LNB 26D 32J217 — — 
Entrance — — 8205 LNB 10B 323228 
Passage _ _ 8215 LNB 10B 32J230 
Curved with Rose Privacy — — 8265 LNB 10B 32J231 
Classroom = — 8237 LNB 10B 32J229 
Storeroom — — 8204 LNB 10B 32J227 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





SECURITY 
Lever Locksets 


Scan. Order. Done. 
Details on page A1. 











Lustra with 






For keyed alike or 
master keying, please 
call 1-800-GRAINGER 
(472-4643). 











Rose Newport 
with Rose 
Lustra with Newport with 
Escutcheon Escutcheon 
ROSE 
Mfr. Item 
Description Lockset Function Finish Model No. Finish 
Lustra Entrance Satin Chrome 
Lustra Passage Satin Chrome 
Lustra Privac Satin Chrome 
Lustra Classroom Satin Stainless Steel ML2055 LWA 630 32J268 Satin Chrome 
Lustra Classroom Satin Stainless Steel ML2052 LWA 630 32J267 Satin Chrome 
Lustra Storeroom Satin Stainless Steel ML2057 LWA 630 32J269 Satin Chrome 
Newport Entrance Satin Chrome ML2051 NSA 626 323272 Satin Chrome 
Newport Passage Satin Chrome ML2010 NSA 626 323270 Satin Chrome 
Newport Privacy Satin Chrome ML2030 NSA 626 32J271 Satin Chrome 
Newport Classroom Satin Chrome ML2055 NSA 626 323274 Satin Chrome 
Newport Classroom Satin Chrome ML2052 NSA 626 32J3273 Satin Chrome 
Newport Storeroom Satin Chrome ML2057 NSA 626 323275 Satin Chrome 


= 


8800 Series, 
Escutcheon 
Plate 





Mortise Lever Locksets, Grade 1 


Style Lockset Function 
8800FL Series, Grade 1, Escutcheon Plate 
8800FL Augusta Entrance 
8800FL Augusta Entrance 
8800FL Augusta Passage 
8800FL Augusta Privac 
8800FL Augusta Classroom 
8800FL Augusta Storeroom 
8800FL Pacific Beach Entrance 
8800FL Pacific Beach Entrance 
8800FL Pacific Beach Passage 
8800FL Pacific Beach Privac 
8800FL Pacific Beach Classroom 
8800FL Pacific Beach Storeroom 
8800FL Series, Grade 1, Rose 
8800FL Augusta Storeroom 
8800FL Augusta Entrance 
8800FL Augusta Entrance 
8800FL Augusta Passage 
8800FL Augusta Privac 
8800FL Augusta Classroom 
8800FL Pacific Beach Entrance 
8800FL Pacific Beach Entrance 
8800FL Pacific Beach Passage 
8800FL Pacific Beach Privac 
8800FL Pacific Beach Classroom 
8800FL Pacific Beach Storeroom 
Interconnected Locksets, Satin Chrome 
Interconnected Lockset Passage 


1988 GRAINGER. 


ITT 








DULL CHROME 
Mfr. 
Model 


AUCN8807FL x 626 
AUCN8867FL x 626 
AUCN8801FL x 626 
AUCN8802FL x 626 
AUCN88182FL x 626 
AUCN8805FLX626 
PBCN8807FLX626 
PBCN8867-FLX626 
PBCN8801FL x 626 
PBCN8802FL x 626 
PBCN88182FL x 626 
PBCN8805FL x 626 


AUR8805FL x 626 
AUR8807FL x 626 
AUR8867FL x 626 
AUR8801FL x 626 
AUR8802FL x 626 
AUR88182FL x 626 
PBR8807FL x 626 
PBR886/FL x 626 
PBR8801FL x 626 
PBR8802FL x 626 
PBR88182FL x 626 
PBR8805FL x 626 


YH852 x KW x RA CR X US26D 


1ABG3 
4ECF9 
4ECF7 
4ECF8 
1ABG6 
1ABG5 
4ECN7 
4ECN8 
4ECN4 
4ECNS 
4ECN9 
4ECN6 


4ECG9 
4ECH1 
4ECH2 
4ECG7 
4ECG8 
4ECH3 
4ECR1 
AECR2 
4ECP7 
4ECP8 
4ECR3 
4ECP9 


o2WN29 


Find even MORE on Grainger.com® 


ROSWIN ZL 


ASSA ABLOY 


Mortise Lever 


Locksets, Grade 1 


= Backset: 2%" 

= Strike: 4%" x 1%" curved lip 

= Door thickness: 1%" 

2-pc. reversible latchbolt with 
antifriction insert. Heavy-duty 9/4" 
throw-latchbolt with stainless steel 
insert allows secure latching. Lockset 
can be re-handed without disassem- 
bling the lock case. Durable heavy 
gauge steel internal parts increase 
strength. All locksets have 6-pin solid 
brass cylinder with LA keyway; keyed 
different; 2 nickel silver keys per lock 
except Nos. 32J264, 32J265, 32J270, 
32J271, 32J276, 32J277, 32J282 and 
o2J203. 





ESCUTCHEON 

Mfr. Item 

Model No. 
ML2051 LWM 626 32J278 
ML2010 LWM 626 32J276 
ML2030 LWM 626 32J3277 
ML2055 LWM 626 32J3280 
ML2052 LWM 626 32J279 
ML2057 LWM 626 32J281 
ML2051 NSM 626 32J284 
ML2010 NSM 626 32J282 
ML2030 NSM 626 32J283 
ML2055 NSM 626 32J286 
ML2052 NSM 626 32J285 
ML2057 NSM 626 32J3287 






Interconnected 
Lockset, Rose 


DULL CHROME, MICROSHIELD ANTIMICROBIAL 


Mfr. Item 
Model No. 

AUCN8807FL x 626 x YMS 5VTA4 
AUCN8867FL x 626 x YMS 5VTA5 
AUCN8801FL x 626 x YMS 5VTA1 
AUCN8802FL x 626 x YMS 5VTA2 
AUCN88182FL x 626 x YMS 5VTA6 
AUCN8805FL x 626 x YMS 5VTA3 
PBCN8807FL x 626 x YMS 5VTC6 
PBCN88182FL x 626 x YMS 5VTC8 
PBCN8805FL x 626 x YMS 5VTC5 
AUR8805FL x 626 x YMS 5VTAS 
AUR8807FL 626 x YMS 5VTCO 
AUR8801FL x 626 x YMS 5VTA7 
AUR8802FL x 626 x YMS 5VTA8 
AUR88182FL x 626 x YMS 5VTC2 
PBR880/7FL x 626 x YMS 5VTD2 
PBR8867FL x 626 x YMS 5VTD3 
PBR8801FL x 626 x YMS 5VTC9 
PBR8802FL x 626 x YMS 5VTDO 
PBR88182FL x 626 x YMS 5VTD4 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SECURITY 
Knob Locksets & Knobs 





ISCHLAGE, 


Residential/Commercial 
Knob Locksets, 
Grade 1 and 2 


6-pin solid brass cylinder with C123 keyway. Keyed differ- 
ent. Thru-bolted through the door. Double compression 
springs provide consistent latch retraction. 2 nickel silver 
keys per lock. 


D Series, Grade 1—Heavy-duty cylindrical locks are 
designed for institutional and industrial applications. 
= Latch: 1%" x 2%" 

= Strike: 114" x 474" 

= Door range: 1°" to 2" 


A Series, Grade 2—Standard-duty cylindrical locks for 
commercial and residential applications. 

» Latch: 1" x 2%" 

= Strike: T-Strike Box 

= Door range: 134" to 17%" 





Knob Locksets, Grade 1 


= Ball style 

= Backset: 234" 

= Strike: 1%" curved lip 

= Door thickness: 5400CK Series; 1°" to 
2"; 4600 Series is 134" to 13%" 





D Orbit 
D Orbit 
D Orbit 
D Orbit 
D Orbit 
D Plymouth 
A Orbit 
A Orbit 
A Orbit 
A Orbit 
A Plymouth 
A Plymouth 


Nonhanded, field reversible. 5400 Series has zinc dichromate plating 


that resists corrosion and is keyed different. 





Master. 


* GRAINGER 
APPROVED 
Style 


Knob and Deadbolt Grade 3 Residential 
Combos,Grade3 


= Backset: 25" or 254" pat Ball 
= Door thickness: 13" to 13/44" BCC Biscuit 


Lockset and deadbolt are keyed alike. __Tulip 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


For keyed alike or master keying, please 
call 1-800-GRAINGER (472-4643). 


Function 


Keyed Entry 
Combination Entrance 
Combination Entrance 


Biscuit 
Security 


Combination Entrance 





Orbit 






For keyed alike 
or master keying, 
please call 
1-800-GRAINGER 





Plymouth 
Style Function 
Entry 
Passage 
Privacy 
Classroom 
Storeroom 
Storeroom 
Entrance 
Passage 
Privacy 
Storeroom 
Entrance 
Passage 
‘t 
5400 Series 
BRIGHT BRASS 
Mfr. Item 
Function Model No. 
5400CK Series, Grade 1 
Passage CA5401CK x 605 48LW48 
Privacy CA5402CK x 605 48LW50 
Storeroom CA5405CK x 605 48LW52 
Entrance CA5407CK x 605 48LW54 
Classroom CA5408CK x 605 48LW56 


Brand 


Master Lock 
GA 
GA 
Master Lock 
Master Lock 
GA 


Biscuit 





(472-4643). 
SATIN CHROME 

Mfr. Item 

Model No. 
D53PD ORB 626 C123 362156 
D10S ORB 626 362104 
D40S ORB 626 362147 
D70PD ORB 626 C123 36Z165 
D80PD ORB 626 C123 362168 
D80PD PLY 626 C123 362171 
A53PD ORB 626 C123 362017 
A10S ORB 626 36Y996 
A40S ORB 626 362011 
A80PD ORB 626 C123 362023 
A53PD PLY 626 C123 362020 
A10S PLY 626 36Y999 

DULL STAINLESS 

Mfr. Item 

Model No. 
CA5401CK x 626 48LW49 
CA5402CK x 630 48LW51 
CA5405CK x 630 48LW53 
CA5407CK x 630 48LW55 
CA5408CK630 48LW57 





Ball Interior 


POLISHED BRASS SATIN NICKEL STAINLESS STEEL 

Item Item Item 
No. No. No. 
33M256 — — 

1TPT5 1TPU1 1TPU6 
2VMW8 2VMX1 — 
33M257 — — 
—_— 33M261 — 

= = 1TPR9 





SECURITY 
Door Closers 


ll 
=] 
a 


Scan. Order. Done. |= 
Details on page A1. 
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= | 











7500 Series, 





7500 


, _ 
——— (il Norton 
et ASSA ABLOY 
: ; g° -_ is = yj - 
sisi er 300 Sores, Hydraulic Door Closers 
CloserPlus® CloserPlus® Rack and pinion closers have a lightweight 


Standard 7500 Series, 1600 Series, aluminum alloy body. Feature adjustments for 
Hold-Open Unitrol® Standard closing, sweep and latch speed, and back- 
SONAANDED GLE OPER. check. Closures with retrofit plates allow 7500 
Housing Housing Housing > CHOOSE: Max. Door Item Item series door closers to replace 4040 series 
— att wie —— Length Width _ Height Finish Opening No. No. door closers without modifying the existing 
Parle my, eries 42/4" ay" BY," 85° to 130° A9VT63 — hole pattern in the door. The plates will work 
Standard 12%) 21, 30" 85° to 130° | 49VT65 _ with regular and parallel arm applications. 
Paral 13d Aluminum Painted ~88°t0-130° AVEO = 
Parallel " 4" 2. uminum Painte ° to 130° = EXTRA HEAVY-DUTY, 410 SERIE 
Parallel 127; 2; 3y" 85° to 130° | 49VT71 — UTY, 4105 s 
Parallel oy Al ve 85° to 30° LAE — Nonhanded feature self-closes the door each 
Delayed Action 4" 4" 4" a — : 7 
Sadan 1974" A WA 85° 10 130° AOVT6A — time the door is opened. Nonhanded Hold 
Standard 12%" 2V4" 3%" 85° to 130° | 49VT66 — Open closers are not permitted on fire doors. 
Parallel 127) 2; A 85° to 130° | 49VT68 — 
Parallel 12%" 204" 3%" Dark Bronze Painted — 85°to 130° | 49VT70 — HEAVY-DUTY, 7500 SERIES 
Parallel 121; 2; A 85° to 130° | 49VT72 — ; 
Parallel 124 2% 3 85°10 130° | 49VT74 = Feature larger closer body and springs, plus 
Hea Duty, 7500 —_ 12% 2% 274 180 o26052 — advanced hydraulic flow for greater door 
Slide Track, Hinge (Pull) Side 1394" 21 37% Aluminum 110° = D1082 control. Adjust for door sizes from 1 to 6. 
Standard 1354" 2%," 37," Aluminum Painted 180° D1075 D1081 
Closer Plus® 13% Ai a ea SE 180" alti sai Standard Arm Type—Suitable for doors with 
Unitrol® %" C. Ze ark Bronze Painte 7 : 
Slide Track, Stop (Push) Side 1394" OVE 378 Aluminum Painted 110° = D1083 low exposure to wind and abuse. For regular, 
Closer Plus® with 135%" OV," 37/4" Aluminum Painted, 180° _ G6744 top jamb, and parallel arm installation. 
Retrofit Plate Dark Bronze Painted 
Side Tack, Hinge (PuITSide 1354" — Dark Bronze Painted © ——110"——| tore | _biuaz——_ lle Track Arm Type—single-lever arm 
ide Track, Hinge (Pull) Side 8 8 8 ark Bronze Painte 7 
Slide Track, Stop (Push) Side 1354" 21 3 110° D1077 D1083 allows components to be stacked to reduce 
Heavy-Duty, 7570 Series | . projection and obtrusive arm angles. Pull or 
Unitrol® io of 3 110° = D1118 Push models depend on the side of the door 
Light-Duty, 1700 Series where the closer is mounted. 
tandar 8" 16" 9" uminum Painte a — ® — = 
Standard 85," 2% 2," Dark Bronze Painted 180° D1115 D1116 Closer Plus Ar m Type Heavy gate atin 
Standard-Duty, Full Cover, 210 Series = = = see material, arm pivot/elbow with larger bear- 
on-Hold Open 8 8 : = ings, an itive stop help prevent door from 
Hold Open ied 27," 2V," Maninunshaiaiea 180° 45TY76 — gS, a d positive stop help ae door fro 
Non-Hold Open 13 278 28 180° ASIV78 = Opening too far. For doors with moderate 
Hold Open 2 8 8 s = Parallel arm 
Non-Hold Open 13" 27 205" 180° 45TY75 — exposure to wind and abuse. Parallel a 
Hold Open is" 275" 2/3" pace ane Pahicl 180° A5TY77 = mount only. 
Non-Hold Open 13" 27% 203" 180° 45TY79 — ; 
aia oa aaa Bi e 27% 2V5 180° 45TY81 — Unitrol® Arm Type—Have same features 
tandard-Duty, Full Cover, eries i i 
SETIETR 13 WA WA PUTA 180° — D1092 as CloserPlus, but include a spring stop that 
Standard 13 26 25" . . 180° D1086 — absorbs 30 Ib. of force. Highly controlled stop. 
elie Track, Hinge (Pull) Side 13° 2/8 ALS Aluminum Painted 0° D1087 — Suitable for doors with high exposure to winds 
oser Plus® 13 2% 2% 110 D1089 — 
Standard 12 20 200" 180° D1086 D1092 and abuse. Parallel arm mount only. 
Slide Track, Hinge (Pull) Side 13" 21," 275 110° D1087 D1093 
Slide Track, Stop (Push) Side . Ati is Dark Bronze Painted sil alii D094 HEAVY-DUTY, 7570 SERIES 
loser Plus® 75 od 
ose us 13" OV," A 110° D1091 D1096 This series incorporates the 7500 Series 
Standart mae sore, 1600 Series closer with a security cover. Security arm 
Barrier Free, ADA ga" 27 278 a cauineaniee 180° D1108 = joints are riveted to prevent disassembly. Torx 
Standard, Sizes 1 to 6 O91" 27," 255" ne acdrence Painico 180° D1109 = drive screws and security pin are included. 
Closer Plus® 93" 27 25/5 110° D1111 D1113 ci manda with Uniiral 
Unitrol® a7 a a " ; ; _ D1112 bit4 osers are nanded wi nitro! arms. 
Hold Open gy" 8 8 uminum Painte . _ 4 
Hold Open gy," 275" 2/5" Dark Bronze Painted 140° = J2240 STANDARD-DUTY, 8500, 8300, 
Standard-Duty, No Cover, 160 Series 260, 1600 AND 160 SERIES 
Non-Hold Open give" 25/5" 1% 180° 45TY66 = 
Non-Hold Open ve At is Aluminum Painted 180° a _ Closers have a medium-size body and springs 
Hold Open 16" iM is a — 
Non-Hold Open OT," EA 174 180° ASTYG7 — for effective door control. 8300 Series has a 
Non-Hold Open ove ah a Dark Bronze Painted 180° agTYS9 — slimline design that requires less mounting 
Hold Open " 8 gi id — 
Standard-Duty, Slim Cover, 8300 Series space than other closers. Nos. 45TY68 and 
Unitrol® KY 21% 278 Aluminum 110° D1102 — A5TY69 size 4 door closers. 
Standard 13" 21," 2V5" 180° D1097 D1103 
Slide Track, Stop (Push) Side : ai ai Aluminum Painted 10" D1099 — LIGHT-DUTY, 1700 SERIES 
cose — 5 2 D a 10 pi0g7 D103 Grade 2 closers include cover. Have a smaller 
Slide Track, Hinge (Pull) Side 8 8 : body, making them suitable for use on low- to 
h) Si 13" 2," 2775" Dark B Paint 110° D1099 D1105 : , ; 
aide Track, Stop (Push) side __13. 5u7 OA einen ze Yale ne D1101 D110 medium-use doors. Compatible with door 
Unitrol® 13" 20, 275 qo? D1102 D1107 sizes 2 to 5. 
e Pot-Belly Door Closers Norton 
ne : : we ASSA ABLOY 
’ Original style closers for a retro-look. Include spring power adjustment, backcheck cushioning, and sweep/latch 
yf: regulating valve. Nonhold-Open feature self-closes the door each time the door is opened. Hold-Open closers are not 
‘, permitted on fire doors. 
i Closer NON AO OPEN | HOLD-OPEN 
— Spring Mounting Housing Housing Housing > CHOOSE: > CHOOSE: Ite Item 
a Arm Type Size Style Length Width Height Finish Hand No. No. 
3 2 tandard-Duty 78-B/F Series 
— oe ae Hold-open Regular 2-4 Regular 7%" 3%" 5" Aluminum Painted, Dark Bronze Painted _Left Hand, Right Hand D1123 D1125 
pen Reguiar 5&6 Regular 7% 314" 5" Aluminum Painted, Dark Bronze Painted Right Hand D1124 D1126 
1990 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” SECURITY 








Find the wi. Find Solutions. Find Great Prices. Door Closers 
H * GRAINGER a 
Hydraulic Door Closers, Grade 1 and 3 APPROVED 2100 
= Interior/exterior 3100 Series Commercial 5500 Series Architectural 7100 Series Heavy-Duty i \ 
installation Grade—Traditional style Grade—Can be adjusted  Gloser—Constructed of | = 
= Non-handed door control for use on to comply with barrier-free high-strength cast-iron _ 
= Aluminum closer body commercial door applica- opening force restrictions. | body and forged-steel arm oe Pas 
with plastic cover tions. Common 946” Common 12” x %4” mount- assembly. Recommended , ail 
= Full-surface mounting hole pattern ing hole pattern for simple —_ for high-frequency, abusive — 
mounting style permits simple installation on installation on new or retrofit installations. Ne ; 
new or retrofit applications. — applications. ' “are 
eries 
Max. Max. 
Housing Housing Housing Door Mfr. Item Housing Housing Housing Door Mfr. Item 
an Type Length Width Height Opening Finish Model No. Ht Type Length Width Height Opening Finish Model No. 
3100 Series 7100 Series 
Door Closer - Commercial Doors Parallel/ : ‘ ; ° 7101 BC PA 
Parallel ovr OD 17%" 180° Natural 3101 BC PA 689 45CT70 Hold Open 1A" 2m 8 180" —_—=Natural Ho 689 45CT81 
Parallel/ ; i : ; 3101 BC PA i i : 6 
Hold Open 9% 2 1% 180 Natural Ho6g9. 45771 mull alld 12%" 2% 3% 110 Natural os 689 45CT82 
: ‘ ; e 3101 BC oor Saver. ; F ‘ ° 7 
Door Saver 93/4 2 1% 110 Natural psegg  40LT72 Hold Open 12%" 2% 3% 110 Natural Ho 689 45CT83 
Ha one gy" =" 1%" 110° Natural «S107 BES asct73 Spring, Cush 12" 3%" 110° Natural «= Gro ABCTBA 
; : i i : 3101 BC Delayed Action 12%" 21%" 3i" 180° Natural 7141 DABC PA 45CT85 
spring, Cush 4" 2 1" 180" ——sNatural = seg ggg == 8CT74 Delayed Action 121" 214" 3%" 180° Natural 7141 DADS 45C786 
Door closer - Interior Doors Door uoser - interior and Exterior Doors, Reversible , | TUNE TUNE 
: ‘ : . 3100 BCPAHO egular 4" a 4" : atura a 5 
be i i Gag. Ones Regular Oe" 36°" 180° Natural 5TUNO STUN 
Door Saver Ve 1% TR 110° Natural 3100 BCDS 689 45NA33 Regular 12" 2V4' 5 180° Natural 5TUP4 5TUP4 
i" y," yj," 5 
sheer Regular 12% 2%" By" 80° pai Bronze STUN? = STUNT 
Parallel Ve = 17H" 174" 110° Natural ecs ggg A5NA35 Dark Bronze 
5500 Series Regular 9%" 3%" ya! 90° powder Coat 0 /UNS 5TUNS 
Door Closer - Commercial Doors ' ; , Dark Bronze 
Regular 968" 3% Ys 90° 5TUPO 5TUPO 
Parallel/ 43" 9" 9" 180° tural 5501 BC PA A5CT76 Powder Coat 
Hold Open pipe Regular 122 av 480° par Bronze STUP1 ~—BTUP1 
Door Saver 13: 2 1136" 110° Natural DS 689 45CT77 : ; Hark Bronze 
Door Saver/ 13" 3" 3 110° Natural 0001 BCDS ge nrze Regular 6% ov 74 90° Powder Coat 2! UPS STUP3 
Hore Open BOT Be Regul Wy, 38M y. 180° Al at TUP TUP 
; ; ; ° 90 egular 16° 3 4" % uminum 5TUP5 5TUPS 
Spring, Cush 13 2 2 105 Natural SCS 689 45C1T79 Powder Coat 





Door Closers cen Aluminum _— 
——_—, 
Rugged design for high- © ASSAABLOY No. 217027 No. 21T028 
traffic and high-abuse areas. GUND: | GRORGE 
Captured valves help make PAINTED | PAINTED 
: E Housing Housing Housing Max. Door Mfr. Item Item 
closers vandal and tamper Description Length Width Height Opening Model No. No. 
resistant. Universal and Standard Arm 
: Universal 1%" 298 ch Up to 180° DC3210 211027 | 211028 
Universal Hold-Open models Universal 1156" OH 3" Up to 180° DC6210 217031 | 217032 
include brackets and arms to Universal 12 V4" 47/6" Up to 180° ; DC8210 217035 217036 
_ Universal 115" 29 3" Up to 180° DC6210 x M1018 217039 | 211040 
install closer in top jamb, stan-  — pois! Heavy-Duty Backstop 1154" 09! 3" 85° to 110° DC6210 x M401C x Ad 217043 21T044 
dard, and parallel applications. ~Parallel, Spring Stop 115%" 274" 3" 85°to 110° DC6210 x M101B x A11 x 33-41 211047 217048 
Parallel with Retrofit Kit 12" OV; 4746’ Up to 180° DC8210 x M101F 211051 | 211052 
Standard Arm—Allows Parallel, Heavy-Duty Backstop with Retrofit Kit 12 als dine’ 85° to 110° DC8210 x M101F x Ad 217055 | 211056 
i ' ] 1 1 ] B " TA" ° ° = 
inside mounting of closer on pniral with Retro Kit 12 21 Aine’ 85° to 130° _DC8210 x M101F x AT1 x 33-41 217059 | 211060 
out-swinging doors. Arm does Universal fi % ay ‘i Up to 180° Dc3210H 217029 217030 
: : niversa 8 4" : p to 180° 4 
cia. —— a te el 
. | i : i t 4 4 
Hold-Open Arm—Combines Paral, Heay-Duly Backstop 1 i 298 37 BB" to 110° ence XWHOTC x A5 217045 | 217046 
reaular hold-open arm with Parallel. Spring Stop Heavy-Duty 1155" 29h! 3" 85°to 110° __DC6210 x M101B x A12 x 33-41 217049 | 211050 
eguiar hold-open arm Parallel with Retrofit Kit iP A 476" Up to 180° DC8210 x MIO1F x At 211053 | 211054 
the parallel arm mounting Parallel, Heavy-Duty Backstop with Retrofit Kit 12" OV; 476" Up to 180° DC3210 x MOTE x Ad 211057 | 217058 
bracket. Unitrol© with Retrofit Kit 13" A Aine” 85° to 110°  DC8210 x MAOIF x A12 x 33-41 211061 | 211062 








Hold-Open Arm 
Dark Bronze 


. SARGENT js. 
Powerglide® Door Closers  ‘sssasiov Standard Arm 





Fabs Aluminum 
1431 Series is suitable for Standard Arm—WMounts | 
interior or exterior doors in on the pull side of door with rte DARK BRONZE 
commercial settings. the arm mounted on the Housing Housing Housing Max. Door tei itein 
Universal and Universal Hold- face of the frame. _ senesention Length Width _Height Opening No. No. 
Open models include brackets = Hoid-Open Arm—Friction- _Standard Arm 
and arms to install closer in top type holder is easy to adjust eaarsal “a (Ps 24" 3% 120° to 180° | 211023 211024 
jamb, standard, and parallel and can hold door open Universal 12 wi 3% 90° to 160° | 217025 217026 
applications. from 80° to 180°. 4a ere = 
281 Series is rugged cast-iron Heavy-Duty Parallel Universal 119; V6 4% 120°to 180° | 21T009 211010 
= Hold-Open Arm 
construction Suitable for interior Arm—Closer is suitable Universal 11H" 2%6 4H 90° to 160° | 24T0T1 211012 
or exterior doors in high-use 351 Series 
applications for narrower door frames, Standard Arm 
mounts on the push side Universal with Retrofit Plate 13" 2%6 4 {20° to 180° | 211017 211018 
= p . iT] nl Wl 

351 Series has aluminum Universal 13 2/6 4 120° to 180° | 217013 211014 
saduendiics th d of the door, and does not Hold-Open Arm 

ody and Is Tor use with Goors roiect into the room. For Universal with Retrofit Plate 13 DV 6 q 90° to 160° | 217019 211020 

pro} | 

exposed to strong drafts and use in abusive and high- Universal — 13" 2%6" 4 90° to 160° | 211015 211016 

i eavy-Duty Parallel Arm 
winds. traffic areas. Parallel 13" 2%6 q 90° to 160° | 2147021 211022 
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SECURITY 
Door Closers 


Scan. Order. Done. 
Details on page A1. 








Hinge (Pull) Side 
No. 5EU12 





Powered Door Operators 


= Nonhanded 
= Acceptable for fire and smoke barrier doors 


Low-energy operators function as standard spring- 
force closers during close cycles, when door is 
Opened manually, or if power is lost or turned off. 
Hold-open time is adjustable from 0 to 30 sec. If 
door is obstructed, motor stops and the door closes 


switches powered by 9V batteries, 6" 

x 6" face plates with Americans with 

Disabilities (ADA) logo, and built-in 1.1A power 
supply. Connect to wall outlet. Rated 120VAC, 60 Hz. 
Ideal for doctors’ offices, retirement facilities, 
schools, churches, and other applications where 
noise may be a concern. 





; with standard closer. Include 2 radio-frequency wall 
Stop (Push) Side 


No. 5EU13 ALUMINUM | DARK BRONZE BLACK 
PAINTED PAINTED PAINTED 
Housing Housing Housing Max. Door Item Item Item 
Arm Type Length Width Height Opening No. No. No. 
Heavy-Duty, 5700 Series 
Slide Track, Hinge (Pull) Side - Includes Radio Frequency Wall Switches 29" 45" 54" 180° 5EU12 4AVD2 — 
Slide Track, Stop (Push) Side - Includes Radio Frequency Wall Switches 29" 45" 5 Ya" 180° 5EU13 — — 
Double Lever - Includes Radio Frequency Wall Switches 29" 45," 5 Ya" 180° — 4AVD3 _ 
Heavy-Duty, 5800 Series 
Regular, Parallel - Includes Door Opening Solution, Narrow Stile Push Plates 3" 2¥2" 9" 95° _— — 48ZD73 
Regular, Parallel - Includes Door Opening Solution, 3" Square Push Plates 8" 2¥2" g" 95° — — 48ZD74 


Door Closers 


Rack and pinion closers have a lightweight aluminum alloy 
body. Feature adjustments for closing, sweep, latch, speed, 
and backcheck. Closers have a standard arm, which is 
suitable for doors with low exposure to wind and abuse. 
For regular, top jamb, and parallel arm installation. 


Standard-Duty, 1100 Series—Medium-size body and 
spring for effective door control. Adjust to door sizes 1 to 
4 (Grade 1) or fixed at door size. 


Standard, Standard Delayed-Action, and Extra Heavy-Duty 
5800 Series—Extra Heavy-Duty feature cast iron construction that 
increases body life and reduces leakage. Adjustable backcheck, 
closing speed and latching speed. Tri-style packed regular and 
parallel arm and top jamb mounting. 





Heavy-Duty, 2700 Series—Features larger closer body 
and spring. Adjust for door sizes 1 to 6 (Grade 1). 





No. D8973 





NONHANDED, 
NONHANDED | HOLD-OPEN 
Housing Housing Housing > CHOOSE: Max. Door Item Item 
Description Length Width Height Color Opening No. No. 
Heavy-Duty, Full Cover, 2700 Series 
Standard, Sizes 1 to 6 13° 23/4" 22" Aluminum, Dark Bronze 180° D8978 — 
Standard-Duty, 1100 Series 
Standard, Sizes 1 to 4 OV" 2% 17" Aluminum 180° D8972 D8974 
Standard, Sizes 1 to 4 9Vi6" 2% 17%" Dark Bronze 180° D8972 D8974 
Standard, Sizes 1 to 4 9M%e6' 2%" 1%" Aluminum, Dark Bronze 180° D8973 —_— 
Standard-Duty, 5800 Series 
Adjustable, Sizes 1 to 6 12%" 2 V4" 3Y," ; 85° to 130° G6741 — 
Adjustable, Sizes 1 to 6 191% OVA" 3 V5" IT Dae Bronze = G6742 
Standard-Duty Delayed Action, 5800 Series 
Adjustable, Sizes 1 to 6 12%" 214" af Aluminum 130° — 48GG10 
Adjustable, Sizes 1 to 6 12%" 2V4" 3Y," Dark Bronze 130° — 48GG11 
No. D8974 Extra Heavy-Duty, 5800 Series 
: Adjustable, Sizes 1 to 6 12%" 24" 3," Aluminum, Dark Bronze G6745 G6746 
© : 
No. 2WHF8 Hydraulic Door Closers ‘STANLEY. 


(shown with 
optional cover 
No. 2WHL8) 


Standard-Duty—For interior doors to 41-ft. wide and exte- 
rior doors to 4-ft wide. Door closer cover not included, order 
No. 2WHL8 separately. 

= Cast aluminum 


Fully adjustable from 1 
to 6. Feature delayed 
action and back check. 
Include wood and 
machine screws, sex 

! nuts, and self-tapping 

; screws. Aluminum finish. 


A 
y 





Heavy-Duty and Extra Heavy-Duty—Plastic cover included. 
Door closers have all-weather fluid for optimal performance in 


=? | "a harsh climates. 
i 7 daca = Cast iron 
Housing Housing Housing Mfr. Item 
Description Height Width Length Model No. 

Standard-Duty 

Non Hold-Open Arm, Tri-Packed, Grade 1 2% 3/6 9156" QDC311NC689 2WHF9 
Hold-Open Arm, Grade 1 2%" 3%6 91546" QDC312NC689 2WHG2 
Dead-Stop Cushion Non Hold-Open Arm, Grade 1 2%" 3/6 9136" QDC313NC689 2WHG6 
Dead-Stop Cushion Hold-Open Arm, Grade 1 2%" 3/6 91546" QDC314NC689 2WHG5 
Heavy-Duty 

Non Hold-Open Arm, Tri-Packed, Grade 1 2%e' 3%6 12" QDC211F689 2WHF8 
Hold-Open Arm, Grade 1 2"6" 3%6 12° QDC212F689 2WHG1 
Dead-Stop Cushion Non Hold-Open Arm, Grade 1 2%" 3%6 12" QDC213F689 2WHG4 
Parallel, Non Hold Open, Universal, Parallel, Top Jamb and Standard, Adjustable 2 to 6 5'Vi6" 13 Ye" 2," CLD4550689SN 35GR92 
Parallel, Non Hold Open, Universal, Parallel, Top Jamb and Standard, Adjustable 2 to 6 2" 11%" 2136" CLD3550689SN 35GR95 
Parallel, Non Hold Open, Universal, Parallel, Top Jamb and Standard, Adjustable 1 to 5 o'%6" 131%" 2¥," CLD4551689SN 35GR93 
Parallel, Non Hold Open, Universal, Parallel, Top Jamb and Standard, Adjustable 1 to 4 24 117%" 2136" CLD3551689SN 35GR94 
Tri Pack, Non Hold Open, Parallel, Top Jamb and Regular, Adjustable 1 to 6 ave 12" 12" QDC211S689 45CK42 
Extra Duty Arm, Non Hold Open, Top Frame, Adjustable 1 to 6 3Y," 12%6' 12%6 QDC115R689 45CK80 
Extra Heavy-Duty 

Tri-Packed Arm, Big Body, Grade 1 3%" 24" 126" QDC111R689 5PHG9 
Accessories 

Door Closer Cover — — — 15918 CVR FULL SZ QDC300 689 2WHL8 
Door Closer Door Closer Sex Nuts = = — 15928 LPP SN 689 2WHL7 
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SECURITY 
Door Closers 










No. H4241 


Door Closers 


= Max. door opening 
up to 180° 

= Includes self drilling 
screws and hardware 


Closers have cast iron cylinders, 
forged steel arms, all-weather 
fluids, and double heat-treated 
pinions that help provide long 
life cycle. Powder-coated finish. 
Self-tapping/self-reaming 
screws, and peel-and-stick 
templates help ensure accurate 
installation. 


1261 Series Closers are 
nonhanded and can be 
mounted hinge side, top jamb, 
or parallel arm on either right or 
left swinging doors. Nonsized 
cylinder is adjustable for interior 
doors to 4 ft. 6” and exterior 
doors to 3 ft. 6”. Does not 
include cover. 


1461 Series Closers are 
nonhanded and can be 
mounted hinge side, top jamb, 
or parallel arm on either right or 
left swinging doors. Nonsized 
cylinder is adjustable for interior 
doors to 5 ft. and exterior doors 
to 4 ft. 


Description 
22 Series Touchbar Exit Devices 
Exit Device, Exit Only, Rim, 3-Ft. 
Exit Device, Exit Only, Rim, 4-Ft. 


Exit Device, Exit Only, Surface Vertical Rod, 3-Ft. 
Exit Device, Exit Only, Surface Vertical Rod, 4-Ft. 


Exit Device, Alarm Type Horn, 3-Ft. 
Exit Device Trim, Knob 

Alarm Exit Device Kit 

Exit Device Trim, Lever 
99 Series Touchbar Exit Devices 
Exit Device Trim, Night Latch 


Exit Device Trim, Electric Latch Retraction 


Exit Device, Exit Only, Rim, 3-Ft. 
Exit Device, Exit Only, Rim, 4-Ft. 


Exit Device, Exit Only, Surface Vertical Rod, 3-Ft. 
Exit Device, Exit Only, Surface Vertical Rod, 4-Ft. 


Exit Device Trim, Dummy 
Exit Device Trim, Night Latch 


Exit Device Trim, Pull, Entrance by Thumbpiece 


Exit Device Trim, Lever 

Alarm Exit Device Kit 
99 Series Conversion Kit 

EL Conversion Kit, 24VDC, 3-Ft. 
88 Series Crossbar Exit Devices 


Exit Device, Exit Only, Mortise, Left Hand Reverse 
Exit Device, Exit Only, Mortise, Right Hand Reverse 


Exit Device, Exit Only, Heavy-Duty Rim 
Backplate Conversion Kit for use 

with Nos. 4AZY2 and 4AZY8 

Exit Device, Mortise, Night Latch Trim 
Exit Device, Mortise, Night Latch 
Alarmed Device 


Guard-X, Battery Powered for Alarm Device 


No. H4243 


LCN. 


4011 Series Closers are handed and mounted hinge side; 
specify left or right handed. Nonsized cylinder is adjustable 
for interior doors to 4 ft. 6” and exterior doors to 3 ft. 6”. 
Tested for 10,000,000 cycles without failure. 


4040XP Series Closers are nonhanded and can be 
mounted hinge side, top jamb, or parallel arm on either right 
or left swinging doors. Nonsized cylinder is adjustable for 
interior doors to 5 ft. and exterior doors to 4 ft. Tested for 
10,000,000 cycles without failure. 

4111 Series Closers are handed and mounted parallel arm; 
specify left or right handed. Nonsized cylinder is adjustable 
for interior doors to 4 ft. 6” and exterior doors to 3 ft. 6”. 
Tested for 10,000,000 cycles without failure. 


> CHOOSE: > CHOOSE: Item 
Finish Door Handing Series/Mfr. Model No. 
LCN 1261 
Sprayed Aluminum, Dark | Non-Handed 1261-Hw/PA H4241 
Bronze Powder Coat Non-Handed 1261-Rw/PA H4242 
LCN 1461 
Sprayed Aluminum, Dark Non-Handed 1461-CUSH H4243 
Bronze Powder Coat oan 1461-Hw/PA H4244 
on-Handed 1461-Rw/PA H4245 
LCN 4011 
: Left Hand 4011-H LH H4246 
Sprayed Aluminum = —Right Hand 4011-H RH -H4246 
Left Hand 4011-H LH H4247 
Right Hand 4011-H RH H4247 
Dark Bronze Powder Coat —T eft Hand 4011-REG L- H4249 
Right Hand 4011-REG R H4249 
LCN 4040 
Dark Bronze Powder Coat Non-Handed 4040XP-Rw/ 22RC23 
LCN 4111 
Sprayed Aluminum, Dark Left Hand 4111-SHCUS H4260 
Bronze Powder Coat Right Hand 4111-SHCUS H4261 
Mfr. Item 
Finish Model No. 
Lacquer 22E0 3FT SP28 4WY55 
Lacquer 22E0 4FT US28 2RJ50 
Lacquer 222/E0-3-SP28 4WY56 
Lacquer 222/E0-4-SP28 2RJ51 
Aluminum 22EO 3FT SP28 ALK 3215 1RAL8 
Aluminum 210K US28 4WY57 
Aluminum 22ALK 3FT SP28 3215 1RAL5 
Unfinished 230L-03 SP28 3215 LHR 407L95 
Sprayed Duranodic 990NL-R/V SP313 3216 2RJ64 
Satin Chrome EL99EO 3 26D 1RAL3 
Satin Chrome 99EO 3 26D 4WY59 
Satin Chrome 99EO 4 26D 2RJ56 
Satin Chrome 9927E0 3 26D 4WY60 
Satin Chrome 9927E0 4 26D 2RJ57 
Satin Chrome 990DT US26D 4WY62 
Satin Chrome 990NL-R/V US26D 3216 4WY63 
Satin Chrome 990TP-R/V US26D 3216 4WY64 
Satin Chrome 996L-06-R/V US26D LHR 3216 5VRE5 
Satin Chrome 99ALK 3FT US26 3215 1RAL7 
050070 1RAK8 
Satin Chrome 8875EO US26D LHR 4AZX9 
Satin Chrome 8875EO US26D RHR 4AZY1 
Satin Chrome 88E0 US26D 4AZY2 
Dull Chromium 050102 26D 5VRF6 
Satin Chrome 880NL-R US26D 407L91 
Satin Chrome 880NL-M US26D 407L92 
Aluminum 2670 3FT US28 3216 4WY65 





Door Closers 


= Max. door opening up to 180° 
= Includes self drilling screws and hardware 


=» Nonhanded 


No. H4262 


FaLcon. LCN. 


Closers have cast aluminum cylinders, stamped steel arms, 
all-weather fluids, and heat-treated pinions. Adjustable for 
general speed, latch speed, and backcheck. Closers are 
nonhanded and can be mounted hinge side, top jamb, or paral- 
lel arm on either right or left swinging doors. Nonsized cylinder 
is adjustable 1 through 5. 


SC61 Series has a Norton 1600 Series Footprint. 


$C71 Series has a full body. 
$C81 Series is low profile. 


Arm Type 
Falcon SC61 
Parallel 
Parallel 
Parallel 
Parallel 
Falcon SC71 
Parallel 
Parallel 
Parallel 
Parallel 
Top Jamb 
Top Jamb 
Falcon SC81 
Parallel 
Parallel 
Falcon SC91 
Parallel 
Parallel 
LCN SC61 
Parallel 


> CHOOSE: 
Finish 


Sprayed Aluminum, Dark 
Bronze Powder Coat 


Dark Bronze Powder Coat 


Sprayed Aluminum 
Dark Bronze Powder Coat 
Sprayed Aluminum 
Dark Bronze Powder Coat 
Sprayed Aluminum 
Dark Bronze Powder Coat 


Sprayed Aluminum, Dark 
Bronze Powder Coat 


Sprayed Aluminum, Dark 
Bronze Powder Coat 


Sprayed Aluminum 


Series/ 
Mfr. Model 


SC61A HWPA 
SC61A RWPA 
SC61A HWPA 
SC61A RW/P 


SC71A HWPA 
SC71 HW/PA 
SC71A RWPA 
SC71 RWPA 
SC71A DS A 
SC71A DS D 


SC81A HWPA 
SC81A RWPA 


SC91A HWPA 
SC91A RWPA 


SC61A RWPA 


Item 
No. 


H4262 
H4263 
H4264 
H4265 


H4267 
H4267 
H4268 
H4268 
H4266 
H4266 


H4269 
H4270 


H4271 
H4272 


H4265 











No. 1RAL7 


No. 1RAK8 


VON DUPRIN*® 


Exit Devices, Grade 1 
= Fit doors 1%" to 2%" thick up to 7-ft. high 
For heavy traffic applications. Use on flush and wide-stile 


doors. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





© 








1993 





SECURITY 
Exit Devices & Trim 








Scan. Order. Done. 
Details on page A1. 














= 7 FIRE | NON-FIRE 
Exit Devices RATED | RATED 
Door Item Item 
» Nonhanded Rim SquareBolt®°— 4 Deseriptie , Finish W (in.) No. No. 
: . u eavy-Duty, eries 
See eae Nonfire-rated devices have  Deadbolt-style, 1" throw Rim Pullman Bolt 301036 | 51796 | 51794 
d ina feat that k latchbolt engages the roller strike Rim SquareBolt® Stainless Steel 30to36 | 3ZV64 3ZV63 
Bolt a dogging feature that keeps 
: : : Surface Vertical Rod 30 to 36 51797 51795 
the door unlatched, allowing _with a flat surface for increased Standard-Duty, 2100 Series 
traffic to enter and exit freely. Security. Stainless steel bolt design stamess Stee! 30 to 36 ete TABK3 
: = ner : . . . . . . : uer — 
a —— __\—— "4" labeled fire doors. Fit locks into place; resists shimming Rim Pullman Bolt Aluminum 30to 36 — | 1H620 
—— An 1/,""_thi and door rattling/shakina. Painted 30to36 | 1ABK6 1H819 
Rim SquareBolt® 1"- and 2/1 thick doors : 9 9 ; Stainless Steel 30to36 | 1ABL3 | 1ABL2 
up to 7-ft. high. Include strike Surface Vertical Rod—2-point Rim SquareBolt® Lacquer 30to 36 | 1ABL5 | 1ABL4 
and mounting hardware. locking exit devices have an auto- Painted §=—3y10-30_| ABR tae 
Heavy-duty devices have a matic deadlocking upper latchbolt 30to 36. | 1ABK8 1ABK7 
i Surface Vertical Rod Stainless Steel 30 to 36 — {H817 
hydraulic noise-dampening with 3" throw and lower deadbolt caer = a 5 TABKO 10 
Surface feature and a high-quality with %e" throw. For doors taller than — Standard-Duty, 1800 Series 
Vertical Rod ini j j 30to36 =SVRW9| 5SVRV7 
finish. 7 ft., order vertical rod extensions. iacuuct x6 to 1 | SVRXO | EVRVS 
Rim Pullman Bolt— 2 INCH 6 INCH 7 INCH op Biman Bolt a2 to 48 ital iE 
: : : tem tem tem to 
Devices resist vandalism and Finish | No. No. | No. Bronze 361042 | SVRX3_ 5VRW1 
have a %" throw stainless Surface Vertical Rod Extensions 42%048 | 5VRX4 | 5VRW2 
steel latchbolt for single Steel 360 Lacquer ~ 361042 | 5VRX6 | SVRW4 
point latching. A guardbolt Aluminum | aayey | 4AVE2 | 4AVE3 Surface Vertical Rod 42%048 | SVRX7 | 5VRW5 
deadlocks the latchbolt when —Eainted SR a Be 
Bronze AAVD7 4AVD8 | 4AVD9 Bronze 36 to 42 | S5VRX9 SVRW7 
door is closed and latched. Painted 421048 | 5VRYO | 5VRWS 
| ——, 
No. 2WHH5 No. t 
2WHH3 a 
a) 
rr . 
= = = y:.0UtC<C«; it;t‘S™S 
Exit Devices and Trim SianreN 
= Thru-bolt trim design for 
increased security and durability 
= For doors 32" to 36"W fie 
Use in school, healthcare, industrial, a Description Finish No. : 
itami xit Devices H H 7 
sae sane Sora ‘ Pim Ext Device, Cylinder Dogging Aluminum 2WHHG Exit Device Trim 
acilities. Hex dogging and cylinder tandard Rim Aluminum _ 2WHH5 
gging vy Standard Rim, Fire Rated Aluminum 2WHH4 Prepped to fit Yale 7100, 2100, and 1800 Series exit devices. 
dogging lock down the device bar so , ae 
Standard Surface Vertical Rod Aluminum __2WHH3 When exit device is unlocked, the 6-pin cylinder retracts the 
the latch remains retracted and the Standard Surface Vertical aan oWHH2 ; 
, ,; Rod. Fire Rated uminum latchbolt. Lever is Augusta-style and freewheeling to resist 
BOOT ears Wing Teel Hexuoggiig Surface Vertical Rod, Aluminum  2WHH8 vandalism. No. 4UB37 is a bored lock prep that locks the exit 
locks down the bar with the use of Eylinder Dogging faces ilese ? nlocked with a key 
; ; xit Device Trim . 
a hex key. Cylinder dogging uses a Passage Lever Aluminum 2WHG8 
keyed cylinder for increased access Entry Lever Aluminum __ 2WHG9 soa i Item 
contol Nightlatch Lever Aluminum 2WHH1 Key __ Description Finish No. 
. cage puma — Su | i ln Oe du 50 Se 
= j Rose Lever, Classroom Aluminum 5PHHO yunarl y Lever uminu 
Standard-duty devices tested to Over oe et OT SEIC ‘Aluminum 5PHH1 B Cylindrical by Lever with Plate Baked Aluminum 689 4UB37 
500,000 cycles and exceed require- Rose Lever, Storeroom Aluminum 5PHH?2 é ial Plate ny Lever Right Hand Baked Aluminum 689 1H81 6 
ificati Rose Lever, Storeroom, SFIC Aluminum 5PHH4 scutcheon by Lever, Right Han tainless Stee 91804 
ments for Grade 1 certification. D Escutcheon by Lever Lett Hand Stainless Steel 51805 
D___Escutcheon by Handle _ Stainless Steel 91799 
fi ) iy a onnpete Stainless Steel 51801 
a i ) No. 35GR71 
; No. 35GR63 — 2100 Series 
2200 Series = 
; ; phi 
! — Heavy-Duty Exit Devices  kcision i ——_— 
Chassis are constructed from investment cast steel. / 
? Universal mounting holes provide an easy retrofit instal- 
lation. Designed for single and double door applications. GRAINGER mes rum 
2100 Series devices are nonhanded. APPROVED 


Door Fits Stile For Door Fire Item H H H 
Description Finish Door Height Width © Width Thickness Rated —No. Exit Devices and Trim, Grade 1 
Rod, 2200 Series 6 49/1_thi 
Exit Device Satin Stainless Steel Upto 120° 36" ays 1¥'to2%s" Yes‘ 35GR63 = Fit 1%4"-thick doors 
Exit Device Satin Stainless Steel Up to 120" 48" 4YVe" 134" to 2%" Yes 35GR64 = 19 Series 
Exit Device Satin Stainless Steel Up to 120" 36" AV," 13%" to 2%" Yes 35GR65 . . sat 
Exit Device Satin Stainless Steel Upto 120" 48" 4%" 1%"to 2%" Yes ~—«35GROB Suitable for all doors where there Is no projection on the face. 
Exit Device Satin Stainless Steel Upto120" 48" AY" — 1%"'to2%' —No 35GR68 Can be sized down to fit the required width of the door and 
Exit Device __Satin Stainless Steel_ Upto 120" _36" ay“ toe" —No__—CSSGRGS used with a variety of exit device trims. Include sheet metal and 
, , va EGY. 
Exit Device Satin Stainless Steel Up to 120 48 4V, 134" to 2% No 35GR70 machine screws. 
Fits Stile For Door Fire Item 
Description Finish Door Height Door Width Width Thickness Rated No. ee ae : Item 
Rim, 2100 Series : _Description Finish Door Width _No. 
Exit Device Satin Stainless Steel__Up to 120’ 36" aye" 1%'to2%" Yes _35GR71 exit Devices sam 37158" ETUNT 
Exit Device Satin Stainless Steel Up to 120’ 48" 4%" 1¥%'to2V%s' Yes 35GR72 nace _ Amana ST UND 
Exit Device Satin Stainless Steel Up to 120" 36" 4 Ve 1%4"to2%" Yes  35GR73 Exit Trim 
Exit Device Satin Stainless Steel Up to 120" 48" 4¥ 1%" to2Vs" Yes 35GR74 Lever w/Lock Aluminum = 5TUN3 
Exit Device Satin Stainless Steel Up to 120" 48" 4" 1¥%4"to24%4" No 35GR76 Knob w/Lock Stainless Steel <= 5TUN4 
Exit Device Satin Stainless Steel Up to 120" 36" 4Y," 1%" to 2%" No 35GR77 Night Latch Pull w/Lock Aluminum 5TUNDS 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SECURITY 
Find the yy. Find Solutions. Find Great Prices. Exit Devices & Trim 


No. 18F574 









No. G6694 





























No. G6702 
SARGENT 
—_—__________,, 
ASSA ABLOY 
Sargent Exit Devices, Grade 1 
= For 1%4"-thick doors > CHOOSE: Mfr. Item 
Description Finish Model No. 
3828 SERIES 3828 Series Rim Exit Devices and Trim 
Nonhanded stvle. Stainless steel latchbolt, Exit Device, Exit Only, Rim, 3 ft. Lacquer 3828F EN 18F574 
4" th D y ina feat k the d Exit Device, Vertical Rod, 3 ft. Lacquer 3827F EN 18F575 
4 throw. Vogging teature keeps the door Exit Device Trim, Pull, Entrance by Thumbpiece Painted 28K-LL-26D  _18F576 
unlatched to allow traffic to enter and exit Exit Device Trim, Night Latch Painted 814HTB EN 18F577 
freely. 88 Series Multifunction Exit Device and Trim 
Exit Device, Exit Only, Rim, 3 ft. Dull Stainless Steel, Dull Brass 8888F G6693 
88 SERIES Storeroom Lever Trim, Night Latch, Right Hand Satin Chrome, 10B Dull 704 ETL RHRB G6694 
= 3-hr. fire rating Storeroom Lever Trim, Night Latch, Left Hand Satin Chrome, 10B Dull 704 ETL LHRB G6695 
. P . as Classroom Lever Trim, Right Hand Satin Chrome, 10B Dull 713-8 ETL RHRB G6696 
Designed for standard width stile applications Classroom Lever Trim, Left Hand Satin Chrome, 10B Dull 713-8ETLLHRB  _G6697 
on wood and metal doors. Nonhanded style. Passage Lever Trim, Right Hand Satin Chrome, 10B Dull 715-8ETLRHRB  G6698 
Stainless steel latchbolt, 34" throw. Passage Lever Trim, Left Hand Satin Chrome, 10B Dull 715-8ETLLHRB  _G6699 
87 Series Exit Devices and Trim 
87 SERIES Exit Device, Vertical Rod, No Outside Operation, Right Hand, 3 ft. Dull Stainless Steel, Dull Brass 8710F RHR G6701 
= 3-hr. fire rating Exit Device, Vertical Rod, No Outside Operation, Left Hand, 3 ft. Dull Stainless Steel, Dull Brass 8710F LHR G6700 
F . Exit Device, Vertical Rod, Passage Only, Right Hand, 3 ft. Dull Stainless Steel, Dull Brass 8715F LHR G6702 
Feature 2-pt. top and bottom latching with Exit Device, Vertical Rod, Passage Only, Left Hand, 3 ft. Dull Stainless Steel, Dull Brass 8715F RHR G6703 
adjustability through the center case. Standard Exit Device, Vertical Rod with Cylinder, Right Hand, 3 ft. Dull Stainless Steel, Dull Brass 8713F LHR G6704 
m latch i mopatible with most latch Exit Device, Vertical Rod with Cylinder, Left Hand, 3 ft. Dull Brass 8713F RHR G6705 
a th aa als Storeroom Lever Trim, Right Hand Satin Chrome, 10B Dull 706 ETL RHRB G6708 
rack tnresnolds. Storeroom Lever Trim, Left Hand Satin Chrome, 10B Dull 706ETLLHRB G6709 





FALCON. See 


Exit Devices, Grade 1 


= 19 Series devices fit doors 1%" thick up to 7-ft. high 
= 25 Series devices fit doors 13%" to 21/4" thick up to 7-ft. high 


For assisted living facilities, retail stores, churches, and other commercial buildings that have constant traffic. 


SATIN CHROME DARK BRONZE 
Mfr. Item Mfr. Item 
Description Model No. Model No. 
19 Series Exit Devices 
Exit Device, Rim, Long = = 
Exit Device, Surface Vertical Rod — = 
Exit Device Trim, Pull a 930NL SP313 3216 2RJ73 
Exit Device Trim, Lever, Dane Standard a 914KIL-KD SP313 2RJ72 
25 Series Exit Devices 
Exit Device, Exit Only, Rim = = 
Exit Device, Exit Only, Surface Vertical Rod — — 
Exit Device Trim, Pull Entrance by Thumbpiece 5121P SPato 5YFC2 
Exit Alarm = = 
Exit Device Trim, Pull, Entrance by Trim 512NL SP313 5YFA8 


Sign in to Grainger.com® to see YOUR Pricing and MORE 1995 


SECURITY 
Exit Devices & Door Alarms 


Scan. Order. Done. 
Details on page A1. 





= Backset: 5" 
= Door Thickness: 134" 





Description 
No. Passage 
19A987 Privacy 
Privacy 






| EMERGENCY EXIT ONLY 


PUSH HERE 
ALARM WILL SOUND 






Exit Devices, 
Grade 1 


= 100dB alarm 

Secure and durable panic and fire exit devices help control traffic, deters unau- 
thorized exits, and provides security while protecting property. Feature armed 
and disarmed field selectable status indicator. Mounting plate and strike locator 
system offer safety and security in a panic device that is easy to install. 


Item 


Series Door Width Lockdown Type _ For Door Thickness No. 
Rim Exit Device 
FV40 36" Less Dogging 134" to 24" 442ZV12 
V40 36" Cylinder Dogging 134" to 2%" 44ZV26 
Rim Exit Device with Alarm 
ECL-230 34" Cylinder Dogging 134" to 244" 44ZU92 
ECL-230 34" Cylinder Dogging 134" to 244" 44ZU97 
ECL-230 34" Cylinder Dogging 134" to 244" 44ZV03 
V40 36" Cylinder Dogging 13/4" 28YA70 
V40 36" Cylinder Dogging 13/4" 28YA72 
V40 48" Cylinder Dogging 134" 28YA74 
Service Verticle Rod Exit Device with Alarm 
V50 36" Cylinder Dogging 134" 28YA76 


i 


ALARM LOCK 





No. 1U109 1 





en Magnetic Exit 
= Door Alarms 
eel Help deter unauthorized use of 
EEE. | emergency doors by sounding 
No. 1U112 —— 


an alarm when door is opened. 
Alarm surface mounts on the 
interior side of the door, and 
magnetic contacts mount 
on the door frame. Alarms 
No. are reversible for right- and 

1ABN3 |eft-hand doors. For indoor 
use only; mounting hardware 
included. Key-controlled alarms 
require a mortise cylinder lock 
(sold separately). 





— 
— 
a 
oe 
sf a 
ne 





seca lism Standard—dave a low battery 

escription 0. F 

RISRRIUGERIETERS warning. No. 1U1 09 has an 

Standard Alarm amber strobe light for visual 

Key Controlled _ 1U112 identification. Nos. 1U112 

Key Controlled with Strobe 1U109 and 1U109 include a battery 

Slimline Alarm ; ; 

Key Controlled with Strobe THLC6 pack; No. 1ABN3 includes a 9V 

Key Controlled 1U108 battery. 

Keypad Controlled 6JD82 — 

Additional Keypad 6JD81 Slimline—Narrow design 

Accessuries ar keea Rik aua0d takes up less space. No. 6JD82 
ortise Cylinder, Keyed Alike i oat 

Mortise Cylinder, Keyed Different 1U120 mounts on inside of door and 

Replacement 6V Power Pack 1U106 has a programmable 6-digit 

bein keypad to arm and disarm 
andar arm : 

Key Controlled TABN3 the alarm; No. 6JD81 mounts 

Accessories on the outside. All include 9V 

Mortise Cylinder 1ABN5 battery. 
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Find even MORE on Grainger.com® 


Corbin 7 
Russwin 





Corbin Russwin® Push/Pull Paddle Tubular Locksets assaasioy 


Strong and durable for abusive environments with multiple mounting configurations to 
accommodate customized openings. Field configurable. Ideal for patient room, bathroom, 
and closet doors in healthcare environments. 


Mfr. Item 
Hand Finish Model No. 
NH Stainless Steel HP3010 630 19A986 
RH Stainless Steel HP3020 RH 630 19A987 
LH Stainless Steel HP3020 LH 630 19A988 
wil = 
@ no es oe 
4 No. 1U124 


pqyenatt 
vinaiea! 
Hii 


=, 





No. 1U111 





No. 1U122 


i 


ALARM LOCK 


Alarmed Exit Devices 


= 950B alarm 
= Include mounting hardware and battery. 


Applying pressure to the push bar retracts the latch from the strike plate and 
sounds alarm until reset with included key. Aluminum housings. Paddle- and 
bar-activated deadlatches, a low-battery indicator, and a deadlocking latch that 
resists tampering. Deadbolt extends 1" into strike plate. Nos. 1U111 and 1U036 
require a rim cylinder (sold separately). 


Item 

Description Finish No. 
Deadlatch, 32" Bar Aluminum 1U124 
Deadlatch, 32" Bar, Weatherproof Brushed Chrome 1YND5 
Deadlatch, 18" Paddle Aluminum 1U122 
Deadlatch, 18" Paddle, Weatherproof Brushed Chrome 1YND4 
Deadbolt Paddle, Right Chrome 1U111 
Deadbolt Paddle, Left Handed Chrome 1U036 
Rim Cylinder, Keyed Alike = 1U005 
Rim Cylinder, Keyed Different = 1U107 
Delayed Egress Panic Alarm Device Satin Aluminum 5MRX1 





A 

i 

a os 

os al 
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4 

Handle Paddle 
Deadlatch 5 peas 
ite 

Aluminum Door Hardware “ASSA ABLOY 


Deadlatches—A reverse key turn while the bolt is held retracts the latchbolt, 
allowing 2-way traffic. When latchbolt is extended, exit-only traffic is allowed. 
Compatible with any standard 1%2" mortise cylinder where an MS cam is 
installed. An auxiliary bolt helps prevent shimming. 


Deadlatch Handles and Paddles—Include an activator camdisc that mounts 
on the handle escutcheon and fits into the cylinder hole of the latch. 


SATIN 
ALUMINUM) DARK BRONZE 


> CHOOSE: Strike Item Item 

Description Hand Length (in.) No. No. 
Deadlatches, 4510 Series 
1 Ys" Backset RH or LHR, LH or RHR 243, 443 D1066 — 
1%" Backset LH or RHR, RH or LHR 243, 44% D1068 D1069 
1%" Backset LH or RHR, RH or LHR 243, 44/3 — D1067 
1%" Backset RH or LHR 47 _— D1069 
Deadlatch Handles and Paddles, 4500 Series 
Handle LH or LHR, RH or RHR — D1071 — 
Paddle LH, RH — D1072 D1074 
Handle LH, RH or LH — — D1073 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE”° SECURITY 
Find the wy. Find Solutions. Find Great Prices. Security Doors 





Door Frames 


e5-3/4" overall jamb depth with a 47" throat opening 
eShipped unassembled 


16-ga. cold-rolled steel frame has a 2" face and die-cut 
mitered corners. Prepped for 3 each of 4%" x 41%" x 
0.134" or 0.180" hinges and a 47" ASA universal strike 
and closer reinforcement. Identify door swing by stand- 
ing with door swinging forward; if the hinges are on the 
left, the model is a left-hand door. 


Door Selection Guide 


Frame Handing - Select the proper handing. Right Hand Reverse (RHR) - Hinges 
Right Hand (RH) - Hinges are on the right, are on the right, door is pulled away. 
door is pushed in. Left Hand Reverse (LHR) - Hinges are 
Left Hand (LH) - Hinges are on the left, door on the left, door is pulled away. 


Cylindical 
A. Measure from top of door 


4 


Door Designs: 
Dim. D 
Cylindrical Dim. D Dim. E 
Dim.A Dim.B  Dim.C Lock Lockset Door 
Top Middle Bottom From From Height 
Hinge (in.) Hinge (in.) Hinge (in.) Top (in.) Top (in.) (in.) 
Type 1 
6% 37% 68% 36'%6 34%6 80 
6% 39% 12% 40'%6 38Vi6 84 
Type 2 
4if, Dee 65% 38% 35% 80 
4% 37% 69% 425% 39% 84 
Type 3 
71% 37%6 67% 38/6 35%6 80 
7% 39%6 1% 42%/6 39%6 84 











E. Measure from inside edge 
of header to the floor to 
determine door height. 


Mone A 
ii to top of upper hinge. 
D. B. Measure from top of door 
to top of middle hinge. 
= C. Measure from top of door 
all Ned to top of bottom hinge. 
=) D. Measure from top of door 
to top of door edge cutout. 





Ec 
Steel Doors euler SECURALL? 


ASSA ABLOY : 
Steel face sheets are supported by kraft Quick-Mount Steel Doors | 
Stilo cee ef ee — 7 Constructed of corrosion-resistant, galvannealed 
SE ie eelelice 0 Mpa’ | steel. Prehung on 12 gauge, fully-welded subframes 


damage. Core has thermal insulation U-factor , : sie 

ies. that are ready to install into preexisting steel door 
of 0.41. se ce ml tails d frames. All doors include 3 ball bearing hinges, 
ee eee ah ik threshold, a door closer, a set of weatherstrip- 
closer reinforced with 3 each of 472° x 472" x Flush Vision | ping with door sweep, and preinstalled hardware. 
Clee ss 0.180 hinge Preparations. =e H-series and R-series include an exit device and a 
Door available with either a Government 161 lever trim with mortise cylinder. H-series includes a 


ae ae a 22" W x 30" H ov $4" H for 84" H dors) view Fight : 
if ; with ceramic glass. 
San a4 HI Grab nile ess unl) R-series includes a 4" W x 25" H view light with No. 239727 
ceramic glass. P-series are full flush doors. 
Note: Hinges, lockset, and closer are not included. ase Oneitis fioni ain 
>Please choose: Door Type: 1, 2,3 Flush Door Lock Type Hand Height Opening Width Material No. 









——— Design H Series, 45 Min Fire Rated Door 
> Please choose: Lock Type: Cylindrical, aarcour Half RHR 80" 36" 23Y712 
Mortise Lite Glass ail 80" 36 16 Gauge Steel 23Y713 
Push Bar RHR 84 36 23Y718 
Rim Exit LHR 84" 36" 23Y719 
SANINDOW (GLASS Device With RHR 80" 36" 23Y724 
FLUSH VISION LITE | NARROW LITE) HALFGLASS | NOT INCLUDED) Locking Trim LHR 80" 36" __48 gauge Steel —29¥/29 
Door Door |16GA.|18GA./16 GA.|18GA./16GA.|18GA.)16GA.|18GA. 16GA. | 18GA. RHR 84 36 23Y730 
Opening Opening Item | Item = Item | Item = Item | Item = Item | Item Item Item LHR 84" 36" 23Y731 
Width Height | No. No. No. No. No. No. No. No. No. No. P Series, 1 12 Hr. Fire Rated Door 
Doors Without Glass RHR 80" 36" 23Y708 
30" 80° | D3523 | D3543 | D3618 | D3627 | D3636 | D3645 | D3654 |D3663/  — — LHR 80" 36" 53Y709 
30" 84" | 03525 | D3545 | D3619 |D3628 | D3637 | D3646 | D3655 D3664/  — — BHA 84" 36° 16 Gauge Steel —pavaaq 
32" 80° | D3527 | D3547 | D3621 | D3629 03638 |D3647 D3656 |D3665)  — D3629 THR aa ae a3Y745 
32" 84" | D3529 | D3567 03622 |D3631 | D3639 |D3648 | D3657 |D3666;  — — Mortise stat a ae" var 
36" 80" | D3533 | D3569 D3623 /D3632 D3636 D3649 D3658 D3667,  — -- 
36-84" (3835. 367903624 03633 (03642 03651 ‘03659 03668 — = nil ae 38, 18 Gauge Steele aon 
48" 80" | D3537 | D3582 /D3625 (D3634 | D3643 D3652 D3661 D3669/  — — LHR 84" 36" 23Y727 


48" 84" | D3539 | D3584 | D3626 | D3635 D3644 | D3653 | D3662 | D3671 R Series, 1 12 Hr. Fire Rated Door 
Doors With Glass RHR 80" 36" 23Y710 


30 80 _ — | D38672 D3681 D3689 D3698 D3707 D3716 — — LHR 80" 36" 23Y711 
30" 84" — | — | D3673 | D3682 | D3691 | D3699 |D3708 (D3717;  — — Sean RHR BA" 36" 16 Gauge Steel —pay746 
a2 80" — | — _ |D3674 | D3683 | D3692 | D3701 (D3709 D3718| — = as Ln THe aa aH ava 7 
VA 84" — | — _ /|D3675 |D3684 | D3693 | D3702 /D3711 D3719)  — = ‘ ! aaa ana 30" - YTD 
36" 80" — | —_|D3676 |D3685 03694 | 03703 |D3712 D3721, — — caclin Tim 
36" 84" — | — |D3677 D3686 D3695 D3704 D3713 D3722,_ — = 9 LHR 80" 36” __1g Gauge Steel 234/28 
48" 80" — | — _ /|D3678 |D3687 | D3696 | D3705 |D3714 D3723| — — RHR 84 36 23Y728 
48" 84 — | — _ /|D3679 |D3688 | D3697 | D3706 |D3715 D3724, — — LHR 84" 36" 23Y729 
Steel Doors with Louvers [cecoDoor 
I, 
= 1%"-thick doors ASSA ABLOY 
Doors help to improve ventilation and heat transfer in and out of storage areas while maintaining privacy. Suitable for 
use in boiler rooms, cleaning closets, restrooms, and storage closets where heat or fumes can accumulate. 
12" x 12" 24" x 12" 24" x 24" 24" x 60" 
LOUVERS LOUVERS LOUVERS LOUVERS aaa 
Door Door Opening CHOOSE: > CHOOSE: Item Item Item Item 
Opening Width Height Door Type Lock Type No. No. No. No. 
36" 80" 1.23 Cylindrical, Mortise D2855 D2861 D2863 D2865 
36" 84" 1, 2,3 Cylindrical, Mortise D2856 D2862 D2864 D2866 
48" 80" 1.23 Cylindrical, Mortise D4276 D4278 D4281 D4283 
48" 84" 12,3 Cylindrical, Mortise D4277 D4279 D4282 D4284 
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SECURITY Scan. Order. Done. ? 
Security Doors Details on page Al. 





: EcecoD 
Fire-Rated Wood Doors ASSAABLON 


a 1%" thick 
= Shipped unfinished 


5-ply plain sliced red oak and rotary natural birch commercial mill doors come prepped with a 234" backset. 
Doors require a light sanding and finishing prior to installation. 


Note: Door hardware not included. 


| RED OAK WOOD ROTARY NATURAL BIRCH 
LEFT-HAND | RIGHT-HAND | LEFT-HAND | RIGHT-HAND 
| I 


Red Oak 














































































































30" Cylindrical | 2946 | 2948 2951 | 2953 
ylindrica | I ; | 2904 











































































































fCecoDoor 
Steel-Stiffened Doors sssasicy 


= 18-ga. steel 
= 1%"-thick doors 


Designed to take most abuse without failure. 22-ga. steel 
stiffeners are placed inside the door every 6" and welded 
every 5" along the length of the stiffener. Fiberglass insula- 
tion between the stiffeners helps deaden sound. Door top 
and bottom are sealed with a 16-ga. steel channel welded 
in place. Doors are handed; come with closer reinforcement. 





6-Panel Embossed = ccecopou, 


Steel Doors "ASSA ABLOY 


= 18-ga. A40 galvanized steel 

= 1%"-thick doors 

The durability of steel with the pleasing appearance 
of a wood door. Polystyrene insulated core is bonded 
to the interior of the steel skin. Doors have closer 
reinforcement. 















RIGHT- 
HAND > CHOOSE: > CHOOSE: Item 
Door Door Opening Item Door Opening Width Door Opening Height Frame Type  _—_—iLockType = =—=————s—s Now 
Opening Width Hea Fire Rating No ¢ : ind f 
od. 3 i (i‘;OCCM Pe) Cylindrical, Mortise D2917 





Dull 316 | Dull 304 | Diamond 







































































































































































































































































































































































































































































































































































































































Stainless | Stainless Tread Dull Bright 
Steel Steel Aluminum | Aluminum) Brass _ Dull Bronze 
Item ri Item Item Item Item 
H W Brand No. No. No. No. No. 
Armor Plates — ee a ee 
16" 34" Rockwood | 2RFW6 JE 2RGH8 | 2RGC9 
24" 34" Rockwood | 2RFU9 | — | 2RGG4 | 2RGA3 
34" 24" Rockwood | 2 es 
34" 34" Rockwood | | | 2RGD1 
34" 34” Rockwood | -_ - tL -__ 
34" 36" Rockwood | 2RFW8 — | . 2RGD2 
34" 42" Rockwood [aes = __ 2RGD3 
34" 42" GA E _, 
42" 34" Rockwood | _ 
Armor Plate See ee Plates 2 eee ao 
28" Rockwood | 2RFV2 | 2RCH9 | — 2RGA5 _ 
Kick Plate . 30" Rockwood | 2RFV8 | — | | __ 2RGC2 
8" 34" Rockwood | — | — | | — | 2RGC6 
Stretcher 8" 36" Rockwood | 2RFX2 | — | | 2RGJ4 | 2RGD5 
Rocawoop’ wW GRAINGER Plate 8' 40" Rockwood | - | | 5U653 | 2RGD8 
et 10" 28" Rockwood | 2RFV3 | | — | 2RGAG | 
ASSA ABLOY APPROVED Mop Plate 10' 30" Rockwood | 2RFV9 | 2RGH3 | 2RGC3 
Door Protection Plates 3 Roto —— 
10° 34” Rockwood | — —_ ae ae 
a0" 36" Rockwood | 2RFX3 — | 2RFz9 | 2RGJ5 | 2RGD6 
= Plates are 0.05" thick except Diamond- Tread 12" 28" Rockwood | 2RFV4 _2RFY1 | 2RGG8 | 2RGA7 
Aluminum are 0.075"; 6" and 8" widths are —e cr —Riockwood | 2 ~ RFR 2RFY7 | 2RGH4 | 2RGC4 
i, ean ce i" ockwood| — | — | _— _2RGH7 _ 2RGC8 
0.040"; 10" widths and above are 0.063 {2" 34" Rockwood | = | = | ORFZ2 
= Come with mounting holes and screws 12" 36" Rockwood | 2RFX4 =e ee aa ORG ORGD7 
Protect doors from scratches and dents caused by collisions from en aS ay ORGAA 
gurneys, carts, hand trucks, or heavy equipment. Choose a plate 2" 6" 30" Rockwood | | 2RGC1 
narrower than door. 6 34 Rockwood | 2RGCS 
No. 3HJF9 Ee No. 3HJF7 ROC(WOOD’ 
ie- Door Hardware Protectors aSSAABLDY 
1 : _sf — 2» Protect door hardware from damage caused by moving carts, gurneys, and hand trucks. 
: Center to Center to 
A Center Item Center Item 
- _ at tim Prot we tas —_ Length Hand  _—No. —_—_—_sLength_ ees Projection Length Hand No. 
No. 
No. 3HJG1 onJee 
1 8 
1998 GRAINGER. Find even MORE c on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SECURITY 
Weatherstripping & Seals 








No. G2325 


No. 2RRF1 


Wrepsycraincer 2 PEMKO 


APPROVED "ASSA ABLOY 


= Sold by the roll 


Apply to inside of door frame and around windows 
to seal gaps quickly. 


FIRE/SMOKE SEALS 
For use with wood fire doors rated for 90 min. 


Fire and Smoke Seals—use to help seal off both 
fire and smoke. 


Overall Overall > CHOOSE: 
Length Overall Width Height Color 
Adhesive Backed Fire and Smoke Seals 
Silicone Compression Bulb 
0 ft. YA" Ya" Black, White 
18 ft. Y," Ya" Dark Bronze 
300 ft. Y" Ya" Brown, Charcoal 
TPE Fin, For Use With Tight Doors 
4 ft. Yq" yp" Brown 
18 ft. Ae 23/64" Dark Bronze 
Adhesive Backed Fire Seals 
Graphite 
10 ft. Ae 3%" Graphite 
18 ft. Ae 3%" Gray 
21 ft Un Ya" Graphite 
Graphite with TPE Smoke Fin 
3 it. 4" yp" Brown 
Pitt. 34" Y," Brown 


Adhesive Backed Smoke Seals 
Silicone Compression Bulb 


18 ft. YA" Ya" Dark Bronze, White 
25 ft. Y," Ya" Dark Bronze, White 
204 ft. YA" Ya" Dark Bronze, White 
Silicone 
330 ft. Y," Ya" Black 
Silicone Triple Fins, For Use with Metal Doors 
17 ft. YA" Ye" Dark Bronze, White 
TPE Fin, Self-Adhesive 
3 ft “Ag “Ae Brown, Charcoal 
4 tt. Ae" Us Brown, Charcoal 
6 ft. Ae" Ae Brown, Charcoal 
7 ft. Ae" Us Brown, Charcoal 
8 ft. Ae Us Brown, Charcoal 
9 ft. 6" Us Brown, Charcoal 
Foam Seals 
Nitrile Sponge Rubber 
10 ft. 3" 6" Black, White 
10 ft. 3," Ae Black, White 
10 ft. 3" Us Black, White 
10 ft. YA" Ya" Black 
10 ft. YA" ve Black 
PVC 
10 ft. Y" ¥" Black 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





INGP BW 


Weatherstripping and Seals 






No. 3CEV8 


Fire Seals—Graphite material expands at high 
temperatures to seal gaps and help prevent the 
spread of fire. 


Smoke Seals—Help prevent smoke passage at 
temperatures up to 800°F. 


FOAM SEALS 


Nitrile Sponge Rubber—Highly compressible; can 
be used outdoors. 


No. 2RREG 





No. G2328 
- White 





No. G2328 - 
Dark Bronze 





Closed Cell—Use to fill larger gaps; can be used 
outdoors. 


Open Cell—Easy to compress; suitable for tight- 
fitting applications. 
Pile—Polypropylene material helps reduce rattling. 


EPDM RUBBER 

Durable rubber stays flexible in extremely hot and 
cold temperatures. Blocks out drafts and dust 
around doors and windows. 


Item Overall Overall > CHOOSE: Item 
Brand No. Length Overall Width Height Color Brand No. 
Nitrile Sponge Rubber 
10 ft. Y," V6" Black Frost King 43Y820 
GA G2324 10 ft. 4" Yq Black GA 2RRF2 
Pemko 2EVA6 PVC 
NGP G2325 10 ft. Ya" ¥e" Black GA 2RRF4 
Nitrile Sponge Rubber 
National Guard 3CEV9 10 ft. 3/4" V6" Black, White Frost King H3683 
Pemko 2EVA5 10 ft. 4" /e' Black, White Frost King H3685 
10 ft. 14," /e' Black, White Frost King H3959 
PVC Closed Cell Foam 
Pemko 3EGP6 17 ft. ¥" He" Gray GA 2RRE4 
Pemko 2EVA4 aie Y," Ya" Gray GA 2RRE5 
Pemko 3EGP7 10 ft. ya" Vy" Gray GA 2RRE6 
10 ft. 1%" ¥e" Black GA 5MFG7 
NGP 3CEV8 10 ft. I V4" Black GA 5MFG8 
NGP 3CEW1 Polyurethane Open Cell Foam 
17 tt. Y," YA" Gray GA 2RRE7 
17 ft. Y," Ye" Gray GA 2RRE8 
Pemko G2326 17 ft. ya" Yo" Gray GA 2RRE9 
Pemko G2327 Polypropylene Pile 
Pemko G2328 17 ft. Zi 732" Gray GA 2RRR8 
EPDM Rubber, Adhesive Backed, P Profile 
GA 5MFN2 17 ft. ¥e" 732" Brown GA G2338 
200 ft. ¥" _ Brown, Black GA G2339 
Pemko G2329 EPDM Rubber, Adhesive Backed, D Profile 
17 it. 2%" — White GA G2340 
National Guard G2330 17 ft. 2%" V6" Black GA G2340 
NGP G2331 200 ft. 2%" — White, Black GA G2341 
National Guard G2332 EPDM Rubber, Adhesive Backed, All Profile 
NGP G2333 10 ft. 19%" — Brown, White, Black GA G2342 
NGP G2334 200 ft. 1%9" Black GA G2343 
NGP G2335 EPDM Rubber, Adhesive Backed, V-Seal 
17 ft. 7" White Frost King 43Y829 
EPDM Rubber, Adhesive Backed, Cushion Ribbed 
Frost King H3681 10 ft. %e" V6" White, Gray Frost King H3960 
Frost King H3682 Nail/Tacked/Stapled 
Frost King H3684 17 ft. 3" Y16" Gray Frost King 43Y830 
GA 2RRF1 17 ft. 144" Ye" Gray Frost King 43Y831 
Frost King 43Y814 17 ft. Y = White, Brown Frost King H3961 
GA 2RRF3 
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SECURITY 
Weatherstripping & Sweeps 


Scan. Order. Done. 
Details on page A1. 





GRAINGER 
APPROVED 


—— 






Base-Mount 
Overhead Door Seals 


Mount to overhead door bottoms to seal gaps 

up to %4" between door and floor. Seals remain 
flexible to -20°F. No. 3CEX9 includes two 41%-ft. 
aluminum flanges and one 9-ft. long rubber insert. 


No. 3CEY1 includes four 41-ft. aluminum flanges 
and one 18-ft. long rubber insert. 


NATIONAL GUARD 
—— PRODUCTS —— 


Flat 
Insert 


Face-Mount 
Overhead Door Seals 


Mount to overhead doors and docks to help 
keep out dust and drafts. Neoprene inserts. 


Aluminum Flange 





Flat Insert—Mount on bottom or edge of 
door. Seals require min. %" space between 





Looped door and floor. moneangs 
Insert L Flange Flange Insert Insert Item 
Looped Insert—Mount on bottom of door. (ft.) Width (in.) Height(in.) Size Material Includes No. 
Aluminum Flange 
L Flange Flange Projection Mfr. Item (2) 4 % Ft Metal Flanges, 9 Ft Long 
(ft.) Height(in.) Material _Insert Size (in.) Model No. 9 1% i) ¥4" TPE Rubber eoprene Insert, and #6x%4In 3CEX9 
Neoprene Flat Insert Stainless Steel Sheet Metal Screws 
6 x Steel 14" WA 19/7NA-6 3HRV3 (4) 4 % Ft Metal Flanges, 18 Ft Long 
8 yi Steel 1%" Ya 19/7NA-8 SHRV4 18 1% 4 Ys" TPERubber Neoprene Insert, and#6x%In 3CEY1 
10 2 Steel 1 W 19/NA-10 3HRV5 Stainless Steel Sheet Metal Screws 
12 % Steel 1%" 2. 19/NA-12 3HRV6 No Flange 
Neoprene Looped Insert 9 Z 1 1%" TPE Rubber (18) 1" Nails, (1) Black Plastic Cap 2RRT9 
10 1% Aluminum 1%" 1% 81369N-10 SHRV/ 16 2 1 1%" TPE Rubber (36) 1" Nails, 1" Black Plastic Cap 2RRU1 
15 1% Aluminum 1%" 1% 81369N-15 3HRV8 100 2 1 1%" TPE Rubber 2RRU2 
* GRAINGER 
Door Sweeps eee 


and remain flexible in cold 





A. No. 2RRG3 





A. No. 2RRG5 





No. 44ZZ69 


2000 
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Fill the gap below the door and 
help keep out drafts, light, dust, 
and weather. Mounting holes 
included. For inside or outside 
applications on residential and 
commercial doors. 


A. Single-Fin—Seal door and 
threshold gaps up to %4". Neoprene 
and EPDM material resist weather 


temperatures. 


B. Triple-Fin—Multiple layers 
provide a positive seal for uneven 
floors. Seal gaps up to %". 


C. Nylon Brush Insert—Fibers 
fill gaps and sweep dirt, insects, 
and snow away from door. Oak 

flange can be painted or stained. 





D. Reinforced Neoprene Insert, 
Looped—Create dead air space 
to insulate against drafts and hold 
sweep tightly against floor. 


E. Drip Cap—Divert rain and 
debris away from door. 


F. Spring-Loaded Door 
Bottom—Spring lowers door 
sweep automatically when door is 
closed. For use on swing-in doors. 


A. No. 3EGP9 
3-FT. LENGTH | 4-FT. LENGTH 
Flange Item Item 
Key Material Flange Height (in.) Insert Size Projection (in.) No. No. 
Single-Fin, Vinyl Insert 
A Aluminum V4 Ze i) —_ 3EGU3 
A Aluminum 116 13%39" 2) 2RRG3 2RRG4 
Single-Fin, Neoprene Insert 
A Anodized Aluminum 1% Ae. 2 3EGP9 3EGR1 
= A Anodized Aluminum 1 2 4 5MUK1 5MUK2 
[= - = A Dark Bronze Aluminum 1% Ae. Va 3EGR2 3EGR3 
A Dark Bronze Aluminum 1 2" ¥~ OMUK3 oMUK4 
A Stainless Steel 1% Ae. Ve 3EGT5 3EGT6 
B. Single-Fin, EPDM Rubber Insert 
A Aluminum 116 1%6 "964 2RRGS * 2RRG6 * 
A Dark Brown Aluminum 16 '9%6q" '%6q 2RRG/ * 2RRG8 * 
Triple-Fin, Vinyl Insert 
B Aluminum 23/39 Ze 1364 1V2ZT1 _— 
B White Aluminum 23/39 Ye" 1364 1VZT2 — 
B Hardwood 1% 1" V4 2RRH1 — 
B Bronze 23/39 Ze "Seq 1VZT3 _— 
Nylon Brush Insert 
C Anodized Aluminum a Se" 2) 3EGR6 3EGR7 
C Dark Bronze Aluminum a Se" 2) 3EGT/ 3EGT8 
C Anodized Aluminum 4 Se" 2 3EGT1 3EGT2 
C Unfinished Oak Wood 1 V6" ¥ 3EGT4 _ 
C Unfinished Oak Wood Me ¥~ 3EGT3 _ 
C Aluminum % Ac. V6 _ 2RRH3* 
C Bronze % As V6 _ 2RRHD * 
Reinforced Neoprene Insert, Looped 
D Anodized Aluminum Ya 1" 7, 3HRH8 3HRH9 
Drip Cap, Vinyl Insert 
E Aluminum 1% 11%4" % 2RRH6 * 2RRH7 * 
Drip Cap, Nylon Brush Insert 
E Aluminum 1% As. V6 _ 3EGR5 
E Bronze 1% V6 "Sq 2RRH9 _ 
Spring-Loaded Door Bottom, Vinyl Insert 
n F Aluminum 1% Ze V9 2RRJ1 _ 
7-FT. LENGTH 8-FT. LENGTH 
» Flange Flange Item Item 
| a a Key Material Height (in.) Insert Size Projection (in.) No. No. 
J wm, — 
a ee Nylon Brush Insert, Looped — 
_ C Anodized Aluminum a %e' 4 3EGR8 3EGR9 
F Rubber Insert, Looped 
. D Anodized Aluminum Va 1" V4 3HRJ1 3HRJ2 
* UL Classified. 
: 3 ft. 4 ft. 
LENGTH | LENGTH 
Insert Flange Item Item 
enicts— Size Height Projection No. No. 
Single Fin Neoprene 
Door Sweeps Vc 1vs'—SSs 6’ | 442769 | 45AAG8 
ya" 1¥e Yq" 45AD19 | 45AE23 
No. 45AA15 & ~ Keep out drafts, dust and debris from below Single Fi Vinyl 7i6__| ASAD72 | 45AC46 
doors. Anodized aluminum construction. y;' 1%" Va 45AA15 | 45AD78 


GRAINGER. 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” SECURITY 

















Find the yf. Find Solutions. Find Great Prices. Weatherstripping & Seals 
Max. | 7-FT. | 8-FT. 
Flange Insert Flange Door LENGTH LENGTH 
* pet ate Projection Thickness Gap 
ylon Brush Insert 
GRAINGER Anodized Aluminum Flange 
APPROVED if Ae i Yea" 7" | 2RRP3 — 
. 7 Ae Yj Yea" i — 2RRP4 
Double Door Weatherstripping scsi ricge —° ——° —“ 
Aluminum Flange 
7 Vi" Sea" Al — 
Seals the space between wood _ Solid Metal Flat me meet ig cm dililie 
and metal double doors. Astragal—Mounts to Anodized Aluminum Flange vo "| MULT 1-5 MUL 
16 8 16 16 4 
Nylon Brush Insert—Mesh stationary door. Covers Dark Bronze Aluminum Flange No. 3HRG1 
: gap between double TA 6" Fe Ae Ae Y" | 5MUL3 | 5MUL4 : 
the insert together to seal a d Pile Insert 
gap. Ors. Anodized Aluminum Flange 5 ; 
: Ae Vj Ae 1%" %e' | 3HRG1 | 3HRG2 
Magnetic Insert— solid Metal Flat Astragal anne as 
EPDM Insert—Overlaps to seal Gale cat eWeek Primed-Finish Steel 
the gap. Sold in sets of 2 strips. g Pp py — Ai Ai | 3HRH2 | 3HRH3 
; 80" to 96" doors Primed-Aluminum No. 2RRR5 
Pile Insert—Spring-loaded with a magnet and ” 2 sc Gea % = ye = 2RRRS a 
: : : agnetic inser i“ 
polypropylene insert adjusts in detaches when door Anodized Aluminum » 
Ye" increments for proper fit. opens. 2Vs" VA ie" Fos Ye" | SMUK7 | 5MUK8 
Flange Insert Flange _ Insert Flange > CHOOSE: Overall Item 
slays Flexible to Material Color Height Size Projection Thickness Length No. 
eoprene 
-20° to 200°F Aluminum Black ye A He" He 3 ft., 4 ft., 7 ft, 8 ft. J5646 
-20° to 200°F _ Stainless Steel Black Va Ya" Ve. ¥30" OL. 4 th, ¢ 1h, Oty J5647 sn 
-20° to 200°F Aluminum Black we i" 6" Yap" 3 tt, 4 t., 7 Tt, Ott. J5648 No. J5650 
4 Pa to 200°F _—_ Stainless Steel Black Va" Ye" Ve. V0" / Th, 0 Tt J5649 
ylon 
-70° to 425°F Aluminum Gray Ae A x Ye 3 ft. 4 ft., 7 ft, 8 ft. J5650 No. J5646 
10 to ieee pamioutn ; Gray : a ba he’ 3 ft., 4 ft., 7 ft, 8 ft. J5651 
-/0° to 425° uminum ray, Blac 4" Ye 4" Vie. 9 it., 7 tt, 8 ft. J5652 = 
Silicone Adjustable ie 2] 
Mu : Aum mila Fa fe ys Ye" 7 tt., 4 ff. J5/16 D F 
= i uminum ac Ais e Ae ¥2" 3 tt., 4 tt., 1 tt, Cit. J5653 NATIONAL GUARD 
-100°F Aluminum Gray Ai Ae Ae Ye 3 ft., 4 ft. 7 ft, 8 ft. J5654 oor Frame rene — 
é i : ; Aft. x7 ft, 6 ft. x7 ft, 8 ft. x H H 
: aE F Aluminum Black = e's Ag Ag A es Weatherstripping 
iny : ; 
0° to 140°F Aluminum Gray 7 A vi Ve 37,4 tL, 7 ft, oft. J5655 Adjustable door frame weatherstrip creates an 
0° to 140°F Aluminum ray Va" Ve VA" Ve 7 ft, 8 ft. J5656 interior i 
0° to 140°F Aluminum Gray Ae Ae Ae Ae 3 ft. x7 ft., 6 ft.x7 ft, 7 ft. _ J5657 erlor sound seal on doors that do not sit plumb 
0° to 140°F Aluminum Gray vir ve Ae Vi 37,41, 6 ft, 7 tL J5658 and square. Use with wood fire doors rated for 90 
0° to 140°F Aluminum Gray Ya" Ae. Ae. Ya 3 ft., 4 ft., 6 ft, 7 ft. J9659_ ~=min. and metal fire doors rated for 3 hr. 
- = * GRAINGER 
Door Frame Weatherstripping APPROVED 
Mounts on top and sides of door frame to seal gaps. = Flexible Nylon Brush—Dense fibers fill | Kerf—Conforms to irregular surfaces to 
Hollow Bulb Inserts—Compress easily, stay flex- gaps and help keep out insects. ie a baila oe door 
ible in extremely low temperatures. Magnetic—fFlexible, vinyl-covered e 
magnet seals against metal doors. Adjustable—Creates an interior sound seal 


Sponge Insert—Material provides a dense, abra- 
sion-resistant seal. Corrosion-Resistant—Stainless steel 
flange holds up to harsh weather. 


on doors that do not sit plumb and square. 
Use with wood fire doors rated for 90 min. 
and metal fire doors rated for 3 hr. 











Overall Insert Flange Flange Insert Item Overall Insert Flange Flange Insert Item 
Length Flange Finish Color Height Thickness Size Projection No. Length Flange Finish Color Height Thickness Size Projection No. 
Adjustable, Neoprene w/Aluminum Flange Hollow Bulb, Silicone w/Anodized Aluminum Flange No. 3EGY1 
3 Aluminum Black oMUH1 4 tt. Clear Black 3EGV9 
4 tt. Aluminum Black 44 Yo" Vs" yp" 5MUH2 “it. Clear pack i, 6a" Ve Ae 3EGW2 
6 fi. Dark Bronze _ Black ' : ‘ : 5MUH7 8 fi. Clear Black 3EGW3 
aie Aluminum Black 5MUH4 Hollow Bulb, Sponge Silicone w/Anodized Aluminum Flange 
Corrosion Resistant, Neoprene w/Stainless Steel Flange 3 ft. Clear Black 3EGW9 
3 ft. Brushed Stainless Black 3HRV9 4 tt. Clear Black yp" rg" Ys" Yj" 3EGX1 
4 ft. Brushed Stainless Black 4 sm Vip! vp" y,  _3HRW1 7 ft. Clear Black : . : : 3EGX3 
7ft. Brushed Stainless Black ‘ 7 ; : 3HRW3 8 fi. Clear Black 3EGX4 
8 ft. Brushed Stainless Black 3HRW4 Hollow Bulb, Vinyl w/Unfinished Aluminum Flange 
Flexible Nylon Brush, Nylon Brush w/Anodized Aluminum Flange 3 ft. Clear Gray 3EGX5 
3 it. Aluminum Gray oMKNo 4 ft. Clear Gray Yo" ag yj! yj" 3EGX6 
3 ft Dark Bronze _ Black 5MKN9 7 ft. Clear Gray : ‘i ? : 3EGX8 
4 tt. Aluminum Gray oOMKN6 8 tt. Clear Gray 3EGX9 
4 ft. Dark Bronze Black yp! ig" 16" 6" OMKPO Kerf, Folyurethane Foam 
6 ft. Aluminum Gray ‘ ” . ~ 5MKN7 7 White yy. Vj! yp" 176 —2RRT3 
6 ft Dark Bronze _ Black 5MKP1 81" Brown” : : ‘© 2RRT4 
7 tt Aluminum Gray OMKN8 Kerf, TPR Vinyl Magnetic 
7 ft. Dark Bronze Black 5MKP2 Mill Brown 5/p" yj" yy" yg" 2RRP2 + 
Flexible Nylon Brush, Nylon w/Anodized Aluminum Flange 16% tt Mill Beige : : ; : 2RRP1 + 
3 ft. Clear Gray 3EGY6 Magnetic w/Anodized Aluminum Flange 
3 ft Dark Bronze Black 3EGZ2 oft. Clear Black 3EGZ7 
4 ft. Clear Gray The" Vag" 5a" Yoo" 3EGY7 3 Tt. Dark Bronze Black 3SEHA2 
4 ft. Dark Bronze Black “"® 7 : = 3EGZ3 4 ft. Clear Black 4 yy Ve! 5! 5p 3EGZ8 No. 3EGY6 
7 ft. Dark Bronze _ Black 3EGZ5 4 tt. Dark Bronze _ Black : is v . 3EHA3 
8 tt. Dark Bronze Black 3EGZ6 7 ft. Dark Bronze Black 3EHAS 
Hollow Bulb, Neoprene w/Anodized Aluminum Flange 8 ft. Dark Bronze Black 3EHA6 
: is x Clear Es Re 4" Ae V6" hie sponge, rovyurethane roam ae’amipum Flange - 
uminum ac 1/4" 17," 37,0! 17," 4) 17 ft. owder Coate rown n n ' RT2 T 
34. Dark Bronze Black |” “4 M6 ‘i’ 5MKP7 17 ft. Mill White '% 7% i‘ % ~— ~ORRT1 + 
4 tt Clear Black Re %64" Ve V6" 3EGW5 Sponge, Sponge Neoprene w/Anodized Aluminum Flange 
: is fuminum ETS ahi : is zea Hees SEGY1 
ark Bronze ac 1/5" 17," 3/, ai 1," 4) ear ac n 1 37, 11/0 S3EGY2 
6 ft Aluminum Black!” ‘ a ’ SMKP5 7 tt. Clear Black | a ‘8 ~3EGY4 
6 ft Dark Bronze Black oMKP9 8 tt. Clear Black 3EGY5 
7 tt Clear Black Ua Yo" Ve V6" 3EGW7 Vinyl w/Unfinished Aluminum Flange 
7 ft Aluminum Black 7” ‘vn aT vn 5MKP6 7 ft. — Gray Re Ae" Y32" Y32" 1VZR8 fT 
1% Va 6 Va 
7 tt Dark Bronze Black oMKRO No. 3EGZ7 
Clear Black 7" Jee’ SSCs’ «SEG 





* Set includes two 84" side strips and one 72" top strip. t Set includes two 84" side strips and one 36" top strip. # Set includes two 82" side door strips and one 36" top door strip. 
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SECURITY 
Saddles & Thresholds 


Scan. Order. Done. 
Details on page A1. 























Saddles and Door Thresholds * 


= Additional thresholds available on Grainger.com® 
Fill and cover gaps under doors. 





GRAINGER 
APPROVED 


No. SMUNG 3-FT. LENGTH | 4-FT. LENGTH | 6-FT. LENGTH 
Item Item Item 
Finish W H No. No. No. 
Aluminum 6" Y," 2RRL3 3HRP4 2RRL4 
Aluminum 6" V4" 5MFJ4 — 5MFJ5 
Aluminum tC Y," 3HRP6 3HRP7 3HRP8 
Nlonskid Alum "3" ys BHRT3--¢ | SHRT SHR 
onskid Aluminum 5" Yo" 4 
No. 5EPD7 i 5" YW" —-* — 2RRL1 
Surface Mount Threshold 
Aluminum 13" Ve" 5MFH7 — — 
3-FT. LENGTH | 4-FT. LENGTH | 6-FT. LENGTH Vinyl Insert Thresholds 
Item Item Item Aluminum 3" Va" 1VZR4 ~* — — 
Finish W H No. No. No. Panic Exit Thresholds 
Saddles—Plain Top Aluminum Y," 3HRT8 3HRU1 3HRU2 
Aluminum 2¥2" Ya" 2ZRRK/7 ~* 3HRN1 3HRN2 Solid Vinyl! Thresholds 
Aluminum Mill 3" V4" 5MUN3 5MUN4 5MUN5 Matte 6 23/39" 5EPD7 — — 
Dark Bronze 3. VA" SMUN6 5SMUN7 SMUNS8 Door Bumper Thresholds 
Saddles—Fluted Top Aluminum 3-1/6" Se" 2RRL7 * — — 
Aluminum 4" yp" 3HRN3 3HRN4 3HRN5 Aluminum a Y," — 3HRU4 
Aluminum 4" yp" 1VZR2 tf — 2RRK8 Aluminum Mill ci i: 5MUM1 5MUM2 5MUM3 
Aluminum 4" V4" 3HRP9 3HRR1 3HRR2 Aluminum Mill i ZB 5MUM7 5MUM8 5MUM9 
Aluminum a Vp" 1VZR3_ ot 3HRP1 2RRL2 Offset Thresholds 
Aluminum a: Ya" 3HRNG6 3HRN7 3HRN8 Aluminum Mill bY," Y," 5MUNSI 5MUPO 5MUP1 
Aluminum a V4" 2RRK9_ it — — Dark Bronze bY," VY," 5MUP2 5MUP3 5MUP4 
* Not UL Classified. t Heavy-duty aluminum. 
by Saddles and Door 3 ft. LENGTH | 4 ft. LENGTH | 6 ft. LENGTH 
ie Item Item Item 
W H No. No. No. 
Th resholds NATIONAL GUARD 5" Ya 45AE53 45AC60 442780 
a yp" 45AC27 447227 45AD39 
No. : Features fluted top to fill and cover gaps 6 ye Aone ee A5AC82 
45AA54 j j 4 
under doors. Aluminum construction. r vA 447750 A5AC39 A5ACBO 
10" YQ" 447265 45AC30 45AD23 





a 


Standard, Steel 





european-type hinge. 
Screwdriver-operated 
cam latch. 


INSULATED, 
ALUMINUM 


16-ga., corrosion-resis- 


MEDIUM SECURITY 


14-ga. steel with baked- 
on paintable prime coat. 
Continuous piano hinge 

and key-operated cylin- 

der lock. 


are UV stabilized for exte- 
rior use. No. 5YM02 has 
punch-outs for electric 
and plumbing. 


STANDARD 
Steel—16-ga. steel door 


with pin hinge (continu- 
ous piano hinge for 
Nos. 2VE87 and 2VE88). 
Screwdriver-operated 
cam latch. 


Stainless Steel— 


Plastic No. 1UEX1 = tant aluminum doorand PLASTIC with flush-mount doors  C0!osion-resistant door 
— a No. 5YMO02 We | : 7 and frame 
ro * frame. Feature 1"-thick High-impact, noncor- . 
Drywall esas and gasket rosive ABS plastic doors Door Dim. Rough Opening tem 
No. 2VE72 around perimeter. : 0. 
Hidden Flange 
Door Dim. Rough Opening Item Screwdriver Operated Cam Latch 
Access Doors W H No. BB BiB" T6209 
Acoustical For Drywall Val 12: 1244" 124" 16M210 
Conceal wall openings latching tool or ring Hex Head Cam Latch - 3 16220 cs ch ia 1a ToM2T1 
: TT 4 4 /y" (y" 
with a secure cover that operated slam latch. 2 +9" +5" 197/;" 151" 4 6M294 18" 18 18V;" 18074" 4 6M913 
can be finished to match _— mineral wool insulation a 24 24" 24/4" 24V4"  16M222 24" 24" 24 V4" 24ys" 161214 
wall color. for a 2-hr. fire barrier (a) Meaets tinier Ure ant Rey 
ACOUSTICAL and1%-hr., Blabel. Fire _—8'to9%" 8to9% 8"to9% B8"to9%"  20TL31 8" 8" 855" 855" 2VE89 
FOR DRYWALL §———atngot Ven inwals, By EMIS pegs hee ae 
Bi rit et et Ys" 7 
, 3 hr. in noncombustible 14" ts 15% 14" a 15% 14" fp 1573 14" 3 1575 20TL34 7 e 1898 1898 YES? 
16-ga. steel door with ceilinas and 1 hr. in Screwdriver Operated Cam Latch and (4) Magnets 24" 24° 245," 245," 2VE93 
continuous piano hinge. Qs é Ms 6'to7% 6'to7% G6'to7% G'to7%  20TL35 36" 36" 3614" 3674" 2VE94 
combustible ceilings. 8'to9%" 8"to9%" s"to9%" 8s"io09%"  20TL36 Medium Security, Flush 
Allen hex head operated 10" to 11%" 10" to 1114" 10" to Th 19 io i fe z0T1 37 Key. Operated Cylinder Cam Latch 
ward-Swinginq— 12" to 1314" 12" to 134" 12" to 131%" 12" to 13%" 12" iA TUEV7 
cam latch Up ard Swinging 14° to 1514" 14" to 1514" 14" to 15%" 14" to 151%" 20TL39 1. 18 16%" 16%" TUEV8 
ADJUSTABLE ele only. eal Drywall aes 18 18! 8 rz j BY TUEV9 
ire rated insulate crewdriver Operated Cam Latc 24" D4" DAA" 94 if" TUEX2 
20-ga. steel door. ite 8" 8" 8%" 85%" 2VE75 Plastic 
g del but th | 
Adiustable by 11" model Dut the pane iba 17 12%" 19%" E72 Snap Friction Catch 
Justable Dy | 72 swings up and shuts 16" 16 1672" 16" 16207 6" g’ 6 9%" 5YMO02 
in height and width. d b frail 18" 18" 1854" 1854" 2VE73 14" 14" 1495" 1435" 5YM03 
Maaneiic latchi own Dy way OF gravity 24" 24" 243" 24%" 2VE74 14 59! 1454" 0994" VERA 
agneuc latcning instead of springs. Fire-Rated, Insulated, Standard Standard, Stainless Steel 
mechanism. Self-Latching Tool Key and Ring Operated Slam Latch Screwdriver Operated Cam Latch 
FIRE-RATED, 8" 8" BY," By;" 16205 10" its a TO%" 2VE82 
—— UNINSULATED 161 Te SE — pnt 
j : : 4" 4" tandard, Steel 
16-ga. door and frame § STANDARD f 8 u a ; Bre u a ais Key Operated Cylinder Cam Latch = . 
with drywall corner bead ~—46-ga. steel door for 59" 36" 509%" 3694" 2VE77 1 1 av EW 
flange. Flush mounted vertical fire-rated _ 24! 24" 24y" 244" 16M1206 16" 16 16%" 16%" TUEW9* 
Fire-Rated, Insulated, Upward-Swinging 18" 18" 18%" 18%" 16M208 ~* 
ra eaten pin surface only where Hex Head Slam Latch Outside and Self-Latching 04" 04 243%" D454" 1UEX1 
inge. Screwdriver oper- _ R ted Slam Latch | i t Latch 
ee cam latch Per temperature rise protec- rg porate eaten ye 30¥e——2VETB ee eve BYLB2 
tion IS not required. Fire 22: 36" D232" 36%" 2VE79 Vs 15 ee oe ava 
1 f 34" 24" D475" 249, 2VE80 A A 5YL94 
FIRE-RATED, rating of 172 hr. B-Label Fire-Rated, Uninsulated, Standard 14" 14" 14%" 14%" 5YL95 
INSULATED, STANDARD for 2-hr. rated walls. Self-Latching Teal Key and Ring Operated Slam Latch 16 i 6 eye 1 614 SL 96 
" é 4" 4" 5 i : 8" 3" 
16-ga. steel frame and HIDDEN FLANGE 12" 12" 12 V5 12;' 16216 18" 18 1844 1835" 2VE85 
90-aa. steel door with , 16" 16" 1674" 16" 6M217 18" 24" 1834" 2495" 2VE86 
0-ga. steel doo 16-ga. exclusive steel 18" 13" 18% 18v;"  16M218 24" oA" LA D4V;" 597 
automatic panel closer = gor. Flush mount with Og 04" DAV" 244" 16M219 oA" 36" D435" 3655" 2VEB7 
and inside release. Self * Includes cylinder lock and key. 36" 36 3674" 3674" 2VE88 
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GRAINGER CHOICE° SECURITY 
Find the yf. Find Solutions. Find Great Prices. Door Holders 








* GRAINGER 
APPROVED 


No. 4JG44 
































going, 
Finish LH Brand No any, 
inis ran 0. ty. 
MASTER CASTER Gray 4%" 1%" Master 4JG43 2 
Gray 6" ‘1!%e" GA 1XNN8 1 
Rubber Door 204.1%: GA 1RCU4 1 
Brown 5%" 1%" GA TXNN7 1 
Wed es Brown 63%" 2°  GiantFoot 8CD16 1 . 
g ange or 7 slant Foot ae = 
‘ W : 4" m 
Slide under door to Safety os a ; a 7 ; D. 
hold it in open position. _Yellow_ °” No. 33J788 = 
= No. 
_ Automatic Door Holders 33818 GRAINGER 
Ii WI 4 | Push door open until holder and strike engage. APPROVED 
* GRAINGER ROCQWOOD" : y. S) Holder Base Strike Base | 
f 4 tem 
ARFROVED: ‘BSS ABLOY ) ‘fh No Key Finish H W Proj. H W Proj. No. 
L /D D ; : Wall-Mount 
ever/Drop-vown Ww wy SHHU2 A Stainless Steel 154" 27%! 1H 154 1H 15" BEHX2 
Style Door Holders ixnxs 1x0 ¢ Satin Chr a. 2 930787 
atin Chrome 9" 4" 8" : : : 
Papert Taner D Satin Chrome 3 3 2 3" rh 3° 33788 
Keep holder in raised position for normal door operation; lower _ weet Brass. 2% 2/2 248 2 3 3/4 SHHVS 
holder to hold door in an open position. No. 33/797 is a replacement FE Satin Chrome WA 3" 5 A ay," TV" 33J818 
bumper for Nos. 33J791 through 33J799. E ___Satin Bronze 372. 3 2 4% 24 TA 33J789 
Item 
Finish Material Projection Brand No. 2? 
Chrome Zinc 4 GA 1XNK8 we Be "WwW Zs 
Satin Chrome Solid Brass 378" GA 33791 Lee * rome 
Satin Chrome Brass ry GA 5U618 _ yp ia i) 
Satin Chrome Solid Brass Axe" GA 33793 A E 
Bright Brass Brass 4" GA 4JG77 N : B B . 
Brass Zinc 5" GA 1RCP8 a. _ , ; No. 3EHW6 
Polished Brass Solid Brass 354" GA 333792 3EHX4 No. 1XNP7 No. 1XNP4 
Polished Brass Cast Zinc 4" GA 333799 
Polished Brass Solid Brass Aye GA 33J796 D. 
Satin Brass Solid Brass a8 GA 33/794 A. \@ A. scenes 
Copper Cast Zinc 4" GA 33J/98 No. 3EHX4 — : 
Painted Zinc 4’ GA 1XNK7 Cc 
satin Gi Cant Bos 3% Rockood ~~ 3HHUD No. 3EHX5 
atin Chrome ast Brass 8. ockwoo 7 Oo. 
Satin Chrome Cast Brass 4575 Rockwood  3HHU4 Magnetic Door Holders * GRAINGER 
Polished Brass Cast Zinc 4 Rockwood SHHV1 ae APPROVED 
Door holders contain a magnet, eliminating the need to bend 
down to fasten or release the door. 
=) 
Holder Strike Magnetic Item 
<= No Key Finish Base Dia. Proj. Proj. Strength No. 
No. 3HJL2 = ‘ Wall-Mount 
v: << 3HJLG A __ Stainless Steel 24 yr" Ya 23.6 Ib. 3EHX4 
= B Chrome 134" ch ye" 15.4 |b. 1XNP7 
“ ROCCWOOD B Satin Nickel 1" yf a 15.4 Ib. TXNP5 
P ih cl P il B ———! B Brass 134" x" 3" 15.4 Ib. 1XNP8 
usn an u ars ASSA ABLOY B Antique Bronze Ea 5A 3" 15.4 Ib. 1XNP4 
: er Wall- and Floor-Mount 
= Fit doors 134" thick or less C Stainless Steel 17' 17 a Ib. SEHXS 
C Stainless Steel Z 3" 4" A |b. 
= Include hardware | D Plastic 197 a 3 154 |b. 33783 
Designed to fit together. Heavy-duty models are solid metal; stan- D Plastic 2%52' "he 3" 26.4 Ib. SEHF/ 
dard-duty are 0.065"-thick wall tubing. Models with antimicrobial 4 pawn oie “of : 13 ——ar are 
ae g. E Nylon 1% Ya" 7 19.8 Ib. 3EHW6 
finish hinder growth of mold and bacteria. E Nylon 1” as us 19.8 Ib. SEHW?/ 
SATIN {POLISHED | BRONZE 
Item Item Item — 
Description No. No. No. = y 
Heavy-Duty ; e 
Offset Pull Handle, Antimicrobial, 3HJL3 _ _ I = - 
Heavy-Duty, 90 Degrees Offset , 9" a 5 . wie 
Offset Pull Handle, Antimicrobial, 3HJK8 _ 3 qu . » | = 3 - 
Heavy-Duty, 90 Degrees Offset , 10" = 4 > “imi; — 
Push Bar, Antimicrobial, 33" SHJL7 _ _ 
Offset Pull Handle, 9° 3HJL2 | 3HJK9  3HJL1 A. B. C. D. D. 
Offset Pull Handle, 10° 3HJK7 3HJK5 3HJK6 No. 3EHWS8 No. 3HHT5 No. 3EHX1 No. 5U616 No. 3HHT8 
gush Bar, 33. 3HJL6 3HJL4 3HJL5 
tandard-Duty 
Offset Pull Handle, 9° 3HINT | 3HJN2 = Hook-Style Door Holders * GRAINGER 
Offset Pull Handle, 10" SHJL8 SHJLI — . Voa APPROVED 
Push Bar, 33" 3HIJN3 3HING — Latch the hook to hold door in an open position. 
G 7 ' a 
° = Ke Finish Base Dia. rojection 0. 
W paprycRainceR ROCWwooD a= | Wall-Mount , 
APPROVED ASSA ABLOY oll gall _ A Stainless Steel Z — 2Vo" 3EHWS 
nef A Stainless Steel a — 378 S3EHWS 
Plun er-Style Door Holders = B Satin Chrome 2," — 3192" 5U610 
g Satin B Bright Brass i 7 Je sabe 1 
Easy step-on-and-off action. Step on the holder Chrome : Satin Chrome. Wh A sus ae 
to keep door in place. B Satin Bronze 2V4 Ty" 354" 3HHT6 
Floor-Mount 
Item G Stainless Steel 2 278 2 3EHX1 
Finish H W Projection Brand No. D Satin Chrome 212 3'%6 3'%6 9U616 
Satin Chrome 556 21," 1" GA 33J801 D Bright Brass 2732" ELT ET 5U617 
Polished Brass 55 21" iA GA 33802 D Polished Brass 215" 394" 394" 3HHT8 
Satin Bronze 5%" 212" 14" GA 33J803 D Satin Bronze 2¥2" 374" 35/4" SHHT9 
Satin Chrome o¥8" 195" 1% Rockwood SHHV2 D Satin Chrome 22" 3/4 34" 3HHU1 
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SECURITY scan. Order. Done. |=) 
Door Stops Details on page A1. = 








A. Cc. D. A. No. 1XNP3 C. 


No. 33J806 


No. 4JG90 No. 1XNL4 





No. 3HHY1 No. 3HHZ2 












eS 
R060 
E. E. E. E. E. No. 1XNL8 
No. 5U607 No. 3EHES No. 3HHY2 No. 3HHY6 No. 1RCR7 
“a 
l. 
G. H. No. 3HHY8 
No. No. G G 
333809 F 3HHY4 : . 
| — 
- Wall-Mount Door Stops 1 payny GRAINGER 
IF] M ) S SRPRUYEN | Prevent damage to walls and door hardware PEP nONEE 
oor-Mount Door Stops APPROVED g . 
: iti <W . Item 
Prevent an opening door from hitting the wall. ROCWOOD" Key Finish Base Dia. Projacti@n Na. 
With nonmarring rubber pads. ASSAABLOY | Rigid 
iain A Natural Aluminum/Bright Brass 1" a 4JG90 
Koy. Finish Base Dia. H W Brand —_No. as sia tbon teas i 3 ithe 
A Polished Brass — 295" OY" 15" GA 33806 C _ Satin Nickel v 3 V5 TXNL4 
A Satin Chrome — 2% 2¥4" 19% GA 333807 C Qil-Rubbed Bronze 1 3% 1XNL3 
B Satin Chrome 22 — 3 — Rockwood S3HHZ3 D Satin Chrome 24" 3/4" 3HHZ6 
B Polished Brass 22" — a — Rockwood  S8HHZ4 D Polished Brass 24" 33/4" 3HHZ7 
B Satin Bronze 22" — 3 — Rockwood S8HHZ5 D Satin Bronze DV," 33/4" 3HHZ8 
C Zinc-Plated Vx2v 2% 278 1" Rockwood _ 3HHY1 E Satin Chrome 1' 4" 4RCR7 
ON E Brass ik a 1RCR3 
D Satin Chrome 2x4 4" 1¥," 2' Rockwood 3HHZ2 Sprin 
E Satin Chrome TH" — TV" —~ Rockwood 3EHF2 a" q ch eTTE 
[ Satin Chrome EZ = ib = GA 5U606 Ome 
E Satin Chrome iA Tv - GA 5U608 F Bright Brass l 3" 4JG94 
E Satin Chrome TH — Tv —~~ Rockwood _3EHF1 G Brass 1 3 1RCT2 
E Bright Brass 194" _— 1" _— GA 5U607 G Satin Nickel 1 ci 1XNN3 
E Bright Brass 13/4" _— 144" — GA 5U609 G Oil-Rubbed Bronze 1 3: 1XNN2 
E Polished Brass 1%" — TY" — Rockwood  3EHE8 
E eal Bronze ie — ie — Rockwood ony * 
E atin Bronze : _ o — ockwoo 
Dome Door Stops with %" Risers GRAINGER 
E Satin Chrome iy — 17" — Rockwood 3HHY6 APPROVED 
Dome Door, Stops with Ae" Risers. 7 on sayfa 
atin Chrome 4" — : — L \ 
E Polished Brass 4 _— 8 _— 785 . o 
F Polished Brass yr A 38814 Door Stops 
E Satin Bronze 1%" — 17%" — GA 33J815 os ook 
Auber Bunmmer Hoar Stops ” 7 - SST — Used when doors swing into one 
atin Chrome 4" —_— Q — 
i cal 7 _ A ——Rockwood SHH © another at an odd angle. Roller 
| Satin Chrome 34 — ch — Rockwood 3HHY8 ~* bumper prevents marring. 
* Mounting bolt size for No. 3HHY4 is %" x 212", No. 3HHY8 is V2" x 4V2". Hein 
Finish L H W No. 
Satin Chrome 5 2%" 1%' 33J812 





= w 


D. 
No. 3HHX3 No. 5U615 No. 4JG95 No. 3HHX1 No. 1XNN6 


Circular-Mount Door Stops =—- *®psy-qeranczr 





Protect walls from damage caused by door knobs and levers. APPROVED mote Mo; a7086 moe AREES 
Item - = 
. Koy . Finish Base Dia. Projection No. Hinge Pie Door Stops * GRAINGER 
oncave Door Stop 
A Satin Stainless Steel 2 y2" i 3HHX3 Mount to door hinges to prevent wall damage. pernOeD 
A Satin Chrome 298" 1" 5U614 
A Bright Brass 298" 1" 5U615 Item 
A Satin Bronze 2¥2" ik 3HHX4 Finish Door Opening Adjustment No. 
B Rubber 17 ile 4JG96 Standard 
B Rubber 1%' 1' 4JG95 Chrome 35° to 90° 1XNK6 
Convex Door Stop Antique Brass 35° to 90° 1XNK4 
C Satin Stainless Steel 2a 1" 3HHX1 Brass 90° to 100° 1RCT5 
C Satin Bronze 2 V2" ik 3HHX2 Oil-Rubbed Bronze 50° to 100° 1XNN9 
C Satin Chrome i y," 4JG91 Brass 8510120" 4JG86 
C Bright Brass i Y," 4JG87 Hinge Pin 
D White 24" ik 1XNN4 Nickel-Plated 71° to 100° 33J804 
D — 24" ils 1XNN6 Bright Brass 71° to 100° 33J805 
2004 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


SECURITY 
Door & Window Hardware 








* 


GRAINGER 


APPROVED No. 5EPC8 


Swinging Bar Door Guards 
and Hotel Security Latches 


Include hardware. 


Item 
L W Finish No. 
Swinging Bar Swing Bar Door Guards 
4" 2" Polished Brass 1HEX1 
4y' 2" Satin Chrome 1HEX2 
5 Ye" 29% Polished Brass SHJE9 
5Ye" 278" Satin Chrome 3HJF1 
5x" 278" Satin Brass 3HJF2 
Hotel Security Latches 
1¥," 1¥" Polished Brass 5EPC8 
1" 1%" Satin Brass 5EPC9 
12" 1%" Polished Chrome 5EPDO 
1," 1%" Satin Chrome/Nickel 5EPD1 
* GRAINGER 
APPROVED 
Chain Door | hs 
Guards & | 


( 


Include hardware. 
\ |) No. 1HEX7 





Item , 
Length Width Finish No. Ve 
3%" 1%" Brass THEXS o bal 
34" 18" pal | 1HEXT ‘ 
\ 
 PaymyGRAINGER pa | 
APPROVED | . 
os 
Door Frame No. 
: 3HHX5 
Silencers No. 43G85 


Rubber construction. No. 4JG85 is for metal frames 
only; No. 3HHX5 is for wood frames only; No. 3HHX6 is 
for all frame types. 





Item Pkg. 
Color H No. Qty. 
Gray Vp 4JG85 10 
Gray 4" 3HHX5 100 
Clear Ye" SHHX6 300 
\/ 
QC? 
-_ AN 7) 
No. 1HEW9 : S y. 
* GRAINGER VU 
APPROVED No. 3HJH5 No. 3HJH7 
Door Viewers and Knockers 
Viewing Mounting Item 
Angle Hole Dia. Finish No. 
Standard Viewers 
120° Y," Satin Brass 4JG99 
160° 1 ¥;" Bronze 1HEW9 
1¥%-hr. UL Fire Rating Viewers 
160° yp" Brass 1HEW1 
200° He" Brass 1HEW3 
160° Y," Satin Chrome 1HEW5 
200° Ye" Satin Chrome 1HEW7 
Door Knockers with Viewer 
is — Polished Clear SHJH5 
190° — Satin Chrome 3HJH6 
Door Knockers 
— — Polished Clear SHJH7 
— — Satin Chrome SHJH8 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Door Push 
Plate 


Barrier-Free Grip 
Door Pull Plate 


Pull and Push Plates and Door Pulls 





Oval Grip Door 
Pull Plate 


= Plates come with mounting holes and screws 


= Barrier-free pull plates have additional 
space between handle and plate 





Pull and Push Plates 


= Mounting hardware included 


Description Mounting Material 
Oval Grip Door Surface Mount ; 
Pull Plate Screws ————/uminum 
Pull Pate Thru Bolt Stainless Steel 
Rectangle Grip Thy Bolt Stainless Steel 


Door Pull Plate 


Round Grip Surface Mount Aluminum 


Door Pull Plate Screws 
Ae aa Thru Bolt Stainless Steel 
Surface Mount : 
Door Push Plate Seraws Stainless Steel 


L 
16" 


16° 
12 
16" 


6%" 


16" 


Round Grip Thru Bolt 
Door Pull Plate Door Pull 
* GRAINGER 
APPROVED 


Protect doors in high traffic areas. Pull plates and 


door pulls are easy to grasp with 1 hand and require 


DULL TYPE 316 
STAINLESS STEEL 
Item 
W L Proj. No. 
Barrier-Free Grip Door Pull Plates 
2 12" 0.05" —_— 
3Y," 10 0.125" 2RGU6 
; 16" 0.05" 2RGW5 
Door Push Plates 
3h" 15° 0.125" — 
4" 16" 0.125" 2RGL6 
4" 20" 0.05" 2RGN8 
4" 20" 0.1125" 2RGN7 
3 12" 0.05" 2RGL5 
Sl 12" 0.1125" —_ 
3Y," 1a: 0.05" 2RGK8 
Oval Grip Door Pull Plates 
ch 12" 0.1125" _— 
3Y," 15° 0.05" _ 
3Y," 15° 0.1125" — 
4" 16" 0.125" — 
a 12° 0.05" — 
4" 16" 0.05" — 
Rectangle Grip Door Pull Plates 
4" 16" 0.05" — 
2 12" 0.05" —_— 
3Y," 15" 0.05" — 
Round Grip Door Pull Plates 
4" 16" 0.05" 2RGV9 
ch 12 0.05" —_ 
3 ff" 13: 0.05" 2RGU1 
Thru Bolt Door Pulls 
_— 894" ERY — 
ROCCWOOD* 
ASSA ABLOY 


=|/e2|]+/e4 |= 


4" 


no twisting of the wrist or tight grasping to operate. 





DULL TYPE 304 DULL POLISHED 
STAINLESS STEEL ALUMINUM BRASS 
Item Item Item 
No. No. No. 
2RGR6 — 2RGR9I 
— 2RGU7 — 
2RGW3 —_— — 
2RGJ8 2RGK9 — 
2RGJ9 2RGL8 2RGN3 
2RGK2 2RGP1 2RGP3 
2RGK1 2RGN9 — 
— — 2RGN6 
2RGJ7 2RGN1 — 
— 2RGL1 2RGL3 
2RGP4 2RGP5 — 
5U646 2RGT4 2RGT5 
2RGT1 — — 
2RGU9I 2RGV1 — 
— — 2RGP8 
— — 2RGV4 
5U640 — 2RGV6 
— 2RGP9 — 
— 2RGT6 2RGT7 
— — 2RGW2 
2RGR2 — 2RGR5 
2RGT8 — — 
5U624 — — 
No. 5U639 
Item 
Finish No. 
Dull 2RGV3 
Dull Type 304 5U648 
Dull Type 304 5U639 
Dull 2RGW1 


Dull Type 304 5U622 
Dull Type 304 5U633 





SECURITY Scan. Order. Done. 
Wall & Door Guards & Healthcare Handrails 







Details on page A1. 








Black Gray Silver Bronze Almond Eggshell Beige White Yellow 


Grain i 
ADHESIVE MOUNTING 8 WALL HOLE MOUNTING 
> CHOOSE: Item > CHOOSE: Item 
W H Brand Color No. Color No. 
Satin 
2" 48" Pawling Corp Stainless 34AR46 _— 
: 2" 96" Pawling Corp Stainless 34AR4/ _— 
No. 372, 48 Pawling Corp Stainless 34AR44 _ 
G3645 3% 96 Pawling Corp Stainless 34AR45 — 


Standard, Flat 




















, i White, Black, Yellow, Clear, 
| 48 GA = . = Silver, Almond, Gray, Egashell G3648 
i i Black, Yellow, White, Silver, lear, Black, Yellow, White, 
aes 2 48 GA Almond, Bronze, Gray, Eggshell G3649 Silver, Almond, Eggshell G3650 
2" 48" Rockwood Silver 3TFN7 Silver 3TFN3 
2" 96" GA se, Amon Black G3951 Wile Clear, ae Almond _G3946 
i ; Black, White, Silver, Almond, lear, Black, Yellow, 
3 48 GA Gray, Bronze, Eggshell G3651 White, Gray, Eggshell G3652 
a. 48" Rockwood Silver 3TFN9 Silver 3TFN5 
ROGWOOD u ; Black, Yellow, Almond, Black, Yellow, Almond, 
¥ cRAINGER === y 7 = Gray, White, Egashel OFS Clear White, Eggshell 93654 
( " : ite 5 — _ 
PAWLING GAR ASSA ABLOY Bullnose 
i i Black, White, Almond, Yellow, Black, White, Almond, 
Wall Corner Guards 2% 48 GA Silver, Gray, Eggshell G3646 Yellow, Silver, Eggshell 93645 
Grain Texture - , - 
1%" 48" A White, Beige 3949 Beige, Blue 3944 
Guards protect wall corners from damage. Havea A 96" GA White, Beige G3950 White. Beige G3945 
beveled edge and can be used on all walls. Available in 12 48 GA Beige 6YDF6 = = 
: Diamond Tread 
wall- or adhesive-mount. Models with 8 mounting holes 3" 43" GA — = Silver 63947 
include hardware. 4" 48" GA — — Silver G3948 
x ROCCWOOD , 
2-Sided 3-Sided Tee Daa 
Finish H W No. No. 
Door Edge Guards Door Edge and Bottom Guards 
Stainless Steel 36" 1%" 3TFJ8— ot 3TFJ6 * , 
Stainless Steel 4a" 194" 31FJ9 + | 3tFu7* Guards wrap around 1%" door edge or door bottom to 
Stainless Steel 84" 1%" 3TFK1 tf — protect it from damage. Mounting hardware included. 
Stainless Steel ge" 13" STFLO tT — 
Anodized Aluminum 36" —- 1%" STFL5) t+ 3TFL1 * 2-Sided 3-Sided 
Anodized Aluminum = 42" 1%" STFL6 tf 3TFL2 * Item ltem 
Anodized Aluminum 84" = 1%! 3TFL8 ft — Finish H W No. No. 
Anodized Aluminum 96" = 1%' 3TFN2 fT _ Door Bottom Guards 
Dark Bronze 36" 1%" 3TFL3 tf 3TFK8 * Stainless Steel 7 29%" — 3TFK2~ t¢ 
Dark Bronze 42" 1%" 3TFL4 tt 3TFK9 = * Stainless Steel i - 31’ — 3TFK3)t¢ 
Dark Bronze 84" 1%" STFL7 t — Stainless Steel 7 35%" — 3TFK4 st 
Dark Bronze 96" 1%" 3TFN1 tf — Anodized Aluminum = 7" 29%" — STFK5) = t¢ 
Latching Door Edge Guards Anodized Aluminum = 7" 31%" _ STFK6 fF 
Stainless Steel 84" 1%" _ 2YFH3 * Anodized Aluminum = 7" = 35%" _ 3TFK7 ft 
2-Sided 3-Sided Stainless Steel go" 1%" _— 2YFH4 * * Markar. f Rockwood. 


ity. All except No. H3454 have the option for a continuous security bracket for 
high-risk environments. 


SS Healthcare Handrails (Pawinc) 
No. : eS ; ; . 
pas a H3451 Attractive handrails in a variety of styles and colors provide strength and durabil- 





Overall Item 

Sianaard Hand RAI BRA200 Description Depth Helant Color nee 
tandard Hand Rail, BR- 16. 494 
Solid Handrail Wall Guard, BR-500 oe ee H3451 
Heavy Duty Solid Handrail Wall Guard, BR-530 : 5 V2" re Weite: Wintcoe BlUe H3450 
Oval Handrail With Crescent Wall Guard, BR-600V H3452 

Overall Item 

Description Length For Use With Color No. 

Accessories 

; Mfg No. BR-400V/BR-600V 432795 
Continuous Security Bracket 144 BR-500 / BR-530 Aluminum 432697 
Handrail Bracket 1%" Mfg No. BR-1200 Ivory, Tan, Champagne, Eggshell, Silver Gray, Teal, Linen White, Windsor Blue H3481 


wo. Wall Guards and Rails (PAWLING ) 


H358ss_ Rub rails are made of clear polycarbonate that won't distract from the decor, yet offers 
impact protection. Bumper rail, wall guards, and crash rail are made of colorful vinyl 
and protect any facility from all types of abuse while providing decorative appeal. 





Overall Overall > CHOOSE: Item > CHOOSE: Item 
Description Height Thickness Length Color No. Description Thickness H Color No. 
Rub Rail, CR-3 3 0.310" 96" Clear 432566 Accessories 
Rub Rail, CR-4 4" 0.310" 96" 432567 1 Ye" 2 Ivory, Tan, H3623 
Bumper Rail, For Use With Nos. H3623, H3624 2. 1.06" 144" ence H3456 End Ca il 216 Champagne, H360/ 
Wall Guard, For Use With Nos. H3607, H3608 21/6" 1" 144" eee ie H3588 Nan-tanded 16° 3D. Eggshell, H3615 
Crash Rail, For Use With Nos. H3621, H3622, 44A007 AV" 1.880" 144" E Le H3455 1" 6 Silver-Gray, H3611 
Wall Guard, For Use with Nos. H3609, H3610 q yj" 144 oi eceray Teal, 118589 TH" 8" Teal, Linen ~ H3618 
Wall Guard, For Use with Nos. H3611, H3612 6" il 144" Linen Write H3590 End Cap, 3p" 4" White, H3609 
Wall Guard, For Use with Nos. H3615, H3616, H3617 a: 16" 144" Windsor Blue H3592 Right Hand Windsor Blue 
Wall Guard, For Use with Nos. H3618, H3619, H3620 8 13%" 144" H3593 
2006 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE”* 


Find the wi. Find Solutions. Find Great Prices. 


SECURITY 
Hinges 








* GRAINGER 
APPROVED 


No. 4PA43 


Template Mortise-Mount Hinges 


Steel hinges have standard preplated countersunk holes arranged in a half-moon shape. Square hinges mount into recessed cutouts, attaching doors to frames. Use 
ball-bearing hinges with door closers to reduce friction in high-traffic areas. Removable pins make frequent door removal easier, while nonremovable pins provide 
increased security. Safety hinges have concealed bearings to prevent tampering and tapered tips. All hinges are mounted with #12 screws except for 3" hinges, 
which use #9 screws. Hardware included. 


Note: Additional sizes and finishes available. Call 1-800-GRAINGER (472-4643) or search for "hinges" on Grainger.com®. 


Leaf Pin Item Leaf Pin Item 
Finish H W Thickness Dia. Brand No. Finish H W Thickness Dia. Brand No. 

Heavyweight Hinges with Bearings, Nonremovable Pin Hinges with Concealed Bearings, Removable Pin 

Prime Coat 4Y," 4Y," 0.180" 2464" STANLEY 5GJP4 Bright Brass 3" 3," 0.123" 17a" STANLEY  5GJH7 
Prime Coat a a 0.190" 2¥64" STANLEY  5GJP7 Bright Brass 4Y," 4" 0.134" Ve" STANLEY  5GJH9 
Satin Chrome 4Y," 4" 0.180" 2¥6q" STANLEY  5GJP3 Bright Brass 4Y," 4Y," 0.134" Ve" STANLEY  5GJKO 
Satin Chrome 4Y," 4Y," 0.180" 2464" STANLEY  5GJP5 Bright Brass 4" 4" 0.130" 17%a" STANLEY  5GJH8 
Satin Chrome 5 4Y," 0.190" 2¥6q4" STANLEY  5GJP6 Dull Chrome 3" 3," 0.123" 17a" GA SHWA7 
Satin Chrome ay 5 0.190" 2¥6q4" STANLEY 5GJP8 Dull Chrome 4Y," 4Y," 0.134" Ae" GA 3HUC1 
Heavyweight Hinges with Bearings, Removable Pin Gray Enamel 4" 4" 0.130" 17a" GA 3SHTZ2 
Beige Enamel 4V," 4y," 0.180" 2464" GA 4PA43 Gray Enamel 4Y," 4" 0.134" Ae" GA 3HTZ3 
Beige Enamel 5 4Y," 0.190" 2¥6q" GA 4PA47 Gray Enamel 5 4Y," 0.145" Ve" GA 3HTZ8 
Bright Brass 4Y," 4Y," 0.180" 2¥6q" STANLEY  5GJG8 Gray Prime Coat 3" 3." 0.123" 17a" GA 3HTZ1 
Bright Brass 5: 4Y," 0.190" 2V64" STANLEY  5GJH6 Gray Prime Coat 4Y," 4Y," 0.134" Ve" GA SHTZ4 
Bright Brass 5: 5. 0.190" 2¥64" STANLEY  5GJG9 Satin Chrome 4" 4" 0.130" 17a" STANLEY  5GJJ9 
Dull Chrome 4Y," 4Y," 0.180" 2464" GA 4PA44 Satin Chrome 4Y," 4" 0.134" Ve" STANLEY  5GJJ6 
Dull Chrome 5 4Y," 0.190" 264" GA 4PA48 Satin Chrome 5 4Y," 0.145" Ve" STANLEY 5GJJ7 
Gray Enamel 4Y," 4" 0.180" 2464" GA SHUAS Satin Stainless Steel 3" 32" 0.123" 17a" STANLEY  5GJJ0 
Gray Enamel 5: 4" 0.190" 264" GA SHUA5S Satin Stainless Steel 4" 4" 0.130" 1%a" STANLEY  5GJJ1 
Satin Chrome 4Y," 4" 0.180" 2464" STANLEY  5GJH3 Satin Stainless Steel 4Y," 4" 0.134" Ve" STANLEY  5GJJ2 
Satin Chrome Hy 4" 0.190" 2¥64" STANLEY  5GJH4 Satin Stainless Steel 4Y," 4Y," 0.134" Ae" STANLEY  5GJJ3 
Satin Chrome 5 5 0.190" 2464" STANLEY  5GJH5 Satin Stainless Steel 5 4Y," 0.145" Ae" STANLEY 5GJJ4 
Satin Stainless Steel 4Y," 4" 0.180" 2464" STANLEY  5GJHO Hinges without Bearings, Nonremovable Pin 

Satin Stainless Steel 4V," 4y," 0.180" 2464" STANLEY  5GJH1 Bright Brass 4V," 4" 0.134" Ve STANLEY  5GJP1 
Satin Stainless Steel 5. 4Y," 0.190" 2464" STANLEY  5GJH2 Dull Chrome 4Y," 4Y," 0.134" Ve GA 1BYX5 tf 
Hinges with Bearings, Nonremovable Pin Prime Coat 4" 4" 0.130" 1%" STANLEY  5GJN7 
Prime Coat 4Y," 4" 0.134" “6 STANLEY  5GJK8 Prime Coat 4Y," 4" 0.134" Ae" STANLEY  5GJP0 
Prime Coat 4Y," 4Y," 0.134" Ve" STANLEY  5GJK9 Prime Coat 4Y," 4Y," 0.134" Ve" STANLEY  5GJP2 
Prime Coat 5. a 0.145" Ve STANLEY  5GJL1 Satin Chrome 4" 4" 0.130" 17a" STANLEY  5GJN8 
Satin Chrome 4" 3" 0.130" 17a" STANLEY  5GJK7 Satin Chrome 4Y," 4" 0.134" Ve STANLEY  5GJN9 
Satin Chrome 4" 4" 0.130" 17a" STANLEY  5GJK4 Satin Stainless Steel 4Y," 4Y," 0.134" Ve STANLEY  5GJN6 
Satin Chrome 4Y," 4" 0.134" v6 STANLEY  5GJK5 Hinges without Bearings, Removable Pin 

Satin Chrome 5 4Y," 0.145" Ve STANLEY  5GJK6 Beige Enamel 3" 34." 0.123" 17a" GA 4PA28 
Satin Stainless Steel 4Y," 4" 0.134" Ve STANLEY  5GJK1 Beige Enamel 4" 4" 0.130" 17a" GA 4PA29 
Satin Stainless Steel 5 4Y," 0.145" Ve STANLEY  5GJK2 Bright Brass o a 0.092" 15%" STANLEY  5GJN3 
Hinges with Bearings, Removable Pin Bright Brass 3" 32" 0.120" 1%" STANLEY  5GJL9 
Beige Enamel 4" 4" 0.130" 17a" GA 4PA33 Bright Brass 4Y," 4" 0.134" Ae" STANLEY  5GJNO0 
Beige Enamel 4Y," 4Y," 0.134" Ve GA 4PA37 Dull Chrome 4Y," 4" 0.134" Ve" GA SHVZ4 
Dull Chrome 4" 4" 0.130" 17a" GA 4PA34 Dull Chrome 5 5" 0.145" 2464" GA SHWAT1 
Dull Chrome 4Y," 4" 0.134" Ae GA 4PA36 Gray Enamel 4¥," 4Y," 0.134" Ve GA 1WAJ2 * 
Dull Chrome 4Y," 4Y," 0.134" Ve GA 4PA39 Gray Enamel 5: 5: 0.145" 2%" GA SHTY6 
Dull Chrome 5g 4Y," 0145" 2464" GA SHWAD5 Prime Coat 4Y," 4" 0.134" Ae" STANLEY  5GJN5 
Gray Enamel 5 4Y," 0.145" 2464" GA SHTY8 Satin Chrome 3 a: 0.092" 15%," STANLEY  5GJN1 
Satin Stainless Steel 3" 3" 0.123" 17a" STANLEY 5GJL2 Satin Chrome 4" 4" 0.130" 17%a" STANLEY 5GJN4 
Satin Stainless Steel 4" 4" 0.130" 17a" STANLEY  5GJL3 Satin Chrome 4Y," 4Y," 0.134" Ve" STANLEY  5GJN2 
Satin Stainless Steel 4Y," 4" 0.134" Ve STANLEY  5GJL4 Satin Stainless Steel 3" 3 O.123° 17a" STANLEY  5GJL6 
Satin Stainless Steel 5 Si 0.145" 2V64" STANLEY  5GJL5 Satin Stainless Steel 4" 4" 0.130" 17a" STANLEY  5GJL7 
Stainless Steel 4Y," 4Y," 0.180" Ae GA 4PA49 Satin Stainless Steel 4Y," 4Y," 0.134" Ae" STANLEY  5GJL8 


No. 4PA44 


Hinges with Concealed Bearings, Nonremovable Pin 


Bright Brass 4," 4," 0.134" Ae STANLEY —_5GJR7 Dull Chrome 4y," 4" 0.134" Ve GA 1XLY8 
Prime Coat 4p" 4" 0.134" Ve STANLEY _5GJR3 Gray Enamel 4y," Ay" 0.134" Ve GA 1XLY5 
Prime Coat Ay," 4y," 0.134" Ae STANLEY _5GJR5 
Satin Chrome 4," 4" 0.134" Ae STANLEY  5GJR4 
Satin Chrome 4," 4Y," 0.134" “Ae STANLEY —_5GJR6 
Satin Stainless Steel Ay," 4" 0.134" Ae STANLEY _5GJR9 
Satin Stainless Steel 4¥p" 4p" 0.134" Ae" STANLEY _ 5GJTO 
Satin Stainless Steel a 4y," 0.145" Ae STANLEY _5GJT1 


* Package of 2. t Package of 3. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





No. 1XLY5 


Safety Hinges with Bearings, Nonremovable Pin 


2007 





SECURITY Scan. Order. Done. 
Hinges Details on page Al. 









* ELIS (STANLEY) 
APPROVED 
High-Security Template Hinges 
= 180° range of motion 
= Hardware included 
Feature a stud built into 1 leaf that fits into corresponding hole of the matching leaf; door 
cannot be removed even if pin is removed from hinge. 304 stainless steel, mortise-mount 


hinges are designed for use in detention facilities. Capable of withstanding 200 repetitive 
blows with 200 ft.-lb. of force. Stainless steel pin has shear-resistant stud. 


No. 4PA25 





Leaf Holes Item 

Finish H W Thickness er Leaf Brand No. 
No. 5GJG7 Satin Stainless Steel 4Y," 4Y," 0.196" 4 GA 4PA25 
Prime Coat 4Y," 4Y," 0.187" 4 STANLEY 5GJG7 


» * GRAINGER 
APPROVED 


Surface- 
Mount Hinges 
— without Holes 


No. 3HTE3 








= Have at least 270° 
range of motion 
Reversible hinges are 
eee, mounted by welding or 
No. 3HTP1 No. 3HTN1 drilling holes for fasteners. 
Nonremovable pin provides 
increased security. 
Pin Item Pin Item 
Door Leaf Height Door Leaf Width Door Leaf Thickness Dia. No. Door Leaf Height Door Leaf Width Door Leaf Thickness Dia. No. 
Unfinished Steel, Nonremovable Pin Gray Enamel Steel, Nonremovable Brass Pin 
1 39" 0.047" ea" 3HTE3 2" z 0.105" He" 3HTP1 
1¥;" 1¥," 0.050" Ye" SHTE5 2Vp" 246" 0.120" He" 3HTP2 
2" 1¥," 0.060" Ye" SHTE6 3" 3 0.135" Ya" 3HTP3 
2 Z 0.060" Ye" 3HTE7 3" 3" 0.165" ve" 3HTP4 
Zz 2" 0.099" — 4PA65 Zinc Steel, Nonremovable Brass Pin 
2V" 2V," 0.110" Ve" 4PA66 4" 4" 0.180" ve 3HTP7 
o 2" 0.090" 6" SHTF1 4" 4" 0.250" Y," 3HTP8 
a 2V" 0.120" Ya" 3HTF2 ei a 0.250" yy," 3HTR2 
a a 0.110" — 4PA67 Stainless Steel, Nonremovable Pin 
3," 3%," 0.120" — 4PA68 1¥," 1¥" 0.050" Ye" 3HTK5 
4" a 0.120" Ya" 3HTF3 2" 1¥" 0.060" Ye" 3HTK6 
4" 3%" 0.165" Ve 3HTF4 2" 2" 0.060" ve" 3SHTK7 
4" 4" 0.139" — 4PA69 2 2" 0.075: He" 3HTK8 
4" 4" 0.180" ¥" SHTF5 2V2" 2V" 0.060" Ye" 3HTK9 
4" 4" 0.250" ye" SHTF6 2V2" 2V" 0.075" He" 3HTL1 
5’ 4" 0.180" ¥" 3HTF8 3. 1 0.090" He" 3HTL2 
5 5 0.120" Ya" 3HTF9 3 2 0.120" Ya" 3HTL3 
oi o 0.165" — 4PA71 3" a 0.090" He" 3HTL4 
6" 5: 0.180" 3" 3HTG3 a a 0.120" Ya" 3HTL5 
6" 5" 0.250" ¥" 3HTG4 3" 3 0.090" He" 3HTL6 
6" 6" 0.165" ¥" 3HTG5 3," 3," 0.090" He" 3HTL7 
6" 6" 0.187" — 4PA72 4" 4" 0.120" Ya" 3AGC1 
6 6" 0.250" ye" 3HTG6 4" 4" 0.180" ¥" 3AGC2 
8 6" 0.180" 3" 3HTG7 4" 4" 0.250" ye" 3AGC3 
Unfinished Steel, Removable Pin 5 5 0.120" Ya" 3AGC4 
2" Z 0.083" He" 3HTH1 5" a 0.180" ¥" 3AGC5 
2V," 2V" 0.089" a0" 3HTH2 Stainless Steel, Removable Pin 
2" 2\" 0.120" Ya" 3HTH3 2" 2" 0.060" Ye" 3HTN1 
a 2V" 0.120" Ya" SHTH5 2V2" 2V," 0.075" He" 3HTN2 
3" 3" 0.120" Ya" 3HTH6 3" 2" 0.120" Ya" 3HTN3 
3," 3%" 0.150" V6" 3HTH7 3 ch 0.090" He" 3HTN4 
4" 3 0.120" Ya" 3HTH8 4" 3. 0.120" Ya" SHTN6 
4" 4" 0.120" Ya" 3HTJ1 5" 5" 0.120" Ya" 3HTN8 
4" 4" 0.180" ¥" 3HTJ2 
4" 4" 0.250" ye" 3HTJ3 
4V" 4V," 0.185" 1Y%9" 3HTJ5 
5. 4" 0.180" ¥" 3HTJ6 
5 on 0.180" ¥" 3HTJ8 
5 5. 0.250" ye" 3HTJ9 
6 3" 0.180" 3" 3HTK1 
6 6" 0.180" 3" 3HTK3 
6" 6" 0.250" ye" 3HTK4 
2008 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE”® SECURITY 
Find the wr. Find Solutions. Find Great Prices. Hinges 


No. 3HTU4 No. 3HTV7 No. 3HTV1 No. 3HTW1 No. 3HTW7 








* GRAINGER 
Nontemplate Mortise-Mount Hinges APPROVED 
= 270° range of motion. 
Reversible nontemplate hinges have nonstandard hole patterns, providing flexibility as older/stripped holes can be ignored when mounting new hinges. Hinges 
mount into recessed cutouts, attaching hollow metal or wood doors to frames. Holes are predrilled and countersunk for easy installation and better corrosion 
resistance. 











NONREMOVABLE PIN REMOVABLE PIN 
GRAY PLAIN ZINC- GRAY PLAIN ZINC- 
ENAMEL STEEL! STEEL STEEL | PLATED STEEL ENAMEL STEEL) STEEL STEEL | PLATED STEEL 
Door Leaf Pin Holes Item Item Item Item Item Item 






Door Leaf Height 
Square Corners, 3 Knuckle 
1" 1" 1 0.047" ¥30" 


Door Leaf Width Thickness 





2 SHTUS, | CU — Si] ATG | COC CC 
TAs" VAs" 3Y" 0.072" ye 3 3HTUS, | UC SC i‘(—i~*rTsC(<sS HTD =| OC CT CT _ 

2 

2 


1%" 1¥," 1%' 0.050" Ye" 
1%" 1V," 144" 0.045" YQ" 

Square Corners, 5 Knuckle 
3" 2 


SHTU4 TWA = 
a A A = 


1%6 0.050" Ys 2 — 3HTU6 = ——Ss—SHTVO | C—O HTX 

2 vy 3! 0.080" Ve 2 — 3HTU7 | Oo ee HTS _ 
2" ove 16" 0.055" Ys 3 — 3HTU8 Oe — SSS SHTWG | ——sBHTX7 

22" 2%" 242" 0.090'' a2! 3 — 3HTU9) | | Ce HTS _ 
3. 3" = 0.062" 32" 3 — 3HTV1 | CO — ~~ SHTW2 |S SHTWS8 CO — |B XB 
3" 3 2 0.090'' at 3 — 8HTV2, | SS HTW9 | CO HTX 
3%" 3%" 315" 0.110" 17a" 3 = | BHTV8, | CO | HTXT | CO SS BHT YI 
4" 4" 4" 0.110" eat 4 | SHTVA | le ee ee TV 

6" 6' 6' 0.160" x 5 | SHTVS [| COU | CC HTX OE _ 











No. 4PB50 
No. 4PA90 
No. 1RBV3 
Spring Hinges acu WReyUGRAINGER py 
: i DY | TRUClose 
= Hardware included on APPROVED 
Ensure doors close automatically. No. 4PA74 
Door Leaf Door Door Leaf Holes Item Door Leaf Door Door Leaf Holes Item 


Height Leaf Width Finish Thickness er Leaf Brand No. Height Leaf Width Finish Thickness er Leaf Brand No. 
Adjustable-Tension Heavy Wood Storm Door Spring Hinges, Steel, Plated Finish, Full Mortise Full Mortise Adjustable Spring Residential Hinges, Square Corners 



































9 ; ray Ename .098" 4 9 4" atin Brass d 4PA76 

Adjustable Ball Bearin ¢ Double-Actin Floor Spring Hinge Set, Steel, Plated Finish 0" 4" atin Chrome 099" 4PA/7 

" 16" atin Bronze 099" 4PB5 9" : atin Brass 134" 

Adjustable-Tension Heavy Wood Storm Door Spring Hinge, Steel, Plated Finish, Half Surface 0" " ite Ename 134" 4 
53964" 64" ray Ename 098" 9" " atin Chrome 134" 4 
ustable-Tension Hea ood Storm Door Spring Hinges, Steel, Plated Finish, Full Mortise 0" 4" ray Ename 134" 4 

Yea" 32" right Zinc .080" 4PA75 Ay," 24" Satin Brass 0.134" 4 GA 4PA84 
6" 2V," Gray Enamel 0.098" 5 GA 1CAC6 0" 4" ronze 134" 4PA85 

Adjustable-Tension Wood Storm Door $ ring Hinges, Steel, Plated Finish 9" 4" atin Chrome 134° 4 
294" 11550" Black Enamel 0.045" 3 GA 1RBU7 * 4," 2," Bright Brass 0.134" 4 GA 4PA87 
294" 115/40" Steel 0.080" 3 GA TRBV1 Ay," 21," Satin Bronze 0.134" 4 GA 4PA88 
294" 115/40" Bright Zinc 0.048" 3 GA 4PA74 ay," 2," Stainless Steel 0.134" 4 GA 4PA89 

ortise Adjustable esidentia e i q" eg Satin Brass 0.099" 4 GA 4PA78 

: : 099" 4 q" ad Satin Chrome 0.099" 4 GA 4PA79 
Bi" 134" Satin Chrome 0.099" 3 GA 4PA91 q" ry Stainless Steel 0.099" 4 GA 4PA80 
q 2" Satin Brass 0.099" 4 GA 4PA92 TRU CLOSE® Heavy Duty Self-Closing Adjustable Spring Hinge 





atin Chrome " 4 4" ack Matte 390" ruClose 4 


i ; 8 
Full Mortise Adjustable Spring Residential Minas, ¥e" Radius Corners TRU CLOSE® Self-Closing Adjustable Spring Hinge al 
2 4 atin Brass 4 8 ack Matte ruClose —_ 


4 2 Satin Brass 0.099 4 GA APA95 
* Pkg. of 2. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2009 





SECURITY Scan. Order. Done. = ; 
Hinges Details on page Al. ie 








No. 25HE10 u No. 25HE18 | 


_ : : Mckinney 
Hospital Tip Hinges 'ASSA ABLOY 


= 270° range of motion Recommended for use on high frequency and/or heavy wood or metal doors in schools, hospitals or other public buildings where 
= Hardware included security requirements exist. Feature four holes per leaf and a thickness of 0.190". The swing clear is 180°. 
= Square corners 





Door Leaf Item 
H W Ligature Resistant Thickness Bearing Type Material Finish No. 
Full Mortise 
4Y," 4Y," No 0.134" Sleeve Steel Dull Chrome 25HE04 
4Y," 4Y," No 0.180" Sleeve 304 Stainless Steel Dull Stainless Steel 25HEO2 
4Y," 4Y," No 0.190" Sleeve Steel Dull Chrome 25HE14 
4Y," 4Y," Yes 0.180" Sleeve 304 Stainless Steel Dull Stainless Steel 25HE17 
5: 4y," Yes 0.190" Ball Steel Dull Chrome 25HE10 
5! 4¥," Yes 0.190" Ball 304 Stainless Steel Dull Stainless Steel 25HE11 
5! 4Y," Yes 0.190" Ball Steel Dull Chrome 25HE12 
8" 6" Yes 0.190" Ball Steel Dull Chrome 25HE13 
Swing Clear 
4Y," Yes 0.190" Sleeve Steel Dull Chrome 25HE18 
4Y," Yes 0.190" Sleeve Stainless Steel Dull Stainless Steel 25HE20 
5 Yes 0.190" Sleeve Steel Dull Chrome 25HE19 





No. 4PA53 No. 4PA20 No. 4PA22 No. 4PA23 





* GRAINGER 

















High-Traffic Hinges APPROVED 
Item 
H W Leaf Thickness Holes per Leaf Finish No. 
Full-Surface Mountin 
AY," AY," 0.134" 3 Gray Prime Coat 4PA53 
Half-Surface Mountin 
AY," AY" 0.134" 3 and 4 Gray Prime Coat 4PA20 
4Y," 4Y," 0.134" 3 and 4 Satin Chrome 4PA21 
4Y," 4Y," 0.180" 3 and 4 Satin Chrome 4PA22 
Half-Mortise Mountin 
AY," 3y" 0.140" 3 and 4 Gray Prime Coat 4PA23 





FIND MORE ONLINE 


Can’t find it here? Go to Grainger.com® today to see our 
full selection of over 1.7 million products and the services 
and solutions to help you get it done! 
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GRAINGER CHOICE° SECURITY 
Find the wf. Find Solutions. Find Great Prices. Hinges 





No. 1VZU7 No. 1VZU5 No. 5MRE6 





RIXSON  Wpegey GRAINGER 
Pivot Sets and Pivot Hinges ASSAABLOY approven STANLEY. 


Create less stress on the frame assembly, prevent door sagging, and allow the door to swing with less resistance. Fasteners on the door and frame are in shear 
rather than tension, and are less likely to pull out over time. Hardware included. 












Holes LEFT-HANDED RIGHT-HANDED CENTER HUNG 
Range Load per Pkg. Item Item Item 
of Motion Mountin Door Thickness Cap. Leaf Qty. No. No. No. 
Rixson Pivot Sets 
180° Full Mortise 13/4" 250.0 Ib. 4 1 | ARZT5 fe — 
180° Full Mortise 1%" 300.0 Ib. 4 1 — 
180° Full Mortise 13/4" 450.0 lb. 4 1 — 
180° Full Mortise 1%" 600.0 Ib. 4 1 —  — AAZU2—— wsssiéiCHAAZ — 
180° Full Mortise 13%" 800.0 Ib. 8 1 mee ARAZUB — 
180° Full Mortise 1%" 200.0 Ib. 3 1 ee ee 4AZV4 
180° Full Mortise 1%" 250.0 Ib. 3 1 es 4AZV5 
180° Full Mortise 1%" 500.0 Ib. 3 1 es 4AZV6 
GA Reinforcing Pivot Hinges 
: Full Surface 1%" = 4 1 — W207 | — 
Rixson Electric Pivot Hinges 
‘ Full Mortise 
Rixson Intermediate Pivot Hinges 





180° Full Mortise 1%" 250.0 Ib. 5 1 —  AAZUB fe — 
180° Full Mortise 1%" 250.0 Ib. me 4AZV3 
Stanley Wardrobe Pivot Hinges 

: Full Surface 1%" to 1%' 75.0 Ib. — 
180° Full Surface 13" to 13%" 75.0 Ib. 5MRE7 
180° Full Surface 1%" to 134" 150.0 Ib. 5MRE6 

No. 4PA56 No. 4PA57 aa dae 
GRAINGER 


Light-Duty Mortise-Mount and Surface-Mount Hinges APPROVED 


= Hardware included 


For hollow-core and lightweight wooden doors. Nonremovable pins and inaccessible set screw provide increased security, while removable pins make frequent door 
removal less time consuming. 


Note: Additional sizes and finishes available. Call 1-800-GRAINGER (472-4643) or search for "hinges" on Grainger.com®. 





























Door Door Leaf Pin Item Pkg. 
Leaf Height Door Leaf Width Thickness Dia. Holes per Leaf Corners Material Finish No. Qty. 
Mortise-Mount, Nonremovable Pin 
Zz 1%6' 0.056" Yea" Z Square Steel Zinc 4PA56 1 
Sa 2" 0.063" 13%" 3 Square Steel Zinc 4PA57 1 
2" 2" 0.077" — 2 Square Steel Zinc 4PA62 1 
3 a 0.080" — 3 Square Steel Zinc 4PA63 1 
4" 4" 0.088" — 4 Square Steel Zinc 4PA64 1 
Mortise-Mount, Removable Pin 
; : 0.077" 16a" 2 Square Steel Zinc 4PA58 1 
3. = 0.078" — 3 Square Steel Zinc 4PA59 1 
3" 3" 0.088" — 3 Square Steel Zinc 4PA60 1 
4" 4" 0.088" — 4 Square Steel Zinc 4PA61 1 
2" 2" 0.077" Vie" 2 Square Stainless Steel Stainless Steel 1RBY2 2 
2a" 22" 0.077" He" 2 Square Stainless Steel Stainless Steel 1RBY5 2 
3" 3," 0.078" YA" 3 Rounded Steel Antique Bronze 1XMB9 2 
3" 3," 0.087" Ya" 3 Rounded Steel Satin Nickel 1WAN2 2 
Surface-Mount, Nonremovable Pin 
" 1 0.045" He" 2 Square Steel Zinc 1RBT4 1 
eee 1%" 0.045" V6" 2 Square Steel Zinc 1RBT5 1 
2A" 11%e" 0.056" Y6" 3 Square Steel Zinc 1RBT7 1 
1" 1" 0.045" Ve" 2 Square Steel Satin Brass 1RBT8 2 
3 2" 0.065" He" 3 Square Steel Brass 1RBU5 2 
2," 11%6" 0.056" He" 3 Square Steel Brass 1RBU3 2 
1%" " 0.040" Ye 2 Square Brass Bright Brass 1XMC4 2 
1%" 1%" 0.082" Ye" 2 Square Steel Bright Brass 3HTR4 1 
3 2. 0.082" Ye" 3 Square Brass Bright Brass 3HTR5 1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2011 





Hinges Details on page A1. 


SECURITY Scan. Order. Done. = |e 





* GRAINGER 
Continuous Steel Piano Hinges with Holes APPROVED 
= %" knuckle height 


Steel hinges have countersunk mounting holes to aid surface-mounting hinges to door or frame. Pins and hinges are made 
of the same material. Additional sizes and finishes available on Grainger.com®. 





0.040" Leaf Thickness 0.060" Leaf Thickness 0.040" Leaf Thickness 0.060" Leaf Thickness 
Pin Overall Item Pin Overall Item Pin Overall Item Pin Overall Item 
Dia. Width No. Dia. Width No. L Dia. Width No. Dia. Width No. 
Aluminum 6 ft. ¥30" 1%" 4PB10 Ye" 2% 4PB31 





1s’: APB22 Ya" 9" 4PB38 6 ft. Yo" 15" ~—~—«APB yp" 3" 4PB33 

1" 4PB23 = = = 6 fit. Vay" 3" 4PB13 — — = 

Stainless Steel 

1v"  1CBC6 = a = 3 ft. Ys" 14" =~ ACAKS = = =a 

2" 1CBF6 — — _ oat — — — 
No. 4PB17 i 5" 1CCJ6 4 ft. i 1%" 1JEJ6 
1%" 1CBD9 Ye" 3" 1CCN3 4 ft. Yp" 3" 1JEJ8 

4 ft. Vy" 0" 1CAL7 = — = 
"4%" APBI7 Ya" 1%" 1CCD7 6 ft. Ys" 1%6' ~~ APB2A i 1" ‘WJEJ7 
"47%" 4PAQO i 1" 1CCF1 6 ft. Yao" —-*1%5" ~-—«APB25 i" 9" 4PB39 
Ya" a: 1CCL9 6 ft. Ye" 3 1JEJ9 





72 In. ¥32" 1%" 1CAK9 = 


4 ft. 2" Ye 1CAW6 Ye" 1% 1CCE4 Steel 
4 ft. 332" Ye 4PB19 Ye" 2" ¥2" "Ye 4PA96 


4 tt. a2 1Y4" 1CBA1 ye 3" | Ya2" 1/4! 1CBC4 
4 tt. a2" 1% 4PB20 = —= 2" 11%" 4PA98 





4 ft. = — 2' 4PB12 

4 ft. 30" 2" 1CBJ7 — — 

6 ft. 30" 1“%6' 4PA97 Ye" 1%" 
6 ft. ¥3o" 14%" 1CBB4 Ya" 2 

-FT. 4-FT. 6-FT. 8-FT. 

Overall LENGTH | LENGTH | LENGTH | LENGTH 

Overall Pin Knuckle Item Item Item Item 
Width Dia. Height No. No. No. No. 





0.03" Leaf Thickness 
Me yy" | — [| — _ | _1CAE7 — 
0.035" Leaf Thickness 
Ye %a" 
1 Yo" ¥ap" 


SMVX7_ | =—__|_1CANS — 
SMVY3_| 1CAP3 | 4PB26 





SMVY6 | 1CAP6 | 1CAP8 
oMVYO | — | ~~ 





No. 33RZ57 No. 33RZ49 No. 33RZ48 


0.060" Leaf Thickness r j 
Wea GRAINGER eat ears | ERS | ASEKS Hospital Tip Geared & PEMKO 
APPROVED ie ie | RB) es | Continuous Hinges ASSA ABLOY 
T 304 2 vs | BTFK2 | ANEK6 | 4PBAO_ | WEKT | | gauy 
ype 3 ENT | 1JEN2 | 1JEN3 


. 1h He" | 27FJ6 | 2ZFu7 | 2ZFJ9 | 2ZFK1 = 0.125" leaf thickness 
Stainless Steel =>. "aura art Right hand hinges are geared and feature anodized alumi- 











. 3 Oe. yw [| — [| — | — | 22FN3 
Hinges and ye) |) | Ng — ‘| num construction. 
- 0.075" Leaf Thickne , 
i a, Overall Right Hand Left Hand 
Pins, No Holes : : Overall Knuckle Holes : Item Item 


Width Height er Leaf Color No. Color No. 
u 





More corrosion resistant than 
brass hinges. Can be surface 
mounted by drilling holes 

and using fasteners, or spot 
welded. Hinges can be cut 
with a hacksaw. 270° range of 
motion. Additional sizes avail- 
able on Grainger.com®. 










Knuckles 





_ Dia. 





RZ48 Natura 

__ Silver 33RZ51__|_Natura 40CEé 
Vf — OT OYsSNAatturra 40CE79 
| OO” sCNattturra 40CE80 











<i PEMKO 
No. 2EUNG Standard Geared Continuous Hinges ‘sssasicy 
» 83" L 
= 0.187" leaf thickness 
Door Door Overall Holes Item 
Leaf Height Leaf Width Includes Color Width er Leaf No. 
Full Surface 
156" iy ye geags _— Natural 27h 10 Sao 
Center Pivot 
: Natural 2EUP1 
no: 2eUh 5)" 9" 14 Bearings = ——Dark Bronze 3740" 10 | 2EUP3 
27 Bearings Natural 2EUP4 
2012 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 











GRAINGER CHOICE ° SECURITY 
Find the ww. Find Solutions. Find Great Prices. Hinges 
2 a No. 
Continuous Hinges S4HT35 VAAN 
SNONROE 
Overall 48" 72" 96" 
Pin Door Leaf Knuckle Item Item Item Overall 48" 72" 96" 
Holes Dia. Width Height Finish Material | No. No. No. Pin Door Leaf Knuckle Item Item Item 
0.035" Frame Leaf Thickness Holes Dia. Width Height Finish Material | No. No. No. 
Without /%' J" Ya" Mill Aluminum Aluminum) — 54HT49 — With = 3. Ya" Bright Brass Steel (54PD22| 54PD19 — 
Without %' 4" Ya" Mill Steel Steel — 54HT73 — Without Y'" yp" yp" SS 5. — — 54HT99 
Without /%' 4" Ya" SS 55 — 54HU13 — Without ¥'" 14" yp" SS 55 — 54HT98 — 
Without %' 1¥;" Ya" Mill Steel Steel — 54HT74 — Without ¥'" 14" yp" Mill Steel Steel — 54HT64 — 
0.040" Frame Leaf Thickness Without %%' 1/2" YA" Steel Steel —_— 54PC81 _— 
With = ¥%2" Ye yp" Bright Nickel Steel 54PC99| 54PC94 — Without ¥%'" 1¥;" yp" Mill Aluminum Aluminum) — 54HT44 — 
With = %2" Vie" YA" Mill Aluminum| — 54PC64 — Without ¥%'" 1¥," YA" Mill Steel Steel — 54HT65 — 
With = %2" 1Vi6" yp" Mill SS — 54PC73 — Without Y'" 1¥;" yp" SS SS — 54HU01 54HU02 
With = %2" Vie" yp" Mill Steel — 54PC85 — Without ¥%'" Zz YA" Steel Steel — 54PC82 — 
With = %2" 1V4" YA" Mill 55 54PC71| 54PC72 — Without Y%'" Z yp" 55 55 — 54HU07 — 
With = %2" 14%" Yo" Mill Steel — 54PC87 — Without Y'" 2. yp" Mill Steel Steel — 54HT66 54HT67 
With = %2" 144" Ya" Bright Nickel Steel 54PD01) 54PC97 — Without %%'" Z Ya" Mill Aluminum Aluminum) — 54HT45 — 
With = %2" 1V;" YA" Bright Brass Steel 54PD16) 54PD12 — Without %%' = YA" 55 55 — 54HU03 54HU04 
With  %2" 1¥," YA" Mill Aluminum| — 54PC63 — Without %%' 2 V2" YA" Mill Steel Steel — 54HT68 — 
With  %2" 1¥;" YA" Mill SS 54PC68 | 54PC67 — Without %%'" 2 V2" YA" Mill Aluminum Aluminum) — 54HT46 — 
With  %2" 1¥" YA" Mill Steel — 54PC86 — Without %%'" 2 V2" YA" SS SS — 54HU05 — 
With = ¥%2" 1¥," yp" Bright Nickel Steel §54PC95| 54PC93 — Without ¥%'" 3 YA" Mill Aluminum Aluminum) — 54HT47 — 
With = %2" 1%" yp" Bright Brass Steel (54PD11| 54PD13 — Without ¥%'" 3 YA" 5S SS — 54HU06 — 
With = ¥%2" 2 yp" Mill SS — 54PC66 — Without Y'" 3 YA" Steel Steel — 54PC84 — 
With = ¥%2" 2" yp" Mill Steel — 54PC88 — Without Y%'" 4" yp" Mill Aluminum Aluminum) — 54HT48 — 
With = %2" 2" yp" Bright Nickel Steel §54PC96) 54PC98 — Without ‘e' 1¥," yp" SS SS — 54HU08 — 
With = ¥%2" 2" Ya" Bright Brass Steel 54PD17 — — Without ‘“e' a YA" Mill Steel Steel — 54HT7/1 — 
Without 32" 1Vi6" yp" Mill Aluminum Aluminum) — 54HT37 — Without ‘e' Z yp" 5S oo: — 54HU09 54HU10 
Without 32" 14%" yp" Mill Aluminum Aluminum) — 54HT38 — Without e' 2 V2" Ya" SS 55 — 54HU11 — 
Without 2" 1¥," yp" Steel Steel — 54PC80 — Without ‘e' 3 yp" Mill Steel Steel — 54HT72 — 
Without %2" a yp" Mill Steel Steel — 54HT61 — Without ‘e' 3 YA" SS 55 — 54HU12 — 
Without 32" ri yp" Steel Steel — 54PC83 — 0.074" Frame Leaf Thickness 
Without 2%2" il yp" SS 55 — 54HT95 — Without ‘e' 2" 1" Mill Steel Steel — 54HT80 — 
Without °%4" 16" YA" SS SS — 54HT91 — Without ‘e' 2 1" SS SS — 54HU18 — 
Without °%4" 16" yp" Mill Steel Steel — 54HT58 — Without ‘e' 2 V2" i Mill Steel Steel — 54HT81 — 
Without °%a" 14%" yp" SS So — 54HT92 54HT93 Without ‘e' cy i Mill Steel Steel — 54HT82 — 
Without °%a" 14%" yp" Mill Steel Steel — 54HT59 — Without 1%" 1¥;" ik Mill Steel Steel — 54HT79 — 
Without °%a" 1¥," yp" SS SS — 54HT94 — Without 1%" 1¥;" Te Mill Aluminum Aluminum) — 54HT52 — 
Without °%a" 1," yp" Mill Aluminum Aluminum) — 54HT39 54HT40 Without 1%" 2" i Mill Steel Steel — 54HT75 — 
Without °%a" 1¥," yp" Mill Steel Steel — 54HT60 — Without 1%" Zz 1" Mill Aluminum Aluminum) — 54HT50 — 
Without °%a" 2" YA" Mill Aluminum Aluminum) — 54HT41 — Without 1%" 2" 1" SS So — 54HU14 — 
0.050" Frame Leaf Thickness Without %' 22" il Mill Steel Steel — 54HT7/6 — 
Without ¥%'" 1¥," yp" Mill Steel Steel — 54HT62 — Without 1%" 2 V2" 1 SS 5S — 54HU15 — 
Without Y'" 1¥," yp" SS SS — 54HT96 — Without 1%" 22" i Mill Aluminum Aluminum) — 54HT51 — 
Without ¥%' 12" YA" Mill Aluminum Aluminum) — 54HT42 — Without 1%" a 1" Mill Steel Steel — 54HT77 54HT85 
Without /%'" 2 YA" 55 $5 — 54HT97 — Without 1%" 3 iN 55 SS — 54HU16 — 
Without ¥%' ze Ya" Mill Aluminum Aluminum) — 54HT43 — Without 1%" 4" il SS 55 — 54HU17 — 
Without %%'" Zz YA" Mill Steel Steel — 54HT63 — Without 1%" 4" i Mill Steel Steel — 54HT78 — 
0.060" Frame Leaf Thickness 0.090" Frame Leaf Thickness 
With = ¥%2" a YA" Bright Brass Steel — 54PD15 — Without 1%" 2° 1" Mill Steel Steel — 54HT83 — 
With =" 4" Yo" Bright Nickel Steel — 54PD03 — Without 1%" Z 1" Mill Aluminum Aluminum) — 54HT53 — 
With =v" 1Y%," yp" Bright Nickel Steel (54PD10| 54PD09 — Without 1%" = iy 55 55 — 54HU19 — 
With =" 1¥," yp" Mill 55. 54PC78| 54PC75 — Without 1%" 3. il Mill Steel Steel — 54HT84 — 
With =v 1," YA" Mill Steel — 54PC89 — Without 1%" 3" ik SS 55 — 54HU20 — 
With =" 1¥," yp" Bright Nickel Steel 54PD06 — — Without 1%" 4" ie SS SS — 54HU21 — 
With =v 1¥," yp" Bright Brass Steel (54PD20| 54PD14 — Without 1%" 4" il Mill Steel Steel — 54HT86 — 
With =v 2 YA" Mill Aluminum) — 54PC65 — 0.120" Frame Leaf Thickness 
With =v" 2" YA" Mill 55 54PC79| 54PC74 — Without 9%" Z. 2" Mill Steel Steel — 54HT54 — 
With =" 2 Ya" Mill Steel — 54PC90 — Without 9%" 2" 2 SS SS — 54HT87 54HT88 
With =v 2. YA" Bright Nickel Steel (54PD07; 54PD02 — Without 9%" 2 V2" 2" Mill Steel Steel — 54HT55 — 
With =" Zz yp" Bright Brass Steel 54PD21| 54PD18 — Without 9%" a 2 Mill Aluminum Aluminum) — 54HT35 — 
With =v" 22" YA" Mill Steel — 54PC91 — Without 9%" a 2" SS 55 — 54HT89 — 
With =" 2 V2" yp" Bright Nickel Steel — 54PD08 — Without 9%" 3 2" Mill Steel Steel — 54HT56 — 
With =" 3 yp" Mill 55 54PC77| 54PC76 — Without 9%" 4" Zz. 55 55 — 54HT90 — 
With = ¥' a yp" Mill Steel — 54PC92 — Without 9%" 4" 2 Mill Steel Steel — 54HT5/ — 
With = oO yp" Bright Nickel Steel 54PD05| 54PD04 — Without %'" 4" 2 Mill Aluminum Aluminum) — 54HT36 — 
= rd = = a * GRAINGER 
Unfinished Steel Hinges with Steel Pins, No Holes apPaGUER 
3-FT. 4-FT. 5-FT. 6-FT. 8-FT. 3-FT. 4-FT. 5-FT. 6-FT. 8-FT. j 
Overall | LENGTH | LENGTH | LENGTH | LENGTH | LENGTH Overall | LENGTH | LENGTH | LENGTH | LENGTH | LENGTH Hinges van be surface 
Overall Pin Knuckle ein on iy _ ay onal Mu mete ion _ Htem item _ mounted by drilling holes 
Width Dia. Height 0. 0. 0. 0. 0. idt ia eight 0. 0. 0. 0. 0. j 
0.025" Leaf Thickness 0. 075" Leaf Thickness and Helly fasteners, ol 
oe EY = = ty PEE PEE ct sing aca 
1" 16" 4" 4 — — 5 — 12" Vy" j 
0.030" Leaf Thickness 2. As. T 2ZEL1 — 2ZEL3 _ _ cul aes ‘ hacksaw. 
oe Sn SSI apr Ena TES -HEIE Acton ses val 
TY Yea" ip — 5MVR8 — — 5 : Ya" ; T iti j j 
0.035" Leaf Thickness 22 Yq" ili — 2ZEH4 — — 2ZEH/ Additional sizes vataue 
4" Yea" A" 2ZDV6 — — 1CAG3 — 215" vy" iu -- {JET2 | 2ZEH5 | JETS iJeT4~—«ON Grainger.com®. 
1¥" Ye Yq — — — 1CAH3 — 3 Vie 1" 2ZEN2 | 1JET5 | 2ZEN4 | 1JET6 1JET/ 
0.040" Leaf Thickness 3 Ya" {" — 2ZEH9 | 2ZEJ1 2ZEJ2 2ZEJ3 
V6" ¥30" Ya" 2ZDW2 — 5MVT2 | 4PB14 | 5SMVT3 4" He" 1 2ZEN7 — — — — 
1V%4" ¥30" Ya" 2ZDW3 | SMVT4 — — — 4" Ya" 1 — 1JEU2 — 1JEU3 | 2ZEK4 
1¥," 332" yp" 2ZDW4 | SMVT7 | SMVT8 | 4PB15 § 5SMVT9 4" Yq ill — 2ZEK1 — 2ZEK3 — 
2° ¥32" Ya" 2ZDW5 | SMVUO | SMVU1 | 4PB16 » 5MVU2 0.090" Leaf Thickness 
0.050" Leaf Thickness 2 Ya" ile 2ZEP3  2ZEP4 2ZEP5 | 2ZEP6 | 2ZEP7 
V6" Ye" YA" — 4PNC3 — — 4PNC6 2 Ya" 1 2ZEP8 | 2ZEP9 | 2ZER1 | 2ZER2 | 2ZER3 
1V%," Ye" YA" 2ZDW6 2ZDW7 = § 2ZDW8 | 2ZDW9 | 2ZDX1 4" Va" 1 2ZER4 | 2ZER5 — 2ZER7 | 2ZER8 
1¥" Yer Ya" 2ZDX2_ «= 1CBY1 | 2ZDX3 | 1CBY4 | 2ZDX4 1-FT. 2-FT. 4-FT. 6-FT. 8-FT. 
e Ye ue 2ZDX9 — 2ZDX6_| 1CBZ1 | 2ZDX/ Overall | LENGTH | LENGTH | LENGTH | LENGTH | LENGTH 
0.060" Leaf Thickness Overall Pin Knuckle’ Item Item Item Item Item 
1/6 Ye he 2ZDX8_ | 2ZDX9 _— 2ZDY2 | 2ZDY3 Width Dia. Height No. No. No. No. No. 
1" Ye" Ya" 2ZDY4 | 1CCP3 — 1CCP6 | 2ZDY6 0.120" Leaf Thickness 
WA Vg" Ya" 2ZDY7 | 1CDF4 | 2ZDZ3 | 4PB34 | 1CDF8 2 Ya" 2 2ZET5 | 2ZET/ | 2ZET9 | 2ZEU2 | 2ZEU4 
1" He" Ya" 2ZDY8 | 2ZDZ1 | 2ZDZ4 | 2ZD2Z6 | 2ZDZ8 a 34" eid 97ET6 | 2ZET8 | 2ZEU1 | 2ZEU3 | 2ZEU5 
1" V6" 1" — 2ZDZ2 | 2ZDZ5 | 2ZDZ/ — vy 34" Py — — 1JEY6 | 2ZEU8 = 
1/4" Ye Ve = = 2ZEA4 3: Ya" 2" — 2ZEV3 | 2ZEV5 | 2ZEV6 | 2ZEV8 
Zz 78. y" 2ZEA6 | 10DG2_ | 2ZEC1 | 4PB35 | 1CDG5 3. yg" 2 2ZEV2  2ZEV4 | 1JEY8 | 2ZEV7 | 2ZEVI 
2. 6" 1 2ZEA8 1JEH8 2ZEC3 2ZEC4 2ZEC6 4" ¥e" 2. 2ZEW6 — 1JEZ1 2ZEWS8 | 2ZEW9 
2. Vie. Ya" 2ZEA/ | 2ZEA9 § 2ZEC2 — — 0.180" Leaf ApIERHGES 
22" Vl ip — 2ZED1 | 2ZED4 | 4PB36 3 Zz. 2ZEX5 | 2ZEX6 | 1JFL6 | 2ZEX/ 1JFL7 
3 Ye" YA" 2ZEE3 | 1JEG7 — 4PB37 | 1JEG8 4" ip 2 2ZEX8 — 2ZEY1 2ZEY2 | 2ZEY3 
3 V6. he = = 2ZEE7 | 2ZEE8 = 0.250" Leaf Thickness 
a 73" 2 4PND3 — — — — 














Sign in to Grainger.com® to see YOUR Pricing and MORE 








SECURITY 
Hinges 


Scan. Order. Done. 
Details on page A1. 








No. 33RT73 


No. 33RT80 





& Markar 


ASSA ABLOY 


Hospital Tip Continuous Hinges 


Leaf Holes 
L W Thickness Material per Leaf 
Full Mortise Continuous Hinge 

" 2 V4" 0.083" Carbon Steel 21 
84" 2Vie" 0.125" Aluminum 21 
84" 2Vie" 0.125" Aluminum 21 
96" 2 V4" 0.083" Carbon Steel 24 
96" 2 YA" 0.083" — Stainless Steel 24 
96" 2Vie" 0.125" Aluminum 21 
96" 2"e° 0.125" Aluminum 21 

Full Surface Continuous Hinge 

: Ye" 0.083" Carbon Steel 24 
84" 11%6" 0.083" — Stainless Steel 21 
84" 116" 0.075" Carbon Steel 24 
84" 116" 0.075" _—_ Stainless Steel 21 
84" 2Vie° 0.125" Aluminum 21 
84" 2ve" 0.125" Aluminum 21 
84" 2Vie° 0.125" Aluminum 21 
96" 116" 0.083" Carbon Steel 24 
96" V6" 0.075" Carbon Steel 24 

No. 1XMG9 





GRAINGER 
APPROVED 


: : * 
Lift-Off Hinges (&l 
Surface-mount hinges allow quick door removal by 
lifting door from door-mounted hinge leaf. 304 stain- 
less steel for use in corrosive environments. Black 
powder-coated. 300-Ib. door capacity. 4 concealed 
mounting holes. Use #10 screws to mount; hardware 
not included. 








A. 
No. 2YFF5 


C. 


No. 2YEY1 


D. 
No. 2YEY3 


GRAINGER. 


ITT 


E. 
No. 2YFF9 


2014 









Find even MORE on Grainger.com® 


Narrow-Profile Weld- * 
On Lift-Off Hinges 


Suitable for tight spaces, and can be welded in place horizontally 
or vertically. Hinges can be mounted flush, offset, or straight. Pin 
is permanently attached to the frame leaf. Reversible for left- or 

right-handed applications. 


GRAINGER 
APPROVED 


o 








Pin Item 
H W Dia. Pin Material No. 
Stainless Steel 
2 15/39" Ya" Stainless Steel 4PPR4 
2%" YA" Ya" Stainless Steel 4PPR5 
3%2" yf" V6" Stainless Steel 4PPR6 
316" 4" 3" Stainless Steel 4PPR7 
5" 24/39" Y," Stainless Steel 4PPR8 
paella 52%9" ili Ys" Stainless Steel 4PPR9 
No. 4PPP3 Steel 
11%" Ye" Ve" Steel 4PPP3 
2" 1949" Ya" Steel 4PPP4 
234" Y" Ya" Steel 4PPP5 
Item 3932" Ye" V6 Steel 4PPP6 
Color No. 316" 4" 3" Steel 4PPP7 
31342" Ye" V6" Brass with Grease Fitting 4PPU2 
Gray 33RT7/3 43/6" ya" ¥" Brass with Grease Fitting 4PPU3 
Aluminum 33RT76 43/4" 4" 3" Steel 4PPP8 
Dark Bronze 33RT80 5 ¥4" ¥" Brass with Grease Fitting 4PPU4 
Gray 33RT/5 514" 29/39" y," Steel 4PPP9 
Satin 33RT94 52%0" 1" Yn" Steel 4PPR1 
Aluminum 33RT82 1332" 1" Y," Steel 4PPR2 
Dark Bronze 33RT86 12 14," 7" Steel 4PPR3 
6%2" ily Y," Brass with Grease Fitting 4PPU5 
Gray 33RT7/8 1% 1" Y," Brass with Grease Fitting 4PPU6 
Satin 33RT87 8 Ye 1 Ye" ¥e" Brass with Grease Fitting 4PPU7 
Gray 40CF04 Aluminum 
Silver 40CF06 23" 15/49" Ya" Stainless Steel 4PPT3 
Aluminum 33RT77 234" Y," V4" Stainless Steel 4PPT4 
Dark Bronze 33RT92 3%2" yf" V6" Stainless Steel 4PPT5 
Natural 40CF01 316" 4" 3" Stainless Steel 4PPT6 
Gray 33RT84 No. 4PPU2 529/39" 1 y," Stainless Steel 4PPT8 
Gray 40CF05 ws 1%" ¥" Stainless Steel 4PPU1 
WITHOUT HOLES WITH HOLES 
RIGHT-HANDED LEFT-HANDED RIGHT-HANDED LEFT-HANDED 
Pin Rangeof Leaf Item Leaf Item Leaf Item Leaf Item 
H W Dia. Motion | Thickness No. Thickness No. | Thickness No. Thickness No. 
Steel 
2" Ye" =" 2/0° 4" 3HWC4 — — Yq" 3HUF1 0.078" 3HUG5 
2" 2" Ye" 2/0° 5Y6q" 3HWC6 Yea" SHWE7 | = 2/25" 3HUF2 Ya" SHUG6 
2M" VA" He" 2/0° — — — — Ya" SHUF4 — — 
2Ve" Vo" 15% 4" 210" — — — — — — Yea" 3HUG8 
3" 3 Ya" 2/0° — — 64" SHWF1 Yea" 3HUF5 Yea" 3HUGI 
4" 3" Ya" 2/0° Fea! 3HWD1 ea" SHWF2 Ra" 3HUF6 Fea" 3HUH1 
4" 4" Ya" 210° — — — — Ra" 3HUF7 — — 
Stainless Steel 
2 11%6" =e" 210" 64" 3HWD6 56a" 3HUE4 5¥6q" SHUF8 5Y6q" 3HUH3 
22" 2 Ya" 180° — — — — y" 1XMG7 — — 
2M" YA" He" 2/0° — — — — — — 3/4" 3HUH4 
a 2" He" 2/0° — — 64" SHUEG6 Ya" 3HUG1 Yea" 3HUH5 
3 a VA" 2/0° Yea! SHWE3 64" 3HUE7 — — Yea" 3HUH6 
4" 3 Ya" 2/0° — — — — — — Fea" 3HUH7 
4" 4 Vj 970° = — = —s %a" 3HUG4 — = 
Black Powder Coat Cast Zinc 
2" 1Y46" ¥" 180° — — — — Vig" 1XMG9 * — — 
22" 144" ¥" 180° — — — — 1/5" 1XMH1 — — 


* For nonhanded lift-off hinge, order Nos. 1XMG9, 49U523, 49U524, 49U525 or 49U527. 


& Markar 
Load-Rated Continuous Hinges with Holes assaasioy 


= Hardware included 


All hinges are heavy-duty, 14-ga. steel and are rated for doors weighing up to 600 Ib., up to 134" 
thick, and with a max. door width of 4 ft. Min. door clearance of ¥s", except for Nos. 2YEY3 and 
2YEY4 which are ¥". Hinges have 17" knuckles, %4'"-dia. 304 stainless steel hinge pins, and 
long-life split nylon bearings. 


ALUMINUM 
304 STAINLESS 1012 ALUMINUM WITH WITH DARK 
STEEL CARBON STEEL CLEAR FINISH BRONZE FINISH 
Item Item Item Item 
Key H Leaf Thickness No. No. No. No. 
A 84" 0.4375" 2YEX8 2YFF5 2YFG4 2YFG6 
A 96" 0.4375" 2YEX9 2YFF6 2YFG5 2YFG7 
B 84" 0.4375" 2YEX6 2YFF3 2YFG8 2YFH1 
B 96" 0.4375" —_ 2YFF4 2YFG9 2YFH2 
C 84" 0.437", 0.125" 2YEY1 2YFF7 — — 
C 96" 0.437", 0.125" 2YEY2 2YFF8 — — 
D 84" 0.125" 2YEY3 _ — — 
D 96" 0.125" 2YEY4 — — — 
E 84" 0.125" 2YEY5 2YFF1 2YFF9 2YFG2 
E 96" 0.125" 2YEY6 2YFF2 2YFG1 2YFG3 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


CG) Spring force equals double the weight of the lid. 
@) Spring force equals the weight of the lid. 


@) Spring force equals half the weight of the lid. @) 


@ 
oe) 


This example is for the use of one spring. 
Divide spring force in half if two springs are used. 


Gas springs are the perfect solution for almost any 
hinged application requiring lift assist. They can 
also be designed to hold a lid in the open position. 
Gas springs are filled with nitrogen, a nonflam- 
mable gas, as well as oil, to lubricate the internal 
components of the gas spring. 


APPROXIMATING THE REQUIRED FORCE 


The diagram above can be used to approximate 
the force required in the gas spring. A mounting 
point directly on the center of mass will result in 
a gas spring requiring about the same force as 
the weight of the lid. Directly between the center 
of mass and the hinge will require about double 


Choosing the Right Gas Spring 


Center of Mass 


Force (Ibs.)= 


W= Weight of Lid (Ibs.) 
N= Number of Springs 


C= Distance between the 
hinge and the center of mass 


L= Distance between the hinge and 
the moving mounting point 


center of mass will require a force about half the 
weight of the lid. 


CALCULATING THE REQUIRED FORCE 


The gas spring force can be more closely approxi- 
mated using the above diagrams and equation. 
The force calculated will be enough to hold the 

lid open in the fully extended position. Because of 
friction and other application variables, you may 
want to choose a spring with a force about 10% 
higher than calculated. 


CHOOSING THE RIGHT LENGTH 


To choose the right length gas spring, first deter- 
mine the distance between the mounting points 


SECURITY 
Gas Springs 


Center of Mass 


when the application is in the open or extended 
position. You will want to choose a gas spring with 
an extended length equal, or nearly equal, to this 
length. 

Next, measure the distance between the mount- 
ing points when the application is closed or 

fully compressed. You will want to choose a gas 
spring with a compressed length that is less than 
this length. Choosing a gas spring with a longer 
compressed length will result in an application that 
will not work properly. The stroke length of the gas 
spring can be calculated as the difference between 
the extended length and compressed length. 


the force. Twice the distance from the hinge to the 





Bensbach 


easylift 


Steel and 316L Stainless Steel Gas Springs 


= Temp. range: -22° to 176°F 
Steel springs feature CeramPro®-treated rod technology to provide a smooth, durable surface. Powder- 
coated cylinders provide maximum resistance to corrosion. Springs are filled with nitrogen (N.). 
Stainless steel springs are constructed of 316L stainless steel. Please be sure to note the thread sizes 
on either end of the gas spring and that of the fitting when matching the 2. More traction, locking and 
high temperature gas springs with elbow fittings are available on Grainger.com. 





No. D9215 









Extended Compressed > CHOOSE: Rod Item 
Rod Dia. Stroke Length Length Cylinder Dia. Force Thread Size _—iNo. 
Steel 
0.24" 230° 5.91" 3.55" 0.59" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib. M5 D9215 
0.24" 3.54" 8.15" 4.61" 0.59" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib. M5 D9216 
0.32" 1.97" 5.81" 3.00" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9197 
0.32" 3:15" 8.00" 5.20" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9198 
0.32" 3.94" 10.71" 6.77" 075° 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9199 
0.32" 551" 13.74" 8.23" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9201 
0.32" 6.2" 15:63" 9.33" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9202 
0.32" 7.87" 18.19" 10.32" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib. M8 D9203 
0.32" 8.27" 18.62" 10.35" 0.75" 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9204 
0.32" 9.84" 22.30. 12.52" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9205 
0.39" far 13.23" 10.36" 0.87" 25 lb., 50 Ib., 75 Ib., 100 Ib., 125 Ib., 150 Ib., 175 Ib., 200 Ib., 225 Ib., 250 Ib. M8 D9206 
0.39" 10.24" 26.38" 16.14" 0.87" 25 |b., 50 Ib., 75 Ib., 100 Ib., 125 Ib., 150 Ib., 175 Ib., 200 Ib., 225 Ib., 250 Ib. M8 D9207 
0.39" 12.8" 27.99" 15.19" 0.87" 25 |b., 50 Ib., 75 Ib., 100 Ib., 125 Ib., 150 Ib., 175 Ib., 200 Ib., 225 Ib., 250 Ib. M8 D9208 
0.39" 13:78" 29.41" 15.63" 0.87" 25 |b., 50 Ib., 75 Ib., 100 Ib., 125 Ib., 150 Ib., 175 Ib., 200 Ib., 225 Ib., 250 Ib. M8 D9209 
0.39" 16.14" 33.94" 17.99" 0.87" 50 Ib., 75 Ib., 25 Ib., 100 Ib., 125 Ib., 150 Ib., 175 Ib., 200 Ib., 225 Ib., 250 Ib. M8 D9211 
0.55" 7.99" 18.9" 11.03" 1.1" 200 Ib., 250 Ib., 300 Ib., 350 Ib., 400 Ib., 500 Ib., 550 Ib. M10 D9212 
0.55" 12 26./7" 14.96" 1.1" 200 Ib., 250 Ib., 300 Ib., 350 Ib., 400 Ib., 500 Ib., 550 Ib. M10 D9213 
0.55" 15.98" 34.84" 19.09" i 200 Ib., 250 Ib., 300 Ib., 350 Ib., 400 Ib., 500 Ib., 550 Ib. M10 D9214 
316L Stainless Steel 

24" 1.97" 5.04" 3.07" 0.59" 10 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib. M5 D9224 
0.24" 3.94" 9.06" 52" 0.59" 10 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib. M5 D9225 
0.24" 5.91" 12.99" 7.08" 0.59" 10 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib. M5 D9226 
0.32" 3.94" 10.71" 6.77" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9217 
0.32" 5.51" 13.74" 8.23" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9218 
0.32" 6.3" 15.63" 9.33" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9219 
0.32" 7.87" 18.19" 10.32" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib. M8 D9221 
0.32" 8.27" 18.62" 10,35" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9222 
ie?” 9.84" 22.36" 12.52" 0.75" 15 Ib., 20 Ib., 30 Ib., 40 Ib., 50 Ib., 60 Ib., 70 Ib., 80 Ib., 90 Ib., 100 Ib., 110 Ib., 120 Ib., 130 Ib. M8 D9223 
0.39" 7.87" 18.23" 10.36" 0.87" 25 |b., 50 Ib., 75 Ib., 100 Ib., 125 Ib., 150 Ib., 175 Ib., 200 Ib., 225 Ib., 250 Ib. M8 D9184 
0.39" 10.24" 26.38" 16.14" 0.87" 25 Ib., 50 Ib., 75 Ib., 100 Ib., 125 Ib., 150 Ib., 175 Ib., 200 Ib., 225 Ib., 250 Ib. M8 D9185 
0.39" 12.8" 27.99" 15.19" 0.87" 25 Ib., 50 Ib., 75 Ib., 100 Ib., 125 Ib., 150 Ib., 175 Ib., 200 Ib., 225 Ib., 250 Ib. M8 D9186 
0.39" 16.14" 33.94" 17.99" 0.87" 25 lb., 50 Ib., 75 Ib., 100 Ib., 125 Ib., 150 Ib., 175 Ib., 200 Ib., 225 Ib., 250 Ib. M8 D9187 
0.55" 7.99" 18.9" 10.91" fib 200 Ib., 250 Ib., 300 Ib., 350 Ib., 400 Ib., 500 Ib., 550 Ib. M10 D9188 
0.55" te 26.77' 14.77" Fite 200 Ib., 250 Ib., 300 Ib., 350 Ib., 400 Ib., 500 Ib., 550 Ib. M10 D9189 
0.55" 15.98" 34.84" 18.86" 1.1" 200 Ib., 250 Ib., 300 Ib., 350 Ib., 400 Ib., 500 Ib., 550 Ib. M10 D9191 

Sign in to Grainger.com® to see YOUR Pricing and MORE 2015 


SECURITY 
Latches 





No. 1RBP9 





No. 4RRL2 


* GRAINGER 
GA APPROVED 


Latches 


No. 5CRU5 





No. 1XPB8 


= Hardware not included unless otherwise specified 


Type 
Latching Draw Hasps 
Latching 
Latching 
Latching 
Draw Latches 
Adjustable 
Adjustable 
Adjustable Under Center 
Adjustable Under Center 
Adjustable Under Center, 
Concealed Secondary Catch 
Adjustable Under Center, 
Concealed Secondary Catch 
Adjustable Under Center, 
Concealed, Padlock Hasp 
Adjustable Under Center, 
Padlock Hasp 
Adjustable Under Center, 
Padlock Hasp 
Adjustable Under Center 
Flexible Over Center 
Concealed 
Over Center Single Hole Peg 
Over Center w/ 
Concealed Mounting 
Over Center w/ 
Concealed Mounting 
Over Center w/ 
Exposed Mounting 
Over Center w/ 
Exposed Mounting 
Rubber T-Handle 
Rubber T-Handle 
_ Rubber T-Handle_ 
Rubber T-Handle, 
Flexible, Pull Type, 
Concealed Mounting 
Rubber T-Handle, Flexible, 
Pull Type, Front Mounting 


* Includes hardware. 


2016 





ITT 


Finish 

Natural 
Zinc Plated 
Zinc Plated 


Passivated 
Passivated 
Natural 
Zinc Plated 


Natural 
Zinc Plated 
Natural 
Natural 


Zinc Plated 
Passivated 
Black 
Zinc Plated 
Passivated 


Passivated 
Passivated 


Passivated 


Black Rubber 
Black Rubber 


GRAINGER. 





W 


29/4" 
ALS 
5" 


24%" 
4/6" 
32%2" 
32%" 


2250" 
225/40" 
225/30" 
32932" 


32542" 
43/," 
45/30" 
13/4" 
27/32" 


1%”Ac' 


31%2" 
A2V6q" 


Sve 


11%4" 


82332" 


Find even MORE on Grainger.com® 


No. 1XPD5 


No. 1XPE5 





1% 


Vf," 
1Y4' 
" 
15%" 
14" 
15%" 
1¥4" 
3% 


132" 
3%" 


3%2" 


11% 


as Se. 


No. 1XPC1 


Item 
D No. 
Ys" __1RBR4 
Ys" 1ARBP9 
¥%"  1RBR6 
1%6 1XPD5 
%  1XPD6 
¥%"  ARRKS 
¥%y" ARRK7 
270" ARRK4 
270" ARRK3 
270" ARRKG 
1%" ARRL1 
1%" ARRKY 
2. 1XPC9 
¥%"  ARRLA 
Ye ARRL2 
Z 1XPE2 
1%" 1XPE4 
Zz 1XPE1 
1%4" 1XPE3 
1%" 1XPA6 
2364"  XPA7 
1%" 1XPA8 — 
1540"  ARRL7 
1%" ARRN1 





No. 4RRK3 





Scan. Order. Done. 


No. 4RRF3 

Type Finish 
Rubber T-Handle, Flexible, Black 

- Pull Type, Front Mounting 
= Spring-Loaded Natural 
- Spring-Loaded Natural 
Under Center w/ Keeper Natural 
Under Center w/ Keeper Natural 

Under Center w/ 

Keeper, Padlockable Natural 
Draw-to-Close Polished 
Draw-to-Close Polished 
Draw-to-Close Polished 

Pivot Paw! Latches 
Push to Close/Locking Black Powder Coated 
Paddle Latches 
Push to Close/Locking Black Powder Coated 
Push to Close/Locking Passivated 
Push to Close/Locking Zinc Plated 
Push to Close/Locking Zinc Plated 
Push to Close/Nonlocking Black Powder Coated 
Push to Close/Nonlocking Zinc Plated 
Push to Close/Nonlocking Zinc Plated 
Cam Latches 
Slotted Passivated 
Slotted Black Powder Coated 
Slotted Chrome 
Fixed Grip Passivated 
Fixed Grip Polished Chrome 
Fixed Grip Passivated 
Fixed Grip Polished Chrome 
Compression Latches 
Lift and Turn/Nonlocking Polished Chrome 
Lift and Turn/Nonlocking Black Powder Coated 
Push Button/Nonlocking Black Powder Coated 
Push Button/Locking _ Black Powder Coated 
Vise Action/Nonlocking Black Powder Coated 
abate Black Powder Coated 
Vise Action/Slotted Recess Black Powder Coated 


Secret Latch 
Single-Acting Reversible 


Satin Chrome 


Details on page A1. 








1%" 


2"e 






No. 4RRL7 








a 
No. 3HJE8 
H D 
1270" 1%" 
1%" Ys" 
13%" 3" 
12%a" 1" 
i," 11%" 
Us 11%!" 
138%4" = 190" 
3%32" Vy" 
2¥%4 Ya" 
" 17%" 
3%" Us 
AY," Us 
3%" Us 
AY" %" 
AY" i" 
AY" i" 
3%" 7%" 
1%" 1" 
1%" 2V0" 
2%" Yq" 
1 332" 1¥e" 
1 32" 1 ¥e" 
1 32" 1¥e" 
132" 1 Ve" 
1Y%4" 17" 
TY" 1759" 
4%0" 196" 
A%2' 1% 
2" 217/39" 
1Y%e" 21759" 
1%" 2" 
146" — 





Item 
No. 


4RRL8 


SCRUS 
CRUG 
1XPE5 
1XPE7 


1XPE6 


oCRV4 
SCRV5 
oCRV8 


1XPC8 


1XPB8 
1XPC4 
1XPB7 
1XPC2 
1XPC1 
1XPB9 
1XPB5 


1XPF1 
1XPF4 
1XPF5 
ARRF3 
4RRF4 
4RRF6 
4RRF7 


4RPZ2 
4RPZ3 
4RRA4 
4RRAG 
4RRC2 
4RRC3 
4RRC6 


SHJE8 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SECURITY 
Catches, Latches & Drawer Slides 





* GRAINGER 
APPROVED 


Magnetic Catches and Latches 


Catch 


Key Pull Force 


Surface-Mount Catches - Pull-to-Open 
27/33" 17/22" Aluminum Brown Included 4EVT1 
8%aq" Aluminum Silver Included 4EVT2 


1.7 Ib. 
3.3 Ib. 
6 Ib. 
13 Ib. 

6 to 8 Ib. 
10 to 15 Ib. 
6.5 Ib. 
13 Ib. 

6 Ib. 


Tamm oO|w YS S| > > 


Surface-Mount Magnets - Pull-to-Open 


G 14 |b. 24" Sq YN Aluminum Silver NotIncluded 14XMT7 
Surface-Mount Catches - Pull-to-Open 

H 34 Ib. 2%z0" "DIYs Brass Brown Included 4FCV7 

| 50 Ib. 1%" = 1%68" W%6 Steel Yellow NotIncluded 1WAA6 

| 17.6 lb. 2%" Ae’ 1% 6 Ae Steel Gray Included 4EVN1 

| 17.6 lb. 2%" As 1%68 Ae Steel White Included 4EVN2 

J 6.11b. 4%" HVA" 85a" Steel White Included 4EVP8 

J 6.1 1b. 4%" He Ao" 3G ql" Steel White Included 4EVP9 

J 5.21b. — 44%64" 10" 16" 2%" Steel White Included 4EVR1 

K 12.3lb. %e %" 3%4" %%4" Stainless Steel White Included 4EVR2 

K 12.3lb. '%e % 1%" 3%" Stainless Steel White Included 4EVR3 

K 10.5 lb. 434" 3% a" 234" ~— 150" Stainless Steel White Included 4EVR4 

K 31 Ib. 43%q"  ASeqh — Stainless Steel Silver NotIncluded 5ENWO 

K 11 Ib. 2%q" Ag — Stainless Steel Silver NotIncluded 5ENW2 

K 15 ib; 4%q"  AYeqh — _ Stainless Steel Silver NotIncluded 5ENV9 

K 10.5 |b. 4%" = 3%4" 1% 6' Ye" Stainless Steel White Included 4EVR5 

L 6.6 lb. 22" 2a" Hq" a" Steel Gray  NotIncluded 4EVN5 

L  15.4\b. 22" 2" 1%4" HH" Steel Gray NotIncluded 4EVN6 

L  242\b. 2A" 2" 11M oH" Steel Gray NotIncluded 4EVN7 

L  30.8lb. 22" 270" 22364" Steel Gray NotIncluded 4EVN8 

L 33 Ib. 2/39" 2ifz0" D234" Yq" Steel Gray NotIncluded 4EVN4 

N 11 Ib. Yoo" Han" 1" 1G" Steel Black Included 4FCW2 

N 22 |b. Yoo" 2H/an" 1" 1g" Steel Black Included 4FCW4 

0 5 lb: 10" 4a" 1" A" Plastic Tan Included 4FCW6 
Surface-Mount Catches - Push-to-Open 

P 2:0 Ib: 1%" 1%" 1%" %%" Plastic and Steel Brown Included 1WAA1 

P 2.5 |b. Ye 11%2" 13% 4" BY" Plastic Black Included 4FCW8 

Ee 2.5 |b. Ye" 11%0" 13%" SY" Plastic and Steel Black Included 4FCX1 

P 4 |b. Mg" 11%" 18%4" 8 Yq" Plastic Black Included 4FCX3 

Q 4 lb. Me" 11%" 138% 4" Yq" Plastic Black Included 4FCX5 
Surface-Mount Touch Latches - Push-to-Open 

R 5.2Ib. 3a" 1156" 15/4" 1940" Plastic Brown Included 5CJA5 * 

R 5.21b. 34a" 116" 194" 1540" Plastic White Included 5CJAG t+ 
S 3.5 1b. Me 12%" 5%4" 15/0" Plastic Brown Included 5CRT9 * 
S 3.51b. Me 12%4"  5%4" 1540" Plastic White Included 5CRUO + 
S 3.5 1b. Mer 12%4" 5%" 1549" Plastic Black Included 5CJA7 + 
Mortise-Mount Catches- Pull-to-Open 

U 4 |b. Yq" if" SV" Ya" Aluminum Silver Included 4FCY2 

V 13 Ib. b%q" TY" OY! Plastic Black NotIncluded 14XMT5 
Sealed Magnetic Catches 

WwW 6.6 lb. Ha" Fgh — = Polyacetal Black NotIncluded 4EVP2 

W 3.3 Ib. 3/4" 5/4 = = Polyacetal Light Gray Not Included 4EVP4 
Grab Catches 

X — 24%" Ye 24%" 1% Steel Silver Included 1VZX5 

X 10 Ib. 3%4" 1 %a" — 25%64" 2%" Plastic Black NotIncluded 1XMU3 

X 4 |b. Yq" 132" 1M" Steel Silver Included 4PE50 


L 


1%6' 
13%" 


7" 


14%," 
1g" 
17/39" 
47/4" 
47/4" 


oy 6" 


W 


45/64" 
53764" 
146" 
146" 
59/4" 
27/30" 

1 W 

1 " 


5¥%q" 


Strike 


L 


1%a" 
1%" 
14%," 
39/4" 
7" 
1%" 
1%" 
1%" 


Us Steel Silver Included 1VZY4 
7; Steel Silver Included 4PE51 
33/64" Plastic Brown NotIncluded 4FCU6 
16" Plastic and Steel Tan Included 4FCU8 


Sq" Aluminum Silver Included 4FCV1 
Sy" Aluminum Silver Included A4FCV3 
13/46" Steel Black Included A4FCV5 


* Brown color. t White color. # Black color. 


Steel Drawer Slides, * 


Side Mount 


Precision ball bearings and 
raceways ensure smooth drawer 


operation. Slides have a posi- 


tive stop so drawer will not 


disengage from the slide, and a 
hold-in detent firmly holds the 


drawer in a closed position. Load 


rating based on 50,000 cycles. 


Mounting screws included. 


A. FULL EXTENSION WITH 
LEVER DISCONNECT 


Drawer pulls out the entire 


length of the slide, except the 
10" drawer travels only 912". 
Slides have a lever release; just 
push the lever to release the 
drawer from the slide. Not for 
use on drawers that are wider 
than their length. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


GRAINGER 
APPROVED 
B. FULL EXTENSION, HOLD-OPEN 
WITH LEVER DISCONNECT 


Same features as A,, but with an addi- 
tional hold-open feature to hold the 
drawer in place when opened. Drawer 
requires greater pressure to close. 


C, FULL EXTENSION 
WITHOUT DISCONNECT 


Drawer can be pulled out the full closed 
length of the slide. Once installed, drawer 
cannot be removed without disassem- 
bling the slides. 


D. FULL EXTENSION WITH 
HANDED RAIL LIFT-OFF 


Lift-out release feature allows the drawer 
to be easily lifted up and out of the slide. 
Slides are full extension, allowing the 
drawer to be pulled out the full closed 
length of the slide. 


Item 
H Material Color Hardware No. 





ZINC 
Side Mount) PLATED 
Closed Travel Load Cap. Item 


Key Length Length per Pair No. 
Full Extension with Lever Disconnect 


A 11.81" 12" 100 Ib. 4KRV5 
A 13.78° = 14" 100 Ib. 4KRV6 
A 1575. 1e 100 Ib. 4KRV7 
A Wwe. 18 100 Ib. 4KRV8 
A 19.69" 20" 100 Ib. 4KRV9 
A 21.65° 22" 100 Ib. 4KRW1 
A 23.62" 24" 100 Ib. 4KRW2 
A 250 20 100 Ib. 4KRW4 
A 9.84" 10" 100 Ib. 4KRV4 
Full Extension without Disconnect, Dual Mount 
A : 18" 500 Ib. 4KRZ6 
A 24" 24" 500 Ib. 4KRZ9 
A 36" 36" 500 Ib. 4KTA5 
Full Extension, Hold-Open with Lever Disconnect bs : 
B 15.75" 16" 100 lb. | 4KRW8 Cee Cees 
Full Extension without Disconnect 
G 12" 12" «273 lb. | 4KRU4 C. D. 
C 14" 14" 267 Ib. 4KRU5 
C 16" 16° 261 Ib. 4KRU6 
GC 18" 18" 250 Ib, 4KRU7 
CG 20" 20" 244 Ib. 4KRU8 
C 22" 22" 233 Ib. 4KRU9 
C 24" 24" 220 Ib. 4KRV1 
C 28" 28" 182 lb. 4KRV3 


Full Extension with Handed Rail Lift-Off 
8" 8" 75 Ib. AKRP8 
10" 10" 76 |b. 4KRP9 





jon) [ee] 





SECURITY Scan. Order. Done. 
Pull Handles Details on page Al. 
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Unthreaded Pull Handles 


Mounting Inner Mtg. Vert. Mtg. Mounting Inner Mtg. Vert. Mtg. 
Hole Ctr. Hole Ctr. Hole Ctr. Grip Screw Item Hole Ctr. Hole Ctr. Hole Ctr. Grip Screw Item 
Key to Ctr. to Ctr. to Ctr. _ Projection Dia. Size No. Key to Ctr. to Ctr. to Ctr. _ Projection Dia. Size No. 
Steel, Natural Finish A 14" — — 278° Ye" Ae 4KZY9 
A 8 — — 278° Ye" /16" 4KZY2 E 1 Y2" aye 1 Y2" 2 V4" y4" #8 4LAE1 
A 10" — — 278° ye" /16" 4KZY3 G 5/4" — 144" Ya" Ya" 4LAE4 
A 12. — — 278° ye" 16" 4KZY4 G 11%" — 1 15/30" Ye" Ye" 4LAE5 
A 14" — 278° Ye" V6" 4KZY5 304 Stainless Stee, Polished I Finish 
Steel, Polished Chrome Finish B 2 Ye" 10%" — 2" Y, YA 4KZZ9 
B 124" 104%" — 2. Yo" Ya" 4KZZ5 D 1 — Me" 1'%64" Ae" #8 x 4" 4LAC4 
B 2294" 21%" — 2% %" V6" 4KZZ6 D 4s" — YGa" 1 19/30" 4" #8 x ¥" 4LAC5 
B 4034" 39 4" — 278° Ye" 16. 4KZZ8 D 5" — Ye 117/32" Yq" #9 x Y4" 4LAC6 
Steel, Polished Zinc Finish D 6%. — 1 1%39" 2 V8 ii #12x1%'  4LAC/ 
C 32%" — Yq ill 24 Gq" #6 x Y4 1VZX4 H 1% 58" YB" 11939" 6 Ya" 4LAE/ 
C — — — — — #6 x Y4" 1XMR5 K 2A" — — 73" ¥30" #16X3° 4WRL5 
D 4Ve" — Ye 1%," Ya" #/ x Yq" 4PE15 K 2232 — — 24/9" 6 #16X3° 4WRL6 
D 473" — Us 11949" Yq #8 X Y8° 4PE1/ K 31%2" — — bYGq" 2% 4" #20x 3%  AWRKI 
D 52" — {" 11949" Yq #9 x Ya" 4PE19 L A1Yeq" A1Veq" oY Eq" Ye TYa9" #20x 3%  4WRL1 
D 6%" — 13" ZV 1" #12x1%' 4PE21 L 5/6. Ryle 16 11%64" TYao" #25 X 5" 4WRL2 
F A1Y6q" — — 1%2" Ya" #6 x ¥4" 4PE14 316 Stainless Steel, Polished Finish 
G 5/4" — — 144" Ya" #10 4LAE2 M 6o%a" 1 29/39" 1330" Ua M6x#35 4WRL3 
G 11%" — — 11%2" Ve" ¥3 4LAE3 304 Stainless shee Satin Finish 
H 63%a" — 13%" 248° — #10-18 x 1%" 4PE25 N — 1%a" 43764" #16 x 3" 4WRY8 
H 1%" 5Y8" Ye" 11939" V6 #9 4LAE6 N ae — — 117%, 4" y4" #20x 3%"  AWRY4 
| 60" — — ave 14" #12x1%"  4PE24 N 533%" — 1 19/30" Ua #25 x 4" 4WRY6 
| 6%6 — — 2"e — #12X1¥%2 —1WAE5 304 Stainless Steel, Polished F Finish 
| 86" 2464" 1%32' 2'%a — Vax 14" 1WAF4 N 2 Ye" — — 1%a" 43764" #16 x 3" 4WRY7 
| 10" Ihe 1264" 2 Ves" — #10x%" = 1WAF6 N 4V%q" — — 117%64" Yq" #20x 3%"  AWRY3 
U 41/39" — 248° — 5Yeq" 10 4LAP5 N 53%a" — — 1 15/30" Us #25 x 4" 4WRY5 
Steel, Powder Coated Finish Aluminum, Matte Finish 
D 4V5" — 6 14" yp" #/ x Ya" 4PE16 B 12 V4" 101%" — 2 yy" Ya" 4KZZ4 
D 45/4" — I 115/39" y4" #8 X Ys" 4PE18 E 8%" 6Y2" ili 298° y4" #8 4LAD7 
D 52" — I: 115/30" y4" #9 x Ya" 4PE20 I 4" — — 16 V6 8-32 4KZG2 
D 62" _— 195 28. 1" #12X1¥s  ~—4PE22 Cast Iron, Tan Powder Coated Finish 
F 41a" — — 1%2" Ya" #6 x ¥4" 1VZZ9 E AI 6" — Ua 1¥," Ye" #12 4LAD4 
Steel, Solid White Finish Cast Brass, Polished Finish 
D 4%" — y4" 11439" — #6 x 4" 1WAB9 C — — — — #6 x 4" 4JH14 
Steel, Dull Brass Finish D Te" Yo" Ye 1¥%6q" #8 4LAD1 
D 421/30" — Ua 11340" Yq" #8 x ¥3" 1WAB5 Zinc, Polished Chrome Finish 
D A — il 1 1949" 4" #9 x ¥4" 1WAD3 J i — dr 1 49/30" ye" YA 4LAE8 
F A1Vq" — — 1 %2" Ya" #6 x 4 1WAB1 Thermoplastic, Black 
Steel, Galvanized Finish P 3iY6e — — 12764" Ya" M6 x ¥" 4LAE9 
D — Us 13" — #8 X Y8° 1WAC4 P 43% a" — — 13/4" ¥30" M8 x ¥2 4LAF1 
D 52" — 1" 11949" — #8 X 1" 1WAC8 P 51%" — — 1 4%64" ¥30" M8 x ¥2 4LAF2 
F 4Ve" — — Ai Ya" #6 x 4" TWAA5 P 1%64" — — 13732" Ve M8 x V2 4LAF3 
| 6%6. — — 26. — #12x1% ‘WAD/ P gy" — — 2 V8 2364" Mi0x%  4LAF4 
6%" 13" ZV" — #12x1%"  1WAE9 Phenolic, Black 
Rubber Coated Steel, Powder ( Coated Finish P AVA" — — 13/4" Ye" Ya" 4LAF5 
0 6'%6a" = 2%4" 6/64" M6 or#12  AWRZ2 Technopolymer, Flex Handle 
0 92/0" — 2¥A" bY6q" M6 or#12 4WRZ3 R 4434" — 4436" 1¥," 2464" 2Y6q" 15E730 
304 sralness Steel, Natural Finish Chemical-Resistant Wing Handle 
8" — 2% ye" V6" 4KZY6 S 3'Y6 — 144" Ya" 24% Gq" 15E733 
i irs — — 278° ye" V6" 4KZY8 








F. 
* GRAINGER 
APPROVED Mounting Hole Vert. Mounting Item 
Key Center to Center _Hole Ctr. to Ctr. Grip Dia. Screw Size No. 
IF 1 di |p il al di ith M ti P| t steel, Polished Nickel Finish 
Olding Full nanaies WI ounting Fiate 345 27 A Vi ALAN? 
ch 13%" YA 8 4LAN4 
Mounting Hole Vert. Mounting Item 304 Stainless Steel, Natural Finish 
Key Center to Center _Hole Ctr. to Ctr. Grip Dia. Screw Size No. C 43; 2Y4 V6 10 4LAK9 
Unthreaded Through Holes 300 Stainless Steel, Natural Finish 
Steel, Polished Zinc Finish C 4 ¥;" 24" Ve 10 4LAL2 
A 1" 194" /6- 10 4LAK6 300 Stainless Steel, Polished Finish 
B 2" 14%" Ya #6 xX V4" 1WAF8 D 4%6 1%" 17/30" 10 4LAL8 
B 2/4" 1%" ¥3" #10 x 4PE27 Aluminum, Black Finish 
B 3. 2. Je" #10 x 1" 4PE28 J eh 14%" YA" 6 4LAN5 
B 3/4" 24" Je" #12 x 1%" 1WAG1 Weld-On 
D os" 16 ya" 10 4LAL4 Steel, Natural Finish 
E a" 120" Ya" 8 4LAL5 H 398" 24 ¥e" — 4LAN3 
Steel, Black Finish H — — Ye" — 4PE26 
A 16 194" Ae. 10 4LAK7 304 Stainless Steel, Natural Finish 
B 329/30" 248 6" 10 4LAK8 F 32" 13" YA" — 4LAL9 
D 6" 1342" Vf" 10 4LAL6 G 398" 194" V6" — 4LAN1 
2018 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE’° 
Find the yl. Find Solutions. Find Great Prices. 
Overall Item 
Ke a aah Eye Inside Dia. Length No. 
Hine Die agt, Mckee tated eee Die cot, Ni cke Plated 
0" A We 3" 4GGJ2 
A ae ye" aor 4GGJ3 
16 = 8 4FCG4 
“De ST" Strap Width =——s«3 3%" s«s MFC 
fi e 25" areas 
E ¥ yh 3% 4FCG9 
E Ve Uf 3% 4FCJ6 
8 8 16 
16 4 otra idt 4 
G 6 1" Strap Width 3% 4FCL2 
Steel, Chrome-Plated 
Iron Casting, Zinc-Plated 
B ue — 4" 4FCJ3 
“Ae = 8 4FCJ4 
16 Ab. 8 4GGJ5 
30" 3" 3" 4 





SECURITY 


Spring Snaps, Braces & Magnetic Hooks 


Snap Overall Item 
Key oni Eye Inside Dia. ae MO 
F-98477 


ie te a 5" 

16. iii 
ron Castin ckel-Plate 

16. 3" " 


‘Bronze ©... 


> | 


= 
for} 
ay 
LL 


4 


rass, Nickel-Plate 
8 5 16. L 8 4 





* 


GRAINGER 
APPROVED 


Slide Bolt Spring Snaps 


= Nonload-rated, not for lifting 
= Models E. to H. have swivel eyes 





E. F. 














Braces and Reinforcement Hardware 


L W Holes Item Pkg 
Ke in in er Leaf No Ot 
nside Corner Braces 
Zinc 
A Sa Y TWDD4 | 
A Vy 4PB60 1 
a 5 4 
Ys 4 
A 2% % 2 TWDD5 | 
A 3 7 2 4PB63 1 


2 4 
A 1 Yp 2 TWDF5 2 
A 2 ¥% 2 1WDF6 2 
A 2% ¥5 2 {WDF7 4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


ha Holes Item 
Key (in eer Braces er Leaf 
Solie Brass Inside Gorn id Brass Inside omer Braces races 
-Goniey Bases ——— Braces 
Zinc 
C lV, Va 2 {WDJ4 4 
C 2, 7 3 TWDJ5 4 


‘ChairBraces 


rass 


Antique Bronze 


Mounting Braces, Zinc 
2 


P * GRAINGER 
Magnetic-Mount Hooks APPROVED 
Hook Hook Working Item 
Ke Height Base Width D Hook Finish Load Limit No. 
o 0" 4" ainte 5 Ib. 4 
Yq" 64" 32" nfinishe ; 4 5 
4" 3" 4" rome 5 Ib. 
30" 4" rome . 
— 4" rome ; 1 
‘ 30" olishe ; 5 





* 














GRAINGER 
APPROVED 
Holes Item 
er Leaf 
ending Plates 
inc 
8 7 
4 
8 4 
5 4 
8 5 
‘4 
7 








Galvanized 
BrasSo 


rass 
32 


Tee Plates Zinc 
l a5 5  30NT0P, gppgg 


2 on Stem 


3 on Top, 
| 3 3 > on Stem 1WDK4 1 
on Top, 
| 4 Ui 5 onSiem 1WDK5 1 
3 on Top, 
| 5 5 Bon Siem 1WDK6 1 
Solid Brass Decorative Corner Braces 
J 1/4 1% | 1XMP3 4 
10 40 4 
A A +) 


2019 








SECURITY 
Hooks 





A. 


Light-Duty Screw-in Hooks 





Item Pkg. 
Key Hook Opening L Thread Length __ Finish No. Qty. 
Ceiling Hooks, Steel 
E Y," 5 2. Zinc Plated §1WBN1 20 
E 1¥0" 34" 11% a" Zinc Plated 1WBN5 20 
E 1" 1%" 25/4" Zinc Plated $1WBN8 20 
E 1" 2" %" Zinc Plated §1WBN7 20 
Cup Hooks 
Solid Brass 
A Vv yy" Ys" Solid Brass 3ZVF7 6 
A Ya" %e" Ya" Solid Brass 3ZVF8 5 
A Ya" 5/4" af" Solid Brass 3ZVF9 5 
A ¥e" i ¥" Solid Brass 3ZVG1 5 
A 2/5" 1" 2/5" Solid Brass 3ZVG3 4 
A /o" 1%" Y% Solid Brass 3ZVG4 2 
A 2," 1%" 4" Solid Brass 3ZVG6 2 
Steel 
A Vy" 13/6" Y," Brass 1WBH3 20 
A Ya" 13%4" Y," Brass 1WBH6 20 
A Ya" 12%a" Y," Brass 1WBJ6 20 
A Y," 11% 4" Y," Brass 1WBH9 20 
A Je" 1/6" Y," Brass 1WBJ3 20 
A 3" 1%" yy," Brass 1WBJ9 20 
A 5/4 2732" Y," Brass 1WBK3 20 
Hook Bolt, Steel 
F 5/4" 10" 34" Zinc Plated 1RCE2 1 
Hook Bolts, Steel 
F — 5" 34" Zinc Plated 3ZVH9 1 
Hook Bolts, Steel Wire 
F — — — Zinc 4PB84 1 
Hook Bolts with 1 Hex Nut, Steel 
H ¥o" 13/46" 13/46" Zinc Plated 4HDV4 10 
H 1Y9" 19/6" 19/6" Zinc Plated 4HDV5 10 
H ¥e" il is Zinc Plated 4HDV6 10 
H Y," 1%" 17%" Zinc Plated 4HDV7 10 
H 7s" vA 2 V4" Zinc Plated 4HDV8 10 
H /e" 13%" 34" Zinc Plated 4HDV9 10 
B. 
E. I. 
* GRAINGER 
APPROVED 
Vinyl-Coated Screw-in and Nail-In Hooks 
Load Item Pkg. 
Key Thread Length Capacity No. Qty. 
Black Vinyl-Coated, Load Rated 
A 7 13" 50 Ib. 4ERX8 1 
B 1%" 40 |b. 4ERX9 1 
C 7V4" 13%" 50 Ib. 4ERY2 1 
D 85/4" 13%" 50 Ib. 4ERY1 1 
Red Vinyl-Coated, Not Load Rated 
E 2" 13" 4ERX7 10 
F 2V2" i 4ERW8 10 
G 34" 13" 4ERW9 10 
H ik 4ERX1 10 
| 6Y2" 1%" 4ERX3 10 


2020 GRAINGER. 
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Key Hook Opening 


u 


H Ne 


Hook Bolts with Nuts, Steel 


F 
Screw-In Hooks, Steel 


Y3" 
E Vp" 
E Yq" 
E I 
S Hooks, Steel 
G 2464" 
G 23! 
Shoulder Hooks 
Solid Brass 
C — 
C — 
C — 
C — 
C = 
Steel 
G —= 
C — 
C a= 
C a 
G Ss 
Square Bend Hooks, Steel 
D — 
D — 
D a 
D —- 
D — 
D — 
D 


Zinc Die-Cast Safety Cup Hooks 
B 


B — 





A. 


Wpspycraincer SUGATSUNE 


APPROVED 





L 
5" 


7" 


4" 
34" 
2" 
14%" 


1%" 
22 


Yo" 
4" 
1" 
1Y%" 
1%" 


5¥Gq" 


1%6' 
116" 
127%" 
29732" 


11346" 
1%6' 


es 
5 

2%" 
7" 

19" 


To" 
Vi 





Scan. Order. Done. 
Details on page A1. 





Thread Length 


5" 
3" 


1/6" 
115%64" 
5 
29/64" 


Ye 
7A 
vA 
i 
TA 


Yo" 
Yo" 
Yo" 
Yo" 
Yo" 


" 
2%4" 
19/39" 

yj 
59%4" 

yA 

Yo" 


Yo" 
Yo" 


G. 


Finish 
Zinc Plated 


Zinc Plated 


Zinc Plated 
Zinc Plated 
Zinc Plated 
Zinc Plated 


Zinc Plated 
Zinc Plated 


Solid Brass 
Solid Brass 
Solid Brass 
Solid Brass 
Solid Brass 


Brass 
Brass 
Brass 
Brass 
Brass 


Zinc Plated 
Zinc Plated 
Zinc Plated 
Zinc Plated 
Zinc Plated 
Zinc Plated 
Zinc Plated 


Bright Brass 
Bright Brass 






* 


Item 
No. 
4HDV3 


3ZVJ1 


1WBN3 
1WBN4 
1WBN6 
1WBN9 


1WBP3 
1WBP5 


3ZVG7 
3ZVG8 
3ZVG9 
3ZVH1 
3ZVH2 


1WBK5S 
1WBK6 
1WBK8 
1WBK7 
1WBK9 


3ZVH9 
1WBL6 
1WBL4 
1WBL3 
1WBL2 
3ZVH3 
3ZVH4 


3ZVG2 
3ZVG5 


Coat and Garment Racks & Hooks 


Hook 
No. of Base 
Key Hooks Width 
Wall-Mounted 
4 
# 
10¥," 
20" 
30 ¥%' 
ounted 
10" 
10" 
10" 
3" 
16¥" 
16%" 


O1) >) Go) PO) 


ard- 


& BB} Co} Go) Go 


S 
” 


1" 
298" 
1 230" 
49%" 
7" 
1" 


Ro —/—) 4) po a 


W 

4" 

4" 
1098" 


301" 


OQ]02] C2] CQ/CQ/ C2 


17 
23% 
Th 
1H 


W 

4" 

4" 
10%" 


301" 


G2) G2) 2) C2) C2 C2 


14" 
298" 
1%" 
1%" 


Find even MORE on Grainger.com® 


Hook 
Height 


4" 
5" 
194" 
5" 
394 


—, 
©9) 03] =) a9) 09) 09 


1% 
194" 
12732" 
ALS 
2A 
ALS 


H 


4¥" 
5" 

194" 
5 

394" 


3" 
3%" 
3%" 
15%" 
15%" 
15%" 


17 
Za 


127732" 


2%" 
194" 
194" 


Finish 


Painted 
Painted 
Painted 
Painted 
Painted 


Polished Brass 
Polished Chrome 


Satin Nickel 


Polished Brass 
Polished Chrome 


Satin Nickel 


Zinc Plated 
Nickel Plated 
Satin 
Satin 
Bright Brass 
Plain 


Brand 


GA 
GA 
GA 
GA 
GA 
GA 


GA 

GA 
Sugatsune 
Sugatsune 

GA 

GA 






GRAINGER 
APPROVED 


Pkg. 
Qty. 
10 


1 


20 
20 
20 
20 


20 
20 





Item 
No. 


1HEY8 
1HEZ1 
1HEZ3 
1HEZ5 
1HEZ7 


1XNH7 
1XNH8 
1XNH9 
1XNJ1 
1XNJ2 
1XNJ3 


1HGL4 
1XNF5 
ACRV2 
ACRV3 
4JG64 
4JG66 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° SECURITY 
Find the why. Find Solutions. Find Great Prices. TVs 


Commercial LED TVs RCA @LG 


TVs are clone capable, which means menu and channel settings can be copied out of 1 TV 
and placed in all other TVs in the facility. 













No. 22P329 


HDTV HDTV 
Screen HDTV SmartTV VESA Item 
Size Resolution Brightness Compatible Pattern H W D Brand No. 
22" 720 300 No _— 144%" 21" 17%" RCA 22P329 
22 720 300 No 100x100 = 121%2" 20" 2%4' Lg Electronics 49AU95 
23" 720 280 No _— 159" 25 Ye" 2's" RCA 36JH26 
28" 720 300 No 200x200 15°%4" = 25%6' 2%6 Lg Electronics 49AU96 
32" 720 300 No _— 20%" 314%" 273" RCA 22P331 4 oe 
32 1080 300 No 200x200 17'%4" — 287%2" ——2"%64" Lg Electronics 49AU97 —, 
43" 1080 300 No 200x200 22°%4" = 38154" 2'%a" Lg Electronics 49AU98 ear Mie 
43" 1080 300 No 400x200 22'e' 39%" 3" RCA o2CW97 No. 49AU95 
43" 1080 — Yes 200x200 223%a" 38%6° 2'%4" Lg Electronics 53RF58 
43" 1080 300 No 200x200 224%4" = 38192" 3 %4" RCA 54UD46 
49" 1080 300 No 200x200 25%" 4345%64" 31/6" RCA 52CW98 
55° 1080 350 No 200x200 29%" 50%" 1%' RCA 32RT40 


Healthcare LED TVs Re@M<«LoO ©La 


Hospital-grade TVs have multiple protocol port that will work with most pillow speaker 
devices, regardless of the brand or remote type already installed. 


No. 22P325 


HDTV HDTV 

Screen HDTV SmartTV  VESA Item 
Size Resolution Brightness Compatible Pattern H W D Brand No. 
14" 1080 300 cd/m2 No 400x400 9%" 13%" 244" RCA 45KY50 
22" 720 500 No = 14" 21 15%a" RCA 22P325 
28" 720 280 No = 18192" 251% 4" 2.57%" RCA 35MT17 
20° 720 — No — 15%" 2512" 24" Samsung  93VA48 
32" 1080 = Yes 400x400 17'%64" =—282%2" = 2 "¥%64" ~~ Lg Electronics S3RF99 
B2 720 300 No = 20%" 31% 275, RCA 22P32/ 
32" 1080 300 Yes 100x100 16%" 28'%2" = 2%6' Samsung 444F69 
40" 1080 300 No 200x200 20%%4" = 354%64" DM Samsung 444F70 
43" 1080 205 No 200x200 22°%4" = 38%6' =. 2!" —s Lg Electronics 54TW82 
43" 1080 300 No 200x200 224% a" = 38 '%2" 3 Hea" RCA 54UD47 
43" 1080 300 No 200x200 235%4" = 38 4%64" DN Samsung 444F71 
49" 1080 214 No 300x300 = 25%" 43 V2" 2'¥64' Lg Electronics 54TW86 
55 1080 280 No 400x400 287542" 484% 4" 249%" RCA 45MK59 No. 53RF59 
65" 1080 240 No 300x300 35'%2" 57%" ~~ 112% 4" Lg Electronics 53CK08 
65" 1080 300 No 300x300 35'%2" 57%" ~— 112%" Lg Electronics 53CK09 


Hospitality LED TVs IRG@M«xoo” OLG 


LYNK™ Remote Enhanced Control for Hospitality (REACH) helps you control your property's 
operating costs by allowing you to make remote updates to all rooms from one remote loca- 
tion. Digital television (DTV) normally requires a manual, room-by-room update process that 
increases the cost of running your property. REACH saves you time by updating and adjusting 
DTVs using radio frequency signals. This server and remote control combination offers near 
real-time updating, provides a residential TV experience to guests, and lets you deliver infor- 
mation to guests automatically using a headline style scrolling ticker. Integrated solution uses 
existing infrasturcture assets and eliminates the need for set-top boxes and other components. 


No. 49AU92 





HDTV HDTV 

Screen HDTV SmartTV VESA Item 
Size Resolution Brightness Compatible Pattern H W D Brand No. 
22' 1080 250 No 200x100 14%a" 21" 12%" RCA 49AU92 
24" 720 — No 75x75 1334" 22. Y8" 2% Samsung 52YK59 
28° 720 280 No 200x100 15132" 251564" 2.290" RCA 49AU93 
28" 720 —_ Yes 100x100 15°%4" = 25%6" 2%" Samsung 52YK60 
a2. 1080 195 No 200x200 17%6 282%2" 2'%a" LgElectronics 54TW78 
32 720 300 No 200x100 19'%4" = 29 Yq" 3 RCA 35GU98 
32. 720 — No 200x200 171%2" = 29'%4" = 24%a" =Samsung 443W28 
40" 1080 — No 200x200 202%2" 36%6 2%6° Samsung 52YK64 No. 52YK59 
40" 1080 — No 200x200 202%2" 36%6 2%6 Samsung 52YK66 
40" 1080 200 No 200x200 20'%6" 352%2" 2164" Lg Electronics 54TW/9 
40" 1080 225 No 200x200 20'%6" 352%" 21364" Lg Electronics 54TW80 
40" 1080 229 No 200x200 20'%6' 352%2" = 23a" Lg Electronics 54TW81 
43" 1080 300 No 400x200 22'%6' = 39%" 31%" RCA 52PA25 
43" 1080 — No 200x200 222%4" 38116 =02%6 ~=8©60Samsung)§=—ss 52 YK67 
43" 1080 — No 200x200 22%6 38'%6' 2%6' Samsung  52YK68 
43" 1080 _— No 200x200 222%4" 38116 = 2%6 Samsung 52YK69 
43" 1080 247 No 200x200 222%4" 38%6' 21564" LgElectronics 54TW83 
43" 1080 247 No 200x200 223%4" 38%6 2'%4" LgElectronics 54TW84 
49" 1080 300 (cd/m2) No 200x200 31%" 48%" { RCA 45WP96 
49" 1080 214 No 300x300 25%" 43%" = 2164" LgElectronics 54TW85 
49" 1080 214 No 300x300 25%" 43%" 2'%a" LgElectronics 54TW87 
90" 1080 390 No 300x300 26%" 442%" = 82440", Samsung 444F83 
55" 1080 = No 400x400 26%s° 442940 27%" Samsung 52VK74 one 
55° 1080 243 No 300x300 28%" 482%" 2164" Lg Electronics 54TW90 
595" ~—-2160 (4K) 243 Yes 300x300 28'%2" 48116 2' LgElectronics 54TW91 
65" 1080 = Yes 400x400 322%2" 57%6' 2'%4' Samsung 52YK7/8 
bo: 1080 278 No 300x300 33'%2" =57%" 2%6 LgElectronics 54TW92 
65" ~—- 2160 (4K) 2/8 Yes 300x300 33'%4" 57%" = 2'5%4" Lg Electronics 54TW93 
75° ~~ 2160 (4K) 285 Yes 600x400 40'%64" 66'%64" 21364" LgElectronics 54TW94 
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SECURITY 


Outdoor TVs, Remotes & Accessories Details on page Al. 


ad 


Scan. Order. Done. 
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No. 460J63 


Outdoor TVs peerless: 


UltraView™ UHD models provide an all-season outdoor viewing experience. Come equipped 

with a high TNI panel, allowing sunlight readability without the risk of blackout. DC power ports 
provide power for small video equipment. Xtreme™ Outdoor Daylight Readable Display TV has a 
weatherproof design, providing protection against harsh outdoor elements. Soundbar system is 
easy to set-up and features Bluetooth® connectivity. Built-in amplifier delivers high-quality audio 
performance power. 





HDTV 
HDTV HDTV SmartTV Item 
Screen Size Resolution Brightness Compatible VESA Pattern H W D No. 
UltraView™ UHD Outdoor TV 
No. 460U66 49" 2160 (4K) 500 No 400x200 30%" 4815/6" 825%" 460J63 
. 5a. 2160 (4K) 500 No 400x300 342 V6q" 55% 825%" 460/64 
65" 2160 (4K) 500 No 400x400 39 Vie" 635564" 825%" 460J65 


, Xtreme™ Outdoor Daylight Readable Display 
49" 1080 700 No 600x400 30%" 49136 107A" 460J66 
Watt Sensitivity Impedance Frequency Overall Overall Item 


No. 460J67 





Type (RMS) (dB) (ohms) Response H (in.) W (in.) No. 
Soundbar System 
Waterproof, Wireless 80 106 8 50 Hz to 20 kHz 3% 6% 460J67 


CLEA 
RCA 


ee 
BRIGHT STAR ~ fF 


he first name in flashlights. 


TV Remotes 


Offer optional screw for battery cover 

and require 2 AA batteries (not included). 
Clean Remotes are for use with all brands 
of hospitality, healthcare, and residential 
televisions. 1-touch setup, no program- 
ming codes needed, easy clean and 
spillproof design is clinically tested 99% 


MASTER cleaner than other remotes. Brightstar 
on remotes are durable and preset for the 
: leading TV brands and easily program- 
No. 30F328 No. 36C785 No. 6KJC4 mable for all others. 
Mfr. Item 
Description For Use With Type Brand Model No. 
Healthcare Clean Remote Control for TVs with Cable Boxes All Commercial and Residential Televisionss Plus Most Cable Boxes Clean Room CleanRemote CRIR  30F328 
Healthcare Clean Remote Control for TVs, Large Button All Commercial and Residential Televisionss Large Button Clean Remote CR2BB  30F329 
Television Remote Control All Commercial and Residential Televisionss Plus Most Cable Boxes Spillproof Clean Remote CR3BCB 35DW86 
Master Remote Control Televisions 22P325, 22P326, 22P327, 22P328, 22P329, 22P330, 22P331, 22P332 IR RCA 360785 36C785 
Guest Remote Control Televisions 22P325, 22P326, 22P327, 22P328, 22P329, 22P330, 22P331, 22P332 IR RCA 360786 36C786 
Learning Universal Remote Televisions, (2) AAA Batteries IR RCA 38W/766 38W/66 
Universal TV Remote Any Brand Of Televisions IR RCA DT-04 5SCFVO 
All Television Brands, Preset for Samsung, LG, RCA, Philips, Hospitality and 
Universal TV Remote Magnavox, GE, Zenith, Hisense, Panasonic and Vizio Healthcare Brightstar br100b — 6KUC4 
Universal Clean Remote Control, One Touch Set Up All Commercial and Residential Televisions TV Only, Spillproof Clean Remote CR1 6KJC5 
Universal Clean Remote Control with Pay-Per-View Buttons Any Brand Television and LodgeNet®, OnCommand®, Sonifi® Systems eee Clean Remote CR2M  6LUU4 








No. 5CFV2 
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No. 5CFV7 « ) 
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Wall Mounts and Cables RGA 


Wall Mounts - Heavy-duty commercial-grade LCD wall Healthcare TV Jumper Cables - Connect J Model 


mounts provide safety and security by requiring tool/bolt Commercial TVs to existing wall plates. 
removal to take the TV off the wall. 


Load 
Cap. Mfr. Item 
Description For Use With VESA Pattern H W D (Ib.) Model No. 
Wall Mounts 
Flat Panel Tilt Mount with Pivot 22", 26", 32" and 42" TV 79x75/100x100/200x200 O° 11%" 3'%e _—si CTM-0200 5CFV2 


Flat Panel Tilt Mount, Single Arm 22°, 26", 32” and 42° TV_75x75/100x100/200x100/200x200 81%" 81%" 91%" 55 CTM-1200 _5CFV3 
Flat Panel Tilt Mount, 92" 96" 32" and 42" TV 50x50/75x75/100x100/200x200 12%" 12" 3%" 55  CTM2200 5CFV4 


Double Arm 

Flat Panel Tilt Mount 22', 28', 32' TV 50x50/75x75/100x100/200x200 5%2" 55%a" 2342" = 50 JM1000 5CFV5 
Flat Panel Tilt Mount 22°, 26', 32° and 42° TV = 50x50/75x75/100x100/200x200  8°%4" 82%2" 25/4" 80 JM2000 5CFV6 
Healthcare TV Jumper Cable 

Y% To 6 Pin RCA J Model Televisions —- — 36 RCAJ-36-146 5CFV7 
Y% To 5 Pin RCA J Model Televisions —_—- — 36 RCAuJ-36-145 5CFV8 
Va To Vs RCA J Model Televisions ar. Ron eo Scrvg 

Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SECURITY 
Video Mounts & Stands 





peerless: * 


GRAINGER 
APPROVED 


‘STANLEY. VIDEO MOUNT PRODUCTS 


Video Display, TY Mounts, and Stands 


Video mounting systems are a space-saving alternative to stands, shelving, and consoles. Include mounting hardware. 


Mounts only; 
AV equipment 
not included 


Paramount series models are designed for versatility and easy installation on a wide variety of video display applications. 
SmartMount series models have premium-grade flat-panel mounts with flat, tilt, pivot, and articulating options for commercial 
applications. High-end video displays and labor-saving features for the professional installer. 


Load 
Trade Tilting Max. Cap. 
For Use With Name VESA Pattern Angle (Deg.) Extension  (Ib.) 
Wall Mount, Flat 
10" to 29" Screens SmartMount 75x75/100x100 _— _— 80 
22" to 40" Screens SmartMount = 75x75/100x100/200x100/200x200 — — 115 
37" to 85" Screens _ _ _ _ 200 
39" to 75" Screens SmartMount 600x400 — _— 150 
TV Mounts TV Wall Mount — — 0 110 
Wall Mount, Tilt 
10" to 30" Screens _— _ 7 — 60 
180872 Screen VMP _— _— — 
32" to 40" Screens SmartMount 400x300 _ +15/-5" 150 
32" to 50" Screens SmartMount 458x405 —_— +15/-5" 150 
39" to 75" Screens SmartMount 600x400 — +15/-5" 150 
39" to 75" Screen TV SmartMount 600x400 15 2% to 5%" 175 
39" to 80" Screens SmartMount 800x400 _— +15/-5" 200 
-5 to +15 
42" to 90" Screens = = Maer — 480 
increments) 
TV Mounts TV Wall Mount _— 10 0 65 
Wall Mount, Articulating 
10" to 29" Screens SmartMount 75x75/100x100 +90 +35" 25 
10" to 32" Screens _— —_— 15 10%" 45 
22' to 40" Screens SmartMount 100x100/200x100/200x200 180 +15/-5" 80 
22' to 40" Screens SmartMount 100x100/200x100/200x200 +90 +15/-5" 80 
46" to 90" Screens SmartMount 200x100 to 800x400 27% +15/-5" 150 
Ceiling Mount 
13" to 29" Screens SmartMount 75x75/100x100 360 +20/-5" 40 
13" to 29" Screens SmartMount 75x75/100x100 360 +20/-5" 40 
Flat Panel TV Stands 
32" to 75" Screens SmartMount 200x200 to 600x400 -2/0/+6 +5/-2" _ 
Desktop Mount 
10" to 30" Screens _— _ 15 10%" 35 
TV Enclosure 
22" to 32" Screens — 100x100/200x100/200x200 +15/-5 425/64" 126 
42" to 55" Screens _ 400x400 +15/-5 5130" 150 
*Teniaauas, peerless’ stance, WIMP 
APPROVED VIDEO MOUNT PRODUCTS 
Video Component Mounts and Shelving 
Load Swivel 
Description For Use With Color Cap. (Ib.) Angle (°) Brand 
Projector Mounts and Enclosures 
LCD TV Mount All Projectors Black 40 360 GA 
Ceiling Projector Mount Projectors up to 50 lb. — Black 50 360 Peerless 
Projector Mount Multimedia Projectors — Black 25 360 Peerless 
Speaker Mounts 
Wall and Ceiling Speaker Mount ee Black 20 120 Peerless 
Wall/Ceiling Speaker Mount TV Mounts Black 8 0 STANLEY 
Equipment Shelves 
Component Shelf A/V Equipment Black 100 0 Peerless 
Digital Signage Computer/Component Holder 
Gam ar _ Video Mount 
puter/Component Holder Digital Signage Holder = Black 25 Products 
Equipment Rack and Shelves 
Video Mount 
Flat Panel Mount Flat Panel Monitor Black 50 — Products 
i ; ; 19” Rack Equipment Video Mount 
19" AV Equipment Rack, 48"H § hcceeconies Black 400 — pradiicts 
; en Video Mount 
8 Receiver Rack Shelf 19" Equipment Racks Black 50 — Products 
eas Video Mount 
Vented Rack Shelf, 2-Space 19" Equipment Racks Black 50 _— Products 
Vented Rack Shelf, 1-Space 19" Equipment Racks Black 50 — ea 
Suspended Ceiling Mount Accessories 
Son eae Projector Mount White 60 0 Peerless 
Wall Mount Equipment Shelf 
Wall Mount Equipment Shelf TV Mounts Black 17 0 STANLEY 
Wall Mount Equipment Shelf TV Mounts Black 13 0 STANLEY 
Straps 
Universal TV Strap TV Mounts Chrome 0 0 STANLEY 
Safety Straps TV Mounts Chrome 0 0 STANLEY 
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Brand 


Peerless 
Peerless 
GA 
Peerless 
STANLEY 


GA 
Video Mount 
Products 
Peerless 
Peerless 
Peerless 
Peerless 
Peerless 


Video Mount 
Products 


STANLEY 


Peerless 
GA 
Peerless 
Peerless 
Peerless 


Peerless 
Peerless 


Peerless 
GA 


Peerless 
Peerless 


Mfr. 
Model 


SF630 
SF632 
33J841 
PF650 
TLS-2108 


33J830 


DS-BP 


PT640 
ST640 
PT650 
ST650P 
ST660 


FP-LDSB 


TMS-DS$1113T 


PA730 
33J828 
SA740P 

PA740 

SA771PU 


LCC36-C 
LCC18C 


SRS60M 
33J832 


K62232-S-GRO1 
K64255-S-GRO1 


Mounts only; 
AV equipment 
not included 


Mfr. 
Model 


33J827 


PRG-UNV 
PRS-UNV 


SPK811 
ASB-25 
PS200 


DS-CH 


ER-LCD1017 
ER-148 
ER-8RSA 
ER-S2UV 
ER-S1UV 


CMJ500R1 


AS-100 
ADS-200 


ASR-001 
ASR-NO2 


Item 
No. 


33J827 


3XWC2 
38X965 


1HB10 
45PF80 
38X963 


180873 


180871 
180875 
180876 
180887 
180888 


38X962 


45PF78 
45PF79 


45PF82 
45PF83 


Item 
No. 


3XVY9 
3XVZ1 
33841 
3YLZ6 
45PF72 


33830 


180874 


3YMA1 
1HA95 
3YMA2 
38X964 
1HA97 


180872 


45PF69 


3YMAG6 
33J828 
2ZA84 
3YMA7 
3XWAS 


3XWAS8 
2ZA92 


3XWC6 
33J832 


45AK73 
A5AK72 


No. 33J827 





No. 3XWC2 





No. 180875 





No. 33J830 , 


— 


No. 180872 


| aE a 


No. 3XWAS 














No. 33J832 
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No. 180873 





No. 38X962 
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SECURITY Scan. Order. Done. 
Two Way Radios Details on page Al. 





Motorola Two Way Business Radios tires 
All radios include battery, BUSINESS, RDX SERIES BUSINESS, RM SERIES 








belt clip, single-unit = FCC License required = FCC License required 
drop-in charging tray, and = Narrowband compliant » 12.5 kHz narrowband 
transformer. For additional = Durable analog radios = Designate 16 
accessories, see page 2031. provide clear audio prerecorded channels 
BUSINESS DIGITAL, quality and expanded = Up to 20 floors 
DTR SERIES frequency capability communication coverage 
= 900 MHz digital ism -—-_™ Operate on 89 UNF and 27 BysINESS, RMM SERIES 
aaa band; require no VHF business frequencies; . Qnerate on license-free 
No. 29WJ53 license to operate up to 213 codes to VHF MURS frequencies 
= Durable, digital ensure Clear signal = Programming Cable 
radios provide clear = Allow for programmable No. 29WJ59 required to 


frequencies to be added 


audio quality aa access programmable 
= Provide group or 1-to-1 later; high-power models features, sold separately 
private communication can be programmed to on page 2031 
= No. 10K212 provides function with repeaters 
private group : Programming Cable LIGHT-DUTY, CLS SERIES 
eomminication No. 29WJ59 required = FCC License required 
= Text messaging capable pe gran raciaen middot a 
= Programming Cable licensed frequencies and = Operate on 56 UHF 
No. 2EUH6 required to to access programmable business frequencies; 
access programmable features, sold separately up to 121 codes to 
on page 2031 ensure clear signal 








features, sold separately = Lightweight and compact 


No. 29WJ56 No. 22NL44 ‘ on page 2031 
Inside Programmable/ 
Band Output Range No. of Selectable Battery Battery Display IP Repeater Mfr. Item 
Type Watts (sq. ft.) Channels Frequency Frequencies Analog Digital Codes Type Life Type Std. Rating Capable Model No. 
Business Digital, DTR Series 
ISM 1 300,000 25 900 MHz — — — Li-lon 14.5hr. LCD MIL-STD-810C, D,E,F 1P54 No DTR410  2HNA9 
ISM 1 350,000 30 900 MHz _— — — Li-lon 14.5 hr. BacklitLCD MIL-STD-810C, D,E,F |P54 No DTTR550 + 10K212 


Business, RDX Series 


UHF 4 350,000 10 438to470MHz Yes 39+ 84+ 


Programmable Programmable Li-lon 18hr. No Display MIL-STD-810C,D,E—,F P55 Yes RDU4100 23Y699 


UHF 4 350,000 16 438 to 470 MHz Yes Li-lon 18 hr. LCD MIL-STD-810C, D,—£,F IP55 Yes RDU4160D 23Y701 


- A+ 
Programmable Programmable 


39+ 844 ; 
VHF 5 300,000 10 146 to 174 MHz Yes Programmable Programmable Li-lon 18hr. No Display MIL-STD-810C,D,E,F 1P55 Yes RDV5100 23Y698 
Business, RM Series 


39+ 6 84+ 12 to MIL-STD-810C, 
UHF 2 250,000 4 450 to 470 MHz Yes Programmable Programmable Li-lon 15 hr. No Display D.EFG IP54/55 No RMU2040 29WJ53 
39+ 6 84+ ; 12 to ; MIL-STD-810C, 
UHF 2 250,000 8 450 to 470 MHz Yes Programmable Programmable Li-lon 45 hr. No Display DEEG IP54/55 No RMU2080 29WJ54 
39+ 6 84+ ; 12 to MIL-STD-810C, 
UHF 2 250,000 8 450 to 470 MHz 99 Programmable Programmable Li-lon ie he LCD DEEG IP54/55 No RMU2080D 29WJ55 
Business, RMM Series 
39+ 6 84+ 12 to MIL-STD-810C, 
VHF 2 220,000 8 150 to 160 MHz Yes Programmable Programmable Li-lon 15 hr. No Display DERG IP54/55 No RMV2080 29WJ56 
39+ 6 84+ 12 to MIL-STD-810C, 
VHF 2 220,000 5 151 to 155 MHz Yes Programmable Programmable Li-lon 15 hr No Display EF IP54/55 No RMM2050 29WJ57 
Light-Duty, CLS Series 
UHF 1 200,000 1 450 to 470 MHz 56 38 83 Li-lon 12.6hr. LCD MIL-STD-810F — No CLS1110 22NL44 
UHF 1 200,000 4 450 to 470 MHz 56 38 83 Li-lon 12.6hr. LCD MIL-STD-810F — No CLS1410 22NL45 





Motorola CLP/Business Series Two Way Radios © 








= FCC License required _ = Li-ion batteries provide Designed to provide reliable communications in MOTOROLA 
= Narrowband compliant —_ up to 14 hr. of service demanding retail, healthcare, and hospitality environ- §°°°°7"°"° 
No. 15X821 ss 1W UHF = Repeater capable ments. Feature small, lightweight form factor; simple, push-to-talk 
= Up to 6 channels = Programming Cable operation; embedded antenna; and small earpieces. Smart Status 
= Operate on 99 UHF No. 29WJ59 required to Glow uses color to indicate active channel; radio transmit; and 
business frequencies program radio on licensed receive, scan, and battery status. Can be programmed to function 
= Up to 219 codes to frequencies and to access with repeater to increase talk range and eliminate dead spots. 
ensure clear signal programmable features, sold Radios include standard-capacity battery, earpiece, holster, and 
= Multiple wear options separately on page 2031 single-unit drop-in charger. No. 45L124 includes Bluetooth®. 
Band Output Range Frequency Selectable Battery Military Mfr. Item 
No. 15X824 Type Watts (sq. ft.) Channels (MHz) Frequencies Analog Codes Digital Codes Type Display Spec 810 Model No. 
2 : CLP/Business Series Radios 
sahil UHF 1 100,000 4 450-470 99 3U+ 6 64 Standard, 84 = tilon No  C,DE,&F  CLP1040 15X821 
Charger , Programmable inverred,.6 vusion ee 
+ tandard, 7 
UHF 1 100,000 1 450-470 99 Progfammable inverted, 6 Custom Lilon No  C,D,E,&F eas : 15X820 
+ tandard, 7 
UHF 1 100,000 6 450to 470 99 Programmable Inverted. 6 Custom Lrlon No CDEF&G Bryerooty 45L124 
Mfr. Item Mfr. Item Mfr. Item 
Description Model No. Description Model No. Description Model No. 
Audio Accessories Chargers Programming Accessories 
Earpiece, Nonadjustable with PTT HKLN4455F —-10K218 Multi Unit Charger HKPN4007D _—‘ 115X823 CPS Programming Cable HKKN4025A _—sdSEDA6 
Batteries and Covers Single Unit Charger HKPN4008B 15X824 Radio-to-Radio Cloning Cable HKKN4026A 5EDA7 
High-Capacity Battery HKNN4013A 5ECZ9 Carry Accessories 
High-Capacity Battery Door Kit HKLN4440B 15X822 Holster HKLN4438B 15X825 
Standard-Capacity Battery HKNN4014B 5 ECZ8 Magnetic Holster HKLN4433A___ 10K217 
2024 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE’ SECURITY 
Find the wy. Find Solutions. Find Great Prices. Two Way Radios 
No. 45EC20 
No. 46AX76 
© Gyan. DLAND 
MOTOROLA = = 
SOLUTIONS Biztalk Radios 
Digital Two Way Business Radios Designed for the rigors of the jobsite, this system fits the needs for any size 
business, with an emphasis on simplicity and cost effectiveness. Easy-to- 
=» Narrowband compliant Designed with a cloning feature program and ready-to-use, right out of the box. 
= 900 MHz ISM FHSS that easily transfers information sama — sii aii 
= Li-ion battery provides up to additional radios. Polycarbonate — Band Type Watts Tyne Model No. 
to 14 hr. of service housing contains built-in antimicrobial | _Portable Two Way Radio 
= 4.2 oz. with battery properties that inhibit the growth of UAF 2 Liclon _ oes 
F : : F I. em 
1W radios feature programming soft- bacteria and mold on radio surfaces. Description For Use With Model No. 
ware that provides easy configuration No. 45EC20 has 2 channels, and Accessories 
, Cable Mfr. No. BRB20 BAI 46AX77 
of features, frequencies, and codes. RO Seven ee enaiiel Over-the-Ear Headset Mfr. No. BR200 BA2 AGAX78 
Channels Band Type Frequency Type Type Model No. Microphone - Shoulder Mfr. No. BR200 BA4 46AX80 
2 DLR1020  45EC20 6 Hr. 1800 mAh battery Battery Pack Mfr. No. BR200 BRB200 _ 46AX81 
6 ISM S00 MHz =—Li-lon No Display —ArRingo 45EC21 Multi Unit Charger Mfr. No. BR200 BGC200  4GAX82 
© No. 56CY53 


MOTOROLA 
SOLUTIONS 


Motorola 
Commercial Portable @eee 
Two Way Radios 


= Li-ion battery type 

= |P54 rating 

Powertul, versatile radios combine 
reliable 2-way radio functionality. Push- 
to-talk button delivers crisp, clear audio, 
penetrating even in extremely noisy 
environments. Essential feature includes 
the ability to interrupt a transmission to 
prioritize emergency communications 
and selectable frequencies. Deliver 
increased coverage while maintaining No. 45CA72 
a 40% longer battery life. Nos. 54HC92 

to 54HC95 feature radio check, remote 

monitor, scan/dual priority, timer, and 

voice announcement. 





No. 45CA56 








MOTOROLA 





Go Beyond Normal Limits...” 
e 


—RITRON’ 


IRELESS SOLUTIONS 


Handheld 
Portable 
Two Way Radios 


Ideal for basic job site applications to in-plant repeater 
systems and selective signaling applications. Certified to 
Mil-Standard 810F and IP65 rating. Radios Include audio 
No. 54HC93 accessory jack, 1800mAH Li-lon battery, flex antenna, 
spring-action belt clip, 3-hour charging stand, 110-220VAC 





Band Output Inside Range No. of Item 

Type Watts (sq. ft.) Channels Frequency Analog Codes Digital Codes Model No. adaptor, and 1 year warranty. For audio accessories, see 
Portable Two Way Radio Grainger com 

UHF 4W 400,000 16 403to4/70 MHz Programmable Programmable CP200D AAHO1QDC9JA2 45CA56 ; 

UHF 4W 350,000 16 403to 470 MHz Programmable Programmable CP200D AAHO1QDC9JC2 45CA72 No. of Selectable License Display Mfr. Item 
VHF 3W 400,000 2 136 to 174 MHz 38 121 SL300 AAH88JCC9JA2 54HC92 Channels Band Type Frequencies Required Type Model No. 
VHF 3W 400,000 99 136 to 174 MHz 38 121 SL300 AAH88JCP9JA2 54HC93 20 VHFMURS a No NT-152M 56CY54 
UHF 3W 400,000 2 403 to 470 MHz 38 121 SL300 AAH88QCC9OJA2 54HC94 955 VHF 29 Vee LCD NT-174 56CY52 
UHF 3W 400,000 99 403 to 470 MHz 38 121 SL300 AAH88QCPC9JA2 54HC95 UHF 107 NT470 56CY53 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2025 


SECURITY scan. Order. Done. rs 








Two Way Radios Details on page Al. 
Inside 
No.of Band Display Range Mfr. Item 
Channels Type Frequency Type (sq. ft.) Model No. 
VERTEX STANDARD EVX-S24 

mierocaie 256 UHF 403 to 470 MHz LCD 400,000 EVX-S24-G6-3 BLACK 463W20 
SOLUTIONS 956 UHF 403to 470 MHz LCD 400.000 EVX-S24-G6-3 YELLOW 463W21 

F eee WHE 126 ta 74 MHZ No Display 400,000 ——EVX267-D0 63W1 
to 1/ Z o Display -261-D0-5 4 i 
Ne Rabe cot ee ee 

7 to 4/7 Z o Display -261-G6-5 4 
Two Way Radios VERTEX STANDARD VX-261 
16. VHF 136to174MHz No Display 300,000 VX-261-D0-5  463W11 
= FCC License required 16 UHF 450 to 512 MHz__ No Display 375,000 VX-261-G7-5 463W12 
al ically (6 UHE 48010 512 MeL 375/000 VX284.67-5 AB WI 
ak 50 to 512 MHz 75, -064-G7-5  463W15 
= Encryption, priority scan 16 UHF 403 to 470 MHz LCD 375,000 VX-264-G6-5 46316 
Oa ee eRe HE 136 ot 74 MHZ -No Display 300,000 VX2ST-DO A63W22 
to 1/7 Z 0 Display ; -451-D0-9 
Programmable 12.5/20/25 kHz 32 UHF 403 to 470 MHz No Display 375,000 VX-451-G6-5  463W23 
cane spacing. Wah contest — He 
: : to Z o Display -451-D0-5- 
display. Have multiple soft keys 32 UHF 403to470 MHz No Display 375,000 VX-451-G6-5-IS__ 463W32 
for features such as encryption = rey STANDARD Ux toate MHz No Display 375,000 VX-451-G/-5-IS 463W33 
mode, which scrambles the audio 512 VHF 136 to 174 MHz LED 300,000 VX-454-D0-5 463W25 
avert Deve eee B1d—UHE 4500813 MHoLED 378000827 
si as: to 7 7 -454-G7- 
Priority Scan mode allows listening 575 VHF 736 to 174 MHz LED 300.000 VX-454-D0-5-IS 463W34 
to multiple channels at once with 512 UHF 403 to 470 MHz LED 375,000 _‘VX-454-G6-5-IS__ 463W35 
srevedene sonic Wain caaiinel pevex ete te andy oat 2 MHz [ED 375,000 VX-454-G7-5-IS  463W36 
Unis conewin Zone cote Ee — tet — ee — 
. to 7 3 -459-G6- 
and decode, which allows sending/ =—45——UHF —a50to 512 MHz LED 375,000 VX-450-G7-5 463W30 
No. 463W11 receiving of 2-tone pages. Battery 512 VHF 136 to 174 MHz LED 300,000 VX-459-D0-5-IS 463W37 
life is 16 hr.on Digital 530 and 512 UHF 403 to 470 MHz [ED 375,000 VX-459-G6-5-IS 463W38 
> Ar. on Vig 512 UHF 450 to 512 MHz [ED 375,000 VX-459-G7-5-IS. 463W39 
450 series. Include programming, VERTEX SE Ey fee aia cage 
No. 463W31 ; : 0 Z o Display — 

battery, belt clip, whip antenna, and 512 UHF 450 to 512 MHz LED = EVX534G75ED  45LW49 
side cover. 512 UHF 450 to 512 MHz LED = EVX530G75ED  45LW52 





No. 463W40 





MOTOROLA 
SOLUTIONS 


VHF/UHF Mobile Two Way Radios 


These radios have multi-configurations for dual band operation. 
250-channel capacity, providing greater reach and has ability 

to program up to 20 memory groups. Built-in emergency alert 

with panic button ensures safety. ARTS™ (Auto-Range Transpond 
System) informs you when another ARTS™-equipped radio is within 
communication range. If out of range, the radio senses no signal 
and beeps to alert. Horn alert capability enables base station to or eer ee No. 53VU66 No. 35MC38 
issue a 2-Tone, 5-Tone or DTMF signal remotely to activate the 


car’s horn to go off. Feature 8-character alphanumeric display, Proltalk® Two Way Business Radios KENWOOD 


radio-to-radio cloning along with scanning for priority, dual watch, = Narrowband compliant 





a 
O 
@ 
Z 
Po 
1 
¥ 





and group. Include long-lasting Lithium-ion battery, belt clip, antenna, and drop-in fast-rate charger/ 
No. of Band Output Mfr. Item j j j 
Channels Type pianos qENE ie hy power supply. FCC license required. 64 to 99 frequencies are preprogrammed and easy to 
VERTEX STANDARD VX-2100/2200 program with wireless cloning (no cables needed). 5W models are repeater capable. 
5 WHE tate a M50 TOO-DO-So—aeawat | Output No.of Range Battery Mr. Item 
3 UAE 400 to 470 MA 55 VX-2100-C6.05 463W42 Watts Frequency Channels _(sq. ft.) Type Display Model No. 
0 zZ 1.5 451 to 470 MHz 4 220,000 1430mAhLi-lon No PKT-23K 20PF27 
8 UHF 400 to 470 MHz 45 CVX-2100-G6-45 46343 15 450 to 470 MHz 6 995 000 Li-lon No TK-3230DX  53VU66 
8 UHF 450 to 512 MHz 25 __VX-2100-G7-25 _ 463W44 2 151 to 159 MHz 4 290,000  2000mAh Li-lon No TK-2400V4P  43Y985 
8 UHF 450 to. 512 MHz 45___VX-2100-G7-45 46345 9 151 to 159 MHz 16 920,000 2000mAhLi-lon No 1IK-2400V16P  43Y986 
128 VHF 137 to 174 MHz 29 VX-2200-D0-25 —_ 463W46 i 451 to 470 MHz 4 250,000 2000mAhLi-lon No TK-3400U4P  43Y987 
128 VHF _137 to 174 MHz 50 _—*VX-2200-D0-50 46347 2 451 to 470 MHz 16 250,000 2000mAhLi-lon No  TK-3400U16P  43Y988 
128 UHF _ 400 to 470 MHz 25 _VX-2200-G6-25 463W48 5 151 to 159 MHz 16 300,000 2000mAhLi-lon No  1K-2402V16P  43Y990 
128 UHF 400 to 470 MHz 45. ~VX-2200-G6-45  463W49 5 151 to 159 MHz 16 375,000 2000mAhLi-lon No NX-240V16P  35MC37 
128 UHF 450 to 512 MHz 25 VX-2200-G7-25  463W50 5 451 to 470 MHz 16 300,000 2000mAhLi-lon No NX-340U16P  35IMC38 
128 UHF 450 to 512 MHz 45. ~VX-2200-G7-45  463W51 5 451 to 470 MHz 16 390,000 2000mAhLi-lon No  TK-3402U16P  43Y989 
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SECURITY 
Two Way Radios 


GRAINGER CHOICE ° 
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Mobile Two Way General, 
Aviation and Marine Radios 


No. No. STANDARD HORIZON 
7 . 481Z51 are 
These two way radios are rugged and durable with specific models for avia- Sonat O ; 
tion, marine and commercial users. ICOM 
No. of Battery Output Battery Mfr. Item 
P Description Channels Frequency Life Watts Type Band Type Model Brand No. 
viation 
Mobile- Panel Mount 20 118 to 136.98 MHz — 8 = VHF A220 Icom A5MiK40 
Mobile - Bracket Mount 50 118 to 136.98 MHz ——~3 = VHF 220M Icom A5MKA1 
Mobile - Desktop 50 118 to 136.98 MHz = a = VHF 2208 Icom A5MK42 
Portable - Handheld 200 TX 118.000 to 136.975 MHz, RX 108.000 to 136.975 MHz 20h. 5 Clon VHF At4 Icom AOXA23 
Portable Handheld 200 TX 118.000 to 136.975 MHz, RX 108.000 to 136.975 MHz =Ss~S*S NiMH VHF R24 01 Icom A0XA33 
eneral 
Portable - Handheld 16 136 to 174 MHz i4hr. 5 Li-lon VHF F1000 86 Icom A0XA08 
Portable - Handheld 16 450 to 512MHz i4hr. 4 Li-lon UHF F2000 74 Icom AOXA0S 
Portable - Handheld 16 136 to 174 MHz 0 hr. 5 Lilon VHF F3001 03 RC Icom A0XAT1 
Portable - Handheld 16 450 to 512 MHz 0h. 4 Li-lon UHF  F4001 43 RC Icom AOXA12 
Portable - Handheld 128 400 to 470 MHz i4hr. 4 Lislon UHF  F2000S 76 Icom A0XA27 
Portable - Handheld 198 136 to 174MHz ihr. 5 Lislon VHF F1000T 94 Icom AOXA30 
Portable - Handheld 198 450 to 512 MHz 4h. 4 NiMH UHF  F2000T 78 Icom A0XA31 
Marine 
Portable - Handheld a 156.300 to 156.875 MHz — 2 NiCad VHF _GM1600 21K Icom A0XA51 
See eee nee 10 156.025 to 157.425 MHz 10h 5 Li-lon VHF HX300 Standard Horizon 18F511 
alae oe 40 156 to 163.275 MHz (Marine Band): 137 MHz-174MHz(LMR) 17h 5 Li-lon VHF HX400 Standard Horizon 18F512 
Seema e insically 40.156 to 163.275 MHz (Marine Band); 137 MHz-174MHz (LMR) 20hr. 5 Li-lon VHF HX400IS Standard Horizon 18F513 
aes 88 RX 156.025 to 157.425 MHz, TX 156.025 to 163.275MHz «Shr. ~—Ss«G Li-lon VHF M36 Icom 40XA15 
Submersible - Handheld 83 RX 156.025 to 157.425 MHz, TX 156.025 to 163.275 MHz ‘18h. 6 Li-lon VHF M73 Icom AOXAT7 
Submersible - Handheld 83 RX 156.025 to 157.425 MHz, TX 156.025 to 163.275 MHz -18hr <6 Li-lon VHF M73 PLUS Icom AOXA22 
Portable - Handheld 83 156.025 to 163.275 MHZ, 156.025 to 157.425 MHz it hr. 5 1500mAh L-lon VHF M25 GRAY Icom A8FT6O 
Floating - Handheld 97 134 to 174 MHz 10 hr. 6 Li-lon VHF HX8/0 Standard Horizon 40JC26 
Portable - Handheld 110 RX 156.025 fo 157.425 MHz, TX 156.025 to 163.275 MHz 15h. Li-lon VHF M88 01 Icom A0XA29 
Portable - Handheld 1065 156.025 to 157.425 MHz, 156.050 to 163.275 MHz i0hr. 2.5 700mAh Ni-MH VHF HX100 Standard Horizon 481246 
Portable - Handheld 1065 156.025 to 157.425 MHz, 156.050 to 163.275 MHz i0hr. 5 1030mAh VHF HX150 Standard Horizon 481247 
Portable - Handheld 1065 156.025 to 157.425 MHz, 156.050 to 163.275 MHz i0hr. 6 1800mAh Li-lon VHF HX210 Standard Horizon 481248 
Portable - Handheld 1065 156.025 to 163.275 MHz, 134.00 to 174.000 MHz i0hr. 5 1600mAh Li-lon VHF HX380 Standard Horizon 481249 
Portable - Handheld 1065 406.100 to 470.000 MHz i0hr. 5 2300mAh L-lon UHF Hx407 Standard Horizon 481250 
Portable - Handheld 1065 156.025 to 161.600 MHz, 156.050 to 163.275 MHz 10h 6 eae VHF HX40 Standard Horizon 481251 
Mobile - Desktop 1065 156 to 163 MHz = — = VHF GX6000 Standard Horizon 481252 


Consumer GRMS Two Way Radios @)A.o.an5 


® 


= All radios sold in pairs 


These palm-sized walkie-talkies slide into a jacket pocket or 
clip onto your belt or backpack. They are ideal for use on camp- 
grounds, playgrounds, ski slopes, hiking trails, and boats. For 
information on what these models include, go to Grainger.com®. 





Uniden® “errs 
fa 
Cobra’ 





No. 32RT62 





No. 31FM85 No. 45CE59 No. 33UG14 
Outdoor 
Output Range Battery Privacy| Direct) NOAA |Emergency| LED Submersible Mfr. Item 
Watts (Miles) Type Color Codes | Call |Channels| Alert (Flashlight) Waterproof; Floating Brand Model No. 
Consumer 2-Way Radios 
2 4 NiMH Black e Midland LXT500VP3  31FM85 
9 — NiMH Battery Pack or AAA Alkaline Black/Silver © © e Uniden GMR4040-2CKHS 32RT62 
0.9 40 Rechargeable NiMH Black/Green @ cy) ® Uniden GMR4060-2CKHS 48RM83 
9 50 NiMH Silver & © e Uniden GMR5089-2CKHS 20V767 
0.9 30 Rechargeable NiMH Black/Red e e ® Uniden GMR3055-2CK 48RM85 
0.9 40 Rechargeable NiMH Camo @ @ ® i) Uniden GMR4088-2CKHS 48RM86 
0.9 50 Rechargeable NiMH Camo © @ ® ® @ © ies) Uniden GMR5088-2CKHS 48RM87 
0.7 to 25 —_ NiMH Black/White @ e oO Uniden Atlantis 150 48UM05 
1105 — Li-lon Black @ © Uniden MHS75 48UM06 
2 39 NiMh or (3) AA Black/Green @ C @ Motorola 1465 45CE59 
2 30 NiMh or (3) AA Black/Yellow @ Motorola 1400 45CE64 
2 39 NiMh or (3) AA Black/White/Red & C Motorola 1480 45CE60 
03 — NiMh or Alkaline Gray @ ® Motorola T200TP 49EG61 
0 — NiMh or Alkaline White/Red @ e Motorola 1260 49EG62 
0.5 — NiMh or Alkaline White/Red e @ Motorola T260TP 49EG63 
0.5 — NiMh or Alkaline Green @ ® C @ @ Motorola T605 49EG65 
0,9 — (3) AAA (Not Included) Blue e@ 6 Motorola T100TP 49EG66 
0.5 — NiMh or Alkaline Gray @ Motorola 1200 49EG60 
U9 _— Alkaline Blue 6 Motorola 1100 49EG58 
0.5 — (3) AAA Alkaline Pink @ Motorola 1107 49EG59 
15 38 Rechargeable NiMH Black @ @ 2) Midland T71VP3 49VZ80 
1 30 Rechargeable NiMH Black/Yellow @ @ @ Midland T61VP3 49VZ79 
15 38 Rechargeable NiMH Black 2) Midland T/77VP5 49VZ82 
5 28 Rechargeable NiMH Black/Orange @ @ Midland T51VP3 49VZ78 
0.5 20 (3) AAA (Not Included) Black ® e e Midland 110 49VZ76 
03 26 Rechargeable NiMH Black/Red e @ e Midland TIP 49VZ77 
0:5 26 Rechargeable NiMH Black/Red ® ® ® e Midland EX3/VP 49VZ83 
2 3/ AA NiMH Rechargeable Orange/Black ® e @ & e Cobra ACXT1035R FLT 33UG14 
3 1to2 | 850mAh AAA NiMH Rechargeable Black 8 @ @ @ e @ Cobra MR HH125 33UG21 
0.5 16 AAA NiMH Rechargeable Black @ Cobra ACX1T145 33UG10 
1 23 AA NiMH Rechargeable Black @ a) Cobra ACXT345 33UG15 
O:5 28 NiMH Black/Camouflage @ @ 6 Midland T55VP3 52XZ95 
Fits Fits Fits Fits Fits Fits Mfr. Item 
Description 4LPL8 5GKA3 20JY93 20V765 20V766 20V767 Brand Model No. 
Accessories 
Remote Speaker Microphone e C Motorola 93/24 4PKN8 
Headset with Swivel Boom Microphone 8 6 Motorola Ool20 4PKN9 
Replacement NiMH Battery 6 C) Motorola 93615 5GJZ9 
Replacement NiMH Battery @ @ Motorola 93617 5GKAO 
Replacement NiMH Battery @ Uniden BP38 20V768 
DC Power Adaptor ® Uniden BADGO7/5001_ _—20V770 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2027 
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No. 2EUJ2 








No. 4WEG9 
© No. 4WEL4 ree enrnee 
No. 4WEK1 
MOTOROLA 
SOLUTIONS 
Business and Mission-Critical Tier Radio Accessories 
Fits 
Fits PR1500 
HT750 XTS1500 
HT1250 XTS2500 Fits 
HT1550 Fits Fits XTS3000 | MT1500 Fits Fits 
MTX850 Fits MTX8250 | EX500 Fits XTS3500 | MT2000 XPR APX Mfr. Item 
Description MTX950 | HT1000 | MTX9250 | EX600 PR860_ | XTS5000 | MTS2000 |_ Series Series Model No. 
Audio Accessories 
Remote Speaker Microphone 2) PMMN4021A _ 2EUJ2 
Remote Speaker Microphone @ PMMN4022A —2EUJ5 
Windporting Remote Speaker Microphone, |Po6 e PMMN4040A 4WEL/ 
Windporting Remote Speaker Microphone with Earjack e C ) @ PMMN4051B — 4WEK3 
nae ae Remote speaker alcropfione, P57 t @ ® PMMN4038A 4WEK4 
indporting Remote Speaker 
Microphone with Earjack : PMMN4025A — 4WEL6 
Temple Transducer Headset @ ® @ RMN4049A 4WEL4 
jemple Tranéquce! Headset Push @ PMLN5101A  4WEL8 
arpiece with Microphone and Push-to- 
Talk Combined (2-Wire) Black t BUNSiEa: GENE 
arpiece with Microphone and Push-to-Ta 
Combined. Translucent Tube, (2 Wire) Black e t e e RLNSS12B  AWEK8 
arplece with Microphone and Push-to-la 
Combined. Translucent Tube, (2 Wire) Black e : e A _ EN 
arplece with Microphone and Push-to-la 
combined, pansucent Tube (2 Wire) Black bd PMLN6129A — 4WENT 
xtra-Loud Receive-Only Earpiece wit 
Standard Earphone, (1-Wire) Black e t e e see tl a SC es 
3.9mm Jack Adapter with Quick Disconnect Latch ) @ @ BDN66/6D 4WEL2 
Audio Adapter @ PMLN4455B_ _—AWEL3 
Speaker/Microphone, IMPRES, APX Series 6 HMN4101B _31MG21 
Speaker Microphone, ASTRO 25 Series e HMN4112A _31MGO07 
Speaker Microphone, IMPRES, APX Series @ HMN4103B 31MG14 
Speaker Microphone, IMPRES e PMMN4048B_ _31MG24 
Speaker Microphone, APX Series e PMMN4060B 31MG36 
Bluetooth Accessory Kit e RLN6500A 3 1MG50 
Bluetooth Adapter e PMLN5/712B —31MG51 
Surveillance Kit C7 NIN1736A 31MG05 
Speaker Microphone, IMPRES, MotoTRBO ) PMMN4050A 31MG6/ 
Speaker Microphone, Remote ® @ 7) PMMN4039A 31MG/8 
Earbud, Remote @ C RLN4941A  31MG83 
Fits 
HT750 Fits 
HT1250 Fits PR1500 Fits 
HT1550 MTX8250 Fits MT1500 XTS3000 
MTX850 MTX9250 EX500 Fits XTS1500 XTS3500 Fits Fits Mfr. Item 
eaten Description MTX950 PR860 EX600 EX560 XTS2500 XTS5000 XPR APX Model No. 
atteries 
1500 mAh Battery, NiMH 7) HNN9008AR  2EUH/ 
1800 mAh Battery, NiMH, IS e HNN9010AR  2EUH8 
1500 mAh Battery, Li-lon @ HNN9013DR 2EUH9 
1800 mAh IMPRES Battery, NiMH T ) HNN4001A  4WEG9 
1690 mAh IMPRES Battery, NiMH, FM e HNN4002A 4WEH1 
2000 mAh IMPRES Battery, Li-lon @ HNN4003BR 4WEH2 
1900 mAh Battery, NiMH @ HNN9009AR  4WEH3 
1320 mAh LBattery, Li-lon © JMNN4024CR — 2EUJ3 
1400 mAh Battery, Li-lon, RUG @ PMNN4074AR 4WEH4 
1400 mAh Battery, Li-lon @ PMNN4073AR  2EUJ4 
2100 mAh Battery, NiMH @ NIN9858C — 4WEG3 
2000 mAh Battery, NiMH @ NTN985/7C  4WEG4 
2/00 mAh Battery, Li-lon @ NNTN/7335B  4WEG6 
1700 mAh Battery, NIMH, FM, RUG @ NNTN4437B  4WEF/ 
3500 mAh Battery, NiMH @ PMNN4093A  4WEF8 
3500 mAh Battery, NiMH, FM @ RNN4007AR 4WEF9 
2/50 mAh Battery, Li-lon @ NIN9862D  4WEG2 
3950mAh Battery Pack, Lithium-lon @ NNTN/7453A  31MG34 
2300mAh Battery Pack, Lithium-lon e NNTN8092A  31MG45 
4100mAh Battery Pack, Lithium-lon @ NNTN/033A  31MG27 
2300mAh Battery Pack, Lithium-lon @ @ NNTN8129AR 31MG49 
Chargers and Charging Adapters 
120V Single Unit Rapid Rate Charger io) & ® AAHIN3000D _ 2EUJ1 
Charger @ @ WPLN4182A — 4WEJ7 
120V IMPRES Single Unit Charger e PNPN4137A 4WEK1 
Batteries 
2300mAh Battery, Lithium lon @ PMNN4424AR 31MG5/ 
1900mAh Battery, Lithium lon T ) NNTN8128BR 31MG64 
2150mAh Battery, Lithium lon @ PMNN4544A =31MG72 


t Requires No. 4WEL3 Audio Adapter. 
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No. 4WEN2 





No. 2HNE2 






© No. 2HNG1 
MOTOROLA 
SOLUTIONS 


Commercial Tier Radio Accessories 


Description 
Audio Accessories 
Remote Speaker Microphone with Earjack 
Remote Speaker Microphone 
Remote Speaker Microphone, FM 
Lightweight Headset with In-Line PTT, FM 
Ear Loop Earpiece 
Surveillance Kit 
Earpiece with Microphone and PTT 
Combined, (2 Wire) Beige, FM 
Earpiece with Microphone and PTT 
Combined, (2 Wire) Black, FM 
D-Ring Style Earpiece with PTT Mic, FM 
Temple Transducer, FM 
Lightweight Temple Transducer 
Accessory Retainer Kit 
Batteries 
NiMH Rechargeable 1400 mAh Battery 
Li-lon 1500mAh Battery 
Li-lon Rechargeable 2250 mAh Battery 
Li-lon Slim Rechargeable 1600 mAh Battery 
NiMH 1300 mAh Battery, FM 
NiMH Rechargeable 1200 mAh Battery 
Chargers 
Desktop Single Unit Charger 
Desktop Single Unit Charger 
Desktop Single Unit Charger 
Desktop Single Unit Charger 
Desktop Single Unit Charger 
Multi Unit Charger 
Carry Accessories 
Carry Case with Swivel 
Leather Carry Case 
Belt Clip 
Spring Action 1.5" Belt Clip 
Antennas 
UHF Flexible Whip Antenna 


Fits CP 
and 
PR400 


Fits 
CT 


No. 2HNK4 


Fits 
SP50 


Fits 
VL130 


and 
CP125 


Fits 
GP350 


No. 2HNH2 


Fits 
GP300 


Fits 
GTX 


No. 2HNK7 
Fits Fits 
P1225 BPR40 

@ 
8 
@ 
@ 
@ 
® 
e) 
. 
@ 
@ 
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Mfr. 
Model 


PMMN4013A 
PMMN4008A 
PMMN4029A 
RMN4016B 
HKLN4424A 
RLN5318A 


HMN9754D 


RLN4895A 


PMLN5001A 

PMLN5011A 

PMLN5003A 
RLNSSOOA 


NNTN4851A 
PMNN4075AR 
NNTN4497DR 

NNTN4970A 

NNTN4852A 
PMNN4071AR 


PMPN4173A 
HTN9013B 
PMTN4087A 
HTN9042A 
PMLN4738BR 
PMLN6588A 


RLN5S385B 
PMLN4742A 
HLN8255B 
HLN9844A 


PMAE4016A 


Item 
No. 


2HNG7 
2HNG4 
SEDC7 
SEDD3 
4WEN2 
4WEL1 


SEDDO 


SEDD1 


SEDDS 
SEDD6 
SEDD7 
SEDCS 


2HND8 
31MG91 
2HNE2 
2HNF7 
4WEHS 
2HNG1 


2HNK4 
2HNK2 
2HNK8 
2HNK6 
2HNKS 
31MG03 


2HNH2 
2HNHS 
4WEN4 
2HNK7 


SEDC6 
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MOTOROLA 
SOLUTIONS 
Business Portable Two Way Radio Accessories 
FITS SERIES 
VX-261 | VX- Mtr. Item 
Description VX-264 | 450 | EVX-524 EVX-261 Model No. 
Alkaline Battery Cases 
400 to 420 MHz Antenna @ AAH72X501 ATU-16B 481R57 
400 to 430 MHz Antenna C AAM23X501 ATU-20AS 481R61 
400 to 430 MHz Antenna e i) @ AAE23X501 ATU-6A 481R69 
450 to 485 MHz Antenna e ® AAE20X503 ATU-6DS 481R70 
420 to 450 MHz Antenna @ @ AAE23X506 ATU-6B 481R71 
440 to 470 MHz Antenna ® @ AAE23X502 ATU-6C 481R72 
490 to 512 MHz Antenna e ‘S) AAE23X504 ATU-6F 481R74 
enero i 136 to 150 MHz Antenna 8 AAH73X502 ATV-16A 481R75 
——— ee 150 to 163 MHz Antenna @ AAE19X502 ATV-6B 481R81 
ee No. 481R57 = No. 481R69 VHF antenna e ® AAG42X501 ATV-6XL__481R83 
; Batteries 
Battery Pack - 1380 mAh, Lithium-lon e@ @ @ AAJ67X501 FNB-V133LI-UN| 481R87 
Battery Pack - 2300 maH, Lithium-lon @ @ @  AAJ68X501 FNB-V134LI-UN! 481R88 
Battery Pack - 2300 maH, Lithium-lon e AAK66X501 FNB-V134LIIS 481R89 
Oca er all ee @ | AALO1X501 FNB-V136-UNI 481R90 
Battery Pack - 2300 maH, Lithium-lon C PMNN4468A 481R91 
Carry Cases 
Radio Belt Clip Belt Clip ® AAM18X501 CLIP-27 481R92 
Radio Belt Clip Belt Clip .) AAH12X501 CLIP-20 481R93 
Chargers 
Charger e @ e@ XUAAJ72X511 VAC-UNI 481713 
Charger Tray ® AAM19X501 CD-65 481715 
Headsets & Surveillance 
Earpiece Microphone C AAM21X501 MH-89A4B —s- 481T19 
Headset e © ® AAL40X501 VH-150A 481720 
Speaker Microphones 
Submersible Remote 
Speaker Microphone e @ ® AAE46X507 MH-66A4B 481729 
Compact Remote Speaker Microphone ce) AAM24X501 MH-90A4B 481730 
Compact Remote Speaker Microphone @ ® AAF52X501 MH-360S 481132 
Portable Service Tools 
No. 481R87 . USB Cable @ @ @ AAD68X501 CT-106 481735 
. No. 481R92 Micro USB Cable ® CB000262A01 481137 


No. 481T45 





No. 481T46 





® 





No. 481T47 | 





MOTOROLA 
SOLUTIONS ey 
Business Mobile Two Way Radio Accessories eee 
FITS SERIES 
VX-2100 VX-2100 VX-2200 VX-2200 Mfr. Item 
Description VHF UHF VHF UHF Model No. 
Mobile Service Tools 
USB Cable @ @ @ e AAJ23X501 FIF-12 481136 
Interface for FIF-12 Cable @ 6 tC @ AAD66X502 CT-104A 481T38 
Programming/Cloning Cable @ @ 8 @ 19101411 CT-4 481742 
Tuning Interface ® © 8 S AAJ06X001 FRB-6 481T43 
Mobile Microphones 
Desktop @ ® @ e AAF13X501 MD-12A8J 481745 
Palm ro] @ @ ce) AAE60X502 MH-67A8J 481146 
DTMF ® @ ® @ AAG22X501 MH-75A8J 481147 
Mobile Speakers 
External @ @ e @ A09260503 MLS-100 481T48 
External Waterproof @ e t @ AAD49X501 MLS-200 481T49 
Mobile Power Supply 
Desktop Switching ® @ 8 e XUSLX0001A SEC-1223 481750 
Mobile Radio Antenna Kits 
Y4 Wave VHF Permanent Mount Antenna Kit @ e RAS-1000K 4PHG6 
Y4 Wave UHF Permanent Mount Antenna Kit ® @ RAS-1010K 4PHG7 
Y4 Wave VHF Magnetic Mount Antenna Kit @ 8 RAS-1020K 4PHG8 
Y4 Wave UHF Magnetic Mount Antenna Kit @ @ RAS-1030K 4PHG9 
Y4 Wave VHF Trunk Mount Antenna Kit ®@ @ RAS-1040K 4PHH1 
Ys Wave UHF Trunk Mount Antenna Kit ® 8 RAS-1050K 4PHH2 
L Bracket for Permanent Mount Antenna Kit © ® @ 6 RAS-1060A 4PHH3 
Base Station Antenna Kits 
VHF Base Station Antenna Kit for VS Mobile @ C RAS-2000K 4PHH4 
UHF Base Station Antenna Kit for VS Mobile co] @ RAS-2010K 4PHH5 
2030 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ti 


& MIT EMI 






Speaker 
Microphone 
No. 45EC28 






Ultra-High 
Capacity Li- 
ion Battery 
No. 2HNC2 






Temple 
Transducer 
No. 2EUH1 





ey 


Spring Action 


Belt Clip 
No. 2HNB9 
a 
Hard Leather a 
Carrying Case UHF Stubby 
No. 2HNB1 Antenna 

MOTOROLA Replacement Swivel No. 2HNC6 
SOLUTIONS Belt Holster 





No. 3AY84 


Two Way Business Radio Accessories 


Audio Accessories—lalk and listen to 2-way radio without removing it from 
case or belt. Temple Transducer No. 2EUH1 is ideal for high noise environments. 
Can receive audio via bone conduction while wearing hearing protection. Unit 
comes with microphone and In-line Push-to-Talk button. 


Batteries and Chargers—Genuine Motorola batteries and chargers provide 
optimum performance and help ensure clear, reliable communication. 


Carry Accessories—Designed to fit radios with a battery and permit audio to 
be heard clearly. Carrying cases are premium-grade leather and help protect 
Remote Speaker Microphone No. 45EC28 allows communication without remov- _ radios from daily abuse. 


ing radio from belt. Programming Accessories—Allow an interface with customer programming 


software to easily set up and maintain a radio fleet. 


FITS SERIES 
Previous Previous Previous 
RDX DTR CLS XTN AX M Mfr. Item 
Description Series Series Series Series Series Series Model No. 

Audio Accessories 

Temple Transducer @ @ 6 ® @ 6 RMN5114 2EUH1 
Speaker Microphone e @ 6 @ @ @ HKLN4606A 45EC28 
Stee alata ° e e @ @ e 53866A 6B525 
Batteries 

Ultra-High Capacity Li-lon Battery 8 RLN6308C 2HNC2 
Standard Capacity Li-lon Battery @ RLN6351C 2HND5 
Li-lon Battery, 3.6V e 93963 1PA79 
NiMH Rechargeable Battery e NNTN4190A 1WC75 
NiMH 1500 Mah Battery e PMNN4063BR 4NA32 
Chargers 

Single Unit Charger © 96553 31MG31 
Multiunit Charger e RLN6309A 2HNC4 
Multiunit Charger e 53960 1PA78 
Multiunit Charger @ 96531 3AY85 
Rapid Charger Kit RLN6304B 2HNB5 
Carry Accessories 

Hard Leather Carrying Case RLN6302A 2HNB1 
Replacement Swivel Belt Holster @ 53961 1PA77 
Replacement Swivel Belt Holster e HCLN4013C 3AY84 
Spring Action Belt Clip @ RLN6307A 2HNB9 
Spring Action Belt Clip C HLN9714A 4NA31 
Antennas 

UHF Stubby Antenna 450 to 470 MHz @ RAN4033A 2HNC6 
UHF Whip Antenna for 

Nos. 2HNA7 and HNA8 Only e RAN4031A 2EUH4 
VHF Helical Antenna for 

No. 2HNA6 Only RAN4041A 2EUH3 
Digital Replacement Antenna e 8505241U06 10K213 
Digital Replacement Whip Antenna e 8505241U04 10K214 
Programming Accessories 

CPS Programming Cable @ HKKN4027A 29WJ59 
CPS Programming Cable @ 0105950U15 2EUH6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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KENWOOD 
ProTalk® Two Way Business Radio Accessories 


Genuine Kenwood accessories enhance the functionality of Profalk® Business Radios. 





FITS VHF MODELS FITS UHF MODELS 
43Y987, 
AKYC7, | 43Y988, Mfr. Item 
Description 43Y985 | 43Y986 | 43Y990 | 4NPD8 | 43Y989  20PF27 = Model No. 
Antennas 
VHF Stubby Antenna @ 8 e KRA-41M 43Y994 
UHF Stubby Antenna © KRA-42M 43Y995 
No. 4KYE7 VHF Low Profile 

Helical Antenna e e e KRA-22M 4KYD1 
UHF Low Profile 

Helical Antenna e KRA-23M  4KYD2 
VHF Helical Antenna e ) . KRA-26M 4KYD3 
UHF Whip Antenna ® KRA-27M 4KYD4 
Audio Accessories 

Single Muff Headset @ @ ce) © cs) KHS-7  4KYE7 
Single Muff Headset w/ 

Inline Push-to-Talk e e e e e KHS-7A — AKYE8 
2-Wire Palm Mic w/ 

Earphone (Black) e @ e@ @ e@ KHS-8BL 4KYE9 
3-Wire Lapel Mic w/ y 

Earphone (Black) 8 © . ® e@ KHS-9BL 4KYF2 
Heavy-Duty Noise Reduction KHS- 
Behind-the-Head e e e e e 10D-BH  4KYFA4 
Heavy-Duty Noise KHS- 

Reduction Over-the-Head bat bd e e ed 10D-0H AKYF5 
Behind the Head Headset 

Clip Mic w/Earphone 6 cs) e @ @ KHS-26 4NPD3 





Headset with Earbud e KHS-33 20PF32 







No. 4NPD3 Push-to-Talk Microphone 
D-Ring Ear Hanger w/ : 
Earphone Kit for No. 4NPD7 ie) @ @ ® @ KEP-2 4NPD5 
Lightweight Compact ? 
Speaker Mic @ @ e @ ® KMC-21 4NPD6 
Speaker Mic @ © 2) @ e KMC-45D 4NPD7 
Batteries and Chargers 
Li-lon 2,000 mAh Battery @ @ @ ® KNB-45L 4KYD5 
Li-lon 2,000 mAh Battery e KNB-46L 4KYD6 
Li-lon, 1430mA, : 
Rechargeable Battery e KNB-71L  20PF28 
Fast Charger for 
No. 4KYD6, 2.5-hr. e KSC-37  4KYD8 
6-Unit Charger for No. 20PF27 @ | KMB-44K 20PF30 
Multi Unit Charger 
No. 4NPD7 Adapter for No. 4KYD8 Oo KMB-27 4KYD9 
Multi Unit Charger 
: Adapter for No. 4KYD7 . e e e KMB-28-C = 4KYE1 
e Battery Charger for No. 20PF27 e KSC-44K 20PF29 
g Holster and Belt Clips 
3 Spring Action Belt Clip @ 8 co) ® KBH-10 4KYE2 
Wy Spring Action Belt Clip @ KBH-14M 4KYE3 
* Nylon Carry Case e ® @ @ KLH-187 438Y992 
Nylon Carry Case ® KLH-150 4KYE5 
Audio Accessories 
eo pa Far Loop Earpiece e e e ry e KHS-31C 45LW59 
: pArnONe EAR(PHONE 
AGIO SUIVEINANGE conkecrion 
Wireless Lapel Microphone—lhis push-to-talk Com ort 
microphone with Bluetooth™ technology has easy to Ear Tips 
connect alignment and distributes excellent audio 
quality. Provides up to 12 hr. talk time. Includes Fox Ambidextrous ear tip cone 
listen only earpiece, ear tips (left and right), USB that fits both left or right 
; ; —— opening of either ear canal 
Surveillance Kits—These 2-wire kits feature a without penetrating the 


microphone that can fit into your palm. Extra long 
cables provide less tension at the connector. Clear 
acoustic long tube delivers quality sound. Includes 
hardwire adapter, and earpieces for both ears. Can 
be clipped-on. 


inside of your ear, reducing 
ear fatigue. Ear tip is made of 
soft silicone gel, providing all 
day comfort. Open skeleton 
design allows more ambient 
sound to pass through your 
ear for improved situational 


awareness. Universal acous- 
No. 477V64 tic tube fit. 







No. 54HH94 


No. 54HH72 


7 Item 
Description No. 





Wireless Lapel Microphone 
For Radios with Embedded Bluetooth: Harris: XG75/100 & XL200-P; Kenwood: NX5000 series; 54HH94 
Relm: KNG2; Hytera: X1P; lcom: F3400&F4400, F5400&F6400; Sepura: STP & SC20 

Surveillance Kit 


Kenwood Nexedge NX220, NX320, TK208, 220, 240, 240D, 248, 250, 259, 260G, 270G, 2726, SAG Clear | Black 
308/320, 340/340D, 348, 350, 353, 359, 360G, 370G, 372G, 373G, 430, 431, 1373 _ Item Item 
Motorola CLS1110, CLS1410, XTN446, XTN500, XTN600, GP68, GP88, GP300, GP308, GP2000, 54HH73 Description No. No. 
CP88, CP100, CP125, CP150, CP185, CP200, CT150, CT250, CT450, CT450LS Small 477V63 477V64 
Kenwood Nexedge NX200, NX300, NX210, NX410, TK190, 200, 280, 290, 380, 390, 54HH74 Medium 477V65 477V66 
480, 481, 2140, 2180, 3140, 3180, 5210, 5220, 5310, 5320, 5400 Large A77V67 | 477V68 
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SECURITY 
Weather Radios & Audio Video Entry System 





GRAINGER CHOICE’ 
Find the wy. Find Solutions. Find Great Prices. 
Connector 
Description Type 

CB Radios 

29 NW Classic PL259 
19 DXIV 4-Pin 
Handheld CB Radio — 
Portable to Mobile CB Radio — 
Bearcat 880 PL259 
PC/8LTX PL259 
CB Radio Accessories 

Shock Resistant, External Speaker 3.5mm 
Switchable Noise Filter, External Speaker 3.5mm 
Noise Cancelling CB Microphone 4 Pin 





Item 
; ® 

Brand No. Cobra’ Liniden 
Cobra 239M566 
Cobra 23567 ; 
Midland 23M606 Ga. a 
Midland Se Unley 
Uniden 53JW87 — 
Uniden 53JW88 CB Radios and 
Cobra 23M568 Accessories 
Cobra 29M569 
Cobra 23M5/0 


All radios have 40 channels. 


wie 


1 oa 
Weather Alert Radios 


= 162.40 to 162.55 MHz 


Q)Arorane 


american CTGN 


Red Cross EMPOWERED BY NATURE 





strongest weather channel signal. Receive 










Specific Area Message Encoding (S.A.M.E.) alerts by tone, voice, or visual. Large backlit ye 7 wal 
feature provides localized weather and LCD display features tri-color LED with 3 piimbnaiseaghe > retraces 
hazard alerts down to 1 county. Batteries not —_ alerts including Weather, Watch, and Advisory. a anaes 
included. EMERGENCY SEVERE WEATHER 
TABLETOP HAZARD ALERT RADIO, SURVIVAL RADIOS 
AC- AND BATTERY-POWERED Crank handle to recharge included NiMH 
Includes a 90dB alert siren. battery. 
No. 22A871 includes digital tuner display, 
Sati Ac POWER headphone jack, and beacon. NOAA alert 
y cies . ‘ . 
Features full date display and 10 memory notifications: Child Abduction Emergency 
(Amber Alert), Nuclear Power Plant Warning, No. 45CY02 


channels. Can add or remove up to 8 weather 
alerts (i.e. flood warning, storm watch). Radio 
receives both analog and digital signals. 


HANDHELD HAZARD ALERT 
RADIO, BATTERY-POWERED 


A weather Test button ensures weather alert 
feature is functioning and auto scan locates 
available weather channels. Weather scan 
feature allows scanning and locking onto the 


Biological Hazard Warning, Civil Emergency 
Message, Fire Warning, and Landslide 
Warning. Also runs on solar, battery, or AC 
power. Nos. 31EX14 is an emergency crank 
radio and ideal for emergency preparedness, 
camping, beach, park, and everyday use. 
Nos. 33UD34 is rugged with a rechargeable 
Li-ion battery, large solar panel, and hand 
turbine power generator. 


No. 22A871 


Programmable | Hazard Alert AM/FM NOAA LED USB Cell Alarm Mfr. Item 

Description S.A.M.E. Codes) Notification Radio Weatherband| Flashlight | Phone Charger Clock Color Brand Model No. 
Portable Table Top 
Weather Radio (3) AA @ @ @ Red First Alert SFA1100 45NL18 
Batteries, AC Adapter 
Portable Weather Radio (3) 
AAA Batteries, Hand Crank, @ @ @ @ @ @ Black First Alert SFA1180 45NL22 
Mini USB Cable, Solar 
ea Battary ae e @ e e Black Alert Works EAR-10 13E399 
Tabletop Hazard Alert Radio, ; 
AG Powelcd. Battery Powered e e) e @ White Midland © WR-120B 10A458 
Portable Weather Radio 2600 American 
mAh Rechargeable Battery, Hand @ e) S cs) td & ] Red Red Cross ARCFRX3+WXR = 22A871 
Crank, Mini USB Cable, Solar 
Emergency Alert Radio @ 2) 2) 6 Red/Black Midland ER210 31EX14 
Emergency Alert Radio @ ® @ 9 Red/Black Midland ER310 31EX15 
Portable Weather Radio Hand 
Crank, Micro USB Cable, @ 6 i) i) Black/Green Eton NSP101GR 45CY02 





Rechargeable Battery, Solar 


~ AIPHONE’ 
Audio Video Entry System 


The JK series allows you to identify visitors while remaining safe behind locked doors. Ideal 
for single-family homes and small- to mid-sized buildings. Door stations are equipped with a 
170° wide angle. Features zoom-in and zoom-out options to identify everyone at the entrance, 
Pantilt feature to see close up, and full-color video. Monitors adjust for low light and nighttime 
settings, as well as bright and heavy backlighting. JF model is designed for clear identification 
even in low light conditions. Includes LED talk indicator and both hands-free and push-to-talk 
options. For commercial, educational, government, healthcare, and residential applications. 

JO series features a 7" screen, light touch buttons, clear picture quality, sleek design, and y | 
2-conductor wiring. Touch buttons allow you to select volume, discreet monitor, LCD adjust- 


wee No. 36TP95 
ment, secondary device, door release, and hands-free communication. 


H W D Item 
Description (in.) —(in.) —(in.) For Use With Includes No. 

Videu intercony Stalian Kit 17 10% 3% JO Series JO-1MD Video Intercom Master Station, JO-DV Surface Mount Die Cast Zinc Door Station 36TP95 
17 10% 3% JO Series JO-1MD Video Intercom Master Station, JO-DVF Flush Mount Stainless Steel Door Station 36TP96 
: 2% 7%6 5% LEF Series Mounting Hardware 36TR48 
a IBCMser nn 3. 9% ‘Th LEF Series Mounting Hardware 36TR42 
Audio Master Station 2% 71%6 5% LEM Series Mounting Hardware 36TR80 
Door Station LEF, LEM, AP-M, or MP-S Series Mounting Hardware 361112 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2033 





SECURITY 
Callbox Systems & Smartphones 


Scan. Order. Done. 
Details on page A1. 





— Two Way Radio Callboxes and Callbox Systems —RITRON 
= Compatible with virtually any existing VHF or UHF business with remote-control relay feature, 12VDC-110VAC 
radio system operating on the same frequency power supply for callbox, matching business band 





No. 48FX21 





ClubCall® System—Food ordering system allows commu- 
nication from the golf course to the clubhouse restaurant. 
Weatherproof, vandal-resistant design. Automatic shutoff. 


Wireless technology installs quickly and easily without trenching §2-way portable radio with charging stand, and base 
and construction. Large speaker is audible even in noisy environ- __ station. Entry keypad models allow personnel to use 
ments. Powered by 6 D batteries or 12VDC external power. preapproved codes for direct entry. Callbox and entry 


keypad require a hardwire connection to the gate 
controller or mag-lock for operation. Can be factory- 
programmed for additional custom and repeater 


Programmable volume settings. Includes a 1 series radio callbox, frequencies. 
5 : AC-powered fixed-location base station, and matching 2-way Quick Assist® Shopper Call Buttons—Press of a 
> No. 41P015 _— portable radio with charging stand. Can be factory programmed button instantly alerts radio-equipped staff to the area 
: for additional custom and repeater frequencies. where assistance is needed. Stand-alone, battery- 
S GateGuard® System—Voice intercom system enables control of °Perated buttons do not require wiring. indoor/outdoor 





Band Type Includes 
Base Station Intercom, Indoor 
UHE 14%" Articulating Antenna, Owners Manual, Built In Microphone, 


Push to Talk Button and Large, Easy to Hear 
ClubCall® System 


VHF Ritron VHF Outdoor Callbox RQX-151-XT, VHF Portable and VHF Base Station 
UHF Ritron UHF Outdoor Callbox RQX-451-XT, UHF Portable and UHF Base Station 
GateGuard® System 
UH Ritron RQX-456-X1-KP UHF Callbox w/ Entry Keypad and Remote Control Relay, UHF 
Portable Radio and UHF Base Station Radio Both with Remote Activation Capability 
VHE Ritron RQX-156-XT VHF Callbox w/ Remote Control Relay, VHF Portable 
Radio and VHF Base Station Radio Both with Remote Activation Capability 
UHE Ritron RQX-456-XT UHF Callbox w/ Remote Control Relay, UHF Portable 


Radio and UHF Base Station Radio Both with Remote Activation Capability 

Q Series, Call box, 2-Way, Hi-Viz Green 

UHE Built-In Remote Control Relay for Access Control, Requires Matching 
2-Way Radio, Concealed Vandal-Proof Antenna, Mounting Brackets 

UHF 

VHF Concealed Vandal-Proof Antenna, Mounting Brackets 

VHF MURS 

VHE MURS Built-In Remote Control Relay for Access Control, Requires Matching 
2-Way Radio, Concealed Vandal-Proof Antenna, Mounting Brackets 

Q Series, Call box, 2-Way- Black 

UHE Built-In Remote Control Relay for Access Control, Requires Matching 
2-Way Radio, Concealed Vandal-Proof Antenna, Mounting Brackets 


ve Concealed Vandal-Proof Antenna, Mounting Brackets 
VHE Built-In Remote Control Relay for Access Control, Requires Matching 


2-Way Radio, Concealed Vandal-Proof Antenna, Mounting Brackets 
VHF MURS — Concealed Vandal-Proof Antenna, Mounting Brackets 


VHE MURS Built-In Remote Control Relay for Access Control, Requires Matching 
2-Way Radio, Concealed Vandal-Proof Antenna, Mounting Brackets 


Quick-Assist® Shopper Call Button, Indoor 


ve = Sealed Enclosure w/Button and Radio Transmitter with Voice Storage 

UHF Capability, AA Battery Holder (Batteries Not Included), Internal Anntena 

R Series 

VHF Stainless Steel Enclosure with Speaker/Microphone/PTT Button, 

UHF Radio Transceiver, Power Supply, Antenna, Mounting Bracket 

Wireless Voice Alert Systems 

UHE Compatible Portable 2-Way Radio, Ritron UHF, 120mW Transmitter 
RQT-451, Wired Push Button and 50ft of Wire 

XT Vandal-Resistant, Heavy-Duty, Outdoor 

HE External Antenna, Interference Eliminator 


CAT® Smartphones 


Scratch-resistant touchscreen includes track- 
ing feature, allowing you to use your hand or 
glove to swipe even in wet weather conditions. 
Waterproof, dustproof, and survives depths 

of up to 16 ft. (5m). Phone takes underwater 
photographs and video. Shockproof with a drop 
protection of up to 6 ft. 


$60 Series—Camera features FLIR integrated 
thermal imaging that visualizes heat invisible 





. gates and mag-lock doors using portable radio and fixed-location 
No. 4RB70 base station radio. Includes a 6 series weatherproof radio callbox 


use. Use with existing business band 2-way radios 
operating on the same VHF or UHF frequencies. 


Inside Inside No. of 
Output Operating Range Range Privacy Programmable — Item 
Watts Range (Floors) (sq. ft.) Channels Codes Channels No. 
2 1 to 2 mi. — — 10 50 Yes 4YN06 
1 Up to 2 Miles 8 150,000 1 154 26 2EUF8 
1 Up to 2 Miles 10 180,000 1 154 77 2EUF9 
il Up to 2 Miles 10 180,000 1 154 77 2EUG4 
1 Up to 2 Miles 8 150,000 1 154 26 2EUF6 
1 Up to 2 Miles 10 180,000 1 154 ti 2EUF7 
700mW ~~ Up to 2 Miles 2 200,000 1 Yes 114 48FX26 
700mW ~~ Up to 2 Miles 2 200,000 1 Yes 114 48FX23 
800mW Up to 2 Miles 2 200,000 1 Yes Zi 48FX22 
800mW Upto 2 Miles 2 200,000 1 Yes 5 48FX21 
800mW Up to 2 Miles 2 200,000 1 Yes 5 48FX24 
700mW ~~ Upto 2 Miles 2 200,000 1 Yes 114 48FX32 
700mW Upto 2 Miles 2 200,000 1 Yes 114 48FX29 
800mW Up to 2 Miles 2 200,000 1 Yes 27 48FX28 
800mW Up to 2 Miles 2 200,000 1 Yes 27 48FX31 
800mW Upto 2 Miles 2 200,000 1 Yes 5 48FX27 
800mW Up to 2 Miles 2 200,000 1 Yes 5 48FX30 
120mW Upto % Mile 2 75,000 1 Yes 7 41P014 
120mW Upto % Mile 2 75,000 1 Yes 19 41P015 
120mW Upto % Mile 2 75,000 1 Yes if 41P016 
2 1 to 2 Miles 2to3 350,000 1 Yes 19 41P012 
2 1 to 2 Miles 2to3 350,000 1 Yes if 41P013 
120mW Upto % Mile — — 1 — 40 2EUG2 
1 Up to 2 Miles 8 150,000 1 133 26 4RB71 
1 Up to 2 Miles 10 180,000 1 133 a 4RB70 





$41 Series—Delivers a powerful battery that can even charge other devices and 
accessories with its battery share feature. Up to 38 hr. of talk time. Provides 44 
days of stand by time. Operating system: Google Android™ Nougat. 


$31 Series—Easy-to-grip design features a multifunction programmable key 
that is useful for Push-to-Talk (PTT) one-touch communication launching its flash- 
light or camera. Free screen repair with a 24 month gurantee warranty. Provides 
30 hr. of talk time and has 38 days stand by time. Operating system: Google 
Android™ Nougat. 


ana Internal Megapixels - Megapixels - Battery Item 
to the naked eye, highlighting temperature Memory Size Features FrontCamera_ _—s Main Camera Capacity No. 
inj $60 Series 
contrasts. Helps identify gaps in insulation, and FLIR™ Android 6.0 STOO APuCaE 
electrical faults, and monitors the performance 39 GB 5 { 
: Thermal Imaging, 3 5000mAh 457K84 
of machinery. Includes laser app that measures Drop Proof 
distance and records it. Air app alerts you to S41 Series Cong Battery 
levels of indoor air pollutants. Has up to 35 hr. 32GB Life, Drop Proof 8 13 S000mAn = 457K82 
of talk time. Operating system: Google Android™ 831 Series 
mo. 420086 Oreo. 16 GB tiie Dron Ereot 7 8 4000mAh  457K83 
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Z : 
Analog Telephones Gi SALTBONICS 
Cord Mount Mfr. Item 
Features Type Color (Type) Speakerphone Model No. 
Autodial Telephone 
15" Armored Cord Armored Cord Gray Surface No 25/-001AC 53GW60 
15" Armored Cord, Spring Door Closure Armored Cord Gray — Surface No 20/-001ACSK 53GW61 
15 ft. Curly Cord Curly Cord Gray _ Surface No 20/-001H1 53GW62 
6 ft. Curly Cord Curly Cord Silver Flush No 2//-001H6 53GW72 
Rugged Curly Cord Gray _ Surface No 247-001H1 03GW39 
Rugged, 15" Armored Cord Armored Cord Gray —_Surface No 247-001AC 53GW38 
Single Button, SMART Operation, Call Button Silver Flush Yes 397-001AD 03GX19 
SMART Operation Armored Cord __ Silver Flush No 2//-005 o3GW73 
SMART Operation, 5 ft. Armored Cord Armored Cord _ Silver Flush No 2/7-005A5 53GW7/4 
SMART Operation, Rugged Curly Cord Gray _ Surface No 247-005 03GW40 
SMART Operation, Spring Door Closure Curly Cord Gray _ Surface No 20/-005SK o3GW68 
SMART Operation, Vandal Resistant Armored Cord Gray _ Surface No 22/-005 03GW19 
Vandal Resistant, Lock Armored Cord Gray — Surface No 22/-001LD 53GW18 
Emergency Telephone 
(2) Buttons, Compact, SMART Operation Silver Flush Yes 396-001FS 93GX18 
(2) Buttons, Compact, SMART Operation, Call Button Silver Flush Yes 397-001ADFS 93GX20 No. 53GW60 
gamera, ont Operation, integrated ¥3" CCD Camera Yellow —_- Flush Yes 393-001CAM 03GX14 
ingle Button, Camera, peration, 5 
Red Emergency Button Silver — Flush Yes 397-001CAM 53GX21 
Single Button, SMART Operation, Retrofit Silver Flush Yes 397-001CB 53GX22 
emge pultton, ayaa setation, voce Yellow —_ Flush Yes 393AL-002 93GX15 
ingle Button, peration, Voice, F 
FCT. Red Emergency Button Yellow — Flush Yes 393AL-004 53GX16 
SIP Compatible, RT Retrofit Silver Flush Yes 398-/702RT 03GX61 
SIP Compatible, TAP Retrofit Silver Flush Yes 398-/021P 53GX62 @ an-teomes 
RSG Operation, Integrated 2" CCD Camera Yellow Flush Yes 394AL-001CAM 53GX17 e e 
elephone | 
15" Armored Cord Armored Cord Gray Surface No 256-001AC __53GW49 AA 
15" Armored Cord, Lock Armored Cord Gray _ Surface No 206-001ACLD —538GW50 ! | | | 
15" Armored Cord, Lock, Spring Door Closure Armored Cord Gray _ Surface No 206-001ACLDSK 53GW51 | 
15 ft. Curly Cord Curly Cord Yellow Surface No 354-001YLH1 53GX06 fe 
15 ft. Curly Cord, Lock Curly Cord Yellow Surface No 304-001YLH1LD —_53GX07 oats enact 
15 ft. Curly Cord, Spring Door Closure Curly Cord Yellow Surface No 304-001YLH1SK —538GX08 as 
29" Armored Cord Armored Cord Gray _ Surface No 206-001A2 o3GW47 ® bed 
29" Armored Cord, Spring Door Closure Armored Cord Gray _ Surface No 206-001A2SK —- 5 38GW48 
Indoor Rugged, 15" Armored Cord Armored Cord Gray _ Surface No 246-001AC 03GW34 a 
Indoor Rugged, 29 ft. Curly Cord Curly Cord Gray _ Surface No 246-001H2 03GW35 ee 
Indoor Rugged, 29" Armored Cord Armored Cord Gray —_ Surface No 246-001A2 93GW33 ania 
Lock Curly Cord Yellow Surface No 304-001YLLD 53GX09 
Lock, Spring Door Closure Curly Cord Yellow Surface No 304-001YLLDSK —53GX10 No. 53GX18 
Rugged, SIP Compatible Armored Cord Gray _ Surface No 246-/700AC 03GW37 
SMART Operation, Indoor Industrial Rugged Curly Cord Gray _ Surface No 246-005 03GW36 
SMART Operation, Vandal Resistant Armored Cord Gray _ Surface No 226-005 o3GW17 
Spring Door Closure Curly Cord Yellow Surface No 304-001YLSK 93GX11 
Wired Intercom Systems and Components @ AIPHONE 
Door Station Door Station Door Station Item 
Description Includes Type Height (in.) Width (in.) Depth (in.) No. 
vider Ds 5 Indoor/Outd iY 319, 1 367TR17 
ideo Door Station ; ndoor/Outdoor 16 16 
‘Master Station molting Pandas Indoor/Outdoor 1% 67 7% 361P71 
erles 
renecom Kit Mounting Hardware Indoor/Outdoor Aa 3/6 1% 36TR44 
eries 
Pane Station/Door Station Kit Mounting Hardware Indoor/Outdoor 6% 3'%6 AV, 36TR46 
eries 
eee Tenant Station Mounting Hardware Indoor 82 4 3 36TR43 No. 36TP62 
eries 
Master Station ; Indoor/Outdoor 2%6 1'A6 9'6 36TP54 
Video Door Station ee aa Indoor/Outdoor 8’As 4% 1% 36TP65 
JF Series 
Sore ee 
eet - ower Supply, 
Video Intercom Station Kit JF-DA Surface Mount, ABS Indoor/Outdoor 17% 12 3% 36TP62 
Plastic Door Station 
‘judo Sub waster Station ai ngoor. iy ore ae sere 
ideo Door Station ndoor/Outdoor 16 ih 16 —_ 
Video Master Station mollnning Nanawate Indoor/Outdoor 1% 76 56 361P74 2 
Video Sub Master Station Indoor 1% 7V6 5%6 36TRO4 oe = 
JO Series 
JO-1MD Video Intercom Master we 
Video Intercom Station Kit Station, JO-DA Surface Mount Indoor/Outdoor 4 10% 3/12 36TP99 
ABS Plastic Door Station vent 
Video Expansion Station Mounting Hardware Indoor 2 10 6 36TR12 
KB Series 
Video Door Station Indoor/Outdoor 23 ° 8'6 36TP77 
Video Master Station Mounting Hardware Indoor/Outdoor 46 8 AN6 36TP60 C=n) 
Video Sub Master Station Indoor/Outdoor 4%6 8 A4%6 36TP64 
LE Series TALK 
Call Audio Master Station Mounting Hardware Indoor 256 8¥e 1% 36TR32 
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A Pry cRAINGER LS 
APPROVED “<a; 
Standard Telephones aa aeeuae No. 45CU11 


= ADA-Compliant volume control 


r § = Include handset and line cords 
al Single-line phones are made of durable plastic 
Wall and are designed to operate in the most demand- No. 45CU21 
, No. H7432 ing work environments. 
Wall-Mount—Each has a bell ringer for use in 7 
noisy areas. 





Emergency Telephones—Red emergency color eed attics: 
identifies usage and attracts attention during 


emergency or security situations. Features face- Hospitality Telephones 


plate area for emergency instructions. 





No. 45CT93 








S-cunoge ' = 95 dB ringer = Analog 
: em 
Voicemail Ringer Color No. =» Speakerphone 
Wall-Mount 
: No. of Mfr. Item 
Wall Message Indicator Yes Beige, Black 7431 Snaakaroiana. nes Color Model No 
No. 30PK01 No Yes Beige, Black H7432 Tick Meant 
Emergency Telephone Yes 1 Black UNOAS-10BA 45CU03 
No Yes Red 30PK01 Yes 1 Black UNOAS-5BA 45CU04 
Yes 1 Black UNOM4-B/UNOAS-10BA 45CU05 
Yes 1 Black UNOM4-B/UNOAS-5BA 45CU06 
sr Yes 1 Black CGR-UNOV-MCC/UNOAS-10BA 45CU07 
GRAINGER Yes 1 Black CGR-UNOV-MCC/UNOAS-5BA 45CU08 
APPROVED Yes 1 Black UNOM5S-10B 45CU11 
_— ee ea 
4 es ac = 
Disposable Yes i Black 625-58 45CU22 
Yes 1 Ivory 625-101 45CU23 
Healthcare Telephone Yes i Black 62S-T0B/CGR-NEO-WICC 450029 
ves ; pack 280, oP pat 
j es vory nS) 45 
= 95dB ringer Wall or Desk Mount 
Features volume control, voicemail and i Hearn ate ae cS panes 
call waiting. Cream color. Include handset, vas ata ae ABCTOI 
base, coil cord, and line cords. Yes 1 Black 1235-B 490T99 
No 1 Cream 387S10-C 45C196 
Mfr. Item Yes 1 Black 38TSD10S-B 45CT98 
Description Model No. Yes 2 Black 381SD110-B 45CU01 
Analog 447-5 R (WH) 45CT89 Yes 2 Cream 38TSDT10-C 45CU02 






(ote o QQ. 
Amplified Telephones ClearSounds 
TELEPHONES 


Note: Use of Caller ID requires subscription to a Caller ID service. 


No. 41D240 


CSC600 Series—Have UltraClear™ sound clarifying technology. Feature missed call indica- 
tor and Caller ID/Call Waiting with 99-name/number Caller ID history. 


Hearing-Impaired Guest Room Phone Sets—Make sure your facility is ADA compliant to 
ensure your deaf or hearing-impaired guests are notified in an emergency. 


If your property does not include audible and visual detectors, use Kit No. 5KZF8. Includes 
display TTY, telephone ring signaler, ClearSounds clock with telephone signaler, bed shaker, 
telephone in-line amplifier, door knock alert, and a visual strobe smoke detector. 


If your property has smoke detectors that are both audible and visual, use Kit No. 41D240. 
Includes portable in-line telephone amplifier, Y-jack for phone attachment, digital TTY, door 





moneomNoe knocker, vibrating alarm clock with telephone signaler, (2) AC adapters, 9V battery, (6) AA 
rechargeable batteries, vibrating pad, and standard hotel soft case. 
For main building fire alarms, if your current system does not signal visually in your 
No. ote & A hearing-impaired rooms, you must use a signaling device. Kit No. 29WJ96 is triggered by 
/ Lae Ly ay a continuous 13-14 fire alarm sound and transfers the signal to the main flashing base. 
oi te Pas 4 Includes base alerting device, bed shaker, door knock alert, telephone line cord, and fire 
Y nan @ alarm transmitter. 
ACCESSORIES 
Mfr. Item 
, paseo Raum Pons Color Model No. Amplified Telephone Ring Signaler—Plastic signaler features bright LED light and is for 
earing-Impaired Guest Room Phone Sets : : : 
Hospital & Hotel Room Black ATSET3 5KZF8 use with any analog telephone line. Includes AC power adapter, telephone line cord, and 
Hotel Room Black HTSET4B 410240 ‘instruction manual. 
Hospital White CA360 29WJ96 Caller 1D/ 
Accessories — Display | NewCall |Message| Call Talking Call Mfr. Item 
Amplified Telephone Ring Signaler Black CS-CR200 22M767 Description) Dial | Indicator | Indicator | Waiting | CallerID | History | Color Model _No. 
Portable Telephone Amplifier White IL95W 3TML6 CSC600 e e @ e e eS) White | CSC600W 3TML4 
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. wv 
Megaphones APPROVED speco technologies AWSAMPLIVOx: EB Sire eet Sie ns 


Feature volume control and trigger talk switch. No. 20W323 handheld unit includes a siren mode. No. 20W324 features record/playback capabilities, strobe light, 
and whistle and siren modes. No. 3YMK8 features high-impact, self-extinguishing plastic construction and is suitable for hazardous environments. 


Operating L Mfr. Item 
Key Description Range (in.) Model Brand No. 
Megaphones with Built-In Microphone 
A 45W, Shoulder with Siren Mode, 5.5 Ib. net wt. Y mile 21 3YMN2 GA 3YMN2 
B 20W, Handheld Detachable Mic with Talk, Whistle, Siren Modes and Battery Indicator Lights. 2.5/b net wt. 1 mile 14% S602MR AmpliVox 36CJ43 
C 16W, Handheld with Siren Mode, 4.75 Ib. net wt. 800 ft. 14% ER3/0 Speco Technologies 49N882 
D 20W, Handheld with Siren Mode, 2.75 Ib. net wt. 1 mile 14 3YMN1 GA 3YMN1 
E 25W, Handheld with Foghorn, 3.96 Ib. net wt. ¥ mile 13 4PD84 GA 4PD84 
Standard Handheld Megaphones 
F 20W, Handheld with Talk, Whistle, Siren Modes and Battery Indicator Lights, 1.5 Ib net wt. % mile 12 S601R AmpliVox 36CJ39 
G 10W, Handheld with Talk and Siren Modes, Shoulder Strap, 1.2 Ib net wt. 100 yd. 10 S600R AmpliVox 20W323 
G 10W, Handheld with Rechargeable Battery, Talk and Siren Modes, Shoulder Strap, 1.2 lb net wt. 100 yd. 10 SB600R AmpliVox 36CJ38 
H 25W, Handheld with Talk, Whistle, and Siren Modes, 2.0 Ib. net wt. 1 mile 14% 3YML9 GA 3YML9 
H 20W, Handheld with Talk, Whistle, Siren Modes, Rechargeable Battery and Battery Indicator Lights, 1.5 Ib net wt. ¥ mile 12 SB601R AmpliVox 36CJ40 
| 15W, Handheld with Talk, Whistle, and Siren Modes, 1.5 Ib. net wt. ¥ mile 12 3YML8 GA 3YML8 
| 20W, Handheld with Talk, Whistle, Siren Modes and Battery Indicator Lights, 2.0 Ib net wt. 1 mile 14 S602R AmpliVox 36CJ41 
| 20W, Handheld with Rechargeable Battery, Talk, Whistle, Siren Modes and Battery Indicator Lights, 2.0 Ib net wt. 1 mile 14 SB602R AmpliVox 360/42 
J 15W, Handheld with Foghorn, 3.52 |b. net wt. Yo mile 13.3 4H973 GA 4H973 
K 10W, Handheld with Talk, Whistle, Siren Modes, and Strobe Light, 1.2 Ib net wt. 100 yd. 10% $604 AmpliVox 20W324 
L 16W, Voice Gun®, 3.0 Ib. net wt. 1320 ft. 10% A12SA Federal Signal 3YMK8 
M 20W, Handheld with Talk, Siren and Whistle Modes, Detachable Mic, Adjustable Shoulder Strap, 2.5 Ib net wt. 1 mile 14 SB602MR AmpliVox 36CJ44 
Storage Case 
N Megaphone Storage Case For Half-Mile Hailer or $1260, $1262, $1264, $1265 Extension Horns — _ $1940 AmpliVox 3YYZ1 
—RITRON 





Wireless PA Systems 


= 85dB max. at 50 ft. 
= Works with 2 way-radios 


Eliminate running wire, and put PA commu- 
nication right where you need it. Can be 
programmed with custom frequencies to 

work with existing 2 way-radios in the same 
frequency band (PC programmer optional). 
Additional features include adjustable volume, 
message repeat function, and visual alert relay 
for optional strobe light. Includes compatible 
portable 2 way-radio, radio receiver, PA horn 
speaker with 25-ft. cable, flex antenna, mount- 
ing bracket, and a 110V AC adapter. 


No. 
1AAJ9 





Mfr. Item 
Wiral Deseription Model No. 
ireless ystems 
VHF LM-V150System _ 1AAK1 No. 1AAK2 
UHF LM-U450System —_— 1AAK2 
Accessory 
Magnetic Mount Antenna RAM-1545 1AAJ9 
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No. 36D054 





No. 1YVX6 


PA Systems and Accessories 


SMALL AREA PERSONAL 


BeltBlaster® and 
BeltBlaster Pro® 


Battery-powered mini PA 
systems can be worn like a 
belt. Weigh only 2 lb. Systems 
include headset and lapel 
microphones and volume 
control. For indoor or outdoor 
use. 5W sound output is 
designed to reach audiences 
of up to 50 in rooms up to 400 
sq. ft. No. 1YVX6 is powered 
by 6 AA alkaline batteries 
(sold separately). No. 2GXA8 
includes carrying case, 6 
rechargeable NiMH batter- 
ies, and an AC adapter for 
recharging batteries. 
Mity-Lite 

Portable 35W system is for 
audiences of up to 250 in 
rooms up to 1500 sq. ft. 
Line-in for CD, MP3, DVD, 
projector, and laptop. Plastic 
enclosure for durability. 


Ergonomic handle for comfort. 
For indoor and outdoor use. 
Includes UHF wireless handheld 
microphone, shoulder strap, and 
carrying case. 


MID-RANGE PORTABLE 


Voice Carrier Kits 


Wireless systems reach audi- 
ences of up to 1000 in rooms 
up to 10,000 sq. ft. 50W ampli- 
fier has built-in UHF wireless 
receiver with 3 mic inputs and 2 
speaker jacks. Include 3 tripods 
and 2 dual-module Jensen 
speakers with 40-ft. cables to 
connect to amp. All compo- 
nents fit into included carrying 
case with wheels and luggage 
handle. Designed to run on AC, 
Rechargeable 15V Ni-Cd Battery 
Pack No. 1YVZ2 (which requires 
No. 1YVZ1, available separately), 
or D-cell batteries for up to 200 
hr. AC Adapter No. 1YVZ1, batter- 
ies, and Ni-Cd Battery Pack 

No. 1YVZ2, sold separately. 


Ax AmPLiVox’ 
WIDE-RANGE PORTABLE HORNS 


Half-Mile Hailer 


Loudspeaker PA covers the length of 
a football field. Portable and weather- 
resistant for outdoor use. Use indoors 
in noisy manufacturing facilities. 50W 
amplifier with 3 mic inputs, line in for 
CD. Includes microphone. Designed 
to run on AC Adapter No. 1YVZ1, 
Rechargeable Ni-Cd Battery Pack 

No. 1YVZ2, or 10 D-cell alkaline 
batteries for up to 200 hr. (sold 
separately). 


Radio Hailers with Transceivers 


An excellent addition to mobile 
command centers for respond- 

ing to and communicating general 
information and alerts in emergency 
situations. Hailers have a range of 

up to 1 mile and include amplifier, 
radio bracket, speaker, and 2 MURS 
radios. Designed to run on AC adapter 
No. 1YVZ1, Rechargeable Ni-Cad 
Battery Pack No. 1YVZ2, or for up to 
200 hr. on 10 D-cell alkaline batteries 
(sold separately). 













H W D Mfr. Item H W D Mfr. Item 
Description (in.) (in.) (in.) Model No. Description (in.) (in.) (in.) Model No. 
Small Area Personal Radio Hailer Wireless Headset, 
BeltBlaster® 13% 11 4% $206 1YVX6 Lapel Mic and Transmitters ———____ a em en 
BeltBlaster Pro® 11 11 11 S207 2GXA8 adio Haller Wi wo iranscelvers, VIreleSs 
tity Vox® : 11 11 11 SW212 2GXA9 Headset, Lapel Mic and Transmitters 14 12 10 SW6210 36D055 
Mid-Range Portable Radio Hailer with Two Transceivers, Wireless 
Powered Speaker Voice Carrier Kit 30.17 12  SW232 _-31HG60 eine eee Be 
Deluxe Wireless Speaker Hailer Kit 18 32 12 SW642 31HG61 Wireless Mobile Public Address System 
Deluxe Wireless Quad Horn Hailer Kit 18 3212 SW662 31HG62 Includes Amplifier, (3) Wired Microphone, (4) 18 32 12 SW314 31HG68 
Wireless Speaker Hailer Kit 18 32 42 SW640 31HG63 Speaker, DC Car Adapter, Mounting Assembly 
Wireless Quad Horn Hailer Kit 18 32 12 SW660 31HG64 Vehicle Mount 
Deluxe Wireless Handheld Hailer Kit 18. 322 SW637 31HG66 Quad Sound Cruiser 10 :2f. 27 $314 20W322 
Deluxe Wireless Hailer Kit 18 32 #12 SW632 31HG67 Accessories 
Wireless Handheld Hailer Kit 18 32 12 # SW635 31HG69 Ves are SITET ; ; ; SES ave 
Voice Carrier Kit, Wired Speakers echargeable Battery Pack, i- 
and Wireless Mics a ne ee Heavy-Duty Tripod 47.5 5 $1080 20W316 
Titan Wireless PA - Lapel Mic 24 20~ 14 SW800L 31HG58 Heavy-Duty Tripod Carrying Case 48 6 6 $1920 20W318 
Wide-Range Portable Horns Compact Tripod 27 oO 4] $1090 20W317 
Half-Mile Hailer, Wired Mic he a S610A 1YVX7 Compact Tripod Carrying Case 15 8 16 $1950 20W320 
Half-Mile Hailer, Wireless UHF Headset, Universal Soft Carrying Case 14 12 32 $1960 20W321 
: 1 1 8 SW610A 1YVX8 
Lapel Mic, and Transmitter Universal Soft Carrying Case with Tripod Case 17 12 32  S1930 20W319 
FG ee 17 11 14  SW615A 20W331 Amplified Speaker, 50W, 15V 1776 4  §81234 —31HG75 
r MI ; “ail or Kit: Wirel ose with Speaker, VHF, Plastic, 50W, 8 ohm 17 6 35 $1234  31HG78 
Lapel Mic and Headset 18 #12 = ©632 SW630 20W332 Speaker, VHF, Plastic, 50W, 8 ohm 7 105 65 $1230 31HG79 
Amplified Wireless Speaker, 50W 17 3 6 SW1234 31HG71 
ay Woofer Overall 
ies Watt Max. Frequency Dia. Tweeter Overall Overall Length CHOOSE: Item 
All- speco technologies (RMS) Wattage Sensitivity (dB) Response in.) Dia. (in.) H(in.) Win.)  (in.) Encl. Color No. 
Weather 0 t d S k All-Weather (8 ohm), Polypropylene Woofer, Silk Tweeter, Pkg. of 2 
50 100 901w/im  60Hzto20kHz 6% 1 11 7 6% Black G4037 
No. 
7 Ul oor pea ers 40 80 881w/im 75Hzto20kHz 5% 4 9 6 6% Black G4036 
ALL-WEATHER 50 100 901w/im  60Hzto20kHz 6% 1 11 i 63% Black, White G4035 
40 80 881w/im 75Hzto 20kHz 5% A 9 6 6% Black, White G4034 
Feature mesh aluminum grilles All-Weather Elite with Volume Control (8 ohm) Polypropylene Woofer, Silk Dome Tweeter, Pkg. of 2 
for protection. Adjustable brackets 95 40 84 75Hz-20kHz 4 % 9% 6 6% Black  36H460 
allow multiple mounting options. 25 40 84 75Hz-20kHz 4 7 9% 6 6% White  36H462 
All-Weather 3-Way Speaker w/Transformer (8 ohm), Polypropylene Tweeter, Pkg. of 1 
ROCK SPEAKER — 50 — 55-20kHz 4 1 7% Av 4% Black 36H465 
— 50 — 55-20kHz 4 1 7% AY 4% White 36H466 
Rock design blends seamlessly Rock Speakers, All-Weather (8 ohm), Mica Woofer, PEI Tweeter, Pkg. of 1 
into any outdoor environment. 30 ~—s- 60 — 70Hz to 20kHz 61% % ~~ 13%" 1254" 111346" Brown, Gray G4033 
Microphones speco technologies Connector Mitr. Item 
Wired—No. 3ZJE7 gooseneck features push-to-talk switch, wea Type Model No. 
. ired 
500-ohm impedance, and mounting base. No. 2KJR6 handheld Gooseneck Microphone 5-Wire MGSt 3ZJE7 
comes with batteries and 20-ft. XLR Mic cables. Handheld Microphone eee MCHH100A 2KIRG 
= : Wireless—700 preprogrammed frequencies for interference- ae & enue MCDT300A  36H479 
aan Handheig 2 Channels of communication for roaming distances in excess Wireless 
of 200 ft. Feature auto channel scan, integrating charging, Handheld UHF Microphone — MUHFHH 5KZG5 
balanced XLR connector, and unbalanced %" jack audio output. Lapel UHF Microphone = MUHFLP SKZG6 
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PORTABLE SOUND SYSTEMS 


Wall-Mount Speakers 








No. 23Y702 
: , on sae No. 2EUK7 
Installation requires no cutting into ceiling or wall. 
70/25V Steel Enclosure—Powder-coated grille. No. 2EUK8 angles downward. 
70V Wood Enclosure—Walnut-grained wood construction has black cloth grille. 
Max. Encl. Frequency Woofer Overall Overall Overall Mfr. Item 
Watt (RMS) Wattage Color Sensitivity (dB) Response Dia. (in.) Woofer Composition — H (in.) W (in.) L (in.) Brand Model No. 
70/25V Steel Enclosure 
12 12 White 96 65Hz to 17kHz 8 Molded Paper Fiber AV 11% 11% Quam-Nichols System 1 2EUK7 
12 12 White 96 65Hz to 17kHz 8 Molded Paper Fiber 5/6 11% 11% Quam-Nichols System 3VC 2EUK8 
70V Wood Enclosure 
10 16 Brown 93 +3 85Hz to 20kHz 8 Paper 10 10 10 Speco Technologies WB86T 23Y702 
15 15 White 92 65 to 17 kHz 8 Fiber 5% 11% 11% Quam-Nichols SYSTEM 2 20KA83 
30 60 Black 92 +2 95Hz to 20,000Hz 5 Polypropylene 5% 8Y% 8% Speco Technologies SP30PTB 5KZG2 
All-Weather (8 ohm and 70V), Polypropylene/Buty! Woofer, Mylar® Tweeter, Pkg. of 2 
20 20 Black 89 SPL 1W/1M 80 Hz to 20 KHz 4 Polypropylene/Buty! 10% 6% 6% Quam-Nichols FM4X1/70 6VEY6 
20 20 White 89 SPL 1W/1M 80 Hz to 20 KHz 4 Polypropylene/Buty! 10% 6% 6% Quam-Nichols FM4X1/70 6VEY7 
» . = we a. 
bik / %:, 4 
fs > » 7 } i ; t 
| : : < | 
a ,™ 
\ ‘eu sf 
be | "4 * ™ an, ces ¢ 
A. E. 





ay 


speco technologies 


In-Ceiling and In-Wall Speakers 


For music or paging. Mounting brackets are required and are sold separately. B.—Plastic and flame-retardant back-box enclosure offers extra protection. 


A.—Includes fire-retardant metal back can, quick-snap terminal connections, Features up to 9 full-range wattage tap settings. 


70V transformer dial, mounting brackets, metal safety loop, and ported bass. C., D., E., G., H.—Feature 5 built-in wattage tap settings, except Nos. 36H467 


to 36H470 have 6 built-in wattage tap settings. 








Max. Sensitivity Frequency Woofer Tweeter Tweeter Overall Overall Overall Mfr. Item Pkg. 
Key Watt(RMS) Wattage (dB) Response Dia. (in.) |WooferComposition Dia.(in.) Composition H(in.) W(in.) Length(in.) Model No. Qty. 
70/25V 
B 40 80 88 34Hz to 20,000Hz 6% Polypropylene 1 Mylar® 7% 11 11 SP6MAT  2KJX9 1 
H 30 60 87 57Hz to 20,000Hz 5% Polypropylene 1 Mylar® 6 9% 9% SP5MAT  2KJX8 1 
E 10 15 91 +3 90Hz2~20kHz 8 Treated Paper — — 3% 10% 10% SPG86T  36H467 1 
E 10 15 91 +3 90Hz2~20kHz 8 Treated Paper — — 3% 10% 10% SPG86TC 36H468 1 
E 10 15 91 +3 120Hz~20kHz 6 Treated Paper — — 3 9 9 SPG66T  36H469 1 
E 10 15 91 +3 120Hz~20kHz 6 Treated Paper — — 3 9 9 SPG66TC  36H470 1 
G 10 15 85Hz to 20,000Hz 8 Polypropylene — — 3% 13 13 G86TCG 2KJN9 1 
G 10 15 85Hz to 20,000Hz 8 Polypropylene _— — 3% 13 13 G861G 2KJP1 1 
70V 
A 40 80 8 60Hz to 20,000Hz 6% Polypropylene Woofer Ya Silk 71% 10% 10% SP6NXCTUL 5KZG3 2 
8 ohm 
D 30 60 63Hz to 21,000Hz 6% Mineral Polymer VY Titanium 7% 9 9 SPCBC6 2KJW8 2 
C 40 80 45Hz to 21,000Hz 8 Mineral Polymer VY Titanium 8 10% 10% SPCBC8 2KJW9 2 
_ 10 15 90 85Hz to 20kHz 8 Paper 8 Paper 3% 24 24 G86TG2X2C 45MK48 1 
_— 10 19 90 85Hz to 20kHz 8 Paper 8 Paper 3% Ue 13 G86KITPR 45MK49 1 
— 10 us 90 85Hz to 20kHz 8 Paper 8 Paper 3% 13 13 G86KITPRC 45MK50 1 
Overall Overall Overall Item 
For Use With H (in.) W (in.) Length (in.) No. 
Speaker Ceiling Supports 
Speakers 2KJN9, 2KJP1 _— 23% 14% 36A981 
Speaker Ceiling Back Boxes, Pkg. of 1 
2KJP1 AV, 11% 11% 2KJP2 
Quick-Install —— - 
Speaker Assemblies __ speco technologies - 
= 70/25V Replace a standard 24" x 24" ceiling tile. _ B. 
pigtail leads No. 5MWGO includes volume control. No. 2EUL2 
comes with 24" cross piece to fit between grille and A 
remaining half of a trimmed ceiling tile. . 
Max. Sensitivity Woofer Overall Overall Overall Mfr. Item 
Key Watt(RMS) Wattage (dB) Frequency Response Dia. (in.) WooferComposition —_H (in.) W (in.) — Length (in.) Brand Model No. 
Lay-In Ceiling Mount (Tile Replacement) 
A 20 30 91 60Hz to 20,000Hz 6 Polypropylene/Buty| 3/6 23% 23% Quam-Nichols System 19 4GFG7 
A 12 12 96 65Hz to 17,000Hz 8 Molded Paper Fiber 3/6 23% 23% Quam-Nichols System 12 2EUK4 
A 12 12 96 65Hz to 17,000Hz 8 Molded Paper Fiber 3/6 23% 23% Quam-Nichols SYSTEM 12/VC 5MWGO 
A 12 12 96 65Hz to 17,000Hz 8 Molded Paper Fiber 31%6 11% 23% Quam-Nichols System 5 2EUL2 
B 30 60 90 50Hz to 20,000Hz 8 Polypropylene 23 23 6 Speco Technologies SPCT8T 2KJY1 
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it it it it ay 
Projection Horn Casing and Driver ee 
Combine casing with universal driver to create custom projection horns. Sold separately. 
PROJECTION HORN CASING oral Byerall , pera Bal | item 
Weatherproof, for indoor or outdoor use. Includes mounting brack- Pen fea tos in.) _ Made z 
20 20% SRH20 3CWT8 
P ets and hardware. Watt Max. Sensitivity Frequency Overall Overall Mfr. Item 
~“ UNIVERSAL RMS DRIVER (RMS) Wattage (dB) Response H (in.) W (in.) Model No. 
No. 3CWT8 No. 3CWUS5 ae aa Universal RMS Driver (70V) 
. . Features built-in line transformers. 80 100 112 300 to 5000Hz 7 3% SRD80T — 3CWUS5 
* GRAINGER a 


EDWARDS 
Horn Speakers SIGNALING 
Designed for telephone and microphone paging in loud 
environments, both indoors and out. Mounting brackets and 
hardware included. 


APPROVED speco jechnologies: 


8 ohms—No. 36H458 is an 
amplified weatherproof P.A. 
speaker; designed for applica- 


ABS Plastic 
No. 3CWX2 





. 








ABS 
Plastic : : : : tions that can benefit by not 
No. 3CWUS Explosionproof Audible Signal—Multitone horn has a having a dedicated amplifier. 
55-tone capability. Has internal volume control. 
Hazardous Location Multitone Horn—Multitone horn has ranean oe 
Aluminum ork with most brands of horn 
| Alucninin a 55-tone capability. For use in dusty and hazardous areas 
| No. 2KJW2 ne gee ; ne speakers. Flange mount. 
No. 2KJW3 where a distinctive alert is required. For Division 2 locations. 
Impedance Sensitivity Max. Frequency Overall H Overall W Overall Encl. Mfr. Item 
(ohms) (dB) Wattage Watt (RMS) Response H (in.) (in.) W (in.) (in.) Length (in.) Material Brand Model No. 
Multi-Tone Horn - Explosionproof Audible Signals 
— 90 — — 11% 11% 11% — 18% Cast Aluminum Edwards Signaling 5533MD-AW 131112 
Multi-Tone Horn - Hazardous Location, 24VDC 
— 110 — — 1D 15 8% = 8 Cast Zinc Edwards Signaling 5530MD-24AW 131111 
Paging Speaker 
8 107 40 30 400Hz to 6kHz = O96 _— 6%6 — 11 ABS Plastic GA 3AXC9 3AXC9 
8 107 25 15 400Hzto6kHz = 9'N%6 — 6%6 — 11 ABS Plastic GA 3AXC8 3AXC8 
PA Horn 
8 120 75 40 130 to 15,000Hz 15 — 15 = 13 Aluminum Speco Technologies SPC30 3CWX3 
8 105 15 10 250 to 15,000Hz 6 — 6 — 6 Aluminum Speco Technologies SPC10 3CWU7 
3-16 = 20 900HZ~5kHz = = — — = = Speco Technologies ASPC20 36H458 
8 110 30 15 200 to 15,000Hz 4 — 6 — 8 ABS Plastic | Speco Technologies |§ SPC12RP 3CWX1 
8 105 15 10 300 to 15,000Hz = 5 — 5 ABS Plastic Speco Technologies SPG5P 3CWU8 
8 120 32 15 250 to 15,000Hz 11 — 6% — 13 ABS Plastic Speco Technologies SPC40RT  3CWX2 
PA Weatherproof Speaker 
4 —_ —_ 10 — —_ —_ — 6 — —_— Speco Technologies SPC104 49N890 
8 — — 30 — — 4% — 1% — — Speco Technologies SPC15RP 38L978 
8 _— — 40 — _— 11 _— 6 — _— Speco Technologies | SPC40RP 38L979 
8 — _— 15 — — 5 —_— 5 _ —_— Speco Technologies SPC8 49CA08 
8 _ _— 10 _— _ 5 _— 7 _— _— Speco Technologies SPCIORT  49CA09 
8 — —_ 10 — _ 6% _— 6% _— _— Speco Technologies SPC10T 49CA10 
8 _ _ 15 _— _— 6% _— 85%4 _— _— Speco Technologies SPC15RI 49CA11 
8 — — 30 — — 10% — 10% — — Speco Technologies SPC30T 49CA12 
8 110 25 15 200Hzto 15,000Hz 8 = 8 = 8 Aluminum Speco Technologies SPC15 2KJW2 
8 110 20 1 200Hz to 15kHz 5 — 8 — 8 Aluminum Speco Technologies SPC15R 2KJW3 
8 105 15 6 300Hz to 15kHz oY = oY — 6 ABS Plastic — Speco Technologies SPC6P 2KJW6 
8 105 30 15 450Hzto15,000Hz 8 — 8 = 9 Aluminum Speco Technologies SPC15T 2KJW4 
8 120 30 20 250Hzto 16,000Hz 8 — 11 — 10% ABS Plastic | Speco Technologies © SPC30RT 2KJW5 
Speaker 
8 _— _— 80 _— _ 5Y% _— 9% _— _— Speco Technologies SPSNXCTUL 49N875 
Item 
Description Power Taps @ 75V Power Taps @ 25V No. 
Additional Transformers 
Transformer 25V — 10W/5W/2.5W/1.25W/0.625.W 2KJP3 
Transformer /0V TOW\SW\2.5W\1.25W\0.625W — 2KJP4 
| gu Sy : 
No. 2KJU4 Amplifiers and Tuner speco technologies” A-AnPLIVox’ 


, PA Amplifiers—Provide power to paging and music 
address systems. On-hold feature assures customers 
hear supplied music or dialogue. Feature 600-ohm 
telephone connection, auto-mute background music 
during paging, and separate bass and treble controls. 


to the room's built-in sound system that you 

control. Auxiliary input jack lets you make your 

own computer or video projector programs heard 

by connecting them to the stereo line input with 
separate volume and tone control or add prerecorded 
music. 








No. 20W325 


Multimedia Stereo Amplifier—Features 
16-channel UHF wireless frequencies. Condenser, 
dynamic, and wireless mics can be used simul- 
taneously. Tape record or provide a mixed output 


Digital AM/FM Tuner—Works with most amplifiers 
to play radio broadcasts. Includes AM/FM antenna. 


Output Mfr. Item 
Watts Inputs Output Includes Brand Model No. 
PA Amplifiers 

30 2 Mics, Auxiliary, and 1 Telephone Paging 70/25V Music On Hold Feature with Separate Level Control Speco PBM30 2KJU4 

i 2 Mics and 1 Auxiliary 4/8/16 Ohms, 70/25V — Speco PVL15A 36H471 

30 2 Mics and 1 Auxiliary 4/8/16 Ohms, 70/25V — Speco PVL30A  36H472 
PA Amplifier with Multiple Zones 

260 9 Mix 1 Sone eon a 4/8/16 Ohms, 70/25V Music On Hold Feature with Separate Level Control Speco PL260A 2KJU6 
Multimedia Stereo Amplifier a “URE WirseS= HIER ¢ 7 

. . . . anne ireless Mic Receiver, Separate Tone . 

50 3 Mics, 1 Auxline In, 1 Auxline Out 2 Speakers, 1 Line Level Out 3.5mm and Volume Controls for CD/MP3/Projector/IPod AmpliVox SW805A 31HG74 

50 3 Mics, 1 Auxline In, 1 Auxline Out 2 Speakers, 1 Line Level Out 3.5mm Separate Tone and Volume Controls for CD/MP3/Projector/IPod AmpliVox S805A 20W325 
Digital AM/FM Tuner 

1 2 Mics and 1 Auxiliary Mono 30 Presets, Rack Mount Kit, and AM/FM Antenna Speco PFA 2KJV1 
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No. 2UY32 





No. 2UY36 





No. 5CFN9 





No. 14F256 No. SCFN8S 
Binoculars QHSARSIC/)\ -NonrH4ewesr STEINERRA? Bushnell ® 
= Fogproof 
Magnification/ Tripod L W H Item 
Description Objective Lens Field of View PrismType Mountable  (in.) (in.) (in.) Weight Brand No. 

Compact 

General Binocular, Aluminum w/Rubber Armor 10x 302 ft. @ 1000 yd. Roof No 4/6 1% 4% U5 07. Barska 49U592 

Super-Compact, Black 8 x21 387 ft. @ 1000 yd. Roof No 3% 2/6 1% 5.6 07. Northwest 2UY30 

Wide Angle: BIECAMIRIUTA with 8 x 25 417 ft.@1000 yd. — Roof No 4 oY 25%6 9.602. Northwest  2UY33 

Compact, Black 10°%25 303 ft.@1000 yd. _—_ Roof No 4Vy 2% 1% 8 02. Northwest 2UY31 

Compact Binocular, Fully Multi-Coated 10x 302 ft. @ 1000 yd. Roof No 42% 4% 1'%6 10.4 0z. Steiner Optics 40CF38 
Comfort Compact 

Compact, Black/Silver 10 x 25 315 ft.@1000 yd. Porro No AV, 316 2%6 8 02. Northwest 2UY32 
Full-Size 

Full-Size Zoom, Black 7 to 15x 35 305 ft.@ 1000 yd. —_- Porro Yes 5% 6% 3% 24 02. Northwest 2UY38 

Full-Size Wide Angle, Black 1x30 488 ft.@1000 yd. _ Porro Yes 5% 6/6 2% 23.2 02. Northwest 2UY37 

Full-Size, Black 7x50 367 ft.@1000 yd. Porro Yes 7%2 6'%6 3156 39.2 02. Northwest 2UY36 * 

Full-Size, Black/Gray 10 x 42 338 ft.@ 1000 yd. _—_- Porro Yes 5% 6%6 2% 21.6 Oz. Northwest 2UY35 

Full-Size, Long Eye Relief, Black 10 x 50 305 ft.@ 1000 yd. —_— Porro Yes 1h 7% 2%6 36.8 OZ. Northwest SCFN7 * 
Marine 

Full-Size, Black 8 x 42 356 ft.@ 1000 yd. —_ Roof No 6% 5 2 21.2 02. Northwest 5CFN3 * 

Full-Size, Blue 1%50 380 ft.@ 1000 yd. Porro Yes 3% 8% 9% 36 02. Bushnell 14F256 * 

Full-Size with Analog Compass and Reticle, Blue 7x90 350 ft.@ 1000 yd. —_— Porro Yes 3% 8% 9% 37 OZ. Bushnell 8XAAQ * 

Boating, Fully Coated ei 350 ft.@ 1000 yd. —_— Porro Yes 7'%6 1%6 8%6 2.7 OZ. Barska 49U562 

Marine, Fully Multi-Coated, Blue 7X 370 ft.@ 1000 yd. —_- Porro Yes ae 8% 3 36.3 0z. Steiner Optics 40CF32 

Marine with Compass, Fully Multi-Coated, Blue 7X 370 ft.@ 1000 yd. _—_— Porro Yes a 8% 3136 39.2 0z. Steiner Optics 40CF33 
Military/Police 

Military, Fully Multi-Coated 1x 132 ft.@1000 yd. Porro Yes 7'A6 4 6%6 47.2 02. Barska 49U554 

Military, Fully Multi-Coated 7X 393 ft.@ 1000 yd. Porro Yes 7% 8 44 54.4 02. Barska 49U552 

Military, Fully Multi-Coated 8x 423 ft.@1000 yd. Porro Yes 6% 2% 4% 216-02. Barska 49U559 

Full-Size Commander, Fully Multi-Coated, Blue 7X 438 ft.@ 1000 yd. —_ Porro Yes 61364 8 %4 3 38.4 oz. Steiner Optics 40CF34 

Full-Size Commander w/Compass, Fully Multi-Coated, Blue 7X 438 ft.@1000 yd. _- Porro Yes 61364 8% 316 42 02. Steiner Optics 40CF35 

Full-Size Military, Spotting, Black 29t0125x80 26 ft. @ 1000 yd. Porro Yes 132%a 8% 316 120 0z. Northwest 5CFN8 * 
Spotting Scopes with Tripods 

Monocular, Blue Green 20t080x70 24ft.@1000 yd. Porro Yes 17% 3% 5% 51.2 02. Northwest SCFN9 * 


* Waterproof. 








No. 40CF40 


\dZ 
ES BARSIKA 


VALUE QUAL 





Rifle Scopes Bushnell® S\ 


Objective Item 
Magnification fans Field of View @ 100 yd. L Illuminated Brand No. “aati 
1x 20mm — 2.65" Yes Sig Sauer 413X54 
1x 100mm 103 ft. = Yes Bushnell 54DX74 
1x 100mm 103 ft. = Yes Bushnell 54DX75 
2x to 10x 42mm 52 ft. @ 2x/ 10.5 ft. @ 10x (ey No Steiner Optics 40CF40 
ox 29mm 103 ft. 4.6" No Bushnell 54DX73 
3x to: 12x 40mm 27.8 ft. @ 3x/ 6.8 ft. @ 12x — No Barska 45CL77 
3x to 15x 90mm 36 ft. @ 3x/ 7.5 ft. @ 15x 14.1" No Steiner Optics 40CF41 
ox to: 15x 50mm 36 ft. @ 3x/ 7.3 ft. @ 15x 13.1" Yes Steiner Optics 40CF59 
Ax to 20x 50mm _—25.8 ft. @ 4x/ 5.5 ft. @ 20x 14.9" No Steiner Optics 40CF43 No. 45CL77 
ox (0 25x 56mm 21.5 ft. @ 5x/ 4.3 ft. @ 25x 16.6" Yes Steiner Optics 40CF60 
Item Item 
Description Brand No. Description Brand No. 
Accessories Float Strap, Yellow, Nylon Steiner Optics 40CF70 
Tripod Northwest 5CFP1 Float Strap, Yellow/Black, Nylon Steiner Optics 40CF71 
Monopod Northwest 5CFP2 Float Strap, Yellow/Black, Nylon Steiner Optics 40CF72 
Binocular Harness, Black, Nylon Steiner Optics 40CF73 
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SECURITY 
Crowd Control 









Indoor/ 


Outdoor 
" Portable 
—— Post (PVC) 
Indoor 
Portable : 
Post with _— 


Metal Base 


Popular Economy 
Post (PVC) 


oN ® 
TENSABARRIER 
SZ 


Portable Post Crowd Control Barriers 





Scan. Order. Done. 
Details on page A1. 


No. No. oth 
40CL16 20YU43 


Retracta-Belt® Crowd 
Control Barriers 


Guide traffic, mark off hazards and restrict access indoors and outdoors with 
stanchions. 


Retracta-Belt® are designed to withstand heavy traffic areas. Universal belt- 
end works with most stanchions and locks to help prevent accidental release. 
Feature a strong and slow EZ Back brake for added safety and have a built-in 
rubber floor protectors, ensuring scuff protection. 

Retracta-Belt PRIME® are economically priced to accommodate lower budgets, 
medium traffic or less abusive environments. These Barrier Posts feature 
EVERstraight Technology®: an innovative, self-straightening base connection 
that helps keep the post upright and in place. 





~~ 


No. 20YU92 


Belt Base Base Base Item 
Description Finish —_ Length Belt Color Type Dia. Material No. 
Barrier Post with Belt 


Retracta-Belt 


These Post Barriers help guide customers and pedestrians, informing of Indoor Yellow 10 ft. Disyoual Striped Sloped 14" Castlron 20YU42 
entrances and exits to use. Barriers feature SlowRetract™ technology that Indoor Black 10 fi. Black Sloped 14" Cast Iron 31HH38 
ensures slow, safe belt retraction and locking belt ends to prevent accidental Indoor Yellow 15 ft. Denna Stina Sloped 14" CastIron 20YUO7 
release. Extend belt when a barrier is needed; retract when not in use. Belt Indoor Black 15 fi. Black Sloped 14" Castlron 20YU10 
material is heavy-duty woven polyester. Belts are 2"W x 714"L, except Wide Outdoor Yellow ~—«-10 ft. OOreuned Square 15" HECYPEC ogyuas 
Webbing Belt No. D0025 is 6"W. Outdoor Yellow 151, —Backandalow ——sauarg gr Recycled pgyypy 
; : tripe ubber 
Ordering Choices: wagon 
9 Outdoor Black ~—30 ft Red standard 44" Cast Iron 40CL77 
No M Belt M Belts (Yellow) Black and Yell Hea weight 
oO Message belts essage Belts (Yellow ack and YelOw tandar " 
P CHOOSE: Black, Black/Yellow Diagonal D»CHOOSE: Caution Do Not Enter, Cleaning in Outdoor —- Yellow ~—-30 ft. Diagonal Striped Heavy Weight 14 Castlron 20YT95 
Wega park Be, Pack sree Red ia eee ae Keep ae a of penis Retracta-Belt Prime sisal and 
ide Webbing No Message Belts ide Webbing Message Belts (Re u oteel an 
P CHOOSE: Black, Back Yellow Diagonal paNseSe anioeaiina Onn AGES Indoor Sl 10 ft. Black Sloped 14 Concrete 40CK59 
triped, Dark Blue, Dark Green, Re , olisne i eel an 
p vr Indoor —gtainlags Stee! 10 ft Black Sloped 14" Concrete 40CL06 
No MESSAGE | Indoor Black  10ft. Black/White Sloped 14° e188 aN’ ancl 16 
Base MESSAGE BELT| BELT eoncrele 
Base > CHOOSE: H Dia. Mfr. Item Item Indoor Black 10 ft. Red Sloped 14", 4OCL17 
Type Post Finish (in.) (in.) ~— Model No. No. SFTESETIICES SOT 
Indoor/Outdoor Portable Posts (PVC) Indoor Steel 10 ft. Black Sloped 14" Ponctate 40CL57 
Hexagonal Black, White, Yellow, Red 38 19 886 D0032 D0033 Black and Yellow Steel and 
Hexagonal Yellow 38" 19 886 4GY50 + = Indoor Yellow 10 ft. Diagonal Striped Sloped 14 Bencreia 40CL70 
Indoor Portable rosts si panier Post with Belt w/ “Caution - Do Not Enter" Message 
olishe rome, etracta-Belt 
Standard Satin Chrome 3814890 b0009 boot Indoor Yellow 10 ft. Yellow with Black Text Sloped 14" Cast Iron 20YU43 
Standard Satin Stainless Steel 38 14 890 D0014 D0015 Indoor Yellow 15 ft. Yellow with Black Text _ Sloped 14" past ron 20YU08 
Basic Black 38 = 890 6NWwo1 * — ; » Recycle 
Black, Black Wrinkle. Outdoor Yellow 15 ft. Yellow with Black Text — 15 Rubber 20YU28 
Basic Gray, White, Yellow, 38 14 890 D0007 _ Outdoor Yellow 30 ft. Yellow with Black Text 14" Castlron 20YT96 
Red, Blue, Green —Heaw Wasa Mounting Item 
Black, Black Wrinkle, — 
Slim Profile Gray, White, Yellow, 38 = 14.890 — po00s Finish ___Belt Length Belt Color Style No. 
Red, Blue, Green Wall Mounted Retractable Belt Barrier 
Indoor Portable Posts - Double Belt Werow i ft Black and Yellow Diagonal Strped__Fieq Mounting Plate a 
Black, Black Wrinkle 
; nea , Black 15 ft. Yellow Fixed/Removable 20YU89 
Basic oe Ee aeaa 38 14889 D0016 DO017 Yellow 20 tt Black and Yellow Diagonal Striped Mounting Plate ~20YU79 
MELISSA , Wall Mounted Retractable Belt Barrier w/ "Caution - Do Not Enter" Message 
Indoor Portable Fost me. ething Black 15 ft. Yellow with Black Text 2087 
Basi 38 14 D002 D002 ellow 10 it. ellow with Black Text 20YU91 
as Red, Blue, Green sie vee _ Black D0 Tt Yellow with Black Text Fixed/Removable ~20YU76 
Popular Economy Posts (PVC) Yellow 20 ft. Yellow with Black Text Mounting Plate 20YU80 
Basic Red, Yellow, Black, White 38 14 875 p0029 D0031 Black 30 fi. Yellow with Black Text 20YU36 
* Black belt with white horizontal stripe. ¢ Black belt with yellow diagonal stripe. Yellow 30 ft. Yellow with Black Text 20YU40 
. a aN ’ 
Retractable Belt Barriers TENSABARRIER 
SZ 


Help restrict access and keep private areas off-limits to crowds. These belt barriers are for use with The Tensabarrier® Portable 
Post Crowd Control Barriers (listed above). Belt material is 
made from heavy-duty woven polyester and is 2"W. 


> Please choose: After selecting wall unit finish in ordering 
table below, specify belt choices indicated in chart below. 


No Message Belts 

> CHOOSE: Black, Blue, 
Green, Red, Yellow, 
Yellow/Black Chevron 


Message Belts (Yellow) 
CHOOSE: Caution Do Not Enter, 
Cleaning in Progress, Danger 
Keep Out, Out of Service 


NO WITH 
MESSAGE BELT) MESSAGE BELT 








NO WITH > CHOOSE: Belt Mfr. Item Item 
MESSAGE BELT) MESSAGE BELT Finish Length Model No. No. 
> CHOOSE: Belt Mfr. Item Item 15 ft. 897 DO0101 D0102 
Finish Length Model No. No. Polished Chrome 24 tt. 897 D0114 DO115 
i Belt Barrier — Includes Belt Receiver 30 ft. 897 D0127 D0128 
Model Black, Yellow, 1¥e tt. 896 D0087 D0088 Belt Barrier — Include Hose Clamp Mounting and Wire Clip Belt End 
897 Red, Blue, Green 13 Th. 896 D0094 D0095 19 iL. 897 DO0109 DO111 
19 ft. 897 D0103 D0104 Black, Yellow, Red 24 ft. 897 D0123 D0124 
Black, Yellow, Red 24 ft. 897 D0116 DO0117 30 ft. 897 D0136 D0137 
30 ft. 897 D0129 D0131 Lmia 897 D0107 D0108 
Polished Chrome, _ /¥tt. 896 D0089 D0091 Polished Chrome 24 ft. 897 D0121 D0122 
Satin Chrome Toi. 896 D0096 D0097 30 ft 897 D0134 D0135 
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GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


SECURITY 
Crowd Control 





Retractable Belt Barriers 


Ldinistries 


= Choose belt color: Black, Red, Blue, Yellow/Black or Yellow 
Retractable Belt Barriers are ideal for temporarily closing or blocking access to 


aisles, doorways and thresholds. 


> CHOOSE: CHOOSE: Mounting Belt 
Description Belt Message Finish Style Length 
Plastic Outdoor Post 
Tempest All-Weather None, Caution - 
Retractable-Belt Stanchion Do Not Enter Textured 12 ft. 
Aluminum Retractable-Belt Post 
Powder 7 tt. 
Coated, Satin 
Beltrac® 3000 Stanchion None Chrome, 13 t 
Polished 
Chrome 
Standard Wall-Mounted Barriers 
7 ft. Belt Length None, Caution - Do Wrinkle, Satin Pat fee 
Not Enter, Please Aluminum 7 i 
eee Textured, Satin ° 
13 ft. Belt Length Temporarily Closed Muiriniien Magnet 13 ft. 
Lane Closed ; Fixed Mount 
18 ft. Belt Length None, Caution- bo Wrinkle 18 ft 
ae Please Wrinkle 
24 ft. Belt Length o Not Enter - 24 ft. 
Temporarily Closed Powder Coated Wall 
Satin 
65 ft. Belt Length None Aluminuiin 65 ft. 
> CHOOSE: CHOOSE: Mounting Belt 
Description Belt Message Finish Style Length 
Specialty Wall-Mounted Barriers 
Concealed Retractable Satin Fixed Mounting 7 tt 
Belt Barrier Aluminum Plate 
a ee None, Caution - Do Fixed Mount 
Warehouse Quick Mount SLT a Powder Quick Mount 
Retractable Belt Barrier Temporarily Closed Coated, 18 ft. 
Warehouse Adjustable Wrinkle Fixed/ 
Quick Mount Retractable Removable 


Belt Barrier 


Crowd Control Barriers 


Mounting Plate 


0 


ries to create an effective crowd control/warning barrier based 


on your specific needs. Ideal for indoor or outdoor use. 


PLASTIC CHAIN 


Use with stanchions and ground posts for crowd and traffic 
control. Lightweight chain is strong and durable; UV protectant 


added to help resist fading. 
STACHIONS AND GROUND POST 


Medium- and Heavy-Duty Stanchions—Highly visible stan- 
chions provide guidance and safety when controlling crowds 


and directing traffic. 
Stachions and Ground Post 


L 


@MrChain < 


Use plastic chains, stanchions, ground posts and other accesso- ACCESSORIES 


Item 
No. 


J5949 
J5951 


J5955 


J5956 


J5938 
J5939 
J5941 
J5942 
J5943 
J5944 
J5945 


Item 
No. 


J5940 
J5946 
J5947 


J5948 


Ly 


ERS 


> 
> 
® 





Sign Adapters—Use to attach a sign 
to a stanchion. Replace ball top with 
sign adapter. Accommodate signs up 
to Vie" thick. 


S-Hooks—Enable a user to attach a 


plastic chain in a variety of applica- 


tions. Each size S-hook corresponds 
to the matching chain. 


Magnet Ring/Carabiner—Easy Lock 


Out Tag Out (LOTO) option for use in 
manufacturing facilities, distribution 
centers, and retail stores. 


Ground Posts—Maintenance-free posts are used to outline 


paths and driveways. 


> CHOOSE: 
Size L Color 
Plastic Chain 
3" 50 ft. Yellow, Black, White 
1%" = 50 tt. Yellow 
1%" =O Ft. Safety Orange 
1%" = 100 ft. Yellow, Black, White 
1%" = 200Tt. Yellow 
1%" = =200Tt. Red 
1%" = 300Tt. Yellow, Black, White 
1%" = =300Tt. Yellow 
1%" 300Tt. Red 
1%" 300ft. Orange 
1%" 500 ft. Yellow 
2 50 ft. Yellow 
a 50 ft. Safety Orange 
' Red, Orange, Green, 
2" 100ft. White Black Yellow 
2" 100 ft. Alternating Magenta/Yellow 
2" 100 ft. Alternating Black/Yellow 
2" 125 it. Yellow 
2" 160 ft. Yellow 
i Red, Orange, Green, 
2 300ft. Black White, Yellow 
2" 500 ft. Yellow, Red 
i Red, Orange, Green, 
3° 100ft. Yellow. White, Black 
3" 300 ft. Red, Orange, Green, 


White, Black, Yellow 


Item 
No. 


E1220 
44F763 
44F766 

E1221 
33HF97 
33HF98 

E1224 
33HG02 
33HGO03 
33HG04 

J1047 
44F769 
44F772 


E1222 


3LUT6 

3LUR8 
33HG06 
33HG10 


E1225 
J1048 
E1223 


E1226 


Description 

Stanchions and Ground Posts 
Medium-Duty 

Stanchion, 2%" Dia. 
Medium-Duty 

Stanchion, 212" Dia. 
Medium-Duty 

Stanchion, 2%" Dia. 

Solar Stanchion 2 1%" 

Dia, Glass Top 


Heavy-Duty Stanchion, 3" Dia. 
Heavy-Duty Stanchion, 3" Dia. 


Ground Posts, 3" Dia. 


Description 
Accessories 
Medium-Duty Sign Adapter 
Heavy-Duty Sign Adapter 
Ya" S-Hook 
1¥2" S-Hook 


2" S-Hook 
3" S-Hook 


Snap Reflector 
Magnet Ring/Carabiner Kit 


Magnet Ring/Carabiner Kit and Chain 
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40" 
40" 
40" 


40" 
41" 
41" 
oi 


> CHOOSE: 
Color 


Red, Orange, Green, 
Black, White, Yellow 


Black and Yellow 
Orange and White 


Chrome 


Orange and White 
Red, Orange, Green, 
Yellow, Black, White 

White, Black 


> CHOOSE: 
Color 


Black 
Black 
Yellow 
Yellow, Black, White 
Red, Orange, Green, 
White, Black, Yellow 
Red, Orange, Green, 
White, Black, Yellow 
Star White 
Black 
Black/Yellow 


Item 
No. 


E1218 
3JVAS 
32514 


39F824 
32J515 
E1219 
G6587 


Item 
No. 


3LUT1 
SLUT2 
E1238 
E1239 


E1240 


E1241 


39F822 
20VG41 
20VG42 





No. J5949 


Pkg 


Qty. 


6 
6 
6 


ao fF ff + 


Plastic 












Chain 


Medium-Duty 
Stanchion 








Heavy-Duty 
Stanchion 
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SECURITY 
Metal Detectors & Pepper Sprays 


Scan. Order. Done. 
Details on page A1. 
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16%" 





Hand-Held Concealed 
Weapons Detector 





CSI Pro 
Pointer® Il 











8.5" THD™ 








CSI 250 Ground 
Search 





Sharp Edition 
Ground Search 





GARRETT 
Metal Detectors = vet cetectors KYSHEle ae” CY BARSIC/\ 
HANDHELD 


Nos. 10A457, 1ZRZ7, and 1ZRZ8 provide the ultimate sensitive response to metal objects. 
They are self-calibrating, easy and convenient to use, and offer increased durability. 

No. 20KZ01 provides precision locating for all types of metal to safeguard security areas. 
No tuning required. Features an optimum sensitivity level and allows you to choose 
between an audio alarm or silent vibrating. Can be used alone or in conjunction with 

No. 20KZ03. No. 20KZ02 is a high-performance detector for all types of metal. Choose 
between 3 frequencies for less chance of interference. Designed with "momentary low" 
switch to eliminate interference from steel rebar built into many concrete floors. 


WALK-THROUGH METAL DETECTORS 

Nos. 5ENY7, 53DU72, and 53DU73 detect 33 pinpoint zones to precisely identify multiple 
target locations across the entire body. Feature dual detection transmitters and receivers 
in each panel, over 20 standard program settings for optimal performance, and superior 
versatility with selectable settings designed for airports, courthouses, prisons, schools, 
facilities, special events, mass transit, loss prevention and many other applications. 

No. 20KZ03 transports to virtually any location and can be up and running within 5 min. 
Multizone detector features 100 sensitivity settings and requires only 1 operator. 40-hr. 
battery life. AC (110V or 220V) or DC power. 


GROUND SEARCH METAL DETECTORS 


No. 1ZTA2 features graphic target ID cursor, Accept/Reject notch for specific target detec- 
tion and to ignore unwanted items. Designed with electronic pinpoint for easy target 
recovery. Also features continuous target depth indicator. 8 level sensitivity adjustment. 
No. 5ENY6 features increased durability and sensitivity, 360° side scan detection area, 

a wide range of operating temperatures, and includes woven belt holster. Also features 
proportional audible alarms and pinpoints targets faster. 


Mfr. Item 
Description Audio Alarm Indicator Brand Model No. 
Hand-Held Metal Detectors 
Super Scanner V Selectable LED/Audio/Silent Vibrate Garrett Metal Detectors 1165190 10A457 
SuperWand Selectable LED/Audio/Silent Vibrate Garrett Metal Detectors 1165800 1ZRZ7 
Handheld Hand-Held Metal Detectors 
THD Silent Alarm Only LED/Silent Vibrate Garrett Metal Detectors 1165900 1ZRZ8 
Handheld Metal Detectors 
Concealed Weapons Detector Yes LED Fisher Research CW-10 20KZ01 
Weapons Detector Yes LED Fisher Research CW-20 20KZ02 
Walk-Through Metal Detectors 
33-Zone, Gray Tone & Volume Adjustable LED/LCD Garrett Metal Detectors 1168414 SENY7 
33-Zone, Gray, Zone Indicator Lights on Both Sides Tone & Volume Adjustable LED/LCD Garrett Metal Detectors 1168416 53DU72 
33-Zone, Gray, ADA Compliant Tone & Volume Adjustable LED/LCD Garrett Metal Detectors 1168432 53DU73 
M-Scope Portable Walk-Through Metal Detector Yes LED Fisher Research M-SCOPE 110 20KZ03 
Ground Search Metal Detectors 
CSI 250 Tone & Volume Adjustable LCD/Audio Garrett Metal Detectors 1140070 1ZTA2 
CSI Pro Pointer® || Selectable Audio/Vibrate Garrett Metal Detectors 1166020 SENY6 
Sharp Edition, 2 Modes, Aluminum Yes LCD Barska BE11922 49U593 
Premiere Edition, Underwater, 2 Modes, Aluminum Yes Tone Barska BE11924 49U594 
Pro Edition, Multiple Modes, Aluminum Yes Analog Barska BE11638 49U595 
33-Zone Elite Edition, Aluminum, 3 Tone Audio Yes LCD Barska BE11642 49U597 
Walk-Through Elite-200 Metal Detector Yes LCD Barska BE12594 48TK19 
Evidence Recovery Metal Detector Kit Tone & Volume Adjustable LCD/Audio Garrett Metal Detectors 1140780 43Y787 
Approx. Spray 
No.of Line Mfr. Item 
Size Shots _L(ft.) Color Type Includes Model No. 
440z. _40 10 _ Blue __ Duty Belt Flip Top V-7133-4FTC _22PJ88 
9.20z. 12 15 _ Blue __Duty Belt Pistol Grip V-7133-CC9OPBC 22PJ97 
16 02. 12 10 _Blue__ Duty Belt Pistol Grip V-7133-9AKC 22PJ94 
1.33 Stream 
20 15 _Black — Holster SD-95FFA53H 22PJ79 
1.802, - 25 15 _ Blue __ Duty Belt Flip Top V-9133-3FTS 22PJ84 
— 15 _ Blue __ Duty Belt Flip Top V-9133-3FTS-FA 22PJ86 
No. 3 OZ. 40 15 _ Blue __ Duty Belt Flip Top V-9133-4FTS-FA 22PJ91 
22PJ83 3.002. 40 15 ~——-Blue__ Duty Belt Flip Top V-9133-4FTS 22PJ89 
9.20z. 12 15 _ Blue __ Duty Belt Pistol Grip V-9133-CCOPBS 22PJ98 
if 4.90z. 12 20 _ Blue __ Duty Belt Pistol Grip V-9133-9AKS 22PJ95 
og 
20 6 Black Key Ring Twist Lock SD-105C11R_ 22PJ58 
20 6 Red Key Ring Twist Lock SD-105C12R_ 22PJ59 
—_ 20 6 Blue Key Ring Twist Lock SD-105C13R_ 22PJ60 
Y= ‘XOR 95 6 Yellow Key Ring Twist Lock SD-105C15R 22PJ61 
= No. 25 6 Pink Key Ring Twist Lock SD-105C16BC 22PJ63 
22PJ87 0.54 oz 20 6 Black Twist Top Twist Lock SD-105C51R_ 22PJ65 
Pepper Sprays epee Stay 6 Red Twist Top Twist Lock SD-105C52R _22PJ66 
a 20 6 Blue__ Twist Top Twist Lock SD-105C53R__ 22PJ67 
Self-defense spray is made of natural oleo-resin capsaicinoids. Contain the 29 6 Ye ow Twist Top Twist Lock SD-105C55R__ 22PJ68 
highest grade capsaicin. This formula allows for a low operating temperature 29 6 ee Twist Top Twist Lock SD-105C58R = 22PJ70 
range without the addition of other chemicals. 20 6 __ Orange _Twist Top Twist Lock SD-105C59R__22PJ71 
0./50z. 25 10 __ Black _— Flip Top V-7133-67FTC 22PJ92 
Approx. Spray 4 oz. Pepper Spray, 0.54 oz. 
No.of Line Mfr. Item 4 07 25 15. Black = — Key Chain Pepper Spray, 95TP3M4KW 22PJ76 
Size Shots L(ft.) Color Type Includes Model No. Pepper Spray first Aid Wipes 
1.33 Foam 20 10 __ Gray — Flip Top SD/54FIC —22PJ80 
s 02. e 1 ue ply et a oe ae math 440z. 25 10 wat — Twist Lock SD-91TLC120 22PJ77 
OZ. ue Duty Belt ip Top : : ac _ ; ; _ 
145 oz. 1215 Blue Duty Belt Pistol Grip V-0133-QAKF 22PJog 9 929% = 2 15 Gray Pistol Grip SD-OD9PBE  22PJ75 
1.33 Fog Stream 
9 07 20 10 _ Blue __ Duty Belt Flip Top V-7133-3FTC 22PJ83 0./50z. 25 10 ___ Black _— Flip Top V-9133-67FTS 22PJ93 
_ — ___ Blue Duty Belt Flip Top V-7133-3G__ 22PJ87 S02. 20 10 __ Gray _— Twist Lock SD-91TLS120 22PJ78 
2044 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” SECURITY 
Find the Ww. Find Solutions. Find Great Prices. Video Surveillance Kits 
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No. 45KH35 [sy LTS 


IP Video Surveillance Kits speco technologies: .Mmunttann ser 
Camera No. of Item 
Voltage Channels Camera Res. Hard Drive Size Lens Includes No. 

Network Video Recorder Kit 

SPECO TECHNOLOGIES 

4 1920x1080 1 1B Fixed (4) Outdoor 3MP Dome Cameras, 2.8mm; 4 Ch. NVR, 1TB 45KH35 
4 1920x1080 1 1B Fixed (4) Outdoor 3MP Bullet Cameras, 2.8mm; 4 Ch. NVR, 1TB 45KH36 
8 1920x1080 2 1B Fixed (4) Outdoor 3MP Bullet Cameras, 2.8mm; 8 Ch. NVR, 2TB 45KH40 
16 1920x1080 2 1B Fixed (8) Outdoor 2MP Dome Cameras, 3.7mm; 16 Ch. NVR, 2TB 45KH41 
12VDC 8 1920x1080 2 1B Fixed (8) Outdoor 3MP Dome Cameras, 2.8mm; 8 Ch. NVR, 2TB 45KH85 
8 1920x1080 2 1B Fixed (8) Outdoor 2.1MP Bullet Cameras, 3.7mm; 8 Ch. NVR, 2TB 45KH37 
16 1920x1080 21B Fixed (8) Outdoor 2MP Bullet Cameras, 2.8mm; 16 Ch. NVR, 2TB 52YK58 
8 1920x1080 2 1B Fixed (4) Bullet Cameras, (4) Dome Cameras, NVR 45KH38 
8 1920x1080 2 1B Fixed (4) Dome Cameras, NVR 45KH39 
CCTV Kit 
LTS 
8 2 MP (1920x1080) 1 1B Fixed (4) Dome Cameras, (4) 100 ft. Cable, Power Supply, NVR, Remote Control, Mouse, CMS Disk —_ 20AR23 
42VDC 8 2 MP (1920x1080) 1 TB Fixed (4) Bullet Cameras, (4) 100 ft. Cable, Power Supply, NVR, Remote Control, Mouse, CMS Disk 20AR22 
8 2 MP (1920x1080) 1 1B Fixed (8) Dome Cameras, (8) 100 ft. Cable, Power Supply, NVR, Remote Control, Mouse, CMS Disk 20AR20 
8 2 MP (1920x1080) 1 1B Fixed (8) Bullet Cameras, (8) 100 ft. Cable, Power Supply, NVR, Remote Control, Mouse, CMS Disk  20AR21 
POE 12VDC 4 2 MP (1920x1080) 11B Fixed (4) Dome Cameras, (4) 100 ft. Cable, Power Supply, NVR, Remote Control, Mouse, CMS Disk 20AR18 
4 2 MP (1920x1080) 1 1B Fixed (4) Bullet Cameras, (4) 100 ft. Cable, Power Supply, NVR, Mouse, CMS Disk 20AR19 





No. 49YR71 
speco technologies” 


Digital Video Recorder Kits 


Camera No. of Item 

Voltage Channels Camera Res. Hard Drive Size Lens Includes No. 
4 1920x1080 1 7B Fixed (4) Outdoor HD-TVI Dome Cameras, 3.6mm; 4 Ch. DVR, 1TB 49NV20 
4 1920x1080 1 7B Fixed (4) Outdoor HD-TV! Bullet Cameras, 3.6mm; 4 Ch. DVR, 1TB 49NV21 
8 1920x1080 2 1B Fixed (8) HD-TV! Dome Cameras, DVR, Remote Control, Mouse 49NV24 

12VDC 8 1920x1080 2 1B Fixed (8) HD-TV! Dome Cameras, DVR, Remote Control, Mouse 49NV25 
8 1920x1080 2 1B Fixed (4) Outdoor HD-TV! Dome & 4) HD-TVI Bullet Cameras, 3.6mm; 8 Ch. DVR, 2TB 49NV26 
4 1920x1080 1 1B Fixed (4) Outdoor HD-TVI Bullet Cameras, 3.6mm; 4 Ch. Wallmount DVR, 1TB 49YR71 
4 1920x1080 1 TB Fixed (4) Outdoor HD-TV! Dome Cameras, 3.6mm; 4 Ch. Wallmount DVR, 1TB 49YR72 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2045 
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No. 52PE61 


Network IP Cameras © BoscH LTS 


Use for installations where a wide area or multiple areas need monitoring, or a large number of cameras are required. Cameras don’t require multiple cables for 
hook up, can use existing network infrastructure, and allow centralization of security for data storage. Ideal where video needs to be viewable by multiple users in 
multiple locations. Allow mobile access via iPhone® and Android™ devices. Megapixel IP cameras provide more detail than traditional analog models. Feature higher 
resolution to improve camera zoom on live view and playback. Can transmit large data files and allow bandwidth throttling where the camera uses the bandwidth 
needed to transmit data, then throttles back to a lower preset bandwidth when there is no event to record. 





Day/Night L W H Mfr. Item 
Line Res. Lens Focal Length Illumination Capable (in.) (in.) (in.) Body Color Model No. 
Bosch 
5 MP Fixed 2.50mm No Day — 41/49" 2164" White NUGC-51051-F2 45LC58 
LTS 
4MP Fixed 2.8 Yes Day/Night — — 3153/6 White LTCMIP3142W-28S  48ZW08 
Vivotek 
12 MP Fixed 6.00mm Yes Day/Night 431/49" 105%q' 427/29" White MS8391-EV 52PE61 
No. of IP Included 
Camera Hard Item 
Inputs Drive Size Video Export Function H W D No. 
LTS 
4 — USB, Network 15%4" 121342" 9%a" ~—40CN82 
— USB, Network 15%" 17%" 117342" 40CN89 
[ay LT Ey Speco Technologies 
cea aan speco technologies 16 2 1B USB Flash Drive, External HDD, Network 2: 17%6 161%64" 54UA68 
a 16 4B USB Flash Drive, External HDD, Network 3" 17/6 1613s" 54UA69 
Network Video Recorders (NVRs) 16 8 TB USB Flash Drive, External HDD, Network 3 17%6 16'%4' 54UA70 
16 12 TB USB Flash Drive, External HDD, Network 3" 17%6' 1613s" 54UA71 
ae “i 16 16 TB USB Flash Drive, External HDD, Network 2 17/6 1613s" 54UA72 
NVR Is a software program that records video in a digital 16 94 TB USB Flash Drive, External HDD, Network 3" 17%6" 161%s" 54UAT3 
format to a USB flash drive, SD memory card, or other mass 8 2B USB Flash Drive, External HDD, Network Dif 141% 6" 122%" 54UAG3 
storage device. NVRs are similar to DVRs, but NVRs take video 8 4 1B USB Flash Drive, External HDD, Network 2464 14" 6" _127%2" S4UA64 
:, ; , 6 TB USB Flash Drive, External HDD, Network 26a" 141%46" 12294" 54UA65 
input over a network, as opposed to directly connecting to 8 8 1B USB Flash Drive, External HDD, Network Ds" 1416" 122%" 5AUAGG 
the NVR via a capture card or tuner. The video is streamed to 8 12 TB USB Flash Drive, External HDD, Network 27a" 141%46" 122940" 54UA67 
the NVR for storage or remote viewing. An NVR contains no Yivatek 573 iS Eeaar HOO Wanuark ge ase aT BPE 
: : : : , Externa , Networ 64 64 64 
dedicated video capture hardware. Before installing an NVR, 39 — USB. External HDD. Network B51 7194" 53," BOPEDG 
determine if the NVR software will run on a workstation or if a 64 = USB, External HDD, Network 35" 17134" 25334" 5 2PF25 
server required. 8 1 TB USB, eSATA 25464" 14%6' 12%" — 45 LJ98 
2046 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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SECURITY 
Indoor/Outdoor Analog Cameras 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 














& woren 
e 
\ 
VY BOSCH speco technologies’ 
= Day/Night capable aan 
= Power supply not included 4 
a 12VDC . ] J 
Surface mountable on ceiling or wall. Zs 
Mfr. Item 
Type Lens Exposure Conditions Focal Length (mm) Resolution Min. Light Level (Lux) Camera Body Color Model No. 
Bosch 
Analog Varifocal Indoor 8.5 to 85 540 0.008 White UPH-C498N-L8585 45LD12 
Analog Varifocal Indoor 8.5 to 85 940 0.0024 White UPH-C630N-L8585 45LD16 
Speco Technologies 
Bullet Auto Iris Varifocal -4° to 140°F 5 to 50 2MP 0.001 Dark Gray HTINT/02T J6064 
Dome Auto Iris Varifocal -4° to 140°F 5 to 50 2 MP 0.001 Dark Gray HT7250T J6065 
HD-TV! Dome Auto Iris Varifocal 14° to 122°F 2.8 to 12 2 MP 0.001 Black CVC6246T 52VK18 
HD-TV! Dome Auto Iris Varifocal 14° to 122°F 2.8 to 12 2 MP 0.001 White CVC6246TW 52VK19 
HD-TVI Turret Fixed -4° to 140°F 3.6 2 MP 0.001 Dark Gray HTINT601T 45AU45 
Vitek 
Bullet Motorized Auto Focus — 2.8 to 12 1 MP 0.001 White VTC-T4B4HR2MD 54DL88 
Turret Motorized Auto Focus — 2.8 to 12 1 MP 0.001 White VTC-T4T3HR2MD 54DL89 
No. 45KH72 
speco technologies 
Outdoor Day/Night Infrared Cameras 
= 12VDC 
Built-in LEDs provide illumination for clearer nighttime images. Weather-resistant construction. 
Mfr. Item 
Description Focal Length (mm) Resolution Includes Model No. 
IR WDR Turret 2.8 to 12 1000 3DNR, 3 Axis Wall or Ceiling Mount HT6040K 45KH72 
Bullet 5 to 50 2MP © Year Warranty, Sunshield, Mounting Bracket and Screws HTINT/702T 56AT28 
HD-TVI Mini-Turret 2.9 2 MP Mounting Hardware, Power Supply HT71TW 52VK17 
HD-TV1I Turret 3.6 2 MP Heater HT6041T 45AU49 
HD-TV1 Bullet 2.8 to 12 2 MP Sunshield, 2-way Pivot Mounting, Heater HT7040T 45AU60 
HD-TV1 Dome 2.8 to 12 1000 3-Axis Wall or Ceiling Mount, Chameleon Cover™ HT5940T 49CX55 
Can’t find it here? Go to Grainger.com® today to see our 
full selection of over 1.7 million products and the services 
and solutions to help you get it done! 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2047 
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speco technologies 


Outdoor Day/Night Intensifier™ 
Analog Cameras 


Use Intensifier chip to amplify extremely low light to nye 
produce usable images. Technology creates color images in With Intensifier” 
daylight or at night. 





Without Intensifier™ 


Focal Min. Light Power L W H Item 
Description Length (mm) Line Res. Level (Lux) Voltage Supply (in.) (in.) (in.) No. 
Bullet Cameras 
Wide Dynamic Range Traditional, Dark Gray Housing 3.6 2 MP 0.001 12VDC/24VAC Not included 8%" 35Y%6 4" 35Y%64" J6064 
Intensifier, Dark Gray Housing 2.8 to 12 1000 0 12VDC/24VAC Not included 8932 _— 35V6q 49NU68 
Dome Cameras 
HD-TVI Dome, Dark Gray Housing 2.0 to 12 2 MP 0.001 12VDC/24VAC Not Included — = 31542 J6065 
Dark Gray Housing 2.8 to 12 1000 0.0001 12VDC/24VAC Not Included 44/4 A474 32564 45EJ80 
No. 46KJ68 


Car Surveillance Camera == @igitat- aly 


Kit helps provide digital video tools needed to increase driver safety, 
track assets in real time, and help minimize liability risk. Fully custom- 
izable, simple to operate and maintain, and durable. 


Item 
Description Includes No. 
(2) External Cameras, Main Unit, Windshield 
Mounting Puck, Security Tamper 
In Car Video Solution Resistant Screw, Key Kit, Cables, Wireless AGKJ68 
- DVM-800 Series Microphone, Charging Cradle, Mounting 
Bracket, Lapel Microphone, Base Seat 
Microphone, WiFi Assembly, GPS Module 
Body Camera Systems @digitar Ally 
Mfr. Item 
Description Includes Model No. 
Cameras 
Chest Camera with 11" Cable, Alligator Clip, Hook-and- 3 5 
Switchable Audio Loop Mount, Button Mount, Wedge 001-00241-11 — 46KJ86 
Chest Camera with 48" Cable, Alligator Clip, Hook- ; ; 
Switchable Audio and-Loop, Button Mount, Wedge 001-00241-48 — 46KJ88 
HD DVRs 
2) Batteries, USB Cord, Wall 
Sen raeatal harger Adapter, Car Charger 001-00219-00  46KJ84 
y Adapter, Battery Charger 
‘ Battery, USB Cord, Wall 
Pach ee? Charger Adapter, Gar Charger 001-00220-00  46KJ85 





Adapter, Battery Charger 


Accessories 
No. 46KJ86 pene Extended Life Battery 135-00407-00  46KJ92 


Body Cam Tactical Pouch Extension Cable 002-05132-00  46KJ82 
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GRAINGER CHOICE” SECURITY 
Find the Wy. Find Solutions. Find Great Prices. Digital Video Recorders 








No. 54UA79 


Digital Video Recorders (DVR) speco technoiosies:. ©) BOSCH 


DVRs allow you to record CIF resolution videos at speeds for high-quality imagery and save storage space with 11.264 compression technology. In addition, they 
allow you to record audio from up to 4 channels and they support Digital Deterrent that triggers an audio message via motion detection or sensors. Up to 8 audio 
files are supported. LTS units include mouse, central management software, and power supply. They are designed with continuous motion recording mode. View 
locally or via the web including smart devices. Interlogix DVR includes power cord and Truvision navigator software. View with full screen, multiscreen, or sequential 
switching with preview, playback, local display, remote viewer, or mobile viewer. 


No. of Hard Max. Frames Power Mfr. Item 
Channels Drive Size Per Second Video Export Function Consumption H W D Brand Model No. 
DVR, H.264 
8 1 1B 120 USB, External HDD, Network 12VDC @ 3A 2" 111%6" 92430" Speco D8VX1TB 54UA79 
8 2 1B 120 USB, External HDD, Network 12VDC @ 3A 2" 1116 92452" Speco D8VX2TB 54UA80 
8 3 1B 120 USB, External HDD, Network 12VDC @ 3A 2" 111%" 92930" Speco D8VX3TB 54UA81 
8 41B 120 USB, External HDD, Network 12VDC @ 3A 2" 111%6" 92930" Speco D8VX4TB 54UA82 
8 6 1B 120 USB, External HDD, Network 12VDC @ 3A 2 1116 92430" Speco D8VX6TB 54UA83 
16 21B 240 USB, External HDD, Network 12VDC @ 5A 2 111%6" 92452" Speco D16VX2TB 54UA84 
16 3 1B 240 USB, External HDD, Network 12VDC @ 5A 2" 1116 92430" Speco D16VX3TB 54UA85 
16 41B 240 USB, External HDD, Network 12VDC @ 5A 2" 1116 92%" Speco D16VX4TB 54UA86 
16 6 1B 240 USB, External HDD, Network 12VDC @ 5A 2" 1116 92430" Speco D16VX6TB 54UA87 
32 2 1B 960 USB 20W 2%a" 141% 6" 124%4" Bosch DDH-3532-112D00 400052 
{ 


speco technologies 


Outdoor WiFi Access Point 
Extends the range of WiFi Up to 300 ft. 


Mfr. Item 
Mounting Includes For Use With Model No. No. 49NU75 
Wall or Pole Ball Joint Mount, Wall and Mfr. No. 02C1, APRPT 49NU75 





Pole Mount Attachment WIFIMOD 


AUTO-REORDER 


Don’t run out of the products you 
need to help keep your employees 


safe. Decide exactly how much 

you need now and how often you 

need it, and we’ll take care of the 

rest. Get email notifications before > | a 


your order is automatically replaced, 
and adjust or cancel orders anytime. 


> Get started today at grainger.com/autoreorder 
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SECURITY 


Video Surveillance Monitors & Interactive Touchscreen Displays 


No. 33RM01 


& TATUNG speco technologies 
Video Surveillance Monitors 


Universal monitors for use with security cameras, network video cameras, DVRs, 
quad splitters, multiplexers, and other video devices. 


Tatung LED Color Monitors—Feature full 1080p high-definition LED panels 
with multiple inputs including VGA, AV, USB, and HDMI. Designed for 24/7 appli- 
cations with standard vesa pattern on the back for wall mounting. Includes 
built-in speakers. 





Scan. Order. Done. 
Details on page A1. 


No. 6LU93 





No. 33RL98 


Portable LCD Color Test Monitor—Headphone jack allows audio testing. 
Video/audio connector: RCA with BNC plug adapter. Includes 12VDC power 
supply, 4-hr. rechargeable battery, charger, video cable, and carrying case. 


LED with VGA—19-in. flat-panel screen features backlit LCD and built-in 
stereo speakers. Required for high-resolution surveillance. Includes regulated 
12VDC, 5A power supply. VESA compatible. 

= Display up to 16.7 million colors 

= VGA (D-Sub 15 pins) and BNC video inputs 


Screen Line Cabinet Item 
Size Resolution H W D Color Brand No. 
LCD Color Monitors 
: 640 x 480 81/6 10%" A Black Speco Technologies 33RM01 
Portable LCD Color Test Monitor 
4" 480 x 234 54" 6" 3. Black Speco Technologies 6LU93 
LED Color Monitors 
46" 800 x 480 8" o. 2%64" Black Tatung 54GE20 
17" 1280 x 1024 132%2" 148%," 16%" Black Speco Technologies 33RL98 
iz 1280 x 1024 152564" 15%" 24%" Black Tatung 34KJ75 
19" 1920 x 1080 134%4" 171352" 213/64" Black Speco Technologies 33RL97 
19" 1366 x 768 14%6" 18%" 1% Black Tatung 34KJ73 
19" 1280 x 1024 16%" ic 24% a" Black Tatung 34KJ74 
21% 1920 x 1080 151% a" 216 1%" Black Tatung 34KJ72 
21%" 1920 x 1080 161964" 20%6 21350" Black Speco Technologies 33RL96 
24" 1920 x 1080 1454" 22%6' ey Black Tatung 34KJ71 
43" 1920 x 1080 25" 38%6' 3' Black Tatung 34KJ68 
50" 1920 x 1080 29" 44tVe' 3' Black Tatung 34KJ67 
O& TATUNG 
Interactive Touchscreen 
Displays 
= 50,000 hr. panel lifespan 
Each interactive touchscreen display incorporates 
features that make them the ideal solution for 
collaborative sharing in places such as meeting 
rooms, conference rooms, or as a powerful learn- 
ing tool in the classroom environment. These 
interactive displays surpass traditional interactive 
whiteboards that use projectors. Feature full HD 
1080p resolution for crisp, bright display surfaces. 
A simple USB connection from the display to your 
computer enables the touchscreen function. Made 
with protective tempered glass, these models 
No. 444M36 are designed with surface light wave technology. 
Support Windows 7 and 8, Mac OS, and Linux 
operating systems. 
Item 
Screen Size Contrast Ratio Includes H W D Mfr. Model No. No. 
19000:01 Power Cord, HDMI Cable, USB Cable, (2) Stylus Pen, Wall Mount 41" 68%" 43s" TS75M10E 56HR17 
65" 1200:1 Power Cord, HDMI Cable, Remote Control, Batteries, Manual 363%" 4% 6" TS65M10E 444M36 
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GRAINGER CHOICE’ SECURITY 
Find the wy. Find Solutions. Find Great Prices. Fire Alarm Control Panels 
Edwards * GRAINGER 

Signaling’ APPROVED ZZNAPCO 


Fire Alarm Power Boosters and Accessories 


Reverse Polarity Module—Interfaces with a reverse polarity receiver to 


Power booster panels have a self- 





contained 24VDC power supply to provide communication to an off-site monitoring system. 4 is 
augment fire alarm panel aaa City Tie Module—Allows the fire alarm control panel to communicate 
requirements, and 4 independent ; ' 
ee ; ae with the fire station. 
Notificiation Appliance Circuits. 
Current Mfr. Item 
ACCESSORIES Cap./Panel H W Color Model Brand No. 
_. ; Power Boosters 
Digital Communicator—Acts as a 6.5A 17' 13° Red EBPS6A Edwards Signaling 1EXY3 
modem to allow communication via a 10.0A 17" 13" Red EBPS10A Edwards Signaling 1EXY4 
phone line from the control panel to a Mir a 
third-party monitoring service. LCD. Description For Use With Model Brand No. 
Gate Operator Accessories 
Remote Relay Module—Equipped 12V, 7AH Battery E-FSC502R, Mfr. No E-FSC302R 2UKJ4 Grainger Approved  2UKJ4 
ME oO leas eR aE nO OAM B tt 1EXY2 12V10A Edwards Signali 1EXZ7 
attery wards Signaling 
each. May be programmed as zone Digital Communicator Mfr. No. E-FSC302R, E-FSC502R, E-FSC1004R F-DACT Edwards Signaling _1EXZ1 
relays or common system relays for Remote Relay Module Mfr. No. E-FSC302R, E-FSC502R, E-FSC1004R = FSRRM24 Edwards Signaling —_1EXZ2 
alarm. trouble supervisory. power. and Remote System Indicator Mfr. No. E-FSC302R, E-FSC502R, E-FSC1004R FSRSI Edwards Signaling 1EXZ3 
‘te Remote Zone Indicator Mfr. No. E-FSC302R, E-FSC502R, E-FSC1004R FSRZI-A Edwards Signaling  1EXZ4 
monitor. Double Gang Faceplate 1EXZ3, 1EXZ4 FSAT2 Edwards Signaling  1EXY8 
Triple Gang Faceplate 1EXZ3, 1EXZ4 FSAT3 Edwards Signaling 1EXY9 
Remote System and Zone Reverse Polarity Module, 200mA @ 24VDC TEXW9, 1EXY1, 1EXY2 RPM Edwards Signaling 1EXZ5 
Indicators—Mount separately in a City Tie Module TEXW9,1EXY1 CTM Edwards Signaling 131102 
sinale-qana outlet box and displa Annunciator Keypad Mfr. No. MA3000 CF3000LCDE Napco 54TR75 
: gang tatus | ‘ y Phone Line Module CF5530 Napco 54TR76 
system or zone status In a !ocation Fire Relay Module FT2200 Napco 54TR77 
remote from the main panel. Remote Fire Relay Module FT279 Napco 54TR78 
Svstem and Remote Zone Indicators Reversing Relay Module FW-2S Smoke Detector FW-RM1 Napco 54TR81 
y b ted toaeth ina th Battery Harness RBAT-H1 Napco 54TR86 
can De mounted together using the Battery Jumper RBAT-H2 Napco 54TR87 
multigang faceplates (sold separately). Universal Keypad Surface RPB-3-RED Napco 54TR88 


Edwards 
Signaling ZZANAPCO 


Fire Alarm Initiating Devices 


When activated, devices Explosionproof—For instal- 
send signals on a hard- lation in hazardous locations; 
wired connection to initiate indoor use only. Rated for Div. 


an alarm. 1 and 2. 

PULL STATIONS SMOKE DETECTORS 

Dual-action pull stations © = Operating voltage: 
8.5VDC to 33VDC 


prevent accidental alarm 
activation. Replaceable 
glass indicates when a 


LEDs on units give visual 
indication of alarm activation. 








station has been activated. Include test switch. No. SKDFO 
Weatherproof—NEMA __‘— Photoelectric—Units detect ee No. 1EYBS 
4X rated. dark or thick smoke. Respond - 
HEAT DETECTORS quickly to slow smoldering, : f : | 
= Contact ratina: 3A at high-smoke fires. - tem 
Gg: a Description (in.) (in.) — (in.) Brand Model No. 
125VAC. 1A at 28VDC i Weatherproof Pull Stations 
0.3A at 125VDC ; ie ssid Single-Action, Pull, Tool Reset 43% = 3M" 3 Edwards Signaling © MPSR1-SHTW-GE 5KDF1 
“OA a sampling—Central detec- Single-Action, Pull, Key Reset 4% 3%e' 3 ~__ Edwards Signaling  MPSR1-S45W-GE _ 5KDFO 
0.1A at 250VDC tion units draw air from a Replacement Glass for Pull Stations 
= 2500 sq. ft. coverage _ protected area and monitor oot aeen % 2 ve Edwards Signaling 270-GLR 1EYC7 
Rate of rise: Temperature the stream for the presence of For Nos. 1EYC9 and 1EYD1 A 3 % Edwards Signaling 276-GLR 1EYC8 
increase at the sensor smoke and other products of eee on ee Pull Stations — 3 — Edwards Signaling MPSRGR10 13T113 
F Sat eat Detectors 
of 15°F (9°C) or more combustion. Ideal for mission 135°F Rate Compensation, Tubular 4% 2%  2%46 Edwards Signaling 302-135 16X271 
per minute activates critical settings and hostile 194°F, Rate Compensation, Tubular 4%4 2%46  2%6 Edwards Signaling 302-194 16X272 
-of-ri ; environments. Weatherproof Heat Detectors 
foe of rise feature; 135°F, Rate Compensation, Tubular 4% 2V%6 8 2V%6 Edwards Signaling 302-AW-135 16X273 
Sell-restoring. AIR DUCT SMOKE 194°F, Rate Compensation, Tubular 4% 2%e_ 246 __Edwards Signaling 302-AW-194 16X274 
een en pereiiest DETECTORS zi STATO sper oe | Av, 1 Edwards Signali 302-EPM-135 16X275 
; ; , Rate Compensation, Tubular 4 wards Signaling -EPM- 
temperature of the center = Operating voltage: 24VAC/ 194°F Rate Compensation, Tubular 4% 1 1 Edwards Signaling 302-EPM-194 16X276 
disk rises to the sensor's VDC or 120/240VAC Smoke Detectors ares 
rated temperature, the Activate when combustion Photoelectric with Sounder : = _ Edwards Signaling 521 neon 13T101 
fixed t t t Photoelectrical Sounder 6% 6% 5 Napco FW-2S d4TR80 
Ixed temperature element particles exceed 2.3% per ft. in (2) Heat Wires 6% 6% 5 Napco FW2-H 54TR82 
activates. Nonrestorable — air moving at 100 fpm to 4000 —_Ai Duct Smoke Detector _ 
and nonreusable. Once fom. Match the air duct size to Photoelectric o%6 814% 81% Edwards Signaling SD-4WJ ie 
. . em 
activated, the detector the appropriate air sampling . For Use With Brand No. 
a aaiace Pe nO eaten aueh Toran Dust Width up to 2 ft Edwards Signaling 1EYB7 
r Alf DU | u . Wal | | 
Weatherproof—For No. 1EYC1 (sold separately) For Air Duct Width up to 3% ft Edwards Signaling 1EYB8 
indoor or outdoor use. easily monitors difficult-to- For Air Duct Width up to 6% ft. Edwards Signaling TEYB9 
access duct smoke detectors. For Edwards Signaling Brand No. 1EYBS Edwards Signaling 1EYC1 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2051 


SECURITY 
Fire Alarm Output Devices 


Scan. Order. Done. 
Details on page A1. 












No. 5KDG2 
No. 5KDF9 
Max. Alarm Flash 
Mounting Current (Candela) 
Bell 
Wall — — 
Wall — — 
Wall — — 
Chime Strobe 
oe 99 to 277mA DC, 154 to 383mA FWR 15/30/75/110 
— 99 to 277mA DC, 154 to 383mA FWR 15/30/75/110 
oe 99 to 277mA DC, 154 to 383MA FWR 15/30/75/110 
Hazardous Location Horn Diode Polarized 
Horn 
Surface 
or Flush 40mA — 
Surface 
or Flush 40mA = 
Wall 10 to 29mA DC a 
Wall — —_ 
Wall — — 
Horn Strobe 
oe 129 to 337mA DC, 176 to 443mA FWR 15/30/75/110 
— 129 to 337mA DC, 176 to 443mA FWR 15/30/75/110 
hou 129 to 337mA DC, 176 to 443mA FWR 15/30/75/110 
— 0.190 15/75 
— 0.369 110 
Wall — — 
Ceiling = — 
Outdoor Horn Strobe 
Wall 272 a 355mA CD 15/30/75/95/110/115 
Wall 88mA to 218mA (DC Max) 15 to 115 Selectable 
Outdoor Wall Horn 
Wall 207 to 286mA DC —- 
Speaker 
Ceiling = — 
Speaker Strobe 
Ceiling — — 
Strobe 
— 150mA DC, 210mA FWR 15/75 
4" Double 109 to 318mA, 131 to 
Gang Box 437mA for EGC to VM 19/30/75/95 
Flush 109 to 318mA DC, 131 to 437mA FWR 15/30/75/95 
Wall — — 
Surface Box 
Surface — — 
Trim Plate 


Weatherproof Box 
Surface 
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No. 21HN50 
= f- _» 
No. 5KDF4 
Peak Output 

(dBA) Voltage Ww Brand 
85dB 24VAC 6" Wheelock 
85dB 115VAC 6" Wheelock 
88dB 115VAC 10" Wheelock 
78.6 24VDC, FWR Edwards Signaling 
78.6 24VDC 2% Edwards Signaling 
78.6 24VDC, FWR Edwards Signaling 

97 20-24VDC 7% Edwards Signaling 

85 24VDC Edwards Signaling 

85 24VDC or FWR Edwards Signaling 

80 12-24V 2%0 System Sensor 

70 to 88aB, : 

88 to 99dB 12 to 24VDC 5% Wheelock 
99dB 12 to 24VDC Ay," Wheelock 
97.6 24VDC, FWR Edwards Signaling 
97.6 24VDC 2% Edwards Signaling 
97.6 24VDC, FWR Edwards Signaling 

85 24VDC oY” Edwards Signaling 
85 24VDC oY” Edwards Signaling 
99dB 12 to 24VDC Ay," Wheelock 
99dB 12to24VDC —- 6%" Wheelock 
99 120VAC 50 System Sensor 
88 12-24VDC 4% System Sensor 
101 12-24V 4i/A0 System Sensor 
8/7d0B 25/70 Vrms 717%a" Wheelock 
87dB 25/70 Vrms 717%a" Wheelock 
24VDC 4% Edwards Signaling 
16 to 33VDC 6 Edwards Signaling 
24VDC, FWR Edwards Signaling 
12 to 24VDC Ay," Wheelock 
— Edwards Signaling 
— 24VDC 41%6 — Edwards Signaling 
= Edwards Signaling 
Z.NAPCO 
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Powering Business Worldwide 


Edwards S> SYSTEM 
Signaling” Ss SENSOR’ 


Fire Alarm Output Devices 


Signals are hardwired from a control panel (sold 
separately). 


Bell and Chime Strobe—Use Fire Bell and Horn 
for audible signaling of a fire. Use Chimes in private 
areas where attendant will take necessary action. 
For loud areas and where occupants use hearing 
protection or are hearing impaired. For indoor 
applications. 


Outdoor Horn Strobe—Use strobe with an 
installed fire alarm panel and detection devices. 
For outdoor applications. Must be installed with 
Weatherproof Back Box No. 5KDF8, available on 
Grainger.com®. 


Red White 
Mfr. Item Mfr. Item 
Model No. Model No. 
CN121062 38GU98 —_— _— 
CN121063 38GU99 — _ 
CN121065 38GV02 — — 
EG1F-CVM 16X348 EG1-CVM 16X346 
EG1-CVM 1EYA6 — — 
— _— EG1F-CVM 16X347 
889D-AW 5KDG2 — — 
2447TH 13T110 — — 
— — 2447TH 16X256 
— — MHW 21HN42 
CN121067 38GV03 CN121068 38GV04 
CN121091 38GV28 CN121092 38GV29 
EG1F-HDVM 16X353 EG1-HDVM 16X351 
EG1-HDVM 1EYA5 — — 
EG1F- 
2452THS-15/75-R 5KDF9 — — 
2452THS-110-R 5KDGO — — 
CN121083 38GV20 — — 
CN121087 38GV24 CN121089 38GV26 
P2RHK-120 21HN50 — — 
P2RK 14N225 — — 
HRK 21HN51 — — 
— — CN121078 38GV15 
— — CN121082 38GV19 
CS405-7A-T 5KDF7 — — 
— — EGC-VM 5KDF4 
— — EGCF-VM 16X393 
CN121084 38GV21 — — 
2459-SMB 16X257 2459-SMB 16X258 
EGIRT 1EYB2 — — 
2459-WPB 137114 2459-WPB 16X259 


Intrusion System Control Panels 


= Up to 16 user codes 
= Supports up to 7 keypads 
= EZ Programming at keypad 


= 256 event logging 


Item 
Hybrid Wireless Control 
Panel Pack 
Control Panel 


Panel 


Gemini hybrid controls feature multiplex expandabil- 
ity using built-in EZMs in custom alpha keypads or 
8-zone expansion modules. 


Mfr. Item 

For Use With Model No. 
—— GEMP1632DK1WL 54TR40 
Gemini Series RP1CAE2 816PREMPAK 54TR28 
Mtr. No. GEM-RP1CAE2 GEMP1632INTROPK 54TR41 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


SECURITY 
Fire Alarm Device Covers & Entry/Exit Alarms 





Safety Technology 


Covers for Fire Alarm Devices @ tc: 


Surface-mount models include a conduit spacer and are designed to cover 
devices mounted to an electrical gang box. 


Indoor/Outdoor Pull Station Covers—Deter malicious and accidental 
fire alarms without restricting legitimate alarms. Covers with alarms have a 
95/105dB selectable horn that activates when cover is opened. 


Horn/Strobe Covers—Help protect strobes and horn/strobes from damage 
and vandalism. Horn/Strobe Covers have sound openings. 














FLUSH MOUNT 
Mfr. 
Description H W D Model 
Indoor Pull Station Covers 
With Alarm 8%" 616" 3/6" STI-1100 
Without Alarm 86a" 513/30" 4" STI-13020FR 
Without Alarm 8%" 616" 3/6" STI-1200 
Indoor/Outdoor Pull Station Covers 
With Alarm 8532" 5/6 22Ys0" STI-13020NR 
Without Alarm 8532" 5/6 229" STI-13000NC 
Without Alarm, Fire Label 85/32" 5/6 229" STI-13010FR 
Without Alarm 8%" 616" 3%6 STI-1250 
Horn/Strobe Covers 
Polycarbonate 82" 6y" 4" STI-1210E 
Accessory for Pull Station Covers 
2" Conduit Spacer 
a — 
Gn Ee TE Pe ey =SSSS=25: } ; 
; Ir" arise | atta be ee eB 
; i : i a rat Tedd 
: 4 —— — —— 
: a g “. 
No. 8C245 No. 8C246 No. 9EKC8 
Safety Technology 
) International Item 
Color H W D No. 
Wire Covers Rectangle Covers 
White 10%" 1354" 234" 80245 
, 3/4" 3/4" YA" 
Help protect fire bells, clocks, Nee ag ee 
beacons, and other devices White tC 594" 4 3FVP5 
from damage and vandalism. White 7%" 6%" 3%" 160841 
, ; ; White 7%" 64" 6" 16D843 
No. SFVPS is compatible with Red WA 63 61K" 16844 
low-profile and flush-mount Octagonal Covers 
units. White 16%" 16%" 6" 4AFZ9 
REX PLUS® 
Electronic 
Watchdog 





es 





Exit Stopper® 


Audible Entry and Exit Alarms @ issu" 


ACCESSORIES 


8-Channel Receiver No. 16D856 helps 
monitor up to 4 devices. Features a 
distinct beep and tone for each of the 4 
devices. Latching memory LED (flashes 
until reset). Use with No.16D849 Add-on 
Wireless Exit Stopper®. No. 16D849 
emits an ear piercing alarm when exit 
door is opened. Alarm announces door 
entry with a set of 10 beeps. Detects 
both unauthorized exits and entries. 


ALARMS 


Exit Stopper®—In Exit Alarm 
mode, alarm can be set to sound 
for 30 sec., 3 min., or indefinitely. 
In Annunciator mode, detector 
announces door entry. Select 
15-sec. entry delay or immediate 
alarm. Warning horn can be set to 
95 or 105cB. 


Wireless Alarm Kit—REX PLUS® 
Electronic Watchdog detects 


movement in a selected indoor Description Color No 
location. Features 4 selectable Exit Stopper® 

sounds: continuous rain forest, ber fed te 
barking sound of an attack dog, rain _ Double Door 7 i ad 
forest sound to announce visitors, See aia Le Red  3JYW2 
barking dog for 15 to 20 sec. then a Wireless Alarm Kit 

continuous siren. Detects movement Wetcndoe Electronic ight Blue 1DPF3 
through walls, doors, and glass. Accassutes 

Variable sensitivity (up to 30 ft.) plus —8-Channel Receiver White  16D856 
a volume control. 11 0VAC. Add-On Wireless Red  16D849 


Exit Stopper® 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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F = i e 
LIFT HERE = 
No. 1DPD7 No. 2KFK3 No. 2KFK7 No. 1DPE2 
SURFACE MOUNT 
Item Mfr. Item 
No. H W D Model No. 
1DPD7 87h 61%6" 5/6" STI-1130 2KFK3 
34D123 ie 429/30" 3957/4" STI-13220FR  45YP78 
1DPD6 87h 61%6" 5/6" STI-1230 2KFK4 
5AFY1 8532" IAG" 4" STI-13220NR — 5AFY2 
5AFX7 8532" IAG" 4" STI-13200NC  5AFY4 
5AFX8 8532" 5iA6" 4" STI-13210FR  5AFX9 
2KFK7 1013%4" 71%4" BY," STI-3150 2KFK5 
1DPE2 814" 61," 53/4" STI-1210D 1DPD9 
1DPD8 
* GRAINGER Safety Technology 
APPROVED y International 
Reduce surprise visits and se eras 
missed deliveries with exit ” 
and entrance announcers. No. 38XL85 
Photoelectric Door ; ae | a 
Acti escription ode 0. 
Announcer- Activated Photoelectric Door Announcer - GA 
when an individual passes Wireless Doorbell cressene.  SantGa 
Peme Ca Die rain Connecti Pin Mageatic Contact 
0 | | | 
and a reflector. Can be Wireless Entry Alert Chime 
programmed to sound an Wireless Entry Alert STI-3360G  38XL85 


Chime w/Receiver 
Combination Passive Infrared (PIR) and Magnetic Contact 
Door and Entrance Alerts - Safety Technology Int'l 

Wireless Motion-Activated 


alert or chime. 
Combination PIR and 





Magnetic Contact Door Chime w/Recvr STI-3610G  38XL86 
and Entrance Alerts— Wireless Doorbell : 
M ti tact tivat Extender w/Receiver STI-3300 38XL91 
agnetic contacts activate “Wireless Chime Receiver STI-3353__ 38XL87 
chime/alarm when door or Wireless Entry Alert Sensor _STI-3551__38XL88 
window is opened. Wireless _—_ Wireless Motion- STI-3601  38XL89 
Activated Sensor 
chimes are compatible, sold =~ Wireless Doorbell 2; an 
separately. Chime Sensor i 
= 
—_ 
—__ salle ee 
™ ———_ aay 
No. 2EXU5 y 





Magnetic Contacts —— 

= Vertical or horizontal mount; hardware included * GRAINGER 
Low-current magnetic contacts send a signal to an alarm APPROVED 
Or a Supervised monitoring system when the door magnet moves away from the 
frame magnet. A gap between the contacts compensates for ill-fitting doors and 
windows opened for ventilation. Aluminum switches are sealed airtight to resist 
corrosion. No. 2EXV4 mounts directly to the track or channel of an overhead 
door. 


Max. Gap 

Loop Distance Lead L W H Max. Item 
Configuration _(in.) Size (in.) (in.) (in.) Voltage No. 
Surface-Mounted—Aluminum 
OpenorClosed 1% #22 AWG 7 2 Ye 30VDC/VAC 2EXU5 
Open or Closed 1% ,ne2 MG = 4 2 ¥  30VDC/VAC  2EXU6 
Surface-Mounted—Plastic 

Closed 11% 4 #6 Screw V6 2 Vp 100VDC/VAC  2EXT7 
Surface-Mounted for Overhead Doors—Aluminum 

Closed 2-6/10' , #22AWG, 14, 4%6 = % ~—«100VDC/VAC_-2EXVA 


Armored Cable 
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FASTENERS 
Highlights 


Scan. Order. Done. 
Details on page A1. 





Fasteners at a Glance 


NASA 


=, 


Hex Head Cap Screws 
See page 2055 


Nails 
See page 2111 


Thread Inserts 
See page 2137 


Springs 
See page 2158 


Retaining Rings 
See page 2155 


Thread Measuring -~— - 





Socket-Head Cap Screws 
See page 2112 


Threaded Rod & Studs 
See page 2144 


j MT i es 
bitheilbenitie tia » >} 


Anchors 
See page 2161 








Washers 
See page 2087 


Shoulder Screws & Set 


Screws 
See page 2123 


Pins 
See page 2150 


- 


O-Rings 
See page 2173 





Torque Guide 





~\. Reference 


Gauges Al J s 
SB tivdalslt » - 
Use these all steel gauges to iden Re eg " = No. 52cC96 
tify thread sizes on Nuts, Bolts, and Rt ~. @ © 
Screws. Feature permanently laser- htt Ral - 4. 
etched size markings. All include im é, ’ é, as 
both inch- and metric-sizes; both No. 3JAWG6 "hy as 
male and female identifiers. ¢ 
ltem $2 Aas 
Measures Range No. aL 
Thread Identifier Wire Lanyard, Standard and Metric = 
SAE # 6 to %" UNC and UNF, Metric Threads M4 x 0.7, M5 x 0.8, M6 x 1.0, M8 x 1.0, M8 x 1.25, ! 
Nuts, Bolts, And Screws M10 x 1.0, M10 x 1.25, M40 x 1.50, M12x 1.25, M12.x 1.50, M12x 1.75, and attached ruler  YAW6 , 
Inch and Metric Identifiers %-11, %-18, %-10, 34-16, 1-8 and 1-12 Metric M14 x 1.5, M14 x 52CCO6 Black Book 
Thread Pitches 2.0, M16 x 1.5, M16 x 2.0, M20 x 1.5, M20 x 2.5, M24 x 2.0, M24 x 3.0 
fncheand Matic Identifiers 1-64, 1-72, 2-56, 2-64, 3-48, 3-56, 4-40, 4-48, 5-40 and Metric M1.2 Item 
Thread Pitches x 0.25, M1.6 x 0.35, M1.6 x 0.20, M1.8 x 0.35, M2 x 0.4, M2 x 0.25, M2.5 x 520097 Torque Guide 
0.45, M2.5 x 0.35, M3 x 0.50, M3 x 0.35, M3.5 x 0.6, M3.5 x 0.35 Fastener Black 
Steel Gauge Book, Inch Edition 
Screws, Bolts, Nuts, UNC Threads 6-32, 8-32, 10-24, 14-20, %e-18, %-16, “6-14, and %-13, UNF Threads 10-32, 4TU58 Fastener Black Book 
Washers, and Wire Size 4-28, Vi6-24, 2-24, “6-20, and ¥2-20, Metric Threads 4 to 12mm Standard, Fine, and Extra Fine Engineers Black Book 
Plastic Gauges Engineers Black Book 
Bolts, Nuts, and Washers —_USS and SAE #6 to 1", ID #8 to %', 0 to 4", Metric Gauge 6 to 22mm, Metric LengthOto100mm  2EE44 Reference Book 
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Find even MORE on Grainger.com® 





~ 
Books 
No. of English Spanish 
Pages | Item No. | Item No. 
28 2UUK3 _ 
196 380736 — 
248 4KYX8 5DFD9 
168 — 5DFD8 
220 442X96 — 
246 442X97 — 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE FASTENERS 
Find the ww. Find Solutions. Find Great Prices. Hex Head Cap Screws 


Hex Head Cap Screw Information 


Hex head cap screws feature a thick, hexagonal head with a washer face under the head to provide an ample bearing surface for 
tightening with a wrench. They are general purpose threaded fasteners designed for insertion in pretapped holes or for use with nuts. 


12-Pt. with Flange .  Self-Sealing Hex Serrated Flange Hex 


Features a 12-pt. external head Features a vibration-resistant Has serrations under the 
design that allows higher torques | ) silicone O-ring under the head flange that bite securely into 
without rounding the head during to seal out air, water, lubricants, materials to prevent loosening. 
tightening. Flange acts like a washer. and liquid and gas contaminants. ‘ Flange acts like a washer. 





er 
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PACTENERS APPROVED 9 mevuc fue SO SBYNH2 
Hex Head Cap Screw Assortments 4 
No. of No. of System of — Item 
Pieces Sizes Includes Measurement No. 
Armor Coat 


Grade 8 Steel Armor Coat™ 
Hex Head Cap Screws (20) Each: 4-20x3/4", (10) Each: %4-20x1/2", x1", x1-1/2", %-16x3/4", %/16-18x3/4", x1-1/4", (5) Each: %4- 
400 324 = .20x2", %-16x1", x1-1/4", x1-1/2", x2", “Ae-18x1", x1-1/2", x2", High Strength Lock Washers (30) Each: 4", (20) Each: %", “e’, Inch 5DKD2 
SAE Flat Washers (50) Each: 14", ¥6", 6", Hex Nuts (20) Each: 4-20, “6-18, 48-16, and Plastic Container 
Hex Head Cap Screws (50) Each: %-20x1/2", (25) Each; %4-20x3/4", %16-18x3/4", (10) Each: Y4-20x1", x1-1/2", x2", ¥8-16x3/4", %6-18x1", 
771-24 —x1-1/4", x1-1/2", x2", (8) Each: ¥-16x1", x1-1/4", (5) Each: ¥-16x1-1/2", x2", High Strength Lock Washers (45) Each: ¥%", (40) Each: “e’, Inch 5DKD1 
a (30) Each: %", SAE Flat Washers (100) Each: 4", 96", %e", Hex Nuts (50) Each: %4-20, “6-18, 48-16, and Metal Container 


Steel Plain 
Screws (10) Each: %4"-20 x %4", x1", x1-1/2", x2", Yie'-18 x 4", x1", x1-1/2", x2", (8) Each: ¥8'-16 x 1", x1-1/2", (7) Each: ¥'- 

993. 20.)~—- 16 x 2, Hex Nuts (30) Each: %4"-20, (15) Each: %6"-18, (10) Each: %"-16, Flat Washers (100) Each: 1%", %e', ¥8", Lock Inch 53WR13 
Washers (50) Each: %", (30) Each: %6", (15) Each: 6", and Metal Container, Fits Cabinet No. 4UJ35 


Screws (10) Each: M10-1.25 x 20mm, x25mm, x30mm, x40mm, x50mm, (5) Each: M10-1.25 x 75mm, M12-1.25 x 45mm, 

128 19  xd0mm, (4) Each: M12-1.50 x 40mm, x50mm, x60mm, x70mm, (3) Each: M12-1.25 x 60mm, x65mm, x70mm, x80mm, Metric S3WP95 
Hex Nuts (15) Each: M10-1.25, (10) Each: M12-1.25, M12-1.50, and Metal Container, Fits Cabinet No. 4UJ35 
Hex Head Cap Screws (8) Each: M6 x 1 x 12mm, x16mm, 6} Each: M6 x 1 x 20mm, (5) Each: M8 x 1.25 x 20mm, (4) Each: M6 x 1 x 25mm, Mé x 1.25 x 25mm, 

225 21 x30mm, x35mm, M10 x 1.5 x 20mm, x25mm, (3) Each: M10 x 1.5 x 30mm, x35mm, Hex Nuts (26) Each: M6 x 1. 00, (17) Each: M8 x 1.25, (13) Each: M10 x 1.50, Metric 5S3WR32 
Flat Washers (26) Each: 6mm, (17) Each: 8mm, (13) Each: 10mm, Lock Washers (26) Each: 6mm, (17) Each: 8mm, (13) Each: 10mm, and Plastic Hanging Pak 
Hex Head Cap Screws (12) Each: %'-20 x 1" TiO) ach: Vi"-20 x ¥", e'-18 x Vo", x3/4" (8) Each: Yi'-20 x 1", Ae-18 x 1", (6) Each: 4'-20 x 1%", %e'-18 

349, 21) x 1%", (5) Each: 9%"-16 x %", x1", x1-1/2", (4) Each: ¥%'-16 x 11%", (3) Each: %"-16 x 2", Hex Nuts (36) Each: %"-20, (34) Each: “e'-18, (17) Each: %'- Inch 53WR35 
16, Flat Washers (36) Each: 4", (34) Each: “%e', (17) Each: %", Lock Washers (36) Each: %4", (34) Each: %e', (17) Each: %", and Metal Container 
Screws (10) Each: 4'-20 x 4", x3/4", x1", x1-1/2", x2", Y16'-18 x Ya", x1", x1-1/4", x1-1/2", x2", (8) Each: %'-16 x 1", x1-1/4", (5) Each: 

528 24. H"-16. X 1%", x2", x2-1/2", Hex Nuts (30) Each: %"-20, (20) Each: “6'-18, 44-16, Flat Washers (30) Each: Y%", (25) Each: 6’, (20) Inch 53WRO5 
Each: 3", Lock Washers (120) Each: %", (72) Each: %e', (60) Each: %", and Metal Container, Fits Cabinet No. 4UJ35 
Screws (30) Each: M6-1 x 12mm, (25) Each: M8-1.25 x 16mm, (20) Each: M6-1 x 16mm, x20mm, x25mm, x30mm, M8-1.25 x 20mm, x25mm, (10) Each: M8-1.25 

710 24 =x 30mm, x40mm, M10-1.5 x 20mm, x380mm, x40mm, x50mm, (5) Each: M10-1.5 x 75mm, Hex Nuts (60) Each: M6-1.00, (30) Each: M8-1.25, (20) Each: M10- Metric 5S3WRO3 
1.50, Flat Washers (50) Each: M6, (25) Each: M8, M10, Lock Washers (110) Each: M6, 20) Each: M8, (60) Each: M10, and Metal Container, Fits Cabinet No. 4UJ35 
Screws (100) Each: %4"-28 x %", (10) Each: %4"-28 x 44", x1", x1-1/2", x2", Ye'-24 x V4", x1", x1-1/4", x1-1/2", x2", ¥8'-24 x 4", (8) Each: 

711-0 24. ¥%"-24. x 1", x1-1/4", (5) Each: %"-24 x 1%", x2", Hex Nuts (30) Each: %4"-28, (20) Each: %6'-24, %'-24, Flat Washers (45) Each: 4", Inch 53WRO7 
40) Each: %e', (30) Each: %", Lock Washers (100) Each: 4", ce", %", and Metal Container, Fits Cabinet No. 4UJ35 

crews (100) Each: %"-20 x 2", (10) Each: %4"-20 x 94", x1", x1-1/2", x2", 416'-18 x 94", x1", x1-1/4", x1-1/2", x2", ¥'-16 x 94", (8) 

941 24 — Each: %"-16 x 1", x1-1/4", (5) Each: %"-16 x 1%", x2", Lock Washers (45) Each: 4", (40) Each: %e', (30) Each: 32", Hex Nuts (100) Inch 53WR26 

Each: 4"-20, “e'-18, %'-16, Flat Washers (100) Each: %4", “e", 46", and Metal Container, Fits Cabinet No. 4UJ35 


Steel Zinc 


Metric Blue 


Alloy Steel Metric Blue 
Hex Head Cap Screws (10) Each: M6-1x20mm, x25mm, x30mm, x35mm, (5) Each: M6-1x40mm, M8-1.25x20mm, x25mm, x30mm, 
290 24 = x385mm, x40mm, M10-1.5x20mm, x25mm, x30mm, x35mm, x40mm, Split Lock Washers (25) Each: M6, (20) Each: M8, M10, Flat Inch SYNH2 


Washers (25) Each: M6, (20) Each: M8, M10, Hex Nuts (10) Each: M6-1, M8-1.25, M10-1.5, and Plastic Container 
Hex Head Cap Screws (25) Each: M6-1x20mm, x25mm, x30mm, x35mm, (10) Each: M6-1x40mm, M8-1.25x20mm, x25mm, x30mm, 

925. 24 = x85mm, M10-1.5x20mm, x25mm, x30mm, x35mm, (5) Each: M8-1.25x40mm, M10-1.5x40mm, Split Lock Washers (50) Each: M6, M8, (25) Inch SYNH1 
Each: M10, Flat Washers (50) Each: M6, M8, (25) Each: M10, Hex Nuts (25) Each: M6-1, M8-1.25, M10-1.5, and Metal Container 


Automotive Assortments 


= All assortments include tray 





Number Model Item Number Model Item 
Item of Pieces Number No. Item of Pieces Number __No. 
30 Piece Wire Harness Assortment 30 8635 12U248 Hood Seal & Insulation Retainer Assortment 331 8699 12U251 
Black Nylon Push Type Retainer Assortment 1/5 8121 121292 Hose Clamp Assortment 100 8/01 12U255 
Black Sheet Metal Screw Assortment 420 8123 121294 —Hyundia Retainer Assortment 405 8663 12U253 
Black Trim Screw Assortment 210 8122 121293 — Import Door Lock Rod End Clip 128 8133 121295 
Body Shim Assortment 140 8101 121283 — Import Door Lock Rod End Clip 860 8633 127325 
Cage Nut Assortment 905 8667 12U254 — Import Door Lock Rod End Clip 425 _ 8633X_12U247 
Chrylser Hood Prop and 131 8169 127306 Import Door Trim Panel Assortment 170 8109 127285 
Rod End Assortment License Plate Nut and Screw Assortment 920 8661 12U252 
Chrysler Door Trim Panel Assortment 115 8118 121289 — Master Body Shop System 6/// __ 8410 40K561 
Cowl Fastener Retainer Assortment 168 8182 121317 — Moulding Clip Assortment 154 81/73 121309 
Door Hinge Pin / Bushing Kit 8 9833 12U257 Nissan Retainer Assortment 123 8175 127311 
Door Hinge Pin / Bushing Kit 8 10528 12U259 — Panel Retainer Assortment 120 8115 121286 
Door Hinge Pin / Bushing Kit 8 9905 12U260 Push On Nut Assortment 245 8145 127298 
Door Hinge Pin / Bushing Kit / 10060 12U262 — Push Type Retainer Assortment 82 8120 121291 
Door Hinge Pin / Bushing Kit 8 9940 12U267 —Shield/ Push Type Retainer Assortmnet 192 8119 121290 
Door Hinge Pin / Bushing Kit 10 10699 12U270 — Shield Retainer Assortment 210 811/ 127288 +: 
Door Pin and Bushing Assortment 86 8161 121303 Toyota Nut, Grommet & 430 8639 12U250 | a 
Poor fod ane Hood Ftop Assortment 10 ae ise Retainer Assortment a <TH E ee. a 
rgo Tuflok Retainer Assortment oyota Retainer Assortment re a — 
Ergo Tuflok Retainer Assortment 280 8637 12U249 ~ Universal Door Panel & 197 8615 427322 a rol 
Flush Type Hole Plug Assortment 349 8165 121304 — Hood Clip Assortment Body Shim Assortmont 
Ford Door Trim Panel Assortment 116 8146 121299 — Universal Shield Retainer Assortment 168 8135 121296 y 
Ford Hood Prop and Rod End Assortment. 100 8168 121305 — Universal Shield Retainer Assortment 336 8601 127319 No. 12T283 
GM Door Panel Retainer Assortment 120 8116 121287 — Universal Shield Retainer Assortment Sil 8609 127320 
GM Hood Prop and Rod End Assortment 13/ 81/71 121308 Universal Shield Retainer Assortment 204 8613 127321 
GM Rocker Panel Assortment 220 8620 121323 —U Nut Assortment 210 8176 121312 
Grill and Headlamp Grommet Assortment 330 8105 121284 — Weatherstrip Retainer Assortment 300 8190 121301 
Honda / Acura Retainer Assortment 164 8179 121315 | Window Guide Assortment,42 Pc 42 81/0 121307 
Honda Retailer Assortment 121 81// 121313 — Wire Routing Clip Assortment 04 8140 121297 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2055 


FASTENERS Scan. Order. Done. [=f 
Hex Head Cap Screws Details on page Al. 





Fastener Assortments 
with 72-Bin Cabinet 


Convenient pigeonhole bin cabinet helps you keep frequently used 
fasteners organized and easy to access. Choose the preselected 





Hex Head Cap Screw 











Assortments assortment that suits your needs. The extra bins give you space for 
specialty items. 
No. of No. of Item 
Description Pieces Sizes Size No. Thread | Flat | Lock | Hex Locknut 
Hex Cap Screw Assortment Size |Washer| Washer) Nut | Nut Hex Head Cap Screw Length 
Grade 5 Inch Kits Include 
Steel (USS), 120 24 1/4-20, 5/16-18,3/8-16 2FTZ9 Y1'-20 X X XT. XxX [Ve TT ii“2 
Chrome-Plated Ae-18 | X x XX (4 rr 
Hex Head Cap Screw Assortment ¥e'-16 X X X X Vila l Tye 2 (2v 73" [4 
Grade 5 Item 4-13 X X XX I[THvne 2 ees Te 
Steel (SAE), 120 24 4-28, Ae-24,%-24 AGUX9 Description No. ¥-11 x X XX I(Thezevis pz 
Chrome-Plated 72 Bin Assortment Kits Y'-10 “4 X XX] X WATT ees But 
Item Pkg. Inch Metric Kits Include 
Size No. Oty. 64 pc. Grade 5 Steel Zinc Plated  42PA98 M6-1 X X X | X [20] 25] 40/50 
Refills for No. 4GUX9 64 pc. Grade 8 Steel Zinc Plated _42PA99 M8-1.25 |  X X X X 20 | 25 | 40 | 50 | 60 
1/4-28 x 5/8" 4GVJ9 5 58 pc. 18-8 Stainless Steel 42PC01 M10-1.5 X X X X 20 | 25 | 40 | 50 | 60 | 70 | 100 
1/4208 y 3/4" AGVK1 5 Metric Mi2-1.75|  X X X x 25 | 40 | 50 | 60 | 70 | 100 
1/4-98 x1" AGVK3 5 64 pc. Class 8.8 Steel Zinc Plated 42PC02 M16-2 X X X X 40 | 50 | 60 | 70 | 100 
xt 98 pc. A2 Stainless Steel 42PC03 M20-2.5| X X X X 40 | 50 | 60 | 70 | 100 
174-28 x 1% 4GVK4 5 _ a 
1/4-28 x 15" AGVK5 5 Description Grade 5 Grade 8 18-8 (304) SS Description Class 8.8 A2 SS 
1/4-98 x2" AGVK7 5 Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
i No. Oty. No. Oty. No. Qty. No. Oty. No. Oty. 
5/16-24 x 5/8 4GVK9 5 : 
- Refill Packs Refill Packs 
9/16-24 x 7/8" 4GVL2 9 Hex Head Cap Screw Hex Head Cap Screw 
9/16-24 x 1% 4GVL6 9 Y'-20X %" | 2CA46 100! 10H326 100] 3AUY9 100 M6-1.00 X 20mm 6AU89  100| 22TGO6 50 
5/16-24 x 2" 4GVL7 5 Yy'-20X%" | 2CA50 100 | 106541 100 | 3AUV3 100 M6-1.00 X 25mm 6AU90 100 | 22TGO7 50 
3/8-24 x 3/4" 4GVL9 5 '-20 X 1" 2CA54 100 | 10H330 100| 3AUV5 100 M6-1.00 X 40mm 22TL13 100 38DZ08 50 
3/8-24 x 1" AGVNI 5 Y-20 X 1%" | 1KA23 100 | 106547 100) 3AVE4 100 M6-1.00 X 50mm 22TL15 100 25DA56 50 
3/8-94 x 1V9 AGVN2 5 Y-20X2" | 22RZ72 50 | 22TA57 50 | 40TW46 50 M8-1.25 X 20mm 6AV25 100) 22TN71 50 
318-04 xD" AGVNG 5 Ae-18X 4%" | 2CA78 100 | 10H331 100| 3AUT8 100 M8-1.25 X 25mm 6AV27 100 22TN73 50 
Refills for No. 2FTZ9 Ae-18X%" | 2CA82 100 | 10H332 100| 3AUT6 100 M8-1.25 X 40mm 6AV31 100) 22TN76 50 
TPE SFURD 5 As-18X1" | 2CA86 100 | 10H333 100 | 23LA83 50 M8-1.25 X 50mm 22TL25 100 25DA64 50 
ae Ae-18X 1%" 1KA37 100) 106552 100) 3AUV8 50 M8-1.25 X 60mm 22TL27_ 100 25DA66 50 
1/4-20 x 3/4" 2FUD8 9 Ye-18X2 | 22TA88 50 | 23LA27 50 | 23LA84 50 M10-1.50X 20mm | 22TNO5 100 | 22TN84 50 
1/4-20 x 7/8 2FUH8 9 ¥-16X %" | 227002 50 | 23LA30 50 | 3AUWS8 50 Mi0-1.50X25mm_| 22TNO6 100 | 22TN85 50 
1/4-20 x 1" 2FUD9 5 ¥-16X%s" | 23K255 50 | 23LA31 50 | 3AUU1 50 Mi0-1.50X40mm_| 22TNO9 50 | 22TN88 25 
174-20 x 174" 2FUNG 5 WA6X 1 | 23K256 50 | 23LA32 50 | 3AUW4 50 Mi0-1.50X50mm_ | GAY34 50 | 25DA69 25 
1/4-20 x 1%" OFUA2 5 WA6X1%"| 227006 50 | 22THO6 50 | 3AUY5 25 Mi0-1.50X 60mm | 22TL41 50 | 25DA71 25 
1/4-90 x 1348 oFUBS 5 ¥'-16X2" | 23KZ258 25 | 23LA33 25 | 3AVD1 25 M10-1.50X 70mm | 22TL43 50 | 22TM65 25 
1/4-90 x2" FUHS 5 ¥'-16 X2Vo" | 23KZ60 25 | 22THO9 25 | 3AUU6 25 Mi10-1.50X 100mm | 22TL47 50 | 22TM68 25 
7/4-20 x 208 OFUF 5 ¥'-16X3" | 23KZ61 25 | 23LA34 25 | 3AVG6 10 M12-1.75 X 25mm | 22TN14 50 | 22TN96 25 
SER EEES SFURG . ¥'-16 X4" | 23KZ62 10 | 22TH11 10 | SAVA2 10 M12-1.75X 40mm | 22TN17 50 | 22TN99 25 
lie elie WA3X1" | 23KZ274 25 | 23LA44 25 | 24K911 10 M12-1.75 X50mm_ | 25CY32 50 | 25DA77 25 
9/16-18 x 3/4” 2FUE2 9 BASX1Vi" | 221038 25 | 22TH30 25 | 24K912 10 M12-1.75X60mm | 22TL56 50 | 25DA79 25 
9/16-18 x 7/8 2FUB9 9 Y-13X 1%" | 227039 25 | 22TH31 25 | 24K913 10 M12-1.75 X 70mm | 22TL58 25 | 22TM71 10 
5/16-18 x 1" 2FUR4 5 Y13X2" | 23KZ75 10 | 23LA45 10 3AUV4 10 M12-1.75X 100mm | 22TL62 25 | 22TM74 10 
5/16-18 x 1%" 2FUA3 5 Y-13X2%" | 227041 10 | 22TH34 10 | 3AVA7 10 M16-2.00X 40mm | 22TN30 25 | 22TP12 10 
5/16-18 x 15" OFUJ1 5 Y-13X3" | 23KZ77 10 | 23LA46 10 | 24K919 5 M16-2.00X50mm | 22TN32 25 | 22TP14 10 
516-18 x 154" 2JGES ; Y-13 X4 23KZ79 5 | 2oLA48 5 | 3AVU7 5 M16-2.00X 60mm | 22TL80 25 | 22TM82 10 
5/16-18 x2" OFUNT 5 ¥e-11 X 1 221062 10 | 25DN57 10 | 3AUU4 10 Mi6-2.00X70mm | 22TL81 10 | 6BU28 5 
5618 x 01" OFUE3 5 ¥e-11X1%" | 22764 10 | 302447 10 3AUU9 10 M16-2.00X100mm | 22TL85 10 | 22TM86 5 
RAG KAT SFUEA 5 Ye-11X2" | 227066 5 | 302449 5 | 24K946 5 M20-2.50X 40mm | 6AV84 10 | 22TPI7 5 
clo ite Ye-11 X 2%" | 23KZ84 5 | 22TH55 5 | 3AVT8 5 M20-2.50X50mm | GAV86 10 | 22TPi9 5 
3/8-16 x 1" 2FUES 9 W-11X3" | 227C69 5 | 22TH57 5 | SAVX3 5 M20-2.50X60mm | 25DF60 10 | 25DG99 5 
3/8-16 x 1% 2FUF9 ) ¥-11X3%"| 227070 5 | 22TH58 5 | S3AVX9 5 M20-2.50X70mm | 25DF62 10 25DHO1 5 
3/8-16 x 1%" 2FUJ2 5 ¥-11 X4 221071 +5 | 22TH59 5 | 3AVX8 5 M20-2.50X 100mm | 22TL94 10 | 22TM92 5 
3/8-16 x 1% 2FUR5 5 Ys'-10X1%" | 227087 10 | 22TH72 10 | 3AUU3 5 Hex Nut 
3/8-16 x 2" 2JGG7 5 Ye-10X2 | 227089 5 | 302455 5 | 3AUU5 5 M6-1.00 6CA75  100)| 22YK33 50 
Ye-10X 2%" | 227090 5 | 302456 5 | 24K970 5 M8-1.25 6CA77 100 6CA19 50 
¥'-10X3" | 227092 5 | 22TH77 5 | 3AVR5 5 Mi0-1.50 6CA78 100 22UK61 50 
Y'-10X 3%" | 22RZ774 5 | 22TH79 5 | 3AVT3 5 Mi2-1.75 22UK55 50 | 6CA21 25 
Y'-10X4" | 227094 5 | 22TH80 5 | 3AVT2 5 M16-2.00 22UK56 25 | 6CA23 10 
Ki St kk: Hex Nut M20-2.50 22UK57_ 10 | 6CA25 5 
eep oc %'-20 4FCA9 100 3HDZ2 100| 22UK70 50 Lock Nut 
Inventory Management Ae-18 3HEE8 100 | 3HED5 100) 22YK24 50 M6-1.00 4CAG3 100 | 26WC52 50 
¥'-16 3HEF1 100 | 3HED7 100) 41FV08 50 M8-1.25 4CAG5 100 6CB72 50 
TAKE CONTROL Y-13 4FCC2 50 | 3HED8 50 | 40TW73 25 M10-1.50 22RW50 100 22RW65 50 
¥e-11 SHEF6 25 | 3HEA4 25 | 1WB44 25 M12-1.75 TONR89 50 | 22RW66 25 
OF YOUR STUFF Ys'-10 12P540 20 | 12P573 20 | 1WB48 20 M16-2.00 4ACAGD 25 | 22RW68 10 
EDO TJD2 100 {| 4FARS 100) 22RV96 50 SAE Wash — eae 
‘ é 4" i) 4 A] asher 
to ensure youhave the right parts || —10 aoe ase ts 10 Soe — 
nsur V rl 8° fo a) 2) ) 
; Oe _ ee ee 1g he Y-13 22RV70 25 | 29DM64 25  22RV98 10 M10 6EY65 100 26WC37 50 
St Cramuere cxeortice to wore for || ej<—-oeNt—i0-- alien — 10 SeB— SA ses 3 tales — 
: ) ; 4 - 7 5 5 5 
"ol rep a naa ee ee a 1JY70 100) 6YPJ5 100] 25DK30 50 Sail tL k Wash a ae 
ou. Its almost like managing your 4" plit Lock Washer 
y ging y Ae 1J¥72 100 | 6YPJ6 50 | 25DK31 50 M6 6FB85 100) 22UJ72 50 
inventory on autopilot. ¥' 1J¥74_ 100 | «<6YPJ7 ~—-50 | 25DK32 +50 M8 6FB87 100 22UJ73 50 
VA 1JY78 50 | G6YPJ9 25 | 25DK34 25 M10 6FB89 100 22UJ74 50 
ce lari oe eee eee rake 3 al) 3 
. 4 
Space organized. Sp it Lock Washer eae! M20 22UK14_ 10 | 22UK22 5 
7 4" 5 5 
Time and money saved. 6" 2DA91 100 | 2DB28 100 | 23NJ51 50 
i >2UHB2 25 | 22040951 23NJe4 10 
so . 2 
> Visit grainger.com/keepstock 5" 22UH84 10 | 22UJ51 10 | 23NJ55 10 
Ys! 22UH85 10 | 22UJ52 10 | 23NJ56 5 
2056 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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a Download Available FASTENERS 
“-/GRAINGER.COM Hex Head Cap Screws 


O 


Screws longer than 6" are available at Grainger.com®; search for "hex head cap screws." 





Grade 2 Steel Hex Head Cap Screws 


Meet ASME B18.2.1 standards. 





















PLAIN ZINC PLATED ZINC PLATED ZINC PLATED 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. No. Qty. No. : No. Qty. 
"= read Size 
%" 5 5 5 5 4 54 
Ay NYRE 00 oJTV5 00 4 _22RX11_— 50 RY29 00 4" | 22RX9o 10 RY6S 0 
Pe _ONYR7 100 |S SJ 00 2 —22RX12_— 50 RY 26 00 4" —22RX96 RY7C 9 
i 1IVRA 0 5BJTV4 00 4 = 22RX138—— tw HD RY 27 50 4 V2 RY7 ) 
4" | ONYR9 = 100 sO TV U0 —22RX14 20 RY 28 i J —22RX98 Y7 
2 | SONYTO 100 | SJTV 00 , ~22RX15 tS RYIC BY" | 29RX59. «+5 17 5 
4" | ONYT? — 100 TV 00 2 —22RX16 20 RY3O A) os —22RX60 5 ¥74 9 
: —22RZ31 0 6 90 4 _22RX17 2 RY 9 ¥e"-11 Thread Size 
_22RW81 0 X95 90 —22RX18 2 RY a] : _22RX61 10S Y75 0 
2 RWé 0 X96 00 4 —22RX19- 2 RY 9 4’ | 22RX62._—— 10S Y76 0 
—5oRw8s 20 X97 00 2 —22RX200 20 RY34 A) 2’ | 22RX63 10 Y77 0 
_22RW84 50 RX98 50 4 | 22RX21— 2D RY35 2 4" | 22RX64 10S Y78 0 
4 ~~ 22RW8 = =—50s—=* RX9S 50 A" —22RX22—— 10 RY36 0 : —22RX60 Y7S 5 
2 —22RW86 80 YC 00 AY’ | 22RX23_ 10 RY37 0 4" | 22RX66 Y80 
4" _22RW88 20 RYO i] J —22RX24. 10S RY38 0 "| 22RX67 Yé 9 
Avo" | 22RW89 25 RYO4 9 oY) | 22RX2o_ 10 FT RY 39 0 4" | 22RX68 "FT Yé 5 
a —22RW90 2 RYO5 5 6" —22RX26 10S Y40 0 : —22RX69) 5 Yé 2] 
oO —22RW91 2 Y06 a 46'-14 Thread Size 4" | 22RX70 DFT 84 9 
a —22RW92 2 RYO7 5 Ms _SNYY7 100 RY4 5 "| 22RX71—— Y85 fe) 
“Ae'-18 Thread Size : RX26 RY4 D 4" | 22RX72_ Y 86 A) 
2 —SNYUS 100 | — SJTU 00 4" | 22RX29. Y hy) A" —22RX73_ Y87 5 
8 _SNYU6  =—100-— 5 00 " RX30 ¥44 5 Ayo | 22RX74 Y8é 5 
4 _SONYU7 100 U 00 4 —22RX381— 2 ¥4 —22RX79_ Y89 
8 _oONYU8 100 : 00 | 22RX382_——— 2 Y 46 2 —22RX/76 Y90 
_SNYU9 100 U0 00 4 —22RX33_— 10 RY 4 0 O —22RX77_— ub 
A NYVO 00 : 00 2 — 22RX384— 10 RY 46 0 ¥s"-10 Thread Size 
2 NYV 00 | ‘ 00 4 —22RX389_ 10 RY 49 0 —22RX78 10 it: 0 
4 —22RW93 80 Y08 0 _22RX36 10 RYO 0 4 —22RX79_ 10 Yo ! 
—22RW94 50 Yos 0 2 _22RX387—— 10 Y 0 2 —22RX80 10 Y94 0 
“| 22RW9Hs—iODti=*E Y10 50 d —22RX38_— 10 Y5 0 4" | 22RX81 10 Y95 0 
2 | 22RW96 50 RY 90 AY | 22RX39_ 10 YO 0 : —22RX8200— Y 96 2 
4" | 22RW97 50 RY 20 2 —22RX40 10 RYS4 0 4" | 22RX83 Y97 9 
: —22RW98 50 RY 50 a” _22RX41— 10 Y59 0 2 | 22RX84 5 Y96 i) 
4" | ONYV8 50 | SJTE/ 50 6" —22RX42-—— RYS6 i] 4" | 22RX8 Y99 9 
2 | ONYVO 50 | 98 20 o"-13 Thread Size i _22RX86 | 9 
4" | 22RW99 2D RY14 9 a —22RX43 20 Y/ ) a" | 22RX87 | a] 
4’ —22RX01 2 Y¥15 5 " RX44 5 Y58 5 2 | 22RX88 ! 9 
42 —22RX02—— 2D Y16 i) 4" | 22RX40 20 Yog ) 4" | 22RX89 D4 ) 
9 —22RX038— 2 Y17 9 2 | 22RX46 2 Y60 9 4" —22RX90 Do 9 
bY," aye - 52 Y18 9 4" | 22RX47 Y€ ) Avo" | 22RX91 DG 9 
6 RXO Y1$ 9 _22RX48 10 Yé 0 a —22RX9200 D7 ) 
¥s-16 Thread Size 4" | 22RX49. 10 6 0 oY" | 22RX93 Dé 9 
: _22RX06 50 i 2 | 22RX00—— 10 Y64 0 6" RX9 09 5 
4 | 22RX51— 10S RY65 0 
Item Pkg. 
Length No. Qty. 
Grade B7 Steel Hex ; : 
194" 1VZE3 10 
Head Cap Screws a 1VZE4 10 
are 22" 1VZE5 10 
= Plain finish Meet ASTM A193/ 4" 4VZE7 10 
ASME B18.2.1 standards. Heavy Hex Head 
Yo"-13 Thread Size 
Item Pkg. i | 7 =: | 
Length No. Qty. 14%" 1VZE9 10 
Hex Head 1¥," 1VZF1 10 
Vq"-20 Thread Size 1%" 1VZF2 10 
y," 1VXR1 10 2 1VZF3 10 
¥4" 1VXR6 10 24" 1VZF4 10 
1 1VXY7 10 22" 1VZF5 10 
1%" 1VXZ9 10 274" 1VZF6 10 
1%" 1VZA1 10 a: 1VZF7 10 
2 1VZA2 10 34" 1VZF8 10 Item Pkg. 
22" 1VZA4 10 34," 1VZF9 10 Length No. Qty. 
o. 1VZA6 10 334" 1VZG1 10 3Y" 1VZJ7 5 
Yi6"-18 Thread Size 4" 1VZG2 10 3" 1VZJ8 5 
¥4" 1VZA7 10 oO. 1VZG4 10 4" 1VZJ9 5 
7 1VZA8 10 ¥e"-11 Thread Size 4Y," 1VZK1 5 
1" 1VZA9 10 144" 1VZG5 5 a 1VZK2 5 
1%" 1VZB3 10 1%." 1VZG6 5 ses 1VZK3 4) 
2" 1VZB4 10 1%" 1VZG7 5 6" 1VZK4 4) 
2V2" 1VZB6 10 2" 1VZG8 5 7¥4"-9 Thread Size 
234" 1VZB7 10 24" 1VZG9 iq] 2" 1VZK6 5 
¥4"-16 Thread Size 22" 1VZH1 5 24" 1VZK7 5 
¥q 1VZC1 10 274" 1VZH2 a 25/4" 1VZK9 4) 
Us 1VZC2 10 2 1VZH3 5 a 1VZL1 5 
1" 1VZC3 10 34" 1VZH4 5 3Y" 1VZL2 5 
14%" 1VZC4 10 32" 1VZH5 5 3" 1VZL3 5 
1%" 1VZC5 10 4" 1VZH6 5 4" 1VZL5 5 
1%" 1VZC6 10 4Y," 1VZH7 5 4Y," 1VZL6 5 
24" 1VZC8 10 ai 1VZH8 4) a: 1VZL7 4) 
22" 1VZC9 10 ¥4"-10 Thread Size 1"-8 Thread Size 
274" 1VZD1 10 1V" 1VZH9 5 2 1VZL8 5 
4" 1VZD5 10 1%" 1VZJ1 5 24" 1VZL9 5 
o 1VZD7 10 2 1VZJ2 a 2," 1VZN1 4) 
7Ac"-14 Thread Size 24" 1VZJ3 Hi) 2/4" 1VZN2 4] 
Yq 1VZD8 10 2V2" 1VZJ4 a 3 1VZN3 5 
1" 1VZD9 10 274" 1VZJ5 5 3" 1VZN5 5 
14%" 1VZE1 10 3" 1VZJ6 5 4" 1VZN6 5 
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FASTENERS 
Hex Head Cap Screws 


Scan. Order. Done. 
Details on page A1. 





Min. thread length is calculated using the screw’s length. The formula ts dia. x 2 + 1/4". 
Grade 5 Kt a For example, 1/4-20 x 4: 1/4 x 2 = 1/2". 1/2" + 1/4" = 3/4". This item would have at least 3/4" 


thread. Longer than 6" are available at Grainger.com®; search for "hex head cap screws." 




















Steel Hex Head Cap Screws PLAIN ZINC PLATED|BLACK OXIDE PLAIN ZINC PLATED|BLACK OXIDE 
: bal on ae a oo ae bana oo at ith oe ah ae 
PLAIN ZINC PLATED|BLACK OXIDE Lengt o. Qty. o. ty. 0. ty. Lengt 0. ty. o. Qty.) No. ty. 
Grade 5 Is comparable to metric Item Pkg.) Item Pkg. Item Pkg. 1%"-20 Thread Size 374" |25CL01 5 25CL89 5 —_- — 
Property Class 8.8. Meet ASME Length No. Qty.| No. Qty. No. Qty. 4 |22TD82_25 (22TFO6 25 | —  — 4" | 3FPC7 5 227094 5 | — — 
B18.2.1 standards 1¥," 22TC06 50 |22RZ39 50 1" |22TD83 25 |22TFO7 255 — — 4Va" |22TA39 5 (227095 5 _- — 
oye 3 BRN Baa oe BI 9 a 
i 41 25 58 25; — — Q" 9 20 |25 2 | —- 4 40 5 bh) _- — 
tiem Pkg. lem Pkg Herm Pk, 22 — _—[2aK750 25 | — 1" |aaTbeB S| — | — —_— 5" | sFPcg 5 |aTeg7 5 | — — 
Length No. Qty. No. Oty. No. Oty. _2/" (22RZ243 25 23Kz60 25| —  — 2" 2eTD87 10 22TFOs 10 —  — 5 22TAd2 5 (22Tco8 5 | — 
V0 ThreadSize mee ea _|22RZ44-25 (22TCO7 25| —  — 204" |22TD88 10 |22TFO9 10| — — 5%’ | 3FPDi 5 |22TC99 5 | — — 
¥% |3ENY2 100| 2CA46 100, — — 3° |22RZ45 25 23KZ61 25; — — 2%" |22TD89 10 22TF10 10); — — 6" | 3FPD2 5 |22TD01 5 —_- — 
5s | 3ENY3 100 2CA48 100 —  — 34%" (22RZ46 25 |22TC08 25 — — 2%" \22TD90 10 |22TF11 10, — —  %"-16 Thread Size 
3," | 3ENY4 100 2CA50 100. —  — 3Y2" \22RZ47 25 227TC09 25; — — 3° |221D91 10 22TF12 10; — — 1" | 3FPE1 10 |22TF49 10, — — 
7" | 3ENY5 100 2CA52 100, —  — 344" |22RZ48 25 227010 25; — — 3%" \22TD92 10 22TF13 10, — — 1%" | 3FPE2 10; — —)| — — 
1" | 3ENY6 100 2CA54 100. —  — 4" |22RZ49 10 23KZ62 10; — — 4" (221TD93 5 (221F14 5 _- — 1%" | 3FPE3 10 25CN45 10; — — 
Tv |3ENY7 1001 — —|—  — 4Vs" \22RZ50 10 (221011 10 — — 4%" \22TD94 5 |22TF15 5 _- — 1%" | 3FPE4 10; — —| — — 
1/5" 3ENY8 100 1KA23 100. —  — 4Y" \22RZ51 10 (221012 10, — — 4%" \22TD95 5 |22TF16 5 _- — 2 (22TE24 5 |22TF50 5 _- — 
1%" |22R711 100 22TA77 100. — — A4¥s" |22RZ52 10 (221013 10 — — 4%" \22TD96 5 |22TF1/7 5 _- = 2¥s" 25CM89 5 (25CN46 5 _- — 
1%" | 3ENY9 100 1KA24 100. — — 5° (|22RZ53 10 221014 10, — — 5’ (22TD97 5 |22TF18 5 _- — 2¥2' \22TE25 5 (25CN47 5 —- — 
>" (99R771 50 122RZ272 50. — — oY" |22RZ54 10 221015 10; — — 9%" 22TD98 5 |22TF19 5 _- = 2%" 25CM90 5 (25CN48 5 _- — 
2”; (22R712 50 23KZ50 50 — — oY" |22RZ55 10 221016 10 — — 6" |22TD99 5 22TF20 5 _—_ — 3° | SFPE/ 35 |22TF51 5 —- — 
2)" (22R713 50 23KZ51 50 — — 6" | 3EPL3 10 (221017 10; — — %6"-12 Thread Size 3Y" | 3FPE8 5 22TA27 5 —_- — 
93;" |22R714 50 123KZ52 50 — — ¥g"-24 Thread Size ib — —/|2CE5 25; — — 4" | 3FPE9 5 (22TF52 5 —- — 
3" /99R715 50 123KZ53 50 — — Yo" \22TD44 50 22TE69 505 — — 14" — —/|2CE48 25; — — 4Ys" \22TE26 5 |22TF53 5 _- — 
37;" (22R716 50 122TA78 50 — — Ys (22TD45 50 |22TE70 505 — — 1%" — —/2CE51 25; — — 4¥" | 3FPF1 5 |22TA28 5 —- — 
3%)" 22R717 50 122TA79 50 — — Ys" (22TD46 50 |22TE71 505 — — 13%" — — (|22RZ73 10| — — 4¥s" |\22TE27 5 |22TF54 5 —- — 
33," 22R718 50 125CL70 50 —  — Ys \221D47 50 (22TE72 50, — — 2’ | 3FNU1 10 227056 10, — — 4 SFPF2 5 (22TF55 5 _- — 
4" | 3ENZ9 25 23KZ54 25; —  — 1" (22TD48 50 |22TE73 50) — — 24%" 25CK90 10 25CL80 10 — — oY" | 3FPF3 5 |22TF56 5 _- — 
Ay" 29R719 25 22TA80 25| — — 1%" (22TD49 50 (250N34 50 5 — — 242" | 3FNU2 10 (23KZ81 10, — — 6" | 3FPF4 5 (22TF5/ 5 —_—- — 
Avs" | 3EPA1 25 120TA81 05 tC "22750 50 (22TE74 50 — — 234" 25CK91 10 25CL81 10| — —  |%'-9 Thread Size 
5" | 3EPA2 25 22TA82 25| —  — 1%" |22TD51 50 22TE75 50; — — 3° | 3FNU3 10 23KZ82 10; — — 1%" |22TA49 5 (22TD06 5 _- — 
5" | 3EPAS 95 1D0TAG3-05 C2222 25 22TE76 25) — — 3%" |25CK92 10 25cL82 10| — — 1%" 25CL06 5 25CL97 5) — — 
6" \D9R790 05 1D0TABA 95 | C2253 25 22777 25) — — 3%" 3FNU4 10 23Kz83 10| — — 2° |22TA5O 5) — —| — — 
W598 Thiesd Slee 2yo" (227054 25 22TE78 25, — — 3%" 25CK93 10 25CL83 10 — — 2%" (22TA51 5 22TDOB 5 | — — 
Vp" CA71 100. — — 2%" \22TD55 25 |22TE79 25 — — 4" | 3FNU5 5 (|22TC5/7 5 _- = 242" |\22TAd2 5 (22TD09 5 —- — 
aA 3EPAG 100 CA73 100. — — 3° |22TD56 25 22TE80 25; — — 4¥" | 3FNU6 5 22TC58 5 _- = 2%" \25CL07 5 (25CL98 5 _- — 
3," | 3EPA7 100 2CA75 100. —  — 34%" |22TD57 25 |22TE81 25; — — 0’ | 3FNU7 5 (227059 5 _- — 3° | 3FPG3 5 - —-| —- — 
{" | 3EPA8 100| 2CA76 100. —  — 4" (22TD58 10 |22TE82 10, — — 5%" | 3FNU8 : 22TC60 5 _- — 34%" | 3FPG4 5 - —- — — 
{V;" 3EPA9 100|1KE17 100, —  — 4¥a" |22TD59 10 |22TE83 10, — — 6" | 3FNU9 221061 5 _ — 3% |}20CL09 5 25CM01 5 _- — 
13%" 22TD28 100\22TE47 100, — — 4¥" |22TD60 10 |22TE84 10, — — %e"-18 Thread Size 4" | 3FPG5 5 (22TD11 5 —_- — 
iis" S3EPC1 100; 1KE18 100; tC" 22TDG1 10 '22TEBS 10) — — — 1" |4RUZ2 25 | 2CE60 25) — — 4)" | 3FPG6 5 22TD13 5) —  — 
79 SEPCD-100 1KE19- 100 CD 22TDG2 10 22TEBE 10) — — 1%" 4RUZ3 25) — —) — — — 5 |3FPG7 5 22TD14 5) — — 
5" —\S0TK5 50 122TA96 50 (C= _|22TDG3 10 22TEB7 10 — — 1%" 4RUZ4 25 (25CN39 25) — — 5%" |3rPGB 5) — —| — — 
av" 129TD29 50 12DTEAB 50 tC 22S 10S — Ss | ~S—~—S sh" | SENVA 10 (25CN40 10,| — — 6" (22TACO 1) — —| — — 
95" \29TD30 50 122TE49 50. — — 5%" |22TD65 10 22TE89 10; — — 2’ | 3FNVS 10 |22TF25 10 — — _ %"-14 Thread Size 
9%;" \221D31 50 122TE50 50. — — 6" | 3FNF9 10 (22TE90 10,9 — — 242." | 3FNV6 10 (22TF26 10 — — 1%" \25C0M93 5 —_—- —-|- = 
3" (99TD32 50 122TE51 50 — — 7Ae'-14 Thread Size 3° | SFNV7 10 |\22TF27 10, — — 2 (22TE33 5 |22TF60 5 _- — 
375" (29TD34 50 122TE52 50 — — ¥" (22RZ61 25 |\23KZ63 25 — — 3%" | 3FNV8 10 |22TF28 10; — — 2Y2' |\22TE34 5 - —| —- — 
4" | 3EPD2 25 |22TE53 25 | — _ 1" — — |23KZ64 25; — — 4" | 3FNV9 5 |22TF29 5 _— — 3° | 3FPH8 5 22TF61 5 _ —_— 
4s" | 3EPD3-05 1D0TES4 05) CMA 22RZG4 25 (22725 25) — — 4%" BENW1 5 (22TF30 5 |) — — 3” 25cM97 5) — —| — — 
5" | 3EPD4 25 297TE55 25 — —_ 1¥2" \22RZ65 25 (221026 255 — — 5" | SFNW2 5 —- -| -— _— 3¥%2" | 3FPH9 5 —- -| -— _— 
5" | 3EPDS 05 [DDTES6 D5 tC" SNGG 25 (23KZ65 25) — — 5%" B5CMB4 5 | — —| — — 4" | 3FP/1 5 227F63 5 | — — 
6 1221036 25| — —|— — 2' | 3FNG/ 25 23KZ66 25; — — 6" |3FNW3 5 —- —-|-—- — 4V." | 3FPJ2 5 —- —| —- — 
%46"-18 Thread Size 2%" |22RZ67 10 23KZ67 10| — =— %"-11 Thread Size 5" | 3FPU3 5) — —| — — 
vo 3EPD7 1001 2CA78 1001 — 22" |22RZ68 10 23Kz68 10 — — 1" |22TA13 10 |22TC62 10| — — 5%" | 3FPJ4 5) — —)| — — 
5%" | 3EPD8 100| 2CA80 100, —  — 2¥s' 22RZ69 10 |23KZ69 10 — — 1%" |\22TA14 10 2217063 10; — — 6" (22TE41 1 |22TF66 1 _- — 
v7 ) 3EPDO 100 2CAR? 100 tC 22RZ70 10 23KZ70 10, — — 1%" 22TA15 10 |22TC64 10 — —  (|4"-8 Thread Size 
7} 3EPE1 1001 2CA84 100' tC _|25CKBA 10 25CL75 10| — — 1%" 22TA16 10 22TC65 10| — — 1% | 3FPJ7 5 (227020 5 | — — 
1" 3EPED 100) 2CA8G 100° tC | SENHS 10 (23KZ71 10 — — — 2" (20TA17 5 |22TC66 5 | — — 1%" 25CL12 5 25CMO7 5 | — — 
TVs 3EPE3 1001 9CA89 100| = CN 25CKBS 10 |25CL76 10| — — 2M" |22TAI8 5 22TCe7 5 | — — 2 |36H236 5 |22TD21 5) — — 
134° 99R791 100/D2TASS 100; tC SENH4 10 '23KZ72 10 — — 2%" (20TA19 5 (23KZ84 5 | — — 204" /25CL13 5 25CM08 5) —  — 
115" SEPE4 1001 1KA37- 100; tC SENS 10 '22TC27 10) — — 2%" (20TA20 5 22TC6B 5 | — — 2%" | 3FPJ9 5 (22TD22 5) — — 
155" 99R792 100 22TARG 100; tC SENHG 10 227028 10) — — — 3" (22TA21 5 22TC69 5 | — — 2%" 25CL14 5 25cM09 5) — — 
13° 199R799-50 (22TAB? 50 (tC SENH7 10 |22TC29 10; — — 314" (25CK94 5 25CL84 5 — — 3° | 3FPK1 5 25CM10 5) — — 
5" \99R794 50 D9TABB 50 CS 22RZ75 5 (22TC30 5 | — — 3%" (22TA22 5 (22TC70 5 | — — 3%" (25CL15 5 25CM11 5 | — — 
oy" 199R795 50 (D9TA89 50 SC w=20 Thread Size 394" 25CK95 5 25CL85 5 | — — 3%" 25CL16 5 25CM12 5 | —  — 
516" \99R296 50 |22TAQD B02 2TDG7 25 [22TEO2 25) — — 4" | 3FNX5 5 (22TC71 5 | — — 3%" (25CLi7 5 25CMi3 5 | —  — 
59," 199R297 50 |D2TAG1 B01 2269 25 [22TEO3 25) — — 41%" (22TA23 5 |22TC72 5 | — — 4" |22TA68 5 (22TD23 5 | —  — 
+ \99R798 50 (D9TAQ? 50 tC 22770 25 (25CN35 25) — — 414" | 3ENX6 5 (22TC73 5 — — 4%" (25CL18 5 25CMi4 5 | —  — 
a1 \S5CKS1 50 46542 B01 CL 2277125 |25CN36 25) — — — 4%" |22TA24 5 (22TC74 5 | — — — 5" |22TA6O 5 |22TD24 5 | —  — 
315" -}ARVD7 50 AKAMA B01 | SFNI7 25 (22TE94 25) — = — 5° | 3FNX7 5 (22TC75 5 | — — 5%" (25CL19 5 25CM15 5 | — — 
33" 25CK82 25 125CL73 25. —  — 2' | 3FNJ8 25 22TE95 25; — — 5%" | 3FNX8 5 |22TC/6 5 _- — 6" (22TA70 1 |22TD25 1 —- — 
4" | 3EPF3 25 |22TA93 25 | — — 2% \221D73 10 |22TE96 10; — — 6" | 3FNX9 5 (22TC77 5 _— —  1"-14 Thread Size 
AV," (22R729 25 122TA94 25, — — 242" \22TD74 10 22TE97 10; — — ¥e"-18 Thread Size 2' | 3FPL5 5 22TF68 5 _- — 
4%" | 3EPFA 25 22TA95 25;' — — 3° (|22TD76 10 22TE98 10, — — 1" |22TE06 10 22TF33 10; — — 2¥2" | 3FPL6 5 —| —- — 
5" | 3EPF5 25 122TA96 25. — — 3Y" | 3FNK4 10 22TE99 10; — — 1%" |\22TEO7 10; — —| — — 3° | SFPL/ 5 - —| —- — 
5% | 3EPF6 25 122TAQ7 25. — — 4" | 3FNK5 10 22TFO1 10; — — 1%" |22TEO8 10 25CN41 10, — — 3¥2" | 3FPL8 5 - —-| —- — 
6" 22RZ30 25 122TA98 25. — — 4" | 3FNK6 10 (22TFO2 10 — — 1%" |\22TEO9 10 25CN42 10; — — 4" (23LA16 5 - —-—| —- — 
5¢"-24 Thread Size 5° | 3FNK7 10 (22TFO3 10,5 — — 2 (22TE10 5 |22TF34 5 _- =— 6 | SFPN2 1 - —| —- — 
iy" 2CBi5 100: —  — oY" | 3FNK8 10 22TF04 10; — — 2/4" |22TE11 5 |25CN43 5 —  —__ 1%"-7 Thread Size 
al 3EPG2 100 CBi7 100 — — 6" (22TD81 5 |22TF05 5 _- — 2¥" \22TE12 5 |22TF35 5 _- — 2 (25CL24 1 - —-| —- — 
3)" | 3EPG3 100 2CB19 100. —  — ¥"-13 Thread Size 29s" |\22TE13 5 |22TF36 5 _- — 242" \25CL25 1 25CM22 1 —- — 
1" | 3EPG4 100 25CN32 100, — — Y" \22RZ82 25 |23KZ73 25, — — 3° |22TE14 5 (22TF87 5 _ — 3" |25CL26 1 25CM23 1 _ — 
Ty" — _—1|1KE31 100| —  — Ys’ (22RZ83 25 |221037 255 — — 344" 25CM85 5 |25CN44 5 _- = 342" |\25CL27 1 25CM24 1 —_- — 
1%" |22TD37 50 22TE58 50| — — 1" |22RZ84 25 23KZ74 25, — — 3%" |22TE15 5 |22TF38 5 _- — 4" (25CL28 1 (25CM25 1 _- — 
> (99TD38 50 122TE59 50 — — 1%" |22RZ85 25 221038 25, — — 4" | 3FNZ8 5 |22TF39 5 _- = 4V¥." |25CL29 1 (25CM26 1 —_- — 
01" |29TD39 50 |22TE60 50 — — 1%" (22RZ86 25 (221039 25, — — 4s" \22TE16 5 |22TF40 5 _- — 9’ |25CL30 1 25CM27 1 _- — 
o" \99TD40 50 22TE61 50| — — 13%" |22RZ87 25 2271040 25; — — 4%" | 3FNZ9 5 |22TF41 5 _- — 9%" |25CL31 25CM28 1 _- — 
93," |29TD4A1 50 |22TE62 50 — — 2' |22RZ88 10 23KZ/5 10; — — 43%" |\22TEW/ 5 |22TF42 5 _- — 6" | 25CL32 25CM29 1 _- — 
3" /99TD42 50 |22TE63 50 — — 2¥%s" \22RZ89 10 |23KZ76 10, — — 5' | 3FPA1 5 |22TF43 5 — — _ 1%"-12 Thread Size 
31" — —|1KE38 50|.—  — 2¥2" 22RZ90 10 2271041 10 — — 5%" | 3FPA2 5 _- -|- — 342" |25C0N12 1 - —-| —- — 
4° | 3EPH5 25 22TE64 25, — — 27s" |22RZ91 10 221042 10; — — 6" | 3FPA3 5 —- -| > — 4Y" \250N13 1 — | 
4" | 3EPH6 25 |22TE65 25; —  — 3" |22RZ92 10 23KZ77 10; — — ¥q"-10 Thread Size 1%4"-7 Thread Size 
iG" | 3EPH7 95 |D9TEGR 5 tC |22RZ93 10 (22TC43 10, — — — 1° | 3FPAG 10 |23KZ85 10; — — 2" |25CL40 1 | — —| — — 
5" | SEPHA 05 | C2294 10 23KZ78 10 — — 1%" | 3FPA7 10 22TC86 10, — — 2%" 25CL41 1 25CM35 1 | — — 
6° 991D43- 05°C 22RZ95 10 (22TC44 10, — — 1%" | 3FPA8 10 22TC87 10| — — 3° (25CL42 1 25CM36 1) — — 
34-16 Thread Size 4" (22R796 5 23KZ79 5 | — — 1%" | 3FPA9 10 227C88 10| — — 3%" 25CL43 1 25CM37 1. —  — 
ve 129R733-50 122TC02 501 — tC 22RZOT 5 22TCHG «5 ~~ CSCS STAG 5 2TCBO 5 | — — 4" (D95CL44 1 25CM38 1 | — — 
4 /99R734 50 D0TCOT 50 tC 22RZ98 5 (22TCKG «5 — ~~ BCKOO 5 25CL8B 5 = = — — 4%" (25CL45 1 25CM39 1 | — — 
3; |99R735 50 23KZ55 50| — — 4¥s" \22RZ99 5 |22TC47 5 _- — 242" \22TA37 5 |22TC90 5 _- — 9’ |25CL46 1 25CM40 1 _- — 
7" |29RZ736 50 227C04 50| — — 5’ |22TA01 5 23KZ80 5 _- — 24s" |22TA38 5 |22TC91 5 _- — 5Y2" |\25CL47 1 25CM41 1 —- — 
1" |29R737 50 23KZ56 50|— — oYs" |22TAO2 5 |22TC48 5 _- — 3° | 3FPC4 5 227092 5 _- = 6" |25CL48 1 25CM42 1 —- — 
TV" |22R738 50 227005 50| — — oY" |22TAO3 5 |22TC49 5 _- — 34s" | 3FPC5 5 |22TC93 5 _- — 
6" |22TA04 5 (22TC50 5 | — — 3%" | 3FPC6 5 22RZ74 5) — — | CONTINUED | ] 
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O GRAINGER.COM Hex Head Cap Screws 
. | CONTINUED: PLAIN (ZINC PLATED'BLACK OXIDE PLAIN ZINC PLATED|BLACK OXIDE PLAIN ZINC PLATED|BLACK OXIDE 
Item Pkg.| Item Pkg.) Item Pkg. Item Pkg.| Item Pkg.| Item Pkg. Item Pkg.| Item Pkg.| Item Pkg. 
Grade 5 Steel Hex Length) No. Qty.) No. Qty.| No. Qty. Length No. Qty., No. Qty., No. Qty. Length) No. Qty.) No. Qty.) No. Qty. 
1%"-12 Thread Size 1%"-6 Thread Size 1%"-12 Thread Size 
Head Cap Screws  \250N16 1), — —| — — 3" |25CL56 1 \25CM49 1 | — — 3° |250N26 1/ — —| — — 
3" (25CN17_11.— —|—  — 3%" |25CL57 1 25CM50 1 — — 4 |25CN27_11.— —| —  — 
a ache 1 | — | — 4 25CL58 1 25CM51 1|/— — a each 1 Lo | 
a (25tni0.1 | — —| —_ — 4%" 25CL59 1 25¢CM52 1. = =— — 6" |250N29 1/.— —| —  — 
4%" (250N20 1 — —| — — 5" 25cL60 1 25CM53 1, — — 
5" (25CN21_11.— —|—  — 5%" \25CL61 1 25CM54 1) — — 
5%" 250N22 1, — —| — — 6" 25cL62 1 25¢CM55 1, — — 
6’ 250N23 1. — —| — — 
PLAIN ZINC PLATED PLAIN ZINC PLATED PLAIN ZINC PLATED 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. No. Qty. Length No. Qty. No. Qty. Length No. Qty. No. Qty. 
34"-16 Thread Size 1V" | 38WG57 25 | 38WG79 25 ov; | 383WM47. +5 | 38WN57 5 
. iy % | 383WGO9 50 | 38TM16 50 ty" | 38WM09 25 | 38WN27 25 9%" | 38WM48 5 | 38WN58 5 
Made in North 5%" | 38WG10 50 | 38TM17 50 2" | 38WM11 10 | 38WN28 10 0%; | 383WM49 5 | 38WN59 5 
% | 38WG11 50 | 38TM18 50 Vs" | 38WM12 10 | 38WN29 10 3" | 38WM50 5  3S8WNGO 5 
A . G d 7 | 38WG12 50 | 38TM19 50 2%" | 38WM13. 10 | 38WN30 10 3%" | 38WM52. #5 | 38WNG1 5 
merica Grade 5 {" | 38WG13 50. 38TM20 50 23," | 38WMi4 10 | 38WN31 10 4° | 38WM54. 5 | 38WNG2 5 
Tv" | 38WJ63 50 | 38WN97 50 3" | 38WM15 10 | 38WN32 10 4%" | 38WM55 5 | 38WN63 5 
Steel Hex Head iv" | 38WJ64 50 38TM50 50 375" | 38WM17 10 | 38WN33 10 5° 38WM56 5 | 38WNG4 5 
1¥° | 38WJ65 50 | 38TM51 50 4° | 38WMi9 5 | 38WN34 5 5%" | 38WM57. +5 | 38WN65 5 
Cap Screws 0" | 38WJ66 25 | 38TM52 25 5" | 38WM20. 5 | 38WN35 5 6’ | 383WM58 5 | 38WN6G 5 
Sit SBWIBS—25—| SIM eS SBWET 25 | S8wG8s 25 ti) sewead 5 38737 5 
2 2 
Meet ASME B18.2.1 standards. 97° | 38WJ69 25 | 381M55 25 ve | 38WG22 25 | 38WG89 25 17% | 38WG31 5 | 38WG92 5 
PLAIN ZINC PLATED 3" | 38WJ70 25 | 38TM56 25 1v" | 38WK31 25 | 38WP34 25 2 | 38WG32. 5 | + 38TM32.~=+5 
item PRG item. Pk 3Vs' | 38WJ71 25 | 38WNQ8 25 1% | 38WK32. 10 | 38WP35 10 Vs" | 38WK95 5 | 38WP68 5 
Lenath| No Oty. No Ot. 3%" | 38WJ72. 25 | 38TM57 25 2" | 38WK33 10 | 38WP36 10 0%" | 38WK96 5 | 38WP69 5 
; ODD Thread Size ME HE 39," | 38WJ73 25 | 38WN9Q 25 vs" | 38WK34. 10 | 38WZ13 110 29" | 38WT61 30  38WP70 5 
1 SBWGO2 100 | SEWHEE 1800 4° | 38WJ74. 10 | 38TM58 10 oy __38WK35 10 | 38TM80 10 3" | 38WK98 5 | 38IN03. 5 
“| 3aWG03 100-1 3aWHaT 1600 4%" | 38WJ76 10 381M59 10 38WK42 +5 = = 3Vs" | 38WK99. 5 | 38INOd 5 
v1 3aWG04 100-1 3aWHaa 1400 4¥;" | 38WJ77. 10 | 38WPO1 10 oy, _S8WK36 10 | 38WZ15 90 3%" | 38WLO1 5 | 38TNO5> 5 
7-1 38W]24 100-1 3aWN78 100 5" | 38WJ78 10 | 38TM60 10 38WK43.—+5 = = 3¥; | 38WLO2 5 | 38IN06 5 
i—-38Wwios 100-1 3eWNyS 100 5%" | 38WJ79 10 | 38WPO2 10 3" | 38WK37._ 10 | 38TM81 10 4 | 38WLO3. 5 | 38INO7. 5 
T-- Sawa 100-1 3BWY23 000 6’ | 38WJ80 10 | 38WPO3 10 3Vs' | 38WK38. 10 | 38WP37 10 4%" | 38WLO5. 5 | 38TNO8 5 
iat aaWI87 100-1 aBWY24— 900 3h"-24 Thread Size 3%" | 38WK39 10 | 381M82 10 5’ | 38WLO6 5 | 38TNO9 5 
737-1 a8WI2d —100-|a8WY5 700 % | 38WG48 50 | 38WG74 50 3¥;' | 38WK40 10 | 38WP38 10 5%" | 38WLO7. 5 | 38TINi0. 5 
s—1-3awig0 501 a8TM3 50 {" | 38WG50 50 38TM15 50 4" | 38WK41 5 | 38WP39 5 6’ | 38WLO8 1 + 38WP71 1 
oF -3aWIS1 50-1 38TM3e 80 Tv" | 38WL85 50 | 38WNO8 50 5" = —~ | 38WZ21 55 7"-14 Thread Size 
sie 3aWIa2 501 38TM37 50 ty" | 38WL86 50 | 38WNO9 50 %e"-18 Thread Size 1 | 38WG65 5 = = 
59," 1 3aWI33 501 38TM38 50 1¥° | 38WL87 50 | 38WN10 50 {" | 38WG58 25 | 38WG80 25 2" | 38WG66 5 | 3eWGs4 5 
7 —1-3awiga 501 a8TM39 20 0" | 38WL88 25 | 38WN11 25 Tv" | 38WM21 25 | 38WN36 25 2% | 38WM60 5 | 38WN67 5 
ay" -3aWIds 501 SEWNBO 50 Vs | 38WL89 25 | 38WN12 25 1y" | 38WM22 10 | 38WN37 10 3" | 38WM62 5 38WN6S 5 
a-13aWise 50-1 38TM40 50 2%" | 38WL90 25 | 38WN13 25 > |38WM23 10 | 38WN38 10 3%" | 38WM64. 5 | 38WN69 5 
50," | 3aWI37 501 SaWY33 350 9%; | 38WL91 25 | 38WN14 25 38WU65 120 = = 4 | 38WM66 5 | 38WN70 5 
7 —-1-3aWise 251 38M 35 3" | 38WL92 25 | 38WN15 25 2%" | 38WM25 10 | 38WN39 10 4%" | 38WM67.—~+5 = = 
aF-+-3aWisg os} SaWNET 25 3%" | 38WL93. 25 | 38WN16 25 3" | 38WM27 10 | 38WN40 10 5’ | 33WM68 5 S8WN71 5 
ra -3aWiao os} 3aWNa? 5 4 | 38WL95 10 | 38WNi7 10 3%" | 38WM29 10 | 38WN41 10 5%" | 38WM69 5 | 38WN72 5 
ot —-3aWildi >| SaWNBS 5 7e"-14 Thread Size 4" | 38WM31 5 | 38WN42 5 6’ | 38WM70 1 38WN73. 1 
sr -3aWid2 os 3eWNEd Oe % | 38WG14 25 | 38TM21 25 6" | 38WM32. 5 — = 1"-8 Thread Size 
a 1-3aWila3- >| SaWNES 55 73° | 38WG15 25 | 38WH99 400 54"-11 Thread Size 1" | 38WG33. 5 | 38WG93 5 
Ve-O8 Vhread Size {" | 38WGi6 25 | 381M22 25 {" | 38WG23 10 | 38T™M26 10 1y | 38WG34..=5 + 38WG94 5 
ee SEWGH 100 | S8WHGT 1800 Tv" | 38WJ87 25 | 38WP11 25 Tv" | 38WG24. 10 | 38TM27 10 2 | 38WG35 5 | 38WG95 5 
“a -|-3BWG42 100-1 38WG70 100 tv" | 38WJ88 25 | 38WP12 25 {Vv | 38WG25 10 | 38TM28 10 Vs; | 38WG36. 5 | 381M33.. ‘5 
v7 -|-a38WG4s 100-1 38WHeo 7400 1¥° | 38WJ89 25 | 381M61 25 1y° | 38WK44. 10 | 38WP41 10 9%" | 38WL14. 5 | 38WP79 5 
7 3aWL5 100-1 38WM83 — 100 0" | 38WJ90 25  38TM62 25 2 | 38WK45. 5 | 38WP42 5 0%; | 38WL15 5 | 38WP80 5 
7"—|-38WLe0 100-1 38WNBa 100 Vs | 38WJ91 10 | 38T™MG3 10 Vs | 38WK46 5 | 381M83. 5 3" | 38WL16 5  38WP81 5 
7-1 -38WL61 100-1 3aWMes 100 2%" | 38WJ92. 10 | 38T™MG4 10 v5" | 38WK47. 5 | 38TM84 5 3V | 38WL17. +5 | 38IN11 5 
7-1 -38WL62 100-1 3aWMee 100 0% | 38WJ93. 10 | 38TM65 10 09° | 38WK48 5 | 38TM85 5 3%" | 38WL18 5 | 38WP82 5 
137-1 -3aWLe3 100-1 3aWMa7 100 3" | 38wJ94 10 | 38TM66 10 3" | 38WwK49. 5 38TM86 5 3¥; | 38WL19 5 | 38WP83 5 
5*—-agWL6a-— 50 1 38WM88 50 3Vs" | 38WJ95 10 | 38WY83 140 3Vs" | 38WK50 5 | 38WP43 5 4" | 38WL20. 5 | 38TNi2 5 
s-|-S8WL6S 201 SEWHBO 20 3%" | 38WJ96. 10 | 38TM67 ~ 10 315" = —~ |} 38TM87.—~+5 4%" | 38WL21. 5 | 38WP84 5 
575-1 -S8WL6E 201 SEWRISO 20 3¥; | 38WJ97. 10 | 38WP13 10 3%, | 38WK52. 5 | 38WP44 5 5’ | 38WL22 5 | 38WP85 5 
53-1 -38WL67 201 SEWROT 20 4 | 38wi98 10 | 38TM68 10 4 | 38WK53. 5 | 38TM88. 5 5%" | 38WL23. 5 | 38WP86 5 
= —|-3awLlea 201 38WMG2 20 4%" | 38WJ99 10 38WP14 10 4%" | 38WK55 +5 | 387M89 +5 6’ | 38WL24 1 38wPs7 1 
37-1 3BWLES S01 SEW 50 5" | 38WKO1 10 | 38WP15 10 5’ | 38WK56. 5 | 38TM90 5 1"-14 Thread Size 
33," | 38WL70 501 SEW 50 55" | 38WKO2 10 | 38WY89 980 5%" | 38WK57. +5 +~| 38TM91~—«+5 1 | 38WG67 «5 = = 
7 —1-3aWL71 25 3B W G5 35 6’ | 38WKO3. 5  38WP17 5 6’ | 38WK58 5 | 38TM92 #5 1% | 38WM75. 5 = = 
518 Thread Size 7e"-20 Thread Size 54"-18 Thread Size 2" | 38WH66 30 = —= 
i SBWGGS 100 | SWHeS 1000 % | 38WG51 25 | 38WG75 25 {" | 38WG60 10 | 38WG81 10 Vs | 38WM77.—*5 = = 
“—|-38WGOR 100-1 38WHo0 71000 {" | 38WG53 25  38WG76 25 {vs | 38WG62 10 | 38WG82 10 oy _S8WM71 5 = — 
v-|-38WG0T 100-1 38WHO1— 800 Tv" | 38WL96 25 | 38WN18 25 1y° | 38WM33 10 | 38WN43 10 38WM78. +5 = = 
7 -|-38WGOR 100-1 3eWGB6 100 1v" | 38WL97 25 | 38WN19 25 2 | 38WM34 5 | 38WN44 5 2%," | 38WM79 +5 = = 
7"—|-38WJ4a-—100-1 3BWNeS —T00 TY | 38WL98 25 | 38WN20 25 Vs | 383WM35 5 | 38WN45 5 3" | 38WM73. +5 = 
7-1 -38W)ds —100-|-38WNSO 100 0" | 38WL99 25 | 38WN21 25 0%" | 383WM36. 5 | 38WN46 5 315" = — |} 38WN74. 5 
1 = —-Sawvaa 500 2Vs' | 383WMO1 10 | 38WN22 10 0%; | 383WM37. +5 +~| 38WN47 ~=+5 re = —~ 38WG85 +5 
737° 38WJde S01 38TMa3 50 2%" | 38WM02 10 | 38WN23 10 3" | 38WM38 5 | 38WN48 5 = —~} 38WN75. +5 
s—1-3awl4o 501 a8TM4a 20 3" | 38wM04 10 | 38WN24 10 3V;, | 383WM39. 5 | 38WN49 5 5" = —} 38WN76 5 
oF 3aWIs0 501 38TMda 50 3%" | 38WM06 10 | 38WN25 10 3%" | 383WM40 5 | 38WN50 5 5%" | 38WM80 5 = = 
sie 3aWIsT S01 a8TMd5 50 4" | 38wm0s 10 | 38WN26 10 4° | 38WM41 5 | 38WN51 5 6 33wM81 1 | 3eWN77 ‘1 
7 —1-3awies 501 a8TM47 20 % | 38WG17 25 | 381M23. 25 5" | 38WM43 5 | 38WN53. 5 ive) 38WL39 = = 
3"-13aWiss S01 3aWYS0 350 7° | 38WG18 25 | 38WG87 25 5%" | 383WM44 5 | 38WN54 5 "| 38WG37 = = 
30," | 3aWIbe 251 38TMa8 35 1" | 38WG19 25. 38TM24 25 6’ | 38WM45 5 | 38WN55 5 2% | 38WG38 1 | 38WG9e 1 
7 —1-3aWie7 51 aeTM49 Tv" | 38WG20 25 | 38TM25 25 3-10 Thread Size 3" | 38WL34. 1 | 38WP9 1 
WF-+-3aWie9 os SaWNGT 25 1" | 38WKO4 25 | 38WP20 25 1" | 38WG26 10 | 38WG90 10 3%" | 38WL35 +1 +~| 38WP96 1 
o—1-3aWIkO 251 3aWNo2 55 1¥ | 38WKO5 25 | 38WP21 25 1" | 38WG27 10 | 38WG91 10 4° | 38WL36. 1 | 38WPO97 1 
ST aeWiel =| 3eWNOs Oe "| 38WK06 10 | 38TM69 10 tv" | 38WG28 10 | 38TM29 10 4%" | 38WL37..=«1~+~| «38WP98. 1 
a —-3BWIE2 35 SEWNRA Oe Vs" | 38WKO7. 10 | 38T™M70 10 Ty" | 38WG29 10 | 38TM30 10 5’ | 38WL38 1 | 38WPo9 
53,54 Threadl S1z6 2%" | 38WKO8 10 | 381™M71 10 2" | 38WK68 5 | 38WP55 5 5" —~/} 38wroi 1 
 aaWGd DOT ser 0 2%; | 38WKO9 10 | 381M72 10 Vs | 38WK69 5 | 38WP56 5 6° | 38WwL40 1 38WROZ 7 
“| 3aWG45 100-1 3aWG72 100 3" | 38WKi0. 10 | 38TM73 10 0%5" | 38WK70. 5 | 38WP57 5 1%:"-7 Thread Size 
o--|-aWGde 100-1 3aWe7s 100 3Vs' | 38WK11 10 | 38WP22 10 0%; | 38WK71 +5 | 381M93.. ‘+5 9" | 38WG39 = = 
a" —|-3aWL73 100-1 SEWM96 —T00 3%" | 38WK12 10 | 38T™M74 10 3" | 38WK72.. 5 | 38TM94. =‘ 2% | 38WG40 1 | 38WG97 1 
7-1 38WL73 100-1 3aWMa7 100 3%, | 38WK13. 10 | 38WP23 10 3Vs' | 38WK73. 5 | 38TM95 ‘5 3" | 38WL46 1 | 38WRO, 1 
74-1 38WL7a 100-1 3aWMs 100 4° | 38WK14. 5 | 381M75. 5 3%" | 38WK74. 5 | 38TM96. 5 3%" | 38WL47. +1 +~| 38WROS 1 
737-1 38WL7E 501 3aWMao 50 4%" | 38WKi6 5 | 381M76 5 3¥ | 38WK75 5 | 38WZ44 35 4 | 38WL48 1 | 38wRog 1 
5*—1-3aWL7e 01 3eWNDT 20 4¥;" | 38WK17. 5 | 38WP24 +5 4° | 38WK76 5 | 381M97. ‘5 4%" | 38WL49. #1 + #38WR10 1 
oVF-1-3BWL77 501 3EWNO2 50 5’ | 38WKi8 5 | 38TM77.~ 5 4%" | 38WK78. 5 | 381M98 5 5’ | 38WL50 #1 | 38WRil 1 
sia" 3BWL78 S01 3eWNOS 50 5%" | 38WK20. 5 | 381M78 5 5’ | 38WK80. 5 38TM99 5 5%" | 38WL51 #1 +~| 38WRI2 ~~ 1 
59," | 38WL79—S0 1 3eWNOE 50 6’ | 38WK21 5 | 38TM79 5 5%" | 38WK82. 5 | 38INO1 5 6’ | 38WL52. #1 | 38WRi3 1 
—1-3awLey 501 3aWN0s 20 ¥"-20 Thread Size 6’ | 38WK83. 5 | 38INO2 5 
7 —1-3awLea 251 3aWNO7 25 {" | 38WG56 25  38WG78 25 1v>" | 38WG63 10 | 38WG83 10 
2" | 38WM46 5 | 38WN56 5 
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FASTENERS 
Hex Head Cap Screws 


Scan. Order. Done. 
Details on page A1. 








Head Cap Screws 


Grade 8 is comparable to 
metric Class 10.9. Meet ASME 
B18.2.1 standards. 


ZINC YELLOW PLAIN 
Item Pkg. Item Pkg. 
Length No. Qty. No. Oty. 


"= read Size 
2 | — —| 6YAN 00 


“| 106541 100; — 
8 | 200P28 100 25CNd 00 
, 0H330 00 A4 00 
8 | 221G82  100_ 7 00 
%' | 227G83 = 100_ 14 00 
4’ | 227G84 50 | 50 
sr | 25CP29 50 
“| 25CP30 50 | 25CN52 50 
2° | 227G8/ 50 | (90 
4" | 20CP31 50 | 25CN5 50 
4’ | 23LA26 25 | 6YCH4 25 
22768825 78 
227689 25 7925 
_22TG90 25 | BO a] 
Oo" | 227G91 25 | i 5 
6 | 22TG92 25 5 
4"-28 Thread Size 
;" BYE 00 BYAN4 00 
g' | 200135 100 | 6YANDS 00 
A" BY AJS 00 BYANE 00 
8 | 20CT36 100 | Ag 00 
DN58 00 — — 
8 | 22tJ91  100_ 00 
| 25CT38 100 | — 
—25DN59 50 | 
| 25CT40 50 ) 50 
| 22Tse2 50 
4" | 200141 50 | 25CR5 00 
"| 23LAes 50 [7 — 
2" | 227/93 50 | 6RLU/ 50 
4" | 200743 50 | 25CR5 50 
"| 23LA64 25 | 23LAS 
Aye" | 22Td94 25 925 
"| 290744 25 | 0 5 
oY2 | 22795 25 | 5 
¢ —200T45 25 | 5 
Vie'=1 read Size 
g' | 20CP32 100 | 2oCNd6 00 
A 0H 00 HYANE 00 
| 200P33 100 | 25CN5/ —100 
q 0H 00 : 00 
g | 227G93 100 BO 00 
% | 227G94 100. B/7 00 
4" | 227TG96 50 | 25CN58 50 
4’ | 20CP34 50 | 25CN60 50 
4" | 20CP35 25 _ | ~25CN6 5 
4% | 221G99 25 00 | 
Ave" | 22THO1 25 | : 5 
o_| 22THO2 25 = — 
2 | 22THO3 25 d 
Vie read Size 
2 | 209DN60_ 100_ 00 
8 | 20CT48 100 | ROA 00 
A HYAJS 00 1 00 
8 | 200749 100. 00 
"| 6YAKO 100; — SS — 
2 | 200Tst 100) — = 
"| 25DN6T 50 | — 
4 | 2007193 50 | 25CR56 50 
2’ | 200194 50 | — = 
"| 23LA65 50 | — 
4" | 200150 50 | 25CR58 50 
" 5 YAXY () D 50 
4’ | 23LA66 25 | GRLWO 25 
Ave | 22TJ97 25 | GRLW 
5" | 2279825 | GRLW 5 
5%" | 22TJ99 25 | GRLW 5 
6 | 22TKOL = 25 | GRLW4 25 
¥e"-16 Thread Size 
2" | 23LA30 50 | 6YAP 20 
8 | 20CP38 50 | O6YAP 20 
g' | 20DN52 50 | 25CNE6 50 
"| 23LA32_ 50 | 106542 50 
“| 25CPA1 25 | 25CNG4 25 
4% | 22thHi2 10 | Vi 0 
AY" | 22TH13 10 | = = 
Ayy’ | 22TH14 10 | Ji 0 
_—22TH1Id9 = =10 |) — — 
2 | 22TH16 10 | = = 
_22TH17 10 | J: 0 
¢ — 22TH18 10 | = = 
Yei= read Size 
"| 25CT56 50 | i t 
8 | 20CTs/ 50 | RG 50 
“| 23LA67 50 | GYAP4 50 
g° | 250758 50 | 25CR63 50 
250759 50 | 2EB48 50 
* | 250160 50) — — 
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Min. thread length is calculated using the screw’s length. The formula is dia. x 2 + 1/4". For example, 
1/4-20 x 4: 1/4 x 2= 1/2". 1/2" + 1/4" = 3/4". This item would have at least 3/4" thread. Longer than 6" 
are available at Grainger.com®; search for "hex head cap screws." 


Length 





ZINC YELLOW PLAIN ZINC YELLOW PLAIN 
Item Pkg. Item Pkg. Item Pkg. 
No. Qty. No. Qty. No. : 

—25DN62 25 5 
~25CT63. 25) 
—23LA69 25 
~25CT65 25 | 25CR64 25 
—25CT66 25 
~23LA70. 10 | 
~22TKO2 10 910 
~22TK03 10 | 25CR66 10 
~22TKO4 10 » 10 
~23LA71 10 | 6RIW5 10 
K05 0 0 

0 0 

0 

0 


| — _—|_O6YAP8 i] 
| B69 5 
_25CP44_ 10 ~| ~25CN6S 0 
_25CP45 10 | N70 0 
_22TH24 10 | — _ | Sl | 
_25CP46 10 | N 0 _22TK28 10 | 
—22TH25 10) = _25DN73 5 
_23LA42 10) — = 4 | 20CU01 5 BA 
_ 22TH26 10 | A2S 0 2 | 221K29 5 | — 
— 23LA43 5 | 6RLWS 4 | 22TK30 — 5 Ré 
read Size q | 22TK32 5 BE 
_25DN63 25 | RE 2 | 221K33 59 | — 
DNG A0G 9 4" | 22TK34 — 5 | 25CR87 
25017125 | 4 5 A" | 22TK35 =D | 
238017225 | JI 9 AVs" | 221K36 0 o/ 
DNE = = Ayo" | — _— | 6RMA 
_29CT/4 10 | 25CR6é 0 Aya" | 221K38 5 od 
230175 10) — | — _— | 6RMA 
_25DN66 10 — — oY" | 20CU02 5 ~~ ~=6RMA4 
_25CT77 10 =| = 25CR6S 0 5 U|SCUC~Sst<C*«S *+|SC«RRMASB 
—22TKO8 = =10 | = ya"-10 Thread Size 
_25CT78 =10 | 25CRZ0 0 “| 22TH70 10 =| 25CN8S 
_25DN67 10 | — — 4" | 22TH/1 10 | Gf 
_25CT79 = 10 | 25CR7 0 | 22TH72 10 | 1 
DN6E 0 — — 4" | 22TH73 10 | 
250780 10 | 25CR7 0 | —  _— | 4s 
— 23LA74 5 | 25CR7 5 4 | 22TH/> 5s | U5 
read Size 4 | 200P74 5 | 6RMAS 
_25DN54 25 | «6 YAR 5 4" 5CP75 5 5CN90 
| — _—| O6Y¥A 5 Avy" | 22TH81 0 
_ 22TH382 25 | 5 5Y | 22TH85 5 | 4 
_ 23LA47 10 | N 0 2 BE = 
_25CP50 10 | N74 0 /s"-16 Thread Size 
_22TH39 5 4’ | 20CU07 10 | : 
—22TH42 5 — 4 | 20CU08 10 | i 
—22TH48 5 ~~ 22TK45 55 
read Size 4 | 20CU09 5 ROE 
_23LA75 25 | A60 a 2’ | 20CU10 5 U9E 
—23LA/6 25) — — 4" | 20CU12— 5 | 25CR97 
_22TKO9 25 | BD | 20cui3. ob | 
—22TKI0 25 — 4" | 20CU14 5 | 25CR9 
~22TKIT 25 | — __ A1/," —622TK48 5 Ce DG 
DN6S 0 = = Ayo" | 221K49 5 | — 
250781 = 8910) _ Aya" | 221K90 90 bg 
—20CT82. 10 | — ov | — —| 6 i 
_22TK12 10: | 25CR74 0 7 2 
—23LA77 10 | — _ gis 
25078310 | 25CR75 0 p" 
200784 810) — — 4" 
_25CT85 = 10 | = 25CR7E 0 4 
DN70 — — iy" 
_ 22TK13 5 a A" 
_22TK14 5 | : 5 Ay 
_ — — | 25CR77 +5 . 
read Size 4" 
_25DN55 25 _-| = 25CN8 5 o 
_25CP57 25 | : 5 A" 
_25CP58 25 | | é 
_22TA98 10 | 6YARS 0 A's 
_23LA49 10 | 6YATO 0 AY, 
_25CP59 10 | Né 0 
_25CP60 10 | 6RLX9 0 2 
_25CP61_—s10 | Né 0 6 
DND5€ 0 BRLYC 10 3-14 Thread Size 
_25CP62_ 10 | N84 0 2 | 2cul/ 5 D4 
_25CP63 10 | G6RLY 0 __ — — _\_ 6bYAUS 
_25CP64 10 | 25CN85 0 4 | 25CU18 5 05 
__— _—|_ ORLY 9 2" | 29CU19 5 | 6YAVO 
_22TH48 5 |_COGRLY 4" | 20CU20 5 25CT06 
_22TH49 5 | SC GRLY4 9 "| — _— | _ 6RME8 
—22TH50 5 | —SCGRLY5 9 4" | 20CU21 5 | «25CT07 
_22THo1 5 | _«CORLY6 9 2" K60 DRMES 
read Size a’ | 28002205 | — 
_ 6YAL2 25 || 25CR7E 9 4" | —  _— | 6RMFO 
_25CT88 = 25 | 25CR7S 9 Ayo" | — _—| 6RW 
—29CT89 =. 25 | = 25CR8L 9 | — _—| O6RN 
_25CT90  =10 =| 25CRé 0 ov | — _— | ORN 
_ 22TK23 10 | 6YA 0 777 B/ 
_25CT91 10 | ~6RLY7 0 
250792 10 | G6RLY8& 0 
_ 25079310 | RE 0 
—25DN71 10 |) — — 
250794 10 | 25CR8 0 
_25CT95 10 | 6RLZO 0 
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ZINC YELLOW PLAIN 
Item Pkg. Item Pkg. 
Length No. Oty. No. Oty. 

1"- read Size 

2 | 20CP97_ 5 | _—«BYAV 9 
“| 25CP98 5 | 25CP02 5 
| 25CP99 5 | ~GYAV2 5 
“| 25CR01 5 | 6YAV 5 
—_ —  —| 6YAV4 5 
i’ | 25CRO02_ 5 | 25CP03 5 
5° | 227U06 5 | 25CP04 5 
“| 25CRO03_ 5 | 25CP05 5 
4" | 22Ts07— «5 | «GRMFQ 5 
AW ns 5 aa —— 
5 





2 | 200825 | 25 
: y) 


oro 





5 
5 
2 | 200U28 1 | 25Ci14 
d —250U29_ 1 | 280715 
4%" | 25sCU30 1 | 25crie 
5 _25CU31_ 1 | 25CT17 
oO" | 200U32_ 1 | =25CT18 
Si 2 
= read Size 
| tke Tt fT 
2 | 200R24 1 | i 
qr | 25CR25 | 
Aye | 25CR26 tt | 
_20CR27 1 g 
o%' | 25CR268 1 | =— = 
gY| 25CR29 1 | 25CP20 
1%"-1 read Size 
"| acu4o of | —  — 
“| 2000411 | 2 
"| 200U42) 1 | 
qr | 25cU43 
AY" | 200U44 1 | «250124 
5 
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O GRAINGER.COM Hex Head Cap Screws 
MADE IN NORTH AMERICA MADE IN NORTH AMERICA MADE IN NORTH AMERICA 
PLAIN ZINC YELLOW PLAIN ZINC YELLOW PLAIN ZINC YELLOW 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. No. Qty. Length No. Qty. No. Qty. Length No. Qty. No. Qty. 
y 7s | 382116 50 | 381N21 50 Vs" | 6HAC9 10 | 38TR96 10 13:" | 381N49 10 | 382789 10 
S IH {" | 38ZU47 500 38TN22 50 5" | 6HADO 10 | 38TR97 10 0 | 387¥57. +5 | 382230. ~~«S 
Grade 8 Steel Hex {vs + 382W20 50 | 38ZX25. 50 29," | 382Y41 10 | 38TR98 10 ov" | 387Y58 5 | 3822315 
1%" | 39AA07 350 38TP21 50 3" 6HAD1 10 | 38TR99 10 OV" — — | 38272325 
Head Cap Screws 13" | 381N77 50 | 38TP22 50 31," | 38ZY42 10 | 382212 10 5%" | 6HAF1 5 | 381128 5 
en 2a oe ee ee 
14° | 39AA10 275 | 38TP24 25 7 4 1 
Grade 8 is comparable to metric Class 0%" | 6GZX9 25 | 38TP25 25 4" | 38TR32.. +5 | 381102 5 31>" | 6HAF3 5 | 3817130. 5 
10.9. Meet ASME B18.2.1 standards. EA 6GZY0 05 381TP26 05 Ai" SaTRS3 5 eaTTis 5 af Lak 2 beet 2 
3" 6GZ¥1 25 | 381P27 25 5" 6HADS +5 4. 5 ; 4 
MADE IN NORTH AMERICA 3s" | 6GZY2 25 | 382X26 25 Bi" — — | 381105 5 45" | 6HAF5S 5 | 3817325 
PLAIN ZINC YELLOW 315" | 6GZY3 25 | 38TP28 25 o 6GHAD6 5 | 381106 5 5 GHAF6 5 | 381133. +5 
Item Pkg. Item Pkg. 39s" | 38Z2W21 25 | 382X27 25 6"-12 Thread Size 51" | 3QAF46 25 | 381134. 5 
Length No.  Qty.| No. __ Oty. ry 6GZY4_ 10 | 38TP29 10 1" 382118 25 | 1UY29 25 6° | 39AF47. 25 | 381135 5 
¥i"-20 Thread Size 4¥" | 6GZY5 10 | 38TP30 10 Tv" | 38TN15 25.) 1UY30 25 7#"-9 Thread Size 
¥' | 382U36 1800) 1UE36 100 5" 6GZ2¥6 10. 38TP31 10 1" | 382W47 25 | 38ZX43. ye  38Z2U63. 50 | 382127 5 
%" | 382U37 1600| 1UE37 100 5%" | 6GZY7 10 | 38TP32 10 13%" | 382W48 10 | 382X44 10 13;" | 382U64 45 | 382128 5 
¥;" | 382U38 1400| 1UE38 100 g' 6GZY8 10 | 381P33 10 > | 387w49 10 | 382ZX45 10 > | 387U65 40 | 381N35 5 
7" | 38ZW11 100 | 38ZX17_ 100 34-24 Thread Size DV, | 38Z2W50 10 | 38TP61 10 Vs' | 38Z2W74. 5 | 382X705 
"| 38ZW12 100 38ZX18 100 y —) 38TN50 50 o>" | 3QAA66  100| 38TP62 10 0%)" | 382W75 5 | 382X71. +5 
vs" | 6KWZ5 100 1UE39 100 54" | 88215250 38278450 5%5" | 38Z2W51 10 | 38ZX46 10 5%5" | 382W76 5 | 382X725 
1%" | 6KWz6 100 1UE40 100 y;" | 38Z2V34 600 | 381N51 50 3" | 39AA68 80 | 38TP63 10 3" | 39AC14. 30 | 38TP98 5 
13;" | 381N63 100 1UE41 100 7° | 382153. 50 | 382185 50 31s" | 38ZW52 10 | 382X47 10 3," | 38Z2W77 5 | 382X735 
9" 6KWZ8 50 | 38TN98 50 {" | 38ZV36 500 38TN52 50 315" | 39AA70 70 | 38TP64 10 31)" | 39AC16 25 | 38TP99 5 
DV" | 382275 600 | 381N99 50 Tv" | 382¥28 50. 38ZY99 50 3Ys" | 38Z2W53 10 | 38ZX48 10 3%," | 38Z2W78 5 | 382X745 
ov" | 6KWZ9 50 | 38TPO1 50 1%" | 6GZY9 50. 38TR73 50 4" | 39AA72 65 | 381P65 5 4" | 39AC18 25 | 38TRO1 5 
5%" | 6KXAQ 50 | 38TP02 50 1%" | 38TR27. 50. 38TR74 50 4¥5" | 39AA73 60 | 38TP66 5 4¥5" | 39AC20 20 | 38TRO2 5 
3! 6KXA1 50 | 38TP03 50 9" 6G2Z1 25 | 38TR75 25 5° | 39AA74. 55 | 38TP67. ‘5 5° | 39AC21 20 | 38TRO3 5 
31," | 38Z2W13 50 | 382X19 50 Vs | 6G2Z22 25 | 38TR76 25 5%" | 39AA75 50 | 38TP68 5 5%" | 39AC22 20 | 38TRO4 5 
31>" | 38TN64 50 | 38TP04 50 1%" | 6G2Z23 25 | 38TR77 25 6° | 39AA76 45 | 38TP69 5 6 | 38TN94. 1 | 38TRO5. 1 
3%" | 38Z2W14 50 | 382X20 50 5¥5" | 382ZY29 25 | 382201 25 %6"-18 Thread Size 74"-14 Thread Size 
a" 3822782 350 | 38TP05 25 3" 6G2Z4. 25 | 38TR78 25 1" 382155 25 | ZEA? 25 1%" | 382157 5 | 382190 5 
av" | 381N65 25 | 38TP06 25 315" | 38ZY30 25 | 38TR79 25 vs" | 381N44 25 | 382187 25 | 38751 40 | 38TN62 5 
5" | 381N66 25 | 38TPO7 25 315" | 38TR28. 25 | 38TR80 25 1h" | 387V44 25 | 382214 25 i; | 382ZY64. 5 | 3822739. 5 
5" | 381N67 25 | 38TP08 25 39," | 38ZY31 25 | 382202 25 1%" | 38245 10 | 382215 10 5%" | 38Z¥65 5 | 382240 5 
6 | 38TN68 25. 38TPO9 25 a 6G2Z6 10 | 38TR81 10 | 387¥46 10 | 382216 10 5%," | 382Y66 5 | 382241. 5 
¥:"-28 Thread Size 45" | 38ZY32 10 | 38TR82 10 %s° | 39AF09 110| 38ZZ17 10 3" | 39AF52 30 | 381140 5 
ys | 382V26 1800| 1UY94 100 5" | 39AE73 130 38TR83 10 9%" | 39AF10 100| 382218 10 31," | 382Y67 5 | 382242 5 
% | 38ZV27 1600| 382181 100 51" | 39AE74 120 | 38TR84 10 9," | 38ZYA7 10 | 382219 10 31)" | 3QAF54. 25 | 381141 5 
y;" | 38ZV28 1400| 1UY95 100 6° | 39AE75 110 38TR85 10 3" | 39AF12. 80 | 381111 10 4" | 39AF55 25 | 381142 5 
7° | 38Z¥16 100 | 382Y87 100  \7e"-44 Thread Size 315° | 382Z¥48 10 | 382220 10 45" | 3QAF56 20 | 381143. 5 
{" | 38Z¥17_ 100 38ZY88 100 y | 381N13. 25 | 381N23 25 315" | 30AF14. 70 | 382221 10 5° | 39AF57. 20 | 381144. ~~ 
tv" | 6KXA2 100 1UY97 100 7 | 382117 25 | 382126 25 4" | 381TR34.. +45 | 381112 ~~*5 51" | 39AF58 20 | 381145 5 
1%" | 6KXA3 100 1UY98 100 {| 38TN14. 25. 38TN24 25 45" | 38TR35. 5 | 382223. 5 6° | 38TR46. 1 | 3811461 
1%;" | 38TR17_ 100 1UY99 100 Ty" | 382W26 25 | 382X305 5" | 38TR36. 5 | 381113. 5 1"-8 Thread Size 
3" 6KXA5 50 | 38TR56 50 1" | 382W27 25 | 382X315 5%" | 381R37 5 | 382224. 5 1%" | 382U66 35 | 382129 5 
5° | 38Z¥18 50 | 382Y89 50 13" | 382W28 25 | 38TP34 25 6° | 38TR38. +5 | 381114 5 13" | 382120. 5 | 382130. 5 
V5" | 6KXA6 50 | 38TR57 50 3" 6G2Z28 25 | 38TP35 25 54-11 Thread Size >" | 387U68 30 | 38TN36 5 
5¥5" | 38Z¥19 50 | 382Y90 50 215° | 38Z2W29 10 | 38TP36 10 {" | 38ZU56 140) 38TN28 10 DV; | 382U69 25 | 381N37. 5 
3" 6KXA7 50. 38TR58 50 o>" | 381N78 10 | 38TP37 10 v7" | 38Z2U57 120 | 38TN29 10 1%)" | 38Z2W82 5 | 382X815 
315° | 38ZY20 50 | 38ZY91 50 5% | 6HAAO 10 | 38TP38 10 1%" | 38Z2U58 110 38TN30 10 5%," | 38Z2W83 5 | 382X825 
31>" | 3QAE36 400 | 38TR59 50 3" 6HAA1 10 38TP39 10 1%" | 382W54 10 | 382ZX49 10 3" | 382W84 5 | 382X835 
39s" | 38ZY21 50 | 382Y92 50 31° | 38Z2W30 10 | 382X32 10 0 | 387W55 +5 | 382X505 31," | 38Z2W85 5 | 382X845 
4" | 38TR18 25 | 38TR60 25 3/5" | 6HAA2 10 | 38TP40 10 o/s | 381N81 5 | 38TP70 5 31)" | 39AC29 20 | 38TRO7 5 
4¥5" | 38TR19 25 | 38TR61 25 3%," | 38Z2W31 10 | 382X33 10 1%" | 381N82 5 | 38TP71 5 3%," | 38Z2W86. 5 | 382X855 
5" | 38TR20. 25. 38ZY93. 25 a 6HAA3 10 38TP41 10 5% | 381N83 5 | 38TP72 5 ny — — | 38TRO8 5 
51%" | 38TR21 25 | 38TR62 25 4¥s" | 6HAA4 10 | 38TP42 10 3" | 38TN84. 5 | 38TP73. 5 4¥5" | 381N95 5 | 38TROO 5 
6 | 38TR22 25 a 5" 6HAAS 10 38TP43 10 3," | 381N85 5 | 38TP74 5 5 | 381N96 5 | 38TRI0. 5 
5/c"-18 Thread Size 5%" | 381N79 10 | 38TP44 10 315" | 6HAK? 5 | 381P75 5 5%" | 381N97. 5 | 38TRi1 5 
%" | 382U39 1000| 1UE52 100 6° | 39AA40 80 | 38TP45 5 3%," | 38Z2W56 5 | 382X51. +5 6° | 39AC35. 14. 38TRI2. 1 
5" | 382114100 | 382123100  "74e"-20 Thread Size 4 6HAK8 5 | 381P76. 5 1"-14 Thread Size 
y;" | 382U41 800 | 1UE53 100 ys" | 382154 25 | 381N53 25 4¥" | 6HADO 5 | 381P77. 5 1%" | 3827158 5 | 382191 5 
7° | 382115 100 | 382124 100 {| 38TN40. 25. 38TN54 25 5" GHAEO 5 | 381P78 +5 13;" | 382759 5 | 382792 5 
"| 38ZW15 100 38ZX21 100 Tv" | 382V33 25 | 382203. 25 5%" | 6HAE1 5 | 38TP79 5 0 | 38754 30 | 382193 +5 
v7," | 382W16 100 38ZX22 100 1" | 382V34. 25 | 382204. 25 6" GHAE2 5 | 381P80. 5 os | 382160 5 | 382194. 5 
1%" | 381N69 100 1UE55 100 13" | 38TR29 25 | 38TR86 25 5"-18 Thread Size 5%" | 382ZY71 5 | 382246 5 
13;" | 6KXA9 50. 38TP10 50 9" GHAA7 25 | 38TR87. 25 {| 381N45 10 38TN58 10 5%" | 382Y72 5 | 382247. 5 
9" 6KXCO. 50. 38TP11 50 DV5° | 38Z¥35 10 | 382205 10 tv" | 38TN46 10 | 38TN59 10 3" | 38273. +5 | 382248 ~*S 
Vs | 38Z2W17 50 | 38TP12 50 1%" | 38TR30 10 | 38TR88 10 15" | 381N47. 10 | 38TN60 10 31," | 382ZY74. 5 | 382249. 5 
V5" | 6KXC1 50 | 38TP13 50 5% | 38TR31 10 | 382206 10 1%" | 382¥49 10 | 382225 10 315" | 39AF65 20 | 382250 5 
5%" | 381N70 50 | 38TP14 50 3! 6HAAS 10 38TR89 10 0 | 387¥50. 5 | 382226 5 3%," | 382Y75 5 | 382251. 5 
3" | 381N71_ 50. 38TP15 50 31" | 38ZY36. 10 | 38220710 Diy" | 38ZY51 5 | 381115 5 4" | 39AF67_15.| 3811495 
31," | 38Z2W18 50 | 382X23 50 35" | 6HACO 10 | 38TR90 10 1" | 38TR39. 5 | 381116 5 4v5" | 3QAF68 15 | 381150 5 
35" | 381N72 50 | 1UE62 50 3%," | 38ZY37 10 | 382208 10 5% | 382ZY52. 5 | 38IT17. 5 5° | 39AF69. 15 | 381151 5 
39s" | 38Z2W19 25 | 382X24 25 ry 6HAC1 10 38TR91 10 ch GHAES 5 | 381T18 +5 5%" | 39AF70 15 | 382252 5 
a" 6G2X0 25 | 381P16 25 45" | 38ZY38 10 | 38ZZ09 10 31;' | 382ZY53. 5 | 3817119 5 6° | 38TR50..+1 ~~ +38TT52 ~~ 1 
4¥5" | 381N73. 25 | 381P17 25 5" 6HAC2 10 38TR92 10 3/5" | 6HAE6 5 | 381120. 5 1%'-7 Thread Size 
5" | 381N74. 25. 38TP18 25 5 i" — — | 38TR93 10 3%," | 382Z¥54. 5 | 381121. 5 oo" | 382121 1 | 382131 1 
5" | 381N75 25 | 38TP19 25 g' —}38TR94. «5 ny GHAE7 5 | 381122. +5 3" | 38zwes 1 | 382X911 
6° | 381N76 25. 38TP20. 25 ¥s"-13 Thread Size 45" | 3QAF30 45 | 381123 5 315" | 38Z2w89 1 | 38zX92. 1 
5/e"-24 Thread Size ¥;" | 382U51 300 | 381N25 25 5’ | 39AF31. 45 | 381124 5 4" | 382w90. 1 | 38ZX93. 
% | 381N38 1001 1VA17 100 {" | 38ZU52 200 38TN26 25 5" | 3QAF32 40 | 382227. 5 4s" | 382W91 1 +~| 382xX94.~—O 
%° | 38ZT50 100 | 382182 100 Tv" | 38Z2U53. 175 381N27 25 6° | 39AF33 35 | 381125. 5 5° | 382W92 1 | 382X951 
y;° | 38TN39 1001 1VA18 100 1" | 382W33 25 | 38ZX34_ 25 3i"-10 Thread Size 51" | 382W93 1 | 382X961 
7° | 382151 100 | 382183 100 13" | 382W34 25 | 38ZX35 25 1" 382119 10 | 381N31 10 6° | 382W94. 1 | 382X971 
{" | 38ZY22 100 38ZY94 100 9! 6HAJ9 10 | 38TP46 10 vs" | 38TN16 10 | 38TN32 10 1%"-12 Thread Size 
tv" | 382¥23 100 38ZY95 100 7," | GHAC3 10 | 38TP47 10 1%" | 38TN17.10 | 38TN33 10 o% | 382161 1 | 382195 5 
15" | 38TR23_ 100 1VA20 100 9%" | 6HAKO 10 | 38TP48 10 1%" | 38TN18 10 | 38TN34 10 4" | 387v78. 1 SS 
13" | 6GZX3_ 50 | 38TR63 50 5% | 6HACS 10 | 38TP49 10 | 387W63 5 | 38ZX60 5 4v5" | 38279 1 | 38ZZ61 1 
9" 6G2X4. 50. 38TR64 50 3! 6HAK1 10 38TP50 10 Vs | 382W64. 5 | 382X615 6 | 382Y80. 1 | 382262 ~ 1 
DVs° | 38ZY24 50 | 382Y96 50 31," | 38Z2W35 10 | 38TP51 10 oy 12N688 5 | 382X625 1%'-7 Thread Size 
9%)" | 38TR24 50 | 38TR65 50 35" | 6HAK2 10 | 38TP52 10 2 + 387we5 5 = oy" | 382122 1 | 382132 1 
5%5" | 38Z¥25 50 | 38TR66 50 3%," | 38Z2W36 10 | 382X36 10 0%; | 39AA97 45 | 38TP83 5 3" | 382X031 | +38ZY03. 1 
3" | 38TR25 50. 38TR67 50 4" 381N80. 5 | 38TP53. 5 3" 6HAK9 5 | 38TP84. 5 315" | 382X041 | 38ZY04 1 
31," | 38ZY26 50 | 382Y97 50 4V;° | 38Z2W37 5 | 382X37.-+5 31° | 39AA99 40 | 38TP85 5 4" | 382X051 | +38ZY05 1 
31>" | 38TR26 50 | 1VA26 50 4¥" | 6HACS 5 | 38TP54 5 31>" | 6HALO 5 | 38TP86 5 45" | 382X061 | 38ZY06 1 
39s" | 38ZY27 25 | 382Y98 25 5" GHAK4A 5 | 38TP55  *5 3%," | 38Z2W66 5 | 382X635 5" | 382X071 | +38ZY07. 1 
4" | 39AE55 2251 38TR68 25 5%" | 6HAC6 5 | 38TP56 5 ny 6HAL1 5 | 381P87. +5 51" | 382X081 | 38zY08 1 
ave" — — | 38TR69 25 6" 6HAC7? 5 | 38TP57. 5 4," | 38Z2W67 5 | 382X645 6 | 382X09.~=~»=1 ~~ +=38zvo9. 1 
5" — } 38TR70. 25 1"-20 Thread Size 4" | 6HAES 5 | 38TP88. 5 1%/'-12 Thread Size 
Bie" —_ — 38TR71_25 %;" | 381N41 25 | 381N55 25 5" GHAE9 5 | 38TP89. +5 Dip" — — | 382196 1 
6" — —} 38TR72. 25 {" | 38TN42. 25. 38TN56 25 5%" | 6HAFO 5 | 38TP90 5 . —__ 13872631 
34-16 Thread Size TV" | 381N43 25 | 381N57 25 6° | 38TNQ2. 5 | 38TP91 5 4" | 3e7ve2. 1 = 
¥" | 382U43. 750 38TN19 50 1%" | 382V39 25 | 382210 25 3i"-16 Thread Size 4v5" | 38ZY83 1 | 382265 1 
5 | 382U44 650 | 382125 50 13%" | 382¥40 25 | 382211 25 1y;" | 382756 10 | 382188 10 5" | 38284. 1 | 382266 ~~ ‘1 
¥;" | 382U45 600 | 381N20 50 3" 6HAC8 10 38TR95 10 1%" | 38TN48 10 | 38TN61 10 6° | 38285 1 | 382267. ~~ 
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FASTENERS 
Hex Head Cap Screws 





Min. thread length is calculated using the screw's length. The formula is dia. x 2 + 1/4". For 
example, 1/4-20 x 4: 1/4 x 2= 1/2". 1/2" + 1/4" = 3/4". This item would have at least 3/4" thread. 


Longer than 6" are available at Grainger.com®; search for "hex head cap screws." 


Grade 9 Steel Hex Head Cap Screws 














= Zinc Yellow CR+3 finish Meet L9 standards. 

Fastener Item Pkg. Fastener Item Pkg. Fastener Item Pkg. Fastener Item Pkg. Fastener Item Pkg. Fastener Item Pkg. 
Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. 
V4"-20 Dia./Thread Size 6" 452F91 90 Partially Threaded 6 452H03 25 ZY" 452H61 10 1¥%"-12 Dia./Thread Size 
Fully Threaded ¥e"-24 Dia./Thread Size 2 452646 20 ri 452H04 20 o 452H62 10 Fully Threaded 

Ye 452F3/ 100 Fully Threaded 24 452647 90 3 452H05 20 Partially Threaded 3 452317 16 
a" 452F38 100 fa" 452F92 100 2V2. 452648 90 g 452H06 2) 3/2 452H63 10 3 Ve 452318 12 
il 452F39 100 1" 452F93 100 2 452649 90 ¥4"-10 Dia./Thread Size 4" 452H64 10 Partially Threaded 
Partially Threaded 1%" 452F94 100 32 452G50 2) Fully Threaded Ay," 452H65 10 4 452319 12 
1%" 452F40 100 Partially Threaded 4" 452651 20 iA 452H07 20 D. 452H66 10 Ay," 452320 12 
1%" 452F41 100 1%" 452F95 100 Ay," 452652 2) 134" 452H08 20 WA 452H6/ 10 2 452J321 8 
194" 452F42 100 134" 452F96 100 2. 452653 20 cy 452H09 20 g. 452H68 10 6" 452322 8 
2. 452F43 100 Z 452F97 100 6" 452G54 20 24" 452H10 20 452H69 10 c 452323 8 
2 V2 452F44 100 24 452F98 90 (a 452G55 20 2 Ve 452H11 20 5 452H7/0 10 8" 452324 8 
3 452F45 100 ova 452F99 90 oH 452G56 20 Partially Threaded 1"-14 Dia./Thread Size 10" 452J29 8 
3" 452F46 100 ch 452G01 90 %6'"-12 Dia./Thread Size 2/4" 452H12 20 Fully Threaded 1%4"-7 Dia./Thread Size 
Ya"-28 Dia./Thread Size 3h" 452G02 50 Fully Threaded ch 452H13 20 22" 452H71 10 Fully Threaded 
Fully Threaded 4" 452603 50 i 452G57 20 34 452H14 20 3. 452H/2 10 3 452326 12 
Ai 452F47 100 6-14 Dia./Thread Size 1%" 452658 20 3" 452H15 20 Partially Threaded 3 Ye 452327 8 
a 452F48 100 Fully Threaded Z: 452G59 20 4" 452H16 20 3 V2 452H73 10 Partially Threaded 
li 452F49 100 fa 452G04 100 Partially Threaded Ay" 452H17 20 4" 452H74 10 4" 452328 8 
Partially Threaded 1" 452G05 100 242" 452G60 20 2. 452H18 20 Ay," 452H/5 10 Ay," 452329 8 
14%" 452F50 100 1%" 452G06 950 3. 452661 20 WAN 452H19 20 2. 452H/6 10 a: 452J30 6 
1%" 452F51 100 1%" 452G07 90 32 452662 20 6" 452H20 20 WA 452H/7 10 WA 452J31 6 
134" 452F52 100 Partially Threaded 4" 452663 20 ie 452H21 20 6" 452H7/8 10 6" 452332 6 
2" 452F53 100 134" 452G08 50 5" 452G64 23 8" 452H22 10 [' 452H79 10 (a 452J33 6 
2 Ve 452F54 100 Z 452G09 90 %6'-18 Dia./Thread Size ¥4"-16 Dia./Thread Size 8' 452H80 10 8" 452J34 6 
3. 452F55 100 2" 452610 90 Fully Threaded Fully Threaded ¥s"=11 Dia./Thread Size g" 452J35 6 
e'-18 Dia./Thread Size 3 452G11 50 1%" 452G65 20 1%" 452H23 20 g" 452H81 20 10" 452J36 6 
Fully Threaded ove 452612 20 2) 452G66 20 1%!" 452H24 20 10" 452H82 20 1 452J37 4 
Ya 452F56 100 4" 452613 20 Partially Threaded 2. 452H25 20 1 452H83 2) 12" 452338 4 
Sa 452F5/ 100 a 452G14 20 Ze 452667 20 A 452H26 20 12" 452H84 2) 1¥4"-12 Dia./Thread Size 
1" 452F58 100 6" 452615 20 3 452668 20 2Ve 452H27 20 ¥a"-10 Dia./Thread Size Fully Threaded 
1%" 452F59 100 6-20 Dia./Thread Size 3/2 452669 20 Partially Threaded g" 452H85 20 3. 452J39 12 
Partially Threaded Fully Threaded 4" 452670 20 2/4" 452H28 20 10" 452H86 15 3a 452J40 8 
iA 452F60 100 1" 452616 100 ¥e"=11 Dia./Thread Size ch 452H29 20 iby 452H87 15 Partially Threaded 
174" 452F61 100 1% 452617 90 Fully Threaded 3 452H30 20 TZ 452H88 19 4 452341 8 
2. 452F62 100 iA 452618 90 he 452671 20 : 452H31 20 ¥a"-16 Dia./Thread Size Ay," 452J42 8 
24" 452F63 100 Partially Threaded 1%" 4526/2 20 Ay," 452H32 20 ch 452H89 20 iy 452343 6 
22 452F64 100 134" 452619 90 1%" 452673 20 J. 452H33 20 10" 452H90 15 WA 452J44 6 
3. 452F65 100 2. 452G20 90 15/4" 452674 20 Ay 452H34 20 11" 452H91 15 6 452J45 6 
3Ve 452F66 90 22 452G21 90 2" 4526/5 2) 6" 452H35 20 he: 452H92 ule v 452J46 6 
4" 452F6/ 50 3 452G22 30 Partially Threaded T' 452H36 20 ¥"-9 Dia./Thread Size 8" 452347 6 
%6'-24 Dia./Thread Size 32 452623 20 2 YA 452676 2) 8" 452H37 20 g" 452H93 15 g" 452J48 6 
Fully Threaded 4" 452G24 20 2Y2 452G77 20 ¥s"-9 Dia./Thread Size 10" 452H94 19 10" 452J49 6 
yp" 452F68 100 ¥2"-13 Dia./Thread Size 2/4" 452G78 20 Fully Threaded bl 452H95 10 hil 452J50 4 
ya 452F69 100 Fully Threaded o. 452679 20 2 452H38 15 iz 452H96 10 Iz 452J51 4 
1 452F70 100 a 452G25 50 3/2" 452680 20 22 452H39 15 74"-14 Dia./Thread Size 1%4"-6 Dia./Thread Size 
1%!" 452F71 100 1" 452G26 90 4" 452681 20 Partially Threaded g" 452H97 15 Fully Threaded 
Partially Threaded 1%" 452G27 50 Ay," 452682 20 ch 452H40 15 10" 452H98 15 4 452J52 2 
1%" 452F72 100 Ty" 452628 90 2. 452683 20 3 Ve 452H41 15 11" 452H99 10 Partially Threaded 
134" 452F73 100 134" 452G29 90 WA 452684 20 4 452H42 1D he 452J01 10 a 452J53 a 
2" 452F74 100 Partially Threaded 6" 452685 20 Ay," 452H43 19 1"-8 Dia./Thread Size 6" 452J54 5 
2" 452F75 100 Z 452G30 50 t 452G86 20 5" 452H44 1D g" 452J02 8 [' 452J55 4 
3 452F76 100 24 452G31 90 8" 452G87 Z0 WA 452H45 15 10" 452J03 8 8" 452J56 4 
¥e"-16 Dia./Thread Size 24" 452632 90 ¥e"-18 Dia./Thread Size 6" 452H46 15 ub 452J04 8 10" 452J57 4 
Fully Threaded 2/4" 452633 90 Fully Threaded a 452H47 15 12. 452J05 8 12" 452J58 3 
Ve 452F77 100 3 452G34 90 1" 452688 20 8" 452H48 13 1"-14 Dia./Thread Size 1%4"-12 Dia./Thread Size 
a 452F78 100 3 if" 452G35 20 1%" 452689 20 ¥4"-14 Dia./Thread Size 10" 452J06 8 Fully Threaded 
1" 452F79 100 4" 452636 25 he. 452690 20 2 452H49 15 11" 452J07 8 4" 452J59 5 
1%!" 452F80 100 Ay," 452637 2) 19/4" 452691 20 2 452H50 19 iz. 452J08 8 Partially Threaded 
Partially Threaded 5" 452638 Zo 2" 452692 20 ch 452H51 1D 1%"-7 Dia./Thread Size a 452J60 a 
iA 452F81 100 6 452639 2) Partially Threaded 3 Ve 452H52 15 Fully Threaded 6 452J61 4] 
194" 452F82 100 (a 452G40 20 244 452693 20 : 452H53 15 3 452J09 16 T° 452J62 4 
2 452F83 100 8 452G41 20 2V2 452694 20 Ay," 452H54 15 32 452J10 12 8 452J63 4 
Ya 452F84 90 ¥2"-20 Dia./Thread Size 2/4" 452695 20 ; 452H55 19 Partially Threaded 10" 452J64 4 
452F85 90 Fully Threaded ah 452696 2) WA 452H56 15 4" 452311 12 1"-14 Dia./Thread Size 
452F86 90 1" 452G42 90 3/2 452697 20 6" 452H5/ 15 Ay," 452312 12 Sh 452J65 8 
452F87 90 1%" 452643 90 . 452698 2 (is 452H58 15 oO 452J13 8 1%2"-12 Dla hread Size 
452F88 50 iA 452G44 90 Ay," 452699 20 452H59 15 6 452314 8 12" 2J66 3 
452F89 20 194" 452G45 20 ah 452H01 20 1"-8 Dia./Thread Size Tis 452J15 8 1%%"-7 Dia. tt hread Size 
452F90 50 WA 452H02 2 Fully Threaded ule 452J16 8 8" 452J67 8 


2" 452H60 10 
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Armor Coat® Grade 8 Steel Hex Head Cap Screws 


Armor Coat finish protects fasteners from rust and can withstand 1000 hr. of salt spray. Grade 8 is 








ARMOR COAT" 
comparable to Property Class 10.9. Meet SAE J429/ASME B18.2.1 standards. . wf Ni S : 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. 
Y4"-20 Thread Size %16'-18 Thread Size 1%" 5DJU7 50 134" 5DJW2 20 3 5DJX7 10 4" 5DJZ2 2D 

Y," 5DJRO 100 ya" 5DJT3 50 1%" 5DJU8 50 Zz 5DJW3 25 32" 5DJX8 10 Ay," 5DJZ3 o 
5/4" 5DJR1 100 ib 5DJT4 50 134" 5DJU9 25 24" 5DJW4 10 4" 5DJX9 10 J 5DJZ4 5 

ils 5DJR2 100 1%" 5DJT5 50 Z 5DJV0 25 2/4" 5DJW5 10 Ay," 5DJY0 J WA 5DJZ5 i] 
1%" 5DJR3 100 1%" 5DJT6 50 2" 5DJV1 20 3. 5DJW6 10 a 5DJY1 5 6" 5DJZ6 1 
1%" 5DJR4 100 134" 5DJT7 50 2/4" 5DJV2 20 3Y" 5DJW7 10 WA 5DJY2 5 ¥4"-10 Thread Size 
134" 5DJR5 50 2 5DJT8 50 3 5DJV3 25 4" 5DJW8 10 6" 5DJY3 3 2" 5DJZ7 i] 

2 5DJR6 50 22 5DJT9 2 32 5DJV4 10 ay 5DJW9 5 ¥e"-11 Thread Size 24" 5DJZ8 a 
2" 5DJR7 50 2/4" 5DJU0 20 4" 5DJV5 10 ¥2"-13 Thread Size 1%" 5DJY4 10 2¥" 5DJZ9 2 
24" 5DJR8 50 3 5DJU1 20 Ay," 5DJV6 10 1" 5DJX0 10 134" 5DJY5 1 a 5DKAO O 

Sh 5DJR9 50 32 5DJU2 2) a 5DJV7 10 Ty" aD dx 29 2" 5DJY6 10 32 5DKA1 5 
32" 5DJT0 20 4" 5DJU3 2 ov." 5DJV8 10 134" 5DJX2 10 24" 5DJY7 10 4" 5DKA2 1 

4" 5DJT1 25 ¥e"-16 Thread Size 6" 5DJV9 10 2" 5DJX3 10 24" 5DJY8 10 Ay," 5DKA3 1 

‘a 5DJT2 10 ya" 5DJU5 50 jc"-14 Thread Size 24" 5DJX4 10 24" 5DJY9 5 oF 5DKA4 1 

1" 5DJU6 50 il 5DJWO0 29 2¥," 5DJX5 10 3 5DJZ0 5 A 5DKA5 1 
1%" 5DJW1 25 2/4" 5DJX6 10 32" 5DJZ1 5 6" 5DKA6 1 
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Min. thread length is calculated using the screw’s length. The formula is dia. x 2 + 1/4". For 
































example, 1/4-20 x 4: 1/4 x 2= 1/2". 1/2" + 1/4" = 3/4". This item would have at least 3/4" thread. 
Longer than 6" are available at Grainger.com®; search for "hex head cap screws." 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. 
Y4"-20 Thread Size e'-14 Thread Size _ ___V4"-20 Thread Size —__—*¥%"=18 Thread Size 7 

yp" 22A408 100 ih 22A425 25 ih 22A447 25 1%" 22458 25 

Va 22A409 100 in 22A426 25 TVA 22A448 25 1%" 22A459 25 
ai 22A410 100 1" 22A427 25 1%" 22A449 25 Z 22A460 25 
TV" 220411 +50 EZ 22A428 25 Th" 22A450 25 2V;" 2246115 
1% 22A412 50 2" 22A429 25 2 22A451 25 215" 22A462 15 
1%" 22A413 50 215" 22A430 25 215" 22A453 25 ca 22A463 15 

vy 220414 +50 ch 22A431_ 25 29/4" 22A454 25 315" 27J92. 15 

%6'-18 Thread Size oY" 22A432 25 a. 22A455 25 ¥q"-10 Thread Size 
Va 22415 50 4" 22A433 25 A 22A456 25 1" 4RXG6 _—-80 
T 22A416 50 4-43 Thread Size 4 22457 25 1H 2739415 
rohan 95 3g oad 8 
or 4 5 4" 5 yy" 4 

ig onaig 50 1a rst 25 tare 25 tas 5S Grade 8 Flanged 

e 22A420 50 13%" 27J82 25 ey 27089 25 29" 4ARXG8 65 

¥e"-16 Thread Size 2” 2183S 2°‘ 22N442___15 3 zaaas 15 Aly Steel Hex 

{ARXK3 620-2" TNBB Sa eas na 10 
4 4 5 5 fi ' 

a i i ieee Head bap Screws 
0" 7 5 : 0" 4 ' 

Q" 29438 25 a 29435 15 Wh 59N470 15 Comparable hardness to metric class 10.9. 
2M" 22A422 25 3 22A472 15 Meet SAE J429 standard. 

21" 2242325 4" 22A474 ‘10 

cl 22A424 25 

Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. Length No. aly. Length No. Qty. Length No. Qty. 
Y4"-20 Thread Size 16"-24 Thread Size 7j6"-14 Thread Size 2 V2" 2FB64 5 

yo" 210340 100 y;' 2FA80 25 1%" 2FB26 10 25/1" 2FB66 5 
Vp! 210341 100 ih 2FA82 25 1%" 2FB28 10 3" 2FB68 5 

ih 2FA46 —-100 11" 2FA84 25 ey 2FB30 10 31" 2FB70 5 
1%" 2FA48 50 17" 2FA86 25 21%" 2FB32 10 4" 2FB72 5 
1¥," 2FA51 50 ¥e"-16 Thread Size Yo"-13 Thread Size ¥q"-10 Thread Size 

e 2FA53 (25 y)' 210343 25 ik 2FB34  —s-_ 10 z 2FB76 5 

¥4"-28 Thread Size il 2FA88 25 11%" 2FB36 10 21" 2FB78 5 

Vs! 2FA55 —«- 100 11 2FA91 25 11%" 2FB38 10 3" 2FB80 1 

T 2FA57 —«-100 11" 2FA93 25 1%" 210346 10 315" 4RXD1 —70 
11%" 2FA59 = 50 13 210344 25 a 2FB40 10 4" 2FB85 1 
11%" 2FA61 50 2" 2FA97 25 2,5" 210347. ~—«‘10 7"-9 Thread Size 

ie a 

4 4 oh 
75 2FA65 50 a 2FB11 10 3%" 2FB47 5 3" 210351 5 

LB selmi! selma’: et ae eee eee 
14%" 2FA7 a -24 read Size ie read Size : 5 - 
ee erent neat cap Scrows 

i 7 5 Yj; p' 

a" OFA76 25 1" B20 25 ois" 2FBBS 5 6’ 2tcssg + + Screws exceed the strength of SAE Grade 8 cap 
2A" 210342 50 a 2FB22 10 5-11 Thread Size 1"-8 Thread Size screws, including greater resistance to breakage 
an! 2FATB 25 27 __ 2FB24_ 10 bg — Suh _9 oy 5463271 and higher shear strength. 12-pt. external head 

i , 
2" 2FB59 5 3y" 210359 1 design allows higher torques without rounding head. 
os _ehee a —Sagsey—--_- Meet ASTM A574 standard. 
Item Pkg. Item Pkg. 
Length No. Qty. Length No. Oty. Serrated-Flange 
Ya"-20 Thread Size ¥4"-16 Thread Size = 
un —)— —+——i 3 Zinc-Plated 
8" r 4 
Ja 2FB91 100 TH 2FE26 25 
(—e—t- Fe Steel Hex Head 
TH" B95 5 A 7 
Ws 2rBo7 50 WAS Thad Size Locking Screws 
‘je"-18 Thread Size ins 2FE35 10 serrations bite securely into materi- 
ie ore} 20 Le erE37 __10 als to resist loosening. Equivalent to 
/ 2FE14 50 2 2FE39 10 
ih 2FE16 50 SAE Grade 5 screws. 
Tvs" 2FE18 50 
1" 2FE20 50 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. Length No. ay. Length _ No. Qty. Length No. Qty. 
Hex Head 25/4" 1VZD1 10 ~=—_'"-11 Thread Size 5" 1VZK3 5 
Ye"-20 Thread Size 4 1vVZD5__10 iA 1VZG5 ° 6" 1VZK4 

vs" 1VXR1_ _—10 5 1VZD7___—*‘10 1% 1VZG6 5 7%"-9 Thread Size 

Va 1VXR6 10 +~=3©—%/Ae"-14 Thread Size | EA 1VZG7 5 = 1VZK6 5 

ih 1VXY7___—*10 Va 1VZD8 ——10 2" 1VZG8 5 24" 1VZK7 5 
ia 1VXZ9_—_—10 tT 1VZD9 ‘10 2V4" 1VZG9 5 25/4" 1VZK9 5 
Ty" 1VZA1__—‘10 TH 1VZE1 —10 2" WWZHi 5 a! WZL1 5 

2" 1VZA2___10 1%" 1VZE3__—_ 10 25/3" 1VZH2 5 3VA 1VZL2 ° 
av" 1VZA4_—_—«10 2 1VZE4_—«10 3" 1VZH3 5 3%" 1VZL3 5 

3° -TWZA6~——=S10 215" 1VZE5——*10 Bui" 1WZH4 5 4 1VZL5 5 
c"-18 Thread Size 4" 1VZE7 —_—‘10 3%" 1VZH5 5 LWA 1VZL6 5 

fa 1VZA7 10 Heavy Hex Head 4" 1VZH6 n) ay 1VZL7 S) 

7 1VZA8 10 ¥4"-13 Thread Size WA 1VZH7 5 1"-8 Thread Size 

a 1VZA9_—_—10 ib 1VZE8 —10 5 1VZH8 5 = 1VZL8 5 
TH" 1VZB3___—‘10 Thi 1VZE9 = 10~=S_%"-10 Thread Size Vi" 1VZL9 5 

a 1VZB4___—*10 1% 1VZF1 10 TH 1VZH9 5 21," 1VZN1 5 
21" 1VZB6— 10 1%" 1VZF2__10 17" 1VZ51 9 271! 1VZN2 ° 

weg thread See DDS 
g'=1 read oize 4" 4 Yq" 5 0" 

Yq" 1vzct ‘10 215" 1VZF5._—+10 2V," W245 4 1VZN6 5 Grade B7 Steel Hex 

— 

ih 7 5 
iv 4vzta 10 3¥e"  1VZF8 10 S/n 174) Head Cap Screws 
1%" 1vzC5 ——10 3%" 1VZF9 ‘10 31" 1VZJ8 5 — 

a oe ol pet 
24" 1VZC8 Ai 5 
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Scan. Order. Done. 
Details on page A1. 


FASTENERS 
Hex Head Cap Screws 
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Min. thread length is calculated using the screw’s length. The formula is dia. x 2 + 1/4". 
For example, 1/4-20 x 4: 1/4 x 2= 1/2". 1/2" + 1/4" = 3/4". This item would have at least 3/4" 


thread. Longer than 6" are available at Grainger.com®; search for "hex head cap screws." 





316 Stainless Steel Hex Head Cap Screws 

















Meet ASME B18.2.1. 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. 
Y4"-20 Thread Size 2¥2" 22TK84 20 ‘Ac'-14 Thread Size ¥s"-11 Thread Size ¥q"-10 Thread Size 4" 22TL03 3 
Yn" 1XB17 100 2/4" 29CV28 20 1" 20CV31 20 ily 23LC37 10 1" 3AUL3 i] AY," 240625 1 
%e" 3AUF6 100 3 221K85 23 1%" 20CV32 20 1%!" 23LC38 10 1%" 241121 3 Ay," 20CV50 a] 
Ja 3AUH7 100 32" 221K86 20 2. 25CV33 10 1%" 23LC39 10 2" 3AUC3 3 Ay" 24C627 1 
1 3AUD2 100 4" 3AUH8 10 3Y" 30P095 3 134" 23LC40 10 2 V4" 3AUA6 5 2" 20CV51 a 
1%" 23LC08 100 ¥e"-16 Thread Size 4" 30P096 i] a 3AUE3 J 24" 241126 ° 6" 22TL04 a] 
1%" 23LC09 100 Ai 20CV29 20 ¥2"-13 Thread Size 24" 3AUC9 ° 2/4 3AUD6 a 6" 29D148 2 
15/4 23LC10 100 5/4 23LC22 90 ya 3AUP3 10 2 V2" 3AUA5 hy) ah 23LC45 5 1"-8 Thread Size 
1% 24C580 10 Re 20CV30 90 1 3AUH4 10 2/4" 3AUD5 3 34 221TK98 ° 2 20CV52 5 
2 23LC11 90 il 23LC23 90 14%" 3AUF3 10 3. 3AUD1 3 32" 23LC46 2 2 V2" 221K94 a] 
oY" 23LC12 90 1%" 240586 10 1%" 3AUE6 10 34" 3AUE4 3 4" 23LC47 a] 3 20CV53 2 
24" 23LC13 90 1%!" 23LC24 90 15/4" 23LC32 10 32" 3ATZ8 Hl Ay," 24C617 1 3" 221L06 2 
2/4 29CV25 90 Ty" 3AUD4 20 2" 23LC33 10 3/4" 3ATY5 ° Ay," 23LC48 ° 3/4" 240636 1 
3 3AUK9 20 134" 23LC25 20 2Y4 23LC34 10 4" 3AUC5 i] 49" 29D137 2 4" 221L07 h) 
3" 3AUC7 20 2" 23LC26 20 2" 23LC35 10 Ay," 241115 3 D. 221K99 a Ay," 25CV54 2 
4" 25CV26 29 2 V4" 23LC27 20 2/4 22TK92 10 J 241116 i] oY" 22TL01 a] J. 29CV59 2 
AY," 29DR90 20 2" 221K87 20 2) 3AUE2 3 54" 24C608 3 6" 22TL02 i] 0 V2" 20CV56 5 
2. 20CV27 20 2/4" 23LC28 20 3Y4 24L090 i] 0 V2" 241117 i] 74"-9 Thread Size 6" 22TL08 i] 
5" 29DR92 10 3 3AUH5 10 ge 3AUH1 a] 6" 221K96 3 1%" 20CV45 I 6%" 29D158 1 
c'-18 Thread Size oe 23LC29 10 4" 3AUE7 a be 24C609 1 19/4" 24C619 1 1%4"-7 Thread Size 
Vy" 23LC14 100 4" 221K88 10 Ay," 3AUJ9 o 2 25CV46 3 4" 20CV5/ 
%" 221K82 100 Ay," 221K89 10 Ay" 29DT15 hy) 22" 20CV4/ 2 a 29CV58 
Sa" 23LC15 100 Ay" 240589 i] ih 3AUD3 a 3 20CV48 a 
1" 23LC16 90 a 221K90 10 wes 24C599 a] 32 25CV49 5 
14%" 23LC17 90 54" 24C591 i] 6" 3AUC2 a 34 29D145 i] 
TY" 23LC18 90 6" 221K91 10 6%" 29D116 a) 
15/4" 23LC19 90 
2. 23LC20 90 
2VA" 221K83 20 
18-8 Stainless Steel Hex Head Cap Screws 
Meet ASME B128.2.1, except Nos. 1XE66, 1YB12, 1YB15, and 1YB17. 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. 
Y4"-20 Thread Size 4" 24K867 10 A6"-20 Thread Size ¥e"-11 Thread Size ¥a"-16 Thread Size 
Ye" 1XE66 100 Ay," 3AVL6 10 I 3AVJ5 20 I 3AUU4 10 WA 240659 4] 
Y;" 3AUY9 100 J 3AVC7 10 1%!" 20CV38 20 1% 3AUR5 10 2" 24C661 
%e" 3AUY6 100 ov" 3AUZ9 10 1%" 29CV40 20 1%" 3AUU9 10 24" 24C663 2D 
ya 3AUV3 100 6" 3AVD5 10 2" 3AVNG 10 15/4" 3AUT3 10 4 23LA91 i] 
Ze 3AUU8 100 16'-24 Thread Size 24" 3AVN4 10 2" 24K946 ° 3" 23LC01 a 
il 3AUV5 100 Yn" 24L172 90 a 3AVL7 10 244 3AVY4 hy) 4" 23LC02 a 
1%" 24K832 20 %e" 24L173 90 ¥2"-13 Thread Size 2Y" 3AVT8 3 a 23LC03 5 
1%!" SAUW2 100 Ya" 24L174 50 A 3AVN1 20 2/4" 3AVZ5 Hi] ¥s"-9 Thread Size 
196" 3AVC8 100 Re 1XU10 90 %e' 3AUR2 20 34 3AVZ3 ° 1%" 20CV06 ° 
1%" 3AVE4 100 1" 3AVAI 90 a 24K909 10 3" 3AVX9 i] 1%" 29CV07 2 
154" 3AUZ5 100 32" 20CV13 20 1" 24K911 10 3/4 3AVX6 3 2 20CV18 ° 
1% 240551 20 4" 1XY44 10 1%!" 24K912 10 4" 3AVX8 i] 24 25CV08 hy) 
2 302502 = f 10 ¥e"-16 Thread Size 1%" 24K913 10 Ay" 3AVR1 hy) 2¥2" 20CV19 2 
2" 40TW46 90 5/4 302507 10 134" 3AUV7 10 bh 3AVT5 i] 2/4 25CV09 2 
244 40TW47 90 Re 3AUT5 20 2 3AUV4 10 aA 240562 h) cl 23LC05 5 
2Y" 3AUW9 90 1% 24K877 20 24" 3AVC1 10 oY" 3AVU8 i] 32 221K/5 i] 
2%4 3AUY4 90 1%!" 3AUT9 90 2" 3AVA7 10 6" 23LA97 i] 4" 23LC06 a 
ch 3AVP1 25 13%" 3AVK2 20 2/4" 3AUW7/ 10 ¥e"-18 Thread Size Ay," 29CV20 2 
34 3AVE2 20 1%" 3AUY5 20 ch 24K919 2 il 221G/0 10 5 20CV10 a 
3" 3AVD8 2) 134" 3AUZ1 20 2. 302511 Tf a] 1%" 221G/1 10 6" 20CV21 i] 
3/4" 3AVC3 20 2 3AVD1 20 3" 3AVZ7 hy) 1%" 23LA85 10 1"-8 Thread Size 
4" 3AVA5 20 QV" 302508 3 32" 3AVY9 4) 15/4 23LA87 10 2" 25CV22 2 
AV," 25CP17 25 2/4" 40TW51 20 3/4" 3AVY2 3 24" 240656 h) 2 V2" 20CV23 3 
Ay," 3AUZ8 20 = 302509 2 4" 3AVU7 a 3: 23LA88 i] 2/4" 24C571 1 
a. 3AUZ6 20 3 3AVG6 10 6" 3AVU6 a 3" 23LA89 3 3 20CV24 ° 
04 1XU99 10 34" 3AVC2 10 ¥2"-20 Thread Size 4" 23LA90 h) 34 24€573 1 
6" 24K849 10 3. 40TW52 10 a 1XU54 10 ¥4"-10 Thread Size 3% 221K/6 a 
Va"-28 Thread Size 3/4" 3AVA4 10 il 24L202 10 il 3AVNI J 3/4" 24C574 1 
Ai 3AVC9 100 Ay," 3AUX7 10 1" 24L204 10 1Y%" 24K965 3 4" 221K77 5 
%e' 1XE81 100 a 3AUY7 10 4 241211 1 Tye 3AUU3 5 Ay," 240575 1 
ya 3AUW5 100 WA 3AUX8 10 Ay," 20CV41 2 15/4 3AUU7 hy) Ay," 221K78 5 
1" 3AVE3 100 6" 3AUX3 10 o 20CV42 D 2" 3AUU5 h) a 221K79 o 
3. 25CV12 90 ¥e"-24 Thread Size ov," 20CV43 a] 244 24K969 i] oA" 221K80 i] 
%6'-18 Thread Size Yo" 20CV14 90 6" 221TG69 a 24" 24K970 3 6" 221K81 a 
y" 3AUT8 100 ya 20CV15 90 %6"-12 Thread Size 2/4 3AVR7 i] 1¥%"-7 Thread Size 
%e" 3AUR7 100 1" 20CV16 20 1%" 20CV04 10 a 3AVR5 3 3 29DN93 1 
Sa 3AUT6 100 1%" 20CV17 90 2" 24K937 a] 34 3AVR9 i] a 1YB12 1 
Ze 24K853 90 24" 20CV34 20 24" 24K938 o 34" 3AVT3 3 1¥%4"-7 Thread Size 
I 23LA83 90 2/4" 25CV35 20 3 24K939 4) 3/4 3AVT4 i] 3 29DP02 1 
1 24K855 29 3" 20CV36 10 3" 24K940 a 4" 3AVT2 hy) 4" 1YB15 1 
1%" 3AUV1 50 4" 29CV37 10 4" 24K941 2 Ay," 24K977 i] a 29DP04 1 
196" 3AVE1 90 j6'-14 Thread Size oO. 24K978 ° 6" 1YB17 1 
1%" 3AUV8 90 a" 30P092 20 ov" 24K979 i] 
15/4" 22TK68 90 1 30P093 20 6" 23LC04 3 
2" 23LA84 90 1% 30P094 20 
244 3AVC5 20 1% 3AVJ3 10 
2," SAVAG 25 2 3AVF1 10 
2/4" 3AUZ4 20 2 V2" 3AVF3 10 
3 302506 tf 5 2 3AVE9 10 
3. 3AUY8 20 32" 3AVG4 a 
34 3AUY1 20 4" 3AVJ4 2 
34 3AUX4 20 4\ 24K907 a 
t Left-hand threaded. ) 24K908 ) 
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» |Download Available FASTENERS 
GRAINGER.COM Hex Head Cap Screws 


CAD 


Min. thread length is calculated using the screw's length. The formula is dia. x 2 + 1/4". 


For example, 1/4-20 x 4: 1/4 x 2 = 1/2". 1/2" + 1/4" = 3/4". This item would have at least 3/4" 
thread. Longer than 150mm are available at Grainger.com®; search for "hex head cap screws." 





Metric Class 8.8 Steel Hex Head Cap Screws 
Comparable to SAE Grade 5 fasteners. 


Zinc Plated Plain Zinc Plated Plain Zinc Plated Plain Zinc Plated Plain 
Thread) Item Pkg.) Item Pkg. Thread Item Pkg. Item Pkg. Thread) Item Pkg. Item Pkg. Thread, Item Pkg. Item Pkg. 
Length Style | No. Qty.; No. Qty. Length Style No. Qty.| No. Qty. Length Style No. Qty.| No. Qty. Length Style No. Qty.| No. Qty. 
M3-0.50 Thread Size M7-1.00 Thread Size Partial |22TL42 50 |25CWO7 50 Partial | 6BA64 10 | 25DH72 50 





6mm Full |25DE93 100; — = 12mm ‘Full | 6AU96 100; — = lL Full |25DF22 50  25DD71 50 oom Full | 6BA42 25 | 25DJ65 50 
8mm ___ Full |25DE94 100; — = 16mm ___Full | 6AU97 100 | 25DD34 100 70mm Partial |22TL43 50 |25CW08 50 comm _ Partial; — =— |25DH73 50 
10mm Full = |25DE95 100; — = 20mm Full _| GAU98 100 | 25DD35 100 Full |25DF23 50 25DD72 50 60mm Full —  — | 25DJ66 50 
12mm _—_—Full + |25DE96 100; — = 20mm _ Full | 6AU99 100 | 25DD36 100 waa Partial |22TL44 50 |25CW09 50 Partial | 6BA65 10 = = 
16mm___Full |25DE97 100) — = 30mm Full _| 6AV13 100 | 25DD37 100 Full |25DF24 50 25DD73 50 65mm_ Partial | 6BA66 10 |25DH75 50 
20mm _ Full (|25DE98 100) — = 35mm Full | 6AV14 100 | 25DD38 100 80mm Partial |22TL45 50 |25CW10 50 70mm _ Partial | 6BBA67 10 | 25DH76 25 
20mm _ Full |25DE99 100) — = Agim Full |22TM97 100 25DD39 100 Full |25DF25 50 25DD74 50 80mm _ Partial | 6BA68 5 = = 
M4-0.70 Thread Size Partial 25CY23 100 | 25CV81 100 90mm Partial |22TL46 50 _ = 100mm Partial | 6BA69 5 = = 
6mm Full | 6AU61 100; — — 45mm Full 22TM98 100) — — Full |25DF26 50 25DD75 50 120mm Partial) — =— | 25DH80 25 


8mm ___ Full | 6AU62 100 | 25DC97 100 Soni Full |22TM99 100, — = 400mm Partial |22TL47 50 = — M12-1.25 Thread Size 

10mm ‘Full _| 6AU63 100 | 25DC98 100 Partial 25CY25 100 | 25CV82 100 Full |25DF27 50 | 25DD76 50 20mm__—‘Full_| 6BA31 = 25 = = 
12mm _—_Full | 6AU64 100 | 25DC99 100 60mm _ Partial |25CY26 100 25CV83 100 110mm Partial |22TL48 25 = = 2omm ‘Full ~| 6BA32 25 = = 
16mm ___Full | 6AU65 100 | 25DD01 100 M8-1.25 Thread Size Partial |22TL49 25 |25CW15 25 30mm _—_Full_| 6BA33 25 = — 


20mm ‘Full + | GAU66 100 25DD02 100 10mm __—Full =| GAV18 100 | 25DD40 100 eset Full |25DF28 25 25DD77 25 35mm Full | 6BA34 10 — = 
2omm_ Full | 6AU67 100) 25DD03 100 12mm___Full | GAVI9 100 | 25DD41 100 130mm _ Partial |22TL50 25 = = 40mm __ Full | 6BA35 10 = = 
Sonn Partial, — =— | 25C€V59 100 14mm ___Full |25DF10 100 | 25DD42 100 140mm Partial | 22TLS1 25 = — 45mm __ Full | 1GLZ6 10 = = 

Full | 6AU68 100 25DD04 100 16mm __—Full =| GAV21 100 | 25DD43 100 150mm Partial |22TL52 25 _ = Saini Full | 6BA36 25 = = 
35mm _ Full | 6AU69 100) 25DD05 100 18mm ___—Full |25DF11 100 | 25DD44 100 M10-1.25 Thread Size Partial | 6BA57 10 _ = 
40mm Partial, — — | 25CV60 100 20mm Full _| 6AV25 100 25DD45 100 20mm Full =| 6BA25 25 | 25DJ52 100 60mm _ Partial | 6BAS8 10 = = 

Full | 6AU70 100 25DD06 100 22mm ‘Full |22TNO1 100 25DD46 100 2omm Full | 6BA26 25 | 25DJ53 100 65mm _ Partial | 1GLZ7 10 = — 
Pitene Full |25DF01 100 |  — = 20mm ___Full_| 6AV27 100 25DD47 100 30mm Full | 6BA27 25 | 25DJ54 100 70mm _ Partial | 6BAS9_ 10 = = 

Partial, 6AV93 100) — = 30mm Full | 6AV28 100 25DD48 100 35mm Full | 6BA28 25 | 25DJ55 100 80mm _ Partial | 6BA60 10 _ == 
M5-0.80 Thread Size acim Partial, — — | 25CV84 100 Admin Partial | 6BAS0 25 | 25DH62 50 90mm_ Partial | 6BA61 10 = = 
6mm Full | 6AU71 100; — Full | GAV29 100 25DD49 100 Full | 6BA29 25 | 25DJ56 50 100mm Partial | 6BA62 10 = = 


8mm _ Full | 6AU72 100) 25DD07 100 dome Partial, — — | 25C€V85 100 Anam Full — — | 25DJ57 50 110mm Partial | 6BA63 10 = = 
10mm ___Full | 6AU73 100 | 25DD08 100 Full | GAV31 100  25DD50 100 Partial | 6BA51 = 25 = = M14-2.00 Thread Size 

12mm __—Full + | 6AU74 100 | 25DD09 100 rae Partial 22TL24 100 | 25CV86 100 Soni Partial | 6BA52 10 | 25DH63 50 20mm _ ‘Full ‘| 25DF387 50 |25DD96 50 
16mm _—_‘Full ~| 6AU75 100 | 25DD10 100 Full |22TNO2 100 25DD51 100 Full — — | 25DJ58 50 29mm _ Full |22TN20 50 |25DD97 50 
18mm _—_—Full ~=|25DF02 100 | 25DD11 100 SOnin Partial 22TL25 100 | 25CV87 100 60mm _ Partial | 6BA53 10 | 25DH64 50 30mm _ Full |22TN21 50 |25DD98 50 
20mm ‘Full | 6GAU76 100 25DD12 100 Full |22TNO3 100 25DD52 100 70mm _ Partial | 6BA54 10 | 25DH65 50 35mm _ Full |22TN22 50 |25DD99 50 


2omm Full | 6AU77 100) 25DD13 100 Bean Partial 22TL26 100 | 25CV88 100 7omm_ Partial | 1GLZ5 10 = = 40mm _ Full (22TN23 50 | 25DE01 50 
30mm Partial 22TLO9 100 | 25CV61 100 Full |25DF12 100 | 25DD53 100 80mm_ Partial | 6BASS 10 | 25DH67 50 45mm _ Full (22TN24 25 | 25DE02 25 
Full | 6AU78 100 25DD14 100 60mm Partial 22TL27 100 | 25CV89 100 90mm Partial| — =— |25DH68 50 Sorin Full |22TN25 25  25DE03 25 
asinii Partial 25CY12 100) — — Full |25DF13 100 | 25DD54 100 100mm _Partial| — — |25DH69 50 Partial |25CY34 25 = = 
Full | 6AU79 100 25DD15 100 B5imimn Partial 25€Y27 100 | 25CV90 100 120mm Partial, — =— |25DH70 25 conn Partial 25€Y35 25 — = 
AGmin Partial 25CY13 100 | 25CV63 100 Full |25DF14 100 | 25DD55_ 100 M10-1.00 Thread Size Full (| 25DF88 25 | 25DE04 25 
Full | 6AU80 100 25DD16 100 70mm Partial 22TL28 100 | 25CV91 100 40mm__ Full | 6BA30_— 25 — = 60mm Partial 22TL69 25 (25CW43 25 
Asean Partial 25CY14 100 | 25CV64 100 Full |25DF15 100 | 25DD56 100 50mm Partial | 6BA56 = 25 = = Full (22TN26 25 | 25DE05 25 
Full | 6AU81 100 7omm_ Partial 25CY28 100 | 25CV92 100 M12-1.75 Thread Size 65mm _ Partial |25CY36 25 = 


80mm Partial 22TL29 100 | 25CV93 100 16mm ___—Full = |22TN12 50 | 25DD78 50 70mm Partial 22TL70 25 | 25CW45 25 
Full |25DF16 100 25DD57 100 20mm Full |22TN13 50 | 25DD79 50 Full |25DF39 25 25DE06 25 
Gori Partial 22TL30 50 | 25CV94 50 2omm_ Full |22TN14 50 |25DD80 50 75am Partial 25€Y37 25 |25CW46 25 
Full |25DF17 50 | 25DD58 50 30mm _ Full |22TN15 50 |25DD81 50 Full |25DF40 25 


ennai Partial |25€Y15 100 | 25CV65 100 

Full | 6AU82 100; — = 
55mm _ Partial |25CY16 100  25CV66 100 
Full |22TM95 100 


oul Partial 25CY17 100 | 25CV67 100 400mm Partial |22TL31 50 | 25CV95 50 35mm _ Full |22TN16 50 |25DD82 50 380mm Partial |22TL71 25 | 25CW47 25 
65mm _ Partial |22TL10 100) — = Full |25DF18 50 25DD59 50 40mm _ Full (22TN17 50 |25DD83 50 Full |25DF41 25 | 25DE07 25 
70mm _ Partial |25CY18 100, — = 110mm Partial |22TL32 50 | 25CV96 50 45mm Full |22TN18 50 25DD84 50 90mm _ Partial |22TL72 25 |25CW48 25 
80mm _ Partial |25CY19 100) — — 120mm _ Partial |22TL33 50 | 25CV97 50 Partial |25CY31 50 |25CW22 50 400mm Partial 22TL73 25 |25CW49 25 
M6-1.00 Thread Size 130mm Partial |22TL34 50 | 25CV98 50 amin Full |22TN19 50 25DD85 50 Full |25DF42 25 | 25DE08 25 
8mm _ Full | 6AU84 100 | 25DD17 100 140mm Partial 22TL35 25 | 25CV99 25 Partial |25€Y32 50 25CW23 50 110mm _ Partial 25CY38 25 |25CW50 25 
10mm___Full ~ | 6AU85 100 | 25DD18 100 150mm _ Partial |22TL36 25 |25CWO01 25 ce Partial | 22TL55 50 — — 120mm _ Partial |22TL74 25 |25CW51 25 
12mm ___Full + | 6AU86 100 | 25DD19 100 M8-1.00 Thread Size Full |25DF29 50 25DD86 50 130mm _ Partial |22TL75 25 — = 
14mm___Full |25DF03 100 | 25DD20 100 10mm___Full | 6BA20 50 _ — Partial |22TL56 50 |25CW25 50 140mm _ Partial |22TL76 10 — = 


16mm___Full + | 6AU87 100 | 25DD21 100 16mm __ Full — — | 25DJ46 100 etiam Full |25DF30 50 25DD87 50 150mm Partial |22TL77 10 _ = 

18mm_—_—Full = |22TM96 100 | 25DD22 100 20mm Full ~| 6BA21 50 | 25DJ47 100 e5inm Partial |22TL57 50 |25CW26 50 M14-1.50 Thread Size 

20mm ___Full_| 6AU89 100 25DD23 100 20mm _ Full | 6BA22 50 | 25DJ48 100 Full |25DF31 50 25DD88 50 2omm __ Full —  — | 25DJ68 50 

22mm _ Full |25DF04 100 25DD24 100 30mm Full | 6BA23 50 | 25DJ49 100 70mm Partial |22TL58 25 |25CW27 25 30mm _ Full | 6BA43 10 | 25DJ69 50 

2omm_ Full | 6AU90 100 25DD25 100 35mm Full —  — | 25DJ50 100 Full |25DF32 25 25DD89 25 3omm Full | 6BA44 10 cd = 

ecm Partial, — — | 25C€V68 100 AGeath Partial 6BA47 25 |25DH56 100 te Partial |22TL59 = 25 _ = 40mm __ Full | 6BA45 10 = = 
Full | 6AU91 100  25DD26 100 Full | 6BA24 50 25DJ51 100 Full |25DF33 25 = = 45mm _— Full — — | 25DJ72 25 
Partial |22TL12 100 | 25€V69 100 90mm _ Partial |6BA48 25 |25DHS7 100 Partial |22TL60 25 (25C0W29 25 S0mm_ Full | 6BA46 5 | 25DJ73 25 





nm Full | 6AU92 100 25DD27 100 60mm _ Partial 6BA49 25 | 25DH58 100 les Full |25DF34 25 25DD90 25 70mm _ Partial, — =— |25DH85 25 
AGraen Partial 22TL13 100 | 25CV70 100 70mm_ Partial | — = — | 25DHS59 100 8omm_ Partial | — — (25CW30 25 80mm _ Partial | — — | 25DH86 25 

Full | 6AU93 100 25DD28 100 80mm _ Partial, — |— |25DH60 100 eomin Partial |22TL61 25 | 25CW31 25 100mm _ Partial | — — |25DH88 25 
ae Partial, — — | 25C€V71 100 90mm Partial) — — |25DH61 50 Full |25DF35 25 25DD91 25 M16-2.00 Thread Size 


Full | 6AU94 100 25DD29 100 M10-1.50 Thread Size 400mm Partial |22TL62 25 | 25CW32 25 20mm _ Full = (25DF43 25 | 25DE09 25 
mite Partial 22TL15 100 | 25CV72 100 12mm ___—‘Full ~=|25DF19 100 25DD60 100 Full |25DF386 25 | 25DD92 25 20mm _ Full = (|22TN27 25 | 25DE10 25 
Full | 6AU95 100 25DD30 100 16mm___— Full ~=|22TNO4 100 25DD61 100 110mm Partial 22TL63 25 |25CW33 25 30mm _ Full = §(22TN28 25 | 25DE11 25 
somm_ Partial |22TL16 100 | 25CV73 100 20mm Full (22TNOS 100 | 25DD62 100 420mm Partial |22TL64 25 (25CW34 25 3omm Full (22TN29 25 | 25DE12 25 
60mm Partial 22TL17 100 | 25CV74 100 20mm _ Full |22TN06 100 | 25DD63 100 Full — — (.25DD93 2 40mm Full = §22TN30 25 | 25DE13 25 
Full |25DF05 100 25DD31 100 30mm _ Full |22TNO7 100 | 25DD64 100 130mm Partial |22TL65 25 | 25CW35 25 45mm _ Full |22TN31 25 | 25DE14 25 


Partial |_22TL18 100 | 25CV75 100 35mm Full |22TNO8 100 25DD65 100 22TL66 25 | 25CW36 25 Full |22TN32 25 | 25DE15 25 


Partial 
65mm Full 25DF06 100, —  — jomm _Full_22TNO9 50 | 25DD66 50 140mm | —)~—SCO  25DD94 25) | ( OOM Baral a5CY39 25. 25CW57 25 
Partial |22TL19 100 25CV76 100 Partial) — — /25CW02 50 150mm Partial 25CY33 25 25CW37 25 Full 22TN33 25 25DE16 25 


70mm ~~Fui| |25DF07 100 25DD32 100 45mm _full_22TN10 50 | 25DD67 50 M12-1.50 Thread Size 59MM ~partial 25CY40 25. — 
75mm Partial |\25CY20 100 | 25CV77 100 Partial 25CY29 50 25CW03 50 90mm Full | 6BA37 25 | 25DJ59 50 somm —Patial | 22TL80 25 |25CW59 25 
somm Pattial |22TL20 100 25Cv78 100 ,) Full |22TN11 50 |25DD68 50 25mm Full | 6BA38 25 | 25DJ60 50 Full |22TN34 25 | 25DE17 25 
Full |25DF08 100 | 25DD33 100 Partial GAY34 50 25CW04 50 30mm Full | 6BA39 25 | 25DJ61 50 e5mm Pattial 25CY41 10 |25CW60 10 
Partial BAY17 50 | 25CV79 50 Partial 22TL40 50 25CW05 50 35mm Full | 6BA4O 25 | 25DJ62 50 Full |25DF44 10 


90mm “Full 25DF09 50; — — "Ful |25DF20 50 25DD69 50 40mm Full | 6BA41 10 | 25DJ63 50 7omm —Pattial |22TL81_ 10 |25CW61 10 
100mm Partial |22TL21 50 — —- — Ss gn Partial |22TL41 50 | 25CW06 50 45mm Full | — — | 25DJ64 50 Full |25DF45 10 | 25DE18 10 
110mm Partial 25CY21 50) —  — Full |25DF21 50 25DD70 50 

120mm Partial |25CY22 50) — — | CONTINUED | } 
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Hex Head Cap Screws Details on page Al. 





Metric Class 8.8 Steel Hex Head Cap Screws 


Comparable to SAE Grade 5 fasteners. 


_ Zine Plated Plain Zinc Plated Plain Zinc Plated Plain Zinc Plated Plain 
Thread) Item Pkg. Item Pkg. Thread) Item Pkg. Item Pkg. Thread) Item Pkg. Item Pkg. Thread) Item Pkg. Item Pkg. 
Length Style No. Qty.| No. Qty. Length Style No. Qty.| No. Qty. Length Style | No. Qty.| No. Qty. Length Style | No. Qty.| No. Qty. 
Partial | 22TL82 10 _ — 120mm Partial}; — — |25DH98 10 55mm_~=sFull «=| 25DF59 10  25DE43 10 60mm ‘Full + |22TN37 #10 | 25DE66 10 





fomm Full |25DF46 10 25DE19 10 130mm _ Partial — — |25DH99 10 Sonat Partial 6AY88 10 25CW98 10 65mm Full 25DF76 10 — — 
s0mim Partial |22TL83 10 25CW63 10 140mm _ Partial = — | 25DJ01 10 Full |25DF60 10 25DE44 10 Toman Partial 22TM04 10 — — 
Full |25DF47 10  25DE20 10 M18-2.50 Thread Size 65mm =—sFull «=| 25DF61 10 25DE45 10 Full |22TN38 10 25DE68 10 
85mm Partial) — — 250W64 10- 30mm Full ~|25DF51 25 | 25DE26 25 ane Partial | GAY89 10 | 25CX01 10° 75mm Full | — — | 25DE69 10 
90mm Partial |22TL84 10 25CW65 10 35mm _~=—s Full) «=| 25DF52 25 — — Full 25DF62 10 | 25DE46 10 som Partial 22TM05 10 — — 
Full |25DF48 10 25DE21 10 40mm Full ~=|22TN35 25 | 25DE28 25 75mm_ Partial |\25CY58 10  25CX02 10 Full |22TN39 10 25DE70 10 
400mm Partial |22TL85 10 25CW66 10 45mm _—s Full +|25DF53 25 | 25DE29 25 s0mimn Partial |22TL92 10 | 25CX03 10 90mm Partial 22TM06 5 | 25CX46 5 
Full |25DF49 10  25DE22 10 50mm ‘Full «+ |25DF54 25 25DE30 25 Full 25DF63 10 | 25DE47 10 400mm Partial 22TMO7 5 — — 
110mm Partial 22TL86 10 |25CW67 10 55mm_—s*Full «=| 25DF55 10 — — 90mm Partial |22TL93 10 | 25CX04 10 Full 25DF78 5 — — 
420mm Partial |22TL87 10 25CW68 10 Gomi Partial |\25CY44 10 — — Full 25DF64 10 | 25DE48 10 120mm Partial 22TM08 5 | 25CX49 5 
Full |25DF50 10 25DE23 10 Full 6AV80 10 | 25DE32 10 400mm Partial |22TL94 10 — — 130mm Partial |22TMO09 5 — — 
490riri Partial |22TL88 10 25CW69 10 65mm Partial 25CY45 10 — — Full 25DF65 10 | 25DE49 10 140mm _ Partial 22TM10 5 |25C0X51 5 
Full — — | 25DE24 10 Fora Partial 25CY46 10 — — 110mm Partial 22TL95 10 — — M27-3.00 Thread Size 
140mm Partial 22TL89 10 |25CW70 10 Full 25DF56 10 | 25DE33 10 496nm Partial |22TL96 10 | 25CX07 10 110mm Partial — — |25CX68 5 
‘50K0mn Partial |22TL90 10 25CW71 10 75mm Partial 25CY47 10 — — Full 25DF66 10 | 25DE50 10 140mm Partial = — |25Cx70 5 
Full — — | 25DE25 10 soci Partial — — |25CW87 10 130mm Partial 22TL97 10 — — M30-3.50 Thread Size 
M16-1.50 Thread Size Full 25DF57 10 | 25DE34 10 ‘40a Partial |22TL98 10 | 25CX09 10 70mm — Full — — |25DE81 5 
20mm _— Full — — |25DJ74 25 90mm Partial 25CY49 10 25CW88 10 Full — — |25DE51 10 75mm _— Full — — |25DE82 5 
25mm _— Full — — | 25DJ75 25 Full 25DF58 10 — — 150mm Partial 22TL99 10 — — 80mm — Full — — |25DE83 5 
30mm Full | —  — | 25DJ76 25 400mm —attial|25CYS0_ 10 | — __— _—_M22-2.50 Thread Size 90mm Full | —  — | 25DE84 5_ 
35mm _— Full — — |25DJ77 25 Full 6AV81 10 | 25DE36 10 40mm Full — — |25DE55 10 1 O0Rim Partial — — | 25CX74 5 
40mm _ Full — — | 25DJ78 25 110mm Partial 25CY51 10 — — 50mm _—s‘Full ~=|25DF67 10 — — Full — — |25DE85 5 
45mm _— Full — — | 25DJ79 25 420mm Partial 25CY52 10 25CW91 10 55mm _— Full — — |25DE57 10 110mm _ Partial — — | 25CX75 5 
50mm — Full — — | 25DJ80 25 Full — — | 25DE37 10 60mm — Full — — |25DE58 10 120mm Partial — — |25CX76 5 
55mm_ Partial — — |25DH89 25 130mm _ Partial — — |25Cw92 10 80mm‘ Full ~|25DF72 10 — — 130mm _ Partial — — |25CX77 5 
60mm_ Partial — — |25DH90 25 140mm _ Partial — — |25CW93 10 400mm Partial 25CY62 5 | 25CX30 5 140mm _ Partial — — |25CX78 5 
65mm_ Partial — — |25DH91 10 150mm Partial 25CY55 10 — — Full — — |25DE62 5 150mm _ Partial — — |25CX79 5 
70mm _ Partial — — |25DH92 10 M20-2.50 Thread Size 140mm Partial — — | 250X34 5 M36-4.00 Thread Size 
75mm_ Partial — — |25DH93 10 30mm_—s Full =| GAV82 = =10 | 25DE38 10 150mm _ Partial — — | 25CX35 5 100mm _— Full — — |25DE91 5 
80mm Partial — — |25DH94 10 35mm_—s*Full ~=|« GAV83~=—s 10 — — M24-3.00 Thread Size 120mm Partial — — | 25Cx92 5 
Full — — | 25DJ81 10 40mm _ Full | 6AV84 10 | 25DE40 10 40mm _ Full |25DF73 10 | 25DE63 10 150mm _ Partial — — | 25CX95 5 
90mm Partial); — — |25DH95 10 45mm _ Full | 6AV85 10 | 25DE41 10 45mm _ Full §25DF74 10 | 25DE64 10 
100mm _ Partial — — |25DH96 10 50mm ‘Full ~+| GAV86)§ 10 | 25DE42 10 50mm ‘Full + |22TN36 10 | 25DE65 10 
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Min. thread length is calculated using the screw's length. The formula is dia. x 2 + 1/4". 
For example, 1/4-20 x 4: 1/4 x 2 = 1/2". 1/2" + 1/4" = 3/4". This item would have at least 3/4" 
thread. Longer than 150mm are available at Grainger.com®; search for "hex head cap screws." 





Metric Glass 10.9 Coarse 
Pitch Hex Head Cap Screws 





Thread Fastener Item = Pkg. Thread Fastener Item Pkg. Thread Fastener Item = Pkg. Thread Fastener Item Pkg. 

Length Style Finish No. Qty. Length Style Finish No. Qty. Length Style Finish No. Qty. Length Style Finish No. Qty. 
M6-1.00 Thread Size 65mm _ Partial Plain 25CY93 50 45mm Full Zinc Yellow | 22TN46 25 60mm Partial Plain 25€Z56 10 
10mm __ Full Plain 25DF79 100 Partial Zinc Yellow | 22TM21 50 Full Plain 25DG26 25 Full Zinc Yellow | 6AJ51 10 
12mm Full Plain 25DF80 100 70mm __ Partial Plain 25CY94 50 Partial Zinc Yellow | 22TM32 25 65mm __Partial Plain 25CZ57 ~=—10 
Full _Zinc Yellow | 6AE65 100 Full Plain 25DG06 50 50mm —_ Full Zinc Yellow | 221N47 25 7Omm_ Partial Plain 25CZ58 10 

16mm Full Plain 25DF81 100 7omm Partial Plain 25CY95 50 Full Plain 25DG27 25 80mm _ Partial Plain 25CZ59 10 
Full _Zinc Yellow | 6AE66 100 80mm Partial Plain 25CY96 50 comm __ Partial Plain 250226 25 90mm __ Partial Plain 25CZ60 10 

Full Plain 25DF82_ 100 Full Plain 25DG07 50 Partial Zinc Yellow | 22TM33 25 400mm Partial Zinc Yellow | 22TM41 10 


20mm —Fiil—Zinc Yellow | 6AE67 100 





90mm Partial Zinc Yellow | 221M22__50 60mm _ Partial Plain 250227 25 Partial Plain 250261 10 
emai Full Plain 25DF83 100 Partial Plain 25CY97 50 Full___Zinc Yellow | 6AJ23 10 120mm_ Partial Plain 25CZ63 10 
Full Zinc Yellow | 6AE68 100 Partial Zinc Yellow | 22TM23 50 65mm _ Partial Plain 2506228 25 M20-2.50 Thread Size 
Partial Plain 25CY6/7 100 100mm_ Partial Plain 25CY98 50 70mm Partial Zinc Yellow | 22TM34 25 30mm — Full Plain 25DG45_ 10 
30mm Full _ Plain 25DF84 100 Full Plain 25DG08 50 Partial Plain 250229 25 40mm___Full__Zinc Yellow | 22TN48 10 
Full Zinc Yellow | 6AE69 100 410mm Partial Zinc Yellow 22TM24 25 80 Partial Zinc Yellow | 22TM385 25 45 Full Zinc Yellow | 22TN49 10 
Partial Zinc Yellow | 6AJ88 100 Partial Plain 25CY99 25 mM “Partial Plain 250730 25 mm Full Plain | 25DG48 10 
acim Full Zinc Yellow | 23LC57 100 120mm_ Partial Zinc Yellow | 22TM25 25 90mm Partial Zinc Yellow | 22TM36__ 25 oni Full Zinc Yellow | 22TN50 10 
Partial Plain 25CY68 100 ea Partial Plain 250202 25 Partial Plain 250231 25 Full Plain 25DG49_ 10 
Partial Plain 25CY69 100 140mm_ Partial Plain 250203 25 100 Partial Zinc Yellow | 22TM3/7 25 55 Full Zinc Yellow | 22TN51 = 10 
40mm ~ Full Plain 25DF85 100 M1i0- 1. 25 Thread Size mm Full Plain | 25DG28 25 mm Full Plain | 25DG50 10 
Partial Zinc Yellow 6AJ90 100 20mm — Full Plain 25DJ87 100 120mm_ Partial Plain 250233 25 60mm Full Zinc Yellow | 22TN52 10 
io Partial Plain 25CY70 100 25mm Full Plain 25DJ88 100 130mm__Partial Plain 250234 25 Full Plain 25DG51_~=10 
Full Plain 25DF86 100 30mm _— Full Plain 25DJ89 100 140mm_ Partial Plain 250235 10 65 Partial Plain 250264 10 
Partial Plain 25CY71 100 35mm Full Plain 25DJ90 100 150mm_ Partial Plain 25CZ36 10 mm ~"Full Zinc Yellow | 6AJ68 5 
50mm _ Full Plain 25DF87 100 40mm _ Full Plain 25DJ91 50 M14-1.50 Thread Size 70 Partial Zinc Yellow | 22TM42 10 
Partial Zinc Yellow 6AJ92 100 45mm _ Partial Plain 25DJ06 50 25mm Full Plain 25DJ97 50 mm —Full Plain 25DG52_ ~=10 
55mm _ Partial Plain 25CY72 100 50mm _ Partial Plain 25DJ07 50 30mm _— Full Plain 29DJ98 50 7omm Partial Plain 25CZ66 10 
60mm _ Partial Plain 25CY73 100 60mm _ Partial Plain 25DJ08 50 35mm — Full Plain 29DJ99 50 80 Partial Zinc Yellow | 22TM43 10 
an Partial Plain 25CY74 100 70mm _ Partial Plain 25DJ09 50 40mm Full Plain 25DK01 50 mM Partial Plain 25CZ67 10 
80m Partial Plain 25CY75 100 80mm _ Partial Plain 25DJ10 50 50mm Partial Plain 25DJ20 25 90mm Partial Zinc Yellow | 22TM44 10 
M8-1 95 Thread Size 90mm _ Partial Plain 25DJ11 50 Full Plain 25DK02 25 Partial Plain 250268 10 
10mm _— Full Plain 29DF88 100 100mm_ Partial Plain 25DJ12 50 60mm _ Partial Plain 25DJ21 = 25 Partial Zinc Yellow | 22TM45 10 
12mm _— Full Plain 20DF89 100 M12-1.75 Thread Size 70mm _ Partial Plain 25DJ22 25 100mm_ Partial Plain 25CZ69 10 
416mm Full Zinc Yellow | 22TN40 100 16mm _— ‘Full Plain 25DG09 50 80mm_Partial Plain 25DJ23 25 Full Plain 25DG54 10 
Full Plain 25DF90 100 20mm Full Zinc Yellow | 22TN43 50 90mm _ Partial Plain 25DJ24 25 410mm Partial Zinc Yellow | 22TM46 10 
20mm Full Zinc Yellow | 22TN41 100 Full Plain 25DG10 50 100mm_ Partial Plain 25DJ25 25 Partial Plain 25CZ70 10 
Full Plain 25DF91 100 seraii Full Zinc Yellow | 23LC65 50 120mm_ Partial Plain 25DJ27 25 Partial Zinc Yellow | 22TM47 10 
o5mm Full Zinc Yellow | 23L€58 100 Full Plain 25DG11 50 M16-2.00 Thread Size _ 120mm_ Partial Plain 25CZ71 10 
Full Plain 25DF92 100 30mm Full Zinc Yellow | 23LC66 50 25mm Full Plain 25DG29 25 Full Plain 25DG55 10 
Full Zinc Yellow | 23L€59 100 Full Plain 25DG12 50 30mm _——s Full ~—s Zinc Yellow | 23L€70 25 130mm _ Partial Plain 25CZ/2 10 
30mm Partial Plain 25CY76 100 35mm Full Zinc Yellow | 23LC6/ _50 35mm Full Zinc Yellow | 28L0/1 2 140mm_ Partial Plain 25CZ73 10 
Full Plain 25DF93 100 Full Plain 25DG13 50 Full Plain 25DG31 25 150mm_ Partial Plain 250274 10 
Partial Zinc Yellow | 6AJ95 25 Full Zinc Yellow | 22TN44 50 40mm Full Zinc Yellow | 23L072 25 M22-2.50 Thread Size 
Full Zinc Yellow 23LC60 100 40mm — Full Plain 25DG14 50 Full Plain 25DG32 25 50mm — Full Plain 25DG56 10 
35mm _ Partial Plain 25CY//7 100 Partial Zinc Yellow | 6AU23 10 45 Full Zinc Yellow  23L€73 25 60mm _— Full Plain 25DG5/ 10 
Full Plain 25DF94 100 Partial Plain 25CZ07 50 mm Ful Plain 25DG33 25 70mm — Full Plain 25DG58 10 
Partial Plain 25CY78 100 45mm — Full Plain 25DG15 50 Full Zinc Yellow  23L0/74 25 7omm Partial Plain 250282 10 
40mm — Full Plain 25DF95 100 Partial Zinc Yellow 6AU24 10 50mm — Full Plain 25DG34 25 80mm _ Partial Plain 250283 10 
Partial Zinc Yellow 6AJ96 25 Partial Zinc Yellow 23L051 50 Partial Zinc Yellow 6AU39 5 100mm_ Partial Plain 250285 =5 
45mm _ Partial Plain 25CY79 100 50mm _ Partial Plain 250208 50 55 Partial Plain 250237 25 M24-3.00 Thread Size 
Partial Zinc Yellow 23LC49 100 Full Plain 25DG16 50 mm ~"Full Zinc Yellow | GAJ48 10 40mm Full ~ Zinc Yellow | 6AJ70 1 
50mm _ Partial Plain 25CY80 100 55mm_ Partial Plain 25CZ09 50 Partial Zinc Yellow 23L053 25 50mm Full ~=Zinc Yellow | 22TN53 =—-10 
Full Plain 25DF96 100 Partial Zinc Yellow 23L052 50 60mm _ Partial Plain 25C0238 25 60mm — Full Plain 25DG63 10 
60mm Partial Zinc Yellow | 22TM15_ 100 60mm _ Partial Plain 25€Z10 50 Full Plain 25DG36 25 Zorn Full Zinc Yellow | 22TN54__10 
Partial Plain 25CY81 100 Full Plain 25DG17 50 65mm_ Partial Plain 25€Z39 10 Full Plain 25DG65 10 
ree Partial Zinc Yellow | 221M16__100 65mm__Partial_ _Plain 25€Z11 50 Partial Zinc Yellow 23L054 10 7omm_— Partial Plain 25CZ89 10 
Partial Plain 25CY82 100 Partial Zinc Yellow 22TM26 25 70mm _ Partial Plain 25CZ40 10 Full Zinc Yellow | 22TN55 10 
80mm Partial Zinc Yellow | 22TM1/ 100 70mm _ Partial Plain 250212 25 Full Plain 25DG37 10 80mm _Partial Plain 25CZ90 10 
Partial Plain 25CY83 100 Full Plain 25DG18 25 7omm_— Partial Plain 25C0Z41 10 Partial Zinc Yellow  6AU54 = 1 
90mm Partial Zinc Yellow | 221M18 50 75mm Partial Plain 250213 25 Partial Zinc Yellow 23L055 10 Partial Zinc Yellow | 22TM48 
Partial Plain 25CY84 50 Full Plain 25DG19 25 80mm _ Partial Plain 25CZ42 10 90mm _Partial Plain 250291 5 
400mm Partial Zinc Yellow | 22TM19 50 Partial Zinc Yellow | 22TM2/ 25 Full Plain 25DG38 10 Full Plain 25DG66 5 
Partial Plain 25CY85 50 80mm _ Partial Plain 250214 25 90mm Partial Zinc Yellow 23L056 10 400mm Partial Zinc Yellow | 22TM49 5 
120mm_ Partial Plain 25CY87 50 Full Plain 25DG20 25 Partial Plain 25€2Z43 + =10 Full Plain 25DG6/7 5 
M8-1. ‘00 Thread Size 90mm _ Partial Zinc Yellow | 22TM28 25 Partial Zinc Yellow 22TM38 10 110mm Partial Zinc Yellow | 22TM50 5 
20mm _— Full Plain 25DJ82 100 400mm Partial Zinc Yellow 22TM29 25 100mm_ Partial Plain 250244 10 420mm Partial Zinc Yellow | 22TM51 5 
25mm Full Plain 25DJ83 100 Full Plain 25DG21 25 Full Plain 25DG39 10 Full Plain 25DG68 5 
30mm _— Full Plain 25DJ84 100 410mm Partial Zinc Yellow  22TM30 25 410mm Partial Zinc Yellow 22TM39 10 440mm Partial Zinc Yellow | 22TM53 5 
35mm _— Full Plain 25DJ85 100 Partial Plain 250217 25 Partial Plain 250245 10 Partial Plain 250296 5 
40mm _— Full Plain 25DJ86 100 Partial Zinc Yellow | 22TM381 25 120mm Partial Zinc Yellow | 22TM40 10 150mm_ Partial Plain 250297 5 
50mm_ Partial Plain 29DJ02 100 120mm_ Partial Plain 250218 25 Partial Plain 250246 10 M24-2.00 Thread Size 
60mm_ Partial Plain 25DJ03 100 Full Plain 25DG22 25 130mm_ Partial Plain 25CZ47 10 50mm — Full Plain 25DK09 10 
70mm _ Partial Plain 29DJ04 100 130mm_ Partial Plain 250219 25 140mm_ Partial Plain 250248 10 80mm _ Partial Plain 20DJ39 10 
80mm __ Partial Plain 29DJ05 100 140mm_ Partial Plain 250220 25 150mm_ Partial Plain 250249 10 90mm_ Partial Plain 20DJ40 5 
M10-1.50 Thread Size 150mm_ Partial Plain 250221 25 M16-1.50 Thread Size 100mm_ Partial Plain 20DJ41 5 
46mm Full Zinc Yellow 22TN42 100 M12-1.50 Thread Size 30mm ‘Full Plain 25DK03 25 120mm_ Partial Plain 20DJ43 5 
Full Plain 25DF97 100 20mm — Full Plain 25DJ92 50 35mm Full Plain 25DK04 25 Lea Partial Plain 25DJ44 5 
Spihi Full Zinc Yellow 23LC61 100 25mm _— Full Plain 25DJ93 50 40mm Full Plain 25DK05 25 150mm_ Partial Plain 25DJ45 5 
Full Plain 25DF98 100 30mm _— Full Plain 25DJ94 50 45mm _— Full Plain 25DK06 25 M27- 3. 00 Thraad Size 
5mm Full Zinc Yellow | 23LC62 100 35mm Full Plain 25DJ95 50 mm Partial Plain 25DJ28 25 60mm __ Full Plain 25DG69 5 
Full Plain 25DF99 100 40mm _ Full Plain 25DJ96 50 Full Plain 25DK07 = 25 120mm_ Partial Plain 25DA07 5 
30mm Full Zinc Yellow | 23LC63 100 o0mm__ Partial Plain 25DJ13 50 oomm__ Partial Plain 29DJ29 25 140mm_Partial Plain 25DA08 5 
Full Plain 25DG01 100 60mm _ Partial Plain 25DJ14 50 60mm _ Partial Plain 25DJ30 25 150mm_ Partial Plain 25DA09 5 
Full Zinc Yellow | 23LC064 100 70mm _ Partial Plain 25DJ15 = 25 65mm _ Partial Plain 25DJ31 10 M30-3.50 Thread Size 
35mm _— Full Plain 25DG02 100 80mm _ Partial Plain 25DJ16 25 70mm _ Partial Plain 25DJ32 10 80 Full Plain 25DG74 5 
Partial Zinc Yellow 6AU14 25 90mm_ Partial Plain 25DJ17 3925 80mm _ Partial Plain 25DJ33 = =10 mm —~Full Zinc Yellow | 5ZY45 1 
Partial Plain 25CY88 50 100mm_ Partial Plain 25DJ18 25 90mm _ Partial Plain 25DJ34 10 90mm Full ~=Zinc Yellow 5ZY46 1 
40mm — Full Plain 25DG03 50 120mm_ Partial Plain 25DJ19 25 100mm_ Partial Plain 25DJ35 10 100mm_ Full = Zinc Yellow | 5ZY47 1 
Partial Zinc Yellow | 6AU15 25 M14-2.00 Thread Size 110mm_ Partial Plain 20DJ36 10 110mm_ Partial Plain 25DA14 5 
45mm _ Partial Plain 25CY89 50 25mm Full Zinc Yellow | 6AE95 25 140mm_ Partial Plain 20DJ38 10 120mm_ Partial Plain 25DA15 5 
Partial Zinc Yellow 23L050 50 30mm Full Zinc Yellow | 22TN45 50 M18-2.50 Thread Size 130mm_ Partial Plain 20DA16 5 
50mm _ Partial Plain 25CY90 50 Full Plain 25DG23 50 30mm _— Full Plain 25DG40 25 140mm_ Partial Plain 25DA17 5 
Full Plain 25DG04 50 35mm Full Zinc Yellow 23LC68 50 35mm _— Full Plain 25DG41 25 150mm_ Partial Plain 25DA18 5 
55mm _ Partial Plain 25CY91 50 Full Plain 25DG24 50 40mm _— Full Plain 25DG42 25 M36-4.00 Thread Size 
Partial Zinc Yellow | 22TM20 50 40mm Full Zinc Yellow 23LC69 50 45mm — Full Plain 25DG43 25 140mm_ Partial Plain 25DA3/7 5 
60mm _ Partial Plain 25CY92 50 Full Plain 25DG25 50 50mm — Full Plain 25DG44 25 150mm_ Partial Plain 20DA38 5 


Full Plain 20DG05__50 
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Min. thread length is calculated using the screw's length. The formula is dia. x 2 + 1/4". 
For example, 1/4-20 x 4: 1/4 x 2 = 1/2". 1/2" + 1/4" = 3/4". This item would have at least 3/4" 


thread. Longer than 150mm are available at Grainger.com®; search for "hex head cap screws." 





Metric Stainless Steel Hex Head Cap Screws 
Fully threaded screws meet DIN 933; partially threaded meet DIN 931 standard. 





A2 A4 A2 A4 A2 A4 A2 A4 
Stainless Stainless Stainless | Stainless Stainless | Stainless Stainless | Stainless 
Steel Steel Steel Steel Steel Steel Steel Steel 
Thread Pkg. Item Item Thread Pkg. Item Item Thread Pkg. Item Item Thread Pkg. Item Item 
Length Style Qty. No. No. Length Style Qty. No. No. Length Style Qty. No. No. Length Style Qty. No. No. 
M3-0.50 Thread Size 60mm Full 50 | 22TN66 | 22TP28 ne Full 25 | 22TN93 — 90mm _ Partial 10 | 25DA86 | 25DC65 
6mm Full 50 | 22TA59 | 6BA93 Partial 50 | 25DA58 | 25DC23 Partial 25 | 25DA72 | 25DC42 100mm _ Partial 10 | 25DA87 | 25DC66 
8mm Full 50 | 22TA64 | 6BA94 65mm _—iPartial +50 | 25DA59 | 25DC24 7Omm_ Partial = 25 | 22TM65 | 25DC43 M16-2.00 Thread Size 
10mm Full 50 | 22TA65 | 6BA95 7am Partial 50 | 22TM54 — 7>mm_ Partial 25 | 25DA73 | 25DC44 25mm Full 10 | 22TPO9 § 22TP61 
16mm Full 50 | 22TA67 | 6BA96 Full 50 — 22TP29 Somtn Partial 25 | 22TM66 | 25DC45 30mm Full 10 | 22TP10 | 22TP62 
20mm Full 50 | 22TD72 | 6BA97 80mm __ Partial 50 | 22TM55 | 25DC26 Full 25 | 25DG85 | 22TP49 35mm Full 10 | 22TP11 | 22TP63 
25mm Full 50 | 22TD77 — 90mm _ ‘Partial = 25 6BE91 | 25DC27 90mm Partial 25 | 22TM67 | 25DC46 40mm Full 10 | 22TP12 | 22TP64 
30mm Full 50 6BB84 — 100mm _ Partial 25 | 22TM57 — Full 25 — 22TP50 45mm Full 10 | 22TP13 | 25DH31 
35mm Full 50 — 6BB85 110mm _ Partial 25 | 25DA60 — 4 00nimn Partial 25 | 22TM68 | 25DC47 50mm Full 10 | 22TP14 | 22TP65 
40mm Full 50 6BB86 — 120mm _ Partial 25 | 25DA61 — Full 25 | 25DG86 | 22TP51 55mm Partial 10 | 22TM81 — 
M4-0.70 Thread Size 140mm _ Partial 10 | 25DA62 — 110mm _ Partial 10 | 25DA74 | 25DC48 Full 10 | 25DG92 | 25DH32 
8mm Full 50 | 22TD79 | 6BA98 M8-1.25 Thread Size 120mm _ Partial 10 | 22TM69 | 25DC49 somin Partial 10 | 22TM82 | 25DC70 
10mm Full 50 | 22TD80 | 6BA99 10mm Full 50 | 22TN67 | 25DH14 130mm _ Partial 10 | 22TM70 — Full 10 | 25DG93 | 22TP66 
12mm Full 50 | 22TEO5 | 6BB10 12mm Full 50 | 22TN68 | 22TP30 140mm _ ‘Partial 10 | 25DA75 — Sanam Partial 5 25DA88 — 
16mm Full 50 | 22TE18 | 6BB11 16mm Full 50 | 22TN69 | 22TP31 150mm _ Partial 10 | 25DA76 — Full 5 — 25DH33 
20mm Full 50 | 22TE19 | 6BB12 18mm Full 50 | 22TN70 — M12-1.75 Thread Size 70ratn Partial 5 6BU28 | 25DC72 
25mm Full 50 | 22TE20 | 6BB13 20mm Full 50 | 22TN71 | 22TP32 16mm Full 25 | 22TN94 — Full 5 | 25DG94 | 25DH34 
30mm Full 50 | 22TE21 | 22TP20 22mm Full 50 | 22TN72 — 20mm Full 25 | 22TN95 | 25DH18 75mm_ ‘Partial = 5 25DA89 | 25DC73 
35mm Full 50 | 22TE22 | 25DHO09 25mm Full 50 | 22TN73 | 23LC76 25mm Full 25 | 22TN96 | 25DH19 sdmim Full 5 | 25DG95 | 22TP67 
40mm Full 50 | 22TE28 | 25DH10 30mm Full 50 | 22TN74 | 22TP33 30mm Full 25 | 22TN97 | 22TP52 Partial 5 6BU29 — 
45mm Full 50 6BB97 — 35mm Full 50 | 22TN75 | 22TP34 35mm Full 25 | 22TN98 | 22TP53 9dmim Full 5 | 25DG96 | 22TP68 
50mm Full 50 | 22TN58 — 40mm Full 50 | 22TN76 | 22TP35 40mm Full 25 | 22TN99 | 22TP54 Partial 5 6BU30 | 25DC75 
M5-0.80 Thread Size 45mm Full 50 | 22TN77 | 22TP36 45mm Full 25 | 22TPO1 | 25DH20 4oomm Partial 5 | 22TM86 | 25DC76 
6mm Full 50 | 22TE29 — SOnim Full 50 | 22TN78 | 22TP37 Brin Full 25 | 22TPO2 | 22TP55 Full 5 | 25DG97 | 22TP69 
8mm Full 50 | 22TE30 | 25DH11 Partial 50 | 25DA64 | 25DC29 Partial 25 | 25DA77 | 25DC51 110mm _ Partial 5 | 25DA90 — 
10mm Full 50 | 22TE35 | 6BB15 Baan Full 50 | 22TN79 — ae Full 25 | 22TPO3 — 120mm_ Partial 5 | 22TM87 | 25DC77 
12mm Full 50 | 22TE36 | 6BB16 Partial 50 — 25DC30 Partial 25 — 25DC52 130mm _ Partial 5 | 22TM88 — 
16mm Full 50 | 22TE37 | 6BB17 60mm Full 50 | 22TN80 | 23LC77 60mm Full 25 | 22TPO4 | 22TP56 M18-2.50 Thread Size 
20mm Full 50 | 22TE38 | 6BB18 Partial 50 | 25DA66 — Partial 25 | 25DA79 | 25DC53 40mm Full 10 — 25DH35 
25mm Full 50 | 22TE39 | 6BB19 ecm Full 50 | 22TN81 | 25DH15 Garin Partial 10 | 25DA80 | 25DC54 50mm Full 10 — 25DH36 
30mm Full 50 | 22TE40 | 22TP21 Partial 50 — 25DC32 Full 10 — 25DH21 60mm Full 5 — 25DH37 
35mm Full 50 | 22TE43 | 22TP22 70min Partial 50 | 22TM58 | 25DC33 7Omm_ ‘Partial ~=10 | 22TM71 | 25DC55 70min Partial 5 — 25DC81 
A0ram Full 50 | 22TE44 | 22TP23 Full 50 | 25DG82 | 22TP38 75mm Partial 10 | 25DA81 — Full 5 — 25DH38 
Partial 50 | 25DA51 | 25DC16 75mm_ ‘Partial 50 | 25DA67 — ednini Partial 10 | 22TM72 | 25DC57 80mm Full 5 — 25DH39 
dean Partial 50 | 25DA52 | 25DC17 80mm Partial 50 | 22TM59 | 25DC34 Full 10 | 25DG87 | 22TP57 90mm Full : 5 — 25DH40 
Full 50 6BE19 — Full 50 | 25DG83 | 22TP39 s0nrna Partial 10 | 22TM73 — M20-2.50 Thread Size 
somm Partial 50 | 25DA53 | 25DC18 9omim Partial 25 | 22TM60 — Full 10 — 22TP58 30mm Full 5 22TP15 | 25DH42 
Full 50 6BE20 — Full 25 — 22TP40 400mm Partial 10 | 22TM74 | 25DC59 35mm Full 5 221P16 — 
Bonam Partial 50 | 25DA54 | 25DC19 ‘oon Partial 25 | 22TM61 | 25DC36 Full 10 | 25DG88 | 22TP59 40mm Full 5 221TP17 | 25DH43 
Full 50 6BE21 — Full 25 | 25DG84 | 22TP41 110mm _ Partial 10 | 22TM75 | 25DC60 45mm Full 5 221TP18 | 25DH44 
70mm Full 10 6BE22 — 110mm Partial 25 | 22TM62 — 120mm _ Partial 10 | 22TM76 | 25DC61 50mm Full 5 221TP19 | 25DH45 
M6-1.00 Thread Size 120mm _ Partial 25 | 22TM63 | 25DC37 130mm _ Partial 10 | 22TM7/7 — 55mm Full 5 — 25DH46 
8mm Full 50 | 22TE45 | 25DH12 130mm _ Partial 25 | 22TM64 — 140mm _ Partial 10 | 25DA82 — 60mm Full 5 | 25DG99 | 25DH47 
10mm Full 50 | 22TE46 | 6BB23 150mm _ Partial 10 | 25DA68 — 150mm Partial 10 | 25DA83 — 65mm _ Partial 5 | 25DA96 | 25DC82 
12mm Full 50 | 22TF76 | 6BB24 M10-1.50 Thread Size M14-2.00 Thread Size 7Omm_ ‘Partial =5 | 22TM89 — 
14mm Full 50 — 25DH13 12mm Full 50 | 22TN82 — 20mm Full 25 — 22TP60 75mm _ Partial + 5 | 25DA97 | 25DC84 
16mm Full 50 | 22TF95 | 6BB25 16mm Full 50 | 22TN83 | 25DH16 25mm Full 25 | 25DG89 | 25DH22 80mm Partial 5 | 22TM90 — 
20mm Full 50 | 22TGO6 | 6BB26 20mm Full 50 | 22TN84 | 22TP42 30mm Full 25 | 22TPO5 | 25DH23 Full 5 — 25DH49 
25mm Full 50 | 22TGO7 | 6BB27 25mm Full 50 | 22TN85 | 23LC78 35mm Full 25 | 22TPO06 | 25DH24 donmm Partial 5 | 22TM91 — 
30mm Full 50 | 22TG14 | 23LC75 30mm Full 50 | 22TN86 | 22TP43 40mm Full 25 | 22TPO7 | 25DH25 Full 5 — 25DH50 
35mm Full 50 | 22TG15 | 22TP24 35mm Full 50 | 22TN87 | 22TP44 SOnnti Full 10 | 22TPO8  25DH26 yee Partial 5 | 22TM92 | 25DC87 
40mm Full 50 | 22TN62 | 22TP25 40mm Full 25 | 22TN88 | 22TP45 Partial 10 | 25DA85 — Full 5 | 25DH03 — 
Asam Full 50 | 22TN63 | 22TP26 scat Full 25 | 22TN89 | 22TP46 60cm Partial 10 | 22TM78 — 120mm Partial 5 | 22TM93 — 
Partial 50 | 25DA55 | 25DC20 Partial 25 — 25DC38 Full 10 — 25DH27 140mm _ Partial 5 | 22TM94 — 
Onin Full 50 | 22TN64 | 22TP27 Soran Full 25 | 22TN90 | 22TP47 65mm Full 10 — 25DH28 M24-3.00 Thread Size 
Partial 50 | 25DA56 | 25DC21 Partial 25 | 25DA69 | 25DC39 te Partial 10 | 22TM79 — 60mm Full 5 — 25DH53 
55mm Full 50 | 22TN65 — 55mm Full 25 | 22TN91 — Full 10 — 25DH29 70mm Full 5 — 25DH54 
Partial 50 — 25DC22 Partial 25 | 25DA70 | 25DC40 80min Partial 10 | 22TM80 | 25DC64 80mm Full 5 — 25DH55 
60mm Full 25 | 22TN92 | 22TP48 Full 10 — 25DH30 


Partial 25 | 25DA71_ | 25DC41 





REGISTER NOW! ENJOY 
THESE FEATURES & MORE! 


[4 Access your pricing 

[4 View order history 
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| ]Bownload Availabe Hex Head Cap Screws 


FOREVER SOLT a 
NL-195" Hex Head Cap Screws idl on 


Proprietary metal treatment produces a brighter finish, increased strength, and superior corrosion resistance. 
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Thread Item Pkg. Thread Item Pkg. Thread Item —— Pkg. 
Length Style Material No. Qty. Length Style Material No. Qty. Length Style Material No. Qty. 
Y4"-20 Thread Size 1%" _ Partial 316 Stainless Steel 36RG81__—10 2%" ___ Partial _18-8 (304) Stainless Steel 36RH59 5 
¥e" Full 18-8 (304) Stainless Steel 36RGO4 100 1%" Partial 316 Stainless Steel 36RG82 25 2%" __ Partial 316 Stainless Steel 36RH60 5 
Y;" Full _ 18-8 (304) Stainless Steel 36RG05 50 1%" Partial _18-8 (304) Stainless Steel 36RG83 _10 ca Partial _18-8 (304) Stainless Steel 36RH61 5 
a Full 18-8 (304) Stainless Steel 36RG06 100 1%" Partial 18-8 (304) Stainless Steel 36RG84 25 3" Partial 316 Stainless Steel 36RH62 =5 
y," Full 316 Stainless Steel 36RGO7 = 25 194" Full _ 18-8 (304) Stainless Steel 36RG85 25 3%" Partial 18-8 (304) Stainless Steel 36RH63 5 
y;" Full 316 Stainless Steel 36RG08 100 134" _ Partial 316 Stainless Steel 36RG86 5 3%" _ Partial 316 Stainless Steel 36RH64 5 
¥3" Full 18-8 (304) Stainless Steel 36RG09 50 1%" Partial 316 Stainless Steel 36RG87_—10 4" Partial 18-8 (304) Stainless Steel 36RH65 5 
ya" Full _ 18-8 (304) Stainless Steel 36RG10 50 2 Partial 18-8 (304) Stainless Steel 36RG88 10 6" Partial 316 Stainless Steel 36RH66 1 
fq" Full 18-8 (304) Stainless Steel 36RG11 100 2" Partial 18-8 (304) Stainless Steel 36RG89 25 ¥4"-10 Thread Size 
3/4" Full 316 Stainless Steel 36RG12 = 25 2" Full 18-8 (304) Stainless Steel 36RG90 25 ae Full 18-8 (304) Stainless Steel 36RH67 5 
fq" Full 316 Stainless Steel 36RG13 100 2. Partial 316 Stainless Steel 36RG91_ 5 2" Full _ 18-8 (304) Stainless Steel 36RH68 5 
1" Full 18-8 (304) Stainless Steel 36RG14 50 2" Partial 316 Stainless Steel 36RG92_—10 2" Full 316 Stainless Steel 36RH69 5 
ils Full _ 18-8 (304) Stainless Steel 36RG15 100 24s" _ Partial 18-8 (304) Stainless Steel 36RG93 10 2%" Full _ 18-8 (304) Stainless Steel 36RH70 5 
ilg Full 316 Stainless Steel 36RG16 25 2¥o" __Partial 18-8 (304) Stainless Steel 36RG94 10 24" Full 316 Stainless Steel 36RH71_ 1 
1" Full 316 Stainless Steel 36RG17 100 2¥2" Partial 18-8 (304) Stainless Steel 36RG95 25 oe Full 316 Stainless Steel 36RH72 5 
1%" Partial _18-8 (304) Stainless Steel 36RG18 50 22" Full _ 18-8 (304) Stainless Steel 36RG96 25 J: Partial 18-8 (304) Stainless Steel 36RH73 5 
1%" Partial 18-8 (304) Stainless Steel 36RG19 100 242" _ Partial 316 Stainless Steel 36RG97_ 5 3" Partial 316 Stainless Steel 36RH74_ 
1%" Full 18-8 (304) Stainless Steel 36RG20 100 2%" _ Partial 316 Stainless Steel 36RG98_—10 3%" _ Partial 316 Stainless Steel 36RH75_—s 
1%" _ Partial 316 Stainless Steel 36RG21 25 ch Partial 18-8 (304) Stainless Steel 36RG99 10 3%" Partial _18-8 (304) Stainless Steel 36RH76 5 
1%" Partial 18-8 (304) Stainless Steel 36RG22 50 eh Full 18-8 (304) Stainless Steel 36RHO1 25 3%" Partial 316 Stainless Steel 36RH77 —s 1 
1%" Partial _18-8 (304) Stainless Steel 36RG23 100 3" Partial 316 Stainless Steel 36RHO2 5 4" Partial 18-8 (304) Stainless Steel 36RH78 5 
1%" Full 316 Stainless Steel 36RG24_ 10 3 Partial 316 Stainless Steel 36RHO3 10 4" Partial 316 Stainless Steel 36RH79 1 
1%" _ Partial 316 Stainless Steel 36RG25 = 25 3%" Partial 18-8 (304) Stainless Steel 36RHO4 10 4%" Partial 18-8 (304) Stainless Steel 36RH80 ‘1 
2" Partial 18-8 (304) Stainless Steel 36RG26 25 32 Full _ 18-8 (304) Stainless Steel 36RHO5 10 5 Partial _18-8 (304) Stainless Steel 36RH81 ‘1 
Z Full 18-8 (304) Stainless Steel 36RG27 50 3%" _ Partial 316 Stainless Steel 36RH06 5 ay Partial 18-8 (304) Stainless Steel 36RH82 5 
Z Partial 316 Stainless Steel 36RG28 10 4" Partial 18-8 (304) Stainless Steel 36RHO7 5 a. Partial 316 Stainless Steel 36RH83_—si 
2" Partial 316 Stainless Steel 36RG29_ 25 4" Partial 18-8 (304) Stainless Steel 36RHO8 10 7"-9 Thread Size 
2%" Partial 18-8 (304) Stainless Steel 36RG30 25 5" Partial 18-8 (304) Stainless Steel 36RHO9 5 2" Full 18-8 (304) Stainless Steel 36RH84 = 1 
3 Partial 18-8 (304) Stainless Steel 36RG31 25 A6"-14 Thread Size 2" Full 316 Stainless Steel 36RH85_~—si 
CM Partial 316 Stainless Steel 36RG32 10 1" Full 316 Stainless Steel 36RH10 5 oe Full _ 18-8 (304) Stainless Steel 36RH86 1 
%e'-18 Thread Size ile Full 316 Stainless Steel 36RH11_—10 3" Full 18-8 (304) Stainless Steel 36RH87 1 
¥;" Full _ 18-8 (304) Stainless Steel 36RG33 50 1¥;" Full _ 18-8 (304) Stainless Steel 36RH12 10 4" Partial _18-8 (304) Stainless Steel 36RH88 ‘1 
ya" Full 18-8 (304) Stainless Steel 36RG34 50 2" Partial 18-8 (304) Stainless Steel 36RH13 5 4" Partial 316 Stainless Steel 36RH89_—si 
3/4" Full 18-8 (304) Stainless Steel 36RG35 100 2 Partial 18-8 (304) Stainless Steel 36RH14 10 1"-8 Thread Size 
3/4" Full 316 Stainless Steel 36RG36 10 ¥2"-13 Thread Size oe Full _ 18-8 (304) Stainless Steel 36RH90 1 
3/4" Full 316 Stainless Steel 36RG37 25 fq" Full 18-8 (304) Stainless Steel 36RH15 10 24" Full 316 Stainless Steel 36RH91_—s1 
1" Full _ 18-8 (304) Stainless Steel 36RG38 25 1" Full _ 18-8 (304) Stainless Steel 36RH16 10 M6-1.00 Thread Size 
ik Full _ 18-8 (304) Stainless Steel 36RG39 50 1" Full 316 Stainless Steel 36RH17 5 12mm ___‘Full A2 Stainless Steel 36RH92 100 
1" Full 18-8 (304) Stainless Steel 36RG40 100 il Full 316 Stainless Steel 36RH18 10 16mm _ Full A2 Stainless Steel 36RH93 100 
ile Full 316 Stainless Steel 36RG41_ 10 14%" Full _ 18-8 (304) Stainless Steel 36RH19 10 20mm __ Full A2 Stainless Steel 36RH94 100 
1 Full 316 Stainless Steel 36RG42 25 1%" Full 18-8 (304) Stainless Steel 36RH20 25 20mm _ ‘Full A4 Stainless Steel 36RH95 50 
1%" Full _ 18-8 (304) Stainless Steel 36RG43 25 14" Full 316 Stainless Steel 36RH21 5 29mm __Full A2 Stainless Steel 36RH96 100 
1%" Full _ 18-8 (304) Stainless Steel 36RG44 50 14%" Full 316 Stainless Steel 36RH22 10 40mm __ Full A2 Stainless Steel 36RH97 25 
1%" Full 316 Stainless Steel 36RG45_ 10 12" Full 18-8 (304) Stainless Steel 36RH23 10 90mm _ Full A2 Stainless Steel 36RH98 25 
1%" Full 316 Stainless Steel 36RG46 25 1¥," Full _ 18-8 (304) Stainless Steel 36RH24 25 60mm _ Full A2 Stainless Steel 36RH99 = 25 
1%" Partial 18-8 (304) Stainless Steel 36RG47 25 Pes Full 316 Stainless Steel 36RH25 5 M8-1.25 Thread Size 
1%" Partial 18-8 (304) Stainless Steel 36RG48 50 1¥," Full 316 Stainless Steel 36RH26 = 10 16mm _ Full A2 Stainless Steel 36RJ01 25 
1¥;" Full _ 18-8 (304) Stainless Steel 36RG49 50 19/4" Full _ 18-8 (304) Stainless Steel 36RH27 5 20mm ___ Full A2 Stainless Steel 36RJ02 25 
1%" Partial 316 Stainless Steel 36RG50 10 19/4" Full 18-8 (304) Stainless Steel 36RH28 10 20mm _ ‘Full A4 Stainless Steel 36RJ03 25 
1%" Partial 18-8 (304) Stainless Steel 36RG51 25 134" Full 316 Stainless Steel 36RH29 5 25mm ___ Full A2 Stainless Steel 36RJ04 25 
2" Full 18-8 (304) Stainless Steel 36RG52 25 Z. Partial 18-8 (304) Stainless Steel 36RH30 5 30mm __ Full A2 Stainless Steel 36RJ05 25 
Z Partial 18-8 (304) Stainless Steel 36RG53 25 z Partial 18-8 (304) Stainless Steel 36RH31 10 35mm _ ‘Full A2 Stainless Steel 36RJ06 25 
2" Partial 316 Stainless Steel 36RG54 5 z Full 18-8 (304) Stainless Steel 36RH32 10 40mm _ Full A2 Stainless Steel 36RJ07 ~=—:10 
2 Partial 316 Stainless Steel 36RG55 25 2" Partial 316 Stainless Steel 36RH33 5 40mm __ Full Aé4 Stainless Steel 36RJ08 10 
24%" Partial 18-8 (304) Stainless Steel 36RG56 10 24%" ‘Partial 18-8 (304) Stainless Steel 36RH34 5 90mm __ Full A2 Stainless Steel 36RJ09 10 
2%" __ Partial 18-8 (304) Stainless Steel 36RG57 10 244" __ Partial 18-8 (304) Stainless Steel 36RH35 10 60mm __ Full A2 Stainless Steel 36RJ10 ~=—10 
2%" Partial 18-8 (304) Stainless Steel 36RG58 25 24s" __ Partial 316 Stainless Steel 36RH36 5 M10-1.50 Thread Size 
2A" Full 18-8 (304) Stainless Steel 36RG59 25 2%" __ Partial 18-8 (304) Stainless Steel 36RH37 5 16mm ___‘Full A2 Stainless Steel 36RJ11_ _—‘10 
2%" _ Partial 316 Stainless Steel 36RG60 5 2¥" _Partial 18-8 (304) Stainless Steel 36RH38 10 20mm __ Full A2 Stainless Steel 36RJ12_ ~—:10 
2%" Partial 316 Stainless Steel 36RG61 10 2%" _ Partial 316 Stainless Steel 36RH39 5 20mm ___ Full A2 Stainless Steel 36RJ13_ ~—- 10 
oy Partial 18-8 (304) Stainless Steel 36RG62 10 ch Partial 18-8 (304) Stainless Steel 36RH40 5 30mm ___ Full A2 Stainless Steel 36RJ14 10 
3" Full 18-8 (304) Stainless Steel 36RG63 25 a Partial 18-8 (304) Stainless Steel 36RH41 10 30mm ‘Full A4 Stainless Steel 36RJ15 ~—-10 
4" Partial 18-8 (304) Stainless Steel 36RG64 10 ch Full 18-8 (304) Stainless Steel 36RH42 10 390mm ‘Full A2 Stainless Steel 36RJ16 = 10 
¥e"-16 Thread Size oe Partial 316 Stainless Steel 36RH43 5 40mm __ Full A2 Stainless Steel 36RJ17 ‘10 
Y;" Full 18-8 (304) Stainless Steel 36RG65 25 3%" Partial 18-8 (304) Stainless Steel 36RH44 5 40mm Full A4 Stainless Steel 36RJ18 10 
ya Full 18-8 (304) Stainless Steel 36RG66 25 3%" _ Partial 316 Stainless Steel 36RH45 5 50mm _ ‘Full A2 Stainless Steel 36RJ19 10 
3/4" Full 18-8 (304) Stainless Steel 36RG67 50 4" Partial 18-8 (304) Stainless Steel 36RH46 5 M12-1.75 Thread Size 
3/4" Full 316 Stainless Steel 36RG68 10 4" Full 18-8 (304) Stainless Steel 36RH47 10 2omm ‘Full A2 Stainless Steel 36RJ20 ~—-10 
3/4" Full 316 Stainless Steel 36RG69 25 4" Partial 316 Stainless Steel 36RH48 5 30mm __ Full A2 Stainless Steel 36RJ21 ‘10 
7, Full 316 Stainless Steel 36RG70 10 6" Partial 18-8 (304) Stainless Steel 36RH49 1 35mm ‘Full A2 Stainless Steel 36RJ22 10 
1" Full 18-8 (304) Stainless Steel 36RG71 25 ¥e"-11 Thread Size 40mm __ Full A2 Stainless Steel 36RJ23_ —-10 
1" Full _ 18-8 (304) Stainless Steel 36RG72 50 1¥;" Full _ 18-8 (304) Stainless Steel 36RH50 5 50mm ___ Full A2 Stainless Steel 36RJ24 10 
il Full 316 Stainless Steel 36RG73_ 10 1¥," Full 18-8 (304) Stainless Steel 36RH51 10 60mm Full A2 Stainless Steel 36RJ25 10 
1" Full 316 Stainless Steel 36RG74 = 25 1¥," Full 316 Stainless Steel 36RH52 5 M16-2.00 Thread Size 
1%" Full _ 18-8 (304) Stainless Steel 36RG75 25 194" Full _ 18-8 (304) Stainless Steel 36RH53 5 50mm ___ Full A4 Stainless Steel 36RJ26 
1%" Full 18-8 (304) Stainless Steel 36RG76 50 2" Full 18-8 (304) Stainless Steel 36RH54 5 60mm _ ‘Full A4 Stainless Steel 36RJ27 —s 
1%" Full 316 Stainless Steel 36RG77_ (10 2 Full 316 Stainless Steel 36RH55 5 80mm __ Full A4 Stainless Steel 36RJ28 —s 1 
1%" Full 316 Stainless Steel 36RG78 = 25 24s" ‘Partial 18-8 (304) Stainless Steel 36RH56 5 100mm _— Full A4 Stainless Steel 36RJ29 
1%" Partial _18-8 (304) Stainless Steel 36RG79 10 2A" Full _ 18-8 (304) Stainless Steel 36RH57 5 M20-2.50 Thread Size 
1%" ___ Partial _18-8 (304) Stainless Steel 36RG80 25 2¥2" _ Partial 316 Stainless Steel 36RH58 5 90mm __ Full A2 Stainless Steel 36RJ30 1 
® Item Pkg. ltem Pkg. 
APM HEXSEAL Length No. Qty. Length No. Qty. 
. Ya"-20 Thread Size ¥e"-16 Thread Size 
= = ye ONA28 5 3/4" SNA62 5 
18-8 Stainless Steel Self SNA 5 _ i’ NAB2 
1" 5NA38 5 ¥"-13 Thread Size 
Sealing Hex Head Cap Screws ¥'-18 Thread Size  BNATE 5 
Reusable silicone O-ring. ROHS compliant. a ___SNAGB 5 
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Sign in to Grainger.com® to see YOUR Pricing and MORE 2069 


Scan. Order. Done. 
Details on page A1. 


FASTENERS 
Bolts 


Min. thread length is calculated using the screw's length. The formula is dia. x 2 + 1/4". 


For example, 1/4-20 x 4: 1/4 x 2 = 1/2". 1/2" + 1/4" = 3/4". This item would have at least 3/4" thread. 
Longer than 150mm are available at Grainger.com®; search for "hex head cap screws." 





Grade A Low-Carbon Steel Hex Bolts 


= Tensile strength: 60,000 psi 

Use with Grade A/Grade 2 nuts. Comparable to metric Property Class 4.6. 
Threads are right-hand, Class 2A. Meet ASTM A307 and ASME B18.2.1 stan- 
dards, , except Nos. 2BA81, 2BA83, and 2BA85 are ASTM A307 only. 





Fully Threaded Partially Threaded 





Length Item Pkg. Length Item Pkg. Length Item Pkg. 
under Head Thread Style —_ Finish No. Qty. under Head Thread Style ‘Finish No. Qty. under Head Thread Style _ Finish No. Qty. 
Y,"-20 Thread Size 24 Partial Zinc Plated 2BE62 50 ¥e"-11 Thread Size 

¥3" Full Zinc Plated 2BA73 100 2 Partial Galvanized 2CA11 50 1" Full Zinc Plated 2BB56 25 
vid Partial Galvanized 2BY86 100 2/4" Partial Zinc Plated $2BE66 50 1%" Full Zinc Plated #$2BB60 25 
1%! Full Zinc-Plated 2BA81 100 3 Partial Galvanized 2CA14 50 19%" Full Zinc Plated 2BB62 25 
114" Partial _ Galvanized _—2BY88 100 34 Partial Zinc Plated 2BE70 50 2. Partial _ Galvanized _—_ 2CA40 29 
Full Zinc-Plated 2BA83 100 4" Partial Galvanized 2CA17 50 2" Partial Zinc Plated #2BU85 25 
191" Partial Zinc Plated 2BB85 100 4Y," Partial Zinc Plated  2BE76 50 a Partial Galvanized 2CA42 25 
Full Zinc-Plated 2BA85 100 5" Partial Zinc Plated 2BE78 50 3%" Partial Zinc Plated 2BU91 25 
9" Partial Zinc Plated 2BB87 100 Partial Galvanized 2CA20 50 3Y" Partial Zinc Plated 2BU93 25 
Partial Galvanized 2BY90 100 Hi," Partial Zinc Plated §2BE80 50 4" Partial Zinc Plated 2BU95 25 
24" Partial Zinc Plated 2BB89 100 6" Partial Zinc Plated 2BE82 50 Partial Galvanized 2CA44 25 
2" Partial Zinc Plated 2BB91 100 7A6"-14 Thread Size 4Y," Partial Zinc Plated §2BU97 25 
2%" Partial Zinc Plated #$2BB93 100 1" Full Zinc Plated #$2BB40 100 5 Partial Zinc Plated #2BU99 25 
3" Partial Zinc Plated #$2BB95 100 1Y%' Partial Zinc Plated 2BB42 50 5," Partial Zinc Plated 2BY11 25 
Partial Galvanized 2BY92 100 1%" Partial Zinc Plated #2BB44 50 6" Partial Zinc Plated 2BY13 25 
3Y" Partial Zinc Plated #$2BB97 100 19%" Partial Zinc Plated 2BU10 50 ¥%,"-10 Thread Size 
4" Partial Zinc Plated 2BB99 100 2" Partial Zinc Plated 2BU12 50 1" Full Zinc Plated #2BB64 20 
4Y," Partial Zinc Plated §2BE11 100 2a Partial Zinc Plated #2BU14 50 1%! Full Zinc Plated #$2BB66 20 
5 Partial Zinc Plated 2BE13 100 a Partial Zinc Plated §2BU17 50 1¥%'" Full Zinc Plated #2BB68 20 
5Y" Partial Zinc Plated 2BE15 100 3Y" Partial Zinc Plated 2BU21 25 19%" Full Zinc Plated #2BB70 20 
6" Partial Zinc Plated 2BE17 100 4" Partial Zinc Plated §2BU25 25 2" Partial Zinc Plated 2BB/2 20 
%c"-18 Thread Size 4Y," Partial Zinc Plated 2BU29 20 a Partial Zinc Plated 2BY29 20 
yp" Full Zinc Plated #2BB20 100 5" Partial Zinc Plated #2BU33 25 3Y" Partial Zinc Plated 2BY31 20 
¥3" Full Zinc Plated 2BB22 100 6" Partial Zinc Plated §2BU37 25 4" Partial Zinc Plated 2BY33 20 
Us Full Zinc Plated 2BB26 100 ¥"-13 Thread Size 4Y," Partial Zinc Plated 2BY35 20 
1%" Full Zinc Plated #$2BB30 100 ¥4" Full Zinc Plated 2BB46 50 Ge Partial Zinc Plated 2BY37 20 
134" Partial Zinc Plated 2BE25 100 41/4! Full Zinc Plated #$2BB50 50 5" Partial Zinc Plated 2BY39 20 
24" Partial Zinc Plated #§2BE29 100 Full Galvanized 2CA23 50 6" Partial Zinc Plated 2BY41 20 
2%" Partial Zinc Plated 2BE33 100 1% Partial Galvanized 2CA26 50 74"-9 Thread Size 
4" Partial Zinc Plated $2BE39 50 2 Partial Galvanized 2CA29 50 > Partial Zinc Plated 2BY59 10 
4Y," Partial Zinc Plated $2BE41 50 24 Partial Zinc Plated 2BU44 50 4" Partial Zinc Plated 2BY61 10 
5" Partial Zinc Plated 2BE43 50 2/4" Partial Zinc Plated 2BU50 50 4Y" Partial Zinc Plated 2BY63 10 
5Y" Partial Zinc Plated $2BE45 50 2. Partial Galvanized 2CA32 50 5" Partial Zinc Plated 2BY65 10 
6" Partial Zinc Plated 2BE47 50 3Y" Partial Zinc Plated 2BU56 25 1"-8 Thread Size 
¥4"-16 Thread Size 3Y" Partial Zinc Plated 2BU59 25 2" Full Zinc Plated 2BB76 10 
Yo" Full Zinc Plated 2BB32 100 4" Partial Galvanized 2CA35 25 2" Partial Zinc Plated #2BB78 10 
¥3" Full Zinc Plated 2BB34 100 4Y," Partial Zinc Plated 2BU63 25 3Y" Partial Zinc Plated 2BY73 10 
1 Full Galvanized 2BY94 100 5" Partial Galvanized 2CA37 20 4" Partial Zinc Plated 2BY75 10 
1%" Partial Galvanized 2BY97 100 bY," Partial Zinc Plated 2BU67 25 5" Partial Zinc Plated 2BY77 10 
13%" Partial Zinc Plated $2BE58 100 g' Partial Zinc Plated §2BU69 25 6" Partial Zinc Plated #2BY79 10 
2" Partial Galvanized 2BY99 100 Partial Galvanized 2CA39 25 


PEEK Hex Head Cap Screws 


= Tensile Strength: 26,800 psi 
= Pkg. of 10 


Fully Threaded. Threads are right handed. Meet ANSI/ASME B18.6.3 standards. 
See Grainger.com® for metric sizes. 








Fastener _ Fastener Fastener Item Fastener _ Fastener Fastener Item Fastener _ Fastener Fastener Item Fastener _ Fastener Fastener Item 
Length Thread Type Finish No. Length Thread Type Finish No. Length Thread Type _ Finish No. Length Thread Type — Finish No. 
#6-32 Dia./Thread Size 1%" UNC (Coarse) Anodized 446W61 YA" UNC (Coarse Plain 446Y45 1%" — UNC (Coarse Plain 446246 
Ya" UNC (Coarse) Anodized 446V57 1%" UNC (Coarse) Anodized 446W62 7" UNC (Coarse Plain 446Y46 1%" UNC (Coarse Plain 446247 
yy UNC (Coarse) Anodized 446V58 1%" UNC (Coarse) Anodized 446W63 Yq UNC (Coarse Plain 446Y47 1%" UNC (Coarse Plain 446248 
YA" UNC (Coarse) Anodized 446V59 1%" UNC (Coarse) Anodized 446W64 Us UNC (Coarse Plain 446Y48 1%" UNC (Coarse Plain 446249 
7s" UNC (Coarse) Anodized 446V60 1%" UNC (Coarse) Anodized 446W65 1" UNC (Coarse Plain 446Y49 2" UNC (Coarse Plain 446250 
Yq UNC (Coarse) Anodized 446V61 1%" UNC (Coarse) Anodized 446W66 1¥%s" UNC (Coarse Plain 446Y50 2% UNC (Coarse Plain 446251 
Us UNC (Coarse) Anodized 446V62 2" UNC (Coarse) Anodized 446W67 1%" UNC (Coarse Plain 446Y51 2¥3' UNC (Coarse Plain 446252 
ila UNC (Coarse) Anodized 446V63 #10-32 Dia./Thread Size 1%" UNC (Coarse Plain 446Y52 2% UNC (Coarse Plain 446253 
#8-32 Dia./Thread Size VY" UNF (Fine Anodized 446X63 1%" UNC (Coarse Plain 446Y53 Vie'-18 Dia./Thread Size 

YA" UNC (Coarse) Anodized 446V95 ¥e" UNF (Fine Anodized 446X64 1%4". UNC (Coarse Plain 446Y54 YA" UNC (Coarse Plain 447A23 
Ye UNC (Coarse) Anodized 446V96 y," UNF (Fine) Anodized 446X65 1%" — UNC (Coarse Plain 446Y55 ¥g" UNC (Coarse Plain 447A24 
yA" UNC (Coarse) Anodized 446/97 Ye" UNF (Fine Anodized 446X66 : UNC (Coarse Plain 446Y56 Y," UNC (Coarse) Plain 447A25 
2 UNC (Coarse) Anodized 446V98 Yq UNF (Fine) Anodized 446X67 2% UNC (Coarse Plain 446Y57 Ys" UNC (Coarse Plain 447A26 
UNC (Coarse) Anodized 44699 a UNF (Fine Anodized 446X68 2¥3' ~~ UNC (Coarse Plain 446Y58 ‘7 UNC (Coarse Plain 447A27 
D UNC (Coarse) Anodized 446W01 UNF (Fine) Anodized 446X69 2%" UNC (Coarse Plain 446Y59 i" UNC (Coarse Plain 447A28 
UNC (Coarse) Anodized 446W02 7 UNF (Fine Anodized 446X70 ¥e"-16 Dia./Thread Size UNC (Coarse Plain 447A29 
7 UNC (Coarse) Anodized 446W03 196" UNF (Fine) Anodized 446X71 YA" UNC (Coarse Plain 446237 1%" UNC (Coarse Plain 447A30 
#10-24 Dia./Thread Size 1%" UNF (Fine Anodized 446X72 ¥s" UNC (Coarse Plain 446238 136" UNC (Coarse Plain 447A31 
YA" UNC (Coarse) Anodized 446W54 198" UNF (Fine Anodized 446X73 yy," UNC (Coarse Plain 446239 1%" — UNC (Coarse Plain 447A32 
3p" UNC (Coarse) Anodized 446W55 1%" UNF (Fine) Anodized 446X74 a UNC (Coarse Plain 446240 1%" UNC (Coarse Plain 447A33 
YA" UNC (Coarse) Anodized 446W56 17%" UNF (Fine Anodized 446X75 UNC (Coarse Plain 446241 1%" UNC (Coarse Plain 447A34 
ze UNC (Coarse) Anodized 446W57 2" UNF (Fine) Anodized 446X76 i UNC (Coarse Plain 446242 1%" UNC (Coarse Plain 447A35 
UNC (Coarse) Anodized 446W58 Y4"-20 Dia./Thread Size UNC (Coarse Plain 446243 2" UNC (Coarse Plain 447A36 
7 UNC (Coarse) Anodized 446W59 Ya" UNC (Coarse Plain 446Y43 1 UNC (Coarse Plain 446244 2% UNC (Coarse Plain 447A37 
id UNC (Coarse) Anodized 446W60 UNC (Coarse Plain 446Y44 1%" __ UNC (Coarse) Plain 446245 2¥8' __ UNC (Coarse) Plain 447A38 
2%" UNC (Coarse Plain 447A39 
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o Download Available FASTENERS 


O GRAINGER.COM Bolts 





Heavy Hex Head Steel Structural Bolts 


Controlled thread length allows the thread to stop before the joint ply 
interface to improve the fastener's direct shear performance. UNC 
thread type. Right-hand thread direction. Meet ASTM F3125. 


Note: Additional sizes and bulk packs are available on Grainger.com®; search for "heavy 
hex head structural bolts." 








Thread Va-13 ¥e-11 ¥a-10 7-9 1-8 1%-7 1%-7 
Thread Length ik 144" 1%" 1%" 13%" Zz 2" z 
Head Dia. 7B ive | 14" | 16 | 158 | 1'%e' 2 ieee 
Head Height Ae" 25/64" 19/30" 33%" 3%a" Vg" 25/39" 

Tensile PLAIN | GALVANIZED Tensile PLAIN | GALVANIZED Tensile PLAIN | GALVANIZED Tensile PLAIN | GALVANIZED 
Overall Strength Pkg. | Item Item Overall Strength Pkg. | Item Item Overall Strength Pkg. | Item Item Overall Strength Pkg. | Item Item 
Length (psi) Qty. | No. No. Length (psi) Qty. | No. No. Length (psi) Qty. | No. No. Length (psi) Qty. | No. No. 
ve=13 Thread 2%" 1080003 4RU26, nV 2" “F50000 to atuKsB; ——_°”" “150000 —ssiuKat 

git rea 4 — — 
1%" 105,000 25 | 1RE45 31JL86 3° 105,000 5 | 1RU27 1RY61 317" 105,000 10 | 1TA36 1TB75 239)" 105,000 5 | 1TA74 1TE23 
1%" 105,000 25 | 1RE46 31JL87 3%" 105,000 5 | 1RU28 1RY62 150000 10 |31JK57 — 150000 5 | 31JK92 — 
134" 105,000 25 | 1RE47 31JL88 3%" 105,000 5 | 1RU29 1RY63 yp! 105,000 10 | 1TA37 1TB76 4! 105,000 5 | 1TA75 1TE24 
2" 105,000 25 | 1RE48 31JL89 3%" 105,000 5 | 1RU30 1RY64 ov 150000 10 |31JK58 — 150000 5 | 31JK93 —_ 
2%" 105,000 25 | 1RE49 31JL90 4" 105,000 5 | 1RU31 1RY65 4! 105,000 10 | 1TA38 1TB77 AVA! 105,000 5 | 1TA76 1TE25 
2¥2" 105,000 25 | 1RE50 31JL91 4¥4" 105,000 5 | 1RU32 1RY66 150000 10 |31JK59 — 150000 5 31JK94 — 
2%" 105,000 25 | 1RE51 31JL92 4¥5" 105,000 5 | 1RU33 1RY67 120,000 10 | 1TA39 — Avs! 105,000 5 | 1TA77 1TE26 
3" 105,000 25 | 1RE52 31JL93 4%" 120,000 5 | 1RU34 1RY68 4¥" 105,000 10 |31JK43 1TB78 150000 5 | 31JK95 _ 
3%" 105,000 25 | 1RE53 31JL94 5° 105,000 5 | 1RU35 1RY69 150000 10 |31JK60 _ 43/4" 105,000 5 | 1TA78 1TE27 
3%" 105,000 25 | 1RE54 31JL95 5%" 105,000 5 | 1RU36 1RY70 5" 105,000 10 | 1TA40 1TB79 150000 5 (31JK96 _ 
3%" 105,000 25 | 1RE55 31JL96 6" 105,000 5 | 1RU37 1RY71 150000 10 |31JK61 _ 5" 105,000 5 | 1TA79 1TE28 
ira Se oR Re 5M etna Toe SFO LT TTS 
"= rea ; — 4 

1%" 105,000 10 |31JK45) 31JL98 3%" 105,000 5 | 1RU43 1RY77 g' 105,000 10 | 1TA42 — 5 1" 105,000 5 | 1TA81 1TE30 
1%" 105,000 10 | 1RE57 1RU84 3%" 105,000 5 | 1RU44 1RY78 150000 10 |31JK63 _— 150000 5 (31JK98 — 
134" 105,000 10 | 1RE58 1RU85 3%" 105,000 5 | 1RU45 1RY79 ¥4"-10 Thread 5%" 120,000 5 | 1TA82 1TE31 

2" 105,000 10 | 1RE59 1RU86 4" 105,000 5 | 1RU46 1RY80 15" 105,000 10 | 1TA43 31JL63 » 105,000 5 | 1TA83 1TE32 
2¥s" 105,000 10 | 1RE60 1RU87 4¥4" 105,000 5 | 1RU47 1RY81 * “450000 10 |31JK64 _ 6 150000 5 (31JK99 _— 
2%" 105,000 10 | 1RE61 1RU88 4Y" 105,000 5 | 1RU48 1RY82 43/! 105,000 10 | 1TA44 31JL64 1"-8 Thread 
2%" 105,000 10 | 1RE62 1RU89 434" 105,000 5 | 1RU49 1RY83 * "450000 10 |31JK65 _ 9" 105,000 5 | 1TA88 1TE37 

3" 105,000 10 | 1RE63 1RU90 5" 105,000 5 | 1RU50 1RY84 9" 105,000 10 | 1TA45 31JL65 150000 5 | 31JL04 —_— 
3%" 105,000 10 | 1RE64 1RU91 5%" 105,000 5 | 1RU51 1RY85 150000 10 |31JK66 _ 5/4! 105,000 5 | 1TA89 1TE38 
3%" 105,000 10 | 1RE65 1RU92 6" 105,000 5 | 1RU52 1RY86 51/4! 105,000 10 | 1TA46 31JL66 150000 5 (31JL05 —_ 
3% 105,000 10 | 1RE66 1RU93 1 -7 Thread 150000 10 |31JK67 _— 51" 105,000 5 | 1TA90 1TE39 

4" 105,000 10 | 1RE67 1RU94 3° 105,000 5 | 1RU57 1RY91 5p" 105,000 10 | 1TA47 31JL67 150000 5 (31JL06 — 
4¥4" 105,000 10 | 1RE68 1RU95 3%" 105,000 5 | 1RU58 1RY92 150000 10 |31JK68 _ Dy! 105,000 5 | 1TA91 1TE40 

5" 105,000 10 | 1RE69 1RU96 3%" 105,000 5 | 1RU59 1RY93 D9! 105,000 10 | 1TA48 31JL68 * “450000 5 |31JL07 _ 
5%" 105,000 10 | 1RE70 1RU97 3%" 105,000 5 | 1RU60 1RY94 150000 10 |31JK69 _ 3" 105,000 5 | 1TA92 1TE41 

6" 105,000 10 | 1RE71 1RU98 4" 105,000 5 | 1RU61 1RY95 3" 105,000 10 | 1TA49 31JL69 150000 5 (|31JL08 — 

Yq -10 Thread AVA" 105,000 5 | 1RU62 1RY96 150000 10 |31JK70 _ 31/4" 105,000 5 | 1TA93 1TE42 
1%" 105,000 5 | 1RE72 1RU99 4¥5" 105,000 5 | 1RU63 1RY97 3/4" 105,000 10 | 1TA50 31JL70 150000 5 (| 31JL09 —_ 
13%" 105,000 5 | 1RE73 1RY10 43%" 105,000 5 | 1RU64 1RY98 150000 10 |31JK71 — 3 1/" 105,000 5 | 1TA94 1TE43 

2" 105,000 5 | 1RE74 1RY11 5" 105,000 5 | 1RU65 1RY99 31" 105,000 10 | 1TA51 31JL71 * “450000 5 |31JL10 — 
2%" 105,000 5 | 1RE75 1RY12 105,000 5 _ 31JM03 150000 10 |31JK72 _— » 105,000 5 | 1TA95 1TE44 
2¥2" 105,000 5 | 1RE/76 1RY13 5 Vp" 105,000 5 | 1RU66 1TA10 239)" 105,000 10 | 1TA52 31JL72 ov 150000 5 (|31JL11 _— 
2% 105,000 5 | 1RE77 1RY14 105,000 5 _ 31JM04 150000 10 |31JK73 _ 4! 105,000 5 | 1TA96 1TE45 

3" 105,000 5 | 1RE78 1RY15 g' 105,000 5 | 1RU67 1TA11 4" 105,000 10 | 1TA53 31JL73 150000 5 (31JL12 _ 
3%" 105,000 5 | 1RE79 1RY16 105,000 5 _ 31JM05 150000 10 |31JK74 _— AVA! 105,000 5 | 1TA97 1TE46 

Yr" = 
Soon 5 meno te NT A on Wee 0 re | Se a ae 

: i AY," 

4" 105,000 5 | 1RE82 1RY19 1%" 105,000 25 | 1TA16 1TB55 Avs! 105,000 10 | 1TA55 31JL75 150000 5 (31JL14 _ 
4%" 105,000 5 | 1RE83 1RY20 1%" 105,000 25 | 1TA17 1TB56 150000 10 |31JK76 — 4%" 120,000 5 | 1TA99 1TE48 
4Y" 105,000 5 | 1RE84 1RY21 1%" 105,000 25 | 1TA18 1TB57 3» 105,000 10 | 1TAS6 31JL76 » 105,000 5 | 1TB10 1TE49 
43%" 105,000 5 | 1RE85 1RY22 2" 105,000 25 | 1TA19 1TB58 a 150000 10 |31JK77 _— 150000 5 (31JL15 — 

5" 105,000 5 | 1RE86 1RY23 2%" 105,000 25 | 1TA20 1TB59 5" 105,000 10 | 1TA57 31JL77 5 i" 105,000 5 | 1TB11 1TE50 
5%" 105,000 5 |31JK46|} 31JL99 2%" 105,000 25 | 1TA21 1TB60 150000 10 |31JK78 _ 150000 5 (31JL16 —_— 
5¥" 105,000 5 | 1RE87 1RY24 2¥%s' 105,000 25 | 1TA22 1TB61 5 yj4" 105,000 10 | 1TA58 31JL78 g' 105,000 5 | 1TB12 1TE51 

6" 105,000 5 | 1RE88 1RY25 3" 105,000 25 | 1TA23 1TB62 150000 10 |31JK79 _ 150000 5 (31JL17 _ 

7,"-9 Thread 3%" 105,000 25 | 1TA24 1TB63 5 i" 105,000 10 | 1TA59 31JL79 11%"-7 Thread 
1%" 120,000 5 | 1RE93 1RY30 3%" 105,000 25 | 1TA25 1TB64 150000 10 |31JK80 _— 3° 150000 5 31JL22 _ 

2" 105,000 5 | 1RE94 1RY31 3%" 105,000 25 | 1TA26 1TB65 5Y/" 120,000 10 | 1TA60 _— 3%" 150000 5 |31JL23 —_ 
2%" 105,000 5 | 1RE95 1RY33 4" 105,000 25 | 1TA27 1TB66 120,000 5 _ 1TB99 3%" 150000 5 |31JL24 _ 
2¥2" 105,000 5 | 1RE96 1RY35 ¥e"-11 Thread g' 105,000 10 | 1TA61 31JL80 4" 150000 5 (|31JL25 _— 
2%" 105,000 5 | 1RE97 1RY38 1%" 105,000 10 _- 31JL62 150000 10 |31JK81 _— 4¥4" 150000 5 |31JL26 — 

3" 105,000 5 | 1RE98 1RY41 145" 105,000 10 | 1TA28 1TB67 7"-9 Thread 4%)" 150000 5 |31JL27 — 
3%" 105,000 5 | 1RE99 1RY43 * “450000 10 |31JK49 _ 134" 120,000 5 | 1TA66 1TE15 5° 150000 5 (31JL28 _ 
3%" 105,000 5 | 1RU10 1RY44 43/;! 105,000 10 | 1TA29 1TB68 9" 105,000 5 | 1TA67 1TE16 5%" 150000 5 |31JL29 _ 
3%" 105,000 5 | 1RU11 1RY45 150000 10 |31JK50 _— 150000 5 |31JK85 _ 6" 150000 5 |31JL30 — 

4" 105,000 5 | 1RU12 1RY46 9" 105,000 10 | 1TA30 1TB69 5/4! 105,000 5 | 1TA68 1TE17 114"-7 Thread 
4M" 105,000 5 | 1RU13 1RY47 150000 10 |31JK51 _ * “450000 5 |31JK86 _— 3" 150000 5 |31JL36 — 
4¥)" 105,000 5 | 1RU14 1RY48 5/4! 105,000 10 | 1TA31 1TB70 5" 105,000 5 | 1TA69 1TE18 3%" 150000 5 |31JL37 _ 
43%" 105,000 5 | 1RU15 1RY49 150000 10 |31JK52 —_— 150000 5 |31JK87 — 3%" 150000 5 | 31JL38 — 

5" 105,000 5 | 1RU16 1RY50 5p! 105,000 10 | 1TA32 1TB71 D9! 105,000 5 | 1TA70 1TE19 4" 150000 5 (31JL39 —_ 
5%" 105,000 5 | 1RU17 1RY51 150000 10 |31JK53 —_— 150000 5 (|31JK88 _— 4%" 150000 5 |31JL40 —_— 

6" 105,000 5 | 1RU18 1RY52 Dy! 105,000 10 | 1TA33 1TB72 3" 105,000 5 | 1TA71 1TE20 4%)" 150000 5 |31JL41 — 

1"-8 Thread 150000 10 | 31JK54 —_— 150000 5 |31JK89 —_ 5’ 150000 5 |31JL42 _— 

2" 105,000 5 | 1RU23 1RY57 3" 105,000 10 | 1TA34 1TB73 31/4" 105,000 5 | 1TA72 1TE21 54%" 150000 5 | 31JL43 _— 

2%" 105,000 5 | 1RU24 1RY58 150000 10 |31JK55 _ * "450000 5 |31JK90 _— 6" 150000 5 |31JL44 —_ 
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Steel Carriage Bolts 


Square neck cuts into wood to prevent turning while the nut is tightened. 
Note: Additional sizes and bulk packs are available on Grainger.com®; search for "carriage bolts." 











Thread V4-20 “6-18 ¥e-16 /6-14 Ya-13 ¥e-11 ¥q-10 
Head Dia. 0.563" 0.688" 0.782" 0.907" 1.032" 1.219" 1.469" 
Head Height O25" 0.156" 0.188" 0.219" 0.250" 313. O370. 
Square Width 0.245" 0.307" 0.368" 0.431" 0.492" 0.616" 0.741" 
Square Height O25 0.156" 0.188" 0.219" 0.250" 0.313° 300. 
Drill Size Ta" 2¥6 4" 2% 4" 24%" 3364" 4V6q" 4%" 
Item Pkg. Item Pkg. Item Pkg. Item = Pkg. Item Pkg. 
Length Grade Finish No. Qty. Length Grade Finish No. Qty. Length Grade Finish No. Qty. Length Grade Finish No. Qty. Length Grade Finish No. Qty. 
Y4"-20 Thread Size 2 __ Plain 21A889 100 514" 2 Zinc 1LU29 50 8 _ Plain 21A905 50 29/4" 8 __ Plain 21A918 25 
Yo" 2 Zinc 2XA26 100 2 Zinc 1LU11 100 5 Zinc 2DU55 50 2 __ Plain 31HZ50 25 2 __ Plain 21A919 10 
2 __ Plain 31HZ22 100 1%" 2 Galv 1LU85 100 8 __ Plain 21A898 100 9" 2 Zinc 31HZ89 25 2 Zinc 31JA04 10 
Ye" 2 Zinc 31HZ64 100 2 __ Plain 32TH94 600 2 Zinc 1LU30 50 2 Galv 31JA30 25 o 2 Galv 31JA38 10 
2 __ Plain 21A879 100 5 Zinc 2DU45 100 21" 2 Galv 1LU98 50 a Zinc 31JA56 25 2 Zinc 31JA65 10 
4" 2 Zinc 1LE79 100 43/' 8 __ Plain 21A890 100 2 __ Plain 31HZ36 50 5 _ Plain 21A945_ 50 5 __ Plain 21A961_ (10 
5 Zinc 2DU36 100 : 2 Zinc 1LU12 100 a Zinc 2DU56 50 2 V4" 2 Zinc 31HZ90 25 8 Plain 21A920 10 
2 Plain 21A880 100 2 Plain 21A891 100 2/4" Z Zinc 1LU31 50 2 Plain 21A906 25 2 Plain 31HZ54 10 
1" 2 Zinc 1LE80 100 9" 2 Zinc 1LU13 100 8 Plain 21A899 100 2 Zinc 31HZ91 25 3Y," 2 Zinc 31JA05 10 
2 Galv 1LU71 100 2 Galv 1LU86 100 2 Plain 31HZ37 25 9 V5! 2 Galv 31JA31 25 a Zinc 31JA66 10 
2 Plain 21A881 100 2 Plain 32TH95 500 3 2 Zinc 31HZ/3 25 : 2 Plain 321J18 150 D9 Plain 21A962 10 
41/4" 2 Zinc 1LE81 100 2 V4 2 Zinc 1LU14 100 2 Galv 31JA25 25 5 Zinc 31JA5/ 25 8 Plain 21A921 5 
4 2 Galv 1LU72 100 2 __ Plain 21A892 100 5 Zinc 31JA50 25 D9 _Plain 21A946 25 2 Plain 31HZ55 10 
5 Zinc 2DU38 100 2 Zinc 1LU15 100 2 __ Plain 31HZ38 25 2/4" 2 Zinc 31HZ92 25 4 Z Zinc 31JA06 10 
2 __ Plain 21A882 100 2¥" 2 Galv 1LU87 100 31" 2 Zinc 31HZ74 25 2 Plain 21A907 25 2 Galv 31JA39 10 
49" 2 Zinc 1LE82 100 2 __ Plain 32TH96 400 . Z Galv 31JA26 25 2 Zinc 31HZ93 25 a] Zinc 31JA6/ 10 
. 2 Galv 1LU73 100 4] Zinc 31JA45 50 a Zinc 31JA51 25 3" 2 Galv 31JA32 25 5 _ Plain 21A963 5 
a Zinc 2DU39 100 2/4" 2 Zinc 31HZ/0 50 2 __ Plain 21A901 25 2 Plain 321J19 125 8 Plain 21A922 5 
43/' 8 _ Plain 21A883 100 2 __ Plain 31HZ28 50 Zz Zinc 31HZ/75 25 D Zinc 31JA58 25 AY," 2 Zinc 31JA07 10 
2 Zinc 1LE83 100 3" 2 Zinc 31HZ/1 50 4" 2 Galv 31JA27 25 5 Plain 21A947 25 5 Plain 21A964 95 
2 __ Plain 21A884 100 2 Galv 31JA22 50 2 Plain 32TJ11 200 2 __ Plain 21A908 25 8 Plain 21A923 5 
2 Zinc 1LE84 100 5 Zinc 31JA46 50 5 Zinc 31JA52 25 2 Zinc 1LU55 25 2 __ Plain 31HZ56 10 
Pa 2 Galv 1LU74 100 2 Zinc 1LU18 50 AY" 2 __ Plain 31HZ39 10 3Y," 2 Galv 1LY¥25 25 5" 2 Zinc 31JA08 10 
2 __ Plain 32TH86 800 3Y" 2 Galv 1LU89 50 2 Zinc 31HZ/6 10 hy) Zinc 31JA59 10 2 Galv 31JA40 10 
i] Zinc 2DU40 100 2 __ Plain 31HZ29 50 8 Plain 21A902 25 5 Plain 21A948 25 a Zinc 31JA68 10 
24 2 Zinc 1LE85 100 2 Zinc 1LU19 50 2 __ Plain 31HZ40 10 2 __ Plain 21A909 10 5 Plain 21A965 5 
2 __ Plain 21A885 100 4" 2 Galv 1LU90 50 5 2 Zinc 31HZ/77 10 2 Zinc 31HZ94 10 5A" 5 Plain 21A966 5 
WA 2 Zinc 1LE86 100 2 __ Plain 31HZ30 50 2 Galv 31JA28 10 4" Z Galv 31JA33 10 8 __ Plain 21A924 5 
2 __ Plain 32TH8/7 /00 5 Zinc 31JA47 50 a Zinc 31JA53 10 2 __ Plain 32TJ20 100 g' 2 __ Plain 31HZ5/ 10 
5 Zinc 2DU41 100 AY" Z Zinc 1LU20 50 WA 2 Zinc 31HZ/78 10 a Zinc 31JA60 10 2 Zinc 31JA09 10 
2/4" 2 Zinc  1LE87 100 ; 2 __ Plain 31HZ31__50 2 __ Plain 31HZ41_ 10 5 _ Plain 21A949 10 5 Zinc 31JA69 10 
2 __ Plain 31HZ23 50 2 Zinc 1LU21 50 g' Z Zinc 31HZ79 10 8 _ Plain 21A910 10 ¥q"-10 Thread Size 
3" 2 Zinc 31HZ65 50 5" 2 Galv 1LU92 50 2 Galv 31JA29 10 4V" a Zinc 2DU69 25 2 __ Plain 21A928 10 
2 Galv 31JA17 50 2 __ Plain 31HZ32_ 50 5 Zinc 31JA54 10 5 _ Plain 21A950 10 2 2 Zinc 31JA10 10 
a Zinc 31JA41 50 a Zinc 31JA48 50 j6'-14 Thread Size 2 Plain 21A911 10 5 Zinc 31JA/70 10 
2 Plain 31HZ24 50 5 V5! 2 Zinc 1LU22 50 ik 2 Zinc 31HZ82 50 2 Zinc 31HZ95 10 22 8 Plain 21A929 10 
31/5" 2 Zinc 31HZ66 50 ; 2 Plain 31HZ33 50 1%" 2 Plain 31HZ44 50 5 2 Galv 31JA34 10 2/4" 8 Plain 21A930 10 
é 2 Galv 31JA18 950 ' 2 Zinc 1LU23 50 1%" 2 Plain 31HZ45 50 a Zinc 31JA61 10 8 Plain 21A931 95 
5 Zinc 31JA42 50 2 Plain 31HZ34 50 9" 2 Zinc 1LU48 50 5 -Plain  21A951_ =10 2 Plain 31HZ58 10 
2 Plain 31HZ25 50 ¥e"-16 Thread Size 2 Plain 31HZ46 50 5 Vp" 8 Plain 21A912 10 a 2 Zinc 31JA11 10 
4" 2 Zinc 31HZ6/ 50 8 Plain 21A893 100 2 V2" 2 Plain 31HZ47 25 : 5 Plain 21A952 = =10 i] Zinc 31JA/1 10 
2 Galv 31JA19 950 ya" 2 Zinc 2XA29 100 a. 2 Zinc 31HZ83 25 2 Plain 21A913 10 5 Plain 21A972 5 
o Zinc 31JA43 50 a Zinc 2DU49 100 4 2 Zinc 31HZ84 10 2 Zinc 31HZ96 10 317" 8 Plain 21A9382 95 
Ys" 2 __ Plain 31HZ26 50 2 __ Plain 21A894 100 AY," 2 Zinc 31HZ85 10 6 2 Galv 31JA35 10 5 Plain 21A973 5 
. 2 Zinc 31HZ68 50 2 Zinc 1LU24 100 ¥"-13 Thread Size a Zinc 31JA62 10 8 _ Plain 21A933 5 
2 __ Plain 31HZ27 50 1" 2 Galv 1LU95 100 " 2 Zinc 31HZ86 50 5 Plain 21A953 10 2 _ Plain 31HZ59 10 
5" 2 Zinc 31HZ69 50 2 Plain 32TJ05 500 5 Zinc 2DU60 50 ¥-11 Thread Size 4" Z Zinc 31JA12 10 
2 Galv 31JA20 50 5 Zinc 2DU50 100 2 __ Plain 31HZ48 50 1%" 2 Zinc 31JA01 10 oO Zinc 31JA/72 10 
5 Zinc 31JA44 50 2 Zinc 1LU25 100 41/4" Z Zinc 31HZ87 50 8 Plain 21A915 25 5 Plain 21A974 5 
%6'-18 Thread Size 1%" 2 Galv 31JA23 100 a Zinc 2DU61 50 2 __ Plain 31HZ51 10 Ys" 8 Plain 21A934 5 
8 _ Plain 21A886 100 a Zinc 2DU51 100 5 Plain 21A942 50 9" 2 Zinc 31JA02 10 5 Plain 21A975 5 
Ya" 2 Zinc 1LE98 100 2 __Plain 21A895 100 2 __ Plain 21A903 50 2 Galv 31JA36 10 8 Plain 21A935 5 
5 Zinc 2DU42 100 2 Zinc 1LU26 100 2 Zinc 1LU51 50 a Zinc 31JA63 10 2 __ Plain 31HZ60 10 
2 __Plain  21A887 100 1%" 2 Galv 1LU96 100 414" Z Galv 1LY21 50 5 Plain 21A957 25 5: 2 Zinc 31JA13 10 
2 Zinc 1LE99 100 2 Plain 32TJ06 400 2 __ Plain 32TJ16 200 8 Plain 21A916 25 5 Zinc 31JA73 10 
1 2 Galv 1LU84 100 a] Zinc 2DU52 100 a Zinc 2DU62 50 2V4" 2 __ Plain 31HZ52 10 5 _Plain 21A976 5 
2 __ Plain 32TH93 800 8 __ Plain 21A896 100 5 _ Plain 21A943 50 5 _ Plain 21A958 25 5 V5" 8 __ Plain 21A936 5 
5 Zinc 2DU43 100 13%" 2 Zinc 1LU27 100 8 _ Plain 21A904 50 8 Plain 21A917 25 5 __ Plain 21A977_ 5 
2 __ Plain 21A888 100 5 Zinc 2DU53 100 2 __ Plain 31HZ49 25 2 __ Plain 31HZ53 10 8 __Plain 21A937 5 
11/4! 2 Zinc 1LU10 100 8 Plain 21A897 100 134" 2 Zinc 31HZ88 25 WA 2 Zinc 31JA03 10 g' 2 __ Plain 31HZ61_ 10 
2 Galv_ 31JA21 100 2 __ Plain 31HZ35 50 5 Zinc 31JA55 25 2 Galv 31JA37 10 2 Zinc 31JA14 10 
a Zinc 2DU44 100 2" 2 Zinc 31HZ/72 50 5 _ Plain 21A944 50 a Zinc 31JA64 10 5 _ Plain 21A978 5 
2 Galv 31JA24 50 5 _ Plain 21A959 25 
a Zinc 31JA49 50 
18-8 Stainless Steel Carriage Bolts 
= Tensile strength: 85,000 to 140,000 psi 
= Plain finish 
Compatible with ACQ treated wood. Meet ASME B18.5 standard. 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Fastener Length No. Qty. Fastener Length No. Qty. Fastener Length No. Qty. Fastener Length No. Qty. 
Y4"-20 Thread Size %16'-18 Thread Size ¥e"-16 Thread Size ¥2"-13 Thread Size 
Yn" 1VB78 100 fa" 31JA86 100 fa" 1VE16 20 il 1VE30 10 
7s" 1VB79 100 il 31JA87 100 il 31JA97 100 1%" 31JC09 50 
fa" 1VB80 100 1%" 31JA88 100 1%" 31JA98 100 1%" 31JC10 50 
1" 31JA74 100 1%" 31JA89 100 1%" 31JA99 100 134" 31JC11 20 
1%" 31JA/5 100 134" 31JA90 100 194" 1VE20 20 2 31JC12 20 
1%" 31JA/6 100 fly 31JA91 100 2 31JC01 50 2¥2" 31JC13 20 
134" 31JA77 100 24" 31JA92 100 242" 31JC02 50 a 31JC14 20 
Zz 31JA78 100 2/4" 1VE11 10 2/4" 1VE23 10 32" 31JC015 10 
24 31JA79 100 ch 31JA94 50 ch 31JC03 29 4" 31JC16 10 
2Y2" 31JA80 100 3" 31JA95 50 32" 31JC04 20 a 31JC17 10 
24" 31JA81 100 4" 31JA96 50 4" 31JC05 20 6" 31JC18 10 
a 31JA82 50 D. 1VE15 a] AY," 31JC06 10 
3" 31JA83 50 D. 31JC07 10 
4" 31JA84 50 6" 31JC08 10 
5: 31JA85 50 
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GRAINGER.COM Bolts 


S-Hooks 


Closed Eye—Secure attachment at 1 end to strap, 
wire rope assembly, or rope. To be used for pulling, 
hoisting, winching, or other rigging applications. 

= 316 stainless steel 


Ot 
i; 








Steel Chain 


= Length: 100 ft. 


Single-loop jack chain is kink-resistant and is 
for lightweight applications. Double-loop chain 


Open Eye—For use with light ceiling fixtures and is intended for higher-strength applications. 





canvas tie-downs. Do not use for lifting. Trade ~ Working Item 
‘ Size Finish Load Limit No. 
= Zinc-plated carbon steel Closed Eye Single Loop Chain 
Max. Item Pka. 304 Stainless Steel 
Width (in. le qegnate (in.) WorkingLoad _No. aty. 10 43 Ib. 2Z2DH2 
Closed Eye S Hook 12 29 |b. 2ZDH1 
1% 13" 225 Ib. 5LAC9—s | 14 Plain 16 Ib. 2Z2DG9 
27/6 440 Ib. 5LADO ‘1 16 10 Ib. 2ZDG8 
24" oO. 660 Ib. 5LAD1 1 18 5 Ib. 27DG7 
294" 376. 880 Ib. 5LAD2 ‘1 Brass 
Open Eye S Hook = 10 34 Ib. 27DG6 
T7739" i 16 Ib. 22DK3___50 14 Plain ib o7DG4 
23/a9" iA 26 |b. 27DK4_ _‘10 
7 TH 40 Ib. 2ZDK5 ‘10 16 8 Ib. 2Z2DG3 
P 3 i306 D707 10 = Zi 43 Ib 27DE8 
: : inc : 
Ty," 315" 160 Ib. 97DK8 10 Open Eye 10 Nickel 43 Ib. 27DF5 enue Teor 
Brass 43 Ib. 27DG2 Jack Chain 
ZINC Zinc 29 Ib. 22DJ9 
PLAIN | PLATED 12 Nickel 29 Ib. 27DF4 
Head Head Pkg. Item Item Brass 29 |b. 2ZDG1 
Length Dia. Height Qty. No. No. 14 Zinc 16 Ib. 2ZDE7 
V,"-20 Thread Size Nickel 16 Ib. 2ZDF3 
Ys" 0.969" 0.078" 50 | 41UJ16 | 41UJ43 Zinc 10 Ib. 2ZDE6 
1" 0.969" 0.078" 50 41UJ17 | 41UJ44 16 Nickel 10 Ib. 2ZDF2 
1% 0.969" 0.078" 50 | 41UJ18 | 41UJ45 Brass 10 Ib. 2ZDF8 
1%" 0.969" 0.078" 50 | 41UJ19 | 41UJ46 Zinc 5 Ib. 2ZDE5 
1%" 0.969" 0.078" 50 | 41UJ20 | 41UJ47 18 Nickel 5 Ib. 2ZDF1 
2° 0.969" 0.078" 50. 41UJ21 | 41UJ48 Brass 5 Ib. 27DF7 
2%" 0.969" 0.078" 50) 41UJ22 — 20 Nickel 3 Ib. 2ZDE9 
24%" 0.969" 0.078" 50) 41UJ23 | 41UJ49 Brass 3 Ib. 2ZDF6 
3" 0.969" 0.078" 50. 41UJ25 | 41UJ50 Double Loop Chain 


¥1e"-18 Thread Size 





304 Stainless Steel 
1 











Ys" 1.188" 0.094" 25 | 41UJ26 | 41UJ51 155 Ib. 27DJ7 
1" 1.188" 0.094" 25 41UJ27 | 41UJ52 EI P 2/0 Plain 955 Ib. 27DJ8 
1% 1.188" 0.094" 25 | 41UJ28 | 41UJ53 3 100 Ib. 27DJ6 
1%" 1.188" 0.094" 25 | 41UJ29 | 41UJ54 evator 0 ts Steel 
TH" 1.188" 0.094" 25 | 41UJ30_ | 41UJ55 aw Tensile strength: 60,000 psi 1 Zinc 155 Ib. 27DH6 
2" 1.188" 0.094" 25 41UJ31 | 41UJ56 1/0 Galvanized 900 Ib. 27DJ3 
515° 1.188" 0.094" 25 | 41UJ33 | 41UJ57 ~—~Filat, smooth, countersunk head D) a 115 Ib. 27DH5 
3° 1.188" 0.094" 25 | 41UJ35 41UJ58 allows minimal extrusion from 5/0 255 Ib. 2ZDH7 
34"-16 Thread Size : : Galvanized 255 Ib. 2ZDJ4 
1312" 0.125" 10] 41UJ36 | 41ussg ‘te wall; square neck provides : Zinc 90 Ib. 27DK1 
TV 1.312" 0.125" 10) 41UJ37 | 41UJ60 a locking feature. For use where Galvanized 90 Ib. 27DJ2 
1¥" 1.312" 0.125" 10 | 41UJ38 | 41UJ61 there is little space between 3/0 Fine 305 Ib. 2ZDH8 
13%" 1.312" 0.125" 10| 41UJ39 | 41UJ62 ; 70 Ib. 27DH4 
* 7319" 0.195" 10 | 41UJ40 | 41use3” + /evator and wall. Made of zinc- 4 Galvanized 70 Ib. 97DJ1 w= ha 
95° 1.312" 0.125° 10 41UJ41 | 41UJ64 plated low-carbon steel. Meet 410 ine 365 |b. 27DH9 am 
3" 1.312" 0.125" 10 | 41UJ42 | 41UJ65  ASMEB18.5 standards. 55 Ib. 27DH3 
Truss Head 
No. 19N042 haar Flat Head ~ Dome Head 
No. 19N043 No. 19N040 No. 19N070 
E-18 AudiTORX Drive TX-90 TORX Bit ( 
No. 19N073 No. 19N076 
. Earnest 
Grade 8 Camrail Bolts and Nuts “2's: 
= Tensile strength: 150,000 efise Wilk vr } 
= Alloy steel except Camrail Toolin aS 0. Oval Head Pan Head 
g .- 
Flange Nuts are steel 3," Square Drive No. 19NO062 No. 19N056 Camrail Flange Lock Nut 
a Bolts having E-18 AudilORX Drive TONO73 No. 19N049 
Designed specifically for Bolts having E-20 AudiTORX Drive TONO74 
maintenance andrea use pg gp Mya joa (Stan ee arg 
in locomotive applications. 1" Square Drive Size Length Drive System Style No. Oty. No. Oty. 
T" Track Bolts having E-20 AudiTORX Drive 19NO77 ai" Audi Torx (E-20 Pan TON060 5 | T9N102 60 
Ye TORX Flanged Lock Nut 19N078 3 Audi Torx (E-20 Pan 19N059 i] 19N101 90 
HeaSTER Ma ee a 
- | udI |Orx Va — — 
Head si a paeaee To raul air Ad Hie 13 oy an 19N058 a] aie > 
Thread ea tem g. tem g. 2" udi Torx at _ _ 
P Size Length Drive System Style No. Qty. No. Qty. pox X80 al votes : voNga7 75 
amrail Bolt i orx (TX- va 
¥a'-11 31/5" pul Torx E mn Dome eNO 2 1 T9N114 100 w-9 Auch Torx eu Fat TONS 5 TOROS i 
2. udi Torx russ 4 — — udi Torx (E- va 5 4 
DY, Audi Torx iE 90 Flat T9N050. +10 | 19N091 120 4" Audi Torx eu Pan 19N057.. +5 +~| 19N098 45 
05," Audi Torx (E-20 Flat T9N043_. 10 | 19N084 100 Audi Torx (E-20 Pan = —~\F9N107 +50 
Torx (TX-70) Flat 79N044. 10 | 19N085 110 Torx We Oval TON068 5 | 19N110 70 
"10 x Audi Torx (E-20) Truss T9N047_ 10 | 19N088 90 Torx (TX-90 Pan T9N065 ~»5 — = 
cl Torx (TX-70) Flat TON040..=5 | 19N081 60 Ay" Audi Torx (E-20) Pan T9N056. +5 | 19N097 40 
31/5" Audi Torx (E-20) Flat T9N046.. 10 | 19N087 100 Torx (TX-90) Oval TON067...+5 | 19N109 60 
33/3" Audi Torx (E-20) Flat 19N045 10 19N086_ _—_—80 Camrail Flange Lock Nut 
Torx (TX-70) Flat 19N051 10 | 19N092 100 Ys'-10 _ Torx Flange | 19N049 20 | 19N090 300 
qi" Torx (TX-/0) Flat 7oN048. 10 | 19N089 75 A'-9 Torx Flange | 19N061 20 | 19N103 200 
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Standard Round Bend U-Bolts 


Note: Additional sizes and finishes are available on Grainger.com®; search for "u-bolts" and use the filters 
on the left side of the page. 





Low Carbon Steel | 304 Stainless Steel 









: Pkg. Item Item 
se wet H A B C__ Thickness aly. No. No. 
sas U-Bolt Plate 
2 0.75 2.063 0.687 0.313 0.312 0.187  1%6' 10 31KF15 — 
re 0.75 2.59 0.687 0.781 0.312 8/ 2%" 10 31KF16 31KF25 

5 O49 3.100  U.68/ 1.3/9 U3t2 8/ 1%" 10 31KF17 31KF26 

Includes 0.75 3./5 0.687 0.875 0.37/75 0.219  1¢%2' 10 31KF18 31KF27/ 

2 nuts 0.75 2./5 0.687 1.375 0.3875 0.219 Pe 10 31KF19 _ 
0.75 3.188 0.687 2.875 0.38/75 0.219 1%" 10 31KF20 31KF29 
0./9 4.75 0.687 2.875 0.3/5 0.219 222 10 31KF21 31KF30 
Ufo. 2.003 Uoor 0.319 O3l2 0.187 Ae. 10 _ 31KF24 
U.19. 2.19 U68/ 1.3/9 U3/> U219  —*4o 10 _ 31KF28 
1 5.5 0.987 2.875 0.562 0.312 2%" 2 31KF22 _ 
U-Bolt Plate 1 6.188 0.937 3.875 0.562 0.312 6%6 5 31KF23 31KF32 
1 o0 U.93/ 2.8/9. 0.562 U.312 9" DS _ 31KF31 
Thread Thread Inside Item Pkg. Thread Thread Inside Item Pkg Thread Thread Inside Item Pkg. 
Size Length Length Finish Includes No. Qty. Size Length Length Finish Includes No. Qty Size Length Length Finish Includes No. Qty. 
304 SS Steel 1 % in Pipe Size, 2" Inside Width 
Va in Pipe Size, %c" Inside Width Va in Pipe Size, %c" Inside Width 1%" 3%" ~~ GALV 2Nuts 31KF64 10 
Y4"-20 ya 1%" ‘Plain’ 2Nuts/Plate 5YY10 10 Y4"-20 5/4 1%"  GALV 2Nuts 31KF54 10 Y'-20 1%" 3¥%' Zinc 2Nuts 32THO4 1 
3/4" 1%" Plain 2 Nuts 5YU69 10 5/4" 1%" ‘Zinc 2Nuts 32TG94 10 13%" 3%" Oxide 2Nuts 32TH56 1 
¥e in Pipe Size, ¥" Inside Width ¥e in Pipe Size, %4" Inside Width 1" 2'%e" GALV 2 Nuts 31KF71 10 
¥e" 1%" Plain 2 Nuts 3XRZ7_——10 ¥e" 1%" ~GALV 2Nuts 31KF55 10 1" 2146 Zinc 2Nuts 32TH11 1 
Y4"-20 ya" 1%" ‘Plain’ 2Nuts/Plate 3XTJ5 10 ¥e" 1%" ‘Zinc 2Nuts  32TG95 10 “e-18 1" 2'%e6' Oxide 2Nuts  32TH61 1 
TY" 2%" “Plain 2Nuts/Plate 3XTJ6 10 Y4"-20 Ye" 1%" Oxide 2Nuts 32TH50 10 3 43%" GALV 2Nuts 31KF72 10 
TY" 2%" Plain 2 Nuts 3XRZ8 10 1%" 2%" ~~ GALV 2Nuts 31KF56 10 2 434" Zinc 2Nuts 32TH12 1 
¥ in Pipe Size, 1" Inside Width 1%" 2%" Zinc 2Nuts 32TG96 10 1%" 2%" Zinc 2Nuts/Plate 4P829 10 
Y'-20_—*'1" 134" Plain 2 Nuts 3XRZ9_ 10 1%" 2%" Oxide 2Nuts 32TH51 10 ¥f"-16 1%" 2%"  GALV 2Nuts  31KF80 10 
Ae'-18 1%" 2%6' Plain 2Nuts/Plate 5YY19 10 ¥ in Pipe Size, ”4" Inside Width 1%" 2%" Zinc 2Nuts 32TH20 10 
133" = 2%6' Plain 2 Nuts 5YU78 10 Ya'-20 24%" 2%6e — 4Nuts  32TH31 5 1%" 2%" Oxide 2Nuts 32TH68 10 
¥e'-16 1%" 2%" __—~Pillain 2 Nuts 3XTA6 10 ¥ in Pipe Size, 6" Inside Width 2 in Pipe Size, 212" Inside Width 
¥ in Pipe Size, 11" Inside Width ¥8"-16 25% 3 4Nuts  32TH34 5 1" 3%e" ~~ GALV 2Nuts 31KF73 10 
Y4"-20 ily 2" Plain 2 Nuts 3XTA1 10 ¥2 in Pipe Size, 1" Inside Width 1" 3%e" Zinc 2Nuts 32TH13 1 
1%" 3%" __—~Pilain 2Nuts  31KF97 1 5/4 134" Zinc 2 Nuts 3ZHA5 ~—=-10 “e-18 1° 3%6' Oxide 2Nuts 32TH62 1 
¥q in Pipe Size, 11" Inside Width 1" 134" — GALV 2Nuts 31KF57 10 3 5%" —GALV 2Nuts 31KF74 10 
Y4"-20 1Ys" 2%" Plain’ 2Nuts/Plate 5YY15 10 Ya'-20 1" 134" Zinc 2Nuts 32TG97 10 el 5%" Zinc 2Nuts 32TH14 1 
1s" 2%" Plain 2Nuts 31KM01 1 1" 134" “Oxide 2Nuts 32TH52 10 1%" =3%" ~ GALV 2Nuts 31KF81 10 
i"-16 1s" 2%" ‘Plain 2Nuts/Plate 5YY27 10 1%" = 3%" ~~ GALV 2Nuts 31KF58 10 ¥e'-16 1%" 3%" Zinc 2Nuts 32TH21 10 
1s" 2%" Plain 2 Nuts 5YU86 10 e'-18 1%" 2%6' Zinc 2Nuts 32THO5 10 1%" 3%" Oxide 2Nuts 32TH69 10 
1 in Pipe Size, 142" Inside Width 1%" 2%6" Oxide 2 Nuts 32TH57 =10 2 2 in Pipe Size, 3" Inside Width 
1" 2%e6' ——~Plain’ = 2Nuts/Plate 5YY20 10 1%" 2%" ~GALV 2Nuts 31KF76 10 1" 3'%e" GALV 2Nuts 31KF75 10 
Ye-18 1° 2%6' Plain 2 Nuts 3XTA2 10 ¥e'-16 1%" 2%" Zinc 2Nuts 32TH16 10 4e'-18 1" 3'Ve" Zinc 2 Nuts 5YU39 10 
= 3%" Plain 2Nuts  31KF98 1 1%" 2%" Oxide 2Nuts 32TH64 10 1" 3'V%e" Zinc 2Nuts 32TH1i5 1 
1 in Pipe Size, 112" Inside Width ¥q in Pipe Size, 14" Inside Width 1" 3's" Oxide 2Nuts 32TH63 1 
Ya'-20 1%" 2%" Plain 2Nuts 31KM02 1 5/4" Z. Zinc 2 Nuts 3ZHA6 = 10 1%" 3%" Zinc 2Nuts/Plate 4P831 10 
Ye-18 1° 2%6' Plain 2 Nuts 5YU80 10 i 2 GALV 2Nuts 31KF59 10 1%" 3%"  GALV 2Nuts 31KF82 10 
¥"-16 1Ys" 2%" Plain’ 2Nuts/Plate 5YY28 10 Y4"-20 1" 2 Zinc 2Nuts 32TG98 10 ¥e'-16 1%" 3%" — Zinc 2Nuts 32TH22 1 
TY" 2%" Plain 2 Nuts 3XTA7 10 ig 2" Oxide 2Nuts  32TH53 10 1%" 3%" Oxide 2Nuts 32TH70 1 
1 % in Pipe Size, 194" Inside Width 1%" 3%"  GALV 2Nuts 31KF60 10 3 6%"  GALV 2Nuts 31KF83 10 
13%" a Plain 2Nuts/Plate 5YY17 10 2%" 3%" _ 4Nuts  32TH32 5 1%" 4%"  GALV 2Nuts 31KF85 5 
Ys'-20 1%" cl Plain 2Nuts 31KM03 1 Ye-18 1" 2%6' GALV 2Nuts  31KF65 10 Yy!-43 1%" 4%" Zinc 2 Nuts 3ZHC5 = 10 
196" a Plain 2 Nuts 5YU76 10 ¥e'-16 2%" 3%" — 4Nuts 32TH35 5 1%" 4%" Zinc 2Nuts 32TH24 1 
1¥%" = 2'%6' ~—~Plain’ 2Nuts/Plate 5YY22 10 ¥q in Pipe Size, 1" Inside Width 1%" 4%" Oxide 2Nuts 32TH/72 1 
He'-18 1% 2'%e6' Plain 2Nuts 31KM05 1 Y4"-20 1%" 2%" ~~ GALV 2Nuts 31KF61 10 3 in Pipe Size, 312" Inside Width 
TY" 2'M%e' Plain 2 Nuts 3XTA3 10 M4" 2%" Zinc 2Nuts 32TG99 10 1%" 4%" ~—Zinc ~ 2Nuts/Plate 5YU64 10 
¥"-16 1%" 2%" Plain’ 2Nuts/Plate 5YY29 10 1%" 2%" ~~ GALV 2Nuts 31KF77 10 ¥5"-16 1%" 4%" ~~ GALV 2Nuts 31KF84 10 
1¥%" 2%" __—~Pilain 2 Nuts 5YU88 10 ¥e'-16 1%" 2%" Zinc 2Nuts 32TH17 10 1%" 4%" Zinc 2Nuts 32TH23 1 
1 % in Pipe Size, 2" Inside Width 1%" = =2%" ‘Oxide 2Nuts 32TH65 10 1%" 4%" Oxide 2Nuts 32TH71 1 
Yj4"-20 13%" 3%" __—~Pilain 2Nuts 31KM04 1 1 in Pipe Size, 1%" Inside Width 1%" 5" GALV 2Nuts  31KF86 5 
1%" 3%" __—~Pilain 2 Nuts 5YU77_ ‘10 Y4"-20 2%" 4" Zinc 2Nuts 32THO2 1 Yy!-43 1%" a Zinc 2Nuts 32TH25 1 
1" 2'%e' Plain 2Nuts/Plate 5YY23 10 2" 3he — 4Nuts  32TH33 5 1%" a Oxide 2Nuts 32TH73 1 
Ye-18 1° 2'%e6' Plain 2Nuts 31KM06 1 1" 2%6' ~~ Zinc ~=2 Nuts/Plate 4P822 10 3 8%"  GALV 2Nuts 31KF87 5 
2 4%" Plain 2Nuts 31KF99 1 1 2%6  GALV 2Nuts 31KF67 10 3 1% in Pipe Size, 4" Inside Width 
¥'-16 1%" 2%" _ Plain 2 Nuts 5YU89 10 Me-18 1" 2%6' Zinc 2Nuts 32THO7 10 1%" 5%"  GALV 2Nuts  31KF88 5 
2 in Pipe Size, 2/2" Inside Width 2" 3%" GALV 2Nuts 31KF68 10 Yy'-43 1%" 5%" Zinc 2 Nuts 3ZHC7 ~=10 
1" 3%e6' ~—~Plain’ =2Nuts/Plate 5YY24 10 2 3%" Zinc 2Nuts 32THO8 1 1%" 5%" Zinc 2Nuts 32TH26 1 
HYe-18 1° 38%6' Plain 2Nuts 31KM07 1 1 in Pipe Size, 112" Inside Width 1%" 5%" Oxide 2Nuts 32TH74 1 
a 5%" Plain 2Nuts 31KGO1 1 13%" 34" GALV 2Nuts 31KF62 10 4 in Pipe Size, 4/2" Inside Width 
i"-16 1%" 3%" ——~Plain =2Nuts/Plate 5YY31 10 Y4'-20 1%" 2%" Zinc 2Nuts 32THO1 10 Ve 6" Zinc 2Nuts/Plate 5YU68_ 1 
1%" 3%" ‘Plain 2 Nuts 5YU90 10 1%" 2%" Oxide 2Nuts 32TH54 10 Yy!-43 Te 6" GALV 4Nuts  31KF89 5 
2 2 in Pipe Size, 3" Inside Width 1" 2%6' = Zinc ~=2 Nuts/Plate 5YU60 10 1%" 6" Zinc 2Nuts 32TH27 1 
e'-18 1" 3'%e' Plain = 2Nuts/Plate 5YY25 10 e'-18 1" 2%6" ~~ GALV 2Nuts  31KF66 10 1%" 6" Oxide 2Nuts 32TH75 1 
1" 3'%e' __—~Pilain 2Nuts 31KM08 1 1" 2%6' Zinc 2Nuts 32THO6 10 5 in Pipe Size, 5%s" Inside Width 
3"-16 1%" 3%" ~——~Plain’ = 2Nuts/Plate 5YY32 10 1" 2%" Oxide 2Nuts 32TH58 10 2" 7%" — GALV 2Nuts 31KF90 5 
1%" 3%" __—Pilain 2 Nuts 5YU91_ 10 1%" 2%" Zinc 2Nuts/Plate 4P827 10 Y-13 2" 7%" Zinc 2Nuts 32TH28 1 
Yy"-43 1%" 4%" Plain 2Nuts/Plate 5YY34 1 ¥"-16 1%" 2%" ~~ GALV 2Nuts 31KF78 10 2 7%" Oxide 2Nuts 32TH76 1 
1%" 4%" Plain 2 Nuts 5YU93_—s M4" 2%" Zinc 2Nuts 32TH18 10 6 in Pipe Size, 6%" Inside Width 
3 in Pipe Size, 312" Inside Width 1%" = 2%" Oxide 2Nuts 32TH66 10 2 8%" GALV 2Nuts 31KF91 5 
34"-16 1Ys" 4%" Plain 2Nuts/Plate 5YY33 10 1 % in Pipe Size, 134" Inside Width Y-13 2" 8%" Zinc 2Nuts  32TH29 1 
1Ys" 4%" Plain 2 Nuts 5YU92 10 136" a GALV 2Nuts 31KF63 10 2. 8%" Oxide 2Nuts 32TH77 1 
Y"-13 1%!" 5" Plain 2 Nuts 5YU94 Ya'-20 1%" 3 Zinc 2Nuts 32THO3 1 8 in Pipe Size, 834" Inside Width 
3 % in Pipe Size, 4" Inside Width 13%" 3 Oxide 2Nuts 32TH55 1 2" 10%" GALV 2Nuts 31KF92 5 
Yy"-43 TY" 5%" Plain 2Nuts/Plate 5YY36~ 1 1%" 2'%6" Zinc 2Nuts/Plate 4P823 10 Yy!-43 2 10%" Zinc 2 Nuts 3ZHC8 = 10 
1Y2" 5%" Plain 2 Nuts 5YU95_ 1 1%" = 2'%6" GALV 2Nuts 31KF69 10 2" 10%" Zinc 2Nuts 32TH30 1 
4 in Pipe Size, 412" Inside Width 4e'-18 1%" = 2'%e' Zinc 2Nuts 32THO9 1 2 10%" Oxide 2Nuts  32TH78 1 
Yy"-43 1%" 6" Plain 2Nuts/Plate 5YY37 1 1%" 2'%e6" Oxide 2Nuts 32TH60 1 
1%" 6" Plain 2 Nuts 5YU96 1 2" 4¥%"_ GALV 2Nuts 31KF70 10 
5 in Pipe Size, 5%" Inside Width z 4¥%"___Zinc 2Nuts 32TH10 1 
Y"-13 2" 7%" Plain 2 Nuts 5YU97_—s 1 1%" 2%" Zinc 2Nuts/Plate 4P828 10 
6 in Pipe Size, 63" Inside Width ¥"-16 1%" = =2%4" ~~ GALV 2Nuts 31KF79 10 
Y"-13 2" 8%" Plain 2 Nuts 5YU98_s 1%" 2%" Zinc 2Nuts 32TH19 10 
8 in Pipe Size, 83" Inside Width 1%" 2%" Oxide 2Nuts 32TH67 10 
Y'-13 2" 10%" Plain 2 Nuts 5YU9D_s 1 
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Yoke Ends 


Constructed from drop-forged steel. 


















Tap Size A B c D E F G H K _No. 
V'-28 2" Ye’ Ye 1%" Yo" oe Vy" 3%" 6"  ATAES 
He-24 OV" Ye" ‘THe’ «Va SCO SCG SC«g" ~—*19%40" ATA 
Y'-24 ov" oT oT 1%" ve  % 7s" the" A TAF 
H-00. 3" We He 1%" Yer 1%" 4%" Tv" 1%."  ATAF2 
F"-18 41%" the the  3'Ve tHe" 1%" %" 1Vs"  1%6" ATAFS 
WAG ove 1%" 1%" 4%6" THe" 1%" Ye" 1%" 1c’ ATAFA 
Extended-Length U-Bolts 
= Include 4 nuts. * 
Inside Thread Item Pkg. Inside Thread Item Pkg. GRAINGER CX FORGING 
Material Length Length No. Qty. Material Length Length No. Qty. APPROVED Forged Industrial Hardware 
¥ in Pipe Size 2 2 in Pipe Size 
304 SS 21/6" 21" 5ZA76 1 Steel Zinc 5%" 3" 327G83 5 Eye Nuts _ 
Plain a 2% S5ZA82_ 1 3 in Pipe Size Oval 
ea BYY86 5 eae” 5% 3" +5296 ~©1 | Loads are based ona safety factor of 5-to-1. Eye Nut Round Eye Nut 
Low Carbon 2'%6 = =2%2" 3 % in Pipe Size j 
57A36 5 Thread Working Load Overall Thread Item 
Steel Zinc Low Carbon B7A18 5 Size Limit (Ib.) Height Length Eyel.D. Material No. 
Steel 31KF33 1 Steel Plain gy» = Oval 
Galvanized ey Ais _ Kea 1 eee : 57A58 5 GA 
; 16" o 74 :~=«=#45 teel Zinc THe eval Al 
4 in Pipe Size tee f f THe 3," 3," 
304 SS 3%6 21" BZATB Galvanized °7 3  SiKFa0 1 e-18 a 1s 7, 4), —-gleel Galvanized _pa7it 
Pan apo eee __S2A84 _| $2 /n Pipe Size Fe-14 1700 2y" Ys" ‘Steel Galvanized _2G774 
Steel Plain. 2%8' «28's SYY8B 5 Ralvanized Of 3° SIKFA1 1 Ken Forging . 
=tee Fiala ga Pipe size 1-6 35,600 6% Dass Ys Steel Plain 3ZGV1 
Steel Zinc 354" 2%" SZAM4 5 Steel Plain 5%" 3° 32TH41 5 H-16 Sy Sir —r tr — Sit ge i 97009 
Steel Plain 32TH35 5 3 2 in Pipe Size 9700 OV" oA TV" Steel Plain 37HF4 
Steel Zing 378 22" 32TG75 5 Steel Plain 64" 3" 32TH42_— 5 Y13 5700 Dar sr TY," 304 SS Plain 32623 
a PE 3 in Fipe Size 5000 z Ys 1¥%5" Steel Plain 3ZHF5 
1 in Pipe Size Steel Zinc 5/4" 3° 327G84 5 %-11 5000 ai vA {i4" 304 SS Plain 37G74 
304 SS 0 2% 65ZA80 1 3 1 in Pipe Size aa A 
37/6 : 5000 3 I 14" Steel Plain 3ZHF6 
Plain 2%" 5ZA86 1 Steel Zinc 6 3° 32TG85 5 “4-10 5000 3! yi" 5" 304 SS Plain 37625 
ee oe 10,000 5 2" Steel Plain 32GL9 
304 SS 0 u 304 SS R-9 381A" W1fr5" 5A" 1 
323/49 23" 5ZA88 1 57B10 = 1 14,400 3330 1132 1% Steel Plain 3JWX9 
1 Plain 10,000 5" "27%" Steel Plain 32GN1 
Se a Steel eg OY 8" BTKFAZ 1 is 18.800 Bg Te! 17" Steel Plain 32GU8 
" 1" Ss " m mt 1 
Plain 4 2%" 5ZA90 1 Steel Plain 30THA3 5 Round 1%-/ 29,400 6% 2432 2%2___—Steel Plain 3ZGU9 
1 in Pipe Size Steel Zinc 327G86 5 GA 
ae Ov" 5YY90 5 2 fo Pipe Size Me x tmm 154 36mm 8.5mm 20mm _ Steel Zinc 12024 
raw Carbon Plain 57B12.—s 1 Mé8 x 1.25mm 308 36mm __8.omm_20mm__ Steel Zinc 1ZU26 
steel ” 31KF35 1 Steel Plain a "748 Samm imm—3omm Steel Zinc 1ZU30 
Galvanized Low Carbon 71s" 3” BZAG2 «5 ee — 53mm__timm 30mm _A2 SS Plain 12U44 
Seana picerane 1540 62mm 13mm 35mm __ Steel Zinc 12032 
Balvanied 323/49 234" 31KF36 1 Galvanized 31KF43 Not Rated 62mm__13mm__30mm__A2 $5 Plain 1ZU46 
ee alvanize M20 x 2.50mm 2640 7imm 16mm 40mm __ Steel Zinc 1ZU34 
Spel s pteal Pain oe M30 x 3.50mm 7920 109mm__25mm 60mm _ Steel Zinc 12U38 
Steel 4" V5" 31KF37 1 Steel Zinc 321G87 5 
ananizes Bin Fipe Size 
in Pipe Size 
Steel Pain 37 206 32TH36_ 5 Plain au Square-Bend U-Bolts 
Steel Plan 3%" 294" 32TH37 5 Baivanized 9% 3% SIKF44 1 
| Plain = Include 2 washers and 2 nuts. 
1 % in Pipe Size Steel Plain 32TH45 1 
Steel Plain 4" 2%" 32TH38 5 Steel Zinc 321G88 1 Inside Inside Thread Item 
1 in Pipe Size a 0 TC T6 in rape Size ant ee Pl Length Length No. 
7), ai 2 765 4 ain 
Steel Zinc = 38 p34" 3076795 Plain 5ZB16 3" 1" 5YY62 
1 % in Pipe Size Steel 11¥6" 334" 34KF45 1 2" a 3 dYY64 Inside Inside Thread Item 
Steel Zinc  3%%2' 2%' 321G80 5 Galvanized : ri 34 oYY66 Width Length Length No. 
1 % in Pipe Size Steel Plain 32TH46 1 ch 1H" 5YY68 Aya" ch 20W582 
Steel Zinc 4" 2%" 32TG81 «5 Steel Zinc 327G89 1 4" rey a 5YY70 5" ch 31KG11 
2 in Pipe Size 1 0 in Pine Size r a7 svv72 6 ey 377 20W583 
a ee v5" 31KG12 
2 in Pipe Size Ow Carbon 4443, 01 , : 8 ri : 0% 31KG13 
304 SS a Steel Plain '3'%8 4° SZA28 I 5" 3" 5YY80 Steel Zinc 
Plain Sot Steel Plain 32TH47 1 8" 6x." 394" 5YY82 17%" 5YY38 
Low Carbon S7A54 5 Steel Zinc 32TG90 1 g' 595" 5YY84 3" 1" 31KG02 
Steel Zinc 12 in Pipe Size Steel Hot Dipped Galvanized 2" Ae" ch 5YY40 
2in Pipe Size 304 SS 57B20 1 2% A ZOWS76 5" a 31KG03 
tee Fan tga ain ek 2" 5 65" 39; 5YY42 
Galvanized 478 22 = SIKFS8 Steel Plan [68 4 39THag 4 ‘i Ay 3" 20W577 3" 7" 39." 31KG04 
2 ¥ in Pipe Size Steel Zinc 327G91 1 5" ch 31KG06 ch 17%" 5YY44 
Steel Sie" «=C«*SOSHKESO. 4 14 in Pipe Size 6x." 3%;" __ 20W578 4" 5" a 5YY46 
Galvanized 304 SS 57B22 1 is 3%" 31KG07 rh 39%" 5YY48 
2 in Pipe Size Plain ie Aye 255" 1%" 20W579 5" ch 5YY50 
Steel Plain 47/c’ 2%" 32TH39 5 Steel Plain 32TH49 1 ch 1" 31KG08 6 rh 394" BYY52 
2 % in Pipe Size Steel Zinc 32TG92 1 4 aye ch 20W580 g' 595" 5YY54 
Steel Plain 5%" 3" 32TH40 16 in Pipe Size 5" ch 31KGO09 aye 3" 5YY56 
2 in Pipe Size Steel Zinc 19% 4%" 32TG93 1 65" 33;" 20581 8" rt 394 BYY58 
Steel Zinc  47/e’ 2%" 32TG82 rh 3%" 31KG10 g' 595" 5YY60 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2075 





Scan. Order. Done. 
Details on page A1. 
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: Stai inger.com® h for 
KEN | FORGING ¥* Note Stainless steel also available; on Grainger.com®, searc 
Forged Industrial Hardware At FABORY stainless steel machinery eyebolts". aac eanes 
M hi [E b it Thread Shank Working Item Item 
acninery Eyenoits ! i eey —henatt Eye .D. Eye 0.D. Load Limit__Finisn_| No. | No. 
. X10 9.0mm .Omm .Omm ain 49 — 
Drop-forged carbon steel is heat-treated after With Without M12 x 1.75 38.0mm 30.0mm54.0mm _1,030kq Plain 357404 = 
forging. Angular lifts will significantly lower Shoulder Shoulder Mi6x2.00 44.8mm 35.0mm  65.0mm _1600kg Plain 352510 — 
kina load limit d should b ided. Load Mi8x2.50 51.5mm 38.0mm  71.5mm 2,140kg Plain 392540 — 
WOrKINg 10ad HIMItS and should be avoided. Loads M20x2.50 575mm  41.0mm  81.0mm __ 2860kg Plain 352526 — 
are based on a safety factor of 5 to 1. WITH WITHOUT M22x2.50 635mm 46.0mm  90.4mm — 2860kg Plain 352504 — 
SHOULDER SHOULDER M24x3.00 63.5mm 46.0mm  90.4mm_ —__3850kg Plain 352539 — 
Thread Shank Working Item Item Steel, Ken Forging 
Size Length Eyel.D. EyeO.D. LoadLimit Finish No. No. V;'-20 1" 4" 16 900 Ib. Plain 3ZGW8 — 
Stainless Steel, Ken Forging : 4" fa" 16 900 Ib. Plain 19L044 _ 

1" Sa" 16° 900 Ib. Plain 19L121 19L129 1% Ye 1/6 900 Ib. Plain — 3XTE6 

1%" 4" 16° 500 Ib. Plain 19L137 — /e'-18 1%" Ye 1/6 900 Ib. Zinc — 3ZGN9 
Y4'-20 2 s/4" 16° 900 Ib Plain 19L138 — 4" 7 1/6 900 Ib. Plain 19L045 — 

a s/4" 16° 900 Ib Plain 19L139 — 4" 1" 12%9" 1300 lb. Galvanized | 19L078 — 

4" a" 16° 900 Ib Plain 19L140 — TY" 1" 12%" 1300 Ib. Zinc — 3ZGP1 
1% Ze 1/6 900 Ib Plain 19L122 19L130 TY" il 12%9" 1300 lb. Galvanized | 19L077 19L093 
1%" Ze 1/6" 900 |b Plain 19L141 — ¥'-16 TY" 1" 12%" 1480 Ib. Plain 19L106 19L115 

/6'-18 2. Ze 1/6 900 Ib Plain 19L142 — ch il 12%" 1300 Ib. Zinc — 3ZGP3 
eM Ze 1/6 900 Ib Plain 19L143 — 4’ 1 12%" 1300 Ib. Plain 19L046 — 

4" Ze 1/6 900 Ib Plain 19L144 — Ay" |" 12%9" 1300 Ib. Zinc 19L067 19L068 
1M" ili 1230" 1300 Ib Plain 19L123 19L131 6" |" 12%9" 1300 Ib. Plain 19L047 19L056 
2Y2 1" 1249" 1300 Ib Plain 19L145 — 196" 15/32" 1272" 1800 Ib. Plain — 3XTF1 

¥%'-16 a ile 12%9" 1300 Ib Plain 19L146 19L157 ~e'-14 19%" 1932" 12/2" 1800 Ib. Zinc 3ZHD5 3ZGP4 

4" 1" 1232" 1300 Ib Plain 191147 — 6" 1932" 12/2! 1800 Ib. Plain 19L048 — 

6" 1" 12%o" 1300 Ib Plain — 19L158 li 16 VATS 2400 |b. Galvanized | _19L080 — 
1" 16 26. 2400 |b Plain 19L124 19L132 iA 16 2"6. 2400 |b. Zinc — 3ZGP5 
2 V2 16 26 2400 |b Plain 19L148 — 1%" 16 2"6. 2400 |b. Galvanized | _19L079 19L094 
2Y2' 16 Ve 2400 |b Plain 19L163 — 1" 16 2"6 2/00 Ib. Plain 19L107 19L116 

Yy"-43 eh 16 "Ve 2400 |b Plain 19L149 19L159 Yy"-43 2V2 16 VATS 2400 Ib. Zinc — 3ZGP6 
: ch 16 ave 2400 |b. Plain 19L164 — ch 16 VATS 2400 lb. Zinc — 3ZGP7 
34 1" 2" 2200 Ib. Plain 19L199 — 4 16 VATS 2400 Ib. Plain 19L049 — 

4" 16 Ve 2400 |b Plain 19L150 — 4 16 VATS 2400 |b. Zinc 19L069 19L070 

6" 16 ave 2400 |b Plain — 19L160 Ay" 16 2"6 2400 Ib. Zinc 19L071 19L072 
19/4" 13" 2a 4000 Ib Plain 19L125 19L133 6" 16 VATS 2400 Ib. Plain 19L050 19L057 

5/614 2Y2 13" 22 4000 Ib Plain 19L151 — Ype'-49 1%" 1%2" 2932) 3000 Ib. Plain 3ZGX8 3XTF5 
: eu 19%" 242 4000 |b Plain 19L152 — " 1%" 1%2" 2932) 3000 Ib. Zinc 3ZHD9 — 

4" 13" 22 4000 Ib Plain 191153 — 1Y%" 15" 242 4000 |b. Galvanized | 19L082 — 

2" 1%" 2'e. 9000 Ib Plain 19L126 19L134 19/4" 15" 22 4000 Ib. Zinc — 3ZGP9 
2Y2' 1%" 2'6. 5000 |b Plain 19L154 — 15/4" 156 22 4000 |b. Galvanized | 19L081 19L095 

4-10 cy 1%" 2'6 9000 Ib Plain 191155 — 15/4" 15%" 22 4300 Ib. Plain 19L108 19L117 
4! 1%" 2'6 9000 Ib Plain 19L156 — 5/614 22" 15" 22 4000 Ib. Zinc — 3ZGR1 
12. 1%" 2'6. 9200 Ib. Plain 191206 — cl 19" 22 4000 Ib. Zinc — 3ZGR2 
1'-8 2Y2' 16 3%6° 9000 Ib. Plain 19L127 — 4 15" 242 4000 Ib. Plain 19L051 — 
1%'-/ 3: 2'6 A/S 15,000 Ib. Plain 19L128 — 4 19" oY 4000 Ib. Zinc 19L073 19L074 
1¥'-6 6" 22 ov6. 2000 Ib. Plain 191213 — Ay" 15 22 4000 Ib. Zinc 19L075 19L076 
Steel, Fabory 6" 15" 242 4000 Ib. Plain 19L052 19L058 
Yj"-20 a 16 900 Ib. Plain 352446 352441 A 1V," 26. 9000 !b. Galvanized | 19L084 — 
il s/4" 16° 900 Ib. Zinc 352445 352451 2" Ty," 216. 9000 Ib. Zinc — 3ZGR3 
56-18 1%" Ze TAs 900 Ib. Plain 352449 — 2 Ty," 26. 9000 !b. Galvanized | _19L083 19L096 
1 Ve" Ze 1/6 900 Ib. Zinc 352462 — ¥4"-10 2 Ty," 216. 6400 Ib. Plain 19L109 19L118 

%e" il 1/6 — Plain 352452 — : 22" Ty 2'"6. 9000 Ib. Zinc — 3ZGR4 

fa" 1" "es 1300 Ib. Plain 352450 — 4 1y," 2'/6. 9000 Ib. Plain 19L053 — 
1M" iis "6 1300 Ib. Plain 352444 — 6" 1y" 1% 9000 Ib. Plain 19L054 — 
14" ilk 15% — Plain — 352448 6" iA 2'/6. 9000 Ib. Plain — 19L059 
1%" 1" 11/6" — Zinc 352458 — 24" 1%"e 34 7000 Ib. Plain — 3XTG3 

3¥6"-16 oY il 16" — Plain 352471 352453 24 1/6 3% 7000 Ib. Zinc _— 3ZGR6 
2Y2' ill 1/6 — Zinc 352469 — R'-9 24" Te 34 7000 |b. Galvanized | 19L085 19L097 

2Y2' {" 6 — Zinc — 352481 24" 16 34 8800 Ib Plain 19L110 19L119 

cl 1" "6 — Plain 352488 352460 6" T'%6 34 7000 Ib Plain — 19L060 

a ik 1"6 1300 Ib. Zinc 352511 — 22 16 3%6. 9000 Ib Plain — 3XTG4 

3 1" 1/6 — Zinc — 352527 2a 16 3%6 9000 Ib Zinc — 3ZGR/ 

”e-14 196" 1332" 12%2" — Plain 352482 — 1'-8 22" 16 3%6. 9000 |b. Galvanized | 19L086 19L098 

1" 16 ave 2400 |b. Plain 352473 — 22" Te 3%6. 11,600 Ib Plain — 19L120 
1%" 16 2“e 2400 Ib. Plain 352486 352466 6" 16 3%6. 9000 Ib Plain 19L055 — 
1%" 16 “ie 2400 |b. Zinc 352472 352491 274" 2" 4 12,000 Ib Plain 3ZGY8 3XTG5 

Yy'-13 2Y2' 16 ove 2400 Ib. Plain 352480 352468 1%"-7 274" Z. 4 12,000 Ib. Zinc 3ZHE9 — 
2Y2 16 2"ve 2400 Ib. Zinc 352502 352513 274" 2 4 12,000 |b. Galvanized | 19L087 19L099 
ch 16 VAL 2400 Ib. Plain 352497 352485 ch v6. 4/6 15,000 Ib Plain 3ZGY9 3XTG6 
eu 16 VAL 2400 Ib. Zinc 352499 352490 414-7 ey v6. 4/6 15,000 Ib Zinc 3ZHF1 3ZGR9 
TY 196" 242 4000 |b. Plain 352520 — : cl v6. 4/6 15,000 Ib. Galvanized | 19L088 19L101 
19/4" 13%" oY 4000 |b. Plain 352495 352504 ch 2n6. 4/6. 18,400 Ib Plain 19L112 — 
15/4" 13%" 22 4000 |b. Zinc 352506 — 3 22" Re ACH 21,000 Ib Plain 3ZGZ1 3XTG/ 
%'-11 2Y2: 13" 242 4000 |b. Zinc 352516 — 1%"-6 32 22" Re ACH 21,000 Ib Zinc 3ZHF2 3ZGT1 
2V2 15" 242 4000 Ib. Plain 352536 352545 3Y2" 22" Re ACH 21,000 lb. Galvanized | 19L089 — 
ch 15%" 22 4000 Ib. Zinc 352517 352483 374" ove 6Ye 28,000 Ib Plain 3JWP4 — 
ch 15%" 242 4000 Ib. Plain 352522 352548 154"-5 374" 2/3 6Ye 28,000 Ib. Zinc 19L061 — 
1%" 1%" 2'6 9000 Ib. Plain 352524 — 374" avs 6Ye 28,000 Ib. Galvanized | 19L090 — 
TY 1%" 2'6. 9000 Ib. Plain 352518 — 9-4-1/2 4 RA 6% 38,000 Ib Plain 3JWP5 — 
2 1%" 2'6 9000 Ib. Plain 352492 352484 4 RAN 6% 38,000 Ib. Galvanized | 19L091 19L104 
¥%4'-10 2" 1%" 2'A6. 9000 Ib. Zinc 352515 — 2'/'-4 ah 4! 8%6. 96,000 Ib. Plain 3JWP6 — 
25 1%" 2'6. 9000 Ib. Plain 352531 352509 M7 x1.00 285mm 22.0mm__36.5mm 3/0kg Plain 3XTAQ — 
22" 1%" 2'A6. 9000 Ib. Zinc 352555 — M14x 2.00 41.1mm_ — 33.0mm__58.0mm__1600kg Plain 3XTD4 — 
cl 1 2'6. 9000 Ib. Plain 352519 352546 M24x 3.00 63.5mm  46.0mm__90.4mm_3850kg Plain 3JWX3 — 
ch 1 2'6. 9000 Ib. Zinc 352528 352562 M30x 3.50 /76.0mm _55.0mm__112./mm__6400kg Plain 3XTE1 — 
7f"-9 24 V6 34 7000 Ib. Plain 352525 — M36 x 4.00 89.0mm  63.0mm_ _131.8mm__8,9/0kg Plain 3XTE2 — 
8 24 1/6 34 7000 Ib. Zinc 352538 — M42x4.50 950mm  73.0mm_ —_152.4mm___11,960kg Plain 3JWX4 — 
{"-8 2V2 16 3%6. 9000 Ib. Plain 352501 — M45x4.50 95.0mm  73.0mm_—_152.4mm__12,/20kg Plain 3JWX5 — 
2V2 16 3%6. 9000 Ib. Zinc 352532 — M48 x 5.00 101.6mm  82.0mm__174.6mm___16,400kg Plain 3JWX6 — 
M6x1.00  25./mm _19.0mm__30.0mm 210kg Plain 352470 — M52x5.00 101.6mm  82.0mm_1/74.6mm___16,400kg Plain 3JWX7 — 
M8x1.25  31./mm_ —25.0mm__—43.0mm 200kg Plain 352465 — M64 x 6.00 127.0mm 102.0mm_  217.5mm___24,458kg Plain 3JWX8 — 
Metric Lifting Eyebolts Thread Shank Working Item —~Pkg. 
pee Size Length Eye l.D. EyeO.D. Load Limit No. Qty. 
For vertical lifting only. M20 x 2.50 30.0mm _40.0mm_ ~—72.0mm_ ~—s*1197kg = 35Z505 
M24x3.00 360mm  50.0mm_ _‘90.0mm 1796kg 302912 1 
Note: Eyebolts must always be tightened flush against bearing surface. M30x3.50  45.0mm 60.0mm 108.0mm = 357507 { 
Thread Shank Working Item Pkg. M36x4.00 540mm /0.0mm  126.0mm  4600kg 302498 1 
Size Length Eyel.D. EyeO.D. Load Limit No. Qty. M42x4.50 63.0mm_ _80.0mm_ _—-147.0mm__6300kg 380901 1 
Steel M64 x 6.0 90.0mm 110.0mm 208.0mm _ 16,000kg  38C903 1 
M5x5.0 68.0mm 90.0mm 168.0mm — 8600kg 380902 1 Stainless Steel 
M6 x 1.00 13.0mm —20.0mm__—_—36.0mm 70kg 1ZU48 | M8 x 1.25 13.0mm 20.0mm_ _—36.0mm 140kg 352478 1 
M8 x 1.25 13.0mm —20.0mm___—36.0mm 140kg 352542 a M10x1.50  17.0mm  25.0mm_ —_45.0mm 906 Ib. 1ZU68 1 
5 M1i0x1.50 17.0mm 250mm 45.0mm 230kg 352552 3 M1i2x1./5  20.5mm_ —_30.0mm_ —_—54.0mm 339kg 352479 1 
— = M1i2x1./5 205mm 30.0mm_ _—_54.0mm 339kg 352521 2 M1i6x2.00  27.0mm  35.0mm_ _63.0mm__ 1940 |b. 1ZU72 1 
\ M1i6x2.00 2/7.0mm  35.0mm __ 63.0mm — 352547 2 M20x2.50 30.00mm  40.00mm  72.0mm__2640 |b. 1ZU74 1 
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o Download Available FASTENERS 


OL“</]GRAINGER.COM Bolts 


Turned Wire Eyebolts 


Supplied with UNC rolled machine 


threads and one hex nut. 
Thread Overall Thread Shank E E It Pkg. 
Thread Overall Thread Shank Eye Eye | Item Pkg. Sine ‘annth Length ‘anath rp. 0D. No aly. 
4.00" 1" 3" 1 








#6-32 — 1.25' 7" ya" Ya" 3¥ea" | 9ZU60 61%6" % 23%" | 5ZU57 


Thread Overall Thread Shank Item Pkg. 


7 9 3 
ea, ¥-10 11.00" 3 8's e278 | 9ZU58 Size Length Length Length Eye!.D. aD. No. Qty. 


Size Length Length Length 1.D. O.D.| No. Qty. 17% | 5ZU50 1 
1010 Stee 6.00" 2%" 4" 1" 1% | 5Z2U54 1 
VY; "=| ; u 4" u lr | ii: u Z 1 
Stainl no Kee" aPOZ 10 33 WA 7 AS apUst i Wood Screw Eyebolts 
tainless Stee 10.81" 2%" 9%" 5" _—*13%4"| SZUH2 
Plain Finish oS eK S/o 3," 47%" BZUBE Wood screw thread and gimlet point. 
u u 1 
1 
1 


Ty" Va" Ze" | 9ZU61 
1 


1.69" Re : Ye Vie | 9ZU62 14.00" "415" 7%" 2%" | 52 
2.00" — 1%" ie" Vie" | SZUBS 7s ig 4298 | 9a Steel 


10-24 5°69" 4" 9" THe" | BZUBA one en Zinc Finish 





10 
10 
10 
10 
—2 #6-32 1.25" eH" 8a" | BZETO 10 nh) nC 
3.69 1 3 ee | S265 1048-32 1.69" "1" a" 70" | 5ZEBO 10 YAO —F een A an i ge soaDee 1D 
aay ee Ce ats Meee a AT B45 Me 7 438" 2%" 3" —«oH"——«ST Hy" | 357541 ‘10 
eo) 1A ee Leer i og 200" 1 Te" Yer THe" | S7EBZ 10 W717 37— ay hPa | 35153710 
5 og te i a e691 <6 | OZEBS 10 He 581 2 Ay" ‘5% ite" | ~—52U97 ‘10 
Ve'-20 99h tts “gt fae ee AG 3.69" ty Sto" | OZEBA 10 Ye-9 3.88" o" 29s" 9%" ‘1 TYa" | 352557 ‘10 
5 0° 2 a et i 2.00" ete" (352487 10 | Oe eee 
6.00". 3° 5° v4" ie" | BZU72 5 5 ae a i ea 
L007 4 6 Iie! | SZU73 5 3.00" 1a 2" 4" 756" [357508 10 
2.13" 1 Ye 1's") SZU74 5 300°. % me i" 1546" | 4P803 10 
5h al Ce ee 7s 2 Ys 1'Yea") SZUI5 5 350. 1% 2% 1" 1.6" | 5ZE86 10 
Mel aig" 18 AT 1M" U7 5-09 4.00" 114" 3" "He" BBIBBA 10 
9.13" 2”! 4 % 1's") SZUT7 400° 1%" cy i" 1546" | 4P804 10 
200 We TM 12) 2078 I 5.00" 2%" 4" "7546" (352544 10 
3.90" 1%" a Ys" 1'¥%32'| SZU79 1 5.00". 2% q" i" 16" | 5ZE87 10 
4.00" 1%" 2% a" 1'%2"| SZUBO 6.00" 5 Yo" 1546" 13527551 10 
¥e'-16 4.50" 1%" a Yq" 1130" 5ZU8B1 6.00" 3 5" i" 16" | 4P805 10 Welded [E ebolts 
2a ae 4 a Le arias 7.00" 4 6" 56" | BZEBB 10 y 
4 2 y 7 an i" 11%," 
52h ag ape er oe 213" ie Aa tet" 98245410 | Include UNC nut and 2 washers. 
ei aie Vie : if a ae 3.13" 1%" 2" 9%" 17Yes"| 352530 10 Thread Overall Thread Shank Eye Item —— Pkg. 
a a8 1 7" 174! 7 1 sjgt-1g— 13 1 2 ¥" 11Yes"| 5ZEQO 10 Size Length Length Length Eyel.D. O.D. No. Qty. 
8.00 6 s_| 5ZU87 413" 1%" 3" "17 Ves" | 352549 10 | ‘Stainless Steel 
alee Se Fiatzh 412 WA 3 # Te SuEST 1 High Polish Finish 
5.13" AT 11 V0" | 35255 00". 12" TFs” 2/59" 
#632 1.25 he Vere | 802210 513" Dye 4" 1199 BLEGD 10. | 1024 “G99 —'9" —§ eye BEAD 
#632 1.69 1 es Ase | O2U23 10 250° 1" "119%" 352514 10 319" 1h" 2" 5%" Ho" | 5SLADS 1 
Log Ae | oes 10 250 we 1 Ys" _—‘17%0"| BZE93 10 425" 2" 3" 1%" 2%" | BLADG 1 
10-24 2:00 1A" te Mee | 5ZU25 10 3.50" TV 2H 17%0"| 352543 10 | v'-20 519" 2" 4" «5 Hy" GLAD]. 
2.69 1 2 ete | SZU26 10 3.50" 1%" 2"  %" 11%" APB06 10 por 2 BY 1%" 2" | BLADE 1 
3.69 1” 3 Ae | o2U27 10 400° 1% 2%" "17%" 352529 10 002 6" %o" 2%" | BLADY 1 
cate | ees 10 400" 1%" 2%" YA" 17%" BZENA 10 4.38" 2" 3% 1%e" | 5SLAEO 1 
e001 ee | ced 10 450" tye" 3" a" 11%2"/357556 10 | 5. 4g 5.38, 2 4" Me" SLAE1 1 
JU TA ef ZS 10 450° 1%" 3" YH" 17%"| 5ZEGB 10 ele 600, ee B® tHe" | SLAE2 1 
yy'-o9 300 TA aye eo TOES 416 5.50" a To" |352559 _10 7.382" 6" 1% | SLAES 1 
4.000 Ve 2 ive | S2U32 10 5.50" 2%" A" 34" 1*%o"| APBOT 10 450° 2" 3" a" 11%" | BSLAEA 1 
9.00 2% 4 le | SZU33_ 10 6.50 3" —-17%0"| 352535 10 mae D0 2 4" "11%" | SLAES 1 
6.00" 3" SY "16" | BZU34_ 10 650° 3” +S" "11%" Szu10 10 | 16 ~Ge3 or ati | LARS 
a 750° 3%" 6" Ya" 1140" 352561 10 7.63" 2" 6" Van" To" | 5LAET 1 
oo a oe : 
u : 4 8 64 " Yr" 3o" VY" 
*e-18—a43" 1" 3" 1 1s"| 52U38 10 oe 
9.13" 2A! 4" %  1'Yes"| SZU39 10 256° 2% 11% #«21" 1 
2.00" il Ys" 1'¥32'| SZU40_ 10 400° 1%" 3" t 
3.50" 1s" 2" "1%" BZU41 10 400° 1%" 2" FIND MORE ONLINE 
400° 1%" 24" Hy" 11%" 5ZUA2 10 600" 2% a 
4.90" 1% 3 Ya" 1'%32'| SZU46 10 6.00". 2% q" le Can’t find it here? 
34'-16 —2:00 2% 4 Ys" 1'¥32'| SZU47 10 %'-13° 8.00" q" 6" t" m : 
6.50) = 5 ts ee SZ048 19 300°. 4" 6 oT" Go to Grainger.com® today to see 
: 4 4 2 " Yo" " 5/a" " . nn" 
56" OTM AGo" | BUI oot a our full selection of over 1.7 million 
10.69" 2%" 9%" 5" 1%" | BZUA4 12.81 2%" Wives products and the services and 
12.56" 24%" 11% "1% 2' | SZU45 w-11l8.31 2% i 3" m : 
"66" 7A solutions to help you get it done! 


9 3 
¥"-10 11.00" 3" Be" 
14.00" 3" 11'%e' 


3048S | 4140 | C1035 














Thread Shank Boss Item Item Item 
K Sire _ Dia. _Hole!.D. Length Boss Dia. Thickness No. No. No. 
en Forging 
6" 5Y6q" V4" 19L385 | 19L356 | 19L327 
Y4'-20 yj" yj" Ty," 3%6a" Ya" 19L383 | 19L354 | 19L325 
3% 3%6a" YA" 19L384 | 19L355 | 19L326 
V4'-28 3% 3%" i 19L409 | 19L379 | 19L350 
6" 4964" Ae. 19L388 | 19L359 | 19L330 
“e'-18 Ae Ae 14 s¥%6a" Ae. 19L386 | 19L357 | 19L328 
BY 4Y64" Ae. 19L387 | 19L358 | 19L329 * 
ys a ta toes tosg, © CERIFORGING SEPROUED 
mo 16 8 Forged Industrial Hardware 
i ee ee ee ‘ied 
2 16 8 1 
7-24 37" TH" ye" 191410 | 19L380 | 19L351 Forged Machined Rod Ends 
ty 1¥32" Yo 19L395 | 19L366 | 19L337 
Yo'-13 6" 132. Yo 19L396 | 19L367 | 19L338 Thread Shank Boss _ Boss ltem Pkg. 
Yn" VY" VAULTS 1¥32" Vy" 19L393 | 19L364 | 19L335 Size Dia. Holel.D. Length Dia. Thickness Material No. Oty. 
32 1¥32" Y;" 19L394 | 19L365 | 19L336 GA 
Vo"-20 3Y2 1 V2" Y;" 19L411 | 191381 | 19L352 V4'-20 V4" Ae Z Yj." 32" Black Oxide Steel  4YWH7/ 10 
2" 1%6 %e" 19L398 | 19L369 | 19L340 Ae-18 Ve. 6 ch %" Wag" Black Oxide Steel _ 4YVH8 10 
%"-11 ¥s" ¥3" 6" 1%6 % 19L399 | 19L370 | 19L341 6. cy fa" Ae Black Oxide Steel _ 4YVH9 10 
3Y2 1%6 % 19L397 | 19L368 | 19L339 34"-16 5p" Je" 4" Sa Ae Black Oxide Steel _4YVJ3 10 
a 1%6 4 19L402 | 191372 | 19L343 : : Je" ay fa" Ae Black Oxide Steel _ 4YWJ4 10 
¥4'-10 6" 1%6 4 19L403 | 191373 | 19L344 Je" t/a 2s Ae Black Oxide Steel _ 4YWJ2 10 
3/4" 3/4" A 1%6 4" 19L401 | 191371 | 19L342 Je" 4 1" V6. Black Oxide Steel _ 4YWJ6 10 
Y4'-1 6 6" 1%6 fa — 19L382 | 191353 YA"-13 y," Js" a ile V6. Black Oxide Steel _4YVJ8 10 
6" 1%6 4 19L412 — — Je" 3%" ik V6. Black Oxide Steel __ 4YWJ5 10 
7h "-9 V/s" A" i 14 19L404 | 191374 | 19L345 Se. a 1Y4' he Black Oxide Steel _ 4YVK1 10 
6" 17%" is 19L405 | 191375 | 19L346 %"-11 9s" 75" 6" 14" 6 Black Oxide Steel _ 4YVK2 10 
T-8 |" 1" 6" 2932: 1" 19L406 | 191376 | 19L347 Ss" Ay —_1¥4' Ye Black Oxide Steel _ 4YWJ9 10 
1Y4'-/ TY" TY" 6" 22V30" 1%" 19L407 | 191377 | 19L348 ¥%4'-10 Yq" s/4" 6" 1¥," 6 Black Oxide Steel _ 4YVK4 10 
13'-6 TY Ty," 6" 3932" 1%" 19L408 | 191378 | 19L349 fa" Ay" 1 6 Black Oxide Steel _ 4YVK3 10 
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FASTENERS Scan. Order. Done. 
Bolts and Cable Clamps Details on page A1. 
ote TO 
CCXIFORGING %, Thread Shank Working Item Item 
Forged Industrial Hardware “a FABORY Size Length Eye |.D.Eye 0.0. Load Limit Finish No. No. 
2 V4 a" 1%" 800 lb. _ Galvanized | 3ZGV2 3ZHG6 
Dro -For ed [E ebolts 3 i," x" iva 800 |b. _ Galvanized — 3ZHG7 
p G y Ae-18 4%" %e" 1 fa, 800 Ib. _ Galvanized | _3ZGV3 3ZHG8 
: ai i — 
Loads are based on a safety factor of 5-to-1. Heat-treated, forged 33, 1, — or pa panizes sates 
carbon steel eyebolts have hot galvanized finish. 21" yf," 12" 1200 1b. Galvanized | 3ZGV4 — 
AY," ya" 1: 1200 |b. _ Galvanized | _3ZGV5 _ 
Note: Stainless steel also available; on Grainger.com®, search for "stainless steel ¥e'-16 5: ya" 1%" 1200 lb. _ Galvanized — 3ZHH5 
drop-forged evebolts". 6" Ja 1%" 1200 |b. Galvanized | _3LVX9 = 
Ee haven 10" fa" TY 1200 |b. _ Galvanized _ 3JWY2 
WITH WITHOUT Z 1" 2. 2200 lb. Galvanized | 3ZGV6 _ 
SHOULDER! SHOULDER 34" 1" z. 2200 Ib. Galvanized | 3ZGV7 _ 
Thread Shank Working Item Item Yo"-13 4’ ake zZ 2200 1b. Galvanized | S3LVY1 3JWY3 
Size Length Eye!.D.Eye0.D. Load Limit Finish No. No. 6" 1" ik 2200 lb. Galvanized | 3ZGV8 _ 
Stainless eel, Ken Forging 12: il 2 2200 lb. Galvanized 3LVY2 _ 
Y4'-20 Ya ils 900 Ib. Plain 19L190 _— 4" 15" 2a 3900 Ib. Galvanized | _3LVY3 3JWY4 
op 5/4" 1%" 1200 Ib. Plain 19L195 _ Ay," 15 2a 3900 Ib. _ Galvanized | _ 3ZGV9 3ZHJ6 
¥e'-16 4%" s/4" iA 1200 Ib. Plain 19L196 _ 6" 13" 2" 3900 Ib. Galvanized |_ 3ZGW1 3ZHJ7 
10" 5/4" 1%" 1200 Ib. Plain 19L198 _ 8" 198" 22 3500 Ib. Galvanized |_3LVY4 3ZHJ8 
4" Wie 2M" 2400 Ib. Plain 19L165 ¥e'-11 10" 15" 22 3500 Ib. Galvanized | _3LVY5 3ZHJ9 
Yy"-43 Ay," il 2" 2200 Ib. Plain _— 19L175 he. 15" 22 3900 Ib. Galvanized | _3LVY6 3ZHK1 
: 6" i 2" 2200 Ib. Plain 19L201 19L176 iy 15" 22 3900 Ib. Galvanized | _3LVY7 3ZHK2 
With 12 1" 2 2200 Ib. Plain 19L202 _ 18" 15" 2" 3900 Ib. Galvanized | _3LVY8 3ZHK3 
Shoulder ¥5'-14 6" 19 24" 3500 Ib. Plain 19L203 _ 24" 15" 2" 3900 Ib. Galvanized | _3LVY9 3ZHK4 
: 12. 198" 2 V2 3500 Ib. Plain 19L204 _ 4" TY" 2'%e' 5200 lb. Galvanized |_3LVZ1 3JWY5 
¥a'-10 6" TY" 2'%e6' 5200 Ib. Plain 19L205 19L180 Ay," TY" 2'%e' 5200 Ib. Galvanized | 3ZGW2 3ZHK5 
1f'-9 6" 15/4" 3h" 7200 Ib. Plain 19L207 _ 6" TY" 2'%e' 5200 lb. Galvanized | 3ZGW3 3ZHK6 
: 12" 15/4" 32 7200 Ib. Plain _ 19L183 8" TY" 2'%e' 5200 lb. Galvanized | _ 3LVZ2 3ZHK7 
1"-8 6" 2 4" 10,000 Ib. Plain 19L209 19L184 ¥4"-10 __ 10" TY" 2'%e' 5200 Ib. Galvanized | _ 3LVZ3 3ZHK8 
Steel, Fabory 12" TY" 2'%e' «5200 lb. Galvanized 3LVZ4 3ZHK9 
2 V;" lg 900 |b. _ Galvanized _ 392457 To: TY" 2'%e' 5200 Ib. Galvanized | _ 3LVZ5 3ZHL1 
Y;'-20 3s ya" 1" 900 |b. _ Galvanized _ 392477 18" TY" 2'%e' «5200 lb. Galvanized | _3LVZ6 3ZHL2 
4" ¥;" 1" 900 |b. _ Galvanized _ 352459 24" TY" 2'%e' 5200 lb. Galvanized | _3LVZ7 3JWY6 
6" Ve. 1" 900 |b. _ Galvanized _ 392493 2. 19/4 3 if" 7200 lb. _ Galvanized |_3ZGW4 3ZHL3 
242" 4" 1%" 1200 |b. _ Galvanized _ 392440 6" 19/4" Se 7200 lb. _ Galvanized |__3LVZ8 _ 
3 fa" 1%" 1200 |b. _ Galvanized _ 392489 8" 19/4" 3 if" 7200 lb. _ Galvanized |_3ZGW5 3ZHL4 
¥5'-16 4" fa" 1% 1200 |b. _ Galvanized _ 392474 R'-9 10" 174" 3 7200 lb. _ Galvanized _ 3JWY8 
Ay" fa" 1%" 1200 |b. _ Galvanized _ 392442 12" 13/4 oye. 7200 Ib. _ Galvanized | _3LVZ9 _ 
6" 5/4" 1%" 1200 lb. _ Galvanized _ 30244/ 18" 15/4" 32 7200 Ib. _ Galvanized _ 3XRY95 
8 fa" 1%" 1200 |b. _ Galvanized _ 302496 24" 13/4" 3 V2 7200 Ib. Galvanized | _3LWA1 _ 
2" is 2. 2200 lb. _ Galvanized _ 302503 6 2 4 10,000 lb. Galvanized | 3ZGW6 3XRY6 
3Y4 i 2. 2200 lb. _ Galvanized _ 302464 8" 2 4 10,000 lb. Galvanized —_— 3JWZ1 
Ay," 1 2. 2200 Ib. _ Galvanized _ 302463 g" a 4 10,000 1b. Galvanized | 3ZGW7 _ 
V'-13 6" 1" zZ 2200 lb. _ Galvanized _ 392461 {"-8 10" 2 4 10,000 Ib. Galvanized _ 3XRY/ 
8 ii 2: 2200 lb. _ Galvanized _ 302475 TZ oe 4 10,000 lb. Galvanized | 3LWA2 3XRY8 
10" ihe 2 2200 |b. _ Galvanized _ 352476 1D 2 4" 10,000 lb. Galvanized _ 3JWZ2 
12: il 2 2200 |b. _ Galvanized _ 352467 13 z 4" 10,000 lb. Galvanized _ 3XRY9 
. Steel, Ken Forging 24" 2 4’ 10,000 Ib. Galvanized | 3LWA3 3XRZ1 
Without 2" yA" 1 900 Ib. Zinc _ 3XRZ2 6" 2%6 4%6  13,900lb. Galvanized | 3LWA4 _ 
Shoulder 2 Y" 1 900 |b. Galvanized | _3XTE3 _ 41/y'-7 8" 2%6 4%6  13,900lb. Galvanized | 3LWA5S _ 
ah Ai il 900 Ib. Zinc 3XRZ3 Va 2%6 4%6  13,900lb. Galvanized | 3LWA6 3JWZ5 
Y4'-20 4" ya" 1" 900 Ib. Zinc _ 3XRZ4 18" 2%6 4%6  13,900lb. Galvanized _ 3JWZ6 
4" Ve i 500 |b. Galvanized | _3XTE4 — 6" 22  5%6  20,000lb. Galvanized | 3LWA8 3JWZ8 
2. ya" 1 900 Ib. Zinc _ 3XRZ5 w'-6 12 2%"  5%6  20,000lb. Galvanized | S3LWA9 _ 
6" Ya" 1 900 Ib. Zinc _ 3XRZ6 18" ZY"  5%6  20,000lb. Galvanized _— 3JUXA1 
Wire/Cable Clamps 
Ce = Temp range: -50° to 350°F (EPDM); -30° 
; to 180°F (Vinyl Plastisol cushioned) 
Half Clip Half Clip w/Vinyl Loop Strap Loop Strap w/Vinyl Loop Strap w/Extruded Viny| Plastisol cushioned clamps are chem-treated 
Plastisol Cushion Plastisol Cushion EDPM Cushion for corrosion resistance. 
Clamping Mounting Item Pkg. Clamping Mounting Item Pkg. Clamping Mounting Item Pkg. 
Dia. Thickness Hole Dia. Material Width No. Qty. Dia. Thickness Hole Dia. Material Width No. Qty. Dia. Thickness Hole Dia. Material Width No. Qty. 
Clamp Ya" 0.031" 932" Steel Yo" _1BAB3 50 7! 0.047" 932" Steel Yo" _ 1AZL5 50 
Half Clip i 0.031" 1330" Steel Ys" _1BAB4 50 ’ 0.047" "a" Steel 3%" 1AZL6 50 
Vie. 0.031 P32" Steel Yo" _6RNAB 50 ys" 0.031" ¥32" Steel Yo" _1BAB5 50 " 0.047" ¥32" Steel Yo" 1AZL7 25 
Yq" 0.031 ¥32" Steel Yo" _6RNAQ 50 ‘ 0.047" 1330" Steel Ys" _1BAB6 50 0.047" "ao" Steel Ys" 1AZL8 25 
V6. 0.047 ¥32" Steel Yo" _6RNCO 50 5/a" 0.031' ¥32" Steel Yo" _1BAB7 50 41/4" 0.047" 932" Steel Yo" 1AZL9 25 
ye" 0.047 ¥32" Steel Yo" _6RNC1 50 : 0.047’ 1330" Steel Ys" _1BAB8 50 : 0.047" "a" Steel Ys" 1BAA1 25 
Y 0.063 ¥32" Steel Yo" _6RNC2 50 5p" 0.031' ¥32" Steel Yo" _1BAB9 50 414" 0.047" 932" Steel Yo" _ 1BAA2 25 
% 0.063 ¥32" Steel Yo" _ 6RNC3 50 0.047’ 13/30" Steel Ys" _1BAC1 50 0.047" "S/o" Steel %4" _ 1BAA3 25 
fa 0.063" 932" Steel Yo" _6RNC4 50 V/s! 0.031' 732" Steel Yo" _1BAC2 50 43/' 0.047" 932" Steel Yo" _1BAA4 25 
Half Clip with Cushion 0.047’ 1330" Steel Ys" _1BAC3 50 0.047 13a" Steel 3%" 1BAA5 10 
0. P32" Steel Yo" _6YDR3_ 50 {" 0.031' 732" Steel Yo" _1BAC4 25 9" 0.047" 932" Steel Yo" _1BAA6_ 10 
Yq" 0.047" 932" Steel Yo" _6YDR4_50 0.047’ 1330" Steel Ya" 1BAC5 25 0.047" "ao" Steel ¥4"__1BAA7 10 
Ae. 0.047" ¥32" Steel Yo" _6YDR5 50 1% 0.047’ ¥32" Steel Yo" ADZZ5 25 2 V2 0.047" 13/30" Steel ¥4" 1BAA8 5 
ye" 0.047" 732" Steel Yo" _6YDR6_50 41/4" 0.047’ ¥32" Steel Yo" _1BAC6 25 3 0.047" "aa" Steel Ys" 1BAA9 5 
Ya 0.063" Y32" Steel Yo" _6RNADS 50 0.047" 1330" Steel Ys" 1BAC7 25 Clamp, Loop Strap 
%e' 0.063" ¥32" Steel Yo" _6RNAG_50 13" 0.047’ ¥32" Steel Yo" _4DZZ6 25 Cushioned 
fa 0.063" 932" Steel Yo" _6RNA7_50 41/' 0.047’ ¥32" Steel Yo" _1BAC8 25 Ai 0.031" ¥32" 304SS oe" ——Q2UTF1 25 
Light Duty with Cushion 0.047’ 1330" Steel Ya" _1BAC9 25 ye" 0.031" ¥32" 304SS oe" QUTF2 25 
Yq" 0.031" 16a" Steel Yo" _6YDP6_50 1%. 0.047’ 32° Steel Yo" _ADZZ7_10 Ya" 0.031" ¥32" 304SS oe" 2UTF3— 25 
Ae. 0.031" 16a" Steel Yo" _6YDP7 50 43/' 0.047’ Y32" Steel Yo" _1BAE1 10 %e" 0.031" ¥30_ 304SS_ oe" QUTF4 25 
ye" 0.031" 16a" Steel Yo" _6YDP8 50 i 0.047’ 13" Steel Yq" _1BAE2 10 fa 0.031" Y32" 304SS oe" —2UTF5 25 
Ya" 0.031" 16a" Steel Yo" _6YDP9 50 9" 0.047’ Y32" Steel Yo" _1BAE3 10 Re 0.031" Y32" 304SS —" —2UTF6 25 
¥e" 0.031" 16a" Steel Yo" _6YDRO_50 0.047" 13" Steel Ys" _1BAE4 10 1" 0.031" Y32" 304SS oe" QUTF7 25 
fa" 0.031" 16a" Steel Yo" _6YDR1_50 Vinyl Coated 1%!" 0.031" 932" 304SS %' _2UTF8 10 
Ze 0.031" 16a" Steel Yo" _6YDR2_ 50 ie 031 ¥32" Steel Yo" 1AYZ2__50 1%" 0.031" 32" 304SS  %' —2UTF9_=10 
Loop Strap - 0.031" 1330" Steel Ys" 1AYZ3 50 134" 0.031" ¥32" 304SS  % 2UTG1 10 
Yq 0.031" ¥32° Aluminum %'  6RNC6 50 yj" 0.031" ¥32" Steel Yo" 1AYZ4 50 2. 0.031" ¥32" 304SS ¥%' 2UTG2 10 
Ae. 0.031" ¥%32° Aluminum %' _6RNC/_ 50 i 0.031" 1330" Steel Ys" 1AYZ5 50 Without Cushion 
Je" 0.031" ¥%2° Aluminum % 6RNC8 50 5 0.031" ¥32" Steel Yo" _1AYZ6 _50 Va 0.031" ¥32" Steel Yo" _2UTD8 50 
Vy," 0.031" ¥%32" Aluminum %" _6RNC9_ 50 0.031" 1330" Steel Ys" 1AYZ7 50 Je" 0.031" 932" Steel Yo" _2UTD9 50 
78" 0.031" ¥%32" Aluminum _%" _6RNDO_ 50 Ya" 0.031" ¥32" Steel Yo" 1AYZ8 50 Ai 0.031" ¥32" Steel Yo" _ 2UTE1 50 
fa 0.031" ¥%32" Aluminum" _6RND1_50 : 0.031' 1330" Steel Ys" 1AYZ9 50 %e" 0.031" ¥32" Steel Yo" 2UTE2 50 
%e 0.031" ¥%32" Aluminum %" 6RND2 25 yy" 0.047’ ¥32" Steel Yo" _1AZG2_50 fa 0.031" 932" Steel Yo" _ 2UTE3 50 
1" 0.031" ¥32" Aluminum" _6RND3 25 : 0.047’ 13/30" Steel Ys" 1AZK3 50 Re 0.031" ¥32" Steel Yo" 2UTE4 50 
Loop Strap, Center to Center Length 1%2" 5/5" 0.047" ¥32" Steel Yo" 1AZL1 50 il 0.031' ¥32" Steel Yo" 2UTES 25 
FAH 0.031" ¥%32" Aluminum _%" _6RNC5 50 0.047’ 1330" Steel Ys" 1AZL2 50 1%" 0.047 ¥32" Steel Yo" 2UTE6 25 
Rubber Cushion 5p" 0.047’ 932" Steel Yo" 1AZL3 50 1%" 0.047 932" Steel Yo" Q2UTE7 25 
yj" 0.031" 932" Steel Yo" _1BAB1 50 0.047’ 1330" Steel Ys" 1AZL4 50 134" 0.047" ¥32" Steel Yo" 2UTE8 25 
0.031" 130" Steel Ys" _1BAB2 50 2" 0.047" ¥32" Steel Yo" 2UTE9 10 
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Nut Information 


NUT TYPES 
Deformed 


Feature irregular internal 
threads that lock onto the 
matting threads of a bolt or 
rod and prevent rotation or 
loosening. See page 2083. 


Hex 


General purpose hexagonal 
nuts for use with nonlock- 
ing applications on male 
threaded parts. See page 
2079. 


Jam 


Used as a second nut; force 
against the main nut to 
bind threads and prevent 
loosening. Prevent 1 nut 
from moving in the direction 
of the other without turning 
both nuts. See page 2080. 


Locknuts 


Lock onto threaded bolts or 

> rods to prevent rotation or 
loosening. Minimal reusabil- 
ity. See page 2083. 


Acorn 


», Blind tapped hex nuts 
| with an acorn-shaped, 
~ peaked cap keep the 
end of the bolt or other 
threaded fastener from 
protruding to protect the 
threads. See page 2084. 


=, Cap 
) Snap into place by hand 


/ and lock into the stud 
~ securely. See page 2085. 
.. Captive 
)\ Also known as insert 
nuts, captive nuts 
help provide load- 
bearing threads in soft 
or thin materials. See 
grainger.com/fasteners. 
_ Coupling 
Elongated nuts are 
tapped from each side 
so threads meet in the 
middle, rather than 
entirely through in the 
same direction. See page 
2084 
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Hex Nut Assortments 
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Push 


Hold fasteners in-place 
/ before final assembly 
process occurs. Styles 
available for studs and 
bolts. See page 2085. 
Spring 
Reusable nuts provide 
the correct amount of 
spring tension without 
damaging surfaces, 
eliminating the need for 
lockwashers and span- 
ners. See page 2085. 


Thumb 


Knurled tops allow easy 
hand tightening, even 

/ when wet or greasy or 
in tight locations. See 
grainger.com/fasteners. 


T-Nuts 


Nuts with prongs on 1 
side that lock into wood. 
Often used for fastening 
metal to wood. See page 
2085. 


U-Nuts 

~™ Multithreaded, tapped 

~~ barrel nuts for high- 
torque tightening. Clip 
over the edge of the 
panel and snap into 
place to replace weld 
or stake nuts. See page 
2085. 


. Weld 

= 2S) Tab base nuts are 
used when working 
in confined spaces or 
when welding to thinner 
metals. See page 2086. 


Wing 


1-pc., round, threaded 
nuts have wing lugs for 
easy manual assembly. 
Especially suited to 
applications where 
frequent removal, 
replacement, or adjust- 
ment is required. See 
page 2084. 
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No. 
53WP96 


No. of No. of Item 
Pieces Material Finish Sizes Includes No. 
Nut Assortment ; 
Nuts, Inch 
; (30) Each: 10°-24, 10°-32, (25) Each: 4"-28, %4"-20, (20) Each: 6'-18, %46'-24, (15) Each: 34"- 
216 Steel = Zinc 12 34, 54"-16, (10) Each: A6'-20, “c'-14, (8) Each: %'-13, 14"-20, Plastic Hanging Pak 53WRO8 
Nylon Insert, Metric 
Hex Locknuts with Nylon Inserts (32) Each: M5-0.80, M6-1.00, (20) Each: M8-1.25, (16) Each: M4-0.70, M10-1.50, (12) Each: M7-1.00, 
338 Seal inc o4 (6) Each: M12-1.75, (5) Each: M16-2.00, Acorn Nuts (15) Each: M4-0.70, M5-0.80, M6-1.00, M8-1.25, (6) Each: M12-1.75, (5) Each: 53WP96 
M10-1.50, Wing Nuts (16) M6-1.00, (15) Each: M4-0.70, (10) Each: M5-0.80, (8) Each: M8-1.25, (6) Each: M10-1.50, M12-1.75, Jam 
Nuts (25) Each: M6-1.00, (20) Each: M8-1.25, (12) Each: M10-1.50, (10) Each: M12-1.75, Metal Container, Fits Cabinet No. 4UJ35 
Dia./ Nut Item Pkg. 
Thread Size Standards No. Oty. Tay 
Class 10 Steel Plain 
M30-3.50 DIN985  5GAZ4 1 
M36-4.00 DIN985  5GAZ5 1 
M42-4.50 DIN985  5GAZ6 1 ARM Ne 
M48-5.00 DIN985 S5GAZ7 1 FASTENERS 
Class 10 Steel, Plain ; 
M30-3.50 1S04032  5GAZ8 1 Armor Coat® Hex Nuts— aia, stem Pkg. 
Class 10 Steel, DAC 500B 7 . Thread Size _No. Qty. 
M30-3.50 DIN934  S5GAX9 1 Grade 8 Grade 8 Steel, Armor Coat 
Ms6-4.00_ _ DIN S84 _SGAZ1 5 ae Hepat t Armor coating provides exceptional rust and Ye-20_ SDKED 100 
DIN6915  5GAX2 1 Ae-18  5DKE1 100 
M30-3.50 — _— ; Yet 
DING915 5GAX3___ 1 eX Nuts an OCKNUTS corrosion-resistance, with the strength of Grade ay SDKEZ 100 
M36-4.00 Pr Se5 ays 7 —__* Class 10 carbon steel 8 steel. Excellent for harsh environments. Meet et En 
42-459 DIN6915 SGAX6 Used to build and maintain wind towers ASME/ANSI B18.2.2 1987 (R1999) and SAE %'-11 SDKE5 25 
: ~~ _DIN6915__ SGAX7_—s 1 and turbines. J995 standards. 1000-hr. salt spray tested. AAO SDKE6 10 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2079 
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Grades 2, 5, and 8 Steel Hex Nuts Specialty 


Also known as finished hex nuts. All meet ASME/ANSI B18.2.2 standards. Hex Nuts 


Note: Bulk quantities and additional sizes and finishes are available on Grainger.com®. 
Meet ASME/ANSI B18.2.2 standards. 


Made in North America 





Grade 2 Grade 5 Grade 8 Grade 5 Grade 8 Dia./ Dia./ 
Zinc Zinc Zinc Zinc Zinc Zinc Thread Item Pkg. Thread Item Pkg. 
Dia./ Plain Plated Plain Plated Plain Plated | Yellow | Plain Plated Plain | Yellow Size No. Qty. Size No. Oty. 
Thread Pkg. Item Item Item Item Item Item Item Item Item Item Item Hex Nut 316 Stainless Steel, Plain 
Size _ Qty. No. No. No. No. No. No. No. No. No. No. No. 18-8 Stainless Steel, Plain Ya"-20 22YK30 90 
Ys'-20 100 | 2FE45 2FE47 | 3XTN5 | 4FCA9 | 4FAY3 _ SHDZ2 | 38ZR75 | 38ZR95 3827133 — Ya"-20 22UK70 50 Ve'-18 40TX15 50 
Y4"-28 100 | 2FY25 2FY27 | 4FAZ8 = 3HEE7 | 4FAY4 | 29DU58 | 3HDZ3 | 38ZR85 | 38ZT05 38ZT66  38ZT76 V4'-28 22YK25 50 ¥e"-16 1WB84 50 
He'-18 100 | 2FE51 2FE53 | 3HED9 | 3HEE8 | 4FAY5 _ 3HED5 | 38ZR76 | 38ZR96 38ZT34 — Vie'-18 22YK24 50 /e'-14 40TX17 25 
Ve'-24 100 | 2FY29 2FY31 4FAZ9 | 3HEES | 4FAY6 | 29DK94  3HED6 =§ 38ZR86 | 38ZT06 | 38ZT67 _ /6'-24 22YK26 50 Y"-13 1WB88 25 
¥"-16 100 | 2FE57 2FE59 | 3HEE1 SHEF1  3HDX7 _ SHED7 | 38ZR77 | 38ZR97 | 38ZT35 | 38ZT43 ¥"-16 1WB27 100 Ae'-12 29DU02 25 
¥%"-24 100) 2FY33 2FY35 | 4FCA1 SHEF2 | 4FAY7 | 29DU59 | 3HDZ7 | 38ZR87 | 38ZT07 38ZT68 — ¥"-24 22YK27 50 ¥e"-11 22UK71 20 
f/e'-14 50 | 2FE63 2FE65 | 12P525 | 12P537 | 12P559 _ 12P569  38ZR78 | 38ZR98 | 38ZT36 | 38ZT44 A”Ae'-14 40TW72 20 ¥4"-10 22YK32 20 
f/e'-20 50 | 2FY37 2FY39 | 12P526 | 12P538 | 12P560 | 29DU60 | 12P570 | 38ZR88 _ 38ZT69 —_ /6'-20 22YK28 20 iR'-9 1WB94 4) 
Y'-13 50 | 2FE6/ 2FE69 | 3XTN6 | 4FCC2 | 4FAY9 _ SHED8 | 38ZR79 | 38ZR99 382137 —_ Y"-13 40TW73 25 1"-8 1WB96 5 
%'-20 50 | 2FY41 2FY43 | 3XTL7 |= 4FCC3 | 4FAZ1 | 29DK95 | 4FAZ5 | 38ZR89 | 38ZT08 38ZT70 _ Vp"-20 22YK29 20 14"-7 22UK52 5 
%e'-12 25 | 2FE73 2FE75 | 12P527 12P539 | 12P561 _ 12P571 | 38ZR80 _ 38ZT38 | 38ZT45 %6'-12 22UK42 20 1Y4"-7 22UK53 5 
%e'-18 25 | 2FY45 2FY47 | 12P528 | 3HEF5 | 12P562 | 29DG91 | 12P572 | 38ZR90 | 38ZT09 § 38ZT71 — %e6'-18 22UK46 25 1V%3"-6 22UK54 4] 
¥%"-11 25 | 2FE77 2FE79 | 3XTN7 | 3HEF6 | 3XTK8 _ SHEA4 | 38ZR81 | 38ZT01 | 38ZT39 | 38ZT46 ¥3'-11 1WB44 20 Not Graded Brass, Plain 
¥%"-18 25 | 2FY49 2FY51 3XTL9 | 3XIN3 | 3XTKO | 29DU61 3HEA5 | 38ZR91 | 382710 | 382ZT72 | 38ZT77 ¥3'-18 1WB46 25 Va'-20 1WE14 100 
%4'-10 20 | 2FE83 2FE85 | 12P529 | 12P540 | 12P563 _ 12P573 | 38ZR82 | 38ZT02 | 38ZT40 | 382147 ¥"-10 1WB48 20 Va"-28 1WE16 100 
180  42JM06  42JM19 | 38TT53 | 42HH77 | 42HN81 _ 42HN94 | 38ZU05 | 38ZU24 | 38ZV16 | 38ZV23 ¥"-16 22UK47 20 Ve'-18 1WE18 100 
Y4'-16 20 | 2FY53 2FY55 | 12P530 12P541 | 12P564 | 29DU62 | 12P574 | 38ZR92 | 38ZT11  38ZT73 | 38ZT78 7-9 40TW77 5 V6'-24 1WE20 100 
180 | 42JM32 | 42JM45 | 42HF98 | 42HH90 | 42HT38 | 42HT26 42HT51 | 38ZU15 | 38ZU33 | 38ZV68 | 38ZV73 R'-14 1WB54 3) ¥e'-16 1WE22 50 
1h "-9 10 | 12P503 | 12P511 | 12P531 | 12P542 | 12P565 _ 12P575 | 38ZR83 | 38ZT03 | 38ZT41 | 38ZT48 1"-8 1WB56 5 ¥e"-24 1WE24 50 
110 = 42JM07 42JM20 | 38TT54 | 42HH78 | 42HN82 _ 42HN95 | 38ZU06 | 38ZU25 | 38ZV17 | 38ZV24 1"-12 1WB58 1 /e'-14 1WE26 25 
1f'-14 10 | 12P504 | 12P512 | 12P532  12P543 | 12P566 | 29DK96 | 12P576 | 38ZR93 | 38ZT12 | 38ZT74 | 38ZT79 1"-14 29DR09 5 /A6'-20 1WE28 20 
110 | 42JM33  42JM46 | 42HF99 | 42HH91 | 42HT39 | 42HT27 42HT52 | 38ZU16 | 38ZU34 | 38ZV69 | 38ZV74 1V"-7 22UK43 5 Y"-13 1WE30 20 
1"-8 5 | 12P505 12P513 | 12P533 | 12P544 | 12P567 _— 12P577 | 38ZR84 | 38ZT04 | 38ZT42 | 38ZT49 1%"-12  22UK49 5 Yp"-20 1WE32 25 
75 | 42JMO08 | 42JM21 | 381155 | 42HH79 | 42HN83 _ 42HN96 | 38ZU07 | 38ZU26 | 38ZV18 | 38ZV25 1Y%4'-7 22UK44 5 ¥e"-11 1WE34 10 
44 —2 29DU54 | 29DU55 = 29DU56 | 29DU57 | 12P568 — 29DU63 | 38ZR94 | 38ZT13 | 38ZT75 — 1%4'-12  22UK50 5 ¥4'-10 1WE36 5 
75 | 42JM34 | 42JM47 | 42HGO1 | 42HH92 | 42HT40 _ 42HT53 | 38ZU17 | 38ZU35 | 38ZV70 | 38ZV75 1%'-6 1WB70 1 ¥4"-16 1WE38 | 
19-7 5 | 12P507 | 12P515 | 12P535 | 12P546 | 3HDX9 _ 3HEC3 _ _ _— —_ 1¥%2"-6 22UK45 5 ifZ'-9 1WE40 a] 
50 | 42JM09 | 42JM22 | 41HHO2 | 42HH80 | 42HN84 _— 42HN97 _ _— _ = 1%"-12  22UK51 5 1"-8 1WE42 1 
4 V4'-49 5 | 12P508 | 12P516 | 12P536 | 12P547 | 3HDY1 | 22UK69 | 3HEC4 _— _ _ _ 1Y%4'-7 1WE44 1 
50 | 42JM35 | 42JM48 | 42HGO2 | 42HH93 | 42HT41 | 42HT28 | 42HT54 _— _— _— _ Silicon Bronze, Plain 
41/4'-7 5 | 12P509 | 12P517 | 3HEE3 | 3HEG4 | 3HDY2 —_ SHEC5 _— _ _ _ Va'-20 1WE46 50 
40  42JM10 42JM23 | 41HHO3 | 42HH81 | 42HN85 _ 42HN98 _ _ —_— — Ve'-18 1WE48 50 
4 V/4'-49 5 | 12P510 | 12P518 —_ SHEG5 | 3HDY3 | 29DK98 3HEC6 _ _— _ _ ¥e"-16 1WE50 25 
40  42JM36 | 42JM49 | 42HGO3 | 42HH94 | 42HT42 | 42HT29  42HT55 _ _— _ _ Y"-13 1WE52 25 
11)'-6 5 | 22UK36 | 22UK48 | 22UK39 | 22UK60 | 22UK64 _— 26WC29 — —_— —_ —_ ¥e"-11 1WE54 10 
20 | 42JM11 | 42JM24 | 42HF90 | 42HH82 | 42HN86 _ 42HN99 _ _ _— _— ¥4'-10 1WE56 1 
41/'-49 5 | 22UK37 | 22UK38 | 22UK62 | 22UK40 | 22UK41 | 29DK99 | 22UK66 —_— — — — ifZ'-9 1WE58 1 
20 | 42JM37 | 42JM50 | 42HGO4 | 42HH95 | 42HT43 | 42HT30 | 42HT56 _— _ —_ — 1"-8 1WE60 1 
Hex Thin 
(Jam) Nuts 
Used in combination with hex nuts to 
create a locking action. Meet ASME/ 
ANSI B18.2.2 standards, except A2 
stainless steel nuts meet DIN 439B 
standards. 
Note: 316 stainless steel and brass hex thin 
(jam) nuts are also available on Grainger.com®. 
Item Pkg. Item Pkg. 
Dia./Thread Size No. Qty. Dia./Thread Size No. Qty. 
= Jam Nut M12-1.75 38EA01 100 
Machine Screw Hex Nuts 304 Stainless Steel, Plain M14-2.00 38EA02 50 
: ¥3'-11 41VL47 10 M16-2.00 38EA03 50 
General purpose. 18-8 and 316 stainless steel meet ASME B18.2.2 standard; all 316 Stainless Steel, Plain M20-2.50 38EA04 25 
others meet ASME B18.6.3. ”e'-14 41VL44 50 M24-3.00 38EA05 10 
h'-9 41VL49 5 M30-3.50 38EA06 3 
Dia./Thread Size Ne Oe Dia./Thread Size No Oe rs aye : Low Garton Steel, Plaln 
: . . : F : Vo". Yo". 
Machine Screw Nut #10-24 1WB15 100 5 ae iwies ; ae a 2 
18-8 Stainless Steel, Plain #10-32 1WB17 100 16 A41VL53 { ED) 1XA61 1 
#0-80 1WA77 ‘100 Not Graded Brass, Plain . : = 
#1-72 1WA79 100 #1-72 1WA57 100 Thin Nut 2'-4-1/2 1XA62___ 
#9-56 {WA81 100 #9-56 {WA59 100 18-8 Stainless Steel, Plain 2712 1XA63 1 
#3-48 1WA83 100 #3-48 1WA61 100 ¥"-24 1WE95 100 Low Carbon Steel, Zinc Plated 
#4-40 1WA85 100 #4-40 1WA63 100 Yo"-20 1WU11 50 Y'-20 1JY41 100 
#5-40 1WA87 100 #5-40 1WA65 100 ¥"-18 1WU17 25 V4'-28 1JY61 100 
— ot — ot Pin pees 
2 : A : 5h el 
#10-24 1WA93 100 #10-24 1WA71 100 Ae Staintess Steel, Plaln 38DzZ94. 100 mie tives 5 3 
#10-32 1WA95 100 #10-32 1WA73 100 M4-0.70 380795 100 Hird 1JY65 100 
#12-24 1WA97/ 100 #12-24 1WA/5 100 a 
316 Stainless Steel, Plain Vi'-20 2WA21 100 M5-0.80 380296 __100 Ag-14 WY47 50 
#4-40 TWA99 100 Steel, Zinc Plated M6-1.00 38DZ97 _ 100 Ae'-20 1JY67___—S0 
#6-32 {WBT11 100 #8-36 21318 100 M8-1.25 38DZ98 =: 100 Y'-13 1JY49 50 
#8-32 1WB13 —-100 M10-1.50 38DZ99 = 100 V2"-20 1JY69 50 
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Dia./ Item Pkg. Dia./ Item Pkg. Dia./ Item Pkg. 
pivead Size No. Qty. Thread Size MO ay. Thread Size Pa 5 ay. Grade 9 Steel 
ex Nut p' 452J7 5 8 
Grade 9 Steel, Zinc Yellow CR+3 7-20 452J82 50 1-8 45237710 Hex Nuts 
Yy'-2 452J68 100 Ae'-12 452J73 25 1-14 452J87 10 
Y28 452478 190 Ze § 45283 25 a 45288 : Right-hand thread 
e- 45 i 452J74 5 g 45 anti 
g-04 452479 100 ("18 45284 95 ivi? 450189 ~—«Allrection. Meet ANSI 
¥'-16 452J70 100 Ys'-10 452375 20 1V'-12 452J92. 8 B1.1 standards. 
¥'-24 452J80 100 Ys'-16 452J85 20 1%4"-6 452/90 5 
Aé-14 452J71 50 7R-9 452J76 15 1%4"-12 452J93 5 
Aé'-20 452J81 50 
Dia./ Dia./ Dia./ Dia./ 
Thread Item Pkg. Thread Item Pkg. Thread Item Pkg. Thread Item Pkg. 
Size No. Qty. Size No. Qty. Size No. Oty. Size No. Oty. 
Steel, Hot Dipped 1¥%'-7 —12P582 o Class 10 Steel, Hot 22UK92 80 
Galvanized 1%'-7 __:12P984 n) Dipped Galvanized eG 26LU61 80 
W413 1AY76 ——_—50 1H'-6 _1XA54 1 Mi2-1.75 38CV80 200 26LU93__—80 
Y-11 1AY80 25 1%'-5 _1XA34 1 M16-2.00 38CV81 100 22YK35 _50 
Y'-10 _ 1AY84_———20 2"-4-1/2 _ 1XA44 1 M20-2.50 38CV82 100 1-8 _ 26LU62__ 30 
7-9 1AY87 15 Grade 2H Steel, Black Oxide 22-250 38CV83 50 26LU94__ 50 
1°-8 TAY91 10 Ye-18 12P586 50 M24-3.00 38CV84 50 26LU41 40 
Grade C Steel, Plain Class 2H Steel, Plain M27-3.00 38CV85 50 1%'-8  26LU63 40 
13 1XA38 50  Mi0-1.50 38DM02 20 M30-3.50 38CV86 50 26LU95_ 40 
Ye-t11XA32. 25. +#M12-1.75 38DM03 20 36-400 38CV87 25 26LU42__—30 
Y-10  1XA48 25 + %M14-2.00 38DM04 10 Brass, Plain 1¥'-8 _ 26LU64 30 
7-9 _1XA31_ (10 + +#M16-2.00 38DM05 10 %'-20 _ 1WY37__ 100 26LU96_ 30 
1"-8 1XA42. 10 + #£(M18-250 38DM06 10 Ye-18  1WY39 50 1%'-8 —2OLU43 25 
TV'-7 ___ 1XA26 5 M20-2.50 38DM07 10 ¥-16 1WY41 25 26LU65 25 Heavy Hex Nuts 
Sek Leroi oM > WW 8 le — 
1%'-6 2GA35 —_—‘10 3. Ae 45 p" , , , , 
Grade 2H Steel, Plain M27-3.00 38DM10_2 «911 1WY47___5 26LU97 20 ~—«~Extra-wide, extra-thick nuts have increased bearing 
x 1XA21 1 M30-3.50 38DMi1 2 Y'-10 _ 1WY49 5 26LU45 —15 surface and thread engagement for improved hold. 
reas «M38-400—38DN3— 1S 8 West | 26008818 _Brass—Meet ASME/ANSI B dard 
US “4. 7 :) rass—Meet | B18.2.2 standards. 
ee re ee 
3 - “4, 8 - =o 
O-4-1/21XA47 1  ‘W45-450 38DM16 1 Ag-14  26LU39 300. 47g _ 26LV01_15 Grade 2 Steel—Meet or exceed ASME/ANSI B18.2.2, 
2'-8 TXA55 1 M48-5.00 38DMi7 ‘1 22UK90_ 300 26LV04 ‘15 ASTM A563, and SAE J995 standards. 
2Vi'-8 _ 1XA56 1 Class 10 Steel, Plain %'-13 — 26LU58 300 og —26LU46 10 . 
Grade 2H Steel, Hot SPE arate au _ 26190 300 ae 0 Grade 2H Steel—For use with structural bolts. Meet 
Dipped Galvanized as 16 - VAS 
ei3-412P579 25 M20-2.50 —3aTo3 100 22VK34 200 asi z6LU6y 10 ASTM A194 standard. 
BAR -2, ¥'-11 — 26L 2 Ae : F “ti 
oor Woe = M24-3.00 38CT55. 50 Ores ae 79-8  26LU49 6 Grade C Plain Steel & Galvanized Steel—Additional 
A 7P580 5 M27-3.00__38CT56__50 as el an 3-8 26LUS0_ 4 thickness increases bearing surface and engagement of 
2 2 ; >6LUG2 200 right-hand threads. Meet ASTM A563 standard. 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Dia./Thread Size _—No. Qty. Dia./Thread Size _No. Qty Dia./Thread Size _No. Qty. Dia./Thread Size _No. Oty. 
Class 8 Steel, Zinc Yellow M18-1.50 6CB28 2 M32-2.00 38CJ20 2 Class 10 Steel, Plain 
M3-0.50 38CR17 100 M20-2.50 29DH17 0 M33-3.50 290G98 2 M5-0.80 26KR97 100 
M4-0.70 38CR18 100 M20-1.50 6CB30 20 M33-2.00 38CJ22. 2 M6-1.00 26KR98 100 
M5-0.80 38CR19 100 M22-2.50 26KR86 ‘10 M33-1.50 38CJ21 2 M6-0.75 29DH29 100 
M6-1.00 38CR20 100 M22-1.50 6CB32 20 M36-4.00 26KR63._ 2 M8-1.25 26KR99 ‘100 
M6-0.75 26KR88 100 M24-3.00 6CA84 _—10 M36-3.00 380/252 M8-1.00 26KT15 100 
M7-1.00 38CR21 100 M24-1.50 6CB34 —20 M36-2.00 380/24 2 M10-1.50 26KT01 100 
M8-1.25 38CR22 100 M27-3.00 26KR87_ OD M36-1.50 380/232 M10-1.25 26KT16 100 
M8-1.00 29DH18 100 M30-3.50 22UK58 5 M38-1.50 380/26 — M10-1.00 29DH30 ‘100 
M10-1.50 38CR23 100 M33-3.50 29DH11_ 2 Class 8 Steel, Hot M12-1.75 26KT02 50 
M10-1.25 26KR89 10 M36-4.00 22UK59 2 Dipped Galvanized M12-1.50 29DH32 50 
M10-1.00 29DH19 100 Class 8 Steel, Plain M8-1.25 38CR93 100 M12-1.25 42GD39 600 
M12-1.75 38CR24 50 M3-0.50 26KR47 100 M10-1.50 38CR94 100 M12-1.00 29DH31_ 50 
M12-1.50 26KR91 50 M4-0.75 38CJ09 100 M12-1.75 38CR95 50 M14-2.00 26K103 50 = 
M12-1.25 26KR90 50 M4-0.70 26KR48 ‘100 M14-2.00 38CR96 50 M14-1.50 26KT18 50 Metric 
M12-1.00 29DH20 50 M5-0.80 26KR49 100 M16-2.00 38CR97_ 50 M16-2.00 26KT04 25 
M14-2.00 38CR25 50 M6-1.00 26KR50 ‘100 M18-2.50 38CR98 25 M16-1.50 29DH33_ 25 Hex Nuts 
ieeotp — daeies 3M} Bet 4nd Nao) Sat fp A 
-2. 5 7-1, -2. 
M16-1.50  26KR93._25 M8-1.25  26KR52 100 M24-3.00  38CT02 5 M18-1.50  —p6KT1g25  -« Meet DIN 934 standard, 
Wieoan —aeeor io abs 18) — oS ere 8 ABS SS Hh Sa es ote 
M18-1.50  42FY14 200 M10-1.25 26KR69 100 M33-350 38CT05 2 M20-1.5042cp4qi7o - @YVHT7 and Nos. 22UK83 to 
M20-2.50 38CR28 ‘10 M10-1.00 26KR68 ‘10 M36-4.00 38CT06 =. 2 M22-2.50 26KT07 ‘10 22UK87 meet ISO 4032. 
M20-2.00 38CR32 M12-1.75 26KR54 50 Class 6 Steel, Zinc Plated M22-1.50 29DH34 ‘10 et 
M20-1.50  42FY15 170 M12-1.25  42FT22 600 M2-0.40 6CA66 100 M24-3.00  26KT08 10  ~_ Note: Brass nuts are also available; 
M22-2.50 38CR29 ‘10 M12-1 26KR70 50 M2.5-0.45 6CA67 ‘100 M24-2.00 29DH36__—‘10 on Grainger.com®, search for “brass 
M22-1.50 26KR96 ‘10 M12-1.00 42FT21 600 M2.6-0.45 6CA68 100 M24-1.50 29DH35 —‘10 metric hex nuts.” 
M24-3.00 38CR30. 5 M14-2.00 26KR55 50 M3-0.50 6CA69 100 M27-3.00 26KT09_ 5 
M24-2.00 29DH22 ‘10 M14-1.50 26KR73_ 50 M3.5-0.60 6CA70 ‘100 M27-2.00 38CV27 Item ——- Pkg. 
M24-1.50 29DH21 _—‘10 M16-2.00 26KR56 25 M4-0.70 6CA71 ‘100 M27-1.50 29DH37. «5 Dia./Thread Size _No. Oty. 
M27-2.00 38CR33_ 2 M16-1.50 26KR74 25 M5-0.80 6CA72 ‘100 M30-3.50 26KT10 5 M30-3.50 22UK81_ 2 
M27-1.50 29DH23. 5 M16-1.00 38CJ10 25 Class 10 Steel, Zinc Yellow M30-2.00 26KT21 ‘5 M33-3.50 290K28 
M30-2.00 29DH25 +5 M18-2.50 26KR57_ 25 M3-0.50 6CA54 00 M30-1.50 29DH38 5 M36-4.00 5ZY53 1 
M30-1.50 29DH24 5 M18-2.00 38CJ12 25 M4-0.70 6CA55 —-100 M33-3.50 26KT11 2 A2 Stainless Steel, Plain 
Class 8 Steel, Zinc Plated M18-1.50 26KR75_ 25 M5-0.80 6CA56 —-100 M36-4.00 26KT12. 2 M1.6-0.35 38DZ92 50 
M2-0.40 26KR83 100 M18-1.00 38CJ11 25 M6-1.00 54FJ53 100 Class 10 Steel, Black Oxide M2-0.45 22UK73 50 
M2.5-0.45 26KR84 100 M20-2.50 26KR58 ‘10 M8-1.25 54FJ54 100 M3-0.50 6CA42 —-100 M2-0.40 22UK72__50 
M3-0.50 26KR85 ‘100 M20-2.00 380/13 10 M10-1.50 54FJ55 100 M4-0.70 6CA43.—-100 M3-0.50 22UK74_ 50 
M4-0.70 22UK83 100 M20-1.50 42FT27 ‘170 M12-1.75 54FJ56 50 A4 Stainless Steel, Plain M4-0.70 22UK82___50 
M5-0.80 22UK84 100 M22-2.50 26KR59 ‘10 M14-2.00 54FJ57 50 M2-0.40 6CA27 —_—50 M5-0.80 22YK31_ _50 
M6-1.00 22UK85 ‘100 M22-2.00 380/15 ‘10 M16-2.00 54FJ58 50 M2.5-0.45 6CA28 50 M6-1.00 22YK33__50 
M7-1.00 6CA76 ‘100 M22-1.50 26KR77___—‘10 M18-2.50 54FJ59 50 M3-0.50 6CA29_—_—-50 M7-1.00 38DZ93 50 
M8-1.25 22UK86 ‘100 M22-1.00 380/14 ‘10 M20-2.50 54FJ60 10 M4-0.70 6CA31_—_—50 M8-1.25 6CA19 —-50 
M8-1.00 6CB14 100 M24-3.00 26KR60 ‘10 M26-3.00 54FJ61 10 M5-0.80 6CA32_ 50 M10-1.50 22UK61 50 
M10-1.50 22UK87 100 M24-2.00 26KR79 ‘10 M30-3.50 5ZY61 1 M6-1.00 6CA33_ 50 M12-1.75 6CA21 25 
M10-1.25 6CB18 50 M24-1.50 42FT29 100 M36-4.00 5ZY63 1 M8-1.25 6CA34_——50 M14-2.00 22UK63 25 
M10-1.00 6CB16 50 M26-1.50 380/16 5 Class 10 Steel, Zinc Plated M10-1.50 22YK36 50 M16-2.00 6CA23__—10 
M12-1.75 29DH15 50 M27-3.00 26KR61_ 5 M4-0.70 38CU33 100 M12-1.75 22UK75 25 M18-2.50 22UK65 ‘10 
M12-1.50 6CB22 50 M27-2.00 38CJ17. 5 M5-0.80 38CU34 100 M14-2.00 22UK76 25 M20-2.50 6CA25 5 
M12-1.25 6CB20 50 M27-1.50 42FT31 ‘60 M6-1.00 38CU35 100 M16-2.00 22UK77_ _‘10 M22-2.50 26KT22. 5 
M14-2.00 6CA80 —50 M28-2.00 380/18 5 M8-1.25 38CU36 100 M18-2.50 22UK78 10 M24-3.00 22UK67 5 
M14-1.50 6CB24. 25 M30-3.50 26KR62. 5 M10-1.50 38CU37 100 M20-2.50 22UK79_ 5 M27-3.00 29DJ72. 2 
M16-2.00 29DH16 25 M30-2.00 26KR82. 5 M12-1.75 38CU38 50 M22-2.50 38EC10 5 M30-3.50 22UK68 2 
M16-1.50 6CB26 20 M30-1.50 26KR81_ 5 M20-2.50 38CU39 10 M24-3.00 22UK80.—5 M33-3.50 26K123 
M18-2.50 6CA82. 25 M30-1.00 380J19 5 M24-3.00 38CU40 —*10 M27-3.00 290K27_ 2 M36-4.00 5ZY51 1 
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Item Pkg. 
Dia./Thread Size No. Qty. 
pik: 4FAN4 100 
a 4FJc4 100 
V)'-28 3HDV5 ~—«- 100 
nary 4FAN5 100 
wee 4FJC5 100 
oe AFANG 100 
nie 4FJC6 50 
Grade 9 Steel Locknuts cag BORWIS 25 
eo : 4FHY5 25 
Thread is designed to resist loosening Te-90 oORW19 25 
caused by vibration. Right-hand thread Yy"-13 4FAN7 _100 
direction. Meet ANSI B1.1 standards ; ; i 
: — . Thin Hex Locknuts with Nylon Insert D0 z2RW20_ 25 
em F 16 - 
Dia./Thread Size No. aly Resist loosening caused by vibration and hold mating parts in any posi- ¥e'-11 22RW14 ~—s_ 10 
Top Lock j i j ° ¥3'-18 4FAN8 50 
Pe OAT tion. Nylon inserts withstand temperatures up to 250°F. ae >ORWIS 10 
V'-20 452J94 100 Item Pkg. Item Pkg. 22RV39__—10 
Y4'-28 452K08 100 Dia./Thread Size No. Qty. Dia./Thread Size No. Qty. ¥4'-16 4FAN9 29 
Ae'-18 45295 100 Heavy Hex Lock Nut Ys'-16 22RW47 5 Hy'-9 4FHY7 5 
6-24 452K09 100 18-8 Stainless Steel Plain H4'-9 22RV47 5 : 22RV49 5 
¥5'-16 452396 100 #6-32 22RW35 —+50 : 22RV58 5 7-14 22RW21 5 
¥5'-24 452K10 100 #8-32 22RW36 —+50 7-14 22RW48 5 18 22RW17 9 
Ae'-14 452J97 50 #10-24 22RW37 —+50 3 22RW43 5 4FHY8 5 
A6'-20 452K11 50 #10-32 4FJE3 50 22RV48 5 1-14 22RW22 5 
4'-13 452398 50 VA'-20 22RV42  —50 1-14 22RW49 5 1%'-7 4FJD5 5 
%'-20 452K12 50 22RV52  ~—«50 Grade 2 Steel Plain 1%"-12 3HDW8 5 
Ae'-12 45299 25 Y4'-28 4FJE5 50 2V'-12 4FJA1 1 14-7 22RV40 5 
%e'-18 452K13 25 /e'-18 22RV43 50 134-5 4FHZ3 1 : 22RV50 5 
¥e'-11 452K01 25 22RV53 50 134'-12 4FHZ4 1 1%4'-12 22RW23 5 
¥5'-18 452K14 25 e'-24 4FJE7 50 2-4-1/2 4FHZ5 1 14-8 22RV41 5 
Ys'-10 452K02 20 54'-16 22RV44 ~—s 50 AD 4FHZ6 1 : 22RV51 5 
Ys'-16 452K15 20 22RV54 ~—s-50 2'-12 4FHZ8 1 1-12 22RW24 5 
78-9 452K03 15 H'-24 22RW44 ~—50 21%'-4 4FHZ9 1 Grade 8 Steel Zinc Plated 
7-14 452K16 15 Ae'-14 22RW39 =. 25 3"-12 4FJA5 1 VA'-28 22RW25 _—‘100 
1'-8 452K04 10 A6'-20 22RW45 25 24'-4-1/2 4FHZ7 1 6-24 22RW26 ~—*100 
1"-14 452K17 10 %'-13 22RV55 10 231'-4 AFJA2 1 %'-20 22RW27 25 
1%'-7 452K05 8 %'-20 4FJF4 10 Grade 2 Steel Zinc Plated ¥3'-18 22RW28 —10 
1%"-12 452K18 8 5-11 22RV45 10 #4-40 4FJH8 100 Ys'-16 22RW29 ~—*10 
1V-7 452K06 6 22RV56 10 #5-40 4FJH9 100 7-14 22RW30 5 
1Hs'-12 452K19 6 %'-18 22RW46 ~—«*10 #6-32 4FJJ1 100 1%'-12 22RW32 5 
1%'-6 452K07 5 54-10 22RV46 5 #8-32 4FJJ2 100 1M'-12 22RW33 5 
1H"-12 452K20 5 22RV57 5 #10-24 4FJJ3 100 1-12 22RW34 5 
Item Pkg. Item Pkg. Item Pkg. 
Dia./Thread Size No. Qty. Dia./Thread Size No. Qty. Dia./Thread Size No. Qty. 
M4-0.70 26WC50 ~=—-50 M12-1.25 22RW57 ~—+50 '-13 22RV70 25 
M5-0.80 26WC51 ~—«50 M12-1.00 22RW56 —50 %'-20 22RV73. 25 
M6-1.00 26WC52 ~=—«50 M14-2.00 22RW51 50 Ys'-10 22RV71 ~—*10 
M8-1.25 6CB72 50 M14-1.50 22RW59 50 Ys'-16 22RV74 ~—10 
M10-1.50 22RW65 50 M16-2.00 4ACAG9 =. 25 Grade 8 Steel Black Oxide 
M12-1.75 22RW66 =. 25 M16-1.50 22RW60 25 VA'-28 4FHT7 —-100 
M14-2.00 22RW67 —.25 M18-2.50 4ACAH1 =. 25 Ye'-18 4FHT8 —_—100 
M16-2.00 22RW68 _—10 M20-2.50 22RW52 ~—«10 A/e'-24 4FHT9 ~—- 100 
M18-2.50 22RW69 ~—«10 Class 8 Steel Zinc Plated ¥'-16 26LH91 ‘50 
M20-2.50 22RW70~—soO5 M24-3.00 22RW61 ~—«10 H'-24 26LH96 50 
M24-3.00 22RW71 5 M27-3.00 22RW62 =D Ae-14 22RV75. 25 
M30-3.50 22RWi2 2 M30-3.50 22RW63 5 A6'-20 22RV83 25 
M36-4.00 5ZY75 1 Grade 2 Steel Zinc Plated '-13 22RV76 25 
A4 Stainless Steel Plain #2-56 4FHW7 ~—-100 %'-20 22RV84 25 
Hex Locknuts with Nylon Insert M3-0.50 6CB80 50 #3-48 4FHW8 —_—100 Ve'-12 12P629 25 
M4-0.70 6CB81 50 #4-40 4EFX4 —- 100 %e'-18 12P630 25 
Resist loosening caused by vibration and hold mating parts in M5-0.80 6CB82_ 0 #6-32 SHDT6 _100 cma 26LH95 10 
is , . M6-1.00 6CB83_ —-50 #8-32 3HDT7 ~—«:100 %'-18 26LH97_~—s-: 10 
any position. Nylon inserts withstand temperatures up to 250°F. M8-1.25 6CB84 50 #10-32 3HDT9 100 1V%"-7 22RV77 5 
, +i ® M10-1.50 22RW73 —50 ¥'-20 3HDU1 ~—-100 1%'-12 22RV85 5 
Note: Bulk quantities of some sizes are available on Grainger.com®. Mid-1-75 SORWTA OS Wi-08 SHDU2 100 Wi SORVT 5 
Item — Pkg. Item —~Pkg.. M14-2.00 22RW15 = 25 Ae'-18 3XTK3 —-100 1v'-12 22RV86 5 
Dia./Thread Size No. Qty. Dia./Thread Size No. Qty. M16-2.00 22RW76 10 /6'-24 3HDU3 100 1%"-6 22RV79 5 
Lock Nut %e'-18 22RW10 ~=—«'10 M18-2.50 22RW77 ~—sw'10 ¥'-16 26LH69 50 1%"-12 22RV87 sO 
18-8 Stainless Steel Plain ¥e'-11 3PDH8 ~—s-_10 M20-2.50 22RW78 5 ¥'-24 26LH78 50 Grade 8 Steel Plain 
#2-56 3XTP5 ~—-50 ¥5'-18 3PDH9 _—10 M24-3.00 22RW79 5 Ae'-14 22RV61 25 V4'-20 4FHT6 —- 100 
#3-48 3PDF6 _—50 Ys'-10 3PDJ1 5 M30-3.50 22RW80 = 2 Ae'-20 22RV66 25 15'-6 4FHW3 1 
#4-40 22RV91 50 Ys'-16 3PDJ2 5 M36-4.00 5ZY79 1 '-13 22RV62 = 25 134-12 4FHW4 1 
#5-40 22RV92 50 iR'-9 22RW01 5 Brass Plain Y"-20 22RV67 25 Grade 8 Steel Zinc Yellow 
#6-32 22RV93 50 R-14 22RW11 5 V4'-20 AFHX1 =. 25 Ae-12 12P608 25 VA'-20 3HDR5 ~—-100 
#8-32 22RV94 50 1'-8 22RW02 =D Ae'-18 AFHX2 = -.25 Ae'-18 12P609 25 V'-28 4FAH8 —_— 100 
#10-24 22RV95 50 1"-14 22RWi2 =o ¥5'-16 4FHX3 ~—-10 ¥'-11 22RV63  —«-10 Ae'-18 3HDR6 ~—100 
#10-32 22RW06 —50 1%'-7 22RW03 2 '-13 4FHX4 5 %'-18 22RV68 ‘10 Ae'-24 4FAH9 ~—- 100 
#12-24 3PDG4_ —-100 1'-7 22RW04 = 2 e'-11 4FHX5 1 Y'-10 22RV64 ~—-10 ¥'-16 26LH88 50 
VA'-20 22RV96 —_—50 1%'-6 22RW05 2 Ys'-10 4FHX6 1 y'-16 26LH80 ~—«-10 ¥'-24 26LH98 50 
Y4"-28 22RW07 _50 316 Stainless Steel Plain Class 5 Steel Zinc Plated Z'-9 22RV65 5 %'-11 26LH92 10 
Ae-18 22RV97 +50 %'-20 1WY55 = 50 M3-0.50 4CAF9 ~— 100 7-14 26LH81 5 ¥'-18 26LJ03 10 
/g'-24 22RW08 —50 Ae'-18 1WY57 50 M4-0.70 4CAG1 100 1'-8 3HDV3 5 1%'-7 22RV80 5 
¥'-16 3PDG9_ —50 ¥3'-16 26LJ13 50 M5-0.80 4CAG2 _100 1"-14 3HDV4 5 1%'-12 22RV88_ sO 
H'-24 3PDH1 —50 Ae -14 26LJ14. 25 M6-1.00 4CAG3 _—100 1%'-7 4FAN1 1 1V4'-7 22RV81 5 
Ag-14 3PDH2 =. 25 ¥'-13 1WY63 10 M7-1.00 4CAG4 ~—100 1%'-7 4FAN2 1 1H'-12 22RV89 sO 
7/Ae'-20 3PDH3. 25 ¥'-11 26LJ17_ ~—*10 M8-1.25 4CAG5 ~—-100 1%'-6 4FAN3 1 15'-6 3HDT3 1 
'-13 22RV98 _—-10 Ys'-10 26LJ18 5 M10-1.50 22RW50 ~=100 Grade 5 Steel Zinc Plated 154'-12 3HDT4 1 
%'-20 22RW09 ~—10 A2 Stainless Steel Plain M10-1.25 22RW55 ‘100 Ae'-14 22RV69 25 1%'-6 22RV82 so 
Ae-12 22RV99 ~—-10 M3-0.50 22RW64 50 M12-1.50 22RW58 ~—50 A6'-20 22RV72 25 1%"-12 22RV90 sO 
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With Tooth 
Washer 
FH fs Top Lock sii er 
Hex Locknuts with Washer Steel Deformed Thread Locknuts 


Captive washers eliminate need for a separate washer component and make 


: Feature irregular internal threads that lock onto mating threads of a bolt or rod 
installation easy. 


and prevent rotation or loosening. 











Dia./ ltem Pkg. Dia./ ltem Pkg. 
Thread Size Flange Dia. _—No. Qty. Thread Size Flange Dia. _No. Qty. nin ireadel a ae fiasanteadsl te On 
et ale He'-18 se tGag—— Tophick Fanaa Wat s See aFAWS 106 
18-8 Stainless Steel Plain 2V39 4EGA6 25 Op Lock Flange Nu z ue 
V"-13 — 4EFX6 1 e'-04 37/4" AEFZ2 25 Grade C Steel Phosphate and Oil #1 6 4FAW6 __100 
Grade 2 Steel Zinc Plated ¥3'-16 2V/9! ACAJ7 —.25 %-16 ACAL7 _50 7'-24 4FAW7 _100 
'-20 an AEFX7 100 3/"-94 2Vap" ACAJ8 20 n-| 3 4CAL8 29 Ae -1 4 4FAW8 50 
Ae'-18 — 4EFX8 100 A2 Stainless Steel Plain *-1 22RV38__10 As'-20 4FAWS _50 
%'-16 — 4EFX9 50 M3-0.50 6.50mm —4EFZ9_—_—=50 %'-10 4CAN1 _‘10 2-13 4FAX1 _50 
H-13 — 4EFY1 = 25 M4-0.70 820mm  4CAK5 50 TopLock 2-20 AFAX2 _50 
5-11 = AEFY2 10 M5-0.80 9.50mm A4CAK6 50 Class 8 Steel Zinc Plated Pala 2 AFAX3 29 
Self Locking Flange Nut - Serrated M6-1.00  11.50mm 4EGA1 _50 M8-1.25 ACAL1_ _S0 %e-18 AFAX4 _25 
18-8 Stainless Steel Plain M8-1.25  15.00mm  4CAK7 50 M10-1.50 ACAL2 25 %-11 3XTN9_ 25 
H'-13 142" 4CAN2 ‘10 Class 5 Steel Zinc Plated M12-1.75 ACAL3 25 %-18 AFAXS 25 
Grade 2 Steel Zinc Plated M6-1.00  11.50mm _ 4CAK8 _—‘100 M14-2.00 ACAL4 _10 Aa"-10 3XTP1 20 
Vj'-28 37/64" 4CAN3 100 M8-1.25  15.00mm  4CAK9 50 M16-2.00 ACALS__20 7-16 AFAX6 20 
Ae"-24 2Va9" 4CAN4 —_100 Class 8 Steel Zinc Plated M20-2.50 ACAL6__—'10 B-9 3XTP2__—10 
¥'-24 47/oq 4CAN5 —‘100 M3-0.50 650mm  4EGA2 100 Grade C Steel Zinc Plated B14 AFAX7 _10 
A6'-20 16" 4CAN6 _—50 M4-0.70 8.20mm  4EGA3 100 %'-16 26LHO7 50 1-8 3XTP3___10 
%'-20 1¥42" 4CAN7 —.25 M5-0.80  9.50mm 4EGA4 _—‘100 75'-24 26LH29 50 Bie 3XTP4 10 
Serrated Lock Nut Grade 2 Steel Zinc Plated Ag-14 26LHO8 25 Reversible Lock Nut 
18-8 Stainless Steel Plain #4-40 2" 4EFZ3 —-100 As'-20 26LH30_ 25 Grade A Steel Zinc Plated 
%'-16 47/oq 4EGA7T —.25 #6-32 Va" 4EFZ4 —_—‘100 2-20 26LH31_— 25 Y~'-20 AFAP1 100 
Tooth Washer Lock Nut #8-32 He 4EFZ5 —‘ 100 76-12 12P601_ 25 Y'-28 4FAP2 _100 
#4-40 %o" 4EFY4 —_100 #10-24 13/59" 4EFZ6 100 %e-18 12P602_— 25 %6-18 4FAP3___100 
#6-32 Tap" 4EFY5 100 Vh'-28 Ai 4CAJ9 —-100 %-11 26LH11__—*10 Vi\-24 AFAP4 _100 
#8-32 He 4EFY6 ‘100 Ae'-18 3/oa 4CAK1 —_100 %-18 26LH33__10 %"-16 A4FAPS _100 
#10-24 TH" 4EFY7 —_100 Ae'-24 3/oa 4CAK2 —_100 %"-10 26LH12 10 75'-24 A4FAP6 _100 
#10-32 1%g" 4EFY8 100 ¥%'-16 2V42" 4CAK3 —_100 7-16 26LH34__‘10 As-14 4FAP7 _100 
V-00 i 4EFY9 50 3/"-94 2Vap" ACAK4 100 i! -9 26LH13 5 Ag -20 4FAP8 100 
37/4" 4EGAS5 50 Steel Zinc Plated f-14 26LH35 5 2-13 4FAP9 30 
V'-28 A 4CAJ6 50 #10-32 1g" 4EFZ7 100 : a eeeae : yaa ate 2 
%5'-20 Ai 4EFZ8 100 : 16 ~ 
Grade C Steel Zinc Yellow ve =11 4FAR3 25 
%i'-20 4FAR9 ‘100 %'-18 4FAR4 25 
W4"-28 4FAU1 —_ 100 Hi'-10 4FAR5 25 
H FI L k f 4FAW3 100 Hi'-16 4FAR6 25 
ex Fianhge LOCKNUTS Vie-18 4FAU2 100 A-9 4FART 25 
Provide vibration resistance and increased 8 4FAR8 _10 
load over a wider bearing surface. 
Item Pkg. 
Dia./Thread Size No. Qty. 
Nylon Insert Lock Nut - Flanged 
Grade 2 Steel Zinc Plated 
#10-24 4CAN8 —_—‘100 Pkg. 
#10-32 4CAN9 100 Dia./Thread Size No. Qty. 
Y4"-20 4CAP1 100 Grade 2 Steel Zinc Plated 
He'-18 4CAP2 100 #12-24 150981 50 
¥'-16 4CAP3 —50 %s'-20 3HDX2 —_—-100 
H'-13 ACAP4 25 Ae'-18 3HDX3_—_—100 
%'-10 ACAP6 5 ¥3'-16 3HDX4_—_—100 
Grade 8 Steel Zinc Plated ~e'-14 3HDX5 50 
%i'-20 4CAP7 _—_100 11 3HDX6 25 
¥"-16 4CAP9 50 Grade 8 Steel Black Oxide 
H'-13 ACARI —.25 V%s'-20 41MG42 100 : 
¥'-11 ACAR2 ‘10 “e'-18 41MG43 100 DISC-Li3CK 
~s'-10 ACAR3 5 ¥3'-16 AIMG44 100 fp nssoisccam 
Grade 8 Steel Zinc Yellow Vet 41MG45__—s50 
16-18 ACAPB__ 100 11 ames 25_ | Hex Locknuts and Safety Wheel Nuts 
Self Locking Flange Nut - Serrated ¥4"-10 41MG47 10 
18-8 Stainless Steel Plain Grade A Steel Zinc Plated = Carbon steel 
we ameeg 2 per eos ‘30 Interlocking cams form a vibration- and shock-proof, free-spinning 1-pc. 
#10-24 AiMG59 50 FA0-04 4iMiG30.100 | locking nut assembly that holds tight under forces that cause other locknuts 
#10-32 4iMG64 = 25 #12-24 41MG31 100 to come loose. Can be used with Grade 5 (Class 8.8), Grade 8 (Class 10.9), 
Y4"-20 41MG60 50 Y4"-20 41MG32 100 and stronger bolts. 
g"- Wire 
ae 4 mee a wane 4 wee ‘38 Dia./ Washer Item Pkg. Dia./_ Washer Item Pkg. 
"16 41MG62. 25 eA 41MG51_100 Thread Size 0.D. No. Qty. Thread Size 0.D. No. Qty. 
i , Heavy Hex Lock Nut Wedge Lock Nut 
78-24 4IMG66___10 ¥-16 4IMG34__ 100 4-13 1.045" 36RMi5 50 ¥'-16 0.787" 36RM07 50 
'- fp". : 
_ 2-13 __41MG63_—— 25 73'-24 41MGs2__100 11 1.265" 36RM16 50 %-24 0.787" 36RM08 50 
a a oe oe 
- 16 A'-9 1.735" 36RM18 20 7-13 000" 5 
Vi'-20 41MG68 10 Y'-13 41MG36 50 Safety Wheel Lock Nut %'-20 1.000"  36RM10 50 
ain yay MGs 50 | to — Se el 19 a — a 
So" Ye" 8 - : 8 = : 
B16 41MG70__» te aWtes oe M18-1.50 475mm 36RM21 10 18 1.230" 36RW14 50 
54-18 MMG55 25 M20-2.50  47.5mm___36RM23 _‘10 M10-1.50 20mm 36RM02__—50 
TA TiNG33 10 M20-1.50 475mm __36RM22 _‘10 Mi2-1.75 25mm 36RM03__50 
ot M22-1.50 52mm 36RM24__—‘10 M14-1.50 32mm 36RMO04 _—50 
“4-16 41MG56_10 M16-2.00 32mm 36RM06 —_—50 
R'-9 41MG40__—10 M16-1.50 32mm __—36RM05 —_—50 
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Coupling Nuts 


Note: Left-hand threaded coupling nuts are available on Grainger.com®. 





Dia./ Item Pkg. Dia./ Item Pkg. 
Thread Size iL No. Qty. ThreadSize L No. Qty. 
Coupling Nut WA 1JA97 i 
18-8 Stainless Steel Plain 24" 1JA99 a 

-32 7p" 1HY18 5 ¥a"-10 2V4" 1JB11 2 
#10-24 fa" 1HY20 a] a: 1JB13 2 
#10-32 a" 1HY22 i] ay 1JB15 ft 2 
V4'-20 Ze 1HY24 10 ¥a'-16 24" 1JB17 a 
V4'-28 Ze 1HY26 a Th"-9 Ze 1JB19 5 
A6-18 Ze 1HY28 5 ri 1JB21 { 1 
Ae -24 Ze 1HY30 a %e-14 Ze 1JB23 2 
3"-16 1%" _ 1HY32 5 2/4" 1JB25 2 
13%" _ 1HY34 2 1'-8 3 1JB27 2 

¥e'-24 1%" «1HY36 5 ‘a 1JB29 ft 1 
”~e-14 1%" ~~ -1HY38 a] 1"-14 2/4" 1JB31 2 
”e-20 1%" — 1HY40 a 1Y%4"-/ 3 1JB33 2 

Yy"-43 1%" ~— THY42 5 1%'-12 ch 1JB35 1 

: 13%" THY44 2 1%'-6 ove 1JB37 1 

V'-20 1%" — 1HY46 2 1%'-12 3" 1JB39 1 

%e-11 243 ~——«1HY48 2 194"-5 a 1JB41 1 

%'-18 24s _‘ 1HY50 2 Grade 5 Steel Zinc Chromate 

/4'-10 24%‘ 1HY52 2 #8-32 7s" 1HY90 4 

S4'-16 244" _—*THY54 2 #10-24 5/4 1HY92 4 

%e-9 242 _ 1HY56 1 #10-32 5/4" 1HY94 4 

1'-8 242" _ 1HY58 1 Va'-20 % 1HY96 o 

M4-7.00 11mm _ 1JB99 1 VA'-28 Pe 1HY97 5 
M6-1.00 38mm _— 1JE11 1 %6-18 1¥%" _« 1HY99 5 
M8-1.25 38mm _1JE13 1 16-24 1%" 1JA12 5 
M10-1.50 38mm — 1JE15 1 ¥e'-16 13/4" 1JA14 a 
M12-1.75 38mm _— 1JE17 1 ¥e'-24 13/4" 1JA16 5 
M16-2.00 54mm __ 1JE19 1 ”e-14 13/4" 1JA18 4] 
M20-2.50 5/mm — 1JE21 1 ”e-20 13/4" 1JA20 5 
316 Stainless Steel Plain Y2'-13 194" 1JA22 a 

V4'-20 Pe 1HU94 2 Vp'-20 13/4" 1JA24 4 

¥e'-16 1%" —_—« 1HU96 2 ¥'-11 ove 1JA26 2 

Y'-13 1%" __ 1HU98 2 %e'-18 ove 1JA28 2 

%e'-14 243 __ 1HY10 2 ¥a'-10 24" 1JA30 2 

4'-10 24% __ 1HY12 2 Ya'-16 24" 1JA31 2 

h- 9 2%" _ 1HY14 1 %e-9 22" 1JA33 2 

2%" __ 1HY16 1 1"-8 2/4" 1JA35 2 
Class 5. 8 Steel Zinc Chromate 1¥e'-/ 3. 1JA37 2 
M4-0.07  11mm__ 1JE23 1 1Y'-/ 3 1JA39 2 
M6-1.00 38mm — 1JE25 10 1%'-6 3 1JA41 i 
M8-1.25 38mm _— 1JE27 10 Grade 8 Steel Zinc Chromate 
Mi0-1.50 38mm _— 1JE29 10 Va'-20 % HY72 2 
M12-1./5 38mm — 1JE31 10 ¥e'-16 13%" THY74 2 
M16-2.00 54mm _— 1JE33 1 Y'-13 134" 1HY76 2 
M20-2.50 5/mm _— 1JE385 1 3-11 24% ~~‘ THY/8 2 
Grade 2 Steel Zinc Chromate ¥4'-10 2¥s' _‘ 1HY80 2 

#4-40 Ae. 1JA43 10 %'-9 242 _ 1HY82 1 

#6-32 Yn" 1JA45 10 1'-8 2%‘ 1HY84 1 

#8-32 7p" 1JA47 10 1M%'-/ a 1HY86 1 

#10-24 4" 1JA49 10 1%'-6 3%"  1HY88 1 
#10-32 ya" 1JA51 10 Coupling Nut - Tapped Oversized 
V4"'-20 ZB! 1JA53 10 Grade 2 Steel Hot apes Galvanized 
1%" 1JA55 10 ¥e'-16 134" 1JB4 5 
V4'-28 Ze 1JA57 10 ”e-14 13/4" 1847 5 
Ae'-18 %e 1JA59 10 Y'-13 13/4" 1JB49 5 
13/4" 1JA61 10 %e'-11 ove 1JB51 a 
Ae -24 Ze 1JA63 10 Yy'-1 0 24" 1JB53 2 
1¥" 1JA65 10 3 1JB55 2 
¥e'-16 134" 1JA67 10 %'-9 ZV" 1JB57 2 
4" 1JA69 2 1"-8 2/4" 1JB59 2 
¥e'-24 1%" 1JA71 10 Sy 1JB61 2 
”~e-14 13/4" 1JA73 10 1Y%'-7 or 1JB65 2 
/”e-20 134" 1JA75 10 1%2'-6 3h" 1JB67 2 
134" 1JA77 10 
Y"-13 134" 1JA79 10 
4" 1JA81 2 
Ya'-20 134" 1JA83 5 
%6-12 oe. 1JA85 a) 
%6-18 28 1JA87 5 
28 1JA89 10 
%e'-11 2Ve 1JA91 2 
ih 1JA93 fT 2 

%3'-18 2 Ve 1JA95 a 

t Partially threaded. 
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Acorn Nuts 


Dia./ 
Thread Size 
Cap Nut 


Height 


Acorn 
Nut 


Thread 
Depth 


18-8 Stainless Steel Plain 


Y4'-28 


316 Stainless Steel Plain 
#4-40 


#6-32 
#8-32 
#10-24 
#10-32 
#12-24 
Y4'-20 
V4'-28 
Ye -18 
V6'-24 
¥3'-16 
3¥"-24 
Y'-13 
V'-20 
¥%"-11 
¥%3'-18 
¥4'-10 
¥4'-16 
'-9 
R'-14 


1"-8 
A2 Stainless Steel Plain 
M3-0. 6. 


M4-0.70 
Ms5-0.80 
M6-1.00 
M8-1.29 
M10-1.50 
Mi2-1.75 
M14-2.00 
M16-2.00 
M20-2.50 


YW," 
Yao" 
TY39" 
TYao" 
1¥39" 
1¥go" 
1Yg9" 
1Y3o" 
1Yg9" 


VW" 
TY" 
TYo" 
139" 
130" 
139" 
1Yg9" 
1Y39" 
1/39" 
a9" 

73" 

3" 
Ye" 
136" 

1 u 

1 u 
1932" 
1932" 

1 23%64" 
1 25%q" 
1°%a" 


00mm 
8.00mm 
10.00mm 
12.00mm 
15.00mm 
18.00mm 
22.00mm 
25.00mm 
28.00mm 
34.00mm 


4.0mm 
5.7mm 
7.8mm 
8.3mm 
11.4mm 
13.4mm 
16.4mm 
18.4mm 
21.4mm 
26.4mm 


Class 6 Steel Zinc Plated 


M3-0.50 
M6-1.00 
M8-1.25 


6.50mm 
12.00mm 
15.00mm 


2.5mm 
5.0mm 
6.5mm 


Grade 2 Steel Zinc Plated 


Y4-16 


i} 


Ya" 
Yao" 
Yo" 
1Yg9" 
139" 
13/39" 
1Yg9" 
Tyo" 
a9" 
17/30" 
3" 
¥/" 
Vg" 
TY" 
Tg" 
16" 
1 it) 

1 i) 
19/32" 
1932" 
13%6q" 


Steel Nickel Plated 
#6-32 TY39" 


#8-32 
#10-24 
#10-32 

V4'-20 
“6-18 

¥%'-16 

Y'-13 

%'-11 


TYo" 
139" 
TYg9" 
19/39" 
a9" 
3" 
Sg" 


t 


High Crown Cap Nut 


Class 6 Low Carbon Steel Zinc Plated 


M10-1.50 
M12-1.75 


18.00mm 
22.00mm 


Self-Locking Cap Nut 
18-8 Stainless Steel Plain 


130" 
139" 
TYao" 
1339" 
TYao" 
Tyo" 
1/39" 
Wee 
3" 
3" 
Hee 
Ye" 


1932" 


32" 
732" 
732 
Vis. 
Vis. 
P32. 
VW" 
VW," 
Vis. 
Vis. 
3p" 
fo" 
Ae 
“Ae. 
Yo" 
Yo" 
3" 
3/3" 
fy" 
fq" 
1 it) 


32. 
32. 
Vis. 
Vis. 
P32. 
YW" 
¥32" 
3p" 
19/39" 


8.0mm 
10.0mm 


30" 
30" 
4 6. 
sj; 6 
Wy" 
VW" 
V6. 
Vig 
Jp" 
3g" 
Yo" 
Yo" 
3" 
fq" 


Item 
No. 


6RA39 
6RA40 
6RA41 
6RA42 
6RA43 
6RA44 
6RA45 
6RA46 
6RA47 


6RA24 
6RA25 
6RA26 
6RA27 
6RA28 
380933 
6RA29 
6RASO 
6RAS1 

6RA32 


380940 


6CB92 
6CB93 
6CB94 
6CB95 
6CB96 
6CB97 
6CB98 
6CB99 
6CE10 
6CE11 


93GH15 
93GH16 
93GH1/ 


6NU97 
6NU98 
6NU99 
6NY10 
6NY11 

38D035 
6NY12 
6NY13 
6NY14 
6NY15 
6NY16 
6NY17 
6NY18 
6NY19 
6NY20 
6NY21 

6NY22 
6NY23 
6NY24 
6NY25 
6NY26 


1XA10 
1XA11 
1XA12 
1XA13 
1XA14 
1XA15 
1XA16 
1XA17 
1XA18 


38DK43 
38DK44 


6RAS1 
6RASZ 
6RAS3 
6RAD4 
6RASS 
6RAS6 
6RAS7 
6RASB 
6RAS9 
6RAGO 
6RAG3 
6RAG4 
6RAG1 
6RAG2Z 


Find even MORE on Grainger.com® 





Scan. Order. Done. 
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Wing Nuts 
Note: Bulk packaging also available on 
Grainger.com®, search for "bulk wing nuts". 


Dia./ Item Pkg. 
Thread Size Wing Span No. Oty. 
Wing Nut 
Nylon 

#4-40 0.91" 4AGN5 10 

#6-32 0.91" 4AGN4 10 

#8-32 0.91" 4AGN3 10 

#10-24 0.91" 4AGL3 10 
#10-32 0.91" 4AGN1 10 

Y4"-20 1.36" 4AGL9 10 

Y4"-28 1.36" 4AGL4 10 

¥e'-16 ior 4AGN2 10 

~”e-14 ee a 4AGN7 a 
Y'-13 Lise 4AGN6 hy) 
M4-0.70 22.80mm 4AGL8 10 
M5-0.80 22.80mm 4AGL7 10 
M6-1.00 28.00mm 4AGL6 10 
M8-1.25 35.10mm 4AGL5 10 
Wing Nut Nylon Insert 
Zinc Alloy 
8-3 103: 4CAR4 20 
#10-24 1.03: 4CAR5 20 
Y4'-20 120° 4CAR7 20 
V4'-28 120° 4CAR8 20 
/16'-18 1.50" 4CAR9 20 
/16'-24 15 4CAT1 20 

¥e'-16 1.50" 4CAT2 20 
Wing Nut Type A-Cold Forged 
Brass 

#6-32 0.59" to 0.91" 41VA40 50 

#8-32 0.78" to 0.91" 41VA41 50 

#10-24 0.78" to 0.91" 41VA42 29 
#10-32 0.78" to 0.91" 41VA49 20 
Y4'-20 0.97’ to 1.10" 41VA43 20 
Va'-28 0.97’ to 1.10" 41VA50 20 
%e-18 1.12’ to 1.25" 41VA44 10 
%e-24 1.12'to 1.25" 41VA51 10 

¥e'-16 1.31"to 1.44" 41VA45 10 

V'-13 1.81" to 1.94" 41VA46 i] 

%3'-11 2.62' to 2./6' 41VA47 1 

Sa'-10 2.62' to 2./6' 41VA48 1 
Steel 

#6-32 0.59" to 0.91" 41VA20 100 

#8-32 0.78" to 0.91" 41VA21 100 

#10-24 ~=—0./8" to 0.91" 41VA22 100 
#10-32 0.78" to 0.91" 41VA30 100 
Y4"-20 0.97" to 1.10" 41VA23 50 
V4'-28 0.97’ to 1.10" 41VA31 50 
%e'-18 1.12" to 1.25" 41VA24 20 
%e'-24 1.12'to 1.25" 41VA32 29 
¥'-16 1.31" to 1.44" 41VA25 29 
¥e'-24 1.31" to 1.44" 41VA33 20 
”e-14  1.81'to 1.94"  41VA26 10 

Y"-13 1.81" to 1.94" 41VA27 5 

%3'-11 2.62' to 2./6' 41VA28 Q 

Va"-10 2.62' to 2./6' 41VA29 1 
18-8 Stainless Steel 

#6-32 0.59" to 0.91" 41VA52 20 

#8-32 0.78" to 0.91" 41VA53 29 

#10-24 0.78" to 0.91" 41VA54 10 
#10-32 0.78" to 0.91" 41VA62 10 
Y4"-20 0.97’ to 1.10" 41VA55 10 
Y4'-28 0.97’ to 1.10" 41VA63 10 
%e-18 1.12" to 1.25" 41VA56 a] 
%e-24 1.12'to 1.25" 41VA64 a 
¥e'-16 1.31" to 1.44" 41VA57 a 
¥e'-24 1.31"to 1.44" 41VA65 3 
”~e-14  1.81'to 1.94"  41VA58 i] 

Y'-13 1.81" to 1.94" 41VA59 a 

%3'-11 2.62' to 2./6' 41VA60 1 

Va'-10 2.62' to 2./6' 41VA61 1 
316 Stainless Steel 

#10-24 0.78" to 0.91" 41VA66 o 
Y4'-20 0.97’ to 1.10" 41VA67 a 
%e-18 1.12'to 1.25" 41VA68 a 
¥e'-16 1.31" to 1.44" 41VA69 1 
”c'-14 1.81" to 1.94" 41VA70 1 

V'-13 1.81" to 1.94" 41VA71 1 
Wing Nut Type D-Stamped 
Steel 

#6-32 0.72’ to 0.78" 41VA34 100 
#8-32 0.72’ to 0.78" 41VA35 100 
#10-24 =0.85'to 0.91" 41VA36 100 
Y4"-20 1.05" to 1.11" 41VA37 50 
%6-18 1.24" to 1.30" 41VA38 20 

¥e'-16 1.34" to 1.41" 41VA39 20 
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CAD 





Nut Retainers 


U-Type—Commonly used in sheet metal applications. 
Particularly good for blind assembly applications. 





J-Style 





Cage Style 





G-Type—Cage fully encloses the nut and shields 
against protruding screw ends. 


Rectangular 


Spring Nuts 


Steel construction with Black Phosphate finish, except where noted. 


J-Style and U-Style— 


Rectangular—for use Cage Style—Nults are applications. 
Reduce assembly time by with threaded screws and well suited to blind-sided 
iminati i inati i inj Thread For Panel Center of Hole Item Pkg. 
eliminating welding and _ studs. applications. Zinc finish. Sine Thickness to Panel Edge No. ly. 
riveting. G-Type 
Zinc 
J STYLE U STYLE 10-32 0.060" to 0.079" 0.285" 4cUG4 10 
Thread For Panel Center of Hole Item Pkg. |CenterofHole Item Pkg. M5 x 0.8 0.060" to 0.079" 0.285" 4CUG5 10 
Size Thickness to Panel Edge No. Qty. | toPanelEdge No. Qty. U-Nuts 
For Machine Screws Black Phosphate 
' 0.218" 14LAT7 50 0.218" 1LBB3 50 10-24 0.025 to 0.150" 0.450" 4CUG6 25 
0.025 to 0.040 0.468" 4LAT8 50 0.468" 41LBB4 50 Y4-20 0.025 to 0.150" 0.540" ACUG8 25 
6-32 0.218" 1LAT9 50 0.218" 1LBB5 50 Y-20 0.025 to 0.150" 0.760 to 0.800" 4CUG9 25 
; Saat San 6-18 0.025 to 0.150" 0.570" 4CUH1 25 
— es 0.468" ILBB7 __50 Mex1.00mm 0.080 to 4.00mm 13.72mm  4CUH3 25 
0.025 to 0.040" 0.514  _ALAV3__50 0.915" 1LBC2__50 M6x1.00mm 0.080 to 4.00mm_ 19.0 to 20.0mm 4CUH4 25 
0.234 TLAV2 50 0.234 1LBB8__50 M8x1.25mm 0.080to4.00mm  1448mm 4CUH6 25 
8-32 0.514" TLAV5 50 0.328" 1LBC1 50 M8x1.25mm 0.080 to 4.00mm 20.5 to 21.5mm 4CUH7 25 
0.045 to 0.062" 0.234" TLAV4 50 0.234" 1LBB9 50 Mi0x1.50mm__ 1.50 to 5.50mm 17.5mm  4CUH8 25 
0 ave 50 515" _1LB63_50_ | SW > oan 0.310" 4cUG7 25 
: " : 00. 
0.025 to 0.040" EE a | Le ees abe 2 u-Type, 
10-24 0.562" 1LAV8 50 0.359" 1LBC6 50 ack Phosphate ! 
0.045 to 0.062" 0.203" 1LAV7 50 0.250" 1LBC5 50 | pe _O Wad to Ur See 
_ = 0.562 1LBC8 50 6-10 0.096 to 0.141" 0.500" 4cUG3 10 
10-32 (0.025 to 0.040" 0.203" 1LAVO 50 — —- — 
For Sheet Metal and Thread Forming Screws 
; 218" 1LAZ1 50 0.218" 1LBC9 50 
& _ eiepton 0.468" 1LAZ2-50 0.468" 4LBD1 50 
0.045 to 0.062" 0.218 1LAZ3 50 0218 1LBp2 50 | [=Nuts 
0.025 to 0.040" 0.515" 1LAZ5 50 0.515" 1LBD4 50 
48 0.025 to 0.045" 0.234" 1LAZ4 50 0.234" 1LBD3 50 = Pkg Qty: 100 
0.045 to 0.062" ath Wage 2 ate Tene : Sieel nuts with zinc finish. Often used to provide 
0.025 to 0.040" 0.250" 1LAZ8 50 0.250" 1LBD7_ 25 threads in wood when fastening other materials. 
0.562" 1LBB1 50 0.562" 1LBD8 25 iiccial a a 
#10 0.250" 1LAZ9 50 0.250" 1LBD9 25 , I 
0.045 to 0.062" 0.562" 1LBB2 50 0.359"  1LBE1 25 eae Base Size Barrel Dia Height Size NO. 
= = 0.962 ILBE2 25 6-32 vax" 0.188" i Ya" 1XGH1 
Thread tem kg. Center 8-32 Mx 0.208" ~———Sao" __AXGH2 
Size Length Width No. Qty. of Hole 10-04 Hexye 0.043 ae" VAL 1XGH3 
Rectangular - Spring Steel Thread For Panel to Panel Item Pkg. {0-32 Ag x He 0.943" Age vy 1XGH4 
For Machine Screws Size Thickness Edge No. (ty. 4-00 ery Ve 0.305" ae ae’ 1XGH5 
4-40 0.440" 0.250" 1LAT2 * 100 Cage Style - Zinc Spring Steel 6-18 Ag’ x 0.390" Ag fea" 1XGH7 
6-32 0.440" 0.280" 1LAR7 100 6-32 0.025 to 0.063" 0.250" 1LBE3 25 HAG werd" 0 Ad" Te 24" —4XGI2 
8-32 0.500" 0.310" 1LAR8 100 8-32 0.025 to 0.062" 0.250" 1LBE4 25 4-Prong 
10-24 0.630" 0.380" 1LAR9 100 10-24 0.064to0.105" 0.250" 1LBE5 25 4-50 Text 0.305" The 6  AXGH6 
10-32 0.750" 0.440" LAT1 100 10-32 0.025to 0.063" 0.250" 1LBE6 25 eis ext 0 360" Hp" 25a"  1XGH8 
For Sheet Metal and Thread-Forming Screws (4-20 0.02510 0.063" 0.250" 1LBE/ 25 e-19 ex 1 0.360" val 25/4"  1XGH9 
#4 0.380" 0.250" 1LAT3 100 %c-18 0.093to0.125" 0.300" 1LBE8 20 WAG Wry i 0.440" The 29%," FXG 
#6 0.500° 0.310" 1LAT4 100 %-16 0.028t0 0.056" 0.300" 1LBE9 20 
#8 0.630" 0.410" 1LAT5 100 %13 0.059%00.092" 0.410" iLBF1 5 
#10 0.750" 0.500" LAT6 100 


* 18-8 stainless steel. 


U-Nuts—For high-torque tightening in heavy-duty 








Push Nuts 


Hold fasteners in place before final assembly process 


Cap Nuts 





External Style—Push nuts act as a decora- grein occurs. Vibration-resistant. 
tive and protective stop and cover for the ioe a gi ov Pack ira Pkg. 
end of studs, rods, or tubes. Cover dia. from Sach nical Tine COI A aty. 
0.188" to 0.750" (metric sizes #4 to #16). #10 0.160" Ae 0.012" — 4HFV1 100 
; #6 0.110"  ‘%" 0.010" 4HFU8 100 
Plastic—uUse over shaft, stud, or rod ends yp" 0.730" i 0.035" 4CUC7 50 
to help make a vibration-resistant assembly. Plastic ie Ea a 100 
Cover dia. from 0.125" to 0.750". i ae i eae tee a 
Stud Item Pkg. i 0.250" i 0.010" 4HFV2 100 
Size Height Cap Dia. Cap Color Material No. Qty. Ve 0.228" 3g" 0.010" 4HFV9 200 
External Y5 O22e yi 0.013" 4HFW1 200 
Ya" 0.205" 0.289" = Steel Zinc 4cucg 100 Vg 0.320" Ae 0.010"  4HFW2 200 
yf, 0.234" 0.419" — Steel Zinc 4CUD2 50 Ve 0.320" Ag 0.014" 4HFW3 200 No. 4HFV2 
Ag 0.328" 0.504" = Steel Zinc 4CUD3 25 ye 0.546" Va 0.017" 4HFW9 200 
1% 0.413" 0.693" = Steel Zinc 4CUD5 25 ye 0.546" Va 0.026" 4HFX1 50 
- ' ; SAE 1050-1065 yi 0.340" 2%" 0.015"  4HFV4 100 
V6 0.286 0.358 Silver Steel Nickel Plated 400K24 = 50 je 0456" 56 0.014"  4HFW7 200 
Plastic 7 0.456" 1 0.021" 4HFW8 200 
Ag 0.344" 0.656" White Steel ACUH9 25 Te 0.638" 7A 0.030"  4HFX2 50 
v 0.440" 0.835" Black Steel 4CUJ1 25 a9" 0.388" ‘2° 0.012"  4HFW4 200 
Ve 0.440" 0.835" Black Steel 4CUJ2 25 Black Phosphate 
yf 0.440" 0.835" Black Steel 4CUJ3 25 #8 0.136" ¥, 0.010"  4HFU9 100 
Ag 0.645" 0.835" Black Steel 4CUJ4 10 Vay" 0.161" 0.195" 0.010"  4HFV8 200 
1" 0.645" 1.300" Black Steel 4CUJ5 10 Vg 0.274" ¥, 0.013" 4HFV3 100 
1% 0.645" 1.300" Black Plastic Black ACUJ6 10 Tg 0.4077 2%" ~—0.015" + 4HFV5 100 
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Nuts Details on page Al. 
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Locking Knockout Plug 


SS 


Locking Hole Plug 


Nylon Locking Hole and Knockout Plugs 
= Temp. range: -40° to 250°F 
Plugs close excess chassis holes, wiring outlets, and production access 


holes. Multiple locks snap into panels from %4" to ¥g" thick. Heat-stabilized 
nylon (UL94V2) construction is suitable for critical or elevated temperature 








applications. _ 
wire | siack | 2INC-Plated Hole Plugs 
Hole Pkg. Item Item : 
Thickness Dia. Head Dia. aly, No. No. = Plug buttons fit “s-3" holes 
Locking Hole Plugs 
ET a 0350" 55 TELUI 4EIT9 Expanding spring action holds fasteners securely. 
0.312" Vi 0.312" 25 1ELU3 TELU2 Hole Item — Pkg. 
V6" 0.375" 25 1ELU5 1ELU4 Dia. Head Dia. For Panel Thickness No. Qty. 
Hi 0.468" 25 1ELU7 TELU6 ye 17/9" 0.093 to 0.171" 4HFR2 25 
Ae 0.531" 25 TELUS 1ELU8 sf" 5Yea" 0.062 to 0.078" 4HFR7 —.25 
Ai 0.578" 25 TELV2 TELV1 SY 6a" 0.062 to 0.109" 4HFR8 25 
0.406" Ae 0.656" 25 TELV4 TELV3 V' Tg" 0.078" to 0.109" 4HFT1 —.25 
x 0.718" 25 TELV6 TELV5 7 1Vie 0.031 to 0.093" 4HFT4 25 
The 0.781" 25 TELV8 TELV7 ih 192" 0.093 to 0.125" 4HFT6 —10 
Yj 0.922" 25 TELW1 TELV9 1%' 1%e 0.037 to 0.078" 4HFT9 —-_10 
1346" 0.890 25 TELW3 | 1ELW2 1%" 1464" 0.038 to 0.141" 4HFU1 —'10 
7 1.016" 25 TELW5 | 1ELW4 
E 1.203" 25 TELW7 | 1ELW6 
13/2" 1.218" 25 TELW9 | 1ELW8 
The" 1.312" 25 TELX2 TELX1 
0.453" TVA 1.375" 25 TELX4 TELX3 
1% 1.500" 25 TELX6 TELX5 
1%" 1.672" 25 TELX8 TELX7 
EZ 1.925" 25 TELY1 TELX9 
2 2.140" 25 TELY3 TELY2 
0.750" 2%" 2.115" 25 TELY5 TELY4 
Hole For Panel Item Pkg. 
Thickness Dia. Head Dia. Thickness No. Qty. With Offset Hole : eet 
Locking Knockout Plugs - Gray With Projections 
7 1.016" 0.032 100.125 1EMR2 10 
1% 1.218" 0.03210 0.125 1EMR3 10 Tab Base Weld Nuts 
0.453" 1%' 1.500" 0.032 t0 0.125 1EMR4 10 a 
1% 1.925" 0.032 to 0.125 1EMR5 10 Nuts with offset hole have a single projection and can be used to reinforce or 
2 2.140 0.032 to 0.125 __TEMA6 10 brace an area, while nuts with projections have a center hole and provide the 
greatest weld strength. 
Dia./ Pilot 
Thread Weld Base Base Base Pilot Hole Item = Pkg. 


Size Projections Length Width Thickness Pilot Dia. Height Size No. Qty. 
Tab Base Weld Nut with Offset Hole 








= Steel 
Nylon Bushings “Ss 46.32 0.080" HLA 50 
; ; 7 ss . — 29/0" ~As' 330" Ae 0.034" 3%" 1LAG3 —50 
= Thickness tolerance: +0.15 Insulating 48-39 = 5" Ag" 3/an" 1364" 0.030" Van" 4LAF6 50 
= Temp. range: -40° to 250°F Bushing . 1) — ee Ae a a 0.034" Tea! 1LAG4 50 
: “eel J) : — " 16" 30" Yea" 0.030" Yq" 1LAF7 850 
a Pkg Qty: 25 | —_> #10-24 ——— Ye ae Yn" ~~ ~—~—~0.034" ~~ ALAGS 50 
Multiple locks snap into panels from 12" to All Fit Bushing “3, eh Te YQ" 1%" 0.030" 4  1LAF8 50 
Va" thi — Hg" Ae Yap" 1% 0.034" 4°  1LAG6 50 
7s MICK, Without tools. Vi-20 — Ge 7 a i%<" 0.050" he" LAF 50 
BLACK WHITE — 15/46" Y" 339" ¥30" 0.041" Ae 1LAG7 50 
Hole Inside item item e418 ——= 654" 5" i 24 0.080" % ‘LAGI 50 
Dia. Dia. Outside Dia. No. No. = 1%" Ae ye" 254" 0.084" 1LAG8 50 
Insulating Bushing AG — 65/4" 5" Yea A~e 0.090" 2%s"  1LAG2 50 
0.312" 0.250" 0.375" TELY8 TELY9 a — 14" He i Ae 0.094" 2%s" LAGS 50 
te oi ee tee iene — | See 
= 5f" Tg! Hao" 136," ' Tan" 
0.437" 0.312" 0.531" +EMB7 | 1EMB8 75-32 Pe Se 
aa eG ed TEL MEL ZA #10-24 7 AG Yap %° 0.030" i"  1LAE6 10 
0.500" 0.375" 0.573" 1EMC6 {EMC7 #10-32 —_ x" "6 Yo" 19/64" 0.030" YA" 1LAE7 10 
0.562" 0.437" 0.656" {EMD3 = Y4'-20 = He Yp Ye" 1%4" 0.050" He" 1LAE8 _10 
0.625" 0.500" 0.718" TEMD9 TEME1 Ya'-28 = ie ye Ye "Ya" 0.050" %e" ——TLAES 10 
0.687" 0.500" 0.781" TEME?2 = Ae-18 — 65/4" i" Yea" 24" 0.080"  %  1LAF1 10 
0.750" 0.500" 0.843" TEMES = %'-16 = 1%" 5" Yea" He’ 0.090"  2%s"  1LAF3 10 
re re eee Te TEMA Tab Base Weld Nut with Projections 
Steel 
0.975" 0.500" 0.953" TEMH4 — 5 
es 5 Bee. 22s. VEMHG __tEN iS SCY” ~—SC«S a LOB" SALA’ 50 
0.875" 0.750" 0.937 {EMA4 {EMA5 #10-32 2 9" As. 330" 19%6q" 0.032" Ya 1LAJ4 —_50 
ik 0.750" 1.125" TEMJ3 TEMJ4 4 %e Ae a2" "ea" 0.032" a" LAB 50 
1.093" 0.937" 1.218" TEMJ9 TEMK1 1 Se" A a 1%" 0.054" %e' ~—STLAHT ~—_—50 
1.250" 0.937" 1.359" TEMA TEMK5 Y5'-20 2 Hg A i 1%" 0.054" %e  —1LAJHS 50 
1.375" 1.000" 1.468" TEMK6 1EMK7 4 13/6 A aq" 1%" 0.032" He’ ~~ TLAJ ~—_—50 
aa ee a JEM ie Vj'-28 1 TH 6" Ai i 1%4" 0.054" se’ ~~ TLAH8 ~—_—50 
‘ ‘ F 634," 5/a" Ye" 234" he 3" 
ae 1.625" Oey 1EML7 TEML8 “e'-18 ; a o i ra eet : a rae 2 
All Fit Bushin : : eS ; s 
0.625" 0.437" 0.718" {EMLO_| _1EMN1 3-16 — ee 
0.750" 0.500" 0.859" TEMN2 TEMN3 4 a Ye fie’ 0.094" *%4"ALAK2 50 
0.875" 0.562" 0.937" 1EMNG TEMN7 YI-A3 4 1m! Ya Ae '%2' 0.094" 3%a" —ILAK3 50 
ld 0.750" 1.062" 1EMN8 — M6-1.00 1 20.70mm 13.00mm_ 3.20mm_ 7.50mm_ 1.30mm 8.00mm_1LAJ2 50 
1.093" 0.812" 1.156" TEMNS — 2 20.70mm 13.00mm 3.20mm 7.50mm 1.30mm 8.00mm 1LAJ6 50 
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Washer Information 
WASHER TYPES 


Beveled : USS Flat—Most commonly used =~ Self-Sealing 
Top-bearing surface is cut at an 9 washer has a large outside diameter \ <>) Bonded silicone rubber to a stainless- 
oblique angle to compensate for that helps distribute forces applied © “==” steel compressible washer. High-pressure 


nonparallel surfaces in structural level- when tightening. See grainger.com/ sealing, internally and externally. 
ing and shimming applications. Can be fasteners. Shoulder 


Se dle iid acu 9 Friction Barrel protrudes from center hole of flat- 
Conical or Spring \ Rougher washer surfaces have <—— _) bottomed washer to isolate or insulate a 
’ Slight dish shape and edges sheared embedded material to provide —_— screw, shaft, or rivet. See grainger.com/ 
parallel to the center line increase additional friction and help prevent ——~ fasteners. 

elasticity of joint for absorbing shock loosening, even in high-vibration Slotted 


ares ee applications. See grainger.com/ a 
_ Sect tension under esa ears /™>», Aslot the same width as the hole diameter 


: is cut from the center to the perimeter. 
Countersunk > Nord-Lock® ~~” Slips on and off shaft without removing 
) Allows flat or oval head countersunk ~ 2-pc. system serration and cams fastener. See grainger.com/fasteners. 
=~ screws to be flush with surface for creates wedge locking action that Spherical 
finished appearance. See page 2096. prevents bolts from unintentional P 7 
Dise-Loek"™ loosening. Bolt rotation is blocked —=—= 2-piece equalizing assembly with 1 
due to tension between the pair of flat washer and 1 dish-shaped washer. 


* 2-pc. washer has interlocking cams washers, regardless of high vibration _{ Eliminates unequal thread loads and 
and nonslip ridges that work together or dynamic loads. See page 2093. “a stress from nonparallel surfaces. See 
under vibration to prevent loosening grainger.com/fasteners. 


and lock the assembly, maintaining Se Ogee : 
joint integrity. Oversize, curved bearing surface : a Es 
C= 9% keeps bolt heads and nuts from ©, ~e= Split with 1 end bent slightly outward to 
Fender “= pulling into wood. The load-distrib- ._./ / bite in and prevent loosening. Acts like a 


e@ Large outside diameter provides extra- uting ogee curve can serve as a Sag 4 spring under compression to provide extra 
_/ wide pearing surface for distributing force spreader in structural use. See holding force and decrease frictional resis- 
force/stress; covers oversize holes. grainger.com/fasteners. tance during assembly and disassembly. 
See page 2092. Ralsed See page 2094. 
f° a Mat Has a large bearing surface and raised ® Tooth Lock 
( yy Also referred to as star washers. 


The most common washer, with 2 flat ~~ reinforcements for structural use with ¢) Mg oe 

surfaces for distributing force/stress of wood fasteners. See page 2096. “epee? Directional teeth or serrated edges bite 
~—- a nut or bolt and reducing friction and * "into fastener head/workpiece to prevent 
heat during installation of a threaded ES =a ey loosening. See page 2094. 


fastener. Can be round or square.See Feature a specially configured inner Wave 
pages 2088, 2089. diameter that slides on the screw —_. 
i easily, but then grips the outside of , Wavy shape provides compensating spring 
; SAE eee site to iy ie the screw shank for retention. Ideal i ~,’ force, increases load-bearing capacity, 
j except it has a smaller outside diam- for preassembly and kitting. See absorbs shock and vibrations, and resists 
’ eter and has a tighter fit to the bolt. loosening and fatigue. See grainger.com/ 
‘ grainger.com/fasteners. 
Used in the automotive industry. See fasteners. 
grainger.com/fasteners. 














 PayAWGRAINGER a= 
APPROVED , co 
aia AE 1 es Te ‘cna 
sTvvBee Leitzke ie Sao, C= ia 
Washer Assortments —- 
No. 
No. of of : 
Pieces Material Finish Sizes Includes Brand No. 
Flat Washer Assortment 
Stanton (160) Each: #6, (140) Each: #8, (100) Each: ce", (60) Each: ¥%", %46", (80) Each: 3", (12) 
. ach: #6, ach: #8, ach: “ie, ach: “4°, “ie, ach: %', 
987 Steel Zinc 11 Each: ¥", (8) Each: 94", (6) Each: 34", 74°, (5) Each: 1", and Plastic Case GA _5S38WRO9 
oper peremenrsen Split Lock Washers (50) Each: 14", Ac", %", Flat Washers (50) Each: %", se", 94", Hex N 
plit Lock Washers (50) Each: /%4", %46', ¥', Flat Washers (50) Each: 4", %6', ¥8', Hex Nuts 
600 LowCarbon Steel Chrome 12 (60) Each M20 YedB,die18 Hed Hels %-24, and Plastic Container GA __2FUDS 
re ) ex Nuts (30) Each: 6-32, (25) Each: 8"-32, (20) Each: 10'-24, (15) Each: *"-00, Flat 
. ex Nuts ach: 8°-32, (25) Each: 10°-24, ach: %4'-20, Flat Washers (50) 
1 Steel Zinc 6 Each: #8, (40) Each: #10, (20) Each: 4", and Plastic Hanging Pak GA S3WR20 
Washer Assortment 
renter (20) Each: "x 9", Ya" x 7h, (15) Each: Ws y Each: Vx 1" (10) Each: Vex 1s", Vax 17. 
. 20) Each: 8" x 4", Y%2" x %", (15) Each: “46° x 1°, (12) Each: Y4" x 1°, (10) Each: 46 x 1%", Ya" x 1%", 
1? Steel ae a 1 X1-112" 9 x 1VEX1-1/2" (8) Each: Va x 1%, Ye 194, Plastic Hanging Pak GA SSWAIG 
ach: #6 x 4", a2" x 7", Ve x Va", x1", x1-1/4", a" x 1", x1-1/4", x1-172" He" x 
= Steel Zinc 14 Me x1-1/2", x1-5/8", Yo" x 1Y4', x1-1/2", ¥5"x 2", Plastic Container GA _SaWRO1 
at 
240 PTFE Plain 8 Color. White, (40) Each: 0, % 1/4L, %, (20) Each: 000, 00, 3/8L, ¥%, Plastic Box With LID Chart GA 3CWA2 
Flat and Split Lock W : ary 9 : ars = _ 
; Flat Washers (30) Each: %4", “46, ¥8, (19) Each: %", (6) Each: %', (5) Each: 94°, Split Lock Washers tw Bee 
232 Steel (SAE) Zinc —12 (30) Each: Yr Hi 9 (15) Each: 14", (6) Each: 9%", (5) Each: 34", Plastic Hanging Pak Leitzke 2NRZ9 
310 Steel Zinc 12 lat Washers (50) Each: #10, (30) Each: ¥%", (25) Each: %e', ¥8", (20) Each: “e', (15) Each: %", Split Lock Washers GA  53WR28 
rian Fead (50) Each: #10, (25) Each: A (20) Each: 6", ¥8", (16) Each: “e', (14) Each: 12", Plastic Hanging Pak 
In Fender 
318 Steel Zine 11 ; ; ere ; GA 4AMG6 
: | (48) Each: 10x1", (40) Each: 1/4x1", (30) Each: 6x5/8", 8x3/4", 10x1-1/4", (24) Each: 1/4x1- 
Se ae im pss glee _ vain TF 1/4", 5/1 6x1-1/2", x2", 3/8x1-1/4", x1-1/2", (20) Each: 5/16x1-1/4’, Plastic Container af _ hana 
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Washers Details on page Al. 
Flat Fits Bolt Outside Item = Pkg. Fits Bolt Outside Item —— Pkg. Fits Bolt Outside Item = Pkg. 
= Sizes Dia. Thickness No. Qty. Sizes Dia. Thickness No. Qty. Sizes Dia. Thickness No. Qty. 
/ Washers 1%" 0.141" 22UH14 20 » _ 4%" 0.1875" 6DYY9 10 He 0.025"  2DNW6 50 
\ pte Baer a ci ae temas 
Metric sizes meet 156" 4 Cs 220" @ 036" 
—~— ficable DIN Ta" 0.1406" 1J¥84__20 2%" 4%" 0.290" A2JX99 25 m4 he 0.036"  26L024 25 
SS 7 appiicabie z 0.1562" GRPT1 25 oy 2 0.25"  GDYZ1 10 i 0.028"  26L022 25 
—" standards. ya’ 195" 0.090" 261055 2 50.238" 420120 un 0.037 TONRSE 30 
Note: Bulk quantities of some sizes are 39" —0-146" —26L087 2 3 Rr — 9584" —29)V02 15 oe 0.082" BUKYS 100 
available on Grainger.com®. iy 0.156"  22UH16 20 316 Stainless Steel Bae Finish ace eS He pas 261025 25 
Fits Bolt Outside Item Pkg. tke aad 180 #4 — oe 9.03 —poudB 50 Ye 0.036" ~~ 26L027 25 
Sizes__Dia. Thickness _No. _ Atty. 1%" 0.1406" 1dY86—10 #6 x 0.036"  2DNY2 25 x 0.031"  22UF89 50 
Steel Zinc Plated Finish 17%" 0.090" —«26L058 2 V5 0.031"  22UG49 50 3 0.049" 19NR59 50 
| %2___0.031" _22UG80__100 7s’ 2% 0.146" ~—«-26L059 += 2 #8 V5 0.032" GUKX0 100 3 0.032" 6GUKY6 100 
Steel Hot Dipped Galvanized Finish 2% 0.146" 26L060 2 Ae 0.036"  2DNY3 25 6 0.036"  2DNW8 50 
Ae V2 0.109 25DK23 25 2¥s" 0.165"  22UE27 10 Ae 0.031"  22UG50 50 ¥5 0.036"  26L028 25 
1%" 3%" 0.180" 25DK28 5 2° 0.1406" 6RPP9 10 7s’ 0.032"  6UKX1 100 #8 0.056" 26L030 25 
Low Carbon Steel Zinc Plated Finish 1%" 0.090" 26L061 2 m0 ye 0.049" 22UE38 50 A 0.036" 261029 25 
Ye 0.031 22UG72__ 100 "3%" 0.165" 22UE28 5 Ye" 0.036"  2DPA7 25 As’ 0.049" 19NR60 50 
#0 “6 0.031 22UG 73100 2 0.134" 22UE22. +5 #2, %e'~—02.051"  +2DNY5 25 Ae’ 0.032" 6UKY7 100 
“%—*0.031 22UG74__100 2¥;" 0.1406" GRPRO 46 ye 0.065" 1NU76 50 1%" 0.036"  26L031 25 
A %2 «0.031 22UG75__-100 2 0.090"  26L064 2 75" 0.050"  6UKX2 100 %e" 0.036"  26L032 25 
f2___ 0.031 22UG7? 100 2y;" 0.146" 261065 2 VY" yg 0.047" 22UG51 50 #10 — 4%a" 0.056" 26L033 25 
oz ___—iO.UST 2281100 1% — 3%" 0.146" —-26L066 =? Ti 0.065"  22UE40 50 A 0.036"  2DNW9 50 
#2 78 0.031 _ 22UG76 100 23s" 0.165"  22UE29 ‘5 Va 0.047" 22UG52 50 Ai 0.049" 19NR61 50 
A 0.016 22UG78 100 2Vs" 0.134" 29DN15 5 THe" 0.065" 1NU77 50 %e" 0.036"  2DNZ5 50 
Aa 9.081 2zua7a_100 23s" 0.156"  42UX89 20 Ye 0.050"  GUKX3 100 %e" 0.051"  2DNX1 50 
Ae___ 0.047 2zuab5_100 2%" 0.1562" 6RPR1 31 THe" 0.047"  22UG53 50 wo 2 0.045" GUKY8 100 
So ae ee 
8 : " " 1 " ; u " . u 
A _D.087__é2UG82 100 +e sie 0.234" — 261060 2 %e Fe —.063" 20656 50 "0.045" 6UKY9 100 
__O.0869" _GDYXS _100 * 3" 0.165" 22UE30_— 5 70.050" GUKX4__ 100 ta" 0.056" 26L035 10 
4g —78__0.087 __22uG8s__100 2%" 0.156" 22UH18 5 376" 0.065" 1NU78 50 il 0.056" 26L036 10 
8 ae ota i" 2¥" 0.165" 29DN16 5 ye He 0.047" 22UG57 50 Vp! A 0.056" ZeL 034 10 
7s! 0.0469" 14¥62 100 3/2" 0.1875" BRPTS 95 0.063" 22688 60 0.066" 25DK3080 
Ae 0.047 22UG89 100 3V" 0.156"  22UH20 5 2950" 0.047"  22UG59 25 Th 0.051" 2DNZ6 50 
#8 ea ne ones ye 2%" 0.156" 22UH19 5 _ Sei 0.065" 25DK42 25 we 0.047" 19NR63_—_50 
zi 063" 23," 0.165" 29DN17 5 e' 1%" 0.062" GUKX5 100 vA 0.050" 6UKZO_—_100 
1s 0.047 22UG95_-100 2%4° 0.156" 42JX90 115 1%" 0.083" —«22UE43— «25 Yi 0.056"  26L038 10 
"20.047" 22UG90__ 100 3% 0.156" 42JX91_ 75 1%" 0.063" 22UG60 25 1%" 0.056" —26L039 10 
#10 _ “Ae 0.047, 22UG92_-100 i 3 0.1562" G6RPR2 21 1Vie" 0.098" 1NU79 25 Ye 0.056" 261037 10 
“fs? 0.063" 22UG94_ 100 2% 0.146" 26062 2 Te’ 0.063" 22UG61 25 v, 0.047" 22UG03 50 
%2 V8 0.065 _IWHF2 100 au cy 0.146" 26L063 2 Tv" 0.062" GUKX6 50 Te 0.047" 22UG01 50 
0.0469" WJY66 100 3%" 0.1875" G6RPT? 25 Yo" — 1% 0.109"  22UE44 25 THe" 0.065"  25DK31 50 
10 a aitete OREN 73 3%" 0.180"  22UE32 5 1" 0.063" 22UG62 25 ye us 0.047 220607 30 
2 ; _ oe 0.156"  22UH21 5 1%" 0.094". 26WC59 25 , a 064" 
“vs 0.0469" GRPR3__100 1% cl 0.165"  29DN18 5 1%" 0.094" A2KV22_ 625 776 7A 0.063"  19NR64 50 
wo — “6 0.0625" WJY68_—_—280 ci 0.165" 42X38 90 on 1%6 0.095"  22UG29 25 7A 0.050" 6UKZ1 100 
“es __(0.0469"  GRPNO 280 cy 0.156" 42JX92 90 % 1%" 0.134" 22UG34_—25 ta" 0.056" 26040 10 
“ve Ae 0.0469" WY27 100 we 4 0.1875"  6DYW7 10 y¢ 12 0.094" 22UG63 25 ik 0.056"  26L041 10 
a Mien dnpen ‘ 40.1875" GRPTB 10 . Tvs" 0.094" 42KV23 600 yw Tver 0.090" 26104210 
ee eee eee a eo 
Ye Re —*0.063" 22UG97 100 Low Carbon Steel Plain Finish 1%e" 0.063"  42KV24 775 1" 0.063"  22UG13 50 
0.063"  _22UG98 100 #2 %e' —0.156"  6DYZ3 ‘100 sy 1%" 0.078" 6UKX7 10 5%a" 0.051" 2DNX5 25 
vA __U.0b29"__tav29_100 #4 i 0.156"  6DYZ4 100 1¥% 0.109" 22UG66 25 7 0.056"  26L043 5 
0.0025 GRERS _100 #5 %e" 0.03125" 6DYZ5 100 1%" 0.078" 22UG65 25 iv" 0.056" 2610445 
“is (0.0625 _sWY72 ‘100 #6 ¥% 0.0469"  6DYZ6 100 1%" 0.078" 42KV25_— 775 112" 0.090" 26L045 —=+5 
1% 0.065" IWHF6 100 #8. Ys’ 0.0469"  6DYZ7 100 1%" 0.109" 42KV26 325 5%a" 0.065" 25DK33 25 
"Ae 0.0625" _6RPP1 100 wo 20.0469" 6DYZ8 100 1%" 0.109" 22UG67 20 ge ae" 0.047" 19NRG2__25 
je 2 0.063 22UH01 100 Ye" 0.0469"  6DYY1 100 va 0.125"  22UG68 20 T 0.188" 42KL90 775 
*% 0.063" _@2UGds_100 #2, %6' 0.0625"  6DYZ9 100 1%" 0.109" 42KV27_— 460 Ty" 0.064" 2DNZ9 25 
1 0.063" 22UH02__100 ys 0.065" 2DA56 100 yp" 2" 0.125" 42KV28 180 1% 0.060" 6UKZ2 100 
Y _(0.0781 __—«AJY31___100 yy" ¥s" 0.0625"  G6DZA0 100 1%" 0.110" GUKX8 ‘10 1% 0.047" 22UG17 25 
20.0761 _GRERS _100 4%a" 0.065" 2DA30 100 1142" 0.134" —-25DK43_—-20 1% 0.063" 22UG18 25 
Fst 0805" —BRPPZ—100- yg 17° —anoar — phot 166 0110" UKXS 10 "0.086" 26L046 
16 : Ye" 46" ‘ i ; " , i: 
“f2_(0.063" — 22UH03__100 7s 0.083"  2DA31__ 100 ys 20.165" 22UE45 5 Tv" 0.090" 26L047_ —«+5 
yp" 1 0.063" _22UH04 100 iH" 0.065" 2DA58 100 1%" —*0.134"—-25DK44— 5 1% 0.090" 26L048 5 
a a a 
4 i 5 , m y y : - 
10.0781 W383 100 5%" 0.0625" 6DZA3 100 2v0" 0.165" 22UE46 5 1%" 0.188" 42KL95 700 
1 _ 0.0781 6RPR6__100 the’ — 5%a" 0.065"  22UE07 50 ey 0.109"  22UG70 5 Yo" 1%" 0.125" 42KL96 875 
“a 0.0625" WJY76 50 iv" 0.083" 22UE16 50 i Ph 0.134"  25DK45 ‘5 1%" 0.188" 42KL97 600 
Yis__0.0623_GREPS_50 1Vie" 0.0937"  6DZA4 100 2" 0.134" 42KV01 265 1% 0.097". 2DPA1 25 
mi pee Se litg 2 vo! _1¥is" 0.095" 22UE08 50 2" 0.109" 42KV29 255 Ta" 0.062" 6UKZ3 100 
ee ee a 
~/e4__0.005"_20DK16__50 © 47542" 0.109" 25DK13 25 1%" — 2%" 0.165" 1NU73.—*S 1%" 0.094" 42KL99_—675 
1 ; ee ae a tt 1%" 0.0937"  GDZAG 100 2¥i" 0.134" A2KV02 215 1Vie" 0.063" GUKZ4 100 
F 5A a" u u u M u 
a a eo ao 
To _0.0937" W780 1%" 0.134" 22UE18 25 2%" 0.165"  42KV03 130 1152" 0.090"  26L071 ‘5 
1%e 0.0937" 6RPP4 50 1%" 0.1406" 6DZA7 100 iy: 3% 0.180" 29DU16 5 %e" — 1542" 0.095"  25DK35 25 
img —o.10a"—pouno 0 eB — 44 — te ee rg" 0-109" 22UE33 96 
4 : j : if " 4" : ij 30" ‘ j 
we 19" 0.109" 22UH11 50 1%" 0.134" 42X25 500 "2" "30.165" 42KV05 90 i’ 0.094" 22UG25 25 
aa 2¥" 0.165"  22UE61 ‘10 316 Stainless Steel Finis 1%" 0.094" 42KM02 550 
10.109" 42X83 350 ys —1%" 0.1406" 6DZA8__100 Ae 0.047"  22UG54 50 1%" 0.090" 26L073_—«O5 
10.1094" GRPR8__ 100 1%" _(0.134"-22UE10 ‘10 Ae" 5% a" ——*0.095" —29DU03 25 2v," 0.146" 26L075 +5 
1 -0.109" 22UE24 50 1%" 0.134" 42X26 350 TV" 2%" 0.165" 25DK47_— 5 1%" 0.090" 26L074_ «+5 
ay) ae oe : 2" 0.1406" 6DZA9 100 18-8 Stainless Steel ood a = ye 0.095" ZSDK36 25 
2" 0.090" 26L051 5 1 —si— p85" DUET 6 40 Yar 0.095" —96LOT4 10 146" 0.095" 42KL38 775 
1¥%2" 0.095" 22UE21 25 py 0.134" 42JX27 265 ys" 0.022" 26L015 10 1%6" 0.219" 42KM04 400 
As" Ae 0.094" 22UH12__25 Te" 2%" 0.165" 22UE75 5 7a 0.022" 26L017 ~—‘10 1%" 0.125" 42KM05 600 
vie 0.094 42X84 _ 950 iw 3 0.165°  22UE80 5 #1 %32° 0.022" 26L016 10 Ys" — 1% 0.188" 42KM06 400 
120.1094" _GRFRQ__50 Te 2" 0.184" 29DN12_— 5 %o 0.028"  26L018 10 1%" 0.062". —«GFDG9 ~—-25 
yer (0.109 22UE25 25 1" 2%" 0.165" 29DN13_ «5 i 0.028" 261020 25 1%" 0.078" 6UKZ5 ~—=50 
1 UNG __420X85_ YoU 3%" 0.1562" G6DYY6 25 #2 ie —-0.022" 26L019 25 1%" 0.078" 22UG30 25 
ul a set wee = 194" a 0.1562 BDZEZ 25 To" 0.028"  26L021 25 1% 0.108" 220631 z 
4 , M " m : " 
2” (0.146 26L054 5 ae 3" 0.1875" BDYY7 25 1%" 0.063" 42KM07 750 
ye 1%" 0.090" 261052 5 1" "3" 0.165" 29DN14__5 1%" 0.078" 42KM08 875 
1%e 0.0937 41HH90 775 » 4" 0.1875" GDYY8 10 1%" 0.109" 42KM09 850 
194" 0.1406"  6RPTO 50 1% q" 0.180"  42JX97 40 
1%" 0.134" 22UE26 25 | CONTINUED | ] 
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Washers 
Fits Bolt Outside Item Pkg Fits Bolt Outside Item Pkg. Fits Bolt Outside Item Pkg. 
Sizes Dia. Thickness No. Qty. Sizes Dia. Thickness No. Qty. Sizes Dia. Thickness No. Qty. 
Flat Washers Low Carbon Steel Zinc Yellow Finish vig 20:00mm 2mm ___-22¥G92__50 M5 10.00mm 1mm 25DK50 100 
M3 00mm 0.8mm  25DL16 100 30.00mm 2.5mm  25DL38 50 M6 12.00mm 1.60mm 2WY87 100 
Fits Bolt Outside Item ~— Pkg. M4 12.00mm 1mm 25DL17 100 M12 24.00mm 2.50mm  6FA39 25 M7 14.00mm 1.6mm  25DK51 100 
Sizes Dia. Thickness No. Qty. M5 = 15.00mm 1.2mm _ 25DL18 100 37.00mm 3mm _ 29DL39 25 Ms  16.00mm 1.60mm 2WY88 100 
134" 0.075"  6FDHO 20 M6 18.00mm 1.6mm  25DL19 100 M14 28.00mm 2.50mm_ 6FA41 25 Mi0 20.000mm 2mm 2WY89 100 
a 0.125" 22UG36 20 M8 2400mm 2mm _— 25DL21 100 M16 30.00mm 3mm 22UE69 10 Mii 2400mm 2.5mm  25DK52 50 
1%" 0.109" 22UG32 20 Mi0 30.00mm 2.5mm 25DL22 100 50.00mm 3mm _  25DL40 10 Mi2 2400mm 2.5mm 22YG88 50 
15/4" 0.109" 22UG35 20 M412 3/7.00mm 3mm _  25DL23 50 Mi8 34.00mm 3mm 6FA45 =10 Mi4 28.00mm 2.50mm 2WY91 50 
1%" 0.109" 42KM10 560 37.00mm 3mm  42GL34 450 M20 3/7.00mm 3mm  22UE/0 5 Mi6 30.000mm 3mm _  22YG89 25 
1%" 0.219" 42KM11 300 Mi4 4400mm 3mm _ 25DL24 50 60.00mm 4mm _  25DL41_ 5 Mi8 3400mm 3mm 2WY93 25 
1%" 0.125" 42KM12 340 Mi6  50.00mm smi 25DL25 25 M24 44.00mm 4mm 6FA49 5 M20 3/7.00mm 3mm  22UE48 10 
1%" 0.250" 42KM13 200 M20 60.00mm 4m 25DL26 10 M27 50.00mm 4mm _  25DL09 5 M22 39.00mm 3mm _— 25DK53_ 10 
4" 134" 0.078" 42KM14 420 Low Carbon Steel Zinc Plated Finish M30 56.00mm 4mm 22UE/1 5 M24 4400mm 4mm 22UE49 10 
19%" 0.109"  42KM15 400 Mo 50mm 0.3mm DR19 100 M33  60.00mm 5mm  25DL10 2 M33 60.00mm 5mm  25DK56 2 
2 0.125" 42KM16 400 7.00mm 0.8mm  29DJ18 100 M36 66.00mm 5mm  22UE72 2 140HV Steel Zinc Plated Finish 
134" 0.110"  6UKZ6 25 M2.5 800mm 0.8mm  29DJ19 100 A2 Stainless Steel Plain Finish M1.6 400mm 0.30mm _ 6EY45 100 
2," 0.146" 26L078 2 M3 6.00mm 0.5mm  38DR21 100 Mi. 400mm 0.3mm  22UH24 50 M2 500mm 0.30mm_ 6EY47 100 
1%" 0.090" 26L076 2 9.00mm imm _ 38DR82_=—100 Mo 2: 00mm 0.3mm  22UH25 50 M2.5 6.00mm 0.50mm_ 6EY49 100 
Zz 0.090" 26L077 2 M3.5 11.00mm 0.8mm  25DL11 100 700mm 0.8mm  25DL28 50 M2.6 /.00mm 0.5mm  25DK91 100 
11%e" 0.134" 25DK37 20 M4 8.00mm 0.5mm  38DR22 100 M2.5 600mm 0.5mm 22UH30 50 M3 7.00mm_ 0.50mm__GEY51_——100 
11%0" 0.134" 42KL39 500 12.00mm 1.6mm _ 38DR33 100 M2.6 /.00mm 0.5mm  29DJ73 50 M3.5 800mm 0.5mm  29DJ16 100 
134" 0.156" 42KM17 300 M5 9.00mm imm _ 38DR23_—100 M3 7.00mm 0.5mm  26WC30 50 M4 _9.00mm_ _0.80mm__GEY55 100 
134" 0.250"  42KM18 190 15.00mm 2mm _ — 38DR34 100 M3.5 8.00mm 0.5mm  26WC31 50 M5  10.00mm  imm 6BEY57 100 
Zz 0.110"  6UKZ7 25 M6 11.00mm 1.6mm  38DR24 100 “  11.00mm 0.8mm 29DJ77 50 M6 12.00mm 1.60mm_ 6EY59 100 
2/4" 0.146" 26L081 2 17.00mm 3mm _— 38DR35 100 M4 9.00mm 0.8mm 26WC32 50 M7 14.00mm 1.60mm _ 6EY61 100 
11%0" 0.090" 26L079 2 M7 22.00mm 2mm _— 25DL12 100 M5  10.00mm imm_ 26WC33 50 M8  16.00mm 1.60mm_6EY63 100 
24 0.146" 26L080 2 Mg 15.00mm 1.6mm  38DR25 100 M6 12.00mm 1.6mm  26WC34 50 Mid 20.000mm 2mm 6EY65 100 
V/s" 2" 0.094" 22UG38 5 21.00mm 4mm _— 38DR36 100 17.00mm 3mm _  38EA32 100 Mii 2400mm 2.5mm  25DK92 50 
, 2 0.109" 22UG39 5 M10 18.00mm 1.6mm  38DR26 100 M7 14.00mm 1.6mm 26WC35 50 Mi2 2400mm 2.5mm 22UH22 50 
24" 0.141" 22UG40 5 25.00mm 4mm _— 38DR3/7 100 Mg 16.00mm 1.6mm  26WC36 50 M14 28.00mm 2.50mm _ 6EY19 50 
134" 0.134" 25DK38 95 M12 20.00mm 2mm _— 38DR2/ 100 21.00mm 4mm __ 38EA33_ 100 Mi6 30.000mm 3mm  22UE53 25 
194" 0.134"  42KL40 350 30.00mm 6mm _ — 38DR38 100 M10 20.000mm 2mm _ 26WC37 50 Mi8 3400mm 3mm 2WY99 25 
Z 0.094" 42KM19 300 M14 2400mm 2.5mm 38DR28 100 25.00mm 4mm _ — 38EA34 100 M20 3/7.00mm 3mm  22UE54 10 
2 0.109" 42KM20 330 4400mm 3mm _— 25DL13 50 M12 2400mm 2.5mm 22UE59 25 M22 39.00mm 3mm _— 25DK93_ 10 
24 0.141"  42KM21 175 M16 28.00mm 2.5mm 38DR29 100 30.00mm 6mm — 38EA35 50 M24 4400mm 4mm _ — 22UH23 10 
Zz 0.188" 42KM22 190 40.00mm 6mm _— 38DR39 100 M14 28.00mm 2.50mm  6FA13 25 M27 50.00mm 4mm _  25DK94 5 
Zz 0.250" 42KM23 150 M18 30.00mm 2.5mm 38DR30 100 4400mm 3mm _— 25DL29 25 M30 56.00mm 4mm  22UE55 5 
2 0.281" 42KM24 125 96.00mm 4mm 25DL14 25 Mi6 30.000mm 3mm _  26WC38 10 M33  60.00mm 5mm  25DK95 2 
ze 0.110" 6UKZ8 10 M20 34.00mm 3mm _ — 38DR31 100 Mi8 3400mm 3mm 6FA17 ~=10 M36 66.00mm 5mm  22UE56 2 
134" 0.090" 26L082 2 4400mm 8mm _— 38DR41 100 M20 3/7.00mm 3mm _  26WC39 5 M39 72.00mm 6mm  22UE5/ 2 
{" oO: 0.146" 26L084 2 Moo 39.00mm 3mm  29DJ20 10 M22 39.00mm 3mm  25DL03 5 M42 78.00mm /mm  22UE58 2 
24" 0.165" 22UE34 5 90.00mm 8mm _ — 38DR42_ 50 Moa 4400mm 4mm  26WC40 5 78.00mm /mm  42GK97 54 
2¥," 0.141" 22UG45 5 Moa 50.00mm 1.0mm  38DR43 50 72.00mm 5mm  25DL30 5 M45 85.00mm /mm  25DK96 2 
z 0.134" 25DK39 5 72.00mm 5mm  25DL15 10 M27 50.00mm 4mm _  25DL04 5 M48 92.00mm 8mm _  25DK97 2 
Zz 0.134"  42KL41 = 265 M30 68.00mm 1.0mm 38DR45 25 96.00mm 4mm  22UE62 5 M52 98.00mm 8mm  25DK98_ 1 
2" 0.109" 42KM25 285 92.00mm emi 29DJ22 5 M30 56.00mm 4mm  42GT58 185 98.00mm 8mm  42GL01 30 
2)" 0.141"  42KM26 125 M36 110.00mm 8m 29DJ24 2 92.00mm 6mm 25DL31 5 M56 105.00mm 9mm  25DK99_ 1 
QV" 0.219" 42KM27 115 Low Carbon Steel Fiiaca: Black Finish M33 60.00mm 5mm 25DL05 2 105.00mm 9mm 42GL02 23 
2" 0.125" 6UKZ9 10 Mi6 30.00mm 3mm 2WY83 50 60.00mm 5mm  42GT59 132 M64 115.00mm 9mm  25DL02 1 
2" 0.090" 26L085 2 Mi8 34.00mm 3mm 2WY84 25 66.00mm 5mm  22UE63 2 140HV Steel Plain Finish 
414" 34" 0.146" 26L087 2 M20 37.00mm 3mm 2WY85 25 M36 66.00mm 5mm _42GT60 108 M6 2.00mm 1.6mm  25DK70 100 
i 2/4" 0.146" 26L086 2 M24 4400mm 4mm 2WY86 25 110.00mm 8mm _ — 25DL32 2 M8 16.00mm 1.6mm _ 25DK71 100 
2/4" 0.165" 22UE35 95 A4 Stainless Steel Plain Finish M39 72.00mm 6mm  42GT61 74 Mi0 20.00mm 2mm _ — 25DK72 100 
24" 0.134"  29DR18 5 M1.6 400mm 0.3mm _  25DL07 50 M42 78.00mm /mm  42GT62 54 Mii 2400mm 2.5mm  25DK73 50 
24" 0.134" 42KL42 215 M2 500mm 0.3mm  22UE64 50 200HV Steel Zinc Plated Finish Mi2 2400mm 2.5mm  25DK74 50 
2," 0.281"  42KM28 M2.5 600mm 0.5mm  22UE65 50 M6 12.00mm 1.6mm  25DK57 100 M14 28.00mm 2.5mm  25DK75 50 
2/4" 0.125" 6ULAO 10 M2.6 /.00mm 0.5mm  29DK29 50 M8 16.00mm 1.6mm  25DK58 100 Mi6 30.000mm 3mm _  25DK76 25 
24" 0.146" 26L088 2 M3 700mm 0.5mm 22UE66 50 Mi0 20.00mm 2mm _— 25DK59 100 Mi8 3400mm 3mm _  25DK77 25 
41/4" cy 0.146" 26L089 2 9.00mm 0.8mm  25DL33 50 Mi2 2400mm 2.5mm  25DK60 50 M20 3/7.00mm 3mm _ 25DK78 10 
: 34" 0.234" 26L090 2 M3.5 800mm 0.5mm  29DK30 50 M14 28.00mm 2.5mm  25DK61 50 M22 39.00mm 3mm _ 25DK79 10 
3 0.165" 22UE36 5 M4 9.00mm 0.8mm  22UE67 50 Mi6 30.00mm 3mm _ — 25DK62 25 M24 4400mm 4mm _— 25DK80 10 
2," 0.165" 25DK40 5 12.00mm  imm — 25DL34 50 Mi8 34.00mm 3mm _  25DK63 25 M27 50.00mm 4mm _ 25DK81 5 
242" 0.165" 42KL43 130 M5 10.00mm imm  22UE68 50 M20 3/7.00mm 3mm _  25DK64 10 M30 56.00mm 4mm  22UE50 5 
13" 2/4" 0.165" 42KL44 110 15.00mm 1.2mm  25DL35 50 M24 4400mm 4mm _ — 25DK65 10 M33 60.00mm 5mm _  25DK82 2 
1%" 34 0.125"  6ULA1 10 M6 12.00mm 1.6mm  22YG90 50 M27 50.00mm 4mm _  25DK66 5 M36 66.00mm 5mm  22UE51 2 
1" 2," 0.146" 26L083 2 18.00mm 1.6mm  25DL36 50 M30 56.00mm 4mm _  25DK6/ 5 M39 72.00mm 6mm _  25DK83 2 
3" 0.180" 22UE37 5 M7 14.00mm 1.6mm _ 38EC12 50 M33  60.00mm 5mm  25DK68 2 M45 85.00mm /mm  25DK84 2 
1%" 3 0.165" 25DK41 95 Mg 16.00mm 1.6mm  22YG91 50 M36 66.00mm 5mm _  25DK69 2 M48 92.00mm 8mm _  25DK85 2 
a 0.165" 42KL45 90 24.00mm 2mm _— 25DL37 50 140HV Steel Zinc Yellow Finish M56 105.00mm 9mm  25DK87 1 
M 700mm 0.5mm  25DK48 100 M64 115.00mm 9mm _  25DK89_ 1 
M4 9.00mm 0.8mm _  25DK49 100 
Fits Bolt Outside Item Pkg. Fits Bolt Outside Item Pkg Fits Bolt Outside Item Pkg. 
Sizes _ Dia. Thickness No. Qty. Sizes _ Dia. Thickness No. Qty Sizes _ Dia. Thickness No. ty. 
#8 ¥s' 0.002" to 0.042" 2DNN2 100 #12 %6' 0.051" to 0.080" 2DNJ2 50 #8 1%4" 0.029" to 0.035" 2DNT4 100 
¥e' _ 0.006" to 0.026" 2DNN3_ 100 ys" %' 0.051" to 0.080" 2DNJ3_ 50 1%4" 0.014" to 0.018" 2DNT5 100 
10 “es 0.053" to 0.073" 2DNN4 100 474" 0.051" to 0.080" 2DNJ4 50 10 2464" 0.059" to 0.067" 2DNT6 50 
“es 0.022" to 0.042" 2DNN5 100 5/6" Ye 0.051" to 0.080" 2DNJ5 50 2¥64' 0.029" to 0.035" 2DNT7 50 
Vj" Yo" _0.053" to 0.073" 2DNN6_50 Zi’ _0.064" to 0.104" 2DNJ6_ 25 y);" 1330" 0.059" to 0.067" 2DNT8 50 
Yo" _ 0.022" to 0.042" 2DNN7 50 p" 16 0.051" to 0.080" 2DNJ7 25 1¥%30" 0.029" to 0.035" 2DNT9 50 
ba. 5" %6' 0.053" to 0.073" 2DNN8 50 "0.064" to 0.104" 2DNJ8 25 NAS1149 ANS! Standards 
a a %6' 0.022" to 0.042" 2DNN9 50 Tg" °%4" 0.051" to 0.080" 2DNJ9 25 #2 0.028" to 0.036" 2DNV9_ 100 
— yp" ¥%' _ 0.053" to 0.073" 2DNP1 50 1%" 0.064" to 0.104" 2DNK1_ 5 #3 i 0.028" to 0.036" 2DNW1 100 
Military %" 0.022" to 0.042" 2DNP2 50 Yo" 1%6 0.074" to 0.121" 2DNK2 #4 %e' 0.028" to 0.036" 2DNW2 100 
76" Ya" _0.053" to 0.073" 2DNP3 25 1%" _ 0.086" to 0.132" 2DNK3_ 5 #5 “es _ 0.037" to 0.047" 2DNW3 100 
S ecification Ya" 0.022" to 0.042" 2DNP4 25 5/5" 1%6' 0.074" to 0.121" 2DNK4 5 #6 ¥s' _ 0.028" to 0.036" 2DNW4 100 
p Yo" i" 0.053" to 0.073" 2DNP5 25 1%" 0.108" to 0.160" 2DNK5 5 #8 ¥s' _ 0.028" to 0.036" 2DNW5 100 
Zs 0.022" to 0.042" 2DNP6 25 Yq" 1192" 0.108" to 0.160" 2DNK6 5 #10 “~ce 0.028" to 0.036" 2DNU1 100 
Flat Washers He" 1Vie" 0.053" to 0.073" 2DNP7 25 ‘ 2" 0.122"to 0.177" 2DNK7 1 Ae" 0.057" to 0.069" 2DNU2 100 
j %e' 1%6 0.053" to 0.073" 2DNP8 25 Vy" 134" 0.108" to 0.160" 2DNK8 4 yj" Yo" _ 0.028" to 0.036" 2DNU3 50 
=» 18-8 Stainless steel Ya" 1%6 0.080" to 0.100" 2DNP9 10 : 24s" 0.136" to 0.192" 2DNK9 1 4 Yo" _ 0.057" to 0.069" 2DNU4 50 
Ze 1%" 0.080" to 0.100" 2DNR1 10 4" " Q.108" to 0.160" 2DNL1 1 5/46 %6 0.028" to 0.036" 2DNU5 50 
Fits Bolt Outside Item Pkg. ike 1%" 0.080" to 0.100" 2DNR2 10 242" 0.136" to 0.192" 2DNL2 1 ui %6 0.057" to 0.069" 2DNU6 50 
Sizes _ Dia. Thickness No. (Qty. MS15795 ANSI Standards NAS620 ANSI Standards Yq" ¥ 0.028" to 0.036 2DNU7 50 
18-8 Stainless Steel Plain Finish #0,1 Ye 0.016" to 0.025" 2DNH1 100 #0 32" 0.014" to 0.018" 2DNR3_ 100 . %s' 0.057" to 0.069" 2DNU8 50 
AN960 ANSI Standards #2 Ys" 0.016" to 0.025" 2DNH2 100 #2 %32' 0.014" to 0.018" 2DNR4 100 Te! Ys" 0.028" to 0.036" 2DNU9 25 
#9 Ya" 0.022" to 0.042" 2DNL3 100 #4 Ys" 0.017" to 0.028" 2DNH3 100 #3 Ye 0.029" to 0.035" 2DNR5 100 i Ys" 0.057" to 0.069" 2DNV1 25 
Ys" _0.006" to 0.026" 2DNL4 100 %6' 0.032" to 0.040" 2DNH4 100 Ye 0.014" to 0.018" 2DNR6 100 yy" Ys 0.028" to 0.036" 2DNV2 25 
#3 Ya" 0.022" to 0.042" 2DNL5 100 #6 %6' 0.027" to 0.048" 2DNH5 100 #4 1¥64" 0.029" to 0.035" 2DNR7 100 Ys’ 0.057" to 0.069" 2DNV3 25 
Ys" 0.006" to 0.026" 2DNL6 100 ¥e' _ 0.036" to 0.065" 2DNH6 100 1¥64" 0.014" to 0.018" 2DNR8 100 V6" 1%6' 0.028" to 0.036" 2DNV4 10 
#4 %6' 0.002" to 0.042" 2DNL7 100 #8 ¥e' _ 0.036" to 0.065" 2DNH7 100 #5 '%4" 0.029" to 0.035" 2DNR9 100 ¥e" 1%6' 0.057" to 0.069" 2DNV5 5 
%6 0.006" to 0.026" 2DNL8 100 Ye 0.036" to 0.065" 2DNH8 100 1¥%4" 0.014" to 0.018" 2DNT1 100 fa 1%6' 0.082" to 0.098" 2DNV6 5 
#6 ¥s' 0.002" to 0.042" 2DNL9 100 #10 “se _0.036" to 0.065" 2DNH9 100 #6 '%4' 0.029" to 0.035" 2DNT2 100 Ze 1%" 0.082" to 0.098" 2DNV7 5 
¥e' _ 0.006" to 0.026" 2DNN1 100 Yo" 0.036" to 0.065" 2DNJ1 100 '%4" 0.014" to 0.018" 2DNT3 100 
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Washers Details on page A1. 
Fits Fits 
Bolt Outside Item — Pkg. Bolt Outside Item —— Pkg. 
Sizes Dia, Thickness i 7 Oy. Sizes HB. Thickness eNeg aly. 
H ' 4" 4 5 16. 64" 64" 
Thick and Extra- %" +9" 0.1406" 1KA18 25 es Tee BRY TO 25 
2 yj ey 0.148"  25DK25 20 43" 249" 
Thick Flat Washers ry 0.165"  22UF25 10 7 ‘194! yi" 5RY72__10 
; 2 0.165" 22UG23 5 il ws 0.25"  22UH27 5 
Fits Fits 2 Vp" 0.165" 42JX13 110 TV" 274" 0.25"  22UH28 5 
Bolt Outside Item Pkg. Bolt Outside Item Pkg. TH" 3" 0.165"  25DK27 5 TV" DV" 0.25"  22UH29 5 
Sizes __ Dia. Thickness _No. Qty. Sizes __Dia. Thickness __No. Qty. 12" wa 0.180"  29DN11 a 19%" 24" Va 5RY/6 ° 
18-8 Stainless Steel Plain Finish 1%" 3% Yq" 1JUX7 1 Low Carbon Steel Plain Finish 1¥," 3 0.25° 22UH31 a 
#0 0.016'  22UF83 50 a" 39," ye" 4JUX8 1 Mee 0.049"  2DA29 100 Fits 
AL 2" 0.016" 22UF84 50 Ve" Ai," ie 1JUX9 1 wh" 13," 0.109" 381182 550 Bolt Outside Item Pkg. 
#2. ve 0.031" 22UF85 50 3" +o" Ae 1JUY1 1 Aer 142" 0.109" 25DK13 25 Sizes Dia. Thickness No. Oty. 
#A Yq 0.063" 22UF86 50 3 if" 612" Ae. 1JUY2 1 %" 134" 0.134" 381183 275 18-8 Stainless Steel Plain Finish 
V6" 0.078° 22UF8/7 _50 4" 1 Ve. Ae. 1JUY3 1 ya" Zz 0.143 381196 340 800mm amm 1J¥C3 ~=10 
#6 Ye" 0.063" 22UF88 50 ei Va 0.083" 29DR35 25 Tm DV; 0.165" 381185 140 M3 500mm 3mm 4JYD7—— 2 
Re 0.063" 22UF90 50 304 Stainless Steel Finish is 0.165" 381184 110 1000mm~ 2mm 1d¥¢4 40 
#3 0.078"  22UF9T 50 3" il 0.188" 22UG12 50 Ti" OH" 0.165" 42JW85 95 M4 400mm 3mm 1JYD8 2 
# Ve" 0.078" 22UF92 50 i" ‘Tie 0.219"  22UG26 25 Tyr" 0.165" 42JW86 80 100mm 2mm 4d¥C5 10 
#10 Ye 0.094"  22UF93 _50 " 2. 0.281" 22UG43 5 434" 34 0.180" 25DK15 5 Ms 15.00mm 3.50mm  1JYD9 3 
Yo 0.078°  22UF95 _50 2 0.109" 22UG44 5 : 34 0.180"  42JW87 110 13.00mm 250mm 1JYC6 10 
yj 0.125" 22UF97 50 TH" DY," 0.219" 22UG46 5 iy 3 0.180" 22UE20 5 M6 -48°00mm 450mm 1JYE1 2 
Ye" 0.188"  22UF98 50 316 Stainless Steel Plain Finish : 3" 0.180" 42JW88 55 16.00mm 3mm 1JYC7 ~=10 
Tog 0.065" 29DR32 50 eA" 0.083" 42KV44 925 c/n 0.180"  22UE13 5 M8 -59°00mm~ 5mm 1JYE2.? 
575" 0.094" 22UF99 50 ye" 13," 0.109"  42KV45 550 4s 0.180"  22UE14 5 1900mm 3mm 4d¥G8 10 
16" 0.094" 22UG02 50 i" 194" 0.134" 42KV46 275 i 5 0.238"  22UE15 5 M10 —53°Q0mm~ 5mm 1JYE3 2 
5g" fa 0.094" 22UG04 50 Re A 0.165" 42KV47 135 Low Carbon Steel Zinc Plated Finish 22.00mm 3mm 1JYC9 ~~ 0 
¥;" 0.125" 22UG05 50 toy" 0.165"  42KV48 110 ys" 69/94" 0.065" 25DKi8 100 ™l2-5é°Qomm 5mm 1JYE4 
fa 0.188" 22UG06 50 1%" 2/4" 0.165"  42KV49 95 ”c. 1Y%" 0.083"  42JW92 950 25.00mm 3mm 1JYD1 5 
75" 0.083" 29DR33 50 ty" 3" 0.165"  42KV50 80 Ae 1" 0.109" 22UH13 25 M14 57°00mm 5mm 1dYE5 2 
yj" 0.094" 22UG08 50 TH" 3" 0.180"  42KV51 110 5" 13s" 0.134"  42JW95 350 58.00mm 3.50mm  1JYD2. 5 
yy 0.125" 22UG10 50 1%" 3%" 0.180"  42KV52 55 ame 0.156" 22UH15 20 M16 -35'00mm 5mm 4JYE6 2 
il 0.125" 22UG11 50 Case Hardened Steel Black Oxide Finish or 0.148" 25DK19 20 3500mm 350mm 1JYD3.5 
Tt" 0.083" 29DR34 50 57 Ye SRY23_—_10 T 2%" 0.165" 42swos 110» M20 -35"q0mm 5mm — 4JYE7 1 
29/50" 0.125" 22UG14 25 vi V5! 6° 5RY26 10 TH" DY," 0.156" 22UHi7 5 40.00mm 4mm 1JYD4.2 
he’ 1" 0.125" 220615 25 eT He" BRY29 10 sy 37" 0.180" 22UE31 5 24-43. 00mm 6.50mm VER 
i 0.188" 22UG16 25 Ae he" 5RY32. +5 314" 0.180" 42JX02 60 M30-44.00mm 4m 1JYD5 2 
1Ve" 0.188" 22UG19 25 le “ie ORY34 TAN 3 0.180" _42JX03_——55 Case Hardened Steel Black Oxide Finish 
1¥8" 0.125" 22UG20 25 ¥B 1% V6" 5RY3/ 3 Not Graded Brass Plain Finish 8 00mm omm 5RE85 95 
vo’ 1 0.188" 29UG21 25 ys 1% y_ 5RY40___5 #0" Ya" SRUAG 5 M3 —43°00mm 3mm 5RE98 5 
13%" 0.109" 29DR36___25 nt Yar BRY43 5 ys —* Ye___9RUA9 3 10.00mm_ —_2mm___ SRE86_——-25 
1%" 0.109" 42KM43__550 oe He BRUTY 5 A He" SRY24 5 M4 44:00mm 3mm 5RE99 5 
vq —1'%e" 0.188" 22UG24— 25 2" Yr BRY46 j_h 2A ye" BRUS2 5 1.00mm 2mm 5RE87 10 
1" 0.109" 42KM44 500 TA" 2Ve Fa" SRUT4 5 A Ye BRY2T_ 5 MS 500mm 350mm 5RU10 5 
yn 1 0.125" 22UG27 25 1H" 27" Ys" BRUTE 5 yy —2& ye" BRUSS 5 13.00mm 2.50mm 5RE88 10 
rs / 0.134" 42KM45 775 Case Hardened Steel Plain Finish 8 {" %e" 5RY30. 5 M6 300mm 450mm 5RUI1 5 
15" 0.125" 26WC58 20 #4 He" 0.078" 22UF71__ 100 yy) 18 ye" SRUGO 5 16.00mm 3mm 5RE89 10 
yy) LK 0.25" 22UG33_ 20 #69 0.078" 22UF72 100 175" Ye 5SRY35 5 M8 -59'00mm 5mm SRU125 
rn By 0.219" 26WC57 20 # re 0.078" 22UF73 100 rm E's ye" BRUGBS 5 19.00mm 3mm 5RE90 10 
9" 0.148" 42KM46 500 HO. 0.094" 22UF74 100 | Ty" ~g"5RY38 5 M10 -53'00mm 5mm 5RU13 5 
135" 0.156" 19NT66 5 mn 0.125" 22UF75 100 ye 1% yi SRY4 22.00mm 3mm SRE91 10 
yr 1% 0.25" 22UG375 He Ve 0.125" 22UF76 100 ees Es ao" 5RUGG 5 M12 -56-00mm 5mm 5RUI4 5 
as 7 5%"  5RUZO0 5 [/n/) 0.125" 22UF77 50 ye lve yi 5RY44 25.00mm 3mm SRE92 10 
DV" 0.165" A2KM47_ 140 Ae 1" 0.125" 22UF78 50 oy Sao" 5RUBQ 5 M14 -57'00mm 5mm 5RU15 5 
rr 2" 0.188" 22UG41 5 (nL 0.125" 22UF81 20 : zr %e “SRU72 28.00mm 3.50mm 5RE93 10 
215" 0.165" 42KM48 110 71%" 0.156" 22UF82__10 a" 9" BRY47 1 M16 -35'°00mm 5mm — 5RU16 5 
Ti," 2%" 0.165" 42KM49 95 Low Carbon Steel Hot Dipped Not Graded Steel Plain Finish 35.00mm 3.50mm  5RE94 10 
Thr 3 0.165" 42KM50 80 Galvanized Finish yr TV" 0.125" 22UF79 50 M20 3.0mm 5mm 5RU17 5 
43,4" 2¥4' Yq" 1JUX4 1 Ya" 69/94" 0.065'  295DK20 100 Through Hardened Steel Zinc Yellow Finish 40.00mm 4mm 5RE95 5 
8 3in 0.180" 42KM51 110 3 0.0625" 1KA15 100 (7) %o"  BRY64 100 M24 -7300mm 650mm 5RU18 5 
ch ys" 1JUX6 Fe" il 0.0781" 1KA16 100 Her ‘te %"  5RY65 100 44.00mm 4mm 5RE96 5 
1%" 3" we 1JUX5 ey 1a 0.083" 25DK22 50 Hs" ‘THe ye 5RY66 100. 30 -4e 9mm 650mm 5RUI9 1 
315" 0.180" 42KM52 55 ys 16 0.109" 42JX08 550 Ae Yea" %e" 5RY67___50 M3650.00mm 5mm 5RE97 5 
T%" 0.1094" 1KA17 50 wv 1%q"  5RY68 50 
Fits Bolt Outside Item Pkg. 
Th rou h- a Sizes _ Dia. Thickness No. Qty. 
g < Fits Bolt Outside Item Pkg. 1/6 0.095" 6YPK1 20 
Sizes _ Dia. Thickness No. Qty. 1/6 0.122" to 0.177" 6PU24 20 
Hardened Through Hardened Steel Plain Finish yr 1% 0.219" {9NT75 25 
%"t%6' ~—0.097"to 0.177" 31JL55 25 5 THe" 0.219" A2JY23 375 
Steel Flat ie" Te" 0.122" to 0.177" 31JL56 10 1%" 0.108" fo 0.160" 6PE88 25 
Yy 11542" 0.122"to 0.177" 31JL57 10 14" 0.134" 6YPH8 25 
Washers a 7 198  0.136'to0.177"  31JL58 5 1152" 0.219" 42JY24 320 
—— r 2° 0.136"to 0.177" 31JL59 5 F va 0.122" tg oar? 6PU26 20 
Smooth hard surface for distributing bolt load. Use i ae ae 19 ae atte : : 5 aioe ees ibe oo 
with Grade 8 fasteners. Through Hardened Steel Zinc Yellow Finish 2" 0.148" 6YPH9 20 
%" _0.051"to 0.080"  6PU2 100 13" 0.134" 6YPK3 10 
Fits Bolt Outside Item Pkg. 5" 0.065" 6YPJ5 100 1%" _0.136"to 0.177"  6PU28 10 
Sizes _ Dia. Thickness No. Oty. yj" 75" 0.094" 19NT70 100 yr 1 0,25" 19NT76 10 
Case Hardened Steel Plain Finish ya" 0.051" to 0.080" 6PE76 100 19/4" 0.250" 42JY25 200 
An 0.125" 42JY11 950 75" 0.065" 6YPH2 100 2V;s" 0.136" to 0.192"  6PE92 10 
me" *138" 0.125" 42JY12 625 Ye" 0.051" to 0.080"  GPU14 50 2 VA 0.165" 6YPJO 10 
nL 0.125" A2JY13 340 Tg" 0.065" 6YPJ6 50 vy 0.134" 6YPK4 10 
a 0.156" 42JY14 330 He He 0.094" TONT71 100 vs 0.136" to 0.177" 6PU30 10 
" 2" 0.188" 19NT67 5 7" 0.004"to 0.104" GPE78 50 {' z 0.250" 42JY26 160 
2" 0.188" 42JY15 210 75" 0.083" 6YPH3 50 25" 0.136"to 0.192"  6PE9A 10 
TH" _2Ve 0.219" A42JY16 140 Te" 0.051" to 0.080"  6PU16 50 2 V5" 0.165" 6YPJ1 10 
i“ 2 0.281" T9NT69 5 THe" 0.065" 6YPJ7 50 2 VA 0.134" 6YPK5 10 
rs 0.28T" A2JY17 80 Ys! TH" 0.125" T9NT72 100 2Vs"  0.136"to 0.177"  6PU32 10 
Through Hardened Steel Black Oxide Finish il 0.064" to 0.104" 6PE80 50 14" 2Ya 0.250" 42JY27 115 
1%" 29," vA 5RY56 { il 0.083" 6YPH4 50 29s"  0.136'to 0.192"  6PE96 5 
iv. 3" vj" BRY57 { 29/50" 0.125" 19NT73 50 294" 0.165" 6YPJ2 5 
ik vA BRY58 { 5%4" 0.051" to 0.080"  6PU18 25 2V5"  0.136'to 0.177"  6PU34 10 
vy 394" 7," BRY59 { the 8%a" 0.065" 6YPJ8 25 2V5" 0.165" 6YPK6 10 
DV" Avs 6 5RY60 { 1v;" 0.064" to 0.104" GPE82 25 1%4' 21" 0.250" 42JY28 100 
ch Bye" 6 BRY61 1 TV" 0.083" 6YPH5 25 3 0.136" to 0.192"  6PE98 5 
BY" 6 He" BRY62 { 16 0.095" 6YPJ9 25 a 0.165" 6YPJ3 5 
q 7 V2" 6 B5RY63 1 ye 16" 0.097" to 0.121" 6PU20 25 iy oe 0.25" 19NT77 5 
Through Hardened Steel Hot Dippet Galvanized Finish 198° 0.086" to 0.132" 6PE84 20 2/4" 0.250" 42JY29 80 
wy ive 097" to 0.177"  31JM16 25 TH" 0.109" 6YPH6 25 3" 0.250" 42JY30 65 
19h 0.122" t00.177" 3117 10 132" 0.172" 19NT74 25 a 0.136" to 0.177" 6PU37 5 
Yy 11540" 0.122"to 0.177" 31JM18 10 32" OG We 42JY22 625 1% — 3" 0.165" 6YPK7 5 
7 198  0.136'to0.177"  31JM19 5 yt tive 0.095" 6YPKO 25 31" _0.136"to 0.192"  6PU10 5 
il 2" 0.136'to 0.177" 31JM20 5 te" 0.097"to 0.121"  6PU22 25 315" 0.180" 6YPJ4 5 
1%" 24" 0.136" to 0.177" 31JM21 2 1%!" 0.086" to 0.132" 6PE86 20 Through Hardened Steel Zinc Yellow Finsh 
tH" 2%" 0.136"to 0.177" _ 31JM22 5 vA 0.109" 6YPH7 25 M30. 56.00mm 5mm 2WY69 10 
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Nonmetallic Flat Washers 


Buna-N—Create a reliable seal against air, 


water, oils, and fuels. 


Cork Rubber—Create a reliable seal against 


oils and fuels. 


EPDM—Resistant to weather, sunlight, 
ozone, abrasion, and water. 


Neoprene—Resists fuels, sunlight, ozone, 


and oxidation. 


Phenolic—Tough, lightweight material 
resists distortion under pressure. Ideal 
insulation for electronic assembly requir- 
ing moisture resistance. 


Polyurethane—Recommended for high- 
impact operations or intense load bearing 
applications. Resists ozone, oxygen, oil, 
and grease; also long-term resistant to 
water in temperatures up to 120°F. 


Santoprene—Fatigue-resistant, 

low-compression set rubber is for 
use in automotive, consumer, and 
appliance applications. 


SBR with Inserted Cloth—2-ply 
nylon cloth-reinforced for excellent 
abrasion resistance. Ideal for cold 
weather, hot water, and low-pressure 
steam applications. 


Nylon—Strong, abrasion-resistant material 
offers low friction coefficient, electrical insu- 
lation, and noise dampening. Natural finish. 

= Bulk nylon washers are 


Viton—This specified fluo- 
roelastomer is known for its 
excellent heat-resistance. 


PTFE—Offer high temperature and 
chemical resistance, low coefficient 
of friction, and excellent electrical 
properties. For cushioning and sealing 


Silicone—Semiorganic synthetic 
looks and feels like organic rubber. 
Offer excellent fatigue and flex- 
ibility. Resistant to a wide range of 


available on Grainger.com® applications. temperatures. 
Fits Fits Fits Fits Fits 
Bolt Outside Item Pkg. Bolt Outside Item Pkg. Bolt Outside item Pkg. Bolt Outside item Pkg. Bolt Outside Item Pkg. 
Sizes Dia. No. Qty. Sizes __ Dia. No. Qty. Sizes __ Dia. No. Qty Sizes __ Dia. No. Qty. Sizes __ Dia. No. Qty. 
Buna-N, Black yp 1.062" 4PAG2 100 #5 0.400" 4DAR7 40 44 0-375" 4NFG7 100 1.000" 4MizV2_ 10 
y) 0:50" 4PAHT 10 1.062" 4PAG3 50 ag 0.438" 4DAT2_—40 0.375" 4NFG7 100 ye" 1.500" 4MZV3_—10 
0625"  A4PAH2 10 sy" 1.312" 4PAGA 50 0.312" 4DAT4 40 44 0.437" 4NFG8 50 2.250" 4MZV4_— 10 
vq 0.625" 4PAH3 10 1.312" 4PAGS 25 0.375" 4DAT6 40 0.437" 4NFG8_ 50 1.375" 4MZV5_—10 
0750"  4PAH4 10 y» 1.500" 4PAG6 25 #8 0.408" 4DAT8—40 ye 0.500" 4NFG9 50 Ye" 2.250" 4MZV6__10 
yr 0.625" 4PAHS 10 1.500" 4PAG7 25 0.500" 4DAU1_——40 0.500" 4NFG9 50 3.000" 4MZV7 5 
0750"  4PAH6 10 ;» 2.000" 4PAG8 25 0.437" 4DAU3_—40 5j_ 0-062" 4NFH1 25 1.750" 4MZV9 10 
yy 0.875" 4PAH7 5 2.000" 4PAG9 10 #10 0.562" 4DAU7 40 0.562" 4NFH1 25 56" 2.250" 4MZW1 10 
2 1.000"  4PAH8 5 Neoprene, Black 0.460" 4DAU5 40 5," 0.625" 4NFH2 25 3.000" 4MZV8 i] 
5 1.000" 4PAH9 5 0.250"  4PAC4 100 #i2 0.465" 4DAU9 40 0.625"  4NFH2 25 2.000" 4MzW2 10 
8 4500" 4PAJI 5 #8 0.312" 4PAC5 100 0.472" 4DAV2 40 ye 1.000" 4NFH3 25 yy" 2.950" 4MZW3 10 
y 1.500" 4PAJ2 5 449 0-375" 4PAC6 100 Ys" 0.687"  4DAV4 ‘40 * 4.000" 4NFH3—25 3.000". 4MZW4 5 
4" 9000"  4PAJ3 5 0.500°  4PAC7 100 0.719  4DAV6 40 PTFE, White yy 2.200" _4MZW5 10 
» 1.500" 4PAJ4 5 4p 0.437" 4PAC8__ 100 jg 0-740" 4DAV8 40 yj 0.500" 4NFE9 5 3.000" 4MZW6 5 
7000" 4PAJ5 5 0.562" 4PAC9_— 100 0.885" 4DAW1 40 0.625" 4NFF1 2.250" 4MZW7 10 
Cork Rubber, yy 0.900" 4PAD1 100 y," 0.750" 4DAW3—-40 sj_ 0.625" 4NFF2 5 1" 2.500" 4Mzw8 10 
y 0500" 4PAJ6 10 0.625"  4PAD2 100 1.000" 4DAW5 20 0.750" 4NFF3 5 3.000" 4MZW9 5 
4 0695" 4PAJ7 10 sj_° 0-062" 4PAD3__100 “~e’ 0.750" 4DAW7 40 "0.625" 4NFF4 5 1" 2-500" 4MZX1 5 
vig 0.625" 4PAJB 10 0.687" 4PAD4 100 yp 0.750" 4DAW9 40 0.750" 4NFF5 5 1 3.000" 4MZX2 5 
0.750"  4PAJ9 10 0.625" 4PAD5 100 1 290° 4DAX2 20 Vy" 0.875" 4NFF6 2 Silicone, Red 
yy 0.625" 4PAK1 10 %e' 0.812" 4PAD6_—_ 100 yy 1.057" 4DAX6 10 1.000" 4NFF7 1 #6 0.250" 4PAR6 100 
0750" 4PAK2 10 0.812" 4PAD7 50 2.000" 4DAX4 5 54" 1.000" 4NFF8 1 #8 0.312" APART 100 
yy 0.875" 4PAK3 ; yp 1.062" 4PAD8_—_50 1” 2.500" 4DAX8 5 1.500" 4NFF9 1 #10 0.500" 4PAR8_—_50 
1000" 4PAKA 5 1.062" 4PAD9 50 M2 5mm  4DAY8 50 yj, 1.000" 4NFG1 5 #12 0.562" 4PARQ 50 
1.000" 4PAKS 5 54" 1.312" 4PAE1 50 M3. 8mm 4DAZ2 ‘50 2.000" 4NFG2 5 Ys 0.625" 4PAT1 50 
+500" 4PAK6 5 1.312" 4PAE2 25 M4. 9mm 4DAZ5 ‘50 ; 1.500" 4NFG3 1 Ye" 0.687" _ 4PAT2 50 
yj 1.500" 4PAK7 Fs y, 1.500" 4PAE3 25 M5 11mm  4DAZ8 50 2.000" 4NFG4 5 ¥% 0.812" 4PAT3 50 
. 2.000"  4PAK8 5 1.500"  4PAE4 25 M6 12mm  4DCA2 50 Santoprene, Black Yo" 1.062" —4PAT4 29 
» 1.500" 4PAKS 5 ;» 2.000" 4PAES 25 M8 18mm  4DCA5 50 #6 0.250" 4PAL2_—_100 51.312" 4PATS 10 
7000" 4PAL4 5 2.000" _ 4PAE6 10 M10. 22mm 4DAY2 25 #8 0.312" 4PAL3_ 100 ys" 4.500" 4PAT6 10 
EPDM, Black Nylon, Off White M12 25mm ___4DAY5 10 #10 0.000" 4PAL4 50 1 2.000 4PAT/ 10 
#6 0.250"  4PAE7 100 #0 0.179 4DAN1 40 Phenolic, Tan #12 0.062) 4PAL5 50 Viton, Black | 
#30312" 4PAE8 100 0.196" 4DAN3 40 #4 0.312" SRE78 5 vi" 0.625" 4PAL6 50 #6 0.250" 4PAN4 50 
44 0375" 4PAE9 100 #2 0.188" 4DAN5 40 #6 0.500" 5RE79 5 Yc’ 0.687" 4PALT 50 #8 0.312" APANS 50 
0500" 4PAF1 100 0.250" 4DAN7 50 #8 0.500" 5RE80 5 Ys" 0.812" 4PAL850 #10 0.500" 4PANG 25 
#120562". 4PAF3. 100 43 0.220" 4DAN9 40 #10 0.632" 5RE81 5 ye" 1.062" 4PALQ 50 #12 0.563" 4PAN7 25 
y 0500" 4PAF4 100 0.316" 4DAP2 40 Ys" 0.625" 5RE82 5 Ye" 1.312" APANT 25 vs" 0.625" APANB 10 
0625" 4PAF5 100 0.206" 4DAP4 40 Ye" 0.569"  5RE83 5 a 1.500 4PANZ 25 Yc’ 0.687" 4PANS 10 
vq 0562" 4PAF6 100 44 0.250" 4DAP6 40 %" 0.625"  S5RE84 5 2.000" 4PAN3 10 %' 0.812" 4PAR1 10 
0.687" 4PAF7 100 0.250" 4DAP8 40 Polyurethane, White SER with Inserted Chath Black ve 1.062" 4PAR2 3 
0562" 4PAF8 100 0.280" 4DAR1 40 yg 0.250" 4NFG5 100 #10 0.563 4MZU8 10 ¥ 1.312" 4PAR3 5 
3%" 0.812"  4PAF9 100 #5 0.285" 4DAR3 40 0.250"  4NFG5 100 yj" 0.750" aMZUS 10 ¥" 1.500"  4PAR4 1 
0.319" 4PAG1 50 yg 0.312" 4DARQ 40 yg 0.312" 4NFG6 50 1.000" 4MZV1 10 1” 2.000" 4PAR5 1 
0.313"  4DAR5 40 0.312"  4NFG6 50 
NL-195" Washers FOREVER BOLT Metric Blue® Alloy | ® 
Proprietary metal treatment produces brighter finish, increased strength, Flat Washers ares tik 
and superior corrosion resistance. Blue coating Fit Bolt ven em Pi. 
Fits Bolt Item Pkg. Fits Bolt Item Pkg. Fits Bolt Item — Pkg. izes_ Outside Dia. No. Qty. 
Sizes Outside Dia. No. Qty. Sizes Outside Dia. No. Qty. ‘Sizes Outside Dia. No. aty. | P'OVIdeS alloy Steel Metric Blue Finish C 
Flat Washer M8  16.00mm 36RL22 100 Large OD Flat Washer easy metric M6 13.00mm__—5YMX9 25 
18-8 Stainless Steel M10 20.00mm 36RL23 700 18-8 Stainless Steel identification M8 18.80mm_ _SYMYO 50 
NL-19(SM) Finish M12 2400mm 36RL24 100 NL-19(SM) Finish * _M10__20.00mm__SYMY1__25 
#6 V5 36RK68 100 M16 30.00mm 36RL25 25 ik 36RK40 25 Miz 25.40mm__SYMY2_10 
#8 “ie _386RK70 100 M20  37.00mm  36RL26 10 Vy! TH" 36RK41__25 M16 32.00mm_SYMY3__5 
0 Te" 36RK73 100 316 Stainless Steel NL-19(SM) Finish : Te" 36RK42__25 M20___39.00mm_SYMY4_5 
A 36RK72 100 #8 Ag 36R 100 a 36RK43 10 M24 44.00mm_SYMYo_5 
#2 He 36RK74__100 #10 A SGRLO2 T00 sha" TV" 36RK44_10 
vy! ye 36RK76 100 #12 Ae 36RL03 25 ii Th 36RK45 10 Fits = - 
7 36RK79__50 Vj 1 36RK66 100 Tv" 36RK46___10 Bolt Outside Item Pkg. ( _ 
ie tie" 36RKB2__ 25 Ye 36RL06_ 100° gy, 17" 36RK47_10 | Sizes Dia. _No. __ Qty. = \ y 
7 36RK81__100 she THe" 36RLO7 10 : 1%" 36RK48 10 Through Hardened Steel SAMICMLCOA ee” y 
yi 1g ——3BRKBS 95 iSig—— 3BRLOS 10 ‘i 3a KS0 10 | nee SDKAT 100 e 
8 16. 9 20 3/ 16. +f," 2. 4) 17," 8 if 
1" 36RK86_ 25 %s 1’ 36RL11. 100.” 9” ——36RK51_ 10 A" —7"—BDKCA 100 Arnak Coat® 
ie 5%" 36RKB9 25 Te Tv" 36RL12__ 100 M6 18.00mm 36RK59 50 5g —ivi6'__ SDKAB 50 
iv’ 36RK88_ 100. ~~ 1%c"__ 36RL13__5 M8 ___24.00mm _36RK60_25 7 5oKes 50. Flat Washers 
oe a 
a" 5/ 2 mm d : . : 
ye 16" 36RK93 10 7 fv 36RL15 10 “316 Stainless Steel NL-19(SM) Finish | ~,,. "6 SDKCO 25 = Tensile strength: 150,000 psi 
ante 9 phe BRS | aM 55 Cte to potct against nar 
al 194" —36RKQ7 25 7 ov" ~~ 36RL18 10 1% ™—36RK54_ 10 vs’ —79—BpKeB 95 environments; provides 250% 
Re i S6RK98 25 i Ws 36RL19 10 a 18 36RKS9_—_—*10 1h YDKC2 25 reater stren th than stainless 
on 
ib 2%" 36RK99 10 Mo 12.00mm 36RL27 100 5 Tv" 36RK56 5 *” —sy—spKeg 95 9 gt 
M5 10.00mm 36RL20 100 ~ M8 1600mm  36RL28 100 1%" 36RK57__5 yy 1%" 5DKC3__20__ Steel. Rust-resistant. Meet ASME 
M6 12.00mm 36RL21 100. M10 20.00mm 36RL29 100 Ai 2" 36RK58 5 2 5DKD0 20 B18.22-1 standard. 
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Washers Details on page Al. 
Fits 
Bolt Inside Outside Item Pkg. 
Sizes __ Dia. Dia. No. Qty. 
Yap" iy" 22UF32 100 
Fits Yap" %e  22UF33 100 
Bolt Inside Outside Item _— Pkg. a2" %'__ 22UF34 100 
Sizes __ Dia. Dia. No. Qty. ers 1" 6YY54 —- 100 
1" {1/," 35YV29 95 Yo" 1%!" 6YY55 100 
y," 1%" 35YV30 25 Yo" 1¥," 6YY56 100 
yy" ' DV" 35YV31 95 YA" 30" 1%" 6ULA8 100 
3 ye 3" 35YV32. 25 Yo" 1%" 22UF36 t 100 
17/40" 11" 22UF21 95 Y3o" 1%" 22UF37 + 100 
T7/ap" a" 99UF22. 25 Hap" 1% 35HV74_~—«100 
A2 Stainless Steel Plain Finish %2" 2" 22UF38 _100 
Fender Washers M25 270mm 800mm 26WC41 50 Hz 2¥5°  22UF39 100 
M3 3.20mm 9.00mm 26WC42 50 %32" al 22UF40_ —_—‘100 
Feature a large outside dia. Use where an extra-wide bearing surface is required M4. 430mm 12.00mm 26WC43 50 Tap" if 22UF41 100 
or to cover an oversized hole. Washers have an outside dia. that is approxi- M5__5.30mm__15.00mm_ 26WC44__50 fz A__SatW75_100 
mately 3 times the bolt dia M6 640mm 18.00mm 6EU88 * 50 V9 1 35HV76 100 
M8 8.40mm 24.00mm 22UE76 50 "Yeo" 14! 6YY57 100 
Fits Fits M10 10.50mm 30.00mm 22UE77 50 TYa2" 1%" 6YY58 100 
Bolt Inside Outside Item Pkg. Bolt Inside Outside Item _—— Pkg. M12 13.00mm_37.00mm_22UE78 25 Ys2" 1” GULCO__100 
Sizes __ Dia. Dia. No. Qty. Sizes __ Dia. Dia. No. Qty. M16 17.00mm 50.00mm 22UE79 10 yg — 2 1% 6ULA9 —-100 
18-8 Stainless Steel Plain Finish Va 1%" 35YV11 25 M20 22.00mm 60.00mm 6EU98 * 5 ee 134" 85HV77_—_—*100 
Ye" fe" 19NR82 50 Vy" 13/4" 35YV12 39-25 Low Carbon Steel Plain Finish 1Yp2" 2 6ULC1 50 
46 Sea" if 4ARR1 —+50 yp" 2," 35YV13 25 4 ao" Ys 35YU66 ~=—100 "Yao" 2 22UF42 ‘100 
Yap" Ae" 4ARR2 ‘50 vy yp" cy 35YV14 25 Hap Ys" 35YU67 ~—~*100 "Yaa" 2 22UF44 t 100 
fo" %e°  19NR83 50 17/49" 1%" 26WC53.—S 25 gt Ag % -35YU69 ~—~100 "Yao" 2" _22UF45 ¢_100 
yp" oo" if" 35YU95 +50 17/9" yy 1JUZ1 1 Hg" ys" -* 35YU70~—*100 "Yap 2% 22UF46 _‘100 
: Yap" ys" 19NR84 ~—‘50 17/59" 2" 1JUZ2 1 a2" Hg" 7‘ 35YU68 100 "Yao" cl 22UF47 _100 
#8 Tq" Vp" 4ARR3 50 17/59" a 26WC54 = 25 Ag" 1 35YU71 ~—‘100 Tao" 1Y4' 6YY59 100 
Hg" Hg" yp 35YU97 50 si! Ve" DV" 1JUZ3 1 3/6" Hg" 1%," 35YU72_~—«*100 'Y3o" 1%! 6YY60 100 
#10. He" % 19NR85 ~—*50 ’ Te" 2" 1JUZ4 1 He 1%" -35YU73_~—=«100 TY eo! vA 6ULC2 _—‘100 
#8 He" Te’ 19NR86 50 Ya" 13/6" Q" 1JUZ5 1 Hao" 7 35YU74_~—‘100 TYa2" 1%" 22UF48_ 100 
He" Hg" ys" 19NR88 ‘50 7h 15/6" 31," 1JUZ6 1 Yao" 1 35YU75 «100 5 1Yao" 134" 85HV78 100 
Yao" Ae 7h 35YU96 50 ig The 31," 1JUZ7 1 Hao" 1%" 35YU76~—«*100 'Y ao" 2" 6YY61 100 
He" 1" 19NR87 50 1%" 1% 4" 1JUZ8 1 Ya! Ho" 1%" -35YU77_~—=«s100 eo ra 6ULC3 —-100 
6" Hg" 1%" 22UE81 ~=—- 50 316 Stainless Steel Plain Finish Yao" Z 35YU78 100 ae i 22UF49 { 100 
He" 1%" 35YU98 ~—=+50 46 V,' if" 35YV15 50 Hao" 2%" 35YU79 ~—*100 a2! 2) 22UF50 t¢ 100 
13a" vp" 4ARR5 ~—+50 a0" %e° 22UE98 50 Yao" 3" 35YU80 100 'Ypo! 3" 22UF51_ _—100 
13a" ‘fe  4SARRG 50 i a0" yj" 22UE99 50 Tao" Tv" 35YU81 ~—*100 "ag" 1% 35HV79_~—_—50 
#10 13%" Yj" 4ARR8 ‘50 a0" ao" 7A 35YVi6 50 Tao" 1" -35YU82 ~—=«100 "ag" 1%! 6YY62—50 
13a" 1 4ARR7—+50 Vg" Hg" i 22UF01 50 sje ee 1%" 35YU83 ~—-100 "a9" 1%" 6ULC4 —_—50 
2" 1" 1JUY4 1 #8 Vg" Tj’  22UF02 50 ” Tao" vy 35YU84 100 Ue 134" 35HV80 50 
Hao" yp" 22UE82 50 Ag" yf" 22UF03 50 To" 2%" 35YU85 100 yp "79! 2 6YY63 50 
Yap" Ye’ 22UE83 50 se! Ag" a. 22UF04 50 Tao" ey 35YU86 100 "ag" Z 6ULC5 —50 
Yap" 7 22UE84 ~—*+50 u Ag" 1%" —«35YV17_~—S«O50 1359" 1%" 35YU87 ~—«:100 ao" 2" 22UF52 t 50 
Hao" fe 22UE85 50 7/32" 1%" -22UF05~—«50 13/49" Tv" -35YU88 ~—*100 WEA 22" __ 35HV81_ 50 
Yap" Tv" —*-22UE86~—«+50 Vi" 1%" 35YV18 ~—+50 Ye" 13/49" 1%  35YU89 100 "ap" 2 22UF54 —_—50 
Vy Yap" 1V;"*22UE87~—s«50 iV," 2" 35YV19 50 13/49" 2 35YU90 100 “Ae 3" 22UF59 ft 50 
: Hao" 1h" 1JUY5 1 iV" 3" 35YV20 50 13/49" a" 35YU91 100 he 242" __ 22UF56 ft 25 
Hao" Tv" —«-22UE88 ~—+50 Yao" 7" 22UF06 50 17/9" 1%" —-35YU92—s«*50 x "e' 242" 22UFS7 ft 25 
Yap" 14%a" 35YU99 +50 Vj Ya" %e° 22UF07 ~~ 50 Yo" 17/59" a 35YU93 50 he 3" 22UF98 ft 25 
Hao" oy 22UE89 50 ‘ Ya9" ih 22UF08 50 17/9" a" 35YU94 50 2/39" 3" 22UF59 t 20 
Yao" 2%" 35YV01 50 Yo" 1" 22UF09 50 Low Carbon Steel Zinc Plated Finish a" ayaa" 3" 22UF60 { 20 
Hao" a" 35YV02 50 Ya" Tv" -22UF10~—«+50 46 VY," 5" 22UF23 100 20/32" 3" 22UF61 t 20 
He" 1% 35YV06 ~—«+50 Yap" 1%" —-22UF11_—s«50 aa" Ye 22UF24 +100 ie 3" 22UF62 t 10 
He" 2%" 35YV07 ~—«+50 Yap" 2 22UF12 50 Y,' i" Yr" 1VHF1 ‘100 7, re" 3%" 22UF63 ft 10 
He" a 35YV08 50 Ag" if 35YV21 50 Hg" Hg" vp 22UF26 100 ie 3s" _ 22UF64 ft 10 
Tap" if 22UE90 50 Ve" 1" 35YV22 50 #10. He Tie’ 22UF27_~—«*100 1%e' 3%" 22UF66 ft 5 
Tap" 7h 35YV03 50 Ag" 1%"  35YV23 «50 #8 Hg" yp" 6YY51 100 1" 1%e' 342" 22UF67 ft 5 
sjqt id 35YV04 50 Ag" 1%" —-35YV24~—«450 aa" Vg 7h 6ULA4 100 1%e' 342" 22UF68 t 5 
Tap" tv" -22UE91 ~—«+50 shi Ve ov" 35YV25 —«+50 Ag" Hi Tv -538GK10 ~—‘100 M2.5 2.70mm 8.00mm_ 29DJ19 100 
To" 1vo" —-22UE92~—s«50 " Ve" q" 35YV26 50 #10134" Ya" 6ULA2 100 M3 3.20mm__9.00mm__6EY27 * 100 
Tap" 1% 35YV05 50 Tao" a 22UF13 50 134" Ya" 6ULA5 100 M4 _4.30mm__12.00mm__6EY29 * 100 
Tap" 9" 1JUY6 1 Tao" 1%" *22UF14— «450 Hg ——«‘1Sa" 1 6ULA6 100 Ms _5.30mm__15.00mm__6EY31 * 100 
Tao" D" 1JUY7 1 T759" 1%" —«-22UF15~—s«450 13a" 1V;' 6ULA7 100 M6 _6.40mm__18.00mm__6EY33 * 100 
To" mr 22UE93 50 Tao" a 22UF16 50 wo —Z Ya" 6ULA3 100 M8 _8.40mm_24.00mm__6EY35 * 100 
If" 1%" 35YV09~—-50 H' 1%" 35YV27~—s«+50 2" yp" 1JLP7 ‘100 M10 10.50mm_30.00mm_ 22UE73__100 
Hi a 35YV10 50 ¥' 3" 35YV28 50 He" 2" Ya" 19NP76 100 M12 13.00mm_37.00mm_ 22UE74 _50 
1349" 1v"-22UE94~—«50 ve 159" Tv" -22UF17_~—s«+50 “0 — 1" 22UF28 + 100 M16_17.00mm _50.00mm__GEY41 * 25 
4p" 13/39" 1vo"—-22UE95 ~—S50 13/49" 1%" —«22UF18 ~—+50 2" ik 22UF29 + 100 M20_22.00mm_60.00mm_ _6EY43 * 10 
13/59" 1%  22UE96 50 13/49" 1%  22UF19 50 ig" te" il 1VHF4 ~—- 100 Steel Zinc Plated Finish 
13/49" o 1JUY8 1 T3%9" oR 22UF20 50 ‘i Tho" 1%" -22UF31_~—«100 Yo ap" 2 22UF53 t 50 
13/49" Pig 1JUY9 1 7B 1546" 34" 22UF65 il 10 
13/49" 2 22UE97 50 1" 16" 3Y2" 22UF69 T 5 
* DIN 9021B. + ASME/ANSI B18.22.1 1" 1%" 4" 22UF70 t 5 
Fits Bolt Inside Outside Item Pkg. Fits Bolt Inside Outside Item Pkg. Fits Bolt Inside Outside Item Pkg. 
Sizes Dia. Dia. No. Qty. Sizes Dia. Dia. No. Qty. Sizes Dia. Dia. No. Qty. 
: 2 Carbon Steel Delta Protect Finish 14mm = 14.53mm 28.7mm 36RL53 100 ¥e" 0.409" 0.705" 36RL82 200 
—~_ . Va" 0.262" 0.495" 36RL65 200 16mm 16.53mm 31./mm 36RL54 100 Ag" 0.450" 0.880" 36RL83 200 
— ah Ae" 0.326" 0.628" 36RL66 200 20mm 20.82mm 35.1mm 36RL55 100 ip 0.510" 0.937" 36RL84 100 
= IH 0.409" 0.705" 36RL67 200 22mm 22.44mm 37.3mm 36RL56 100 Agi 0.572" 10.128" 36RL85 100 
oa Ae" 0.450" 0.880" 36RL68 100 94mm 25.78mm 41.3mm 36RL57 100 yf, 0.651" 10.247" 36RL86 100 
7" 0.510" 0.937" 36RL69 100 27mm 28.96mm 43.6mm 36RL58 25 Ya" 0.820" 10.381" 36RL87 100 
6" 0.572" 1.128" 36RL70 100 30mm 32.39mm 47.6mm 36RL59 25 7h 0.883' 10.470" 36RL88 50 
x" 0.651" 1.247" 36RL71 100 36mm  37.30mm 55.8mm 36RL60 25 ie 10.015" 10.626" 36RL89 50 
fj" 0.820" 1.381" 36RL72 100 38mm  38.68mm 55.8mm 36RL61 25 5mm  5.150mm 10.2mm 36RL90 200 
i 0.883" 1.470" 36RL73 100 Carbon Steel Zinc Finish 6mm 6.660mm 12.6mm 36RL91 200 
Men 1 1.015" 1.610" 36RL74 100 #6 0.150" 0.340" 36RL62 200 8mm  8.280mm 16.0mm 36RL92 200 
1h 1.140" 1.715" 36RL75 25 #8 0.175" 0.340" 36RL63 200 10mm 10.38mm 17.9mm 36RL93 200 
Self-Locking 1V;' 1.275" 1.875" 36RL76 25 ig" 0.203" 0.401" 36RL64 200 Timm 11.43mm 224mm 36RL94 200 
13," 1.469" 2196" 36RL77 25 3mm  3.8imm 8.6mm 36RL45 200 12mm 12.95mm 23.8mm 36RL95 100 
Standard Washers 17," 1.523" 2196" 36RL78 25 4mm 445mm 8.6mm 36RL46 200 14mm 14.53mm 28.7mm 36RL96 100 
6mm 6.66mm 12.6mm 36RL48 200 5mm 515mm 10.2mm 36RL47 200 16mm 16.53mm 31.7mm 36RL97 100 
8mm 8.28mm 16.0mm 36RL49 200 Stainless Steel Plain Finish 20mm = 20.82mm 35.1mm 36RL98 100 
Heavy duty structural washers 10mm 10.38mm 17.9mm 36RL50 200 jg" 0.203" 0.401" 36RL79 200 22mm 22.44mm 37.3mm 36RL99 50 
resist shock and vibration in high- timm  11.43mm  22.4mm 36RL51_ 100 y;" 0.262 0.495" 36RL80 200 24mm 25.78mm 41.3mm 36RM01 50 
stress applications. 12mm 12.95mm 23.8mm 36RL52 100 V6" 0.326" 0.628" 36RL81 200 
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Ole. : 
<x ig Download Available FASTENERS 
OL’2|GRAINGER.COM Washers 
Fits Bolt Inside Outside Item Pkg. Fits Bolt Inside Outside Item Pkg. 
Sizes Dia. Dia. Thickness No. Qty. Sizes Dia. Dia. Thickness No. Qty. 
254 SMO Stainless Steel, Plain Finish 5a! 0.670" 1.000" 0.130" 12W461 8 
#9 0.130" 0.280" 0.090" ~—-12W485 10 : 0.670" 1.210" ——-0.130" 12462 4 
#6 0.150" 0.300" 0.090" —-12W486 10 Yq" 0.790" 1.210" 0.130" «12465 4 
0.150" 0.350" —_—<0.090" ~——-12W487 10 0.790" 1.540" —_—-0.130" —_—«12W466 2 
#9 0.170" _0.300" 0.090" ~—-12W488 10 7s" 0.920" _ 1.360" 0.130" —_-12W469 2 
0.170" 0.350" 0.090" ~—12W489 10 0.920" 1.650" —_—*0.180" ——-12W470 2 
10 0.210" 0.350" 0.090" ~—-12W490 10 1" 1.100" 1.540" 0.130": 12W473 2 
0.210" 0.430" 0.090" 12W491 10 1.100" 1.910" 0.180"  12W474 1 
yj" 0.280" 0.450" 0.090"  12W494 10 414! 1.240" 1.850" =0.230" =12W477 1 
0.280" 0.530" 0.090"  12W495 10 1.240" 2.300" 0.260"  12W478 1 
5/46 0.340" 0.530" _0.080" 12W496 10 41/4" 1.350" 1.910" 0.230" ~~ 12W479 1 
0.340" 0.650" 0.080"  12W497 10 1.350" 2.300" 0.260"  12W480 1 
Yp" 0.410" 0.650" 0.080" _12W498 10 134" 1.470" 2.1/0" 0.260" 12W481 1 
0.410" _0.830" 0.080" _12W499 veo 2.480' 0.260" —12W482 1 
“Ae. 0.450" 0.730" 0.090" =~—-12W503 TY 1.590" 2.300" 0.260" 12W483 1 


Metric 254 SMO Stainless Steel, Plain Finish 
M6 0.260° 0.430" 0. 090" 12W492 
0.260" 0.530" 0.080" 12W493 
M10 0.420" 0.650" 0.080" 12W501 
0.420" 0.830" 0.080" 12W502 


0.510" 0.770" 0.080". 12W504_ «6 RD-LESCK 
M12 9510" 1.000" 0.120" 12W505 Né CORD oCK 


Yo" 0.530" 0.770" 0.080" 13K477 
0.530" 1.000" 0.130" ——-13K478 
6" 0.600" 0.910" 0.130" —13K479 
0.600" 1.210" 0.130" —-13K480 
5/a" 0.670" 1.000" 0.120" 13K481 
0.670" 1.210" 0.100" ~—-13K482 
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6 
4 
4 
3 
3 
0.790" 1.210" 0.130" _13K485 3 4 
a a eee ee ee ee a a 
920" 1.360" 0.130" 4 710° 1.360° 0.130" 484 
” 0.920" 1.650" 0.130" 13K490 i i290 0-840" 4.210" 0.120" 43K487 3 Nord-Lock® Bolt 
"400-4310" 0130" —13kag4 7 100015400130" —1aKAs1 2 § ina S 
100" 1.910" 0.130" 4 000" 1.540" 0.130" 4 
a ri es rel te ete 
A 350° 1.910" 0.220" 120" 50° 0.220" 495 ‘ni 
3H. TA" 170" 0.090" 13K501 M27 190" 1910" 0-290" 13K496 i Provides safe locking for bolted joints, even when 
x68 ak 590" c os 3007 0.220" 13K502 1 Metric 316 Stainless Sic a pa aa aa exposed to severe vibration and dynamic loads. 
tainless Steel, Plain Finis omm mm mm ORUXS ii : Sime : ; 
0.130" 0.280" 0.090" S5RUW1 200 M6 ~65mm~13.5mm~ 3mm —SRUX7 200 ~«* Features wedge-locking action; bolt ts locked with 
= Un ey ne Side au M10 on enM zmm Sidra 200 the tension created between the 2 washers. Rotation 
ou 5 mm .Omm mm 5 ; 
vg 0.170" 0.300" 0.090" 5RUW7 200 via 13.0mm_19.5mm__2mm___5RUZ7___200 of bolt/nut is blocked by wedge effect of cams. 


13.0mm 25.4mm 3mm 5RUZ9 100 Meets DIN 25201 standards. 
195mm 29.0mm 3.2mm 5URZ6 100 


0.170" 0.350" 0.090" SRUW9 200 
0.210 0.300 0.090' —— SRUX1 200 


#10 =—q 949" 9-430" 0.090"  BRUX3 200 M18 495mm 34.5mm~3.2mm5URZ8 100 Fits Bolt Inside Outside Item Pkg. 
ye 0.280" 0.450" 0.090" BRUX9 200 woo _214mm_30.7mm_ 3mm BUTA4 100 Sizes Dia. Dia. Thickness _No. aty. 
0.280" 0.530" 0.090"  BRUY1 200 >¢4mm 390mm 3.2mm BUTA6 100 M90 92.4mm 130.0mm 9.5mm — 5UTGS { 
yg 0.340" 0.530" 0.080" 5RUY3___200 oa 22-3mm__39.0mm__3.2mm_SUTC2 100 W100 103.4mm 145.0mm 9.5mm 5UTG9 { 
0.340" 0.650" 0.080"  BRUY5 200 5 3mm 485mm 3.2mm BUTCd 50 105 108.4mm 150.0mm 9.5mm 5UTHO { 
y 0.410" 0.650" 0.080" 5RUY7___200 voy 28-4mm_42.0mm__ 6.8mm 5UTDO 0 M110 113.4mm 155 0mm 9.5mm BSUTH1 { 
0-410" 0.830" 0.090"  BRUY9 200 584mm 485mm 6.8mm SUTD2 25 M115 1184mm 165 0mm 9.5mm SUTH2 { 
7s 0.450" 0.730" 0.090"  5RUZS 200 M4243. 2mm 630mm 6.8mm SUTEG 25 M120 123.4mm 1700mm 9.5mm 5UTH3 { 
yy 0.530" 0.770" 0.090" 5RVA1___200 M48 496mm 750mm 6.8mm SUTFO { M125 128.4mm 1730mm 9.5mm 5UTH4 { 
0530" 1.000" 0.130"  5RVA3 100 M60 63.1mm 900mm 9mm SUTF6 { M130 133.4mm 178 0mm 9.5mm 5UTHS { 
y° 0.600" 0.910" 0.130" BURY 100 M68 71-1mm 100.0mm~ 9mm 5UTGO 1 Steel, Delta Protect Finish 
0.600" 1.210" 0130"  5URZ0 100 M72—75.1mm_105.0mm_—gmm 5UTG2 { #5 0.130" 0.280" 0.070" 5RUW2 200 
yy 0.670" 1.000" 0.120" 5URZ2___100 M80 83.1mm 1150mm~ 9mm SUTG6 { ye 0.150" 0.300" 0.070" SRUW4 200 
0.670" 1210" 0120"  5URZ4 100 Metric EN 1.7182 Carbon Steel 0-150" 0350" 0.070" 5RUW6 200 
yr 0.790" 7.210" 0.130" BUTAO +00 vig _0-260'__ 0.430" 0.070" 12W444_——20 yg 0.170" 0.300" 0.070" BRUW8 200 
0-790" 1.540" 0.130"  5UTA2 100 0.260" 0530" 0.100" 12W445 20 0-170" 0350" 0.070"  5RUXO 200 
yr 0.920" 1.360" 0.130" BUTAB 100 vio _0-420"__0.650" 0.100" 1245220 ip 0.210" 0.350" 0.070" SRUX2___200 
0.920" 1.650" 0.130" 5UTCO 50 0.420" 0830" 0.100" 12W453 10 0.210" 0430" 0.070"  5RUX4 200 
» 1400" 4540" 0.130" 5UTC6 100 viz 0-310" 0.770" 0.100" 12455 10 ye 0.280" 0.450" 0.070" BRUYO 200 


1.100" 1.910" 0.130" JUTCS 90 0.510" 1.000" 0.130" ——-12W456 0.280" 0.530" 0.100" SRUY2 200 
11," 1.240" 1.850" 0.270" JUTD4 90 M18 0.770" 1.140" 0.130" 12W463 4 5/6" 0.340" 0.530" 0.100" SRUY4 200 


1.240" 2.300" 0.2/0' 5UTD6 25 0.770" 1.360" 0.130" 12W464 2 0.340" 0.650" 0.100" 5RUY6 200 

1Y%4" 1.350" 1.910" 0.270" 5UTD8 20 M20 0.840" 1.210" 0.130" 12W467 4 yp" 0.410" 0.650" 0.100" 5RUY8 200 
19%" 1.470" 2.170" 0.270" 5UTE1 20 0.840" 1.540" 0.130" 12W468 2 i 0.410" 0.830" 0.100" 5RUZO 200 
12" 1.590" 2.300" 0.270" 5UTE4 20 Mo4 1.000" 1.540" 0.130" 12W471 2 Ae 0.450" ~=0.730" ~—0.100" 5RUZ6 200 
1%" 1.820" 2./60° 0.2/0" 5UTE8 1 1.000" 1.910" 0.180" 12W472 2 Yo" 0.530" 0.770" ~——(0.100" 5RVA2 200 
: 2110 - = 3.150 - - 0300" 5UTF2 1 Mo7 1.120" 1.650" 0.260" 12W475 1 0.530" 1.000" 0.130" 5URY7/ 100 
24" 2.000. @.ca0_U.d00" 5UTF4 1 1.120" 1.910" 0.260" 12W476 1 oe" 0.600" 0.910" 0.130" 5URY9 100 
22 2.640° 3.740" 0.350" 5UTF8 | M42 1./00" 2.480° 0.260" 12W484 1 18 0.600" 1.210" 0.130" 5URZ1 100 
a 3.110" 4.330" ~— 0.350" 5UTG4 1 Metric Steel, Delta Protect Finish 5/4" 0.670" 1.000° 0.130" 5URZ3 100 
EN 1.7182 Carbon Steel M6 6. ‘5mm 10.8mm 1.8mm 5RUX6 200 : 0.670" 1.210° = 0.130° 5URZ5 100 
#5 0.130° 0.280" 0.0/0" 12W437 20 6.5mm 13.5mm 2.5mm 5RUX8 200 Yq" 0.790" 1.210" 0.130" 5UTA1 100 
#6 0.150° 0.300" 0.0/0" 12W438 20 M10 10./mm 16.6mm 2.5mm 5RUZ2 200 i 0./90° 1.540" = 0.130" 5UTA3 100 
0.150" 0.350" 0.070" 12W439 20 10./mm 21.0mm 2.5mm 5RUZ4 200 V/s" 0.920" 1.360" 0.130" 5UTAS 100 

#8 0.170" 0.300" 0.070" 12W440 20 M12 13.0mm 19.5mm 2.5mm 5RUZ8 200 . 0.920" 1.650" 0.180" 5UTC1 50 
0.170" 0.350" 0.070" 12W441 20 13.0mm 25.4mm 3.4mm 5RVAO 100 4" 1.100" 1.540" 0.130" 5UTC7 100 

10 0.210" 0.350" 0.070" 12W442 20 M18 195mm 29.0mm 3.4mm 5URZ/ 100 1.100" 1.910" 0.180" 5UTC9 50 
0.210" 0.430" 0.070" 12W443 20 195mm 345mm 3.4mm 5URZ9 100 41%! 1.240" = 1.850" ~——- 0.130" 5UTD5 50 

yy" 0.280" 0.450" 0.070" 12W446 20 M20 21.4mm 30./mm 3.4mm 5UTAD5 100 1.240" 2.300" 0.260" 5UTD7/ 25 
0.280" 0.530" 0.100" 12W447 20 21.4mm 39.0mm 3.4mm 5UTA7 100 417" 1.350" 1.910" 0.260" 5UTD9 25 

5" 0.340" 0.530" 0.100" 12W448 20 Mo4 25.3mm 39.0mm 3.4mm 5UTC3 100 1.350"  =2.300" ~—0..260" 5UTEO 25 


0.340" 0.600" 0.100" 12W449 20 20.0mm 48.omm 4.6mm SUTCS 90 


43," 1.470" 2.170" —_(0.260" JUTE2 20 
yf, 0.410" 0.650" 0.100" ~— 12W450 at Mo7 -28:4mm__42.0mm__6.6mm__9UTD1 90 


1.470" 2.480" 0.260" JUTE 20 


0.410" 0.830" 0.100" = 12W451 28.4mm_ 48.5mm 6.6mm _ SUTD3 20 1% 1.590" 2.300" 0.260" QUTES 20 
Ae. 0.450" 0.730" 0.100" = 12W454 10 M42 43.2mm_63.0mm 6.6mm _SUTE7/ 20 19/4" 1.820" 2.760" 0.280" UTES 1 
Vy" 0.530" 0.770" 0.100" 12457 10 M48 49.6mm_75.0mm_ 7mm oUTF1 1 2. 2.110" 3.150" —_—*0.280" JUTF3 1 
0.530" 1.000" 0.130" = 12W458 8 M60 63.1mm_90.0mm 7mm OUTF/ 1 24 2.330° 3.390" —_—*0.280" JUTFO 1 
Ve" 0.600" 0.910" 0.130" = 12W459 10 M68 /1.1mm_100.0mm_ 9.5mm ___—5UTG1 1 22. 2.640" 3.740" —_—0..280" JUTF9 1 
0.600" 1.210" 0.130" _12W460 4 M85 -88.1mm_120.0mm 9.5mm _ 5UTG7 1 3 3.110" 4.330" 0.370" JUTGS 1 





18-8 CASE 

Beveled Flat Washers a et STAINLESS STEEL LOW CARBON aS seria STEEL 
bs ieeeeas ‘i it t Outsi tem . tem : tem . 
Extra-thick "Williams type" flat washers Rises Dia No. aly. No. aty No. aly. 
#10 7" TJYAS 5 5RU89 95 5RUGO 95 

are machined, not stamped, with a large a we ai : 2 aUa se aia? 5 
chamfer along the outer top edge. ere 1JYB2 5 5RU93.-25.| ~+BRUOA 95 
x ih 1JYB3 5 5RU95 95 5RU9G 95 

Ae il 1JYB4 5 5RU97 10 5RU98 10 

7% i 1JYB5 y) 5RU99 10 5RY10 10 

a Ty; 1JYB6 5 5RY11 10 5RY12 10 

Hj TH" 1JYB7 1 5RY13 10 5RY14 10 

i 13" 1JYB8 1 5RY15 5 5RY16 5 

i vy 1JYB9 1 BRY17 1 5RY18 1 

THe (OY; 1JYC1 1 5RY19 1 5RY20 1 

TH «OY; 1JYC2 1 5RY21 1 BRY22 1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2093 





FASTENERS Scan. Order. Done. 
Washers Details on page Al. 














Fits Bolt Outside Item Pkg. Fits Bolt Outside Item Pkg. 
Sizes Dia. No. Qty. Sizes Dia. No. Qty. 
M6 11.0mm_ __23NJ96 50 M5 10.0mm 6FY31 100 
M8 15.0mm _-23NJ97 50 M6 11.0mm 6FY33 100 
M20 33.0mm_ __ 23NJ98 a M8 15.0mm 6FY35 100 
M24 38.0mm 23NJ99 a M10 18.0mm 6FY37 100 
External Toothed, Open Perimeter Steel, Plain 
M8 15.0mm 23NJ39 50 Mi2 20.5mm  22UK18 50 
MH2——20-5mm-——23NJA1 3518-8 Stainless Steel, Plai 
mm 4] 1 tainless Steel, Plain 
exterhal tooth enteral: Foot Mid 24.0mm  23Nu4225 #4 0.245" 23NJ58 50 
Internal/External Tooth, Type A #6 275. 23NJ09 20 
Internal and External Tooth Lock Washers _ steet, zinc #8 0.325" 23NJ60____50 
#4 0.475 2DB72 100 #10 0.365" 23NJ61 50 
Fits Bolt Outside Item Pkg. Fits Bolt Outside Item Pkg. #6 0.510" 2DB/4 100 Zi 0.460" 19NP60 90 
Sizes Dia. No. Oty. Sizes Dia. No. Qty. #8 0.610" 2DB76 100 /6" 0.594" 19NP61 50 
Countersunk External Tooth, Type A External Tooth, Type A #10 0.610" 2DB/8 100 ye" 0.670" 23NJ64 20 
Steel, Zinc 18-8 Slaluless Steel, Plain Zs 0.760" 2DB80 100 Ya 0.867" 23NJ65 10 
#6 0.289" 19NT95 100 0.2 23NJ69 50 V6" 0.900" 2DB82 100 16" 0.957" 23NJ66 10 
#8 0.322" 19NT96 100 ie 0. 505 23NJ70 50 Je" 1.130" 22UJ43 50 1 1.045" 19NP62 10 
#12 0.421" 19NT98 100 #8 0.365" 23NJ71 50 Yn" 1.380" 22UJ44 25 Z) 1.220" 23NJ68 3 
Zs 0.454" 19NT99 100 #10 0.395" 23NJ/2 00 Internal Tooth 3183 Stans Steel, Plain 
V6" 0.599" 19NU01 100 i 0.494" 19NP58 50 #4 0.270" 6DZC6 100 0.265" 1EAL7 50 
Je" 0.765" 19NU02 50 /6" 0.588" 19NP59 50 #6 0.295" 6DZC7 100 ie 0.288" 1EAL8 50 
External Tooth Je" 0.670" 23NJ75 50 #8 0.340" 6DZC8 100 #8 0.336" 1EAL9 50 
#6 0.320" 6DZC4 100 Yn" 0.880" 23NJ76 10 Yq 0.478" 6DZD0 100 #10 U.365° 19NP70 50 
#8 0.381" 6DZC5 100 316 Stainless Steel, Plain #10 17.5/mm_ _6DZC9 100 Yq" 0.460" 23NJ92 50 
External Tooth, Closed Perimeter #3 0.230" 1EAL1 50 Internal Tooth, Closed Perimeter Ae 0.594" 23NJ93 50 
A2 Stainless Steel, Plain #5 0.270" 19NP66 50 M8.2 — 25DN42 100 Je" 0.670" 22UJ23 50 
Md 9.0mm 29DJ75 50 #8 0.365" 19NP68 50 Mi2 20.5mm_ _25DN44 50 Steel, Plain 
M8 14mm 29DJ76 50 #10 0.395" 19NP69 50 Internal Tooth, Heavy Duty Type A i 0.500" 19NP71 100 
M10 18.0mm 6FE/1 50 410 Stainless Steel, Plain Steel, Plain /6" 0.590" 19NP72 100 
M16 26.0mm 6FE75 10 #4 0.245" 23NKO01 50 yp" 1.700" 22UH79 50 Ya" 0.880" 19NP73 25 
Steel, Zinc Steel, Zinc Steel, Zinc 8" 1.100" 19NP74 10 
M3 6.0mm  25DN34 100 #4 0.260" 2DB46 100 Ya 0.500" 22UJ15 100 fa" 1.240" 19NP75 10 
6.0mm 29DJ09 100 #6 0.320" 2DB48 100 6. 0.590" 22UJ16 100 Steel, Zinc 
M4 8.0mm  25DN35 100 #8 0.381" 2DB50 100 Ya" 0.880" 22UJ18 25 #2 0.200" 2DB88 100 
8.0mm 29DJ10 100 #10 0.410" 2DB52 100 78" 1.100" 22UJ19 10 #4 0.270° 2DB90 100 
9.0mm 25DN36 100 #12 0.475" 2DB54 100 fa" 1.240" 22UJ20 10 #6 0.295" 2DB93 100 
M5 10.0mm 29DJ04 100 Yq 0.510" 2DB56 100 Internal Tooth, Open Perimeter #8 0.340" 2DB96 100 
10.0mm  29DJ11 100 V6. 0.610" 2DB58 100 A2 Stainless Steel, Plain #10 0.381" 2DB99 100 
M6 11.0mm —_25DN37 100 Je" 0.670" 22UJ28 50 M2 45mm 23NJ44 90 #12 0.410" 2DE12 100 
11.0mm —_29DJ12 100 Ae 0.740" 22UJ29 25 M3 6.0mm 23NJ62 50 Ya" 0.478" 2DE14 100 
Mg 14mm 25DN38 100 Vy" 0.880" 22UJ30 25 M4 8.0mm 23NJ63 50 V6" 0.610" 2DE16 100 
15.0mm  29DJ05 100 V6" 0.960" 22UJ31 20 Md 10.0mm _—‘23NJ67 50 Je" 0.670" 22UJ13 50 
Mi2 20.5mm  29DJ06 50 %e" 1.045" 22UJ32 10 M6 11.0mm —_- 23NJ73 50 Ae" 0.740" 22UJ14 25 
M16 26.0mm  25DN40 20 fa 1.220 22UJ33 10 M8 15.0mm _23NJ74 50 Yo" 0.867" 19NU03 25 
External Tooth, Open Perimeter Ze 1.380" _ 25DM98 4] M10 18.0mm _—-23NJ88 20 V6" 0.957" —_ 25DM95 20 
A2 Stainless Steel, Plain 1" 1.590" 25DM99 5 Mi2 20.5mm_  22UK24 20 7s" 1.045" 19NU04 10 
M3 6.0mm 22UJ98 90 External Toothed, Closed Perimeter M14 240mm  23NJ89 20 yf" 1.220 19NU05 10 
M4 8.0mm  22UK23 50 A2 Stainless Steel, Plain M16 26.0mm  22UK25 10 Ze 1.364" —25DM96 hy) 
M5 10.0mm 22UK26 50 M3 6. Omm 23NJ91 50 Steel, Furnace Black ili 1.590" 25DM97 5 
M6 11.0mm —_ 22UK27 50 M4 8.0mm 23NJ94 50 M3 6.0mm 6FY25 100 
M16 26.0mm 6FE59 10 M5 10.0mm —23NJ95 50 M4 8.0mm 6FY28 100 
H Fits Bolt Outside Item Pkg. Fits Bolt Outside Item Pkg. Fits Bolt Outside Item Pkg. 
Split Lock Sizes Dia. No. Qty. Sizes Dia. No. Qty. Sizes Dia. No. Qty. 
Aluminum, Plain 1%" 2.036" 23NJ43 5 Ze 1.459" 22UJ53 5 
Washers vs" 0.487" 1NU97 100 1%" 2.219" 29DM95 5 1" 1.656" 22UJ54 
A" 0.583" 1INU98 100 1%" 2.419" 19NP26 5 1%" 1.847" 22UJ55 5 
arte a 
0" 5 p" : " 5" y ; 
= Meet DIN 127B standards ye" 1.073" 1NY11 10 [Steely Plain 17s" 9.679" 29DN04 5 
SAE 1050-1065 Spring Steel, Plain #2 0.172' 19NP06 100 2" 2.936" 22UJ59 5 
array: 1.856" BDW3 50 #0209" 19NPOB 100 #2" 0.172" 19NP20 100 
: : a] 5 .209" Af2. 
Meet ASME B18 standards SAE 1050-1065 Spring #5 0.236" 19NP09 100 #4 0.209" 19NP22 100 
Fits Bolt Outside Item Pkg. Fits Bolt Outside Item Pkg. Steel, Zinc-Plated Steel #6 0.250" 19NP10 100 #0 0.236" 19NP23 100 
Sizes Dia. No. Qty. Sizes Dia. No. Qty. #6 0.250" 6DYU5 100 #8 0.293" 19NP11 100 #6 0.250" 2DA81 100 
18-8 Stainless Steel, Plain 1%" 1.847" 1NY80 3 #8 0.293" 6DYU6 100 #10 0.334" 19NP12 100 #8 0.293" 2DA83 100 
#2 0.172" 22UJ21 50 1%" 2.036" 1NY81 hy) #10 0.334" 6DYU7 100 #12 0.377" 19NP13 100 #10 0.334" 2DA85 100 
#3 0.195" 22UJ22 50 1%" 2.419" 22UJ82 5 #12 0.377' 6DYU8 100 Ya" 0.487" 19NP14 100 #12 0.377" 2DA87 100 
#4 0.209" 23NJ45 50 A2 peess Steel, Plain Ya 0.487" 6DYU9 100 Ve. 0.583" 1BUHS 100 Ya" 0.487" 2DA89 100 
#5 0.236" 22UJ69 50 44mm 22UJ45 50 Ae" 0.583" 6DYVO 100 ye" 0.680" 22UH32 50 V6" 0.583"  2DA91 100 
#6 0.250" 23NJ46 50 MS 5.1mm 22UJ46 50 ye" 0.680" 6DYVi 100 Ae. 0.770" 22UH33 25 Je" 0.680" 22UH80 50 
#8 0.293" 23NJ47 50 M2.6 5.2mm 22UJ56 50 Silicon Bronze, Plain Ya 0.869" 22UH34 25 ”g" 0.770" 22UH81 25 
#10 0.334" 23NJ48 50 M3 6.2mm 22UJ57 50 #4 0.209" 1NU87 100 bach 0.965" 22UH35 25 Y2" 0.869" 22UH82 25 
#12 0.377' 23NJ49 50 M3.5 6.7mm 22UJ58 50 #6 0.250" 1INU88 100 ¥s' 1.073" 22UH36 10 V6" 0.965" 22UH83 25 
Ya 0.487" 23NJ50 50 M4 7.6mm 22UJ60 50 #8 0.293" 29DN19 100 fa 1.265" 22UH37 ‘10 %e" 1.073" 22UH84 10 
V6" 0.583" 23NJ51 50 M5 9.2mm 22UJ61 50 #10 0.334" 29DN20 100 a 1.459" 22UH38 5 s/4" 1.265" 22UH85 10 
Ye" 0.680" 23NJ52 50 M6  11.8mm 22UJ72 50 Zi 0.487" 25DN04 100 i 1.696" 22UH39 5 Ze 1.459" 22UH86 5 
”e 0.770" 23NJ53 25 M8 14.8mm 22UJ73 50 5" 0.583" 25DN05 100 1%" 1.847" 22UH40 5 ae 1.656" 22UH87 5 
Yn" 0.869" 23NJ54 10 Mi0 181mm 22UJ74 50 16 0.583" 1NU92 100 1%" 2.036" 23NJ33 5 1%" 1.847" 22UH88 5 
16" 0.965" 22UJ70 10 Mi2  21.1mm 22UK20 25 Ye" 0.680" 25DN06 50 198" 2.219" 22UH41 5 1%" 2.036" 23NJ36 5 
7s" 1.073" 23NJ55 10 M14. 241mm 22UJ79 = 25 Y" 0.869" 1NU94 50 ee 2.419" 22UH42 5 13" 2.219" 22UH89 5 
fa 1.265" 23NJ56 5 Mi6  2/7.4mm 22UK21 ~~ 10 Ye" 1.073" 1NU95 25 2" 2.936" 19NP18 5 1%" 2.419" 22UH90 5 
Ze 1.459" 23NJ57 5 Mi8 29.4mm 22UJ80 10 ya" 1.265" 1NU96 10 3 4.074" 22UH43 5 134" 2.679" 19NP24 5 
1" 1.656" 22UJ71 5 M20  33.6mm 22UK22 5 Spring Steel, Furnace Black M7 12.8mm_ 25DN10_ 100 2 2.936" 19NP25 5 
1%" 1.847" 19NP80 5 M22 35.9mm 25DN45 5 M2 44mm  6FB39 100 Mi2  21.4mm 22UK04 50 M2 44mm  6FB71 ~=(100 
1%!" 2.036" 1PA18 2 M24 400mm 22UJ81 5 M2.5 5.1mm  6FB41~ 100 M14 241mm 22UK05 50 M2.5 5.1mm _ 6FB73 100 
1¥" 2.419" 19NP82 5 AZ ovaunloss S180". Plain Steel, Furnace Black Mi6  27.4mm 22UK06 25 M2.6 5.2mm _  6FB/5 100 
S16 Stalnless Steel, Plain 44mm 22UK28 50 M3 6.2mm 6FB45 ~ 100 Mis 29.4mm 22UKO7 25 M3 6.2mm  6FB77 100 
0.1 29DU17 50 M5 5.1mm 22UK29 50 M3.5 6.7mm  6FB47 100 M20 33.6mm 22UK08 10 M3.5 6.7mm  6FB79 100 
ie 105 29DU18 50 M3 6.2mm 22UK30 50 M4 7.6mm  6FB49 100 M22  35.9mm 25DN11_ 10 M4 7.6mm  6FB81_ —‘100 
#4 0.209" 23NJ77 50 M4 7.6mm  22UK31 50 M5 9.2mm  6FB51 100 M24 40.0mm 22UK09 10 M5 9.2mm  6FB83 100 
#6 0.250" 23NJ78 50 M5 9.2mm 22UK32 50 M6 11.8mm_ 6FB53_ —«100 M27  43.0mm 25DN12 5 M6 11.8mm_ 6FB85 100 
#8 0.293" 23NJ79 50 M6  11.8mm 23NK10 50 M8 14.8mm 6FB55 100 M30 482mm 25DN13 5 M7 12.8mm 25DN18 100 
#10 0.334" 23NJ80 50 M8 14.8mm 23NK11 50 M10 181mm 6FB57 100 M36 58.2mm 25DN15 2 M8 148mm _ 6FB87 100 
#12 0.377" 29DU19 50 Mi0 181mm 23NK12 50 Steel, Galvanized M42 _68.2mm_ 25DN16 2 M10 181mm  6FB89 100 
Ya 0.487" 23NJ81 50 Mi2  21.4mm 23NK13 = 25 Ya 0.487" 1JY98 100 Steel, Yellow Zinc M12  21.14mm 22UK10 50 
V6" 0.583" 23NJ82 50 M14. 241mm  6FA87 25 Ae" 0.583"  1BUK7 100 Zs 0.487" 2DB26 100 M14 241mm 22UK11 50 
Je! 0.680" 23NJ83 50 Mi6  2/7.4mm 22UK33_ 10 Je" 0.680" 22UJ62 50 Ve. 0.583"  2DB28 100 M16 274mm 22UK12 25 
As 0.770" 23NJ84 25 Mi8 29.4mm 22UK34 10 Ya 0.869" 22UJ63 25 ye" 0.680" 22UJ47 50 M18 294mm 22UK13 25 
Yn" 0.869" 23NJ85 10 M20 33.6mm 22UK35 5 %" 1.073" 22UJ64 10 Ae 0.770" 22UJ48 25 M20 33.6mm 22UK14 10 
/e" 1.073" 23NJ86 10 M24 40.0mm_ 6FA95 a yf" 1.265" 22UJ65 10 Ya 0.869" 22UJ49 25 M22 359mm 25DN19 10 
fa 1.265" 23NJ87 5 Re 1.459" 22UJ66 5 Vie" 0.965" 22UJ50 25 M24 40.0mm 22UK15 10 
Ze 1.459" 22UJ78 5 ill 1.656" 22UJ67 5 78" 1.073" 22UJ51 10 M30 482mm 25DN20 5 
il 1.656"  1NY79 5 1%" 1.847" 22UJ68 5 Ya" 1.265" 22UJ52 10 M36 582mm 25DN21 2 
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Split Lock Washers 


Light-Duty—Thin helical spring lock washers have a slight reduction in outside 
dimension. 


Heavy-Duty—Load-bearing washers increase elastic properties of the joint 


to compensate for material expansion and contraction maintain tension under 
dynamic loads. 


Extra-Duty—Washers have increased outside dia., thickness, and bearing area 


to absorb exceptionally high torques and retain tension under heavy loads. 


Fits 
Bolt Outside 
Sizes Dia. 
Light Duty 
#4 0.199" 
#5 0.222" 
#6 =0.236" 
#8 = 0.277" 
#10 0.320" 
#12 0.361" 
Ys" 0.483" 
%e' 0.567" 
Ye" 0.670" 
”cs’ 0.772" 
Yo" 0.867" 
%6" 0.961" 
%s' 1.069" 
Ya" 1.262" 
Ze’ 1.455" 
1" 1.640" 
1%" 1.819" 
1%" = 1.990" 
1%" = 2.158" 
114" 2.325° 
Heavy Duty 
#2 0.182" 
#4 = 0.223" 
#5 = 0.252" 
#6 0.266" 
#8 0.307" 
#10 0.350" 
#12 0.391" 
Ys" 0.489" 
%e' 0.593" 
¥e" 0.688" 
”e' 0.784" 
Yo" 0.879" 


— 


aa 


he eae 
FASTENEE 


Armor Coat® Grade 8 


Plain Finish 
Item Pkg. 
No. Qty. 


100 
100 
100 
100 
100 


1DZU6 
1DZU7 
1DZU8 
1DZU9 
1DZV1 
1DZV2 
1DZV3 
1DZV4 
1DZV5 
1DZV6 
1DZV7 
1DZV8 
1DZV9 
1DZW1 
1DZW2 
1DZW3 
1DZW4 
1DZW5 
1DZW6 


19NP39 
19NP41 
19NP42 
19NP43 
19NP44 
19NP45 
19NP46 


Zinc-Plated 
Item Pkg. 
No. Qty. 
1DZX3 —100 
1DZX4_ —~=—- 100 
1DZX5 ~=100 
1DZX6 = 100 
1DZX7 ~—- 100 
1DZX8 = 100 
1DZX9 100 
1DZY1 100 
1DZY2 100 
1DZY3 ~=50 
1DZY4 =50 
1DZY6 =25 
1DZY7)—s 25 
1DZY8 25 
1DZY9 10 
1DZZ1 10 
1D2ZZ2 10 
1DZZ3 10 
1DZZ4 = 10 
1EAE6 100 
19NP50 100 
19NP51 100 
19NP52 100 
19NP53 100 
19NP54 100 
19NP55 100 
19NP56 100 
19NP57 100 
1EAF7 §=100 
1EAF8 100 
1EAF9 50 


Fits 


Bolt Outside) Item Pkg. 


Sizes Dia. 
1%" 1.903" 
Extra Duty 
#4 = 0.253" 
4! 633" 
Ye 0.619" 
¥" 0.738" 
~c' 0.836" 
Yo" 0.935" 
%e6' 1.035" 
%" 1.151" 
Ya" 1.355" 
Vee SY ag 
1" 1.794" 
1%" = 2.013" 
1Ya" 2.222" 
1%" 2.627" 
Heavy 
3" 
/e" 
TA 
V6" 
5" 
yj 
7A 
7" 
1%" 


0.688" 
0.784" 
0.879" 
0.975" 
1.087" 
1.285" 
1.489" 
1.700" 
2.104" 
1%" 2.301" 
1¥%" 2.491" 
2" 3.144" 
244" _ 3.398" 
2%" 3.648" 


Standard Duty 
fo" 


0.738" 





250% stronger than stainless steel. 


Fits Bolt Sizes 
7A 
Vie. 
Vi 
“Ae. 
Yo" 
¥%" 
fq" 


Outside Dia. 
0.489" 
0.593" 
0.688" 
0.784" 
0.879" 
1.087" 
1.285- 


Thickness 
0.062" 
0.078" 
0.094" 
0.109" 
0.125" 
0.156" 
0.188" 


Plain Finish 


No. Qty. 
23NJ34 5 


19NP27 
19NP30 
19NP31 
23NJ35 
22UH60 
22UH61 
22UH62 
22UH63 
22UH64 
22UH65 5 
22UH66 
22UH67 
22UH68 
22UH69 


100 
100 
100 
50 
295 


22UH44 
22UH45 
22UH46 
22UH47 
22UH48 
22UH49 
22UH50 
22UH51 
22UH52 
22UH53 
22UH54 
22UH57 
22UH98 
22UH59 


Item 
No. 
5DKD3 
5DKD4 
5DKD5 
5DKD6 
5DKD/ 
5DKD8 
5DKD9 


Zinc-Plated 
Item Pkg. 
No. Qty. 
23NJ37 3) 
19NP32 100 
19NP36 100 
19NP37 100 
22UJ03 = 25 
22UJ05 25 
22UJ06 10 
22UJ07 10 
22UJ08 5 
22UJ09 5 
22UJ10 5 
22UJ11 D 
22UJ12 4) 
22UH91 50 
22UH92 = 25 
22UH93 = 25 
22UH94 = 25 
22UH95 ~=s:«10 
22UH96_~—=—s: 10 
22UH97_~=—sé5 
22UH98_ =s5 
22UH99_ ~=—sé5 
22UJ01 5 
22UJ02 5 
23NJ38 50 


Pkg. 


Split Lock Washers 


FASTENERS 
Washers 


High Collar Split Lock Washers 


Split Lock Washers—Meet 
ASME B18.21.1 standards. 


Fits 
Bolt Sizes Outside Dia. 
18-8 Stainless Steel, Plain 
Yq" 0.363" 
Ae 0.457" 
¥" 0.550" 
A2 Stainless Steel, Plain 
M3 5.6mm 
M4 7.0mm 
M5 8.8mm 
M6 9.9mm 
M8 12./mm 
M10 16.0mm 
M12 18.0mm 
A4 Stainless Steel, Plain 
M5 mm 
M6 9.9mm 
M8 12./mm 
M10 16mm 
Steel, Furnace Black 
M3 5.6mm 
M4 7.0mm 
M5 8.8mm 
M6 9.9mm 
M8 12./mm 
M10 16.0mm 
Steel, Plain 
#4 O13: 
#6 0.216: 
#8 0.267" 


a 
us 
fe * =a 
ibe! ) 


ee : 1. 
a | 


Item 
No. 


22UJ79 
22UJ76 
22UJ7/ 


22UJ37 
22UJ38 
22UJ39 
22UJ40 
22UJ41 
22UJ42 
22UK19 


20DN4/ 
20DN48 
20DN49 
20DNo0 


6FE27 
6FE29 
6FE31 
6FES3 
6FES5 
6FE37 


19NT88 
19NT90 
19NT91 


Metric Split Lock Washers— 


Meet DIN 7980 standards. 
Pkg. Fits 
Qty. Bolt Sizes Outside Dia. 
#10 0.294" 
50 Ya" 0.363" 
50 V6 0.457" 
50 Ye" 0.550" 
ve 0.644" 
50 Yo" 0./33- 
50 73" 0.917" 
50 Yq" L105. 
50 73 1.291" 
50 1" 1.478" 
50 14" 1.790" 
20 1¥," 2.159" 
M12 18.0mm 
50 M14 21.1mm 
50 M16 24.4mm 
50 M20 30.6mm 
50 M24 35.9mm 
M30 44.14mm 
100 Steel, Zinc 
100 M4 7.0mm 
100 M5 8.8mm 
100 M6 9.9mm 
100 M8 12./mm 
100 M10 16.0mm 
M12 18.0mm 
100 M16 24.4mm 
100 M20 30.6mm 
100 





Metric Blue® High Collar 
Split Lock Washers 


Blue coating provides easy metric identification. Meet DIN 7980 standard. 


Inside 
Fits Bolt Sizes Dia. 

M3 3.50mm 
M4 450mm 
M5 5.50mm 
M6 6.5mm 
M6 6.50mm 
M8 8.5mm 
M8 9.00mm 
M10 10.5mm 
M10 10.50mm 
M12 13.0mm 
M12 12.50mm 
M16 16.5mm 
M16 16.50mm 
M20 21.0mm 
M20 21.00mm 
M24 25.00mm 
M24 25.0mm 


GRAINGER CATALOGS 
Are Digital Too! 


e Choose From Our Library of Catalogs 
e Browse, Download or Share Pages 
e Add Items to Your Cart and Checkout When Ready 





Outside Dia. 


550mm 
6.50mm 
8.50mm 


Thickness 


1.00mm 
1.20mm 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Item 
No. 
5YMW2 
5YMW3 
5YMW4 
5YMX2 
5YMW5 
5YMX3 
5YMW6 
5YMX4 
5YMW/ 
5YMX5 
5YMW8 
5YMX6 
5YMW9 
5YMX7 
5YMX0 
5YMX1 
5YMX8 


Item 
No. 
19NT92 
19NT93 
19NT94 
22UH/0 
22UH/1 
22UH/2 
22UH/3 
22UH/4 
22UH/5 
22UH/6 
22UH// 
22UH78 
22UK16 
20DN22 
22UK1/ 
209DN23 
20DN24 
20DN25 


20DN26 
20DN27 
20DN28 
20DN29 
20DN30 
29DN31 
20DN32 
20DN33 


2095 





FASTENERS Scan. Order. Done. =k 





Washers Details on page Al. 
Structural Washers 
Flat—Primarily used for structural bolting. = Metric meet DIN 435 standard 
Commonly used with higher strength fasteners. = Malleable iron meets ASTM A47 standard 


Meet ASTM F436 standard. Raised—Large bearing surface provides added 
Square Beveled—Washers are primarily used strength. Meet ASTM A47 standard. 

for structural leveling and shimming applications. 

Hardened steel is commonly used in A325 and A490 

structural bolting applications. 








Fits Bolt Outside Item Pkg. Fits Bolt Outside Item Pkg. 
Sizes Thickness Dia. No. Oty. Sizes Thickness Dia. No. Oty. 
tructural Flat Washer alleable Iron, Plain 

Steel, Galvanized Hg" 0.120 to 0.340" TV" 2DE58 600 

~ ft" 0.136 fo 0.177 2” 62ZA30. 10 A .190 to 0.440" 3" ff 

4" 136 to O.177 Q Steel, Zinc 
8" .136 to 0.177" 4" ~ M8 46mm 22mm 6GAT0.—— 10S 
78" : to 0.177" Ae 1 5 M10 46mm 22mm 6GA12 10 
4" to 0.177" 32" 3 mm mm 4 
Square 8° .136 to 0.177" 4" ) M16 7.omm 32mm 6GA16 10 
Beveled 2. .097 to 0.177 16 ) 2mm mm 9 
Square Beveled Washer mm mm 5 
Malleable Iron, Galvanized aised Structural Washer 
x 0.120 to 0.340" iA 2DE60 600 Malleable Iron, Plain 
4" 190 to 0.440" p" 7 ~ % -0.136t00.177" 29"  ODE54 05 
Q" .136 to 0.177" 2 3 3 
4" .136 to 0.177" : 5 5 
Countersunk Washers 
Fits Bolt Outside Item Pkg. Fits Bolt Outside Item Pkg. 
For Use With Size Dia. Thickness No. Qty. For Use With Size Dia. Thickness No. Qty. 
18-8 Stainless Steel Nylon, Black 
#8 4" Ye" 1JYG5 1 #6 =©0.437" 0.100" 4DCR8 20 

30° Flat/Oval «ep SVG 782° Flat/Oval = #80510" 0.175" DCTS 20 

ead ecraws #10 136" Yea" 1JYG7 1 Head Countersunk #10 0.575" 0.152" 4DCP9 20 
yj! 1%" Yao" 1JYH3 1 Screws #12 0.609" 0.160' 4DCR4 20 
2" ¥30" 1JYH5 61 Ys" ~—«(0.683" 0.180" 4EYAG 20 

#6 2% 4" 64" 1NU82 100 Nylon, Off White 

82° Flat/Oval #8 3364" 0" 1NU83 100 #6 ~=60.437". 0.100" 4DCT1 20 
Head Countersunk #10 1949" Ha" 1NU84 100 82° Flat/Oval #8 0.510" 0.115' 4EYA4 20 
Screws #12 1g" 9/34" 1NU85 100 Head Countersunk #10 0.575" 0.152" 4DCR2 20 

Ya" 29/30" /32" 1NU86 100 Screws #12 0.609" 0.160" 4DCR6 20 

A1 Stainless Steel Ys" ~—-0.683" 0.180" 4EYA8 20 
90° Flat/Oval M3 10mm 1.8mm _ 6FY92 10 Steel, Black Oxide Finish 
ian Aa ~ M4 14mm 2.3mm  6FY94 10 49 ¥," Ys) —s«sSTASB C5 
Gravis M5 16mm 2.8mm _ 6FY96 5 1" Ye" 5TAD9 35 

M6 18mm 3.3mm 6FY98 5 #10 1H)" Yea" 5TAGO 5 

Brass 1%" Yea" 5TA61 = 
ae : #6 15/39" %64" 2DE93 100 Flat Socket Head 1%" Yo" 5TA63 
ead Countersun i i Cap Screw Va" 13" 30" 5TA64 = 
Sea #10 1%p 7%"  2DU21 100 p bo | (c 
Low Carbon Steel, Nickel Finish 16mm 3mm 5TA48 5 

#4" Yn" __-2DE2B_ 100 M4 0mm 3mm 5TA49 5 
#6 19/9" 64" 2DE30 100 “M6 32mm 4mm 51A53. 1 

82° Flat/Oval = #8 ho" ea’ DDES2_ 100.) 
Head Countersunk #10 19/39" Ha" 2DE34 100 
Screws #12 2139" Ye" 2DE36 100 

Ya" 25/39" /30" 2DE38 100 
Ye" 1" Ya" 2DE40 100 





Thick Square Washers 








oa Bolt ie 7 A i Bolt ik em ae 7 . 

izes ia. 0. y. izes ia. 0. y. 

18-8 SS, Plain Finish Steel, Galvanized Finish Metric Nonserrated Conical Washers 
Ya" 2 5RU22 1 3" 2 5RU23 1 
H ry 5RU25 1 - ry 5RU26 1 = Meet DIN6796 
vp" 2' 5RU28 1 2. 26L103 1 A2 STAINLESS 
yf" 2" 5RU31 1 2" 5RU29 i STEEL SPRING STEEL 
Yq" z 5RU34 1 5" S 26L104 1 Item Pkg. Item Pkg. 
Us 2" 5RU37 i 4" 26L109 1 Fits Bolt Sizes Outside Dia. Thickness | No. Qty. No. Oty. 
1" Z 5RU39 1 z 5RU32 1 M3 7mm 0.6mm | GFY51 10 | G6FY72 100 

Case Hardened Steel, Black Oxide Finish 3/4" a 26L106 1 M4 9mm imm | 6FY53 25 = 6FY74 100 
Ya" 2" 5RU21 1 4" 26L111 i M5 11mm 1.2mm 6FY76 100 
3" z 5RU24 1 Z 5RU35 | M6 14mm 1.5mm 6FY78 50 
Yo" 2 5RU27 a Us 3 26L108 i M8 18mm 2mm 6FY80 25 
¥" 2 5RU30 1 4" 26L112 1 M10 23mm 2.5mm 6FY82 10 
4" 2 5RU33 1 4" ch 26L110 1 M12 29mm 3mm 6FY84 10 
Us 2" 5RU36 i 4" 26L113 1 M16 39mm 4mm 6FY86 1 
1" 2 5RU38 1 M20 45mm 5mm 6FY88 1 

2096 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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= Download Available FASTENERS 


OL“2]GRAINGER.COM Screws 


Screw Information 
Machine Thread-Cutting Wood 


General purpose screws are typically >)  Self-tapping screws cut away and remove the ~ Form their own internal 
used in noncritical applications. Machine f surrounding material instead of displacing it. mating thread in wood or 
screws are most commonly used to — Create a zero-clearance fit that resists vibration other resilient materials. 
fasten metal to metal, and are designed — and prevents loosening. See page 2102. They create a tight joint, 
to be inserted into a prethreaded hole or —= = Used in harder, less pliable materials but the screws can be 
mated with a nut (in which case they may : = Not recommended for applications requiring removed easily without 
be called stove bolts). See page 2098. = frequent assembly and disassembly damage. See page 2108. 


Sheet Metal Thread-Cutting Note: Predrilling is 


Designed for quick entry into sheet metal, Self-tapping screws displace the surrounding ean Hed aaeteneaen 
plastics, wood, fiberglass, aluminum, material instead of removing it. They typically have 
plywood, and hard rubber. They tap their higher drive and strip torque values than thread- 
own internal mating thread when inserted cutting screws. Not recommended for materials 
into a predrilled or prepunched pilot hole; that crack under sustained loads. See page 2105. 
the resulting fit has close to zero clear- = Used in softer materials that can deform 
ance for a strong hold. See page 2105. = For applications requiring frequent 
assembly and disassembly 


Ay olay 


eer! 
SA SLSS 


= 
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= 
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— 
= 
=_ 
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= 
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* GRAINGER : 
AppRoveD /7//Bee Leitzke 





No. of No. of ' Head Item 
Pieces Sizes Includes Type Material Brand No. 
acing Sere, nS ame wnOye chet a", x1", x1-1/4", (8) Each: 10"-24 x 1%, (6) Each: 10°-24 x 2", Finish 
crews ach: 10°-24 x 4", x1", x1-1/4", ach: 10°-24 x 1%, ach: 10°-24 x 2°, Finis 
84 7 _ Washers (20) Each: #10, Hex Nuts (20) Each: 10°-24, Plastic Hanging Pak Oval Steel Plain GA S3WR24 
Machine Screws (30) Each: 6-32 x 72’, (25) Each: 6'-32 x 4", 8'-32 x 72’, 10°-24 x 72, (20) Each: 8°-32 x 94", 10"-24 x 4", (15) Each: 
1180 99 «8-32 X 1", 8°32. x 1", 10"-24 x 2", x3/4", x1", 10-32 x 1", (12) Each: 4'-20 x 4", (10) Each: %4"-20 x 1", (6) Each: 4-20 x 1%’, (4) Beund Steel Zinc GA  53WR36 


Each: 10"-24 x 1%", Hex Nuts (82) Each: 6"-32, (75) Each: 8"-32, 10"-24, Se Each: 10"-32, (35) Each: %4"-20, Flat Washers (88) Each: 
#6, (85) Each: #8, #10, (35) Each: %4", Lock Washers (88) Each: #6, (85) Each: #8, #10, (35) Each: %4", and Plastic Hanging Pak 
Machine Screw and Nut Assortment 
Screws (100) Each: 6-32 x ¥%', x1/2', x3/4", 8'-32 x Ya", Y4'-20 x 2", x3/4", x1", x1-1/2", (48) Each: 6°-32 x 1°, (39) 
1711 24 Each: 10°-24 x 2", x3/4", x1", 10"-32 x %4", x3/4", x1", (36) Each: 8"-32 x 94", x1", (33) Each: 8"-32 x 1%", (24) Each: 10"- Round Steel Zinc GA 53WR06 
24 x 1%", Nuts (100) Each: 6-32, 8"-32, 10"-24, 10"-32, %4'-20, and Metal Container, Fits Cabinet No. 4UJ35 
Machine Screw Assortment 


Screws (12) Each: 10-24 x ¥%", (10) Each: 10°24 x 1", (5) Each: ¥s"-20 x 1", x1-1/2" | 

A 6 Hak Nuts (34) Fach: 1024 (15) Each: V#'-20, Plastic Hanging Pak Round Steel Zinc =9GA = S3WR19 
ach: 6'-32 x 5", (15) Each: 8-32 x ¥%", x3/4", (12) Each: 10'-24 x x3/d" 

88 7 {ay Each -20 x (6) Each: 1-20 x 1", Plastic Case ayy __ Shel Fan, 


(295) Each: M3-0.50 x 6mm, (20) Each: M3-0.50 x 10mm, M4-0.70 x 6mm, x12mm, (18) Each: M4-0.70 x 


20mm, (13) Each: M4-0.70 x 25mm, (12) Each: M5-0.80 x 10mm, (10) Each: M4-0.70 x 30mm, x40mm, 

214-18 M5-0.80 x 16mm: (9) Each: M5-0.80 x 20mm, (8) Each: M5-0.80 x 25mm, M6-1.00 x 12mm, (7) Each: M5- Pan Steel Zinc = GA = S8WR25 
0.80 x 30mm, M6-1.00 x 16mm, x20mm, (5) Each: M6-1.00 x 25mm, x30mm, Plastic Hanging Pak 

445 16 (40) Each: 6"-32 x %", x3/4", x1", 8"-32 x 2", x8/4", (35) Each: 8"-32 x 1°, 10"-24 x %", (30) Each: 8"-32 x 1%", 10"-24 x Flat Steel Zinc GA 53WR15 

445 16%", x1", (20) Each: 10"-24 x 1%", (15) Each: %4"-20 x Y2", x3/4", x1", (10) Each: %4"-20 x 1%", x2", and Plastic Case Round Steel Zinc GA 53WR23 
(40) Each: M4-0.70 x 6mm, x10mm, xi2mm, x16mm, (15) Each: M4-0.70 x 20mm, x25mm, x30mm, x35mm, x40mm, 

455 24 = x45mm, x50mm, (30) Each: M5-0.80 x 10mm, x16mm, x20mm, (10) Each: M5-0.80 x 25mm, x30mm, M6-1.00 x Pan Steel Zinc GA  53WRO2 


12mm, x16mm, x20mm, x25mm, x30mm, x35mm, x40mm, x50mm, and Metal Container, Fits Cabinet No. 4UJ35 
Multi-Machine, Tapping Screw, and Washer Assortment 
Oval Sheet Metal Screws (10) Each: #6 x %4", x1", #8 x 94", (8) Each: #8 x 1", x1-1/4", #10 x 1°, (6) Each: #10 x 1%", (5) Each: #12 x 
1%", Pan Sheet Metal Screws (10) Each: #6 x 94", #8 x %", (8) Each: #8 x 1%", #10 x 1", (5) Each: #10 x 1%", Oval Machine Screws Oval. Pan 
202 32 i Each: 10"-24 x 4", 10"-24 x 1", %4"-20 x %", x1", x1-1/2", (3) Each: 10"-24 x 114", Round Machine Screws (4) Each: 10"-24 x 4", x1", and Bound Steel Plain GA  53WR34 
3) Each: Y4"-20 x %4", Y4"-20 x 1", (2) Each: %4"-20 x 1%", Hex Nuts (20) Each: 10"-24, (15) Each: %"-20, Flat Washers (15) Each: #10, 
(8) Each: 4", Lock Washers (15) Each: #10, (12) Each: %", Finish Washers (12) Each: 4", (10) Each: #10, and Plastic Hanging Pak 
Self-Drilling Screw and Washer. Cone (20) E A TOTO KV (30) Each: B18 x ; , 
elf-Drilling Screws ach: 10°-16 x 4’, ach: 8°-18 x 2", x3/4", x1", 10°-16 x 2", (20) Each: 10°-16 x 1°, 12°-14 x 4", xT", . 
295 12-44. x 94", x1", Self-Drilling Screws with Neoprene Washer (20) Each: 12"-14 x 94", (15) Each: 14'-14 x 1", and Plastic Case mex Waster” -SieciZmo. GX saNile 
Self-Drilling Screw Assortment 
Self-Drilling Screws “4 Each: #6 x 2", #8 x Y2", (20) Each: #8 x 34", (15) Each: #6 x 94", #10 x 94", x5/8", 
199 15 = -x1/2", (12) Each: #10 x 1", (10) Each: #8 x 1", #12 x %", x1", (8) Each: #12 x 1%", #14 x 3%", (6) Each: Hex Washer Steel Zinc GA  53WR37 
#14 x 1", (4) Each: #14 x 1%", Magnetic Drivers (1) Each: %", %e', 4", Plastic Hanging Pak 





Flat Head (10) Each: 10°-24 x 14", x1-7/16", 12°-24 x 2", Pan Head (40) Each: 8°-18 x 2’, (30) Each: 6"- 
340 13 20 X 3p" x1 2. 8-18 X 3/4" x1 - x1-1/2", 10"-16 X Yo" x5/8", x3/4", x1 i Plastic Container Flat and Pan Steel Zinc GA 53WR22 
* i 1 WV i i 7 Ly = i 5 | i i i = i . i W i = 
1895 99 (100) Each: #6 x 2, #8 x Ya, x3/4", x1, XT-V/4, X1-1/2", #10 X 2, XS/4", XT, X1-1/4, XI-1/2), #12 x M4, XT", XI Hex Washer  SteelZinc GA  53WR14 


1/2", Va" x Ya", x1", x1-1/2", (50) Each: #6 x 94", x1", (25) #12 x 1%", Metal Container, Fits Cabinet No. 4UJ35 
Sheet Metal Screws and Plastic Anchors Assortment 


Hex Head Screws (70) Each: #8x3/4", Pan Head Screws (50) Each: #4x3/8", #6x1/2", #10x3/4", (40) Each: #8x9/8", (20) Carbon —_Itw Bee 


865 12 Each: #10x1", #12x1", #14x1", Plastic Anchors (20) Each: 4", (15) Each: %*, (10) Each: 1", and Plastic Hanging Pak Pan Steel Zinc Leitzke  2NRZ8 
Tapping Screw and Washer Assortment 

16 6 Screws (8) Each: #8 x 1%", #10 x 1%", (10) Each: #8 x %4', x1", #10 x 1°, Washers (15) Each: #8, #10, Plastic Hanging Pak Oval Steel Plain GA  S3WR1/ 
Tapping Screw Assortment 

82 7 (15) Each: #6 x 94", #8 x 2", (12) Each: #8 x 1°, #10 x %4", (10) Each: #8 x 4°, #10 x 1", (8) Each: #10 x 1%", Plastic Hanging Pak Pan Steel Plain GA 53WR21 

94 6 Ge Each: #8 x 2", (20) Each: #8 x 94", (15) Each: #8 x 1", (12) Each: #8 x 1%", #10 x 1°, (10) Each: #10 x 1%", Plastic Hanging Pak Pan Steel Zinc GA 53WR10 

(55) Each: #8 x 12", (50) Each: #10 x %", (45) Each: #8 x %4", (40) Each: #6 x 1%", (35) Each: #6 x 1°, #8 x 1°, #10 x 94", 
bdo 19 (30) Each: #6 x 4", #8 x 1%", 40x 1", (25) Each: #8 x 1%", #12 x %', (20) Each: #10 x 1%", (15) Each: #10 x 1%", Pan Steel Zinc GA 53WR30 


15) Each: #14 x 9%", (14) Each: #12 x 1", x1-1/2", (12) Each: #14 x 1", (10) Each: #14 x 1%", Plastic Hanging Pak 
val Head (35) Each: #6 x 1%", (30) Each: #6 x 9", #8 x 14", (25) Each: #8 x 34", (20) Each: #6 x 1", #8 x 1", #10 x 
Ya", (15) Each: #8 x 14", x1-1/2", #10 x 1", (12) Each: 10 x 1%", (10) Each: #10 x 1%", Pan Head (100) Each: #8 


6670 24 x 14", 10 x 1%", (35) Each: #6 x %, (30) Each: #6 x %4", #8 x %", (25) Each: #8 x %', (20) Each: #6 x 1", #8 x 1", Oval and Pan Steel Plain GA = S3WR18 
#10 x %4", (15) Each: #8 x 1%", #10 x 1", (10) Each: #10 x 114", Metal Container, Fits Cabinet No. 4UJ35 
5000 20 (100) Each: #6 x %", x1/2", x5/8", x3/4", x1", #8 x 2", x9/8", x8/4", x1", x1-1/4", x1-1/2", #10 x 2", x3/4", Pan Steel Zinc GA 53WP98 


x1", x1-1/4", x1-1/2", x2", #12 x ¥", x1", x1-1/2", and Metal Container, Fits Cabinet No. 4UJ35 
Wood Screw Assortment 
22 6 (30) Each: #6 x %', (25) Each: #6 x 1", (20) Each: #6 x 1%", #8 x 1, (15) Each: #8 x 1%", (12) Each: #8 x 1%", Plastic Hanging Pak Flat Steel Zinc GA 53WR29 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2097 


FASTENERS Scan. Order. Done. 
Screws Details on page Al. 





Round Head Machine Screws 


J CECE (( (( CCCCCCCECEEC Perey gives a decorative appearance. Meet 


Combination Drive 





Phillips Drive 


Note: Additional sizes, materials, and slotted drive are available on Grainger.com®. 





Item Pkg. Item Pkg. Item Pkg. 
Length Drive Type Material* No. Qty. Length Drive Type Material* No. Qty. Length Drive Type Material* No. Qty. 
2-56 Thread Size Phillips 18-8 SS 2BB37 100 1 in Phillips 18-8 SS 2BB73 100 
Yin Phillips Steel 2EB15 100 Y in Phillips Steel 2EB/2 100 1 Y% in Phillips 18-8 SS 2BB7/5 100 
¥e In Phillips Steel 2EB16 100 Combo Steel 1MY80 100 1 in Phillips Steel 2EE25 100 
Y in Phillips Steel 2EB18 100 Phillips 18-8 SS 2BB39 100 1 Y% in Phillips Steel 2EE27/ 100 
4 in Phillips Steel 2EB20 100 ¥ in Phillips Steel 2EB/3 100 1 Yin Phillips Steel 2EE29 100 
4-40 Thread Size Combo Steel 1MY81 100 1% in Phillips Steel 2EE31 100 
He in Phillips Steel 2EB24 100 Phillips 18-8 SS 2BB41 100 1 in Combo Steel 1NA28 100 
Phillips 18-8 SS 2BB11 100 3% in Phillips Steel 2EB/5 100 1 Yin Combo Steel 1NA30 100 
Y in Phillips Steel 2EB26 100 Combo Steel 1IMY82 100 2 In Phillips Steel 2EE33 100 
Combo Steel 1MY47 100 hii Phillips Steel 2EB// 100 3 In Combo Steel 1NA35 100 
eal Phillips 18-8 SS 2BB13 100 Combo Steel IMY83 100 12-24 Thread Size 
my Phillips Steel 2EB28 100 1 in Phillips 18-8 SS 2BB43 100 ¥% in Phillips Steel 2EE35 100 
Phillips 18-8 SS 2BB15 100 1 Y% in Phillips 18-8 SS 2BB45 100 . Combo Steel 1NA38 100 
¥e in Phillips Steel 2EB30 100 1% In Phillips 18-8 SS 2BB4/ 100 yin Phillips Steel 2EE3/ 100 
Combo Steel 1MY48 100 1% in Phillips 18-8 SS 2WA26 100 Combo Steel 1NA39 100 
ein Phillips Steel 2EB32 100 1 in Phillips Steel 2EB/9 100 5% in Phillips Steel 2EE39 100 
Combo Steel 1MY49 100 1 Y% in Phillips Steel 2EB81 100 Combo Steel 1NA40 100 
¥3 In Phillips Steel 2EB34 100 1% In Phillips Steel 2EB83 100 yin Phillips Steel 2EE40 100 
yin Phillips Steel 2EB35 100 1 in Combo Steel 1MY84 100 : Combo Steel 1NA41 100 
Combo Steel 1MY51 100 1% in Combo Steel 1IMY85 100 1 in Phillips Steel 2EE43 100 
%h in Phillips Steel 2EB37/ 100 1% in Combo Steel 1MY86 100 1 Yin Phillips Steel 2EE46 100 
Combo Steel 1MY52 100 1% In Combo Steel 1IMY87 100 1 In Combo Steel 1NA42 100 
1 in Phillips Steel 2EB39 100 Phillips 18-8 SS 2WA27 100 1 Y% in Combo Steel 1NA43 100 
1 Yin Phillips Steel 2EB41 100 2 in Phillips Steel 2EB85 100 1 Yin Combo Steel 1NA44 100 
1 in Combo Steel 1MY53 100 Combo Steel 1MY88 100 ot. Phillips Steel 2EE48 100 
1% in Combo Steel 1MY54 100 2 Ya in Combo Steel 1MY89 100 Combo Steel 1NA45 100 
1% In Combo Steel 1MY55 100 2% In Combo Steel 1MY90 100 2 “In Combo Steel 1NA46 100 
5-40 Thread Size 3 In Combo Steel 1MY91 100 3 in Combo Steel 1NA47 100 
YW in Combo Steel 1MY56 100 10-24 Thread Size V4-20 Thread Size 
¥% in Phillips Steel 2EB43 100 Vicia Phillips Steel 2EB87 100 Yq in Combo Steel 1NA48 100 
: Combo Steel 1MY57 100 Combo Steel 1IMY94 100 ¥e In Phillips Steel 2EE50 100 
Vy in Phillips Steel 2EB45 100 Phillips 18-8 SS 2BB49 100 Vy in Phillips 18-8 SS 31JV03 50 
Combo Steel 1MY58 100 ¥e in Phillips Steel 2EB89 100 Phillips Steel 2EE52 100 
4 in Combo Steel 1MY59 100 Combo Steel IMY95 100 Phillips 18-8 SS 31JV04 50 
1 in Combo Steel 1MY60 100 “6 in Phillips 18-8 SS 2BB51 100 ¥ in Phillips Steel 2EE54 100 
1 Yin Combo Steel 1MY61 100 Phillips 18-8 SS 2BB53 100 Combo Steel 1NA51 100 
1% In Combo Steel 1MY62 100 % in Phillips Steel 2EB91 100 Phillips 18-8 SS 31JV05 50 
6-32 Thread Size Combo Steel 1MY96 100 ¥ in Phillips Steel 2EE56 100 
Phillips 18-8 SS 2BB17 100 Phillips 18-8 SS 2BB55 100 Combo Steel 1NA52 100 
YW in Phillips Steel 2EB4/ 100 % in Phillips Steel 2EB92 100 In Phillips Steel 2EE58 100 
Combo Steel 1MY63 100 Combo Steel 1MY97 100 1% In Phillips 18-8 SS 2BB84 50 
sein Phillips 18-8 SS 2BB19 100 Phillips 18-8 SS 2BB5/ 100 1 Yin Phillips 18-8 SS 2BB86 50 
i Phillips Steel 2EB49 100 ¥4 in Phillips Steel 2EB94 100 ‘in Phillips 18-8 SS 3SAWE8 50 
Phillips 18-8 SS 2BB21 100 Combo Steel 1MY98 100 Phillips Steel 2EE60 100 
¥e in Phillips Steel 2EB51 100 3 in Combo Steel 1MY99 100 1 Y% in Phillips Steel 2EE61 100 
Combo Steel 1MY64 100 1 in Phillips 18-8 SS 2BB59 100 1 Yin Phillips Steel 2EE65 100 
Phillips 18-8 SS 2BB23 100 1 Y% in Phillips 18-8 SS 2BB61 100 1% In Phillips Steel 2EE68 100 
Y in Phillips Steel 2EB53 100 1% In Phillips 18-8 SS 2BB63 100 1 Y% in Combo Steel 1NA54 100 
Combo Steel 1MY65 100 1% in Phillips 18-8 SS 2WA28 100 1 Yin Combo Steel 1NA55 100 
Phillips 18-8 SS 2BB25 100 1 in Phillips Steel 2EB96 100 1% in Combo Steel 1NA56 100 
¥e in Phillips Steel 2EB54 100 1 Y% in Phillips Steel 2EB98 100 9 in Phillips 18-8 SS 31JV06 50 
Combo Steel 1MY66 100 1% In Phillips Steel 2EE10 100 Phillips Steel 2EE71 100 
Phillips 18-8 SS 2BB27 100 1% in Phillips Steel 2EE12 100 2 2 In Phillips Steel 2EE73 100 
¥4 in Phillips Steel 2EB56 100 1 in Combo Steel 1NA10 100 2% in Phillips Steel 2EE77/ 100 
Combo Steel 1MY67 100 1 Y% in Combo Steel 1NA11 100 2 in Combo Steel 1NA57 100 
in Combo Steel 1MY68 100 1% In Combo Steel 1NA12 100 2 Yin Combo Steel 1NA58 100 
1 in Phillips 18-8 SS 2BB29 100 1% in Combo Steel 1NA13 100 2 2 in Combo Steel 1NA59 100 
1% In Phillips 18-8 SS 2WA25 100 Phillips 18-8 SS 31KJ29 50 2% in Combo Steel 1NA60 100 
1 in Phillips Steel 2EB58 100 2 in Phillips Steel 2EE14 100 3 In Combo Steel 1NA61 100 
1 VY in Phillips Steel 2EB60 100 Combo Steel 1NA14 100 6-18 "Thread Size 
1% In Phillips Steel 2EB62 100 2 V4 in Combo Steel 1NA15 100 Y in Combo Steel 1NA67 100 
1% in Phillips Steel 2EB64 100 2 Yin Combo Steel 1NA16 100 4 in Combo Steel 1NA68 100 
1 in Combo Steel 1MY69 100 3 in Combo Steel 1NA17 100 1 in Phillips Steel 2EE80 100 
1 Y% in Combo Steel 1MY70 100 3 “Yin Combo Steel 1NA18 100 1 Yin Phillips Steel 2EE83 100 
1% in Combo Steel 1MY71 100 10-32 Thread Size 1 In Combo Steel 1NA69 100 
1% in Combo Steel 1MY72 100 Ya in Combo Steel 1NA22 100 1% in Combo Steel 1NA70 100 
2 In Combo Steel 1MY73 100 Phillips 18-8 SS 2BB65 100 1 %in Combo Steel 1NA71 100 
2 Yoin Combo Steel 1IMY74 100 ¥e in Phillips Steel 2EE16 100 2 In Combo Steel 1NA72 100 
3 In Combo Steel 1MY75 100 Combo Steel 1NA23 100 2 2 In Combo Steel 1NA73 100 
8-32 Thread Size Phillips 18-8 SS 2BB6/ 100 3 In Combo Steel 1NA74 100 
Phillips 18-8 SS 2BB31 100 Y in Phillips Steel 2EE18 100 ¥-16 Thread Size 
Yq in Phillips Steel 2EB66 100 Combo Steel 1NA24 100 ¥4 in Combo Steel 1NA79 100 
Combo Steel 1MY77 100 Phillips 18-8 SS 2BB69 100 1 in Combo Steel 1NA80 100 
Phillips 18-8 SS 2BB33 100 % in Phillips Steel 2EE20 100 1 Yin Combo Steel 1NA81 100 
Vie in Phillips Steel 2EB68 100 Combo Steel 1NA25 100 2 in Combo Steel 1NA82 100 
Combo Steel 1MY78 100 Phillips 18-8 SS 2BB71 100 3 In Combo Steel 1NA83 50 
Phillips 18-8 SS 2BB35 100 ¥4 in Phillips Steel 2EE22 100 
¥e in Phillips Steel 2EB/0 100 Combo Steel 1NA26 100 
Combo Steel 1MY79 100 in Phillips Steel 2EE23 100 


* Steel screws are zinc-plated. 


Military Specification Pan-Head Machine Screws 
= 300 series stainless steel 
Crossed recessed Phillips drive. Meet MIL-C-13924 class 4 standard. 


} Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. 


Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. 





2-56 Thread Size 4-40 Thread Size 6-32 Thread Size 8-32 Thread Size 10-32 Thread Size 
Phillips Drive Ye" 5GLZ5 50 Ye" 5GMA2 50 Ye. 5GMC1 50 V4" 5GMDO0 50 ¥g" 5GMD8 50 
V4" 5GLZ6 50 V4" 5GMA4 50 V4" 5GMC2 50 3" 5GMD2 50 “6. 5GMD9 50 
V6" 5GLZ7 50 V6" 5GMA5 50 V6 5GMC3 50 V2" 5GMD3 50 yy," 5GMEO 50 
3" 5GLZ8 50 ¥g" 5GMA6 50 Ye" 5GMC4 50 ¥" 5GMD4 50 73" 5GME1 50 
Ya" 5GLZ9 50 Ya" 5GMA7 50 Ya" 5GMC5 50 ¥4" 5GMD5 50 Yq" 5GME2 50 
¥" 5GMA0 50 73" 5GMA8 50 ¥8" 5GMC6 50 1 5GMD/7 50 Us 5GME3 50 
Yq" 5GMA9 50 Yq" 5GMC7 50 1: 5GME4 50 
1" 5GMCO 50 1" 5GMC9 50 
2098 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
aT | 





o Download Available FASTENERS 





O GRAINGER.COM Screws 
7 CC (( COG (|g Phillips Philli 
Pan Head Machine Screws “4 Gg Drive CO 3 bass 
= Phillips drive Note: Additional sizes, materials, and slotted drive are available on 
Grainger.com®. 

Meet ASME B18.6.3 standard. 7 7 

a an a, | Metric Pan Head Machine Screws 
Length Material* Item No. Qty. Length Material* Item No. Qty. Length Material* Item No. Qty. aT . 
40-80 Thread Si ==S~S)S)«HB-32 Thread Size —~S)SS)«O-32Thread Size) =) |" Phillipsdrive © Meet DIN 7985 standard. 


Va E 6" z 
we a a aa a - 183 ae in a rite Oe i Note: Additional sizes, materials, and slotted drive are available on Grainger.com®. 


Vi 18-8 SS 1ZB11__—*100 18-8 SS -1ZB70_—_—-100 Vie. 18-8 SS 1ZE16 100 


%" 18-8SS 12B13._ 100.  %e  18-8SS 1ZB71 100 Steel 1MU43 100 . Pkg. Pkg. 
Br Teo 12814 100 aye “Steel IMU 100. Tees ety 100. | jonah Material tombe, Oh, Length Material Ham Ho. Oty 
#1-72 Thread Size * 18-8 SS 1ZB72 100, Steel _1MU44_ 100 er sy SE CEID 100 16 A488 6GB15 50 
we 18-8SS 1ZB17 100 ~ “ce. 18-8SS 12B73 100 18-8 SS 1ZE21 foo” | mm eee REET 00 mm ee eee 40 
Vc __1-685 12818 100 —,,,___ Steel 1MU24 100 9s" 18-8 SS AZEZT 100 | mm _atee_Faey i eee 
vi" 18-855 1ZB19 100 18-8 SS 12874100. ~~, ___ Steel iMU46—100- | 2mm _gtee,_Buei@ _t™ Te eS RAFTS 100 
ys 18-888 12820100 5, Steel  1MU25 100 T8885 1Ze24 00 | ppm lee somm ~ET Se aeBia 5 
#2-56 Thread Size 18-855 1ZB76 100 7 18-855 1ZE25 100 a + cae SBOE 50 um Steel 6GE74 +00 
vi 18-8SS 17821100 4, Steel  1MU26_ 100, Steel 1MU47 100. | 93mm Se? —faeea _ 5 SS —BAFTIA 100 
%e-18-8SS 1ZB22 100 18-8SS _1ZB77__100 18-8SS _1ZE26 100 VES S4FROO 100 25mm —geaal BGE72 100 
Vi 18-8 $$ 12823100. "18-8 SS 12B78_ 100. 1" 18-8 SS 1ZE2B 100 |) amm Ae 3p _S4FRGH OY AOS BAFTA 100 
%e 18-8SS  1ZB24 100 1 Steel 1MU28 100.44, Steel  1MU49 100 eyes S4FROT 100 30mm —geael 6GE73~ 100 
%" 18-8 SS 1ZB25 100 18-8 SS 1ZB79 100 18-855 1ZE30_— 100. |) 5mm —4e-82 Seat _i hoes BARTOR 100 
~s\18-8SS 1ZB26 1004 Steel | 1MU29 100 1%  18-8SS 1ZE31 100 Pons 54FR92 100 35mm eas —BGE7A 100 
He 18-8 SS 12ZB27 100 18-85 12B81_ 100. 2" 18-8 SS AZE32 100. | 6mm ~45 2 —SEERE2 _oh hos BAFTIB 100 
Ye 18-8SS1ZB29 100 yy Steel | 1MU30 100 2%  18-8SS 1ZE34 50 ho 68 54FRG3 100 40mm —eisal— 6GE75 100 
ys" 18-8 SS 1ZB30 100 18-8 SS 1ZB83_100. + 3° 18-8SS 1ZE35 50 amm —aeoP in| Siecl  BEETE 180 
7’ 18-8SS__12B31_ 100 44, _ Steel  1MU31 100 412-24 Thread Size $5.65 —BAFROA 106 ea Steel BEF? 100 
1" {8-8 SS 1ZB32 100 18-885 12884100. "18-8 SS ZE87_—700_ | 10mm ~6 2? SEE _lm Se eel BEV OE 
#4-40 Thread Size > Steel 1MU32_ 100 __%4"__18-8SS__1ZE39__100 ROSS —EAFROS—t0g— ead Set ee 
ve 18-8SS  1ZB33 100 18-8SS12B85 100. 1" 18-8 SS AZE40_ 100. | 12mm ~"e o> —StERS _i Soe Sect BER 
vq __, Steel 1ME93_ 100. 27" 18-8SS 17B86 100 [¥'-20 Thread Size be mt _aaee 


18-8 SS 1ZB34. 100. ~ 2%" 18-8SS 42B87 100 Steel  1MU55 100 | 14mm _ A2SS_ 38EA23 100 80mm __Steel__6GE81 10 
7 Steel  4ME94 100. ~ 234" 48-8SS 31KH69 100. ” ~48-8SS 314JU88 50 16mm —4299 _S4FR96 100 Mis-0.80mm Thread Size 





; i - Steel  6GE23 100 100 
Je A688 12838100 AOD Thread Sie Se Ss —3iyuRe 50 | 20mm Steel 6GE24 100 _™™ “Steel BGEB2 100 
Ti - 5 z M2.5-0.45mm Thread Size A2SS = 54FT27 100 
vr Steel {ME96 100 Vs 18-8SS  1ZB90 100 % 18-855 31JU90 50 8mm 
”" 78-8 SS 12837100 Steel 1MU33__100 Steel __1MU57_100. | 2mm _AeSS  GGHSE __100 sieel __GEESS__100 
i ¥, ya" A2SS 54FR97._—*‘100 A2SS  54FT28 +100 
ri = a = 
76 18-855 1ZB38 100 18-8 SS  1ZB91 100 18-8SS  31JU9T 50 5mm ee? eared 100 10 AE SS GBI 5 
yp" Steel {ME97 100 Vs Steel 1MU34 100 7 18-855  31JU92 50 eS S4rRas 100 mm Stacl GOERS ‘00 
* __ 18-8SS_1ZB39__ 100 18-855 1ZB93 100 Steel 1MU58_ 100 | 6mm ey 
Bl : 1 : Steel  6GE28 100 A2 SS 54FT29 50 
7h 18-8SS  1ZB41 100 5h Steel  1MU35 100 18-8SS  31JU93 50 SS —BAPROG 100 12mm —o) —EGEae ‘00 
ys" 18-8SS  1ZB43 100 18-8SS1ZB94 100. 4 Steel  1MU59 100 8mm eee ag 6 4 a REERe 06 
7 18-855 12B44 100 a Steel  1MU36 100 18-8SS  1ZE48 50 be mm___otee 
yy ; A2SS  54FT01 100 A2SS 54FT30. ‘100 
7" Steel  1MU10 100 18-8 SS 1ZB95 00° 4, Steel  1MU60 100 10mm 16mm 
: 2 : Steel  6GE30 100 Steel 6GE87 100 
8-8SS 1ZB45 100 7: Steel  1MU37 100 8-8SS  1ZE49 50 Ses — RETO? 100 5 Si —ReER 00 
1 —18-8SS  1ZB47 100 18-8SS 1ZB97 100 1%" 18-8SS 1ZE50 50 12mm ee) —eaea 00 ult eS BAFTSI 50 
TV" 18-855  1ZB49 100 1¥4 Steel {MU38 100 yal Steel 1MU61 100 77 eS arho4 100 20 AL SS — BGBS0 oF 
#6-32 Thread Size + 48-855 1ZB98 100 2% 18-8SS 1ZE52 50 mm mm 
A2SS 54FT03 ‘100 Steel  6GE89 100 
~e' 18-8 SS 1ZB53_ 10044. Steel 1MU39 100 2%" 18-6SS  1ZE53 25 16mm eee) Fea 100 eS BAFTS2 100 
i" Steel 1MU12 100 = 48-855  1ZB99 100 ch 18-8SS  1ZE54 25 tee 25mm 
A2SS 54FT04 ‘100 Steel  6GE90 100 
ve Steel  1MU13 100 1% 18-8SS 1ZE10 100 |%%4e'-18 Thread Size 20mm ee 2?—*eeaa—700 ROSS 54rT33 5 
18-8SS  1ZB54_ ~—‘100 9" Steel {MU40 100 x 18-8SS = 3AWF7 25 hoes S8FA95 100 30mm 2? —earga ‘G0 
Fe 18-8SS 1ZB55 100 18-8 SS 31KJ28 50 ik 18-8SS  3AWF5 25 25mm ~~ eeag 100 35 See 6GE92 100 
Vp" Steel 1MU14 100 cl 18-8SS  1ZE14 50 Ty" 18-8 SS. 31JU95 = 25 30 tee GES 100 mm POR SAET3d 50 
18-8SS 1ZB56 100 1%" -18-8SS -31JU96 = 25 43-0! ee 2 40mm 
i z -0.50mm Thread Size Steel 6GE93 50 
sf" Steel  1MU15 100 2) 18-8SS  3AWF8 10 : Ooo BOER 00 $5.8 BAFTA 0 
18-8SS 1ZB58 100 34"-16 Thread Size mm OSS RCB4d 100 60mm oP —reegE 5 
ma Steel  1MU16 100 {"-18-8SS  31JU97 25 4mm e427} —eaey7—ang 7 tee BCE? 0 
18-8SS  1ZB59 100 1%" 18-8 SS ~—-31JU98 = 25 OSS s4FT05 100 aia See 6GEOS 5 
7% 18-8SS  1ZB60 100 ch 18-8SS  31JU99 10 5mm mm ee : 
Steel {MU17 100 7 : Steel 6GE38 100 M6-1.00mm Thread Size 
" 2 oe—T7Be1 100 a smm _AZSS__S4FT06 100 6mm__‘Steel_——-6GE99_———50 
yr Steel IMU18 100 1OSS—BaFIOT 100 8M "ae —Serig —400 
4" tee 
18839 17853 _1 8mm ~"Sieel  6GE40 100 A? SS 54FT37___25 
14" —ecs—a7 RG 700 jomm —A2SS__54FT08 100 10mm ~A4SS  6GB21 95 
i Steel 6GE41 {00 Steel  6GU11 100 
TH" 18-8SS  1ZB66 100 
Steel -4MU20 ~~ t00 jomm —A2SS _54FT09 100 A2SS  54FT38 50 
“ 18-888 12B67—100 1D SS —BAETID00 "Steet — BUT 100 
A SS a P| 16mm —cieel — @GE44 100 ~1dmm Steel 6GU13 100 
Stainless Steel Oval. mmm | EE ton ss — 2 
= 54 mm 
Stainless Steel Oval 20mm Stee!" 6GE45 100 Steel —eauT4 100 
. ‘ J9mm Steel 6GE47 {00 18mm _ Steel 5 5 
A2SS  54FT12 ‘100 A2 SS 54FT40 50 
Head Machine Screws 25MM ~Cieel  6GE48 100 20mm ~A4SS 6GB24. 25 
= 18-8 Stainless Steel Meet ANSI/ASME B18.6.3 standard. Note: Additional sizes, materials, 30mm A2SS__54FT13 100 Steel 6GU16 100 
89° head an le and slotted drive are available on Steel 6GE49 100 2oamm Steel 6GU17 25 
g e A2SS  54FT14. ‘100 A2 SS 54FT41 50 
eee a a a a 
Pkg. Pkg. Pkg. 40mm —"Steel  6GE51 00 30MM —“Steel  6GU19 100 
Length Item No. Oty. Length Item No. Qty. Length Item No. Oty. 45mm __ Steel 6GE52 100 A2SS 54FT43 25 
i 35mm 
#6-32 Thread Size #10-24 Thread Size Y,"-20 Thread Size 50mm _ Steel 6GE53 25 Steel 6GU20 100 
A" 2BB88 {00 x 2BE38 100 yp" 31JV44 50 M3.5-0.60mm Thread Size 40mm A2SS  54FT44 95 
Hi 2BB90 100 VA 2BE40 100 7} 31JV45 50 5mm Steel  6GE54 100 50mm Steel  6GU23 50 
Vy 2BB92 {00 yA 2BE42 100 Ya" 31JV46 50 8mm. Steel GGE56 {00 60mm Steel  6GU24 95 
vt 2BB94 {00 Yq" 2BE44 100 i 2BE83 50 {0mm Steel 6GE57 {00 70mm Steel  6GU25 10 
Ys" 2BB96 {00 i 2BE46 100 Ty 2BE85 50 {2mm Steel 6GE58 100 75mm Steel  6GU26 10 
ili 2BB98 100 Ty 2BE48 {00 Ty" 2BE87 50 {6mm Steel 6GE59 100 80mm. Steel  6GU27 5 
TH 2BE10 100 Ty" 2BE50 {00 Ty;' 2BE89 50 30mm Steel 6GE62 25 M8-1.25mm Thread Size 
a 2BE12 100 Ty" 2BE52 {00 my 2BE91 50 M4-0.70mm Thread Size 10mm Steel  6GU28 10 
#8-32 Thread Size pa 31KJ38 50 Dip" 2BE93 95 5mm —A2SS__S4FT16 100 16mm Steel 6GU30 50 
i" 2BE14 100 Vp" 2BE55 50 3" 2BE95 95 Steel  6GE63 {00 A2SS  54FT45 95 


7" OBE16 100 7 OBES7 50 5e"-18 Thread Size A2 SS 54FT17 100 20mm "Steel 6GU31-50 


A 2BE18 100 #10-32 Thread Size i 3AWP6 D5 6mm ~—“Sieel  6GEG4 100 d5mm A2SS  54F146 10 
aA 2BE20 100 x 2BE59 100 Ty; 31JV47 95 amm —A2SS _S4FT18 100 30mm —A2SS___38EA31 50 
Yr" 2BE22 100 VA 2BE61 100 Ty 2BU13 95 Steel  6GE65 {00 Steel  6GU33 10 
7A 2BE24 100 i" 2BE63 100 z 2BU15 10 0mm —A2SS__54FT19 100 4Omm Steel 6GU35 10 
ii 2BE26 100 Yq" 2BE65 100 OV" 2BU18 10 Steel  6GE66 100 80mm Steel 6GU39 1 
Ty; 2BE28 100 r 2BE67 100 ch 2BU22 10 jomm —A2SS_S4FT20_ 100 M10-1.50mm Thread Size 

TH 2BE30 {00 Ty; 2BE69 100 Steel  6GE67 100 16mm Steel  6GU40 5 
cA 2BE32 {00 Ty" 2BE71 100 14mm Steel 6GE68 100 20mm Steel 6GU41 5 
a 2BE34 {00 a" 2BE73 100 35mm Steel 6GU44 5 
DV" 2BE36 100 3" 2BE75 50 40mm Steel 6GU45 1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2099 


FASTENERS Scan. Order. Done. 
Screws Details on page Al. 





Pan Head Machine 


















; Truss Head 
Screws with Washer ) ; 
w/Internal hin rew Phillips Drive 
Meet ASME/ANSI B18.13 standards. Tooth Lock dials dr e Sc ews sare Pha 
| | 7 
Note: Additional sizes, materials, and slotted maSner ips Ste Length Material _No. ty. 
drive are available on Grainger.com®. Meet ANSI/ASME B18.6.13. ne Threat. se rE nH 
Item Pkg. , | Note: Additional sizes, materials, and slotted - 18-8SS  2CE40 100 
Length Material No. Oty. w/Split Lock s drive are available on Grainger.com®. : Steel 31JT53 100 
Dual Action Spring, Phillips Drive Washer " a 1 28 eee i 
#4-40 Threa tem g. 4" - 
Ya in 18-8 SS 1KAE6 25 Item Pkg. Length Material No. Oty. ZB 18-8 SS 2CE49 100 
¥e in 18-8 SS 1KAE8 20 Length Material No. Qty. #4-40 Thread 1" 18-8 SS 2CE52 100 
“Asin 18-8SS  1KAE9 25 7"-20 Thread i 18-8SS _2CB71 100 i 18-8SS _2CE55 100 
#6-32 Thread yin 18-8 SS IPXE8 5 Ae 18-8SS _ 2CB73 100 i 18-8SS _ 2CE58 100 
% in Steel 1PWV7 100 Steel 1PXJ2 50 ¥' 18-8SS _2CB75 100 e 18-8SS  31KJ39 50 
% in Steel 1PWV9 100 Yin 18-8SS  1PXE9 5 VA 18-8SS _ 2CB77 100 #10-32 Thread 
yin 18-8 SS 1PWT9 25 3, in  —18-8 SS 1PXF1 5 #6-32 Thread yy 18-8SS  2CE64 100 
Steel 1PWX2 100 Steel 1PXJ3 50 yj 18-8SS _2CB79 100 Ae 18-8SS _2CE67 100 
¥, in Steel 1PWX4 100 Tin 18-8SS _ 1PXF2 5 5 18-8SS _ 2CB83 100 x 18-8SS _2CE70 100 
#8-32 Thread Internal Tooth, Phillips Drive Steel 31JT47 100 Yo" 18-8 SS 2CE73 100 
sin —18-8SS__ 1PWU4 25 #2-56 Thread Ae 18-8SS _ 2CB86 100 x 18-8SS _ 2CE76 100 
Steel 1PWX7 100 Ae in Steel 1PXP3 50 yp" 18-8SS _ 2CB89 100 Ys 18-8SS _2CE79 100 
ein 18-8SS  1PWU6 25 % in Steel 1PXP4 50 Steel 31J148 100 ik 18-8SS _ 2CE82 100 
yin 1888S 1PWUS 25 34 in —18-8SS__ 1PXJ6 50 Fe 18-8SS _ 2CB92 100 iA 18-8SS _2CE85 100 
Steel 1PWX8 100 Steel 1PXP5 50 a! 18-8SS __2CB95 100 1H 18-8SS _ 2CE88 100 
¥, in Steel 1PWX9 50 #4-40 Thread 1" 18-8SS _ 2CB98 100 %4"-20 Thread 
Tin Steel 1PWY2 50 ein —18-8SS___1PXK1 50 Steel 31JT49 100 ¥ 18-8 31JV50 50 
#10-32 Thread " Steel 1PXP6 50 #8-32 Thread VA 18-855 31JV51 50 
in  18-8SS  1PWV3 25 nin —18-8SS___1PXK2 50 yj 18-8SS _ 2CE11 100 % 18-8SS _ 31JV52 50 
yf 18-8SS  1PWV5 25 : Steel 1PXP7 100 Ae 18-8SS _ 2CE14 100 Ja" 18-855 31JV53 50 
External Tooth, Hex Drive “6 in 18-8 SS 1ZE74 50 Yq" 18-8 SS 2CE16 100 1" 18-855 3AWR2 50 
#6-32 Thread 4 in Steel 1PXP8 100 Steel 31JT50 100 Tv" 18-8SS  3AWP8 50 
% in Steel 1PWY4 100 : 18-8SS _1ZE75 50 Ae 18-8 SS 2CE19 100 Th" 18-8SS _ 2CU19 50 
¥% in Steel 1PWY6 100 “ein 18-8SS  1PXK3 50 yp" 18-8SS _2CE22 100 Th" 18-8SS  2CU22 50 
in Steel 1PWY7 100 yin 18-888 1PXKA 50 : Steel 31JT51 100 o 18-8SS  3AWR1 25 
#8-32 Thread : Steel 1PXP9 100 ye 18-8SS _2CE25 100 2" 18-8SS  3AWP9 25 
¥% in Steel 1PWY8 100 %in 18-8SS _1PXK6 50 mn 18-8SS _2CE28 100 Ac"-18 Thread 
% in Steel 1PWY9 100 Tin 18-8SS _1PXK8 25 ’ Steel 31JT52 100 Ys" 18-8SS  3AWR8 25 
#10-24 Thread #6-32 Thread T 18-8SS _2CE31 100 il 18-8SS  3AWR7 25 
% in Steel 1PWZ1 100 ¥%ein  18-8SS  1PXK9 50 i 18-8SS _2CE34 100 i 18-8SS  3AWR6 25 
% in Steel 1PWZ2 100 in Steel 1PXR2 100 
#10-32 Thread ‘ 18-8SS _1ZE76 50 
% in Steel 1PWZ3 100 Yein  18-8SS  1ZE77 50 
in Steel 1PWZ4 100 % in Steel 1PXR3 100 
v"-20 Thread : 18-8SS _1ZE78 50 
yf" Steel 1PWZ5 100 “ein 18-8SS  1PXL1 50 
% in Steel 1PWZ7 50 yin 18-8 SS IPXL2 50 
ain Steel 1PWZ9 50 : Steel 1PXR4 100 
ermal Tooth, Phillips Drive ont 8 APXL 80 S 
External Tooth, Phillips Drive in : 1 8 8 t H | 
#4-40 Thread Steel 4PXR5 100 - ainieéSs 
¥%ein  18-8SS  1ZE84 50 Tin 18-8SS _1PXL5 25 = 
Steel 1PXF3 100 T%in  18-8SS  1PXL7 10 Steel Hex Tim Head 
Y% in 7 
18888 PKAS 80 icin Steel —APKRT—— 50 ; 
Ve in - 5 5 4 in tee 
‘in 18-8 SS 12586 50 #832 Thread —spyra “ Machine Screws APM HEXSEAL’ 
vein s8S8 Dare 0 Yin Steel 1PXR8 100 Meet ANSI/ASME B18.6.3 standard. S lf-S lin P i 
¥% in Steel 1PXF6 100 Yein  18-8SS  1PXL9 50 Sika: ts: e Call G) a 
z Note: Zinc-plated also available; on = 
¥, in Steel 1PXF7 100 Ye Steel 1PXR9 100 sa 
46-32 Thread % in 18-3SS 1ZE80 50 Grainger.com®, search for "Zinc-plated hex Head Machine 
V6" 18-8 SS 1PXB5 a Ae in 188 32 ; wt EM head machine screws". S 
¥%g in Steel 1PXF8 10 me tee 
2 Se ee rei 
: 8 In : eng 0. y. 7 . j 
5/6 in Steel 1PXG1 100 %in _18-8SS _1PXN3 25 #4-40 Thread, 4c" Drive Max. eee 20,000 pe : 
Se tate ft — in 18s oe — 28 ie |S phitgsdite 
34, | tee in 8" a Philli j 
*in  —48-8SS 12689 50 vin Steel 1PXT3_ 100 A {PRV9100 Phillips drive — 
Ae in sa ula dt me ue | — = — a = 1PRW1 100 18-8 stainless steel with silicone 
i tee 2 In tee - read, 4" Drive pant 
in 48-855 4ZE90 50 #10-32 Thread Vi iPRw2 100 | ‘ubber. O-ring is reusable. UL 
34 in —18:8SS__1PXC1 50 Yin 18-8SS _1PXN5 25 Ve 1PRW3 _100_—-| Recognized. CSA compliant. 
Steel 1PXG5 100 yf" Steel 1PXT5 100 x 1PRW4 100 
Tin 18-8SS _ 1PXC5 25 ¥%in 18-8SS __1ZE82 25 VA 1PRW5 ‘100 Hole Item Pkg. 
Twin  18-8SS  1PXC9 10 Ai Steel 1PXT6 100 1PRW6 ‘100 Size Length No. Qty. 
Tin Steel 1PXG6 100 in  18-8SS _1ZE83 25 Ys 1PRW7 100 #4-40 Thread 
1% in Steel 1PXG7 100 Yin 18-8SS  1PXN6 25 ih 1PRW8 100 0.125 to 7; 5NA30 25 
#8-32 Thread % in 18-8SS _1PXN7 25 #8-32 Thread, 4" Drive 0.129" x 5NA92 10 
hin Steel 1PXG8 100 ya Steel 1PXT7 100 y' 1PRW9 100 VA 5NA94 10 
18-8SS _1ZE91 50 7-20 Thread Ae 1PRX1 ‘100 #6-32 Thread 
Sein —18-8SS___1PXD2 50 yin 18-885 TPXN8 5 x TPRX2 100 yj; 5NB12 25 
e Steel 1PXG9 100 . Steel 1PXT8 100 A 1PRX3__—‘100 Ae 5NB14 10 
+A in Steel 1PXH1 100 34in —18-8SS__1PXP1 5 ye 1PRX4___—‘100 0.147 to Fe 5NB16 10 
; 18-8SS _1ZE92 50 . Steel 1PXT9 50 a" 1PRX5 ‘100 0.150" VA 5NB18 10 
Ag in Steel 1PXH2 100 Tin 18-8SS _-1PXP2 5 7 TPRX6 ‘100 ye 5NB20 10 
an Steel 1PXH3 100 Split Lock, Phillips Drive ih TPRX7 ‘100 Va" 5NB22 10 
7 18-8SS _1ZE93 50 #4-40 Thread TH" TPRX8 100 ib 5NB24 10 
Yin  18-8SS  1PXD6 50 Yin Steel 1PXU1 100 i 1PRX9 50 #8-32 Thread 
3, in —18-8SS___1PXD8 25 Ac in Steel 1PXU2 100 #10-24 Thread, 16" Drive i 5NB30 10 
’ Steel 1PXH4 100 in Steel 1PXU4 100 yj 1PRY1 100 0.173 to 7 5NB32 10 
Tin 18-8SS _1PXE1 25 #6-32 Thread x 1PRY2 100 0.179" Ai 5NB34 10 
1% in Steel 1PXH5 100 Yin Steel 1PXU5 100 iy 1PRY3 100 7 5NB36 10 
#10-24 Thread Ac in Steel 1PXU6 100 x 1PRY4 —_ 100 ik 5NB38 10 
% in Steel 1PXH6 100 yf Steel 1PXU7 100 J 1PRY5 —‘100 #10-32 Thread 
in Steel 1PXH7 100 % in Steel 1PXU8 100 ik 1PRY6 ‘100 3 5NB40 10 
#10-32 Thread % in Steel 1PXU9 100 TH; 1PRY7 50 0.199 to i 5NB42 10 
in 18-8SS  1PXE3 25 #8-32 Thread Ty 1PRY8 50 Lee yf, 5NB44 10 
%in 18-8SS  1PXE4 25 yf" Steel 1PXW1 100 #10-32 Thread, 6" Drive 7 5NB46 10 
yf" Steel 1PXH8 100 in Steel 1PXW2 100 y' 1PRY9 —‘100 ib 5NB48 10 
in 18-8SS _1PXE5 25 % in Steel 1PXW3 100 Ae 1PRZ1 ‘100 ¥4"-20 Thread 
Ai Steel 1PXH9 100 #10-32 Thread x 1PRZ2 ‘100 0.265 to Ai 5NB50 5 
34 in 18-8 SS IPXE7 25 % in Steel 1PXW5 100 VA 1PRZ3__‘ 100 0.269" Ys! 5NB52 5 
Steel 1PXJ1 100 in Steel 1PXW6 100 x 1PR2Z4 __‘100 ib 5NB54 5 
2100 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





o Download Available FASTENERS 








O GRAINGER.COM Screws 
Flat Head saa MTCC 
(] [ff faf fof fof fifi 
enh we ae wi 
Machine Screws Wadd ming , *,, == * GRAINGER 
es >heaiianale palilgy nies l aes & FABORY APPROVED 
Meet ANSI/ASME B18.6.3 standard. . Item Pkg. . Item Pkg. 
Note: Additional sizes, materials, and slotted drive are available on Grainger.com®. fava Trae fe ae Ho. ay SET at EERIE ne 
Item Pkg. Item Pka. 14" Steel Fabory 1IMU94 100 14" Steel Fabory 1MY31 100 
Length Material* Brand No. aly. Length Material* Brand No. aly "2" “78-8 8S Fabory _2AB73__100 2" “78-8 $8 Fabory _31JV38 50 
#2-56 Thread Phillips Drive Ye 18-8SS Fabory _2AA82_100 4y;° —Steel___Fabory _1MU93_100 4y," —Steel___Fabory _ 1MY30_100 
Yo 18-8SS  Fabory 2AA38 100 5/4" Steel Fabory 1MU72 100 18-855 Fabory _2AB71_100 18-8SS___Fabory _31JV87_50 
% 18-8SS  Fabory 2AA30 100 18-8SS  Fabory 2AA92 100 1%" _18-8SS_ —_Fabory 2AB75__100 1%" _18-8SS __Fabory 3AWL4 50 
%"_18-8SS Fabory 2AA26 100 “~é_18-8SS _Fabory 2AA86 100 oy steel __Fabory _1MU96_100 oy steel Fabory _1MY33_ 100 
Ye 18-8SS  Fabory _2AA28 100 7 18-8SS_ Fabory 2AA96 100 18-855 Fabory _ 81KJ37_50 __18-8SS___Fabory _2AE45_50 
ys 18-8SS  Fabory 2AA44 100 %e 18-8S5S  Fabory  2AA90 100 Yo" Steel Fabory _1MU89_ 100 2¥%4' _18-8SS___Fabory _2AE43__50 
%  18-8SS Fabory _ 2AA34_ 100 ;» Steel Fabory _ 1MU74__700 cee a ae yy Steel __Fabory _1MY26_100 
He 18-8SS  Fabory  2AA32 100 18-8SS  Fabory 2AA98 100 Ya" 18-8SS__Fabory _2AB55_100 18-8SS___Fabory _31JV82_50 
%s 18-8SS  Fabory 2AA42 100 9 Steel Fabory 1MU77 100 w= ou pape wae a3 ui eens epee ws we 
He 18-8SS  Fabory 2AA36 100 18-8SS  Fabory 2AB17 100 : : 
7 18-8SS _Fabory 2AA46 100 3" 18-8SS Fabory 31KJ35 50 5p" Steel Fabory _1MU88 100 yy" Steel Fabory 1MY25_ 100 
Ye 18-8SS  Fabory 2AA40 100 #6-32 Thread Torx Drive _ 18-885 __Fabory _2AB59_100 18-8SS___Fabory _31JV31_50 
eee i 
#4-40 Thread Phillips Drive crew 5" 8 
vz. ___Steel ‘ Fabory 1MU68 100 5! Stee! lamper-Pruf yygq 409 *' “78-8 SS Fabory  2AB63 100 yy —18-8SS_— Fabory —31JV35_50 
1% 18-8SS  Fabory 2AA76 100 Screw %" 18-855 — Fabory 2AB6/7 100 18-8 SS GA 3AWL3 100 
1% 18-8SS  Fabory 2AA74 100 {" Stee! lamper-Pruf cyygs 499 {" Steel Fabory 1IMU92 100 4" Steel Fabory 1IMY29 100 
ne Steel Fabory 1MU65 100 Screw 18-8SS  Fabory 2AB69 100 18-8SS  Fabory 31JV36 50 
ye! 48355 Fabory 2AA62 100 9" Stee! lamper-Pruf cyygg 50 9! Steel Fabory 1MU95 100 9" Steel Fabory 1MY32 100 
ae Steel Fabory 1MU63 100 Screw 18-8SS Fabory 31KJ36 50 18-8SS Fabory  2AE41 50 
/’ 78-855 Fabory 2AA54 100 +~-#8:32 Thread Phillips Drive q Steel Fabory _1MU97_100 q Steel Fabory _1MY34_100 
Ve 18-8SS  Fabory 2AA50 100 iw = oe rapory bie a3 18-8SS__Fabory _2AB81_50 “ _ 18-8SS __ Fabory  2AE47_25 
He’ 18-8SS Fabory 2AA52 100 St : prom <MU83 "100 #10-24 Thread Torx Drive Yq"-20 Thread Torx Drive 
yr Steel Fabory 1MU66__100 Wi ae AT 00 2% — Steel Tamper Frut syvaq 50 1" Steel Tamper Fut syve2 100 
18-8SS  Fabory 2AA68 100 : Ml __ crew ___ocrew 
Steel Fabory 1MU64 100 13%" 18-8SS  Fabory 2AB45 100 #10-32 Thread Phillips Drive %6'-18 Thread Phillips Drive 
% FB 366 Fabory 2AA58 100 oy steel papany _ a3 4y: Steel Fabory 1MY15 100 iy: Steel Fabory 1MY40 100 
we" : 18-8SS___Fabory 4 18-8SS  Fabory 2AE13 100 18-8SS  Fabory 3AWL9 25 
Se TBBSS Feboey2AAGB 100224 18-BSS_Fabory 31KH72 100. Ti 18-8SS GA 2AE11 100. TW" 18-8SS Fabory  2AE61_25 
7s 18-888 Fabory  2AA6D 100 %* 18-8SS Fabory 2AB31 100 1% 18-8 SS GA 2AE15 100 1% 18-8SS Fabory 3AWN8 25 
7h 18-8 SS Fabory 2AA70 100 14" Steel Fabory 1MU78 100 9! Steel GA 1MY17 100 A Steel Fabory 1IMY42 100 
Vie 18-8 SS  Fabory  2AA64 100 18-8SS  Fabory 2AB23 100 18-8 SS GA _2AE19 100 18-8SS  Fabory 3AWN9 10 
Steel Fabory 1MU67 100 9" Steel Fabory 1MU81 100 sp Steel Fabory 1MY10 100 %* 18-8SS _ Fabory 3AWN4 25 
1" 78-8 S5Fabory 24A72 100 18-8SS  Fabory 2AB35 100 * ~48-8SS  Fabory 2AB91 100 aj" Steel Fabory 1MY37 100 
#4-A0 Thread Torx Drive 5" Steel Fabory 1MU79 100 Hi 18-8 SS GA _2AB83_100 * ~48-8SS  Fabory 3AWN2 25 
ie Stee) TAMper-Pruf cies 499 y ee 3S papery eae ing 9/4" Steel Fabory 1MY12 100 %' _18-8SS_——Fabory = 2AE55 = 25 
: Screw 16" : abory 18-8SS  Fabory 2AB95 100 " Steel Fabory 1MY38 100 
; - sya! Steel Fabory 1MU80 100 Steel GA _1MU99 100 18-8SS  Fabory 3AWL7 25 
a Steel rey SUUB9 100 * “78-8SS_ Fabory _ 2AB33_ 100 “48-88 Fabory _2AB87_100 > Steel Fabory _1MY41_ 100 
#6-32 Thread Phillips Drive we 18-8SS Fabory 2AB29 100 %s 18-8 SS GA _2AB85__100 18-8SS  Fabory 31JV40 10 
iy" Steel Fabory 1MU76 100 Ze 18-8SS__Fabory _ 2AB37_ 100 5 Steel GA 1MY11_100 9) Steel Fabory 1MY43 100 
18-8SS  Fabory 2AB12 100 1" Steel Fabory 1MU82_ 100 18-8SS  Fabory 2AB93 100 18-8SS  Fabory  2AE71 10 
ye Steel Fabory 1MU75 100 18-8SS Fabory 2AB39 100 fe —- 18-8 SS GA 2AB89 100 ¥e"-16 Thread Phillips Drive 
1% 18-8SS  Fabory 2AB10 100 9! Steel Fabory 1MU85 100 «18-8 SS GA 2AB97 100 115" Steel Fabory 1MY45 100 
17; 18-8SS  Fabory 2AB15 100 18-8SS  Fabory 2AB47 100 - Steel Fabory 1MY13 100 *18-8SS  Fabory 31JW42 25 
2%" 18-8SS Fabory 2AB19 100 3" Steel Fabory 1MU87 100 18-8 SS GA _2AB99 100 1%" 18-8SS Fabory 31JV41 25 
a” Steel Fabory 1MU71 100 18-8SS  Fabory 2AB53 50 2" 18-8 SS GA 2AE17 100 49/4" 18-8 SS GA 2AE86 10 
"2 18-8SS  Fabory 2AA88 100 #8-32 Thread Torx Drive 3" Steel GA IMY18 100 * ~18-8SS  Fabory 31JV43 25 
Vj Steel Fabory _1MU69 100 1%" Stee) Famper-Pruf civ4g 5g 18-8SS GA __—2AE21_50 2%" 18-8SS  Fabory 2AE90 10 
18-8SS Fabory 2AA80 100 Screw #12-24 Thread Phillips Drive Yq" = 18-8SS ~~ Fabory = 3AWP3 25 
%6°  18-8SS  Fabory  2AA78 100 1%’ Steel ae 512 50 1%" Steel Fabory 1MY24 100 '" Steel Fabory 1MY44 100 
af" Steel Fabory _1MU73 100 7 cr oY 1%" Steel Fabory 1MY23 100 ___18-8SS___Fabory _3AWP2_25 
18-8SS  Fabory 2AA94 100 i" Steel i tay 5JY11 100 My! Steel Fabory 1MY20 100 2 18-8SS  Fabory S3AWN6 10 
54! Steel Fabory 1MU70 100 Ys Steel Fabory iIMY21 100 3" Steel Fabory 1MY46 50 
18-8SS  Fabory 2AA84 100 He Steel Fabory 1MY19 100 18-8SS  Fabory 3AWN7 10 
* Steel screws are zinc-plated. 1" Steel Fabory 1MY22 100 





Metric Flat Head Machine Screws rT Phillips 
= 90° head angle Meet DIN 965 standard. (( UK| Drive 
= Phillips drive Note: Additional sizes, materials, and slotted drive are available on Grainger.com®. 

Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length Material No. Qty. Length Material No. Qty. Length Material No. Qty. Length Material No. Qty. Length Material No. Qty. Length Material No. Qty. 
M2-0.40mm Thread Brati A4SS 31JR82 50 Siam A4SS 31JR89 50 #M5-0.80mm Thread 50mm_ Steel 31JP84 50 Asa A2SS 31KH87 50 
4mm Steel 6HB56 100 Steel 6HB74 100 Steel 6HB87 100 8mm Steel G6HE10 100 60mm _ Steel 6HE21 25 Steel 6HE30 50 
5mm Steel 6HB57 100 8mm A4SS 31JR83 50 AOR A4SS 31JR90 50 ‘crving A4SS 6HA62 50 MG6-1.00mm Thread somm A2SS 31KH88 50 

A4SS 31JR84 50 Steel 6HB88 100 Steel 6HE11 100 


6mm__ Steel 6HB58 100 Omni anne A4SS_ 31KJ11_ 25 Steel 31JP86 50 
8mm___ Steel 6HB59 100 Steel 6HB76 100 ‘cari A4SS_ 31JR91 50 +r A4SS 31KJ08 25 Steel 6HE22 100 60mm_ Steel G6HE82 25 
10mm__ Steel 6HB60 100 15cam A4SS_ 31JR85 50 Steel 6HB89 100 Steel 6HE12 100 15rani A4SS_ 31KJ12 25 80mm _ Steel G6HE33 25 
12mm___ Steel 6HB61 100 Steel 6HB77 100 14mm_ Steel 6HB90 100 14mm_ Steel 6HE13 100 Steel 6HE23 100 M8-1.25mm Thread 
M2.5-0.45mm Thread 14mm__ Steel 6HB78 100 ‘eqn A4SS_ 31JR92 50 ‘eri A4SS_ 31KJ09 25 ‘eran A4SS_ 31KJ13 25 emi A2 SS 6HB47 50 
4mm ___ Steel 6HB64 100 sige A4SS_ 31JR86 50 Steel 6HB91 100 Steel 6HE14 100 Steel 6HE24 100 Steel 6HE34 50 
omm___ Steel 6HB65 100 Steel 6HB79 100 0mm A4SS_ 6HA60 50 90mm A4SS_ 31KJ10 25 Sannin A4SS_ 31KJ14 25 0mm A2 SS _31KH89 50 
6mm__ Steel G6HB66 100 20mm_A4SS_ 31JR87 50 Steel 6HB92 100 Steel 6HE15 100 Steel 6HE25 100 Steel 6HE35 50 
8mm__Steel_ G6HB67 100 25mm_ Steel _ 6HB81 100 Senin A4SS_31KH62_50 A2 SS _31KH84 100 Seri A4SS_ 31JR94 10 eran A2SS_31KH90 50 
10mm__ Steel G6HB68 100 30mm_ Steel 6HB82 100 Steel 6HB93 100 25mm A4SS_ 6HAG6 25 Steel 6HE26 100 Steel 6HE36 50 
16mm__ Steel G6HB70 100 35mm _A2SS _ 31KH82 100 30mm_ Steel 6HB94 100 Steel 6HE16 100 A2 SS _31KH85 100 30mm A2SS_31KH91_ 50 
M3-0.50mm Thread 40mm ___ Steel G6HB83 100 Aonina A2SS_ 31JR65 100 Rinne A4SS_ 31JR93 25 30mm _A4SS_6HA74 10 Steel 6HE37 50 
4mm ___ Steel 6HB72 100 50mm_ Steel 6HB85 50 Steel 6HB96 100 Steel 6HE17 100 Steel 6HE27 100 35mm_ Steel 31JP87 25 
A2 SS 6HA94 100 M4-0.70mm Thread ae A2SS_31KH83 100 35mm_ Steel 6HE18 100 A2SS_31KH86 100 40mm _ Steel 31JP88 25 
smm _A4SS_ 31JR81 50 eran A4SS_ 31JR88 50 Steel 6HB97 100 Adnan A4SS_ 6HA68 10 35mm _A4SS_6HA75 10 Bonin A2SS_31KH92 25 
Steel 6HB73 100 Steel 6HB86 100 60mm_ Steel 6HB98 50 Steel 31JP83 50 Steel 6HE28 100 Steel 31JP89 25 
80mm__Steel_ 6HB99 25 A4SS_6HA76__10 
Steel 31JP85 50 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2101 
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FASTENERS Scan. Order. Done. 
Screws Details on page Al. 
















Pan-Head, 
Phillips Drive Type S \I | | - 


Spade Head Screws G wim 








Thread-Cutting Screws 
Item Pkg. Item Pkg. 
Tapping screws create a zero-clearance, tight fit in hard materials such as Length ead —Material__No.__Oty., Length ____Head ____Material __ No, aW. 
plastic, heavy-gauge sheet metal, aluminum, cast iron, brass, zinc, and lead die i Type : _ slate 25 Guarfer-Tum Steel sPY94 ; 
i a ype teel 4 a] is ype teel 4 a] 
castings. Meet ANSI/ASME B18.6 standard. oA Type P Steel AEZVE 5 Type S-18-8 SS--4FAAA 5 
Note: Additional sizes, materials, and slotted drive are available on Grainger.com®. 8-32 Thread Type S Steel 4FAF4 25 
ye" Type P Steel 4EZV5 25 Type P 18-8 SS 4EZU2 5 
Thread Driver Item Pkg. Thread Driver Item Pkg. Type P 18-8SS 4EZR6 5 414" Type P Steel 4EZX3 25 
Size L Size No. Qty. Size L Size No. Qty. Yo" Type P Steel 4EZV6 25 Type $ 18-8SS 4FAA5 5 
410 Stainless Steel Hardened Steel Type S$ 18-8SS 4EZY8 5 Type S Steel 4FAF5 25 
Pan Head, Phillips Flat Head, Star Type $ Steel 4FAC9 25 1%" ~ Quarter-Turn Steel 5PY95 1 
4-40 Yq" #1 1WU14 100 . 17H" —T30 6YE71 * 100 yp! Type P 18-8SS 4EZR7 5 Type P 18-8SS 4EZU3 5 
% #1 1WU16 100 “4-20 —py,"—T30 — 6YE7A.—* ~-100 Type P Steel 4EZV7__ 25 2" Type P Steel 4EZX4 25 
xe" #2 1WU20 100 o;" —T40 6YE77. * 50 " Type P 18-8SS 4EZR8 5 Type S Steel 4FAF6 25 
6-32 VY," #2 1WU22 100 He-18 2%"  Tdd 6YE78 * 50 Type P Steel 4EZV8 25 22" Type $ Steel 4FAF7 25 
73" #2 1WU24 100 Wy T40 6YE79 * 50 10-24 Thread Ve-18 Thread 
fq" #2 1WU26 100 Pan Head, Phillips Ye" Type P Steel 4EZV9 25 yo" Type P Steel 4EZX5 25 
Yq" #2 1WU28 100 Yai # 7HA29 100 Type P Steel 4EZW1 25 Type S$ Steel 4FAF8 10 
Ye" #2 1WU30 100 4-40 ~ %&' #A 1HA30 100 Vp" Type S$ 18-8SS 4EZZ3 5 Type P Steel 4EZX6 25 
8-32 #2 1WU32 100 ye Ay 1HA31 100 Type S Steel 4FAD4 25 yp! Type S 18-8 SS 4FAA6 
73" #2 1WU34 100 Vii #9 1HA32 100 Type P 18-8SS 4EZT2 5 : Type $ Steel 4FAF9 10 
Yq #2 1WU36 100 Ri #9 1HA33 100 yp! Type P Steel 4EZW2 25 Wing Iron 4EZP4 1 
Je" #2 1WU38 100 6-32 i" #9 1HA34 100 ‘ Type S 18-8SS 4EZZ4 5 Type P 18-8SS 4EZU4 5 
10-24 V2" #2 1WU40 100 aR #9 1HA35 100 Type $ Steel 4FAD6 25 Type P Steel 4EZX7 5 
78" #2 1WU42 100 yi #9 1HA36 100 Quarter-Turn 18-8SS 2JHN7 1 a Type S$ 18-8SS 4FAA8 1 
fq" #2 1WU44 100 al #9 4HA37 100 Type P 18-8SS 4EZT3 5 Type S Steel 4FAH1 10 
Ye" #2 1WU46 100 YN #9 1HA38 100 ile Type P Steel 4EZW3 25 Wing Iron 4EZP6 1 
10-32 Y;," #2 1WU48 100 8-39 BR" #9 1HA39 100 Type $ 18-8SS 4EZZ5 5 14" Type P Steel 4EZX8 5 
7" #2 1WU50 100 ji #9 {4HA40 100 Type S Steel 4FAD8 25 Quarter-Turn Steel 5PY96 1 
fa" #2 1WU52 100 if #9 1HA41 100 10-32 Thread Type P 18-8 SS 4EZU5 5 
Case Hardened Steel al #9 1HA42 100 Ye" Type P 18-8 SS 4EZT4 5 417" Type P Steel 4EZX9 5 
Flat Head, Star vy #9 {HA43 100 Type P 18-8SS 4EZT5 5 . Type S$ 18-8SS 4FAC1 1 
V4-20 1" T30 6YE/O0 ~ 100 10-24 &' #9 1HA44 100 Yo" Type P Steel 4EZW4 25 Type $ Steel 4FAH2 10 
‘ Tv" 130 6YE72 * 100 Al #9 7HA45 100 ? Type S 18-8SS 4EZZ7 5 Wing lron 4EZP8 1 
Yy'-20 2" ~~ 730 6YE/3 * 100 T" #9 {7HA46 50 Type S Steel 4FAE1 25 Type P 18-8SS 4EZU6 1 
Y-20  2%2" 130 6YE/5 * 100 cal #9 {HA47 100 Type P 18-8SS 4EZT6 5 9" Type P Steel 4EZY1 5 
%e-18 2 140 6YE76 * 50 10-32 a5 FH na9 +00 yp Type P Steel 4EZW5 25 Type S Steel 4FAH3 10 
Pan Head, Phillips M-20 #3 7HA50 95 : Type S$ 18-8SS 4EZZ8 5 Wing Iron 4EZP9 1 
10-32 #2 1HA48 100 Type S Steel 4FAE3 25 ¥e-16 Thread 
V4-20 Sq" #3 1HAS1 Zo Quarter-Turn Steel 5PY92 1 Type P Steel 4EZY2 5 
: tT #3 1HA52 20 Type P 18-8SS 4EZT7 5 ya" Type S Steel 4FAH4 10 
* Especially for installing wood floors into 1 Type P Steel 4EZW6 25 Wing Iron 4EZR1__ 
truck trailers. Type S 18-8SS 4EZZ9 5 Type P 18-8SS 4EZU8 1 
nes Type S Steel 4FAE5 25 Type P Steel 4EZY3 5 
41%" Type P Steel 4EZW7 25 1” Type S 18-8 SS 4FAC3 1 
190 Th Tbe 5 Steel AFAE7 25 Type S vlee pe My 
Va- rea ing ron 4 
Type P 18-8SS 4EZT8 5 1%" Type P Steel 4EZY4 5 
ee ee 
ype : 4 s) ype : 
TypeP—i8-8 SS—ae7195 1” —Type § 8-8 SS—AFACE 1 
ype 4 ype - 
—_ - ae w IEE els tw fig — tee te 
ype - ing ron 
Stove Bolts *erasory “CESS | eee ee Gea arte 
oe ype - . ype tee 
pera " Type P Steel 4EZX1_ 25 2 Type S Steel 4FAH/ 10 
= Slotted drive Type $ 18-8SS 4FAA3 5 Wing Iron 4EZR4 1 
Pka. 100 Type $ Steel 4FAF3 25 Yo-13 Thread 
= FKQ. 1%" Quarter-Turn Steel 5RA10 1 


Machine screws come with matching nuts for easy installation. Zinc-plated low- 
carbon steel. Meet ASME B18.6.3 standard. 





Head Item Head Item 
Length Type Brand No. Length Type Brand No. 
#6-32 Thread 3/q" Round Fabory 2EA8/ 
Yq" Round Fabory 2XJ81 ‘ Flat GA 2XJ66 
a i oe ce 
a oun abory at H = 
2" Round Fabory  2XJ84 tye Round Fabory 2EA91 Metric Cheese Head Machine Screws 
#8-32 Thread Flat GA 2XJ68 aoe . 
— a a, ee co he 
4" oun abory 5/ at 
a oun abory ; oun abory I : Additi i i i i i ® 
410-24 Thread ) Flat CA 5XI70 Note: Additional sizes, materials, and slotted drive are available on Grainger.com®. 
Yn" Round Fabory 2EA63 DV" Round Fabory 2XJ86 Item Pkg. Item Pkg. Item Pkg. 
%e Round _Fabory _—2EA65 Flat GA 2XJ71 Length Material No. Qty. Length Material No. Qty. Length Material No. Oty. 
Ya Round _Fabory _—2EA67 a Round _Fabory _—2XJ87 M2-0.40mm Thread M4-0.70mm Thread Ait 31KH97 50 
il Round Fabory 2EA68 3" Round Fabory 2EA99 6mm A4SS 31JR95 50 8mm A4SS 31JT11 50 Steel 31JP80 50 
1 Round Fabory 2EA72 Flat GA 2XJ7/2 8mm A4SS 31JR96 50 12mm A4SS 31JT12 50 50mm A2SS_ 31KH98 50 
2 Round __Fabory _2EA/6 4" Round __Fabory _2EB11 10mm A4SS_ 31JR97_ 50 50mm A2SS 31KH93 100 /M8-1.25mm Thread 
2/e Round Fabory 2EA78 Flat GA 2XJ73 M2.5-0.45mm Thread 60mm A2SS 31JR70 50 12mm _ Steel 31KH75 50 
3" Round Fabory 2EA80 2 Round Fabory 2EB13 6mm A4SS 31JR98 50 M5-0.80mm Thread 16mm A2SS 31KH99 50 
¥46"-24 Thread 6" Round Fabory 2XJ88 8mm A4SS 31JR99 50 12mm A4SS_ 31KJ15 25 35min He SS 31KJ01 25 
To Flat GA 2XJ60 Flat GA 2XJ74 10mm A4SS 31JT01 50 16mm A4SS 31KJ16 25 Steel 31KH/6 25 
1V% Flat GA 2XJ62 Ve -18 Thread 12mm A4SS 31J102 50 35mm A2SS 31KH94 100 40mm A2SS 31KJ02 25 
a Flat GA 2XJ63 17% Flat GA 2XJ75 M3-0.50mm Thread 45mm A2SS 31KH95 50 45mm _ Steel 31KH/7 25 
3 Flat GA 2XJ64 9" Round Fabory 2XJ89 4mm A4SS_ 31JT03 50 Steel 31KH74 50 mornin =e SS 31KJ03 25 
4 Flat GA 2XJ60 : Flat GA 2XJ76 omm _A4SS_31JT04_ 50-4, A2SS_31KH96 50 Steel 31KH78 25 
"20 Thread 2/2 Round _Fabory _—2XJ90 6mm A4SS_ 31JT05 50 Steel 31JP78 50 ¢y,,,, A2SS_31JR71_ 10 
78 Round _ Fabory _—2EA82 ¥s"-16 Thread 8mm _A4SS_ 31JT06 50 = M6-1.00mm Thread Steel 31KH79 10 
es Round _Fabory _—2EA84 inZy Flat Fabory _—2XJ78 10mm A4SS 31JT07 50 40mm _ Steel 31JP79 50 =™M10-1.50mm Thread 
7% Round __Fabory _2EA86 4 —Round  Fabory _2XJ91 12mm__A4SS__31JT08 50 25mm___Steel_31KH80_25 
: Flat GA 2XJ79 16mm A4SS_ 31JT09 50 30mm Steel 31KH81 25 
2 Flat GA 2XJ80 20mm A4SS_ 31JT10 50 50mm Steel 31JP81 10 
22. Round Fabory 2XJ92 60mm ___ Steel 31JP82 10 
2102 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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FASTENERS 
Screws 








Flat-Head, Hex | 
Socket Drive 


Button-Head, Hex — 
Socket Drive 


18-8 Stainless Steel 
Architectural Sex Bolts 


= Tensile strength: 80,000 psi 


Fasten through hollow or solid materials. For applications that require 
a decorative appearance. 





Barrel Barrel 
Barrel Thread Drive Head Item Barrel Thread Drive Head Item 
Length Depth Size Style No. Length Depth Size Style No. 
#10-24 Thread Size, 4" Barrel Dia. ¥4"-16 Thread Size, /2" Barrel Dia. 
33" Ve" 732" Flat 1JYK9 Ve" V6 Flat 1JYL8 
yp" Ve ¥32° Button 1JYJ8 Y," 6" Yq" Hex 1JYN8 
4" yg" ¥32, Button 1JYJ9 ¥" %6 Button 1JYK6 
1" yg" ¥32' Button 1JYK1 Ye" Yq" Hex 1JYN9 
14%" ¥3" ¥32° Button 1JYK2 4" yg" %6 Button 1JYK7 
#10-24 Thread Size, 1c" Barrel Dia. Ye" V6 Flat 1JYL9 
yp" Ve" Yo" Hex 1JYN2 ¥3" y4" Hex 1JYP1 
y4" yg" Yo" Hex 1JYN3 1" yg" %6 Button 1JYK8 
1" yg" Yo" Hex 1JYN4 Ya" V6 Flat 1JYN1 
Yq"-20 Thread Size, ¥s" Barrel Dia. 1Y2" yg" Ye Button 20X885 
Ve" P32" Flat 1JYL5 274" Ya" V6 Flat 20X919 
Y," Ae 3" Hex 1JYN5 Y2"-13 Thread Size, %2" Barrel Dia. 
yg" ko" Button  1JYK3 Va" Ya" Ye" Flat 20X920 
ye" P32" Flat 1JYL6 1" Ye" Ys Button 20X892 
3/4" yg" 32" Button  1JYK4 14" 4" Ye" Flat 20X923 
ye" 7s" Hex 1JYN6 ¥e"-11 Thread Size, 9" Barrel Dia. 
3" 7" Hex 1JYN7 1" Yq" ¥3' Button 20X901 
1" ¥" 732" Flat 1JYL7 Z 4" ¥s' Button 20X904 
ye" 732" Button _1JYK5 ¥e"-11 Thread Size, /s" Barrel Dia. 
ch 4" Yo" Button  20X914 
18-8 Stainless Steel 1-Way Partition 
Bolts with Shoulder Screws 
= Tensile strength: 80,000 psi 
Standard replacement hardware for bathroom stall partitions. 
Barrel Barrel Grip Screw Screw Screw Head Item Pkg. 
Length Thread Depth Range Thread Length ShoulderLength Height No. Qty. 
#10-24 Thread Size, 1" Barrel Dia. 
ye" YA" yp" Ya" Yer Fea" 5MB83 10 
yy" YA" y4" YA" Ya" Fea" 5MB84 10 
Yq" Yo" {" Yo" V4" Yea. 5MB85 = =10 
T" Yo" 1%" Yo" Yq" Yea. 5MB86 10 





= Tensile strength: 80,000 
psi (18-8 stainless steel); 
34,800 psi (aluminum) 

= Rockwell hardness: B85 


Binding Posts with 
Slotted Screws 


Barrel Screw 
eat ahieal mee _ to B95 (18-8 stainless 
eng ep eng 0. : . 
ree Thread Size, 1%" Barrel Dia. steel); B38 (aluminum) 
uminum : . . 
7A i 7,6! 5MA53-*~—«“Note: Black anodized, brass, and black or white 
Vig He Vig 5MA54 = plastic binding posts with slotted screws are 
vy Hee He 5MA55 also available; on Grainger.com®, search for 
7s Ya Ya oMAS6 "plastic binding posts with slotted screws." 
yy" 3" YA" 5MA5/ 
73" 33" Yq" 5MAD58 
Yq" ¥g" Yq" 5MA59 
Us ¥g" Yq" 5MA60 Barrel Screw 
il Ys" Ya" 5MA61 Barrel Thread Thread Item 
14%" 8 es oMA62 Length Depth Length No. 
1/2" ¥3" Ya" 5MA63 18-8 Stainless Steel 
13%" ¥" Yq" 5MA64 Yer Yar Ve. 5MA84 * 
2 3" Yq" 5MA65 V6" He Vie. 5MA85 * 
2 V4" ¥3" Yq" 5MA66 V4" V4" Yq" 5MA86 
2 Ya" 3" Yq" 5MAG6/ JY Ya" ¥3 5MA87/ 
274" ¥3" Yq" 5MAG68 Yo" Ve ¥3 5MA88 
eh 3" VY," 5MA69 73" 3" yg" 5MA89 
3 3" V4" 5MA/0 4" 3" Ye" 5MA90 
4" ¥3" Yq" 5MA7/1 il ye" yg 5MA91 
4V" ¥3" Yq" 5MA/2 14" yg" ye" 5MA92 
D: ¥g" VA" 5MA73 1" ¥g" ¥3" 5MA93 
6" ¥g" VA" 5MA7/4 134" yg" ¥g" 5MA94 
*Fully threaded. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Truss Head Architectural Sex Bolts 


Feature unslotted truss heads and include an 82° Phillips flat head screw. 








Barrel Screw Barrel Screw 
Barrel Thread Thread Item Barrel Thread Thread Item 
Length Depth Length Finish No. Length Depth Length Finish No. 

Steel 18-8 Stainless Steel 

“a'-20 Threat Size, ¥g" Barrel Dia. #8-32 Thread Size, /" Barrel Dia. 
1%6° 1%" Chrome 5MB80 16 7s" 73 Plain 5MB22 
1%6° ‘ 1" Zinc 5MB82 1%" 7s" 73 Plain 5MB23 
1%6° de 1¥;" Brass 5MB81 2 7s" 7 Plain 5MB24 

316 Stainless Steel #10-32 Thread Size, 6" Barrel Dia. 

#8-32 Thread Size, /%" Barrel Bia. 16" y4" 1" Plain 5MB26 
16 7" 4" 2JGR3 1%6° Yq" ill Plain 5MB27 
1%6° 7" 4" —  2JGR4 2 ya" il Plain 5MB28 

2. 7" yf" —  2JGR5 oh v4" Al Plain 5MB29 
3 Ys" 4" 2JGR6 #12- 24 Thread Size, %c' Barrel Dia. 

#10-32 Thread Size, “16° Barrel Dia. 1/6 Yq" ill Plain 5MB30 
1/6 Yq" T" —  2JGR7 1%6 Yq" ib Plain 5MB31 
1%6 Yq dz —  2JGR8 Yq"-20 Thread Size, ¥s" Barrel Dia. 

2 Yq" T" 2JGR9 1%6 y4" 1" Plain 5MB33 

Y4"-20 Thread Size, 4s" Barrel Dia. 26. y4" il Plain 5MB34 

Yq" yp" Vp" — 2JGT2 ch y4" 1¥" Plain 5MB35 

I 8" Yo —  2JGT3 %6'-18 Thread Size, 2" Barrel Dia. 
16° Yq" 1¥;" — 2JGT4 2"e Yq" 1¥," Plain 5MB36 
1%6° ya" 1¥," —  2JGT5 ch ya" 1¥," Plain 5MB37 
VAT Yq" 1¥;" —  2JGT6 

ch ya" vA —  2JGT7 


Barrel Screws 
and Bolts 


= Truss head 

= Tensile strength: 80,000 
psi (18-8 stainless 
steel); 75,000 psi (316 
stainless steel); 60,000 
psi (zinc-plated steel) 


Note: Slotted barrel bolts and screws 
are available on Grainger®.com; 


a=t9 


6-Lobe with Pin 
Drive Barrel Bolt 


‘i 


6-Lobe with Pin 


Combination Drive 
Barrel Bolt 





search for "slotted barrel bolts." Combination Drive Screw 
Drive Screw 
Thread Item Pkg. 
Size Thread Length Drive Size No. Oty. 
Binding Barrel Bolt Screws 
18-8 Stainless Steel, Combination Drive 
10-24 6. — 5MA37 3 
V4-20 6" — 5MA36 a 
18-8 Stainless Steel, 6-Lobe with Pin Drive 
Ya 120 5MA38 1 
10-24 Vy" 120 5MA39 1 
ili 120 5MA40 1 
Yq T2/ 5MA41 1 
Y4-20 Ye" 127 5MA42 1 
Vp" T2/ 5MA43 1 
316 Stainless Steel, Combination Drive 
6-32 6 — 2JGL3 a 
8-32 6. — 2JGL4 5 
10-24 6 — 2JGL5 0 
V4-20 6. — 2JGL6 5 
16-18 6. — 2JGL7 aj 
Steel, Zinc Plated, Combination Drive 
0-2 6. — 5MA34 20 
V4-20 6 — 5MA35 20 
Barrel Barrel 


Thread Barrel Barrel Thread Item Pkg. 
Size Dia. Length Depth No. Oty. 
18-8 Stainless Steel, 6-Lobe 


Thread Barrel Barrel Thread Item Pkg. 
Size Dia. Length Depth No. Oty. 
Barrel Bolts 


18-8 Stainless Steel, Combination Drive with Pin Drive (T27) 

x3 Ye OLY98 5 V Y" _5MA29 __ 1 
y," 4s *SLY9O 5 Ys'-20 Ve S4' ¥3' _5MA30 1 
% 34s’ _5MA10 5 i 4s" 5MA31_—_—s 

#10-24 va" 4" Ys _OMAI1 5 316 Stainless Steel, Combination Drive 
il 4s’ _5MAI2 5 Ys —'%a' ~2NGL8 5 
14! 34s’ _5MA13 5 #6-32 “Ve Ai 43 2NGL9_— 5 
1%" 34s’ _5MA14 5 %e 4s 2UGN1 5 
2" 34s 5SMA1I5 5 A Ys" 2JGN2* 5 
Ys —s'%a' ~SMAI6 5 Ys '%4' ~2JGN3 5 
y," 34s’ SMAI7 5 #8-32 1¥%4" —Z. 4s 2UGN4_ 5 
Vy'-20 gt — 28, 4" SMATS 5 4% Oo 2NGNS = 5 
Sq 4s’ _5SMAI9 5 fq" 4s’ 2UGN6 5 
us 43° _5MA20 5 i 4s 2UGN7 5 
34s) _5MA21 5 Vj" Ys" 2JGN8* 5 
18-8 Stainless Steal 6-Lobe Se" Ye 2JGN9 5 
with Pin Drive (T20) #10-24 = %" Ai 43° 2JGP1 2 
x3" Ys" _5MA22 1 4" 4s’ 2JGP2_—— 5 
A Ys" _5MA23 1 1" 4’ 2JGP3 5 
%" Y" 5MA24 1 Ys' —'%a' ~2NGP4 5 
#10-24 1%" Sq" 4s’ 5SMA25 1 Ys She" Ai 34s’ 2JGP5 5 
ili 33" _5MA26 1 4" 4s’ 2JGP6 5 
TV! 3%" 5MA27 1 ily 4s’ 2NGP7 5 
1%" 4s: 5SMA28 1 ee ui ane D 
* Fully Threaded. Sye-18 34" 2 8. 9 
meee We18 8 —yr yr _5IGR1_5 
ili Yo" 2NGR2_ 5 








FASTENERS 


Screws 


Scan. Order. Done. 
Details on page A1. 





One-Way 


Drive 











Tri-Groove 
Drive 


Tamper-Resistant 
Machine Screws 


For use in permanent applications. 


Dia./ 
Thread Driver 
Size L_ Size 


Material 


Button Head Pin-In Hex Drive 


Ye" 
e. 
#6-32 2" 
Yo" 
x" 
3h" 
Yo" 
Yo" 


#8-32 : 


#10-24 


#10-32 —g7 


#12-24 'A" 


Ya"-20 


“e'-18 1 


Ye" 

Ye" 

Ye" 
Ye" 
Ye" 
32" 
32" 
32 
32" 
32 
32" 
32 


T 30" 


32" 
32" 
32" 
32" 
32" 
32" 
32" 
32" 
32" 
32" 
32" 
32. 
32" 
32. 
732" 
32. 
732" 
32" 
32" 
32" 
32" 
32" 
32" 
32 
32" 
32 
32" 
32" 


T 5/30" 
i} 5/30" 
1 3/30" 


32" 
Vis. 
He" 
Ve" 
Vie. 


1 ij 6" 
i yx; 6 


x, 6 


18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
Steel Black 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 


Item Pkg. 
Qty. 


No. 


6LE66 
6LE99 
6LE67 
6LU10 
6LE68 
6LU11 
6LE69 
6LU12 
6LE70 
6LU13 
6LE71 
6LU14 
6LE72 
6LE73 
6LE74 
6LU15 
6LE75 
6LU16 
6LU17 
6LE76 
6LU18 
6LE77 
6LU19 
6LE78 
6LE79 
6LE80 
6LU20 
6LE81 
6LU21 
6LE82 
6LU22 
6LU23 
6LU24 
6LE83 
6LU25 
6LE84 
6LU26 
6LE85 
6LU27 
6LE86 
6LU28 
6LE87 
6LE88 
6LU29 
6LE89 
6LE90 
6LU30 
6LE91 
6LU31 
6LE92 5 
6LE93 5 
6LE94 5 


29 
90 
29 
20 
29 
90 
29 
90 
29 
90 
29 


Dia./ 
Thread 
Size 
Vy" 
Jy" 
%"-16 I 
TY," 
1" 


Driver 


Size 
30" 
730" 
32" 
732" 
732. 
732. 


Material 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 


Button Head Torx Drive 


Jp" 

3" 

va 

2 

#6-32 37a 
Vy" 

| i} 

| ii} 

3p" 

3p" 

Yo" 

Yo" 

#8-32 4" 
Ya 


#10-24 4" 


—_ 


14 
1Y%" 


#10-32 4! 


Y4'-20 


1! 
WA 
1% 
1 
(WA 
Si 


Flat Head ‘panne 


#4-40 
a 
Yo" 
3 W 
#6-32 : 


12 


#8-32 1° 


#1 0-24 Ty" 


1%" 


#10-32 


#12-24 


110 
110 
110 
110 
110 
110 
110 
110 
115 
115 
is 
115 
eh 
115 
115 
115 
"115 
125 
T29 
125 
123 
125 
120 
125 
123 
125 
125 
125 
125 
125 


"125 


125 
125 
123 
125 
io 
125 
129 
125 
120 
125 
T27 
Tet 
127 
T2e 
127 
127 
127 
T2z 
127 
127 
127 
T2E 
Taf 
T2/ 
127 
laf 
l2e 


18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
Steel Black 
Steel Black 
Steel Black 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
Steel Black 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 


r Drive 


18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 


Item Pkg. 
Qty. 
2D 


No. 
6LE95 
6LU32 
6LE96 
6LU33 
6LE97 
6LE98 


6LE21 
6LE43 
6LE22 
6LE44 
6LE23 
6LE45 
6LE24 
6LE46 
6LE25 
6LE47 
6LE26 
6LE48 
6LE27 
6LE49 
6LE28 
6LESO 
6LES1 
JJE62 
6LE29 
6LES2 
JJE63 
oJE64 
6LE3O 
6LES3 
oJE69 
6LE31 
6LES4 
JJE66 
6LE32 
JJE6/ 
6LES5 
JJE68 
6LE33 
6LES6 
6LE34 
6LES/ 
6LE35 
6LES8 
6LE36 
6LES9 
6LE60 
6LE61 
6LE37 
6LE62 
JJE69 
6LE38 
6LE63 
oJE70 
6LE39 
6LE64 
oJE71 
6LE40 
QJE72 
6LE41 
6LE65 
JJE73 
6LE42 
JJE74 


uJ Y28 
oJ Y31 
oJ Y32 
oJ Y33 
oJ Y34 
oJ Y39 
oJ Y36 
oJ Y37 
oJ Y38 
oJ Y39 
oJ Y40 
oJ Y41 
oJ 42 
oJ 43 
oJ 44 
oJ Y45 
oJ Y46 
oJ Y47 
oJ Y48 
oJ Y49 
oJ YOO 
oJ YO1 
oJ Yo? 
oJ YOS 
oJ Y94 
oJ Y99 
oJ Y96 
oJ YO/ 
oJ Y98 


10 
10 


Dia./ 
Thread 

Size 

Yo" 
Va" 
1" 
1 VW" 
1 Yo" 
2: 
a1" 


Y4'-20 


Driver 
Size 
#14 
#14 
#14 
#14 
#14 
#14 
#14 


Material 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 


Flat Head Torx Drive 
5 18-8 SS Plain 


Ye" 


#6-32 un 


#8-32 Fi 


#10-24 4! 


#10-32 74 
1 Wy" 
1 Yo" 
Jy" 


1%" 
1%" 


Y4'-20 


z 
Pan Head spanner Drive 


#4-40 ps 


7; 
3g" 
#6-32 1" 
4" 
T 
3g" 
Yo" 
#8-32 x 
WA 
WA 
Y," 
V4" 


#10-24 


#10-32 _ 1" 


#12-24 


Y4'-20 


110 
110 
110 
120 
120 
120 
120 


120 
“120 


125 
125 
125 
123 
125 


a P25) 
_ 125 


129 
125 
129 


18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 


18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 


Pan Head Ton Drive 


Vis. 
A 
Vis. 
¥p" 

Ve 
Vis. 
3" 
ye 


#2-56 


#4-40 


FIND MORE ONLINE 


Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 


Item Pkg. 


No. 


Qty. 


DJY99 25 


oJ Y60 
oJ Y61 
oJ Y62 
oJ Y63 
oJ Y64 
vJY65 


JJES/ 
JJES4 
JJESO 
JJE36 
QJE38 
QJE39 
JJE40 
oJE41 
oJE42 
QJE43 
oJE44 
oJE49 
oJE46 
OJE47 
oJE48 
JJE49 
JJES0 
QJES1 
QJES2 
QJES3 
QJED4 
QJESO 
JJES6 
QJED7 
JJED8 
JJED9 
JJE60 
JJE61 


0JB79 
0JB81 
0JB83 
0JB895 
0JB87 
0JB89 
9JU58 
9JU59 
oJU60 
9JU61 
9JU62 
9JU63 
9JU64 
9JU66 
9JU67 
9JU68 
9JU69 
oJU70 
oJU71 
oJU72 
oJU73 
oJU74 
oJU75 
oJU76 
oJU77 
oJU78 
oJU79 
oJU80 
9JU81 
oJU82 
JJU83 
oJU84 
9JU85 
oJU86 
oJU87 


oJA79 
oJA80 
oJA81 
JJA82 
JJA83 
oJA84 
JJA85 
oJA8/ 


Dia./ 
Thread 
Size 


#6-32 7 


#8-32 fh 


#10-24 —37 


3x" 


#10-32 ie 


th 


Driver 
Size 
115 
115 
115 
115 
120 
T20 
120 
T20 
129 
129 
I29 
725 


Material 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 


Round Head One-Way Drive 


Jy" 
#6-32 i 
1 
Yi 
Yo" 
y," 
Hi 
#8-32 Ya" 
{" 


1" 
17%" 
1 
Vn 
ih 
V4" 
#10-24 1 
14 
12 
12" 
ys 
yh" 
Sq" 
#10-32 1" 
1%" 
12" 
1% 
ys 
yh 
4" 


Yq"-20 
TH 
1H" 


#6 
#6 
#6 
#6 


18-8 SS Plain 
Steel Zinc 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
Steel Zinc 
18-8 SS Plain 
Steel Zinc 
18-8 SS Plain 
Steel Zinc 
18-8 SS Plain 
Steel Zinc 
18-8 SS Plain 
Steel Zinc 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
Steel Zinc 
18-8 SS Plain 
Steel Zinc 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
Steel Zinc 
Steel Zinc 
18-8 SS Plain 
18-8 SS Plain 
Steel Zinc 
18-8 SS Plain 
Steel Zinc 
18-8 SS Plain 
18-8 SS Plain 


2 #14 
Round Head Tri-Groove Drive 


#8-32 a 


#10-24 1A" 
#10-32 2" 


Ya'-20 


#6 
#10 
#10 
#10 
#10 
#10 


‘#10 


#10 


Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 
Steel Zinc 


Truss Heat’ Spanner Drive 


il 
#8-32 yp 
DV" 
Fi0-24_%5' 
#10-32_¥A" 
Y'-20 1" 
4" 


i 
Ve-18 18 





#8 
#8 
#8 
#1 

#10 
#14 
#14 
#14 
#14 


Yo. #14 


#14 
#14 


Yo. #14 


#14 


#14 


18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 


0 18-8 SS Plain 


18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 
18-8 SS Plain 


0JB21 
9JB23 
9JB29 
0JB27 
0JB29 


oY 72 
oKA10 
vJY73 
oJ Y 74 
oJY79 
oKA11 
oY 77 
oKA12 
oY 78 
oKA13 
oJ Y79 
oKA14 
oJ Y80 
OKA15 
oJY 81 
oJ Y82 
oJ Y83 
oJ Y84 
JKA18 
oJ Y89 
JKA19 
oJ Y 86 
oJ Y88 
oJ Y89 
oJ Y90 
oJY91 
oKA22 
JKA23 
oJ Y92 
oJ Y93 
9KA25 
oJY94 
JKA26 
oJY95 
oY 96 


JKAS1 
oKAD4 
oKAS7/ 
oKA61 
JKA69 
JKA66 
OKA6G/ 
JKA68 
oKA/0 


JKA28 
JKA29 
JKA31 
JKAS2 
IKAS3 
IKAS9 
JKA37 
JKA38 
JKA39 
oKA40 
oKA41 
oKA42 
JKA45 
oKA47/ 
oKA48 
JKA49 
oKAS0 


Can’t find it here? Go to Grainger.com® today to see our 
full selection of over 1.7 million products and the services 
and solutions to help you get it done! 





1-Way Drive Screw Removal Tool 





Nickel-plated 1018 steel ea eeeiareisac sapaciotanaiy sae 
shaft. 7" overall length. ee aw TLRS 
#6 and #10 3/4 1ZLA6 
#12 and #14 4 1ZLA8 


2104 GRAINGER. 


ITT 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





= Download Available FASTENERS 


GRAINGER.COM Screws 


yy» 
One-Way Spanner Drive, Spanner Drive, : 


Drive Flat Head Pan Head Pin-In Hex Drive, - Pin-In Hex Drive, 
Button Head Flat Head 



















Pin-In Torx® 


Pin-In Torx® Dri P y 
coerce ec Drive, Flat Head Pin-In Torx® Drive, 








Pin-In Torx® Drive 
Euoninees Self-Drilling, Flat Head Self-Drilling, 
Tamper-Resistant Sheet Metal Screws nana 
Meet ANSI/ASME B18.6 standards. 
Driver Item Pkg. Driver Item Pkg. Driver Item Pkg. Driver Item Pkg. 
Size Length Size No. Qty. Size Length Size No. Qty. Size Length Size No. Qty. Size Length Size No. Qty. 
One-Way Drive, Round Head ik #12 5KY24 25 Y;" 32" 5KU58 50 Yn" 127 5KU98 25 
18-8 Stainless Steel #412 M4" #12 5KY25 25 5/4" /32" 5KU59 50 #14 4" 127 5KU99 25 
Y;" #6 5JA34 100 1%" #12 5KY26 25 #10 1" 32" 5KU60 25 1” 127 5KY10 25 
#6 5/4" #6 5JA35 100 2 #12 5KY27 10 1%" /32" 5KU61 25 Pin-In Torx® Drive, Flat Head 
1" #6 5JA36 100 Spanner Drive, Pan Head 1¥" 32" 5KU62 25 18-8 Stainless Steel 
1%" #6 5JA37 50 18-8 Stainless Steel 2" 32" 5KU63 25 Yn" TS 5KY43 25 
Y;" #8 5JA38 50 Yj" #6 5HY93 25 5/4" 32" 5KU64 25 #6 4" 115 5KY44 25 
ya" #8 5JA39 50 %e" #6 5HY94 25 #14 i 32" 5KU65 25 1" 115 5KY45 25 
#8 1" #8 5JA40 50 #6 ya" #6 5HY95 25 1%" /32" 5KU66 25 Y;" T20 5KY46 25 
1%" #8 5JA41 50 1" #6 5HY96 25 1%" /32" 5KU67 25 #8 fa" 120 5KY47 25 
1%" #8 5JA42 50 1%," #6 5HY97 25 Pin-In Hex Drive, Flat Head 1" T20 5KY48 25 
VY," #10 5JA43 50 7g" #8 5HY98 25 18-8 Stainless Steel 1%" ~— 720 5KY49 25 
5/4" #10 5JA44 50 yy" #8 5HY99 25 Y;" ¥g" 5KY28 25 Ys" 125 5KY50 25 
#10 il #10 5JA45 50 %e" #8 5JA10 25 #6 5/4" Y" 5KY29 25 #10 ya" 125 5KY51 25 
1%" ~— «#10 5JA46 50 #8 ya" #8 5JA11 25 1" Yg" 5KY30 25 1" 125 5KY52 25 
2" #10 5JA47 25 1" #8 5JA12 25 Y;" 32" 5KY31 25 1%" 725 5KY53 10 
Y;" #12 5JA48 50 1%" #8 5JA13 25 #8 5/4" /32" 5KY32 25 5/4" T30 5KY54 10 
5/4" #12 5JA49 50 2" #8 5JA14 25 1 /32" 5KY33 25 #14 il T30 5KY55 10 
#42 il #12 5JA50 50 V;" #10 5JA15 25 Y;" 32" 5KY34 25 1%" ~— ‘730 5KY56 10 
Ms" #12 5JA51 25 7s" #10 5JA16 25 5/4" /32" 5KY35 25 Pin-In Torx Drive, Self-Drilling®, Flat Head 
1%" «#12 5JA52 25 ya" #10 5JA17 25 #10 1" S32" 5KY36 25 Steel, Zinc Chromate Finish 
a #12 5JA53 25 #10 1" #10 5JA18 25 1%" 32" 5KY37 25 #8-18 1%" 715 5JU54 50 
Y;" #14 5JA54 50 1%" «#10 5JA19 25 1," /32" 5KY38 25 5/4" 125 5JU55 50 
5/4" #14 5JA55 25 1%" ~— «#10 5JA20 25 ya" /32" 5KY39 25 #10-16 1%" ~~ 720 5JU56 50 
#14 1%" #14 5JA57 25 2" #10 5JA21 10 #14 1" /32" 5KY40 25 2" T20 5JU57 50 
vy" #14 5JA58 25 il #12 5JA22 25 1%" /32" 5KY41 25 Pin-In Torx Drive, Self-Drilling®, Pan Head 
2 #14 5JA59 25 #12 1%" #12 5JA23 25 1%" 32" 5KY42 25 410 Stainless Steel 
ch #14 5JAG0 10 2" #12 5JA24 25 Pin-In Torx® Drive, Button Head Yn" 120 5JU45 25 
Steel, Zinc-Plated 3/4" #14 5JA25 25 18-8 Stainless Steel #8-18 fq" T20 5JU46 25 
¥e" #6 5JAG1 100 #14 i #14 5JA26 25 VY," T10 5KU68 25 1" T20 5JU47 25 
#6 Y;" #6 5JAG2 100 z #14 5JA27 25 #6 5/4" T10 5KU69 25 1%" ~— 720 5JU48 10 
ya" #6 5JA63 100 Pin-In Hex Drive, Button Head 1" T10 5KU70 25 V4," T25 5JU49 25 
1" #6 5JAG4 100 18-8 Stainless Steel 1%" ~—-710 5KU71 25 4" T25 5JU50 25 
3" #8 5JAG5 100 Y" Ye" 5KE94 25 Y;" 115 5KU72 25 #10-16 1" 125 5JU51 25 
Vy" #8 5JAG6 100 #6 ya" Yg" 5KE96 25 ya" 115 5KU73 25 1%" 725 5JU52 10 
#8 5/4" #8 5JAG7 100 1" Yg" 5KE98 25 #8 1" 115 5KU74 25 1%" 725 5JU53 10 
1" #8 5JAG8 100 Y" 32" 5KU10 25 14%" T15 5KU75 25 Torxplus® Drive, Pan Head 
1%" #8 5JAG9 50 7s" 32" 5KU12 25 1%" 715 5KU76 25 18-8 Stainless Steel 
Y;" #10 5JA70 100 #8 5/4" /32" 5KU14 25 Y;" T25 5KU77 25 #0-42 IP5 5JE75 50 
#10 ya" #10 5JA71 100 ile 32" 5KU16 25 ya" T25 5KU78 25 #9-98 V4 IP7 5JE76 50 
1" #10 5JA72 100 1%" /32" 5KU18 25 #10 1" 125 5KU79 25 56" IP7 5JE77 50 
1%" «#10 5JA73 100 1%" 32" 5KU20 25 1M" 725 5KU80 25 Yq IP10 5JE80 50 
VY," #14 5JA74 50 VY," 32" 5KU22 25 1%" 725 5KU81 10 #4-20 ¥%' IP10 5JE81 50 
ya" #14 5JA75 100 5/4 /32" 5KU24 25 Y;" T27 5KU82 25 fa" IP10 5JE83 50 
#14 il #14 5JA76 100 #10 i 32" 5KU26 25 3/4" T27 5KU83 25 V4 IP15 5JE84 50 
1%" «#14 5JA7T7 50 1%" 32" 5KU28 25 #14 ill 127 5KU84 10 #6-19 IP15 5JE85 50 
2" #14 5JA78 25 1%," 32" 5KU30 25 1%" -T27 5KU85 10 Y;" IP15 5JE86 50 
Spanner Drive, Flat Head 2" 732" 5KU32 25 Ve T27 5KU86 10 Case Hardened Steel 
18-8 Stainless Steel 5/4" 32" 5KU34 25 Steel, Black Oxide Finish #0-42 Ae IP5 5JE90 50 
We #6 5KY11 25 #14 ik /32" 5KU36 25 Y;" T10 5KU87 25 37g" IP5 5JE92 50 
#6 ya" #6 5KY12 25 1%" 32" 5KU38 25 #6 5/4" T10 5KU88 25 #4-00 V4 IP10 5JE96 100 
ie #6 5KY13 25 1%," /32" 5KU40 25 ik T10 5KU89 25 4" IP10 5JE99 100 
VY" #6 5KY14 25 Steel, Black Oxide Finish Y;" 115 5KU90 25 Ya IP20 5JU13 100 
5/4 #8 5KY15 25 Y;" Ye" 5KU42 50 #8 5/4" T15 5KU91 25 #8-16 V4" IP20 5JU14 100 
#8 1" #8 5KY16 25 #6 5/4 Ye" 5KU44 50 1" 115 5KU92 25 4" IP20 5JU15 100 
1%" #8 5KY17 25 1" Ye" 5KU46 25 Vy" 125 5KU93 25 1" IP20 5JU16 100 
1%" #8 5KY18 25 VY" /32" 5KU48 50 5/4" T25 5KU94 25 #10-14 i IP25 5JU19 50 
VY," #10 5KY19 25 7" S32" 5KU50 25 #10 ile T25 5KU95 25 1%" ~~ (P25 5JU20 50 
5/4 #10 5KY20 25 #8 5/4" /32" 5KU52 25 1%" 725 5KU96 25 4" IP30 5JU23 50 
#10 1" #10 5KY21 25 1" 32" 5KU54 25 1%" 725 5KU97 25 #1/4-10 1" IP30 5JU24 50 
1%)" ~— «#10 5KY22 25 1%" /32" 5KU56 25 1%" ~~‘ |P30 5JU25 50 
eR #10 5KY23 25 1%," /32" 5KU57 25 
Self-Tapping Sheet Metal Screws 
= Hardened steel 7 er im rg. 
V"" Ari - IZE eng 0. \. 
= Hex Washer Head have a 4" driver size Hex Washer Head, Zinc-Plated, Slotted Drive 
1-pc., 1-side-installation fasteners penetrate metal and tap their #6 x" 1MB43 
own mating threads to eliminate the need for prepunched holes. #7 a eae ins 
Note: Additional sizes, materials, and slotted drive are available on #8 4" 1MB46 100 
Grainger.com®. Y," 1MB47 100 
g #10 7 TMBaE 700 Hex Washer Head w/ 


Neoprene Washer 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2105 





FASTENERS Scan. Order. Done. 
Screws Details on page Al. 








OOOOH) |x a2 

















82° Flat Head, Hex Washer Pan Head, All meet ANSI/ASME B18.6 standards, except Nos. 4HJX1, 4HJX5, 
Phillips Drive Head Phillips Drive 4HJX7, and 4HJX9. 
Note: Additional sizes, materials, and slotted drive are available on Grainger.com®. 
Driver Item Pkg. Driver Item Pkg. Driver Item Pkg. Driver Item Pkg. Driver Item Pkg. Driver Item Pkg. 
Size L Size No. Qty. Size L_ Size No. Qty. Size L Size No. Qty. Size L_ Size No. Qty. Size L_ Size No. Qty. Size L_ Size No. Qty. 
Flat Head Phillips Drive Y #2 2WE42 100 | Oval Countersunk ¥ #2 31JM46 100 % #3  ‘1LY80 100 Yo #3  1WE81 100 
Steel % #2 1WA30 100 Head Phillips Drive % #2  1MA27 100 % #3  1LY81 100 % #3  1WE82 100 
Y, #1 31JM56 100 ¥, #2  1WA31 100 18-8 Stainless Steel % #2 1MA28 100 ¥%, #3  TLY82 100 ¥, #3  1VE83 100 
% #1 1MA77 100 1 #2  1WA32 100 Y, #1 31JN51 100 %, #2  1MA29 100 7 #3  1LY83 100 1 #38  1VE84 100 
yy 2 #1 1MA79 100 44) 1% #2 1WA33_ 100.) -#4 1% #1 B1JN52_100 7 #2 31JM47 100 1 #3 ‘1LY84 100 #12 1% #8 ‘1VE85 100 
% #1  1MA78 100 1% #2 1WA34 100 #8 1  #42+#2 + #+1MA30 100 #121% #8 #1LY85 100 1% #3  1VE86 100 
vi #1 1MA80 100 19; #2  1WA35 100 Y ” aTINed 100 1% #2 1MA31 100 1% #3 1LY86 100 o #3. 1VE87 100 
1 #1 1MA81 100 2 #2 1WA36 100 7° 3% #0 —31JN55 100 1% #2 1MA32 100 1% #3  1LY87 100 2% #3  1VE88 100 
Y, #2  1MA82 100 2% #2 31JN42 100 ‘| OvalHead Phillips Drive 0 #2 1MA33 100 2 #3  1LY88 100 3 #3 1VE89 100 
¥%, #2  1MA83 100 3 #2 31JN43 100 Steel 2% #2 31JM48 100 2% #3 1MA12 100 Y #3  1VE90 100 
Yo #2  1MA84 100 ¥, #3  1WA40 100 Yo #2  2XA63 100 3. #2 31JM49 100 3 #3 1MA13 100 % #3  1VE91 100 
% #2 1MA85 100 1 #3  1WA41 100 5% #2  2XA67 100 ¥% #2 31JM50 100 % #3 31JM39 100 ¥, #3  1WE92 100 
¥, #2  1MA86 100 17, #3 1WA42 100 *5 —% #0 —oxa65 100 #2 1MA34 100 ¥%, #3 31JM40 100 1 #8  ‘1VE93 100 
#6 7, 49 34.JM57 100 1% #3 1WA43 100 1 #2  2XA69 100 % #2 31JM51 100 7 #3  1LY92 100 1% #3  1VE94 100 
1 #2  1MA87 100 #12 13% #3 1WA44 100 Yo #2  2XA70 100 %, #2  1MA35 100 1 #3 4Lv93 100 *'4 4% #3 4VE95 too 
1% #2  1MA89 100 2 #3  1TWA45 100 %, #2  2XA71 100 % #2 31JM52 100 yy, 1% #3 1LY94_ 100 1% #3 1VE96 50 
1% #2 1MA88 100 0%) #3 31JN44 100 *°~4 ~~ #2 oXA72 100 #10 1 #2  1MA36 100 1% #3  ‘1LY95 100 2 #3 1VE97 50 
2 #2 31JM58 100 3 #3 31JN45 100 1% #2  2XA73 100 1% #2  1MA37 100 1% #3  1TLY96 100 2% #3 1VE98 50 
¥%, #2  1MA90 100 3% #3 1CJG6 25 %, #2  2XA74 100 1% #2 1MA38 100 2 #3  1LY97 100 3 #3 1VE99 50 
et re eo tr 
A 4 1% #2  2XA76 100 q 4 A 4 
3%, #2 1MA93 100 1%, #3 31JN46 100 18-8 Stainless Steel 3 #2 4MA41 100 % #3 1Lv89 100 *'°-4 #9 —4yu95 {00 
7 #2 31JM59 100 44, 1% #3 34JNA7 100 % #2 1WB39 100 % #3 1MA42 100 %' % #3 1LY91 100 | Truss'Head Phillips Drive 
48 #2 1MA94 100 1% #3  1WA52 50 5 #2  1WB43 100 7 #3  1MA43 100 % #3 TLY90_100 Vs #1 ~+1VU61 100 
1% #2  1MA95 100 2 #3 31JN48 100 #6 % #2 1WB45 100 Y, #3 1MA44 100 18-8 Stainless Steel % #1  1VU62 100 
1% #2  1MA96 100 2%) #3 31JN49 100 1% #2  1WB49 100 1 #3 1MA45 100 Y #1 #+‘1VE41 100 #4 % ##1 31JN13 100 
13% #2  1MA97 100 3 #3 31JN50 100 1% #2 1WB51 100. #12 1% #3  1MA46 100 *2-% #1 41VE42 100 ¥%, #1 31JN14 100 
2? #2 1MA98 100 Hex Washer Head % #2  1WB53 100 1% #3  1MA47 100 Y, #1 1VE43 100 1 #1 31JN15 100 
er —5—iMBI0 Too -geettediex Drive eto | De IMAdO 100 eA AVEAS 100 % 49 —BNINT6 100 
5 4 45 
¥% #2 31JM60 100 Steel Vs" 1MB55 100 7 ie iWECG 100 3 #3. 4MA50 100 *4 oh #1 1VE46 100 vs #2  1VU66 100 
Yo #2  1MB11 100 ¥, Vs" 1MB57 100 1 #2 1WB61 100 Y% #3 31JM53 100 %, #1 1VE47 100 *° % #2 4VU67 100 
¥, #2 31JM61 100 #6 1 #24% %+‘MB58 100 #8 1% #2 1TWB63 100 ¥%, #3  1MA51 100 1 #1 31JNO1 100 ¥, #2 831JN17 100 
¥, #2  1MB13 100 1% Vs" 1MB59 100 1% #2  1TWB65 100 1 #3 1MA52 100 Y #2  1VE49 100 1 #2 31JN18 100 
7 #2 31JM62 100 1% vs" 1MB60 100 1% #2 AWB67 100) yy, 1% #3 1MA53_ 100 % #2  1VE50 100 ¥% #2  1VU70 100 
1 #2 +1MB14 100 #7 % % 1MB61 100 . #2 1WB69 100 1% #3 1MA54 100 Ye #2  1VE51 100 Y% #2  1VU71 100 
#10 +7, #9 4MB15 100 % vs"  1MB62 100 2% #2 1WB71 100 2 #3 1MA55 100 #6 % #2 1WE52 100 % #2  1VU72 100 
1% #2  1MB16 100 5% vs"  1MB64 100 3 #2 1WB73 100 9%, #3 31JM54 100 1 #2  1VE54 100 ¥, #2  1WU73 100 
1% #2 1MB17 100° 4, 1 Vs 1MB66_ 100 ¥%, #2  1WB75 100 3 #3 31JM55 100 1% #2 1VE55 100 *° 4 #9 —4vU74 100 
MBS or Se oO NET A POXBIS 100, HIND 100-1 SHINO 00 
ue L 4 
3 #2 1MB20 100 ot ie iME70 00 z ie iWESt 100 a #1 1LY38 100 J, #2 1VE57 100 2 #2 31JN21 100 
Yo #3 31JM63 100 % Ye 1MB71 100 1 #2 2WEG6 100 4, % #1  1LY39 100 Yo #2  1WE58 100 % #2 1WU77 100 
% #3 31JM64 100 %  %e' 1MB73 100 #10 1% #2 1WB83 100 % #1  ‘1LY40 100 % #2  1VE59 100 Yo #2 1WU78 100 
¥, #3 1MB22 100 #10 13%4 “ce 1MB78 100 1% #2 1WB85 100 ¥, #1  ‘1LY41 100 ¥, #2  1VEGO 100 % #2  1WU79 100 
7 #3 31JM65 100 2%) 6° 1MB80 100 131 #2  1WB87 100 1 #1 ‘1Lv42 100 7 #2  1VEG1 100 ¥%, #2 31JN22 100 
1 #3  1MB23 100 3 46° 1MB81 100 2 #2  1WB89 100 Y #2 ‘TLY43 100 #8 1  4#2 #4«4VEG2 100 #10 1 #2 31JN23 100 
#12 1% #3  1MB24 100 i %e" 1MB82 100 2%) #2 1WB91 100 % #2  ‘1LY44 100 1% #2 31JN03 100 1% #2 + 1VU82 100 
1% #3 1MB25 100 %  %e' 1MB83 100 3 #2 1WB93 100 #2 ~~ ‘1LY45 100 1% #2 31JN04 100 1% #2 1VU83 100 
13% #3 1MB26 100 #12 1% ‘ce’ 1MB86 100 Yo #3  1WB95 100 % #2 ‘1LY46 100 13%, #2  1VE65 100 2 #2 31JN24 100 
2 #3  1MB27 100 2%) %\6° 1MB89 100 Ys #3 AWB97 100 yp % #2 TLVAT 100 2 #2  1VWE66 100 9%) #2 31JN25 100 
2%) #3  1MB28 100 3 546° 1MB90 100 1 #3  1WB99 100 7 #2 31JM34 100 2% #2  1VE67 100 ¥%, #3  31JN26 100 
3 #3 1MB29 100 Ye %' 1MB91 100 44) 1% #3 1WE1T 100 1 #2  1LY49 100 3 #2  1VE68 100 1 #8 31JN27 100 
¥, #3 1MB30 100 5% 3" 1MB92 100 1% #3 1WE13 100 1% #2  1LY50 100 % #2 31JN05 100 1% #3 31JN28 100 
MBS T00-* te IB aae AWE e- 3 STS 00 I STINOT O03 #3 STINBO100 
1 3%" 1MB94 1 0% #3 WEI 2 5 5 7 
1% #3 1MB33 100 1 5 iMEgS +00 3 ie TWE19 52 % #2  ‘1LY52 100 9; #2 31JNO08 100 2% #3 31JN31 100 
#449, #3 4MB34_ 100 ~. 2% % 4MB98 100 3%, #3 1WE21 100 #2 4LY53 100 7h #2 1VET3 100 3 #3 31JN32 100 
>? #3 1MB35 100 “ ~ 3%" 4MB99 100 1 #3  2WE67 100 #7 % #2 ‘1LY54 100 1 #2 31JNO9 100 ¥, #3 31JN33 100 
0%) #3 1MB36 100 %, %e" AME 100 1%, #3 1WE23 100 1 #2 31JM37 100 *!9 4% #2 31JN10 100 1 #3 31JN34 100 
3 #3 1MB37 100 y,, 1 %e" 1MEI5 100 44, 1% #3 1WE25 100 1% #2 31JM36 100 1% #2 31JN11 100 1% #3  1VU89 100 
18-8 Stainless Sted orks IWHEO tng Ue TERT 50 4 —ee 10 SHIN 1002 STINE 100 
, 1% %e' 1ME16 100 2 #3 1WE29 25 A 5 
Pee ee ee 
¥, 2%" 4ME13 100 3 #3 TWE33 25 Ye 
¥, #1 °1VU99 100 18-8 Stainless Steel Pan Head Combo Drive Yo #2  1LY61 100 
1 #1 31JN39 100 “4, 1% — i1WE51 100 Steel #2  ‘1LY62 100 
¥ #2  1WA11 100 2 —  1WE53 100 Y, #1 31JM41 100 #8 1 #2 #‘1LY63 100 
Yo #2 AWAI2 100° 4) % — _1WE57_100 % #1  1MA14 100 1% #2  ‘1LY64 100 
5% #2  1WA13 100 ive" 1WEG3 100 4, % #1 1MA15 100 1% #2  ‘1LY65 100 
yg 4 #2 AWA14 100, % —%e" AWET6 100 % #1  1MA16 100 1%: #2  ‘1LY66 100 
2 SUN 18) atammeaaeme ee” SMES he 
A 4 K-Lath Head Phillips Drive 1 #1 31JM43 100 z 
1% #2 1WA17 100 Steel : ¥ #2  1MA19 100 3 #2 1MA11 100 GRAINGER 
0 #2 1WA18 100 % #2 AHJX1 200 #2 31JN67 8000 ¥% #2  1LY68 100 MOBILE 
ue 2 uA i Y, #2  AHJX5 200 % #2  1MA21 100 uE w AYES 100 
A {1 #2  AHJX7 200 ¥Y, #2  1MA22 100 A 7 
¥, #2 1WA21 100 1% #2  4HJX9 100 #6 % #2 31JM44 100 ¥, #2  ‘1LY71 100 Use your smartphone 
7 #2  1WA22 100 ¥% #2 31JM23 100 1 #2  1MA23 100 #2  ‘1LY72 100 to connect with 
1 #2 1WA23 100 #6 % #2 31JM24 100 1% #2 1MA24- 100) y4) 1 #2 1LY73_ 100 ; 
#8 1% #2  1WA24 100 ¥, #2 31JM25 100 1% #2  1MA25 100 1% #2  ‘1LY74 100 Grainger on the go. 
1% #2 1WA25 100 Yo #2 31JM26 100 2 #2 31JM45 100 1% #2  ‘TLY75 100 
1%, #2  1WA26 100 %5 #2 31JM27 100 1% #2  1LY76 100 Now you can find 
0 #2  1WA27 100 ¥, #2 31JM28 100 2 #2  1LY77 100 - 
2% #2 B1JN41 100 49 1 #2 31JM29 100 0%) #2 1LY78 100 products, get real-time 
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Panaih rae Why ‘ _— th an anal pi He . =_— ae on 
engt ize ize ateria ran 0. ty engt ize ize ateria ran 0. ] 
Imperial Yi" #6-20 Steel Zinc Fabory 31JJ44 200 a CC qi) 
vA Ye #10-16 Steel Climaseal Teks 36K122 500 Ys #6-20_ Steel Zinc Fabory 31JK18 5000 \" 
4 %6 _#10-16 Steel Climaseal Teks 36K133 500 Ya" _ #8-18 410 SS Plain Fabory 1WU80 100 Hex ‘J 
Ye _#10-16 Steel Climaseal Teks 36K12/ 500 Ya" __-#8-18 Steel Zinc Fabory 31JJ48 200 Ww w/Neoprene 
. _ As" #10-16 Steel Climaseal Teks 36K128 500 Yi" #8-18 Steel Zinc Fabory 31JJ95 4000 asher 
Yq i i y Washer 
%e'  #12-14 Steel Climaseal Teks 36K155 500 Ye  #10-16 4108S Plain Fabory 1WU90 100 
ee ee oe ee 
7," Ae. : teel Climaseal_Teks a " Ae. : teel Zinc _ Fabory 
‘Ye VAG Steel Climaseal Teks 36K111 500 ie #12-14 410SS Plain Fabory 1WU98 50 /7vvBuildex @ FABORY 
Ye #10-16 Steel Climaseal Teks 36K121 500 Ye #12-14 Steel Zinc Fabory 31JJ58 100 
4» _%e"  #12-14 Steel Climaseal_Teks 36K139 500 Se" _#12-14 410 SS Plain Fabory 31JK22 2000 Self-Drilling Hex Washer 
He Jed Steel Cmaseal —Teks ~3BK096 250 36 Weld 410.88 Plain” Fabory AWY18 50. 
Us A'- teel Climaseal Teks A] 8" 4 = ain Fabory 
%6 #10-16 Steel Climaseal Teks 36K125 500 Yes Ya-14 Steel Zinc _Fabory 31JJ62 100 Sheet Metal Screws 
Ye #12-14 Steel Climaseal Teks 36K147 500 Ys" Va'-14 ~~ Steel Zinc ~= Fabory 31JK06 1500 = 
Me Sees eli tas a (IEE aes AME -18r J be Stansalatonfsten 
V6. - teel Climaseal Teks 2 4" - ain _Fabory _ eines i ‘li 
¥%°  Va'-14 Steel Climaseal Teks 36K103 250 vr #818 Steel Zinc ~Fabory 31449200 ~~‘! -PC., 1-side-installation fasteners have a drilling 
Ye _#10-16 Steel Climaseal Teks 36K123 500 Va" #8-18 ‘Steel Zinc Fabory 31JJ96 3000 _ point tip that drills its own hole and forms its own 
41%" Ae _#12-14 Steel Climaseal Teks 36K143 250 Ye _#10-16 4108S Plain Fabory 1WU92 100 internal mating threads 
‘eta Steel Gimaseal Teks a6K101 250 7" —HO-16 Steel Zino Fabory S1KOT 2500 ° | 
84-14 Steel Climaseal__Teks 2 16 : teel Zinc___Fabory limaseal® corrosion-resistant finish provides excel- 
1%" — %e _-#12-24 Steel Climaseal Teks 36K165 250 1" Ye #12-14 4108S Plain Fabory 1WY10 50 Clima é f f i 
eee ce ee BES EBST INES 2000 Elcto Zinc coresion resistant fish is applied to 
: 16 - teel Climaseal Teks 16. - ain Fabory ; are inieh | i 
%5" — Ve'-14 Steel Climaseal Teks 36K107 250 Vie’ #1214 Steel Zinc —Fabory 31JK05 2000 Electro Zinc corrosion-resistant finish is applied to 
2v sg —"V 414 Steel Clmaseal Teks36K108 100 Ee 
gu 4 teel Climaseal Teks 8" 4 teel Zinc —Fabory . . ss 
ie" #12-14 Steel Climaseal Teks 36K153 100 3 —Vi-14 410 SS Plain Fabory 31JK24 1000 fay Spex corrosion-resistant finish on No. 36K145 
* We Ha Stoel Climaseal teks 36K109 100 THEE ATO SS Paneer twos—to0- ‘8 2N organic waterborne coating, applied with a 
16 4- 4 . soe “WE 
y _%6"_#12-14 Steel Climaseal Teks 36K158 50 Vs" #8-18 Steel Zinc Fabory 31JJ50 100 State-of-the-art process that eliminates Phillips 
Ye Y'-28 Steel Climaseal Teks 36K117 50 Ye  #10-16 4108S Plain Fabory 1WU94 50 recess fill problems. 
Maxiseal® with Integral Washer Ye #10-16 Steel Zinc fFabory 31JJ55 100 
3/j" %6'  #10-16 Steel Climaseal Teks 36K131 500 1Y," Ye  #10-16 Steel Zinc Fabory 31JK02 2000 Driver Thread Item Pkg. 
Ye  #12-14 Steel Climaseal Teks 36K15/ 500 Ye  #12-14 4108S Plain Fabory 1WY12 50 Length Size Size Material Brand No. _ Qty. 
Ye Ye _-Ya'-14 Steel Climaseal Teks 36K113 500 Ye #12-14 Steel Zinc Fabory 31JJ59 100 Self Drilling with Neoprene Washer 
4" Ye #12-14 Steel Climaseal Teks 36K141 250 Ye Ya'-14. = 410 SS Plain Fabory 1WY22 25 5g" Ye #10-16 Steel Zinc Fabory 2XA56 100 
Ye —s«*Va'-14_ Steel Climaseal Teks 36K099 250 Ye Ya-14 ‘Steel Zinc _Fabory 31JJ64 100 Ae  #10-16 Steel Zinc Fabory 31JK11 3000 
1%" Ye  #12-14 Steel Climaseal Teks 36K148 250 Ys" _*#8-18 4105S Plain Fabory 1WU86 100 Ys" #8-18 —_— Steel Zinc Fabory 31JJ83 200 
4: 716 #12-24 Steel Climaseal_Teks 36K145_ 250 Ya" _*#8-18 Steel Zinc _Fabory 31JJ51_ 100 Ys" _-#8-18 ‘Steel Zinc _Fabory 31JK33 4000 
Ye" Ya'-14 Steel Climaseal leks 36K102 250 Ys" _—«#8-18 ~—_— Steel Zinc Fabory 31JK19 2500 Ye  #10-16 Steel Zinc Fabory 31JJ87 100 
194" Ys" Ya'-14 Steel Climaseal Teks 36K106 250 Ye  #10-16 4108S Plain Fabory 1WU96 50 5p" Ye  #10-16 Steel Zinc Fabory 31JK12 3000 
Scots® with Integral Washer Ye  #10-16 Steel Zinc Fabory 31JJ56 100 Ye #12-14 Steel Zinc Fabory 2DU79 100 
Ze Ye _‘Va'-14 Steel Climaseal Teks 36K114 250 49" Ye #10-16 Steel Zinc Fabory 31JKO03 2000 Ye #12-14 Steel Zinc Fabory 31JK13 2500 
il Ye _#12-14 Steel Climaseal Teks 36K142 250 Ye _#12-14 4108S Plain Fabory 1WY14 50 Ye = Va'-14 ~—s Steel Zinc ~Fabory 1ME1/ 100 
TY" %e ~——'-14_ Steel Climaseal Teks 36K105 250 Ye #12-14 Steel Zinc Fabory 31JJ60 100 Yu" -Ya'-14 ‘Steel Zinc _Fabory 31JK15 1500 
1M" eo __—«#12-14 Steel Climaseal Teks 36K149 250 Ye #12-14 Steel Zinc Fabory 31JK20 1500 Yu" _-#8-18 —_ Steel Zinc _Fabory 31JJ84 200 
1%" Ye _#12-14 Steel Climaseal leks 36K146 250 Ye" s'-14_ 410 SS Plain Fabory 1WY24 25 Ys" _-«#8-18 ‘Steel Zinc _Fabory 31JK34 3000 
Self Drilling Ye Ya'-14_ __ Steel Zinc Fabory 31JJ65 50 Ye #10-16 Steel Zinc Fabory 31JJ88 100 
3p" Ys" _'#6-20 _ Steel Zinc _Fabory 31JJ42 200 Ys" ——*Ya'-14__Steel Zinc _Fabory 31JK08 1000 I Ye _#10-16 Steel Zinc Fabory 31JK35 2500 
Ya" _-#6-20 __ Steel Zinc _Fabory 31JK1/ /000 Ye #10-16 Steel Zinc Fabory 31JJ5/7 100 Ye #12-14 Steel Zinc Fabory 2DU80 100 
Ys" #6-20 ~— Steel Zinc ~—Fabory 31JJ43 200 Ye  #12-14 4108S Plain Fabory 1WY16 25 Ye #12-14 Steel Zinc Fabory 31JK14 2000 
Ya" -«#6-20 ~—s Steel Zinc ~=Fabory 31JJ92 7/000 9" Ye #12-14 Steel Zinc Fabory 31JJ61 50 Ye '-14 Steel Zinc Fabory 2DU84 100 
Ya" «-#8-18 ~=410SS Plain Fabory 1WU/76 100 Ye  #12-14 Steel Zinc Fabory 31JK21 1000 Y' __ #8-18 _ Steel Zinc _Fabory 31JJ85 100 
TA Ya" «-#8-18 ~—s Steel Zinc ~~ Fabory 31JJ46 200 Ye Ya'-14_ 410 SS Plain Fabory 1WY26 25 Ye #10-16 Steel Zinc _Fabory 31JJ89 100 
Ya" _'#8-18 —_ Steel Zinc _Fabory 31JJ93 5000 Yes Ya-14_ _—Steel Zinc _Fabory 31JJ66 50 414" Ye  #10-16 Steel Zinc Fabory 31JK36 2000 
Ye  #10-16 4108S Plain Fabory 1ME54 100 0 V9" Yes Ya'-14_ 410 SS Plain Fabory 1WY28 10 Ye #12-14 Steel Zinc Fabory 2DU81 100 
Ye  #10-16 Steel Zinc Fabory 31JJ52 200 : Ye Ss Y'-14 ~—s Steel Zinc ~= Fabory 31JJ67 50 Ye #12-14 Steel Zinc _Fabory 31JK39 1500 
Ae #10-16 Steel Zinc Fabory 31JJ97 300 " Yes Ya'-14 ~—sSteel Zinc ~Fabory 31JJ68 50 Ye  Va-14 ~— Steel Zinc Fabory 1ME19 100 
Ya" *#8-18 410 SS Plain Fabory 1WU78 100 Self Drilling with Bonded Washer Ys" -«#8-18 ~—s Steel Zinc = Fabory 31JJ86 100 
Ya" «#8-18 ~— Steel Zinc ~~ Fabory 31JJ47 200 3/;" Ye _#10-16 Steel Climaseal Teks 36K130 500 %6 #10-16 Steel Zinc Fabory 31JJ90 100 
5/5" Ys" _«-#8-18 ~—_— Steel Zinc Fabory 31JJ94 4000 Ye _#12-14 Steel Climaseal Teks 36K156 500 1%" %i6 #10-16 Steel Zinc _Fabory 31JK37 2000 
: Ye #10-16 4108S Plain Fabory 1WU88 100 Ze Ye _—*‘Va'-14 ‘Steel Climaseal Teks 36K112 500 Ye #12-14 Steel Zinc Fabory 2DU82 100 
Ye #10-16 Steel Zinc Fabory 2XA4/7 100 4" Ye _#12-14 Steel Climaseal Teks 36K140 250 Ye #12-14 Steel Zinc Fabory 31JK40 1500 
Ye #10-16 Steel Zinc Fabory 31JJ98 3000 Ys’ ——*Ya'-14_ Steel Climaseal Teks 36K098 250 Ye  #10-16 Steel Zinc Fabory 31JJ91 100 
114! Ye  #12-24 Steel Climaseal leks 36K164 250 9" Ye #10-16 Steel Zinc Fabory 31JK38 1500 
Ye" ——*MY'-14 Steel Climaseal Teks 36K104 250 Ye #12-14 Steel Zinc Fabory 2XA62 100 
Ye  #10-16 Steel Climaseal leks 36K124 250 Ye  #12-14 Steel Zinc Fabory 31JK41 1000 
41%" Ye _#12-14 Steel Climaseal Teks 36K144 250 eh Ye Va'-14 ~~ Steel Zinc = Fabory 1ME22 50 
of Ae ate! K maseal cs aa an With Serrations Under Head staal 
V6. : teel Climaseal Teks oD 37,1 5/, at! : tee 
a" ie" #12-14 Steel Climaseal Teks 36K151 250 A Ve FING clectro-zing _TeKS_ S6K129 500 
* 
Thread Driver Item Pkg. Thread Driver Item Pkg. heath & FABORY 
Size L_ Size Material Brand No. Qty. Size _L_ Size Material Brand No. Qty. ” 
Flat Head Phillips Drive K-Lath Head Phillips Drive 
Y% #2 4108S Fabory 1WY74 100 Yo #2 Steel Fabory 31JK28 4000 Thread Driver Item Pkg. 
Y% #2 Steel Fabory 31JJ69 100 Ys #2 Steel Fabory 31JK293500 Size L Size Material Brand No. ty. . 
Y% #2  410SS Fabory 1WY76 100 {#2 Steel Fabory 31JK30 3000 #3 410SS Fabory 1WY48 100 i7vvBuildex 
% #2 Steel Fabory 31JJ70 100 #8-18 1% #2 Steel Fabory 31JJ81 100 Yo #2 Steel Fabory 2DU99 100 
Ys #2 410SS Fabory 1WY78 100 1% #2 Steel Fabory 31JK31 2000 % #2 Steel Fabory 2DV10 100 =5E= 
#6-20 % #2 Steel  Fabory 31JN71 100 15 #2 Steel Fabory 31JJ82_ 100 %, #3 Steel Fabory 2DV11 100 Self-Drilling 
1 #2 410SS Fabory 1WY80 100 1% #2 Steel Fabory 31JK32 2000 #10-16 1 #2 4108S Fabory 1WY52 100 
1 #2 Steel Fabory 31JJ72 100 | Pan Head Phillips Drive 1 #3 Steel Fabory 2DV12 100 Sheet Metal 
1% #2 Steel Fabory 31JJ73 100 Ye #2 Steel Fabory 2DU88 100 1% #2 410SS Fabory 1WY54 50 
1% #2 Steel Fabory 31JJ74 100 Yo #2 4108S Fabory 1WY30 100 1% #3 Steel Fabory 2DV13 100 S r 
1% #2 Steel Fabory 314J75 100 #2 — Steel  Fabory 2DU89 100 1h #2 410 SS Fabory 1WY56 50 crews 
Yo #2 4108S Fabory 1WY82 100 #6-00 7B #2410 SS Fabory 1WY32 100 1% #3 Steel Fabory 2DV14 100 be 
%, #2 Steel Fabory 31JJ76 100 Ys #2 Steel Fabory 2DU90 100 %4,, 451 #2 Steel Tappers 36K118 500 —1-pc., 1-side-installation 
1 #2 410SS Fabory 1WY84 100 Ys #2 4108S Fabory 1WY34 100 1% #2 Steel Tappers 36K119 250 fasteners drill their own holes 
#8-18 1 #2 Steel Fabory 31JJ/77 100 % #2 Steel Fabory 2DU91 100 Ys #3 4108S Fabory 1WY58 50 
1% #2 Steel Fabory 31JJ78 100 1 #2 Steel Fabory 2DU92 100 ¥, #3 Steel Fabory 2DV15 100 and form their own internal 
1% #2 Steel Fabory 31JJ79 100 #2 410 SS Fabory IWY36 100) gio 4, 1 #3 41085 Fabory TWY60 50 mating threads. 
1% #2 Steel Fabory 31JJ80 100 Yo__#2___Steel_ Fabory 2DU93 100 1 #3 Steel Fabory 2DV16 100 oi gia 
#10-16 4—#2 410SS_ Fabory 1WY92 50 % #2 410SS Fabory 1WY38 100 1% #3 410SS_ Fabory 1WY62 50 Climacoat™ finish prevents 
1% #2 410SS Fabory 1WY94 50 % #2 Steel Fabory 2DU94 100 1% #3 4108S Fabory 1WY64 50 rust from bleedina into 
#10-24 1%6 #2 Steel __Teks 36K136 500 Y, #2 410SS Fabory 1WY40 100 1% #3 4108S Fabory 1WY68 25 g 
#10-04-2/4 #3 Steel Teks_ 36K167 250) #8-18 4 #2_Steel_Fabory 2DU95 100) 4'14 12 #3 4105S Fabory TWY70 25 substrate. 
2% #3 Steel leks 36K168 250 1 #2 4108S Fabory 1WY42 100 2 #3 410SS Fabory 1WY72 25 ; ® ; 
Y'-20 3 #3 Steel Teks 36K115 100 {#2 Steel _Fabory 2DU96 100 ‘Pan Head Phillips or Robertson or Square Drive Climaseal® corrosion-resis- 
Flat Head Phillips or Robertson or Square Drive 1% #2 410S5_Fabory IWY44 100° #10-16 1 #2 Steel __Teks__36K120 500 tant finish provides excellent 
#10-161'%6 #2 Steel leks 36K126 250 1% #2 Steel Fabory 2DU97 100 #12-14 1 #2 Steel leks 36K138 500 
K-Lath Head Hex Drive tv; #2 Steel Fabory 2DU98 100 | Wafer Head Phillips Drive resistance to most forms of 
#8-18 1% #2 Steel Fabory 31JK10 2500 #10-24 1 #2 Steel leks 36K134 500 = ghrasion and torque. 
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he he ke ke Size L No. Size L No. Size L No. 
se ({1 i | Pda : #8 1%" ~~ 4KY17 #8. 2¥5  31JF39 Brass Plain 
ADPDADS \ q #8 1%‘ 1KY18 #8 ar 31JF40 #8 i 31JF96 
#8 oy 1KY19 10 yp 31JF41 #8 2%"  31JF97 
#8 a"  1KY20 A0 ik 31JF42 #0. ~—Sos1M%" ~~—«31dF98 
#8 ey 1KY21 #10. 1%  31JF43 #0. 2%" + 31JF99 
Oval Head, #9 Ys 1KY22 #10 1%" «31 JF44 #12 iB 31JG01 
Slotted Drive #9 ib 1KY23 A013" ~—«31dF45 #12.—So«1%" ~—=«23'1G02 
#9 Tv" 1KY24 0 or 31JF46 #14 ih 31JG03 
#9 1%" 1KY25 Ai0. 2%"  +31JF47 #4. 1%" ~—«-331dG04 
Ww d S #9 3" 1KY26 0 3" 31JF48 Steel Zinc 
#9 ey 1KY27 #12 il 31JF49 #4 1" 31JF76 
00 crews aries #0. ys ~~~~‘1KY28 #2. 1%  31JF50 #4 y°  B31NFTT 
= Pkg. 100 P #10 yj 1KY29 12 a 31JF51 #6 ¥, 31JF78 
7 #10 I 1KY30 A222" ~~ 31 UF52 #6 Ys 31JF79 
For use with wood or other resilient materials. #10 1/3" 1KY31 #12 3" 31JF53 #6 1 31JF80 
#0. 1%" ~~ 1KY32 Steel Zinc #6 TVs" 31JF81 
Meet ANSI/ASME B18.6.1 standards. #10 13/4" 1KY33 #4 Vf 1LA28 #6 1" 31JF82 
Note: Flat head and round head slotted-drive wood screws are also available; : ig se Wise in ia we s i aces 
. ® " " 4 2 4 
on Grainger.com®, search for "wood screws. 0 A 4KY36 7 i 4LA31 zB 17 311F85 
Item Item Item #10 cy 1KY37 #6 ii 1LA32 #8 1%" -31JF86 
Size L No. Size L No. Size L No. #10. ~=.3%" ~~—~*‘1KY38 #6 1V;' 1LA33 #8 2%"  31JF87 
Flat Head, Phillips Drive #4 TV" 31JG05 #6 1s": 31JE50 #12 yj 1KY39 #6 1% 1LA34 #10 i" 31JF88 
18-8 Stainless Steel Plain #5 Vr" 1KY68 #6 a 31JE51 #12 ib 1KY40 #8 a 1LA35 #0. 1%" ~~~‘ 31JF89 
#4 Ys —«-331G41 #5 7 1KY69 #7 Vf 31JE52 #12. 1M" ~——«AKY41 #8 yj 1LA36 #10 ~=So1%" ~~—«31dF90 
#4 ve -—*-31dG42 #5 Vj 1KY70 #7 y, 31JE53 #12.~—=«1%"~——«AKY42 #8 il 1LA37 #0. 2%" ~—-31JF91 
#4 %  31JG43 #5 a 1KY71 #7 Ys 31JE54 #12 1%" «KY #8 1V;' 1LA38 #12 i 31JF92 
#4 ys  31G44 #6 ye 1KY72 #7 i 31JE55 #12 > 1KY44 #8 1%" 1LA39 #12 1%" ~——=«31F93 
#4 ic 31JG45 #6 V' 1KY73 #7 TVs": 31JE56 #122" ———SAKY45 #8 2 1LA40 #14 ih 31JF94 
#4 tv" —-31JG46 #6 7 1KY74 #7 1¥o"—-31JE57 #12 3" 1KY46 #8 av" 1LA41 #4. 1%" ~——« 310 F95 
#5 Ys  31JG47 #6 7 1KY75 #8 i 31JE58 #4. 1M" ~—«1KY49 #8 3 1LA42 Round Head, Phillips Drive 
#5 Ys —-31JG48 #6 7A 1KY76 #8 74 31JE59 #14. 1%" ~——«AKY50 10 yp 1LA43 18-8 Stainless Steel Plain 
#5 r 31JG49 #6 1 1KY77 #8 Ys 31JE60 #14 > 1KY51 10 1 1LA44 #6 %" ~—-31JG30 
#6 ¥s  31JG50 #6 TVs" 1KY78 #8 7A 31JE61 #14. 2%" ~——«AKY52 AiO. 1%" 1LA45 #6 i 31JG31 
#6 Vp" 2DV24 #6 1%" ‘1KY79 #8 1 31JE62 #14 ey 1KY53 AiO. 1%' 1LA46 #6 1V" —-313G32 
#6 Ys -310G51 #6 vy 31JG06 #8 TV": 31JE63 #i4.—-3%" ~—«TKY54 AiO. 1% 1LA47 #6 1%" -31JG33 
#6 Ys 2DV25 #7 i 1KY80 #8 1s" —-31JE64 #14 4" 1KY55 10 vy 1LA48 #8 ¥;'  31JG34 
#6 ik 31JG52 #7 7 1KY81 #8 1%": 31JE65 Flat Head, Slotted Drive A024" 1LA49 #8 i 31JG35 
#6 TV" 31JG53 #7 Va 31JG07 #8 wy 31JE66 Steel Yellow Zinc 10 3" 1LA50 #8 TV" 31JG36 
#6 1%" —-31JG54 #7 r" 31JG08 #8 2%"  31JE67 #4 Ve" 31JF11 12 ik 1LA51 #8 1%" —-31JG37 
#6 > 31JG55 #7 1V" —-31JG09 #8 3" 31JE68 #4 7 31JF12 A218" 1LA52 #10 1" 31JG38 
#7 ‘31356 #7 1%" 1KY84 10 yf, 31JE69 #5 Vj 31JF13 #12 wy 1LA53 #0 ~—Ss 1%" ~—=«3:1G39 
#7 Ys --31JG57 #8 VA" 1KY85 10 Ys 31JE70 #6 VA" 31JF14 Ai2.2" 1LA54 #10 ~=Ss 1%" ~—«-3:10G40 
#7 Ys  31JG58 #8 7 1KY86 10 i 31JE71 #6 7 31JF15 #12 3" 1LA55 Steel Yellow Zinc 
#7 ik 31JG59 #8 Vj 1KY87 AiO 1% + 31JE72 #6 yj 31JF16 Head, Phillips Drive #6 i, 31JF65 
#7 1v" —-31JG60 #8 7 1KY88 A036. 1%" ~~—«-31JE73 #6 r 31JF17 Brass Plain #6 i 31JF66 
#7 1%" —-31JG61 #8 1" 1KY89 A019" ~~ 1UET4 #6 TVs" 310F18 #6 i 1NB30 #6 TV" 310F67 
#8 Ye ——«-31JG62 #8 1v"‘-1KY90 10 2 31JE75 #6 1%" —-31JF19 #6 1 1NB32 #6 1%" —-310F68 
#8 Ys  31JG63 #8 1%" 1KY91 #0. 2%" ~—«31JE76 #8 yj 31JF20 #6 1V"_1NB33 #8 Ya" 31JF69 
#8 Ys 2DV26 #8 1%" 1KY92 #0. 2%"  31JE77 #8 ik 31JF21 #6 1s" 1NB34 #8 T" 31JF70 
#8 7%  31JG64 #8 31JG10 10 3" 31JE78 #8 1Vs" -310F22 #8 yj 1NB36 #8 1Vs"-310F71 
#8 T 31JG65 #8 av" 1KY94 #0. 3%" ~—~*31JE79 #8 1": 31dF23 #8 ik 1NB38 #8 1%": 31dF72 
#8 Tv" 31JG66 #8 3" 1KY95 #12 Yj 31JE80 #10 i 31JF24 #8 TV" 1NB40 #10 ik 31JF73 
#8 1%" —«-2DV28 #9 1" 1KY96 #12 i 31JE81 #10 ~=—so 1%" ~—«-31dF25 #8 1¥%" _—*-1NB42 #10. «1% ~—Ss310F74 
#8 1%" 2DV29 #9 1%" 1KY97 Al2 si" ~—«31JE82 Steel Zinc 10 i 1NB44 #0. 1%"  +31dF75 
#8 > 2DV30 #10 7 31JG11 #2 ss 1%" ~—«-31JE83 #4 Vp" 31JE95 AiO. 1%" ~~ 1NB4G Steel Zinc 
#8 2%"  — 31JG67 #10 Yq 1KY98 A213" ~—«231dE84 #4 7 31JE96 #10 ~=1%" ~~ +1NB48 #6 vA" 31JF54 
#8 cy 31JG68 10 rT" 31JG12 #12 vy 31JE85 #5 7 31JE97 Head, Slotted Drive #6 1" 31JF55 
10 Ys 31JG69 #i0.~=— 1% ~—«1LA10 Ai2s«-2%" ~—«-31JE86 #6 Vp" 31JE98 Steel Zinc #6 1V""-310F56 
0 ys  31JG70 AiO. 1%" ~‘LATI #12 a 31JE87 #6 7 31JE99 #7 i, 1KU84 #6 1%" ‘3157 
A0 ik 31JG71 #i0.—1%" ~—=«SALA2 Aid. iv" —«31JE88 #6 yj 31JF01 Oval Head, Slotted Drive #8 Ys 31JF58 
AiO. 1%" ~—«31dG72 #10 z 1LA13 #4. 1%" ~~ 31JE89 #6 i 31JF02 Brass Plain #8 i" 31JF59 
#0 1%  31JG73 #0. 2%" —«-33:1G13 4 vy 31JE90 #6 TVs" 31JF03 #4 i 1NB15 #8 Tv" 31JF60 
AiO. 1%  2DV32 #10. ~=—o2%" ~—s«TLA4 #4. 2%" ~——-31JE91 #6 1%" —-31JF04 #4 yp 1NB16 #8 1%" —-31JF61 
10 > 2DV33 #10 Ey 1LA15 4 cy 31JE92 #8 yj 31JF05 #6 7 1NB19 #10 i 31JF62 
A020" ~—«-331G74 #10. —3%" ~—«3:10G14 #4. .3%" ~—«3:1JE93 #8 i 31JF06 #6 yj 1NB20 #0. 1% + -31dF63 
A10~=—-2%" ~—«31dG75 #12 Va 1LA16 14 4" 31JE94 #8 1Vs"- 31JF07 #6 1" 1NB21 #10 ~=So1%" ~~—«31dF64 
10 cy 31JG76 #12 ih 1LA17 Steel Zinc #8 1%": 31JF08 #6 TVs" 1NB22 Round Head, Slotted Drive 
Hi0 ~©3%"  31JG77 #2.—So1M%" ~—s«ALA8 #4 y 1KU50 #10 1 31JF09 #6 1%" 1NB23 18-8 Stainless Steel Plain 
#12 ys -31dG78 #12. 1%" ~—Ss«331G15 #4 Vr" 1KU52 #0 1%  31JF10 #8 yj 1NB24 #6 %" —«-31JG19 
#12 i 31JG79 #2 1%" ~—«ALA20 #4 74 1KU54 Flat Head, Square Drive #8 1V"_1NB26 #6 i" 31JG20 
#2 1v%" ~—«231dG80 #12 a 1LA21 #4 Yj 1KU56 18-8 Stainless Steel Plain #8 1¥%"_—-1NB27 #6 1V" —-31JG21 
Al2 1%" ~~—«2DV34 #12—«2%" ~—«ALA22 #4 1 1KU59 #6 Vr 31JG88 10 1 1NB28 #6 1%" -31JG22 
A213" ~——«o2DV35 #12 a 1LA23 #4 TV" 1KU60 #6 i 31JG89 #0. 1% ~~ 1NB29 #8 ¥' _ 31JG23 
12 o 2DV36 #4. 1M" ~—s-331G16 #5 ¥, 1KU62 #6 1V" —-31JG90 Raised Countersunk #8 i" 31JG24 
A225" ~—«2DV37 #4. 1%" ~—*TLA24 #5 Ys 1KU64 #6 1%" 31JG91 Head, Slotted Drive #8 TVs" 31JG25 
12 ey 31JG81 #14 a 1LA25 #5 il 1KU66 #8 ya 31JG92 18-8 Stainless Steel Plain #8 1%"  —31JG26 
A4 1%" ~—«-31G82 #14. 2%" ~—s«ALA26 #6 ¥,' 1KU68 #8 ib 31JG93 #4 %" —-31JG99 F10 i 31JG27 
A4 1% 31JG83 #14 a. 1LA27 #6 1KU70 #8 TV" 31JG94 #4 ¥ --31JHO1 #0 1% 31JG28 
4 oy 31JG84 #14. 3%" ~—«31NG17 #6 yf, 1KU72 #8 1%" —-31JG95 #6 %  31JHO2 #0. ~=—Ss 1%" ~—«-3:1dG29 
Ai4.-2%" ~——«sa2DV38 #14 4" 31JG18 #6 Ys 1KU74 #10 i 31JG96 #6 ¥;" 31JHO3 _—_-Steel Yellow Zinc 
Ald cy 31JG85 —‘Steel Yellow Zinc #6 i 1KU76 #0. 1%" ~~—~«-310G97 #6 il 31JH04 #6 i 31JE23 
#4 —-3%" ~~ ~—«231JG86 #4 yp 31JE35 #6 1v" -1KU78 #10. s«1%" ~—s-31G98 #6 TVs" 31JH05 #6 1 31JE24 
4 4" 31JG87 #4 VA 31JE36 #6 1%" 1KU80 Steel Yellow Zinc #6 1%  31JHO6 #6 TVs" 31JE25 
Brass Plain #4 7 31JE37 #6 oy 1KU82 #4 Vp" 31JF26 #8 Yo" -—«-231JHO7 #6 1%" —-31JE26 
#2 ¥, 1KY56 #4 Va 31JE38 #7 VA" 31JE34 #4 7 31JF27 #8 ys -31dH08 #8 Yj 31JE27 
#2 A 1KY57 #4 T" 31JE39 #7 y 1KU86 #6 Vi 31JF28 #8 1v" 31JH09 #8 i 31JE28 
#3 ¥, 1KY58 #4 1Vs"- 31JE40 #7 Ys 1KU88 #6 yj 31JF29 #8 1%"  31JH10 #8 1Vs" - 31JE29 
#3 A 1KY59 #5 7 31JE41 #7 1 1KU90 #6 ib 31JF30 #8 2%" 31JH11 #8 1%" -31JE30 
#3 Y;' 1KY60 #5 Va 31JE42 #7 TV" 1KU92 #6 Tv" 310F31 #10 1 31JH12 10 i 31JE31 
#4 Va! 1KY61 #5 ig 31JE43 #7 1%‘ 1KU94 #6 1%" —-31JF32 AiO s1%" ~—s«31JH13 #10. 1%" ~—s«31d E32 
#4 yf; 1KY62 #6 ¥, 31JE44 #8 7 1KU96 #8 i 31JF33 AiO. 1%" ~—«-31dH14 #10. ~—61%" ~~—«31dE33 
#4 YA" 1KY63 #6 Vp" 31JE45 #8 ¥, 1KU98 #8 yp 31JF34 #10. 2%" ~—=S«331dH15 
#4 5 1KY64 #6 7 31JE46 #8 Ys 1KY10 #8 1" 31JF35 #12 i 31JH16 
#4 Ys 1KY65 #6 Va 31JE47 #8 7A 1KY12 #8 TVs" 310F36 A213" ~—«31JH17 
#4 7h 1KY66 #6 i 31JE48 #8 i 1KY14 #8 1%" —-31JF37 #14 ik 31JH18 
#4 i 1KY67 #6 TV" 31JE49 #8 TV" 1KY16 #8 a 31JF38 Ai4. 1%" ~—«-31JH19 
2108 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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*~|GRAINGER.COM Screws 


TAA: 


CAD 











Flat Head, 
Square Drive 
Deck Screws 

Wood Screw Coarse thread and Type 17 point eis ‘enath No. aly, 

make it easier to assemble wood and Flat Head, Square Drive 
vinyl decks, or any outdoor wood-to- 14 1VB34 100 
wood project. Countersunk flat head #8 ea _0 
produces a flat surface area. Number WA 1VB37 50 
2 drive size provides superior driving ie Wey 2 
with 4 points of contact. #10 A 4VB40 35 
Item Pkg. 3" 1VB41 25 
Pan-Head Size Length No. Qty. 3 1VB42 25 

caries 305 Stainless Steel Steel, Yellow Zinc Finish 

Composite Screw Bugle Head, Star Drive Bugle Head, Star Drive 

15%" 31JJ22 200 1%' 31JJ32 200 
= 31JJ23 200 = 31JJ33 200 
#8 Vi" 31JJ24 200 #8 2Vi" 31JJ34 200 
2% 31JJ25 200 2% 31JJ35 200 
ER 31JJ26 200 = 31JJ36 200 
1%" 31JJ27 200 1%" 31JJ37 200 
= 31JJ28 200 = 31JJ38 200 
#10 2% 31JJ29 200 #10 2%" 31JJ39 200 
a 31JJ30 200 a 31JJ40 200 
A 31JJ31 200 A 31JJ41 200 








Driver Bit 


NMI 


82° Flat Head 


Phillips Square-Driv® 
Wood Screws and Bits 
= Bit included with each box of screws Drywall Screws 


Case-hardened, flat-head screws have 35% more steel under the head to Attach drywall or wallboard to metal or 


prevent snapping. Paintable, stainable Durafast™ coating will not rust or streak Thread = Item Pkg. 





wood studs and joists without the need _Size L ‘Type No. Qty. 
ang: IS:COmOSION-teststayl for predrilling. Thread-cutting screws ye —tine___$2TG65__500 
GREEN | RED TAN GRAY feature a thin shank, deep threads, rine aero ae 
Head Pkg. Item Item Item Item and a very sharp point. With a #2 14" Coarse 32MR86 6000 
Size Length Type Qty. No. No. No. No. ene f Coarse 32MT28 500 
Flat Head Wood Screw, Phillips Square Drive PSD2-2 Phillips driver, the countersunk bugle #7 1%" ~Coaee 39MRB7 E000 
#7 1 Flat 228 AVYHO | AVYJ1 | 4VYJ2 = head won't tear the surface paper of Coarse 32MT29 200 
Flat__142__|_AVYJ3_|__ AVIS! _—____| the drywall. Made of steel with black "Coarse 32MR88__4000 
#8 15/3" Flat 710 4VYK9 | 4VYL1 | 4VYL2 = aa 
Flat 3450 = —__| 4VYN6 = phosphate finish. 2 ee MRS 4000 
3 Flat 99 avYJ6 | AVYJ7 | 4VYJ8 = ahi 
ead ~— Item Pkg. gyn Coarse 32MT31 —_500 
Flat 495 AVYL3_| 4VYL4_ | 4VYLS = Siz L Type No Qty ”" “Coarse 32MR90 7000 
Flat 84 AVYJ9 | AVYKI | AVYK2 = Sharp Point, Phillips Drive . Coarse 32MT32 500 
ZY Flat 420 AVYL6_| 4VYL7_| _AVYL8 = y° Fine  32MT46 500 "Coarse 32MR91_ 6000 
#9 Flat 2100 4VYP3_| 4VYN7 | 4VYN8 = {Fine 32MT47 500 Coarse 32MT33 200 
oe 
Flat 69 AVYK3_| 4VYK4 | 4VYKS = 1° Fine 32MT48 500 1%" “Coarse 32MR92 4000 
3 Flat 345 4VYL9_) AVYN1 | AVYN2 = #6 1% Fine  32MT49 500 1% Coarse 32MT34 200 
Flat 1725 4VYN9_ | AVYP1 | 4VYP2 = 15° Fine 32MT50 500 Coarse 32MT35 200 
3/5" Flat 57 AVYK6__| 4VYK7 | 4VYK8 = 2° Fine 32MT51_ 200 #8 2’ Coarse 32MR93- 4000 
2 
Flat 280 4VYN3 | 4VYN4 | 4VYNS = 5° Fine 32MT52 200 Coarse 32MT36 200 
Pan Head Composite Screw, Square Drive #2 yA Fine 32M153 900 2YA" Coarse 32MR94 3000 
ZY Pan 2125 = = AvYP6 = #8 "3" Fine 32MT54.-200 Coarse 32MT37_ 200 
#10 3" Pan 375 = AVYR5 | 4VYR6_|_4VYR4 1%" Fine 32MT55 200 2%" Fine 32MT08 2500 
Pan 1875 a = = AVYP7 31>" Fine 32MT56 200 Coarse 32MT38 200 
BIT | 2"BIT #10 "7" Fine 32MT57 100 3" “Coarse 32MR95 1300 
- ge ae 4%" Fine 32MT58 100 Fine 32MT09 2500 
Type aly. No No. Self Tapping Point, Phillips Drive Coarse 32MT39 200 
Driver Bit For Use With Wood Screws %" Coarse 32MT16 500 1%' “Coarse 32MR96__ 3000 
Phillips Square 9 AVYR7 AVYR9 yy" Coarse 32MT17 _500 Fine 32MT10 3000 
Phillips Square 5 4VYR8 4VYT1 Coarse 32MR77 10000 9" Coarse 32MT40 200 
Driver Bit For Use With Composite Screws Coarse 32MT18 500 Coarse 32MR97 3000 
Phillips Square 2 AVYT2 = 1" Coarse 32MR78 7000 Coarse 32MT41 200 


2%" Coarse 32MR98 2000 
3" Coarse 32MT42 200 
Coarse 32MR99 2000 


Fine 32M1T03 #§=7000 
Coarse 32MT19 500 
1%" Coarse 32MR79 7000 


#10 


AUTO-REORDER Fine 32MT04 7000 gy coarse _32MT43 200 
U ™ Coarse 32MT20 500 Coarse 32MT01 2000 
f 1%" “Coarse 32MR80 6000 3% Coarse 32M144 100 
Don't run out of the products you Fine  32MT05 6000 y Coarse 32MT45 100 
need to help keep your employees #6 115" Coarse 32MT21 _500 = _ Coarse 32MT02__‘1500 
: Coarse 32MR81 5000 Self Drilling Point, Phillips Drive 
safe. Decide exactly how much 1% Coarse 32MT22 500 » fine 32MT59 500 
ou need now and how often vou Coarse 32MT23 200 Fine 32M1T11 ~=7000 
y y 2" Coarse 32MR82 3000 sy Fine 32MT60 500 
need it, and we'll take care of the Fine 32MTO6 3500 4 — Fine 32MT12__7000 
ficati Coarse 32MT24 200 . Fine 32MT61 500 
foe Sete a netye avons peor > | <a 2v' “Coarse 32MR83___4000 "A" Fine 32MT13 6000 
your order is automatically replaced, Fine 32MT07 4000 i tine 32MT62___500 
. Coarse 32MT25 200 Fine 32MT14 5000 
and adjust or cancel orders anytime. 2%" Coarse 32MR84 3000 29% Fine 32MT63 200 
> Get started today at grainger.com/autoreorder 3 Coarse 32MT26__200 #8 3 fine  32MT64 _200 





Coarse 32MR85 3000 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2109 


Fine  32MT15 2500 


FASTENERS Scan. Order. Done. 
Screws Details on page Al. 





Hex Head 
Lag Screw 





Hex Head Lag Screws 


Use for building fences, decks, patios, and outdoor furniture, as well as for other wood-to-wood applications. All meet ASME B18.2.1 standard. 








Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
L Material No. Qty. L Material No. Qty. L Material No. Qty. L Material No. Qty. 
Hex Head Lag Screws 18-8 SS Plain 3AWT3 25 18-8 SS Plain 3AWX6 10 18-8 SS Plain  31JE15 10 
V4" Size, ‘Ac’ Drive Steel Zinc 1LB82 100 18-8 SS Plain 32TK87 270 Steel Zinc 1LE18 29 
18-8 SS Plain  1VB43 100 2 Steel Galv 1LE44 100 3" Steel Zinc 1LB95 50 4" Steel Galv 1LE66 25 
{" Steel Zinc 1LB67 100 Steel Zinc 32TK42 500 Steel Galv 1LE54 50 Steel Zinc 32TK63) =. 125 
Steel Galv 1LE32 100 Steel Galv 32TK68 = 600 Steel Zinc 32TK53 =. 250 Steel Galv 32TK82 = 125 
Steel Zinc 32TK29 = 1500 18-8 SS Plain 3AWX5 25 Steel Galv 32TK75 =. 300 18-8 SS Plain 3AWY6 5 
18-8 SS Plain 3AWU2 50 Steel Zinc 1LB83 100 18-8 SS Plain 3AWX9 10 Ay," Steel Zinc 1LE19 20 
14h! Steel Zinc 1LB68 100 2¥" Steel Galv 1LE45 100 Steel Zinc 1LB96 50 Steel Galv 1LE67 20 
Steel Galv 1LE33 100 Steel Zinc 32TK43 400 3V," Steel Galv 1LE55 50 18-8 SS Plain 3AWU8 5 
Steel Zinc 32TK30 = 1300 Steel Galv 32TK69 = 500 Steel Zinc 32TK54 =. 250 Steel Zinc 1LE20 25 
18-8 SS Plain 3AWY1 50 18-8 SS Plain 3AWT2 25 Steel Galv 32TK76 =. 250 a Steel Galv 1LE68 25 
115" Steel Zinc 1LB69 100 Steel Zinc 1LB84 100 18-8 SS Plain 3AWU7 10 Steel Zinc 32TK64 =: 100 
Steel Galv 1LE34 100 > Steel Galv 1LE46 100 Steel Zinc 1LB97 50 Steel Galv 32TK83 =: 100 
Steel Zinc 32TK31 1200 Steel Zinc 32TK44 400 4" Steel Galv 1LE56 50 18-8 SS Plain 3AWT6 5 
134" Steel Zinc 1LB70 100 Steel Galv 32TK70 400 Steel Zinc 32TK55 =. 200 Steel Zinc 1LE21 25 
18-8 SS Plain 3AWY4 20 18-8 SS Plain 3AWX4 25 Steel Galv 32TK77 =. 200 6" Steel Galv 1LE69 25 
9! Steel Zinc 1LB71 100 3 179" Steel Zinc 1LB85 50 18-8 SS Plain 3AWU3 10 Steel Zinc 32TK65 (f 
Steel Galv 1LE35 100 Steel Galv 1LE47 50 Avs! Steel Zinc 1LB98 50 Steel Galv 32TK84—_ 75 
Steel Zinc 32TK32 900 Steel Zinc 32TK45 =. 350 Steel Galv 1LE57 50 7 Steel Zinc 1LE22 25 
18-8 SS Plain 3AWY5 25 18-8 SS Plain 3AWU5 10 Steel Zinc 32TK56 =. 200 Steel Galv 1LE70 25 
18-8 SS Plain 32TK85 750 4! Steel Zinc 1LB86 50 18-8 SS Plain 3AWT9 10 3" Steel Zinc 1LE23 25 
D1" Steel Zinc 1LB72 100 Steel Galv 1LE48 50 Steel Zinc 1LB99 50 Steel Galv 1LE71 25 
Steel Galv 1LE36 100 Steel Zinc 32TK46 =. 300 a Steel Galv 1LE58 50 g" Steel Galv 31JD97 10 
Steel Zinc 32TK33 800 AV" Steel Zinc 32TK47 =. 300 Steel Zinc 32TK57 = 150 10" Steel Galv 31JD98 10 
Steel Galv 32TK66 =: 800 Steel Zinc 31JD88 50 Steel Galv 32TK78 = 150 12 Steel Galv 31JD99 5 
18-8 SS Plain 3AWU9 25 18-8 SS Plain 3AWX2 10 18-8 SS Plain 3AWY2 5 14" Steel Galv 31JE02 5 
3" Steel Zinc 1LB73 100 Steel Zinc 1LB87 50 Steel Zinc 1LE10 50 ¥e" Size, 1c" Drive 
Steel Galv 1LE37 100 a Steel Galv 1LE49 50 6" Steel Galv 1LE59 50 3" Steel Zinc 1LE24 25 
Steel Zinc 32TK34 600 Steel Zinc 32TK48 =. 250 Steel Zinc 32TK58 =. 150 Steel Galv 1LE72 25 
18-8 SS Plain 3AWT7 25 Steel Galv 32TK71 =. 250 Steel Galv 32TK79 =: 150 3Y," Steel Galv 31JE03 25 
3 1/" Steel Zinc 1LB74 100 18-8 SS Plain 3AWU4 10 7 Steel Zinc 1LE11 50 4! Steel Zinc 1LE25 25 
Steel Galv 1LE38 100 g' Steel Zinc 1LB88 50 Steel Galv 1LE60 50 Steel Galv 1LE73 25 
Steel Zinc 32TK35 =—500 Steel Galv 1LE50 50 3" Steel Zinc 1LE12 50 5" Steel Zinc 1LE26 25 
18-8 SS Plain 3AWU1 25 Steel Zinc 32TK49 =. 200 Steel Galv 1LE61 50 Steel Galv 1LE74 20 
4! Steel Zinc 1LB75 100 ¥e" Size, %e" Drive 10" Steel Galv 31JD96 50 g' Steel Zinc 31JD89 20 
Steel Galv 1LE39 100 i Steel Zinc 1LB89 100 Y2" Size, a" Drive Steel Galv 31JE04 25 
Steel Zinc 32TK36 = 5500 14" Steel Zinc 1LB90 100 115" Steel Zinc 1LE13 50 7 Steel Zinc 1LE27 25 
Avs! Steel Zinc 32TK37 = 400 18-8 SS Plain  3AWT5 25 Steel Zinc 32TK59 =. 200 Steel Galv 1LE75 25 
Steel Zinc 31JD86 100 Steel Zinc 1LB91 100 18-8 SS Plain  31JE11 25 3" Steel Zinc 31JD90 10 
Steel Zinc 1LB76 100 1%" Steel Galv 1LE51 100 9" Steel Zinc 1LE14 50 Steel Galv 31JE05 10 
a Steel Galv 1LE40 100 Steel Zinc 32TK50 = =—500 Steel Galv 1LE62 50 40" Steel Zinc 31JD91 5 
Steel Zinc 32TK38 400 Steel Galv 32TK72 500 Steel Zinc 32TK60 =. 200 Steel Galv 31JE06 5 
g' Steel Zinc 1LB77 100 43/4! 18-8 SS Plain 3AWU6 25 18-8 SS Plain 31JE12 25 ¥4" Size, 1s" Drive 
Steel Zinc 32TK39 = 300 Steel Zinc 1LB92 100 5 Vp" Steel Zinc 1LE15 50 3 Steel Zinc 1LE28 20 
6Y," Steel Zinc 31JD87 100 18-8 SS Plain 3AWT8 25 Steel Galv 1LE63 50 4! Steel Zinc 1LE29 20 
16" Size, /2" Drive 18-8 SS Plain 32TK86 375 Steel Zinc 32TK61 =: 150 Steel Galv 1LE76 20 
Steel Zinc 1LB78 100 9" Steel Zinc 1LB93 100 18-8 SS Plain  31JE13 10 5 Steel Zinc 1LE30 20 
1" Steel Galv 1LE42 100 Steel Galv 1LE52 100 3" Steel Zinc 1LE16 50 6 Steel Zinc 1LE31 20 
Steel Zinc 32TK40 =: 900 Steel Zinc 32TK51 400 Steel Galv 1LE64 50 Steel Galv 1LE78 20 
14%" Steel Zinc 1LB79 100 Steel Galv 32TK73 400 Steel Galv 32TK80) = 150 7 Steel Zinc 31JD92 10 
18-8 SS Plain 3AWT4 50 18-8 SS Plain _1VB63 25 18-8 SS Plain 31JE14 10 Steel Galv 31JE07 10 
Steel Zinc 1LB80 100 Steel Zinc 1LB94 50 Steel Zinc 1LE17 25 3" Steel Zinc 31JD93 10 
1%" Steel Galv 1LE43 100 2¥" Steel Galv 1LE53 50 3V," Steel Galv 1LE65 25 Steel Galv 31JE08 10 
Steel Zinc 32TK41 700 Steel Zinc 32TK52 =. 300 Steel Zinc 32TK62) = 125 40" Steel Zinc 31JD94 5 
Steel Galv 32TK67 = 700 Steel Galv 32TK74 =. 350 Steel Galv 32TK81 =. 125 Steel Galv 31JE09 5 
134" Steel Zinc 1LB81 100 40" Steel Zinc 31JD95 2 
Steel Galv 31JE10 2 
Hex Washer-Head Timber Screws 
Item Pkg. Item Pkg. Item Pkg. 
L Driver Size No. Qty. L Driver Size No. Qty. L Driver Size No. Qty. 
%6" Size, Hex Washer Head 4" Ae 20YR78 12 5" T40 20YR90 12 
316 Stainless Steel Corrugated Ve" 20YR79 50 T40 20YR91 50 
4" Ve 20YR72 20 g' Ae 20YR80 12 g' T40 20YR92 12 
5" Ae" 20YR73 10 Ae 20YR81 50 T40 20YR93 50 
: Ae" 20YR74 10 9" Ve" 20YR82 12 8" T40 20YR95 50 
Carbon Steel Double-Barrier Coating Ve" 20YR83 50 
3" Ae 20YR76 12 722" Size, Flat Head 
bate 20YR77 50 4" T40 20YR89 50 
2110 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





| Download Available FASTENERS 
O GRAINGER.COM Screws & Nails 









166i ae 


ee BE 


Box Nail 


Spiral Shank Deck Nail 


N 
Mosesana? eee ) 


Finishing Nail 








Multimaterial Steel Screws 


Scaffolding Nail 





Head Item Head Item 
L Material Type No. L Material Type No. 
ee eal Tin a a sc TE One rene 
eel Zinc a ; eel Zinc 
9s" Steel Yellow Zinc Flat + 31JH6O  —~Steel Zinc Pan 31JJ01 CO ((/ 
Steel Zinc Pan 31JH86 : Steel Zinc Flat 31JH35 i / 
Steel Zinc Flat 31JH21 " —~Steel Zinc Pan 31JJ02 wnderlayment Nal 
4" Steel Yellow Zinc Flat 31JH61 144! Steel Zinc Flat 31JH36 
Steel Zinc Pan 31JH87 Steel Zinc Flat 31JH37 Plastic Cap Nail 
Steel Zinc Flat 31JH22 1%" 305 SS Plain Flat 31JH81 
41, Steel Yellow Zinc Flat 31JH62 Steel Zinc Pan 31JJ04 7 
305 SS Plain Flat___31JH73 SteelZinc Flat ~—-atuH38_—«| Mails 
Steel Zinc Pan 31JH88 9" Steel Yellow Zinc Flat 31JH68 
Steel Zinc Flat 31JH23 305 SS Plain Flat 31JH82 Length 
1%" 305 SS Plain Flat 31JH74 Steel Zinc Pan 31JJ05 Key 3d 4d 6d 8d 10d 12d 16d 20d 
Steel Zinc Pan 31JH89 Steel Zinc Flat 31JH39 X 1 i a 272 3 374 372 4 
1" __Steel Zinc Flat 31JH24. «ss *””~305SSPlain Flat. 31JH83 Y = a SY SZ 
* ~~“Steel Zinc Pan 31JH90 Steel Zinc Flat 31JH40 é = = a 24 = = 3 = 
9" Steel Zinc Flat 31JH25 3" Steel Yellow Zinc Flat 31JH69 Length Item 
Steel Zinc Pan 31JH91 305 SS Plain Flat 31JH84 Package Weight Key Size No. 
#8 Size, #2 Driver 39" Steel Zinc Flat 31JH41 Box Nails-Hot Dipped Galvanized - Thinner Gauge Helps Prevent Splitting of Wood 
5,’ steel Zinc Flat 31JH26 : _ 305 SS Plain Flat 31JH85 Ib. X 4d, 6d, 8d, 10d, H1777 
8 ~~ Steel Zinc Pan 31JH92 #10 Size, T20 Driver 12d, 16d, 20d 
Steel Zinc Flat 31JH27 . Steel Yellow Zinc Flat 31JJ12 9 IDS. x 6d, 8d, 100, 12d, 16d, 20d__s778 
%4' Steel Yellow Zinc Flat 31JH63 *" 305 SS Plain Flat___31420 | ee ae si AUS 
Steel Zinc Pan 31JH93 3s" Steel Yellow Zinc Flat 31JJ13 we: a BL a AG RI-10g 
Sieei Velo Zing Flat 3164 A2SHe, #8 Driver es : 124,160,200 
" 2 X 10d, 12d, 16d, 2 H1781 
305 SS Plain Flat 31JH75 ya Steel Zinc Flat 31JH42 ats. X 00, 84, “i fey 0, 20¢ reas 
Steel Zinc Pan 31JH94 ried Zine Flat 31JH43 Common Nails-Hot Galvanized - For Outdoor Framing Projects; Use with ACO Lumber 
Steel Zinc_ Flat 31JH29 1 Ls Steel Zinc Flat 31JH44 1 Ib. X 4d, 6d, 8d, 10d, 16d, 20d H1786 
41," Steel Yellow Zinc Flat 31JH65 is Steel Zinc Flat 31JH45 5 Ibs. X 6d, 8d, 10d, 16d, 20d H1787 
305 SS Plain Flat 31JH76 1% Steel Zinc Flat 31JH46 30 Ibs. X 8d, {6d H1788 
Steel Zinc Pan 31JH95 2 Steel Zinc Flat 31JH47 Sprial Shank Deck Nails-Hot Galvanized - Ideal For Use with ACQ Lumber 
Steel Zinc Flat 31JH30 2V2" Steel Zinc Flat 31JH48 1 Ib. X H1789 
jy» Steel Yellow Zinc Flat 31JH66 3° ___ Steel Zinc Flat 31JH49 5 Ibs. X ea Ga MOG tbe H1790 
305 SS Plain Flat 31JH77 Steel Yellow Zinc Flat 31JH70 30 Ibs. X 8d, 16d H1791 
Steel Zinc Pan 31JH96 3%" Steel Zinc Flat 31JH50 Finishing Nails-For Detailing Projects, Such as Molding, Flooring, Baseboards, Stairs, and Trim 
49/' Steel Zinc Flat 31JH31 #14 Size, #3 Driver 1 Ib. X H1795 
Steel Zinc Pan 31JH97 il Steel Zinc Flat 31JH51 o IDs. X Ad, 6d, 8d, 10d, 16d H1796 
Steel Zinc Flat 31JH32 1V%s" Steel Zinc Flat 31JH52 1 ID. X H1797 
_ Steel Yellow Zinc Flat 31JH67 1%" Steel Zinc Flat 31JH53 Hardwood Trim- Bright, For Interior Trim, Molding, Flooring, and Stairs 
2" 305 SS Plain Flat 31JH78 2° Steel Zinc Flat 31JH54 1 Ib. x 3d, 4d, 6d, 8d H17/98 
Steel Zinc Pan 31JH98 WA Steel Zinc Flat 31JH55 Sinker Nails - For Indoor Framing; Vinyl Coating Provides =a PL a 
Steel Zinc Flat 31JH33 3" Steel Zinc Flat 31JH56 1 Ib. A 19d. 16d/20d H1783 
2%" 3058S Plain Flat 31JH79 Steel Yellow Zinc Flat 31JH71 5 1b Y 6d 3d 10d 19d 16d 20d H1784 
Steel Zinc Pan 31JH99 3% oe ane rt aes 30 Ib. V 8d, 16d H1785 
3”__ 305 $5 Plain Flat 31JH80 : ___Steel Zinc at 31JH58 Scaffolding Nails- Recommended for Temporary Construction and Cement Forms 
#8 Si, m ner. “at saline 4¥ Steel Zinc Flat 31JH59 5 Ibs. 7 8d, 16d H1800 
1 305 SS Plain Flat 3114 eres fama a 
. Steel Yellow Zinc Flat‘ 31JJ07 9e mcs g 
1V% Roofing Nails-Electro Galvanized - For Fastening ae Roof Shingles 
9" Steel Yellow Zinc Flat 31JJ08 5 Ibs. Dip" , sia TH vy H1793 
305 SS Plain Flat 31JJ16 30 Ibs. THA" WA H1794 
op: Steel Yellow Zinc ___ Flat 31JJ09 Underlayment Nails-Annular Threads Ensure Maximum Holding Power 
__ 305 SS Plain Flat 31JJ17 1 |b. Ti" TV; H1799 
#9 Size, T20 Driver Plastic Cap Nails-Annular Threads Secure Anchor Roofing Felt, 
OWA tee ee Zinc a ene Sheathing, House Wrap, and Foam Insulation Board 
ain a 300 Pk Qty. 114.2 H1801 
3 V;" Steel Yellow Zinc Flat 31JJ11 2000 Pk Qty. T1422 H1802 
305 SS Plain Flat 31JJ19 Fluted Masonary Nails-Use in Attaching Furring Strips or Fastening Wood to Concrete 
1 Ib. 3,94,1,14,14%,2,272 H1803 
5 Ibs. TH" yA H1804 
Drywall Nails-Phosphate Coated, For Attaching Drywall to Wood Studs 
1 Ib. 1%", 12 H1805 
REGISTER NOW! a eval _ 
: = . Truss Nails-Hot Dipped Galvanized-For Fastening Joist Hangers and Framing Angles 
: : 1 Ib. 144", 142" H1807 
Enjoy These 5 Ibs. TH, TH" H1808 
! Smooth Spikes-Bright, Use for Anchoring Landscaping Timbers or Railroad Ties 
Features & More! 5 Ibs. 8° 10", 12" H1809 
1 Ib. 5 Ib. 
ici Item Item 
[yj Access atl see, Length Gauge Shank Type Application No. No. 
[vf View order history Roofing Nails 304 Stainless Steel 
; ix 1" 10 Annular-Ring For Roofing 20YT16 _ 
[VW Save favorites to your personal lists Roofing Nails Stainless Steel 
: ; = 1" 10 Annular-Ring For Roofing _ 20YT15 
[VY Check real-time product availability iA 10 Annular-Ring For Roofing 20YT18 | 20YT17 
11%" 10 Annular-Ring For Roofing 20YT20 20YT19 
> Sign in or register on Grainger.com® today! 1" 12 Annular-Ring For General Purpose 20YT10 _— 
3 9 Annular-Ring For General Purpose 20YT06 20YT05 
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FASTENERS 
Socket Head Cap Screws 


Standard 
Features a relatively high cylindrical head with a recessed 


hexagonal socket. Use where maximum tensile strength is 
essential. See page 2113, 2114, 2115. 


Button 
Dome-shaped head has wider hex socket and lower 


profile than standard. Ideal for lighter applications with low 
limited clearance where loading capacity is not critical. 
See page 2121. 


Flange 


Projecting collar around bottom of head acts like a washer, 
dispersing the load on the bearing surface. Use when a 
wider bearing surface or a more-finished appearance is 
desired, and with thinner materials. Go to Grainger.com® 
and search for "Flange Socket Head Cap Screws." 
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Socket Head Cap Screw 
Refills and Assortments 


Scan. Order. Done. 
Details on page A1. 


Socket Head Cap Screw Information 


Flat 


Features an 82° countersunk flat head. Flush mounts 
SO moving parts can pass over freely. Not ideal for 
applications that require optimal antifatigue properties. 
See page 2119. 


Low 


Head height is 50% lower than standard size; socket 
size is smaller. Used in thinner materials and where 
clearance is too limited to use a full-height cap screw. 
Cannot withstand the same preloads and standard 
socket-head cap screws. See page 2121. 


Vented 


A small hole drilled through the entire length of the cap 
screw allows gas and fluids to vent. See page 2115. 
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No. of Head No. of System of Item 
Pieces Type Sizes Includes Measurement No. 
Steel Black Oxide 
Hex (10) Each: M4-0.70 x 10mm, x12mm, x16mm, M5-0.80 x 12mm, x16mm, x20mm, M6-1.00 x 12mm, (8) Each: M5-0.80 x 30mm, 
169 Socket 24 M6-1.00 x 16mm, x20mm, x25mm, (6) Each: M6-1.00 x 30mm, x40mm, x45mm, x50mm, M8-1.25 x 20mm, (5) Each: M8- Metric 53WP99 
1.25 x 25mm, x30mm, x40mm, x50mm, x60mm, (4) Each: M10-1.50 x 25mm, x30mm, x35mm, and Metal Container 
Itw Bee Leitzke 
Alloy Steel Plain 
106 — 9 25 Each 8-32 x %, 10-24 x %, 20 Each 10-24 x 1, 10 Each %4-20 x %, %-20 x 1, 5 Each “6-18 x 1, “6-18 x 1 %, 3 Each %-16 x 1, %-16x 1% Inch 3KZC9 
Kerr Lakeside 
Steel Black Oxide 
170 Socket irs 20) Each: 6-32X1/2", 8-32X1/2", 10-24X1/2", X3/4", X1", (10) Each: Y%4-20X1/2", X3/4", X1", As-18X1", X1-1/2", ¥-16X1", X1-1/2", And Plastic Case Inch 13E070 
300 Button 12 58 Each: 6-32X3/8", X1/2", 8-32X3/8", X1/2", 10-24X3/8", X1/2", X3/4", Y4-20X1/2", X3/4", X1", A6-18X3/4", X1", and Plastic Case Inch 13E071 
300 Flat 42 (25) Each: 6-32x3/8", 6-32x1/2", 8-32x3/8", 8-32x1/2", 10-24x3/8", 10-24x1/2", 10-24x3/4", Y4- Inch 13E072 
20x1/2", V4-20x3/4", Y4-20x1", 416-18x3/4", Y6-18x1", Plastic Case 
Socket-Head Cap Screw Assortments and Refills 
No. of Head No. of Item 
Pieces Type _ Sizes Includes No. 
Alloy Stee! Chrome 
120 Flat D4 (5) Each: 8-32x1/2", x5/8", x3/4", 10-24x1/2", x3/4", 10-32x3/8", x1/2", x3/4", Y4-20x1/2", x5/8", x3/4", x1", x1- AGUX4 
1/4", %6-18x1/2", x5/8", x3/4", x1", x1-1/4", Ae-24x5/8", x3/4", x1", ¥e-16x3/4", x1", %-24x1", Plastic Container 
eufoy Stee’ Falishee wate h: %4-28x5/8", x3/4", x7/8", x1", x1-1/4", x1-1/2", x1-3/4", x2", x2-1/4", Yie-24x5/8", x3/4", x7/8", x1 
5) Each: %4-28x5/8", x3/4", x7/8", x1", X1-1/4", x1-1/2", x1-3/4", x2", x2-1/4", %6-24x5/8", x3/4", x7/8", x1", 
¥20 Standard 24 1-1/4", x1-1/2', x1-3/4", x2", x2-1/4", %o-24x3/4", x1", x1-1/4", x1-1/2!, x1-3/4", x2", Plastic Container 4GUX8 
420 Standard 24 (9) Each: %4-20x5/8", x3/4", x//8", x1", x1-1/4", x1-1/2", x1-3/4", x2", x2-1/4", Ae-18x5/8", x3/4", x7/8", OFUAT 
x1", x1-1/4", 1%", x1 -3/4", x2" x2- 1/4", ¥Ye-16X3/4", x1", x1-1/4", x1- 4/2". x1 -3/4" x2": Plastic Container 
420 Button 24 (5) ‘Each: 8-32x1/2" x5/8", x3/4" 10- 24x1/2", 10- 32x1/2", x3/4", x1", Y- 20x3/4", X7/8" XT", Y4-28x1/2", OFUHS 
x3/4", x1" 46-1 8x1/2", x3/4" x1", Ve- 24x3/8", x2" x1" ¥%-16x3/4", Ale %y-24x3/4" x1" Plastic Container 
Item Item Item Item 
Dia./Thread Size L No. Dia./Thread Size L No. Dia./Thread Size L No. Dia./Thread Size L No. 
Refills for No. 2FUA1 Refills for No. 2FUH5 Refills for No. 4GUX4 Refills for No. 4GUX8 
Ya'-20 Ys  2FUF4 #8-32 Yo"  2FUJ6 #8-32 Yo" AGUY1 Va'-28 %: AGVG3 
Ya'-20 4" 2FUB3 #8-32 7% 2FUL2 #8-32 % AGUY2 V4'-28 Ys" AGVG4 
Ya'-20 73 2JSGF7 #8-32 4" 2FUP3 #8-32 4" AGUY3 Va'-28 73 AGVG5 
Ya'-20 1" 2FUP4 #10-24 Yo" 2JGF6 #10-24 Yo" AGUY4 Va'-28 1" 4GVG6 
Ya'-20 14%" 2FUL4 #10-32 Yo" 2QFUJT #10-24 ¥4" AGUY5 Va'-28 1%" 4GVG7 
Ya'-20 1%" 2FUF5 #10-32 Ys" Q2FUTA #10-32 ¥s' AGUY6 Va'-28 1%" 4GVG8 
. Ya'-20 1%" 2FUB4 #10-32 1" 2FUG4 #10-32 Yo" AGUY7 Va'-28 13%" 4GVG9 
Ya"-20 2 2FUT2 Ya"-20 Ys 2FUAT #10-32 Ys" AGUY8 Va"-28 2 4GVH1 
we Ya"-20 24s" 2FULS Y4"-20 Ys" Q2FUI8 Y4"-20 VY" AGUY9 Va"-28 2s" AGVH2 
~ é 6-18 Ys 2FUP5S Ya"-20 73 2QFUF1 Ya"-20 Ys 4GUZ1 6-24 ¥3s AGVH3 
> 2) m f Ne %6'-18 Ys" 2FUT3 Ya"-20 1" 2FUA9 Ya"-20 Ys" 4GUZ2 V6 -24 Ys" AGVH4 
— —_ <= 6-18 73 2FUP6 Va"-28 Yo"  2FUB2 Ya"-20 1" 4GUZ3 6-24 73’ AGVH5 
- . ‘ ; V16'-18 1" 2FUG9 V4"-28 4" 2FUI9 Y4"-20 1%" 4GUZ4 16-24 1" 4GVH6 
os 6-18 1%" 2FUL6 V4"-28 1" 2FUG8 /6'-18 Yo" AGUZ5 6-24 1%" 4AGVH7 
6-18 1%" 2FUD1 6-18 Yo" 2FUG5 V6 -18 ¥s' 4GUZ6 V6 -24 1%" AGVH8 
6-18 1%" 2FUH1 6-18 Ys" 2FUG6 6-18 Ys" 4GUZ7 V6 -24 1%" 4AGVH9 
6-18 2 2FUT4 6-18 1" 2FUG7 V6 -18 1" 4GUZ8 V6 -24 2 AGVJ1 
6-18 2/4" 2QFUTD5 V6 -24 Ys" 2JGF5 6-18 1%" 4GUZ9 6-24 24%" AGVJ2 
¥3'-16 Ys" 2FUD2 V6 -24 Yo" 2QFUL3 V6 -24 ¥s' AGVA1 ¥e'-24 Ys" 4AGVJ3 
¥3"-16 1" 2FUL7 6-24 1" 2FUF2 6-24 Ys" AGVA2 ¥y"-24 1" 4GVJ4 
¥e"-16 1%" 2JGF9 ¥'-16 Ys" 2FUBI V6 -24 1" 4GVA3 ¥3'-24 1%" 4GVJ5 
¥3'-16 1%" 2FUT6 ¥3'-16 1" 2FUA8 ¥3'-16 Ys" AGVA4 ¥3'-24 1%" 4GVJ6 
¥3'-16 1%" 2FUP7 ¥y'-24 Ys" 2FUF3 ¥"-16 1" 4GVA5 ¥e"-24 1%" 4GVJ7 
¥"-16 2 2FUL8 ¥y"-24 1" 2JGF8 ¥e"-24 1" 4GVA6 ¥e'-24 2 AGVJ8 
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1-800-GRAINGER (472-4643) 
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Min. thread length is calculated using the screw's length. The formula is dia. x 2 + 1/4". 
For example, 1/4-20 x 4: 1/4 x 2 = 1/2". 1/2" + 1/4" = 3/4". This item would have at least 3/4" 





thread. Longer than 6" are available at Grainger.com®; search for "hex head cap screws." 





Socket-Head Cap Screws 


Made In Made In Made In 

18-8 Stainless North America 18-8 Stainless North America 18-8 Stainless North America 

Steel Plain | Steel Black Oxide Steel Black Oxide Steel Plain | Steel Black Oxide Steel Black Oxide Steel Plain Steel Black Oxide | Steel Black Oxide 

Item —_— Pkg. Item Pkg. Item Pkg. Item _—_— Pkg. Item Pkg. Item Pkg. Item —— Pkg. Item Pkg. Item Pkg. 

Length No. Qty. No. Qty. No. Qty. Length No. Qty. No. Qty. No. Qty. Length No. Qty. No. Qty. No. Qty. 
#0-80 Thread, 0.050" Drive #5-44 Thread, 32" Drive 24" | 23NN91 100 — — 5TAT3 100 
Ye" 1 GE84 100 6ZA54 100 5TAP8 100 Ya" 26KY19 100 | 26KW30 100 2¥s | 22TX09 100 | 22TW53 100 — — 
Ya" 1GE87 100 6ZA56 100 5TARO 100 Ye" 26KY21 100 | 26KW31 100 3 23NN92 100 — — 5TAT4 100 
Ye" 1GE89 100 6ZA58 100 5TAR1 100 Yo" 26KY22 100 | 26KW32 100 3%" | 22TX10 100 | 26KW45 100 — 


yp" 1GE90 =100 =22TW39 _ ~—100 
%' | 22TW94 100 | 22TW40 = 100 


% | 26KY23 100 | 26KW33 100 SY" | 22TX11 100 | 22TW59 100 
Ys" | 26KY24 100 | 26KW34 100 4" 22TX12 100 | 22TW24_—s100 
Ys" | 22TW9D 100 | 26KV97 = 100 1" | 26KY25 100 — — 4%" | 1GU66 1 = = 
1" | 22TW96 100 | 26KV98 = 100 #6-32 Thread, /a" Drive 2 1GU67 1 — = 
#1-64 Thread, 1c" Drive Ye 1GU42.— 50 | 338W053 = 100 = = 6" 1GU68 1 — = 
Vs’ | 26KV17 100 | 26KT25 100 Zs 6XA54 100 4XB91 100 | STAJ6 100 #12-24 Thread, %2" Drive 
Ys | 26KV19 100 26KT2/7 ~—100 73" 6XA56 100 = =4XB92.— 1100S STAN? ~—s'100 7" 1GU69_—s 10 
Y" | 26KV20 100  26KT28 100 7 6XA58 100 = =4XB93_— 100 | STAUB i Ve 1GU70—s 10 6ZE64 90 
100 
100 


% | 26KV21 100 | 26KT29 100 78" 6XA60 100 4XB94 100 | STAJ9 Ya" 1GU71_—s: 10 = = 
V4" 6XA61 100 4XB95 100  STAKO 1: 1GU72_—s10 6ZE66 20 


Ys | 26KV22 100 | 26KT30 100 





1 = — | 26KT31 100 Pe DUGX6 100  62ZB58 100 STAK1 14" | SWEF6 5 6ZE68 20 
#1-64 Thread, %2" Drive iid 6XA63_ 100 = 4XB96 = =100 | ~=STAK2 100 12" | SWEJ2 2 6ZE70 20 
1’ | 29DP85_~—-100 = = = — 1%" | 6XAG4 100  4XB97~ 100 STAK3 100 Z = _ 6ZE73 20 
#1-72 Thread, se" Drive 1%" | 6XA65 100  4XB98 100 STAK4 100 V4"-20 Thread, 4c" Drive 
Vy" 1GE94 100 ~—*6ZAG61 100 _— — 1%" | 23NN74 100) 22TP81 100  STAKS 100 y, |SWEF7 50 4XE29 100 — — 
, — — | 33w050 10 = = 2) | 23NN75 100 | 22TP84 100  STAK6 100 : — = DTAL4 —_—100 — = 
Yq" 1GE96 =100 = 6ZA63) 100 | STAR2 100 2%" | 221171 100 | 26KT44 100 — = ye" 6XB37_ 100 =64XE30. = 100 = SMJC2_~—Ss: 100 
75" 1GE98 100 6ZA64 100 STARS 100 2" | 221172 100 | 22TP82 100 = —= Ve 6XB39 100 == 4XE31 100 | SMJC3 100 
Yo" | 22TW97 =100 | 26KV99 100 = — #6-40 Thread, a" Drive 7s" 6XB40 100 4XE32 100 SMJC4 100 
%' | 26KX93 100 | 26KWO01 = 100 _— = vs’ | 227X02 100 | 5MXY6 100 | 5TAR4 100 a 6XB41 100 = 4XE33.— 100 =) SMJC5~—s 100 
Ys" | 26KX94 100 | 26KWO2 100 _— — 73" OWEF4 100  OSMXY7 100 | STARS 100 RE 6XB42 100  4XE34 100 SMJC6 100 
ik 26KX95_ =100 | 26KWO03 100 = = Yo" | 22TX03. 100 | 6ZB74 100 | STAR6 100 1" 6XB43_ 100 = 4XE35)— 100 | SMJC7 100 
#2-56 Thread, a" Drive % | 26KY28 100 | 6ZB76 100 | STAR? 100 1%" | 6XB44 100 4XE36 = =100  SMJC8 100 
ye" 1GU10 100 | 22TP70 100 = = Ys" | 26KY29 100 | SMXY8 100 | STARS 100 12" | 22TT86 100 4XE37 100  SMJF3 100 
Ya 6XA33 100 =64XB85_— 100 | =STAG2 ~=100 7 = — | SMXY9 100 = 1%" | 22TT87 100) SMYL3 100  OSMJF4 100 
78" 6XA35_ 100  6ZA68 100  STAG3 100 {" 26KY30 100 | 26KW38 100 = — 2 221188 =50 | 22TP97 ~—s50 OMJF5 ~—-100 
yp" 6XA37_ 100 ~=66ZA70=— 100 | ~STAG4 ~= 100 — — | 33W055 100 a = 2%" | 227789 50 | 22TP98 50 OWZF1 100 
7 6XA39_ 100) «22TP71_~—s: 100 = = 1%" 26KYS1 100 | 338W056 = 100 _ — 2%" | 221790 50 | 22TP99 50 OWZF2 100 
4" 6XA40 100 = 22TP72 ~~ ~=100 = — TY’ — | 33W057 100 = = 2¥s' | 23NN86 50 | 22TRO1 50 OMJF6 100 
7 1GU12 100 | 22TP73 ~—100 — — 2 — | 33W058 50 = — 3 221191 = 25 22TRO2 = 5 OMJF7 ~—100 
1" 1GU13_ 100 | 22TP74 ~=— 100 _— — #8-32 Thread, Yea" Drive 3%" | 221792 = 25 oMYC1 20 TALS ~—-100 
1%" | 22TTS7 100 — = — — Ye" 1GU49_ 25 9MXZ1_—_—s100 _ = 3%" | 221193 25 6ZE79 29 OWZF3 50 
1¥%" | 22TTS8 100 = — = = Yq" 6XA70 100 4XB99 100 | SMHZ3 100 3%" | 227794 =25— 22TROD 25 = — 
#2-64 Thread, a" Drive 78" 6XA72 100 4XE10 100 | SMHZ4 = 100 4" 221199 = 25 6ZE83 20 DTAL6 ~— 100 
Ye 26KW04 100 = = yp" DUGX8 100 4XE11 100 | SMHZ5 100 4" | 221796 = 25 | 22TRO7 25 — 
4" 26KX97 100 00 | 26KW06 100 = _ 78" 6XA76 100 4XE12 100 | SMHZ6 ~~ 100 5" 221197) =— 25 22TROB 5 — = 
Ys | 26KX99 100  26KWO/ 100 — = V4" 6XA77  =100 = 4XE13)—— 100 | SMHZ7 100 — — | 33W063 10 _— = 
"| 26KY01 100  26KWO08 100 = = Ze 6XA78 100 6ZB93 100 | SMHZ8 100 5%" | 1GU78 1 oMYC2 A) = — 
% | 26KY02 100 | 26KWO09 100 _— — ir 6XA79_ 100  4XE14 100 | SMHZ9 100 g" 1GU79 1 33W064 10 _ = 
Ys’ | 26KY03 100  26KW10 100 = = 14" | 3UGZ1 100 | 4XE15 100  SMJE3 100 = = 6ZE93 n) = = 
1" 26KY04 100 | 26KW11 100 — — 1%" | 6XA83 100  4XE16 100 SMJE4 100 V4"-28 Thread, 4c" Drive 
#3-48 Thread, %a" Drive 1%" | 23NN76 100 |) 4XE17 ~—'100 = = Vp! 1GU83_—s 10 SMXZ5_ 50 = = 
Ve'| 26KV23 100 | 26KT32 100 — = 2' | 23NN77_ 100 = = TAKS —_—100 : = — | SRVG9 100 = = 
Ya" 1GU17_— 100 | 6ZA82 100 | STAG6 100 2s" | 221175 100 | 22TP8 100 = — Ys’ | 221X13. 100 | 6ZE97) 100 | SMJCO 100 
ye" 1GU18 100 | 6ZA84 100 | STAG? 100 2" | 221776 100 | 4XE18 100 | STAK9 100 Yo" | 22TX14 =100 | 4XU50 100 | SMJDO 100 
Ve 1GU19_ 100 | 6ZA86 100  STAG8 100 2¥4' | 29DP86 100 | 22TP8/7 100 — = % | 221X159 100 | 4XU51 100 | SMJD1 100 
%' | 221199 100 | 26KT34 100 _— — 3 221177 100 | 22TP8& 100 _— _ Ys" | 22TX16 100 | 4XU52. 100 | SMJD2 ~~ 100 
Ys" | 2277160 100 | 22TP75 ~=100 — — 3%" | 1GU51 1 6ZE13 20 = = Ze | 22TX17 100 — — | SMJD3 100 
| 26KV25 100 | 26KT35 ~—- 100 = = #8-36 Thread, %a" Drive 1" 221X18 =100  SMYL2 100 | SMJD4 100 
ik 221161 100  26KT36 100 = — Ya" | 26KY32 100 | 26KW39 ~=100 = = 1%" | 22TX19 100 4XU54 =100 = SMJDS ~~ 100 
#3-56 Thread, 64" Drive Ys’ | 22TX04 100 | SMXZ2 100 | STARO 100 12" | 22TX20 100  4XU55) 100  SMJF8 100 
ye" 26KWi2 ~=100 — — Yo" | 22TX05 =100 | SMXZ3~ 100 | STATO 100 1%" | 22TX21 100 1GA43 29 OMJF9 ~—-100 
Ya 26KY06 100 00 | 26KW14 ~~: 100 — = % | 26KY33 100 | 26KW40 100 _ — 2" 221X22 50 |) 22TWo8 50 OMJGO —-100 
¥s | 26KY08 100 | 26KW16 100 — = Ys" | 22TX06 100 | 62ZE19 100 STATI 100 2¥4' | 227X238) 50 | 22TW99 50 OMJG1 —-100 
Yo" | 26KY09 100 | 26KW17 100 _— — 1" 26KY35 100 | 22TW42 = 100 — — ayy 221X240 | 22TW60 350 _— = 
%' | 26KY10 100 | 26KW18 100 = = 1%" | 26KY36 100 | 26KW42 100 = = = — _| 33W065 100 — = 
Ys" | 26KY11 100 | 26KW19 = 100 — ~ 17 — — | 22TW43 100 — — 24 — — | 22TW61 50 — = 
ib 26KY12 100 | 26KW20 100 = — #10-24 Thread, %2" Drive 3 221X290 25 OMYCS = 25 = = 
#4-40 Thread, %2" Drive Zs 6XA89 100 4XE19 100 | STALO 100 3%" — — | 26KW49 24 = = 
Ye 1GU23 100 | SMXY4 100 = = 78" 6XA91 100 = 4XE20.—s 100 | SMJAO 100 SY" | 22TX26 25 62ZU31 20 — = 
Ye | 1GU24 100  6ZA92 100 | STAGS 100 ‘Ae | 6XA92 100 | 26KT48 100 — = 4" 227X272 22TW64 5 — _ 
Za 6XA41 100 4XB86 100 | STAHO 100 Y2" 6XA93 100 | 4XE21 100 | SMJA1 100 Ay" — — | 26KW50 25 = = 
Ye | 6XA42 100  6ZA94 100 | STAH1 100 73" 6XA94 100  4XE22) ~=100 | SMJA2 100 a — — | 26KW51 25 — — 
78" DUGX4 100  4XB87 100 STAH2 100 4" 6XA95 =100 = 4XE23)— 100 | SMJA3 100 ¥o'-18 Thread, 4" Drive 
Ve 6XA45 100 4XB88 100 | STAH3 100 Ze OUGYO 100  6ZE27 100 SMJA4 100 Ys | 227798 100  62ZU34 100 STAL/7 100 
73" 6XA47 100 6ZA98 100 | STAH4 100 1" — — 4XE24 100 | SMJAD 100 VA 6XB96 100 4XE44 100 40P215 100 
Ya" 6XA48 100 4XB89 100 | STAHS 100 1%" | 6XA98 100 4XE25 100 SMJES 100 % | 221799 100 | 4XE45 100 | 40P216 100 
Ye SUGXS 100  6ZB10 100 | STAH6 100 1%" | 6XB10 100  4XE26 100 SMJE6 100 Ys" | 22TU01 100  4XE46 100 | 40P217 100 
1" 1GU25 100 | 4XB90 100) STAH7 100 1%" | 6XB11 100 | 4XE27 100 SMJE/ 100 Ye" | 22TU02 100 4XE47 = 100 | 40P218 ~=—100 
1%" | SWEH2 100 62ZB12 100  STAH8 100 2. | 23NN78 100  4XE28 100 SMJE8 100 il 221U03) 50 | 22TP89) = 550 = 40P219 ~=— 100 
1%" | SWEHS 100 = — OTAH9 ~—100 2/4" | 221179 100 = — oTAL1 100 1%" | 22TU04 50 22TP90 50  40P220 =100 
1%" | 22TT64 100  22TP76 100 — — 242" | 23NN79 100 — = OTAL2 ~—-100 1%" | 22TU05 50 |) 22TP91 =650) = 40P221 ~=— 100 
2" 221169 =100  22TP/7 ~=100 — — 95/4" = — OPPRo —100 = = 1%" | 22TU06 50 = 22TRO9 50  40P222 100 
#4-48 Thread, %2" Drive : — — | 33W059 100 _ —_ Z 22TU07 = 50 | 22TRI0. = =650 = | 40P223~— 100 
vs’ | 22TW98 100 | 26KW23 100 — — 3° | 23NN80 100 = _ OTAL3 —-100 2%" | 22TU08 38925) 22TRI1 = 25 | «40P224~—s 100 
¥s | 22TW99 100 | 62ZB23 = 100 — — 3%" | 227780 100 | 22TP94 100 _— — 2%" | 22TU09) 25 22TRI2.— 25 | 40P225~— 100 
Yo" | 22TX01 100 | 26KW26 100 — — 4" 221181 100  22TP86 100 _— = 2% | 22TU10 = 25 22TRI3 25 OMJG2 100 
%' | 26KY15 100 | 26KW27 100 = = a. 1GU58 1 = = = — 3 221U11 25 | « 22TRI4 25 OMJG3 100 
Ys" | 26KY16 100 | 26KW28 100 = = 6" 1GU59 1 4KGW6 a] = = SVs" | 22TU12 25 62U37 20 OMJG4 —50 
Re — 26KW29_ —-100 — — #10-32 Thread, %2" Drive 3%" | 22TU13) 25 22TR16 25 OMJGS 50 
1" 26KY17 100 22TW41_~—-100 — — Ya 6XB17_ 100 = 4XU39_~—s: 100 _— = 33/3" 22TU14 =. 25 | 22TRI/ 25 = = 
#5-40 Thread, %32" Drive sje _-OXB18 100 | 6ZE46 100 = = = — | 33W066 50 = = 
Ve’ | 26KV26 100 | 6ZB27 100 = = : — — | 33w060 100 = — 4" 22TUio ~=6.10 | 22TRI8 ~—10 oTAL8 90 
Ye | 227766 100 | 62ZB29 100 — = 73" 6XB19 100  1GA16 29 OMJA6 100 4" | 22TU16 10 oMYC6 10 = = 
Zs OWEF2 100 62ZB31 100 | STAJO 100 yp" 6XB21 100 1GA17 29 OMJA7 —-100 a 221U17 10 | 22TR20 10 = — 
Ye | 26KV27 100 | 62ZB33 100 = — 73" 6XB23_ 100 ~—-1GA18 20 OMJA8 —-100 oY" | 29DP87 10 |) 22TR21_ ~—s'10 — = 
78" 6XA50 100 = =6ZB35) = 100 | STAJT 100 Ya" 6XB24 100 SPPG8 100 | SMJA9 100 6" 221U18 10 | 22TR22 10 — — 
" 6XA51 100 = =6ZB37——s 100 = STAJ2 ~—s 100 7 OUGY1 100  1GA20 20 oMJCO 100 Yie'-24 Thread, ¥" Drive 
78" 6XA52_ 100 ~=6ZB39_— 100 = STAJ3 ~—Ss 100 ils 6XB26 100 SMYL1 100 | SMJC1 100 | 26KY39 100 | 26KW52 100 = = 
Ys" | 227767 100 | 62B41 100 | STAJ4 100 1%" | 6XB27 100  4XU46 100 SMJE9 100 yor | 22TX28 100 | 4XUS6 100 = = 
| 26KV28 100 | 22TP78 = 100 = — 1%" | 6XB29 100  4XU47 100  SMJFO 100 _ = STATS ~— 100 _ = 
ile 227168 = 100 — = OTAJS 100 1%" | 6XB30 100  4XU48 100 SMJFI 100 % | 26KY40 100  62ZU58 100 = = 
1%" | 227769 =100 | 22TP79 ~=—100 — — 2° | 23NN89 100  4XU49 100 SMJF2 100 Ys" | 221X29  100 | 4XU57 _—s100 = = 
Wes _— — | 22TP80 100 _— — 2%" | 23NN90 100 — = OTAT2 ~—100 
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Socket Head Cap Screws Details on page A1. 
. | CONTINUED | Made In Made In 
18-8 Stainless North America 18-8 Stainless North America 
a ae sia Black ae sy Black oe ee ec ee Black ig a Black oe 
em g em g. em g. tem g. tem g. tem g. 
Socket-Head Cap Screws Length _No. Qty. No. Qty. No. Qty. Length _No. Qty. No. Qty. No. Qty. 
{' | 221X57 25.| 3MB89 25 = = vy _22TU62__ 10 22TR80 10 SRVK5S 25 
. Made In {vi -99TX58 25. | 3MB93. 25 = = — — | 5RVD4 25 — = 
18-8 Stainless North America 1%" 29TX%59 25 | 3MB97.25.| SRWJ4 50 vy _22TU63 10 | -22TRBT 10 = = 
ane ae aor Black ee at Black ch 43/' — — sores ie — — : — — 5RVD5 25 — — 
em g. tem g. tem g. — 7 a — = » | 22TU64 10 | 22TR82 ~~ 10 — = 
Length) No.  Qty.| No. Qty.| No. _ Oty. 2° | 22TX60 10 | 3KB78 10 = [= —_—T 5RvD6 25 = 
i 21X30 100 Bzust 100 ———- oy) | 22 TW82 10 = a > | OXE24 5 | 29DU86 5 = = 
—~>-33w077 50 = — — — | 5RVD7 25 = — 
1" | 29TX32 50 | 22TW34.50.| 5RVH4 100 7 — | 3KE73 10 = = oy | SWEES 5 | 26KT84 5 = = 
1%" | 29TX33. 50 | 22TW44. 50 | 5RVH5 100 — 33 wo78 25 = = 4 —  — | 5RVD8 25 = = 
194 221X34 50 Szurt 50 5RVH6 100 vi —_99T was 5 = = oy |_SXE26 5 | 22TR83__—5 = = 
= = — > 96KW6s 5 = = — — | §5RVD9 25 = = 
21s" | 99TX36 25. 22TW45 25 | SRVH8 100 5" — > 96KW69 5 = = 79 |SXE2T 5 | 22TRB4 5 = = 
DV" | 99TX37 25 | 22TW46 25 | SRVH9 100 6" —_ > 96KW70. 5 = = 4 — —— | 5RVEO 25 = = 
ny 227X388 25 | 22TW65 25 = = ¥;"13 Thread, 94" Drive 3 _OXE28 5 | 22TR85 5 = = 
— — | 33wo68 100 — = vs" | 29TU52 10 | 22TR45 10 | 5TAP6 50 — — | 5RVE1 25 = — 
3" | 29TX39 25 | 22TWe6 25 = = 5 | 4GY67. 10. 22TR46.10 | 5TAP7 50 3) | 22TREE 5 = — 
Ct 2 Cs er eee: 
,! = = = se 5 = = . | 6XE29. 5 | 22TR87 5 = = 
4° | 22TX41 10 62U93 10 = = 7 | 6XB93. 10. 22TR55 10 = = 3% — — | 5RVE3 25 = = 
ay = = Z6KWo4 19 = = _6XB94_10 290U64 19 = = 39° |__| 26KTBS 5 = = 
= = = = = a 5 = = —— > 33wost 25 = = 
6" — > 96KW57. 10 = _ Tv" -6XB95 10 | 22TR57.10 | 5RVA9 50 y __6XE30 5 | -22TR88 5 = = 
3"-16 Thread, 54c" Drive vy |6XB96_10 | 22TR59 10 — = — — | 5RVE4 25 = = 
ys | 22TU19 50 | 22TR23 50 | STAL9 100 — ~~ — | 5RVCO 50 = = av" | — | 96KT86. 5 = = 
5" | 29TU20 50. 22TR24. 50.1 5TANO 100 jy | 6XB97__ 10 22TR6O 10 = = ay SWEE6 5 | 22TR89 5 = = 
¥;" | 29TU21 50. 22TR25 50.1 STANT 100 — — | 5RVC1 50 = = 2 — | 5RVES 25 = = 
yy) | 22TU22 50 221826 50 = = > | 22TU53 10 227861 i0 = = 5" GXES2 5 227R 90 5 5MJH5 25 
» _22TU23 50 221821 50 = = oye |22TU54 10 221862 i 0 = = 2 | 5RVE6 10 = = 
= = = = 5 = = . | 6XE34.-5 | 22TR92 = = 
yy 22702450 | 22TR28 50 = = oy | 22TU55 10 | 22TR63 10 = = 6 — | 5RVE7 10 = = 
— — | 33W069 100 — — — — 5RVC4 25 — — ¥e"-18 Thread, 12" Drive 
vy _22TU25 50 22TR29 50 = = 99s" | 22TU56 10. 22TR64 10.1 SMJH1 25 r. — — | 22TW91 10 = = 
mer ee le 
= = 5 = —_ yr > — + -96KW92 10 = = 
1V% 3V%4 
— — | 5TANS 100 — = — — | 5RVC5 25 = = . | 227X74. 10 | 26KW93 10 = = 
13" | 92TU27 25. 22TP92..-25 ~~ ~=STANG 50 ayy _OXE4 5 | 22TR67 5 = = 1% —  — } 5RVK6 25 = = 
2° | 22TU28 25 | 227R32 25 | STANT 50 ? — — | 5RVC6. 25 = = 13" | 22TX75 10 | 26KW94. 10 | SRVK7 25 
21s" | 29TU29 25 | 22TR33.25.~ ~=STAN8 50 y _OXEIS 5 -22TREG 5 = = 5 227X765 | 26KW95 5 = = 
2" 99TU30 25. 22TR34. 25. ~=SWZG5. 50 — | 5RVC7 25 = — —  — | 5RVK8 25 = = 
9%)" | 29TU31 25. 22TR35 25. ~SMJG6 50 avs" | 5WEE2 5 | 22TR70. 5 | SRVC8 25 oy) |_| 26KW9B 5 = = 
3" 5UHDO 10 | 22TR36. 10. SMJG7 50 . | SWEE3. 5. 22TR71.«5 = <= 4 —_ 33 wos2 25 = = 
3V;" | 22TU32 10 22TR37. 10. +SMJG8 50 9 — — | 5RVC9 25 = = oy) | 26 KW97 = = 
315" | 99TU33. 10. 22TR38.-10.| SMJG9 50 5Vs" | 6XE18. 5 22TR72.5 | SMJH3 25 : —_~5RVK9.25 = = 
THAR LR i} ce —5- ulna italia 2} == | = 
; Pie read, ¥s" Drive d — — | 26KW99 5 — — 
av" | 22TU36. 10 22TR41. 10. +STAPO 50 A — — | 22TW83 10 = — 3" > —  — | 96KX02 5 = = 
5" 221037 19 227R42 19 5TAP1 50 5f —_—96KW71_ 10 = = 4" —_ > 96KX03. «5 = = 
a r == = ys" | 20TX61 10. 22TW84 10 = = 4" > —  — | 96KX04 5 = — 
ae ee ee | oe | 
" : — = Vn" — _—_ — _— 
—_s! ee cs 
ys’ | 2971X42 50 | G6ZY36 50 | STAT6 100 sy 227X683 10 | 3FY64 10 = —~-¥"-10 Thread, 5" Drive 
54" | 99TX43 50. GZY39. +50. STAT? 100 — — | 5RW7 50 = = {| 29T1U67 5 | 26KT92 5 = = 
yy | 22TX4d 50 | 6ZY42 50 = = sy 227X410 | 3FY69 ‘10 = = Tv” 6XE35. 5 | 22TR97. 5 | SMJD6 25 
are ee ee ee ee ee ee 
gi = = , | 5UGY7 5 22TR9Q. +5 =SMJD8 25 
y 22TX45 _50_| 22TW69 50 = = 1% — — | 5RW9 50 = = ”  5UGY8 5 | 22TT01. 5 | SMJD9 25 
— | 5TAU0 100 | — = > 227X668 10 | 3FY78 ‘10 = = 2V" | 6XE39.5 | 227TT02-=5 | SMJEO 25 
sy _22TX46 50 | 6ZY49 50 = = — — | 5RVKO 50 = _ 915" SWEET 5. 227T03.=5 SS MJE125 
— — | 5TAU1 100 | — = oy | 26KY44 10 | 3FA70 10 = = 9%," | 6XE41. 5. 227704. <5 ~~ SMJE2.—25 
vy _22TXAT 25 | 22TW70 25 = = — — | 5RVK1 25 = = 3" | 6XE42.5 | 22TT05 +5 | SMJH8 25 
— ——— | 5TAU2 100 | — = ayy 22TX67 10 | SMYD7 10 = = 3y;, | — — | 92TT06. 5 | 5MJH9 25 
sy 22TXM8 25 | 22TWAT 25 = — — — | 5RVK2 25 = = 315" | 5WEE8 5. 227107. +5 | SMJJO. 25 
mea ee Pe we i et 
= = = = 5 5 = = —— > 33wos3 25 = = 
2 
— — | 5TAU4 50 = = 375" | 29TX69. 5 4FAGQ 5 = = 4" 5WEE9 5 22TT08~~=5 | =SMJJ1 25 
OV" | 26KY42 25 | 22TW7225.| SRWO 50 4" | 99TX70. 5 | 3WB77. 5 = = 4" | 6XE45 5 227709. »=»5 | ~=SMJJ2 25 
i" | 221X50 25 | 22TW73. 25.1 5SRWJ1 50 avs" | 991X715 3WE12.«5 = = 5" | 6XE46. 5 227110. «5 =SMJJ3.25 
0%; | 2BKY43. 25 | 22TW74 25 = = 5" | 991X725 | 3WE46. 5 = — We l= eT 5 = = 
3" | 99TX51 10. 5MYD5 10 | 5MJHO 50 5% | — — | 3XA98 5 = = 5% ———}~5RVE910 = = 
aye 22TX62 10 | 1HLH4 10 = _ 6" | 227X735 22TW90. 5 = = s) _SWEFO 5 | 22TT12 ‘5 = = 
—  — | 33Wo71 50 = = %e"-12 Thread, 7c" Drive — — | 5RVFO. 10 = = 
4° | 22TX53. 10. 22TW77 10 = = {' | 290P88 10 | 26KT64 10 = —~-¥"-16 Thread, 5" Drive 
ay 21X54 19 22TH 78 19 = = we 29DP89. 10 | 22TR76 10 = = iv | —  — | 26KX10 5 = = 
= = — — | 96KT67. 5 = = thr KIT = = 
5%" — — | 99TW80 10 = = V5" 29DP91. 5 | 26KT68 5 = = 1%" | —  — | 96KX12.5 = = 
6" | 22TX56 10 | 26KW62 10 = = 3" | 99DP92. 5 | 26KT70. 5 = = 3" —_99TW93 5 = = 
v1 Thread, 34" Drive enSaee 3 =e 221R78 5 = = OV" | —  — | 96KX13. 5 = = 
,! =a = — = = mM 5 = = Di" | — — | 96KX14.5 = — 
5/5" — $7v74 5 = = qv" | — — | 96KT72.5 = = 9%," | —  — | 96KX15 5 = = 
¥4 22TU42 25 22TRaT 25 5TAP3 100 5 — |" 96KTT3 5 = = FF — > 96KX16 5 = = 
5! a 4 5 = = 5%" — — | 96KT74. 5 = = — > 33woe4 25 = = 
{" | 29TU43. 25 | 22TR49. 25. 5W7ZG7 100 g' ———-26KT 15 5 = = 3%" | —  — | 96KX18 5 = = 
1v" | 29TU44 25. 22TR50 25 | SWZG8 50 %e'-18 Thread, 7c" Drive ' —_}-96KX19 5 = = 
1%" | 99TU45 25. 22TR51 25 | SWZG9 50 1" — — | 26KW79 10 = — qi" > — | 96KX20.-5 = = 
13" 29TU46 10 22TR52.10.| S5WZHO 50 yw > 9¢Kweo 10 = = 5" — 96 KX21 5 = = 
" -99TU47. 10. 62Y89. 10 | SWZH1 50 thr bKWIT 10 = = 51%" > — | 96KX22-5 = = 
2V;" | 296KV34. 10 6ZY92. 10. 5WZH2 50 1%" | —  — | 96KW82 10 = = g' — > 96KX23.—«S5 = = 
2" | 99TU48 10. 6ZY95 10 | 5WZH3 50 9" —_—96KW83. 5 = — 7-9 Thread, 34" Drive 
oy," | — — | 6ZY98 10. SRVA4 25 oy" | —  — | 96KW84 5 = = inv |] — — | 2ekT98 5 = = 
K 22TU49 10 3MB66 10 | SRVA5 25 OV" | —  — | 96KW85 5 = = 13%" | — — | 96KT99. 5 = = 
7” 5 = = 3" — + 96KW86 5 = _ . | 96KV36. 5. 22TT22..~-+5 = = 
3/5" | 22TU50 5 22TRO3. 5 STAPA 25 4" —_—96KW87 5 = = - — — | 5RVF2. 10 = = 
4° | 22TU51 5 | 22TRO4 5 | STAPS 25 av" | —  — | 26KW88 5 = = oy | 26KV37__5 2271235 = = 
4%" > — — | 92TRI5 5 = = 5" —_—96KWe9 5 = = 4 — —— | 5RVF3 10 = = 
5) —_— 99TR19. «5 = — 5%" | — — | 96KW90 5 = = oy | 26KV38 5 | 22TT24 5 = = 
5%" | — — | 96KT61 5 = = G' —_ > 96KW91 5 = = ? — — | 5RVF4 10 — = 
G' —_— > 96KT&2«5 = = 54"-11 Thread, ¥2" Drive 2%; | 26KV39. 5 | 227725. 5 = = 
7Ae"-20 Thread, %" Drive 54 — — | 26KT80 10 = = 3" | 96KV40. 5. 2271126. 5 | SRVF6 10 
A — — | 26KW63 25 = = oA —_}-96KT81_ 10 = = 315" | 26KV41 5. 227128 +5 | SMJJG 10 
SSS ea eS Ea 
; = = = — = 
7A —_ > 96KW66 25 = = { — — | §5RVD3.25 = = | CONTINUED | } 
2114 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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oe. FASTENERS 
<{|-¢>) |Download Available 
OL*2/GRAINGER.COM Socket Head Cap Screws 
t | CONTINUED | Min. thread length is calculated using the screw's length. The formula is dia. x 2 + 1/4". 

For example, 1/4-20 x 4: 1/4 x 2 = 1/2". 1/2" + 1/4" = 3/4". This item would have at least 3/4" 
Socket-Head Cap Screws thread. Longer than 6" are available at Grainger.com®; search for "hex head cap screws." 





Made In 
North America 


Made In 
North America 


Made In 


18-8 Stainless 18-8 Stainless 18-8 Stainless North America 








Steel Plain (Steel Black Oxide | Steel Black Oxide Steel Plain (Steel Black Oxide | Steel Black Oxide Steel Plain | Steel Black Oxide | Steel Black Oxide 
Item —— Pkg. Item Pkg. Item Pkg. Item —_— Pkg. Item Pkg. Item kg. Item —_— Pkg. Item Pkg. Item Pkg. 
Length _No. Qty. No. Qty. No. Qty. Length No. Qty. No. Qty. No. Qty. Length No. Qty. No. Qty. No. Qty. 
4Ys" | 26KV43 5 221130 a 5MJJ8 10 1%"-7 Thread, /" Drive o: _ — | 26KU56 1 _ — 
2. 26KV44_ 5 221131 2 5MJJ9 10 2" _ — | 26KU18 1 _ _ 0 V2" _— — | 26KU5/ 1 _ — 
ov" _ — | 22TT32 3 5MJKO 10 2" _ — | 26KU19 1 _ _ 6" _— — | 26KU58 1 _— —_— 
6" 26KV45 = =5 221133 1 5MJK1 10 3. _ — | 26KU20 1 _ _ 1%2"-12 Thread, 1" Drive 
7"-14 Thread, 4" Drive 3A" _ — | 26KU21 1 _ _ 3 _ — | 26KX72 1 _ _ 
2 _ — | 26KX27 a _ — 4" _ — | 26KU22 1 _ — 32" _ — | 26KX73 1 _ — 
24 _ — | 26KX28 5 _ — AY," _ — | 26KU23 1 _ — 4" _ — | 26KX74 1 _ _ 
24" _ — | 26KX29 hy) _ _ a _ — | 26KU24 1 _ — Ay" _ — | 26KX75 1 _ — 
2v4 _ — _| 26KX30 2 _ — 5%" _ — | 26KU25 1 _ — a _ — | 26KX76 1 _ — 
3 _ — _| 26KX31 ° _ — 6" _ — | 26KU26 1 _ — Oo _ — | 26KX77 1 _ — 
34 _ — _| 26KX32 a _ — 1%"-12 Thread, 7" Drive 6" _ — | 26KX78 1 _ — 
32" _ — | 26KX33 3 _ _ 3 _ — _| 26KX50 1 _ _ 1¥%"-6 Thread, 1" Drive 
4" _ — | 26KX34 ° _ — 3" _ — _| 26KX51 1 _ — 24" _ — | 26KU68 1 _ _ 
Ay" _ — | 26KX35 a _ — 4" _ — | 26KX52 1 _ _ 2 _ — | 26KU70 1 _ _ 
2. _ — | 26KX36 a _ — Ay," _ — | 26KX53 1 _ — 32" — — 1HLH1 1 — — 
6" _— — | 26KX37 1 _ — D _ — | 26KX54 1 _— — 4" _ _ 5PNC5 1 _ — 
1"-8 Thread, %" Drive 6" _ — | 26KX55 1 _ —_— —_— — 1HLH2 1 — — 
TY" _ — _| 227137 a _ — 1%4"-7 Thread, ”" Drive Ay," _ — 5PND6 1 _ — 
9" 221U/0 5 221138 a _ — 2" _ — | 26KU37 1 _ — a. _ — 5PND7 1 _ — 
_ _ 5SRVF9 10 _ — 2 VA" _ 26KU39 1 _ _ WA _ — 5PND8 1 _ — 
5 V4! 26KV49_ 5 221139 i] _ — 3" _ _ 5PNC2 1 _ _ 6" _— — 5PND9 1 _ — 
: — _— 5RVGO 10 _— _— — _— 4XU33 1 — — 114"-12 Thread, 1" Drive 
0 V5! 22T1U/1 5 221140 2 _ — 319" _ _ 5PNC3 1 _ — 3 _ — | 26KX82 1 _ — 
_ — 5RVG1 10 _ — _ — 1AU77 1 _ — 3" _ — | 26KX83 1 _ _ 
2% | 26KV50 5 2217141 i] 5SRVG2 10 4 _ — 5PNC6 1 _ — 4" _ — | 26KX84 1 _ — 
3" 22TU/2 = 5 221142 a] _ — _ — 4XU34 1 _ — Ay," _ — | 26KX85 1 _ _ 
_ — 5RVG3 10 _ — AYA" _ — 5PNC7 1 _ — J _ — | 26KX86 1 _ — 
314" _ — | 221143 3 _ — _ _ 4XU35 1 _ _ oY," _ — | 26KX87 1 _ — 
_ _— 5RVG4 10 _ — 2. _ — | 26KU42 1 _ — 6" _ — | 26KX88 1 _ — 
31! 26KV51_ = 5 221144 2 _ — 5 V5" _— — 1AU83 1 _ — 1%"-5 Thread, 1%" Drive 
_ — 5RVG5 10 _ — _ — | 33W091 1 _ _ 3 _ — | 26KU82 1 _ — 
4" 22TU/3 5 221145 ° _ — 6" _ — | 26KU43 1 _— _— 32" _ — | 26KU83 1 _ _ 
_ — 5SRVG6 10 _ — 1¥%4"-12 Thread, “" Drive 4" _ — | 26KU84 1 _ — 
ays _26KV5S2 5 221146 a _ — 2 _ —_| 26KX58 1 _ — Ay," _ — | 26KU85 1 _ _ 
_ — 5RVG7 10 _ _ 24" _ 26KX59 1 _ — oJ. _ — | 26KU86 1 _ — 
ay 26KV53_ 5 221147 5 5MJK4 10 2. _ — _| 26KX60 1 _ — 5" _ — | 26KU87 1 _ — 
Ag _ — | 221148 h) 5MJK5 10 3 if" _ — _| 26KX61 1 _ — 6" _ — | 26KU88 1 _ —_— 
6" 26KV54 = 5 221149 1 5MJK6 10 4" _ — | 26KX62 1 _ _ 2"-4-1/2 Thread, 112" Drive 
1"-14 Thread, 94" Drive Ay," _ — _| 26KX63 1 _ — 4" _ — _| 26KU99 1 _ — 
2" _ — | 26KX40 a _ — 2: _ — | 26KX64 1 _ — Ay," _ — | 26KV01 1 _ — 
2¥2 _ — | 26KX42 5 _ — WA _ — | 26KX65 1 _ — ay _ — | 26KV02 1 _ — 
3 _ — | 26KX43 i] _ _ 6" _ — | 26KX66 1 _— — 0 V2" _ — | 26KV03 1 _ — 
3" _ — | 26KX44 2 _ — 1%e"-6 Thread, 1" Drive 6" _ — | 26KV04 1 _ _ 
4" _ — | 26KX45 2 _ — 3 _ — | 26KU52 1 _ — 
Ay," _ — | 26KX46 a _ — 3A" _ — | 26KU53 1 _ _ 
a _ — _| 26KX47 i] _ — 4" _ — | 26KU54 1 _ — 
6" _ — _| 26KX48 1 _ — Ay," _ — | 26KU55 1 _ — 
Self-Locking Socket-Head Cap Screws 
Material Item Pkg. Material Item Pkg. Material Item Pkg Material Item Pkg. Material Item Pkg. Nylon locking 
Length Grade No. Qty. Length Grade No. Qty. Length Grade No. Qty. Length Grade No. Qty. Length Grade No. ty. element is 
#4-40 Thread, 422" Drive Vy" 18-8 1FY50 50 3/y" 18-8  1FY60 25 9" 18-8 1FY69 10 ‘%e'-24 Thread, 4" Drive 
yj" 18-8 1FY40 50 Alloy Steel 1FY94 25 Alloy Steel 1GA19 25 Alloy Steel 1GA35 25 4" Alloy Steel 1GA54 25 bonded to 
Alloy Steel 1FY81 25 %' Alloy Steel 1FY95 25 Ye’ Alloy Steel 1GA20 25 2¥2' Alloy Steel 1GA36 10 1" Alloy Steel 1GA55 25 threads for a 
ys" 18-8 1FY41 50 yf! 18-8 1FY51 50 {" 18-8 1FY61 50 3" Alloy Steel 1GA37 10 14" Alloy Steel 1GAS6 25 = 
® Alloy Steel 1FY82 25 Alloy Steel 1FY96 25 Alloy Steel 1GA21 25 4"-28 Thread, %c' Drive 1%" Alloy Steel 1GA57 25 firm hold that 
Vp" 18-8 1FY42 50 Ys’ Alloy Steel 1FY97 25 1%" Alloy Steel 1GA22 25 Yo" Alloy Steel 1GA38 25 %"-16 Thread, %e' Drive won't loosen 
Alloy Steel 1FY83 25 " 18-8 1FY52 25 1%" Alloy Steel 1GA23 25 Ys" Alloy Steel 1GA39 25 yp" 18-8  1FY/5 10 
#5-40 Thread, 42" Drive Alloy Steel 1FY98 25 134" Alloy Steel 1GA24 25 1" Alloy Steel 1GA40 25 Alloy Steel 1GA58 10 under vibra- 
¥e' Alloy Steel 1FY84 25 1%" Alloy Steel 1FY99 25 2’ Alloy Steel 1GA25 25 1¥%" Alloy Steel 1GA41 25 Ys’ Alloy Steel 1GA59 10 tion. Meet 
Yo" Alloy Steel 1FY85 25 1%" Alloy Steel 1GA10 25 Y4"-20 Thread, 36" Drive 1¥2"_ Alloy Steel 1GA42 25 {" 18-8 _1FY/6 10 : 
#6-32 Thread, %a" Drive #10-24 Thread, ¥2" Drive 54! 18-8  1FY62 25 Ts" Alloy Steel 1GA43_ 25 Alloy Steel 1GA60 70 ASMEB18.3 
yj" 18-8 _1FY43 50 ¥,! 18-8 _1FY53 50 Alloy Steel 1GA26 25 2' Alloy Steel 1GA44 25 1V4' 18-8 1FY77 10 standards 
Alloy Steel 1FY86 25 Alloy Steel 1GA11__25 Yo" 18-8  1FY63 25 ‘%e'-18 Thread, 4" Drive Alloy Steel 1GA61_10 : 
yp" 18-8 _1FY44 50 Yo" 18-8 _1FY54 50 Alloy Steel 1GA27 25 Yo" _ Alloy Steel 1GA45_ 25 414" 18-8 _=1FY/8 10 
® Alloy Steel 1FY87 25 Alloy Steel 1GA12 25 5/p" 18-8  1FY64 25 ¥/q" 18-8 _1FY70 10 Alloy Steel 1GA62 10 Material Item Pkg. 
Yo" 18-8 _1FY45 50 %3' Alloy Steel 1GA13__ 25 Alloy Steel 1GA28 25 Alloy Steel 1GA46 25 1%" Alloy Steel 1GA63_ 10 Length Grade No. Qty. 
Alloy Steel 1FY88 25 yp! 18-8 _1FY55 50 yp" 18-8  1FY65 25 " 18-8  _1FY71 10 2' Alloy Steel 1GA64 10 41%" 18-8  1FY79 5 
5/y" 18-8  1FY46 50 Alloy Steel 1GA14 25 Alloy Steel 1GA29 25 Alloy Steel 1GA47 25 2%" Alloy Steel 1GA65 10 Alloy Steel 1GA73_ 5 
® Alloy Steel 1FY89 25 " 18-8 1FY56 25 Ye: Alloy Steel 1GA30 25 4 V4" 18-8  1FY/2 10 2% Alloy Steel 1GA66 10 134" Alloy Steel 1GA74 5 
5/4" 18-8 1FY47 50 Alloy Steel 1GA15 25 {" 18-8  1FY66 25 * Alloy Steel 1GA48 10 "Alloy Steel 1GA67 5 9" 18-8  1FY80 5 
* ‘Alloy Steel 1FY90 25 —|#10-32 Thread, %42" Drive Alloy Steel 1GA31 25 41%" 18-8 1FY73 10 %'-24 Thread, %c' Drive Alloy Steel 1GA75 5 
Ye Alloy Steel 1FY91 25 Yp" 8-8 _1FY5/ 25 41/4" 18-8 1FY6/ 25 * Alloy Steel 1GA49 10 1" Alloy Steel 1GA68 10 2¥2' Alloy Steel 1GA/6 5 
1" Alloy Steel 1FY92 25 8 Alloy Steel 1GA16 25 * ‘Alloy Steel 1GA32 25 134" Alloy Steel 1GA50 10 1%" Alloy Steel 1GA69 10 3° Alloy Steel 1GA/7 5 
#8-32 Thread, Ya" Drive yy" 18-8 1FY58 25 414" 18-8 1FY68 10 9" 18-8 1FY/4 10 1%" Alloy Steel 1GA70 10 %'-11 Thread, ‘2° Drive 
VA 18-8 1FY48 50 * Alloy Steel 1GA17 25 * Alloy Steel 1GA33 25 Alloy Steel 1GA51_ 10 ‘%"-13 Thread, %" Drive 1%" Alloy Steel 1GA78 5 
fp" 18-8 1FY49 50 5/y" 18-8  1FY59 25 134" Alloy Steel 1GA34 25 2¥2' Alloy Steel 1GA52_ 10 1" Alloy Steel 1GA71 10 154" Alloy Steel 1GA79 5 
8 Alloy Steel 1FY93 25 8 Alloy Steel 1GA18 25 3° Alloy Steel 1GA53 10 1%" Alloy Steel 1GA72 5 2' Alloy Steel 1GA80 5 
18-8 Stainless Steel Vented-Head Cap Screws 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. Vent gas 
Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. or fluids 
#2-56 Thread, %a" Drive 8" 1GA92 1 ile 1GB14 2 1%" 1GB25 1 V6. 1GB35 i Sa 1GB46 i] 
Ve 1GA81 4] fa" 1GA93 1 1%" 1GB15 1 #10-24 Thread, %2" Drive 1GB36 5 Ye 1GB47 9 through air 
Ae. 1GA82 ° 1" 1GA94 1 #8-32 Thread, Ya" Drive Ye" 1GB26 5 fa 1GB37 5 il 1GB48 ° shaft drilled 
Ya 1GA83 a] #6-32 Thread, “a" Drive Va 1GB16 a] Ai 1GB27 3 Ze 1GB38 a 1% 1GB49 5 
Ae. 1GA84 hy) Ae. 1GA95 Hi Ae. 1GB17 5 78" 1GB28 I 1" 1GB39 a] 17%" 1GB50 1 through 
3g" 1GA85 5 YA 1GA96 ° Je" 1GB18 2 Sa 1GB29 ° 1%" 1GB40 5 19/4" 1GB51 i entire lenath 
Ya 1GA86 a Ae. 1GA97 hy) A 1GB19 5 il 1GB30 2 1%" 1GB41 5 %e'-18 Thread, 4" Drive g 
#4-40 Thread, 92" Drive Ye" 1GA98 3 %" 1GB20 5 #10-32 Thread, %22"Drive 11’ 1GB42 1 Yq" 1GB52 a of screw. 
Ve. GA87 5 Ae 1GA99 5 fa 1GB21 a Yq 1GB31 a] Yq"-20 Thread, 6" Drive li 1GB53 ° Meet ASME 
Ya 1GA88 i] Yo 1GB10 Hi] Re 1GB22 2 Ae. 1GB32 a] ye" 1GB43 3] ¥e"-16 Thread, “6° Drive 
As. 1GA89 a %e" 1GB11 5 li 1GB23 o ¥e" 1GB33 5 A 1GB44 5 1" 1GB54 3 B18.3 
ye" 1GA90 i] fa 1GB12 i] 1%" 1GB24 1 Ai 1GB34 2 78" 1GB45 a] 1" 1GB55 1 standards 
Ya" 1GA91 a %e 1GB13 5 ; 
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FASTENERS 
Socket Head Cap Screws 








Item Pkg. Item Pkg. 
Length No. Qty. Length No. Oty. 
#10-24 Thread, %2" Drive ¥4"-16 Thread, “6° Drive 
iy" 5YNA3 _—‘100 i BYNE2 25 
Alloy Steel 1" BYNA4 50 ye BYNE3 25 
Socket-Head : i Ms — ‘ Mes — 2 
= 
OCKE ea Ett | 217" BYNA? 25 Ti" BYNE6 25 
Ca Screws APMC COAT 21," 5YNA8 25 TH" 5YNE7 25 
p FASTENERS  “Y"20 Thread, 346" Drive ibs SYNEB 25 
Can withstand 1000-hr. of ASTM B117 salt spray. ee ae a WA oyNER 3 
Meet ASTM A574, ASME B18.3 standards. %e oYNC1 20 3 OYNF1 10 
eel Sige Bo sraiidalts Ya" BYNC2 _50 314" 5YNF2 ‘10 
Item —— Pkg. T 5YNC3 50 q' 5YNF3 5 
Length No. Qty. Ty" BYNC5 —_50 AV" 5YNF4 5 
#6-32 Thread, %a" Drive cA 5YNC6 _—50 5" 5YNF5 5 
Vp" 5YMY6 25 ey BYNC7 25 Ac'-14 Thread, 3" Drive 
i BYMY7 25 21" BYNC8 25 iA 5YNF6 —_—*10 
7 BYMY8 _50 21" BYNC9 25 2 5YNF7 _—‘10 
Vs BYMY9 25 o 5YNDO _—‘10 cl 5YNF8 —_—‘10 
il 5YMZ0O 50 4" 5YND1 10 ¥4"-13 Thread, 2" Drive 
Ty" BYMZ1 25 Y;'-20 Thread, 5/2" Drive il 5YNF9 ~—- 10 
Ty" BYMZ2 25 TV," BYNC4 ~—-50 Ty" 5YNGO ‘10 
2" BYMZ3 25 %c'-18 Thread, 1" Drive Ty" 5YNG1 10 
#8-32 Thread, %a" Drive i 5YND2 50 cA 5YNG2 10 
ye BYMZ4 ~—-50 Ya" 5YND3 50 vai 5YNG3 ‘10 
WA BYMZ5 +50 7A" 5YND4 —+50 21," 5YNG4 ‘10 
ye 5YMZ6 50 T 5YND5 —_—50 21" 5YNGS _—‘10 
Va! BYMZ7 +50 TV 5YND6 25 cl 5YNG6 5 
7 5YMZ8 +50 Ty" BYND7 —-25 317," 5YNG7 5 
iu 5YMZ9 —_—+50 EA 5YND8 25 31" 5YNG8 5 
TV 5YNAO —_—50 2" BYND9 —.25 4" 5YNG9 5 
i 5YNA1 —_50 cy 5YNEO ‘10 Ai" 5YNHO 5 
BYNA2 25 4 5 


Scan. Order. Done. 
Details on page A1. 
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METHEC ELLE 
Metric Blue Steel Socket- 
: Head Cap Screws 
316 Stainless Steel Socket-Head Cap Screws p 
p Meet ASTM A574, ASME B18.3 standards. 
Meet ASME B18.3 standards. 
Item Pkg. Item Pkg. 
Item Pkg. Item Pkg. Item Pkg. Length No. Qty. Length No. Qty. 
Length No. Qty. Length No. Qty. Length No. Qty. M3-0.50 Thread, 2.50mm Drive M8-1.25 Thread, 6mm Drive 
#2-56 Thread, %a" Drive #10-32 Thread, %2" Drive ¥,"-16 Thread, “6° Drive 5mm 5AHK5 50 12mm 5AHR7/ 50 
YA 221U/4 ~=—- 100 VA" 221X//7_ ~—- 100 Y," 221V36 20 6mm 5AHK6 50 25mm 5AHTO 50 
¥3" 221U/5 = 100 ¥" 221X78 ~=—- 100 73° 221V3/ 20 8mm 5AHK7 50 30mm 5AHT1 50 
#3-48 Thread, %a" Drive VY," 221X79 ~=—- 100 Sa" 221V38 50 10mm 5AHK8 50 35mm 5AHT2 20 
VA 2901/74 ~=100 %3" 221X80 = 100 i 221V39 20 12mm 5AHK9 50 40mm 5AHT3 25 
73" 2901/6 100 ya" 221X81 ~=100 14%" 221V40 90 16mm 5AHLO 50 45mm 5GYT5 20 
#4-40 Thread, 32" Drive Us 221X82 = 100 1%" 221V41 20 20mm 5AHL1 50 50mm 5GYT6 20 
Ve" 221U/6 = 100 ils 221X83~—s- 100 134" 221V42 20 25mm 5AHL2 50 60mm 5GYT7 20 
VA 221U// ~—-100 144" 221X84_ ~—s 100 ih 221V43 20 som 5AHL3 50 65mm 5GYT8 25 
V6 221U/8 100 12" 221X85 =. 100 2V2" 221V44 20 35m 5AHL4 50 frau. 5GYT9 10 
¥3" 221U/9 100 2. 221X86 = 100 eh 221V45 10 M4-0.70 Thread, 3mm Drive 100m 5GYU0 10 
Y;," 221U80 = 100 Yq"-20 Thread, %c" Drive ¥g"-24 Thread, “ce' Drive 6mm 5AHL5 50 M10-1.50 Tra 8mm Drive 
7" 221U81 ~=—- 100 ¥3" 221V10 100 ¥4" 221X92 50 8mm 5AHL6 50 20mm 5GYU1 20 
Ya" 221U82 ~=—s 100 Y;" 221V11 ~=—- 100 1" 221X93 50 10mm 5AHL7 50 25mm 5GYU2 25 
1" 221U83 ~—- 100 7" 221V1i2 ~=100 je'-14 Thread, ¥2" Drive 12mm 5AHL8 50 30mm 5GYU3 20 
#6-32 Thread, “s" Drive ya" 221V13 ~=—- 100 1%" 221V46 20 16mm 5AHLI 50 35mm 5GYU4 Zo 
VA 221U84 = 100 Us 221V14_ ~=— 100 z 221V4/ 10 20mm 5AHNO 50 40mm 5GYU5 20 
ye" 221U86 ~— 100 il 221V15 ~~ ~=100 Yo"-13 Thread, 3" Drive 25mm 5AHN1 25 3am 5GYU6 25 
Y" 221U8/ ~—- 100 1%" 221V16 ~~ ~=100 ya" 221V48 10 30mm 5AHN2 50 80m 5GYU7 10 
¥" 221U88 ~—=—- 100 1%" 221V17 ~—- 100 {" 221V49 10 eeu 5AHN3 20 M12-1.75 Thread, 10mm Drive 
¥4" 221U89 =: 100 134" 221V18 ~=100 14" 221V50 10 50m 5AHN4 25 25mm 5GYU8 10 
ik 221U90 = 100 Zz 221V19 50 1" 221V51 10 M5-0.80 Thread, 4mm Drive 30mm 5GYU9 10 
14" 221U91 ~=—- 100 2 V4" 221V20 50 134" 221V52 10 10mm 5AHN5 50 35mm 5GYVO0 10 
12" 221U92 ~=—s 100 2¥2' 221V21 50 2. 221V53 10 12mm 5AHNG6 100 40mm 5GYV1 10 
#8-32 Thread, %" Drive ch 221V22 20 2V4" 221V54 10 16mm 5AHN7 50 50mm 5GYV2 10 
VA" 221U93 ~=— 100 Yq"-28 Thread, %1c6' Drive 2V2" 221V55 10 20mm 5AHN8 50 ppm 5GYV3 10 
¥3 221U94 = 100 Y," 221X8/ ~=—- 100 a 221V56 i] 25mm 5AHNI 50 90m 5GYV4 10 
yy" 221U95 ~=— 100 Yq" 221X88 = 100 32 29DT86 5 30mm 5AHPO 50 M16-2. 001 Thread, 14mm Drive 
73" 221U96 ~=—- 100 ily 221X89 =: 100 4" 221V5/ i) 35mm 5AHP1 50 40mm 5GYV5 5 
Ya" 221U97 ~=— 100 ¥ie'-18 Thread, 4" Drive ¥s"-11 Thread, 2" Drive cuit 5AHP2 50 45mm 5GYV6 a 
1" 221U98 = 100 VY" 221V23 100 1" 221V58 10 50m 5AHP3 25 50mm 5GYV7 5 
144" 221U99 = 100 8 221V24 = 100 144" 221V59 10 M6-1.00 Thread, 5mm Drive 60mm 5GYV8 5 
14" 221V01 100 ya" 221V25 100 12" 221V60 10 10mm 5AHP4 50 70mm 5GYV9 hy) 
#10-24 Thread, %2" Drive yi 221V26 100 13/4" 221V61 10 12mm 5AHP5 50 80mm 5GYWO i] 
Ye" 221V02 100 il 221V2/ 50 2" 221V62 I 16mm 5AHP6 50 90mm 5GYW1 5 
Y," 221V03 100 1%" 221V28 50 2 V4" 221V63 a 20mm 5AHP7 50 M20-2.50 Thread, 17mm Drive 
73" 221V04 100 1%" 221V29 50 QV" 221V64 5 25mm 5AHP8 50 50mm 5GYW2 5 
Ya" 221V05 100 13/4" 221V30 50 oh 221V65 3 30mm 5AHP9 50 60mm 5GYW3 i] 
1" 221V06 100 2. 221V31 50 3Y" 221V66 a] 35mm 5AHRO 50 70mm 5GYW4 5 
14%" 221V07 100 2 V4" 29DT85 25 4" 221V6/ 5 40mm 5AHR1 50 80mm 5GYW5 oO 
142" 221V08 100 2 V2" 221V32 25 ¥4"-10 Thread, ¥" Drive 45mm 5AHR2 50 sea 5GYW6 5 
2 221V09 100 3 221V33 25 14%" 221V68 5 50mm 5AHR3 50 100m 5GYW7 a 
32 221V34 20 142" 221V69 I 55mm 5AHR4 25 M24-3.00 Tea 19mm Drive 
4 221V35 10 13/4" 221V70 5 60mm 5AHR5 25 70mm 5GYW8 5 
\ie'-24 Thread, 14" Drive 2. 221V7/1 a 7omm 5AHR6 10 80mm 5GYW9 a 
ya" 221X90 =: 100 22" 221V/2 5 90mm 5GYX0 5 
1" 221X911 50 3 221V73 7 100mm 5GYX1 5 
4" 221V74 5 110mm 5GYX2 5 
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Ole FASTENERS 
| ]Bownload Availabe Socket Head Cap Screws 





lf 


ce 


ce 





12mm _| 6CES1 100 | 38DC74 100 6CE51 100 100mm | 22TZ59 50 | 38DD54 50 130mm | 22UA39_ 10 | 38DE33 10 
140mm, 22UA40_ 10 | 38DE34 _ 10 
150mm | 22UA41_—_—‘10 = = 


M18-2.50 Thread, 14mm Drive 


16mm | 6CES3 100 | 38DC75 100 6CES3 100 110mm | 22TZ60 50 | 38DD55_ —_50 — 
20mm = 38DC/6 100 = — 120mm | 221261 50 | 38DD56 50 = 


2omm | 6CES6 100 | 38DC// 100 | 6CES6 100 130mm | 221262 50 | 38DD5/7 50 


Metric Socket-Head Cap Screws . 
Made In Made In Made In 
Class 12.9 Steel| Class 8.8 Steel | North America Class 12.9 Steel) Class 8.8 Steel | North America Class 12.9 Steel) Class 8.8 Steel | North America 
Black Oxide Zinc Plated | Steel Black Oxide Black Oxide Zinc Plated | Steel Black Oxide Black Oxide Zinc Plated © Steel Black Oxide 
Item —— Pkg. Item Pkg. Item Pkg. Item —— Pkg. Item Pkg. Item Pkg. Item = Pkg. Item Pkg. Item Pkg. 
L No. Qty. No. Qty. No. Qty. L No. Qty. No. Qty. No. Qty. L No. Oty. No. Qty. No. Oty. 
M1.6-0.35 Thread, 1.5mm Drive 80mm | 22TZ46 100 | 38DD30 50 5NIN2 100 75mm | 22UA13 25 — — — — 
3mm | 22TZ26 100 — — — — 90mm | 22TZ47 = 50 38DD31 50 — — 80mm | 22UA14 25 38DE14 = =—25 — — 
4mm | 221227 = 100 — — — — 100mm |} 22TZ48 = =50 38DD32 50 — — 90mm | 22UA15 25 38DE15 = =25 — — 
5mm | 221Z28 100 — — — — 110mm} 227249 = =50 — — — — 100mm} 22UA16 = 25 38DE16 = =25 — — 
6mm | 22TZ29 100 — — — — 120mm) 22TZ50 = =50 38DD33 50 — — 110mm) 22UA17) = 25 38DE17 =. 25 — — 
M2-0.40 Thread, 1.5mm Drive M8-1.25 Thread, 6mm Drive 120mm | 22UA18 25 — — _— — 
3mm | 6CE29 100 — — — — 10mm  6CU13 100 | 38DD34 = 100 — — 150mm} 22UA21 = 10 — — — — 
4mm | 6CE30 100 — — — — 12mm | 6CU14 100 | 38DD35 100 5YRE5 100 M16-2.00 Thread, 14mm Drive 
5mm | 6CE31 100 — — — — 16mm  6CU15 100 | 38DD36 = 100 5YRE6 100 20mm | 22UA24 25 — — — — 
6mm | 6CE32 100 — — — — 18mm  6CU16 100 | 38DD37 100 — — 25mm | 22UA25 25 38DE18 25 — — 
8mm | 6CE33 100 — — — — 20mm — — | 38DD38 100 5YRE7 100 30mm | 22UA26 25 38DE19 25 5YRHO 25 
10mm | 6CE34 = 100 — — — — 22mm | 221Z51 100  38DD39 100 — — 35mm | 4XY¥92 = 25 38DE20 = 25 5YRH1 25 
12mm | 6CE35 100 — — — — 25mm — — | 38DD40 100 5YRE8 100 40mm | 22UA27 25 38DE21 = =25 5YRH2 20 
M2.5-0.45 Thread, 2mm Drive 30mm — — | 38DD41_ 100 5YRE9 100 45mm | 22UA28 25 38DE22 8925 5YRH3 20 
4mm | 6CE36 100 — — — — 35mm — — | 38DD42 100 5YRFO 100 50mm | 22UA29 25 38DE23 8925 5YRH4 25 
5mm | 6CE37 100 — — — — 40mm — — | 38DD43 100 5YRF1 100 55mm — — 38DE24 = 25 5YRH5 2 
6mm | 6CE38 100 — — — — 45mm — — | 38DD44 100 5NIN4 = 100 60mm | 22UA30 25 38DE25 25 5YRH6 2 
8mm | 6CE39 100 — — — — 50mm | 4XY78 100 38DD45 100 5YRF2 100 65mm | 22UA31 10 38DE26 =: 10 — — 
10mm | 6CE40 = 100 — — — — 55mm | 227252 100 38DD46 100 5NTN5 100 70mm | 22UA32 10 38DE27 =: 10 5YRPO 20 
12mm | 6CE41 = 100 — — — — 60mm | 227253 100 38DD47 100 5NTN6 100 7omm | 22UA33 10 — — 5YRP1 20 
16mm | 6CE42 = 100 — — — — 65mm | 227254 100 38DD48 100 5NTN7 100 80mm | 22UA34 10 38DE28 =: 10 5YRP2 20 
M3-0.50 Thread, 2.50mm Drive 70mm | 227255 100 38DD49 100 5NTN8 100 90mm | 22UA35 10 38DE29 =: 10 5YRP3 25 
6mm | 6CE49 100 | 38DC71 100 6CE49 100 7omm | 221256 100 38DD50 100 5NINS = 100 100mm | 22UA36 = 10 38DE30 =: 10 5YRN7 10 
8mm | 6CE50 100 | 38DC72 100 6CE50 100 80mm | 22TZ57 100 38DD51 100 5NTPO 100 110mm | 22UA37 = 10 38DE31 =10 5YRN8 10 
10mm — — | 38D073 100 | 26LG17 100 90mm | 22TZ58 50 38DD53 = 50 — 120mm | 22UA38 10 38DE32 =: 10 5YRN9 10 
30mm | 6CE57 100 | 38DC78 100 — — 140mm | 22TZ63 25 | 38DD58 25 — 40mm | 22UA49 25 
40mm | 22TZ30 100 — — — — 150mm | 227264 25 — — — 45mm | 22UA50 25 
90mm | 2271231 = 100 _— _— _ _ M10-1.50 Thread, 8mm Drive 50mm | 22UA51 925 
M4-0.70 Thread, 3mm Drive 12mm | 4XY79 100 | 38DD60 100 — 60mm — — | 38DE38 


6mm | 6CE62 100 | 38DC79 100. 5SYRT1 100 16mm | 22TZ68 100 | 38DD61 100 | 227268 
8mm | 6CE63 100 | 38DC80 100  S5YRA9 100 20mm | 22TZ69 100  38DD62 100. 5YRF4 
10mm | 26LG20 100 | 38DC81 100, SYRCO 100 25mm — — | 38DD63 100 | 5SYRF5 
12mm | 4XY50 100 | 38DC82 100 > 5SYRC1 ~~ 100 30mm — — | 38DD64 100) 5SYRF6 
16mm | 4XY52 +100 | 38DC83 100 SYRC2 100 35mm — — | 88DD65 100) 5YRF/ 
18mm | 6CE64 100 | 38DC84 100 — — 40mm — — | 38DD66 50 5YRF8 M20-2.50 Thread, 17mm Drive 

20mm | 4XY53 +100 | 38DC85 100; 5SYRC3 100 45mm | 221270 50 | 38DD6/ 50 — 30mm | 22UA61 10 | 38DE40 10 — — 


100 70mm | 22UA52_—s«10 

100 

100 

100 

100 

100 
20mm — 38DC86 100 | SYRC4 100 90mm 38DD68 _50 OYRF9 —_—-100 40mm _ | 22UA62_ 10 | 38DE41_ 10 oYRP7 10 

100 

90 

90 

90 

90 

90 

90 


80mm | 22UA53 = 10 
100mm 22UA55 =10 
110mm 22UA56 = 10 
140mm 22UA58 = =10 


oe 
co 
Limam tt 


oa 
wo 


30mm | 6CE6/ 100 | 38DC8/ 100 | SYRCS 100 somm | 221Z71 50 | 38DD69 50 oYRL8 45mm | 22UA63 10 | 38DE42 10 JYRP8 10 
somm | 6CE68 100 | 38DC88 100 | SYRC6 100 60mm | 227Z72 50 | 38DD70 50 vYRGO 90mm | 22UA64 10 | 38DE43 10 oYRP9 10 
40mm | 6CE69 100  38DC89 100 | SYRC/ 100 65mm | 227Z73 50 | 38DD71 50 JYRLI somm | 22UA65 10 | 38DE44 10 — _ 
45mm | 6CE70 100  38DC90 100 | SYRC8 100 70mm | 227274 50 | 38DD72 50 vYRG1 60mm | 22UA66 10 | 38DE45 10 = = 
00mm | 6CE/1 100 | 38DC91 100 | SYRC9 100 fomm | 4X¥85 100 | 38DD/73 50 JYRNO 6bomm | 22UA67 10 — 


60mm | 6CE/72 100 | 38DC92 100 = = 80mm | 22TZ75 ~=—0 =| 88DD/4_— 50 oYRN1 70mm | 22UA68 10 | 38DE46 10 = = 
70mm | 6CE73 100 | 38DC93 100 = —= 90mm | 22TZ76 ~=50 | 38DD/6 50 oYRN2 80mm | 22UA69 10 | 38DE47 10 = — 
80mm | 22TZ32 100 _ = = — 100mm, — — | 38DD77 50 90mm | 22UA70 10 | 38DE48 10 oYRR1 10 
M5-0.80 Thread, 4mm Drive 110mm) 227278 =6.25_— | S8DD78 = 25 100mm) 22UA71_ =10 | 38DE49 10 OMJNS = 25 
6mm | 6CE/5 100 | 38DC94 100 =e = 120mm, — — | 388DD79 25 110mm) 22UA72_ 10 =| 38DE50 = =10 oYRPO 10 


8mm | 6CE/6 100 | 38DC95 100  SYRDO 100 130mm) 227279 =.25_=— | 388DD80 = 25 
10mm | 4X¥54 =100 | 38DC96 =100 | SYRD1 100 140mm} 22TZ80 25 — — 
12mm _ | 4X¥55 =100 | 38DC97 ~=100 | SYRD2 100 150mm | 227281 = 25 — = 140mm) 22UA75 10 | 38DE53 10 = = 
16mm | 4XY56 100 | 38DC98 100 — — M12-1.75 Thread, 10mm Drive 150mm) 22UA76 ‘10 = — _ — 
20mm | 4XY57_ 100 | 38DC99 100 5YRD4 100 16mm | 22TZ8 50 | 38DD83 50 — = M24-3.00 Thread, 19mm Drive 

2omm | 4XY98 100 | 38DD01 100 | SYRDS 100 20mm | 22TZ86 50 | 38DD84 50 SYRG2 100 40mm | 22UA84 _10 — 
30mm _| 4XY59_ 100 | 38DD02 100 = = 2omm | 4XY86 100 | 38DD85 50 JYRGS _-100 45mm _ | 22UA85 _10 = 
3omm | 6CE80 100 | 38DD03 100 SYRI2 100 30mm — 


120mm) 22UA73_ 10 ~=+| 38DE51 ~~ 10 OMJNG6 10 
130mm) 22UA74_ 10 | 38DE52 ~~ 10 oYRP6 10 





— — | 38DD86 50 — 50mm | 22UA86 10 | 38DE5/ 5 5MJLO 
40mm — — | 38DD04 100 — — 35mm | 2271287 =50 | 388DD87 ~=—50 5YRGS 100 60mm | 22UA87 10 | 38DE58 5 5YRRO 
45mm | 6CE81 100 | 38DD05 100 6CE81 100 40mm — — | 38DD88 50 — — 65mm | 22UA88 10 — — — 
s0mm | 6CE82 100 | 38DD06 100 5SYRTS 100 45mm | 4XY¥89 50 | 38DD89 50 5YRG/ 90 80mm | 22UA89 10 | 38DE60 5 — 
somm | 22TZ33 100 | 38DD07 100 | 5SMJN3 ~~ 100 90mm — — | 38DD90 50 5YRG8 90 90mm | 22UA90 5 38DE61 a] — 
60mm | 22TZ34 100 | 38DD08 100 | SMJN4 = 100 55mm | 221288 50 | 38DD91 50 — — 100mm | 22UA91 =5 38DE62 = =5 5YRR2 
65mm | 227235 100 — — — — 60mm | 22TZ89 50 | 38DD92 50 5YRG9 50 110mm | 22UA92 5 38DE63 = 5 5YRR3 
70mm | 22TZ36 100 | 38DD09 100 — — 65mm | 22TZ90 50 | 38DD93 50 5YRN3 50 120mm | 22UA93 5 38DE64 865 5YRR4 
7omm | 221237 100 — — — — 70mm | 227291 =25 | 38DD94 25 5YRN4 50 130mm | 22UA94 =—5 — — 5YRR5 
80mm | 22TZ38 100 | 38DD10 100 — — 7omm | 227292 25 | 38DD95 25 5YRN5 50 140mm} 22UA95 5 38DE65 5 — 
90mm | 227239 50 — — — — 80mm | 22TZ93 25 388DD96 25 5YRN6 20 150mm | 22UA96 5 — — 5YRR7 
100mm} 227240 §=50 | 38DD11 50 — — 90mm | 4XY91 25 38DD98 25 — — M30-3.50 Thread, 22mm Drive 
M6-1.00 Thread, 5mm Drive 100mm) 227294 §=25 | 38DD99 25 — — 60mm | 22UC05 5 — — — — 
8mm | 1GEG5 } 100 | 38DD12 100! OSNTN3 ~~ 100 110mm) 227295) = 25 :~=|« 38DE01 = 25 — — 70mm  22UC06 5 — — — — 
10mm | 4XY61 100 | 38DD13 100 |; 5SYRD6 100 120mm, 22TZ96)§=6.25 ~=| «88DE02 = 8625 — — 80mm 22UC07 5 — — — — 
12mm — — | 38DD14 100  5YRD/ ~~ 100 130mm) 22TZ97) = 25 :~=«|:« 88DE03) = 25 — — 90mm 22UC08 5 — — — — 
16mm — — | 38DD15 100 5YRD8 ~~ 100 140mm) 227298 §=25 | 38DE04 25 — — 100mm} 22UC09 5 — — — — 
18mm | 4XY65 100 | 38DD16 100 — — 150mm 22TZ99 =. 25 — — — — 110mm) 22UC10 385 — — — — 
20mm | 26LG40 100 | 38DD17 100 + 5YRD9 ~~ 100 M14-2.00 Thread, 12mm Drive 120mm, 22UC11—s 5 38DE68 5 — — 
22mm | 6CE91 100 | 38DD18 100 — — 20mm | 22UA03 50 — — — — 130mm) 22UC12 = 5 — — — — 
25mm — — | 38DD19 100, 5YREO 100 25mm | 22UA04 50 — — — — 140mm 22UC13 = 5 — — — — 
30mm — — | 38DD20 100 5S5YRE1 100 30mm 22UA05 50 38DE0/ 50 — — 150mm) 22UC14 «= 5 — _— — — 
3omm | 4XY69 100 | 38DD21 100 |} SYRE2 100 35mm | 22UA06 50 38DE08 50 — — M36-4.00 Thread, 27mm Drive 
40mm — — | 38DD22 100 — — 40mm | 22UA07 50 | 38DE09 50 — — 80mm  22UC21 5 — — — — 
45mm | 6CE92 100 | 38DD23 100! 5YRT6 100 45mm | 22UA08 25 | 38DE10 25 — — 90mm | 22UC22 5 — — — — 
50mm | 4XY71 +100 | 38DD24 100 5SYRE4 ~~ 100 50mm | 22UA09 25 # 38DE11 25 — — 100mm | 22UC23 5 — — — — 
55mm | 221241 100 | 38DD25 100 £5YRT/ ~~ 100 55mm — — | 38DE12 25 — — 110mm — — — — 5ZY95 1 
60mm | 22TZ42 100 | 38DD26 100 SYRT8 ~~ 100 60mm | 22UA10 25 38DE13 25 — — 120mm 22UC24 = 5 38DE70 35 — — 
65mm | 227243 +100 | 38DD27 100 5YRT9 ~~ 100 65mm | 22UA11 = 25 — — — — 150mm — — — — 5ZY99 1 


70mm | 227244 100 | 38DD28 100 | SYRUO 100 70mm | 22UA12 = 25 = = 
7omm | 22TZ45 100 | 38DD29 100 | SNTN1 100 
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FASTENERS Scan. Order. Done. 
Socket Head Cap Screws Details on page Al. 





Metric Stainless Steel 
Socket-Head Cap Screws 


Meet DIN 912 standards; except Nos. 38DZ56 to 38DZ69 meet ISO 7380-1, 
and Nos. 38DZ61 to 38DZ65 meet DIN7984. 








A2 Stainless A4 Stainless A2 Stainless A4 Stainless A2 Stainless A4 Stainless 
Steel Plain Steel Plain Steel Plain Steel Plain Steel Plain Steel Plain 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. No. Qty. Length No. Qty. No. Qty. Length No. Qty. No. Qty. 
M2-0.40 Thread, 1.5mm Drive M6-1.00 Thread, 5mm Drive M12-1.75 Thread, 10mm Drive 
4mm 22TW/6 = 50 — — 8mm 6DB60 50 38EA80 50 16mm 22UD05 25 — — 
5mm 22TW81 50 6CY80 50 10mm 23NN87 50 6DA36 50 20mm 22UD06 25 22UD98 25 
6mm 22TW85 ~=50 6CY81 50 12mm 26WC45 450 22UD61 50 25mm 38DZ63 25 22UD99 25 
8mm 22TW86 = 50 6CY82 50 14mm 26WC46 = 50 22UD62 50 30mm 22UD08 25 22UE01 25 
10mm 22TW87 = 50 6CY83 50 16mm 26WC47 ~=—s 50 22UD63 50 35mm 22UD09 25 22UE02 25 
12mm 22TW88 50 — — 20mm 26WC48 ~=50 22UD64 50 40mm — — 22UE03 20 
16mm 6DA89 50 — — 25mm 6DB68 50 22UD65 50 45mm — — 22UE04 25 
20mm 6DA90 50 — — 30mm 26LG83 50 22UD66 50 50mm — — 22UE05 25 
M2.5-0.45 Thread, 2mm Drive 35mm 22UC49 50 22UD67 50 55mm 22UD13 25 38EA90 25 
5mm 22TW89 850 — — 40mm 22UC50 50 22UD68 50 60mm 38DZ64 25 22UE06 25 
6mm 22TX95 50 6CY86 50 45mm 22UC51 50 22UD69 50 65mm 6DE51 a] — — 
8mm 22TX96 50 — — 50mm 22UC52 50 22UD70 50 70mm 22UD15 10 38EA91 25 
10mm 22TY34 50 6CY88 50 55mm 22UC53 50 22UD71 50 75mm 22UD16 10 — — 
12mm 22TY35 50 — — 60mm 22UC54 50 22UD72 50 80mm 22UD17 10 38EA92 25 
16mm 22TY36 50 22UD43 50 65mm 22UC55 50 — — 90mm 22UD18 10 — — 
20mm 6DA98 50 — _ 70mm 22UC56 50 22UD73 50 100mm 22UD19 10 38EA93 10 
M3-0.50 Thread, 2.50mm Drive 80mm 22UC5/7 50 22UD74 50 110mm 22UD20 10 _ _— 
4mm 6DA99 50 6CY91 25 90mm 22UC58 25 38EA81 50 120mm 22UD21 10 26LG90 10 
5mm 22TY42 50 6CY92 50 100mm 22UC59 25 — — 130mm 22UD22 10 — — 
6mm 22TY43 50 6CY93 50 110mm 22UC60 25 — — 140mm 22UD23 10 — — 
8mm 22TY48 50 6CY94 50 120mm 6DB82 5 38EA82 50 150mm 22UD24 10 — _ 
10mm 22TY49 50 6CY95 50 130mm 6DB83 10 38EA83 50 M14-2.00 Thread, 12mm Drive 
12mm 221212 50 6CY96 50 140mm 6DB84 10 — — 40mm 26LG84 25 — — 
16mm 221213 50 6CY97 50 150mm 6DB85 5 — — 50mm 26LG85 10 38EA94 10 
18mm 221214 50 — — M8-1.25 Thread, 6mm Drive 60mm 26LG86 10 — — 
20mm 22UC27 50 6CY98 50 10mm 6DB86 50 22UD75 50 M16-2.00 Thread, 14mm Drive 
25mm 22UC28 50 6CY99 50 12mm 6DB87 50 22UD76 50 25mm 22UD25 10 — — 
30mm 22UC29 50 6DA10 50 16mm 6DB89 50 22UD77 50 30mm 38DZ65 25 26LG91 10 
35mm 22UC31 50 — — 20mm 6DB91 50 22UD78 50 35mm 22UD27 10 38EA95 10 
40mm 22UC32 50 6DA11 50 25mm 22UC68 50 22UD79 50 40mm 22UD28 10 — — 
45mm 22UC30 50 — — 30mm 22UC69 50 22UD80 50 45mm 22UD29 10 38EA96 10 
50mm 6DB24 25 — — 35mm 22UC70 50 22UD81 50 50mm 22UD30 10 — — 
M4-0.70 Thread, 3mm Drive 40mm 22UC71 50 22UD82 50 55mm 22UD31 10 38EA97 10 
5mm 6DB25 100 — — 45mm 22UC72 50 22UD83 50 60mm 22UD32 10 — _— 
6mm 38DZ61 50 22UD44 50 50mm 22UC73 50 22UD84 50 70mm 22UD33 5 26LG92 5 
8mm 22UC34 50 22UD45 50 55mm 22UC74 50 22UD85 50 80mm 22UD34 5 26LG93 5 
10mm 22UC37 50 6DA14 50 60mm 22UC75 50 22UD86 50 90mm 22UD35 5 38EA98 10 
12mm 22UC39 50 6DA15 50 70mm 22UC76 50 22UD87 50 100mm 22UD36 5 38EA99 10 
14mm 6DB30 100 6DA16 50 80mm 22UC77 50 22UD88 50 110mm 22UD37 5 — — 
16mm 22UC47 50 6DA17 50 90mm 22UC78 25 22UD89 20 120mm 22UD38 5 — — 
20mm 22UC61 50 6DA18 50 100mm 22UC79 25 38EA84 25 M20-2.50 Thread, 17mm Drive 
25mm 22UC62 50 6DA19 50 110mm 22UC80 20 — — 40mm 26LG87 5 _— — 
30mm 22UC63 50 6DA20 50 120mm 22UC81 25 — — 45mm 38DZ68 5 38EC01 5 
35mm 22UC64 50 22UD46 50 130mm 22UC82 25 — _— 50mm 22UD39 5 — _— 
40mm 6DB37 50 22UD47 50 140mm 22UC83 10 — — 60mm 22UD40 5 — — 
50mm 22UC35 50 22UD48 50 150mm 22UC84 10 — — 70mm 22UD41 5 — — 
60mm 22UC36 50 — — M10-1.50 Thread, 6mm Drive 80mm 22UD42 5 — — 
M5-0.80 Thread, 4mm Drive 12mm 38DZ58 50 — — 90mm 38DZ69 5 — — 
6mm 38DZ56 50 — — 35mm 38DZ59 50 — _— 100mm — — 26LG94 5 
8mm 38DZ62 50 26LG88 50 55mm 38DZ60 25 — — 120mm 38DZ70 5 — — 
10mm 23NN81 50 22UD49 50 M10-1.50 Thread, 8mm Drive 130mm — — 38EC02 5 
12mm 23NN82 50 22UD50 50 16mm 22UC85 50 22UD90 50 M24-3.00 Thread, 19mm Drive 
14mm 6DB45 100 | 22UD51 50 20mm 22UC86 50 22UD91 50 60mm 38DZ71 5 — — 
16mm 23NN83 50 22UD52 50 25mm 22UC87 50 22UD92 50 70mm 38D2Z72 5 — _— 
20mm 23NN84 50 22UD53 50 30mm 22UC88 50 22UD93 50 80mm 38D2Z73 5 — _— 
25mm 23NN85 50 22UD54 50 35mm 22UC89 50 22UD94 50 100mm 38DZ74 a — _— 
30mm 6DB51 50 22UD55 50 40mm 22UC90 25 22UD95 25 
35mm 22UC40 50 22UD56 50 45mm 22UC91 25 22UD96 20 
40mm 22UC41 50 22UD57 50 50mm 22UC92 25 22UD97 25 
45mm 38DZ57 50 22UD58 50 55mm 22UC93 25 38EA85 25 
50mm 22UC43 50 22UD59 50 60mm 22UC94 25 26LG89 25 
55mm 6DB56 25 38EA77 50 70mm 22UC95 25 38EA86 pa 
60mm 22UC44 50 22UD60 50 80mm 22UC96 25 38EA87 20 
70mm 22UC45 50 38EA78 50 90mm 22UC97 20 38EA88 20 
80mm 22UC46 50 38EA79 25 100mm 22UC98 25 38EA89 25 
90mm 38DZ66 20 — — 110mm 22UC99 10 — — 
100mm 38DZ67 25 — — 120mm 22UD01 10 — — 
130mm 22UD02 10 — _— 
140mm 22UD03 10 _ —_ 
150mm 22UD04 10 — _— 
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FASTENERS 
Socket Head Cap Screws 





Alloy Steel Flat-Head Cap Screws 


=» Meet ASME B18.3 standards 


Alloy Alloy Steel 
Steel Plain | Black Oxide 
Item Pkg. 
Length} No. Qty.) No. 
#0-80 Thread, 0. 035" Drive 
Ya 6LC98 100 
Y% (26LD01 100 
¥ \26LD03 100 
Yo" \26LD04 100 
¥ \26LD05 100 
¥% \26LD06 100 
1" (26LD07 100 
#1-72 Thread, 0.050" Drive 
Ya 96LD08 100 
Ys" \26LD10 100 
¥" \26LD12 100 
Yo" \26LD13 100 
¥ |26LD14 100 
1" (26LD16 100 
#2-56 Thread, 0.050" Drive 
Ya 96KY45 100 
Vie \26KY46 100 
Ys \26KY47 100 
¥s |\26KY49 100 
Yo \26KY50 100 
¥; \26KY51 100 
Y \26KY52 100 
% \26KY53 100 
1" (26KY54 100 — 
#3-48 Thread, 46° Drive 
VA" 26KY56 100 _— 
¥ \26KY58 100 
Yo" \26KY59 100 
¥ \26KY60 100 
%;" \26KY61 100 
1" (26KY62 100 
#4-40 nhread, Ye" Drive 
Yer — 5MYGO 50 
Ve. OGKY63 100 
Y% \26KY64 100 
Ye \26KY65 100 
¥" |26KY66 100 
Yo" \26KY68 100 
¥' |26KY69 100 
¥;" \2Q6KY70 100 
% \26KY71 100 
1" \26KY72 100 
14%" |26KY73 100 
#4-48 Thread, 46" Drive 
V4" 26LD17 100 — 
¥ \26LD18 100 — 
Y%" \26LD19 100 
¥" \26LD20 100 
¥;" \26LD21 100 
1" |26LD22 100 —_— 
#5-40 Thread, %a" Drive 
Vy" 6KY74 100 — 
¥s ~=|26KY75 100 
Yo \26KY76 100 
¥' \26KY77 100 
Y \26KY78 100 
1" (26KY79 100 
1Y%4" |26KY80 100 
1%" \26KY81 100 
#6-32 Thread, %a" ni 
Yq" 26KY83 100 _— 
Ye 26KY84 100 
Jy" — — 
Yo" \26KY86 100 
¥%" \26KY87 100 
% \26KY88 100 
1" |26KY90 100 
1% \26KY91 100 
1%" |26KY92 100 
1%" \26KY93 100 
2 (26KY94 100 
2% \26KY95 100 
22 \26KY96 100 _— 
#6-40 Thread, %a" Drive 
Va 26LD23 100 —_— 
¥" \26LD24 100 
Yo" \26LD25 100 
¥ \26LD26 100 
¥;" \26LD27 100 
1" (26LD28 100 
#8-32 Thread, 3/2" i 
VA 26KY97 100 _— 
Ye 26KY98 100 
3g" — —— 
“ie 26KY99 100 
Yo" \26KZ01 100 
¥; |\26KZ02 100 
¥ \26KZ03 100 
%s \26KZ04 100 
1" |26KZ05 100 


Qty. 


aXU63 100 


aXUBE 100 


Item Pkg. 


Made 
In North 
America 
Steel 
Black Oxide 


Item Pkg. 


No. (ty. 


100 
oYPR4 100 
9YPRO 100 


OMJN7 100 
OMJN8 100 


oYPR3 


IMJN9 100 
OMJPO 100 
OMJP1 100 
OMJP2 100 
OMJP3 100 


DYPR6 100 
oYPR7 100 
DYPR8 100 
OYPRI 100 


oMJP4 100 


100 
100 
100 
100 


00 


oYPTO 
oMJP5 
oMJP6 
oMJP7 


5MIPB 


Alloy Alloy Steel 
Steel Plain | Black Oxide 
Item Pkg.) Item Pkg. 
Length No. Qty. No. Qty. 
1%" |26KZ06 100; — — 
1%" (26KZ07 100; — — 
1%" |26KZ08 100; — — 
2 |26KZ09 100; — — 
2% \26KZ10 100; — — 
2%." \26KZ11 100 — 
#8-36 Thread, 32" Drive 
yg" 26LD29 100} — — 
Y \26LD30 100; — — 
¥: |26LD31 100; — — 
¥ |26LD32 100; — — 
1" (26LD33 100; — — 
#10-24 Thread, s" Drive 
Ys" \26KZ12 100) — 
yg" — — | 4XxuU70 100 
”e \26KZ14 100); — — 
Yr \26KZ15 100}; — — 
¥ |26KZ16 100, — — 
¥ |26KZ17 100, — — 
7 \26KZ18 100; — — 
1" |26KZ19 100; — — 
1%" \26KZ20 100; — — 
1%" \26KZ21 100; — — 
1%" \26KZ22 100; — — 
2 |26KZ223 100) — — 
2% \26KZ24 100}; — — 
2% \26KZ25 100}; — — 
3 |26KZ26 100) — — 
#10-32 Thread, s" Drive 
Ys" \26LD34 100; — 
yg" — | 4XY10 100 
Yo" 26037 100} — 
%" — | 4XY12 100 
y4" 26LD38 100} — 
Ys \26LD39 100; — — 
1" \26LD40 100; — — 
1%" 26LD42 100; — — 
1%" \26LD43 100; — — 
1%" 26LD44 100; — — 
2 (|26LD45100. — — 
2% \26LD46 100}; — — 
2% \26LD47 100}; — — 
3 |26LD48 100) — — 
Yq"-20 Thread, %2" Drive 
3" — — 4XU74 100 
Yr \26KZ27 100; — — 
¥ |26KZ28 100, — 
Ys" \26KZ29 100} — — 
%' \26KZ30 100, — — 
1" |26KZ31 100; — — 
1% |26KZ33 100}; — — 
1%" \26KZ34 100; — — 
1%" \26KZ35 100) — 
2 |26KZ36 50 5SMYP7/ 100 
24%" \26KZ37 50); — — 
242" \26KZ38 50); — — 
2% \26KZ39 50); — — 
3 \26KZ40 25,5 — — 
3% |26KZ41 25; — — 
4" \26K2Z42 25); — — 
Yq"-28 Thread, %2" Drive 
¥ |26LD49 100; — — 
Y \26LD50 100; — — 
¥" (26LD51 100! — — 
Ys" \26LD52 100! — 
%' \26LD53 100) — — 
1" \26LD54 100; — — 
1%" |26LD55 100}; — — 
1%" |26LD56 100}; — — 
1%" \26LD57 100|5MYH3 25 
2 |26LD58 50 5SMYH4 25 
2% 26LD59 50; — — 
2% \26LD60 50; — — 
3 |26LD61 25,5 — — 
3% |26LD62 25; — — 
He'-18 Thread, 6° Drive 
Yo \26KZ44 100; — — 
¥ |26KZ45 100, — — 
Ys" \26KZ46 100! — — 
3’ \26KZ47 100! — — 
1" |26KZ48 50, — — 
1%" \26KZ50 50; — — 
1%" \26KZ51 50} — — 
1% |26KZ52 50; — — 
2 |20KZ53 50; — — 
244 |\26KZ54 25 |SMYH6 50 
2% |26KZ55 25; — — 
2¥4 |\26KZ56 25; — — 
3 |26KZ57 25) — — 
3% |26KZ58 25; — — 
4" \26KZ59 10); — 


Made 
In North 
America 
Steel 
Black Oxide 


Item Pkg. 


Qty. 


= 
HUTA Tp ts 
| 


100 
100 
100 


100 


JMJRO 
oMJR1 
oMJR2 


oMJR3 
oMJR4 
oMJV2 


100 
100 
100 
100 


100 


oYPV/ 
oMJRO 
oMJR6 
oMJR7 


oMJR8 
oMJR9 
oMJV3 


oMJTO 
oMJT1 
oMJT2 
oMJTS 


100 


100 
oMJT4 100 
oMJTS 
oMJT6 
oMJV4 
oMJV5 


oMJT7 
oMJT8 
oMJT9 
oMJUO 


100 
100 
100 
100 
oMJU1 100 
oMJU2 
oMJUS 


oYPT1 
oYPT2 
oYPT3 


100 
100 
100 
oYPT4 100 
oMJV6 100 
oMJV7 
oMJV8 
oMJV9 


Length No. Qty.) No. 





Alloy Alloy Steel 
Steel Plain | Black Oxide 
Item Pkg.| Item 
Qty. 


Vie -24 Thread, %c6' Drive 


Yy \26LD64 100; — — 
¥: (26LD65 100! — — 
Ys (26LD66 100! — — 
Ys \26LD67 100! — — 
1" \26LD68 50, — 

1%" |26LD69 50 5MYG8 100 
1%" |26LD70 50; — — 
1%" |26LD71 50 5MYG9 25 
2 |26LD/2 50; — — 
2% |26LD/3 25; — — 
2% \26LD/4 25; — — 
3 |26LD/5 25) — — 
3%" 26LD76 25; — — 
¥e"-16 Thread, 742" Drive 

Yo" |26KZ60 50, — — 
Ys (\26KZ61 50; — — 
Ye \260KZ62 50); — — 
Ys \260KZ63 50} — 

1" (26KZ64 50; — — 
1%" |26KZ65 50; — — 
1%" \26KZ67 25); — — 
1%" |26KZ68 25; — — 
2 |26KZ69 25 5MYP6 50 
24% \26KZ70 25 |SMYH/ 50 
2% \26KZ71 25; — — 
2%" 26KZ72 25 

3 |26KZ73 10 sIMYH9 35 
3%" |26KZ74 10 — 
4" \260KZ75 10; — — 
4%" \26KZ76 10; — — 
5" |26KZ77 10; — — 
5%" 26KZ78 10; — — 
6 \|26KZ79 10; — — 
¥e"-24 Thread, ‘42" Drive 

¥ (\26LD/78 50; — — 
¥y (26LD79 50; — — 
1" (26LD81 50; — — 
1%" |26LD82 50; — — 
1%" |26LD83 25; — — 
1%" 26LD84 25; — — 
2 |26LD85 25; — — 
24% 26LD86 25; — — 
24% \26LD87 25; — — 
2% 26LD88 25; — — 
3 |26LD89 10, — — 
3%" |\26LD90 10; — — 
3%" 26LD91 10; — — 
‘Ac"-14 Thread, 1%" Drive 

Ye |260KZ80 25) — — 
1" |26KZ82 25; — — 
1%" |26KZ83 25; — — 
1%" |26KZ84 25 

1%" \26KZ85 10 sMYH2 35 
2 \26KZ86 10 — 
2% |\26KZ87 10; — — 
24%" \26KZ88 10; — — 
3 |26KZ89 10, — — 
3%" |26KZ90 5 _- — 
4" \26KZ91 5 _ 
Ae'-20 Thread, Ys" Drive 

Ys =|\26LD92 25 — 
1" |26LD93 25); — — 
1%" |26LD94 25; — — 
1%" |26LD95 25) — 

1%" 26LD96 10; — — 
2 |26LD97 10; — — 
2% 26LD98 10; — — 
3 |26LD99 10 — 
Y2"-13 Thread, %“e" Drive 

ya" 26KZ92 10 — 
1" (26KZ94 10; — — 
1%" |26KZ95 10; — — 
1%" \26KZ97 10; — — 
1%" |26KZ98 10; — — 
2 |26KZ99 10; — — 
2s" \26LA01 10 — 
2¥2" — — |22TX94 10 
2% |\26LA02 10; — — 
3 |26LA03 5 5MYP8 25 
3%" \26LA04 5 —_ — 
3%" \26LA05 5 _- — 
4" \26LA06 5 _- — 
4%" \26LA07 5 _- — 
5 |26LA08 5 _- — 
5% |\26LA09 5 _ 

6 |26LA10 5 _-_ — 
¥2"-20 Thread, %c" Drive 

ys |26LEO1 10; — — 
1" \26LE02 10; — — 
1%" |}26LE03 10; — — 


Pkg. 


— |SYPW2 


Made 
In North 
America 
Steel 
Black Oxide 


Item Pkg. 


No. Qty. 


100 
100 
100 
100 
100 


vYPV9 
oYPWO 
oYPW1 


oYPW3 


oYPTS 
oYPT6 
oYPT/ 


100 
100 
100 
100 
OYPT8 100 
ORVL4 50 


JRVL2 


oMJWO 50 
oMJW1 50 


oYPT9 50 


oYPW4 
oYPWo5 
oYPW6 
oYPW7 
oYPW8 


100 


oMJU4 
oMJUS 
UMJU6 50 
oMJU7 50 


100 


OYPVO 50 
oYPV1 50 
oYPV2 50 
OYPV3 50 
DYPV4 50 
DYPVS 50 
DYPV6 25 


OYPV8 50 
oYPWS 50 
DYPXO 50 


Length No. 


12 
1¥4" 
mH 
2Vq 
2Y2 
3! 
oe 
q 


¥e"-11 Thread, 


i 
14" 
12 
174" 

a 
2V4" 
ey 
OE 


¥e"-18 Thread, 


1" 
144" 
1¥," 
134" 

mi 
24 
2Y2 

3 
3 V2 

q 


¥,"-10 Thread, 


1" 
1%" 
1% 
194" 

a 
as 
22" 

Bi 
34" 
3/2" 

q" 
4Y2 

5 

6" 


¥,"-16 Thread, 


1Y" 
1" 
19%" 
2" 
DV" 
DV" 


3 
32" 


a" 
¥4"-9 Thread, “c' Drive 
2 


22" 
3" 
3Y" 
4" 
4Y" 
iy 


6" 
1"-8 Thread, %s" Drive 
‘My 


aL 
2a 
x 
3" 
32" 
4" 


Ay, 
D 


6" 
1%"-7 Thread, “s" Drive 


3" 
3Y" 
4" 
5" 


Sign in to Grainger.c —? to see YOUR Pricing and MORE 


Alloy Alloy Steel 
Steel Plain | Black Oxide 
Item Pkg. 

Qty., No. Qty. 
26LE04 10 — 
26LE05 10 
26LE06 10 
26LE0/ 10 
26LE08 10 
26LE09 5 
26LE10 5 
26LE11 5 —_ — 
¥," Drive 
26LA13 10 
26LA14 
26LA15 10 
26LA16 10 
26LA17 
26LA18 
26LA19 
26LA20 
26LA21 
26LA22 
26LA23 
26LA24 
26LA25 
26LA26 
26LA27 
26LA28 
26LA29 
26LA30 


5 
3 
SUPT UP Uy Ty HVPE UP yA 
So 
& | 
OT 


OF OF OF OF OF OF OF OF OF OF O07 OF OF OF 


34" Drive 
26LE12 10 
26LE13 
26LE14 
26LE15 
26LE16 
26LE1/ 
26LE18 
26LE19 
26LE20 
26LE21 


—— 
Sooo sas 


yy" ee 
26LA31 
26LA32 
26LA33 
26LA34 
26LA35 
26LA36 
26LA37 
26LA39 
26LA40 
26LA41 
26LA42 
26LA43 
26LA44 
26LA45 


BRUNA 20 
ORVN3 25 


BY col col col cxfentent end ex extent ent en} en} cr 


yy" Drive 
26LE22 
26LE23 
26LE24 
26LE25 
26LE26 
26LE2/ 
26LE28 
26LE29 
26LE30 


—_ 
oo 
m 
~! 
Ls) 

or | 


OF} OF) OF} OT) OF) OT) OT) OT C7 


26LA49 
26LA90 
26LA91 
26LAS2 
26LA93 
26LA54 
26LA99 
26LA96 


—) OF} OF) OF7 OF 07 07 O71 


26LA60 5 
26LA61 
26LA62 
26LA63 
26LA64 
26LA65 
26LA66 
26LA6/ 
26LA68 
26LA69 


_ 
iss) 
m 
~ 
[o-) 
— 


—) OF} OF7 OF OF OF OF} OF} CT 
OOO 
| 


26LA73 1 
26LA/4 1 
26LA/5 1 
26LA/6 1 


Item Pkg. 


Made 

In North 
America 
Steel 
Black Oxide 
Item Pkg. 
No. (ty. 
5YPX1 50 
5YPX2 50 
5YPX3 50 


ORVL6 25 


OMJU8 25 
OMJU9 25 


2119 





FASTENERS Scan. Order. Done. [=f 
Socket Head Cap Screws Details on page A1. 








18-8 Stainless Steel Flat-Head Cap Screws 











Item Pkg. Item Pkg. Item Pkg. 
Length No. Oty. Length No. Oty. Length No. Oty. 
#0-80 Thread, 0.035" Drive #6-40 Thread, Ya" Drive %i6'-18 Thread, 4c" Drive 
Ye 26LE31 100 Ye" 26LE43 100 VY," 22TY03 100 
Ye 26LE32 100 1" 26LE44 100 7p" 22TY04 100 
Yq" 26LE33 100 #8-32 Thread, 32" Drive ya" 22TY05 100 
Ae. 26LE34 100 YA" 5WEY7 100 Ze 26LC14 100 
Ye" 26LE35 100 Ae. 26LC04 100 1" 22TY06 50 
Vy 26LE36 100 7g" 5WEY8 100 1%" 22TY07 50 
#1-72 Thread, 0.050" Drive Ae. 5WEY9 100 1%" 22TY08 50 
Vg" 26LE37 100 Vy" 5WEZO 100 13/4" 22TY09 50 
Ae. 26LE38 100 %e" 5WEZ1 100 2. 22TY10 50 
Yq" 26LE39 100 5/4 5WEZ2 100 24" 26LC15 20 
Ae. 26LE40 100 Pe 26LC05 100 ZV 22TY11 20 
Ye" 26LE41 100 1" 5WEZ3 100 a 26LC16 25 
VY," 26LE42 100 1%" 26LC06 100 ¥e"-16 Thread, 742" Drive 
#2-56 Thread, 0.050" Drive 1%" 26LC07 100 yy" 6LC17 50 
= 2WA55 100 13/4" 26LC08 100 %e" 26LC18 50 
= 2WA56 100 #10-24 Thread, 1" Drive y4" 26L019 50 
Vg" 29DP93 100 Ae. 26LC09 100 Ze 26LC20 50 
Ae. 2WAD54 100 7g" 5WEZ4 100 1" 22TY12 50 
Ae. 2WA57 100 “Ae. 26LC10 100 14%" 22TY13 50 
Ae. 2WA58 100 Yn" 5WEZ5 100 1%" 22TY14 20 
Se" 26LA80 100 /e" 5WEZ6 100 13/4" 22TY15 20 
Sa" 26LA81 100 fa" 5WEZ7 100 ra 22TY16 25 
Ze 26LA82 100 Ze 26LC11 100 24" 26LC21 20 
1" 29DP94 100 1" 5WEZ8 100 22 26LC22 20 
#3-48 Thread, 4c" Drive 1%" 5WEZ9 100 3 26LC23 10 
Ye. 26LA83 100 1%" 5WFE5 100 ¥o"-13 Thread, %c' Drive 
Yq" 26LA84 100 13/4" 29DP96 100 ya" WFD9 10 
Ae. 26LA85 100 2 29DP97 100 a 26LC24 10 
Ye" 26LA86 100 #10-32 Thread, 1" Drive {" 5WFEO 10 
Vy, 26LA87 100 Ae. 26LE45 100 14%" 5WFE1 10 
7p" 26LA88 100 Ye" 5WFAO 100 1%" 5WFE2 10 
Sa" 26LA89 100 Ae 26LE46 100 13/4" 5WFE3 10 
ii 26LA90 100 VY," 5WFA1 100 2" 22TY17 10 
#4-40 Thread, 4c" Drive 78" 5WFA2 100 24" 26LC25 10 
Ae. 5WEX3 100 5/4 5WFA3 100 2V2" 22TY18 10 
Yq 5WEX4 100 Pe 5WFA4 100 3 2WB39 5 
Ae. 5WEX5 100 ik 5WFA5S 100 3" 26LC26 a] 
Ye" 5WEX6 100 1%" 5WFAG6 100 4" 26LC27 a 
“Ae. 29DP95 100 1%" 5WFE6 100 ¥s"-11 Thread, 4s" Drive 
Vy," 5WEX7 100 13/4" 26LE4/ 100 il 26LC28 10 
7p" 5WEX8 100 2. 26LE48 100 14%" 26LC29 10 
Sa" 26LA91 100 24" 26LE49 100 1%" 26LC30 10 
1" 26LA92 100 Y4"-20 Thread, 52" Drive 13/4" 26LC31 10 
#5-40 Thread, a" Drive 7g" 5WFA7 100 2. 26LC32 5 
Yq 26LA93 100 VY" 5WFA8 100 24 26LC33 
Ae. 26LA94 100 7%" 5WFAS 100 ZV" 26LC34 a 
Ye" 26LA95 100 5/4" 5WFCO 100 3. 26LC35 5 
VY," 26LA96 100 Pe 5WFC1 100 3% 26LC36 5 
7s" 26LA97 100 1" 221X97 100 4" 26LC37 5 
Ja" 26LA98 100 1%" 221X98 100 ¥4"-10 Thread, 12" Drive 
i 26LA99 100 1%" 221X99 100 1%" 26LC38 a 
#6-32 Thread, a" Drive 134" 22TY01 100 1 26LC39 a 
V4 5WEX9 100 2. 26LC12 50 134" 26LC40 5 
Ae. 5WEYO 100 2a 22TY02 50 2. 26LC41 a 
Ye" 5WEY1 100 Y4"-28 Thread, %2" Drive 2V2" 26LC42 5 
Ae. 5WEY2 100 Ye" 26LE50 100 cy 26LC43 5 
Y," 5WEY3 100 VY," 26LE51 100 3 26LC44 5 
Ye" 5WEY4 100 7" 26LE52 100 4 26LC45 5 
Ya" 5WEY5 100 fa" 26LE53 100 
Ze 26LC01 100 Pe 26LE54 100 
iu 5WEY6 100 1" 26LE55 100 
1%" 26LC02 100 14%" 26LE56 100 
1%" 26LC03 100 1%" 26LE5/ 100 
13/4" 26LE58 100 
zZ 26LE59 90 
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Metric Alloy Steel Flat-Head Cap Screws 


A2 Stainless A4 Stainless 
Steel Plain Steel Plain 
Item Pkg. Item Pkg. 
Length No. Oty. No. Qty. 
M2-0.40 Thread, 1.3mm Drive 
8mm — — 6DV38 10 
10mm — — 6DV39 10 
demi — — 6DV40 10 
16m — 6DV41 10 
M3- 0 50 Thread, 2mm Drive 
6mm — 6DV42 50 
8mm — — 6DV43 100 
10mm — — 6DV44 100 
12mm — — 6DV45 100 
14mm | 38DZ75 ~=—50 — — 
16mm — — 6DV46 100 
20mm — — 6DV47 100 
2omm — — 6DV48 50 
30mm | 6DV87 50 — — 
40mm | 38DZ76 ~—50 —_— 
M4-0.70 Thread, 2 sUmm Dive” 
6mm 6DV49 100 
8mm — — 26LF84 50 
10mm — — 26LF85 50 
12mm — — 26LF86 50 
14mm | 38DZ77 ~—s50 — — 
16mm — — 26LF87 50 
18mm | 26LF48 = 50 — — 
20mm — — 26LF88 50 
25mm — — 6DV55 20 
30mm — — 6DV56 10 
40mm | 29DJ60 50 29DK20 50 
45mm | 6DV98 50 — — 
50mm | 26LF51 = =50 — — 
M5-0.80 Thread, smm Drive 
8mm 26LF89 50 
10mm — — 26LF90 50 
12mm — — 38EC03 50 
16mm — — 26LF91 50 
18mm | 6DY15 50 — — 
20mm | 26LF55 50 26LF92 50 
25mm | 26LF56 50 38EC04 50 
30mm | 29DJ62 = 50 26LF93 50 
ayn 26LF5/ =—-50 26LF94 50 
60m 38DZ/8 = 50 — — 
M6-1. “00 Thread, 4mm Drive 
8mm 6LF58 50 26LF95 50 
10mm | 26LF59 50 26LF96 50 
12mm | 26LF60 50 26LF97 50 
14mm 6DY26 50 — — 
16mm 26LF61 50 26LF98 50 
18mm | 38DZ79 50 — — 
20mm | 26LF62 50 26LF99 50 
25mm | 26LF63 50 38EC05 50 
30mm | 29DJ63 = 50 26LG01 50 
35mm | 29DJ64 50 26LG02 50 


A2 Stainless A4 Stainless 

Steel Plain Steel Plain 

Item Pkg. Item Pkg. 
Length No. Oty. No. Qty. 
40mm | 26LF64 50 26LG03 90 
50mm _| 26LF65 _50 29DK21 50 
somm_| 38DZ80 _50 _ —_ 
60mm — — 26LG04 50 
M8-1.25 Thread, 5mm Drive 
12mm  26LF66 50 26LG05 90 
14mm 6DY40 29 — — 
16mm  26LF67 ——+50 26LG06 90 
20mm | 26LF68 50 26LG07 90 
29mm | 26LF69 50 26LG08 90 
30mm | 26LF70 50 26LG09 90 
35mm | 26LF71 50 6DV75 5 
40mm | 26LF/2 ~=50 38EC06 90 
90mm | 26LF73 ~—50 38ECO/ 90 
comm | 38DZ81 —50 —_ — 
M10-1.50 Thread, 6mm Drive 
16mm | 29DJ65 50 26LG10 90 
20mm | 26LF74 50 26LG11 50 
25mm | 26LF75 50 38EC08 90 
30mm | 26LF76 50 26LG12 50 
40mm | 26LF77 = 25 29DK22 = 25 
45mm | 38DZ82 = 25 _ _ 
50mm | 26LF78 25 29DK23 = 25 
sd5mm | 38DZ83_ 25 _ _ 
80mm | 38DZ84 =. 25 _ _ 
90mm | 38DZ85 =. 25 _— _ 
120mm) 38DZ86 = 25 _— — 
M12-1.75 Thread, 8mm Drive 
20mm | 29DJ66 25 26LG13 = 25 
25mm | 26LF79 = 25 38EC09 20 
30mm | 29DJ67 =—25 26LG14 = =25 
40mm | 26LF80 25 29DK24 = 25 
45mm | 38DZ87 = 25 _— _— 
50mm | 26LF81 = 25 26LG15 20 
90mm | 38DZ88 _10 — _— 
100mm) 38DZ89 __—10 _ — 
M16-2.00 Thread, 10mm Drive 
30mm | 26LF82 = 10 — —_— 
90mm | 26LF83 —s-10 _— — 


70mm _| 38DZ90_ —10 _ 
M20-2.50 Thread, 12mm Drive 
50mm | 38DZ91_ ~—s 10 _— 


SMALL PART, BIG PROBLEM 
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Metric Alloy Steel 


FASTENERS 
Socket Head Cap Screws 


Button-Head Cap Screws 


Meet ISO 7380 standards. 


Class 10.9 A2 Stainless 
Steel Black Oxide Steel Plain 

Item Pkg. Item Pkg. 
Length No. Qty. No. Qty. 
M2-0.40 Thread, 1.3mm Drive 
3mm 6EB89 10 — — 
4mm 6EB90 10 — — 
6mm | 6EB91 10 — _ 
12mm)\ 6EB92 10 — — 
M2.5-0.45 Thread, 1.5mm Drive 
3mm | 6EB93 10 — 
6mm | 6EB94 10 — —_ 
12mm)\  6EB95 10 _ — 
M3-0.50 Thread, 2mm Drive 
5mm | 6EB96 90 _ _— 
10mm — — 6EB15 100 
14mm BEET 100 6EB1/ 100 
35mm — 6EB21 100 
40mm — 6EB22 25 
M4-0.70 Thread, 2.50mm Drive 
14mm|  6EE19 100 6EB2/ 50 
20mm — — 6EB29 50 
40mm — — 6EB33 25 
50mm — — 6EB34 10 
M5-0.80 Thread, 3mm Drive 
14mm} _6EE30 100 6EB38 90 





Alloy Steel Low Head Cap Screws 


= Black oxide finish 


Meet ASTM A574, ASME B18.3 standard. 


GA 
Item Pkg. 
L No. Qty. 
#8-32 Thread Size es" Drive Size 
3" 1AYK7 100 
3" 5YPX4 100 
YA" 1AYK8 100 
YA" 5YPX5 100 
3/4" 1AYK9 100 
4" 5YPX6 100 
1" 1AYL1 100 
1" 5YPX7 100 
#10- 24 jiread Size 32" Drive Size 
1AYL2 100 
#10- ot Thread Size %2" Drive Size 
3" 5YPX8 100 
YA" 1AYL3 100 
#10-24 Thread Size %2" Drive Size 
YA" 5YPX9 100 
3/4" 1AYL4 100 
#10-24 Thread Size %2" Drive Size 
3/4" 5YPY0 100 
#10-32 Thread Size 2" Drive Size 
3" 1AYL5 100 
#10-32 Thread Size %2" Drive Size 
YA" 1AYL6 100 
¥" 1AYL7 100 
3/4" 1AYL8 100 
¥4"-20 Thread Size 2" Drive Size 
3" 1AYL9 100 
3" 5YPY1 100 
YA" 1AYN1 100 
yy," 5YPY2 100 
ye" 1AYN2 100 
7" 5YPY3 100 
3/4" 1AYN3 100 
3/4" 5YPY4 100 
il 1AYN4 50 
1: 5YPY5 100 


Class 10.9 A2 Stainless 
Steel Black Oxide Steel Plain 
Item Pkg. Item Pkg. 
Length No. Oty. No. Qty 
18mm}! 6EE32 100 — — 
20mm — — 6EB40 50 
22mm, 6EE34 100 — — 
60mm — — 6EB46 10 
M6-1.00 Thread, 4mm Drive 
8mm 6EE40 100 — — 
10mm|_ 6EE41 100 — — 
12mm| 6EE42 100 6EB49 50 
14mm), 6EE43 100 —_— _— 
16mm| 6EE44 100 — — 
18mm!  6EE45 50 — — 
20mm) 6EE46 100 — — 
22mm) 6EE4/ 50 — — 
30mm} 6EE49 100 — _— 
M8-1.25 Thread, 5mm Drive 
18mm|  6EE60 50 — —_— 
M10-1.50 Thread, 6mm Drive 
18mm|  6EE73 a] — — 
M12-1.75 Thread, 8mm Drive 
16mm}!  6EE81 5 — — 
45mm — — 6EB85 5 
55mm — — 6EB87/ 3 
60mm — — 6EB88 3 
GA 
Item Pkg. 
L No. Oty. 
Ye'-18 Thread Size %2" Drive Size 
YA" 1AYN5 50 
YA" 5YPY6 100 
4" 1AYN6 25 
¥4" 5YPY7 100 
i 1AYN7 25 
iM 5YPY8 100 
1Y%" 1AYN8 25 
1%" 5YPY9 100 
1," 1AYN9 25 
Ye'-18 Thread Size “c" Drive Size 
1," 5YPZ0 100 
¥4"-16 Thread Size +16" Drive Size 
YA" 1AYP1 25 
yp" 5YPZ1 100 
3/4" 1AYP2 25 
3/4" 5YPZ2 100 
1 1AYP3 25 
ili 5YPZ3 100 
1Y%" 1AYP4 20 
14%" 5YPZ4 100 
1," 1AYP5 25 
1," 5YPZ5 100 
Y2"=13 Thread Size 14" Drive Size 
1" 1AYP6 10 
I 5YPZ6 50 
14," 1AYP8 10 
1Y%," 1AYP7 10 
1Y%4" 5YPZ7 50 
1" 5YPZ8 50 
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FASTENERS 
Socket Head Cap Screws 





Made In Made In Made In 
18-8 Stainless Alloy Steel North America 18-8 Stainless Alloy Steel North America 18-8 Stainless Alloy Steel North America 
Steel Plain Black Oxide | Steel Black Oxide Steel Plain Black Oxide | Steel Black Oxide Steel Plain Black Oxide | Steel Black Oxide 
Item —— Pkg. Item Pkg. Item Pkg. Item — Pkg. Item Pkg. Item Pkg. Item —— Pkg. Item Pkg. Item Pkg. 
Length} No. Qty. No. Qty. No. Qty. Length} No. Qty. No. Qty. No. Qty. Length No. Qty. No. Qty. No. Qty. 
#0-80 Thread, 0.035" Drive 3" 2WB61 100, 1BU41 100) OSYPP1 100 32" _— — | 29DL64 25 — — 
Ye" | 26LE87 100 29DL76 100 _ — ves 2WB63 100) 1BU43 100) SYPP2 ~~ 100 Vq"-28 Thread, 2" Drive 
Ye | 26LE88 100 29DL77 100 _— — Ye" 2WB64 100 1BU45 100) SYPP3 100 Ya" — = 1BY57 50 — = 
Ys" | 26LE89 100 29DL78 100 — — 74" 2WB65 100) 22TY23 ~~ 100 — — ¥" — — 1BY59 100 | SMJY1 ~~ 100 
Ye | 26LE90 100 29DL79 100 —_— — Re 2WB66 100 | 22TY24 100 —_ — ye —_ — 1BY61 100 | SMJY2 ~~ 100 
¥s" | 26LE91 100 | 29DL80 100 — — ilk 2WB67 100) 22TY25 ~~ 100 — — ye" — — 1BY63. 100 | SMJY3 100 
Yo" | 26LE92 100 29DL81 100 _— — 1%" | 26LE76 100 | 22TY26 100 — — ¥4" _— — 1BY65 100 | SMJY4 ~~ 100 
#1-64 Thread, 0.050" Drive 1%" | 22TY45 100 | 22TY27 ~~ 100 _— — 1" — — 1BY67 100 | SMJY5~ 100 
¥s" | 26LE61 100 — = — = 2" — — | 29DL62 100 — — 1% _— — | 22TZ22 100 — = 
Yo" | 26LE62 100 29DL49 100 _— — #8-32 Thread, 32" Drive 2 26LF04 50 | 29DL90 50 — = 
Ys" | 26LE63 100 | 29DL50 100 —_ — ¥e' | 2WB69 100 1BU56 100 —_ _ ¥i6"-18 Thread, 6" Drive 
#1-64 Thread, ¥" Drive VY," 2WB70 100, 1BU58 100) SYPP4 100 ¥" 26LE82 100 | 1BY/1 100 | SMJY6 ~~ 100 
37" — — | 29DL48_ 100 — = Ye’ | 2WB71 100 1BU60 100 — — Yo" | 22TY54 100 | 1BY73 100) SMJY7 ~~ 100 
#1-72 Thread, 0.050" Drive ¥e" 2WB72 100) 1BU62 100) SMJW2 ~~ 100 ¥" | 22TY55 100 | 1BY75 100} SMJY8 — 100 
Ye" | 26LE93 100 —_— = — = Ve 2WB73 100) 1BU64 100) SMJW3 ~~ 100 Ys" | 22TY56 100 | 1BY76 100} SMJY9 ~~ 100 
%e' | 26LE94 100 29DL83 100 — — 7" 2WB74 100) 1BU66 100) SMJW4 = 100 is 26LE83 100 | 1BY78 100} 5SMJZO 100 
Ys" | 26LE95 100 29DL84 100 —_— — 74" 2WB75 100, 1BU68 100) SMJW5 ~~ 100 i 22TY5/) = 50 | 22TW52 50 5MJZ1  ~=100 
Ye | 26LE96 100 29DL85 100 — — ZI" 2WB76~~=‘100 _— — _— = 1%" | 22TY58 50 1BY82 30 _— — 
¥s" | 26LE97 100 | 29DL86 100 —_— — 1" 2WB77 100 1BU70 100) SYPP5 ~~ 100 1%" | 22TY59 50 1BY84 50 — = 
Yo" | 26LE98 100 | 29DL87 100 — _ 1%" | 26LE78 100 | 22TY28 100 — — 1%" | 22TY60 50 — — _— = 
¥" | 26LE99 100 _— _ _— — 1%" | 2WB78 100 22TY29 100 —_— — 2" 22TY61 50 22TY37 ~=—50 — — 
Ys" | 26LFO1 100 | 29DL89 100 —_— — 2" —_— — | 22TY30 100 — — 24" — — SMYJ6 20 —_— — 
1%" — — | 29DL88 100 _— — #10-24 Thread, ¥" Drive 2¥2" _— = 5MYJ7 25 —_ — 
#2-56 Thread, 0.050" Drive YA" 2WB79 100, 1BU78 100) SYPP6 ~~ 100 Yi6"-24 Thread, %c" Drive 
Us 2WB40_—=—:100 1BE80 §=100 —_ — 3" 2WB81_~—: 100 — = SYPP7 ~= 100 ¥" | 29DR05 100 | 1BY92 100; SYPRO 100 
Ye’ | 2WB41~ 100 1BE82 100 _ — ye 2WB82 100 | 1BU82 100) SMJW6 100 Yo" | 29DR06 100 | 1BY94 100 | 5MJZ2 100 
Ya" 2WB42~ =: 100 1BE84 = 100 —_ — ¥" | 26LE79 100 | 1BU84 100 | SMJW7_ 100 Ye" _— — 1BY96 100 | 5MJZ3 100 
Ye | 2WB43 100 1BE86 = 100 — — yf" 2WB84 100, 1BU86 100) SMJW8 ~~ 100 ya" _— — 1BY98 100 | 5MJZ4 ~~ 100 
37" 2WB44_—100 1BE88 100 _— — Ze" 2WB85 100 1BU8&8 100) SMJW9 ~~ 100 la 29DRO7 50 | 22TW75 50 — = 
ye" 2WB45__—s100 1BE90 ~=©100 —_— = 1" 2WB86 100, 1BU90 100) SMJXO ~~ 100 144" — — 5MYJ8 50 — = 
ye" 2WB46 100, 29DL51 100 — = 1%" | 2WB87 100 |) 22TY31 ~~ 100 — = 1%" | 29DR08 50 _— — —_— = 
Ys" | 22TY44 100 | 29DL52 100 —_ — 1%" | 22TY46 100 | 22TY32 100 — — ¥e"-16 Thread, 72" Drive 
1" 29DP79 100 | 29DL53 100 _— — 1%" | 26LE81 100 — — _— — Yo" | 22TY62 50 22TY38 50 5MJZ6 50 
#3-48 Thread, 4c" Drive 2 22TY47 100 | 22TW51 ~~ 100 _— — 7" _— — | 22TY39 50 oMJZ7 50 
He | 26LE64 100 1BE92 100 —_ = #10-32 Thread, Ys" Drive Ys" | 22TY63 50 22TY40 ~=50 oMJZ8 50 
Ys" | 26LE65 100 1BE93 = 100 — — V4" 2WB90 100, 1BU98 100) 5SYPP9 100 7 —_— — | 22TY41 50 5MJZ9 50 
Ye | 26LE66 100 29DL54 100 —_ — Ye’ | 2WB91 100 1BY10 = 100 — — 1" 22TY64 50 1CA22 50 SMKAO 50 
¥e" | 26LE67 100 1BE95 100 — — yp" 2WB92 100, 1BY12 ~~ 100 —_ = 1%" | 22TY65 50 1CA24 50 SRVN4 50 
Yo" | 26LE68 100 | 29DL55 100 —_ — —_ — SRVN5 = 100 — — 1%" | 22TY66 25 | 22TW54 = 25 — = 
Ye" — — | 29DL56 100 —_— = ve 2WB94 100, 1BY14 100) SMJX1 ~~ 100 1%" | 22TY67 = 25 —_ — —_— = 
Ys" | 29DP81 100 | 29DL57 100 — — Ye" 2WB95 100, 1BY16 100) SMJX2 ~~ 100 2" 22TY68 25 | 29DL65 25 — — 
1" 29DP82 100 | 29DL58 100 —_ — 5a" 2WB96 100, 1BY18 100) SMJX3 ~~ 100 24" _— — | 29DL66 25 — — 
#4-40 Thread, “c" Drive ZR 2WB97 100, 1BY20 100) SMJX4 ~~ 100 2¥2" | 29DP84 25 | 29DL67 25 — — 
¥," 2WB48 100, 22TY19 100 —_ — 1" 2WB98 100, 1BY22 100) SMJX5 ~~ 100 294" — = 1CA36 20 _— — 
Ye’ | 2WB49 100 1BE99 100) SYPN6 100 1%" | 2WB99 100 | 22TZ19 100 _ — 3 22TY69 10 SMYK2 = 25 _— — 
VY," 2WB50 100, 1BU11 100) SYPN7 ~~ 100 1%" | 22TZ25 100 | 22TZ20 100 — — ¥g"-24 Thread, 72" Drive 
Ye | 2WB51 100 1BU13~ = 100 — = 1%" | 26LFO2 100 | 22TZ21 100 — — Y," —_ — | 227223 50 SRVN6 950 
3" 2WB52 «100 | +1BU15 100) SYPN8 ~~ 100 2" 26LF03 100 | 22TW68 100 _ = ¥4" _— — | 22TZ24 50 ONTP1 50 
‘/s' | 2WWB53 100  29DL59 100 _— — 1%:"-16 Thread, 72" Drive 1" _ — 1CA43 50 5YPR2 50 
VY," 2WB54 100, 1BU17 100) SYPN9 100 13%" — = 1CA28 20 — = 1%" _— = SMYK3 —50 —_— — 
ye" 2WB55 100 1BU19 ~~ 100 — = Yq"-20 Thread, 42" Drive Yo"-13 Thread, ce" Drive 
Jf" 2WB56 100, 22TY20 ~~ 100 — = V4" _— = 1BY31 50 — — ¥4" — — | 22TW56 ‘10 — = 
| 29DP83 100 | 22TY21 100 _— — ¥e" 3AXA4 100 | 1BY33 100 |} SMJX6 ~~ 100 Li 22TY70 10 | 22TW57 ~~ 10 5SMKA1 25 
ia 2WB57 100) 22TY22 ~ = 100 —_ — Ww 3AWZ2 100, 1BY35 100) SMJX7 ~~ 100 1%" | 22TY71 10 | 22TW62 ~~ = 10 SMKA2 25 
#5-40 Thread, a" Drive Ye" SAWZ4 100 1BY37 100) SMJX8 ~~ 100 1%" | 22TY72 10 | 22TW63 ~~ 10 SMKA3 25 
Ys" | 26LE69 100 1BU27 ~~ 100 — = 37" 3AWZ1 100, 1BY39 100) SMJX9 ~ 100 1%" | 22TY73 10 1CA55 10 — = 
¥s" | 26LE71 100 | 1BU29 100 — = 7" SAWZ6 100) SMYJ2 100) SMJYO 100 Z 26LE84 10 | 29DL68 10 SMKA4 = =25 
Yo" | 26LE72 100 | 1BU31 100 —_ — 4" 22TY50 100 | 1BY43 ~~ 100 — — 2%" | 26LE85 10 | 29DL69 10 _— — 
¥" | 26LE73 100 — — —_— — — — 5YPP8 50 — — ch 26LE86 35 29DL70 5 —_— — 
Ys" | 26LE74 100 | 29DL60 100 —_ — 1%" | 22TY51 100 | SMYJ3 50 — = ¥e"-11 Thread, ¥" Drive 
1" 26LE75 100 | 29DL61 100 — — 1%" | 22TY52 100 | 29DL63 100 — = ig — — | 29DL71 10 — — 
#6-32 Thread, a" Drive 1%" | 22TY53 100 | SMYJ5 50 — = 1 4" — _ 1CA63 10 SNTP3 25 
¥' _ — 1BU33 50 _ = 2 3AWZ5 50 1BY51 50 _ — 1%" _ — | 29DL72 10 5NTP4 25 
%e' | 2WB58 100 1BU35 100 —_ 2 V2" —_— — | 22TY33 50 — _ 2 —_ — | 29DL73 4] ONTPS 20 
V4" 2WB59 100 1BU37 100) SYPPO 100 S — — 1BY55 25 —_— — 2Y" — — | 29DL74 5 — — 
Ye | 2WB60 100 1BU39 = 100 _— oh _— — | 29DL75 2) — = 
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Alloy Steel Button-Head Cap Screws 


=» Meet ASME B18.3 and ASTM standards 
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Shoulder Screw Information 
Also called stripper bolts or shoulder bolts, shoulder screws are used frequently in pulleys and linkages. They also function as precision spacers or guide screws. 


SHOULDER SCREW TYPES Standard (Knurled Head) SPECIAL VARIATIONS 


Both types of shoulder screws are reusable and come inISO = Dimensions meet ASME standards Hex Head 
metric and USS measurements. for inch sizes and ISO standards for 
metric sizes. Shoulder dia. toler- j 
ances: -0.002" to -0.004". Suitable Self-Locking 

for use in machinery and other criti- | Anylon patch on screw threads bonds with the mate- 
cal mechanical applications. Screws __ rial being fastened to hold the screw firmly in place 
feature a hex socket drive. and prevent loosening from vibration. Not reusable. 


Allows easy tightening with an adjustable wrench. 


Precision (Smooth Head) 

Manufactured with more-exacting tolerances. Hex socket drive 
allows high-torque wrenching. Slotted drive permits deeper 
access in hard-to-reach places where a hex key can't reach. 


Phillips drive provides excellent torque control. 
SHOULDER SCREW DIMENSIONS 
Standard 


Shoulder Dia. Vg. 7/32" Vie. 732" Yq" Ae 3g" x 4" 
Thread Size #4 #6 #8 #8 #10 Y-20 16-18 Yo-13 ¥g-11 
Drive Size Yes Yo" ¥32" 332" Yer 32" Ae Ae x" 
Thread Length Y32" Ve Ve. Vie. Yq" Ae Yo Yq" Us 

Head Dia. Va" Yo" Ae Ae Ys" Ae Ae i Us ile 
Head Height Vg. Ve Y2" 32" Vie. 732" Yq ¥g" Yo 
Metric 
Shoulder Dia. 3mm 4mm 5mm 6mm 8mm 10mm 12mm 16mm 20mm 24mm 
Thread Size M2 x .40 M3 x .50 M4 x .70 M5 x .80 M6 x 1 M8x1.25 M10x1.5 M16 x 2 M20 x 2.5 
Drive Size 2mm 2mm 2.5mm 3mm 4mm 5mm 6mm 10mm 12mm 
Thread Length omm 7mm 9.5mm 11mm 13mm 16mm 22mm 2/mm 
Head Dia. 5mm 6mm 9mm 10mm 13mm 16mm 18mm 30mm 36mm 
Head Height 2mm 3mm 4mm 45mm 5.omm 7mm 9mm 14mm 16mm 











Shoulder Item Pkg. Shoulder Item Pkg. Shoulder Item Pkg. 
Length Brand No. Qty. Length Brand No. _ Qty. Length Brand No. _ Qty. 
Yq" Shoulder, 10-24 Thread 3%"  Fabory 1CB50 5 6mm Shoulder, 
VY," Fabory 1CA69 25 4" Fabory 1CB52 95 M5x0.80mm Thread 
3" Fabory 4XY17 25 4M" Fabory 1CB54 5 10mm_Fabory 6EU11 5 
Y," Fabory 4XY18 25 4¥" Fabory 1CB56 5 12mm_ Fabory 6EU13 5 *,, 
%" __Fabory 1CA71 25 4¥s" _Fabory 10B58 5 16mm__Fabory 6EU15 5 RAINGER ‘ 
Ys Fabory 4XY19 25 5° Fabory 1CB60 5 20mm__Fabory 6EU17 5 & FA BORY * reyrycnaincen AMCAR 
as Fabory 1CA73 10 9%" Fabory 1CB62~ 1 60mm GA 6EU28 5 
1%" ~ Fabory 31KG26 10 6" Fabory 1CB64 1 8mm Shoulder, M6x1mm Thread 
1%"  Fabory 1CA75 10 ¥s" Shoulder, 12-13 Thread 12mm_ Fabory 6EU30 5 
2" Fabory 1CA77 10 1%" ~~ Fabory 31KG90 5 16mm_ Fabory 6EU31 5 Alloy Steel Shoulder Screws 
2¥"Fabory 1CA79 10 1%" Fabory 1CB66 1 20mm _Fabory GEU32_—_5 = Hex socket drive 
2%" _Fabory 1CA81_ 10 1%"  Fabory 1CB68 1 25mm _ Fabory 6EU33 5 ; : 
3° Fabory 1CA83 10 2° Fabory 1CB70 1 30mm Fabory 6EU34_ 5 + ©” ‘'hread class: 3A standard, Sg6g metric a 
Ae" Shoulder, “4-20 Thread 2%" Fabory 1CB72 ~~ 1 40mm Fabory 6EU36 5 = Tensile strength: 140,000 psi standard, 159,500 psi metric 
p Fabory 4XY24 10 2% Fabory 1CB/76 1 10mm Shoulder, , T : 
7 Fabory 41CA89_ 10 3° Fabory 1CB78 1 M8x1.25mm Thread =» Shoulder length tolerance: +0.005" standard, +0.25mm metric 
eo oman eran edie Meme pices meet lb) f272 
Zz Fabory 1CA94 5 334" Fabory 1CB84_ = 1 25mm _ Fabory 6EU45 5 Notes: Additional dimensional information, self-locking screws with nylon patch, and 
2¥s" _Fabory 1CA96 5 4" Fabory 1CB86 1 30mm __Fabory 6EU46 5 additional sizes are available on Grainger.com®; search for "shoulder screws." 
24%" Fabory 1CA98 5 4Y%" Fabory 1CB88 1 40mm _ Fabory 6EU48 5 : 
3" han 1CB10. 5 A zum 1cB90. 1 S0nim Fabory 6EU50 5 Metric are 12.9 alloy steel; due to undercut between shoulder and thread, be sure to 
94" Shoulder, 546-18 Thread 49;°  Fabory 1CB92 1 60mm  Fabory 6EU52 5 lower the tightening torque normally used for Class 12.9 screws. 
Ya" Fabory 1CB12 10 a Fabory 1CB94_ 1 80mm _ Fabory 6EU54 5 ; ; . ; 
ye  Fabory 31KG27 10 5¥e"  Fabory 1CB96 1 12mm Shoulder, tke Rea Pha ge ee Pha 
Ye’ ‘Fabory 31KG28 10 6 __Fabory _1CB98_ 1 M10x1.50mm Thread Length Brand No. Oty. Length Brand No Oty. 
%  Fabory 31KG29 10 ¥," Shoulder, 56-11 Thread 16mm __Fabory GEUS7__5 Ya" Shoulder, 10-24 Thread 25" GA BYPH1 25 
yi" Fabory 31KG30 10 ye" Fabory 1CE10 1 20mm __Fabory 6EU58 5 A GA 5YPC9 25 3 GA 5YPH2 25 
7% Fabory 1CB16 10 ¥;"  Fabory 1CE12 1 25mm Fabory 6EU59 5 y GA 5YPD0 25 3 yi GA 5YPH3 25 
ia Fabory 31KG31 10 ih Fabory 1CE14_ 1 30mm _ Fabory GEU60 5 % GA 5YPD1 25 3h GA 5YPH4 25 
1%" ~~ Fabory 31KG32 10 1%" ~~ Fabory 1CE16 1 40mm _ Fabory 6EU62 5 ii ae ayeDz ee ue a aru ee 
Vo" i" 4 
1 A Fabory 31KG33 10 1 a Fabory 1CE18 1 os0mm__Fabory 6EU64 5 A GA BYPD5 05 Tir GA BYPH7 35 
1% Fabory 31KG34 10 1% Fabory 1CE20 1 60mm __Fabory G6EU66 5 Be" sh Ider. ¥s-20 Thread ay," GA 5YPH8 10 
2° Fabory 31KG35 10 2° Fabory 1CE22__1 70mm Fabory GEU67 5 Re eA BYPDT 25 si Gh BYPJ0 10 
2%" Fabory 1CB18 5 24s" Fabory 1CE24 1 16mm Shoulder, aA GA 5YPD8 25 54" Shoulder, ¥-13 Thread 
2%" _Fabory 31KG36 5 2¥" _Fabory 1CE26_ 1 M12x1.75mm Thread Ti" GA BYPE? 5 Ti" GA BYPJ1 5 
2%" Fabory 1CB20 5 2%" Fabory 1CE28~ 1 30mm _ Fabory 6EU72 5 TH" GA BYPE3 5 Ty" GA BYP J2 5 
3 Fabory 1CB22 5 Sh Fabory 1CE30 1 35mm GA  6EU73 5 yu GA 5YPE4 05 Ti" GA 5YPJ3 05 
3%; Fabory 1CB24 5 34%," Fabory 1CE32~ 1 90mm__Fabory 6EU75 5 ¥e" Shoulder, 6-18 Thread 2 GA oYPJ4 20 
3%"  Fabory 1CB26 5 3%" Fabory 1CE34_ 1 70mm _ Fabory 31KG14 2 x3 GA 5YPE5 25 2 VA" GA 5YPJ5 25 
3%" Fabory 1CB28 5 3%" Fabory 1CE36 1 80mm__Fabory 31KG15 2 fe, GA OYPE6 25 oe GA SYPJ6 25 
4° Fabory 1CB30 5 4° Fabory 1CE38 1 20mm Shoulder, ua a — pire a a ee 
4%" Fabory 1CB32 5 4%" Fabory 5MXV9 1 M16x2mm Thread 7 on 
. 1 GA oYPES 20 3% GA oYPKO 20 
5 Fabory 1CB34 5 4% Fabory 5MXWO 1 80mm __Fabory 31KG19 2 Ti; GA BYPFO 05 33; GA 5YPK1 5 
6" Fabory 1CB36 5 4¥;"___Fabory 5MXW1 1 100mm_Fabory 31KG20_ 2 TH" GA 5YPF1 25 a GA 5YPK2 10 
¥" Shoulder, ¥-16 Thread 5" Fabory 5MXW2~ 1 24mm Shoulder, THs" GA 5YPF2 05 ay" GA 5YPK4 10 
¥%  Fabory 1CB38 5 5%" Fabory 5MXW3 1 M20x2.5mm Thread mo GA 5YPF3. 25 5 GA 5YPK6 ‘10 
ie Fabory 4XY37__—~»5 6" Fabory 5MXW4 1 50mm__Fabory 31KG22 2 24" GA 5YPF4 25 WA GA 5YPK7 ‘10 
Ye" Fabory 1CB40 5 is ae ¥o-10 Thread 90mm__Fabory 31KG24_ 2 As af avere 5 A Shoulder, He-1t Treat 4 ” 
zy" 4 2 
ie papory he 2 a 3" GA 5YPF725 ty" GA 5YPLO10 
y eee 3" GA BYPF825 rh GA 5YPL110 
1%" Fabory 31KG42 5 24%" _Fabory 31KG98_ 1 q" CA BYPGO 5 A GA BYPL3 10 
1%" Fabory 31KG43 5 3" ___Fabory 31KG99_ 1 ve Pimniies %-16 Thread 274" GA 5YPL4 _—10 
1%" Fabory 31KG44 5 3%" Fabory 31KHO1 1 GA 5YPG1 25 3" GA 5YPL5 10 
2" Fabory 31KG86 95 4" Fabory 31KH02 1 os GA ByPG? 20 34 GA oYPL6 10 
24%" Fabory 31KG87 5 a: Fabory 31KH03 1 a" GA 5YPG3 20 oe GA 5YPL7 10 
2%" Fabory 31KG88 5 6" _ Fabory 31KHO4 1 1 GA OYPG4 25 374" GA OYPL8_ 10 
2%" Fabory 1CB44 5 i GA 5YPG5 29 4 GA 5YPL9 10 
ai Fabory 31KG89 5 1% GA 5YPG6 20 4V4 GA oYPNO 10 
i 144" GA 5YPG/ 20 AV," GA 5YPN1 10 
3%" __Fabory 1CB46_5 o GA 5YPG8 25 ay" GA 5YPN2_10 
32" __Fabory 10B48__5 2V5" GA BYPG9 25 5" GA 5YPN3___10 
A GA oYPHO 20 vA GA oYPN4 10 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2123 


Scan. Order. Done. 
Details on page A1. 


FASTENERS 
Shoulder Screw 


Find more information, including additional dimensions on page 2123. 





18-8 Stainless Steel Precision Shoulder Screws 


Closer tolerances permit use in critical 
applications that require greater precision. 
Undercut beneath the head lets screws 
mount flush to surface. 

Note: 416 SS precision shoulder screws, additional 


dimensional information, and additional sizes are 
available on Grainger.com®. Search for “shoulder 





= Tensile strength: 90,000 psi 
inch, 80,000 psi metric 

= Thread class: 2A 

= Shoulder length tolerance: +0.002" 
inch, +0.050mm metric 

= Shoulder dia. tolerance: +0.000/-0.001" 


Hex Socket Drive 





Slotted Drive 


Phillips Drive 








screws." 
Item Pkg. Item Pkg. Item Pkg. 
Shoulder Length _Drive Type No. Qty. Shoulder Length Drive Type No. Qty. Shoulder Length Drive Type No. Qty. 
Ye" Shoulder, 4-40 Thread ie" Shoulder, “4-20 Thread 1ocnin Hex Socket 25L5/6 1 
yy! Hex Socket 6JU88 10 Slotted 6JU70 5 Hex Socket 31KG52 5 
: Phillips 6JY80 10 Yq Hex Socket 6JY47 5 Hex Socket 25L577 1 
Slotted 6JU24 10 Phillips 6KA29 a] 16mm Slotted 6KB81 i] 
V6" Hex Socket 6JU89 10 5/46! Hex Socket 6JY49 5 Hex Socket 6KE36 5 
Phillips 6JY82 10 Ve Phillips 6KA30 5 Hex Socket 25L5/8 1 
yj! Slotted 6JU25 10 yy! Slotted 6JU72 a 20mm Hex Socket 31KG54 3] 
: Hex Socket 6JU90 10 Hex Socket 6JY51 5 Hex Socket 6KE37 a] 
Slotted 6JU27 10 yy! Slotted 6JU73 5 95 Hex Socket 25L579 1 
yp Hex Socket 6JU92 10 : Hex Socket 6JY53 5 iad Hex Socket 31KG55 5 
Phillips 6JY87 10 7s" Hex Socket 6JY55 5 Smit Hex Socket 25L580 1 
”e" Hex Socket 6JU93 10 4" Slotted 6JU75 e] Hex Socket 31KG56 5 
A Slotted 6JU29 10 Phillips 6KA34 3 Otani Hex Socket 25L581 1 
, 2 Hex eocket 6JU94 10 x" show cer, Y4-20 yereas ; elvan : Hex Socket 31KG5/ : 
¥42" Shoulder, 6-32 Threa ex socket Hex Socket 25L582 
He" Hex Socket 6JU95 10 “i Slotted 6JU78 5 50mm Hex Socket  31KG58 5 
16" Hex Socket 6JU96 10 Hex Socket 6JY61 2 10mm Shoulder, M6x1mm Thread 
Slotted 6JU32 10 73" Hex Socket 6JY62 3 8mm Hex Socket 6KE38 a] 
Ya Hex Socket vas 10 ¥e" Shoulder, “16-18 Tread. 51084 : 10mm Hex Socket 6KE39 5 
Phillips a ; otte Slotted 6KB85 ty) 
Slotted 6JU33 10 % Hex Socket. 6JY66 5 2mm Hex Socket 6KE40 5 
V6" Hex Socket 6JU98 10 5/4" Hex Socket 6JY70 5 16mm Hex Socket 6KE41 4] 
Phillips 6JY93 a Phillips 6KA42 5) 10mm Shoulder, M8x1.25mm Thread 
ye" Hex Socket 6JU99 10 Yo" Shoulder, %2-16 Thread 8mm Hex Socket 6KE42 5 
Ae. Phillips 6JY95 4] %e' Hex socket 6JY74 ° 10mm Hex Socket 6KE43 h) 
vA Slotted 6JU36 10 4" Phillips 6KA45 5 12mm Hex Socket 6KE44 3D 
. Hex Socket 6JY11 10 3mm Shoulder, M2x0.40mm Thread 16 Hex Socket 25L583 1 
346" Shoulder, 8-32 Thread mn Hex Socket 251552 { nis Hex Socket 31KG59 5 
Vs" Slotted 6JU37 10 10m Hex socket 20L506 1 50 Hex socket 20L084 1 
: Hex Socket 6JY12 10 4mm Sioultar M3x0.50mm Thread ii Hex Socket 31KG60 5 
He! Slotted 6JU38 10 Arai Hex Socket 25L55/7 1 aii Hex Socket 25L585 1 
ie Hex Socket 6JY13 10 Slotted 6KB50 10 Hex Socket 31KG61 5 
Slotted 6JU39 10 earn Hex Socket 25L558 1 30mm Hex Socket 25L586 1 
Ya" Hex Socket 6JY14 10 Hex Socket 6KB96 5 Hex Socket 31KG62 3 
Phillips 6JY99 10 Bran Slotted 6KB52 10 40 Hex Socket 25L587 1 
He Hex Socket BIYTS 10 Hex Socket EREST : bil Hex Socket 31KG63 5 
i Hex Socket 6JY16 10 ex Socket 5L5 Hex Socket 25L588 1 
¥g a 8mm 50mm 
Phillips 6KA11 a Hex socket 6KB98 ° Hex Socket 31KG64 a 
Yo" Slotted 6JU42 10 10mm Hex socket 6KB99 y) 70 Hex socket 29L990 1 
‘ Hex Socket 6JY17 10 5mm Shoulder, M4x0.70mm Thread ical Hex Socket. 31KG66 2 
7s" Hex Socket 6JY18 10 om Slotted 6KB55 10 12mm Shoulder, M10x1.50mm Thread 
4" Hex Socket 6JY19 i] Hex Socket 6KE10 5 12mm Hex Socket 6KE47 a 
ik Hex Socket 6JY20 5 Scam Slotted 6KB56 10 Hex Socket 25L591 1 
4 V4" Slotted 6JU46 3 Hex Socket 6KE11 5 16mm Hex Socket 31KG67 a 
: Hex Socket 6JY21 a 6mm Hex Socket 6KE12 5 Hex Socket 6KE49 a 
445" Slotted 6JU47 5 8mm Hex Socket 6KE13 5 Hex Socket 25L592 1 
. Hex Socket 6JY22 3 40mm Hex Socket 25L562 1 20mm Hex Socket 31KG68 A] 
Yq" Shoulder, 10-24 Thread Hex Socket 6KE14 be) Hex Socket 6KE51 4) 
Ye" Hex Socket 6JY23 3 Hex Socket 25L563 1 95 Hex Socket 25L593 1 
He Hex Socket 6JY24 5 12mm Slotted 6KB60 10 iid Hex Socket 31KG69 5 
yj" Slotted 6JU50 10 Hex Socket 6KE15 3 30mm Hex Socket 25L594 1 
Hex Socket 6JY25 i] ‘eran Hex Socket 25L564 1 Admin Hex Socket 25L595 1 
56 Slotted 6JU51 10 Hex Socket 6KE17 5 Hex Socket 31KG71 2 
2 Hex Socket 6JY26 3 20mm Hex Socket 25L569 1 50mm Hex Socket 25L596 1 
yg" Hex Socket 6JY2/ 3 Hex Socket 6KE18 5 60mm Hex Socket 25L597 1 
es Hex Socket 6JY28 5 95mm Slotted 6KB64 5 70mm Hex Socket 31KG/4 1 
% Hex Socket 6JY29 i] Hex Socket 6KE19 2) 16mm Shoulder, M12x1.75mm Thread 
Yq Hex Socket 6JY30 a 30mm Hex Socket 25L567 1 0mm Hex Socket 25L599 1 
il Hex Socket 6JY31 5 Hex Socket 6KE20 5 Hex Socket 31KG75 1 
f Slotted 6JU5/ 3D 6mm pnouleet M5x0.80mm Thread Hex Socket 25L601 1 
1% Hex Socket 6JY32 5 4m Hex Socket 6KE21 5 40mm Hex Socket 31KG76 i 
TV Hex Socket 6JY33 i] Sm Hex Socket 6KE22 3 Sorat Hex Socket 25L602 1 
Yq" Shoulder, 10-32 Thread Bmin Slotted 6KB68 a] Hex Socket 31KG/7 1 
Slotted 6JU59 10 Hex Socket 6KE23 5 60mm Hex Socket 25L603 1 
Ye" Hex Socket 6JY34 10 8mm Hex Socket 6KE24 5 80mm Hex Socket 31KG80 1 
Phillips 6KA18 a] Hex socket 25L568 1 20mm Shoulder, M16x2mm Thread 
Slotted 6JU60 10 10mm Hex Socket 31KG45 3 40mm Hex Socket 31KG81 Z 
V6" Hex Socket 6JY35 10 Hex Socket 6KE25 5 50 Hex Socket 25L608 1 
Phillips 6KA19 5 2mm Hex Socket 251569 i nm Hex Socket 31KG82 2 
Yq" Hex Socket 6JY36 10 14mm Hex Socket 6KE27 5 60mm Hex Socket 25L609 1 
ye! Hex socket 6JY37 10 Hex Socket 25L5/0 1 70mm Hex Socket 25L610 1 
Phillips 6KA21 D 16mm Hex socket 31KG47 a 80mm Hex socket 25L611 1 
Ye" Hex Socket 6JY38 10 Hex Socket 6KE28 a 
Yo" Slotted 6JU64 10 20mm Hex Socket 31KG48 9 
78" ex Socket 4 ex Socke 
Yq" Slotted 6JU66 3 30mm Hex Socket 31KG50 AS) Fl N D M O R E O N LI N E 
Hex Socket 6JY41 9 Hex Socket 6KE31 A) se : 
Eek socks! ae ° 4omm ifm Socket 251574 Can’t find it here? 
illips 90mm ex socket . ® 
1V¢ Hex Socket 6JY43 5 8mm Shoulder, M6ximm Thread Go to Grainger.com® today to see 
: Phillips 6KA27 o 6mm hex Socket___ 6KES2 9 our full selection of over 1.7 million 
1¥" Hex Socket 6JY45 5 8mm Hex Socket 6KE33 5 : 
TOmm Hex Socket 6KE34 5 products and the services and 
solutions to help you get it done! 
2124 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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18-8 Stainless Steel Shoulder Screws VOR R HS mM Hex Socket 
= rive 
= Shoulder length tolerance: +0.005" = Shoulder dia. tolerance: -0.002" to -0.004" 
= Knurled head Hex socket drive. 
ey Item Pkg. Shoulder =item Pkg. Shoulder Item Pkg. Shoulder =item Pkg. Shoulder Item Pkg. Shoulder Item Pkg. 
Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. 
Ye" Shoulder, 4-40 Thread fa 25L248 1 Vy" 2DMF3 4 ¥e" Shoulder, “6-18 Thread 3Y4 2DMP5 2 34" 2DMW1 2 
Ve 291199 1 Ze 25L249 1 31KHO09 5 yj" 2DMJ5 4 4" 2DMP6 2 3" 2DMW2 2 
/32" 291201 1 1" 25L250 1 5/4" 2DMF4 4 i 31KH17 i] Ay," 2DMP7 2 3/4" 2DMW3 2 
cae 25L202 1 1%" 25L251 1 : 31KH10 hy) 3g" 2DMJ6 4 Ay," 2DMP8 2 4" 2DMW4 Z 
Fro 29L203 1 1%" 25L252 1 yp! 2DMF5 4 Yn" 2DMJ7 4 Ay/q" 2DMP9 2 AY," 2DMW5 2 
Ya 25L204 1 13" 25L253 1 : 31KH11 5 ¥e" 2DMJ8 4 oh 2DMR1 2 Ay," 2DMW6 2 
¥32" 29L205 1 TY 29L254 1 " 2DMF6 4 yf! 2DMJ9 4 WA 2DMR2 2 4S/a" 2DMW7 2 
Ae. 251206 1 1%" 25L259 1 31KH12 hy) i 31KH18 a] 6" 2DMR3 2 ay 2DMW8 Z 
TY32" 29L207 1 1 a 25L256 1 1¥e' 25L289 1 {" 2DMK1 2 6Y2" 291307 1 WA 2DMW9 Z 
Je" 25L208 1 25L25/7 1 11%! 2DMF7 4 31KH19 2 (és 251308 1 6" 2DMX1 2 
13/32" 25L209 1 Tea Shoulder, 8-32 Thread : 31KH13 3 41/' 2DMK2 2 WA 29L309 1 6Y" 29L316 1 
Ae. 251210 1 Ve 25L258 1 19" 25L290 1 u 31KH20 2 8" 25L310 1 is 29L317 1 
19/9" 201211 1 /32" 25L259 1 TY" 2DMF8 4 417" 2DMK3 2 ¥s" Shoulder, /2-13 Thread iA 25L318 1 
Va 291212 1 Ae. 25L260 1 1% 29L291 | : 31KH21 2 ¥;" 2DMR4 2 8" 25L319 | 
%e 291213 1 Vea 25L261 1 19/4 2DMF9 2 1%" 2DMK4 2 %e' 2DMR5 2 1" Shoulder, %4-10 Thread 
Ja" 25L214 1 Ya" 25L262 1 2. 2DMG1 2 ‘sy 2DMK5 2 a 2DMR6 2 1" 2DMX2 2 
1" 291215 1 ¥32" 25L263 1 24 2DMG2 2 A 2DMK6 2 1" 2DMR/ 2 1%" 29L320 1 
14 29L216 1 Ae" 25L264 1 2Y" 2DMG3 2 2a 2DMK7 2 1Y%4 2DMR8 2 1%" 2DMX3 2 
TY" 29L21/ 1 V9" 29L265 1 2/4" 2DMG4 2 2/4" 2DMK8 2 1%" 2DMR9 2 194" 2DMX4 2 
12. yim 6-32 Thread Ye" 25L266 1 3. 2DMG5 2 3: 2DMK9 2 19/4" 2DMT1 2 2" 2DMX5 2 
29L218 1 1330" 20L26/ 1 KA 291292 1 34 2DML1 2 2" 2DMTI2 2 24" 20L321 1 
a) 20L219 1 Ac. 25L268 1 4" 29L293 1 3 Ve 2DML2 2 24 2DMT3 2 2a 2DMX6 2 
cae 29L220 1 T¥30" 29L269 1 Ay," 29L294 1 3/4" 2DML3 2 2Y2 2DM14 2 2Y4. 20L322 1 
P32 20L221 1 Yo 29L2/0 1 2. 291295 1 4 2DML4 2 v4 2DM15 2 3. 2DMX7 2 
VA 201222 1 %e" 20L2/1 1 %6" Shoulder, 4-20 Thread Ay," 2DML5 2 3. 2DMT6 2 3 Ve 2DMX8 Z 
932" 29L223 1 fa 20L2/2 1 V4 2DMG6 4 J. 2DML6 2 3/4 2DMT7 2 4 2DMX9 2 
Ae. 25L224 1 Re 25L273 1 Ae. 2DMG7 4 WA 25L302 1 3/2 2DMI8 2 Ay," 29L323 1 
TY39" 29L225 1 1 25L274 1 Je" 2DMG8 4 6" 2DML/ 2 3Y4 2DMT9 2 J. 2DMY1 2 
Je" 251226 1 1%" 25L275 1 A 2DMG9 4 6" 25L303 1 4" 2DMU1 2 AS 29L324 1 
13/9" 29L227 1 1%" 25L276 1 Se" 2DMH1 4 (a 29L304 1 Ay," 291311 1 6" 2DMY2 2 
Ae. 291228 1 13" 25L277 1 Sa 2DMH2 4 1" 25L305 1 4y;" 2DMU2 2 6" 29L325 1 
19/39" 29L229 1 TY 25L278 1 Ze 2951296 1 8" 25L306 1 Ay/q" 2DMU3 2 i‘ 25L326 1 
Yn" 29L230 1 1%" 25L279 1 " 2DMH3 4 Yo" Shoulder, %-16 Thread D. 2DMU4 2 Le. 20L32/ 1 
%e' 29L231 1 1 ze 25L280 1 31KH14 i] Ya" 2DML8 4 WA 2DMU5 2 8" 25L328 1 
a 251232 1 25L281 1 11%! 2DMH4 4 : 31KH22 a 6" 2DMU6 2 Ls Shoulder, ¥-9 Thread 
25L233 1 Ya Souder, 10-24 Thread : 31KH15 2 ye 2DML9 4 6Y2" 291312 1 29L329 1 
Vit Shoulder, 8-32 Thread 2DME8 4 41%" 2DMH5 2 %e" 2DMN1 4 T' 291313 1 1 %i 25L330 1 
Ve 29L234 1 ve 25L282 1 : 31KH16 i] a" 2DMN2 4 WA 29L314 1 iA 29L331 1 
/32" 251235 1 cae 2DME9 4 15/4 2DMH6 2 ld 2DMN3 2 8" 25L315 1 134" 25L332 1 
Jie. 291236 1 P32" 25L283 1 2" 2DMH/ 2 41/4" 2DMN4 2 Yq" Shoulder, ¥s-11 Thread 2" 29L333 1 
P32! 291237 1 yj" 2DMF1 4 ova 2DMH8 2 . 31KH23 2 Ai 2DMU7 2 22 29L334 1 
Ya! 29L238 1 i 31KH06 2 242" 2DMH9 2 15" 2DMN5 2 %e' 2DMU8 2 3 25L335 1 
¥32" 25L239 1 Y32" 25L284 1 24 2DMJ1 2 : 31KH24 2 Sa 2DMU9 2 3! 29L336 1 
Ae. 25L240 1 5" 2DME7 4 3 2DMJ2 2 134" 2DMN6 2 1" 2DMV1 2 4" 29L33/ 1 
Wao 25L241 1 ‘i 31KHO7 5 3" 2DMJ3 2 Z 2DMN7 2 1%" 2DMV2 2 Ve Shoulder, 1 1%-7 Thread 
Jp" 29L242 1 ag 25L285 1 4" 2DMJ4 2 24" 2DMN8 2 rye: 2DMV3 2 25L338 1 
1/2" 20L243 1 5g" 2DMF2 4 Ay," 291297 1 22" 2DMN9 2 15/4" 2DMV4 2 1 "4 29L339 1 
Ae. 20L244 1 : 31KH08 3 a 201298 1 2/4" 2DMP1 2 2 2DMV5 2 iA 20L340 1 
199! 20L245 1 1330" 25L286 1 WA 291299 1 cy 2DMP2 2 24 2DMV6 2 194" 29L341 1 
Ya" 201246 1 Ae. 25L28/7 1 6" 20L301 1 34" 2DMP3 2 242 2DMV7 2 2. 20L342 1 
%e" 20L24/ 1 1930" 25L288 1 3 Ve 2DMP4 2 v4" 2DMV8 2 2 29L343 1 
3 2DMV9 2 3 29L344 1 


316 Stainless Steel Shoulder Screws 


Hex socket drive. Standard Metric 
Note: Additional dimensional information and additional sizes are = Tensile strength: 70,000 psi _—= Tensile strength: 90,000 psi 
available on Grainger.com®; search for “shoulder screws." 


Shoulder Item Pkg. Shoulder Item Pkg. Shoulder Item Pkg. Shoulder Item Pkg. Shoulder Item Pkg. Shoulder Item Pkg. Shoulder Item Pkg. Shoulder Item Pkg. 
Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. Length No. (Qty. Length No. Qty. Length No. Qty. Length No. Qty. 








Ye" Shoulder Dia., Yo”  Q2DNA3 4 Ys" =2DNC4 4 ¥e" Shoulder Dia., 2%" 2DNG2 2 1" Shoulder Dia., 6mm Shoulder 12mm Shoulder 
4-40 Thread Size %  2DNA4 2 1" 2DNC5 2 16-18 Thread Size 24%"  2DNG3 2 ¥4-10 Thread Size Dia., M5x0.80mm Dia., M10x1.50mm 
Ye’ _—-25L345 1 Ys" 2DNA5 2 1¥s' 251414 1 Ys" ~~ 2DNE1 2 3° _2DNG4 2 1%" 251518 1 Thread Size Thread Size 

Ye 2DMY3 4 1" 2DNA6 2 1%" 2DNC6 2 ¥s' 2QDNE2 2 3%" 251455 1 2%" 251522 1 10mm 25L631 1 16mm 251654 1 
0" _25L349 1 1%" 2DNA7 2 1¥e' 251415 1 Yo" 2DNE3 2 32 25L456_ 1 2%" 251523 1 12mm 25L632 1 20mm 25L655 1 
10" 251351 1 1%" 251375 1 1%" 2DNC7 2 ¥  2DNE4 2 ¥e" Shoulder Dia., 1" Shoulder Dia., 16mm 25L633 1 30mm 25L65/7 1 
Yo" 2DMY8 4 1%" 2DNA8 2 1%" 251416 1 Ys" 2DNE5 2 Yo-13 Thread Size ¥-9 Thread Size 20mm 251634 1 40mm 25L658 1 
Ys" 251353 1 ie 25L3/6 1 1%" _2DNC8 2 1" 2DNE6 2 Yo" 2DNG5 2 24%" 25L541 1 25mm 20L635 1 50mm 25L659 1 
1" 251354 14 251378 1 2' _2DNC9 2 1¥%" 2DNE7 2 %  20L469 1 3mm Shoulder 30mm 25L636 1 60mm 25L660 1 
1%" 251356 1 Ved* Shouleer Bid, 24s 25L417 1 1%" 2DNE8 2 Ys" 2DNG6 2 Dia., M2x0.40mm 40mm 25L637 1 70mm 25L661 1 
2" Shoulder Dia., 8-32 Thread Size 3 20L420 1 13%" 2DNE9 2 1" 2DNG7 2 Thread Size 8mm Shoulder Dia., 16mm Shoulder 
6-32 Thread Size 732 25L3882 1 4% 251423 4 2 2DNF1 2 1%" 2DNG8 2 4mm 251615 1 M6x1mm Thread Size _Dia., M12x1.75mm 
ve 2DMY9 4 va" 251383 1 6" Shoulder Dia., 242 25L439 1 1%" 2DNG9 2 6mm 25L617. 1 12mm 25L639 1 Thread Size 

%32° + 25L35/7 1 Ys" 2513861 V4-20 Thread Size 2% 251440 1 13%" 25L470 1 10mm 25L619 1 16mm 25.640 1 30mm 25L662 1 
Ye 2DMZ1 4 Ye ss Q5L387 = 1 Ys" 2DND1 4 3 25L441 1 225.471 1 4mm Shoulder 20mm 25L641 1 40mm 25L663 1 
Ys" 2DMZ2 4 '¥30"  25L388 1 Ye 20L425 1 3% 251444 4 24%"  25L4/2 1 Dia.. M3x0.50mm 25mm 20L642 1 50mm 25L664 1 
Ye 2DMZ3 4 1%" 25L390 1 ¥ 2DND2 4 4" 251445 1 242 251473 1 Thread Size 30mm 251643 1 60mm 25L665 1 
1¥30" 25L361 1 a 251391 1 Yo" 2DND3 4 64%" 251450 1 2% 25L47/4 4 5mm 25L621 1 50mm 25L645 1 70mm 25L666 1 
To" 251362 1 20L403 1 %' _2DND4 4 Yo" Shoulder Dia., 3 20L4/5_ 1 6mm 25622 1 10mm Shoulder 20mm Shoulder 
a 2DMZ6 4 Ti" Shoulder Die V4" 2DND5 4 ¥e-16 Thread Size 4' 25L479 1 8mm  25L623 1 Dia., M8x1.25mm Dia., M16x2mm 

251365 1 10-24 Thread Size 1" _ 2DND6_ 4 Ys" =2DNF2 2 4Vn" 25L480 1 10mm 25L624 1 Thread Size Thread Size 

Ye" Shoulder Bia, Ye’ —25L404 1 1%" 2DND7 2 Yo" 2DNF3 2 ¥q" Shoulder Dia., 5mm Shoulder 16mm 25L646 1 40mm 25L669 1 
8-32 Thread Size Ys 2DNAQ 4 41%" 2DND8 2 ¥; 2DNF4 2 ¥e-11 Thread Size Dia.. M4x0.70mm 50mm 25647 1 50mm 25L670 1 
%32'  20L366 1 ¥o" 251408 1 20L427 1 Ys" Q2DNF5 2 % 251491 1 Thread Size 25mm 25L648 1 60mm 25L6/1 1 
Ye  2DMZ8 4 Ye 201409 1 a 2DND9 2 1" 2DNF6 2 1%" 251495 1 10mm 251625 1 50mm 25L651 1 80mm 25L6/73 1 
Ys" 2DMZ9 4 ¥3'  2DNC1 4 2% 20L428 1 1%" 2DNF/ 2 2) 25L497 1 +Imm 251626 1 60mm 25L652 1 00mm 25L674 1 
%32" 201368 1 “~e = 2L412 1 2%  29L429 1 1%" 2DNF8 2 2%" 251498 1 20mm 251628 4 70mm 25L653 1 

Ye 2DNA1 4 '%0" _25L413 1 3° 25L431_ 1 1%" 2DNF9 2 2%" 251499 1 30mm 25L630 1 

¥e 2DNA2 4 Yo"  2DNC2 4 3% 251432 1 2° 2DNG1 2 

1¥30" 251370 1 %  2DNC3 4 4" 251433 1 
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FASTENERS 
Set Screw 


Scan. Order. Done. 
Details on page A1. 


Set screws can be used to prevent relational motion of perma- 
nently located parts. They are typically used in electronics and 
for applications where space is a key concern. 
Set screws feature these key characteristics: 
= A hexagonal socket recessed in one end, or 
an external square or slotted head 
= A point designed to bear against a 
mating part at the opposite end 
= Threads extending the entire length of the shaft 


HEAD TYPES 


Hex Socket 

Recessed drive makes screws ideal for 
flush mounting. 

Slotted 

Single slot for driving with a standard 
screwdriver. 

Square™ 


Enables external wrenching of the screw. 
Use in environments in which grease or 
dirt might clog a recessed drive. 


POINT TYPES 
where parts must be permanently located. See page 2128. 


Set Screw Information 
Cone 
Pointed end generates highest torsional holding power in applications 
TAMIAMI up 
it fore nny rye 
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Cup-shaped point features a conical depression for excellent holding 
power with slight penetration. See page 2126. 

Flat 

Minimizes shaft damage in applications where parts are frequently 
reset or when fastening into thin walls. See page 2130. 

Knurled Cup 

Provides more resistance to vibration than a plain cup point. Deep 
socket broach assures a good hex key fit. See pages 2128. 

Oval 

Rounded point reduces indentation and prevents deformation of parts 
in applications requiring frequent adjustment. 

Half-Dog 


Used for permanent setting of parts and can replace dowel pins when 
hole is threaded. Works well against hardened members or hollow 
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* GRAINGER 
Socket Set Screw Assortments APPROVED /71//Bee Leitzke 
No. of No. of Item Item 
Pieces _ Sizes Type Includes Material No. No. 
-¥ 7 -™ = S Head 20) Each: %-20x3/4", (10) Each: “46-18x3/4", ¥6-16x3/4", (8) Each 
. 5 uare Head, ach: Y4-20x3/4", ach: %16-18x3/4", ¥-16x3/4", ach: 
a Ea Mh ee ie ep 6 up Point Jor 8x1" Wibxt 1/4 (4 Each: 14-13x1", and Plastic fenaiia Pak Steel = 4F415— AFAI5 
: - . Itw Bee Leitzke 
* Socket Drive, (75) Each: %46-24x1/4", (40) Each: Y4-20x1/4", (25) Each: /%4-20x3/8", %6- Black Allo 
a ie, } PY 195 6 POI” 18x4/8" (20) Each: %4-16x3/8" (10) Each: %6-46x1/2" Plastic Hanging Pak Steel.” 2NRZ5.—-2NRZ5 
_ si Socket Drive, (30) Each: 4-20x1/4", %e-18x3/8", (20) Each: Yi-20x3/8", Yi-28x1/4, 
. my, g 200 12 Cup Point %ie-18x1/2", %Ae-24x3/8", (10) Each: 5-40x3/16", 8-32x3/16", Ye- Steel 5A206 5A206 
24x1/4", ¥8-16x3/8", x1/2", ¥%-24x3/8", Plastic Hanging Pak 
EE =~ Overall Item Item Pkg. 
"ih ah a eh ie ah a Length No. No. Qty. 
r | | 18-8 Stainless Steel 
‘ \ Yq-20 Thread 
\ Yo" 2\NA37 2WA37 10 
SW fi ba be ba boo be be be bor ber 5° 2WA38 2WA38 10 
Cee ee en ee er ¥%" 2\WA39 2WA39 10 
1". 2WA40 2WA40 10 
Cup Point Socket Set Screws waco 2usan to. CUP Point Square 
saad 46-18 Thread Head Set Screws 
= Hex drive ¥;' 2WA42 2WA42 10 
Note: Additional sizes are available; on Grainger.com® search for "set screws." 1’ __2WA43 2WA43_ 10 = Overall Item = =ltem Pkg. Overall Item Item Pkg. 
¥e-16 Thread Length No. No. Qty. Length No. No. (Qty. 
Overall Item Item Pkg. Yy" 2WA44 2WA44 10 ¥9-16 Thread ¥e-11 Thread 
Length No. No. (Qty. 1" 2WA45 2WA45 10 Yo" 5NZZ1 5NZZ1 100 1" 31KJ56 31KJ56 10 
8-32 Thread, 44" Drive 14%" 2WA46 2WA46 5 ¥3" 253640 25/640 100 1%" 31KJ57 31KJ57 10 
Overall Item Item Pkg. Ye" 6§ZB26 6ZB26 100 1%" 2WA48 2WA48 5 ¥"  §NZZ2 5NZZ2 100 1%" 31KJ58 31KJ58 10 
Length No. No. (Qty. He 6ZB28 6ZB28 100 Y-13 Thread 1". 5NZZ3 5NZZ3 100 1%" 31KJ59 31KJ59 10 
18-8 Stainless Steel Ys"  6§ZB30 6ZB30 100 Overall Item Item Pkg. ¥y" 2\WA49 2WA49 5 1%" 5NZZ4 5NZZ4 100 2’ 31KJ60 31KJ60 10 
0-80 Thread, 0.028" Drive 6 SMMR6 5MMR6 100 Length No. No. Qty. 1". 2WA50 2WA5O 5 1%" 31KC88 31KC88 50 2%" 31KJ61 31KJ61 10 
Ye SMNV5 5SMNV5 50 ¥e" SMMR7 5MMR7 100 \i6-18 Thread, 2" Drive 1Y%" 2WAS1 2WA5S1 5 1%" 31KC89 31KC89 50 3" 31KJ62 31KJ62 5 
¥32" SMNV6 5SMNV6 50 7s 5SMMR8 SMMR8 100 Ys" 5SMMVO 5SMMVO 100 1¥%" 2WAS2 2WAS2 5 2' 931KC90 31KC90 25 3%" 31KJ63 31KJ63 5 
Ye" S5SMNV7 SMNV7 50 Yo" 5MMRI SMMRI 100 Ye SMMV1 5SMMV1 100 2° 2WADS3 2WAD3 5 2¥" 31KJ42 31KJ42 25 4" 31KC97 31KC97 5 
He SMNV8 SMNV8 50 10-24 Thread, 32" Drive ¥" SMMV2 5MMV2 100 Steel 3" 31KJ43 31KJ43 10 5" 31KC98 31KC98 5 
Ys" 5SMNVI SMNVI 50 He SMMTO SMMTO 100 Yo" SMMV3 5SMMV3 100 Y%-20 Thread 3%" 31KJ44 31KJ44 10 6" 31KJ64 31KJ64 5 
1-72 Thread, 0.028" Drive Ys" 5MMT1 5MMT1 100 ¥%" SMMV4 5MMV4 100 ¥%" 253628 25J628 100 4" 31KJ45 31KJ45 10 ¥%4-10 Thread 
Ye SMNWO 5MNWO 50 Ye SMMT2 SMMT2 100 ¥" SMMV5 5MMV5 50 Yo" S5NZY1 5NZY1 100 76-14 Thread 1" 31KJ65 31KJ65 5 
Ye" 5SMNW1 SMNW1 50 ¥" 5MMT3 5SMMT3 100 1" 5SMMV6 5MMV6 50 ¥" 253629 253629 100 ¥" 253642 253642 50 1%" 31KJ66 31KJ66 5 
2-56 Thread, 0.035" Drive Yo" SMMT4 5SMMT4 100 ¥-16 Thread, %c" Drive ¥%y" S5NZY2 SNZY2 100 1" 25J643 25J643 50 1%" 31KJ67 31KJ67 5 
Ye SMNW2 5SMNW2 100 ¥" SMMT5 5SMMT5 100 “6 SMMV7 5MMV7 50 %" 25J630 25J630 100 1%" 31KJ46 31KJ46 25 2' 931KC99 31KC99 5 
¥%32" 5SMNW3 SMNW3 100 ¥" 5SMMT6 5SMMT6 100 ¥" SMMV8 5MMV8 50 1" 5NZY3 5NZY3 100 1¥" 31KJ47 31KJ47 25 2%" 31KD01 31KD01 5 
Ye" SMNW4 SMNW4 100 10-32 Thread, 32" Drive Yo" SMMVI 5SMMV9 50 14%" 5SNZY4 5NZY4 100 2° 31KJ48 31KJ48 25 3" 31KD02 31KD02 5 
He HSMNW5 SMNW5 100 He 6ZB53 6ZB53 100 ¥" SMMWO5MMWO 50 1%)" 5NZY5 5SNZY5 100 Yo-13 Thread 3%" 31KD03 31KD03 5 
Ys" SMNW7 5SMNW7 100 Ys" 5SMMT7 5SMMT7 100 ¥" SMMW15MMW1 50 1%" 25J631 25J631 100 ¥4" 31KC91 31KC91 25 4" 31KD04 31KD04 5 
3-48 Thread, 0.050" Drive Ye SMMT8 SMMT8 100 1" 5SMMW25MMW2 50 2" 253632 25J632 100 %" 31KJ49 31KJ49 25 5" 31KD05 31KD05 5 
332" SMNW8 5SMNW8 100 ¥s" SMMT9 5SMMT9 100 Yo-13 Thread, 1%" Drive 22" 253633 25J633 50 1" 31KC92 31KC92 25 6" 31KJ68 31KJ68 5 
Ye" SMNWS SMNW9 100 Yo" 5SMMUO 5MMUO 100 Yo" 5SMMW3 5MMW3 50 3" 253634 25J634 50 1%" 31KC93 31KC93 25 ¥%-9 Thread 
He HSMNW6 SMNW6 100 ¥" SMMU1 5SMMU1 100 ¥" SMMW45MMW4 25 Yi6-18 Thread 1%" 31KC94 31KC94 25 2’ 25J655 25J655 5 
4-40 Thread, 0.050" Drive Ys" 5MMU2 SMMU2 100 Ys" SMMW55MMW5 25 Yo" 5NZY6 5SNZY6 100 1%" 31KC95 31KC95 25 3" 25J656 253656 5 
Ye" 5MNXO 5SMNXO 100 Y4-20 Thread, se" Drive 1". SMMW65MMW6 25 ¥%" 25J635 25J635 100 2' 931KC96 31KC96 10 4" 31KJ69 31KJ69 5 
Hie SMNX1 5MNX1 100 He 6ZB67 6ZB6/ 100 300 Stainless Steel ¥" SNZY7 5NZY7 100 22" 31KJ50 31KJ50 10 5" 25J657 253657 5 
Ys"  S5MNX2 5MNX2 100 Ys" SMMU3 5MMU3 100 8-32 Thread, 54" Drive 1". 5NZY8 5NZY8 100 3" 31KJ51 31KJ51 10 6" 31KJ70 31KJ70 5 
6-32 Thread, “c" Drive Ye SMMU4 5SMMU4 100 He 5GUG4 5GUG4 5 14%" 5SNZY9 5SNZY9 100 3%" 31KJ52 31KJ52 10 1-8 Thread 
Ye’ 6ZB16 6ZB16 100 ¥e" SMMU5 5MMU5 100 Y-28 Thread, Ys" Drive 1%" 5NZZ0 5NZZO 100 4" 31KJ53 31KJ53 10 2¥%" 31KJ71 31KJ71 1 
He 6ZB18 6ZB18 100 Yo" SMMU6 5MMU6 100 ¥e SGUH3 5GUH3 5 1%" 25J636 25J636 100 5" 31KJ54 31KJ54 5 3" 31KJ72 31KJ72 1 
Ys" 6§ZB20 6ZB20 100 ¥s' SMMU7 5MMU7 100 Ys" 5GUH4 5GUH4 5 2' 25J637 25J637 100 6" 31KJ55 31KJ55 5 4" 31KD06 31KD06 1 
Ye SMMR4 5SMMRA4 100 34" 5SMMU8 5MMU8 100 Ye SGUH5 5GUH5 5 22" 25J638 253638 50 5" 31KD07 31KD07 1 
¥s" 5SMMR5 5MMR5 100 1". 5MMUS 5MMUI 50 ¥e" 5GUH6 5GUH6 5 3" 25J639 25J639 50 6" 31KD08 31KD08 1 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


o Download Available FASTENERS 


O GRAINGER.COM Set Screw 





Metric Set Screws 


Note: Additional sizes are available; go to Grainger.com® and search for "set screws." 


FLAT CUP DOG CONE 
Overall Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. No. Qty. No. Qty. No. Qty. 
A2 Stainless Steel, Plain 
M1.6 x 0.35mm Thread, 0.7mm Drive 
amin 31KA22 100 6EY64 10 _ _— _— _— 





5m — 6EY68 10 — — — — Flat Point Cup Point 

M2 x 0. 40mm Thread, 0.9mm Drive 
3mm 6EY70 25 31JZ32 100 31KA99 100 FLAT CUP DOG CONE 
4mm 31 KA24 10( 00 31KK49 100 _ — 31KC01 100 Overall Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
5mm — — 6EY74 25 31J3Z33 100 31KC02 100 Length No. Qty. No. Oty. No. Qty. No. Oty. 
6mm — — 31KK50 100 31J3Z34 100 31KC03 100 25mm — — 31KK61 50 31KA08 50 31KC67 50 
8mm 31 KAZ9 100 31KK51 100 — — — = 30mm | 31KA7/2 50 31KK62 50 31KA09 50 — — 
10mm — 6EY80 25 — — 31KC04 100 35mm | 31KA73 50 6FB46 5 31KA10 50 31KC68 50 

M2.5 x 0. 75mm Thread, 1.3mm Drive 40mm — — 6FB48 5 31KA11 50 31KC69 50 
4mm 31KA28 100 31KK52 100 31JZ35 100 31KC05 100 45mm — — — — 31KA12 50 31KC70 50 
5mm 31KA29 100 31KK53 100 31JZ36 100 31KC06 100 50mm | 31KA74 50 6FB50 5 31KA13 50 _ — 
6mm — — 31KK54 100 31JZ37 100 31KC07 100 55mm | 31KA7/5 50 — — 31KA14 50 31KC71 50 
8mm — — 6EY90 25 31JZ38 100 31KC08 100 60mm — — — — 31KA15 50 31KC72 50 
10mm | 31KA30 100 6EY92 10 — — 31KC09 100 70mm | 31KA76 50 — — — — 31KC73 50 
12mm | 31KA31 100 — — 31JZ39 100 31KC10 100 M16 x 2mm Thread, 8mm Drive 

M3 x 0.50mm Thread, 1.5mm Drive 16mm | 31KA79 25 — — 31KC74 25 
3mm 6FY87 25 6EY96 100 31JZ40 100 20mm — — 31 31KA16 25 31KC75 25 
4mm — — 6EY98 100 31J3Z41 100 25mm | 31KA80 25 31KA17 25 31KC7/6 25 
5mm — — 6FA10 100 31JZ42 100 30mm 31KA18 25 31KC7/7 20 


6mm_ | 31KK37 100 6FA12 100 = _— 40mm _ | 31 KA82 25 


31KA19 20 31KC78 29 


Wb ibis | 
a) 
~ 
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8mm 31KK38 100 6FA14 100 31J3Z43 100 — 45mm | 31KA83 25 — — 31KC79 25 
10mm | 31KK39 100 6FA16 100 313244 100 = soni 31KA84 25 31KA20 25 — — 
12mm — — 6FA18 100 31JZ45 100 — 70m 31KA85 10 — — 31KC81 10 
16mm | 31KK41 100 31KK55 100 _ = — M20 x 12. 50mm Thread, 10mm Drive 
20mm — — 6FA22 50 31JZ46 100 — 20mm | 31KA89 10 — — — — 31KC82 10 
25mm | 31KA33 100 — — 31JZ47 100 31KC11 100 40mm | 31KA92 5 — — — — 31KC84 5 
M4 x 0.70mm Thread, 2mm Drive 50mm | 31KA94 5 — — — — 31KC85 5 
4mm 6FY93 25 6FA24 100 31JZ48 100 31KC12 100 60mm | 31KA95 5 — _— — — — — 
5mm 31KA35 100 6FA26 100 31JZ49 100 31KC13 100 Alloy Steel, Zinc Plated 
6mm 6FY95 25 6FA28 100 31JZ50 100 31KC14 100 M4 x 0.70mm Thread, 2mm Drive 
8mm 31KK42 100 6FA30 100 31J3Z51 100 31KC15 100 4mm 31JY55 100 31J5X61 100 — _— _— = 
10mm 6FY99 50 6FA32 100 31JZ52 100 31KC16 100 5mm 31JY56 100 31JX62 100 — — — = 
12mm | 31KA36 100 6FA34 50 — — 31KC17 100 6mm 31JY57 100 31JX63 100 — _— —_ — 
16mm | 31KA37 100 6FA36 50 31JZ53 100 31KC19 100 8mm 31JY58 100 31JX64 100 — — — — 
20mm | 31KA38 100 31KK56 100 31JZ54 100 31KC20 100 10mm | 31JY59 100 31JX65 100 — _— — = 
25mm 31KK57 100 31JZ55 100 31KC21 100 12mm | 31JY60 100 31JX66 100 — _ — = 
30mm | 31 KA39 100 — 31J3Z56 100 31KC22 100 poo 31JY61 100 315X67 100 — — — = 
M5 x 0.80mm Thread, 2.50mm Drive 20m 31JY62 100 31JX68 100 — _ _— — 
5mm 31KA42 100 6FA44 100 31JZ57 100 31KC23 100 M5 x 0. 80mm Thread, 2.50mm Drive 
6mm 31KA43 100 6FA46 100 31JZ58 100 31KC24 100 6mm 31JY63 100 31JX69 100 — _ —_ — 
8mm 31KA44 100 6FA48 100 31JZ59 100 31KC25 100 8mm 31JY64 100 31JX70 100 — — _ = 
10mm | 31KA45 100 6FA50 100 31JZ60 100 31KC26 100 10mm | 31JY65 100 31J5X71 100 — — _— — 
12mm | 31KA46 100 6FA52 25 31J3Z61 100 31KC27 100 12mm | 31JY66 100 315X772 100 — _— — = 
16mm _ | 31KA47 100 6FA54 25 31JZ62 100 31KC29 100 16mm | 31JY67 100 31J5X73 100 — — —_ — 
18mm — — — — 31JZ63 100 31KC30 100 20mm | 31JY68 100 31JX74 100 — _— — = 
20mm | 31KA48 100 — — 31JZ64 100 31KC31 100 25mm  31JY69 100 31dX75 100 — — — — 
25mm — — 6FA58 25 31JZ65 100 _— — M6 x 1mm Thread, 3mm Drive 
30mm — — 31KK58 100 31JZ66 100 —_ = 6mm 31JY70 100 31dX77 100 — — _— _— 
35mm — — — — 31JZ67 100 31KC32 100 8mm 31JY71 100 31J5X78 100 — — _ — 
40mm — — 6FA64 10 31JZ68 100 —_ = 10mm | 31JY72 100 31JX79 100 — — — _— 
M6 x 1mm Thread, 3mm Drive 12mm _ | 31JY73 100 31JX80 100 —_ — — = 
5mm 31KA49 100 — — — — 31KC35 100 16mm | 31JY74 100 31JX81 100 — _— _ = 
6mm 6GA11 50 6FA66 100 31JZ69 100 31KC36 100 20mm  31JY75 100 31JX82 100 — _— _— — 
8mm 6GA13 25 6FA68 100 31JZ70 100 31KC37 100 25mm | 31JY76 100 31J5X83 100 — — — = 
10mm | 31KK43 100 6FA70 100 31J3Z71 100 31KC38 100 30mm | 31JY77 100 315X84 100 — — _ = 
12mm | 31KK44 100 6FA72 50 31JZ72 100 31KC39 100 M8 x 1.25mm Thread, 4mm Drive 
14mm | 31KA50 100 — — — — 31KC40 100 8mm 31JY78 100 31J5X87 100 — — —_ — 
16mm | 31KA51 100 6FA74 25 31JZ73 100 31KC41 100 10mm | 31JY79 100 315X88 100 — _— — = 
20mm | 31KA52 100 6FA76 25 31JZ74 100 31KC42 100 12mm | 31JY80 100 315X89 100 — _— —_ — 
25mm | 31KA53 100 6FA78 10 31JZ75 100 31KC43 100 16mm | 31JY81 100 31JX90 100 — _— — = 
30mm | 31KA54 100 6FA80 10 31JZ76 100 — = 20mm | 31JY82 100 31JX91 100 — — — _— 
35mm — — — — 31JZ77 100 — = 25mm | 31JY83 100 31dX92 100 — — — _— 
40mm — — 6FA84 10 31JZ78 100 31KC44 100 30mm | 31JY84 100 31JX93 100 — _ —_ = 
45mm | 31KA55 100 — — 31JZ79 100 31KC45 100 40mm | 31JY85 50 31JX95 50 — — _ — 
50mm — — — — 31JZ80 100 _ = M10 x 1 00mm | Thread, smm Drive 
60mm | 31KA56 100 — — 31J3Z81 100 31KC46 100 8mm 31J5X97 50 — _ _ = 
M8 x 1.25mm Thread, 4mm Drive 10mm — 31JX98 90 —_ — = — 
6mm 31KA58 100 — — — — 31KC47 100 12mm 31JY86 50 31JX99 50 _ — — = 
8mm 31KK45 100 6FA88 100 31JZ82 100 31KC48 100 16mm | 31JY87 50 31JY01 50 — — — —= 
10mm | 31KK46 100 6FA90 100 31JZ83 100 31KC49 100 20mm | 31JY88 50 31JY02 50 — _ —_ — 
12mm 6GA22 10 6FA92 100 31J3Z84 100 31KC50 100 25mm | 31JY89 50 31JY03 50 — — — — 
16mm 6GA23 10 6FA94 25 31JZ85 100 31KC51 100 30mm | 31JY90 50 31JY04 50 — _ —_ = 
20mm 6GA24 10 6FA96 10 31JZ86 100 31KC52 100 35mm — — 31JY05 50 — — _ — 
25mm | 31KA59 100 6FA98 10 31J3Z87 100 31KC53 100 40mm | 31JY91 50 31JY06 50 — — —_ = 
30mm | 31KA60 100 6FB10 10 31JZ88 100 — = 50mm 31JY92 50 31JY07 50 _— — _ — 
35mm — — 31KK59 50 31JZ89 50 31KC54 50 60mm 31JY08 50 _ — _ — 
40mm | 31KA61 50 6FB14 10 31JZ90 50 31KC55 50 M12 x 1.75mm n Thread, 6mm Drive 
45mm — — — 31J3Z91 50 31KC56 50 12mm | 31JY93 50 31JY09 50 — — _ — 
50mm | 31KA62 50 GFBI6 5 31JZ92 50 — — 16mm | 31JY94 50 31JY10 50 — — _ = 
60mm — 31JZ93 50 31KC57 50 20mm | 31JY95 50 31JY11 50 — _— —_ — 
M10 x 1 ‘50mm 1 Thread, 5mm Drive 25mm | 31JY96 50 31JY12 50 —_— _— _ _ 
10mm 6GA25 25 — — 31JZ94 50 — = 30mm | 31JY97 50 31JY13 50 — _— — = 
12mm | 31KK47 50 — — 31JZ95 50 31KC58 50 40mm | 31JY98 50 31JY15 50 — —_— — = 
16mm | 31KK48 50 — — 31JZ96 50 31KC59 50 Steel, Black Oxide 
20mm | 31KA65 50 6FB24 10 31JZ97 50 31KC60 50 M3 x 0.50mm Thread, 1.5mm Drive 
25mm | 31KA66 50 6FB26 10 31JZ98 50 31KC61 50 3mm — — — — 31JW42 100 31JV54 100 
30mm | 31KA67 50 6FB28 10 31JZ99 50 31KC62 50 4mm 6GA29 100 — — 31JW43 100 31JV55 100 
35mm — — — — 31KA01 50 31KC63 50 5mm — — — — — — 31JV56 100 
40mm | 31KA68 50 6FB32 5 31KA02 50 — = 6mm — — — — 31JW44 100 31JV57 100 
45mm | 31KA69 50 — — 31KA03 50 31KC64 50 8mm — — — — 31JW45 100 31JV58 100 
50mm — — 6FB34 5 31KA04 50 _— — 10mm — — — — 31JW46 100 — — 
60mm — — 31KC86 50 31KA05 50 31KC65 50 12mm — — — — 31JW47 100 31JV59 100 
M12 x 1.75mm Thread, 6mm Drive 16mm — — — — — — 31JV60 100 
12mm — — 6FB36 5 31KA06 50 — = 20mm | 31JW16 100 31KK18 100 31JW48 100 — — 
16mm — — 31KK60 50 — — 31KC66 50 M4 x 0.70mm Thread, emm Drive 
20mm — — 6FB40 5 31KA07 50 — = 4mm — — — — — 31JV61 100 
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FASTENERS Scan. Order. Done. 
Set Screw Details on page Al. 








FLAT CUP DOG CONE 
Overall Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length No. Qty. No. Oty. No. Qty. No. Qty. 
25mm _ | 31KK03 100 — — 31JW7/6 100 31JV91 100 
30mm — — — — 31JW7/7 100 31JV92 100 
35mm | 31JW26 50 — — 31JW78 50 31JV93 50 
40mm | 31JW27 50 — — 31JW79 50 31JV94 50 
45mm — — 31JX20 50 31JW80 50 — — 
50mm | 31JW28 50 — — 31JW81 50 — — 
60mm | 31JW29 50 _— — — — 31JV95 50 
wo REY 4 50 5 31JX21 50 — — — — 
. 10 x 1.50mm Thread, 5mm Drive 
Half-Dog ono rom 10mm | 6GA67 50 | 31X24 50 — — | 31JV96 50 
tem” -31KKOS 60 31JK26 80318380 310V98 80 
= mm 5 4) v) 
Metric Set Screws 20mm, — = = — | 31JW84 50 31JV99 50 
25mm | 31KK06 90 — — 31JW85 50 31JW01 90 
FLAT CUP DOG CONE 30mm | 31KKO07 50 — — 31JW86 50 31JW02 50 
Overall Item Pkg. Item Pkg. Item Pkg. Item Pkg. 35mm 6GA73 10 31KK27 50 31JW87 50 — — 
Length No. Qty. No. Qty. No. Qty. No. Qty. 40mm _ — _ _— 31JW88 50 31JW03 90 
5mm — — — — — — 31JV62 100 45mm — — 31KK28 50 31JW89 50 — — 
6mm — — — — 31JW49 100 31JV63 100 50mm | 31KK08 50 — — 31JW90 50 31JW04 50 
8mm — — — — 31JW50 100 31JV64 100 60mm | 31KKO09 90 — —_ _ _ — 
10mm — — — — 31JW51 100 31JV65 100 80mm | 31JW31 50 31JX28 50 — — _ _— 
12mm _— _ — 31JW52 100 31JV66 100 M12 x 1.75mm Thread, 6mm Drive 
16m — —_ — — 31JW53 100 31JV67 100 12mm | 31KK10 50 — — 31JW91 50 — _ 
20mm | 31KJ99 100 — — 31JW54 100 31JV68 100 16mm — — — — 31JW92 50 31JW05 50 
25mm | 31JW17 100 — — — — _ — 20mm — — — — 31JW93 50 31JW06 50 
M5 x 0.80mm Thread, 2.50mm Drive 25mm _ | 31KK11 50 31KK30 50 31JW94 90 31JW07 50 
5mm — — — — — 31JV69 100 30mm _ | 31KK12 50 — — 31JW95 50 31JW08 50 
6mm — — — 31JW55 100 31JV70 100 35mm | 31KK13 50 — — 31JW96 90 _— = 
8mm — — — — 31JW56 100 31JV71 100 40mm _ | 31KK14 50 — — 31JW97 90 31JW09 50 
10mm — — — — 31JW57 100 31JV72 100 45mm — — 31KK31 50 31JW98 50 — — 
12mm — — — — 31JW58 100 31JV73 100 590mm | 31KK15 50 — — 31JW99 50 31JW10 50 
16m — — — — 31JW59 100 31JV74 100 60mm | 31JW32 50 — _— _ _— _— — 
20mm | 31KKO1 100 — — 31JW60 100 31JV75 100 M16 x 2mm Thread, 8mm Drive 
25mm | 31KKO02 100 — — 31JW61 100 31JV76 100 16mm _| 31JW33 29 — — 31JX01 25 31JW11 29 
30mm | 31JW18 100 — — _— — _ _ 20mm _ | 31JW34 20 — — 31JX02 25 — — 
M6 x 1mm Thread, 3mm Drive 25mm | 31JW35 29 31KK32 20 31JX03 25 31JW12 29 
6mm — — — 31JW62 100 31JV77 100 30mm | 31JW36 29 — — 31JX04 25 31JW13 20 
8mm — — — — 31JW63 100 31JV78 100 35mm — — 31KK33 20 31JX05 25 31JW14 Zo 
10mm — — — — 31JW64 100 31JV79 100 40mm _ | 31JW37 2) — — 31JX06 29 — — 
12mm — — — — 31JW65 100 31JV80 100 50mm _ | 31JW38 25 — — 31JX07 20 31JW15 25 
16mm — — — — 31JW66 100 31JV81 100 60mm | 31JW39 10 — — 31JX08 10 — — 
20mm — — — — 31JW67 100 31JV82 100 80mm | 31JW40 10 31KK35 10 — — — _— 
25mm | 31JW19 100 — _ 31JW68 100 31JV83 100 M20 x 2.50mm Thread, 10mm Drive 
30mm | 31JW20 100 — 31JW69 100 31J3V84 100 20mm _ | 31JW41 10 31KK36 10 — — — — 
35mm | 31JW21 100 31KK24 100 — — 31JV85 100 50mm — — — — 31JX11 hy) — — 
40mm _ | 31JW22 100 — — 31JW70 100 — _— Steel, Zinc Plated 
zamm 31JW23 100 31KK25 100 _ _ — — M3 x 0. 50mm Thread, 1 om Drive 
50m 31JW24 100 31KK26 100 31JW7/1 100 — — 4mm 31JX54 100 — — — — 
M8 x 1. 25mm Thread, mim Drive 5mm — _— 31JX55 100 _ _ — _ 
8mm — — _— — 31JV86 100 6mm — — 31JX56 100 — — — _— 
10mm — — — — 31JW72 100 31JV87 100 8mm = — 31JX57 100 — _— _ = 
12mm — — — — 31JW73 100 31JV88 100 10mm —_— — 31JX58 100 _— _— _ — 
16mm — — — — 31JW74 100 31JV89 100 12mm — — 31JX59 100 _ _— _ — 
20mm — — — — 31JW75 100 31JV90 100 16mm — — 31JX60 100 _ _— _ — 





Knurled Cup Point Alloy Steel Socket Set Screws 


= Thread class: 3A 








Overall Item Item = Pkg. Overall Item Item ~—— Pkg. Overall Item Item ~—— Pkg. Overall Item Item = Pkg. Made in North America 
Length No. No. Qty. Length No. No. Qty. Length No. No. Qty. Length No. No. Qty. Overall Item Item Pkg. 
4-40 Thread, 0.050" Drive Ye" 1HLN4  _1HLN4_ 100 Je" 1HLT7 ~—=1HLT7 —_—‘100 8mm _31JZ07 313207 100 Length _No. No. Qty. 
Ve {HLL2 1HLL2 100 Vp" 1HLN5 1HLN5 100 Vy" 1HLT8  1HLT8 100 10mm__31JZ08 = 31JZ08 ~—100 6-32 Thread, 1c’ Drive 
6-32 Thread, 1c Drive 78" 20J/11 253711 100 %e" 20J/18 253718 100 12mm__31JZ09_ —31JZ09 100 Yr 5YNZ2_5YNZ2 100 
Ve THLL3 —1HLL3_~—100 fa 25J712 253712 100 fa" 29J/19 253719 100 16mm__-31JZ10 = 31JZ10 = 100 Ye _OYNZ3 —5YNZ3__—s100 
Vg" 1HLL4  1HLL4_ 100 il 25J713 253713 100 ¥4-16 Thread, %c' Drive M5 x 0.80mm Thread, Ai DYNZ4  5YNZ4 100 
Ya" 1HLL5 = =1HLL5 ~ = 100 Yq-20 Thread, ¥" Drive ye" 1 HLT9 1HLT9 = =©100 2.50mm Drive 8-32 Thread, %" Drive 
Ye 200695 25/695 100 Ve" 1HLNG  1HLNG 100 Y" 1HLU1 ~=1HLU1 100 omm 31JZ11 31JZ11 100 Ye 5YNZ5  5YNZ5 100 
Ye" 20/696 25/696 100 Yq THLN7 ~=1HLN7 100 7s" 20J/20 253/20 100 6mm  31JZ12 31JZ12 100 Ya" 5YNZ6  SYNZ6 100 
Ya 29/697 25/697 100 V6. THLNS  1HLN8 100 fa" 5SXCX3 5XCX3_—_—100 8mm 31JZ13 313213 100 Se SYNZ7 5YNZ7 100 
8-32 Thread, %a" Drive Je" 1HLN9 = 1HLNS = 100 1" 5XCX4 —5XCX4_—_—s100 10mm =31JZ14 =—31JZ14_~=—- 100 10-24 Thread, %2" Drive 
Ve {HLL6  1HLL6 100 V2" 1HLR1 =1HLR1 = 100 1% —-30P138 =30P138 =100 12mm _  31JZ15 313215 100 Ya SYNZ8 S5YNZ8 100 
Ve. 1HLL7 ~=61HLL7 = 100 %e' 253/14 253714 100 ¥e-24 Thread, “ce Drive 16mm _ _31JZ16 =31JZ16 100 Ya-20 Thread, Ye" Drive 
VA 1HLL8 = 1HLL8 = 100 Sa" 1HLR2 = 1HLR2~ 100 Je" 1HLU4  1HLU4 100 20mm 313217 = 31JZ17 ~=100 Yio OYNZ9  5YNZ9 100 
Ye 2036098 25/698 100 T" 20J/15 293715 100 Vp" THLUS ~1HLUS 100 M6 x 1mm Thread, 3mm Drive Ya" 5YPAO 5YPAO 100 
Ye 1HLL9 1HLLO 100 1%" = 253716 =253716 = 100 1s 203/21 293/21 100 6mm  31JZ18 313218 100 Ye OYPA1 5YPA1 100 
Ya 29/699 25/699 100 Vq-28 Thread, 1" Drive fa" 20J/22 253/22 950 8mm  31JZ19 31JZ19 100 Je" 5YPA2  5YPA2 100 
%e" 20J/01 253701 100 V6" 1HLR3 = 1HLR3_ 100 Yo-13 Thread, 14" Drive 10mm __31JZ20 =31JZ20 ~=—100 Ai 5YPA3  5YPA3 _—100 
fa 20J/02 253702 100 YA" 1HLR4 1HLR4_ 100 Yn" {HLU6  1HLU6 50 12mm__31JZ21_~—-31JZ21_~—100 4" 5YPA4 5YPA4 100 
10-24 Thread, %2" Drive V6" 1HLR5 1HLR5~ 100 %8" THLU7 =1HLU? 25 16mm___31JZ22 ~=31JZ22 ~=—100 16-18 Thread, 52" Drive 
%e' 253703 254703 100 Je" THLR6  1HLR6 100 fa THLUS  1HLUS = 25 20mm _ 31JZ223 = 313223 = 100 Yq" 5YPA5  5YPA5 100 
YA" 1HLN1 = 1HLN1 = 100 Vy" 25J717 253717 ~=—- 100 I 1HLU9  1HLUQ = 25 29mm 313224 313224 100 Ye OYPAG 5YPA6 100 
Ye 200/04 25/704 100 16-18 Thread, %2" Drive 1%" 253723 = 253723 25 M8 x 1.25mm Thread, 4mm Drive Ye" 5YPA/  5YPA/7 _100 
Ye 29J/05 253705 100 Yq 1HLR7 ~=1HLR7 100 M3 x 0.50mm Thread, 1.5mm Drive 8mm  31JZ25 313225 100 Vy" 5YPAS  5YPA8 100 
Ya 29J/06 25/706 100 Ae. 1HLR8 1HLR8~ 100 4mm _31JY99 =31JY99 100 10mm ___31JZ26 ~=31JZ26 ~=—100 ¥e-16 Thread, %c' Drive 
%" 20J/07 253707 100 ¥3' THLR9  =1HLRO 100 omm_ _ 313201 ~—31JZ01 ~=100 12mm_ 31JZ27 ~=—31JZ27 ~—100 Ye" OYPA9  SYPA9 100 
fa 20J/08 253708 100 y" THLT1 = THLT1 ~—100 6mm _-31JZ02 ~=—31JZ02 ~=—100 16mm__31JZ28 ~=—31JZ28 ~—100 
1" 29J/09 253709 100 78" THLT2 1HLT2 100 émm__-31JZ03 ~=31JZ03 ~=100 20mm_ _31JZ229 ~=31JZ29 ~=—100 
10-32 Thread, %2" Drive fa 1HLT3  1HLT3 100 10mm  31JZ04 313204 100 25mm 3143230 313230 100 
He THLN2 1HLN2 = 100 Yi6-24 Thread, %2" Drive M4 x 0.70mm Thread, 2mm Drive 30mm 313231 31JZ31 100 
YA" 1HLN3 =1HLN3 100 Ya" THLT5 = THLTS ~—100 omm_ _31JZ05 = 31JZ05_ ~—- 100 
Ye 250/10 25/710 100 V6. THLT6 ~—THLT6 ~—100 6mm__-31JZ06 ~=31JZ06 = 100 
2128 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Set Screw 





Cup Point Alloy Steel Socket Set Screws 


Note: Additional sizes are available; go to 


Grainger.com® and search for "set screws." 


= Thread class: 3A 
Overall Item Item = Pkg. 
Length No. No. Qty. 
0-80 Thread, 0.028" Drive 
Ye" 5WJV2 5WJV2 50 
530" 5WJV3 5SWJV3 50 
Ye" 5WJV4 5WJV4 50 
Y16" 5WJV5 5SWJV5 50 
Yq" 5WJV6 SWJV6 50 
1-72 Thread, 0.028" Drive 
Ye" 5WJV7 =5WJV7 = =50 
3/30" 5WJV8 SWJV8 50 
Ye" 5WJV9 SWJV9 50 
16" 5WJWO 5SWJWO 50 
Yq" 5WJW1 5WJW1 50 
2-56 Thread, 0.035" Drive 
Ye" 5WJW2 5WJW2 100 
5/30" 5WJW3 5WJW3 100 
Ye" 5WJW4 5WJW4 100 
16" 5WJW5 5WJW5 100 
Yq" 5WJW6 5WJW6 100 
3-48 Thread, 0.050" Drive 
Ye" 30P097 30P097 100 
5/30" 5WJW7 5SWJW7 100 
¥ 5WJW8 5WJW8 100 
Yq" 6ZE61  6ZE61 100 
V6" 31KL08 31KL08 100 
Y;" 31KL09 31KLO9 100 
%e" 31KD65 31KD65 100 
Va" 31KD66 31KD66 100 
4-40 Thread, 0.050" Drive 
5/30" 31KL10 31KL10 100 
Yr 6ZE69 6ZE69 100 
16" 6ZE71 6ZE71 100 
a" 31KL11  31KL11 100 
1 31KL12 31KL12 100 
4-48 Thread, 0.050" Drive 
16" 5WJX8 5WJX8 100 
VY" 5WJX9 5WJX9 100 
Y," 31KL41 31KL41 100 
5-40 Thread, 46" Drive 
”6" 5WJY7 5WJY7 100 
9" 5WJY9 5WJY9 100 
Ja" 5WJZ0 5WJZO 100 
1" 31KL13 31KL13 100 
5-44 Thread, 1c’ Drive 
YQ" 5WJZ2 5WJZ2 100 
16" 5WJZ3 5WJZ3 100 
V4" 5WJZ4 5WJZ4 100 
Y," 31KD82 31KD82 100 
6-32 Thread, 1c’ Drive 
16" 6ZU48 6ZU48 100 
7" 5WKAO 5WKAO 100 
6-40 Thread, 4c" Drive 
V6" 5WKA7 5WKA7 100 
Y," 31KD83 31KD83 100 
8-32 Thread, Ya" Drive 
16" 6ZU92 6ZU92 100 
Yq" 6ZU95 6ZU95 100 
¥e" 6ZY11 6ZY11 100 
”6" 6ZY14 + 6ZY14 100 
Vy" 6ZY17. + 6ZY17 100 
7" 5MNTO 5MNTO 100 
144" 31KL14 31KL14 100 
1¥," 31KL15 31KL15 100 
8-36 Thread, Ya" Drive 
Ye 5MNT3 5MNT3_ 100 
16" 6ZY41 6ZY41 100 
VY" 6ZY44 §=6ZY44 100 
V6" 6ZY47 6ZY47 100 
ye" 6ZY50 6ZY50 100 
Y," 5MNT4 5MNT4 = 100 
10-24 Thread, 32" Drive 
VY 30P099 30P099 100 
Yq" 6ZY58 6ZY58 100 
Ye" 6ZY64 6ZY64 100 
Y," 6ZY67 6ZY67 100 
7" 1HLV1 =1HLV1 = 100 
14," 5MNT8 5MNT8- 100 
1¥," 31KL16 31KL16 100 
2" 31KD67 31KD67 50 
10-32 Thread, %2" Drive 
YQ 6ZY88 6ZY88 100 
16" 6ZY91 6ZY91 100 
Yq" 6ZY94 6ZY94 100 
Ye" 3MY89 3MY89 100 
Y," 3MB67 3MB6/ 100 
7" 5MNUO 5MNUO 100 
1¥," 31KD84 31KD84 100 
13/4" 31KL42 31KL42 100 
2" 31KD85 31KD85 50 


Overall Item Item 
Length No. No. 
Y-20 Thread, s" Drive 
V6" 3MB95 3MB95 
Ya" 3KB76 3KB/6 
V6" 3KB81 3KB81 
Ye" 3KE72 3KE/2 
Y," 3KE76 = =©3KE/6 
Ye" 3KE80 3KE80 
ya" 3KE83 = 3KE83 
1" 3KE91  3KE91 
1 ¥," 31KL17 31KL17 
14" 3KE98 3KE98 
1¥;" 5XCJ1 = 5XCJ1 
24" 31KL18 31KL18 
2 V4" 31KD68 31KD68 
a 31KD69 31KD69 
Yq-28 Thread, s" Drive 
V6" 5WJX7 5WJX7 
Ya" 3KU33 3KU33 
V6 3KU36 3KU36 
¥e" 3KU40 3KU40 
V2" 3KU44 3KU44 
ye" 3KU47 =3KU47 
il 3KU55 3KU55 
1 V2" 31KL43 31KL43 
19%" 31KL44 31KL44 
2' 31KD86 31KD86 
2 V2" 31KD87 31KD87 
Vic-18 Thread, %2" Drive 
Ye" 31KD70 31KD70 
Zi SFY73 = 3FY73 
V6" SFY76 =©3FY/76 
¥e" 3FY80 §©3FY80 
Vp" 3FA79 = 3FA79 
¥e" 3FA84 = 3FA84 
Ya" 4FA47 §=4FA47 
7 4FA88 4FA88 
ilk 3VE15 3VE15 
2 V4" 31KL19 31KL19 
2 V2" 31KD71 31KD71 
24" 31KD72 31KD72 
Vic-24 Thread, %2" Drive 
Va" 4BE47 4ABE47 
V6" 4BU39 4BU39 
¥e" 4BU44 4BU44 
Vp" 4BU49 4BU49 
Ye" 4BU53 4BU53 
4" 4BU58 4BU58 
14" 31KL45 31KL45 
1¥;" 31KD88 31KD88 
19%" 31KL46 31KL46 
Zz 31KL47 31KL47 
23" 31KD89 31KD89 
¥-16 Thread, 6’ Drive 
Va 5XCNO 5XCNO 
V6 4YE84 AYE84 
Ye" 5WB52 5WB52 
Ae 5WE16 5WE16 
Vp" 6NU12 6NU12 
ye" 6NU17 6NU17 
y4" 5XCN4 5XCN4 
i 5XCN6 5XCN6 
1¥," 6NU42 6NU42 
19%" 6NU47 6NU47 
pm 1AB37 = 1AB37 
2 V4" 1AB40 ~=1AB40 
ZV 1AB43 = 1AB43 
29/4" 5WKA1 5WKA1 
3 1AB49 = =1AB49 
¥-24 Thread, 6’ Drive 
V6" 5WKA6 5WKAG6 
Ye" 1AB58 1AB58 
Ye" 5XCP4 5XCP4 
1 ¥;" 5WKC3 5WKC3 
19%" 31KL48 31KL48 
2' 1AB82 1AB82 
2 V2" 31KD90 31KD90 
76-14 Thread, 72" Drive 
¥e" 1AB85 1AB85 
”6" 1AB88  1AB88 
V2" 1AB91 1AB91 
Ye" 1AB94 1AB94 
y4" 5MNR5 5SMNR5 
Ze 5MNR6 5SMNR6 
ili 1AE13  =1AE13 
14" 31KJ79 31KJ79 
1¥," 1AE19 1AE19 
194" 5MNR7 = 5MNR7 
Z 31KD73 31KD73 
2 V4" 1AE28 1AE28 


Pkg. 


Qty. 


100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
50 

50 


100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
50 


100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
50 

50 


100 
100 
100 
100 
100 
100 
100 
100 
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Overall Item Item 
Length No. No. 
76-20 Thread, 72" Drive 
¥e" 5MNR9 5SMNRI 
”6" 1AE34 1AE34 
Y;" 1AE37  ~=1AE37 
7" 31KL49 31KL49 
J" 31KL50 31KL50 
7 31KL51 31KL51 
1" 31KL52 31KL52 
144" 1AE54 1AE54 
1¥," 31KD91 31KD91 
13/4" 1AE60 1AE60 
2. 1AE63 = 1AE63 
¥-13 Thread, 1" Drive 
Je" 1AE66 1AE66 
/e' 31KD74 31KD74 
Y;" 1AE69 1AE69 
7s" 1AE72 ~~ 1AE72 
4" 31KJ80 31KJ80 
Ze 31KJ81 31KJ81 
1" 31KJ82 31KJ82 
144" 31KJ83 31KJ83 
1%," 1AE87 ~=1AE87 
13/4" 1AE90 = 1AE90 
2" 31KJ84 31KJ84 
2V4" 1AE96 1AE96 
2Y2" 31KD75 31KD75 
a 5MNT2 5MNT2 
3Y2" 1AJ22  1AJ22 
4" 31KD76 31KD76 
¥-20 Thread, 1" Drive 
Je" 1AJ32  1AJ32 
Y," 1AJ35 = 1AJ35 
¥e" 5MNT5 5MNT5 
4" 31KJ97 31KJ97 
1" 31KJ98 31KJ98 
14%" 31KD92 31KD92 
1¥," 1AJ55 = 1AJ55 
13/4" 31KL53 31KL53 
2" 31KD93 31KD93 
2Y2" 31KD94 31KD94 
3 1AJ70 1AJ70 
¥e-11 Thread, “6” Drive 
Y," 1AJ74 = 1AJ74 
¥e" 1AJ77~—- 1AN77 
J" 1AJ82 1AJ82 
il 1AJ87 1AJ87 
144" 31KJ85 31KJ85 
1¥," 31KJ86 31KJ86 
13" 31KJ87 31KJ87 
2" 31KJ88 31KJ88 
2 V4" 31KD77 31KD77 
2Y2" 31KD78 31KD78 
3 31KD79 31KD79 
a 30P101 30P101 
4" 31KD80 31KD80 
¥e-18 Thread, 1c’ Drive 
Vy" 5MNT9 5MNTI 
Ye" 1AU31 1AU31 
3a" 1AU35 1AU35 
1" 1AU38  1AU38 
1¥;" 1AU41  1AU41 
2" 1AU44 1AU44 
¥4-10 Thread, ¥2" Drive 
Ye" 31KJ89 31KJ89 
4" 31KJ90 31KJ90 
Ze 31KJ91 31KJ91 
1" 31KJ92 31KJ92 
14%" 1AU62 1AU62 
1¥," 1AU66 1AU66 
13/4" 1AU69 1AU69 
2. 1AU72 1AU72 
2V2" 1AU75 1AU75 
3 1AU78  1AU78 
3Y2" 31KJ93 31KJ93 
4" 1AU84 1AU84 
¥4-16 Thread, ¥s" Drive 
J" 1AU87 1AU87 
1" 1AU90 1AU90 
1¥," 1AU93 1AU93 
13/4" 1AU96 1AU96 
2. 1AU99 1AU99 
2Y2" 31KD95 31KD95 
3 1AV17~—- 1AV17 
¥%-9 Thread, 12" Drive 
7" 5IMNU4 5SMNU4 
il 5MNUS5S 5MNUS 
14%" 5MNU6 5MNU6 
1%," 31KJ94 31KJ94 


O1 OF) OF) OF) OF) O71 1) OT O11) O71) O71) OT 


O1 O71, O71) OF O71) O71) OT 


O01, 01/01) On 





Overall Item Item 
Length No. No. 
Zz 5MNU7 = 5MNU7 
22" 5MNUS 5MNU8 
2 5MNUS 5MNUS 
4" 31KD81 31KD81 


1-8 Thread, %e" Drive 


il 31KJ95 31KJ95 
31KJ96 31KJ96 
2" 5MNV2 5SMNV2 
5MNV3 = 5SMNV3 
a 5MNV4 5SMNV4 

Made in North America 


1%" 


22 


Overall Item Item 
Length No. No. 
4-40 Thread, 0.050" Drive 
Y," 5TAUS 5TAU5 
V6" 5TAU6 5TAU6 
Yq" 5TAU7 =5TAU7 
V6" 5TAU8  5TAU8 
Ye" 5TAUS 5TAUS 
Y," 5TAVO 5TAVO 
¥e" 5TAV1 5TAV1 
4-48 Thread, 0.050" Drive 
Y 5YNUS 5YNUD5 
Ya" 5YNU7 5YNU7 
5-40 Thread, 4c" Drive 
YQ" 5TAV2  5TAV2 
Y16" 5TAV3 = = 5 TAV3 
YA" 5TAV4 5TAV4 
V6" 5TAV5 § 5TAVS5 
Y;" 5TAV6G STAVE 
Ye" 5TAV7 = STAV7 
¥4" 5TAV8 5TAV8 
6-32 Thread, 4c" Drive 
Ye" 5TAVS 5TAVI 
V6" 5TAWO 5S5TAWO 
Ya" 5TAW1 3 =5TAW1 
V6" 5TAW2 5TAW2 
¥e" 5TAW3 5TAW3 
Y," 5TAW4 5TAW4 
Ye" 5TAW5 5TAW5 
Ya" 5TAW6 5STAW6 
Ze" 5TAW7 = 5TAW7 
ily 5TAWS8 5TAW8 
6-40 Thread, 4c" Drive 
Ye" 5YNUS 5YNU9 
Y16" 5YNVO 5YNVO 
Yq" 5YNV1  5YNV1 
¥e" 5YNV2 5YNV2 
8-32 Thread, %a" Drive 
Ye" 5TAWS 5TAW9 
W16" 5TAXO 5TAXO 
Ya 5TAX1  5TAX1 
V6" 5TAX2 5TAX2 
Ye" 5TAX3 5TAX3 
Y," 5TAX4 5TAX4 
7s" 5TAX5 5TAX5 
Ya" 5TAX6 5TAX6 
is 5TAX7  5TAX7 
ii 5TAX8 5TAX8 
8-36 Thread, 5a" Drive 
Ya" 5YNV3 5YNV3 
Ye" 5YNV4 5YNV4 
10-24 Thread, %2" Drive 
V6" 5TAX9 5TAX9 
Yq" 5TAYO 5TAYO 
/16" 5TAY1 5TAY1 
Ye" 5TAY2 5TAY2 
Y;" 5TAY3  5TAY3 
7" 5TAY4 5TAY4 
Ya" 5TAY5 5TAY5 
7" 5TAY6 5STAY6 
il 5TAY7 = STAY7 
144" 5TAY8  5TAY8 
10-32 Thread, %2" Drive 
16" 5YNV5 5YNV5 
Yq" 5YNV6 5YNV6 
V6" 5YNV7 5YNV7 
Ye" 5YNV8 5YNV8 
Y," 5YNV9 5YNV9 
Ye" 5YNWO 5YNWO 
4" 5YNW1 5YNW1 
ih 5YNW2 5YNW2 
1%" S5YNW3 5YNWS3 
Ya-20 Thread, Ys" Drive 
V6" 5TAY9  5TAYI 
Yq" 5TAZO’ = 5 TAZO 
V6" 5TAZ1 5TAZ1 
¥e" 5TAZ2 ~=5TAZ2 


Pkg. 
Qty. 
5 


1 
1 
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Pkg. 


Qty. 


100 
100 
100 
100 
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100 
100 
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Made in North America 


Overall Item Item = Pkg. 
Length _No. No. Qty. 
Y," 5TAZ3 = 5TAZ3 ~~ 100 
Ye" 5TAZ4 = 5TAZ4~—=- 100 
J" 5TAZ5 5TAZ5~=6100 
Ze 5TAZ6 = 5TAZ6~=§6100 
il 5TAZ7 =65TAZ7~—s100 
1" 5TAZ8 5TAZ8 ~~ 100 
1¥," 5TAZ9 = 5TAZ9~~=100 
13/4" 5TCAO 5STCAO 50 
2" 5TCA1 5TCA1 50 
Y-28 Thread, Ys" Drive 
Ye SYNW4 5YNW4~= 100 
Ya" 5YNW5 SYNW5 100 
Ye’ ‘SYNW6 OSYNW6~ 100 
Ye" 5YNW7 5YNW7_ 100 
Y," 5YNW8 5YNW8 100 
Ja" 5YNXO 5YNXO 100 
1" 5YNX1 5YNX1 = 100 
\i6-18 Thread, 2" Drive 
Ya" 5TCA2 5TCA2 100 
16" 5TCAS3 5ICA3 = 100 
Ye" 5TCA4 5TCA4 100 
6" 5TCAS 5TCA5 100 
Y," 5TCA6 § 5ICA6§ 100 
7" 5TCA7 = S5TCA7 ~=100 
4" 5TCA9 5TCA9 100 
il 51CC1 = 5TCC1 8100 
144" 57T0C2 = 5TCC2 100 
ees 5TCC3 =571CC3 = =100 
13/4" 5TCC4 = 5TCC4~ = 50 
2" 5TCC5 =571CC5 ~= 50 
\i6-24 Thread, %2" Drive 
Ya" 5YNX3 5YNX3 100 
V6" 5YNX4 5YNX4 ~ 100 
¥e" 5YNX5 5YNX5 100 
Y," 5YNX6 5YNX6~ 100 
7" 5YNX7 5YNX7 ~~ 100 
Ja" 5TCA8 5TCA8 100 
il 5YNX8 5YNX8 100 
¥-16 Thread, %c’ Drive 
Ya" 51TCC6 = S5TCCH § 100 
Je" 51CC7 ~=©5TCC7~=—s 100 
Y," 51CC8 5ICC8 100 
Ye" 5TCC9 = S5TCC9 § 100 
5" 5TCDO 5TCDO 100 
il 5TCD1 5TCD1 100 
144" 51TCD2 5ICD2 100 
1¥;" 5TCD3 5ICD3 100 
194" 5TCD4 5T7TCD4 50 
2 V2" 5TCD5 51CD5 ~ 100 
34-24 Thread, %c" Drive 
Ya" 5YNX9 5YNX9 100 
Ye" 5YNYO 5YNYO 100 
Vy" 5YNY2 5YNY2 ~ 100 
7" 5YNY3 5YNY3 100 
Ja" 5YNY4 5YNY4 100 
ile 5YNYS 5YNY5 100 
1%"  SYNY6 5YNY6~ 100 
1%" 5SYNY1 5YNY1~ 100 
76-14 Thread, 72" Drive 
Y," 5TCD6 5ICD6 100 
7" 5TCD7 STCD7 ~~ 100 
J" 5TCD8 5ICD8 100 
ule 5TCD9 5ICD9 50 
14" 5TCEO 5STCEO 50 
1¥," 5TCE1 5TCE1 50 
2" 5TCE2 5TCE2 50 
76-20 Thread, 72" Drive 
Ye" 5YNY7 5YNY7 100 
Y," 5YNY8 5YNY8 100 
Y-13 Thread, 1" Drive 
¥e" 5TCE3 5TCE3 100 
Y," 5YNT4 5YNT4~ 100 
7" 5YNT5 SYNT5 100 
Ja" 5YNT6 5SYNT6~ 100 
7! 5YNT7 5YNT7 = 50 
ir DYNTS8 5YNT8 50 
14," 5YNT9 5SYNT9 50 
1%"  SYNUO 5YNUO 50 
1%"  5YNU1 5YNU1 = 25 
2. SYNU2 5YNU2 = 25 
2¥" BSYNU3 5YNU3 25 
3. 5YNU4 5YNU4 = 25 
¥-20 Thread, 1" Drive 
Y," 5YNY9 5YNY9 100 
4" 5YNZO 5YNZO 100 
ile 5YNZ1 5YNZ1 50 





FASTENERS Scan. Order. Done. 
Set Screw Details on page Al. 





Overall Item Item Pkg. Overall Item Item Pkg. Overall Item Item Pkg. 
Length Finish _No. No. (Qty. Length Finish _No. No. ty. Length Finish _No. No. Qty. 


1 Ye Plain 31KK85 31KK85 100 Ye _Zinc__31KE59 31KE59 100 % Zinc 31KE83_ 31KE83 50 
Real ceexat See a ee 
Steel Socket tine Ph 0 tine 





Yo" Zinc _31KE38 31KE38 100 Ys’ Plain 31KLO1 31KL01 10 1’ Zinc 31KE85 31KE85 25 

"Plain 31KK87 31KK87 100 Y" Zinc _31KE61 31KE61 100 1" Plain 31KJ75 31KJ75 25 

Set Screws Se Zinc_31KE39 31KE39 100 _ %" Plain 31KLO2 31KLO2 100 1%" Plain 31KD47 31KD47_25 

%" _ Plain 31KK88 31KK88 100 %' _Zinc_31KE62 31KE62 100 1%" Zinc 31KE86 31KE86 25 

Overall Item Item Pkg. Overall Item Item Pkg. Ys" Zinc 31KE40 31KE40 100 %s' _ Plain 31KL03 31KL03 100 1%" Plain 31KD48 31KD48 25 
Length Finish No. No. Qty. Length Finish No. No. Qty. Ja" Plain 31KK89 31KK89 100 ya Zinc 31KE63 31KE63 100 1%" Zinc 31KE87 31KE87 25 
4-40 Thread, 0.050" Drive Vj;' Zinc 34KE17 31KE17 100 ft" Zinc 31KE41 31KE41 100 Ys" Plain 31KL04 31KL04 100 ~ 1%" Plain 31KD49 31KD49 25 


Yi Plain 25J660 25J660 100 "Plain 31KK73 31KK73 100 1" Plain 31KK90 31KK90 100 1" Zinc ~=31KE64 31KE64 100 1%" Zinc 31KE88 31KE88 25 
%" Zinc 31KD96 31KD96 100 6° Zinc 31KE18 31KE18 100 1%" Plain 31KD22 31KD22 100 1" Plain 31KL05 31KL05 100 2 __ Plain 31KD50 31KD50 10 
%e Plain 25J601 25J601 100 Me’ Plain 31KK74 31KK74 100 1%" Zinc 31KE42 31KE42 100 1%" Plain 31KD31 31KD31 100 2 Zinc 31KE89 31KE89 10 
Ye Zinc 31KD97 31KD97 100 3%" Zinc 31KE19 31KE19 100 1%" Plain 31KD23 31KD23 100 1%" Zinc 31KE65 31KE65 100 242 Plain 31KD51 31KD51 10 
Y" Plain 25J662 25J662 100 ¥e" Plain 31KK75 31KK75 100 1%" Zinc 31KE43 31KE43 100 1%" Plain 31KD32 31KD32 50 2¥2 Zinc 31KE90 31KE90 10 


vj" Zinc 31KD98 31KD98 100 Ye" Zinc 31KE20 31KE20 100 1%" Plain 31KD24 31KD24 100 1%" Zinc 31KE66 31KE66 50 3 -~Plain 31KD52 31KD52 10 
%" Plain 25J663 25J603 100 %" Plain 31KK76 31KK76 100 1%" Zinc 31KE44 31KE44 100 1%" Plain 31KD33 31KD33 50 3 = Zinc: ~=31KE91 31KE91 10 
¥%" Zinc 31KD99 31KD99 100 %" Plain 31KD16 31KD16 100 2 Plain 31KD25 31KD25 100 1%" Zinc 31KE6/ 31KE6/ 50 4" Plain 31KD53 31KD53 10 
5-40 Thread, Vc" Drive %e Zinc 31KE21 31KE21 100 2 Zinc 31KE45 31KE45 100 2 Plain 31KD34 31KD34 25 4" Zinc 31KE92 31KE92 10 
¥%" Plain 30P136 30P136 100 ¥;" Plain 31KD17 31KD17 100 Ya-28 Thread, Ys" Drive 2 Zinc 31KE68 31KE68 25 ¥e-11 Thread, “c6' Drive 
%" Zinc 31KEO1 31KEO1 100 y," Zinc 31KE22 31KE22 100 Ys —~Plain 20/688 25J688 50 22" pan 31KD35 31KD35 25 Yo Plain 31KD54 31KD54 10 
¥%e Plain 31KD09 31KD09 100 {" Plain 31KD18 31KD18 100 Ys Plain 20J689 25J689 50 2%" Zinc 31KE69 31KE69 25 Yo" Zinc + 31KE93 31KE93 10 
Ye" Zinc 31KEO2 31KE02 100 Tt’ Zinc 31KE23 31KE23 100 Ve-18 Thread, %2" Drive %-24 Thread, %e' Drive Ys Zinc 31KE94 31KE94 10 
vi" Plain 25J664 25J664 100 10-24 Thread, 342" Drive Ye Plain 31KD26 31KD26 100 ¥ Plain SWJR3 SWJR3 50 % Plain 31KJ76 31KJ76 10 
vj" Zinc 31KE03 31KE03 100 ¥%e Zinc 31KE24 31KE24 100 Ye Zinc 31KE46 31KE46 100 Yr Plain SWJR4 SWJR4 50 ys ——*~Plain 31KD55 31KD55 10 
%" Plain 31KD10 31KD10 100 Ye Plain 31KK77 31KK77 100 Ys" Zinc 31KE47 31KE47 100 76-14 Thread, ‘42" Drive Ys" Zinc: ~=31KE95 31KE95 10 
3%" Zinc 31KE04 31KE04 100 "Zinc 31KE25 31KE25 100 Ys" Plain 31KK91 31KK91 100 ¥e ——~Pilain '31KD36 31KD36 50 7s _- Plain 31KD56 31KD56 10 
%" Plain 31KD11 31KD11 100 v;" Plain 31KK78 31KK78 100 Ye Zinc 3tKE48 31KE48 100 ¥" ~~ Zinc ~=31KE70 31KE70 50 7’ Zinc ~+31KE96 31KE96 10 
%" Zinc 31KE05 31KE05 100 Hie Zinc 31KE26 31KE26 100 Ye Plain 31KK92 31KK92 100 “76 Plain 31KD3/ 31KD37 50 1" Plain 31KD57 31KD57 10 
6-32 Thread, c" Drive %e° Plain 31KK79 31KK79 100 Ys = Zinc: ~=31KE49 31KE49 100 ”e Zinc 31KE/1 31KE/1 50 1" Zinc ~31KE97 31KE97 10 


ve" Plain 25J665 25J665 100 3%" Zinc 31KE27 31KE27 100 Ye _ Plain 31KK93 31KK93 100 Yo __ Plain 31KD38 31KD38 50 1%" Plain 31KD58 31KD58 10 
ve" Zinc 31KE06 31KE06 100 3" Plain 31KK80 31KK80 100 Yo" Zinc 31KE50 31KE50 100 Yo" Zinc 31KE/72 31KE/72 50 1%" Zinc 31KE98 31KE98 10 
%e Plain 2536660 25J666 100 %" Zinc 31KE28 31KE28 100 Yo __- Plain 31KK94 31KK94 100 ¥ Plain 31KD39 31KD39 50 1%" Plain 31KD59 31KD59 10 
He Zinc 31KEO7 31KE07 100 %" Plain 31KK81 31KK81 100 Yo" Natural 4FXE2 4FXE2 10 ¥" Zinc 381KE73 31KE73 50 1%" Zinc 31KE99 31KE99 10 
i" Plain 25J667 25J667 100 oe Zinc 31KE29 31KE29 100 % ‘Zinc +31KE51 31KE51 100 Ys" Plain 31KD40 31KD40 50 1%" Plain 31KD60 31KD60 10 
i" Zinc 31KE08 31KE08 100 5%" Plain 31KK82 31KK92 100 %' _ Plain 31KK95 31KK95 100 Ys" ‘Zinc 31KE/74 31KE74 50 1%" Zinc 31KF01 31KF01 10 
He Plain 253668 25J608 100 ¥;" Zinc 31KE30 31KE30 100 Ys" Zinc 31KE52 31KE52 100 ' __ Plain 31KD41 31KD41 50 2 __ Plain 31KD61 31KD61 10 
%e6 Zinc 31KE09 31KE09 100 yj," Plain 31KK83 31KK83 100 Ys" Plain 31KK96 31KK96 100  _Zinc_31KE/75 31KE75 50 2 Zinc 31KFO2 31KF02 10 
%" Plain 253669 25J669 100 {" Plain 31KD19 31KD19 100 1" Zinc =31KE53 31KE53 100 1" Plain 31KD42 31KD42 50 242 Plain 31KD62 31KD62 10 
3%" Zinc 31KE10 31KE10 100 1" Zinc 31KE31 31KE31 100 1" Plain 31KK97 31KK97 100 1" Zinc ~=31KE/6 31KE/6 50 24% Zinc 31KFO3 31KF03 10 
%" Plain 31KD12 31KD12 100 TZ" Plain 31KD20 31KD20 100 1%" Plain 31KD2/ 31KD27 100 1%" Plain 31KD43 31KD43 25 3% Plain 31KD63 31KD63 


— 
(a) 


a] 
"Zinc 31KE11 31KE11 100 1%" Zinc 31KE32 31KE32 100 1% Zinc 31KE54 31KE54 100 1%" Zinc 31KE// 31KE/7 25 3%" Zinc 31KFO4 31KF04 5 
5% Plain 31KD13 31KD13 100 1%" Plain 31KD21 31KD21 100 1¥° Plain 31KD28 31KD28 100 1%" Plain 31KD44 31KD44 25 4" __ Plain 31KD64 31KD64 5 
5s Zinc 31KE12 31KE12 100 TH" Zinc 31KE33 31KE33 100 1¥ Zinc 31KE59 31KE50 100 1¥2" Zinc 31KE/8 31KE/8 25 4" Zinc 31KF05 31KF05 5 
¥," Plain 31KD14 31KD14 100 10-32 Thread, 342" Drive 1534" Plain 31KD29 31KD29 100 134" Plain 31KD45 31KD45 25 ¥a-10 Tread ¥e" Drive 
¥" Zinc 31KE13 31KE13 100 Ye" Plain 253682 25J682 50 1%" Zinc 31KE56 31KE56 100 1%" Zinc 31KE/9 31KE/9 25 Ys _Zinc_=31KF06 31KF06 5 
{Plain 31KD15 31KD15 100 vs" Plain 25J683 25J683 50 2' _ Plain 31KD30 31KD30 100 2' __ Plain 31KD46 31KD46 10 Ys" Zinc 31KFO7 31KFO7 5 
{" Zinc 31KE14 31KE14 100 4-20 Thread, 1" Drive 2 _Zinc_31KE5/ 31KE5/ 100 2 _Zinc_ 31KE80 31KE80 10 1" Zinc =31KF08 31KF08 5 
8-32 Thread, 5a" Drive Ye’ Zinc 31KE34 31KE34 100 16-24 Thread, 52" Drive Yo-13 Thread, 14" Drive 1%" Zinc 31KFO9 31KF09 5 
ve" Plain 5WJR5 5WJR5 50 ie" Plain 31KK84 31KK84 100 Ye Plain 25/693 25/693 50 Ye Plain SWJR6 SWJR6 50 1%" Zinc 31KF10 31KF10 5 
%" Zinc 31KE15 31KE15 100 Y; Plain 25J685 25J605 50 Ye Plain SWJP6 SWJP6 50 ¥e' Zinc ~31KE81 31KE81 50 134" Zinc 31KF11 31KF11_ 5 
%e Zinc 31KE16 31KE16 100 vs" Zinc 31KE35 31KE35 100 ¥e-16 Thread, 6" Drive Yo" Plain SWJR/7 SWJR/ 950 2. __-Zinc_31KF12 31KF12 5 
He" Plain 31KK72 31KK72 100 %e Zinc 31KE36 31KE36 100 Y" Zinc 31KE58 31KE58 100 Yo" Zinc 31KE82 31KE82 50 2%" Zinc 31KF13 31KF13 5 
Ya" Plain 31KK98 31KK98 100 Ys _ Plain SWJR9 SWJRY 50 3) _-Zinc_31KF14 31KF14 5 


Cone Oval % Do Cone Oval % Do 
Alloy Steel Overall Item Pkg. Item Pkg. Item : Pkg. Overall Item Pkg. Item Pkg. Item : Pkg. 








Length No. Qty. No. Qty. No. Qty. Length No. Qty. No. Qty. No. Qty. 
Socket Set 10-32 Thread, Yo in Drive %in | 31KK65 100|. — — | —  — 
Ya in 25J775 100 — — “6 in — —  31KL28~ 100 — — 
Screws Ya in — — | 253735 100 “6 in — — — — | 253745 100 
Yin 30P152 100 — — — — “6 in 5WJT7 50 — — — — 
; ; He in _ — | 253774 100 _ _ 6-24 Thread, %2 in Drive 
Note: Additional sizes are available; on ¥%6 in = = = _ 253734 100 % in 5WJU2 50 = _ = = 
Grainger.com® search for "set screws." Yein | 30P151 100 _ _ _ _ %cin | SWJU1 50 _ — _ — 
Y-20 Thread, Ye in Urive ¥-16 Thread, 3c in Drive 
Cone Oval Ve Dog 1 in — 31KL26 =100 — — 1 Y% in — — — | 253753 100 
Overall Item Pkg. Item Pkg. Item Pkg. 1 in _ — | 253742 100 1 in _ — | 31KL38 100 _ _ 
Length No. Qty. No. Oty. No. Oty. 1 in 31KK64 10( 00 — — — — 1 in — — — — | 25J752 100 
Alloy Steel Y in — — | 31KL23 100 — — 1 in 31KK71 = 100 — — — — 
4-40 Thread, 1/20 in Drive Y in — — — — | 253739 100 Y in — —  31KL35 100 — — 
Ve in 30P143 =100 — — — — Y in 5WJT3 50 — — — — Y in — — — — | 253749 100 
He in 30P142 100 — — Ya in — — | 31KL20 100 — — Y in 31KK69 100 — — — — 
5-40 Thread, “Tal i Drive YW in — — — — | 253736 100 4 in — — | 31KL37 100 — — 
Ya in 30P144 100 — — — — YW in 30P153  =100 — — — — ¥4 in — — — — | 253751 100 
6-32 Thread, 1c in Drive Yin — — | 31KL25 100 — — 4 in 31KK70 = 100 — — — — 
Ya in 253764 100 — — ¥ in — — — — | 253741 100 ¥e In — — | 31KL34~ 100 — — 
Ya in 30P147 100 — — — — Yin 5WJT5 50 — — — — ¥e In — — — — | 253748 100 
Ve in 30P145 100 — — — — ¥ in — — | 31KL22 ~ 100 — — ¥e In 3IKKG8 100 — — — — 
¥ In — 25J766 100 — — ¥ In — — — — | 253738 100 %3 In 31KL36 100 — — 
Hein | 30P146 100 — — — — ¥ in 30P155 100 — — — — % In — — | 253750 100 
Ae in 253/65 100 — — ¥% In — — | 31KL24_ 100 — — 24 Thread, Yel in Drive 
8-32 Thread, Vai in Drive % in — — — — 25J740 100 Y in — 5MXV7 50 — — 
Y% in 25J769 100 — — % In 31KK63 100 — — — — Y in — — — | 253755 100 
Y in — — — — | 253728 100 Ae in — — | 31KL21 100 — — Y in 5WJU9 50 — — — — 
Ya in — — | 253768 100 — — “6 in — — — — | 253737 100 ¥e In — — 253787 50 — — 
Ya in — — — — | 253725 100 “Yéin | 30P154 100 — — — — ¥e In — — — — | 253754 100 
Ya in 30P149 §=100 — — — — V4-28 Thread, + Ve in Drive ¥2 In 5WJU8 50 — — — — 
3 In — — — — 253727 100 Ya in 25J779 = 50 — — Ya-13 Thread, % in Urive 
¥ in 30P150 100 — — — — Ya in — — | 253743 100 1 Y% In — — — 253760 25 
He in — — | 253767 100 — — Ya in 30P156 100 — — — — 1 in — — | 25J791 25 — — 
He in — — — — | 253724 100 ¥% In _— — | 253780 50 — — 1 in — — — — 253759 25 
Hein | 30P148 100 — — — — ¥ In — — — — | 253744 100 1 in 31KJ73 25 — — — — 
Ae in — — | 253726 100 ¥% In 30P157 = 100 — — — — Y in — — | 31KL39 50 — — 
10-24 Thread, ' 342 in Drive %6-18 Thread, 52 in Drive Y in = — — — | 31KL06 50 
Y in — | 253773 100 — — 1 in — — | 31KL33 100 — — Y in 5WJVO 50 — — — — 
Y In — — | 25J733 100 1 in 31KK67 ~=100 — — — — 4 in — — 253790 25 — — 
Y in 251796 100 — — — Y in — — | 31KL30 100 — — 4 in — — — — | 253758 25 
Yin — — | 25J771 100 — — Y in — — — — | 253747 100 4 in WV 20 — — — — 
Ya in — — — — | 25J730 100 Y In 30P159 100 — — — — % In 31KL40 850 — — 
Ya in 253793 100 — — — — Ya in — — | 31KL27 100 — — %3 In — — | 31KLO07 50 
¥ in — — | 253772 100 — — Yin — — | 31KL32 100 — — 5-20 Thread, 1 Va in Drive 
¥ in — — — — | 25J732 100 Yin — — — — | 30P139 100 Y in 253792 = 25 — — 
¥% in 25J795 100 — — — — ¥% in 31KK66 = 100 — — — — Ye-11 Thread, 5 ic in Drive 
He in — — | 253770 100 — — ¥ in — — | 31KL29 100 — — 1 Y% in — — — | 31KJ78 10 
He in — — — — | 253729 100 ¥% In _— — — — | 253746 100 1 in — — | 31KJ77~~—‘10 
Ae in — — | 25J731 100 ¥% In 30P158 100 — — — — 18 Thread, 5 ie in Drive 
Ae in 25)794 100 — — — ¥ In — — | 31KL31 100 — — % In — — — — 253763 25 
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FASTENERS 


» |Download Available : 
| | Eowntload Available Rivets 
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Rivet Information 


——— 


Closed-End 


RIVET TYPES 


Open-End—Retains the mandrel head within the body of the rivet. 
A strong, cost-effective alternative to tubular rivets in industrial 
applications with materials that do not have high load-bearing 
requirements. Go to Grainger.com® and search for “open-end 
rivets." 


Closed-End—Provides greater shear and tensile strength over 
open-end rivets of similar sizes and materials. Seals liquidtight, 
with 100% mandrel retention. Go to Grainger.com® and search for 
"closed-end rivets." 


Blind—Designed for blind-side applications where only 1 side of 
the material is accessible. Will not mar or scratch painted or other 
finished materials. See pages 2131, 2132, 2133, 2134. 


HEAD TYPES 
Dome—Provides a low-profile finished assembly. 


Large Flange 





Large Flange—Provides greater bearing surface for fastening soft 
and brittle material. Also great to cover enlarged holes or slots. 


TriBulb—Large blind-side footprint allows use in oversize holes. 
Use with both soft and brittle materials. 


OTHER RIVET TYPES 
See grainger.com/fasteners for our expanded rivet selection including the following. 


Push-in 

Usually made of nylon, push-in rivets expand to lock material into 
holes. Use on soft or hard materials. 

Tubular/Semitubular 

Rivets can be used to fasten soft and hard materials. 

Tubular rivets have a hole in the headless end. Most commonly used 
in self-piercing applications where a predrilled hole is not required. 
Semitubular rivets are similar to tubular rivets, but require much less 
insertion force. 


Solid 

1-pc. fasteners are permanently 
set using a hammer or rivet press, 
and expand in the hole to securely 
lock parts together. 


Split 
Used to fasten soft materials 


together. 2 legs pierce the material 
and then fold over to fasten. 





Domed Large Flange 


& a 
Blind Rivets & FABORY POP XX Avdel 


Blind rivets have 2 parts: the rivet and the mandrel. The rivet fastens to the materials, and the mandrel is used to set the rivet and then is discarded. 
Note: Countersunk, button, and structural domed rivets are available on Grainger.com®; search for the head type, such as "countersunk rivets." 





Rivet Rivet Rivet Drill Item Pkg. Rivet Rivet Rivet Drill Item Pkg. 
Dia. Head Dia. Grip Range Length Type Size Brand No. Qty. Dia. Head Dia. Grip Range Length Type Size Brand No. Qty. 
Steel 0.063" to 0.125" 0.325" Open #11  Fabory 32ML28 250 
Domed 0.356" to 0.394" 0.063" to 0.126" 0.374" Open #11  Fabory 32MP16 250 
0.020" to 0.125" 0.250" Open #41 Fabory 32ML10 500 0.063" to 0.189" 0.437" Open #11  Fabory 32MP17 250 
¥%o" 0.178" to 0.198" 0.126" to 0.250" 0.375" Open #41 Fabory 32ML11 500 0.400" 0.063" to 0.250" 0.416" Open #10 Fabory 32MR65 250 
0.251" to 0.375" 0.500" Open #41  Fabory 32ML12 500 0.063" to 0.252" 0.500" Open #11  Fabory 32MP18 250 
0.020" to 0.062" 0.212" Open #30 Fabory 32ML13 500 0.126" to 0.187" 0.387" Open #11  Fabory 32ML29 250 
0.039" to 0.126" 0.323" Open #30 Fabory 32MP03 500 0.356" to 0.394" 0.126"to 0.315" 0.563" Open #11 Fabory 32MP19 250 
0.039" to 0.189" 0.390" Open #30 Fabory 32MP04 500 0.188" to 0.250" 0.450" Open #11  Fabory 32ML30 250 
0.063" to 0.125" 0.275" Open #30 Fabory 32ML14 500 0.189" to 0.378" 0.626" Open #11  Fabory 32MP20 250 
0.063" to 0.252" 0.449" Open #30 Fabory 32MP05 500 Hae! 0.400" 0.214" to 0.437" 0.577" Open #10 Fabory 32MR66 250 
Ye" 0.238" to 0.262" 0.126" to 0.187" 0.337" Open #30 Fabory 32ML15 500 0.252" to 0.441" 0.689" Open #11  Fabory 32MP21 250 
0.126" to 0.315" 0.512". Open #30 Fabory 32MP06 500 0.313" to 0.375" 0.575" Open #11  Fabory 32ML31 250 
0.188" to 0.250" 0.400" Open #30 Fabory 32ML16 500 0.315" to 0.500" 0.760" Open #11  Fabory 32MP22 250 
0.251" to 0.312" 0.462" Open #30 Fabory 32ML17 500 0.376" to 0.500" 0.700" Open #11  Fabory 32ML32 250 
0.313" to 0.375" 0.525" Open #30 Fabory 32ML18 500 0.356" to 0.394" 0.378" to 0.563" 0.815" Open #11  Fabory 32MP23 250 
0.376" to 0.500" 0.650" Open #30 Fabory 32ML19 500 " 0.500" to 0.689" 0.937" Open #11  Fabory 32MP24 250 
0.501" to 0.625" 0.775" Open #30 Fabory 32ML20 500 0.501" to 0.625" 0.825" Open #11  Fabory 32ML33 250 
0.063" to 0.125" 0.300" Open #20 Fabory 32ML21 500 0.626" to 0.750" 0.950" Open #11  Fabory 32ML34 250 
0.063" to 0.189" 0.413" Open #20 Fabory 32MP10 500 0.751" to 0.875" 1.075" Open #11  Fabory 32ML35 250 
0.063" to 0.252" 0.472" Open #20 Fabory 32MP11 500 0.876" to 1.000" 1.200" Open #11  Fabory 32ML36 250 
0.126" to 0.187" 0.362" Open #20 Fabory 32ML22 500 0.530" 0.080" to 0.375" 0.556" Open G Fabory 32MR6/7 100 
0.126" to 0.315" 0.535" Open #20 Fabory 32MP12 500 0.475" to 0.525" 0.188" to 0.250" 0.500" Open F Fabory 32ML37 100 
%2" 0.296" to 0.328" 0.188" to 0.250" 0.425" Open #20 Fabory 32ML23 500 " 0.313" to 0.375" 0.625" Open F Fabory 32ML38 100 
0.313" to 0.375" 0.550" Open #20 Fabory 32ML24 500 yj," 0.530" 0.350" to 0.625" 0.806" Open G Fabory 32MR68 100 
0.315" to 0.500" 0.724" Open #20 Fabory 32MP15 500 0.376" to 0.500" 0.750" Open F Fabory 32ML39 100 
0.376" to 0.500" 0.675" Open #20 Fabory 32ML25 500 0.475" to 0.525" 0.501" to 0.625" 0.875" Open F Fabory 32ML40 100 
0.501" to 0.625" 0.800" Open #20 Fabory 32ML26 500 0.626" to 0.750" 1.000" Open F Fabory 32ML41 100 
0.626" to 0.750" 0.925" Open #20 Fabory 32ML27 500 0.751" to 0.875" 1.125" Open F Fabory 32ML42 100 
| CONTINUED | } 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2131 
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Scan. Order. Done. 
Details on page A1. 


\ | CONTINUED | 
* : 
= = WS, ® 
Blind Rivets & FABORY POP > Avdel 
Rivet Rivet Rivet Drill Item Pkg. Rivet Rivet Rivet _ Drill Item Pkg. 
Dia. Head Dia. Grip Range Length Type Size Brand No. Qty. Dia. Head Dia. Grip Range Length Type Size Brand No. Qty. 
Large Flange 0.375" 0.063" to 0.125" 0.300" Open #11 PopAvdel 3ZKR8 250 
0.238" to 0.262" 0.039" to 0.189" 0.390" Open #30 Fabory 32MR55 500 0.356" to 0.394" 0.063" to 0.125" 0.325" Open #11  Fabory 32ML92 250 
0.063" to 0.125" 0.275" Open #30 Fabory 32ML43 500 0.063" to 0.125" 0.325" Open #11  Fabory 32MM21 250 
yy" 0.126" to 0.187" 0.337" Open #30 Fabory 32ML44 500 0.327" to 0.398" 0.063" to 0.125" 0.406" Closed #11  Fabory 32MN54 250 
0.360" to 0.390" 0.188" to 0.250" 0.400" Open #30 Fabory 32ML45 500 0.356" to 0.394" 0.063" to 0.126" 0.374" Open #11  Fabory 32MP38 250 
0.313" to 0.375" 0.525" Open #30 Fabory 32ML46 500 0.063" to 0.189" 0.437" Open #11  Fabory 32MP39 250 
0.376" to 0.500" 0.650" Open #30 Fabory 32ML47 500 0.400" 0.063" to 0.250" 0.416" Open #10 Fabory 32MR69 250 
0.126" to 0.187" 0.362" Open #20 Fabory 32ML48 500 0.356" to 0.394" 0.063" to 0.252" 0.500" Open #11  Fabory 32MP40 250 
0.188" to 0.250" 0.425" Open #20 Fabory 32ML49 500 0.375" 0.125" to 0.188" 0.422" Closed #11 Pop Avdel 3ZKR9 100 
%32" 0.448" to 0.488" 0.313" to 0.375" 0.550" Open #20 Fabory 32ML50 500 0.356" to 0.394" 0.126" to 0.187" 0.387" Open #11  Fabory 32ML93 250 
0.376" to 0.500" 0.675" Open #20 Fabory 32ML51 500 0.126" to 0.187" 0.387" Open #11  Fabory 32MM22 250 
0.501" to 0.625" 0.800" Open #20 Fabory 32ML52 500 0.327" to 0.398" 0.126" to 0.187" 0.468" Closed #11  Fabory 32MN55 250 
0.063" to 0.252" 0.500" Open #11  Fabory 32MR58 250 0.375" 0.126" to 0.250" 0.425" Open #11 PopAvdel 3ZKT1 250 
0.126" to 0.315" 0.563" Open #11  Fabory 32MR59 250 0.126" to 0.315" 0.563" Open #11  Fabory 32MP41 250 
0.188" to 0.250" 0.450" Open #11  Fabory 32ML54 250 0.356" to 0.394" 0.188" to 0.250" 0.450" Open #11  Fabory 32ML94 250 
0.189" to 0.378" 0.626" Open #11  Fabory 32MR60 250 0.188" to 0.250" 0.450" Open #11  Fabory 32MM23 250 
0.252" to 0.441" 0.689" Open #11  Fabory 32MR61 250 0.327" to 0.398" 0.188" to 0.250" 0.531" Closed #11  Fabory 32MN56 250 
3%16' 0.600" to 0.650" 0.313" to 0.375" 0.575" Open #11 Fabory 32ML55 250 0.400" 0.214" to 0.437" 0.577" Open #10 Fabory 32MR70 250 
0.376" to 0.500" 0.700" Open #11  Fabory 32ML56 250 0.375" 0.251" to 0.375" 0.550" Open #11 PopAvdel 3ZKT3 250 
0.501" to 0.625" 0.825" Open #11  Fabory 32ML57 250 He" 0.252" to 0.441" 0.689" Open #11  Fabory 32MP43 250 
0.626" to 0.750" 0.950" Open #11  Fabory 32ML58 250 0.356" to 0.394" 0.313" to 0.375" 0.575" Open #11  Fabory 32ML95 250 
0.751" to 0.875" 1.075" Open #11  Fabory 32ML59 250 0.313" to 0.375" 0.575" Open #11  Fabory 32MM24 250 
0.876" to 1.000" 1.200" Open #11  Fabory 32ML60 250 0.327" to 0.398" 0.313" to 0.375" 0.656" Closed #11  Fabory 32MN57 250 
Stainless Steel 0.356" to 0.394" 0.315"to 0.500" 0.760" Open #11 + Fabory 32MP44 250 
Domed 0.375" 0.376" to 0.500" 0.675" Open #11 PopAvdel 3ZKT5 250 
0.228" to 0.264" 0.020" to 0.062" 0.297" Closed #30 Fabory 32MN41 500 0.356" to 0.394" 0.376" to 0.500" 0.700" Open #11  Fabory 32ML96 250 
0.250" 0.032" to 0.062" 0.188" Open #30 PopAvdel 3ZKN7 500 0.376" to 0.500" 0.700" Open #11  Fabory 32MM25 250 
0.238" to 0.262" 0.039" to 0.189" 0.390" Open #30 Fabory 32MP26 500 0.327" to 0.398" 0.376" to 0.500" 0.781" Closed #11  Fabory 32MN58 250 
0.250" 0.063" to 0.125" 0.250" Open #30 PopAvdel 3ZKN8 500 0.356" to 0.394" 0.378" to 0.563" 0.815" Open #11  Fabory 32MP45 250 
0.238" to 0.262" 0.063" to 0.125" 0.275" Open #30 Fabory 32ML79 500 0.500" to 0.689" 0.937" Open #11  Fabory 32MP46 250 
0.063" to 0.125" 0.275" Open #30 Fabory 32MMO08 500 0.375" 0.501" to 0.625" 0.800" Open #10 PopAvdel 3ZKR3 100 
0.228" to 0.264" 0.063" to 0.125" 0.360" Closed #30 Fabory 32MN42 500 0.356" to 0.394" 0.501" to 0.625" 0.825" Open #11  Fabory 32ML97 250 
0.250" 0.126" to 0.187" 0.313" Open #30 PopAvdel 3ZKP1 500 0.501" to 0.625" 0.825" Open #11  Fabory 32MM26 250 
0.238" to 0.262" 0.126" to 0.187" 0.337" Open #30 Fabory 32ML80 500 0.327" to 0.398" 0.501" to 0.625" 0.906" Closed #11  Fabory 32MN59 250 
0.126" to 0.187" 0.337" Open #30 Fabory 32MMO09 500 0.356" to 0.394" 0.626" to 0.750" 0.950" Open #11  Fabory 32ML98 250 
0.228" to 0.264" 0.126" to 0.187" 0.422" Closed #30 Fabory 32MN43 500 0.626" to 0.750" 0.950" Open #11  Fabory 32MM27 250 
0.250" 0.188" to 0.250" 0.375" Open #30 PopAvdel 3ZKP3 500 0.327" to 0.398" 0.626" to 0.750" 1.026" Closed #11  Fabory 32MN60 250 
0.238" to 0.262" 0.188" to 0.250" 0.400" Open #30 Fabory 32ML81 500 0.375" 0.876" to 1.000" 1.175" Open #11 PopAvdel 3ZKR6 100 
Ve" 0.188" to 0.250" 0.400" Open #30 Fabory 32MM10 500 0.356" to 0.394" 0.876"to 1.000" 1.200" Open #11 Fabory 32MM29 250 
0.228" to 0.264" 0.188" to 0.250" 0.485" Closed #30 Fabory 32MN44 500 0.530" 0.080" to 0.375" 0.556" Open G Fabory 32MR71_ 100 
0.250" 0.251" to 0.312" 0.438" Open #30 PopAvdel 3ZKP5 500 0.188" to 0.250" 0.500" Open F Fabory 32MM30 100 
0.238" to 0.262" 0.251" to 0.312" 0.462" Open #30 Fabory 32ML82 500 0.475" to 0.525" 0.188" to 0.250" 0.500" Open E Fabory 32MM02 100 
j 0.251" to 0.312" 0.462" Open #30 Fabory 32MM11 500 0.313" to 0.375" 0.625" Open E Fabory 32MM31 100 
0.228" to 0.264" 0.251" to 0.312" 0.547" Closed #30 Fabory 32MN45 500 0.313" to 0.375" 0.625" Open F Fabory 32MM03 100 
0.238" to 0.262" 0.313" to 0.375" 0.525" Open #30 Fabory 32ML83 500 yj! 0.530" 0.350" to 0.625" 0.806" Open G Fabory 32MR72 100 
0.313" to 0.375" 0.525" Open #30 Fabory 32MM12 500 0.376" to 0.500" 0.750" Open F Fabory 32MM32 100 
0.228" to 0.264" 0.313" to 0.375" 0.610" Closed #30 Fabory 32MN46 500 0.376" to 0.500" 0.750" Open F Fabory 32MM04 100 
0.250" 0.313 to 0.375" 0.500" Open #30 PopAvdel 3ZKP6 500 0.475" to 0.525" 0.501" to 0.625" 0.875" Open F Fabory 32MM33 100 
0.376" to 0.500" 0.625" Open #30 PopAvdel 3ZKP7 500 0.501" to 0.625" 0.875" Open F Fabory 32MM05 100 
0.238" to 0.262" 0.376" to 0.500" 0.650" Open #30 Fabory 32ML84 500 0.626" to 0.750" 1.000" Open F Fabory 32MM34 100 
0.376" to 0.500" 0.650" Open #30 Fabory 32MM13 500 0.626" to 0.750" 1.000" Open F Fabory 32MM06 100 
0.228" to 0.264" 0.376" to 0.500" 0.735" Closed #30 Fabory 32MN47 500 Large Flange 
0.296" to 0.328" 0.047" to 0.126" 0.350" Open #20 Fabory 32MP31 500 0.375" 0.063" to 0.125" 0.250" Open #30 PopAvdel 3ZKN9 500 
0.312" 0.063" to 0.125" 0.275" Open #20 PopAvdel 3ZKP8 500 0.360" to 0.390" 0.063"to 0.125" 0.275" Open #30 Fabory 32MM36 500 
0.296" to 0.328" 0.063" to 0.125" 0.300" Open #20 Fabory 32ML86 500 yf! 0.375" 0.126" to 0.187" 0.313" Open #30 PopAvdel 3ZKP2 500 
0.063" to 0.125" 0.300" Open #20 Fabory 32MM15 500 0.360" to 0.390" 0.126" to 0.187" 0.337" Open #30 Fabory 32MM37 500 
0.272" to 0.331" 0.063" to 0.125" 0.375" Closed #20 Fabory 32MN48 500 0.375" 0.188" to 0.250" 0.375" Open #30 PopAvdel 3ZKP4 500 
0.296" to 0.328" 0.063" to 0.189" 0.413" Open #20 Fabory 32MP32 500 0.360" to 0.390" 0.188" to 0.250" 0.400" Open #30 Fabory 32MM38 500 
0.063" to 0.252" 0.472" Open #20 Fabory 32MP33 500 %2" 0.448" to 0.488" 0.313" to 0.375" 0.550" Open #20 Fabory 32MM43 500 
0.312" 0.126" to 0.187" 0.338" Open #21 PopAvdel 3ZKP9 500 0.625" 0.126" to 0.250" 0.425" Open #11 PopAvdel 3ZKT2 100 
0.296" to 0.328" 0.126" to 0.187" 0.362" Open #20 Fabory 32ML87 500 0.600" to 0.650" 0.188" to 0.250" 0.450" Open #11  Fabory 32MM47 250 
j 0.126" to 0.187" 0.362" Open #20 Fabory 32MM16 500 0.625" 0.251" to 0.375" 0.550" Open #11 PopAvdel 3ZKT4 100 
0.272" to 0.331" 0.126" to 0.187" 0.437" Closed #20 Fabory 32MN49 500 0.600" to 0.650" 0.313" to 0.375" 0.575" Open #11  Fabory 32MM48 250 
0.296" to 0.328" 0.126" to 0.315" 0.535" Open #20 Fabory 32MP34 500 Ve! 0.625" 0.376" to 0.500" 0.675" Open #11 PopAvdel 3ZKT6 100 
Sao! 0.312" 0.188" to 0.250" 0.400" Open #20 PopAvdel 3ZKR1 500 0.600" to 0.650" 0.376"to 0.500" 0.700" Open #11  Fabory 32MM49 250 
0.296" to 0.328" 0.188" to 0.250" 0.425" Open #20 Fabory 32ML88 500 0.625" 0.501" to 0.625" 0.800" Open #10 PopAvdel 3ZKR4 100 
0.188" to 0.250" 0.425" Open #20 Fabory 32MM17 500 0.600" to 0.650" 0.501"to 0.625" 0.825" Open #11  Fabory 32MM50 250 
0.272" to 0.331" 0.188" to 0.250" 0.500" Closed #20 Fabory 32MN50 500 0.625" 0.626" to 0.750" 0.925" Open #10 PopAvdel 3ZKR5 100 
0.251" to 0.312" 0.562" Closed #20 Fabory 32MN51 500 0.600" to 0.650" 0.626" to 0.750" 0.950" Open #11  Fabory 32MM51 250 
0.312" 0.251" to 0.375" 0.525" Open #20 PopAvdel 3ZKR2 500 Plastic 
0.252" to 0.441" 0.661" Open #20 Fabory 32MP36 500 Domed 
0.296" to 0.328" 0.313" to 0.375" 0.550" Open #20 Fabory 32ML89 500 6.0mm 0.512" 0.157" to'0.335° Open %%' PopAvdel 3ZJN6 25 
0.313" to 0.375" 0.550" Open #20 Fabory 32MM18 500 6.3mm 0.661" 0.315" to 0.472" Open 4" PopAvdel 3ZJP2 25 
0.272" to 0.331" 0.313" to 0.375" 0.625" Closed #20 Fabory 32MN52 500 C1006-C1010 Steel 
0.376" to 0.500" 0.675" Open #20 Fabory 32ML90 500 Yap! 0.188" 0.032" to 0.125" 0.225" Open #41 PopAvdel 3ZKG6 500 
0.296" to 0.328" 0.376" to 0.500" 0.675" Open #20 Fabory 32MM19 500 0.126" to 0.250" 0.350" Open #41 PopAvdel 3ZKG7 500 
0.501" to 0.625" 0.800" Open #20 Fabory 32ML91 500 0.032" to 0.062" 0.188" Open #30 PopAvdel 3ZKG8 500 
0.501" to 0.625" 0.800" Open #20 Fabory 32MM20 500 0.063" to 0.125" 0.250" Open #30 PopAvdel 3ZKH1 500 
0.063" to 0.125" 0.250" Open #30 PopAvdel 3ZKG9 500 
yf" 0.250" 0.126" to 0.187" 0.313" Open #30 PopAvdel 3ZKH3 500 
0.188" to 0.250" 0.375" Open #30 PopAvdel 3ZKH5 500 
0.251" to 0.312" 0.438" Open #30 PopAvdel 3ZKH7 500 
0.313 to 0.375" 0.500" Open #30 PopAvdel 3ZKH8 500 
0.376" to 0.500" 0.625" Open #30 PopAvdel 3ZKJ1 500 
0.063" to 0.125" 0.275" Open #20 PopAvdel 3ZKJ2 500 
0.126" to 0.187" 0.338" Open #20 PopAvdel 3ZKJ3 500 
32" 0.312" 0.188" to 0.250" 0.400" Open #20 PopAvdel 3ZKJ4 500 
0.251" to 0.375" 0.525" Open #20 PopAvdel 3ZKJ5 500 
0.376" to 0.500" 0.650" Open #20 PopAvdel 3ZKJ6 500 
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Blind Rivets 


Rivet 
Dia. 


x 6" 


Va" 


Head Dia. 


0.375" 


0.500" 


Large Flange 


Y" 


x 6" 


0.375" 
0.250" 


0.625" 


Aluminum 


Ya" 


50" 


x 6" 


0.360" to 0.390" 


0.448" to 0.488" 


0.356" to 0.394" 
0.600" to 0.650" 


0.356" to 0.394" 
0.600" to 0.650" 
0.356" to 0.394" 
0.600" to 0.650" 


5056 Aluminum 


¥0" 


0.178" to 0.198" 


0.188" 


0.178" to 0.198" 


0.238" to 0.262" 
0.224" to 0.252" 


0.250" 
0.236" 
0.250" 


0.238" to 0.262" 
0.224" to 0.252" 


0.250" 
0.236" 


0.238" to 0.262" 
0.224" to 0.252" 


0.236" 
0.250" 


0.238" to 0.262" 
0.224" to 0.252" 


0.236" 


0.238" to 0.262" 
0.224" to 0.252" 
0.238" to 0.262" 
0.224" to 0.252" 


0.250" 
0.236" 
0.250" 


0.238" to 0.262" 
0.224" to 0.252" 


0.250" 


0.238" to 0.262" 


Download Available 
GRAINGER.COM 


Grip Range 


0.063" to 0.125" 
0.126" to 0.250" 
0.251" to 0.375" 
0.376" to 0.500" 
0.501" to 0.625" 
0.626" to 0.750" 
0./51" to 0.875" 
0.876" to 1.000" 
0.063" to 0.250" 
0.376" to 0.500" 
0.501" to 0.625" 
0.626" to 0.750" 
0.876" to 1.000" 


0.063" to 0.125" 
0.126" to 0.187" 
0.188" to 0.250" 
0.313 to 0.375" 
0.126" to 0.250" 
0.251" to 0.375" 
0.376" to 0.500" 
0.501" to 0.625" 
0.626" to 0.750" 


0.039" to 0.189" 
0.063" to 0.252" 
0.126" to 0.315" 
0.189" to 0.378" 
0.315" to 0.500" 
0.063" to 0.252" 
0.126" to 0.315" 
0.189" to 0.378" 
0.252" to 0.441" 
0.315" to 0.500" 
0.063" to 0.252" 
0.063" to 0.252" 
0.126" to 0.378" 
0.189" to 0.441" 
0.315" to 0.500" 
0.315" to 0.500" 
0.378" to 0.563" 
0.441" to 0.752" 
0.441" to 0.752" 
0.500" to 0.882" 


0.020" to 0.125" 
0.032" to 0.125" 
0.126" to 0.250" 
0.126" to 0.250" 
0.251" to 0.375" 
0.020" to 0.062" 
0.020" to 0.062" 
0.032" to 0.062" 
0.032" to 0.062" 
0.063" to 0.125" 
0.063" to 0.125" 
0.063" to 0.125" 
0.063" to 0.125" 
0.126" to 0.187" 
0.126" to 0.187" 
0.126" to 0.187" 
0.126" to 0.187" 
0.188" to 0.250" 
0.188" to 0.250" 
0.188" to 0.250" 
0.188" to 0.250" 
0.251" to 0.312" 
0.251" to 0.312" 
0.251" to 0.312" 
0.313" to 0.375" 
0.313" to 0.375" 
0.313 to 0.375" 
0.313 to 0.375" 
0.376" to 0.500" 
0.376" to 0.500" 
0.376" to 0.500" 
0.501" to 0.625" 
0.501" to 0.625" 
0.626" to 0.750" 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Rivet 
Length 
0.300" 
0.425" 
0.550" 
0.675" 
0.800" 
0.925" 
1.050" 
rey 
0.475" 
0.725" 
0.850" 
0.975" 
1220" 


0.250" 
0.313" 
0.3795" 
0.500" 
0.425" 
0.550" 
0.675" 
0.800" 
0.925" 


0.323" 
0.390" 
0.449" 
O02" 
0.638" 
0.413" 
0.472" 
0.535" 
0.598" 
0.661" 
0.437" 
0.437" 
0.563" 
0.626" 
0.689" 
0.689" 
0.760" 
0.937" 
0.937" 
1.063" 


0.250" 
0.225" 
0.350" 
0.375" 
0.500" 
0.212 
0.297" 
0.188" 
0.237" 
0.301" 
0.250" 
0.275" 
0.360" 
0.313" 
0.362" 
0.337" 
0.422" 
0.425" 
0.375" 
0.400" 
0.485" 
0.487" 
0.462" 
0.547" 
0.525" 
0.610" 
0.500" 
0.550" 
0.625" 
0.650" 
0.735" 
0.750" 
0.775" 
0.900" 


Rivet 
Type 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 


Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 


Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 


Open 
Open 
Open 
Open 
Open 
Open 
Closed 
Open 
Closed 
Closed 
Open 
Open 
Closed 
Open 
Closed 
Open 
Closed 
Closed 
Open 
Open 
Closed 
Closed 
Open 
Closed 
Open 
Closed 
Open 
Closed 
Open 
Open 
Closed 
Open 
Open 
Open 


Drill 
Size 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 


| Or | | | | 


#30 
#30 
#30 
#30 
#11 
#11 
#11 
#11 
#11 


#30 
#30 
#30 
#30 
#30 
#20 
#20 
#20 
#20 
#20 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 


#41 
#41 
#41 
#41 
#41 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 


Brand 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 


Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 


Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 


Fabory 
Pop Avdel 
Pop Avdel 

Fabory 

Fabory 

Fabory 

Fabory 
Pop Avdel 
Pop Avdel 
Pop Avdel 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 

Fabory 

Fabory 

Fabory 

Fabory 
Pop Avdel 
Pop Avdel 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 

Fabory 

Fabory 


Item 
No. 
3ZKK6 
3ZKK9 
3ZKL2 
3ZKL4 
3ZKJ7 
3ZKJ9 
3ZKK2 
3ZKK3 
3ZKN1 
3ZKN3 
3ZKL6 
3ZKL7 
3ZKL8 


3ZKH2 
3ZKH4 
3ZKH6 
3ZKH9 
3ZKL1 
3ZKL3 
3ZKL5 
3ZKJ8 
3ZKK1 


32MR12 
32MR13 
32MR14 
32MR15 
32MR17 
32MR19 
32MR20 
32MR21 
32MR22 
32MR23 
32MR47 
32MR26 
32MR27 
32MR28 
32MR50 
32MR29 
32MR30 
32MR52 
32MR31 
32MR32 


32MK56 
3ZJP9 
3ZJR2 
32MK97 
32MK58 
32MK59 
32MM92 
3ZJR8 
3ZJR9 
3ZJT6 
3ZJT4 
32MK60 
32MM93 
3ZJU3 
3ZJU5 
32MK61 
32MM94 
3ZJV2 
3ZJU9 
32MK62 
32MM95 
3ZJV5 
32MK63 
32MM96 
32MK64 
32MM97 
3ZJV8 
3ZJW1 
3ZJW3 
32MK65 
32MM98 
3ZJR4 
32MK66 
32MK67 


Pkg. 


Qty. 
250 
250 
250 
250 
250 
250 
250 
250 
100 
100 
100 
100 
100 


500 
500 
500 
500 
250 
250 
250 
250 
250 


500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 


500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 


Rivet 
Dia. 


Fo" 


x; 6" 


Head Dia. 
0.312" 


0.296" to 0.328" 


0.312" 


0.296" to 0.328" 


0.312" 


0.296" to 0.328" 


0.312" 


0.296" to 0.328" 


0.312" 


0.296" to 0.328" 


0.312" 


0.296" to 0.328" 


0.375" 
0.357" 


0.356" to 0.394" 


0.357" 


0.356" to 0.394" 


0.375" 


0.356" to 0.394" 


0.357" 
0.375" 
0.357" 


0.356" to 0.394" 


0.375" 


0.356" to 0.394" 


0.375" 


0.356" to 0.394" 


0.500" 


0.475" to 0.525" 


0.500" 


0.475" to 0.525" 


0.500" 


0.475" to 0.525" 


0.500" 


0.475" to 0.525" 


0.500" 


0.475" to 0.525" 


Large Flange 


1" 


Fro" 


x 6" 


0.375" 


0.360" to 0.390" 


0.375" 


0.360" to 0.390" 


0.375" 


0.360" to 0.390" 


0.448" to 0.488" 
0.600" to 0.650" 


0.625" 


0.600" to 0.650" 


0.625" 


0.600" to 0.650" 


0.625" 


0.600" to 0.650" 


0.625" 


0.600" to 0.650" 


0.625" 


0.600" to 0.650" 


we ~~ 
& FABORY POP X Avdel 


Grip Range 


0.063" to 0.125" 
0.063" to 0.125" 
0.063" to 0.125" 
0.063" to 0.125" 
0.126" to 0.187" 
0.126" to 0.187" 
0.126" to 0.187" 
0.188" to 0.250" 
0.188" to 0.250" 
0.188" to 0.250" 
0.251" to 0.312" 
0.251" to 0.312" 
0.251" to 0.375" 
0.313" to 0.375" 
0.376" to 0.500" 
0.376" to 0.500" 
0.376" to 0.500" 
0.501" to 0.625" 
0.626" to 0.750" 
0.063" to 0.125" 
0.063" to 0.125" 
0.063" to 0.125" 
0.063" to 0.125" 
0.126" to 0.187" 
0.126" to 0.187" 
0.188" to 0.250" 
0.188" to 0.250" 
0.188" to 0.250" 
0.251" to 0.375" 
0.313" to 0.375" 
0.313" to 0.375" 
0.313 to 0.375" 
0.376" to 0.500" 
0.376" to 0.500" 
0.376" to 0.500" 
0.376" to 0.500" 
0.501" to 0.625" 
0.626" to 0.750" 
0.626" to 0.750" 
0.751" to 0.875" 
0.876" to 1.000" 
0.876" to 1.000" 
0.063" to 0.250" 
0.126" to 0.250" 
0.126" to 0.250" 
0.188" to 0.250" 
0.251" to 0.375" 
0.251" to 0.375" 
0.251" to 0.375" 
0.313" to 0.375" 
0.376" to 0.500" 
0.376" to 0.500" 
0.501" to 0.625" 
0.501" to 0.625" 
0.626" to 0.750" 
0.626" to 0.750" 
0.751" to 0.875" 


0.063" to 0.125" 
0.063" to 0.125" 
0.063" to 0.125" 
0.126" to 0.187" 
0.126" to 0.187" 
0.188" to 0.250" 
0.188" to 0.250" 
0.313" to 0.375" 
0.376" to 0.500" 
0.188" to 0.250" 
0.376" to 0.500" 
0.126" to 0.187" 
0.188" to 0.250" 
0.251" to 0.375" 
0.313" to 0.375" 
0.376" to 0.500" 
0.376" to 0.500" 
0.501" to 0.625" 
0.501" to 0.625" 
0.626" to 0.750" 
0.626" to 0.750" 
0.751" to 0.875" 
0.876" to 1.000" 
0.876" to 1.000" 


Rivet 
Length 
0.275" 
0.315" 
0.300" 
0.375" 
0.338" 
0.362" 
0.437" 
0.400" 
0.425" 
0.500" 
0.502" 
0.562" 
O20: 
0.550" 
0.650" 
0.675" 
0.750" 
0.800" 
0.925" 
0.300" 
0.330" 
0.325" 
0.406" 
0.387" 
0.468" 
0.455" 
0.450" 
0531" 
0.550" 
0.570" 
0.656" 
0.580" 
0.675" 
0.705" 
0.700" 
0.781" 
0.825" 
0.925" 
0.950" 
1.075" 
LATS 
1.200" 
0.475" 
0.570" 
0.485" 
0.500" 
0.695" 
0.600" 
0.610" 
0.625" 
0.750" 
0.725" 
0.850" 
0.670 
1.000" 
0.975" 
Tio" 


0.250" 
0.250" 
0.270 
0.313" 
0.337" 
0.375" 
0.400" 
0.525" 
0.650" 
0.425" 
0.675" 
0.387" 
0.450" 
0.550" 
0.575" 
0.675" 
0.700" 
0.800" 
0.825" 
0.925" 
0.950" 
1.075" 
Ll7" 
1.200" 


Rivet 
Type 
Open 
Closed 
Open 
Closed 
Open 
Open 
Closed 
Open 
Open 
Closed 
Closed 
Closed 
Open 
Open 
Open 
Open 
Closed 
Open 
Open 
Open 
Closed 
Open 
Closed 
Open 
Closed 
Closed 
Open 
Closed 
Open 
Open 
Closed 
Closed 
Open 
Closed 
Open 
Closed 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Closed 
Closed 
Open 
Closed 
Open 
Closed 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 


Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 
Open 


Drill 
Size 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#20 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
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#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#30 
#20 
#20 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 
#11 


FASTENERS 
Rivets 


Brand 
Pop Avdel 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 

Fabory 
Pop Avdel 

Fabory 
Pop Avdel 

Fabory 

Fabory 

Fabory 

Fabory 
Pop Avdel 
Pop Avdel 

Fabory 

Fabory 

Fabory 

Fabory 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 
Pop Avdel 
Pop Avdel 

Fabory 

Fabory 

Fabory 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 

Fabory 
Pop Avdel 

Fabory 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 
Pop Avdel 

Fabory 

Fabory 
Pop Avdel 

Fabory 


Pop Avdel 
Pop Avdel 
Fabory 
Pop Avdel 
Fabory 
Pop Avdel 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Fabory 
Pop Avdel 
Fabory 
Pop Avdel 
Fabory 
Pop Avdel 
Fabory 
Pop Avdel 
Fabory 
Fabory 
Pop Avdel 
Fabory 


Item 
No. 
3ZJW6 
3ZJW7 
32MK68 
32MM99 
3ZJW9 
32MK69 
32MNO1 
3ZJX4 
32MK70 
32MNO02 
3ZJX5 
32MN03 
3ZJX7 
32MK71 
3ZJX9 
32MK72 
32MNO05 
32MK73 
32MK74 
3ZKA1 
3ZKA3 
32MK75 
32MN06 
32MK76 
32MNO7 
3ZKA9 
32MK77 
32MNO08 
3ZKC5 
32MK78 
32MNO9 
3ZKC7 
3ZKD2 
3ZKD4 
32MK79 
32MN10 
32MK80 
3ZJY7 
32MK81 
32MK82 
3ZJZ3 
32MK83 
3ZKE2 
32MN14 
3ZKE3 
32MK84 
32MN15 
3ZKE5 
3ZKE6 
32MK85 
32MK86 
3ZKE8 
3ZKD6 
32MK87 
32MK88 
3ZKD8 
32MK89 


3ZJT2 
3ZJT5 
32MK90 
3ZJU4 
32MK91 
3ZJV1 
32MK92 
32MK93 
32MK94 
32MK97 
32MK99 
32MLO02 
32ML03 
3ZKC6 
32ML04 
3ZKD3 
32ML05 
3ZJY4 
32ML06 
3ZJY8 
32MLO7 
32ML08 
3ZJZ4 
32MLO9 


Pkg. 
Qty. 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
900 
900 
500 
500 
500 
500 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
100 
100 


500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
500 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
250 
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FASTENERS Scan. Order. Done. 
Rivets Details on page Al. 
\ | CONTINUED | 
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. . WF e 
Blind Rivets & FABORY POP > Avdel 
Rivet Rivet Rivet Drill Item Pkg. Rivet Rivet Rivet Drill Item Pkg. 
Dia. Head Dia. Grip Range Length Type Size Brand No. Qty. Dia. Head Dia. Grip Range Length Type Size Brand No. Qty. 
5052 Aluminum 0.500" 0.063" to 0.250" 0.475" Open F Pop Avdel 3ZKE1 100 
Domed 0.475" to 0.525" 0.188" to 0.250" 0.500" Open F Fabory 32MJ92 100 
0.178" to 0.198" 0.020" to 0.125" 0.250" Open #41 Fabory 32MJ64 500 0.500" 0.251" to 0.375" 0.600" Open F Pop Avdel 3ZKE4 100 
0.188" 0.032" to 0.125" 0.225" Open #41 PopAvdel 3ZJP8 500 0.475" to 0.525" 0.313" to 0.375" 0.625" Open F Fabory 32MJ93 100 
332" 0.126" to 0.250" 0.350" Open #41 PopAvdel 3ZJR1 500 0.376" to 0.500" 0.750" Open F Fabory 32MJ94 100 
0.178" to 0.198" 0.126" to 0.250" 0.375" Open #41  Fabory 32MJ65 500 Yq 0.500" 0.376" to 0.500" 0.725" Open F Pop Avdel 3ZKE7 100 
; 0.251" to 0.375" 0.500" Open #41 Fabory 32MJ66 500 0.501" to 0.625" 0.850" Open F Pop Avdel 3ZKD5 100 
0.238" to 0.262" 0.020" to 0.062" 0.212" Open #30 Fabory 32MJ67 500 0.475" to 0.525" 0.501" to 0.625" 0.875" Open F Fabory 32MJ95 100 
0.250" 0.032" to 0.062" 0.188" Open #30 PopAvdel 3ZJR7 500 0.500" 0.626" to 0.750" 0.975" Open F Pop Avdel 3ZKD7 100 
0.039" to 0.187" 0.313" Open #30 PopAvdel 3ZJR5 500 0.475" to 0.525" 0.626" to 0.750" 1.000" Open F Fabory 32MJ96 100 
0.238" to 0.262" 0.039" to 0.189" 0.323" Open #30 Fabory 32MN81 500 j 0.751" to 0.875" 1.125" Open F Fabory 32MJ97 100 
0.039" to 0.189" 0.323" Open #30 Fabory 32MN61 500 Large Flange 
0.250" 0.063" to 0.125" 0.250" Open #30 PopAvdel 3ZJT1 500 0.360" to 0.390" 0.063" to 0.125" 0.275" Open #30 Fabory 32MJ98 500 
0.063" to 0.125" 0.275" Open #30 Fabory 32MJ68 500 0.375" 0.100" to 0.187" 0.313" Open #30 PopAvdel 3ZJR6 500 
0.238" to 0.262" 0.063" to 0.252" 0.390" Open #30 Fabory 32MN82 500 0.250" 0.126" to 0.187" 0.313" Open #30 PopAvdel 3ZJU1 500 
0.063" to 0.252" 0.390" Open #30 Fabory 32MN62 500 0.360" to 0.390" 0.126" to 0.187" 0.337" Open #30 Fabory 32MJ99 500 
0.250" 0.126" to 0.187" 0.313" Open #30 PopAvdel 3ZJT9 500 0.375" 0.157" to 0.312" 0.453" Open #30 PopAvdel 3ZJT8 500 
0.126" to 0.187" 0.337" Open #30 Fabory 32MJ69 500 Y," 0.188" to 0.250" 0.375" Open #30 PopAvdel 3ZJU7 500 
0.238" to 0.262" 0.126" to 0.315" 0.449" Open #30 Fabory 32MN83 500 0.360" to 0.390" 0.188" to 0.250" 0.400" Open #30 Fabory 32MKO1 500 
0.126" to 0.315" 0.449" Open #30 Fabory 32MN63 500 0.313" to 0.375" 0.525" Open #30 Fabory 32MKO02 500 
yy" 0.250" 0.157" to 0.312" 0.453" Open #30 PopAvdel 3ZJT7 500 0.250" 0.313 to 0.375" 0.500" Open #30 PopAvdel 3ZJV7 500 
0.188" to 0.250" 0.375" Open #30 PopAvdel 3ZJU6 500 0.313 to 0.375" 0.500" Open #30 PopAvdel 3ZJV9 500 
0.238" to 0.262" 0.188" to 0.250" 0.400" Open #30 Fabory 32MJ70 500 0.360" to 0.390" 0.376" to 0.500" 0.650" Open #30 Fabory 32MKO03 500 
0.189" to 0.378" 0.512" Open #30 Fabory 32MN64 500 0.188" to 0.250" 0.425" Open #20 Fabory 32MKO06 500 
0.250" 0.251" to 0.312" 0.438" Open #30 PopAvdel 3ZJV3 500 %2" 0.448" to 0.488" 0.313"to 0.375" 0.550" Open #20 Fabory 32MKO7 500 
0.238" to 0.262" 0.251" to 0.312" 0.462" Open #30 Fabory 32MJ71 500 0.376" to 0.500" 0.675" Open #20 Fabory 32MKO8 500 
0.252" to 0.441" 0.575" Open #30 Fabory 32MN65 500 0.375" 0.063" to 0.125" 0.300" Open #11 PopAvdel 3ZKA2 250 
0.250" 0.313" to 0.375" 0.500" Open #30 PopAvdel 3ZJV6 500 0.625" 0.063" to 0.250" 0.425" Open #11 PopAvdel 3ZJZ6 250 
0.238" to 0.262" 0.313" to 0.375" 0.525" Open #30 Fabory 32MJ72 500 0.126" to 0.250" 0.425" Open #11 PopAvdel 3ZKA7 250 
0.315" to 0.500" 0.638" Open #30 Fabory 32MN66 500 0.600" to 0.650" 0.188"to 0.250" 0.450" Open #11  Fabory 32MK11 250 
0.250" 0.376" to 0.500" 0.625" Open #30 PopAvdel 3ZJW2 500 0.625" 0.251" to 0.375" 0.550" Open #11 PopAvdel 3ZKC3 250 
0.238" to 0.262" 0.376" to 0.500" 0.650" Open #30 Fabory 32MJ73 500 0.251"to 0.500" 0.716" Open #11 PopAvdel 3ZKC1 250 
0.250" 0.501" to 0.625" 0.750" Open #31 PopAvdel 3ZJR3 500 0.600" to 0.650" 0.313" to 0.375" 0.575" Open #11  Fabory 32MK12 250 
0.238" to 0.262" 0.501" to 0.625" 0.775" Open #30 Fabory 32MJ74 500 Vag! 0.376" to 0.500" 0.700" Open #11  Fabory 32MK13 250 
0.626" to 0.750" 0.900" Open #30 Fabory 32MJ75 500 0.625" 0.376" to 0.500" 0.675" Open #11 PopAvdel 3ZKC9 250 
0.296" to 0.328" 0.047" to 0.189" 0.350" Open #20 Fabory 32MN67 500 0.501" to 0.625" 0.800" Open #11 PopAvdel 3ZJY2 250 
0.312" 0.047" to 0.250" 0.400" Open #20 PopAvdel 3ZJW4 500 0.600" to 0.650" 0.501" to 0.625" 0.825" Open #11  Fabory 32MK14 250 
0.063" to 0.125" 0.275" Open #20 PopAvdel 3ZJW5 500 0.625" 0.626" to 0.750" 0.925" Open #11 PopAvdel 3ZJY6 250 
0.296" to 0.328" 0.063" to 0.125" 0.300" Open #20 Fabory 32MJ76 500 0.600" to 0.650" 0.626" to 0.750" 0.950" Open #11  Fabory 32MK15 250 
0.063" to 0.252" 0.413" Open #20 Fabory 32MN68 500 0.751" to 0.875" 1.075" Open #11  Fabory 32MK16 250 
0.312" 0.126" to 0.187" 0.338" Open #20 PopAvdel 3ZJW8 500 0.375" 0.876" to 1.000" 1.175" Open #11 PopAvdel 3ZJZ2 250 
0.296" to 0.328" 0.126" to 0.187" 0.362" Open #20 Fabory 32MJ77 500 0.600" to 0.650" 0.876"to 1.000" 1.200" Open #11  Fabory 32MK17 250 
0.126" to 0.315" 0.472" Open #20 Fabory 32MN69 500 110 Copper 
0.312" 0.188" to 0.250" 0.400" Open #20 PopAvdel 3ZJX2 500 Domed 
0.296" to 0.328" 0.188" to 0.250" 0.425" Open #20 Fabory 32MJ78 500 yf! 0.220" 0.063" to 0.125" 0.250" Open #30 PopAvdel 3ZKG2 500 
5/ap! ; 0.189" to 0.378" 0.535" Open #20 Fabory 32MN70 500 0.188" to 0.250" 0.375" Open #30 PopAvdel 3ZKG3 500 
0.312" 0.251" to 0.375" 0.525" Open #20 PopAvdel 3ZJX6 500 1100 Aluminum 
0.252" to 0.441" 0.598" Open #20 Fabory 32MN71 500 0.224" to 0.252" 0.020" to 0.062" 0.297" Closed #30 Fabory 32MM72 500 
0.296" to 0.328" 0.313" to 0.375" 0.550" Open #20 Fabory 32MJ79 500 0.236" 0.063" to 0.125" 0.302" Closed #30 PopAvdel 3ZJT3 500 
0.315" to 0.500" 0.661" Open #20 Fabory 32MN72 500 0.224" to 0.252" 0.063" to 0.125" 0.360" Closed #30 Fabory 32MM73 500 
0.315" to 0.500" 0.661" Open #20 Fabory 32MN92 500 0.236" 0.126" to 0.187" 0.362" Closed #30 PopAvdel 3ZJU2 500 
0.312" 0.376" to 0.500" 0.650" Open #21 PopAvdel 3ZJX8 500 Ys" 0.224" to 0.252" 0.126" to 0.187" 0.422" Closed #30 Fabory 32MM74 500 
0.376" to 0.500" 0.675" Open #20 Fabory 32MJ80 500 0.236" 0.188" to 0.250" 0.425" Closed #30 PopAvdel 3ZJU8 500 
0.378" to 0.563" 0.724" Open #20 Fabory 32MN73 500 0.188" to 0.250" 0.485" Closed #30 Fabory 32MM75 500 
0.296" to 0.328" 0.441"to 0.630" 0.787" Open #20 Fabory 32MN74 500 0.224" to 0.252" 0.251" to 0.312" 0.547" Closed #30 Fabory 32MM76 500 
0.501" to 0.625". 0.800" Open #20 Fabory 32MJ81 500 0.313" to 0.375" 0.610" Closed #30 Fabory 32MM77 500 
0.626" to 0.750" 0.925" Open #20 Fabory 32MJ82 500 0.296" to 0.328" 0.126" to 0.187" 0.437" Closed #20 Fabory 32MM80 500 
0.375" 0.063" to 0.125" 0.425" Open #11 PopAvdel 3ZKA4 250 0.188" to 0.250" 0.500" Closed #20 Fabory 32MM81 500 
0.063" to 0.125" 0.300" Open #11 PopAvdel 3ZJZ8 250 32" 0.312" 0.188 to 0.250" 0.440" Closed #20 PopAvdel 3ZJX3 500 
0.356" to 0.394" 0.063" to 0.125" 0.325" Open #11  Fabory 32MJ83 250 0.296" to 0.328" 0.251" to 0.312" 0.562" Closed #20 Fabory 32MM82 500 
0.375" 0.063" to 0.250" 0.425" Open #11 PopAvdel 3ZJZ5 250 0.313" to 0.375" 0.625" Closed #20 Fabory 32MM83 500 
0.063" to 0.252" 0.437" Open #11  Fabory 32MN75 250 0.357" 0.063" to 0.125" 0.330" Closed #11 PopAvdel 3ZJZ9 250 
0.356" to 0.394" 0.063" to 0.252" 0.437" Open #11  Fabory 32MN95 250 0.356" to 0.394" 0.063" to 0.125" 0.406" Closed #11  Fabory 32MM85 250 
0.126" to 0.187" 0.387" Open #11  Fabory 32MJ84 250 0.126" to 0.187" 0.468" Closed #11  Fabory 32MM86 250 
0.375" 0.126" to 0.250" 0.425" Open #11 PopAvdel 3ZKA6 500 0.350 0.126" to 0.250" 0.455" Closed #11 PopAvdel 3ZKA8 250 
0.126" to 0.378" 0.563" Open #11  Fabory 32MN76 250 He" 0.356" to 0.394" 0.188" to 0.250" 0.531" Closed #11  Fabory 32MM87 250 
0.356" to 0.394" 0.188" to 0.250" 0.450" Open #11  Fabory 32MJ85 250 0.313" to 0.375" 0.656" Closed #11  Fabory 32MM88 250 
0.189" to 0.441" 0.626" Open #11  Fabory 32MN77 250 0.357" 0.313 to 0.375" 0.580" Closed #11 PopAvdel 3ZKC4 250 
0.189" to 0.441" 0.626" Open #11  Fabory 32MN97 250 0.376" to 0.500" 0.705" Closed #11 PopAvdel 3ZKD1 250 
0.375" 0.251" to 0.375" 0.550" Open #11 PopAvdel 3ZKC2 250 0.356" to 0.394" 0.376" to 0.500" 0.781" Closed #11  Fabory 32MM89 250 
0.313" to 0.375" 0.575" Open #11  Fabory 32MJ86 250 
0.356" to 0.394" 0.315" to 0.500" 0.689" Open #11  Fabory 32MN78 250 
Ve! 0.315" to 0.500" 0.689" Open #11  Fabory 32MN98 250 
0.376" to 0.500" 0.700" Open #11  Fabory 32MJ87 250 
0.375" 0.376" to 0.500" 0.675" Open #11 PopAvdel 3ZKC8 250 
0.378" to 0.563" 0.760" Open #11  Fabory 32MN79 250 
0.356" to 0.394" 0.441" to 0.752", 0.937" Open #11  Fabory 32MN80 250 
0.441" to 0.752" 0.937" Open #11  Fabory 32MPO01 250 
0.500" to 0.882" 1.063" Open #11  Fabory 32MK36 250 
0.375" 0.501" to 0.625" 0.800" Open #11 PopAvdel 3ZJY1 250 
0.501" to 0.625" 0.800" Open #11 PopAvdel 3ZJY3 250 
0.356" to 0.394" 0.501" to 0.625" 0.825" Open #11  Fabory 32MJ88 250 
0.375" 0.626" to 0.750" 0.925" Open #11 PopAvdel 3ZJY5 250 
0.356" to 0.394" 0.626" to 0.750" 0.950" Open #11  Fabory 32MJ89 250 
0.630" to 1.000" 1.189" Open #11  Fabory 32MK37 250 
0.375" 0.751" to 0.875" 1.050" Open #11 PopAvdel 3ZJY9 250 
0.356" to 0.394" 0.751"to 0.875" 1.075" Open #11  Fabory 32MJ90 250 
0.375" 0.876" to 1.000" 1.175" Open #11 PopAvdel 3ZJZ1 250 
0.356" to 0.394" 0.876"to 1.000" 1.200" Open #11  Fabory 32MJ91 250 
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POP >< Avdel S&FABORY 
Blind Rivet Backup Washers 


Provide extra support when fastening soft materials, and compensate for over- 
size holes where access to both sides of the work is possible. 
































































Inside Item Pkg. 
Dia. Outside Dia. Brand No. Qty. 
Round 
Steel _ ee a 
- Vs" _% Pop Avdel_ 3ZKG4 500_ _ 
° an ~ Fabory__ SNNT6 500 
Tyg! x Pop Avdel 3ZKG5 500 
: A Fabory 5NNT7 500 
a yr Fabory ONNTS 100 
Aluminum ee ee ee a 
a Vat 7 x Pop Avdel _3ZJP6 900 
= Ke Fabory _ “SNNT9 500 
ao" Ae" Fabory 5NNUO 500 
; ys" Fabory 5NNU1 500 
V6 ; , 
aan . _ __ PopAvdel ——— SZUP7 500 
Ya ¥" Fabory _SNNU2 _ 100 
Square 
Steel — 
Hao" iy" Fabory 5NNT3 500 
ve eo Fabory ONNT4 500 
Ve a Fabory ONNTS 900 





No. 26W548 


[wav Li-ion rp = R eR ; — 7 


Battery-Powered Rivet Tool 


Lightweight, ergonomic tool sets rivets of all materials where compressed air is 
not available, indoors or out. No need for an air hose. 14.4V lithium-ion battery 

charges in less than 1 hr. with included charger. Attached collector bottle keeps 
spent mandrels until ready for disposal. 









































Item 

So Application No. 
Battery Powered 0 
Sets ¥2, Vo, %2, Ye rivets — 26W548 
Accessories Se 
_ Clamping Jaws, Forged Steel 26W555 

Nosepiece, Steel, 2" 26W551 
_Nosepiece, Steel, Ys" ___ 26W552_ 

Nosepiece, Steel, %2" 26W553 

Nosepiece, Steel, %e' 26W554 

Battery, 1.5A/hr. 26W549 

Battery, 3.0Ah 26W550 
_ Battery Charger, 240VAC _26W556 








No. 6NCX3 





Pneumatic Rivet Guns 


No. 6GNCW9 


FASTENERS 
Rivet Tools 




































































Tool Pulling Item 

Blind Rivet Dia. Stroke (in.) | Weight(Ib.) _Force (Ib.) | Mfr. Model No _—No. _ 
_ 625 1.75 3500 AK-175A —_—_—saBNCX3 

yj! 675 oto 5290 2025 6NCX2 
fc 5.1 3889 _ _ 202, 6NCWS 

85 6 3993 2024 _GNCX1 

¥e" coTiom i.3 9986 _ 296 _6NCXO0 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Scan. Order. Done. 
Details on page A1. 


FASTENERS 
Rivet Nuts 





Rivet Nuts 


Once installed, nuts provide permanent, captive threads that won't loosen when vibrated, 
or rotate when attached to the mating material. Large-flanged head allows increased 














fianaeds Hex Knurled Flanged push-out strength and extends above the material to provide built-in spacer. 
Flange Body Item = Pkg. Flange Body Item —— Pkg. 
Nut Type rae Range Dia. Dia. Drill Size Material No. aty, Nut Type _Grip Range Dia. Dia. Drill Size Material No. Qty. 
- read Size oating , . , ; 17/0! ; 
ged 0.010" to 0.075" 0308 0.189" #12 Aluminum Plain 5NNK4 100 Flush —0:030' to 0.165" 0.415 0.374 Je" Steel Zinc 5NNJ1 40 
Flush —0-020 to 0.080 0.295 0.249. Za Steel Zinc 5NNH9 50 0.030" to 0.165" 0.415" 0.374 Je" Aluminum Plain 5NNLO 50 
0.020" to 0.080" 0.295" ~—_—-0.249" Zi Aluminum Plain 5NNH8 100 0.020" to 0.085" 0.452" 0.296" 1%6q" Steel Clear Trivalent 32FX14 25 
Hex 0.020 to 0.080" 0.3/5" 0.249" Va Steel Zinc Yellow 32FY36 100 Hex 0-089 to0.145 0.452" 0.296 19% a" Steel Clear Trivalent 32FX15 10 
0.080" to 0.130" 0.375" —_(0.249" Ya" Steel Zinc Yellow 32FY37 50 0.027" to 0.165" 0.510" —_(0.374" 5s" Steel Zinc Yellow 32FY44 50 
0.020" to 0.080" 0.392" —_(0.264" Wa" Steel Zinc 5NNL1 100 0.165' to 0.260" 0.510" —_(0.374' Je. Steel Zinc Yellow 32FY45 40 
0.020" to 0.080" 0.392" —_(0.264" "fa" Aluminum Plain 5NNL7 100 0.165' to 0.260" 0.492" ~—_(0.390" 29% 4" Steel Zinc 5NNP3 40 
Knurled 0.080" to 0.130" 0.392" 0.264" Wa" Aluminum Plain 5NNR3_ _50 Knurled —0:02/ to0.165° 0.500 _0.390" 25% 4" Steel Zinc 5NNR9_ _50 
Flanged 0.080"to 0.130" 0.392" 0.264" "fa" Steel Zinc 5NNP6 _50 Flanged —0:02/ to0.165° 0.500 _0.390" 2564" Aluminum Plain 5NNR7 _50 
0.020" to 0.080" 0.310" —_0.265" H Steel Zinc Yellow 32FY50 100 ged 0.027" to 0.165" 0.455" 0.390" 25/64" Steel Zinc Yellow  32FY58 50 
0.080" to 0.130" 0.310" _ 0.265" H Steel Zinc Yellow 32FY51 —_50 0.165" to. 0.260" 0.455" —_(0.390" 1%6q Steel Zinc Yellow 32FY59 40 
Swaged 0.030"to 1.00" 0.240" 0.2185" =%2' to #1_‘Steel Clear Cadmium 32FY64 100 Slotted 0.020" to 0.280" 0.645" —_(0.382" 25/64" Steel Zinc Yellow _32FX33__10 
8-32 Thread Size Body _0.280"to 0.50" _0.645' —_—0.382" 2964" Steel Zinc Yellow 32FX34 25 
0.010" to 0.075" 0.357" —_—*0.221 #2 Steel Zinc 5NNK5 100 Swaged 0.030"to 1.00" 0.400" 0.3745" %' to 2%" Steel Clear Cadmium 32FY68 50 
Flanged —0:010 to0.0/5° 0.357 0.221 #2 Aluminum Plain 5NNK6 _100 %6-18 Thread Size 
ged 0.075" to 0.120" 0.357" 0.221 #2 Aluminum Plain = 5NNH1 _50 0.118 to 0.197" 0.665" —_(0.413" ra Steel Zinc 5NNKO 25 
0.075" to 0.120" 0.357" —_(0.221' #2 Steel Zinc 5NNG7 _50 Flanged 0.030"to0.125' 0.665 _(0.413" fi Steel Zinc DNNF8 25 
Floating 0.020"to. 0.100" 0.555" —_—0.431" Ae. Steel Clear Trivalent_ 32FX20 5 0.030" to 0.125" 0.665" —_(0.413 £ Aluminum Plain 5NNGO 25 
Thread 0.027" to 0.130" 0.500" —_(0.390" 2/64" Steel Clear Trivalent 32FX25 10 Flush —0-030 to 0.165" 0.560" 0.499 VA Steel Zinc 5NNK1 25 
Flush —0-020 to 0.080 0.295 0.249" YA Aluminum Plain 5NNK7 100 0.030" to 0.165" 0.560" —_0.499" VA Aluminum Plain 5NNJ9 = 25 
0.019" to 0.079" 0.287" —_0.249" Va Steel Zinc 5NNJO 50 0.030" to 0.105" 0.577" —_(0.368" U Steel Clear Trivalent 32FX16 10 
Hex —0:020 to 0.080" 0.3/5" 0.249" Va Steel Zinc Yellow 32FY38 100 0.105' to 0.175" 0.577" —_(0.368" U Steel Clear Trivalent 32FX17 10 
0.080" to 0.130" 0.375" —_(0.249" Va Steel Zinc Yellow 32FY39 50 Hex —_0.175'to 0.245" 0.577" _(0.368" U Steel Clear Trivalent 32FX18 10 
0.020" to 0.080" 0.392" —_(0.264" "fa" Steel Zinc 5NNL2 100 0.027" to 0.150" 0.655" ~—_—0.499" Ya" Steel Zinc Yellow 32FY46 25 
0.020" to 0.080" 0.392" —_(0.264" Ta" Aluminum Plain 5NNL8 100 0.150° to 0.312' 0.655" —_(0.499" VA Steel Zinc Yellow 32FY47 25 
Knurled 0.080" to 0.130" 0.392" 0.264" "fa" Steel Zinc 5NNP7 50 0.027" to 0.150" 0.685" ~—_—0.530" WE Aluminum Plain 5NNPO 25 
Flanged 0.080'to 0.130" 0.392" 0.264" Wa" Aluminum Plain 5NNR4 50 0.150" to 0.312' 0.685" ~—_(0.530" WE Aluminum Plain 5NNP1 = 25 
0.020" to 0.080" 0.310" —_(0.265" H Steel Zinc Yellow 32FY52 100 Knurled 0.027'to 0.150" 0.685" —_(0..530" WE Steel Zinc 5NNN4 25 
0.080" to 0.130" 0.310" —_(0.265' H Steel Zinc Yellow 32FY53 50 Flanged 0.150'to 0.312" 0.685" —_(0..530" WE Steel Zinc 5NNNDS 25 
Swaged 0.030"to 1.00" 0.269" 0.2495" = 4' to '%a" Steel Clear Cadmium 32FY65 100 0.027" to 0.150" 0.595" 0.530" Wy Steel Zinc Yellow 32FY60 25 
10-24 Thread $128 aa Aa 7 sat? —_ 5 Stated 0.150" to 0.312" 0.595" 0.530" WE Steel Zinc Yellow 32FY61 25 
.079" to 0.130" 406 200° 4" teel Zinc +) ° otte ; ; ; ; 1" 
ged 0.010" to 0.080" 0.406" 0.250" Za Aluminum Plain 5NNJ2 100 Swaged 0.030"to 1.00" 0.528" 0.4995" 4" to 2%a" Steel Clear Cadmium 32FY69 25 
. 0.080" to 0.130" 0.406" —_0.250" Za Aluminum Plain 5NNJ3_—_50 ¥-16 Thread Size SON OT 7 —_ ST —75 
oating n n ; a! ; 115. t0'0.200. 181 490" 2 teel Zinc 
Flush 9—0:029 to 0.130 0.320" 0.280" Y32" Steel Zinc 5NNH5 _50 ged ~0.030"to 0.115" 0.781" 0.490" VA Aluminum Plain 5NNG2 25 
0.020" to 0.130" 0.320" —_0.280" V2" Aluminum Plain 5NNH4 100 0.115' to 0.200" 0.781" _ 0.490" VA Aluminum Plain 5NNJ6 20 
0.010" to 0.085" 0.359" 0.223" #2 Steel Clear Trivalent_ 32FX10 25 Flush —0-030 to 0.165" 0.560" 0.499" VA Steel Zinc 5NNK8 20 
Hex —0.089 to 0.135" 0.359" 0.223" #2 Steel Clear Trivalent_ 32FX11 25 0.030" to 0.165" 0.560" —_0.499" Ya Aluminum Plain  5NNJ5 = 25 
0.020" to 0.130" 0.390" —_ 0.280" ¥32" Steel Zinc Yellow 32FY40 100 0.104" to 0.239" 0.671" —_(0.437" Ae Steel Clear Trivalent 32FX19 10 
0.130" to 0.225" 0.390" _0.280" %32" Steel Zinc Yellow 32FY41 50 Hex —0.027'to0.150" 0.655" —_(0.499" VA Steel Zinc Yellow  32FY48 25 
0.079" to 0.130" 0.413" —_(0.295" 1%" Steel Zinc 5NNL3 100 0.150" to 0.312" 0.655" ~—_—0.499" VA Steel Zinc Yellow 32FY49 20 
0.020" to 0.130" 0.417" _(0.295" 1%" Aluminum Plain 5NNL9 100 0.027" to 0.150" 0.685" ~—_(0.530" WE Aluminum Plain 5NNP2 = 25 
Knurled 0.130°to 0.225" 0.417" —_(0.295" 1¥%6a" Steel Zinc 5NNP8 _50 0.150" to 0.312" 0.685" ~—_(0.530" "9" Steel Zinc 5NNN1 20 
Flanged 0.130°to 0.225" 0.417" 0.295" 1%" Aluminum Plain 5NNR5 _50 Knurled 0.150" to 0.312" 0.685" —_(0..530" WE Aluminum — 5NNN3 20 
0.020" to 0.130" 0.340" —_(0.296" 1¥%6a" Steel Zinc Yellow 32FY54 100 Flanged 0.027'to0.150" 0.685" —_(0..530" WE Steel Zinc 5NNN6 25 
0.130" to 0.225" 0.340" —_(0.296" 1%" Steel Zinc Yellow 32FY55 50 0.027" to 0.150" 0.595" 0.530" WE Steel Zinc Yellow 32FY62 25 
Swaged 0.030"to 1.00" _0.306' 0.2805" %2' to '%a" Steel Clear Cadmium 32FY66 100 0.150" to 0.312" 0.595" 0.530" WE Steel Zinc Yellow 32FY63 20 
10-32 Thread Size Swaged 0.030"to 1.00" 0.588" 0.5615" %e6' to 2%a" Steel Clear Cadmium 32FY70 25 
0.079" to 0.130" 0.406" —_0.250" Za Steel Zinc 5NNG9 50 M4x0.70 Thread Size 
Flanged —2:210 to 0.080" 0.406" —_0.250" Za Steel Zinc 5NNJ4 100 Floating _0.50"to 2.50" —14.10mm_ 10.950" Ae. Steel Clear Trivalent 32FX23 5 
ged 0.080" to 0.130" 0.406" 0.250" Za Aluminum Plain 5NNH2 50 Thread _0./0' to 3.30° = 12./0mm_9.910" X Steel Clear Trivalent 32FX28 10 
0.010" to 0.080" 0.406" —_0.250" Ya" Aluminum Plain 5NNF6 100 Flush 0.019" to 0.079" 0.287" ~—_—0.249" Ya" Steel Zinc 5NNJ7 50 
Floating 0.020"to0.100" 0.555" 0.431" Ae. Steel Clear Trivalent 32FX22 5 Knurled 0.019" to 0.079" _ 0.390" _ 0.260" faq Steel Zinc 5NNL5 100 
Thread 0.027"to 0.150" 0.500" —_(0.390" 29/64" Steel Clear Trivalent 32FX26 25 Flanged 0.080'to 0.130" 0.392" 0.264" faq" Steel Zinc 5NNRO 50 
Flush —0:020 to 0.130" 0.320" 0.280" 32" Steel Zinc 5NNH7 50 M5x0.80 Thread Size 
0.020" to 0.130" 0.320" —_0.280" ¥32" Aluminum Plain 5NNH6 100 Floating _0.50" to 2.50" — 14.10mm_ 10.950" “6. Steel Clear Trivalent_ 32FX24 5 
0.010" to 0.085" 0.359" 0.223" #2 Steel Clear Trivalent 32FX12 25 Thread _0./0' to 3.30° —12./0mm_ 9.910" X Steel Clear Trivalent_ 32FX29 —_10 
Hex 0.085 to 0.135" 0.359" 0.223" #2 Steel Clear Trivalent 32FX13 25 Flush _0.020"to 0.130" 0.315" —_0.280" Y32" Steel Zinc 5NNJ8 —_50 
0.020" to 0.130" 0.390" —_0.280" 32" Steel Zinc Yellow 32FY42 100 Knurled 0.019" to 0.130" _ 0.413" —_0.290" 1%6q Steel Zinc 5NNL6 100 
0.130" to 0.225" 0.390" _0.280" ¥32" Steel Zinc Yellow 32FY43 50 Flanged 0.130'to 0.225" 0.417" —_(0.295" 1%q" Steel Zinc 5NNR1 50 
a a to ee vt A p5ee. ee Alun Plain SNNAG a Lie .0 Thread Size 
.020" to 0.130" A13" 2a 64" teel Zinc 5NNL4 oating ‘ ‘ 3 =e . 
Knurled —0.130"to 0.225" 0.417" 0.295" 1s" SieclZinc_SNNPO_ 50 Thread °-/0'to3.80" = 17.40mm 13.460" = “Ae'_—sSteel Clear Trivalent S2FX30 10 
Flanged _0.020"to 0.130" 0.417" —_(0.295" '%a" Aluminum Plain 5NNNO 100 Flush _0.030"to0.165' 0.413" 0.374" Se" Steel Zinc 5NNK2 40 
0.020" to 0.130" 0.340" _0.296' 1%" Steel Zinc Yellow _32FY56 100 Knurled —2:02/ to 0.165° 0.500" 0.390" 2964" Steel Zinc 5NNR2 _50 
0.130" to 0.225" 0.340" _0.296' 1%" Steel Zinc Yellow 32FY57 50 Flanged —202/ to 0.165 0.500" 0.390" 29%64" Aluminum Plain 5NNR8 50 
ae yo to ml ie ea UH " lee sine ve ow aeeve i 5 g , 0.165' to 0.260" 0.500" —_0.390" 2964" Steel Zinc 5NNP4 40 
ody 1/2 t0 0.320" los : teel Zinc Yellow otte 
Swaged 0.030" to 1.00" 0.306" 0.2805" Ya" to T%a" Steel Clear Cadmium 32FY67 100 ai ee TE 2s See: fees 
Ya-20 Thread Size M8x1.25 Thread Size 
0.140" to 0.200" 0.475" _(0.332' Q Steel Zinc 5NNG4 40 Flush _0.040"to 0.200" 0.560" _0.499" VA Steel Zinc 5NNK9 25 
0.079" to 0.138" 0.475" (0.832 Q Aluminum Plain 5NNG5 40 Knurled 0.027’ to 0.150" 0.685" ~—_(0..530" WE Steel Zinc 5NNN7 25 
ee ee to a rae ie " lee alle aye 2 Flanged 0.150" to 0.312" 0.685" —_0.530" WE Steel Zinc 5NNN8 25 
ange 079" to 0.138" AD oe teel Zinc otte n Cn 1/4" 
0.020" to 0 080" 0.475" 0 330" 0 Aluminum Plain 5NNH3~50 0.50" to 7.10" 19.65mm 12.57mm Yo Steel Zinc Yellow 32FX36 5 
0.140" to 0.200" 0.475" —_(0.332' Q Aluminum Plain 5NNG6 40 M10x1.50 Thread Size 
0.165" to 0.260" 0.500" —_0.390" 2/64" Aluminum Plain 5NNP5 40 Knurled 0.150'to 0.312 0.685' —_0..530" We Steel Zinc 5NNN2 20 
Flanged 0.027'to 0.150" 0.685" — 0.530" 39" Steel Zinc 5NNNI 25 
Rivet Nut Tools—Pneumatic and Manual 
Note: Additional head sets are Item 
available at Grainger.com®. _ Item Description No. 
Description No. Hand Tool M4 Size 32FY28 
_ Item Rivet Nut Hand Tools Hand Tool Mo Size 32FY29 
Description No. DLHT-I Heavy Duty Inch Tool 32FX97 Hand Tool M5 Size 32FY34 
Hydro-Pneumatic Flex-5 Tools DLHT-M Heavy Duty Metric Tool 32FX98 Hand Tool M6 Size 32FY35 
FLEX-oP 32FX38 DRHT-I Ratchet Style Inch Tool 32FX99 Hand Tool M10 Size 32FY26 
FLEX-9S = 32FX39 DRHT-M Ratchet Style Metric Tool 32FX95 Hand Tool 10-32 Size 32FY20 
DLHT Rivet Nut Pneumatic Spin Tool Hand Tool 6-32 Size 32FY21 Hand Tool 4-20 Size 32FY23 
SSG-801 Pistol Style Series 32FX73 Hand Tool 8-32 Size 32FY22 Hand Tool “6-18 Size 32FY24 
SSG Pistol Heavy SSG-802 Pistol Style Series 32FX74 Hand Tool 10-32 Size 32FY32 Hand Tool %-16 Size 32FY25 
oe Duty SSG-803 Pistol Style Series 32FX75 Hand Tool %4-20 Size 32FY33 Hand Tool M6 Size 32FY30 
Style Series Tool SSG-808 Pistol Style Series 32FX76 Hand Tool M3 Size 32FY27 Hand Tool M8 Size 32FY31 
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Helical Wire Thread Insert 
Converts threads, repairs 
stripped threads, or creates 
long-lasting threads in 
multiple materials 


Key Locking Thread Insert 
Use to convert or repair 
threads with a positive 
mechanical lock that 
prevents spinning 


Threaded Inserts Information 


Knife Thread Insert a 
Provides sturdy machine / #LeTyyy 
threads in hardwood 


Self-Locking Thread Insert 
A locking adhesive 

on the external 

threads locks the 

insert in to place 


FASTENERS 
Thread Inserts 


Hex Drive Thread Insert 
Provides sturdy 
machine threads 

in soft woods 


Press Insert 
Provides sturdy 
machine threads in 
plastic materials 














No. of Item 
Type _Material Pieces Includes Brand _No. 
shneee Hepa (10) Each: M8x1.25, M10x1.5, (8) Each: M12x1 
ach: M8x1.29, Rid acn: X1./9, ¢ 
oO ie ere eo a az 
ach: 10-24, 4-20, Y1e-18, %-16, 4 
1.0 se RR i 
- ach: 10-32, 4-28, Yie-24, %-24, : 
Weary Stainless“ _(6) Each: 14-20, Molded Plastic Case E-ZLok 4ZE87 
Steel 50 (10) Each: M3x0.5, M4x0.7, M5x0.8, E-7 Lok 4ZE90 
(10) Eagh (9e-16)M6et(V-13)MIBxt 25 
ach: (%- x, (7 X1.25, 
—  (%6-12)M10x1.5, (6) Each: (34-10) E-Z Lok 4ZE95 EZ LOK 
M12x1.75, Molded Plastic Case 
12 Each %4-20x0.375, “6-18x0.469, %- + i 
x0.562, 6 Each “6-14x0.656, 12-13x0.750, i-Coj 
54 16x0.562, 6 Each “s-14x0.656 ¥-13x0.750 Heli-Coil 4CZD5 eC | Ol 
: 304 a ee ct 6 Fare o High a * 
ree . teel Taps, Drills and installation tools. 
Running >tainless (12) Each: 10-32x0.285", 74-28x0.375", ey. Y GRAINGER 
60 _-716-24x0.469", %6-24x0.562", (6) Each: Heli-Coil 4C2D6 APPROVED 
Age saa a ere a Speed - 
teel Taps, Drills Installation Tools 
99 ~~ (/) Each: Fae) Aye Ver, E-7 Lok 4ZE85 Thread Repair 
(2) Each: 1-8, Molded Plastic Case 7 
5p (7) Each: %-18, 7-16, (6) Each: 5-20, LO ATERS Assortment Kits 
(2) Each: 1-14, Molded Plastic Case 
33 ~—~((10) Each: M8x1.25, M10x1.5, (8) Each: M12x1.79, 7 Lok 4ZE91 No. of Item 
(5) Each: M16x2.0, Molded Plastic Case Type _Material Pieces Includes Brand No. 
ayy Catan — gg yah Oa "anit sass i — AG RUMEN C2 ae CNC east 
eavy arbon ach: 10-32, 4-28, Y16-24, 7-24, : Ve, ea ~e, ea 
Wall Steel 46 (6) Each: 4-20, Molded Plastic Case E-Z Lok 4ZE86 Lockable Steel ¥,3/4,7/8, Four Drawer Metal Cabinet GA 30PH38 
(10) (#10-24)M10-1.5, (10) (%4-20)M12-1.75, Helical Total Range Kit All Metric 
46 = (10) (%6-18)M12-1.75, (10) (%-16)M16-2.0, E-Z Lok 4ZE93 Inserts (12)ea M5,M6 (10)ea M8x1,M8x1.25, 
(6) (%2-13)M16-2.0, Molded Plastic Case Standard 4 M10x1.25,M10x1.5(6)M11x1, M12x1.5,M12x1.75 gj gqpH3g 
50 (10) Each: M3x0.5, M4x0.7, Mox0.8, E-7 Lok 4ZE89 (5)ea M14x2,M14x1.5,M16x2,M16x1.5,M18 
M6x1.0, M8x1.25, Molded Plastic Case Stainless x2.5,M18x1.5, Four Drawer Metal Cabinet 
(10) Each: (%-16)M6x1, (%2-13)M8x1.25, Steel Inserts (12)ea M5,M6 (10)ea M8x1,M8x1.25, 
—  (%6-12)M10x1.5, (6) Each: (34-10) E-Z Lok 4ZE94 ioekable 4 M10x1.25,M10x1.5(6)M11x1, M12x1.5,M12x1.75 gj gqpHag 
M12x1.75, Molded Plastic Case (5)ea M14x2,M14x1.5,M16x2,M16x1.5,M18 
Self Locking Thread Insert Installation Kit x2.9,M18x1.5, Four Drawer Metal Cabinet 
53 Each: 10-24 Inserts, (1): Each GA  4AXX8 Helical Thread Repair Assortment a 
rill, Tap, And Installation Tool Inserts (36) Each: #10, 4", %e, (18) Each: 
53 (20) Each: %-20 Inserts, (1): Each GA  4AXY1 — = ¥'7, Ae", Y2", (1) Each: Tap, Installation GA 5WU72 
Drill, Tap, And Installation Tool Tool, Drill, Molded Plastic Case 
53 (20) Each: %6-18 Inserts, (1): Each GA  4AXY3 18-8 Inserts (36) Each: “4°, “16, (18) Each: 
Drill, Tap, And Installation Tool Tanged Stainless — %', %e’, 4", (6) Each: %", (1) Each: Tap, GA 5WU70 
53 (20) Each: %-16 Inserts, (1): Each GA 4AXY5 Steel Installation Tool, Drill, Molded Plastic Case 
Drill, Tap, And Installation Tool Inserts (36) Each: Mox0.8mm, Mox1mm, 
93 20) Each: “16-14 Inserts, (1): Each GA  4AXY7 —  M8x1.25mm, (18) Each: M10x1.5mm, (1) Each: GA 5SWU74 
rill, Tap, And Installation Tool Tap, Installation Tool, Drill, Molded Plastic Case 
53 (20) Each: 72-13 Inserts, (1): Each GA  4AXY9 Inserts (25) Each: 4-20, “16-18, 8-16, 
Thin Carbon Drill, Tap, And Installation Tool 95 10) Each: “6-14, %-13, (1) Each: HSS GA SUUY1 
Wall Steel 93 (20) Each: 10-32 Inserts, (1): Each GA  4AXX9 aps, Drill Bits, Installation Tools 
Drill, Tap, And Installation Tool Tanged, 304 Inserts (25) Each: “4-28, “6-24, 2-24, 
53 (20) Each: %-28 Inserts, (1): Each GA  4AXY2 Free Stainless 95 (10) Each: “6-20, %-20, (1) Each: HSS GA SUUY2 
Drill, Tap, And Installation Tool Running Steel Taps, Drill Bits, Installation Tools 
93 20) Each: “16-24 Inserts, (1): Each GA  4AXY4 Inserts (25) Each: M5x0.8, M6x1.0, M8x1.25, 
rill, Tap, And Installation Tool 110 =M10x1.5, (10) Each: M12x1.75, (1) Each: GA SUUY3 
53 (20) Each: %-24 Inserts, (1): Each GA  4AXY6 : : HSS Taps, Drill Bits, Installation Tools 
Drill, Tap, And Installation Tool Helical Range Kit UNC,UNF, and Metric 
93 ~~ (20) Each: “6-20 Inserts, (1): Each GA  4AXY8 Standard Inserts (12)ea UNFUNC % (10)ea UNC,UNF GA _30PH35 
Drill, Tap, And Installation Tool Stainless %16,3/8 (6)ea UNC,UNF “%o,1/2 (12)ea M5,M6 (10) 
93 (20) Each: 2-20 Inserts, (1): Each GA 4AXZ1 Lockable Steel ea M8x1,M8x1.25, M10x1.25,M10x1.5(6)M11x1, GA 30PH36 
Drill, Tap, And Installation Tool M12x1.5, M12x1.75, Four Drawer Metal Cabinet 
Thread Repair Kits, Tools, and Refills 
i i i Mfr. Item 
Repair tools adjust to fit all thread types and multiple sizes. Description Model No. 
ltem Mfr. Item Accessories 
Size Includes No. __Description Model _No. Keyway Skip Accessory Tool 
Repair Kit Repair Tool For Use With Large External NESO3101 6URR2 
External 92" to 1%" NestA, Nes2 6URT1 _ External 22" to % NES06040 6URN2 Thread Repair Tool 6URT4 
External 2" to 6° NesiA, Nes2, Nes3 6URPO _ External %2' to %" NESTA _6URT2 Steel Replacement Blade 
Internal 46" to 16" Nes21, Nes22, Nes23._ 6URN4 _ External Ve’ to 172" NES2  6URT3 For Use With External NESRK2 6URT6 
Internal ie toys Nes21, Nes?2, NesZ3 Nes24 SURNS External 134" to 6" NES3 _ 6URT4 patead Repair Joo! GURTS 
nternal “4' to 2%" es24, Nes Internal 6° to “Ae NES21 _6URP2 NESRK3 6URT7 
External %2' to 2", External Thread Tool, 2 Internal gypnjq _Internal %" to 54" NES22  6URP4 puread Repair lool GURTS 
internal We ie Thread Tool, 2 Nylon Pads Internal 'M16' to He NES23 6URP6 Repair Tool BURN? NESO60406 6URN3 
32 4 T/o" VY" 
: hy Nes1A, Nes21, Nes22 6URNG Internal 7s" to 1% NES24  6URP8 
Internal 9s" to 9%" internal 174° to D5" NESO5 ~~ 6URRO soe Auth mtemna apg NESRK23 6URRS 
External 542" to 34", ARTA read nepait_ 100 
Internal 546" to 134¢" Nes1A, Nes21, Nes22, Nes23 6URN7 __Internal 14" to 2% NES26 6URR1 For Use With Internal 
External o"to 116", Nest A, Nes®, Nes? BURNS Ce ae ee ee Thread Repair Tool 6URPS usa Asanti 
bhatt 4 1ji | nternal 9/4 10 34 For Use With Internal 
Internal 6" to 1% Nes22, Nes23, Nes24 internal 334 to 47" NES29 38907 Thread Repair Tool BURRO NESRK25 6URR7 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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: Wrycrancer -_> = tye 
Prewinder Type Il Thread Insert Tools (eae BE RECOIL. HeliCoil 
Used for inserts up to 12" diameter or Use bet | rp lt | a _ 7 Use bil , 

. : nterna tem nterna tem nterna tem nterna em 
M12 for metric. For small production Thread Size Brand No. Thread Size Brand No. Thread Size Brand No. Thread Size Brand No. 
runs. Removable handle allows hex 2-56 GA _5XAL7 M8 x 1 Recoil 5DFGO 10-24 Recoil 3HLW6 56-18 Recoil 3HLW9 
; Recoil 3HLZ2 6-32 Heli-Coil 4CZR2 Heli-Coil 4CZK8 GA 5XANG6 
shank to adjust. Use with screw gun. = M2.5x0.45 -Fei: coi aczui M8x1Heli-Coil_ 4CZU5 Recoil 5DFG4 ving Recoil 3HLX9 
Install free-running and screw-locking 3x05  —LHeli-Coil 4CZU4 6-32 GA 5XAN1 M12x 1.25 Heli-Coil 4CZT6 : GA  5UUF6 
helical inserts. GA  5UUG5 M8 x 1 GA 5UUG9 GA  5UUH4 16 Recoil 3HLX1 
4x07 —Recoil _3HLYS Migx125 —Heli-Coil_4CZU6 Mi2x1.5 Recoil 5DFG2 GA 5XAN7 
“  “Heli-Coil 429 GA  5UUHO Recoil 3HLZ1 Recoil 3HLY1 
No. 5XAL7 4-40 Recoil 3HLW2 6-40 Recoil 3HLX5 M12x 1.75 Heli-Coil 4CZK4 %-24  —“Heli-Coil_ 4CZP1 
No. Heli-Coil 4CZP4 Heli-Coil 4CZR3 GA  5UUH6 GA 5UUF7 
3HLW2 Recoil 3HLY6 9-39 Recoil 3HLW5 Recoil 3HLX7 ed Recoil 3HLX2 
M5x0.8 —Heli-Coil 4CZK2 Heli-Coil 4CZR9 10-32 “Heli-Coil 4CZL1 Heli-Coil 4CZR4 
GA  5UUG7 Mi0x1  Heli-Coil 4CZT4 GA 5XARO eng _Heli-Coil_ 4CZR5 
Mo x 1 Recoil 3HLY7 8-32 GA 5XAN2 {2-24 Heli-Coil 4CZN2 GA  5UUF8 
4-48 Heli-Coil 4CZP5 Recoil 5DFG1 i- Recoil 3HLW8 a5 Recoil 3HLX3 
vex1 HelisCoil_4¢zK1 M10x1.25 —"Ga” —SUUH2 ae GA 5XAN5 ia GA 5XAN9 
GA  5UUG8 MiOx1.5 —Heli-Coil_ 4CZk3 Recoil 3HLX8 Recoil 3HLY3 
i aeea 5-40 Heli-Coil 4CZP9 GA 5UUH3 %4-28  Heli-Coil_ 4CZK7 %"-20  —“Heli-Coil 4CZK5 
; 6-32 Recoil 3HLW4 3-36 Recoil 3HLX6 GA 5XAR1 GA 5UUF9 
Heli-Coil 4CZT1 ¥-18 GA 5UUG1 
mooie eS lhread Insert tools HeliCoil “ELAN 
AM ” ae , , 
Type I Mandrel A mandrel is wound into the insert and then APPROVED 
Type AM Mandrel (00) ee §=— screwed into the hole. Install free-running and screw-locking helical inserts. 
Use With Use With Use With Use With Use With Use With 
Internal Item Internal Item Internal Item Internal Item Internal Item Internal Item 
Thread Size Brand No. Thread Size Brand No. Thread Size Brand No. Thread Size Brand No. Thread Size Brand No. Thread Size Brand No. 
Insert Installation Tool M5 x 0.8 Heli-Coil 4EYD5 M16x2 Heli-Coil 4CZT9 Mi4x2 GA  5UUH7 %-16  Heli-Coil 4EYE9 Type | 
Non-Captive Prewinder M6 x1 Heli-Coil 4EYD6 M20 x 2.5 Heli-Coil 40ZU2 M20x2.5 GA  5UUH9 Yg-14 _ Heli-Coil_ 4EYF8 2-56 _Heli-Coil 40ZN6 
Type AM Non-Captive M24 x3 Heli-Coil 4CZU3 M24x3 GA _ 5UUJ0 2-13 Heli-Coil 4EYD9 Type Ill 
10-32 _Heli-Coil 4EYES Prewinder Type IV Type Il Threaded Mandrel Tool Yig-12___Heli-Coil 4EYG2 %e-12 _Hell-Coil 40212 
Ys-28 ~~ ‘Heli-Coil 4EYE3 %6-18  Heli-Coil 4CZT3 Y6-12 GA  5XAPO Type AM . %-11 __Heli-Coil_ 4EYFS %-11  Heli-Coil 4CZP7 
%16-24  Heli-Coil 4EYF4 %-18  Heli-Coil 4CZP8 5-11 GA 5XAP1 4-40 _Heli-Coil 4EYF2 “4-10 ___Heli-Coil_ 4EYE/ %y-10  Heli-Coil 4CZN8 
%-24 — Heli-Coil 4EYF1 ¥-16 — Heli-Coil 4CZN9 ¥%-10 GA 5XAP2 6-32 __Heli-Coil 4EYF7 M8 x 1.25 Heli-Coil 4EYD8 7-9  Heli-Coil 4CZR7 
76-20  Heli-Coil 4EYF9 7-14  Heli-Coil 4CZR6 16 GA 5UUG2 8-32 __heli-Coil 4EYG1 M10 x 1.5 _Heli-Coll 4EYCS 1-8 Heli-Coil 4CZN5 
%e-18  Heli-coil 4EYG3 1-12 Heli-Coil 4CZL9 7-9 GA 5XAP3 10-24 heli-Coil 4EYE4 Mie He eel eee T%-7  Heli-Coil 4CZL8 
%-16  Heli-Coil 4EYE8 1-14 Heli-Coil 4CZN1 %-14 GA SUUG3 Pa a oA So HEIRCaIEVIA 1%-7  Heli-Coil 4CZL6 
Ye - 20 Heli-Coil 4EYE1 T%-12_ Heli-Coil 4CZL7 1-8 GA___5XAP4 gas He eal qe WES oS Helo EVD? 1%-6 _ Heli-Coil 4CZN4 
aa li 0! da : : a m0! 
M4x 0.7 Heli-Coil 4EYD4 1-12 Heli-Coil 4CZL5 TVi-7 GA 5XAP5 MOK SS Hel-Coll 2EVDS 1-6 Heli-Coil 4CZL4 
No. of Item No. of Item No. of Item 
Size Length Pieces No. Size Length Pieces No. Size Length Pieces No. 
With Drill Bit 76-20 (6) 0.438/0.657/0.876° 18 4DCH9 1%-8 2.063" 4 30PE73 
GA %-13 (6) 0.500/0.750/1.0" 18  4DCC7 1-6 2.250" 5 5UUN4 
2-56 0.129" 20 5UUK4 Y-14 0.534" 10 4EYA7 1-8 2.250" 2 30PE74 
3-48 0.149" 20 5UUK5 7-90 (6) 0.5/0.75/1.0" 18 4DCD1 1-12 2.250" 5 5UUR7 
3-56 0.149" 20 5UUN9 Ye-12 0.844" 6  4DCJ6 1%-8 2.438" 2 30PE75 
4-40 0.168" 20 5UUK6 6-18 0.844" 6 4DCJ8 TVs-8 2.625" 2 30PE/6 
5-40 0.188" 20 5UUK7 %-11 0.938" 6  4DCG6 17-8 2.813 2 30PE/7 
6-32 0.207" 20 5UUK8 %-18 0.938" 6  4DCG8 2-8 3.000" 2 30PE78 
6-40 0.207" 20 5UUP1 W-10 1.125" 4 ADCF1 2%-8 3.188" 2 30PE79 
8-32 0.246" 20 5UUK9 Wv-16 1.125" 4 ADCF3 2Va-8 3.375" 2 30PE80 
8-36 0.246" 20 5UUP2 7-9 1.312" 6 4EYA5 275-8 3.563" 2 30PE81 
10-24 0.285" 20  5UULO A-14 1.312" 6 4DCT4 215-8 3.750" 2 30PE82 
10-32 0.285" 20  5UUP3 1-8 1.500" 6 4DCT2 255-8 3.938" 2 30PE83 
12-24 0.324" 20 5UUL1 1-12 1.500" 6 4DCR7 274-8 4.125" 2 30PE84 
V,-20 0.375 20  5UUL2 14 1.500" 6 4DCR9 21-8 4313" 2 30PE85 
7-28 0.375" 20 5UUP4 1Ve-7 1.688" 5 4DCR5 3-8 4.500" 2 30PE86 
%o-18 0.469 20  5UUL3 1-12 1.688" 5  4DCR3 3%-8 3.906" 2 30PE87 
6-24 0.469" 20 5UUP5 1Vie7 1.875" 4 4DCR1 374-8 4.063" 2 30PE88 
%-16 0.563" 15 5UUL4 1-12 1.875" 4 ADCP8 35-8 4919 2 30PE89 
24 0.563" 15 5UUP6 Te-12 2.250" 4 ADCP4 37-8 4330 2 30PE90 
Ae-14 0.656" 10. 5UUL5 ~M3x05 (12) 3/4.5/6mm 36. 4DCN1 ~“M14xT5 21mm 10 5UUU5 
76-20 0.656" 10 5UUP7 ~M4x0.7 (6) 4/6/8mm 18 4DC0N3. ~M14x2.0 21mm 10 5UUU6 
Y-13 0.750" tO 5UUL6 ~M5x08 (6) 5/7.5/10mm 18 4DC0N5 ~“Mt6x20 24mm 10 5UUU7 
No. 30PE79 M2.5 x 0.45 3.75mm 20 5UUT2 M6 x 1 (6) 6/9/T2mm 18 4DCN7 ~M18x25 27mm 5 5UUU8 
Le M3 x 0.5 4.5mm 20  5UUT3 ~M8x125 (6) 8/12/1omm 18 4DC0N9 ~M20x25 30mm 5 5UUU9 
é M4 x 0.7 6mm 20  5UUT4 ~ Mi0x1 (6) 10/15/20mm 18 4DCK1 9 ~ M22x15 33mm 4 30PE91 
M5 x 0.8 7.5mm 20  5UUTS ~“MiOx1.5 (6) 10/15/20mm 18 4DCK3 9 ~ M22x2.0 33mm 4 ~30PE92 
M6 x 1.0 omm 20 5UUT6 ~—Mi1x 1.5 16.5mm 6 4DCK5 ~~ M22x2.5 33mm 4 ~30PE93 
M8 x 1.0 {2mm 20  BUUT? ‘Mi2x1.25 (6) 12/18/24mm 18 4DCK7 9 ~~ M24x15 36mm 4 ~30PE94 
M8 x 1.25 {2mm 20 BUUT8 ‘Mi2x1.75 (6) 12/18/24mm 18 4DCK9 9 ~ M24x2.0 36mm 4 30PE95 
M10 x 1.0 5mm 15 5UUT9 M14 x2 21mm {2 4DCL2 ~M24x3.0 36mm 5 5UUVO0 
M10 x 1.25 5mm 15. 5UUU0 ~ Mi6x2 24mm 6 4DCL4 ~ M26x15 39mm 4 30PE96 
M10 x 1.5 15mm 15  SUUUT ~“M18x25 27mm 6 4DCL6 ~M27x15 40.5mm 4 30PE97 
M12 x 1.25 18mm 10 5UUU2 ~M20x25 30mm 4 ADCL8 ~~ M27x2.0 40.5mm 4 30PE98 
M12 x 1.5 18mm 10 5UUU3 ‘Without Drill Bit M27x3.0 40.5mm 4 30PE99 
M12 x 1.75 18mm 10 5UUU4 M28x1.5 42mm 4 30PF01 
Heli-Coil %-27 O25r 10 5UUR8 ~M30xt5 45mm 4 30PF02 
4-40 (12) 0.112/0.168/0.224" 36  4DCF9 Y-18 0.394" 10 5UUR9 ~ M30x2.0 45mm 4 30PF03 
5-40 (12) 0.125/0.188/0.250" 36  4DCH1 %-18 0.563" 10 5UUTO ~~ M30x3.5 45mm 4 30PF04 
. 6-32 (12) 0.138/0.207/0.276" 36 4DCH3 Yd 0.750" 10. 5UUTT ~M33x2.0 49.5mm 4 30PF05 
GRAINGER 6-40 (12) 0.138/0.207/0.276" 36  4DCH5 Ye-12 0.843" 10 5UUL7 ~M33x3.5 495mm 4 30PF06 
APPROVED 8-32 (12) 0.164/0.246/0.328" 36  4DCJ2 6-18 0.843" 10. 5UUP9 ~~ M34x1.5 51mm 4 30PF07 
8-36 (12) 0.164/0.246/0.328" 36  4DCJ4 %-11 0.938" 10 5UUL8 ~ M36x1.5 54mm 4 30PF08 
. rT 10-24 (12) 0.190/0.285/0.380" 36  4DCE1 %-18 0.938" 10 5UURO ~ M36x2.0 54mm 4 30PF09 
HeliCoil 10-32 (12) 0.190/0.285/0.380" 36  4DCE4 -10 Lio 5 5UUL9 ~~ M36x3.0 54mm 4 30PF10 
12-24 (12) 0.216/0.324/0.432" 36  4DCE7 W-16 1.125" 5  5UUR1 ~~ M36x4.0 54mm 4 30PF11 
Th d 27 0.273" {2 4EYC1 7-9 1.312" 5 5UUNO ~~ M39x3.0 58.5mm 4 30PF15 
rea W-18 0.394" 12 4EYA9 A-14 (Riki 5  5UUR2 ~~ M39x4.0 58.5mm 4 30PF12 
= 7 %-20 (12) 0.250/0.375/0.500" 36  4DCD4 1-8 1.500" 4 5UUNT ~~ M42x3.0 63mm 4 30PF16 
Repair Kits Y4-28 (12) 0.250/0.375/0.500" 36  4DCD7 1-12 1.500" 4 5UUR3 ~~ M42x4.5 63mm 4 30PF13 
6-18 Bi 0.312/0.468/0.624" 36  4DCG2 T-14 1.500" 4 5UUR4 9 ~ M45x4.5 67.5mm 4 30PF14 
= 304 Stainless steel 6-24 (12) 0.312/0.468/0.624" 36  4DCG4 1V6-7 1.688" 5  5SUUN2 ~M48x3.0 72mm 2 30PF18 
a 
inj igh- - 407" 4 g- 688" 5 5UUR5 x3. mm 
Contain inserts, high-speed %-04 (6) 0.375/0.563/0.750" 18  ADCF7 1Vi-7 1.875" 5 5UUN3 ~~ Mbox4.0 84mm 2 30PF17 
screw thread insert (STI) plug §=——~7¢-14 (6) 0.438/0.657/0.876" 18 ADCH7 1V1-8 1.875" 4 30PE72 ~~ M64x3.0 96mm 2 30PF22 
tap, and installation tool. 14-12 1.8/9. 9 _9UUR6 Mo64x4.0 96mm 2 30PF21 
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Helical Wire Thread Inserts HeliCoil SPoRGTEE 


Free-running and locking internal designs are Free-Running—Greater in diameter than tapped 
different. Nitronic® 60 stainless steel inserts are a hole; compress when installed. Inserts evenly 
lower-cost alternative to cobalt-bearing and high distribute load and stress. 

nickel alloy, with better corrosion resistance than 
Type 304 in most media, better chloride pitting 
resistance than Type 316, and nearly twice the 
yield strength of Types 304 and 316. Screw thread 


Screw Locking—Eliminates backout of installed 
fastener from stress and vibration. Locking torque 
is retained over numerous assembly cycles. 








INSERTS 
insert taps sold separately on page 2141. FREE | SCREW 
Internal RUNNING | LOCKING 
INSERTS Thread Free Insert Pkg. Item Item 
FREE SCREW Size _Length* Coil Dia. Drill Size Tap Brand _ Qty. No. No. 
Internal RUNNING | LOCKING 0.625" 0.742" 2Y%0" AEYU3 GA 5 5UUC4 = 5WZW5 
Thread Free Insert Pkg. Item Item %-11 0.938" 0.754" 2Y%0" 4EYU3 _Hell-Coil 100 | 4DAD4 — 
Size _Length* Coil Dia. DrillSize Tap Brand _ Qty. No. No. 0.938" 0.754" 230" AEYU3 _Heli-Coil 6 4EYG6 — 
UNC 0.750" ——*0.881" 25/39" 4EYT1 GA 5 5UUC6 _— 
304 Stainless Steel 0.750" ——-0.8811" 20/30" AEYT1 GA 1 — 5WZW7 
0.086" 0.115" 0" AEYRO  Heli-Coil 100 4C2Z2Z5 4GDC2 1.125" 0.881" 25/39" AEYT1 GA 5 5UUC7 — 
0.129" 0.115" 2" AEYRQ  Heli-Coil 100 4C2ZZ6 4GDC3 ¥-10 = 1.125" 0.881" 25/39" AEYT1 GA 1 — 5WZW8 
2-56 O.172° 0,115" 330" AEYRQ  Heli-Coil 100 4CZZ7 4GDC4 0.750": 0.893" 29/39" AEYT1 Heli-Coil 1 — 4EXF9 
0.086" —_—(0.119" #41 AEYR9 GA 10 5UTX8 5WZT1 1.125" 0.893" 29/30" AEYT1 Heli-Coil 4 4EYG4 — 
0.129" 0.119" #41 AEYRQ GA 10 5UTX9 5WZT2 1.125" 0.893" 29/39" AEYT1  Heli-Coil 1 — 4EXF8 
Gia — 0451 #31 AEYT8 _Heli-Coil 100 | 4DAA5 — 0.875" 1.022" 29/39" 4EYV1 GA 1 SUUC8 — 
0.168" 0.151" #31 AEYT8 _Heli-Coil 100 | 4DAA6 4GDD3 0.875" 1.022" 29/39" AEYV2 GA 1 — 5WZW9 
0.168" 0.151" #31 AEYT8 Heli-Coil 12 4EYG5 — 1-9 1.313" 1.022" aye2 4EYV1 GA 1 DUUCI — 
4-40 0.224" 0.151" #31 AEYT8 Heli-Coil 100 | 4DAA7 4GDD4 1313 1,022 29/30" AEYV2 GA 1 — 5WZX0 
0.112" 0.159" #31 AEYT8 GA 10 5UTYO 5WZT3 0.875" 1.037" 2732" 4EYV2 Hell-Coil 1 — 4EXG2 
0.168" 0.159" #31 AEYT8 GA 10 5UTY1 5WZT4 tle 1037 2¥a9" AEYV2  Heli-Coil 1 4EWT6 4EXG1 
0.224" 0.159" #31 4EYT8 GA 10 5UTY2 5WZT5 1.000" —- 1.181" 1¥%2" AEYR8__Heli-Coil 1 — 4EXG3 
0.188" _—(0.166" #29 AEYU6 _Heli-Coil 12 4EYG7 — 1-8 1.500" 1.181" 1¥%2" 4EYR8_Heli-Coil —1 4EWT2 4EXG4 
5-40 0.125" 0.173" #29 AEYU6 GA 10 5UTY3 5WZT6 1.000" 1.196" 1 Ke 4EYR8 GA 1 QUUDO OWZX1 
0.188" 0.173" #29 AEYU6 GA 10 5UTY4 5WZT7 1.500" 1.196" 1 Yo" 4EYR8 GA 1 5UUD1 5WZX2 
0.250" 0.173" #29 AEYU6 GA 10 5UTY5 5WZT8 120. Igd0. 11Y%6a" AEYR1 Heli-Coil —1 — 4EXG5 
G.1d0° 0.185: #26 AEYN1 Heli-Coil 100 | 4DAD6 4GDE2 44%-7 1.688" 1.335" 11%64" A4EYR1 Heli-Coil 1 4EWR5 4EXG6 
O173 0.185. #26 AEYN1  Heli-Coil 100 — 4GDE3 Aviéo. - — 1soo. 1 %2" 4EYR1 GA 1 5UUD2 5WZX3 
0.207" 0.185" #26 AEYN1  Heli-Coil 100 | 4DAD7 4GDE4 1,685" 71,300. 1 %2" 4EYR1 GA 1 5UUD3 5WZX4 
6-32 0.207" 0.185" #26 AEYN1  Heli-Coil 12 4EYG8 — 1.250" 1.463" 11%64" AEYP8 Heli-Coil 1 — 4EXG7 
0.276" —_—(0.185" #26 AEYN1  Heli-Coil 100 | 4DAD8 4GDE5 4%-7 18/9 1.463" 11%6a" AEYP8 Heli-Coil 1 4EWR3 — 
0.138" 0.193" #25 AEYN1 GA 10 5UTY6 5WZT9 1.250" 1.483" 1 %2" 4EYP8 GA 1 5UUD4 5WZX5 
0.207" 0.193" #25 AEYN1 GA 10 5UTY7 5WZU0 1.875" 1.483" 1 %2" 4EYP8 GA 1 5UUD5 5WZX6 
0.276" —_—(0.193" #25 AEYN1 GA 10 5UTY8 5WZU1 1%-6 2.062" ~—- 1.620" 12%a" AEYR6 Heli-Coil 1 4EWT1 — 
0.164" 0.212" #17 AEYN3 Heli-Coil 100 4CZV3 4GDF3 1%-6 2.250" 1.749" 13%6a" AEYP6 Heli-Coil 1 4EWP8 — 
0.246" 0.212" #17 AEYN3  Heli-Coil 100 4CZV4 4GDF4 1%-6 1.500" 1.772" 112" 4EYP6 GA 1 5UUD6 — 
0.246" 0.212" #17 AEYN3  Heli-Coil 12 4EYG9 — 1%a6 1.500" 1.772" 112" 4EYP6 GA 1 — 5WZX7 
8-32 0.328" 0.212" #17 AEYN3  Heli-Coil 100 4CZV5 4GDF5 146. 2200) — 1ai2 112" 4EYP6 GA 1 5UUD7 — 
0.164" 0.220" Ya" AEYN3 GA 10 5UTY9 5WZU2 1%a6 2.250" 1.772" 112" 4EYP6 GA 1 —_— 5WZX8 
0.246" 0.220" 1Y6q" AEYN3 GA 10 5UTZO 5WZU3 304 Stainless Steel, Dry Film Lubricant 
0.328" 0.220" 1Y6q" AEYN3 GA 10 5UTZ1 5WZU4 0.086" 0.115" 32" A4EYR9_Heli-Coil 100 4CZZ8 4GDC5 
0.190" 0.251" 15%q" AEYP3 _Heli-Coil 100 4CZY2 4GDG3 2-56 0.129" 0.115" 32" AEYRQ  Heli-Coil 100 4CZZ9 4GDC6 
0.285° 0.251" 15%q" AEYP3 _Heli-Coil 100 4CZY3 4GDG4 O1/2 OTIS: ¥32" AEYRQ  Heli-Coil 100 | 4DAA1 4GDC7 
O.200- 251 15a" AEYP3 _Heli-Coil 12 4EYH7 — 0.112" 0.151" #31 AEYT8 _Heli-Coil 100 | 4DAA8 4GDD2 
10-24 0.380" 0.251" 15%q" AEYP3 _Heli-Coil 100 4CZY4 4GDG5 Ollie. Ut. #31 AEYT8 _Heli-Coil 100 —_— 4GDD5 
0.190" 0.259" 15a" AEYP3 GA 10 5UTZ2 5WZU5 4-40 0.168" 0.151" #311 AEYT8 _Heli-Coil 100 | 4DAA9 4GDD6 
0.285" —_—-0.259" 15%q" AEYP3 GA 10 5UTZ3 5WZU6 0.224" 0.151" #31 AEYT8 Heli-Coil 100 | 4DAC1 4GDD7 
0.380" (0.25 9" 13%6q" AEYP3 GA 10 5UTZ4 5WZU7 0.280" 0.151" #31 AEYT8 Heli-Coil 100 | 4DAC2 — 
0.324" 0.276" #1 AEYR4 Heli-Coil 12 4EYH9 — 0.336" 0.151" #31 AEYT8 _Heli-Coil 100 | 4DAC3 — 
12-24 0.216" 0.283" 19%6q" AEYR4 GA 10 5UTZ5 — 0.138" 0.185" #26 AEYN1  Heli-Coil 100 | 4DAD9 4GDE6 
0.324" 0.283" 15%6q" AEYR4 GA 10 5UTZ6 — 6-32 0.207" 0.185" #26 AEYN1  Heli-Coil 100 | 4DAD5 4GDE7 
0.250" —_—(0.320" H AEYN9 Heli-Coil 100 | 4CZW8 4GDH3 0.276" —_—(0.185' #26 AEYN1  Heli-Coil 100 | 4DAE1 4GDE8 
0.375" ——(0.320" H AEYN9 Heli-Coil 100 | 4CZW9 4GDH4 0.345" 0.185" #26 AEYN1  Heli-Coil 100 | 4DAE2 — 
0.375" —_—(0.320" H AEYN9 Heli-Coil 12 4EYH5 — 0.164" 0.212" #17 AEYN3 Heli-Coil 100 4CZV6 4GDF6 
Yr-20 0.500" ——-0.320" H AEYN9  Heli-Coil 100 4CZX1 4GDH5 3-39 0.246" 0.212" #17 AEYN3 Heli-Coil 100 4CZV7 4GDF7 
0.750" —_—*0.320" H AEYN9  Heli-Coil 100 4CZX2 — 0.328" 0.212" #17 AEYN3  Heli-Coil 100 4CZV8 4GDF8 
0-200: — 0330" 17a" AEYNO GA 10 5UTZ7 5WZU8 0.492" 0.212" #1/ AEYN3 Heli-Coil 100 4CZV9 — 
G35 0.330) 17a" 4EYNI GA 10 5UTZ8 5WZU9 0.190" 0.251" '376q" AEYP3 _Heli-Coil 100 4CZY6 4GDG6 
0.500" —_—-0.330" "fa" AEYNO GA 10 5UTZ9 5WZV0 10-24 0.285" 0.251" 13%q" AEYP3 _Heli-Coil 100 4CZY5 4GDG7 
0.312" 0.390" Q AEYU1 Heli-Coil 100 | 4DAC6 4GDJ4 0.380" 0.251" '576q" AEYP3 _Heli-Coil 100 — 4GDG8 
0.469" —_—-0.390" Q AEYU1  Heli-Coil 100 | 4DAC7 4GDJ5 0.250" —_—-0.320" H AEYN9  Heli-Coil 100 — 4GDH6 
0.469" —_—-0.390" Q AEYU1 Heli-Coil 12 4EYJ3 — Ve-20. _U.3/9 0.320" H AEYN9  Heli-Coil 100 4CZX3 4GDH7 
%6-18 0.625" —_(0.390" Q AEYU1  Heli-Coil 100 | 4DAC8 4GDJ6 0.500" —_—-0.320" H AEYN9  Heli-Coil 100 4CZX4 4GDH8 
0.312" 0.400" 2%6a" AEYU1 GA 10 5UUA0 5WZV1 0.312" 0.390" Q AEYU1 _Heli-Coil 100 —_— 4GDJ7 
0.468" —_—(0.400" 2%6a" AEYU1 GA 10 5UUAT 5WZV2 %e-18 0.469" 0.390" Q AEYU1 _Heli-Coil 100 — 4GDJ8 
0.625" —_—(0.400" 2%6a" AEYU1 GA 10 5UUA2 5WZV3 0.625" —_—*0.3 90" Q 4EYU1 _Heli-Coil 100 — 4GDJ9 
0.375" ——*0.462" X AEYT4 Heli-Coil 100 | 4DAA2 — Nitronic 60 
¥-16 0.562" 0.462" X AEYT4 Heli-Coil 100 | 4DAA3 4GDK4 2-06 0. O13. 32" AEYRQ  Heli-Coil 100 — 4GDC8 
0.562" —_—0.462" X AEYT4 Heli-Coil 12 4EYJ1 _— O12 0157 #31 AEYT8 Heli-Coil 100 — 4GDD8 
%'-16 0.750" —0.462" X AEYT4 Heli-Coil 100 | 4DAA4 — 0.168" 0.151" #31 AEYT8 Heli-Coil 100 — 4GDD9 
%-16 —U3fo 0.472" 25/64" AEYT4 GA 10 5UUA3 5WZV4 4-40 0.224" 0.151" #31 AEYT8 Heli-Coil 100 _— 4GDE1 
0.750" 0.472" 25/4" AEYT4 GA 10 5UUAS SWZV6 0.280" 0.151" #31 AEYT8 _Heli-Coil 100 — 4DAC4 
”~e-14 0.438" 0.539" 2%" AEYU7  Heli-Coil 100 | 4DAE5 — 0.336" 0.151" #311 AEYT8 _Heli-Coil 100 — 4DAC5 
0.656" —_—(0.539" 2¥%4" AEYU7  Heli-Coil 6 4EYJ5 — 0.138" 0.185" #26 AEYN1 Heli-Coil 100 _— 4GDE9 
0.438" 0.551" 2%" AEYU7 GA 10 5UUAG — 0.207" 0.185" #26 AEYN1  Heli-Coil 100 _— 4GDF1 
0.438" 0.551" 2%" AEYU7 GA 5 — 5WZV7 6-32 0.276" —_—*0.185' #26 AEYN1  Heli-Coil 100 — 4GDF2 
A~e-14 0.656" 0.551" 2%6a" AEYU7 GA 10 5UUA7 — 0.345" 0.185" #26 AEYN1  Heli-Coil 100 | 4DAE3 — 
0.656" 0.551" 2%6a" 4EYU7 GA 5 — 5WZV8 0.414" 0.185" #26 AEYN1  Heli-Coil 100 — 4DAE4 
0.875" 0.551" 2%6a" AEYU7 GA 10 5UUA8 — 0.164" 0.212" #17 AEYN3 Heli-Coil 100 — 4GDF9 
0.875" 0.551" 2%6a" 4EYU7 GA 5 — 5WZV9 0.246" 0.212" #17 AEYN3  Heli-Coil 100 _— 4GDG1 
0.500" —_—-0.610" 3364" AEYN5 Heli-Coil 100 | 4CZW4 — 8-32 0.328" 0.212" #17 AEYN3 Heli-Coil 100 — 4GDG2 
0.750" ‘0.6 10" 3364" AEYN5 Heli-Coil 100 | 4CZW5 — 0.410" 0.212" #17 AEYN3 Heli-Coil 100 _— 4CZW1 
0.750" —_—*0.6 10" 3364" AEYN5 Heli-Coil 6 4EYH2 — 0.492" 0.212" #17 AEYN3  Heli-Coil 100 | 4CZW2 — 
Yy-13 ile 0.610" 3364" AEYN5 Heli-Coil 100 | 4CZW3 — 0.190" 0.257" '37%6q" AEYP3 _Heli-Coil 100 — 4GDG9 
0.500" ——0.622" 3364" AEYN5 GA 10 5UUAS — 10-24 0.380" 0.251" 13%q" AEYP3 _Heli-Coil 100 — 4GDH2 
0.500" ——0.622" 3364" AEYN5 GA 5 — 5WZWO0 0.385" 0.251" '376q" AEYP3 _Heli-Coil 100 — 4GDH1 
0.750" ——:0.622" 3364" AEYN5 GA 10 5UUCO — 0.250" —_—-0.320" H AEYN9  Heli-Coil 100 — 4GDH9 
0.750" ——:0.622" 3364" AEYN5 GA 5 — 5WZW1 3/5 0.320: H AEYN9  Heli-Coil 100 —_— 4GDJ1 
%-11 0.938" 0.622" 2V30" AEYU3 GA 5 5UUC5  5WZW6 Y-20 0.500" 0.320" H AEYNO  Heli-Coil 100 — 4GDJ2 
Yy-13 1.000" 0.622" 3364" AEYN5 GA 10 5UUCT — 0.625" —_—-0.320" H AEYN9  Heli-Coil 100 —_— 4CZW6 
1.000" 0.622" 3364" AEYN5 GA 5 — 5WZW2 0.750" —_—-0.320" H AEYN9 Heli-Coil 100 | 4CZW7 4GDJ3 
0.844" 0.682" 19%9" AEYV3 _Heli-Coil 6 4EYH1 — 0.312" 0.390" Q AEYU1 _Heli-Coil 100 — 4GDK1 
%6-12 0.562" 0.694" 1%9" AEYV3 GA 5 5UUC2 = 5WZW3 %e-18 0.469" 0.390" Q AEYU1 _Heli-Coil 100 — 4GDK2 
— 1 a es LIA GA 5 5UUC3 =5WZW4 0.625" —_—-0.390" Q AEYU1 _Heli-Coil 100 — 4GDK3 
8- .062" 142" Yea" 4 GA 10 QUUA4 | SWZV5 * Length is installed length. 
| CONTINUED | 1 
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Thread Inserts Details on page A1. 
{E=IZ_ Helical Wire Thread Inserts HeliCoil “CLINE 
elical Wire Inread inserts ClIUOl APPROVED 
INSERTS INSERTS 
FREE SCREW FREE SCREW 
Internal RUNNING | LOCKING Internal RUNNING | LOCKING 
Thread Free Insert Pkg. Item Item Thread Free Insert Pkg. Item Item 
Size Length* CoilDia. Drill Size Tap Brand _ Qty. No. No. Size _Length* CoilDia. Drill Size ‘Tap Brand _ Qty. No. No. 
UNF Nitronic 60 
304 Stainless Steel 0.190" 0.246" #7 AEYP4 Heli-Coil 100 — 4GDL8 
3-36 A492" 0.214" #17 AEYN4 Heli-Coil 100 — 4GDL1 0.285" —-0.246" #7 AEYP4 _Heli-Coil 100 — 4GDN1 
0.246" 0.224" Ma" AEYN4 GA 10 — 5WZX9 10-32 0.380" —_—0.246" #7 AEYP4 Heli-Coil 100 | 4CZU9 4GDN2 
0.190" 0.246" #7 AEYP4 Heli-Coil 100 4CZY7 4GDL2 0.475" —-0.246" #7 AEYP4 _Heli-Coil 100 4CZV1 4GDN3 
0.285" 0.246" #7 A4EYP4 Heli-Coil 100 4CZY8 4GDL3 0.570" —*0.246" #7 AEYP4 Heli-Coil 100 4CZV2 4GDN4 
0.285" —_—0..246" #7 AEYP4 Heli-Coil 12 4EYH8 — 0.250" ——*0.3 16" G AEYP1 _Heli-Coil 100 — 4GDP4 
10-32 0.380" —_(0.246" #/ AEYP4 Heli-Coil 100 4CZY9 4GDL4 Y%-28 0.375" _(0.316" G AEYP1 _Heli-Coil 100 — 4GDP5 
0.190" 0.256" 1364" A4EYP4 GA 10 5UUD8 5WZY0 0.500" —-0.316" G AEYP1 Heli-Coil 100 — 4GDP6 
0.285" 0.256" 1364" AEYP4 GA 10 5UUD9 5WZY1 0.312" 0.390" 2Y%6a" AEYU2 Heli-Coil 100 — 4GDR8 
0.380" —_—(0.256" 1364" AEYP4 GA 10 5UUEO 5WZY2 %6-24 0.469" 0.390" 24%6q" AEYU2 Heli-Coil 100 — 4GDR9 
46756 0.250" ~—0.3 16" G AEYP1 _Heli-Coil 100 4CZX5 — 0.625" ~—(0.390" 24%6a" AEYU2 Heli-Coil 100 — 4GDT1 
0.250" —<0.316" G A4EYP1  Heli-Coil 100 _— 4GDN5 NPT 
0.313 - 0316: G AEYP1 Heli-Coil 100 — 4GDN6 304 Stainless Steel 
0.375" 0.316" G AEYP1 Heli-Coil 100 4CZX6 4GDN7 97 0.273" _ 0.499" U — Heli-Coil 12 4EYH6 — 
4-28 0375 0.316. G AEYP1 Heli-Coil 100 4CZY1 — i O2/3 0.511" ¥e" AEYP2 GA 10 5WZK1 — 
0.500" —<0.316" G AEYP1  Heli-Coil 100 4CZX7 4GDN8 Y-18 0.394" 0.680" 33/4" AEYNY GA 10 5WZK2 — 
0.250" ——<0.326" 17%q" AEYP1 GA 10 5UUE1 5WZY3 %-18 0.407" 0.828" 2V%0" AEYT5 GA 10 5WZK3 — 
O10. U.d20" 1%q" AEYP1 GA 10 5UUE2 5WZY4 Yo-14 0.534" 1.035" 136" AEYN5 GA 5 5WZK4 — 
0.500" 0.326" 14" AEYP1 GA 10 5UUE3 5WZY5 ANPT 
0.250" 0.390" 24%" AEYU2  Heli-Coil 100 | 4DAD3 — Y-18 0.394" 0.668" 3Y%6q — Heli-Coil 12 4EYH4 — 
0.312" 0.390" 24%" AEYU2 Heli-Coil 100 | 4DAC9 4GDP7 %-18 0.407" 0.816" %e" — Heli-Coil 5 4EWT4 — 
0.469" —_—-0.390" 2%" AEYU2 Heli-Coil 100 | 4DAD1 4GDP8 Yo-14 0.534" 1.020" 25/39" — Heli-Coil 5 4EWP3 — 
54-04 0.625" _ 0.390" 2%" AEYU2 Heli-Coil 100 | 4DAD2 4GDP9 %-14 0.534" 1.247" B64" — Heli-Coil 5 4EWT3 — 
0.781" 0.390" 2%4" AEYU2 Heli-Coil 100 — 4GDR1 1-11% 0.661" 1.558" 1.250 — Heli-Coil 2 4EWRE6 — 
0.938" 0.390" 24%" AEYU2 Heli-Coil 100 — 4GDR2 Metric Fine 
0.312" 0.400" 24%q" AEYU2 GA 10 5UUE4 5WZY6 8mm 9.900mm 8.3mm  4EYY6 GA 10 — 5XAEO 
0.469" —_—(0.400" 2%q" AEYU2 GA 10 5UUE5 5WZY7 12mm  9.98mm  _8.25mm_ 4EYY6—Heli-Coil = 12 4EYL5 — 
%e-24 0.625" 0.400" 2%q" — GA 10 5UUE6 — 8mm 10.000mm 8.3mm  4EYY6 GA 10 5WZNO — 
%6-24 0.625" _—0..400" 24%" AEYU2 GA 10 — 5WZY8 M8x1 12mm 10.000mm 83mm  4EYY6 GA 10 — 5XAE1 
0.562" —_—0.458" 25/4" AEYT6 Heli-Coil 12 4EYJ2 — 12mm 10.00imm 83mm  4EYY6 GA 10 5WZN1 — 
44.04 0-375" __ 0.468" 25/4" AEYT6 GA 10 5UUE7 5WZY9 16mm 10.002mm 83mm  4EYY6 GA 10 5WZN2 — 
0.563" —_— 0.468" 24/64" 4EYT6 GA 10 5UUE8 5WZZ0 16mm 11.000mm 83mm  4EYY6 GA 10 — 5XAE2 
0.750" — 0.468" 25%" AEYT6 GA 10 5UUES 5WZZ1 15.0mm 12.23mm  10.25mm 4EYV6~ Heli-Coil 12 4EYJ8 — 
0.606 0.537 2%a" AEYU8 Heli-Coil 6 4EYJ6 — Miox1 10mm 12.50mm_ _10.3mm__4EYV6 GA 10 5WZN6 — 
0.438" 0.549" 2%a" AEYU8 GA 10 OUUFO — 15mm__12.50mm_ —_—-10.3mm_—_—4EYV6 GA 10 5WZN7 — 
0.438" 0.549" 2¥%a" AEYU8 GA — 5WZZ2 20mm __12.50mm__10.3mm__—*4EYV6 GA 10 5WZN8 — 
A~e-20 0.656" —_—0..5 49" 2%" AEYU8 GA 10 5UUF1 — 15mm_ 12.5500mm 10.25mm  4EYV/  Heli-Coil 12 4EYJ9 _— 
0.656" —0.549" 2%" AEYU8 GA 5 — 5WZZ3 M10x1.25 10mm 12.65mm 10.3mm  4EYV7 GA 10 5WZN9 5XAE6 
0.876" —-0.549" 2%" 4EYU8 GA 10 5UUF2 — 15mm 12.65mm 10.3mm  4EYV7 GA 10 5WZPO0 5XAE7 
0.876" 0.549" 2%" A4EYU8 GA 5 — 5WZZ4 M12x1.5 18mm 14.6mm  12.25mm 4EYW4 Heli-Coil 6 4EYK3 — 
0.750" ——‘0.605" 33/4" AEYN7 Heli-Coil 6 4EYH3 — 18mm 14.65mm = 12.25mm_ 4EYW2~ Heli-Coil 6 4EYK2 — 
0.500" —0.617" 334" AEYN7 GA 10 5UUF3 — 12mm 15.00mm 12.3mm  4EYW3 GA 5 5WZP4 — 
0.500" —0.617" 334" AEYN7 GA 5 — 5WZZ5 M12x1.25 18mm 15.00mm 12.3mm  4EYW3 GA 5 5WZP5 — 
Yo-20 0.750" —_—i0..6 17" 33/4" AEYN7 GA 10 5UUF4 — 18mm 15.00mm 12.3mm  4EYW2 GA 5 — 5XAF1 
0.750" ~—-0.617" 334" AEYN7 GA 5 — 5WZZ6 24mm 15.00mm  12.3mm_ —4EYW3 GA 5 5WZP6 — 
1.000" —0.617' 33/4" AEYN7 GA 10 5UUF5 — M12x1.5 18mm 15.20mm  12.3mm  4EYW4 GA 5 5WZP7 — 
1.000" —_—0.617' 3364" AEYN7 GA 5 _— 5WZZ7 M14x1.5 2imm 169mm  14.25mm 4EYW6 Heli-Coil 6 4EYK5 — 
1.125" 0.679" 37%" AEYV4  Heli-Coil 6 4EYJ7 — “21mm 17.25mm 14.3mm  4EYW6 GA 5 5WZR1 5XAF5 
%6-18 0.562" 0.691" 37%" AEYV4 GA 5 5WZH4 5WZZ8 Metric Coarse 
0.843" 0.691" 37%" AEYV4 GA 5 5WZH5 5WZZ9 2mm 2.6mm 2.1mm — Heli-Coil 100 | 4DAG5 — 
0.938" —_(0.746" 4V%q" AEYU5 Heli-Coil 6 4EYJ4 — M2x0.4 5mm 2.6mm 2.1mm — Heli-Coil 100 | 4DAG7 — 
%-18 0.625" 0.758" 4V%q" AEYU5 GA 5 5WZH6 — 6mm 2.6mm 2.1mm — Heli-Coil 100 | 4DAG9 — 
0.938" —_(0..758" 4V%q" AEYU5 GA 5 5WZH7 5XAA1 M29x045-44mm 2.9mm 2.3mm — Heli-Coil 100 4DAE9 _— 
0.750" —0.888" 4%" AEYT3 Heli-Coil 1 — 4EXK9 “" 6.6mm 2.9mm 2.3mm — Heli-Coil 100 4DAF1 — 
1.125" 0.888" 4%" AEYT3 Heli-Coil 1 _— 4EXK8 20mm 3.45mm — 2.55mm — Heli-Coil 100 4DAF2 — 
¥,16  —0-f90" 0.901" 4%" AEYT3 GA 5 5WZH8 — 20mm 3.45mm  2.55mm  4EYX1__Heli-Coil 100 — 4GDU1 
0.750" —-0.901" 4%" AEYT3 GA 1 — 5XAA2 3.8mm  3.45mm —_2.55mm — Heli-Coil 100 4DAF3 — 
1.125" 0.901" 4%" AEYT3 GA 5 5WZH9 — 3.8mm  3.45mm  2.55mm 4EYX1__—Heli-Coil 100 — 4GDU2 
1.125" 0.901" 4%" AEYT3 GA 1 — 5XAA3 5mm 3.45mm_ —s2.55mm — Heli-Coil 100 4DAF4 — 
0.875" —- 1.036" 5%" AEYU9 Heli-Coil 1 — 4EXL2 M25x045 umm 3.45mm_—2.55mm__4EYX1__Heli-Coil__ 100 — 4GDU3 
7h-14 1312" 1.036" 57%" AEYU9 Heli-Coil 1 4EWT5 — “6.3mm 3.45mm — 2.55mm — Heli-Coil 100 4DAF5 — 
0.875" 1.051" 5%" AEYU9 GA 1 5WZJO 5XAA4 7.5mm  3.45mm —-2.55mm_—4EYX1__—siHeli-Coil ~—- 100 — 4GDU4 
1.313 — 1,051" 57%" AEYU9 GA 1 5WZJ1 5XAA5 75mm 3.45mm_ —_—2.55mm — Heli-Coil 100 4DAF6 — 
1.500" 1.0990" 1%" AEYR2 Heli-Coil _1 4EWR7 — 2.0mm __3./0mm 2.6mm __ 4EYX1 GA 10 5WZK5 5XAC5 
1.000" —_ 1.1000" 1%" AEYR2  Heli-Coil —1 — 4EXL3 3./o5mm_ _3./0mm 2.6mm —_ 4EYX1 GA 10 5WZK6 5XAC6 
1-12 1.500" 1.1100’ 1%" AEYR2  Heli-Coil _—1 — 4EXL4 5mm _—_—-3./0mm 2.6mm —_ 4EYX1 GA 10 5WZK7 5XAC7 
1.000" 1.1200" 1 Yea" AEYR2 GA 1 5WZJ4 — 3mm 4.075mm_ = 3.15mm_ —4EYX5_—sHeli-Coil 100 | 4DAH2 4GDV6 
1.500" 1.1200" 1 Ya" AEYR2 GA 1 5WZJ5 _— 45mm 4.075mm  3.15mm  4EYX5__—Heli-Coil 100 | 4DAH4 4GDV7 
1.500" 1.171" 1%" AEYR3  Heli-Coil _—1 4EWR8 4EXL6 6mm 4.075mm_ —3.15mm_ ——4EYX5_—_—siHeli-Coil 100 | 4DAH6 4GDV8 
1-14 1.000" —-1.199" 1 Ya" AEYR3 GA 1 5WZJ2 5XAAG 7.omm 4.075mm  3.15mm 4EYX5__—siHeli-Coil 100 | 4DAH8 4GDV9 
1.500" 1.199" 1 Ya" AEYR3 GA 1 5WZJ3 — M3x0.5 9mm  4.075mm  3.15mm_ —_4EYX5__—Heli-Coil 100 4DAJ1 4GDW1 
12125": - 1.319. 1% 4" AEYP9 Heli-Coil 100 — 4GDK5 45mm 4.08mm  3.15mm 4EYX5__—siHeli-Coil =: 12 4EYL1 — 
1.688" 1.319" 1% 4" AEYP9  Heli-Coil 1 4EWR4 — 3mm 4.35mm 3.2mm —_ 4EYX5 GA 10 5WZK8 5XAC8 
1%-12 1.688" 1.319" 1% 4" AEYP9 Heli-Coil 100 — 4GDK6 45mm  4.35mm 3.2mm _ 4EYX5 GA 10 5WZK9 5XAC9 
1.125" 1.334" 1 2" AEYP9 GA 1 5WZJ6 — 6mm 4.35mm 3.2mm —_ 4EYX5 GA 10 5WZLO 5XADO 
1.688" 1.334" 1 72" AEYP9 GA 1 5WZJ7 — 4mm —_4.90mm 42mm —_ 4EYX7 GA 10 5WZL1 5XAD1 
1.250" 1.454" 11% 4" AEYP7 Heli-Coil 100 — 4GDK7 6mm 4.90mm 42mm —_ 4EYX7 GA 10 5WZL2 5XAD2 
1.875" 1.454" 11% 4" AEYP7 — Heli-Coil 1 4EWP9 — 8mm —_4.90mm 42mm —_ 4EYX7 GA 10 5WZL3 5XAD3 
1%-12 1.875" 1.454" 11% 4" AEYP7  Heli-Coil 100 — 4GDK8 Amm 5.325mm = 4.2mm_—s4EYX7__—iHeli-Coil 100 4DAL1 4GDW8 
1.250" —- 1.469" 1 ¥2" AEYP7 GA 1 5WZJ8 5XAC2 M4x0.7 —2mm__5 325mm 4.2mm —4EYX7_—_—siHeli-Coil 100 | 4DAP7 — 
1.875" —_—- 1.469" 1 ¥2" AEYP7 GA 1 5WZJ9 — “6mm  5.325mm 4.2mm ——4EYX7__—Heli-Coil 100 4DAL3 4GDW9 
1M%4"-12 1.875" —_—-1.469" 1 ¥2" AEYP7 GA 1 — 5XAC3 6mm 5.325mm = 4.2mm_—s4EYX7_—sCHeli-Coil ~=—- 12 4EYL2 — 
1%-12 2.062" —- 1.593" 12%4"  4EYR5 Heli-Coil —1 4EWR9 — 8mm  5.325mm 4.2mm 4EYX7__—Heli-Coil 100 4DAL5 4GDX1 
2.290" 1.727" 133%4" AEYP5 — Heli-Coil 1 4EWP4 — 10mm 5.325mm = 4.2mm_—s4EYX7__—sHeli-Coil 100 4DAL7 4GDX2 
1%-12 2.250" 1.727" 133%4" AEYP5 Heli-Coil 100 — 4GDK9 12mm 5.325mm = =4.2mm__—_—4EYX7__—siHeli-Coil 100 4DAL9 4GDX3 
1.500" 1.745" 112" 4EYP5 GA 1 5WZKO 5XAC4 5mm 6.525mm_ 5.2mm — 4EYX9_—sCHeli-Coil 100 | 4DAP9 4GDY1 
304 Stainless Steel, Dry Film Lubricant 7.5mm 6.525mm 5.2mm 4EYX9 Heli-Coil 100 4DAR2 4GDY2 
0.190" 0.246" #7 A4EYP4 Heli-Coil 100 4C2Z2Z1 4GDL5 7.5mm 6.525mm 5.2mm  4EYX9_ Heli-Coil 12 4EYL3 — 
40-32 0-285" 0.246" #7 AEYP4 Heli-Coil 100 4C2Z2 4GDL6 10mm 6.525mm 5.2mm —_ 4EYX9_—siHeli-Coil 100 | 4DAR4 4GDY3 
0.380" 0.246" #7 AEYP4 Heli-Coil 100 4C2Z3 4GDL7 M5x0.8 12.5mm 6.525mm 5.2mm  4EYX9_ Heli-Coil 100 | 4DAR6 4GDY4 
0.570" —-0.246" #7 AEYP4 Heli-Coil 100 4CZ24 — 15mm 6.525mm 5.2mm —— 4EYX9_~—siHeli-Coil 100 | 4DAR8 4GDY5 
0.187" 0.316" G AEYP1 _Heli-Coil 100 — 4GDN9 5mm ___‘6.80mm 5.2mm __ 4EYX9 GA 10 5WZL4 5XAD4 
y,93 0.290 0.316" G AEYP1 _Heli-Coil 100 4CZX8 4GDP1 7omm__6.80mm 5.2mm _ 4EYX9 GA 10 5WZL5 5XAD5 
Vor. 0.316" G AEYP1 _Heli-Coil 100 — 4GDP2 10mm _—_—6.80mm 5.2mm —_ 4EYX9 GA 10 5WZL6 5XAD6 
0.500" ——*0.316" G AEYP1 Heli-Coil 100 4CZX9 4GDP3 
0.312" 0.390" 2a" 4EYU2_Heli-Coil 100 — 4GDR3 | CONTINUED | ] 
0.469" 0.390" 244" AEYU2 Heli-Coil 100 — 4GDR4 
%6-24 0.625" 0.390" 24%" AEYU2 Heli-Coil 100 _— 4GDR5 
0.781" 0.390" 24%" AEYU2 Heli-Coil 100 — 4GDR6 
0.938" 0.390" 2Y%6a" AEYU2 Heli-Coil 100 — 4GDR7 
2140 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Ofe FASTENERS 
»1D load Availabl 
S GHAINGERCCOM Thread Inserts 





€E00) Helical Wire Thread Inserts HeliCoil " 


Internal 
Thread 
Size 


M6 x 1 


M8 x 1.25 


M10x 1.5 


M12 x 1.75 


M12 x 1.50 
M12 x 1.75 


M14 x2 


M16 x 2 


M18 x 2.5 


M20 x 2.5 
M24 x 3 


Length* 
6mm 


36mm 


304 Stainless Steel, Dry Film Lubricant 
#37 


2.5mm 


M2.5 x 0.45-2:8mm 


5mm 
6.3mm 


Free 
Coil Dia. _ Drill Size 
7.675mm  6.25mm 
7.675mm  6.25mm 
7.675mm  6.25mm 
7.675mm  6.25mm 
7.675mm  6.25mm 
7.68mm 6.25mm 
7.95mm 6.3mm 
7.95mm 6.3mm 
7.95mm 6.3mm 
8.925mm 7.25mm 
8.925mm 7.25mm 
10.075mm 8.3mm 
10.075mm = 8.3mm 
10.075mm 8.3mm 
10.075mm 8.3mm 
10.08mm 8.3mm 
10.35mm 8.3mm 
10.35mm 8.3mm 
10.35mm 8.3mm 
12.225mm 10.5mm 
12.225mm 10.5mm 
12.23mm 10.5mm 
12.23mm 10.5mm 
12.50mm 10.4mm 
12.50mm 10.4mm 
12.50mm 10.4mm 
1465mm = 12.5mm 
1465mm = 12.5mm 
1465mm = 12.5mm 
15.00mm 12.3mm 
15.00mm 12.3mm 
15.00mm = 12.3mm 
15.00mm = 12.5mm 
15.00mm = 12.3mm 
17mm 14.5mm 
17mm 14.5mm 
17mm 14.5mm 
17.35mm = 14.5mm 
17.35mm = =14.5mm 
19.25mm = 16.5mm 
19.25mm 16.5mm 
19.25mm = 16.5mm 
19.25mm 16.5mm 
19.60mm 16.5mm 
19.60mm 16.5mm 
19.60mm 16.5mm 
19.60mm 16.5mm 
21.65mm 18./5mm 
22.00mm 18-8mm 
22.00mm 18-8mm 
22.00mm 18-8mm 
22.00mm 18-8mm 
23.98mm 20.7/5mm 
24.40mm 20.8mm 
2440mm 20.8mm 
29.00mm 25.0mm 
3.45mm 
3.45mm #3/ 
3.45mm #3/ 
3.45mm #3/ 


Insert 


p 
AEYY2 
AEYY2 
AEYY2 
AEYY2 
AEYY2 
AEYY2 
AEYY2 
4EYY2 
AEYY2 
AEYY4 
AEYY4 
AEYY8 
AEYY8 
AEYY8 
AEYY8 
AEYY8 
AEYY7 
AEYY7 
AEYY7 
4EYV8 
4EYV8 
AEYV8 
4EYV8 
AEYV8 
4EYV8 
AEYV8 
4EYW5 
4EYW5 
4EYW5 
4EYW5 
4EYW5 
4EYW5 
4EYW4 
4EYW5 
4EYW7 
4EYW7 
4EYW7 
A4EYW7 
4EYW7 
4EYW8 
4EYW8 
4EYW8 
4EYW8 
4EYW8 
4EYW7 
4EYW8 
4EYW7 
4EYW9I 
4EYW9 
4EYW8 
4EYW9 
4EYW8 
AEYX2 
AEYX2 
AEYX2 
AEYX3 


4EYX1 
4EYX1 
4EYX1 
4EYX1 


Brand 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 


Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
GA 


GA 
GA 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
GA 


GA 
GA 
Heli-Coil 
Heli-Coil 
Heli-Coil 


Heli-Coil 

Heli-Coil 

Heli-Coil 
GA 


GA 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 


G 
Heli-Coil 
GA 
GA 
GA 
GA 
Heli-Coil 
GA 
GA 
GA 


Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 


—) 
O01 OF}, CE) CO) OD) O07, 7} O7/ 07 OT 


oo 


— —) 1 
ae) ey) a | sh) | Cp) 3) | | | CH COO) 
(a) oO 


100 
100 
100 
100 


INSERTS 
FREE SCREW 
RUNNING | LOCKING 
Item Item 
No. No. 
4DAU6 4GDY9 
4DAU8 4GDZ1 
4DAV1 4GDZ2 
A4DAV3 4GDZ3 
4DAV5 4GDZ4 
4EYL4 — 
5WZL7 5XAD7 
5WZL8 5XAD8 
5WZL9 5XAD9 
4DAX5 — 
4DAX7 — 
4DAY1 — 
4DAY4 — 
4DAY7 — 
4DAZ1 — 
4EYL6 — 
5WZN3 5XAE 
5WZN4 5XAE4 
5WZN5 5XAE5 
— 4GDT2 
— 4GDT3 
4DAE6 — 
4EYK1 — 
5WZP1 5XAE8 
5WZP2 5XAE9 
5WZP3 5XAFO 
4DAE7 — 
4EYK4 — 
— 4GDT4 
5WZP8 5XAF2 
— 5XAF3 
— 5XAF4 
5WZP9 — 
5WZRO — 
4EYK6 — 
— 4GDT5 
— 4GDT6 
5WZR2 5XAF6 
5WZR3 5XAF7/ 
— 4GDT7 
4DAE8 4GDT8 
4EYK7 — 
— 4GDT9 
5WZR4 — 
— 5XAF8 
5WZR5 — 
— 5XAF9 
4EYK8 — 
5WZR6 — 
— 5XAGO 
5WZR7 — 
_ 5XAG1 
4EYK9 — 
5WZR8 5XAG2 
5WZR9 5XAG3 
5WZT0 5XAG4 
4DAF9 — 
4DAG1 4GDU6 
A4DAG2 4GDU7 
— 4GDU8 


GRAINGER 
APPROVED 
Internal 
Thread Free 
Size _Length* Coil Dia. Drill Size 
3mm = 4.075mm = 3.15mm 
M3x0.5 4.5mm 4.075mm  3.15mm 
6mm = 4.075mm = 3.15mm 
3.5mm 4.675mm 3./mm 
M3.5x0.5 5.3mm 4.675mm 3./mm 
7mm 4.675mm 3./mm 
4mm = 5.325mm 4.2mm 
M4x0.7 6mm 5.325mm 4.2mm 
8mm pacar Sn 
5mm 525mm 5.2mm 
Md x 0.8 7.5mm 6.525mm 5.2mm 
6mm = 7.675mm = ~-6.25mm 
M6 x 1 9mm 7.675mm  6.25mm 
12mm 7.6/5mm  6.25mm 
M8x1.25 8mm 10.075mm 83mm 
Nitronic 60 
2.5mm 3.45mm 2.55mm 
M2.5x0.45 3.8mm 3.45mm 2.55mm 
5mm 3.45mm 2.55mm 
3mm = 4.075mm = 3.15mm 
bm 4.075mm 3.15mm 
M3x0.5 6mm 4.075mm 3.15mm 
7.5mm 4.075mm 3.15mm 
9mm 4.075mm 3.15mm 
3.5mm 4.675mm 3./mm 
M3.5x0.5 5.3mm 4.675mm 3./mm 
7mm 4.675mm 3./mm 
4mm = 55.825mm 4.2mm 
6mm = 5.325mm 4.2mm 
M4x0.7 8mm = 5.325mm 4.2mm 
10mm = 5.325mm 4.2mm 
12mm 5.325mm 4.2mm 
5mm = 6.525mm 5.2mm 
7.5mm 6.525mm 5.2mm 
M5x0.8 10mm 6.525mm 5.2mm 
12.5mm_ 6.525mm 5.2mm 
15mm -6.525mm 5.2mm 
6mm =7.675mm ~=6.25mm 
9mm 7.675mm 6.25mm 
M6x1 12mm 7.675mm  6.25mm 
15mm 7.675mm ~ 6.25mm 
18mm 7.6/75mm = 6.25mm 
8mm 10.075mm 8.3mm 
12mm 10.075mm 8.3mm 
M8x1.25 16mm 10.075mm 83mm 
20mm 10.075mm 83mm 
24mm 10.075mm 83mm 
Sav-A-Thread Metric 


12114 Steel, Black Oxide Finsh 
0.307" : 
M14x 1.25 0.422" 
0.669" 


Spark Plug Metric 
304 Stainless Steel 


M10 x 1 


0.500" 


0.472 
M14 x 1.25 0.500" 
0.750" 


M18 x 1.9 


0.500" 


0.667 
0.667" 
0.667" 


Insert 


AEYXS 
AEYXS 
AEYXS 
AEYX4 
AEYX4 
AEYX4 
AEYX7 
AEYX7 
AEYX7 
AEYX9 
AEYX9 
AEYY2 
AEYY2 
AEYY2 
4EYY7 


4EYX1 
4EYX1 
4EYX1 
AEYXS 
AEYXS 
AEYXS 
AEYXS 
AEYXS 
AEYX4 
AEYX4 
4EYX4 
AEYX7 
AEYX7 
AEYX7 
AEYX7 
AEYX7 
AEYX9 
AEYX9 
AEYX9 
AEYX9 
AEYX9 
4EYY2 
AEYY2 
4EYY2 
AEYY2 
4EYY2 
AEYY7 
AEYY7 
AEYY7 
AEYY7 
AEYY7 


Brand 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 


Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 


Heli-Coil 
Heli-Coil 
Heli-Coil 


Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 
Heli-Coil 


DO 


[op)fop)for)[op)(ep) 


INSERTS 
FREE SCREW 
RUNNING | LOCKING 
Item Item 
No. No. 
4DAJ9 — 
A4DAK2 — 
4DAK4 — 
— 4GDU9 
— 4GDV1 
— 4GDV2 
4DAN6 — 
4DAN8 4GDX5 
— 4GDX6 
4DAT9 — 
4DAU2 — 
4DAW8 4GDZ5 
4DAX1 4GDZ6 
4DAX3 4GDZ7 
4DCC1 — 
4DAF7 — 
4DAG3 — 
4DAF8 — 
4DAK6 — 
4DAJ3 — 
4DAK8 4GDW7 
4DAJ5 — 
4DAJ7 — 
— 4GDV3 
— 4GDV4 
— 4GDV5 
4DAP1 4GDX7 
4DAP3 4GDX8 
4DAP5 4GDX9 
A4DAN2 — 
4DAN4 — 
4DAT1 4GDY6 
4DAU4 4GDY7 
A4DAT3 4GDY8 
— 4DAT5 
— 4DAT7 
4DAV7 4GDZ8 
4DAV9 — 
4DAW2 4GEA1 
— 4DAW4 
— 4DAW6 
— 4DAZ4 
— 4DAZ7 
— 4DCA1 
— 4DCA4 
— 4DCA7 
4CZE1 
4CZD9 — 
4CZD8 — 
4CZD7 — 
4CZE2 — 
4CZE3 — 
4CZE4 — 
4CZE5 — 


HeliCoil’ ricon. 
Screw Thread Insert Taps 


STI taps are oversized from standard taps to allow for the wire insert once 
installed. High-speed, steel intermediate (plug) lead taps cut threads to a precise 


Bhbesy wee Cle 


—— 


rT, 














dimension. No. 2G960 
Note: Additional sizes are available; go to Grainger.com® and search for "Screw Thread Insert Taps". 
Thread Shank Overall Pitch Dia. Mfr. Item Thread Shank Overall Pitch Dia. Mfr. Item 
uae Pitch Length Dia. Length Limits Model Brand No. uae Pitch Length Dia. Length Limits Model Brand No. 
#4 40 Ye 0.141" 2. H1 O4CPB- Heli-Coil 4EYT8 #10 32 1" 0.200. 22" H2 3FPB_ Heli-Coil #4EYP4 
#6 oe 7B 0.194" 298" H2 O6CPB- Heli-Coil 4EYN1 Ya" 28 1 ¥5" 0.318" 223/30" H2 4FPB Hell-Coil 4EYP1 
#8 32 Ye 0.220" 298" H2 2CPB Hell-Coil 4EYNS3 Metric Coarse 
V4" 20 1¥;" 0.318" 22332" H2 4ACPB  Hell-Coil 4EYN9 M4 0./0mm 22.22mm 4.93mm  60.32mm D6 2087-4  Heli-Coil 4EYX8 
: 20 1 V3 0.318' 223/32" H3 43045 Recoil 2G948 M5 0.80mm 25.40mm 6.48mm 64.00mm D/ 2087-5 Hell-Coil 4EYY1 
5" 18 14%" 0.381' 2'"6° H3 5CPB  Hell-Coil 4EYU1 M6 1.00mm 21.83mm 8.00mm 71.83mm D3 45065 Recoil 2G960 
18 14" 0.381" 2'/6' H3 43055 Recoil 2G950 1.00mm 28.58mm 8.0/mm  69.06mm D3 4687-6 Heli-Coil 4EYY2 
Ya" 16 12Y%0" 0.367' 3%" H3 6CPB  Hell-Coil 4EYT4 Mg 1.25mm 23.81mm 10mm 79.//mm D9 45085 Recoil 2G962 
16 1239" 0.367" 3732" H3 43065 Recoil 2G952 1.25mm 31./5mm 9.68mm 74.61mm D9 2087-8 Heli-Coil 4EYY8 
Ae 14 1239" 0.429' 31%2" H3 7CPB  Hell-Coil 4EYU7 M12 1.75mm 30.146mm 11.2mm 94.85mm D11 45125 Recoil 2G966 
Yo" 13 116 0.480" 3'H6 H3 8CPB  Hell-Coil 4EYN5 1.75mm 42.07mm 10.90mm 91.28mm D11 4687-12 Heli-Coil 4EYW5 
13 116 0.480" 31%2" H3 43085 Recoil 26954 M14 2.00mm 32.00mm 12.50mm 102.00mm D3 45145 Recoil 5WA95 
5/a" 0.50mm Zz 0.542" Ay" H3 43105 Recoil 2G956 2.00mm 46.04mm 13.7/7mm_ 102.39mm H3 4687-14 Heli-Coil 4EYW7 
0.50mm 2" 0.590" AVA" H3 8187-10 Heli-Coil 4EYU3 M16 2.00mm 36.00mm 14.00mm 112.00mm D3 45165 Recoil 5WA97 
yf! 060mm = 2%" 0.590" Al" H3 43125 Recoil 2G958 2.00mm 50.80mm 14.99mm 107.95mm H3 4687-16 Heli-Coil 4EYW8 
060mm = 2%" 0.697" AV" H3 8187-12 Heli-Coil 4EYT1 M20 2.50mm 45.00mm 19.00mm 130.00mm D3 45205 Recoil 5WB11 
%  ~—-0./0mm 2 V2" 0.800" 5B" H3 8187-14 Heli-Coil 4EYV1 2.50mm 56.36mm 19.00mm 124.62mm H4 4687-20 Heli-Coil 4EYX2 
1" 080mm = 2%" 1.021" by" H4 8187-16 Heli-Coil 4EYR7 M24 3.00mm 65.09mm 22./6mm 138.11mm D4 4687-24 Heli-Coil 4EYX3 
1%" ~=1.00mm 3 1.200 6%" H4 8187-20 Heli-Coil 4EYP8 Metric Fine 
1%" 1.25mm = 3%e' 1.305" 6'“Ye' H6 8187-22 Heli-Coil 4EYR6 M14 12h eae eam em Ha aso Hell-Cal a 
50mm 75.00mm 12.50mm 00mm 7145 ecol 5 
* Length is installed length. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2141 


FASTENERS 
Thread Inserts 


Scan. Order. Done. 
Details on page A1. 













2 Locking 














Key Internal External Installation Item Pkg. 
Thread Size Thread Size L___Drill Size ToolNo. No. Qty. 
Thick Wall Nut Insert 
2 Locking Keys Knurled 
te ee ea Sa awe | Nut Inserts see 
8- j 
“4-20 “Ag-14 0.370 _—X oXA41 _SWY72 10 Eliminate the need for tapping, welding, and brazing. 
Vs-28 As-14 0.370' X 5XA41__5WY73 10 ; 
4 Locking Keys Upper sleeve and base has both internal and external 
Ahr a ae Rage 0 ane aye 1 threads. Install in predrilled or punched holes in metal or 
16° 2= . 64 os . ll 
yer vets 437 me SM? SWY7S 1 rigid material of at least 32". 
8- 16- 000" 64" a . F F . F ® i" : 
avec YA Yietd 0500" aya" BXAd3 BWY77 10 Note: Aluminum available; on Grainger.com®, search for “aluminum 
Key — 
ey 6-20 - 620" 37a" 5 5WY7 , — 
Y-13 Ys-16 0.620" a" 5XA44 5WY80 5 Knurled Nut Inserts—For blind or limited clearance. 
%-20 %-16 0.620" 45a" 5XA44 5WY81 5 
%6-12 YA16 0.810" %a"_——sdSXA44_— SWY82_ 5 Thread Body Item Pkg. 
%6-18 WAG 0.810" a" XA44 SWY83 5 Size Head Dia. Dia. No. Oty. 
5-11 7-14 0.870"  2%a" 5XA45 5WY84 5 Knurled Nut Inserts, Stainless Steel 
%-18 7-14 0.870" 5%a" 5XA45  5WY85 5 10-32 0.306" 0.281" 4CUF6 10 
Y-10 T%-12 1.12" 1c" —«SXA46— SWY86 1 Vs-20 0.400" 0.375" 4CUF7 10 
Ke Lockin oa War BEA res oie awe 6-18 0.528" 0.500" 4CUF8 10 
h- 4- 20. 16 ) y) 3p- : : 
y g h-14 1V-12 1.25"  1%6" —5XA46 —SWY89 1 Gitee7 ee ee jeu. ic 
Thread Inserts Le: eZ LF aa oAna? WYO | Knurled Nut Inserts, Yellow Cadmium Steel 
1-12 13-12 1.37" 1%" —5SXA47— SWY9T 1 La : 
eee 1-14 T%12 1.37" 1%6" _5XA47_ 5WY92 1 4-40 0.211 0.188 4CUD6 25 
= For metal applications; Thin Wall 6-32 0.240" 0.219" A4CUD7 25 
eee eee ot 0310 1 5X40 5WY93 10 ee Tate Ter HE 52 
: : : : 167 : 
iron or brittle material 10-32 Ze-18 0.310 I 5X40 swy94 19 Ya-20 0.400" 0.375" ACUE2 25 
4° 8- 3/0) 6-18 0.528" 0.500" 4CUE3 25 
Repair damaged threads with Va-28 ¥%-16 0.370" Q 5XA41 5SWY96 10 Te 0.588" 0.562" ACUE4 10 
preventing rotational spinout from Awake Keg Te M3x05 | 5.360mm4.760mm ~~ 4CUE6 25 
vibration or torque. ie 19 etd 0.430" X 5XAd> 5WY97 10 M4 x 0.7 6.830mm 6.340mm 4CUE7 25 
Note: Unit ain ches 6-24 Ae-14 0.430" X BXA42 5WY98 10 M5 x 0.8 7.770mm 7.120mm 4CUE8 25 
| ote: UNITS Measured In Incnes nave an %-16 B13 0.500" Wea" 5XA43 5WY90 10 M6 x 1.0 10.160mm 9.510mm ACUES 10 
internal thread class of 3B and an external Y-24 2-13 0.500" 2%a" —«5XA43__5XA10 10 M8x1.25 |  13.410mm 12.690mm _ 4CUF1 10 
thread class of 2A. Metric units have an ry : aa ey ae nae aa 1 M10 x 1.5 14.940mm 14.260mm 4CUF2 10 
i Ith lass of 6H ternal 16- 16- 620 764 Nut Inserts, Zinc Steel 
na mee — onGu ane anextea Yo-13 %-11 0.620" = 3%a" 5XA44 5XA13 5 6-32 0.250" 0.215" 5NNTO 100 
%-20 %-14 0.620" 3%a" 5XA44 5XA14 5 8-39 0.980" 0.946" GNNF4 100 
insert installation tools are available on 10-32 0.314" 0.277" 5NNF2 100 
: one M10 x 1.25 Mi4x7.50 14mm 12.80mm 5XA43° 5XA35 5 a : 
Grainger.com®; search for "stainless steel Mi0x1.5 M14x1.5 14mm 12.8mm  5XA43  5XA36 5 Y4-20 0.408" 0.372" ONNT2 50 
key locking thread inserts" or "key locking M12 x 1.25 Mi6x71.50 16mm 14.75mm  5XA44 5 XA37_—5 “6-18 0.537 0.496 ONNT1 29 
thread installation tools". MA2 x 1.75 Mi6x 7.5 6mm 14.75mm  5XA44_—_5XA38 5 %-16 0.600" 0.559" 5NNF3 25 





Diamond- 
Knurled, Flush 





Well-Nut® eee Press Inse rts Diamond- 
N Knurled, 
Threaded Inserts aaa les 


= Use in plastic 


@ , 
Jack Nut For use in thin, soft, or brittle materials. Can be set with manual or Note: Stainless steel are available; on Grainger.com®, search for "stainless steel press inserts." 


pneumatic tools. Steel material. Removable. 





Diamond-Knurled—lInserts are installed cold, eliminating the need to chase 


Well-Nut®—Flanged bushings have a brass machine nut molded on to 1 threads. For blind and through holes; install with a hammer or arbor press. 


end. Seal against moisture and gases and help prevent galvanic corrosion. For 
isolating against shock-and-vibration and electrical conductivity. Rubber, chloro- 
phrene material. Removable. 


Reverse Slot—Reverse slot puts head on the back side of the part for greater 
pull-out resistance. Simply drill or mold hole and press into place. 





Internal Drill Item Pkg. Internal Drill Item Pkg. 
Well-Nut® Jack Nut® : : ' : 
Thread|Head Body Item Pkg.| Head Body Item Pkg. Miread Sie _enth Size__ No. __Aty. Thread Size Length siz nis aly. 
‘ : ; : : : : : ged 8 4 
Size | Dia. Dia. Grip Range No. Qty.) Dia. Dia. Grip Range No. Qty. 9-56 Hao! 73"  42U29 50 7-90 val Ye 4ZU18 5 
5.39 0452°0.312" 0.015 to 0.156" SZLVB 25 | 0.469" 0.308" 0.015 to 0.187" 8ZLUB 25 9 3" 7" 0s 20 eis Ye LUDO 10 
35 peer nee e pone aa ee 0.469" 0.308" 0.187 to 0.375" 3ZLU7 25 6-39 us os alk 30 ae fe tle uy 
-32 |0.438°0.312" 0.015 to 0.156" — — — — 8-32 Ve Wo" 4ZU35 25 x0. 16 a9" 
aap = — — |0.531" 0.378" 0.015 to 0.187" 3ZLU8 25 10-32%" Vs" A2U37 25 M4x0.7  %e" Yo" 42U26 50 
= — — |0.531" 0.378" 0.187 to 0.375" 3ZLU9 25 Y4-20 Yn" Ye 4ZU39 25 M5 x 0.8 7 vy 42U27 50 
0.500"0.377" 0.015 t0 0.192" 3ZLW3 25 | — — = S == V6-18 V6" ¥ 4ZU41 = 10 M6 x 1 Yo V6 4ZU28 25 
10-32 |0.562"0.375" 0.312 to 0.591" 3ZLW4 10 | —  — — == a 
0.562" 0.377" 0.035 to 0.232” 3ZLW1 10, —  — = — —_| Diamond-Knurled, Flush, _ a8 os — 2, 1S 90 
0.630°0.500" 0.015 to 0.157" 3ZLW2 10 0.625" 0.438" 0.015 to 0.187" 3ZLV1 25 pO) _._f__te__47ESG 2) ag ff oe oe 
Vi-20 (0.635" 0.500" 0.250t00.457" 3ZlV9 10, —  — = — 9 "a 3" Fg 20 3-35" Ts” 4 GUC 50 
0.740" 0.500" 0.031 to 0.187" 3ZLV6 10) — = — =< — 6-32 i %e°  AZUI1 50 10-32 ¥" Ys" GUC9 25 
%6-18 |0.875" 0.620" 0.015t00.156" 3ZLV7 5 _— — —_ — 8-32 6" who  4ZU13 50 Y4-20 Y," Ye 11GUD1 25 
¥e-16 |1.162"0.750" 0.015 to 0.437" 3ZLV3 5 = = = ee 10-24 Ye" Ya" AZUIT 25 
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Knife Thread Inserts 
» Brass 
= Use with hardwoods 


External knife threads with slotted drive 
hold firm without crushing. 


Note: Stainless steel knife thread inserts are available 
on Grainger.com®; search for “knife thread inserts. ” 

















Internal Item Pkg. 
Thread Size Length Drill Size Power Driver PUK ay. 
8" 4" — 
mad ye ve = ANXP3 250 Flanged 
Ye" 4" 47E51 4ZU595 ° 
6-32 VAD T/," = 
- a ua 7 |. Hex Drive Thread Inserts 
Zz ; Yj ; : 
e oe 15EeS re a = Die cast zinc alloy 
ane B ye 42653 aKXPE 260 = Use with soft woods, composition board, and MDF 
2 8 . . 
10-32 iB 7% 17653 AKYP7 560 = Install with a standard hex key or power driver 
4-20 a a See Wen i Flush models are for installation on curves or below surfaces. Flanged models 
08 Al a! A7F54 47062 5 help control the insert depth. For knock-down furniture, shipping crates, and 
8" yy" 4ZE90 4Z2U64 20 j 
6-18 7 Vp" 42E55 AKXP9 100 cabinetry. 
Vi6-24 ¥ Yo 47555 4ZU65 25 Internal Item Pkg. 
Yo-16 %e 72 4ZE56 4ZU66 20 Thread Size —_ Length Drill Size Hex Key Size Power Driver _No. Qty. 
8" VY," 47E56 4KXR1 100 Flush 
%e-24 7B Yo 4ZE56 4ZU67 20 8-32 2464" Aa" M4 47U82 4ZU75 100 
M4 x 0.7 Ye" Vy" 47552 4ZU69 10 10-24 3Y64" 932" M5 47U85 4ZU76 90 
M5 x 0.8 YQ" Ye" 47553 4ZU70 10 10-32 3Y64" 932" M5 47U85 4ZU77 20 
M6 x 1 yy" %e 47E54 4ZU71 10 Yi-20 3Y64" 2Y64" M6 47U86 4ZU78 100 
M8 x 1.25 %" iV 4ZE55 4ZU72 10 : 2/30" 254 M6 47U86 42ZU79 100 
‘18 —war——7p Me —avi2-—-azug4 80 
3Y64" 2464" M6 47U86 42ZU73 90 
Thread Insert os ee i 
364" Ve M8 4 ° 
3 MONS =— ae TAs M8 azv1242U81 05 
Flanged 
Power Drivers ged 7 ——— 
Install thread inserts without engagin : Ae 32 9 o 4 
pended 10-24 ap" Hg M5 4208542091 50 
the threads. Drivers ensure inserts are Te" Yao! M5 4289 4292 50 
installed at the proper depth. 10-32 S764 732. Ms ) 4 ) 
a P 2/9" ¥32" M5 47U85 4ZU94 20 
Item Item 334" 234" M6 47U86 4ZU95 100 
ue With Internal Thread Size No. feat Internal Thread Size No. Yo-20 on ae ve Stee que MI 
V4" Shank 8" Shan 64" 64" 
#6 4ZE51 ¥e" and M10 4ZE56 ¥e-16 SY" 3 Yea" M10 47Y 13 4ZU98 20 
#8, M4, and Md 4ZE52 ”e and M12 4ZE5/ Oy64" 3 Ye" M10 47Y 13 4ZU99 20 
#10 4ZE53 Yo and Ve. 4ZE58 6-18 3Y64" Ae M8 AZY12 4ZY14 50 
Ys’ and M6 4ZE54 ¥s and M16 4ZE59 Oy64" "6 M8 4ZY12 4ZY15 20 
%e and M8 4ZE55 Yq" 4ZE60 M6 x 1.0 3Y6q" 2464" M6 47U86 4ZU87 90 
M4 Hex 4ZU82 M8 Hex 4ZY12 29/39" 2464" M6 47U86 4ZU88 90 
M5 Hex 4ZU85 M10 Hex 4ZY13 M8 x 1.25 SY64" Ae M8 AZY12 4ZY10 20 
M6 Hex 4ZU86 29/39" Ae M8 4ZY12 4ZY11 29 
Internal meat carci. allt nan Ae aah a 
Thread Size Thread Size __Lengt all Type Drill Size river 0. ty. 
ae ee ee, ae i ~EZLOK 
6-32 4- 32 Vy = 
M6 x 1 6.5mm Heavy 9.1mm 47E51 4ZE61 4] 
pee Hey 9s ayer in 9@Nf-Locking Thread Inserts 
M8x1.25 7.5mm Heavy 6.9mm 4ZE52 4ZE62 a Carb teel 
e g- 32" eavy 16. i i 
uf (Type — Ha — show ney ser non econ e 
Vie-18 Ve in 5 4 ; 
10-32 38-16 1330" Heavy Ae" 47E53 4ZE15 10 i i i i iani 
2TH Ee eed gases to pressures oF GOOD pol. 
7-16 5 in 5 4 , 
Thy o- T/A ot 23fe4" 
Y-20 mt 0 J i sean Ho shee 15Eea exe p Note: Internal thread class for internal thread sizes 
Y-13 3¥%6a" Extra Heavy 2%" 47E54 42ZE30 10 is 2B; 6H for metric sizes. External thread class for 
4-28 %-16 We Thin Q 4ZE94 4ZB84 10 external inch thread sizes is 2A; 6G for metric sizes. 
e-14 Ag Heavy 25/4" 47E54 _AZET7 10 . . . 
/-14 “6. Thin X 47E59 4ZB85 10 303 stainless steel available; on Grainger.com®, search 
/e-18 %-13 3Y 6a" Heavy 276A. 4ZE59 4ZE18 10 for "303 stainless steel self-locking thread inserts." 
M1i2x1./5 12.5mm Heavy 10.4mm 47E55 4ZE66 3 
Vi6-12 3¥eq' Extra Heavy a" 4ZE59 4ZE31 10 Internal —_External Power Item Pkg. 
5-04 ”e-14 “6. Thin X 4ZE59 4ZB86 10 Thread Size Thread Size Length WallType Drill Size _ Driver No. Qty. 
— a 
Q- ie in 64. 4- : 32" eavy 8° 
6-12 3¥6q" Heavy 364" 47E56 4ZE20 10 ¥4-16 1-8 29/30" Heavy 73 47E60 4ZB99 ° 
%16 —NH6x2 17mm Heavy. 14mm 4ZE56_4ZE67 5 %-9 TW? TH Heavy 1 7a" = AZE10 5 
%-11 2Y39" Extra Heavy 1/42" 47E56 4ZE32 5 h-14 1%-7 1%" Heavy 1%a" _— 4ZE11 b) 
¥o-04 Ya-13 Yo" Thin 2464" 47E56 4ZB88 10 1-8 1%-12 14" Heavy 1%2" — 4ZE12 a 
. 6-12 3Y6q" Heavy 364" 47E56 4ZE21 10 1-14 1%-12 1" Heavy 1%2" _— 4ZE13 a 
The-14 6-12 Ve Thin 3364" A47E5/ 4ZB89 3 M3 x 0.5 M6 x 1 6.5mm Heavy 5.1mm _— 4ZE38 10 
Us %e-11 2Y0" Heavy T79" 47E57 47E22 5 M4x0.7  M8x1.25 7.5mm Heavy 6.9mm _‘4ZE52 47E39 10 
6-12 Ve Thin 3364" A47E5/ 4ZB90 4] M5x0.8 M8x1.25 7.5mm Heavy 6.9mm A47ZE52 4ZE40 10 
/6-20 
%e-11 %e" Thin Urs a 4 8- 32. eavy 16. 
4-10 2V30" Heavy 2Va0" 47E58 4ZE24 i] Mi2x1./5  12.5mm Heavy 10.4mm 47E55 4ZE42 4] 
M13 %10 ih Heavy 2p" 47E58 AZE25 5 MB x 1.25 “3 34" Heavy Tha" 47E55  AZETS 10 
M16 x 2 Imm Heavy 14mm 47E58 4ZE68 5 M10x1.25 %6-12 3Y64" Heavy 364" 47556 4ZE70 10 
h-9 Ye Extra Heavy 4%" 47E58 4ZE33 a M10x1.5 M16 x 2 17mm Heavy 14mm 47E56 4ZE34 3 
Yo-20 %-11 Ye" Thin 3% 4 47E58 4ZB92 5 V6-12 3Y6q" Heavy 36a" 47556 4ZE69 10 
? 4-10 2V30" Heavy 2130" 47E58 4ZE26 a] M12 x 1.75 M16 x 2 17mm Heavy 14mm 47E5/ 4ZE35 a 
V6-12 4-10 2¥/39" Heavy 2Vq" 47E58 4ZE27 5 4-10 29" Heavy 2Va0" 47E5/ 4ZE71 5 
“16-18 ¥4-10 21/39" Heavy 21/39" 47E58 4ZE28 9 M14 x2 h-9 M6: Heavy 4%" — 4ZE72 3 
R-9 Me Heavy 4%" 47E59 4ZB95 2 M16 x2 M24 x3 20mm Heavy 21mm 47E59 4ZE36 b) 
%-11 R-9 1%" Heavy 4%" 47E59 47ZB96 ° 1-8 29/39" Heavy Us 47E59 4ZE73 ° 
1-8 29/30" Extra Heavy Us _— 4ZE29 b) M20x2.5 M36x4 30mm Heavy 33mm _— 4ZE37 3 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2143 





FASTENERS 
Threaded Rods 


Threaded Rod 


ASIN AMAALAALAALALA 
Double-End Threaded 
Stud w/Square Shank 


_——————————— 


Internally 
Threaded Stud 


Scan. Order. Done. 
Details on page A1. 


Double-End Threaded 
Stud w/Round Shank 


i) ) an 


Double-End Threaded 
Stud w/Hex Shank 


Threaded Rod and Threaded Stud Information 


Threaded Rods—Headless, fully threaded metal bars are available in stock 
lengths of 1 ft. to 12 ft. Cut to length with a hacksaw or power band saw. 


Threaded Studs—Headless metal rods are precut to standard lengths as 
short as 1%". Can be threaded on 1 or both ends, or along entire length. 


1 ft. 2 ft. 3 ft. 6 ft. 12 ft. 1 ft. 2 tt. 
Dia./ Length Length | Length | Length | Length Dia./ Length Length 
Thread Item Item Item Item Item Thread Item Item 
Size No. No. No. No. No. Size No. No. 
304 Stainless Steel Plain Finish ¥4"-10 | 19NL55 | 19NL56 
#2-56 — 21YN77 | 21YN68 | 21YN91 — ¥4"-16 | 19NL84 | 19NL85 
#3-48 — 21YN87 | 21YN98 | 21YP11 — R'-9 19NL57 | 19NL58 
#4-40 — 21YP12 | 21YN60 | 21YN70 — 7-9 — — 
#5-40 — 21YP13 | 21YP14 — — 7-14 — — 
#6-32 | 19NN60 | 19NN61 | 19NN62 | 19NN63 — 1"-8 19NL59 | 19NL60 
#8-32 | 19NN64 | 19NN65 | 19NN66 | 19NN67 — 14%"-7 | 19NL61 | 10L830 
#10-24 | 19NN68 | 19NN69  19NN70 | 19NN71 — 1%'-7 | 10L833 | 19NL64 
#10-32 | 19NN72 | 19NN73 | 19NN74 | 19NN75 — 1%'-6 | 10L836 | 19NL66 
Y%"-20 | 10W656 | 10W657 | 4RDF8 | 4RDH8 = 19NN76 2'-4-1/2 — — 
Ys'-28 | 10W693 10W694 19NT30 19NT38 21YP22 B7 Steel Black Oxide Finish 
Ye'-18 | 10W659 | 10W660 | 4RDG1 | 19NT39  10W661 ¥e"-16 — — 
Ye'-24 | 10W695 | 10W696 | 19NT31 | 19NT40 21YP23 ¥e'-11 — — 
¥%'-16 | 10W662 | 10W663 | 4RDG3 | 4RDJ3 10W664 ¥'-10 — — 
¥%"-24 | 10W697 | 10W698 | 19NT32 | 19NT41 — B7 Steel Plain Finish 
Ye'-14 | 10W665 | 10W666 | 4RDGS | 19NT42  10W667 Y4"-20 — 19NL87 
Ye'-20 | 10W699 | 10W701 | 19NT33 | 19NT43 — V4'-28 — — 
%"-13 | 10W668 | 10W669 | 4RDG7 | 4RDJ7 = 10W670 Ve'-18 — 19NL88 
Y%"-20 | 10W702  10W703  19NT34 | 19NT44 | 21YP24 V6'-24 — — 
%e'-12 | 10W671 | 10W672 | 25DL54 | 10W673  10W674 ¥"-16 — 19NL89 
¥"-11 | 10W675 | 10W676 | 4RDGS | 4RDJ9 | 10W677 ¥3"-24 — — 
¥"-18 | 10W704 | 10W705 | 19NT35 | 10W706 | 21YN88 e'-14 — 19NL90 
¥%"-10 | 10W678 | 10W679 | 4RDH2 | 4RDK1 | 10W680 Y"-13 — 19NM76 
¥%"-16 | 10W707 | 10W708 | 19NT36 | 19NT45 — Y"-20 — — 
%'-9 | 10W681 10W682 4RDH4 =§ 19NT46 | 10W683 He'-18 — — 
%'-14 | 10W709 | 10W710 | 19NT37 | 10W711 | 21YP26 ¥e"-11 — 19NM77 
1"-8 10W684 10W685 | 4RDH6 | 4RDK4 — ¥"-18 — — 
1"-8 — — — — 10W686 ¥4"-10 — 19NM78 
1"-14 — — 4RDH7 — 21YP03 ¥4"-16 — — 
11%"-7 — — 25DL55 = 21YN95 | 21YN96 '-9 — 19NM79 
1%"-7 | 19NN77 | 10W688 | 19NN78  19NT47 | 21YN97 '-14 — — 
1%"-6 | 19NN79 | 19NN80  19NN81 | 4RDK6 — 1'-8 — 19NM80 
1%"-5 | 21YP06 | 21YP09 — 21YP19 — 1"-12 — — 
2'-4-1/2 | 21YP10 | 21YP20 — 21YP21 — 1"-14 — — 
316 Stainless Steel Plain Finish 11%"-7 — — 
#2-56 | 21YN67 | 21YN69 | 21YN82 | 21YN90 — 1%"-8 — — 
#4-40 — 21YN72 | 21YN66 | 21YN73 — 1Y%"-7 — 19NM83 
#6-32 | 19NN82 | 19NN83 | 19NN84 | 19NN85 — 1%'-8 — — 
#8-32 | 19NN86 | 19NN87 | 19NN88 | 19NN89 — 14%4"-12 — — 
#10-24 | 19NN90 | 19NN91 | 19NN92 | 19NN93 — 1%'"-6 — 10P682 
#10-32 | 19NN94 | 19NN95 | 19NN96 | 19NN97 — 1%"-8 — — 
Y"-20 | 19NN98 | 19NN99 | 4RDK7 | 4RDL7 — 1¥%"-12 — — 
Y%"-28 | 19NL69 | 19NL70 | 29DT92 | 19NL71 | 21YP28 1%"-6 — 19NM84 
Ye'-18 | 19NPO1 | 19NPO2 | 22RV35 | 19NT50 — 1¥2"-12 — — 
Ve'-24 | 19NL72 | 19NL73 | 29DT93 | 19NL74 | 21YP29 1%"-5 — 10P689 
¥%"-16 | 19NP03 | 19NP04 | 22RV36 | 4RDLO | 21YN63 13%4"-8 — — 
¥%"-24 | 19NL75 | 19NL76 | 29DT94 | 19NL77 | 21YP30 2'-4-1/2 — — 
%"-13 | 19NPO05 | 19NL52 | 4RDL1 | 4RDN1 =| 21YN62 B7 Steel Zinc Yellow Finish 
Y%"-20 | 19NL78 | 19NL79 | 29DT96 | 19NL80 21YP31 Y4'-20 | 19NM86 | 19NM87 
%e'-18 — — 29DT97 — — V4'-28 — — 
¥"-11 | 19NL53 | 19NL54  22RV37  4RDN2 | 21YN84 
¥'-18 | 19NL81 | 19NL82 | 29DT98 | 19NL83 | 21YP32 
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Fully Threaded Studs—Threaded the entire length with conventional 
threads. Commonly used with a nut on either end to clamp 2 parts together. 


Double-End Studs—General term for studs with an unthreaded portion in 
the middle and threads on both ends. Also known as stud bolts. 


Threaded Rods 


» Right-hand thread 

Fully threaded rods can be used for hanging, mounting, bracing, supporting, 
and fastening in plumbing, heating, electrical, construction, and fabrication 
applications. 


Note: Additional lengths and materials are also available; go to Grainger.com® and search for 
Threaded Rods". 


3 ft. 6 ft. 12 ft. 1 ft. 2 fit. 3 ft. 6 ft. 12 ft. 
Length Length Length Dia./ Length Length Length | Length | Length 
Item Item Item Thread Item Item Item Item Item 
No. No. No. Size No. No. No. No. No. 
4RDL3 | 4RDN3 _ Ye'-18 | 19NM88 | 19NM89 | 4FHE8 | 4FHG2 = 4FHH2 

29DT99 | 19NL86 _ Vie'-24 _— — 4FHE9 — — 
19NT48 4RDN4 = 21YP05 ¥e'-16 | 19NM90 19NM91 | 4FHF1 | 4FHG3 | 4FHH3 
4RDL4 — —_ ¥e'-24 — — 4FHF2 — 4FHH4 
29DU01 _ _ /e'-14 _ _ 25DL43 — — 
4RDL5 | 4RDN5 — /6'-20 — — 25DL47 — — 
19NL62 19NL63 | 21YP01 Y2"-13 | 19NM92 | 19NM93 | 4FHF3 | 4FHG4 |= 4FHHS 
19NT49 19NL65 | 21YP07 Y2"-20 — _ 4FHF4 § 4FHG5 — 
19NL67 19NL68 | 21YP08 %6'-12 — — 25DL44 — — 
21YP04 — — %6'-18 _— _ 25DL48 _ _ 
¥e"-11 — _— 4FHF5 | 4FHG6 § 4FHH6 
— 10P719 _ ¥3'-18 _ — 4FHF6 | 4FHG7 — 
— 10P723 —_— ¥4'-10 | 19NM96 | 19NM97 | 4FHF7 | 4FHG8 = 4FHH7 
_ 10P725 _ ¥4'-16 _ _ 4FHF8 — — 
R'-9 | 19NM98 _ 25DL45 _ _ 
4FHH8 | 4FHL4 = 4FHP6 7-14 _— _ 25DL49 _ _ 
— — 4FHP7 1"-8 19NNO1 | 19NNO2 4FHF9 4FHG9 § 4RDN8 
4FHH9 | 4FHL5 = 4FHP8 1"-12 _ _ 25DL50 _ _ 
4FHJ1 — 4FHP9 1%'-7 _ 10P708  19NNO04 _ _ 
4FHJ2 | 4FHL6 § 4FHR1 1%"-12 _ _ 25DL51 _ _ 
4FHJ3 | 4FHL7 |) 4FHR2 1V4'-7 _ 19NNO6 | 19NNO7 | 19NNO8 _ 
— — — 1%"-12 — — 25DL52 _ _ 
4FHJ4 | 4FHL8 § 4FHR3 1%"-6 _ —_— 25DL46 _ — 
4FHJ5 — 4FHR4 1%"-12 _ _ 25DL53 _ _ 
29DM87 _ _ Grade A Steel Hot Dipped Galvanized Finish 
4FHJ6 | 4FHL9 | 4FHRS ¥e"-16 _ 19NN42 | 19NT51 | 19NT52  19NN43 
4FHJ7 | 4FHN1 § 4FHR6 /e'-14 — — 25DL42 — — 
4FHJ8 | 4FHN2 | 4FHR7 Y"-13 — 19NN44  4FHC7 |§ 4FHD4 | 19NN45 
4FHJ9 = 4FHN3 | 4FHR8 %6'-12 _ _ 29DM69 _ _ 
4FHK1 | 4FHN4 | 4FHR9 ¥e'-11 — 19NN46 | 4FHC8 | 4FHD5 = 19NN47 
4RDP4 — — ¥4"-10 — 19NN48 | 4FHCS | 4FHD6 = 19NN49 
4FHK2 | 4FHN5 | 4FHT1 7-9 — 19NN50  4FHD1 | 4FHD7 | 19NN51 
29DM88 — —_— 1"-8 —_— 19NN52 | 4FHD2 | 4FHD8 = 19NN53 
4FHK3 | 4FHNG6 _ 144"-7 _ 19NN54 | 29DM70 _ 19NN55 
4FHK4 = 4FHN7 | 4FHT2 1%'-7 — 19NN56 | 4FHD3 | 4FHD9 = 19NN57 
_ 4FHN8 _ 1%'-6 _ —_— 29DM71 _ _ 
4FHK5 § 4FHN9 | 4FHT3 1%"-6 _ 10W636 | 19NN58 | 19NN59 | 10W639 
4FHK6 | 4FHP1 — 134"-5 — — 29DM72 — — 
4FHK7 — — 2'-4-1/2 _ _— 29DM73 _ _ 
29DM91 | 4FHP2 _ Grade A Steel Plain Finis 
4FHK8 _ _ #2-56 _ 19NP83 | 19NP84 | 19NP85 _ 
29DM89 _ _ #3-48 _ _— 19NP86 _ _ 
4FHK9 |§ 4FHP3 | 4FHT4 #4-40 _ 19NP87 | 19NP88 | 19NP89 _ 
29DM90 | 4FHP4 _— #5-40 _ 19NP90 | 22P342 | 19NP91 _ 
4FHL1 | 4FHP5 — #6-32 | 19NM36 | 19NP92 | 19NT25 | 19NP93 _ 
4FHL2 — — #8-32 | 19NM37 | 19NP94 | 4FGV7 | 19NP95 _ 
4FHL3 — 4FHTS #10-24 | 19NM38 | 19NP96 | 19NT26 | 19NP97 | 22P351 
#10-32 | 19NM39 | 19NR15 | 19NT27 | 29DM84 _ 
4FHE6 § 4FHG1 | 4FHH1 Ys'"-20 | 19NM40 | 4FGT4 | 4FGV8 | 4FGY5 | 19NM41 
4FHE7 — — Ya"-28 | 19NM70 | 19NT23 | 19NT28 | 4FGY6 | 22P375 
| CONTINUED | ] 
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1 ft. 2 ft. 3 ft. 6 ft. 12 ft. 1 ft. 2 ft. 3 ft. 6 ft. 12 ft. 1 ft. 2 tt. 3 ft. 6 ft. 12 ft. 

Dia./ Length Length | Length | Length | Length Dia./ Length Length Length | Length | Length Dia./ Length Length | Length | Length | Length 
Thread Item Item Item Item Item Thread Item Item Item Item Item Thread Item Item Item Item Item 

Size No. No. No. No. No. Size No. No. No. No. No. Size No. No. No. No. No. 

Grade A Steel Plain Finish (Cont.) Grade A Steel Zinc Plated Finish 1%'-7 | 19NM13  4FGJ8 § 4FGL5 | 4FGR1 = 19NM15 

Ye'-18 |19NM42 4FGT5S | 4FGV9 | 4FGY7 | 19NM43 #2-56 _ _ 29DM75 | 29DM76 _ 1%'-12 | 19NM31 | 19NTO2 | 19NT15  4RDE9 | 22P465 
Ye'-24 | 19NM71 | 4FGT6 | 4FGW1 | 4FGY8 | 22P376 #4-40 — 19NR24 | 19NR25 | 29DM78 _ 1%"-6 | 19NM16 | 4FGJ9 | 19NR42 | 22P434 | 10P594 
¥e"-16 | 19NM44  4FGT7 | 4FGW2 | 4FGY9 |= 19NM45 #5-40 —_ 19NR26 | 19NR27 | 29DM79 —_— 1%"-12 | 19NM32 _— 29DM86 | 19NM33 | 22P466 
¥e'-24 | 19NM72 | 19NT24 | 19NT29 | 4FGZ1 | 19NR16 #6-32 | 29DM80 | 19NR28 | 19NTO3 | 19NR29 _ 1%"-6 | 19NM17 | 4FGK1 | 4FGL6 | 4FGR2 | 19NM18 
Y”e'-14 | 19NRO2 | 4FGT8 | 4FGW3 | 4FGZ2 _ #8-32 | 29DM81 | 19NR30 | 19NTO04 | 19NR31 _ 1%"-12 | 19NM34 19NR57  19NT16 | 19NM35 _ 
Y/e'-20 | 19NR17 | 19NR18 | 4FGW4 | 4FGZ3 | 19NR19 #10-24 | 19NL91 | 19NR32 | 19NTO5 | 19NR33 _— 1%"-5 | 10P597 | 4FGK2 | 4FGL7 | 10P601 10P602 
Y"-13 | 19NM46 | 4FGT9 | 4FGW5 | 4FGZ4 | 19NM47 #10-32 | 19NL92 | 19NR44 | 19NTO6 | 29DM85 _ 1%"-12 | 10P623 _ _ 10P624  22P468 
Yo'-20 | 19NM73 | 4FGU1 4FGW6 | 4FGZ5 | 19NM74 Ys'-20 | 19NL93 | 4FGH4 | 4FGK3 | 4FGN6 | 19NL94 2"-4-1/2 | 19NM19 | 19NM20 19NM21_ 10P606 | 10P607 
%6'-12 | 19NRO5 | 19NRO6 | 4FGW7 | 19NRO7 | 19NRO9 Ya'-28 | 19NM22 19NR94_ 19NTO7 | 19NT17 _ Low Carbon Steel Hot Dipped Galvanized Finish 
%e6'-18 | 19NR20 | 22P382 | 22P383 | 4FGZ6 _ Ye'-18 | 19NL95 | 4FGHS | 4FGK4 | 4FGN7 | 19NL96 Y"-13 _ _ _ _— 10W623 
¥'-11 | 19NM48 | 4FGU2 | 4FGW8 | 4FGZ7 |= 19NM49 Ye'-24 | 19NM23 | 19NR95 | 19NTO8 | 19NT18 | 22P443 ¥4"-10 _ _ _ _ 10W627 
¥'-18 | 19NM75 | 4FGU3 | 4FGW9 | 19NR21  19NN25 ¥e'-16 | 19NL97 | 4FGH6 | 4FGK5 | 4FGN8 = 19NL98 Low Carbon Steel Plain Finish 

¥4'-10 | 19NM50 | 4FGU4 | 4FGX1 | 4FGZ8 = 19NM51 ¥e'-24 | 19NM24 | 19NR96 | 19NTO9 | 19NT19  19NR46 1-14 | 10W525 | 4FGU8 | 4FGX6 4FHA4 = 10W526 
¥4'-16 | 19NN26 | 4FGU5 | 4FGX2 | 4FGZ9 = 19NN27 Y/e'-14 | 290M83 | 4FGH7 | 4FGK6 | 4FGN9 _ Low Carbon Steel Zinc Plated Finish 

'-9 | 19NM52 > 4FGU6 4FGX3 $$ 4FHA1 | 19NM54 Ye'-20 | 19NR47 | 19NR97 | 19NT10 | 19NT20 | 22P446 Ve'-18 | 10P573 _ _ — _— 
'-14 | 19NN28 | 19NR22 | 4FGX4 | 4FHA2 = 10W524 Y2"-13 | 19NL99 | 4FGH8 | 4FGK7 | 4FGP1 | 19NMO1 ¥"-16 — _— _ 4FGR4 | 10P576 

1"-8 19NM55 | 4FGU7 | 4FGX5 | 4FHA3 = 19NM57 Yo'-20 | 19NM25  4FGH9 | 4FGK8 | 4FGP2 = 19NR49 %'-13 | 10P577 _ _ _ 10P578 

1"-12 | 19NN29 | 22P388 | 19NR23 _ 19NN30 %e'-12 | 19NR37 | 4FGJ1 | 4FGK9 | 4FGP3 | 22P428 ¥4"-10 _ 10P582 


1¥%'-7 | 19NM58 | 4FGU9 | 4FGX7 | 22P368 | 10P650 %e'-18 | 19NR50  19NR98 | 19NT11 | 19NR51 = 1-14 | 10P616 | 4FGJ6  4RDD6 | 4RDE8 | 22P460 
1¥%"-12 | 19NN31 | 4FGVi | 4FGX8 | 22P390 | 19NN32 ¥e'-11_ | 19NMO2 | 4FGJ2  4FGL1 | 4FGP4 | 19NMO03 T6061 Aluminum Plain Finish 


1%'-7 | 19NM60 | 4FGV2 | 4FGX9 | 4FHAS § 19NM62 %'-18 | 19NM26 | 19NR99  19NT12 | 19NT21 | 19NR53 #6-32 _— _— 10P776 | 10P777 — 
1%'-12 | 19NN33 | 4FGV3 | 4FGY1 | 4FHA6 | 19NN34 Y"-10 | 19NMO4 |) 4FGJ3 | 4FGL2 | 4FGP5 | 19NMO5 #10-24 = = 10P778 | 10P779 = 
132"-6 | 19NM63  19NR12 = 19NR14 | 10P656 ¥4'-16 | 19NM27 | 19NTO1 | 19NT13 | 19NT22 | 22P454 #10-32 = = 10P780 | 10P781 = 
1%'-12_| 10W533 | 10W534  10W535 | 10W536 | 10W537 7-9 | 19NMO6 | 4FGJ4 | 4FGL3  4FGP6 = 19NMO07 Y4'-20 = — 10P782 | 10P783 — 
1%'-6 | 19NM65  4FGV4 | 4FGY2 | 4FHA7 | 19NM67 '-14 | 1ONM28 | 22P455 | 19NT14 | 4FGP7 | 22P456 /e'-18 _— = 10P784 | 10P785 _ 
1%"-12 | 19NN35 | 4FGVS5 | 4FGY3 | 19NN36 | 10W542 1-8 | 19NMO8 | 4FGJ5 | 4FGL4 4FGP8 | 19NM10 3-16 a = 10P786 | 10P787 _ 
1%4"-5 | 10P660 = 22P372 | 22P373 | 4FHA8 | 10P663 1"-12 | 19NM29 | 19NR54 | 19NR55 = 22P459 Vo"-13 = — 10P788 | 10P789 = 
1%4"-12 | 22P391 | 22P392 | 22P393 | 19NN37 | 10W547 1¥%'-7_ | 19NM11) 4FGJ7 | 19NR40 | 4FGP9 | 19NM12 %"-11 _ = 10P790 | 10P791 = 
2'-4-1/2 | 19NM68 | 4FGV6 | 4FGY4 §19NM69  10P667 1¥%'-12_ | 19NM30 | 19NR56 | 22P462  22P463 | 22P464 4-10 — = 10P792 | 10P793 — 


2'-12 | 19NN38 | 19NN39 | 19NN40 | 19NN41 = 
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MW Industries, Inc. 


PTFE-Coated Fully 
Threaded Studs fam 6h: 








Nylon Fully Threaded Rods = B7 alloy steel ea ea No.__Qiy. 
i 4¥" 4KFY4 4 
= Class 2A to 2B threads Meet IFI standards. sre sapien ea 13! AKFY5 4 
= Temp. range: -40° to 185°F Note: Metric and black nylon fully threaded rods are fina y i he saat i ey ; ante ; 
= Off-white color also available; on Grainger.com®, search for “black Sa aE Se ere eine 5 AKFY8 
nylon fully threaded rods.” with 2H hex nuts. Meet ASTM A193 6" AKFY9 4 
6A" AKFZ1_4 
2 ft. Length)4 ft. Length\6 ft. Length|8 ft. Length | Standards. A AKE22 
ltem Item Item Item Item Pkg. i AKFZ3 4 
Dia./Thread Size No. No. No. No. Length No. Qty. 8 AKFZ4 4 
6/6 Nylon Plain Finish ¥"-13 Thread Size 1"-8 Thread Size 
#4-40 2KA48 — — = 21" aKEVG 4 bi ARE ZS 4 
- — — 294" A4KFV7 zr 
wee KA54 zKAg = zKBbs th AKFV8 4 6" AKFZ7___4 
#10-24 OKA5T7 = _ = 34 AKFV9 4 6% AKFZ8 4 
3" 4KFWT 4 6" AKFZ9_ 4 
710-32 ZRAGO = = = 54°11 Thread Size Gy AKGAT4 
Vi'-20 2KA63 | 2KB12 | 2KB48 | 2KB74 3! AKFW2 4 7 AKGA? 4 
He-18 2KA66 | 2KB15 — 2KB76 317 4KFW3 4 705" AKGA3. 4 
%'-16 2KA69 | 2KB18 | 2KB52 | 2KB78 37" 4KFW4 4 1%4"-8 Thread Size 
H'-13 2KA72_| 2KB21 | 2KB54 | 2KB80 370 4KFW5 4 oy; AKGA4 4 
w-11 — — 2KB56 | 2KB82 4" cata ; a aaa i 
i — 2KB27_| 2KB 2KB84 4% 4 i 
pa — 2KB30 ee = AVp" AKFW8 4 ri 4KGA7T 4 
128 = 9KB33 — oKB88 5 AKFW9 4 7Ve AKGAS 4 
6" AKFX1 4 7" AKGAS 4 
7-10 Thread Size TYs AKGCi 4 
394" AKFX2._ 4 8" 4KGC2 4 
q" AKFX3_4 1%"-8 Thread Size 
Ava AKFX4 4 7" 4KGC3. 4 
FIND MORE ONLINE 4V5" AKFX5 4 8" 4KGC4 4 
Le AKFX6. 4 A 4KGCh. 4 
Can’t find it here? Go to Grainger.com® today to see our ae wai —1 o aKGCT 
illi i 6" AKFX9 4 2" 
full selection of over 1.7 million products and the services or AREY? : 450°8 thicad Size 
and solutions to help you get it done! ri AKFY2 4 gy" 4KGC9 4 
7 AKFY3 4 10%" 4KGDi 4 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2145 


FASTENERS 


Threaded Studs 


Scan. Order. Done. 
Details on page A1. 





Fully Threaded Studs 


Precut rods eliminate the need for cutting or cleaning. Right-hand thread direction. 
Note: Additional sizes, pack qty., and materials are available on Grainger.com® 





Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Length Material No. Qty. Length Material No. Qty. Length Material No. Qty. Length Material No. ty. enath Material No.  Aty. 
4-40 Thread Size Yq"-20 Thread Size i6"-24 Thread Size ¥e"-11 Thread Size 1%%"-8 Thread Size 
Yo" 304 SS Plain 10U498 25 Steel Plain 10P850 100 1" 304SS Plain 4REE7 5 12" Steel Plain 4UXE2 25 4" Steel Plain 26LR19 30 
¥%" 3048S Plain 10U499 25 yp! Steel Zinc 10U487 100 1¥2" 304S$S Plain 4REE8 5 9" Steel Plain 26LK41 200 AY" Steel Plain 26LK80 30 
ilk 304 SS Plain 10U501 25 ? 316 SS Plain 10U550 10 2 3048S Plain 4REE9 5 304 SS Plain 4REJ4 5 4Y," Steel Plain 26LK81 30 
1%" 3048S Plain 10U502 25 304 SS Plain 10U533 50 242" 3048S Plain 4REF1 5 24" Steel Plain 26LK42 150 43/q' Steel Plain 26LK82 30 
2" 304 SS Plain 10U503 25 7f! Steel Zinc 10U489 100 ¥4"-16 Thread Size Steel Plain 26LM87 150 5 Steel Plain 26LK83 25 
2% 3048S Plain 10U504 10 304 SS Plain 10U534 50 Steel Plain 10P852 50 2," Steel Zinc 4RET9 10 bY" Steel Plain 26LK84 25 
3 304 SS Plain 10U505 10 Steel Zinc 4REL5 100 Sq" Steel Zinc 10U491 50 316 SS Plain 21YN47 10 5" Steel Plain 26LK85 25 
6-32 Thread Size " Steel Plain 4REV7 100 304 SS Plain 10U536 25 2/4" Steel Plain 26LM88 150 534" Steel Plain 26LK86 20 
Vp" Steel Zinc 10P859 100 316 SS Plain 4RDW9 10 Steel Zinc 4RER1 50 a Steel Plain 26LM89 125 6" Steel Plain 26LN67 20 
304 SS Plain 10U506 50 304 SS Plain 4REC2 50 {" Steel Plain 4REY4 50 3" Steel Plain 26LM90 125 6%" Steel Plain 26LN68 20 
yf! Steel Zinc 10P860 100 Steel Zinc 4REL6 100 316 SS Plain 4RDY2 10 3" Steel Plain 26LM91 100 6" Steel Plain 26LN69 20 
304 SS Plain 10U507 50 41%" Steel Plain 4REV8 100 304 SS Plain 4REF2 50 33/3" Steel Plain 26LM92 100 634" Steel Plain 26LN70 20 
{" Steel Zinc 10P861 100 316 SS Plain 4RDX1 10 Steel Zinc 4RER2 50 Steel Plain 1ZY66 4 ‘a Steel Plain 26LN71 20 
304 SS Plain 10U508 50 304 SS Plain 4REC3 25 41%! Steel Plain 4REY5 50 4" Steel Plain 26LM93 100 14! Steel Plain 26LN72 20 
41/3" Steel Zinc 10P862 100 1%" 3048S Plain 21YNO7 10 316 SS Plain 4RDY3 10 Steel Zinc 4REU3 1%" Steel Plain 26LN73 15 
304 SS Plain 10U509 50 Steel Zinc 4REL/ 100 304 SS Plain 4REF3 50 4y' Steel Plain 26LM94 100 13%! Steel Plain 26LN74 15 
9" Steel Zinc 10P863 100 11%" Steel Plain 4REV9 100 Steel Zinc 4RER3 25 AY," Steel Plain 26LM95 10 8" Steel Plain 26LN75 15 
304 SS Plain 10U510 25 316 SS Plain 4RDX2 10 41%" Steel Plain 4REY6 25 4x" Steel Plain 26LM96 75 1%"-8 Thread Size 
2%" 3048S Plain 10U511 25 304 SS Plain 4REC4 10 316 SS Plain 4RDY4 10 5" Steel Plain 26LP66 75 Ay" Steel Plain 26LL24 20 
ei 304 SS Plain 4REA3 10 Steel Zinc 4REL8 100 304 SS Plain 4REF4 25 Steel Zinc 4REU4 5 43/4" Steel Plain 26LL25 20 
4" 304 SS Plain 4REA4 10 1%" Steel Plain 4REW1 100 Steel Zinc 4RER4 25 A Steel Plain 26LM97 75 5. Steel Plain 26LL26 20 
8-32 Thread Size 304 SS Plain 4REC5 10 194" Steel Plain 4REY/7 25 92" Steel Plain 26LM98 75 A Steel Plain 2AB98 4 
Steel Zinc 10P864 100 Steel Zinc 4REL9 100 316 SS Plain 4RDY5 10 54" Steel Plain 26LM99 7/5 52 Steel Plain 26LL27 20 
Y" 316585 Plain 21YN33 50 9" Steel Plain 4REW2 100 304 SS Plain 4REF5 10 6" Steel Plain 26LN01 50 53/4" Steel Plain 26LP02 17 
304 SS Plain 10U512 50 316 SS Plain 4RDX3 10 Steel Zinc 4RER5 25 ¥4"-10 Thread Size 6" Steel Plain 26LL28 17 
Steel Zinc 10P865 100 304 SS Plain 4REC6 10 9" Steel Plain 4REY8 25 2. Steel Plain 26LK52 125 6%" Steel Plain 26LL29 17 
¥%" 3168S Plain 21YN34 50 DV," 316 SS Plain 21YN21 10 316 SS Plain 4RDY6 10 24" Steel Plain 26LN05 125 6" Steel Plain 26LL30 15 
304 SS Plain 10U513 50 * ~304SS Plain 4REC7 10 304 SS Plain 4REF6 10 24 Steel Plain 26LK53 125 634" Steel Plain 26LL31 15 
Steel Zinc 10P866 100 Steel Zinc 4REN2 100 OV," 316 SS Plain 4RDY7 10 24" Steel Plain 26LK54 100 a Steel Plain 26LL32 15 
1" 316 SS Plain 21YN27 50 D Vp" Steel Plain 4REW4 100 * ~304SS Plain 4REF7 5 3 Steel Plain 26LN06 100 14%" Steel Plain 26LL33 15 
304 SS Plain 10U514 50 * “316 SS Plain 21YN17 10 Steel Zinc 4RER6 25 304 SS Plain 4REK2 5 1" Steel Plain 26LL34 15 
417" Steel Zinc 10P867 100 304 SS Plain 4REC8 10 WA Steel Plain 4REY9 25 3" Steel Plain 26LN07 100 13%! Steel Plain 26LL35 10 
304 SS Plain 10U515 25 Steel Zinc 4REN3 50 316 SS Plain 4RDY8 10 3" Steel Plain 26LN08 75 8" Steel Plain 26LL36 10 
Steel Zinc 10P868 100 3 Steel Plain 4REW6 50 304 SS Plain 4REF8 5 334" Steel Plain 26LP72 75 1%"-8 Thread Size 
2' 316 SS Plain 21YN37 10 316 SS Plain 4RDX4 10 Steel Zinc 4RER/7 25 4" Steel Plain 26LNO09 75 8" Steel Plain 26LL68 10 
304 SS Plain 10U516 10 304 SS Plain 4REC9 10 3" Steel Plain 4REZ1 25 4Y' Steel Plain 26LN10 60 8/4" Steel Plain 26LL69 10 
5/5" Steel Zinc 10P869 50 315" Steel Plain 4REW/ 50 316 SS Plain 4RDY9 10 4Y," Steel Plain 26LN11 60 g" Steel Plain 26LL70 8 
304 SS Plain 10U517 10 304 SS Plain 4RED1 10 304 SS Plain 4REF9 5 43/q' Steel Plain 26LN12 60 gy," Steel Plain 26LL71 8 
3" Steel Zinc 4REL2 50 Steel Zinc 4REN4 50 3%" 31685 Plain 4RDZ1 10 Steel Plain 26LN13 60 gy," Steel Plain 26LL72 8 
304 SS Plain 4REA5 10 4 Steel Plain 4REW8 50 Steel Zinc 4RER8 10 5" 316 SS Plain 21YN49 5 93/4" Steel Plain 26LL73 8 
4" 304 SS Plain 4REA6 10 316 SS Plain 4RDX5 10 4" Steel Plain 4REZ2 10 304 SS Plain 4REK5 2 10" Steel Plain 26LL74 8 
10-24 Thread Size 304 SS Plain 4RED2 10 316 SS Plain 4RDZ2 10 5Y4" Steel Plain 26LN14 50 112"-8 Thread Size 
Y" 304 SS Plain 10U518 50 AY" Steel Plain 4REW9 25 304 SS Plain 4REG1 5 5" Steel Plain 26LN15 50 ' Steel Plain 26LL86 10 
¥%" 304 SS Plain 10U519 50 304 SS Plain 4RED3 10 5" —-304$S Plain 4REG2 5 5" Steel Plain 26LN16 50 1%" Steel Plain 26LL87 10 
Steel Zinc 10P870 100 5" Steel Zinc 4REN5 10 Steel Zinc 4RER9 5 Steel Plain 26LN17 50 13%" Steel Plain 26LP30 8 
1" 316 SS Plain 10U542 10 Steel Zinc 4REN6 10 6" Steel Plain 4REZ3 5 6" 3165S Plain 4REA1 2 15%s"-8 Thread Size 
304 SS Plain 10U520 50 6" Steel Plain 4REX1 10 304 SS Plain 4REG3 5 304 SS Plain 4REK6 2 10%" Steel Plain 26LM16 6 
41/4" 316 SS Plain 21YN39 25 316 SS Plain 21YN10 10 ¥4"-24 Thread Size 6%" Steel Plain 22RU73 50 10%" Steel Plain 26LM17 6 
304 SS Plain 10U521 25 304 SS Plain 4RED4 10 1%" 304SS Plain 4REG5 5 634" Steel Plain 5CLY5 40 10%" Steel Plain 26LR/78 6 
11%" 316 SS Plain 21YN46 10 Yq"-28 Thread Size 41%" Steel Plain 4REZ4 25 82" Steel Plain 5CLZ2 30 1%"-8 Thread Size 
304 SS Plain 10U522 25 ll Steel Plain 4REX2 50 304 SS Plain 4REG6 5 7,"-9 Thread Size 9" Steel Plain 26LM39 5 
Steel Zinc 10P871 100 1%" 3048S Plain 4RED5 5 2 3048S Plain 4REG7 5 Steel Plain 2AA69 4 10%" Steel Plain 26LM40 6 
2" 316 SS Plain 10U543 10 414" Steel Plain 4REX3 50 3 Steel Plain 4REZ5 10 3" 3165S Plain 21YN52 5 M6-1mm Thread Size 
304 SS Plain 10U523 10 2 ~304SS Plain 4RED6 5 304 SS Plain 4REG8 5 304 SS Plain 10U537 2 25mm Steel Plain 4UXF1 50 
Steel Zinc 10P8/72 50 2 304S$S Plain 4RED7 5 Ac"-14 Thread Size 3Y' Steel Plain 2AA71 4 40mm Steel Plain 4UXF2 25 
2%" 316585 Plain 21YN45 10 ~6'-18 Thread Size 12" Steel Plain 4REZ6 10 3Y" Steel Plain 26LT38 60 50mm _— Steel Plain 4UXF8 25 
304 SS Plain 10U524 10 Steel Plain 10P851 100 2" Steel Plain 4REZ7 10 334" Steel Plain 26LP87 60 M8-1.25mm Thread Size 
Steel Zinc 4REL3 50 4" Steel Zinc 10U490 100 Y2"-13 Thread Size Steel Plain 2AA77 4 25mm Steel Plain 4UXF4 50 
a 316 SS Plain 10U544 10 304 SS Plain 10U535 25 1" Steel Plain 4REZ8 25 4" 316 SS Plain 21YN53 5 40mm Steel Plain 4UXF5 25 
304 SS Plain 4REA7 10 Steel Zinc 4REN9 100 41/4! Steel Zinc 4RET1 25 304 SS Plain 10U538 2 M10-1.5mm Thread Size 
4" 316 SS Plain 21YN22 10 {" Steel Plain 4REX5 100 * “304 SS Plain 4REG9 10 4Y" Steel Plain 2AA79 4 25mm Steel Plain 4AUXF6 25 
304 SS Plain 4REA8 10 316 SS Plain 4RDX6 10 Steel Zinc 4RET2 25 4Y," Steel Plain 26LN35 50 40mm Steel Plain 4UXF/ 25 
10-32 Thread Size 304 SS Plain 4RED8 10 414" Steel Plain 4UXD3 10 43! Steel Plain 26LP89 40 M12-1.75mm Thread Size 
Steel Plain 10P843 100 Steel Zinc 4REP1 100 316 SS Plain 4RDZ3 10 5" Steel Plain 26LN36 40 1.5748" 304 SS Plain 21YN82 25 
Y," Steel Zinc 10P873 100 414" Steel Plain 4REX6 100 304 SS Plain 4REH1 10 5Y4 Steel Plain 26LN37 40 2.362' 304 SS Plain 21YN12 25 
304 SS Plain 10U525 50 316 SS Plain 4RDX7 10 1%" 3048S Plain 4REH2 10 5" Steel Plain 26LN38 40 40mm Steel Plain 4UXF8 25 
Steel Plain 10P844 100 304 SS Plain 4RED9 10 Steel Plain 26LP50 250 5" Steel Plain 26LN39 40 50mm _— Steel Plain 4UXF9 25 
yp! Steel Zinc 10P874 100 Steel Zinc A4REP2 50 9" Steel Zinc 4RET3 10 6" Steel Plain 26LN40 30 70mm Steel Plain 4UXG1 10 
316 SS Plain 10U545 10 11%" Steel Plain 4REX/7 50 316 SS Plain 4RDZ4 10 1"-8 Thread Size 304 SS Plain 4REK8 5 
304 SS Plain 10U526 50 316 SS Plain 4RDX8 10 304 SS Plain 4REH3 10 Steel Plain 10P856 2 80mm Steel Plain 4UXG2 10 
Steel Plain 10P845 100 304 SS Plain 4REE1 10 24" Steel Plain 26LT13 250 4" 31685 Plain 10U551_ 2 100mm 304 SS Plain 4REK9 5 
gee PI IOURAE 10-194’ “TSS Pam ARON 10 2 een ARETA10- —AV—Stest Plath 2AB38 4 
304 SS Plain 10U527 50 304 SS Plain 21YN08 10 2y4 Steel Plain 26LM81 200 4Y," Steel Plain 2AB40 4 
ee ee ee ee ee 
ain i teel Plain eel Zinc : eel Plain 
Steel Plain 10P846 100 2 316 SS Plain 4RDY1 10 34" Steel Plain 26LM83 200 A Steel Plain 26LN52 30 
11%" Steel Zinc _10P876 100 304 SS Plain 4REE2 10 Steel Plain 26LM84 200 5" Steel Plain 26LN53 30 
eet a or a Coe ee 
ain eel Zinc ain eel Plain 
Steel Plain 10P847 100 2" Steel Plain 4REX9 25 374" Steel Plain 26LM85 150 6 316 SS Plain 10U552 2 
9" see ee m e 22 an aREE? I 4" glee! Dain eee Fe 304 SS Plain 10U541 2 
ain teel Zinc teel Zinc 
304 SS Plain 10U530 25 3" Steel Plain 4REY1 10 4Y' Steel Plain 26LP55 150 
Steel Plain 10P848 50 316 SS Plain 21YN23 5 4Y," Steel Plain 1ZY34 4 
24," Steel Zinc 10P878 50 304 SS Plain 4REE4 5 43! Steel Plain 1ZY36 4 
304 SS Plain 10U531 10 315" Steel Plain 4REY2 10 Steel Plain 1ZY38 4 
Steel Plain 4REV4 50 2 ~304SS Plain 4REE5 5 5" Steel Zinc 4RET/7 5 
a 316 SS Plain 21YN36 10 Steel Zinc 4REP8 10 304 SS Plain 21YN54 5 
304 SS Plain 4REA9 10 4" Steel Plain 4REY3 10 304 SS Plain 4REH9 5 
Steel Zinc 4REL4 50 316 SS Plain 21YN26 10 54" Steel Plain 1ZY40 4 
4" Steel Plain 4REV5 25 6" Steel Zinc 4REP9 10 55" Steel Plain 1ZY42 4 
316 SS Plain 21YN18 10 304 SS Plain 4REE6 5 304 SS Plain 4REJ1 5 
304 SS Plain 4REC1 10 5y4" Steel Plain 1ZY44 4 
6" Steel Plain 1ZY46 4 
Steel Zinc 4RET8 5 
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FASTENERS 


= Download Available 
OLS</]GRAINGER.COM Rod Hangers 




















Rod Shank Screw Head Item —_— Pkg. 
Size Length Size Dia.  NutDriver Brand No. Qty. 
Wood and Timber 
Horizontal Hangers No. 36K190 
1" Zs Ys" #14 SW Red Sammys 36K201 25 
¥'16 2 Yo «#4 SW Red Sammys 36K202 25 
a yo «#4 SW Redd Sammys 36K204 25 
Ya'-20 1 YA" ¥e" _ Dewalt Engineered By Powers 54PD93 25 
1" YA" Vp" — Dewalt Engineered By Powers 54PD94 25 
¥"-16 Zz YA" Yn" — Dewalt Engineered By Powers 54PD86 25 
Ze /e" Ya" = Dewalt Engineered By Powers 54PD95 25 
Swivel Hangers No. 36K209 
¥'-16 2" Ye" ~—«#14 SH Orange Sammys 36K190 25 
16" = YA" — — Dewalt Engineered By Powers 54PD92 25 
Vertical Hangers 
Yy'-20 2! Yi’ «#4 Black Sammys 36K185 25 
1" Ya ¥e" #14 Black Sammys 36K182 = 25 | SIMPSON | 
¥"-16 2. Ya" 7s" #14 Black Sammys 36K184 25 a 
3" Va" ~~—«*AA Black Sammys 36187 25. (SAAMIMYS'| ‘DEWALT 
2 Ys’ #14 SW Red Sammys 36K183 25 mention : 
Y'-13 3" ys #4 SW Red Sammys 36K186 25 
OMe he «CT = Dewalt Engineered By Powers s4ppat-25-~COtéUW ded! Rod Hangers 
YA"-20 Zz YA 3g" = Dewalt Engineered By Powers 54PD87 25 g e 
21" Ye — Dewalt Engineered By Powers 54PD90 25 = Heat-treated, case-hardened steel DEWALT 
a il Ya Yet = Dewalt Engineered By Powers 54PD89 25 = Zinc-plated for corrosion resistance — Wood and Steel hangers require no 
¥3'-16 2 2) 2 _ Dewalt Engineered By Powers 54PD85 25 . : vn: 
3" Vin _— Dewalt Engineered By Powers 54PD88 25 Hardened steel prevents snapping during — pre-drilling. Wood hangers have a 
4" Yr = Dewalt Engineered By Powers S4PD96 25 installation or in high-stress environ- Type 17 gimlet to help reduce split- 
food ments 1-pc. design ensures a strong ting. Concrete hangers Nos. 54PD63, 
orizontal Hangers : 
WAG 2," ge Vs = Dewalt Engineered By Powers 448L03 25 hold between screw and connector. 54PD64, and 54PD65 are internally 
Swivel Hangers Notes: Nut drivers sold separately, this page. threaded; Nos. 54PD61 and 54PD62 
¥e"-16 2 2) Vp = Dewalt Engineered By Powers 448L04 25 have external 34" thread for direct 
Steel Purlin Threaded rods are sold separately; see pages 8 
Horizontal Hangers 2144, 2145. attachment to anchors. 
f 1%" — =" 360177 Sammys 36K205 25 
B16 a 36C ITT Sani 36K209_ 25. SAMMYS® STRONG-TIE® 
W413 1%" — 360177 Sammys 36K208 25 
1" 1-20 Vr" = Dewalt Engineered By Powers 54PD68 25 UNC anchors can be used to hang Install quickly with no ia 
TP Ve20 Ve — Dewalt Engineered By Powers 54PD77 25 _ threaded rod from wood, steel, concrete, _ installation tools. Hanger anchors 
a : 20 fe — Dewalt Engineered By Powers 54PD82 25 and metal deck. Color-coded to make it No. 4XFX3 is designed for hanging 
Oe a a = Rea Engineered By Powers S4PD76 25 «ay to select the correct-size Sammys _installations. Coupler anchors 
1-20 = Dewalt Engineered By Powers 54PD78 25. _ nut driver; sold separately, this page. Nos. 4XFW8 and 4XFW9 are 
1" M20, — Dewalt Engineered By Powers 54PD79 25 designed for concrete foundations. 
1%" Vr-20 — Dewalt Engineered By Powers 54PD80 25 Sammy X-Press®—Anchors expand 
Swivel Hangers Y4-20 Ya" = Dewalt Engineered By Powers 54PD81 25 upon installation to stay in place without is sia 
oe — = Dewalt Engineered By Powers 54PD83 25 +«— retaining nut, for use where the back of 
3i;' ————— = Dewalt Engineered By Powers 54PD84 25 the installed fastener is not accessible. | GA drivers are polished steel. 
Vertical Hangers Install quickly with Sammy X-Press It®  Sammys® drivers are color-coded by 
oa EB ee sammys 36K215 25 Installation Tool No. 36C177, sold sepa- _size for quick selection on the job 
w'-20 1" W-20 = Dewalt Engineered By Powers 54PD66 25 stallation 100! NO. , SOId SEP : 
ia 4-20 " — Dewalt Engineered By Powers 54PD67 25 rately, this page. 
1" Y-20 _ Dewalt Engineered By Powers 54PD73 = 25 
Th V20—O" = Dewalt Engineered By Powers 54PD69 25 Rod Shank Screw Head ‘ 7 Pkg. 
W'-16 1%" Ve20  V" = Dewalt Engineered By Powers 54PD70 25 Size Length _Size__Dia. _Nut Driver Brand o. Qty. 
1%" Yy-20 Va" —_ Dewalt Enai %'-13 3% %'-13 — Dewalt Engineered By Powers 416K64 100 
gineered By Powers 54PD74 25 a ai WA WA : 
1" 4-20 Vp" __ Dewalt Engineered By Powers 54PD75 25 %e'-11 3% %e'-11 2 = Dewalt Engineered By Powers 416K65 50 
i i ¥4"-10 3%" Y"-10 3" _— Dewalt Engineered By Powers 416K66 50 
Z Ys-20 Va = Dewalt Engineered By Powers 54PD71 = 25 a aa oT ar 
Steel Deck Vs'-20 1% 6 3 #14 Black Sammys 36K172 25 
Horizontal Hangers 1%" Ye’ ~—Ss«a#A4 Black Sammys 36K171 25 
W413 14 —  %  36ci77 Sammys gexz06 25018 _3_®y_#s__#14 Back Sion ti aoe = 
Vertical Hangers . : d om z 
V'-20 1%" —_ ¥&_-36C177 Sammys 36K214 25 = wie al zt __#14 SW Red pammys MS eo 
w-16 14" —  % __—36C177 Sammys 36K213 25 ave n/a = Strong-Tie oe 
ote aa faire Wi-200 1h Ve — Dewalt Engineered By Powers 54PD63 25 
1%" #1224 A SWRed Sammys 36K198 25 a Eee eee ees ee 
sey 1 W-14 %  #14SWRed Sammys 36K195 25 %'-16 1% Ye = ewalt Engineered By Powers 64 9 
8-16 1%" As'-18  d%' #14 SW Red Sammys 36K199 25 2% 2) Yo — Dewalt Engineered By Powers 54PD65 25 
i i i as Yq" y," = Dewalt Engineered By Powers 54PD62 25 
2 Wi-14 #14 SW Red Sammys 36K196 25 ‘ a a 
Swivel Hangers — = Dewalt Engineered By Powers 448K99 25 a pesetintion Brand Model No. 
WA’ aay ie = Pewalt prgmesred pa powers ate - Sammys® Nut Drivers, #14 Black Sammys 8113910  36C173 
al ee = eWall Ehgineered Dy Towers Sammys® Nut Drivers, #14 SW Red Sammiys 8114910 360175 
vanica it #12-24 %' #14 SH Orange sammys 36K191 25 Sammys” Nut Drivers, #14 SH Orange Sammys emai secra 
ertical Hangers ammy X Press Installation Tool ammys 7/ 
Y4'-20 r Y'-14 #14 Black Sammys 36K174 = 25 pangermate + ee Driver Dewalt Engineered By Powers PFM2201250 54PD97 
1%" #12-24 %' #14 Black Sammys 36K179 = 25 Hangermate®+ 4° Socket Driver . 
1%" #2-24 %" #14Black Sammys 36K211 25 yancrete Rog Hanger — Dewalt Engineered By Powers PFM1491050 5S4PD98 
7 VY". 5/o" K17 2 angermaté*+ 78 oOCKet Uriver : 
t a ; 2. vs Brack samme te 0 Concrete Rod Hangers Black Dewalt Engineered By Powers PFM1491100 54PD99 
%'-16 1  V'-20 % #14 Black Sammys 36K188 25 hangermate'+ Adapter for Manging == ewalt Engineered By Powers PFM2201050 54PE02 
ivi Ye-18 54" ‘#14 Black S 36K176 25 fod (7 to 7 Adapter) Silver 
Se = ae Hangermate®+ Steel Socket Dewalt Engineered By Powers PFM2201200 54PE03 
a 
aS 8 ac ammys angermate®+ Suspender 
2 V-10  %' #14 Black Sammys 36K189 25 Driver Hangers Silver Hewal Engineered ay eS Ate ee 
Gonerete_ — SERED ctr Dewalt Engineered By Powers PFM2201350 54PEO5 
; Vj 5/6" 1," = 448K97. 2 DEWALT® Hangermate Wood 
3h"-16 ee zs v AISNE Dewalt RS Powers satiag ee Socket Driver Rod Hangers Red Dewalt Engineered By Powers PFM2201150 54TU04 
: Rod Hanger Driver Kits 
Swivel Hangers 
aA ge 7 7 Concrete Installation Kit, Includes #14 
¥3'-16 2 Va Vp — Dewalt Engineered By Powers 448K98 25 
: Black Nut Driver, #14 SW Red Nut Sammys 8129910  36C176 
Vertical Hangers Driver, #250 Bit (Y4'), 742 Wood Bit, Hex y 
Y'-20 3% Ya"-20 Va — Dewalt Engineered By Powers 416K61 100 250 Bit Receiver (Y4'), SL 250 Sleeve 
¥"-16 3%" ¥'-16 9" _— Dewalt Engineered By Powers 416K62 100 Rod Hanger Anchor Pole Tool Kit, soadacd: axtues 
¥e"-16, F ¥e"-16, 1 ; Includes Hex Wrench, Replacement Cut Dewalt Engineered By Powers PF 54 
HA 3% 19 ¥e = Dewalt Engineered By Powers 416K63 100 Point Set Screw, (3) Conduit Connectors 
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FASTENERS 
Standoffs & Welding Studs 





Male/Female Hex Standoffs 
= Pkg. quantity: 10 


Note: 18-8 stainless steel, zinc-plated steel, zinc-plated brass, 
and nickel-plated brass standoffs available on Grainger.com®; 


Length Screw Size Thread Length No. 
ai 2 


Item 


Scan. Order. Done. 
Details on page A1. 


Female Hex Standoffs 


Note: 18-8 stainless steel, zinc-plated Note: Bulk packaging 
steel, and zinc-plated brass standoffs _ is also available on 

also available on Grainger.com®; Grainger.com®; search 
search for “female hex standoffs.” for “bulk hex standoffs.” 


Nylon Tolerance 
7-0.005 On Dimensions Thru 0.625 


77 ” + 
search for “male/female hex standoffs. 339 nz | 740.008 On Dimensions 0.625 Thrut.000——S 
Tolerance 46" Hex Width +/-0.010 On Dimensions 1.007 Thru 1.500 
+/-0.005 On Dimensions Thru 0.625 T" 10-32 yy" 6NZX9 _ +/-0. n Dimensions Larger Than 1.9 
+/-0.008 On Dimensions 0.625 Thru 1.000 WA 10-32 i" 6NZYO Item 
+/-0.010 On Dimensions 1.001 Thru 1.500 — Ty" 10-32 yy 6NZY1 Length Screw Size Thread Length No. 
+/-0. n Dimensions Larger Than 1.5 a 10-32 Vo" 6NZY2 Aluminum 
2" {0-32 i" 6NZY3 ie" Hex Width 
Item ¥e" Hex Width Ag" #4-40 Vig" 6MZG1 
Length Screw Size Thread Length No. il 10-32 Vn" 6NZY5 Va" #4-40 Vi 6MZG2 
Aluminum a 10-32 ilk 6NZY6 ¥" #4-40 Vg" 6MZN6 


16" Hex Width 
" 


he FAG FH GMIZRG:~—“‘“(‘C(‘(CS(C‘éSM}TCO~O~!”!OUOC«*CWQDO UO GNZYT—“‘““#‘(<‘i‘i ‘TOO CGO 8 GEMZG40— 
FAG BIZTE~!~C~«S ex Width SERA MIZE 
or or q" 7-00 A 6NZZ0 Ys" Hex Width 

——~6-32 4 6MzU4 Nylon,Black == © © <| er $4-40 Se" 6MZG9 

FTI ORT Ve Hex Width a Hex Widt yy ARQ 62 
; —3-39 5" Nxt Nylon, Natural g" #4-40 % 6MZH6 

4-40 if" 6MZT6 Yq" Hex Widt ——$5-30—CSCSC—CSCSEH—CS 6M ZHT—OSCS—S 

- : 7 B - 46" 5 Yo" ~ #6-32—~—i“‘é‘2*WK UMM ZI 
——3-37——CSCSCSCSH SS VNZKR””~=<“‘—s~Cs‘sssss™s™ss...... =O Hg™—“~*~“‘;*~*SXSC:*:*~*” ¥ - @" 5 

1%" “6-32  ¥” °° &z.6§NZWS ~ #8-32——i(itsé‘«‘ HNC XY KT 4" ~ #6-32—i(“‘é H/F CO~™”™”~”~™~™CU@mMMZC 

2" 6-32 © ©. 4€OGNZW6 2 ~ #6-32  #4x+‘vs 3XYPH ~~ #8-32 ~—COté“‘t«é‘«SS*<S~*é‘é zMZKSSC*~*# 

: A ss AGQ CHG" SBXYEQ” 1 V4" ~~ #6-32~~©)©6©%~SCSté<‘«*;*é«SMIZNSC~*S 


* Female thread depth is "7a" 












Ye WexWidth 
Weld Studs i 10:89. 9 —— 2K — 
All studs have right-hand thread direction. Steel material. a 9°" ee a #10-32 , 6MZK7 
Bottom Projection—Styles offer a smooth, finished ——__a9 ———9- es —— 
appearance on the outer surface. WHexWidth ~~~ 
Bottom Top Projection—Styles can be assembled into a prelo- — w  _#0-32—“(s;‘:‘ HCL 
Projection cated hole a - a 4 
Right Angle—Flat spade head style allows the installer to tt $s — <a 
use various sizes of electrode tips and can be used when an 2" F032 ZRT 
offset is required. ‘Ve"WexWidth =——(_i‘“‘C;!O;”!OOOOOOOOOOC! : 
Yo" 4-20 yp" 6MZL 
Thread Length Head Item Pkg. ¥4" 4-20 ¥4" 6MZL8 
Size under Head Head Dia. _Height No. Qty. TR OQ TR BIMIZLO 
et 0.375" 0.068" —tLAKT 100 — ; eae HA 
- ; 375" 063" 7 20 BMIZR2 
x 0.438" 0.063" TLAK8 100 ~~ 2 CU 8 MIZRS 
10-24 ——r-———asg" 0.063 1LAR— 100 |) ————t 0 2 oe a 7 i 
oe" 0.438" 0.063" {LAL3 100 2%. 1-20 ¥ 6IMZR5 
10-32 yr 0.438"0.063" LALA 100. | —.. 40-30." oR 
. A 3" 7 2 
— yi-20 0.563" 0.078" LAN 100 — 103 7 —— EMER 
__ tv" 0.563" 0.078" 1LAN2—100——«|: (Nylon,Black=*=<“‘S;DS*“‘é‘éSDSé‘Sé;é;C;éi‘i‘i‘CSé;CS;™;™S 
a" 40 094" 4 a" Hex Widt 
Ye'-18 1 0740 0.094 LANDS 100 |-— yy —— 37%. 3xXYL7 
Hh 90.740" 0.094" 1LAN6 +100. =| ——y%"_ 4639 ——oO/?—_ 3575 
= i {" 0.865" 0.109" TLAN 100 HB-B RN 8BXYND 
SS ¥e-16 e368 10 Tas 100 1 SuCULE Ce: Le on 
—$ Top Projection jy," #4-40 7 3XYF2 
= F47 ; vt0-24 Ye’ 0.375" 0.063" 4LAP1 100 46" 75" 063" a 5 A! 
FZ Right Angle yoga 0.498" 0.078" TLAP2 100 ba 498" 073" th" WexWidth == # © 
=, AFoq" 0.498" 0.078" TLAP3 100 OV G-AQ I BXYEBE 
He'-18 2130" 0.618" 0.094" TLAP4 100 4-4 8BXYFB 
Thread Thread Spade Spade Spade Item Pkg. ¥ #6-32 i" 3XYJ5 
Size Length Length Width Height No. Qty. Yq" #6-32 ye" 3XYH9 
4 t Angle #8-32 Hp 3XYK3 
- ole 16. 32" 16. a] 1" #4-40 HB 3XYP3 
Oo 1 4" 8 32" 4 by) #6-32 He" 3XYP4 
Y%4"-20 ~ 0.656" yy" He" Ho" TLAR5 25 TY" #6-32 He" 3XYH3 


1-800-GRAINGER (472-4643) 
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Find even MORE on Grainger.com® 


Afe , FASTENERS 
| ]Bownload Availabe Round Spacers and Standoffs 








Inside Item mnie te 
Dia. Outside Dia. Length No. 
Indi id | F t n r Spacer Assortments, Includes all Refills 
ividuai Fasteners 90-Pc.. Low Carbon Steel. Chrome Finish 2FUHG me) 
Spacer Refills for No. 2FUH6, Pkg. 5 ‘nm na iota 
Assortments—Spacer * a arn — 
Ye" YA" 2JGG1 
= |.D. tolerance: +0.010" 0.281" 7% 7 2FUT/ 
0.D. tolerance: +0.010" | 2 y orane 
aU.U. a 73 Ya" 2FUD3 
= Length tolerance:+0.010" Ye 1 2JGG2 
73" Ve" 2FUH3 
Inside Item Ye" Ya" 2FUT8 
Dia. Outside Dia. Length No. 0.344" Ys" Je" 2FUN1 
Spacer Assortments, Includes all Refills Ye" Ya" 2FUH4 
30-Pc., Low Carbon Steel, Chrome Finish 4GUX6 Ye" ya" 2FUB5 
Spacer Refills for No. 4GUX6, Pkg. 5 YB 1" 2FUP8 
Us 1¥" 4GVD9 ¥4" Ve" 2FUT9 
0.470" Us Zz 4GVE1 Yq" Yq" 2FUN2 
Us 22" 4GVE2 0.406" ¥4" Ye" 2FUF6 
il 2 4GVE3 ¥4" Vp" 2JGG3 
0.530" Ir 2Y2" 4GVE4 Yq" ya" 2JGG4 No. 2FUH6 
1" oh 4GVE5 Yq" 1" 2FUF7 


Round 
Round Standoff 
Standoff Cap 





Round Spacers 
= Pkg. qty.: 10 Standoffs and Standoff Caps 


Note: Do not use as precision bearings or shafts, or as high-precision jacking or adjusting devices. . : . : . . . . 
Bulk packaging also available; on Grainger.com®, search for “bulk round spacers.” = Tensile strength: 80,000 psi (18-8 stainless steel); 55,000 psi (aluminum) 








= Pkg. qty.: 2 
Inside Item Inside Item 
Length Screw Size Dia. No. Length Screw Size Dia. No. 18-8 18-8 
Aluminum 5" Outside Dia. ALUMINUM, | ALUMINUM, | STAINLESS| STAINLESS 
Vi" Outside Dia. A A 0.250" — 6MY7Z3 CLEAR BLACK | STEEL, | STEEL, 
#4 0.115"  6MYP2 A WA 0.250" 6MY7Z4 Dia./ Thread | ANODIZED | ANODIZED | BRITE2 | SATIN 
Ye Me eps ONE ih os A bese one , Screw Size Square Length Depth | Item No. Item No. | Item No. | Item No. 
166° 4 py 4" 202. tando 
ie #6 0.140" 6MYP9 34" Outside Dia. vi’ Vein |  S5GHJ8 5GHK7 | 5GHL6 | 5GHN5 
#8 0.166" 6MYRO i 4 0.380" 6MYZ8 we rin | 5GHJ9 5GHK8. | 5GHL7 5GHNG6 
76 #6 0.140" 6MYR2 He" 0.315" 6MY7Z7 ¥" rin | SGHKO 5GHK9 | 5GHL8 | 5GHN7 
3 #8 0.166" 6MYR4 "7 4 0.380" 6MZA0 "Tin | 5GHK1 5GHLO | 5GHL9 | 5GHN@ 
Z HA 0.115" 6MYR7 78 He" 0.315" 6MYZ9 10-24 % in —715"—F in| 5GHK3 5GHL2 5GHN1 | 5GHPO0 
#8 0.166" 6MYR9 7 4 0.380" 6MZA2 3" ——%, in| BGHK4 5GHL3. | 5GHN2| 5GHP1 
om #4 0.115" 6MYT3 He" 0.315" 6MZA1 3" —%in | 5GHK5 5GHL4. | 5GHN3 | 5GHP2 
#8 0.166" 6MYT5 mn 4 0.380"  6MZA4 a" Yin | 5GHK6 5GHL5 | 5GHN4  5GHP3 
rr #4 0.115" 6MYT6 8 He" 0.315" 6MZA3 Vir Vein | 5GHT2 5GHU1 | 5GHVO | S5GHV9 
#8 0.166"  6MYT8 7 4 0.380"  6MZAG Vein | 5GHT3 5GHU2 | 5GHV1 | 5GHWO 
Ve #8 0.166" 6MYT9 He 0.315"  6MZA5 ys" Yin | 5GHTA 5GHU3 | 5GHV2 | 5GHW1 
ie #6 0.140"  6MYUO ii i 0.380"  6MZA8 "Tin | 5GHT5 5GHU4 | 5GHV3 | 5GHW2 
#8 0.166" 6MYUt He" 0.315" 6MZA7 Ya-20 Yin tv" Vein | 5GHT6 5GHUS | 5GHV4 | 5GHW3 
%e" Outside Dia. i: i 0.380"  6MZCO 1%" ein | 5GHT7 5GHU6 | 5GHV5 | 5GHW4 
Ve #10 0.192"  6MYU6 He 0.315"  6MZA9 3" ——%,in | 5GHT8 5GHU7 | 5GHV6 | 5GHW5 
1A #10 0.192"  6MYV2 1 4 0.380"  6MZC1 3" —%in | 5GHT9 5GHU8 | 5GHV7 | 5GHW6 
Ye #10 0.192"  6MYV3 oF IR 0.380"  6MZC3 a" Yin | 5GHUO 5GHU9 | 5GHV8 | 5GHW7 
1% 
y;" #10 0.192"  6MYV4 Hg 0.315"  6MZC2 vs thin | BGHY7 5GHZ6. | 5GJA5 | 5GJC4 
T" #10 0.192"  6MYV5 - 4 0.380"  6MZC5 "Tin | 5GHY9 5GHZ8. | 5GJA7 | 5GJC6 
1 #10 0.199 GMVG ios He 0.315"  6MZC4 % in ie % in agHZ0 BgHz9 SGUAB SGC? 
,! 790" 7 1" Outside Dia. "——¥,in | 5GHZ2 BGJA 5GJCO 5GJC9 
h6! 792" oH 505" 7 7 —“hin | 5 5 5 5 
Ve #10 0.192"  6MYWO Z 4 0.630"  6MZC8 ¥ Fein 5GNK4 5GNL3 5GNN2 5GNP4 
%e Ea 0.166 GMYWi : a WA 0.505" 6MZC9 ¥% in t i in SGNKS SGNLd SGNN3 SGNP2 
A 790" ylon ™—¥7,in | 5GNK8 5GNL7 5GNN65GNP5 
The #10 0.199"  6MYW3 346" Outside Dia. 3" Hin | 5GNKO 5GNL8 5GNN75GNP6 
ye 404 YW 7 ——4 0112" YAR? hit — Bene SNUB RGN ~SENWa 
378" s! T15" Yh in| BGNTT 5GNU6 | 5GNV5 | 5GNW4 
oa #10 0.192"  6MYW8 7" Outside Dia. a %" rin | SGNTB 5GNU7 | 5GNV6 | 5GNWS5 
% #19 0.218"  6MYW9 Ve #6 0.140" 3ZMA8 “6-18 {Tin | 5GNT9 5GNU8 | 5GNV7 | 5GNW6 
7 #10 0.192"  6MYXO #8 0171" 3ZMG9 tin ~1% in| 5GNUO 5GNU9 | 5GNV8 | 5GNW7 
T" FA0 0.199" 6M YX2 a #6 0.140" 3ZMA2 1h" ein | 5GNUt 5GNVO | 5GNV9 5GNW8 
WA #10 0.199" 6MYX3 V2 #8 0171" 3ZMG4 3" ——%,in | BGNU?2 5GNV1 | 5GNWO 5GNW9 
ee Na ——yre-—eayxa We He} gene —t— Bena BENWe cen 
A6 A 059" 440" "——¥, in | 5GNUA 5 5 5 
iA F10 0.192"  6MYX5 T #8 0.171" 3ZMF7 1 Tin | 5GNZ3 5GPA2 | 5GPC1 | 5GPD0 
Vi 0.250"  6MYX6 WA #6 0.140" 3XZJ5 vin on ¥ in| 5GNZ6 5GPAS | 5GPC4_ | 5GPD3 
76 Ve 0.959"  6MYX7 Ae" Outside Dia. 14 in 30977} BGNZ7 5GPA6. | 5GPC5 | 5GPD4 
a #8 0.166"  GMYX8 3 #6 0.140"  3ZMD8 a" Yin | 5GNZ8 5GPA7 | 5GPC6 | 5GPD5 
yj," 0.252"  6MYX9 5% #10 0.194" 3XZY1 "Tin | 5GPF7 5GPG6. | 5GPH5 | 5GPJ4 
A VA 0.250" 6MYY1 ¥;" #10 0.194" 3X74 {vin 1%" %in | 5GPF9 5GPG8. | 5GPH7 | 5GPJ6 
a F10 0.192"  6MYY2 1% #10 0.194" 3X7¢9 3" in| 5GPGI 5GPHO | 5GPH9 | 5GPJ8 
Ve 0.250"  6MYY3 WA #10 0.194" 3X7C7 Standoff Cap 
- F10 0.199"  6MYY4 75" Outside Dia. 10-24x 4" Stud gh — BAGRI SAGTS | S5AGU9 | 5AGW3 
Ve 0.250"  6MYY5 i #10 0.194" 3X75 10-24 x 1" Stud ___—— BAGR2 SAGT6 | SAGVO | 5AGW4 
7 Ve 0.950"  6MYY6 %-20 0.260"  3XYY8 Yi-20x Ve Stud yy. As — BAGR3 SAGI7 | 5AGV1 | 5AGWS 
#8 0.166"  GMYY7 - #10 0.194" 3XZW7 Ve-20 x 1 5" Stud ——_— AGRA SAGTS | 5AGV2 | 5AGWG6 
1" F10 0.192"  6MYY8 Vi-20 0.257" 3XZA1 ix oon BAGRS 5AGT9 | 5AGV3 5AGW7 
Ve 0.259"  6MYY9 - F10 0.194" 3X71 a BAGR7 AGUA SAGV5 | 5AGW9 
Yo a7 
TH" A 0.959"  6MYZ0 W-20 0.257"  3XYY6 eiox1 Ve" Stud SO BAGRS SAGU2 | 5AGV6  5AGXO 
oie A0 0.199" 6MY7Z1 4 H-900.957"  3XZA5 Me-18x Ve Stud ye As” — AGRO SAGU3 | 5AGV7 SAGX 
vA 0.259"  6MY72 A %-90 0.260" 3XYZ8 e-18 x 1 V2" Stud i BAGTO SAGU4 | 5AGV8 | 5AGX2 
a ee ee eee a ae 
194" 46-18 xX 1 Y%" Stu 5" — 5 5 5AGWO 5AGX4 
1" #2 0.219" 3XZZ1 6-18 x Ve" Stud ae BAGT3 5AGU7 | 5AGW1 | SAGX 
Th Th 1% Th 
%-00 0.257" 3XZN4 6-18 x 1 Ve" Stud —— BAGTA 5AGU8 | 5AGW2 | SAGXG 
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FASTENERS Scan. Order. Done. 
Pins Details on page Al. 
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Cotter Pin 2wzvi 


* GRAINGER 
APPROVED /7//Bee Leitzke 


Cotter Pin and Hairpin Cotter Assortments 


No. of No. of Item 
Fipces Sizes Includes No. 
Lotter Pin Assortment, Low Carbon Steel, Zinc Finish 
Wy ri (25) Each: %a" x 1", %2" x Ya", x1", x1-1/4", (10) Each: "x 14", (5) Ae’ x 1", (2) Each: Ye" x 34", Plastic Container 03 WRS3 
Slotted Spring Assortment, Carbon Steel 
450 18 (25) Each: 1/16x1/4", x1/2", x3/4", x1", 5/64x1/4", x1/2", x3/4", x1", 3/32x1/4", x1/2", x8/4", x1", x1-1/4", 1/8x1/2", x3/4", x1", x1-1/4", x1-1/2", and Plastic Container 6LF71 


405 18 (25) Each: 5/32x1/2", x5/8", x3/4", x//8", x1", x1-1/4", x1-1/2", 3/16x1/2", x3/4", x7/8", x1", x1-1/4", x1-1/2", 7/32x5/8", x3/4", 10 Each: 7/32x1", x1-1/4", x1-1/2", and Plastic Container 6LF72 
Itw Bee Leitzke 
Coiled Spring Assortment, Carbon Steel 












970 16 (30) Each: 1/8x3/4", x1" ie Each: 1/16x1/2", x1", 3/32x1/2", x1", 1/8x1/2", 3/16x1", x1-1/2", (15) Each: 5/32x1/2’, ONRY5 
(10) Each: 5/32x1", 1/4x1", x1-1/2", x2", 5/16x1", (5) Each: 5/16x2", Plastic Container 
Cotter, Extended Prong Pin Assortment, 18-8 Stainless Steel 
400 14 (10) Each: 3/32x3/4", x1", 1/8x1", x1-1/4", 3/16x1", x1-1/2", (8) Each: 1/8x1-1/2", 3/16x2", (6) Each: 1/4x1- oWZV2 
1/2", x2", (4) Each: 3/32x1-1/2", 5/32x1-1/2", (2) Each: 5/16x2", x2-1/2", Plastic Container 
990 é (125) Each: 1/16x1", 3/32x1", (80) Each: 3/32x3/4", (70) Each: 3/32x1-1/2", (60) Each: 1/8x1", (60) Each: 1/8x1-1/2", (40) Each: 1/8x2", (20) Each: 5/32x2", Plastic Container = 2WZU9 
1200 10 2 50) Each: 3/32x3/4", (200) Each: 1/16x1/2", 3/32x1", (150) Each: 1/16x1", (125) Each: 3/32x1-1/2", (100) Each: 1/8x1", (75) Each: OWZU7 
1/8x1-1/2", (65) Each: 1/8x2", (20) Each: 5/32x2", (15) Each: 3/16x2", Plastic Container with Identification Label 
Cotter, Extended Prong Pin Assortment, Low Carbon Steel, Zinc Finish 
420 6 (100) Each: 1/16x1, 3/32x1", 1/8x1, (60) Each: 1/8x1-1/2", (40) Each: 5/32x1-1/2", (20) Each: 3/16x2", Plastic Container 2NRY4 
100 14 (10) Each: 3/32x3/4", x1", 1/8x1", x1-1/4", 3/16x1", x1-1/2", (8) Each: 1/8x1-1/2", 3/16x2", (6) Each: 1/4x1- OWZV3 
1/2" x2 (4) Each: 3/32x1-1/2", 5/32x1-1/2", if Each: 5/16x2", x2-1/2", Plastic Container 
900 7 (125) Each: 1/16x1", 3/32x1", (80) Each: 3/32x3/4" (70) Each: 3/32x1-1/2" (60) Each: 1/8x1", (50) Each: 1/8x1-1/2", (40) Each: 1/8x2", Plastic Container 2WZV1 
4200 10 (250) Each: 3/32x3/4", (200) Each: 1/16x1/2", 3/32x1", (150) Each: 1/16x1", (125) Each: 3/32x1-1/2", (100) Each: 1/8x1", (75) Each: OWZU8 
1/8x1-1/2", (65) Each: 1/8x2", (20) Each: 5/32x2", (15) Each: 3/16x2", Plastic Container with Identification Label 
Hairpin Clips Pin Assortment, Spring Wire, Zinc Finish 
2/6 9 Fits Shaft Sizes, (60) Each: %", 46", %4", (40) Each: “e', (30) Each: ¥", (20) Each: 2", (15) Each: %", 94", (6) Each: 1", Plastic Hanging Pak 2MVP2 
Hairpin Cotter Pin Assortment, 18-8 Stainless Steel 
50 a Fits Shaft Sizes, (10) Each: ¥", 6-1/4", “4-5/16", %6-3/8", ¥-7/16", Plastic Container 2MVP8 
Hairpin Cotter Pin Assortment, Spring Wire, Zinc Finish 
50 5 Fits Shaft Sizes, (10) Each: 8", 6-1/4", Y4-5/16", %6-3/8", ¥-7/16", Plastic Container 2MVP7 
74 8 Fits Shaft Sizes, (10) Each: %-3/16', 6-1/4", 4-5/16', 6-3/8", ¥s- 7/16", %-3/4, 2-1", (4) Each: 1%-1-1/2'", Plastic Container 2MVP6 
130 é Fits Shaft Sizes, (20) Each: “6-1/4", 4-5/16", “6-3/8", -7/16", ¥2-9/16", %-3/4", (10) Each: 74-1", Plastic Container 9A199 
Slotted Spring Assortment, Carbon Steel, Zinc Finish 
170 6 (50) Each: 1/8x1", (35) Each: 3/16x1", (30) Each: 1/8x1-1/2", (25) Each: 3/16x1-1/2", (15) Each: 1/4x1-1/4", x1-1/2", Plastic Container 5A197 
904 17 (30) Each: 1/16x3/4", (20) Each: 5/32x1", (15) Each: 3/32x1", x1-1/4", 1/8x7/8", x1-1/2", (10) Each: 3/16x1", x1-1/2", 7/32x1-1/4", 5A198 
1/4x7/8", x1-1/4", x1-1/2", 5/16x1-1/2", (8) Each: 5/16x1-3/4", x2-1/2", (4) Each: 3/8x1-3/4", x2-1/4", Plastic Container 
Fits Pin Item Pkg. Fits Pin Item Pkg. Fits Pin Item Pkg. 
Shaft Dia. Dia. Length No. Qty. Shaft Dia. Dia. Length No. Qty. Shaft Dia. Dia. Length No. Qty. 
7s" Yes 1 2UJR/ 20 *to” Ve 2% 1BBG8 10 5g to 94! %s 1/6  2MVJ6 100 
Sa" Yo" 1's 2MVN8 20 %tol ‘Ys 3%! 1BBE9 10 8% 12" 2UJL3 20 
1" Ye" -2%2' ___«2MVP1 10 Ytot 4! 1BBG4 1 As tov Yo 1% 2UJL8 20 
Zinc-Plated Spring Wire Yatot“e Ys 3%! 1BBG9 a Astoyve Ya 1%! 2UJN6 20 
Ae. Veg er 2MVL1 100 Yto tye Ys  3%6 1BBF2 10 ¥Ytove 4 1% 2MVJ7 100 
Ya" Yeo" 2MVL2 100 316 Stainless Steel Yio 1%6 2UJL2 20 
Ae oq 4 2MVL3 100 Va to 94" %4  1%6 _1BBH/ 20 % to Vs" %4 1% 2UJL5 20 
Yr Fa" 30" 2MVLA _‘100 ee Fea" 1%6"___ 1BBJ2 25 ae Fat Ac" 2UIL7 25 
YA Ve 1% 2MVL6 100 Ya to V5" Yo 1% 1BBH2 20 Ye 2UJL9 20 
78" Yao 12 2MVL7 100 V0 Ver _ 16" 1BBJ1 20 Yetovs 2  2Y2' 2UJN5 20 
ya" 32 1'%e  2MVL8 100 Ytoys Ye 2%6 3DYT3 20 A~Acstoys Ve 2%6 2UJP1 20 
Ze Ha 2%4' _2MVL9 530 ¥eto v2 Ys 1%6 —1BBH9 20 Vy to 54" Yi ave 1PVN3 20 
il Ye" 2%2' ~~ 2MVNI 90 ~e tov Ye 2%6  3DYT5 10 eee He Oe 2MVJ8 00 
Hairpin Hairpin Cotter Pins Yrtoy%" Ye 11%6  1BBH8 10 Yo to 3" Ys" 1%" 2UJN7 25 
Cotter Pin 18-8 Stainless Steel %to“* Ve 2%" 1BBJ3 10 Ye 1'%e — 2UJN8 20 
Veto %2' a2" 3% 4 Ss TWHR1 20 %tot ‘Yas 3%! 1BBH5 5 Yy to 1" %4 3 2UJP5 10 
Yatove Ys 1%" 1BBG5 90 Ya'to1vs Ys 3%6  3DYT4 5 . Yq" 3 2UJP8 10 
6 to Vs" Yea" 1" 1WHR2 20 Zinc-Plated Carbon Steel Y' tol %2" — 3%Ae 3DYT/ 10 
os" '%6 = 2MVK3 100 Vato %e Yar 2UJK1 20 5h to 3/4" %a"  2%6 2MVJ9 90 
Ytove Ye 1% 2MVK4 100 YVatove Ya2 19%" 2MVJ3 100 Ya 2a 2UJP4 20 
Vato 34" —/84 —1%6 1BBF9 90 Yes ie. 2MVJ4 100 to” Ve 2% 2UJN9 20 
8 “%a"1%6° _1BBG7 90 He to Va" a 2UJK4 20 Sto 1" 64, 2'%6 _2UJP6 20 
i = - C tt Pi Vato vo" 232 1% 1BBE8 90 eq 4 2UJK7 20 4" 3M 2UJR1 10 
airpin Lotter Fins Vis" 1%6"  1BBG6 50 Sos 8" DUNKS 25 Ttol vi 4" 20NR5 10 
Ytoys %2 2%6 1BBF1 90 Ytove Ys 1% 2MVJ5 100 YatotVe ‘Ves 3% 2UJR2 10 
Fits Pin Item Pkg. Astov Ys 1/6 2MVK5 90 Yes 16" 2UJK6 20 yr 2k 2UJP2 20 
Shaft Dia. Dia. Length No. Oty. Asto v2 Ya 1% 3DYT2 20 “to 3%" 14 —2 2UJK8 2 Yto1v' Y' 3% 2UJP3 10 
Hairpin Clips ¥eto As *%2' 1%" 2MVK6 20 8 Sa" TH" 2UJL4 20 %4' 3 %6" 2UJP7 20 
18-8 Stainless Steel ¥eto 2’ Ys 1%6 _1BBG3 90 %4 16 2UJL6 20 tot" —L4 3” 2MVK1 20 
Ae Yoo" Va 2MVN3 100 Yeto vs 32 22" 1BBG1 20 Vie  1%6 2UJL1 20 : Yq" 32 2UJR3 10 
A6 Yes 4 2MVN4 100 Astoys Ye  2%6. 1BBF8 20 Va to V5" Yo 1% 2UJN1 20 ¥ tol '%a4' A4VYe _3DYT6 10 
Ye" Yess 352" — 2MVINO 100 Yto% ve 2% 2MVK7 20 Yao 1% 2UJN2 20 Atos ‘6s 2%6. 2UJP9 20 
Ae. Yea Ve 2MVN6 100 Yio Ye  1'%6 _1BBG2 2) 32" 2 2UJN3 20 tot Vea" 3%" 2UJR4 10 
V" Yo 1¥%8 2MVN7 90 %to vs" Ya"  2%6 _2MVK8 10 Yto%  %2' 2%6. 2UJN4 20 TYto1Z a 2MVK2 10 
TMtolv Yar bye 1WFA7 10 
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Standard Clevis Pins 


Flat-headed pins have a hole drilled in the opposite end. All pins meet ASME B18.8.1 standards. 
Note: 316 stainless steel and plain finish steel clevis pins are also available; on Grainger.com®, search for “clevis pins.” 

















18-8 18-8 18-8 
Steel, Zinc-Plated| Stainless Steel Steel, Zinc-Plated| Stainless Steel Steel, Zinc-Plated| Stainless Steel 
Overall Usable Item Pkg. Item Pkg. Overall Usable Item Pkg. Item Pkg. Overall Usable Item Pkg. Item Pkg. 
Length Length No. Qty. No. Qty. Length Length No. Qty. No. Qty. Length Length No. Oty. No. Qty. 
%e" Pin Dia. ¥4" Pin Dia. ¥e" Pin Dia. 
Yo" 23/4" 3HKT4 25 — — il 4%a" 2MUJ1 25 2XAY4 5 ee 11a" 2MUP7 10 _ — 
ya" 364" 2MUC5 25 2XAV2 10 1 Ye fea" 2MUJ2 25 2XAY5 5 134" 12964" 2MUP8 10 2M1Z/ 1 
Us 4%a" 1BAP9 25 — — 1%" 1 %a" 2MUJ3 29 2XAY6 5 2 14%" 2MUP9 10 2MTZ8 1 
il YA" 2MUC6 25 2XAV3 10 19° 1%a" 2MUJ4 25 — — 24" 2 Vea" 2MUR1 5 2MTZ9 1 
1%" 1%a" 2MUC7 25 2XAV4 10 12" 11%a" 2MUJ5 29 — — 242" 2'%4" 2MUR2 a 2MUA1 1 
1%" 12%" 2MUC8 29 3HKR3 10 1%" 12%a" SHKT7/ 25 — — ah 24464" 2MUR3 5 2MUA2 1 
134" 12%6a" 1BAU8 25 2XAV5 10 134" 13a" 2MUJ6 29 2XAZ1 5 3" 31%4" 2MUR4 5 _— — 
2. 1°%a" 2MUC9 29 2XAV6 10 2" 14% a" 2MUJ7 25 2XAZ2 i] ¥q" Pin Dia. 
eh 2°%64" 3HKT5 25 — — 2 YA" 2 Yea" 2MUJ8 25 2XAZ4 1 2. 14%" 3HKT8 a _— _ 
Yq" Pin Dia. 2Y2" 2'%4" 2MUJ9 10 — — 242" 2'%a" 3HKT9 a _ _ 
VY," 2364" — — 2XAV8 10 2/4" 2°64" 2MUL1 10 — — 2/4" 2°64" 3HKU1 a — _ 
ya" 3¥q" 2MUE3 25 3HKR4 10 3 2*%64" 2MUL2 10 2XAZ6 1 ch 24%64" 2MUR5 a — _ 
ZB 4%" 2MUE5 25 — — 32 31%" 2MUL3 10 2XAZ7 1 3h" 3144" 2MUR6 2D _ _ 
1" 5%" 2MUE6 25 3HKR5 10 4" 34%64" 2MUL4 10 2XAZ8 1 3/4" 3°64" 1WFD7 5 —_— — 
1%" 1%4" 2MUE8 25 3HKR7 10 Ac" Pin Dia. 4" 34%64" 3HKU2 1 — —_ 
1%" 12%a" 2MUE9 25 3HKR8 10 1%" 1%a" 2MUL5 10 — — AY," AN%a" 3HKU3 1 — _ 
1%" 13Y%a" 1BAX7 25 2XAW1 10 1%" 11%a" 2MUL6 10 2XAZ9 1 a 44%" 2MUR7/ 1 _— — 
134" 13%a" 2MUF1 25 3HKR9 10 134" 13%%6a" 2MUL7 10 2M1X5 1 6" 04%64" 1WFE6 1 — _ 
1%" 14/4" 1BAY2 25 2XAW2 a 2 14% a" 2MUL8 10 2MTX6 1 6" 61%6a" 2MUR8 1 — — 
2. 1°%6a" 2MUF2 25 2XAW3 3 2 YA" 2 Yea" 1PVL6 10 — — 74" Pin Dia. 
2 V4" 2a 2MUF3 25 2XAW4 i] 2Y2" 2'%4" 2MUL9 10 2M1X7 1 ch 24%64" 1WFF1 1 — — 
2Y2" 2°64" 2MUF4 25 2XAW6 5 3 24464" 1PVT2 10 2M1X8 1 4" 34% 4" 1WFF3 1 — — 
2/4" 2°%64" 1BAZ1 25 — — 32 31%" 1PVU4 10 2MTX9 1 1" Pin Dia. 
eh 2°%64" 2MUF5 25 2XAW7/ 3 4" 34964" 1PVX6 10 2MTY1 1 2" 14%" 2MUR9 1 — — 
3 3°64" 1BAZ5 25 — — ¥" Pin Dia. 2 Yn 26a" 2MUU2 1 —_— — 
ie" Pin Dia. 1" 4%a" 2MUN2 10 — — 2/4" 2°%64" 2MUU3 1 — — 
ya" 7739" 2MUF8 25 2XAW9 5 1%" 1%4" 2MUN3 10 2MTY3 1 ch 2*%64" 2MUU4 i — — 
1 20/30" 2MUH1 25 2XAX1 3 1%" 1%a" 1WEW8 10 — — 3" 26a" 2MUU5 1 _ = 
1%" 2930" 2MUH2 25 — — 1%" 11%a" 2MUN5 10 2MTY4 1 VA 3364" 2MUU6 1 _ — 
1%" 12" 2MUH3 29 2XAX3 a 134" 13a" 2MUN6 10 2MTY5 1 4" 34% 4" 2MUU7 1 — — 
12" 1932" 2MUH4 25 2XAX5 a nh 14%a" 2MUN/ 10 2MTY6 1 AY," A'S" 2MUU8 i — — 
1%" 1132" 1BBB9 25 — — 2 V4" 2 Vea" 2MUN8 10 2MTY7 1 5. 44% 4" 1WFH5 1 — — 
134" 112" 2MUH5 25 2XAX7 i 20 2'%4" 2MUN9 10 2MTY8 1 6 04% 4" 2MUU9 1 — — 
2. 1 2%2" 2MUH6 25 — — 248. 22764" TWEY4 10 — — 1%" Pin Dia. 
28 12%" 1BBC8 25 _— — 2/4" 2°64" 2MUP1 10 2MTY9 1 4" 348° 1WFH9 1 — — 
2 V4" 2 V2" 2MUH/ 29 3HKT1 a ch 2*%64" 2MUP2 10 2M1Z1 1 D: AS" 1WFJ2 1 — — 
24% 2732, 1BUC9 20 — — 3 Ye 31%4" 2MUP3 10 2MTZ2 1 6" o% 1WFJ4 1 — — 
2Y2" 2432" 3HKT6 25 2XAX9 5 4" 34964" 2MUP4 10 2MT1Z3 1 11" Pin Dia. 
2/4" 21/32" 1BUE2 25 — — AV," AVfa" 2MUP5 10 2M1Z4 1 4" 398" 1WFJ6 1 — — 
ch 229/30" 2MUH8 25 3HKT2 5 eh 449%" 2MUP6 5 2MTZ5 1 2. AS" 1WFJ8 1 — — 
32 3%32" 1BUE4 25 2XAY1 3 6" 34%64" 1WEZ9 a — — 6" 5% 1WFK1 1 — — 
4" 329/30" 1BUE5 25 — — %e" Pin Dia. 114" Pin Dia. 
2' 14% a" 1WFA2 10 — — 4" 3%" 1WFK3 1 — — 
2Y2" 2'%4" 1WFA4 5 — — a 45%" 1WFK5 1 — — 
3 2*%64" 1WFA6 Q _— — 6" o% 1WFK7 1 — _— 


Grooved Head and 
Cotter Pin Headless Clevis Pins 


Cotter Pins = Stainless steel pins have 


stainless steel E rings 
Meet ANSI/ASME 18.8 standards. = Zinc-plated steel pins have a phosphate 
Note: 316 stainless steel and brass pins and bulk packaging also available on Grainger.com®, finish Meet ASME B18.8 standards. 


search for "bulk cotter pins." 

















Pin Overall Usable Item 
Low Carbon Low Carbon Dia. Length Length No. —_ 
__ 18-8 _ Steel, 18-8 Steel, Grooved Grooved 
Stainless Steel Zinc-Plated Stainless Steel | Zinc-Plated 18-8 Stainless Steel Headless 
Pin Item  Pkg.| Item Pkg. Pin Item Pkg.) Item Pkg. A TH0" 2XAA3 
Dia. Length No. Qty. No. Qty. Dia. Length) No. Qty.| No. Qty. ya" 230" 3HKP6 
3a" Vo" | 2UHX6 100 | 5UU54 100 i 2WZT5 100 |2WZK6 100 il 29/39" 2XAA4 
Yo" | 2WZP6 100 | 2UHK2 100 1¥" | 2WZT6 100) — — Ve" 1Y%" 192" 2XAA5 Pin Overall Usable Item 
Ys" | 2WZP7 100| — = 1¥" | 2WZT7 100 | 2WZK7 _50 1%" 11332" 2XAA6 Dia. Length Length No. 
Ye iT" 2WZP8 100) — —_ He = 1%" | 2WZT8 50 — — 2 12%p" 2XAA7 TV," 11%" 2XAE6 
1%" | 2WZP9 100) — — 2 2WZT9 50 |2WZK8 50 22. 21%" 2XAA8 yp! 2. 127%" 2XAE7 
1%" | 2WZR1 100 2UHL1 100 2¥2' | 2WZU1 50 |2WZK9 50 Ya 139" 2XAC1 e 242. 210" 2XAE8 
Yo" | 2WZR2 100 | 2UHL5 100 ob 2WZU2 50 | 2WZL1 50 ya" 2/30" 2XAC2 3 2230" 2XAE9 
yy — 74 __| 2WZR3__100 | — = 1%" | 2WZU3 50 | 2WZL2 50 1" 2930" 2XAC3 Grooved Headless 
ill 2WZR4_ 100) — = 2 2WZU4 25 | 2WZL4 50 yj" 1%" 1932" 2XAC4 Zinc Plated Steel 
Z — — |2UHN5 100 Ye" 2¥2' | 2WZU5 25 2WZL6 50 z 1 11332" 2XAC5 Ae. 117%" 1" 2XAF2 
Fa" — — |2UHN9 100 3" 2WZU6 25 | 2WZL8 50 2. 1 2%9" 2XAC6 yj" 1 ¥32" ya" 2XAF3 
Ys" | 2WZR5 100) — = 4" — — |2WZN1_ 25 2," 21350" 2XAC8 7 1932" i 2XAF4 
ili 2WZR6 100) — = 2. — — |2WZN3 50 3" 2°Y32" 2XAC9 190" ya" 2XAF7 
1%" | 2WZR7 100 |2WZG6__100 Ae 3 — — |2WZN5 25 a" 3%" 2XAD1 56 11%" ids 2XAF8 
vf! 1%" | 2WZR8 100 2WZG8_ 100 i 3DZK6_—10 — — 1" 3%4" 2XAD2 11% 0" TY" 2XAF9 
134 — — |2WZH1_ 100 2A" — — |2WZN7 25 Ae" 1%" 1%a" 2XAD3 122" 1" 2XAG1 
2 2WZR9 100 |2WZH3 100 3" — — |2WZN9 25 1%" 123%4" 2XAD4 11%" ik 2XAG2 
22 | 2WZT1 100 |2WZH5 100 ygr 372. — — |2WZP2 25 2" 1>%4" 2XAD5 5p" 11939" 1%" 2XAG3 
3 — — |2UHR1 100 4 — — |2WZP4 25 ils 21/30" 2XAD8 12/2" TV" 2XAG4 
ile 2WZT2 100 |2WZH/ 100 it 3DZL1_ _—‘10 — — 1%" 1932" 2XAD9 2! 32" 2 2XAG5 
1%" — — |2WZH9 100 6" 2UHY9 5 — — 1%" 11%39" 2XAE1 12%p" TY" 2XAG9 
sot 12 | 2W2T3 100 2W2J2 100 3 2UHZ1 2 | 2UHV6 5 ¥e" 2" 122" 2XAE2 12%p" 1" 2XAH1 
13/4" — — |2W2J4 100 yp" 4 2UHZ2_ 2 _~+| 2UHV8 ~=5 a 2932" 2XAE3 Y;" 21339" is 2XAH2 
2" 2WZT4 100 |2WZJ6 100 a. 2UHZ3_ 2 —=|2UHW1 5 242 2'Va0" 2XAE4 22939" 2p" 2XAH3 
ZY — — |2W2J8 50 6" 3DZL2_—2_~=|2UHW3 5 ch 22/32. 2XAE5 31%32" ch 2XAH4 
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Single-Wire Tab 
Lock, Round 





Double-Wire 
Snap, Square 






Coiled Tension 
Snap, Square 





Coiled Tension Snap Pins 
¥& Pin Overall Item Pkg. Pin Overall Item Pkg. 
GRAINGER Dia. Usable Length Length No. Qty. Dia. Usable Length Length No. Qty. 
GA APPROVED Coil Tension Snap Double Wire Snap 
Square, Steel Round, Steel 
I Y" 3a A 6 5VU73 1 2 16 
& FABORY iTyvyBee Leitzke 4" Ail" 5VU/6 1 ig! sie die aha 
= i 3 36 5VU79 1 2 16 
Safety Pins idl 4 At/6" 5vU82. : A _ 134" THe" 5VU67 
3 3'Ne. oVU85 1 quare, Stee 
= Zinc-plated spring steel ¥ es as ayes Vp! th on aut 
16 2 
Usable Overall Wire Item Pkg. 78" 4 a7" 5VU94 1 24" 274" 5VU37 1 
Length Length Dia. Brand No. Qty. 3/y" 4" 513" 5VU97 1 Ve" ZY," 3Vie 3HKP5 1 
Standard Duty Without Coil 6" 1'%3" 5VV10 1 ak 3V6. 2UJG4 1 
TY 1%' 0.047" GA 2UJG6 100 Single Wire Tab Lock 24 26. 5VU46 1 
WA 15%64' ——-0.047" GA 2UJG7 100 Round, Steel 37g" 2" 3%e 5VU49 1 
22" ch 0.063" Fabory 2UJG8 100 Ya" 19/4" 24 SHLA2 5 _3 3/6. 2UJG5 1 
Coiled Tension Ae. 13%" z 3HLA4 5 Square, 18-8 Stainless Steel 

6 1%6° 0.047" Fabory 2WZV5 25 Ye" 19/4" 2 SHLA6 5 Ya" 2Ve el 5VU16 1 
Ye 134" 0.058" Fabory 2WZV6 25 Square, Steel 5g" 24" 2/4" 5VU19 1 
16 ys 0.091" Fabory 2WZV7 25 Ya" 22 ch SHLA3 5 Ze ch 5VU22 1 
2'"6. AS," 0.120" _Itw Bee Leitzke 2WZV8 10 Ae. 22" 274" SHLA5 5 ya" 24" 2'"6. 5VU25 1 
374" Ys 0.148" _Itw Bee Leitzke 2WZV9 10 ye" 22" ck SHLA/ 5 ove ave 5VU28 1 






Bent 
Hitch Pin 





Ring Pins 
Feature a ball detent locking mechanism. 
Also known as detent or quick-release pins. 





Hitch Pin 
With Lanyard 


Hitch Pins 








Pin Item Pkg. 
Dia Length Usable Length _ No. Qty. | Include an easy-swivel, big-grip handle and high-tension hairpin cotter. Yellow zinc finish. 
01215/C1018 Steel, Zinc-Plated y g-9rip 9 E 
i ie" 3HLJ7 10 Hitch Pins Hitch Pins With Lanyard Bent Hitch Pins 
Ye" 1" 16 3HLJ8 10 Pin Usable Item Pkg. | Usable Item Pkg. | Usable Item Pkg. 
- 16° 3HLJ9 10 Dia. Length Length No. Qty. Length Length No. Qty. | Length No. Qty. 
1" /4" 3HLK1 10 Ye" 4 AS," 3HLL9 1 4’ AS; 3HLP6 1 4 3HLR8 1 
WA 14%" 3HLK2 10 4 Asi" 3HLN1 1 4 Ay/" SHLP7 1 2Y2: 3HLR9 1 
Yq" 2" 15/4" 3HLK3 10 VY" oy" 6%" SHLN2 1 oy" 6%" SHLP8 1 3 SHLT1 1 
22 24 3HLK4 10 — — — — — — — — 4 SHLT2 1 
3. 2/4" 3HLK5 10 ov" 6%" SHLN4 1 6" 634" 3HLR1 1 4 SHLT4 1 
Z 19%" 3HLK6 10 Se" 6" 64" 3HLNS 1 — — _ — — _ — 
Ae" 22" Ya 3HLK7 10 4! Ayia" 3HLN3 1 4 Ay" 3HLP9 1 3 3HLT3 1 
ch 2%" 3HLK8 10 Ay," al 3HLN7 1 6M" és 3HLR3 1 Ay," SHLT6 1 
2 1%" 3HLK9 5 Yq" WA 6" SHLN8 1 — — — — — — — 
ye" 2 V5" 216 3HLL1 5 ’ 67" ra SHLNO 1 — — — — — — — 
ch 2% 3HLL2 a 4 Asf" 3HLNG6 1 Ay" oF 3HLR2 1 ove SHLT5 1 
Z 1%" 3HLL4 5 7 Aya" o/4' 3HLP1 1 6%" Le 3HLR4 1 — _— — 
Yo" 22 2 3HLL5 5 {" ras 8" 3HLP3 1 — — — — — — 
3 2.000" 3HLL6 5 Ay" oY4" 3HLP2 1 674" TY 3HLR5 1 Ay" SHLT7 1 
4 3% 3HLL8 3 TY" (a Ty 3HLP5 1 — — — — — — — 
enn Lanyards rrvyBee Leitzke 


Help prevent the loss of fasteners, and also secure 2 mating-type fasteners to 
one another. Stainless steel tab permits lanyards that have a tab to be screwed 
to a flat surface. %4" wire dia. nylon coated to 16". 





Pormunial 6" LENGTH | 12"LENGTH | 18" LENGTH 
and Loop Pkg. Item Item Item 
Type Qty. No. No. No. 
Stainless Steel, Nylon Coating 
2 Terminals 5 3HLE7 3HLE8 3HLE9 
Terminal and Loop o 3HLF1 SHLF2 3HLF3 
2 Loops 2 3HLF4 SHLF5 3HLF6 
2 Loops and Tab SHLF7 3HLF8 3HLF9 
Galvanized Steel, Zink Plated vopper, — 
Terminal and Loop 10 _ 3HLD7 _— 
Galvanized, Nylon Coating 
2 Terminals 10 3HLD3 3HLD4 3HLD5 
Terminal and Loop 10 3HLD6 —_ 3HLD8 
2 Loops 10 3HLD9 3HLE1 SHLE2 
2 Loops and lab a] SHLE3 SHLE4 SHLES 
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Dowel Pins 


Note: Ai metric, 416 and 18-8 stainless Hardened Steel Metric—Solid 416 Stainless Steel Metric 
ae powe) pins ae ra see on cylindrical pins are chamfered Dowel Pins 
rainger.com™, searen tor “cower Pins." on 1 end for easy insertion and —» Length tolerance: +0.5/-0.0mm 











Plain Alloy Steel ; feature a smooth radius on the 416 Stainless Stee-—Meet MS16555, ASTM A380. 
= Length tolerance: +0.012 other end for easy removal.Meet | Length tolerance: +0.010" 
DIN 6325/ISO 8734A m6 standard. — 
Item Pkg. Item Pkg. Item Pkg. Item Pkg. 
Nom. Dia. Length No. Qty. Nom. Dia. Length No. Qty. Nom. Dia. Length No. Qty. Nom. Dia. Length No. Qty. 
Standard Yq" 2MB54_ —s: 100 fq" 2ME53 10 10mm 5EDG8 10 
Alloy Steel, Black Oxide Finish ye" 2MB56 ~—100 1 2ME54 10 12mm 5EDG 10 
3g" 6VKCO ~—=— 100 Ae 2MB57_~—100 1%" 2ME55 10 M4 14mm 5EDHO 10 
y," 6VKC1 100 Y" 2MB58_ — 100 1" 2ME56 10 16mm 5EDH1 10 
Ye" % 6VKC2 100 “6 2MB59_ ~—s: 100 ey 2ME57 5 20mm 5EDH2 10 
3/4" 6VKC3 = 100 %e" 2MB60 ~—100 15/4" 2ME59 5 12mm 5EDH5 10 
1" 6VKD2 ~=100 yf" 2MB61 ~=100 se" 24." 2ME60 5 16mm 5EDH6 10 
fq" 6VKA9 ~— 100 Re 2MB62 ~—s100 2 2ME62 5 M5 20mm 5EDH7 10 
y," 6VKC4 100 Ae" i 2MB63 ~—s 100 3%" 2ME63 5 24mm 5EDH8 10 
6" 1 6VKC5 ~=100 144" 2MB65 ~—=«100 4" 2ME64 5 30mm 5EDH9 10 
14%" 6VKC6 ~=100 1¥," 2MB66 50 4y," 2ME65 5 16mm 5EDJ1 10 
1¥," 6VKC7 ~=— 100 1%" 2MB6/ 50 a 2ME66 5 20mm 5EDJ2 10 
y," 6VKC8 100 ay 2MB68 50 6" 2ME67 1 M6 24mm 5EDJ3 10 
3/4" 6VKC9 ~=100 24" 2MB69 5 1" 2ME68 5 30mm ae 1 
‘ 14" 6VKDO 100 22" 2MB70 5 1%" 2ME69 5 40mm 5EDJ5 
“ 1" 6VKD1 100 25/4" 2MB71 5 14" 2ME70 5 M8 gam sen 1 
2. 6VKD4_ ~— 100 a 2MB72 5 15/4" 2ME71 5 mm 
22" 6VKE3 = 100 ¥e" 2MB73 ~— 100 2" 2ME72 o Oversized, Mil Spec 
it 6VKD3_ ~—100 lah 2MB74 25 9/4" a 2ME73 5 z4 6 ak z8 
ig! 4 6VKD6 = 100 VY 2MB/75 ~— 100 2% 2ME74 5 a 5 
1" 6VKD7_ _—100 %" 2MB77 _‘100 3 2ME76 5 Vig! Ae 5EEG3 20 
2" 6VKD8 100 ya" 2MB78 ~—100 3%" 2ME77 1 Y;" 5EEG4 25 
il 6VKD9 ~=100 Ze 2MB79 _—s100 4" 2ME78 1 %" 5EEGS 25 
¥e" 1¥," 6VKEO 100 1" 2MB80 ~—100 or 2ME80 1 ya" 5EEG6 25 
2 6VKE1 100 Yq" 144" 2MB82 50 6" 2ME81 1 %a" YA" 5EEG7 25 
= 6VKD5 20 1% 2MB83 50 2 2ME82 1 Yo" Hs SEEGS z 
vA p 6VKE2 20 2 2MB85 50 ifs 3 2ME84 1 2 5 
22" 6VKE4 20 24" 2MB86- ~— 100 3% 2ME85 1 ¥ 5EEH6 25 
1" 6VKE9 20 2" 2MB87 50 2 2ME89 1 yy" 5EEH8 25 
hi 2" 6VKE5 10 254" 2MB88 5 24" 2ME91 1 %" 5EEH9 25 
‘i 3 6VKE6 10 2 2MB89 5 2 2ME93 1 vA ya 5EEJO 25 
Alloy Steel, Plain Finish 3Y" 2MB90 5 1 3%" 2ME94 1 7 5EEJ1 25 
Ye" 2MA84_ _—: 100 Y" 2MB91 50 4" 2ME95 1 ib 5EEJ2 20 
6. 2MA85 ~_—100 %e" 2MB92 50 4y," 2ME96 1 1%" 5EEJ3 20 
VY," 2MA86_—s100 yf" 2MB93 50 a 2ME97 1 1%" 5EEJ4 25 
Je" 2MA88 _—s100 1" 2MB95 50 Hardened Steel, Plain Finish Foo! Va 5EEJ8 25 
Ver y," 2MA90__—100 14" 2MB96 50 M12 100mm 1UB14 5 iN 5EEJ9 25 
3/4" 2MA93_—s: 100 1y," 2MB97 50 36mm 1UB15 5 % 5EEK1 25 
1" 2MA95_~—: 100 Ae 1%" 2MB98 25 M16 45mm 1UB17 5 Veg! ab SEEKS z 
14%" 2MA96 5 Zz 2MB99 25 70mm 1UB20 5 V4" 5EEK5 
1¥," 2MA97 5 24" 2ME10 25 6mm 1TY51 100 1¥," 5EEK6 25 
6 2MB11_ ~—- 100 22" 2ME11 25 M2 10mm 1TY55 100 5/4" 5EEK7 25 
3p" 2MBi2 ~— 100 254" 2ME12 25 12mm 1TY57 100 VA! ik 5EEK9 20 
Ae 2MB13 ~— 100 a 2ME13 25 6mm 1TY73 100 1," 5EEL1 25 
y," 2MB14_ _—‘100 4" 2ME15 5 8mm 1TY75 100 2" 5EEL3 25 
V0" se" 2MB16~ ~—: 100 Y" 2ME16 50 10mm 1TY77 100 Ae 1%" 5EEL5 25 
3/4" 2MB17_~—100 5/4" 2ME18 50 12mm 1TY79 100 1%" 5EENO 25 
1" 2MB1i9 _—100 7 2ME19 50 M3 16mm 1TY81 100 3! 1," 5EEN1 20 
1%" 2MB20 5 1 2ME20 25 18mm 1TY83 100 2° 5EEN3 25 
2" 2MB22 5 14" 2ME21 25 20mm 1TY84 100 214" 5EENS 25 
6. 2MB23_ ~—s 100 1y," 2ME22 25 22mm 1TY86 50 
V4" 2MB24_ _—: 100 37g" 1%" 2ME23 25 24mm 1TY88 100 
“6 2MB25 _—s100 2" 2ME24 25 8mm 1TY96 100 
Je" 2MB26 ~—:100 24" 2ME25 25 10mm 1TY98 100 
y," 2MB28 ~_—100 2V2" 2ME26 25 12mm 1UA10 100 
Se" 2MB30 ~—m100 a 2ME27 10 14mm 1UA12 100 
fq" 2MB31 ~—100 ave 2ME28 5 16mm 1UA14 = 100 
vA Vi 2MB32_ _—*100 4" 2ME29 5 18mm 1UA16 —-:100 
ile 2MB33 _ ~—s 100 iy 2ME30 10 M4 20mm 1UA18 100 
1%" 2MB34_ ~—s: 100 1Y%4" 2ME31 10 22mm 1UA20 50 
14%" 2MB35_ ~—s 100 1¥," 2ME32 10 24mm 1UA22 50 
1¥," 2MB36 ~—: 100 Ae yy 2ME33 10 28mm 1UA24 50 
1%" 2MB37 50 2V2" 2ME34 10 30mm 1UA26 50 
2" 2MB38 50 a 2ME35 10 32mm 1UA28 50 
22" 2MB40 5 4" 2ME36 10 40mm 1UA30 50 
a 2MB42 5 Y" 2ME37 5 10mm 1UA32 50 
y," 2MB45 25 y/4" 2ME38 10 M5 12mm 1UA34 50 
%e" 2MB46 25 7 2ME39 10 14mm 1UA36 50 
3/4" 2MB47 25 iy 2ME40 10 16mm 1UA38 50 
5/ap! fe 2MB48 25 144" 2ME41 10 M6 22mm 1UA57 50 
Vv 2MB49 10 1y," 2ME42 10 Press Fit 
14%" 2MB50 10 19/4" 2ME43 3) 416 Stainless Steel 
1¥," 2MB51 10 yf" 2" 2ME44 10 Mio 30mm 5EDK4 10 
2" 2MB53 10 24" 2ME45 10 40mm 5EDK5 10 
Wi 
29" —2MEa7 10 M2 —§mm—— BEDE 10 
cy 2ME48 10 M2.5 10mm 5EDF4 10 
3Y" 2ME49 10 8mm 5EDG1 10 
4" 2ME50 5 10mm 5EDG2 10 
5 2ME52__5 ee 20mm 5SEDG6 10 


24mm 5EDG7 10 
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Slotted Spring Pins 


Note: 420 stainless steel and zinc-plated carbon steel pins are also 
available; on Grainger.com®, search for “slotted spring pins.” 














Nominal Actual Dia. Wall Overall Item —— Pkg. Overall Item —— Pkg. Overall Item — Pkg. Overall Item — Pkg. 
Dia. Min. to Max. Thickness Length No. Qty. Length No. Qty. Length No. Qty. Length No. Qty. 
Standard Ye" Dia. 1090 Shear Strength (Lbs.) Yq" Dia. 4100 Shear Strength (Lbs.) M3 Dia. 1421 Shear Strength (Lbs.) M2.5 Dia. 985 Shear Strength (Lbs.) 
Ye" 0.066 to 0.069" 0.012" YA 5BU98 100 VY," 5BY59 =50 10mm 5DB98 = 25 20mm 5DU42 200 
%4" 0.083 to 0.086" 0.018" Ae 5BU99 _—-100 7s" SBY60 50 14mm 5DE10 = 25 30mm 5DU44 = 100 
¥%3" 0.099 to 0.103" 0.022" 37g" SBY10 ~=100 5/4" oBY61 50 16mm SDE12 = 25 M2 Dia. 634 Shear Strength (Lbs.) 
i" 0.131 t0 0.135" 0.028" 6" 5BY11 100 7 5BY62 50 20mm 5DE16 10 6mm 5DU22 200 
%0" 0.162to0.167" 0.032" Yn" 5BY12 100 ile 5BY63 50 30mm 5DE24_ ~==10 10mm 5DU26 200 
%e"  0.194to 0.199" 0.040" Ve" SBY13 100 1%" SBY64 _50 40mm 5DE26 10 12mm 5DU28 = 200 
70" (0.226 to 0.232" 0.048" ¥" 5BY14 = 100 144" 5BY65 50 M4 Dia. 2527 Shear Strength (Lbs.) 18mm 5DU34 200 
Ys" ~—«0.258 to 0.264" 0.048" 5a" SBY16 ~—-100 19" SBY66 —50 20mm SDE38 —:10 20mm SDU36 ~=—200 
Ae" 0.321 to 0.330" 0.062" Ze SBY17 ~=—100 ie SBY67 ~—50 26mm 5DE42 ~=10 24mm 5DU38 200 
3h" 0.385 to 0.395" 0.077’ 1" 5BY18 100 13/4" 5BY69 = 25 30mm 5DE44 10 30mm 5DU40 = 200 
7s’ 0.448 to 0.459" 0.077’ TY" 5SBY19 ~=100 Z SBY70) = 25 45mm 5DE48 10 M3 Dia. 1421 Shear Strength (Lbs.) 
%"  0.513t00.524" 0.094" 14%" SBY20 = 100 24" oBY71 20 90mm SDE50 = 10 8mm 5DU46 =. 200 
%  0.640to 0.653" 0.118" 15%" 5BY21 100 2," 5BY72 = =25 M5 Dia. 3943 Shear Strength (Lbs.) 10mm 5DU48 = 200 
Metric 1%" 5BY22 100 3" 5BY73 _—-10 16mm 5DE54_ —:10 12mm 5DU49 = 200 
M1.5 1.70to1.80mm 0.30mm 13/4" 5BY23 100 3Y," 5BY74_ ~—: 10 20mm 5DE56 = 10 14mm 5DU51 200 
M2 2.30to2.40mm 0.40mm 2" 5BY24 100 16" Dia. 6300 Shear Strength (Lbs.) 26mm 5DE60 ~=10 16mm 5DU53 = 200 
M2.5 2.80to2.90mm 0.50mm ¥42" Dia. 1600 Shear Strength (Lbs.) fa" 5BY75 = =25 30mm 5DE62 10 18mm 5DU55 = 200 
M3 3.30to3.50mm 0.60mm Vy" 5BY25 100 il 5BY76 =. 25 40mm 5DE64 ~=10 20mm 5DU57 ~=200 
M4 440to04.60mm 0.80mm ¥" 5BY26 100 14," 5BY77 = 25 50mm 5DE66 10 24mm 5DU59 100 
M5 5.40to5.60mm 1.00mm 4" 5BY27 100 1 ¥," 5BY78 25 M6 Dia. 5854 Shear Strength (Lhs.) 26mm 5DU61 100 
M6 6.40to6.70mm 1.20mm 1" 5BY29 100 13/4" 5BY79 =. 25 20mm 5DE72 10 30mm 5DU63 = 100 
M8 8.50to8.80mm 1.50mm 1%" SBY30 ~=—100 2 SBY80 ~—:10 30mm 5SDE78 _—10 40mm 5DU65 _—-100 
10.50 to 1%" 5BY31 100 2V," 5BY82 ~=10 40mm 5DE80 = 10 M4 Dia. 2527 Shear Strength (Lbs.) 
M10 40.80mm —_2-02mm 17 5BY32 100 3 5BY83 10 45mm 5DE82 10 10mm 5DU67 100 
M44 12.50 to Deen 13/4" 5BY33 50 3Y," 5BY84_ ~—= 10 50mm 5DE84 5 12mm 5DU70 ~~ ~=100 
12.80mm 2" 5BY34 50 4" 5BY85 ~=10 60mm 5DE86 =: 10 16mm 5DU74_ ~=— 100 
Overall Item = Pkg. aye 5BY35 50 ¥e" Dia. 9500 Shear Strength (Lbs.) M8 Dia. 9613 Shear Strength (Lbs.) 20mm SDU77 ~—: 100 
Length No. Qty. ¥16" Dia. 2425 Shear Strength (Lbs.) 3/4" 5BY86 = 10 22mm 5DE88 ~=10 24mm 5DU79 ~==100 
302 Stainless Steel ¥e" 5BY36 100 i 5BY87 ~=— 10 30mm 5DE90 ~=10 26mm 5DU81 100 
A" Dia. 250 Shear Strength (Lbs.) i" 5BY37 100 1%" 5BY88 _—10 40mm 5DE92 5 30mm 5DU83 100 
Yq 5BU67 —_—100 fe" 5BY38 100 14," 5BY89 ~=10 60mm 5DE96 1 32mm 5DU86 = 100 
Ae 5BU68 ——100 Ja 5BY40 100 13/4" 5BY90 ~=10 Carbon Steel 40mm 5DU88 100 
ye" 5BU69 100 7, 5BY41 100 2: 5BY91 10 Ye" Dia. 430 Shear Strength (Lbs.) 50mm 5DU92 ~=100 
Ae 5BU70 _—_—‘100 ik 5BY42 100 24" 5BY92 = 10 7g" 5CU76 500 M5 Dia. 3943 Shear Strength (Lbs.) 
Yn" 5BU71 ~—-100 14%" 5BY43 = 50 2 V2" 5BY93 = 10 Y" 5CU80 500 16mm 5DU96 ~=—100 
75" 5BU72 ‘100 196" 5BY44 ~=—50 24" 5BY94 = 10 5/4 5CU84 500 20mm 5DU98 100 
Yq" 5BU73_ —_—-100 1%" SBY45 —50 a 5BY95 = 10 ili 5CU88 500 24mm 5DVi2 100 
7 5BU74_ —100 13/4" 5BY46 —50 oe 5BY96 5 Ye" Dia. 1875 Shear Strength (Lbs.) 26mm 5DV14 ~—-100 
1" 5BU75 _—-100 2" 5BY47 ~—50 4" 5BY97 5 Yq 5CY39 500 30mm 5DV16 100 
¥6a" Dia. 460 Shear Strength (Lbs.) 2Y4" 5BY48 ~=—50 6" Dia. 11,500 Shear %6" Dia. 4150 Shear Strength (Lbs.) 40mm 5DV18 100 
Ae 5BU77 ~—- 100 2." 5BY49 ~=50 Strength (Lbs.) ¥e" 5CY97 ~=—500 50mm 5DV20 100 
V4" 5SBU80 _—‘100 2" Dia. 3400 Shear Strength (Lbs.) a 5BY98 5 %6' Dia. 10,800 Shear M6 Dia. 5854 Shear Strength (Lhs.) 
¥e" 5BU81 100 Y," 5BY50 50 3 5CA10 5 Strength (Lbs.) 12mm 5DV22 100 
ya" 5BU82 100 Ja 5BY52 50 ¥2" Dia. 15,800 Shear 1¥," 5DA94 = 100 16mm 5DV26 100 
1" 5BU83 ‘100 1" 5BY53 = 50 Strength (Lbs.) ¥e" Dia. 27,100 Shear 20mm 5DV28 100 
1¥;" 5BU84 —100 14%" SBY54 —_—50 1 5CA14 5 Strength (Lbs.) 24mm 5DV30 100 
¥42" Dia. 670 Shear Strength (Lbs.) 1%" SBY55 —_—50 2" 5CA16 5 ci 5DB60 1 26mm 5DV32 100 
V4" 5BU85 ~—100 15/4 SBY56 = 25 3 5CA18 5 M10 Dia. 15,773 Shear 30mm 5DV34 100 
3g" 5BU87 100 2" 5BY57 =. 25 4" 5CA20 5 Strength (Lbs.) 40mm 5DV36 100 
As’ 5BU88 _—100 24." 5BY58 = 25 M10 Dia. 15,773 Shear 24mm 5DV58 = 25 45mm 5DV38 50 
Yn" 5BU89 100 Strength (Lbs.) 30mm 5DV60 25 50mm 5DV40 50 
Ve" 5BU90 ~=—100 30mm 5DE98 5 40mm SDV62 = 25 60mm 5DV42 = =25 
¥e" 5BU91 = 100 40mm 5DU10 5 50mm SDV64 = 25 M8 Dia. 9613 Shear Strength (Lbs.) 
5/4" 5BU92 ~=100 60mm 5DU14 1 60mm SDV66 = 25 22mm 5DV44 ~—50 
7 5BU93 100 M2.5 Dia. 985 Shear Strength (Lbs.) 80mm 5DV68 10 26mm 5DV46 50 
ih 5BU94 = 100 10mm 5DB90- = =25 M12 Dia. 23,403 Shear 30mm 5SDV48 —50 
1%" 5BU95 ~—100 20mm 5DB92 = 25 Strength (Lbs.) 40mm 5DV50 50 
14%" 5BU96 =: 100 30mm 5DB94 =. 25 30mm 5DV70 = 10 50mm 5DV52 50 
1%" 5BU97 ~=— 100 M2 Dia. 634 Shear Strength (Lbs.) 40mm 5DV72 ~=s:10 60mm 5DV56 25 
12mm 5DB76 = =—25 50mm 5DV74_ ~—s:10 
30mm SDB88 = 25 60mm 5DV76 ~=10 
Item Pkg. Item Pkg. 
Length Fits Hole Dia. _ Actual Dia. No. Qty. Length  FitsHole Dia. Actual Dia. No. Qty. 
Standard Duty Ya" Dia. 5500 Shear Strength (Lbs.) 
Ye" Dia. 330 Shear Strength (Lbs.) 2 ¥," 0.247-0.256"  0.260-0.271" 5EB69 50 
bas 0.061-0.065" —0.067-0.072" 5EA62 ~=100 3Y," 0.247-0.256" —0.260-0.271" 5EB73 50 
5/4" 0.061-0.065" ~~ 0.067-0.072" 5EA66 =: 100 %16" Dia. 8700 Shear Strength (Lbs.) 
1" 0.061-0.065" ~~ 0.067-0.072" 5EA68 = 100 4" 0.308-0.319" —0.324-0.337" 5EB88 10 
¥6a" Dia. 550 Shear Strength (Lbs.) ¥e" Dia. 12,600 Shear Strength (Lbs.) 
} 0.077-0.081" 0.083-0.088" 5EA80 = 100 1" 0.370-0.383" 0.388-0.403" 5EB90 10 
: 342" Dia. 775 Shear Strength (Lbs.) Heavy Duty 
— ————— Ya" 0.093-0.097" —0.099-0.105" 5EA82 = 100 ¥42" Dia. 1150 Shear Strength (Lbs.) 
1%" 0.093-0.097" 0.099-0.105" 5EA94 =: 100 YA" 0.093-0.097" 0.098-0.103" 5EE12 100 
Ye" Dia. 1400 Shear Strength (Lbs.) 1%" 0.093-0.097" —0.098-0.103" 5EE23 100 
YA" 0.124-0.129" 0.131-0.138" 5EA96 ~= 100 Ye" Dia. 2000 Shear Strength (Lbs.) 
Carbon Steel 1%" 0.124-0.129" 0.131-0.138" 5EB22 ~=100 As’ 0.124-0.129" 0.130-0.136" 5EE27 ~=100 
= = = 2" 0.124-0.129" —0.131-0.138" 5EB24 ~—100 1%" 0.124-0.129" 0.130-0.136" 5EE41 50 
Coiled Spring Pins 36" Dia. 3150 Shear Strength (Lbs.) 2 0.124-0.129" 0.130-0.136" 5EE43 50 
a VY," 0.185-0.192" —0.196-0.205" 5EB40 ~=—: 100 ¥%16" Dia. 4500 Shear Strength (Lbs.) 
Reusable pins absorb and distribute shock- 2%" 0.185-0.192" _0.196-0.205"  5EB50 50 2%" 0.185-0.192" _0.194-0.202"  5EES4 25 
and-vibration throughout the pin cross-section. 742" Dia. 3800 Shear Strength (Lbs.) Ya" Dia. 7800 Shear Strength (Lbs.) 
Meet ASME standard ya" 0.217-0.224" —0.228-0.238" 5EBD51 50 1 ¥" 0.247-0.256" 0.258-0.268" 5EE58 25 
; 1" 0.217-0.224" = 0.228-0.238" 5EBD53 50 6" Dia. 12,000 Shear Strength (Lbs.) 
Note: 420 stainless steel are also available; on 1¥," 0.217-0.224" = 0.228-0.238" 5EB55 50 1" 0.308-0.319"  0.322-0.334" 5EE68 5 
Grainger.com®, search for “coiled spring pins.” 2 0.217-0.224" _0.228-0.238" _ SEBS7__50 
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O GRAINGER.COM Retaining Ring 
ben * el 
] = gn Le 
; GRAINGER 
:rwBee Leitzke APPROVED “=a £ sl000CO eLD23 
Retaining Ring Assortments ~~ =sv2— —__xtora intemal RS 
g g Retaining Ring Retaining Ring Retaining Ring &49aannhy 
No. of No. of ———_ Item 
Sizes Pieces Includes Brand No. 
E-Style Retaining Ring Assortment 
9 30 eo) Each: E-25x1/4", E-3/x3/8", (40) Each: E-18x3/16", E-50x1/2", (30) Each: E-6x1/16", E-12x1/8", (20) Each: E-62x5/8", E-/5x3/4", E-87x//8", and Plastic Container Itw Bee Leitzke 4F414 
12-240 roove Diameter (20) Each: 2.3mm, 3.2mm, 4mm, 5mm, 6mm, 7mm, 6mm, 9mm, 10mm, 12mm, 15mm, 19mm GA 4KGD4 
12 955 (25) Each: E-12x1/8", E-15x8/32", E-18x3/16", SE-21x7/32", E-25x1/4", SE-31x9/16", E-37x3/8", E-43x7/16", GA 6LD26 
E-50x1/2", (10) Each: E-62x5/8", E-75x3/4", E-87x7/8", and Plastic Container 


External Retaining Ring Assortment 


12 48 (30) Each: SH- ee SH-50x1/2", (20) Each: SH-25x1/4", SH-31x5/16", SH-43x7/16", SH-56x9/16", SH-62x5/8", SH-75x3/4", ltw Bee Leitzke 4F412 
te) Each: SH-87x7/8", (10) Each: SH-81x13/1 6", SH-100x1", (3) Each: SH-125x1-1/4", and Plastic Container 

12 240 (25) Each: SH-25x1/4", H-31x5/16", SH-37x3/8", SH-43x7//16", SH-50x1/2", SH-56x9/16", SH-62x5/8", SH- GA 6LD35 
75x3/4", (10) Each: SH-81x13/16", SH-87x7/8", SH-100x1", SH-125x1-1/4", and Plastic Container 

12 240 _ Shaft Diameter (20) Each: 8mm, 9mm, 10mm,12mm, 14mm,15mm, 16mm, 18mm, 19mm, 20mm, 22mm, 24mm GA 4KGD2 
7 Each: SH-25x1/4", SH-31x5/16", SH-37x3/8", SH-43x7//16", SH-50x1/2", SH-56x9/16", SH-62x5/8", SH-/75x3/4", (10) Each: SH- 

21 213 1x13/16", SH-87x7/8", SH-100x1", SH-125x1-1/4" and (5) Each: SH-131x1-5/16", SH-137x1-3/8", SH-150x1-1/2", SH-162x1-5/8", GA 6LD37 


SH-175x1-3/4", (2) Each: SH-200x2", SH-225x2-1/4", SH-250x2-1/2", SH-262x2-5/8", and Plastic Container 
External and E-Style Retaining Ring Assortment 
E-Rings (30) Each: E-12x1/8", E-18x3/16", E-25x1/4", E-31x5/16", E-37x3/8", E-62x5/8", (25) Each: E-43x7/16", E-50x1/2", SE-74x3/4", (20) Each: E-87x7/8", 
23 540 ~ External Rings (30) Each: SH-37x3/8", SH-50x1/2", (25) Each: SH-31x5/16", SH-62x5/8", SH-75x3/4", SH-98x63/64", (20) Each: SH-43x7/16", SH-93x15/16", Itw Bee Leitzke 5A203 
SH-100x1", (15) Each: SH-112x1-1/8", (10) Each: SH-125x1-1/4", SH-137x1-3/8", SH-150x1-1/2", Plastic Container, and Retaining Ring Pliers 
Internal Retaining Ring Assortment 


12 180 a) Each: HO-25x1/4", HO-37x3/8", HO-50x1/2", HO-62x95/8", HO-75x3/4", (10) Each: HO-87x7/8", HO-100x1", HO- GA 6LD28 
12x1-1/8", HO-125x1-1/4", (5) Each: HO-150x1-1/2", HO-162x1-5/8", HO-175x1-3/4" and Plastic Container 

12 948 (30) Each: HO-37x3/8", HO-50x1/2", (20) Each: HO-25x1/4", HO-31x5/16", HO-43x7/16", HO-56x9/16", HO-62x5/8", HO-75x3/4", ltw Bee Leitzke 4F413 
(15) Each: HO-87x7/8", (10) Each: HO-81x13/16", HO-100x1", (3) Each: HO-125x1-1/4", and Plastic Container 

12 240 _ Bore Diameter (20) Each: 8mm, 9mm, 10mm, 12mm, 14mm ‘15mm, 16mm, 18mm, 19mm, 20mm, 22mm, 24m GA 4KGD3 
(25) Each: HO-25x1/4", HO- 37x3/8", HO-50x1/2", HO-56x9/16", HO-62x5/8", (20) Each: HO-75x3/4", HO-77x0. TTT" HO-81x13/16", HO-87x//8", HO- 

23 395 90x0.901", HO-93x15/16", HO-102x1.023", (15) Each: HO-100x1", HO-112x1-1/8", HO-118x1-3/16", HO-125x1-1/4", (10) Each: HO-106x1-1/16", Itw Bee Leitzke 5A204 


HO-131x1: -5/16", HO- 137x1 -3/8", HO- 143x1 -7/16", HO-150x1- ie HO-156x1 -9/16" HO-162x1- 5/8", Plastic Case, and Retaining Ring Pliers 
(25) Each: HO- 37x3/8", HO- 43x7/16", HO-50x1/2", ‘HO- 62x5/8", HO- 68x11/16", HO- 75x3/4", (10) Each: HO- 81x13/16", HO-87x//8", HO-100x1", HO- 
25 243 106x1-1/16", HO- 112x1- 1/8", HO- 125x1- 1/4", (5) Each: HO-137x1 -3/8", HO- 150x1- 12’, (3) Each: HO-162x1-5/8", HO-175x1 -3/4", 'HO-187x1 27/8", HO-200x2", GA 6LD30 
(2) Each: HO-225x2-1/4", HO-237x2-3/8", HO-250x2-1/2" HO-262x2-5/8", (1) Each: HO-275x2- 3/4", HO-287x2- 7/8" HO-300x3", and Plastic Container 
Internal, External, and E-Style Retaining Ring Assortment 
E-Rings (25) Each: DE-3.2x3.2mm, DE-4x4mm, DE-5xomm, DE-6x6mm, DE-7x/mm, DE-8x8mm, DE-10x10mm, DE-12x12mm, Internal Rings (25) Each: 
24 480 DHO-8x8mm, DHO-10x10mm, DHO-12x12mm, DHO-14x14mm, (10) Each: DHO-16x16mm, DHO-18x18mm, DHO-20x20mm, DHO-24x24mm, External Rings GA 6LD33 
(25) Each: DSH-8x8mm, DSH-10x10mm, DSH-12x12mm, DSH-14x14mm, (10) Each: DSH-16x16mm, DSH-18x18mm, DSH-20x20mm, DSH-24x24mm 
Internal and External Retaining Ring Assortment 
Internal Rings (15) Each: HO-37x3/8", HO-43x7/16", HO-50x1/2", (10) Each: HO-56x9/16", HO-62x5/8", HO-/5x3/4", (9) Each: HO-87x7//8", HO-93x15/16", 
20 221 = (8) Each: HO-100x1", HO-102x1.023", External Rings (20) Each: SH- 25x1/4", SH- 31x5/16", (15) Each: SH- 37x3/8", SH- 43x7/16", (10) Each: SH- 50x1/2", ltw Bee Leitzke 4F420 
(8) Each: SH- 62x5/8', SH- 68x11/16", (6) Each: SH-75x3/4", (5) Each: SH- 78x25/32", SH-87x7/8', Plastic Container, and Retaining Ring Pliers 
Internal Rings (25) Each: HO-37x3/8", HO-43x7/16", HO-50x1/2", HO-56x9/16", HO-62x5/8", HO-75x3/4", (10) Each: HO-87x7/8", 
20. 410 HO-100x1", HO-112x1-1/8", HO-125x1-1/4", External Rings (25) Each: SH-25x1/4", SH-31x5/16", SH-37x3/8", SH-43x7/16', SH- GA 6LD32 
90x1/2", SH-62x5/8", SH-68x11/16", SH-75x3/4", (10) Each: SH-87x7/8", SH-100x1", and Plastic Container 


E-Style External Retaining Rings 


Provide a large shoulder on small-diameter shafts. Snap directly into deep grooves from the whee ae tise as reralng tines 7 
side of the shaft to ensure extra thrust capacity. Inch-system rings meet ASME standard; Geert ane! pete ere 
metric-system rings meet DIN standard. 





BLACK BLACK 
For Fits Fits PHOSPHATE STEEL) STAINLESS STEEL For Fits Fits PHOSPHATE STEEL) STAINLESS STEEL 
Shaft Groove Groove Item Pkg. Item Pkg. Shaft Groove Groove Item Pkg. Item Pkg. 
Dia. __Dia. Width Free!.D. Free 0.D. Thickness No. Qty. No. Qty. Dia. __ Dia. Width Free!.D. Free 0.D. Thickness No. Qty. No. Qty. 
E Style Retaining Ring 4mm _ 3.20mm_ 0.64mm 6.9mm 0.6mm 5DV15 100 5DA34 10 


Ye 0.052" 0.012" 0.051" 0.140" 0.010" oDY81 100 9DE39 _—s100 omm_ 4.00mm_0.74mm 
332" 0.074" 0.020" 0.073" 0.187" 0.015" = oDE41 100 6mm _5.00mm_0./4mm 
Ha" 0.079" 0.020" 0.076" 0.3875" 0.015" — JDE43 20 7mm _6.00mm_0.74mm 
Yer 0.095" 0.020" 0.094" 0.230" 0.01" 6LC51 9DE49 _—si100 8mm_/.00mm_0.94mm 
Ya 0.102" 0.020" 0.100" 0.203" 0.015" 9DE47 _—'100 9mm _8.00mm_1.05mm 
%2' 0.116" 0.029" 0.114" 0.282" 0.025" JDE49 20 10mm_9.00mm_1.15mm 
Yq 0.127" 0.029" 0.125" 0.312" 0.025" ODES 20 Timm 10.00mm_1.25mm 
Ye 0.147" 0.029" 0.145" 0.835" 0.025" JDES3 20 13mm _12.00mm_1.35mm 
Re" 0.188" 0.029" 0.185" 0.487" 0.025" JDES9 90 16mm _15.00mm_1.55mm 
YM 0.210 0.029 0.207 0.2/0.025" JDES/ 20 20mm 19.00mm_ 1.8mm 
Ye 0.250" 0.029" 0.243" 0.500" 0.025" DDES9 20 20mm 24.00mm_ 2.05mm 
% 0.303" 0.039" 0.300" 0.660" 0.035" JDE61 10 32mm 30.00mm_ 2.59mm 
”Ae 0.343" 0.089" 0.337" 0.687" 0.085" oDE63 10 Bowed E Style Retaining Ring 

Ye 0.095" 0.022" 0.094 


8.85mm 0./mm 5DV17 100 5DA36 10 
10.85mm_ 0./mm 5DV19 100 5DA38 10 
11.8mm 0./mm 5DV21 100 5DA40 10 
13.8mm 0.9mm 5DV23 100 5DA42 10 
15.75mm 1mm 5DV25 100 5DA44 10 
5DA46 10 
19.7mm 1.2mm 5DV29 100 5DA48 3 
22./mm 1.3mm 5DV31 100 5DA50 5 
28./mm 1.5mm 5DV33 50 5DA52 1 
36.5mm 1./5mm) 5SDV35 25 5DA53 1 
43.5mm 2mm 5DV37 10 5DA55 1 
51.3mm 2.5mm 5DV39 10 5DA5/ 1 
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Yo" 0.396" 0.046" 0.392" 0.800" 0.042" 5DE65 10 0.230 0.010" 5CU11 100 — — 

¥% 0.485° 0.046° 0.480" 0.940" 0.042" 5DE6/ 10 He 0.147" 0.030" 0.145" 0.395 0.015" 5CU13 100 — — 

% 0.625" 0.056° 0.616' 1.000" 0.050" 5DY91 5DE69 10 Ys" 0.210" = 0.047" 0.207" 0.52/ 0.025" 5CU15 100 — — 

% 0.675" = 0.056" ~—0.668" 1.300" 0.050" — 5DE/1 1 ¥" 0.303" 0.060" 0.300" 0.660" 0.035" 5CU17 100 — — 

1" 0.835" 0.056° 0.822" 1.500" 0.050" — 5DE73 1 Y" 0.396" 0.073" = 0.892" 0.800" 0.042" 5CU19 100 — — 
1%6 ~=1.079" 0.068" 1.066" 1.626 0.062" — 5DE/5 1 %" 0.485" ~=0.077" ——(0.480" 0.940" 0.042" 5CU21 100 — — 
1%" =1.230" 0.068" = 1.213" 1.875 ~—(0.062" — 5DE// 1 Ys" 0.580" = 0.085" (0.5 74" 1.120° 0.050" 5CU23 25 — — 
3mm 2.30mm 0.64mm — 5.9mm 0.6mm 5DV13 100 5DA32 10 


E-Style Retaining Ring Applicators 
Easily and quickly install standard radial retaining rings on a shaft. 


Blade _—‘ Blade Tip Item Blade _—‘ Blade Tip Item 
Ring Size Width Length Length For Use With E-Style Rings No. Ring Size Width Length Length For Use With E-Style Rings No. 
0.062" 0.265' 1.438" —_—0.375' 9DY81, 5DE39 and 5CB85 4VCY8 U.9000" 1.125) — 2.390" _.0./65" 6LC63, 5DE65 and 5CE21 4VDA3 
0.094" 0.500" 1.488" 0.375" o9DY83, 5DE41 and 5CB8/ 4VCY9 0.670 1.120 2.390 _-0./bo 6LC65, 5DE67 and 5CE23 4VDA4 
0.110" 0.500" 1.438" 0.375" oDY85, 5DE43 and 5CB89 4VCZ1 0.750" 1.562" = 2.625' —_—0.969" oDY91, 5DE69 and 5CE25 4VDA5 


0.125" 0.500" 1.438" 0.375" 6LC51, SDE45 and 5CB91 AVCZ2 2.3MM 0.900" 1.438" 0.375" oDV13 and 5DA32 AVCX8 
0.140" 0.500" 1.438" 0.375" oDY8/, SDE4/ and 5CB93 AVCZ3 3.2MM 0.900" 1.438" 0.375" oDV15 and SDA34 AVCX9 
0.196" 0.500" 1.438" 0.379" 6LC53, S5DE49 and 5CB95 AVCZ4 4MM__0.900" 1.438" 0.375" oDV17/ and 5DA36 AVCY1 
0.1/2 0.000 1.438 0.3/0 oDY89, 5DE51 and 5CB9/ AVCZ5 OMM 0.812" 2.218" 0.593" oODV19 and SDA38 AVCY2 
0.188" 0.500" 1.438" 0.375" 6LC55, S5DES53 and 5CB99 AVCZ6 6MM 0.812" 2.218" 0.593" oDV21 and 5DA40 AVCY3 
0.219 0812 2.218 0.593" dEE98, 5DE55 and 5CE11 AVCZ7 7MM__0.812" 2.218" 0.593" oDV23 and SDA42 AVCY4 
Q.200 0812 2218 0.593 6LC5/, 5DES/ and 5CE13 AVCZ8 8MM_ 0.812" 2.218" 0.593" oDV25 and 5DA44 AVCY5 
G.di7 0.017 __ 2.218 _ 0.093 dEE9Y, SDESY and 5CE15 4VCZ9 9MM Li2o__ 2.39U 0.765. oDV27 and SDA46 AVCY6 
0.375' 0.812" 2.218" 0.593" 6LC59, 5DE61 and 5CE1/ AVDA1 1OMM 1.125" 2.390" 0.765" oDV29 and 5DA48 AVCY7 


0.437" 0.812" 2.218" 0.593" 6LC61, 5DE63 and 5CE19 AVDA2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








FASTENERS Scan. Order. Done. 





Retaining Ring Details on page A1. 
For Fits Fits For Fits Fits 
Bore Groove Groove Item Pkg. Shaft Groove Groove Item Pkg. 
Dia. Dia. Width Free Q.D. Thickness No. Qty. Dia. Dia. Width Free!.D. Thickness No. Qty. 
Internal Metric External Metric 
Carbon Steel Carbon Steel 


9mm 940mm 09mm 98mm 0.80mm 5DU62 100 4mm 380mm 05mm 3./mm  0.4mm_ 5DE81 100 
10mm 10.40mm 1.4mm 10.8mm Imm 5DU64 100 5mm 480mm 0./mm 4./mm  0.6mm_ 5DE83 100 
12mm 12.50mm 1.1mm 13.00mm imm_ 5DU68 100 6mm 5./0mm 0.8mm 56mm 0./mm_ 5DE85 100 
14mm 14.60mm 1.1mm 15.1mm Imm  5DU69 100 8mm /.60mm 0.9mm 74mm 0.8mm _ 5DE89 100 
16mm 16.80mm 1.4mm 17.3mm Imm  5DU/1 100 9mm 860mm 1.1mm 84mm Imm  5DE91 100 
18mm 19.00mm 1.1mm 19.5mm Imm  5DU73 50 10mm 960mm 1.1mm 9.3mm Imm  5DE93 100 
20mm 21.00mm 1.4mm = 21.5mm imm 5DU/6 50 12mm 11.50mm_ 1.1mm 1imm Imm  5DE95 100 
22mm 23.00mm 1.4mm  23.5mm imm 5DU78 50 13mm 12.40mm 1.1mm 11.9mm Imm  5DE97 100 
24mm 25.20mm 1.3mm 25.9mm 1.20mm 5DU80 50 14mm 13.40mm 1.1mm 12.9mm imm  5DE99 100 
26mm 29.40mm 1.3mm 30.1mm_ 1.20mm S5DU82 50 15mm 1430mm 1.1mm 13.8mm Imm  5DU11 100 
32mm 33./0mm 1.3mm 344mm 1.20mm 5DU85 25 16mm 15.20mm 1.1mm = 14./mm Imm  5DU13 100 
34mm 35./0mm 1.6mm 36.5mm 1.50mm 5DU87 1 1/mm 16.20mm 1.1mm 15./mm Imm 5DU15 
40mm 42.50mm 1.85mm 435mm 1./5mm 5DU93 1 18mm 17.00mm 1.3mm 16.5mm 1.2mm = 5DU17 
— 50mm 53.00mm 2.15mm 542mm 2mm 5DU95 1 19mm 18.00mm 1.3mm 17.5mm 1.2mm _ 5DU19 
60mm 63.00mm 2.15mm 64.2mm 2mm  5DU97 20mm 19.00mm 1.3mm 185mm 1.2mm_ 5DU21 
1 











External 
Retaining Ring 









70mm 73.00mm 2.65mm 74.5mm 2.50mm 5DU99 24mm 22.90mm 1.3mm 22.2mm 1.2mm 5DU23 
80mm 83.50mm 2.65mm 85.5mm 2.50mm 5DV11 2mm 23.90mm 1.3mm 23.2mm 1.2mm 5DU25 


100 

100 

50 

/ 50 
Heavy-Duty 0 
Stainless Steel 28mm 26.60mm 1.6mm 259mm 1.5mm 5DU27 
10 

10 

10 

a 

5 

a 

5 

1 

1 

1 
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External 
NS 9mm 940mm 0.9mm 98mm 0.80mm 5CY80 30mm 28.60mm 1.6mm 27.9mm 1.5mm 5DU29 
SS 10mm_10.40mm__1.1mm__10.8mm_—simm__9CY82 32mm_30.30mm__1.6mm___29.6mm_1.5mm_5DU31 
“™~S Ve 12mm_12.50mm__1.imm_13.00mm__imm__5CY86 gsomm_ 33.00mm__1.6mm__32.2mm__1.o5mm__SDU35 
i 14mm 14.60mm 1.1mm 15.1mm imm  5CY88 40mm 3/7.50mm 1.85mm 36.5mm_ 1./5mm 5DU41 

16mm 16.80mm 1.1mm 17.3mm imm  5CY90 45mm 42.50mm 1.85mm 41.5mm_ 1./5mm 5DU43 


18mm 19.00mm 1.4mm 19.5mm Imm  5CY92 50mm 47.00mm 2.15mm 45.8mm 2mm  5DU45 

Internal and External Zomm_21-00mm 1mm —21-Smm mm —BCY94 S5mm_$2.09mm 15mm _$0.mm 2mm — SDU47 
= = = mm Umm .1mm mm mm mm Umm .1omm mm mm 

Retaining Rings 24mm_25.20mm_ 1.3mm _25.9mm__1.20mm_5CY98 65mm 62.00mm 2.65mm 60.8mm_ 2.5mm __5DU52 


28mm 29.40mm 1.3mm anim que a 

i i i i 32mm 33./0mm 1.3mm Amm 1.20mm 5DA14 

For axial assembly. Holes for pliers make installation ae oT eae ST SO BATE 
and removal easy. Inch-system rings meet ASME 40mm 42.50mm_ 1.85mm 43.5mm_ 1.75mm_ 5DA22 


. ic- j 90mm 53.00mm 2.45mm 54.2mm 2mm __ 5DA24 
standards; metric-system rings meet DIN standards. Ree a EO 


70mm 67.00mm 2.65mm 655mm 2.5mm _ 5DU54 
Yomm /2.00mm 2.65mm /70.5mm 2.5mm 5DU56 
80mm /6.50mm 2.65mm 745mm 2.5mm _ 5DU58 
Stainless Steel 

4mm 3.80mm 0.5mm 3.7mm 0.4mm_ 5CY42 
5mm 480mm 0./mm 4.7mm 0.6mm 5CY44 
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Note: Zinc-plated steel retaining rings are also available; on spun seem spam fom Zoom apg sum 3m on 2. eam ava 

: ® t aa ; ” mm Umm .omm .omm .omm mm .oUmmM mm 4mm mm 
Grainger.com®, search for “retaining rings. — Zig — Simm § 60mm 11mm g 4mm imm ac ys2 
For Fits Fits Shaft Groove Groove Item Pkg. mm y.oumm Timm y.omm mm 

Bore Groove Groove Item Pkg. Dia. Dia. Width Freel.D. Thickness No. Qty. term haan Ltmm vem in aoe : 
Dia. Dia. Width Free 0O.D. Thickness No. Qty. External sn yi mm nam ALM. 

iitarial Stainless Steel mm 13.40mm 1.1mm 12.9mm  imm_ 5CY60 5 
Stainless Steel vi" 0.230" 0.029" 0.225" 0.025" spas9 70. 5mm _14.30mm_f.imm {3.8mm _imm_S¢V62__6 
0.777' 0.825" 0.046" 0.859" 0.042" 5DB69 1 Yo" 0.261" 0.0290" 0.256" 0.025" 5DA61 10 ae 7. 5tn enn eeannl ao SCY66 I 
wh" 0.268" 0.020" 0.280" 0.015" 5DB51 10 Ye 0.290" 0.0290" 0.281" 0.025" 5DA63 10 aan 77S ear rasta wan aces 4 
He 0.330° 0.020' 0.346" 0.015" 5DB53 10 %" 0.352" 0.029" 0.338" 0.025" 5DAG67 10 ern 70th ann ee soe acYTO 
%" 0.397" 0.029" 0.415" 0.025" 5DB55 10 ~e 0.412" 0.029" 0.395" 0.025" 5DA7T 10 sa 90 an ature soe aCYT2 4 
He’ 0.461"  ~0.020" 0.482" 0.025" 5DB57 10 %" 0.468" 0.039" 0.461" 0.035" 5DA73 10 Sqn eR era emu er aeyt 
"0.530" 0.039" 0.548" 0.035" 5DB59 10 Ye 0.530" 0.039 0.521" 0.035" 5DA75 10 San ERATE eta ea Se SCVTE 
%e" 0.596" 0.039" 0.620" 0.035" 5DB61 10 1%" 0.559" 0.039" 0.550" 0.035" 5DA77 10 ‘i a - Ester r- mm <M imi 

a" 0.665" 0.039" 0.694" 0.035" 5DB63 10 a 0.588 0.039 0.579" 0.035" 5DA79 10 eT co era 

THe" 0.732" 0.039" 0.763" _—0.035" 5DB65 5 THe" 0.646" 0.046" 0.635" 0.042". SDA81 10 oo Gy 0056" 0600050" CESS 70 
ji" 0.796" 0.039" 0.831" 0.035" 5DB67 10 yj; 0.704" 0.046" 0.693" 0.042" 5DA83 10 wa Eee OBE TBO BESTT 
THe 0.862" 0.046" 0.901" 0.042" 5DB71 THe 0.762" 0.046" 0.751" 0.042" 5DA85 10 oi OF Ose Reo BCESO 10 
70.931"  0.046' 0.971" 0.042" 5DB73 70.821" 0.046" 0.810" 0.042" 5DA87 i! aites Ase eos eer 

SF 000" 0.046" 4 041" 0.049" 5D B77 A 0.824 0.086" 0.804" 0.078" 5CE41 10 





Me 0.882" 0.046" 0.867" 0.042" — SDA89 

1" 0.940" 0.046" 0.925" 0.042" SDA93 
Ye 0.998" 0.056" 0.982" 0.050" SDA9S 
1%" 1.059" 0.056" 1.047" 0.050" SDA97 
Me 1.118" 0.006" 1.098" 0.050" SDA99 
14" 1.176" 0.006" 1.156" 0.050" 5DB11 
Me 1.232" 0.006" 1.214" 0.050" SDB13 
1%" 1.291" 0.006" 1.272" 0.050" 5DB15 
1/6 1.350" 0.056" 1.833" 0.050" SDB17 
11.406 0.006 1.387) 0.050" SD B19 
%e 1.468 0.068 1.446 0.062 SDB21 
1% 1.929" 0.068" 1.503" 0.062 SDB23 
1% 1.600" 0.068" 1.618" 0.062 SDB27 
1% 1./69 0.068" 1.730 0.062 SD B29 

2 1.886 0.068 1.850 0.062 SDB31 
2% 2.003" 0.086" — 1.964" 0.078" ~— SDB33 
2¥a 2.120 0.086" 2.081" 0.078" ~~ SDB35 
2%8 2.239" 0.086" 2.197 0.078" ~— SD B37 
2/76 2.299" 0.086" 2.250' 0.078" SD B39 
2%2 2.360 0.086" 2.313" 0.078" SDB41 
2% 2.481" 0.086" 2.428" ——s 0.078" 5 DB43 
27s 2.602" 0.108" 2.543" 0.093" SDB45 
2% 2./21 _—*0.103" 2.659" 0.093" 5 DB47 

3 2.838" 0.103" 2.775" —_—~0.093" SD B49 


il 0.938" 0.086" —0.906' 0.078" ~—SCE43 10 
1% 1.059" 0.108" 1.036" 0.093" SCE45 «10 
TY 1.174" 0.108" 1.150" 0.093" SCE47 10 
1% 1.297 0.108" 1.268" 0.093" SCE49 10 
TY 14060 0.720" 1.380" 0.109" = SCEST 5 
%e 1.468" 0.120" 1.487" 0.109" CESS 5 
1¥4' 1.650" 0.720" 1.608" 0.109" SCESS 5 
2 1.880" 0.139" 1.840" 0.125" SCES7 «5 


ily 1.066" 0.046" 1.111" 0.042" SDB79 
Ye 1.130" 0.006" 1.180" 0.050" SDB83 
1%" 1.197" 0.056" 1.249" 0.050" SDB85 
We 1.262) 0.056 1.319 0.050 SDB87 
%e 1.396 0.056 1.456 0.050 = SDB91 
1% 1461 0.006 1.526) 0.050" = SDB93 
Ae 1.028" 0.056 1.596 0.050 SDB95 
TY 1.994" 0.056" 1.660" 0.050" 5 DB97 
1%e 1.608" 0.068 1.734" 0.062 SDB99 
1% 1.725 0.068" 1.804" 0.062) SDET1 
Me 1.792) 0.068" 1.874" 0.062" — SDE13 
1%" 1.858" 0.068" 1.942" 0.062" SDE15 
17% 1.989" 0.068" 2.072" 0.062" ~=SDE17 
2. 2.122" 0.068" 2.210" ~~ 0.062" ~—SDE19 
2% 2.251 0.086 2.350" 0.078" SDEZ21 
2Y4" 2.382" 0.086" ~~ 2.490" 0.078" ~—SDE23 
2% 2.517 0.086" 2.630" 0.078" ~~ SDE25 
24/6 2.004 0.086 2.702" 0.078" ~SDE27 
2¥2 2.648" ~— 0.086" — 2.775" —i0.078" ~— SDE29 
2% —-2./81" 0.103" 2.910" 0.093" SDES1 
27" 2.914" 0.103" 3.050" 0.093" SDES3 
2% 3.051" 0.103" 3.191" 0.093" SDES85 
3 3.182" 0.103" 3.3825" 0.093" SDE37 
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Crescent External 
Retaining Rings 


Ideal for low-clearance applications where radial installation is preferred. 
Zinc yellow-plated steel. Meet ASME standard. 


For Fits Fits Groove Item Pkg. 
Shaft Dia. Groove Dia. Width Free l.D. Free 0.D. Thickness No. Qty. 
/32" 0.135" 0.020" 0.131" 0.205" 0.015" 59CU25_ —s- 100 
cae 0.165" 0.020" 0.161" 0.244" 0.015" 9CU27 —100 
P32! 0.193" 0.029" 0.187" U.2/0: 0.025" 9CU29_ —s: 100 
Yq" 0.220" 0.029" O:217- 0.311" 0.025" 59CU31_ —s 100 
732" 0.247" 0.029" 0.242" 0.346" 0.025" 9CU33_ —s 100 
Ae. 0.276" 0.029" U.2/0" 0.376 0.025" 9CU35 —-100 
J. 0.335" 0.029" 0.328" 0.443" 0.025" 9CU3/ —-100 
Ae. 0.393" 0.029" 0.386" 0.517 0.025" 9CU39 —-100 
Ya 0.450" 0.039" 0.441" 0.581" 0.035" 9CU41_ —s100 
V6. 0.507" 0.039" 0.497" 0.653" 0.035" 9CU43 20 
8 0.563" 0.039" 0.553" 0.715" 0.035" 9CU45_ —s100 
Zs 0.676 0.046" 0.669" 0.845" 0.042" 9CU4/ 90 
il 0.900" 0.046" 0.887" tow: 0.042" 9CU49 90 
1%" 1.013" 0.056" 0.997" 1.267" 0.050" 9CU51 20 
1%" 1.126" 0.056" 1.110" 1.415' 0.050" 9CU53 20 
2156 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Download Available FASTENERS 
GRAINGER.COM Retaining Ring 
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Spiral Retaining Rings 

Provide 360° coverage of the retained surface. Unique circumferential metal 
structure provides exceptional strength, stability, and even distribution of 
thrust loads. Wound from pretempered flat wire to exact tolerances. Meet 
ANSI standards. 





Internal 


Note: Additional sizes are available on Grainger.com®; search for “retaining rings.” No. 5EB17 
For Fits Fits CARBON STEEL [302 STAINLESS STEEL 
Bore Groove Groove Item Pkg. Item Pkg. 
Dia. _ Dia. Width Free 0.D. Thickness| _No. Qty. No. Qty. External 
Internal 
Ys" 0.268" ~—-0.020" ~— 0.270" ~——0..015" — — 5EE26 10 CARBON STEEL 302 STAINLESS STEEL 
Ae _0.330" 0.020" ~——0.333" ——0.015" _ = DEE28 10 For _ Fits Groove Fits Groove Item Pkg. Item Pkg. 
¥e' 0.397" ~—- 0.029" ~=— 0.400" ~—0..025" 5EA75 25 5EE30 10 Shaft Dia. _Dia. Width Thickness No. Qty. No. Qty. 
”~s = s 0.461" ~—s- 0.029" ~—s- 0.464" ~—s 0.025" 5EA77 25 5EE32 10 External 
Yo" 0.530" 0.039" ~—s:0.538" 0.035" 5EA79 25 5EE34 10 V4" 0.230" 0.029" 0.025" 5DY99 25 5EB52 10 
¥%' 0.665" 0.039" 0.675" 0.035" 5EA81 25 5EE36 10 Ae 0.290" 0.029" 0.025" 5EA11 25 5EB54 10 
¥" 0.796" ~—- 0.089" 0.807" ~——0..035" 5EA83 25 5EE38 10 3g" 0.352" 0.029" 0.025" 5EA13 25 5EB56 10 
7 0.931" ~—- 0.046" ~—s- 0.943" 0.042" 5EA85 10 5EE40 5 Ae 0.412" 0.029" 0.025" 5EA15 25 5EBD58 10 
1" 1.066" 0.046" 1.080" 0.042" 5EA87 10 5EE42 5 Yn" 0.468" 0.039" 0.035" 5EA17 25 5EB60 10 
1%6' ~—1.130" 0.056" 1.138" 0.050" 5EA89 5 5EE44 1 %e" 0.039" 0.588" 0.035" 5EA19 25 5EB62 10 
1%" 1.197" — 0.056" 1.205" ~—- 0.050" 5EA91 10 5EE46 5 fa" 0.704" 0.046" 0.042" 5EA21 10 5EB64 5 
1%6' 1.262" —_—0.056" 1.271" 0.050" 5EA93 5 5EE49 1 7 0.821" 0.046" 0.042" 5EA23 10 5EB66 5 
1%" ~— 1.330" 0.056" 1.339" 0.050" 5EA95 10 5EE51 5 1" 0.940" 0.046" 0.042" 5EA25 10 5EB68 5 
1%6' ~=—1.396" ~—- 0.056" 1.406"  —- 0.050" 5EA97 5 5EE53 1 1%" 1.059" 0.056" 0.050" 5EA27 10 5EB70 5 
1%" 1.461" 0.056" 1.471" 0.050" 5EA99 10 5EE55 5 14%" 1.176' 0.056" 0.050" 5EA29 10 5EB72 5 
1%6' 1.528" ——0.056" 1.539" 0.050" 5EB11 5 5EE5S7 1 15" 1.291" 0.056" 0.050" 5EA31 10 5EB74 5 
1%" 1.594" 0.056" 1.065" ~—- 0.050" 5EB13 10 5EE59 5 1%" 1.406" 0.056" 0.050" 5EA33 10 5EB76 5 
1%" 1.725" 0.068" 1.742" 0.062" 5EB15 10 5EE61 1 1%" 1.529" 0.068" 0.062" 5EA35 10 5EB78 1 
134" 1.858" 0.068" 1.876" 0.062" 5EB17 10 5EE63 1 15/4" 1.650" 0.068" 0.062" 5EA37 10 5EB80 1 
1%" 1.989" 0.068" = 2.008" ~—_—0..062" 5EB19 10 5EE65 1 17% 1.769" 0.068" 0.062" 5EA39 10 5EB83 1 
2" 2.122" 0.068" 2.142" 0.062" 5EB21 5 5EEG7 1 2" 1.886" 0.068" 0.062" 5EA41 10 5EB85 1 
2%" = =2.251" ~=0.086" = 2.267" ~—0..078' 5EB23 5 5EE69 1 2 Ve" 2.003" 0.086" 0.078" 5EA43 5 5EB87 1 
2%" 2.382" ~=—0.086" = 2.399" 0.078" 5EB25 5 5EE71 1 24" 2.120" 0.086" 0.078" 5EA45 5 5EB89 1 
2% 2.517" 0.086" = 2.535" ~— 0.078" 5EB27 5 5EE73 1 298" 2.239" 0.086" 0.078" 5EA47 5 5EB91 1 
2%" 2.648" 0.086" 2.667" 0.078" 5EB29 5 5EE75 1 22" 2.360" 0.086" 0.078" 5EA49 5 5EB93 1 
2% 2.781" ~—0.103" ~—.2.801" 0.093" 5EB31 5 5EE77 1 298" 2.481" 0.086" 0.078" 5EA51 5 5EB95 1 
2%" 2.914" 0.103" 2.934" 0.093" 5EB33 5 5EE79 1 274 2.602" 0.103" 0.093" 5EA53 5 5EB97 1 
2% 3.051" 0.103" 3.072" — 0.093" 5EB35 5 5EE82 1 3" 2.838" 0.103" 0.093" 5EA57 5 5EE11 1 
a 3.182" 0.103" 3.204" ~——0.093" 5EB37 5 5EE84 1 3 YA 3.076" 0.103" 0.093" 5EA59 1 5EE13 1 
3%" 3.446" 0.120" = =3.470" 0.111" 5EB39 1 5EE86 1 3%" 8.316" 0.120" 0.111" 5EA61 1 5EE15 1 
a" 3.710". 0.120" 3.736" 0.1TT" 5EB41 1 5EE88 1 4" 3.792" 0.120" 0.111" 5EAG5 1 — — 
3%" 3.974" 0.120" = 4.002" 0.111" 5EB43 1 5EESO 1 Ay," 4.310" 0.120" CATT 5EAG7 1 5EE22 1 
4" 4.240" 0.120" = 4.270" 0.1111" 5EB45 1 5EE92 1 5" 4.790" 0.120" 0.111" 5EA69 1 5EE24 1 
AY"  =4.735" 0.120" 4.768" 0.111" 5EB47 1 5EE94 1 27 ew Pal 0.103" 0.093" 5EA55 5 5EB99 1 
5 5.260" 0.120" =5.297" 0.1111" 5EB49 1 5EE96 1 374 3.552" 0.120" O11" 5EAG3 1 5EE18 1 


Self-Locking Retaining Rings 

= Stainless Steel Note: Additional sizes are available on 
Designed to push onto ungrooved si a search for “retaining 
shafts and bores. No groove required; 

frictional force is used to retain 

assemblies. Once installed, rings self- For 





iffi Shaft Free Item Pkg. 

lock and are difficult to remove. Dia. 1.D. Thickness Prongs No. aty, 

For External 

Bore Free Item Pkg. Yo" 0.498" 0.015" 10 5CU93 5 Internal 
Dia. O.D. Thickness Prongs No. ty. Ys" 0.248" 0.010" 6 5CU87 5 

Internal Ye" 0.123" 0.010" 4 5CU83 5 

Ye 0.313" 0.010" 6 5CY32 5 He 0.186" 0.010" 6 5CU85 5 

1 71.002" 0.015" 10 5CY40 5 Ys" 0.748" 0.015" 14 5CU95 5 

Internal Self-Locking Push-On ¥s° 0.373" 0.010" 8 5CU91 5 

%" 0.502" 0.010" 6 5CY36 5 He 0.310" 0.010" 8  5CU89 5 External 
¥" 0.376" 0.010" 6 5CY34 5 1" 0.998" 0.015" 18 5CU97 5 





Split External Poodle-Style External 
Retaining Rings Retaining Rings 


Install with any standard pliers to provide For large bearing surfaces. Unique, wide design 


360° closure. Remove by pressing on lugs to offers extra retention surface against the 
open. Zinc-plated steel. retained part. Black phosphate-coated steel. 


Meet DIN specifications. 
Fits Fits 


Groove Groove Item Pkg. For ‘Fits Fits 

For Shaft Dia. Dia. Width Thickness No. Qty. Shaft Groove Groove Free’ Free Item 

/32" 0.086" 0.031" 0.025" 5CE79 100 Dia. Dia. Width 1.D. O.D. Thickness No. 
%e' and %2" 0.093" 0.062" 0.055" 5CE81 100 %2" 0.120" 0.039" 0.110" 0.320" 0.035" 5CE59 
Ya" and %32" 0.125" 0.062" 0.055" 5CE83 100 %e6' 0.148" 0.039" 0.140" 0.400" 0.035" 5CE61 
Ye and '¥32" 0.156" 0.075" 0.065" 5CE85 100 Ys" 0.210" 0.039" 0.188" 0.482" 0.035" 5CE63 
¥e" and 1¥%2" 0.187" 0.075" 0.065" 5CE87 100 i Ye 0.272" 0.046" 0.250" 0.588" 0.042" 5CE65 
Ye’ and 1942" 0.218" 0.083" 0.075" 5CE89 50 ¥e" 0.331" 0.046" 0.312" 0.680" 0.042" 5CE67 





Ye" and '%2" 0.250" 0.083" 0.075" —5CE91 50 Ae’ 0.390" 0.056" 0.375" 0.752" 0.050" 5CE69 
%e' and '%2" 0.279" 0.083" 0.075" 5CE93 25 Yo" _0.440" 0.056" 0.406" 0.826" 0.050" 5CE71 
Ye" and *¥2" 0.311" 0.097" 0.089" 5CE95 25 ¥" 0.531" 0.056" 0.500" 0.966" 0.050" 5SCE73 
Ye" and *%2" 0.341" 0.097" 0.089" 5CE97 25 Ys" 0.632" 0.068" 0.594" 1.095" 0.062" 5CE75 
Ya" and #32" 0.375" 0.097" 0.089" 5CE99 25 1" 0.860" 0.086" 0.812" 1.415" 0.078" 5CE77 
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Scan. Order. Done. 
Details on page A1. 


FASTENERS 
Spring 


Wii 





Spring Information 


lar 
WW 
Vial \ 


Le, Sd 5 SR, oe, 
Twi 


NOHO 


SPRING TYPES 


Compression 

Shorten under load to absorb impact, apply 
pressure to surfaces, or protect against the 
effects of shock. See pages 2159 and 2160. 


Disc 
Convex discs generate high force within a 


very short length. Discs can be used singly or 
stacked in numerous combinations to achieve 


desired load and travel with minimal movement. 


See grainger.com/fasteners. 


Extension (Tension) 


Expand and elongate under load and have a 
hook, eye, or some other means of attachment 
at either end to allow attached pieces to give 
way and absorb impact, shock, or other forces. 


See page 2158. 
Torsion 


Ends rotate in angular deflection to offer resis- 
tance to externally applied torque. Commonly 
used over an arbor or mandrel for support, and 
in other applications where pressure needs to 


be maintained over a short distance. See page 
2159, 








Spring Assortments 
Note: See Grainger.com® for specific contents. 
No. of Item 
No. of Sizes Pieces Material No. 
Spring Assortment 
Compression 
8 16 Carbon Steel 3HPU6 
50 100 Carbon Steel 3HPU4 
Cut-to Length Compression, Double Loop Extension, and Extension 
40 90 Carbon Steel 3HPU2 
Double Loop Extension 
25 20 Carbon Steel 3HPU3 
Extension 
100 Carbon Steel 3HPU5 
Extension, Cot Extension, Compression, and Adjustable Screen Door 
1 600 Carbon Steel 3HPU8 
Extension and Compression 
20 20 Carbon Steel 3HPU7 
40 123 High Carbon Steel INDW4 
19 218 High Carbon Steel INDW2 
Left Hand Torsion Spring 
12 36 Stainless Steel SHPV5 
44 44 Music Wire 3HPV3 
Precision Compression 
19 150 High Carbon Steel INDW6 
75 150 302 Stainless Steel INDW8 
Right Hand Jorsion Spring 45 Stan ISS SHSEI suPVE 
tainless Stee 
pee aneea 44 44 Music Wire 3HPV4 


Utility Extension Springs 

For use with OEM or maintenance and repair applications. Crossover center loop 
ends. Type 302 stainless steel meet ASTM A313 and AISI Type 302/304 stan- 
dards. High carbon steel meet ASTM A227 standard. 


Note: Additional sizes and ultra-precision extension springs are available on Grainger.com®; search 
for “extension springs" or "ultra-precision extension springs." 


Overall Outside Wire Load Item Pkg. Overall Outside Wire Load Item Pkg. 
Di (Ib.) No. Qty. Length Dia. Dia. Ub.) No. Qty. 
07 





Overall Outside Wire Load Item Pkg. Overall Outside Wire Load Item Pkg. 
Length Dia. Dia. (lb.) No. Qty. Length Dia. Dia. (lb.) No. Qty. Length Dia. ia. 
Ys 0.023" 2.39 1NAB2 








302 Stainless Steel, Plain High Carbon Steel, Zinc-Plated 12 Ys" ~—«.016" INAE5 6 
Ye 0.023" 2.5/7 1INAJ4 6 Ye 0.023" 2.3 1IMZX5 12 Ys" ~—- 0.029" 3.36 INAB3 12 %32° 0.020° 1.5 1INAE? 6 
1" Ys" ~—-(0.029" 3.53 INAJS 6 4" Ys" 0.029" 3.28 1IMZX6 12 Ye 0.029" 2.61 INAB4 12 Ye  0.023° 1.8 INAEB 6 
Ye  0.035' 2.77 1INAJ6 6 Ye 0.029" 2.62 1IMZX7 12 2V2" Ye  0.035' 46/7 INABDS 12 1¥%4" 0.026' 2.6 ‘1INAE9 6 
Ye 0.023" 2.5/7 1INAJ7 6 Ye  0.035'° 465 1MZX8 12 ¥ = 0.035" 3.81 INAB6 3 1%" 0.029" 3.9 ‘INAF1 6 
Ys" *0.029" 3.53 INAJ8 6 Ye 0.023" 2.33 1MZX9 12 ¥s ~—« 0.048" 9.53 INAB/ 6 g' Ys 0.032" 48 1NAF2 3 
1%" Ye 0.029" 2.77 1INAJ9 6 Ys" 0.029" 3.31 IMZY1 12 ”e 0.048" 8 ‘NAB8 6 ¥32" 0.035' 5.7 INAF3 6 
Ye  0.035' 491 INAK1 6 1%" Ye 0.029" 2.62 1IMZY2 12 ¥ 0.035' 3.81 1INAB9 3 2% 0.041" 6.7 ‘INAF4 6 
¥s  0.035' 3.99 1INAK2 6 Ye 0.035 461 IMZY3 12 274" ¥s 0.048" 9.53 1INACT 6 ¥ 0.048" 96 INAFS5 6 
Ys" ~—-*0.029" 3.53 INAK3 6 ¥s 0.035" 3.79 IMZY4 12 “oe 0.048" 8.03 INAC2 12 Ye 0.054" 10.8 INAF6 6 
1¥," Ye 0.035 2.7/7 INAK4 6 Ye 0.023° 2.43 1IMZY5 12 ¥ = -(0.0385" +3.8 1INAC3 3 Yo ~—-0.063" 16.8 INAF7 3 
¥s 0.048" 10.03 1NAK5 3 Ys" ~—« 0.029" 3.37 IMZY6 12 th ¥s 0.048" 9.53 1INAC4 6 3%4  0.0/2' 19.8 INAF8 3 
Ys ~—-(0.029" 3.53 INAK6 6 444" Ye 0.029 2.62 1IMZY7 12 “oe 0.048" 8.01 INACS 12 Ys 0.016 1.31 1INAF9 6 
Ye  0.029' 2.7/7 INAK/ 6 : Ye 0.035 46/7 IMZY8 12 3 YA" Ye 0.048" 8.02 INAC6 12 %32, 0.020° 2.04 1INAH2 6 
13%" Ye  0.035° 491 INAK8 6 ¥s ~=0.0385' 3.76 IMZY9 12 32" “eo 0.048" 8.02 INAC/ 12 Ye 0.023° 1.8 1INAH3 6 
¥s  0.035' 3.99 1INAK9 6 Ys 0.048" 959 1IMZZ1 3 374" Ye 0.048" 8.02 INAC8 12 YM 0.032" 4.5 ‘1INAH6 6 
¥s 0.048" 10.03 1NAL1 3 Ys" ~—-«0.029" 3.85 1MZZ3 12 Ys ~=0.016" 1.04 1INAC9 12 3" ¥32° 0.035" 7.2 INAH/7 6 
2. ¥s 0.048" 10.03 1NAL2 3 Ye 0.029" 2.61 1MZZ4 12 %32, 0.020" 1.52 1NAD2 12 24%4 0.041" 7 1NAH8 6 
24" ¥s 0.048" 10.03 1NAL3 3 13%" Ye 0.035' 464 1MZZ5 12 Ye 0.023" 2.2 1INAD3 12 ¥ ~—s- 0.048" 10.2 1NAH9S 6 
Ye 0.023" 2.5/7 INAL4 6 ¥s = =0.035" 3.8 IMZZ6 12 1¥%4" 0.026" 2.52 1INAD4 12 ”e 0.054" 10.9 1INAJ1 6 
5 V5! Ye  0.035' 491 1INAL5 6 ¥3 0.048" 954 1IMZZ7 3 1%4" 0.029" 3.72 1INAD5 12 Yo" 0.063" 18.5 INAJ2 6 
¥s 0.048" 10.03 1NAL6 3 Ye 0.023" 2.34 1MZZ8 12 Ys" ~—(0.032" 4.56 1INAD6 6 3%4  0.072' 24.60 1NAJ3 6 
Ye 0.048' 85 1INAL7 3 Va 0.029" 3.35 1MZZ9 12 4" ¥32' 0.035" 7.08 1INAD7 
53/4" ¥s 0.048" 10.03 1INAL8 3 9 Ye  0.029' 2.61 INAA1 12 2¥4 ~=0.041" 7.37 INAD8 6 
Ye 0.048' 85 1INALO 6 Ye  0.035' 465 INAA2 6 ¥ 0.048" 13.82 1NAD9 6 
3" ¥s 0.048" 10.03 1NAN1 3 ¥3 0.035" 3.81 1INAA3 12 Ye 0.048" 7.79 INAE1 6 
oe 0.048' 8.5 1INAN2 6 ¥ 0.048" 953 INAA4 3 Ye 0.054" 11.92 1NAE2 6 
34" Ye 0.048' 8.5 1INAN3 6 Ys" 0.029" 3.37 INAAG 12 Yo" —*(0.063" 16.61 1NAE3 3 
3" Ye 0.048' 8.5 1INAN4 6 Ye 0.029" 2.62 1INAA/ 12 3%4 ~=—0.072' 22.28 INAE4 3 
”~e 0.048" 8.50 1NAN5 6 24" Ye  0.035' 4.57 INAA8B 12 
4" Yo" 0.063" 14.44 1NAN6 3 ¥e 0.035' 3.8 1INAAQ 3 
3%4  0.072' 19.37 1INAN7 3 ¥ 0.048" 953 1NAB1 3 
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FASTENERS 
Spring 





Precision Compression Springs 


Manufactured to tighter load and dimensional tolerances. 
Note: Additional sizes are available; on Grainger.com®, search for "precision compression springs." 


Type 302 Stainless Steel—Springs offer better corrosion resistance and 
perform well at up to 500°F. Meet ASTM A313 standards. 


Overall Outside Wire Compressed Load Item Pkg. 


Length Dia. 
302 Stainless Steel 


Vy" 
3." 


Yo" 


Ae 


¥" 


11/4," 


Vy" 


13/6" 


1%" 


1%" 


1%" 


19% 


0120" 
0.240" 
0.120" 
0.120" 
0.300" 
0.360" 
0.480" 
0.240" 
0.240" 
0.300" 
0.180" 
0.240" 
0.360" 
0.600" 
0.720" 
0.720" 
0.300" 
0.360" 
0.240" 
0.300" 
0.360" 
0.420" 
0.480" 
0.480" 
0.480" 
0.480" 
0.600" 
0.180" 
0.240" 
0.300" 
0.300" 
0.360" 
0.600" 
0.720" 
0.720" 
0.720" 
0.240" 
0.300" 
0.360" 
0.360" 
0.360" 
0.360" 
0.420" 
0.420" 
0.420" 
0.480" 
0.480" 
0.480" 
0.480" 
0.480" 
0.600" 
0.600" 
0.600" 
0.600" 


Dia. 


0.016" 
0.022" 
0.016" 
0.022" 
0.022" 
0.032" 
0.045" 
0.022" 
0.026" 
0.032" 
0.016" 
0.038" 
0.026" 
0.072" 
0.055" 
0.063" 
0.045" 
0.038" 
0.026" 
0.022" 
0.032" 
0.047" 
0.038" 
0.045" 
0.055" 
0.063" 
0.045" 
0.032" 
0.032" 
0.026" 
0.032" 
0.026" 
0.072" 
0.055" 
0.063" 
0.072" 
0.038" 
0.038" 
0.032" 
0.038" 
0.042" 
0.045" 
0.038" 
0.042" 
0.055" 
0.038" 
0.042" 
0.045" 
0.055" 
0.063" 
0.045" 
0.055" 
0.063" 
0.067" 


Length 


0.114" 
0.111" 
0.205" 
0.309" 
0.106" 
0.145" 
0.192" 
0.144" 
0.203" 
0.241" 
0.177" 
0.390" 
0.138" 
0.397" 
0.221" 
0.284" 
0.417" 
0.201" 
0.287" 
0.166" 
0.209" 
0.330" 
0.210" 
0.271" 
0.373" 
0.457" 
0.2267 
0.601" 
0.425" 
0.229" 
0.337" 
0.190" 
0.596" 
0.304" 
0.441" 
0.470" 
0.772" 
0.571" 
0.338" 
0.477" 
0.527" 
0.586" 
0.381" 
0.442" 
0.661" 
0.315" 
0.379" 
0.404" 
0.565" 
0.694" 
0.350" 
0.427" 
0.552" 
0.705" 
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(Ib.) No. 


1.6 1NCG3 

2 1NCG4 
1.56 1NCGS 
3.62 1NCG6 
1.57 1NCG8 
3.75 1NCG9 
7.08 1NCH1 
1.93 1NCH3 
3.12 1NCH4 
4.93 1NCH7 
1.06 1NCJ1 
8.81 1NCJ2 
2.1 1NCJ3 
22.09 1NCJ4 
8.81 1NCJ5 
12.92 1NCJ6 
11.9 1NCK1 
6.17 1NCK2 
3.13 INCK6 
1.57 _1NCK7 
3.83 INCK8 
9.56 1NCK9 
4.64 1NCL1 
7.44 1NCL2 
6.65 1INCL3 
18.95 1NCL4 

6 1NCL5 
7.01 1NCL7 
9.6 1INCL8 
2.04 1NCL9 
4.5 1NCN1 
2.13 1NCN2 
29.49 1NCN3 
8.4 1NCN4 
12.98 1NCNS 
18.97 1NCN6 
8.92 1NCN7 
7.31 1NCN9 
3.8 INCP3 
6.15 1NCP4 
8.09 1NCP5 
9.75 INCP6 
9.31 1INCP7 

7 _1NCP8 
14.93 1NCP9 
4.65 1NCR1 
6.16 1NCR2 
7.42 1NCR3 
13.19 INCR4 
19.11 INCRS 
6.01 1NCR6 
10.62 1NCR7 
15.39 1NCR8 
18.19 1INCR9 


Qty. 


O1 O71) OF) OF) O71) 1 OF) OF) O71 OF) OT O11) O71) ©) OT ©) ©) ©), ©), © 1), OT), © ©), ©) OT OT ©) ©) ©, ©, 1), OT) © O71, ©), ©), © ©), OT, ©, ©), © O71, OT ©) ©), OT 1 ©), ©) ©), ©), 


Length Dia. Dia. Length 
0.600" 0.072" 0.939" 
9" 0.720" 0.055" 0.421" 
0.720" 0.063" 0.616" 
0.720" 0.072" 0.686" 

High Carbon Steel Music Wire 
0.120" 0.016" 0.205" 
0.180" 0.018" 0.132" 
Yo" 0.300" 0.022" 0.106" 
0.360" 0.032" 0.145" 
0.480" 0.045" 0.192" 
%" 0.240" 0.032" 0.273" 
0.240" 0.038" 0.390" 
0.360" 0.026" 0.138" 
¥4" 0.600" 0.072" 0.397" 
0.720" 0.055" 0.221" 
0.720" 0.063" 0.284" 
13/6" 0.300" 0.045" 0.417" 
0.360" 0.045" _0.339" 
0.240" 0.026" 0.287" 
0.480" 0.055" 0.373" 
%" 0.480" 0.063" 0.457" 
0.600" 0.045" 0.226" 
0.720" 0.072" 0.361" 
0.180" 0.032" 0.601" 
1" 0.240" 0.032" = 0.425" 
0.300" 0.026" 0.229" 
1%" 0.360" 0.026" 0.190" 
0.600" 0.072" 0.596" 
1%" 0.720" 0.063" 0.441" 
0.720" 0.072" 0.470" 
0.240" 0.038" 0.772" 
0.300" 0.045" 0.743" 
0.360" 0.032" 0.338" 
0.360" 0.042" 0.527" 
0.360" 0.045" 0.586" 
0.420" 0.038" 0.381" 
114" 0.420" 0.042" 0.442" 
0.420" 0.055" 0.661" 
0.480" 0.045" 0.404" 
0.480" 0.055" 0.565" 
0.480" 0.063" _ 0.694" 
0.600" 0.045" 0.350" 
0.600" 0.055" 0.427" 
0.600" 0.063" 0.552" 
0.600" 0.072" 0.939" 
9" 0.720" 0.055" 0.421" 
0.720" 0.063" 0.616" 
0.720" 0.072" 0.686" 


(Ib.) No. 

22.31 INCTI 
8.92 INCT2 
13.01 1NCT3 
18.83 INCT5 


1.87 1NBY2 
1.75 1INBY4 
1.89 INBY5 
4.5 INBY6 
9.1_1NBY7 
6.72 1NBZ2 
10.58 1NBZ8 
2.02 1NBZ9 
26.52 1NCA1 
10.58 1NCA2 
15.51 1NCA3 
14.28 1NCA7 
11.84 1NCB1 
3./6 1NCB3 
15.58 1NCB9 
22.79 1NCC1 
7.2_1NCC2 
22.96 1NCC3 
12.18 1NCC4 
6.72 1NCC5 
3.05 1NCC6 
2.06 1NCC8 
30.6 1NCC9 
15.58 1NCD2 
22.// 1NCD3 
10.71 1NCD4 
14.04 1NCD8 
4.57 1NCD9 
9.72 1NCE2 
11.7 1NCE3 
6.37 1NCE4 
8.4 1NCE5 
17.92 1NCE6 
8.91 1NCE9 
15.84 1NCF1 
22.94 1NCF2 
7.22_1NCF3 
12.75 1NCF4 
18.48 1NCFS 
26.78 1NCF7 
10.71 1NCF8 
15.62 1NCF9 
22.6 1NCG2 


Overall Outside Wire Compressed Load Item On 
ty. 


O17 O1/01)/ 01 


OF OF O14) 1) 1 O71) C1} | G1! OT) 1) 1), O71, ©) © © OT! ©) ©) ©, ©, ©) ©, GT, ©, ©), ©), O71, ©, ©) © © © ©) ©), ©, ©) ©, © © © ©) 


Torsion Springs 
With straight legs and ends. 
Note: Additional sizes are available; on Grainger.com®, search for "torsion springs." 


302 STAINLESS STEEL 
Torque RIGHT- 
Max. Spring @ % Leg HAND’ |LEFT-HAND 
Rod Length Length WOUND | WOUND 
Outside Wire Leg Outside @ No.of (in.- Pkg.| Item Item 
Dia. Dia. Length Dia. Torque Coils lb.)* Qty. No. No. 
90° Angle of Deflection 
0./76' 0.095" 3.00" 0.453" 1.500" 3.25 16.000 1 3HPR6 3HPP3 
0.848" 0.105° 3.50" 0.500" 1.750" 3.25 20.970 1 3HPR/ 3HPP4 
0.989" 0.125" 4.00" 0.591" 2.000" 4.25 32.000 1 3HPRI 3HPP6 
1.102" 0.135" 4.00" 0.666" 2.000" 4.25 40.000 1 3HPT2 3HPP8 
180° Angle of Deflection 
0.982" 0.105" 3.50" 0.609" 1.750" 7.00 21.000 1 3HPT1 3HPP7 
1.082" 0.125" 4.00" 0.666" 2.000" 9.00 32.000 1 3HPT3 3HPP9 
1.189" 0.135" 4.00" 0.735" 2.000" 9.00 40.000 1 3HPT4 3HPR1 
1.356" 0.125" 4.00" 0.885" 2.000" 7.00 32.000 1 3HPT5 3HPR2 
360° Angle of Deflection 
0.798" 0.063" 2.00" 0.516" 1.000" 10.50 5.150 14 3HPR8 3HPP5 
1./55" 0.135" 4.00" 1.188" 2.000" 12.50 40.000 1 3HPR5 3HPP2 
CARBON STEEL 
MUSIC WIRE 
Torque RIGHT- 
Max. Spring @ % Leg HAND’ |LEFT-HAND 
Rod Length Length WOUND | WOUND 
Outside Wire Leg Outside @ No.of (In.- Pkg.| Item Item 
Dia. Dia. Length Dia. Torque Coils b.)* Qty. No. No. 
90° Angle of Deflection 
0.160" 0.017" 0.50" 0.093" 0.250" 3.25 0.125 6 | 3HPC3 3HPF8 
0.235" 0.025" 0.75" 0.140" 0.375" 3.25 0.402 6 | 3HPC4 3HPF9 
0.281" 0.030" 1.00" 0.172" 0.500" 3.25 0.670 6 | S3HPC5 3HPG1 
0.288" 0.032" 1.00" 0.172" 0.500" 3.25 0.879 6 | S3HPC6 3HPG2 
0.309" 0.040" 1.25" 0.187" 0.625" 4.25 1.473 6 | 3HPC8 3HPG4 
0.315" 0.035" 1.25" 0.187" 0.625" 3.25 1.071 6 | 3HPC7 3HPG3 
0.357" 0.045" 1.25" 0.203" 0.625" 4.25 2143 6 | 3HPC9 3HPG5 
0.375" 0.048" 1.25" 0.218" 0.625" 4.25 2.679 6 | SHPD1 3HPG6 
0.408" 0.051" 2.00" 0.234" 1.000" 4.25 3.107 6 | 3HPD2 —_— 
0.484" 0.054" 2.00" 0.296" 1.000" 3.25 3.509 6 | 3HPD3 3HPG8 
0.499" 0.059" 2.00" 0.296" 1.000" 4.25 4500 6 | 3HPD4 3HPG9 
0.560" 0.063" 2.00" 0.343" 1.000" 4.25 5.518 6 | S3HPD5 3HPH1 
0.678" 0.078" 2.00" 0.406" 1.000" 4.25 10.446 6 | S3HPD6 3HPH2 
0.776" 0.095" 3.00" 0.453" 1.500" 3.25 17.140 1 3HPL9 3HPK6 
0.848" 0.105" 3.50" 0.500" 1.750" 3.25 22.470 1 3HPN1 3HPK7 
0.989" 0.125" 4.00" 0.591" 2.000" 4.25 34.290 1 3HPN3 3HPK9 
1.102" 0.135" 4.00" 0.666" 2.000" 4.25 42.860 1 3HPN5 3HPL2 
180° Angle of Deflection 
0.133" 0.014" 0.50" 0.078" 0.250" 6.00 0.0/5 6 | S3HPD8 3HPH4 
0.224" 0.025" 0.75" 0.140" 0.375" 7.00 0.402 6 3HPE3 3HPH8 
0.249" 0.028" 1.00" 0.140" 0.500" 7.00 0.552 6 3HPE4 3HPH9 
0.404" 0.048" 1.25" 0.250" 0.625" 8.00 26/79 6 3HPE6 3HPJ2 
0.767" 0.063" 2.00" 0.500" 71.000" 6.00 5.518 6 3HPE8 3HPJ4 
0.803" 0.078" 2.00" 0.500" 71.000" 7.00 10.446 6 3HPE9 3HPJ5 
0.982" 0.105" 3.50" 0.609" 1.750" 7.00 22.500 1 3HPN4 3HPL1 
1.082" 0.125" 4.00" 0.666" 2.000" 9.00 34.280 1 3HPN6 3HPL3 
1.189" 0.135" 4.00" 0.735" 2.000" 9.00 42.860 1 3HPN7 3HPL4 
1.356° 0.125" 4.00" 0.885" 2.000" 7.00 34.290 1 3HPN8 3HPL5 
270° Angle of Deflection 
0.556" 0.045" 2.00" 0.359" 1.000" 7.75 2.143 6 3HPF5 3HPK1 
0.826" 0.070" 2.00" 0.531" 1.000" 8.75 7.500 6 3HPF6 3HPK2 
1.342" 0.105" 3.50" 0.891" 1./50" 7./5 22.500 1 3HPN9 3HPL6 
1.666" 0.135" 4.00" 1.112" 2.000" 9.75 42.860 1 3HPL7 3HPK4 
360° Angle of Deflection 
0.271" 0.021" 1.00" 0.187" 0.500" 9.50 0.234 6 3HPF7 3HPK3 
0.798" 0.063" 2.00" 0.516" 1.000" 10.50 5.520 1 3HPN2 3HPK8 
90° Angle of Deflection 
0.408" 0.051" 2.00" 0.234" 1.000" 3.25 3.107 6 _ 3HPG7 
* Torque @ 12 Leg Length is a reference. 








FASTENERS Scan. Order. Done. 
Springs Details on page Al. 





NAAMS Series ISO D Die Spring 


Raymond COCO 
Die Springs 


High-strength chromium alloy steel springs have ground square ends and are color-coded by duty perfor- 
mance for easy sorting and selection when replacement is needed. ISO D Die Springs are manufactured to 
IS010243 standards and are designed to be interchangeable with other manufacturers’ springs of the same 
size, type, and color. 








Note: Additional sizes, materials, and slotted drive are available on Grainger.com®. Utility 
Standard Die Springs ISO D Die Spring Cc a 
RED - GREEN 
BLUE- | MEDIUM) GOLD- | -EXTRA | BLUE- GREEN RED - ompression 
MEDIUM | HEAVY HEAVY HEAVY | MEDIUM | -LIGHT | HEAVY H 
DUTY DUTY DUTY DUTY DUTY DUTY DUTY Springs 
For For Overall Pkg. Item Item Item Item Item Item Item : ati 
Rod Size Hole Size Length Qty. No. No. No. No. No. No. No. Excellent for static or low-cycle applications. For 
T’ 10 44U469 | 44U573 | 44U671 | 44U769 | 44V034 | 44U924 | 44V146 spring stock, determine spring rate by dividing the 
76 % a 1 44U475 | 44U579 | 44U677 | 44U775 | 44v040 | 44U930 | 44V152 Pp a ; “ 5 Bia thewdesired lonaih 
= 1 44U476 | 44U580 | 44U678 | 44U776 | 44V041 | 44U931 | 44V153 once tne spring Nas deen Cut to the desired lengtn. 
ik 10 44U477 | 440581 = = 44V042 | 440932 | 44V154 Meet ASTM A227 standard. 
ig 1 — = 44U679 | 44U777 = = = ee — 
pe + ai { 440481 44U585 | 44U683 | 44U781-44V046.~| 44936. 44158 Note: Additional sizes are available; on Grainger.com®, search for 
a 1 44U483 | 44U587 | 44U685 | 44U783 | 44V048 | 44U938 | 44V160 compression springs. 
12 1 44U489 | 44U589 | 44U687 | 44U785 | 44V051 | 44U941 | 44V163 Length Outside Dia. Wire Dia. aty. No. 
1 10 44U490 — = = = 44U942 = Precut Springs - High Carbon Steel, Zinc-Plated, Closed End 
t i — | 44U590 | 44Ue88 | 440786. 44v052. | =— | advied oe O00 ANB 
1Yjp" 54 vy 1 44U494 | 44U594 | 44U692 | 44U790 | 44V056 | 44U946 | 44V168 1" 0312" 0029" 19 {NBV2 
3 1 44U496 44U596 44U694 44U792 44V058 44U948 44170 0.312 0.035' 12 INBV3 
4" 1 44U498 | 44U598 | 44U696 | 44U794 | 44v060 | 44U950 | 44V172 0.188" 0.023" 19 {NBV4 
12" 1 44U499 | 44U599 | 44U697 | 44U795 | 44v062 | 44U952 | 44V174 1% 0.375" 0.035" 19 1NBV5 
1" 1 44U501 44U601 44U698 44U796 44063 44U953 44V175 ; 0.312" 0.035" 12 4NBV6 
ry 1 44U505 | 44U605 | 44U703 | 44U801 | 44V067 | 44U957 | 44V179 1% 0.375" 0.048" 19 {NBV7 
ar 1 44U507 44U607 44U705 44U803 44V069 44U959 44181 ; 0.188" 0.023 12 INBV8 
Ye" 3/4" 4" 1 44U509 | 44U609 | 44U707 | 44U805 | 44V071 | 44U961 | 44V183 2 0.312" 0.029 19 {NBV9 
5" 1 44U511 | 44U611 | 44U709 | 44U807 | 44V073 | 44U963 | 44V185 0.350" 0.029" 19 {NBW1 
6" 1 44U513_| 44U613 | 44U711_ | 44U809 | 44V075 | 44U965 | 44V187 2% 0.433" 0.043" 19 1NBW2 
12! 1 44U516 | 44U614 | 44U712 | 44U810 | 44V076 | 44U966 | 44V188 Coils item Pkg 
i" 1 44U517 | 44U615 | 440713 — 44V077 | 44U967 | 44V189 ae ee boi 
3 ; 44U521 | 44U619 | 44U717| 44U812 | 44v081 | 44u971 1 44v193 Te Lang Saving Stage Por Inch constant No. ily. 
3 1 44U523 | 44U621 | 44U719 | 44U814 | 44v083 | 44U973 | 44V195 : ———— 
4 ; 44U525 | 440623 | 44U721 | 44U816 | 44085 | 44U975 | 44v197 High aon Steel, Fregalvanized Finish, Open EO afd j 
> 1 5" 1 44U527 | 44U625 | 44U723 | 44U818 | 44V087 | 44U977 | 44V199 0206" 006" 11 i088 INBW4 3 
6" 1 44U529 | 44U627 | 44U725 | 44U819 | 44v089 | 44U979 | 44Vv202 0.299) 0:09) 1 1195 INBW5 3 
7 1 44U530 | 44U628 | 44U726 — 44V090 | 44U980 | 44V203 0054" 0039" 9.95 1301 INBW6 3 
5 1 44U531 | 44U629 | 44U727 = 44v091 | 440981 | 44v204 0978" 0035" 95 465° 1NBW7 3 
12! 1 44U532 | 44U630 | 44U728 | 44U820 | 44v092 | 44U982 | 44V205 0308" 0047" 3 1717 (NBW3 3 
7 1 44U535 | 44U633 | 44U731 | 44U821 | 44V095 | 44U985 | 44Vv208 0375" 0 047" ; 1090 iNBW93 
Ey 1 44U537 | 44U635 | 44U733 | 44U823 | 44V097 | 44U987 | 44V210 0380" 0048" 7 1990 1NBX1 3 
4" 1 44U539 | 44U637 | 44U735 | 44U825 | 44v099 | 44U989 | 44Vv212 0.439" 0 054" 65 3963 ANBX2 3 
5" 1 44U541 | 44U639 | 44U737 | 44U827 | 44V102 | 44U991 | 44v214 0500" 0083" 5 5619 (NBX3 
5" 1Y%4" 6" 1 44U543 | 44U641 | 44U739 | 44U828 | 44V104 | 44U993 | 44V216 0576" 0072" 15 3018 ANBX4 3 
a 1 44U544 | 44U642 | 440740 — 44V105 | 440994 | 44V217 0640" 0080" 495 3959 1NBX5 3 
8" 1 44U545 | 44U643 | 44U741 | 44U829 | 44V106 | 44U995 | 44Vv218 0739" 0099" 375 333.4 iNBX6 3 
10" 1 44U546 | 44U644 | 44U742 | 44U830 | 44V107 | 44U996 | 44v219 0.844 0106" 3°95 440+ ANBXT 3 
12 1 44U547 | 44U645 | 44U743 | 44U831 | 44V108 | 44U997 | 44v220 0 964" 0197" r 5050 4NBX8 3 
yy 1 44U548 | 44U646 | 44U744 | 44U832 | 44V109 | 44U998 | 44Vv221 : 
a 1 44U550 | 44U648 | 44U746 | 44U834 | 44V111 | 44V001 | 44V223 
4" 1 44U552 | 44U650 | 44U748 | 44U836 | 44V113 | 44V003 | 44V225 
5" 1 44U554 | 44U652 | 44U750 | 44U838 | 44V115 | 44V005 | 44V227 
Ya" 1%" 6" 1 44U556 | 44U654 | 44U752 | 44U839 | 44V117 | 44V007 | 44v229 
a 1 44U557 | 44U655 | 44U753 _ 44V118 | 44v008 | 44V230 G RAIN G ER 
8" 1 44U558 | 44U656 | 44U754 | 44U840 | 44V119 | 44v009 | 44Vv231 M OBILE 
10" 1 44U559 | 44U657 | 44U755 | 44U841 | 44V120 | 44V010 | 44v232 
is 1 44U560 | 44U658 | 44U756 | 44U842 | 44V121 | 44V011 | 44V233 
cy 1 44U562 | 44U660 | 44U758 | 44U844 | 44V123 | 44V013 | 44V235 Use your smartphone 
4" 1 44U564 | 44U662 | 44U760 | 44U846 | 44V125 | 44V015 | 44V237 to connect with 
5" 1 44U566 | 44U664 | 44U762 | 44U848 | 44V127 | 44V017 | 44V239 Cra th 
i o 6" 1 44U568 | 44U666 | 44U764 | 44U849 | 44V129 | 44v019 | 44v241 rainger on the go. 
re 1 44U569 | 44U667 | 44U765 — 44V130 | 44V020 | 44v242 Now you can find 
a 1 44U570 | 44U668 | 44U766 | 44U850 | 44V131 | 44V021 | 44v243 
10 1 44U571_| 44U669 | 44U767| 44U851 44V133.| 44v022 44V244 products, get real-time 
ie 44U572 44U670 44U768 44U852 «avis ao) tone product availability, place 
4 1 =s = — — 44137 | 44V026. 44248 an order and locate the nearest 
5" 1 —_ —_ —_ _— 44V139 44028 44V250 ran h fr m th Im f r h nd. 
6" 1 = = — = 44V140 | 44V029 | 44V251 bra . e e palm of your hand 
11" 2" 7 1 = = = = 44v141 | 44V030 | 44V252 Anytime, anywhere. 
8" 1 _ -_ — — 44V142 | 44V031 | 44V253 7 
9' { — — — — 44V143 = 44V254 > To download the app, visit 
10" 1 = = = = 44144 | 44V032 | 44255 grainger.com/content/mobile-features 
12" 1 = = = = 44V145 | 44V033 | 44V256 
2160 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ELL! 
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FASTENERS 
Anchors 


Anchor Information 


DEFINITIONS 


Minimum Embedment—Minimum depth 
in which the anchor must be set to function 
properly. 


Tension Strength—Ultimate parallel load 
an anchor can withstand before pulling out 
of the base material. 


Sleeve 
fay Threaded stud with an 
| | outwardly flared cone- 
| shaped end. Use to fasten 
steel, aluminum, wood 


shelving to concrete. See 
page 2165. 
Expansion 


Provide quick installation 
of lightweight fixtures in 


Shear Strength—Ultimate perpendicular 
load an anchor can handle before breaking. 


ANCHOR TYPES 


Wedge 

Fully threaded masonry with stud 
bolt body, split expansion ring, 
integral cone expander, nut, and 
washer. Use to fasten fixtures to 
a solid base material. See page 
2162, 2163, 2164. 


Drop-in 

Internally threaded, shallow 
embedment anchors preassembled 
with an internal expansion plug for 
use in concrete. See page 2166. 


— with lag, wood, or sheet 
~~ metal screws. See page 
» 2163. 
Stud 
Use to anchor pipe run 


bearing is for jacking and 
leveling items. See page 
2168. 





Steel Wire Brush 


Umbrella 
Anchor 


Stainless Steel 
Anchor Screen 





e+ RED HEAD * 


GRAINGER 
CONCRETE ANCHORING SYSTEMS APPROVED 
Anchor Accessories 


Plastic Umbrella Anchor No. 5HE70 has a large bearing surface inside the block 
that provides consistent high-load capacity. For hollow-block fastening to face 
of concrete block, clay tile, or terra cotta. 


Item Pkg. 
Description Brand No. Qty. 
Plastic Umbrella Anchor For /% to ¥2" Rod 
Fit ¥4" Hole, Min. Hole Depth 39" Red Head 5HE70 20 
Epoxy Anchor Screen 
Stainless Steel 
Fit 4" Hole, 1/4 x 2" Red Head 4AL18 1 
Fit ¥2" Hole, Red Head 4AL19 1 
Fit %8" Hole, 1/2 x 32" Red Head 4AL23 1 
Fit %4" Hole, 5/8 x 412" Red Head 4AL27 1 
Nylon 
Fit 8" Hole, 1/2 x 6" Red Head 4UJ84 1 
Fit Y2" Hole, 3/8 x 6' Red Head 4UJ86 1 
Fit ¥2" Hole, 3/8 x 8" Red Head 4UJ87 1 
Fit ¥4" Hole, 5/8 x 6" Red Head 4UJ88 1 
Wire Brushes 
Nylon 
Yo" Hole Dia. GA 11M968 1 
¥4" Hole Dia. GA 11M969 1 
1" Hole Dia. GA 11M970 1 
1%" Hole Dia. GA 11M971 1 
1%" Hole Dia. GA 11M972 1 
Steel 
¥8" Hole Dia. GA 11M973 1 
¥" Hole Dia. GA 11M974 1 
1" Hole Dia. GA 11M977 4 
1%" Hole Dia. GA 11M978 4 
1%" Hole Dia. GA 11M979 4 
1%" Hole Dia. GA 11M980 4 
1%" Hole Dia. GA 11M981 4 
Wire Brush Extension,w/SDS Adaptor GA 11M982 1 
Wire Brush Manual Hand Tool GA 11M983 1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


panels, doors, framing, and 


masonry and concrete. Use 


supports, blowers, pumps, 
and support racks. Bottom- 


Hollow-Wall 

For use in thin or hollow base 
materials like concrete block, 
drywall, paneling, or plaster. 
See pages 2168, 2170. 


Hammer-Drive 


Nail-like devices consisting 
of an expander drive pin and 
an expansion sleeve. Used 
to anchor items to brick and 
concrete surfaces. See page 
2168. 


Self-Threading 


Removable structural 
anchors work in concrete or 
hollow block. For high-load 
capacity applications. See 
page 2167. 


Masonry 


Excellent for wood-to- 
concrete applications. 
Notched high-low threads 
cut into masonry for stabil- 
ity; tapered shank provides 
wedging action for a strong 
hold. Can be removed and 
reinstalled. See page 2167. 


Drywall 

Self-drilling anchors preserve 
drywall integrity at installa- 
tion, and stay in place while 
screws back out easily. See 
page 2170. 









STAAL AP Aa SS eee, 
No. 4AL07 


No. 4AL05 


7 _ Item 

—e RED HEAD Description No. 
CONCRETE ANCHORING SYSTEMS Tap con® Condrive 1000 Test 

Declutching Nosepiece on Drive Sleeve, 








Condrive®1 000 Built-in Nosepiece Countersink 4AL05 
T [ dj Bi t Tapcon® Slotted Shank Bits 
Ve x 4" 4AL07 
00 an I Ss Ve x 5" 4AL08 
Note: For optimum performance bit ‘ x : 4AL10 
diameter must equal anchor diameter. Yai X92 4AL11 
No. 6JKW7 
eee 
No. 6JKW8 
JCPSPAUGRAINGER iyDFS/USA. 
APPROVED [arent te amare ta 
Anchor Drivers 
= Straight shank bits 
Item 
Description Application Brand No. 
Drivers 
Con-sert Tool #8,For — Drill and Set Con-sert Screws in Concrete, GA 6JKW7 


Masonry Screws 
Replacement Drill Bit 


Ye", Carbide Steel, For Use With Hammer Drill, Regular Drill 


Brick, Stone, Wood, Vinyl and Light Steel 


Diversified Fastening 


Systems GUKWS 


2161 





FASTENERS Scan. Order. Done. 
Anchors Details on page Al. 





Ultimate STEEL STAINLESS STEEL 
Wedge 2 Tension in 
== Anchor Anchor Max. Work 4000 psi Thread Item Pkg. | Thread Item Pkg. 


Dia. Length Thickness Concrete (Ib.) | Length No. Qty. | Length No. Qty. 


Anchors 











3Y" Ya" 7480 1%6 31JP24 5 — — — 
= 4Y," Ae" 7480 2%6 31J3P25 5 2'%6 31J3P58 5 
Include nuts and washer 5" 1 Ye" 7480 2'%e 31JP26 2 3'%6 31JP59 Zz 
= Non-seismic Ys 6 Pa 7480 31/6 31UP27 2 | 41% 31JP60 2 
. 7" 3 Ys" 7480 41% 6" 31JP28 2 6%e 31JP61 2 
itimate STEEL STAINLESS STEEL se aa ap lit 
Anchor Anchor Max. Work  4000psi |Thread tem Pkg. | Thread tem Pkg. 10" 37" 7480 T/e'__31JP30_ 2 —_ = = 
Dia. Length Thickness Concrete (Ib.) | Length No. Qty. | Length No. Qty. AY," Ae" 11880 1%" 31JP31_—2 1%" _31JP62— 2 
{ 3/4" Vy" 1870 5/" 31JP09 50 — — — 43" 1" 11,880 2% 31JP32 2 — — — 
Ya" 24 37" 1870 14%" 31JP10 50 1%" 31JP45 50 Ay" 1" 11880 — — — 2a" 31JP63 2 
34" 1%" 1870 2¥s' 31JP11 50 2% 31JP46 50 oy," 1%e' 11880 3" 31JP33—— 2 3" 31JP64 2 
Ae 3Y" 1¥e" 2530 — — — 2M" 31JP47 25 6M" 13/4" 11,880 3% 31J3P34 2 — — — 
24" 6" 3300 3/4" 31JP12 25 3/4" 31JP48 25 3/4" cL a 11,880 4y" __ 31JP35 2 = = = 
2%" ¥g" 3300 1Ys" -31JP13 = 25 14%" 31JP49 25 i 2" 11880 — = — 4" 31JP65 2 
¥z" 3 Ve" 3300 1¥%" 31JP14 10 1%" 31JP50 10 8" 3% 11880 6" 31JP36 2 6" 31JP66 2 
3%" 1 ¥e" 3300 2% 931JP15 10 2" 31JP51 10 10" 3% 11880 7%" ~~ 31JP37 2 — — — 
5 298" 3300 3% 31JP16 10 3Y" 31JP52 10 12" 3% 11880 34%" _31JP38 2 — —= — 
294" Vy" 5280 1" 31JP17—s- 10 1 31JP53 10 12 4 11880 — = — 34%" 31JP67—— 2 
3%" 16" 5280 2 31JP18 10 2" 31JP54 10 6" 1%" 12980 3%" _31JP39 2 — = = 
4" Yq" 5280 2% 31JP19 10 2" 31JP55 10 7, 8" 3" 12980 3%' 31JP40 2 — — — 
Y," 4¥," 12" 5280 2% 31JP20 10 — — — 10" 3% 12980 3%; 31JP41 2 — — — 
5," 2" 5280 3%)" 31JP21 5 3%" 31JP56 5 6" 1 15840 2%' _31JP42_ 1 2%' _—-31JP68 ~~ 
‘a 3%" 5280 5M" 31J3P22 5 5M" 31JP57 5 ic Q" 4 15840 3%' 31JP43 1 3%h' 31JP69 1 
BY" 3" 5280 6%" 31JP23 5 — — — a 4 15840 3%' 31J3P44 1 — — — 
Strong-Bolt® 2 zl 
7 = Dee AD Deh ADAL ARAL RLLERaLEELELELLELELL Ll a | : , v 
SUMULMUUMULL LR RRR eer a oth TTL SL REL GA ULAL LL TD Lokial ; Y ’ 
Seismic Wedge es Ee a, ==|— tem 
Anchors 


= Category 1 Anchor Classification Seismic Wedge (DEWALT 


= Static tension and shear loading in cracked and uncracked concrete 


Use in all structural applications, including racking, equipment shelving, bracing, and seating. Use in static, Anchors 
seismic, and wind loading applications. Comply with ICC-ES ESR-3037. 


= Zinc-plated carbon steel 
Tested per ICC-ES AC193 to meet current cracked concrete anchor codes. 


Use in Category 1 cracked and uncracked concrete. 


























Tension in Tension in Shear in Include nut and washer. Meet or exceed IBC, IRC, 
Uncracked Cracked Uncracked _— Shear in Cracked oe 
Concrete (Ib.) | Concrete (Ib.) | Concrete (Ib.) | Concrete (Ib.) and Florida Building Code. UL Listed; FM Approved. 
2500 6500 | 2500 6500 2500 6500 2500 6500 Min. Overall Max. Work Thread Item. Pkg. ; 
psi psi psi psi psi psi psi psi |Embedment Length Thickness Length No. Qty. In 4000 psi Concrete 
34" Anchor Dia. ; Min. Ultimate Ultimate 
17," 59/;" Hh 156 13N542 50 Anchor Dia. _ Embedment_Tension(lb.) _ Shear (Ib.) 
970 1560 570 920 740 17/4" 7a ; ; i 1%" 1660 1255 
8 3% 1¥% 2\"e6 13N544 50 3" 154" 3100 9540 
790 790 790 2/3 39/4" ¥e" 2%6 13N545 50 Al OV," 4500 4195 
1465 2365 1220 1965 790 27h" ae 1% 3%6' 13N546 50 aA VEN 6285 6815 
27/8" ‘a 398" 5%6 13N547 50 Yq" 398° 9075 12,685 
¥2" Anchor Dia. Ze oY) 19,120 11,690 
1585 ocean | 4969 9039 |190 2885 | 1275 2060 29% 4x" 1vs' Be’ 24019225 ih qi 20,915 21,155 
1590 1915 3090 | 1355 2190 25/5" 354" A 2V%i6 13A980 25 1% _ 28,440 29,105 
37h Bi 11%" 31346 13A982 25 Anchor Min. Thread Item Pkg. 
37/4 7 EA 556 13A983 25 Length Embedment Length No. Oty. 
2310 3720 1640 2645 | 3180 3180 | 3180 3180 31/ 7 rs ; Yq" Anchor Dia., ¥"-20 Thread 
3h" 10" 5%" 6" 138A979 25 aj Ti" TV; 46U118 100 
ae 35" Ay" Ve" ve 430986 20 | [sa Anchor Diaty¥'-16 Thread UT 
8 2 2 16 s" Anchor Dia., ¥s"-1 rea 
2405 3875 1700 2745 3665 3Y;" 5" 7" 51546" 13A987 20 ay 17 Te 46120 50 
5 Ye" 6" V4" 3'%6 13A988 20 Ms Ye 8 4 0) 
goss 6300 | 3090 45] | ats a a a mn ie a Aa 2 
5 Bi" O54" 6" 13A990 20 32 1% 2% 46U123 50 
3," oA" 37" 
55" 10”. 4%" 6° 13A985 10 37 % chs qouiz4 20 
- AY 1% 378 46U125 90 
¥q" Anchor Dia. i i i 
D Ad { { Ae 92" 78 3%6" _13A992 10 ve" Anchor Dia iA3 Theat — 2 
765 60 960 3160 AV." 6%" 194" 3'%6' 13A993 10 EA OYE 1" 46U127 50 
4320 4320 | 4320 43820 54" 10" 32" 6" 13A991 10 3x4" 24" a 460128 50 
3500 5645 3530 5695 54" i Vp" 41%6" 13A994 10 AV." 24" 2/4" 46U129 50 
54" 8y" 2" 6" 13N541 10 Al 2 V4" 3/4" 46U130 50 
eins i — hi — 
5 VA" r 7 3%" 13A978 5 2 Zs 4 
3105 9010 | 2860 4615 | 6990 6090 | 6090 6090 | 5v# a AT a: | 
3600 5805 | 4155 6700 93/3" 13" 2V4 3%" 13A977 5 ci aA 11 46U134 36 
AV" 2/4" 22" 46U135 29 
By 2/4 oO. 46U136 20 
6" 2/4 4" 46U137 20 
KeepStock — ot 
p 82 24 6Y2" 46U139 20 
Inventory Management 10° 2/4" 8 46U140 Zo 
¥4" Anchor Dia., ¥4"-10 Thread 
TAKE CONTROL OF YOUR STUFF 47) 3% iyi" aeUT4T 20 
; ; AYq 398 2Y4 46U142 20 
What if there were an easier way to ensure you have ye 378 3, {0043 20 
the right parts in the right place at the right time? 7 a7! ry" ABUT 5 50 
Put Grainger’s expertise to work for you. It’s almost ae a nota 3 
like managing your inventory on autopilot. 12" 395" gy" 46U149 10 
7 74" Anchor Dia., “"-9 Thread 
Inventory managed. Space organized. 6 a ay 46148 19 
. 2 4 
Time and money saved. 10" 31" 634" 46U151 10 
1" Anchor Dia., 1"-8 Thread 
5 6" AY." 298° 46U152 10 
> Learn more at grainger.com/keepstock g' WA 5, 46U153 10 
12 AY." 898" 46U154 ° 
2162 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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In 4000 psi Concrete Anchor Max. Work Thread Item Pkg. 
Anchor Min. Ultimate Ultimate Length Thickness Length No. Qty. 
Dia. Embedment Tension (lb.) Shear (lb.) | %" Anchor Dia., ¥%"-11 Thread 
YA 1%" 1015 1472 


3" Yer 1%" AKHU7 25 he ——— 
34" 2/6 236/ 3151 AY," 14" 2%  AKHU8 25 , 
Ya" 2”6- 5068 6828 ay 193" 3% AKHU9 25 — 
ye" 3%8° 5556 9659 6" 278° 4%" AKHV1 25 + : ) 
3 


Ys 45" 11,975 15,126 ¥4" Anchor Dia., 9 x 8"-1/2 Thread 
Re 4" 13,902 21,574 8" 4 1%" — 4KHV3 25 
ik 4y," 15,829 28,023 ¥s" Anchor Dia., 34-10 Thread 
nA 6" 23,090 33,000 Ai" Ai 2%3' AKHV4 25 44/78 
Anchor Max. Work Thread’ Item Pkg. Asi" Se" 2% AKHVS 25 Vint 
Length Thickness Length No. Qty. 2h My ae apaye 5 
Yq" Anchor Dia., /"-20 Thread 4 S 4" 
1%" ¥ 7s _4KHT5 100 ri 27 2" 4KHV8 15 =? ® 
— a oo ar Sup-R-Stud® Grade 5 Wedge Anchors 
3%" T7' 2%" AKHT7 100 5" "4 5 
¥4" Anchor Dia., %4"-16 Thread 7" Anchor Dia., %"-9 Thread = Yellow, dichromate steel 
2 V4" A Ve ne 50 6 : i Sth pa 0 = Non-seismic rated 
ch il 17%" 4KHT9 __50 g A . 
394" THs" 2%" AKHUT 50 10" BA 2%," 4KHW4 10 Can be used for immediate setting and loading. Yellow electroplating permits 
Wi Anchor Wie VAP Tea ee ee a 8 Thread xnws io. SY recognition after installation. Commonly used in conveyor systems, pipe 
294" 4 1%" 4KHU3 _50 g' 30" 2%," 4KHW6 10 hanging, racking, machinery, and anchoring. Include nut and washer. Meet 
AV" 1¥" cy 4KHU4 50 1%" Anchor Dia., 1 “4"-7 Thread fee - 
a eA —4AKHUS 50 9! TV; 3y;" AKHW7 5 Federal G.S.A. Specifications FF S-325C Group Il, Type 4, Class |. 
ie LA 1" AKHU6 25 12 44 37 4KHW8 5 Note: Safe working loads should not exceed 25% of ultimate values. 


Wedge And AART 
Seismic Anchors 


In 4000 psi Concrete 


SEE SL NNN 





Yn" 2Y4 2068 6828 

%e" 2/4" 9006 9659 

Yq" 398 119/95 15126 

Re 4" 13902 215/74 

ill AY," 15829 28023 

14%" 6Y2" 23090 33000 

Galvanized Steel Zinc Plated 303/304 Stainless Steel 316 Stainless Steel 
Anchor Anchor Max. Work Thread Item Pkg. | Thread Item Pkg. | Thread Item Pkg. | Thread Item Pkg. . . 
Dia. Length Thickness|Length No. Qty. | Length No. Qty. | Length No. Qty. | Length No. Qty. Expansion Shield 
Wedge Anchor AAT 
194" %e' ZY 210976 20 Ze 21U877 20 Ze 21U943 20 Pe 21U927 20 Vin 





eS Se eS 
4 — S| — _ — 4 4 7 7 
ay" Dis | Ve" PANNE 20| — —_ ——"—*—— | Expansion Shields 
OV; 5 1 T%e" 210979 20 | 1% 21087920 1%e" 210946 20) 1%e" ~~ D1UTA 20 
Dy" ive" | 156" 210980 20, 1%" 21088020 | 1%" 21u947 20 1%" 21u915 20 + | Qnd Anchors 
. ee 
By" IR 5! si 5! 4 fi 7 
ae SK 78 ENS ve ce 5g" AV 400 ACO 00 = Min. embedment equals anchor length 
oy si +7 Al aes “0 rs pees a“ es A “ ae rUSTE 75 Note: Screw length needs to be at least the length of the 
4 2 2 2 2 2 H H 
39" 1-216" 910985 10275" 210885 10 | 2" 21095210 2s" 21UaT9 10 | anchor plus the thickness of the material. 











7 ip ——$e ee een Ns, a ge | Expansion Shields—Medium to heavy loads in 
A ill — — —| Ff 210887 10 q" 210954 —10 q" 210921 —-10 dead, variable, or vibratory conditions in all types 
a YL a ae Tana—an— | of masonry and natural stone 
is oe — ¥ a r 4" 21U888 10 1%" 21U955 10 1%" —-21U 928 10 ; 
v 5/4 4" — — — — — — — — — . . 
ay" ys | 19" 210989 5 | 1%" 21U889 5 | 1%" 210956 5 | 1%" 21U929 5 | Expansion Anchors—Lead anchors provide 
Ae iz os, 21U990 5 As ae ) ath ae ) a atte ) quick installation of lightweight fixtures in 
3S Sa eet a ees ae ees 21 —sauesa = | masonry and concrete. Not affected by chemicals 
Ye" 6" 34 Av" 21U992 5 — — — — — — — — — or moisture. 
i 13" — —- — 4" 21U893 a 1%" 21U960 5 1%" —_ 21U930 hy) 
a A4Va" 4" 21U993 5 — _— —_ — _ _— _— _— _— Anchor Anchor Anchor Screw Item Pkg. 
BY," 2% — —- —-)| — — — 1%" 21U961 5 1%" 210931 a Material Dia. Length Size No. Oty. 
82" oy" 4" 21U994 5 — _ _ _— _ _ _ _ _ Lag Screw Expansion Anchor 
Ay" Pe 2% 21U995 5 2% 21895 a 2% 21U962 2D — — — il Yq" 22A658 25 
4s/" 13" 2% 21U996 5 2% __ 21896 5 2% 21U963 5 2% __21U925 5 yy" 1%" Ae. 22A659 29 
A 2 3% 21U997 5 3% 21897 o 3%8" 21U964 5 3% _21U926 5 1%" Yq" 22A662 25 
64" 2% 4Va" 210998 5 A4Vs" _21U898 o AYA" 21U965 5 A4V4" _21U932 5 FineAllo 19/4" Ae. 22A663 29 
LC: Yq" — —_ — : 21U899 a z: 21U966 a 2. 21U941 a y Yq" Z y;" 22A661 25 
Yq" ie 3%" 4" _21U999 5 — — — — — — — — — 3. Ai 22A665 29 
BY," 134" — —_ — 4 21U901 5 2" 21U96/ 5 2 21U942 5 5/g" 174" Ye" 22A660 25 
BY" Ws 4" 21V001 5 — — — — — — — — — 22 5" 22A664 25 
10" 34 — _ — 4 21U902 10 Z 21U968 4 2" 21U933 4 Machine Screw Double Expansion Anchor 
10" 6%" 4" 21V002 4 — — — — — — — — — 14%" 4" 54-10 22A6// i 
12" 0/4 = —_- — 4" 21U903 5 2. 21U969 4 2 21U934 4 Le, ie fc) 22A6/2 25 
iF oe ey 21V003 4 = = =a Zinc Alloy ZA, 2 As, : 16 22A6/4 10 
> 21V004 4 3% 21U904 4 24 21U970 4 2 21U935 4 /e 16 “6-18  22A673 25 
7A" 8 4 4" 21V005 4 4" 21U905 4 2 V4" 21U971 4 2%" 210936 4 Ze 2Y2' Y-13 22A6/5 10 
3 10" 2" — —_- — 4" 21U906 4 24" 21U972 4 2%" 210937 4 ; Sh %-11 22A6/6 5 
10" 6" 4" 21V006 4 —_ _ _ _ _ _ —_ _ _ Machine Screw Expansion Anchor 
6" 1%" 3%" 21V007 4 3% 210907 4 2 V4" 21U973 5 2%" 210938 4 yy 1/6 Y4-20 22A681 20 
Q" Ay," 4" 21V008 4 4" 21U908 4 — — — 2%" 210939 4 Zinc Alloy _¥%' 1%" ¥e-16 22A6/9 10 
4" Q" Ay," — —- —| — — — — — 2%" 210974 5 Ze 2/6. Y-13 22A680 5 
12" Sh _ _- — 4" 21U909 4 _ _ _ 2V4" 21U940 4 Machine Screw Expansion Shield 
12" ch — —- —)|) — — — — — — 2%" 210975 5 1%" 3% 54-10 4KHZ9 29 
12. 1" 4" 21V009 4 — — — — — — — — — 1%" 2%. %-11 4KHZ8 50 
41/4" Q" 2" 3%" 21V010 4 3% 210910 4 — — — — — — ine Allo Vy" 1Y%" Y-20 4KHZ4 100 
12. 5" 3%" 21V011 4 3% 210911 4 — — — — — — YR 24 VY-13 4KHZ7 50 
Seismic Wedge Anchor Ve. 12" %6-18 4KHZ5 100 
3Y4" Yq" — —- — 7s" 21V018 10 — — — — — — M6" 19/4" ¥e-16 4KHZ6 50 
Yo" AV" il _ — —| iy 21V019 10 _ _ _— —_ _ _ Sheet Metal Screw Expansion Anchor 
oY" 2. — — — | 2*&% 21V020 10 — — — — — — 4" #6-8 22A666 100 
(i 3h" — — — | 3% ' _ 21V021 10 — — — — — — Ya" ili #6-8 22A66/ 50 
4s" Yq" — —_- — Ze 21V022 i] = = = = = = Lead 1" #6-8 22A668 50 
5/g" 6 Ve — —_—- — a 21V023 a — — — — — — Ye" ib #16-18 22A6/1 50 
872 4 — —- — 4% 21V024 a — — — — — — 5/6 | #10-14 22A669 50 
10 a — — — | 6% 21V025 a — — — — — — 1% #10-14 —_22A6/0 50 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2163 


FASTENERS 


Anchors 


Scan. Order. Done. 
Details on page A1. 








No. 2G550 


Trubolt® Wedge Anchors 


= For use in concrete 


= For increased load value, use deeper embedment 


= Non-seismic rated 
Fully threaded with 1-pc. wraparound stainless steel expander clip. For continu- 
ous low-temperature applications, use stainless steel anchors. Include nut and 

washer. Stainless steel anchors meet U.S. Government A-A-1923A Type 4. 


Note: Safe working loads for single installations under static loading should not exceed 25% of the 


ultimate load capacity. 


Anchor Dia. 
yi" 
yy" 
TA 
Hi 
yj 
7A" 

7" 

Anchor Thread 

Length Length 

Y in Anchor Dia. 

1% in —“ 

yj! 
1Y%" 

1%!" 

1%" 

2" 

2" 

24" 

¥% in Anchor Dia. 


2 V4 in 


3% in 


2 Yin 1%" 
2% in 1%" 
: fy" 

2 Vin Ti, 
2% in 15%" 
2 V4 in 7, 
2% in 1%" 
3 in 1%" 
38%in 2%" 
3 in 1%" 
38¥%in 2" 
3 in 198" 
3¥%in 2%" 
38%in 2%" 
3%" 

5 in 35," 
7 in 5%" 


Min. Embedment 


Max. Work 
Thickness 


¥ in 
¥e in 
7 in 
7% in 
7 in 
1 % in 
1 %in 
1 in 


¥s in 
7 in 
Ae in 
¥s in 
% in 
Yq in 
Yq in 
1 % in 
1% in 
1 %in 
1 %in 
1 in 
1 %in 
1% in 
3 ¥% in 
3 in 
5 in 





CONCRETE ANCHORING SYSTEMS 


In 4000 psi Concrete 


Ultimate Tension (Ib.) 


143) 1780 
1¥," 2240 
24" 5100 
274" 7180 
3M" 10,840 
3Y4" 7120 
4Y," 22,820 
Fastener 
Material Grade Finish 
304 SS Plain 
Medium Carbon Steel Zinc Plated 
EL iomets! Plain 
304 SS Plain 
Steel Zinc Plated 
316 30 Plain 
304 SS Plain 
Steel Zinc Plated 
304 SS Plain 
304 SS Plain 
Not Graded Steel Zinc Plated 
Not Graded Steel Zinc 
Not Graded Steel Zinc 
Steel Zinc Plated 
Steel Zinc Plated 
316 SS Plain 
316 SS Plain 
304 SS Plain 
304 SS Plain 
Steel Zinc Plated 
Steel Zinc Plated 
Steel Zinc Plated 
304 SS Plain 
Steel Zinc Plated 


Medium Carbon Steel Zinc Plated 





Wedge Style Drop-in Anchor 


SEE eee 
a 


—— 
_— 


— —_ = 


SS ie A, a — 
Epoxy Grip Anchor 


2164 GRAINGER. 
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Find even MORE on Grainger.com® 


2620 

4760 

7190 

13,720 

7180 

20,180 

Mfr. Item 
Model No. 
WW-1416 2G554 
7400SD1-PWR 46U117 
SWW-1422 15X085 
WW-1422 2G556 
7402SD1-PWR 46U118 
SWW-1432  15X086 
WW-1432 2G558 
7404SD1-PWR 46U119 
WW-3822 2G570 
WW-3826 2G572 
U70411.037.0225 31JP12 
WS-3822 3A445 
WS-3826 3A446 
7410SD1-PWR 46U120 
7412SD1-PWR 46U121 
SWW-3830  15X091 
SWW-3836  15X092 
WW-3830 2G574 
WW-3836 2G576 
7413SD1-PWR 46U122 
7414SD1-PWR 46U123 
7415SD1-PWR 46U124 
WW-3850 2G578 
7416SD1-PWR 46U125 
7417SD1-PWR 46U126 


Ultimate Shear (Ib.) 
1400 


Anchor Thread Max. Work 
Length Length Thickness 


Y2 in Anchor Dia. 


1%!" 
2% in — 
a" 
2Y4' 
3% in 2 
2" 
23/4" 
4% in 23/4" 
3" 
4 %in 294" 
3" 
5 Win oO 
33%" 
: 3Y" 
7 in 5 YA" 
¥e in Anchor Dia. 
134" 
3 Yo in il Yn" 
4% in 2" 
4 Yin 2" 
3M" 
5 in 3%" 
3" 
; 4Y," 
6 in 4" 
3Y" 
7 in 3Y" 
5" 
3Y" 
8 “in Bi" 
3, in Anchor Dia. 
4% in 2/h' 
4% in 134" 
4 ¥% in 2 
5 vin ae 
4x 
6 Yin 3y;' 
3Y" 
7 In 4Y" 
8 vin ae 
10 in TV 
12 in gy," 
7 in Anchor Dia. 
; 3Y" 
6 in 55; 
8 in 3%h' 
10 in 3%h' 
1 in Anchor Dia. 
2" 
6 in 2*' 
293" 
2" 
9 in 3%' 
5%" 
1% in Anchor Dia. 
9 in 4%!" 
1 in Anchor Dia. 
12in —24 


858" 


1% in Anchor Dia. 


12 in 794 


Ye in 
Ye in 
Not 
Specified 
1 in 
16 in 
1in 
1 %in 
1 %in 
2 in 
1% in 
2% in 
2% in 
2% in 
4 V% in 
4% in 


Ye in 
Ye in 
7% in 
1 % in 
1% in 
1% in 
1% in 
2% in 
2% in 
3% in 
3% in 
3% in 
5 ¥ in 
5 Yin 


Yin 
Ye in 
¥s in 
1% in 
1% in 
2 Yin 
2 Yin 
3 in 
2 ‘Ain 
4 Vin 
4% in 
5 in 
7 Ain 


1% in 
1% in 
3 Yin 
3 Yin 


Y% in 
1in 
Yo in 
3 “in 
4in 
3 “in 


2 % in 


4in 
6 % in 


5 ¥% in 


Material Grade 


304 SS 
Not Graded Steel 


Steel 


316-55 
Not Graded Steel 
Steel 
3165S 
304 SS 
Steel 
Steel 
31655 
304 SS 
Steel 
304 SS 
Steel 


304 SS 
Steel 
304 SS 
Steel 
304 SS 
3165S 
Steel 
304 SS 
Steel 
304 SS 
316 SS 
Medium Carbon Steel 
304 SS 
Medium Carbon Steel 


304 SS 
Medium Carbon Steel 
Medium Carbon Steel 

304 SS 

Steel 

304 SS 

Steel 

304 SS 
Medium Carbon Steel 

304 SS 

Steel 
Steel 
Medium Carbon Steel 


Not Graded Steel 
Medium Carbon Steel 
Not Graded Steel 
Not Graded Steel 


304 SS 
Not Graded Steel 
Steel 
304 SS 
Not Graded Steel 
Medium Carbon Steel 


Medium Carbon Steel 


Not Graded Steel 
Medium Carbon Steel 


Steel 


Wedge And Epoxy Style Anchors 


= Zinc-plated steel 
= Internally threaded 


= Sold each 


Wedge-Style Drop-In—With more holding capacity than 
standard drop-in anchors, wedge-style anchors can be used in a 
bottomless hole. There are no protruding studs to mar surfaces 
when removing or replacing. Require no special setting tools. 
Excellent for pipe work, equipment brackets, and handrails. 


Thread 
Size 
Wedge Anchor 
¥"-16 
Y"-13 
¥e"-11 
¥4"-10 


1" 


-8 


Epoxy Grip Anchor 
Y4-20 


6-18 
3-16 
VYo-13 
%-11 

¥4-10 


Anchor Dia. 


Vr" 
Hi 
7A" 
7" 
1%" 


3" 
i" 
Ye" 
4" 
{" 
1 


Fastener 
Finish 


Plain 
Zinc Plated 


Zinc Plated 


Plain 
Zinc Plated 
Zinc Plated 

Plain 

Plain 
Galvanized 
Zinc Plated 

Plain 

Plain 
Zinc Plated 

Plain 
Zinc Plated 


Plain 
Zinc Plated 
Plain 
Zinc Plated 
Plain 
Plain 
Zinc Plated 
Plain 
Zinc Plated 
Plain 
Plain 
Zinc Plated 
Plain 
Zinc Plated 


Plain 
Zinc Plated 
Zinc Plated 

Plain 
Zinc Plated 

Plain 
Zinc Plated 

Plain 
Zinc Plated 

Plain 
Zinc Plated 
Zinc Plated 
Zinc Plated 


Zinc Plated 
Zinc Plated 
Zinc Plated 
Zinc Plated 


Plain 
Zinc Plated 
Zinc Plated 

Plain 
Zinc Plated 
Zinc Plated 


Zinc Plated 


Zinc Plated 
Zinc Plated 


Zinc Plated 


Mfr. 
Model 


WW-1226 


U70411.050.0275 31JP17 


7420SD1-PWR 
SWW-1236 


U70411.050.0375 31JP18 


74225D1-PWR 
SWW-1242 
WW-1242 
2812414 
74235D1-PWR 
SWW-1254 
WW-1254 
7424SD1-PWR 
WW-1270 
7426SD1-PWR 


WW-5834 
7430SD1-PWR 
WW-5842 
7432S5D1-PWR 
WW-5850 
SWW-5850 
7433S5D1-PWR 
WW-5860 
7434SD1-PWR 
WW-5870 
SWW-5870 
7436SD1-PWR 
WW-5884 
7438SD1-PWR 


WW-3446 
7440SD1-PWR 
7441SD1-PWR 

WW-3454 
74425D1-PWR 

WW-3462 
7444SD1-PWR 

WW-3470 
7446SD1-PWR 

WW-3484 
7448SD1-PWR 
7449SD1-PWR 
7451SD1-PWR 


2G560 


46U127 
15X082 


46U128 
15X083 
26564 
21U986 
46U129 
15X084 
26566 
46U130 
26568 
46U131 


15X124 
46U134 
15X125 
46U135 
2G550 
15X094 
46U136 
2G552 
46U137 
15X126 
15X095 
46U138 
15X127 
46U139 


15X119 
46U141 
46U142 
15X120 
46U143 
15X121 
46U144 
15X122 
46U145 
15X123 
46U146 
46U147 
46U149 


U70411.087.0600 31JP39 2 


7450SD1-PWR 


46U148 


U70411.087.0800 31JP40 2 
U70411.087.1000 31JP41 2 


WW-10060 


15X116 5 


U70411.100.0600 31JP42 1 


7461SD1-PWR 
WW-10090 


46U152 
15X117_ 5 


U70411.100.0900 31JP43_ 1 


7463SD1-PWR 
74735D1-PWR 


46U153 
46U155 5 


U70411.100.1200 31JP44 1 


7465SD1-PWR 
7475SD1-PWR 


46U154 5 
46U156 5 


AAT 
VINI 


Epoxy Grip—Set in-place with adhe- 
sives for stress-free anchoring that 
remains stress-free until force is applied 


MKT VMZ adhesive only. 


Ultimate Tension in 


Anchor Length 


Dx," 
3Y," 
4" 
45 
5%" 


1%" 
298" 
254" 
3 
o 
68 


4000 psi Concrete (Ib.) 


7559 
9719 
16804 
21607 
28921 


3344 
7424 
9255 
15215 
32334 
30100 


to the bolt. Use in strength design appli- 
cations, or where close edge distance is 
required, such as when installing hand- 
rails in concrete ramps, etc. 


Note: Load values as listed are derived by using 


Item 
No. 


21DA99 
21DC01 
21DC02 
21DC03 
21DC04 


21DC05 
21DC06 
21DC07 
21DC08 
21DC09 
21DC10 


1-800-GRAINGER (472-4643) 
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Dill 

















Anchor 
ACORN ROUND 
HEAD * GRAINGER A 4 
APPROVED ViINi 
Taper Bolt® 
Expansion Anchors 
with Nuts 
Removable, reusable bolts include expansion 
ee ; Nut 
a finished, low-profile hex head. 
High tensile strength allows usersto “gaan 
substitute smaller bolts, for reduced Expansion Nuts, GA 
cost. Uniform expansion provides Aun 100 
greater strength and holding power. Ys" AKHZ2_ 50 
{"4KHz3__10 
In 3000 
psi Concrete 
Ultimate Ultimate 
Anchor Tension Shear Min. Item Pkg. 
* Dia. Length; (lb.) | (Ib.) |Embedment Brand No. Qty 
ALeFe 4 Taper Bolts w/Expansion Nuts 
AKT —%¢ RED HEAD ‘DEWALT & FABORY ye’ 2%" | 40307177 | 1%’ MKT Fastening 4AKHW9 50 
iii a ” ¥' ——-3"_—*| ~« 4030 ~—7177 1%" MKT Fastening 4KHX2 50 
¥% A" | 4030 7177 17%" MKT Fastening 4KHX3 50 
Sleeve Anchors Yo - 27%" | 8165 12,177) 23%" MKT Fastening 4KHX4 25 
. . . . a u u 3 ul . 
Filler sleeve eliminates galling between sleeve and tapered bolt head. For concrete, hollow pe Ee Faetenine ‘Ane oe 
or shallow masonry, or grout-filled blocks. Include nut and washer. Red Head Meet U.S. % 3%" | 9990 17,030| 2%" MKT Fastening 4KHX7 20 
Government A-A-1922A standard. 4%" | 9990 17,030 | 2%" MKT Fastening 4KHX8 25 
%s" — AVs' | 11,906 27,916 | 3%" MKT Fastening 4KHY2 20 
In 4000 psi Concrete Ys" 5%" | 11,906 27,916| 3%" MKT Fastening 4KHY3 20 
Anchor Anchor Min. Max. Work Ultimate Ultimate Anchor Item Pkg. 34" 7" | 11,906 27,916 3%" MKT Fastening 4KHY4 15 
Dia. Length Embedment Thickness | Shear (Ib.) Tension (Ib.) | Material Brand No. Qty. 3/4" 8" | 11,906 27,916 334" MKT Fastening 4KHY5 15 
Round Head Slotted 1" 7%" | 28,263 36,257) 456" ‘MKT Fastening 4KHY7 10 
yin Ain Tin Ya in 920 1400 Steel MKT Fastening 3OPK60) 50 | 
: 2 in 1 in 1 in 920 1400 Steel MKT Fastening 30PK61 50 
¥%in 2Qvin 1 Vain 1% in 2020 2960 Steel MKT Fastening 30PK62 25 
Hex Nut 
1 Vain % in 2400 2600 Steel Red Head 3A472 ‘100 
twin  1¥%in ¥ in 1600 1900 Steel MKT Fastening 30PK38 50 
%e in 1 ¥% in ¥% in 1600 1900 SS MKT Fastening 30PK65 10 
o%in —Lzin 1% in 1600 1900 Steel MKT Fastening 30PK39 50 
: 1 ¥ in 1% in 1600 1900 SS MKT Fastening 30PK66 10 
1 in ¥% in 3040 3100 SS Red Head 26534 —50 
i%in —2in ¥ in 3040 3100 Steel Red Head 3A474 50 
1 Vin ¥% in 2020 2960 Steel MKT Fastening 30PK40 25 
Hin i%in __%in 2020 2960 SSM Fastening 30PK67 5 | LOGQGle Bolt Anchors 
1 in 1% in 3040 3100 Steel Red Head 3A475 —+50 7 2 
3 in 1 Vain 1% in 2020 2960 Steel MKT Fastening  30PK41 25 With Pull Ring 
1 Vin 1% in 2020 2960 SS MKT Fastening 30PK68 5 : oa 
17% in % in 5000 4400 Steel Red Head 3A476 25 ~ | = Grip range % to 3% 
2 Yin 1% in ¥4 in 5760 4860 Steel MKT Fastening 30PK42 10 UOM at 
1 ¥% in ¥a in 5760 4860 SS MKT Fastening 30PK69 4] 10 Yi 00 
1% in 1% in 5000 4400 Steel Red Head BA477_— 25 Thread iteti liem 
3 in 1 %in 14in 5760 4860 Steel MKT Fastening 30PK43 10 Size Drill Bit Size No. No. 
= _ _ Dewalt Engineered Plastic Straps with Zinc Plated Steel Channel 
au eM si By Powers SURZ79— 2 F0-2d A 40P467 | 40P468 
1% in 2 Yin 5000 4400 Steel Red Head 3A478 25 Y,-20 Ai 40P469 | 40P470 
Aig 1% in 2 Yin 5760 4860 Steel MKT Fastening 30PK44 10 A6-18 Ya 40P471 40P472 
1% in 2 Vin 5760 4860 Ss MKT Fastening 30PK70 ‘5 eis a aeaes apave 
1% in = — 4400 SS Fabory 31KL90 —‘10 Sse : 
6in.  1%in  4vin 5760 4860 Steel MIKT Fastening S0PK45 ‘| CEAASII SaBS WIN Sta eee Pt] = 
3 in 2 in Tin 8080 6120 Steel Red Head 3A480 25 eta 7! — AOPAR0 
2 in 1 in 7880 5970 Steel MKT Fastening 30PK47 ) 
iN Ayn 2 in 2 Vs in 8080 6120 Steel Red Head 3A481 —‘10 
: 2 in 2% in 7880 5970 Steel MKT Fastening 30PK48 5 
6 in 2 in 4in 7880 5970 Steel MKT Fastening 30PK49 ) 
2 in ¥% in 11620 8780 Steel MKT Fastening 30PK50 5 
ae ee pin Yh in 11620 8780 SS MKT Fastening 30PK72. ‘5 GRAINGER 
4 Vin 2 in 2% in 11620 8780 Steel MKT Fastening 30PK51 5 MOBI LE 
6 Yin 2 in 4% in 11620 8780 Steel MKT Fastening 30PK52 5 
Flat Head Slotted 
1% in 1 in % in 920 1400 Steel MKT Fastening  30PK53 50 Use your smartphone 
Yin 2in Tin Tin 920 1400 Steel MKT Fastening 30PK54 50 to connect with 
3 in Tin 2 in 920 1400 Steel MKT Fastening 30PK55 50 
¥%in Ain 1 ¥% in 2% in 2020 2960 SS MKT Fastening  30PK74 5 Grainger on the go. 
Flat Head Phillips Now you can find 
2%in  1%in 1% in 2020 2960 Steel MKT Fastening 30PK56 25 ; 
tin —1v%in  2%in | 3040 3100 | Steel Red Head 3A489 50 products, get real-time 
vn nk Bb ean — Sit |_| roduet availability, place 
Rin 2 in 2 in 3040 tee ed Head d d| tadth t 
1% in 3 % in 2020 2960 Steel MKT Fastening 30PK58 —-10 an oraer ana locate tne neares 
Kean ai. in 1% in 4% in 2020 2960 Steel MKT Fastening 30PK59 10 branch from the palm of your hand. 
% in = Ye in = = Steel MKT Fastening  30PK35 100 Anytime, anywhere. 
; 1 in ¥e in 920 1400 Steel MKT Fastening 30PK36 50 os 
win 180 Tip % in 920 1400 SS MKT Fastening 30PK63 10 > To download the app, visit 
9 Vain 1 in 1% in 920 1400 Steel MKT Fastening 30PK37 ~—50 grainger.com/content/mobile-features 
1 in 1 Vs in 920 1400 SS MKT Fastening 30PK64 ‘10 
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FASTENERS Scan. Order. Done. 
Anchors Details on page Al. 
Ultimate Ultimate DROP-IN ANCHOR 
Min. Drill Tension in Shear in ANCHOR SETTING TOOL 
Drop-In’ Anchor Thread Hole Bit 4000 psi 4000 psi Item Pkg. | Item Pkg. 
Anchor Type Material Depth Depth Size Concrete (lb.) Concrete (Ib.) Brand No. Qty. No. Qty. 
Yq"-20 Thread Size 
Flange Steel ¥e" 1 37" 2360 1080 Red Head 3A492. 100 | 3A497_—s'1 
¥e" 1 ¥e" 2360 1080 Red Head 2G476 100 | 3A497_ 1 
—_, ital Stainless 2" 1" 3" 2104 1321 Sup-R-Drop AKJA3 25. 4XMF2~ 1 
ange Steel 3" 1 ¥&' 2104 1321 MKT Fastening 30PK20 10 —- = 
Non-Flange 3" ily ¥" 2104 1321 MKT Fastening 30PK25 5 _ _ 
¥e" 1 ¥7e" 2360 1080 Red Head 2G474 100 |3A497 #1 
Steel 6" 1 3" 1565 2550 Dewalt Engineered By Powers 46U157 100 46U162 1 
3" 1 37" 2104 1321 MKT Fastening 30PK15 20 — — 
Drop-In Anchor, ¥"-16 Thread Size 
Non-Flanged Y;" 1%" A" 3800 3160 Red Head 3A493. 50 | 3A498_—si 
einige Steel ¥e" 3/4" Y;" 3800 3160 Red Head 5HE65 100 2WLH1 1 
g Yo" 16 OY" 4824 3714 MKT Fastening 30PK32 25 — — 
3" 3/a" Y;" — 3714 MKT Fastening 30PK34 20 — — 
Y;" 1%" A" 3800 3160 Red Head 2G492 50  3A498_ 1 
Stainless 232" 1%6' =" 4824 3714 Sup-R-Drop 4KJA4 §=25 |4XMF3 si 
2eR Steel Yo" 1%68 oY" 4824 3714 MKT Fastening 30PK21 10 — — 
ij Non-Flange yp" %6 A" 4824 3714 MKT Fastening 30PK26 5 _ — 
RED HEAD VY," 1%" A" 3800 3160 Red Head 26488 50 | 3A498_ 1 
Steel %" 1%6 2850 4755 Dewalt Engineered By Powers 46U158 50 (46U163 1 
DeWALT 4 6 4824 3714 MKT Fastening 30PKi6 25, —  — 
VIXG ¥"-6 Thread Size 
Coil Non- " u " H 
Steel a 2 % 7398 5854 MKT Fastening 30PK30 25 — 
Flange 
Drop-in Anchors, "13 Thread Size 
H V;" 1" 7%" 3270 2673 Red Head 2KTED)§=6©50 ~«=©| 2KTE6’ Ci 
Tools, and Kits Flange Steel = SSCSH'SCSCSC«*OBAO 4580 Red Head 3A49450 | 4CB94_—_ 
; : Ja 2" 7%" 7398 5854 MKT Fastening 30PK33 25 — — 
= Drop-in anchor setting tool must be a 5840 4580 Red Head 2G490 50 | 4CB94 1 
purchased separately (see table) oan ih 2" 7398 5854 Sup-R-Drop 4KJA5 25 |4XMF4 1 
ee ; ’ tee Ja" a % 7398 5854 MKT Fastening 30PK22 5 — — 
For use in pipe hanging, mounting valve and Non-Flange yy DO 7398 5854 MKT Fastening 30PK27 5 | —  — 
pipe, machinery mounting, anchoring shelf, and 7 2° 5480 4580 Red Head 2G486 50 | 4CB94_ 1 
insulation applications, in concrete materials or Steel '%e' 2" 3" 4190 7505 Dewalt Engineered By Powers |46U159 50 46U164 1 
solid see base materials 5/4" 2" 7" 7398 5854 MKT Fastening 30PK17 925 — — 
: ¥e"-11 Thread Size 
Note: For load capacities in structural lightweight Flange _ Steel iV eh ui 8640 7440 Red Head 3A495 25 | ACB9G 
aggregate concrete, refer to ICBO Report No. 1372. Safe ; ; i ie Seer a ecread aa 2 oe : 
working loads for single installations under static loading Stainless 4:5; 7 5 7 5 a aa CY PKo 
‘A Steel 2 8 7966 8754 MKT Fastening 30PK23_ 5 = = 
should not exceed 25% of the ultimate load conditions. Non-Flange 1" dV" 7h" 7966 8754 MKT Fastening 30PK28 5 __ = 
Item He 2" 7440 _ Dewalt Engineered By Powers 30RZ47 25 |46U165 1 
inti 1" 2Y" if 8640 7440 Red Head 2G480 25 | 4CB96 1 
Dewalt E 1 ese otion No: Steel 479" 74" 7966 8754 MIT Fastening 30PK18 10 
ewalt Engineered By Powers 2 8 | _ — 
Me Stop Brill Bit élii79 ¥q"-4-1/2 Thread Size 
mart Bit for 2", Bit Dia. 8° 46U17 Coil Non- ; ‘ i 
Smart Bit for Vs", Bit Dia. 34" 46U170 Flange Steel 1% 36 1 16,019 11627 MKT Fastening 30PK31 5 = = 
aman Bit ore Bit HER 46U171 =34"-10 Thread Size 
Di+™ System Setting Too Vy" 3/6" " A4 2 ACB { 
Use With Rod/Anchor Size "Pin length %e"4eute9 ange __Steel i a6 ae ie 4s Ree er a ee iGoee 
poe Si tOd ANE NOE Stet POngul Zee SOTO Stainless 114" 3%" 1" 16019 11627 MKT Fastenin 30PK24. 5 4XMF6 1 
Use With Rod/Anchor Size 34", Pin length es" 46U168 Se Ne eee 7: Tae 1169 MKT Fasteni g anERaG Ce 
Red Head Non-Flange ee bes 3/6 6019 627 | Fastening 9 
Depth Charge™ Stop Drill Bits 198" 3/6 r 9405 = Dewalt Engineered By Powers |30RZ48 10 = = 
Y>" Bit Hammer Drill 4CGZ8 Steel 1%" 3%6 1 9480 10,480 Red Head 2G478 25 | 4CB95 1 
%e' Bit Hammer Drill 4CGZ9 1%" 38%6" i" 16019 11627 MKT Fastening 30PK19 5 — — 
DMAAAS\\AN ANNA 
‘DEWALT Anchor Item Pkg. 
vce Stainless Steel Permaseal Dia. beng feat Sule 3 saa oN. 
Coating Finish - Hex Head A h S o i ene doiet 
ncnor screws 13% in Hex Washer _30TD85 —_—-100 
1%in Flat Phillips 30TD96 100 
and Bolts 1%in Flat Phillips  30TD97 100 
2%in HexWasher 30TD86 100 
Anchor Item Pkg. 2% in HexWasher 30TD87 100 
Dia. Length _Head Style No. Qty. Vain 2Y%in Flat Phillips 30TD98 100 
Concrete Screw ? 2%in Flat Phillips 30TD99 100 
Tapper+® Steel Permaseal Coating Tapper® Stainless Steel Permaseal Coating Finish 3%in HexWasher 30TD88 100 
Finish - Flat Philips Head Y% in Hex Washer 30TE04 100 3% in Hex Washer 30TD89 100 
| 3¥4in HexWasher 30TE05 100 3Y%in Flat Phillips 30TEO1 100 
1%in Flat Phillips 30TE11 100 3% in Flat Phillips | 30TEO2 100 
1%in Flat Phillips 30TE12 100 4in Hex Washer  30TD90 100 
2¥%,in HexWasher 30TEO6 100 4 in Flat Phillips | 30TEO3 100 
, Vain 2% in HexWasher 30TEO7 #100 Screw Anchor 
muReans : 2¥%in Flat Phillips 30TE13 100 Screw-Bolt+™ Steel Galvanized Finish 
= . ARON 2% in  FlatPhillips 30TE14 100 % in 8 in Hex Washer 411D74 25 
ye 3Y%in HexWasher 30TE08 100 % in 8 in Hex Washer 411D76 _—10 
3% in HexWasher 30TEO9 #100 Screw-Bolt+™ Steel Zinc Plated Finish 
Wedge-Bolt® + 3%in Flat Phillips 30TE15 100 Yin 3 in Hex Washer 411D39 100 
4in Hex Washer  30TE10 100 ¥% in 4in Hex Washer  411D43 50 
Tapper+® Steel Permaseal Coating Finish 4in Hex Washer 411D49 50 
1%in HexWasher 30TD79 ~ 100 5 in Hex Washer 411D50 25 
1%in HexWasher 30TD80 100 Yin 6 in Hex Washer  411D51 20 
1%in Flat Phillips 30TD91 100 8 in Hex Washer 411D52 25 
1% in Flat Phillips 30TD92__—-100 8 in Hex Washer 411D52 25 
Visi 2%in HexWasher 301TD81 #100 4in Hex Washer 411D54 25 
2% in HexWasher 307TD82 100 5h in 5 in Hex Washer 411D55 25 
: ™ F 2%in  FlatPhillips 30TD93 100 6 in Hex Washer 411D56 25 
et a 2% in FlatPhillips  30TD94 100 Bin HexWasher 411D57___25 
34%in HexWasher 30TD83 100 in 8 in Hex Washer 411D62 10 
3%in  FlatPhillips 30TD95 100 10 in Hex Washer 411D63 10 
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Find the yi. Find Solutions. Find Great Prices. Anchors 
rew Anchor *, 
Screw Anchors $ FABORY , . 
. Steel . . . : : CONCRETE ANCHORING SYSTEMS 
= Drill bit size = anchor dia. —_ standard-size drill bits; removable, for tempo- : — 
iy adi uy sy one ee and ieee Large-Diameter Tapcon® hiss 
igh-strength heavy-duty or use in fastening conveyors, pallet racking, 3 : 
anchors are for use in both racking guards, motors, bracing, piping, Self-Threading Anchors : 
cracked and uncracked ladders, fencing, beams, angles, or dimensional | = Grade 5 zinc-plated, hardened steel = 
. . . : : . 
concrete. Easily installed with lumber to concrete or masonry. Removable structural screw anchors are for high-load capacity = 
Le sn applications. Use in concrete and masonry and in dry, noncor- = ' 
psi Goncrete : F F - F 
Max. Ultimate Ultimate rosive environments. Install with standard masonry drill bits. = 
Anchor Min. Work | Tension Shear Item Pkg. \ In 4000 2 
Dia. Length Embedment Thickness _ (Ib.) (Ib.) No. Qty. ¥. nel Coneraté = 
rae 19 ye | 1025 2680 | AXFX4 100 Sate amate = 
Vj! WA tHe yh 1095 5630 AXFX5 50 Anchor Min. Max. Work Tension Shear | Item Pkg. a 
i ve 7A Dia. Length Embedment Thickness | (Ib.) (Ib.) No. Qty. = 
si 1% Tv; 10252680 | 4XFX6 50 Ls Hes Washe e 
1 z Vi 4248 8240 | 4XFX7 50 is rg +15! vi 7900 3400 TaRUG3 50 = 
yy £2 a joo B00 | SARS ___90 == WA iA Vo" | 25523420 | 4BU94 50 = 
m a a a a 15 KF 1 ive | 3312 3424 /ABU95 50 — 
as 2 a 2 2 == ry iA Di’ | 78523459 4BU96 50 = 
yw — 3, 2 a eS is 5} 17 315" | 8500 3500 |4BU97 40 = 
6 A SL eS | eee == 3 th 556447380 |4BU98 25 = 
eC y ive | 88368140 (4B99 25 
45 A is 6 2" 4° | 42,000_9000_4BY11__20 = 
ticcsan Eaciagerad Bc B 2 CAA PE == 3 EL Vi' —|~ 7845 13,475 | 4BY12 10 s 
“ee ] 4400 1755 | 411035 100 15 5 —e ca ee Bee [= 
vie 278 ik Ty |2955 1755 | 411037 100 is e ze gf 8.000 1000 | eer 1 = 
"59 wa Li ai" 374" iv" | 12,636 14,314 (ABY16 10 
a: ih ee 1s ys Be 30 oy" | 18.541 20.612 |4BY17_ 10. Hex Washer 
2Vs" TH" T 4020 4735 | 411D41 50 os 
3 TH" WA 4020 4735 | 411D42 50 
3 TR" Te" | 4020 4735 | 411D64 50 es 
4s q" TH" 2%" | 8130 6930 | 411D43 50 
oo? 1 2%" | 81306930 411D65 50 os * 
5 vA 3%" | 11,945 6930 | 411D44 50 “J & FABORY 
stay 11948 — 6980 414s 80 7 
6" iA oe 945 411045 5 
6 iA 45" 11,945 6930 | 411D67 50 * GRAINGER 
z Ty vA 3115 6555 | 411D46 50 APPROVED 
2V5 KZ V4! 3115 6555 | 411D47 50 ; 
ky Ty Tv" | 7320 8800 | 411D48 50 —2c RED HEAD 
4" 1 fq" 2 Y," 1320 8800 41 1 D49 50 CONCRETE ANCHORING SYSTEMS 
5 ty 0 19 99510-290-| AIDBO 25 
yp! 5 A i 525 10, 411D5 5 
ce Her ane — 2 Masonry Anchors 
6" KA 4Vs" | 17,235 10, 411D5 5 “to. ‘ati 
G" 17; Avs 17035 10.280 411070 25 = For wood-to-concrete applications 
8" KA 6%" | 17,235 10, 411D5 5 -to-i 
. +o BT sae 10300 DTT 28 Easy-to-install anchors can be quickly 
3 yA A 6985 11,630 411053 25 removed. Notched high-low threads 
: 242 12" | 10,685 _ 13, 411D54_ 25 t into masonry for greater stabili 
5 aA 2%" | 10,685 13,220 | 411D55 25 CUT ile Masenny tek O/ealer Stan 
2 216" 2%" | 10,685 13,220 | 441D72 25 and pull-out values. 
e ithe EC EGE Te Tapered shank provides a wedging 
8" 2%" By" | 22.475 14980 411D57 25 action for a strong, reliable hold. 
ii) —_ it) 1h" . 
a ae oem me ame Accommodate close-to-edge applica- 
4" 24" 1H" 6610 12,725 | 411D59 20 tions. Superior pull-out and shear 
yp 6" 25" 3%" | 20,835 18,685 | 411D61 20 
a A a 50839 18.889 iL He “ Note: Not recommended for use with aluminum 
2 2 , ; j 
3" WA A 99.450 18685 | 411D76 10 when moisture may be present. 
10" 2V5" 7%" | 22,450 18,685 | 411D63 10 
A ip B It HEX FLAT, 
ncnor DONS Include nut and washer.  araG | HEAD 
= Tensile strength: 60,000 psi Meet ASTM A307 standard. Anchor Item Item a 
Dia. Length No. No. ea 
Anchor Plain Hot Dipped Galvanized FABORY, 410 Stainless Steel, Sliver Ruspert whe 
Flat, Phill 
Thread Overall) Anchor = Item Pkg. Anchor — Item Pkg. 1" AXFY1 AXFY8 at, PRiNps 
Size Length | Length No. Qty. | Length No. Qty. 194" 4XFY2 AXFY9 Head 
4'-16 —2 6 11K382_ 25 | 6°  21Y486 50 2VA 4XFY3 | 4XFZ1 
8" 8" 11K383_ 25 | 8"  21Y487 50 Yj! 29" 4XFY4__|__4XFZ2 


6 6 11K384 25 6 21Y488 90 
: S 11K3859_— 25 oe 21Y463 50 


34 AXFY5 AXFZ3 
34 AXFY6 AXFZ4 





8 8 21Y445 50 — — — 4XFY7 4XFZ5 HEX FLAT, 
Yy"-43 10" 10° 11M966 25 10" 21Y464 50 GA, Low Carbon Steel, Zinc Yellow WASHER | PHILLIPS 
’ lz. 12. 11M967 = 25 12" 21Y465 50 Ir 15W113 | 15W118 HEAD HEAD 
14" 14" 21Y448 50 14" 21Y466 50 #8 144" 15W114 | 15W119 Anchor Item Item 
16° — — — 16° 21Y467 50 1%" 15W115 | 15W120 Dia. Length No. No. 
18" 18" 21Y450 50 18" 21Y468 50 ya" 15W121 | 15W131 Tapcon® Red Head, Hardened Steel 
8 — — — 8 21Y469 20 ilk 15W122 | 15W132 13/4" 4AK82 4AK94 
5-14 10" 10" 21Y451 25 10" 21Y470 20 1%" 15W123 | 15W133 2V4" 4AK83 4AK95 
3 2: 12. 21Y452 20 2 21Y471 20 1%" 15W124 | 15W134 Ye" 2/4" 4AK84 4AK96 
18" 18" 21Y453 2) ist 21Y473 20 Yq" 2 15W125 | 15W135 34 4AK85 4AK97 
8 8 21Y 454 20 — — — 2¥2' 15W126 | 15W136 14%" 4AK81 4AK93 
12. 2 21Y455 20 1?" 21Y474 20 ch 15W127 | 15W137 13/4" 4AK87 4AK99 
Yy'-10 ii — — — 15: 21Y475 20 3y 15W128 | 15W138 2 V4" 4AK88 4AL00 
16° 16° 21Y456 20 1b: 21Y476 20 AY," 15W130 | 15W140 2/4" 4AK89 4AL01 
18" 18" 21Y457 20 18" 21Y477 20 Tapcon® Red Head, 410 Stainless Steel Ya 34 4AK90 4AL02 
24" 24" 21Y458 20 24" 21Y478 20 144" 15X492 15X498 3Y4" 4AK91 4AL03 
12" — — — He 21Y481 10 134" 15X493 15X499 4 4AK92 4AL04 
18" 18" 21Y460 10 18" 21Y483 10 yj" 2 V4" 15X494 15X501 14%" 4AK86 4AK98 
1"-8 24" — — — 24" 21Y484 10 274" 15X495 15X502 Tapcon® Red Head, Low Carbon Steel 
30" 30" 21Y462 10 — — — 34" 15X496 — yj" 6" 15X486 15X490 
36" — — — 36" 21Y485 10 3/4" 15X497 15X504 4" — 15X489 
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Concrete Deck Inserts 





= Steel Inserts have pre-mounted embedment depth. UL Listed. Meet ICC-ES, 
construction self-drilling screws and a ESR-3958, IBC 2009, 2012, 2015, IRC 2009, 
with zinc lengthened "T" brace, to allow 2012, 2015, FM standards. 
plated finish simple and easy installation 
= 8" length in concrete-filled metal deck Nominal 
a 12" ies. j i- Conduit/Pi FI Hol It 
12" flange assemblies, ina variety of posi FRNENea Hey w_thicues Sie Nor 
width tions. A threaded bolt permits 35" % e" re’ or " AAGKOS 
A Yr He" Ae" or ¥s"_416K96 
precise height adjustment and a i. 3" ATR? 
helps guarantee the minimum 7 7" 3" 15/6" or 1" 416K98 
Anchor Anchor Min. Anchor Item Pkg. 


Dia. Length Embedment Head Style No. Qty. 
Crimp Drive Anchor, Strong-Tie 
1% In in Mushroom 4XFZ6 100 










Crimp-Drive Hein 1% in 1% in Rod Coupler 4XGA8 100 r 
EEE, eee eee 
_ < > in 4 in ushroom H 
| | Se (int Yain Rod Coupler 4XGa9 50 Anchors and Pins 
Split-Drive tein i vein Tie-Wite 4XGC1 100 Standard—Easy-to-install, tamperproof 


YW in 1 in In Mushroom 4XFZ8 100 
2 Yin 1% in Mushroom 4XGA3 100 
2 in 1% in Mushroom 4XGA2 100 
3 in 1% in Mushroom 4XGA4 100 
3 in 1% in Mushroom 4XGA7 100 
¥, in 2 in 1% In Mushroom 4XGA5 25 
3 in 1% In Mushroom 4XGA6 = 25 

Hammer Drive Pin Anchor, Dewalt Engineered By Powers 
1 Yin in Flat 453H31 100 

1 Yin In Mushroom 453G83 100 

1% in % In Mushroom 453H12 100 

1 in 1% in Flat 453H23 100 

1% in In Mushroom 453H11 100 


anchors can be used in concrete, block, 
brick, or stone. Include hex nut and washer. 


Security Anchors—Set flush in recessed 
washer to help prevent tampering and 
removal. 

Max. 
Anchor Anchor Min. Fixture Item = Pkg. 


Dia. Length Embedment Thickness No. Qty. 
Standard, Zamac 





















T¥%in 1 %in Tie-Wire  453H22 100 / % Ys" 11K340 100 
1 in % in Mushroom 453G82 100 Ya 7% He 11K341 100 
Tin 7 in Mushroom 453H10 100 1 A Ya" 11K342 100 
2 Yin 7 in Flat 453H33 100 Yi TY A Yo" 11K343 100 
vein 2 2in 7 in Mushroom 453G84 100 Ve 7 Z 11K344 100 
M6 IN yin 7 in Flat 453H01 100 — , : Ya" 1%" 11K345 100 

ie-Wi 2 in Ain Flat 453H32_ 100 tandar ie ; 
ee 2in ‘in Mushroom 453H13 100 ye 1 TY TAK324 50 
2 in 1% in Flat 453H24 100 Standard, % 12 i" 11K325 50 
3 Yin 7 in Mushroom 453G86 100 Steel 5g" 2 ly AG 11K326 25 
3 in 7% in Flat 453H34 100 271" TH" il T1K327__25 
3 in 7% in Mushroom 453G85 100 yy 32 WA 1" 11K329 25 
3 in 7% in Flat 453H02 100 A 1% 256" 11K330_ 25 
Flat Head 4in in Mushroom 453G87 100 yy 2A, 2 Ya TAK331_ 10 
4in 7 in Flat 453H03 100 3% 271" ya" 11K332__10 
1% in Tin Flat 453H04 100 5A q" 297 16" 11K335 5 
| SIMPSON | ret Yim Round.absH28 100 B55 Ta 

1% in 1% in Round 45 2 
AAT 1Ysin Tin Mushroom 453H14 100 yy 63s" 2° 11K338_—4 
Strong-Tie Vink T%in 1 %in Tie-Wire _453H35 500 Tf 372 2 11K339__ 4 
: 1% in 1 ¥%in Tie-Wire ate uy Standard, Garhon see’ ” TIKaoE 7 

a 2 Yin 1in Flat 45 Standard, ¥2 8 8 
_ 2 vin Tin Mushroom 453H17 100 » 4X 21/4" 2" 11K333 10 
Crimp, Hammer, and ’in “in Tin Flat 453H05 100 Zamac =” OVA" 35" 441K334 10 
Split-Drive Anchors 2 in tin Mushroom 453H16 100 Security Anchors, Ca Carbon Steel Body (Hardened Pin Pin) 
3 2 In 1 in Mushroom 45 Y/" 

: 3 Yin Tin Flat 453H08 100 298 P 7 15W082 10 
Tamper-resistant light- to medium- 3 in AT Flat 453H07 100 eg ay Ws A v5wo83 19 
duty anchors allow hammer-in 3 in Tin Mushroom 453H18 100 e 5" " 

: ; 4in Tin Mushroom 453G89 100 ¥% — 315" Ty 1%" 15W085 5 
installation and multiple head configu- Zin Tin Flat 453H09 100 nA 37° 15W086 5 
rations. Install in concrete, grout-filled wal japan regu aoe g ae 7A fie ee 2 
In In usnroom u 2 2 
block, and stone. Duplex-head anchors 2% in 1% in Mushroom 453H20 25 rr ns 29" 15W089 5 
are for temporary fastening and can ein Vin gun A3He7 0 Security 6 sm cm ey 5 
: In In usnroom u 
be removed using a claw hammer. % in 31% in | t, in Round 453H29 25 Anchor, % 6 aes 372 15W092 2 
Sup-R-Coat electroplate and galva- 3 % in 1 vs in Mushroom 453G91 25 Carbon Steel ¥/;! a aes i aes 3 
nized miss are ea hs L es af ein eshtoom #3602 i 
environments, or wi umber. 5 in 1% in Mushroom 45 5 
vin 2 ein Mushroom 483605 50 
Crimp Drive—Preformed curvature 4in 2 10 ushroom 453695 
3 Yin 2 ¥2 In Mushroom 453G96 50 
along shaft expands to secure anchor. =, 3in 2 %in Round  453H30 25 
Installs with a standard hammer into 4in 2 %in Mushroom _498G97__25 
: 5 in 2 2I1n Mushroom 453G98 25 
concrete and grout-filled block. 6%in 2 in Mushroom 453G99 25 

2 . : Split-Drive Anchor, Strong-Tie 

Sup-R-Split® Hammer Drive—High- 1 in : a POUMETSION ie me 
: Z 2% In 4 in ountersunk 4 
Strength, heat-treated 1-pe. steel 2in tain Countersunk 4XGD1 100 Steel Toggle Bolts 
anchors are hammer-drive, friction-set; ,,,, 3%in 1%in Countersunk 4XGD4 100 
can be used for attaching wood or sii a axGD3 100 Spring-type wing with combo head screw is 
forming to solid concrete. i in a in pomereue aGps ite easy-to-install. Use for light-duty applications 
: ee in 4 in ountersun Wi 

applications. 4 Y in 1 ¥% in Flat 4 : 

. 2%in 1 %in Flat 4KJC1 100 
Split-Drive—Install in concrete, 2 ¥% in i in Duplex ales me iicaartniliwen a rag 3" Ena 4" LENGTH 5" LENGTH 6" LENGTH 

: 2 In 8 In at 4 rea ri ing Pkg. tem tem tem em em 

grout-filled block, and stone. win 3 %in 1 Vin Flat 4KJC3_ 100 | Size Size Span Oty.| No. No. No. No. No. 
oe yet kB AB |e RAB 

: 3 in 1% in at 4 - 16 " 
for temporary fastening and can be 3in 1 %in Flat AKJC6 100. |~ %s-20 ie 9" 50) — 41K309 | 11K310 | 11K311 | 11K312 
removed by using a claw hammer. 4in 1 in Flat 4KJC4 100 %-16 1° 2% 25 — 11K313_ | 11K314_ | 11K315 | 11K316 
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No. 2HNW6 


Berner Met Seat 
Ramset 5270 


No. 2HNW7 


@ fa JOBSITE SPEED 


Powder-Actuated 
Tools 


For fast, secure fastening into steel, concrete, and masonry. Ergonomically 
designed for operator comfort and safety. 


Semi-Automatic—Trigger-operated tools use 10-load powder strips for 
efficient operation. No. 2HNW6 has automatic powder load ejection and steel 
construction. No. 2HNW7 features power adjust, rubber front end grip, and 
polyamide housing. 


Mfr. Item 


Tool Tool 
Description Caliber Loads Length (In) Weight(lb.) Model No. 
Power-Actuated Tools 


Capacity 2 -1/2 in Pins and 3 in Pin with Washer 


Semi-Automatic, 10 Load Strip 0.27 13 % in 4.5 |b COBRA 2HNW6 
Capacity 3 in Pin 
Semi-Automatic, 10 Load Strip 0.22 15% 55 SA2/0 2HNW7/ 


Shower Rod Anchor 
No. G6UTD3 
e 


Winelts’ 


Shower and | 
Grab Bar Anchors 


Shower Rod Anchor—Use with crescent and oval curved 
shower rods when there is insufficient structural blocking. 
Installs quickly into any hollow wall substrate up to 1%" 
thick. Made of fire-retardant plastic material. Includes 4 
stainless steel screws, 4 wings, and waterproof adhesive 
tape. 





Grab Bar Anchors—Watertight installation eliminates Material 


blocking, even over grout lines in drywall with tile. No. BUTC8 
is rated up to 600 Ib. and No. 6UTC7 is rated up to 800 lb. 
Each includes stainless steel screws. Meet ADA guidelines 
and commercial building codes. Installation into bare /2" 
drywall is not compliant with commercial building codes. 
Wall and Tile Drill Bits and Sets—Precision bits cut fast, Voy 9p 
clean holes to install anchors in ceramic wall tile, wallboard, —yr-y8"3y" 
glass, steel, marble, and plaster. Made of industrial carbide. ivmeZs 


Fire Retardant 
Structural Plastic 
Grab Bar Anchors 
Stainless Steel 
Fire Retardant 
Structural Plastic 





Item Pkg. 
Qty. 


Shower Rod Anchor 


Wall and Tile Drill Bits and Sets 
Yq 6UTC9 1 


Li 


No. 2HPA1 


Description 
Fastener Pins 
Yo" Length, 0.300 Head Dia./0.145 Shank Diameter 
¥4" Length, 0.300 Head Dia./0.145 Shank Diameter 
1" Length, 0.300 Head Dia./0.145 Shank Diameter 
1%" Length, 0.300 Head Dia./0.145 Shank Diameter 
1%" Length, 0.300 Head Dia./0.145 Shank Diameter 
2° Length, 0.300 Head Dia./0.145 Shank Diameter 
22" Length, 0.300 Head Dia./0.145 Shank Diameter 
3° Length, 0.300 Head Dia./0.145 Shank Diameter 
Fastening Pins With 1" Washer 
Ya" Length, 0.300 Head Dia./0.145 Shank Diameter 
1" Length, 0.300 Head Dia./0.145 Shank Diameter 
1%" Length, 0.300 Head Dia./0.145 Shank Diameter 
1%" Length, 0.300 Head Dia./0.145 Shank Diameter 
2" Length, 0.300 Head Dia./0.145 Shank Diameter 
22" Length, 0.300 Head Dia./0.145 Shank Diameter 
3" Length, 0.300 Head Dia./0.145 Shank Diameter 
Powder Loads 
0.27, Green, 10 Load Strip For Medium Duty Fastening 
0.27, Yellow, 10 Load Strip For Heavy Duty Fastening 
0.27, Red, 10 Load Strip For Extra Heavy Duty Fastening 
Powder Tool Extension Pole 
96'L, For Use With No. 2HNW7 


* All pins are 1060-1065 steel! with core hardness of 52-56 Re. 


No. 6UTCS 


2 


2 
2 


1 
3 


1 
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Grab Bar Anchor 


No. 2HNX8 





1524 


1506SD 
1908SD 
19108D 
1512SD 
15148D 
1516SDC 
1924SDP 


3RS2/ 
4RS27 
ORS2/ 


PTSEMI8 


FASTENERS 


Anchors 


Item 
No. 


2HNX8 
2HNX9 
2HNY1 
2HNY2 
2HNY3 
2HNY4 
2HNY9 
2HNY6 


2HNY8 
2HNY7 
2HNY9 
2HNZ1 
2HNZ2 
2HNZ3 
2HNZ4 


2HPA1 
2HPA2 
2HPA3 


2HPA6 





bs gg 


OO 








Wall and Tile Drill Bit 
No. 6UTC9 


2169 








FASTENERS 
Anchors 


Scan. Order. Done. 
Details on page A1. 








Hollow-Wall Anchor Hollow-Wall Anchor, 


Self Setting 


Hollow-Wall and 
Caulking Anchors 
For light-duty applications. 


Caulking 
Anchor 





Hollow-Wall Anchors—Easy-to-install anchors expand behind the wallboard. 


Hollow-Wall Anchors, Self Setting—Nos. 11K362 and 11K363 require no 
predrilling; with pointed tip, anchor drives into wall. 


Caulking Anchors—Zamac Cone with 3% to 5% Antimonial Lead Expander. 
For use with hollow-walls, brick, and block. 





Item Pkg. 
Screw Size Screw Length Wall Thickness Drill Size No. Qty. 
Hollow Wall Anchors 
Ae. 26 % to ¥ 8 11K358 20 
M4(6#-32) 1% ¥e' to Ye Ae. 11K355_ ~—-100 
M4 ‘Be 32 il Ye to Yo Ae 11K356 —:100 
M4( ‘Be 32 1%" Ye" to Yo" Ae. 11K362 ~—‘100 
M4 ‘BE 32 Z. %8 to 1¥4 Ae 11K35/7 ~—100 
M4( ‘BE 32 298 Ys to 14 Ae. 11K363 —-100 
talkies Anchors 
Ai Ze — Y 11K364 20 
Ae. i — 1B 11K365 2) 
7g" 1%" _— ya" 11K366 20 
Conical Screw Anchor 
Flanged Anchor i) 





Plug Anchor 


‘ = 
& FABORY 


Conical and Plug Anchors 


= Plastic 


Corrosion-resistant anchors are for light-duty applications in hollow walls, 
brick, and block. 


Screw Drill Item Pkg. 
Size Size Includes Brand No. Qty. 
Hollow Wall Anchor 
Conical 
(100) Plastic Anchors, Number 11K367, (100) 
#6 %6' Combo Slotted/Phillips Pan Head Sheet Metal Screws Fabory 40L970 100 
#6 x ¥4", and 1 Pcs Carbide Tipped Masonry Drill 
#6 10#38 Yo — Fabory 11K367 100 
(100) Plastic Anchors, Number 11K368, (100) 
#8 ¥%6' Combo Slotted/Phillips Pan Head Sheet Metal Screws Fabory 40L971 100 
#10 x 1", and 1 Pcs Carbide Tipped Masonry Drill 
#8 to #10 Ve _— Fabory 11K368 100 
(100) Plastic Anchors, Number 11K369, (100) 
#10  %" Combo Slotted/Phillips Pan Head Sheet Metal Screws Fabory 40L969 100 
#10 x 1", and 1 Pcs Carbide Tipped Masonry Drill 
#10 to #12 “4 — Fabory 11K369 100 
(50) Plastic Anchors, Number 11K370, (50) Combo 
#14  ‘%e' Slotted/Phillips Pan Head Sheet Metal Screws #14 Fabory 40L972 50 
x 1%", and (1) Carbide Tipped Masonry Drill 
#14 to #16 “6 — Fabory 11K370 50 
Flanged SEWAIEE , 
, _ ewalt Engineere 
#4to #10 Ye ; By Powers —— 100 
: ewalt Engineere 
#6to#12 % — ; By Powers — 100 
A; ewalt Engineere 
#8 to #14 %e — By Powers 54TV27 100 
Hollow Brick Anchor 
Plug 
#6t0#8 Vc — Fabory 11K371 100 
#10 to #12 %2" Fabory 11K373 100 


2170 GRAINGER, 
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No. 
11K317 


No. 
12F257 ceammnmcsncenn, 






No. 6UTC4 





No. 38VC32 


¥* ® 
& FABORY 


Hollow-Wall and Drywall Anchors 


Hammer-In Drywall Anchors—Install with no drilling necessary. Easy to 
remove, leaving only a tiny slit of a hole. Include anchors and screws. Meet 
ASTM E488 standard. 


Hollow-Wall Anchors—Heavy-duty hollow-wall plastic anchors are designed 

for use in plaster, wallboard, concrete block or hollow tile. Feature %e" drill size 
and easily adjust to accommodate wall thickness up to 2/2" when using a short 
bolt. 


MASTER Anchor™ Hollow Wall Anchors—Structural plastic and stainless 
steel anchors secure objects up to 300 Ib. in drywall and will work in holes 
created by other anchors’ failure. Objects can be easily repositioned without loss 
of anchor integrity. Each includes faceplate, tape, and wings. 


| WallClaw 


8-32 Thread Size supports most bathroom accessories. Can also be used for 
guest room window dressings, heavy drapery rods, shelving, cabinets, pedestal 
sinks, dispensers, coat hooks, railings, and most wall-mount accessories with 
1" base or larger. 


10-32 Thread Size supports low-profile or tilting-mount flatscreen TVs, bath- 
room partitions, commercial products, and electrical panel boxes. 


Self-Drilling Drywall Anchors—Preserve drywall integrity at installation and 
when screws are removed. Deep thread provides strong engagement in 3%", 
Yo" and %" drywall. No predrilling or hole preparation necessary. Can be easily 
backed out. 
= For plastic use #8 sheet metal screws 

Screw Grip Item = Pkg. 


Thread Dia. Range Includes Anchor Material Brand No. Qty. 
Hammer-In Drywall Anchors 


one Engineered Plastic WallClaw 12F254 4 
aie Engineered Plastic WallClaw 12F255 10 
le Engineered Plastic WallClaw 12F256 25 
ms 
ae Engineered Plastic WallClaw 12F257 50 
aa Engineered Plastic WallClaw 12F258 100 
Hollow-Wall Anchors 
1 
Ha Plastic Fabory 11K317 100 
¥3 to Plastic ; 
#6to#8 Vin Setting Key Plastic Fabory 11K319 100 
oe Plastic Fabory 11K321 100 
1 in Plastic Fabory 11K323 50 
MASTER Anchor™ Hollow Wall Anchors 
Stainless 
1546 in ace, abe Fire Retardant Structural Plastic Winglt 6UEUS 6 
an ncnor 
#8 —4%ein Stainless Fire Retardant Structural Plastic Wingit 6UTC1 2 
1%6in Steel Screw, Fire Retardant Structural Plastic Winglt 6UTC2 24 
1546 in SMe Fire Retardant Structural Plastic Winglt 6UTC3 100 
oo 
F teel Screw, : 
1%6 in Faceplate, Tape Fire Retardant Structural Plastic Winglt 6UEU6 6 
an ncnor 
#10 Tein Stainless Fire Retardant Structural Plastic Winglt 6UTC4 2 
1%6in Steel Screw, Fire Retardant Structural Plastic Winglt 6UTC5 24 
156 i ae Fire Retardant Structural Plastic Winglt 6UTC6 100 
Self-Drilling Drywall Anchors 
ne Plastic Fabory 11K352 100 
#6 to #10 a Zamac Fabory 38VC32 100 
%sto Anchors and Zamac Fabory 38VC33 25 


1 in Screws 
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GRAINGER CHOICE ° FASTENERS 
Find the yf. Find Solutions. Find Great Prices. Anchors 
Item 
Description Includes No. 
root Mount (1) Stainless Steel C Bracket, 4" Thick, 6" High, (2) ¥" D 
; tainless Steel Corner Bracket, 4° Thick, 6° High, 8° Drop 
Corner Bracket, Stainless Steel Anchors, (2) ¥%" Anchor Bolts, (2) ¥s" Washers, Instructions 120154 Countertop 
High Z-Bracket,1 In,Stainless Steel ‘V7? Arcioy colts 2) SE Ee ee 120848 Equipment 
rae WF an i No. 12C141 
‘ (1) Z-Bracket With 2" High Rise, (2) ¥8° Drop Anchors, (2) 
High Z-Bracket,2 In,Stainless Steel 34" Anchor Bolts, (2) 34 Washers, Instructions 120849 
(1) 2" X 90" Strap With Wide-Handle Ratchet And Floor-Mount Plate,(1) 
Ratchet Strap w/Corner Brackets,90 In 2" X 180" Strap With Floor-Mount Plate, (2) Corner Brackets, (2) ¥s" Drop 120158 
Anchors, Gna Amen gts 2) a Washers, pouctons Plate: 71) 2° X 180" Strap With 
(1) 2° X 30° Strap With Wide-Handle Ratchet And Floor-Mount Plate, : " otrap Wit 
Ratchet Strap,30 In, Gray "X60" Strap ACA ANENOTS: (2) ae anchor Bolts, 4 eNO 1BO' Strap With 120156 
‘ " Strap With Wide-Handle Ratchet And Floor-Mount Plate, ‘ " otrap Wit 
Ratchet Strap,60 In, Gray oor Mount Pte, (2 % Drop Anchors, (2) $6" Anchor Bots, (2) Washers Instructions 126157 
(1) 2" X 90" Strap With Wide-Handle Ratchet And Floor-Mount Plate, ’ " otrap Wit 
Ratchet Strap,90 In, Gray Foor-Mount Plate, (2) Drop Anchors, (2) # Anchor Bolts, (2) 8 Washere, ineructions 126159 
(1) 2° X 180° Strap With Wide-Handle Ratchet And Floor-Mount Plate, : "Strap Wit 
Ratchet Strap, 180 In, Gray opie Plate, (2 7 Trop Anchors, “) euler pos te) eee Instructions 120155 
; 2) 4° x4" aaless teel Plates with 3M VHB Closed Ce esive, 
At ately ena uick Links,(2) 6” Stainless Steel Cables, (2) Stainless Steel Attachment 31NJ18 
Plates, (4) Surface Prep Pads, Instructions Manual 
Wall Mount 
Strut Straps: (2) 2" X 16" Strut Straps With Industrial Hook and Loop And 
Flammable Cabinet Strut Fastener,Gray Metal Mounting Bracket, (2) ¥%" Strut-Washer Nuts, (2) ¥" X 1" 16-Tip Grade 120165 
5 Bolts, (2) %" Flat Washers, (2) Surface Prep Pads, Instructions 
Wall Strap w/Side Release Buckle,Black A y hic ae ena Plate With 2) Ye M fae 1) ene 120166 
4" Metal Stud Anchor With Instructions, 4" Metal Stud Screw, " 
Wall Strap w/Side Release Buckle,Gray Wood Stud Screw, (2) ¥4" X 1" Washer, (2) Surface Prep Pad, Instructions 120167 
File Cabinet Fastener Strap,Black ) ; X if Ae With aie fe aoe Pua Wo ai ; 120168 
; ; nchor With Instructions, 4" Metal Stud Screw, 4" Wood Stu 
File Cabinet Fastener Strap,Gray Screw, (1) 4’ X 1" Washer, (1) Surface Prep Pad, Instructions 126169 
Ganging File Strap, Black (2) 2' X 14" Straps With Industrial Hook And Loop On Each 12€160 
Ganging File Strap,Gray Side, (4) Surface Prep Pads, Instructions 12C161 
Equipment Wall Strap Black (2) 2 X48" Straps With Industrial Hook And Loop With Side-Release Buckle, (2) 12€839 
Equipment Wall Strap, White Ys’ Wood Stud Screws, (2) %4" Metal Stud Anchors With Instructions, (2) 4" Metal 12€840 


Cart-to-Wall Strap Black 
Cart-to-Wall Strap, Gray 
Strut Straps w/Side 
Release Buckle, Black 
Strut Straps w/Side 
Release Buckle, White 


Equipment Cable Bracket w/ 
Quick Disconnect, Silver 


Steel Furniture Cable,4 In,Silver 
Countertop Equipment 
Equipment Fastener, 25 Lbs, Black 


Equipment Fastener, 25 Lbs,Gray 
Equipment Fastener, 50 Lbs,Black 
Equipment Fastener,50 Lbs,Gray 
Equipment Fastener,200 Lbs, Black 
Equipment Fastener, 200 Lbs,Gray 
Equipment Fastener,200 Lbs,White 


HPLC 2-Stack Fastener Kit,Gray 


HPLC 3-Stack Fastener Kit,Gray 


HPLC 4-Stack Fastener Kit,Gray 


HPLC 5-Stack Fastener Kit,Gray 


HPLC 6-Stack Fastener Kit,Gray 


HPLC 7-Stack Fastener Kit,Gray 


HPLC 8-Stack Fastener Kit,Gray 


Lasso Strap Fastener, 25 Lbs,Gray 


Lasso Strap Fastener, 50 Lbs,Gray 


Specialty 
Gel Pad Seismic Fastener,Clear 


Fire Extinguisher Fastening Strap,Red 
Flat Screen Safety Strap,Black 


Large Floor Equipment Push 
Button Strut Strap 
FlexMount Bar - 6 pack 


FlexMount BioLocking 

Straps 2"X2" Buckle 

FlexMount BioLocking 

Straps 2"X3" Buckle 

FlexMount BioCoated Flexible Straps 
FlexMount Monitor/Microscope 

Bio Coated Flexible Straps 


FlexMount Cable Fasteners 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Stud Screws, (2) 4" X 1" Washers, (2) Surface Prep Pads, Instructions 


(1) 16" Strap W/D-Rings, (1) 8" Strap W/Quick-Disconnect Buckle, (1) 4" Wood Stud Screw, (1) 120841 
Y"' Metal Stud Anchor W/Instructions, (1) /4" Metal Stud Screw, (1) 4" X 1" Washer, Instructions 120842 


(2) 2° X 48" Straps With Industrial Hook And Loop With Side-Release Buckle, (2) ¥" Strut- 
Washer Nuts, (2) %" X 1" Bolts, (2) ¥" X 12" Flat Washers, (2)Surface Prep Pads, Instructions 
(2) 2° X 48" Straps With Industrial Hook And Loop With Side-Release Buckle, (2) ¥" Strut- 
Washer Nuts, (2) %" X 1" Bolts, i ¥" X 12" Flat Washers, (2) Surface Prep Pads, Instructions 
) 24” Stainless Steel Cables, (2 ) 4"X4" Stainless Steel Attachment Plates with 3M VHB 
hesive,(4) Quick Links, (2) SS Wall/Strut Brackets,(2) ¥%” Strut-Washer Nuts,(2) %” x 1” 

16-TPI ae 9 Bolts, (2) 3%” x 1” Flat Washers, (2) Surface Prep Pads, Instructions Manual 
(2) End Cap, (1) 4" Cable, (1) Furniture Plate, (1) Wall Plate, 
(2) 1%" Screws, (1) 2" Screw, Instructions 

4) 1" X 2" Buckles With 3M® VHB Adhesive, (2) 94" X 4" Locking 

traps, (2) Surface Prep Pads, Instructions 
(4) 1° X 2° Buckles With 3M® VHB Adhesive, (2) 34° X 4° Locking 
Straps, (2) Surface Prep Pads, Instructions 
(4) 2° X 2° Buckles With 3M® VHB Adhesive, (2) 1° X 5" Locking 
Straps, (2) Surface Prep Pads, Instructions 
(4) 2" X 2° Buckles With 3M® VHB Adhesive, (2) 1° X 5" Locking 
Straps, (2) Surface Prep Pads, Instructions 

4) 2° X 3° Buckles With 3M® VHB Adhesive, (2) 1° X 8" Locking 

traps With Holes, (2) Surface Prep Pads, Instructions 
(4) 2° X 3° Buckles With 3M® VHB Adhesive,(2) 1° X 8° Locking 
Straps With Holes, (2) Surface Prep Pads, Instructions 
(4) 2" X 3° Buckles With 3M® VHB Adhesive, (2) 1° X 8" Locking 
Straps With Holes, (2) Surface Prep Pads, Instructions 
Two Fastener Assemblies: (2) 2" X 2° Countertop Buckles With 3M® VHB 
Adhesive, (4) 1" X 2" Equipment Buckles With 3M VHB Adhesive, (2) 12" 
Coated Locking Straps, (4) Surface Prep Pads, Instructions 
Two Fastener Assemblies: (2) 2° X 2° Countertop Buckles With 3M® VHB 
Adhesive, (6) 1" X 2" Equipment Buckles With 3M VHB Adhesive, (2) 16" 
Coated Locking Straps, (6) Surface Prep Pads, Instructions 
Two Fastener Assemblies: (2) 2" X 2" Countertop Buckles With 3M® VHB 
Adhesive, (8) 1" X 2" Equipment Buckles With 3M VHB Adhesive, (2) 20" 
Coated Locking Straps, (8) Surface Prep Pads, Instructions 
Two Fastener Assemblies: (2) 2° X 2° Countertop Buckles With 3M VHB 
Adhesive, (10) 1° X 2" Equipment Buckles With 3M VHB Adhesive, (2) 24" 
Coated Locking Straps, (10) Surface Prep Pads, Instructions 
Two Fastener Assemblies: (2) 2" X 2° Countertop Buckles With 3M VHB 
Adhesive, (12) 1° X 2" Equipment Buckles With 3M VHB Adhesive,(2) 28" 
Coated Locking Straps, (12) Surface Prep Pads, Instructions 
Two Fastener Assemblies: (2) 2° X 2° Countertop Buckles With 3M VHB 
Adhesive, (14) 1" X 2" Equipment Buckles With 3M VHB Adhesive, (2) 32" 
Coated Locking Straps, (14) Surface Prep Pads, Instructions 
Two Fastener Assemblies: (2) 2" X 2° Countertop Buckles With 3M VHB 
Adhesive, (16) 1° X 2" Equipment Buckles With 3M VHB Adhesive, (2) 36" 
Coated Locking Straps, (1 6) Surface Prep Pads, Instructions 
(1) 1° X 2° Buckle With 3M® VHB Adhesive, (1) Hi" X 30" Locking 
Strap With D-Ring, (2) Surface Prep Pads, Instructions 
(1) 2" X 2° Buckle With 3M® VHB Adhesive, (1) 1° X 30" Locking 
Strap With D-Ring, (2) Surface Prep Pads, Instructions 


4) 1" X 1" Two-Sided Fasteners, (2) Surface Prep Pads, Instructions 
1) Fire Extinguisher Strap, (1) “%" Wood Stud Screw, (1) 4" Metal Stud Anchor W/ 
Instructions, (1) “%4" Metal Stud Screw, (1) %4" X 1" Washer, Instructions 
2) 1° X 18° Straps, (2) Buckles (2" X 2") With 3M® Ahdesive, (2) 8mm x 20mm Machine 
crew, (2) 8mm Washers, (2) 6mm x 16mm Machine Screw, (2) 6mm Washers, (2) 
Wood Screws, (2) Alcohol Pads, 4 Oz. Putty, (2) Surface Prep Pads, Instructions 
(2) 2" X 15" Straps with Hook-and-Loop and Push Button Buckle, (2) 30" Adjusting 
Straps with Mounting Bracket, (2) %" Strut Nuts, (2) ¥s' x 4° 16-tpi, Grade 9, 
Bolts, ( (2) 6 X 1" Flat Washers, (2) Surface Prep Pads, Instruction Sheet 
M 24" x 2" Rear Mounted Bar with 3M VHB (Very High Bond) 
hesive, (12) Surface Prep Pads, Instruction Sheet 
2) 12° Bio NEE with Carabiners, (2) Thumb Lock 2° x 2° Fasteners with 3M 
VHB (Very High Bond) Adhesive, (2) Surface Prep Pads, Instruction Sheet 
(2) 12" Bio Straps with Carabiners, (2) Thumb Lock 2" x 3° Fasteners With 3M 
VHB (Very High Bond) Adhesive, (2) Surface Prep Pads, Instruction Sheet 
(2) 12" Bio Straps with Carabiners, (2) Flexible Strap Attachment with 6" Industrial 
Hook-and-Loop and Side Release Buckles, (2) Surface Prep Pads, Instruction Sheet 


12" Bio Strap with Buckle and Carabiner, Instruction Sheet 


(2) 12° Cable with Carabiners, (2) 2" x 3° Stainless Steel 316 Plates with 3M VHB 
(Very High Bond) Adhesive, (2) Surface Prep Pads, Instruction Sheet 


120845 
120846 


31NJ19 
120135 
120147 
120148 
120149 
120150 
120151 


120152 
120153 


120138 


120139 


120140 


120141 


120142 


120143 


120144 


120145 
120146 


120137 
120843 


120136 


30ZM78 


30ZM79 
30ZM80 
30ZM81 
30ZM82 
30ZM83 
30ZM84 





Seismic Bracing 
Fasteners 


Earthquake fasteners secure file cabinets, 
top heavy furniture, lab equipment, hospi- 
tal equipment and office equipment that is 
required for IBC compliance. 


FLOOR-MOUNT 


Corner bracket is used for equipment with 
round/square legs or corners without legs. 
Z-brackets are used with equipment that 
have adjustable legs. Ratchet straps are 
used for multidoor refrigerators, freezers, 
and large floor equipment. 


WALL-MOUNT 


Flammable cabinet strut fastener secures 
flammable and toxic corrosive cabinets 

to wall stud. Wall strap is used for copiers 
and medium-size equipment. File cabinet 
strap is used for file cabinets, storage 
cabinets, and other types of similar cabi- 
nets. Ganging file cabinet straps are used 
for ganging file cabinets and similar cabi- 
nets together. Equipment wall straps are 
used for strapping kitchen refrigerators, 
freezers, and other similar sized items. 
Cart-to-wall are used for carts, metro 
racks, and tubular furniture. Strut straps 
secure refrigerators, freezers, and similar 
items. Adhesive plate assemblies secure 
large counter top equipment, refrigerators, 
and freezers. Steel furniture cable secures 
tall and top-heavy furniture to wall. 


COUNTERTOP 


Equipment fasteners are used for counter- 
top and desktop equipment. HPLC Stack 
fastener kits are used for countertop and 
desktop stacked equipment. Lasso Strap 
fasteners are used for countertop and 
desktop pedestal equipment. 


SPECIALTY 


Gel pad seismic fastener is used for flat- 
bottomed equipment weighing less than 


25 Ib. 
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FASTENERS Scan. Order. Done. 
Anchor Adhesives Details on page Al. 





LOGTITE. 


Anchoring Adhesives, 
Mix Nozzles and 
Applicators 


= Cure time: 4 hr. 


al ee —- 






L@CTITE High performance for greater tension load 
EA 9011" Capacity. Use to anchor threaded rods, 
Kachor Batt bolts, and dowels into concrete, grout- 
moe No. 3NVJ8 filled block, and masonry. Solvent-free 
Pe and odorless. 
_ Item 
: : Description No. 
re) Anchoring Adhesives 
Fixmaster® Anchor Bolt Grout 3NVK3 
HP Kit, Cartridge, 8.6 or ap 
ar. Fixmaster® Anchor Bolt Grout 
syagne Honie) Kit, Dual Cartridge, 20.7 oz. SNVKS 
ee Mixing Nozzles 
No. 3NVK5 No. 3NVL8 For Use With No. 3NVK3 3NVL8 
For Use With No. 3NVK5 3NVN1 
Applicators 
For Use With No. 3NVK3 3NVJ8 
For Use With No. 3NVK5 3NVKi 
wae Strong-Tie 


A7 Acrylic—All-weather formula holds tight at low temperatures. Fast-curing adhesive 
works in 35 min. at 60°F. Product is not ration mix-sensitive and is ideal for use in damp 
holes and underwater applications. Single formula for both hollow and solid base materials. 
Nondrip, nonsag, easy cleanup. Temp. range: 0° to 110°F. 


Structural Anchoring Adhesives—High-strength, fast-setting 10:1 ratio. For threaded 
rod anchoring or rebar doweling. Meet ASTM C881 standard. 





ee jdbesve = Cure time: 24 hrs. @ 0°F, 30 min @ 70°F 
At a 
Container Item 
Description Size Brand No. 
Anchoring Adhesives 
: 10 02. Red Head 53TX69 
arene 28 o7. Red Head 53TX70 
A7 Acrylic Anchoring Adhesive Kits 
Includes Mixing Nozzle, Hand Dispenser Red Head 531X711 
Includes Mixing Nozzle, Caulking Gun Adapter Red Head 531TX72 
Structural Anchoring Adhesives 
13 02. Strong-Tie 4ZDD5 
AT Anchoring Adhesive 30 7, Strong-Tie 4ZDD6 
Item Pkg. 
NO aE ATO Description Brand No. aly. 
Mixing Nozzles 
Nozzle - For Use with G5 22-0z and A7 28- 
Oz. Cartridge No. 4BY26 and SHE71 RedHead = 4BY21— 1 
Mixing Nozzle for C6P-20, overall length 10” Red Head 30EC83_—s 1 
A7 Nozzle - For Use with 5- and 8-Oz. Cartridge Nos. 5HE66 and 4UJ69 Red Head 4UJ68 1 
Plastic, 12 Element, For Use With AT Anchoring Simpson Strong-Tie 39H821 5 
No. 53TX72 Adhesive, 4ZDD4, 4ZDD5, 4ZDD6 Anchor Systems 
Acrylic Adhesive Dispensers 
Metal Injection Tool - For Use with A7 10-Oz. Cartridge No. 1PJB6 Red Head 1ZNK9 1 








; LLARADAAARALA DA DL bhAbbbbhbbbhd babi bal ERTRETEN TICE dae katt Ges OF Stud 
Spinrin Assembly 
Chemical Anchor Capsules and Stud Assemblies AAT 
= Cure time: 10 to 20 min. 
= Mixing ratio 7:1 on : a an 
: ; ; : : la. 0. B 
Premeasured adhesive can be double stacked and require no installation tool. Glass capsules are made from polyester resin, Stud Assembly Y 
quartz sand, and benzoyl peroxide hardener. Sand and aggregate mixture is closest to natural concrete. Spin-In are for cham- Hanitier Capsule And Other Adhesives 
fered threaded rod and rebar. Stud assemblies are zinc-plated carbon steel. 25 2B 
Ultimate Tension ya 8" 351305 10 
Container Temp. Min. in 4000 psi Item Pkg. Spin In Capsule 
Size Range (F) Anchor Dia. Rod Dia. Drill Size Min. Embedment Hole Depth Concrete (Ib.) No. Qty. ¥" 5 357292 10 
Spin-in A 6% 351293 ~—«10 
Ye" x 6YA' 23 to 86° yy" Vp" Ae" 4" AY," 12770 21P651 10 ye 7% - 351294 ~—«10 
x 1 V2" 23 to 86° a ye he 5" 5" 19770 21P652 10 Y,' 10%" —-35T295—Sts«* 
Ye x 5" 23 to 95° yf, ¥,' Ae 3y;" 3Y;" 7,800 351288 10 Fully Threaded Stud 
Ya x 10%; 23 to 86° ,' 7 7 WA By" 26970 21P653 6 7,3" 11%" 357296 ~—s«G 
7B x 113% 23 to 95° 7 7 1" 7 7 31,580 351289 6 Stud Assembly 
Tx 115%" 23 to 95° 1 1 1% WA VA 43,090 351290 6 iz 11%" 357297 ~—s«G 
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O-Ring Information 


DEFINITIONS 


AS568 Dash Number—A universal standard Durometer/Hardness—Elastomer material hardness is referred to as "durom- 
that defines the sizes and tolerances for O-rings. _—_ eter" within a material, the higher durometer number, the harder the material. 


Material Comparison Chart 


Buna N EPDM Neoprene Polyurethane PTFE Silicone Viton® Viton® ETP 

Physical Properties 

Durometer yee 70 Shore A 70 Shore A 70 Shore A 55 Shore D 70 Shore A fe 75 Shore A 
Hardness Medium hard/nard Medium Hard Medium Hard Medium Hard Very Hard Medium Hard Hard/Hard Hard 
Temperature Range ee topper «765° t0300°F = 40° to 275°F = -40° 10 180°F © 100° to 500°F © 65° 10 450°F = 15° to 400°F = -10° to 40°F 
Tensile Strength Good Good Good Excellent Excellent Poor Good Good 
Compression Set Good Good Fair Fair Poor Good Excellent Poor 
Resilience Good Good Good Good Poor Fair Good Good 
Tear Strength Good Good Good Excellent Fair Poor Fair Fair 
Gas Impermeability Good Good Good Good Good Poor Good Good 
Environmental Resistance 

Abrasion Good Good Good Excellent Good Poor Good Good 
Cold Good Excellent Good Good Excellent Excellent Poor Poor 
Flame Poor Poor Excellent Poor Excellent Fair Excellent Excellent 
Heat Good Good Good Fair Excellent Excellent Excellent Excellent 
Ozone Poor Excellent Good Excellent Excellent Excellent Excellent Excellent 
Radiation Poor Good Fair Poor Excellent Excellent Poor Poor 
Weather Fair Excellent Excellent Excellent Excellent Excellent Excellent Excellent 
Chemical Resistance 

Acetone Poor Excellent Poor Poor Excellent Poor Poor Fair 
Anhydrous Ammonia Good Excellent Excellent Poor Excellent Fair Poor Fair 
Animal Fats Excellent Good Good Fair Excellent Fair Excellent Excellent 
Bleach Poor Excellent Fair Poor Excellent Good Excellent Excellent 
Carbon Dioxide Excellent Good Good Excellent Excellent Good Excellent Excellent 
Detergents Excellent Excellent Good Poor Excellent Excellent Excellent Excellent 
Diesel Oil Excellent Poor Fair Fair Excellent Poor Excellent Excellent 
Ethanol Fair Excellent Excellent Poor Excellent Good Poor Excellent 
Fatty Acids Good Fair Good Fair Excellent Fair Excellent Excellent 
Gasoline Good Poor Poor Good Excellent Poor Excellent Excellent 
Hydraulic Oils (Petroleum) Excellent Poor Good Excellent Excellent Good Excellent Excellent 
Hydrochloric Acid (37%) Poor Fair Poor Poor Excellent Fair Excellent Excellent 
Kerosene Excellent Poor Good Excellent Excellent Poor Excellent Excellent 
Liquid Propane Gas Excellent Poor Good Excellent Excellent Fair Excellent Excellent 
Lubricating Oils (Petroleum) Excellent Poor Good Good Excellent Poor Excellent Excellent 
Methanol Poor Excellent Excellent Poor Excellent Excellent Poor Excellent 
Mineral Oil Excellent Fair Good Excellent Excellent Good Excellent Excellent 
Natural Gas Excellent Poor Excellent Good Excellent Poor Excellent Excellent 
Nitrogen Excellent Excellent Excellent Excellent Excellent Excellent Excellent Excellent 
Silicone Grease Excellent Excellent Excellent Excellent Excellent Fair Excellent Excellent 
Steam Poor Excellent Poor Poor Excellent Fair Poor Good 
Sulfuric Acid (Dilute) Good Excellent Good Poor Excellent Excellent Excellent Excellent 
Toluene Poor Poor Poor Poor Excellent Poor Excellent Excellent 
Vegetable Oils Excellent Fair Fair Fair Excellent Good Excellent Excellent 
Water Excellent Excellent Good Poor Excellent Excellent Excellent 





GRAINGER 


* 
O-Ring Splicing Kits LOGCTITE. APPROVED 


Provide an assortment of O-ring cord stock for quick repair and replacement. 








Item 
Description Includes Brand No. 
Buna N 
at Box with Lid Card; Cord Stock; 1-71. 
: i oz. Waterproofing Solution, 1-fl. oz. Cleanup 
4-Pc. Splicing Kit Solvent, % oz. Loctite® 404® Quick Set® Instant Loctite 5A234 
Bese, Sen a. ang cuit Hlade 
ai ; astic Box with Lid Card; Cord Stock; 
5-Pc. Splicing Kit, 70 Shore A Splicing Jig, Cutting Tool and Adhesive GA 1RHA2 
; ai ; astic Box with Lid Card; Cord stock; 
9-Pc. Metric Splicing Kit, 70 Shore A Splicing Jig, Cutting Tool, and Adhesive GA 1RHA6 
14-Pc. Inch/Metric Splicing Kit, 70 Shore A Soren e Cieie cee GA 1RHA7 
Viton® . 
sh . Plastic Box with Lid Card; Cord Stock; 
ns Standard Splicing Kit, 75 Shore A Splicing Jig, Cutting Tool, and Adhesive GA 1RHA3 
ilicone 
ny, Plastic Box with Lid Card; Cord Stock; 
_ Splicing Kit, 70 Shore A Splicing Jig, Cutting Tool, and Adhesive GA IRHA4 
ee, Plastic Box with Lid Card; Cord Stock; 
5-Pc. Splicing Kit, 70 Shore A Splicing Jig, Cutting Tool, and Adhesive GA 1RHAS 
O-Ring Tools and Accessories 
Item 
Key Description Application No. 
Measuring 
A O-Ring Sizing Gauge Measuring Device User to gente o Ring size 5JKCO 
. ; izes Ye to 5% |.D. Fits Standard Widths 
. ‘ \ O-Ring Measuring Cone 0.070, 0.103, 0.139, 0.210, and 0.275" 1RGZ9 
nstallation 
O-Ring Splicing Jig For Sing Orcs ned to ake (1 2mm to 9.5mm) _1RHA8 
pi ; 0 Minimize O-ring and Hydraulic Failures 
D O-Ring Tool, Solid Brass due to Improper Installation or Removal 4F418 
; ; ; To Minimize O-ring and Hydraulic Failures 
EO Ring/Oil Seal Pick Set due to Improper eee a pemoval SMG36 
For The Installation Of 1° ID Seals 
Rod Seal O-Ring Applied To Shaft Sizes 1 To 1% SCWA7 
; . ee 
F Installation Tool, Plated oe Heder Of | ve ID Seals 3CWA8 
Steel With Vinyl Handles pplied to Shaft Sizes | #2 lo 2" 
For The Installation Of 2" ID Seals Applied 3CWAS 
tab To Shaft Sizes 2" And Over D 
ubrication “ 
G O-Ring Lubricant For Ease of Installation of O-Rings 1RGZ6 
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No. 1RGY9 
O-Ring Assortments 
No. of No. of ) Item 
eizes Pieces Duro. Sizes Incl. No. 
una 
12 1050 70 Shore A AS568A Dash No. (100) Each of 006 to 012, 110 to 112, (25) Each of 113, 210 1RGZ5 


97 216 90ShoreA Flange Seals (8) Each of 210, 214, 219, 222, 225, 228, Flat Face Seals (8) Each of 011, 012, 014, 016, 018, 021, 025, 5JJT9 
029, Boss Seals (8) Each of 902, 903, 904, 905, 906, 908, 910, 912, 914, 916, 920, 924, 932 

30 382 _/0 Shore A _AS568A Dash No. (20) Each of 006 to 012, (13) Each of 110 to 116, (10) Each of 210 to 222, (7) Each of 325 to 327 1RGX 

30 389 /0ShoreA 2mmC/S (16) Each of 3mm, 4mm, 5mm, 6mm, 7mm, 8mm, 10mm; 2.5mm C/S (13) Each of 10mm, 11mm, 12mm, 14mm, 16mm, 17mm, 19mm; 38mm C/S (12) iRev 


30 389 90 Shore A Each of 20mm, 22mm, 24mm, 25mm, 27mm, 28mm, 30mm, 32mm, 33mm, 35mm, 36mm, 38mm, (11) 9mm, 4mm C/S (9) Each of 38mm, 414mm, 44mm 1RGY2 
36 226 /0ShoreA ASo68A Dash No. (10) Each of 005 to 012, (6) Each of 013 to 016, 110 to 116, (5) Each of 017 to 018, 210 to 219, (4) Each of 117 to 121 1RGZ8 
1.9mm C/S (25) 2.8mm, (20) Each of 3.8mm, 4.8mm, 5.8mm, ie 6.8mm, 7.8mm, 8.8mm, 9.8mm; 2.4mm C/S (15) 9.8mm, 10.8mm, 11mm, (12) Each of 11.8mm, 
36 380 70ShoreA 12.8mm, 13.8mm, 14.8mm, 15.8mm, (8) Each of 17.8mm, 19.8mm, 20.8mm, 21.8mm; 3.1mm C/S (7) Each of 23.7mm, 24mm, 24.7mm, 25.2mm, 27.7mm, 1RGX9 
29.4mm, (6) 24.4mm; 3.5mm C/S (6) Each of 28.7mm, 29.2mm, 29.7mm, 30.7mm, 31.2mm, (5) Each of 21.7mm, 2.1mm; 4mm C/S (6) 23.5mm, (4) 14.5mm 
33 430 Op Shoe & ASBGBA Dash No. (25) Each of 005 to 011, (15) Each of 012, 110, (10) Each of 013 to 018, 111 to 116, 210, 211, (7) Each of 117 to 121, 212 to 219 Sie 
1.5mm C/S (20) 5mm, (15) 13mm, (10) 16mm; 1.6mm C/S (20) Each of 2.2mm, 3.1mm, 4.1mm, 7.1mm, (15) 9.1mm, 10.1mm, 
36 500 70 Shore A 13.1mm; 2mm C/S (20) Each of 4mm, 6mm, (15) 8mm, 9mm, 10mm, 12mm, (10) 14mm, 16mm, 19mm, 20mm; 2.4mm C/S 1RGY3 
15) Each of 4.3mm, 5.3mm, 5.6mm, 7.6mm, 8.3mm, 8.6mm, (10) Each: 1.5x16mm, 2x14mm, x16mm, x19mm, x20mm; 2.5mm 
/S (10) Each of 10mm, 13mm, 14mm, 15mm, 17mm, 18mm, 19mm; 3mm C/S (10) Each of 9mm, 10mm, 11mm 
Sf 485 _/0 Shore A _AS568A Dash No. (32) Each of 006 to 012, (12) Each of 110 to 116, (9) Each of 210 to 222, (6) Each of 325 to 334 1RGZ3 
ASS68A Dash No. “e' C/S (25) Each of 006 to 018, (20) Each of 019 to 021, (15) Each of 022 to 026, 028, (10) Each of 029, 030, %2" C/S 
(25) Each of 109 to 118, (20) Each of 119, 120, (15) Each of 121 to 127, (10) Each of 128, 129, 131, 133, (5) 135, 4%" C/S (20) Each of 5JJTS 


81 1415 90 Shore A 549 tg 944, (15) Each of 215 to 222, (10) Each of 223, 224, 296, 228, 232, 236, Boss (25) Each of 904, 907, 908, 910, (15) Each of 903, 
906, 912, (10) 916, Flange Fitting O-Rings (10) Each of Flange Numbers 8, 12, 16, (5) Each of Flange Numbers 20, 24, 32 
ASS6BA Dash No, (20) Each of O01 to 016, (18) Each of 110 t0 116, (10) Fach of O17 to 024, 117 to 124, 210 to 216, (7) Each 
150 1110 70ShoreA of 025 to 031, (5) Each of 032 to 043, 125 to 142, 217 to 229, 325 to 328, 901 to 914, 916, 918, 920, 924, 928, 932, (4) Each 4RGX7 
ee of 329, 339, (3) Each of 143 to 146, 230 to 232, (2) Each of 044 to 046, 147 to 151, 233 to 237, 331 to 338 
una N and Viton 


70 Shore 
19 1168 A i AS568A Dash No. (65) Each of 006 to 012, (12) Each of 110 to 116, (9) Each of 210 to 214 1RGY9 
ore 
AS568A Dash No. Buna N (40) Each of 012, 013, 110, 112, 113, (30) Each of 007, 014, 016, 115, 214, (25) Each of 010, 
Bs 610 70 Shore A O44 444, 116, 210, 211, (20) Each of 120, 212, 216, (10) Each of 218, 220, 222, 326, Viton (10) 120 2NRY7 
2 hore D 
se 352 Pe Spot AS56BA Dash No. (15) Each of 005 to 012, (10) Each of 013 to 018, 110 to 116, (5) Each of 117 to 121, 210 to 219 a 
Silicone 
ie e 70 Shore A AS568A Dash No. (25) Each of 005 to 011, (15) Each of 012, 110, (10) Each of 013 to 018, 111 to 116, 210, 211, (7) Each of 117 to 121, 212 to 219 3CVZ8 
iton 
20 212 90 Shore A ASod68A Dash No. Hot Each of 905 to 910, (10) Each of 901 to 904, 911 to 914, 916, 918, 920, 924, 928, 932 1RGY6 
30 180 7/5 ShoreA AS568A Dash No. (10) Each of 006 to 012, 110 to 114, (5) Each of 115 to 116, 210 to 215, (2) Each of 216 to 222, 325 to 32/ 1RGY4 
33 461 75 Shore A AS568A Dash No. 354 Each of 006 to 012, (12) Each of 110 to 116, (9) Each of 210 to 222, (6) Each of 325 to 330 1RGZ2 
36 436 75 Shore A _AS568A Dash No. (25) Each of 005 to 011, (15) Each of 012, 110, (10) Each of 013 to 018, 111 to 116, 210, 211, (7) Each of 117 to 121, 212 to 219 3CWA3 
1.5mm C/S (20) Each of 5mm, (15) 13mm, (10) 16mm; 1.6mm C/S (20) Each of 2.2mm, 3.1mm, 4.1mm, 7.1mm, (15) Each of 9.1mm, 10.1mm, 
36 500 =75ShoreA 13.1mm; 2.0mm C/S (20) Each of 4mm, 6mm, (15) Each of 8mm, 9mm, 10mm, 12mm, (10) Each of 14mm, 16mm, 19mm, 20mm; 2.4 mm C/S 1RGY7 
(15) Each of 4.3mm, 5.3mm, 5.6mm, 7.6mm, 8.3mm, 8.6mm; 2.5mm C/S (10) Each of 10mm,13mm, 14mm, 15mm, 17mm, 18mm, 19mm 
450 1110 75 Shore A AS568A Dash No. (10) Each of 210 to 216, (7) Each of 025 to 031, (5) Each of 032 to 043, 125 to 142, 217 to 229, 325 to 328, 901 to 914, 916, 41RGY5 
918, 920, 924, 928, 932, (4) Each of 339, 329 (3) Each of 143 to 146, 230 to 232, (2) Each of 044 to 046, 147 to 151, 233 to 237, 331 to 338 
PTFE NEOPRENE PTFE NEOPRENE PTFE NEOPRENE 
- WHITE - BLACK - WHITE - BLACK - WHITE - BLACK 
55 SHORE D | 70 SHORE A 55 SHORE DD 70 SHORE A 55 SHORE DD 70 SHORE A 
DUROMETER| DUROMETER DUROMETER| DUROMETER DUROMETER| DUROMETER 





Dash Inside Outside) Item Pkg.| Item Pkg. Dash Inside Outside) Item Pkg. Item Pkg. Dash Inside Outside) Item Pkg.| Item Pkg. 
No. Dia. Dia. | No. (Qty.| No. Qty. No. Dia. Dia. | No. (Qty.| No. Qty. No. Dia. Dia. | No. (Qty.| No. Qty. 
Width: 4c" Fractional (0.070" Actual) 117. %e' _(0.630" 1RGDO 25 | 1BUV1 100 220 1%' 1.637" |1RGJ6 10 _ — 
004 %4 0.210' |1RFZ1 25 |1BUK8 100 1172." ~—_—d0.693" |1RGE1 25 1BUV2 100 222 1%" 1.762" |1RGJ8 10 |1BUX9 50 





005 Yo" 0.241" |IRFZ2 25 | — — 113. %e' 0.755" |{RGE2 25 1BUV3 100 223 1%" 1.887" 4RGJO 10 |1BUZ1 50 

006 % 0.254" 4RFZ3 50 | 1BUL1 100 114 %' 0.818" |{RGE3 25 1BUV4 100 224 13%" 2012" {RGK1 10 | 1BUZ2 50 

007 %2" 0.285" TRFZ4 50 |1BUL2 100 115 ‘6° 0.880" |1RGE4 25 1BUV5 100 225 1% 2137" \{RGK2 5 | 1BUZ3 50 

008 %c° 0.316" 1RFZ5 50 |1BUL3 100 116 %" 0.943" |{RGE5 25 1BUV6 100 226 2° 2962" \{RGK3 5 | 1BUZ4 50 

009 2" 0.348" TRFZ6 50 |1BUL4 100 117 ‘%c’ 1.000" |1RGE6 10 —  — 997 2%" 9.387" IRGK4 5 |1BUZ5 50 

PTFE al 010. % 0.379" 4RFZ7 50 |1BUL5 100 118 % 1.068" |1RGE7 10. — — 998 2" 9.512" TRGK5 5 | 1BUZ6 50 

an 011 %e 0.441" \1RFZ8 50 |1BUL6 100 119 . 1.130" |/1RGE8 10 |> — — 999 9%" 9.637" IRGK6 5 | 1BUZ7 50 

012  % 0.504" 4RFZ9 50 |1BUL7 100 120 1° 1.193" |1RGE9 10 1BUV9 100 230 2%" 2762" \{RGK7 5 | 1BUZ8 25 

Neoprene Od 8 1b" ARGBS—B0-BULO 100° 19216 1.-StB RGR? 10} DSO ARG 

2 F 8 F — = 4 — —_ 

O-Rings ae ne ee 

8 Fi 16 ; — = F — = 

. 017 He" 0.816" 1RGBS 25 |{BUP3 100 126 1%" 1.568" \TRGF6 5 —_ — 535. 3%" 3.387" IRGL3 5 —_ — 

= PTFE operating temp.: 018 % 0.870" TRGB6 25 |1BUP4 100 128 1%" 1.693" |{RGF8 5 1BUW3 100 236 3%" 3.512" fRGL4 5 1BUZ9 25 

-300° to 500°F 019 3%." 0.941" TRGB7 25) — — 129 1%6" 1.755" |{RGFO 5 — 538 3%" 3.762" 1RGL6 2 | 1BVG5 25 

; 020  % 1.004" |{RGB8 10 |1BUP6 100 131 17/6" 1.880" IRGG2 5 —_ — 539 3%" 3.887" IRGL7 2 — 

= Neoprene operating 021 i. 1.066°| — — |1BUP7 100 133 17%6° 2.005" |1RGG3 5 = = 942 4" 4.962" TRGL8 2 — = 

temp.: -40° to 225°F 022 1" 1.420" ARGCT {10 |{BUP8 100 137 2Vc’ 2.256" \1RGGS 5 == 943. 4%" 4.387" ARGLO 2 = 

™ 023. 1Ve" 1.191" TRGC2 10 |1BUP9 100 139 2%c 2.381" \1RGG6 5 — 950 5° 5.262" IRGN2 2 | 1B 5 

Round cross-section. Neoprene 024 1%" 1.254" 1RGC3 10 |4BUR1 100 (148 234" 2.943" |1RGGO 5 =. = Width: 346" Fractional (0.210" Actual) 

O-rings meet SAE 200 and) BS Hp SURE ase ED ae 

2 : — = 8 : — — 4 : — = 

ASTM D2000 standards. 030 1%" 1.754" |/iRGC7 10) — — 210 % 1.012" {RGH5 10 1BUW6 100 328 1%" 2270" 1RGN7 2 —_ — 

031 1%" 1.870" 1RGC8 10; — — 911 1%" 1.074" ARGH6 10 1BUW7 100 329 2 2.395" TRGNS 2  1BVL7 25 

Note: Polyurethane and FEP 032 1%" 2.004" \iRGCO 5 —_—_ — 12 % 1.137"; —  — \fBUW8 100 330 2%" 2520" 1RGNO 2 —_ — 

encapsulated O-rings with silicone 033. 2 O20 |iRGDT 5 | — — 913 He 1.199" — — }1BUWS 100 333 2%" 2.895" TRGP1 2 | 1BVL9 25 

or Viton® are also available: on 034. 2%" 2254" IRGD2 5 | — — 914. 1" 1.262" ARGHS {0 |1BUX1 100 337 3° 3.395", — — |1BWL2 10 

Graincercom® search for “oolvurethane _WWisithi: 942" Fractional (0.103" Actual) 216 1% 1.387" iRGJ2 10; — — 338 3% 3.520" IRGP4 2 —_ — 

Inger. polyu 108 %' 0.443" |{RGD6 50 |1BUR7 100 217 1%6 1.449" iRGJI3 10; — — 340 3%" 3.770°| — — |1BWL4 10 

O-rings", "FEP encapsulated with 109 %«° 0.505" IRGD7 50 |1BUR8 100 218 1%" 1.512" |1RGJ4 10 1BUX5 100 342 3%" 4020° IRGP6 2 = 

silicone O-rings", or "FEP encapsulated (110 %" 0.568" |1RGD8 25 |1BUR9 100 (219 1%6 1.574" 1RGJ5 10 |1BUX6 100 (343 3% 4.145" |{RGP7 2 — 

with Viton® O-rings." 348 437" 4.770" 1RGP8 2 — = 
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Buna N and Viton® O-Rings 


Standard O-rings can be used for sealing valves, 
faucets, engines, machines, and more. Round cross- 
section. Medium-hard. Meet SAE J200, ASTM D2000. 
Note: Additional O-ring durometers and materials available; on 


Grainger.com®, search for "Buna N 90 durometers O-rings", "Viton® 
90 durometer O-rings", "Silicone O-rings", or "EPDM O-rings." 














BUNA N - BLACK | VITON® - BLACK BUNA N - BLACK |) VITON® - BLACK BUNA N - BLACK | VITON® - BLACK 
70 DUROMETER | 75 DUROMETER 70 DUROMETER | 75 DUROMETER 70 DUROMETER | 75 DUROMETER 
SHORE A SHORE A SHORE A SHORE A SHORE A SHORE A 
Dash Inside Outside | Item Pkg. | Item Pkg. Dash Inside Outside Item Pkg. | Item Pkg. Dash Inside Outside Item Pkg. | Item Pkg. 
No. Dia. Dia. No. Qty. No. Qty. No. _ Dia. Dia. No. Qty. No. Qty. No. _ Dia. Dia. No. Qty. No. Qty. 
Width: 12" Fractional (0.040" Actual) 135 -1'%e' 2.131" _ — | 1BYL7 10 248 4%" 9.012" | 1KLH6 25 | 1KAJ8 oO 
001 Yoo" 0.109" | 1KER2 100 | 1BYA4 100 136 2 2.193" _ — | 1BYL8 10 249 AR 9.137" | 1KLH7 10 | 1KAJ9 2D 
Width: 46" Fractional (0.060" Actual) 1387. 2M%e' 2.250' _ — | 1BYL9 10 250 a 5.262" | 1KLH8 10 | 1KAK1 5 
003 Vie 0.176" | 1KER5 100 | 1BYA7 100 138 2%" 2.010 _ — | 1BYN1 10 Zo oY 5.387" | 1KLH9 10 | 1KAK2 4] 
Width: 4c" Fractional (0.070" Actual) 1389 2%e' 2.001 _ — | 1BYN2 10 252. oo" 5.012" | 1KLJ1 10 | 1KAK3 5) 
004 6a" 0.210" | 1KER6 100 | 1BYA8 100 140 2%" 2.443" _ — | 1BYN3 10 253 _—+5 3%" 9.637" | 1KLJ2 10 | 1KAK4 2 
005%" 0.241" | 1KER7 100 | 1BYA9 100 141.2%" 2.906" _ — | 1BYN4 10 204%" 9.762" | 1KLJ3 10 | 1KAK5 2 
006 Ye 0.254" | 1KER8 100 | 1BYB1 * —_—‘100 142 = 2%" 2.968" _ — | 1BYN5 10 200°. 596 5.887" | 1KLJ4 10 | 1KAK6 Z 
007 32" 0.285" | 1KER9 100 | 1BYB2 ~* —_—‘100 143) 2% 2.631" _ — | 1BYN6 10 206 5%" 6.012" | 1KLJ5 10 | 1KAK7 2 
008 16" 0.316" | 1KET1 100 | 1BYB3 * —-100 144. 2¥' 2.693" _ — | 1BYN7 10 Zola 6.137" | 1KLJ6 10 | 1KAK8 2 
009 32" 0.348" | 1KET2 100 | 1BYB4 * _— 100 145 2%" 2.000 _— — | 1BYN8 10 258 6" 6.262" | 1KLJ7 10 | 1KAK9 2 
010 Ya 0.379" | 1KET3 100 | 1BYB5 * —100 146 = 2%" 2.818" _ — | 1BYN9 10 259 6%" 6.512" | 1KLJ8 10 | 1KAL1 2 
011 V6" 0.441" | 1KET4 100 | 1BYB6 * —100 147 2""e 2.881" _ — | 1BYP1 10 260 6%" 6.762" | 1KLJ9 10 | 1KAL2 2 
012 37g" 0.504" | 1KETS 100 | 1BYB7 * _—_100 148 23%" 2.943" _— — | 1BYP2 10 261 634" 7.012" | 1KLK1 10 | 1KAL3 2 
013 ”e" 0.566" | 1KET6 100 | 1BYB8 100 149 = 2'%e 3.006" _ — | 1BYP3 10 262 é 7.262" | 1KLK2 10 | 1KAL4 2 
014 es 0.629" | 1KET7 100 | 1BYB9 100 150 2%" 3.068" _ — | 1BYP4 10 263 7%" 7.912" | 1KLK3 10 | 1KAL5 2 
015 Ve" 0.691" | 1KET8 100 | 1BYC1 100 151 3 3.193" _ — | 1BYP5 10 264 7%" 7.762" | 1KLK4 10 | 1KAL6 2 
016 ¥e" 0.754" | 1KET9 100 | 1BYC2 100 162 34% 3.443" _ — | 1BYP6 2 265/34" 8.012" | 1KLK5 5 | 1KAL7 2 
017. Me" 0.816" _ — | 1BYC3 50 loo: oe 3.693" _ — | 1BYP7 2 266 oi 8.262" | 1KLK6 5 | 1KAL8 2 
018 3/4" 0.879" _ — | 1BYC4 50 154.3%" 3.943" _ — | 1BYP8 2 267 8%" 8.912" | 1KLK7 5 | 1KAL9 2 
019 He" 0.941" _ — | 1BYC5 50 135 4" 4.193" _ — | 1BYP9 2 268 = 8" 8.762" | 1KLK8 5 | 1KAN1 2 
020 iG 1.004" _— — | 1BYC6 50 156 4%" 4.443" _ — | 1BYR1 2 269 = 8%" 9.012" | 1KLK9 5 | 1KAN2 2 
021 '%e" 1.066" _— — | 1BYC7 50 157.4%" 4.693" _ — | 1BYR2 2 270 g" 9.262" | 1KLL1 5 | 1KAN3 2 
022 1" 1,129" _ — | 1BYC8 50 158 4%" 4.943" _ — | 1BYR3 2 271 gy" 9.512" | 1KLL2 2) _— — 
023. -1%e' 1.191" _ — | 1BYC9 50 159 a 5.193" _ — | 1BYR4 2 272." 9.762" | 1KLL3 5 | 1KAN5 2 
024 1% 1.254" _ — | 1BYD1 50 160 35%" 9.443" _ — | 1BYR5 2 273 9%" 10.012" | 1KLL4 5 _ — 
025 1%e' 1.316" _ — | 1BYD2 50 161 oe 9.693" _ — | 1BYR6 2 274 10" 10.262" | 1KLL5 5 | 1KAN7 2 
026 1%" 1.379" _ — | 1BYD3 50 162.5%" 5.943" —_ — | 1BYR7 2 275 10%" 10.762" | 1KLL6 oO _ = 
027. 1%e' 1.441" _ — | 1BYD4 50 163 6" 6.193" _ — | 1BYR8 2 276 iW 11.262" | 1KLL7 5 | 1KAN9 2 
028 =: 1%" 1.504" _ — | 1BYD5 50 164.6%" 6.443" _ — | 1BYR9 2 277 = 11%" 11.762" | 1KLL8 5 | 1KAP1 2 
029. 1%" 1.629" _ — | 1BYD6 20 171 3" §.193" _ — | 1BYT7 2 278 12" 12.262" | 1KLL9 5 | 1KAP2 2 
030 = 1%' 1.754" _ — | 1BYD7 25 172.8% 8.443" _ — | 1BYT8 2 279 Ie 13.262" | 1KLN1 D | 1KAP3 2 
031 194" 1.879" _ — | 1BYD8 25 Wyo. 304s 8.693" _ — | 1BYT9 2 280 14" 14.262" | 1KLN2 5 | 1KAP4 2 
032 =—«1%' 2.004" _ — | 1BYD9 Zo Width: 1" Fractional (0.139" Actual) Width: %6" Fractional (0.210" Actual) 
033 2: 2.129" _ — | 1BYF1 20 201 6" 0.449" _ — | 1BYU6 25 309 Ae 0.832" | 1KLN7 30 _ — 
034 =. 2%" 2.204" _ — | 1BYF2 20 202 Zs 0.512" _ — | 1BYU7 20 310 Y, 0.895" | 1KLN8 50 _ — 
U3a:. 24a 2019 _ — | 1BYF3 10 203 Ve" 0.574" _ — | 1BYU8 25 311 %e" 0.957" | 1KLN9 50 _ — 
036 2% 2.904" _— — | 1BYF4 10 204 3g" 0.637" —_ — | 1BYU9 Pia) ole Ye" 1.020" | 1KLP1 50 _ = 
SF (2% 2.629" _ — | 1BYF5 10 205 Ae" 0.699" _ — | 1BYV1 25 Bid: Vie. 1.082" | 1KLP2 90 _ = 
038 2% 2.754" _ — | 1BYF6 10 206 Ve 0.762" _ — | 1BYV2 20 314 3/4" 1.145" | 1KLP3 90 | 1KAR5 10 
039.2%" 2.879" _ — | 1BYF7 10 207 V6" 0.824" _ — | 1BYV3 25 315 %e' 1.207" | 1KLP4 50 | 1KAR6 10 
040 =2%' 3.004" _ — | 1BYF8 10 208 ¥e" 0.887" _ — | 1BYV4 20 316 ZR" 1.270" | 1KLP5 590 | 1KAR7 10 
041 > 3.129" _ — | 1BYF9 10 209s Ve" 0.949" —_ — | 1BYV5 Ps) 317 He" 1.332" | 1KLP6 50 | 1KAR8 10 
042 3% 3.379" _ — | 1BYG1 10 210 3/4" 1Oh2" —_ — | 1BYV6 * 20 318 1? 1.395" | 1KLP7 50 | 1KAR9 10 
043. 3%" 3.629" _ — | 1BYG2 10 211 He" 1.074" — — | 1BYV7 * 20 319 = 1%e 1.457" | 1KLP8 50 | 1KAT1 10 
044 3%" 3.879" _ — | 1BYG3 10 212 7, 1137 _ — | 1BYV8 * 20 20 1a 1.520" | 1KLP9 590 | 1KAT2 10 
045 4" 4.129" _ — | 1BYG4 10 213 0" 1.199" _ — | 1BYV9 * 20 321 1% 1.582" | 1KLR1 590 | 1KAT3 10 
046 4% 4.379" _— — | 1BYG5 10 214 iti 1.262" _ — | 1BYX1 * Z5 322. 1%! 1.645" | 1KLR2 50 | 1KAT4 10 
047 4" 4.629" _ — | 1BYG6 10 215 1%e' 1.324" _ — | 1KAF2 20 323 1% 1.707" | 1KLR3 90 _ = 
Width: 342" Fractional (0.103" Actual) 216 = 1%" 1.387" —_ — | 1KAF3 20 324 =: 1%" 1.770" | 1KLR4 50 | 1KAT6 10 
102 Ye 0.255" _ — | 1BYH1 50 217 1%" 1.449" _ — | 1KAF4 20 ozo 1% 1.895" | 1KLR5 50 | 1KAT7 10 
105 32" 0.349" _ — | 1BYH4 50 218 1%" 1.512 _ — | 1KAF5 20 326 = 1%" 2.020" | 1KLR6 50 | 1KAT8 10 
106 ace 0.380" _— — | 1BYH5 50 219 1%" 1.574 — — | 1KAF6 pia) 327 1%" 2.145" | 1KLR7 590 | 1KAT9 10 
107 32" 0.412" _ — | 1BYH6 50 220 1%" 1.637" _ — | 1KAF7 20 B20. 145 2.270" | 1KLR8 90 | 1KAU1 10 
108 Ya 0.443" _ — | 1BYH7 50 221.1%" 1.699" _ — | 1KAF8 20 329 2 2.395" | 1KLR9 50 | 1KAU2 10 
109 V6" 0.505" _ — | 1BYH8 50 222 1%" 1.762" _ — | 1KAF9 20 330 2%" 2.020" | 1KLT1 50 | 1KAU3 10 
110 3g" 0.568" _ — | 1BYH9 * 50 223 1%" 1.887" _ — | 1KAG1 20 ool 24" 2.645" | 1KLT2 390 | 1KAU4 10 
111 Ae" 0.630" _ — | 1BYJ1 * 50 224 1%" 2.012 _ — | 1KAG2 20 332 23%" 2.770" | 1KLT3 90 | 1KAU5 10 
112 Ya" 0.693" _ — | 1BYJ2 * 50 2201 2130 —_ — | 1KAG3 10 Bao. 2a 2.895" | 1KLT4 50 | 1KAU6 3] 
113 V6" 0/55" _ — | 1BYJ3 * 50 226 a 2.262" —_ — | 1KAG4 10 334 2%" 3.020" | 1KLT5 50 | 1KAU7 O 
114 7s" 0.818" _ — | 1BYJ4 * 50 227 a 2.387" _ — | 1KAG5 10 335 2%" 3.145" | 1KLT6 590 | 1KAU8 4] 
1150 ‘Ve 0.880" _ — | 1BYJ5 * 50 228 2M" 2.512" _ — | 1KAG6 10 336 2%" 3.270" | 1KLT7 90 | 1KAU9 5 
116 ¥4" 0.943" _ — | 1BYJ6 * 50 229 23%" 2.637" _ — | 1KAG7 10 oor a 3.395" | 1KLT8 50 | 1KAV1 4) 
117, eo" 1.005" _ — | 1BYJ7 50 230 2%" 2.102" _ — | 1KAG8 10 300 os 3.920" | 1KLT9 590 | 1KAV2 5 
118 CEN 1.068" _ — | 1BYJ8 50 Zo 25" 2.887" _ — | 1KAG9 10 339 3%" 3.645" | 1KLU1 590 | 1KAV3 4) 
119%" 1.130" _ — | 1BYJ9 50 232 2%" 3.012" _ — | 1KAH1 10 340 3%" 3.770" | 1KLU2 25 | 1KAV4 3) 
120 il 1,193" _ — | 1BYK1 50 2032 3137" _ — | 1KAH2 10 341 3 yf" 3.895" | 1KLU3 25 | 1KAV5 o 
tie 1200" _ — | 1BYK2 50 234 a 0-202. _ — | 1KAH3 10 342 33%" 4.020" | 1KLU4 25 | 1KAV6 2 
122.1%’ 1.318" _— — | 1BYK3 50 200. 3 Bg0r _ — | 1KAH4 10 343, 8%" 4.145" | 1KLU5 25 | 1KAV7 2 
123 1%" 1.380" _ — | 1BYK4 25 236 3%" sole: _ — | 1KAH5 10 344. 33% 4.270" | 1KLU6 25 | 1KAV8 2 
124 1" 1.443" _ — | 1BYK5 Zo 237 33%" 3.637" —_ — | 1KAH6 10 345 4" 4.395" | 1KLU7 25 | 1KAV9 2 
125 1%" 1,505" _— — | 1BYK6 25 230 oe 3.762" _ — | 1KAH7 a 346 4%" 4.520" | 1KLU8 25 | 1KAW1 2 
126 = 1%' 1.568" _ — | 1BYK7 25 239 3%" 3.887" _ — | 1KAH8 4) 347 4%" 4.645" | 1KLU9 5 | 1KAW2 2 
12716 1.630" _ — | 1BYK8 20 240 3%" 4.012" _ — | 1KAH9 5 348 = 43%" 4.770" | 1KLV1 5 | 1KAW3 2 
128 1%" 1.693" _ — | 1BYK9 20 241 3%" 4.137" _ — | 1KAJ1 3] 349) 4%" 4.895" | 1KLV2 5 | 1KAW4 2 
129. 1%" 1sfoo _ — | 1BYL1 25 242 4" 4.262" _ — | 1KAJ2 5 350 4%" 9.020" | 1KLV3 5 | 1KAW5 2 
130 = 1%' 1.818" _ — | 1BYL2 20 243 4% 4.387" _ — | 1KAJ3 5 351 4%" 5.145" | 1KLW4 Do | 1KAW6 2 
i) a as 1.880" _ — | 1BYL3 10 244. 4%" 4.512" _ — | 1KAJ4 4) 352. AR 9.270" | 1KLV5 5 | 1KAW7 2 
132. 1%" 1.943" _ — | 1BYL4 10 245 4%" 4.637" | 1KLH3 25 | 1KAJ5 5 Jo on 5.395" | 1KLV6 5 | 1KAW8 2 
133. 1'%e' 2.005" _ — | 1BYL5 10 246 4%" 4.762" | 1KLH4 25 | 1KAJ6 i) 354 55%" 9.020" | 1KLV7 5 | 1KAW9 2 
134 1%" 2.068" _ — | 1BYL6 10 247 4%" 4.887" | 1KLH5 25 | 1KAJ7 5 
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O-Rings Details on page A1. 
\ | CONTINUED | 
Buna N and Viton® O-Rings 
BUNA N - BLACK | VITON® - BLACK BUNA N - BLACK | VITON® - BLACK BUNA N - BLACK | VITON® - BLACK 
70 DUROMETER | 75 DUROMETER 70 DUROMETER | 75 DUROMETER 70 DUROMETER | 75 DUROMETER 
SHORE A SHORE A SHORE A SHORE A SHORE A SHORE A 
Dash Inside Outside Item Pkg. | Item Pkg. Dash Inside Outside | Item Pkg. | Item Pkg. Dash Inside Outside | Item Pkg. | Item Pkg. 
No. _ Dia. Dia. No. Qty. No. Qty. No. _ Dia. Dia. No. Qty. No. Qty. No. _ Dia. Dia. No. Qty. No. Qty. 
355. 54" 5.645" | 1KLV8 5 | 1KAX1 2 383 14" 14.395" | 1KLY9 5 | 1KBB2 1 443, 7¥" 8.025" | 1KPL4 2 | 1WLR3 2 
356 5%" 5./70" | 1KLV9 5 — — 384 15" 15.395" | — — | 1KBB3 1 444 7%" 8.275" | 1KPL5 2 | 1WLRS5 2 
357 5" 5.895" | 1KLW1 5 | 1KAX3 2 385 16" 16.375" | 1KLZ2 5 | 1WLK1 1 445 8" 8.525" | 1KPL6 2 | 1WLR7 2 
358 5%" 6.020" | 1KLW2 5 | 1KAX4 2 386 17" 17.375" | 1KLZ3 5 | 1WLK2 1 44688" 9.025" | 1KPL7 2 | 1WLR9 2 
359 5%" 6.145" | 1KLW3 5 | 1KAX5 2 388 19" 19.375" | 1KLZ5 2 | 1WLK4 1 447 g" 9.525" | 1KPL8 2 | 1WLT2 2 
360 =o 6.270" | 1KLW4 5 | 1KAX6 2 391 22" 22.375" | — — | 1WLK7 1 448" 10.025" | 1KPL9 2 | 1WLT4 1 
361 6" 6.395" | 1KLW5 5 | 1KAX7 2 393.24" 24.360" | 1KML1 1 — — 449 10" 10.525" | 1KRL1 2 | 1WLT6 1 
362.6%" 6.645" | 1KLW6 5 | 1KAX8 2 395 26" 26.360" | 1KML3 1 | 1WLL2 1 450 10%" 11.025" | 1KRL2 2 | 1WLT8 1 
363 6%" 6.895" | 1KLW7 5 | 1KAX9 2 Width: 14" Fractional (0.275" Actual) 451 11" 11.525" | — — |1WLU1 1 
364 6%" 7.145" | 1KLW8 5 — — 425 4M" 5.025" | 1KML4 5 | 1WLL3 2 452 11%" — 12.025" | 1KRL4 2 | 1WLU3 1 
365 ‘a 7.395" | 1KLW9 5 | 1KAZ2 2 426 4% 5.150" | 1KML5 5 | 1WLL4 2 453 12 12.525" | 1KRL5 2 | 1WLUS5 1 
366 7%" 7.645" | 1KLX1 5 | 1KAZ3 2 427.4%" 5.2/5" | 1KML6 5 | 1WLL5 2 454. 12%" 13.025" | 1KRL6 2 | 1WLU7 1 
367.7" 7.895" | 1KLX2 5 | 1KAZ4 2 428A 5.400" | 1KML7 5 — — 455 13" 13.525" | 1KRL7 2 — — 
368 7%" 8.145" | 1KLX3 5 | 1KAZ5 2 429 5 5.525" | 1KML8 5 | 1WLL7 2 456 13%" 14.025" | 1KRL8 2 | 1WLV2 1 
369 8" 8.395" | 1KLX4 5 | 1KAZ6 2 430 5% 5.650" | 1KML9 5 | 1WLL8 2 457 14" 14.525" | 1KRL9 2 | 1WLV4 1 
370 = 8%" 8.645" | 1KLX5 5 | 1KAZ7 2 431 5b" 5.775" | 1KNL1 5 | 1WLL9 2 458 14%" 15.025" | 1KTL1 2 | 1WLV6 1 
371 BY" 8.895" | 1KLX6 5 | 1KAZ8 2 432 55% 5.900" | 1KNL2 5 | 1WLN1 2 459 15" 15.525" | 1KTL2 2 | 1WLV8 1 
372 8%" 9.145" | 1KLX7 5 | 1KAZ9 2 433 5" 6.025" | 1KNL3 5 | 1WLN2 2 461 16" 16.505" | 1KTL4 2 (1WLW3 1 
3/3 Q" 9.395" | 1KLX8 5 | 1KBA1 2 434 5%" 6.150" | 1KNL4 5 _— — 462 16%" 17.005" | 1KTL5 2 — — 
374. 9%" 9.645" | 1KLX9 5 — — 435 5%" 6.275" | 1KNL5 5 — — 463 17" 17.505" | 1KTL6 2 — — 
376 9%" 10.145" | — — | 1KBA4 1 436 5b 6.400" | 1KNL6 5 — — 464. 17%" 18.005" | 1KTL7 2 — — 
Orr 10' 10.395" | 1KLY3 5 | 1KBA5 1 437 6" 6.525" | 1KNL7 5 | 1WLN9 2 467 19" 19.505" | 1KUA1 2 | 1WLX6 1 
378 10%" 10.895" | 1KLY4 5 | 1KBA6 1 438 66%" 6.775" | 1KNL8 2 | 1WLP2 2 468 19%" 20.025" | — — | 1WLX8 1 
379 ile 11.395" | 1KLY5 5 — — 439 6%" 7.025" | 1KNL9 2 | 1WLP4 2 471 22° 22.505" | — — | 1WLY5 1 
380 311%" ~— 11.895" | 1KLY6 5 — — 440 6%" 7.275" | 1KPL1 2 | 1WLP6 2 47324" 24.490" | — — | 1WLY9 1 
381 12' 12.395" | 1KLY7 5 — — 44} fs 7.525" | 1KPL2 2 — — 47425" 25.490" | — — |1WLZ2 1 
382 13' 13.395" | 1KLY8 5 | 1KBB1 1 442, 7" 7.775" | 1KPL3 2 | 1WLR1 2 475 26" 26.490" | — — |1WLZ4 1 
BUNA N-70 VITON-75 BUNA N-70 VITON-75 BUNA N-70 VITON-75 
SHORE A SHORE A SHORE A SHORE A SHORE A SHORE A 
Actual Item Pkg. Item Pkg. Actual Item Pkg. Item Pkg. Actual Item Pkg. Item Pkg. 
Inside Dia. Outside Dia.| No. Qty. No. Qty. Inside Dia. Outside Dia.| No. Qty. No. Qty. Inside Dia. Outside Dia.| No. Qty. No. Qty. 
2mm 4.0mm 1RHZ2 = 100 — — 10.1mm 13.3mm — — IRHR2 = 25 20.0mm 26.0mm | 1RJJ5 50 1RHX3 = 10 
2.0mm 4.0mm — — TRHL9 =. 25 10.8mm 156mm | 1RJF3 100 — — 20.8mm 25.6mm | 1RJG3 50 — — 
2.2mm 5.4mm 1RJA8 100 | 1RHP6 = 25 11.0mm 16.0mm | 1RJG7 100 | 1RHV3 = 10 21.8mm 26.6mm | 1RJG4 50 — — 
3.0mm 6.0mm 1RHZ7 ~—100 — — 11.0mm 17.0mm | 1RJJ2 100 | 1RHW9 10 22.0mm 26.0mm | 1RJE2 100 | 1RHU1 20 
3.0mm 7.0mm 1RJC5 ~=— 100 — — 11.0mm 158mm | 1RJF4 100 — — 22.0mm 27.0mm | 1RJH8 50 1RHW4 =10 
3.8mm 7.6mm 1RJB7 ~—100 — — 11.8mm 16.6mm | 1RJF5 = 100 — — 22.0mm 28.0mm | 1RJJ6 50 — — 
4.0mm 6.0mm 1RHZ3. =100 | 1RHN1~ = 25 12.0mm 140mm | 1RHZ6 100 | 1RHN4 = 25 22.1mm 29.1mm | 1RJL7 25 — — 
4.0mm 7.0mm 1RHZ8 = =100 | 1RHN6 = 25 12.0mm 150mm | 1RJA5 100 | 1RHP3 25 23.0mm 27.0mm | 1RJE3 50 — — 
4.0mm 8.0mm 1RJC6 100 | 1RHR5 25 12.0mm 16.0mm | 1RJD4 100 | 1RHT3 = 25 23.5mm 31.5mm | 1RJP1 25 — — 
4.8mm 8.6mm 1RJB8 ~—_100 _— — 12.0mm 17.0mm | 1RJG8 100 | 1RHV4 10 23./mm 30./mm | 1RJL8 25 — — 
5mm 8.0mm 1RHZ9 = =100 | 1RHN7)= = 25 12.3mm 7.4mm 1CTC9 =. 100 — — 24.0mm 28.0mm | 1RJE4 50 1RHU3 =. 20 
5.0mm 7.0mm 1RHZ4 = =100 | 1RHN2 = 25 12.8mm 17.66mm | 1RJF6 = 100 — — 24.0mm 30.0mm | 1RJJ7 50 1RHX5 =: 10 
5.0mm 9.0mm 1RJC7 =©100 | 1RHR6 = 25 13.0mm 16.0mm | 1RJA6 100 | 1RHP4 = 25 25.0mm 31.0mm | 1RJJ8 50 1RHX6 =: 10 
5.8mm 9.6mm 1RJB9 ~— 100 — — 13.0mm 17.0mm | 1RJD5 100 | 1RHT4 = = 25 25./mm 32./mm | 1RJN2 25 — — 
6.0mm 10.0mm | 1RJC8 100 | 1RHR7 25 13.0mm 18.0mm | 1RJG9 100 | 1RHV5 10 27.0mm 32.0mm | 1RJH9 50 1RHW5 ~=10 
6.0mm 9.0mm 1RJA1 100 — — 13.1mm 16.3mm — — 1RHR3 = 25 27.0mm 33.0mm | 1RJJ9 50 1RHX7 ~=—: 10 
6.8mm 10.6mm | 1RJC1 100 — — 13.8mm 18.6mm | 1RJF7 ~~ 100 — — 27./mm 34.7mm | 1RJN3 25 — — 
7mm 10.0mm — — 1RHN9 =. 25 14.0mm 18.0mm | 1RJD6 100 | 1RHT5 25 28.0mm 34.0mm | 1RJK1 50 1RHX8 =: 10 
7.0mm 11.0mm | 1RJC9 100 | 1RHR8 25 14.0mm 19.0mm | 1RJH1 100 | 1RHV6 10 28./mm 35./mm | 1RJN4 25 — — 
7.0mm 10.0mm | 1RJA2 100 _— — 14.8mm 196mm | 1RJF8 100 — — 29.2mm 36.2mm | 1RJN5 25 — — 
7.4mm 10.3mm | 1RJB2 100 | 1RHP9 25 15.0mm 19.0mm | 1RJD7 100 | 1RHT6 = 25 29.7/mm 36./mm | 1RJNG 25 — — 
7.6mm 12.4mm | 1RJE8 100 | 1RHU7 25 15.0mm 20.0mm | 1RJH2 100 | 1RHV7 ~~ 10 30.0mm 36.0mm | 1RJK2 50 1RHX9 = 110 
7.8mm 11.6mm | 1RJC2 ~~ 100 — — 15.8mm 20.6mm_ | 1RJF9 100 — — 30.7mm 37./mm | 1RJN7 25 — — 
8.0mm 12.0mm | 1RJD1 100 | 1RHR9 = 25 16mm 20.0mm — — 1RHT7) =. 25 31.2mm 38.2mm | 1RJN8 25 — — 
8.6mm 13.4mm — — 1RHU9 = =—_25 16.0mm 19.0mm | 1RJA7 100 | 1RHP5 = 25 32.0mm 37.0mm | 1RJJ1 50 1RHW6~ =10 
8.8mm 12.66mm | 1RJC3 100 — — 16.0mm 21.0mm | 1RJH3 100 | 1RHV8~ 10 32.0mm 38.0mm | 1RJK3 50 1RHY1 ~=10 
9.0mm 13.0mm | 1RJD2 100 | 1RHT1 25 16.0mm 20.0mm | 1RJD8 100 — — 33mm 39.0mm — — 1RHY2 = 10 
9.0mm 140mm | 1RJG5 100 | 1RHV1 10 17mm 22.0mm — — 1RHV9 =: 10 33.0mm 39.0mm | 1RJK4 25 — — 
9.0mm 15.0mm — — | 1RHW7 10 17.0mm 22.0mm | 1RJH4 100 — — 35.0mm 41.0mm | 1RJK5 25 1RHY3 ~=10 
9.0mm 12.0mm | 1RJA3 100 — — 17.8mm 22.6mm_ | 1RJG1i 100 — — 36.0mm 42.0mm_ | 1RJK6 25 1RHY4 ~—10 
9.4mm 12.3mm | 1RJB3 100 | 1RHR1 25 18.0mm 23.0mm | 1RJH5 100 | 1RHW1 ~~ 10 38.0mm 44.0mm | 1RJK7 25 1RHY5 ~=10 
9.8mm 13.6mm | 1RJC4 ~~ 100 —_— — 18.0mm 24.0mm | 1RJJ3 100 | 1RHX1 ~~ 10 38.0mm 46.0mm | 1RJP2 25 — — 
9.8mm 146mm | 1RJF2 ~~ 100 — — 19.0mm 23.0mm | 1RJD9 100 | 1RHT8 25 40.0mm 46.0mm | 1RJK8 25 1RHY6 ~=10 
10.0mm 16.0mm | 1CTC8 100 — — 19.0mm 25.0mm | 1RJJ4 100 | 1RHX2~~ 10 41.0mm 49.0mm | 1RJP3 25 — — 
10.0mm 12.0mm | 1RHZ5 100 | 1RHN3) = 25 19.0mm 24.0mm | 1RJH6 100 — — 44.0mm 52.0mm | 1RJP4 25 — — 
10.0mm 13.0mm | 1RJA4 100 | 1RHP2 25 19.8mm 246mm | 1RJG2 50 — — 45.0mm 51.0mm | 1RJK9 25 1RHY7 ~=10 
10.0mm 14.0mm | 1RJD3 100 | IRHT2 25 20.0mm 24.0mm | 1RJE1 100 | 1RHT9 25 50.0mm 56.0mm | 1RJL1 25 1RHY8 =10 
10.0mm 15.0mm | 1RJG6 100 | 1RHV2 10 20.0mm 25.0mm | 1RJH7 100 | 1RHW3_ 10 56.0mm 62.0mm | 1RJL2 25 1RHY9 8 
* Also available in brown color; see page 2176. 99.0mm_ __65.0mm_| IRJL3_ 25 | IRHZ1 8 
Brown Viton® O-Rings 
= Round cross-section saa isle scien oo Pkg. 
‘ ash No. ia. utside Dia. 0. y. 
= Durometer:75 ShoreA Width: 942" Fractional (0.103" Actual) 
Brown color allows easy identification. Meet ASTM 110 x" 0.568" 1CTB5 25 
111 Ae 0.630" 1CTB6 50 
D2000 and SAE J200 standards. 119 7 ey aC TET ai 
Inside Item Pkg. 113 V6" 0.755" 1CTB8 50 
Dash No. Dia. Outside Dia. No. Qty. 114 Ye" 0.818" 1CTB9 50 
Width: “e" Fractional (0.070" Actual) 115 Ye" 0.880" 1CTC1 50 
006 Vg" 0.254" 1CRZ7 25 116 a 0.943" 1CTC2 50 
007 /32" 0.285" 1CRZ8 100 Width: /" Fractional (0.139" Actual) 
008 Ve" 0316" 1CRZ9 100 210 a" 1.012" 1CTC3 25 
009 P32" 0.348" 1CTB1 100 211 13/6" 1.074" 1CTC4 25 
010 Yq" 0.379" 1CTB2 100 212 7 1.137" 1CTC5 25 
011 bAce 0.441" 1CTB3 100 213 19/6" 1.199" 1CTC6 25 
012 ¥e" 0.504" 1CTB4 100 214 ile 1.262" 1CTC7 25 
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GRAINGER CHOICE* FASTENERS 
Find the YW. Find Solutions. Find Great Prices. Key Stock 


Key Stock Information 
KEY STOCK KEYS Machine 


Step (Offset) A key is a small metal block or wedge inserted between Elongated keys feature rounded ends, square ends, or 


a shaft and the hub of a pulley, gear, sprocket, or other — tapered gib heads. 
rotating power device. The key provides driving torque Woodruff 

and prevents movement. One part of the key fits into a 
precut slot in the shaft called a key seat. The remainder 
slides into a groove in the hub called a keyway. 


Precision milled with steps notched in at 
regular intervals for repairing sprockets, 


gears, and pulleys. Flat, semicircular keys that rock into place and adjust to 


an angular spine without coming unseated. 





Key Stock Assortments YW PAUGRAINGER 
Packaged in a sturdy standable chipboard container. GA APPROVED /71//Bee Leitzke 
No. of Item 
eqeees Material Includes No. KEYSTOCK 
Key Stock Assortment ASSORTMENT 


12" Lengths (5) Each: 1/8x1/8", 3/16x3/16", 1/4x1/4", 5/16x9/16", 3/8x3/8", 


si Steel Zinc (3) Each: 7/16x7/16-1/2x1/2%, Standable Chipboard Container SWB10 
18-8 Stainless 2° Lengths (5) Each: 1/8x1/8", 3/16x3/16", 1/4x1/4", 5/16x5/16", 3/8x3/8", 5WAQ8 
Steel Plain (3) Each: 7/16x7/16", 1/2x1/2", Standable Chipboard Container 
Key Stock Kit eT ra 
; "Lengths (1) Each: 1/8x1/8", 3/16x3/16", 3/16x1/4", 1/4x5/16", 5/16x3/8", 
: Steel Zinc _3/gx7/16", 7/16x1/2", Standable Chipboard Container SWA96 
18-8 Stainless 12" Lengths (1) Each: 1/8x1/8", 3/16x3/16", 1/4x1/4", 5/16x5/16", 3/8x3/8", 5WA94 
Steel Plain 7/16x7/16", 1/2x1/2", Standable Chipboard Container 
Machine Key Kit 


3¥%8' Lengths (3) Each: 6mmx6mm, 8mmx8mm, (2) Each: 4mmx4mm, 5mmxomm, 

20 Steel Plain 7mmx7mm, 7mmx8mm, 8mmx10mm, &mmx12mm, 10mmx10mm, 12mmx12mm, (1) Each: SWE27 
40mmx16mm, 14mmx18mm, 42mmx20mm, Plastic Compartmented Box with Lid Chart 
(5) Each: 3/16x3/16x3/4", x1", x1-1/4", 1/4x1/4x 94", x1-1/4", x1-1/2" 





58 Steel Zinc 5/16x5/16x1-1/4", x1- 1/2", 3/8x3/8x1 - 4/4", X1-1/2", (3) Each: 1/8x1/8x3/4", x1", 5WE25 
(2) Each: 1/2x1/2x1-1/2", Plastic Compartmented Box with Lid Chart 
Step Key Stock Assortment — No. 5WA92 
' 12" Lengths (1) Each: 3/16x1/8", 3/16x1/4", 1/4x5/16", 1/4x3/8", 

7 Steel Zinc 3/8x5/16", 3/8x1/2", 1/2x5/8", Standable Chipboard Container oWA92 
Itw Bee Leitzke 
Machine Key Kit 

70 1018 Steel Plain 1%" Lengths (20) Each: ¥" Square, (12) Each: 346° Square, 3/16x1/4" Rectangular, (10) Each: 5A201 


Ya" Square, (8) Each: “6" Square, ¥" Square, Plastic Compartmented Box with Lid Chart 
Machinery and Woodruff Key Asst. 
Woodruff Keys (45) Each: #3 (1/8x1/2"), #5 \ Each? (30) Each: #9 (3/16x3/4"), 
(22) Each: #6 (5/32x5/8"), #7 (1/8x3/4"), (20) Each: # 15 (1/4x1"), (15) Each: #10 
401 Low Carbon (5/32x7/8"), #A (1/4x7/8"), (12) Each: #13 (3/16x1"), (9) Each: #0 (5/16x1-1/8"), #21 





Steel Plain (1/4x1-1/4"), (4) Each: #6 (3/8x1-1/2"), Machinery Keys 11" Lengths (50) Each: 14' 5A202 
Square, (30) Each: %6" Square, (25) Each: 3/16x1/4" Rectangular, (18) Each: 4" Square, 
(15) Each: “6" Square, ¥8' Square, Plastic Compartmented Box with Lid Chart 
Woodruff Key Assortment 
79 Low Carbon (18) Each: #3 (1/8x1/2'), (12) Each: #5 (1/8x0/8"), #6 (9/32x9/8'), #9 (3/16x3/4"), (10) 5A200 
Steel Plain Each: #A (1/4x7/8"), (8) Each: #15 (1/4x1"), Compartmented Plastic Box with Lid Chart 
(40) Each: #6 (5/32x9/8"), (30) Each: #5 (1/8x9/8"), (20) Each: #212 (3/32x3/8'), #2 (3/32x1/2’), 
950 Low Carbon #3 (1/8x1/2'), #7 (1/8x3/4"), #9 (3/16x3/4"), (10) Each: #211 (1/16x3/8"), #213 (1/8x3/8"), #1 F416 No. 5A200 = 


Steel Plain (1/16x1/2"), #4 (3/32x5/8"), #8 (5/32x5/8"), (5) Each: #10 (5/32x7/8"), #11 (3/16x7/8"), #12 
(7/32x7/8"), #61 (3/16x5/8"), #91 (1/4x3/4"), #A (1/4x7/8"), Plastic Compartmented Box with Lid Chart 


Machine Keys 


Made of carbon steel. For use on 








power transmission shafts to hold Item Pkg. 
pulleys and gears tightly on the shaft. ea, 4 Length No. Qty. 
Oversized needs to be machined for yj 5WE31 10 
proper fit. Ya" T 5WE33 —_—«*10 
lem Pk 8mm ——SWU8s 25 
tem g. mm 
Square Length No. _Qty. 10mm 5WU85 25 Woodruff Keys 
neers ete ae93 10 “ —tamm——$wu89—28— | » Tensile strength: 72,000 psi 
2" mm = Tensile strength: 72, psi 
Ye" 3/; 
‘ s Neyo tenn _ 937-43 | = Length tolerance: +0.000 to -0.010 
pe eee a oWEA—7o-—_| Made of medium carbon steel. Remountable machinery keys can withstand 
{" 5WU13 10 oe Tye" BWE43 10 great strain; designed to be installed deep into shafts and firmly embedded. 
© 
a 4" Item Pkg. Item Pkg. 
EA 5WU19 10 z 5WE49 10 Key Size SAENo. No. Qty. Key Size SAENo. No. Qty. 
Zz 5WU2T 10 Dp" 5WE51 ‘10 Vig x Va" 1 TAME2 100 a X 1 V4" 90 TAMJ2 25 
7 5WU23 10 14mm 5WU93 25 Yao x Vo" D 1AME3 100 Vs x Ys 91 1AMJ3 50 
iu 5WU25 ~—*‘10 16mm 5WU95 25 Yan x Va 4 1AME4 100 Ts x Ve A 1AMJ4 50 
Ty; 5WU27 ‘10 13/64" 18mm 5WU97 25 % x Ve 3 TAME5 100 Vax 1" 141 TAMJ5 25 
Vy! TH" 5WU29 10 20mm 5WU99 25 Vax ¥' 5 1AME6 100 Vax tT" 15 1AMJ6 25 
TH" 5WU31 10 d5mm 5WY11 25 x Vs" 7 1AME7 100 Tax TH 18 1AMJ7 25 
va 5WU33 ~—*10 50mm 5BWY13 25 an x Hai 6 1AME8 100 Tx TVi 24 TAMJ8 25 
DV; 5WU35 10 15)! d5mm BWY15 25 Yao x Va" 8 AMES 100 x 135" 99 1AMJ9 ‘10 
Di" 5WU37 +10 30mm BWY17 25 Yao x Vai 10 1AMGT 50 hx TV" 94 1AMUT 10 
il 5WU39 ~—*‘10 40mm BWY21 25 6x Ve 61 1AMG2 100 Vex 1" B 1AMU2 25 
Ty; 5WU41 10 Ys" 5WE53.—*‘10 ex Vs 9 1AMG3 100 ex 1 V3" C 1AMU3 25 
5p! TH; 5WU43 ‘10 Ya" ik 5WE55 +10 ex Ve 11 1AMG4 50 ex 1 V4" D 1AMU4 10 
az 5WU45 10 Ty; 5WE57 ~—~*10 Vex 1" 13 1AMG5 25 ex 1 v2" 95 1AMU6 ‘10 
DV; 5WU47 ‘10 5 ey 5WE83 ‘10 Yex 1¥e 16 1AMG6 25 Ye x 198" 93 1AMU5 ‘10 
PLY 5wu49 10 : Dp" 5WE85 ‘10 Yex ivi 19 1AMG7 25 ¥% x 1" 152 1AMU7 25 
ib 5WU51 10 17," 5WE87 +10 a2 x Vai iv 1AMG8 50 ¥ x 1" G 1AMV1 10 
1" TH 5WU53 ‘10 Vp" 3" 5WE89 10 To X 1" 14 1AMGO 25 % x 1V4' E 1AMU8 10 
wy 5WU55 ‘10 DV" 5WES1 10 Fo x 1 V5 17 1AMJ1 25 ¥% x 135" F 1AMUS ‘10 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2177 


FASTENERS Scan. Order. Done. 
Key Stock Details on page Al. 








Key Stock 


Item Item Item Item Item Item 
Size L No. Size L No. Size L No. Size L No. Size L No. Size L No. 
Undersized ¥x¥ 12"  5UB9O xv" 12" 5VU59 9xi4mm 12"  5UA54 Vex Veh 12, SUY4S TViex 1%8" 12"  5VEO3 
18-8 Stainless Steel, xv" 12" ‘BUETI ay Vat 36, AETJ5 10x10mm 12" 5UA58 ex 76 36"  5VV76 1%x1V" 12" ~—‘5VE99 
Plain Finish ¥xv 12°  45UEI3 kes 72° 4ETJ6 10x12mm 12°  5UA60 voy yor 12" BUY48 Text 12" 5vU12 
12" 5UE57 Axe 12" ~—‘45UEI5 Yoxrve 12° 5VU62 10x16mm 12°  5UA62 sks 36°  5VV78 Thx 2" 12" 5VU15 
Vex Vs" ~ 36" 5WY23 A4 Stainless Steel, Vex 12° 5WU65 11x18mm 12"  5UAG4 Yox%e 12°  5UY51 Tx 1%" 12° 5VU18 
72° 4ETL7 Plain Finish Ycx is 12°  5VU68 12x12mm 12° 5UA66 Say 5 12 SUY54 Txt 12" 5021 
12" 5UE59 3x3mm 1m 5UB72 Ycxye 12°  5VUT71 12x20mm 12° 5UA68 eave 36° 5VV81 4x4mm 12"  5VY62 
WexVe 36°  5TU4G isa {tm 5UB38 Yexve 36°  4ETJ7 14x 14mm 12" 5UA70 ex te" 36"  5VV83 5x5mm 12°  5SVY64 
72° 4ETL8 XMM +5" BAGG ¥%x¥ 12° 5VU74 14x 22mm 12"  5UA72 54x34 12. SUY60 6x6mm 12°  5VY68 
12" 5UE61 5x5 {tm 5UB76 ¥%xre 12°  5VU77 14x 25mm 12"  5UA74 36° 5VV85 6x10mm 12°  5VY70 
Vax Vs" ~ 36"  5TU49 Xomm +5" BUY AGS ¥%x Vv" 12" ~—5VWU80 16x16mm 12° 5UA76 ayy —12_ SUY66 6x14mm 12°  5VY74 
72° 4ETLO 6x6 {tm 5UB42 ¥%x% 12° 5VU84 18x18mm 12°  5UA80 36° 5vVv90 7x7mm 12°  5VY76 
12" 5UE63 xomm 79" UBIO 54x31 36 4ETJ9 18x 32mm 12°  5UA82 xt" 12" 5UY69 7x8mm 12°  5VY78 
Vex Ve 36°  5TU52 7x8mm 1m 5UB46 ooh 72° AETK1 90x20mm 12"  5UA84 36° 5vVvo2 7x18mm 12°  5VY82 
72° 4ETN1 7x7 tm 5UB80 A~exve 12° 5VU86 99x22mm 12° 5UA88 Thx TV 36"  5VV94 8x8mm 12°  5VY84 
12"  5UE65 X/MM +o" 5UB12 sx" 12"  5VU89 95x 25mm 12° 5UA92 Low Carbon Steel, 8x1i0mm 12°  5VY86 
¥% x %" ~ 36"  5TU55 7x6mm 12°  5UB14 ”~cx”e 36°  4ETK2 95x28mm 12°  5UA94 Zinc Finish 8x12mm 12°  5VY88 
72  4AETN2 8x8mm 12" 45UB16 Yo x Vo" 12°  5VU93 Oversized YX Ye" 12" 5UY78 9x14mm 12" = 5VY92 
Vex Ver 12, BUEG7 8xi0mm 12°  5UB18 wx 12" ~— 5VU96 18-8 Stainless Steel, Vaxv%e 12"  5UY81 10xf0mm 12°  5VY96 
exe 36" STUBBS 8x 12mm 12" 5UB20 vey yor 36 4ETK4 Plain Finish Yax Vir fo" 5UY84— 10x 12mm_ 12" SVY98 
12" 5UE69 9x14mm_ 12"  5UB22 72° 4ETK5 Vex Ve" 12" ~—*BUES33 2x %o" 12"  5UY99 10x16mm 12°  5WA10 
Yo x Vo" ~ 36"  5TU61 10x 10mm 12"  5UB24 Vex %er —t2,_vWU99 Yexve 12° 5UE35 Yex ve 12"  5WA12 t1xt8mm 12"  5WA12 
72" 4ETN4 {2x t2mm 12"  5UB26 36° 4ETK6 Vax Vs" 12"  5UE37 Yex Vi" 12"  5WA15 12x12mm 12"  5WA14 
Yexve 12"  5UE74 14x 14mm 12"  5UB28 Sax 54" 12, OWT Yexre 12°  5UE39 Yex ve" 12"  5VWA27 {2x20mm 12" 5WAT6 
shy 5 12, SUET3 16x16mm 12"  5UB30 36° 4ETK8 ¥x Ye 12"  5UEAT Ts x Vs" 19" ~~ 5VA39 14x 14mm 12" 5 WAT8 
enn 36°  51U64 18x 18mm 12"  5UB32 x3 12 —_SWW14 A~ex”e 12°  5UE43 Tax Vie 12"  5VA42 {4x22mm 12"  5WA20 
ayy 12 SUETS 20x20mm 12" 5UB34 36° 4ETL1 x Vo" 72" ~~ BUE45 xyes 12"  5WA45 {6x 16mm 12"  5WA24 
eos 36°  51U67 Low Carbon Steel, 1" 5VWW17 YexV%e 12° 5UEA7 ax Vo" 12" — 5VA51 16x 28mm 12" 5WA26 
xy 12° SUET? Plain Finish 7x — 36"  4ETL3 Yexye 12°  5UEA9 Yoxr%e 12° 5VAG6 18x 18mm 12" 5WA28 
ene 36° 51U70 Axe 36"  5TU76 72" AETL4 Ix Ys" 12"  5UE51 Yoxye 12°  5VAG69 18x 32mm 12" 5WA30 
er 12" BUE79 vv 4," 6° 5TU79 xt {o" 524 7X es 12° + 5UE53 ¥’x¥s 12" ~~‘ 5VWA87 20x20mm 12" 5WA32 
‘ 36°  51U73 V6 X Vie’ —T9 —AETGG 36° 4ETLS5 Txt" 12" 5UE55 ¥%x Vv" 12" —“-4BVA93 22x22mm 12" 5WA36 
ThxtVi 12" ‘5UE81 Ayve so __oiUee Tx ive" 12"  5VV24 4x4mm 12" 5VY28 Ax 12"  5VWA99 25x25mm 12° SWA4O 
Thx" 12" 5UE83 iii 72° 4ETG7 xiv" 12° SVV27 5x5mm 12°  5VY30 ¥e x V4" 12" ——“5VB12 Bilateral Tolerance 
1%x1%" 12°  5UE85 ay q SO —_plUeD Txt" 12" 5VV33 6x6mm 12°  5VY32 exe 12°  5VB18 18-8 Stainless Steel, 
0x9 12" BUE87 16X16 —75"—AET ER Thx 1%" 12°  5VV36 7x7mm 12°  5VY34 ex vo" 12°  5VB21 Plain Finish 
5x5mm 1m 5UB40 sexy 30° TUBB 2X2. 12" 5VV38 7x6mm 12°  5VY36 A~cx%s 12°  5VB28 ¥ex Vs 12"  5UE89 
316 Stainless Steel, aay 72° 4ETGS Medium Carbon Steel, 8x8mm 12°  5VY38 ”~cx Ys 12"  5VB30 Vax Ve" 12" UES 
Plain Finish sx Tig? —36___1U91 Plain Finish 8x10mm 12°  5VY40 xy" 2" ‘5VB34 %x Vv" 12" HUES 
Ye x gr —t2.—_BUET7 Adie 7a" ARTA 4x4mm im 51Y34 8x12mm 12"  5VY42 Bx%e 12"  5VB37 xy 12" ~ BUEGS 
exe 36" 5VV40 exer —36'___5TU94 5x5mm_— tm __5TY37 9xt4mm__ 12" 5VY44 x12" 5VB40 xe 12" 5SUUTt 
May Ve 2 SUET9 ene 72" 4ETH2 5x8mm im 5TY40 10xT0mm 12"  5VY46 xs 12" ~—_ BVB46 %xi" 12° 5UU13 
oe 36° 5vV42 YexVe 36°  5TU97 6x6mm im 51Y43 12xt2mm 12" 5VY48 xi 12" ~~ 5VB49 ¥Axit* 12° 5UU15 
Sex Se 12, —_UE21 say 5 36 __DIY10 7x/7mm im 5TY55 14x14mm_ 12" 5VY50 xt" 12" —5VB53 Aluminum, Plain Finish 
16X76 36" 544 aad 72" 4ETH4 7x8mm im 5TY58 16x16mm 12° 5VY52 Yox%e 12" 5VB55 Vx vs" 12" 5004 
shy ys —12__ BUE23 yy —36_SIY13 8x8mm 1m 5TY64 18x18mm 12"  5VY54 Yox 12°  5VB58 Yx% 12° 5UU47 
pee 36°  5VV46 unk 72" 4ETH5 8x10mm im 51Y66 50x20mm 12°  5VY56 Yox ye 12°  5VB61 Brass, Plain Finish 
voy yor 12 BUE25 Ax 36° 5TY16 8xi2mm im 5TY68 92x22mm 12°  5SVY58 xv 12"  5VB71 Yexve 12"  5UU19 
sila 36"  5VvV48 eer 36" 5TY19 9x14mm 1m 5TY72 94x 24mm 12"  5VY60 x ys" 12"  5VB76 Vax Vs" 12" 5UU21 
Shy 5s' —l2__BUE27 * 72" 4ETH7 10xt0mm 1m 5TY76 Alloy Steel, Plain Finish xh 12°  5VB80 Yexre 12° 5UU23 
Bere 36" 5VV50 1vax1Vi 30 __plVe2 10x12mm im 5TY78 ¥exre 12" 50051 Yxi" 12°  5VB83 ¥x¥ 12"  5UU25 
xy te __SUEZS 4X14 —79"—~AETHS 10x16mm 1m 5TY80 Vax Vs" 12"  5UU53 Texte" 12"  5VB88 exe 12°  5UU27 
ce 36° 5VW52 1x1" —36__BIV25 t1x18mm 1m 5TY82 Yex ne 12°  5UU56 Vex 12°  5VBOd xy" 2" 5029 
TxT 12" 5UE31 2X 122 79" AETH {2xt2mm 1m 5TY84 ¥%x¥e 12"  5UU59 Wxys' 12" ~~ ‘5VEI0 %x% 12° 5UU31 
2x2mm 12°  5VV96 18x 32mm 1m 5UA10 {2x20mm 1m 5TY86 xv" 12"  5UU62 Wx 12"  5VET3 Tx T" 12" 5UU35 
3xomm 12°  5VV98 90x20mm 1m 5UA12 14x14mm 1m 5TY88 Low Carbon Steel, ¥sx1" 12" 5VE6 Thx tv 12" 5UU37 
4x4mm 12 ~~ 5VY10 Low Carbon Steel, 14x 22mm 1m 5TY90 Plain Finish Y4x 15 12° 5VE19 High Carbon Steel, 
5x5mm_ 12° ~~ ~=5SVY12 Zinc Finish 14x25mm im _— 5TY92 Yap x Hao! 12° 5UY18 Y4ax vo" 12" ~~ BVE25 Plain Finish 
6x6mm 12°  5VY14 Tax ve 1" BYU27 16x28mm im 5TY96 32X 732 RET ——BYY58 136 x 136" 12°  5VESI Viex Ve 12° 5UU65 
7x7mm 12" 5VY16 1X Vee 72" ~~ 5VU30 Medium Carbon Ye x Ve" 12° = 5UY21 AX Ye 2 5VE34 ¥30 x 332, ~=912' 5UU68 
8x8mm 12°  5VY18 vax ¥;° 12"  5VU33 Steel, Zinc Finish 8x8 36"  5VV60 Pxive 12" ‘5VE41 Vax Ve" 12" 5UUTI 
10x 10mm 12"  5VY20 axe" 36" ~4ETJI 4x4mm 12"  5UA25 Vex ye —1e.__BUY27 Tx 1" 12" 5VE49 Yexve 12°  5UU74 
12x12mm 12" 5VY21 Yexve 12° 5VU36 5x5mm 12°  45UA27 exe 36" 5VV64 Tx 1%" 12" ~——“*BWE53 Vax Vs" 12" 5UU77 
14x 14mm 12" 5VY23 Yex vs 12"  5VU39 5x8mm 12°  5UA29 xy —i2"  SUY33 Tx1¥%" 12" —‘BWE57 Yoxre 12° 5UU80 
16xi6mm 12" 5VY25 %exrve 12° 5WU42 6x6mm 12°  5UA31 aa 36° 5VV68 1x1" 12" “VEGI ¥%x¥' 12° 5UU83 
416 Stainless Steel, Ae x Ye" 12" = 5VU45 7x/mm_— 12" —‘5UA39 ¥32 x ¥32" 12" ~~ BUY36 1x 2° , 12 5VE65 “~ex'/se 12° 5UU86 
Plain Finish ¥ex%e 36°  4ETJ3 7x8mm 12°  5UA41 Sex Ser 12, __BUY39 Tex 1s" 12" 5VE69 xv" 12" ~ 5UU90 
¥ox%e 12° 5UB93 rx Vs 12" VU 48 8x8mm 12°  5UA47 36° 5VV72 Tex Tv" 12" SVE72 x 12° 5UU93 
Vax Vs" 12" ~ 5UB95 Vix Vie 12"  5WU51 8x10mm 12°  5UA49 hx yy 12. SUY42 Tex TV" 12" SVE75 ¥x Ys 12"  5UU96 
Yexre 12°  5UB97 Tix ¥e" 12"  5VU53 8x12mm 12"  5UA51 36° 5VV74 yA X I 13 SvES! us X i 13" AEE 
4X 194 aa ° 





Step Key Stock 





Zinc-plated 1018 grade carbon steel key stock works on couplings, Use Type 2 when mating mismatched 
sheaves, sprockets, and pulleys. keyways, gears, and shafts. 
Use Type 1 for repair and salvage of damaged keys in shafts. 
Dimensions Item Dimensions Item 
A B C D No. A B C D No. 
Type 1 - 12" Length Ye" Ae Ye" JWA66 
Ve V0" i Ke 5WA44 yy" i He Ai 5WAG8 
5p" He He i 5WA46 7 He He 5WA70 
He He 2" 5WA48 He Te 2" 5WA72 
Ai ij Ae 2" 5WA5O ye" He Ai He 5WA74 
a He x He 5WA52 Ae Ai Vj 5WA76 
x Ai Vj 5WA54 Vj Ae He 5WA78 
ys! x x He 5WA56 ys Vi He He 5WA80 
x i, Ae 5WA58 A H5 Ae 5WA82 
ik Ai 7 Ae 5WA6O i The" ij 5WA84 
Type 2 - 12" Length ¥e" V6" Ye" Ya" 5WA86 
ag! V0" Yj V0" 5WA62 af" ¥5 7 Te 5WA88 
V2" vj i 5WA64 He ik Ai 5WA9O 
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RAW MATERIALS 
Shim Stock 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


Shim Information 
Shims are precisely gauged in multiple thicknesses to provide accurate spacing for a variety of uses: 


= Equipment leveling during installation 
= Tool and die setup and alignment 


SHIM TYPES 


Arbor Shims 


Preformed shims that provide accurate spacing 
of grinding tools, saws, gang cutters, slitting 
blades, and milling cutters. Do not have keyways. 


Arbor Spacers 

Preformed, notched shims that fit over shaft keys 
to hold the shim or bushing in place. Keyways 
conform to American standards. 


Thickness Gauges 

Narrow shims that are used whenever 
it is required to set close spacing or to 
check extremely tight tolerances. 


Slotted Shim 


Slotted Shim 


= Machine assembly, repair, and maintenance 
= Mounting, leveling, and aligning motors and pumps 


Shim Stock 


Easy to form and fabricate, shim Rolls 
or Sheets can be cut, stamped, bored, 
milled, sheared, and drilled into almost 
any shape required to make custom 
shims. 


Slotted Shims 


Help solve alignment and leveling 
problems, and eliminate misalignment 
of expensive machines. End tabs help 
prevent workers from placing hands 
under machinery. 


with Tab 





Shim Stock—Rolls 





* ayy seaincee BRAND. Thickne width iength Non Thickne width ‘enti Non 
- Additi D. ickness Widt engt 0. ickness idt engt 0. 
oe Nee 0.0020" 6" 180" ~‘SEY88 0.0020" 6" ~—~—=«50" L603 
Shim Shim Shim Item 0.0020" 12", == 120" ~SEY67 0.0020" 12° 50" _5FA38 
Shim Shim Shim Item Thickness Width Length No. 0.0030" «6 100" 31492 0.0020" 150.00mm 1.25m 5FA56 
Thickness Width Length No. Precision Brand 0.0030" «6 180" 5EY91 0.0030" 6" 50° _3L605 
GA 1008-1010 Steel 0.0030" 12" =~ 120" ~SEY68 0.0030" 12° 50° _5FA39 
302 Stainless Steel 0.0010" «6 100" 31432 0.0039" 150.00mm 2.50m 5FA28  —_ 0.0039" 150.00mm 1.25m_ 5FA57 
0.0010" 6 100" 360824 0.0010" _—i6 180" 5EY10 0.0040" «6 100" 31494  0.0040' _—i6 50° _3L607 
0.0020" «6 100" 360825 0.0010" 12° 120" 5EU79 0.0040" 180" 5EY93 0.0040" 12° 50" SFA4O 
0.0030" 6" 100" 36D826 0.0015" —6' 100" 31434 0.0050" «6 100" 31496 0.0050" _—s6 50° 3L609 
0.0040" 6" 100" 36D827 0.0020" —s«& 100" 3L436 Shim Shim Shim Item 0.0050" «6 180" 5EY94 0.0050 12° 50" SFA41 
0.0050" «6 100" 36D828 0.0020" —s«&" 180" 5EY18 Thickness Width Length No. 0.0050" 12° 120° 5EY70 — 0.0059" 150.00mm 1.25m 5FA58 
0.0060" «6 100" 360829 0.0020" 12° 120" 5EU80  0.0200° 6° 180" 5EY20 0.0060" 6 100" 31498 0.0060" _—as 50’ 3L685 
0.0070" «6 100" 36D830 0.0030" _—sé6" 100" 31441 0.0200" 12" = 120" ~5EU95 0.0060" _—s" 180" 5EY95 0.0060" 12° 50° 5FA42 
0.0100" 6" 100" 36D833 0.0030" _—s«" 180" 5EY23 0.0220' 6 100" 31474 0.0070 —" 100" 3L501 0.0070" «6 50° 3L687 
0.0120" 6" 100" 36D834 0.0030" 12° 120° 5EU81 0.0250" «6 100" 31476 0.0079" 150.00mm 2.50m 5FA30 0.0070° 12° 50’ _5FA43 
0.0150" «6 100" 36D835 0.0035" ~—s & 100" 31443 0.0250" «6 180" 5EY22 0.0080' 6" 100" 31503 0.0079" 150.00mm 1.25m 5FA59 
0.0200" «6 100" 36D836 0.0040" _—6' 100" 31445 0.0250" 12", =~ 120" ~5EU97 0.0080" _—6" 180" 5EY97 0.0080" _—s 50’ 3L689 
0.0250" «6 100" 36D837 0.0040" _—6' 180" 5EY26 0.0310" 6° 100' 31478 0.0080' 12° 120° SEY72 0.0080' 12° 50° S5FA44 
0.0310" 6 100" 360838 0.0040° 12° 120° 5EU82 0.0310" 6 180" 5EY25 0.0090' 6 100" 31505 0.0090" ~—6' 50° 3L691 
316 Stainless Steel 0.0050" «6 100" 31447 0.0310" 12° 120° 5EU99  0.0100° 6 100" 3L507 0.0100" 6 50° 3L693 
0.0020" «6 50° 360796 0.0050" _—i6 180" 5EY27 1095 Steel 0.0100" 6 180" 5EY85 0.0100" 12° 50° 5FA45 
0.0020" «6 100" 36D806 0.0050" 12° 120° 5EU83  0.0020' 3° 50° 3L707 0.0100" 12° 120° 5EY73 0.0118" 150.00mm 1.25m_5FA61 
0.0020" 12° 50° 360815 0.0060" _—s# 100" 31449 0.0030" _—3’ 50° 3L709 0.0120" —«6 100" 3L509 0.0120" _—6' 50° 3L695 
0.0030" «6 50° 360797 0.0060" _—is 180" 5EY28 0.0040° 5" 50° 3L711 0.0120" 12" = 120" ~5EY74 0.0120" 12° 50° 5FA46 
0.0030" 12° 50° 36D816 0.0060" 12° 120" 5EU84 0.0050" _—s«s" 50° 3713 0.0150" _—s«6 100" 3L512 0.0150" —6' 50° _3L697 
0.0040" «6 50" 36D798 0.0070" _—s6 100" 31452 0.0060" _—6" 50° 3L715 0.0150" _—«6 180" S5EY87 0.0150' 12° 50’ 5FA47 
0.0040" 12° 50° 36D817 0.0070" 12° 120" 5EU85 0.0070" _—«&" 50° 3L717 = 0.0150". = 12", 120" S5EY75 —_(0.0157" 150.00mm 1.25m 5FA62 
0.0050" «6 50° 36D799 0.0079" 150.00mm 2.50m 5EY59 = 110 Copper 0.0180" 100" 5EY79 0.0197" 150.00mm 1.25m_5FA63 
0.0050" 12" 50° 36D818 0.0080" —s 100" 31454 0.0010" 6 100" 5HA12 0.0197" 150.00mm 2.50m 5FA34 0.0200" _—6" 50° 3L699 
0.0100" 6" 50° 360802 0.0080" _—i6' 180" 5EY30 0.0020° 6" 100" 5HA13 0.0200" _—s6" 100" 31514 0.0200" 12" ~~ 50" SFA48 
0.0100" «6 100° 360811 0.0080" 12° 120° 5EU86 0.0030" 6 100" 5HA14 0.0200" _—6" 180" 5EY89 0.0250" _—si6' 50° 3L701 
0.0100" 12" 50" 36D820 0.0090" ~—s & 100" 31456 0.0040' 6" 100° 5HAI5 0.0200° 12° 120° SEY76 0.0256" 150.00mm 1.25m 5FA64 
0.0150" 6" 50° 36D803 0.0090" 12° 120° S5EU87 0.0050" 6 100" 5HA16 0.0250" 6 100" 31516 0.0310" 6" 50° _3L703 
0.0150" 12" 50" 36D821 0.0100" ~—s& 100" 31458 0.0060" _—6 100" 5HA17 0.0250" 6" 180" 5EY9O 0.0315" 150.00mm 1.25m 5FA65 

0.0200" «6 50° 36D804 0.0100" ‘6 180" 5EY12 0.0080' 6 100" 5HAI9 0.0310" 6 100" 3L518  H18/H19 Aluminum 
0.0200" «6 100" 360813 0.0100" 12° 120° 5EU88  0.0100° 6 100" 5HA20 0.0310' 6" 180" 5EY92 0.0020" —6 100" 5HA22 
0.0200" 12" 50° 36D822 0.0120" 6 100" 3L461 260 Brass 0.0315" 150.00mm 2.50m 5FA36 0.0030" 6" 100" 5HA23 
0.0250" «6 50’ 36D805 0.0150" 6" 100" 31465 0.0010 6° 100" 31485 —_302 Stainless Steel 0.0040" «6 100" 5HA24 
0.0250" 12° 50° 36D823 0.0150" 6 180" 5EYi5  0.0010° 6" 180" 5EY83  _ 0.0005" 50° 3L596 _0.0050° _—i6" 100" 5HA25 
0.0150" 12" == 120" ~5SEU92 0.0010" 12° 120° 5EY66 0.0010" 6 50° 3L598 0.0060' _—i6" 100" 5HA26 
0.0180" «6 100" 31469 0.0015" 6" 100" 31487 0.0010° 12° 50° 5FA37 0.0080" _—i6 100" 5HA27 
0.0200" «6 100" 3L472 0.0020" _—6 100" 31489 0.0015" ~—s6" 50° 3L601 0.0100" 6" 100" 5HA28 
Shim Shim Shim Thickness Item Pkg. Shim Shim Shim Thickness Item Pkg. Shim Shim Shim Thickness Item Pkg. 
Thickness Width Length Tolerance No. (Qty. Thickness Width Length Tolerance No. Qty. Thickness Width Length Tolerance No. Qty. 
1008-1010 Low Carbon Steel 0.0250" 6° 25" +0.001" S5EU96 2 0.0100" 6" 18°  +0.0008" 5FA19 10 
0.0010" 6° 18° +0.0001" 5EY32 10  0.0310' 6° 18° +0.0015" SEY53 10 0.0120" 6° 18° +0.0008° 5FA20 10 
0.0015" 6° 18° +0.00015" 5EY33 10  0.0310° 6° 25°" +0.0015" 5EU98 2 0.0120" 6° 25° +0.0008" 5SEY77 2 
0.0020" 6° 18° +0.0002" 5EY34 10 1095 Blue Tempered Spring Steel 0.0150" 6° 18° +0.0010° 5FA21 10 
0.0025" 6° 18° +0.00025" 5EY35 10 0.0080’ 6° 25° +0.00075" 3L719 2 0.0150" 6° 25° +0.0010° 5EY78 2 
0.0030" 6° 18° +0.0003" 5EY36 10  0.0100° 6° 25° +0001" 3L721 2 0.0200" 6° 18° +0.0013" 5FA22 10 
0.0035" 6° 18° +0.0005" 5SEY37 10  0.0120° 6° 25° +0001" 3L723 2 0.0200" 6° 25° +0.0013" S5EY80 2 
0.0040" 6" 18° +0.0005" 5SEY38 10  0.0150' 6° 25°" +0.0015" 3L725 2 0.0250" 6° 18° +0.002" 5FA23 10 
0.0050" 6° 18° +0.0005" 5EY39 10  0.0200° 6° 25° +0002" 3L727 2 0.0250" 6° 25° +0.002" S5EY81 2 
0.0060" 6° 18° +0.0005" 5EY40 10  0.0250' 6° 25° +0002" 3L729 2 0.0310" 6° 18° +0.002" 5FA24 10 
0.0070° 6° 18° +0.00075" 5EY41 10  0.0320° 6° 25° +0002" 3L731 2 0.0310" 6° 25° +0.002" S5EY82 2 

0.0080" 6° 18° +0.00075" 5EY42 10 260 Alloy Brass 302 Stainless Steel 

QD EREGBION 0.0100" 6° 18° +0.00075" S5EY44 10  0.0010° 6° 18° +0.0001° SEY99 10 0.0080' 6’ 25° +0.0008" 5FA49 2 
; : 0.0120" 6° 18° +0.00075" 5EY45 10 0.0015" 6° 18° +0.00015" 5FA10 10 0.0100. 6° 25° +0.001° 5FA50 2 
i 0.0120" 6° 25° +0.00075" 5EU89 2 0.0020" 6° 18° +0.0002" 5FA11 10 0.0120" 6° 25° +0.001' 5FA51 2 
Metal Shim 0.0150" 6° 18° +0.00075" SEY47 10 0.0030" 6° 18" +0.0003" SFAI2 10 0.0150" 6° 25" +0.001" 5FA52 2 
0.0150" 6° 25° +0.00075" 5EU91 2 0.0040" 6" (18° +0.0003" 5FA13 10 0.0200' 6° 25° +0.0015" 5FA53 2 
Stock—Sheets ~0.0130 "18" +0.00075" 5ev49_ 10 0.0050" 6" 18" _+0.0004" SFA14 10 0.0250" 6° 25" +0.0015" SRAS4 2 
0.0200" 6° 18° +0.001' 5SEY50 10  0.0070' 6° 18° +0.0006" 5FAI6 10 0.0250" 12° 24" +0.0015' SFAG6 2 
Note: Additional sizes are available, 0.0200" 6" 25" _—+0.001" 5EU94 2 0.0080" 6° 18° +0.0006° 5FA17 10 0.0310" 6° 25° +0.002° 5FA55 2 
call 1-800-GRAINGER (472-4643). 0.0250" 6° 18° +0.001° 5SEY52 10 0.0090’ 6° 18° +0.0006' 5FA18 10 0.0310" 12° 24° +0002" SFAG7 2 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2179 
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Plastic Shim Metal Shim Stock— 
Stock—14-Pc. POLYESTER PVC Sheet Assortments 





Silver 0.0005" Matte 


Shi Shi 
Sheet Assortments Color Thickness Color Thickness Thickness and lot numbers printed on every sheet. ,_ 








= Contain 1 pc. of each thickness Amber 0.0010" | Brown 0.0100" Shim Seiee Gaeta Weiece. ee 
= Easy to cut, oil-resistant, and Purple 0.007 5 Black 0.0126" Thickness °" (CG@ oriece le-riece § lo-riece 
ae Q 0020" in 0150" 0.0010" —- X X X 
nonconductive to electricity Green 0.0080 Yellow 0.0200 a aOTe? — A y y 
l is indi iffer- an 0040" ite 0250" 0.0020" -- X X X 
Each thickness is indicated by a differ an OUST" an Ea aia = - é 
ent shim color. Thickness tolerances Item 0 0040" = = X X 
to industry standards. Use for gaskets, __Shim Width Shim Length No. 0.0050" X X X X 
5 20 31881 0.0060" — — x X 
special parts, and various manufactur- 10" 50" 31883 0.0070" = = X X 
ing applications. 20" 20" 3L885 0.0080" — X X X 
Tm PREGSION en | a 
QD ERERSION 0.0150" X X X X 
. BRAND. 0.0200" x X — x 
= = i 5 i —— = 
Plastic Shim Stock—Sheets i 
= Minimal compression during use ; — — — 6x12" | 6x18" 
= Easy to cut, oil-resistant, and nonconductive to electricity Item Item 
: aoe ee ie Material Pieces No. No. 
Thickness is indicated by color, eliminating need for a 302 Stainless Steel 3 3L705 — 
micrometer. For light-duty alignments. LawrCarban Sieel iF eal BEV54 
5" x 20" PACKS 10" x 20" SHEETS 10" x 20" PACKS 15 31571 GFA25 
aon a _ rg. im Fig. le Fig. 260 Alloy Brass 15 31523 5FA26 
ickness olor 0. ty. 0. ty. 0. ty. — 
0.0005" Silver | 5GE80 5 5GE63 1 5GE97 5 Blue Tempered Spring Stee! : 3b738 
0.0015" Purple 8GE8? 5 B¢E6s tb E998 
0015" urple 5 5 5GE65 5 5 
0.0020" Red 5GE83 5 5GE66 1 5GU10 5 QD EREGRION 
0.0040" Tan | 8GEB5 10 seebs 1 seu 10 . 
: an 5GE85 5 4) 
0.0050" Blue 5GE86 10 5GE69 1 5GU13 10 iac™ r 
tte ge thee 1 geo | Wedgies ” Shims 
. " rown 5 5GE7/ 5 5 10 ae " " 
0.0125" Black | 5GE89 10 | 5GE72_1 | SGU16 10 = Size: 1.150" x 1.92 ; 
0.0150" am SGE90 19 SGE73 U7 19 = Thickness: 0.033" to 0.250 | "I 
: ellow oGE74 i] : . . : tem g. 
0.0260) Whit Sgea2 19 5GE75 SgU19 10 Interlocking horizontal and vertical ridges Description No. Oty. 
: ora +) oGE/6 9GU20 0 keep shims in-place and allow for small Flexible, White ANFJ2 30 
0.0400" Clear 5GE94 3 5GE77 1 5GU21 3 : ete Nail or f ne Color 4NFJ1 200 
0.0500" Clear | 5GE95 3 5GE78 1 5GU22 3 precise adjustments. Nail or fasten in-place = ANFHO 30 
0.0600" Clear oGE96 3 oGE7/9 1 9GU23 3 through a hole in the top-center of the shim. gid, 4NFH8 200 


Assortments Include 


a a as No. 5XU51_ No. SXE66 | No. 5XB99 | No. 5XU53 | No. 5XE75 | No. 5XU52 











0.0010 0.025 2 1 i 1 1 1 
0.0015 (0.038 2 { 1 { 1 1 
0.0020 0.051 2 { { i 1 1 
0.0030 (0.076 p { { 1 1 1 
0.0040 (0.102 { { { { { { 
0.0050 0.127 { { { { { { 
a — 
. : aii = = 
iain Steel 0.0075 0.191 — — — 1 — i 
o. 0.0080 (0.203 i i i — 1 — 
QD ERERSION 0.0090 0.229 1 1 1 — 1 — 
ia, a 
: 305 = = 
Thickness Gage Assortments i ae a a ar a a 
All blades except plastic are etched with English and metric thickness measure- 0.0150 0.381 1 1 1 1 1 1 
ments. Steel, brass, and stainless steel blades come packed in individual blade —9:5+¢n-—p.as9-— = = 
pockets; plastic blades are riveted together. 0.0200 0.508 1 1 1 1 1 1 
; . . . . 0.0220 0.559 — { i = i = 
Plastic—Noncorrosive, nonconductive, nonsparking, and nonmarring; blades i AReD ae + 7 = + + 
are color-coded by thickness and riveted together. 00300 0.762 = = { { 1 { 
. . 0.0310 (0.787 1 — — — — — 
High-Carbon Spring Steel—With rounded ends and smooth edges. No. of Item 
Material Pieces Blade Length (in.) Blade Width (in.) No. 
260 Alloy Brass—Nonmagnetic, nonsparking blades made from 260 alloy. With Plastic i 7 Ye SxU53 
2 
rounded ends and smooth edges. Bigh-Carbon 20 z | 7 5XEGG 
301 Stainless Steel—Corrosion-resistant stainless steel is a good conductor, 260 Alloy Brass 5 le e aE 
Slightly magnetic, and withstands high temperatures. 301 Stainless Steel 20 9 A oXU51 
: @ EREGRION 
Arbor Shims and Spacers —— coe pias 
Shim Thickness Outside Inside Keyway Keyway Item Pkg. 
Use for fast, accurate spacing of milling cutters, gang phi ckness_ Tolerance Color Dia. Dia. Width Depth No. ty. 
cutters, saws, slitting blades, and grinding tools. Color- Not Rated PVC 
coded PVC Shims are made from a high-quality plastic , nae ae , gtd ponees” Black 0.750" 0.500" _ — — __9GU46_10 
material. Color coding eliminates need for micrometer, 0.01 00 | Sun Brown 0.625" 0.375" — —_5FY47_‘10 
saves time, and reduces error. They are nonmagnetic, 18-8 Stainless Steel __ 
nonconductive, and corrosion resistant. High-quality Steel Aikor Space 20.0005" _Blue _0.310" 0.206" _— ——— 21HH9 25 
im j 2 : = 1008-1010 Steel 
Arbor Spacer an : made from se a tis pears steel. 0.0250" +0.0015" — 2.750" 1.750" Ae" He  S5FE81 10 
No. 5FE86 ror spacers are used Tor Keyed appiications. oave time 0.0620" -+0.0025" = — 2750" 1.750" Ac" Ye 5SFES4 10 
over remachining. Packaged in airtight poly bag. 0.1250) 0.00300 2.750" 1.750) A “ie OFE86__10 
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MW Industries, Inc. 





Pe ce | sl lect Shim Stock Assortments 
APPROVED Slotted shims 0.001" through 0.031" have the tightest tolerances the industry 
. can provide. Sizes 0.050" through 0.125" are made from re-rolled material, 
Slotted Shim Assortments which reduces thickness tolerances to +0.002". To prevent soft foot problems, 
0.050" through 0.125" shims are quality processed to ensure flatness. 
Used for aligning and leveling equipment. Hardened 302/304 stainless steel Shim 
material resists rust and corrosion. Sizes A to D have a tab for easy gripping. Trade Shim Shim Slot Slot Item 
Sizes E and H are not tabbed. 260-pc. and 130-pc. kits come packed in a a et neues ALE 
latching metal box. 80-pc. kits come packed in a sturdy reusable carton. 260 pe. 
Shi 20 Each of 0.001, 0.002, 0.003, 0.004, 
Fade. ‘line “Sait ‘lui fai A bs o Ys" 1¥%2" 0.005, 0-04 0, 0.016, 0.020, 0.026, 2NZH3 
: ‘ . : , U. Us , and U. 
wntce ae Length Width Slot Depth Includes No. La 5 Each of sizes A,B,C,D 0.001, 0.002, 
pe coo TT eee eatta Gioia a 
. , : 5 U: , VU. , VU. , and U. 
E a a 2 a Ty ae Aare Dae bao” 360707 20 Each of 0.001, 0.002, 0.003, 0.004, 
005, 0.010, 0.015, 0.020, 0.025, B a 3" Ye 2Y" 0.005, 0.010, 0.015, 0.020, 0.025, 2NZH4 
mu nh 2 6 0.050, 0.075, 0.100, and 0.125 360708 0.050, 0.075, 0.100, and 0.125 
ane aaa aio oore ea Dose 
A > 2 ‘1% 360713 CB TA A" 0.050, 6.075, 0.100, and 0.125, Metal 2NZHS 
B 3" 3 7 2¥s' 10 Each of 0.001, 0.003, 0.005, 0.010, 36D714 Box, Shim Removal Tool, Shim Lock 
C 4" 4 TVA 29; 0.015, 0.020, 0.025, and 0.075 — 36D715 20 Each of 0.001, 0.002, 0.003, 0.004, 
D 5 5 175" 314 360716 D 5" 5" 154" 35%" 0.005, 0.010, 0.015, 0.020, 0.025, 2NZH6 
130 pe. 0.050, 0.075, 0.100, and 0.125 
A 2" rh a 1952" 36D709 130 pe. 
7—— 10 Each of 0.001, 0.002, 0.003, 0.004, A 2 2 Ys 1¥%2" 2NZH9 
B 3 3 7h 2¥ 36D710 
C 5 ; WA 5a; 0.005, 0.010, 0.015, 0.020, 0.025, geass B 3 3 TR OY" pe a oN ee es a ONZI1 
D 5 5 154 35%) 0.050, 0.075, 0.100, and 0.125 360712 Cc 4 4 11/3" 03/4" 0 020 0 075 0 400 a , 96 ONZJ2 
360 pe. D oSCOSSC«SATHC*«C nie Sa 2NZJ3 
20 Each of 0.001, 0.002, 0.003, 0.004, 80 pe. : 
A e = ye 1%2" 0.005, 0.010, 0.015, 0.020, 0.025,  36D703 A 2 2 %e 1% 2NZJ4 
0.050, 0.075, 0.100, and 0.125 B 2 a Zs _-2%" 10 Each of 0.001, 0.003, 0.005, 0.010, _ 2NZJ5 
5 each of size A, B, C, D in the following G 4" 4" 1M" DY 0.015, 0.020, 0.025, and 0.075 2NZJ6 
ABCD 273, 243! 56,7, 1%0', 2%", thicknesses: 0.001, 0.002, 0.003, ggn747 D 5" 5" 158" BH" 2NZJ7 
Pt gt 5" 4" 5" 14", 154" 2%", 3%" 0.004, 0.005, 0.010, 0.015, 0.020, Without Tab 
0.025, 0.050, 0.075, 0.100, 0.125 52 pe. 
B 3 3 us 2¥8__ 20 Each of 0.001, 0.002, 0.003, 0.004, _36D704 E 6 6 2 4 4 Each of 0.001, 0.002, 0.003, 0.004, 2NZH7 
@ 4" 4" i 291" 0.005, 0.010, 0.015, 0.020, 0.025,  36D705 7 - oe 0.005, 0.010, 0.015, 0.020, 0.025, ONZH 
D a ns LE 73 0.050, 0.075, 0.100, and 0.125 360706 8 8 “6 0.050, 0.075, 0.100, and 0.125 8 
=~ MAUDLIN 
* Fey. W GRAINGER bo 
APPROVED MW Industries, Inc. 
GA Maudlin Products Individual Slotted 


Shim Slot Slot Item Pkg. Slot Slot Item Pkg. - - 
Thickness) Width Depth No. Qty. | Width Depth No. aly. Shims with Tabs 


A-2" X 2 








0.0010" x" 1%2" —-36D718 20 x" THz" 2NZJ9 0 Stainless steel shims help improve motor, 
0.0020" a 1%" —«36D719 20 a T%2" 2NZK1 50 
0.0030" a 1%" —-« 36D720 20 i T%2" 2NZK2 0 PUMP generar, and other plant machinery 
0.0040" val T¥0" 36D721 0 val T¥0" ONZK3 0 alignment; won't rust or corrode. All sizes have 
eR a a ee: 5 a re SHORE 5s tabs with holes, for easier, safer installation and 

: 8 32 8 32 : 
OtBOT 19." 36D 794 50 va 1p! ONZKG 50 removal. All shims conform to standard bolt | 
0.0200" 5 1%" ——-36D725 20 a T¥a2" 2NZK7 50 and stud size. Each is marked with thickness in 
0.0250" i 1%" 36D726 20 x T%2" 2NZK8 20 
0.0500" x 1%" + 36D727 10 % T¥2" 2NZK9 10 decimal and metric. 
0.0750" Hi 1%" 36D728 10 x TVa2" 2NZL1 10 GA Maudlin Products 
0.1000" x 1%" -36D729 5 a T¥a2" 2NZL2 5 Shim Slot Slot Item Pkg. Slot Slot Item Pkg. 
0.1250" i 1%" + 36D730 5 i T¥2" 2NZL3 5 Thickness) Width Depth No. Qty. Width — Depth No. Qty. 
B-3" x 3" C-4" x 4" 
0.0010" A Di" 36D731 50 A D1" 2NZL4 50 0.0010" | 1%" VE 36D744 20 TV" Dy/4' 2NZN8 90 
0.0020" A Di" 36D732 50 A Di" 2NZL5 50 0.0020" | 1%" VE 36D745 20 TVs" D4" 2NZN9 90 
0.0030" A Di" 36D733 50 A Di" 2NZL6 20 0.0030" | 1%" D¥4" 36D746 90 TVs" D4" 2NZP1 50 
0.0040" A di 36D734 20 7 D1," 2NZL7 20 0.0040" | Tv DYq" 36D747 50 TV; D4" 2NZP2 90 
0.0050" 7 Di" 36D735 20 VA 21%" 2NZL8 20 0.0050" | 1% VE 36D748 20 TVs" D4" 2NZP3 50 
0.0100" WA D1" 36D736 20 VA i" 2NZL9 20 0.0100° | 1% VE 36D 749 50 TVs" D4" 2NZP4 50 
0.0150" VA 21" 36D737 20 VA 21" 2NZN1 20 0.0150" | 1% VE 36D750 20 TVs" VE 2NZP5 90 
0.0200" Ri di 36D738 20 VA di" 2NZN2 20 0.0200° | 1% VE 36D751 20 TVs" Eh 2NZP6 50 
0.0250" 7 di" 36D739 20 VA di" 2NZN3 20 0.0250" | 1% Es 36D 752 50 TV" D4" 2NZP7 50 
0.0500" VA di 36D740 10 7 D1" 2NZN4 10 0.0500" | 1% VE 36D753 10 TH" VE 2NZP8 10 
0.0750" WA 21" 36D741 10 7 di" 2NZN5 10 0.0750" | Tv" VE 36D754 10 TVs" Dy4" 2NZP9 10 
0.1000" 7 di" 36D742 5 7 D1" 2NZN6 5 0.1000" | Tv" VE 36D755 5 TVs" VE 2NZR1 5 
0.1250" 7 di" 36D743 5 WA di" 2NZN7 5 0.1250" | Tv" Dy4" 36D756 5 TVs" D4" 2NZR2 5 
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RAW MATERIALS Scan. Order. Done. 
Aluminum Details on page A1. 









Aluminum Information 
Soft, lightweight, corrosion-resistant alloy conducts H32 (1/4 Hard) T6 
both heat and electricity. Material is strain-hardened and mechanical prop- —_—- Material is solution heat treated and then arti- 


ALUMINUM TEMPERS erties are stabilized with supplementary thermal ficially aged. 
H14 (Hard) treatment to a quarter-hard temper. 1651 


Material is strain-hardened only (without additional «52 . Material is solution heat treated, artificially 
thermal treatment) to a half-hard temper. Material resists corrosion and can be formed, aged, and then stretch-stress relieved. Refers to 


H22 (1; H machined, and welded. Aluminum rods are light- plates and cold-finished bars and rods. 
22 ('% Hard) . weight and suitable for braces, cross members, 16511 
Material is strain-hardened and partially annealed to frames, ornamental work, railings, and supports. 
a quarter-hard condition. Rods can be drilled, machined, punched, and 
sawed. 


Extruded material is solution heat treated, artifi- 
Cially aged, and then stretch-stress relieved. 


Tensile Yield 
Strength* Strength* Hardness* Corrosion Wear 
Material i i Resistance Resistance 

Alloy 2011 55,000 43,000 Poor Fair i Excellent Not Recommended 
Alloy 2024 65,000 to 68,000 47,000 Poor Good i Good Fair 

Alloy 3003 22,000 to 23,000 20,000 to 21,000 Excellent Not Recommended Poor Good 

Alloy 5052 33,000 28,000 Excellent Not Recommended Poor Good 

Alloy 6061 45,000 40,000 Good Fair Fair Good 

Alloy 6063 27,000 21,000 Good Not Recommended Good Good 

Alloy 7075 73,000 to 83,000 63,000 to 73,000 Fair Good Good Not Recommended 
* Typical levels @ 1" dia. 


* GRAINGER 
APPROVED 
Aluminum—$90° Angles 


= 6061 standards: ASTM B308, AMS-QQ-A-200 
= 6063 standards: ASTM B221 


Note: Additional sizes are available; call 1-800-GRAINGER (472-4643). 


4 FT. 8 FT. 
LENGTH | LENGTH 
Item Item 
Leg Length Leg Length Tolerance Thickness Tolerance No. No. 





Alloy 6061 -T6 Temper (Smooth Unpolished/Extruded 




















¥g" Thick ea 
Ya" +0.010" +0.007" - — ‘| ‘2EYN8 GRAINGER 
ie +0.012" +0.007" == | QEYP1 APPROVED 
1%" +0.012" +0.007' 2EYP3 
1%" +0.014" +0.007" 2EYN4 2EYP5 Hy 
we “0.018 #0.007 ____Sewna_|_2eVP5_ | Aluminum—U-Channels 
2" +0.024" +0.007' 2EYP7 7 Length 8 ft 
16" Thick . 
1" +0.012" +0.007" 2EYRS = 6063 standards: ASTM B221 
1%!" +0.012" +0.007' 2EYT1 j i i ili ili ili 
A OTe 0007" SEYT3 Offer good corrosion resistance, machinability, formability, and weldability. 
Z +0.024" +0.007" 2EYT5 Wall Thickness Base Width = Leg Length Item 
Yq" Thick Wall Thickness Base Width Tolerance Tolerance Tolerance No. 
1" +0.012" +0.008" 2EYV5 Alloy 6063-T52 Temper/Mill 
1%!" +0.012" +0.008" 2EYV7 Y2" Leg Length 
1%" +0.014" +0.008" 2EYV9 0.062" YA" +0.006" +0.009" +0.009" 6ALZ2 
13%" +0.014" +0.008" == | QEYW2 0.093" YA" +0.006" +0.009" +0.009" 6ALZ3 
2" +0.024" +0.008" 2EYW4 0.125" il +0.007' +0.012" +0.009" 6ALZ1 
2" +0.024" +0.008" 2EYW6 0.125" 2" +0.007' +0.024" +0.009" 6ALY9 
3" +0.024" +0.008" 2EYW8 0.125" 1¥%'" +0.007' +0.014" +0.009" 6ALZ0 
4" +0.034" +0.008" 2EYX1 34" Leg Length 
34" Thick 0.125' 13%" +0.007' +0.014" +0.010" 6ALY6 
2" +0.024 +0.008' — 0.125" YA" +0.007' +0.009" +0.010" 6ALY8 
22" +0.024 +0.008" — 0.125" V4" +0.007" +0.010" +0.010" 6ALY7 
ey +0.024 +0.008" i 1" Leg Length 
4" +0.034 +0.008" 0.125" 1 +0.007' +0.012" +0.012" 6ALY5 
6" +0.044 +0.008 — 0.125" 2 +0.007' +0.024" +0.012" 6ALY4 
Y2" Thick 0.125" 3" +0.007' +0.024" +0.012" 6ALY3 
; 2EYY4 0.125" 4" +0.007' +0.034" +0.012" 6ALY2 
1%" Leg Length 
: +0. : 0.125" 1¥%" +0.007' +0.014" +0.014" 6ALYO 
Alloy 6063 -T52 Temper (Mill/Extruded) 1%" Leg Length 


Ye" Thick 
: 6ALZ8 


6ALZ6 
6ALZ4 
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APPROVED Square Tubing 
Aluminum—tTubing + 
= 6063 standards: ASTM B221 minke 
Lightweight tubes are easy to drill, saw, punch, and machine. : 
Ouse Inside re Aluminum—Plates 
ectangle ectangle a ickness engt tem 
Size Size L Thickness Tolerance Tolerance No. = 3003 standards: ASTM B209, AMS-QQ-A-250, AMS 4008 
Rectangular Tubing - Alloy 6063-152 Temper/Mill = 6061 standards: ASTM B209, AMS-QQ-A-250, AMS 4027 
"x1" 5" 1 V4! 3 ft. 0.125" +0.015' +2.000" 6ALV7 7 
6 tt. 0.125" +0.015' +3.000' 6ALV6 Note: Additional sizes are available; call 1-800-GRAINGER (472-4643). 
1 ft. 0125" +0.015' +1.000" 6ALV5 
aces : : ; ; 7 12" x 12" 12" x 24" 12" x 48" 24" x 48" 
ei aa : i aE san 2 an ae Thickness Thickness Item Item Item Item 
: ath Ee a (Decimal) Tolerance No. No. No. No. 
; : : ; t ft. 0.125" +0.01 2. +1 000" 6ALV2 Alloy 3003-H14 Temper (Milled) 
: : : : 6 ft. 0.125" 20.015" +3.000" 6ALVO 0.125" +0.007' 3DRZ6 ** 3DRZ7 ee 3DRZ8 XK 3DRzZ9 xx 
{ 1/9" X 2" 3 ft. 0.250" +0.025" +2.000" 6ALU2 Alloy 6061 -T6 Temper (Milled) 
9" X 3" 6 ft. 0.250" +0.025" +3.000" 6ALU1 0.063" +0.005" 3DTA5 ** 3DTAG ** 3DTA7 * 3DTAS8 * 
1%" X 23/4" 3 ft. 0.125" +0.015" +2.000" 6ALU5 0.125" +0.007" 3DTA9 ** 3DTC1 ** 3DTC2 a 3DTC3 Es 
6 ft. 0.125" +0.015" +3.000" 6ALU4 0.183" +0.010" 3DTC4 ** 3DTC5 ** 3DTC6 ** 3DTC7 xe 
{ Y" X 31/5" 3 ft. 0.250 +0.025 +2.000 6ALT6 6" X 6" 12" X 12" 24" X 24" 
6 ft. 0.250" +0.025' +3.000" 6ALT5 item itn item 
2' x 4" 1 ft. 0.125" +0.015" +1.000" 6ALUO0 Thick Deci | Thick Tol No. No. No. 
19 x3" Sit 0-105" 20.015" 2-000" GALT — | amram sors gn : : 
eal ote aU O_o 0.250" +0.014/-0.000" 2AVD6 * | 2HGN8 * | 2HGR5 * 
; ; ; ; 1 ft. 0.250" +0.025" +1 000" 6ALT4 0.250" +0.031/-0.000" PAVE * 2HGP3. * __ 
ot 0.250" ae #3.000" _GALT2 0.500" +0.023/-0.000" 2AVD8 * | 2HGP1 * | 2HGR7 * 
Outside Wall Thickness Length Item et aan SAVED x = oer r 
Square _ Inside Square L Thickness _ Tolerance _ Tolerance No. 1 500° +0.039/-0 000" DAVES + = — 
Rectangular Tubing - Alloy 6063-152 Temper/Mill ; — - ar 
5)! yp" 3 ft. Vf" +0.01 5" +2.000' 6ALTO Width and length tolerances: +0. 125/0.000 7 t +0.250/0.000 f +0. 125. 
6 tt. Ve" +0.015' +3.000" 6ALR9 
5)! 3 it. Ve" +0.015' +2.000" 6ALR4 
1" 6 tt. Ve" +0.015' +3.000" 6ALR3 
7! 3 it, Vie. +0.010" +2.000" 6ALR7 
6 tt. Vie" +0.010" +3.000" 6ALR6 
1 ft. Ve" +0.015' +1.000" 6ALR2 
1%" 1" 3 it. Ve" +0.015' +2.000" 6ALR1 
6 ft. Ve" +0.015' +3.000" 6ALRO 
11" 14%," 1 ft. Ve" +0.015' +1.000" 6ALP9 
' : oil, Ve" +0.015' +2.000" 6ALP8 
1% 1% i 7 7 
6 tt. Ve +0.015 +3.000 6ALP7 
1 ft. Ve" +0.015' +1.000" 6ALP6 
1%" 1 ¥," 3 ft. Ve" +0.015' +2.000" 6ALP5 
6 ft. Ve" +0.015' +3.000" 6ALP4 & 
1 ft. Ve" +0.015' +1.000" 6ALP3 GRAINGER 
Zz 1 3%" ott, Ve" +0.015' +2.000" 6ALP2 APPROVED 
6 tt. Ve" +0.015' +3.000" 6ALP1 ie 
1 ft. Ve" +0.015' +1.000" 6ALPO — 
3 2 3%" ott Ve" +0.015' +2.000" 6ALN9 Al uml num Tread Plates 
an “ oe re — | = 3003 standards: ASTM B209 
: +U, #1. . 
4" 3 3" 3 Tt. vA +0.015" +2.000' 6ALNG . Length and width tolerance: +0.125" 
6 tt. Ve" +0.015' +3 


000" GALNS Easily welded material is moisture-resistant to provide excellent traction. 
Note: Additional sizes are available; call 1-800-GRAINGER (472-4643). 





1 FT. 1 FT. 1 FT. 2 FT. 2 FT. 
6"X2FT.| X41FT. | X2FT. | X4FT. | X2FT. | X4FT. 
Item Item Item Item Item Item 
Thickness Tolerance No. No. No. No. No. No. 
Alloy 3003- H22 Temper (Bright) 

* +0.006" 3VXC6_ | 3DRX8 | 3DRX9 | 3DRY1 | 3VXC7 | 3DRY2 
GRAINGER #0.013 — 3DRY3 | 3DRY4 | 3DRY5 — 3DRY6 
APPROVED +0.018 — 3DRY7 | 3DRY8 | 3DRY9 — 3DRZ1 

Aluminum—Sheets 

= Length tolerance: +0.032" 

= Thickness tolerance: +0.002" GR AINGER MOBILE 

= Width tolerance: +0.005" U os t Path 

Can be cut, drilled, or shaped. aad YOU pe Arne WO Senne’ bi 

; Grainger on the go. Now you can find 
em : . re 
Thickness (Decimal) Thickness Tolerance Ww L No. products, get real-time product availability, 

Alloy aE ne (Milled) ae ; 7 aT place an order and locate the nearest 
0.064" +0.002" ry 10° 5MWN2 branch from the palm of your hand. 

0.032" +0.002" 6" 12 15V222 — 

Alloy 6061 - T6 (Milled) Anytime, anywhere. -” 
0.090" +0.002° 6 12" 15V220 > Download at grainger.com/content/mobile-features 
0.125" +0.002" 6" iz 15V221 
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Thickness Widthand Width Thickness| Item 
APPROVED * GRAINGER (Decimal) Length Tolerance Tolerance| No. 
Al = R t [ B APPROVED ate patried Femper Papohs her) SKRHT 
— X + 
UMNnUumM ec angu ar ars Aluminum— 0.625" 7X 36, +0.009° +0.009" | 2EZP2 tT 
= 2024 standards: ASTM B211, AMS-QQ-A-225, AMS 4120 S _ Fe — peat 
= 3003 standards: ASTM B209 » Tx 36" 40.072" +0012" |2EZW7 Ft 
» 5052 standards: ASTM B209 quare Bals 1 x72" 40.012" 40.019" | DEZX5 + 
= 6061 standards: ASTM 12" x 36" +0.084" +0.012" | 1ZCX6_+ 
= 6061 standards: ASTM B221, AMS-QQ-A-200 B221. AMS-QQ-A-200 — 1-500" 4"x 72" +0.034" +0.014" | 12CZ3 + 
= 6063 standards: ASTM B221 1.750" a Xe 010.01 1 ePARS 
; = 6063 standards: Ta" x 72" 0.014 0.014 aan i 
Note: Additional sizes are available; call 1-800-GRAINGER (472-4643). 2.000 4 x/2 +0.034  +0.024° 
( ) ASTM B221 zm 000 e x i BL wi +0,034" |1ZDE7 t+ 
Width Width Note: Additional sizes oy 52 Temper (Mi 
Thickness and Width Thickness) Item Thickness and Width Thickness) Item are available: call 0.125) 14x96" +0.012 _ +0.007 | ALX3 
(Decimal) Length Tolerance Tolerance No. (Decimal) Length Tolerance Tolerance No. 1-800-GRAINGER (472-4643), 0.250" Ye x96 +0.009" _+0.008" | 6ALW9 ” 
Alloy 2024 - Cold Finish Temper (Unpolished) 1"x 12" +0.012"  +0.010" |2EZT8 * A X96 +0.010_-+0.008 | GALWS 
4°x 12" +0.010°  +0.002" 2EYK6 * 1"x 36" 20.012" 20.010" |2E2U6_{ 0.500" "x 96" 0.009" 20.009" |GALL9 * 
0.375" ~4"x 36" 20.010" +0.002" 2EVKB t 1x72" +0.012" +0.010" |2EZV3_ + 0.750" "x 96" 0.070" +0.070" | GALL * 
4"x 72" +0.010" +0.002" |2EYL1 + 1x12" +0.014" +0.010" |2EZU1_ * f.000" "x 96" +0.012"  +0.012" | GALLS 
Alloy 3003 - Hd (2 Hard) Temper UD) 1x 36" +0.014" +0.010" |2EZU8_ ft Length tolerance: * +1.000": ¢ +3.000": ¢ +6.000". 
1"x +0,063" +0.006" |1NZC9 ** TZ"x 72" +0.014" +0.010" |2EZV5 + 
ware =T0Be =y006 1NzZD1_ ** 2"x 12" +0.024" +0.010" |2EZU3_ ~* 
1%" x36" +0.063" +0.006" 1NZD3 ** 0.750" 2"x36" +0.024" +0.010" 2EZU9 
12"x72" +0.063" +0.006" 1NZD4 ** "x72" +0.024" +0.010" |2EZV6 + 
0405" 2.x 12" +0.063" —+0.006" 1NZD5_ ** 3°x 12" +0.024" +0.010" |2EZU4_ * 
2°x 36" +0.063" +0.006" 1NZD6 ** 3°x 36" +0.024" +0.010" |2EZV1__ 
2°x72" +0.063" +0.006" |INZD7_ ** 3"x 72" +0.024" +0.010" |2EZV7_ t+ 
4"x 12" +0.063" +0.006" INZE5 ** 4"x 12" +0.034" _+0.010" |2EZU5  * 
4"x 36" +0.063" +0.006" 1NZE6 ** 4"x 36" +0.034" +0.010" |2EZV2_ 
ile BBS Be Ma aie SSE See 
u 5" X "+0. : +0.007" al O" X "+0. : +U, i is 
0.187" T4°x79" +0.063" +0.007" INZF4 ** 1" x 36" +0.014" +0.012" 2EZW9 Tf * GRAINGER a , 
Alloy 5052 - H32 (4 Hard) Temper (Mill) 1x72" +0.014" +0.012" |2EZX7_ + APPROVED idt tem 
i n i i i i i i * Thickness and Length No. 
1"x 36" +0.060" +0.006" 1NZG9 2°x 12" +0.024" +0.012" 2EZW3 . Al r u 
1"x 72" +0.060" +0.006" 1NZH1 2x36" 0.024" 30.012" 221 + | AlUMmInum— oy S061 -TSST TEST Temper 
VOR SES BB NB 100 5 See de 2 
"xX 72' +0.060" +0.006' ; "X12" +0.024" = +0.012" . en pas 
9"x 36" +0.060" +0.006" 1NZH6 3°x 36" +0.024" +0.012" 2EZX3 Ff Precision Ground exo 
0.125" 2"x72" +0.060" +0.006" 1NZH7 3°x 72" +0.024" +0.012" |2EZY¥1_ + 0.250" os 5-$ ——ANVVG 
2¥5' x 36" +0.060" +0.006" 1NZH9 4"x 12" +0.034" _+0.012" 2EZW6 * Blanks 15" ANY 
2Vo" x72" +0.060"  +0.006" | 1NZJ1 4"x 36" +0.034" +0.012" |2EZX4__t (oro"—ANYR 
3"x 72" +0.060" +0.006" | 1NZJ4 4"x 72"  +0.034" +0.012" |2EzY2_ + | = 6061 standards: ASTM arco bbe 
4"x 12" +0.060" +0.006" 1NZJ5 1.250" 1%4"x 36" +0.014" +0.012" |2EZY7__‘ + B209. ASTM B211 Sas" NYA 
4"x 72" +0.060" +0.006" 1NZJ7 2°x 12" +0.024" +0.014" |2Ezz5  * , 0.500" 19" 04" NYNY 
Pama se Ae abe Bagh [| +2024 standards: srw 820 tit 
"x 72" +0.060" +0.012" u "x 72" 40.024" = +0.014" . . : : : 
2°x 12" +0.060" +0.012" 1INZN5 1.500" gry 49" +0.054" +0014" izcye * | Feature highly consistent dimen- 0.750" ex 18"__INYRE 
7290 Fe19—30.080" 20.012" ANZPS Se 00s Ue IErg a | ool tt Quaramised Woisrances, 2a" 24" ANY? 
x +0. +0. +0. +0. F . P . = 
4°x 36" +0.060" _+0.012" |1NZP6 2V'x 12" 20.024" +0.024" 2FAB1 * | Machine-ready materials increase ae vir rg 
Alloy 6061 - Extruded Temper (Un lished) Sree sp pod — sp. cbe pease | Hroughput by helping to minimize aneieaeemenesritemme: 
0 xtruded Temper (Unpoli 0" X +0. +0. ; ‘ : : : 
x 1" x 72" sOOTe" PUNTA yv4 + 3"x 12" +0.024" +0024" 2FAB2. * preparation and setup times. 0.500 : Fae at : Ne 
1x7" 20.014" 20.007 EWG ¢ 2.000" —3°x 36" +0.024" +0.024" 2FABS f | Thickness, width, and length toler- 12" x 12"| 12" x 18") 12" x 24 
2"x 72" +0.024" +0.007" |2EYV8 + 3"x 72" +0.024" +0.024" |2FAB7 + +0002" Thickness) Item | Item | Item 
ne 373" 30.004" 30.007" DEYWH + a a in Alloy 2024-7351 Temper 
"x72" +0.024" _+0.007" "x36" 0.044" +0,024" hdtinanl es sharia oy emper 
4"x 36" +0.034" +0.007" 2EYV2 + 6x72" 40.044" 20.004" 12DB4_+ | Note: Additional sizes are available; call 0.250" | — | INYX4 | 1NYX5 
4"x 72" +0.034" +0.007" 2EYW3 + 4"x 36" +0.034" +0.024" 1ZDD5 + | 1-800-GRAINGER (472-4643). 0.500" | INYZ2 | iNYZ3 | 1NYZ4 
{"x 72" +0.012" +0.008" 2EZA5 + 3.000" 4"x 72" +0034 +£0.024" 1ZD09_ ¢ |§ —$_@_i_Ooe_ io 
1%" x36" +0.014" +0.008" |2EYY9 + 4"x 12" +0.034" +0.024" 2HGL9 * 
1¥%"x72" +0.014" +0.008" |2EZA7 + | Alloy 6063 - ¥82 Temper (i 
2"x 36" +0.024" +0.008" |2EYZ2__ + %"x 96" +0.009" +0.007" |GALX7* * 
"x72" +0.024" +0,008" |2EZA9 + 0.125" DX 96 TOI +0.007" GALX5** | W GRAINGER 
3"x 36" +0.024" +0.008" |2EYZ6 t+ "x96" +0.012" +0.007" 6ALX4* * APPROVED 
3"x 72" +0.024" +0.008" |2EZB4 + "x96" +0.012" +0.008" GALW7* * “ : 
coor FE Si ne Bee, OO UP nar ANE | Aluminum—Cylindrical Rods 
, ie "+0, : +U, 7 x "+0, : +U, j = SS 
4"x 72" +0.034" _+0.008" |2EZB6 + ¥5'x 96" +0.010" +0.009" |GALW1* * y 
6°x 12" 0.044" +0.008" 2ARH3 * 0.500" 1"x96" +0.012" +0.009" |6ALWO* * | = 6061 (Unpolished) 1-FT. | 1-FT. | 3-FT. | 6-FT. 
6x36" +0.044" +0.008" 2ARH7 2°x 96" +0.024" +0.009" 6ALV9* * standards: ASTM LENGTH* LENGTH LENGTHt LENGTH 
6'x 72" +0.044" +0.008" |2ARJ2 + Width Width Thickness Item : Dia. Item Item Item Item 
12"x 12" +0.084" +0.008" 2ARH5 * andLength Tolerance Tolerance _No. B211, AMS-QQ-A-200 Dia. Tolerance) No. | No. No. No. 
12" x 36" +0.084" +0.008" 2ARH9 Tf Alloy 6063 - T52 Temper (Mill) = 6061 (Mill); 6063 Alloy 6061 - = Extruded romper ta 
12"x 72" +0.084" +0.008" 2ARJ4 + 0.125" Thick %" — +0.002" 48KU32|  — — 
1"x 36" +0.012" +0.008" 2EZE1 + ~ "x96"  +0.009"  +0.00/"  GALX7 * standards: ASTM B221 —%"_+0.002"| —  |48KU33|  — — 
"x72" +0.012" _+0.008" (2EZF8 + ~ %"x96"  +0.010" +0.00/"  GALX5 * a %*+0.002"| —  |48KU30)  — — 
0.375" 1x36" +0.014" +0.008" (2EZE3 tf T"x 96" +0.012" +0.007" _‘ 6ALX4 * Note: Additional sizes and Alloy 6061 - - Extruded Temper (Unpolished) 
Le Xf SNES as eee i 0.250" Thick _ Tate EAL alloys are available; call e ates eer 
ox "+0, : +U, ‘ X +U. < +U, i 7 * = 7 S o" +0). " — — 
2°x 72" +0.024" +0.008" |2EZG3_+ —T%"x 96" 20.014" 40.008" 6ALWe = | | SUO-GRAINGER (472-4043). Fo O10" | ——} 2evG7 | 2EYJ9 
12"x 12" +0.014" +0.009" 2EZH6  * "x96" +0.024"  +0.008"  6ALW5 * 7" +0,010" | — — | 2EYG8 | 2EYK1 
1%" x36" +0.014" +0.009" |2EZK2 f{ 0.500" Thick T #0012 | — — | 2EYGS | 2EYK2 
1%" x72" +0.014" _+0.009" |2EZL7_ + ~ %"x96"  +0.010"  +0.009"  6ALW1 * TV" +0.012" — | 2EYH2 | 2EYK4 
2°x 12" +0.024" +0.009" |2EZH8 * 1x96" +0.012"  +0.009"  GALWO * 1%" +0.012" | 2EYF3 | — — | 2EYK5 
2"x 36" +0.024" +0.009" |2EZK4 ft — "x96" +0.024" 0.009" 6ALV9* FT. = 414" 40.014" | 2EVF4 | — | 2EYH4 | 2EYK7 
Pie ue Si dak | epigemney! tort om vo, Sten” 2 Sr See = BM 
a eo te oe eae eee 
3°x 36" +0.024" _+0.009" oy 6063 - 2” +0.024" — 
4"x 72" +0.034" _+0.009" 2AVD1 | Temper (Mill) 295" +0.024" | 2EYG1 — | 2EYJ1 | 2AVB5 
a a ee 
4x3 "+. " +U. J 4" £U., i + — —_— 
6x12" +0.044" +0.009" |1ZCT6 * Tr 30.006" | 6ALN3 [Alloy 6061-T6 - Extruded Temper (Mill) 
6x36" +0.044" +0.009" |1ZCT9 tf 2" 40.012". | GALN4 1%" +0.002" 48KU3 — 
6'x 72" +0.044" +0.009" (1ZCU4  f¢ Length tolerance: * +1.000": ¢ +3.000": ¢ +6.000". 
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GRAINGER CHOICE”° RAW MATERIALS 
Find the wf. Find Solutions. Find Great Prices. Foil Wrap 








Sheet Tool Wrap 

ra Film 

peice No. 43Y998 
Industrial Foil 
= Thickness tolerance: <10% STAINLESS STEEL FOIL ROLLS 
= Width tolerance: +0.010" Nonmagnetic rolls have good weldability 
Note: Additional sizes are available; call and formability. Frequently used in heat 
1-800-GRAINGER (472-4643). treating, moisture barriers, chemical tanks, 
ALUMINUM ROLLS AND SHEETS heat exchangers, fin stock, chemical equip- 


ment, metal stampings, and shim stock. 
Alloy 304 is the most widely used. Alloy 309 
has better temperature resistance. Alloy 321 
has titanium added for superior corrosion 
resistance and weldability. Tensile strength: 


Soft-tempered sheets and rolls are good for 

packaging and laminations. Sheets are for 

hair foil, laboratory foil, food applications. 

Rolls are excellent for heat exchangers, fin 

a ee empu metal oauP 75,000 psi. Yield strength: 25 to 30 psi. 
gs, transformers, moisture barriers, Meet ASTM A240 standard 

spinning, and nameplates. Hard-tempered Ge elaneel 

rolls are made from higher-strength mate- COPPER FOIL ROLLS—ALLOY 110 

rial that holds its shape after forming. For Form a corrosion-resistant green patina 

heat shielding, RFI and EFI shielding, stamp- over time. Plain finish, soft temper. 

ing, nameplate, and HVAC. Meet ASTM B209 = Commonly used in heat exchangers, fin 


No. 5XU50 





standards. stock, metal stampings, transformers, 
printed circuit boards, arts, crafts and 
construction. Tensile strength: 26,000 psi. se MAUDLIN 
Yield strength: 8000 psi. Meet ASTM B152 SN x . 
standards. ® ® MW Industries, Inc. 
Item Pkg. Item Pkg. 
Thickness Width —_ Length No. Qty. Thickness Width Length No. Qty. Coatings & Tool Wraps 
annum Fol Rolls And Sheets Stainless Steel Foil Rolls Cut-to-fit wraps eliminate decarburization buildup, help protect 
00008 OO AUGHE 500 70g ae from scale and oxide buildup during heat treating in atmospheric 
0.0006" 1034" 12" 4UGH7 500 iz 25ft. 4UGK4 1 furnaces, and protect surface of air hardening tool steels. Packaged 
Soft-Tempered Foil Roll 12° 50 ft. 4UGK6 1 i 
iz 500 ft. 4UGE8 1 0.002" 12" 100ft. 4UGK8 1 in reclosable cartons. 
0.0007" 12" 1000 ft. 4UGE9 1 24" 10 ft. 4UGK3 1 Note: Additional sizes are available on Grainger.com®. 
18" 500 ft. 4UGF1 1 24" 25ft 4UGK5 1 Max vein 
18° + 1000ft. 4UGF2 1 24" 50ft. 4UGK7 1 - 
12” 250ft.  4UGF3. 1 24° 100 ft.  4UGK9 1 ms Wrap L Temp. CF) _thickness Brand No. 
18° S007. 4UGF6 1 0.002" 24" 10ft.  4UGL1 1 20" 100 ft. 2000 002" Precision Brand 42D J76 
6" 250 ft. | 4UGF8 1 24" 100 ft. 4UGL4 1 Type 309, Soft Annealed, Stainless Steel 
0.0015" 6' 500 ft. 4UGF9 1 321 Alloy 10° «BO ft. 2100 0.002" Maudlin Products _ 4FRA8 
8' 250 ft. 4UGG1 1 iz 10ft. 4UGL5 1 99" pu fi. 2100 0.002" Maudlin Products _ 4FRC1 
3" 500 ft.  4UGG2 1 42" 95 ft. A4UGL7 1 100 ft. 2100 0.002. Maudlin Products AFRC2 
18° 250ft. 4UGG3 1 0.002" 12" 100ft. 4UGN2 1 oq: —00 Tt. 2240 0.002. Precision Brand OXETT 
0.002 i i 100 ft. 2240 0.002 Precision Brand 5XE78 
18 500 ft. _ 4UGG4 | 24 0 ft. aUGN? : Type 321, Soft Annealed, Stainless Steel 
0.003" a a 24" 100 ft. _4UGN3 1 12" 100 ft 3000 0.002" Precision Brand BXE76 
48" 100 ft. 4UGG6 1 Copper Foil Rolls 00" 
oor pO ft 1800 0.002 Maudlin Products __ 4FRC5 
0.005" 36 100ft. 4UGG7 1 110 Alloy 100 ft. 1800 0.002" Maudlin Products 4 FRC6 
48" 100ft. 4UGG8 1 1" 100 ft. 4UGP2 1 item 
6 o0ft. 4UGG9 1 a 100 ft. 4UGTS 1 Coverage Color Includes Brand No. 
iz 50ft. 4UGH2 1 0.003" 4' 50ft. 4UGU3 1 Tool Black® Kit Liquid 
0.016" 14" 50 ft. 4UGH3 1 4" 100 ft. 4UGV1 1 20 10) 30 1 pt. Metal Polish/Cleanser, 1 pt. Tool «ai 
18" 50 ft. 4UGH4 1 6" 50 ft. 4UGV8 1 $0. iL. ss Black® Liquid, and 1 pt. Prevent® Precision Brand 43Y998 
ey aut sie el ss Le Tao! Black Wit Gel T pt. Metal Polish/Cleanser, 1 pt 
Hard-Tempered Foil Roll 0.005" 1" 100 ft. 4UGP4 1 20 sq. ft. Blue > Precision Brand 43Y999 
0.007” i’ 00.406 r100ft. 4UGP5__ | Hot Matt’ strippable Protective Costing; Type 
ooo 6 SO ft. 4UGJ1 1 0.007 1%  100f. 4UGR3 1 ae oe Precis} 
- : = _ bag recision Brand 3L8/9 
6 100 ft. _ 4UGJ7 1 2 100 ft. _ 4UGT8 1 Amber olb. bag Precision Brand 3L8/7 
0.003" if 20 ae aud aoe ae SOO et ot ABC Black d1 
" to qt. o ackener™ an wai 
18° 100ft. 4UGK1 1 0.021" 4" 50ft.  4UGU9 1 sq. ft, _ Black gt. Bottle of ABC Sealant™ _—‘Precision Brand SXU50 
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RAW MATERIALS Scan. Order. Done. 
Carbon Steel Details on page Al. 
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Carbon Steel Information 


Tensile Strength Yield Strength Hardness Wear 
Material (psi)* (psi)* (BHN)* Toughness Resistance Formability Machinabilityt Weldability 

Low Carbon Grade 

Low Carbon - Cold Rolled 38,000 to 50,000 25,000 to 35,000 107 Max. Fair Fair Excellent Good Excellent 

Low Carbon - Hot Rolled 58,000 to 80,000 36,000 107 Max. Fair Fair Excellent Good Excellent 

1009 60,000 33,000 149 Fair Fair Fair Good Excellent 

1015 58,000 42,000 149 Fair Fair Good Good Excellent 

1018 65,000 to 85,000 55,000 to 75,000 167 Fair Fair Good Good Excellent 
Medium Carbon Grade 

1045 90,000 59,000 — Good Poor Fair Fair Poor 

1144 100,000 95,500 220 Good Poor Fair Good Poor 

Screw Machine Grade 

12L14 78,000 to 85,000 60,000 to 75,000 187 Poor Poor Poor Excellent Not Recommended 

1215 78,000 to 95,000 60,000 to 80,000 187 Poor Fair Not Recommended Excellent Not Recommended 
* Typical levels @ 1" dia. t Compared to AISI 1212, which has 100% machinability. 


* GRAINGER 
APPROVED 


Carbon Steel—Plates 1% PapAWGRAINGER 
= Standards: ASTM A36 (hot-rolled); ASTM A366 (cold-roll) APPROVED 


» Length and width tolerances: +0.125/-0.000" Carbon Steel—Tread Plates 


Note: Additional sizes are available; call ‘ ener nial — or = 1009 alloy steel meets ASTM A786 
SX TFT. | 2 FT XTFT. | AFT XT ET. | AFT X2 FT| Length and width tolerances: +0.125/-0.000" 





Thickness Thickness Item Item Item Item 
(Decimal) Tolerance No. No. No. No. Easily welded material provides excellent skid resistance. 
Hot Rolled A36 Steel ” 
0.125" +0.030' 3DRT8 3DRT9 3DRU1 3DRU2 Note: Additional sizes are available; call 1-800-GRAINGER (472-4643). 
0.187" +0.030" 3DRU3 3DRU4 3DRU5 3DRU6 
0.250" 0.030" 3DRU7 3DRUB 3DRU9 3DRV1 1 FT. x1 FT. | 2 FT. x1 6FT. | 4 FT. x1 FT. | 4 FT. x2 FT. 
Cold Finish Steel Thickness Item Item Item Item 
old Finish 1008 Stee : Thickness Tolerance No. No. No. No. 
0.062 +0.0025 3DRW5 3DRW6 3DRW7 3DRW8 i, +0.015" 3DRV2 3DRV3 3DRV4 3DRV5 
0.047" +0.0020" 3DRW9 3DRX1 3DRX2 3DRX3 Yagi +0.017" 3DRV6 3DRV7 3DRV8 3DRV9 


0.032" +0.0015" 3DRX4 3DRX5 3DRX6 3DRX7 Ya +0.017" 3DRW1 3DRW2 3DRW3 3DRW4 


Outside Wall 
Outside Dia. Thickness Item 
Dia. Tolerance Tolerance No. 
¥g" Wall Thickness 








Leg Leg Length Thickness Item 
Length Tolerance Tolerance No. 






* 


GRAINGER | 








—< i" Thickness GRAINGER Y;"_ +/-0.025" _+0.013" 3DRR4 
. i +0.0313" — +0.010" 2AUT3 APPROVED 1 +/-0.025" _+0.013" 3DRR5 
av ae mL eee ae 
: +0.046 —-+0.010° 4) 2 _+/-0.025' —_-+0.013" rl 
Carbon Steel—90° oe —x0.0605 20015 20uTe. | Garbon Steel— 2” +/-0.025" +0.013" 3DRR8 
;— i a | Structural S Tubes mam 
; +0.125' —_-+0.015" 16" Wall Thickness 
Angles ee OST 0.008" 2AHL9 decreas aaa ads Pa na S018 SDR? 
Low carbon alloy steel 4 +0.0313° 0.008" 1015 alloy meets ASTMA rade B 10.029" +0.019° 
oe nom alley see ir —F00313"—20.008"—2auR7- | ™ 1019 alloy meets ASTM A500 Grade 016" —4/-0.025" +0.019" 3DRT3 
= Length tolerance: +0.125 re +0.046 20.010 ZARB = Length tolerance: +0.125/-0.000 z a : 50,028" +0019" 3DRT4 
2. +0.046" —_—+0.070" 4" Wall Thickness 
= Length 6 tt : +0.046°  +0.010" 2AUT1 = Length 6 Tt 2 +/-0.025" _+0.025" 3DRI5 
Note: Additional sizes are available; call ¥16" Thickness Note: Additional sizes are available; call 1-800-GRAINGER iW +/-0.025° +0.025" 3DRT6 
1-800-GRAINGER (472-4643). 17. +0.046" —+0.010" 2AUT2 (472-4643). 4" __+/-0.025" _+0.025" 3DRI/ 
* GRAINGER 
Carbon Steel—Hexagonal Rods rye 
=» 1018 alloy meets ASTM 108, Note: Additional sizes are available; 
UNS# G10180, AISI 1018 call 1-800-GRAINGER (472-4643). 
= 12L14 alloy meets ASTM 108, UNS# G1244 4 FT 3 FT 6 FT 
=» Length tolerance: 1-ft. +1.000", LENGTH | LENGTH | LENGTH 
: " 6. uN Hex Hex Width Item Item Item 
3-it. +3.000", 6-it. +6.000 Width Tolerance No. No. No. 
1 FT. 3 FT. 6 FT. 12L14 Carbon Steel 
LENGTH | LENGTH | LENGTH V6. +0.002" 4YNE6 4YNE7 — 
Hex Hex Width Item Item Item 5" +0.002" AYNE9 AYNF1 4YNF2 
Width Tolerance No. No. No. 7c. +0.002" 4YNF3 4YNF4 _ 
1018 Carbon Steel ¥;" +0.002" 4YNF6 AYNF7 2HJW1 
Ye. +0.000/-0.002" — —_ 2HJN1 Ye" +0.002" 4YNF9 4YNG1 2HJW2 
%' __ +0.000/-0.002" _ — 2HJN2 J," +0.003" AYNG3 4YNG4 2HJW3 
%4" —__ +0.000/-0.002" _ — 2HJN3 Rr +0.003" AYNG6 AYNG7 2HJW4 
7%’ __ +0.000/-0.003" — _— 2HJN4 T' +0.003" 4YNG9 4YNH1 2HJW5 
T' +0.000/-0.003" | 2AVF5 _ 2HJN5 1%" +0.000/-0.003" — 2HJV4 2HJW6 
1%" —_ +0.000/-0.003" 2AVF6 2AVG1 2HJN6 1%" __ +0.000/-0.003" 2HJU9 2HJV5 2HJW7 
1%" _ +0.000/-0.003" 2AVF/ 2AVG2 2HJN/ 134" __ +0.000/-0.004" 2HJV1 2HJV6 2HJW8 
2: +0.000/-0.004" 2AVF8 2AVG3 2HJN8 2 +0.000/-0.004" 2HJV2 2HJV7 2HJW9 
2¥2' _ +0.000/-0.004" — _— 2HJN9 3 +0.000/-0.005" | 2HJV3 2HJV8 _ 
2186 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE’ RAW MATERIALS 
Find the yf. Find Solutions. Find Great Prices. Carbon Steel 
1-FT. | 3-FT. | 6-FT. 
* LENGTH LENGTH LENGTH 
tem tem tem 
GRAINGER Dia. Dia. Tolerance No. No. No. 
APPROVED 1045 Carbon Steel 
1" +0.0000/-0.0010" | 3ANL4 | 3ANG2 | 3GTC3 
Carbon Steel— 17" +0.0000/-0.0010" | 3ANL3 | 3ANG1 | 3GTC2 
+9°40.0000/-0.0015" 3ANL1 | — | 3GTAO 
4 +0. -Q. : _— 
Rectangular Bars eee ce TS sara peyryoramncen 
+U. =U: 
» 1018 alloy meets ASTM 108, AISI 10108 >" +0.0000/-0.0015" — = 3GTAG APPROVED 
= Length tolerance: 1-ft. +1.000", 3-ft. +3.000", 6-ft. +6.000" eit ee Cau ie 3ANK5 | 3GTJ5 | 3GTA4 
arbon otee = 
Note: Additional sizes are available; call 1-800-GRAINGER (472-4643). La, +0.000/-0.002 | 2HJF4 | = — | 2HJKo Carbon Steel 
it | ser, | ger, | i <2 000r Ome 2S SHE KE Cvlindrical Rods 
LENGTH | LENGTH | LENGTH 9° +0.000/-0.002" | 2HJF7 | 2HJH8 | 2HJK8 
I I olerance olerance 0. 0. 0. i 7 : i 
1018 Carbon Ste Fae ta CE _ UNSH G10450, AISI 1045 
ve Tick, eee sHaye— | 127 _+0.000/-0.000" | SHIGs [2HIId_[SHILe ™ 1018 alloy meets ASTM 108, 
+U. =U. +U. =U. — — i it 
1% +0.000/-0.004" +0.000/-0.004" | — = areve— | eae Te OE —UNS# G10180, AISI 1018 
16° Thic f : A 
i" 70.000/-0.004"-+0.000/-0.002" = ——)2H673 FT RI A AST, UNS# G11440 
ae +0.000/-0.004" — +0.000/-0.004" = = 2HGZ5 375" —+0,000/-0 004" DAHGG | DAHH6 ~~ ~~C «1 2L14 alloy meets ASTM 
4 ic i : : tl 
i" 70.000/-0.004"-+0-000/-0.002" ——)2HHA3 | 2HHB8 oO DO OTL SAnGE | ARNG [2RHKS 108, UNS# G12144 
o +0.000/-0.005"—+0.000/0.005"—|—2HGz6——2HHAB——2HHCa— | 1144'Carhon Steel ee 
+U. “VU. +U. “VU. ir i 
WA +0:000/-0:005" +0.000/-0.005" 2HGZ7 | 2HHAS | 2HHC5 Fe pL UNS H G12150, AISI 1215 
32 +0.000/-0.006" +0.000/-0.006" 2HGZ9 2HHB2 2HHC7 12144 Carbon Steel 3-ft. +3.000". 6-ft. +6.000" 
pn oe — S000 Sane dae aamet | ONO TOO | == TRRIE reson 1045 centres 
+U. “VU. +U. “VU. a i jc] 
cere +0.000/-0.008" +0.000/-0.008" | 2AGW7 | 2AGW9 | 2AGX2 a +0 0000.000 =— =| SIs leet las elas 
anne 0.000/-0.004"  +0.000/-0.004" = 2HHET | 2HHF ys" +0-000-0.002" an 
+0. 004 +0. 004" 9 %" ~~ +0,000/-0.002" | — ——oHJTgs sions and guaranteed tolerances. 
(0 e000 0 ne DSBS | carn St voughput by helping fo minimize 
: +0.000/-0.006— +0.000/-0.006" 4 = = throughput by helping to minimiz 
5! +0.000/-0.008" +0.000/-0.008" | 2AGX6 | 2AGX8 | 2AGY1 th tho be a a pa ee ‘ 
ae +0.000/-0.008" +0.000/-0.008" | 2AGX7_ | 2AGX9_| 2AGY2 gy 0001-0000" fo Pe Paration and setup times. 
2 Thic 7" +0.000/-0.002" |— | — | 2HJZ5_ Note: Additional sizes are available; call 
5" +0.000/-0.003" __ +0.000/-0.003" — 2HHH9_ | __2HHK5 AAG 
+0.000/-0.004" +0.000/-0.004" | 2HHG6 | 2HHJ2 | 2HHK7 V_+0.000/-0.002" | — | — | 2HJ27__1-800-GRAINGER (472-4643). 
TH +0.000/-0.004" __ +0.000/-0.004"_| 2HHG7 | 2HHJ3 | 2HHK8 
ed +0.000/-0.005" __+0.000/-0.005" | 2HHH1 | 2HHJ6 | 2HHL2 
a +0.000/-0.005" _+0.000/-0.005" | 2HHH4 | 2HHJ9 | 2HHL5 
4 +0.000/-0.006" _+0.000/-0.006" | 2HHH7 | 2HHK3 | 2HHL8 
6" +0.000/-0.008" _ +0.000/-0.008" | 2AGY4 | 2AGY6 | 2AGY8 
3" Thick 
t" +0.000/-0.004" _ +0.000/-0.004" | 2HHP8 | 2HHT1 | 2HHU3 
2" +0.000/-0.005" _+0.000/-0.005" | 2HHR3 | 2HHT5 | 2HHU7 
= = +0.000/-0.008" _+0.000/-0.008" | 2AGZ5 | 2AGZ8 | 2AHA2 
it) ic 
2" +0.000/-0.005" _+0.000/-0.005" | 2HHW5 | 2HHX6 | 2HHY7 
3" +0.000/-0.005" _+0.000/-0.005" | 2HHW8 | 2HHX9 | 2HHZ1 
4" +0.000/-0.006" +0.000/-0.006" | 2HHX1 | 2HHY2 | 2AHA7 
_ vA +0.000/-0.008" _+0.000/-0.008" | 2AHA4 | 2AHA6 | 2AHA9 
Li ic 
4" +0.000/-0.006" _+0.000/-0.006" | 2HJE1 | 2AHD2 | 2AHD8 
6" +0.000/-0.008" _+0.000/-0.008" | 2AHDT | 2AHD4 | 2AHE1 
25" Thick 
a = +0.000/-0.005" _+0.000/-0.005" | 2HJE5 | 2AHE3 | 2AHE7 
Wl ic 
6" +0.000/-0.008" _ +0.000/-0.008" | 2AHG1 | 2AHG2 | 2AHG3 
* GRAINGER 
x GRAINGER APPROVED 
APPROVED 
a Tool Steel—Flat Stock FLAT STOCK TOLERANCES 
Tool Steel—Drill Rods ecie Equivalent Tolerance No | * 4142 Carbon Steel: UNS G41420, ASTM A-322 — Thickness 2.001" 
= Length: 36" A2 Grade - Air Hardening = A2 Grade and 01 Grade: , SAE J-437,ASTM gc sanest cage 003" 
= Length tolerance: +.125"/-.000" fe 0.4375" _=.0005" 33/247, | 681-07, FEDERAL QQT-570 REV C aii 
=» Standards: UNS T30102, A 0.7500 Ht Sa2a1 =» A2 Grade: UNS T30102 He Enns Grate No. 
i ; W +. W : on ee 
FEDERAL QQT-570 REV C 01 rail - Oil Hardening 4142 Carbon Steel is an alloy steel with added 3" Ye" 4142 33D429 
: 0.18/75 =+0.0005" 33J307 : giao a Vy 4142 33D454 
A2 Grade is used to replace 01 Grade for tp 0.2500" +.0005" 33/293 | elements for good toughness and machinability in jo geage - pgp Nanteali 
applications requiring safer heat treat- 760.3125 _-+0.0005"_33J311_ | addition to fair wear resistance, formability, and 1" {" A2 33717 
RPA aes V3 0.3750" +.0005" 33J310 = ; : 
ment, less distortion during hardening, ve" 0.5000" +.001" 33292 | Weldability. A2 Grade is used to replace 01 Grade 2 A2 333102 
and greater wear resistance. Exhibit Ha ete a ae for applications requiring safer heat treatment, fo carina Steel See 
less movement during heat treating. 01 75" 0.8750" _+.001" _33J318 | less distortion during hardening, and greater wear ,, Low  34n447 
Grade provides dimensional stability (low i" 1.0000" _+.001" _ 334290 | resistance. Exhibit less movement during heat Carbon 
, ; TV; 1.2500" +.001" 33/297 ; By" YG" Low aan966 
movement) during hardening and high Ti" +5000" +001" 33J295 | treating. Low Carbon Steel features excellent 2 8 Carbon 
hardness response from low quenchin W1 Grade - Water Hardening formability and weldabilit machinabilit 01 Grade - Oil Hardenin 
P q g He" 0.1875" +.0005" 33/358 y and weldability, good achinability, she he" 01 . 330832 
temperatures. W1 Grade are used where yj" 0.2500" +0005" 33/351 | and fair toughness and wear resistance. 01 Grade —7;——7; OT 33D798 
a simple heat treatment is more important e inte aaa re provides dimensional stability (low movement) Ye «HE 01  33J227 
. . . . 2 ? " " " 1 1 
than wear resistance or high dimensional ¥;" 0.7500" +.001" 334360 | uring hardening and high hardness response % a A pote 
ope . . ii ii ii . 4 
Stability during heat treating. i at 2 aoe from low quenching temperatures. 9" va Ot 33205 
Note: Additional sizes and grades are available; call 11349" 1.4062" —+.001" 33E757 | Note: Additional sizes and grades are available; call " O01 334206 
1-800-GRAINGER (472-4643). TAs. 1.4375" +001" 383E755_ | 1-800-GRAINGER (472-4643). 3" ya 01 33194 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2187 


RAW MATERIALS 
Stainless Steel 


These low-maintenance materials are often 

used in applications where corrosion resistance 

is Critical. Stainless steels have a higher resis- 
tance to rust in many natural and man-made 
environments; however, it is important to use the 
appropriate grade of steel regarding strength, 
hardness, and workability requirements. See page 
2192 for Stainless Steel Perforated Sheets. 


300 SERIES—AUSTENITIC 
CHROMIUM-NICKEL ALLOYS 

Type 302—Same corrosion resistance as 304, 
with slightly higher strength due to additional 
carbon. 


Stainless Steel Information 


Type 303—Free-machining version of 304, via 
addition of sulfur and phosphorus. 


Type 304—The most-common grade; the classic 
18/8 stainless steel. Offers excellent machining 
and welding characteristics. Widely accepted in 
dairy, beverage, and food product industries where 
sanitation and cleanliness are essential. 


Type 316—The second most-common grade 
(after 304). Also known as marine-grade stainless 
Steel, due to its increased resistance to chloride 
corrosion (compared to 304). It is resistant to the 
damaging effects of salts, reducing acids, and 
atmospheric and general corrosive conditions. For 


Scan. Order. Done. 
Details on page A1. 


400C SERIES—FERRITIC AND 

MARTENISTIC CHROMIUM ALLOYS 

Type 416—Easy to machine due to additional 
sulfur. 

Type 430—Good formability, but with reduced 
temperature and corrosion resistance. 

Type 440—A higher grade of cutlery steel, with 
more carbon, allowing better edge retention when 
properly heat treated. Can be hardened to above 
Rockwell 55 hardness. 


600 SERIES—MARTENISTIC 
PRECIPITATION HARDENING ALLOYS 


Type 630—WMost common PH stainless; better 


rgical stain teel é 
{00H anursurg eahstall eee reiee! Uses known as 17-4 (17% chromium, 4% nickel). 
Stainless Steel Comparison Chart 
Hardness* Corrosion Resistance 
Good 
Fair 
Good 


Material 

Type 302 

Type 303 
Type 304/304L 

Type 316 

Type 416 

Type 430 

Type 440C 
Type 17-4 PH 
* Typical levels @ 1" dia. 


Tensile Strength* (psi) Yield Strength* (psi) 
N/A 40,000 N/A 


Formability 
Not Recommended 
Not Recommended 

Excellent 
Excellent Excellent 
Poor Not Recommended 
Good Good 
Poor Poor 
Good Good 


Machinability 
Good 
Excellent 
Good 

Good Good 
Excellent Not Recommended 

Good Good 

Fair Poor 

Fair Good 


Weldability 
Not Recommended 
Not Recommended 

Good 


90,000 
70,000 
81,900 
75,000 
N/A 
110,000 
150,000 


35,000 
25,000 
30,000 
40,000 
30,000 
65,000 
110,000 


160 (BHN) 
160 (BHN) 
160 (BHN) 
155 (BHN) 
N/A 
230 (BHN) 
Max. 38 (Rc) 





1 FT. LENGTH* | 3 FT. LENGTHT | 6 FT. LENGTHF 





Item Item Item 
Diameter Dia. Tolerance No No. No. 
Type 316 - Unpolished/Cold Finished/Annealed 
Meets standards ASTM A479, ASTM A182, AMS 5648, AMS 
5653, AISI 316 316L, UNS# $31600 S31603 
Ys" +0.0015" 3ANN5 3ANH3 3GTD4 
YA" +0.002' 3ANN6 3ANH4 3GTD5 
x3" +0.002' 3ANL5 3ANG3 3GTC4 
fq" +0.002' 3ANL6 3ANG4 3GTC5 
" +0.002" 3ANP6 3ANJ4 3GTH4 
* 1" +0.0025" 3ANL7 3ANG5 3GTC6 
1%" +0.0025' 3ANL8 3ANG6 3GTC7 
GA GRAINGER 1%" +0.0025" 3ANL9 3ANG7 3GTC8 
APPROVED 1H +0.003" 3ANN1 3ANG8 3GTC9 
= 156" +0.003" 3ANN2 3ANG9 3GTD1 
Stainless Steel Rod Stock 1H +0.003 3ANN3 3ANHi 3G1D2 
Note: Additional sizes are available; call 1-800-GRAINGER (472-4643). NTE : Tipalabow std FinghediAiaeasd SANH2 3GTD3 
Item Item Item 2. +0.002" — 
Diameter Dia. Tolerance No. No. No. va +0.002" 2EXK8 2EXL6 2AVA8 
Type 303 - Unpolished/Cold Finished/Annealed a +0.0025 2EXK9 2EXL7 2AVA9 
Meets standards ASTM A582, ASTM A484, AMS 5640 T Type 1, AISI 303, UNS# S30300 1% +0.0025 2EXL1 2EXL8 2AVB1 
i," +0.0015" = _ 2EXC7 1%" +0.003' 2EXL2 2EXL9 2AVB2 
ij +0.0015" — = 2EXC8 1%" +0.003' 2EXL3 2AVA5 2AVB3 
A +0.0015" —_ —_ 2EXCO 2" +0.003" 2EXL4 2AVAG6 2AVB4 
fe roe _ _ SEXD1 Type 440C - Unpolished/Cold Finished/Annealed 
i +0.002" _ 2EXB1 2EXD2 Meets standards AMS 5630, AMS 5880, ASTM A276, UNS# S44004, AISI 440C 
a" +0.002" 2EWZ4 2EXB2 2EXD3 i" +0.002" 2EXN1 2EXN9 2EXP5 
Vp" +0.002' 2EWZ5 2EXB3 2EXD4 ld +0.0025" 2EXN2 = 2EXP6 
7A" +0.002" 2EWZ6 2EXB4 2EXD5 1%" +0.003" 2EXN3 2EXP2 2EXP7 
ik +0.0025" 2EWZ7 2EXB5 2EXD6 ia +0.003" 2EXN4 2EXP3 1Z2DG2 
1 +0.0025" PEWZ8 2EXB6 DEXD7 2%" +0.047/-0.000" 2EXN5 2EXP4 1ZDG3 
VAL +0.0025" 2EWZ 2EXB7 2EXD8 3 +0.047/-0.000" 2EXN6 1ZDF8 1ZDG4 
; - nes aa 2EXB8 2EXD9 3Y%" +0.047/-0.000" 2EXN7 1ZDF9 1ZDG5 
Ti +0.003" DEXA2 2EXB9 2EXE1 4" +0.062/-0.000" 2EXN8 1ZDG1 1ZDG6 
1%" +0.003' 2EXA3 2EXC1 2EXE2 1 FT. LENGTH 3 FT. LENGTH 
19/4" +0.003' 2EXA4 2EXC2 2EXE3 a - Item is 
ay +0.003' 2EXA5 2EXC3 2EXE4 Diameter Dia. Tolerance No. No. 
24" +0.003' 2EXA6 2EXC4 1ZDF4 Type 302 - Mill/Spring 
22" +0.003" 2EXA7 2EXC5 1ZDF5 Meets standards ASTM A313 
24" +0.003" 2EXA8 2EXC6 1ZDF6 Ye. +0.002" 48KU21 — 
oO: +0.003" 2EXA9 1ZDF3 1ZDF7 39" +0.002" 48KU25 — 
Type 304 - Unpolished/Cold Finished/Annealed Ye" +0.002'" 48KU23 _ 
Meets standards ASTM A479, ASTM A182, AMS 5639, AMS Type 303 - Mill/Annealed 
5647, AISI 304 304L, UNS# $30400 $30403 Meets standards ASTM A582, ASTM A320 
3g" +0.0015" — — 2EXJ5 V6" +0.002' 48KU24 — 
yp" +0.002" — 2EXH3 2EXJ6 Ya" +0.002' 48KU29 — 
5" +0.002' — 2EXH4 2EXJ7 Ve" +0.002' 48KU27 — 
4" +0.002" 2EXG3 2EXH5 2EXJ8 ¥s" +0.002" 48KU26 _— 
Us +0.002" 2EXG4 2EXH6 2EXJ9 Ag" +0.002" 48KU28 — 
1" +0.0025" 2EXG5 2EXH7 2EXK1 YA" +0.002' 48KU22 _ 
14" +0.0025" 2EXG6 2EXH8 2EXK2 Type 303 - Mill/Extruded 
13" +0.0025" 2EXG7 2EXH9 2EXK3 Meets standards ASTMA581 
112" +0.003" 2EXG8 2EXJ1 2EXK4 VA" +0.003' — 16NJ05 
19" +0.003" 2EXG9 2EXJ2 2EXK5 Vie" +0.003" — 16NJ06 
1%" +0.003" 2EXH1 2EXJ3 2EXK6 37" +0.003' — 16NJ07 
z +0.003" 2EXH2 2EXJ4 2EXK7 


Length tolerance: * +1.000"; f +3.000": ¢ +6.000"; #¢ +0.032". 


2188 GRAINGER. 


ITT 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE° RAW MATERIALS 
Find the wy. Find Solutions. Find Great Prices. Stainless Steel 





* GRAINGER 


Stainless Steel—Stock APPROVED 
= Width tolerance: +0.094"/-0.031" = Length: 6 ft. 
= Length tolerance: +1.000" = Meets ASTM A240 and A480 standards 
Note: Additional sizes are available; call 1-800-GRAINGER (472-4643). 
Thickness Item Thickness Item Thickness Item Thickness Item Thickness Item Thickness Item 
Width Tolerance No. Width Tolerance No. Width Tolerance No. Width Tolerance No. Width Tolerance No. Width Tolerance No. 
304 Alloy 4" ~~ +0.050/-0.010" 4YTZ4 %" Thickness 3%"  +0.60/-0.010" 4YUF5 1" Thickness ¥" Thickness 
Ye" Thickness 6" +0.050/-0.010" 4YTZ5 3%" +0.60/-0.010" 4YUD4 4" +0.60/-0.010" 4YUF6 1%" = +0.050/-0.010" 4YUH5 1". +0.060/-0.010" 4YTV5 
Vp" +0.010" 4YTX6 1%" Thickness it +0.60/-0.010" 4YUD5 a +0.60/-0.010" 4YUF7 1%" = +0.050/-0.010" 4YUH6 1%" +0.060/-0.010" 4YTV6 
7" +0.010" 4YTX7) =%" ~—-+0.050/-0.010" 4YTZ6 1%" +0.60/-0.010" 4YUD6 6" +0.60/-0.010" 4YUF8 2' — +0.050/-0.010" 4YUH7 2' ~~ +0.060/-0.010" 4YTV7 
S/4" +0.010" 4YTX8 = 3%" ~—=—+0.050/-0.010" 4YTZ7 1%" ~~ +0.60/-0.010" 4YUD7 %" Thickness 2%" +0.050/-0.010" 4YUH8 2%" +0.060/-0.010" 4YTV8 
1" +0.010" 4YTX9 =1" ~~ +0.050/-0.010" 4YTZ8 1%" +0.60/-0.010" 4YUD8 ile +0.60/-0.010" 4YUF9 3" +0.050/-0.010" 4YUH9 3° +0.060/-0.010" 4YTV9 
144" +0.010" AYTY1 1%" +0.050/-0.010" 4YTZ9 2" +0.60/-0.010" 4YUD9 1%" = +0.60/-0.010" 4YUG1 4" +0.050/-0.010" 4YUJ1 4" — +0.060/-0.010" 4YTW1 
1¥," +0.010" AYTY2 1%" +0.050/-0.010" 4YUA1 2%" = +0.60/-0.010" 4YUE1 Z +0.60/-0.010" 4YUG2 5" +0.050/-0.010" 4YUJ2 %%" Thickness 
2" +0.010" AYTY3 13%" +0.050/-0.010" 4YUA2 a +0.60/-0.010" 4YUE2 2%" +0.60/-0.010" 4YUG3 316 Alloy 1" +0.060/-0.010" 4YTW2 
ei +0.010" 4YTY4 2" ~~‘ +0.050/-0.010" 4YUA3 4" +0.60/-0.010" 4YUE3 3 +0.60/-0.010" 4YUG4 %e" Thickness 1%"  +0.060/-0.010" 4YTW3 
4" +0.010" AYTY5 = 2%" +0.050/-0.010" 4YUA4 a +0.60/-0.010" 4YUE4 5 +0.60/-0.010" 4YUG5 1" +0.050 /-0.010" 4YTU5 2' ~~ +0.060/-0.010" 4YTW4 
6" +0.010" 4YTY6 =3" ~~ ‘-+0.050/-0.010" 4YUA5 6" +0.60/-0.010" 4YUE5 %" Thickness Ya" Thickness 2%"  +0.060/-0.010" 4YTW5 
%6" Thickness 3%"  +0.050/-0.010" 4YUA6 %" Thickness ile +0.60/-0.010" 4YUG6 Yo" 40.050 /-0.010" 4YTU6 3° +0.060/-0.010" 4YTW6 


Yo" -40.050/-0.010" 4YTY7 4" = +0.050/-0.010" 4YUA7 ¥" ~——«-+0.60/-0.010" 4YUE6 1%" +0.050/-0.010" 4YUG7 1" +0.050 /-0.010" 4YTU7 4" —_ +0.060/-0.010" 4YTW7 
1" +0.050/-0.010" 4YTY8 5° = +0.050/-0.010" 4YUA8 il +0.60/-0.010" 4YUE7 2° ~— +0.050/-0.010" 4YUG8 1%" +0.050/-0.010" 4YTU8 %" Thickness 
1%" +0.050/-0.010" 4YTY9 6° = +0.050/-0.010" 4YUA9 1%" = +0.60/-0.010" 4YUE8 2%" +0.050/-0.010" 4YUG9 2' ~—+0.050 /-0.010" 4YTU9 1" +0.060/-0.010" 4YTW8 
1¥%" +0.050/-0.010" 4YTZ1 ec" Thickness 1¥%" +0.60/-0.010" 4YUE9 3" +0.050/-0.010" 4YUH1 2%" +0.050/-0.010" 4YTV1 1%" = +0.060/-0.010" 4YTW9 
2° ~~ +0.050/-0.010" 4YTZ2 1" = +0.050/-0.010" 4YUD1 1%" +0.60/-0.010" 4YUF1 4" ~~ +0.050/-0.010" 4YUH2 3" +0.050 /-0.010" 4YTV2 2' ~~ +0.060/-0.010" 4YTX1 
2¥2"  +0.050/-0.010" 4YTZ3 2" = +0.050/-0.010" 4YUD2 2" +0.60/-0.010" 4YUF2 5" +0.050/-0.010" 4YUH3 4" = 40.050 /-0.010" 4YTV3 3° +0.060/-0.010" 4YTX2 
3" +0.050/-0.010" 4YTX5 2%" +0.60/-0.010" 4YUF3 6" —+0.050/-0.010" 4YUH4 5" 40.050 /-0.010" 4YTV4 4" — +0.060/-0.010" 4YTX3 
3. +0.60/-0.010" 4YUF4 1" Thickness 
2' — +0.060/-0.010" AYTX4 


. * 
Stainless Steel—Precision Ground Blanks APPROVED 


Precision blanks have highly consistent dimensions with guaranteed tolerances. Machine-ready materials 
increase throughput to help minimize preparation and setup times. Type 304 meets ASTM A240 standard. 
Type 316 meet ASTM A240 and ASTM A167 standards. 

Note: Additional sizes are available; call 1-800-GRAINGER (472-4643). 





2.000"x | 4.000"x  6.000"x | 8.000"x | 12.000"x | 12.000" x 12.000" x | 18.000" x | 24.000" x Item 
12.000"t | 12.000"¢ | 12.000"¢ | 12.000"t | 12.000" | 18.000" 24.000"$ | 18.000" | 24.000" Thicknesst Widtht Lengtht No. 
Item Item Item Item Item Item Item Item Item Type 304 - Mill/Annealed 
Thickness No. No. No. No. No. No. Thickness No. No. No. 9 000" 4.000" 6.000" 1NZW5 
Type 304 - Mill/Annealed Type 304 - Mill/Annealed 4.000" 8.000" 1NZW6 
0.250" 1NZR1 1NZR3 1NZR4 1NZR5 1NZP8 — 0.250" 1NZP9 — 1NZR2 3.000" 3.000" 1NZW7 
0.3/5" 1NZR8 1NZT1 1NZT2 1NZT3 1NZR6 — 0.375" 1NZR7 — 1NZR9 3.000" 6.000" 9.000" 1NZW9 
0.500" 1NZT6 1NZT8 1NZT9 1NZU1 1NZT4 _ 0.500" 1NZT5 — 1NZT7 6.000" 12.000" 1NZW8 
0.625" 1NZU4 1NZU6 1NZU7 1NZU8 1NZU2 — 0.625" 1NZU3 —_ 1NZU5 4.000" 4.000" 4.000" 1NZX1 
0.750" 1NZV2 1NZV4 1NZV5 1NZV6 1NZU9 — 0.750" 1NZV1 —_ 1NZV3 Type 316 - Mill/Annealed 
1.000" 1NZV9 1NZW2 1NZW3 1NZW4 1NZV7 — 1.000" 1NZV8 —_— 1NZW1 °.000" 4.000" 6.000" 1UXF1 
Type 316 - Mill/Annealed Type 316 - Mill/Annealed 4.000" 8.000" 1UXF2 
0.250" 1NZX6 1NZX8 1NZX9 1NZY1 1NZX2 1NZX3 0.250" 1NZX4 1NZX5 1NZX7 3.000" 3.000" 1UXF3 
37a" 1NZY6 1NZY8 1NZY9 1NZZ1 1NZY2 1NZY3 0.375" 1NZY4 1NZY5 1NZY7 3.000" 6.000" 9.000" 1UXF5 
0.500" 1NZZ6 1NZZ8 1NZZ9 1PAA1 1NZZ2 1NZZ3 0.500" 1NZZ4 1NZZ5 1NZZ7 6.000" 12.000" 1UXF4 
0.625" 1PAA7 1PAB2 1PAB3 1PAB4 1PAA2 1PAA3 0.625" 1PAA4 1PAA5 1PAA9 4.000" 4.000" 4.000" 1UXF6 
0.750" 1PAB9 1PAC2 1PAC3 1PAC4 1PAB5 1PAB6 0.750" 1PAB7 1PAB8 1PAC1 5.000" 5.000" 5.000" 1UXF7 
1.000" 1UXE5 1UXE7 1UXE8 1UXE9 1PAC5 1UXE2 1.000" 1UXE3 1UXE4 1UXE6 


t Thickness, width, and length tolerances: +0.002". # Thickness tolerance: +0.005", width and length tolerances: +0.002". 


te 
Stainless Steel—90° Angles APPROVED 


= Length: 7 ft. 
= Leg Length tolerance: +0.125/0.000" 


Note: Additional sizes are available; call 1-800-GRAINGER (472-4643). 
304 ALLOY | 316 ALLOY 





304 ALLOY | 316 ALLOY 


Item Item Item Item 
Leg Length Finish Temper No. No. Leg Length Finish Temper No. No. 
Ye" Thick ASTM A276 Condition A, QQ-S-763 Condition A 
ASTM A276 and A479, Annealed 1%" Unpolished Annealed 3DRP9 — 
ya" Mill Hot Rolled 4YTL7 — 2 Unpolished Annealed 3DRR1 — 
1" Mill Hot Rolled 4YTL8 4YTJ5 Yq" Thick 
144" Mill Hot Rolled 4YTL9 4YTJ6 ASTM A276 and A479, Annealed 
1%" Mill Hot Rolled 4YTN1 4YTJ7 1" Mill Hot Rolled 4YTN8 4YTK5 
Z Mill Hot Rolled 4YTN2 4YTJ8 1% Mill Hot Rolled 4YTP1 4YTK7 
ASTM A276 Condition A, QQ-S-763 Condition A Z" Mill Hot Rolled 4YTP2 4YTK8 
14%" Unpolished Annealed 3DRP6 _— 2 V2" Mill Hot Rolled 4YTP3 4YTK9 
1%" Unpolished Annealed 3DRP7 —_— 3 Mill Hot Rolled 4YTP4 4YTL1 
2" Unpolished Annealed 3DRP8 — 4" Mill Hot Rolled 4YTP5 4YTL2 
6" Thick ASTM A276 Condition A, QQ-S-763 Condition A 
ASTM A276 and A479, Annealed 1%," Unpolished Annealed 3DRR2 — 
1" Mill Hot Rolled 4YTN3 4YTJ9 2 Unpolished Annealed 3DRR3 _— 
144" Mill Hot Rolled 4YTN4 4YTK1 ¥e" Thick 
1%" Mill Hot Rolled 4YTN5 4YTK2 ASTM A276 and A479, Annealed 
2 Mill Hot Rolled 4YTN6 4YTK3 3 Mill Hot Rolled 4YTP8 4YTL5 
2¥2" Mill Hot Rolled 4YTN7 4YTK4 4" Mill Hot Rolled 4YTP9 4YTL6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2189 





RAW MATERIALS 
Stainless Steel 
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* GRAINGER 
APPROVED 


Stainless Steel— 
Architectural Sheets 


Note: For additional sizes and image detail, see Grainger.com®. 


Thickness Thickness Item 
Finish Gauge (Decimal) Tolerance L W No. 





+ [I+ 














xfor 058" "48" 4 
quares 058" +0. "24" 481G4 
on- " " " 
- Vortex SV Directional 16 0.058" +0.003 48 48 461 H21 
5-SN i 0 0.046" +0.00 96° 48° 481D8 
HL FPR Hairline 20 0.035" 0.004 48" 48" 481F84 


I+ [I+ 


122 Onyx Black HL FPR Hairline 20 0.035 0.002 48" 48" 481G78 
[22 Prestige Gold HLFPR Hairline 20 0.035 0.002 48" 48" 481G84 


I+ 





+ 

restige Go irror irror +0. 

22 Quartz Bronze HLFPR Hairline 20 0.035 ~+0.002 48" 48" 481G90 

122 Quartz Bronze Mirror Mirror 20 0.035 +0.004 96" 48" 481694 

Windsor #4 20 0.035 +0.002 24" 24" 481H32 

"Diamon 028" +0.0015 : 5 

Engine Turn BA 22 0.028" +0.004 24" 24" 481F47 

- neh BA 22 0.028" 0.004 24" 24" 481611 





He ig ge 








ammer 1one 
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GA APPROVED 


Stainless Steel— 


mite & a ee ea 
Ickness em em 
4 40.000/-0.002"| 4YTT5 | AYTR 


a Length: 6 ft. V6. +0.000 -0.003" YTR2 
= Length tolerance: +1.000" 8 +0.000/-0.003" 4YTR 
0.000/-0.004"| 4YTT/ | AYTR4 
Meet ASTM A276 and A479 -0.0007-0.004"| aYTTB avin 
sanalds 7a +0 000/-0:002" ae AYTR7 
"~~ +0.000/-0.004"|  4YTU1 | 4YTR8 
s" +0.000/-0.006"; = — | 4YTRS 
%" +0.000/-0.006" YTU AY 


*~40.000/-0.006"|4YTU4—|—aYTTA 
2190 GRAINGER. 





Woodgrain 


Find even MORE on Grainger.com® 


Scan. Order. Done. 


Details on page A1. =|k 
Find information on Stainless Steel types on page 2188. 


Outside 
Outside Inside Wall Square Item 
Square Square Thickness Tolerance No. 


304 Alloy 
" e : 5 i 5" 
" 8 J 5° i 5" 4 
/y" ; W i i 5 
L e ; 5" ; 5} 5 
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APPROVED 


Stainless Steel— am: 
Square Ornamental <3 


—, 
ws 
ayo. 
It 
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Tubing 0" , 





























32 + 
= Length 6 ft. j +0. 
= Wall thickness +0.100"/ 2¥6" ; =0 
length tolerances: +1.000" 3 2! 250" +0. ; 
4 ‘ +U. 
Meets ASTM A554 standards. 5" 250" + 4 
jz x _A A | ee | es el | A__j| A 
i f ‘ | i a lB 
W P=y=EGRAINGER ‘ee STI 
APPROVED 7 ~ 
Wire Cloth—304 | 
Stainless Steel, ne | 
Milling Grade , Soo iz 
Lighter wire diameters than A, eeen 
standard (market) grade provide sane i — 
a greater percentage of open PT de ‘bal 
area in the screen cloth. Bie. Tea ee 
Note: Additional sizes are available; call a. bes (fed Ba z 
1-800-GRAINGER (472-4643). | a) 
Mesh Size Opening Open Item 
Holes per Inch Size Area (% Wire Dia. Width Length No. 
moHise 1.0000 oa 
x2 0.4370" 76./ 0630" 48 A \ 
x 50" 74. 50" 














* GRAINGER 
APPROVED 


Stainless Steel Balls 


= Dia. tolerance: +/-0.0005 
(302 and 316 alloy) 
= Dia. tolerance: +/-0.0001 (404C alloy) 














| — | — | — | — | — [4h 
1a Es ES eS ES 
Pp — | — | — | — | — IA 
j—|— {|— {| — | — |4h 
32 | — | — | — | — | — |JARJH? 
j+—|— |— | — | — J4kdhe 
| — | — | — | — | — [4a 
jto—|[=— |— | — | — [4h 
‘[;— |[— /|[— |] — | — IA 
|} — | — | — SAR 
jo |} a | a | ARS | 
oe A) 
vie | — | — | — [4RNS) — | — 
g |) — | — ARI) — | — | — 
4 | — |4RJKi] — | — | — | — 
“ [4RJK2] — | — | — | — | — 
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APPROVED 
Steel Wire— 
W Pay=EGRAINGER Bale Ties 
APPROVED : fem aes 
With Length Tnickness No. = Galvanized finish 
= ype - nneale 
Stainless Steel— 120.012" 5MWR2 Item Pkg. 
i i 7 Gauge Length No. Oty. 
Sh tM t 1St . 6 12 0.018" _ 5MWR3_| *gingle Loop Bundle 
ee eta rips ue a 18 ft. _20Y785 125 
; Type 430 - Mill/Annealed 12 ga. 1 ft 20Y786 125 —— 
= Length tolerance: +0.0625" for 2 0.012"  48KU36 13" 201783250 ——= 
Mill; +0.032" for 432BA oe i Se —4eRUas 13 0a. “tas 20v784 250 
= Thickness tolerance: +0.002" pare i4ca, sft. 209781 250 moneuneee 
: 12 0.012" _ 48KU38 08. 47% ——onv782 950 
= Width tolerance: +0.005 ys 12" 0.018" _ 48KU41 
- , , 12 0.025"  48KU44 
Offer good formability and corrosion resis- 19 0.012" 48KU37 
tance. Strips can be cut, drilled, soldered, 1" 12" 0.018" _ 48KU39 
or shaped. Meet ASTM A240 standard. 12" 0.025" _ 48KU42 





6" X 6" 12" X 12" 






Item Item 
* GRAINGER Thickness _‘ Thickness Tolerance No. No. * GRAINGER 
APPROVED Type 17-4 PH - Unpolished/Annealed APPROVED 
. Meets standards ASTM A693-03, AMS 5604, UNS# $17400 . . 
He +0.045/-0.010" 2EXP8 | 2EXR3 — 
Stainless As +0.048/-0.010" | 2eXp8 | 2EXR3_ | Garbon Steel—Music Wire 
— x +0.055/-0.010" 2EXR1 | 2EXR5 in 1- 
Steel Plates Ai +0.055/-0.010" 2EXR2 | 2EXR6 Sold in 1-Ib. colls 
» Width and length Type 304/304L - Unpolished/Annealed Spring-tempered wire is used for control linkages, ceramic cutting, armature 
re eee binding, wire forms, springs, and other industrial uses. Packaged in an easy-to- 
tolerances: + A240, A480, AMS 5511H, 5513H 
0.125/0.000" He" +0.045/-0.010' 4ZD14 | 4ZDT5 use pull-dispenser box, except Nos. 15V232 and 15V233 come in tubes. Meets 
j i +0.045/-0.010" 47DT8 | 4ZDT9 ASTM A228 standard. 
Note: Additional sizes are available; 7 +0.055/-0.01 0 4ZDU3 | 4ZDU4 
call 1-800-GRAINGER (472-4643). R +0.055/-0.010 4ZDU/ | 4ZDU8 High-Carbon Steel—1085 carbon steel alloy provides high tensile strength 


and high fatigue resistance. 


* 
peice Spring Steel—Full-hard, smooth-finish 300 Series stainless steel provides 
excellent corrosion resistance. 


Stainless Steel—Wire Feet 








: . 1 Ib. coils Item 
= Sold in 1-Ib. coils Thickness et per iy Min. Tensile Strength (psi) No. 
= Excellent corrosion resistance High Carbon Steel Alloy 

- a 0.006" /0.152mm 10,404.0 415,000 3L529 
Smooth-finish, full-hard, Type 302 wire is 0.007" /0.178mm 7644.0 407,000 3L532 
spring-tempered for industrial uses includ- 0.008" / 0.203mm 9893.0 399,000 3L534 
ing wire forms, control linkages, springs, Te ee es gas 
armature binding, and ceramic cutting. 0.011" /0.279mm 3096.0 382.000 3L541 
Comes in an easy-to-use dispenser box. 0.012" / 0.305mm 2601.0 377,000 3L543 
Meats ASTM ABSS,ASTM ATS, ASTM sSeerbsam a 
A580, and AMS 5688 standards. 0.016" / 0.406mm 1464.0 362,000 31549 

Feet 0.018" /0.457mm 1156.0 356,000 3L552 
0.020" / 0.508mm 937.0 350,000 3L554 
Thickness Gouetio, _ iestgeei, _Jsuanath ie) Hoe 0.022" /0.559mm 774.0 345,000 3L556 
0.006"/0.152mm = 10,404.0 325,000 5XB95 0.024" /0.610mm 651.0 341,000 3L558 
0.007°/0.178mm = 7644.0 325,000 5XE81 0.026" / 0.660mm 999.0 337,000 3L561 
0.008"/0.203mm = 5853.0 325,000 5XE82 0.029" / 0.737mm 446.0 331,000 3L563 
0.009"70.229mm = 4624.0 325,000 5XE83 0.031" / 0.787mm 390.0 328,000 3L565 
0.010"70.254mm = 3746.0 320,000 5XE84 0.033" / 0.838mm 344.0 325,000 3L567 
0.011" 70.279mm = 3096.0 318,000 5XE85 0.035" /0.889mm 306.0 322,000 3L569 
0.012"70.305mm = 2601.0 316,000 5XE86 0.037" / 0.940mm 274.0 319,000 3L572 
0.013"/0.330mm = 2917.0 314,000 5XE87 0.039" /0.991mm 247.0 316,000 3L574 
0.014" / 0.356mm = 1911.0 312,000 5XE88 0.041"/1.041mm 223.0 314,000 3L576 
0.016" / 0.406mm — 1464.0 308,000 5XE89 0.043" /1.092mm 203.0 311,000 3L578 
0.018" / 0.457mm — 1156.0 304,000 oXE90 0.045" /1.143mm 185.0 309,000 31581 
0.020 / 0.508mm = 937.0 300,000 OXEST 0.047" /1.194mm 170.0 307,000 3L583 
0.022"70.559mm = 774.0 296,000 5XE92 
0.024"70.610mm = 651.0 299,000 5XE93 poe ar Sate es enh eee 
0.033"/0.838mm = 344.0 382,000 5XE97 Saina Si: 
0.035"/0.889mm = 306.0 280,000 5XE98 pring 039 748.0 318.000 15293 
0.037"70.940mm = 274.0 280,000 5XE99 ae 
0.039"70.991mm = 247.0 975,000 5XU10 0.015" 1666.0 365,000 15V224 
0.0417 1.041mm — 223.0 275,000 BXU11 0.020" 937.0 350,000 15V225 
0.043"7 1.092mm — 203.0 272,000 5XU12 0.025" 600.0 341,000 15V226 
0.045°71.143mm — 185.0 272,000 5XU13 0.032" 366.0 327,000 15V227 
0.0475"/71.207mm 21 166.0 267,000 5XU14 0.047 171.0 306,000 15V228 
0.050°/71.270mm 22 150.0 267,000 5XU15 0.055" 122.0 300,000 15V229 
0.051°/1.295mm = 144.0 365,000 5XU16 0.062" 96.2 293.000 15V230 
0.055°/1.397mm = 124.0 361,000 5XU17 0.078" 61.2 282,000 15V231 
0.059" /1.499mm = 108.0 258,000 5XU18 0.094" 43.0 274,000 15V232 
0.0625"/ 1.588mm 26 97.0 258,000 5XUT9 0.125" 24.0 261,000 15V233 
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XA FT X8Fi 
Trade Item Item 
Overall Thickness Size Opening Size No. No. 
Raised outs Aluminum - H14 Temper (Mill) 
at 
0.055" 14'-#0.081 1.063 x 2.750" — 5PAW1 
0.060" ¥'-#0.081 0.313 x 1.000" 5PCD9 | SPAWO 
g 0.070" ¥,'-#0.081L 0.688 x 1.750" 5PCE3 | 5PAW3 
' ¥'-#0.081 0.688 x 1.750" 5PCE1 | 5PAW2 
0.080" 14'-#0.125 1.000 x 2.750" 5PCE6 | 5PAW4 
Expanded —_ 0.095" Ya'-#0.125 0.625 x 1.750" 5PCE7 | 5PAW5 
alse 
Metal Sheets 0°200 740.081 0750 x1.688" BPCF9 ~~ SPAX1 
200" A'-#0. 750 x 1.688" 5 5 
_ . | — 0.240" 14'-#0.081 1.188 x 2.500" — 5PAW9 
Strong, rigid sheets allow air and light to pass through. Mesh construction is 0.300" 12'-#0.125 1.188 x 2.500" SPCG2 | __SPAX2 
: ' 0.305" Ya'-#0.125 0.688 x 1.688" 5PCG3 | 5PAX3 
easily shaped, welded, and cut. Flat sheets provide a smooth surface. Raised 304 Stainless Steel - 2B Temper (Mill) 
sheets are used in applications that require surface traction. Flat 
0.040" H'-#18 0.313 x 1.000" 5PCU4 | 5PCC2 
Kar | XGFl 0.050 VHB 0750x1813" sPCU2 SP CT 
4 FT. FT. 050" i 750 x 1.813" 5 5 
Trade Item Item 17'-#16 1.063 x 2.750" 5PCU1 | 5PCCO 
Overall Thickness Size Opening Size No. No. 0.070" ¥4'-#13 0.625 x 1.750" oPCT6 oPCA8 
l ue Carbon Steel - Cold Rolled Temper (Mill) se eA 3 1.000 x 2.625" 5PCT5 5PCA7 
‘ 0.030" Vi'-#20 0.094 x 0.688" — 5PAY5 Raised oo oe BOOS TBE rene Brite 
0.040" Va'-#18 0.094 x 0.688" 5PCJ3 5PAY3 0.164" H'-#18 0.438 x 0.938" 5PCV9 | 5PCC9 
0.050" H-#16 0.250 x 1.000" — 5PAX9 '-#16 0.438 x 0.938" 5PCV5 | 5PCC6 
0.070 3 0:688 x1. 782" = PAX 0.200" IAB 0813x1750" SPCVT SPCC 
070" A 688 x 1.782" = A 813 x 1.750" 7_|_5 
17-13 1.063 x 2.750" — 5PAX5 0.220" 11"-#13 1.250 x 2.625" 5PCVO | 5PCC4 
a. ; . ie i a x 208 _ ape 18 Stainless Steel - (Annealed) 
120° A 563 x 1.688" = at 
Raised 0.050" H-#16 0.313 x 1.000" 5PCT3 | 5PCD1 
0.125" Vi'-#18 0.172 x 0.719" 5PCN3 | 5PAZ8 0.070" Y5'-#13 0.625 x 1.750" 5PCT1 5PCDO 
0180" eae 0313 : 0038" aa =PAZD ane ear bation Steel "3 n . 0.250 x 1.000 PCR PCA 
182" pi 313 x 0.938" — 050" Ae 250 x 1.000 5PCR7 | 5PCA5 
0.195" Ys'-#13 0.750 x 1.688" — 5PAZ2 0.070" Y-#13 0.250 x 1.000" 5PCR5 | 5PCA4 
0.215" 17-13 1.188 x 2.500" = 5PAZ1 0.120" Y'-#9 0.563 x 1.688" 5PCR9 — 
0.295" 1%'-#9 WiZ0 X 2.319. — 5PCA1 Zinc Galvanized Galvanized Steel - Hot Rolled 
0.300" Ya'-#9 0.688 x 1.562" 5PCR3 | _5PCA3 0.120" Va'-#9 0.563 x 1.688" — 5PCAG 
Wire Mesh— oncrnes PSV 
BE BeBe See EERE ERE ES = 
TTT LLL LCL PVC Coated Galvanized 
a tt Coated welded wire can handle intensive use without stripping or peeling in 
PEE REE eee eee a ee ; sea 
TTT CL CCL hii industrial, cage, and marine applications. 
[IRE SERRE EERE Ree ewe 4ft.Wx48"L | 4 ft.Wx 96"L 
IR Sa Ree eee BEER eee Pees sasensi al Sica ee ie Hy 
CTS SMO MR BBE Wire Mesh PVC Coated alvanliod ae z= zs = 
ISB SEER ERE ERE ESRB es Fine 
IGG BESS REE RRP ees Vo" x Y' Black 0.063" 0.437" 49N578 49N580 
IRS See eee eee eee om Yellow 0.063" 0.437 49N588 49N590 
om coal al Ca a Ca Ak Black 0.080" 0.920" AON598 AONGO1 
TET eT tT eT TT TT “xd Black 0.105" 0.895" 49N609 49N611 
TTT TT TTT tri rT tii iti iti gl ; Yellow 0.105" 0.895" 49N619 49N621 
IR BESS eee eee ee = 
- Yellow 0.105" 1.395" — 49N641 
ISSSSSSSSESSSESSESEE ye Black 0.105" 1.395" A9NG29 AONGS1 
PEEP EEE PP PET Pee eae 3" Yellow 0.105" 1.895" 49N659 49N661 
Black 0.105" 1.895" 49N649 49N651 
Ss —_ 
t dH 
eae. — —_— = : Hole Center Open Item ; Hole Center Open Item 
os 82> en Width Length Thickness Gauge Dia. Spacing Area _ No. Width Length Thickness Gauge Dia. Spacing Area _ No. 
Ss te os i 008 varbon ae Cold Rolled Temper (Mill) ae Stainless Sted! - Annealed Temper (2B) 
ee eee ound Staggered Pattern ound Staggered Pattern 
rr os 0.036" 20 0.063" % 23% 5PDHO 0.048" 18 0.094" 5%" 33% 5PDLO 
en ote oti, te Sy 0.048" 18 0.063" %s" 30% 5SPDF8 0.048" 18 ~(0.125" %e 40% SPDK8 
se 0.048" 18 0.063" % 23% 5PDF7 0.048" 18 ~0.188" =" 51% SPDK9 
p rf f d —— SSS en ee 0.048" 18 0.078" % 35% SPDFA4 0.048" 18 ~0.250" %e 58% SPDK7 
errorate ee 0.048" 18 0.094" 54." 33% SPDG2 0.048" 18 0.250" _%4" 40% S5PDKO 
Py tos, ten 0.048" 18 = 0.125" %e 40% 5PDF6 36° apr 0.060" 160.125" %e' 40% SPDKS 
Sheets 1 ota POS 0.048" 18 0.156" >" 46% 5PDGO 0.060" 16 0.188" 4" 51% SPDK6 
— 0.048" 180.188" "51% SPDGI 0.060" 16 0.250" %e"_58% SPDK4 
Used in mutipe applications these sheets are ava oe be bee Se 
able in staggered or straight patterns, with various 0.060" 16 0.063" % 23% 5PDE2 0.075" 14 0.250" %" 40% SPDK2 
hole diameters and open area percentages. pet — e008 a ae SEO a a 
060" 094" %2" “%o Hole Center O It 
Hole Center Open Item 36" 40" 0.060" 16 0.125" 6 40% SPDE1 Width Length Thickness Dia. Spacing Aga No. 
Width Length Thickness Gauge Dia. Spacing Area No. 0.0607 16 0.156 6 63% SPDES = Polypropylene - White 
S003 Aluminum - H14 Temper (Mill) a 3 a4 0. cn aa SEDER Round Staggered Pattern oy 
t Patt . 4 0 063" 0.125" "40% PCY1 
unas aggre 7 20 0.062" %a" 30% 5PDC8 0.060" 16 0.188" Ae 32% SPDES 32" RPA RPA Te 40% BPCKS 
0.032" 20 0.062" %" 23% 5PDC7 0.060, 16 0.250  %e 58% SPDEO 0.125" 0.188" %e —32% ~~‘ SPCX2 
0.032" 20 0.125" %e" 40% 5PDC6 0.060" 160.250" %" 40% SPDD9 = #8 0.063" 0.125" ¥%e" 40%  SPCYA 
0.032" 20 0.188" % 51% 5PDC9 0.060 16 0313 “Ae 46% SPDF2 96" 0.125" 0.125" %e 40% ‘SPCX9 
0.032" 20 0.250" %e« 58% SPDC4 0.060 16 0.3/5 Ye 40% SPDES 0.125" 0.188" Ye 32% _‘5SPCX8 
ane 0.050" 16 0.062" %" 23% 5PDCO 0.060" 16 0.500" ‘%e" 48% SPDD7 Round Straight Pattern " 
36°40" 0.050" 16 0.125" %s" 40% 5PDAQ nOrs 4 00 ao ene sg 32, — 0495, 0250" 20% SPCWS 
0.050" 16 0.188" “4 51% 5PDC2 16 0 250° 0.250" 0%  5PCW5 
0.050" 160250" %" 40% SPAS 0.075 14 0.500 6 48% SPDD2 96° 0250" 0.950" "90% SPCW? 
0.067 y 0.125" %c° 40% S5PDAG Square Straight ae 0.250" 8 «40% _SPDJ7 ah ane ae 
.063" 4 0.188" %' 51% SPDA7/ ound Staggered Pattern 
0.063" 14-0250" %" 40% SPDAS 36" 40° 0.060" 16 0.500" ‘Vic’ 53% SPDDB ; 30 0.250" 0.500" ‘Ve 48% _5PCY9 
Hex Staggered Pattern 48" 96" 0.063" 0.125" %e' 40% oPDA2 
36" 40" 0.032" 20 ~0.250" %" 77% 5SPDC5 0.125" 0.125" Ye" «40% —~*SPCZ8 
2192 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


TTT 





GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


RAW MATERIALS 
Bar Grating 





Bar Grating Information 


Designed to provide safe, secure 
footing for many applications, 
bar grating is a strong choice for 
projects ranging from trenches to 
decking. 


STAIR TREAD 


Constructed like other bar grating, 
with stair-specific additional 
reinforcement and extra safety 
adjustments. A nosing is attached 
to the leading edge for increased 
edge visibility and slip resis- 
tance. Nosings may be grooved 








Length—The span of grating or 
distance between points of grating 
support. 


Width—Measured perpendicular 
to the bearing bars and in the same 
direction as the cross bars to deter- 
mine the overall dimension of a 
grating panel. 


SURFACES 


Serrated—Grips shoes tightly for 
high slip resistance. Offers good slip 
protection in areas prone to oil or 








once IVY 
Bar Grating 


= Bearing bar 

spacing: 1.188" 
= Cross bar spacing: 4" 
Note: Additional sizes are 


available; call 1-800-GRAINGER 
(472-4643). 


SMOOTH SURFACE SERRATED SURFACE 
ii se at pe (also known as UN GONE ISO DUS AGI Ve Bearing 24" W 36" W 48" W 24" W 36" W 48" W 
lamond pla e). Smooth—All-purpose slip-resistant _bar Item Item Item Item Item Item 
aae : H Span Thickness No. No. No. No. No. No. 
DEFINITIONS design's texture is less harsh under- Aluminum 
24" 0.125" | 49N295 | 49N302 — — — — 
Anchors—Devices that attach foot than serrated. 0.125" 49N296 49N303 _ _ _ _ 
: 36" —: 
grating to its supports. MATERIALS 0.188" | 49N315 | 49N321 | 49N327 | 49N424 | 49N430 | 49N436 
; 48" 0.188" | 49N316 | 49N322 | 49N328 | 49N425 | 49N431 | 49N437 
Band—A flat bar welded to the Aluminum—Good where a light- 1" 79 0.125" | 49N298 | 49N305 — — — — 
end of a grating panel or along the + weight, corrosion-resistant material es ‘anna iene SnSEY | ASNAED Aes eed 
zs ofa eae pina ie is desired. 96° 0.188" | 49N318 | 49N324 | 49N330 | 49N427 | 49N433 | 49N439 
above nor below the bearing bars. ae » 0.125" | 49N301 | 49N307 — = — a 
to use if the environment is not 1 95° 0.125" — — — 38ML50 — — 
load from unsupported bearing expressly corrosive. 25" 444" 0.188" = _ = = 38MC97 = 
bars to supported bearing bars. A aha sani a 38 = = = = 38ML94 — 
304 Stainless Steel—Stronger ainless otee 
trim band carries no load; used to ee aan ees i 24° 0.188" | 49N223 | 49N229 | — | 40N259 | 49N265 — 
improve appearance. an aluminum, stainless stee 36° 0.188" | 49N224 | 49N230 = 49N260 | 49N266 = 
; provides superior corrosion and ; 48" 0.188" | 49N225 | 49N231 — 49N261 | 49N267 — 
Bearing Bar—Load-carrying bar (yigation resistance. 72" 0.188" | 49N226 | 49N232_| — | 49N262 | 49N268 9 — 
that extends in the direction of 96" 0.188" | 49N227 | 49N233 — 49N263 | 49N269 — 
the span JOINING METHODS 120" 0.188" | 49N228 | 49N234 — 49N264 | 49N270 — 
< Locked (Dovetail) BLACK PAINTED STEEL GALVANIZED STEEL 
= ressure Locked (Dovetail)— SERRATED SMOOTH SERRATED SMOOTH 
ribeinioen ae eee es ie Cross bars are mechanically locked SURFACE SURFACE SURFACE SURFACE 
aL a 24"W | 36"W | 24"W | 36"W | 24"W | 36"W | 24"W | 36"W 
the bearing bars and is welded, to the bearing bars at their inter- i Bearing Bar Item Item tem Hem item item item item 
i sections. Permanent joints give pan Thickness 0. 0. 0. 0. 0. 0. 0. 0. 
sor ete ee algae long-lasting service er en beanies Seen esstee 
to them. g-lasting 0.125" | 49N005 | 49N011 | 491895 | 491902 | 49N174 | 49N180 | 49N065| — 
conditions. 24" 0.188" | 49N017 | 49N023 |49m908; — — | 49N192|49N077,  — 
Cutout—An area of grating ; 0.250" —_ — — |49M926, — —_ — | 49N095 
removed to clear an obstruction or Riveted—Siraight bearing bars and 0.125" | 49NO06 | 49N012 | 491896 | 4911903 | 49N175 | 49N181 | 49NO66 | 49N072 
bent connectina bars are riveted 36" 0.188" | 49N018 | 49N024 | 49909 | 49M915 | 49N187 | 49N193 | 49N078 | 49N084 
a together at ae contact points i EER a ee 
through. gf p 0.125" | 49N007 | 49N013 | 49897 | 4911904 | 49N176 | 49N182 | 49N067 | 49N073 
; Reliable and durable. 48" _0.188" _| 49N019 | 49N025 | 49910 | 49916 | 49N188 | 49N194 | 49N079| — 
Grating—Open grid assembly 0.250" = = = — — — — | 49N097 
of metal bars with bearing bars Swage Locked—A cost-effective 1 J5. 0.125" | 49N008 | 49N014 | 49M898 | 49905 | 49N177 | 49N183 | 49N068)  — 
as "eet and reliable pressure locking method. 0.188" _| 49N020 | 49N026 | 49911 |49M917|49N189| — | 49N080 | 49N086 
running in one direction, spaced P he ie 0.125" 49N009 | 49NO15 [49899 |49M906 |49N178 49N184 | 49N069 | 49NO75 
by rigid attachment to cross bars Welded—Joined at the intersection 96" 0.188" |49N021 49N027 49912, — = — |49N081  49N087 
that run perpendicularly or by of the bearing bars and cross bars. A pe iangia iauié ianG07 pee rer wands iaAGTO 49N099 
bent connecting bars that extend _versatile choice for light to moderate 120" 0.188 | — |49N028/49M913/ — |49N191|49N197, — | — 
between them. loads. The most common way alumi- 0.250" = — — /49M931, — = = = 
num bar grating is manufactured. 444" —0-129" —__|38MM63) _ — = = = — __|388MG75 
0.188" — — — |38ML30| — |38ML65| — |38MD05 
SMOOTH | SERRATED SMOOTH | SERRATED 
No. of SURFACE | SURFACE No. of SURFACE | SURFACE 
Bearing Tread Tread Item Item Bearing Tread Tread Item Item 
Bars Width Depth Height No. No. Bars Width Depth Height No. No. 
Aluminum, Grooved Nosing 30" 10.9375" 1" 49N518 49N543 
6 24" 7.375" ——‘1.25" — 49N564 36" 10.9375" 1" 49N520 — 
18° 8.563" 1.25" | 49N559 | 49N563 g 36" 10.9375" 1.25" | 49N523 | 49N545 
7 24" 8.563" 1.25" | 49N561 | 49N565 42" 10.9375" 1.25" | 49N524 | 49N546 
errr 30° 8.563" 1.25" | 49N562 | 49N566 48" 10.9375" 1.25" | 49N525 | 49N547 
oe 304 Stainless Steel, Checker Plate Nosing 40 36" 12.125" 1" 49N521 — 
"9.75" 1.25" | 49N568 — 36" 12.125" 1.25" | 49N526 | 49N548 
onecrneras SVT 9 36° 10.938" 1.25" | 49N569 | — Galvanized Steel, Checker Plate Nosing 
10 36" 12.125" 1" 49N567 — 7 24" 8.5625" 1" 49N527 | 49N549 
Bar Gra tin Stair Trea d 36° 12.125" 1.25" | 49N570 — 30° 8.5625" Ss" — 49N551 
== Black Painted Steel, Checker Plate Nosing 24" 9.75" il 49N528 | 49N550 
g 7 24" 8.5625" 1" 49N514 | 49N539 8 30" 9.75" 1" 49N530 | 49N552 
= End plates: 2.5" Aluminum treads feature 30" 8.5625" 1" 49N516 | 49N541 36' 9.75" 1.25" — 49N554 
24" 9.75" i 49N515 | 49N540 30" 10.9375" 1" 49N531 | 49N553 
ae edie st a fated 3 30" 9.75" 1" 49N517 | 49N542 36° 9.75" —«1.25" | 49N534 — 
spacing: I. models nave cnecker-plate 36° 9.75" 1" ~~|~‘49N519 — 9 36" 10.9375" 1.25" | 49N535 | 49N555 
= Bearing bar nosing. 36° 9.75" —s«1.25" | 49N522 — 42" 10.9375" 1.25" | 49N536 | 49N556 
thickness: 0.188" Note: Additional sizes are available; xe ee LZ janees aah! 
= Load cap.: 400 Ib. _—_call 1-800-GRAINGER (472-4643). 10 36° 12.125" 1.25" | 49N538  49N558 
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Fibertred® Safe-T-Span® Industrial Fibergrate® —— Fiberplate® Molded 
Corvex® Molded Pultruded Grating Molded Grating Floor Plate 


Fiberglass Information 
MOLDED GRATING Aqua Grate®—Withstands corrosion and helps provide safety and comfort 
= No more than 4" deflection for recommended loads for walking with bare feet in high-traffic, public recreational areas. Meets 
ADA guidelines. 
FIBERPLATE® 
Solid composite panels offer bidirectional strength. 


DEFINITIONS 


Ultimate Capacity—Represents the weight which, if exceeded, will result 
in a complete and total failure of the grating. 


Provide reliable corrosion-, impact-, and slip-resistant surfaces. 
Corvex®—Premium polyester grating. 


FGI-AM® Antimicrobial Premium Polyester—Food-grade formulation 
inhibits bacteria, fungus, and mildew growth. USDA accepted. 


Micro-Mesh® Corvex®—Lightweight sheets for use where underfloor 
access and unobstructed airflow is required. 

ISOFR—Isophthalic Polyester Fire Retardant Resin formulation has a flame 
spread rating of 25 or less. Designed for applications where moderate expo- 
PULTRUDED GRATING sure to corrosive elements exists. 


Safe-T-Span® Pedestrian and Industrial—Manufactured from a fire- VEFR—Vinyl Ester Fire Retardant Resin. For severe exposure to corrosive 
retardant isophthalic polyester resin system (ISOFR). elements. 
MOLTRUDED® GRATING Applied Grit Top—Quartz grit applied to surface for slip-resistant footing. 


Combines corrosion resistance of molded grating with longer span capacity Meniscus Top—Concave surface provides highly slip-resistant footing in 
of pultruded grating. most environments, including in wet or oily conditions. 


Vi-Corr® High Load Capacity—Engineered to carry forklift loads. 


Rigidex™’—Large openings allow greater airflow for walkways and 
platforms. Strength/ Single- Bi- Ease of 

Corrosion Stiffness Impact Open Direction Direction Layout and Max. 
—_ — Brand Resin Mesh Resist. (Longest Span) Resistance Area Span Span Installation Surface Color Temp. (°F). 
Molded Grating 


Corvex® Polyester 








Rect. Excellent Good Good Excellent Good Poor Fair : 
Square _ Excellent Good Excellent _ Excellent. —_—Fair Excellent _ Excellent oul lop MIDE ae 
Corvex® Covered Polyester —_— Excellent Good Excellent _ Excellent _—Fair Excellent Excellent Grit Top Dark Grey 140 
Antimicrobial Rect. Excellent Good Good Excellent Good Poor Fair 
Feats Polyester Square Excellent Good Excellent _ Excellent Fair Excellent _ Excellent SubIgp pat ie m 
Micro-Mesh® Corvex® Polyester Square Excellent Good Excellent _ Excellent Fair Excellent _Excellent = Meniscus Top _ Dark Grey 140 
Vi-Corr® High Load Capacity VEFR Rect. Excellent Good Good Excellent Good Poor Fair Smooth Top Dark Grey 180 
Pultruded Grating 
Safe-T-Span® Pedestrian ISOFR = Good Excellent Fair Fair Excellent Poor Fair Grit Top Dark Grey 140 
___ Safe-T-Span® Industrial ISOFR = Good Excellent Fair Fair Excellent Poor Fair Grit Top Yellow 140 
-Pultruded Stair Tread = J 
S Yellow with 
afe-T-Span® ISOFR Good Excellent Fair Fair Excellent Fair Grit Top Black Nosing 140 
Moltruded® Grating 
___ Rigidex® | Polyester__ Rect. _ Excellent Good Poor __Excellent__Excellent__ Poor Fair Grit Top LightGrey _—_—-140 
Fiberplate® Plate j : 
Corvex® Polyester — Excellent Good Good — Good Excellent Fair Grit Top Dark Grey 140 
Vi-Corr® VEFR — Excellent Good Good — Good __ Excellent Fair Grit Top Dark Grey 180 




















































































































12"x 12" | 12"x 24") 24"x 24" | 48" x 48" | 48" x 96" 

Thickness Item Item Item Item Item 

_ Thickness Tolerance* No. No. No. | No. No. 
Corvex® Plates 
Ye" +0.0938'/-0.032" 4ATE2 
iia +0.125/-0.063" | 4ATES 






Fibergrate 


Composite Structures 


4ATE6 | 4ATF1 | 4ATF5 
_AATE7T | 4ATF2 | 4ATFG 
























































































































































. a +0.125/-0.063" | 4ATE4 | 4ATE8 | A4ATF3— | 4ATF7 
Fiberplate® i +0.125/-0.063"_ | 4ATES | 4ATES | 4ATF4 | 4ATFB 
MWieGorr® Plates 
(FRP) Molded i +0.0938'/-0.032" | 4ATF9 4ATG4 | 4ATG8 | 4ATH3 | — 
Yat +0.125/-0.063" | 4ATG1 | 4ATGS | 4ATGS | 4ATH4 | — 
Floor Plates | Vee w +0.125/-0.063" | 4ATG2 | 4ATG6 | 4ATH1 | 4ATHS | — 
i" -0.063" | | = 
= Grit top yo Vp a noes , : 4ATG3- - ar E ae nee 
ax. Load (ps oad (ps oncentrated Load Require 
= Dark gray Thickness Span to Produce Deflection 
» Width and length tolerances: +0.125" (in.) (in.) Normal* Firmt 25 50 75 Equal to 1% of Span 
_ =~ 28 70.258 — al 192 Ibs. 
Install over slick metallic or concrete surfaces to improve slip resistance. Bi 36 4g 300.153 0.297. 0.441 318 Ibs. 
Lightweight, corrosion-resistant, and easy to fabricate. /g" and 1%" plates are * Normal load is the load that will produce a maximum deflection of 0.375" or L/D of 125". 
designed for covering only, not recommended for load bearing service. t Firm is the load which will produce a maximum deflection of 0.25" or L/D of 200". 
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GRAINGER CHOICE”* 


Find the why. Find Solutions. Find Great Prices. 


RAW MATERIALS 
Fiberglass Grating 










Fibergrate 


= Composite Structures 
Corvex® Molded Grating 
= Gritted antislip surface 


Corvex® isophthalic polyester resin system offers a high level of corro- 
sion resistance for use in industrial, chemical processing, and water/ 


wastewater 









applications. 

Bearing Bar DARKGRAY GREEN | YELLOW 

Spacing Item Item Item 

Width Span MeshSize  Ctr.-to-Ctr. No. No. No. 
1" Depth 
3 ft 5 ft. x1 1%" 16U515 
' 10ft.  14"x 1%" 1%" —16U516 | 4ATT1 | 16U514 
Aft. 1"x 4" 1" —16U511 | 4ATT2 | 16U509 
A ft. A ft. 1¥%'x 1%" 1¥" —16U521 | 4ATT6 | 16U519 
8 ft. 1%" x 1%" 1%" 16U520 | 4ATR8 | 16U518 
5 fit, 3 ft. 1" x 4’ a 16U505 
8 ft. 4 ft. 1" x 4 ils _16U510 | 4ATRO | 16U508 
10 ft. ott 1" x 4’ 1" —16U506 | 4ATT3 | 16U504 
1%" Depth 

3 Tt ot 14x 1% 1%" 16U513 
10f, 14x11 1%" 16U512 

Aft. 1%" x 1%" 14" 4ATV3 

Att 6 ft. 1¥4'x 1%" 1%" 4ATV2 

8 ft. 1x 112 (vA 16U522 

12ft. = 1¥'x1¥" 1%" 4ATV1 

2" Depth 

vm 16U524 
16U523 









Fibergrate 


Composite Structures 





Micro-Mesh® Corvex® Molded Grating 


= Bearing bar width 


= Bearing bar spacing center-to-center: 114" 


= Dark gray platforms, trench covers, and 
= Corvex® Resin System catwalks. 
Item 
Width Span Depth Mesh Size No. 
4 ft. 12 ft. 1% Ye x Ya 4ATW3 





Fibergrate 


Composite Structures 


'0.20° Offers lightweight bidirec- 


tional strength. For walkways, 


FGI-AM® Molded Grating-Food Grade 


= Light gray " ‘ pene spacing item 
” ® tira. i pan esn oize tr.-to-Ctr. 0. 
FGI-AM® fire-retar-  -jmpeneh 
dant food-grade 3 tt 5 ft. 1%" x 1%" 1%" 4ATX3 
resin system has : 10 ft. VY" x 1%" 1%" 4ATX2 
ae 4 ft. 1x4" ik 4ATX5 
antimicrobial A ft. Af. 1#xie 1% AATX4 
properties that help 8 ft. 1%" x 1%" 1%" 4ATX6 
t the or t eae o tt. 1"x4' ila 4ATX7 
ieee en oduc 8 fi. 4 ft. Tx 4" t 4ATX8 
Sel TOM COrosion, ~~40 ft. 3 ft. 1x4" il AATX1 
while meeting the 1%" Depth 
5 fit. 1x 1%" 1¥' 4ATW5 
requirements of the 3 ft. OT Tate Vy AMW4 
food and bever- Ait. 1xte 1%" AATW7 
age industry. For re 6 fit. 1A x 1%" 1% 4ATW8 
; 8 fi. 1H x 1%" 1% 4ATW9 
nonpublic healtn 12 fi. 1x 1%" 1H 4ATW6 


use only. 


2" Depth 
Att 6 ft. 2 oe. 2" 4ATY1 
12 it. 2X2 2" 4ATX9 


Sign in to Grainger.com® to see YOUR Pricing and MORE 







No. 16U506 


No. 4ATR8 










Fibergrate 


Composite Structures 


Vi-Corr® Molded 
Grating 


Vi-Corr® superior vinyl ester resin offers outstanding corrosive 
resistance to highly caustic and acidic environments. 


Spacing Item Pkg. 
Ww Span Mesh Size __Cir.-to-Ctr. Color No. Oty. 
1" Depth 
3 ft 5 ft. 1%" x 1%" 1%" Orange 16U494 1 
, 10 Tt. 1%" x 1%" 1%" Orange 16U493 1 
4 ft. 1"x4' 1” Orange 16U490 ps 
4 ft. 4 ft. 1%" x 1%" 1%" Orange 16U498 1 
8 tt. 1%" x 1%" 1%" Orange 16U497 1 
5 it. 3 ft. 1"x4' 1" Orange 16U488 Z 
8 ft. 4 ft. 1"x4' 1" Orange 16U489 1 
10 ft. 3 ft. xa 1" Orange 16U487 1 
1%" Depth 
3 tt bit 1" x 1%" 1%" Orange 16U492 2 
10 ft. uw" x 1%" 1%" Orange 16U491 1 
4 ft. 1Y%"x 1%" 1¥" Orange 16U496 Z 
Att 6 ft. 1%" x 1%" 1%" Orange 16U495 1 
j 8 ft. 1%" x 1%" 1%" Orange 16U501 1 
12 tt. vx 1%" 1%" Orange 16U499 dl 
2" Depth 
3 ft. 8 ft. None 2" Dark Gray 49AL39 1 
Att 6 ft. ae aa 2" Orange 16U503 Z 
i 12 ft. 2X2" os Orange 16U502 1 
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RAW MATERIALS 
Fiberglass Grating 





I-Shaped 





T-Shaped 


Fibergrate 
Composite Structures 


Safe-T-Span® 
Pultruded Grating 


= Grit top 

Nonconductive, lightweight grating is manufactured from a fire-retardant 
isophthalic polyester resin system (ISOFR). Corrosion- and slip-resistant 
material replaces steel bar grating. A high percentage of glass provides 
durability and high unidirectional strength and stiffness, making this the ideal 
solution for applications where longer support spans are required. Supports 
loads in the span direction only. 


2 FT. W 3 FT. W 4FT.W 
Spacing Item Item Item 
Span Bearing Bar Width Center-to-Center No. No. No. 


Industrial Pultruded Grating 


14010, 1" Depth, Dark Gra 
12 ft. 0.60" il | — | 49al23 | — 
14010, 1" Depth, Yellow 
10 ft. 0.60" 4" —  — | 49AL04 | 49AL07 
12 ft. ,  — | — | A9AL08 


14015, 112" Depth, Yellow 
8 fi. 0.60" 1" | — | — | 49AL15 


16010, 1" Depth, Dark Gra 
| __— ___| 49AK84 


10 ft. 0.60" 12! Se 
12 ft. __— __| 49AK86 


16010, 1" Depth, Yellow 










ott. 
A ft. _4AUC4 | 4AUA3 
5 tt. 0.60" 15" _4AUC7 | 4AUC2 | 
6 ft. _4AUC3_ | 4AUC6 


4AUA6 | 4AUCi 
_—_ — | 4AUA2 


16015, 112" Depth, Dark Gra 
8 ft a ie 7 49AK93 = 
pit ~~} 49AK95 = 


16015, 112" Depth, Yellow 





__4AUE4 | 4AUD8 
4AUD9 | 4AUD3 


Pedestrian Pultruded Grating 


T2510, 1" Depth, Dark Gra 





3 ft. 4AUK9 
4 tt. 4AUJ8 
5 tt. i 4AUK8 
6 ft 1.50 2 AAUJT 
8 ft. _ — | 4AUJ4 | 4AUK2 
10 ft. __— | 4AUJ9 | 4AUK1 
T2515, 1/2" Depth, Dark Gra 
3 tt. 4AUN9 
4 ft. _4AUN1 | 4AUL7 | 4AUN2 
it 4.50" 9" __4AUL4_ | 4AUN3 | 4AUN7 
6 ft. _4AUN6 | 4AUN4 | 4AUP1 
8 ft. __— | 4AUL5 | 4AUL9 
10 ft. __— ___| 4AUL2 | 4AUN5 
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Fibergrate 
Composite Structures 


Rigidex™ Moltruded Grating 

= Corvex® polyester resin 

a 14" thick 

= Light gray 

Light-duty grating has large openings that allow greater airflow. 
For walkways and platforms. 


Clear Load (psf) Max Recommended Ultimate 
Mesh Size Span (in. 50 65 100 200 Load (psf Capacity (psf 
1hx 4" 36 0.08 0.11 0.17 0.34 845 1690 
2 FT. W 3 FT. W 4FT. W 
Spacing Item Item Item 
Span Bearing Bar Width Center-to-Center No. No. No. 
112" Depth 






__4AUPT | 4AUR1 
_4AUP8 | 4AUR2 
__4AUP9 | 4AUR3 
ee 


Fibergrate 
Composite Structures 


Aqua Grate® 
= Light gray 
Lightweight, pultruded pedestrian grating withstands corrosion. Helps provide 
safety and comfort for walking with bare feet in high-traffic, public recreational 
areas. Fine grit surface provides a high level of slip resistance. Protection 
against long-term UV exposure is provided by a synthetic surfacing veil and UV 
inhibitors in the resin formulation. Features nominal 4" space between the 1" 
wide bearing bars. 








ltem 
W Span Spacing Ctr.-to-Ctr. No. 
T1210, 1" Depth 
3 ft. 10 ft. 4 23/39" 49AK67 
4 ft. 8 ft. 23/59" 49AK69 
5 ft. 10 ft. 423/39" 49AK73 
T1215, 172" Depth 
$f. tA ft. 423/39" 49AK75 
r Fiber asd i asd — 
omposite tructures 
= A/O grit surface ” ; tem 
1h"! thi 0. 
= % mes Dark Gray with Yellow Nosing 
= Corvex 36" 12" 4ATZ2 
Can be fabricated and installed 48 i ne 
over existing steps to provide a 444" 11" AATY9 
slip-resistant walking surface, TA 
Corrosion resistant. OSHA Light Gra 75 INTE 
approved with yellow nosing. 144° 19" AATZ7 
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GRAINGER CHOICE* 


Find the why. Find Solutions. Find Great Prices. 


RAW MATERIALS 
Fiberglass Shapes 








Cylindrical Rod 


Dynaform® Structural Shapes 
= Temp. range: -100° to 150°F 


= Tensile strength: 30,000 psi; except cylindrical rods are 100,000 psi 

Resin material is ideal for platforms, walkways, and equipment support. 
lsophthalic polyester resin formulation (ISOFR) provides a low flame-spread 
rating of 25 or less (when tested according to ASTM E-84). Cylindrical rods are 
made of olive green ispophthalic polyester (ISO) resin which resists a wide array 
of chemicals and highly acidic conditions. Not fire retardant. 


Wall 
Thickness 


Outside Dia. 
Tolerance 


Wall Thickness 
Tolerance No. No. 


Inside Outside 
Dia. Dia. 





+0. 
8 +0 
+0. 


.040" 4" 
Outside 
Square 

Tolerance 


5-FT. L* | 10-FT. Lt 
Wall Thickness Item Item 
Tolerance No. No. 


__4ATNS | 4ATPS 
__4ATP2 | AATPE 
__4ATP1 | 4ATP 
10 FTL 20 FTL 
Length Item Item 
Tolerance No. No. 


Wall 
Thickness 


5" 


Outside 
Square 


Inside 
Square 
quare Tubes 
4 


Ie |e |e + 
CO WC WC CW OW CO) 
fan \fan|fan)[an fen |fom 
OO OG OO 
CO CW) GW CW GW CGC) 
I |e |e + 
CO CW) GW GW GW CGC) 
ran \fan|fan'(an fan |an 
O O O O © © 


DOS MOD BD POD | 


mS EB 


H W 
tandar | 


Thickness 
-Beams 





: 
h 
HIG 


4 
L 


5-FT. L* | 10-FT. Lt 
Wall Thickness Item Item 
Tolerance No. No. 


—AATM4— | 4ATN 
—4ATM6 | 4ATNA 
\/ 

\) 


Base Width 
Tolerance 


Wall 
Leg Length Thickness 
J-Channels 
V6" 0 
Pe : +0. 

8. +0.094" 
7B +0.094" 
0 
0 
0 


Base Width 


r 194" 
194" 


4ATNS 
: 4ATNE6 
ATIIO 4A N7 


5-FT. L* | 10-FT. Lt 

Item Item 

No. No. 
Q —4ATK9 | 4ATLE 
~4ATLY | 4ATL7 
th —4ATL2 | 4ATLE 
(} 0 
0 


Ve ).094" 
zal 0.094" 
i" Q)" 094" 


DOS Oo CoS BS BS BS COD 
It 

(ep) (a=) (ep) [ep [ep [en (a=) 

ep) (ap) (ep) [a= [ap [an )[a=) 


1CO OG) SO >! 


__ Dia. Dia. Tolerance 
indrical Rods_ 


4 POD Cod BS 


/ () — AATLS | AATIIS 
* Length Tolerance 40.1875", + Length Tolerance +0.125"; ¢ Length tolerance: +0.094" 


I |e IE PIE I te 
COO OO CO CO 
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Y Concrete 
Embedment 


EZ Angle® Concrete 
Embedment 


Fibergrate 
Composite Structures 


Dynaform® Fiberglass Angle 


= Leg length tolerance: +0.094" EZ Angle® Concrete Embedment—tnstall 
= Thickness tolerance: +0.010" at edge of concrete trenches to support 

= Tensile strength: 30,000 psi trench gratings. Made from a fire-retardant 
vinyl ester (VEFR) resin. 

= Temp. range: -100° to 180°F 


Y Concrete Embedment—use in place of 
steel concrete embedment angles. Install 
at edge of trenches where gratings are 
supported. Made from a fire-retardant vinyl 
ester (VEFR) resin. 

= Temp range: -100° to 180°F 


90°—Use for constructing 
structural support systems, 
including platforms, walkways, 
and equipment support. Made 
from an isophthalic polyester 
fire-retardant resin (ISOFR). 

= Temp. range: -100° to 150°F 











5 ft. L 10 ft. L 20 fi. L 
Item Item Item 
Leg Length No. No. Leg Length No. 
90 Degree “Tart ag concrete Emmodment __ 
¥_" Thick SE ee z 
Txt 4ATH7 4ATJ8 rs 7 ri 
Ya" Thick oncrete Embedment 
4ATH8 A" Thic 
4ATH9 xX 1% 
4ATJ1 OX 1% 
x1% 
3" x 3" 4ATJ2 4ATK3 
4" x 4" 4ATJ4 4ATK5 
6 x 6" 4ATJ6 4ATK7 | 
Yo" Thick 
4" x 4" — AATJ5 =|» == 4ATK6 
6 x 6" 4ATJ7 4ATK8 
Nut 
Threaded Rod 
* GRAINGER Fibergrate | 
APPROVED Hex 
Fiberglass Accessories “" 
= Threaded rod temp. range: -100° to 180°F 
Item 
Description Size Material Brand No. 
Fully Threaded ¥"-13 Thread, 4 ft. 4AUU5 
Rod —WaAothread 4it.~—SSs«N ny! Ester (VEFR) GA =—AAUU6 
Yo-13 Thread Vinyl Ester Fire-Retardant 4AUU7 
Square Nut ¥-10 Thread Resin (VEFR —AAUU8 
Yo-13 Thread 4AUV2 
Hex Nut %-10 Thread Isoplast Dynaform —AAUV3 
Y" |.D., 1%" 0.D. 4AUU9 
Flat Washer VD. 1%" 0D. Nylon AAUVI 


Fibergrate 
Composite Structures 


Safe-T-Stand® 
Portable Work 


Platforms 


= Max. weight: 300 Ib. 
= Max. temp.: 150°F 
= Green color 

= FGI-AM® resin 





Base Item 


Base 
Provide a comfortable working height for work ——Wiath_ Length _ No. 


ae 2" 25% 25%" ——AATZ8 
Stations. A/O grit platform surface with slip- 4" 25%" 2554" AATZ9 
resistant rubber feet. 6" 26%" 26%" ——4AUA 
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Cube Ball * GRAINGER 
APPROVED 
* 
fiers Foam Cord 
Foam Cubes and Balls NEOPRENE FOAM CORD SILICONE FOAM CORD 
= Open Cell Firmness @ 25%  Tenalle he Resistant to chemicals, oil, and UV Withstands a wide range of tempera 
= Charcoal : Size ; Deflection (psi) Strength (psi) No. rays. ee aan ra for Stn . 
oam Cube eat shields, fire stops, cushions, an 
Suitable fora wide range of 254 sq. in. 0.40 15 5¢cJ1 | BUNA-N FOAM CORD aifattan a anenaeie i aneetier 
lications including pack-  _3284. In. 0.40 15 sGCJ2___/ Excellent oil resistance, ideal for P 
ea 4 sq. in. 0.40 15 5GCJ3 facan} Is ne fuel long-term compression, has excellent 
aging, Polyether material that ~~“ sq. in 0.40 15 5GCJ4 orming seals in engines and tue resistance to UV rays and good resis- 
keeps its shape when pres- 7 sq. in. 0.40 15 5GCR3 systems. Also resists water, UV rays, tance to oil and chemicals 
8 sq. in. 0.40 15 5GCR6 
sure is released. Hydrolytic — Bail and mild chemicals. 
stability makes them ideal for 4" dia. 0.40 15 5GCH9 Tensile heii 
humid or wet conditions. 6" dia. 0.40 15 5GCJ0 Dia. L Strength No. 
7' dia. 0.40 15 5SGCR4 Neoprene Foam Cord 
8" dia. 0.40 15 5GCR5 Black 
3 tt. 100 psi 497K48 
15 ft. 100 psi 497K47 
ys" 30 ft. 100 psi 497K46 
100 ft. 100 psi 497K45 
300 fi. 100 psi 497K44 
3 tt. 100 psi 497K53 
WE GRAINGER 15 fi 100 psi 497K52 
APPROVED Ye" 30 ft. 100 psi 497K51 
Sili F T 100 ft. 100 psi 497K50 
300 fi. 100 psi 497K49 
ilicone Foam Tubes ODF ipo bs ag7KAs 
= 5 Ft. length 15 ft. 100 psi 497K57 
= ‘Rod Yy' 30 ft. 100 psi 497K56 
100 ft. 100 psi 497K55 
= Tensile Strength 200 (PSI) 300 ft. 100 psi 497K54 
+: 3 ft. 100 psi 497K63 
Silicone foam tube is commonly used to create seals and 15 fi 100 psi 197K62 
washers for high-heat and outdoor applications. It withstands ig" 30 ft. 100 psi 497K61 
high temperatures and has excellent resistance to UV rays. 100 ft. 100 psi 497K60 
300 ft. 100 psi 497K59 
Inside a Item 3 it: 100 psi 497K68 
Dia. Outside Dia. No. 15 ft. 100 psi 497K67 
Ya ya 497L02 yf," 30 ft. 100 psi 497K66 
cs 2 497L03 100 ft. 100 psi 497K65 
ye 1" 497104 300 ft. 100 psi 497K64 
ELS 1" 497L05 3 ft. 100 psi 497K73 
1" 12" 497L06 15 ft. 100 psi 497K72 
yp" 30 ft. 100 psi 497K71 
100 ft. 100 psi 497K70 
300 ft. 100 psi 497K69 
3 ft. 100 psi 497K77 
sf" 15 ft. 100 psi 497K76 
30 ft. 100 psi 497K75 
100 ft. 100 psi 497K74 
Bit 100 psi 497K81 
54" 15 ft. 100 psi 497K80 
30 ft. 100 psi 497K79 
100 ft. 100 psi 497K78 
3 tt. 100 psi 497K85 
rt 15 ft. 100 psi 497K84 
30 ft. 100 psi 497K83 
* GRAINGER 100 ft. 100 psi 497K82 
APPROVED Buna-N Foam Cord 
Water-Resistant Closed = 
- Ai 25 ft. 160 psi 497K96 
ater-nhesis an OSE Yea" 25 ft. 160 psi 497K97 
Vj 10 ft. 160 psi 497K98 
Cell Tool Organizer 7 10 ft. 160 psi 497K99 
Foam Sheets 1" 10 ft. 160 psi 497L01 
Silicone Foam Cord 
Se Ree 10 ft 100 psi 497K91 
i psi 
= Charcoal/Blue color Y 100 fi 100 psi 197K86 
Item 5g" 10 ft. 100 psi 497K92 
Thickness Width Length No. 100 ft. 100 psi 497K87 
i 12 12" 5GCG7 Vj 10 ft. 100 psi 497K93 
t 24" oT 5GDA2 100 ft. 100 psi 497K88 
1%" 12" 12" 5GCG5 54" 10 ft. 100 psi 497K94 
1%" 24" 27' 5GDA1 100 ft. 100 psi 497K89 
2" iz 12" 5GCG8 Vy 10 ft. 100 psi 497K95 
DR 24" ar: 5GDA3 100 ft. 100 psi 497K90 
2198 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ar T | 





GRAINGER CHOICE° RAW MATERIALS 
Find the wi. Find Solutions. Find Great Prices. Foam 





Find more sizes at Grainger.com® 











* GRAINGER 
& GRAINGER GA APPROVED 
APPROVED 7 
Water-Resistant Closed 
Water-Resistant Closed 
Cell F Cell Foam Rolls 
e oam Sheets Water-resistant closed-cell foam rolls are long sheets of synthetic material that 
Commonly used as package inserts and insulation. The foam is made up of can be cut-to-length for wrapping, packaging, and insulating applications. The 
cells that are closed off from one another to resist water penetration and foam is made up of cells that are closed off from one another to resist water 
provide thermal insulation. penetration and provide thermal insulation. 
Item Item Item Item 
Thickness __ Width Length No. Thickness _Width Length No. Thickness _— Width Length No. Thickness _— Width Length No. 
Anti-Static Polyethylene Ve irs iva 497F59 Anti-Static Polyethylene S16" Ya 20 ft. 6YLU5 
Pink i 12 iz 497G29 Pink Ae 7 50ft.  6YLU6 
Ye 12" iV 5GCE9 i 12" 12" 497F77 i 48" 550 ft. 5GDT7 Ag" Ai 50ft.  6YLU7 
eS ee ee ee et 
4 : " : : 5" : , 46" 4 5 . 6YLU9 
Yj" 24" 36" 5GDA4 i 36" 36" 497G05 EPDM Ae il 50ft.  6YLVO 
x iz 12" 5GCH2 Ae i i? 497F60 Black Ae 1%" 50ft.  6YLV1 
oe a 36 BGDAS a ! 7 497F84 Yat 36" 10ft. 49711 Ae ih 50ft.  6YLV2 
6" " " 46" " : 7 3" : ‘ Vg" " 
A | 
yf," iz 12 5GCH1 i 12" iz 497G30 Ae 36" 10ft.  497H94 Ae 42" 25 ft.  6YGK1 
7 24" 36" 5GDA9 i 12" iz 497G02 Ae 36" 10ft. _497H76 Ag 42" 72 6YGL2 
f" 12" 12" 5GCG9 i 12" 12" 497F61 A 36" 10 ft. 497H95 Ae 42" 2 6YGJO 
ik 24" 36" 5GDA8 i te" 24" 497F85 Yj 36" 10 ft.  497H77 yA i 50ft.  6YLV4 
eh 12 12 5GCHO i 12" 24" 497F67 Vj 40" 25 ft.  6YGU5 Y" i 50ft.  6YLV5 
Dh 24" 36" 5GDCO i 36" 36" 497G07 Ae 36" 10ft. _ 497J12 yy Ai 50ft.  6YLV6 
EPDM i 12" iz 497F80 yf 36" 10 ft.  497H96 Ys ye" 50ft.  6YLV7 
Black yi 12" iz 497F62 Ai 36" 10ft.  497H79 Y 7 50ft.  6YLV8 
Ye iz 12 497H80 ¥' 12: 24" 497F86 EVA i ik 50ft.  6YLV9 
Ye iz 12" 497H62 yi 12" 24" 497F68 Black yy 1% 50 ft.  6YLWO 
Ye iz 24" 497J05 yf 36" 36" 497G08 A 36" 108": 497K38 Y el 50ft.  6YLW1 
Ye ic 24" 497H86 Ai 12" iz 497F63 i 36" 108": 497K27 i a 50ft.  6YLW2 
Ye 12" 24" 497H68 Ai 12" ie 497F81 Yj 36" 108": 497K39 YA 42" 25 ft.  6YGK2 
Ye 36" 36" 497J15 Ai i iz 497G03 ' 36" 108": 497K28 yy 42" 25 ft.  6YGN4 
Yap" 36" 36" 497321 Ai 12" 24" 497F69 yf 36" 108": 497K40 i 42" 25 ft.  6YGR6 
i, iz 12" 497H63 Ai 12" 24" 497F87 Ai 36" 108": 497K29 Y; 42" is 6YGJ1 
i 12" 1 497H81 Ai 36" 36" 497G09 Ai 36" 108" 497K41 Y 42" 72" 6YGP5 
a 12" 12" 497H99 1" 12" iz 497F94 7 36" 108" «497K42 i 42" 7 6YGL3 
i 12" 24" 497H69 ik 12" iz 497F97 7 36" 108": 497K30 i yf" 50 ft.  6YLW3 
a i 24" 497H87 ik 12" 24" 497F95 ih 36" 108": 497K31 i Ai 50ft.  6YLW4 
i iz 24" 497J06 T 12" 24" 497F98 ik 36" 108": 497K43 Hf yf" 50 ft.  6YLW5 
a 36" 36" 497J16 Polyethylene Hydrin ¥' Ys! 50ft.  6YLW6 
Ag" iz 12" 497H82 Blue Black 3 1" 50ft.  6YLW7 
Ae iz 12" 497J01 ca 24" 54" 5GDK4 Ye 38" 68" 6YGZ2 x 1% 50ft.  6YLW8 
Ag iz 12" 497H64 Charcoal i 38" 52" 6YGZ3 x bh 50ft.  6YLW9 
Ag iz 24" 497J07 i 24" 18" 5GCR7 ¥' 38" 52" 6YGZ5 x ch 50 ft.  6YLXO 
Ae 12" 24" 497H70 i 24" 54" 5GDKO Neoprene x 42" 25 ft.  6YGN5 
Ae 36" 36" 497J17 % 24" 18" 5GCR8 Black x 42" 25 ft.  6YGK3 
A" i 12" 497H83 Fe 24" 54" 5GDK1 Ye 36" 10 ft. _ 497F88 H ae es 6YGL4 
Ys" 12" 12 497H65 Ai 24" 18" 5GCR9 Ae 36" 10 ft.  497F70 F 42" 72" 6YGJ2 
i i 12" 497J02 Ai 24" 54" 5GDK2 i 36" 10 ft. 497F71 Ae 42" To 6YGL5 
YA ie 24" 497H89 7 24" 18" 5GCT2 i 36" 10 ft. 497F89 yy Ai 50 ft. 6YLX1 
i ie 24" 497H71 7 24" 54" 5GDK3 i 42" 72" 6YGW2 VA ye" 50ft.  6YLX2 
Yi 36" 36" 497J18 ik 24" 18" 5GCT0 i 42" 72" 6YGV5 Ai Ys! 50ft.  6YLX3 
Ae 36" 36" 497J22 ik 24" 54" 5GDK5 Ae 42" (Pe 6YGV6 i i 50ft.  6YLX4 
' 12" 12" 497H66 2 24" 18" 5GCT1 Ae 42" 72 6YGW3 VA 1%" 50 ft. 6YLX5 
a y : : re = es 48" 54" 5GDLO is - ie 7 sorlaes Va hy 50 ft.  6YLX6 
g : : ite 4 j t._ 497F91 Aa a 50ft.  6YLX7 
i iz 24" 497H72 z 48" 54" 5GDL1 vj 42" 25ft.  6YGVO VA 42" 25 ft.  6YGK4 
ee aT Chae a a 3 a ie Cr 
p : y arcoa 4 : y Q' : is 6YGP7 
iy iz 12" 497H67 i 12" iz 5GCF2 ¥' il 25 ft.  6YGX6 VA 42" 72" 6YGJ3 
VA iz 24" 497H91 i 12" 12" 5GCF1 yf e 25 ft.  6YGX7 yf," 42" 25 ft.  6YGN7 
VA iz 24" 497H73 i 12" i 5GCF5 yf 36" 10ft. _ 497F74 7 42" 12 6YGJ4 
yy 36" 36" 497J20 Ai 12" i 5GCF4 ¥' 42" 72. 6YGV8 Ys" 42" es 6YGP8 
EVA 7 12" 12" 5GCJ6 yf 42" 72" 6YGW5 il 42" 25 ft.  6YGK6 
Black mii i iz 5GCJ5 Ai ik 25 ft.  6YGX8 ik 42" ro 6YGJ5 
a iz 2" 497K02 Silicone Ai a 25 ft.  6YGX9 ik 42" (2 6YGP9 
i iz 12" 497K14 Orange Ai 36" 10 ft. 497F75 T 42" is 6YGL7 
i 36" 36" 497K20 Ys 12" iz 396045 Ai 36" 10 ft. _ 497F93 1" 42" 72" 6YGRO 
i 36" 36" 497K08 i 12" iz 39F949 Ai 42" 25ft.  6YGV2 17" ae 7 6YGJ6 
yy 12" 12" 497K03 Ai 12" es 39F950 Ai 42" 72" 6YGW6 1%" 42" 72 6YGJ7 
yy 36" 36" 497K21 i 36" 36" 396048 Ai 42" es 6YGV9 1H" 42" es 6YGR1 
yy 36" 36" 497K09 Ae 12" 12" 39F953 Ya 42" 72 6YGW7 bh 42" 72 6YGJ8 
x iz 12" 497K04 Ae 12: iz 39G051 Ya 42" 72" 6YGWO a 42" ri 6YGNO 
x 36" 36" 497K10 Ae 24" 24" 39F956 ik 36" 10 ft. 497F99 z 42" 72" 6YGR2 
—— ee od ee ee ee 
2" : : q : : y j 5 tt. 5 Black 
VA iz 12 497K17 i 24" 24" 39G059 ih 42" 25 ft.  G6YGV4 Ve 40" 68" 6YGY4 
VA 36" 36" 497K11 i 24" 24" 39F959 ft" 42" (Pe 6YGW8 i 40" 68" 6YGY5 
A 36" 36" 497K23 yf 12" iz 39F962 Neoprene/EPDM/SBR YA 40" 68" 6YGY6 
yf," (a 12" 497K06 yi 24" 24" 39F963 Black I 40" 68" 6YGY7 
yf," 12" i 497K18 Ai 12" iz 39F965 Ye 42" 25ft.  6YGJ9 Silicone 
7 36" 36" 497K12 Ai 12" iz 39F966 Ye 42" 72 6YGH8 _——Red 
7 36" 36" 497K24 Ai 12 iz 39G069 Ye 42" 72 6YGP2 Te 36" 10 ft. _ 497G61 
il 1" 12" 497K07 Ai 24" 24" 39G071 i 1H" 50ft.  6YLU2 i 36" 10 ft. _ 497G62 
ik ips 1 497K19 Ai 24" 24" 39G070 i 2" 50ft.  6YLU3 yy 36" 10 ft. 49764 
ile 36" 36" 497K13 Viton i 3" 50ft.  6YLU4 Hi 36" 10 ft.  497G65 
ile 36" 36" 497K25 Black i 42" 25 ft. 6YGN2 Vinyl Nitrile 
Neoprene i 6" 6" 497J26 i 42" 25 ft.  6YGKO Black 
Black i 12" 24" 497J28 i 42" 72 6YGH9 Ys 54" 72" 6YHA3 
Ye iz 12" 497F58 A 12" iz 497J33 i 42" 72" 6YGL1 a 54" ris 6YHA4 
Ye iz 24" 497F64 Ai 42" es 6YGP3 i 54" es 6YHA5 
Ye 36" 36" 497G04 7 54" i 6YHAG6 
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Cross Linked ; 

Foam Sheets APPROVED 
Chemically Cross-Linked Polyethylene Foam 
is an extremely fine-celled foam, ideal for 
thermal insulation, construction expansion 
joints and industrial gaskets. It is also used as 
packaging and in flotation equipment, with its 
low moisture permeability and high buoyancy. 














Item 
Thickness Width Length No. 
Polyethylene 
Black 
Ve" 48" 48" 20JL35 
VA 12° 24" 20JL37 
Ya" 24" 24" 20JL43 
Ya" 24" 24" 20JL38 
Ya" 24" 48" 20JL39 
Ya" 24" 48" 20JL44 
Ya" 48" 43" 20JL40 
Va" 43" 96" 20JL41 
Ye" 12’ 24" 20JL52 
Ye" 24" 24" 20JL53 
¥y 24" 48" 20JL49 
¥e" 48" 48" 20JL50 
Ye" 48" 96" 20JL51 
yA" iP 24" 20JL62 
yp" 24" 24" 20JL63 
yp" 24" 24" 20JL58 
yp" 24" 48" 20JL64 
yp" 24" 48" 20JL59 
yp" 48" 48" 20JL65 
yp" 48" 48" 20JL60 
yp" 43" 96" 20JL66 
yp" 43" 96" 20JL61 
Yq" 12" 24" 20JL67 
Yq" 48" 43" 20JL75 
Yq 43" 96" 20JL71 
1" 24" 24" 20JL83 
1" 24" 48" 20JL84 
1" 24" 48" 20JL79 
il 48" 48" 20JL80 
1" 48" 96" 20JL81 
1 48" 96" 20JL86 
Blue 
Ya" 24" 24" 30WM45 
Ya" 24" 48" 30WM63 
Ya" 24" 43" 30WM48 
Ya" 48" 48" 30WM66 
Ya" 48" 48" 30WM51 
Ye" 24" 24" 30WMS90 
yy 24" 48" 30WM78 
yp" 24" 48" 3OWN24 
yp" 24" 43" 3OWNO9 
yp" 43" 96" 3OWN30 
yp" 43" 96" SOWN15 
Yq" 24" 48" SOWN54 
Yq 43" 96" SOWN45 
1" 24" 48" SOWN82 
1" 43" 96" 3OWN75 
1" 43" 96" SOWN86 
Charcoal 
Vp" 24" 24" 5GCT6 
yp" 48" 48" 5GDG7 
Yq 12° 12" 5GCK1 
il 12" 12" 5GCJ9 
1" 12" 12" 5GCK5 
1" 24" 24" 5GCWO 
1" 24" 24" 5GCV4 
1" 48" 43" 5GDH7 
1'"%e6' 24" 24" 5GCV2 
11% 6" 48" 43" 5GDH5 
Red 
Ye" 43" 96" 30WM25 
Ya" 24" 48" 30WM49 
Ya" 24" 48" 30WM64 
Ya" 48" 43" 30WM67 
Ya" 43" 96" 30WM55 
yp" 24" 48" 3OWN10 
Ys" 43" 96" 3OWN16 
1" 48" 438" 3OWN73 
White 
yp" 48" 48" 5GDG8 
11%e' 24" 24" 5GCV9 
116 48" 43" 5GDJ2 
Yellow 
Ye" 48" 96" 30WM41 
yp" 24" 48" 3OWN11 
YA" 43" 96" SOWN17 
Yq" 48" 48" SOWN61 
¥4" 43" 96" SOWN47 
il 43" 96" SOWN77 
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APPROVED 


Open Cell 
Foam Sheets 


Made to be soft and breathable, open cell 
foam can be utilized for a wide range of 


* GRAINGER 
APPROVED 


Open Cell 
Foam Strips 


Synthetic material that can be cut-to-size for packaging, cushioning, 
and insulation applications where water-resistance isn't needed. 
Excellent shock absorption and sound insulation. Microcellular 
Polyurethane foam has excellent compression set resistance that will 
not break down with repeated use. 








applications such as packaging, pillows, Item Item 
PP a g 9 P Thickness Width Length No. Thickness Width Length No. 
mattresses and sound insulation. Microcellular Polyurethane Polyurethane 
Item Black Black : 
Thickness Width Length Density No. is : 10 ft. 49773 fs 2 ie aaa 
Anti-Static Polyurethane ue # 10 ft. 497476 fs i ; (2 4975 
ra A 
Val ft D 8 
Bain — 241A lboutt pects | etary 20 a 
Ve 54in 82in 1.4 Ib/cuft 5GDL4 Ls _ ae fa, T (2"_ 497J93 
1 36in 36in 1.4 Ib/cuft 5GDD1 x Ya 10 ft. 497J81 fe. ih (2" 497466 
1 54in _82in 1.4 Ib/cuft_ 5GDL7 78 £101. 497404 f2 ib fo" 49754 
1H" 54in 82in 1.4 lb/cuft 5GDL3 a 2 ae f2 2 (2"_ 497J58 
Polyester AA, % 10 ft. 497 J88 Yo 2" 72" 497370 
ae a 
Vf" i i : 
1 ——4sin—b4in—2ibjout —s@pL2 | __/@ TOR argo. ag 
Pharcoal Ys Vp 10 ft. 497/91 2 2' 72° 497J60 
7; {2 in {2 in 3 Ib/cuft 5GCG3 7 ik 10ft.  497J94 2 2 fz 497572 
ye 24in 24 in Sib/cuft_ 5GCU4 Lt a, veal. 
Yi 2din 24 in 2 Ib/cuft__ 5GCUS es ee eee 
VA 94 in 7) in 3 Ib/cuft  5GDN3 fe 7 10 ft. 497J97 2M 2M 42 5GCU7 
ye" 24in 72 in 2 Ib/cuft__ 5GDC9 es Se 
VA 36 in 36in  2\b/cuft  5GDN4 V2 2 10 ft. 497K01 
yj" 12in 12in  3lb/cuft 5GCPO 
yj" 24in 72in  3lb/cuft 5GDR3 
yj" 24in 72in  2\b/cuft 5GDF7 
T 12in 12in  2lb/cuft  5GCP7 
ck 12in 12in  3lb/cuft  5GCP1 
1 24in  24in  3lb/cuft  5GCZ0 
1 24in  24in  2\b/cuft 5GCZ6 
1 24in 72in  2\b/cuft  S5GDF8 
1 24in 72in  3lb/cuft  5GDR4 
1 36 in 36in  2\b/cuft 5GDTO 
il 36 in 36in  3lb/cuft 5GDF2 
TH" -24in  24in  3\lb/cuft  5GCZ1 
14" 24in  24in 2\b/cuft  5GCZ7 
14" 24in 72in  3\lb/cuft 5GDR5 
14" 36 in 36in 2Ib/cuft 5GDT1 
va 12in 12in 2.8\b/cuft 5GCP3 
wh 12in  12in 2/lb/cuft 5GCP9 
.”Ddin 24in 3lb/cuft 5GCZ2_ | ‘p=ysycraincer 
2. a in Ss in ; ecu i panne APPROVED 
2 24 in 72 1n cuft 5 = 
2 d4in —72in 2 ib/out sadco- | Microcellular Foam Sheets 
ee 
. in in cu ft iti : mores- 
> Sat a eRe? For repetitive use Designed for long period of compres 
3" o4in72in 2 Ib/cuft. 5GDG1 | sion and shock absorbtion. Ideal inside devices and 
3 36in —386in = =2tb/cuft SGDT3 nt h hon rs. and helmets. 
q ban = Sin oie SGc7d | “oo eel anole 
4" 24 in 72 1n 3 lb/cuft 5GDR8 Adhesive Plain 
4" 24 in 721n 2 \b/cuft 5GDG2 Item Item 
4" 36 In 36in 2{b/cuft S5GDT4 Thickness Width Length No. No. 
Natural Poron Microcellular Urethane 
4in 72in 2.8lb/cuft 5GDP8 | Black 
1 24in 72in 2.8\b/cuft 5SGDN6 Yaa" 12" 12" 130458 130455 
y 12in 12in 2.8lb/cuft 5GCL5 Yaa" 24" 24" 130459 130456 
2 24in 72in 2.8lb/cuft 5SGDN8 Yaa" 54" 36" 130460 130457 
2 24in 72in 2.8lb/cuft S5SGDRO Vg 12" 12" 130464 130461 
3 24in 72in 2.8lb/cuft 5GDR1 Vg 24" 24" 130465 130462 
ri 24in 72in 2.8lb/cuft 5GDP6 re 54" 36" 130466 130463 
24in 72in 2.8lb/cuft 5GDPO yp" iva 12" — 130467 
4" 36 in 36in 2.8lb/cuft 5GDFO A 54" 36" 130472 — 
Silicone 6" iv 12" 12M690 12M687 
White He ie 12" 12M715 12M712 
Ye 12in _‘12in —__ 20Y066 He" 24" 24" 12M691 12M688 
Ye’ -24in 24 in —~ 207067 He 24" 24" 12M716 12M713 
Ye’ -2Ain 24 in —__ 207068 He" 54" 36" 12M717 = 
Ye 36in  36in —~__ 207069 A 12" 12" 13C470 130473 
Yer 36in 36in —~_ 20070 vA 12" 12" 130440 12M718 
Ae -2din 24 in —_ 20Y095 vA (Ps (Pa 12696 12M693 
vA 24in  24in —~_ 207080 vA 24" 24" 12M697 12M719 
vA 36 in 36in —_ 20Y081 vA 24" 24" 130471 12M694 
vA 36 in 36in —__ 20Y082 vA 24° 24° — 130468 
75" 12in _12in —_20Y106 vA 54" 36" 130442 130469 
75" 12in  12in —~__20Y107 vA 54" 36" 130478 — 
75" 24in 24 in —__ 20Y108 Fe" 12" 12" 130446 12M699 
75" 24in 24 in —_20Y109 Fe" 12" 12" 12M703 130443 
V5" 36 in 36in —__20Y110 Fe" 24" 24" 130447 130444 
9" 24in  24in —__20Y103 V5" 54" 36" 130448 — 
Va 36 in 36in —_20Y105 vA iv 12" 130452 130449 
V4 36 in 36in —_20Y104 A 1 12" 12M709 12M706 
ih 12in  12in —__ 20089 vA 24" 24" 130453 12M707 
ih 12in  12in —~_ 207090 vA 24" 24" 12M710 130450 
T 24in  24in —~_20Y091 A 54" 36" — 130451 
il 24in  24in —__ 20Y092 vA 54" 36" — 12M708 
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RAW MATERIALS 
Rubber 
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Rubber Information 


The specific type of rubber you need is determined 
upon your application, and depends upon: 
= Durometer (Duro.)/hardness 
= Tensile strength 
= Elongation (Elong.) 
= Temperature range 
= Resistance to chemicals, 
abrasion, and the elements 


DEFINITIONS 

Durometer (Duro.)/Hardness—Elastomer material hard- 
ness is referred to as “durometer” and is measured on the 
Shore scale (e.g., durometer: 70 Shore A). The higher the 
durometer number, the harder the material. 

Elongation (Elong.)—The measured percent increase in 
original length of a specimen when it breaks. 

Tensile strength—Measured in psi, tensile strength is the 
amount of force the material can withstand before rupturing. 


Rubber is frequently used in auto- 
motive and industrial machinery 
components, medical supplies, and 
building materials, as well as in 
vibration-dampening and leveling 
applications. Its elastic properties also 
make rubber ideal for a wide variety 
of sealing and insulation applications. 


—=> 


Plain-Backed 
Sheet & Strip 





Adhesive-Backed 
Sheet & Strip 





RUBBER COMPARISON CHART FOR SHEETS, STRIPS, AND ROLLS 
Note: For edging, see page 2206. For grommets, see page 2207. 


Grommet 


Edging 








RESISTANCE TO: 
Tensile Max. 
Page Strength Elongation Temp. Adhesion Compression Corrosion/ Weather 
Material No. Durometer (psi) (%) (°F) to Metals Set Abrasion Chemical Electrical Flame Impact Oil Solvent Tear Resilience Aging 
40A 1500 500 
Buna N - High 530A 1500 400 Good/ Good/ F ‘ Good/ Good/ F 
Grade 2202 eon 1500. 300.~«2°-—« Excellent «= °°4~—Ss Excelent «= Fair, «= Poor = Poor = Fair excellent Excellent Fait/Good Good —- Poor 
70A 1500 250 
40A 800 400 
Buna N - 50A 1000 300 Good/ Good/ : : Good/ Good/ é 
Commercial Grade 2222 ~~ 60a 1000 900 220 Excellent [04 Excellent ‘Fal Poor Poor = Fair exellent Excellent Pa'/Good Good Poor 
70A 1000 200 
EPDM-General- 5994 = g0ASsi«‘w1Q00—Ssté<“‘<i«éC 0SSt«é 8 ‘Fito ~~ Govtord Good Good Fair =P Fair =P Poor Poor/Fair Good Excellent 
Purpose Grade air/Goo 00 00 00 air oor air oor oor Poor/Fair 00 xcellen 
eaumrenn ere 2204 40A 3000 600 140 Excellent Excellent Excellent Fair ‘Excellent Poor Excellent Poor Poor Sea Excellent Poor/Fair 
eon ae 9204 60A 1500 350 220 Excellent Fair Boe Good Good Good fair Fair/Good Fair/Good Fair/Good Fair ‘Excellent 
30A 1200 450 
Neoprene - ae Jou ull Good/ Good/ F 
High Grade 2203 50A 1500 350 225 Evnelene Good Eveellent Fair Poor Good Good Fair/Good’ Fair  Fair/Good Excellent Good 
60A 1500 300 
70A 1500 200 
30A 1000 350 
Neoprene - 40A 1000 350 Good/ Good/ , , , ‘ 
Commerncehernde 2203 50A 1000 350 170 Eveellent Good Ee relent Fair Poor Good Good Fair/Good Fair  Fair/Good Excellent Good 
60A 1000 250 
ees 2203 50A = 1200 «S500, 220 p00 Gogg «= GOK Fair ~=»s Poor:~=« Good ~= Good ‘Fair/Good Fair Fair/Good Excellent Good 
30A 550 100 
Silicone - 40A 550 350 ; . . : . 
Ganamencaieraie 2205 50A 500 350 400 Good Good Poor/Fair Fair Good Fair Fair Poor/Fair Poor Poor Good Excellent 
60A 500 200 
SBR Black Good/ 
- General- 2205 70A 800 150 170 Excellent Good eveellent Poor Poor Poor Excellent Poor Poor Fair/Good Good  Poor/Fair 
Purpose Grade 
Erne icra 2205 70A 400 150 170 Excellent Good Sei Poor Poor Poor Excellent Poor Poor Fair/Good Good  Poor/Fair 
cee 2204 70A 800 200 400 Good Good Good Good Good Excellent Poor Excellent Excellent Good Fair t00d! 









No. 6YHF1 


Fabric-Reinforced Rubber Sheets [=./EmnieSa@Co. es 


= Temp. range: -20° to 180°F = Commercial grade = Plain backing type 


N 
RSA 


= Tensile strength: 1500 psi - Neoprene, 600 psi- SBR = Smooth surface Meet ASTM standards. 
1 ft. x 12" 1 ft. x 24" 1 ft. x 36" 5 ft. x 36" 10 ft. x 36" 
Item Item Item Item Item 
Thickness No. No. No. No. No. 
Neoprene, Durometer 60A, Elongation 230%, Black 
Ye 6YHE7 6YHE8 6YHE9 6YHFO 6YHF1 
Ye" 6YHF2 6YHF3 6YHF4 6YHF5 6YHF6 
Ye" 6YHF7 6YHF8 6YHF9 6YHGO 6YHG1 
Ya" 6YHG2 6YHG3 6YHG4 6YHG5 6YHG6 
SBR, Durometer 60A, Elongation 450%, Black 
Ye 6YHG7 6YHG8 6YHG9 6YHHO 6YHH1 
Ye" 6YHH2 6YHH3 6YHH4 6YHH5 6YHH6 
Ya" 6YHH7 6YHH8 6YHH9 6YHJO 6YHJ1 
Ya" 6YHJ2 6YHJ3 6YHJ4 6YHJ5 — 
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RAW MATERIALS 
Rubber 
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Buna N Rubber Sheets 


= Commercial grade: meet ASTM D2000 BF standards 

= White food grade: made with FDA-approved ingredients 
= High grade: meet ASTM D2000 BG standards 

= Additional sizes available, goto grainger.com 




















PLAIN | ADHESIVE PLAIN | ADHESIVE PLAIN | ADHESIVE PLAIN | ADHESIVE 
Rubber BACKING | BACKING Rubber BACKING | BACKING Rubber BACKING | BACKING Rubber BACKING | BACKING 
Thickness Duro. | Item No. | Item No. Thickness Duro. | Item No. | Item No. Thickness Duro. | Item No. | Item No. Thickness Duro. | Item No. | Item No. 
Rubber Sheet, Commercial Grade, Black VY" 40A 1XYC4 — 12" x 2 ft. 4" x3 ft 
12" x1 ft YA" 50A 1XYK1 a Ye" 40A 1DRA7 —_ Ye" 40A — 1TXG5 
Ye" 40A 1XWZ7 — Ya" 70A 1XZC4 1TYF7 1" 60A 1DRT7 — Ye" 70A — 1TYH7 
Ye" 60A — 1TXU4 Ye" 60A 1XYU8 — 12" x 3 ft. Ya" 40A — 1TXG9 
¥32" 50A — 1TXJ8 Ya" 40A 1XYC6 1TXE9 Ye" 40A 1DRB6 — Ya" 70A 1XZE6 1TYH9 
Ye" 40A 1XWZ9 1TXC3 yp" 70A 1XZC6 1TYF9 Ye" 40A 1DRB8 = yp" 40A — 1TXH2 
Ye" 50A 1XYG6 — 4" 40A 1XYC7 — He 60A 1DRU3 — yp" 50A — 1TXR8 
Ye" 60A 1XYR3 1TXU6 1 70A 1XZC8 — Ya" 60A — 1TWN4 yp" 60A 1XYY2 1TYB5 
Ye" 70A 1XYZ9 36" x 3 ft. Ya" 70A 1DTB1 — yy" 70A 1XZE8 — 
Ya" 40A 1XYA2 — Yq" 40A 3EFV6 — Ya" 70A 1DTB3 — 4" 70A 1XZE9 — 
Ya" 70A 1XZA2 — 4" 50A SEFW7/ — 4" 60A 1DRU7 — 1" 60A 1XYY4 1TYB7 
Ya" 60A 1XYR7 — 1" 60A SEFX5 — 1 70A 1DTB5 — 6" x 3 ft. 
Yq 40A 1XYA5 — Rubber heel, FDA Grade, White Rubber stn, Commercial Grade, Black He" 50A 1XYP3 — 
uli 40A 1XYA6 — 12" x1f 2'x3 ft ¥" 70A 1XZF8 — 
1" 70A 1XZA6 — Vie" 60A 1TVK5 1TVH8 Ve" 40A — 1TXF4 Rubber Strip, FDA Grade, White 
12" x 2 ft. i oe Ye _——s«60A_sC|_sOATVK8 — Ve" 40A 1XYD3 1TXF6 2'x3 ft ft. - ao 
Vso" 40A — 1TXD1 Ya" 60A 1TVL5 — Ye" 50A — 1TXP3 Ve 660A 1TVL9 
Ye" 40A 1XYA8 — 12" x 2 ft. Ye" 60A — 1TXZ9 Ye" 60A {TVR7 1TVN3 
Ye" 70A 1XZA8 — Ye" 60A 1TVL8 — Ye" 70A — 1TYG6 V6" 60A — 1TVN6 
¥32" 40A 1XYA9 — Ye" 60A 1TVN2 1TVJ8 He" 40A — 1TXF7 Ya" 60A 1TVT4 1TVN9 
¥32" 60A 1XYT3 — Ya" 60A 1TVN7 — He 70A — 1TYG7 4" x 3 ft 
Ye" 40A 1XYB1 — 12" x 3 ft Ya" 40A — 1TXF8 Ye" 60A — 1TVP3 
Ye" 50A 1XYH7 — Ye" 60A 1TVP1 — Ya" 50A — 1TXP5 Ye" 60A 1TVT9 1TVP6 
Ye" 70A — 1TYE4 Ye" 60A 1TVP4 1TVK9 Ya" 60A — 1TYA2 Ya" 60A — 1TVR2 
He 40A 1XYB2 — He 60A 1TVP7 1TVL3 Ya" 70A — 1TYG8 6" x 3 ft. 
Ya" 40A 1XYB3 — Ya" 60A 1TVR1 1TVL6 yp" 40A 1XYD7 — Ye" 60A — 1TVR5 
Ya" 50A 1XYJ2 Rubber Sheet, High Grade, Black yp" 50A — 1TXP7 Ye" 60A 1TVU8 1TVR8 
fq 60A —_ 1TXY3 12" x1 ft Y" 60A —_ 1TYA4 Rubber Strip, High Grade, Black 
12" x 3 ft. Ye" 40A 1DPZ4 — yp" 70A — 1TYH1 2'x 3 ft. 
Ye" 40A 1XYB9 1TXE3 ¥30" 50A 1DRG2 — Yq" 60A — 1TYA5 V6" 70A — 1TWZ1 
Ye" 50A — 1TXL9 Ye" 40A 1DPZ6 — 4" 70A — 1TYH2 Ya" 70A — 1TWZ2 
Ye" 60A 1XYU3 1TXY6 Ya" 40A 1DPZ8 — yp" 70A 1DTC4 1TWZ4 
Ye" 70A 1XZB9 1TYF3 ik 40A 1DRA3 — 4"x 3 ft 
¥30" 40A — 1TXE4 4" 40A 1DRE6 — 
Ye" 40A 1XYC2 1TXE5 
Ye" 50A 1XYJ8 — 
Ye" 60A 1XYU5 1TXY8 
Ye" 70A 1XZC2 1TYF5 
Buna N Rubber Rolls ety 
= Commercial grade: meet ASTM [= JEMnes <2 5. 
D2000 BF standards PLAIN 
= White food grade: made with Rubber BACKING 
FDA g : ‘ PLAIN Thickness Duro. Item No. 
“approved ingredients Rubber BACKING 36" x 15 ft. 
= High grade: meet ASTM D2000 BG standards sLhickness Duro. Item No. a8 25 ft. 60A 6RUFO 
= Additional sizes available, goto grainger.com 3A" : 50A 3EFW8 V, 60A 6RUES8 
Ye" 70A 3EFZ1 36" x 40 ft 
PLAIN PLAIN 36" x 24 ft. Ya" 60A SEEV1 
Rubber BACKING Rubber BACKING Ya" 40A SEFV1 36" x 50 ft. 
Thickness Duro. Item No. Thickness Duro. Item No. YA 50A SEFW2 Ve 60A SEEV2 
Rubber Roll, Commercial Grade, Black Ye" 70A 6VNV3 YA" 60A 3EFX3 Rubber Roll, High Grade, Black 
36" x 10 ft. _ Y" 40A 6VNP5 Ya" 70A SEFY4 36" x 10 ft. 
Ve 40A 6VNRO yy" 50A 6VNR5 36" x 25 ft. Ve 40A 6VNXO 
Ae S0A 6VNTO Ve 60A 6VNTS “Ae 40A 6VNP4 a 0 70A 6VNYO 
ve 60A 6VNUO Y;" 70A 6VNU5 Ye" 50A 6VNR4 36" x 15 ft. 
Ve 70A 6VNVO 36" x 12 ft. Ye" 60A 6RUF2 330" 50A 6VNZ1 
Ya" 40A 6VNP7 Y," 40A 3EFU8 Ye" 60A 6VNT4 Ye" 70A 6VNX8 
Ya" 50A 6VNR7 VY" 70A SEFY2 Ye" 70A 6VNU4 36" x 40 ft. 
Ya" 60A 6RUF3 36" x 15 ft. 36" x 50 ft. Ve 70A 3EGD8 
Ya" 60A 6VNT7 32" 40A 6VNR1 Yao" 40A 6VNP6 36" x 50 ft. 
Ya" 70A 6VNU7 5/32" 70A 6VNV1 Yo" 60A 6VNT6 Yao" 70A 6VNX6 
Ye" 40A 6VNR3 Ve" 40A 6VNP8 Yao" 70A 6VNU6 Ye" 50A 3EGE7 
Ye" 60A 6VNU3 Ve" 50A 6VNR8 Rubber Roll, FDA Grade, White Ye" 60A 3EFZ6 
Ve" 60A 6VNH1 36" x 10 ft. Ye" 70A 3EGD6 
Ve" 60A 6VNT8 Ve" 60A 6RUF1 36" x 100 ft. 
Ye" 70A 6VNU8 Ya" 60A 6RUES Ye" 70A 3EGD1 
rot Butyl Rubber [2.JemneseGoa 
=» Meets ASTM D2000 AA standards 
12" x 3 ft. 12" x 2 ft. 12" x 1 ft. 6"x 3 ft. 4" x 3 ft. 2°x 3 ft. 
Plain |Adhesive| Plain |Adhesive| Plain |Adhesive)| Plain |Adhesive Plain |Adhesive| Plain | Adhesive 
Backing | Backing | Backing | Backing | Backing | Backing | Backing | Backing | Backing | Backing | Backing | Backing 
Item Item Item Item Item Item Item Item Item Item Item Item 
Rubber Thickness Duro. No. No. No. No. No. No. No. No. No. No. No. No. 
Commercial Grade, Black 
Ye" 60A 1XWV3 | 1XWY3 | 1XWUS | 1XWX9 | 1XWUG | IXWX6 | 1XWX3 | 1XWZ3 | 1XWV9 | 1XWY9 | 1XWV6 | 1XWY6 
Ye" 60A IXWV4 | 1XWY4 | 1XWV1 | 1XWY1 |) 1XWU7 | 1XWX7 | 1XWX4 | 1XWZ4 | 1XWX1 | 1XWZ1 | 1XWV7 | TXWY7 
Ya" 60A IXWV5 | 1XWY5 | 1XWV2 | 1XWY2 | 1XWUB | 1XWX8 | 1XWX5 | 1XWZ5 | 1XWX2 | 1XWZ2 | 1XWV8 | 1XWY8 
Item Item 
Rubber Thickness Rubber Length No. Rubber Thickness Duro. Rubber Length No. 
Commercial Grade, Black 36" Roll Ye" 60A Tote 6VNH1 
Ye" 60A 25 tt. 6RUF2 YA" 60A 10 ft. 6RUF3 
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Find the yy. Find Solutions. Find Great Prices. Rubber 
ee eee 9 
ubber ubber = = ez rs 
pulekness Dato. Hem fo tem No. pulekness Ou m Hem We Item No. [o JemiesaGoa. FER Se 
ubber Sheet, Commercial Grade, Blac ubber Sheet, rade, White 
12" x1 ft. 12"x1 ft. 
ie" 30A | 1MUNG Ho" 50A | 1MXD1 Neoprene Rubber Sheets 











Ve 30A 1MUN8 — Ve 50A 1MXD3 —_ . 
ee SOR} IMU = tr 2O MND = Commercial grade: meet ASTM 
Ae 30A | 1MUNS = oe eg DOA AMXE2 = D2000 BC standards 
YA" 30A 1MUP1 — 12" x 2 ft. . j . j 
YA 60A 1MVP1 1MRX5 Ve 50A 1MXF2 — White food grade: mad e with 
3h" 30A 4MUP2 1DXD1 Als om ut — FDA-approved ingredients ; 
Y;" 30A 1MUP3 — iy" a _— = Hi : 
‘ei On wi apa a 2 IME = gh grade meet ASTM D2000 BC standards 
A" 60A 1IMVP3 = yy 50A 1MXG1 = = Additional sizes available, goto grainger.com 
yy" 70A 1MTR1 — 12" x 3 ft. 
5/4" 30A 1MUP4 — Ye 50A 1MXG7 — PLAIN | ADHESIVE PLAIN | ADHESIVE 
ya" 70A 1MTR2 — 39" 50A 1MXG9 — Rubber BACKING | BACKING Rubber BACKING | BACKING 
1" 30A 1MUP5 _— Ye" 50A 1MXH2 _— Thickness Duro. | Item No. | Item No. Thickness Duro. | Item No. | Item No. 
1" 60A 1MVP5 — Ve" 50A 1MXH4 — Ve" 40A 1MVC3 — 6"x 3 ft. 
1" 70A 1MTR3 — VA" 50A 1MXH6 — Ae" 30A — 1DXF9 Ye 30A — 1DXH8 
12" x 2 ft. 37" 50A 1MXH8 — Ve" 50A — 1MRU2 Yq 60A 1MWF1 — 
Ye 30A 1MUP6 — yy 50A 1MXJ1 — Ae" 60A — 1MTA5 Ye" 50A 1MVN2 1MRW6 
Ye 60A 1MVP6 — ya" 50A 1MXJ3 — Zi 30A 1MUW2 1DXG1 Y;" 30A — 1DXJ5 
Y 30A 1MUP8 — ile 50A 1MXJ5 — YA 40A — 1MRJ9 Y;" 60A 1MWF5 — 
VY 50A 1MVG5 — Rubber Sheet, High Grade, Black Yar 50A 1MVJ8 1MRU3 il 50A 1MRW9 
VY 60A 1MVP9 — 12" x 1 ft YA 60A 1MVZ6 1MTAG Rubber Sin, High Grade, Black 
Y" 30A 1MUR1 — VY" 60A | 1DVT8 — ye" 50A — 1MRU4 2" x3 ft 
VY" 40A 1IMVA4 — 5/4" 30A 1DTU9 — ¥e 60A — 1MTA7 Ye 30A — 1DUF7 
VA" 60A 1MVR4 — 5/4" 70A 1DWK3 — Vy 30A — 1DXG3 Ve 40A — 1DVB1 
il 50A 1MVH2 — ik 60A 1DVU7 — VY 60A — 1MTA8 Ve" 30A — 1DUG4 
1" 60A 1MVT3 — ik 70A 1DWK5 — V4 60A — 1MTA9 Ve 70A — 1DWZ7 
12" x 3 ft. 12" x 2 ft. il 30A — 1DXG5 Va 40A — 1DVB9 
Ye 30A 1MUR6 — Ve" 70A 1DWL4 — 1" 50A — 1MRU7 Va 60A — 1DWJ2 
Ye 60A — 1MRZ1 Y," 70A 1DWN1 — il 60A 1MWA5 — V4 70A 1DWT6 1DWZ9 
5a" 30A 1MUR7 —_ 12" x 3 ft. 4"x 3 ft. Ye" 50A — 1DVT3 
Ye 30A 1MUR8 1DXE7 Ye" 30A 1DTW2 1DUB6 Ye 40A — 1MRK6 VY" 30A — 1DUK7 
Ve 40A 1MVB2 1MRH6 Ve 70A 1DWP2 — Ve 30A 1MUX1 1DXG9 Yj" 40A — 1DVC4 
Ye 60A 1MVT9 1MRZ3 VA" 60A 1DWA7 — Ye 40A 1MVD4 1MRK8 VY," 50A — 1DVT5 
Ye" 70A 1MTR6 — Va" 70A 1DWP6 — Ve 60A — 1MTB5 ya" 50A — 1DVT7 
Ve" 30A 1MUR9 — Y," 70A 1DWR1 — Ve" 40A — 1MRK9 es 70A 1DWU5 — 
Ve" 60A 1MVU2 — il 70A 1DWR5 — Ve" 50A — 1MRV3 4"x 3 ft. 
YA" 30A 1MUV1 1DXE9 36" x 3 ft. VA" 30A 1MUX3 1DXH2 Ve 40A 1DUY8 — 
VA" 40A 1MVB4 1MRH8 5/4" 30A 3EEG7 — VA" 40A 1MVD6 1MRL1 Ya 40A — 1DVD9 
YA" 50A 1MVH7 — Tt 40A 3EEH4 — VA" 50A 1MVK9 1MRV4 Ye" 50A — 1DVX3 
Ya" 60A 1MVU4 1MRZ5 Rubber Strip, Commercial Grade, Black Ya" 60A — 1MTB7 Yq" 60A 1DWF4 — 
YA" 70A 1MTR8 — 2" x3 ft. yy" 40A 1MVD8 — Ya" 70A 1DWX2 — 
Ye" 30A 1MUV2 — Vo" 30A — 1DXF5 Y;" 50A 1MVL2 1MRV6 1" 30A — 1DUP7 
ye" 60A 1MVU6 — Yao" 40A — 1MRJ4 Y" 60A 1MWC3 1MTB9 6"x 3 ft. 
Y," 40A 1MVB6 — Vo" 60A — 1MTA1 a" 50A — 1MRV7 Sa" 60A — 1DWP9 
Y;" 50A 1MVH9 — Ye" 40A — 1MRJ5 i 30A 1MUX7 1DXH6 Sa" 70A — 1DXC3 
yy 60A 1MVU8 1MRZ7 Ye" 60A — 1MTA2 1" 40A 1MVE1 — 1" 30A — 1DUT7 
Y," 70A 1MTT1 — 32" 60A — 1MTA3 1" 60A 1MWC7 1MTC2 il 70A 1DWZ4 — 
ety No. 
Neoprene Rubber Rolls [=./aniesaCoa SEFT2 
= Commercial grade: meet ASTM D2000 BC standards = High grade: meet ASTM D2000 BC standards 
= White food grade: made with FDA-approved ingredients = Additional sizes available, goto grainger.com 
PLAIN PLAIN PLAIN PLAIN 
Rubber BACKING Rubber BACKING Rubber BACKING Rubber BACKING 
Thickness Duro. Item No. Thickness Duro. Item No. Thickness Duro. Item No. Thickness Duro. Item No. 
Rubber Roll, Commercial Grade, Black 36" x 30 ft. Rubber Roll, FDA Grade, White 36" x 15 ft. 
36" x 10 ft. y," 60A 3EGJ8 36" x 10 ft. Vg" 50A 6VNJ8 
Ve" 30A 6VPA0 36" x 40 ft. Ve" 50A 6VNN2 Ye" 70A 6VNL1 
Ve" 40A 6VPCO Ye 30A 3EGG1 Ya" 50A 6VNL9 36" x 30 ft. 
Ve" 50A 6VPDO Ve" 40A 3EGH2 37" 50A 6VNN5 ye" 30A 3EEG8 
Ve" 60A 6VPEO Ve" 50A 3EGJ3 36" x 15 ft. ye" 60A SEEJ8 
Yq 30A 6VNZ7 Ve" 60A 3EGK4 Ye 50A 6VNNO 36" x 40 ft. 
Yq 40A 6VPA7 Yq" 30A 3EGF7 36" x 25 ft. Ve 50A 3EFN9 
Yq 50A 6VPC7 Va" 40A 3EGG8 Ve 50A 6VNL7 Yq" 50A 3EFNG 
Yq 60A 6VPD7 Yq 50A 3EGH9 36" x 51 ft. Yq" 70A 3EFR1 
ye" 30A 6VPA3 Yq 60A 3EGK1 Ye 50A 3EFT2 36" x 50 ft. 
Ye" 50A 6VPD3 Ya 70A SEEN6 Rubber Roll, High Grade, Black Ye" 30A 3EEG3 
Ye" 60A 6VPE3 36" x 50 ft. 36" x 10 ft. Ye" 40A 3EEH3 
36" x 15 ft. Ve 30A 3EGF8 Ve" 30A 6ZTV1 VY" 50A 3EFN7 
330" 30A 6VPA1 Ve" 40A 3EGG9 Ve" 60A 6ZTW9 Ye" 60A 3EEJ3 
530" 40A 6VPC1 Ve" 50A 3EGJ1 Ve" 70A 6VNL3 36" x 100 ft. 
30" 50A 6VPD1 VQ" 60A 3EGK2 Ya" 30A 6ZTU8 Vie 70A 3EFP8 
a 30A 6VNZ8 Ve" 70A 3EEN7 YA" 50A 6VNJ7 
a 40A 6VPA8 36" x 66 ft. VY" 70A 6VNLO 
a 50A 6VPC8 530" 60A 3EGK5 Y;" 50A 6VNJ6 
Ye 60A 6VPD8 36" x 100 ft. Y;" 60A 6ZTW5 
36" x 25 ft. Ye 30A 3EGF4 
Ye 30A 6VNZ4 Ye 50A 3EGH6 


Tx 
Vinyl Rubber [= JANneS& Cop 





12" x 1 ft. 12"x 2 ft. 12"x 3 ft. , > 
Plain Adhesive Plain Adhesive Plain Adhesive = Sheet 
Backing Backing Backing Backing Backing Backing 
Rubber Item Item Item Item Item Item Rubber Rubber Item Rubber Rubber Item 
Thickness _ Duro. No. No. No. No. No. No. Thickness _Duro. Length No. Thickness _Duro. Length No. 
Black Sheet Black 36" Roll Ye 70A aie 6VNK6 
Ye 70A 1MXT5 1TVG1 1MXT9 1TVG5 1MXU4 1TZH1 Ye 70A 20 It, 6VNK4 Ye 70A (ott, SEFP6 
Var 70A 1MXT6 1TVG2 1MXU1 1TVG6 1MXU5 1TZH2 Ye. 70A 150 ft. 3EFP4 Vie" 70A 10 ft. 6VNK7 
Ve" 70A 1MXT7 1TVG3 1IMXU2 1TVG7 1MXU6 _— Ya" 70A 10 ft. 6VNK5 V6" 70A 60 ft. SEFP7 
Yar 70A 1MXT8 1TVG4 1MXU3 1TVG8 1MXU7 1TZH4 Ya 70A UTE. 3EFP5 
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RAW MATERIALS 
Rubber 


Scan. Order. Done. 
Details on page A1. 








Rubber Item 
Thickness Duro. Rubber Length No. 
Commercial Grade, Black 36" Roll 
V0" 60A 50 Tk: 6ZTY9 
V0" 60A 150 ft. 3EEL7 
Ye 60A 25 ft. 6ZTY7 
Ye 60A 100 ft. 3EEL5 
30" 60A aie 6ZTZ3 





Rubber Item 
Thickness Duro. Rubber Length No. 
Tan 36" Roll 
Ye 40A 25 Tt. 6VNN6 
Ye" 40A 100 ft. 3EFT8 
Yo" 40A 10 ft. 6VNN7 
Yo" 40A 30 ft. 3EFT9 


Sheet 


= Meets ASTM 











Hypalon® Rubber 





EPDM Rubber 


=» Meets ASTM D2000 BA standards 


Tk 
[= JEMeS& Gor 


2" x 3 ft. 4" x 3 ft. 6" x 3 ft. 12"x1ft. | 12"x 2 ft. | 12" x 3 ft. 
Adhesive Plain Adhesive Plain Adhesive Plain Adhesive | Adhesive | Adhesive 
Backing | Backing | Backing | Backing | Backing | Backing | Backing | Backing | Backing 
Rubber Item Item Item Item Item Item Item Item Item 
Thickness Duro. No. No. No. No. No. No. No. No. No. 





Commercial Grade, Black 














Yaa 60A | IMYJ3 | — | IMYK2 0 — | 1MYL1 = = — | 1MYD9 | 1MYF7 | 1MYH4 
Ve 60A_ | 1MYJ4 | — | IMYK3 | — | 1IMYL2 | — | 1MYE2 | 1MYF9 | 1MYH5 
V2" 60A_ | IMYJ5 | — | 1MYK4 | — | 1MYL8 |) — | 1MYE4 | 1MYG2_ 1MYH6 
Ye 60A | iMYJ6 | — | 1MYKO | — | 1MYL4 | — | 1MYE6 | 1MYG4 | 1MYH7 
He" 60A_ | iMYJ7 | — | IMYK6 | — | 1MYL5 | — | 1MYE8 = 1MYG6 |) — 
Y' 60A | 1MYJ8 | — | IMYK7 | — | 1MYL6 = — | 1MYF1_ | 1MYG8 | 1MYH9 
xe 60A | iMYJ9 | — | 1MYK8 | — | 1MYL7 | — | 1MYF3_) 1MYH1 |) — 
Ys 60A | 1MYK1 | — | 1MYK9 | — | 1MYL8 | — | 1MYF5 | 1MYH3 | 1MYJ2 
Rubber Item Rubber Item 
Thickness Duro. Rubber Length No. Thickness Duro. Rubber Length No. 
Ye" 60A 10 ft. 36XT59 Ya" 60A 5a. 36XT58 
Ye" 60A 15 tt: 6ZTZ1 Ya" 60A 15 TE 36XT56 
Ye" 60A 2 it. 36XT60 Ya" 60A AO ft. SEEL8 
Ye" 60A 50 ft. 3EEL9 Ye" 60A 10 ft. 6ZTZ4 
He" 60A 10 ft. 6ZTZ2 Y," 60A 10 ft. 6ZTY8 
Vie" 60A 40 ft. 3EEN1 Military Specification Grade, Black 36" Roll 
Ya" 80A o iL. 3TFT3 
Gum Rubber (Natural) io (ye 
x= = “L S 
= Meet ASTM D2000 AA standards [= JEMmes ats, 
2" x 3 tt. 4" x 3 ft. 6" x 3 ft. 12" x 1 ft. 12" x 2 ft. 12" x 3 ft. 
Plain Backing Plain Backing Plain Backing Plain Backing Plain Backing Plain Backing 
Rubber Item Item Item Item Item Item 
Thickness Duro. No. No. No. No. No. No. 
is ADA | XWF3 | XWG2 XWH —_iXWe6 ff XWD5 XWE4 
 40A | IXWEA | IXWG3 | IXWH2 |) IXWC7 | IXWDG XWES 
is 40A_|4XWF5 | XWG4 | IXWH3 | XWCB | AXWD7 XWEE 
“AOA XWR6 | XWGS | IXWH4 XW XWDS XWE7 
 40A(AXWE7 | XWG6 | IXWHS DS XWDT | XW XWEE 
AOA | AXWR8 | IXWG7 | IXWHG |) IXWD2 | IXWET XWES 
a AOA | AXWFQ | XWGRIXWH7 | AXWD3 | XWE2 XW 
m ADA XW XWG9 XWH8 XWD4 KW XW 
Rubber Item Rubber Item 
Thickness Duro. Rubber Length No. Thickness Duro. Rubber Length No. 
YA" 40A 5 ft. 36XV41 Ye" 40A 25 it. 36XV43 
VA" 40A 10 ft. 6VNN8 Ye" 40A 50 ft. 3EFU2 
YA" 40A AO ft. 3EFU1 He" 40A 10 ft. 6VNP1 
Ye" 40A 10 ft 36XV42 Ve" 40A 40 ft. 3EFU4 
Ye" 40A 15 ft 6VNN9I 3" 40A 10 ft. 6VNP3 
3" 40A 30 ft. 3SEFU6 
ee Ao); 
D2000 CE standards [= Jenies Gly, 






2" x3 ft. 12" x 3 ft. 











Adhesive Adhesive Adhesive Adhesive Adhesive Adhesive 
Backing | Backing Backing | Backing Backing | Backing | Backing | Backing | Backing Backing | Backing | Backing 
Item Item Item Item Item Item 















Rubber 
Thickness Duro. No. No. No. No. No. No. 
Black 
Roll Ye" 60A | 1DUE3 | 1TZK2 | 1DUF9 = 1TZK7 | 1DUK5 | 1TZL3 1DTY5 1TZH5 = §=61DUA1 ~~ 1TZJ11 1DUB7 1TZJ6 
2 ¥30" 60A | 1DUE6 | 1TZK3 | 1DUG3 | 1TZK8 | 1DUK8 = 1TZL4 1DTY7 so — SCF? | 1DUC1 9 (1T2J7 
Ya" 60A | 1DUE9 | 1TZK4 | 1DUG6 | 1TZK9 1DUL1 1TZL5 1DTZ1 1TZH7 1DUA7 17ZJ3  1DUC4 | 1TZJ8 
He" 60A | 1DUF3 | 1TZK5 | 1DUG9 ~ 1TZL1 1DUL4 1TZL6 1DTZ4 1TZH8 1DUB1 = — | 1DUC6 | 1TZJ9 
VA" 60A | 1DUF6 | 1TZK6 | 1DUK3 — 1TZL2 1DUL7 1TZL7 1DTZ7 1TZH9 1DUB4 1TZJ5 | 1DUC9 | 1TZK1 
Rubber Item Rubber Item Rubber Item 
Thickness Duro. Rubber Length No. Thickness Duro. Rubber Length No. Thickness Duro. Rubber Length No. 
Black 36" Roll VA" 60A 10 ft. 6VNH3 Ye" 60A 10 ft. 36XU66 
Ye" 60A 25 TL 6VNH2 Va" 60A 36 ft. 3EEV8 Ye" 60A 15 ft. 6VNH4 
Ye" 60A 67 ft. 3EEV7 Ye" 60A 5 ft. 36XU67 ¥30" 60A 10 Tk 36XU70 
a"x3ft. 4"x3ft. | 12"x1ft. | 12"x2 ft. | 12" x 3 ft. 
Tx Plain Plain Plain Plain Plain 
= % = Backing Backing Backing Backing Backing 
CRASS Rubber Item Item Item Item Item 
i Thickness Duro. No. No. No. No. No. 
Black 
(= JEnnYSS Yo" 70A =| 1MXZ5 | 1MYA4 | 1MXU8 | 1MXW7 | 1MXY6 
Ye 70A | ~1MXZ6_ | 1MYAS | 1MXU9 | 1MXW8 | 1MXY7 
Vit ® R bb 330" 70A 1MXZ7 1MYAG6 §= 1MXW1 > 1MXW9 | 1MXY8 
iton upper Ya! 70A | 1MXZ8_ 1MYA7 1MXW2 | 1MXY1__ 1MXY9 
= Meets ASTM D2000 Ye 70A — 1MXZ9 so 1MYA8 | 1MXW3 = 1MXY2 1MXZ1 
eets i 70A 1MYA1 | 1MYA9 | 1MXW4 | 1MXY3  1MXz2 
HK standards Hi" 70A 1MYA2 |) — | IMXW5 | — | 1MXzZ3 
yp" 70A 1MYA3 1MYB2 | 1MXW6 | 1MXY5 1MXZ4 
ltem Item Item 
Rubber Thickness Duro. Rubber Length No. Rubber Thickness Duro. Rubber Length No. Rubber Thickness Duro. Rubber Length No. 
Black 36" Roll Ye" 70A 5 ft. 36XU81 Vig" 70A 5 it. 36XU83 
Ve" 70A a ft, 36XU80 Ye" 70A 15 tt. 6VNJ1 Yi6" 70A 10 ft. 6VNJ2 
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RAW MATERIALS 
Rubber 


UMUC ChUEORI AM EULA ee ee OOO AAS EL 


Tx 
[= Jeniese Gos 


6" WIDTH | 12" WIDTH 


GRAINGER CHOICE * 
Find the wy. Find Solutions. Find Great Prices. 








Skirtboard 


= Durometer: 60A 
= Tensile strength: 1000 psi 


= Temp range: -25°F to 175°F 26 ft. Length 


6" WIDTH | 12" WIDTH 


50 ft. Length 
6" WIDTH | 12" WIDTH 





=» Elongation: 300% Rubber Item Item Item Item Item Item 
Thickness No. No. No. No. No. No. 
SBR (styrene butadiene rubber) is considered a hybrid aera pee Pia a EOS i na SE as at 
; icti ; 4 
material consisting ofa mixture of gum rubber and 7 45107 4510 15108) ASH) 1509) 15172 
SBR. Smooth finish with plain backing. Meets D2000- Al 15J113_ | 150116 | 153114 | 153117 | 153115 | 15J118 
M1-AAG08 standard 7 15J119 | 15J122 | 153120 | 15J123 | 15J121 | 15J124 
ik 153125 | 15J128 | 153126 | 150129 | 15J127 — 


Silicone Rubber ety 


=» Meet ASTM D2000 GE standards 


Rubber 
Thickness 


> CHOOSE: 
Duro. 


Commercial Grade, Red 


Yao" 
YA" 


¥0" 


30A, 40A, 50A, 60A 
30A, 40A, 50A, 60A 
30A, 40A, 50A, 60A 
30A, 40A, 50A 
30A, 40A, 50A, 60A 
30A, 50A, 60A 
30A, 40A, 50A, 60A 


30A, 40A 
30A, 40A, 50A, 60A 
30A, 40A 
30A, 40A, 50A, 60A 
30A, 50A 
30A, 40A, 60A 
30A, 40A 
30A, 40A, 50A, 60A 
30A, 60A 
30A, 40A, 60A 
30A 


2"X 3 ft. 
Plain Adhesive 
Backing | Backing 
Item Item 
No. No. 
D5297 D5306 
D5298 D5307 
D5299 D5308 
D5301 D5309 
D5302 D5311 
D5303 D5312 
D5304 D5313 
D5305 D5314 


[=], Jemmes aq, 


12" x 1 ft. 
Plain Adhesive 
Backing | Backing 
Item Item 
No. No. 
D7221 D7247 
D7222 D7248 
D7223 D7249 
D7224 D7251 
— D7252 
D7225 — 
D7226 D7253 
D7227 — 
— D7254 
D7228 D7255 





12" x 2 ft. 12" x 3 ft. 
Plain | Adhesive Plain Adhesive 
Backing | Backing | Backing | Backing 
Item Item Item Item 
No. No. No. No. 
D7229 D7256 D7238 D7265 
D7231 D7257 D7239 D7266 
D7232 — D7241 _ 
—— D7258 D7267 
D7233 D7259 | —-D7/242 D7268 
D7234 _— D7243 _— 
— D7261 _ —_—_ 
— — — D7269 
D7235 _ D7244 D7271 
— D7262 _— _ 
D7236 —_ _— — 
— — — D7272 
— — D7245 — > CHOOSE: Item 
— D7264 — — Rubber Thickness Duro. Rubber Length No. 
D7237 —- | — — Commercial Grade, Red 36" Roll 
= — | D/246 _ Yo" 60A 150 ft. G3407 
_ —- | - — Ye. 30A, 50A, 60A 100 ft. G3408 
os — — D7273 Ve" 50A, 60A 51 ft. G3410 


TX 
2 Jarmasa Go. oy 
SBR (Styrene Butadiene Rubber) 


=» Meets ASTM D2000 AA standards 





Rubber Rubber Item Rubber Rubber Item 
Thickness Duro. Length No. Thickness Duro. Length _No. 
Black 36" Roll yg" 7 10 ft.  6ZTY1 

Vag! 70A 20 ft. 6ZTX3 : 70A 30 ft. 3EEK8 
6 70A ‘6 ft. 3EEJ9 il 70A 30 ft. 3EEK4 
YA 70A 10ft. 6ZTX4 Red 36" Roll 
yj" 70A 10 ft. 6ZTX5 re! 70A 20 ft. 6ZTY2 
i 70A_ 18 ft. 3EEK2 “i 70A 100 ft. 3EEK9 
70A 15 ft. 6ZTX6 yj" 70A 10 ft. 6ZTY3 
Yg" 70A 20 ft. 36X1T30 70A 40 ft. 3EEL1 
70A 36 ft. 3EEK3 70A 10 ft. 36XT43 
70A 10ft. 6ZTX8 Y," 70A 15 ft. 6ZTY4 
He 70A 30 ft. 36X1T33 70A 20 ft. 3EEL2 
70A AQ ft. _3EEK5 Ae. 70A 10 ft. 6ZTY5 
Yao" 70A 15 ft. 6ZTX9 32" 70A 15 ft. 6ZTY6 
: 70A__75 ft. 3EEK6 


TR 
E.Jemssa Co, SB 
100% Recycled Rubber 


= Temp. range: 0° to 120°F 
= Tensile strength: 250 psi 
= Durometer: 60A 


= Elongation: 115% 
= Coarse finish 
=» Nonadhesive back 


Rubber Item Rubber 
Thickness Rubber Length No. Thickness 

Black-Speckled 24" Width 

12" Width Ve 
Vie Tie. 10U447 Ye 
Vie 4 ft. 10U448 Ye" 
Ye" 1 ft. 10U461 " 
Vg" 4 tt. 10U462 Yq" 
Yq" 1 10U475 Yq" 
Yq" 4 tt. 10U476 Ae. 
Ae. 1 ft. 10U454 As. 
As. 4 ft. 10U455 3g" 
Ye" 1 ft. 10U468 Ye" 
Ye" 4 tt. 10U469 


2" x3 ft. 4" 3 ft. 6" x 3 ft. 12" x 1 ft. 12" x 2 ft. 12" x3 ft. 
Plain Backing | Plain Backing | Plain Backing | Plain Backing Plain Backing Plain Backing 
Rubber Item Item Item Item Item tem 
Thickness Duro. No. No. No. No. No. No. 
Black ne - : ee: 
Ye 70A 1MTX4 IMTY4 1MTZ4 1IMTT4 1MTU4 IMTW4 
330" 70A 1MTX5 IMTY5 1MTZ5 1MTT5 1MTU5 IMTW5 
Ye" 70A 1MTX6 1IMTY6 1MTZ6 1MTT6 1MTU6 1IMTW6 
He 70A 1IMTX7 IMTY7 1MTZ7 1IMTT7 1MTU7 IMTW7 
Ya" 70A 1IMTX8 1IMTY8 1MTZ8 1IMTT8 1MTU8 1IMTW8 
3" 70A 1MTX9 1IMTY9 1MTZ9 1MTT9 1MTU9 IMTW9 
yp" 70A 1IMTY1 1MTZ1 1MUA1 1MTU1 IMTW1 1MTX1 
4" 70A IMTY2 1MTZ2 1MUA2 1MTU2 IMTW2 1IMTX2 
Rad 70A 1IMTY3 1MTZ3 1MUA3 1MTU3 IMTW3 1IMTX3 
e 
Ye 70A _ _— _ 1MUA4 1MUA9 1MUB5 
¥30" 70A _ _ _ 1MUA5 1MUB1 1MUB6 
v% 70A _— _— _ 1MUA6 1MUB2 1MUB7 
V6" 70A _ _ _ 1MUA7 1MUB3 1MUB8 
Ya" 70A _— _ _ 1MUA8 1MUB4 1MUB9 








Rubber Length 


2 ft. 6 
4 ft. 
2 it. 
4 ft. 
2 ft. 6 
4 ft. 
2 ft. 6 
4 ft. 
2 ft. 6 
4 ft. 


Item 
No. 


10U449 
10U450 
10U463 
10U464 
10U477 
10U478 
10U456 
10U457 
10U470 
100471 


Rubber 
Thickness 

36" Width 

Wg" 

Ys" 

Y," 

V6. 

Jo" 


Rubber Length 


3 it, 
3 It, 
git. 
3 it, 
3 it, 


Item 
No. 


10U451 
10U465 
100479 
10U458 
10U472 


Rubber 
Thickness 
48" Width 
Ve. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Rubber Length 


Item 
No. 


100452 
10U446 
10U466 
10U460 
10U480 
{0U474 
10U459 
100453 
10U473 
{0U467 
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Scan. Order. Done. 
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RAW MATERIALS 
Rubber 

































































25 ft. 100 ft. 250 ft. 
Item Item Item 
Fits Edge Leg Length Overall Width No. No. No. 
Single Gripping Finger 
0.0625" 315" 0.2325" 10H753 | 10H757 | 10H761 
0.125" 4375" 0.295" 10H766 | 10H770 | 10H774 
5625" 0.295" 100930 | 100936  10C942 
0.1875" 5625" 0.3575" 100932 100938 — 10C944 
0.250" 5625" 0.42" 100933 100939 100945 
0.500" ih 0.67" 100964 — 100967 — 
; ae npr Dual Gripping Finger 
Single Gripping Dual-Gripping 0.0312" 4375! 0.20125" 10H775 10H779 10H783 
0.0625" 4375" 0.2325" 10H776 | 10H780 | 10H784 
; 0.00875 4378 036375" t0H777 | 10H781 
Pit INAS j 4375" — 
Edge Trim and Edge Guard 0.125" 4375 0.295" 10H778 | 10H782 | 10H786 
Gripping Finger Trim— | Guard—Preglued, flexible black plastic trim with Seen 9629 0.295" 106948 | 100954 | 10€960 
. ars 0.1563 5625 0.3263 100949 100955 — 
Flexible vinyl edge trim decorative finish. Great for vending machines, 0.1875" 5317! 0.3575" 10C950 | 100956 = 
has a metal core and 1 or running boards, fender flares, car door edges and 0.250 9 pa ae sah ie 
2 gripping fingers to hold furniture. Overall Item Item Item. Item. 
trim in place. = Temp. range: -20° to 150°F Face Guard Height No. No. No. No. 
» Textured black = Hardness: 97 g a6" 44M839 44M 840 44M841 — 
=» Durometer: Shore A As 44M842 _ 44M844 44M843 
25 Ft. 100 Ft. | 250 Ft. 
Fits Edge Leg Length Overall Width Bulb Dia. Item Item Item 
(A B (C) (D) No. No. No. 
Top Bulb w/Vinyl Grip 
Top Bulb 0.0625" 375" 0.2" 0.2" 100978 | 100986 | 10C994 
wiVinyl 5625" 0.375" 0.375" 100004 | 10D016 — 
2 5625" 0.625" 0.625" 100078 | 10D090 — 
Grip 0.125" 5625" 0.75" 0.75" 100115 | 100127 = 
: 5625" 0.375" 0.375" 100006 | 100018 | 10D030 
5625" 0.437" 0.437" 100042 | 100054 ~~ 10D066 
5 0.375" 0.375" 100009 | 10D021 — 
| 0.250" 5 0.625" 0.625" 100081 | 10D093 = 
if (C— a 0.75" 0.75" 100118 | 10D130 — 
e . Side Bulb w/Viny! Grip 
| ’ 0.0625" 5625" 0.9825" 0.75" 100107 | 10D119 — 
SRD eee ml | a eee ee 
Lal ei saceanneeA ee 5625" 1.045" 075° 100109 100121 100133 
— P 5625" 0.67" 0.375" 100999 — 10D012 — 
0.1875" 3315 97308" 0.375"10p002 100014 
= 5312" 1325" 315" 4 — 
go enn vy = 
= Temp. range: -20° to 150°F Flap and Trim Seals—EPDM dense 5 0.795" 0.375" 100003. 100015 — 
= Vinyl meets FMVSS 302 rubber base with closed-cell EPDM ‘ieapall re ke tne Ly 
for flammability rubber bulb is ideal for sealing boat Fits Edge Overall Width Height Leg Length No. No. 
= Textured black hatches, RV compartment doors, tool Flap aioe a ata aes 
Trim with EPDM closed-cell sponge rubber se and tonneau covers. : 0.98" 0.445" 0.945" 0.422" 44857 | 441858 
= Temp. range: -40° to 212°F rim 
bulb are weather resistant. Nonmarking p g 0105" 0-433" 0847" 0496" 44ig48 | -44ig49 
material. For indoor and outdoor use. 0.158" 0.641" 0.433" 0.433" 44854 | 44855 
: Single Double 
j \ Piece Piece 
B Cord D-Shape 
Stock 
’ Locking 
+—A~ Gasket Key 
eC ‘ at 
- ain General Hand 
B D-Shape B Rectangle Tool Kit 
y Thick Wall mI Foam i .  — 
A! - I-A | Giall.e —_—— 7 
TEIRAUSEC ion Window Locking Gaskets 
Cord Stock and Foam Rubber Seals wv)! gem | 7 {Cmb. range: -20) 10 198°F 
one tem | = Hardness: Shore A70 
»-9N° ° (A) (B) Length No. ° 
7 aa range: -20° to 150°F Cord Stock = Black 
ae 3. $3, 52 t tae EPDM dense rubber locking gaskets secure gaps between glass 
Cord Stock—Water- and weather-resistant EPDM closed-cell : = ; 20 ft. 106523 | windows and metal. Locking gasket key fits all double-piece 
sponge rubber seals are softer than rubber bulbs. Create an pean herile locking gaskets. Maintenance Tool Kit No. 10G571 helps ensure 
easy-to-close seal against dust, noise, and vibration. Solid round ape Aly es ig Waa an easy, efficient locking gasket installation. 
cord. Cut to length with scissors or knife. G05" 375" 05 Tt ‘00164 ae Min, Clearance : 
; o> ~~ .3/5° 25 ft. 10G471 vera etween em 
Foam Rubber Seals—Water-resistant EPDM closed-cell 0.75" 563" 25ft 10483 | Height  FitsEdge _—‘FitsGlass_ Glass and Edge Length _No. 
sponge rubber seals are weather resistant. Create an easy-to- Pressure Sensitive a ee Gasket 
close seal against dust, noise, and vibration. Cut to length with 469" 319" 95 ft 10D167 ‘9! 009t0014" Her - Ve 95) 95 ft. 106559 
i ife. Hiah- 625" 375" 25 ft. 10D161 1" 0.0750 0.140" Her - 1" 145" 25 ft. 10G557 
scissors or knife. High-strength Overall Overall Core 75" 50" 25 Ht 10G474 | — 1.07" 0.035 to 0.067" a"- 3105" 35 ft. 106549 
foam acrylic adhesive creates an Width Height Dia Item 75" .563" 25 ft. 106480 Double Piece {requires ey) a : acne 
irti (A) (B) (C) Length No. Rectangular fil .093 to 0.14" 16 - V4" 23: 
airtight seal between the rubber and D-Shaped Thick Foam Acrylic EPDM Locking Gasket Key 
substrate and has low initial tack for “Foam Acrylic 525" 25 ft. 10G495 320" — = — 25 Fi. 106561 
itioni e 55" 188" 25 ft. 100146 = 75" 50" 25 ft. 106514 Item 
edey repositioning. General PUIPOSS 15° _./5" __.375" 25 ft. 10G544 Pressure Sensitive Description No. 
pressure sensitive adhesive is ideal “Pressure Sensitive 75 50" 25 ft. 106511 Maintenance Tool Kit 
for light-duty applications. 0.75" 0.75" .3875" 25 ft. 10G541 0./5' 25" 25 it. 10G505 2-pc. Uninsulated Gasket Splay Bar and Locking Key Puller 106571 
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“TID 
ne 
Sat! 

Style 3 Style A Style B Style C Style D 


+|Al+ ; 
ca} [op 


I< E> 





a) 








tr GRAINGER Style E Style F Style G Style I 
APPROVED Style 5 
= General purpose grade G (A; 
Protect against abrasion damage when wires, tubes, and other objects are Rubber Edging EJEMESa CO 
inserted through holes in metal, plastic, or other hard materials. anise: ended. divacil. Guviall Tein: hari 
Inside Outside Overall Panel Panel ltem Pkg. Material Width Depth Width Height L Range _ Color Std. No. 
Dia. (A) Dia. (B) Thickness (C) Thickness (D) Hole Dia. (E) No. Oty. Style A oR ASTI 
Style 1 ye" os’ Sw Yes 100 ft. S3pe Black yoggg'an  SHCGI 
General Purpose EPDM - Meets ASTM D2000 CA SBR aT ASTM 
1y%" 2: 3" 346" 1%" 408M89 95 Ya" V6" ¥" ¥" 100 ft. 230F Black D2000 AA 3HCG2 
General Purpose SBR - Meets ASTM D2000 2AA606 Style B 
He" 19/50" 6 a2" Yap" 3MPN7 _‘100 -25 tO ASTM 
Hag He Va Ae He 3MPK5 100 a A | SO 02000 AA SHeGS 
we" Tag" Ag A A 3MPP7 _—‘100 ve “ee aot oe -25 to , ASTM ay 
i 7h ii i 7A 3MPK7 100 Yo" ee Ye" HH’ 100T. Ha? Black = yIM | SHCGT 
A 13/6" Yap" re Hs" 3MPL5 50 SHEE 
ve T Yo" So" a 3MPK8___100 Y : : : AT ASTM 
A" 1" V6" YA" Jy" 3MPR4 100 SBR % Wa W of 100 ft. 930F Black D2000 AA 3HCG8 
¥" 14%" V6" Ve 7 3MPR5 100 ; ; , ; -40 to ASTM 
5h A % a Th 3MPR6___100 i SS vy 
V4" 1%" Ae a2" 15/6" 3MPL8 50 | oe are “40 to ASTM 
yj WA we Yar! WA 3MPTI 55 Neoprene ¥% 730 V6 1 100 ft. r 60F Black 02000 B¢ 3HCH1 
as 198 As" Ae" ie 3MPL1 25 yy" Vy" Vy" Ys" 100ft. “en? Black 3HCH2 
il 17s He Ya 1% 3MPT2___25 Sie D usta BAINES 
il 194" Tap" es" 1%" 3MPT3 25 ue — ASTM 
WZ 17" 1Y0" re 1%" 3MPT4 25 Ye y4" He He’ 100. ene = Black poggg pe | SHCHS 
TVA 17" V5" Yap" 1%" 3MPT5 25 Neoprene——— = 7" = “ANT ASTM 
General Purpose SBR - Meets ASTM D2000 AA,BA Style E 
7 1% "Yea UE l 408M88____25 Vs! He" wT 100TL AO Black = ya. SHCHB 
Style 3 Neoprene 
General Purpose SBR - Meets ASTM D2000 2AA606 yf" Va! V4" ve’ 100 4910 Black ASTM — siicig 
Ve Ae 6 vie Te 3MPT9 20 — 160F 02000 BC 
Ae V4" V5" i A 3MPU1 20 ns —n ASTM 
ya" 15/6" 17/32" 2" i" 3MPK9 _—‘100 Yao! Ys" “1% 4" "100 Ft Black 3HCJ2 
160F D2000 BC 
1939 6 A6 Vie Ae 3MPU2 20 me oe a o “40 to ASTM 
ton "1 P SBR - Meets ASTM D2000 2AAG06 is é : : ~~ 0 —— oaSTM — 
enerai rurpose = vieets i u +70 " -40 to 
Vc i 7 te Ae 3MPU5 20 a _ 4 weft goer Black —pogo0 Bc SBEHA4 
a ib Yaa" Yee! Ae 3MPU6 20 Vo" eh OTL GRO Black png ge SBEHAS 
Specifications: Overall Panel Panel : -40 to ASTM 
AN Ms Inside Outside Thickness Thickness Hole Item Pkg. Neoprene Me x ya" Ye" 100 ft. sgqge = Black = poggg pe SHEU3 
931. No. 35489No. Dia.(A) Dia.(B) _(C) (D) _Dia.(E) _No. Oty. ; “A010 ASTM 
OR 7 tant Buna-N - Meets ASTM D2000 2BG506 “ a =_* 1607“ _peoo9 Be 
il Resistant Buna-N - Meets ; i ; ‘ -40 to ASTM 
3-5 4 Hc A Hc Ve Jc 3MRG4 50 ve He 00Tt. gg Black = pogoa Bc SHEJS 
A3-5 33 Ye" 6 Va" Vg" V6" 3MRG5 50 1/)" 1Vo0" 37/0," 13/, a" -40 to ASTM 
os = re : - - a SMa 3s Y/ 32 4 Ys’ 100ft. Gene Black yong pe SHCUG 
B6-10 ‘69 % A Ae Ae Ye 3MRK2__—_—50 Ye Hoo" Hee" ttt. «CTO Black «= OTM gues 
A10-14 46 6 1¥4' ¥ a 7 3MRL4_—_—_—‘10 ier Dee 
B10-14. 75 ¥5" 1%" Ae" He 7" 3MRL5 10 - Vg ys" Y' vs 100ft. Jone Red =~ yoggg ge SHC9 
12-17 20 Yq" 19%" Ye" re Tve" _ 3MRN2 25 Silicone ; “00 to ASTM 
Ai2-17 49 Va 1% Te 4 Tie’ 3MRNB 25 % "fo! Ye % = 100 ft. acop = Red = poggg ge 4 SHCK1 
Ci2-17 107 7 13%" He" A Tve’ _ 3MRN4 25 Style G 
12-20 ‘135 Yq" 19%" A ve 1¥" __ 3MRN5 10 a ae -A0 to ASTM 
A14-20. 51 7 19% Ye" V5 1"  3MRNQ 25 Yet e100 tgor BACK ogg Bc SHEKS 
B14-20 80 A 15" Ae" Ve 14" 3MRP1 25 Neoprene te Yo" 1%" ~— He"— 00, PTO Black «= STM guickag 
16-22 23 ii 194" Ae He" 1%" 3MRP2 10 1p0r Sas 
A16-22 ‘52 iB 194" A a 1%" 3MRP3 10 yp" Yo’ 1%" HH" 100TL wns Black y5q09 pc SHCKS 
B16-22 81 tT 194" He" He 1%" 3MPN4 25 Style | 
24-28 a7 1%" 2 Ve Ae" re 1%" 3MRP4 25 ' ' 50 to ASTM 
A24-28 56 1" yA a ii TH 3MRP5 25 — Yq % Ys “Ae 100 ft. gag = Black) poggg pa) SHEL2 
B24-28 85 1" 2 V6 He" Ae 1%" 3MPN5 25 -50 to ASTM 
24-08 114.~«O" OSC He Ya 1y  3MPN6 25 % % va Me 100 ator Black =~ pongo pa SHELS 
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Plastic Details on page A1. == 
Plastic 
DEFINITIONS Impact Strength—The amount of impacta mate- Heat Deflection Temperature (HDT) (ASTM 
Compression Strength—The maximum stress a rial can withstand without cracking. D648)—The temperature at which a center- 
material can sustain under crush loading. Continuous Use Temperature (CUT)—The ee o deflects 0.010" under a stress of 66 
= iis ' maximum long-term service temperature (approxi- 
Bacteateld todd tole USSSA) tose mately 10 yr.) that a material can withstand, and Tensile Strength—The amount of pulling force 


mation under load. It is also referred to as bend 
strength or fracture strength. 


_— 
SS 
Round Rod 


SheetSheet 


retain at least 59% of its initial physical properties. a material can withstand without breaking. 





Hexagonal Rod 


90°Angle Stock Angle Round TubeRound 





Film U-Channel Stock 





PLASTIC COMPARISON CHART Tmpe stock 
Tensile Flexural Impact Corosion/ 
Material Strength Strength Compression Strength UV Chemical Wear 
Material Page No.t Family* CUT/HDT (psi) (psi) Strength (psi) (Lbs.) Tolerant Opacity Resistance Machinability Water Absorption Factor 
Standard Grade 
ABS - Haircell 221i A 158/221 5,400 9,500 N/A 13 No — Good Good Good Good 
Acrylic - Cast 2211 A 180 10,500 16,000 18,000 0.3 Yes Translucent Poor Poor Good Poor 
Acrylic - Extruded 2211 A 170 10,500 15,000 16,000 0.3 Yes — Translucent Poor Poor Good Poor 
HIPS G.com A 180 3,000 6,900 N/A 2 No Opaque Poor Fair Good Poor 
PETG 2211 A 153 7,/00  ~=11,200 8,000 im No — Translucent Poor Poor Good Poor 
Polycarbonate (Lexan®) 2209 A 180 9,000 13,500 12,500 12.0 Yes Translucent Poor Fair Good Fair 
Polycarbonate (Machine Grade) G.com A 200 10,500 13,000 11,500 12.0 Yes Translucent Poor Fair/Good Good Fair 
oe Gcom A 1200 NA NA N/A N/A Yes_ Translucent —- Poor Fair Good Fair 
Polycarbonate Film (Lexan®) 2209 A 270 9,000 N/A N/A N/A Yes Both Poor Fair Good Fair 
Polyester Film G.com C 302 30,000 N/A N/A N/A No Both Fair Fair Good Fair 
Polyethylene - HDPE (Standard) 2210 C 194/266 4000 4,600 4,600 ies No Opaque Good Good Excellent Good 
ST ae Bera 2210 C 194/266 4,400 220,000 220,000 2.4 No = Good Good Excellent Good 
Polyethylene - LDPE 2210 C 160/239 1,400 N/A N/A No Break No — Good Good Excellent Good 
Polypropylene 2212 C 210/320 3,900 N/A N/A No Break No Opaque Excellent Good Excellent Good 
PVC Type | 2209 A 140/360 7,300 12,800 9,600 0.4 No Opaque Good/Excellent Excellent | Good/Excellent Poor/Good 
Engineering Grade 
Acetal Copolymer _ G.com C 180/220 9,500 12,000 15,000 1 No Opaque Excellent Excellent Good Good 
me EAL PORE 2214 C 180/250 11,000 13,000 16,000 1 No Opaque Excellent ‘Excellent Good Good 
“Detrin® AE Blend) 2214 C 180/240 8,000 12,000 ~—- 16,000 0.7 No Opaque Good Excellent Good Good 
ONEGS ae Gcom GC 200/200 12,000 15,000 13,500 15 No Opaque Good Excellent Fair Good 
“Heat Stabilized) Gcom C 260/200 9,900 16,000 15,000 04 No Opaque Good Excellent Fair Good 
(Lubricated Oil Filsd) Gcom C 220/200 9900 15,000 13,500 1 No Opaque Good Good Fair Good 
Nylon  Bealohide file Gcom C 200/200 12,000 16,000 14,000 0.5 No Opaque Good Excellent Poor Good 
TYeMt Sod Lubigant Filled) Gcom C 200/200 11,000 16,000 14,000 0.5 No Opaque Good Excellent Fair Excellent 
Food Pa eGeaG Gcom C 210/200 11,500 15,000 12,500 0.6 No Opaque Good Excellent Fair Good 
mu olyovenum Disuonide Fil ed) Geom C 210/200 12,500 17,000 16,000 0.5 No Opaque Good Excellent Fair Good 
PET-P (Ertalyte®) G.com C 210/240 12,400 18,000 15,000 0.5 No Opaque Good Good Excellent Good 
PET-P (Ertalyte® TX) G.com C 210/180 10,500 14,000 15,290 0.4 No Opaque Good Good Excellent Excellent 
Polyethylene - UHMW ZENS G 180/116 5,800 3,000 3,000 No Break No Opaque Excellent Good Excellent Fair 
Polyethylene - UHMW (Recycled) G.com C 180/116 4500 3,900 3,300 No Break No Opaque Good Good Excellent Good 
ry YAR H.OT) 2912 C 275/275 5,800 3,500 3,000 NoBreak No Opaque Good Good Excellent Good 
Polyethylene - UHMW (TIVAR 88) = 2212 C 180/116 5,600 3,000 3,000 No Break No Opaque Good Good Excellent Good 
CLVAR antistatic) 2912 C 180/116 5800 3,800 3,300  NoBreak No Opaque Good Good Excellent Good 
OAR Dryslide) 2912 C 180/116 4800 3100 2900 NoBreak No Opaque Good Good Excellent Good 
alee G.com CG 900/220 3,500 No Break 3,500 s) No — Excellent Excellent Excellent Good 
High-Performance Grade 
PEE G.com C 480/320 16,000 25,000 20,000 1 No Opaque Excellent Fair Good Fair 
Phenolic CE 2914 C 257/257 8,900 17,500 34.000 15 No = Good Good Good Good 
Phenolic LE 2214 CG 25//25/ 9,000 22,000 36,000 13S No — Good Good Good Good 
SO ae Eee Gcom | 500/534 20,000 23,000 ~—-22,000 0.8 No Opaque Good Fair Fair Excellent 
eae ee Torin} Gcom | 500/532 20,000 24,000 ~—-24,000 ” No Opaque Good Fair Fair Good 
Polyetherimide (Ultem®) G.com A 340/400 16,500 20,000 22,000 0.5 No — Translucent Fair Good Good Poor 
Extrided (yechtron® PPS) Gcom GC 425/250 13,500 21,000 21,500 0.6 No Opaque Excellent Good Excellent Poor 


* A= amorphous (best for bondability, thermoformability, and transparency); C = crystalline (usually featuring good chemical and wear-resistance); | = imidized (ideal for extreme service). 
t G.com = available on Grainger.com®. 
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RAW MATERIALS 
Plastic 


UMUC CUE 4a MCA ee OTC AULA EL 





os Polymershapes 


Lexan® Polycarbonate 
General Purpose Sheets 


12"x 12") 12" x 24", 12" x 48" | 24" x 24"| 24" x 48" | 48" x 48" 48" x 8 ft. 
Thickness Item Item Item Item Item Item Item 
Thickness Tolerance No. No. No. No. No. No. No. 





General Purpose 


Clear 
0.060" +10% 1ETTS 
0.093" +10% TETT6 
0.118" +10% TETT/ 
0.118' 410% | — | — [| — [| — [| — | —_[5JET6 * 
O17 +10% TETT8 
0.177" 410% | — | — | — | — | — | — ([S5JET?7* 
0.220" +10% INLK9 
0.236" +10% TETT9 
0.236" +10% | —- | — | — | — | — _ [S5JET8 * 
0.375" +10% TETU1 
0.500" +10% 1ETU2 

Bronze 
0.118" 110% | — | — | — | — _ | _1ETW4 | 1ETW7 | 1ETX1 
0.177" 110% | — | — | — | — | 1ETWS | 1ETW8 | 1ETX2 
0.236" 410% | — | — | — | — | 1ETW6 | 1ETWS | 1ETX3 








Gra 
0.118" 
0.177" 
0.236" 
* Pkg. of 5. 
























+10% 
+10% 
+10% 


| — | — | — | — _ | 1ETX4 | 1ETX7 
| — | — | — | = I TEIXS | TETX8 
| — | — | — | — | ETX6 | 1ETX9 


1ETY1 
1ETY2 
1ETY3 





os Polymershapes 


PVC Type I (Polyvinyl Chloride) 


= Continuous use temp.: 140°F 

= Heat deflection temp.: 116°F 

= Impact strength: 0.4 Ib. (sheets); 0.9 Ib. (rods) 
= Sheet stock meets standard ASTM D1784 


Rated as self-extinguishing, PVC Type | has exceptional chemical resistance, good 
insulation properties, low moisture absorption, and high mechanical and tensile 
strengths. Can be easily cemented and welded. For use in structural building 
materials, plumbing applications, electrical insulation, signage, and modeling. 
12"x 12" | 12"x 24" 24" x 24" | 24"x 48" | 48"x 48" | 48"x 8 ft. 


Item Item 
No. 


12" x 48" 
Item 


























4FTLENGTH | 8 FT LENGTH 60" 120" 
Item Item Item Item 
Dia. No. No. Leg Length Thickness No. No. 
0 toc ra mat 90° Angle Stock, Dark Gra 
| 22JM55 M5e 1A'x 1 ee 
2" | 22JMa7 Vi4é 
¥ | 22JM59 vie0 
| 22d | 22JM54 
Ye | 22JM61 vié 
"| 22JM45 | 22JM4e 
s | 22JM43 vi44 
4" | 22JM41_ vl4 
2 | 22JM39 vi4c 
a — 22JM51_— vi5 
Outside Outside 48" x 8 ft. | 48" x 48" 
Leg Base Wall Item Item Item 
Length Width Thickness L No. Thickness Color No. No. 
U Channel Stock, Dark Gray tandard Grade Sheet Stoc 
1%3o" 0.510" 0.060" 60" 1UNJ3 2 W NSE 
12%" 1.140" —(0.080" 60" 1UNJ7 
11542", 2.510" ~—‘(0.080" 60" 1UNJ9 
25/30" 3.540" 0.100" 60" 1UNK1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Thickness 


Thickness Tolerance 


12"x12" | 24"x 24" | 24"x 48" | 48" x 8 ft. 
Item Item Item Item 
No. No. No. No. 





Abrasion Resistant 


Clear 
0.118" +10% 
0.177" +10% 
0.236" +10% 
dro: +10% 
0.500" +10% 
Bronze 
0.236" +10% 
Gra 
0.118" +10% 
0.177' +10% 
0.236" +10% 
24" x 24"| 24" x 48" 
Thickness Item Item 
Thickness Tolerance’ No. No. 
tandard Grade 
ear 
0.005" +10% | 2NJG/ | 
0.010" +10% | 2NJG8 | 2NJH 
0.0 +10% | 2NJG9 | 2NJH 
0.020 +10% | 2NJH1 | 2NJH 
0.030 +10% | 2NJH2 | 2NJH 
0.040 +10% | 2NJH3 | 2N 
0.060 +10% | 2NJH4 | 2N 





Sheet Stock 


Rod Stock 


Angle Stock 


U-Channel Stock 








1NLG7 
1NLG8 
1NLG9 
1NLH1 
1NLH2 
= | = | _ ANLHS | 1NLJ2 
= | — | 1NLJ3_ | 1NLJ9 
= | = | ANLJ4 | A1NLK1 
= |e  ANLSS | ANLK2 
24" x 48" | 48" x 48" | 48" x 8 ft. 
Thickness} Item Item Item 
Thickness Tolerance No. No. No. 
Grade XL10 
Clear 
0.118" +10% 3GYA8 
0:27.36" +10% 3GYA9 


Polycarbonate 
0.125" +0.013" | 3Gyc1 | — | — | 3GYC2 








2209 








RAW MATERIALS 


Plastic 





Dia 


Rod Stock 


Sheet Stock 


48" LENGTH 
Item 


: No. 


Rod Stock-Food Contact Grade - Off White 
1 il 


V4 
3" 
Ve 
5/3" 
¥q" 
1 i) 


144" 
1¥2" 


2210 


22JL42 
22JL46 
22JL40 
22JL48 
22JL44 
22JL38 
22JL52 
22JL50 


GRAINGER. 


ITT 





96" LENGTH 
Item 
No. 


22JL43 
22JL47 
22JL41 
22JL49 
22JL45 
22JL39 
22JL53 
22JL51 


Scan. Order. Done. 
Details on page A1. 


fe) Polymershapes 


HDPE (High-Density Polyethylene)— 
Sheets and Round Rods 


= Max. service temp.: 180°F 

= Heat deflection temp.: 176°F 

Easy-to-weld material has good insulating properties, good electrical/dielectric properties, 
and retains its toughness at low temperatures. Low steam permeability. 


CUTTING BOARD SHEETS STANDARD SHEETS 

= Tensile strength: 4000 psi = Tensile strength: 4600 psi 

= Impact strength: 1.3 Ib. = Impact strength: 1.3 Ib. 

Specially formulated acid-resistant surface doesn't — For use in pumps, valves, and in the medical and 
absorb moisture, odor, or bacteria, and won't dull sewage industries. Food contact grade-off white is 
knives. Resists chipping, peeling, cracking, and FDA and USDA compliant. 


warping. Dishwasher safe. Meet FDA 21 CFR 177.52, 
ASTM D1822, USDA, and Canada AG compliant. 


12" x 24" 12" x 48" 24" x 24" 24" x 48" 48" x 48" 48" x 8 ft. 
Item Item Item Item Item Item 
Thickness No. No. No. No. No. No. 
Cutting Board Sheets—Food Grade Off-White 
0.250" 3HML4 3HML8 3HMN3 3HMN7 3HMP2 3HMP6 
0.500" 3HML5 3HML9 3HMN4 3HMN8 3HMP3 3HMP7 
0.750" 3HML6 3HMN1 3HMN5 3HMNI 3HMP4 3HMP8 
1.000" 3HML7 3HMN2 3HMNG 3HMP1 3HMP5 3HMP9 
12"x 24" | 12"x 48" | 24"x 24" | 24"x 48" | 48"x 48" | 48" x8 ft. 
Item Item Item Item Item Item 
Plastic Thickness > CHOOSE: Color No. No. No. No. No. No. 
Cutting Board Sheets—Food Contact Grade 
0.500" Blue, Green, Off-White, Red, Yellow H7044 — H7042 H7045 — H7047 
0.500" Blue, Green, Red, Tan, Yellow — H7043 _— — _ _ 
0.500" Blue, Red, Tan, Yellow — — — — H7046 — 
12" x 12" 12" x 24" 12" x 48" 24" x 24" 24" x 48" 48" x 8 ft. 
Item Item Item Item Item Item 
Thickness No. No. No. No. No. No. 
Standard Sheets - Black 
0.063" 1ZAU5 1ZAV8 1ZAX2 1ZAY5 1ZAZ8 1ZBB2 
0.125° 1ZAU6 1ZAV9 1ZAX3 1ZAY6 1ZAZ9 1ZBB3 
0.188" 1ZAU7 1ZAW1 1ZAX4 1ZAY7 1ZBA1 1ZBB4 
0.250" 1ZAU8 1ZAW2 1ZAX5 1ZAY8 1ZBA2 1ZBB5 
0.375: 1ZAU9 1ZAW3 1ZAX6 1ZAY9 1ZBA3 1ZBB6 
0.500" 1ZAV1 1ZAW4 1ZAX7 1ZAZ1 1ZBA4 1ZBB7 
0.750" 1ZAV2 1ZAW5 1ZAX8 1ZAZ2 1ZBA5 1ZBB8 
1.000" 1ZAV3 1ZAW6 — — 1ZBA6 1ZBB9 
Standard Sheets—Food Contact Grade - Off-White 
0.063" 1ZAG5 1ZAH8 1ZAK2 1ZAL5 1ZAN8 1ZAT2 
0.125" 1ZAG6 1ZAH9 1ZAK3 1ZAL6 1ZAN9 1ZAT3 
0.188" 1ZAG7 1ZAJ1 1ZAK4 1ZAL7 1ZAR1 1ZAT4 
0.250" 1ZAG8 1ZAJ2 1ZAK5 1ZAL8 1ZAR2 1ZAT5 
0.375" 1ZAG9 1ZAJ3 1ZAK6 1ZAL9 1ZAR3 1ZAT6 
0.500" 1ZAH1 1ZAJ4 1ZAK7 1ZAN1 1ZAR4 1ZAT7 
0.750" 1ZAH2 1ZAJ5 1ZAK8 1ZAN2 1ZAR5 1ZAT8 
1.000" 1ZAH3 1ZAJ6 1ZAK9 1ZAN3 1ZAR6 1ZAT9 
1.250" 1ZAH4 1ZAJ7 1ZAL1 1ZAN4 1ZAR7 1ZAU1 
1.500" 1ZAH5 1ZAJ8 1ZAL2 1ZAN5 1ZAR8 — 
1.750" 1ZAH6 — — — 1ZAR9 — 
2.000" 1ZAH7 1ZAK1 — 1ZAN7 1ZAT1 — 
cs) Polymershapes 
LDPE (Low-Density Polyethylene) Sheets 
= Tensile strength: 1400 psi Extremely flexible low-density polyethylene is easy-to-clean, light- 
= Continuous use temp.: 160°F — weight, and doesn't absorb moisture. Used for fabricated parts in 
= Heat deflection temp.:116°F —= which chemical and corrosion resistance is required. Can also be 
used for impact pads and thermoforming applications. 
12" x 12" 12" x 24" 12" x 48" 24" x 24" 24" x 48" 48" x 48" 48" x 8 ft. 
Item Item Item Item Item Item Item 
Thickness No. No. No. No. No. No. No. 
Sheets - Off-White 
0.063" 1YZU4 1YZV6 1YZW8 1YZY1 1YZZ3 1ZAA5 1ZAB7 
0.125" 1YZU5 1YZV7 1YZW9 1YZY2 1YZZ4 1ZAA6 1ZAB8 
0.188" 1YZU6 1YZV8 1YZX1 1YZY3 1YZZ5 — 1ZAB9 
0.250' 1YZU7 1YZV9 1YZX2 1YZY4 1YZZ6 1ZAA8 1ZAC1 
0.375" 1YZU8 1YZW1 1YZX3 1YZY5 1YZZ7 — 1ZAC2 
0.500" 1YZU9 1YZW2 1YZX4 1YZY6 1YZZ8 1ZAB1 1ZAC3 
1.000" 1YZV2 1YZW4 1YZX6 1YZY8 1ZAA1 — 1ZAC5 
Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® RAW MATERIALS 
Find the wy. Find Solutions. Find Great Prices. Plastic 


Find more standard sizes at Grainger.com®; for custom sizes, go to grainger.com/specialorders 





oF Polymershapes 


Cast-Acrylic Food Contact Grade Sheets 


= Thickness Tolerance: +10% 
= Width/Length: +0.25" 
= Tensile strength: 10,500 psi 


= Continuous use temp.: 180°F oF Polymershapes 
Provide the highest chemical-resistance of any acrylic sheet. 
Superior weatherability and ease of fabrication. PETG (Copolyester) Food 


12" x 12" 12" x 24" 24" x 24" 24" x 48" 48"x 48" | 48"x 68 ft. Contact Grade Sheets 





Plastic Item Item Item Item Item Item ' ' 
sE No. No. No. No. No. No. = Tensile strength: 7700 psi 
tandard Sheets - Clear j : ° 
0.118" TUNN5 1UNP7 1UNR9 {UNU2 TUNV4 1UNW6 7 Continuous use femp.: 153°F . 
0.1 ir TUNNG TUNPS TUNTI TUNUS TUNE TUNW? Glycol-modified polyethylene terephthalate can be vacuum-formed to high defini- 
0°350" {UNNG 4UNR1 {UNT3 {UNUS {UNV7 {UNWS tion and excellent cold temperature impact strength. Accepts surface printing | 
0.472 UNS TUNR? TUNT4 TUNUG TUNV8 TUNX1 with offset or screen printing techniques. Film is masked to protect sheets during 
709" — 7 — — ; 
0945" 4UNP2 4UNRA 4UNTG +UNUB — — storage. Used in revolving merchandise racks, indoor signs, photo frames, and 
1.250) TUNPS — — TUNUS _- — point-of-purchase, slat-wall inventory, greeting card, and menu displays. 
500" 4 — — — — — 7 
3000" {TUNP6 TUNRS TUNUA = = = Note: Bulk quantities are available on Grainger.com® for Nos. 1UTV8 and 1UTW1; search for "PETG 
Abrasion Resistant Sheets - Clear plastic". 
0.118" 1UNX8 — 1UNY2 — — 1UNZ2 
0.177" 4UNX9 = {UNY3 = {UNY9 1UNZ3 12" x 12" 12" x 24" 24" x 24" 24" x 48" 48" x 48" 48" x 8 ft. 
0.236" {UNY1 = 4UNY4 {UNY7 {1UNZ1 = Plastic Item Item Item Item Item Item 
Thickness No. No. No. No. No. No. 
Clear Sheets, Film Masked 
0.063" 1UTJ7 1UTL5 1UTP2 1UTR8 {UTU2 1UTV4 
0.078" 1UTK1 1UTL8 TUTP5 {UTT2 1UTU4 1UTV6 
0.125" TUTK4 TUTN2 1UTPS8 TUTT5 1UTU6 1UTV8 
0.188" 1UTK7 TUTN5 1UTR2 1UTT7 1UTU8 TUTW1 
0.250" TUTL1 TUTN8 TUTR5 1UTT9 TUTV1 TUTW3 
oF Polymershapes 
Extruded Acrylic Sheets 
= Tensile strength: 10,200 psi (clear); 11,030 psi (colors) 
= Continuous use temp.: 170°F 
High molecular weight lends itself well to thermoforming, bending, and 
flame polishing. Provide excellent weather and impact resistance with low 
heat loss. Used in fabrication, picture framing, skylights, displays, signage, 
and lighting applications. 
12" x 12" 24" x 24" 24" x 48" 48"x 48" | 48"x8 ft. 
Item Item Item Item Item 
Plastic Thickness No. No. No. No. No. 
Clear Sheets = 
0.093" TUNK3 1UNK7 TUNL2 TUNL6 1UNN1 «4g Polymershapes 
ee oe oe 
qo 5 4 i 
0.220" TUVN7 TUVNE TUVNG TUVP1 TUVP2 ABS (Acrylonitrile 
= 5236 TUNK6 TUNL1 TUNL5 TUNL9 TUNN4 B . S Sh 
ite Sheets ty ) 
#2447, 53% ant Transialssi0n utadiene rene eets 
118" TUPE5 TUPF2 — TUPF9 ; 
0.177" 1UPE1 1UPE7 1UPF4 — iuPGa— | " Tensile strength: 5400 psi 
17998 o. 36 = {UPE3 TUPES TUPF7 — TUPG7 = Continuous use temp.: 158°F 
7328, 32% Light Transmission : a ° 
0.118" 1UPB2 {UPB8 {UPC5 = {UPD?2 = Heat deflection temp.: 221°F 
0.177" 1UPB4 TUPC1 _— = TUPD4 = Impact strength: 7.5 Ib. 
Gray Shee 1UEBE 1UPGS PGS = WEDS Provides thermal and dimensional stability. Thermoformable haircell sheets 
#2064, 27% Light Transmission have a textur rface that is excellent for hiding cuts and scratches. f 
er SY UP WH {UPK = UP YI ave a textu ed surface that is excelle 0 ding cuts and scratches Used or 
0177" {UPV4 {UPW4 = = = machined, flat, and vacuum-formed parts in the food and refrigeration indus- 
0.236" _TUPV7 TUPW7 1UPX7 = 1UPY7 tries. Used to fabricate furniture, workstations, displays, guarding, and partitions. 
#2074, 13% Light Transmission 
0.118" 1UPZ1 TURA2 TURB2 — TURC3 12" x 48" 24" x 48" 48" x 48" 48" x 8 ft. 
0.177" 1UPZ4 _— 1URB5 _ _ Item Item Item Item 
0.236" 1UPZ8 1URA8 — — 1URC9 Plastic Thickness No. No. No. No. 
Black Sheets Thermoformable Haircell Sheets - Black 
#2025, Opaque - 0% Light Transmission 0.063" 1ZBR8 1ZBT3 1ZBT7 1ZBU2 
0.118" 1UNZ5 TUNZ8 TUPA2 — TUPA5 0.125" 1Z7BR9 1ZBT4 1ZBT8 1Z7BU3 
0.177" 1UNZ6 1UNZ9 TUPA3 — TUPA7 0.188" 1ZBT1 1ZBT5 1ZBT9 1Z7BU4 
0.236" 1UNZ7 TUPA1 1UPA4 — TUPA9 0.250" 1ZBT2 1ZBT6 1ZBU1 1ZBU5 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2211 


RAW MATERIALS 


Plastic 


Scan. Order. Done. 
Details on page A1. 








Sheet Stock 


.) Polymershapes 


Polypropylene—Food Contact- 
Grade Sheets and Round Rods 


= Tensile strength: 3400 psi 

= Continuous use temp.: 180°F 

= Heat deflection temp.: 212°F 

Polypropylene has excellent electrical properties and little or no moisture 
absorption. Carries light loads for a long period in widely varying temperatures. 
Frequently machined into parts requiring chemical or corrosion resistance, such 


Rod Stock as food packaging, laboratory equipment, automotive components, valves, and 
fittings. Meet FDA standards. 
12"x 12" 12" x 24" 12" x 48" 24" x 24" 24" x 48" 48" x 48" 48" x 8 ft. 48" LENGTH | 96" LENGTH 
Item Item Item Item Item Item Item Item Item 
Plastic Thickness No. No. No. No. No. No. No. Dia. No. No. 
Sheet Stock, White Rod Stock, White 
0.063" 22JL61 22JL62 22JL63 22JL64 22JL65 22JL66 22JL67 Yj' 22JM31 22JM32 
0.094" 22JM04 22JM05 22JM06 22JM07 22JM08 22JM09 22JM10 Ye 22JM35 22JM36 
0.125" 22JL82 22JL83 22JL84 22JL85 22JL86 22JL87 22JL88 Ai 22JM37 22JM38 
0.187" 22JL96 22JL97 22JL98 22JL99 22JM01 22JM02 22JMO03 Ya" 22JM33 22JM34 
0.250" 22JL75 22JL76 22JL77 22JL78 22JL79 22JL80 22JL81 il 22JM27 22JM28 
0.375" 22JM18 22JM19 22JM20 22JM21 22JM22 22JM23 22JM24 1v%' 22JM29 — 
0.500" 22JL68 22JL69 22JL70 22JL71 22JL72 22JL73 22JL74 1%" 22JM25 22JM26 
0.750" 22JM11 22JM12 22JM13 22JM14 22JM15 22JM16 22JM17 
1.000" 22JL54 22JL55 22JL56 22JL57 22JL58 22JL59 22JL60 
2.000" 22JL89 22JL90 — 22JL92 22JL93 22JL94 — 
) Polymershapes 
TIVAR® UHMW (Ultra-High Molecular 
Weight) Polyethylene Sheets 
Corrosion-resistant. Grade 88—Abrasion-and chemical- 
Dryslide—Super-low friction mate- Lia setae oe 
pare nesta els Pauve and erratic flow; for bulk na al nail 
helps reduce surging; for dusty s ications g 
environments. Won't mar packaging a naile eran th: 5600 psi 
or products. Self-lubricating to help sha P : 
= Continuous use temp.: 180°F 
ues. = Heat deflection temp.: 116°F 
= Tensile strength: 4800 psi P.: 
= Continuous use temp.: 180°F Antistatic—Self-lubricating plastic 
Sheet Stock f . : é; 
= Heat deflection temp.: 116°F protects against electrical charge 
High Operating Temperature buildup and reduces noise. . 
= Tensile strength: 5800 psi 
end bye Oper = Continuous use temp.: 180°F 
aun eee ange = Heat deflection tem ‘ 116°F 
inhibits oxidation. Abrasion-and Ps 
chemical-resistant. TIVAR®Eco—A blend of virgin and 
24" x 48" 48" x 8 ft. 48" x 10 ft. = Tensile strength: 5800 psi reclaimed TIVAR®. Provides excellent 
Item Item Item i . ° _raci ili 
Plastic Thickness No. No. No. = Continuous use temp.: sale F wear resistance and UV stability. 
Dryslide - Black = Heat deflection temp.: 116°F = Tensile strength: 4500 psi 
200" zNHI — a = Continuous use temp.: 180°F 
. 1 . ° 
0500" ONHUG — ONHVS = Heat deflection temp.: 116°F 
12" x 12" 12" x 24" 12" x 48" 24" x 24" 24" x 48" 48" x 8 ft. 48" x 10 ft. 
Item Item Item Item Item Item Item 
Plastic Thickness No. No. No. No. No. No. No. 
High Operating Temperature (H.0.T.) - White 
0.250' 2XPY1 2XPY5 2XPY9 2XPZ4 2XPZ8 2XRA3 6NFJ4 
0.375" 2XPY2 2XPY6 2XPZ1 2XPZ5 2XPZ9 2XRA4 6NFJ5 
0.500" 2XPY3 2XPY7 2XPZ2 2XPZ6 2XRA1 2XRA5 6NFJ6 
0.750" 2XPY4 2XPY8 2XPZ3 2XPZ7 2XRA2 2XRA6 6NFJ7 
Grade 88 - Blue 
0.250' 2XRA7 2XRC3 2XRC8 — 2XRD9 2XRE5 6NFH4 
0.375" 2XRA8 — 2XRC9 2XRD5 2XRE1 2XRE6 6NFH5 
0.500 2XRA9 2XRC5 2XRD1 — 2XRE2 — 6NFH6 
0.750" 2XRC1 2XRC6 2XRD2 2XRD7 2XRE3 2XRE8 6NFH7 
1.000" 2XRC2 — 2XRD3 2XRD8 2XRE4 — 6NFH8 
Antistatic - Black 
0.250' 2XRF1 2XRF6 2XRG2 2XRG7 2XRH3 2XRH8 6NFG9 
0.375" 2XRF2 2XRF7 2XRG3 2XRG8 2XRH4 2XRH9 6NFHO 
0.500" 2XRF3 2XRF8 2XRG4 2XRG9 2XRH5 2XRJ1 6NFH1 
0.750" 2XRF4 2XRF9 2XRG5 2XRH1 2XRH6 — 6NFH2 
1.000" 2XRF5 2XRG1 — — 2XRH7 2XRJ3 6NFH3 
Tivar Eco Recycled - Black 
0.250" 2NHV4 2NHV9 2NHW5 2NHX1 2NHX6 2NHY2 6NFH9 
0.375" 2NHV5 2NHW1 2NHW6 2NHX2 2NHX7 2NHY3 6NFJO 
0.500" 2NHV6 2NHW2 2NHW7 2NHX3 2NHX8 2NHY4 6NFJ1 
0.750" 2NHV7 2NHW3 2NHW8 2NHX4 2NHX9 2NHY5 — 
1.000" 2NHV8 2NHW4 2NHW9 — 2NHY1 2NHY6 6NFJ3 
2212 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® RAW MATERIALS 
Find the Ww. Find Solutions. Find Great Prices. Plastic 





Find more standard sizes at Grainger.com®; for custom sizes, go to grainger.com/specialorders 


Sheet Stock 


) Polymershapes 


UHMW (Ultra-High Molecular 


Weight) Polyethylene—Sheets, 
Round Rods, and Round Tubes 
Material is moisture-, odor-, and stain-resistant. For wear applications, Se 


especially in contact with metals. Can be easily machined with ordinary wood- 











ii ee ae Rod Stock Roun tock 
working tools. Widely used in industrial applications such as chute linings, dock aaeee one aoe 
bumpers, paper machine parts, and conveyor wear strips. ae gy oe 
Inside Item Item Item 
Standard ; : ; Outside Dia. Dia. Wall Thickness No. No. No. 
—Virgin food contact-grade. White color. FDA, USDA, and 3-A Dairy compliant. Tube Stock Virgin Food Contact Grade White 
= Tensile strength: 5800 psi as i Pare 1uWh Wwe arth 
j F ° 7 4 
= Heat deflection temp.: 116°F A 0.250" 1UWN5 | 1UWV5 — 
1" ¥5 0.187" 1UWN7 | 1UWV7 — 
Tube Stock Ya" 0.125" TUWN6 | 1UWV6 — 
= Temp. range: -20° to 180°F Vp" 78" 0.312" 1UWP1 | 1UWX1 = 
; MA ib 0.125" {UWP3 | 1UWX3 = 
= Tensile strength: 5800 psi 5" 0375" juwPa | iUWx4 — 
= Material: JHMW-PE 1%" yj" 0312" 1UWP5 | 1UWX5 — 
42"x12" | 12"x24" | 24" 24" | 24"x 48" | 48" x8 ft. | 48" x10 ft. us — oe 
i; 0.500 1UWP7 | 1UWX7 — 
Item Item Item Item Item Item i 2 - 
Thickness No. No. No. No. No. No. 1% : 0.250" 1UWP8 TUWX8 GNFD4 
Sheet Stock Virgin Food Contact Grade White 1% 0.187 1UWP9 | 1UWX9 | 6NFDO 
0.063" 1UVT7 | 1UVZi | 1UWB4 | 1UWD7 | 1UWGi | G6NFF1 1%" 1%; 0.187" 1UWR1 | 1UWY1 | 6NFC9 
0.125" TUVT8——s1UVZ2_| 1UWB5 | 1UWD8 — 1UWG2 | GNFF4 WK 1%" 0.375" 1UWR2 — = 
0.188" TUVTS ——s1UVZ3_—=| 1UWB6 | 1UWD9 | 1UWG3 | 6NFG2 : 1: 0.312" 1UWR3 | 1UWY3 — 
0.250" 1UVU1 1UVZ4 1UWB7 1UWE1 1UWG4 6NFF3 63%" 13%a" 0.475" = {UWY2 — 
0.375" TUvU2_| 1UVZ5_ | TUWB8 | 1UWE2 | 1UWG5 ~ GNFG4 7" 0.500" quwR4d | 1UWY4 = 
0.750" TUVU4_| 1UVZ7__ | 1UWC1_ | 1UWE4_ | 1UWG7 ~_‘6NFG3 9 en ESE +UWRa | iUWwYa 1 ENED? 
1.000" TUVU5 | iUVz8 | iUWc2 ~~ 1UWES5 | 1UWG8 — - irs 
1.500" {uVU6 | 1UVZ9 | 1UWC3 | 1UWE6 | 1UWG9 = 1% 0.250" TUWRS | TUWYS = 
1.750" TUVU7 | {UWA | 1UWC4 — TUWH1 _ 13/" 0.125" TUWR7 | 1UWY7 = 
2.000" TUVU8 | 1UWA2 | 1UWC5 | TUWES — — OVA! 0.250 1UWR9 _ 6NFD1 
1 FT 3 FT 6 FT 1 FT 3 FT 6 FT 2% 1% 0.312 1UWT2 — _ 
Item Item Item Item Item Item Tf 750" 1UWT5 1UWZ5 — 
Dia. No. No. No. Dia. No. No. No. DY" 1%" 0.500" 1UWT3 _ _ 
Rod Stock Black Virgin Black Rod Stock Virgin Food Contact Grade White ; 0.500" — — 6NFC8 
As = = TYVP7 A = = 1YVF4 2 0.250" 1UWT4 | 1UWz4 | G6NFD9 
ih = — = —|—1YVPS ih = = 1YVF9 25, A 0.375" 1UWT6 | 1UWZ6 | GNFD7 
TH" — TYVK9 | 1YVR2 TH" = TUXD1 | 1YVF8 : Ds he 
EA = TYVLT_ | 1YVR3 KA —~| 1UXD2___1YVF9 3" 0.500" 1UWT8 | 1UWZ8 — 
= — TYVL2_ 1YVR4 Z — | 1UXD3_ TYG 20 0.250" (UWT9 | 1UWZ9 — 
2 Va" — TYVL3_|TYVR5 2Va" = TUXD4 | 1YVG2 3% 244 0.187 _— 1UXA1 | _6NFD8 
215" — TYVL4 — 215" — TUXD5 | 1YVG3 34" 21" 0.500" 1UWU2 — — 
27" — TYVL5 = 294" — TUXD6 _T1YVG4 ; 0.250" = — 6NFE1 
+1 : 1YWJ2 {YVL7 ms 3 j 1UXB3 1UXDE {VEG 4 9.500" et _ Ta 
4 — 4 Yr" it 
3%" — TYVL8_|TYVT1 31," TUXB4_| 1UXD9 | 1YVG7 WA 3” sr wile ee EER 
394" TYWJ4__ TYVL9 — 375" TUXB5 — TYVG8 4" aaa TUWOT 1 AU YET = 
4" TYWJ5 — TYVT3 iy 1UXB6 | 1YVD7 | 1YVG9 5 5 sem 
A = vA = 4%, 0.250 1UWU8 | 1UXA8 — 
av; TYVJ6 TYVT4 We, TUXB8 | 1YVD9 a 
47," 1YWJ7_ | 1YVN3 — 5" 1UXB9 | 1YVE1 — 5 Y5" 4% 0.563" iUWUS = GNFES 
5 TYWJ8_|TYVN4 — 5" — TYVE2 = Ay, 0.375 1UWV1_ | 1UXB1 — 
A TYVJ9_|_TYVN5 = 6" TUXC2_ | 1YVE3 = 854" Tih 0.375" 1UWV2 | 1UXB2 | GNFE7 


f) Polymershapes 


UHMW (Ultra-High Molecular Weight) Polyethylene— 
Conveyor Guide Rails and Wear Strips 






= Tensile strength: 5800 psi Panis nil = _ 
: ; eg Leng ickness 0. 
= Continuous use temp.: 180°F Angle Stock 
= Heat deflection temp.: 116°F xT vA 2NJD2 
= Length tolerance: +0.125/-0.000" eRe is AT ange Stee 
= All pieces sold in 10-ft. lengths cued Al 2NJC9 
Self-lubricati ‘ay taal 30x 3K" Ai 2NJD1 
eH HES) HOMORIG Maletiah.lS Leg Length Dim. Base Width Dim. 
chemical-, corrosion-, and wear-resis- Item 
tant, with a low coefficient of friction Inside Outside Inside Outside No. 
d excellent sliding properties. Used 2 Shannel Stock 
and €Xxce g prop ye" Yq" A 1.000" 2NJC4 
with modular belts, steel-grate bakery y" i, ik 1.500" 2NJC3 
chains, and flat-top conveyor chains in “Yea Hea vo 1.250" 2NJC6 
— Ys 1 1% 2.000 2NJC2 
food processing and dairy applications. 5" {' 5" 9.500" ONJCI 
White color. ye il VA" 3.000" 2NJC5 : 
3" T 2V" 3.000" 2NJA9 U Channel Stock 
7B 1V4' 3h" 4.250" 2NJA8 a 
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RAW MATERIALS Scan. Order. Done. 
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f Polymershapes 


Delrin® Acetal Homopolymer— 
Sheets and Round Rods 


= Temp. range: 32° to 180°F Delrin® AF Blend—Low-Friction—This 2:1 


Delrin® 150—Food Contact Grade—Offers combination of Delrin AF100 and Delrin 150 has 
higher mechanical properties than general PTFE fibers uniformly dispersed throughout; offers 


: 3 ; excellent sliding/friction properties and better wear 
seen ane i soealetiay Se at characteristics than unfilled Delrin. Closer static and 
diameter, thin-walled bushings dynamic coefficient of friction allow higher-speed 
#Teinsil fs strength: 11,000 psi operation with reduced wear and virtually no slip- 


= Continuous use temp.: 180°F stick. For use in moving parts. 


. eres = Tensile strength: 8000 psi 
Heat deflection temp.: 250°F = Continuous use temp.: 180°F 


= Heat deflection temp.: 244°F 


Sheet Stock 








12" x 12" 12" x 24" 12" x 48" 24" x 24" 24" x 48" 
Item Item Item Item Item 
Thickness No. No. No. No. No. 
Delrin® Type 150 Sheets—Food Contact Grade - White 
0.250" 2VEP6 2VER8 2VEU1 2VEV3 2XME8 
0.375" 2VEP7 2VER9 2VEU2 2XMD7 2XME9 
0.500" 2VEP8 2VET1 2VEU3 2XMD8 2XMF1 
0.625" 2VEP9 2VET2 2VEU4 — 2XMF2 
i 
000" 4 4 
nowetren 1.250" OVERS OVETS = = 2XMIF5 
1.500" 2VER4 2VET6 — — 2XMF6 
2.000" 2VER5 2VET7 — — 2XMF7 
2.500" 2VER6 — — — — 
3.000" 2VER7 — = — = 
Length Length 
1 FT 3 FT 6 FT 1 FT 3 FT 6 FT 
Item Item Item Item Item Item 
Dia. No. No. No. Dia. No. No. No. 
Delrin® Type 150 Round Rods—Food Contact Grade - White Delrin® Type AF Round Rods - Dark Brown 
v' 2XMG1 2XMK2 2XMP3 vf 2XMV8 2XMX7 2XMZ6 
He 2XMG2 2XMK3 2XMP4 ¥e 2XMV9 2XMX8 2XMZ7 
x 2XMG3 2XMK4 2XMP5 Te 2XmMW1 2XMX9 — 
Te 2XMG4 2XMK5 2XMP6 VA 2XMW2 2XMY1 2XMZ9 
A 2XMG5 2XMK6 2XMP7 ye 2XMW3 2XMY2 2XNA1 
Ae 2XMG6 2XMK7 2XMP8 Va 2XMW4 2XMY3 2XNA2 
a 2XMG7 2XMK8 2XMP9 VA 2XMW5 — — 
Ja 2XMG8 2XMK9 2XMR1 il 2XMW6 2XMY5 2XNA4 
VA 2XMG9 2XML1 2XMR2 TVs" 2XMW7 2XMY6 — 
ik 2XMH1 2XML2 2XMR3 T%' 2XMW8 — — 
TR" 2XMH2 2XML3 2XMR4 1%" 2XMW9 2XMY8 2XNA7 
TV" 2XMH3 2XML4 2XMR5 Ths" — 2XMY9 — 
TH" 2XMH4 2XML5 2XMR6 a 2XMX2 — 2XNA9 
TA" 2XMH5 2XML6 2XMR7 2V4 2XMX3 — — 
TH" 2XMH6 2XML7 2XMR8 2 V0" 2XMX4 — — 
Th" 2XMH7 2XML8 2XMR9 274" 2XMX5 — 2XNC3 
TR 2XMH8 — 2XMT1 i 2XMX6 — — 
2" 2XMH9 2XMIN1 2XMT2 
2V," 2XMJ1 2XMN2 2XMT3 
2" 2XMJ2 2XMN3 2XMT4 
294" 2XMJ3 2XMN4 2XMT5 
ci 2XMJ4 2XMN5 — 
3 i" 2XMJ5 2XMNG — 
4" 2XMJ6 2XMN7 — 
5" 2XMJ8 2XMN9Q — 
5 iy" 2XMJ9 2XMP1 — 
6" 2XMK1 2XMP2 — 
ch Polymershapes 
Phenolic Sheets 
= Natural (Lt. Brown) color Cotton fabric-impregnated phenolic resin has easy machin- 
= Continuous use temp.: 125°F ability, low moisture absorption, and enhanced electrical 
= Heat deflection temp.: 125°F properties. Will not spark when struck. For mechanical 
= Width and length tolerances: +1.000" and electrical applications, such as gears, pulleys, rollers, 
guides, and control boards that require electrical insulation. 
12" x 12" 12" x 24" 24" x 36" 36" x 48" 
Item Item Item Item 
Thickness No. No. No. No. 
NEMA Grade CE 
0.063" 3HMX9 3HMT1 3HMV1 3HMX1 
0.094" 3HMY2 3HMT2 3HMV2 3HMX2 
0.125" 3HMY4 3HMT3 3HMV3 3HMX3 
0.188" 3HMY6 3HMT4 3HMV4 3HMX4 
0.250" 3HMY8 3HMT5 3HMV5 3HMX5 
0.375" 3HMZ1 3HMT6 3HMV6 3HMX6 
0.500" 3HMZ3 3HMT7 3HMV7 3HMX7 
Sheet Stock 0.750" 3HMZ5 3HMT8 3HMV8 3HMX8 
1.000" 3HMZ7 3HMT9 3HMV9 3HMY1 
NEMA Grade LE 
0.063" 3HMR1 3HMU1 3HMW1 — 
0.125" 3HMR3 3HMU3 3HMW3 — 
0.188" 3HMR4 — — 3HMY9 
0.250" 3HMR5 3HMU5 — 3HMZ2 
0.375" 3HMR6 3HMU6 3HMW6 3HMZ4 
0.500" 3HMR7 3HMU7 — 3HMZ6 
0.750" 3HMR8 3HMU8 3HMW8 — 
1.000" 3HMR9 3HMUS 3HMW9 — 
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GRAINGER CHOICE° RAW MATERIALS 
Find the wy. Find Solutions. Find Great Prices. Felt 


Felt Information 
WOOL FELT SYNTHETIC POLYESTER FELT 


Naturally flame-resistant, Type 1 wool felts will still burn when exposed to Economical synthetic felt. Ideal as a replacement for wool; however, polyester 
an open flame, although they will self-extinguish once the flame is removed. has lower sound-deadening, compression recovery, and wicking properties 
Material is naturally abrasion- and vibration-resistant. than wool. 


FELT COMPARISON CHART 
Alkalai 
Wool Fiber Tensile Resistance Compression Max. Abrasion Vibration Acid Resistance Solvent 
_ Material Content(%) Durometer Hardness Strength (psi) (psi) Recovery (%) Temp (°F) Resistance Absorption Resistance (Dilute) Resistance Color 
Wool Felt 
Grade F1 30 to 40A__Extra-Firm 500 33 200 Excellent High Good Fair Excellent _Off-White _ 
Grade F3 30 to 40A Firm 400 22 200 Excellent High Good Fair Excellent Gray 
Grade F5 20 to 30A Medium 400 18 200 Good Medium Good Fair Excellent Off-White 
— Grade F7 20 to 30A Medium 250 2 200 Good Medium Good Fair Excellent Gray 
_ Grade F10 15 to 25A Soft 220 200 Fair Low Good Fair Excellent _—_Off-White 
Grade F13 15 to 25A Soft 225 200 Fair Low Good Fair Excellent Gray 
_ Grade F26N 5 to 15A Soft 15 200 Poor Very Low Good Fair Excellent Gray 
Synthetic Polyester Felt 
Polyester = 75 to 85A Medium 500 Excellent —_ Ultra-High Good Fair Excellent White 





* GRAINGER 
APPROVED 


Felt Strips and Sheets 





PLAIN | ADHESIVE PLAIN | ADHESIVE . PLAIN | ADHESIVE 
BACKING | BACKING BACKING | BACKING BACKING | BACKING 
Density Item Item Density Item Item Density) TYPE TYPE (GRADE F1 
Thickness L (Ib./sq. yd.) No. No. Thickness L (Ib./sq. yd.) No. No. (Ib./ Item Item Item 
1"W - Wool Felt Strips 2'W - Wool Felt Strips Thickness Size sq. yd.)} No. No. No. 
Grade F1 Grade F13 Wool Felt Sheets 
¥g" iz: 6 2FGY2 — Ye" 120" 1 2FKL5 2FLD7 Grade F1 
Grade F13 YA" 120" 2 2FKL9 2HUN5 Ye" 12°xi2° 1 2DAH6 2FGW4 — 
Ye" 120" 1 2FKD8 2FKX1 YA" 120" 4% 2FKN4 2HUN7 Ye" 12°x12" 2 2DAH7 2FGW5 — 
Ve" 120" 1% — 2FKX3 Grade F26N Ya" t2'xi2 aA 2DAH9 2FGW7 — 
YA" 120" Z 2FKE3 2FKX5 Ya" 120" i 2HUV2 2HUY3 Ya" 12'x60" 4 2FGW1 — — 
YA" 120" 4Vq 2FKE7 2FKX9 V4" 120" 1% 2HUV3 2HUY4 YA 12x12" 6 2DAJ2 a a 
Grade F3 YA" 120" 3%8 2HUV5 2HUY6 yp 12'x 60" 8 2FGW3 _— _— 
Ye" 120" 2 2FHR9I 2FJH2 Grade F3 Y" 36'x 60" 8 3EDR8 — — 
Va" 120" 4 2FHT4 2FJH6 Ya" 120" 2 — 2FJR8 a" 12°x 12" 12 2DAJ3 = _— 
YA" 120" 8 — 2FJJ1 V4" 120° 4 2FJA1 2FJT3 1" 12 x12" 16 2DAJ4 — — 
Grade F7 3" 120" 6 2FJA3 2FJT5 Grade F3 
Ye" 120" 1% 2FHV1 2FJP6 YA" 120" 8 2FJA5 2FJT7 Ye" 12"x 12" 2 2FHF7 2FJA7 — 
YA" 120" 3 2FHV5 2FJR1 Grade F5 Ya" 12'xi2 4 2FHG2 2FJA9 — 
YA" 120" 6 2FHV9 2FJR5 YA" 120" 3 2FKL2 — YA" IZ xi2 8 2FHG6 2FJB4 — 
1"W - Synthetic Polyester Felt Strips Grade F7 Yn" 36'x 60" 8 3EDT4 — — 
Grade Poly Ye" 120" 1% — 2FJY3 Grade F5 
Ye" 120" 1% 2HVB2 2HVE5 YA" 120" 3 2FJC2 2FJY7 Ye" 12x12" 1% 2FJV1 2FKL8 — 
YA" 120" 1% 2HVB3 2HVE6 yy," 120" 6 2FJC6 — Y," I27 x12 6 2FJV9 2FKN5 — 
VY," 120" 3% _ 2HVE7 2'W - Synthetic Polyester Felt Strips Grade F7 
1%2"W - Wool Felt Strips Grade Poly Ye" 36"x 72" 1% | SHAUG _— — 
Grade F13 Va" 120" 1% 2HVC5 2HVF5 Ye" 12°x 12" 4% 2FHG3 2FJD3 — 
Ye" 120" 1 2FKH2 2FLA4 YA" 120" 12 2HVC6 2HVF6 yy 12"x 12" 6 2FHG5 2FJD5 — 
YA" 120" 2 2FKH6 2FLA8 YA" 120" 3% 2HVC8 2HVF7 4" I27 x12 9 2FHG7 — — 
YA" 120" 4% 2FKJ1 2FLB3 PLAIN ADHESIVE Grade F10 
Grade F3 BACKING | BACKING ¥e" 2x12" 3 2FKA1 — — 
Yo" 120" y) 2FHW3 2FJL5 TYPE TYPE Grade F13 
Y," 120" 4 2FHW7 2FJL9 Density Item Item i 30X28 SHAW7 — — 
Grade F5 Thickness Size (Ib./sq. yd.) No. No. Grade F26N 
¥" 120° 1% 2FKG6 2FKZ6 Synthetic Polyester Felt Sheets yy 12"x 12" 2HUN8 | 2HUV6 — 
yy" 120° 3 2FKH1 2FLA1 Ye 60" x 72" 1% 2HUZA 2HVD3 Ys" -42"x 12" 1% | 2HUP1 2HUV7 — 
VA 120° 6 2FKH5 2FLA5 As 60" x 72" 12 2HUZ5 2HVD4 ye" 12"x 12" 35% | 2HUP3 | 2HUV9 = 
Grade F7 Zs 120" x 72" 1% = 2HVD7 1" -36"x 72" 7% | 3HAX8 — — 
i 120" 1% 2FHY4 2FJU9 ¥ 120" x 72" 2% 2HVA1 = Wool Felt with Adhesive Backing Type 
Vj" 120° 3 2FHY8 2FJV4 Ye 60" x 72" 2% 2HUZ6 = Grade F1 
3%" 120" Ap — 2FJVG Y," 60" x 72" 3% 2HUZ7 2HVD5 Yr" 1a"x%" 8 _ _ 406F90 
YA" 120° 6 2FHZ3 2FJV8 





Burlap Fabric 39 May) 


Woven from natural jute fibers, this coarse fabric 
is 100% biodegradable and recyclable. Burlap has 
exceptional tensile strength and tear resistance. 
Large weave pattern results in exceptional breath- 
ability. Used in multiple industries including textile, 
construction, agriculture, and packaging. 





Item 
Thickness W L No. 
6.75 oz. Fabric Weight 
Yao" 30" 50 ft. 48YG47 
¥30" 40" 50 ft. 48YG53 
¥30" 40" 100 ft. 48YG49 
3/30" 40" 150 ft. 48YG50 
9 oz. Fabric Weight 
¥a0" 30" 100 ft. 48YG67 
¥30" 40" 150 ft. 48YG74 
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ADHESIVES 
Spray Adhesives 


Scan. Order. Done. 
Details on page A1. 





Multi-Purpose 27 
No. 6KWY1 


Industrial | 
Gade 


Foam Fast 74 
No. 3MA18 





Grade— 


(et) Hi-Tack 76 
a = No. 3MA22 


Equeey 
AgMeive 


Super 77™ 


No. 3MA23 


Hi-Strength 90 
No. 3MA16 


jndustrial | Industrial | 
E Grade Gade. 


Adhesive 
Remover 


Citrus Bave 


Adhesive Remover 
No. 3KB83 





Industrial | 





3M LOCTITE O° MB 


Spray Adhesives 


3M 


Heavy-Duty 20 and Multipurpose 27—Fast- 
tack sprays cover a wide variety of substrates. 


Pressure Sensitive 72—Industrial-grade 
formula is permanently tacky and repositionable. 
Can be used as pipe insulation lap adhesive. 


Foam Fast 74—Features high coverage, soft 
bond lines, and immediate bonds. 


Hi-Tack 76—High tack for 1-surface bonding. 


Super 77 Multipurpose—digh-tack, fast- 
drying spray bonds quickly. Low soak-in for 
long-lasting bond. 


Insulation 78—Foam adhesive bonds polysty- 
rene with no surface degradation. 


Rubber and Vinyl 80—Neoprene-based adhe- 
Sive is plasticizer-resistant. 


Hi-Strength 90—Creates a high-strength bond 
with excellent moisture resistance. Features 
variable-width lace spray pattern. 


Shipping Mate Case Sealing’’—Reseals 
cartons which come unglued or have to be 
opened and resealed. Holding strength in 10 
sec. with carton-tearing strength in 5 min. 
Nonmisting, precise spray control. 


Dry Layup Adhesive—This sprayable, synthetic 
elastomer-based adhesive is designed to reduce 
the amount of time required for dry layup of 
fiberglass. 





Adhesive Remover, Citrus-Based—Leaves no 
residue and can replace mineral spirits, acetone, and 
other organic solvents for general cleaning. 


CRC 


Spray Adhesive—General-purpose, quick tack 
adhesive is ideal for labeling boxes and machinery, 
sealing packages for shipment, hanging insulation, 
repairing furniture, and displaying materials. 


LOCTITE 


Maximum Strength Headliner—Water-resistant 
aerosol formula is effective in contact with automo- 
tive fluids except gasoline. Sprays on clear. Air dries 
in 5 min. 


SPRAYON 


General Purpose and SP900 Heavy-Duty— 
Provide bonding for woodworking, installing 
insulation, and product line work. Dry quickly. General 
Purpose is foam-safe; delivered in a controlled mist 
spray pattern. SP900 Heavy-Duty forms permanent 
bonds; controlled lace spray pattern. VOC and MIR 
compliant. 


GORILLA® 


Heavy-duty, multipurpose, and easy-to-use adhesive 
forms a clear, permanent bond that is moisture resis- 
tant, photo safe, and can be used on projects both 
indoors and out. Wide pad nozzle and controlled, fine 
mist spray allow even application. 





VOC Levels Meet Temp. Item 
Description Bonds Substrates SCAQMD Requirements Range (F) Size No. 
3M 
Heavy Duty 20 Laminates, Metals, Plastics, Rubber, Wood No Up to 210° 20 oz. 6KWX9 
Multi-Purpose #27 Paper, Cardboard, Fabrics, Soft Foams No Up to 140° 20 oz. 6KWY1 
Pressure Sensitive 72 Carpet Tiles, Cement Walls, Foam, Pool Liners, Polyethylene and Polypropylene Meets SCAQMD Requirements _0° to 120° 24 02. 3KB82 
; st ; Meets SCAQMD Requirements _0° to 120° 24 02. 3MA18 
FoamFast 74 Flexible and Rigid Foam, Upholstry Foam, Plastics (Latex, Urethane), Fabric, Felt, Cork No “30° to 200° 94 07. 15E722 
Hi-Tack 76 Cardboard, Cork, Fabrics, Felt, Foils, Glass, Metal, Plastics, Rubber, Vinyl, Wood Meets SCAQMD Requirements 0° to 160° 24 02. 3MA22 
Cardboard, Carpet Tiles, Drywall Corner Beads, Fabrics, Films, Meets SCAQMD Requirements 0° to 110° 16.75 02. 3MA23 
Foam, Foils, Insulation, Metal, Paper, Plastics, Wood No -30° to 200° 18 02. 15E719 
Super 77™ EPDM Rubber, Fabric, Felt, Cork and Fibrous Glass, Flexible Foam (Latex, eae Glass Meets SCAQMD Requirements _0° to 150° 20 oz. 400G22 
and Ceramics, Leather, Metal, Paper and Cardboard, Plastics (ABS, PVC, Acrylic), Plastics 
(Flexible Vinyl), Plastics (High Performance Nylon), Plastics (Polyolefin and Thermoplastic Meets SCAQMD Requirements 0° to 150° 400623 
Elastomers), Rigid Foam (Urethane), Rubber (Except EPDM), Wood and Hardboard 
Insulation 78 Wood, Metal, Glass, Ceramics, Leather, Felt, Fabric, Cardboard, Insulation, Paper Meets SCAQMD Requirements 0° to 140° 24 02. 3MA19 
Rubber and Vinyl 80 Laminates, Plastics, Most Rubber and Supported Vinyl, Leather, Wood Meets SCAQMD Requirements 0° to 200° 24 02. 3MA20 
Kick Plates, Laminates, Polyethylene and Polypropylene, Wood, Meets SCAOMT feauirements ana es a oy 3 Hal 
| Metal, Glass, Ceramics, Leather, Felt, Fabric No _ 460.8 07. 29UJ17 
Hi-Strength 90 EPDM Rubber, Fabric, Felt, Cork and Fibrous Glass, Flexible Foam (Latex, Urethane), Glass 
and Ceramics, Leather, Metal, Paper and Cardboard, Plastics (ABS, PVC, Acrylic), Plastics No 0° to 122° 90 oz 400G24 
(Flexible Vinyl), Plastics (High Performance Nylon), Plastics (Polyolefin and Thermoplastic 
_ Elastomers), Rigid Foam (Urethane), Rubber (Except EPDM), Wood and Hardboard 
aa olin Cardboard and Corrugated Cartons Meets SCAQMD Requirements 0° to 160° 24 07. 3MA21 
Dry Layup Adhesive Glass, Fabrics, And Roving No 0° to 150° 24 OZ. 3RAL5 
oe a No — 18.5002.  3KB83 
CRC 
Spray Adhesive Foam, Foils, Plastics, Papers, Cardboard And Cloths No 122° 24 02. 13P445 
Loctite 
ee ee Foam, Carpet, Fabrics, Plastics, Rubber No 0°t0170° 16.7502.  29UJ66 
Sprayon 
Cardboard, Carpets, Cartons, Cloth, Fabric, Fiberglass, Foil, Felt, ; sane é 
General Purpose Lighweight Foams, Plastics, Paper. Metal, Wood Meets SCAQMD Requirements -20° to 170 16.75 0z.  406R82 
SP900 Heavy-Duty Laminates, Plastics, Glass, Cardboard, Ceramics, Metal, Particle Board, Paper, Wood Meets SCAQMD Requirements -20° to170° 16.250z.  406R81 
Gorilla 
Heavy-Duty Wood, Metal, Fabric, Foam, Most Plastics, Paper, Glass, Leather Meets SCAQMD Requirements 32° to 120° 14 oz. 453U46 
2216 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





ADHESIVES 
Epoxy 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Devcon. ae. nocrire GB) cy 


| 
Epoxy Adhesives 


Use epoxy on a wide range of formulations 
to join construction elements together 

and form a strong bond. These adhesives 
protect underlying surfaces from dirt and 














Loctite®—All Hysol Series are for use on metal and 
plastic. E-OOCL™, E-OONS™, E-20HP™, E-30CL™, 

and E-90FL™ can also bond to ceramics and glass. 
E-60NC™ are for use with electronics. Fixmaster® Fast 





| 


Epoxy Adhesive 


moisture. They are widely used due to their Cure Epoxy bonds to metal, ceramic, concrete, wood, DP100 5-Minute® Epoxy 

resistance to chemicals and environments, glass, and plastic. Nos. 4KL23 and 3KE55 include 10 No. 48986 No. 5A462 No. 4YKT2 
their high strength, and their ability to premeasured cups each. Fixmaster® 
resist deformation under sustained load. No. 1YDZ8 


J-B Weld®—All bond to metal and plastic. Weld and 
Professional Series also adhere to wood. Kwik Weld 
also bonds to fiberglass. Use Marine Weld for ceramic, 
fiberglass, glass, masonry, and wood. 


3M Scotch-Weld—All DP series adhere 
to metal and plastic. DP110 also bonds to 
rubber. DP420 also adheres to ceramic, 
glass, and wood. DP460 is also for use 


Aci , 
aiiiee crainienaeoe Super Glue®—AQuick Setting Metal is for use on 


aluminum, copper, stainless steel, brass, iron, and steel. 
Plastic Fusion® is for use on plastic, rubber, metal, 
concrete, and porcelain. All other epoxies are used for 
glass, metal, wood, rubber, and plastic. 


Devcon®—All bond to metal, glass, 
ceramic, concrete, and wood. 





—o 





Gorilla Glue®—For use on ceramic, 


metal, and wood. Vibra-Tite®—All adhere to ceramic, metal, and wood. J-B Weld® Quick Setting 
No. 2UV83 No. 1FBG6 
Shear 
Functional Mixing Strength Epoxy Max. Item 
Description Application Container Type _Size Color Work Life Cure Full Cure Ratio (psi) Temp Range No. 

3M Scotch-Weld 

DP100 Bond. Fill. Seal Dual-Cartridge 1.64 oz Clear — 20 min 48 hr ca 1,500 300°F and Above 489J86 

DP100 Plus a Dual-Cartridge 1.64 oz Clear 4 min 20 min 48 hr 1:1 1,500 300°F and Above 489J87 

DP105 Dual-Cartridge 1.64 oz Clear 9 min 20 min 48 hr 1 2,000 200° to 249°F 489/90 

DP110 Bondi Dual-Cartridge 1.64 oz Gray 10 min 20 min 48 hr fi 3,900 200° to 249°F 48991 

DP125 g Dual-Cartridge 1.64 oz Gray 25 min 150 min 7 day 1 2,000  300°F and Above 489J93 

= Dual-Cartidge 1.69 02 OF White 20 m 2h 24ht-—21— 4 800-200" to 240°F 48998 

; ual-Cartridge 1.69 0z -White min r r ; ao ° to 249° 4 

DP420 For The Structural Bonding Dual-Cartridge 1.69072 Black 90 min al o4hr 2:1 4.500 200° to 249°F -489J97 

DP460 Bondin Dual-Cartridge 1.69 0z Off-White 1 hr 1 hr 48 hr 21 4,650 200° to 249°F 489/99 

DP460NS g Dual-Cartridge 1.640z  Off-White 1 hr 1 hr 48 hr 2:1 4,650 200° to 249°F 489K01 
Devcon 

For Fast Rigid Bond ag Syringe 0.8502 ~— Amber 6 min 15 min 12hr 14 ~=©1,900  200°to 249°F ~—sBA4G2 
-Mi ® 
enue peas For Rapid Curing and General Dual-Cartridge 1.6902 Off-White | 3min 1 hr 12hr 1:1 ~—1,900 += 200° to 249°F AT TA2 
Purpose, Rigid Bond in 5 min ae oe 
For all Metal Bonding that Requires to 

Curing and Greater Gap Filling Capabilities, . . _ _ 
5-Minute® Disappearing Blue Coloring Tells You When the syringe 25 mL Gray 7 min 12 hr "1 2,900 5E156 
Epoxy Gel Produce rrerougnly vised for Easy se 

or all Metal Bonding that Requires Fast : ; _ ; _ __ 

Curing and Greater Gap Filling Capabilities Dual-Cartridge 50mL 4 min 48 hr tl 2,500 4TT41 
2-Ton® Clear __ syringe 20 mL = 12 min = 16 hr 2,200 = 9E197 
Epoxy Dual-Cartridge 50 mL = 8 min = 16 hr 1:1 2.200) — 4TT40 

Gorilla - 
Epoxy Adhesive CET E neon one Syringe  0.850z Clear 5 min 15hr = 24hr =~ :1-— 2,600 =~ 200° to 249°F = AYKT 
Loctite : 
Hysol E-OOCL™ __ Dual-Cartridge 1.69 oz Clear 3.5 min 15 min 24 hr A 2,160  300°F and Above 4UK08 
Hysol E-OONS™ Dual-Cartridge 1.69 oz Clear 3 min 15 min 24 hr 1:1 1,600 199°F and Below 4UK11 
Hysol E-O5CL™ Fast Fixture, High Peel, Low Odor Dual-Cartridge 1.69 oz Clear 3 min 30 min 24 hr 1:1 1,430 250° to 299°F  2VRH6 
Hysol E-20HP™ — Dual-Cartridge 1.69 oz Tan 20 min 2 hr 24 hr 2:1 3,2/0 200° to 299°F 4UK09 
Hysol E-30CL™ Chemical Resistant, Impact Resistant, Low Viscosity Dual-Cartridge 1.69 oz Clear 30 min 3 hr 24 hr 2:1 3,100 250° to 299°F  2VRH9 
Hysol E-GONC™ Non-Conductive Dual-Cartridge 1.69 oz Black 1 hr 3 hr 24 hr 1:1 2,630 250° to 299°F = 2VRJ1 
y Dual-Cartridge 6.76 oz Black 1 hr 3 hr 24 hr 1:1 2,630 250° to 299°F = 2VRJ2 
Hysol E-90FL™ _ Dual-Cartridge 1.69 oz Gray 90 min or 24 hr 1:1 810 200° to 249°F  4UK10 
Hysol E-120HP™ Dual-Cartridge 1.690z Amber 120 min 3 ir 24 hr 2:1 4300  300°F and Above 4UK12 
Hysol 608™ Dual-Cartridge 1.69 oz Clear 2 min 15 min 24 hr 1:1 2,980  199°F and Below 2VRH/ 
y Fast Fixture, High Peel, Low Odor Tube 2.8 OZ Clear 5 min 15 min 24 hr ira 2,980 199°F and Below 2VRH8 
Plumbing Repairs slick 4s 0Z White Ip min # min Sp min iB ait Soyer and above 1078 
; an g ray min min r ; ; °F and Below 
Ea pe Penne eee vee Can 10.007 Gray 5 min 10 min iDhr 1:1 2.000  199°F and Below  3KE55 
ee Sere Minin Syringe 1.002 ~—Clear 8 min NotRated thr 1:1 2,300 300° and Above 5YGU7 
J-B Weld : 
me wed For Repairing and Bonding Heavy Duty, Automotive, Tube 1.0 0z Gray 30 min 6 hr 24 hr A 3,960  300°F and Above 2UV83 
Professinnal Home, Industrial, Farm and Marine Situations Tube 5.0 02z Gray 30 min 6 min 4to6hr 1:1 3,127 300°FandAbove 2UV88 
For Repairing Hobbies and Crafts, Hot and Cold Pipes, 
J-B Kwik Weld Furnaces, Hot Water Heaters, Disposals, Toilets, Tube 1.0 oz Gray 2 min 3 hr 6 hr 11 2,424 300°FandAbove 2UV85 
Appliances, Tools, Yard Equipment and Electrical Plugs 
guatnened For Repairing And Bonding Marine Applications Tube 1.0 02z Gray 20 min 6 hr 24 hr Hel 3,960  300°F and Above SDFVO 
uper Glue a 
a See ae Tube 0.502 Yellow  4to6min - o4hr 1:1 1,200 + 199°F and Below 3EHRS5 
Quick Setting Repairing and Bonding For Home, ; ; _ ° 
Farm. Office and Marine Syringe 1.0 0z Yellow 4to 6 min 24 hr 1:1 1,200 199°F and Below 1FBG6 
Quick Setting Gel Fills Gaps and on Large Porous Surfaces syringe 1.00z Off-White 4to6min _ 24 hr 1 1,500  300°F and Above 1FBH1 
eer Setting Industrial Strength, Repair and Bonding of Metals Syringe 1.00z Gray 4to 6 min — 24hr 1:1 2,500 300°FandAbove 1FBG9 
Instant Setting 90 Second Setting For Fast Bonding syringe 1.0 0z Yellow 90 sec — 24 hr 1:1 2,000 199°F and Below 3EHR4 
Super Strength De a Syringe 1.002 ~—*Yellow = 30 min = o4hr 1:1 2,000 += 200° to 249°F_~—« 1 FBGB 
Plastic Fusion® ie a ee A Syringe  1.00z Yellow 5to10min - o4hr 1:1 4,000 250° to 299°F ~—« 1 FBG 
Vibra-Tite 
For Bushing Assembly in Cars, Fiberglass Decks 
in Boats, Relays and Controls in Electronic 
905 Quick Cure Equipment, Lawn Sprinklers, Office Partitions, Dual-Cartridge 1.69 oz Clear 6 min 6 min 24 hr 1 1,000 250° to 299°F 49CF04 
Pump Casting Components, Golf Clubs, Home 
Furniture and Surgical Instruments 
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ADHESIVES 
Acrylic, Plastic & Urethane 


Scan. Order. Done. 
Details on page A1. 





Devcon zocrre SM 


Acrylic Structural Adhesives 


These durable acrylic adhesives combine the benefits of fast process speeds with tough, durable, and envi- 
ronmentally resistant bond strengths. They perform well against the elements because they are waterproof 
and stand up to UV exposure. Feature a higher tolerance for unprepared surfaces. 


DEVCON 

Plastic Welder" —Bonds most plastics, bare metals, and dissimilar substrates. 
LOCTITE 

Loctite® 324'"/325'"/326""—Bond to alnico, ferrite, and neodymium metals. 
Depend® 330™—Bond to ceramic metal, plastic, and wood. 


3m" 
Bonds to low surface energy plastics (LSE), thermoplastics, composites, and metals. 

















Plastic Depend® 330™ 
Welder™ No. 4KL14 
Container Functional Shear Item 
Description Type Type Size Color Work Life Cure Full Cure —_ Strength (psi) No. 
Devcon 
Plastic Welder” Non-Sag Adhesive For Vertical Applications To Metal, Glass, Phenolic, Ceramic _ Syringe 2omL — 6 min. — 24 hr. 3000 9E158 
Loctite 
Loctite® 324™ Larger Gap Applications, Impact Resistant Bottle 1.69 oz. Amber 9 min. 9 min. 24 hr. 2/00 2LT1C7 
Loctite® 325™ High Temp., Chemical Resistant Bottle 1.69 oz. Amber 9 min. 9 min. 24 hr. 1600 2LTC8 
Loctite® 326™ High Strength, Fast Fixture and Cure, Solvent Resistant gous i OZ. ne 9 min. 1 min. 7 te seh RL 
™ rr Wn Ki yringe OD OZ, ellow min. min. r 4KL14 
Depend® 330 No-MbcAgnesIve Kk Tube 6.7602. Yellow. 5 min. 5min. 24 hr 3300 AKL15 
3M 
DP8005 Medium Viscosity Dual-Cartridge 1.52 oz. Black 3 min. 3 hr. 24 hr. 2000 497641 
Scotch-Weld avi 
“asur 4 woe 
brstant Aarege = = 
Plastic Adhesives 
Seid == Plastic adhesives are resistant to weathering, oil, water, and plasticizer migration. They create a permanent 
——— bond. Fiberglass-reinforced polyester is ideal for long-lasting repairs. 
1099 Scotch-Weld™’—Bonds vinyl extrusions and sheeting, fabrics, foams, and many plastics. 
1099 Scotch-Weld™ PR100 4475 Industrial Plastic Adhesive—Bonds many ceramics, glass, leather, cloth, and vinyls. 
No. 3XH42 No. 400G26 - - , 
PR100—Precision nozzle. Recommended for gasket attachment, small joint assembly, jewelry assembly, 
Orthopedics and footware. 
Container Container Cured Begins Application Item 
Description Materials Bonded Type Size Color Family toHarden Functional Cure FullCure Shear Strength Temp. Range No. 
4099 Scotch-Weld™ Fabric, Foam, Plastics, Vinyls Can 1 qt. Beiges = 24 Hrs. 24 hr. = Less Than 230°F — 2RUE7 
Fabric, Foam, Plastic, Vinyl Tube 5.00 oz. Beiges 40 min. Not Rated 24 hr. 1306 Less Than 230°F 3XH42 
4475 Industrial Plastic Adhesive Plastic Can 5.00 oz. Clears 5 min. Not Rated 24 hr. 1000 psi Less Than 230°F 3XH51 
PR100 Plastic, Rubber Bottle 0.70 oz. — 10 to 30 sec. 24 hr. 24 hr. — — 400G26 
LOGTITE. 
= 1.69-0z. cartridge 
= Temp. range: -65° to 250°F 
Urethane or polyurethane adhesives exhibit superior moisture and humidity resistance, as well as good tough- 
ness and flexibility. They bond a wide variety of materials, including most metals plastics, and composites. 
Hysol® U-O5FL™—Bonds a variety of metals, as well as plastics, glass, wood, and more. Can also be used 
for potting and encapsulating strain and heat sensitive electronic components. 
Hysol® Hysol® U-O9FL™—Ideal for bonding polycarbonate and other plastics, glass, and metal. Suited for applica- 
U-O5FL™ tions requiring a clear, nonyellowing bond line. 
Hysol® U-O9LV""—Bonds polycarbonate and other plastics, glass, and metal. Suited for applications requir- 
ing a clear, nonyellowing bond line. 
Functional Shear Item 
Description Type Color Work Life Cure Full Cure Mixing Ratio Strength (psi) No. 
Hysol® U-05FL™ No-Mix Adhesive Kit Off-White 5 min. 3 hr. 72 hr. 930 4UK14 
Hysol® U-O9FL™ For Plastic, Impact Resistant, High Peel Clear 10 min. 2 hr. 72 hi. 1:1 1460 2VRJ3 
Hysol® U-09LV™ Low Viscosity, Medium Work Life Clear 10 min. 3 hr. 72 hi. 1 1146 2VRJ4 


2218 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


ADHESIVES 
Applicators 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 












a Westward® 3M™ 
No. 48H964 No. 3L943 No. 3EPT4 
ani 
Cox® Loctite® Newborn 
No. 12G283 No. 3NVL4 No. 3EAD9 
* 3M cox j= & 
COX Devoon. socnrr \=== BY 
Mfr. Item Pkg. 
Description For Use With Application Mixing Ratio Includes Model No. Qty. 
Westward® 
Manual Applicator 
Dual Cartridge Manual 50mL Cartridges Use With 50mL Duo-Pak Cartridges lite 2 Plungers 1:1, 2:1 48H964 48H964 1 
Plunger 
Epoxy Applicator Plungers No. 48H964 Use with Applicator No. 48H964 ae ee 4sH965 48H965 «1 
Static Mix Nozzle 
Mixing Epoxy Applicator Nozzle, 50mL Cartridges, Duo- a 
4" Length, 17 Cascades Pak Epoxy Cartridges 11, 21 48H967 48H967 = 10 
Pn ae onde eee 50mL Cartridges Use With Duo-Pak Epoxy Cartridges 1:1, 24, 41 = 48H966  48H966 10 
Mixing Epoxy Applicator Nozzle, 4 Be 
Square Green, 16 Cascades 50mL Cartridges 1,234 48H968 48H968 10 
3M 
Manual Applicators 
™ 50mL Duo-Pak Use With 50m! Scotch-Weld ’ METAL EPX 
Era etal Cartridges Duo-Pak Cartridges a 1 Plunger APPLICATOR 3943 
Static Mix Nozzle 
10:1 Acrylic Adhesives, a 
45m. Cartridges Mixing Nozzle 10:1 _ NOZ 33HE86 = 336 
Square Gold Cascade for a th 
Square Gold Cascade Mfr. No. EPX PLUS II Applicator No. 4TY44 Wt, 21 50008 1VAL5 12 
Cox® 
Manual Applicators 
200mL Cartridges ; 121,271,471, 1041 ; M200XMR 3EPT4 1 
Dual Cartridge 400mL Cartridges To Dispense Sealants And Adhesives 11.241. 41, 10:1 Plunger Kit for 4 Mix Ratios M400XMR 3EPT5 1 
50mL Cartridges — 1:1, 2:1, 4:1, 10:1 Plunger Kits for All Mix Ratios MP25 12G283 1 
10 oz. Cartridges ; ; 18:1 41004-XT 23YJ69 1 
Manual 10 oz. Cartridges To Dispense Sealants and Adhesives 36:4 = 1004-27 93YJ70 1 
Rechargeable 
Dual Cartridge 200mL Cartridges To Dispense Sealants and Adhesives —1:1, 2:1, 4:1, 10:1 se nein 81200MR  48ME59 1 
Pneumatic Applicators 
Dual Cartridge 400mL Cartridges — 1:1, 2:1, 4:1, 10:1 Plunger Kits for All Mix Ratios A400LPMR 12G285 1 
Devcon® 
Manual Applicator 
Mark 5™ ee Use with Devcon 47ml and 50ml DevPak —‘1:1, 2:1, 10:1 3 Plungers 14280 41T43. 
Static Mix Nozzle 
Mark 5™ Stepped Tip No. 47143 Use with No. 4TT43 Applicator Gun 12:1, 104 — 14285 4TT44 1 
Loctite® 
Manual Applicator 
Dual Cartridge Manual 50mL Cartridges Use With 50mL Epoxy Adhesives 125 2 Plungers 720228 3NVL4 1 
Static Mix Nozzles 
Mixing Nozzles 50mL Cartridges Use 50mL Epoxy Adhesives ears _ 833982 3NVL6 10 
Stepped End 50mL Cartridges Use with All Hysol 50m! Cartridges 1:1, 2:1, 4:1 720230 4UK16 10 
Newborn 
Manual Applicators 
16 oz. and 22 oz. 4 a Ae : 
Use With 300mL x 300mL Adhesives g Ea Pa A Push Disks for 3 Mix Ratios 535-XSP 3EAE2 1 
Cartridges 
Snap-In/Snap-Out Push Disk 5-Part 200ml and 
400mL Cartridges Use With 400mL Adhesives 11231,44,104 Push Disks for 4 Mix Ratios VR400-XSP 3EAE5 1 
Pneumatic Applicator 
; 16 oz. and 22 02. SF ea is 
Snap-In/Snap-Out Push Disk Cartridges Use With 300mL x 300mL Adhesives 1:1, 2:1, 4:1 _— 830A30 3EAD9 1 
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ADHESIVES 
Repair Putties 


Scan. Order. Done. 
Details on page A1. 





Epoxy, Urethane, and Silicone Adhesive Packets 







“py AS HARDMAN 
ERS és 


= 1:1 mixing ratio EPOXY ADHESIVES SILICONE ADHESIVES URETHANE ADHESIVES 
e . = Fullcure: 24 hr. — Chemical- and water-resistant Flexible once cured to form a bond Fast-setting adhesives have 
| = Pkg. of 10 once cured. that resists moisture, vibration, excellent tear, abrasion, wear, and 
i | 
| Peas af, _— (3.59) packets ozone, and temperature extremes. scratch resistance. 
| EPOXY EPOXY | Mfr. Item 
- EPOXY raow Aah Typ Substrates Color Work Life Model No. 
! pe = 11] poxy Adhesives 
; | fai a Fast Setting, Non-Sag, One Time Use wood, glass, metal, stone, ceramics and leather White 5 min. 4008-BG10 3KZA4 
soo a Fast Setting, One Time Use Wood, Glass, Metal, Stone, Concrete, Ceramics and Leather 3 min, 4001-BG10 —3KYZ11 
“ia ; = General Purpose, One Time Use Wood, Metal, Concrete, Fabrics, Most Plastics, Ceramics Amber 45 min. 4006-BG10 3KZA2 
2 — Machineable, One Time Use Metal, Wood and Hard Plastics Silver 25 min. 4002-BG10 _ 3KYZ3 
One Time Use Wet Surface Patch stone, concrete, metal, glass, china, wood and fiberglass. Gray 25 min. 4003-BG10 3KYZ5 
No. 3KYZ1 ental lear One Time Use metal, ceramics, glass, porcelain and wood Clear 1 hr. 4004-BG10 3KYZ7 
ilicone Adhesives 
One ime i metal, glass, wood, ceramics and many plastics Off White 10 min. 4030-BG10 3KZC3 
Urethane Adhesives 
High Peel Strength, One Time Use Rubber, Leather, China, Many Plastics Tan 9 min. 4022-BG10 3KZA6 
Semi-Rigid, One Time Use Rim Ports, Rubber, Flexible Electrical Connections White 5 min. 4023-BG10 3KZA8 


~ — a . 
AOCTITE,____— 


_ Hiarra ae er 





ae 

= : 
2 
ee i 


EA 3473 Fast 
Set Steel Putty 
No. 2TKP9 





Fixmaster 


No. 2TKR6 






et 
(MSE. aA Oa 


EA 3463 Metal 
Magic Steel™ Stick 
No. 5TT85 





SUPER 
Witts 
, Wieryt & 
Leather 
MENDER 
WaterWeld 
No. 2UV86 


Sait, 





Vinyl And Leather 











2000° Putty 


Repair Putties 
LOCTITE® 


EA 3463 Metal Magic Steel"—Seals pipes, gas 
tanks, water tanks, and vessels. Epoxy stick can be 
kneaded. 


EA 3471 Steel Putty—Siceel-filled, nonsagging epoxy 
bonds to stainless steel, concrete, cast-iron, and other 
metals. 


EA 3472 Steel Liquid—Steel-filled, pourable epoxy 
bonds to steel, cast-iron, stainless steel, and concrete. 


EA 3473 Fast-Set Steel Putty—Trowelable putty 
sets quickly and is machinable when cured. 


EA 3476 Stainless Steel Putty—Trowelable putty 
matches the thermal expansion coefficient of stainless 
steel. 


EA 3478 Superior Metal—Renews and protects 
surfaces from corrosion and abrasion in harsh environ- 
ments. Use on fuel and gas tanks, pipes, and elbows. 


PC 7254 Aluminum Putty—Trowelable epoxy can be 
machined when cured. 


Fixmaster 2000°F Putty—TIrowelable, machinable 
putty fills and restores damaged and cracked metal. 


J-B WELD® 


SteelStik—Hand-kneadable and steel-reinforced 
putty. Requires no tools or prep time. Makes permanent 


Adhesive ; 
No. 3EHR9 repairs on wet and dry surfaces. 
Wood Restore™ 
No. 39F873 
Shear 
Description Type Color Temp. Range _ Strength 
Loctite 
EA 3463 Metal Magic Steel Steel Filled, in Stick Form Gray Up to 250° F 2500 psi 
EA 3471 Steel Putty Steel Filled, Non-Slumping Gray Up to 225°F 4900 psi 
ed Gray Up to 225°F 6000 psi 
EA 3472 Steel Liquid Steel Filled, Self-Leveling Gray Up to 225°F 6000 psi 
EA 3473 Fast Set Steel Putty Steel Filled, Non-Slumping, Faster Setting Gray Up to 200° F 4600 psi 
EA 3476 Stainless Steel Putty Stainless Steel Filled, Non-Rusting, Non-Slumping Gray Up to 225°F 4600 psi 
EA 3478 Superior Metal Ferro-Silicone Filled, High Strength and Wear Resistance Dark Gray Up to 250°F 5500 psi 
PC 7254 Aluminum Putty Aluminum Filled, Non-Slumping Aluminum Up to 200°F 4000 psi 
Fixmaster 2000° Putty High Temperature Gray Up to 2000°F 675 psi 
J-B Weld 
SteelStik Waterproof, Petro, Chemical, and Acid Resistant Gray Up to 300°F 1000 psi 
Waterweld Underwater, Petro, Chemical, and Acid Resistant Off-White Up to 250°F 700 psi 
PlasticWeld Off-White — _ 
KwikWood™ Epoxy Putty Solvent Free, 1 Part Tan = 500 psi 
- Taupe = _ 
Wood Restore Wood Restore Taupe = _ 
PC Products 
; Gray “20 10 2o0'F 900 psi 
PC-Plumbing® Hand Moldable, 2-Part Epoxy Gray 50° to 250° F 900 psi 
Super Glue 
Steel Repair And Filler Steel Repair Cement Gray 25 to 200°F —_— 
Vinyl And Leather Adhesive Vinyl Adhesive, Stays Flexible Clear 40 to 150°F — 
Hercules 
Proproxy™ 20 Fast Acting Dark Gray/Black = 700 psi 
t NSF 61 Certified. 
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HERCULES® 


Waterweld—Hand-kneadable. Cures under water. 
For metal, plastics, and composites. Safe for use 
with PVC plumbing and potable water contact. 


PlasticWeld—Drinking water-safe adhesive bonds 
to ABS, PVC, and CPVC. Rebuild automotive trim, 
fiberglass parts, and vinyl siding. Waterproof. 


KwikWood™ Epoxy Putty—Repairs and rebuilds 
damaged, missing, and rotted wood quickly. 


Wood Restore™ Repair Putty—Easy-to-sand 
putty fills cracks and voids in wood and can be 
painted in 1 hr. Use indoors or out. 


PC PRODUCTS 


PC-Plumbing®—For sealing plumbing compo- 
nents with potable water contact. Cures wet or dry. 
Waterproof after cured. Use on PVC, ABS, stainless 
steel, copper, galvanized, black pipes, and tubing. 


SUPER GLUE® 


Steel Repair and Filler—Repairs holes and 
cracks. Can be drilled, filed, or sanded after curing. 
Resists boiling water, oil, and gasoline. 


Vinyl and Leather Adhesive—Remains clear and 
flexible after curing. 


HERCULES® 

Mixes quickly and easily to form a permanent bond 
in 20 min. Adheres to almost all surfaces including 
metals, masonry, wood, glass, ceramic, and some 
plastics. 


Functional Mfr. Item 
Work Life Cure Size Model No. 
3 min. 10 min. 4 oz. 209681 51TT85 tT 
30 min. 6 hr. 1 Ib. 219292 51187 
25 min. 6 hr. 1 Ib. 235617 5TT82 
25 min. 6 hr. 4 |b. 235618 2TKP7 
3 min. 10 min. 1 Ib. 219293 2TKP9 
20 min. 6 hr. 1 Ib. 2a5010 2TKP8 
20 min. 6 hr. 1 Ib. 209822 51T81 
20 min. 6 hr. 1 Ib. 235615 51T80 
30 min. 7 hr. 8 02. 235579 2TKR6 
5 min. 30 min. 2 02. 8267-S 2UV84 
2 min. 20 min. 2 OZ. S2t7 2UV86 
25 min. 3 HE. 2.00 02z. 8237 6UEL5 
15 min. 60 min. 1 02. 8257 5DFV1 
— 1 hr. 12 Oz: 40003 39F873 
— LE 32 02. 40004 39F874 
3 min. 60 min. 2 7. 025598 4AUX2 + 
3 min. 60 min. 4 oz. 045596 4AUX3 t+ 
10 min. 24 hr. VAL OZ. T-SR48 3EHR8 
10 min. 24 hr. TAZ, T-VL48 3EHR9 


— 20 Minutes 4 oz. 25515C 5KAVI 
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LOGTITE. 
Wear-Resistant Coating Kits —— 


Protect equipment from harsh industrial environments. Provide max. operating temp., compression strength, PC 7226" 
work time, and functional cure. Ideal for large-scale repairs. All include resin and hardener. Gray color. = 
Compressive —— 
Mixing Temp. Strength Mfr. Item -_ 
Description Type Ratio WorkLife FullCure Range (F) (psi) Model No. Sans p 

Epoxy Adhesive, 3 lb. Fine Particle Abrasion 4:1 30 min. 6 hr. -65° to 250° ~—- 15,000 209824  2TUP6 . - 
Epoxy Adhesive, 6 |b. Fast Cure _ Pal 10 min. Shr. -65° to 225° «12,000 += 235598 + —« 2TUP 

Epoxy Adhesive, 25 Ib. Fine Particle Abrasion 4:1 30 min. 6hr. -65°to 250° 15,000 209676  2TUP7 No. 2TUPG6 

Epoxy Adhesive, 25 lb. High-Temperature 4:1 30 min. Heat Cure -65° to 450° ~—- 15,000 235622  2TUPS 


LOCTITE. 
Nordbak® Brushable Ceramic 


This epoxy brushes on to form an ultra-smooth, high-gloss, corrosion-resistant finish that minimizes friction. 
Protects against turbulence, abrasion, and cavitation. Can also be used as a top coat over Loctite® Nordback® 
wearing compounds for surface rebuilding and lasting protection. Gray color. 








Mfr. It 
Mixing Ratio Work Life Functional Cure Temp. Range Shear Strength Model No. 
2.1511 30 min. 6 hr. Up to 200°F 12,500 psi 209826 51184 
Belt/Rubber Repair and 
Etching/Cleaning Solutions ZOC7I/7E. 
= Up to 180°F |__ ROETITE: 
URETHANE BELT REPAIR | MR Flex 80 Liquid 
Abrasion-, corrosion-, and impact-resistant products repair conveyor belts and 73 3 Repair Compound 
damaged rubber equipment. Nonshrinking and completely unaffected by oil, | See oren ee 
grease, and water. mre eter ber | 
MR Flex 80™ Putty Pourable Repair Compound—Rebuilds and repairs rubber 
parts and lines in pumps. Trowelable, 2-part putty bonds to metal, concrete, 
rubber, and some plastics. e 


MR Flex 80™ Liquid Repair Compound—Castable, 2-part urethane makes 
molds, fixtures, and expansion joints. Use for nonscratching holding fixtures. Se 


Fixmaster® Rapid Rubber Repair Urethane—Premium-quality belt repair for 
damaged rubber equipment. Quickly and easily repairs with the same durability 
and flexibility as the belt. 


Fixmaster Rapid 
Rubber Repair 


SF FM Etching 
Agent Activator 





ETCHING AND CLEANING SOLUTIONS as cans No. 2WKPS 
; ; , oO. 
For use with Rapid Rubber Repair No. 2WKR2. SS FM Etching Agent Activator 
etches surfaces for better bonding of urethanes. SF 8220 Flex™ Cleaner is 
a colorless liquid designed to thoroughly clean rubber, urethane, or metal 
surfaces before cleaning. Nontoxic formula dries quickly and leaves no residue. 
One-component liquid cures at room temperature and requires no mixing. 
Functional _Tensile Mfr. Item 
Description Type Mixing Ratio Work Life Cure Strength Size Model No. 
Urethane Belt Repair 
MR Flex 80 Putty Pourable Repair Compound Trowelable, Corrosion and Impact Resistant 100:40 10 min. 8 hr. 1500 psi 1 Ib. 209821 31178 
MR Flex 80 Liquid Repair Compound _ Ideal for Casting Molds, Fixtures, and Parts 100:13.3 20 min. 8 hr. 1800 psi 1 Ib. 209820 STT/7 
Fixmaster Rapid Rubber Repair Urethane To Repair Conveyor Belts and Line Pumps 1:1 1 min. 2 hr 1300 psi 400mL 428557 2WKR2 
Etching and Cleaning Solutions — = = Es oe) 
SF FM Etching Agent Activator, 3-fl. oz. Bottle, Enhances Bonds to Rubber 235638 2WKP8 
SF 8220 Flex Cleaner, 4-fl. oz. Can, Cleans and Primes Surfaces 233307 2WKP9 


FIND MORE ONLINE 


Can’t find it here? Go to Grainger.com® today to see our 
full selection of over 1.7 million products and the services 
and solutions to help you get it done! 
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ADHESIVES Scan. Order. Done. 
Threadlockers Details on page A1. 


Threadlocker Guide 


Threadlockers significantly increase the reliability of threaded fasteners. Liquid fills gaps between threads to help form solid, unitized assemblies. 
They help prevent fasteners from loosening due to vibration and protect against rust and corrosion. Depending on the formula, threadlockers can be 
primerless and oil tolerant. 


Color Strength Level Disassembly Removable With Full Cure Time Optium Temp. Ranges For Fastener Diameter 
Purple Low Removable Hand Tools 24 Hour -69° to 300°F Up to 4" (6mm) 
Green Medium Removable Hand Tools 24 Hour -65° to 300°F Up to %" (12mm) 
Blue Medium Removable Hand Tools 24 Hour =60° 10;0007F Ya" to %4" (6mm to 22mm) 
Red High Permanent* Heat and Hand Tools 24 Hour “Go, 100000 Up to %" (36mm) 
Black High Permanent* Heat and Hand Tools 24 Hour -65° to 300°F Larger than 2" 
“No threadlocker is permanent. High strength can be removed using standard hand tools following direct exposure to temperatures of 450°F. 
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Threadlockers 

Primerless Threadlockers—Allow you HIGH LUBRICITY 

to apply threadlocking material without High-strength formula with increased lubricity reduces fric- 

am using priming activators. tion and achieves proper clamp load, even when exposed 

#2 Threadlockers—Help prevent damage to vibration. Use for permanent applications on large metal 
hence to fasteners by sealing air gaps to stop fasteners over 7" dia. 

fasteners from loosening. Primers are often PLASTIC FASTENER 
Purple Blue suggested when using threadlockers to ; = 

No. 2VZC3 No. 5HYH7 help increase adhesion to fasteners. Fora LOW-strength and fast-curing threadocker can be used as a 


selection of primers, see page 2223. tamperproofing agent for screw heads. 


Wicking-Grade Threadlockers—Ideal STICK 
for threaded assemblies, these low viscos- Semisolid stick formula won't spill or leak. 
ity threadlockers flow or wick themselves TAPE 


onto threads. Meet MIL-S-46163A for 
Offers convenience with no mess. Works with 3 wraps on 








ae : ee existing designs. No. 49CF71 also meets rade aie 
So aa rie ASTM D 5363 for new design. Wieatea volevelyumme: 
Threadlocker Threadlocker Threadlocker Begins Item 
Color Classification Size Container toHarden Series Temp. Range Brand No. 
Low-Strength 
0.5 mL Capsule 10 min 222 -65° to 300°F Loctite 2VZC3 
10 mL Bottle 20 min 222MS __ -65° to 300°F Loctite 5E212 
Purple Threadlocker Som Bottle 10min 229MS -65°to 300°F Loctite _-5E213 
No. 49CF71 No. 49CF49 250 mL Bottle 4 min 111 -60° to 300°F_ _—Viibra-Tite 49CE74 
Medium-Strength 
Priuerless 10 mL Bottle 5 min 243 -65° to 360°F Loctite 5HYH7 
Threadlocker 50 mL Bottle 5 min 243 -65° to 360°F Loctite 5HYH5 
250 mL Bottle 4 min 12 -60° to 300°F _—Vibra-Tite 49CF38 
Blue 0.5 mL Capsule 5 min 242 -65° to 300°F Loctite 2VZC4 
Thraadtackar 10 mL Bottle min 242 -65° to 300°F Loctite 5A228 
50 mL Bottle 5 min 242 -65° to 300°F Loctite 2A269 
250 mL Bottle 4 min 121 -60° to 300°F _—Vibra-Tite 49CJ64 
Wicking Grade 10 mL Bottle 20 min 290 -65° to 300°F Loctite 5E216 
Green Threadloeker 50 mL Bottle 20 min 290 -65° to 300°F Loctite 5E217 
250 mL Bottle 4 min 150 -60° to 300°F _—Vibra-Tite 49CF71 
Medium-Strength, Removable With Hand Tools 
sii oe = 250ml. Bottle 5 min 243  -65°to 360°F ~—Loctite + SHYH6 
Threadlocker 250 mL Bottle 10 min 242 -65° to 300°F Loctite 4KL40 
High-Strength 
LO@CGTITE Primerless 10 mL Bottle 10 min 263 -65°to 360°F —_Loctite 5HYH9 
A425 Threadlocker 50 mL Bottle 10 min 263 -65° to 360°F Loctite 5HYJO 
laibiader naan 0.5 mL Capsule 10 min 262 -65° to 300°F Loctite 2VZC6 
oe <a 0.5 mL Capsule 10 min 271 -65° to 300°F Loctite 2VZC7 
10 mL Bottle 4 min 2760 ~=-65° to 300°F Loctite 1LLP8 
10 mL Bottle 10 min 262 -65° to 300°F Loctite 5E214 
10 mL Bottle 10 min 271 -65° to 300°F Loctite 5A230 
Red sOmL~Botlle 10min 262 -68°t0-300°F Loctite BE215 
: m ottle min -65° to 300° octite 
Ease rosters Threadlocker Fy imp Bottle 10min 271 —--65°to 300°F__—_Loctite ‘5 A231 
50 mL Bottle 60 min 212 -65° to 450°F Loctite 4KL51 
50 mL Bottle 60 min 277 -65° to 300°F Loctite 3KE49 
250 mL Bottle 4 min 131 -60° to 300°F _—CV’ibra-Tite 49CF49 
250 mL Bottle 9 min 140 -60° to 300°F _—iVibra-Tite 49CF63 
250 mL Bottle 9 min 137 -60° to 450°F __—Vibra-Tite 49CF57 
250 mL Bottle 9 min 146 -60° to 300°F _—rVibra-Tite 49CF66 
High-Strength, Removable With Heat and Hand Tools 
Primerless ° ° 
a Threadiceker 250 mL Bottle 10 mn 263 -65° to 360°F ponte 5HYH8 
THraadiacker 250 mL Bottle 10 min 271 -65° to 300°F Loctite 4KL50 
250 mL Bottle 60 min 212 -65° to 450°F Loctite 4KL52 
High Lubricity Threadlocker 
Black High Lubricity 59 mi Bottle 90min 2047 + -65° to 300°F_~—Loctite «191.453 


Threadlocker 
Plastic Fastener Threadlocker 





Blue ee Mena Bottle 15min 425 -65°to180°F Loctite  2VZD1 
Stick Threadlocker 
pig 0.32 oz Stick 5 min 248  -65°to 300°F Loctite | 3UU58 
vheadiocter? 208002 Stick 5 min 248 -65°to 300°F Loctite | 3UU52 
- 0.32 oz Stick 5 min 268  -65°to300°F Loctite | 3UU56 
" 0.67 oz Stick 5 min 268  -65°to 300°F Loctite | 3UU57 
Stick Tape Threadlocker Tape 
No. 3UU58 No. SHYJ1 Medium-Strength, 2 in W x 260 in L Loctite 5HYJ1 
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LOGTITE. 
Retaining Compounds 


Retaining compounds fill the space between Note: Require a secondary heat cure at 356°F (180°C) to 
parts to hold them in place with a high-strength generate high-temp. resistance. 

bond. They harden in the absence of air (called High-Strength—Room temp.-curing adhesives 
anaerobic adhesives). Full cure in 24 hr. are for pulleys, cams, flywheels, and rotor-to- 
Low-Viscosity—Bond rigid metal assemblies. SMaft bonds. Fixture in 10 min. NSF/ANSI-61 
Fixture in 10 min. Agency approvals: CFIA, MIL-R- "tified, ABS approved, and CFIA listed. 
460828 for existing designs, ASTMD-5363 for Specialty—Nonrun paste fills metal surface qe 
new designs. imperfections and repairs worn areas to keep 


High-Temperature—High-viscosity for repairing 'achinery running. Repairs worn shafts, splines, 
valve sleeves, retaining valve seats, and affixing  keyways, and housings. Fixtures in 20 min. CFIA 








cylindrical liners. Fixture in 30 min. CFIA listed. listed. 
Loctite® 609™ Loctite® 660™ 
Shear 10mL 50mL 250mL No. 4KM29 No. 5E227 
Strength Filling Max. Item Item Item 

Description (psi) Gap Size Temp. (°F) No. No. No. 
Low-Viscosity 
Loctite® 609™ 2300 Upto0.006" 300° 4KM29 4KM30 — Trade Shear Max. Item 
High-Temperature Name Strength (psi) Filling Gap Size Temp. (°F) Size No. 
Loctite® 620™ 3800 Upto0.015" 450° 4KM32 4KM33 4KM34 Specialty 
High-Strength ; - ' 3 6ml 2TRL2 
Loctite® 680” 4000 Upto 0.015" 300° | 4KM40 | — 3KE51 penne pe ai ee al 50m 5E227 


LOGTITE. 


Devcon. SIV 
Primers, Activators, 
and Accelerators 


Anaerobic adhesives cure in the absence of air and in the presence 
of metal ions. When assembling inactive metal parts, which are low ' 
in metal ions, primers are recommended to ensure proper adhe- FL10 Primer, 
sion. Use with anaerobic threadlockers, retaining compounds, pipe } SS 
sealants, and gasketing materials. 





; F Primer Is Optional 
Primer Is Recommended for Inactive Metals for Active Metals , 

Aluminum - Anodized (Alodine®, Irridite®) and Pure, Brass, Bronze, 

Black Oxide - Natural or Chemical, Cadmium, Gold, Copper, Iron, Kovar®, No. 6V556 No. 2VRL9 = No. 2VFK6 No. 2JCA4 No. 49CH77 
Iconel®, Magnesium, Plated Parts, Silver, Stainless Steel, Manganese, Monel®, 

Steel - Galvanized and Magnetite, Titanium, and Zinc Nickel, and Plain Steel 











Mfr. Item 
Description For Use With Type Size Dry Time Viscosity Color Brand Model No. 
Primers 
61100 Anaerobics Adhesives Acetone-Based 1 gal. Can 30 to 70 sec. 2 cps Light Green Vibra-Tite 61100 49CH60 
61102 Anaerobics Adhesives Acetone-Based 2 oz. Can 30 to 70 sec. 2 cps Light Green Vibra-Tite 61102 49CH61 
61108 Anaerobics Adhesives Acetone-Based 8 Oz. Can 30 to 70 sec. 2 cps Light Green Vibra-Tite 61108 49CH62 
61202 Anaerobics Adhesives Acetone/Isopropanol-Based 2 oz. Can 30 to 70 sec. 2 cps Amber _ Vibra-Tite 61202 49CH64 
61208 Anaerobics Adhesives Acetone/lsopropanol-Based 8 oz. Can 30 to 70 sec. 2 cps Amber _ Vibra-Tite 61208 49CH65 
625 Cyanoacrylates Heptane-Based 4 oz. Can Less Than 30 Sec. 1 cps Light Amber Vibra-Tite 62504 49CH80 
Cyanoacrylates Acetone-Based 1 gal. Can Less Than 30 Sec. 1 cps Light Amber Vibra-Tite 62600 49CJ75 
626 Cyanoacrylates Acetone-Based 4 oz. Can Less Than 30 Sec. 1 cps Light Amber Vibra-Tite 62604 49CJ73 
Cyanoacrylates Acetone-Based 8 oz. Can Less Than 30 Sec. 1 cps Light Amber Vibra-Tite 62608 49CJ72 
Loctite Anaerobics to Ensure The Cure of Inactive 
7090 Surfaces and Speed the Cure of Machinery Adhesives. —_ 1L <10 min. — — Loctite 88068 360061 
eh eg a ee 4-2. Can = = Blue Devcon 15980 6V556 
Flexane® FL-20 Promotes Adhesion to 
Primer — Concrete, Rubber, and Wood 4-oz. Can — — Orange Devcon 15985 6V557 
Loctite® 7088™ Anaerobics Semisolid 17g Stick = Semisolid Teal Loctite 1069258 2VRL9 
Anaerobic Adhesives Aerosol 4.5 oz. Aerosol — — — Loctite 209715 4KL21 
Loctite® 7649™ Anaerobic Adhesives Aerosol Can 25g Aerosol 30 to 70 sec. 1.2 Green Loctite 231020 2VFK7 
Anaerobic Adhesives _ _ _— 2cP LightGreen Loctite 135286 4KL11 
Loctite® SF 7471" Anaerobic Adhesives Bottle 1.75 oz. Bottle 30 to 70 sec. 12 Amber Loctite 135285  2VFK6 
Anaerobic Adhesives And Sealants On Inactive Metals = 4.5 oz. Aerosol — — = Loctite 135337 3HV17 
Loctite® SF 770 Cyanoacrylate Adhesives Heptane-Based 1.75 fl. oz. Bottle 30 Sec. 1.25 Clear Loctite 135266 2VFK5 
Safety Walk Primer = 3M™ Safety-Walk™ Slip-Resistant Tapes and Treads Solvent-Bsed 1 qt. = 900 - 1500cp = 3M 19339 21YT80 
Mfr. Item On-Part Mfr. Item 
Description Size Color Brand Model No. Type Viscosity Size Life Color Brand Model No. 
Activators K SEER 0.4 1/0 fl S Cl Loctit 229/69 2VFK1 
™ 2 cetone-Base /9 fl. 0Z. Spra — ear octite 
retin Depend eee at Brown Loctite cOg7y4 _aVFKS 0.4cP—t.75 1-07, Bottle 24 hn Clear Loctite 135294191166 
Adhesive 1-902. Bottle ~— Light Brown Loctite 135276 2VFK3 {cps 20z.Can__1min. LightAmber Vibra-Tite 62302 49CH71 
5 gal. Translucent 3M | 2JBR3 1 cps 2 oz. Can 24 Ar. : Clear Vibra-Tite 62102 49CH6/ 
Fastbond™ {L Translucent 3M { JCA4 Heptane-Based__1 cps 4 oz. Can 1 min. Light Amber Vibra-Tite 62304 49CH7/2 
2000 NF 9 Transl Mv OICA 1 cps 4 oz. Can 24hr.__ Clear Vibra-Tite 62104 49CH68 
32 02. ranslucent 3 96533 JCAS t cps 8oz.can1min. LightAmber Vibra-Tite 62308 49CH73 
1 cps 8 oz. Can 24 hr. Clear Vibra-Tite 62108 49CH69 
1 Q./ fl. 0Z. Spray — Clear Loctite 229783 2VFJ9 
Isopropanol- 1 1./9 fl. 0z. Bottle = — _ Clear Loctite 135316 2VFJ8 
Based 1 cps 2 oz. Can 1min._LightAmber Vibra-Tite_ 62402 49CH/5 
1 cps 4 oz. Can 1 min. LightAmber Vibra-Tite 62404 49CH76 


1 cps 8 oz. Can 1 min. LightAmber Vibra-Tite 62408 49CH77 
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RectorSeal® #5 


Slic-tite® Paste w/PTFE 


Scan. Order. Done. 
Details on page A1. 








561™ Thread 


No. 4YRV9 No. 2F896 Sealant Stick 
No. 3UU53 
= s G@ P 
TEMS LOCTITE. Permatex LACO i hak 
Pipe Thread Sealants and Repair Kits Sane 
THREAD SEALANT PIPE THREAD SEALANT 


Anaerobic thread sealants are applied to a metal fastener and installed into a 
metal assembly. In the absence of air and the presence of active metals, the 
anaerobic compound will cure into a thermoset plastic, thus locking and sealing 


Seal threaded pipe fittings propery and block the leak path along the threads. 
Help make sure pipe joints are pressure-tight and waterproof. 


PIPE THREAD REPAIR KITS 





the fastener in place. 


REFRIGERANT PIPE SEALANT 

Refrigerant Pipe Sealant has excellent solvent resistance on threaded fittings 
and pipes up to 3" dia. It has good chemical resistance and is recommended for 
refrigeration systems and service with aggressive chemicals. 


Make permanent repairs to stripped, threaded assemblies in 5 min. Allow up to 
1538 in.-lb. torque on a 1" bolt. Resist most shop fluids. 
PIPE JOINT COMPOUND 


Pliable compound seals oily fittings and resists loosening by thermal expansion. 
Use on water, steam, oil, and fuel lines. 


Gas 
Container Pressure Liquid Application Item 
Size Type Chemical Type Strength Color Range _ Pressure Range Full Cure Begins to Harden Temp. Range Brand No. 
Thread Sealant 
Bottle Anaerobic High Brown — — 24 hr. — i2°F Vibra-Tite 49CH21 
50mL Tube Anaerobic Medium Yellow — — 72 fk — 72°F Vibra-Tite 49CH13 
Tube Methacrylate Ester Low White _ 10,000 psi — 24 hr. — 72°F Loctite 4KM15 
°50mL Bottle Anaerobic High Purple — — 24 hr. — 12°F Vibra-Tite 49CH16 
Tube Anaerobic High White — — 24 hr. — i2°F Vibra-Tite 49CH29 
Refrigerant Pipe Sealant 
10mL Bottle Methacrylate Ester High Red 10,000 psi — — — 72°F Loctite 1YDZ3 
Pipe Thread Sealant 
TL Bottle Methacrylate Ester Low White 10,000 psi 10,000 psi 24 hr. — 12°F Loctite 6KXK4 
Brush Top Can Polymeric Material — White — — — — — Permatex 3DPR7 
4 oz. Can — — Yellow __ 2600 psi 12,000 psi_ Soft Set Pressure Test Immediately — 20° to 140°F Rectorseal 4YRV8 
Can PTFE — Blue 2000 psi 10,000 psi Flexible Set Cure Time Varies — 20° to 140°F Rectorseal 4YRW8 
Can — — Yellow __ 2600 psi 12,000 psi__ Soft Set Pressure Test Immediately — 20° to 140°F Rectorseal 4YRV9 
Can PTFE — White 2000 psi 10,000 psi Non Setting Immediate Test — 20° to 140°F Rectorseal 4YRW6 
8 02. Can PTFE — Blue 2000 psi 10,000 psi Flexible Set Cure Time Varies — 20° to 140°F Rectorseal 4YRW9 
Waren: PTFE — White 3000psi_ —-10,000 psi Soft Set Compound Seals within 2 min. -50°to500°F © La-Co —-2F 896 
— — — Black — — Varies Limitless — Rectorseal 46F524 
Proprietary Polymeric Material 
Brush Top Can Containing Dispersed PTFE _ White —_ —_ Remains Tacky _ fz 'F Loctite 16NH11 
and Isopropyl! Alcohol 
16 02. “Brush Top Can PTFE —~~ White = = = = = Permatex 2GXY8 
Can — — Yellow __ 2600 psi 12,000 psi__ Soft Set Pressure Test Immediately — 20° to 140°F Rectorseal 4YRW1 
Can PTFE — White 2000 psi 10,000 psi Non Setting Immediate Test — 20° to 140°F Rectorseal 4YRW7 
Can PTFE — Blue 2000 psi 10,000 psi Flexible Set Cure Time Varies — 20° to 140°F Rectorseal 4YRX1 
19g Stick Methacrylate Ester Low White _ 10,000 psi — 24 hr. — f2°F Loctite 3UU53 
Bottle Methacrylate Ester — Purple 10,000 psi — — — 12°F Loctite 5A237 
Bottle Methacrylate Ester Low Brown _ 10,000 psi — — — 72°F Loctite 4KM18 
Tube — — White — — — — — Permatex 2GXX5 
on Tube Dimethacrylate Ester Low White — - 24 hr. eee ee Loctite 122238 
Tube Dimethacrylate Ester Medium Yellow _ 10,000 psi 10,000 psi 24 hr. 30 min. -65° to 450°F Loctite 49CR90 
Tube Dimethacrylate Ester Medium White 10,000 psi — — 24 hr. 72°F Loctite 4KM24 
Tube Methacrylate Ester — Purple 10,000 psi 10,000 psi — — 12°F Loctite 6JZW3 
Tube Methacrylate Ester Low White _ 10,000 psi 10,000 psi 24 hr. 30 min. -65° to 450°F Loctite 49CR86 
Bottle Methacrylate Ester — Purple _10,000 psi — 24 hr. — fae Loctite 4KM12 
Tube Dimethacrylate Ester Medium White 10,000 psi — — 24 hr. 12°F Loctite 4KM25 
950mL Tube Dimethacrylate Ester Medium Yellow _ 10,000 psi 10,000 psi 24 hr. 30 min. -65° to 450°F Loctite 49CR91 
Tube Methacrylate Ester — Purple _10,000 psi 10,000 psi — — 72°F Loctite 6JZW4 
Tube Methacrylate Ester Low White 10,000 psi — 24 hr. — ‘fag Loctite 4KM16 
Tube Methacrylate Ester Low White _ 10,000 psi 10,000 psi 24 hr. 30 min. -65° to 450°F Loctite 49CR87 
350mL__ Brush Top Can Methacrylate Ester Low White _ 10,000 psi 10,000 psi 24 hr. 30 min. -65° to 450°F Loctite 49CR88 
1% 0z. Paperboard Holder PTFE — White 350 psi 2,000 psi Soft Set Compound Seals within 2 min. 0° to 350°F La-Co 2F892 
Pipe Sealant for Refrigeration Systems 
250mL Bottle Methacrylate Ester High Red 10,000 psi — — — 12°F Loctite 1YDZ4 
Pipe Repair Kit 
‘ tt a — _ Yellow _— — — — — Loctite 4KM86 
es = — Yellow 3 — = = = = Loctite  2PAD3 
Pipe Joint Compound 
16 0z. Bottle Polymerized Vegetable Oil — Black — — — — — Permatex 3DPR1 
t UL Approved. 
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ADHESIVES 


Instant Adhesives 











Super Glue Instant Adhesives 


"Multipurpose" items fill gaps up to 0.004" 
"Toughened" items provide increased impact and shear strength 
"Gap-Filling" set slowly, allowing adjustment and filling up to 0.008" 
"Close-Fitting Parts" are solvent-free with high tensile and shear strengths for tight tolerance 
"Porous Surfaces" bond a wide range of uneven and absorbent substrates 


avi Ls hoenTre SEER UWA 


Instant adhesives provide very strong bonds and start curing almost immediately. 


Trade 
Name Size 
3M 
Scotch-Weld $1100 0.7 oz. 
Gorilla Glue 
Brush & Nozzle 10g 
Loctite 


a 39 
380 1-02. 
382™ 20g 
a 39g 
401 20g 
403™ 209 
V3 OZ 
ae 4 07. 
406™ 3g 
a 39g 
™ 20g 
410 39 
411™ 20g 
7 39 
414 1 02. 
415” 162. 
416™ 1:0z, 
420™ 1 02. 
™ 20g 
426 10 
7 39g 
430 1 02. 
431™ 20g 
435™ 20g 
" 20g 
444 20g 
3g 
0.14 oz. 
10g 
454 20g 
30g 
2009 
7 10g 
455 500g 
460™ 20g 
480™ 20g 
493™ 1 02. 
7 39g 
495 1 02. 
496™ 1 02. 
498 1.02. 
499™ 10g 
4203™ 20g 
4204™ 20g 
4471™ 20g 
‘a 0.7 fl. oz. 
7452 Spray 
Super Glue 
0g 
ACCUTOOL 5g 
2g 
Future Glue 2g 
0g 
Super Glue -s 
0.59 
The Original 29 
Super Glue 29g 
20g 
Vibra-Tite 
320 1 02. 
322 1 Ib. 
330 1 02. 


Description 
Multipurpose 


Multipurpose 


Toughened, for Close-Fitting Parts 
Gap-Filling, Ultra-Performance Wire Tacking 
Multipurpose, Surface-Insensitive 


Gap-Filling, Low Odor/Low 

Bloom, Surface-Insensitive 
Rubber O-Ring Bonder 

Rubber Bonder 

Wicking Grade, Surface-Insensitive 


Multipurpose 
Gap-Filling, Toughened 


Multipurpose, for Plastics 


Gap-Filling, for Metals 
Gap-Filling, for Plastics 
Wicking Grade, for Plastics 


Toughened, for Porous Surfaces 


For Close-Fitting Metal Parts 


Gap-Filling, High Viscosity 
Surface-Insensitive, High Peel Strength 


Wire Tacking 


Multipurpose, Porous Surface 


Multipurpose, for Porous Surfaces 
Low Odor/Low Bloom Gel, for Porous Surfaces 


Low Odor/Low Bloom, for Close- 
Fitting Parts, Surface-Insensitive 
Fast-Setting, Toughened 

Wicking Grade, for Metals 
Multipurpose 


Multipurpose, for Rubber 

Thermal Cycling, Medium Viscosity 
Thermal Cycling 

Thermally Resistant, for Close-Fitting Parts 
Gap-Filling, Thermally Resistant, Toughened 
Fast Cure, for Porous Surfaces 


Acetone-Based 


Super Glue with Precision Applicator 


Porous Surfaces, Close-Fitting Parts, Toughened 
Gap-Filling, Porous Surfaces 
Porous Surfaces, Close-Fitting Parts, Toughened 


Multipurpose 


Wicking, Bonds Plastic 
Gap Fill, Bonds Plastic 
Metal & Rubber Bonder 


Gap Fill 


0.006" 
0.006" 
0.008" 
0.005" 
0.005" 


0.008" 


0.005" 
0.005° 
0.004" 
0.010" 
0.010" 
0.008" 
0.008" 
0.008" 
0.006" 
0.006" 
0.008" 
0.008" 
0.002" 
0.010" 
0.010" 
0.005" 
0.005" 
0.008" 
0.007" 
0.007" 
0.010" 
0.010" 
0.010" 
0.010" 
0.010" 
0.010" 
0.010" 
0.010" 


0.004" 


0.006" 
0.002" 
0.004" 
0.004" 
0.006" 
0.007" 
0.010" 
0.005" 
0.008" 
0.007" 


0.005" 
0.020" 
0.005' 
0.020" 
0.005" 
0.020" 
0.020" 
0.004" 
0.004" 
0.004" 
0.004" 


0.002" 
0.008" 
0.006" 


Viscosity Temp. Range 
80 to 120 cPs_ -65° to 180°F 
— -65° to 180°F 
300 cPs -65° to 225°F 
200 cPs -65° to 225°F 
5000 cPs_ _-65° to 210°F 
90 cPs -65° to 250°F 
90 cPs -65° to 250°F 
1200 cPs  -65° to 200°F 
80 cPs -65° to 180°F 
80 cPs -65° to 180°F 
20 cPs -65° to 250°F 
Gel -65° to 180°F 
Gel -65° to 180°F 
3500 cPs_ _-65° to 225°F 
3500 cPs_ —-65° to 225°F 
5000 cPs_ _-65° to 210°F 
110 cPs -65° to 180°F 
110 cPs -65° to 180°F 
1500 cPs_ _-65° to 180°F 
1500 cPs = -65° to 180°F 
2 cPs -65° to 180°F 
Gel -65° to 210°F 
Gel -65° to 210°F 
80 cPs -65° to 180°F 
80 cPs -65° to 180°F 
1000 cPs_ _—_-65° to 180°F 
175 CPs -65° to 225°F 
700 cPs -65° to 180°F 
700 cPs -65° to 180°F 
Gel -65° to 250°F 
Gel -65° to 250°F 
Gel -65° to 250°F 
Gel -65° to 250°F 
Gel -65° to 180°F 
Gel -65° to 250°F 
Gel -65° to 200°F 
Gel -65° to 200°F 
45 cPs -65° to 200°F 
200 cPs -65° to 180°F 
2 cPs -65° to 180°F 
45 cPs -65° to 250°F 
45 cPs -65° to 250°F 
125:GPs -65° to 180°F 
500 cPs -65° to 180°F 
Gel -65° to 200°F 
375 CPS -65° to 250°F 
4000 cPs_ _—_-65° to 250°F 
600 cPs -65° to 180°F 
0.4 cPs _— 
100 cPs -65° to 180°F 
Gel -65° to 180°F 
100 cPs -65° to 180°F 
Gel -65° to 180°F 
100 cPs -65° to 180°F 
Gel -65° to 180°F 
Gel -65° to 180°F 
40 cPs -65° to 180°F 
40 cPs -65° to 180°F 
40 cPs -65° to 180°F 
40 cPs -65° to 180°F 
Tito 3-cPs 0° to 200°F 
1500 to ° ° 
©2100 cPs 0° to 200°F 


12310 127 cPs 0° to 280°F 


Item 
No. 


29UJ23 
49UU19 


3KE57 
5E211 
2VFH7 
2VFG1 
2VFG2 


oXB48 


9E205 
36D059 
2VFG3 
2VFH8 
9E210 
2VFG8 
2VFG7 
AKL81 
2VFH9 
9E207 
2VFJ1 
9E208 
AKL86 
2VFH1 
2VFG9 
4XZ71 
9E206 
3CHD7 
3CHDS 
4KK94 
2VFJ2 
9A232 
1LLR6 
OXBo2 
9A233 
6JZX0 
4KL94 
2VFG4 
4KK97 


4KL96 


2VFH2 
2VFJ3 
9E359 
4KM01 
2VFJ5 
2VFJ6 
2VFJ7 
2VFH3 
2VFH4 
AKL92 


3XB49 


3EHP2 
3EHP4 
3EHP6 
3EHP7 
3EHP8 
3EHR1 
3EHPS 
oDLE1 
3EHP9 
SEHP3 
3EHP1 


49CG09 
490G15 
490G18 
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Gasket RTV Silicone B= S1596 RTV Silicone 
Sealant Sealant Multipurpose Adhesive Sealant 
No. 13P428 | No. 2YE19 Sealant Sealant No. 2GXY5 
No. 53DA94 No. 1TDX5 
urrwr » cliente 
Cort, MOT cag f 
antI-SEIZE 
‘a . @©  secrn -— 
LOGTITE. wai” MESS es Permatex SUREBOND lige IVE 









Anaerobic-, Poly-, Silicone-, and Solvent-Based Sealants 


Anaerobic-Based Flange—Rigid gasketing material remains liquid when 
exposed to air, but cures to a solid bond when confined between 2 mating 


flanges. For rigid flanges. 


Polyurethane-Based—Sealant won't harden or set, even at very high 


Silicone-Based—Highly flexible adhesive offers excellent weatherability, fluid 





and temperature resistance to meet key industry specifications. 
Solvent-Based—Generally used as a gasket dressing to fill voids between a 


cut gasket and the parts being sealed. 






temperatures. Mfr. Item 
Description Type Color Size Temp. Range Full Cure Model No. 
Anaerobic-Based Flange Sealants 
Loctite 
™ ; Red 50mL -65 to 400°F 4 hr 135474 122232 
510” Anaerobic Flange Sealant Anaerobic Red 250mL -65 to 400°F 4 ht 234295 122242 
9127" Anaerobic Gasket Sealant Blue 300mL -65 to 300°F 24 hr 229501 122236 
515™ Anaerobic Flange Sealant Flexible Seal PHS um a to SOF ‘a vt sie a 
Loctite 518 Flange Sealant Anaerobic Red 90mL -65 to 300°F 4 hr 2096064 49CR93 
Polyurethane-Based Sealants 
ayomar Bl 80mL 0 to 250°C R Tack HUBRO2 13P42 
; ue m -00 to 250° emains Tacky 427 
Adhesive/Sealant Blue 200mL -50 to 250°C Remains Tacky  HUBRAOt _ 13P428 
. . Blue 100 g “5a 1065/2 F Remains Tacky HUBO003 2VUV1 
Gasket Sealant Nonsetting NonHardening Blue 350g -58 to 5/2°F Remains Tacky HUBOO5 _ 2VUVS5 
; wae Li Blue 200mL -08 to 662°F Remains Tacky HUBA02 2VUV6 
Nonsetting NonHardening High Temp Blue 350g -58 to 662°F Remains Tacky HUBAd  2VUV4 
Silicone-Based Sealants 
Anti-Seize Technology 
High Temperature Red 8 0Z -85 to 600°F 24 hr 27085 DE144_ 
Black 8 OZ -85 to 450°F 24 hr 2/088 34D504 
AST-RTV™ Silicone Sealant Multipurpose Clear 8 0Z -/5 to 450°F 24 hr 2/086 5DE145) of 
Silver 8 OZ -85 to 450°F 24 hr 2/089 4UJ99 
CRE Multipurpose, Pressurized Can White 8 0Z -75 to 450°F 24 hr 2/084 4UJ98_ 
General Purpose Clear 10.1 0z -70° to 400°F 24 hr 14073 13P450 
RTV Silicone Sealant High Moisture Resistance Indoor/Outdoor White 6.5 oz -/6 to 400°F 24 hr 14056 2YE20 
High Temp. Low Odor Red 6.5 0z -80 to 500°F 24 hr 14059 2YE21 
Multipurpose Clear 65:02 -76 to 400°F 24 hr 14055 2YE19 
Dow Corning 
Black 10.1 0z -75° to 350°F 1 day 1892011 53DA94 
732 Multipurpose Sealant _ Clear 3.0 0Z -/5° to 350°F 1 day 3138356 593DC08 
White 10.1 0z , -75° to 350°F 1 day 1892118 53DA96 
736 Heat Resistant Sealant Multipurpose Red <G00mL: 7? Oe ues 24 hr 2086433 53DC27 
iiss Sealant — Clear 10.1 0z -75° to 350°F 1 day 1892070 53DA95 
octite 
S| 587 Gasket Maker Low Odor Noncorrosive pe um 2 t9 RPE i p 139 ares i 
; Black 80mL -65 to 450°F 24 hr 193996 122234 
S| 593 Adhesive Sealant — Black 190mL -65 to 450°F 24 hr 743519 122252 
Red 80mL -75 to 600°F 24 hr 135507 5E223 
S| 596 Adhesive Sealant High Temp. Red 190mL -75 to 600°F 24 hr 743520 1TDX5 + 
Red 300mL -75 to 600°F 24 hr 198817 4KM26 
— Black 300mL -75 to 625°F 24 hr 135508 122233 
51598 Gasket Maker High Performance Black 70m -75 t0 625°F 94 hr 234609 122245 
Supertlex Clear Non-Corrosive RTV Adhesive Sealant Noncorrosive Clear  300mL -/5 to 500°F 24 hr 234325 122244 
TEROSON SI 9160 High Temp. Industrial Grade Red _'10.15 oz Up to 475°F 24 hr 4/5317 SHFL1 
Permatex 
Red 3 0Z -65 to 650°F 24 hr 81160 2GXY9 
High Temp. Red 7.25 0Z -65 to 650°F 24 hr 81915 3DPT8 
RTV Silicone Sealant Red 7:02 -65 to 650°F 24 hr 85915 3DPU7 
fuitintinnese Black 12.9 oz -75 to 450°F 24 hr 81173 3DPT1 
oy Clear 3 0z -75 to 400°F 24 hr 80050 2GXY5 
Sprayon 
Black 8 0z 80 to 450°F — S00040000  6KDW1 
RTV Silicone Sealant Mildew and Water Resistant Blue 8 0Z -80 to 450°F _ 50003000 6KDV4 
Clear 8 0z 80 to 450°F — $00010000 6KDT3 
Surebond : : 
High-Temp Red RTV Silicone Sealant Acetoxy Cure ped 7° gal 0 ie ae si a aoa RE ae 
SB-188 High Temperature Silicone Sealant Cartridge Black 8 on Be io aa ie op 18e Back qerre 
te Mghtning | /E Cl 10 49°F to 302°F WLO99110C —‘ 6 KHF 
af nterior/Exterior ear 0z -49°F to 302° _— Hy) 
RIV Silicone Sealant Tube White 10 oz -49° to 302°F 24 hr WLO99112W _21C503 
orvent-Based Sealants 
Gasket Adhesive Low Viscosity Neoprene Yellow 1 qt -30 to 300°F 24 hr 1300 2RUE3 
Gasket Sealant For Rubber and Gaskets pcown 5 at a 10 Or a oe ee aces 
Loctite 
Gasket Sealant Solvent-Based Red 1 pt -65 to 500°F 2 min 1540591 122247 


t USDA approved. ¢ CFIA approved. 
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No. 1TDX3 No. 49CE92 No. 1FBH5 No. 2PAC7 No. 2GXZ1 No. 5E220 No. 48LR95 
(—N 
: oan GO 

Permatex LOCTITE (ima “ss 2“ Itenmine }~SUREBOND 


Gasket Sealants 


Sealants indicated as Low-VOC are low-solvent formulations that release significantly fewer harmful vapors than standard adhesives. No. 1TDX3 is an odorless, 
solvent-free adhesive for rigid or flexible flanges. Solvent-based, paste-like sealant No. 2EMY3 sets slowly to a pliable film and is best suited for nonrigid, vibrating 
assemblies. Resistant to gasoline and other solvents. General purpose Superflex® RTV Silicone Sealants Nos. 3KMY7, 3KNK3, and 3KMY8 cure at room temperature 
to form a tough rubber seal. Will not slump in overhead or vertical applications. Withstand extreme temperature cycling, UV light, and ozone. Cannot be painted. 








Mfr. Item 
___ Description —sType Color Size_ Temp. Range Full Cure _ Brand Model | No. | 
Form-A-Gasket #2 Slow Dry Flexible Cure Black 11 02. -65 to 400°F 24 hr. Permatex 80011 2GXY1 
Gasket Maker Instant Sealing Oil-Resistant Black 190mL -75 to 500°F 24 hr. _ Loctite 743913 1TDX3 
Black 300mL __500°F 24 hr. _Vibra-Tite | 99330. 49CJ43 _ 
Gasket Sealant Silicone Copper 300mL 700°F 24 hr. Vibra-Tite 99230 49CE92 
eee ee _ Gray 300mL 500°F 24 hr. Vibra-Tite 99930 49CJ60 | 
Gasket Sealant, Low-VOC Oil-Resistant Black 2.8 02. -40to400°F = 24h. DAP 00754 3WEZ5 
Gasket Sealant, Solvent-Based Slow Dry Flexible Cure Black £02. -65F to 400°F = Remains Tacky Loctite 198819 2EMY3 
Red 3 02. -70 to 650°F _ 24h. _ Pro Seal 80726 1FBH5 
High Temp. Sensor-Safe Red 8 02. -70 to 650°F 24 hr. Pro Seal 80729 SHHH6 
fie Red 11107, -80 to 700°F 24 hr. Pro Seal 80728 1FBH9 
Pee OUGO NE GaanehMAREicoe vw “Oil and Water-Resistant Noncorrosive Gray 7omL -75to0625°F 24 hr. Loctite 135275 2PACT 
Oil-Resistant Black 8 02. -75 to 500°F 24 hr. Pro Seal 80049 3HHHS 
7 ects Black 11 02. -75 to 500°F 24 hr, Pro Seal 80047 -1FBH8 
High Temp. Red 11 02. -65 to 650°F 24 hr. Permatex 81409 2GXZ1 
RTV Silicone Sealant Increased Oil Resistance Black 3.35 OZ. -65 to 400°F 24 hr. ___ Permatex 82180 2GXZ4 
Multipurpose Black 10 oz. 400°F 24 hr. White Lightning W11125010 48XW77 
~ Clear 3 OZ. -75 to 500°F 24 hr. Pro Seal 80066 1FBH7 
. RTV Silicone Sealant, edie ; Waterproof Clear 114 OZ. a5 to 500°F 24 hr. Pro Seal 80067 1FBJ1 
Blue 6.42 02. -65 to 500°F 24 hr. Loctite 743916 1TDX4 
RTV Silicone Sealant, Superflex®, Low-VOC Shrink-Resistant for Precut Gaskets Blue 80mL -65 to 500°F 24 hr. Loctite 270642 5E220 
Blue 300mL -65 to 500°F 24 hr. Loctite 270639 5E221 
cis Clear 80mL -65 to 450°F 24 hr. Loctite 160809 3KMY7 
Ue eee General Purpose Clear _190mL__—_-65 to 450°F 24 hr. Loctite 743915 3KNK3 
RTV Silicone Sealant, Superflex RTV, 595 Clear 300mL -65 to 450°F 24 hr. Loctite 193999 3KMY8 
Black 10.302. —_ +62. to. - 350°F 24 hr. Surebond -SB-160 T BL 48LR95 
RTV Silicone Sealant, Thread Acetony Cure Clear 5 gal. “62 10 = 350°F 24 hr. Surebond SB-160 P CL 48LR96 
& Gasket, Low-VOC y Clear 10.3 02. -62 to - 350°F 24 hr. Surebond SB-160 T CL 48LR91 
Gray 10.3 oz. -62 to - 350°F 24 hr. Surebond SB-160 T AL 48LR93 
RTV Silicone Sealant, Ultra Black®, Low-VOC Oil-Resistant Black 3.02. -75 to 500°F 24 hr. Pro Seal 80046 1FBH4 
'@] PLO: igus trial 
Gasket/Paint R coaaue 
aSkKe ain emover Remover 
Solvent-based cleaner No. 5YK56 removes baked-on fiber gaskets, gasket 
adhesives, and sealants. Excellent on paint and varnish. Contains no methylene 
chloride. Blistered paint can be scraped off or flushed away with water, Use on 
brick, tile, steel, brass, chrome, porcelain, and other surfaces. 
Mfr. Item 
Description Model No. 
Gasket Remover 03017 dYK56 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2221 





ADHESIVES 
Contact Construction Adhesives 


Key 


uP Weldwooc 
= CONTACT CEMEN 
a OLE ron 


Weldwood® Nonflammable 


No. 2NJ92 


l’ustbond 


abi 
3M™ Fastbond™ 30-NF 
No. 3XH48 


Weldwood® 
Multipurpose 
No. 2PE38 


Description 


Contact Cements 


A 


ban | m Oo) Ww 


K 
L 


Weldwood® Nonflammable 


Weldwood® Original 


Weldwood® Bottled 
Weldwood® Gel 


DAP® Landau Top & Trim 
High Heat Resistant 


Acrylic Contact Cement 
3M™ Neoprene 10 


3M™ Neoprene High 
Performance 1357 


Pliobond 25, Special 
Purpose Adhesive, 25LV 


Pliobond 35, Special 
Purpose Adhesive, 35LV 


3M™ Fastbond™ 30-NF, Green 


3M™ Fastbond™ 30-NF, Neutral 


3M™ Fastbond™ Pressure 
Sensitive Adhesive 85780 
Loctite MR 5414 Black 
Contact Adhesive 


Flooring Adhesives 


M 


oO j= 


YM DO!) UV 


DAP® 4000® Subfloor 

VOC, Subfloor and Deck 
DAP® 7000 Subfloor and Deck 
DAP® 4000 Subfloor 

And Deck Adhesive 


Weldwood® Multipurpose 


Weldwood® Sheet Floor 
Weldwood® Ceramic Tile 
Weldwood® Wood Floor 


t Nonflammable. ¢ Water-resistant. 
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Pliobond 25 
No. 40P231 





Weldwood 


P. 


VOC Levels Meet 
SCAQMD Requirements 


Meets SCAQMD Requirements 
Meets SCAQMD Requirements 


No 
RoHS 2011/65/EU Compliant 
RoHS 2011/65/EU Compliant 
RoHS 2011/65/EU Compliant 
RoHS 2011/65/EU Compliant 
RoHS 2011/65/EU Compliant 
RoHS 2011/65/EU Compliant 
RoHS 2011/65/EU Compliant 
Meets SCAQMD Requirements 
Meets SCAQMD Requirements 
Meets SCAQMD Requirements 
Meets SCAQMD Requirements 
Meets SCAQMD Requirements 


No 
No 


Meets SCAQMD Requirements 
Meets SCAQMD Requirements 
No 
No 
No 
No 
No 
Meets SCAQMD Requirements 
No 
No 


Size 


1 qt. 
1 gal. 
1 qt. 
1 gal. 
302. 
1 gt. 
1 gal. 
5 gal. 
5 gal. 
1 02. 
1 gt. 
5 OZ. 
pt. Can 
1 qt. 
1 qt. 
1 gal. 
Yo pt. 
3 OZ. 
1 qt. 
1 gal. 
Yo pt. 
1 qt. 
5 gal. 
1 qt. 
1 gal. 
5 gal. 


5 gal. 


— 


5 fl. 02. 


10.3 02. 
28 02. 
28 02. 

10.3 oz. 
28 02. 
1 gal. 

1 qt. 
1 gal. 
1 gal. 
1 gal. 


Multi-Purpose 


Floor Adhesive 





Brand 


DAP 
DAP 
DAP 
DAP 
DAP 
Weldwood 
DAP 
DAP 
DAP 
Super Glue 
3M 
3M 
3M 
3M 
Pliobond 
Pliobond 
Pliobond 
Pliobond 
Pliobond 
Pliobond 
Pliobond 


Loctite 


DAP 
DAP 
DAP 
DAP 
DAP 
Weldwood 
Weldwood 
Weldwood 
Weldwood 
Weldwood 


Item 
No. 


2NJ92 
4UK99 
dE094 
dE095 
dE096 
10L520 
29RU98 
29RU99 
29RV01 
3EHR7 
2RUF2 
9E127 
2RUF3 
9E130 
40P231 
40P232 
40P233 
40P234 
40P235 
40P236 
40P237 
3XH48 
2JBJ3 
3XH47 
2JBR1 
2JBL8 


2JCC8 
122248 


a 


2PE27 
2PE28 
2KWJ3 
2KWJ7 
2KWJ8 
2PE38 tt 
48TR38 
2PE45 tt 
2PE47 t+ 
2PE43 tt 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 


PLIOBOND*® 25 


voc COMPLIANT 
Special purpose Contact Adhesive 
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Contact Construction Adhesives 


CONTACT CEMENTS 


A. Weldwood® Nonflammable— 
High solids polychloroprene-based, 
waterborne contact adhesive. 


B. Weldwood® Original—A 
neoprene rubber that forms a 
permanent bond. For use with 

all laminate products. Adheres to 
wood, masonry, and most metals 
with no clamping required. High 
heat resistance. 


C. Weldwood® Bottled—Strong 
cement bonds on contact. 


D. Weldwood® Gel—Easy-to-use 
gel does not drip. No-mess formula 
is ideal for vertical and overhead 
surfaces. Easy spread for excellent 
coverage. 


E. DAP® Landau Top & Trim High 
Heat-Resistant—Automotive 
interior cement adheres headliners, 
fabric, and other materials during 
refurbishment. Apply with hot or 
cold spray equipment. 


F. Acrylic Contact Cement— 
Solvent-based single-component 
adhesive remains flexible after 
cure. Dries clear to light yellow in 
30 min. Full cure in 24 hr. Use on 
tile, rubber, wood, metal, laminates, 
and most plastics. 


G. 3M™ Neoprene Contact 
Adhesive 10—Air-drying 
neoprene adhesive bonds imme- 
diately and permanently upon 
contact pressure without clamping 
or texturizing. 


H. 3M™ Neoprene High- 
Performance Contact Adhesive 
1357—Neoprene-based brush- or 
spray-coat adhesive bonds metal, 
wood, rubber (except EPDM), 
urethane foam, acrylic, and ABS. 
Meet Fed. Spec. MMM-A-121. 
Nos. 5E127 and 5E130 also meet 
MIL-A-21366A. 


|. Pliobond 25/35 Nitrile Special 
Purpose Adhesive—All-purpose 
thermosetting contact adhesives 
have pigment-reinforced synthetic 
rubber and synthetic plastic resin 
solids; provide a permanent bond 
that won't get brittle with age. 


J. 3M™ Fastbond™ Contact 
Adhesive 30-NF—High water- 
dispersed sprayable contact 
adhesive for high immediate 
bond strength and long bonding 
range. Green adhesive dries to 
green. Neutral dries to clear. 
Nonflammable in wet state. Post- 
formable and heat resistant. 


K. 3M™ Fastbond™ 

Pressure Sensitive Adhesive 
4224NF—Water-based carpet 
adhesive is plasticizer resistant 
and has an aggressive tack. 
Repositionable for adhering carpet 
matting tiles to the floor. For use 
with glass, paper, steel, galvanized 
steel, bare and clad aluminum, 
fabric, and foam. 


L. Loctite® MR 5414 Black 
Contact Adhesive—Professional, 
solvent-based adhesive with 
neoprene blends in with 
black-colored fabric, rubber, 
weatherstripping, and other porous 
materials. Withstands temperature 
extremes and is resistant to gaso- 
line, Kerosene, and other solvents. 
Fast drying and waterproof. Allows 
repositioning of the parts after 
initial contact. 


FLOORING ADHESIVES 


M. DAP® 4000 Subfioor VOC, 
Subfloor and Deck—Bonds wet, 
frozen, and treated lumber. 


N. DAP® 7000 Subfloor and 
Deck—Solvent-based formula- 
tion reduces nailing requirements, 
floor squeaks, and nail pops. Easy 
gunning. 


0. DAP® 4000 Subfloor and 
Deck—Forms a permanent bond 
on wet, frozen, and treated lumber. 
Reduces nailing requirements. 


P. Weldwood® Multipurpose— 
Trowel-grade adhesive bonds many 
types of floor coverings. Formula 
provides greater shrink resistance 
and allows for easy repositioning 
during installation. Water-resistant, 
low-odor adhesive is nonflammable 
and cleans up easily with water. 
Ideal for Interior use. 


Q. Weldwood® Sheet Floor— 
Trowel-grade, latex-based formula 
is for installing synthetic, felt- 
backed resilient sheet goods. 


R. Weldwood® Ceramic 
Tile—Trowel-grade, latex-based 
adhesive for installing ceramic and 
mosaic tile on floors, walls, and 
countertops. 


S. Weldwood® Wood Floor— 
High solids, trowel-grade synthetic 
adhesive for installation of prefin- 
ished wood flooring. 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE“ 


Find the why. Find Solutions. Find Great Prices. 


ADHESIVES 
Construction Adhesives 








Beats The Nail® DynaGrip® Latex SB-10 PAVER SB-12 
All-Purpose Cove Base Tub & Shower BOND® Adhesive METALBOND 
Adhesive Adhesives Wall Adhesive No. 4FFG3 Sealant Adhesive 
No. 5E089 No. 2PE34 No. 2PE31 No. 4AZF7 


(-Y THE GRIP THAT OUTPERFORMS” 








DynaGrip® Latex 


ECLECTIC 


INTHE HOME & ON THE JOB PRODUCTS 





PWT Wel 
1¥ 





BRAND 


Construction Adhesives 


Description 
DAP 
Construction Adhesives 


Beats The Nail® All-Purpose 
Beats The Nail® Latex All-Purpose 
DynaGrip Heavy-Duty Adhesives 


Cove Base Adhesives 
DynaGrip Latex Cove Base Adhesives 
Paneling and Foam Adhesive 


DynaGrip Latex Paneling & Foam Adhesive 


Tub and Shower Wall Adhesive 
DynaGrip Latex Tub & 
Shower Wall Adhesive 
Dynagrip 
Construction Adhesives 
Dynagrip Heavy-Duty Max 
Eclectic 
Construction Adhesives 
E6000 
£6100 
Gorilla 
Construction Adhesives 
Heavy Duty Construction Adhesive 
Liquid Nails 
Construction Adhesives 


Adhesive, Clear 


All Surface Adhesive, Gray 
All Surface Adhesive, White 
Construction Adhesive, Beige Tan 


Construction Adhesive, Off White 


Construction Adhesive, Tan 


Flooring Adhesive, Beige Tan 
Flooring Adhesive, White 


Repair Adhesive, Clear 


Repair Adhesive, White 


Tub Surround Adhesive, Off White 
Loctite 

Construction Adhesives 

Express Power Grab 
Surebond 

Brick and Concrete Adhesives 


SB-10 PAVER BOND® Adhesive 


Metal Adhesives 

SB-12 METALBOND Sealant Adhesive 
Weldwood 

Cove Base Adhesives 


WeldWood® Latex Cove Base Adhesives 
Specialty Adhesives 
FRP Adhesive 


* Nonflammable. ¢ Water-resistant. 


Applications 


For general construction, remodeling, maintenance, and repair projects 


For wet, frozen, treated and engineered lumber, particleboard, 
OSB, ceramic, concrete, most metals, and brick 


For drywall, plaster, paint, wallpaper, paneling, and ceramic tile. 


For bonding foamboard insulation and polystyrene to most common 
building materials including wood, drywall, ceramic, and metal. 


For bonding polystyrene, plastics, and fiberglass to most common 
wall surfaces, including drywall, greenboard, and plaster. 


For Subfloor & Deck, Paneling, Mirror, Countertop, Tub Surrounds, Landscape Block 


For Wood, Metal, Glass, Fiberglass, Ceramics, Masonry, Concrete, 
Asphalt, Leather, Rubber, PVC, Neoprene, Vinyl and Plastics 


For Wood, Metal, Glass, Fiberglass, Ceramics, Masonry, Concrete, 
Asphalt, Leather, Rubber, PVC, Neoprene, Vinyl and Plastics 


For All Sufaces Except Polyethylene and Polypropylene 


For Plywood, Panelin, Molding, Furring Strips, Ceramic Fixtures, Corkboard, Hardboard, Drywall 
For Paneling, Corkboard, Molding, Foamback Tub Surrounds, Drywall, Furring Strips, 
Plywood, Hardboard, Massonry, Concrete, Foamboard, Ceramic Tiles, Foamular Rigid 

Foam Insulation, Insulpink Foam Insulation Board, Medium Density Fiberboard 
For Plywood and Waferboard, Treated Lumber, Drywall, 
Tileboard, Brick Veneers, Exterior Foamboard 
For Plywood, Particleboard, Foamboard, Waferboard, Treated Lumber, 
Imitation Stone, Ceiling Tiles, Drywall, Tileboard 
For Lumber and Treated Lumber, Engineered Lumber, Plywood, Particleboard, Waferboard, ABS 
For Plywood, Lumber, Particleboard, Cementboard, Treated Lumber, Composite Lumber, ABS 
For Wood,Steel, Porcelain, Glass, Polystyrene, ABS, Fiberglass, Fabric, Concrete, 
Aluminum, Rubber, Carpeting, Paintyer Surfaces, Cardboard, Foam, Stone, Marble 
For Wall Tile, House Numbers, Concrete, Wood, Drywall Patches, Metal, Stone, Ceramics, 
Aluminum, Shelving, Molding, Brick Veneer, Aluminim, Towel Racks, Molding, Carpeting 
For Drywall, Ceramic Tiles, Cement Backerboards, Plywood, Greenboard, Hardboard 


For concrete interlocking, clay and roof deck pavers, ceramic 
tile, natural stone slabs, retaining wall block. 


For steel, aluminum, painted metals, galvanized metals, plumbing, and HVAC. 


For drywall, plaster, paint, wallpaper, paneling, and ceramic tile. 


For Plywood, Drywall, Concrete, Plaster 


wy Wren reree 


Cove Base 
Adhesive 





WeldWood® Latex 


Cove Base Adhesive 


No. 2PE35 


VOC Levels Meet 
SCAQMD Requirements 


No 
No 
Meets SCAQMD Requirements 


Meets SCAQMD Requirements 
Meets SCAQMD Requirements 


Meets SCAQMD Requirements 


Meets SCAQMD Requirements 


Meets SCAQMD Requirements 


Meets SCAQMD Requirements 
Meets SCAQMD Requirements 


No 


No 


No 
No 
No 


No 


No 


No 


No 
No 


No 


No 
No 


Meets SCAQMD Requirements 


Meets SCAQMD Requirements 


No 
Meets SCAQMD Requirements 
Meets SCAQMD Requirements 


No 
No 
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LOGTITE, SUREBOND WW weldwood 


Joint Stabilizers © Sealers O Cleaners O Adhesives 


Size 


10.3 oz. 


28 OZ. 
28 OZ. 


9 02. 


10,302. 


10.3 oz. 


10.3 02. 


9.0 oz. 


10.2 02. 
10.2 02. 


9 oz. 


2.5 OZ. 


9 o7z. 
5 02. 
10 02z. 


10 oz. 


10 oz. 


10 oz. 


10 oz. 
10 oz. 


0.75 02z. 


4 07. 
10 oz. 


300mL 


10 oz. 


10.3 02. 
1 gal. 
1 qt. 


1 gal. 
4 gal. 


Item 
No. 


dE089 
dE090 
2NJ90 * 


1EJX9 + 
2PE34 + 


2PE30 * 


2PE31 


93PZ93 


49LW90 
A9LW92 


49UU20 


444077 


444087 
444D86 
444078 


444081 


444082 


444084 


444079 
444083 


444088 


444080 
444D85 


53VA60 

A4FFG3 + 
4AZF7 + 
2PE36 + 


2PE35 + 


2PE41 * 
48TR35 * 


2229 





ADHESIVES Scan. Order. Done. 





Sealants Details on page Al. 
avi (S 7 \ Begins Full Application Sealant CHOOSE: Item 
Description Sealant Base to Harden Cure Temp. Range Container Size Color No. 
Hybrid Sealant/Adhesive 
LOCGTITE. SUREBOND , Hybrid 30min. 1day 40°to95°F Cartridge 290mL Black 492638 
760 Hybrid 


| Hybrid 30min. 1day 40°to 95°F Cartridge 290mL Gray 492639 
Sealant/Adhesive ———Hvbrid 30 min. 1 day 40°to 95°F Cartridge 290mL White 492640 


Multipurpose/ 


Construction Sealant 





. Polyurethane 
Construction No. Construction Polyurethane 150 min. 1day 40°to 95°F Cartridge 10.5 oz. Gray 4YDF7 
S i 4KM87 nae bap 
ea an S Construction Sealant 
: ‘ Concrete 3.0™ 
3M 760 Hybrid Sealant—Thick 7 Advanced Acrylic 20min. 1day 20°to120°F Cartridge 9.002. Gray  2LYV5 
paste bonds to glass, metal, a Eovmer Sealant 
wood, concrete, and ceramic. UV “a Premium Concrete Silicone 15min. 1day -35°to120°F Cartridge 10.80z. Gray  29RV02 
resistant. & Masonry Sealant 
GE Silicone Il Gasket Sealant— Window, Door, and Acrylic 20 min. 1 day 20" to 120°F Cartridge 9.0 oz. Clear 29RV17 
3M Polyurethane Construction Aqheres to glass, metal, plastic, ee Acrylic 20min. iday 20°to120°F Cartridge 9.0 oz. White 29RV16 
Sealant 525—Adcheres to fiberglass, granite, concrete, and Construction Sealant . ; . 
expansion joints, metal, wood, wood. Coes =illcone 20 pain 1 day -20° to 122°F Mube 3.0 02. oe 03DA90 
aluminum and PVC joinery seams, ee ern Sealant Silicone 25min. i1day -20°to 122°F Cartridge 10.1 oz. Gray 53DA83 
; 732 Multipurpose +: ; _9n° ° Aluminum 
clay and concrete roof tiles. Sealant—Use on siding, trim, anv @ealant Silicone 20min. 1day -20°to122°F Cartridge 10.1 oz. Gray 53DA93 
DAP Concrete 3.0™ Advanced — moldings, patios, concrete, fiber- Silicone II” 
Polymer Sealant—For i Concrete and Silicone 30 min. 1day 40°to100°F Cartridge 10.1 0z. Light Gray 22N772 
y glass, plastic, metal, and wood. Masonry sealant 
wood, masonry, and concrete == sctite 5510 Sealant—High Construction Sealant 
applications. Bias SCS SILICONE Aluminum 
strength adhesive paste is used Contractors Silicone 30min. 2 days — Cartridge 10.102. Gray Black 03782 
DAP Silicone Plus Premium —_ {or elastic bonding and sealingon 2a. : 
Sealant—sSeals wood, ceramic, various substrates. a05 {O00 Stone silicone «30 min. 2 days 40°to 120°F Cartridge 10.1 oz. Clear, White 00282 
and horizontal cracks, gaps and ' BAS OCton 
holes Loctite UR 7001 Urethane sealant , 
; Sealant—Acheres to concrete, Gasket Sealant = 30 min. — 40° to 100°F = 2.8 02. Black  3LA53 
DAP Window, Door, and masonry, glass, plastics, wood, and leone Nant Silicone. «= 30 min. 1 day 40°to 10°F Cartridge 10.102. White  3LA52 
Exterior Sealant—Adheres to — aluminum. Loctite 
wood, aluminum, vinyl, plaster, Hybrid Sealant/Adhesive 
drywall, masonry, stone, brick,  Surebond SB-180 Sealant— | Silane Modified o4 hrs 7 days -40°to 200°F Cartridge 22°ML White  6yZv3 
T | licat lud | Polymer Cartridge 
glass, and concrete. ypical applications ine’ ude Sealing 5510" Adhesive/ Silane Modified oan. 7 qave -40°10200°F Cartridge 200TL ail 
and glazing, plumbing, interior and _—_ Sealant _ Polymer fee Pas 10 aririege Cartridge — 7!2Y 
Dow Corning 700 Industrial —_ exterior. Cures to the touch in an See o4 hrs. 7 days -40° to 200°F Cartridge ce Black  6JZV5 
Sealants—Bonds concrete Un 7007 Urethane rath — 7 days -40° to 180°F Cartridge 10.2 G AKM87 
‘acti, surebond SB-170 Sealant eels aye : ale: Pees ie 
glass, masonry, metal, and plastic. Multi-Purpose Silicone Sirahant 
_ ~ Hybrid Sealant/Adhesive 
GE SCS Silicone Contractors §Sealant—Adheres to hard-to-stick ee = = 24 hr = = 2. 02 Clear 4sLRG7 
= = = = r = = 13 OZ. ear 4 
Sealant—Adheres to glass, plastics, wood, PVC, vinyl, metal, Silicone Sealant/ = —— 4h ——~40:3 oz. Gray 48LR88 
plastic, granite, and sheet metal. glass, and painted surfaces. Adhesive = = 24 hr = = 10.3 OZ. White 481ha9 
— — r _— _ .3 OZ. ac 4 
GE Contractors® SCS1000 Surebond SB-188 High- Construction Sealant 
A . ons - ulti- 
Silicone Construction Temperature Silicone Purpose Silicone = 30 min. 24 hr. = — 10.302. Clear 48LR97 
Sealant—for glass, metal, Sealant—Bonds to ceramic, ee ar 
: ig 
a and many glass, metal, plastic rubber, wood, Temperature Silicone 30min. 1day -20°to 122°F Cartridge 10.3 oz. Black, Clear D9104 
ICS. fiberglass. ilicone Sealant 
(ge WHITE 
Roof and Gutter Sealants B Geocel LIGHTNING 
Roof Asphalt Filler and Sealer—Forms water- vinyl, fiberglass, plastic, and brick. Meet ASTM C920 granite, and metal. Resists extreme heat, UV rays, 
tight seal on wood, masonry, fiberglass, metal,and § Class 35. and freezing temperatures. 
asphalt. Silicone Il® Gutter and Flashing—Silicone sealant Geocel 4500 Roof Bonding Sealant—Bonds to 
Butyl-Flex® Gutter and Flashing Sealant— adheres to most aluminum, stainless steel, wood, many common substrates including asphalt shingles, 
Bonds concrete, metal, plastic, rubber, and wood. masonry, brick, concrete, painted surfaces, vinyl, and steel, concrete, EPDM, primed TPO, primed PVC, 
Resists weather, extreme temperatures, and shock. _ plastic. Hypalon (black only), metal, and wood. 





Polyurethane Sealants—Provide superior adhesion Silicone Il Aluminum and Metal—Acheres to most Elastomeric Acrylic Sealant—Use on concrete, 
to wood, metal, concrete, stone, aluminum, masonry, aluminum, stainless steel, masonry, brick, concrete, drywall, glass, many plastics, masonry, metal, porce- 
lain, stucco, vinyl, and wood. 





Begins Application Sealant 
nap Description Sealant Base _ toHarden FullCure Temp. Range Container Color Item No. 
Roof Asphalt Filler & Sealer tee at. Tavs 40° i 20°F gartridge Black OUFP4 
; rl min. a e artridge White SWEU1 
Polyurethane Butyl-Flex® Gutter and Flashing Sealant Hybrid120- mint day 40°F Cartridge Aluminum Gray ~8WEUG 
Sealant Polyurethane Sealant Polyurethane 30 min. 7days  40°to100°F Cartridge White 20VK37 
No. 20VK39 Polyurethane Sealant, Concrete & Masonry Polyurethane 30 min. 7days  40°to100°F Cartridge Gray 20VK38 
Polyuretnane Sealant, Roof & Flashing Polyurethane 30 min. 7days  40°to100°F Cartridge Black 20VK39 
Silicone Il, Gutter and Flashing Waterproof Sealant ailicone 5 min. eay ine to Bae cattridge va, 22N/71 
Hy: ; ilicone min. ay ° to 100° ube Metallic Gray _22N774 
4500 Roof Silicone Il, Aluminum and Metal Sealant Silicone 30 min. 1 day 40° to 10°F Cartridge Metallic Gray 22N773 
Bonding — Hybrid 40 min. {day 30°to 120°F Cartridge White 327170 
No. 32ZT70 4500 Roof Bonding Sealant Hybrid 90 min. 1 day 30° to 120°F Cartridge Black 327171 
White Lightning 
Elastomeric Acrylic Sealant Acrylic 10 min. 7days 40° to 180°F _ Cartridge Gray 34FW68 
GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” ADHESIVES 
Find the ww. Find Solutions. Find Great Prices. Caulks, Sealants & Glazes 








ACRYLIC I. ALEX Fast Dry® Caulk—Mildew- N. Silicone Plus™ Window and 
A. Concrete Caulk—Use with resistant. Paintable in 30 min. Door Sealant—Won't shrink or crack. 


mortar, and masonry. Paintable; cleans J, Side Winder® Siding and Window dels bs is hat siding, and painted 
easily with water. Indoor/outdoor use. Sealant—Adheres to vinyl, fiber, cement, ‘00: ‘NC0Or/ourcoor Use. 
B. ALEX® Caulk—Adheres to wood, @/Uminum, and wood. Permanently flex- —_. Silicone Premuim Kitchen and 





laster, drywall, and masonry. ible. No shrinkage, low odor. Indoor/ Bath Sealant—For use on ceramic tile, 
: sei : - ol : outdoor use. glass, porcelain, and PVC in kitchen and 

" AFLEX 230 astomeric bath applications. 
Sealant—For crown molding and K. ALEX PLUS® Sealant, Aerosol i 
siding. Mildew-resistant when cured Can—Aerosol can provides excellent P. Silicone | Sealant—Mold- and 

- ; ~ control without a caulk gun, fora smooth, mildew-resistant sealant accommo- 

D. Window Glazing Caulk—For consistent bead and no overflow. dates 25% movement in extension and = 
face glazing wood or metal frames. compression with excellent recovery 
Weathertight seal. a ic when joints shift. Low sag or slump A. | 
E. MAX EXTRA Siliconized Acrylic L. Polyurethane Sealant allows application to overhead surfaces. wo, o5F526 © seia0 
Caulk—Mildew-resistant, paintable © °49—One-part sealant cures fast with —_—_-Resistant to sun and freezing tempera- Skylight and 
caulk for sealing interior and exterior a joint movement capability +25%. tures. Adheres to wood, metal, vinyl Window Butyl 

ae Nonstaining formula does not require siding, drywall/plaster, glass, and plastic. Sealant 

n replacing win n ne 
a mixing. Ideal for vertical and horizontal No. SPWD6 


and sealing cracks in the doorjamb or Q. Supreme Paintable Silicone— 


expansion joints, concrete control joints, 


eee precast and tilt-up construction, masonry Fast-acting caulk can be painted with a 
BUTYL expansion joints, aluminum curtain brush after 30 min. and exposed to water 
F. SB-140 Skylight and Window —_—W“ills and storefronts, and submerged " ee ab mm 
Butyl Sealant—Flexible, one-part _4PPlications. R. Silicone | Window and Door 
sealant is easy to remove and excel- SILICONE Sealant—Adheres to most wood, metal, 
lent for resealing and repairing leaks. Flexible silicone provides a long-lasting, ey steing, Cy wan Peer dees). 
Stays soft and malleable. Fast skinning waterproof seal that is low odor and and plastic. Use on doors, siding, trim, 
and nonstaining. resists shrinking and cracking. It remains ee 

: around wire, pipes, and other attic/base- 
HYBRID flexible after being dried or cured and ment applications. FDA approved. 

, can withstand higher temperatures. 

G. ALEX PLUS® Caulk—Mildew- — : S. Silicone Il Window and Door 
resistant and flexible. M. 100% Silicone Window and Sealant—Twice the stretch of Silicone I. 


Door Sealant—Seal resists cracking, 
crumbling, and chalking. Can be used to _ : 
make gaskets. Mildew resistant. Indoor/ __T. Silicone Il Window and Door 


H. Flexible Clear Sealant— Withstands extreme joint movement. 


Weatherproof and mildew- and 








UV-resistant. Adheres to concrete, = gutdgor use. Sealant—Stretches and compresses 
glass, brick, wood, metal, and with joint movement. Polyurethane 
fiberglass. Sealant 540 
No. 29UJ52 
Begins Performance > CHOOSE: Item 
Key Description to Harden Temp. Range Size Color No. 
Acrylic 
DAP 
A Concrete Caulk 15 min -30° to 150°F 10.1 0z Gray 25F526 
B ALEX® Caulk 10 min -20° to 180°F 10.1 02 White 5E079 = tt 
C Dynaflex 230® Elastomeric Sealant 30 min -30° to 180°F 10.1 0z Black, Cedar Tan, Dark Bronze, Brown, Almond, Clear, White, Gray DO258 tt 
D Window Glazing Caulk 60 min -20° to 160°F 10.1 0z White 5UFR5 tt 
GE 
baste ee ,; 5 min -40° to 100°F 10.1 0z Woodtone DO268 tt 
E eee Nena 5 min -15°to 158°F 10.102 White, Clear D0268 +t 
Butyl 
SUREBOND 
F SB-140 Skylight and Window Sealant 60 min -20° to 200°F 10.3 02 White 5PWD6 
Hybrid 
DAP 
ALEX PLUS® Caulk 10 min 40° to 100°F 5: OZ White 3WEW3 tt 
G rare 10 min -20° to 180°F 10.1 0z Crystal Clear, Cedar Tan DO257 tt 
ALEX PLUS, Acrylic Latex Caulk, with silicone 10 min 40°to 100°  10.10z Brown, Slate Gray, Dark Bronze, Black, Almond, Antique White, White D0257 t+ 
H Flexible Clear Sealant 10 min -30° to 200°F 10.1 0z Clear 5UFP5 
| ALEX, Fast Dry® Caulk 15 min -20° to 180°F 10.1 02 White 2KVG6 tt 
’ - ; 30 min -35° to 350°F 10.1 0z Crystal Clear 2PE48 
J Side Winder Siding and Window Sealant 30 min 65° to 350°F 10-1 07 White oPE49 + 
K ALEX PLUS® Sealant 20 min -20° to 180°F 16.0 0z White 2LYW2 = tt 
Polyurethane 
3M 
L Polyurethane Sealant 540 90 min -40° to 194°F 10.5 0z White 29UJ52 
Silicone 
DAP 
20 min -40° to 400°F 2.8 OZ Clear D0262 
M 100% Silicone Window and Door Sealant 20 min -40° to 400°F 9.8 Oz Aluminum Gray, Almond, Clear, White, Bronze D0262 
20 min -40° to 140°F 9.8 0z Black 4MY67 
N Silicone Plus™ Window and Door Sealant 15 min -40° to 300°F 10.8 0z Clear 2NGJ2 
0 Silicone Premium Kitchen and Bath Sealant 15 min -40° to 300°F 10.8 0z White 29RV05 
GE 
P Silicone |, Sealant 30 min -60° to 400°F 2.8 OZ Clear 22N769 
Q Supreme Paintable Silicone 20 min -30° to 150°F 10.1 02 White 11N102 fT 
R Silicone | Window and Door Sealant 30 min -60° to 400°F 10.1 0z Black, Bronze, Clear, White D0269 
S 30 min -60° to 400°F 10.1 0z White, Clear D9105 
T Silicone II, Window and Door Sealant 30 min -60° to 400°F 2.8 OZ Clear 22N763 
30 min -60° to 400°F 10.1 02z Black, Brown, Light Gray, Almond, Clear D0271 


t Paintable. # Water cleanup. 
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ADHESIVES 
Sealants & Caulks 


Scan. Order. Done. 
Details on page A1. 








Kitchen and Bathroom Sealants and Caulks 


Note: See related caulk guns on page 2234. 
DAP® 


100% Silicone Sealant 

One-component, acetoxy cure material is ideal for caulking and 
sealing. Provides a durable, watertight seal that won't crack or 
shrink. It offers long-lasting flexibility and is safe for incidental 
food contact. Cured sealant is mildew resistant. 


Kitchen, Bath, and Plumbing High-Performance Sealant 


Kwik Dry® formula is paintable and water-resistant in hr. 
Waterproof seal with Microban protects against mold and 
mildew up to 10 yr. 


Kitchen and Bath Sealant with Microban® 


® 
786 RTV Sealant is designed to seal nonporous surfaces around 
showers, tubs, sinks, and plumbing fixtures where conditions of 
high humidity and temperature extremes exist. 


GE 
Waterproof sealants won't shrink or crack over time. 


Silicone Il Sealant 

Nos. 3LA50, 4UHO1, 3LA48, and 3LA49 are low odor and 
mildew resistant. Sealant remains permanently flexible. 

No. 22N770 is a flexible, mold- and mildew-resistant formula 
that accommodates 25% movement in extension and compres- 
sion with excellent recovery. Useful for horizontal and vertical 
overhead surfaces. Nos. 5PWD3 and 5PWD4 feature low VOC. 


Silicone Il Supreme Sealant 


Kitchen, Bath Kitchen Antimicrobial protection fights mold, mildew, odors, and stains. 
& Plumbing & Bath — Kwik Seal Plus® formula provides a watertight seal with Sealant is permanently flexible, won't corrode metals, is 
No. 29RV15 No. 29RVO8 water-ready in 2 hr., and resists mold up to 10 yr. Mildew- and 


maximum adhesion and flexibility. 


Premium Kitchen and Bath Sealant 


Low-odor silicone formula is water-resistant in 1/2 hr. Forms a 
flexible, waterproof seal with excellent adhesion. 


Kwik Seal® 


Acrylic formula is mold- and mildew-resistant. Dries tack-free 
in 15 min. Resists cracking, crumbling, and shrinking. 


Latex caulk and sealant form a mildew-resistant, watertight 
seal. Water cleanup. 

Phenoseal® Adhesive Caulk 

Mildew-resistant and watertight seal. Water cleanup. 


DOW CORNING 


DOWSIL™ Silicone Base Clear Cartridge Sealant is for use on 
concrete, glass, masonry, metal, plastic, and wood. DOWSIL™ 


UV-resistant. 


Silicone | Sealant 

Keeps water away from kitchen and bath applications. Flexible 
formula is mold and mildew resistant. Accommodates 25% 
movement in extension and compression with excellent recov- 
ery when joints shift. Applies to horizontal or vertical overhead 
surfaces. For use on laminate, porcelain, glass, metal, plastic, 
granite, wood, and most ceramic tile. 


Supreme Paintable Sealant 

Modified silicone formula is ready for paint in 12 hr. Not sticky 
or stringy. Stays mold- and mildew-free for up to 10 yr. 
HOMAX 


Extra-wide caulk strip is a preshaped, flexible, peel-and-stick 
strip that seals out moisture that can damage walls by elimi- 





nating the gap where dirt can accumulate. 








Kwik Seal DOWSIL™ Beal Pert eect wi 
egins erformance ealan I. 
entaeee shiaddaiadiaas oAP Description to Harden Temp. Range Size Container Color Model Item No. 
100% Silicone Sealant 10min _-40" to 400°F_ 9.802 _ Cartridge Clear 8648 2KVH6 * 
Kitchen, Bath and Plumbing High Performance Sealant At “a BS, 10 SOE oF os Carridce Winite ia ie 
10min 40°to100°F 10.10z Cartridge White 18510 29RV11 
oo ot 
. un AA: min * to 100° .1 02 artridge iscuit ° 
michen's: Bai sealant wilt Mleroban 10min 40°to 100°F 5.50z ‘Tube White 18526 29RV08 
10min 40° to 100°F 5.5 02 Tube Biscuit 18539 29RV09 
10min  -30°to180°F = 5.5 oz Tube Clear 18546 29RV10 
10min _-20°to180°F 10.102 Cartridge Clear 18242 25F525 
10min -20°to150°F 10.10z Cartridge White 70798-18032 4MY71 ~ 
KWIK SEAL® Kitchen & Bath Adhesive Caulk 10min -20°to150°F_ —s 55.5 02 Tube White 18001 5E080 ~* 
10min -20°to180°F 5.50z Tube Clear 18008 5UFP2 * 
10min  -20°to150°F ~—-5.5 oz Tube Almond 18013 5UFP3 ~* 
10min —_-20°to100°F 10.00z Cartridge Almond 02102 2PE50 * 
a a 
: min —_-20° to 100° 0 02 artridge ac 03 * 
Phenoseal® Latex Adhesive Caulk 10min -20°to 100°F 10.0 oz Cartridge Brown 09102 2PE54 * 
10min  -20°to180°F 10.00z Cartridge White 91136-00005 4MY75 * 
2 min zie to 1 1p” 0z paltridae zal aS pe Ate . 
; amin —-65° to 350° .1 02 artridge ear 
Premium Kitchen and Bath Sealant 15min -65° to 350°F 10.1 0z Cartridge Almond 8785 29RVO7 
Dow Corning 
25min -/5°to300°F 10.30z Cartridge Almond 4045034  53DD14 
DOWSIL™ 2omin -/o°to300°F 10.3 0z Cartridge Clear 4045036 53DD15 
-_ 2omin -/5°to350°F 10.30z Cartridge Transparent White 4045038  53DD16 
RTV 786 Silicone II 25min -/5°to 350°F 10.30z Cartridge White 4045039 53DD17 
No. 53DC38 No. 22N770 20min  -/75°to350°F 10.10z Cartridge Almond 4074651 53DC38 
20min -/5°to 350°F ~=10.10z Cartridge Clear 4074662  53DC39 
DOWSIL™ 786, RTV Sealant 20min -/o°to 350°F 10.1 0z Cartridge Gray 4074665 53DC40 
20min -/5°to350°F 10.10z Cartridge Translucent White 4074664 53DC41 
. 20min -/75°to350°F 10.10z Cartridge White 4074663  53DC42 
E 
= Silicone II Caulk 30min -60°to400°F 2.802 Tube Almond 28055 446G71 
; 30 min  -60°to 400°F 10.10z Cartridge Clear GE504012G 3LA48 
30 min  -60°to400°F 10.10z Cartridge White GE507012G 3LA49 
Silicone II Kitchen and Bath Sealant 10min  -60°to 400°F 10.10z Cartridge Almond GE5060  11N099 
30min  -60°to400°F 2.802 Tube Clear GE 284 31G_ 3LA50 
30 min  -60°to 400°F 2.8 0z Tube White GE281 4UH01 
Silicone Il Rubber Sealant 30min  -60°to 400°F = 2.8 0z Tube Clear GE280 22N/70 
30 min  -60°to 400°F 10.10z Cartridge Clear M90006 5PWD3 
Silicone Il Supreme Sealant 30min  -60°to400°F 10.10z Cartridge White M90007 SPWD4 
30min  -15°to158°F 10.1 0z Cartridge Almond M90010  S5SPWD5 
The Easy Alternative 30min -60°to400°F 10.1 oz Tube Clear GE612 22N/66 
bo Gaull Silicone | Sealant 30min  -60°to400°F 10.1 0z Cartridge White GE/12 22N/68 
deehelnieds 30min  -60°to400°F =2.80z Tube Clear GE360 22N/67 
a Supreme Paintable Sealant 20min -30°to150°F 900z Cartridge White M90025-30 11N101 * 
WHITE Homax - 
Bathroom Tub, Wall Surrounds Caulk Strip 30 min Not Rated l x i Roll White 34040 444075 
No. 444D75 Xx 
* Paintable. 
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Silicate Cement 
No. 2KVH9 





Fireplace and Stove Sealers 


= Sealant container: 10.1 02. cartridge 


Silicate Cement—High-heat mortar for use on masonry and 
wood. Ideal for patching firebrick and mortar in fireplaces, and 
sealing wood-burning stoves. Cleans up with water. 


Blockade® Intumescent Acrylic Sealant—Single-component 
water-based firestop sealant for use on concrete, fiberglass, 
plastic, and wood. Meets ASTM E8141 and UL 1479 standards. 


Begins Application Item 
Description to Harden Full Cure Temp. Range Color No. 
Silicate Cement 60 min. 1 day 40° to 100°F Black 2KVH9 
Blockade® 120 min. 28 days 40° to 120°F Red 2KVH7 
oe 
mM 
5200 Adhesive ~~ 733 Glass 
Sealant and Metal 
No. D9122 No. 53DC13 


oN 
LOGTITE. 
Marine Sealants 


Marine Adhesive Sealant Fast Cure 
4000 UV and 4200—Flexible bond for 
wood, fiberglass, gelcoat, plastics, and 
metals. Use for boat hardware above or 
below water line. No. 1RWH9 has VOC 
levels that meet SCAQMD requirements. 


Marine Adhesive Sealant 5200 and 
5200 UV—Flexible sealant for wood, 
fiberglass, metal and most plastics. 


550 Adhesive Sealant—Medium 
paste forms permanent elastic bond on 
concrete, wood, aluminum, and most 
lacquered metals, polyester, glass, and 
stone. 





730 Hybrid Sealant—Bonds mate- 
rial with differing thermal expansion. 


740 Hybrid Sealant—Elastic bond 
for concrete, wood, aluminium, most 
lacquered metals, polyester, glass, 
stone, and ceramic. Can replace 
rivets and other fasteners. 


DOWSIL™ 733 Glass and Metal 
Sealant—Conventional acetoxy RTV 
sealant with adhesion promoter. 


Loctite® Gasket Dressing SI 
592""—For use as a permanent seal 
above or below the water line. 


Sealant PCHOOSE: Item 
Container Color No. 


Begins Full Application 


Description toHarden Cure Temp. Range Size 


Marine Adhesive 


Sealant, Fast 20 min. 24 hr. = 10 oz. = White 1RWH9 
Cure 4000 UV 
Marine Adhesive — _iday 40°to 100°F_ 10.0 0z. Cartridge White 2JBK5 
Pca a 120 min. 4 gay 40°to 10°F 10.00z. Cartridge © Black  2JBK6 
Giastar S days 40°to 100°F 10.0 0z. Cartridge Black D9122 
Marine Adhesive ° ° . Mahogany, 
Sealant 5200 ne 7days 40°to100°F 10.00z. Cartridge White D9122 
’  7days 40°to100°F 10.0 0z. Cartridge Tan 2JBH1 
Marine Adhesive 
Sealant Fast Thr = 24 hr. = 3 OZ. _ White 1RWH7 
Cure 5200 UV 
1day 40°to95°F 10.1 0z. Cartridge Black D9111 
een 90min. Gay 40° to 95°F 10.5 0z. Cartridge White D9111 
la 30min. 1day 40°to95°F 305mL Cartridge Clear © 29UJ48 
740 UV Hybrid ° ° Sausage 
Gaalanis 60min. tday 40°to 95°F 600mML “Bac, Gray  29UJ27 
Dow Corning 
{day -20° to 122°F 10.102. Cartridge ele 53DC13 
DOWSIL™ 733 Glass 5 in 1day -20°to122°F 10.1 0z. Cartridge Black 53DC14 
and Metal Sealant ’ day -20°to 122°F 10.1 0z. Cartridge Clear 53DC15 
1day -20°to122°F 10.10z. Cartridge White 53DC16 
1day -20° to 122°F 624.3 0z. Pail Black 53DC17 
Loctite 
oo 4hr. 24hr. = 1602. — Brown  16X924 
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No. 20HA76 
Silicone formula for commercial kitchens and food ee 
processing for use on ceramic, fiberglass, glass, NSE) 
metal, and plastic. Provides a durable, waterproof Por 
seal with minimal shrinkage, long-lasting flexibility, SS 
and excellent adhesion. NSF Standard 51 certified. aa 
Begins to Full Application Sealant 
Description Harden Cure Temp. Range Size _ Container Color Item No. 
NSEC - White 20HA76 
Silicone 10min. 1day -35°to 140°F 9.802. Cartridge Clear 20HAT7 
Stainless Steel 20HA78 
Joint Stabilizers © Sealers O Cleaners 0 Adhesives White 
H No. 25J627 
Pick-Proof 
Adhesive/Sealant 
= Sealant container: 10.3 0z. cartridge 
Formulated for use in correctional institutions, this 
hard-setting adhesive features a tensile strength of 
2000 psi and resists cracking. Adheres to bars, vents, 
windows, doors, covers, and grids. 
Begins Application Item 
Description to Harden Full Cure Temp. Range Color No. 
SB-190 Sealant 60min. 28 days 50°F ee sane 
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Pneumatic Caulk Guns 

= Pistol grip 

a 4" MNPT fittings 

Air-powered dispensing guns get the job done faster than manual-control guns, 
with outstanding flow control. Flow stops immediately when you stop squeezing 
the trigger, to eliminate end-of-run "weep". 





Mfr. Item 

Cartridge Size Barrel Material Pressure Range Retainer Type Model No. 
10 oz. Aluminum _0 to 100 psi aa 710AL-12  3EAD7 

29 o7. Aluminum _0 to 100 psi al re 710AL-30 3EAD8 


ADHESIVES Scan. Order. Done. 
Caulk Guns Details on page Al. 
















Ratchet Rod, 
No. 5F571 


Smooth Rod, 
No. 5UXR1 


Smooth Rod, 
No. 13W868 









Drip-Free, Bulk/Sausage Pack, 





No. 133315 No. 4XX64 
Smooth Rod 
No. 48UL64 
® ————s & 2 e" 
Manual Caulk Guns * (WesnwaRD eons ee COX 
Thrust Item 
Size Type Construc. Ratio Color Includes Brand No. 
Ratchet Rod 
Ratchet Gun Zinc Chromate-Plated Steel A Silver/Blue Spout Cutter, Puncture Tool, Ladder Hook Westward _13J318 
10 07 Ratchet Gun _stee T1 Blue _ = Westward _13J321 
Industrial Composite Plastic Body, Dripless Feature 18:1 Yellow/Black Precision Cutter, Puncture lool, Ladder Hook Dripless 2PB/9 
Ratchet Rod, Ergonomic Handle Steel, Plastic 6:1 Silver/Blue/Green Spout Cutter, Seal Puncture Tool, Ladder Hook Newborn 48UL61 
10.3 02. Industrial Super Zinc-Chromate Plated 6:1 — Puncture Tool Newborn oFo/1 
g 29 02. Ratchet Gun Zinc Chromate-Plated Steel A Silver Spout Cutter, Puncture Tool, Ladder Hook,Wrist Wrap Westward 13/322 
mooth Rod 
200mL High Thrust Steel 26:1 Lime Green Smooth Rod PC Products 5UXR1 
Ratchet Gun Steel — Blue Spout Cutter, Puncture Tool, Ladder Hook, Wrist Wrap Westward 13J3311 
Revolving Barrel Steel 1271 Blue/Black Spout Cutter, Seal Puncture Tool Westward  13J317 
10 oz Hex Smooth Rod Steel 12:1 Silver Spout Cutter, Puncture Tool, Ladder Hook Westward  13J319 
Hex Smooth Rod Steel PA Blue Spout Cutter, Puncture Tool, Ladder Hook, Parallel Frame | Westward 13W868 
Smooth Rod Steel 26:1 Black/Orange Revolving Barrel, Ladder Hook, Rubber-Coated Grip Newborn  48UL64 
Hex Rod, Ergonomic Handle Steel, Plastic 10:1 Silver/Maroon/Green Spout Cutter, Seal Puncture Tool, Ladder Hook Newborn  48UL62 
5 29 02. Revolving Barrel Steel 12:1 Blue/Black Spout Cutter, Puncture Tool, Ladder Hook Westward  13J310 
rip-Free 
Revolving Barrel Plastic 10:1 Blue/Black Ladder Hook Westward 13/312 
10 oz Revolving Barrel Plastic 71 Blue/Black Precision Cutter, Puncture Tool, Ladder Hook Westward  13J315 
Hex Rod, Ergonomic Handle Steel, Plastic 10:1 Green Spout Cutter, Seal Puncture Tool, Ladder Hook Newborn 48UL60 
Hex Rod, Comfort Grip Steel 10:1 Silver Spout Cutter, Seal Puncture Tool, Ladder Hook Newborn 48UL63 
Bulk/Sausage Packs 
11 to 20 oz. liter Gitta mane Plastic 12:4 Blue/Black Ladder Hook Westward 13314 
10 and 20 oz. E7 Thrust Hex Rod Zinc Chromate-Plated Body, Steel Nozzle 12:1 Silver Floating Sausage Cup, Ring Cap and 3 Cones Newborn _4XX64 
24 02. Aluminum Tube, Shot Blasting Aluminum 1224 Silver/Black 3 Nozzles Westward _13J313 
32 02. Manual — — — Tuck Point Nozzle, Grout Nozzle, Tube and Turbine Mixer Cox 23YJ/1 
34 02. Manual = — — (6) Yellow Cone Nozzles and Spanner Wrench Cox 23YJ/2 


Vet, 





Milwaukee Makita 





No. 6AWC5 No. 20UJ22 
a Takita. 
Battery Powered Caulk Guns 
= Variable-speed triggers 12V—Compact, lightweight guns provide up to 400 18V—All-metal gears provide 950 (Milwaukee®) or 1100 
= 360° rotating collar provides lb. of push force for dispensing everyday construc- (Makita®) lb. of force for steady dispensing of the highest 
excellent bead control tion sealants and adhesives. Include auto-reversing _ viscosity materials. Anti-drip mechanism instantly stops 
Carriage design allows the user to quickly anti-drip, seal puncture tool, and durable hang hook. leaks. No. 14P345 kit includes a clear barrel for seeing 
and easily change between 10-0z., Quart, and remaining material and watching for bag wrap or blow- 
Sausage-style material containers. back. Makita models have an LED light. 
Tool Tool Battery Pack Mfr. Item 
pplication Speed Cap. Length Wt. Includes Replacement Brand Model No. 
1 
0 to 29 in/min 10 oz. 16%" 3.7 Ib. Tool 2XKZ6 Milwaukee 2441-20 346843 
owe 10 oz. 16%" 4.11 |b. Tool, Battery, 30-min. Charger 2XKZ6 Milwaukee 2444-21 34G844 
18V 
10 02. 18%" 9.8 Ib Tool, Battery, 30-min. Charger 2XKZ3 Milwaukee 2641-21CT 6AWC5 
@ie2aiaiain 10 oz. 18%" 4.9 |b. Tool 2XKZ3 Milwaukee 2641-20 6AWC4 
oe 20 02. 20° 6.5 Ib. Tool, Battery, 30-min. Charger 2XKZ3 Milwaukee 2642-21CT 6AWCE 
20 02. 23° 6.9 Ib. Tool, Battery, 30-min. Charger 2XKZ3 Milwaukee 2643-21CT 14P345 
0 to 66 in/min 10 07. 157%" 5.1 Ib. Tool Mfr. No. BL1830B Makita XGCO1Z 20UJ22 
se 20 0z. 211%" 6 Ib. Tool Mfr. No. BL1830B Makita XGCO1ZB 20UJ23 
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GRAINGER CHOICE° ADHESIVES 
Find the wf. Find Solutions. Find Great Prices. Syringes & Needles 














, ———. : 
Luer Lock EE es ; Stainless 
Syringe Steel 
SS Se eS ee Se 
Luer Slip 1 PTFE 
Syringe 
* GRAINGER 
APPROVED 


Syringes - 
Syringes contain barrels, pistons, and rubber stoppers. Taper tip syringes can 


ee ; é Pol I 
be cut shorter, widening the opening to increase flow. Air-operated syringes are en eaieclatineen 
designed for repetitive use. Tip caps are used to cover luer lock syringes. 








Item 
Description Cap. For Use With No. ¥* 
sin como 
3CC 5FVD8 
5CC 5FVD9 - 
aoa ioe ver | Disposable Needles 
me a ney aD Luer lock fittings are compatible with standard dispensing and lab sampling luer 
50cc Dispensing Needles 5FVE3 lock connections. Antistatic, nonsterile, with a flat cut (90°) tip. PTFE needles 
Luer Slip Syringe tcc 5FVE8 are clog resistant and reduce scratching. 
10cc 5FVE5 
Taper Tip Syringe 30cc 5FVE6 Yo" LENGTH 1" LENGTH 1%" LENGTH 
50cc BFVE7 _ Outside Inside Item Pkg. | Item Pkg. | Item Pkg. 
Air Operated Luer Lock 10cc Disposable, Reusable, Dispensing 5FVD4 Description Dia. Dia. No. __ Atty. No. Qty. | No. Qty. 
(Barrel And Stopper Only) 30cc Needles and Dispensing Machines — 5FVD5 NEEM Gannula and Polypropylene eS a VS 
Air Operated Taper Ti 
(Barrel & Stopper Only) 30cc Dispensing Machines SFVD7 15 ga. (Orange) 0.072" 0.060" | SFVH3 50 | 5FVH4 50 | SFVKO 50 
Syringe Tip Cap 16 ga. (Purple) 0.065"  —0.053" | SFVG5 50 | 5FVG6 50 | SFVKi 50 
Black Tip 5FVL6 18 ga. (Pink) 0.050" 0.038" SFVHS 50 | SFVH6 50 | SFVK2 50 
19 ga. (Brown) 0.042" ——-0.032".—-| SFVG7 50 | 5FVG8 50 | SFVK3 50 
20 ga. (Yellow) 0.036" 0.026" +| SFVH7 50 | 5FVH8 50 | SFVK4 50 
—— 21 ga. (Green) 0.032" 0.023". | SFVH9 50 | 5FWJO 50 | SFVK5 50 
Nis fl ass ___ 22 ga. (Black) 0.028" 0.019" | SFVJ1 50 | 5FWJ2 50 | SFVK6 50 
———————t—_et—‘“‘(OOUOO*#OCSCS 23 ga. (Blue) 0.025" 0.017" | SFW3 50 | 5FWJ4 50 | SFVK7 50 
Luer Lock 25 ga. (Blue) 0.020" 0.012" | SFWJ5 50 | 5FWJ6 50 | SFVK8 50 
26 ga. (Tan) 0.018" 0.010" | 5FVG9 50 | 5FVHO 50 | SFVK9 50 
27 ga. (Gray) 0.016" 0.008" ~| SFWJ7 50 | 5FWJ8 50 | SFVLO 50 
*& GRAINGER 30 ga. (Lavender) _0.012 0.006" | 5FVL8 10 = — —— = 
seks Ye" NPT Description L Outside Dia. Dia. No. Oty. 
Reusable Probe PTFE Disposable Luer Lock Probe Needles 
= 14 ga. (Olive) 2" 0.082" 0.066" 5FVL1 —_—‘10 
Needles Soar 16 ga. (Purple) 2" 0.065" 0.053" 5FVL2 10 
oe 18 ga. (Pink) a 0.054" 0.042" 5FVL3 _—*10 
Standard female luer lock needles Cake 55 ga. ‘slack. a ni poe arts ig 
F : - d. ac : : 
connect to syringes, dispensing Paral eae sie palpsrailene Disposable Probe Needles 
machines, and hoses. 15 ga. (Gray/White) 1%" 0.072" 0.054" 5FVL9 ~—-10 
16 ga. (Brown/White) 1%" 0.067" 0.047" 5FVNO —'10 
ee Inside Item Pkg. 18 ga. (Pink/White) WA 0.053" 0.032" 5FVN1 ‘10 
Length Material Gauge Outside Dia. Dia. No. Qty. 20 ga. (Yellow/White) Al 0.039" 0.024" 5EVN2 10 
Luer Lock 3 aio" anee sve —73 22 ga. (Black/White) 1" 0.032" 0.016"  SFVN3 10 
i] 0083 0063 BETYT 25 ga. (Red/White) 1 0.029" 0.013" 5FVN4 —«10 
yy! 16 0. 065" 0. 047" SETY2 19 Disposable Probe Needle Assortment 
: 18 0-050" 0033" SFTY3 19 ee ae ae ee a 1 5FVLT7 { 
: : 3 i ul i i 1 i r oD, } 7 i 
29 0.028" 0.016" -SFTYS 12 ae v8 
5 0.219" 0.189" 5FIV4 12 
7 0.180" 0.150" 5FIV6 ‘12 
10 0.134" 0.106" 5FIV9 ‘12 
1 0.120" 0.094" 5FIWO ‘12 
12 0.109" 0.085" 5FIW1 12 
: 13 0.095" 0.071" 5FTW2 ‘12 
2 piaaees se 14 0.083" 0.063" -SFTW3 12 
16 0.065" 0.047" 5FIWS ‘12 No. 5FVF9 
18 0.050" 0.033 5FIW7 ‘12 vy 
22 0.028" 0.016" FIX! 12 irae 
30 0.012" 0.006" 5FIX9 ‘12 
12 0.109" 0.085" 5FTY8 —-12 H 
ij X08 00ers 73: | 1=Pc. Polyethylene Taper Tip 
4" 16 0.065" 0.047" 5FIZO ‘12 - . 
18 0.050' 0033" -srtz1 2 | Dispensing Needles 
rapy Locka Staintaes Sea at Ete ae oF1z2__12__ | Taper feature reduces dripping and improves flow. Tip can be cut to create 
> All Stainless Steel 16 0.065" 0.047" 5FVCO. 5 larger opening. Chemical- and scratch resistant. 
Ye" NPT Inside Item Pkg. 
10 0.134" 0.106" SFTZ7 3 Description L Dia. No. Qty. 
2" Stainless Steel 13 0.095" 0.071" 5FIZ8 iO 14 ga. (Salmon) iA 0.063 5FVF9 50 
16 0.065" 0.047" 5FIZ9. 16 ga. (Gray) vA 0.048" 5FVGO 50 
Ya" NPT 18 ga. (Green) 1A 0.035" 5FVG1 50 
2 Stainless Steel 10 0.134" 0.106" 5FVA3 5 20 ga. (Pink) TVA 0.024" 5FVG2 50 
Translucent Needle Covers 22 ga. (Blue) 1%" 0.017" SFVG3 90 
1%" Length, Polypropylene oFVN6 50 24 ga. (Red) 14%" 0.013" oFVG4 50 
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Scan. Order. Done. 
Details on page A1. 


ADHESIVES 
Spray Foam 





Froth-Pak™ Spray Spray Foam 


DAP® Spray Pur Fill 


Great Stuff Handi-Foam® Black Foam Quick Cure, Foam Sealant Kit Sealant Kit 
Foam Sealant Pro™ Gaps Spray Foam NF 12 Pest Block Fireblock No. 48BWK26 No. 2TE61 
No. 5E086 & Cracks No. 15Z030 No. 45TP88 No. 444A75 Reduced 
No. 48WK20 Expansion 
nc aaaeue TodolProducts 






HANDI 
FOAM 


Professional Foaming Systems 


Foam Sealants and Spray Foam Kits 








Note: Cylinders are for large job applications. Two cylinder kits offer anticrossover hoses and nozzle to eliminate chemical crossover. : FROTH-PAK 
Expansion Insulation Container Item Pkg. 
Description Application Ratio Value Color _ Size Coverage Type Std. No. Qty. 
=ingre-Lomnponent 
Fireblock Spray Foam Sealant Kit Fire Barrier 27371 R-4to5 Orange 120z. 560 Linearft.@%' Bead Aerosol Can UL Classified, ASTM E-84 2KVH8 1 
Multipurpose 2-3:1 R-4 Tan 20 02. — Aerosol Can 5EO8/ = 
Polyurethane 
Expansion Foam i 
Spray Foam Sealant Fills and Seals Large 2-3:1 R-4 Tan  1202z. — Aerosol Can UL Classified 5E086 = 1 
Cavities greater than 
1", 30 Day Can Use 
Window and Door —_ R-4 White 12 0z. — Aerosol Can —_ 2PE56—s 1 
GREAT STUFF PRO™ 
Pestblock Pest Control 1=2;1 R-3.8 Gray _20 02. — Aerosol Can 7 48WK22 1 
Pro Gaps and Cracks a 2254 R-3.8 Orange 240z. _ Aerosol Can UL Classified 48WwkK20 1 
Pro Window and Door ae 1-2:1 R-3.8 Yellow 200z. = Aerosol Can UL Classified, ASTM, AAMA 4swk21 1 
GREAT STUFF™ 
Fireblock nlf pares ; = feed mange 1502: —_— Aerosol ea 48WK19 1 
; “ Gaps and Cracks -4: “3.4 ream 0Z. = Aerosol Can +g: 48WK15_ 1 
Gap Filler 3" Big Gap Filler 2-41 R-3.7 Cream 12 oz. = Aerosol Can UL Classified AsWwK16 1 
Pestblock Pest Control 2-4:1 R-3./ Gray _12 02. _— Aerosol Can 48WK18 1 
qengow and Door Window and Door 2-4:4 R-3./ Yellow 12 0z. — Aerosol Can UL Classified, ASTM, AAMA 48WK17 1 
andi-Foam™ 
pite Barrier ae ie pangs 4 ; 02. j 26 linear i ¢ a Bead pros. pan 170 ie 
ire Barrier -3: -4, range OZ. inear ft. @ Ya" Bea erosol Can 5 
Spray Foam Sealant Gaps and Cracks 2-31 R-4.5 Black 12 oz. 1996 linear tt. @ "Bead Aerosol Can POTD Ld eS ORPIJG 1 
railal Window and Door —2-3:1 R-4./ Cream 2402. 3993 Linear ft. @ %" Bead Aerosol Can 45TP66 1 
odo 
IPF Foam Kit Pest Control 1% 6.0/inch Yellow 24 oz. 2000 cu. in. Aerosol Can 45TP92 1 
Pur Black Multipurpose 7% R-6 Black 3207, soc CU. In., 19 Board TL, perosol Can QHYA2 1 
1200 Linear ft. @ 2" Bead ASTM E-84 
Pur Black NF Multipurpose 30% 9.0/inch_ Black __16 oz. 1060 cu. In. Aerosol Can 45TP90 1 
Pur Fill NF Multipurpose 30% 9.0/inch Yellow 24 oz. 1920 cu. In. Aerosol Can 45TP89 1 
Pur Fill NF 12 Multipurpose 30% 9.0/inch_ Yellow _12 oz. 960 Cu. In. Aerosol Can 45TP88 1 
Touch N' Seal ; 
Construction, Masonry oe een, 
sie ; Masonry, — — White 20.0 oz. — — — 499H99_ 1 
Metalworking Metalworking 
All Season Multipurpose 2-301 R-4.5 Beige 24 0z. 2230 ft. per “4° Bead Aerosol Can ICC-ES ESR-1926, ASTM E-84 444A74 1 
BlackFoam Pest Block Multipurpose 2-3: 1 R-4.5 Black 2407. 3200 ft. per “4° Bead Aerosol Can ASTM E-84, UL 1715 444A75 1 
Fireblock, Gun Foam II Fire Barrier 273.1 R-/.12 Beige 240z. 3200 linear ft. per /%' Bead Aerosol Can UL 1715, ASTM E-814, ICC-ES ESR-1926 444A73 1 
AO a Multipurpose 23:1 R-5 Black 120z. 3200linearft. per 4" Bead Aerosol Can Fish and Plant Safe A44A76 1 
Mouse Shield with Pesticide Pest Control 24371 R-4 Beige 120z. 396 Linear ft. per 4s" Bead Aerosol Can ASTM E-814, UL-1715, UL-723 444A77 1 
No Warp Window & Door Sealant _ Multipurpose 22321 R-4.5 White 120z. 2200 linear ft. per 4" Bead Aerosol Can ASTM E-84 444A72 1 
ASTM E-84, ASTM E-96, ASTM C-273, ASTM 
Multipurpose 2-3:1 R-4.9 Beige 120z. 499Linearft.@%” Bead AerosolCan C-518, ASTM E-814, ASTM C-1536,ASTM  444A70 1 
D-1621, ASTM D-1622, ASTM D-1623 
Quick Cure ASTM E-84, ASTM E-96, ASTM C-273, 
Multipurpose —«-2-3:1~=Ss«éR-4.9-—s:Beige = -24.0z. 499 Linear ft. @ 15” Bead Aerosol Can arly ray 61596 ASTM Bip21 A44A71 1 
ASTM D-1622, ASTM D-1623 
Reddy Insulation Gaps and Cracks 2-3:1 R-4 Beige 110z. 499 Linear ft.@ '%” Bead Aerosol Can UL Classified 444A69_ 1 
Mine Block Mortar lilultipurpose. zi a fe, Belge ae ( s00T si ; Box UL /23/ASTM poe El 19, ASTM E-/2-80 HAE 1 
; ; ah Vi aps and Cracks aa -4, eige 0 Ib. a, iner ft. ylinder -ES ESR-1926, UL-1715, 444A78 1 
aa a —— High Yield Gaps and Cracks —2-3:1 R49 Belge 16.0 Ip. 24,000 Linear ft. Cylinder ASTM E-84, ASTM E-814 aan 79 
uick Cure Fireblock, ire Barrier -8: -5 elge 0 Ib. ylinder ; E _ 444009 _ 1 
Reduced Expansion Fire Barrier 6-8:1 R-5 Beige 16.0 Ib. 94 080 ft Cylinder ASTME-84, ASTM C-518 R-Value, UL-1719 age 
2-Component 
FROTH-PAK™ 
Froth-Pak™ 12 Multipurpose 2-4:1 R-6.1 Cream _ 3.3 [b. 12 sq. ft. Two Cylinders 48WK25_ 1 
Froth-Pak™ 200 Multipurpose 3-0:1 R-6.1 Cream 41 Ib. 200sq.ft.@1° Thickness Two Cylinders UL Classified 48WK26 1 
Froth-Pak™ 210 Multipurpose 3-6:6 R-6.6 Cream 42.0 Ib 210 sq. ft. Two Cylinders 48WK27 1 
Handi-Foam™ : ; 
; Insulation 0.167 R-6to/7.2 Cream 41 lb. 1/ cu.ft. 205 Board ft. Two Cylinders : : 2TES9 1 
ela il = nt Insulation 0.167 R-6to 7.2 Cream 115.7 lb. 50 cu. ft., 605 Board ft. Two Cylinders _—«(UL--94 Rated, ASTM E-84 Class 1(A) OTE61 2 
ouch N' Sea 
Foam Kit, 1.75 PCF, 200FR Fire Barrier 6-8:1 R-5 Beige 28.44 lb. 200 Board ft. Two Cylinders ASTM G-21, ASTM C-518 R, ASTM E-84 444089 1 
Foam Kit. 1.75 PFC Multipurpose 6-3:1 R-5 Beige 2.2/7 |b. 15 Board ft. Two Cylinders ASTM G-21, ASTM C-518 R, 444A85 1 
an Multipurpose 6-8:1 R-5 Beige 28.44 lb. 200 Board ft. Two Cylinders ASTM E-84, ASTM C-423 444A87 1 
Slow Rise 120 1.75 PCF Multipurpose 6-8:1 R-5./__— Beige 28.43 Ib. 200 Board ft. Two Cylinders ASTM E-84, 33 CFR §183.144 444A81 1 
Spray Foam Kit 3.0 pcf Roof and Gutter 1 R-9.9 Belge 26.27 |b. 120 Board ft. Two Cylinders ASTM G-21, ASTM C-518 R-Value 444A80_ 1 
Shbawiroann Sealant Multipurpose 6-8:1 R-9 Beige 15.64 Ib. 110 Board ft. Two Cylinders ASTM G-21, ASTM C-518 R, 4440861 
pray Multipurpose 10-12:1 R-5 Beige 28.44 lb. 300 Board ft. Two Cylinders ASTM E-84, ASTM C-423 444082 1 
Accessories 
DRAFTSTOP™ 812 Foam & Applicator Cleaner 29RV19_ 1 
Foam Applicator, For Use With Adhesives, Canned Foam, 12" 491159 1 
GREAT STUFF PRO™ 
Spray Foam Dispensing Unit , For 20 to 30 oz. Bottles, For Dispensing Spray Foam Products 48WK24 1 
eotay Foam Dispensing Unit Cleaner, 12 0z., Used to Dissolve and Remove Uncured Polyurethane Foam 48WK23 1 
andi-Foam™ 
Spray Foam Dispensing Unit Cleaner, 12 0z., For Cleaning One-Component Dispensing Units 4KK26 1 
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GRAINGER CHOICE° ADHESIVES 
Find the yf. Find Solutions. Find Great Prices. Glues 







Gorilla Glue® 


= Full cure: 24 hr. 


Dries White and All-Purpose Glue—Bonds 
wood, stone, metal, ceramic, and more. White dries 
faster. Waterproof. 

= Temp. range: -40° to 212°F 


Super Glue—Bonds to most common building 
materials. Anticlog cap with a metal pin inside 









ensures an airtight seal for maximum reusability. = a 
= Temp. range: -65° to 220°F Oe ry 
Wood Glue—Bonds wood-to-wood without leaving ee Ee 






an orange afterglow. FDA approved for indirect food 





contact No. 1TMA4 No. 453U45 No. 30WMO02 No. 4GZK3 
= Temp. range: 0° to 150°F 
Mfr. Item 
Item Characteristics Color Clamp Time Size Model No. 
Brown 1 to 2 hr. 2 02. 5000201 1TLZ9 
Brown 1 to 2 hr. 4 02. 5000413 1TMA1 
All Purpose Glue Extremely Strong Bonding Power Brown 1 to 2 hr. 8 02. 5000802 1TMA2 
Brown 1 to 2 hr. 18 02. 5001803 1TMA3 
Brown 1 to 2 hr. 36 02. 5003601 1TMA4 
Dries White Glue ; ; ; White 30 to 60 min. 2 02. 5201208 2KKF2 
Dries White Glue Pen Weatherproof, Waterproof, Sandable, Paintable, Stainable, and Dries White White 30 to 60 min. 0.75 o7 5901111 OKKF3 
Clear 1 to 2 hr. 1.75 02. 4500102 453U44 
pine See Nor ecaiund ane eat Clear Tto 2 hr 3.75 07. 4537502 45345 
Polyurethane Adhesive, Rubber Toughened, Impact Resistant, Anti-Clog Tip Clear 10 to 45 sec. (2) 3g Tubes 7800102 4GZK5 
Sunar Clue Multipurpose, Impact Resistant, Anti-Clog Cap, No Run, Easy to Use Clear 10 to 45 sec. 0.53 02. 7600101 30WM02 
P Rubber Toughened for Impact Strength Clear 10 to 45 sec. 1 Ib. 78007 16V096 
Polyurethane Adhesive, Rubber Toughened, Impact Resistant, Anti-Clog Tip Clear 10 to 45 sec. 15g 7805002 4GZK6 
Wood Glue Dries Natural Color, Water-Resistant, Non-Toxic, PVA, FDA Approved Cream 20 to 30 min. 8 02. 6200002 4GZK3 
For Direct Food Contact, Water Clean-Up, Solvent Resistant Cream 20 to 30 min. 18 02. 6205001 4GZK4 
- = 
be 
Titebond 
ue Weldwood’ 
GREEN¢hOIcE-.. 
DAP® WELDWOOD® AO"? hin 
ae ; ? 
Carpenter's Glue—Sets fast, grips tight, and sands easily. vorkcghe __ No. 5E104 
i ; Begins Item 
Solvent resistant. Nontoxic. ise clog. aeManden. Sia: Na. | 
Wood Glue—Powdered, urea formaldehyde activates by DAP® Weldwood Carpenter's Mand cies ia BUR | 
mixing with water and forms a high-strength bond. Low VOC. = Aliphatic Resin Yellow — {1 gal. 5E104 4 
Meets Fed. Spec. A-A-3052. DAP® Weldwood Wood Glue q 
= 1 lb. 10L514 
TITEBOND® Il ULTIMATE WOOD GLUE zat — 45 |b. 10L515 
. . 5 ; 
Waterproof formula meets ANSI/HPVA Type | water-resistance Ttehon#° MUltimate Wood Ging a 
specification. Has longer open assembly time and lower , 10min. 8 oz. _1FCC1 * 
application temperature. Sands easily. Interior/exterior. Mater Resistant Tan 40 min. 16 02. 1FCC2 * 
Pe E y: 10 min. 1 gal. 1FCC3 * 
TITEBOND® Il Titebond® Il Premium Wood Glue 
5 Min. 4oz. 3KZJ6 ~* 
Premium and Extend Wood Glue—Meet ANS! Type I aaron notes 2 min. 8 02. SKRUS : 
water-resistance specification. Nos. 3KRU6 and 3KRU7 have man ai a ee 
a longer set time. Interior/exterior. Titebond® Il Extended Wood Glue 
; ; Slow Set c 15 min. 160z. 3KRU6 
Wood Glue—Great for general woodworking with porous Ne ream "45 min. 1 gal. 3KRU7 
and semiporous materials. ANSI Type Il. Titebond® Il Wood Glue 


5 min. 80z. 4AEMP2 


TITEBOND® ORIGINAL WOOD GLUE Dark Brown 5 min. 160z. 3KRU8 
5 min. 1 gal. 4EMP3 


Aliphatic-resin glue sets quickly to reduce clamp time. aa White —2Mmin. _1gal. 1FCC8 
Resists heat, solvents, and mildew. Nos. 3KRU4 and 4EML7 ono ; 5 min. 5 gal. 3KRU2 
Titebond® Il Original Wood Glue 

have a longer set time. aT fOr naEMILT 

® Heat- and 5 min. 80z. 3KRU3 
TITEBOND Solvent-Resistant Tellow 5 min. 16 0z. 1FCC6 
Quick & Thick, No Run/No Drip—Glue dries twice as amin. __1gal._1FCC7 

ie Ti © Il Original E Wood Gi 

fast and three times as thick as traditional PVAs. Bonds to Htobond” 1 Original Extended ood Sine 16 oz. 3KRU4 
multiple surfaces. Slow Set Yellow 45 min. 1 gal. 4EML8 


Titebond® Quick & Thick, No Run/No Drip 
Polyurethane Wood Glue—Combines a long 20-min. Quick & Thick 3to5min. 80z. 3KRU9 


. ; . ‘ : : Beige 
working time with a short 45-min. clamping time. Waterproof No Run, No Drip 3to5 min. 1602. 4EMP4 
g ping P Titebond® Polyurethane Wood Glue 





formula is excellent for wood to wood, metals, ceramics, 31025 min. 4oz. 4EML9 
most plastics—porous and nonporous materials. ANSI Type Polyurethane § Brown 3to25min. 80oz. 3KRV1 


* FDA approved for indirect food contact (cutting board). 
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ADHESIVES Scan. Order. Done. 
Tapes & Glue Guns Details on page Al. 








Gorilla Tape 
Weatherproof, airtight tape is easy to tear by hand. Duct Tape—Double-thick adhesive grips smooth, rough, and 
For indoor and outdoor use. Repair Tape—Fix, uneven surfaces. Withstands moisture, UV rays, and tempera- 
patch, seal, hold, and protect almost any surface. ture extremes. 

oes Double-Sided Tape—Bonds plastic, metal, wood, Mir. tem 
glass, brick, ceramic, and stone. No. 45DV48 holds Bescription. __ AMeKness 200 
up to 15 Ib. on smooth and rough surfaces for ee ETC TS 
easy hanging; No. 49UU23 is an industrial strength —_ Duct Tape 17 mil Black 1.88" 12yd. 60123 1TMAS 
double-sided tape with a heavy duty bond. Holds up ut ut Bact ; ae 33 ut ee trae 

‘ : mi ac yd. 
to 30 pounds. Ideal for indoor and outdoor projects ASIEIE: i7mil Clear" 56065001 45DV48 
and sticks to smooth and rough surfaces. Sided Tape 43 mil Black _—*i" 5 ft. 6055002 49UU23 
Repair Tape 8.20 mil — Clear Es 9yd. 6027002 30WM01 


MASTER QUT), *weswaro 3M STANEEY) == 
Hot Glue Guns and Sticks 


CORDLESS GLUE GUNS DualMelt Pro™ Glue Gun Kit 

Master PortaPro® Glue Gun Dual-temperature glue gun has On/Off light, protected nozzle, 
fold-out stand, cushion grip, slip-resistant trigger action, and 
auto shutoff. 








Heavy-Duty 
No. 4YR48 
Butane heat source has push-button piezo ignition, 
glue flow cutoff, fuel flow safety lock, and fuel-refill 
indicator. No. 1UBG6 includes 4 brass nozzles, eight Heavy-Duty Glue Guns 


Y2" x 6" glue sticks, and plastic case. High temperature setting bonds cardboard, ceramics, leather, 
ELECTRIC GLUE GUNS light metals, and wood. Low temperature setting bonds heat- 
; sensitive parts such as fabrics, foam materials, and plastics. 
\) suneoonvens 12-Pc. Heavy-Duty Glue Gun Kit RE ‘ 
Includes 3 special-use nozzles, nonstick work pad, SUREBONDER a 
6 high-temperature glue sticks, wire stand, and No. 36FL79 professional gun is a light-duty, high-temperature 
carrying case. gun. Nos. 20YV40 and 20YV41 are medium-duty high- 


temperature guns. No. 20YV42 is designed with dual heaters 
and features a 2-min. quick heat-up time. No. 39AN01 is a 
high-temperature gun for fixed temperature applications. 
Heavy-duty gun No. 20YV44 features cartridge heaters with 











PRO2-100 adjustable temperatures. 
No. 20YV41 Mir. Item 
Description Watts Glue Stick Capacity Feed Brand Model No. 

Cordless Glue Guns 
PortaPro® Butane Glue Gun Equivalent to 200 Y in 3-Finger Trigger Master Appliance GG-100  5PYT8 
PortaPro® Butane Glue Gun Kit Equivalent to 200 Y2 in 3-Finger Trigger Master Appliance GG-100K 1UBG6 
Rechargable 60 W 0.43 in, 0.45 in, % in, “Ae in Trigger Surebonder CL-800F 36FL77 
Rechargeable 60 W Ae in Trigger Surebonder Pro2-60KIT 49AC27 

Electric Glue Guns 
12-Pc. Heavy-Duty Glue Gun Kit 100 W Yin Lever Westward = 4YR47 
DualMelt Pro™ Glue Gun Kit 80 W “Ac in Trigger STANLEY GR100  1XHV3 
DualMelt™ 80 W ”/e in Trigger STANLEY GR25-2 241316 
DualMelt™ Heavy Duty 80 W Ac in Manual STANLEY STHT/72317 31CN65 
Heavy-Duty 80 W Y in Lever Westward — 4YR48 
Heavy-Duty 220 W 0.43 in, 0.45 in, % in, “Ae in Trigger Surebonder PRO2-220HT 39AN01 
Heavy-Duty 220 W 0.43 in, 0.45 in, % in, “Ae in Trigger Surebonder PRO2-220 20YV44 
Light-Duty 30 W ”/e in Trigger STANLEY GR20 247309 
Light-Duty 80 W 0.43 in, 0.45 in, % in, “Ae in Trigger Surebonder HE750  36FL79 
Light-Duty, Ergonomic 80 W 0.43 in, 0.45 in, % in, “Ae in Trigger Surebonder PRO2-80 20YV40 
Light-Duty Glue Gun 40 W Yo in Trigger Arrow TR400  3RAZ7 
PRO 8000A Medium-Duty, Interchangable Nozzle 100 W 0.43 in, 0.45 in, Yin, “%e in Trigger Surebonder PRO2-100 20YV41 
Medium-Duty, Interchangable Nozzle 180 W Ae in Trigger Surebonder PRO8000A 20YV42 
No. 20YV42 Mini Hot Melt Glue Gun 15 W %, in Trigger STANLEY GR10 3NZW9 
Professional Glue Gun 40 W Y2 in 3-Finger Lever Arrow TR550 = 8RAZ6 
Begins Mfr. Item Pkg. Begins Mfr. ltem Pkg. 
For Use With Color to Harden Size Model No. Qty. For Use With Color to Harden Size Model No. Qty. 
Hot Melt Glue Sticks 90YV45. Not For U Tan/Amber 5 sec. %" x 10" Q601-5P 20YV52 Do 
Westward With 3M Glue Guy _Za/Amber 10sec. ——54"x 10" Q711-5P_—20YV53_53 
¥32" Capacity Glue Gun _ Transparent 30 to 60 sec. 0.28 x 4" 23X751 23X751 24 Tan/Amber —_ 10 Sec. ¥"x10" Q711-25P 20YV54 265 
Transparent 30 to 60 sec. 0.45 x 4" 23X752 23X752 6 5E124, 3M Polygun TC Tan/Amber — 10sec. ¥"x2" TC-711-11P 20YV58 600 

2%a" Capacity Glue Gun Transparent 30 to 60sec. 0.45 x 4" 23X753 23X753 24 3M 
Transparent 30 to60 sec. 0.45x10" 238X754 23X754 12 Mfr. No. AE II Tan 35 sec. 0.45" 3/62 1VAK9 154 
ie" Plectae Clie Guns Transparent 30 to 60 sec. 0.43 x 10" — 4YR49 24 — Clear 50 sec. V2 3792 1VAL1 154 
Transparent 30 to 60 sec. 0.43 x 10" — 4YR50 100 Mfr. No. POLYGUN TC Tan 35 SeC. % 3762 5E119 605 
Transparent 50 to 60 sec. 0.45 x 4" 23X755 23X755 6 —— Clear 50 sec. ¥ 3792 5E121 605 
2%4" Capacity Glue Gun Transparent 50 to 60 sec. 0.45 x 4" 23X76 23X756 30 Clear 40 sec. % 3792 9E122 165 
P Yellow 35to50sec. 0.45 x4' 23X/57 23X757 6 Mfr. No. POLYGUN EC Translucent 30 sec 5 3762 3UB90 165 
Opaque 30to60sec. 0.45x10"  23X758  23X758 ~—«-12 Light Amber 

STANLEY Scotch-Weld PG II Tan 35 sec. 1x3 3/62 2GKJ1 264 
Mfr. No. GR10 Glue Gun Clear = 0.28" GS10DT 2FDB9 94 with Speed loader Light Amber 25 sec. 13 3762 2GKJ2 264 
Surebonder Tan Jo set. 9/8 x 8 3762 2GKH9 165 
Tan/Amber —_10 sec. ”~e' x15" 711R15-5P 20YV47 60 Scotch-Weld TC with Tan 50 sec. 9/8 x 8 3738 2GKK4 ~—: 165 
Tan/Amber 10sec. Ae’ X15" 711R15-25P 20YV48 300 Quad rack Converter Clear 40 sec. 9/8 x 8 3764 2GKH7 165 
Fe ea Clear 60sec.  ‘“e'x4" DT-6  20YV46 6 Clear ‘50sec.  5/8x8 3792 ~~ 2GKN4_—165 
(2, eas O89) Clear 60 sec. Y”~s'x10" 725R10-1P 20YV49 18 Mfr. No. POLYGUN LT Clear 40 sec. % 3792 4ZH61 605 


elueeuns Clear‘ 60sec.__‘As"x 10" _725R10-5P_ _20YV50 90 


Clear 60 sec. As’ X10" 725R10-25P 20YV51 450 
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MACHINING 
Drill Bit Sets 


For replacement cases, go to Grainger.com® and search for “Drill Bit Cases and Cabinets. ” 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





Cy 


ono <> CLE-LINE. * WwesrwarD’ 
HSS and Cobalt Drill Bit Sets 


= All sets include metal case (except Silver & Deming) 


8-Pc. Set 
No. 2VTE4 








FRACTIONAL SIZES 
Point Drill Bit Item 
Angle Type , Material Finish ListNo. Case Type Brand No. 
8-Pc 2 Inch Reduced Shank 
ie 2 vA mecuced shank here Be Oxide  190F Metal Index Chicago-Latrobe 6WUC7 
-Pc. “6 To 1 By 16ths, Silver & Deming 
vs' Reduced Shank Cobalt i" 190¢ ~~ Metal Index Chicago-Latrobe 2VTE4 
118° %" Reduced Shank HSS Black Oxide 190 Plastic Pouch Chicago-Latrobe 1U194 
Yo" Reduced Shank HSS Black Oxide 190 Metal Index Chicago-Latrobe 1V691 115-Pc. Set 
Yo" Reduced Shank HSS Black Oxide 190F Plastic Pouch Chicago-Latrobe 1V693 No. 1G549 
13-Pc. “4c To % By 64ths, Jobbers Length 
Standard Cobalt pT’ s550 Metal Drill Index Chicago-Latrobe 1U198 
Standard Cobalt TIN 20900 Metal Drill Index Chicago-Latrobe 6WUE4 
135° Standard HSS Black Oxide 1801 Metal Drilllndex — Cle-Line 1BR/2 WIRE SIZES 
Standard HSS Black Oxide 150ASP Metal Drill Index Chicago-Latrobe 6WUA8 
Standard HSS TIN 150ASP_ Metal Drill Index Chicago-Latrobe 6ZKG4 Point Drill Bit Item 
Standard HSS TIAIN 150ASP_ Metal Drill Index Chicago-Latrobe 6WTXO Angle Type Material Finish List No. Case Type Brand No. 
Standard HSS ate 150ASP Metal Drill Index Chicago-Latrobe 6WTX3 20-Pc. #61 to #80, Jobbers Length 
right i o otandard HSS Black Oxide 150ASP_ Metal Drill Index Chicago-Latrobe 6WTZ2 
6 eo ee ee eee ee standa se TIN. 150ASPTN Metal Drill Index Chicago-Latrobe 62KH7 
Standard HSS Black Oxide 150 _ Metal Drill Index Chicago-Latrobe_ 1U100 Standard HSS Black Oxide 150 Metal Drill Index Chicago-Latrobe 1V717 
Standard HSS__ Black Oxide 1899 Metal Drill Index__—Cle-Line__——2X470° = 485° Standard HSS Bright (Uncoated) 150D Metal Drill Index Chicago-Latrobe 1U129 
“FC. 6 2 ’ tandar | etal Drill Index Chicago-Latrobe 
15-Pe. “6 To /2 By 32nds, Jobbers Length Standard HSS TiN 150T Metal Drill Index Chicago-Latrobe 6WUE6 
Ys: Reduced Shank HSS Black Oxide —__ Metal Drilllndex Westward _SUDP3 60-Pc. #1 to #60, Jobbers Length 
Parabolic HSS Black/Gold 1872 Metal Drilllndex__—Cle-Line_ 1 TNZ5 Standard HSS Black Oxide  150ASP Metal Drill Index Chicago-Latrobe 1G545 
Parabolic HSS TiN 18721N Metal Drilllndex__—Cle-Line_ — 11PC9 = 435° Standard Cobalt — Straw/Bronze 550 Metal Drill Index Chicago-Latrobe 1U202 
Standard Cobalt ae 2550 Metal Drill Index Chicago-Latrobe 6WUD5 Standard HSS TiN 150ASP Metal Drill Index Chicago-Latrobe 6ZKH3 
raw 3 Standard HSS Black Oxide 150 Metal Drill Index Chicago-Latrobe 1U131 
1 a sc 7 ce 4gg.¢ Standard HSS Black Oxide 1899 Metal Drill Index Cle-Line___2A736 
Standard HSS Black Oxide _150ASP Metal Drill Index Chicago-Latrobe_1V687 Standard HSS Bright (Uncoated) 150D Metal Drill Index Chicago-Latrobe 1M471 
Standard HSS Black Oxide _1801__ Metal Drilllndex__Cle-Line 1BR67 Standard HSS TIN 150T Metal Drill Index Chicago-Latrobe 6WUC8 
Standard HSS TiN 150ASPTN Metal Drill Index Chicago-Latrobe 6ZKG2 80-Pc. #1 to #80, Jobbers Length 
Standard HSS TAIN 150ASPTC Metal Drill Index Chicago-Latrobe BbWTW7 185° Standard HSS Black Oxide 150 ‘Metal Drill Index Chicago-Latrobe 6WUA5 
Standard HSS TICN 150ASP_ Metal Drill Index Chicago-Latrobe 6WTX2 
Bright : ening 
Left Hand HSS (Uncoated) 150L Metal Drill Index Chicago-Latrobe 4EV07 LETTER SIZES 
4gg° Standard HSS Uneestnd) 150D Metal Drill Index Chicago-Latrobe 1M467 pint Drill Bit jaa 
Standard HSS Black Oxide 150 Metal Drill Index Chicago-Latrobe 1U104 Angle Type _ Material Finish List No. Case Type Brand No. 
Standard HSS TiN 150T Metal Drill Index Chicago-Latrobe 1V698  _26-Pc. A To Z, Jobbers Length 
Standard HSS Black Oxide 1899 Metal DrillIndex  Cle-Line 2X471 : Standard HSS Black Oxide 150ASP__Metal Drill Index _Chicago-Latrobe 16543 
15-Pe. 146 To 12 By 32nds, Mechanics Length 135° Standard HSS TIN 150ASP Metal Drill Index _Chicago-Latrobe 6ZKH2 
135 ° Standard HSS’. Black/Gold 1876 Metal Index Cle-Line 4GB65 Standard Cobalt Straw/Bronze 990 Metal Drill Index Chicago-Latrobe 1V710 
16-Pc 1% Inch Reduced Shank Standard HSS Bright (Uncoated) 150D Metal Drilllndex Chicago-Latrobe 1M473 
118 ° 4" Reduced Shank HSS Black Oxide 190 Plastic Pouch Chicago-Latrobe 6WUE3  jg50 Standard HSS Black Oxide 150 Metal Drill Index Chicago-Latrobe 10133 
21-Pc. “16 To ¥% By 64ths, Jobbers Length Standard HSS Black Oxide 1899 Metal Drill Index _Cle-Line 2A/37 
Standard Cobalt TiN 2550 Metal Drill Index Chicago-Latrobe 6WUE5 Standard HSS TiN 150T Metal Drill Index _Chicago-Latrobe_ 6WUEO 
Standard HSS Black Oxide  — Westward 2UFD8 
° Standard HSS Black Oxide 1801 Metal Drill lndex —_Cle-Line 1BR50 
135 ° “Standard HSS Black Oxide 150ASP_ Metal Drill Index Chicago-Latrobe bwuci © METRIC SIZES 
Standard HSS TiN 1S0ASP_ Metal Drill Index Chicago-Latrobe 6ZKG6_ point Drill Bit Item 
Standard HSS are 150ASP_ Metal Drill Index Chicago-Latrobe 6WTX5 Angle Type Material Finish List No. Case Type Brand No. 
Left Hand HSS dincoatad) 150L Metal Drill Index Chicago-Latrobe 6WUD9 =_11-Pc. 1mm To 6mm by 0.5mm, Jobbers Length 
Bright 185° Standard HSS Black Oxide 150 Metal Drill Index Chicago-Latrobe 1U137 
185 ° Standard HSS Ainoositen) 150D Metal Drill Index Chicago-Latrobe 1M465 _13-Pc. 1mm to 7mm By 0.5mm, Jobbers Length 
Standard HSS Black Oxide 150 — Metal Drill Index Chicago-Latrobe 1U102 fqpperquam to 10min by 05mm. JobbeSlength =a 
_— Vato 1s By GAths RiReReLAa 1899 Metal Drill Index _Cle-Line__4X780 = 435° “Standard Cobalt Straw/Bronze 550ASP Metal Drill Index Chicago-Latrobe 6WTZ7 
¥" Reduced Shank HSS Black Oxide —= Metal Drill Index Westward 5UDP4 o-Fo. mm to Sma ey 0.5mm, sopners enath Metal Drill Index Chicaqo- 
go-Latrobe 6WTZ4 
Parabolic HSS Black/Gold 18/72 Metal Drilllndex —_Cle-Line 1TNZ6 ° 7 
: 135° Standard Cobalt Straw/Bronze 550ASP_ Metal Drill Index Chicago-Latrobe 6WTZ8 
rarabelie __HSS__[N_ 182210 Metal dll index __Ule-Line __TTP Standard Cobalt Straw/Bronze 550 Metal Drill Index Chicago-Latrobe 6WUAO 
Standard Cobalt Bronze 1802 Metal Drill Index  Cle-Line 1BR43 185° elancart Hee pee pare Pe ye it we vhtcago Latrobe a bee 
tandar ack Oxide etal Drill Index e-Line 5 
Standard Cobalt ew 550 Metal Drill Index Chicago-Latrobe 1U196 118-Fe, mm To 13m, Jobhers Length ae 
° _Standar ack Oxide etal Drill Index Chicago-Latrobe 
135° Standard Cobalt.» BY”. SS0ASP_ Metal Drill Index Chicago-Latrobe 6WTZ6 
Standard Cobalt TIN 20900 Metal Drill Index Chicago-Latrobe 6WUD4 (QMBINATION SETS 
Standard HSS Black Oxide 150ASP Metal Drill Index Chicago-Latrobe 1G547 
Standard HSS Black Oxide 1801 Metal Drilllndex  Cle-Line 1BR44 Point Drill Bit ltem 
Standard HSS TIN 150ASP Metal Drill Index Chicago-Latrobe 6ZKH1 Angle Type Material Finish ListNo. Case Type Brand No. 
Standard HSS TICN 150ASP_ Metal Drill Index Chicago-Latrobe 6WTX9 8-Pc 1% Inch Reduced Shank 
H 1 
Standard HSS Black/Gold 1878 ROUndFlastic ~—le-ine — 36XEMS «118° INQ Refluced ss Black Oxide 190F Metal Index Chicago-Latrobe 6WUC7 
Bright ; bee 16-Pc % Inch Reduced Shank 
ale dit hia ae ae = a vatrobe AW? “1g° inch Reduced tise Black Oxide 190 Plastic Pouch Chicago-Latrobe 6BWUE3 
185° Standard HSS (Uncoated) 150D Metal Drill Index Chicago-Latrobe 1M469 33-Pc 1 Inch Reduced Shank 
Standard HSS Black Oxide 150 Metal Drill Index Chicago-Latrobe 1U110 o 2I\Inch Reduced ; ; - 
Standard HSS TiN 150T Metal Drill Index Chicago-Latrobe 1ve96.—«' '8 Shank HSS Black Oxide 190 = Metal Index Chicago-Latrobe 6WUC6 
Standard HSS Black Oxide 1899 Metal Drill Index Cle-Line 6X001 33-Pc 2 Inch Reduced Shank, 3 Flats on Shank 
29-Pc. “4c To 2 By 64ths, Mechanics Length Y Inch Reduced 
” Standard HSS Black/Gold 1875 qutla mex Cle-Line 4GB66 118° ona se HSS Black Oxide 190F Metal Index Chicago-Latrobe 6WUA9 
5” ound Plastic ; on Shan 
33-Pc ‘2 Inch Reduced Shank 5” tandar ack Oxide 5 etal Drill Index Chicago-Latrobe 
118° %" Reduced Shank HSS Black Oxide 190 Metal Index Chicago-Latrobe 6WUC6 115-Pc 1c to 2 by 64ths, A to Z, #1 to #60, Jobbers Length 
33-Pc ae Reduced Shank, 3 Flats on Shank 135° landare Hee pace pide ea nee uit rade nicago-ralrope d an 
o Y2' Reduced Shank, ,; ee tandar | ) etal Drill Index Chicago-Latrobe 
118° "3 Flats on Shank SS Black Oxide = 190F — Metal Index Chicago-Latrobe 6WUA9 Standard HSS Black Oxide 150 Metal Drill Index Chicago-Latrobe 1U144 
115-Pc. “4c To 12 By 64ths, Jobbers Length 185° Standard HSS Black Oxide 1899 Metal Drill Index Cle-Line_——-1A522 
135° Standard Cobalt Sia 550 Metal Drill Index Chicago-Latrobe 16915 Standard HSS foneeted 150D Metal Drill Index Chicago-Latrobe 1M475 
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MACHINING Scan. Order. Done. (= 
Drill Bits Details on page Al. 





Bright 


¢ SS SS SS SS 
a TiN 
Chicago-Latrobe® 


Production Grade Jobbers 
Length HSS Drill Bits, 118° 


= Conventional point, except List# 150K, which is split point 


Black oxide drills are for steel, stainless steel, and cast iron. Bright finish drills 
are for low carbon and softer metals such as aluminum. Left-hand helix drills 
are for machine spindles rotating counter-clockwise. Black oxide List#150K split 
point drills eliminate walking. TiN coated drills are for alloy steel, stainless steel, 
cast iron, brass, bronze, plastic and fiberglass. 





Black Oxide 





Bright 
Bright OF 
> rl Inis 
* Westward’ <> CLE-LINE. BLACK (Uncoated) BLACK | wlLef 
OXIDE Finish OXIDE Hand Helix! TiN 
7 List# 150 | List# 150D | List# 150K | List# 150L | List# 150T 
Maintenance Grade Jobbers Decimal Flute Overall ltem Item Item Item ltem 
: ¥ Size Equivalent Length Length No. No. No. No. No. 
Length HSS Drill Bits 118° Yasin 0.0156 “ein %in = 1F741 = = = 
] Yoin 0.0313 “in 1%in — 1F743 = 4DG88 -_ 
= Conventional point ¥%ain 0.0469 %in 1%in | 1F487 1F745 — 4DG89 — 
’ Vein 0.0625 “in 1%in | 1F489 1F747 1P440 4DG90 1V832 
These drills are for use on steel, stainless steel, and cast iron. Sain 0.0781 1 in oer 1F494 4F749 4P442 ADG91 1834 
BLACK ¥2in 0.09388 1%in 2%in | 1F493 1F751 1P444 4DG92 1V836 
OXIDE %asin 0.1094 1%in 2%in | 1F495 1F753 1P446 4DG93 1V838 


BLACK OXIDE | Cle-Line® Yein 0.1250 1%in 2%in 1F497 1F755 1P448 4DG94 1V840 
Westward | List# 1899 ¥%4in 0.1406 1%4in 2% in 1F499 1F757 1P450 4DG95 1V842 





Decimal Overall Item Item ¥32in 0.1563 2in 3% in 1F501 1F759 1P452 4DG96 1V844 
Size Equivalent Flute Length Length No. No. Yeain 0.1719 2%in 3% in 1F503 1F761 1P454 4DG97 1V846 
32 IN : 21n 8 IN — 16 IN : 16 IN 21n 
V2 I 0.0313 Vi 1% j 1BR76 Hein 0.1875 2%6in 3Vi 1F505 1F763 1P456 4DG98 1V848 
¥6a in 0.0469 ¥4 in 1% in _ 1BR77 'Yain 0.2031 2Acin 3% In 1F507 1F765 1P458 4DG99 1V851 
Vie in 0.0625 % in 1% in _ 5X952 Aoin 0.2188 2%in 3% in 1F509 1F767 1P460 4DH01 1V853 
64 in in in _ 6ain 0. 8 in 8 in 
%64 | 0.0781 1i 21 5X953 ¥%4in 0.2344 22%in 341 1F511 1F769 1P462 4DHO02 1V855 
¥2 in 0.0938 1% in 2% in _ 5X954 Yoin 0.2500 2%in 4in 1F513 1F771 1P464 4DH03 1V857 
64 IN : 2 1n 8 IN — 64 IN : 8 IN 8 IN 
Yea | 0.1094 i 2% | 5X955 Y%ain 0.2656 2%in 4%i 1F515 1F773 1P466 4DH04 1V862 
8 IN : 8 IN 41n 32 IN : 16 IN 41n 
Ve I 0.1250 1% i 2% | 2UFA6 * 5X956 ¥2in 0.2813 2'%6in 441 1F517 1F775 1P468 4DH05 1V864 
64 IN : 41n 8 In — 64 IN : 16 IN 8 IN 
%64 | 0.1406 1% i 2% | 5X964 '%4in 0.2969 3Y%e6in 4%i 1F519 1F777 1P470 4DH06 1V866 
32 in 0.1563 2 in 3% in _ 5X965 Asin 0.3125 3%6in 4Y%in 1F521 1F779 1P472 4DH07 1V868 
Yea in 0.1719 2% in 3% in _ 5X966 2Ye4in 0.3281 3%6in 4% in 1F523 1F781 1P474 4DHO08 1V870 
0.1719 2% in 3% in 4UL49 _ Yoin 0.34388 3%A6in 4% in 1F525 1F783 1P476 4DHO09 1V873 
He in 0.1875 2%e in 3% in 2UFA7 5X967 2%eain 0.3594 3%in 4% in 1F527 1F785 1P478 4DH10 1V875 
1364 in 0.2031 2’/6 in 3% in _ 5X968 Yin 0.3750 3%in din 1F529 1F787 1P480 4DH11 1V877 
32 IN : 2 1N 41n 64 IN : 41n 8 IN 
2 | 0.2188 2% | 3% | 4UL52 5X969 2%4in 0.3906 3%in 5% 1F531 1F789 1P482 4DH12 1V879 
64 IN : 8 IN 8 1N 32 IN ‘ 8 IN 41n 
19%64 | 0.2344 2% | 3% i 4UL53 5X970 1% in 0.4063 3%in 5%i 1F533 1F791 1P484 4DH13 1V882 
41n : 41n In 64 IN : 16 IN 8 IN 
Yai 0.2500 2% | 4j 4UL54 5X971 2%4in 0.4219 3'%6in 5%1 1F535 1F793 1P486 4DH14 1V884 
%a in 0.2656 2’ in AV. in 4UL55 5X972 ”Acin 0.4875 4v%e6ein 5in 1F537 1F795 1P488 4DH15 1V886 
32 IN . 16 In 41n 64 IN . 16 IN 8 IN 
¥32 | 0.2813 216 | AV, j 4UL56 5X973 2%4in 0.4531 4%c6in 5%i 1F539 1F797 1P490 4DH16 1V888 
64 IN ; 16 IN 8 IN 32 IN : 16 IN 41n 
1% a | 0.2969 36 i 4% j 4UL57 5X974 0 in 0.4688 4%6in 5%i 1F541 1F799 1P492 4DH17 1V890 
16 IN : 16 IN 21N 64 IN : 8 IN 8 IN 
Ve | 0.3125 3% 6 | AY, j 2UFA8 5X975 3Ye4in 0.4844 4%in 5%i 1F543 1F801 1P494 4DH18 1V893 
2%6a in 0.3281 3%6 in 4% in 4UL59 5X976 Yin 0.5000 4%in  6in 1F545 1F803 1P496 4DH19 1V895 
'Y9 in 0.3438 3/6 in 4% in 4UL60 5X977 3¥4in 0.5156 4'%6in 6%in 1F547 4FWX9 _ _ _ 
2364 in 0.3594 3% in 47 in 4UL61 5X978 Moin 0.5313 4'%ein 6% in 1F549 4FWY1 _— _ _ 
¥% in 0.3750 3% in 5 in 2UFA9_ ft 5X979 s%4in 0.5469 4'%6in 6%in 1F551 4FWY2 _ _ _ 
254 in 0.3906 3% in 5% in 4UL63_ tf 5X980 Hein 0.5625 4'%e6in 6% in 1F553 4FWY3 _ _ _ 
139 in 0.4063 3% in 5% in 4UL64_ f 5X981 sain 0.5781 4'%e6in 6%in 1F555 4FWY4 _ _ _ 
27% in 0.4219 31%6 in 5% in 4UL65 ft 5X982 '¥0in 0.5938 5%6in 7¥%in 1F557 4FWY5 _ _ _ 
Ac in 0.4375 4VA6 in 5% in 2UFC1 tf 5X983 3%4in 0.6094 5%6in 7¥%in 1F559 4FWY6 _ _ _ 
29/4 in 0.4531 4¥e in 5% in 4UL67_ T+ _ ¥in 0.6250 5%6in 7¥%in 1F561 4FWY7 _ _ _ 
0.4531 4%e in 5% in _ 5X984 4¥%4in 0.6406 5%ein 7¥in 1F563 4FWY8 _— _ _ 
199 in 0.4688 456 in 5% in 4UL68_ ft 5X985 2M in 0.6563 5%6in 7%in 1F565 4FWY9 _ _ _ 
3%4 in 0.4844 4% in 5% in 4UL69 Tf 5X986 4%ain 0.6719 5%in 7% in 1F567 4FWZ1 _ _ _ 
Ya in 0.5000 AV in 6 in 2UFC2 ft 5X987 Mein 0.6875 d5%in 7%in 1F569 4FWZ2 _— _ _ 


* Sold as pkg. of 2. f ¥" reduced shank. 
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Maintenance Grade Jobbers * wisnwarp’ 
Length HSS Drill Bits, 135° > cuE-NE 2 


= Split point Black Oxide 


These drill bits reduce thrust and help eliminate walking at the drill point. 


BLACK 
BLACK OXIDE BLACK/GOLD 
OXIDE Cle-Line Cle-Line 
Westward | List# 1801 List# 1878 









ia Saadennl ec a em io — — 
Size quivalent Flute Lengt engt 0. 0. 0. 
Vein 0.0625 Thin 17hin | 5XL66 | 2BRO9 | 22N347 ase 
%64 IN 0.0781 1 in 2 In OXL6/ 2BR10 22N303 
932 IN 0.0938 1% In 2% In OXL68 2BR11 22N360 
%ea in 0.1094 1% In 2% In oXL69 2BR12 22N36/ BLACK BLACK/ 
Ye in 0.1250 1% In 2% In OXL70 2BR13 22N373 OXIDE GOLD 
%ea In 0.1406 1% in 2/4 in OXL71 2BR14 22N377 Cle-Line | Cle-Line 
%21n 0.1563 2 in 3% in OXL72 2BR19 22N383 List # 1801 | List # 1878 
Wer j 0.1/19 2% In 3/4 In = 2BR16 22N389 i | 
Vea in a om: Decimal Overall Item tem 
: 0.1719 2% in 3/4 IN OXL7S = — Size Equivalent Flute Length Length No. No. 
“16 In 0.1875 2716 In 3/21n OXL74 2BR1/ 22N395 #60 0.0400 16 in 15 in 5BROS 22N339 
Yea In 0.2031 2/6 In 3% In OXL79 2BR18 22N403 #59 0.0410 Tg in 15 in 5BRO7 22N340 
2.1n 0.2188 2/2 Nn 374 In OXL76 2BR19 22N408 #58 0.0420 Tg in 15 in 5BROG 22N341 
'¥64 In 0.2344 2%8 In 3% In OXL/7/ 2BR20 22N412 #57 0.0430 %, in 1% in 5BRO5 22N342 
Ya in 0.2500 2¥4 in 4 in oXL7/8 2BR21 22N416 £56 0.0465 %4 in 1% in 5BRO4 22N343 
'%a In 0.2656 2’ In AV in oXL7/9 2BR22 22N419 #55 0.0520 7 in 17 in 5BRO3 22N344 
¥32 In 0.2813 2'%e6 In 4% in oXL80 2BR23 22N424 #54 0.0550 7 in 17% in 5BRO2 22N345 
'%ea in 0.2969 3/16 in 4% in 2UFE1 2BR24 22N427 #53 0.0595 7 in 17% in 5BRO1 22N346 
Vie in 0.3125 3716 IN 4% In oXL81 2BR29 22N429 #52 0.0635 7% in 17% in ABR99 22N348 
Yea In 0.3281 3716 IN 4% In 2UFE2 2BR26 22N432 #51 0.0670 Tin >in ABR98 22N349 
"Y2 In 0.3438 3/6 In 4Yq in 2UFE3 2BR27 22N435 #50 0.0700 Tin in 4BR97 22N350 
2¥e4 In 0.3594 3/2 in 4% in 2UFE4 2BR28 22N438 #49 0.0730 Tin in ABR96 22N351 
% IN Naeee a, In sf sn OXL82 | __2BR29 Souaed #48 0.0760 Tin 2 in 4BR95_ | 22N352 
25h, j 4 In 8 In — — * 
74 in 0.3906 3% in BY in 5XL83_| 2BR30 | 22N443 etl bes in a qeas—{ poner 
#46 0.0810 1% in 2% in 4BR93 22N399 
‘Yo in rane ay n a f 2UFE9 | 2BR31 eee : #45 0.0820 1% in 2¥. in 4BR92_ | 22N356 
al 4 = = ° #44 0.0860 1% in 2%, in 4BR91 | 22N357 
27/4 in 0.4219 3°76 1N 278 IN — — 22N406 #43 0.0890 1% in 2% in 4BR90_ | 22N358 
0.4219 3'%e in 9% In 2UFE6 2BR32 22N448 Vy | Vi 
7 oa #42 0.0935 1% in 2% in 4BR89 22N399 
Ae in 0.4375 476 in 972 IN 2UFE/ | 2BR33_| 22449 #41 0.0960 1% in 2% in 4BR88_| 22N361 
0.4375 46 In 9/2 in — = 22N497 #40 0.0980 1% in 29%. in 4BR87__|_22N362 
0.4931 473 1N 27% In 2UFES = = #39 0.0995 1% in 2%. in 4BR86_ | 22N363 
*%ea in 0.4531 476.10 278 IN = = 22N408_ * #38 0.1015 T/cin 2% in 4BR85 | 22N364 
0.4931 4716 in 278 IN = 2BR34_|_ 22N450 #37 0.1040 Asin 2% in 4BR84_| 22N365 
1949 in AN aeee ee 0 oF i 2UFE9 | _2BR30 Neh : #36 0.1065 1%/e in 2% in 4BR83_ | 22N366 
; 16, 4 = = ° #35 0.1100 1%in 25% in 4BR82 | 22N368 
3Ve4 in 0.4844 4% In 98 In a — 22N460 #34 0.1110 Tin 2% in 4BR81 | 22N369 
0.4844 4%, in 9/4 In 2UFF1 2BR36 22N452 Vi | 
! #33 0.1130 1% In 2% in 4BR80 22N3/0 
Ye in 0.5000 4% in 6 In oXL84 2BR3/ 22N453 #39 0.1160 154 in 0%, in 4BR79 22N371 
* ¥s" reduced shank. #31 0.1200 1% In 2% in 4BR78 22N3/2 
BLACK/GOLD #30 0.1285 1% In 2% in 4BR77 22N374 
Cle-Line #29 0.1360 1% in 2’ in 4BR76 22N3/5 
List # 1878 #28 0.1405 1% in 2% in 4BR75 22N3/6 
Overall Item #2/ 0.1440 1% In 3 in 4BR74 22N3/8 
Size Decimal Equivalent Flute Length Length No. #26 0.1470 1 in 3 In 4BR73 22N379 
A 0.2340 2% In 3/4 In 22N411 #20 0.1495 1% In 3 in 4BR72 22N380 
re 
4 In In 414 #23 0.1540 in 8 In 4BR7 
D 0.2460 2% In 4in 22N415 #22 0.1570 2 in 3% in 4BR69 22N384 
F 0.2570 2’ In 4, in 22N417 #21 0.1590 2% In 3% in 4BR68 22N385 
G 0.2610 2’ In 4% In 22N418 #20 0.1610 2% in 3% in 4BR6/ 22N386 
H 0.2660 2’ In 4 in 22N420 #19 0.1660 2% In 3% in 4BR66 22N387 
| 0.2720 2’ In 4% in 22N421 #18 0.1695 2% in 3% in 4BR65 22N388 
J 0.2770 2’ In 4 in 22N422 #17 0.1730 2%6 in 3% in 4BR64 22N390 
K 0.2810 2'%e In 4% in 22N423 #16 0.1770 2%6 in 3% in 4BR63 22N391 
L 0.2900 2'%e In 4% in 22N425 #10 0.1800 2%6 in 3% in 4BR62 22N392 
M 0.2950 3/6 In AS In 22N426 #14 0.1820 2%6 In 3% in 4BR61 22N393 
N 0.3020 3/6 In AS In 22N428 #13 0.1850 2%6 In 3 in 4BR60 22N394 
0 0.3160 3/6 In 4% in 22N430 #12 0.1890 2%e6 In 3 in 4BR59 22N396 
P 0.3230 3%6 In 4% In 22N431 #11 0.1910 2%6 in 3% in 4BR58 22N397 
Q 0.3320 3/6 In 4% in 22N433 #10 0.1935 2‘A6 in 3% in 4BR57 22N398 
R 0.3390 3/6 In 4% in 22N434 #9 0.1960 2‘A6 In 3% in 4BR56 22N399 
° 0.3480 3 In 4’ in 22N436 #8 0.1990 2‘/6 in 3% in 4BR55 22N401 
ii 0.3580 3% In 4% in 22N437 #/ 0.2010 2‘A6 in 3% in 4BR54 22N402 
U 0.3680 3% In 2 In 22N439 #6 0.2040 24 In 3% in 4BR53 22N404 
V 0.3770 3% In 9 In 22N441 #0 0.2055 24 In 3% in 4BR52 22N405 
W 0.3860 3% In 9/4 In 22N442 #4 0.2090 24 In 3% in 4BR51 22N406 
X 0.3970 3% In 9/4 In 22N444 #3 0.2130 24 In 3% in 4BR50 22N407 
¥ 0.4040 34 In 9/4 In 22N445 #2 0.2210 2% in 3% in 4BR49 22N409 
z 0.4130 3/4 In 9/4 In 22N44/ #1 0.2280 2% In 3% in 4BR48 22N410 


Production Grade Jobbers Length HSS Drill Bits, 135° Cy 


= Split point Reduce thrust and help eliminate walking at the drill point. They meet/exceed National 





Aerospace Standards 907, Type B. Chicago-Latrohe’ 
BLACK OXIDE; _ TIiAIN TiCN BLACK OXIDE) __ TiAIN TiCN 
List# 150ASP|List# 150ASP|List# 150ASP List# 150ASP|List# 150ASP List# 150ASP 
Decimal Flute Overall Item Item Item Decimal Flute Overall Item Item Item 
Size Equivalent Length Length No. No. No. Size Equivalent Length Length No. No. No. TiAIN 
Yeain 0.0156 “ein %iIn 1G170 Kain 0.2696 2%in 4% in 1G511 10P101 10P044 


Yein 0.03813 “in 1% In 16172 10P085 10P029 ¥32 In 0.2813 2'%ein 4% In 16513 10P102 10P045 

Yeain 0.0469 %in 1% In 1G174 10P086 10P030 %ain 0.2969 3%6in 4% In 1G515 10P103 10P046 

Yein 0.0625 “in 1%In 1G485 10P087 10P031 Yein 0.3125 3%ein 4%21n 1G517 10P104 10P047 

%4 In 0.0781 Tin 2in 1G487 10P088 10P032 *¥%4 in 0.3281 3%6in 4% in 1G519 10P105 10P048 Se ee 
482 In 0.0938 1%in 2% In 1G489 10P089 10P033 2 In 0.3438 3%6in 4% In 16521 10P106 10P049 

Yain 0.1094 1%Iin 2%in 16491 10P090 10P034 ean 0.3094 3%in 4% In 16523 10P107 10P050 TiCN 
Yin 0.1250 1%in 2%1In 16493 10P091 10P035 Yin 0.3750 3%in  oin 1G525 10P108 10P051 

%ain 0.1406 1%In 2%In 1G495 10P092 10P036 *¥4IN 0.3906 3% In Oin 16527 10P7109 10P052 

%321N 0.1963 = 2in 3% In 1G497 10P093 10P037 %2In 0.4063 3%iIn oin 16529 10P110 10P053 

Yeain 0.1719  2¥%in 3%in 1G499 10P094 10P038 2%4in 0.4219 3'%6in 9% In 16531 10P111 10P054 

Asin 0.18/75 2%6in 3%In 1G501 10P095 10P039 Asin 0.4375 4%e6in sin 16533 10P112 10P055 

ain 0.2031 2%6in 3% In 16503 10P096 10P040 2%e4 IN 0.4531 4%6in 9% In 1G535 10P113 10P056 


in 0.2188 2%2in 3% In 1G505 10P097 10P041 %2 in 0.4688 4%6in 9% In 16537 10P114 10P057 
'¥eain 0.2344 2% in_ 3”in 1G507 10P098 10P042 5Yeain 0.4844 4%ein o%”4in 16539 10P115 10P058 
Yin 0.2500 2%in 4in 1G509 10P099 10P043 Yin 0.5000 4%In  6in 16541 10P116 10P059 
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Cy 


Chicago-Latrobe® 


Production Grade Parabolic Jobber 
Length HSS Drill Bits, 135° 


= TIN coated 

Designed with wide flute spacing that results in tighter, more manageable chips 
and reduced chip packing. The combination of parabolic flute form and point 
design produces tighter hole tolerances, increased chip-breaking action, and 
improved coolant flow for deep-hole drilling. 





TiN 








* ° Decimal Overall Item 
<> CLE-LINE. Size Equivalent Flute Length Length No. 
List #150WLPN 
M int nan Gr al P [? b li %e in 0.0625 7% in 17 in 2THX4 
ainteénance urade rarandoiic 5/a in 0.0781 Tin 2 in OTHXS 
J bb L th HSS D ill Bit 135° ¥2 in 0.0938 1% in 2% in 2THX6 
opnper Leng rill BITS, 7 in 0.1094 Tin 2% in 2THX7 
¥% in 0.1250 1% in 2% in 2THX8 
= Notched point . a | ea in 0.1406 1% in 27 in 2THX9 
Combination of parabolic flute form and point design produces tighter hole 32 in 0.1563 2in 3% in 2THY1 
Ta in 0.1719 2% in 3% in 2THY2 
tolerances, increased chip-breaking action, and improved coolant flow for a 91875 sein sin oTHYS 
deep-hole drilling. Wide flute spacing results in tighter, more manageable chips Hain 0.2031 The In 35% in OTHYA 
and reduced chip packing. a in a 8 oe in on in ve 
64 IN : 8 IN 8 1n 
BLACK/ TiN % in 0.2500 2% in 4in 2THY7 
BLACK/ | GOLD | Cle-Line T7%a in 0.2656 27% in 4% in 2THY8 
GOLD __ Cle-Line List# ¥2 in 0.2813 2156 in 4% in 2THY9 
Westward | List# 1872  1872TN 1% in 0.2969 3%6 in A% in 2THZ1 
Decimal Overall Item Item Item he in 0.3125 3% 6 in AV in 2THZ2 
Size Equivalent Flute Length Length No. No. No. 2a ih 0.3931 35A6 in A in OTHZ3 
a 0.0938 1% in 2% in — 1INW6 = 1TNZ9 % in 03750 3541n 5 in OTHZ6 
0.0938 1% in 2 in SUDCS = = 2a in 0.3906 3% in 5% in OTHZ7 
a in 0.1094 1% in 2% in 5UDD0 | 1TNW7 | 1TPA1 CR 7 ve 
: Yao in 0.4063 3% in 5% in 2THZ8 
%a in 0.1406 1% in 27% in 5UDD2 | 1TNW9 | 1TPA3 7 7 va 
7/6 in 0.4375 4%6 in 5% in 2TJAT 
Yao in 0.1563 2 in 3% in 5UDD3 | 1TNX1 1TPA4 RE 7 on 
! Yea in 0.4531 4%¢ in 5% in 2TJA2 
; 0.1719 2% in 3% in = 1TNX2 1TPA5 —— — — 
1Y6a in ! Y32 in 0.4688 4%e in 5% in 2TJA3 
alae, 2 eM Ad = Yee in 0.4844 4% in 57 in 2TJA4 
13%4 in 0.2031 276 in 3% in 5UDD6 | 1TNX4 1TPA7 
72 in 0.2188 2% in 3% in 5UDD7 | 1TNX5 1TPAS 
15%4 in 0.2344 2% in 37% in 5UDD8 | 1TNX6 1TPAQ a 
Yin 0.2500 2% in 4in 5UDD9 | 1TNX7 1TPB1 
17%a in 0.2656 27% in 4¥% in 5UDEO | 1TNX8 1TPB2 TIN 
Shi 0.2813 21546 in 4%, in — TTNX9 1TPB3 CLEVELAND 
0.2813 26%q in 4% in 5UDE1 — — > - 
1% in 0.2969 3% in 4%, in 5UDE2 | 1INY1 | 1TPB4 Maintenance Grade Fractional Inch 
0.3125 3%e in 4% in — TTNY2 1TPB5 
“Ae in H H ° 
° 03125 3/in dein UDB | =~ — | ~— | JOWbers Length Cobalt Drill Bits, 135 
hs in 0.3281 3%e in 4% in — TTNY3 1TPB6 a . . 
0.3281 31%2 in 45% in 5UDE4 — — = Split point «= Straw/Bronze finish These right-handed drills are 
The j RY/an| — — wig “ , 4 
"Ye in eee oat i+ -supes eel = For additional sizes, _ designed for stainless steel, 
2a] at an 0 to Grainger.com® _ alloy steel, and titanium 
64 in 0.3594 3% in 4% in 5UDE6 | 1TNY4 1TPB8 g ger. y 
hl : 
Beil 0.3750 eal BLL 11M A Flute Overall —item Flute Overall —item 
%4 In 0.3906 3% in oY in SUDES | TTINY6 =| 1TPC1 Size Length —_ Length No. Size Length —_ Length No. 
*%e in see Ain omit —__| TINY? | 11PC2 | aa 260mm 30.00mm 57.00mm _435H56 
—— —_ eed a ae = #61 ein ‘194in 435051 = 270mm _33.00mm _61.00mm 435H57 
7a in 0.4219 31%¢ in 5% in 5UDFO | 1TNY8 1TPC3 #60 % | 17 9 5 
: 6 8 in 2 in 435J5 80mm 33.00mm 61.00mm 435J73 
Ac in 0.4375 4% in 5% in SUDF1 | 1TNY9 | 1TPC4 #63 % in Tin  435J53 290mm 33.00mm 61.00mm  435H58 
29464 in vaced aye in ain cee A A #64. ‘%in ‘tin 435054 — 3.10mm 36.00mm 65.00mm _ 435H59 
ie fee en a #65 ein 1%in  435J55 3.20mm —_36.00mm 65.00mm _435H60 
22 In 0.4688 ‘6 in 0% in SUDFS C6 #66 % in 1% in  435J56 330mm 36.00mm 65.00mm  435H61 
3464 in eee i een #67 in 1%in  435J57_  3.40mm__39.00mm _70.00mm 435H62 
a — #68 in 1%in 435690 3.60mm  39.00mm 70.00mm  435H63 
in 0.5000 4% in 6 in SUDFS | 1TNZ4 | 1TPC8 #68 in 1% in 435J58 6.10mm 63.00mm 101.00mm 435H78 
#69 in 1%in  435J59 6.20mm 63.00mm 101.00mm 435H79 
#70 ¥ in 1%in  435J60 6.30mm  63.00mm 101.00mm 435H80 
#71 ¥ in 1%in 435J61 6.40mm  63.00mm 101.00mm 435H81 
EE #72 Ae in 1%in 435J62 6.60mm  63.00mm 101.00mm 435H82 
#73 Ve in 1%in 435J63 6.70mm 63.00mm 101.00mm 435H83 
#74 % in Tin 435J64 6.80mm 69.00mm 109.00mm 435H84 
Steam Oxide #75 %in Tin 435J65 7.20mm  69.00mm 109.00mm 435H85 
_] #76 “Ae in Zin 435J66 780mm —_75.00mm_117.00mm_ _435H86 
if #77 Ag in 7% in 435J67 8.00mm 75.00mm 117.00mm 435H87 
Chicago-Latrobe* #78 He in 7% in 435J68 8.10mm 75.00mm 117.00mm 435H88 
i = #79 ¥in a in 435J69 10.20mm 87.00mm 133.00mm 435H89 
Maintenance Grade Metric Jobbers #80 %in %in  _ 435J70 Yoin __3%in 5V4in 435014 
ss si ° 110mm 14.00mm 36.00mm  435H46 in 4%6in 5% in 435H18 
Length HSS Drill Bits. 118 120mm _16.00mm 38.00mm 435H47_  __%uin _-3%in _—_‘5%in _435H13 
. J . . 130mm 16.00mm 38.00mm  435H48 Hain 3 A%6in 5% in  435H15 
= Radial point These right-handed drills are designed to be used on 140mm _18.00mm__40.00mm__435H49 2%4in __ 4%e in 5% in 43517 
‘da fini 160mm 20.00mm 43.00mm  435H50 364 in 4% in 5%in 435H19 
= Black Oxide finish carbon steel, cast iron, and nonferrous materials. Faia ad bom 2a Oban SE aT ra ae 35H 
Overall Item 1.80mm 22.00mm 46.00mm 435H52 Yea in He in ¥% in 435689 
Size Flute Length Length No. 1.90mm = 22.00mm 46.00mm  435J71 Ac in 4V6 in 9% in 435H16 
List # 150 210mm 24.00mm 49.00mm  435H53 X 3% in 5¥%in 435H43 
1.05mm 12.00mm 34.00mm 434J52 2.20mm 27.00mm 53.00mm 435J72 7 3% in 5% in 435H44 
1.85mm 22.00mm 46.00mm 434J53 2.30mm 27.00mm 53.00mm 435H54 Z 3% in 5% in 435H45 
1.95mm 24.00mm 49.00mm 434J54 2.40mm 30.00mm 57.00mm 435H55 
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TiN 
List# 2550 





Cy 


Chicago-Latrobe® 


. Production Grade Jobbers 
> ano Length Cobalt Drill Bits, 135° 





Production Grade Jobbers apna | 
: i 5 List #s 550, 2550, and 550TA meet/exceed National Aerospace Standards 907, 
Length Cobalt Drill Bits, 1 35 Type J. List# 550ASP drills meet/exceed National Aerospace Standards 907, 
= Aircraft maintenance drills Type B and have a thinner web for hand/portable drilling. 
= Split point STRAW/ 
= Straw finish STRAW/ | BRONZE 
— oe BRONZE | _List# TiAIN TiN 
These drill bits have a short flute length and extra-heavy web for rigid aircraft List# 550 | 550ASP |List# 550TA) List# 2550 
j icati ° j j Decimal Flute Overall Item Item Item Item 
maintenance applications and a fast 40° helix for chip removal. Siig: iEguvalont:. jLenath’ Conath Na Na Na. Na 
Overall Item Yea in 0.0156 Vie in Yq in 1G851 — — — 
Size Decimal Equivalent Flute Length Length No. ¥32 In 0.0313 Ya in 1% in 1G853 — — — 
List# 3780 Yea in 0.0469 Ya in 1% in 1G855 — — — 
%e in 0.0625 % in 1% in 2VTU6 %e in 0.0625 7% in 1% in 1G857 2THL7 TTNLO 2TJL2 
Yea in 0.0781 TAs in 2 in 2VTU7 Yea in 0.0781 Tin 2 in 1G859 2THL8 | 1TNN1 2TJL3 
¥,2 in 0.0938 Yin 2% in 2VTU8 ¥,2 in 0.0938 TV in 2% in 16861 2THL9 | 1TNN2 2TJL4 
%a in 0.1094 THe in 25 in 2VTU9 Fa in 0.1094 Tin 25 in 1G863 | 2THN1 TTNN3 2TJL5 
% in 0.1250 7% in 294 in 2VTV1 % in 0.1250 1% in 2% in 1G865 | 2THN2 | 1TNN4 2TJL6 
Ya in 0.1406 16 in 27 in 2VTV2 Ya in 0.1406 1% in 27 in 1G867 | 2THN3 | 1TNN5 2VRX1 
2 in 0.1563 Tin 3% in 2VTV3 42 in 0.1563 2 in 3% in 1G869 | 2THN4 | 1TNNG 2VRX2 
T%a in 0.1719 Vie in 3% in 2VTV4 Tain 0.1719 2% in 3% in 1G871 2THN5 | 11NN7 2VRX3 
Ae in 0.1875 1% in 3% in 2VTV5 Ae in 0.1875 256 in 3% in 1G873_ | 2THNG | 1TNN8 2VRX4 
T¥%4 in 0.2031 1%e in 35 in 2VTV6 Fain 0.2031 27/6 in 35 in 1G875 | 2THN7 | 1TNN9 2VRX5 
72 in 0.2188 1V¥4 in 3% in 2VTV7 7 in 0.2188 2% in 3% in 1G877_ | 2THN8 | 1TNP1 2VRX6 
1%a in 0.2344 1%e in 37% in 2VTV8 ain 0.2344 25 in 37% in 1G879 | 2THNS | 1TNP2 2VRX7 
% in 0.2500 1% in 4in 2VTV9 % in 0.2500 2% in 4in 1G881 2THP1 TTNP3 2VRX8 
Ta in 0.2656 Ae in 4% in 2VTW1 Tain 0.2656 27 in 4% in 1G883_ | 2THP2 | 1TNP4 2VRX9 
%30 in 0.2813 1% in 4%, in 2VTW2 %32 in 0.2813 2'%6in 4%in 1G885 | 2THP3 | 1TNP5 2VRY1 
1% 4 in 0.2969 1%e in 4% in 2VTW3 %4in 0.2969 3%ein  438in 1G887 | 2THP4 | 1TNP6G 2VRY2 
Ae in 0.3125 1%e in 4% in 2VTW4 Ae in 0.3125 3%6in 4%in 1G889 | 2THP5 | 1TNP7 2VRY3 
2Vea in 0.3281 Te in 45% in 2VTW5 2%ain 0.3281 3%6in  452in 16891 2THP6 | 1INPS8 2VRY4 
To in 0.3438 16 in 494 in 2VTW6 Tin 0.3438 3%cin 4% in 1G893_ | 2THP7 | 1TNP9 2VRY5 
2¥%a in 0.3594 1% in 47% in 2VTW7 2%4in 0.3594 3% in 47% in 1G895 | 2THP8 | 1TNR1 2VRY6 
¥% in 0.3750 1%e in 5 in 2VTW8 ¥% in 0.3750 35 in 5 in 1G897 | 2THP9 | 1TNR2 2VRY7 
2%a in 0.3906 1% in 5% in 2VTW9 2%4in 0.3906 3% in 5% in 1G899 | 2THR1 TTNR3 2VRY8 
T¥%o in 0.4063 1?%e in 5% in 2VTX1 1¥39 in 0.4063 37 in 5% in 16901 2THR2 | 1INR4 2VRY9 
274 in 0.4219 2 in 5% in 2VTX2 2%ain 0.4219 —3%ein 53 in 1G903 | 2THR3 | 1TNR5 2VRZ1 
Ag in 0.4375 2%e6 in 5% in 2VTX3 Ag in 0.4375 4%6 in 5% in 1G905 | 2THR4 | 1TNR6 2VRZ2 
2%4 in 0.4531 2% in 55 in 2VTX4 2%4in 0.4531 4% in 55 in 1G907 | 2THR5 | 1TNR7 2VRZ3 
19 in 0.4688 2% in 5% in 2VTX5 1% in ‘0.4688 4%¢ in 5% in 1G909 | 2THR6 | 1TNR8 2VRZ4 
3¥%6a in 0.4844 256 in 5% in 2VTX6 3%ain 0.4844 4% in 5% in 16911 2THR7 | 1T1NR9 2VRZ5 
% in 0.5000 2% in 6 in 2VTX7 Yin 0.5000 4% in 6 in 14913. | 2THR8 | 1TNT1 2VRZ6 
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= — Production Grade Jobbers AN 
~ « ss a a a oO — a 
a a | Length Carbide Drill Bits, 118 MONSTER 
Bright These right-handed, split-point drills are designed for nonferrous alloys, cast 
iron, plastics, aluminum, and highly-abrasive materials such as stainless steel. 
Bright Bright 
(Uncoated) (Uncoated) 
AITiN, Coated, TiN, AITiN, Coated, TiN, 
List# 450 | List# 450 | List# 450 List# 450 | List# 450 | List# 450 
Decimal Overall Item Item Item Decimal Overall Item Item Item 
Drill Bit Size Equivalent Flute Length Length No. No. No. Drill BitSize Equivalent Flute Length Length No. No. No. 
Fractional Inch #00 0.0700 in 1% in 36XH57 | 36XH55  =—36XHD6 
Yea 0.0156 Sie in 1 Yin 36XE90 | 36XE88 | 36XE89 #49 0.0730 in 1 Yin 36XH60 = 36XH58 | 36XH59 
V0" 0.0313 %e In 1 Yin 36XE93 | 36XE91 36XE92 #48 0.0760 ein 1 Yin 36XH63  36XH61 | 36XH62 
Yea" 0.0469 Ya in 1 In 36XE96 | 36XE94 | 36XE95 #47 0.0785 in 1 Yin 36XH66 | 36XH64 | 36XH65 
Ye 0.0625 Ya in 1 In 36XE99 | 36XE97 | 36XE98 #46 0.0810 in 1 Yin 36XH69 = 36XH6/ =| 36XH68 
Yea" 0.0781 Zein 1 Ya in 36XF03 | 36XFO01 36XF02 #45 0.0820 iin 1 Ya in 36XH/72 | 36XH70 | 36XH/1 
332" 0.0938 1 in 2 in 36XF06 | 36XF04 | 36XF05 #44 0.0860 1 in 2 in 36XH75 | = 36XH73 | 36XH7/4 
Fea" 0.1094 1 Yin 2 Yin 36XFO09 | 36XFO7 | 36XF08 #43 0.0890 1 in 2 In 36XH78 | 36XH/76 | 36XH/7 
Ve" 0.1250 1 Yin 2 Yin 36XF12 | 36XF10 | 36XF11 #42 0.0935 1 in 2 in 36XH81 | 36XH79 | 36XH80 
Yea" 0.1406 1 ¥% In 2 ‘in 36XF15 | 36XF13 | 36XF14 #41 0.0960 1 in 2 in 36XH84 = 36XH82 | 36XH83 
/32" 0.1563 1% in 2 in 36XF18 | 36XF16 | 36XF1/ #40 0.0980 1 in 2 in 36XH87 | 36XH85 =| 36XH86 
Yq" 0.1719 1% in 2 Yin 36XF21 36XF19 | 36XF20 #39 0.0995 1 Yin 2 Yin 36XH90 = 36XH88 | 36XH89 
Ve" 0.1875 1% in 2 Yin 36XF24 | 36XF22 | 36XF23 #38 0.1015 1 Yin 2 Yin 36XH93 | 36XH91 | 36XH92 
134" 0.2031 1 Yin 3 in 36XF27 | 36XF25 | 36XF26 #37 0.1040 1 Yin 2 Yin 36XH96  —-36XH94_ | 36XH95 
P32" 0.2188 1% in 3 in 36XF30 | 36XF28 | 36XF29 #36 0.1065 1% in 2 “in 36XH99 = 36XH97 | 36XH98 
19%q" 0.2344 2 In 3 4 In 36XF33 | 36XF31 36XF32 #35 0.1100 1 Yin 2 “in 36XJ03 = 36XJ01 36XJ02 
Ya" 0.2500 2 In 3 4 In 36XF36 | 36XF34 | 36XF35 #34 0.1110 1 “in 2 “In 36XJ06 | 36XJ04 36XJ05 
"fa" 0.2656 2 Yin 3% in 36XF39 | 36XF37 | 36XF38 #33 0.1130 1% in 2 “In 36XJ09 = 36XJ07 36XJ08 
¥32" 0.2813 2 Yin 3 2 in 36XF42 | 36XF40 | 36XF41 #32 0.1160 1 Y% in 2 Yin 36XJ12  —- 36XJ10 36XJ11 
1%6q" 0.2969 2 % In 3% In 36XF45 | 36XF43 | 36XF44 #31 0.1200 1 Yin 2 Yin 36XJ15 = 36XJ13 36XJ14 
Ae 0.3129 2 % In 3% In 36XF48 | 36XF46 | 36XF4/ #30 0.1285 1 Yin 2 Yin 36XJ18 | 36XJ16 36XJ17 
2V6q" 0.3281 2 Yin 4 in 36XF51 36XF49 | 36XF50 #29 0.1360 1 ¥ in 2 ‘in 36XJ21 36XJ19 36XJ20 
WAS. 0.3438 2 in 4 in 36XF54 | 36XF52 | 36XF53 #28 0.1405 1 ¥ In 2 in 36XJ24 | 36XJ22 36XJ23 
25/4" 0.3594 2 Yin 4% in 36XF5/ | 36XF55 | 36XF56 #2/ 0.1440 1 ¥% In 2 in 36XJ27 | 36XJ25 36XJ26 
ye" Udita 2 Yin 4% in 36XF60 | 36XF58 | 36XF59 #26 0.1470 1 ¥ In 2 in 36XJ30 — 36XJ28 36XJ29 
2/4" 0.3906 2 ‘Ain 4 Yin 36XF63 | 36XF61 36XF62 #25 0.1495 1 ¥ In 2 ‘in 36XJ33 = 36XJ31 36XJ32 
130" 0.4063 2 ‘Alin 4% in 36XF66 | 36XF64 | 36XF65 #24 0.1520 1 ¥ In 2 in 36XJ36 = 36XJ34 36XJ35 
21/4" 0.4219 2 ‘Alin 4% in 36XF69 | 36XF6/ | 36XF68 #23 0.1540 1 ¥ In 2 ‘in 36XJ39 = 36XJ37 36XJ38 
Ae 0.4375 2 Zin 4 in 36XF/2 | 36XF70 | 36XF/1 #22 0.1570 1 ¥ In 2 In 36XJ42 | 36XJ40 36XJ41 
2%" 0.4531 3 in 4¥% in 36XF/5 | 36XF73 | 36XF/4 #21 0.1590 1 ¥ In 2 in 36XJ45 = 36XJ43 36XJ44 
1a" 0.4688 3 in 4% in 36XF78 | 36XF/6 | 36XF// #20 0.1610 1 ¥ In 2 in 36XJ48 = 36XJ46 36XJ47 
3V6q" 0.4844 3 in 4% in 36XF81 36XF79 | 36XF80 #19 0.1660 1% In 2 Yin 36XJ51 36XJ49 36XJ50 
Y;" 0.5000 3 in 4% in 36XF84 | 36XF82 | 36XF83 #18 0.1695 1% In 2% in 36XJ54 = 36XJ52 36XJ53 
Letter #17 0.1730 1% In 2 Yin 36XJ57 = 36XJ59 36XJ56 
A 0.2340 2 In 3% In 36XF87 | 36XF85 | 36XF86 #16 0.1770 1% In 2 Yin 36XJ60 | 36XJ58 36XJ59 
B 0.2380 2 In 3% In 36XF90 | 36XF88 | 36XF89 #15 0.1800 1% In 2 Yin 36XJ63 = 36XJ61 36XJ62 
C 0.2420 2 In 3% In 36XF93 | 36XF91 36XF92 #14 0.1820 1% In 2 Yin 36XJ66  36XJ64 36XJ65 
D 0.2460 2 In 3% In 36XF96 | 36XF94 | 36XF95 #13 0.1850 1% In 2 Yin 36XJ69 = 36XJ67 36XJ68 
Fractional Inch #12 0.1890 1% In 2% in 36XJ72 | 36XJ70 36XJ71 
Ya" 0.2500 2 In 3% In 36XF99 | 36XF97 | 36XF98 #11 0.1910 1% In 2 Yin 36XJ75 = 36XJ73 36XJ74 
Letter #10 0.1935 1% In 2% in 36XJ78 | 36XJ76 36XJ77 
F 0.2570 2 In 3% In 36XG03_ 36XG01 | 36XG02 #9 0.1960 1 Yin 3 in 36XJ81 36XJ79 36XJ80 
G 0.2610 2 ‘”in 3 4 In 36XG06  36XG04 | 36XG05 #8 0.1990 1% in 3 in 36XJ84 = 36XJ82 36XJ83 
H 0.2660 2 ‘Ain 3 Zin 36XG09 | 36XG07 | 36XG08 #/ 0.2010 1% in 3 in 36XJ87 36XJ85 36XJ86 
| 0.2720 2 Yin 3 In 36XG12_ | 36XG10 = 36XG11 #6 0.2040 1% in 3 in 36XJ90 36XJ88 36XJ89 
J 0.2770 2 ‘Ain 3 In 36XG15_ | 36XG13_ | 36XG14 #0 0.2055 1% in 3 in 36XJ93 36XJ91 36XJ92 
K 0.2810 2” in 3 In 36XG18 | 36XG16 | 36XG17 #4 0.2090 1% in 3 in 36XJ96 36XJ94 36XJ95 
L 0.2900 2 ‘in 3 In 36XG21 | 36XG19 | 36XG20 #3 0.2130 1 Yin 3 in 36XJ99 36XJ97 36XJ98 
M 0.2950 2 % In 3% In 36XG24 | 36XG22 | 36XG23 #2 0.2210 1 Yin 3 in 36XK03 | 36XKO1 36XK02 
N 0.3020 2 % In 3% In 36XG27 | 36XG25 | 36XG26 #1 0.2280 1 ¥4 in 3 in 36XK06 | 36XK04 § 36XKO05 
0 0.3160 2 % In 3 Yin 36XG30 | 36XG28 | 36XG29 Metric 
P 0.3230 2 % In 3% In 36XG33_ 36XG31 | 36XG32 1.50mm 0.0591 Me In 38.00 mm A5XY33 | 45XY32  45XY34 
Q 0.3320 2 ‘in 4 in 36XG36 | 36XG34 | 36XG35 2.00mm 0.0787 Se In 45.00 mm A5YA27 | 45YA26 | 45YA28 
R 0.3390 2 in 4 in 36XG39 | 36XG37 | 36XG38 2.00mm 0.0984 '%e In 91.00 mm A5YA35 | 45YA34 | 45YA36 
S 0.3480 2 in 4 in 36XG42_ | 36XG40  36XG41 3.00mm 0.1181 1 Yin 9/.00 mm 45YC15 | 45YC14 = 45YC16 
T 0.3580 2% in 4% in 36XG45 | 36XG43 | 36XG44 3.00mm 0.1378 1 ¥ In 64.00 mm 38ZD20 | 45YC22 45YC23 
U 0.3680 2% in 4% in 36XG48 | 36XG46 | 36XG47 4.00mm 0.1575 1 ¥ In 64.00 mm 45YD30  45YD29 | 45YD31 
V Ua0(0 2 Yin 4% in 36XG51_ | 36XG49 | 36XG50 450mm OA f2 1 %e in 70.00 mm 45YD38 | 45YD37 | 45YD39 
W 0.3860 2 ‘An 4¥ in 36XG54 | 36XG52 | 36XG53 9.00mm 0.1969 1 Yin 76.00 mm AS5YEO8 | 45YE07 | 45YE09 
X 0.3970 2 ‘Alin 4% in 36XG57 | 36XG55 =| 36XG56 9.00mm 0.2165 1 Yin 76.00 mm 45YE15 | 45YE14 | 45YE16 
Y 0.4040 2 ‘Alin 4% in 36XG60 | 36XG58 | 36XG59 6.00mm 0.2362 1 Yin 76.00 mm 38ZD21 ASYE88 | 45YE89 
Z 0.4130 2 ‘An 4% in 36XG63 | 36XG61 | 36XG62 6.00mm 0.2559 2 in 83.00 mm ASYE96 =| 45YE95 | 45YE97 
Wire 7.00mm 0.2756 2 Yin 89.00 mm A5YF22 | 45YF21 45YF23 
#80 0.0135 ie in 1 Yin 36XG66  36XG64 | 36XG65 7.00mm 0.2953 2 “ein 95.00 mm ASYF30 | 45YF29 | 45YF31 
#19 0.0145 Si in 1 Yin 36XG69 | 36XG6/ | 36XG68 8.00mm 0.3150 2 “ein 95.00 mm ASYF58 | 45YF57 | 45YF59 
#18 0.0160 Jig In 1 Yin 36XG/72_ | 36XG70 = 36XG71 8.00mm 0.3346 2 in 102.00 mm _ | 45YF66 | 45YF65 45YF6/ 
#17 0.0180 ie in 1 Yin 36XG/5_ | 36XG73 | 36XG74 9.00mm 0.3543 2 in 102.00 mm_ | 45YF79 | 45YF78 | 45YF80 
#/6 0.0200 Y% in 1 Yin 36XG78 | 36XG/76 | 36XG/7 9.50mm 0.3740 2% in 108.00 mm_ | 45YF87 | 45YF86 | 45YF88 
#15 0.0210 Y% in 1 Yin 36XG81_ | 36XG79 | 36XG80 10.00mm 0.393/ 2 ‘Ae In 114.00 mm_| 45XY90 | 45XY89 | 45XY91 
#74 0.0225 Y% in 1 Yin 36XG84_ | 36XG82 | 36XG83 10.50mm 0.4134 2 ‘Ae In 114.00 mm_ | 45XY98 | 45XY97 | 45XY99 
#13 0.0240 Y% in 1 Yin 36XG87 | 36XG85 | 36XG86 11.00mm 0.4331 2 '%e in 114.00 mm_ | 45XZ12 | 45XZ11 45XZ13 
#12 0.0250 “ie In 1 Yin 36XG90 | 36XG88 | 36XG89 11.50mm 0.4528 2 Ae In 121.00 mm | 45XZ20 | 45XZ19 | 45XZ21 
#71 0.0260 “ie in 1 Yin 36XG93_ | 36XG91 | 36XG92 12.00mm 0.4724 2 '%e in 121.00 mm _ | 45XZ46 | 45XZ45 | 45XZ47 
#/0 0.0280 “ie in 1% in 36XG96 | 36XG94 | 36XG95 12.50mm 0.4921 2 ‘Ae In 121.00 mm_ | 45XZ54 | 45XZ53 | 45XZ55 
#69 0.0292 “Ae In 1% in 36XG99 | 36XG97 | 36XG98 Bright 
#68 0.0310 “ce in 1 “in 36XHO3 | 36XHO1 =| 36XHO02 AITiN | (Uncoated) 
#6/ 0.0320 “ie In 1 Yin 36XHO6 | 36XHO4 | 36XHO05 Coated, | Coated, 
#66 0.0330 %e in 1 Yin 36XHO9 | 36XHO7 | 36XHO08 List# 450 | List# 450 
#65 0.0350 % in 1 ¥ In 36XH12 | 36XH10 | 36XH11 No. of Item Item 
#64 0.0360 % in 1 ¥en 36XH15 | 36XH13 | 36XH14 Pieces Sizes Incl. No. No. 
#63 0.0370 % in 1 ¥ In 36XH18 | 36XH16 | 36XH17 Metric Twist Drill Sets 
#62 0.0380 % in 1% In 36XH21 | 36XH19 | 36XH20 1.00mm, 1.50mm, 2.00mm, 2.50mm, 3.00mm, 3.50mm, 
#61 0.0390 % in 1 ¥ In 36XH24 | 36XH22 | 36XH23 o4 4.00mm, 4.50mm, 5.00mm, 5.50mm, 6.00mm, 6.50mm, 45YJ55 A5YJ43 
#60 0.0400 Ya in 1% in 36XH27 | = 36XH25 | 36XH26 7.00mm, 7.50mm, 8.00mm, 8.50mm, 9.00mm, 9.50mm, 
#09 0.0410 Ya in 1% In 36XH30 | 36XH28 | 36XH29 10.00mm, 10.50mm, 11.00mm, 11.50mm, 12.00mm, 12.50mm 
#08 0.0420 Ya in 1% In 36XH33 | 36XH31 | 36XH32 Fractional Twist Drill Sets 
#0/ 0.0430 Ya in 1 2 In 36XH36 | 36XH34 | 36XH35 15 Yio, ¥32", Ve", 2", Vie’, 2", Va", Yo", He’, A5YJ53 A5YJA1 
#06 0.0465 Ya in 1 in 36XH39 | 36XH37 | 36XH38 Yao", 3", 1340", Ae", 1930", Yo" 
#09 0.0520 Ya in 1 In 36XH42  36XH40 | 36XH41 74 Vie’, Ya", Ya", Zea", Ve", Yea", %32", "Vea", Ve", ea", 2", A5YJ54 A5YJ42 
#04 0.0550 Ya in 1% in 36XH45 | 36XH43 | 36XH44 19%", Va", Wea", Yeo", 1%64", 16", 264", 150", 2564", Ye" 
#03 0.0595 Ya in 1 In 36XH48 | 36XH46 | 36XH47 Vie’, ¥64", ¥32", Yea", Va", Yoa", V0", 164", Vie", 15764", 
#02 0.0635 Ya in 1% In 36XH51 = = 36XH49 | 36XH50 29 Te", Vea", Va", Vea", Ya2", Yea", Vie", 2V6a", 1V30", 25%a", 45YJ56 45YJ44 
#01 0.0670 Ya in 1 2 In 36XH54 | 36XH52 | 36XH53 "25%", 130", 274", As’, 2%a", 1942", 8V6a", V0" 
2244 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
EL 





GRAINGER CHOICE” MACHINING 
Find the wy. Find Solutions. Find Great Prices. Drill Bits 


GQ =: Qa 














Bright Chicago-Latrobe° 
List# 220D + ; 
Production Grade Screw Machine 
it it re) 
Length HSS Drill Bits, 118 
Production Grade Screw Machine = Conventional point 
Length Carbide Drill Bits 118° Shorter flute and overall length increase rigidity, resulting in less deflection, 
J better hole accuracy, and longer tool life. 
" : ee ish Left-hand drills are for drilling in conditions where the machine spindle rotates 
zh danas | | _ | counterclockwise. Bright Bright 
Point geometry breaks chips at cutting edge to help eliminate chip (Uncoated)| (Uncoated) 
i -starti Finish Finish TiN 
Pabst geeeretating Pent List#157 | List#157L | List# 2157 
Overall Item Decimal Overall Item Item Item 
Size Decimal Equivalent Flute Length Length No. Size Equivalent Flute Length — Length No. No. No. 
List #220D Yea in 0.0469 in T% in 10P142 | GWUK6 * —_ 
Yea in 0.0469 %in 1% in 3CLG8 Ze in 0.0625 % in 1% in 10P143 | 6WUL5 * | 100263 
Ae in 0.0625 Yin Tin 2PPK1 Yea in 0.0781 Ts in eo in 10P144_ | GWUL6 * | 10U264 
Yea in 0.0781 in T% in 3CLH5 ¥2 in 0.0938 Ya in 1% in 10P145 | 6WUL7 * | 100265 
¥e2 in 0.0938 Ys in T% in 2PPK5 Fa in 0.1094 THe in THe in 10P146 | 6WUN7 * | 100266 
Vea in 0.1094 TV in 2% in 3CLJ1 %in 0.1250 in 1% in 10P147 | 6WUNS * | 100267 
% in 0.1250 TV in 2% in 2PPL2 %a in 0.1406 Te in THe in 10P148 | 6WUP2 * | 100268 
Yea in 0.1406 T% in 2% in 3CLJ7 ¥2 in 0.1562 10 in 2%e in 10P149 | GWUP5 * | 100269 
¥a2 in 0.1562 10 in 2%e in 2PPL6 Ta in 0.1719 Te in 2% in 10P150 § GWUPG6 * | 10U270 
TYa in 0.1719 1% in 2% in 3CLF4 Ae in 0.1875 1% in 2% in 10P151 | GWUP9 * | 10U271 
Ae in 0.1875 1% in 2% in 2PPL8 T¥a in 0.2031 T%/e in 2% in 10P152 | 6WURT * | 100272 
T¥a in 0.2031 1% in 3 in 3CLF6 72 in 0.2188 TV in 2%. in 10P153 | 6WUR2 * | 10U273 
2 in 0.2188 1% in 3 in 2PPN3 Ta in 0.2344 T%/e in 27/6 in 10P154 | 6WUR3 * | 10U274 
Ta in 0.2344 T%e in 27/6 in 2PPN4 Kin 0.2500 T% in 2% in 1K746 | 6WUR4 * | 100275 
Yin 0.2500 1% in 2% in 2PPN5 T7%a in 0.2656 Tc in 25. in 10P156 | 6WURS * | 10U276 
T7%a in 0.2656 2% in 3% in 3CLF8 %2 in 0.2812 Tin 216 in 10P157 | 6WUR6 * | 10U277 
%,2 in 0.2812 2% in 3% in 3CLJ6 7% a in 0.2969 T%e in 27% in 10P158 | 6WUR7 * | 10U278 
T%a in 0.2969 252 in 3% in 3CLF9 Ye in 0.3125 1% in 21/6 in 10P159 | 6WUR8 * | 10U279 
Ae in 0.3125 2%. in 3% in 2PPN8 2¥%a in 0.3281 Te in 2'%e in 10P160 | 6WURS * | 100280 
2¥ea in 0.3281 2% in 4in 3CLG3 To in 0.3438 Te in 3 in 10P161 | 6WUTO * | 100281 
T%2 in 0.3438 2% in Zin 2PPN9 2¥%a in 0.3594 1% in 3% in 10P162 | 6WUTi * | 100282 
2¥%ea in 0.3594 2% in 4in 2PPP1 ¥% in 0.3750 THe in 3% in 10P163 | 6WUT2 * | 100283 
¥e in 0.3750 THe in 3% in 2PPP2 2%a in 0.3906 1% in 3% in 10P164 | ~6WUT3 * | 100284 
2%ea in 0.3906 27 in 4% in 3CLG4 T¥%o in 0.4062 Te in 3%e in 10P165 | 6WUT4 * | 100285 
T¥39 in 0.4062 27 in 4% in 2PPP3 2%a in 0.4219 2 in 3%. in 10P166 | 6WUUO0 * | 100286 
27%ea in 0.4219 27 in 4% in 2PPP4 Ae in 0.4375 2%e in 37%/c in 10P167 | 6WUU3 * | 100287 
Ae in 0.4375 27 in 4% in 2PPP5 2%a in 0.4531 2% in 3% in 10P168 | 6WUU7 * | 100288 
2%a in 0.4531 3 in 4%, in 3CLG5 To in 0.4688 2% in 35 in 10U199 | 6ZRL4 * | 100289 
73/9 in 0.4688 3 in 4%, in 3CLF7 3%a in 0.4844 2% in 3'%ein | 100201 | 6ZRL5 * | 100290 
3%ea in 0.4844 3 in 4%, in 3CLG9 in 0.5000 2% in 3% in 10U202 | 6ZRL7 * | 100291 
Yin 0.5000 3 in 4%, in 2PPP6 * Left-Hand 
— ¢. 2 fl 
Oxide Oxide _— ee — 





‘ CLE-LINE. Chicago-Latrobe* : _ 
> Production Grade Screw Machine 


Maintenance Grade Screw Machine Length HSS Drill Bits, 135° 
Length HSS Drill Bits, 135° = Split point 


Split point = Black oxide finish 
= Black oxide finish These bits meet/exceed National Aerospace Standards (NAS) 907, Type C. 


Designed with short length to provide ridgity, minimizing deflection. 
Short length provides rigidity, minimizing deflection. g g p gity g 








Overall Item 
Overall Item Size Decimal Equivalent Flute Length Length No. 

Size Decimal Equivalent Flute Length Length No. List #159 
List# 1896 19 In 0.3438 Ag in 3 In 1M061 
Vie In 0.0625 % In 1% In 4AK30 ¥64 In 0.1719 ™e in 2% In 1M039 
%64 In 0.0781 ™%e in 1'%e in 6BR49 19 In 0.4062 6 In 3%6 In 1M069 
¥32 In 0.0938 Ya in 1% in 4AK31 '¥64 In 0.2031 6 in 2% In 1M043 
%ea in 0.1094 16 In 1'%e in 6BR50 19 In 0.4688 2% In 3% In 1M077 
Ye in 0.1250 in 1% In 5X988 '%64 In 0.2344 ™e in 2/A6 In 1M047 
%64 In 0.1406 '%e¢ In 1™%e in 5X999 '%a In 0.2656 Age in 2% In 1M051 
32 In 0.1562 10 in 2“e6 In 6X002 '%6a In 0.2969 1%6 in 2% In 1M055 
¥64 In 0.1719 1%e6 in 2% In 6BR51 2%a In 0.3281 1"%e in 2'%e In 1M059 
16 in 0.1875 1% In 2%6 In 6X003 2464 IN 0.3594 1% In 36 In 1M063 
164 In 0.2031 1%6 In 2% In 6BR52 2464 IN 0.3906 1% In 3% In 1M067 
32 In 0.2188 1% In 2% In 6X004 2/4 In 0.4219 2 In 3% In 1M071 
'%64 In 0.2344 1%6 in 2//6 In 6BR53 2¥64 In 0.4531 2% In 3%6 In 1M075 
Ya in 0.2500 1% In 2% In 6X005 3%4 In 0.4844 2%6 In 3'Ve In 1M079 
'%a in 0.2656 1/6 in 2% In 6BR54 Yo in 0.5000 2% In 3% In 1M081 
¥32 In 0.2812 1% in 2'Ve in 4AK32 Ya in 0.2500 1% In 2¥2 In 1M049 
'%64 In 0.2969 1% in 2% In 6BR59 ¥g in 0.1250 in 1% In 1M033 
16 In 0.3125 1% In 2'e In 4AK33 Vie in 0.0625 % In 1¥8 In 1M025 
2%a In 0.3281 1%e in 2'%e In 6BR56 ¥e in 0.3750 1'%e in 3¥%8 In 1M065 
139 In 0.3438 1%e in 3 in 4AK34 416 in 0.1875 1% In 2%6 In 1M041 
2464 IN 0.3594 1% In 3/6 In 6BR5/ 332 In 0.0938 Ya in 1% In 1M029 
¥e In 0.3750 1'%e In 3% In 4AK35 464 In 0.0469 Ye in 19 In 4DM91 
2%64 In 0.3906 1% In 3% In 6BR58 %i6 In 0.3129 1% In 2'6 In 1M057 
139 In 0.4062 1™%e in 3%6 In 4AK36 /32 IN 0.1562 10 in 26 in 1M037 
2%4 In 0.4219 2 In 3% In 6BR59 %64 IN 0.0781 ™%e in 1™%e in 1M027 
”/e in 0.4375 2 “6 In 3/6 In 4AK37 ”6 in 0.4375 2“6 In 3/6 In 1M073 
2¥4 In 0.4531 2% In 3%6 In 6BR60 32 In 0.2188 1% In 2% In 1M045 
1939 In 0.4688 2% In 3% In 4AK38 %ea in 0.1094 Se In 1%e in 1M031 
3%4 In 0.4844 2%i6 In 3'Vie In 6BR61 ¥32 IN 0.2812 1% In 2'Vie In 1M053 
Yo in 0.5000 2% In 3% In 4AK39 %64 In 0.1406 '%e In 1™%e in 1M035 
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Chicago-Latrobe® 


Production Grade Screw Machine 
Length Cobalt Drill Bits, 135° 


= Split point Short length provides rigidity, minimizing deflection and 
= Straw finish = improving hole quality. Ideal for for use on tool steel, stainless 
Steel, alloy steel, and cast iron. 





EXOCARB® ADO 





Decimal Flute Overall Item Decimal Flute Overall Item 
Size Equivalent Length Length No. Size Equivalent Length Length No. E d ti iG d S M hi 
Uist B59 gr ae int. cil 02812 — Tein 2 ein TINT roquction uragde ocrew mwacnine 
Yein 0.0625 ¥8 In ¥8 In 64 In 16 IN 41n = = = 
ain 0.0781 *Yein_ Tein TINTS “Y%sin 0.3125 1%in_2i%ein ITNUS | Length Solid Carbide Bits, 140° 
%oin 0.0938. Yin 1%in 1TNT4 sin 0.3281 (cin 2'46in TTNVI J 
Yasin 0.1094 %sin T%ein TINTS Tein 0.3438 1*%ein_ 3 in__1TNV2_ | w» EgiAs™ finish 
Yin 0.1250. Zin Tin 1TNT6 sin 0.3504 13%4in 3%4cin 1TNV3 , 
Yea in 0.1406 Wein Pein TINT? in 0.3750 Tei vin TTNVA = For ferrous and nonferrous materials 
Y32In 0.1562 in 16 IN 64 In 8 In 4 in 5 AN TM . . . ht 
‘Vain 01719 ein 3% in AINTS” «in 040621 ein B5%e in TTINVE” «| EGIAS coating features high wear and heat resistance characteristics. | 
Yein 0.1875 1%in 2%ein 1TNU1 %sin 0.4219 2in__3%in 11NV7_ | Suppresses friction with the wear resistance layer and prevents breakage with 
"Yuin 0.2031 1%s in 2% in TTNU2 = _7Asin 0.4375 2Msin__3%ein TTNVE | ¢ha nano periodical laver 
Fain WALL Tain 2% in _1TNU3 eee U.4531 Fain ae TNS p yer. 
Yeain 0.23 1¥%ein_ 2%ein  1TNU4 in _0. in in _ : ee . 
vain 0.9500 1%in DV inATNUS Sauin 0.4844 —9%sin "7c in 1TNW2 | EXOCARB® AD—R-thinning point type, or radial point thinning, creates a highly 
"fain 0.2656 17ein  2%ein_ TTNU6 _ Zin 0.5000 2% in 3% in_1TNW3 | rigid cutting edge for heavy drilling. Wavy point form breaks chip into small, 


manageable pieces. Creates sharp cutting action for reduced thrust forces. Wide 
flute room facilitates stable chip evacuation. 


EXOCARB® ADO—X-thinning point type for nonradial point thinning. Creates 
self-centering cutting edge, ideal for deep holes. These drills are coolant fed 
performance drills, designed to drill in a variety of steels up to 30XD diameter 























Uncoated without pecking. 
List# 759 Overall Item 
Size Decimal Equivalent Flute Length Length No. 
EXOCARB® AD, List# 6300 

T%a in 0.1719 24.00mm 66.00mm 405656 
Ae in 0.1875 28.00mm 66.00mm 405661 
T¥a in 0.2031 28.00mm 66.00mm 405G66 
72 in 0.2188 28.00mm 66.00mm 405G72 
Ta in 0.2344 28.00mm 66.00mm 405G77 
ben Latrobe® V4 | in 0.2500 34.00mm 79.00mm 405682 
op 

H H 32.1N 00mm 79.00mm 
Production Grade Screw Machine Length van 06 oom 700mm 409 
= - = = %i6 in 00mm 00mm 5H04 
Slow Spiral Carbide Drill Bits 2%a in 0.3281 47,00mm 89.00mm 405H09 
To in 0.3438 47. 00mm 89.00mm 405H15 
Chicago Latrobe—Manufactured O0SG—Self-starting point design 2¥ea In 0.3594 47.00mm 89.00mm 405H20 
: ¥ in 0.3750 47. 00mm 89.00mm 405H25 
from solid submicron grain carbide for improved hole accuracy. Chips ha in 03006 47 00mm 30 00mm 405H30 
with exacting tolerances. Stub lengths are broken at the cutting edge, Me in ee open eae Weise 

a : vee : at : : 64 IN : UMM Umm 
allow rigid setups, which minimizes which helps eliminate chip packing, Asin 0.4375 55 00mm +02 00mm 405H45 
deflection. Slow spiral drills provide increases feed rate, and quickens et in reel 2mm tp opm oe 
a curled chip with excellent chip flow —_ cycle times. 4-facet point. ae i 0 484d NT 707 OTN A05HE0 
and removal. 4-facet point helps elim- = 135° point RAI in ey oo em +e oom aooties 

: : : 64 IN F UMM .UUmMM 
inate walking and requires less force. %s in 0.5625 65.00mm 115.00mm405H73 
= 118° 4-facet point % in 0.6250 65.00mm 115.00mm 405H77 
Ya in 0.7500 79.00mm 131.00mm 405H85 

Decimal Flute Overall Item Decimal Flute Overall Item EXOCARB® ADO, List# 6500 

Size Equivalent Length Length No. Size Equivalent Length Length No. 932 IN 0.0938 15.00mm 66.00mm 405K55 
Bright (UNCOATED) yiieano Latrobe List #759 = Bright (UNCOATED) OSG List #215 Yea in 0.1094 17.00mm 66.00mm 405K60 
Yein 0.0625 %in 1%in | 6ZRP8 Yain 0.0469 Yin 1%in | 3AFHD5 % in 0.1250 20.00mm 74.00mm 405K67 
Yea in 0°0781 in 1%in | 6ZRRO Yein 0.0625 %in 1%in | 2PPF3 32 in 0.1562 24.00mm 74.00mm 405K82 
¥oin 0.0938 %in 1%in | 6ZRR1 Yain 0.0781 ‘ein 1iAsin| 3CKP9 T%a in 0.1719 27.00mm 80.00mm 405K94 
Zain 0.1094 %in 2in | 6ZRR2 ¥oin 0.0938 %in 1%in | 2PPF7 Ae in 0.1875 29.00mm 80.00mm 405L06 
Yin 01250 %in 2in | 6ZRR3 ain 0.1094 %ein 1%ein| 3CKU3 T¥a in 0.2031 26.00mm 82.00mm 405L15 
¥%ain 0.1406 %in 2in | 6ZRR5 Yin 01250 “in 1%in | 2PPG4 2 in 0.2188 28.00mm 82.00mm 405L23 
Yoin 0.1562 “in  2in | 6ZRRG %ain 0.1406 ein 1%6in| 3CKW7 Ta in 0.2344 30.00mm 82.00mm 405L28 
T¥ain 0.1719  %in 2%in | 6ZRR7 Yoin 0.1562 10in 2%cin| 2PPG8 % in 0.2500 32.00mm 88.00mm 405L37 
¥Yein 0.1875 %in 2%ein| 6ZRR9 ‘tain 0.1719 T%sin 2%in | 3CKJ3 Ta in 0.2656 34.00mm 88.00mm 405L48 
T%ain 0.2031 %in 2%in | 6ZRT1 ¥Yein 0.1875 1%in 2%cin| 2PPH1 %2 in 0.2812 36.00mm 94.00mm 405L58 
ein 0.2188 10in 2%in | 6ZRT2 T¥%4in 0.2031 1%cin 2%in | 3CKJ5 1%a in 0.2969 38.00mm 94.00mm 405L63 
Tain 0.2344 10in 2%in | 6ZRT4 ein 0.2188 1%in 2%in | 2PPH5 Ae in 0.3125 40.00mm 94.00mm 405L68 
Yin 0.2500 10in 2%in | 6ZRT7 %ain 0.2344 1%cin 2%ein| 2PPH6 2¥a in 0.3281 42.00mm 107.00mm 405L77 
Tain 0.2656 10in 2%in | 6ZRT9 Yin 0.2500 1%in 2%in | 2PPH7 To in 0.3438 44.00mm {07.00mm 405L90 
Yoin 0.2812 10in 2%in | 6ZRU1 T%ain 0.2656 1%cin 25%in | 3CKJ7 2¥6a in 0.3594 46.00mm 106.00mm 405L99 
1¥%4in 0.2969 1%in 2%in | 6ZRU3 Yoin 0.2812 1%in 2tein| 3CKW6 ¥% in 0.3750 48.00mm 106.00mm 405M05 
Aein 0.3125 1%in 2%in | 6ZCT9 i¥%4in 0.2969 1%cin 2%in | 3CKJ8 2%a in 0.3906 50.00mm 106.00mm 405M11 
2¥ain 0.3281 1%in 2%in | 6TDDO Asin 0.3125 15%in 2%ein  2PPJ1 T¥%9 in 0.4062 52.00mm 113.00mm 405M19 
Tin 0.3438 1%in 2%in | 6TDD1 2¥%4in 0.3281 1'Aein 2'%c6in| 3CKL1 27%a in 0.4219 54.00mm 113.00mm 405M29 
2% ain 0.3594 Min 2%in | 61DD2 ‘ein 0.3438 16in 3in 2PPJ2 Ae in 0.4375 56.00mm {20.00mm 405M38 
¥%in 0.3750 1%4in 2%in | 6TDD3 in 0.3594 1%in 3%cin | 2PPJ3 2% in 0.4531 58.00mm {20.00mm 405M43 
%4in 0.3906 1%in 2%in | 61DD4 ¥%in 0.3750 1%ein 3%in | 2PPJ4 15/9 in 0.4688 60.00mm 120.00mm 405M48 
1% in 0.4062 1%in 2%in | 6TDD5 in 0.3906 1%in 3%in | 3CKL2 3%a in 0.4844 62.00mm {28.00mm 405M56 
2%ain 0.4219 1%in 2%in | 6TDD6 ‘%2in 0.4062 1%6in 3%cin | 2PPJ5 % in 0.5000 64.00mm 128.00mm 405M65 
ein 0.4375 1%in 2%in | 6TDD7 2%4in 0.4219 2in 3%in | 2PPJ6 79 in 0.5312 68.00mm 134.00mm 405M79 
2%4in 0.4531 1%in 3in | 6T1DD8 Asin 0.4375 2Vein 3%cin 2PPJ7 %e in 0.5625 72.00mm 140.00mm 405M91 
in 0.4688 1%in 3in | 61DD9 %%sin 0.4531 2%in 3%sin| 3CKL3 37%a in 0.5781 74.00mm 140.00mm 405N01 
3¥ain 0.4844 1%in 3in | 6TDEO 7% in 0.4688 2%in 3%in | 3CKJ6 ¥% in 0.6250 80.00mm 145.00mm 405N18 
Yin 05000 1%in 3in | 6TDE1 sain 0.4844 2%6in 3'%cin| 3AFH6 2¥0 in 0.6562 85.00mm 150.00mm 405N24 
Yin 05000 2%in 3%in | 2PPJ8 Yin 0.7500 95.00mm 160.00mm 405N38 
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Production Grade Metric Jobbers 
Length Solid Carbide Drill Bits, 140 ° 


= X Thinning point High-performance drills are designed to be used on a variety of steels. Their special 


= EgiAs finish point geometry helps reduce thrust forces, while a proprietary coating helps enable 
higher drilling speeds and promotes longer tool life. 
Decimal Flute Length Overall Item Decimal Flute Length Overall Item Decimal Flute Length Overall Item 

Size(mm) Equivalent (mm) Length(mm) No. Size(mm) Equivalent (mm) Length(mm) No. Size(mm) Equivalent (mm)  Length(mm) _ No. 

List # 6510 5.40 0.2126 44.00 100.00 405N97 8.90 0.3504 72.00 128.00 405P63 
#12 0.1890 44.00 95.00 405N87 5,50 0.2165 44.00 100.00 405N99 9.00 0.3543 72.00 128.00 405P65 
#13 0.1850 43.00 95.00 405N84 5.60 0.2205 45.00 100.00 405P02 9.10 0.3583 73.00 136.00 405P67 
2.00 0.0787 18.00 70.00 405N45 9.70 0.2244 46.00 100.00 405P03 9.20 0.3622 74.00 136.00 405P69 
2.10 0.0827 19.00 70.00 405N46 5.80 0.2283 47.00 100.00 405P04 9.30 0.3661 75.00 136.00 405P70 
2.20 0.0866 20.00 70.00 405N47 5.90 0.2323 48.00 100.00 405P05 9.40 0.3701 76.00 136.00 405P71 
2.30 0.0906 21.00 70.00 405N48 6.00 0.2362 48.00 100.00 405P07 9.50 0.3740 76.00 136.00 405P72 
2.40 0.0945 22.00 70.00 405N50 6.10 0.2402 49.00 109.00 405P08 9.60 0.3780 77.00 136.00 405P74 
2.00 0.0984 23.00 70.00 405N51 6.20 0.2441 50.00 109.00 405P10 9.70 0.3819 78.00 136.00 405P75 
2.60 0.1024 24.00 78.00 405N52 6.30 0.2480 51.00 109.00 405P12 9.80 0.3858 79.00 136.00 405P76 
2.70 0.1063 25.00 78.00 405N53 6.40 0.2520 52.00 109.00 405P15 9.90 0.3898 80.00 136.00 405P77 
2.80 0.1102 26.00 78.00 405N55 6.50 0.2559 52.00 109.00 405P17 10.00 0.3937 80.00 136.00 405P79 
2.90 0.1142 27.00 78.00 405N56 6.60 0.2598 53.00 109.00 405P20 10.20 0.4016 82.00 146.00 405P82 
3.00 0.1181 27.00 78.00 405N57 6.70 0.2638 54.00 109.00 405P22 10.50 0.4134 84.00 146.00 405P89 
3.10 0.1220 28.00 86.00 405N58 6.80 0.2677 59.00 109.00 405P25 10.80 0.4252 87.00 146.00 405P96 
Real) 0.1260 29.00 86.00 405N60 6.90 0.2717 56.00 109.00 405P27 11.00 0.4331 88.00 146.00 405R01 
3.30 0.1299 30.00 86.00 405N61 7.00 0.2756 56.00 109.00 405P29 11.50 0.4528 92.00 156.00 405R08 
3.40 0.1339 31.00 86.00 405N62 7.10 0.2795 57.00 118.00 405P31 12.00 0.4724 96.00 156.00 405R15 
3.50 0.1378 32.00 86.00 405N63 7.20 0.2835 58.00 118.00 405P33 12.50 0.4921 100.00 167.00 405R25 
3.60 0.1417 33.00 86.00 405N64 7.30 0.2874 59.00 118.00 405P34 13.00 0.5118 104.00 167.00 405R36 
3.70 0.1457 34.00 86.00 405N65 7.40 0.2913 60.00 118.00 405P35 13.50 0.5315 108.00 176.00 405R43 
3.80 0.1496 35.00 86.00 405N66 £00 0.2953 60.00 118.00 405P36 14.00 0.5912 112.00 176.00 405R48 
3.90 0.1535 36.00 86.00 405N67 7.60 0.2992 61.00 118.00 405P38 14.50 0.5709 116.00 185.00 405R58 
4.00 0.1575 36.00 86.00 405N69 7.70 0.3031 62.00 118.00 405P39 15.00 0.5906 120.00 185.00 405R68 
4.10 0.1614 37.00 95.00 405N71 7.80 0.3071 63.00 118.00 405P40 15.50 0.6102 124.00 193.00 405R74 
4.20 0.1654 38.00 95.00 405N73 7.90 0.3110 64.00 118.00 405P41 16.00 0.6299 128.00 193.00 405R80 
4.30 0.1693 39.00 95.00 405N75 8.00 0.3150 64.00 118.00 405P43 16.50 0.6496 132.00 201.00 405R82 
4.40 0.1732 40.00 95.00 405N78 8.10 0.3189 65.00 128.00 405P44 17.00 0.6693 136.00 201.00 405R85 
4.50 Offre 41.00 95.00 405N80 8.20 0.3228 66.00 128.00 405P46 17.50 0.6890 140.00 209.00 405R87 
4.60 0.1811 42.00 95.00 405N82 8.30 0.3268 67.00 128.00 405P48 18.00 0.7087 144.00 209.00 405R88 
4.90 0.1929 45.00 95.00 405N89 8.40 0.3307 68.00 128.00 405P51 18.50 0.7283 148.00 217.00 405R89 
5.00 0.1969 45.00 95.00 405N91 8.50 0.3346 68.00 128.00 405P54 19.00 0.7480 152.00 217.00 405R91 
o,10 0.2008 41.00 100.00 405N93 8.60 0.3386 69.00 128.00 405P56 19.50 0.7677 156.00 225.00 405R95 
O20 0.2047 42.00 100.00 405N95 8.70 0.3425 70.00 128.00 405P58 20.00 0.7874 160.00 225.00 405R96 
5.30 0.2087 43.00 100.00 405N96 8.80 0.3465 71.00 128.00 405P61 





Production Grade Metric Taper Length 
Solid Carbide Drill Bits, 140 ° 


= X Thinning point High-performance drills have a sharp cutting action that reduces thrust forces and produces 
= EgiAs finish smaller chips. The proprietary coating and cutting-edge coolant delivery helps reduce heat 
and improve chip evacuation. Use on a variety of ferrous and non ferrous materials. 





Decimal Flute Length Overall Item Decimal Flute Length Overall Item Decimal Flute Length Overall Item 

Size(mm) Equivalent (mm) Length(mm) No. Size(mm) Equivalent (mm) Length(mm) No. Size(mm) Equivalent (mm) Length(mm) No. 

List # 6530 4.90 0.1929 65.00 115.00 405U85 7.90 0.3110 105.00 155.00 405V27 
2.00 0.0787 26.00 75.00 405U49 9.00 0.1969 65.00 115.00 405U86 8.00 0.3150 105.00 155.00 405V29 
2.10 0.0827 33.00 75.00 405U50 9.10 0.2008 70.00 128.00 405U88 8.10 0.3189 110.00 165.00 405V30 
2.20 0.0866 33.00 75.00 405U51 9.20 0.2047 70.00 128.00 405U90 8.20 0.3228 110.00 165.00 405V31 
2.30 0.0906 33.00 75.00 405U52 9.30 0.2087 70.00 128.00 405U91 8.30 0.3268 110.00 165.00 405V32 
2.40 0.0945 33.00 75.00 405U54 5.40 0.2126 78.00 128.00 405U92 8.40 0.3307 110.00 165.00 405V34 
2.90 0.0984 33.00 75.00 405U55 9.00 0.2165 78.00 128.00 405U94 8.50 0.3346 110.00 165.00 405V36 
2.60 0.1024 40.00 90.00 405U56 9.60 0.2205 78.00 128.00 405U96 8.60 0.3386 115.00 165.00 405V38 
2.10 0.1063 40.00 90.00 405U57 5.70 0.2244 78.00 128.00 405U97 8.70 0.3425 115.00 165.00 405V39 
2.80 0.1102 40.00 90.00 405U59 9.80 0.2283 78.00 128.00 405U98 8.80 0.3465 115.00 165.00 405V41 
2.90 0.1142 40.00 90.00 405U60 9.90 0.2323 78.00 128.00 405U99 8.90 0.3504 115.00 165.00 405V42 
3.00 0.1181 40.00 90.00 405U61 6.00 0.2362 78.00 128.00 405V01 9.00 0.3543 115.00 165.00 405V43 
3.10 0.1220 45.00 100.00 405U62 6.10 0.2402 87.00 140.00 405V02 9.10 0.3583 125.00 190.00 405V45 
3.20 0.1260 45.00 100.00 405U64 6.20 0.2441 87.00 140.00 405V03 9.20 0.3622 125.00 190.00 405V46 
3.30 0.1299 45.00 100.00 405U65 6.30 0.2480 87.00 140.00 405V05 9.30 0.3661 125.00 190.00 405V47 
3.40 0.1339 50.00 100.00 405U66 6.40 0.2520 87.00 140.00 405V07 9.40 0.3701 125.00 190.00 405V48 
3.90 0.1378 50.00 100.00 405U67 6.50 0.2559 87.00 140.00 405V08 9.50 0.3740 125.00 190.00 405V49 
3.60 0.1417 50.00 100.00 405U68 6.60 0.2598 87.00 140.00 405V11 9.60 0.3780 130.00 190.00 405V51 
3.70 0.1457 90.00 100.00 405U69 6.70 0.2638 87.00 140.00 405V12 9.70 0.3819 130.00 190.00 405V52 
3.80 0.1496 90.00 100.00 405U70 6.80 0.2677 90.00 140.00 405V14 9.80 0.3858 130.00 190.00 405V53 
3.90 0.1536 50.00 100.00 405U71 6.90 02717 90.00 140.00 405V15 9.90 0.3898 130.00 190.00 405V54 
4.00 0.1575 90.00 100.00 405U73 7.00 0.2756 90.00 140.00 405V16 10.00 0.3937 130.00 190.00 405V55 
4.10 0.1614 55.00 115.00 405U75 7.10 0.2795 100.00 155.00 405V18 10.20 0.4016 140.00 205.00 405V57 
4.20 0.1654 55.00 115.00 405U76 7.20 0.2835 100.00 155.00 405V20 10.50 0.4134 140.00 205.00 405V60 
4.30 0.1693 60.00 115.00 405U77 7.30 0.2874 100.00 155.00 405V21 10.80 0.4252 145.00 205.00 405V64 
4.40 0.1732 60.00 115.00 405U78 7.40 0.2913 100.00 155.00 405V22 11.00 0.4331 145.00 205.00 405V66 
4.50 0.1772 60.00 115.00 405U79 7.50 0.2953 100.00 155.00 405V23 11.50 0.4528 155.00 215.00 405V73 
4.60 0.1811 60.00 115.00 405U81 7.60 0.2992 105.00 155.00 405V24 12.00 0.4724 155.00 215.00 405V79 
#13 0.1850 65.00 115.00 405U82 7.70 0.3031 105.00 155.00 405V25 12.50 0.4921 155.00 215.00 405V80 
#12 0.1890 65.00 115.00 405U84 7.80 0.3071 105.00 155.00 405V26 
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Decimal Overall Item Decimal Overall Item | | 
ae Equivalent Flute Length Length No. Size (mm) Equivalent Flute Length Length No. —! | WALTER 
5 
Ve 0.1250 Ya in 2%ein  53AR50 0.1181  28.00mm 66.00mm  53AR60 = 
a $5 fein fettnn sass, Production Grade DC170 
32 : 16 32 . ; : = = = 
Vea" 0.1719 ein 21% in 53AU54 0.1299  28.00mm 66.00mm  53AR93 Carbide Drill Bits 1 40° 
a Sue —assomn esto aan | 
64" . 46 in 39 in . .00 mm .00 mm . a 
Faz" 0.2188 Tein 2 1%2in _ 53AV12 01417 28.00mm 66.00mm53AR93 ™ ‘IAIN/AICrN finish 
Ye 0.9800 Vein 3 nin SAV pe, 2a Oh mm o.oo mum SaaS _* Internal cooling 
4" 16 In 32 IN 00 mm 00 mm és 
ee 0.2656 Me in ii in S3AVo0 0.1535 36.00 mm 74.00 mm BakTOs With 360° coolant coverage and polished flutes 
32) ‘6 in 32 in 00 mm__74.00 mm that help optimize chip removal, these right-han 
TH 64" 0.2969 1% in 3%2in 53AV78 0.1614  36.00mm 74.00mm _ 53AT01 ‘ ore iN cup FeMo ca eset | ita ded 
5x0 ae a a mene 0.1654 36.00 mm 74,00 mm S3AT27 solid carbide drills provide 50% longer tool life and 
8 16 In 32 in : 00 mm__74.00 mm % higher workpiece values in general drillin 
Yea" 0.1406 1 Vein 21% in  53AR97 0.1732 36.00mm 74.00mm  53AT31 35% highe MOIRD ICES Vallee IN Genela drilling 
He 0.1563 Yin 2) in 53ATO6 0.1772 36.00 mm 74.00 aan S3AT28 and mechanical engineering applications when 
64" A7 in sin 9 ; 00mm 74.00mm__9 compared to conventional solid carbide drills. 
Vg 0.1875 1 te in 37%2in  53AT36 0.1850 1% in 22% in  53AT35 C i ieaectanad | i iceaanienal 
THa" 0.2031 1 Te in 3 2 in 53A163 0.1890 T Te in 3 2 in 53AT37 pecitically aesigned tor use In material groups 
Fao" 0.2188 1t6 in 3 72in 53AT68 0.1929 44.00mm 82.00mm  53AT34 P and K. 
15/64" 0.2344 1 Vein 3 %/2in  53AT95 0.1969  44.00mm 82.00mm _ 53AT61 
vA 0.2500 9 46 in 3%6in  53AU01 0.2008  44.00mm 82.00mm  53AT62 Decimal Overall Item 
Tea" 0.2656 9 Vie in 3%6in  53AU19 0.2047. 44.00mm 82.00mm  53AT52 Size(mm) Equivalent Flute Length Length No. 
Yap" 0.2813 9 Ve in 3%6ein  53AU31 0.2087 44.00mm 82.00mm  53AT64 12XD 
ai 0.2969 9 Vie in 3%6in  53AU49 0.2128 44.00 mm e200 mm BaATES 3.00 0.1181  54.00mm 92.00mm  53AV41 
.00 mm .00 mm 3.10 0.1220 54.00mm 92.00mm 53AV42 
¥ in 0.1250 12%sin 22% in 53AWG62 0.2205  44.00mm 82.00mm  53AT69 ¥ in 0.1250  2.1260in 3.6220in  53AV65 
%a in 0.1406 12¥ain 22%in  53AW88 0.2244. 44.00mm 82.00mm  53AT70 3.20 0.1260 54.00mm 92.00mm  53AV66 
Yao in 0.1562 14%ain 31%2in  53AW90 0.2283  44.00mm 82.00mm  53AT93 3.30 0.1299 54.00mm 92.00mm  53AV68 
Ta in 0.1719 14%ain  31%2in 53AR19 5.90 0.2323 44.00mm 82.00mm  53AT94 3.40 0.1339  54.00mm  92.00mm  53AV67 
Ye in 0.1875 21%4in 3 %6in 53AR24 6.00 0.2362 44.00mm 82.00mm  53AT96 3.50 0.1378  54.00mm  92.00mm  53AV69 
T¥a in 0.2031 2i%4in 3 %6in 5dAP96 6.10 0.2402 53.00mm 91.00mm  53AT97 Yea in 0.1406 2.1260in 3.6220in 53AV72 
a in 0.2188 2i1%4in 31%ein 5dAR33 6.20 0.2441 53.00mm 91.00mm _53AT98 3.60 0.1417 54.00mm 92.00mm  53AV73 
15% in 0.2344 2i1%4in 31%ein 5dAR38 6.30 0.2480  53.00mm 91.00mm _53AT99 3.70 0.1457. 54.00mm  92.00mm 53AV71 
Ys in 0.2500 21% in 4iYain 53AR65 6.40 0.2520  53.00mm 91.00mm  53AU02 3.80 0.1496 64.00mm 102.00mm  53AV70 
Ta in 0.2656 21%.in AtYain  53AR74 6.50 0.2559  53.00mm 91.00mm  53AU03 3.90 0.1535 64.00mm 102.00mm  53AV74 
Yao in 0.2812 26%4in  4%6in 53ATO8 6.60 0.2598  53.00mm 91.00mm  53AU04 ¥9 in 0.1563 2.5200in 4.0160in  53AV75 
1%4q in 0.2969 26%4in 4%6in 53AT13 6.70 0.2638  53.00mm 91.00mm  53AU18 4.00 0.1575 64.00mm 102.00mm  53AV95 
Decimal Overall Item 6.80 0.2677 53.00mm 91.00mm  53AU20 4.10 0.1614 64.00mm 102.00mm 53AV99 
Sign) taut i Length tem Pag Ssomn eta snes — 25) S188) — BSS Eb Sa 
: . : mm : mm : i Umm UMM 
3.00 0.1181  20.00mm 62.00mm  53AR48 7.10 0.2795  53.00mm 91.00mm  53AU30 Ta in 0.1719  2.5200in 4.0160in  53AW03 
3.10 0.12290 20.00mm 62.00mm  53AR49 7.20 0.2835 53.00mm 91.00mm  53AU32 4.40 0.1732 64.00mm 102.00mm  53AW04 
3.20 0.1260  20.00mm 62.00mm  53AR51 7.30 0.2874  53.00mm 91.00mm  53AU33 450 0.1772 64.00mm  102.00mm  53AW29 
3.30 0.1299  20.00mm 62.00mm  53AR52 7.40 0.2913 53.00mm 91.00mm  53AU23 4.60 0.1811 64.00mm_ _102.00mm —_53AW28 
3.40 0.1339 20.00 mm 62.00 mm S3AR91 7-50 0.2953  53.00mm 91.00mm  53AU24 Bik 0.1850 25200 in 401 60 in S3AWa0 
5 137 .00 mm 0Omm 45 16 In . . in . in 
3.60 0.1417 20.00mm 62.00mm  53AU17 3.00 0.1181  34.00mm  74.00mm  53AW59 #12 0.1890 3.2680in 4.7640in  53AW32 
370 0.1457. 20.00 mm 62.00 mm 53AU29 3.10 0.1220 34.00mm 74.00mm  53AW61 4.90 0.1929  83.00mm 121.00mm  53AW27 
3.80 0.1496  24.00mm 66.00mm  53AU41 3.20 0.1260 34.00mm 74.00mm  53AW63 5.00 0.1969  83.00mm 121.00mm  53AW33 
3.90 0.1535 24.00mm 66.00mm  53AU42 3.30 0.1299  34.00mm 74.00mm  53AW60 5.10 0.2008 83.00mm_ 121.00mm —_53AW34 
4.00 0.1575  24.00mm 66.00mm  53AU44 3.40 0.1339 34.00mm 74.00mm  53AW64 T¥aq in 0.2031 3.2680in 4.7640in  53AW35 
410 0.1614 24.00mm 66.00mm  53AU45 3.50 0.1378  34.00mm 74.00mm  53AW87 5.20 0.2047. 83.00mm 121.00mm  53AW36 
420 0.1654. 24.00mm 66.00mm  53AU46 3.60 0.1417 34.00mm  74.00mm  53AW89 5.30 0.2087  83.00mm 121.00mm  53AW37 
4.30 0.1693  24.00mm 66.00mm  53AU47 3.70 0.1457. 34.00mm 74.00mm  53AW91 5.40 0.2126  83.00mm 121.00mm  53AW38 
4.40 0.1732  24.00mm 66.00mm  53AU55 3.80 0.1496 45.00mm  85.00mm  53AW92 5.50 0.2165  83.00mm 121.00mm _53AW44 
450 0.1772 24.00mm 66.00mm  53AU56 3.90 0.1535 45.00mm  85.00mm  53AW93 70 in 0.2188 3.2680in 4.7640in  53AW45 
460 0.1811. 24.00mm 66.00mm  53AU48 4.00 0.1575 45.00mm  85.00mm  53AW94 5.60 0.2205 83.00mm 121.00mm  53AW46 
#13 0.1850 1g in 91¥3in  53AU77 4:10 0.1614  45.00mm  85.00mm  53AW95 5.70 0.2244 83.00mm 121.00mm  53AW65 
#12 0.1890 1 Vein 91939 in 53AU79 4.20 0.1654 45.00mm 85.00mm  53AW96 5.80 0.2283 83.00mm 121.00mm  53AW66 
4.90 0.1929. 28.00mm 66.00mm  53AU80 4.30 0.1693  45.00mm  85.00mm  53AW97 5.90 0.2323 83.00mm 121.00mm  53AW67 
5.00 0.1969  28.00mm 66.00mm  53AU81 4.40 0.1732 45.00mm  85.00mm _53AR20 6.00 0.2362 83.00mm 121.00mm  53AW68 
5.10 0.2008  28.00mm 66.00mm  53AU82 4.50 0.1772  45.00mm  85.00mm _53AR21 6.10 0.2402 110.00mm 148.00mm  53AW70 
520 0.2047. 28.00 mm 66.00mm  53AU85 4.60 0.1811 45.00mm  85.00mm 53AR22 6.20 0.2441. 110.00mm 148.00mm  53AW71 
5 30 0.2087. 28.00mm 66.00mm  53AU86 4.90 0.1929 57.00mm 97.00mm  53AR26 6.30 0.2480 110.00mm_ 148.00mm —_53AW72 
5 40 0.2126  28.00mm 66.00mm  53AU83 5.00 0.1969  57.00mm 97.00mm  53AP94 Vain 0.2500  4.3310in 5.8270in  53AW69 
550 0.2165 28.00mm 66.00mm  53AV10 5.10 0.2008  57.00mm 97.00mm  53AP95 6.40 0.2520  110.00mm 148.00mm  53AW73 
5.60 0.2205 28.00mm 66.00mm  53AV13 5.20 0.2047. 57.00mm  97.00mm 53AR10 6.50 0.2559  110.00mm 148.00mm  53AW74 
5.70 0.2244 28.00mm 66.00mm  53AV15 5.30 0.2087  57.00mm 97.00mm  53AR31 6.60 0.2598  110.00mm 148.00mm  53AW75 
5.80 0.2283  28.00mm 66.00mm  53AV16 5.40 0.2126  57.00mm 97.00mm  53AR32 6.70 0.2638  110.00mm 148.00mm  53AW98 
5.90 0.2323 28.00mm 66.00mm  53AV17 5.50 0.2165 57.00mm 97.00mm  53AR11 6.80 0.2677 110.00mm 148.00mm 53AX01 
6.00 0.2362 28.00mm 66.00mm  53AV18 5.60 0.2205 57.00mm 97.00mm  53AR34 6.90 0.2717 110.00mm 148.00mm  53AX02 
6.10 0.2402 34.00mm 79.00mm  53AV19 5.70 0.2244 57.00mm 97.00mm  53AR35 7.00 0.2756  110.00mm 148.00mm  53AX03 
6.20 0.2441 34.00mm 79.00mm  53AV20 5.80 0.2283 57.00mm 97.00mm  53AR36 7.10 0.2795 110.00mm_ 148.00mm —_53AX05 
6.30 0.2480 34.00mm 79.00mm  53AV43 5.90 0.2323 57.00mm 97.00mm  53AR37 Yao in 0.2813 4.3310in 5.8270in  53AX06 
6.40 0.2520 34.00mm 79.00mm  53AV46 6.00 0.2362 57.00mm 97.00mm  53AR39 7.20 0.2835 110.00mm 148.00mm  53AX07 
6.50 0.2559  34.00mm 79.00mm  53AV47 6.10 0.2402 66.00mm 106.00mm  53AR64 7.30 0.2874 110.00mm 148.00mm  53AX08 
6.60 0.2598  34.00mm 79.00mm  53AV44 6.20 0.2441 66.00mm  106.00mm 53AR71 7.40 0.2913  110.00mm 148.00mm  53AX09 
6.70 0.2638  34.00mm 79.00mm  53AV49 6.30 0.2480  66.00mm 106.00mm  53AR72 7.50 0.2953 110.00mm 148.00mm _53AX04 
6.80 0.2677. 34.00mm 79.00mm 53AV51 6.40 0.2520  66.00mm 106.00mm  53AR73 1% aq in 0.2969  4.3310in 5.8270in 53AR12 
6.90 0.2717  34.00mm 79.00mm  53AV48 6.50 0.2559  66.00mm 106.00mm  53AR75 7.80 0.3071  110.00mm 148.00mm  53AP97 
7.00 0.2756. 34.00mm 79.00mm  53AV63 6.60 0.2598  66.00mm 106.00mm  53AR76 7.90 0.3110  110.00mm 148.00mm  53AP98 
7.10 0.2795  41.00mm 79.00mm  53AV64 6.70 0.2638  66.00mm 106.00mm 53AR77 16XD_ 
7.20 0.2835 41.00mm 79.00mm  53AV77 6.80 0.2677. 66.00mm 106.00mm 53AR78 Ya in 0.1250 2.5980in 3.8580in  53AP72 
7.30 0.2874. 41.00mm 79.00 mm 53AV79 6.90 0.2717 66.00mm 106.00mm  53AR79 20XD_ 
7.40 0.2913. 41.00mm 79.00mm 53AV80 7.00 0.2756  66.00mm 106.00mm 53AT02 Ya in 0.1406  3.6220in 4.8820in  53AP79 
7.50 0.2953 41.00mm 79.00 mm 53AV81 7.10 0.2795 76.00mm 116.00mm 53AT03 25XD 
7.20 0.2835. 76.00mm 116.00mm 53AT09 3.0 0.1181  84.00mm 119.00mm  53AX12 
7.30 0.2874 76.00mm 116.00mm  53AT04 30XD 
7.40 0.2913  76.00mm 116.00mm  53AT10 3.0 0.1181  97.00mm 132.00mm  53AX48 
7.50 0.2953 76.00mm 116.00mm  53AT12 
7.60 0.2992 76.00mm 116.00mm  53AT14 
7.70 0.3031 76.00mm 116.00mm  53AT11 
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Jobber Grade A1249XPL High-Speed Drill Bits 


= For additional sizes, go to Grainger.com® graphite. Secondary applications include all types of steel and steel casting with 
Professional machinists can rely on these drill bits for a wide variety of proj- the exception of steel with an austenitic structure, austenitic stainless steel, 
ects. Primary applications include materials with difficult cutting properties austenitic-ferritic steel and steel casting, grey cast iron, cast iron with spheroidal 
such as heat-resistant special alloys based on iron, nickel and cobalt, titanium graphite, malleable cast iron, cast iron with vermicular graphite, aluminum and 
and titanium alloys, plastics, glass and carbon fiber reinforced plastics, and other nonferrous metals, and nonferrous materials. 
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Decimal Overall Item Decimal Overall Item Decimal Overall Item 

Size Equivalent Flute Length Length No. Size Equivalent Flute Length Length No. Size Equivalent Flute Length Length No. 
8xD 1.20mm 0.0472 16.00mm 38.00mm  441X65 7.90mm 0.3110 75.00mm 117.00mm  441Y80 
#1 0.2280 97.00mm 93.00mm 441207 1.30mm 0.0512 16.00mm 38.00mm  441X66 8.00mm 0.3150 75.00mm 117.00mm 441Y84 
#2 0.2210 97.00mm 93.00mm 441218 1.40mm 0.0551 18.00mm 40.00mm  441X67 8.10mm 0.3189 75.00mm 117.00mm 441Y85 
#3 0.2130 97.00mm 93.00mm 441229 1.50mm 0.0591 18.00mm 40.00mm  441X68 8.20mm 0.3228 75.00mm 117.00mm  441Y86 
#4 0.2090 97.00mm 93.00mm 441240 1.60mm 0.0630 20.00mm 43.00mm  441X69 8.30mm 0.3268 75.00mm 117.00mm  441Y87 
#0 0.2055 92.00mm 86.00mm 441251 1.70mm 0.0669 20.00mm 43.00mm  441X70 8.40mm 0.3307 75.00mm 117.00mm 441Y88 
#6 0.2040 92.00mm 86.00mm 441262 1.80mm 0.0709 22.00mm 46.00mm  441X71 8.50mm 0.3346 75.00mm 117.00mm 441Y89 
#7 0.2010 92.00mm 86.00mm 441264 1.90mm 0.0748 22.00mm 46.00mm 441X72 8.60mm 0.3386 81.00mm 125.00mm 441Y90 
#8 0.1990 92.00mm 86.00mm 441265 2.00mm 0.0787 2400mm 49.00mm 441Y06 8.70mm 0.3425 81.00mm 125.00mm 441Y91 
#9 0.1960 52.00mm 86.00mm 441266 2.10mm 0.0827 2400mm 49.00mm 441Y07 8.80mm 0.3465 81.00mm 125.00mm 44192 
#10 0.1935 52.00mm 86.00mm 441208 2.20mm 0.0866 27.00mm 53.00mm 441Y08 8.90mm 0.3504 81.00mm 125.00mm 441Y93 
#11 0.1910 92.00mm 86.00mm 441209 2.30mm 0.0906 27.00mm 53.00mm 441Y09 9.00mm 0.3543 81.00mm 125.00mm 441Y94 
#42 0.1890 92.00mm 86.00mm 441Y45 2.40mm 0.0945 30.00mm 57.00mm 441Y10 9.10mm 0.3583 81.00mm 125.00mm 441Y95 
0.1890 92.00mm 86.00mm 441210 2.50mm 0.0984 30.00mm 57.00mm 441Y11 9.20mm 0.3622 81.00mm 125.00mm 441Y96 
#13 0.1850 47.00mm 80.00mm 441Y44 2.60mm 0.1024 30.00mm 57.00mm 441Y12 9.30mm 0.3661 81.00mm 125.00mm 441Y97 
0.1850 47.00mm 380.00mm 441211 2.70mm 0.1063 33.00mm 61.00mm 441Y13 9.40mm 0.3701 81.00mm 125.00mm 441Y98 
#14 0.1820 47.00mm 80.00mm 441212 2.80mm 0.1102 33.00mm 61.00mm 441Y14 9.50mm 0.3740 81.00mm 125.00mm 44199 
#15 0.1800 47.00mm 80.00mm 441213 2.90mm 0.1142 33.00mm 61.00mm 441Y15 9.60mm 0.3780 87.00mm 133.00mm 441201 
#16 0.1770 47.00mm 80.00mm 441214 3.00mm 0.1181 33.00mm 61.00mm 441Y21 9.70mm 0.3819 87.00mm 133.00mm 441202 
#17 0.1730 47.00mm 80.00mm 441215 3.10mm 0.1220 36.00mm 65.00mm 441Y22 9.80mm 0.3858 87.00mm 133.00mm 441203 
#18 0.1695 47.00mm 80.00mm 441216 3.20mm 0.1260 36.00mm 65.00mm 441Y23 9.90mm 0.3898 87.00mm 133.00mm 441204 
#19 0.1660 43.00mm 75.00mm 441217 3.30mm 0.1299 36.00mm 65.00mm 441Y24 10.00mm 0.3937 87.00mm 133.00mm  441X77 
#20 0.1610 43.00mm 75.00mm 441219 3.40mm 0.1339 39.00mm 70.00mm 441Y25 10.20mm 0.4016 87.00mm 133.00mm  441X78 
#21 0.1590 43.00mm 75.00mm 441220 3.50mm 0.1378 39.00mm 70.00mm 441Y26 10.50mm 0.4134 87.00mm 133.00mm  441X79 
#22 0.1570 43.00mm 75.00mm 441221 3.60mm 0.1417 39.00mm 70.00mm 441Y27 11.00mm 0.4331 94.00mm 142.00mm  441X80 
#23 0.1540 43.00mm 75.00mm 441222 3.70mm 0.1457 39.00mm 70.00mm 441Y28 11.50mm 0.4528 94.00mm 142.00mm 441X83 
#24 0.1520 43.00mm 75.00mm 441223 3.80mm 0.1496 43.00mm 75.00mm 441Y29 12.00mm 0.4724 101.00mm 151.00mm 441X86 
#25 0.1495 43.00mm 75.00mm 441224 3.90mm 0.1535 43.00mm 75.00mm 441Y30 12.50mm 0.4921 101.00mm 151.00mm  441X87 
#26 0.1470 39.00mm 70.00mm 441225 4.00mm RET) 43.00mm 75.00mm 441Y36 13.00mm 0.5118  101.00mm 151.00mm  441X88 
#27 0.1440 39.00mm 70.00mm 441226 410mm 0.1614 43.00mm 75.00mm 441Y37 13.50mm 0.5315  108.00mm 160.00mm  441X91 
#28 0.1405 39.00mm 70.00mm 441227 4.20mm 0.1654 43.00mm 75.00mm 441Y38 14.00mm 0.5512  108.00mm 160.00mm 441X94 
#29 0.1360 39.00mm 70.00mm 441228 430mm 0.1693 47.00mm 80.00mm 441Y39 14.50mm 0.5709 114.00mm 169.00mm  441X95 
#30 0.1285 36.00mm 65.00mm 441230 4.40mm 0.1732 47.00mm 80.00mm 441Y40 15.00mm 0.5906 114.00mm 169.00mm  441X96 
#31 0.1200 36.00mm 65.00mm 441231 450mm Giz 47.00mm 80.00mm 441Y41 15.50mm 0.6102 120.00mm 178.00mm 441X99 
#32 0.1160 33.00mm 61.00mm 441232 4.60mm 0.1811 47.00mm 80.00mm 441Y42 16.00mm 0.6299  120.00mm 178.00mm 441Y03 
#33 0.1130 33.00mm  61.00mm 441233 4.90mm 0.1929 92.00mm 86.00mm 441Y46 1Y9 in 0.3438 81.00mm 125.00mm 441X84 
#34 0.1110 33.00mm 61.00mm 441234 5.00mm 0.1969 92.00mm 86.00mm 441Y47 Yea in 0.1719 47.00mm 80.00mm 441X85 
#35 0.1100 33.00mm 61.00mm 441235 9.10mm 0.2008 92.00mm 86.00mm 441Y48 199 in 0.4063 87.00mm 133.00mm  441X92 
#36 0.1065 33.00mm 61.00mm 441236 9.20mm 0.2047 92.00mm 86.00mm 441Y49 1¥64 in 0.2031 592.00mm 86.00mm  441X93 
#37 0.1040 30.00mm 57.00mm 441237 9.30mm 0.2087 92.00mm 86.00mm 441Y50 199 in 0.4688 101.00mm 151.00mm 441Y01 
#38 0.1015 30.00mm  57.00mm 441238 5.40mm 0.2126 97.00mm 93.00mm 441Y51 164 in 0.2344 97.00mm 93.00mm 441Y02 
#39 0.0995 30.00mm 57.00mm 441239 5.00mm 0.2165 97.00mm 93.00mm 441Y52 %a in 0.2656 69.00mm 109.00mm 441Y04 
#40 0.0980 30.00mm 57.00mm 441241 5.60mm 0.2205 97.00mm 93.00mm 441Y54 1%a in 0.2969 75.00mm 117.00mm 441Y05 
#41 0.0960 30.00mm 57.00mm 441242 9.70mm 0.2244 97.00mm 93.00mm 441Y55 2¥ea in 0.3281 75.00mm 117.00mm 441Y16 
#42 0.0935 30.00mm 57.00mm 441243 9.80mm 0.2283 97.00mm 93.00mm 441Y56 24a in 0.3594 81.00mm 125.00mm 441Y17 
#43 0.0890 27.00mm 53.00mm 441244 5.90mm 0.2323 97.00mm 93.00mm 441Y57 24a in 0.3906 87.00mm 133.00mm 44118 
#44 0.0860 27.00mm 53.00mm 441245 6.00mm 0.2362 97.00mm 93.00mm 441Y61 2%a in 0.4219 94.00mm 142.00mm 441Y19 
#45 0.0820 24.00mm 49.00mm 441246 6.10mm 0.2402 63.00mm 101.00mm 441Y62 2%a in 0.4531 94.00mm 142.00mm 441Y20 
#46 0.0810 24.00mm 49.00mm 441247 6.20mm 0.2441 63.00mm 101.00mm 441Y63 34 in 0.4844 = 101.00mm 151.00mm  441Y35 
#47 0.0785 24.00mm 49.00mm 441248 6.30mm 0.2480 63.00mm 101.00mm 441Y64 Ya in 0.5000 101.00mm 151.00mm 441X74 
#48 0.0760 24.00mm 49.00mm 441249 6.40mm 0.2520 63.00mm 101.00mm 441Y65 Ya in 0.2500 63.00mm 101.00mm 441X75 
#49 0.0730 22.00mm 46.00mm 441250 6.50mm 0.2559 63.00mm 101.00mm 441Y66 Ye in 0.1250 36.00mm 65.00mm  441X76 
#50 0.0700 22.00mm 46.00mm 441252 6.60mm 0.2598 63.00mm 101.00mm 441Y67 Me in 0.0625 20.00mm 43.00mm 441X73 
#01 0.0670 22.00mm 46.00mm 441253 6.70mm 0.2638 63.00mm 101.00mm 441Y68 ¥e in 0.3750 87.00mm 133.00mm  441Y34 
#02 0.0635 20.00mm 43.00mm 441254 6.80mm 0.2677 69.00mm 109.00mm 441Y69 %e in 0.1875 92.00mm 86.00mm 441Y31 
#03 0.0595 20.00mm 43.00mm 441255 6.90mm 0.271% 69.00mm 109.00mm 441Y70 39 in 0.0938 30.00mm 57.00mm 441Y32 
#04 0.0550 18.00mm 40.00mm 441256 7.00mm 0.2756 69.00mm 109.00mm 441Y71 ¥6a in 0.0469 16.00mm 38.00mm  441Y33 
#09 0.0520 18.00mm 40.00mm 441257 7.10mm 0.2795 69.00mm 109.00mm 441Y72 %e in 0.3125 75.00mm 117.00mm 441Y58 
#06 0.0465 16.00mm  38.00mm 441258 7.20mm 0.2835 69.00mm 109.00mm 441Y73 2 in 0.1563 43.00mm 75.00mm 441Y59 
#07 0.0430 14.00mm 36.00mm 441259 7.30mm 0.2874 69.00mm 109.00mm 441Y74 Ya in 0.0781 24.00mm 49.00mm 441Y60 
#08 0.0420 14.00mm 36.00mm 441260 7.40mm 0.2913 69.00mm 109.00mm 441Y75 Ae in 0.4375 94.00mm 142.00mm 441Y81 
#59 0.0410 12.00mm  34.00mm 441261 7.00mm 0.2953 69.00mm 109.00mm 441Y76 32 in 0.2188 97.00mm 93.00mm 441Y82 
#60 0.0400 12.00mm 34.00mm 441263 7.60mm 0.2992 75.00mm 117.00mm 441Y77 %a in 0.1094 33.00mm 61.00mm 441Y83 
1.00mm 0.0394 12.00mm  34.00mm  441X63 7.70mm 0.3031 75.00mm 117.00mm 441Y78 ¥32 in 0.2813 69.00mm 109.00mm 441205 
1.10mm 0.0433 14.00mm  36.00mm  441X64 7.80mm 0.3071 75.00mm 117.00mm 441Y79 ¥a in 0.1406 39.00mm 70.00mm 441206 
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Drill Bits Details on page A1. = 








<> CLE-LINE. Straw 


Maintenance Grade Mechanics Length 
Left-Hand Cobalt Drill Bits, 135° 





Black & Gold 


= Split point 
» Straw finish 
* westward’ <> CLE-LINE. Left-hand helix for use where machine spindles rotate counterclockwise. 
Reverse action allows tools to be substituted for screw extractors. 8% cobalt 
H H HSS allows drill bit to run cooler and last longer. Shorter length provides superior 
Maintenance Grade Mechanics 9 me P 


rigidity for portable drilling. 


Length HSS Drill Bits, 135° Overall ltem 








' : Size Decimal Equivalent Flute Length Length No. 
= Split point List# 1880 
= Black and gold finish Yea" 0.0781 il 2 1TPE8 
7a" : 34" 
Shorter length provides strength and rigidity. 3 flats on drill bit shank for sizes fs eee at ae aoe 
above '/4" ensure grip for standard and keyless chucks. 2" 0.1563 THe 294" TTPF2 
eveAiNE He 0.1875 17 3" TTPF3 
: T/ap" M Ya" 
_ vay | NESTWARD st 185 E a2 5 ma 
ecima vera em em i i i 
Size Equivalent Flute Length Length No. No. i i oe eo he aoe 
Ve 0.0625 7, 1%" 2UFU5 4GB67 a 03195 WA 7 TT PEG 
5 0.0781 1" 2" 2UFU6 4GB68 Ta" 03438 55% iA 1TPF9 
Hap" 0.0938 1%" 2V4' 2UFU7 4GB69 7g aa750 a a7 4TPGH 
Fos 0.1094 1% 23" 2UFU8 4GB70 oa a 4063 ATR rE TTPG2 
ai 0.1250 Te 2%" 2UFU9 4GB71 ek a4576 EL We TTPO 
%a" 0.1406 1% 254" 2UFV1 4GB72 we WIE Wal re TTPGd 
a2" 0.1563 16" 291" 2UFV2 4GB73 v7 a 5000 a +TPGS 
Tea" 0.1719 1136" 27," 2UFV3 4GB74 : : 
Ve" 0.1875 17" a 2UFV4 4GB75 
13/6q 0.2031 116" 3%" 2UFV5 4GB76 a : 
2" 0.2188 z 3V;" 2UFV6 4GB77 
15/64" 0.2344 ave" 354" 2UFV7 4GB78 
Yj" 0.2500 a 3%" 2UFV8 4GB79 
17" 0.2656 2 V5" 355" 2UFV9 4GB80 Straw/Bronze 
3p" 0.2813 2s" 35/4" 2UFW1 4GB81 
1% 0.2969 254" 374" 2UFW2 4GB82 vs 
“e" 0.3125 2¥5' 4 2UFW3 4GB83 (WESTWARD... =. 
2Vea" 0.3281 26" Ave" 2UFW4 4GB84 : 


a a Ae ive —auewe — aes | Production Grade Silver and , 
si 0.8780 att jw uF = — | Deming Cobalt Drill Bits, 118 





19" 0.4063 2156" 45," 2UFW9 4GB89 oll 
27/4 0.4219 278" 46 2UFX1 4GB90 si reduced shank 
re 0.4375 215/46" AV" 2UFX2 4GB91 = Split point 
va ee an ie ee sepa Run drill sizes up to 1%" on portable electric drills or drill presses. No 
Vee 04844 We A SUES 1GBOA need for tool presetting, and minimal adjustment needed during tool 
Ai 0.5000 354" 5" 2UFX6 4GB95 changes. Cobalt drills are ideal for use in harder metals. 
x 0.3750 21/6" 4Y/;' — 4GB87 
STRAW/BRONZE 
Chicago-Latrobe®| STRAW/BRONZE 
List# 190C Westward 
Decimal Overall Item Item 
Size Equivalent Flute Length Length No. No. 
3¥%a in 0.5156 3% in 6 in 47P34 5TVL8 
‘Yo in 0.5312 3% in 6 in 47P35 — 
/ 0.5313 3% in 6 in = 5TVL9 
eS een 3%a in 0.5469 3% in 6 in 47P36 5TVNO 
— %e in 0.5625 3% in 6 in 47P37 5TVN1 
Black & Gold 37%a in 0.5781 3% in 6 in 4ZP38 — 
1¥%9 in 0.5938 3% in 6 in 47P39 5TVN3 
3% 4 in 0.6094 3% in 6 in 47P40 5TVN4 
¥% in 0.6250 3% in 6 in 47P41 5TVN5 
4%e4 in 0.6406 3% in 6 in 47P42 5TVNG 
2Vao in 0.6562 3% in 6 in 47P43 — 
0.6563 3% in 6 in — 5TVN7 
<> CLE-LINE. 4¥%q in 0.6719 3% in 6 in 47P44 — 
TAs in 0.6875 3% in 6 in 47P45 5TVNO 
. . 454 in 0.7031 3% in 6 in 47P46 5TVPO 
Maintenance Grade Mechanics Length 2 in 0.7188 3% in 6 in 4ZP47 5TVPt 
7 . ° Yq in 0.7500 3% in 6 in 4ZP49 5TVP2 
Reduced Shank HSS Drill Bits, 135 ea in 0.7656 3% in 6 in 42P50 5TVPS 
ae 25/9 in 0.7812 3% in 6 in 47P51 — 
= Split point a 0.7813 3% in 6 in = 5TVP4 
= ¥4" reduced shank 5¥ea in 0.7969 3% in 6 in 47P52 — 
= 1¥46 in 0.8125 3% in 6 in 47P53 — 
= Black and gold finish —_ | Ya in 0.8281 3% in 6 in 4ZP54 = 
Shorter length for added strength and rigidity. 3 flats on drill 27/32 in 0.8438 3% in 6 in 4ZP55 5TVP8 
% in 0.8750 3% in 6 in 4ZP57 — 
bit shank to ensure grip for standard and keyless chucks. sin ERIE a aah oe =n 
Overall Item 2% in 0.9062 3% in 6 in 4ZP59 _ 
Size Decimal Equivalent Flute Length Length No. 0.9063 3% in 6 in _— STVR1 
List# 1876 5% in 0.9219 3% in 6 in 47P60 5TVR2 
27% in 0.4219 27 in 4% in 4GB96 16 in 0.9375 3% in 6 in 47P61 5TVR3 
Ae in 0.4375 21/6 in 4% in 4GB97 3Y39 in 0.9688 3% in 6 in 47P63 5TVR4 
2%4 in 0.4531 3 in 45% in 4GB98 Tin 1.0000 3% in 6 in 47P65 5TVR5 
159 in 0.4688 3% in 49, in 4GB99 1Ve in 1.0625 3% in 6 in 4GE12 5TVRG6 
3%ea in 0.4844 3% in 4% in 4GE10 1¥% in 1.1250 3% in 6 in 4GE13 5TVR7 
%in 0.5000 33 in 5 in 4GE11 1% in 1.2500 3% in 6 in 4GE14 — 
2250 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ar L| 





GRAINGER CHOICE” MACHINING 








Find the yy. Find Solutions. Find Great Prices. Drill Bits 
BLACK OXIDE [BLACK OXIDE| BLACK BLACK/GOLD | BLACK OXIDE 
Chicago-Latrobe® Cle-Line® OXIDE Cle-Line® §Chicago-Latrobe® 
List# 190 List# 1813 | Westward List# 1877 List# 190F 
Decimal Item Item Item Decimal Item Item 
Size Equivalent No. No. No. Size Equivalent No. No. 
Round Round with Flats 
Yin 0.5000 1P275 — 4UM58 3¥6a in 0.5156 2TGK5 1M877 
3¥ain 0.5156 1P277 2B143 4UM59 T7%o in 0.5312 2TGK6 1M879 
1p in —0:9312 1P279 4AK48 — 3% in 0.5469 2TGK7 1M881 
: 0.5313 — _ 4UM60 %e in 0.5625 2TGK8 1M883 
%ain 0.5469 1P281 2B144 4UM61 3%a in 0.5781 2TGK9 1M885 
%ein 0.5625 1P283 5X989 4UM62 1%o in 0.5938 2TGL1 1M887 
3%ain 0.5781 1P285 2B145 — 3% a in 0.6094 2TGL2 1M889 
1¥9in 0.5938 1P287 4AK49 4UM64 % in 0.6250 2TGL3 1M891 
3%4in 0.6094 1P296 2B146 4UM65 4a in 0.6406 2TGL4 1M893 
Yin 0.6250 1P300 5X990 4UM66 219 in 0.6562 2TGL5 1M895 
4¥%4in 0.6406 1P302 2B147 4UM67 4¥a in 0.6719 2TGL6 1M897 
2p in) —0:6062 1P304 4AK50 — THe in 0.6875 2TGL7 1M899 
ie 0.6563 — — 4UM68 44 in 0.7031 2TGL8 1M901 
4%ain 0.6719 1P306 2B148 4UM69 2%9 in 0.7188 2TGL9 1M903 
THein 0.6875 1P308 5X991 4UM70 47a in 0.7344 2TGN1 1M905 
%ain 0.7031 1P310 2B149 4UM71 Yin 0.7500 2TGN2 1M907 
2¥%30 in 0.7188 1P312 4AK51 4UM72 4%q in 0.7656 2TGN3 1M909 
tain 0.7344 1P314 2BT50 4UM73 25/9 in 0.7812 2TGN4 1M911 
¥%in 0.7500 1P316 5X992 4UM74 51a in 0.7969 2TGN5 1M913 
4%ain 0.7656 1P318 2BT51 4UM75 1%¢ in 0.8125 2TGNG 1M915 
25/49 in 0: 812 1P320 4AK52 — 5%a in 0.8281 2TGN7 1M917 
; 0.7813 — — 4UM76 270 in 0.8438 2TGNS 1M919 
Yin 0.7969 1P325 — 4UM77 5%a in 0.8594 2TGN9 1921 
Tein 0.8125 1P334 5X993 4UM78 7% in 0.8750 2TGP1 1M923 
5¥ain 0.8281 1P336 — 4UM79 57% in 0.8906 2TGP2 1M925 
2730 in 0.8438 1P338 4AK53 4UM80 2% in 0.9062 2TGP3 1M927 
5%4in 0.8594 1P340 — 4UM81 5%a in 0.9219 2TGP4 1M929 Black Oxide 
Zein 0.8750 1P342 5X996 4UM82 ie in 0.9375 2TGP5 1M931 
5%ain 0.8906 1P344 — 4UM83 61a in 0.9531 2TGP6 1M933 
29/9 in —0:9062 1P346 4AK54 — 319 in 0.9688 2TGP7 1M935 
: 0.9063 — — 4UM84 6a in 0.9844 2TGP8 1M937 
5%ain 0.9219 1P348 — 4UM85 Tin 1.0000 2TGP9 1M939 
Hein 0.9375 1P350 1A051 4UM86 {Yea in 1.0156 — 1M941 
Yain 0.9531 1P353 — 4UM87 1¥2 in 1.0039 — 1M943 
3%30in 0.9688 1P355 4AK55 4UM88 1%c in 1.0625 2TGR1 1M947 
6%ain 0.9844 1P357 — 4UM89 132 in 1.0938 — 1M951 
Tin 1.0000 1P361 5X997 4UM90 17% in 1.1094 — 1M953 * 
T¥ain 1.0156 4EG68 — — 1% in 1.1250 2TGR2 1M955 WESTWARD sien”. <> CLE-LINE. 
1%2in 1.0039 4EG69 — — 1% in 1.1406 — 1M957 — 
1%ain 1.0469 4EG70 152 in 1.1562 1M959 


1Viein 1.0625 1P363 OBT62 | 2UFX7 1%ein 11875 oTGR3 {M963 Maintenance-Grade 








13%42in 1.0938 4EG72 — — 1%e in 1.2188 = 1M967 = / 

1%ain 1.1094 4EG73 — — 1V% in 1.2500 2TGR4 1M971 Silver and Deming 

/ in a oe uli 2BT66 2UFX8 os in 3 25 2TGR5 iM979 . 

64 in 4EG74 _— _ ein 315 ry - 

15%2in 1.1562 4EG7 — — ms in a AL _ HSS Drill Bits, 1 | $ 
11%4in 1.1719 4EG7 — — >in 5 1," 

T%ein 1.1875 1P370 2BT70 | 2UFX9 = 2" reduced shank = 

172 in 1.2188 4EG78 — = = Round bits are conventional point 

jun eo {rae 2B1/4 | 2UFY' = Round with flats are split point 
tee N hig ae 2BT76 2UFY2 Run drill sizes up to 1%" on portable electric drills or 
1% in 1.3750 4EG87 OBT77 OUFY3 drill presses. Minimal adjustment needed during tool 
12%a in 1.4219 4EG90 = = hanges. No need for tool presetting. Flatted shanks 
T”sin 1.4375 4EG91 2BT78 2UFY4 sas ee oneed a: ? ath : a chuck 
1% in 1.5000 4EG95 2BT79 QUFY5 provide a more positive grip in the drill chuck. 

Decimal Flute Overall Item Decimal Flute Overall Item 

Size Equivalent Length Length No. Size Equivalent Length Length No. 

List #110 #3 

#1 51a in 0.7969 6 %in 1 % in 4HAR8 

¥% in 0.1250 1% in 5 % in 1N680 T¥/g in 0.8125 6 %in 1 % in 1N815 

2 in 0.1562 2 ¥ in 5 ¥ in 1N684 5%a in 0.8281 6 %in 1 % in AHAR 

je in 0.1875 2 vin 5% in 1N691 27/39 in 0.8438 6 %in 1 % in 1N819 

1%a in 0.2031 2 ¥ in 6 in 4HAN7 5%a in 0.8594 6 % in 1 % in 4HATI 

72 in 0.2188 2 ¥, in 6 in 1N695 7 in 0.8750 6 %in 1 % in 1N823 

1%a in 0.2344 2 7% in 6 %in 4HAN8 57%a in 0.8906 6 %in 1 % in AHAT2 

% in 0.2500 2 7% in 6 %in 1N699 2% 39 in 0.9062 6 %in 1 % in 1N827 

T7%a in 0.2656 3 in 6 %4 in 4HANS 5%a in 0.9219 6 %in 1% in 4HAT3 

%2 in 0.2812 3 in 6 % in 1N704 7%/e in 0.9375 6 %in 1 % in 1N831 

1% a in 0.2969 3 ¥% in 6 % in 4HAP1 6a in 0.9531 6 % in 11 in 4HAT4 

Ae in 0.3125 3 ¥ in 6 % in 1N708 3% in 0.9688 6 % in 11 in 1N835 

21%a in 0.3281 3 Vs in 6 in AHAP2 6%a in 0.9844 6 % in 11 in 4HAT5 

Tp in 0.3438 3 Vs in 6 in 1N712 Tin 1.0000 6 % in 11 in 1N839 

2%a in 0.3594 3 in 6 % in AHAP3 1¥%2 in 1.0039 6 in 11 %in 1N843 

¥ in 0.3750 3 in 6 % in 1N716 1¥%a in 1.0156 6 in 11 %in 4HAT6 

25a in 0.3906 3 ¥% in 7in 4HAP4 1%e in 1.0625 6 % in 11 “in 1N847 

7% in 0.4062 3 % in 7in 1N720 #4 

27%a in 0.4219 3 % in 7 Vin 4HAP5 1%a in 1.1094 7 %in 12 % in 4HAT9 

Ac in 0.4375 3 % in 7 Vain 1N725 T¥% in 1.1250 7 in 12 % in 1N855 

2%a in 0.4531 4% in 7 vein 4HAP6 T%e in 1.1875 7 % in 13 in 1N863 

1/9 in 0.4688 4% in 7 Vein 1N730 TY in 1.2500 7 in 13 “in 1N871 

#2 1%e in 1.3125 8 % in 14 Vin 1N879 

31a in 0.4844 4% in 8 % in 4HAP7 17%2 in 1.3438 8 % in 14 % in AHAU7 

vin 0.5000 4% in 8 V4 in 1N735 1% in 1.3750 8 % in 14 in 1N887 

3%a in 0.5156 4% in 8 in AHAP8 1%e in 1.4375 9 % in 14% in 1N895 ChtcayocLenrebe? 

17/2 in 0.5312 4% in 8 in 1N765 11% in 1.4688 9 %/ in 147% in AHAUS 


3/4 | 0.5469 47% | cA 4HAPS 1% in 1.5000 9 % in 15 in 1N903 . 
oe ree — ae PYOMuCtiON Grade Taper 

In ? In In In : In In go - 
'%p in 05938 1% in B Yin 1N773 155 in 1.6250 10 in 7 in 1N905 Shank HSS Drill Bits, 118° 


3%a in 0.6094 4% in 8 ¥% in 4HAR2 11/6 in 1.6875 1% in 17 Vain AHAV2 
% in 0.6250 4% in 8 ¥% in 1 a iy in ith fs in i fs in 1 El = Black oxide finish 

4Veq in 0.6406 5 ’in 9 in 4 46 in 8125 gin 7 Yin 4 : : 

21/9 in 0.6562 5 ¥ in 9 in 1N781 1% in 1.8750 1% in 17 % in 4N909 = Conventional point 

43a in 0.6719 5 vs in : Yi in oe 2 in 2.0000 1% in 17 % in 1N911 = Taper shank is made to American 

16 in 0.6875 5 % in 4 in 7 . . . 

45% in 0.7031 5 ¥ in 9% in 4HAR5 National Standard (Morse) dimensions 
2%/0 in 0.7188 5 ¥ in 9 4 in 1N803 
ea in 07344 5 Vein 9% in AHARG Designed for use in taper holders, these drill 
Ya in 0.7500 5 in 9% in lt bits can be used for drilling many different 
4% in 0.7656 6 in 97% in 4HAR7 ee ere 

arin 07812 ein 9% in 4N811 materials in a wide range of applications. 
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GC = ———oeaaam 
Chiapetaobe Maintenance Grade Double- 
Production Grade Taper End HSS Drill Bits, 135° 
Length HSS Drill Bits, 118° = Split point 


= Conventional point " eaee oxide nnist ok : 
= Black oxide finish Two drills in one. Split point is self-centering for quick penetration. 


Provide longer flute and overall length for deeper drilling and For drilling thin metals. 








-tn- icati Overall Item 
hard-to-reach applications. Size Decimal Equivalent Flute Length (in.) Length (in.) No. 
Overall Item CLE-LINE® List# 1815 
: Size Decimal Equivalent Flute Length Length No. Ye 0.1250 0.433 1.929 3BT95 
List# 12) 7 aT3E Ar ae SURI Yea" 0.1406 0.551 2.047 3BT96 
8 | : 4 | 8 | Dan)" 
%a in 0.1406 3 in 5 % in 2VRZ8 oe eee ee ae par 
%o in 0.1563 3 in 5 % in 2VRZ9 Vi 03500 0787 5756 ABTO? 
T¥a in 0.1719 3 % in 5 4 in 2VTAt : : 
6 in 0.1875 3 in 5 in OVTA2 #30 0.1285 0.500 1.675 4BT04 
T%a In 0.2031 3% In 6 in OVTA3 #11 0.1910 0.688 2.344 3BT98 
ein 0.2188 3 5% in 6 in 2VTA4 
TH%a in 0.2344 3% in 6 %in 2VTA5 ye : — — ™ ~ 
Vin 0.2500 3% in 6 vein 2VTAG 
17%a in 0.2656 3 Zin 6 % in 2VTA7 . 6" Length 
%o in 0.2813 3 Zin 6 %s in 2VTAS 
1% 4 in 0.2969 Ain 6 % in aun Maintenance Grade 
Ae in 0.3125 4in 6 % in 2VTC1 . . ° 
Vein 0.3281 TV. in 6 in avieo— | EXtra-Length HSS Drill Bits, 135 
To in 0.3438 4% in 6 in 2VTC3 nae 
2%a in 0.3594 4 V4 in 6 Yin ate = Split point 
¥% in 0.3750 4% in 6% in 2VTC5 
ea in 0.3906 4% in 7in ovTcs— | ™ otraight shank 
132 in 0.4063 4 % in 7in avrCr = Black oxide finish 
2%a in 0.4219 % in 7 Yin 2VTC8 
aT 0.4375 Tin TV; in OVTCO Use to drill holes in deep or inaccessible places that cannot be reached with 
2% a in 0.4531 4% in 7 %in 2VTD1 regular length drills. Jobbers length flute makes drills more rigid. 
To in 0.4688 4% in 7 Yin 2VTD2 
36a in 0.4844 4% in 7% in 2VTD3 6 in 12 in 
Hin 0.5000 4% in 7¥%ain 2VTD4 Item Item 
32 In Ua3ts 4% in 8 In 2VTD5 Size Decimal Equivalent Flute Length No. No. 
ae in eos 4 y in : us in BvIne %2 in 0.0625 7% in 5TVH8 — 
32 In 8 In 41n Ag 062 7h j — TVK 
Sein 0.6250 47 in 8% in 2VTDB _ A ese 1 Hein SVG Pe 
29 in 0.6563 5 vin 9in 2VTD9 Yo! 00938 1 iin — BTVKA 
TAs in 0.6875 5 % in 9% in 2VTE1 Bee Rb A STVIO 
270 in 0.7188 5 % in 9 Yin 2VTE2 coe : me — 
Vin 0.7500 5% in 9% in 2VTES 732 0.1563 2 in oTWt a 
Sets 32 in 0.1875 2 V6 in — 5TVK7 
15-Pc., Includes “6 In to % In x 32 In 6WUE1 32" 0.2188 2 Yin 5TVJ3 — 
29-Pc., Includes ss in to 4 in x Ya in 6WUC9 1%a in 0.2188 2 Yin — 5TVK8 
60-Pc., Includes #1 to #60 6WUDO 7a in 0.2500 9% in 5TW4 = 
Vj 0.2500 2% in — 5TVK9 
1%a in 0.2813 2 %e in 5TVJ5 — 
BS ———____—_—_—— — %2 in 0.2813 2 16 in — 5TVLO 
16 ; 16 In — 
CEM ERAMe Tp" 0.3438 3 Ze in 5TVJ7 5TVL2 
p d ti G d Ext L th 7 0.3750 3 % in 5TVJ8 5TVL3 
roauction urade ra-Leng ag 0.4063 3 %in STV9 | STVL4 
= . 2 oO Ae 0.4375 4 %e in 5TVKO 5TVL5 
HSS Aircraft Drill Bits, 135 5g 0.4688 4 Ye in STVKT | — 
ae 3.10 mm 0.5000 4% in 5TVK2 = 
= Split point A 0.5000 4% in = 5TVL7 


= Straight shank 
= Bright finish 
Use to drill holes in deep or inaccessible places that cannot be reached _} 








with regular length drills. Jobbers length flute makes drills more rigid. ehicsas-tatrane? 6" Length 
Designed for the aerospace industry and meet National Aerospace . 
Standards (NAS) 907, Type B. Production Grade Extra- 
. . it it re) 
sm | 2 | Length HSS Drill Bits, 135 
Size Decimal Equivalent Flute Length No. No. : : 
List# 3967 " a see : 
ractional Inc # olfaignt shan 
1 ] ] : ae 
ai 0:0998 Yan {NPG —|—1NNZg— | = Black oxide finish 
yon E83 Velo NE iNead Jobbers length flute makes drills more rigid. Ideal for drilling holes in deep or 
Ag in 0.1875 76 in INPC7 INPA3 inaccessible places that cannot be reached with regular length drills. 
ein 0.2188 2% in ula TNPA4 Item 
“in 0.2500 274 in INPC9 TNPAS Size Decimal Equivalent Flute Length No. 
Fein 0.2813 21%6 in iNPD1 | 1NPAG 12" Length List# 912CAT : : 
TY%s9 in 0.3438 37/6 in INPD3 INPA8 Yerin 0:0938 shin TINGS 
% in 0.3750 3% in INPD4 INPAS ae : a 
To in 0.4063 3% in INPD5 INPB1 eA 0.1250 1% in 4ZN97 
Ag in 0.4375 4%¢ in 1NPD6 1NPB2 ¥32 in 0.1563 2 in 4ZN99 
19 in 0.4688 45,6 in 1NPD7 TNPB3 %e in 0.1875 2% in 47ZP02 
% in 0.5000 4% in INPD8 1NPB4 72 in 0.2188 2% in 47P04 
Wire Ya in 0.2500 29 in 47P06 
ie 5 UAB ia NOES = %2 in 0.2813 2156 in 4ZP08 
: 8 | — Ae i Ye j 
#40 0.0980 1¥%6in iNPE6 | 4NPC2 an te a a 
#30 0.1285 1% in TNPE5 TNPC1 a aa aah in aa 
#29 0.1360 1% in INPE4 INPB9 mae : as 
#97 0.1440 17 in {NPE3 {NPB8 eal 0.4063 ai 4ZP16 
#21 0.1590 2% in INPE2 1NPB7 Ae in 0.4375 4%e in 42ZP18 
#20 0.1610 2% in TNPE1 TNPB6 1/9 in 0.4688 456 in 47P20 
#10 0.1935 27/6 in INPD9 TNPB5 % in 0.5000 4% in 47P22 
2252 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yy. Find Solutions. Find Great Prices. Drill Bits & Blanks 
Threaded Shank Drill Bits RAT 
= 135° split point Split point penetrates on contact and helps prevent 
= Black oxide finish walking. High-speed steel bits are constructed for 
= Additional material and sizes are superior strength and run-out characteristics. Cobalt arene 
. . ® ‘ : : oe 1"- 1%" Length 
available on Grainger.com steel bits have a hard surface with high lubricity. 
HIGH SPEED STEEL DRILL BIT MATERIAL COBALT STEEL DRILL BIT MATERIAL 
FLUTE LENGTH FLUTE LENGT 
A IN %e IN 1%IN Ae IN %e IN 7% IN 1% IN 
Decimal Overall Item Overall Item Overall Item Overall Item Overall Item Overall Item Overall Item 
Drill Bit Size Equivalent | Length No. Length No. Length No. Length No. Length No. Length No. Length No. 
A 0.228 ¥% in 52NW12 | 1 Yin S2NW11 | 2%in  S2NW10 Ye in 52NU40 | 1 %in  52NU39 2¥%ein _52NU38 
#2 0.2210 ¥% in 52NW15 | 1 %in S2NW14 | 2%in S52NW13 ¥% in 52NU43 | 1 Yin  52NU42 2¥%ein _52NU41 
#3 0.213 % in 52NW19 | {Yin S2NW18 | 2%in  S2NW17 ¥%e in 52NU47 | 1 %in  52NU46 2 Vein 52NU45 
#4 0.209 ¥% in 52NW22 | 1%in S2NW21 | 2%in  52NW20 ¥% in 52NU50 | 1 %in  52NU49 2¥ein _52NU48 
#5 0.2055 ¥% in B2NW25 | 1 %in 52NW24 | 2%in  52NW23 ¥% in 52NU53 | 1 %in  52NU52 2¥%in _ 52NU51 
#6 0.204 % in 52NW28 | 1 %in S52NW27 |) 2%in  52NW26 = — — — — — 
#7 0.2010 ¥% in 52NW31 | 1 %in S2NW30 |) 2%in  52NW29 ¥% in 52NU57 | 1%in  52NU56 2¥%ein _52NU55 
#8 0.1990 ¥% in 52NW34 | 1 %in 52NW33 | 2%in  52NW32 ¥% in 52NU61 | 1 %in  52NU60 2¥%ein _52NU59 
#9 0.196 ¥% in 52NW37 | 1 %in S2NW36 | 2%in  52NW35 = — — — — — 
#10 0.1935 Yein  H52NW40 | 1%in 52NW39 | 2%in 52NW38 | Y%ein 52NU65 | 1%in 52NU64 2¥%in _52NU63 
#1 0.1910 Yein  b52NW44 | 1%in 52NW43 | 2%in  52NW42 | Y%ein 52NU69 | 1 %in  5S2NU68 2¥%ein _52NU67 
#12 0.189 Yein b52NW48 | 1%in 52NW47 | 2%in 52NW46 | %ein 52NU73_| 1 %in  52NU72 2¥%ein _52NU71 
#13 0.1850 Yein  52NW52 | 1%in 52NW51 | 2%in  52NW50 | %ein 52NU76 | 1 %in  52NU75 2¥%in _52NU74 
#14 0.182 Yein 52NW56 | 1%in 52NW55 | 2%in 52NW54 | %ein 52NU80 | 1 %in  52NU79 2¥%in _52NU78 
#16 0.1770 Yein 52NW59 | 1%in 52NW58 | 2%in 52NW57 | Y%ein 52NU83 | 1 %in  52NU82 2¥%in _52NU81 
7 0.173 Yein B52NW62 | 1%in 52NW61 | 2%in 52NW60 | %ein 52NU87 | 1 %in  52NU86 2 Yin 52NU85 


2 Yin J2NU88 
2 Ye in o2NU91 
2 ¥ in 92NU94 


#18 0.1695 Vie in o2NW69 1 Yin o2NW64 2 ¥ in o2NW63 “6 in 92NU90 1 Yin 92NU89 
#19 0.1660 Vie in o2NW68 1 Yin o2NW67 2 4 in o2NW66 6 In 92NU93 1% in 92NU92 
#20 0.1610 “Ae in o2NW71 1 Yin o2NW70 2 ¥2 in o2NW69 “6 in 92NU96 1 Yin J2NU95 


#21 0.1590 V6 1n o2NW79 1 Yin o2NW74 2 Ye in v2NW73 ie in o2NVO01 1% in 92NU99 2 Ye in 92NU98 
#22 0.157 V6 in o2NW79 1 Yin o2NW78 2 ¥ in o2NW/7 “6 in o2NVO05 1 Yin o2NVO04 2 Yin J2NVO03 
#23 0.154 Vien o2NW83 1 Yin o2NW82 2 Ye in o2NW81 “6 In o2NVO08 1% in o2NVO7 2 Ye in o2NV06 
#24 0.152 V6 1n o2NW86 1 Yin o2NW89 2 Ye in o2NW84 “6 in o2NV11 1 Yin o2NV10 2 Yin o2NVO9 
#20 0.1495 Vien o2NW89 1 Yin o2NW88 2 ¥ in o2NW87 “6 in o2NV14 1% in o2NV13 2 Ye in D2NV12 
#26 0.147 V6 in o2NW92 1 Yin o2NW91 2 ¥e in o2NW90 “6 in o2NV17 1 Yin J2NV16 2% in J2NV15 


2 Ye in o2NV18 
2 42 in v2NV22 


#21 0.1440 V6 1n oZ2NW99 1 Yin o2NW94 2 Ye in J2NW93 V6 in o2NV20 1 Yin o2NV19 
#28 0.1405 Vien o2NW99 1 Yin o2NW98 2 Yin o2NW97 “6 1n o2NV24 1 Yin J2NV23 





HESS EEE 


#29 0.136 “6 in J2NXO3 1 Yin J2NXO02 2 Ye in o2NXO1 “6 In J2NV27 1 “in o2NV26 2 Ye in o2NV25 
#30 0.1285 “6 in o2NXO7 1 Yin o2NX06 2 Ye in o2NX09 “6 in o2NV30 1 Yin o2NV29 2 Ye in o2NV28 
#31 0.12 % in o2NX11 in 92NX10 — _— % in o2NV34 Tin J2NV33 2 in o2NV32 — _— 
#32 0.116 Yin o2NX14 Tin 92NX13 — _— % in o2NV37 Tin o2NV36 2 ain o2NV39 = _— 
#33 0.113 Yin J2NX18 Tin O2NX17 — — — = = = — — 
#34 0.111 Yin J2NX22 1 in 92NX21 = = — = = = — — 
#30 0.1100 Yin J2NX29 1 in o2NX24 — _— Yin o2NV40 Tin JZNV39 — — 
#36 0.1065 Yin JZNX28 Tin J2NX27 — = = = = = — —_ 
#31 0.104 Yin JZNX32 1 In 92NX31 — — — — = _— — _— 
#38 0.1015 Yin J2NX36 1 in J2NX39 = = = = — = — _ 
#39 0.0995 Yin J2NX39 Tin J2NX38 = _ = — i — = — 
#40 0.0980 Yo in JZNX42 1 in o2NX41 = — Yin o2NV43 Tin v2NV42 _ — 
Y% in 0.2500 V6 Nn J2NX73 1% in J2NX72 2 Yin o2NX71 “6 in o2NV81 1 Yin J2NV80 2 ¥ in o2NV79 
¥e in 0.1250 V6 1n J2NX92 1 Yin o2NX51 _ _ “6 in o2NVO4 1% in J2NV53 2 o2NV92 — = 
ie in 0.1875 V6 1n o2NX64 1 Yin o2NX63 2 Ye in J2NX62 6 in o2NV68 1 Yin J2NV67/ 2 43 in o2NV66 
932 IN 0.0937 Yo in o2NX46 — = = Yo in o2NV47 Tin o2NV46 2 — 


2 Ye In o2NV99 
2 Ye in o2NV73 
2 Ye in O2NV56 
2 Ye in o2NV63 
2 Ye in o2NV70 
2 Ye in o2NV/6 
2 Ye in J2NV89 
2 Ys in v2NV92 
2 Ye in J2NV95 
2 4 in J2NV98 
2 Ye in o2ZNWO03 


32 IN 0.1562 V6 in 92NX98 1 Yin o2NX9/ 2 ¥ in J2NX96 “6 in o2NV61 1 Yin JZ2NV60 
2 In 0.2187 V6 1n 92NX70 1 Yin o2NX69 2 Yin o2NX68 6 in o2NV/95 1% in o2NV74 
Yea in 0.1094 Yin o2NX49 1 in J2NX48 — — Yin o2NV91 Tin J2NV50 
%e4 10 0.1406 V6 1n J2NX99 1 Yin 92NX94 2 Ye in 92NX53 6 in o2NV58 1% in D2NV57 
Yea In 0.1719 V6 in o2NX61 1 Yin o2NX60 2 Ye in J2NX99 6 in o2NV65 1 Yin o2NV64 
'eq In 0.2031 In J2NX67 1 Yin o2NX66 2 ¥2 in o2NX69 eo aya a in ayy 
— — — 7% In J2NV7 41n J2NV77 

0.2340 V6 in J2NX89 1 Yin o2NX84 2 Yin 92NX83 “6 in o2NV91 1% in o2NV90 
B 0.2380 Vie in J2NX88 1 in O2NX87 2 Ys in J2NX86 “6 in o2NV94 1 Yin JZNV93 
C 0.2420 V6 n o2NX91 1 Yin 92NX90 2 Ye in o2NX89 “6 in o2NV97 1% in o2NV96 
0 
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0.2460 Vie 1n 92NX94 1 Yin 92NX93 2 4 in J2NX92 “6 in o2NWO1 1 Yin J2NV99 
0.2570 %i6 1n o2NX98 1 Yin J2NX97 2’ in o2NX96 “6 in v2NWO05 1% in o2NWO04 





Drill Bit A\ 








Blanks MONSTER — _ 

= Ground finish ™\ 

= Carbide material MONSTER é 

= Dia. tolerance: ; Decimal Item Decimal Item : 
+-0.0000/-0.0005 De Ea ty iss Fault, ft, | SENIES 777 


= Additional material and sizes — yj.» —~p.0312 12" a0gc19. ?%se" 0.3281 12" 403067 
are available on Grainger.com® Ye 0.0469 We 40252 ues WEL iP 403089 Tool Blanks 
sii bc’ 64 "4 64" : bs 
These solid carbide drill bit blanks —%s"— 0.06251" 402V54. —%' 03750 11" a03Aa7_ | ™ Unfinished 


Item 
Thickness W L No. 
Yao" Ye. 1° 403F6/ 








Ae 0.0625 12" 403023  %' 0.3750 6’ 402248 = Carbide material Yo" Vie" 1" 403F68 
cae i standard sizes expressed Yea 0.0781 1%" = 402Y56 ar" 0.3906 =~ 12" 403077 = Parallelism and flatness Ya 30" 1% 6" A03F70 
ostcommon tade sue used 1 — bis — TW eB Jats | tterances: 0.020 ——a 

32" ; Yo" 402Y5 As. 4375 2" 40224 olerances: +0. 16 ; ; 
OS: PonON alee ee Yo" 0.09383" 402¥61_ 7c" 0.43756" 402759" | pe aa Ve 1 V6" 40372 
Oa ee ae ee ee ee Thick : 0.008": Width: | se" 8" 408638 
igh- @ 125 | a" _0, "4 ickness: +0. : Width: an | 
cobalt Steel and high speed Steel % 0.1250 1" 402Y69 «s" 0.484412" «403094 40.012": Lenath: +0 008" i YT" 403F89 
drill bit blanks. They provide good ir 0.1406 12" 403035 1" 0.5000 vs 403A49 paghiGaal aL Ar Va" 27" 403F92 
. . . . u u W i u 5 u u 

wear resistance when drilling into Ye 0.1562 1 72 402Y89 By : ep +5 ee Z | lona ma erla us ws, 6 403G57 
; Yo" 0.1562 12" 403037. 7" 0.53 403D0 and sizes are available i; Ys" 12" 403G60 

the toughest materials. Machined 9 “77 0.1719 Z SUE it WEY su brat eal . vl 17" 6" 403H16 
Il bits wi Ae 1875 "~~ 403A37 16" 5625 "4 on Grainger.com aos’ ~——«_—«AOBH12 

to create custom aril bits with . ve 0.1875 12" 403043 5%" 0.6250 ~—s3"~—«402Z80 9 1%" 6" _403H03 
precise dimensions to suit specific vie 0.2081 12 403¢47 % 0.6250 12 403005 Commonly used as wear ee he" 1" 403G73 
icati 6s" 0. "40305 A ei Ae SCY’ =~” ~——«ADBF 87 
applications. Typically used to 7 — 00 —aRA ooo 4 an parts, tools, grinder rests, and as 70 
check size of a drilled hole or to ve 0.2600 12 403C85 ye 0.8125 2 403015 appliance parts, these solid 7; on +5" 403699 
7a" 0.265 "403057 7%" 875 m4 : ium-arai A yy" 2" ‘40368 

create daHgee: drifts, punches, %o 0.2812 ~—s 12". «403059 «= 7%" 0.8750 ~=— 12": 403D17 C-2 grade medium oral A % 6" _403G83 

0 

rollers, locating pins, spindles, or ~i94;"-—9:9969 19" 40361 7! 10000 4" —403A15 carbide strips contain 6% to ee Me" AD 40398 
knockout pins. Ae 0.3125 1% 403A46 {1.0000 12".—-«403D22 8% cobalt. A ¥;" 12" _403G97 
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MACHINING 
Drill Bit Sharpeners 








Sharpener 
No. 6YB32 


DARE ® 
/-20n 
Wl | 


ORILL SHARPENER 





Drill Sharpener V-390 
Sharpening No. 6MVH6 
Attachment 


No. 3ZH44 


¥T-3000 


DEILL SHARPENEH 





Drill 
Doctor 


The Drill Bit Sharpener 


Drill Sharpener XT-3000 
No. 6MVH7 


Drill Bit Sharpeners IDA IRISSE 


For standard conic and split point styles. Drill Sharpener V-390 No. 6MVHG6 is for 
light-duty, intermittent jobs. Drill Sharpener XT-3000 No. 6MVH7 is an advanced 
manual sharpener for use on a variety of drill sizes and styles. Drill Sharpener 
with Auto Sharpener XT-3000 No. 6MVKO performs the same functions as 

No. 6MVH7, but automates the drill sharpening process for higher volume 
requirements. 


Drill Bit Sharpeners 


Sharpeners—Easy chuck alignment system for quick, precise sharpening. 
110V, 1.75 amp motor produces 20,000 rpm. Long-lasting diamond wheel 
sharpens standard twist, HSS, TiN, cobalt, carbide, and masonry drills in under 
60 sec. Nos. 6YB32 and 6YB33 can be used with split point bits. No. 6YB32 
includes carrying case. 


Sharpening Attachment—Locks into 5 standard angles (88°, 68°, 59°, 49°, 
and 41°) to quickly resharpen drill bits. Use with ANSI, OSHA, UL Listed standard 
electric bench or surface grinders. 





Grinding Drill Angles Mfr. Item 
Mtr Item Table Description Wheel Dia. (in.) Dia./Cap. Sharpened Model No. 
Features Brand Model No. Drill Sharpener V-390 3 Yea" 1 18° to 140° JVT390 6MVH6 
Sharpeners Drill Sharpener X1-3000 6 Ye" 118° to 150° LEX900 ~~ 6MVH7/ 
zs i s D ill h A t ° ° 
OE yee eeminas on teeoootStiBiee Pri Doctor D0350x GYB34 | Sharpener XT-3000, © "He 118°t0 150° LEXGO0A_6MVKO 
Fa Aap nt Point ee meee toe ee : Mfr. Item 
iminate Jaw Twisting on Small Bits, Longer Chuc inti 
Jaws Hold Bits More Precisely, Permanent Magnet PHM DOROE DeoUys pte For Use With No. SMV ee Model No. 
Motor, Push-to-Stop Drill Point Splitting Port Cubic Boron Nitride Grinding Wheel, 3° Dia., 180 Grit PP11125GF 6MVK3 
Adjustable Material Take-Off, Cast Aluminum Point Angle Diamond Grinding Wheel, 3” Dia., 180 Grit _ PP11115GF 6MVK4 
tect Chick Jawe Hold bits More Bea Permanent Dvill Doctor DD750X 6YB32 genie Re NTA PP16060GF  6MVK7 
Magnet Motor, Push-to-Stop Drill Point Splitting Port Cubic Boron Nitride Sanding Wheel 6" Dia. 180 Grit PP16050GF 6MVK5 
Sharpening attachment (For Use With BenelvSurtace Grinders) Diamond Grinding Wheel, 6" Dia., 180 Grit PP16052GF 6MVK6 
utomatically djusts to the Correct G earance Angle, ror Aeneral Mfr. No. XT-3000 
Standard Angles 88", 68°, 59°, 49°, 41°, Works with Tals 825  32ZH44 Drill Bit/End Mill Sharpener Part, 3-12mm XT LEX400 6MVJ7 
in to % in, #1 to #30, A to Z, 3 to 19mm Drill Bits Drill Bit/End Mill Sharpener Part, 12-21mm XT LEX450 6MVJ8 
For Use With Mer. Item Drill Bit/End Mill Sharpener Part, 3-21mm XT LEX500 6MVJ9 
Type Mfr. Model Number Brand Model No. Mfr. No. XT-3000, XT-3000 Auto 
Replacement Grinding Wheels Drill Bit/End Mill Sharpener Part, X1-3000 : LEX300 6MVJ4 
Standard Diamond 180 Grit 400, 500, 750 7 Drill Doctor SA01326GA 2EJX5 Mfr. No. XT-3000, XT-3000 Auto, Must Be Used with X-Y Table Mfr. No. LEX1 00 = 
DD750X, DD500X Drill Doctor DA31320GF  2EuX1 Drill Bit/End Mill Sharpener Part, For Drill Bits and End Mills LEX150 6MVJ1 
C Di d 100 Grit 300, 400, 500, 750 Drill Doctor SA01328GA _2EJX6 Drill Bit/End Mill Sharpener Part, For Drill Sharpeners LEX200 6MVJ2 * 
Dale, SNaiON A DD750X, DD500X Drill Doctor DA31325GF  2EuX2 Drill Bit/End Mill Sharpener Part, For LEX100 LEX250 6MVJ3* 
Replacement Chucks Mfr. No. XT-3000, XT-3000 Auto, Required with Attachments: Mfr. No. LEX150, LEX200, LEX250 
Chuck DD750X, DD500X Drill Doctor  DA70100PF  2EJX3 Drill Bit/End Mill Sharpener Part LEX100 6MVJO 
= Drill Doctor DAO2105PF — 2EJX4 * Requires LEX100. 
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MACHINING 
Center Drills & Countersinks 








Jig Bore Style, . Bell Tip, 
Right Hand, “AY Right Hand, 
Single End — Double End 
No. 33UN59 No. 33UM96 


Center Drills (==> 


Center drills consist of a pilot drill and a countersink and 
are used to create holes at the center of a piece of stock 
so it can be turned between centers on a lathe in metal- 
working tasks. Drills with a plain tip are the standard 
choice for creating center holes. Drills with a radius tip 
have a tapered flute that allows them to create more 
accurate holes than other styles of center drills. Drills 
with a bell tip have a 120° chamfer on their tip that 
bevels the outer edge of the center hole to strengthen 

it and protect it from damage in applications where 

the piece of stock will go through multiple machining 
passes. Jig-bore drills have a flat on the shank for 
securing them to a jig borer machine with a set screw. 









5-Pc. Set, 

Plain Tip, 
Right Hand, 
Double End 
No. 1DBT6 





High-Speed Steel—Provides good wear resis- 
tance in a wide range of machining applications. 


Cobalt Steel—Provides good wear resistance 
when machining hard materials at high speeds 
and is harder than high-speed steel. 


Powdered Metal—Stronger than high-speed 
steel and cobalt steel. 


Solid Carbide—Provides excellent wear resis- 
tance when machining the toughest materials, 
such as stainless steel. 


Bright Bright 
Drill (Uncoated) | TiN Drill (Uncoated) ‘TiN 
Drill Countersink Body Point Overall Item Item Drill Countersink Body Point Overall Item Item 
Size Angle Dia. Dia. Length No. No. Size Angle Dia. Dia. Length No. No. 
Radius Tip, Right Hand, Double End #4-1/2 60° Ye" Ya" 2" | 38UN71 | 33UN72 
High-Speed Steel #4-1/2 60° ye" Ya" 4" 1DBN3 _ 
#2 60° Ye Yes" 1%" =| ~338UM22 _ #4-1/2 60° ye" Ya" oD 1DBN4 _ 
#3 60° Ya" Ya" 2" 33UL56 _ #4-1/2 60° ye" Ya" 6" 1DBN5 _— 
Plain Tip, Right Hand, Double End #4-1/2 82° ye Yea" YA" 2RTW7 | 4FVX6 
Carbide #4-1/2 90° yr He 2" 1DBH6 _ 
#0 60° Ye" Ve" 1%" 1DBJ5 _ #0 60° ~e Ve %" 3P287 | 1DBE9 
#1 60° Ye" ea" 1" 1DBJ6 _ #5 60° ~ce' He 4" 1DBN6 _ 
#2 60° Ye" Yea" 2" 1DBJ7 _ #5 60° ~e' Ae oO. 1DBN7 _ 
#3 60° Ya" Fea" Z 1DBJ8 _ #9 60° ~ce' Ae 6" 1DBN8 _ 
#4 60° “ce 2% 1DBJ9 _ #9 82° ~e' He" 2RTW8 | 4FVX7 
#4-0 60° Ye" 0.0150" 1%" | 33UN80 — #0 90° f~e' 2" 2%" 1DBH7 _— 
#5 60° ~Ae' Ve DH" 1DBK1 _ #6 60° Yo" Te" 3. 3P289 = 1DBF1 
#6 60° Yo" 2" a 1DBK2 _ #6 60° Yo" Re" 4" 1DBN9 _ 
#7 60° ¥e" Ye" 35" 1DBK3 _ #6 60° Yo" ta" a 1DBP1 _ 
#8 82° a" He" 4" 33UP11 _ #6 60° Yo" 2" 6" 1DBP2 _ 
Cobalt #6 82° Yo" Te" 3" 2RTW9 | 4FVX8 
#0 60° Ye" Veo" 1" 1DBF7 _ #6 90° Yo" 2" o. _ 2RTY4 
#1 60° Ye" Yea" 1%" 1DBF8 _ #6 90° Yor VA o 1DBH8 _ 
#2 60° Yo Yea" 1DBF9 _— #7 60° ye ' Y 3P291 1DBF2 
#2-0 60° Ye" 0.0250" 11%" 1DBF6 _ #7 60° Ye" VA 6" 1DBP3 _ 
#3 60° Yq" Fea" 2" 1DBG1 _ #7 82° Yr Va" OY 2RTX1 _ 
#4 60° Yo =" 1DBG2 _— #7 90° Ye" OY" 1DBH9 _ 
#4-1/2 60° Ye" Yea" 22" | 338UN75 _ #8 60° Yq" He BY" 3P293 = 1DBF3 
#5 60° Ae Ve" 1DBG3 _— #8 82° Yq" He BY" 2RTX2 _ 
#6 60° i ae 3. 1DBG4 _ #8 90° Yq" 130" BY" 1DBJ1 —_ 
#7 60° 9s" Ya" 3 1DBG5 _ #9 60° Re 1V30" 3P295  1DBF4 
#10 60° 1" Ye" " 1DBG8 _ #9 82° 7 1¥0" BH" 2RTX3 _ 
High-Speed Steel #10 60° 1 Ye" 3%" 3P297 | 1DBF5 
#0 60° We - Vee 1 3P277 | 1DBE4 #10 82° ic Ye" 3%" 2RTX4 _— 
#0 82° Ye" Veo" 1" 2RTW2 — Powdered Metal 
#0 go° Ve a 1DBH1 — #4 60° Yo =’ SY" | = 33UM36 — 
#1 60° Ye" Yea" 1%" 3P279 | 1DBE5 #0 60° ~c' Ye’ 2%" ~| ~B8UM42 _ 
#1 60° Ye" Yea" oh 1DBK5 _— #6 60° Yo" 9" 3 33UM48 — 
#1 60° Ye" Yea" 4" 1DBK6 _— Plain Tip, Left Hand, Double End 
#1 60° Ye" Yea" a 1DBK7 _— High-Speed Steel 
#1 60° Ye" ea" 6" 1DBK8 _ #2 60° Yo" Yea" 1%" =| 83UL55 — 
#1 82° Ye" Yea" 1%" 2RTW3 _ #3 60° Ya" ea" Z 33UL57 — 
#1 90° Ye" Yea" 1%" 1DBH2 = 2RTX7 #4 60° Yo =—s Me" Ss" =| B3UL59 _— 
#2 60° Ye Hea" 1H" 3P281 1DBE6 #6 60° Ya" __ Yar 3 33UM53 — 
#2 60° Ye Yea" oh 1DBK9 —_ Jig-Bore Style, Right Hand, Single End 
#2 60° Ye" Yea" 4" 1DBL1 _ High-Speed Steel 
#2 60° Ye" Yea" a 1DBL2 _ Ya 60° Yo" Va" 3%" | 33UN59 — 
#2 60° Ye" Yea" 6" 1DBL3 _ Bell Tip, Right Hand, Double End 
#2 82° Ye Yea" 2RTIW4 | 4FVX3 Carbide 
#2 90° Ye Hea" 1H" 1DBH3 |= 2RTX8 #15 60° fe 2" Ya" | SSUN96 _ 
#2-0 60° Ye" 0.0200" 1%" 3P275 — Cobalt 
#2-0 60° Ye" 0.0250" 114" _ 1DBE3 #12 60° Yo Ve Ss 1%" =| = 83UL63 — 
#3 60° Ya" Yea" 2" 3P283 | 1DBE7 High-Speed Steel 
#3 60° Yq" Fea" a 1DBL4 _ #13 60° Ya" Ho" 2" 33UM95 |33UM96 
#3 60° Ya" Fea" 4 1DBL5 _ #17 60° %" eo" 3834" | 33UN31 —33UN32 
#3 60° Ya" Yea" 5 1DBL6 _— Bright 
#3 60° Ya" a" 6 1DBL7 — (Uncoated) | TiN 
#3 82° Ya" Fea" 2 2RTW5 _ Item Item 
#3 go° Ya" Fea" 2 1DBH4 = 2RTX9 Sizes Incl. No. No. 
#4 60° Ye =o" DY" 3P285 | 1DBE8 5-Pc. Sets, Plain Tip, Right Hand, Double End 
#4 60° Yes 3" 1DBL8 — High-Speed Steel 
#4 60° Yes" 4 1DBL9 _ #1, #2, #3, #4, #5 1DBT6 | 4FUA2 
#4 60° Yes" 3) 1DBN1 _ Cobalt 
#4 60° Ye 6 1DBN2 _ #1, #2, #3, #4, #5 4FUA3 _— 
#4 82° Ye =o" YH" 2RTW6 | 4FVX5 Carbide 
#4 90° Ye =" YH" 1DBH5 = ~—s 2RTY1 #1, #2, #3, #4, #5 4FUA4 _— 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Fast-Cut 1-Flute 
No. 21MK99 





7-Pc. Set 
No. 21ML39 


* WesnwarD’ 





High-Speed Steel 
Countersinks 


= 82° countersink angle 

= Bright finish 

Countersinks expand the top of an existing hole ina 
workpiece to allow countersinking screws to install 
flush with the surface of the workpiece. This helps 
prevent the workpiece material from swelling when 
a screw is inserted in the hole and tightened down. 


Fast-Cut 1-Flute—Leaves clean edges on holes 
and has a high, positive rake that reduces vibration. 


3-Flute—Typically provides better chip clearance 
and performs better when machining stringy materi- 
als than countersinks with more flutes. 


6-Flute—Provides fast material removal and leaves 
a smooth finish. Removes more material with each 
revolution and typically provides more wear resis- 
tance than countersinks with fewer flutes. 





Body Shank Overall Item 
Dia. Shank Dia. —_ Length Length No. 
Fast Cut 1-Flute 
V4" Ya" — 1/2" 21ML02 
34" Ya" Us 13" 21MK98 
Ys" Ya" il 2" 21MK97 
73" Ye" 1" 24" 21ML01 
Yq" Ys" 1Y%" 278° 21MK99 
il Ys" 1V%4" 254" 21ML03 
1Y%," Ys" 1V," 254" 21ML04 
3-Flute 
V4" Ya" — 1/2" 21ML12 
34" Va" Us 1%" 21ML08 
Ys" Ya" 1" 2" 21ML07 
7" Ye" 1: 24" 21ML10 
Yq" YA" 1V4" 278" 21ML09 
1" Ys" 1Y%," 254" 21ML11 
6-Flute 
Ya" Ya" — 1/2" 21ML19 
A Ya" ih 2" 21ML27 
3" i Zz 21ML34 
5/4" V4" 1" 24" 21ML33 
¥" 1" 2 V4" 21ML30 
Yq" Ys" 1Y%" 298" 21ML28 
Us Ys" 1%," 254" 21ML36 
i Y" 14" 234" 21ML31 
1Y%," Ys" 1Y%" 254" 21ML38 
No. of No. of Sizes Item 
Pieces _ Flutes Included No. 
Countersink Sets 
5 1 Va" Ye", Vo" Ya", 1" 21ML06 
5 3 Va" Ye", Vo" Yq" 1" 21ML13 
7 6 M4", He’, Ya", V2", "Va", 1" 21ML26 
rd 6 Ms", Ae’, Ye", V2", %", Ya", 1" 21ML39 








MACHINING Scan. Order. Done. Ma 
Countersinks Details on page Al. 


Additional countersink and reamer sizes, types, and brands are available on Grainger.com®. 


Countersink Material Information 


High-Speed Steel—Provides good wear resistance Bright (Uncoated)—Unaffected when the counter- TiAIN—Protects against wear in dry, high- 
in a wide range of countersinking applications. sink's cutting edges are resharpened. speed machining tasks and can withstand high 


Cobalt Steel—Provides good wear resistance TiN—Protects against wear, increases chip flow in Velie Mes. 


when machining hard materials at high speeds and _ softer materials, and allows for higher speeds than 
is harder than high-speed steel. bright (uncoated) finish. 


p Bright (Uncoated) TiN 
Bright (Uncoated) (KEQ) 60° 82° | 60° | 82° | 90° | 100° 
No. 1DBP5 ‘i Body Shank Shank Overall, Item ltem Item Item | Item | Item 


Dia. Dia. Length Length No. No. No. No. No. No. 
4" = 7s" 


Anti-vibration Cobalt «: tes ADBPS-AEWAD AFA FWA aR — 
= — | |] 





WT UT97 
Steel Zero-Flute Ve Teta APB | — 
2 Mal 1V" 17s" | — | AFWA3 | 4FVY5 |4FWC2) 4FVZ4 | — 
Countersinks an a a A A: 
ee Ve “Ae Te DEPT | — | — | —~ T - 
Zero-flute countersinks minimize vibra- a Ea =a 
. . 8 — 8 — — — — — 
ope sin tion and chatter during use and prevent 5A! HGS FWAS AFVY7 4FWOS 4EVZ6 
: chips from sticking to the tool. They ¥ 1% 2%" | 1DBPSB — OO 
liad leave smooth, clean edges as the er — re are OSTA 
; ge y Yat He TV" 2" | —_ | AFWAG | 4FVY8 4FWC5 4FVZ7) — 
expand the top of a hole in countersink- a a) ee 
ing tasks. Commonly used for installing {" oe a oe = + arwar aevve aewes aevee 
aluminum frame storefronts, glass ea a a 
; ; i 2 4 2 = = 
and window design, and architectural 5-Pc. Countersink Sets 





metalworking applications. Ve, a", Vo", Va", 1" 1DBR3 | 4FWAQ | 4FVZ2 4FWC8 4FWA1) — 







Fast-Cut 1-Flute Countersinks Ee» 






“—™ Single-flute countersinks can be used at high speeds. They have a high, positive rake that reduces vibration 
High Speed Steel during use, and they leave clean edges as they expand the top of a hole in countersinking applications. 
costed HIGH-SPEED STEEL, BRIGHT (UNCOATED) COBALT, BRIGHT (UNCOATED) 
No. 3P419 60° | 82° | 90° | 100° | 120° | 60° 82° go° | 100° | 120° 
Body Shank Shank Overall | Item Item Item Item Item Item Item Item Item Item 


Dia. Dia. Length Length No. No. No. No. No. No. No. No. No. No. 
Ya Zi = 1%" | 1DBW9  3P423  3P425 | 4FUA/ | 4FUF4 | 3YRH4 | 3YRL1~= 3ZTU9 = 3ZTX6 | 3ZUD9 
Ye" Zs Re 1%4" | 1DBX1_ 3P434 | 3P439 | 4FUA8 | 4FUFS | 3YRHS | 3ZTR4 == 3ZTV1_ | 3ZTX7 | 3ZUE1 
Ya" Ya 1" 2" 1DBX2 | 3P419 | 3P421 | 4FUA9 4FUF6 3YRH6 | 3ZTR5 | 3ZTV2 | 3ZTX8 = 3ZUE2 

5-Pc. High Ye" Ye" 1" 2%" | 1DBX3 | 3P441 | 3P446 | 4FUD1 = =4FUF/ = 3YRH7 | 3ZTR6 | 3ZTV3 | 3ZTX9 |= 3ZUE3 

ili dede ya" Ya 1%" 2% | 1DBX4 | 3P427 | 3P429 | 4FUD2 4FUF8 §3YRH8 | 3ZTR/ | 3ZTV4 | 3ZTY1  3ZUE4 


" Speed Steel 1 YA" TV" 274" 1DBX5  3P415 | 3P417 | 4FUD3  4FUF9 | 3YRH9 | 3ZTR8 = 3ZTV5 | 3ZTY2 | 3ZUE5 
Uncoated 1%!" yp" 1" 274" — 4FWF8 | 4FWG3 | 4FUD4 | 4FUH1 — 3ZTR9 | 3ZTV6 | 3ZTY3 | 3ZUE6 
No. 1DBU4 1¥;" Yq" 1" 2% — 4FWG4 | 4FWF9 | 4FUD5 |= 4FUH2 — 3Z1T1 | 3ZTV7 | 3ZTY4 | 3ZUE7 
5-Pc. Countersink Sets 
Ya" Ye" Yo" fy" 1" 1DBU4  1DBU5 | 1DBU6 | 4FVD3 | 4FVD4 | 3ZUG4 = § 3ZUG5 | 3ZUG6 | 3ZUG/ §=3ZUG9 


General Purpose 3-Flute Countersinks (KEQ) 


Three-flute countersinks typically provide better chip clearance and perform better when machining stringy 
materials than countersinks with more flutes. These countersinks are compatible with a range of materials 
and are the most common choice for expanding the top of a hole in countersinking tasks. 





~ 







High-Speed Steel, 
Bright (Uncoated) 


No. 1DBX6 HIGH-SPEED STEEL, BRIGHT (UNCOATED) COBALT, BRIGHT (UNCOATED) 
60° 82° 90° 100° 120° 60° 82° 90° 100° 120° 
Body Shank Shank Overall | Item Item Item Item Item Item Item Item Item Item 


Dia. Dia. Length Length No. No. No. No. No. No. No. No. No. No. 
yj! yj! = 1%" | 1DBX6  3P390 | 3P392  4FUJ8 | 4FUP1  3YPH2  3YPK4 | 3YPNG  3YPR8 | 3YPX3 
7 yj 7 1¥" | 1DBX7  3P399 | 3P401. 4FUJ9 | 4FUP2 3YPH3 3YPK5 | 3YPN7 | 3YPR9 | 3YPX4 
i vj ily 2 | 4DBX8  3P386 | 3P388 | 4FUL1  4FUP3 | 3YPH4 3YPK6 | 3YPN8 3YPT1 | 3YPX5 
: Ha 7 ib Vs" | 1DBX9 | 3P403. 3P405 | 4FUL2 | 4FUP4  3YPH5 | 3YPK7  3YPN9 | 3YPT2  3YPX6 
5-Pc. High Ys Yo" 1% 25%" | 1DBY1  3P395  3P397 | 4FUL3  4FUP5 | 3YPHG 3YPK8 | 3YPP1.3YPT3 | 3YPX7 


Speed Steel 1 Yo" 1V;" 2¥%s' | 4FWG5S | 3P407 | 3P411 | 4FUL4 | 4FUP6 | 3YPH7 = 3YPK9 | 3YPP2 | 3YPT4 |= 3YPX8 
Uncoated 14" VY," 1," 234" — 4FWG8 | 4FWH1 | 4FUL5 §4FUP7 — 3YPL1 | 3YPP3 | 3YPT5 | 3YPX9 
No. 1DBT7 1" 4" 1V;" 27 — 4FWG9 | 4FWH2 | 4FUL6 = 4FUP8 — 3YPL2 | 3YPP4 | 3YPT6 | 3YPY1 

5-Pc. Countersink Sets 
Va" Ye" Yo" V4", 1" 1DBT7 | 1DBT8  1DBT9 | 4FVD5 | 4FVU8 § 3YRG5 | 3YRG6 | 3YRG7 | 3YRG8 | 3YRH1 


High-Speed Steel, 
Bright (Uncoated) 








No. 1DBY7 Het seat STEEL, BRIGHT (UNCOATED) a COBALT, BRIGHT (UNCOATED) on 
CE» Body Shank Shank Overall Item Item Item Item Item Item Item Item Item Item 
Dia. Dia. Length Length No. No. No. No. No. No. No. No. No. No. 
_ - . Var Va — 1%" | IDBY2 | 1DBY8 | 1DBZ5 | 4FUT5 | 4FUY5 | 3ZUH3 | 3ZUN3 | 3ZWY2 | 3ZXE2 | 3ZXP2 
Smooth-Finish eV" 7 1%" | 4FWH5 | 4FWJ4 | 4FWK3 | 4FUT6 | 4FUY6 | 3ZUH4 | 3ZUN4 | 3ZWY5 — | 3ZXP3 
/ 7A 1¥%" | 1DBY3 | 1DBY9 | 1DBZ6 | 4FUT7 | 4FUY7 | 3ZUH5 | 3ZUN5 | 3ZWY7 | 3ZXE4 | 3ZXP4 
6 = t c t . k ye Va il ed 1DBY4 | 1DBZ1 | 1DBZ7 | 4FUT8 | 4FUY8 | 3ZUH6 | 3ZUNG | 3ZWY9 | 3ZXE5 | 3ZXP5 
=rFiliteé GLOUNTErsinkS a: a 9" | 4FWH6 | 4FWJ5 | 4FWK4 4FUT9 | 4FUY9 | 3ZUH7 3ZUN7 3ZWZ2 3ZXEG _3ZXP6 
Six-flute countersinks provide fast material ye OA" T 2¥;" | IDBY5 | 1DBZ2 | 1DBZ8 | 4FUU1 | 4FUZ1 | 3ZUH8 | 3ZUN8 | 3ZWZ4 | 3ZXE7 | 3ZXP7 
a 1" 2¥;" | AFWH7 | 4FWJ6 | 4FWK5 | 4FUU2 | 4FUZ2  3ZUH9 | 3ZUN9 | 3ZWZ6 | 3ZXE ZXP 
removal and leave a smooth finish as they expand A is 1%" 556 1DBY6 1DB73 10B79 aFUU3 aFUZ3 320d 32UPI 37W28 39XE9 37XP9 
the top of a hole in countersinking tasks. They nA TVA" 23," | AFWH8 | 4FWJ7 | 4FWK6 | 4FUU4 | 4FUZ4 | 3ZUJ2 | 3ZUP2 | 3ZXA1 | 3ZXF1 | 3ZXR1 
 ¥ Va" 23," | IDBY7 | 1DBZ4 | 1MBY7  4FUU5 | 4FUZ5 | 3ZUJ3 | 3ZUP3 | 3ZXA2 | 3ZXF2 | 3ZXR2 
remove more material with each revolution and ie ve ih Sr = wae pane pat qenge — aape a soe au 
7 — 14 4 4FUU7  4FUZ7 os — 5 4 4 4 
typically provide more wear resistance than coun- _»-—7-percountersink Sets : 
tersinks with fewer flutes. Yh" Ae", 3", Vo", Ye, a", 1" 1DBU1 | 1DBU2 | 1DBU3 | 4FVD7 | 4FVD8 | 3ZXU9 | 3ZXV1 | 3ZXV2 | 3ZXV3 | 3ZXV5 
2256 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
mL 





GRAINGER CHOICE” MACHINING 





Find the yf. Find Solutions. Find Great Prices. Countersinks & Counterbores 
BRIGHT (UNCOATED) TiALN 
60° 82° 90° 100° 60° 82° 90° 100° 
Body Shank Shank Overall Item Item Item Item Item Item Item Item 
Dia. Dia. Length Length No. No. No. No. No. No. No. No. 


Fast-Cut 1-Flute 





Yi | BZ2XVG | 3ZXX6_ | 32X26 | 3ZYC6 | 3ZXW6 | 3ZXY6 | 3ZYAG | 3ZYE5 
Ye Ve’ ———s%"_|BZXV7_ | 32ZXX7_|3ZXZ7_|3ZYC7_| 3ZXW7_ | 3ZXY7_| 3ZYA7_ | 3ZYE7 : 
Yar Vs — 1%" | B2XV8 | 3ZXX8_ | 3ZXZ8_ | 3ZYC9 | -3ZXW8 | 3ZXY8 | 3ZYA8 | 3ZYE9 ~~ 
yr 1" | 3ZXW9_ | 3ZXX9_ | 32X29 | 3ZYD2_| 3ZXW9 | 3ZXY9 | 3ZYA9 | 3ZYF2 = 
yy eT Z — — 3ZYA1 — — — 3ZYC1 — = 
: yr 2" | 3ZXWi_ | 3ZXxY1 — 3ZYD4_| 3ZXX1_ | 3ZXZ1 — 3ZYF4 a.» 
ne — 1 2Vi"_ | 3ZXW2_| 3ZXY2_ | 3ZYA2_ | 3ZYD6 | 3ZXX2_ | 3ZXZ2_ | 3ZYC2_|  3ZYF6 
Yr TVs" 254" | 3ZXW3_ | 3ZXY3_ | 3ZYA3_ | 3ZYD8_|3ZXX3_ | 3ZXZ3_ | 3ZYC3_ | 3ZYF7 
1" a) </ — — 3ZYA4 — — — — — 
{" Ty" 2%") 3ZXW4 | 3ZXY4 — 3ZYE1_| 3ZXX4_| 32X24 | 3ZYC4_| 3ZYF8 
Vi vy Ty 2g = = 37VA5 — = = —_ —_ Fast-Cut 1-Flute 
V/A 3" | 3ZXW5 | 3ZXY5 — 3ZYE3_| 3ZXX5_ | 3ZXZ5 | 3ZYC5 | 3ZYF9 Bright (Uncoated) 
3-Flute No. 3ZXY4 
Yer 82YGT_ | 32ZYS1_ | 3ZYLi_ | 3ZYT1_| 3ZYH1_|3ZYKi_| 3ZYP1_| 3zYVi 
Ye Ve’ SO Ss" | ~3ZYG2 | 3ZYJ2 | 3ZYL3_ | 3ZYT3 | 3ZYH2 | 3ZYK2 | 3ZYP3_| 3ZYV3 
Yr VS 1% | 32YG3 | 3ZYJ3_ | 3ZYL5 | 3ZYT5 | 3ZYH3_ | 3ZYK3_| 3ZYP5 | 2ZTP2 5-Pc. Sot 
Yr "1" | BZVG4 | 3ZY4_ | 3ZYL7_ | 3ZYT7_|3ZYH4_ | 3ZYK4_|3ZYP7_| 2ZTV5 ipleoediaias 
rn rn Z 3ZYG5 | 3ZYJ5 | 3ZYL9 | 3ZYT9 | 3ZYH5 | 3ZYK5 | 3zYP9 | 4CJT2 6-Flutes 
a a 2¥4"_ | 3ZYG6_ | 3ZYJ6_ | 3ZYN2 | 3ZYU2 | 3ZYH6 | 3ZYK6 | 3ZYR2 | 4CJT3 No. 4CKF4 
Yr TVs" 54" | 82VG7 | 3ZYJ7_ | 3ZzYN4_| 3ZYU4_ | 3ZYH7 | 3ZYK7 | 3ZYR4 | 4CJT4 : 
i" Br vs 2%" | 3ZYG8_ | 32YJ8_ | 3ZYNG_ | 3ZYU6 | 3ZYH8 | 3ZYK8 | 3ZYR6_| 4CJTS5 7s) 
; u is yr ve 3" 3ZYG9 | 3ZYJ9 | 3ZYN8 | 3ZYU8 | 3ZYH9 | 3ZYK9 | 3ZYR8 | 4CJT6 GE¢ 
-Flute 
Yi I | ACITT | ACIVO | ACJY2 | ACKA4 | 4CJU8 | 4CJX1 | 40NZ3_ | ACKCS . . 
ee eee ie ge Garbide Countersinks 
a " g" | 4 4 4cJY4 | 4 4 : 
al ye HR 13," | -ACJUT | ACIW3- | ACIY5 | ACKAT~ | 4CIV2 | 4CJX4 | 4CJz6)acKes~ Carbide countersinks provide excellent wear resistance 
yr Ve il a 4CJU2_ | 4CJW4 | 4CJY6 | 4CKAS | 4CJV3_ | 4CJX5 | 4CJZ7_ | 4CKC9——Ss when machining the toughest materials, such as stain- 
a 2¥4" | ACJU3_ | 4CJW5 | 4CJY7 | 4CKA9 | 4CJV4 | 4CJX6 | 4CJZ8 | 4CKD1 


Yi __Vs___ Tt" | AGJU4 | ACJWG | 4CJY8 | ACKC1 | 4CJV5 | 4GJX7 | 4GJZ9 | a4ckD2 [ess steel. 
Pet "| ACU ACW | ACJ ACKC2 | ACIV6 | ACJX8_ | 4CKAT_|4CKD3 
i 3 Fast-Cut 1-Flute—Leaves clean edges on holes and 


, TV; 4CJU6 — 4C0JZ1 | 4CKC3 | 4CJV7 — 4CKA2 — 
1A Fh z — | 4cswe = — | 4CJX9 | — | 4CKD4 , i nar 
TH yO" BY" | ACJUT «=| O4CJW9 | 40322 © 4CKC4 | 4C0JV8 | 4CJY1 | 4CKA3 | 4CKD5 has a high, positive rake that reduces vibration. 
BRIGHT (UNCOATED) TiAIN 3-Flute—Typically provides better chip clearance and 
Item a ae sal a a aan an performs better when machining stringy materials than 
5Pa- ts Sizes Intl. No. No. No. No. No. No. No. No. countersinks with more flutes. 
“FC. Uu | 
Fast-Cut Single Flutes = —_ j j 
neg et xan tors —= aos Tsoker aoe [-xoxor— SPU Powe ast materi ona ane eaves 
3-Flutes ; - 
a", Ye", Ve", Va, 1" ACKF6 ACKF8 4CKG1 ACKF4 ACKF7 ACKF9 4CKG2 ACKF5 countersinks with fewer flutes. 
= 
GL Broaches Hassay Savage Company 
Cobalt Steel Counterbores = High-speed steel 
with Built-In Pilots Broaches machine keyways and other shapes into a hole. Davis-style 


keyway broaches create precise keyways in the bore holes of pulleys, 
gears, washers, and other shaft-mounted parts to lock them to keyed 
shafts. Hex and square broaches punch hexagonal or square holes in 
fixtures, jigs, and sockets. Hex broaches turn a round pilot hole into a 
»\. hexagonal hole in a single pass. Square broaches turn a round pilot hole 


Counterbores make a flat-bottomed cavity at the S 
top of a hole so that a bolt, nut, or other part is 

hidden beneath or sits flush with the top of the 

hole when installed into it. Also called solid pilot 
counterbores, these counterbores have a built- 





in pilot that keeps them centered in the hole to Pe oe ally m a ottele a _ pa: . | 
versize eyway roac in. ax. tem 
ensure a level seat. The pilot cannot be removed. aa SETLE Width Length Length of CutLength of Cut No. ‘ 
Cobalt steel counterbores provide good wear Davis-Style Keyway = _ 
resistance when machining hard materials at high a 18. aa 1M. euote | Davis-Style 
speeds. For additional sizes, see Grainger.com®. ve 20" 116" 5% 12v21 9 s Page dite ; 
Je" 16 THe" 16" 5 No. 
For a7 z 3 7 : 
: V6 20 1"%6 5V6 12V225 - 
Screw Bore Pilot Overall Item : , i , 
Size__Dia._Dia._Length_ Shank Dia. _No. = a es ae ne : 
versized 
7 7 i i 5.00mm 16° 3" 1% 12V250 = 
ee ee a.) os a ie _ aa 800mm 30" Ve BH 6" 12255 : 
#10 0.330" 0.205" AV" Yao" 2RTND 14.00mm 20" Ve 5/6 12V259 : 
vy" 0.398" 0.265" AV" Ag 2RINS 25.00mm 20" Ye 5/6: 12V265 s 
vy" 0.414" Yao" Av," A" 2RTNQ Min. Max. 4 
Ae 0.491" 0.323" 4" 3a" 2RTP2 ; a Broach Length Length Pressure Item 5 
He 0507 0.343" Ai," 3p" ORTP3 Hex Size Drill Size Length of Cut of Cut Required No. : 
x" 0.961" 0.641" 6" 3" 2RTR5 ex 5 
v4 0.588" 0.390" 5" va ORTP5 yy Ye" 4%°° Ve Yep" 120 lbs. 12V266 . = 
3" 0.604" 13/49" 5" iy" ORTPG 13/9" 19/9" 10° Y" 1%" 4100lbs. 12V275 = 
TA 6" 0.679" 0.452" 5" i" 2RTPS Ve: Ae 4y'° 1%" 6/00 lbs. 12V279 Hex &3 
he 0.695" 0.468" 5" WA ORTPO x Ze 16%  %' 1%" 7250 lbs. 12V280 No. = 
ye O77 0.515" Al ORTR2 400mm 4.00mm 51%" YA" Yo" 340 lbs. 12285 . = 
i” 0.780" 0.531" 6" i" ORTR3 8.00mm 8.00mm 8s" 3%’ 1" 2175 lbs. 12V289 12V285 2 
vl 0.977". 0.656" 6" 57," 2RTR6 20.00mm 20.00mm 17%' %' 1%" 14,150 lbs. 12V295 = 
3" 1.203" 0.781" 7 i" 2RTRS 25.00mm 25.00mm 19%" %%' 1%" 22,000 Ibs. 12V298 | = 
, i 1.588" 1.032" ' 1" 2RTT3 Min. Max. = = 
tandard Square Broach Length Length Pressure tem = = 
#4 0.217" 0.143 3 oe ane , Size Drill Size Length of Cut of Cut Required No. = 3 
#0 0.237" /32 : 16. quare = 
“6 0.663" 0.437 5" YA" 2RIP7 Vie" Ve" 644" Vie" Ys" 1200 Ibs. 12V319 = 3 
WY 0.757" 7) 5" Y" 2RIR1 Yo" 19/64" 1%" ¥" if 2300 Ibs. 12V305 = = 
x" 0.945" x" 6" 3" 2RTR4 13/39" 2Vfe4" 107%" yy" 19" 5200 lbs. 12V309 = - 
Sa" 1 4 8/' 0.766" T' V4" 2RIR7/ Ya Yo" 4%6 39% ila 5000 Ibs. 12V323 = 
Re 1.391" 0.906" T' %" 2RIR9 7-Pc. Set Ye" V4" 1812" x" 19" 7300 Ibs. 12315 = 
M3 600mm 3.4mm 71.00mm 5.00mm_ 12J465 = es 30 1" 192" 24" yy" 2 12,500 Ibs. 12V318 = 
M8 15.00mm_ 6.8mm_100.00mm_ 12.50mm__12J478 No. 1DBT3 4.00mm 4.20mm 5% eS" 1000 Ibs. 12V324 = 
M12 gap 10.2mm 100.00mm 12.50mm 12J484 3. GO gomm ye Ba is seb ie ee - 9 is 
7-Pc. Set 0mm 8.30mm "Ag" Us 5 S. 7 = 9 Oo. 
— #6, #8, #10, Ya", 6", %", V2" 1DBT3 22.00mm 22.00mm 1874 75 137" 9500 lbs. 12V333 = 12V299 
#6, #8, #10, 44", 46, ¥", Y2" +1/32" OS 1DBT5 2/.00mm 27.00mm 24%6 1%" 10,500 Ibs. 12V336 = 
#6, #8, #10, 44", Ye", 3%", Yo" +1/64" OS 1DBT4 #1 #1 67" Ya" Va" 1580 Ibs. 12V303 7 
M3, M4, M5, M6, M8, M10 33UV20 #30 #30 4%" Vie" YA" 700 lbs. 12299 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2250/7 


MACHINING Scan. Order. Done. 
Reamers Details on page Al. 





Additional reamer sizes and types are available on Grainger.com®. 
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No. 4LGU1 
ALS ee 
MONSTER I, Inc. 
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: High-speed steel Chucking Reamers ; 13 wi gin 7 | 13-Pc. Set 
een Pie # Sizes Included No eee TULHIMIUIIOUUNN. Ser eiend 
. . 1eces izes inciuge 0. _ he i t : 
= Sets supplied in Adjustable Hand Reamer Sets = Non-coolant-through design J Straight Flute 
wooden box 3 % to '%s2  A4LGU2 | Chucking reamers mount to a compatible machine - ; 
8 "tot Ve" 4LGUS ie i a yoy ees 
Adjustable hand reamers 14 Fax"to1vs" aLGug | such as a drill press, lathe, or screw machine. They 
have nuts and straight 16 % to 2%2_ 4LGU5 | enlarge or finish a hole to an exact tolerance or size 
Min. Max. i i i i 
blades that can be Beamer Rearem@verii lem for a precise fit when installing fasteners or other 
adjusted to allow the Size Size Length No. | parts, and they typically have a 45° chamfer on the 
tool to enlarge or finish oo vie a" LGHe cutting edge to maximize accuracy as they enter the w 
holes of different sizes. ihe’ ip” BY aLGRe | HOle. Carbide reamers are suitable for machining 
The blades can be 15%" ‘t74p" «+45 Y%" ~ALGR7 | the toughest materials. Carbide-tipped reamers ; sa Sian 7 
Ty" 19%" 3;" ALGR eamer ec. ute an em 
sharpened and replaced. 97°; ay, a ae offer the strength and wear resistance of carbide Size Equiv. Length Dia. Brand —sONo. 
The reamers push chips ~2)" 2%" gy" aLeT1 | ON just the cutting edge. Cobalt reamers are suit- | Carhide-Tipped, Straight-Flute 
forward into the hole and 22". %2"._—«7"~-—«4LGT2 =| able for machining hard materials at high speeds. 5 Bo es us oe Sper Tou Ferri 
2/50" 2a" 7 ¥@' ——«ALGT iah- 16 
are suitable for reaming = 5772; 4,2 —@? ter High-speed steel reamers are suitable for general ~.5595" 0.5525 2" As’ Super Tool 24M332 
through holes. They are he" 1 Vie" 9° 4LGT5 | Purpose applications. Right-hand spiral-flute 0.4485" 0.4485 134" ¥" Super Tool 241951 
held with a tap wrench, 1%e"_1%6’ 10"  4LGT6 | reamers pull chips out of the hole. Straight-flute 7%" 0.6250 2% %ie'___ Super Tool 24M482 
; : 136" 110" ag 4LGT7 h chi S into the hole 12.00mm 0.4724 51.00mm 11.11MM Super Tool 24M003 
adjustable wrench, or vise yi," qi qo" agg | Teamers pusn chip 32.00mm 1.2598 76.00mm 25.40MM Super Tool 24M839 
and slowly rotated to feed 474" 47%«" 14" 4LGT9 | Reamer Dec. Flute § Shank Item Cobalt, Straight-Flute 
them into a hole 1136" Dg" 16° 4LGU1 Size Equiv. Length Dia. Brand No. Ve 0.3125 1¥," V6" GA 206453 
_ TOC «|| CGaatbide, Straight-Flute ye 0.5000 = Y," GA 20G492 
#40 0.0980  %' 0.0980" Monster 211225 Ve" 1.0625 = 2%" 1.0625" GA 20G511 


0.6255" 0.6255 134" 0.6255" Monster 211982 High-Speed Steel, Right-Hand Spiral Direction 

0.6260" 0.6260 134" 0.6260" Monster 217983 13" 1.3750 3 V4" MT4 Yankee 20D524 
0.3930" 0.3930 1%" 0.3930" Monster 217870 1%6' ~—- 1.5625 3%" 1.2490" GA 206871 
0.5005" 0.5005 1%" 0.5005". Monster 211973 High-Speed Steel, Straight-Flute 











0.2505" 0.2505 1" ~——-(0.2505" Monster 211737 #10 0.1935 1% #13 Cleveland 445N59 
ro) 0.3980" 0.3980 1% 0.3980" Monster 211874 #11 0.1910 1% #13 Cleveland 445N58 
cosa 0.5010" 0.5010 1%" 0.5010" Monster 217350 #9 0.1960 1% #12 Cleveland 445NG60 
: : 0.3830" 0.3830 1%’ 0.3830" Monster 217861 0.3810" 0.3810 134" 0.3810" Yankee  20F507 
= 0.3880" 0.3880 1%° 0.3880" Monster 217865 0.2510" 0.2510 1%" 0.2400" Cleveland 445N77 
High Speed Steel Straight 0.4680" 0.4680 134" 0.4680" Monster 217943 0.2520" 0.2520 1%" 0.2520" Yankee 20F274 
Shank Expansion Reamers 0.4840" 0.4840 1%" 0.4840" Monster 217960 0.4700" 0.4700 2" 0.4700" Yankee 20F677 
0.4530" 0.4530 134" 0.4530" Monster 217928 ye 0.2500 1% 0.2400" Cleveland 3L198 
Ac ol all le D410" 04010194" 0.4210" Monster 217898. Se 0.375019 98 Yankee 20011 
j - j j : : : " : ; onster " 315 4" g" ankee 7 
expands the size of their cutting head so it can be 0.3755" 0.3755 1%" 0.3755" Monster 217854 ys 0.3750 1% 0.3100" Cleveland 3L448 
reground to its original size. This lets users compen- 0.4060" 0.4060 1%’ 0.4060" Monster 217881 % 0.3750 194" 3 GA _11V330 
rw on arene ct age tnd | “tate — te — ae ee — eta ee 
i — ' ne 8 : onster 2" " 64" evelan 
the tools’ life. The reamers enlarge or finish a hole to 0.3590" 0.3590 1%" 0.3590" Monster 217841 ve 05000. 2" i GA __11V338 
a precise tolerance or size. 0.3270" 0.3270 1%’ 0.3270" Monster 217813 "%o" 0.59382" 2%a" Cleveland 445P27 
0.3130" 0.3130 1%’ 0.3130" Monster 217801 5% 0.6250 2%" 5 GA 11342 
Overall Item i 7 i i i i 
0.1625" 0.1625 7%" 0.1625" Monster 217585 ye" 0.7500 2% Vs GA _11V346 
Reamer Size Flute Fength Length _shamk pia. Wo. | 0.3280" 0.32801" 0.3280" Monster_217814 yi 0.7500 215" 0.6238" Cleveland 445P33 
wah an a ve popaog | _0-3430" 0.3430 1%" 0.3430" Monster 217827 544" 0.8594 254’ 0.0420" GA  20G794 
Hie vA ri oA 70D406 Vis 0.0625. %" 0.0625" Monster 217209 THe" 0.9375 254" ~‘MT3 Yankee 200483 
oa ie rr ue 700407 Ye’ 0.1250  %' 0.1250" Monster 217239 11.0000 234" 1.0000" GA  11V354 
vi of 3 ie D0DAOB Ye’ 0.2500 1" 0.2500" Monster 217291 V2" 1.0312 2% 0.3160" GA 20G765 
Wag : 3 90409 1%" (0.2969 1%" ~—~02.2812" ~—«sOsg ~—=—«S4YKAO 1% 1.2500 3" 0.9988" Cleveland 445P45 
oe Uh e ONDA 1%" 0.2969 1%" 0.2969" Monster 211307 15" 1.6250 3% 0.3760. GA  20G775 
ih Vi 3 TTT Hie’ 0.3125 1%" 0.3125" Monster 217310 8.00mm 0.3150 1%" 0.3149" GA  13H728 
oe ri oF ye ONDA? % 0.3750 1% 0.3750" Monster 217326 16.00mm 0.6299 24° 0.6299 GA  13H744 
Hah A oF ve 00413 Yo" 0.5000 1% 0.5000" Monster 211349  20.00mm 0.7874. 2% 0.7874" GA  13H752 
_ iyi oF ye pnpaia | 493mm 0.1940 48.00mm 4.90MM —_Osg _35DP84 © 25.00mm 0.9843 2%" 0.9646" ——«GA_—«13H761 
Tye 7 7 v0 DOA Y 0.4040. 1%" 0.4040" Monster 217333 30.00mm 1.1811 27" 0.9843" GA _13H762 
¥4" 134" gi," 5" 200416 No. of Item 
25/49" 13," gy" 5, 200417 Pieces Sizes Incl. Includes Brand No. 
Bg 13," WA a 200418 Chucking Reamer Sets 
2a! 13, gy" 5A" 20D419 High-Speed Steel, Right-Hand, Spiral Flute 
a EE Th 7 Tren 15 Ve, Ys2', Va", Ya2", Ve", Waa", Va", Yar", Vs’, Van", ¥°, Wao", Vie’, Han", Metal Case GA 11V297 
59/8 1h i AD Ye’, Yes", 332", Yes", Va", Yea", Yeo", 1V64", He", 16a", Vso", 164", Va", 44", Yo", 
ie a o o_o) 29 Yea, Was", 2Véd, Vas", 2a” Hh, Boat, ao", 2a", Te", 29a", Heo", Bea’, Vo" Wood Case = GA_—11V302 
; 7 " ; High-Speed Steel, Right-Hand, Straight Flute 
31 1 3 
eo ae We tte 13 Vie", Heal, Yoo", Vas, Va", You", Van", VVea", Vs", "Yea", Tao", Weak, Ve Metal Case GA _11V206 
12" 156 10%" 7200425 13 SS ae Plastic Pouch «GA ~—-11V306 
a ‘a aie ie wee 15 Vc, Yao", Ve’, V2", Vs’, Wao", Var, Yao’, Vie", Van", Ye", 12", The, 1/0", Ve" Plastic Pouch GA 11V298 
ore ia Te 7 700408 1.00mm, 1.50mm, 2.00mm, 2.50mm, 3.00mm, 3.50mm, 4.00mm, 4.50mm, 5.00mm, 
: a oi a 25 5.50mm, 6.00mm, 6.50mm, 7.00mm, 7.50mm. 8.00mm, 8.50mm, 9.00mm, Wood Case GA 11V307 
192! 19" 11 Zs 200429 9.50mm, 10mm, 10.50mm, 11.00mm, 11.50mm, 12.00mm, 12.50mm, 13.00mm 
| M oe 
32 f Ys", Yea", 32", Yea", Ve", Yea", 32", 64", Vie", 164", Zea", 164", V4", 164", 942", 
1 iA is ng r Zonag2 29 1Y% ea", She", 2Vea', Wao", 2Yea", V4, 25/4", Yao", 2a", VAs’, 24a", 15/30", 3Yoa, V' Metal Case Cleveland 3k4G4 
Ae PS 2" : 4 Ys", Yea", %2", Yea", Va", Yea", Yao", Ves", Ye", 16a", Zo", 1%64", Va", 1% 4", Yo", 
13 " 12" t 200434 29 Yea", She", 2Vea", 1Ya0". 25/4", V4, 25a", "Van", 27", The", 2%ea", Wao", Boa, Yo" Metal Case = GA 11V301 
17/6 a 2 ivi 200435 60 #60 to #1 Metal Case GA _11V304 
11" 2% 1214' 1vs' 200436 60 #60 to #1 Wood Case GA _11V305 
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MACHINING 
Reamers 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Additional reamer sizes and types are available on Grainger.com®. 
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—_ Helical Flute Spiral Flute S Straight Flute Hex Nut with Morse Taper, 
No. 20D580 No. 20D595 No. 20D556 Safety Magnet, Black Oxide 
oS SS Black Oxide No. 13H785 
a i No. 12G352 
—_ S 
e Ss 


Straight with 
Safety Collar, 
Bright (Uncoated) 

No. 13H830 


Straight with 
Three Flats, 
Black Oxide 
No. 13H816 


Taper Pin Reamers 


= High-speed steel 

= Bright (uncoated) finish 

Taper pin reamers enlarge, finish, or shape 
holes for a precise fit when installing taper 
pins into the hole. They have a /%4" taper to 
the foot and are made from high-speed steel, 


Straight—Push chips forward into the 
hole and are the most commonly used 
style of reamer. Operated with a tap 
wrench, adjustable wrench, or vise. 


Spiral—Pull chips out of the hole 
during reaming, which helps prevent 


























j j j . Size - Flute Overall Shank = Item 
which offers good wear resistance in general gamage to the reamers and workpiece. | * p=y=_cRAINGER Decimal Length Length Dia. No. 
purpose metalworking applications. Suitable for reaming applications APPROVED Hex Nut Shank, Black Oxide ener 

. ; . . . = 160 =U, 
Helical—Reduce the size of the chips created with blind holes and interrupted cuts. High-Speed Steel ie" = 0.6875 4)" 6%" 1" 13H856 
during reaming and prevent chips from Operated with a machine such as a drill B = d R mer Ae 0.6875 % y i ui 
packing in the flutes. Operated with a machine Press, lathe, or screw machine. riage HEAMETS fe o31 ye a Tv" 413H859 
. . . . . 1 He u b u 
such as a drill press, lathe, or screw machine. Bridge reamers install into or eae an a a Wa Hoee 
For a shank Flute Overall! eICAE FLUTE |STRAIGHT FLUTE) SPIRAL FLUTE compatible power tools to TYet= 1.0625 5 ae 17s" T3HBt2 
Pin Sma arge Shank Flute Overa tem tem tem nd finish holes in 176-1: 8 8 i 
Size End Dia. End Dia. Dia. Length Length | Brand No. Brand _No. Brand No. enlarge, debur, a d finis sae Iie = 1187. 116 13H864 
eft Han ira 16 - 8 
“0. eb 01638" Yea" 116" 2156" Yankee 20D595 sent seat a a 7 i B28 Tarr canines 
64 16 16 a = — — 

#1 0.1447" 0.1798" %e" 1146" 21%46" | Yankee 20D575|  — = — See eee Magnet, Black Oxide 
Fo eee ao se aa celared holes Dread “ARR ise es 
8 1462" 32" 1% 8 = = = —__|_ Yankee or misaligned holes. Designed a 2 16° 
#2/0 0.1137" 0.1462" %42" 1%" 254" | Yankee 20D589, — = = ag g difficult-t g hi 6"- 0.6875 4%" 6%" 10° 12G354 
#3 Me 0.2294" eq" He" 31" — — — — | Yankee 20D598 | 'Or reaming aIicult-to-macnine =~ 3%"-0.7500 5" 71%" 126355 
1a Nae afore | Mei such as ron and stuc- ea 

8 : 64 16 16 — — — — . : i - Uz 
Ey TAO ete Be Yank 20D mea | extreme afnciton arotequred. Shae ee 

16 0.2604 ea 26 cs -_ — = = ankee extreme precision is not required. _ 1-1. 16. 

#4 0.2071" 0.2604" 1%a" 2%6' 454" | Yankee 20D578| — = = — "Te - 1.0625 5 7 1% 12G360 
#40 Vs" 0.1142" Ve 1% 6" 2%s" | — SO |S SS Yankee 200613 | AISO Commonly used to ream rivet “+y"-74.1250 5" 7154" 126361 
#0 Ya 0.2994" 6 26 Ane =a — — _ Yankee 20D601 | holes in parts for automobile, 1/6 -1.1875 9 (a 1/6 12G362 
Cay ake gfe Nm aan | ges, ral crs, ships, and pres- s-seb yee" le 

4 : 64" 8 16. = — = = ankee ; ; ; ~ DG. = 1, : 8. : 

#6 0.2773" 0.3540" %" 354" 5%’ | Yankee 20D580| — = — —__| sure vessels. 1%"- 1.3750 7% 10° 2" +12G365 
ee eee = — | = Veiga iy 2 eae 

7 Ae " 30" 16" 16" — — — — ankee 9" - 1. 8" i ‘ 

i oe baer 7 As oye Yankee 20D581 — — vant sOne04 a ne ete morse Taper Shank, Black Ox aaHT8s 

8 0050" Ae ove 16. = = = = ankee €x nut Keeps the reamer g =U). 4" 16" 

M r n Her 6" — — — = : i Y," - i" i 
rE ESS Gorge alee AaB = aoe zon | S200 place in tots that 5B glee 
pe ED ee ts ai _ Yankee 20D583| — — have a square drive. Typically CA ts es AL URAL 

16" ; : . 16" 16" —_ _ _— _ ankee 16 - 0. : 

#11 '%s"_0.8780" 4" 8%" 11%" | — — | — — | Yankee 20D607 | USed to ensure the reamer won't +¥,,"- 40625 5" 914" _MT3_13H806 
#13 ia 1.2590" 1%" 12" 16" — — — — | Yankee 20D609 | come loose when it's used ina le ey i MT SHED? 
Right Hand piral : : 7 6 =, . a 

#0 0.1287" 0.1638" ‘Var" 116" 21%" | — — | Yankee 200553, — — | Power tool that is being oper 1¥e"-1.1250__7%" 12" M73 13H809 
ral "0.1798" He" 16" 2MHe" | — = — —__Cleveland 445N25 | ated at a high location. Hex mut (1%'-1.2500 5" 10%" M14 13H810 
2 Yer 0.2008" 6k" 148" 348 = Cleveland aasn26 | Shank with safety magnet -f7°-1'5090 7513" MT413HB13 

16" " 19%q" 16" 16" —_— —_— — — evelan 9" - 8 
#2 0.1605" 0.2008" Vea Te 3716 Cleveland 445M93)  — — — — also have a magnet on the shank Stee Sate Collar, aiABalnUaecatah 
J0-0.113"" 01482" Yar 19609 Yak 20DBBB ~~ | and provide a stronger hold than Ta UDB? 198 BASH 
ss 7g a Ad aM — a Cleveland 445N27 | reamers that are secured with 92500 V7 4 yi 13H832 

"Yea" 16" 16" — _ evelan — _ 32° - 0. é. : Ya" 

#3 0.1813" 0.2294" 1540" 2546 314g’ | — —~ (Cleveland 445N11|_ — —— | only a hex nut. ¥%'-0.3750 275 5° 6° ~13H836 
(Go OE ae veto ge CREME Te ees == |MORSETAPER SHANK === ae Svc 
pW: "Yea" Ae 16" _ ankee — _ 9" - 0. 16" 16 Ya" 

Hg" "Ta" DA" 6" = = : : : Ye" - i" Vj i" 
Fea a gp SR | Can be ctectly Inserted into the eF= RUE eB 
#4 sea 0.2604 fos a7 a Clevefand aSMI5 Cleveland 445N12/ —~ | spindle of a compatible tool or Te ueets a e i qeHtat 

#4/0 0.0869" "_ ¥ 16. 16 | Cleveland 44 = = — 4" - 0. 8" " oy 
#5 Vs 0.2094" Ss" D1%6" 46" Cleveland aa5nzq | Ito an adapter such as a Morse si gi95 pi 76" 13HB4S 
#5 T2409 2a ie Fe ae Cleveland 445M96 yankee 200558 = — | taper sleeve or socket. This maxi- UBT au Ale x TaHaa 
#5 0. : "Ae" 16" Ve — evelan — — i ini i i 16 - 0. 3" 4" 9 
#5/0 0.0719" 0.0966" ei" 1%e" 2% Cleveland 445M87, Yankee 200571 — mizes efficiency when installing —+-4 go90 sim 76" 1 3HBA6 
#6 a 0.3540 ie un is aaa Cleveland 445N30 | and removing the reamers. These Tig 62s at A : ane? 

217 040" *%a" 8. 16. = ankee = = _ = I. 8 4 2 
Gr RTE RR Se Se fie Gein sme ele 4 _— = _ [agape set sockngtper o=tatas SE 

"Ya" 15/4" 16" — ankee a _ ; ° 4-1. 8 o Yo" 
#7 He" 0.4220" 1%." A%6' 6%" — = Cleveland 445N31 in, 1¥%46'- 1.3125 5% 71" %" 13H851 
#7 0.3297" 0.4220" 40" 47/6” 6%! —~ Cleveland 445N15, | Sflank Is held in place by the fric- py srs Se p15" ie 13H882 
470.3297" 0.4220" 19%." 476" 66" Cleveland 445M98\ Yankee 20D560/ — — | tion between the shank andthe 9 =1%"-1.5000 5%" 774" 13H853 
#7/0 0.0497" 0.0666" %a" ‘oe 1'%e" Cleveland mali Yankee 200573, = — _— toolholder. Straight with Three Flats, Black Oxide 
#8 ¥% ~—~0.5050" Ae 5%e 7%e" Cleveland 445N32 ¥s'- 0.3750 2% 454" %' 13H816 
#8 0.3971" 0.5050" “ce 5%e  7%e" —~ Cleveland 445N16, —_ | STRAIGHT SHANK Ae'- 0.4375 3¥s" 59%" he’ _13H817 
#8 0.3971 0.5050 a Sve Te Cleveland 445M99| Yankee 20D561 = #05000 st th A 1SHIS 
#9 Ys" 0.6066" %e° 16 = Bie. evelan Straight shank reamers with 16. - 0. 4" 8 
#9 0.4805" 0.6066" %e° 6iAe’ 8%" Cleveland A45NO1 Cleveland 445N17/ — g i . 56"- 0.6250 41," 6%" 4" ——-13H820 
#9 0.4805" 0.6066" %e" 6%" ah — | Yankee 20D562 a safety collars prevent the ee ro a i uel tal 
#10) %e 0.7216" "Hs OM" evelan reamer from going too deep into 16. - 0. 4" 8 2 
#10 0.5799" 0.7216" % 66" 9%e" Cleveland 445NO2| Yankee 200563 h Koi g ee iaht 0.7500 4%" BA" Yo" 13HB23 
Hoar tare — soe |= = SMS == | Feamers withthe ats are, 704780406 0 
#11 0.7060" 0.8780" %' 4" " — = ankee = = reamers with three flats are 8: - 0. 2" 8 V2 
#12 0.8420" 1.0500" % 10° 13% | — — | Yankee 20D565|  — — di fi lectri "%e"- 0.9375 42" 6%" ve" 13H827 
2" 0.5696" 0.7444" %" 34" = — | Yankee 200537) — —___| used In pneumatic or electric 1"- 7.0000 4%" 6%" %' —_13H828 
3" 0.7748" 0.9881" % 4%" 7%" — —__| Yankee 200538;  — —~ | power tools. TVie'- 1.0625 4%" 67%" i" ~—*13H829 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2259 





MACHINING scan. Order.Done. == fe 
screw Extractors Details on page Al. = |e 








Per rts sr 


Screw and Drill Extractor Sets 
High-carbon steel construction, heat-treated and Spiral Flute—Tapered left-hand spiral flutes grip 
tempered for long life. screws firmly. 


Multi-Spline—Use to remove broken studs, bolts, Straight Flute—Provide maximum bite without 
socket screws, and fittings for high torque applica- — binding or chewing. 


tions. Left-hand spiral design provides extra gripping Drill/Screw Extractor Sets—Include both screw 


, 7 
| *wisrwaro ese le IRWIN. _Aldien <> cx-une 





Spiral Flute Straight Flute 
No. 1U296 No. 2LKP1 


pena extractors and drill bits. 
For VERMONT | CHICAGO- | IRWIN 
Removing WESTWARD | AMERICAN! LATROBE | HANSON 
Studs, Bolts, No. of Item Item Item Item 
Screws Pieces Includes No. No. No. No. 
Drill/Screw Multi-Spline 
Extractor Set Ye' to “a. 20 Multispline Extractors s" - 7° — — — 5VUC6 
No. 4DZL8 Ys _to 732. 10 Multispline Extractors Ye" - 152" — — — 5VUC5 
Spiral Flute 
#8 to 4" 5 #1, #2, #3, #4, #5 2RUP8 — 1U296 — 
#8 to 1" 6 #1, #2, #3, #4, #5, #6 Pouch 2RUP9 — — — 
6 #1, #2, #3, #4, #5, #6 — — 1U298 — 
¥32 tO Ye" 3 #1, #2, #3, #4, #5 2RUR6 2LKN9 — — 
Straight Flute 
4 to Ya" 5 ¥'-9.5mm, Ae-11mm, %'-12.5mm, %6-14mm, ¥'-16mm — —_— —_— 2ETL9 
Y to Ys" 5 #1, #2, #3, #4, #5 2RUR/ 2LKP1 — — 
No. of Item 
For Removing Studs, Bolts, Screws Pieces Includes Drill Size (in.) Brand No. 
Drill/Screw Extractor Sets 
¥% to % 30 __ Spiral EX1-EX6, Multi-Spline ’' - 2" N/A Irwin Hanson 5VUC4 
10 = #1, #2, #3, #4, #5 — 7 Westward SIRES 
10 #1, #2, #3, #4, #5 — ermont American 2LKP2 
¥32 to Ye" EX-1, EX-2, EX-3, EX-4, EX-5, EX-6, “%, %2, “16, “32, 4, Ys2, “6, 
48 4p, ¥6, 1%, The, 1940, V%, Va, 546-8mm, ¥%, 10mm, “e-1 1mm, Yo, Vos, Yo, Ya0, Vis, V32, Va, 22, 64, Irwin Hanson —-2ETL8 
12mm, ¥%, 13mm, %e-14mm, %-16mm, 17mm, ‘6, Ye-19mm "6, "732, %, “2, A, "782, 2 
Bolts #5 and #6 to 2", 3 to 12mm i #1, #2, #3, #4, Ve, Ye", V2" — Alden 4DZL8 
Bolts #5 and #6 to 4", 3 to6mm 4 #1, #2, #3, #4 — Alden 4DZL2 
Bolts % to 2", 6 to 12mm 4 Ys" Ye’, Ye, V2" — Alden 4DZK6 
Screws #1 2 Yea" Drill, ual Extractor 5 64" Cle-Line 445M79 
Ha, 732', Va, Yea", '¥32' Drills #1, #2, #3, #4, #5, #6 fi ge Nee eae ; 1 : 
Screws #1 to #6 12 Extractors 944", Ya", 40", Vs", 174". 1940" Drills, Pouch Yet’, Vos", Ya2', Val, Mea’, "a2 Chicago-Latrobe = 445M36 
120 — Yea", Yea", 9/32", Va" 16a", W350" Chicago-Latrobe 445M39 
pclews tS to #9 ; te is pet %ea', Yes, Y32,, V4, Ay, Wyo" M0" He, 1 Ye Chicago, Latrobe Tea 
crews 64° Drill, xtractor 64. e-Line h) 
Screws #3 2 ¥32' Drill, #3 Extractor 32" Cle-Line 445M81 
Screws #4 2 Ya" Drill, #4 Extractor A Cle-Line 445M82 
Screws #4 to #10, Bolts #10 to %', 5 to 6mm Z #1, #2 — Alden 4DZK1 
Screws #4 to #24, Bolts #10 to¥s,5to10mm 4 #1, #2, #3, #4 — Alden 4DZJ9 
ocrews te to #6 ; acre Extractors Held In Plastic Tube Va “he 1Yeo" Chicago, Latrobe pete 
crews #9 Yea’ Drill, #5 Extractor Ka e-Line 445 
Screws #5, #5-1/4, #6-3/8, #7-1/2 4 #5, #5-1/4, #6-3/8, #7-1/2 Wa", 2a", 3YGa", 3Y%aq" Chicago-Latrobe 445M37 
acrews a #5-1/4, #6-3/8, #/-1/2, #8, #9 ; ae leW pntractors Held In Wood Block 1%4", 264" sre Ye, Mie. Chicago, Latrobe eH 
crews 32" Drill, xtractor 52 e-Line 445M84 
Screws #6 to #14 and Bolts #5 he aan aoa : 
and #6 to ¥", 3 to 12mm 10 = #1, #2, #8, #4, Neo", ¥%", 2", X-out® Sizes #1, #2, #3 — Alden 4DZL7 
Screws #6 to #9 4 Screw Extractors Held In Wood Block 13/30" 1/30" He 16. Chicago-Latrobe 445M34 


No. 40zks fe Ep 7 
For Removing Drill Mfr. Item <> AND chicago-tatrone’ * WesrwarD / VESTWARD ee Aicien 








glut. Bolts, Screws Size (in.) Type Model Brand No. 
crew Extractors = = 
5 Yea Ezy-Out C53652 Cleveland 445U53 
vena ie Pos Spiral Flute 65003 Chicago-Latrobe  1U218 Screw Extractor and Hard Steel Drill Bits 
#8 to Vi 7 gee Out 53651 open ; i552 For removing broken screws, bolts, and threaded parts. Extractor is inserted 
64 piral Flute icago-Latrobe 
ial ey Spiral Flute RULES Wecnard oRULg~ __ into predrilled hole and broken screw is backed out with a wrench. 
Ya to Ae 32 Spiral Flute 2RULY Westward 2RULI For Removing Drill Mfr. Item 
/32 Ezy-Out C53653 Cleveland 445U54 Studs, Bolts, Screws __ Size (in.) Type Model Brand No. 
“Ae to “As 32 Spiral Flute 2RUP1 Westward 2RUP1 Screw Extractor Drill Bits 
/32 Spiral Flute 65005 Chicago-Latrobe _1U220 Ve Left Hand LHoP-1 B&A 4CJC4 
4 — 69007 Chicago-Latrobe 1U222 V6 Left Hand LHSP-4 B&A 4CJC5 
“A to Xe V4 Ezy-Out C53654 Cleveland 445U55 _ 2 Left Hand LHSP-5 B&A 4CJC6 
4 Spiral Flute 2RUP2 Westward 2RUP2 V4 Left Hand LHSP-6 B&A 4CJC7 
¥32 Ezy-Out C53655 Cleveland 445U56 AG Left Hand LHSP-9 B&A AVYY1 
Ae to V% 1%6q Spiral Flute 2RUP3 Westward 2RUP3 Ye Left Hand LHSP-12 B&A 4VYZ1 
"eq Spiral Flute 65009 Chicago-Latrobe 1U224 #10, 5mm #3 Double-Ended Bit 1907P Alden 4DZL4 
V6 to 6 23/64 Conventional Spiral 65011 Chicago-Latrobe 445M28 #5, #6, 3mm #1 Double-Ended Bit 125/P Alden 4DZL6 
1Y30 Ezy-Out C53656 Cleveland 445U57 #8, 4mm #2 Double-Ended Bit 1647P Alden 4DZL5 
4 to 1 1339 Spiral Flute 2RUP4 Westward 2RUP4 Ve. 6mm #4 Double-Ended Bit —_236/7P Alden 4DZL3 
1930 Spiral Flute 69013 Chicago-Latrobe 1U226 ¥3 1/4" __ Power Extractor Bit 2507P Alden 4DZL1 
6 to 1% 3¥%6q Conventional Spiral 65015 Chicago-Latrobe 445M29 Ye, 8mm 5/16 ~~ Power Extractor Bit 312/P Alden 4DZK9 
1 to 1% 39 Ezy-Out C5365/ Cleveland 445U58 ¥s', 10mm 3/8 _ Power Extractor Bit 375/P Alden 4DZK8 
110134 ae pirat pute ae op testwate ' mie 3 Yo" Pen a V2 Power Extractor Bit 500/P Alden 4DZK7 
32 piral Flute icago-Latrobe crews to ; i 
1% to 1¥% ot — 85019 Chicago-Latrobe AEKGS : Bolts %e mm, #3 Double-Ended Bit  8403P Alden 4DZK4 
64 piral Flute estwar crews to #24, : ; 
aay a lev Out o53658 Cleveland 44559 Bots 4, 10mm #4 Double-Ended Bit  8404P Alden 4DZK5 
8 to 1% 16 piral Flute estwar crews #4 to #/, F ; 
Me Spiral Flute 65021_—Chigago-Latrobe 10230 Botts #10, 5mm Peer ee nee bine 
1 16 zy-Out 9369 evelan 445 crews #8 to #10, z 
1% to 2% V6 Spiral Flute RUP7 Westward 2RUP7 Bolts 4", 6mm #2 Double-Ended Bit = 8402P Alden 4DZK3 
1% to 2 1"6 Spiral Flute 65023 Chicago-Latrobe 1U234 Hard Steel Drill Bits 
OV, to 25 1%6 Conventional Spiral 65025 Chicago-Latrobe 445M30 Ve Right Hand oP-1 B&A 4CJC8 
1%6 Ezy-Out C53660 Cleveland 445U61 V6 Right Hand SP-4 B&A 4CJC9 
2% to 3 1%6 Conventional Spiral 65027 Chicago-Latrobe 445M31 _ 32 Right Hand OP-9 B&A 4CJD1 
1%6 Ezy-Out C53661 Cleveland 445U62 V4 Right Hand SP-6 B&A 4CJD2 
3 to 3% 116 Conventional Spiral 65029 Chicago-Latrobe 445M32 A6 Right Hand oP-9 B&A 4VYX3 
1%e6 Ezy-Out C53662 Cleveland 445U63 ¥e Right Hand oP-12 B&A 4VYX5 
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Tap Information and Tap/Drill Size Reference Charts 











TAP TYPES Carbon Steel Diamond 
Chip-Free Thread-Forming Taps Suitable for thread repair tasks that do not require Offers excellent hardness and protects against 
Press against the sides of a hole to form threads, high accuracy. wear when threading abrasive materials. 
and don't create chips. Produce cleaner, stronger, Cobalt Hardlube 
and more accurate threads than taps that cut Harder and more wear-resistant than high-speed Features an inner layer of TiAIN that withstands 
threads. Steel. Suitable for high-speed tapping in hard high temperatures and protects against wear and 
Pipe and Conduit Thread Taps materials. an outer layer of WC/C that helps prevent chips 
Used for internal threading of pipes, pipe fittings, High-Speed Steel from sticking to the tool. 
and holes. Offers more resistance to abrasion and heat than TICN 
Spiral-Flute Taps carbon steel and provides good wear resistance ina Harder and more wear-resistant than TiN coating. 
Spiral flutes pull chips out and away from the hole "@Nge of materials. TiN 
to prevent chips from packing in the hole. Powdered Metal Resists wear and allows for faster speeds than 
Spiral-Point Taps Tougher and less likely to break than cobalt and bright finish. 
An angular point pushes chips in front of the tap, __!9"-speed steel. Finishes and Coatings CHAMFERS 
which helps keep the tap's flutes from clogging. Black Oxide | Bottoming 
Straight-Flute Taps Retains lubricants to improve wear resistance and 4 ty 9 chamfered threads in front of the tap. Used 
Chips move into the taps’ straight flutes but are chip flow. for threading near the bottom of blind holes. 
not evacuated during threading. Bright (uncoated) | Modified Bottoming 
MATERIALS Provides a smooth, polished surface. 2.5 to 3 chamfered threads in front of the tap. Used 
Carbide CrC/C primarily in blind holes. 
Provides maximum hardness and excellent Multilayer coating with an inner layer of TIN and an = Semi-Bottoming 
resistance to heat and wear. Suitable for tapping outer layer of CrC/C. Protects against wear when = ———_9, tg. 2.5 chamfered threads in front of the tap. Used 
hard materials at high speeds and requires arigid tapping ferrous and nonferrous metals. primarily in blind holes. 
setup such as a CNC machine. 
Plug 
sre cole GEER RMP et 26) chamfered threads at the front of the | 
Drill Size Representation for Approx. 70-75% Thead Height tap. Used in through holes and blind holes with 
Tap Size Pitch Drill Decimal _¢;, HAND AND SPIRAL POINT TAPS - METRIC adequate space for chips to accumulate in front 
& Pitch Series Size Equivalent Drill Size Representation for Approx. 70-75% Thead Height f the t 
Machine Screw Threads Tap Size Drill Decimal See: 
0-80 NE oe 0.0469 & Pitch Size Equivalent T 
1-64 NC 53 0.0595 M1.6 x 0.35 1.25 0.0492 aper 
ee NF 53 0.0595 M1.8 x 0.35 1.45 0.0571 7 to 10 chamfered threads at the front of the tap. 
2-56 NC 50 0.0700 ewe ie pees Used in through holes 
3-48 NC 47 0.0785 M2.5 x 0.45 205 0.0807 
3-56 NF 46 0.0810 M3 x 0.50 2.5 0.0984 
4-48 NF 42 0.0935 M4 x 0.70 Oe 0.1299 
5-40 NC 38 0.1015 M4.5 x 0.75 On 0.1457 
5-44 NF 37 0.1040 M5 x 0.80 4.2 0.1654 
6-32 NC-UNC 36 0.1065 M6 x 1.00 9 0.1969 
6-40 NF 33 0.1130 M7 x 1.00 6 0.2362 
8-32 NC-UNC 29 0.1360 MB x 1.25 6.7 0.2638 : 
8-36 NE 99 0.1360 M8 x 1.00 il 0.2756 Bottoming Thread Plug Chamfer 
10-24 NC-UNC 26 0.1470 M10 x 1.50 8.5 0.3346 Chamfer Thread 
10-32 NF-UNF 21 0.1590 MIU 25 ot Oe 
12-94 NC 16 0.1770 M12 x 1.75 10,2 0.4016 sepia 
. M14 x 2.00 12 0.4724 
Tap Size Drill Decimal M16 x 2.00 14 0.5512 
& Pitch Size Equivalent = 
National & Unified Coarse Threads M16 x 1.50 14.5 0.5709 
/-20 Fi 0.2010 M18 x 2.50 15.5 0.6102 
A6-18 F 0.2570 M18 x 1.50 16.5 0.6496 
an a iil = M20 x 2.50 17.5 0.6890 
16- M20 x 1.50 18.5 0.7283 T: hamf 
%-13 27a 0.4219 M22 x 2.50 19.5 0.7677 siiigteetladinngia tee 
%e-12 3764 0.4844 M29 x 150 90.5 0.8071 PITCH DIAMETER LIMITS 
al wi es M24 x 3.00 21 0.8268 7 
Y-10 29 0.6562 ae A letter followed by a number which shows the 
70 oa 07656 M24 x 2.00 22 0.8661 ‘ol Fate tnavieE Hee enIEH 
+8 7h 08750 M27 x 3.00 4 0.9449 olerance oF pitcn dlameter over the DasIic pitc 
1V5-7 BYe4 0.9844 M27 x 2.00 25 0.9843 diameter. 
TT 1% 1.1094 M30 x 3.50 26.5 1.0433 
1%-6 172 1.2188 M30 x 2.00 28 1.1024 PITCH DIAMETER LIMITS _ 
Tes Te 1.3438 M33 x 3.50 29.5 1.1614 it} conte oon 
43 125/53 7283p M33 x 2.00 31 1.2205 H3 +0.0010" to +0.0015" 
- Lee - ; M36 x 4.00 OL 1.2598 H4 0.0015" to +0.0020° 
National & Unified Fine Threads M36 x 3.00 33 1.9999 +U. _t0 +. i 
1-28 a 0.2130 Ho +0.0020" to +0.0025 
Wg-DA jl 09790 M39 x 4.00 35 1.3780 H6 +0.0025" to +0.0030" 
04 0 0.3320 M39 x 3.00 36 1.4173 H/ +0.0030° to +0.0035" 
Ae-20 25/e4 0.3906 PIPE TAPS 
%-20 2% 4 0.4531 Nominal NPT & NPTF 
%6-18 364 0.5156 Size Without Reamer With Reamer NPSM NPSC NPSF 
%-18 3764 0.5781 Ye-27 C (0.242) A (0.234) — 7 D We 
A-16 6 0.6875 %-27 Q (0.332) 2V64 T (0.358) Q (0.332) R (0.339 
7-14 36 0.8125 18 Aé 274 15/39 76 6 
1-12 5%eq 0.9219 %-18 Ag Ac 0.630 (special) 374 374 
1-12 1¥a 1.0469 Y-414 1/4 6 19.0mm 23/9 0.705 (special) 
1Y%4-12 11% eral) 4-14 29/39 5%4 oY 64 5464 5464 
1%-12 11%4 1.2969 T-11% 1%a 1% 11%4 12 12 
1-12 12% 1.4219 1% - 11% 13V%64 11%o 135%a 1% — 
National Special 12-11% 12%2 145%64 12%2 14%a — 
1-14 Hg 0.9380 2-11% 26 21V64 2% 2% — 
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Additional tap sizes, materials, and coatings are available on Grainger.com®. 


High-Speed 
Steel Drill 
Bit & Carbon 
Steel Tap Set 


*uesmano MEWIN: 2 cou Gb 
Drill Bit and Tap Sets 


No. 5PXJO " Bais Pee 
Sets include multiple drill bits and taps. The drill bits are used to make holes, 
and the taps are used to create internal threads in the holes. 
No. of Smallest Largest Smallest Largest Item 
Pieces _ Thread Size Thread Size Drill Bit Dia. —_ Drill Bit Dia. Tap Sizes Included Brand No. 
High-Speed Steel Drill Bit & Carbon Steel Tap Sets 
13 #4 a #43 #7 #4-40, #6-32, #8-32, #10-24, #10-32, % in-20 Westward 5PXJO 
13 #4-40 %A'-20 “#43 #16 #10-24, #10-32, #4-40, #6-32, #8-32, /'-20 Irwin Hanson 197156 
13 #6-32 Y'-20 Fa in #16 #6-32, #8-32, #10-24, #10-32, #12-24, %4'-20 Irwin Hanson 197155 
High-Speed Steel Drill Bit & High-Speed Steel Tap Sets 
2 %-20" Y-20" #7 #7 Y'-20 Cle-Line 445M78 * 
18 #6 Ai #36 27%a in #6-32, #8-32, #10-24, #10-32, “4"-20, Ve'-18, %6"-16, Ae-14, 4-13" Westward 5PXJ3 
18 #6-32 4-13 #36 27%a in #10-24, 10-32, #6-32, #8-32, V"-20, %'-16, Vis-18, Ae-14. 4-13 Chicago-Latrobe  4ALK1 
18 #6-32 4-13 #36 27% in #10-24, 10-32, #6-32, #8-32, V"-20, %'-16, Vis-18, Ae-14. 4-13 Chicago-Latrobe | 1N642 * 
18 M2.5 M12 2.05mm 10.20mm —__M2.5x0.45, M3x0.5, M3.5x0.6, M4x0.7, M5x0.8, M6x1.0, M8x1.25, M10x1.5, M12x1.75 Westward 5PXJ4 
20 #4-40 4-13 #44 27%a in #10-24, #4-40, #5-40, GRU BE SU SLR mee a i a. as Chicago-Latrobe  6ZKF9 
. #6-32, #6-40, #8-32, #8- - - - - ". ". 
36 #6 2 #36 “Ye in i 56. Ve 18 Ve Db He I6 Ye OA Heth s'-20, vey 00! Westward SPXJ5 
36 #6-32 4-20 #36 3% a in #10-24, 10-32, #6-32, #8-32, V4"-20, %'-16, Vis'-18, Ae-14. 4-13 Chicago-Latrobe _1P273 
*Spiral Point 
Die Sets mem: <0 CLE-LINE. *yyperwarp: ~C2icvereno 
= Right-hand Die sets contain multiple carbon steel hex dies for restoring damaged or rusted external threads on 


thread direction metal and plastic parts in general purpose threading tasks. The dies are turned with a die wrench or a 
standard wrench, and each die can repair one size of thread. 





No. of Smallest Largest Item 
Dies in Set Thread Size Thread Size Thread Sizes Included Brand No. 
Carbon Steel Hex Die Sets 
Metric 

7 Mext.00  M20x2.5 M@x1, M8x1.25. M10x1.5, M12x1.75, M14x2. M16x2, M20x2.5 Greenfield Threading 53PT23 
7 Mext.00  M20x2.50 M@X1, M8X1.25. M1OX1.5, M12X1.75, M44X2. M16X2. M20X2.5 Cle-Line 50CA77 
NC, NF 
1314, 1-8, W=13, V-20, Ve-20, Ve-28, VAD, Ve-16, "-16, ¥4"-24, Vie'- 
16 Ya'-20 ig 18, e'-34, H'-11, 54'-18. te'-14. he'-20, W4"-14, 4-9. Vio"-12, Ve'-18 Westward 10991 
UNC 
8 Va'-28 He-A8 Vr-08, Vie-2h, Vo-2A, Vie-20,1/2-20, Vie-18, 5-18, Va-16 Cle-Line 50CAT1 
8 Va'-20 % in Vi'-20. ¥'-10, ¥e'-16, Ve'-18, 946-11, W614. 1/2"-13, Ve-12 Cle-Line 50CA70 
10 Va'-20 10 Va'-20, Ve'-18, ¥-16, The'-14. B13, YeA2 W-11, H"-10 Greenfield Threading 53PT25 
10 Va'-28 16 Va'-0B, Ag'-24, ¥p"-24. The'-20, Vo"-20, Vio'-18, Ve-18, e-16 Greenfield Threading 53PT22 
10 Va'-20 1-8 W020, He"-18, ¥'-16, Vc'-14, 5'-13, Vs'-28, 6/16"-24, ¥4'-24. VAg'-20, V5"-20 Greenfield Threading 53PT24 
10 Va'-20 1-8 1-8. Vi'-20, YAO, ¥'-16, We'-18. 11, Vo-14 1/2"-13, 9 yer12 Cle-Line 50CA75 
Vi'-20, Ve'-18, Ve'-16, Me'-14, "13, Ver-12, 4-11, "-10, Va- 
; : "-14, 1°-8, 4'-13, 4'-20, Y4'-20, 44'-28, ¥4"-10, 34'-16, %'-16, ¥4"-24, Ve'- ; ; 
one 20 Ma'-20 ee 18, Vic'-24, 94"-11, 6'-18, TAe'-14, c'-20, 14"-14, 74'-9, Ve'-12, %o'-18 _“teenfield Threading S3PT21 
No. 50CA70 UNC, UNF 
Va-20 VE-20_—Ya-20, Fis 18, 16, Vs'-14, VAS, W-28, Ve'-24, Ye'-24, Yo'-20, 8-20 Cle-Line 50AT18 
1-44, 1-8, B-13, 4-20, Vi'-20, Vi'-28, He"-10, Va'-16, ¥4'-16, ¥4'-24, Vee'- 
20 “en ble 18, c'-24, 54"-11, 6'-18, UAe'=14, VAc'-20, V4'-14, 14'-9, Vis'-12, He'-18 Cleveland 20X693 







High-Speed Steel Drill, 
Carbon Steel Tap 
& Carbon Steel Die Set 





No. 2ETL5 
: . ; IRWIN. Ul 
Drill Bit, Tap and Die Sets HANSON. anes 
Drill bit, tap, and die sets include multiple drill bits, taps, and dies. The drill bits 
make holes, the taps create or repair internal threads in holes, and the dies 
create or repair external threads on parts that will be screwed into tapped holes. 
No.of Number Number No. of Item 
Pieces OfDrills OfTaps Dies in Set Drill Bit Dia. Included Die Thread Sizes Included Brand No. 


High-Speed Steel Drill, Carbon Steel Tap & Carbon Steel Die Sets 


Straight Flute Tap Type & Hex Die Shape 
#0, #16, #19, #20, #21, #25, #29, #3, #10-24 NC, #10-32 NF, #12-24 NC, #4-40 NC, #6- 32 NC, #8-32 NC, %2"-13 NC, %2"-20 NF, %4'- 
417 36 34 34 #30, #36, #39, #43, #7, #9, V4", 1342", 20 NC, 4"-28 NF, %'-27 NPT, %'-28 BSP, %'-16 NC, 34"-24 NF, %6'-18 NC, %46'-24 NF, “c'-14 Irwin OFTLS 
1% 4", 2Y6a", 2/64", 27/oa", 26a", 36", Ae’, NC, “Ae'-24 NF, M10x1.25, M10x1.50, M11x1.50, M12x1.50, M12x1.75, M3x0.50, M4x0.70, = Hanson 
%2", Yea", Ya", B, FH, J, |, Q,R,S,U,Z M4x0.75, M5x0.80, M5x0.90, M6m-1.00, M7x1.00, M8x1.00, M8x1.25, M9x1.00, M9x1.25 
High-Speed Steel Drill, High-Speed Steel Tap & Carbon Steel Die Sets 
Straight Flute Tap Type & Round Die Shape 


15 5 5 5 10.2mm, 5mm, 6.7mm, 6mm, 8.5mm Méx1.00, M7x1.00, M8x1.25, M10x1.50, M12x1.75 Teeny A45M51 








Multiple-Size Tap Sets 


Include multiple taps in a range of thread sizes for sREENE 


creating internal threads in holes of various sizes 
No. of Thread Thread Item 
Pieces Standard Thread Sizes Included Limit Brand No. 
4 UNC #6-32, #8-32, #10-24, #12-24 H2 Speedtaps 40LR30 


No. 407044 ri UNC M@x1.00, M8x1.25, M10x1.50, M12x1.75 -H2  Speedtaps  40LR24 


10 UNE Wood e-14, Mondo, 90, wis 48 Fireading 407044 
2262 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Taps & Dies 


For more information on taps, see page 2267. 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


WIDIA GTD® ~<Ceao *Westwarp Sy <t> CLE-LINE 
Three-Piece Tap Kits 


Each kit contains three straight-flute taps with the same thread size, thread 
length, and overall length but different chamfer types. One tap has a taper 
chamfer, one tap has a bottoming chamfer, and one tap has a plug chamfer. 














fai Vivendi Sige “Remit: . lencit—Dlametar Ulin Brand No wide-siee 
ap tnrea Ize eng eng lameter Lim! ran QO. . - 
Left-Hand, Bright Finish, High-Speed Steel da? eee pT aul 
4 Flute, UNC os 
#8-32 ¥ in 2 vein H3 Greenfield Threading 407D08 
%5'-20 1 2 vin H3 Widia GTD 3FMK1 
Ae'-18 1 ¥in 2% in H3 Widia GTD 3FMK6 Thread Overall Pitch Item 
34"-16 1% in 3 in H3 Widia GTD 3FML5 Tap Thread Size _ Length Length Diameter Limit Brand No. 
%'-13 12% in 3 %in H3 Widia GTD 3FMP3 4 Flute, Metric Coarse_ 
4 Flute, UNF M10-1.50 Ya in 2 '%e in D6 Greenfield Threading 53PWO1 
#10-32 7% in 2% in H3 Greenfield Threading  407D09 M10-1.50 1% in 2 "ein D6 Westward _ oTWAG 
/j'-28 % in 2 vin H3 Greenfield Threading 53PV26 Mi2-1./5 ein 3% in D6 Greenfield Threading S3PV99 
5/6'-24 1 % in 2% in H3 Widia GTD 3FML1 M12-1.75 1 242 in 3 ¥% in D6 Westward STWA7 
'-94 1% in 3 in H3 Widia GTD 3FML9 M14-2.00 1 3 '%2 in D7 Greenfield Threading 53PV98 
V'-20 1 2142 in 3 ¥% in H3 Widia GTD 3FMP7 M16-2.00 1 3 ein D7 Greenfield Threading 53PV97 
Right Hand, Bright Finish, High-Speed Steel M16-2.00 1 '%e in 3 '%e in D7 Westward STWAQY 
2 Flute, UNC M18-2.50 1 Ya in 4 ¥%2 in D6 Greenfield Threading 53PV96 
#1-64 % in 1 1%6 in H1 Widia GTD 53ML40 M20-2.50 1% in 4 12 in D7 Greenfield Threading 53PV95 
#9-56 7A6 in 1% in H2 Cle-Line 407D42 M20-2.50 2 in 4 1% in D7 Westward oTWC1 
2 Flute, UNF M24-3.00 2 72 in 4 2% in D8 Westward 5TWC2 
#0-80 Ae in 1 %in H1 Widia GTD 53ML46 M4-0.70 %4 in 2% in D4 Westward oTWA1 
#-72 % in 11/6 in H1 Widia GTD 53ML35 M4-0.70 ¥% in 2 “in D4 Widia GTD 10956 
3 Flute, Metric M5-0.80 7% in 2 % in D4 Westward STWA2 
M3-0.50 7.87mm 49.28 mm D3 Cleveland 435L52 M5-0.80 Zin 2 % in D4 Widia GTD 1€970 
3 Flute, Metric Coarse M6-1.00 1 2 Yin D5 Westward 5TWAS 
M2-0.40 Ae in 1% in D3 Widia GTD 10938 M6-1.00 1 2% in DS Widia GTD 10978 
M3-0.50 % in 1 1%6 in D3 Widia GTD 1C948 M7-1.00 1 % in 2 232 in D5 Widia GTD 10998 
3 Flute, Metric Fine M8-1.25 1 %in 2 230 in D5 Westward 5TWA5 
M2.5-0.45 %in 1 1%e6 in D3 Greenfield Threading 53PV94 4 Flute, Metric Fine . . . 
M2-0.40 Ac in 1% in D3 Greenfield Threading 53PW26 M4.5-0.75 Yin 2% in D4 Greenfield Threading _53PV92 
M3.5-0.60 ¥%e in 2 in D4 Greenfield Threading 53PV93 M4-0.70 % in 2 Yin D4 Greenfield Threading 58PW24 
M3-0.50 Ae in 1 %e in D3 Greenfield Threading 53PW25 M5-0.80 in 2% in D4 Greenfield Threading S38PW23 
3 Flute, UNC M6-1.00 ¥% in 2 Yin D5 Greenfield Threading 53PW22 
#9-56 an Thin H9 Cleveland 435123 M8-1.25 1/6 in 2 230 in D5 Greenfield Threading 53PW21 
#2-56 Ae in 1 ¥% in H2 Greenfield Threading 15J750 4 Flute, UNC . . 
#2-56 76 in 1% in H2 Westward 5PXJ6 #10-24 Yin 2 ¥% in H3 Cleveland 435M25 
#2-56 Ae in 1% in H2 Widia GTD 4AHL1 #10-24 % in 2% in = Widia GTD 4GP93 
#3-48 % in 1 13% in H? Cle-Line 407D43 #10-24 7% in 2 % in H2 Cle-Line 407D51 
#3-48 VY in 1 136 in H? Cleveland 435L30 #10-24 in 2 % in H2 Greenfield Threading 15J763 
#3-48 % in 1 1%e in H2 Greenfield Threading 15J751 #10-24 Zin 2 % in H2 Widia GID _ o3MK78 
#3-48 Vp in 1 136 in H2 Westward 5PXJ7 #10-24 in 2 % in H3 Greenfield Threading 15J764 
#3-48 VY in 1 1%6 in H2 Widia GTD 4AHL2 #10-24 7% in 2 % in H3 Westward oPXK1 
#4-40 1% q in 1% in H2 Cleveland 435L44 #12-24 Yin 2% in H3 Cleveland 435M46 
#4-A0 Ae in 1 7 in = Widia GTD 4GP74 #12-24 %e in 2 % in = Widia GTD 4GR02 
#4-40 %e in 1 Zin H2 Greenfield Threading _ 15J753 #12-24 "ein 2% in H3 Greenfield Threading _ 153767 
#4-A0 %e in 17 in H2 Widia GTD AAHL6 #12-24 '%e in 2 % in H3 Widia GTD 53MK54 
#4-40 % in 17% in H2 Westward 5PXJ8 #8-32 % in 2 Yin H2 Cleveland 435L94 
#5-40 1% 4 in 11%e in H2 Cleveland 435L58 #8-32 % in 2% in H3 Cleveland 435M03 
#5-40 ¥s in 1 1/6 in — Widia GTD 4GP79 #8-32 %4 in 2 Yin = Widia GTD 4GP88 
#5-40 % in 11% in H2 Greenfield Threading 15J755 #8-32 % in 2 % in H2 Cle-Line 40749 
#5-40 % in 1 16 in H? Widia GTD 4AHMO #8-32 ¥% in 2 “in H2 Greenfield Threading 15J760 
#6-32 ¥. in 2 in H3 Cleveland 435L77 #8-32 %4 in 2% in H2 Widia GTD 93MK95 
#6-32 16 in in H1 Widia GTD 53MN85 #8-32 Ya in 2 Yin H3 Greenfield Threading 15J761 
#6-32 16 in in H? Cle-Line 407D47 #8-32 ¥%a in 2 Vein H3 Westward oSPXKO 
#6-32 TAs in 2 in H2 Greenfield Threading  15J757 #8-32 % in 2 % in H3 Widia GTD 4AHM8 
#6-32 16 in in H3 Westward 5PXJ9 Y4'-20 ¥% in 2 Yin H1 Cleveland 435M58 
#6-32 1/6 in 9 in H3 Widia GTD A4AHM4 Y4'-20 % in 2 Yin H2 Cleveland 435M63 
3 Flute, UNF V%5'-20 ¥% in 2 vin H3 Cleveland 435M71 
#2-64 Ae in 1% in H2 Widia GTD 53ML26 Ya'-20 1 2 %in = Widia GTD 4GR11 
#3-56 VY in 1 13% in H? Cle-Line 407D44 Y4"-20 1 2 Yin H1 Greenfield Threading 15J769 
#3-56 ¥% in 1 1%e in H2 Cleveland 435L34 /a"-20 1 2 Yain H1 WidiaGTD __—_—sS38MM44 
#3-56 % in 1 %e in H2 Greenfield Threading  15J752 /'-20 1 2 Yin H2 Greenfield Threading _15J770 
#3-56 % in 1 1%e in H2 Widia GTD 53ML20 /'-20 1 2% in H2 WidiaGTD _—_—_—S38MM40 
#4-48 1% in 1 7% in H2 Cleveland 435L48 Ya"-20 1 2 Yin H3 Greenfield Threading 15J771 
#4-48 %e in 1 %in H2 Cle-Line 407D45 Ys'-20 1 2 Yain H3 Westward oPXK3 
#4-48 %e in 1% in H2 Greenfield Threading 153754 “6-18 "As in 2 2%2 in H3 Cleveland 435M98 
#4-48 %e in 1% in H2 Widia GTD 53ML14 “6-18 1 Zin 2 *¥%2 in _ Widia GTD 4GR19 
#5-44 1% in 1 1/6 in H2 Cleveland 435L62 Ve'-18 1 % in 2 232 in H3 Greenfield Threading 15J773 
#5-44 % in 1 156 in H? Cle-Line 407D46 Ve'-18 1 %in 2 29 in H3 Westward 5SPXK5 
#5-44 ¥ in 1 1%e in H2 Greenfield Threading 15J756 “6-18 1% in 2 2%32 In H3 Widia GTD 4AHP9 
#5-44 % in 1 1%6 in H? Widia GTD 53ML10 ¥'-16 ¥% in 2 '%e in H3 Cleveland 435N25 
#6-40 He in 2 in H2 Cle-Line 407D48 ¥s"-16 1% in 2 '%e in = Widia GTD 4GR27 
#6-40 1/6 in in H2 Greenfield Threading  15J759 ¥e"-16 1% in 2 '%e in H3 Greenfield Threading  15J775 
#6-40 6 in in H2 Widia GTD 53ML03 ¥e'-16 1% in 2 '%e in H3 Westward SPXK7 
4 Flute, Metric ¥5'-16 1% in 2 %e in H3 Widia GTD 4AHT7 
M10-1.50 31.75mm 74.61 mm D6 Cleveland 435N40 Ae-14 Zin 3 %2 in H3 Cleveland 435N44 
M12-1.75 42.07mm 85.72 mm D6 Cleveland 435N59 “e-14 1 “cin 3 %2 in ae Widia GID _ 4GR35 
M14-2.00 42.07mm 91.28 mm D7 Cleveland 435N81 ”e'-14 1 ein 3 %2 in H3 Greenfield Threading 15J777 
M16-2.00 46.04mm _ 96.84 mm D7 Cleveland 435P07 Ae'-14 1 “ein 3 %2 in H3 Westward SPXK9 
M20-2.50 50.80mm 13.51 mm D7 Cleveland 435P34 “Ae-14 1 “cin 3 %2 in H3 Widia GTD 4AHWS 
M4-0.70 19.05mm 54.10 mm D4 Cleveland 435185 V'-13 ein 3% in H3 Cleveland 435N66 
M5-0.80 12.70mm 60.45 mm D4 Cleveland 435M42 R'-13 1 2%2 in 3% in = Widia GID _ 4GR43 
M6-1.00 16.00mm 63.50 mm D5 Cleveland 435M54 YI-13 1 2% in 3 % in H3 Greenfield Threading _15J779 
M8-1.25 17.53mm 69.09 mm D5 Cleveland 435N14 YI-13 1 *%2 in 3% in H3 Westward SPXL1 
| CONTINUED | ] 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2263 





MACHINING 
Taps & Dies 





WIDIA GTD= > sano * WesnwarD’ 





Three-Piece Tap Kits 














Pitch 
Diameter Limit 


Thread Overall 
Tap Thread Size —_ Length Length 
Right Hand, Bright Finish, High-Speed Steel (Cont.) 
4 Flute, UNC (Cont.) 
%6"-12 1 2%2 in 3 1%2 in 
%6"-12 1 3 1%2 in 
%6"-12 1 2%2 in 3 1%2 in 
%6"-12 1 2%> in 3 1%2 in 
%6'-12 1 2¥%po in 3 1%2 in 
¥3'-11 1 1% in 3 1%e in 
%3'-11 1 %a in 3 1%e in 
¥e'-11 1 1% in 3 1%e in 
¥e'-11 1 1%e in 3 1%e in 
%e'-11 1 1%e in 3 ein 
Ye'-11 1 1%e in 4 Yo in 
¥4'-10 1 %2 in 4% in 
¥4'-10 2 in 4 Y% in 
¥4'-10 2 in 4 Yin 
¥4'-10 2 in 4 VY in 
¥4'-10 2 in 4 V% in 
R'-9 2 ‘2 in 416 in 
7-9 2 ‘2 in 4 1%6 in 
R'-9 2 ‘2 in 4 1%¢6 in 
7Z'-9 2 ‘2 in 4 1%¢ in 
R'-9 2 '2 in 416 in 
1"-8 2 Yin 5 Yin 
1"-8 2 Yin 5 vin 
1"-8 2 Yin 5 Yin 
1"-8 2 Yin 5 Yin 
1"-8 2 Yin 5 Yin 
1¥%"-7 2 %e in 5 “Ae in 
1¥%"-7 2 %e in 5 “6 in 
1¥%'-7 2 %e in 5 “Ae in 
1%"-7 2 %e in 5 ¥4 in 
1M%"-7 2 %e in 5 ¥4 in 
1%"-6 3 in 6 Ye in 
1% "-6 3 in 6 ¥% in 
1%"-6 3 in 6 ¥% in 
4 Flute, UNF 
#10-32 Y in 2% in 
#10-32 Y in 2 % in 
#10-32 7% in 2 ¥% in 
#10-32 7% in 2 ¥% in 
#10-32 7% in 2 ¥% in 
#10-32 % in 2 ¥% in 
#10-32 7% in 2% in 
#10-32 7% in 2 ¥% in 
#10-32 7% in 2 ¥% in 
#1 2-28 Y in 2 % in 
#1 2-28 16 in 2 % in 
#1 2-28 Ae in 2 ¥% in 
#8-36 ¥e in 2 Yin 
#8-36 ¥4 in 2 Yin 
#8-36 ¥ in 2 Yin 
#8-36 ¥4 in 2 Yin 
V4'-28 ¥e in 2 Yin 
V4"-28 1 2 Yin 
V4"-28 1 2 Vain 
V4"-28 1 2 Yin 
/16'-24 1Ye6 in 2 230 in 
/16'-24 1% in 2 230 in 
/16'-24 1% in 2 2%2 in 
/16'-24 1% in 2 2%2 in 
¥g'-24 Ya in 2 1%6 in 
¥g"-24 1% in 2 1%6 in 
¥7g"-24 1% in 2 1%6 in 
37'-2.4 1% in 2 '%e in 
/6'-20 7% in 3 ¥2 in 
/6'-20 1 “Ae in 3 ¥2 in 
/6'-20 1 “Ae in 3 42 in 
/6'-20 1 “ein 3 42 in 
/6'-20 1 “ein 3 ¥2 in 
Y"-20 16 in 3 ¥% in 
Y"-20 1 2%2 in 3 ¥% in 
Y"-20 1 2%2 in 3 ¥% in 
Yp"-20 1 2%> in 3 ¥% in 
Y"-20 1 2%> in 3 ¥% in 
%6'-18 1 2%2 in 3 1%2 in 
%e6'-18 1 3 1%2 in 
%6'-18 1 2% in 3 1%2 in 
%6'-18 1 2%2 in 3 1%2 in 
%3'-18 1 1%6 in 3 1%e in 
¥3'-18 1 %a in 3 ein 
¥3'-18 1 1% in 3 ein 
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Brand 


Widia GTD 
Cleveland 
Greenfield Threading 
Westward 
Widia GTD 
Widia GTD 
Cleveland 
Greenfield Threading 
Westward 
Widia GTD 
Greenfield Threading 
Cleveland 
Widia GTD 
Greenfield Threading 
Westward 
Widia GTD 
Widia GTD 
Cleveland 
Greenfield Threading 
Westward 
Widia GTD 
Widia GTD 
Cleveland 
Greenfield Threading 
Westward 
Widia GTD 
Widia GTD 
Westward 
Widia GTD 
Westward 
Widia GTD 
Widia GTD 
Widia GTD 
Widia GTD 


Cleveland 
Cleveland 
Widia GTD 
Cle-Line 
Greenfield Threading 
Widia GTD 
Greenfield Threading 
Westward 
Widia GTD 
Cleveland 
Cle-Line 
Greenfield Threading 
Cleveland 
Cle-Line 
Greenfield Threading 
Widia GTD 
Cleveland 
Widia GTD 
Greenfield Threading 
Widia GTD 
Cleveland 
Widia GTD 
Greenfield Threading 
Widia GTD 
Cleveland 
Widia GTD 
Greenfield Threading 
Widia GTD 
Cleveland 
Widia GTD 
Greenfield Threading 
Westward 
Widia GTD 
Cleveland 
Widia GTD 
Greenfield Threading 
Westward 
Widia GTD 
Widia GTD 
Cleveland 
Greenfield Threading 
Widia GTD 
Widia GTD 
Cleveland 
Greenfield Threading 


<> CLE-LINE. 


Item 
No. 


4GR51 
435N85 
15J781 
SPXL3 
4AKC1 
4GR59 
435N93 
15J783 
oPXLS 
4AKC9 
15J785 
435P24 
4GR67 
15J787 
oTVY7 
4AKF7 
4GR75 
435P38 
15J789 
oTVY9 
10917 
4GR83 
435P49 
15J791 
oTVZ1 
10929 
S3MNSS 
dTVZ3 
4GZ87 
STVZ5 
4GZ95 
93ML55 
o3MN36 
4HF12 


435M30 
435M38 
4GP97 
407D52 
15J765 
03 MK66 
15J766 
SPXK2 
4AHN7 
435M50 
407D53 
15J768 
435M07 
407D50 
15J762 
o3MK83 
435M85 
4GR15 
15J772 
4AHP5 
435N08 
4GR23 
15J774 
4AHT3 
435N33 
4GR31 
15J776 
4AHW1 
435N50 
4GR39 
15J778 
oPXLO 
4AHW9 
435N73 
4GR47 
15J780 
SPXL2 
4AHX7 
4GR55 
435N89 
15J782 
4AKCS 
4GR63 
435N99 
153784 


Tap Thread Size 


¥%'-18 
¥'-18 
1Y6'-16 
¥4'-16 
¥4"-16 
¥4'-16 
¥4'-16 
¥4'-16 
7R'-14 
7R'-14 
7R'-14 
7R'-14 
R'-14 
1"-12 
1"-12 
1%"-12 
4 Flute, UNS 
He'-24 
1Ye'-11 
1Y6'-16 
1Y6'-16 
Ye'-11 
Ye'-11 
1"-14 
1"-14 
1"-14 
1"-14 
6 Flute, UNF 
1%"-12 
1%"-12 
1%"-12 


Right Hand, TiN-Coated, High-Speed Steel 


3 Flute, Metric 
M2.5-0.45 


M2-0.40 

M3-0.50 

3 Flute, UNC 
#2-56 
#3-48 
#4-40 
#0-40 
#6-32 

3 Flute, UNF 
#3-56 
#4-48 
#0-44 
#6-40 


4 Flute, Metric 


M10-1.50 
M12-1.75 
M14-2.00 
M16-2.00 
M4-0.70 
M5-0.80 
M6-1.00 
M8-1.25 
4 Flute, UNC 
#10-24 
#12-24 
#8-32 
%'-20 
~e'-18 
¥%"-16 
/e'-14 
V"-13 
Ye'-12 
¥"-11 
¥%"-10 
'-9 
1"-8 
4 Flute, UNF 
#10-32 
#8-36 
'-28 
Y6'-24 
¥%"-24 
%/6'-20 
V"-20 
¥"-18 
¥%"-16 
'-14 


Thread Overall 
Length Length 
1 1%e6 in 3 1%e in 
1 1%6 in 3 %e in 
1 1%e6 in 4 V2 in 
1 %2 in 4 V% in 
2 in 4% in 

2 in 4 V% in 

2 in 4 VY in 

2 in 4 V% in 

2 732 in 416 in 
2 732 in 416 in 
2 32 in 416 in 
2 32 in 416 in 
2 “32 in 4 1%e6 in 

2 Yin 5 Ve in 

2 Yin 5 Ve in 
2 %e in 5 “ein 

7% in 2% in 

1 1%6 in 4 V0 in 
1 1%6 in 4 V0 in 
1 Yea in 4 Yo in 
1 Ya in 4 > in 
1 1%6 in 4 V9 in 

2 Yin 5 Ve in 

2 Yin 5 Ve in 

2 Yin 5 Yin 

2 Yin 5 Vin 

2%6 in 5 Yin 
3 in 6 Ye in 

3 in 6 % in 
12.70 mm 46.04 mm 
11.11 mm 44.45 mm 
7.87 mm 49.28 mm 

Ac in 1% in 
Y% in 1 1%e6 in 

Vie in 1% in 
Vie in 1 1%6in 

3% in 2 in 

% in 1 1%6 in 

Vie in 1% in 
Vie in 1 1%6in 

¥ in 2 in 

19.05 mm 74.68 mm 
23.88 mm 85.85 mm 
25.40 mm 91.19 mm 
25.40 mm 96.77 mm 
9.65 mm 54.10 mm 
12.70 mm 60.45 mm 
16.00 mm 63.50 mm 
17.53 mm 69.09 mm 

Y% in 2% in 

% in 2 ¥% in 

¥g in 2 Ys in 

¥ in 2 Yin 
16 in 2 23/32 in 
3% in 2 '%e6 in 
7% in 3 %2 in 

16 in 3 % in 

1 3 1%2 in 

1 Ya in 3 1%e in 

1 %2 in 4 V% in 
2 %32 in 416 in 

2 Yin 5 Vin 

Y in 2% in 

¥ in 2 Ys in 

¥ in 2 Yin 
16 in 2 230 in 
¥ in 2 '%e in 
7% in 3 %2 in 

16 in 3 % in 
1 Ya in 3 16 in 

1 %2 in 4 V% in 
2 732 in 416 in 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 


Pitch 
Diameter Limit 
H3 
H3 
H3 
H3 
H3 
H3 
H3 
2B 
H4 
H4 
H4 
H4 
2B 
H4 
H4 


Brand 
Westward 
Widia GTD 

Greenfield Threading 
Cleveland 
Widia GTD 

Greenfield Threading 
Westward 
Widia GTD 
Widia GTD 
Cleveland 

Greenfield Threading 
Westward 
Widia GTD 
Widia GTD 
Widia GTD 
Widia GTD 


Widia GTD 
Cle-Line 
Cle-Line 
Cleveland 
Cleveland 

Widia GTD 

Widia GTD 
Cleveland 

Greenfield Threading 

Widia GTD 


Widia GTD 
Widia GTD 
Widia GTD 


Greenfield Threading 
Greenfield Threading 
Greenfield Threading 


Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 


Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 


Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 


Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 


Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 
Greenfield Threading 


Item 
No. 
5TVY6 
4AKF3 
15J786 
435P28 
4GR71 
15J788 
5TVY8 
4AKH1 
53IMN66 
435P42 
15J790 
5TVZO 
10923 
53MN63 
4GZ76 
4GZ91 


33MN67 
407D54 
407D55 
435P15 
435P11 

o3ML71 
o3MNS9 
435P56 
15J792 

93ML60 


4G2Z99 
S3ML52 
4HF16 


434Y81 
434Y80 
434Y82 


o3PW29 
434Y92 
o3PW18 
53PW12 
o3PW10 


434Y93 
o3PW17 
o3PW11 
o3PWO9 


434Y87 
434Y88 
434Y89 
434Y90 
434Y 83 
434Y84 
434Y85 
434Y86 


93PW32 
o3PW30 
o3PWO04 
03PW34 
o3PW16 
o3PW20 
o3PWO08 
03PW36 
o3PWO02 
o3PW14 
o3PW28 
o3PWO05 
33PW37 


o3PW31 
o3PWO3 
93PW33 
o3PW15 
o3PW19 
33PWO07 
d3PW35 
o3PW13 
o3PW27 
o3PWO06 
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For more information on taps, see page 2267. 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 
















IRWIN. 
Hanson. ©) BOSCH 
High-Speed 
‘GEARWRENCH; Steel Taps & 
*, : High-Speed Combination 
Steel Dies Drill, Tap & 


Countersink Set 
No. 6EXL3 


No. 1PZ44 


<> CLE-LINE. 


Tap & Die Sets 


Sets contain multiple taps and dies 
for threading tasks. Taps create inter- 
nal threads in holes, and dies create 
or repair external threads on parts 
that will be installed in the holes. 

No. of 





iL. 
GREENFIELD 
THREADING 


Max. Die Item 





Pieces Min. Tap Thread Size Max. Tap Thread Size Thread Size Brand No. 
Carbon Steel Taps & Carbon Steel Die Sets 
Plug, Taper Tap Chamfer & Hex Die Shape 
40 %e'-27 H'-20, Ve"-13 Y-20 Irwin Hanson 40L827 
40 4-40 ¥3'-20 Y'-20 Bosch 55HY18 
40 "27 H-20, 4-13 H-90 Irwin Hanson _ 40L828 
40 3.00-0.50 12x1.75 M12x1.75  IrwinHanson _ 40L830 
40 M3 X 0.50 M12x1.75 M12 X 1.75 Bosch 55HY19 
44 M3x0.50 M12x1.50, M12x1.75 M12X1.75  IrwinHanson _ 8ANC7 * 
40 #4-40 NC %-20 NF 5-20 NF Gearwrench 3KLR5 © GREENLEE. “(WsTwARD = 
49 M3x0.50 M12x1.75 M12x1.75 Gearwrench 3KLR4 THREADING 
66 M3x0.50 M24x3.00 M24 x 3.00 Inwin Hanson ZETLG 
75 Ve'-27 NPT, 4'-28 BSP '-20 2" rwinHanson 4 H H H 
77 3x0.50 NC 12x1.75 NC M12 x 1.75 Gearwrench SKLRS Combination Drill, 
114 3x0.50 NC M18x2.50 M18 x 2.50 earwrenc = 
116 AO UNG = VETS UNG %'-20 UNF %'-20UNF  IrwinHanson  40L824 Tap and Countersink Sets 
Plug, Taper Ta amfer & Round Die Shape ; : : 
38 a =: en 13 Westward 1Pz49 = Right-hand thread direction 
41n ain = estwar 31 | » High-speed steel material 
64 #4 Tin 1-14 Westward 1PZ53 a 
110 #4 M18 Ys'-16 Westward 1PZ54_| These sets contain multiple combination drill-tap-and-countersink tools in a 
Plug Tap Ghamtor & Hex Bie shape range of sizes. Combination drills, taps, and countersinks make a hol t 
12 #10-32 NF Vi'-20 NC Vi-20NC Irwin Hanson 2ETL2 ge Of SIZes. , taps, and COUNTErSINKS MaKe a hole, create 
24 ¥'-27 NPT 4'-20 NF %'-20 NF Irwin Hanson 5vUC7_ | threads in the hole, and countersink the top of the hole in one pass. 
40 ¥s"-28 BSP _.,M12x1.-75 M12x1.75 Irwin Hanson 40829 soak i cite iain 
Ver TEM ENE 2 ABMe nA) Ste | Ais Tent is ged ___aaining_ra_ 
j ombpination Vrill, tap OUntersink sets 
sf peor MO Mek eee Twill vanson _ Ts. 6 8'-32, 6-32, 10'-24, 12"-24. 4'-20, 10°-32 Bright (Uncoated) Greenlee 4GB12 
76 #4-40 NC 8-20 NF 72-20 NE Irwin Hanson __2ETL4 6 Mae Meee ee Bright (Uncoated) Greenlee 1ANZ3 
Plug Tap Chamfey & Round Die Shape 20 Nr _Irwin Parison __S0L823 6 #6-32, #8-32, #10-24, #10-32, #12-24, V"-20 Bright (Uncoated) Westward GEXL3 
16 in 3% in H"-10 Westward 4PZ40 20, %'-16, %e'-18, Ae'-14. %"-13 g Threading 
09 th in % in %"-20 Westward {PZ48 13, Y4'-20, ¥e"-16, Ve'-18, Ac'-14 g Threading 
a Ip ae #10-24, #10-32, #6-32, #8-32, VA'- ; Greenfield 
3 oR a tae Ween] ——ypaag Ls 20, %'-16, Vie'-18, Vic-14. Y-13 oN Threading “45M41 
Wick ie hia ri Westward _ _ 1243 #10-24, #8-32, 7-13, Vi'-20 | Greenfield 
igh-Speed Steel Taps & Carbon Steel Die Sets 20 HAG HelB Vield Bright (Uncoated) Threading 44544 
ring Tap Ghamier & Round Adjustable Die Shape FA0-04 10-32 #12-28 #8-39, 913 
4'-20 NC %-13 NC ¥'13NC Greenfield Threading 445M58 Ue oe ceo, Mie Greenfield 
16 M6x1.0 M18 x 2.50 M18 x 2.50 Greenfield Threading 445M61 36 2-20, Ya-20, M"-28, 1#2-24, 4-16, Bright (Uncoated) Threading 445M43 
23 Ya-20 NG Foe eee eee tg ar Re, | combination Drill TapSets 
"= "= Q"= reenfie readin J I ; : : : 
44 vi'-20 NC T"-14 NS {"-144NS Greenfield Threading 445M62 9 8-82, 10'-24, 120-24, 4-20, 10-82 Bright (Uncoated) _DeWalt__ 49JP92 
45 v'-90 NC 1-14 NS T-14.NS Greenfield Threading 445M60 6 8'-32, 6'-32, 10"-24, 12°-24, Y%4'-20, 10"-32 Bright (Uncoated) Greenlee 30HK33 
Plug Tap Chamfer & Round Die Shape 
10 #12-24 NC #12-24 NF #12-24 NF Greenfield Threading 445M46 
10 #2-56 NC #12-24 NF #12-24 NF Cle-Line 50CA41 Thread _— Overall Item 
13 M6x1.0 M12 x 1.75 M1i2x 1.75 Greenfield Threading 445M50 Size Length Brand No. 
13 Y4'-20 NC %'-13 NC %'-13NC Greenfield Threading 445M53 #10-24  23/50in Greenlee  1FAJ9 —— 
13 Ys'-20 NC %-13 NC %"-13 NC Cleveland 4ALHO #10-24 2 1%4in DeWalt  45HE96 SSeS 
16 M6ex1 M14x2 M16 X 2.00 Cleveland 4ALF7 #10-24_ 2%4in Westward GEXL9 
17 #4-40 NC %'-20 NC V4'-20 NC Cleveland 4ALF8 #10-24  22%ain DeWalt  49JP46 No. 45HE96 
17 #4-40 NC %4'-20 NC %'-20 NC _ Greenfield Threading 445M52 #10-32.2%4in Greenlee  1FAL1 
19 #0-80 NF #10-24 NF #10-24 NF Greenfield Threading 44554 #10-32 2 '%ain DeWalt  45HE97 
23 #4-40 NC #12-28 NF #12-28 NF Greenfield Threading 445M47 #10-32 2%4in Westward GEXNO 
23 #4-40 NC #12-28 NF #12-28 NF Cleveland 4ALF9 #10-32  22%ain DeWalt  49JP47 
25 ¥"-27 NPT %'-20 NF ¥'-20 NF Cleveland 4ALH2 #12-24_ 2%4in Greenlee  1FAL2 © GREENLEE. 
39 #12-24 H-13 ¥"-13 NC Irwin Hanson 351662 #12-24_  2%in DeWalt  45HE98 
44 '-27 Y'-16 I-16 Irwin Hanson 351655 #12-24 2 %4in Westward _ 6EXN1 
44 Vi'-20 NC 1-12 NF T'-12 NF Greenfield Threading 445M48 #12-24 2 %ain DeWalt  49JP48 * 
45 ¥4'-20 NC T=14 NS 1-14 NS Cleveland 4ALF6 #6-32  23/50in Greenlee 1FAL3 (WESTWARD 
Plug Tap Chamfer & Round Fixed Die Shape #6-32 2in__ Westward _ 6EXL7 . 7 
23 Ya-20 NG BNO aN eee aay | ee ee oe aes COMbination 
4" "* "° evelan - 16 IN eWa 
23 Y4'-20 NC ¥'-20 NF 5-20 NF Cleveland 4ALF5 #8-32 2%2in DeWalt 49JP45 = 
igh- igh- i #8-32 West EXL 
sped steal Tans & igh Saad Stel ie Set ein wena sa Drills, Taps and 
39 #4 % in Y-13 Westward 1PZ36 %y-20 2%2in DeWalt  45HE99 Countersinks 
44 in % in Y-16 Westward 1PZ50 %'-20  2%in Westward G6EXL5 a a! 
64 #4 Tin 1"-14 Westward uliza ue ai bie aa # Right-hand thread direction 
110 #4 M18 Yi-16 Westward ie Ain reenlee 5 a 
Plug Tap Chamfer & Round Die Shape AG 3 %in DeWalt 45Hr01 " High-speed steel material 
12 % in % in -14 Westward uae 41 3 eal aes tla = Bright (uncoated) finish 
12 Yin Y in Yo"-20) Westwar 45 B= 4 in estwar er . 
13 M6x1.0 M12 x 1.75 M12 x 1.75 Cle-Line 44M63 | —Yis-18 3 Yin Greenlee ANZA These combination tools drill a hole 
16 Yin 4 in ¥4'-10 Westward 1PZ34 Ve'-18 3 2 In DeWalt 45 and create threads in the hole in one 
16 Y% in Yq in Y-20 Westward 1PZ33 Ye-18 3 %sin DeWalt  49JP51 They al fare nicat 
17 M2.5x0.45 M6 x 1.00 M6 x 1.00 Cle-Line 50AT30 jre-18 3 Vain Westward GEXL4 Pass. They also create a countersink a 
5 a in aun Aran westward ee Mey 2 Soe in nee Fees the top of the hole that allows a screw 
4 in 2 In Yo" estwar x0. 64 In eWalt . . 
30 Ya in Yin WAG Westward 1P235 M6x1.0 22%sin DeWalt. 49JP54 to Sit flush with the top of the hole 
45 Ya in 1 in 1"-14 Westward 1PZ52 M8x1.25 2 *%a in DeWalt 49JP55 when it is screwed into the hole. 
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8B WIDIA GTD= > sano 


General Purpose Chip-Free 


Thread-Forming Taps 
# Right-hand thread direction 


—luacrer 


PROTOTYP 


ili. 
GREENFIELD 


Black Oxide 
Metric Coarse, Semi-Bottoming, 
Modified Bottoming 
No. 427X71 





General purpose chip-free taps are made from high-speed Thread =‘ Thread Overall a lead Whe inal ’ _ 
steel and can create threads in a wide range of materials. Une Flag rengtn rengtn ni Sze _[ Class of Fit rane Z 
Thread Thread Overall 75% Thread Thread Limit Item #10-24 Y2 in 2% In 427mm H4/2B Greenfield Threading 15J976 
Size Length Length Drill Size _/ Class of Fit Brand No. #4-40 6 in 1 Ain — H3 / 2B Cleveland 435V97 
Black Oxide UNC, Plug, Taper 
Metric Coarse, Semi-Bottoming, Modified Bottoming #4- 40 Ve in 1 “in 2.52mm H3 Widia GTD 2XTX7 
10x1.5 20.00 mm 0Omm 8.50 mm 6HX / 6BHX Walter Prototyp 427X65 #6-32 ¥e in 2 In 3.10mm H3 Widia GID 2XxTY1 
M3.5x0.6 11.00mm 56.00 mm 2.90 mm 6HX / GHX Walter Prototyp 427X67 %-11 1 “ein 3 ein 3%4 In H/ Widia GTD 2XUA1 
M3x0.5 9.00 mm 96.00 mm 2.00 mm 6HX / 6HX Walter Prototyp 427X66 UNC, UNJC, Bottoming, Taper 
M4x0.7 12.00 mm__ 63.00 mm 3.30 mm 6HX / 6HX Walter Prototyp 427X68 #12-24 Ya in 2% In 4.95mm H4 Widia GID 13X406 
M5x0.8 13.00 mm_—_—70.00 mm 4.20 mm 6HX / 6BHX Walter Prototyp 427X69 #6-32 ¥e in 2 In 3.10mm H3 Widia GID 13X307 
Mo6x1 15.00 mm__—_ 80.00 mm 9.00 mm 6HX / 6HX Walter Prototyp 427X/0 Y4'-20 % In 2 Vain 9./0mm H4 Widia GID 13X282 
M8x1.25 18.00mm 90.00 mm H 6HX / GBHX Walter Prototyp 427X711 ¥'-16 Ya in 2 '%e6 in 'Y39 In H/ Widia GID 13X265 
Bright (Uncoated) Vo'-13 '%e In 3% In 11.70mm Hd Widia GID 13X258 
Metric Coarse, Bottoming Va'-13 'e In 3 ¥8 In 11.70mm H/ Widia GTD 13X259 
M10x1.5 1% In 2 '%e in 8.50 mm — OSG 6WGJ5 UNF, Plug, Taper 
M12x1.75 1 *¥%2 In 3% In “”e in — OSG 6WGJ7 #10-32 Yo in 2% in 440mm H4 Widia GID 2XTY9 
M4x0.7 Ya in 2 Vein 3.30 mm _ OSG 6WGH4 ¥'-24 Ya in 2 '%e6 In 9.00mm H8 Widia GTD 2X1Z3 
M8x1.25 1% In 2 232 In H — OSG 6WGJ2 TiCN 
Metric Coarse, pottoming, Taper Metric Coarse, pottoming, Taper 
M3x0.5 7.95 m 49.28 mm 2./omm D5 Widia GID 13X314 M3x0.5 7.95 m 49.28 mm 2./9mm Dd Widia GID 12E991 
M4x0.7  —- 9.53 att 94.10 mm 3.65mm D6 Widia GID 13X313 M4x0.7 ——-9.53 att 04.10 mm 3.65mm D6 Widia GID 12F134 
Mox1 15.88 mm 63.50 mm 9.00mm D8 Widia GID 13X311 M5x0.8 12.70 mm_ (60.45 mm 4.60mm D/ Widia GID 12F132 
M8x1.25 17.48mm 69.09 mm L D9 Widia GTD 13X310 Me6x1 15.88 mm 63.50 mm 9.00mm D8 Widia GID 12E988 
UNC, Bottoming M8x1.25 17.48mm 69.09 mm L D9 Widia GID 12F128 
#10-24 Ya in 2% In 4.27mm H6 / 2B-3B Cleveland 435W13 UNC, Bottoming 
#2-56 “Ae in 1% In 1.73 mm 2B OSG 6WGC3 #10-24 Zein 2% In 4.27 mm 2B OSG 6WGD7 
#2-56 “Ac in 1% In 1.95mm H2 / 2B Cleveland 435V96 #3-48 Yo in 1 '%e in 2.00 mm 2B OSG 6WGCE6 
#4-40 %6 in 1% In 2.20 mm 2B OSG 6WGC7 #4-40 %i6 In 1% In 2.02mm H3 Widia GID 12F006 
#6-32 32 in 2 in 3.10mm H3 Widia GID 2XUA8 #6-32 ¥e in 2 In 3.10mm H3 Widia GID 12F004 
#6-32 ¥e in 2 In 3.10mm Ho /2B-3B Greenfield Threading 15K001 #6-32 Me in 2 In 3.10 mm 2B OSG 6WGD1 
#8-32 ¥e in 2 Vein 3./omm H3 / 2B Cleveland 435W07 #8-32 4 in 2 Vein 3.40 mm 2B OSG 6WGD4 
Ya'-20 % In 2 Vain 9./0mm H4 Widia GID 2XUC6 Y4'-20 % in 2 Vain 9./0mm H4 Widia GID 12E997 
Ya'-20 % In 2 In 9./0mm H4 / 2B Cleveland 435W19 UNC, Bottoming, Taper 
Y4'-20 % In 2 “ain 9./0mm H6 / 2B Cleveland 435W21 #10-2 Ya in 2% In 4.27mm H4 Widia GID 12F170 
Y'-20 1 in 2 “in 9./0 mm 2B OSG 6WGE1 #6-32 ¥e in 2 In 3.10mm Hd Widia GID 12F184 
“e'-18 1% In 2 *%2 In F 2B OSG 6WGE7 ¥e-16 Ya in 2 '%e in Yo In H/ Widia GID 12F146 
¥8'-16 Ya in 2 '%e in 19 In Hd Widia GID 2XUD1 Y'-13 Me in 3 Ae in 11.70mm Hd Widia GID 12F139 
¥e'-16 1% In 2 '%e in %e in 2B OSG 6WGF3 UNF, Bottoming 
”e-14 1 “ein 3 %2 In U 2B OSG 6WGF9 #0-80 16 In 1% In 1.20 mm 2B OSG 6WGC2 
Yo'-20 '%e in 3% In 12.05mm Hd Widia GID 2XUD4 #10-32 Yo in 2% In 440mm H4 Widia GID 12E998 
Y'-13 1 22 In 3% In 2/4 In 2B OSG 6WGG5 #10-32 %e in 2% In 4.40 mm 2B OSG 6WGEO 
%'-11 1 “ein 3 6 in 3/4 In H/ Widia GTD 2XUD5 /A'-20 1 “sin 3 %2 In 9.95 mm 2B OSG 6WGG4 
Bluse iia. 
Hi h- P rf Chi F Thread Thread Overall Thread Limit Item 
ig e ormance ip- ree Size Length Length /ClassofFit Tap Material Brand No. 
g UNC, Plug 
Thread-Forming Taps S eras aS 
. . p= 4 in 64 in obalt 
= Right-hand flute direction dali Ve12 ein 4? %in _H7/3B Cobalt OSG 54IVIC5O 
: Tapping, %'-11 Zin 4 2%a In H10/ 2B Cobalt OSG 54MC50 
High-performance chip-free taps are harder and more UNF, TICN, 1-8 TVin 6 1%sin _H11/2B Cobalt OSG 54MC80 
-redi in- DIN/ANSI UNC, Semi-Bottoming, Modified Bottoming 
wear resistant than general purpose chip-free taps. a : oh tie it 3 en HS7 a8 Cobalt OSG 33VT67 
They provide better precision and accuracy than general " Sees 1Vi-7 ein 7¥ain H13/2B Cobalt OSG 54MC71 
purpose taps when used in designated materials. UNC. Battontina Tapping, UNC, TIN 
Thread Thread Overall Thread Limit Item #10-24 Yin 2 *¥%64 IN H6 / 2B Cobalt OSG 33WG39 
Size Length Length /ClassofFit Tap Material Brand No. #4-40 Ya in 1 °%4 In H/ Cobalt OSG 33WG51 
Multiple Material Tapping, Metric Coarse, TiCN, DIN/ANSI Ya'-20 % In 2 Y2In H6 / 2B Cobalt OSG 2TTV5 
Metric Coarse, Bottoming UNC, Plug 
M1.2x0.25 5.00mm 40.00mm_ — D5/6H Cobalt OSG 54MC89 #6-32 ¥e in 2 in H10 Cobalt OSG 33WG7/5 
Mi6x2  20.00mm 110.00mm_  D12/6H Cobalt OSG 54MD62 UNC, Semi-Bottoming, Modified Bottoming 
M6x1 10.00 mm_ 80.00 mm D8 Cobalt OSG 54MD28 #10-24 Yo in 2 *%64 IN H/ Cobalt OSG 33WE06 
M7x1_ 12.00 mm_80.00 mm D8 Cobalt OSG 54MD32 #4-40 Ya in 1 >Y%4 In H3 / 3B Cobalt OSG 2T1TP2 
Metric Coarse, Plug #6-32 ¥% in 2 In H6 Cobalt OSG 4APW4 
Mi12x1.75 17.00 mm 110.00mm_  D11/6H Cobalt OSG 54MD55 #6-32 ¥e in 2 In H8 Cobalt OSG 33WA65 
M1x0.25 5.00mm 40.00mm D5/6H Cobalt OSG 54MC94 #8-32 ¥e in 2 Vein H9 Cobalt OSG 33WC90 
Metric Coarse, Semi-Bottoming, Modified Bottoming Ya"-20 ¥ In 2 %2 In H/ Cobalt OSG 33WH64 
M16x2 20.00 mm 110.00 mm_—_—D//6H Cobalt OSG 33VU39 Y4'-20 % In 2 Ya in H6 / 2B Cobalt OSG 2T1V8 
M30x3.5 21.00 mm 180.00 mm D15 Cobalt OSG 54MD91 /6'-18 % In 2 232 IN H3 Cobalt OSG 2TTU7 
M4.5x0./5 9.00mm_ 70.00 mm D4 Cobalt OSG 33VU54 /6'-18 % In 2 2/32 IN Hd / 3B Cobalt OSG 2TTU6 
Multiple Material Tapping, UNC, Bright (Uncoated) ¥'-16 ¥4 in 2 '%e6 in H6 Cobalt OSG 33WL34 
UNC, Plug %'-11 1Yein 3 '%ein H10/ 2B Cobalt OSG 33WX94 
#4-40 Ya in 1 °Y%a4 In H3 / 3B Cobalt OSG 21TY8 %'-11 1Yein 3 '%ein He Cobalt OSG 33WR16 
¥e'-16 Ya in 2 '%e6 In H4 Cobalt OSG 33WL44 Y4'-10 1 %e in 4% in Cobalt OSG 33W112 
Ve'-12 1 in 3° In H/7/ 3B Cobalt OSG 33WP45 Multiple Material Tapping, UNF; TiN, DIN/ANSI 
¥a'-10 1 %e in 4 Vin H10/ 2B Cobalt OSG 2TIN3 UNF, Bottoming 
Y4'-10 1 %e in 4 VY in H12 Cobalt OSG 33WY68 ¥i'-16 1 in 4 2%a in H10/ 2B Cobalt OSG o4MC83 
ah som: -Bottoming, Modified Bottoming UNF, Plug 
#10-2 Yo in 2 264 IN H10 Cobalt OSG 33WHO02 Ya'-16 1 in 4 2%a in H10/ 2B Cobalt OSG 54MC84 
#2- oe ¥% In 1% In H5 Cobalt OSG 2TTU1 UNF, Semi-Bottoming, Modified Bottoming 
#6-32 ¥e in 2 In H3 / 3B Cobalt OSG 21125 #10-32 Yo in 2 Ya in H4/ 3B Cobalt OSG 33V1T58 
Ya"-20 ¥e In 2 vain H2 Cobalt OSG 33WH58 Steel Tapping Metric Coarse, Black Oxide 
¥e'-16 ¥ in 2 '%e in H4 Cobalt OSG 33WL28 Metric Coarse, Semi-Bottoming, Modified Bottoming 
Y'-13 In 3 9% In H4 Cobalt OSG 33WN20 M1.2x0.25 5.50 mm 00mm _ 6HX/5HX High Speed Steel Walter Prototyp 427X42 
VYo'-20 ein 3% In H10 Cobalt OSG 33WX20 M1.4x0.3 7.00 mm 40.00 mm _ 6HX/5HX High Speed Steel Walter Prototyp 427X43 
Ve6'-12 1 in 3 8% In H6 Cobalt OSG 33WP17 M1.6x0.35 8.00mm 40.00 mm _  6HX/6HX High Speed Steel Walter Prototyp 427X44 
%'-11 1Yein 3 '%ein H6 Cobalt OSG 33WR14 M10x1.5 20.00 mm 100.00 mm 6HX/6HX High Speed Steel Walter Prototyp 427X45 
%'-11 1Yein 3 '%ein Hd Cobalt OSG 33WR10 M2.5x0.45 8.00mm 50.00mm 6HX/6HX High Speed Steel Walter Prototyp 427X47 
¥a'-10 1 %ein 4 V4 in H6 Cobalt OSG 33WT02 M2x0.4 600mm 45.00 mm _  6HX/6HX High Speed Steel Walter Prototyp 427X46 
Multiple Material Tapping, UNC, TICN, DIN/ANSI M3x0.5 9.00mm_ 56.00mm_ 6HX/6HX High Speed Steel Walter Prototyp 427X48 
UNC, Bottoming M4x0.7 12.00mm 63.00mm _  6HX/6HX High Speed Steel Walter Prototyp 427X49 
Y'-13 Ya in 4 2%a In H8 / 2B Cobalt OSG 54MC40 M5x0.8 13.00mm 70.00 mm  6HX/6HX High Speed Steel Walter Prototyp 427X50 
Ve'-12 Tein 4 2%4 in H/7/ 3B Cobalt OSG 54MC58 M6x1 15.00 mm_ 80.00 mm 6HX/6HX High Speed Steel Walter Prototyp 427X51 
%'-11 Zain 4 2%a In H10/ 2B Cobalt OSG 54MC51 M8x1.25 18.00mm 90.00 mm  6HX/6HX High Speed Steel Walter Prototyp 427X52 
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Extension Taps 


# Right-hand thread direction $ 


Extension taps have long shanks that let them tap deep or hard-to-reach holes. 




















none mane They create internal threads in holes, and their reduced-diameter shank clears the 
No. GOHLO4 
hole when tapping a hole at a depth that is greater than the taps’ thread length. 
REGAL CUTTING TOOLS Thread Thread Overall 75% Thread Item 
Size Length Length Drill Size No. 
Acme Taps Black Oxide Finish, High-Performance Spiral Point 
UNC, 2 Flute 
= High-speed steel material = 4 flutes oe ue in ain oom Geis 
i ini imi i : 32 IN In .cUmM 
= Bright (uncoated) finish = 2G thread limit/class of fit 16-39 Shain Tin 734 oPFHA 
These taps create trapezoidal Acme threads, which have a 29° thread angle ae =e : in ie savy 
and are stronger than similarly sized square threads. Sometimes called UNC, 3 Flute oun a 
tandem taps, Acme taps are used for threading through holes on parts that #10-24 3a in 4in #23 2PFH8 
allow rotation or transversing (straight-line) movement on equipment that ae ae n : n ; a SPrHG 
will bear heavy loads, such as jacks, valves, and presses. They are installed #8-32 2a in 6 in 350mm OPFH7 
in tap holders in rigid setups such as drill presses and milling machines. “20 "%s2 In 4 in 9 2PFK3 
Ha'-20 1% in 6 in #5 2PFJ2 
Thread Overall Item Ve-18 2V39 In 6 In '%a In 2PFJ4 
Size Thread Length Length No. ¥e'-16 Yin 6 In P 2PFJ5 
Left Hand ¥5'-16 5%a in 6 in Ae in 33YH49 
1"-5 54" 10.1300" 60HL30 Ae-14 27/9 in 6 in 2PFJ6 
1-5 2.5600" 5.4400" 60HL33 -13 2¥9 in 6 in 11.00mm ——_‘2PFJ7 
1-5 5v4" 1094" 60HL35 ¥-11 T Ya in 6 in 13.90mm  2PFJ8 
TV'-5 2.5600" 5y4" 60HL37 UNF, 3 Flute 
1V'-5 5y4" 11.1300" 60HL39 #10-32 3¥6a in 4in 415mm 2PFH9 Black Oxide 
ne : aa S00 aE #10-32 3¥%a in 6 in 415mm 2PFJ1 Finish, 
er 8800" a Vh'-28 1% in 6 in 7e in 2PFH2 : 
BA 7 6.3800" 60HL45 7Ae'-20 27a in 6 in 10.00mm  2PFK2 +‘High-Performance 
1V"-4 5.8800" 12.6300" 60HL47 7-20 299 in 6 in 11.60mm OPFJ3 Spiral Point 
Right Hand TiCN-Coated, High-Performance Spiral Point No. 2PFH8 
¥3'-12 2.1300" 4.0600" 60HLO4 Metric Coarse, 3 Flute 
%-10 1.6600" 3.3800" 60HLO5 M10x1.5 18.00mm —_150.00mm —-8.50mm 54LJ96 
%-10 2.5600" 5" 60HLO7 M14x2 24.00mm _150.00mm —-12.00mm _—_—54LKO5 
¥'-8 1.8100" 3.8100" 60HLO9 M16x2 24.00mm _160.00mm  14.00mm _—54LK10 
5-8 3.1900" by" 60HL11 M24x3 35.00mm —_200.00mm 5¥%a in 54LK26 
Y'-10 = 4y;" 60HL22 M4x0.7 8.00mm _100.00mm  3.30mm ‘54M L86 
Ya'-5 a 4" 60HL13 M5x0.8 900mm —-125.00mm ——4.22mm 54LJ85 
Ya'-5 2" 4y/;" 60HL14 M6x1 17.00mm —-150.00mm ~——‘5.00mm 54LJ89 
Ys'-6 eu 4; 60HL15 M8x1.25 15.00mm —_150.00mm H 54LJ92 
4'-8 2" Aya 60HL19 Metric Fine, 3 Flute 
Ys'-6 4.3100 7.9400" 60HL17 M10x1 18.00mm —_150.00mm —*9.00mm 54LJ94 
M10x1.25  18.00mm ——_150.00mm To in 54LJ95 
M12x1 21.00mm _180.00mm  11.00mm —_—54LJ97 
M12x1.5 21.00mm 180.00mm  10.50mm —_—54LJ99 
M5x0.5 900mm —_125.00mm #16 54LJ84 
Metric Fine, 4 Flute 
M18x2 29.00mm —_180.00mm 54LK13 
spade ae er ie 4% | #25 54ML57 
jz 16 In 32 IN 
eee #8-32 7A in 42% in 3.40mm  54ML55 
V'-20 4%a in 5 57%a in #7 54ML61 
Ae-18 5¥%a in 5 57%a in F 54ML63 
e'-14 27/9 in 5 57%a in U 54ML67 
REGAL CUTTING TOOLS H-13 2%9 in 7 %a in 27a in 54ML69 
11 1 %a in 7 %a in 13.60mm  54ML73 
Pulley Taps —o 7 ain 16.50mm 54M L75 TICN-Coated, 
: : : j High-Performance 
i 7 #10-32 37%a in 5 57%a in #21 54ML58 ‘ : . 
7 Right hand thread direction 4 flutes _ Td a a yerin 350mm B4ML66~ SPiral Point, Metric 
= High-speed steel material = H3 thread limit e'-20 27/32 in 5 57%a in 9.95mm 54M L68 Coarse, 3 Flute 
VY". 29/a0 | Yea | 
Pulley taps make internal threads in set-screw holes on pulley assemblies, ee el ee ag aa eee 
and they each have a long shank that acts as an alignment guide as the VA'-16 1 %e in 7*%ain  17.60mm___ 54ML76 
tap reaches through a pulley hub to access the holes. The taps can access bel bale a SS 
; : TiCN-Coated High-Performance Spiral Flute 
hard-to-reach holes that a standard tap could not reach, and their shank Metric Coarse, 3 Flute 
i i i i M10x1.5 12.00mm 150.00mm Yo In 54MJ63 
diameter is roughly equal to their thread diameter. TPE FOG 100mm Tso BIT 
Thread Thread Overall 75% Thread Item M16x2 16.00mm 180.00mm 14.00mm 54MJ76 
Size Length Length Drill Size Brand No. Méx1 7.00mm 150.00mm 0.2189 in 54MJ56 
Black Oxide M8x1.25 10.00mm —_150.00mm | 54MJ59 
Y'-20 Tin 6 in #7 OSG 33PD22 Metric Coarse, 4 Flute 
7-20 Tin 8 in #7 OSG 33YW96 M20x2.5 25.00mm _200.00mm  17.50mm 54MJ82 
Ae-18 1 in 6 in F OSG 33YW97 M24x3 30.00mm —_200.00mm 5¥%a in 54MJ92 
Ae'-18 1 in 8 in F OSG 33YW98 Metric Fine, 3 Flute 
¥'-16 1 Vin 6 in Ae in OSG 33YW99 M14x1.5 16.00mm —-150.00mm  12.50mm —_54MJ70 
¥'-16 1 Vin 8 in Ae in OSG 33YX01 M15x1 12.00mm —_160.00mm 54MJ72 
¥'-16 1 Vin 10 in Ae in OSG 33YX02 M8x1 10.00mm ——_150.00mm %o in 54MJ58 
Ae-14 1 %ain 6 in U OSG 33YX03 Metric Fine, 4 Flute 
Ae-14 1 %ain 8 in U OSG 33YX04 M18x1.5 16.00mm _180.00mm  16.50mm —_54MJ78 
W413 142 in 6 in 27% in OSG 33YX05 UNC, 2 Flute 
W413 142 in 8 in 2% in OSG 33YX06 #8-32 % in 4 2%» in 3.40mm 5 4MJ17 
W413 1%42in 10 in 2% in OSG 33YX07 H'-20 2574 in 5 57%a in #7 54MJ23 
W413 1%A2in 12 in 2%a in OSG 33YX08 UNC, 3 Flute 
¥-11 1 5¥%a in 6 in 13.60mm OSG 33YX09 ¥8'-16 in 5 57%a in Ae in 54MJ27 
¥-11 1 5¥%a in 8 in 13.60mm OSG 33YX10 Y-13 3% a in 7 %a in 27a in 54MJ31 
¥-11 1 5¥%a in 10 in 13.60mm OSG 33YX11 Ae-12 2¥59 in 7 %a in 12.20mm _54MJ33 
¥-11 1 5¥%a in 12 in 13.60mm OSG 33YX12 UNC, 4 Flute 
Y'-10 2 in 10 in 16.50mm OSG 33YX13 Ys'-10 Tin 7 *%a in 16.50mm _54MJ37 
H'-10 2 in 12 in 16.50mm OSG 33YX14 UNF, 2 Flute TICN-Coated 
Bright (Uncoated) #10-32 6 in 5 5/%a in #21 54MJ20 High-Performance 
Ae'-18 1 in 2 2%39 in F Regal Cutting Tools 39TA79 UNF, 3 Flute Spiral Flute 
W413 142 in 6 in 2% in Regal Cutting Tools 39TA82 Ae'-18 2¥9 in 7 %a in 12.90mm  54MJ34 No. 54My63 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2267 
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Pipe and Conduit Thread Taps 


# Right-hand thread direction 


Pipe and conduit thread taps create or repair internal threads in pipe, conduit, 
and fittings so they can mate with parts that have matching external threads. 





No.of Thread Thread 
Flutes Size Length 
Carbon Steel BSP 

4 Ve in-28 Ya in 
Carbon Steel NPT 

4 Ve in-27 ¥4 in 

4 Ve in-27 ¥4 in 

4 Ye in-27 Ya in 

4 VY in-18 ”/c in 

4 VY in-18 1 Ye in 

4 ¥e in-18 1 ein 

4 1in-11-1/2 1% in 

4 1M in-11-1/2 1% in 

5 34 in-14 1 % in 

7 1¥%in-11-1/2) 1% in 
Cobalt NPT 

4 Ye in-27 ¥4 in 

4 VY in-18 1 %a in 

4 ¥e in-18 1 %a in 

4 Yo in-14 1 2%a in 

5 Ya in-14 1 2%a in 
High Speed Steel BSPP 

4 Yq in-19 1 %a in 

4 Yo in-14 1 % in 
High Speed Steel BSPT 

4 Ve in-28 Ya in 

5 Ya in-14 1% in 
High Speed Steel G 

4 ¥Ysin-14  —26.00mm 

4 1% in-11 —28.00mm 

6 2%in-11 = 1 8%a in 
High Speed Steel NPS 

4 VY in-18 1 Ye in 

4 VY in-18 1 Ye in 

5 Ya in-14 1 2%a in 

5 Ya in-14 1 2%a in 

5 1in-11-1/2 1% in 
High Speed Steel NPT 

2 Ye in-2/ 9.70mm 

2 Yain-18 —14.80mm 

3 Yain-18 = 17.40mm 

3 Yin-14 —_23./5mm 

3 ¥zin-14  18.92mm 

4 Vie in-27 Me in 

4 Vie in-27 Me in 

4 Vie in-27 Me in 

4 Ve in-27 Yin 

4 Ye in-2/ Ya in 

4 Ye in-27 Ya in 

4 Ye in-27 Ya in 

4 Ve in-27 Ya in 

4 Ve in-27 Ya in 

4 Ye in-27 ¥4 in 

4 Ye in-27 Ya in 

4 Ye in-27 Ya in 

4 Ye in-27 Ya in 

4 Ygin-27 14.00mm 

4 VY in-18 1 “ein 

4 VY in-18 1 %a in 

4 Y in-18 1 Ye in 

4 Ys in-18 1 “ein 

4 VY in-18 1 “ein 

4 Yain-18  20.00mm 

4 ¥e in-18 1 Ye in 

4 ¥ in-18 1 %a in 

4 ¥e in-18 1 Ye in 

4 ¥e in-18 1 Ye in 

4 ¥e in-18 1 Ye in 

4 ¥e in-18 1 Ye in 

4 VY in-14 Me in 

4 Ye in-14 1 % in 

4 VY in-14 1 2%a in 

4 VY in-14 1 2%a in 

4 Ys in-14 1 % in 

4 Yo in-14 1% in 


Overall 
Length 


2 2 In 


2 Yin 
2 Yin 
2 Yin 
2 ‘Ae in 
2 ‘Ae in 
2 %e in 
3% in 
4 %e in 
3 Yin 
4% in 


2 %a in 
2 27a in 
2 3%a in 
3 %a in 
3 % in 


2 ‘Ae in 
3 8 In 


2 Yin 
3 Yin 


140.00mm 
170.00mm 


10 %e in 


2 “ein 
2 “ein 


3 % in 
3 % in 
3% in 


50.80mm 
49 30mm 
69.09mm 
85.85mm 
74.68mm 
2 Vein 
2 Vein 
2 Vein 
2 Vein 
2 ’in 
2 Yin 
2 %a in 
2 Vein 
2 Vein 
2 Vein 
2 Vein 
2 Vin 
2 Vein 
90.00mm 
2 “6 in 
2 2% in 
2 ‘Asin 
2 ‘Ae in 
2 “6 in 
100.00mm 
2 %6 in 
2 2%a in 
2 %e6 in 
2 %e6 in 
2 %e6 in 
2 %6 in 
3 Yin 
3 Yin 
3% in 


3 44 in 


3 Yin 
3 Yin 


2268 GRAINGER. 


ITT 





Tap Chamfer 
Taper 


Taper 
Semi-Bottoming 
Taper 
Taper 
Semi-Bottoming 
Taper 
Taper 
Taper 
Taper 
Taper 


Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 


Plug 
Taper 


Taper 
Taper 


Plug 
Plug 
Semi-Bottoming, 
Modified Bottoming 


Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 


Taper 
Taper 
Taper 
Taper 
Taper 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming 


Brand 
Irwin Hanson 


Irwin Hanson 
Westward 
Ridgid 
Irwin Hanson 
Westward 
Ridgid 
Ridgid 
Ridgid 
Ridgid 
Ridgid 


OSG 
OSG 
OSG 
OSG 
OSG 


North American 
North American 


North American 
North American 


Walter Prototyp 
Walter Prototyp 


Walter Prototyp 


Greentield Threading 
Cleveland 


OSG 
OSG 
OSG 


Widia GID 
Widia GTD 
Widia GID 
Widia GID 
Widia GID 
Greenfield Threading 
Cleveland 
Westward 
Greenfield Threading 
Greenfield Threading 
Westward 


OSG 


Cleveland 
Cleveland 
Westward 
Westward 
Westward 
Westward 


Walter Prototyp 
Westward 
OSG 


Cleveland 
Westward 
Westward 
Walter Prototyp 
Greenfield Threading 
OSG 
Cleveland 
Westward 
Westward 
Westward 
Westward 
Greenfield Threading 


OSG 


OSG 


Greenfield Threading 
Cleveland 


*wisrwarn RIDGID poe Wer 


O verano WIDIA GTD= <> CLE-LINE. 


Item 
No. 


1917150 


197151 
2LXR3 
38HY54 
191152 
2LXR4 
38HY59 
38HY5/ 
38HY58 
38HY56 
38HY59 


6VYKO 
6VYK1 
6VYK2 
6VYK3 
6VYK4 


11V273 
36UV97 


10D319 
36UW01 


429008 
429002 


427G11 


15K060 
435W92 


2WAJ3 
2WAJ4 
2WAH9 


2XUK8 
2XUK9 
2XUL6 
2XUL2 
2XUL3 
15K021 
435W60 
oTWT5 
15K022 
15K023 
2LWT6 


2WAF4 


435W61 
435W62 
oPXHO 
oPXH1 
oT WT6 
oTWT7 


427V80 
2LWT/ 
2WAF1 


435W63 
oTWT8 
oT WYO 


427V79 
15K025 
2WAES 


435W64 
oPXH3 
oT WT9 
oTWY1 
oT WY2 
15K026 


2WAFS8 


33ZL86 


407D20 
435W65 


No.of Thread Thread Overall 
Flutes Size Length Length 
Y in-14 1% in 3 Ye in 
4 Y in-14 1% in 3 '%a in 
4 Y in-14 1% In 3 Ye in 
4 Y in-14 1% in 3 Ye in 
2) Yin-14 26.00mm 125.00mm 
a ¥a in-14 2%0 In 3 Ya in 
5 ¥a in-14 1 2% in 3 Yin 
5 Ya in-14 1 2%a in 3 Yin 
a] ¥a in-14 1% in 3 Yin 
0 Ya in-14 1% in 3 Ya in 
o ¥a in-14 1% In 3% In 
a ¥a in-14 1% In 3 Ya in 
5 ¥a in-14 1% In 3 Ya in 
a Ya in-14 1% In 3 Ya in 
DS 1in-11-1/2)  1%in 3 %4 in 
5 1in-11-1/2 1% in 3 %4 in 
5 = 1in-11-1/2 1% in 3 ¥%4 in 
5 1in-11-1/2) 1%in 3% In 
5 1in-11-1/2) 1%in 3 4 in 
D9 1in-11-1/2) 1% in 3% In 
5 1in-11-1/2) 1% in 3 %4 In 
D9 1in-11-1/2) 1% in 3% In 
5 1M%in-11-1/2 1% in 4 in 
5 1M%in-11-1/2 1% in 4 in 
D5 1% in-11-1/2 1% in 4 in 
5 1% in-11-1/2 1% in 4 in 
D9 1% in-11-1/2  1%in 4 in 
5 1% in-11-1/2 1% in 4 in 
7 1% in-11-1/2 1% in 4% in 
7 1% in-11-1/2 1% in 4 VY in 
7 1% in-11-1/2 1% in 4% in 
7 1% in-11-1/2 1% in 4% in 
7 1% in-11-1/2 1% in 4% in 
7 1% in-11-1/2 1% in 4% in 
7 1% in-11-1/2  1%in 4% in 
7 1% in-11-1/2 1% in 4 V% in 
7 2in-11-1/2) 1 %in 4% In 
7 2in-11-1/2) 1% in 4% in 
Y 2in-11-1/2. 1% in 4% In 
7 2in-11-1/2. 1% in 4% In 
Y— 2in-11-1/2) 1% in 4 Vin 
7 2in-11-1/2. 1% in 4% In 
High Speed Steel NPTF 
4 Y in-2/ ¥4 in 2 Ye in 
4 Ye in-27 ¥ in 2 %a in 
4 VY in-27 ¥ in 2 %a in 
4 Ya in-18 1 Ye in 2 ‘6 in 
4 Ya in-18 1¥%ain 22%ain 
4 ¥e in-18 1¥%ain 2 2%ain 
4 ¥e in-18 1¥%ain 2 2%ain 
4 Y in-14 1% In 3 Yin 
4 Y in-14 12%4in 3 sin 
4 Y in-14 12%4in 3 sin 
5 ¥a in-14 1 2% in 3 Yin 
5 Ya in-14 1 2% in 3 Yin 
a] ¥a in-14 1% In 3 Ya in 
5 1in-11-1/2) 1% in 3 %4 In 
7 1%in-11-1/2 1% in 4 VY in 
7 ~~ 2in-11-1/2 31% in 4% in 
High Speed Steel RP 
4 Ya in-19 1/6 in 3 5%a in 
4 ¥% in-19 1%e in 3 5%a in 
4 Y% in-14 1%6 in 4 2%po in 
4 ¥a in-14 1 Yea in 5 Yin 
4 1 in-11 1%2in 6 1%ain 














Find even MORE on Grainger.com® 


NPS 
No. 15KO60 


Tap Chamfer 
Semi-Bottoming 
Standard 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming 


Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming 
Semi-Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 


Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 


Brand 
Cle-Line 
Widia GTD 
Westward 
Westward 
Walter Prototyp 
Westward 


OSG 


OSG 


Greenfield Threading 
Cleveland 
Cle-Line 
Westward 
Westward 
Westward 
Greenfield Threading 


OSG 


OSG 


Cleveland 
Cle-Line 
Westward 
Westward 
Westward 
Greenfield Threading 


OSG 


Greenfield Threading 
Cleveland 
Westward 
Westward 

Greenfield Threading 


OSG 


Greenfield Threading 
Cleveland 


OSG 


Westward 
Westward 
Westward 
Greenfield Threading 
Greenfield Threading 
Cleveland 
Westward 
Westward 
Westward 


Greenfield Threading 
OSG 


OSG 
Greenfield Threading 
OSG 


OSG 


OSG 
Greentield Threading 
OSG 


OSG 
OSG 


OSG 


Cleveland 
Greenfield Threading 


OSG 
OSG 


Walter Prototyp 
Walter Prototyp 
Walter Prototyp 
Walter Prototyp 
Walter Prototyp 


Item 
No. 
50AP49 
53MK05 
5PXH4 
5TWX1 


427V78 
oT WX2 
2WAF9 


2WAG1 


407D21 
435W66 
JOAP59 
o9PXHD 
oT WU1 
oTWY3 
15K028 


2WAG2 


33ZL90 


435W67 
SOAP53 
oT WU2 
oT WX3 
oTWY4 
15K029 


2WAF7 


407D24 
435W68 
oPXH7 
oT WU3 
15K030 


2WAG6 


407D25 
435W69 


4CYE6 


oPXH8 

oT WU4 
oT WX5 

15K031 

407D26 
435W70 
oPXH9 

oTWUS 
oT WX6 

15K041 


2WAJ7 


4CYG2 
15K042 
2WAJ9 


2WAK2 


2WAKS 
15K044 
2WAK9 


2WAL1 
2WAK6 


2WAK8 


435W77 
15K039 


4CYG4 
ACYGS 


427F99 
427603 
427F98 
427G02 
427F96 


1-800-GRAINGER (472-4643) 


MACHINING 
Taps 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








Additional tap sizes, materials, and coatings are available on Grainger.com®. 
Interrupted-Thread Pipe 
and Conduit Thread Taps wiDIA GTD© 


Posie oa |. D> mane <> CLE-LINE. 
= Right-hand thread direction 


THREADING 
These taps have an interrupted thread pattern in which every other tooth has been removed from the cutting edge. They offer more space 





NPT, 3 Flute 





No. 33ZL63 
for chip evacuation than taps with a standard thread pattern, which allows large chips to be cleared from the taps during threading tasks. 

Thread Thread Overall Item Thread Thread Overall Item 
Size Length Length Tap Chamfer Brand No. Size Length _Length Tap Chamfer Brand No. 
BSPP, 4 Flutes - 1in-11-1/2_ 1% in 3%in _ Semi-Bottoming, Modified Bottoming OSG 33ZM32 
Y2 in-14 1% in 3% in Bottoming WidiaGID 4CPL9 1in-11-1/2. 1% in 3%in _ Semi-Bottoming, Modified Bottoming OSG 2WCD3 
seta , 1¥%in 3 Yin Plug WidiaGTD 4CPL8 yes nin sf in cemi-Bottoming, Modified Bottoming ae eae 

BSPT, 4 Flutes 4 In-11- 4 in in emi-Bottoming e-Line 
Y in-14 1% In 3% in Bottoming WidiaGTD 4CPL6 1% in-11-1/2 1 Yin 4 in Semi-Bottoming, Modified Bottoming OSG 4CYJ2 
Yo in-14 1¥%in 3 %in Plug WidiaGTD 4CPL5 NPT, 7 Flutes 
NPT, 3 Flutes 1% in-11-1/2 1% in 4% in _Semi-Bottoming, Modified Bottoming OSG 4CYJ4 
Ye in-27 ¥4 in 2 %4in _Semi-Bottoming, Modified Bottoming OSG 33ZL63 2in-11-1/2 1% in 4%1n —Semi-Bottoming, Modified Bottoming OSG 4CYJ6 
Ye in-2/ Yin 2 %4in Semi-Bottoming, Modified Bottoming OSG 33ZL64 NPT, ANPT, 5 Flutes 
Ya in-18 1¥%a4in 2%6in  Semi-Bottoming, Modified Bottoming OSG 33ZL65 Ye in-2/ ¥4 in 2 Yin Standard WidiaGTD 4CPK9 
NPT, 5 Flutes fs in-27 iL in 2 fs in Standard WidiaGID 4CPK8 
win-27 Min 2%in Semi-Bottoming Threading T8KO47 ying —t Yen —2 Tacin Standard Widia GTO 4PL3 
Ye in-2/ Ya in 2 Vain Semi-Bottoming Cleveland 435W79 ¥% in-18 1%ein 2%6in Standard WidiaGTD 53MJ21 
Ye in-2/ ¥4 in 2 %4in _Semi-Bottoming, Modified Bottoming OSG 2WCE2 Y in-14 12%2in 3 ’in Standard WidiaGTD 53MJ20 
Ye in-2/ ¥4 in 2 %4in _Semi-Bottoming, Modified Bottoming OSG 2WCD8 Ya in-14 1% In 3% in Standard WidiaGTD 53MJ19 
Ye in-27 ¥4 in 2 %4in _Semi-Bottoming, Modified Bottoming OSG 33ZM31 1in-11-1/2) 1%iIn 3% In Standard WidiaGTD 4CPN2 
Ye in-2/ ¥a in 2 %4in _Semi-Bottoming, Modified Bottoming OSG 4CYH8 1M% in-11-1/2 1% in 4 in Standard WidiaGTD 4CPN4 
Ye in-2/ Yin 2 %4in Semi-Bottoming, Modified Bottoming OSG 2WCD7 lat ANPT, 7 Flutes = - 
Yint8 tein 2%ein Semi-Bottoming Trending me BT Standard Widia GTD_4GPNS 
Ya in-18 1Yein 2 “ein Semi-Bottoming Cleveland 435W80 Ya in-18 1%4in 2“%6in  Semi-Bottoming, Modified Bottoming OSG 33ZL/2 
Ya in-18 1Yein 2 “ein Sem eotom ng viene re NPTF, 5 Flutes ecsantisld 
Ya in-18 1%ein 24%%4in  Semi-Bottoming, Modified Bottoming fay ; ; 7 ‘ reentie 
Yin-18 1 Vein 2?/sin Semi-Bottoming, Modified Bottoming OSG 2wcpgd = @!27— in. 2 Bin eemenortoming Threading 407028 
Ya in-18 1Yein 2%%4in Semi-Bottoming, Modified Bottoming OSG 2WCE1 Vf in-27 % in Pin Semi-Bottoming Greenfield 15K054 
Yin-18 = 1 %sin = 2%ein Semi-Bottoming Teeny 15K049 Yein-27 Yuin 2 Zain Semi-Bottoming, Modified Bottoming OS SZM56 
¥~ in-18 1VYein 2%e6in Semi-Bottoming Cleveland 435W81 Y% in-2/ ¥4 in 2 a in Semi-Bottoming, Modified Bottoming OSG 33ZM37 
¥ in-18 1¥%ain  2°%4in Semi-Bottoming, Modified Bottoming OSG 33ZL66 Ye in-27 ¥4 in 2 Yin Standard WidiaGTD  4CPL2 
¥8 in-18 1Y%ein 2%%4In Semi-Bottoming, Modified Bottoming OSG 2WCC4 Ye in-27 ¥4 in 2 Yin Standard WidiaGTD  4CPL1 
bane qe wep — mo 
¥g in-18 1Y%ein 2%%4in Semi-Bottoming, Modified Bottoming sata 2WCD1 4 in-18 ‘Ve Otein Semi-Bottoming cere 407D29 
Y in-14 1% in 3 Yin Semi-Bottoming Threading 15K050 ; Greenfield 
wini4  1%in 3 %in Semi-Bottoming Cleveland 435W82 Ain-18  1%sin 2 %ein semi-Bottoming Threading _!K055 
Y in-14 12%4in 3 %4in Semi-Bottoming, Modified Bottoming pee AME Ya in-18 1Y%ein 2 “ein Standard Widla Ala 4CPL4 
Y in-14 12%4in 3 %4in Semi-Bottoming, Modified Bottoming 0 7 nag a ; reentie 
iein-t4 1 erin 3 erin Semi-Bottoming, Modified Bottoming OS& WEE a 1 2A pemeP awning Threading bic aa 
Y in-14 12%4in 3 %4in Semi-Bottoming, Modified Bottoming 7 — a reentie 
win-t41?/in 3 ¥in Standard Widia GID 4CPL7 hae eS se ___ emeetoming. “Threading ne 
vivid 19m Sin SemeBotoniy Seog tasty ness ony lauieyeotonng eee — aN 
iat ein spin oem ottoming vsevelang ae ¥e In-18 1Yein 2 %%4 in Semi-Bottoming, Modified Bottoming ; Le 33ZM24 
4 In- 8 In 8 In emi-Bottoming e-Line = ; ; _ reenfi 
%in14 1 2%ain 3 %in  Semi-Bottoming, Modified Bottoming OSG  2WCD2 ini4  1%in 3 %in Semi-Bottoming Threading 407031 
eL in-14 1 eis in 3 fs in _ Semi-Bottoming, Modified Bottoming OSG 4CYJ1 Ya in-14 1% in 3% in Semi-Bottoming yleveland 435W90 
Ys in-14 1¢%4in 3 %In _Semi-Bottoming, Modified Bottoming OSG 2WCC8 ome ; ; 7 . reentie 
Hin-14 1 ?%6ein 3 %4in —Semi-Bottoming, Modified Bottoming —_-OSG_—sazl6g INI Tn SAIN pemporoming Threading 407032 
tint1-/21%in 3% in Semi-Bottoming Threading T9KO52 pin -ty-472—T vin 3% Standard Widia GTO 4CPN3 
1in-11-1/2 1% in 3 4 in Semi-Bottoming Cleveland 435W84 


Short-Projection Pipe and Conduit Thread Taps 


# Right-hand flute direction These taps have fewer tapered threads at their tip than standard NPT, 5 Flute 


= 











= High-speed steel material pipe and conduit taps. They don't have to enter deep into the work- No. 33Z2M72 
piece to produce full threads and are suitable for tapping shallow holes. 
Thread Overall Item Thread Overall Item 
Size Thread Length Length No. Size Thread Length Length No. 
NPT, 4 Flutes NPTF, 4 Flutes 
Bright Finish Bright Finish 
Ve'-2/ Ya in 2 “ain 33ZM48 Ve-2/ Ya in 2 “ain 33ZM51 
Ya'-18 1 ¥%4 In 2 *%a In 33ZM54 Ver-2/ Ya in 2 “ain 33ZM82 
¥e'-18 1 %a in 2 °%64 IN 33PD20 Ver-2/ Ya in 2 “ain 33ZM87 
Yy'-14 1 2%a In 3 4a in 33PD21 Y4'-18 1 “ein 2 *%a In 33ZM83 
Steam Oxide Finish Y'-18 1 “ein 2 *%a In 33ZM88 
Ver-2/ ¥4 in 2 “a in 33ZM49 Y4'-18 1 ¥%4 In 2 *%a In 33ZM5/ 
Y4 in-18 1 Ya in 2 *%a In 33ZM58 ¥e'-18 1 “ein 2 °%4 IN 33ZM84 
Ya'-18 1 ¥%4 In 2 *%a In 33ZM55 ¥e'-18 1 ¥4 In 2 °%4 IN 33ZM62 
¥e'-18 1 %4 in 2 °%4 IN 33ZM60 ¥e'-18 1 “ein 2 °%64 IN 33ZM89 
Y'-14 1 2%a In 3 4a in 33ZM65 Y'-14 1 2%a In 3 4a in 33ZM90 
TiCN Finish Y'-14 1 2%ea In 3 4a in 33ZM67 
'-21 Ya in 2 “ain 33ZM50 Y'-14 1 2%a In 3 4a in 33ZM85 
Ya in-18 1 %a in 2 *%4 In 33ZM56 Steam Oxide Finish 
¥3'-18 1 %a in 2 64 IN 33ZM61 Ve-2/ Ya in 2 %a in 33ZM52 
Y'-14 1 2% In 3 Ya in 33ZM66 ¥8'-18 1 ¥%4 in 2 %4 IN 33ZM63 
NPT, 5 Flutes Y'-14 1 2%a In 3 4a in 33ZM68 
Bright Finish TiCN Finish 
¥4'-14 1 2% In 3 Yin 33ZM70 Ve-2/ Ya in 2 “ain 33ZM53 
T-11-1/2 1% In 3% in 33ZM76 Y4'-18 1 %4 in 2 2% In 33ZM59 
Steam Oxide Finish ¥e'-18 1 Ya In 2 °%4 IN 33ZM64 
¥4'-14 1 25a In 3 Yin 33ZM71 Yy"-14 1 2%a In 3 4a in 33ZM69 
1"-11-1/2 1% In 3% in 33ZM77 NPTF, 5 Flutes 
TICN Finish Bright Finish 
¥4'-14 1 2% In 3 Yin 33ZM72 ¥a'-14 1 2%a In 3 4% in 33ZM73 
T-11-1/2 1% In 3% in 33ZM78 ¥a'-14 1 2%a In 3% in 33ZM86 
1"-11-1/2 1% In 3% in 33ZM79 
Steam Oxide Finish 
¥4'-14 1 2%a In 3 4% in 33ZM74 
1"-11-1/2 1% In 3% in 33ZM80 
Ti€N Finish 
¥4'-14 1 2%a In 3 4% In 33ZM75 
T'-11-1/2 1% In 3% in 33ZM81 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2269 


MACHINING 
Taps 


HeliGoil waren $B 
— eee Spiral Flute, UNC, 2 Flut 
Insert (STI) Taps —— 


STI taps create an oversized thread inside a hole so that a helical-coil screw 
thread insert can be installed in the hole. The insert distributes the load across 
the length of the threads and improves the threads’ strength when a fastener 
with a standard screw thread size is screwed into the hole. 











Bright (Uncoated) High Speed Steel 


Thread 
Size 
UNC, 2 Flutes 
#10-24 
#2-56 
UNC, 3 Flutes 
#10-24 
YW in-20 
Y in-20 
Ya in-20 
Y% in-13 
¥ in-11 
UNF, 3 Flutes 
%e6 in-18 
% in-14 


Thread Length 


% in 
Vie in 


15.00mm 
Tg in 

18.00mm 

19.00mm 
1 %4 in 
1 2 In 


1 %a in 
1 Yin 


Overall 
Length 


2 2 in 
1% in 


80.00 mm 
2 “332 in 
90.00 mm 
69.00 mm 
3 '%e in 
4 VY In 


3 ein 


Scan. Order. Done. 
Details on page A1. 


Tap Chamfer 


Plug 
Plug 


Plug 
Plug 
Plug 
Plug 
Plug 
Plug 


Pi 


5 Yin 
Bright (Uncoated) High Speed Steel Straight Flute (Hand) 
Metric Coarse, 3 Flutes 


Thread Overall Item 
Size Thread Length Length Tap Chamfer Brand No. 
Bright (Uncoated) High Speed Steel Pipe 
NPT, 4 Flutes 
Ye in-2/ 1 Ye in 2 ‘Ac in Taper Heli-Coil 4EYP2 
Ya in-18 1 Ye in 2 i 0 Taper Heli-Coil 4EYNS 
¥ In-18 1 ¥% in ay Taper Heli-Coil 4EYTS 
Bright (Uncoated) High Speed Steel Spiral Flute 
Metric Coarse, 3 Flutes 
M10x1.5 15.00mm 85.00 mm Modified Bottoming OSG 33ZF6/ 
M8x1.25 12.00mm 74,00 mm Modified Bottoming OSG 33ZF66 
Metric Coarse, 4 Flutes 
M20x2.5 25.00mm 124.00 mm__ Modified Bottoming OSG 33ZF72 
M22x2.5 25.00mm 130.00 mm —_— Modified Bottoming OSG 33ZF73 
M24x3 30.00mm 138.00 mm _ —_ Modified Bottoming OSG 33ZF74 
UNC, 3 Flutes 
Ya in-20 Yin 2 239 In Bottoming OSG 33ZF45 
Ya in-20 Y2 in 2 2%2 In Bottoming OSG 33ZF44 
Ya in-20 8.00mm 90.00 mm Plug Walter Prototyp 428240 
%6 in-18 3464 In 2 '%e in Bottoming OSG 33ZF48 
¥e in-16 ¥e In 3 2%a In Bottoming OSG 33ZF51 
UNC, 4 Flutes 
Y in-13 4%64 In 3 '%e in Bottoming OSG 33ZF58 
%6 in-12 64 IN 4 V2 In Bottoming OSG 33ZF17 
¥8 in-11 2¥9 In 4% in Bottoming OSG 33ZF21 
% in-9 1 %a in 5 Yin Bottoming OSG 33ZF29 
1 in-8 1% in 9% in Bottoming OSG 33ZF34 
UNF, 3 Flutes 
#10-32 199 In 2 Yin Bottoming OSG 33ZF42 
Ya in-28 Yo in 2 2939 IN Bottoming OSG 33ZF46 
%16 in-24 34a IN 2 '%e in Bottoming OSG 33ZF50 
“6 in-20 45% In 3 2%a In Bottoming OSG 33ZF56 
UNF, 4 Flutes 
Y in-20 4%a In 3 9%4 In Bottoming OSG 33ZF16 
%6 in-18 564 IN 3 eA in Bottoming OSG 33ZF19 
¥% In-18 2932 In 4 Bottoming OSG 33ZF24 
Bright Uncoated) High Speed Steel Spiral Point 
EGUNF, 4 Flutes 
vp in-20 21.00mm 100.00 mm Plug Walter Prototyp 429A08 
Metric Coarse, 2 Flutes 
M2.5x0.45 8.00mm 49.00 mm Plug OSG 33ZK06 
M2x0.4 6.00mm 46.00 mm Plug OSG 33ZK05 
M4x0.7 13.00mm 60.00 mm Plug OSG 33ZK08 
Metric Coarse, 3 Flutes 
M10x1.5 23.00mm 85.00 mm Plug OSG 33ZK12 
M12x1.75 25.00mm 91.00 mm Plug OSG 33ZK13 
M20x2.5 33.00mm 124.00 mm Plug OSG 33ZK17 
M5x0.8 15.00mm 80.00 mm Plug Walter Prototyp 426109 
M6x1 17.00mm 69.00 mm Plug OSG 33ZK10 
M8x1.25 19.00mm 74.00 mm Plug OSG 33ZK11 
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General Purpose 
Spiral-Flute Taps 


# Right-hand thread direction 


General purpose spiral-flute taps create internal threads in blind 
holes and are intended for threading a wide range of materials. 


Thread 
Size 
Metric, 2 Flutes 


Thread 
Length 


Overall 
Length 


M3x0.5 7.8/7mm 49.28mm 
Metric Coarse, 2 Flutes 
M3x0.5 795mm 49.28mm 
Metric Coarse, 3 Flutes 


M12x1.75 1 2%: in 


3% In 


M12x1.79 23./5mm_ 85.85mm 
M16x2_ 32.00mm_ 95.00mm 


UNC, 2 Flutes 

#6-32 ¥% in 2 in 
#6-32 3% in 2 in 
#6-32 3% in 2 in 

UNC, 3 Flutes 

#10-24 Y in 2 1¥2 in 
#10-24 Y in 2 ¥% in 
#10-24 Yin 2 1¥2 in 
#8-32 ¥% in 2 Yin 
#8-32 3% in 2 32 in 
#8-32 ¥% in 2 32 in 
Yp'-13 Ie in 3 ¥% in 
Y"-13 Yéin 31% in 
Y"-13 YHe6in 31% in 
Yp"-13 1e in 3 ¥% in 
Yp'-13 Yeéin 31% in 
Y'-13 0 -12%2in = 3% in 
Yin-13 Zin 3 ¥% in 
V4"-20 ¥% in 2 Yin 





GREENFIELD 
THREADING 





Tap Chamfer 


Semi-Bottoming, Modified Bottoming 


2270 GRAINGER. 


ITT 





Plug 
Bottoming 


Bottoming 
Bottoming 


Bottoming 


Plug 
Plug 


Bottoming 
Plug 
Plug 

Bottoming 

Bottoming 
Plug 

Bottoming 

Bottoming 

Bottoming 

Bottoming 
Plug 

Bottoming 
Plug 

Bottoming 


UNC, 2 Flutes 
No. 2VZY9 


Brand 
Cleveland 
Widia GTD 

OSG 
Widia GTD 

OSG 


OSG 
Widia GTD 
OSG 


OSG 
Widia GTD 
OSG 


Widia GTD 
OSG 


OSG 
Greenfield Threading 15J968 
OSG 2WAC5 


OSG 
Cleveland 
OSG 
OSG 
Widia GTD 


Item 
No. 


435V62 
13X334 


2LYD5 
13X322 
33XR16 


2VZY9 
1TRJ4 
2WAC8 


2VZZ3 
1TRJ6 
2VZY7 
1TRK6 
2VZZ2 
2VZZ1 


2WAE4 
435V59 
4CYE4 
2LYC8 
1TRK3 


Greenfield Threading 15J962 


M3.5x0.6 19.00mm 
M3x0.5 17.00mm 
M4x0.7 22.22mmM 
M5x0.8 25.40mm 

M6x1 14.00mm 

M6x1 34.00mm 
Metric Coarse, 4 Flutes 

10x15 42.00mm 

M10x1.5 42.00mm 

M12x1.75 42.0/mm 
M16x2 50.80mm 
M20x2.5 56.36mm 
M22x2.5 35.00mm 
M24x3 65.09mm 
M8x1.25 17.00mm 
M8x1.25 31./5mm 

Metric Fine, 4 Flutes 
M10x1.25 42.00mm 
M14x1.50 46.04mm 

UNC, 3 Flutes 

#10-24 1 in 
#2-56 %e in 
#8-32 'e in 

YW in-20 ¥4 in 
YW in-20 1 Yin 

UNC, 4 Flutes 

Ve in-18 1 Yin 
¥ in-16 °%64 IN 
¥ in-16 1 2¥%2 In 
Y% in-13 1 1%6 in 

We in-12 1 1%6 in 
¥ in-11 1 1%a in 
¥ in-11 2 in 
1 in-8 2 “6 in 
1% in-7 3 In 

UNC, 6 Flutes 

13, i in-6 3 He in 
1% in-6 3 He in 

UNF, 4 Flutes 

Ae in-18 1 16 in 
1 in-12 1% in 
1 in-12 2 “6 in 

UNF, 6 Flutes 
1¥ in-12 2 “6 in 
1% in-12 3 in 

Thread Thread Overall 
Size Length _Length 
V4'-20 ¥ In 2 2 In 
V4'-20 ¥% In 2 Y2 In 
V4'-20 ¥ In 2 2 In 
V4'-20 ¥ In 2 2 In 
V4'-20 ¥% In 2 2 In 
V4"-20 1 in 2 Yin 

YW in-20 ¥ In 2 Yin 

YW in-20 ¥% In 2 2 In 

¥s"-16 Ya in 2 6 in 
¥3'-16 Yin 2 2%32 in 
¥s"-16 Yin 2 6 in 
¥3'-16 Ya in 2 2%32 In 
¥in-16 Vein 2'%ein 

He-18 Mein 24342 In 

He-18 Mein 24342 In 

He-18 Mein 24342 In 

He-18 Mein 24342 In 

Aéin-18 Yin 2 232 In 

he -14 % in 3 ¥ in 
he -14 in 3 Ye in 

UNC, 4 Flutes 
Yq 410 1 %6 in 4% in 

¥"-10 1 %6in 4 VY in 
¥Y.in-10 1 “2in 4% in 
¥3"-11 1Yein 32%2In 
¥3'-11 TVYein 32%2In 
¥in-11 1%2in 3'%ein 

UNF, 3 Flutes 

#10-32 Y in 2 '¥32 in 

#10-32 Y% in 2 1¥32 In 

#10-32 Y in 2% In 

#10-32 Y in 2% In 

#10-32 Y in 2 '¥32 in 

#10-32 in 2% In 

Yo"-20 Mein 3 '¥%eIn 
Yo"-20 Mein 38 '¥eIn 

Ne-24 Mein 24342 In 

/e'-20 in 3 ¥ in 

UNF, 4 Flutes 

¥'-16 1 %6in 4% in 
¥'-18 1Me6ein 32%42In 
¥'-18 1Me6ein 32%2INn 


53.00 mm 
51.00 mm 
60.32 mm 
64.00 mm 
69.00 mm 
69.00 mm 


86.00 mm 
86.00 mm 
91.28 mm 
107.95 mm 
124.62 mm 
130.00 mm 
138.11 mm 
74.00 mm 
74.61 mm 


86.00 mm 
96.84 mm 


2 “in 
1’ in 
2% in 
2 2342 in 
2 2332 in 


2 '%e in 
3 2% In 
3% in 
3 ein 
4 ¥32 in 
4 VY in 
4 Vin 
5 Yq in 
6 % in 


6 146 in 
7 in 


3 ein 
5 6 in 
5 ein 


5 ¥ in 
6 Vein 


Find even MORE on Grainger.com® 


Plug 
Plug 
Plug 


Plug 
Modified Bottoming 


Plug 


Plug 
Plug 
Plug 
Plug 
Plu 


g 
Modified Bottoming 


Plu 


g 
Moditied Bottoming 


Plug 


Plug 
Plug 


Plug 
Plug 
Plug 
Bottoming 
Plug 


Plug 
Bottoming 
Plug 
Plug 
Plug 
Bottoming 
Plug 
Plug 
Plug 


Plug 
Plug 
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Item 


Bottoming 


Plug 


Plug 


Plug 
Plug 


Tap Chamfer 


Bottoming 
Bottoming 
Plug 
Plug 
Plug 
Bottoming 
Bottoming 
Plug 
Bottoming 
Bottoming 
Plug 
Plug 
Plug 
Bottoming 
Bottoming 
Plug 
Plug 
Plug 
Bottoming 
Plug 


Bottoming 
Plug 
Plug 

Bottoming 


Plug 
Plug 


Bottoming 
Bottoming 
Bottoming 
Plug 
Plug 
Bottoming 
Bottoming 
Plug 
Bottoming 
Plug 


Bottoming 
Bottoming 
Plug 


Brand No. 
OSG 33ZJ383 
OSG 33ZJ89 
Walter Prototyp 428213 

OSG 33ZJ387 
Walter Prototyp 428212 
Walter Prototyp 42/L38 

OSG 33ZJ57 
OSG 33ZJ65 
OSG 33ZJ63 
OSG 33ZJ75 

Heli-Coil 4EYX4 
Heli-Coil 4EYX5 
Heli-Coil 4EYX8 
Heli-Coil 4EYY1 
OSG 33ZL38 
Heli-Coil 4EYY3 
Heli-Coil 4EYV9 
Heli-Coil 4EYV8 
Heli-Coil 4EYW5 
Heli-Coil 4EYW8 
Heli-Coil 4EYX2 
OSG 33ZL46 
Heli-Coil 4EYX3 
OSG 33ZL39 
Heli-Coil 4EYY8 
Heli-Coil 4EYV7 
Heli-Coil 4EYW6 
Heli-Coil 4EYP3 
Heli-Coil 4EYR9 
Heli-Coil 4EYN3 
OSG 33ZL18 
Heli-Coil 4EYN9 
Heli-Coil 4EYU1 
OSG 33ZK93 
Heli-Coil 4EYT4 
Heli-Coil 4EYN5 
Heli-Coil 4EYV3 
OSG 33ZK43 
Heli-Coil 4EYU3 
Heli-Coil 4EYR7 
Heli-Coil 4EYP8 
Heli-Coil 4EYR6 
Heli-Coil 4EYP6 
Heli-Coil 4EYV4 
OSG 33ZK73 
Heli-Coil 4EYR2 
Heli-Coil 4EYP9 
Heli-Coil 4EYP7 
Item 
Brand 0. 
OSG 2VZX9 
OSG 2WAE2 
Greenfield Threading 15J949 
OSG 2VZX6 
OSG 4CYE2 
OSG 2LYA7 
Widia GTD 1TRK9 
Widia GTD 1TRJ8 
Greenfield Threading 15J966 
OSG 2WAC2 
Greenfield Threading 15J953 
OSG 2VZY8 
Widia GTD 1TRK2 
OSG 2VZY3 
Cleveland 435V51 
Greenfield Threading 15J951 
OSG 2VZX7 
Widia GTD 1TRK1 
OSG 2WAC7 
OSG 4CYD7 
OSG 2WAA4 
OSG 2WAA3 
Widia GTD 4CPK6 
OSG 2VZZ8 
OSG 2VZZ7 
Widia GTD 4CPK4 
OSG 2VZZ5 
OSG 33XP18 
Cleveland 435V45 
Widia GTD 1TRJ7 
OSG 2VZZ4 
OSG 2LYC3 
OSG 2WAA2 
OSG 4CYD9 
OSG 2VZY5 
OSG 4CYD8 
OSG 2WAA6 
OSG 2WAA1 
OSG 2VZZ9 


1-800-GRAINGER (472-4643) 


MACHINING 
Taps 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Additional tap sizes, materials, and coatings are available on Grainger.com®. 
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High-Performance Spiral-Flute Taps 


LO —/ 


Multiple Material Tapping 
Metric, 5 Flutes 


» Right-hand thread direction No. 445H39 
High-performance spiral-flute taps create internal threads in blind holes and 
are harder and more wear-resistant than general purpose spiral-flute taps. They 
provide better precision and accuracy than general purpose taps when used for 
threading holes in designated materials. 
Thread Thread Overall Thread Limit Item Thread Thread Overall Thread Limit Item 
Size Length Length /ClassofFit Tap Material Brand No. Size Length Length /ClassofFit Tap Material Brand No. 
Multiple Material Tapping UNC, 4 Flutes 
Metric, 4 Flutes ¥a'-11 2 Ye in 4 %e in 2B / 2B Cobalt Cleveland 45ET44 
M20x2.5 62.99mm __140.00mm H6 High Speed Steel Cleveland 435X10 R'-9 2 %e in 9% in 2B / 2B Cobalt Cleveland 45ET48 
M24x3 30.00mm —_-160.00mm 6H High Speed Steel WidiaGTD 445H21 1'-8 2 Vain 5 Yin 2B / 2B Cobalt Cleveland 45ET50 
M24x3.0 65.99mm —_ 160.00mm H6 High Speed Steel Cleveland 435X12 UNF, 3 Flutes 
M30x3.5 35.00mm —_180.00mm 6H High Speed Steel WidiaGTD 445H31 ¥e'-24 VY in 3 2% in 2B High Speed Steel OSG 2PHG9 
M36x4 40.00mm —_200.00mm 6H High Speed Steel WidiaGTD 445H35 Vo"-20 %e6 in 3 2% in 2B High Speed Steel OSG 2PHH5 
Metric Coarse, 3 Flutes UNF, 4 Flutes 
M10x1.5 11.00mm 74.00mm D6 High Speed Steel OSG 2T1G4 %e'-18 Me in 3 2%» in 2B High Speed Steel OSG 2PHH4 
M10x1.5 11.00mm 74.00mm D11 High Speed Steel OSG 2TTL7 1°-12 2 Vain 6 %2 in 2B /2B Cobalt Cleveland 45ET51 
M16x2 16.00mm 96.00mm D7 High Speed Steel OSG 2TTL3 Nickel & Titanium Tapping 
M3x0.5 4.00mm 49.00mm D3 High Speed Steel OSG 2TTH2 UNC, 3 Flutes 
M5x0.8 6.00mm 60.00mm D4 High Speed Steel OSG 2TTH6 #10-24 Ac in 2'%2in H3/3B/2B High Speed Steel WidiaGID 53NV87 
Mé6x1 8.00mm 63.00mm D5 High Speed Steel OSG 2TTJ1 #10-24 ”c in 2'%2in H3/3B/2B High Speed Steel WidiaGTD 53NN42 
M6x1 16.00mm 63.50mm D5/6H — High Speed Steel WidiaGTD 11W608 #8-32 Ya in 2 %2 in H3/3B/2B High Speed Steel WidiaGTD 53NW19 
M8x1.25 10.00mm 69.00mm D5 High Speed Steel OSG 2TIF9 Y in-20 ”c in 2 Vin H3/3B/2B High Speed Steel WidiaGTD 53NU56 
M8x1.25 17.50mm 68.70mm D5/6H — High Speed Steel WidiaGTD 11W605 6 in-18 ”c in 2 %%2in H3/3B/2B High Speed Steel WidiaGTD 53NW58 
Metric Coarse, 4 Flutes ¥e in-16 %e in 2 '%e in H3/3B/2B High Speed Steel WidiaGTD 53NW46 
M20x2.5 19.00mm = 113.00mm D8 High Speed Steel OSG 2TTK5 “/e in-14 Me in 3 %e in H3/3B/2B High Speed Steel WidiaGTD 53NV81 
M24x3 24.00mm = 124.00mm D8 High Speed Steel OSG 2TTL8 Yo in-13 Ya in 3 % in H3/3B/2B High Speed Steel WidiaGTD 53NW24 
M30x3.5 27.00mm —_138.00mm D9 High Speed Steel OSG 2TTL9 Y in-13 Ya in 3 % in H5/2B _High Speed Steel WidiaGTD 53NV50 
Metric Fine, 3 Flutes % in-11 Ain 3 242 in H3/3B/2B High Speed Steel WidiaGTD 53NW69 
M10x1 11.00mm 74.00mm D5 High Speed Steel OSG 2TTF7 UNF, 3 Flutes 
M10x1.25  =11.00mm 74.00mm D5 High Speed Steel OSG 2TTG1 #10-32 ”/c in 2'%2in H3/3B/2B High Speed Steel WidiaGTD 53NV91 
M10x1.5 18.00mm —_100.00mm 6H High Speed Steel WidiaGTD 53NG64 3 in-24 %e in 2% in H3/3B/2B High Speed Steel WidiaGTD 53NT84 
M12x1.25 = 13.00mm 85.00mm D5 High Speed Steel OSG 2T1G6 %/e in-20 Me in 3 %e in H3/3B/2B High Speed Steel WidiaGTD 53NW78 
M14x1.5 21.00mm —_100.00mm 6H High Speed Steel WidiaGTD 53NG81 ”/e in-20 Me in 3 %e in H3/3B/2B High Speed Steel WidiaGTD 53NV10 
M14x1.5 25.40mm 91.20mm D6/6H High Speed Steel WidiaGTD 13X379 Y in-20 Ya in 3 % in H3/3B/2B High Speed Steel WidiaGTD 53NV51 
M16x1.5 16.00mm 96.00mm D6 High Speed Steel OSG 2TTL1 VY in-20 Ya in 3 % in H3/3B/2B High Speed Steel WidiaGTD 53NW28 
M8x1 10.00mm 69.00mm D5 High Speed Steel OSG 2T1G7 ¥% in-18 1% in 3 2%42in H3/3B/2B High Speed Steel WidiaGTD 53NW73 
Metric Fine, 4 Flutes Steel & Stainless Steel Tapping 
M20x2 25.00mm —_-140.00mm 6H High Speed Steel WidiaGTD 445H07 Metric Coarse, 3 Flutes 
M27x1.5 20.00mm =: 140.00mm 6H High Speed Steel WidiaGTD 445H23 M10x1.5 12.00mm 74.00mm D6 High Speed Steel OSG 33XH65 
M30x1.5 22.00mm —_150.00mm 6H High Speed Steel WidiaGTD 445H27 M12x1.75 14.00mm 85.00mm D6 High Speed Steel OSG 2PFD7 
M30x2 22.00mm —_150.00mm 6H High Speed Steel WidiaGTD 445H29 M5x0.8 6.00mm 60.00mm D4 High Speed Steel OSG 33XH57 
UNC, 3 Flutes Mé6x1 8.00mm 63.00mm D5 High Speed Steel OSG 2PFD3 
#10-24 %e in 2 1% in H3 High Speed Steel OSG 2PJJ1 M8x1.25 10.00mm 69.00mm D5 High Speed Steel OSG 2PFD5 
#10-24 Ye in 2 % in H3/3B/2B High Speed Steel WidiaGTD 11W497 Metric Fine, 3 Flutes 
#6-32 He in 2 in H3 High Speed Steel OSG 2PJH6 M12x1.25 14.00mm 85.00mm D5 High Speed Steel OSG 33XH43 
#8-32 YW in 2 %2 in H3 High Speed Steel OSG 2PJH8 UNC, 3 Flutes 
Y4"-20 ¥% in 2 Vain H3 High Speed Steel OSG 2PJK7 #10-24 %e in 2 1% in H3 High Speed Steel OSG 2PEF1 
Y4'-20 ¥% in 2 Yin H5 High Speed Steel OSG 2PJR1 #10-24 %e in 2 1%: in H3 Powdered Metal OSG 2PEY3 
Y4'-20 ¥% in 2 Yin H7 High Speed Steel OSG 2PJR2 #8-32 Ya in 2 %2 in H3 High Speed Steel OSG 2PDY7 
%e in-18 Me in 2 %3%42in H3/3B/2B High Speed Steel WidiaGID 445C28 #8-32 Ya in 2 %2 in H3 High Speed Steel OSG 2PED8 
¥e'-16 Ya in 2 2% in H3 High Speed Steel OSG 2PJL6 Y4'-20 ¥ in 2 Vin H3 High Speed Steel OSG 2PDY9 
¥e'-16 Ya in 2 2% in H5 High Speed Steel OSG 2PJT1 Ya'-20 ¥% in 2 Vin H3 High Speed Steel OSG 2PEF5 
¥e in-16 Ya in 2'%6in H3/3B/2B High Speed Steel WidiaGID 1W236 /e'-18 ”c in 2 232 in H3 High Speed Steel OSG 2PEF9 
3 in-16 Ya in 2'%6in H3/3B/2B High Speed Steel WidiaGTD 11W491 ¥e'-16 Ye in 2 2% in H3 High Speed Steel OSG 2PEG4 
“Ac in-14 Ain 3 %2 in H5/2B High Speed Steel WidiaGTD 1W240 ¥e'-16 Ya in 2 2% in H3 Powdered Metal OSG 2PFA5 
Yo"-13 %e in 3 1%: in H3 High Speed Steel OSG 2PJN4 ¥'-16 Y in 2 2% in H5 High Speed Steel OSG 4HHR7 
V2 in-13 1%e in 3 % in H3/3B/2B High Speed Steel WidiaGTD 445046 Y"-13 %e6 in 3 1% in H3 High Speed Steel OSG 2PEH1 
% in-13 ge in 3 ¥% in H5/2B High Speed Steel WidiaGTD 1W244 Steel & Stainless Steel Tapping, DIN/ANSI 
%6 in-12 1 in 3 %e in H3/3B/2B High Speed Steel WidiaGTD 1W256 Metric Fine, 3 Flutes 
UNC, 4 Flutes M14x1.25 12.00mm —_100.00mm D6 Powdered Metal OSG 54MG84 
%'-11 Me in 3 252 in H5 High Speed Steel OSG 2PJV2 M17x1 12.00mm —_100.00mm D5 Powdered Metal OSG 54MG89 
¥4'-10 ¥ in 4 V% in H3 High Speed Steel OSG 2PJP3 Metric Fine, 4 Flutes 
¥4 in-10 1 %e in 4 VY% in H3/3B/2B High Speed Steel WidiaGTD 1W252 M20x1.5 16.00mm = 125.00mm D6 Powdered Metal OSG 32NG64 
1 in-8 1 %in 5 Yin H5/2B High Speed Steel WidiaGTD 11W459 M42x3 48.00mm —_200.00mm D10 Powdered Metal OSG 54MH26 
UNC, 5 Flutes M48x3 48.00mm =. 225.00mm D11 Powdered Metal OSG 54MH32 
1% in-5 2% in 7in H7 / 2B High Speed Steel WidiaGTD 445F78 UNC, 3 Flutes 
1% in-5 2 % in 7 in H7/2B —_ High Speed Steel WidiaGTD 53MZ26 /e'-18 ”/c in 3 2 in H5 Powdered Metal OSG 32NG89 
2 in-4-1/2 2 Vein 9 1%6 in 2B High Speed Steel WidiaGTD 445J30 ¥'-16 Ya in 3 2%» in H3 Powdered Metal OSG 32NG94 
Multiple Material Tapping, DIN/ANSI ¥a'-11 Me in 4 %e in H3 Powdered Metal OSG 32NH11 
Metric Coarse, 3 Flutes ¥e"-11 1Ye6 in 4 %e in H5 Powdered Metal OSG 32NH10 
M12x1.75  40.00mm ——-110.00mm 6H Cobalt Cleveland 45ET63 UNC, 4 Flutes 
Mé6x1 32.00mm 80.00mm 6H Cobalt Cleveland 45ET56 ¥4"-10 lin 4 2%p in H5 Powdered Metal OSG 32NH14 
M8x1.25 35.00mm 90.00mm 6H Cobalt Cleveland 45ET59 1'-8 1% in 6 %e in H4 Powdered Metal OSG 32NH23 
Metric Coarse, 4 Flutes 1¥%'-8 1%e in 7 “ein H9 Powdered Metal OSG 54MG08 
M16x2 16.00mm —_180.00mm D7 High Speed Steel OSG 33XK82 1¥%'-7 %e in 7 Vie in H9 Powdered Metal OSG 54MG07 
M16x2.0 53.0imm —_110.00mm 6H Cobalt Cleveland 45E167 154'-8 1%e in 7 2/2 in H10 Powdered Metal OSG 54MG29 
Metric Coarse, 5 Flutes UNF, 4 Flutes 
M30x3.5 28.00mm —_180.00mm D10 High Speed Steel OSG 33XK66 ¥a"-16 1 in 4 %e in H3 Powdered Metal OSG 32NH17 
M30x3.5 28.00mm —_:180.00mm D10 High Speed Steel OSG 33PD33 R'-14 1 “ein 4 2% in H4 Powdered Metal OSG 32NH21 
M30x3.5 28.00mm —_250.00mm D10 High Speed Steel OSG 33XL11 1¥%'-12 1%e in 5 Ain H8 Powdered Metal OSG 54MGO09 
M33x3.5 28.00mm —_180.00mm D10 High Speed Steel OSG 33XK68 1%'-12 1%e in 6 Me in H8 Powdered Metal OSG 54MG23 
UNC, 3 Flutes 
Y4"-20 ¥% in 3 Yin 2B High Speed Steel OSG 2PHJ9 
V4'-20 1% in 3 Yin 2B /2B Cobalt Cleveland 45ET32 
¥'-16 1 ein 3 2%z2 in 2B /2B Cobalt Cleveland 45ET36 
Ve"-13 1 %in 4 %e in 2B /2B Cobalt Cleveland 45ET40 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2271 





Scan. Order. Done. 
Details on page A1. 
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For more information on taps, see page 2261. 





Black Oxide 
UNC, 2 Flutes 
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No. 2VZW3 ib. 
THREADING 
Thread tem Metall, Thyead Limit wom General Purpose Spiral-Point Taps 
TFIGICIe10;5 1 en sn ran = Right-hand thread direction 
Metric Coarse, 3 Flutes iral_ennj i i 
M{2x1.75 33 OOmm 35 00mm 6H OSG WANS General purpose spiral ‘point taps create internal threads in through holes and 
UNC, 2 Flutes are intended for threading a wide range of materials. These taps are made from 
#10-24 Yin 2 ‘Ye In H3 OSG 2LXT9 : 
#10-24 %e in 2% in H3 OSG avzw3 _‘high-speed steel. 
#10-24 %6 in 2 In H3 OSG 4CXZ7 Thread Overall Thread Limit Item 
#6-32 ¥ In 2 in H3 OSG 2LXU6 Size Thread Length Length / Class of Fit Brand No. 
#6-32 Y”A6 in 2 32 In H3 OSG 4CXZ6 Metric Coarse, 4 Flutes 
#6-32 Me in 2 in H3 / 3B Westward 5TWE5 M18x2.5 94.99mm 125.00mm 2B Cleveland 45ER15 
#8-32 Ae in 2 Ya in JIS 2 OSG 2VZX5 Metric Fine, 3 Flutes 
#8-32 ”6 in 2 Ya in JIS 2 OSG 2VZW5 M10x1.25 40.00mm 100.00mm JIS 2 Cleveland 45ER06 
Ya'-20 ¥e In 2 2 in H3 OSG 2LXR5 UNC, 3 Flutes 
Ya'-20 Mg in 2 2¥2 In H3 OSG 211C8 #10-24 1 in 2 %4 in H3 Cleveland 45EP73 
Ya'-20 1 in 2 2 In H3 / 3B Westward 5TWF2 #8-32 16 In 2 '%2 In JIS 2 Cleveland 45EP71 
%6'-18 16 In 2 2/2 In H3 OSG 2T1D8 V6'-18 1% In 3 2 In H3 Cleveland 45EP79 
%6'-18 1% in 2 232 IN H3 / 3B Westward 5TWF5 ¥e'-16 1 ‘Me in 3 2% In 2B/ 2B Cleveland 45EP81 
UNC, 3 Flutes Y'-13 1 %in 4 %e6 In JIS 2 Cleveland 45EP85 
Ya'-20 1 in 2 Yin H3 / 3B Westward 5TWP1 %e'-12 1% In 4 %e6 In 2B/ 2B Cleveland 45EP87 
%6'-18 16 In 2 2/2 In H3 OSG 2VZR5 %3'-11 2 “ein 4 %e6 in 2B Cleveland 45EP89 
¥8'-16 ¥a in 2 2%2 In H3 OSG 33YG31 UNC, 4 Flutes 
¥3'-16 ¥a in 2 2% In 2B / 2B OSG 2LXR7 ¥a"-10 2 “6 in 4 2% In 2B / 2B Cleveland 45EP91 
¥e'-16 ¥a in 2 2% In 3B / 3B OSG 2LXV7 Z'-9 2 %e6 in 9 in 2B / 2B Cleveland 45EP93 
¥'-16 in 3 942 In H3 OSG 2VZP4 1"-8 2 2 in 6 %2 In 2B/ 2B Cleveland 45EP95 
¥'-16 1% In 2 '%e in H3 / 3B Westward STWF6 UNF, 3 Flutes 
”e'-14 in 3 Yin H3 OSG 2VZP6 #10-32 1 In 2% In H3 Cleveland 45EP74 
Y'-13 1/6 In 3 Ye In JIS 2 OSG 2VZ18 VA'-28 1% In 3 Ye in 6H Cleveland 45EP78 
Yy'-13 1/6 In 3 Ye In JIS 2 OSG 2LXU9 ¥3'-18 2 Ye in 4% In 2B Cleveland 45EP90 
%'-11 1 Vein 3 242 In 2B OSG 2VZR8 UNF, 4 Flutes 
¥a'-10 1 %6 in 4 VY in H3 OSG 2VZT1 ¥a'-16 2% in 4 2% In 2B / 2B Cleveland 45EP92 
UNF, 2 Flutes R'-14 2 %6 in 9 Yin 2B/ 2B Cleveland 45EP94 
#10-32 Y in 2 ‘Ye In H3 OSG 2LXT7 1"-12 2 2 In 6 %2 In 2B/ 2B Cleveland 45EP96 
#10-32 %6 in 2 2 in H3 OSG 2VZW9 UN Coarse, Bright (Uncoated) 
#10-32 %6 in 2 2 in H3 OSG 2VZV7 UNC, 2 Flutes 
UNF, 3 Flutes #10-24 Ya in 2% In H3 Greenfield Threading 15J827 
¥4'-16 1 %e in 4 V% in H3 OSG 2VZP2 #10-24 in 2% In H3 / 3B Westward 5TWC9 
Bright (Uncoated) #12-24 Ya in 2% In H3 / 2B Greenfield Threading 15J833 
Metric, 2 Flutes #4-40 %e in 1 in H2 / 3B Westward 5TWC5 
M5x0.8 12.70mm 60.45mm JIS 2 Cleveland 435U12 #6-32 ¥ In 2 in H3 Greenfield Threading 15J816 
M6x1 16.00mm 63.50mm D5 Cleveland 435U15 #6-32 ¥% In 2 In H3 Greenfield Threading 15J918 
M8x1.25 17.53mm 69.09mm H3 Cleveland 435U41 #6-32 Ye in 2 in H3 / 3B Westward 5TWC7 
Metric, 3 Flutes #8-32 3 In 2 “ain JIS 2 Greenfield Threading 15J821 
M10x1.5 31./5mm 74.61mm 6H Cleveland 435U50 #8-32 ¥ In 2 Yain JIS 2 Greenfield Threading 15J820 
M12x1.75 42.0/mm 85./2mm 6H Cleveland 435U57 #8-32 ¥ In 2 Ye in JIS 2 Greenfield Threading 15J919 
M14x1.5 42.0/mm 91.28mm D6 Cleveland 435U62 #8-32 ¥ in 2 “ain H3 / 3B Westward 5TWC8 
M16x1.5 46.04mm 96.84mm 2B Cleveland 435U66 VA'-20 ¥ In 2% In H3 Greenfield Threading 15J838 
M16x2 46.04mm 96.84mm 2B Cleveland 435U67 YA'-20 ¥e In 2% In H3 Cleveland 435U18 
M20x2.5 50.80mm 13.51mm D/ Cleveland 435U70 V'-20 % In 2% In H3 Greenfield Threading 15J837 
Metric Coarse, 2 Flutes YA'-20 % In 2 In H3 Greenfield Threading 15J922 
M2.5x0.45 12.00mm 46.00mm H3 OSG 2WAL5 YA'-20 % In 2 2 in H3 OSG 2LXT5 
M3x0.50 ¥ In 1 '%e in D3 /3B Westward 5TWK8 YA'-20 Me in 2 *%> in H3 OSG 211C1 
M4x0.7 9.65mm 94.10mm JIS 2 Greenfield Threading 15J819 YA'-20 1 in 2 2 in H3 / 3B Westward 5TWD1 
M4x0.70 ¥4 in 2 Vein D4/3B Westward 5TWLO /e'-18 Me in 2 232 In H3 Greenfield Threading 15J848 
M5x0.8 12.7/0mm 60.45mm JIS 2 Greenfield Threading 15J832 V/e-18 ge in 2 2/2 In H3 OSG 33YE84 
M5x0.8 13.00mm 60.00mm D4 OSG 2WAN6 Vi6'-18 1% in 2 2332 IN H3 / 3B Westward 5TWD3 
M5x0.80 aie 2% In D4/3B Westward oTWL1 UNC, 3 Flutes 
Méx1 16.00mm 63.50mm D5 Greenfield Threading 15J835 Ve-18 ge in 2 2%2 In H3 Greenfield Threading 15J849 
M6x1 16.00mm 63.00mm D5 OSG 2WAN4 ¥e'-16 Ya in 2 '%e in H2 / 2B Greenfield Threading 15J857 
M6x1.00 1 in 2 Ya in D5 /3B Westward 5TWL2 ¥e'-16 ¥4 in 2 '%e in H2 /2B Greenfield Threading 15J856 
M8x1.25 1% in 2 2342 In D5 /3B Westward 5TWL3 ¥e'-16 ¥ in 2 '%e in H3 / 2B Cleveland 435U43 
M8x1.25 17.53mm 69.09mm H3 Greenfield Threading 15J855 ¥3'-16 in 3 %42 In H3 OSG 2VZR1 
M8x1.25 18.00mm 69.00mm H3 OSG 2WAN2 ¥e'-16 1% in 2 '%e6 in H3 / 3B Westward 5TWD5 
Metric Coarse, 3 Flutes %e-14 1 “ein 3 %2 In H3/3B Westward 5TWD7 
TOXTS 19.05mm 74.68mm 6H Greentield Threading 15J864 13 ge in 3% In JIS 2 Greentield Threading 15J873 
M10x1.5 19.00mm 74.00mm 6H OSG 2WAL9 Y'-13 16 In 3 12 In JIS 2 OSG 2VZP9 
M10x1.50 1% In 2 '%e in D6 /3B Westward 5TWL4 Y'-13 ge in 3 48 In JIS 2 Cleveland 435U59 
M12x1.25 23.88mm 85.85mm 6H Greenfield Threading 15J871 Y'-13 1 22 In 3 ¥8 In H3 / 3B Westward 5TWD9 
M12x1.75 1 242 In 3% In D6 /3B Westward 5TWL5 ¥3'-11 1 “ein 3 22 In 2B Greenfield Threading 15J878 
M12x1.75 23.88mm 85.85mm 6H Greenfield Threading 15J870 ¥e'-11 1 16 In 3 '%e in H3 / 3B Westward 5TWE1 
M12x1.75 23.00mm 85.00mm 6H OSG 2WAL8 %'-11 1 “ein 3 2942 In 2B OSG 2VZT5 
M14x2.0 25.40mm 91.19mm D/ Greenfield Threading 15J877 ¥3'-11 1 “ein 3 22 In 2B OSG 2VZN9 
M16x2 25.40mm 96.77mm 2B Greenfield Threading 15J881 ¥'-10 1 “ein 4 VY in H5/2B,3B  Greentield Threading 15J883 
M16x2 2/.00mm 96.00mm 2B OSG 2WAP9 ¥a'-10 1 %e6 in 4% in H3 / 2B Greenfield Threading 15J882 
M16x2.00 1 1%e in 3 '%e in D//3B Westward 5TWL7 ¥4'-10 1 %e6 in 4% in H3 OSG 2VZT2 
M18x2.5 2/.00mm 102.00mm D/ OSG 2WAT4 ¥4'-1 2 In 4 VY in H3 / 3B Westward 5TWES3 
M20x2.5 30.99mm 13.54mm D/ Greenfield Threading 15J884 UN Fine, Bright (Uncoated) 
M20x2.5 31.00mm 113.00mm D/ OSG 2WAT7 UNF, 2 Flutes 
Metric Coarse, 4 Flutes #10-32 Y in 2% In H3 Greenfield Threading 15J830 
M20x2.5 31.00mm 113.00mm D/ OSG 33YHO9 #10-32 Y in 2% In H3 Greenfield Threading 15J829 
Metric Fine, 3 Flutes #10-32 Yin 2% In H3 Greenfield Threading 15J921 
10x1 19.00mm 74.00mm 6H OSG 2WAP5 #10-32 Yin 2 "2 In H3 OSG 33YG16 
M10x1.25 19.05mm 74.68mm JIS 2 Greenfield Threading 15J863 #10-32 Yin 2% in H3 Greentield Threading 15J931 
M10x1.25 19.00mm 74.00mm JIS 2 OSG 2WAT3 #10-32 “ein 2 2 In H3 OSG 2VZW1 
M12x1.25 23.00mm 85.00mm 6H OSG 2WAP2 #10-32 %e6 in 2 2 In H3 OSG 2VZV8 
M12x1.5 23.00mm 85.00mm 6H OSG 2WAP8 #10-32 %e in 2 2 in H3 OSG 2T1TD9 
M14x1.5 25.40mm 91.19mm D6 Greenfield Threading 15J876 #10-32 in 2% In H3 / 3B Westward 5TWDO 
M14x1.5 25.00mm 91.00mm D6 OSG 2WAT8 VA'-28 ¥ In 2 Yin 6H Greenfield Threading 15J843 
M16x1.5 25.40mm 96.77mm 2B Greenfield Threading 15J880 VA'-28 ge in 2 22 In 6H OSG 211C4 
M16x1.5 2/.00mm 96.00mm 2B OSG 2WAT1 VA'-28 1 in 2 2 in Ho / 3B Westward 5TWD2 
M18x1.5 2/.00mm 102.00mm D6 OSG 2WAP3 V16'-24 Ye in 2 232 In H3 Greenfield Threading 15J853 
M20x1.5 31.00mm 113.00mm D6 OSG 2WATS UNF, 3 Flutes 
Msx1 18.00mm 69.00mm 6H OSG 2WAP4 ¥3'-24 Za in 3 %42 In 6H OSG 2VZR7 
Hard Lube-Coated, DIN/ANSI /e'-20 in 3 Ye in 6H OSG 2VZP5 
Metric Coarse, 3 Flutes /e'-20 % in 3 %2 In 6H Cleveland 435U54 
M10x1.5 40.00mm 100.00mm 6H Cleveland 45ER07 Y'-20 1%e In 3% In 6H Greenfield Threading 15J875 
M12x1.75 40.00mm 110.00mm 6H Cleveland 45ER09 Y'-20 1 22 In 3 ¥8 In H3 / 3B Westward 5TWEO 
M14x2.0 45.0i1mm 110.00mm 6H Cleveland 45ER11 ¥3'-18 1 “ein 3 242 In 2B OSG 2VZT9 
M16x2 93.01mm 110.00mm 2B Cleveland 45ER13 ¥3'-18 1 “ein 3 22 In 2B Greenfield Threading 15J885 
M5x0.8 26.01mm 70.00mm JIS 2 Cleveland 45ER01 ¥a'-16 1 %e6 in 4 V% in H3 OSG 2VZR9 
M8x1.25 35.00mm 90.00mm H3 Cleveland 45ER05 ¥a'-16 1 %e in 4 V% in H3 / 2B Greenfield Threading 15J886 
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poe WIDIA GTpD® Ss —!wacrer 
High-Performance Spiral-Point Taps 


» Right-hand High-performance spiral-point taps create internal threads in through holes and are 
thread direction harder and more wear-resistant than general purpose spiral-point taps. They provide 





Nickel & Titanium Tapping, 
Bright (Uncoated) 
UNC, 2 Flutes 


= Plug chamfer better precision and accuracy than general purpose spiral-point taps when used for No. 4GT93 
threading holes in designated materials. 
Thread Thread Thread 
Limit / Limit / Limit / 
Thread Thread Overall Class Item Thread Thread Overall Class Item Thread Thread Overall Class Item 
Size Length Length of Fit Brand No. Size Length Length of Fit Brand No. Size Length Length of Fit Brand No. 
Multiple Materials Tapping, Black Oxide UNC, 3 Flutes Walter 
Metric Coarse, 3 Flutes %'-16  1Vsin  2%ein H2/2B WidiaGTD 4GVO2 Meee coeur poo0nm He Prototyp 428X62 
M10x1.5 18.00mm 74.00mm 6H OSG  2PJUF9 Ae-14. 1T%cin 3%2in  H38 WidiaGID 4GV04 alter 
M10x1.5 19.10mm 74.30mm 6H WidiaGID 2XTJ3 W413 12%/42in 3%in JIS2 WidiaGTD 4GV06 oS Sem eee ee Prototyp ae 
M12x1.75 21.00mm 85.00mm 6H OSG  2PUF3 11 1i%ein 3%%sin 2B  WidiaGlD 4GV08 alter 
M12x1.75 23.90mm 85.90mm 6H  WidiaGTD 2XTJ5 ¥10 1%ein 4%in H2/2B WidiaGID 4GV10 eee Sane i Binwe Prototyp geen! 
M16x2 24.00mm 96.00mm 2B OSG 2PJC3 UNF, 2 Flutes M39x2 28.00mm 170.00mm 6H aller 498x70 
M16x2 27.70mm 96.80mm 2B  WidiaGID 2XTJ9 #10-32 Hin 2 % in H3 WidiaGTD 4GT94 . Prototyp 
M22x2.5 30.00mm 119.00mm D8 OSG 2PJC5 Y'-28 1 in 2 Yin 6H WidiaGID 4GT98 M42x3 42.00mm 200.00mm D7, D8 Walter 428X75 
M3x0.5  6.00mm 49.00mm JIS2 OSG  2PJE5 Ae-24 1%in 2%42in H3  WidiaGID 4GVO01 Prototyp 
M4x0.7 8.00mm 54.00mm JIS2 OSG  2PJE3 ‘UNF, 3 Flutes M48x3 45.00mm 225.00mm H3 piel 428X78 
M5x0.8  9.00mm 60.00mm D4 OSG 2PJD3 ¥'-24 1%in 2i%c6in 6H WidiaGTD 4GV03 etic Fing—5 Fi rotoyp 
M6éx1 11.00mm 63.00mm D5 OSG  2PJD7 Aé-20 1%ein 3%2in 6H WidiaGTD 4GVO05 etric Fine, 5 Flutes Wak 
M8x1.25 15.00mm 69.00mm H3 OSG  2PJD8 20. 122in 3 %in 6H  WidiaGTD 4GV07 M38x1.5 28.00mm 170.00mm H3 ree 428X69 
M8x1.25 17.50mm 68.90mm H3  WidiaGID 2XTJ1 %-18 1i%cin 3'%6in 2B  WidiaGlD 4GVO09 Wales” 
Metric Coarse, 4 Flutes Steel Tapping, Unified Thread Standard, Bright (Uncoated) M42x1.5 28.00mm 170.00mm = 4H3 proto 428X73 
M24x3 36.00mm 124.00mm JIS2 OSG  2PJD1 BSW, 3 Flutes Wale 
M30x3.5 42.00mm 138.00mm D9 OSG  2PJC9 yp'-49 Hin 4 5/ein Walter qogcag M45x1.5 28.00mm 180.00mm H3 — protgtyp 428X76 
Metric Fine, 3 Flutes Prototyp UNC. 3 Flutes 
M10x1.25 18.90mm 74.10mm JIS2 WidiaGTD 2XxTJ2 BSW, 4 Flutes a en — aa 4g Wallet goe747 
M12x1.25 23.90mm 85.80mm 6H WidiaGID 2XTJ4 . alter - 00mm 80.00mm 
Mi2x1.5 21.00mm 85.00mm 6H OSG __2PJF5 Pee Prototyp *29G# hee 
M14x1.5 25.40mm 91.20mm D6 WidiaGTD 2XTJ6 Metric, 2 Flutes 2 “%é'-18 18.00mm 90.00mm  H3 Prototyp 428224 
M16x1.5 24.00mm 96.00mm OB OSG 2PJF7 M6.3x1 25.40mm 63.50mm H3 WidiaGTD 53MM66 ; Walter 
M16x1.5 27.70mm 96.80mm 2B  WidiaGID 2XTJ8 Metric Coarse, 2 Flutes _ ¥-16 — 20.00mm 100.00mm JIS2 — prototyp 428221 
M18x1.5 27.70mm 102.40mm D6  WidiaGID 2XTK1 M2x0.4 11.11mm 44.45mm JIS 2  WidiaGTD 1C779 a” Walter 
M22x1.5 30.00mm 119.00mm D6 OSG  2PJC2 M3.5x0.6 17.46mm 50.80mm_ JIS2  WidiaGTD 1€785 2-13 23.00mm 110.00mm JIS2 — pigtotyy) 428234 
M24x231.00mm 124.70mm D7 Widia GTD 53NC51 M3x0.9 15.88mm_ 49.21mm_ JIS 2 WidiaGTD 10783 oe Walter 
M8x1 15.00mm 69.00mm 6H OSG  2PJD4 MbO7 on acon IS? Wigia GTD ra 7-11 25.00mm 110.00mm 2B protgtyp 428236 
M8x1 17.50mm 68.70mm 6H WidiaGTD 2XTH9 x0. .23mm__60.33mm idia H6,H7 Walter 
Metric Fine, 4 Flutes Mé6xt 25.40mm 63.50mm D5 WidiaGID 10795 AO 30.00mm 125.00mm “758° Prototyp 428235 
M24x1.5 36.00mm 124.00mm D6 OSG  2PJD2 M8x1.25 28.58mm 69.06mm H3 WidiaGTD 1C801 H6,H7 Walter 
#6-32 Sein 2 in H3 OSG  2PHU8 Walter UNC, 4 Flutes 
102 hin. ein Wid GI wien, Om 28-00mm: 100-00mm. BH Prototyp “SOA aaa ae pon AGOOOnN GIG: OM. apenas 
#8-32 ¥% in 2%2in JIS2 WidiaGTD 1W184 WTO ae aR eue aS a Weer TtRe ‘i aie 
UNC, 3 Flutes ral 06mm 85mm idia : Walter 
0-24 Vein 21min 3 OSG PHW7)) | «M14x242.06mm 91.19mm 6H  WidiaGTD 1C807 TA°6 — 48.00mm 200.00mm JIS2 — prototyyp 428281 
#8-32 Ae in 2%¥2in JIS2 OSG 2PHW4 M16x2_46.05mm_ 96.7/7mm 2B WidiaGID_1C809 UNC, UNJC, 2 Flutes 
H'-20 %e in 2 in H3 OSG 2PHP1 M20x2.5 50.80mm 113.54mm D/ WidiaGID 10815 #10-24 % in 2 % in H3 WidiaGTD 4AKH8 
Hh'-20 %e in 2 in H3 OSG 2PHRS Metric Coarse, 4 Flutes war Ale ea cou a wa ay acre 
7-20 ¥% in 2 in H3 WidiaGTD 1W188 alter - 46 in in idia 
aon aa erat is Wid OTD 44 Weed M27x3 36.00mm 160.00mm D7, D8 Protayp 428U69 1256 fin cE i 82 w da emp anki 
HA'-20 ¥% in 6 in H3 Widia GTD 53NP61 - bin 46 in idia 
e108 Pe A Se neg Prototyp ginal #40 —Yiein_—__i,7oin_— JIS 2 Widia 67D 4AKHA 
Ae-18 ‘ein 2242in H3  WidiaGTD 1W192 M33x3.5 42.00mm 180.00mm D8, D9 428U72 : gin ‘6 iN idia 
¥-16 3 in > 2%» in H3 OSG 2PHP6 i OUD #6-32 Ye in 2 in H3__Widia GID 4AKH6 
W416 Yin 2%ein  H3  WidiaGTD 1W196 M36x4 48.00mm 200.00mm D8,D9 at 428U73 #0-32 Ae In 2 in H3___WidiaGTD  4CPJ1 
¥'-16 Yin  2%in Hd OSG —_-2PUA2 Wale #8-32 Ya in 2%in JIS2 WidiaGTD 4AKH7 
¥%'-16 Ya in 6 in H3 _Widia GTD 53NP65 M39x4 48.00mm 200.00mm_ D8, D9 Paice) 428U74 #8-32 Ya in 2%in  JiS2_ WidiaGID 4CPJ3 
~Ae-14. in 3%2in H3 WidiaGTD 1W200 Wale %A'-20 Tin 2 vein H3 WidiaGTD 4AKKO 
H-13 in 3t%2in JIS2 OSG  2PHT6 M42x4.5 54.00mm 200.00mm D8,D9 protgtyy 428U76 %i'-20 Tin 2 Vein H3 WidiaGTD 4CPK1 
W413 Sein 3%in JIS2 WidiaGlD 1W204 Walter Vi'-20 Tin 2 vein H3_WidiaGTD 4CPJ8 
Ae-12 Tin 3%6in H3  WidiaGID 1W216 M45x4.5 54.00mm 220.00mm H3 — protgtyp 428U77 Hi'-20 Tin 2 Vein H3__Widia GTD 53MM96 
¥-11  T%sin 3%42in 2B OSG  2PHU4 Walter Hi'-20 Tin 6 in. H3 Widia GTD 2XTW4 
¥%A1 1 Vein 3254 in 2B Widia GID -1W208 M48x5 60.00mm 250.00mm H3 — protgtyy 428U78 He-18 1 ¥%in 22%2in H3  WidiaGTD 4AKK2 
Ww10 1 t%ein 4 %in H3 OSG  2PHU1 Walter As-18 1%in 222in  H3  WidiaGTD 53MM89 
TAG 4 Vein 4 240 in HS OSG 2PHX3 M56x5.5 66.00mm 250.00mm H3 — profoty,) 428U81 Ye-18 1%in 27%2in 3  WidiaGTD 53MM88 
UNC, 4 Flutes | Metric Fine, 3 Flutes He-18 1 in 6 in H3 WidiaGTD 2XTW6 
Z Tin 5%2in Hd OSG  2PHX9 Walter UNC, UNJC, 3 Flutes _ 
2-4-4172 25%in 7 %in  _JIS2 WidiaGTD S53NC36 = M10x1_ 20.00mm 90.00mm = 6H brotgtyy <428X94'-20, tin, 2 in HS WidiaGTD_4CPJ9 
UNF, 2 Flutes = Metric Fine, 4 Flutes 7 -16 1 in 2 '%e in H3 Widia GID 4AKK4 
#10-32. in 2t%2in  H3 WidiaGID 1W186 Walter ¥16 1v%in 2?%ein H2 _Widia GTD 53MM80 
#10-32 % in 6 in H3. WidiaGTD 53NP60 M12x0.5 21.00mm 100.00mm = 483 Prototyp 428X31 H-16 Tin 2 ein ui Widia GTD 53MM81 
UNF, 3 Flutes Walter api, ve ae 
#10-32 Zein 2?™min HS OSG 2PHX2 ==“ M12x1.521.00mm 100.00mm 6H —pictotyy 428W99 lias bab au 28,38 ae al willl 
Ye-24 iYein 22%2in  H3  WidiaGID 1W194 Walter 16 ‘6 in a2 in idia 
w-200. win 31¥2in 6H OSG  2PHT7 Mi4x121.00mm 100.00mm FS prototyy 428X385 13 1"¥ein 3 ¥6in JIS Widla GT 4AKK8 
Ae'-18 Tin 3%6in 2B OSG  2PHY6 Walter g- 46 in 46 in idia 
18 1Vein 3 Son 3B 0SG OPHTS M14x1.25 21.00mm 100.00mm = 43 Prototyp 428X36 oe >in 4; in H3 WidiaGlD 1C775 
Ww16  t%ein 4 %in H3 WidiaGTD 1W214 Walter , 3 Flutes 
TAG Ain "3 asc —SPHUS M18x1 24.00mm 110.00mm 43 rotayp 428X40 Fas Gaon BUG IE Mater ae 
14 1%ein 4%6in  H4 WidiaGID 11W536 alter 
UNF. 4 Flutes M18x1.5 24.00mm 110.00mm 6H Protayp 428X04 NEF 4 Flutes — 
V-12 0 1zin  o%ein  H4 OSG __2PHT2 M18x2 12 H alter 428X42 ¥"-28  21.00mm 100.00mm 2B/2B 429A18 
1H'-12 1'%cin 5%in  JIS2 Widia GTD 53NC29 axe SOU eo Ne [Protanye: : Prototyp 
14'-12  2%ein 5%in Ho OSG __2PHX6 M20x1.5 24.00mm 125.00mm D5,D6 Walter gogxo5 ¥%s'-24 21.00mm 100.00mm 2B on 429A24 
Nickel & Titanium Tapping, Bright (Uncoated) roto UNE 2 Frat rototyp 
UNC, 2 Flutes — . _ M20x1.5 24.00mm 125.00mm D5,D6 te 428X44 2 £ Pines Walk 
#10-24 ~=Ain 2%in H3  WidiaGID 4G193 tenn #10-32 13.00mm 70.00mm H3 5,40! 428796 
#i2-24 Wein 2% in —H2/2B WidiaGTD 4GT95 = M24x1.5 26.00mm 140.00mm 05,06 prclel azexso roronye 
#4-40 —— %ein 1%in JIS2 WidiaGTD 4GT84 Wales” |CONTINUED | 
#6-32 ‘tein 2 in H3 WidiaGTD 4GT89 M25x1.5 26.00mm 140.00mm  4H3 Parra 428X52 
#8-32 in 2V%in  JIS2 WidiaGID 4GT91 Wale 
7A'-20 Tin 2 vin H3 WidiaGTD 4GT97 M30x2 26.00mm 150.00mm 6H 5. A28X60 
Ye-18 1%in 22%2in H3 WidiaGID 4GT99 YP 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2213 








MACHINING 
Taps 





po WIDIA GTp® = —wacrer 
High-Performance Spiral-Point Taps 


Thread 
Limit / 

Thread Thread Overall Class ltem 
Size Length Length of Fit Brand No. 
Steel Tapping, Unified Thread Standard, Bright (Uncoated) (Cont.) 

UNF, 3 Flutes 
vs'-28 15.00mm 80.00mm 6H aa 428795 
UNF, 4 Flutes 
54'-18  24.00mm 100.00mm JIS 2 ae 429437 
"14 24.00mm 125.00mm ae nae 429039 
1%'-12 26.00mm 150.00mm JIS 2 a 429431 
1¥s'-12 26.00mm 150.00mm JIS 2 pap 429A30 
134'-12 28.00mm 170.00mm JIS 2 2 ae 42932 
1%'-12 28.00mm 170.00mm JIS 2 ap 42929 
UNF, UNJF, 2 Flutes 
#10-32 win 2%in H3 WidiaGTD 4AKH9 
#10-32 Yin. 2%in H3 WidiaGTD 4CPJ6 
#10-32 win. 2% in H3  Widia GID 53MM99 
#10-32 Win 6 in H3 WidiaGTD 2XTW3 
#6-40  1Vein 2 in H3 WidiaGTD  4CPJ2 
Vi-28 Tin 2% in 6H WidiaGTD 4AKK1 
Ye-24 1 %in 2 2%2in H3 WidiaGTD 4AKK3 
UNF, UNJF, 3 Flutes 
%'-04 1 Vain 2%sin 6H  WidiaGTD 4AKK5 
7e-20. Vein 3¥%2in 6H  WidiaGTD 4AKK7 
4-20 12min. 3%in 6H WidiaGTD 4AKK9 
5-18 11%ein 3 '%ein 2B WidiaGTD 1773 
Diamond-Coated 
Metric Coarse, 3 Flutes 
No. 33YY35 
| Posie : 
— water WIDIA GTD® 


Thread 
Size 


Thread 
Length 


Overall 
Length 


Steel Tapping, Unified Thread Standard, TiN 


Metric, 3 Flutes 

M12x1.25 Mein 2 2 in 
M12x1.25 “in 3 '¥2 In 
Metric Coarse, 2 Flutes 

M3x0.5 15.88mm 49.21mm 
M4x0./ 19.05mm 53.98mm 
M5x0.8 = 22.23mm_ 60.33mm 
M6x1 25.40mm_ 63.50mm 
M8x1.25 28.58mm 69.06mm 
Metric Coarse, 3 Flutes 
M10x1.5 31.75mm 74.61mm 
M12x1./5 42.06mm 85.85mm 
Metric Fine, 3 Flutes 

M12x1.25 22.00mm 100.00mm 
Metric Fine, 4 Flutes 


M20x1.5 24.00mm 125.00mm 
M24x2 26.00mm 140.00mm 
M30x1.5 26.00mm 150.00mm 


UNC, 2 Flutes 

#12-24 Me in 2% In 
#2-56 ‘A6 in 1% in 
#4-40 %e in 1% in 
#5-40 % In 1 1%e in 
#6-32 Ye in 2 in 
#6-32 ge in 2 in 
#8-32 Yin 2 Yin 








Scan. Order. Done. 
Details on page A1. 


Carbide Straight-Flute Machine Taps 


# Right-hand thread direction 


Straight flute machine taps are installed in a toolholder on a machine and are 
used to create or repair internal threads in blind holes and through holes. These 
carbide taps provide excellent hardness and heat resistance and can be used 
for tapping hard materials at high speeds. 


Thread 
Size 


Thread 
Length 


Overall 
Length 


Bright Finish, Coolant-Through 


Metric Coarse, 3 Flutes 


M10x1.5 20.00mm 
M6x1 15.00mm 
M7/x1 15.00mm 

M8x1.25  18.00mm 

Metric Coarse, 4 Flutes 

M10x1.5 24.00mm 

M12x1.75 23.00mm 

M5x0.8 16.00mm 
Mé6x1 19.00mm 

M8x1.25  22.00mm 

Bright Finish, DIN/ANSI 

M4x0.7  10.00mm 

M5x0.8 11.00mm 
Mé6x1 14.00mm 

UNC, 3 Flutes 
#4-40 Ya in 
#6-32 “6 in 
#8-32 “6 in 
Y"-20 %e in 

UNC, 4 Flutes 
Y"-13 in 

UNF, 3 Flutes 

#10-32 Y in 

UNF, 4 Flutes 
Y"-20 in 
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140.00mm 
80.00mm 

100.00mm 
120.00mm 


100.00mm 
140.00mm 
70.00mm 


80.00mm 
90.00mm 


54.00mm 
60.00mm 
63.00mm 


2 %e in 
2 %e in 
2 152 in 
3 4% In 
4 %e in 
2 % in 


4 %e in 





Tap Chamfer 


Bottoming 
Bottoming 
Bottoming 
Bottoming 


Semi-Bottoming, 
Modified Bottoming 
Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 
Semi-Bottoming, 
Modified Bottoming 


Bottoming 
Bottoming 
Bottoming 
Bottoming 
Bottoming 
Bottoming 
Bottoming 
Bottoming 
Bottoming 


Bottoming 


Find even MORE on Grainger.com® 


Brand 


Walter Prototyp 
Walter Prototyp 
Walter Prototyp 
Walter Prototyp 


Walter Prototyp 
Walter Prototyp 
Walter Prototyp 


Walter Prototyp 
Walter Prototyp 


OSG 
OSG 
OSG 


OSG 
OSG 
OSG 
OSG 
OSG 
OSG 


OSG 


Item 
No. 


427516 
427517 
427518 
427519 


427324 
427344 
427J25 


427526 
427J527 


33YY80 
33YY81 
33YY82 


33YY57 
33YY58 
33YY59 
33YY62 
33YY68 
33YY61 


33YY69 


For more information on taps, see page 2261. 


an ime 
imit imit 
Class Item Thread Thread Overall Class 
of Fit Brand No. Size Length Length _ of Fit Brand 
#8-32 Yin 2 Ye in JIS 2  Widia GTD 
YA"-20 i i 2 i in H3 Widia GTD 
H3 OSG 6VXR9 UNC, 3 Flutes 
Woe VSG OAT? #6-32  11.00mm 56.00mm "7,24 ca 
JIS2 WidiaGTD 1E810 Y4'-20 1 in 2 In H3  Widia GID 
JIS2 WidiaGTD 1E812 t/t Walter 
iS 0 Widia GTD -4E814 Y"-13  23.00mm 110.00mm JIS 2 Prototyp 
D5 WidiaGID 1E816 UNC, UNJC, 2 Flutes 
H3 WidiaGTD 1E818 #10-24 7 in 2% In H3  Widia GID 
YA"-20 1 in 2 In H3  Widia GID 
6H WidiaGTD 1820 YA"-20 1 in 2 In H3  Widia GID 
6H WidiaGID 1E822 Vie'-18 1¥%in 2242in H3  Widia GID 
UNC, UNJC, 3 Flutes 
6H  WidiaGID 53MT29 ¥e'-16 1%in 2'%ein H3  Widia GID 
”7e-14 1%6in 3%2In H3  Widia GID 
Walter Y'-13 2 «-12%2in = 33: %in JIS 2  Widia GTD 
DS,D6 prototyp 428X144 1 Hein 3 %ein 2B  WidiaGTD 
Walter ¥4"-10 2 In 4% in H3  Widia GID 
D6,D/  prototyp 428X17 GNF, 2 Flutes 
6H Walter 428X19 #10-32 in 2% In H3  Widia GID 
Prototyp #10-32 7a in 2% In H3  Widia GID 
UNF, UNJF, 2 Flutes 
H3  WidiaGID 1E592 #6-40 Ye in 2 in H3  Widia GID 
JIS2 WidiaGTD 1E568 VA"-28 1 in 2 In 6H = Widia GID 
JIS2 WidiaGID 1E572 %6'-24 1T¥%in 223%2in H3  Widia GID 
H3 WidiaGID 1E5/4 UNF, UNJF, 3 Flutes 
H3_ WidiaGTD 1E578 ¥e'-24 1%in 2'%ein 6H = Widia GID 
H3  WidiaGID 1E5/6 ”~e-20 1%6in 3 %2in 6H = Widia GID 
JIS2 WidiaGTD 1E584 Y'-20 812%2in 8 3%in 6H = Widia GID 
Thread Thread Overall 
Size Length Length Tap Chamfer Brand 
CrC/C-Coated, Coolant-Through 
Metric, 3 Flutes 
M10x1.5 15.00mm 100.00mm Bottoming Widia Gtd 
M10x1.5 18.00mm 90.00mm Bottoming Widia Gtd 
Mi2x1.75 21.00mm 100.00mm Bottoming Widia Gtd 
M6x1 10.00mm 80.00mm Bottoming Widia Gtd 
M6x1 12.00mm 70.00mm Bottoming Widia Gtd 
M8x1.25  10.00mm 90.00mm Bottoming Widia Gtd 
M8x1.25 15.00mm 80.00mm Bottoming Widia Gtd 
Diamond-Coated 
Metric Coarse, 3 Flutes 
M3x0.5 11.00mm 46.00mm Modified Bottoming OSG 
Metric Coarse, 4 Flutes 
M4x0.7 13.00mm 52.00mm Modified Bottoming OSG 
M5x0.8 16.00mm 60.00mm Modified Bottoming OSG 
M6x1 19.00mm 62.00mm Modified Bottoming OSG 
M8x1.25 22.00mm 70.00mm Modified Bottoming OSG 
Metric Coarse, 5 Flutes 
M10x1.5 24.00mm 75.00mm Modified Bottoming OSG 
M12x1.7/5  29.00mm 82.00mm Modified Bottoming OSG 
TiCN-Coated, DIN/ANSI 
UNC, 4 Flutes 
#10-24 ein 2% in Goa: , OSG 
#4-A0 Vain 2 %e in ae ; OSG 
#6-32 ein 2 %e in Mecitied Boxamtio OSG 
: ; ; Semi-Bottoming, 
' = a “Ae in 2 2 In Modified Bottoming OSG 
, 0 Flutes 
20 Yon Sin ainee Bono 088 
Ye-18 in 3 7p in Mecitied Boxamtio OSG 
16 Min 8% ect germig 088 
As'-14 — %ein 3 2%p in ne : OSG 
u ; Semi-Bottoming, 
aa 7 , “in 4%e in Modified Bottoming OSG 
, 5 Flutes 
2 Yuin —-3%in ete Boromng 088 
Ve'-24 in 3 17Ap in ee ; OSG 
24 Min Sin ptee ota 088 
i ; ; Semi-Bottoming, 
Ye'-20 ein 3 2% in semi-Bottoming, OSG 


Modified Bottoming 





Item 
No. 
1E582 
1E596 


428216 
1E598 
428227 


1E586 
1E594 
1E600 
1E604 
1E608 
1E612 
1E616 
2XTV2 
2XTV3 


1E590 
1E588 


1E580 
1E602 
1E606 
1E610 


1E614 
1E618 


Item 
No. 


o3NM21 
O3NM35 
o3NM37 
o3NM19 
o3NM33 
o3NM20 
o3NM34 
33YY35 
33YY36 
33YY37 
33YY38 
33YY39 


33YY40 
33YY41 


33YX74 
33YX71 
33YX72 
33YX73 


33PE04 
33YX76 
33PE05 
33YX79 
33YX81 


33YX75 
33YX77 
33YX78 
33YX80 
33YX82 
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Straight-Flute Hand Taps 


= Right-hand thread direction 
Straight-flute hand taps are manually turned with 


GREENFIELD 
THREADING 





High Speed Steel, TiN Coated 


ad : Metric Coarse, 4 Flutes 
a tap wrench to create or repair internal threads in No. 11W669 


blind holes and through holes. 





Thread Thread Overall Tap Item Thread Thread Overall Tap Item Thread Thread Overall Tap Item 
nie g Length Length Chamfer Brand No. une Fl Length Length Chamfer Brand No. Size Length Length Chamfer - Brand No. 
arbon Steel, Bright (Uncoated) Finish , 4 Flutes u reentie 
Metric Coarse, 4 Flutes | Haat cceeaey a rac tye rin eo Westvard_2LXI5 WAZ 1*%ein 3%in Taper Threading 407A81 
rwin igh Speed Steel, Black Oxide Finis u_ ; ; reenfie 
M4x0.7 19.05mm 53.00mm _ Plug Hanson 197136 Mettic Fine, 4Flites : ; = %'-11 1'%ein 3'%ein Plug Threading 15J603 
rwin x1.5 37.00mm 00mm Bottoming sg 4 un reenfie 
M5x0.8 22.00mm 60.00mm Plug Hanson 19T138 UNG, 2 Flutes | _ ¥"-10 2 in 4% in Bottoming Threading 15J745 
Méx1 25.00mm 64.00mm Plug =D agtyqg yet en _2 ein _Flug Osg _33VU6T 4g in «= in ‘Taper Threaditg 407A89 
UNC, 3 Flutes vi-20 Vein 2 2 In Taper Osg 33YL94 u_ ; . __. Greenfield 
#1024. hin 2% in Taper Westward 2LXD4 ~ 4-13. 1%in 3 ‘¥2in Taper Os 33vM2g =! 2%in 5%in Bottoming threaging 14749 
#6-32 “ein 2 In Taper Westward 2LXD2 ¥'-11 1%6in 3%%2In Bottoming ee STR ies a Flutes , : widea Cid —TE@aO 
- Irwin %'-11 1%6in 3 %e2In Plug sg 7 = 16 In in ug idia Gt 
pee ee Plug Hanson 191113 ott 4 Hein 3 2%2in Taper _Osg 33YM42 —_UNC, UNJC, 4 Flutes 
#8-32 Ya in 2 Vein Taper Westward 2LXD3 ¥"-10 1 “in 4% in Plug Osg 21TA1 #10-24 ein 2% in Bottoming WidiaGtd 1E650 
Ya"-20 1 in 2%in Bottoming Westward 2LXK3 1"-8 1'6in 5%2In Bottoming Osg 2TRW5 #10-24 ain 2% In Plug Widia Gtd 1E648 
V4'-20 Tin 2 % in Plug Westward 2LXG4 1-8 11%6in 5 %ein Plug Osg 2TRY1 #8-32 ¥% in 2 Yin Plug Widia Gtd 1E644 
UNC, 4 Flutes 1M4'-7 2 Yain 9% in Bottoming Osg _33YN58 #8-32 Ya in 240 Bottoming WidiaGtd 1E646 
: rin ad an i ue 
V4'-20 Tin 2 Yin Taper Westward 2LXD7 Y'-13 12%2in 3% in Bottoming WidiaGtd 12F019 Ae-18 1¥%in 2%: in Plug Widia Gtd 1670 
Yj"-20 4 if 9 Vo in Plu Irwin 197118 %'-11 1'%6ein 3'%6in Bottoming WidiaGtd 12F014 ¥'-16 Yin 2'%ein Plug Widia Gtd 1E682 
g Hanson ¥4'-10 2 In 4% in  Bottoming WidiaGtd 12F012 ve -16 TAI oie in Bottoming WidiaGtd 1E684 
Ae-18 11/8in 2%%2in Taper Westward 2LXE2 #10-32  %ein 2 tin Plug Osg 4HKN2 UF ou, Sales - 5 Wis CHT TERED 
5 ; rwin ¥'-18 1%6in 3%%2In Bottoming Osg 2TRX9 - ein 8 In ug idia Gt 4) 
w16  1%in 2%ein Plug Hanson W922 Ig THe in 5 Moin Taper Osg 33YN51 =| Powdered-Metal, TiCN-Coated 
oe , tea eeu ape westward ee High Speed Steel, TiN-Coated Metric Coarse, 4 Flutes IGANGA 
"~ in 8 in aper estwar Metric Coarse, 4 Flutes odifie 
on pia, aa irwin M10x1.5 31.75mm 74.61mm Bottoming WidiaGtd 11weeg Mx! = 12.00mm 63.00mM pottoming OSG 38PC95 
wT Tein 3 Mein Plug Hanson 191130 “GING, 4 Flutes Modified 
vA aS 2 M8x1.25 8.00mm 55.00mm Osg 33YH83 
¥'-11 113/16 in 3 '%ein Taper Westward 2LXF3 Greenfield 15J590 Bottoming 


At 113A6in 3%%6in Plug Westward 2LXH7 “4-22 ‘Tin 2%in PlUG Threading 
¥a'-10 2 In 4% in Taper Westward 2LXF5 


Metric Fine, 4 Flutes 
Greentield 153731 M12x1.5 21.00mm 85.00mm_ Bottoming Osg 33YK42 





AA0  2in 4 sin Plug Westward 2LXH9 W200 Tin = 2%in  Bottoming Threading UNC, 4 Flutes acid 

1"-8 21/2 In 2 in Plug Westward 2LXJ4 : ve ; Greentield odifie 
UNF, 3 Flutes . H%e-18 1¥%in 2%2in Taper Threading 407A65 #8-32 “ie in 2 %2 in Bottoming Osg 33YH74 
#10-32 Ain 2 % In Taper Westward 2LXD8 m Ve Greenfield Ya'-20 “6 in 2'2I1n Bottoming Osg _33YK08 
UNF, 4 Flutes | ete Taine iein PNG Threading 14994 = 9416 Yuin 2 %ein_Bottoming —Osq__33YK14 
10-32 %in 2%in Plug Haroon 191116 "16 = 1 %in 2 1%6in Bottoming Threading 153735 UNC, 5 Flutes " 2 aa bottoming Osg _33YK13 
Wi'-28 lin = 2%in = Plug MN tgtgyg = 13 12¥in 3 %in _Bottoming Threading 15739 UNF 4 Flutes asia Bowery “Usd —_Savkse 
¥4"-16 2 In 4 VY in Taper Westward 2LXF6 Y2'-20 ¥en 3 '%2 In Bottoming Osg 33YK22 


Va'-20 ein 3 '%2 in Bottoming Osg _33YK23 


Ratchet T-Handle 









No. 2CYT5 
we cal : IRWIN. : 
<> CLE-LINE. jus, GENERAB) Storrvett | ssuneuch 
Set 
Tap Wrenches Starrett Sliding No. GTFF6 
Tap wrenches are used to manually turn taps when repairing or creating T-Handle 
threads in holes. No. 300242 


Fixed T-handle wrenches are more compact than straight-handle wrenches. 


Ratcheting wrenches can be turned and repositioned quickly when working <2 
in tight spaces. oa at 











Sliding T-handle wrenches have a T-handle that slides from side to side, Straight Handle 
allowing them to be turned in tight spaces. They are more compact than no RUCRae 
straight-handle wrenches. Overall Item 
Straight-handle wrenches have a long, straight handle that provides more sraTfera ll RvR Ea Se ME Te acu oe 
leverage than a T-handle. Me in Ye in 2 In Ye in to 46 In Starrett 300242 
Ye in Yq in 6 in Ye in to % in Starrett 300239 
Overall Item He in Y In 9 in Vein to ¥% In Starrett 300240 
Min. Tap Size Max. Tap Size Length Fractional Tap Capacity Brand No. 732 In 6 in 2 “in %32 in to ‘Ae in Starrett 300243 
Fixed T-Handle VY in Y in 3 % In Yin to % in Starrett 300244 
0.25 In 0.0625 In 2% in Ye into “in Westward 2CYR9 Ya in Y in 13 in Ya in to 2 In Starrett 300247 
0.5 in 0.25 in 3 % in Yasin to Yin Westward 2CYT1 Va in ¥ in 12 in Ys in to ¥ In Starrett 300241 
0.5 in 0.25 In 9 in Yin to 2 in Westward 2CYT3 Ae in Yin 16 in 6 in to % in Starrett 53VF08 
0.25 in 0.0625 in 9 in Ye into % In Westward 2CYT2 Straight-Handle 
Ye in Yq in 8 % In Ye into % In Cle-Line 50CA39 #0 Y In 9% In #0 to % In Irwin Hanson 351756 
Ratcheting Sliding T-Handle 0.25 in 0.0625 in 7 in Ye in to % In Westward 2CYT9 
#0 Yq in 10 in #0 to % In Irwin Hanson 3KLR/ 0.375 in 0.0625 In 9 in Ye into % Westward 2CYU1 
0.25 In 0.0625 In 3 Yin Ye into % in Westward 2CYT5 0.5 in 0.15625 in 11 in ¥32 In to Y2 In Westward 2CYU2 
0.15625 in 0.0625 In 3 In Ye in to %2 In Westward 2CYT4 0.75 In 0.25 in 15 in Yin to % In Westward 2CYU3 
0.5 in 0.21875 in 4% In 2 in to Y2 In Westward 2CYT6 Ye in YW In 7 in Ye in to % in Cle-Line 50CA26 
0.5 in 0.21875 in 13 in 32 in to VY In Westward 2CYT8 Ye in ¥e In 9 in Ye in to % in Cle-Line 50CA27 
0.25 In 0.0625 In 13 in Ye into % in Westward 2CYT7 32 IN Yin 15 in ¥32 In to % In Cle-Line 50CA30 
Yq in Yo in 12 in Yin to ¥2 In Irwin Hanson 351719 Yq in 1 in 12 % in Yq in to 1 in IrwinHanson 351/02 
Sliding T-Handle Ya in 1% in 19 in Ya into 1% In Cle-Line 90CA31 
#0 Yq in 2¥4 in Yq in General 6TFF5 Yin 1% In 40 in ¥% in to 1% in Cle-Line 50CA32 
#0 Yq in 3 2 In Y In General 6TFF2 1.125 in 0.25 in 19 ¥% In Y% into 1¥% Westward 2CYU4 
#12 Yo in 3% In Yo in General 6TFF7 1 In 2% in 54 in 1 into 2% in Cle-Line 50CA28 
#12 Yo in 4% in Y2 in General 6TFF3 Tap Wrench Sets 
0.25 In 0.0625 In 2 Ya in Ye into % in Westward 2FLL7 #0 Yo In 1% In #0 to % In, #12 to % In General 6TFF6 
0.5 in 0.25 in 3 ¥8 In Yin to Y In Westward 2FLL8 #0 Yo In 1% In #0 to % In, #12 to % In General 6OTFF8 
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MACHINING 
Dies 


Scan. Order. Done. |=) 
Details on page A1. = 





\S GEARWRENCH. 






<> Die Wrench for Round Dies 
CLEVELAND No. 20X630 
Die Wrenches 


Die wrenches hold compatible dies so they can be turned in manual threading 
tasks. Also known as die stocks, the wrenches have straight handles on both 
sides that provide leverage when turning the dies. 


Overall Item 


For Outside Dia. Length Brand No. 


Die Wrenches For Round & Hex Dies 


WY 9 Yin Gearwrench 41XA79 
1 “ein 2 in Gearwrench 41XU45 
Die Wrenches For Round Dies 

1%e¢ in 6 Y% in Cleveland 20X630 

1 in 9 in Cleveland 20X723 

1 “%in 13 % in Cleveland 20X631 

2in 23 in Cleveland 19E382 

2 Yin 29 in Cleveland 19E383 


CLEVELAND 


* WisrwarD’ pou 
Thread-Making 


Round Dies 


# Right-hand thread direction 


Round dies cut new threads or restore existing threads on the outer surfaces 
of parts so they can be mated with holes or other parts that have matching 
internal threads. A set screw adjusts the thread depth to over- or under-cut 
threads for a precise fit. 








Carbon Steel Adjustable 
Round Dies, UNF 
No. 20X706 


Thread Item 
Size Die Thickness Outside Dia. Brand No. 
Carbon Steel Adjustable Round Dies 
UNC 
Y"-13 ¥% in 1 in Cleveland 20X703 
¥4"-10 % in 1% in Cleveland 20X705 
¥4"-10 ¥ in 2 in Westward 2LWC7 
UNF 
4-16 Yin 1% in Cleveland 20X706 
High-Speed Steel Adjustable Round Dies 
Metric 
M10x1.5 9.52mm 25.40mm Cleveland 20X717 
M10x1.50 Y in 1% in Westward 107891 
M12x1.00 Y% in 1% in Westward 10T893 
M14x1.50 % in 1% in Westward 10T898 
M16x1.50 % in 1% in Westward 107901 
M16x2.00 % in 1% in Westward 107902 
M20x1.50 ¥% in 2 in Westward 101907 
M22x1.50 ¥ in 2in Westward 10T909 
M24x3.00 ¥ in 2 in Westward 107913 
M30x1.50 ¥% in 2% in Westward 107920 
M30x3.50 ¥ in 2 Yin Westward 107923 
M8x1.25 9.52mm 25.40mm Cleveland 20X716 
UNC 
Y4"-20 ¥ in 1 in OSG 54LG77 
Y4"-20 % in 1in Cleveland 20X645 
Vie'-18 ¥ in 1 in Cleveland 20X647 
¥e"-16 ¥% in 1 in OSG 33PC60 
¥e"-16 ¥ in 1 in Cleveland 20X649 
¥g"-16 Yin 1% in Westward 107752 
Yo"-13 Y% in 1% in Cleveland 20X659 
Yo"-13 Y in 1% in OSG 54LH41 
Yo"-13 % in 1% in Westward 107756 
¥e"-11 Y% in 1% in Cleveland 20X663 
¥4"-10 ¥% in 2 in OSG 54LH58 
UNF 
Ae'-18 WY in 1% in Cleveland 20X662 
¥3"-18 Y% in 1% in Cleveland 20X664 
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High-Speed Steel 
Adjustable 
Round Pipe & Conduit 
No. 54LH84 





Pipe and Conduit 
Thread Dies 


# Right-hand thread direction 
= UNF thread standard 


These dies create or repair threads on the outer surfaces of pipe, 
conduit, or fittings so they can be mated with parts that have match- 
ing internal threads. Fixed dies create or repair threads in one size. 
Adjustable dies have a set screw that adjusts the thread depth to 
Over- or under-cut threads for a precise fit. 





Thread Item 
Size Die Thickness Outside Dia. Brand No. 

Carbon Steel Fixed Round Pipe & Conduit Thread Dies 

YA'-18 Y% in 1 %in Greenfield Threading 53PT10 

Ye'-27 ¥ in 1 in Greenfield Threading 53PT12 

Ye'-27 Y in 1% in Greenfield Threading 53PT11 
High-Speed Steel Adjustable Round Pipe & Conduit Thread Dies 

Yo"-14 % in 2 in OSG 54LH84 

Y4'-18 % in 1 %in OSG 54LH80 

Va"-18 ¥ in 2 in OSG 54LH82 

¥e'-18 Y in 1 Yin OSG 54LH81 








(> asp Carbon Steel 
Hex Die 
* ; UNF 
WESTWARD No. 20X666 
HANSON. 


Thread-Repair Hex Dies 


# Right-hand thread direction 


Hex dies repair damaged, worn, or rusted threads on the outer surfaces of 
parts so they can be mated with holes or other parts that have matching 
internal threads. They can be turned with a standard wrench or a compatible 
die wrench. Self-aligning dies have a plate that aligns the die when it's 
placed on a part to help prevent cross threading. 


Thread Item 
Size Die Thickness Hex Size Brand No. 
Carbon Steel Hex Dies 
UNC 
Y4"-20 YW in 0.5344 in Cleveland 20X665 
Vie'-18 Ve in 0.6188 in Cleveland 20X667 
¥"-16 ¥s in 0.7031 in Cleveland 20X669 
¥"-16 ¥% in Westward 10T943 
”e'-14 ‘Ae in 0.7875 in Cleveland 20X671 
Yo"-13 WY in 0.9563 in Cleveland 20X673 
Yo"-13 WY in Westward 10M967 
¥"-11 ¥ in 1% in Cleveland 20X677 
V4"-10 ¥% in 1.2938 in Cleveland 20X679 
¥4"-10 ¥% in Westward 10M975 
1"-8 1 in 1.6313 in Cleveland 20X683 
1"-8 1in Westward 10M978 
11%"-7 1 in 1.8000 in Cleveland 20X685 
1%"-7 1 in 1.9686 in Cleveland 20X687 
UNF 
V4"-28 Y in 0.5344 in Cleveland 20X666 
¥3'-24 ¥s in 0.7031 in Cleveland 20X670 
Yo"-20 WY in 0.9563 in Cleveland 20X674 
¥s'-18 ¥% in 1% in Cleveland 20X678 
¥4"-16 ¥% in 1.2938 in Cleveland 20X680 
Carbon Steel Self-Aligning Hex Dies 
NC 
%'-20 ¥3 in 1 in Irwin Hanson 19T163 
Vie'-18 ¥ in 1in Irwin Hanson 19T165 
Yo"-13 ¥3 in 1 in Irwin Hanson 19T171 
¥s"-11 ¥ in 1 in Irwin Hanson 197175 
1-8 ¥ in 1'%e in Irwin Hanson 197181 
NF 
#10-32 ¥% in 1 in Irwin Hanson 197161 
¥3"-18 ¥ in 1 in Irwin Hanson 191176 
Vq"-16 ¥3 in 1in Irwin Hanson 191178 
'-14 ¥ in 1'%e in Irwin Hanson 19T180 
1"-14 ¥ in 11%e in Irwin Hanson 19T182 
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on their nose and/or sides that 
remove material from a work- 
piece. They are used on computer 
numerical control (CNC) or manual 
milling machines to create parts 
with complex shapes and features 


MACHINING 
End Mills 


End Mill Flute, Material, and Finish Information 
End mills have cutting edges 


such as slots, pockets, and 


grooves. Flutes on the end mills’ 
cutting head carry the removed 
material away from the workpiece 
to prevent damage to the end mills 


or workpiece. 


Materials 


Carbide end mills provide excel- 


lent wear resistance and heat 


resistance and are harder than 
powdered-metal and cobalt end 
mills. They require a rigid setup. 
Cobalt end mills can tolerate more 
vibration than carbide end mills. 


Powdered-metal end mills are 
tougher and less likely to break 
than cobalt end mills. 


Helical-Flute Thread Mills <ScT> 


= Carbide material 


Finishes 


AITIN is more resistant to high heat than TiN, 
TICN, and TIAIN. 


AITiCrN offers higher resistance to oxidation 
than an AITiN coating. 


Bright (uncoated) provides a smooth, 
polished surface. 


Diamond is only used for milling nonferrous 
materials such as aluminum, graphite, copper, 
and carbon fiber. 


DLC is a cost-effective alternative to diamond 
finish and is used for milling abrasive materi- 
als such as stainless steel, ceramics, plastics, 
and aluminum alloys. 


EXO is a multilayered TiAIN coating with a 
very smooth finish. It resists wear better than 
a standard TiAIN coating and withstands high 
speeds and high temperatures. 

GMS has a lower coefficient of friction than 
GMX-35, which helps prevent built-up edge. It 
is also harder and more resistant to high heat 
than TiAIN and ZrN. 

GMX-35 is harder and resists high heat 
better than TiAIN and ZrN, and it is suitable 





super carbide tools 








Ax Came WIDIA” 
KA Precision Tools, Ltd. GID 


Helical-flute thread mills have spiral flutes and provide a smoother cut than straight-flute or single-profile thread mills. 


for high-speed milling and dry machining 
applications. 

nACRo is harder and more resistant to high 
heat than TIAIN, TICN, AITIN, and AICrN. 


TIAIN withstands high temperatures, allows 
for faster speeds than a bright finish, and 
resists cracks and oxidation better than TiN 

or TICN. 

TIGN is harder and more wear-resistant than 
TIN. 

TIN resists impact better than TiAIN and AITIN. 
SS provides a polished surface that's 
smoother than a bright finish. 


Taz reduces the need for coolant and is 
recommended for dry machining applications. 


WXL is used for milling nonferrous metals 

and steels with a Rockwell hardness of up to 
50 HRC. 

WXS is used for milling nickel-based alloys 
and hardened steels with a Rockwell hardness 
of more than 50 HRC. 

ZtN has a higher oxidation temperature than 
TIN and is used for milling nonferrous metals. 
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Bright (Uncoated) Finish 
Metric, 3 Flutes 








They are used to create threads on tough or thin-walled materials and can create internal threads of the same pitch in No. 16R777 
a range of hole diameters, eliminating the need to change tools when threading multiple holes of different sizes. For use 
in CNC machines that have helical interpolation capability. 
Thread Length Overall Item Thread Length Overall Item 
Size Cutter Dia. of Cut Length Shank Dia. Brand No. Size Cutter Dia. of Cut Length Shank Dia. Brand No. 
AlTin Finish Yain, ¥8'-18 0.3820 in 0.8000in 3% In “cin Scientific Cutting Tools 4PDT/ 
Metric, 3 Flutes Tin, 2'-11.5 0.6200 in 1%In 4 in % in Micro 100 16R660 
M4.5x0.75 3.00mm 6.00mm 57.0mm _ 6.000mm Micro 100 16R778 NPTF, 4 Flutes 
M5x0.80 3.00mm 8.00mm 57.0mm__6.000mm Micro 100 16R780 Ve'-2/ 0.2800 in 0.7580 in = 3% In ¥sin _ Scientific Cutting Tools 4PDR1 
M6x1 430mm 12.00mm 57.0mm_ 6.000mm Micro 100 16R782 Yain, ¥-18 0.3820in 0.8000in 3% In “ein Scientific Cutting Tools 4PDT6 
Metric, 4 Flutes Yin, 74-14 0.4950in “in 4 in Yo in Micro 100 16R665 
M12x1.75 9.15mm 22.00mm 100.0mm 10.000mm Micro 100 16R792 Tin, 2'-11.5 0.6200 in 1%In 4 in % in Micro 100 16R661 
M20x2.5 11.94mm_ 32.00mm 100.0mm_ 12.000mm Micro 100 16R801 UN, 3 Flutes 
NPT, 4 Flutes #10-24 0.1400 in 0.3920 in 2% In Ya in Scientific Cutting Tools = 4LLF7 
Tin, 2'-11.5  0.6200in 1%In 4 in % In Micro 100 16R663 #8-32 ¥ain 0.3250in 2% In Yasin _ Scientific Cutting Tools | 4PEP8 
NPTF, 3 Flutes Ya'-20 0.1700 in 0.5200 in 2% In Yasin Scientific Cutting Tools 4LLG6 
Yiein, Y-2/ 0.2450 in “ein 2% in Ya in Micro 100 16R674 Ya'-20 0.1800 in = in 2% in Ya in Micro 100 16R690 
NPTF, 4 Flutes Ya'-40 0.1870 in 0.5110 in 2% In Yasin Scientific Cutting Tools 4PDP1 
Yin, ¥4'-14 —0.4950in Zin 4 in Yo in Micro 100 16R666 /i6'-20 0.2350 in 0.6700 in 2% In Yasin _ Scientific Cutting Tools 4PDP5 
UN, 2 Flutes V6'-18 0.2350 in 0.6890 in 2%iIn YW in Scientific Cutting Tools 4PDP4 
#4-40 0.0800 in “ein 2 in Ya in Micro 100 16R679 V6 -18 0.2350 in —%In 2% In Ya in Micro 100 16R694 
#6-32 0.1000 in “in 2 in Ya in Micro 100 16R681 UN, 4 Flutes 
UN, 3 Flutes #1-8 0.6200 in 1% In 2 In % in Micro 100 16R676 
#8-32 0.1150 in “in 2 in Ya in Micro 100 16R683 ¥'-24 0.2850 in = In 2% in %i6 In Micro 100 16R701 
V4'-28 0.1800 in in 2% In Ya in Micro 100 16R693 ¥e'-32 0.2900 in 0.7940 in 3% In %ein Scientific Cutting Tools 4PDR7 
Y4'-20 0.1800 in in 2% In Ya in Micro 100 16R691 Ye-2/ 0.2900 in 0.7930 in 3% In Yin Scientific Cutting Tools 4PDR6 
V6 -18 0.2350 in In 2% In Ya in Micro 100 16R695 ”e-14 0.3050 in = %4In 2% In “6 in Micro 100 16R703 
UN, 4 Flutes /s'-20 0.3350 in =AIn 3 in ¥e in Micro 100 16R705 
#1-8 0.6200 in 1% In 2 in % In Micro 100 16R677 /e'-28 0.3450 in 0.8000 in 3% In Yein _ Scientific Cutting Tools _ 4PDT5 
¥'-24 0.2850 in 4 In 2% In “ein Micro 100 16R702 ~”s-24 0.3450 in 0.8080 in 3% In Yein _ Scientific Cutting Tools 4PDT4 
¥'-16 0.2850 in = %4iIn 2% In “ein Micro 100 16R699 V'-13 0.3500 in ‘in 3 in ¥e in Micro 100 16R707 
“6-20 0.3350 in “Ain 3 in ¥e in Micro 100 16R706 Yo "-28 0.4000 in 1.0860 in  3%In Yein Scientific Cutting Tools 4PDU4 
Ve6'-12 0.3700 in “in 3 in ¥e in Micro 100 16R710 Yo'-24 0.4000 in 1.1000 in  3%In Yein Scientific Cutting Tools 4PDU3 
%'-11 0.4700 in 1% in 4 in Yo in Micro 100 16R714 Y'-20 0.4000 in 1.1200 in 3% In Yein Scientific Cutting Tools 4PDU2 
Ya"-16 0.4950 in 1% in 4 in Yo in Micro 100 16R720 %6'-18 0.3700 in ‘Ain 3 in ¥e in Micro 100 16R711 
R-14 0.4900 in 1% in 4 in Yo in Micro 100 16R724 V6'-12 0.3700 in = ‘Ain 3 in ¥e in Micro 100 16R709 
Bright (Uncoated) Finish %i6'-20 0.4500 in 1.1200in  3¥%iIn Yin Scientific Cutting Tools 4PDV4 
Metric, 3 Flutes %i6'-16 0.4500 in 1.0880 in 3% In Yo in Scientific Cutting Tools 4PDV2 
M4.5x0.75 3.00mm 6.00mm 57.0mm_ 6.000mm Micro 100 16R777 ¥e'-11 0.4500 in 1.1270in 3% in Yo in Scientific Cutting Tools 4PDU9 
M6x0.5 0.1700 in 0.5200 in  2%In Yain Scientific Cutting Tools 4PFD6 ¥4'-10 0.4500 in 1.1400 in 3% In Yin Scientific Cutting Tools 4PDU8 
M6x1 0.1700 in 0.5280 in  2%In Yain Scientific Cutting Tools 4PFK8 Ya'-16 0.4950 in 1% In 4 in Yin Micro 100 16R719 
M8x0.75 6.00mm_ 16.00mm_ 57.0mm__6.000mm Micro 100 16R784 Sa'-12 0.4950 in 1% in 4 in Yin Micro 100 16R717 
M8x1 0.2350 in 0.6850 in = 2%In Yain Scientific Cutting Tools 4PFI2 Z'-9 0.6200 in 1% In 4 in % in Micro 100 16R722 
M8x1.25 0.2350 in 0.6600 in 2%In Ya in Scientific Cutting Tools 4PFP7 EXO Finish 
Metric, 4 Flutes UNC, 3 Flutes 
M10x1 0.2900 in 0.8030 in 3% In %ein Scientific Cutting Tools 4LLF3 #10-24 0.1300 in 0.3740 in = 2% In Ye in OSG 21NT2 
M10x1.5 0.2900 in 0.7920 in  3¥%In %cein Scientific Cutting Tools 4LLF1 Ya'-20 0.1800 in 0.5510 In 3 in Ya in OSG 54LC57 
M12x1 9.145mm 22.00mm 100.0mm_ 10.000mm Micro 100 16R790 A6'-18 0.2450 in 0.7200 in 3 in Ya in OSG 54LC59 
M12x1.5 0.3450 in 0.7920 in = 3%In ¥Yein _ Scientific Cutting Tools 4PDV9 ¥e'-16 0.3000 in 0.5940 in 3 in %i6 in OSG 2TNR2 
M14x1.25 0.4500 in 1.1030 in 3% In Yoin Scientific Cutting Tools 4PDY1 ”s-14 0.3500 in 0.7130 in 3 in ¥e in OSG 2TNP9 
M14x1.5 0.4500 in 1.0870 in 3% In Yoin Scientific Cutting Tools | 4PEG1 UNC, 4 Flutes 
M14x1.75 0.4500 in 1.1340 in 3% In Yoin Scientific Cutting Tools 4PEP6 Ya'-20 0.1800 in 0.4010 in' = 3 in Ya in OSG 54LC77 
M14x2 0.4500 in 1.1340 in 3% In Yoin Scientific Cutting Tools 4PER2 V6 -18 0.2450 in in 3 in Ya in OSG 54LC79 
M16x2.5 0.4500 in 1.1220 in 3% In Yoin Scientific Cutting Tools | 4XXP2 ¥e'-16 0.3000 in 0.5620 In 3 in “6 In OSG 54LC81 
M18x1.5 11.94mm 32.00mm 100.0mm_ 12.000mm Micro 100 16R797 ”e-14 0.3500 in 0.7120 in 3 in ¥e in OSG 54LC83 
NPT, 3 Flutes Vi-13 0.3700 in 0.7680 In 3 in ¥e in OSG 2TNR5 
Yiein, Y'-2/7 0.2450 in “ein 2% In Ya in Micro 100 16R672 Y'-13 0.3700 in 1.0790 in 3 in ¥e in OSG D4LC65 
NPT, 4 Flutes %'-11 0.4300 in 1.4530 in 4 in Ya in OSG 54LC69 
Yiein, Y-2/ 0.2180 in 0.5340 in 2% In Yain _ Scientific Cutting Tools 4PDP3 
Y-27 0.2800 in 0.7580 in  3%in % in Scientific Cutting Tools _4PDR2 | CONTINUED | } 
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MACHINING Scan. Order. Done. 
End Mills Details on page A1. 
_— pose fb Carma WIDIA” 
[MicRo 100] et ——_ Bia Benen Ooh” GTD Thread iat Length Overall — sand tem 
- = ize utter Dia. of Cut engt ank Dia. ran 0. 
Helical-Flute Thread Mills Mi4xi.5  10.00mm 30.00mm 85.00mm__10.00mm OSG 33VR27 
M14x2 10.00mm 30.00mm 85.00mm_ 10.00mm OSG 33VR28 
Thread Length Overall Item M16x2 12.00mm 34.00mm 95.00mm_ 12.00mm OSG 33VR30 
Size Cutter Dia. of Cut Length Shank Dia. Brand No. M20x1.5 16.00mm_ 42.00mm 105.00mm_ 16.00mm OSG 33VR31 
EXO Finish (Cont.) M24x1 20.00mm 51.00mm 120.00mm_ 20.00mm OSG 33VR19 
UNC, 4 Flutes (Cont.) M24x2 20.00mm _50.00mm 120.00mm_ 20.00mm OSG 33VR18 
Ss'-10 0.6200 in 0.2010 in 4 in % In OSG 2TNT6 NPT, 3 Flutes 
R'-9 0.7450 in = 2iIn 5 in ¥4 in OSG 54LC73 Yie'-2/ 0.1840 in 0.4090 in 3 In Ya in OSG 6WFP4 
1'-8 0.7450 in 1.6260 in 4 in ¥4 in OSG 2TNT9 Yein 1/8"-2/ 0.2220in 0.4610in 2%In Yasin _ Scientific Cutting Tools 4PFX4 
1"-8 0.7450 in = 2iIn 5 in ¥4 in OSG 54LC75 NPT, 4 Flutes 
UNC, 5 Flutes Ye, Ys'-27 0.2180 in 0.5340 in 2%iIn Yin Scientific Cutting Tools 4PDZ5 
V'-13 0.3700 in 0.7670 in 3 in ¥e in OSG 54LC85 Yain, ¥'-18 0.3300 in 0.6930in  3¥%in ¥sin _ Scientific Cutting Tools 4PEC2 
%6'-12 0.4300 in 0.9170 in 4 in Yo in OSG 54LC87 Yain, ¥'-18 0.3820 in 0.8000 in 3¥%in “ein Scientific Cutting Tools 4PEC8 
%3'-11 0.4300 in = 1in 4 in Yo in OSG 54LC89 Yoin, ¥'-14 0.4300 in 1.1050in  3¥%in Yin Scientific Cutting Tools 4PED8 
Sa'-10 0.6200 in 1.2000 in 4 in ¥e In OSG 54LC91 Ya inor¥4'-14 0.5/00 in 0.7870 in 4 in ¥ In OSG 6WFP7 
UNC, 6 Flutes 1 into 2'-11-1/2 0.5500 in 1.1710 in 4 in % In Scientific Cutting Tools 4PFX7 
R'-9 0.7450 in 1.3300 in 4 in ¥4 in OSG 54LC93 NPTF, 3 Flutes 
1"-8 0.7450 in 1% in 4 in ¥4 in OSG 54LC095 Ye'-2/ 0.2840 in 0.4090 in 3 in “6 in OSG 6WFR1 
UNF, 3 Flutes NPTF, 4 Flutes 
Dee ea een in Al; ms in oe eNnE aa 0.2800 in 0.7580 in  3¥%iIn ¥ein _ Scientific Cutting Tools 4PEA3 
Ve- 2450 in 0.7520 in in 4 in 04 in ,1-1/4"- ; ; ; ; 
¥'-24 0.3000in 0.5830in in Vc in OSG 2TNR1 fae enn Pm aeln in ues ee 
/6'-20 0.3500 in 1.0510 in 3 in ¥e In OSG 54LC064 1% in ,2"-11-1/2 0.7800 in 0.9570 in 4 in 1 in OSG 6WFR7 
UNF, 4 Flutes 2%2"-8 0.9100 in 1.3580 in 4 in 1 in OSG 6WFR5 
V4"-28 0.1800 in 0.3930 in 3 in Ya in OSG 54LC78 UN, 2 Flutes 
/16'-24 0.2450in “in 3 in Ya in OSG 54LC80 #4-40 0.0790 in 0.1850in = 2%In Yasin _ Scientific Cutting Tools 4PFI4 
/6'-20 0.3500 in 0.7000 in 3 in ¥e in OSG 54LC084 UN, 3 Flutes 
V6'-18 0.4500 in 0.8900 in 4 in Ye in OSG 2TNT3 #10-24 0.1200 in 0.3510 in 2%iIn Yain Scientific Cutting Tools 4PFT8 
Sa"-16 0.6200 in 1.6890 in 4%iIn ¥. In OSG 54LC72 #10-28 0.1200 in 0.3360 in 2%In Yain _ Scientific Cutting Tools 4PFT9 
P'-14 0.7450 in_ 1.3580 in 4 in Ya in OSG 2INT8 #10-32 0.1200 in 0.3260in 2%In Yain_ Scientific Cutting Tools 4PFU1 
Z'-14 0.7450 in = 2 In 5 in ¥4 in OSG 54LC74 #10-32 0.1460 in 0.4100in 2¥%in Ya in Carmex 4PMT5 
1"-12 0.7450 in 1.5830 in 4 in ¥4 in OSG 21NT4 #10-48 0.1390 in 0.4000 in 2¥%IiIn Yain Scientific Cutting Tools © 4XXH5 
UNF, 5 Flutes #2-56 0.0650 in 0.2000in 2%iIn YW In Scientific Cutting Tools 4XXF4 
Y2"-20 0.3700in %iIn 3 in ¥e in OSG 54LC86 #4-40 0.0820 in 0.2250in 2¥%iIn Yasin _ Scientific Cutting Tools + 4XXF5 
%16'-18 0.4500 in 0.8890 in 4 in Yo in OSG 54LC88 #6-40 0.1000 in 0.2600 in 2Y%In Yain _ Scientific Cutting Tools + 4XXF9 
Sa"-16 0.6200 in 1¥%in 4 in ¥e In OSG 54LC92 YA"-20 0.1720in 0.5110in 2¥%in Yasin _ Scientific Cutting Tools 4PDY6 
UNF, 6 Flutes Va'-28 0.1860 in 0.7000in 2%In Yain _ Scientific Cutting Tools — 4XXJ1 
Z'-14 0.7450 in 1.3580 in 4 in ¥4 in OSG 54LC694 %6'-40 0.2380 in 0.8500 in 2%In Yain _ Scientific Cutting Tools 4XXK6 
1"-12 0.7450 in 1.5820 in 4 in ¥4 in OSG 54LC96 %16'-28 0.2380 in 0.6000 in 2Y%In Yasin _ Scientific Cutting Tools 4XXK1 
UNS, 3 Flutes Vi6'-24 0.2380 in 0.8500 in 2'%In Yin Scientific Cutting Tools 4XXJ9 
V4'-2 0.1800 in 0.5350 in 3 in Ya in OSG 54LC58 /6'-20 0.3120 in 0.9800 in 2Y%In %e in Carmex 4PMX4 
UNS, 4 Flutes Yo "-12 0.3700 in 0.8000in 3%iIn ¥% in Scientific Cutting Tools 4XXL2 
Vy"-32 ¥Yein 0.7520 in 3 in ¥e In OSG 2TNU1 Y"-20 0.3700 in 1.2000in 3¥%iIn ¥ein _ Scientific Cutting Tools 4XXL7 
Stainless Steel Y"-12 0.3700 in 1.2000in 3¥%iIn ¥sin _ Scientific Cutting Tools 4XXL3 
Metric, 3 Flutes 2'-3/06 0.0650in 0.0170in 2¥%Iin Ya in Carmex 4PMR8 
M1.2x0.25 0.92mm 0.26mm 40.00mm _  3.00mm OSG 342176 10"-48 0.1400 in 0.3830 in  2%iIn Yasin _ Scientific Cutting Tools 4PDX6 
M1.4x0.3 1.05mm 0.31mm 40.00mm_  3.00mm OSG 342177 10"-32 0.1400 in 0.3880 in 2¥%iIn Yasin _ Scientific Cutting Tools 4PDX5 
M1.6x0.35 1.20mm 0.36mm 40.00mm  3.00mm OSG 342178 10"-28 0.1400 in 0.4070in 2¥%in Yasin _ Scientific Cutting Tools 4PDX4 
M1.7x M1.8x0.35 1.30mm 0.36mm 40.00mm_  3.00mm OSG 342179 10"-24 0.1400 in 0.3920in 2¥%iIn Yasin _ Scientific Cutting Tools 4PDX3 
M1x0.25 0.72mm 0.26mm 40.00mm  3.00mm OSG 342175 10"-24 Yein 0.3500in 2%iIn Yain _ Scientific Cutting Tools 4PDX1 
UNC, 3 Flutes UN, 4 Flutes 
#1-64 0.0550 in 0.0160 in 1%in Ye in OSG 54LC56 ¥e'-24 0.2850 in 0.7660 in 3 In %ein Scientific Cutting Tools 4PFV4 
UNF, 3 Flutes ¥'-16 0.2900 in 0.8200 in  3%In %ein Scientific Cutting Tools 4PEA6 
#0-80 0.0450 in 0.0130in 1% in Ye in OSG 342167 ”e'-14 0.3050 in 0.8860 in 3 in %ein Scientific Cutting Tools 4PFV5 
#1-72 0.0550 in 0.0140 in 1%in Ye in OSG 54L055 /6'-28 0.3450 in 0.8000 in 3%iIn ¥sin _ Scientific Cutting Tools 4PEC7 
TiAIN Finish /6'-24 0.3450 in 0.8080 in 3%IiIn ¥sin _ Scientific Cutting Tools 4PEC6 
Metric, 3 Flutes Yy'-13 0.3500 in 0.8770 in 3 In ¥ in Scientific Cutting Tools 4PFV7 
M10x1 0.3100 in 1 in 3% in ¥e in Scientific Cutting Tools | 4XXG5 2'-32 0.4000 in 1.1060in 3%IiIn Y in Scientific Cutting Tools 4PED7 
M10x1.25 700mm 16.25mm 70.00mm 8.00mm OSG 6WFN6 Yn "-28 0.4000 in 1.0860in 3¥%In Y In Scientific Cutting Tools 4PED6 
M10x1.5 0.3100 in “In 3% In ¥e In Scientific Cutting Tools 4XXG2 Va'-24 0.4000 in 1.1000in 3%In Yin Scientific Cutting Tools 4PED5 
M10x1.5 0.3100 in 1 in 3 In ¥e In Scientific Cutting Tools = 4XXG3 Y'-20 0.4000 in 1.1200in 3%in Y in Scientific Cutting Tools 4PED4 
M10x1.5 700mm 16.50mm 70.00mm  8.00mm OSG 6WFN7 %'-12 0.4500 in 1.1170in 3¥%iIn Yain Scientific Cutting Tools 4PEF3 
M10x1.5 700mm 22.50mm 70.00mm  8.00mm OSG 33VR09 %'-11 0.4700 in 1.3090 in 4 in Yain Scientific Cutting Tools 4PFW2 
M10x1.50 790mm 7.90mm 70.00mm _  8.00mm Widia Gtd 53MP69 ¥4'-10 0.4500 in 1.1400in 3¥%iIn Yin Scientific Cutting Tools 4PEF1 
M12x2 0.3700 in 0.8000 in 3%iIn ¥e In Scientific Cutting Tools 4XXG6 ¥4"-12 0.4950 in 1.2830 in 4 in Y in Scientific Cutting Tools 4PFW4 
M2x.4 0.0560 in 0.2000 in 2%In Yq in Scientific Cutting Tools 4XXJ5 ¥4'-10 0.4950 in 1.3400 in 4 in Yin Scientific Cutting Tools 4PFW3 
M3x.95 0.0900 in 0.3000 in 2%In Yq in Scientific Cutting Tools — 4XXL1 UN, 5 Flutes 
M4x.7 0.1200 in 0.3000 in 2%In Yin Scientific Cutting Tools 4XXN1 R'-9 0.6200 in 1.4890 in 4 in ¥ In Scientific Cutting Tools 4PFW9 
M5x.8 0.1500 in 0.6000 in = 2%in Ya in Scientific Cutting Tools 4XXN4 T'-8 0.6200 in 1.5500 in 4 in % In Scientific Cutting Tools 4PFX1 
M5x.8 0.1500 in 0.4000 in 2'%iIn YW in Scientific Cutting Tools 4XXN3 UNC, 3 Flutes 
M5x0.8 0.1180 in 0.3280 in 58.00mm 6.00mm_ Scientific Cutting Tools 4PFW7 #12-24 0.1600 in 0.3310 in 3 in Ya in OSG 33VP97 
M6x0.5 0.1700 in 0.5200 in 2%iIn YW in Scientific Cutting Tools 4PFD7 UNC, 4 Flutes 
M6x0.75 0.1700 in 0.5430 in 2%in Yasin Scientific Cutting Tools 4PFE4 R'-9 0.7450 in 1.3350 in 4 in ¥4 in OSG 33VR01 
Mo6x1 450mm 13.00mm 60.00mm 6.00mm OSG 33VR05 UNEF, 3 Flutes 
M6x1.25 0.1700 in 0.5610 in 2%iIn Yasin _ Scientific Cutting Tools 4PFF5 YA"-32 0.1900 in 0.3740 in 3 In Ya in OSG 33VR02 
M8x0.75 0.2350 in 0.6620 in 2%iIn Yasin _ Scientific Cutting Tools 4PFP4 /16'-32 Yain 0.4690 in 3 in Ya in OSG 33VR03 
Msx1 6.00mm 17.00mm 65.00mm_  6.00mm OSG 33VR06 ¥e-32 0.3100 in 0.5630 In 3 in %e in OSG 33VR04 
M8sx1.00 6.00mm 13.00mm 65.00mm_  6.00mm OSG 6WFN3 UNF, 3 Flutes 
M8x1.25 0.2340 in 0.6000 in 2%In Yasin _ Scientific Cutting Tools 4XXN9 #12-28 0.1600 in 0.3230 in 3 In Ya in OSG 33VP98 
M8x1.25 0.2340 in 0.6590 in 58.00mm  6.00mm_ Scientific Cutting Tools 4PFX3 Ti€N Finish 
Metric, 4 Flutes Metric, 3 Flutes 
M10x1 0.2900 in 0.8030 in 3%iIn %ein Scientific Cutting Tools 4LLG3 Me6x1 480mm 6.30mm 62.00mm  38.00mm Widia Gitd 53MP88 
M10x1.5 0.2900 in 0.7920in 3% in %ein Scientific Cutting Tools 4LLF2 Metric Fine, 3 Flutes 
M12x1 0.4000 in 1.0790in 3%in Yoin Scientific Cutting Tools 4PDX7 1Ox1.25 8.40mm 10.30mm 80.00mm 12.00mm Widia Gtd 53MP97 
M12x1.25 0.3450 in 0.8070 in 3%iIn ¥e in Scientific Cutting Tools 4PDV6 UNC, 3 Flutes 
M12x1.75 0.3450 in 0.7870 in  3%iIn ¥sin _ Scientific Cutting Tools 4PDW6 ¥3'-16 0.3012 in 0.7831 in 3.1496 in 0.4724 in Widia Gtd 53MRO06 
M14x1.25 0.4500 in 1.1030in 3%in Ya in Scientific Cutting Tools 4PEF/ UNC, 4 Flutes 
M14x1.5 0.3700 in 0.9090 in 100.00mm 10.00mm_ Scientific Cutting Tools 4PFU4 Y'-13 0.4079 in 1.0405 in 3.5433 in 0.5512 In Widia Gtd 53MRO8 
M14x1.50 10.00mm 22.50mm 85.00mm_ 10.00mm OSG 6WFPO %'-11 0.5157 in 1.3205 in 4.0157 in 0.7087 in Widia Gtd 53MR10 
M14x1.75 0.4500 in 1.1340 in 3%In Yin Scientific Cutting Tools 4PEP7 WXS Finish 
M14x2 0.4500 in 1.1340 in 3%In Y In Scientific Cutting Tools 4PER3 Metric, 3 Flutes 
M16x2 0.4700 in 1.2900 in 100.00mm 12.00mm_ Scientific Cutting Tools 4PFU5 M2.5x M2.6x0.45 1.35mm_ 1.35mm_ 40.00mm_ 6.00mm OSG 342181 
M16x2 12.00mm 34.00mm 95.00mm_ 12.00mm OSG 33VR15 M2x0.40 1.50mm 1.20mm 40.00mm_  6.00mm OSG 34ZT80 
M16x2.00 11.90mm 11.90mm 90.00mm_ 12.00mm Widia Gtd 53MP72 M3x0.50 150mm 1.50mm 40.00mm_ 6.00mm OSG 342182 
M16x2.5 0.4500 in 1.1220in 3%iIn Yain Scientific Cutting Tools 4XXP3 M4x0.70 2.10mm 2.10mm 40.00mm  6.00mm OSG 342183 
M18x1.5 0.4700 in 1.2630 in 100.00mm 12.00mm_ Scientific Cutting Tools 4PFU8 M5x0.80 2.40mm 2.40mm 40.00mm _ 6.00mm OSG 342184 
M20x1.5 16.00mm 31.50mm 105.00mm 16.00mm OSG 6WFP3 UNC, 3 Flutes 
M20x2.5 16.00mm 42.50mm 105.00mm_ 16.00mm OSG 33VR17 #2, #3-56 0.0640 in 0.0540 in 1.6610 in Ya in OSG 342168 
M6x1 450mm 13.00mm 60.00mm _ 6.00mm OSG 33VR20 #4, #5, #6-40 0.0830 in 0.0750 in 1.6610 in Ya in OSG 342171 
Msx1 6.00mm 17.00mm 65.00mm_  6.00mm OSG 33VR21 #6, #8-32 0.1030 in 0.0940 in 1.6610 in Ya in OSG 342173 
M8x1.25 6.00mm 17.50mm 65.00mm _ 6.00mm OSG 33VR22 UNF, 3 Flutes 
Metric, 5 Flutes #2-64 0.0640 in 0.0470 in 1.6610 in Ya in OSG 342169 
12x1.25 9.50mm 26.30mm 85.00mm_ 10.00mm OSG 33VR25 #5-44 0.0960 in 0.0680 in 1.6610 in Ya in OSG 342172 
M12x1.75 9.50mm 26.30mm 85.00mm_ 10.00mm OSG 33VR26 #8-36 0.1290 in 0.0830 in 1.6610 in Ya in OSG 342174 
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Single-Profile Thread Mills 


arb de mat super carbide tools 


Single-profile thread mills create very low side- eee 





For more information on end mills, see page 2277. 


























Finish 
cutting pressure and provide more control over 3 Flutes 
pitch diameter and cut length during thread-milling No. 4PEH2 
tasks than helical-flute or straight-flute thread 
ills. icati Pitch Length Overall Shank ltem Pitch Length Overall Shank Item 
mills They are suitable for threading applications Cutter Dia. Range ofCut Length Dia. No. Cutter Dia. Range of Cut Length Dia. No. 
with unfavorable length-to-diameter ratios and Bright (Uncoated) Finish, Scientific Cutting Tools TiAIN Finish Scientific Cutting Tools 
j j j j ; utes F utes 
can create internal threads cu a variely of pitch 0.0500in 64-80 0.1000in 1%in “in  4PEG7 0.0500in 64-80 0.1000in 1%in ‘in  4PEK6 
ranges, lengths, and diameters, eliminating the need Ane se RENT in a 4PEGB et Bt 0.1500in 1%in ‘in 4PEK7 
to chanae tools when threading multiple hol f in 72 ; in 2 in 8 in 4PEGS in /2- 0.0900 in 1%in Yin APEK4 
reriasaclecs aie as ead A aan eats UN, 3 Flutes 0.0400in 72-90 “in 1%in ‘in  4PEK5 
different sizes. For use in CNC machines that have 0.3720in 12-32 0.8500in. 3in. %in APEK2 UN, 3 Flutes 
helical interpolation ility. 0.3720in 12-32. 1%in Zin %in 4PEK3 0.2900in 14-40 0.6000in 3in  %in 4PEN8 
elleal interpolation Capability 0.2900in 14-40 0.6000in  3in ‘%in 4PEJ9 0.2900in 14-40 Tin 3in %in _ 4PENQ 
Pitch Length Overall Shank Item 0.2900in 14-40 Tin Zin %in 4PEK1 0.2400in 16-48 0.8000in 2%in in  4PEN7 
Cutter Dia. Range ofCut Length Dia. No. 0.2400 in 16-48 0.8000in 2%in ‘Yin 4PEJ8 0.2400 in 16-48 Yin 2%in Yin 4PEN6 
AITIN Finish, Micro 100 0.2400in 16-48 “in 2%in Min  4PEJ7 0.1820in 18-56 0.4000in 2%in in 4PEN4 
UN, 2 Flutes 0.1820in 18-56 0.4000in 2%in “in  4PEJ5 0.1820in 18-56 0.6500in 2%in ‘in 4PEN5 
0.1000in 32-64 0.029in 1%in “in  16R736 0.1820in 18-56 0.6500in 2%in “in  4PEJ6 0.1380in 24-56 0.4000in 2in ‘sin  4PEN2 
0.1000in 32-64 0.029in 2in  %in  16R734 0.1380 in 24-56 0.4000in  2in “ein  4PEJ3 0.1380in 24-56 0.6000in 2in ‘sin  4PEN3 
0.0800in 40-64 0.026in 1%in ‘%in 16R730 0.1380 in 24-56 0.6000in 2in “cin  4PEJ4 0.0980in 32-64 0.4000in 2in ‘sin  4PEL8 
0.0800in 40-64 0.026in 1%in ‘in  16R732 0.0980 in 32-64 0.4000in 2in “ein 4PEH9 0.0980in 32-64 Min 2in ‘ein 4PEL7 
0.0600in 56-80 0.017in 1%in ‘in  16R726 0.0980in 32-64 Min 2in ‘ein  4PEH8 0.1200in 32-56 0.3000in 2in ‘sin  4PEL9 
0.0600in 56-80 0.017in 1%in “in  16R728 0.1200in 32-56 0.3000in 2in “cin 4PEJ1 0.1200in 32-56 in 2in ‘ein 4PEN1 
UN, 3 Flutes 0.1200in 32-56 in 2in ‘ein  4PEJ2 0.0800in 40-64 0.1900in 2in sin  4PEL5 
0.1400in 24-56 0.038in 2in ‘ein  16R746 0.0800in 40-64 0.1900in 2in ‘cin 4PEHG6 0.0800in 40-64 0.3000in 2in sin  4PEL6 
0.1400 in 24-56 0.038in  2in ‘sin  16R748 0.0800in 40-64 0.3000in  2in ‘cin 4PEH7 0.0720in 48-72 0.1500in 2in sin  4PEL3 
0.1200in 32-56 0.030in  2in ‘cin  16R740 0.0720in 48-72 0.1500in 2in ‘cin  4PEH4 0.0720in 48-72 = “in 2in %cin 4PEL4 
0.1200 in 32-56 0.030in  2in ‘cin  16R742 0.0720in 48-72 Min 2in ein 4PEH5 0.0590 in 56-80 0.2000in 1%in %in 4PEK9 
0.1200in 32-56 0.030in  2in “cin  16R744 0.0590 in 56-80 0.2000in 1%in ‘%in 4PEH1 0.0600in 56-80 0.2000in 2in ‘sin  4PEL2 
UN, 4 Flutes 0.0600in 56-80 0.2000in  2in “ein 4PEH3 0.0590in 56-80 “in 1%in in 4PEK8 
0.3600in 12-32 0.085in 4in ‘%in 16R762 0.0590in 56-80 “in 1%in ‘in  4PEG9 0.0600in 56-80 in 2in ‘ein 4PEL1 
0.2900in 14-40  0.071in  4in  ‘%in 16R760 0.0600in 56-80 ‘in 2in ‘ein  4PEH2 UN, 4 Flutes 
0.2400in 16-48 0.055in 3%in “ein  16R758 UN, 5 Flutes 0.3720in 12-32 0.8500in 3in  %in  4PEP1 
0.1800in 18-56 0.055in 2%in “in 16R750 0.4880 in 11-32 0.8500in 3%in in 4XXPA4 0.3720in 12-32. 1%in 3in  %in 4PEP2 
0.1800in 18-56 0.055in 2%in “in 16R752 0.4880in 11-32  1.3500in 3%in “in 4XXP5 UN, 5 Flutes 
0.1800in 18-56 0.055in 2%in in  16R754 UN, 6 Flutes 0.4880in 11-32 0.8500in 3%in ‘in  4XXR3 
Yin 14-48 0.065in  2%in ‘in  16R756 0.7450in 4-8 Tin Sin %in  4XXR1 0.4880 in 11-32 1.3500in 3%in in 4XXR4 
%in 12-32 %in 2.60in Win  16R655 0.7450in 4-8 2% in Sin %in  4XXR2 UN, 6 Flutes 
UN, 5 Flutes 0.6950in 9-24  1%in Sin %in  AXXP8 0.7450in 4-8 Tin Sin %in  4XXR9 
in 11-2. Yin 2.61in ‘ein  16R657 0.6950in 9-24 — 2%in Sin %in  AXXP9 0.7450in 4-8 2% in Sin %in  4XXT1 
UN, 6 Flutes 0.5950in 10-32 1%in 4in %in _ 4XXP6 0.6950in 9-24 1%in Sin %in  4XXR7 
Jin 7-16 Y2in 2.65in  %in 16R659 0.5950in 10-32 2 in 4in %in _ 4XXP7 0.6950in 9-24 — 2%in Sin %in  4XXR8 
UN, 7 Flutes 0.5950in 10-32 1%in 4in %in _4XXR5 
Tin 5-12 Yein 3.20in. in  16R653 0.5950 in 10-32 2 in 4in %in _ 4XXR6 
' = 5 re 3Flutes “&™ 
Straight-Flute Thread Mills <scr» nies 
= Carbide material . 
Straight-flute thread mills are suitable for general Thread Length Overall Shank Item Thread Length Overall Shank Item 
purpose thread-milling applications and create wre seta Cutter Dia. ofCut Length Dia. No. elie ue en Length -_ iN. 
: : : utes ae in in ein “in 
internal threads of the same pitch in a range of Y'-27 __0.2800in 0.7580in 3%in %in 4PEV8 "10 0.4500in 1.1400in 3%in in 4PEZ3 
Ee eee ein-vedd 04400 in-1.0340iN— inSain AXKVT- «AZ 07400 1.0800 in In Yen AXVES 
: ; : 2 In, Y4'- in 1. in in 4 in ‘- in 1. in in 4 in 
tools when threading multiple holes of different =" NPTF,’5 Flutes 1-20 0.7400 in 1.0970 in Gin %in 4XYD3 
sizes. They provide good strength but require a rigid aaa 0.6500in 1.5600in 4in %in 4PFC8 2 Het iene en ain aco 
: : . ; utes ": in 1. in in 4in 4AXYD5 
machine setup. For use in CNC machines that have #10-24 0.1400in 0.3920in 2%in Yin 4PER6 UN, 6 Flutes 
helical interpolation capability. #10-28 0.1400 in 0.4090in 2%in “in 4PER7 Y'-14 0.4900in 1.1000in 3%in “in 4PFA1 
#10-32 0.1400 in 0.3880in 2%in “%in 4PER8 '-16 0.4900in 1.0870in 3%in “in 4PFA2 
Thread _ Length Overall Shank Item #10-48 0.1400 in 0.3830in 2%in ‘%in 4PER9 Ya'-12 0.4900in 1.1170in 3%in “in 4PEZ9 
_ Size Cutter Dia. ofCut Length Dia. _No. #6-32 0.0980 in 0.2630in 2%in in 4PEP4 7-12 0.6200in 1.1170in 3%in %%in 4PFA9 
Bright (Uncoated) Finish #6-40 0.0980 in 0.2600in 2%in “in 4PEP5 7-14 0.6200in 1.1000in 3%in %in 4PFC1 
Metric, 3 Flutes . . #8-24 Yin 0.3500in 2%in in 4PER4 7-16 0.6200in 1.0870in 3%in %%in 4PFC2 
M3.5x.6 0.0900 in 0.2690in 2%in Yin 4PET1 #8-32 Yeain  0.3250in 2%in ‘Yin 4LLE8 7-9 0.6200in 1.1570in 3%in %in 4PFC4 
M3x.5 0.0900in 0.2640in 2/2in ‘Yin 4PET3 #8-36 Yasin 0.3450in 2%in Yin 4LLE9 1.0°-8 0.6200in 1.1770in 3%in %%in 4PFC3 
M4.5x.75 Yin 0.3370in 2%in “Yin 4PEWS VA'-20 0.1700in 0.5700in 2%in “in 4PET5 Tin 0.9900in 1.1950in 7%in ‘in 4XYD6 
M4.5x0.75 Yin 0.2190in 2%in Yin 4PEX7 Vi'-24 0.1700 in 0.5590in 2%in “in 4PET6 1"-12 0.9900in 1.1660in 7%in ‘in 4XYD7 
M4x0.5 Zain 0.3230in 2%in Yin APEX9 Vi-36 0.1700in 0.5400in 2%in “in 4PET9 14"-16 0.9900in 1.1220in 7%in ‘in 4XYD8 
M5x0.7 (0.1400 in 0.3970in 2%in “in 4PFAG V'-20 0.1870in 0.5700in 2%in “in 4PEU1 1% "-6 0.9900in 1.1520in 7%in in 4XYD9 
M5x0.8 0.1400 in 0.3910in 2%in “in 4PFA8 Va'-24 0.1870in 0.5590in 2%in “%in 4PEU2 | TiAIN Finish 
M6x0.5 0.1700 in 0.5200in 2%in in 4PFD1 Vi'-32 0.1870in 0.5450in 2%in %in 4PEU4 NPT, 4 Flutes 
M6x0.75 0.1700 in 0.5430in 2%in Yin 4PFE1 VA'-36 0.1870in 0.5400in 2%in “in 4PEU5 Ye in 1/8'-27 0.2180in 0.5340in 2%in “in 4PFG9 
Méx1 0.1700in 0.5280in 2%in “in 4PFJ6 V'-40 0.1870in 0.5600in 2%in %in 4PEU6 NPT, 5 Flutes 
M8x0.75 0.2350 in 0.6620in 2%in Yin 4PFL1 V'-48 0.1870in 0.5510in 2%in “in 4PEU7 1 into2"-11-1/2 0.6500in 1.6050in 4in  %in 4PFR6 
M8x1 0.2350 in 0.6850in 2i2in “in 4PFP9 Ae'-18 0.2350 in 0.6890in 2%in “in 4PEV1 NPTF, 5 Flutes 
M8x1.25 0.2350 in 0.6600in 2%in Yin 4PFP5 UN, 4 Flutes 2%" up-8 _0.6500in 1.5600in 4in  ‘%in 4PFR9 
Metric, 4 Flutes . . Yin, ¥'-18 0.3870 in 0.6820in 3%in ‘Asin 4XXV2 UN, 3 Flutes 
M10x1.5 0.2900 in 0.7920in 3%in %sin 4LLE6 ¥'-16 0.2900 in 0.7750in 3%in “ein 4PEV9 #4-40 0.0800in 0.2100in 2%in “in 4PFD3 
M1 2x1 0.4000 in 1.0790in 3i2in “in 4PDW7 ¥'-20 0.2900 in 0.8200in 3%in ‘cin 4PEW1 #6-32 0.0980 in 0.2630in 2%in in 4PFD4 
M12x1.25 0.3450 in 0.8070in 3%in %in 4LLG4 ¥'-24 0.2900 in 0.8090in 3%in ‘cin 4PEW2 UN, 4 Flutes 
M12x1.5 0.3450 in 0.7920in 3%in %in 4PDV7 ¥'-27 0.2900 in 0.7940in 3%in ‘cin 4PEWS3 ¥'-24 Yin 0.6870in 2%in Win 4XxyY2 
M14x1.25 0.4500 in 1.1030in 3%in ‘in 4PDX8 ¥'-32 0.2900 in 0.7940in 3%in “ein 4PEW4 ¥'-28 Yin 0.6610in 2%in Win 4XXY3 
M14x1.5 0.4500 in 1.0870in 3%in in 4PEF8 ¥i'-18 0.3870 in 0.6620in 3%in ‘Asin 4XXV3 ¥'-32 Yin 0.6720in 2%in in 4XXY4 
M14x1.75 0.4500 in 1.1340in 3%in ‘in 4PEG3 As'-14 0.3450 in 0.8160in 3%in %in 4PEW9 ¥'-36 Yin 0.6820in 2%in Win 4XXY5 
M14x2 0.4500 in 1.1340in 3%in “in 4PEP9 As'-18 0.3450 in 0.8000in 3%in %in 4PEX1 ¥'-40 Yin 0.6620in 2%in Win 4XXY6 
M16x2.5 0.4500 in 1.1220in 3%in ‘in 4XYC1 6'-20 0.3450 in 0.8210in 3%in in 4PEX2 Ae'-16 0.3500in 0.7830in Gin  ‘%in 4XXZ2 
M24x1 0.7400in 1.0620in Gin  %4in 4XYC3 g'-24 0.3450 in 0.8090in 3%in %in 4PEX3 ”6'-20 0.3500in 0.8230in Gin  ‘%4in 4XXZ4 
M24x2.5 0.7400 in 1.0760in Gin  %in 4XYC4 g'-28 0.3450 in 0.8000in 3%in %in 4PEX4 e'-24 0.3500in 0.8560in Gin  %%in 4XXZ5 
M24x3 0.7400 in 1.0580in 6in %in 4XYC6 Y-13 0.4000in 1.1080in 3%in “in 4PEY3 "12 0.4000in 1.1170in 3%in “in 4PFL3 
Metric, 6 Flutes . . . . -16 0.4000 in 1.0870in 3%in “in 4PEY4 12 in 1.0420in  6in “in 4XYA3 
M36x4 0.9900in 1.0950in 7in Tin 4XYC7 7-20 0.4000in 1.1200in 3%in “in 4PEY5 5-14 Yin 1.0370in 6in “in 4XYA4 
M40x6 0.9900 in 1.1920in 7%in ‘in 4PFA4 '-24 0.4000in 1.1000in 3%in “in 4PEY6 5-16 in 1.0330in. 6in %in 4XYA5 
NPT, 4 Flutes . . . "-28 0.4000 in 1.0870in 3%in “in 4PEY7 1"-12 %in  1.1760in Gin %in 4XYAG 
Y'-27 0.2750in 0.7580in 3i2in %in 4XXU3 7-32 0.4000in 1.1060in 3%in “in 4PEY8 1-14 %in  1.1520in 6in  %in 4XYA7 
Yin, ¥-18 0.3300 in 0.6930in 3%in %in 4PEW7 Ae"-12 0.4000in 1.1170in 3%in “in 4PEY2 1-18 %in  1.1170in Gin %in 4XYA8 
Yin, %'-14 0.4300 in 1.1050in 3%4in ‘in 4PEZ1 As'-16 0.4500in 1.0870in 3%in “in 4PEZ6 1"-20 %in  1.1060in Gin %in 4XYA9 
NPT, 5 Flutes . . . . Ae'-20 0.4500in 1.1200in 3%in “in 4PEZ8 UN, 6 Flutes 
2%" up-8 0.6500 in 1.5600in 4in  ‘%in 4PFC7 ¥-11 0.4500in 1.1270in 3%in “in 4PEZ4 ¥'-16 0.4900in 1.0870in 3%in “in 4PFP3 
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End Mills Details on page Al. 
y . i 
™N\ Ball End Mill @ No. of Helix Item No. of Helix Item 
No. 45xXw26 |1\0) Finish - Machining Flutes Corner Radius Angle No. Finish - Machining Flutes Corner Radius Angle No. 
MONSTER a mG ia Ball Drill Mill a es 
- roe 3 — 30° 45XV08 aera 2 — ° 45XM45 
Carbide End ' | AlTin Finish 4 — 30° A5XW26 AlTin Finish ' 4 —_ 3 aca 
- ; 2 = 30° 45XU24 Bright (Uncoate = ° 45X44 
Mill Sets | BR meee: = 30° 45XVO07 Finish 4 = 30° 45X46 
TiCN Finish ; = 30° *XUE ; aii N Finish 4 Variable 45XY16 
Al 340i 14, 34" inis — °  45XU25 iCrN Finis — arlable 
7 he M605 14s 78s Corner Radius aa aniee 3 = 30° 45XJ81 
Yo" sizes included Bright (Uncoated) 2 0.005to0.010" 42° 522735 4 = 30° 45XM43 
Finish 3 Yea" 42° 52ZU91 3 — 42° 527140 
= Center cutting me aN Finish 2 Yea" 42° 522736 Bright (Uncoated) 3 — 30° 45XJ80 
Sets contain five end mills in a range of sizes and 3 Yea 42° §2ZU92 Finish ; — n a | rae 
: : : : — arlable 45XY15 
are ideal for job sites that frequently use various TiCN Finish 9 — 30° -45XH96 
sizes of end mills in machining tasks. ZIN Finish 3 — 42° _‘52ZL41 


Square End Mills 


Square end mills have a square nose and create a flat-bottomed Roughing end mills remove large amounts of material from a work- 
groove with 90° inside corners in milling tasks. Also called square- _— piece more quickly than roughing/finishing and finishing end mills. 
nose end mills, they are used for counterboring, side and face Roughing/finishing end mills remove large amounts of material 
milling, and milling square shoulders. and create a smooth finish on the workpiece at the same time. 
General purpose end mills are intended for milling a wide variety —_ Finishing end mills create a finer finish on the workpiece than 


arr of common materials. roughing and roughing/finishing end mills. 




















No. 48Gy99 —_‘- High-performance end mills are used in production milling. 
Overall Helix Item 
Milling Dia. Length of Cut Length Shank Dia. _ Angle Brand No. 
Bright (Uncoated) Finish ae 
| 3 Flutes Yq in 2 Vea in 4 Vein Ya in 35 ° OSG 54LD15 
=” No. 438K91 1 in 2 Yea in 4% in 1 in oo” OSG 54LD18 
20.00mm 30.00mm  100.00mm = 20.00mm aD” OSG 54LD20 
20.00mm 50.00mm  110.00mm = 20.00mm i OSG 54LD22 
A sSann rtm eau —zeaun 35°38 BB 
9.00mm 7.00mm 00mm 00mm : 
tin \ YC Posie <> GMS Finish 
MONSTE 5 Flutes 
Ticks _ oe 
= ar = Y In % In 2 In Y2 in ariable orilla Mi 
High-Performance Finishing yin 1 Main din %in Variable Gorilla Mill 36PP21 
. - 7 Flutes 
Carbide Square End Mills Vein in Zin vain Variable Gorilla Mill 36PPO8 
Yo in ¥ In 2 Yin Yo in Variable Gorilla Mill 36PN81 
Overall Helix Item GMX-35 Finish 
Milling Dia. Length of Cut’ Length Shank Dia. Angle Brand No. 4 Flutes 
AITiCrN Finish Ya in 3 in 6 in Ya in Variable Gorilla Mill 36PJ61 
4 Flutes ¥e in in 2 2 in ¥e in Variable Gorilla Mill 36PK82 
Ye in Y2 in 1 %in Ye in Variable Monster 45XX47 ¥e in 1 4% in 3 in ¥e In Variable Gorilla Mill 36PK84 
¥ in 1 in 3 in Ye in Variable Monster 45XX51 Yin 1% in 3 in Yin Variable Gorilla Mill 36PH97 
Ya in ¥4 in 2 In Ya in Variable Monster 45XX59 Y in 1 in 3 in Y in Variable Gorilla Mill 36PJ01 
Ya in 1 %in 4 in Ya in Variable Monster 45XX63 Yin 1 %in 4 in Yin Variable Gorilla Mill 36PJ04 
¥e in 1 in 2 2 1n ¥e in Variable Monster 45XX71 Ya in 1 %in 4 in Ya in Variable Gorilla Mill 36PK30 
¥e in 1% In 4 in ¥e in Variable Monster 45XX75 Ya in 1 in 4 in Ya in Variable Gorilla Mill 36PK36 
Yin 1% In 3 in Y in Variable Monster 45XX85 1 in 1% in 4 in 1 in Variable Gorilla Mill 36PH34 
Y in 1 in 3 in Y in Variable Monster 45XX83 5 Flutes 
Y In 2 In 4 in Y in Variable Monster 45XX89 Ya in 3 In 6 in Ya in Variable Gorilla Mill 36PJ62 
Y in 3 in 6 in Y In Variable Monster 45XX91 1 in 1 Yin 4 in 1 in Variable Gorilla Mill 36PH36 
¥ in 1 ¥%in 4 in Ya in Variable Monster 45XX99 1 in 3 in 6 in 1 in Variable Gorilla Mill 36PH47 
¥ in 2 Yin 3 in Ya in Variable Monster 45XY02 TiAIN Finish 
¥ in 3 in 6 in Ya in Variable Monster 45XY04 2 Flutes 
¥ In 4 in 7in ¥a in Variable Monster 45XY06 Ya in ¥4 in 2 In Ya in 30 ° YG-1 Tool Company 35U799 
1 in 3 in 6 in 1 in Variable Monster 45XY12 Yin % In 2 2 In Yin 30 ° YG-1 Tool Company 35U908 
1 in 4 in 7 in 1 in Variable Monster 45XY14 Y in 1 in 3 in Yin 30 ° YG-1 Tool Company  35U804 
Bright (Uncoated) Finish Ya in 1 %in 4 in Ya in 30 ° YG-1 Tool Company 35U806 
2 Flutes 1 in 1 %in 4 in 1 in 30 ° YG-1 Tool Company —_35U807 
Ye in Ya in 1 %in Ye in ou” YG-1 Tool Company 35U873 4 Flutes 
Ye in ¥e In 1 %in Ye in ole OSG 2TWC5 Ya in ¥ in 2 2 in Ya in 30 ° YG-1 Tool Company 35U862 
Ye in ¥e In 1 %in Ye in 45 ° Cleveland 32ZY87 Ya in 1% in 3 in Ya in 30 ° YG-1 Tool Company 35V003 
Ye in Yo in 1 Yin Ye in 30 ° YG-1 Tool Company 35U747 ¥e in % In 2 in ¥e in 30 ° YG-1 Tool Company 35U945 
Hie in Vie in 2 in 16 in 45° Cleveland 32ZY88 ¥e in 1 in 2 In 3 In 30 ° YG-1 Tool Company  35U865 
Vie in %6 in 2 in 16 in 3D? OSG 2TWD5 ¥e in 1% in 3 in ¥e in 30 YG-1 Tool Company  35V005 
Ya in Ya in 4 in Ya in 30 ° OSG 33PA47 Yo in % In 2 2 in Yo in 30 ° YG-1 Tool Company 35U947 
Ya in ¥e in 2 2 in Ya in 45 ° Cleveland 32ZY90 Y in 1in 3 in Yo in 30 ° YG-1 Tool Company 35U867 
Ya in Ya in 2 2 in Ya in 30” OSG 2TWD6 Yo in 2 in 4 in Yo in a0” YG-1 Tool Company 35V007 
Ya in Ya in 2 Yin Ya in 30 ° YG-1 Tool Company —35U755 ¥4 in 1 %in 4 in ¥4 in 30° YG-1 Tool Company  35U869 
Ya in 1% In 3 in Ya in 45 ° Cleveland 32ZY92 TiN Finish 
¥% In Y in 2% In ¥ In 45 ° Cleveland 32ZY97 4 Flutes 
¥e In 1 in 2 Yin ¥e In 30 ° YG-1 Tool Company 35U757 Ye in Yin 1 %in Ye in 30 ° YG-1 Tool Company —_35U833 
3 In 2 In 6 in ¥ In 45° Cleveland 32ZZ01 Ya in 34 in 2 In Ya in 30 ° YG-1 Tool Company  35U841 
Yo in ¥e In 2 “in Yo in 30 ° YG-1 Tool Company _35U881 %e in ¥ In 2 in ¥e in 30 ° YG-1 Tool Company —35U932 
Y in ¥e In 3 in Yin 45 ° Cleveland 32ZZ05 ¥e in 1 %in 3 in ¥% in 30 ° YG-1 Tool Company  35U994 
Ye in 1 in 3 in Yin 30 ° YG-1 Tool Company —35U759 Yin % In 2 “in Yin 30” YG-1 Tool Company _35U934 
Y in 2 in 4 in Yin 30 ° YG-1 Tool Company _35U956 Yin 1 in 3 in Yin 30. YG-1 Tool Company _35U846 
Y in 2 in 4 in Y in 45° Cleveland 32ZZ07 Ya in 1%in 4 in Ya in ou” YG-1 Tool Company 35U848 
Y In 3 ein 6 in Y in 45° Cleveland 32ZZ08 Ya in 2 Yin 5 in Ya in 30 ° YG-1 Tool Company 35U998 
¥4 in 1 %in 4 in ¥4 in 30 ° YG-1 Tool Company _35U761 1 in 1 %in 4 in 1 in 30 ° YG-1 Tool Company 35U849 
¥ in 1 in 4 in ¥a in 45° Cleveland 32ZZ13 1 in 2 Yin 3 in 1 in 30 ° YG-1 Tool Company 35U999 
¥ in 2 Yin 3 in ¥a in ou YG-1 Tool Company  35U958 ZrN Finish 
Yin 3 Yin 6 in ¥a in 45° Cleveland 32ZZ15 3 Flutes 
1 in 1% in 3 in 1 in 45° Cleveland 32ZZ17 Ye in 3 In 1 Y%in Ye in oo Cleveland 407H92 
1 in 3 Yin 6 in 1 in 45 ° Cleveland 32ZZ19 Ya in 3 In 2 in Ya in oo” Cleveland 407H95 
1 in 4% In 7 in 1 in 45 ° Cleveland 322220 Ya in ¥ in 2 Yin Ya in oo Cleveland 407H96 
Diamond Finish ¥e in Y in 2 in ¥% In on Cleveland 407J03 
2 Flutes ¥e in 1 in 2% In ¥e In oo Cleveland 407J04 
Ye in Yo in 1% In Ye in 30 ° OSG 30L525 ¥e in 1 Yin 3 Yin ¥e in chi Cleveland 407J05 
¥e in Ze in 2 Ya in ¥e In 3b” OSG 30L523 Y in ¥ In 2 Yin Yo in 3b” Cleveland 407J10 
4 Flutes Yin 1% in 3 in Yin oo” Cleveland 407J11 
Ye in Yo in 1% In Ye in 30” OSG 2WDL9 Y in 2 in 4 in Yo in a0” Cleveland 407J12 
Vie in Ya in 2 in 16 In 30” OSG 30L533 Ya in 1in 3 in Ya in ci Cleveland 407J18 
Ya in Ya in 2 Yin Ya in oe OSG 2WDN1 Ya in 3 Ya in 6 in Ya in OD” Cleveland 407J20 
¥e In Ze in 2 2 in ¥e In ou” OSG 2WDN3 1in 3 Yin 6 in 1 in ed Cleveland 407J23 
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GRAINGER CHOICE ° 
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MACHINING 
End Mills 





WIDIA HANITA- 


High-Performance Roughing/ 


%. 4 
» 242) [Micro loo 


super carbide tools 


Solid Carbide Tools 


Finishing Carbide Square End Mills 


Milling Dia. 
AlTin Finish 


6.00mm 
8.00mm 
8.00mm 
8.00mm 
10.00mm 
10.00mm 
10.00mm 
12.00mm 
12.00mm 
16.00mm 
20.00mm 
25.00mm 
6 Flutes 
6.00mm 
8.00mm 
10.00mm 
12.00mm 
14.00mm 
16.00mm 
20.00mm 
TiAIN Finish 
2 Flutes 
Yin 
¥3 In 
Y in 
3 Flutes 
Yin 
¥s In 
Y in 
4 Flutes 
¥ea in 
¥ in 
Yin 
Yin 


Yin 
Y% in 


Length 
of Cut 


¥s in 
Yin 
1% in 
1 Yin 
% In 
1 in 
1 Yin 
1% in 
¥s In 
1 in 
1% in 
2 Yin 
2 in 
3 In 
1% in 
1 ¥% In 
1 in 


45.00mm 


10.00mm 
12.00mm 
14.00mm 
16.00mm 
26.00mm 
32.00mm 
26.00mm 


Yq in 
1in 
1in 


Yq in 
1in 
1in 


Yea in 
Vie in 
YW In 
¥e in 


¥s in 


Y in 
Y% in 
Y in 
¥s In 
¥s In 
“Ag in 
Yo in 
Yin 
Yq in 
Yq in 
1% in 
1% in 
1% in 
Yo in 


Overall 
Length Shank Dia. 
2 in Yin 
2 Yin YW in 
3 Yin Yin 
4in YW in 
2 “In ¥% in 
2 “In ¥% in 
3 In ¥s In 
4 in ¥s In 
2 Yin Y in 
3 in Y in 
3 Yin Y in 
4 Yin Y in 
4 in Y in 
3% In Yin 
4 in Yin 
4in Yq In 
7in Yin 
5 in Yin 
6 in Yq In 
4in 1 in 
6 in 1 in 
5 in 1% in 
2 in Yin 
2 in Yin 
4 in Yin 
2 Yin Yin 
2 Yin ¥s In 
2 “in Y in 
6 in Y in 
3 in Y in 
3 in % in 
4in Y% in 
4in % in 
3 in Yin 
4in Yq In 
4 in Yq In 
6 in Yq in 
7in Yq in 
4 in 1 in 
4% In 1 in 
6 in 1 in 
6 in 1% in 
8 in 1% in 
57.0mm 6.000mm 
55.00mm 6.00mm 
57.0mm 6.000mm 
57.0mm 6.000mm 
63.0mm 8.000mm 
63.00mm 8.00mm 
76.00mm 8.00mm 
72.0mm 10.000mm 
72.00mm_ 10.00mm 
76.00mm_ 10.00mm 
83.00mm 12.00mm 
83.00mm 12.00mm 
92.00mm 16.00mm 


104.00mm 20.00mm 


135.00mm 25.00mm 
54.00mm 6.00mm 
58.00mm 8.00mm 
66.00mm_ 10.00mm 
73.00mm 12.00mm 
83.00mm 14.00mm 
92.00mm 16.00mm 
92.00mm 20.00mm 
2 Yin Yin 
2 Yin ¥ in 
3 in Yin 
2 Yin Yin 
2 Yin ¥ in 
3 in WY in 
1% in v in 
3 in Yin 
1% in v in 
1% in ¥ in 
1 %in ¥ in 
1% in Y% in 
1 Yin ¥ in 
2 In Y in 
2 In Yin 
4 in Yin 
2 Yin Yq in 
2in Yin 
2 Yin Yin 
2 “in WY in 
2 Yin Yin 
3 Y% in Yin 
3 in Yq in 
4 in Yin 
2 Yin ¥ in 


Shank Type 


Straight 
Straight 
Straight 
Straight 
Straight 
Straight 
Straight 
Straight 
Weldon Flat 
Weldon Flat 
Straight 
Weldon Flat 
Weldon Flat 
Weldon Flat 
Weldon Flat 
Straight 
Straight 
Straight 
Weldon Flat 
Weldon Flat 
Straight 
Weldon Flat 


Straight 
Straight 
Straight 
Straight 
Straight 
Weldon Flat 
Weldon Flat 
Straight 
Straight 
Straight 
Straight 
Straight 
Weldon Flat 
Straight 
Weldon Flat 
Weldon Flat 
Straight 
Weldon Flat 
Weldon Flat 
Weldon Flat 
Weldon Flat 
Straight 
Straight 
Straight 
Straight 
Straight 
Straight 
Straight 
Straight 
Straight 
Straight 
Weldon Flat 
Straight 
Straight 
Weldon Flat 
Straight 


Weldon Flat 
Weldon Flat 
Weldon Flat 
Weldon Flat 
Weldon Flat 
Weldon Flat 
Weldon Flat 


Shrink Fit 
shrink Fit 
shrink Fit 


Shrink Fit 
shrink Fit 
shrink Fit 


Shrink Fit 
Shrink Fit 
Straight 
Shrink Fit 


Straight 


Shrink Fit 
Shrink Fit 
Straight 
Straight 
Straight 
Shrink Fit 
Straight 
Shrink Fit 
Straight 
Straight 
Straight 
Straight 
Straight 
Shrink Fit 


Helix 
Angle 


39° 


Brand 


Widia Hanita 
SGS Tool 
Widia Hanita 
SGS Tool 
Widia Hanita 
SGS Tool 
SGS Tool 
Widia Hanita 
Widia Hanita 
Widia Hanita 
SGS Tool 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 


Widia Hanita 
Micro 100 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
SGS Tool 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Micro 100 
Widia Hanita 
Micro 100 
Micro 100 
Micro 100 
Widia Hanita 
Widia Hanita 
Micro 100 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 


Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 
Widia Hanita 


OSG 
OSG 
OSG 


OSG 
OSG 
OSG 


OSG 
OSG 
Cleveland 
OSG 
YG-1 Tool 
Company 
OSG 
OSG 
Widia Hanita 
Widia Hanita 
Widia Hanita 
OSG 


Cleveland 
OSG 
Cleveland 
Widia Hanita 
Widia Hanita 
Cleveland 
Widia Hanita 
OSG 


B CLEVELAND DSS 


Item 
No. 


45RM90 
410G12 
48HZ93 
410064 
48HZ58 
410072 
41CA22 
48HZ98 
48JA29 
48HZ61 

41AX14 
48JA44 
48JA03 
48JA38 
48HZ79 
287RN7 
48JE61 

287RN8 
48JA51 

48HZ86 
287RP1 
48HZ90 


430F43 
16F223 
430643 
48GV03 
48GV11 
430F77 
430G72 
48GV22 
430F81 
430F91 
287RE9 
41 AV23 
48JH02 
430684 
430G89 
430G95 
430G96 
48JH12 
430G32 
430G36 
430G38 
16F249 
48LA99 
16F253 
16F257 
16F261 
48L010 
48LC45 
16F265 
48LC15 
48LD09 
48JZ03 
48LC018 
48LC24 
48JY90 
48LD43 


48LM70 
48LM71 
48LM72 
48LM73 
48LM8&2 
48LM83 
48LM77 


30L363 
30L367 
30L370 


390J19 
390/22 
39026 


30L376 
39CK26 
33GD60 
30L457 


33TR35 


30L382 
390J36 
48JA62 
48JC6/ 
48JE21 

30L459 
33GD72 
30L746 
33GD74 
48JA71 

48JC20 
33GD79 
48JC43 
30L465 


ONSRUD 


ONSRUD CUTTER LP 


Milling Dia. 
¥e In 


¥s In 
¥s In 
¥s In 
¥s In 
¥s In 
¥s In 
¥s In 
¥s In 
¥g In 
“6 in 
“6 in 
“6 in 
”A6 in 
Y% in 
Y in 
Y% in 
Y% in 
Y in 
Y% in 
Y% in 
Y% in 
Y in 
% in 
% in 
% in 
% in 
% in 
Y in 
Y in 
¥3 In 
¥s In 
¥s In 
¥s In 
¥s In 
¥s In 
¥s In 
¥s In 
Yin 


TiN Finish 
4 Flutes 


1% in 
1¥% in 


AITin Finish 


6 Flutes 
No. 48LM70 
Length Overall Helix 
of Cut Length Shank Dia. Shank Type Angle 
Y in 2 In ¥% In Straight 38 ° 
Yo in 4 in ¥g In Straight 38 ° 
Zz in 2% In 3 In Straight 38 ° 
Zein 2 Yin ¥e In Straight 38 ° 
1 in 2 2 In ¥ in Shrink Fit 35° 
1% in 3 In 38 In Straight oo” 
1% in 4in ¥ in Shrink Fit 35° 
1% in 4 in %in  WeldonFlat 35° 
2 Yin 4 in ¥ in Shrink Fit 35° 
2 Yo in 4 in ¥e In Straight 38 ° 
Zz in 2 In 6 in Straight og 
1 in 2% in 6 in Shrink Fit 35° 
1 in 2% in ‘“”ein WeldonFlat 35° 
1 in 2 ¥4 in Ae in Shrink Fit 35° 
¥ in 2 %1n Yin  WeldonFlat 38° 
¥e In 9 In Y in Straight 38 ° 
1 Yin 3 In Y in Shrink Fit 30° 
1% in 3 % in Y in Shrink Fit 35° 
1 in 3 In Yin WeldonFlat 35° 
1% in 3 In Y in Straight 38 ° 
1 in 3 In Yin WeldonFlat 38° 
1% in 4 in Yin WeldonFlat 35° 
1% in 4 in Y in Shrink Fit 35° 
1% in 4 in Yin  WeldonFlat 38° 
2 Yin 4 in % in Shrink Fit 35° 
2 “In 4 in Yin  WeldonFlat 35° 
2 Yin 4% in Yin  WeldonFlat 38° 
2 in 4 in Yin  WeldonFlat 38° 
3 in 5 in Y in Shrink Fit 35° 
3 In 5 in Yin  WeldonFlat 38° 
¥ in 3 In % In Straight oo 
Yin 3 In ¥in  WeldonFlat 38° 
1% In 3 % in ¥ In Shrink Fit 30° 
1% In 3 Yin ¥in  WeldonFlat 35° 
1% in 5 in ¥in  WeldonFlat 35° 
2 Ya in 5 in ¥% In Shrink Fit 35° 
2 Vain 5 in ¥in  WeldonFlat 38° 
3 in 6 in ¥% In Shrink Fit 35° 
in 3 “In %4in  WeldonFlat 35° 
in 3 % in Yin Shrink Fit 35° 
1% in 4in Ya in Shrink Fit 30° 
1% In 4 in Ya in Shrink Fit 35° 
1% In 4 in %4in  WeldonFlat 35° 
1% In 4 in Yin Shrink Fit 35° 
1% in 4 in %4in  WeldonFlat 38° 
1 in 9 In ¥4 in Straight og. 
2 Yin 5 in Ya in Shrink Fit 35° 
2 Yin 5 in %4 in  WeldonFlat 35° 
3 In 6 in ¥%4in  WeldonFlat 38° 
4 in 6 Yin %4in  WeldonFlat 35° 
1% in 4 in % in Shrink Fit 35° 
1% in 4 in 1 in Shrink Fit 30° 
1% in 4 in 1 in Shrink Fit 35° 
1% in 4 in 1 in Weldon Flat 35° 
1 ¥% in 7 in 1 in Weldon Flat 35° 
2 YIn 5 in 1 in Weldon Flat 35° 
2 Yin 5 in 1 in Weldon Flat 38° 
2 in 5 in 1 in Weldon Flat 38° 
3 In 6 In 1 in Weldon Flat 35° 
4in 7in 1 in Shrink Fit 35° 
Y in 1 Yin Ve in Shrink Fit 45° 
1% In 3 In Ya in Straight 38 ° 
1 in 2 Yin ¥ in Shrink Fit 45° 
¥e In 2 2 1n Y in Straight oo” 
1 Yin 3 % in ¥ In Shrink Fit 45° 
1% in 4 in Yin Shrink Fit 45° 
¥4 in 2 Yin Ya in Shrink Fit 50° 
1 in 2 2 in ¥ in Shrink Fit 50° 
1 in 3 in Y in Shrink Fit 50° 
”6 in 2 In Ye in Straight 45° 
¥g in 2 in Ya in Straight 40° 
Yo in 2 Y2 In Ya in Straight 38° 
4 in 2 Y2 In Ya in Straight 38° 
Y in 2 In ¥e In Straight 40° 
Y In 2 In 3 In Straight 40° 
¥ in 2 in ¥e In Straight 41° 
%e in 2 Yin Ye in Straight 41° 
% in 3 in Yin Straight 45° 
1% in 3 In % in Straight 40° 
1% In 3 in Yin Straight 40° 
3 In 6 In in Straight 30° 
%e In 2 Y2 In Yin Straight 40° 
8 in 2 2 in Y in Straight 40° 
Yin 3 In % In Straight 40° 
Ya in 3 in ¥ In Straight 40° 
1% In 3 % in ¥ In Straight 40° 
Yq in 2 2 in Ya in Straight 40° 
1 ¥s in 3 In Yin Straight 40° 
1 Ye in 3 in Ya in Straight 40° 
1 ¥s in 3 in Yin Straight 40° 
1% in 4in Yin Straight 40° 
1 Yin 3 In 1 in Straight 40° 
1 Yin 3 in 1 in Straight 40° 
1 Yin 3 in 1 in Straight 40° 
1% In 5 In 1 in Straight 40° 
2 In 4 in 1 in Straight 40° 
1 ¥% in 2 2 in ¥ in Straight 40° 
1 ¥s in 2 2 in ¥ in Straight 40° 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Brand 
Widia Hanita 
Widia Hanita 

Cleveland 
Widia Hanita 
OSG 


Cleveland 


Widia Hanita 
Widia Hanita 


Widia Hanita 
Widia Hanita 


Cleveland 
Widia Hanita 
OSG 
OSG 
Widia Hanita 
OSG 


OSG 
Widia Hanita 
Widia Hanita 

OSG 


Widia Hanita 
Cleveland 
Widia Hanita 
OSG 


OSG 
OSG 
OSG 
Widia Hanita 
OSG 


OSG 
OSG 


Widia Hanita 
Widia Hanita 
OSG 


OSG 
widla Hanita 


OSG 
Widia Hanita 
Widia Hanita 

OSG 

OSG 


OSG 
Cleveland 
OSG 
Cleveland 
OSG 
OSG 


OSG 
OSG 
OSG 


SGS Tool 
Onsrud 
SGS Tool 
SGS Tool 
Onsrud 
Onsrud 
SGS Tool 
SGS Tool 
SGS Tool 
Onsrud 
Onsrud 
SGS Tool 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 
Onsrud 





30L751 
30L401 
30L501 
30L508 
48JD05 
48JE35 
30L509 
30L503 
48JD03 
30L505 
30L402 
30L745 
30L380 
30L447 
39CH79 
30L449 
48JC40 
48JD07 
30L450 
30L456 


39CK35 
33G634 
390CK47 
33GG99 
39CK59 
39CK57 


390CJ41 
300J44 
3900J48 


41CE41 
4YGG5 
41CD08 
41CD07 
4YGG6 
4YGH2 
41CA50 
A1AY41 
41AX17 
4YGJ8 
4YGK4 
41AW59 
4YGG7 
4YGH3 
4YGG8 
4YGH4 
4YGJ9 
4YGJ6 
4YGG9 
4YGHS 
4YGH7 
4YGK1 
4YGH1 
4YGH6 
4YGH8 
4YGR8 
4YGK2 
4YGJ7 
4YGK3 


2281 





MACHINING Scan. Order. Done. 
End Mills Details on page A1. 





AlITin Coated Finish 














2 Flutes 
MN YS % psig <> No. 19LLO1 
MONSTER WIDIA HANITA. CLEVELAND 
General Purpose Finishing Carbide Square End Mills 
Overall Helix Item Overall Helix Item 
Milling Dia. Length of Cut Length Shank Dia. Angle Brand No. Milling Dia. Length of Cut Length Shank Dia. Angle Brand No. 
AlTin Coated Finish 3 Flutes 
2 Flutes Ye in 1% in 3 Y% in “6 in 3/° Widia Hanita 48HW87 
v in 1 in 3 in Ye in 30" Monster 19LL01 ¥% in 2 Yin 4 in ¥ in ot” Widia Hanita 48HX07 
Yin Y% in 2 in Ya in 30” Monster 19LA16 % in ¥8 in 5 in Yin or Widia Hanita 48HM90 
Yin 1% in 3 in Yq in 30 ° Monster 19LK21 Y in 1 in 3 in Ya in 30 ° Monster 45XJ56 
YW in 1 Yin 4 in Yin 30 ° Monster 19LL07 % in 1% in 3 in Y% in or” Widia Hanita 48HW70 
% in ¥ In 2 “in Y in 30 ° Monster 19LA26 % in 2 in 4 in % in Vie Widia Hanita 48HW92 
% in 1 in 3 in % in 30 ° Monster 19L053 % in 2 “In 5 in Y% in SY da Widia Hanita 48HX40 
% in 3 in 6 in % in 30 ° Monster 19LL23 % in 2 “In 5 in Yin 42° Monster 43RE53 
Yin 1 in 3 in Yin 30 ° Monster 19LA30 Yin 3 In 5 VY in % in of” Widia Hanita 48HX46 
Yin 1 Yin 4 in Yin 30 ” Monster 19LC64 4 Flutes 
4 Flutes Y in Yo in 1 Yin Ye in 30 ° Monster 19LF01 
v in YW in 1% in ¥ in 30° Monster 19LA50 ¥% in Y in 1% in v in 30 ° Widia Hanita 48HD91 
v in Y in 1% in ve in 30 ° Monster 19LF02 % in Yq in 2 Yin v in 30 ° OSG 2TYA2 
Ve in ¥3 In 2 in Vie in 30° Monster 19LF10 Ve in ¥s In 2 in Ye in 30 ° Widia Hanita 48HD98 
Ve in 1% in 3 in Vie in 30" Monster 19LL50 Ve in ¥s In 2 in He in 30 ° OSG 30M030 
1964 In Yin 2 In Yq in 30 ° Monster 19LF16 Ve in ¥s In 2 in Vie in 30 ° Monster 19LF09 
Yin Y in 2 in Yin 30 ° Monster 19LA66 Yin Yq in 2 2 In Yq in 30 ° Monster 19LF17 
Yin ¥% in 2 Yin Yq in 30° Monster 19LF20 Yin Yq in 2 2 in Yin 30 ° OSG 30M052 
Yin 1% in 4in Yin 30" Monster 19LL55 Yin 1 % in 3 in Ya in ou. OSG 2TYA4 
Ye in 136 In 2 Yin “6 in 30” Monster 19LF25 YW in 1 % in 3 in Ya in Variable Gorilla Mill 36NT05 
Ye in 1 ¥% in 4 in Vie in 30 ° Monster 19LL61 Yin 1 in 4 in Yq in 30 ° Monster 19LL53 
¥3 In 1 in 2 %21n ¥s in 30 Monster 19LF32 Yin 1 Yin 4 in Yin 3)? Monster 19LL54 
‘6 in 1 in 2% in ‘6 in 30° Monster 19LF37 Ye in 16 in 2 Yin %e in ou” Widia Hanita 48HE23 
Ya in 1 in on Ya in 30 ° Monster 19LF47 Ye in 1346 In 2 2 In Vie in 3 Monster 19LF24 
Y in 1% in 3 in Y in 30 ° Monster 19LF44 ¥% in % in 2 Yin ¥3 in Variable Gorilla Mill 36NZ47 
Y in 1 Yin 4 in Ya in 30 ° Monster 19LK53 ¥ In 1 in 2 2 In ¥s In 30.” Monster 19LF30 
Y in 2 in 4 in Y in | Oh Monster 19LK56 ¥g In 1 in 2 %2I1n ¥s In 30 ° Widia Hanita 48HE34 
Yin 3 in 6 in Ya in 30 ° Monster 19LL74 ¥ In 1 in 2 2 In ¥s In 30 ° Cleveland 33GA32 
Yin 5 in 8 in Yo in 30 ° Monster 45XP76 ¥3 In 1 in 2 2 In ¥g In 30 ° OSG 30M092 
179 in 1% in 3 Yin "6 in 30° Monster 19LF56 ¥% in 1 % in 3 in ¥ in 30 ° OSG 2TYA/ 
%e in 1% In 3% In %e in 30° Monster 19LF52 ¥s In 1 Yin 3 in ¥g In 30 ° Monster 19LK47 
¥3 In 1% In 3 “In ¥s In 30 ° Monster 19LF58 ¥ In 1% In 4 in ¥s In 3)” Cleveland 33GA42 
¥3 In 3 in 6 in ¥3 In 30 ° Monster 19LL77 % in 1 in 4 in ¥% in 30 ° Cleveland 33GA40 
16 in 1 Yin 4in Yin 30 ° Monster 19LF62 % in 1% in 4 in ¥ in 30 ° OSG 2TYD9 
4/4 In 1% in 4 in Ya in 30. Monster 19LF66 ‘Ag in 1 in 2% in ‘Ae in 30 ° Monster 19LF36 
Yin 1 in 3 in Yin 30 ° Monster 19LA80 % in 1 in 3 in Y% in 30 ° Widia Hanita 48HE55 
Yin 1 %in 4 in Yin 30 ° Monster 19LF70 % in 1 in 3 in % in 30 ° Monster 19LF41 
Yin 1 in 4in Ya in 30 ° Monster 19LF68 Y in 1 in 3 In Yin 30 ° Cleveland 33GA55 
¥4 in 1 %in 4 in Ya in 30° YG-1 Tool Company 33TP69 Ya in 1 in 3 In Yin 30 ° OSG 30M135 
Yq In 2 Vain 5 in Yin 30 ° Monster 19LK60 Y in 1% In 3 in Yin 30 ° Monster 19LF45 
Yin 3 In 6 in Yin 30 ° Monster 19LL80 Y in 1 in 3 in Yin 3 Monster 19LF48 
Yin 4in 7in Yq in 30 ° Monster 19LL83 Y% in 1 in 3 in Y in Variable Gorilla Mill 36NP31 
Yin 5 in 8 in Yin 30 ° Monster 45XP84 Y in 2 in 4 in Yin 30)” Monster 19LK55 
Yin 6 in 9 in Yin 30." Monster 45XP86 Y in 2 in 4 in Ya in 30 ° Cleveland 33GA63 
1 in 1% in 4in 1 in 30 Monster 19LF80 Y% in 2 in 4 in Y in 30 ° OSG 2TYC1 
1 in 1 in 4in 1 in 30 ° Monster 19LF78 Y in 3 in 6 in Y in 30 ° OSG 2TYE3 
1 in 4 in 7in 1 in 30” Monster 19LL87 Y in 3 In 6 in Yin 30 ° Cleveland 33GA64 
4.00mm 14.00mm 51.00mm 4.00mm 30" Monster 19LG04 Y in 4 in 7 in Yin 30 ° Monster 45XP73 
6.00mm 19.00mm 63.00mm 6.00mm ou” Monster 19LG12 1¥%9 In 1% In 3 4% In ¥s In 3)” Monster 19LF53 
8.00mm 20.00mm 63.00mm 8.00mm 30 ° Monster 19LG16 ¥3 In 1 Yin 3 4% In ¥s In 30 ° Monster 19LF57 
9.00mm 22.00mm 63.00mm 10.00mm 30 ° Monster 19LG19 ¥3 In 1% In 3 4% In ¥3 In 30 ° Widia Hanita 48HE80 
14.00mm 32.00mm 90.00mm 14.00mm 30 ° Monster 19LG27 ¥3 In 1% In 3 4% In ¥3 In 30 ° Cleveland 33GA68 
18.00mm 38.00mm 102.00mm 18.00mm 30 ° Monster 19LG31 ¥% In 1% in 3% in ¥ in 30° OSG 30M145 
20.00mm 38.00mm 102.00mm 20.00mm 30 ° Monster 19LG33 16 in 1 Yin 4 in Yq In 30 ° Monster 19LF61 
5 Flutes 16 In 1 3% in 4 in ¥ in 30 ° OSG 30M151 
Yin 3 in 6 in Yin 43" Widia Hanita 48JE92 Yin 1 in 3 in ¥ in ou” OSG 2TXW9 
1 in 4 in 7in 1 in 43° Widia Hanita 48JE98 Yin 1 in 4 in Yq In 3)” Monster 19LF67 
Bright (Uncoated) Finish Ya in 1 %in 4 in ¥4 in 30 ° Monster 19LF69 
2 Flutes ¥% in 1% in 4 in ¥ in 30 ° Widia Hanita 48HF05 
Yin ¥% in 2 Yin Yq in 30." OSG 21XG7 Yin 1% in 4 in Yin Su Widia Hanita 48HE95 
1% in Yin 2 Yin %e in ou" OSG 30L858 ¥% in 1% in 4 in ¥ in Variable Gorilla Mill 36NX81 
%39 in % in 2 “in %e in 30 ° OSG 30L866 % in 1% in 6 in Yin 30° Monster 19LL88 
Ae in 136 In 2 “in %e6 in 30 ° OSG 2TXH2 % in 3 in 6 in Yin 30 ° OSG 2TYE7 
¥% in 1 in 2 “In 3 in 30” OSG 2TXH4 % in 3 in 6 in Yin 30 ° Widia Hanita 48HE99 
Y% in 1 in 3 In % in 30° OSG 2TXJ5 % in 3 in 6 in Yin Variable Gorilla Mill 36NY06 
% in 1 in 3 in % in 3D Cleveland 33FY66 % in 4 in 7 in Yin 30 ° Monster 19LL82 
Y in 1% In 6 In Yo In chi Cleveland 33FY71 136 In 1 Yin 4 in In 30 ° Monster 19LF71 
¥% in 1% in 3 Yin ¥ in 30° OSG 2TXK2 in 1% in 4 in % in 30 ° Monster 19LF73 
¥ in 1% in 3 “in in 35 Cleveland 33FY7/5 1 in 1% in 4 in 1 in 30 ° Widia Hanita 48HF21 
¥3 In 2 Vain 5 in ¥s In 35” Cleveland 33FY79 1 in 1 Yin 4 in 1 in 3° Monster 19LF79 
¥% in 3 in 6 in 8 in 30” Cleveland 33FY80 1 in 1% In 4 in 1 In 30 ° OSG 30L995 
¥ in 1% in 4in Yq in 30 ° OSG 2TXK6 1 in 2 Yin 5 in 1 in 30 ° Widia Hanita 48HF30 
¥ in 1% in 4in Ya in ie Cleveland 33FY82 1 in 2 Yin 5 in 1 in 30 ° OSG 21XZ9 
¥ in 2 Yin 5 in Yq in 30° Cleveland 33FY86 1% in 2 in 4 2 in 1% in 30° Widia Hanita 48HF35 
Yq In 3 in 6 in Yq in oD Cleveland 33FY87 4.00mm 14.00mm 51.00mm 4.00mm 30 ° OSG 30M018 
Yin 4 in 7in Yin 30 ° Monster 19LL32 5.00mm 16.00mm 51.00mm 5.00mm 30 ° OSG 30M032 
1 in 1% in 4in 1 in ie Cleveland 33FY91 6.00mm 19.00mm 64.00mm 6.00mm 30 ° OSG 30M048 
1 in 2 Yin 5 in 1 in 35° Cleveland 33FY95 8.00mm 21.00mm 64.00mm 8.00mm 30 ° OSG 30M072 
1 in 3 in 6 in 1 in 30° Cleveland 33FY96 9.00mm 22.00mm 70.00mm 10.00mm 30 ° OSG 30M084 
4.00mm 14.00mm 51.00mm 4.00mm 30 ° OSG 30L827 10.00mm 25.00mm 70.00mm 10.00mm 30 ° OSG 30M098 
5.00mm 16.00mm 51.00mm 5.00mm 30 OSG 30L840 12.00mm 25.00mm 76.00mm 12.00mm 30 OSG 30M127 
6.00mm 19.00mm 64.00mm 6.00mm 30° OSG 30L854 14.00mm 30.00mm 89.00mm 14.00mm 30° OSG 30M137 
8.00mm 21.00mm 64.00mm 8.00mm 30 ° OSG 30L876 16.00mm 32.00mm 89.00mm 16.00mm 30 ° OSG 30M147 
9.00mm 22.00mm 70.00mm 10.00mm 30 ° OSG 30L888 18.00mm 35.00mm 102.00mm 18.00mm 30 ° OSG 30M155 
10.00mm 25.00mm 70.00mm 10.00mm a0” OSG 30L901 20.00mm 38.00mm 102.00mm 20.00mm 30” OSG 30M161 
12.00mm 25.00mm 76.00mm 12.00mm 30 ° OSG 30L925 22.00mm 38.00mm 102.00mm 22.00mm 30.” Monster 19LG34 
16.00mm 32.00mm 89.00mm 16.00mm 30 ° OSG 30L940 
18.00mm _38.00mm _102.00mm _18.00mm 30° Monster 19LD15 | CONTINUED | } 
20.00mm 38.00mm 102.00mm  20.00mm 30 ° OSG 30L954 
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a 4 S WIDIA HANITA. i poce <> esau 
General Purpose Finishing Carbide Square End Mills 


For more information on end mills, see page 2277. 








See page 2280 for more information on square end mills. 





Overall Helix Item Overall Helix Item 
Milling Dia. Length of Cut Length Shank Dia. Angle Brand No. Milling Dia. Length of Cut Length Shank Dia. Angle Brand No. 
TiAIN Coated Finish Y in 1 in 3 In Y in 30° Widia Hanita 48HE62 
2 Flutes Y In 2 In 4in Y in 30 ° Widia Hanita 48HE56 
Ye in Yin 2 in Yin 30° Widia Hanita 48G2Z08 Yin 2 in 4in Yo in 30 ° OSG 2TYC2 
Ye in Yin 1 Yin Yin 30° Widia Hanita 48G2Z21 Win 3in 6 in Yo in 30 ° OSG 2TYE4 
Ve in ¥: in 2 in V6 in 30° OSG 21XG3 Yin 3 in 6 in Yo in 30° Widia Hanita 48HE66 
Yin Va in 2 Yin Yin 30° OSG 21XG9 Yin 3 in 6 in Yo in 30° Widia Hanita 48HE58 
Ve in 7 in 2 Yin Vie in ie Cleveland 33GJ16 %e in 1% in 3” In %e in 30 ° OSG 30M142 
¥g In ¥3 In 2 in ¥s in Ua OSG 54LD50 %e in 1% In 3% In %e in 30° Cleveland 33GL12 
Yin 1 in 3in Y in 30 ° OSG 21XJ7 ¥s in Ys in 3in ¥s in 30° Widia Hanita 48HE77 
%eé in 1 Yin 3 Yin %e6 in 30° OSG 2MYF9 ¥3 In 1% in 3% In ¥s In 30” OSG 30M146 
%e in 1 Yin 3% in %e in 30° Widia Hanita 48HA06 ¥s in 1 Yin 3% in ¥s In 30 * Widia Hanita 48HE79 
¥3 In 1% in 3% I1n ¥s In oo Cleveland 33GJ43 ¥3 In 1% in 3% In ¥s In 30 ° Cleveland 33GL14 
8.00mm 21.00mm 64.00mm 8.00mm 30 ° OSG 30L877 ¥% in 2 Ya in 5 In ¥8 In 30° Cleveland 33GL18 
9.00mm 22.00mm 70.00mm 10.00mm 30 ° OSG 30L889 ¥3 In 2 V4 in 5 in ¥s In 30 ° OSG 2TYC4 
12.00mm 25.00mm 76.00mm 12.00mm (Oa OSG 21XJ3 ¥3 In 3 in 6 in ¥s In 30 ° OSG 2TYE6 
14.00mm 30.00mm 89.00mm 14.00mm 30 ° OSG 30L933 V6 in 1% In 4 in Yq in 30 ° OSG 30M152 
4 Flutes 16 in 1% in 4in Va in 30° Widia Hanita 48HE91 
Ye in %a in 1 Yin Yin 30° Widia Hanita 48HD82 Yin 1 Yin 4 in Yq in 30” OSG 30M160 
¥39 in ¥. in 1 Yin Yin 30 ° Widia Hanita 48HD85 Ya in 1 Yin 4in Va in 30° Widia Hanita 48HE94 
Ve in Yin 1 Yin Yin 30° OSG 30M007 Yin 1 Yin 4 in Yq in 30 ° Cleveland 33GL21 
Ve in Win 1 Yin Yin 30° Widia Hanita 48HD90 Yin 3 in 6 in Yq in 30" OSG 2TYE8 
¥% in % in 2 Yin ¥ in 30” Widia Hanita 48HD92 % in 4 in 7in ¥% in 30 ° Widia Hanita 48HF01 
32 in %e in 2 in Vie in 30° OSG 30M017 16 in 1 Yin Ain in 30 ° Widia Hanita A48HF11 
32 in %e in 2 in ¥% in 30° Widia Hanita 48HD96 in 1 %in 4in 7 in 30° Widia Hanita 48HF12 
“Ae in ¥8 in 2 in He in 30. OSG 30M031 % in 1 %in 4 in in = (Ot OSG 30M170 
Ve in ¥8 in 2 in ¥ in 30° Widia Hanita 48HD97 1 in 1 %in 4in 1 in 30° Widia Hanita 48HF20 
Ve in Yq in 2 Yin Vie in 30 ° OSG 2MYG3 1 In 3 In 6 In 1 in 30 ° OSG 2TYC9 
732 In ¥ In 2 ¥2 in Yin 30 ° OSG 30M041 1 in 4in 7in 1 In 30” Widia Hanita 48HF26 
Yin Va in 2 Yin Yin 30° OSG 30M053 1 in 4 in 7in Tin 30 ° Widia Hanita 48HF33 
Yin Yq in 2 Yin Yin 30° Widia Hanita 48HE11 TiN Coated Finish 
Yin Yin 2 2I1n Yq in 30 ° Cleveland 33GK53 2 Flutes 
Yin 1 Yin 4in Yin 30° OSG 21YD7 18.00mm 38.00mm 102.00mm 18.00mm 30 ° Monster 45XG33 
Yin 1 Yin 4in Yin 30° Widia Hanita 48HE15 4 Flutes 
Ve in 136 In 2 Yin Vie in 30° OSG 30M071 Y in Y in 1 Yin Ys in 30 Monster 45XJ96 
Vie in 1% in 3 in Vie in ou Widia Hanita 48HE24 %e in 1% in 3 Yin "6 in Os Monster 45XK36 
Vie in 1% in 4in Vie in 30° OSG 2MYG6 ¥3 In 1% In 3” In ¥s In 30” Monster 45XK38 
¥3 in ¥. in 2 in ¥3 in 30 ° OSG 21XW4 Va in 1 Yin 4in Va in 30° Monster 45XK42 
¥s In ¥3 In 2 in Ys in ou Widia Hanita 48HE31 ¥% in 2 Ya in 5 In Yin 30 ° Monster 45XN91 
¥s In 1 in 2 %21n ¥s in 30” OSG 30M093 % In 1 Yin 4 in in 30 ° Monster 45XK44 
¥ in 1in 2 Yin ¥s in 30° Widia Hanita 48HE33 14.00mm 32.00mm 90.00mm 14.00mm 30 ° Monster 45XK80 
¥. in 1 Yin 4in ¥s in 30° Widia Hanita 48HE37 
¥ in 1 Yin 4 in ¥s in 30° OSG 21YE1 
¥ in 1 Yin 4in ¥s in 30 ° Cleveland 33GK87 
‘Ag in ¥. in 2 Yin Ae in SO Cleveland 33GK92 
‘Ag in 1in 2% in Ag in 30° Widia Hanita 48HE42 
Yin ¥s in 2 Yin Y in 30° Widia Hanita 48HE52 
Yin ¥. in 2 Yin Y in 30° OSG 21XW/ 
WY in 1in 3 in Yo in 30 ° OSG 30M136 
Yin 1 in 3in Y in 30° Widia Hanita 48HE54 
Y in 1 in 3 in Y in 30° Cleveland 33GL01 
ure MN AITin Finish 
ape q 
MICRO 100} WiIDIA HANITA” MonsTeR = JJ) cic 
Ge carbide al P R hi IFi . hi No. 48JN52 
eneral Purpose Roughing/Finishing 
C bid S F @| Mill Overall Item 
ar i e quare i J S Milling Dia. Length of Cut Length Shank Dia. _ Helix Angle Brand No. 
Overall arn Al 4 in Zin 2 ‘2 in fin 30” Micro 100 14F985 
Milling Dia. Length of Cut Length Shank Dia. Helix Angle Brand No. a a fein : a a in 2 7 wide Monit TING; 
Pee %in % in 2 in %in 30° Micro 100  14M476 
| 2 | | | 
Yin Fain 2 vin Vain 30° Micro 100__14F 981 van aa AL ae 3° Mee 100- —1ane24 
Y2in Tin 3 in Ye in 30 ° Micro 100 __-14G012 in Yin 5 in Yin 50° Widia Hanita _48JN38 
4.00mm 25.00mm 75.0mm 4.000mm 30 ° Micro 100 141199 A in Tin 3 in i in 30° Micro 100 44G016 
6.00mm 25.00mm 75.0mm 6.000mm 30 ° Micro 100 147212 A in Tin 6 in in 30° Micro 100 146187 
8.00mm 14.00mm 100.0mm 8.000mm 30” Micro 100 141335 34 in 1 %in 4in 4 in 30° Micro 100 44G040 
10.00mm 25.00mm 72.0mm 10.000mm 30 ° Micro 100 16E727 400mm 8 00mm 75.0mm 6.000mm 30° Micro 100 141325 
12.00mm 22.00mm 83.0mm 12.000mm 30 ° Micro 100 14G096 450mm 11.00mm 57.0mm 6.000mm 30° Micro 100 16E688 
12.00mm 30.00mm 83.0mm 12.000mm 30 ° Micro 100 16E739 400mm 18.00mm 50.0mm 4.000mm 30° Micro 100 166342 
16.00mm 26.00mm 92.0mm 16.000mm 30 ° Micro 100 14G109 550mm 16.00mm 57.0mm 6.000mm 30° Micro 100 46E701 
3 Flutes _ = = . | 6.00mm 12.00mm__100.0mm_—__6.000mm 30° Micro 100 14333 
AD ii evi aly 30° Te Da 6.00mm _18.00mm —_57.0mm___6.000mm 30° Micro 100 16G354 
/21n Jin 3 in fin 30° Micro 100 146014 6.0mm 25.00mm__75.0mm___6.000mm 30° Micro 100 147216 
2.10 in 3 in /2 10 30° Micro 100___16G297 8.00mm _14.00mm _100.0mm _8.000mm 30° Micro 100 141337 
1.00mm 3.00mm 50.00mm 4.00mm 45 Widia Hanita 48KP55 12.00mm 30.00mm 83 Omm 12.000mm 30° Micro 100 16E743 
To0mm _3.00mm__90.00mm_4.00mm 45" __Widia Hanita__ 48KP96 14.00mm 35.00mm _83.0mm __14.000mm 30° Micro 100 16E749 
2.00mm___3.00mm_0.00mm__4.00mm 49 ~____Widia Hanita__48KP97 25.00mm _50.00mm _127.0mm _25.000mm 30° Micro 100 16E773 
soon oanm oom oan be We nana rere 5 Flutes 
50mm 00mm 57.0mm 000mm , icro Ta Tei i %a i ° idi j 
400mm _12.00mm _50.00mm___ 6.00mm 45° Widia Hanita _48KP62 a eget ea aul Se ie ata Oe 
450mm 14.00mm 50.00mm 6.00mm 45° Widia Hanita 48KP63 400mm 15.00mm 57.0mm 6.000mm 45° Micro 100 16F152 
5.00mm 14.00mm 50.00mm 6.00mm 45° Widia Hanita 48KP64 6.00mm >0.00mm 57.0mm 6.000mm 45° Micro 100 16F162 
6.00mm 16.00mm 50.00mm 6.00mm 45 : Widia Hanita 48KP65 8 00mm 500mm 63.0mm 8 000mm 45° Micro 100 16F168 
f000mm__22.00mm_68.0mm_8.000mm 30 Micro 100 _16E711 16.00mm _35.00mm _-92.0mm —-16.000mm 45° Micro 100 16F192 
8.00mm__$0.00mm __75.0mm_8.000mm 30 Micro 100__147220 20.00mm _45.00mm _104.0mm _20.000mm 45° Micro 100 16F205 
‘2.00mm25.00mm——7e.0omm13.00mm-45°Widia Hantaaskpe7 © Flutes 
00mm 5.00mm 00mm 00mm 7 idia Hanita Ti Wal : Voi 3 “al : 
14.00mm _22.00mm _83.0mm _14.000mm 30° —‘Micro 100 _14G105 go Lun 2 fan 2h ge 
16.00mm 32.00mm 89.00mm 16.00mm 45° Widia Hanita 48KP68 5% in 1 %ein 5 in 5, in 50° Widia Hanita. 48JN46 
etn 38.00mm 104.00mm 20.00mm 45 ° Widia Hanita 48KP70 5% in 7 he in Din 5 in 50° Widia Hanita 48JN53 
Vain ‘in 3in Vain 50° Widia Hanita —48JN35 win on 30° Widla Hanita aN 
“in vain 2 In Ain 30” Monster _19LM92 Tin 3 Yin 6 in Tin 50° Widia Hanita__48JN55 
VY in Yin 4in Yin 30 ° Micro 100 146171 
VY in ¥: in 3in Yin 50° Widia Hanita 48JN42 | CONTINUED | ] 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2283 





MACHINING 
End Mills 


qe) 
[MICRO 100] WiIDIA HANITA’ 


super carbide tools 





Milling Dia. Length of Cut 


Bright (Uncoated) Finish 
2 Flutes 
v in Y% in 
Yin 1 in 
Yin Yin 
Yin 1 % in 
Yin 1% in 
Yin 1% in 
Yin 1 in 
¥s In Yin 
¥s In % In 
¥% in 1 % in 
Y in ¥3 In 
Y in 1 in 
Y in 1 in 
Y in 2 in 
Y in 3 in 
¥ in 1 Yin 
¥ in 1% in 
¥% in 2 Yin 
Yin 3 in 
1 in 1 Yin 
3.50mm 7.00mm 
3.50mm 7.00mm 
3.50mm 10.00mm 
4.00mm 8.00mm 
450mm 9.00mm 
4.00mm 19.00mm 
4.00mm 28.00mm 
5.00mm 10.00mm 
5.00mm 10.00mm 
5.00mm 16.00mm 
5.00mm 20.00mm 
5.00mm 25.00mm 
6.00mm 10.00mm 
6.00mm 12.00mm 
6.00mm 16.00mm 
6.00mm 20.00mm 
6.00mm 28.00mm 
6.00mm 38.00mm 
7.00mm 12.00mm 
8.00mm 12.00mm 
8.00mm 14.00mm 
8.00mm 16.00mm 
8.00mm 25.00mm 
8.00mm 29.00mm 
8.00mm 42.00mm 
9.00mm 14.00mm 
10.00mm 14.00mm 
10.00mm 14.00mm 
10.00mm 18.00mm 
10.00mm 19.00mm 
11.00mm 16.00mm 
12.00mm 16.00mm 
12.00mm 22.00mm 
12.00mm 22.00mm 
12.00mm 30.00mm 
12.00mm 30.00mm 
14.00mm 57.00mm 
16.00mm 57.00mm 
18.00mm 57.00mm 
18.00mm 76.00mm 
20.00mm 57.00mm 
20.00mm 76.00mm 
25.00mm 57.00mm 
25.00mm 76.00mm 


Overall 
Length 


1% in 


76.00mm 
102.00mm 
51.00mm 
51.00mm 
51.00mm 
120.0mm 
72.0mm 
64.00mm 
64.00mm 
83.0mm 
130.0mm 
83.0mm 
83.0mm 
127.00mm 
127.00mm 
127.00mm 
153.00mm 
127.00mm 
153.00mm 
127.00mm 
153.00mm 


SN 


2284 GRAINGER. 


ITT 





iG 
'y a poy) 


General Purpose Roughing/Finishing Carbide Square End Mills 


Shank Dia. 


Ys in 
Ye in 
Yq in 
Yq in 
Yq in 
Yq in 
Ya in 
¥g in 
¥g in 
¥g in 
Y in 
Y in 
Yo in 
Yin 
Yo in 
Yin 
Ya in 
Yin 
Yin 
1 in 
4.00mm 
4.00mm 
6.000mm 
4.000mm 
5.00mm 
4.00mm 
4.00mm 
6.000mm 
6.000mm 
6.000mm 
6.000mm 
5.00mm 
6.000mm 
6.000mm 
6.000mm 
6.000mm 
6.00mm 
6.00mm 
8.00mm 
8.00mm 
8.000mm 
8.000mm 
8.000mm 
8.00mm 
8.00mm 
10.00mm 
10.00mm 
10.00mm 
10.000mm 
10.000mm 
11.00mm 
12.00mm 
12.000mm 
12.000mm 
12.000mm 
12.000mm 
14.00mm 
16.00mm 
18.00mm 
18.00mm 
20.00mm 
20.00mm 
25.00mm 
25.00mm 





Helix Angle 


30 ° 
30 ° 
30 ° 


Brand 


OSG 
OSG 
Micro 100 
OSG 
Micro 100 
OSG 
OSG 
Micro 100 
Micro 100 
OSG 
Micro 100 
Micro 100 
OSG 
OSG 
Micro 100 
Micro 100 
Micro 100 


Micro 100 
Micro 100 
OSG 
OSG 
OSG 
Micro 100 
Micro 100 
Micro 100 
Micro 100 
OSG 
Micro 100 
Micro 100 
Micro 100 
Micro 100 


OSG 
Micro 100 
Micro 100 
Micro 100 

OSG 

OSG 

OSG 

OSG 

OSG 
Micro 100 
Micro 100 

OSG 

OSG 
Micro 100 
Micro 100 
Micro 100 
Micro 100 


Item 
No. 


39CR03 
390125 
14F980 
30CR91 
147164 
390128 
390129 
146176 
14F998 


3900T59 


Milling Dia. Length of Cut 


4 Flutes 
% in 
Y in 
¥% in 
Y in 
¥ in 
YW in 
Yin 
YW in 
Yin 
YW in 
WY in 
¥3 In 
¥3 In 
¥s In 
¥ In 
¥g In 
¥% in 
¥% in 
¥% in 
% in 
% in 
% in 
% in 
Y in 
Y% in 
Y% in 
Y% in 
¥ In 
¥3 In 
¥ In 
¥3 In 
Yin 
Yin 
Yin 
Yin 
Yin 
Yin 
1 in 
1 in 
1 in 
1 in 
1 in 

3.50mm 
3.50mm 
4.00mm 
4.00mm 
4.00mm 
4.50mm 
4.00mm 
4.00mm 
5.00mm 
5.00mm 
5.00mm 
6.00mm 
6.00mm 
6.00mm 
6.00mm 
7.00mm 
8.00mm 
8.00mm 
8.00mm 
8.00mm 
8.00mm 
9.00mm 
10.00mm 
10.00mm 
10.00mm 
11.00mm 
12.00mm 
14.00mm 
14.00mm 
16.00mm 
16.00mm 
18.00mm 
18.00mm 
20.00mm 
25.00mm 

8 Flutes 
¥g In 
Y% in 


Yin 


8.00mm 
14.00mm 


28. 00mm 


16.00mm 
25.00mm 
12.00mm 
12.00mm 
18.00mm 
19.00mm 
19.00mm 


12.00mm 
14.00mm 
22.00mm 
29.00mm 
22.00mm 

3 in 

3 in 
22.00mm 
25.00mm 

3 in 

3 in 
76.00mm 

3 in 
76.00mm 

3 in 

3 In 

3 in 

3 in 


in 
n 


—| 


Overall 
Length 


1%," 
3 in 
3 in 
24" 
36° 
2 In 
4 in 
6 in 
22" 
22" 
3%" 
22" 
22" 
3 in 
3 in 
4 in 
6 in 
2 in 
3" 
3 in 


7in 
51.00mm 
51.00mm 
51.00mm 
75.00mm 
51.00mm 
51.00mm 
50.00mm 
76.00mm 
76.00mm 
51.00mm 
64.00mm 
51.00mm 
100.00mm 
57.00mm 
63.00mm 
63.00mm 
102.00mm 
51.00mm 
100.00mm 
63.00mm 
76.00mm 
63.00mm 
76.00mm 
102.00mm 
76.00mm 
76.00mm 
102.00mm 
90.00mm 
153.00mm 
102.00mm 
153.00mm 
102.00mm 
127.00mm 
102.00mm 
102.00mm 


2 % in 
3 in 


Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 


Shank Dia. 


Ye in 
Ye in 
Ye in 
Yin 
¥g In 
Yin 
Yin 
Ya in 
Ya in 
Yin 
¥s In 
¥e In 
¥g In 
¥g In 
¥g In 
¥s In 
¥ in 
¥ in 
¥ in 
% in 
Y% in 
Yin 
Y in 
Y in 
Y in 
Y in 
Y in 
¥3 In 
¥s In 
¥3 In 
¥3 In 
Yin 
Yq In 
Yin 
Yq in 
Yq in 
Yq In 
1 in 
1 in 
1 in 
1 in 
1 in 
4.00mm 
4.00mm 
4.00mm 
6.00mm 
4.00mm 
5.00mm 
4.00mm 
4.00mm 
5.00mm 
5.00mm 
5.00mm 
6.00mm 
6.00mm 
6.00mm 
6.00mm 
8.00mm 
8.00mm 
8.00mm 
8.00mm 
8.00mm 
8.00mm 
10.00mm 
10.00mm 
10.00mm 
10.00mm 
12.00mm 
12.00mm 
14.00mm 
14.00mm 
16.00mm 
16.00mm 
18.00mm 
18.00mm 
20.00mm 
25.00mm 


% In 
Yin 


Helix Angle 
30 ° 


Brand 


Monster 
Monster 
$G$ Tool 
Monster 
OSG 
Monster 
Monster 
Monster 
Micro 100 
Monster 
OSG 
Micro 100 
Monster 
Monster 


Micro 100 
Monster 
OSG 
Monster 
Micro 100 
Monster 
Monster 
SGS Tool 
Micro 100 
Monster 
Monster 
OSG 
Monster 
Monster 
Monster 
OSG 
OSG 
Monster 
Monster 
Monster 
Monster 
OSG 
Monster 

G 


Micro 100 
Monster 
Monster 


Micro 100 
Micro 100 
Monster 
Monster 
OSG 
OSG 
Micro 100 
Micro 100 
OSG 
Monster 
OSG 
OSG 
Monster 
Monster 


Monster 
Monster 


OSG 
OSG 


Item 
No. 


19LP60 
19LT63 
41CE16 
19LR98 
390248 
19LM91 
19LT71 

19LT74 
16F496 
19LP77 
390252 
16F515 
19LP88 
19LT09 
30CY10 
30CY37 
19LT82 
390X40 
390256 
16F527 
19LP96 
390258 
19LT86 
16F688 
19LNO1 
19LT87 
41AW60 
16F539 
19LT92 

19LT90 

30CY40 
19LR10 
19LT97 

19LT20 

30CY19 
30CY41 

19LT95 

19LR13 
19LU04 
19LT22 

30CY32 
19LU01 

39CX66 
19LR30 
39CX67 
16F715 
19LR32 
19LR34 
16F569 
30CY59 
30CY96 


19LR64 


30CP7/2 
35CP74 


1-800-GRAINGER (472-4643) 


MACHINING 
End Mills 


GRAINGER CHOICE® 
Find the wr. Find Solutions. Find Great Prices. 


; wim 
8B ae WIDIA HANITA” 





TICN Finish 
2 Flutes 
No. 2NFK6 





Finishing Cobalt Square End Mills 


Milling Dia. Length of Cut 


Bright (Uncoated) Finish 
2 Flutes 
YW in Y% in 
YW in 1% in 
¥s In %e in 
¥3 In %e in 
¥s In Yin 
¥ In 1 in 
¥g In 1% in 
Y% in 136 In 
Y% in 136 In 
Y% in 1 %in 
Y in 1 in 
¥% in 1% in 
¥3 In 1 %ein 
¥3 In 1 ¥% In 
¥ In 1% In 
¥3 In 2 in 
¥3 In 2 Yin 
Yin 1 %ein 
Yin 1 %ein 
Yin 1 ¥% In 
Yin 2 Yin 
Yin 2 Yin 
Yin 3 in 
1 in 1% in 
1 in 1% in 
1 in 1 “In 
1 in 1 ¥% In 
1 in 2 in 
1 in 2 Yin 
1 in 4 in 
1¥ in 1% in 
1% in 1% in 
1% in 1% in 
1% in 2 in 
1% in 3 in 
1% in 3in 
1% in 1% in 
1% in 3 In 
1% in 4in 
1% in 1% in 
1% in 2 in 
1% in 3 in 
2 in 1 ¥% In 
2 in 3 in 
2 in 4 in 
3.50mm 11.1414mm 
4.00mm 11.114mm 
4.50mm 11.114mm 
5.00mm 12./0mm 
5.50mm 12./0mm 
6.00mm 12.70mm 
7.00mm 14.28mm 
8.00mm 14.28mm 
8.50mm 14.28mm 
9.00mm 14.28mm 
9.50mm 14.28mm 
10.00mm 20.63mm 
11.50mm 20.63mm 
12.00mm 25.40mm 
12.50mm 28.5/mm 
13.00mm 28.5/mm 
13.50mm 28.5/mm 
14.50mm 28.5/mm 
15.00mm 28.5/mm 
16.00mm 33.33mmM 
17.00mm 33.33mmM 
18.00mm 33.33mmM 
19.00mm 33.33mmM 
20.00mm 38.10mm 
21.00mm 38.10mm 
24.00mm 41.27mm 
25.00mm 41.27mm 
28.00mm 41.27/mm 
32.00mm 41.27mm 
36.00mm 41.27/mm 
45.00mm 41.27mm 
50.00mm 41.27/mm 
4 Flutes 
YW in YW in 
YW in ¥3 In 
Yin ¥3 In 
YW in 1% in 
YW in 1% in 
¥3 In ¥ In 
¥s In Yin 
¥% in 1% in 
¥g In 2 Yin 
¥ In 2 Yin 
139 In 1 in 
‘Ae in 1 in 
Y in Y% in 
Yin 1 in 
Y in 1% in 
Y in 2 in 
Y in 3 in 
16 in 1% in 
Yin Yin 
Yin 1 ¥% In 
Yin 2 Yin 
Yin 3 in 


Overall 
Length 


2 V6 in 
3 Ye in 
2 Yin 
2 “6 in 
3 %6 in 
2 Yin 
3 Yin 
2 Yin 
2 ‘ein 
3/2 1n 
4 in 
3 48 In 
3% in 
3% in 
4% In 
4 Ve In 
4% In 
3 %e6 in 
3 %e6 in 
5 ¥ In 
4 In 
4 In 
5 Yin 
3% In 
4 in 
4 Vg In 
4 In 
4 In 
7 Yin 
6 In 
3 “In 
3 A In 
4 Vg in 
4 In 
5 Yin 
7 Yasin 
4 Ve In 
5 Yin 
6 In 
4 Ve in 
4 In 
5 Yin 
4 Ve In 
6% In 
6 In 
58./0mm 
58.70mm 
58.70mm 
58.70mm 
58.70mm 
58.70mm 
58./0mm 
58.70mm 
58./0mm 
58./0mm 
58./0mm 
63.50mm 
63.50mm 
76.20mm 
79.30mm 
79.30mm 
79.30mm 
79.30mm 
79.30mm 
87.30mm 
87.30mm 
87.30mm 
90.40mm 
95.20mm 
95.20mm 
104.70mm 
104.70mm 
104.70mm 
104.70mm 
104.70mm 
104.70mm 
104.70mm 


2 Ye in 
2 “Ae in 
2 “Ae in 
3 Ye in 
3 %e in 
2 Ys in 
2 Yin 
3 Yin 
4 Vin 
4 V4 In 
2 ‘ein 
2 ‘ein 
2 Yin 
2 ‘ein 
3 Yin 
4 in 
5 in 
3% In 
3 in 
3 A In 
4 In 
5 Yin 


Shank Dia. 


¥3 In 
¥3 In 
¥3 In 
¥s In 
¥3 In 
¥3 In 
¥s In 
¥3 In 
¥3 In 
% in 
Y% in 
Y% in 
¥3 In 
¥3 In 
¥3 In 
¥ In 
¥3 In 
Yin 
Yin 
Yin 
Yin 
Yin 
Yin 
Yin 
¥3 In 
Yin 
1 in 
1 in 
1 in 
1 in 
In 
Yin 
1 in 
1% in 
1% in 


1% in 
1% in 
2 in 
1% in 
952mm 
952mm 
952mm 
952mm 
9.52mm 
9.52mm 
952mm 
952mm 
952mm 
9.52mm 
952mm 
952mm 
952mm 
12./0mm 
12.70mm 
12.70mm 
12.70mm 
12.70mm 
12.70mm 
15.87mm 
15.87mm 
15.8/7mm 
19.05mm 
19.05mm 
19.05mm 
25.40mm 
25.40mm 
25.40mm 
31./5mm 
31./5mm 
31./5mm 
31./5mm 


¥s In 
¥ In 
¥g In 
¥3 In 
¥3 In 
¥3 In 
¥g In 
¥ In 
¥g In 
¥ In 
¥3 In 
¥ In 
Y% in 
¥s In 
Y% in 
Y% in 
Y% in 
¥3 In 
Yin 
Yin 
Yin 
Yin 


Helix Angle 


Brand 


OSG 
OSG 
Cleveland 
OSG 
OSG 
Cleveland 
Cleveland 
OSG 
Cleveland 
Cleveland 
OSG 
OSG 
Cleveland 

0 


Cleveland 
OSG 
OSG 

Cleveland 
OSG 

Cleveland 
OSG 
OSG 
OSG 
OSG 

Cleveland 
OSG 
OSG 
OSG 


OSG 


OSG 
OSG 
Cleveland 
Cleveland 
OSG 
OSG 
OSG 
Cleveland 
Cleveland 
OSG 
Cleveland 
OSG 
OSG 
OSG 
OSG 
Widia Hanita 
Cleveland 


Cleveland 


Item 
No. 


2PND1 


35DG14 


39DJ19 
2TWUS 
4LE67 
310099 
30DK61 
39DJ20 
2TWU7 
310126 
310129 
39DK63 
310134 
2TWU8 
39DH95 


310157 


Milling Dia. Length of Cut 
Sa | in 


¥4 in 3 
Yin 4 in 
1 in 1% in 
1 in 2 in 
1 in 4 in 
1% in 2 in 
1% in 3 in 
1% in 4 in 
1% in 6 in 
1% In 8 in 
2 in 2 in 
2 in 4 in 
3.50mm 11.1414mm 
4.00mm 11.114mm 
4.50mm 12./0mm 
5.00mm 14.28mm 
5.50mm 14.28mm 
6.00mm 15.8/7mm 
6.50mm 15.8/7mm 
7.00mm 17.46mm 
7.50mm 19.05mm 
8.00mm 19.05mm 
8.50mm 19.05mm 
9.00mm 19.05mm 
9.50mm 19.05mm 
10.00mm 19.05mm 
10.50mm 25.40mm 
11.00mm 25.40mm 
11.50mm 25.40mm 
12.00mm 31./5mm 
13.00mm 31./5mm 
13.50mm 34.92mm 
14.00mm 34.92mm 
15.00mm 34.92mm 
16.00mm 41.27/mm 
17.00mm 41.27mm 
18.00mm 41.2/mm 
19.00mm 41.27mm 
20.00mm 47.62mm 
21.00mm 47.62mm 
22.00mm 47.62mm 
25.00mm 50.80mm 
TiICN Finish 
2 Flutes 
Yq in Yo in 
Yo in 1 in 
Yin 1 %e6 in 
1in 1 Yin 
1 in 1% In 
1 in 2 V4 in 
1% in 1 ¥% In 
4 Flutes 
Ys in ¥g in 
Vie in Y in 
Yq in ¥s In 
Yq in 1% in 
¥g in ¥g in 
¥s in Yin 
¥s in 1 Yin 
Yo in Yo in 
Yo in 1% In 
Yo in 2 in 
Yin 1% In 
Yin 2 V4 in 
Yin 4 in 
1 in 3 in 
1 in 4 in 
1 in 6 in 
1% in 2 in 
1% In 2 in 
6 Flutes 
Yo in 1% in 
Yin 1% In 
Yq in 3 in 
1 in 2 in 
1 in 3 in 
1 in 6 in 
1% in 2 in 
1% in 6 in 
1% In 2 in 
1% In 8 in 
TiN Finish 
2 Flutes 
Yq in Yo in 
¥s in %6 in 
¥s in 1 Yin 
Yo in 1 Yin 
Yo in 1 in 
Y in 2 in 
%6 in 1 ¥% In 
Yin 1 %e6 in 
Yin 1% In 
Yin 2 V4 in 
in 1 Yin 
1 in 1 Yin 
1 in 1% In 
1% in 1% In 
4 Flutes 
Ys in Ys in 
Ys in ¥s in 
Yq in ¥s In 


Overall 
Length 
5 Y% in 
6 Y% In 
4 ¥ in 
4 Yin 
6 % In 
4 v2 in 
5 Yin 
6 2 In 
8 2 In 
11/2 in 
5% in 
7¥4in 
60.30mm 
60.30mm 
60.30mm 
61.90mm 
61.90mm 
61.90mm 
61.90mm 
63.50mm 
63.50mm 
63.50mm 
63.50mm 
63.50mm 
63.50mm 
63.50mm 
68.20mm 
68.20mm 
68.20mm 
82.50mm 
82.50mm 
85./0mm 
85./0mm 
85./0mm 
95.20mm 
95.20mm 
95.20mm 
98.40mm 
104.70mm 
104.70mm 
104.70mm 
114.30mm 


2 ‘Ae in 
3 4% in 
3 ¥8 In 
4 Ve in 
4% in 
4% in 
3 In 


2 V6 in 
2 ¥3 In 
2 ‘Ae in 
3 “ein 
2 Ys in 
2 2 In 
3 4% in 
2 2 In 
3 4% in 
4 in 
3 A In 
4 ¥2 in 
6 Y% In 
5 Y% in 
6 % In 
8 2 In 
4 ¥2 in 
4 Yin 


3 4% in 
3 A In 
5 YW in 
4% in 
5 in 
8 2 In 
4% in 
8 2 In 
4% in 
11/2 in 


2 ‘Ae in 
2 Y2 In 
3 4% in 
3 2 In 
3 4% in 
4 in 
3% In 
3% In 
4 in 
4 2 in 
4 Ve in 
4 Ve in 
4 2 in 
3 A In 


2 Ye in 
2 %e in 
2 “ein 


Shank Dia. 
Yq in 
Yq in 


952mm 
952mm 
952mm 
952mm 
952mm 
952mm 
952mm 
952mm 
952mm 
952mm 
9.52mm 
952mm 
952mm 
952mm 
9.52mm 
952mm 
9.52mm 
12./0mm 
12./0mm 
12./0mm 
12./0mm 
12./0mm 
15.87mm 
15.87mm 
15.87mm 
19.05mm 
19.05mm 
19.05mm 
22.22mmM 
25.40mm 


% in 
Ya in 
Y in 


Yin 
Yin 
Yin 
1in 
Yin 
¥s in 


% in 
¥s in 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Helix Angle 
30 ° 


30 ° 
30 ° 
30 ° 
30 ° 
30 ° 
30 ° 


Item 
Brand No. 
OSG 39DJ35 
OSG 39DJ68 
OSG 2TWX8 
OSG 2TWZ9 
Cleveland 310164 
OSG 2TXA3 
OSG 39DJ55 
Cleveland 438N99 
OSG 39DJ78 
Cleveland 437223 
OSG 39DK30 
OSG 35DK54 
OSG 39DH65 
OSG 39DH38 
OSG 39DH66 
OSG 39DH39 
OSG 35DH67 
OSG 35DH40 
OSG 39DH68 
OSG 35DH41 
OSG 39DH69 
OSG 35DH42 
OSG 35DH/0 
OSG 35DH43 
OSG 35DH7/1 
OSG 35DH44 
OSG 35DH72 
OSG 35DH45 
OSG 35DH73 
OSG 35DH46 
OSG 35DH47 
OSG 35DH75 
OSG 35DH48 
OSG 35DH49 
OSG 39DH50 
OSG 35DH51 
OSG 35DH52 
OSG 39DH53 
OSG 35DH54 
OSG 39DH55 
OSG 39DH56 
OSG 39DH59 
Cleveland 2NFK6 
Cleveland 2NFL1 
Cleveland 438116 
Cleveland 438140 
Cleveland 2NFL4 
Cleveland 438141 
Cleveland 438143 
Cleveland 2NFN7 
Cleveland 2NFN8 
Cleveland 2NFN9 
Cleveland 310102 
OSG 35DJ21 
Cleveland 2NFP2 
Cleveland 310128 
OSG 35DH96 
Cleveland 2NFP4 
Cleveland 310148 
Cleveland 2NFP6 
OSG 39DJ51 
OSG 39DJ69 
OSG 39DJ53 
Cleveland 437216 
OSG 39DJ75 
Cleveland 2MZT5 
Cleveland 2MZ17 
Cleveland 2MZR8 
Cleveland 2MZT1 
Cleveland 437215 
Cleveland 2MZT4 
OSG 39DJ54 
Cleveland 437248 
Cleveland 2MZT6 
Cleveland 437250 
Cleveland 2MZT8 
Cleveland 437252 
Cleveland 310069 
Cleveland 310077 
Cleveland 438R99 
Cleveland 438702 
Cleveland 310083 
Cleveland 438103 
Cleveland 438104 
Cleveland 438106 
Cleveland 438126 
Cleveland 438127 
Cleveland 438729 
Cleveland 438131 
Cleveland 437Y58 
Cleveland 438134 
OSG 2MYE1 
OSG 39DJ92 
OSG 2MYE3 


2289 





Scan. Order. Done. 
Details on page A1. = 
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Finishing Cobalt Square End Mills 


2286 GRAINGER. 


ITT 
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Overall Item Overall Item 
Milling Dia. Length of Cut Length Shank Dia. Helix Angle Brand No. Milling Dia. Length of Cut Length Shank Dia. Helix Angle Brand No. 
Yq in ¥s In 2 “6 in ¥s In 30 ° Cleveland 310105 Yin 3 in 5 Va in ¥ in 30 ° Cleveland 310159 
Yq in 1 Y% in 3 Ye in ¥ In 30° Cleveland 310101 4 in 4in 6 % in Ya in 30° Cleveland 437231 
Yq in 1% in 3 %e in ¥ In 30 ° Cleveland 310104 1 in 1’ in 4 Vs in Yin 30." OSG 39DK17 
¥ in Yin 2 Yin ¥ in 30° OSG 2TWY8 1 in 2 in 4% in 1 in 30” OSG 2TXA1 
¥s In 1% in 3 Yin ¥s In 30 ° Cleveland 310127 Tin 6 in 8 Y In 1 in 30 ° Cleveland 437233 
¥e in 2% in 4 VY in ¥% in 30° Cleveland 310130 6 Flutes 
Y in 1% in 3 Yin Y in 30” OSG 2TWZ1 Y in 1 Yin 3 Y% in Y in 30 ° Cleveland 2MZV5 
Y in 1 Yin 3 Yin Y in 30 ° OSG 39DJ99 ¥4 in 1% in 3 4% in Ya in 30 ° Cleveland 2MZW2 
Yo in 2 in 4 in Y in 30 ° Cleveland 310147 Yin 4 in 6 Y In % in 30 ° Cleveland 437232 
Yo in 2 in 4 in Yin 30 ° Cleveland 437204 1 in 2 in 4% In 1 in 30° Cleveland 2MZX1 
Y in 3 in 5 in Y in 30" Cleveland 310150 1¥% in 2 in 4% in 1% In 30 ° Cleveland 2MZX9 
4 in 1% In 3 Ain Ya in 30” OSG 2TWZ6 
é TIAIN Finish 
CLEVELAND 3 Flutes i t Es 
ing Cobalt S End Mill _— 
Roughing Cobalt Square End Mills 
Overall Item Overall Item 
Milling Dia. Length of Cut Length Shank Dia. _ Helix Angle Brand No. Milling Dia. Length of Cut Length Shank Dia. Helix Angle Brand No. 
Bright (Uncoated) Finish 1 in 2 in 4% In 1 in 30” Cleveland  43/W28 
4 Flutes 1 in 3 In 5 Yin 1 In = (tle OSG 35DE53 
Ae in Y% in 2% in ¥% in 30 ° OSG 35DE14 1 in 4in 6 % in 1 in 3U ° OSG 2PMT5 
He in 5 in 2% In ¥% In Bu Cleveland 437V71 1% in 2 in 4% in 1 In 25° OSG 35DF35 
YW in YW in 2 “ein ¥% in 30 ° Cleveland 4YGZ8 1% in 2 in 4% in 1 In 30 ° OSG 35DE90 
WY in % in 2 ‘A6 in % In 30 ° OSG 39DE89 TiAIN Finish 
Va in Yin 2 “in ¥ In 25° OSG 2PMY3 3 Flutes 
Ya in 1% in 3 Ye in ¥ In SU.” OSG 2PMV8 ¥ In ¥e In 2 ¥32 In ¥ In 30 ° OSG 39DE24 
¥ In 1 Yin 3 % in ¥ in 3.” Cleveland 2NAK6 Y% in Y in 2 2 In Y in 30 ° OSG 2PMU4 
Y in 1% in 3 % in Y in 30 ° Cleveland 4YHA2 Yin 4 in 2 in Yin 30 ° OSG 2PMV2 
% in 2 in 4 in Yo in oo? Cleveland 4YGY8 4 Flutes 
Y in 3 in 5 in Y in 3U ° OSG 39DE27 ¥ in 4 in 2 Y2 in ¥ in BU.” Cleveland 2NAN6 
Yin 3 In 5 In Y in 30° Cleveland 437V79 ¥% in in 2% In ¥ in 30° OSG 2PMW3 
¥ In 2 ¥2 in 4% in %3 In 25 ° OSG 2PMY1 ¥ in 2 in 4 in Y in 30 ° Cleveland 437W12 
¥ In 2 in 4% in %3 In 30 ° OSG 39DE16 ¥ In ¥8 In 2% in ¥ in = (ie Cleveland 437W06 
¥% in 3 In 5 ¥ In ¥8 In 30 ° OSG 35DE08 ¥% In 1% In 3% In ¥ in 30? Cleveland 437W07 
¥ in 1% in 3 in Yin 25 OSG 2PMY2 6 Flutes 
¥ in 2 Yin 4% In Yin 30 ° OSG 39DE17 1% in 2 in 4% in 1 Y% in ou” Cleveland 437W01 
¥ in 2 V4 in 4% in Yin 30 ° OSG 39DE09 1% in 3 in 5 Yin 1 Y% in 30 ° OSG 2PMX6 
Yin 3 in 5 VY in %3 In BU ° OSG 39DE87 1% in 3 in 5 Yin 1 Y% in 30 ° Cleveland 2RGZ8 
Ya in 4in 6 % in Yin 3” OSG 39DE11 1% in 4in 6 % in 1 Y% In 30 ° OSG 2MYN9I 
1 in 2 in 4 VY In Yin 25” OSG 39DF31 1% in 2 in 4% in 1 Y% in 30 ° OSG 2MYP1 
1% in 1% in 3% in 1 Yin 25." OSG 39DE41 1% in 3 in 5 Yin 1 Y% in 30 ° OSG 2MYP2 
5 Flutes 1% in 4in 6 % In 1 Y% in 30° OSG 2MYP3 
1 in Tin 3 “In 1 in 30." Cleveland 437W21 8 Flutes 
1 in 2 in 4% In Yin 30 ° OSG 2PMW5 2 in 6 in 9% in 2 in 30 ° OSG 2MYP6 
Bright 
<> (Uncoated) Finish 
CLEVELAND 
ae . 2 2 Flutes 
Cobalt Double-End Finishing Square End Mills No. 4LE96 
Overall Item Overall Item 
Milling Dia. Length of Cut Length Shank Dia. Helix Angle Brand No. Milling Dia. Length of Cut Length Shank Dia. _ Helix Angle Brand No. 
Bright (Uncoated) Finish 32 In 6 in 3 YB in ¥e In 30 ° Cleveland 2NFY2 
2 Flutes Ae in ‘6 in 3 Yin ¥% in = (te Cleveland 2NFY3 
Ya in Y in 3 % in ¥ in BU.” OSG 2TWR4 Ya in Y in 3 ¥8 In ¥ in 3° Cleveland 2NFY5 
Y in 1% in 4% in Y in 30 ° Cleveland 4LE92 Ae in %e in 3 Yin ¥ in 30 ° Cleveland 2NFY7 
Yin 1 %6 in 5 ¥% In Yin 30 ° Cleveland 4LU22 V9 In "6 in 3 Yin ¥ in a Cleveland 2NFY8 
Ya in 1 %6 in 5 in Yin 30 ° OSG 2TWR9I ¥ In %e in 3 % In ¥ in 30 ° Cleveland 2NFY9 
% in 1 %e6 in 6 % in in 3U ° Cleveland 2NFX7 Y in Ye in 4 ¥ in Y in 3 ° Cleveland 2NFZ4 
1 in 1% In 5 % in 1 in SU” OSG 21WTI1 ¥% In 1 Yin 5 in ¥ In SU? Cleveland 2NFZ5 
3.50mm 11.11mm 79.30mm 9.52mm 30 ° OSG 35DM56 Ya in 1 %e in 5 ¥8 In Yin 30 ° Cleveland 2NFZ7 
4.00mm 11.14mm 79.30mm 9.52mm 30 ° OSG 39DM30 1 in 1% In 6 ¥% In 1 in 30 ° Cleveland 2NGA2 
4.50mm 11.141mm 79.30mm 9.52mm 30 ° OSG 39DM57 4 Flutes 
5.00mm 12./0mm 79.30mm 9.52mm 30." OSG 35DM31 Ye In ¥e In 2 Vain Ve in 30. Cleveland 310189 
6.00mm 12./0mm 79.30mm 9.52mm 30 ° OSG 35DM32 ve In Ye In 3 Ye in ¥ in 30 ° Cleveland 2NGD5 
7.00mm 14.28mm 79.30mm 9.52mm 30 ° OSG 35DM33 32 In 1¥64 In 2 In Ve in 30? Cleveland 438M65 
8.00mm 14.28mm 79.30mm 9.52mm 30 ° OSG 35DM34 32 In ‘6 in 3 Ys in ¥% in 30° Cleveland 2NGD6 
9.50mm 14.28mm 79.30mm 9.52mm 30.” OSG 35DM62 He in ¥32 In 2 in Ve in <0 Cleveland 438M66 
10.00mm 20.63mm 95.20mm 12./0mm 30 ° OSG 35DM36 YW In Ye In 3 ¥% In ¥% in 30 ° Cleveland 2NGD9 
12.00mm 20.63mm 95.20mm 12./0mm 30 ° OSG 35DM38 Ae in Ya in 3 % In ¥ in 30° Cleveland 2NGE2 
13.00mm 28.5/mm 114.30mm 15.8/mm 30° OSG 35DM39 ¥ in ¥4 in 3% in ¥ in 30 ° Cleveland 2NGE4 
13.50mm 28.5/mm 114.30mm 15.8/mm 30" OSG 39DM66 Y in 1 in 4 ¥ in Y in 30* Cleveland 2NGE8 
14.50mm 28.5/mm 114.30mm 15.8/mm 30” OSG 35DM67 ¥% In 1% In 5 in ¥ in 30° Cleveland 2NGE9 
15.00mm 28.5/mm 114.30mm 15.8/mm 30 ° OSG 39DM41 Ya in 1% In 5 ¥8 In Yin 30 ° Cleveland 2NGF2 
16.00mm 33.33mm 127.00mm 19.05mm 30 ° OSG 39DM42 1 in 1 “in 6 ¥% In 1 in BU” Cleveland 2NGF6 
17.00mm 33.33mmM 127.00mm 19.05mm 30 ° OSG 39DM43 TiN Finish 
23.00mm 41.27mm 149.20mm 25.40mm ou OSG 39DM49 2 Flutes 
24.00mm 41.2/mm 149.20mm 25.40mm 30 ° OSG 359DM50 % in ¥ in 3 Ye in ¥ in = (iy Cleveland 310024 
25.00mm 41.2/mm 149.20mm 25.40mm 30° OSG 35DM51 % in ¥ in 3 Ye in ¥% in 30? OSG 35DM01 
3 Flutes Ya in Y in 3 ¥% In ¥% In a0 * Cleveland 310028 
ve in ¥ In 3 Ye in ¥ In 30 ° OSG 39DM68 ¥ in "He in 3 Yin ¥ In 30." Cleveland 310030 
YW in ¥% In 3 ¥% In ¥ in ou” OSG 39DM70 Y In 16 in 3% In Y In 30 ° OSG 359DM06 
¥% in Ya in 3 % In ¥ In 30 ° OSG 39DM7/2 Y in 16 in 4 Ve in Y In 30? Cleveland 310033 
4 Flutes ¥ In 1% In 4% In ¥ in 30° OSG 39DM07 
Yin ¥s In 3 Ye in ¥ in 30" Cleveland 4LE96 ¥% In 1 Yin 5 in ¥ in <0 Cleveland 310034 
He in ¥32 In 2 in Ve in 30 ° Cleveland 310191 ¥ In 1 Yin 5 in ¥ in 30 ° Cleveland 437292 
Ve in Y in 3 % in ¥ in 30° Cleveland 4LE98 Yin 1 %e in 5 ¥8 In Yin 30° Cleveland 437294 
Ya in ¥ In 3 ¥% In ¥ in 30 ° Cleveland 4LU10 % in 1 %e6 in 5 in ¥ in 30 ° OSG 39DM08 
¥ In Ya in 3 % in ¥ in 30 ° Cleveland 4LU14 % in 1% in 6 Y% In % in 30 ° Cleveland 437296 
Y in 1 in 4% in Y in ou” OSG 2TXC4 1 in 1 In 6 ¥% In 1 In a Cleveland 437298 
¥ in 1% In 5 ¥% In Yin 30 ° OSG 2TXD5 4 Flutes 
1 in 1 “in 6 % in 1 in 30 ° Cleveland 4LU26 Ye In ¥e In 3 Ye in ¥ in 30 ° Cleveland 310035 
1 in 1 “In 6 % In 1 in 3u” OSG 2MYA9 He in Y in 3 % in ¥ in 30 ° Cleveland 310042 
TICN Finish Ya in ¥ In 3% In ¥ in 307 Cleveland 310046 
2 Flutes % in Yin 3% in ¥ in = (te Cleveland 310052 
Yin Ve in 2 in Ve in 30 ° Cleveland 438M53 Y% in 1 in 4 Ve in Y In 30 ° Cleveland 310055 
Yin ¥s In 3 Ye in ¥s In 30 ° Cleveland 2NFY1 % in 1 ¥%in 5 ¥% In ¥ in ou: Cleveland 310060 
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Miniature High-Performance Roughing/ 








Finishing Carbide Square End Mills ee 
uy 2 Flutes 
Length Overall Neck Item No. 54FC50 
Milling Dia. —_ of Cut Length Shank Dia. Length Neck Dia. Brand No. 
Bright (Uncoated) Finish 
2 Flutes 
0.0100 in Yea in 1 %in ¥ in — 0.0100 in Micro100 54FC50 
Ye in ¥30 in 1 %in Ye in ¥30 in ¥%a in Micro100 54FD43 
Ye in ¥30 in 1 %in Ye in VY in ¥%a in Micro100 54FD45 
Ye in ¥30 in 1 %in Ye in 2%4 in ¥%a in Micro100 54FD47 
Ye in ¥32 in 2 in Yin 174 in ¥%a in Micro100 54FD49 Length Overall Neck Item 
Yo in ¥64 in 1 %in ¥e in = ¥2 in Micro100 54FC90 Milling Dia. of Cut Length ShankDia. Length NeckDia. Brand No. 
Yao in ¥a in 1 %in Ye in 1Y49 in Yao in Micro100 54FC96 nACRo Finish 
Yao in ¥a in 1 %in Ye in — Yo in Micro100 54FC98 2 Flutes 
Yao in ¥a in 1 %in Ye in Ae in Yao in Micro100 54FD05 ¥ in Ye in 2 in He in % in a in Micro 100 54FD91 
Yao in Ye in 1 %in Ye in — Yao in Micro100 54FD07 ¥ in Ye in 2 in He in ¥% in a in Micro 100 54FD99 
Yao in Ye in 1 %in Ye in Yea in Yao in Micro100 54FD09 ¥ in ¥ in 3 in He in 1% in %a in Micro 100 54FD95 
Ya in Yea in 1 %in Ye in — Ya in Micro100 54FC62 Ye in %a in 1 %in ¥ in — Ye in Micro 100 54FD51 
Yea in Yea in 1 %in Ye in a in Ya in Micro100 54FC64 Me in %a in 1 %in ¥e in Ye in Ye in Micro 100 54FD53 
Ya in Yea in 1 %in Ye in 72 in Ya in Micro 100 54FC66 Ye in a in 1 %in Y in %o in Ye in Micro100 54FD55 
Ya in Yea in 1 %in Ye in 1Yé4 in 0.0140 in Micro100 54FC60 Ye in %a in 2 in ¥e in 3¥64 in Ye in Micro 100 54FD57 
Ya in Yao in 1 %in Ye in 1¥64 in Ya in Micro100 54FC72 Ye in %a in 2 in Ye in 2940 In Ye in Micro 100 54FD59 
Yea in Yo in 1 %in Ye in ¥%a in Ya in Micro100 54FC78 ¥30 in Ye in 1 %in ¥e in — Yea in Micro 100 54FD83 
Ya in ¥a in 1 %in Ye in — Ya in Micro100 54FC82 ¥30 in Ye in 1 %in ¥ in ¥% in Yea in Micro 100 54FD87 
Ya in Ya in 1 %in Ye in ¥a in Ya in Micro100 54FC84 330 in Ye in 2 in Yin % in Yea in Micro 100 54FD81 
Ya in ¥a in 1 %in Ye in 264 in Ya in Micro100 54FC88 330 in Ve in 2 in ¥e in ¥% in Yea in Micro 100 54FD89 
¥%a in Ye in 1 %in Ye in — ¥%a in Micro100 54FD23 ¥%a in Ye in 1 %in Ye in 1¥q4 in Yo in Micro 100 54FD19 
¥%a in Ye in 1 %in ¥ in ¥ in ¥%a in Micro100 54FD25 Yea in %a in 1 %in ¥ in — Ye in Micro 100 54FD61 
¥%a in Yea in 1 %in Ye in — ¥%a in Micro100 54FD31 Yea in a in 1 %in ¥e in ¥zo in Ye in Micro 100 54FD65 
¥%a in Yea in 1 %in Ye in a in ¥%a in Micro100 54FD33 Ya in %a in 2 in ¥ in 172 in Ye in Micro100 54FD67 
¥%a in Yea in 1 %in Ye in Yin ¥%a in Micro100 54FD35 Ya in a in 2 in ¥ in 25/9 in Ye in Micro 100 54FD69 
¥%a in Yea in 2 in Ye in 20 in ¥%a in Micro100 54FD39 Ya in Ye in 1 %in ¥e in ¥ in Yea in Micro 100 54FD73 
Diamond Finish Yea in Ye in 1 Yin Ye in 1%a in Yea in Micro100 54FD75 
2 Flutes Yea in Ye in 1 Yin Ye in — 5964 in Micro100 54FD71 
1.00mm 4.00mm 45.00mm 3.00mm 495mm  0.95mm OSG 35CD52 Yea in Ye in 2 in Ye in 33%4 in Yea in Micro 100 54FD77 
2.00mm 10.00mm 45.00mm 3.00mm 11.95mm  1.95mm OSG 35CD53 Yea in Y in 2 in ¥ in 4%q in Yea in Micro 100 54FD79 
3.00mm 15.00mm 50.00mm 3.00mm — OSG 35CD54 TiAIN Finish 
4 Flutes 2 Flutes 
050mm 2.00mm 40.00mm 300mm 8.00mm  0.48mm OSG 35CE09 050mm 0.70mm 60.00mm 600mm 2.50mm  0.45mm OSG 35CJ89 
1.00mm 3.00mm 40.00mm 3.00mm 8.00mm  0.96mm OSG 35CE10 060mm 0.90mm 60.00mm 600mm 3.00mm  0.55mm OSG 35CJ90 
150mm 5.00mm 45.00mm 3.00mm 800mm _~ 1.43mm OSG 35CE11 2.00mm 3.00mm 60.00mm 600mm _ 10.00mm = 1.95mm OSG 35CK01 
2.0mm 600mm 45.00mm 3.00mm 800mm 1.91mm OSG 35CE12 250mm  3.70mm 60.00mm 6.0mm 12.50mm 2.40mm OSG 35CK03 
3.00mm 12.00mm 45.00mm 3.00mm — OSG 35CE13 ¥0 in ¥%a in 2 Yin Yq in 16 in Yea in OSG 35CK02 
Ye in Ye in 3 in Ye in Ae in ¥%a in OSG 35CD65 4 Flutes 
¥32 in ¥30 in 3 in ¥30 in 150 in Ya in OSG 35CD66 3.00mm 450mm 70.00mm 6.00mm 15.00mm 2.85mm OSG 35CK25 


= 


Miniature High-Performance Finishing 
Powdered-Metal Square End Mills 


Milling Dia. Length of Cut Length Shank Dia. List No. No. 


TiN Finish 

2 Flutes TIN Finish 
Yea" eq" 17% He 673 35DA61 2 Flutes 
Ye" Ye" 17%" Vie" 673 35DA62 No. 35DAG61 
64" 19%," 1%" 16" 673 35DA63 
¥30" ¥30" 17%" 16" 673 35DA64 
Fa" 2%q" 1%" He" 673 35DA65 

4 Flutes 
Ye" 3/30" 13/4" Ye" 676 35DA71 
Ye" 6" 1%" 16" 677 35DA76 
¥30" 6a" 13/4" 16" 676 35DA72 
¥30" ¥30" 17%" 16" 677 35DA77 


Ball end mills have a rounded nose and create a round-bottomed groove in milling tasks. Also known as 
ball-nose end mills, they are used to make round-bottomed slots and pockets or mill complex shapes 
without sharp corners. 


General purpose end mills are intended for milling a wide variety of common materials. 


High-performance end mills are used in production milling. =. 
Roughing end mills remove large amounts of material from a workpiece more quickly than roughing/ . _ = 
finishing and finishing end mills. 


Roughing/finishing end mills remove large amounts of material and create a smooth finish on the work- 
piece at the same time. 


Finishing end mills create a finer finish on the workpiece than roughing and roughing/finishing end mills. 
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Bright (Uncoated) Finish 

















Solid Carbide Tools 


3g KYOCERA 


AN 


MONSTER 


WIDIA HANITA” pce 


ICRO 100 


super carbide tools 


Scan. Order. Done. 
Details on page A1. 


CLEVELAND 











a sac eriecaae Roughing/Finishing Carbide Ball End Mills 
Overall Item Overall Item 
Milling Dia. Length of Cut Length Shank Dia. _ Helix Angle Brand No. Milling Dia. Length of Cut Length Shank Dia. _ Helix Angle Brand No. 
AlTin Finish Ya in 1 Yin 4 in Yin 3G” Cleveland 32ZX20 
2 Flutes 1 in 2 In 5 in 1 In 30° 35C0G37 
¥e in 3 in 4 in ¥ in 30 ° SGS Tool 41AW55 1 in 2 V4 in 5 in 1 in 38 ° Cleveland 32ZX21 
3 Flutes TiAIN Finish 
Yq in 3 in Yin 30° Monster 55HL33 2 Flutes 
Ya in 3 In 4 in Ya in 30 ° Kyocera 412P40 Ye in Ye in 3 in Ya in 30 ° OSG 30CL69 
Yo in 1 in 3 in Y in 30 ° Monster 55HL41 ve In 732 In 3 In Yin 30 ° OSG 359CL11 
Yq in 1 Yin 4 in Yin a0" Monster 55HL45 Ye In YW In 3 In Ya in 30* OSG 35CK72 
1 in 1 %in 4in 1 in 30 ° Monster 55HL27 He in ¥32 in 3 Y2" “6 in ou OSG 359CL14 
4 Flutes He in 3 in 3 In Yin 30 ° OSG 39CK77 
Vie in 3 in 2 in Ve in 30 ° Monster 55HK90 Ye in 3 In 4 in Yin 30 ° OSG 35CL44 
Yq in 1 Yin 4 in 1 in 30° Monster 55HK86 % in 1939 In 4 in Y In 30 ° OSG 39CL21 
¥s in 1 in ¥ In 30 ° Monster 55HK96 ¥% in 3 In 4 in ¥ in 307 OSG 35CK89 
6 Flutes Y in 1 in 4in Y in 30 ° OSG 39CK93 
Yq in Yea In Ya in 20° Widia Hanita 287NW9 3.50mm 3 In 50.00mm 6.00mm 3U ° OSG 35CL70 
¥g in Yeq in ¥% in 20° Widia Hanita 287NX0 3.50mm 3 In 70.00mm 6.00mm he OSG 35CL42 
Y% in Yq in 4in Y% in 20° Widia Hanita 48JN91 3.50mm 8.00mm 70.00mm 6.00mm Bu” OSG 39CK73 
Y% in Yea in 4in % in 20° Widia Hanita 287NX1 4.00mm 3 In 50.00mm 6.00mm ou? OSG 35CL71 
Y% in 3 in 4 in % in 20" Widia Hanita 48JN82 4.00mm 8.00mm 90.00mm 6.00mm 30 ° OSG 35CL13 
¥8 In Yo In ¥ In 20 ° Widia Hanita 287NX2 450mm 10.00mm 80.00mm 6.00mm 30 OSG 39CK7/6 
¥3 In 3 In ¥ In 20" Widia Hanita 48JN86 5.00mm 3 In 80.00mm 6.00mm ou” OSG 35CL45 
Yq in V0 In 5 in Yin 20° Widia Hanita 287NX3 5.00mm 10.00mm 110.00mm 8.00mm 30 ° OSG 35CL16 
1 in V0 In 1 in 20.” Widia Hanita 287NX4 5.50mm 12.00mm 90.00mm 6.00mm = (ie OSG 35CK79 
Bright (Uncoated) Finish 6.00mm 6.00mm 90.00mm 6.00mm 30 ° OSG 30CL74 
2 Flutes 6.00mm 6.00mm 90.00mm 6.00mm 30" OSG 35CL46 
Ve in 3 in 1¥," Ve in 30° OSG 39C0G32 6.00mm 12.00mm 90.00mm 8.00mm 30 ° OSG 39CL17 
Ve in 3 in 22" ve in 15 OSG 35CY68 6.50mm 14.00mm 90.00mm 8.00mm 30 ° OSG 35CK81 
He in ¥30 In 4in He in 15” OSG 35CY70 7.00mm 14.00mm 90.00mm 8.00mm 30 ° OSG 35CK82 
Yin Ya in Ya in 20° Micro 100 54ET7/1 8.00mm 14.00mm 120.00mm 10.00mm 30 ° OSG 39CL20 
Yin Yin 3 In Ya in 20° Micro 100 54ET65 8.50mm 18.00mm 100.00mm 10.00mm 30 ° OSG 35CK86 
Yin 3 In 4 in Ya in 15 OSG 35CY73 9.00mm 18.00mm 100.00mm 10.00mm 30” OSG 35CK87 
¥3 in %e in 4in ¥ in 15” OSG 35CY76 9.50mm 18.00mm 100.00mm 10.00mm 30° OSG 35CK88 
Y in 3 in 5 in Y in Jor OSG 35CY81 10.00mm 18.00mm 100.00mm 10.00mm 30” OSG 35CK90 
¥8 in Me in 6 in ¥ In 1h” OSG 35CY84 10.00mm 18.00mm 130.00mm 12.00mm Oa OSG 35CL23 
Ya in 1 Yin 6 in Ya in 15° OSG 35CY87 11.00mm 22.00mm 100.00mm 12.00mm 30 ° OSG 39CK91 
1 in 1 Yin 6 in 1 in 1a OSG 35CY66 12.00mm 22.00mm 110.00mm 12.00mm 30 ° OSG 39CK92 
4.00mm 6.00mm 63.00mm 4.00mm ie OSG 35CY69 13.00mm 26.00mm 110.00mm 16.00mm 30° OSG 35CK94 
5.00mm 7.50mm 63.00mm 5.00mm 15 OSG 35CY71 14.00mm 26.00mm 110.00mm 16.00mm ou” OSG 39CK95 
6.00mm 9.00mm 100.00mm 6.00mm 1 OSG 35CY72 15.00mm 3 in 110.00mm  16.00mm ou” OSG 39CK96 
8.00mm 12.00mm 100.00mm 8.00mm 15° OSG 35CY75 16.00mm 3 in 140.00mm  16.00mm 30” OSG 39CK97 
10.00mm 15.00mm 100.00mm 10.00mm or OSG 35CY77 18.00mm 3 in 140.00mm 20.00mm 30° OSG 39CK98 
11.00mm 16.50mm 127.00mm 11.00mm 15° OSG 35CY78 20.00mm 3 in 160.00mm 20.00mm 30 © OSG 39CK99 
12.00mm 18.00mm 127.00mm 12.00mm 1 OSG 350CY80 25.00mm 3 in 180.00mm 25.00mm 3U © OSG 35CL01 
14.00mm 21.00mm 127.00mm 14.00mm 15° OSG 35CY82 4 Flutes 
16.00mm 24.00mm 152.00mm 16.00mm ie OSG 39CY85 Yin Y in 2 in Yin oa” Widia Hanita 48HZ27 
18.00mm 2/.00mm 152.00mm 18.00mm 15° OSG 30CY86 He in ‘Ae in 2 in Ye in 38 ° Cleveland 33GE67 
20.00mm 3 in 152.00mm 20.00mm 15 OSG 3OCY88 He in 3 in 24" He in 30” OSG 35CJ01 
3 Flutes Ya in 3 in Ya in 38 ° Widia Hanita 48HZ29 
Hie in "6 in 2 in He in 30 ° OSG 39C0G33 Ae in 3 In “16 in 38 ° Widia Hanita 48HZ30 
1 in 1 Yin 4 in 1 in 30 ° Monster 55HL26 ¥ In Y In 4 in ¥ In 38 ° Widia Hanita 48JE15 
4 Flutes ¥ in in 22" ¥ In Oo OSG 35CJ04 
Ye in Y in Ye in 30 ° Monster 55HK87 Y in 1 Y% in 3 In Y in 35” OSG 35CJ07 
Ye in 3 in 1," Ve in ot Cleveland 32ZX11 Y in 1 in 3 in Y in 30” OSG 35CJ06 
Vie in 3 in 2 in Ve in 30." Monster 55HK89 Y% in 3 In 3 Y In oo Cleveland 33GE72 
Yq in 1 Yin 4 in 1 in 30° Monster 55HK85 Y in 3 In 5 in Y in 30” Widia Hanita 48JE16 
Ya in 3 in 22" Ya in 30” Cleveland 322ZX13 ¥ In 1 Yin 3 Y2" ¥ In 38 ° Cleveland 33GE74 
¥ in % in 22" ¥ in 38 ° Cleveland 32ZX15 ¥ In 3 in 6 in ¥ In 38 ° Widia Hanita 48JE17 
¥g in 1 in 22" ¥ in 30” OSG 33PA43 Ya in 1 Yin 4 in Yin 30” OSG 35CJ09 
Y in 1 Y% in 3 in Y in 30° OSG 33PA44 Yin 1 in 6 in Yin 38 ° Widia Hanita 48JE18 
Y in 3 in a Y in 38 ° Cleveland 32ZX17 1 in 1 Yin 4 in 1 in 30” OSG 35CH97 
%3 In 1 ¥8 In 34" ¥ In 30 ° OSG 39CG36 1 in 1 Yin 6 in 1 in 38 ° Widia Hanita 48JE19 
8 in 1 Y% in 342" ¥ In 38 ° Cleveland 32ZX19 1 Y% in 2 V4 in 5 in 1% In oo” OSG 35CH98 
Yin 1 ¥ in 4 in Yq in 30° OSG 33PA45 1 in 2 V4 in 5 in 1 in 38 ° Cleveland 33GE/6 
3 = <> sawn fim ([ucrotoo] ONSRUD pose WIDIA ANITA” 
Bright (Uncoated) 
oo. General Purpose Finishing Carbide Ball End Mills 
Overall Item Overall Item 
Milling Dia. Length of Cut Length Shank Dia. _ Helix Angle Brand No. Milling Dia. Length of Cut _ Length Shank Dia. Helix Angle Brand No. 
Bright (Uncoated) “6 in 1 Yin 3 In %e in 30” Cleveland 33FX82 
2 Flutes “6 in 1% in 4in Ye in 30 ° Gorilla Mill | 36PA40 
Ye in Yin 1¥," Ve in 30” Cleveland 33FX59 ¥ in Y% in 22" ¥% In 40° Onsrud 4XYU7 
Ve in Y in 1¥," Ve in Bo” Cleveland 33FX60 ¥e In Y in 4 in ¥ In 40° Onsrud 4XZK1 
Ve in 3 In 24" Ve in 30°" Gorilla Mill 36NU22 ¥e In Y in 5 in ¥ In 40° Onsrud 4XZR5 
Ve in 3 in 24" Ve in ga” Cleveland 33FX61 ¥e In in 22" ¥ In 30” Gorilla Mill 36NY98 
Ve in 3 In 3 in Ye in 30 ° Gorilla Mill |= 36NU30 ¥e In 1 in 22" ¥ in 30” OSG 21XP1 
¥32 In Yin 2 in He in 30 ° Gorilla Mill 36PC17 ¥e In 1 Yin 3 In ¥ In oa” Cleveland 33FX86 
¥32 In %6 in 2 in Ae in che Cleveland 33FX64 ¥e In 1% In 4 in ¥% in 35° Cleveland 33FX87 
Hie in 1 Yin 3 in He in 3a Cleveland 33FX69 ¥e In 1 Yin 4 in ¥ in 40° Onsrud 4XYZ2 
He in 1 Yin 4 in He in 30 ° Gorilla Mill 36NW20 ¥ In 2 in 4 in ¥ in 30” Gorilla Mill 36NZ23 
Vie in 3 in 2in Ve in 35° Cleveland 33FX66 ¥e In 3 In 2 In ¥% in 350” Cleveland 33FX84 
He in 3 In 2 in He in ci Cleveland 33FX6/ ¥e In 3 in 6 in ¥ In 30 ° Gorilla Mill 36NZ19 
He in 3 in 242" Ae in ga” Cleveland 33FX68 140 In 1 in 274" Ae in 30” OSG 30L905 
1Y64 in 3 in 2" Yin bie Cleveland 33FX70 2%a in 1 In 3 In Y% In aU OSG 30L919 
VY in Ve in 3 in Ya in 30 ° Micro 100 14K673 Y in ¥ in 4 in Y in 30 ° Micro 100 14K691 
Y in Y in 2 in Ya in 35°" Cleveland 33FX73 Y in 1 in 3 In Y in 30” OSG 2TXP5 
Y in 1% in 22" Yin 40° Onsrud 4XYY8 Y in 1 Yin 4 in Y in 30 ° Gorilla Mill §36NN90 
Yq in 1 Yin 3 In Ya in hi Cleveland 33FX75 Y in 1 in 4in Y in 30° Gorilla Mill §36NP07 
Yq in 1 %in 4 in Yin 30° Gorilla Mill 36NR72 Y in 1 in 6 in Y in 30° Gorilla Mill 36NN98 
Yin 1 Yin 4 in Yin 35 ° Cleveland 33FX76 Y in 2 in 4 in Y in 35° Cleveland 33FX95 
Yin 3 in 2 in Ya in 40° Onsrud 4XYW6 Y in 3 in 22" Y in 30” Cleveland 33FX93 
Yq in 3 in 2in Yin 40° Onsrud 4XYU3 Yo in 3 in 3 in Y in 40° Onsrud 4XxYV1 
Yq in 3 in 22" Ya in 30 ° OSG 2TXN6 Y in 3 in 4 in Y in 40° Onsrud 4XZK4 
Yq in 3 in 22" Ya in 30” Cleveland 33FX74 3¥64 in 1 % in 3" %e in 30° Gorilla Mill 36NX33 
“ie in Y in 2 in “Ae in 30-” Cleveland 33FX80 ¥ in 1% in 3% ¥% In 30 ° OSG 30L938 
%e in 16 in 22" Ae in 30 ° OSG 30L874 
He in 7 in 215" %e in 35° Cleveland 33FX81 | CONTINUED | } 
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General Purpose Finishing 
Carbide Ball End Mills 


Milling Dia. Length of Cut 
Bright (Uncoated) (Cont.) 


2 Flutes (Cont.) 


¥s In 
¥s In 
¥3 In 
¥s In 
¥s In 
Yq in 
Yq in 
Yq In 
Yq In 
Yq in 
Yin 
Yin 
Yin 
1 in 
1 In 
1 in 
1 in 
1 in 
1 in 
1 in 
3.50mm 
4.00mm 
4.00mm 
4.00mm 
4.50mm 
6.00mm 
6.00mm 
6.00mm 
7.00mm 
9.00mm 
10.00mm 
11.00mm 
12.00mm 
16.00mm 
20.00mm 
22.00mm 
25.00mm 
TAIN 
2 Flutes 
¥% in 
¥% in 
¥ in 
¥%a in 
¥32 In 
1V64 in 
V6 in 
Ve in 
¥6 in 
V6 in 
1¥64 In 
9 in 
19%4 In 
Yin 
Yin 
Yin 
1a In 
¥39 in 
Vie in 
Vie in 
Vie in 
Vie in 
sein 


450mm 


1% in 
1 ¥% In 
2 Vain 
2 in 
3 in 
1 in 
1 Yin 


14.00mm 


Overall 
Length 


342" 
4 in 
5 in 
6 in 
6 in 
3 in 
4 in 
4in 
5 in 
5 in 
6 in 
5 in 
6 in 
7 in 
o In 


102.00mm 


11" 
17" 
3 in 


6 in 
51.00mm 
51.00mm 
51.00mm 
51.00mm 


Shank Dia. 


¥s In 
¥s In 
¥s In 
¥s In 
¥s In 
Yq in 
Yq in 
Yq in 
Yq in 
Yin 
Yin 
Yin 
Yin 
1 in 
Tin 
Tin 
1 in 
1 in 
1 in 
1 in 
4.00mm 
6.00mm 
6.00mm 
4.00mm 
5.00mm 
6.00mm 
6.00mm 
6.00mm 
8.00mm 
10.00mm 
10.00mm 
11.00mm 
12.00mm 
16.00mm 
20.00mm 
22.00mm 
25.00mm 


¥ in 
Ye in 
ve in 
Vie in 
Vig in 
V6 in 
Vie in 
V6 in 
V6 in 
Ve in 
Yq in 
Yq in 
Yq in 
Yq in 
Yq in 
Yq in 
Vie in 
Vie in 
Vie in 
Vie in 
Vie in 
Ve in 
Vie in 
¥s in 
Ys in 
¥s in 
¥s in 
¥s in 
¥ in 
Ag in 
“6 in 
“6 in 
Y% in 
Y in 
Yo in 
Yq in 


Helix Angle 


30° 
40° 
40° 
30 ° 
40° 
40° 
30 ° 
40° 
39° 
40° 
30 ° 
40° 
35° 
40° 
30° 
40° 
30 ° 
30° 
40° 
30° 


General Purpose Roughing/ 


Finishing Carbide Ball End Mills wo.sr. 


= 30° helix angle 


Milling Dia. 
AlTin Finish 


2 Flutes 
Yq in 
Yq in 
Yq in 
Yq in 
Yq in 
¥s in 
¥s in 


Overall 
Length of Cut Length Shank Dia. 

Yo in 2 in Yin 

Yo in 4 in Yin 
1% In 3 In Yq in 
1% in 4in Yin 
1% In 6 In Y In 

1 in 22" ¥% in 
1% In 4 in ¥% in 


Additional End Mill sizes, materials, and coatings are available on Grainger.com®. | 


Brand 


Cleveland 
Onsrud 
Onsrud 

Gorilla Mill 
Onsrud 
Onsrud 

Gorilla Mill 
Onsrud 

Cleveland 
Onsrud 

Gorilla Mill 
Onsrud 

Cleveland 
Onsrud 

Cleveland 
Onsrud 

Gorilla Mill 

Cleveland 

Onsrud 
Gorilla Mill 
OSG 
Micro 100 
Micro 100 
OSG 
OSG 
Micro 100 
Micro 100 


Micro 100 
OSG 
Micro 100 
OSG 
OSG 


OSG 
OSG 


Cleveland 
OSG 
OSG 

Cleveland 

Cleveland 

Cleveland 
OSG 
OSG 

Cleveland 

Cleveland 

Cleveland 

Cleveland 

Cleveland 

Cleveland 

Cleveland 

Cleveland 

Cleveland 
OSG 

Cleveland 
OSG 

Cleveland 

Cleveland 

Cleveland 
OSG 

Cleveland 

Cleveland 

Gorilla Mill 

Cleveland 

Gorilla Mill 
OSG 
OSG 

Cleveland 
OSG 

Cleveland 

Cleveland 

Cleveland 
OSG 

Cleveland 
OSG 
OSG 
OSG 
OSG 


Brand 


Monster 
Micro 100 
Monster 
Monster 
Monster 
Monster 
Monster 


A 


CLEVELAND 














[Micro too] ONSRUD 


super carbide tools ONSRUD CUTTER LP 





pose WIDIA HANITA a 


Item Overall Item 
No. Milling Dia. Length of Cut _Length Shank Dia. _ Helix Angle Brand No. 
9.00m 16.00mm 21.00mm 9.00mm 30 ° OSG 30L843 
6. 00mm 19.00mm 64.00mm 6.00mm 30 ° OSG 30L857 
33FY01 7.00mm 19.00mm 64.00mm 8.00mm 30 ° OSG 30L865 
4XYX6 8.00mm 21.00mm 64.00mm 8.00mm 30 ° OSG 30L879 
4XYZ8 9.00mm 22.00mm 70.00mm 10.00mm 30 ° OSG 30L891 
36PC61 11.00mm 29.00mm 70.00mm 11.00mm 30° OSG 30L914 
4XZT2 16.00mm 3 In 89.00mm 16.00mm 30 ° OSG 30L943 
AXYV8 18.00mm 3 In 102.00mm_ —-18.00mm ou” OSG 30L951 
36NX49 20.00mm 3 In 102.00mm_ —-20.00mm 30 ° OSG 30L957 
4XYY1 22.00mm 3 In 102.00mm_ —-22.00mm 30 ° OSG 30L961 
33FY06 20.00mm 3 in 102.00mm_ —-25.00mm Oia OSG 30L966 
4XZA3 4 Flutes 
36NX57 Ye in Y% in Ye in 30 ° OSG 04LJ39 
4XZP4 Ye in Ya in 1%" Ye in 30 ° OSG 21X71 
33FY07 Yin 1 in 3 in ¥ in 30 ° OSG 04LJ61 
4XZU1 Ye in 3 in ¥ in 30 ° OSG 94LJ52 
33FY12 Ye in 3 In ¥e In 30” OSG 04LJ6/ 
AXYY5 Ye in 3 In 2 In Ye in 30 ° Cleveland 33GL48 
36NM21 32 In 3 in 2 in 16 In 30.” Cleveland 33GL52 
33FY13 He in 1 in 4 in 16 in 30 ° Widia Hanita 48HA94 
4XZA7 Hie in 3 in 16 in 30 ° Widia Hanita 48HA91 
36NM13 Ye in 3 in 2 in 16 in 30 ° OSG 04LJ41 
30L821 Hie in 3 in 2 in 16 in 30” Cleveland 33GL55 
14K744 Hie in 3 in 2 in 16 in 30 ° Widia Hanita 48HA92 
14M588 32 in 3 in 2" Ya in 30 * Cleveland 33GL60 
30L829 Ya in Y in 2 in Ya in 30 ° Widia Hanita 48HA98 
30L837 Ya in 1 %in 3 in Ya in 30 ° OSG 04LJ54 
14K758 Ya in 1 %in 4 in Ya in BU Widia Hanita 48HCO02 
14K762 Ya in 1 %in 4 in Ya in 30 ° OSG 04LJ63 
30L856 Ya in 1 in 4 in Ya in 30 ° Cleveland 33GL64 
30L864 Ya in 3 in Ya in 30 ° Widia Hanita 48HA99 
30L890 Ye in Yin 2 in “6 in 30 ° OSG D4LJ44 
14K798 Ve in ge in 2" “6 in 30 ° OSG 21X19 
30L913 Ye in in 2" “6 in 30 ° Cleveland 33GL71 
14K813 Ye in 1% in 3 in %6 in 30" Widia Hanita 48HCO08 
30L942 Ye in 1% in 4 in “6 in 30 ° Cleveland 33GL73 
30L956 2¥64 IN in 20 ¥e In 30 ° Cleveland 33GL74 
30L960 ¥e In in 2" ¥e In 30 ° Gorilla Mill —36NZ04 
30L965 ¥e In 1 in 2" ¥e In 30.” OSG 2TXU2 
¥e In 1% in 3 in ¥e In 30 ° Widia Hanita  48HC13 
¥e in 1% In 4 in ¥ in 30 ” OSG 04LJ65 
33GH27 ¥ in 1 in 4 in ¥ in 30 ° Widia Hanita 48HC11 
30L818 ¥ in 1% In 6 in ¥e in 30 © Cleveland 33GL78 
04LJ58 ¥e in 1 Yin 6 in ¥ in BU Widia Hanita 48HC14 
33GH31 ¥e in 3 in 2 in ¥ in 30 ° Cleveland 33GL75 
33GH32 ¥e In 3 In 6 in ¥a In 30 ° Gorilla Mill 36NZ20 
33GH33 Ae in 1 in Yin BU Widia Hanita 48HC15 
94LJ59 Ae in 3 in 6 in ”e in 30 ° Cleveland 33GL85 
30L839 Yin 1 in 3 in Yo in 30 ° OSG 2TXU4 
33GH34 Yin 1 in 4 in Yo in 30 ° Widia Hanita 48HC16 
33GH36 Yin 1 %in 6 in Yin 30 ° Widia Hanita 48HC18 
33GH38 Yin 2 in Yo in 30.” Widia Hanita 48HC19 
33GH39 Yin 3 in 6 in Yo in 30 ° OSG 04LJ66 
33GH40 Ve in 1% In %6 in 30 ° Widia Hanita 48HC22 
33GH41 ¥ In 1% in % in 30 ° Widia Hanita 48HC24 
33GH43 ¥ In 1% In oe % in 30° OSG 2TXU6 
33GH42 ¥ In 2 Ya in 2 in % In 30 ° Widia Hanita 48HC25 
33GH46 ¥ In 3 in 3 in ¥ in 30” Widia Hanita 48HC23 
30L869 % In 3 in 6 in ¥ in 30 ° Cleveland 33GL96 
33GH48 Ye in 1% In 4 in ¥4 in 30” OSG 30M154 
30L875 ¥4 in 1 in 3 in ¥4 in 30 Widia Hanita  48HC27 
33GH49 ¥4 in 1 %in 4 in ¥4 in 30 ° OSG 2TXU8 
33GH50 ¥4 in 3 in 6 in ¥4 in 30 ° Widia Hanita 48HC29 
33GH51 1 in 1 %in 4 in Tin 30 ° OSG 2TXR8 
2TXP3 1 in 3 in 6 in 1 in 30 ° Cleveland 33GM07 
33GH56 3.00mm 12.00mm 21.00mm 4.00mm 30 ° OSG 30M011 
33GH59 4.00mm 14.00mm 21.00mm 4.00mm 30 ° OSG 30M021 
36NZ28 4.50mm 14.00mm 21.00mm 9.00mm 30 ° OSG 30M029 
33GH52 9.00mm 16.00mm 91.00mm 9.00mm 30 ° OSG 30M035 
36NZ16 6.00mm 19.00mm 64.00mm 6.00mm 30 ° OSG 30M051 
30L906 7.00mm 19.00mm 64.00mm 8.00mm 30 ° OSG 30M061 
30L916 8.00mm 21.00mm 64.00mm 8.00mm 30 ° OSG 30M075 
33GH5/ 9.00mm 22.00mm 70.00mm 10.00mm 30 ° OSG 30M087 
2TXP7 10.00mm 29.00mm 70.00mm 10.00mm 30 ° OSG 30M102 
33GH63 11.00mm 20.00mm 70.00mm 11.00mm 30 ° OSG 30M114 
33GH61 12.00mm 29.00mm 76.00mm 12.00mm 30 ° OSG 30M130 
33GH73 14.00mm 3 in 89.00mm 14.00mm 30 ° OSG 30M140 
30L809 18.00mm 3 In 102.00mm_ —-18.00mm 30 ° OSG 30M158 
33GH80 22.00mm 3 in 102.00mm_ —-22.00mm 30 ° OSG 30M168 
30L822 20.00mm 3 in 102.00mm —25.00mm ou” OSG 30M174 
D4LJ49 TiCN 
30L830 4 Flutes 
30L838 ¥e In in 2" ¥e In 30 ° Gorilla Mill 36NZ05 
QQ as TE. 4 Flute 
ICRO 100 a i ee 
Item Overall Item 
No. Milling Dia. Length of Cut Length Shank Dia. Brand No. 
¥e in 1% in 6 In ¥e in Monster 19LT39 
¥e in 3 In 2 In ¥e In Monster 19LM50 
19LM45 Yin 1 ¥% in 4 in Yin Monster 19LR89 
16F671 Yo in 1 in 6 in Yin Micro 100 16F687 
19LR81 Yin 2 in 4 in Yin Monster 19LR91 
19LT31 Yo in 3 In 2¥2" Yin Monster 19LM54 
ae Yin 1 in 3 in ¥4 in Monster 19LM58 
4) 
191742 | CONTINUED | } 
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MACHINING Scan. Order. Done. 
End Mills Details on page A1. 
. | CONTINUED For more information on end mills, see page 2277. See page 2287 for more information on ball end mills. 
\ ' ax 
it it it it it it MS] 
General Purpose Roughing/Finishing Carbide Ball End Mills a=. G21 S Uyu 
Overall Item Overall Item 
Milling Dia. Length of Cut Length Shank Dia. Brand No. Milling Dia. Length of Cut Length Shank Dia. Brand No. 
AlTin Finish (Cont.) 11.00mm 16.00mm 64.00mm 11.00mm OSG 39CX75 
2 Flutes (Cont.) 12.00mm 16.00mm 64.00mm 12.00mm OSG 39CX76 
Yin 3 in 6 in Yq in Monster 19LT55 12.00mm 25.00mm 76.00mm 12.00mm Monster 19LR52 
1 in 1 in 4 in 1 in Monster 19LN88 12.00mm 76.00mm 153.00mm 12.00mm OSG 35CY60 
1 in 2 Yin 5 in 1 in Monster 19LR97 14.00mm 3 in 127.00mm 14.00mm OSG 35CY15 
1 in 3 in 6 in 1 in Monster 19LT61 14.00mm 76.00mm 153.00mm 14.00mm OSG 35CY61 
4.00mm 14.00mm 51.00mm 4.00mm Monster 19LP05 16.00mm in 102.00mm 16.00mm Monster 19LR56 
4.50mm 16.00mm 51.00mm 5.00mm Monster 19LP07 16.00mm 76.00mm 153.00mm 16.00mm OSG 35CY62 
5.00mm 16.00mm 51.00mm 5.00mm Monster 19LP09 18.00mm 3 In 102.00mm 18.00mm Monster 19LR58 
7.00mm 19.00mm 63.00mm 8.00mm Monster 19LP13 18.00mm 76.00mm 153.00mm 18.00mm OSG 35CY63 
9.00mm 22.00mm 63.00mm 10.00mm Monster 19LP17 20.00mm 3 in 127.00mm 20.00mm OSG 35CY20 
10.00mm 25.00mm 72.00mm 10.00mm Micro 100 16F590 22.00mm 3 in 102.00mm 22.00mm Monster 19LR62 
12.00mm 25.00mm 76.00mm 12.00mm Monster 19LP23 25.00mm 76.00mm 153.00mm 25.00mm OSG 35CY65 
16.00mm 3 in 102.00mm 16.00mm Monster 19LP27 TiAIN Finish 
18.00mm 3 In 102.00mm 18.00mm Monster 19LP29 3 Flutes 
22.00mm 3 in 102.00mm 22.00mm Monster 19LP33 Yin 3 in 2a" Yq in OSG 359CW06 
4 Flutes Y in 1 in 3 in Yo in OSG 39CW20 
Yin Yo in 2 in Yq in Monster 19LM92 4.50mm 14.00mm 51.00mm 5.00mm OSG 359CW48 
Yin Y in 4 in Yin Micro 100 16F673 7.00mm 19.00mm 64.00mm 8.00mm OSG 39CW54 
Ya in 1 ¥% in 3 in Yq in Monster 19LT06 8.00mm 21.00mm 64.00mm 8.00mm OSG 35CW56 
Yin 1% in 4 in Yq in Monster 19LT73 10.00mm 25.00mm 70.00mm 10.00mm OSG 35CW60 
Yin 3 in 22" Yq in Micro 100 16F497 11.00mm 25.00mm 70.00mm 11.00mm OSG 35CW62 
Yq in 3 in 2a" Yq in Monster 19LP79 14.00mm 3 in 89.00mm 14.00mm OSG 35CW66 
Yin 1 in 3 in Yo in Monster 19LP97 16.00mm 3 in 89.00mm 16.00mm OSG 359CW68 
Y in 1% in 4 in Yo in Monster 19LT14 20.00mm 3 in 102.00mm 20.00mm OSG 35CW72 
Y in 1% in 6 in Yo in Monster 19LT88 22.00mm 3 in 102.00mm 22.00mm OSG 35CW74 
Yin 1 in 6 in Y in Micro 100 16F689 25.00mm 3 In 102.00mm 25.00mm OSG 39CW76 
Ya in 2 in 4 in Yo in Monster 19LT16 TICN Finish 
Ya in 3 in 2a" Yo in Monster 19LNO02 2 Flutes 
Yq in 1 in 3 in Yin Monster 19LN06 Yin 1 %in 4 in Yin Monster 45Xws80 
Yin 1 in 4 in Yq in Monster 19LR11 YW in 3 in Ya in Monster 45XT29 
1 in 1% in 4 in 1 in Monster 19LR14 % in 1 in 3 in Y% in Monster 45XT52 
1 in 3 in 7 in 1 in Monster 19LU02 Y in 1 Yin 6 In Y in Monster 45XW94 
4.00mm 14.00mm 51.00mm 4.00mm Monster 19LR33 YIN 1 Yin 6 in Yq in Monster 45XX05 
450mm 16.00mm 51.00mm 5.00mm Monster 19LR35 3.50mm 12.00mm 51.00mm 4.00mm Monster 45XT76 
5.00mm 16.00mm 51.00mm 5.00mm Monster 19LR37 5.00mm 16.00mm 51.00mm 5.00mm Monster 45XT82 
6.00mm 19.00mm 63.00mm 6.00mm Monster 19LR40 10.00mm 22.00mm 76.00mm 10.00mm Monster 45XT92 
7.00mm 19.00mm 63.00mm 8.00mm Monster 19LR42 14.00mm 3 in 90.00mm 14.00mm Monster 45XT98 
8.00mm 20.00mm 63.00mm 8.00mm Monster 19LR45 18.00mm 3 in 102.00mm 18.00mm Monster 45XU03 
11.00mm 25.00mm 76.00mm 12.00mm Monster 19LR51 20.00mm 3 in 102.00mm 20.00mm Monster 45XU05 
12.00mm 25.00mm 76.00mm 12.00mm Monster 19LR53 4 Flutes 
14.00mm 3 In 90.00mm 14.00mm Monster 19LR55 Yin 1 Yin 3 in Yq in Monster 45XW56 
18.00mm 3 in 102.00mm 18.00mm Monster 19LR59 Yin 1 Yin 4 in Yq in Monster 45XX17 
22.00mm 3 In 102.00mm 22.00mm Monster 19LR63 ¥s In 1 in ¥e In Monster 45XV44 
25.00mm 3 in 102.00mm 25.00mm Monster 19LR65 ¥s In 1% In 4 in ¥e In Monster 45XX25 
Bright (Uncoated) Finish ¥e In 3 In 2 In ¥e In Monster 45XR85 
2 Flutes Yin 1 in 3 in Yo in Monster 45XV54 
Yin 3 in 2a" Yo in Monster 19LM53 Yin 1 Yin 4 in Yo in Monster 45XW64 
4 Flutes Yin 2 in 4 in Yo in Monster 45XW66 
Yq in Yo in 2 in Yq in Monster 19LM91 Y in 3 in Yo in Monster 45XR89 
Yq in Yo In 4 in Yq in Micro 100 16F672 Yin 3 in 6 in Yo in Monster 45XX33 
Yq in 1 Yin 3 in Yq in Monster 19LT05 ¥3 In 1 Y% in ¥s In Monster 45XV59 
Yq in 1% in 4 in Yq in Monster 19LT72 ¥3 In 3 in 6 in ¥s In Monster 45XX35 
Yq in 1 in 4 in Yq in Monster 19LT71 Yin 1 Yin 6 in Yq in Monster 45XX41 
Yin 1% in 6 in Yq in Monster 19LT74 Yq in 2 V4 in 5 in Yq in Monster 45Xw70 
Yin 3 in 2a" Yq in Micro 100 16F496 1 in 1 Yin 6 in 1 in Monster 45XX45 
Yq in 3 in 22" Yq in Monster 19LP77 1 in 3 in 6 in 1 in Monster 45XX43 
Yin 3 in 343" ¥s In OSG 350252 3.50mm 12.00mm 51.00mm 4.00mm Monster 45XV78 
¥% in in 2 ¥ in Micro 100 16F515 4.50mm 16.00mm 51.00mm 5.00mm Monster 45XV82 
¥ in 1 in 22" ¥ in Monster 19LP88 5.00mm 16.00mm 51.00mm 5.00mm Monster 45XV84 
¥ in 1% in 3 in ¥ in OSG 35CY10 7.00mm 19.00mm 63.00mm 8.00mm Monster 45XV88 
¥% in 1% in 4 in 3 in Monster 19LT80 8.00mm 20.00mm 63.00mm 8.00mm Monster 45XV90 
¥% in 3 in 2 in ¥ in Monster 19LM96 10.00mm 22.00mm 76.00mm 10.00mm Monster 45XV94 
¥ in 3 in 3" ¥8 In OSG 350256 11.00mm 25.00mm 76.00mm 12.00mm Monster 45XV96 
Ya in 1 in 3 in Yo in Micro 100 16F527 12.00mm 25.00mm 76.00mm 12.00mm Monster 45XV98 
Yin 1in 3 in Yo in Monster 19LP96 14.00mm 3 in 90.00mm 14.00mm Monster 45Xw01 
Y in 1 in 4 in Y in OSG 350258 18.00mm 3 in 102.00mm 18.00mm Monster 45XW05 
Yin 1 in 6 in Yo in Micro 100 16F688 20.00mm 3 in 102.00mm 20.00mm Monster 45Xw07 
Y in 3 in 2 Y in Monster 19LNO1 TiN 
Ya in 3 in 6 in Yo in Monster 19LT87 2 Flutes 
Ya in 3 in 6 in Yo in SGS Tool 41AW60 Ye in 1 in 3 in Ys in Monster 45XW73 
Yq in 1% in 4 in Yin Monster 19LR10 Yin 1 in 3 in Yo in Monster 45XT51 
Yq In 1% in 6 in Yin Monster 19LT97 Yin 2 in 4 in Yo in Monster 45XW41 
Yq in 2 V4 in 5 in Yq in Monster 19LT20 3.50mm 12.00mm 51.00mm 4.00mm Monster 45XT75 
¥ in 3 in 6 in Yq in OSG 35CY41 11.00mm 3¥0 In 19/39 In Monster 45XT93 
Yq in 3 in 7in Yin Monster 19LT95 12.00mm 25.00mm 76.00mm 12.00mm Monster 45XT95 
1 in 1% in 4 in 1 in Monster 19LR13 14.00mm 3 In 90.00mm 14.00mm Monster 45XT97 
1 in 2 Yin 5 in 1 in OSG 35CX99 18.00mm 3 in 102.00mm 18.00mm Monster 45XU02 
1 In 3 in 7 in 1 in Monster 19LU01 20.00mm 3 In 102.00mm 20.00mm Monster 45XU04 
3.50mm 7.00mm 51.00mm 4.00mm OSG 35CX66 4 Flutes 
4.00mm 8.00mm 51.00mm 4.00mm OSG 35CX67 Yq in Ya in 2 in Yq in Monster 45XR81 
4.50mm 9.00mm 51.00mm 5.00mm OSG 35CX68 Yin 1 Yin 3 in Yq in Monster 45XW55 
4.00mm 14.00mm 51.00mm 4.00mm Monster 19LR32 Yin 1 Yin 4 in Yq in Monster 45XX16 
4.50mm 16.00mm 51.00mm 5.00mm Monster 19LR34 Yq in 1 Yin 6 in Yq in Monster 45XX18 
4.00mm 19.00mm 57.00mm 4.00mm OSG 35CY03 YW in 3 in Yq in Monster 45XV32 
5.00mm 3 in 76.00mm 5.00mm OSG 35CY56 % in 1 in 3 in Y in Monster 45XV53 
5.00mm 10.00mm 51.00mm 5.00mm OSG 35CX69 Y% in 1 %in 4 in Y in Monster 45XW63 
6.00mm 3 in 102.00mm 6.00mm OSG 35CY57 % in 1 %in 6 in Y% in Monster 45XX30 
6.00mm 12.00mm 51.00mm 6.00mm OSG 35CX70 Y% in 2 in 4 in Y% in Monster 45XW65 
6.00mm 28.00mm 76.00mm 6.00mm OSG 35CY06 Ya in 3 In Yo in Monster 45XR88 
7.00mm 12.00mm 51.00mm 8.00mm OSG 35CX71 Y in 3 in 6 In Y in Monster 45XX32 
8.00mm 3 In 102.00mm 8.00mm OSG 35CY58 Yin 1 Yin 6 in Yq in Monster 45XX40 
8.00mm 12.00mm 51.00mm 8.00mm OSG 35CX72 Yq In 2 V4 in 5 in Yq in Monster 45XW69 
8.00mm 14.00mm 100.00mm 8.00mm Micro 100 16F733 1 in 1 Yin 6 in 1 in Monster 45XX44 
8.00mm 20.00mm 63.00mm 8.00mm Monster 19LR44 1 in 3 in 6 in 1 in Monster 45XX42 
9.00mm 14.00mm 51.00mm 10.00mm OS 35CX73 3.50mm 12.00mm 51.00mm 4.00mm Monster 45XV77 
9.00mm 22.00mm 63.00mm 10.00mm Monster 19LR46 12.00mm 25.00mm 76.00mm 12.00mm Monster 45XV97 
10.00mm 3 in 76.00mm 10.00mm OSG 35CY11 14.00mm 3 in 90.00mm 14.00mm Monster 45XV99 
10.00mm 3 in 102.00mm 10.00mm OSG 35CY59 18.00mm 3 In 102.00mm 18.00mm Monster 45Xw04 
10.00mm 14.00mm 51.00mm 10.00mm OSG 35C0X74 20.00mm 3 In 102.00mm 20.00mm Monster 45XWw06 
10.00mm 22.00mm 76.00mm 10.00mm Monster 19LR48 
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TIN Finish 
General Purpose Finishing Cobalt Ball End Mills apeeay 
No. 437254 
= 30° helix angle 
Milling Length Overall Shank Item Milling Length Overall Shank Item Milling Length Overall Shank Item 
Dia. ofCut Length Dia. Brand No. Dia. ofCut Length Dia. Brand No. Dia. ofCut Length Dia. Brand No. 
Bright (Uncoated) Finish 6 Flutes 6 Flutes 
2 Flutes 1¥%in  2in — 1%in Cleveland 437266 1%in  2in — 1%iIn Cleveland 437283 
Yain 3in 2%6in Yin Cleveland 2NFP8 1Yin  2in — 1%in Cleveland 437265 1 in 2 in = 1 in Cleveland 437281 
Vain 3in 2%6in %in OSG 30DG77 1 in 2 in = 1 in Cleveland 438H09 TiN Finish 
Hein “in — ¥%in YG-1ToolCompany 55FP45 _ TICN Finish 2 Flutes 
Ycein Yin 2%in Xin OSG 30DG78 2 Flutes Yasin 3in ¥e In Cleveland 437254 
Yain  — 3in —  %in YG-1 Tool Company 55FR25 Yin 3in —  *%in YG-1 Tool Company 55FM94 Hein Yin ¥e In Cleveland 437255 
Mein Bin 2Y%in Xin Cleveland 2NFR2 HYein Yin ¥8in YG-1 Tool Company 55FP46 Yain — 3in ¥gin YG-1 Tool Company 55FR27 


Yein Bin 2Y%in Xin OSG 35DG80 Hein Yin 2%in Yin Cleveland 2NFR9 Vein in ¥gin YG-1 Tool Company 55FR94 
Yin 3in 2%Iin %in Cleveland 2NFR3 Yain —3in —  *%in YG-1 Tool Company 55FR26 Yin 3in ¥e In Cleveland 437258 
”Acin in 3in Yin OSG 35DG98 Aéein sin —  %¥%in YG-1 Tool Company 55FR93 ¥%in sin ¥gin YG-1 Tool Company 59FT51 
Yin 1in 3in Yin YG-1 ToolCompany 35V286 %ain 3in —  %¥%in YG-1 Tool Company 55FT50 “Asin in 3in Yin YG-1 ToolCompany 55FV12 
Yoin  21n 4in in OSG 30DG97 Yin 3in 2%in %in Cleveland 2NFT3 Yin 1in = win Cleveland 437259 
Mein 1%in 3%in Yin YG-1 ToolCompany 35V287 Yin in 38%in in Cleveland 2NFT4 Yin 1¥%in — Yin YG-1 Tool Company 55FW46 
Yin 1%in 3%in %%in OSG 35DG87 “%ein 1¥%in — Yin YG-1 Tool Company 55FW29 Yin 1%in — ¥ in YG-1 Tool Company 55FW51 
Yin 1%in 4%in %in OSG 35DH06 Yin 1%in — Yin YG-1 Tool Company 5oFW50 Yin 1%6in — Yin YG-1 Tool Company 55FX41 
Yin 1%in —  %in YG-1ToolCompany 55FX44 Yin 1%6in — Yin YG-1ToolCompany 55FX40 Yin 1%in —  %in YG-1 ToolCompany 55FX46 
Yain 1%6in 3%6in Yin YG-1 ToolCompany 35V290 Yin 1¥%in — “in YG-1ToolCompany 55FX45 “Yin 1%in — lin Cleveland 437262 
in 1%in 4%in “in OSG 39DG89 Ain 1%in _— % In Cleveland 437264 *in  2iIn _— Y4in YG-1 Tool Company 55FY38 
Yin 2in 4%in %4in YG-1 ToolCompany 35V292 “in 2in —  %in YG-1ToolCompany 55FY37 1¥%in 1%in — %in YG-1ToolCompany 55GA92 
1%in 1%in 3%in %4in YG-1ToolCompany 35V298 1%in 1%in — %in YG-1ToolCompany 55FZ96 Tin 2%in — 1 in Cleveland 437263 
1%in 1%in 3%in %in YG-1 ToolCompany 35V296 Tin 1%in 4%in in Cleveland 2NFT/ 2in 2'%in 5in 1%4in YG-1 ToolCompany 55GC86 
1%in 1%in 4%in %4in YG-1 ToolCompany 35V303 Tin 2%in — 1in  YG-1 Tool Company 55FZ02 4 Flutes 
1¥%in 1%in 4¥%in %in YG-1ToolCompany 35V301 1%in 2%in Sin 1%In YG-1ToolCompany 55GC04 Yasin 3in —  *&in Cleveland 437267 
Tin 2%in — 1in YG-1 Tool Company 55FZ03 1%in 2%in Sin 1%in YG-1 ToolCompany 55GA22 Yein Yin —  &in Cleveland 437268 
Tin 24%in 4% in in OSG 30DG93 =1%in 2%in Sin 1%in YG-1 ToolCompany 55GA93 Yain — 3in —  &in Cleveland 437269 
1Y%in 2%in 5in 1%in OSG 39DG95 2in 2%Iin Sin 1%in YG-1 ToolCompany 55GC85 Ycin 1%in —  %in YG-1 ToolCompany 55FT03 
2in 2%in odin 1%in YG-1 ToolCompany 35V305 4 Flutes Yin 1%in —  %in YG-1ToolCompany 55FT56 
4 Flutes Yein Yin 2%in %in Cleveland 2NFU9 Yin 3in —  &in Cleveland 437271 
Vain 3in 2%6in %in Cleveland 2NFT8 Yain 1Ysin —  %in YG-1 Tool Company 59FR31 ”Acin in —  %in YG-1 Tool Company 55FV17 
Yein “Win 2%in Xin Cleveland 2NFT9 Ycein 1%in —  %in YG-1ToolCompany 55FT02 Yoin — 2in 4in Yin YG-1 Tool Company 5oFV60 
Ycin “Yin 2%in %in YG-1 ToolCompany 35V408 Ycin 8in 2Y%in Xin Cleveland 2NFV2 Yin 1%in — %In Cleveland 437273 
Yoin 1%in —  %in YG-1ToolCompany 55FR30 Yin 1%’%in —  %in YG-1ToolCompany 55FT55 Mein 1%in —  %in YG-1 ToolCompany 55FX24 
Yoin  3in 2%6in %in YG-1 ToolCompany 35V409 Yin 3in 2%in %*%in Cleveland 2NFV3 Yin 1%in —  %in YG-1 ToolCompany 55FX48 
Ycin 1%in —  %in YG-1 ToolCompany 55FT01 “”Acin 1in —  %in YG-1ToolCompany 55FV16 Ain  3in — in YG-1 Tool Company 55FY45 
Ycein Bin 2Y%in Xin Cleveland 2NFU2 Yin 1%in 3%in in Cleveland 2NFV4 Tin 14An — 1in YG-1 Tool Company 55FZ07 
Yin 1%’%in —  %in YG-1ToolCompany 55FT54 Yin 2in 4in Yin YG-1 Tool Company 55FV59 1¥%in  2in — 1in YG-1 Tool Company 55GA02 
Yin 3in 2%in %in Cleveland 2NFU3 Yin 1%in —  %in YG-1 Tool Company 5oFWS2 1 in 3 in = Tin  YG-1 Tool Company 55FZ10 
A”cin 1%in 3%in in OSG 39DJ91 Yin 2%in —  %in YG-1ToolCompany 5oFWS5 2in —_2in — 1%in YG-1 Tool Company 59GC88 
Yin 1Y%in 3Y%in in OSG 390DJ83 Mein 1%in —  %in YG-1 ToolCompany 55FX23 6 Flutes 

Yin 1%in 38%in %in OSG 39DJ84 Yin 1%in —  %Iin YG-1ToolCompany 55FX47/ 1% in 2iIn — 1%iIn Cleveland 437278 
Yin 2%in 4%in %%in OSG 39DJ85 ”in  3in —= Yain YG-1 Tool Company 55FY44 

Mein 1%in 3%in %in YG-1 ToolCompany 35V415 Tin 14in — 1in YG-1 Tool Company 55FZ06 

Yin 1%in 38”in %in Cleveland 2NFU6 1%in  2in — 1in  YG-1 Tool Company 55GA01 

Yin 3in — *in Cleveland 438H11 1 in 3 in — 1in YG-1 Tool Company 55FZ09 

in 3in Yin YG-1 ToolCompany 5oFY43 2in —_2iIn — 1%in YG-1 Tool Company 59GC87 


1%in 2in 4%in 1% YG-1ToolCompany 35V420 
1 in 3 In — 1in YG-1 Tool Company 55FZ08 
2 In 2in 4%in 1%in YG-1 ToolCompany 35V422 


a TiICN Finish 
Zz ( ‘ utes fo - 
psig YGoea of...» eae on Tool Reconditioning 














oe Solutions 
General Purpose Double-End Finishing Help extend the life of your tools. Just 
Bright Finish Cobalt Ball End Mills send in your worn drills, end mills, and 
Pe other cutting tools, and we'll send them 

= 30° helix angle back to you cleaned, sharpened and ready 
Milling Length Overall Shank tem Milling Length Overal Shank a tem to perform like new. Capabilities include: 
Dia. ofCut Length Dia. Brand 0. ia. ofCut Lengt ia. ran 0. Bis a aa ; 
Bright (Uncoated) Finish 4 Flutes ¢ Reconditioning of most types of high- 

2 Flutes Yin 3in — _%in_YG-1 Tool Company S5FN20 speed, cobalt and carbide rotary cutting tools 
Yain  3in 2in Sein OSG 39DN65 Yain 3 in _— ¥g8in YG-1 Tool Company 55FR61 P y g 
ein ain Se in as in Hee sore as in $n — ei ve ad company aiaey e CNC regrinding of end mills 

8 In in ‘ein %in 4) 8 In in — 8 In -1 Tool Company 55FT7 : 

Soin Wain 2in  %ein OSG 35DN66 in tin Yen ¥o-1 Too Company SoFV95 and high-performance tools 

%32in 1942 In — _%ein YG-1 Tool Company 55FP12 ¥ In gin oin %in -1 Tool Company 59 P 
Soin sin 2Vin %ein OSG 80N71 Yin 1. %in _— ‘Yin YG-1 Too! Gompany _5FX89 Brought to You by US Tool and Grainger. 
Yain Yin — ¥gin YG-1 Tool Company 55FR5/ iN Finis P P 
%in %ein — %in YG-1ToolCompany 55F175 2 Flutes Contact your Grainger Representative 
Yin ‘ein — Yin YG-1 Tool Company 55FV91 Yein 3 in —  %¥%in YG-1 Tool Company 55FN18 for more information, today! 

Yin 1¥%in 4%in %in OSG 35DN18 %2in '%2 in —  ‘%ein YG-1 Tool Company 55FP14 

Yin 1%6ein Sin Win OSG 39DN19 Yein %e2In 2in “ein YG-1 Tool Company 55FP93 

4 Flutes Yin Yin — __%in_ YG-1 Tool Company 55FR59 

Yin _3in — __%in_YG-1 Tool Company 55FN19 Asin “ein — __%in_ YG-1 Tool Company 55F125 

Yin 3in — %in YG-1 Tool Company 55FR60 ¥Yain “ein — %in YG-1 Tool Company 55FI77 

¥in 3in — ¥gin YG-1 Tool Company 55FT/8 Yoin ‘ein — Yin YG-1 Tool Company 5oFV93 

Yoin in = Yin YG-1 Tool Company 5oFV94 Yin 1%in —  %in YG-1 Tool Company 5oFW89 

Yin 1%in Sin ‘%in YG-1 Tool Company 5oFW90 Yin 1%6ein Sin %in YG-1 Tool Company 55FX87 

Yin 1% in — ¥4in YG-1 Tool Company 55FX88 Tin 1% in — 1 in YG-1 Tool Company 55FZ54 

Tin 1 in — 1in YG-1 Tool Company 55FZ55 4 Flutes 

TiCN Finish Ye in 3 In — ¥gin YG-1 Tool Company 55FN21 

2 Flutes Hein Yin — ¥gin YG-1 Tool Company 5SdFP7/2 

Ygin  —3in 2in “ein YG-1 Tool Company 5S5FN40 Yain 3 in = ¥gin YG-1 Tool Company 5oFR62 

%2in '%4in 2in “ein YG-1 Tool Company 55FP10 Ycin 3in — ¥gin YG-1 Tool Company 55FT28 

Yein Aein — %*%in YG-1 Tool Company 55FP68 Yasin 3in — %¥%in YG-1 Tool Company 5S5FT80 

Yain Yin — %*%in YG-1 Tool Company 55FR58 Yin 1in — in YG-1 Tool Company 55FV96 

Ycein “Wein = ¥gin YG-1 Tool Company 55FT24 Yin 1%in Sin ‘%in YG-1 Tool Company 5oFW92 

Yin Wein = ¥gin YG-1 Tool Company 55FT/6 Yin 1% in = ¥4in YG-1 Tool Company 55FX90 

Yoin ‘ein — Yin YG-1 Tool Company SoFV92 

Yin 1 Yin _ ¥% in YG-1 Tool Company 55FW88 

Yin 1%6in Sin %in YG-1 Tool Company 55FX86 
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MACHINING 
End Mills 


Scan. Order. Done. 
Details on page A1. 





Bright (Uncoated) Finish 
2 Flutes 
No. 19LV48 





AN uy ye 
AN, BR se 
Miniature General Purpose Double-End Roughing/Finishing Carbide Ball End Mills 








Milling Length Overall Shank Item Milling Length Overall Shank Item Milling Length Overall Shank Item 
Dia. ofCut Length Dia. NeckLength Brand No. Dia. ofCut Length Dia. NeckLength Brand No. Dia. ofCut Length Dia. NeckLength Brand No. 
AlTin Finish Bright (Uncoated) Finish 3 Flutes 
2 Flutes 2 Flutes Yg2in 3in 1%"  Yein NotApplicable OSG  9350C2Z75 
Yaoin Yein 1%" Yin Oin Monster 19LV68 Ygaoin Yein 1%" ~ Yin Oin Monster 19LV47 Yein Yein 1%" Yein NotApplicable OSG  35CZ76 
¥Yain Sin 1%" in Oin Monster 19LV72 Yg2in  3in 1%" Yin NotApplicable OSG  350CZ59 332 in 3 in 1%" Yin NotApplicable OSG  35C2Z77 
Yein Yein 1%" vin Oin Monster 19LV70 ¥Yeain 3in 1%" = Yin Oin Monster 19LV48 4 Flutes 
Yain Vein 1%" Yin Oin Monster 19LV69 ¥Yeain 3in 1%" Yin NotApplicable OSG  35CZ60 Ygoin Yein 1%" = Vein Oin Monster 19LV89 
¥%2in 3in 1%" ~=Yin Oin Monster 19LV73 Yein Yein 1%" Yin Oin Monster 19LV49 Yg2in 3in 1%" Yin NotApplicable OSG  350CZ87 
Yain Bin 1%" ‘Yin O in Monster 19LV71 Vein Yin 1%" Yein NotApplicable OSG  35CZ61 ¥Yeain Bin 1%" Vein Oin Monster 19LV90 
4 Flutes Yain Yin 1%" in Oin Monster 19LV50 ¥Yain 3in 1%" ‘Yin NotApplicable OSG  35CZ88 
Yin Vein 1%" Yin Oin Monster 19LW21 Yain Vain 1%" Vein 1% in SGS Tool 410G26 Yein Yein 1%" Yin O in Monster 19LV91 
¥Yain 3in 1%" Yin Oin Monster 19LW22 Yin 3in 1%" Yin NotApplicable OSG  350CZ62 Yein Yein 1%" Yein NotApplicable OSG  35CZ89 
Yein Yin 1%" ‘in Oin Monster 19LW24 3%30in 3in 1%" in Oin Monster 19LV51 Yein Yein 1%" Yin 1% in SGS Tool 410G07 
Yain Yin 1%" ‘Yin O in Monster 19LW23 342in 3in 1%" Yein NotApplicable OSG  35C2Z63 Yain Yein 1%" Yin Oin Monster 19LV92 
%oin Bin 1%" Yin Oin Monster 19LW25 Yain ‘Aoin 1%" Vein NotApplicable OSG  35CZ64 Yin in 1%" Yin NotApplicable OSG  35CZ90 
AYain in 1%" = Yin Oin Monster 19LW26 Yain 3in 1%" = Yin Oin Monster 19LV52 332 in in 1%" ~~ Yin O in Monster 19LV93 
¥32in 3in 1%" Yin NotApplicable OSG  350C2Z91 
Yasin Yoin 1%" Yin NotApplicable OSG  35CZ92 
Yain Bin 1%" = Yin Oin Monster 19LV94 


Corner-Radius End Mills 


Corner-radius end mills have a square nose with slightly rounded corners 
that help distribute cutting forces evenly to prevent damage to the end mill 


High-performance end mills are used in production milling. 
Roughing/finishing end mills remove large amounts of material and create a 
smooth finish on the workpiece at the same time. 

Finishing end mills create a finer finish on the workpiece than roughing and 
roughing/finishing end mills. 


and extend its life. Sometimes called bull-nose end mills, they create a flat- 
bottomed groove with slightly rounded inside corners in milling applications 
that require a specific radius. 





AITin Finish 
5 Flutes 
No. 48GW03 
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WIDIA HANITA” pci C> sane 


High-Performance Finishing Carbide Corner-Radius End Mills 


Milling Length Overall Shank Corner Item 





, ‘ Milling Length Overall Shank Corner Item Milling Length Overall Shank Corner Item 
am cme oth ele arene ALE Dia. of Cut Length Dia. Radius Brand No. Dia. ofCut Length Dia. Radius Brand No. 
4 Flutes ao %in 4in  ¥%in 0.0150in WidiaH BGW3 vain y, ; i vain 00180 ; O86 30L505 
va ar yA = 8 in 4 in in gin 0.0150 in Widia Hanita 4 5 4 in 4 in 2in Yin 0.0150 in 5 
Ee ee OE Wide Hen -oesups «= _%ein_1 in 3in _¥%in 0.0150in WidiaHanita 48GWO9 + %in in 2¥%in Y%in 0.0300in OSG _30L670 
Jin 2 Vain Sin Hin 0.1200 in Widia Hanita 287RR6 ¥in 1%in 4in %in 0.0150 in Widia Hanita 48GW24 %in Win 2in %in 0.0200in Cleveland 33GD87 
5 Flutes fit tin ain ein O1200in Widia Hanita ABGW38 Sein —Tin-~2 Yen M4 n-O.O18O in Widia Hanita430H69 
TE CVA TA _ 2 in in 2in Yin 0. in Widia Hanita gin in 2in Xin 0. in Widia Hanita 
ona Woe dnt deine ~~ _2in_2%in 4 %in %in 0.0300 in Widia Hanita 48GW26 — %in 1 %in 3in %in 0.0200in Cleveland 33GD91 
win. sin. Ain Gln 0.0150 in Widia Hanita 430G44 %in 1”%in 4in %in 0.0600 in Widia Hanita 48GW15 %in 2in 4in %in 0.0200in Cleveland 33GD93 
“in iin ain Ain 0.0600 in Widia Hanita 430F54 ¥%in 1VYin 5in %in 0.0300 in Widia Hanita 48GW40 Yin Yin 2%in Yin 0.0200in Cleveland 33GE01 
win Tin aan aan 0.0300 in Widia Hanita 48JE69 %in 3V¥in 5%in %in 0.0300in Widia Hanita 48GW29 Yin Yin 2%in Yin 0.0300 in OSG 30L693 
wi hin iN An 0.1200 in Widia Hanita 430F63 Yin 1¥%in 5%in %in 0.1200 in Widia Hanita 48GW46 Yin Yin 4in Yin 0.0600 in Widia Hanita 287RM2 
ain TAI DIE SEIN 0.0600 in Widia Hanita 48JG70 Yin 3%in 6in %in 0.1200 in Widia Hanita 48GW33 Yin 1Y%in 3%in Yin 0.0150 in OSG 30L696 
%in {in 2%in in 0.1200 in Widia Hanita 430F68 1 in 2 in 6in 1in 0.0600 in Widia Hanita 48GW48 Yin in 3in %in 0.0600 in OSG 30L686 
%in 1 Vin Bin din 0.0300 in Widia Hanita 287RD9 1 in 3in 5'%in 1in 0.0600 in Widia Hanita 48GW22 Yin 1M%in 3%in Yin Vin OSG 30L692 
min in Sin Sein 0.0150 in Widia Hanita 430F70 1 in 5in 7 Yin 1in 0.0600 in Widia Hanita 48GW34 Yin 2in 4in in 0.0300in Cleveland 33GE15 
%in 1%in  4in 34 in 0.0150 in Widia Hanita 48JE74 Bright (Uncoated) Finish Yin Yin 3in %in 0.0300in Cleveland 33GE20 
‘win S6in Sin in 0.1200 in Widia Hanita 430G71 3 Flutes ¥in 1VYsin 3%in %in 0.0900 in Widia Hanita 430H46 
‘in iin Jin in 0.0900 in Widia Hanita 430F85 Yain Yin 1vin Yin Oin Monster 55HL10 Yin Win 38in %in 0.03800in Cleveland 33GE31 
rar 71k Zin in 0.1200 in Widia Hanita 430F80 Yin Yin 2%in Yin Oin Monster 55HL14 ¥% in 1 in 3in %in 0.0300in Cleveland 33GE33 
vin 1 %in ain in 0.1200 in Widia Hanita 430F90 ¥% in Tin 2%in %in Oin Monster 55HL18 “Yin 1¥%in 4in %in 0.0300 in Widia Hanita 430H50 
win Dian aan ein 0.1200 in Widia Hanita 287RF2 ¥in 1%in 3%in Xin Oin Monster 55HL24 Yin 1%in 4in %in 0.0200 in OSG 30L725 
in in ein in 0.0600 in Widia Hanita 48JE80 Min 1Yin 4in Sin Oin Monster 55HL62 Yin 2Y%in H5in %in 0.0600 in OSG 30L726 
min Said Sin ain 0.0600 in Widia Hanita 430F93 Tin 1%in 4in in O in Monster 55HLO8 Tin 1%in 4in  1in 0.0300 in OSG 30L651 
in 1 Vain 3 %in dain 0.1200 in Widia Hanita 430F98 4 Flutes Tin 1¥%in 5%in 1in 0.0300 in Widia Hanita 287RM7 
min een Sein Sain 0.0300 in Widia Hanita 287RF6 Yain Yin Twin Yin Oin Monster 55HK69 Tin 2Y%in 5in in ‘in Cleveland 33GE53 
~in 1 vin 4in 4 In 0.0300 in Widia Hanita 48GW03 Vein Yin 2in Hein Oin Monster 55HK71 1in 3 in 5in in 0.0300in Cleveland 33GE55 
FI va a aT oT Yin Yin 2vin Yin Oin Monster 55HK73 1in 3 in 5in in Yin Cleveland 33GE58 
gin 2%in 5%in %%in 0.0150 in Widia Hanita 48JE82 % in tin Din Bin Oin Monster 55HK77 5 Flutes 
a ae : Sa pa 
ee ne Oe Wale deen oevenp «= 2in__tin3in Yin in Monster S5HK81 © %c in Zein 2in %ein 0.0300in OSG 30M226 
%in 1%in din din 0.0300 in Widia Hanita 430G12 ¥in 1%in 3%in %in Oin Monster 55HK83 Hein Win 2VYin Hein 0.0150 in OSG 30M227 
%in 7 in Ain Ain 0.1200 in Widia Hanita 430G88 Yin 1¥%in 4in %in  Oin Monster 55HLO6 Yin %in 2in Yin 0.0150 in OSG 30M232 
4 1% i Bj 4 0.1200 i Widia Hanita 430G94 Tin 1%in 1¥%in in Oin Monster 55HK65 ¥in Yin 2in X%in 0.0150in OSG 30M245 
a TIAIN Finish %in ‘in 2%in %in 0.0300in OSG  30M240 
ee en RW Heat aaieee — _4 Flutes win 1 Vain 3%in Yin 0.1200in OSG  30M264 
ind vin din tin-00150in WidiaHanita az0ge7, in %in 1 %in Yin 0.0100in OSG —30L659. © %in %in 3in %in 0.0300in OSG _30M293 
tin 1uin din Tin” ~in Widia Hanita 430G24 Yin Yin 1%in Yin 0.0100in Cleveland 338GD65 Yin 1Y%in 3%in Yin 0.0900in OSG 30M291 
tin 4%in 5%in 1 in 0.0300 in Widia Hanita 48GWO7 Yein Yin 22in Hein 0.0300 in Widia Hanita 430H21 Yin 1vin 4in %in 0.0300 in OSG 30M312 
tin 2 Man San in 0.0300 in Widia Hanita 287RH5 Ve in ¥4 in 2% in %e in 0.0100 in Cleveland 33GD71 % in 1% in 4 in Ya in 0.1200 in OSG 30M319 
tin 3%in Gin tin. Yin WidiaHanita 430G31 Yin “Asin 2¥in Vin 0.0150in OSG 30L663 1in 1¥%in 4in 1in 0.0300in OSG 30M201 
1 in 4in 7in  1in 0.1200 in Widia Hanita 48JE97 
Min 5in 8in 1% in0.0600 in Widia Hanita 430637 
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GRAINGER CHOICE’ MACHINING 
Find the wi. Find Solutions. Find Great Prices. End Mills 
a ro ‘ 
39S} MSE] pop nant? OO <> 
BUy) super carbide tools WIDIA HANITA.” CLEVELAND 
. . ee . nACRo Finish 
High-Performance Roughing/Finishing cree 
Carbide Corner-Radius End Mills 
Overall Corner Item Overall Corner Item 
Milling Dia. Length of Cut Length Shank Dia. Radius Brand No. Milling Dia. Length of Cut Length Shank Dia. Radius Brand No. 
AlTin Finish TiAIN Finish 
4 Flutes 4 Flutes 
¥ in % in 1 %in Ye in 0.0150 in SGS Tool 410G61 VY in Y% in 2 in Ye in 0.0150 in WidiaHanita 48JA61 
He in ¥% in 2 in He in 0.010 in Micro100  14M961 He in ¥% in 2 in He in 0.0200 in OSG 35CL99 
Y% in % in 4in Yin 0.020 in Micro 100 14N074 YW in ¥% in 2 in Y in 0.0300 in WidiaHanita 48JC66 
VY in ¥% in 2 Yin Yin 0.020 in Micro100 14M963 Ya in % in 4in YW in 0.0150 in OSG 35CH58 
VY in 1 Yin 3 in Y in 0.020 in Micro 100 14N056 Y% in ¥% in 2 Yin YW in 0.0150 in WidiaHanita 48JA68 
¥% in ¥% in 4in ¥ in 0.020 in Micro 100 14N078 VY in 1% in 3 % in YW in 0.0150 in WidiaHanita 48JC18 
¥% in % in 2 Yin ¥ in 0.020 in Micro100  14M967 WY in 1% in 4in Ya in 0.0300 in WidiaHanita 48JC42 
¥% in 1 in 2 Yin ¥ in 0.3000 in SGS Tool 410D15 ¥% in Y% in 4in ¥% in 0.0600 in WidiaHanita 48JD93 
¥% in 1% in 3 in ¥ in 0.020 in Micro 100 14N060 ¥% in 7% in 2 Yin ¥e in 0.0600 in WidiaHanita 48JA80 
¥% in 1% in 4in ¥ in 0.0450 in SGS Tool 41AZ04 ¥% in 1 in 2 Yin ¥ in 0.0200 in OSG 35CM05 
Y% in ¥% in 3 in Y in 0.030 in Micro 100 14N012 ¥% in 1 Yin 4in ¥e in 0.0300 in WidiaHanita 48JC23 
% in 1% in 3 Yin Y in 0.4000 in SGS Tool 41AX19 ¥% in 2 Yin 4in ¥ in 0.0300 in WidiaHanita 48JC46 
Y in 1 in 3 in Y in 0.030 in Micro100 14M971 % in ¥% in 4in Y in 0.1200 in WidiaHanita 48JD97 
% in 2 Yin 4 Yin Y in 0.030 in Micro 100 14N064 % in 1% in 3 in Y in 0.0150 in WidiaHanita 48JA88 
%e in 1 %in 3 “in %e in 0.3000 in SGS Tool 41AX27 % in 1 in 3 in Y% in 0.0600 in OSG 35CM09 
¥ in 1% in 3 “in ¥ in 0.030 in Micro100  14M973 % in 1 Yin 4in Y in 0.0600 in WidiaHanita 48JC91 
¥ in 2 Yin 5 in ¥ in 0.030 in Micro 100 14N066 Y% in 2 Yin 4% in Y in 0.0300 in WidiaHanita 48JC93 
¥% in 1 %in 4in ¥ in 0.030 in Micro100  14M975 % in 2 in 4in Y in 0.0300 in WidiaHanita 48JC27 
¥% in 2 Yin 5 in ¥ in 0.4000 in SGS Tool 41AV13 Y% in 3 in 5 in Y in 0.0300 in WidiaHanita 48JC50 
¥% in 3 in 6 in ¥% in 0.4000 in SGS Tool 41AU63 % in ¥% in 4% in % in 0.0600 in OSG 35CH68 
1 in 1 %in 4in 1 in 0.030 in Micro100  14M957 ¥% in 1% in 3 Yin ¥ in 0.0300 in WidiaHanita 48JA95 
4.000mm 11.00mm 57.0mm 6.000mm 1.00mm Micro 100 141397 ¥ in 1 ¥% in 4 ¥% in ¥s in 0.0600 in WidiaHanita 48JC97 
5.000mm 13.00mm 57.0mm 6.000mm 1.00mm Micro 100 147404 ¥ in 2 Yin 5 in ¥ in 0.0600 in WidiaHanita 48JC31 
6.000mm 13.00mm 57.0mm 6.000mm 0.50mm Micro 100 147408 ¥Y in 7% in 3 “in ¥ in 0.0300 in WidiaHanita 48JC85 
8.000mm 19.00mm 75.0mm 8.000mm 0.50mm Micro 100 147416 ¥% in 1 Yin 4in Yq in 0.0300 in WidiaHanita 48JC02 
10.000mm 12.00mm 100.0mm 10.000mm 0.60mm Micro 100 14N096 ¥% in 1 in 5 Yin ¥% in 0.1200 in WidiaHanita 48JE07 
10.000mm 22.00mm 80.0mm 10.000mm 0.50mm Micro 100 147424 ¥Y in 2 V4 in 5 in ¥ in 0.0300 in WidiaHanita 48JC34 
12.000mm 26.00mm 83.0mm 12.000mm 0.60mm Micro100 14M989 ¥% in 3 in 6 in 3% in 0.0300 in WidiaHanita 48JD01 
20.000mm 38.00mm 125.0mm  20.000mm 1.00mm Micro 100 14G199 ¥% in 4in 6 Y% in ¥ in 0.0300 in WidiaHanita 48JC54 
5 Flutes ¥% in 4in 6 Y% in Yin 0.0600 in WidiaHanita 48JC55 
VY in ¥% in 2 Yin Yin 0.010 in Micro 100 16E944 1 in 1 %in 4in 1 in 0.0900 in OSG 35CL96 
YW in ¥% in 2 Yin Y in 0.0600 in WidiaHanita 48GV02 1 in 1 ¥% in 5 Yin 1 in 0.0300 in OSG 35CH53 
¥% in 1 in 2 Yin ¥ in 0.1000 in SGS Tool 41AZ78 1 in 2 Ya in 5 in 1 in 0.0600 in WidiaHanita 48JC39 
% in 1 in 3 in Y in 0.010 in Micro 100 16F009 1 in 3 in 6 in 1 in 0.0300 in WidiaHanita 48JC58 
¥% in 1 %in 5 Yin ¥ in 0.0300 in WidiaHanita 48JH29 4.00mm 6.00mm 70.00mm 6.00mm 1.00mm OSG 35CN02 
1 in 1% in 7in 1in Y% in Monster 55JD38 4.00mm 11.00mm 70.00mm 6.00mm 0.20mm OSG 35CM45 
6 Flutes 5.00mm 7.50mm 80.00mm 6.00mm 1.00mm OSG 35CN05 
VY in 172 in 3 “in Yin 0.6000 in SGS Tool 41AX94 5.00mm 13.00mm 80.00mm 6.00mm 0.20mm OSG 35CM48 
EXO Finish 6.00mm 9.00mm 60.00mm 6.00mm 0.50mm OSG 35CJ65 
3 Flutes 6.00mm 9.00mm 60.00mm 6.00mm 1.00mm OSG 35CJ66 
4.00mm 8.00mm 70.00mm 6.00mm 1.00mm OSG 34ZW86 6.00mm 13.00mm 80.00mm 6.00mm 2.00mm OSG 35CM55 
8.00mm 16.00mm 90.00mm 8.00mm 2.00mm OSG 34ZW89 8.00mm 12.00mm 75.00mm 8.00mm 0.50mm OSG 35CJ67 
10.00mm 20.00mm 100.00mm 10.00mm 2.00mm OSG 34ZW90 8.00mm 12.00mm 100.00mm 8.00mm 2.00mm OSG 35CN14 
12.00mm 24.00mm 120.00mm 12.00mm 2.00mm OSG 34ZW91 8.00mm 19.00mm 100.00mm 8.00mm 2.00mm OSG 35CM59 
16.00mm 32.00mm 130.00mm 16.00mm 3.00mm OSG 34ZW92 10.00mm 15.00mm 100.00mm 10.00mm 0.50mm OSG 35CN15 
20.00mm 40.00mm 150.00mm 20.00mm 3.00mm OSG 34ZW93 10.00mm 22.00mm 100.00mm 10.00mm 3.00mm OSG 35CM64 
5 Flutes 12.00mm 18.00mm 102.00mm 12.00mm 0.50mm OSG 35CJ70 
Y in ¥% in 2 Yin Yin 0.0150 in OSG 34ZT89 12.00mm 18.00mm 102.00mm 12.00mm 1.00mm OSG 35CJ71 
¥% in % in 2 Yin ¥e in 0.0600 in OSG 34ZT97 12.00mm 26.00mm 110.00mm 12.00mm 3.00mm OSG 35CM69 
% in 1% in 3 Yin Y in 0.1200 in OSG 34ZU06 5 Flutes 
Yin 1 in 3 in Y in 0.0600 in OSG 34ZU01 He in Ae in 2 in He in 0.0150 in OSG 35CJ10 
¥ in 1% in 3 “in ¥% in 0.1200 in OSG 34ZU10 He in ¥% in 2% in He in 0.0100 in Cleveland 33GG27 
1 in 1 %in 4in 1 in 0.0300 in OSG 34ZT85 YW in Y% in 2 in YW in 0.0200 in Cleveland 33GG29 
GMX-35 Finish Y in 1 ¥% in 3 in Y in 0.0100 in Cleveland 33GG32 
4 Flutes YW in 1 Yin 3 in Yq in 0.0200 in Cleveland 33GG33 
He in ¥% in 2 in He in 0.0150 in Gorilla Mill §36PK21 ¥% in ¥ in 2 in ¥g in 0.0300 in Cleveland 33GG41 
YW in % in 2 in Y in 0.0150 in Gorilla Mill 36PJ73 % in % in 2 Yin ¥% in 0.0200 in Cleveland 33GG45 
Yin 1% in 3 in Yin 0.0150 in Gorilla Mill 36PJ71 ¥% in 1 ¥% in 3 in ¥ in 0.0200 in Cleveland 33GG47 
“Ae in 1 %in 4in Ve in 0.0150 in Gorilla Mill 36PL34 % in 2 in 4in ¥ in 0.0200 in Cleveland 33GG49 
¥% in 2 in 4in ¥ in 0.0150 in Gorilla Mill | 36PL09 % in % in 2 Yin Y% in 0.0300 in Cleveland 33GG56 
Y% in ¥% in 2 Yin Y in 0.0600 in Gorilla Mill 36PJ36 Y% in 1% in 3 in Y in 0.0200 in Cleveland 33GG63 
¥% in 1 %in 4in ¥ in 0.0600 in Gorilla Mill §36PK47 % in 1 in 3 in Y in Y in Cleveland 33GG61 
12.00mm 32.00mm 76.00mm 12.00mm 1.00mm Gorilla Mill | 36PH90 % in 2 in 4in Y in Y in Cleveland 33GG72 
5 Flutes ¥% in 1% in 3 Yin ¥ in 0.0300 in Cleveland 33GG76 
% in ¥% in 2 in ¥% in 0.0150 in Gorilla Mill 36PL04 ¥% in 1 in 3 in 4 in 0.0300 in Cleveland 33GG86 
% in 1% in 3 in Y in 0.0150 in Gorilla Mill 36PJ24 ¥% in 2 Vain 5 in ¥ in 0.0600 in Cleveland 33GG94 
¥ in 1% in 3 Yin ¥ in 0.0300 in Gorilla Mill §36PL62 1 in 1 %in 4in 1 in 0.0300 in Cleveland 33GG98 
¥ in 3 in 6 in ¥ in 0.0300 in Gorilla Mill 36PL84 1 in 2 Yin 5 in 1 in 0.0600 in Cleveland 33GH05 
¥% in 4in 7in ¥% in 0.0300 in Gorilla Mill §36PK78 1 in 3 in 6 in 1 in VY in Cleveland 33GH12 
nACRo Finish 
5 Flutes 
VY in ¥% in 2 Yin Yq in 0.020 in Micro 100 54EX18 
VY in 1 %in 3 in Y% in 0.020 in Micro 100 54EX72 
¥% in ¥% in 2 Yin ¥ in 0.020 in Micro 100 54EY03 
¥% in ¥% in 4in ¥ in 0.020 in Micro 100 54EX62 
Y% in ¥% in 3 in Y in 0.060 in Micro 100 54EY07 
% in 1 in 3 in Y in 0.030 in Micro 100 54EX24 
% in 1% in 4 in Y in ¥ in Micro 100 54EX84 
¥ in 1% in 3 “in ¥ in 0.060 in Micro 100 54EX32 
¥% in 1 %in 4in ¥ in 0.030 in Micro 100 54EX38 
4.000mm 11.00mm 50.0mm 4.000mm 0.30mm Micro 100 54EX48 
6.000mm 10.00mm 57.0mm 6.000mm 0.50mm Micro 100 54EX90 
8.000mm 19.00mm 63.0mm 8.000mm 0.50mm Micro 100 54EX52 
10.000mm 19.00mm 72.0mm 10.000mm 0.50mm Micro 100 54EX94 
12.000mm 26.00mm 83.0mm 12.000mm 0.50mm Micro 100 54EX56 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2293 





MACHINING 
End Mills 


For more information on end mills, see page 2277. See page 2292 for more information on corner-radius end mills. 


Scan. Order. Done. 
Details on page A1. 
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AITin Finish 







3 Flutes 
— — No. 16G087 
<<. ¥ TiAIN 
a _— —-~ +s 4 Flutes 
WXL Finish S No. 48JC99 
No. 35AWe2 is Ga 
High-Performance Double-End 
Roughing/Finishing Carbide : 
pout Corner-Chamfer End Mills on Fos 
super carbide tools cs KIOCERd High-performance roughing/finishing carbide corner-chamfer orner-noun ing 


Miniature High-Performance 
Roughing/Finishing Carbide 
Corner-Radius End Mills 








end mills are used in production milling. They each have a 
square nose with slightly angled corners that help distribute 
cutting forces evenly to prevent damage to the end mill and 
extend its life. They create a flat-bottomed groove with slightly 
chamfered inside corners in milling applications that do not 











End Mills 


Double-end corner-rounding end 
mills have a straight shank with 
concave cutting edges on both 
ends. They create rounded outside 








mulling Longin Overt eee Sed — tom require a specific radius size. Roughing/finishing end mills edges ona workpiece in milling 
Bright (Uncoated) Finish. : ne a ee of Mae and create a smooth finish —_| tasks and can accomplish more 
2 Flutes on the workpiece at the same time. milling tasks than single-end 
Te ao ae ee ee —oee —seebse | Milling Overall | | Item | end mills before they need to be 
Ya in Ya in 1% in 7 in 0.002 in Micro 100 54ET83 a Length of Cut Length Shank Dia. Chamfer Width No. replaced. 
Yeain Vein 1¥%in %ein 0.010 in Micro 100 54EU06 ma 
Yo In Yea in 1% in Yé6in  0.010in Micro 100 54EU22 utes vA 178 vA 100" MA Milling Corner Overall Shank Item 
fain Youn Tin ain 0.010 in Micro 100 S4EU38 Vs" Ws ri ae a aoe quite Radius Length Dia. No. 
Yo in 64 in >in 46 in ; in Micro 4 d : ; ; : in Finis 
Yin Yeain. 1 ¥%in. “ein 0.010in Micro 100 54EU54 I" ee oot os, On soMiBi 3 flutes 
Yoin Vein 1 Yin ‘in 0.010 in Micro 100 54EU70 os sip a ee a 0.0600" 0.0100" 2  %" 16G027 
Yuin Vein 1 ein ein 0.010in Micro 100 54EVO3 Vp" Lt é ui 0.0160 _30M183_| "9.0600" 0.0200" 2" "166031 
Yeain Yuin 1%in Vain _Yesin Micro 100 54EV09 %, a ues 0.0160 _ 30M182_| "0.9600" 0.0250" 2" "166033 
Yain  Yeain 2in _72in 0.005 in Micro 100 54EV29 34 fe oe ve. 0.02007 30M186__| "0.0600" 0.0300" 2" 4" _—*16G035 
ein Yeain 1 %in  %ein _VYerin Micro 100 54EV69 fi ae a 0.0200 _ 30M187_| 0.0600" 0.0350" 2" %e"_ 166039 
fein Yasin Zin Pn “0.008 in Micro 100 SAEVE" | yy. 4p 0.0000" omygs— | 2.0900" 0.0400" 3° Ye t6G04t 
64 In 8 In 2 In 8 In in Micro = : : : "0.0450" : 16" 4 
Yeain Vain 2 in Yin Yea in Micro 100 54EW54 78 ALS Ye 0.0200" 30M190 | 9.0600" 0.0500" 2"  %e° 16G047 
Foie ein De 0S Te Min 100 eaEWeo: |___° % "35" 0.0000" gomiaq— | 2.0800" 0.0550" 2° ye 166048 
30 in gin in gin : in Micro 54 : . "0. : : 46" 5 
Se eo a motets 3" 6" yj 0.0200" 48JC99 — 
ee ee ee 
150mm 0.90mm 50.00mm 7.50mm 0.30mm OSG _ 35CD36 1% ae va 0.0200" 30M199 | "0.0600" 0.0800" 2%" 4" 16G061 
200mm 1.20mm 50.00mm 10.00mm 0.20mm OSG  35CD38 Ki 3/2 v4 0.0200" 30M197 | 9 0600" 0.0900" 214" %" 16G063 
3.00mm {80mm 50.00mm 6.00mm 0.30mm OSG  35CD27 { - 2 ik cine oe 0.0600" 0.0938" a Vi 16G065 
inis 0600" 0.1000" o” 5/6" 416G067 
3 Flutes 0.0600". % 2%" 56° 16G071 
2.00mm 4.00mm 60.00mm 6.00mm 050mm OSG  34ZW84 0.0600" Ve 0 6" 166053 
3.00mm 6.00mm 70.00mm 9.00mm 0.80mm OSG  34ZW85 0.0600"  %>" 0%" 46G037 
nACRo Finish 0.0600" a" 0" 6" 166045 
2 Flutes in : 0.0600" %%" 2%" 34" 16G075 
Yeain  VYeain 1 ¥%in  %2in 0.002 in Micro 100 54ET84 MN AITIN 0.0600" Ss. 2%" 4" 46G059 
Yeain Vain 1 in. %ein 0.003in Micro100 54E190 | 0.0600" Ys" 215" 5/6” 16G069 
Yeain Vain 1 Yin %in 0.010in Micro 100 54EU03 | MONSTER 4 Flutes 0.0600"  %s 2%" 3%" 16G073 
Yoin  ¥esin 1 ¥%in %ein  0.010in Micro 100 54EU23 $ No. 45RM91 0.1200" 0.1718" 3° % 16G077 
Yoin Yeain 1 in Tin 0.010in Micro 100 54EU39 | WIDIA HANITA. 0.1200" 0.2188" 3%" =" —- 166083 
ie TO Mine 100 BaEUT 01500" 9 — a" TRE 
Yao in 46 in >in 20 in E in Micro 54EU7 ; 64" 5" 8 
Yuin —Yein 1 in "¥en “0.010 in Micro 100 S4E V4 General Purpose 0.1200" 48" 94" 166087 
64 in 64 in 2 in 4in ; in Micro 54 =o 7 7 . : g" " " 
Yai Yuin 2 in 22in _Yerin Micro 100 54EV34 Finishing Carbide 0.1200" %e" 3" 5" 16G079 
oe i 0 M100 SEW : 01500 — Se 16028 
29 in gin in gin .005 in Micro 54 = . " 30" : " 5 
Yin “in 2 In in 0.005 in Micro 100 54EW87 Corner Chamfer End Mills Bright (Uncoated) Finis 
Aes General purpose finishing carbide corner-chamfer end mills a Mutes suio 2" 7 yee 
3.00mm 4.50mm 60.00mm 14.00mm 0.20mm OSG _35CM97 | are intended for milling a wide variety of common materials. 0.0600" 0.0200" 2" 4" 166030 
yest They each have a square nose with slightly angled corners Fo ena aae——5r- yr pee 
Yin %in  1¥in N/A 0.0100in Kyocera 414A74 | that help distribute cutting forces evenly to prevent damage 0.0600" 0.0350" 2" %e"_ 166038 
yet Finish to the end mill and extend its life. They create a flat-bottomed ae ee A ie a 
0.60mm o.90mnm 9.00mm Zoom 0.F9mim se SSAWBZ groove with slightly chamfered inside corners in milling appli- 0.0600" 0.0500" 2 He 16G046 
80mm_1.20mm_90.00mm _2.60mm _0.10mm o cations that do not require a specific radius size. Finishing end 0600" 0.05507 2 ie a 
140mm 2.10mm 50.00mm 3.70mm 0.10mm OSG  35AW86 | ~~ Cae 0.0600" 0.0600" 2° %e 16G050 
150mm 230mm 50.00mm 4.00mm 0.10mm OSG  35AW87 | mills create a finer finish on the workpiece than roughing and 0.0600" 0.0700" 214" 4" 46G054 
sign iin Sogn eon Ghnn 955 SRM | rughingtihing end mi, See So — a 
WXS Finish Milling Length Overall Shank chamfer — item 0.0600" 0.0900" 2%" 16G062 
utes ia. of Cut engt ia. idt ran 0. "0. " 2y" Ys" 166064 
0.50mm 0.40mm 50.00mm 5.00mm 0.05mm OSG  35AY89 | ‘AITIN 0.0600" 0.1000" 2%" ‘4c’ 16G066 
0.60mm 0.48mm 50.00mm 4.00mm 010mm OSG  35AY97 | 3 Flutes 0.0600". % 2%" 6° 16G070 
0.80mm 0.65mm 50.00mm 4.00mm 0.20mm OSG  35AY99 Vj; a1" % 0.0030" Monster  55HJ40 | 0.0600"  “e' 0” 346" 166052 
100mm 0.80mm 50.00mm 800mm 030mm OSG  35AZ22 Ye" ye 115" %*° 0.0030" Monster 55HJ38 | 0.0600" >" a _" 46G036 
120mm 100mm 50.00mm 10,00mm 0.20mm OSG S5AZ27 ‘ Ag 11" ¥%° 0.0030" Monster 55HJ36 0.0600" Yat 2 ui 16G028 
50mm 1.20mm 50.00mm 8.00mm 0mm 5AZ33 4 Flutes . " 64" ‘ 16" 44 
ee a oo rl 
0mm 1.60mm 70.00mm 25.00mm 0.50mm 5AZ5 " g" Y" g" : F onster 55HJ85 : i Yea" 6" 4" 5 
950mm 2.20mm 50.00mm 10.00mm 0.20mm OSG  35AZ59 Ig 11" %° 0.0030" Monster 55HJ83 | 0.0600"  %s 2%" Sc’ 16G068 
3.00mm 2.50mm 60.00mm 12.00mm 0.20mm OSG  35AZ66 ye 7 0" ¥" 0.0200" Widia Hanita 45RM91 | 0.0600"  %a" 214" 3%" ~+16G072 
8.00mm 950mm 60.00mm 16.00mm 0.20mm OSG  35AZ67 i ki 3 A 0.0200" Widia Hanit 45RM86 0.1200" 0.1718 - A 16G076 
utes pi Zp} 0200" Widia Hanita 45 1200" 0.2188" p”  %" 4166082 
2.00mm 0.80mm 60.00mm 5.00mm 0.50mm OSG S5AY77 7 Flutes 0.1200" '%6q" 3," ¥" 16G080 
3.00mm 4.50mm 80.00mm 20.00mm 0.80mm OSG  34ZW24 | 10.00mm 50.00mm 100.00mm 10.00mm 050mm WidiaHanita 48KA58 | 0.1200" ‘Ses" 3%" 54" 16G084 
4 Flutes +2.00mm _26:00mm__83.00mm 42.00mm_0.50mm_ Widia Hanita 48KA74 | 0.1200" vs" 34" %" 166086 
0.80mm 50.00mm 50.00mm 4.00mm 010mm OSG  34ZV53 60.00mm 125.00mm 12.00mm 0.50mm WidiaHanita 48KAG0 | 0.1200"  %' 4° 1" 16G022 
100mm 50.00mm 50.00mm 10.00mm 0.10mm OSG __342V59_ | 4, 9. 32.00mm_100.00mm 16.00mm_0.50mm Widia Hanita 48KA76 | 0.1200" %e' 3°" 416G078 
150mm 50.00mm 50.00mm 6.00mm 020mm OSG  34ZV72 80.00mm 141.00mm 16.00mm 0.50mm WidiaHanita 48KA64 | 0.1200"  %e' 4" ¥" 466092 
2.00mm 50.00mm 50.00mm 8.00mm 0.30mm OSG 34ZV78 90.00mm 60.00mm 125.00mm 20.00mm 0.50mm Widia Hanita 48KA56 0.1200" Yo" 4" Ys" 166088 
3.00mm 5.00mm 60.00mm 9.00mm 0.50mm OSG  35AY46 100.00mm 166.00mm 20.00mm 0.50mm Widia Hanita 48KA68 | 0.1200"  %2" 4 1" 16G024 
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GRAINGER CHOICE’ MACHINING 
Find the wy. Find Solutions. Find Great Prices. End Mills 
Carbide y ie \ a Bright 
Drill Mills MONSTER ICRO 100}  wipia HANITA” (Uncoated) Finish ——— , 
ea 2 Flutes —— 
Drill mills have a nose with a pointed tip and can drill holes or create angled No. 19LJ56 ——— 
features in a piece of stock. They are used for slotting, side profiling, chamfering, 
spotting, countersinking, and cutting grooves in milling tasks. rivarall we 
Overall Item No. of Flutes Milling Dia. Length of Cut Length Shank Dia. Brand No. 
No. of Flutes Milling Dia. Length of Cut Length Shank Dia. Brand No. 2 Flutes Ya" i a Ya" Monster DOHF91 
AlTin Finish 4 Flutes Ye" Yo" 1/2" Ye" Monster 55HF93 
82° 4 Flutes Ve 73" 2" He Monster 19LK02 
2 Flutes Vie. 3" 2. Ve Monster 55HF88 4 Flutes Ya" 4" 2a" VA" Monster 19LK04 
2 Flutes Yq" Yq" 22" YA" Monster 55HF89 4 Flutes Ye il 2" 3" Monster 19LK06 
2 Flutes ¥g" ih 22" 3" Monster 55HF90 4 Flutes Yo" 1" a Y" Monster 19LK08 
2 Flutes Yo" ile a. YA" Monster 55HF92 90° 
4 Flutes Ye" Yo" 1 ¥;" Yer Monster 55HF94 2 Flutes Ye" Yn" 1 ¥;" Ye" Micro 100 161571 
90° 2 Flutes Ye" yp" 1%" Yer Monster 19LJ19 
2 Flutes Ye" Ya" 1," Yer Micro 100 161572 2 Flutes Vie 73" Zz He Micro 100 161575 
2 Flutes He 73" 2 He" Micro 100 1615/76 2 Flutes Ve 73" 2. He Widia Hanita 2NHF/ 
2 Flutes Ya" 4" 22" Ya" Micro 100 161580 2 Flutes He 73" Zz He Monster 19LJ20 
2 Flutes 6 0.813" 22" Ve Micro 100 161584 2 Flutes Ya" 4" 2" Ya" Widia Hanita 2NHF8 
2 Flutes Ye" ily 2 V2" ¥" Micro 100 161588 2 Flutes Ya" Yq" 22" V4" Micro 100 161579 
2 Flutes Yn" ile oF Yo" Micro 100 161596 2 Flutes Ya" Yq" 22" V4" Monster 19LJ21 
2 Flutes 73" 144" 3 Y2" 73" Micro 100 161601 2 Flutes V6 0.813" 22" Ae Micro 100 161583 
2 Flutes Yq" 1¥," 4" 4" Micro 100 161605 2 Flutes V6 Ie" 22" Ae Monster 19LJ22 
2 Flutes 3.000mm 8.00mm 38.0mm 3.000mm Micro 100 161611 2 Flutes Ye" ils 22" 33" Widia Hanita 2NHG1 
2 Flutes 4.000mm 11.00mm 50.0mm 4.000mm Micro 100 161619 2 Flutes ye" il 22" ye" Micro 100 161587 
2 Flutes 5.000mm 13.00mm 57.0mm 6.000mm Micro 100 161627 2 Flutes ye" i 22" 3" Monster 19LJ23 
2 Flutes 6.000mm 16.00mm 57.0mm 6.000mm Micro 100 167635 2 Flutes Ae il 2/4" “Ag. Monster 19LJ24 
2 Flutes 8.000mm 22.00mm 63.0mm 8.000mm Micro 100 161643 2 Flutes Y;" ili a yy" Monster 19LJ25 
2 Flutes 10.000mm 25.00mm 72.0mm 10.000mm = Micro 100 161651 2 Flutes Ya" il a YA" Micro 100 161595 
2 Flutes 12.000mm 30.00mm 83.0mm 12.000mm =‘ Micro 100 161659 2 Flutes 7" 1/4" 3" ¥" Monster 19LJ26 
4 Flutes Ye" Yn" 12" Ye Micro 100 161574 2 Flutes Yq" 1¥;" 4" y4" Micro 100 161604 
4 Flutes Vie 73" 2" He Micro 100 161578 2 Flutes Yq 1¥;" 4" Yq" Monster 19LJ27 
4 Flutes Ya" Yq" 22" Ya" Micro 100 161582 2 Flutes 3.000mm 8.00mm 38.0mm 3.000mm Micro 100 161610 
4 Flutes V6 0.813" 22" Ve Micro 100 161586 2 Flutes 4.000mm 11.00mm 50.0mm 4.000mm Micro 100 161618 
4 Flutes ¥g" iG 22" 3" Micro 100 161590 2 Flutes 5.000mm 13.00mm 57.0mm 6.000mm Micro 100 161626 
4 Flutes Yo" 1: ll yp" Micro 100 161598 2 Flutes 6.000mm 16.00mm 57.0mm 6.000mm Micro 100 161634 
4 Flutes 73" 14" 3 Y2" 73" Micro 100 161603 2 Flutes 8.000mm 22.00mm 63.0mm 8.000mm Micro 100 161642 
4 Flutes Yq" 12" 4" V4" Micro 100 161607 2 Flutes 10.000mm 25.00mm 72.0mm 10.000mm ‘Micro 100 167650 
4 Flutes 3.000mm 8.00mm 38.0mm 3.000mm Micro 100 161615 2 Flutes 12.000mm 30.00mm 83.0mm 12.000mm = Micro 100 161658 
4 Flutes 4.000mm 11.00mm 50.0mm 4.000mm Micro 100 161623 4 Flutes 330" yy 1," Ye" Monster 19LJ37 
4 Flutes 6.000mm 16.00mm 57.0mm 6.000mm Micro 100 161639 4 Flutes Ye" Yo" 1%" Ye" Monster 19LJ38 
4 Flutes 8.000mm 22.00mm 63.0mm 8.000mm Micro 100 161647 4 Flutes Ye" Vp" 1¥;" Ye" Micro 100 161573 
4 Flutes 10.000mm  25.00mm 72.0mm 10.000mm = Micro 100 161655 4 Flutes V6 73" 2" He Micro 100 1615/7 
120° 4 Flutes V6 73" 2" He Monster 19LJ39 
2 Flutes 3.000mm 8.00mm 38.0mm 3.000mm Micro 100 161609 4 Flutes Ya" Yq" 22" YA" Micro 100 161581 
2 Flutes 4.000mm 11.00mm 50.0mm 4.000mm Micro 100 161617 4 Flutes Ya" Yq 2 Ya" Monster 19LJ40 
2 Flutes 5.000mm 13.00mm 5/7.0mm 6.000mm Micro 100 161625 4 Flutes V6 0.813" 22" Ae Micro 100 161585 
2 Flutes 6.000mm 16.00mm 57.0mm 6.000mm Micro 100 161633 4 Flutes Ve 13/46" 22" Ae Monster 19LJ41 
2 Flutes 12.000mm 30.00mm 83.0mm 12.000mm =‘ Micro 100 161657 4 Flutes Ye il 2a" Ys" Monster 19LJ42 
4 Flutes 3.000mm 8.00mm 38.0mm 3.000mm Micro 100 161613 4 Flutes Ye" il 22" ¥" Micro 100 161589 
4 Flutes 4.000mm 11.00mm 50.0mm 4.000mm Micro 100 161621 4 Flutes Ae’ il 2%" “Ae. Monster 19LJ43 
4 Flutes 8.000mm 22.00mm 63.0mm 8.000mm Micro 100 161645 4 Flutes Yo" ib 3 Ya" Micro 100 161597 
Bright (Uncoated) Finish 4 Flutes Vex ile a ye Monster 19LJ44 
60° 4 Flutes 73" 14%" 3 Y2" 7" Micro 100 161602 
2 Flutes Ye" Yo" 1," Ya" Monster 19LJ56 4 Flutes 3" 144" 342" ¥" Monster 19LJ45 
2 Flutes He" 3" 2 He Monster 19LJ58 4 Flutes Yq 1¥," 4" 4" Micro 100 161606 
2 Flutes V4" 5/4" 22" Va" Monster 19LJ60 4 Flutes y/4" 1¥," 4" 4" Monster 19LJ46 
2 Flutes 6" 16" 22" Ae Monster 19LJ62 4 Flutes 3.000mm 8.00mm 38.0mm 3.000mm Micro 100 161614 
2 Flutes 3" 1" 2" 34" Monster 19LJ64 4 Flutes 4.000mm 11.00mm 50.0mm 4.000mm Micro 100 161622 
2 Flutes “”e- il 2v4" “6 Monster 19LJ66 4 Flutes 6.000mm 16.00mm 5/7.0mm 6.000mm Micro 100 161638 
2 Flutes Ya" I: 3. Yo" Monster 19LJ68 4 Flutes 8.000mm 22.00mm 63.0mm 8.000mm Micro 100 161646 
2 Flutes 3" 14" 3Y," 3" Monster 19LJ70 4 Flutes 10.000mm 25.00mm 72.0mm 10.000mm ‘Micro 100 161654 
2 Flutes Yq 12" 4" V4" Monster 19LJ72 4 Flutes 12.000mm 30.00mm 83.0mm 12.000mm Micro 100 161662 
4 Flutes Ye" Yo" 1¥;" Ye" Monster 19LJ74 120° 
4 Flutes Vie. 3" 2 Ve Monster 19LJ76 2 Flutes 3.000mm 8.00mm 38.0mm 3.000mm Micro 100 161608 
4 Flutes Ya" V4" 22" YA" Monster 19LJ78 2 Flutes 4.000mm 11.00mm 50.0mm 4.000mm Micro 100 161616 
4 Flutes Vie. 13/46" 22" Ae Monster 19LJ80 2 Flutes 5.000mm 13.00mm 57.0mm 6.000mm Micro 100 161624 
4 Flutes ¥g" 1" 22" 3" Monster 19LJ82 2 Flutes 6.000mm 16.00mm 57.0mm 6.000mm Micro 100 161632 
4 Flutes Ae. ii 2%4' “ge Monster 19LJ84 2 Flutes 8.000mm 22.00mm 63.0mm 8.000mm Micro 100 161640 
4 Flutes Yo" ile ll YA" Monster 19LJ86 2 Flutes 10.000mm 25.00mm 72.0mm 10.000mm ‘Micro 100 161648 
4 Flutes ¥" 14" 3" 3" Monster 19LJ88 2 Flutes 12.000mm 30.00mm 83.0mm 12.000mm Micro 100 161656 
4 Flutes Yq" 1¥," 4" 4" Monster 19LJ90 4 Flutes Ya" 4" 22" V4" Monster 19LJ92 
82° 4 Flutes Ye" i 22" yg" Monster 19LJ94 
2 Flutes Ye" Yo" 1 ¥," Ye" Monster 19LJ98 4 Flutes Yo" ile a Ya" Monster 19LJ96 
2 Flutes Vie. 3" 2 Ve Monster 55HF87 4 Flutes 3.000mm 8.00mm 38.0mm 3.000mm Micro 100 161612 
2 Flutes Yq" y4" 22" Ya" Monster 19LJ99 4 Flutes 4.000mm 11.00mm 50.0mm 4.000mm Micro 100 161620 
2 Flutes ¥g" 1" 22" ¥g" Monster 19LK01 4 Flutes 8.000mm 22.00mm 63.0mm 8.000mm Micro 100 161644 
p= ; TiN Finish 
K End Mill YS — 
eyway [fi His CLEVELAND No. 55GG63 
Keyway end mills make slots in parts so that key stock can be inserted into the 
slots when mating other components with the parts. These end mills are typi- Milling Length = Overall = =Shank —_Helix Item 
; : : Dia. of Cut Length Dia. Angle Brand No. 
cally undersized, which means they create an undersized slot to ensure a snug, TICN Finish 
j ic j j 2 Flutes 
secure fit when key stock is inserted into the slot. TT VAT Tem van a7 Cleveland 738F50 
Milling Length Overall Shank Helix Item 1 %in 1% in 4% In 1% in a0 Cleveland 438G06 
Dia. of Cut Length Dia. Angle Brand No. 1% In 1% in 4% In 1% in 30” Cleveland 438G04 
Bright (Uncoated) Finish 1% in 1% in 4% In 1 in 30 ° Cleveland 438603 
2 Flutes 1% In 1 ¥8 In 4% In 1 In 30 ° Cleveland 438G05 
Ye in ¥e In 2 %e in ¥ In 15° YG-1 Tool Company D0GE44 TiN Finish 
He in 6 in 2 %e in ¥% In 15” YG-1 Tool Company 59GF73 2 Flutes 
Yin Y in 2 “Ae in ¥ in 30 ° Cleveland 438N58 Ya in Yin 2 “6 in ¥ in 15° YG-1 Tool Company 55GG63 
¥ in %e in 2 Yin ¥g in 0° Cleveland 438U19 Ya in Y in 2 ‘Ae in ¥ in 3U” Cleveland 438F74 
¥e In %6 in 2 %e in ¥e In 15” YG-1 Tool Company 90GJ07 “Ae in “6 in 2 %e in ¥e In 15° YG-1 Tool Company 900GH44 
Ya in 1 in 3 In Yo in ie YG-1 Tool Company 90GK31 ¥e In 6 in 2 %e in ¥e In 1.” YG-1 Tool Company 90GJ08 
¥ In '%e in 3 “Ae in ¥ in 15° YG-1 Tool Company 90GL14 Ya in 1 in 3 in Yin 15" YG-1 Tool Company 90GK32 
% In 1 %e in 3 ¥4 In ¥e In 0° Cleveland 438U21 % In ge in 3 “Ae In % In 15" YG-1 Tool Company 59GL15 
Yq in 1 %ein 3 A In Yq in 0° Cleveland 438U22 Yin 1 %e6 in 3% In Yin 30° Cleveland 438F81 
¥4 in 1 %e in 3 %e in Ya in 15” YG-1 Tool Company 99GM13 in 1% in 4% In in oO” Cleveland 438F83 
1 in 1% in 4% In 1 in 0° Cleveland 438U24 1 Yin 1% in 4% in 1 Y% in 30 ° Cleveland 438F88 
1% in 1% in 4 Yin 1% in 30° Cleveland 438N60 1 Yin 1% In 4% in 1 in 30." Cleveland 438F85 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2295 
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End Mills Details on page A1. 
| x , For more information on end mills, see page 2277. 
; Bright (Uncoated) Finish 
4 Flutes 
CLEVELAND No. 45XN34 
H H Milling Di os Length of teeth hank Di B na 
Double-End Straight-Shank Chamfer Mills {422,as(t¢y—tor0" 91" tert _ shark a, _brant_to 
right (Uncoated) Finis 
Double-end chamfer mills have a straight shank with angled cutting edges on both 2 Flutes 60° Tn Vin in Monster 45XN24 
ends and can accomplish more milling tasks than single-end chamfer mills before ¥% in 90° ‘Ae in Tin Ye in Monster _ 45XN26 
90 ° 1% in 1% in ¥ in Cleveland 33FZ14 
they need to be replaced. They are used to create chamfered or beveled edges, to 60° eal an Vain Monster 45XN22 
debur edges, and to spot and countersink holes in one step prior to drilling. “Ae in 90° %32 In 2 in “Ae in Monster _ 45XN28 
90° 2 in 2 in Ve in Cleveland 33FZ15 
Included Overall Item 60 ° 32 in 2% In Yin Monster 45XN23 
Milling Dia. Angle Length of Cut Length Shank Dia. Brand No. Yin 90 ° Ye in 2 In Ya in Monster 45XN30 
AlTin Finish 90 ° 2% in 2% in YW in Cleveland 33FZ16 
iin 60 ° = 1% in ¥ in Monster DOHF9D 60 ° ¥ In 2/2 in ¥ in Monster A5XN24 
90 ° — 1% in Y% in Monster 55HG03 % in 90° He in 2% in % in Monster 45XN382 
36 in 60 ° — 2 In 6 in Monster 55HF96 90 ° 2% in 2% in ¥% in Cleveland 33FZ17 
90 ° — 2 in Ve in Monster 55HG04 60 ° ¥s in 3 in v2 in Monster 45XN25 
Vain 60 ° = 2% In Yin Monster DOHF97 VY in 90 ° Ya in 3 in Ye in Monster 45XN33 
° 90 ° — 22 in Yin Monster 55HG05 90 ° 3 in 3 in Y in Cleveland 33FZ18 
60 ° —_ 2% In ¥g In Monster 55HF98 Yin 90° 4 in 4 in Yin Cleveland 33FZ19 
¥ in 90° — 2% In ¥ in Monster 55HGO01 4 Flutes 
90 ° — 2% In ¥% in Monster 55HG06 Ye In 90° Ye in 1% In Yin Monster 45XN34 
60 ° —_— 3 In Y In Monster 55HF99 Ve in 90 ° ¥32 In 2 in Ve in Monster 45XN35 
Ya in 90 ° = 3 in Ye in Monster 99HGO7 Vin 90 ° ¥e in 2/2 in Yin Monster 45XN36 
90 ° — 3 In Y In Monster 55HG02 : 90° 2% In 2% 1n YW in Cleveland 32ZX64 
2 Flutes 4 in 90° Vie in 2% In ¥s In Monster 45XN37 
v in 90 ° Ye in 1% in Ye in Monster 45XN27 3 90 ° 2¥2 In 2¥2 In ¥ in Cleveland 32ZX65 
2 Flutes ein 90 ° Ya in 3 in Ye in Monster 45XN38 
Ve in 90 ° ¥32 In 2 in Ve in Monster 45XN29 90 ° 3 In 3 in Y In Cleveland 32ZX66 
Yin 90 ° Ys in 2% In Yin Monster 45XN31 Yin 90° 4 in 4 in Yin Cleveland 32ZX67 
MN SCHULTZ 
MONSTER TOOL -| 
a Included Length Overall Shank Item 
: AlTin Finish Milling Dia. Angle of Cut Length Dia. Brand No. 
2 Flute of . ae in 5 in os in pyoustet eed 
ig 20 In in 16 IN onster 45XM74 
CLEVELAND No. 45XM49 346 in a . n in i in Monster 45XM 98 
- - - = in in 16 IN evelan 
Single-End Straight-Shank Chamfer Mills 60° ein iin in Monster ——aSXIS2 
60 ° 2% In 2% In YW in Cleveland 33FZ02 
Single-end chamfer mills have a straight shank with angled cutting edges on Vs in 8 g ain aE in us in a 45XM76 
: : i 2 In 2 In 4 in evelan 
One end and are less fragile than double-end chamfer mills. They are used to | 90° ‘Kin 56 in hin Moncice A5XNO1 
create chamfered or beveled edges, to debur edges, and to spot and countersink 20 5 Ale in AE in a Gleveland bales 
: : ATE . 8 in 2 In 8 in onster 
holes in one step prior to drilling. 60° Di in Dib in % in Cleveland 33F205 
Included Length Overall Shank Item 82 ° He in 2% In ¥% In Monster 45XM78 
Milling Dia. Angle of Cut Length Dia. Brand No. 4 in 82 ° 24 In 2'4 In ¥e in Cleveland 33FZ06 
AlTin Finish . 90 ° Ae in 2% in ¥% in Monster 45XN03 
2 Flutes 90 ° % In 2 in ¥zin  G.W. Schultz Tool 54PY40 
60” %a in 1% in ¥ in Monster 45XM49 90° 2% in 2% in ¥% in Cleveland 33FZ07 
% in 82° Ye in 1% In Y% in Monster 45XM73 120° 2% in 2% in ¥% in Cleveland 33FZ13 
90 ° Me in 1% In vin Monster 45XM97 60 ° ¥ In 3 in Y in Monster 45XM56 
60 ° 32 In 2 in Ve in Monster 45XM51 60 ° 3 In 3 In Y In Cleveland 33FZ08 
He in 82° ¥32 In 2 in Ve in Monster 45XM75 82 ° Yin 3 in Y in Monster 45XM80 
90 ° ¥32 In 2in Ve in Monster 45XM99 Y in 82° 3 In 3 In Y In Cleveland 33FZ09 
60 ° 2 in 2% In Yin Monster 45XM53 90 ° Yin 3 in Y in Monster 45XN05 
YW in 82° Yin 2% In YW in Monster 45XM77 90° 3 In 3 In Y In Cleveland 33FZ10 
90 ° Ye in 2% In Ya in Monster 45XN02 120 ° 3 in 3 in Y in Cleveland 33FZ11 
60 ° ¥3 In 2% In ¥s In Monster 45XM55 60 ° ¥3 In 3 In Yq In Monster 45XM58 
¥ in 82 ° Ve in 2% In ¥s In Monster 45XM79 82 ° ¥g In 3 in Yq In Monster 45XM82 
90° Ve in 2% In ¥3 In Monster 45XN04 ¥% in 90 ° ¥ In 3 In Yin Monster 45XN07 
60 ° ¥ In 3 In Y in Monster 45XM5/ 90 ° 1% in 4in ¥4in G.W. Schultz Tool 54PY68 
% in BZ” Yin 3 in Y in Monster 45XM81 90 ° 4in 4in Yin Cleveland 33FZ12 
90 ° Yin 3 in Yin Monster 45XN06 4 Flutes 
60 ° ¥s In 3 in Yin Monster 45XM59 60 ° %a in 1% In Yin Monster 45XM60 
¥% in 82 ° ¥g In 3 in Yq in Monster 45XM83 Y in 82° Ye in 1% in Yin Monster 45XM84 
90° ¥s In 3 in Yin Monster 45XN08 90 ° Ye in 1% In Ye in Monster 45XN09 
1 in 90 ° 1% in 4 in 1 in G.W. Schultz Tool 54PY71 60 ° ¥32 In 2 in He in Monster 45XM62 
4 Flutes He in 82° 342 In 2 in Ve in Monster 45XM86 
60 ° %a in 1% In Yin Monster 45XM61 90 ° 332 In 2 in Ve in Monster 45XN11 
Y in 82° Ye in 1% In Ye in Monster 45XM85 60 ° 2 in 2% In Yq in Monster 45XM64 
90 ° Me in 1% in Ye in Monster 45XN10 60 ° 2% In 2% In Yin Cleveland 33GC63 
60 ° 2 In 2 in ie in Monster 45XM63 iin 82° ¥e in 24 In Ya in Monster 45XM88 
¥e in 52° 330 In 2 in He in Monster 45XM87 : 82 ° 2% In 2% In Ya in Cleveland 33GC64 
90 ° ¥32 In 2 in Ve in Monster 45XN12 90 ° Y in 2% In Yin Monster 45XN13 
60 ° 2 in 2% in Yin Monster 45XM65 90 ° 2% In 2% In Ya in Cleveland 33GC65 
ve 82 ° ¥ in 2% in % in Monster 45XM89 60 ° % in 2% in ¥e in Monster 45XM66 
90 ° % in 2% in VY in Monster 45XN14 60 ° 2% In 2% In ¥% in Cleveland 33GC66 
90° % in 2% in VY in G.W. Schultz Tool 54PZ04 2” He in 2% in ¥% in Monster 45XM90 
60 ° ¥ In 2% in ¥% in Monster 45XM67 % in 82 ° 2% in 2% in ¥% in Cleveland 33GC6/ 
¥ in 82 ° Ve in 2% In ¥s In Monster 45XM91 90 ° He in 22 In ¥g In Monster 45XN15 
90 ° He in 2% In ¥% In Monster 45XN16 90 ° 2% In 2% In ¥ in Cleveland 33GC68 
60 ° ¥g In 3 in Y in Monster 45XM69 120° 2% in 2% In ¥% in Cleveland 33GC62 
WY in 2” Yq in 3 in Yin Monster 45XM93 bu.” ¥3 In 3 in Y in Monster 45XM68 
90 ° Yin 3 in Y in Monster 45XN18 60 ° 3 In 3 In Y In Cleveland 33GC69 
60 ° ¥3 In 3 in Yin Monster 45XM71 82° Yin 3 in WY in Monster 45XM92 
% in 82 ° ¥s In 3 in Yin Monster 45XM95 82° 3 In 3 In Y In Cleveland 33GC70 
° 90 ° ¥% in 3 In Yin Monster 45XN20 WY in 90 ° Yin 3 In Y in Monster 45XN17 
90 ° 1% in 4 in ¥4in  G.W. Schultz Tool 54PZ14 90 ° ¥ In 2% In Yin  G.W.Schultz Tool 54PY86 
Bright (Uncoated) Finish 90° 1 in 3 in Yin G.W. Schultz Tool 54PZ09 
2 Flutes 90 ° 3 in 3 in Y in Cleveland 33GC71 
60 ° %a in 1% in Ye in Monster 45XM48 120 ° 2% In 3 in Y in Cleveland 33GC72 
60 ° 1% In 1% In Yin Cleveland 33FY97 60 ° ¥3 In 3 in Yq in Monster 45XM70 
Vein 2” Vie in 1% In Ye in Monster 45XM72 oe" ¥e In 3 in Ya in Monster 45XM94 
82 ° 1% in 1% in ve in Cleveland 33FY98 ¥ in 90 ° ¥ in 3 in Ya in Monster 45XN19 
90 ° Ye in 1% in ve in Monster 45XM96 90 ° 1 in 4in ¥4in  G.W. Schultz Tool 54PZ13 
90 ° 1% in 1% in ve in Cleveland 33FY99 90 ° 2% In 4in Yin Cleveland 33GC73 
2296 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” MACHINING 








Find the wi. Find Solutions. Find Great Prices. Router Bits 
No. of Item GRAINGER 
Pieces Profile Bit Shape Included Brand No. — 
3 Flush Trim GA 16Y598 
3 Rail, Raised Panel, Stile GA 16Y604 
5) Rail, Raised Panel, Stile Westward 45J321 
3 Straight GA 16Y597 
4 Flush Trim, Panel, Pattern GA 16Y548 Vermont 
4 Forming GA 16603 Gage 
4 Roundover GA 16Y602 
4 Roundover Vermont American 41HR19 > 
a Straight GA 16Y547 : 
6 Chamfer, Cove, Rabbetting, Roman Ogee, Roundover GA 16Y554 8 Piece 
3 Flush Trim, Patter, Straight a ue Router Bit Sets No. 52X10 
ot Cutter . 
Upshear Design, V-Groove, Core Box, Spiral Plunge, Down Cut, : ; : 
8 Bottom Cleaning/Spoil Board, 0.10° Tapered Angle Bali Tip, 2D & 3D Powermatic © 52XJ10 Router bit sets contain multiple bits for creating decorative edges and 
Carving, 2D & 3D Carving, 5.4° Tapered Angle Ball Tip, 90° Angle other features in workpieces. These bits are used in woodworking and 
10 Chamfer, Core Box, Cove, Rabbeting, Roman Ogee, Roundover, Straight GA 16Y553 


light manufacturing applications in a variety of materials, including 
wood, some metals, plastics, and composites. 


ONSRUD 3 S55 «wee fred? anes: A === 


ONS CUTTER LP super carbide tools MONSTER - . “ 
ee r eae APPROVED Carbide Solid Router Bit for Wood 


Chamfer, Classical, Core Box, Cove, Dovetail, Keyhole, Mortising, 
30 Ogee, Ovolo, Panel, Rabbeting, Roman Ogee, Roundover, Straight GA 16Y605 





Solid Router Bits Spiral Downcut 
; : : 5 ‘ . No. 4VZX3 

Solid router bits make plunge and profile cuts in solid surfaces. The geometry of the router bit helps deter- 

mine the material it's best suited for use with. These router bits are used in CNC routers, machining centers, Cutter Length Overall Shank Helix Item 

and milling machines for manufacturing and production applications. Straight ae Length Dia. Angle Brand No. 
Cutter Length Overall Shank Helix Item Cutter Length Overall Shank Helix Item Yin “in 2 In Yin 0° Onsrud 4WAG7 
Dia. ofCut Length Dia. Angle Brand No. Dia. ofCut Length Dia. Angle Brand No. Acin Yin 2 in Yain O° Onsrud 4WAG9 
Carbide Solid Router Bits for Aluminum Yin in 2%4in “in 24°  Onsrud 4KNW6 Ycin  1in 4 in Yin O° Onsrud 4WAH1 
Spiral 0-Flute Downcut Yin in 2 In Yin 25° Onsrud 4KPG6 Yain  %in 24in “Yin 0° Onsrud 4WAH2 
Vein Vain Yin Yin 22° Onsrud 4KPR6 Yin Yin 2%in Yin 11°  Onsrud 4WAE6 Yin 1in 2%in Yin 0° Onsrud 4WAH3 
Yin Yin 2 in Yin 22°  Onsrud 4KPR8 Yin Yin 2%in Vin 24°  Onsrud 4KNW7 Yin 1in 3%in “Yin 0° Onsrud 4WAH4 
Yin ¥in 2 in Yin 22°  Onsrud 4KPR9 Yin in 2%in Vin 25°  Onsrud 4KPG7 Yin 1Y%in 4 in Yin 0° Onsrud 4WAH5 
Spiral 0-Flute Upcut Yain 1% In 3 In Yain 25° Onsrud 4KPG9 Y in 1 in 3 In Yin 0° Onsrud 4KNT1 
VYiein Vain Yin Yin 22° Onsrud 4KPT2 ¥in in 3 in Yin 11°  Onsrud 4WAE7 Yin 2vein 6 in Yin 0° Onsrud 4KNT3 


Ygin Yin 1% In Yein 22° Onsrud 4KPT3 ¥in 1¥8in 3 In ¥in 24° Onsrud 4KNW8 Carbide Solid Router Bits for Stainless Steel 

Yein Vain 2 in Yain 22° Onsrud 4KPT4 ¥Yain 1%in 3 In Sein 257 Onsrud 4KPH1 Spiral Upcut 

Vein Ye2in 2 in Yain 22° Onsrud 4KPT5 Yin vin 38%in in 11° Onsrud 4WAE8 Yin Yin 2 In Yin 30° Onsrud 4KPH6 
Hein Yin 2 in Yain 22° Onsrud 4KPT7 Yin 2vein 4%in in 11° Onsrud 4WAF1 Hein Yin 2%iIn Hein 30° Onsrud 4KPH7 








Yain — %in 2 in Yain 22° Onsrud 4KPT8 Spiral Upcut Yain %in 2%in Yin 30°  Onsrud 4KPH8 
Yin Yin 2%in “Yin 22°  Onsrud 4KPT9 Yain Yin 2 in Yasin 30° Onsrud 4KPC3 Yin Yin 3 in 3Yain 30°  Onsrud 4KPH9 
Yoin  1¥%in 3 in Yain 22°  Onsrud 4KPU1 Straight Flute Carbide Solid Router Bits for Wood 
Acin Yin 3 in Yoin 22° Onsrud 4KPU2 Yoin Yin 2%in “Yin O° OSG  35DA07 Yain — 1in 2%in Yin Westward 16Y5/7 
Yin Yin 3 in Yein 22°  Onsrud 4KPU4 Yin 1in 3 in Yin 0° OSG 35DA19 Compression Spiral 
Yasin 1% in 3 in Yain 22° Onsrud 4KPUS5 Straight 0-Flute ¥gain 1¥%in 3 in Yain 30°  Onsrud 4VZZ8 
Yin vin 38%in Yin 22°  Onsrud 4KPU6 Yain “ein 2 in Yoin O° Onsrud 4KNT4 Yin 1¥in 3 in Yeoin 30°  Onsrud 4WAA1 
Yin 1%in 8%in Yin 22°  Onsrud 4KPU7 Yain — Yain 2 in Yoin O° Onsrud 4KNT5 Yin i%in 38%in Yin 30° Onsrud 4WAA4 
Spiral Upcut Yein  %in 4 in Yain 0° Onsrud 4KNT6 Yin 1% in 4 in Yin 30°  Onsrud 4WAA3 
Yiein Yin 1%in  Yein 30° Micro100 18F020 %2In Wein 2 in Yain O° Onsrud  4KNT7 Yin  2Y4in 3 in Yzin 30°  Onsrud 4WAAG 
Yein Yain 2 in Yain 30° Micro100 18F021 Hein Zin 2 In Yasin O° Onsrud 4KNT9 Spiral Downcut 
Yin Yin 1Yin  Yein 30° Micro100 18F022 Ycein in 4 in Yoin O° Onsrud 4KNU1 Yein Yin 2 in Yein 30°  Onsrud 4VZX3 
Yasin Yin 2 in Yasin 30° Micro100 18F024 Yoin Yin 24%in “Yin O° Onsrud 4KNU3 Yein Yin 2 In Yain 30°  Onsrud 4VZX4 
Yin Yin 1Y%in  Yein 30° Micro100 18F023 Yoin— 1in 3%in “Yin O° Onsrud 4KNU5 %2In Yin 2 In Yain 30°  Onsrud 4VZX5 
Yin Yin 2 In Ysin 30° Micro100 18F025 Yin 1¥%in 4 in Vain Onsrud 4KNU6 Ycin Yin 2 In Yain 30°  Onsrud 4VZX6 
Ycin “in 2 In Ycein 30° Micro100 18F027 Straight V-Flute Yain “Ain 2%in Yin 30°  Onsrud 4VZX8 
Ycin Yin 2 In Yin 30° Micro 100 18F030 Yin Yin 24in “in O° Onsrud 4KPC2 Yain “Ain 3 in Ysin 10°  Onsrud 4WAC8 
Yin Yin 2%in Yin 30° Micro100 18F034 Carbide Solid Router Bits for Hard Plastics Yain _1in 2%4Iin Yin 20° Freud  93DJ46 
Yin  1%In 3 in Yasin 30° Micro 100 18F032 Spiral 0-Flute Downcut Yain  1in 2%Iin “Yin 30°  Onsrud 4VZX9 
Yein 1¥ein 3 in Yein 30° Micro100 18F035 Main Yin 2 In Yain 21° Onsrud  4KNV1 Yain 1% in 3 In Yain 30°  Onsrud 4VZY1 
Yin in 3 in Yin 30° Micro 100 18F037 Ycin Yin 2 in Yain 21° Onsrud 4KNV2 Yein 1¥%in 3 in Yein 30°  Onsrud 4VZY5 
Carbide Solid Router Bits for Composites Yain Yin 2¥%in Yin 21°  Onsrud 4KNV3 ”Acin in 3 In Yin 30°  Onsrud 4VZY7 
Spiral Downcut Yain 1% in 3 In Yain 21° Onsrud 4KNV4 Yin 1%in 3 in Yin 30°  Onsrud 4VZY8 
Yain Yein 1%in Yin 30° OSG  33PC26 Yin 1¥%in 3 in Yain 21°  Onsrud 4KNV5 Yin 1%in 38%in Yin 30°  Onsrud 4VZZ1 
Yin Yin 2%in Yin 15° OSG  35DR80 Spiral 0-Flute Upcut Yin 2¥in 4 in Yoin 30°  Onsrud 4VZZ2 
Yin Yin 2%in “in 30° OSG 35DR56 Yiein Yin 2 in Yain 21°  Onsrud 4KNW9 Yin 2¥%in 4%in Yin 10°  Onsrud 4WAE2 
Yin Yin 2%in “Yin 60° OSG 35DR86 Yiein Yin 2 in Yain 21° Onsrud  4KNX1 in 1¥ein 3 in Yoin 30°  Onsrud 4VZZ3 
Yin Yin 3 in Yain 45° OSG 35DR59 Yain Yin 2 in Yain 21° Onsrud 4KNX4 Yin 1% in 4 in Yzin 30°  Onsrud 4VZZ5 


Yain Yin 3 in Yain 60° OSG  35DR64 Yein “in 2 In Yain 21° Onsrud 4KNX® Spiral Upcut 

Yin 1in 3 in Yain 15° OSG  35DR83 %2In Ae in 2 In Yain 21° Onsrud 4KNX6 Yin ‘in 2 In Yain 30°  Onsrud 4VZV6 
Yasin “Ain 3 in ¥Yein 30° OSG 35DR5/ Hein in 2 In Yain 21° Onsrud  4KNX7 Ycein Yin 2 In Yain 30°  Onsrud 4VZV7 
Yoin in 3 in Yoin 60° OSG 35DR89 Hein “in 2 In Yein 21°  Onsrud 4KNX8 Yain ‘Ain 3 In Yasin 10°  Onsrud 4WAA8 
piral Upcut Yein Yin 2 In Yain 21° Onsrud 4KNX9 Yain — 11n 2%in Yin 30°  Onsrud 4VZW1 
Yasin ‘Ain 3 in Yain 10°  Onsrud 4KPH4 Yain Yin 2¥%in Yin 21°  Onsrud 4KNY2 Yain  1%in 3 in Yain 30°  Onsrud 4VZW2 
Yin 1% in 3 in Yoin 10°  Onsrud 4KPH3 Yain 1% in 3 In Yain 21° Onsrud 4KNY4 Yain in 3 In Yain 10°  Onsrud 4WAA9 


” 





Yin vin 38%in Yin 10°  Onsrud 4KPHS Yain 1% In 3 In Yain 21°  Onsrud 4KNY®5 Zain 1¥%in 3 In ¥Yzin 10°  Onsrud 4WAC1 
Straight Flute Yin 1%in 3 In Yain 21°  Onsrud 4KNY6 ¥Yain 1% In 3 in Yin 30°  Onsrud 4VZW6 
Yin Yin 4 in Yin 0° Onsrud 4KPP5 Yin iin 38%in Yin 21°  Onsrud 4KNY7 Yin 1%ein 3 In Yin 30°  Onsrud 4VZW7 
Carbide Solid Router Bits for Foam Straight V-Flute Yin vin 38%in “Yin 10°  Onsrud 4WAC2 
Spiral Upcut Yein Yin 2 In Ya in Onsrud 4WAF8 Yin 1% In 4 in Yin 10°  Onsrud 4WAC3 
2¥ in 4 in Yin 30°  Onsrud 4VZX1 


0 ° 
Yein vin 2%in Vain 25° Onsrud 4KPE3 Ycin Yin 2 in Yoin 0° Onsrud 4WAF9 Y in 
Yein 1¥%in 3 in Yein 25°  Onsrud 4KPE4 Yain Yin 2¥%in Yin O° Onsrud 4WAG1 Diamond-Cut Carbide Solid Router Bits for Composites 
Hein 1% In Ain Hein 25° Onsrud 4KPE5 Yain 1% in 4 in Yain O° Onsrud 4WAG2 Diamond Cut 
Yain 2¥%in 4in Yain 25°  Onsrud 4KPEG6 Yin ‘Ain 2%in “Yin O° Onsrud 4WAG3 Yin “sin 1%in Yin N/A OSG 35DA30 





Y%cin 3¥ein 6 in Yein 25° Onsrud 4KPE7 Carbide Solid Router Bits for Soft Plastic Yin “in 1%in Yin N/A Micro 100 18E966 
Yin 3'%in 6 in Yain 25° Onsrud 4KPE8 Spiral 0-Flute Downcut Yin ‘Ain 1%in Yin NA OSG  35CN41 
Carbide Solid Router Bits for General Purpose Applications Ye | Y in 2 In Yoin 21°  Onsrud 4KNV7 cin in 2 in ¥Yein N/A Micro100 18E978 
Spiral Downcut Ycin “in 2 In Yain 21° —Onsrud_ _12A959 Acin in 2 in Yain N/A Micro 100 18E968 


Yein ain 2 in Yain 25° Micro 100 18F133 Yain Yin 2¥%in Yin 21°  Onsrud 4KNV8 Yain Yin 2 In Yain N/A OSG —_35DA42 
Yin 1%in 2 in Yain 39°  SGS Tool 41CF89 Yain 1% in 3 In Yain 21°  Onsrud 4KNV9 Yain Yin 2%in Yin N/A  Micro100 18E970 
Yain Yin 2¥%in Yin 25° Micro100 18F142 Yin in 38%in Yin 21°  Onsrud 12A961 Yain Yin 2%in Yin N/A GA 19D933 
Yain 1% in 3 in Yain 25° Micro 100 18F082 Spiral 0-Flute Upcut Yain Yin 2%in Yin N/A OSG 35DA46 
Zain 1% in 3 in Yain 25° Micro100 18F085 Yein Yin 2 In Yain 21°  Onsrud 4KNY9 Yin 11n 3 In Yasin N/A Monster 59JD81 
Yin 2in 4 in Yoin 35° SGS Tool 41AY23 Yein Yin 2 In Yain 21° Onsrud  4KNZ1 Yin 11n 3 in Yain N/A Micro100 18E971 
piral 0-Flute Downcut Yein ‘in 2 In Yain 21° Onsrud 4KNZ3 Yein Mein 2%in Yein N/A OSG —_35CN52 
Yein Yin 2 in Yain 25° Onsrud 4KPF1 Hein Yin 2 In Yain 21° Onsrud 4KNZ4 Yin In 2%in %in N/A  Micro100 18F018 
Yain Yin 2 in Yain 25° Onsrud  4KPF5 Yain Yin 2¥%in Yin 21°  Onsrud 4KNZ6 Yin 11n 3 In Yin N/A Micro 100 18E985 
Yain 1% in 3 in Yain 25° Onsrud 4KPF8 Yain 1% in 3 In Yain 21° Onsrud 4KNZ7 Yin in 3 in Yin N/A GA 19D935 
Spiral 0-Flute Upcut Yain 1% In 3 In Yain 22°  Onsrud 4WAF2 Yin vin 3%in Yin NA Onsrud 4KPL2 
Yiein Vain 2 in Yein 25° Onsrud 4KPF9 Zain 1%in 3 In Yain 21° Onsrud 4KNZ8 Spiral Downcut 
Yein Yin 2 in Yain 24°  Onsrud 4KNW2 ¥Yain 1%In 4 in Ysin 22°  Onsrud 4WAF3 Yein ‘Ain vin. “win 15° OSG  35DR32 
Yein Yain 2 in Yain 25°  OQOnsrud 4KPG1 Yin i%in 38%in %in 21°  Onsrud 4KNZ9 Yain Yin 24in Yin 15° OSG 35DR24 
Ygin Yin 2 in Yain 25° Onsrud 4KPG3 Yoin  1%in 4 in Yoin 22°  Onsrud 4WAF4 Yain Yin 24%in Yin 15° OSG  33PC25 
Yein Yin 2 in Yain 24°  Onsrud 4KNW®5 Yoin  2%ein 4 in Yoin 22° Onsrud 4WAF6 Yain — 11n 3 in Yain 15° OSG _35DR38 
Yein 1% In 3 in Yain 25° OQOnsrud 4KPG5 ¥ain 1%in 3 In Yin 15° OSG 35DR36 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2297 


ALZ) 











MACHINING 
Carbide Burs 


Scan. Order. Done. 
Details on page A1. 





* GRAINGER 


Carbide Burs SA-2 


SA-3 
= For long shank burs, see Grainger.com® SA-4 
= For information on overall eae 

length, see Grainger.com® SA-7 
: SA-8 
Single Cut—For general purpose use on steel, SA-9 


cast iron, ferrous, and nonferrous metals. Lal 


Double Cut—fFor use on steel, stainless steel, Lar 

high-temperature alloys, and cast iron. SA-15 

, . : SA-16 
Diamond Cut—For fiberglass routing. SA-41 

SA-42 

SA-43 

SA-51 

SA-51 

SA-52 

SA-53 

ere SA-63 

a SA-81 

Cylinder - End Cut 

SB-1 
SB-1 
SB-2 
SB-3 
SB-4 
SB-5 
SB-5 
SB-6 
SB-7 
SB-8 
SB-9 

SB-11 

SB-12 

ne SB-13 

—— ee SS SS SB-14 

SB-15 

SB-16 

Ws a SB-41 

ES “i SB-42 

SB-43 

iS SB-51 

SB-51 





Cylinder - No End Cut (SA) 


Cylinder - End Cut (SB) 


SC-1 
SC-2 
SC-3 
SC-3X 
SC-4 
SC-5 
SC-5 
SC-6 
SC-7 
SC-9 
SC-11 
SC-13 
SC-14 


—— EEE. SC-15 


—— SC-16 
SS SC-41 
SC-42 
Cylinder - Radius End (SC) SC-51 
930-52 
SC-53 
Ball 
SD-1 
SD-1 
SD-2 
SD-2 
SD-3 
SD-3 
SD-3 
SD-4 
SD-5 
SD-5 
SD-6 
SD-/ 
SD-/ 
SD-9 
SD-9 
Ball (SD) SD-11 
oD-11 
SD-14 
SD-40 
SD-41 
SD-42 
SD-51 
SD-51 
SD-52 
SD-53 
SD-53 











: Cutter 
APPROVED MONSTER WIDIA” cylin — ule 


V4" 


ay 6" 


3" 


iA, 6" 


Ya" 
ye" 
Vy" 
Ua 
| 1 
Ye" 
Ye" 


9/30" 
x, 6" 


Vy" 
V4" 


Y; 6" 
¥39" 


yy" 
V4" 
V4" 


32" 
Ve. 
30" 
Vie. 


VA" 
VY," 


oY 6 


Jp" 


iA, 6" 


Yo" 
Yo" 
3" 
Jf" 
Ua 
1 i} 
Ye" 
Ye" 


5/39" 
x, 6" 


Vy" 
Vy" 


Y 6 
¥9" 


Yer 
V4" 
V4" 


Cylinder - Radius End 


V4" 


ay 6" 


Vs" 
Ve" 


iA, 6" 


Yr" 
Yr" 
i" 


Vy" 


1 


Ye" 
30" 
He 
Jy" 
¥fq" 
30" 
Ye" 
Y," 
32" 
Vie. 


VY," 
Vy" 
Ae 
Ve 
3" 
3g" 
3g" 
Ag. 
Yo" 
Yo" 
¥3" 
fq" 
Jy" 


{" 
1 


Ye" 
Ve" 
Vie. 
Ye 
¥3o" 
Ye" 
V4" 
V4" 
30" 
He" 
Vie. 


Length 
of Cut 


if" 
Vy" 
fy" 
T 


1 
1" 
1" 
1 


1 u 
Yo" 
¥" 
I" 
3" 
Yo" 
Jy" 
YW" 
Ae. 
Ve 
Yo" 
Ve. 
Yo" 
Yo" 
3g" 
3" 


i/o" 
fo" 
fy" 
fy" 
| 1 


— st 1 


Ag. 
Ve 
Vie. 
Yo" 


i/o" 
4" 
fy" 


1% 


Shank 
Size 








Item 
No. 


19D632 
19D636 
19D637 
19D643 
19D648 


19D650 
19D633 


oh 
wo 


PSE Ebaby 
a 
So 


=| 
oO 
> 
t=) 


19D653 


19D655 
19D666 
19D651 


19D663 


o—h| 

© 
LUST T EULA 

ol 

oc 


19D683 
19D673 


19D681 
19D668 


19D678 
19D671 


19D677 


19D691 
19D692 


19D696 
19D706 


19D708 


—s 
Oo 
bib dahl b al 
o 
co 


19D703 


Item 
No. 


19D788 
19D792 
19D793 


19D799 
19D806 


19D789 


19D796 


19D798 
19D801 


19D809 


19D815 
19D812 


19D808 
19D814 


oh 

oo 
Phbabbhubi 

as 

ao 


19D816 
19D810 


19D823 
19D830 
19D827 


19D822 
19D829 


19D825 
19D828 


19D826 
19D824 
19D834 


19D838 


19D844 


19D851 


19D850 
19D852 


19D853 


* Solid carbide tool; all others have hardened steel shanks. f For cutting aluminum. 
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GA 
Single Cut | Double Cut; Single Cut | Double Cut 


MONSTER TOOL CO. 
Item Item 
No. No. 

22XY28 22YA34 

22XY29 22YA35 
22XY30 22YA36 
22XY31 22YA37 
22XY32 22YA38 
22XY33 22YA39 
22XY36 22YA42 
22XY37 22YA43 
22XY38 22YA44 
22XY17 22YA23 
22XY18 22YA24 
22XY22 22YA29 
22XY26 22YA32 
22XY34 22YA40 
22XY35 22YA41 
22XY12 22YA17 
22XY14 22YA20 
22XY19 22YA25 
22XY27 22YA33 
22XY21 22YA28 
22XY24 22YA30 
22XY20 22YA27 
22XY25 22YA31 
22XY51 22YA57 
22XY52 22YA60 
22XY53 22YA58 
22XY55 22YA61 
22XY62 22YA68 
22XY56 22YA62 
22XY59 22YA65 
22XY60 22YA66 
22XY61 22YA6/ 
22XY44 22YA50 
22XY39 22YA45 
22XY48 22YA54 
22XY49 22YA55 
22XY57 22YA63 
22XY58 22YA64 
22XY40 22YA46 
22XY41 22YA47 
22XY45 22YA51 
22XY50 22YA56 
22XY78 22YA84 
22XY79 22YA83 
22XY80 22YA85 
22YA10 22YD74 
22XY81 22YA86 
22XY82 22YA87 
22XY83 22YA88 
22XY84 22YA89 
22XY86 22YA90 
22XY67 22YA73 
22XY71 22YA/6 
22XY715 22YA80 
22XY 74 22YA/9 
22XY85 22YA91 
22XY66 22YA/2 
22XY69 22YA/5 
22XY/6 22YA81 
22XY7T7 22YA82 
22XY/2 22YA77 
22XY97 22YC02 
22XY98 22YC03 
22XY99 22YC04 
22XZ01 22YC05 
22XZ02 22YC06 
22XZ03 22YC07 
22XZ04 22YC08 
22XZ05 22YC09 
22XY91 22YA95 
22XY94 22YA98 
22XY88 22YA93 
22XY89 22YA94 
22XY95 22YA99 
22XY96 22YC01 
22XY92 22YA96 


WIDIA 
Single Cut Double Cut 

Item Item 

No. No. 
2RPW3 1Z318 * 

— 6KJLO 
2RPW4 12326 
2RPW5 12334 
6KJD6 6KJL1 

— 6KJL5 
6KJD7 — 

— 2NHG6 
6KJD2 ~* 6KJK8 * 
6KJD3 * — 
2RPW2 ~* 12285 * 

— 2NHG7 
2RPW6 12320 * 
6KJH3 = Tt — 
2RPW7 12328 
2RPW8 12336 
6KJH5 = Tt — 

— 6KJL4 

— 12344 

— 6KJL3 
6KJD8 * — 

— 2NHG9 ~* 

— 1Z352  * 
6KJE1 ~* 6KJL7 * 
2RPX3 * 12356 
6KJE2 12358 
6KJH7 9 * Tt — 

— 6KJL8 * 

— 2RPU1 * 

— 12292 * 
2RPX1 * 12288 * 

— 2RPU2 
2RPX6 12408 
6KJE8 — 
2RPX7 12410 
6KJH8 
2RPX8 12412 
6KJE9 6KJN4 

— 6KJN5 
6KJE4 2RPU3 
6KJE6 — 
6KJE3 * _— 
2RPX5 * 1Z300 ~* 

— 12294 * 
6KJE7 2RPU4 

— 6KJL9 * 

ED 
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Find the wl. Find Solutions. Find Great Prices. Carbide Burs 
. | CONTINUED | _ 
GA MONSTER TOOL CO. WIDIA m ™\ y 
Single Cut | Double Cut; Single Cut |Double Cut) Single Cut Double Cut GRAINGER a 
Trade Cutter Length Shank Item Item Item Item Item Item MONSTER 
No. Dia. of Cut Size No. No. No. No. No. No. APPROVED ee WIDIA 
Egg/Oval : 
SE-1 y y;' vj = 19D860 | 22XZ11 | 22YC15 = 2RPU7 
SE-3 7 ie 7 = 190863 | 22XZ12 | 22YC1i6 | 2RPY1 12399 Carbide Burs 
SE-5 i" 7A vi 190709 | 19D859 | 22XZ13 | 22YC17 | 2RPY2 17401 * 
SE-5 i" i vj = = = = 6KJJO + = 
SE-6 7 T 7 = 19D866 | 22XZ14. | 22YC18 = = 
SE-7 7 iu 7 190715 | 19D865 | 22XZ16 | 22YC20 = = 
SE-11 Ae He 7 = = 22YE08 | 22YE09 = = 
SE-41 i a2" i = 19D862 | 22XZ06 | 22YC10 = 2RPU5  * 
SE-51 vj; yf; i = = 22XZ10 | 22YC14 = 2RPUG 
SE-53 Hg Vag" i 190716 = 22XZ08 | 22YC12 = 6KJNG * 
Tree - Radius 
SF-1 7 oA 7 190718 | 19D867 | 22XZ23 | 22YC27 | 2RPY4 12366 See nenr ice 
SF-3 3 yj" yi" 190722 | 190871 | 22X224 | 22YC28. 2RPY5 17368 gg/Oval (SE) 
SF-3 ye Ys" vi — — = = 6KJJ1 + = 
SF-4 Ae T vi = 190872 | 22XZ25 | 22YC29 — — 
SF-5 i" T A 190726 | 19D875 | 22XZ27 | 22YC31 | 2RPY6 12372 
SF-5 71 T vA — = = _ 6KJJ2. + — 
SF-6 7 T vi 190729 | 19D878 | 22XZ28 | 22YC32 — 17374. * 
SF-7 7 T vi 190730 — 22X229 | 22YC33 = 6KJNG ee —— 
sal fe = ar ee = SS 
SF-13 i" Ys vA 19D719 = 22X226 | 22YC30 = 6KIN7Z Sa 
SF-14 7 TVs" vi 190720 | 19D869 | 22XZ30 | 22YC34 = = : 
SF-15 7 Tv vi _ 190870 | 22XZ31_ | 22YC35 = = Tree - Radius (SF) 
SF-41 i 7 i = = 22XZ17_ | -22YC21_.~+~2RPY3 * 17306 * 
SF-42 i 71 i 19D725 = 22XZ218. | 22YC22.. +GKJF3 * +~| 2RPUO * 
SF-51 vy; vr" i = = 22X222. 22YC26. ~GKJF4 2RPV1 
SF-53 Ag Vp" 7 = = 22X220 | 22YC24 = — 
Tree - Pointed 
SG-1 7 He 7 190753 | 19D880 | 22XZ38 | 22YC42 | 6GKJF9 12378 
SG-2 Ae Ys vi = = 22X739 | 22YC43 = = 
SG-3 He Ys 7 190758 | 19D885 | 22XZ40 | 22YC44 = 6KJP1 
SG-5 i" ik vi = 190891 | 22XZ42 | 22YC46 = 12382 
SG-6 7 il vj 190768 | 19D895 | 22Xz243 | 22YC47 = = 
SG-7 ys r Vs = = 992X744 22YC48 = = Flame (SH) 
SG40 i" Ys vi 19D754 = 22XZ41 | 22YC45 = 6KJP2 
SG-15 7 1K vi 19D755 = 22XZ45 | 22YC49 = = 
SG-41 i 7a i 19D760 = 22X732 | 22YC36 = 6KJNO * 
SG-42 i Ae i 190761 | 19D888 | 22XZ33 | 22YC37 = = 
SG-43 i ¥;' i 190762 = 22X734. + 22YC38.~—~SGKJFG.* = 
SG-44 i Vp" i — = 22XZ46 22YC50 + + GKJF7 * 6KJPO * of 
SG-51 yh i" i = 19D892 | 22XZ37 | 22YC41 | GKJFS = oe 
SG-53 Ag i" i 19D766 = 22X735 | 22YC39 = = pee 
Flame 2 
SH-1 7 5, Ya" = = 22X254 | 22YC59 = = Pointed Cone (SM) 
SH-2 Ve ' Va" = — 22X750 | 22YC55 | 6KJG3 — 
SH-5 i" 1V:' vi 190735 | 19D911 | 22XZ51 | 22YC56 = 2RPV2 
SH-6 7 16 7 = — 22XZ252 | 22YC57 = = 
SH-7 7 1% vi = = 22X253 | 22YC58 = = 
SH-41 i 7a i = = 22XZ48 | 22YC53..--2RPY7 ~* 12296 * 
SH-53 Ag yf, i 190732 | 19D915 | 22Xz49 | 22YC54 | G6KJG2 * — 
Taper - Radius 
SLi 7 7 7 — 190918 | 22XZ75 | 22YC80 = 6KJPG 
Slo Ae 7A 7 190773 | 19D919 | 22XZ76 | 22YC81 = 6KJP7 
SL-3 He Te vi — = — — = 5ET16 * 
ci-3 7 Te 7 190774 | 19D920 | 22XZ77 | 22YC82 = = Tree - Pointed (SG) 
SL-4 i" Tv 7 190775 | 190921 | 22XZ78 | 22YC83 | 6KJJ3 + — 
SL-4 i" TV: vi = — — — = 5ETI8.* 
SL-5 ie The vi = = 22XZ80 | 22YC85 = — 
SL-6 7 The vi = 190924 | 22XZ69 | 22YC74 = 6KJP8 
SL-7 7 1K" 7 = 190925 | 22XZ81 | 22YC86 = — 
SL-41 Vi ¥H; i = = 22XZ70 | 22YC75 = 6KJP4 * 
SL-42 i v7 % 190778 = 22XZ771_ | 22YC76 6KJGS * 6KJP5  * 
SL-53 Ag Hp" i 190779 = 22XZ73_ | -22YC78 = — - 
Pointed Cone Sateatee es ems as» 
SM-1 7a i" vy = 190901 | 22XZ90 | 22YC95 = 2RPV7 . 
SM-2 7 Ys" vi = 190902 | 22XZ91 | 22YC96.| 2RPY8 17386 Taper - Radius (SL) 
SM-3 7 i vi 190741 | 190903 | 22XzZ92 | 22YC97 | 2RPY9 2RPV8 
SM-4 He 7 vj 190745 | 190908 | 22XzZ93 | 22YC98 = 12390 
SM-5 i" 7A vi = 190899 | 22XzZ94 | 22YC99 | 2RPZ1 12392 
SM-6 74 7 vi 190747 | 190909 | 22Xz95 | 22YD01 = 6KJP9 
SM-41 Ve x; i 190742 = = = = 2RPV3 * 
SM-44 i THa9" i = = 22XZ83 | 22YC88 — — 
SM-42 i" Ag i" — — 22XZ84 | 22YC89 6KJG9 * 17304 * —— 
SM-43 i i" % | 190744 — 22XZ87 | 22YC92 G6KJHO * | 2RPV5 * —_—_—— = 
SM-51 vi Hp" i = 190904 | 22Xz89 | 22YC94 = 2RPV6 — 
SM-53 He i" i 19D748 = 22XZ88 | 22YC93 = = 
Inverted Cone Inverted Cone (SN) 
SN-1 7 Ae" Ya" = = 22YA03 | 22YD08 = = 
SN-2 7 H 7 = = 22YA07 | 22YD12 = = 
SN-4 i" i" vA 190782 = 22YA04 | 22YD09 — = 
SN-6 7 Ys vA — = 22YA05 | 22YD10 = = 
SN-7 7 i vi = = 22YA06 | 22YD11 = = 
SN-41 Vag" ye i 190786 | 19D931 | 22XzZ97 | 22YD03 = = 
SN-42 i Ag i = 190929 | 22xz98 | 22YD04 = = 
SN-51 7 7 i = — 22YA02 | 22YD07 = = 
SN-53 Ag yj iH 190785 | 190932 | 22XzZ99 | 22YD05 — — 
GA WIDIA Diamond Cut 
Item Item 
Cutter Dia. Length of Cut Shank Size No. No. 
Diamond Cut 
a" Ya" 7 190933 | 6KJC9 
Ye ile 7 190934. 6KJDO * 
WA ik i 190935 | 6KJD1 * 


* Solid carbide tool; all others have hardened steel shanks. ¢ For cutting aluminum. 
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MACHINING Scan. Order. Done. |= 
Carbide Burs Details on page Al. = 












Cylinder (SA) 


















Cone 
No. 38TC36 
A Inox Cut, 5 pc. 
lin Trade Cutter Length Shank — Item Carbide Burs and Sets No. 49EJ45 
\ONSTE! pa: —Lla- ol tut __ Size __No. = Suitable for ferrous and nonferrous applications 
Aluma Cut SD-7NF "Te! Va" 22 YEOS = Ensure efficient stock removal 
Clinger Ae 4 -22¥D21_—|_w Use for optimum surface finish 
Carbide Burs SA-5NF.%" 1" %"  22YD15 | = Note: Additional sets available, go to Grainger.com®. 
. SA-INF a" "Vs 22YD32 Tale ete 
These single-end burr s are designed oyinet = Ene Mat i yj vD41 Shape No. Cutter Dia. Length ofCut Shank Size No. 
SB-5 2 1 4 22YD4 ' 
with a high flute finish for easy SB-7NF ij i vA 99YD43 Carbide Burs 
chip flow in soft materials such as SB-3NF_ "Y's 2YD40 Ral —— te a cn 3670726 
aluminum, plastics, and zinc. Made SC-5NF 4" ~SC«SSSSCSG®SS DIB 60° Countersink SJ5RA A 1% Va 381C21 
of micrograin C-2 grade premium SC-6NF_ "Vk" 2219 STE Sieh) Ze cid us golule 
operate i SC-3NF%" a" ~—S«Ns"—~—S=«*YD AT Oval Sal a 7 a 38TAG9 
carbide with 8% to 10% cobalt Egg/Oval Pointed Tree SG5RA % 1%; VA 381C20 
content. For use in die grinders, CNC SE-ONF 2" "Va" 22D 24 No. of Shank Item 
machining centers, and high-speed Faper fadius. 4745 SUD Te carbide gee Pieces Size (in.) Includes No. 
dremel-type rotary tools. SL-4NF "1%" ———-22YD30 Steel Cut 5 yj SB-5, SC-5, SF-5,SG-5,SL-4 _ 49EJ74 
- : ; Tree - Radius Omega Cut a Va SB-5, SC-5, SF-5, SG-5, SL-4 —_ 49EJ80 
Note: Additional trade sizes available, go to SF-5NF iA" il Ys" 22YD27 Inox Cut 5 % SA-5, SC-5, SF-5,SG-5, SL-4_49EJ45 
Grainger.com®. SF-3NF "Ss" ——«o22YD26 Double Cut 5 7 SB-3, SC-5, SF-5,SG-3, SL-4__ 49EJ75 
TVTI, Mt) 
No. 2C919 Li 1 qf pee No. 2C923 No. 22XY05 
; fw. . W 
Carbide Bur Sets MONSTER WIDIA 
se eure 
No. of Shank Item Item 
Pieces Size (in.) Includes No. No. 
Monster Tool Co. 
8 7 Trade Number: SA-5, SC-5, SD-5, SE-5, SG-5, SH-5, sk: 5, SM-5 22XX94_| 22XX66 
A SB-1, SB-3, SB-5, SD-1, SD-3, SD-5, SE-1, SE-3, SE- 22XX91 _ 
9 7 Trade Number: SA-3, SC-3, SD-3, SE-3, SF-3, SG-3, er 3, SM-3, SN-2 22XX88 — 
vy SB-3, SC-3, SD-3, SE-3, SF-3, SG-3, SK-3, SL-3, SM-3 22XX89 = 
i SA-3, SC-3, SD-3, SE-3, SF-3, SG-3, SJ-3, SM-3, SN-2 — 22XX60 
Ai SA-5T, SA-52, SB-5T, SC-5T. SC-52, SD-51, SD-52, SE-51, SF-51, SG-51, SM-51, SN-51 22XX83 — 
GEE Es ay oes COE US ek Sie "pa 
g" 52. 53. -52, SD-53, SE-53, SF-53, SG-53, SH-53, SM-53, SN-5 — 
42 A SA-1, SA- 3 SA-5, SD: _5D-3, SD-5, SF-1, SF-3, SF-5, SG-1, SG-3, SG-5 22XX96 — 
A SA-5, SB-5, SC-5, SD-5, SE-5, SF-5, SG-5, SH-5, SJ-5, SK-5, SL-4, SM-5 22XY04 | 22XX75 
i Trade Number: SA-3, SB-3, SC-3, SD-3, SE-3, SF-3, SG-3, SJ-3, SK-3, SL-3, SM-4, SN-2 22XY03 — 
i SB-1, SB-3, SB-5, SD-1, SD-3, SD-5, SF-1, SF-3, SF-5, SN-1, SN-2, SN-4 22XX98 = 
7 , 7 Trade Number: SA-1, SA-3, SA-5, SC-1, SC-3, SC-5, SE-1, SE-3, SE-5, SM-1, SM-3, SM-5 22XX97 = 
estwar' 
5 if SA-51, SC-51, SF-51, SD-51, SM-51 2LYT5 _ 
A SA-1, SC-1, SF-1, SD-1, SM-1 2LYT3 2LYT2 
9 Ai SA-51, SB-51, SC-51, SD-51, SE-51, SF-51, SG-51, SM-51, SN-51 2LYR4 — 
% SA-42, SA-43, SC-41, SC-42, SD-42, SE-41, SF-42, SG-43, SH-41, SL-42, SM-42, SN-42 2LYR8 — 
42 Ai SA-42, SA-43, SC-41, SC-42, SD-42, SE-41, SF-42, SG-43, SH-41, SL-42, SM-42, SN-42 — 2LYR7 
vi SA-1, SC-1, SD-1, SE-1, SF-1, SG-1, SH-1, SJ-1, SK-1, SL-1, SM-1, SN-1 2LYR6 — 
7 SA-1, SC-1, SD-1, SE-1, SF-1, SG-1, SH-1, SJ-1, SK-1, SL-1, SM-1, SN-1 — 2LYR5 
aa: vi SA-1, SA-3, SA-5, SC-1, SC-3, SC-5, SD-3, SD-5, SE-3, SF-1, SF-3, SF-5, SG-1, SG-3, SL-3, SL-4_ | 2LYT1 2LYR9 
8 yf SA-1, SC-1, SD-1, SE-1, SF-1, SG-1, SL-1, SM-2 20919 — 
A SA-05, SD-05, SE-05,SF-05, SM-05, SG-5, SL-4, SC-5 2RPW1 — 
9 Ai SA-51, SB-51, SC-51, SD-51, SE-51, SF-51, SM-51, SG-51, SN-51 2RPV9 — 
Ai SA-42, SA-43, SC-41, SC-42, SD-42, SE-41, SF-42, SG-42, SM-43 20923 = 
ALUMA CUT 
No. of Shank Item 
" Pieces. ro (in.) Includes No. No. 2LYT3 
onster Tool Co. 
10 vj SA-1, SA-3, SB-3, SC-1, SC-3, SD-1, SD-3, SE-3, SF-3, SL-3 22XY05 
10 vi SA-1, SA-3, SA-5, SB-5, SD-1, SD-3. SD-5, SF-1, SF-3, SF-5, SL-3, SL-4 22XY07 
7 Trade Number: SA-1, SA-3, SA-5, SC-1, SC-3, SC-5, SD-1, SD-3, SD-5, SF-1, SF-3, SF-5 22XY06 
2300 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE”° MACHINING 
Find the wi. Find Solutions. Find Great Prices. Turning Inserts 





For more information on Turning Inserts ANSI Standards, see grainger.com/cuttingtoolansistandards 
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Turning Inserts 


= Positive rake ' ~ 
=» Screw mount \ | 








= Priced each, sold in pkg. of 10 only Rhombic Round Square Triangle 
Note: For additional sizes, go to Grainger.com®. 
ISO Grade Application First Choice Grade 

K Cast lron WCK10, WKK10S, WKK20S, WKP30S, WPP01, WPP10S, WPP20S, WPV10, WPV20, WXP30 

H Hardened WCB30, WCB50, WKK10S, WSM01, WWS20 

N Non Ferrous WDN1O, WK1, WNN10, WSMO1 WXN10 

M Stainless WKP30S, WMP20S, WNN10, WPP20S, WPV10, WPV20, WSMO1 WSM10S, WSM20, WSM208S, WSM21, WSM308, WXP30 

P Steel WKK208S, WKP30S, WMP20S, WNN10, WPP10S, WPP20S, WPP30S, WPV10, WPV20, WSM01, WSM10S, WSM20S, WSM21, WSIM30S, WXP30 

S Super Alloy WIS10, WMP20S, WNN10, WPP20S, WSMO1, WSMI10, WSM10S, WSM20, WSM20S, WSM21, WSM30S, WWS20, WXP30 

Inscribed Item Inscribed Item 
ANSI No. Circle Nose Radius Grade No. ANSI No. Circle Nose Radius Grade No. 

Rhombic DCMT 2(1.5)1-PF WSM30S Ya in 0.016" WSM30S 450A23 
CCGT2(1.5)0.2-FM2 WSM208 Ya in 0.004" WSM20S 449Y86 DCMT3(2.5)1-PM WSM20S ¥e in 0.016" WSM20S 450A27 
CCGT2(1.5)0.5-FN2 WNN10 Yin 0.008" WNN10 449X41 DCMT3(2.5)2-PM WSM20S ¥e in 0.031" WSM208S 450A28 
CCGT2(1.5)0.5-MN2 WNN10 Ya in 0.008" WNN10 449X86 DNGA442T02020 WCK10 Ye in 0.031" WCK10 450G20 
CCGT2(1.5)1 Yo in 0.0310" WSM20S 53UN66 DNGG4(3)0.5 WSM01 Ye in 0.008" WSM01 449Y16 
CCGT2(1.5)2 Yin 0.0160" WSM01 53UN40 DNGG431-MS3 WSM01 Ye in 0.016" WSM01 450G04 
CCGT3(2.5)0.2-FM2 WSM208 ¥e in 0.004" WSM20S 449Y88 DNGG432-MS3 WSM01 Ya in 0.031" WSM01 449Y17 
CCG1T3(2.5)0.5-FN2 WNN10 ¥e in 0.008" WNN10 449X44 DNMG331-FM5 WMP20S ¥e in 0.016" WMP20S 450A79 
CCG1T3(2.5)0.5-PF2 ¥e in 0.0078" WK1 30FL25 DNMG331-NMT WSM20S ¥e in 0.016" WSM208 449Y40 
CCGT3(2.5)1 Yin 0.0160" WKK20S 53UN39 DNMG431-FM5 WSM10S Ye in 0.016" WSM10S 450A68 
CCGT3(2.5)1 ¥e in 0.0310" WPP10S 53UN62 DNMG431-MM5 WMP208 Ya in 0.016" WMP20S 450F89 
CCGT3(2.5)1-FM2 WSM108 ¥e in 0.016" WSM10S 449Y90 DNMG432-FM5 WSM108 Ye in 0.031" WSM10S 450A84 
CCGT3(2.5)1-FN2 WNN10 ¥e in 0.016" WNN10 449X45 DNMG432-FM5 WSM20S Ya in 0.031" WSM208 450A85 
CCGT3(2.5)1-PF2 ¥e in 0.0157" WK1 30FL29 DNMG432-MM5 WMP208 Ye in 0.031" WMP20S 450F78 
CCGT3(2.5)2 ¥e in 0.0080" WSM01 53UN50 DNMG432-MM5 WSM308 Ya in 0.031" WSM305S 450D22 
CCGT3(2.5)2-PF2 ¥e in 0.0310" WK1 30FL33 DNMG432-NMT WSM20S Ye in 0.031" WSM20S 449Y42 
CCG1T4(3)0.5-MN2 WNN10 Yo in 0.008" WNN10 449X89 DNMG441-MM5 WMP208 Yin 0.016" WMP20S 450F79 
CCGT432-MN2 WNN10 Yin 0.031" WNN10 449X91 DNMG442-MM5 WMP208 Ye in 0.031" WMP20S 450F81 
CCGW2(1.5)0.5FS-1 WDN10 Ya in 0.008" WDN10 449W71 DNMG442-NMT WSM20S in 0.031" WSM20S 449Y43 
CCMT2(1.5)1 Ya in 0.0080" WPP10S 53UN7/5 DNMG443-RV5 WPV20 Yin 0.047" WPV20 450D62 
CCMTOtT oO} Ya in 0.0310" WPP20S 53UP37 DPGW2(1.5)1FS-1 WDN10 Y% in 0.016" WDN10 450019 
CCM12(1.5)1-MM4 WSM30S Ya in 0.016" WSM305S 449248 DPGW3(2.5)2FS-1 WDN10 ¥e In 0.031" WDN10 450022 
CCM12(1.5)2 Ya in 0.0160" WPP208 53UN85 DPMT2(1.5)1-FP4 WPP10S Ya in 0.016' WPP108 450A52 
CCMT3(2.5)0.5FS-1 WDN10 ¥e in 0.008" WDN10 449W51 DPMT3(2.5)2-FP4 WPP10S ¥e in 0.031" WPP10S 450A54 
CCMT3(2.5)1 ¥e in 0.0160" WPP20S 53UP54 VBMT221-FM6 WSM108 Ya in 0.016" WSM10S 449719 
CCMT3(2.5)1-PF WSM20S ¥e in 0.016" WSM208S 450A18 VBMT331-FM6 WSM20S ¥e in 0.016" WSM20S 450028 
CCMT3(2.5)2 Ya in 0.0160" WKK10S 53UN88 VBMT332-FM6 WSM208 ¥e in 0.031" WSM20S 449745 
CCMT3(2.5)2 ¥e in 0.0160" WSM208S 53UP951 VBMT333-MK4 WKK10S ¥e in 0.047" WKK10S 450€29 
CCMT3(2.5)2 ¥e in 0.0310" WSM20S 53UP98 VCGT2(2)0.5-FN2 WNN10 Ya in 0.008" WNN10 449X63 
CCMT431 ¥e in 0.0310" WKK10S 53UP84 VCGT2.5(2)0.2-MN2 WNN10 %e in 0.004" WNN10 449X26 
CCMT432 Yo in 0.0310" WPP20S 53UR79 VCGT3(3)0.5-MM4 WSM20S ¥e in 0.008" WSM20S 450F09 
CCMT433 Ya in 0.0160" WPP20S 53UP12 VCGT221FS-1 WDN10 Ya in 0.016" WDN10 449W76 
CNGA432102020 WCK10 Yo in 0.031" WCK10 450G14 VCGT331-MN WDN10 ¥e in 0.016" WDN10 449W94 
CNGA434102020 WCK10 Yo in 0.063" WCK10 450613 VCGT333-MN2 WNN10 ¥e in 0.047" WNN10 449X80 
CNGG4(3)0.2 WSMO01 Yo in 0.004" WSM01 449Y12 VCGW22(0.5)FS-1 WDN10 Ya in 0.008" WDN10 449W90 
CNGG431-MS3 WSMO01 Yo in 0.016" WSM01 449Y14 VCGW221FS-1 WDN10 Ya in 0.016" WDN10 449W91 
CNGG432-MS3 WSMO01 Yo in 0.031" WSM01 449Y15 VCGW332FS-1 WDN10 ¥e in 0.031" WDN10 449W93 
CNGN432T01020 WWS20 Yo in 0.031" WWS20 449W47 VCGX3 0.375 in 0.008" WXP30 449W49 
CNGN454T02020 WCK10 Yo in 0.063" WCK10 450615 VNGG3(3)0.2-MS3 WSMO01 ¥e in 0.004" WSM01 449Y18 
CNMA432-2 Yo in 0.0310" WCB50 30FM04 VNGG3(3)0.5-MS3 WSMO1 ¥e in 0.008" WSM01 449Y24 
CNMG322 1369 ¥e in 0.031" WPP30S 450043 VNGG331-MS3 WSM01 ¥e in 0.016" WSM01 449Y19 
CNMG322-FP5 ¥e in 0.031" WPP10S 28ME23 VNMG3(3)0.5-FM5 WSM10S ¥e in 0.008" WSM108 450A99 
CNMG431-FV5 WPV20 Yo in 0.016" WPV20 450046 VNMG331-FM5 WSM20S ¥e in 0.016" WSM20S 450002 
CNMG431-MP5 Yo in 0.016" WPP208 28ME33 VNMG331-FV5 WPV20 ¥e in 0.016" WPV20 450066 
CNMG431-MV5 WPV20 Yin 0.016" WPV20 450074 VNMG332-FV5 WPV20 ¥ in 0.031" WPV20 450065 
CNMG431-NF WSM20S Ya in 0.016" WSM208S 450A33 VNMG332-MM5 WMP208 ¥% in 0.031" WMP20S 450F71 
CNMG431-NF4 Ya in 0.016" WSM10 28ME38 VNMG332-MM5 WSM108 ¥% in 0.031" WSM10S 450D27 
CNMG432-FP5 Yin 0.031" WPP20S 28ME50 Round 
CNMG432-FV5 WPV10 Ya in 0.031" WPV10 450047 N/A 0.3125 in — WK1 30FP37 
CNMG432-MP5 Yo in 0.031" WPP10S 28ME54 RCGT2.6(2)-MN2 WNN10 0.315 In 0.157" WNN10 449X96 
CNMG432-MS3 WPP20S Yo in 0.031" WPP20S 449X19 RCGT43-MN2 WNN10 0.5 in 0.250" WNN10 449X98 
CNMG432-MS3 WSM10S Yo in 0.031" WSM10S 449X10 RCGX35E 0.375 in — WIS10 30FP55 
CNMG432-NF4 Yo in 0.031" WSM10 28ME60 RPGN32T01020 WIS10 0.375 in 0.177" WIS10 449W46 
CNMG432-NM4 Yo in 0.031" WSM20 28ME71 RPGN43T01020 WIS10 0.5 in 0.236" WIS10 449W45 
CNMG432-NR4 Yo in 0.031" WSM10 28ME84 Square 
CNMG432-NRS WSM20S Yo in 0.031" WSM20S 449276 SCGT3(2, ay ¥e in 0.0160" WSM01 53WE59 
CNMG432-RV5 WPV10 Yo in 0.031" WPV10 450D59 SCGT3(2,5)1 ¥e in 0.0310" WSM01 53WE64 
CNMG433-MV5 WPV10 Yo in 0.047" WPV10 450077 Sea aE -FN2 WNN10 ¥e In 0.016" WNN10 449X73 
CNMG433-RM5 WPP20S Yo in 0.047" WPP20S 450040 SCGT3(2.5)1 ¥e in 0.0310" WSM20S 53WE65 
CNMG542-MM5 WSM308S % in 0.031" WSM305S 450D53 SCGT3(2.5)2 Ye in 0.0310" WSM01 53WE7/1 
CNMG543-MK5 WKP308 % in 0.047" WKP30S 450F44 SCGT3(2.5)2 Ye in 0.0310" WSM20S 53WE/2 
CNMG543-NRS WSM30S % in 0.047" WSM308 449281 SCGT3(2.5)2-FN2 WNN10 ¥e in 0.031" WNN10 449X54 
CNMG544-NRS WSM20S % in 0.063" WSM208S 449782 SCGT432 Ya in 0.0310" WPP20S 53WE73 
CNMG643-RM5 WSM10S 4 in 0.047" WSM10S 450F25 SCGT432 ¥e in 0.0160" WSM20S 53WE61 
CNMG644-RM5 WSM308 4 in 0.063" WSM305S 450F54 SCGT432 ¥e in 0.0310" WPP20S 53WE6/ 
CPGW1.8(1.5)1FS-1 WDN10 32 In 0.016" WDN10 450015 SCGT432-MN2 WNN10 Ye in 0.031" WNN10 449Y03 
CPGW3(2.5)1FS-1 WDN10 ¥e in 0.016" WDN10 450C20 SCGW3(2.5)1FS-9 WDN10 ¥e in 0.016" WDN10 449W66 
CPGW3(2.5)2FS-1 WDN10 ¥e in 0.031" WDN10 450017 SCMT3(2.5)1 Ye in 0.0310" WSM20S 53WF48 
CPM11.8(1.5)1-FP4 WPP10S 2 In 0.016" WPP10S 450A49 SCMT3(2.5)1 Ya in 0.0310" WPP208 53WF50 
DCGT2(1.5)0.2-FM2 WSM20S Ya in 0.004" WSM20S 449Y 49 SCMT3(2.5)1 Ya in 0.0470" WSM305S 53WF7/1 
DCGT2(1.5)0.5-FN2 WNN10 Yin 0.008" WNN10 449X48 SCMT3(2.5)1 ¥e in 0.0160" WSM208 53WE80 
DCGT2(1.5)2FS-M1 WDN10 Ya in 0.031" WDN10 449W63 SCMT3(2.5)1 ¥e in 0.0160" WSM20S 53WFO03 
DCGT3(2.5)0.2-FM2 WSM20S ¥e in 0.004" WSM20S 449Y51 SCMT3(2.5)1 ¥e in 0.0160" WSM3058 53WFO4 
DCGT3(2.5)0.2-MN2 WNN10 ¥e in 0.004" WNN10 449X77 SCMT3(2.5)1 ¥ in 0.0310" WMP20S 53WF12 
DCGT3(2.5).5-PM2 ¥e in 0.0078" WXN10 30FN33 SCMT3(2.5)1 ¥% in 0.0310" WSM20S 53WF14 
DCGT3(2.5)1-PM2 ¥e in 0.0157" WXN10 30FN37 SCMT3(2.5)1-FM6 WSM30S ¥8 in 0.016" WSM30S 449284 
DCGT3(2.5)1-PM2 ¥e in 0.0157" WK1 30FN36 SCMT3(2.5)2 in 0.0310" WSM20S 53WF53 
pose 9)2-PM2 ¥e in 0.0310" WXN10 30FN41 SCMTRO BD Yin 0.0310" WPP20S 53WF55 
DCGW2(1.5)0.5FS-1 WDN10 Ya in 0.008" WDN10 449W82 SCMT3(2.5)2 ¥e In 0.0160" WPP208 53WE82 
DCGW3(2.5)2FS-1 WDN10 ¥e in 0.031" WDN10 449W84 SCMT3(2.5)2 ¥e In 0.0160" WSM20S 53WE86 
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\ | CONTINUED | For more information on Turning Inserts ANSI Standards, see grainger.com/cuttingtoolansistandards 
Turning Inserts —luAcreR 
it . . ap 3 F VALENITE 
= Positive rake = Screwmount’ = Priced each, sold in pkg. of 10 only Note: For additional sizes, go to Grainger.com®. 
Inscribed Item Inscribed Item 
ANSI No. Circle Nose Radius Grade No. ANSI No. Circle Nose Radius Grade No. 
SCMT3(2.5)2 ¥% in 0.0160" WPP20S _— 53WE88 TCMT3(2.5)3 % in 0.0160" WSM30S_ 5 3WJ86 
SCMT3(2.5)2 % in 0.0310" WSM20S_ __—53WF35 TCMT3(2.5)3 % in 0.0310" WSM30S___ 53WKO9 
SCMT3(2.5)2 % in 0.0310" WSM30S _— 5 3WF36 TCMT3(2.5)3 ¥%e in 0.0310" WPP30S__53WK71 
SCMT431 % in 0.0310" WSM30S_ 53 WF67 TCMT3(2.5)3 ¥%e in 0.0470" WSM20S 5 38WK75 
SCMT431 % in 0.0160" WMP20S_ 53 WF02 TCMT3(2.5)3 ¥%e in 0.0470' WPP20S _ 53WK78 
SCMT431 % in 0.0310" WPP20S 53 WF16 TCMT432 72 in 0.0160 WPP20S 5 38WJ33 
SCMT432 % in 0.0160" WSM20S 5 3WF43 TCMWa2(1.5)2 ¥e in 0.0310' WPP20S __ 53WK70 
SCMT432 % in 0.0310" WSM20S _— 5 3WF66 TNGA332T02020 WCK10 ¥e in 0.031" WCK10 450G33 
SCMT432 % in 0.0470" WSM20S_ __— 53WF70 TNGA333T02020 WCK10 ¥e in 0.047 WCK10 450G34 
SCMT432 % in 0.0160" WMP20S 5 3WE89 TNGN333T02020 WCK10 ¥%e in 0.047 WCK10 450G35 
SCMT432 % in 0.0310' WSM20S _— 53WFO7 TNGN334T02020 WCK10 ¥%e in 0.063" WCK10 450G36 
SCMT432 % in 0.0310" WPP20S 5 3WF09 TNMG331-FM5 WMP20S ¥%e in 0.016" WMP20S __—450A95 
SCMT432-MM4 WMP20S % in 0.031" WMP20S __—-450€32 TNMG331-MM5 WSM20S ¥%e in 0.016 WSM20S 450025 
SCMT433 % in 0.0160 WSM30S __—‘53WF44 TNMG331-MS3 WSMO1 ¥%e in 0.016 WSM01 449X08 
SNGA432T02020 WCK10 % in 0.031" WCK10 450G18 TNMG331-MV5 WPV20 ¥e in 0.016 WPV20 450070 
SNGA434T02020 WCK10 % in 0.063" WCK10 450G21 TNMG332-FM5 WSM20S ¥%e in 0.031 WSM20S __—450A69 
SNGN433T02020 WCK10 % in 0.047" WCK10 450G23 TNMG332-MM5 WSM30S ¥e in 0.031 WSM30S 450026 
SNGN454T02020 WCK10 % in 0.063" WCK10 450G29 TNMG332-NMS WSMO1 ¥%e in 0.031 WSM01 450F94 
SNMG431-MM5 WSM20S % in 0.016" WSM20S __—-450D83 TNMG333-MM5 WSM30S ¥e in 0.047 WSM30S __-450D95 
SNMG432-MV5 WPV20 % in 0.031" WPV20 450081 TNMG431-MS3 WSMO1 % in 0.016 WSM01 449X13 
SNMG433-MM5 WSM30S % in 0.047" WSM30S __—-450D88 TNMG432-MS3 WSM10S % in 0.031 WSM10S 449X114 
SNMG543-RM5 WSM30S % in 0.047" WSM30S _—‘450F37 TNMG432-RM5 WMP20S % in 0.031 WMP20S __—-450F62 
SNMG643-NRS WSM10S Yin 0.047" WSM10S _—‘450A01 TNMG432-RM5 WSM30S % in 0.031 WSM30S_ _—‘450F14 
SNMG644-RM5 WSM30S Yin 0.063" WSM30S _450F58 TNMG433-RM5 WSM30S % in 0.047’ WSM30S _‘450F45 
SPGW3(2.5)2FS-1 WDN10 % in 0.031" WDN10 450023 TPGT1.8(1.5)1 ¥%e in 0.0310" WSM01 53VG54 
Triangle UEP 8(1.5)1 WSMO1 72 in 0.016" WSM01 450G25 
TCGT1.2(1.2)0.2-FM2 WSM21 2 in 0.004 wsM21 449Y58 T2(1.5)1 % in 0.0160 WSM20S _—53VG46 
TCGT1.8(1.5)1 % in 0.0310" WSM01 53WJ07 are 5)1 % in 0.0310' WSM20S_ _—53VG49 
(1.5)0.2 % in 0.0160 WSM01 53WJ11 TPGT2(1.5)2 % in 0.0160 WSM01 53VG45 
(1.5)0.2-FM2 WSM20S % in 0.004" WSM20S _—-450F70 TPGT2(1.5)2 ¥%e in 0.0160 WSM20S _—53VG52 
(1.5)0.2-MN2 WNN10 % in 0.004" WNN10 449X78 TPGT3(2.5)1 % in 0.0310' WSM01 53VG48 
(1.5)0.5 % in 0.0310" WSM01 53WJ14 TPGT3(2.5)1 ¥e in 0.0310' WSM20S _—53VG55 
(1.5)1 % in 0.0160 WSM20S 5 3WJ10 TPGT3(2. a ¥%e in 0.0160 WSM01 53VG51 
(1.5)1-FN2 WNN10 % in 0.016" WNN10 449X60 TPGW2(1.5)1FS-1 WDN10 % in 0.016" WDN10 450024 
(1.5)1-MN2 WNN10 % in 0.016' WNN10 449X39 TPGW3(2.5)2FS-1 WDN10 ¥e in 0.031 WDN10 450058 
(1.5)2 % in 0.0160 WSM01 53WJ03 TPMT1.8(1.5)1 % in 0.0160 WPP20S 53VG70 
(1.5)2 % in 0.0160 WSM20S _— 53WJ04 TPMT2(1.5)1 % in 0.0160 WSM20S __—53VG67 
(2.5)0.5-FM2 WSM20S % in 0.008" WSM20S 44963 TPMT2(1.5)1 % in 0.0310' WPP20S 53VG73 
GT3(2.5)1 % in 0.0310" WSM20S 5 3WJ13 TPA 5)1-FP4 WPP10S % in 0.016" WPP10S 450A55 
(2.5)1-MN2 WNN10 % in 0.016" WNN10 449X79 TPMT3(2.5)1 % in 0.0160 WMP20S_ _—53VG66 
T3(2.5)2 % in 0.0160 WSM01 53WJ05 TPMT3(2.5)1 ¥e in 0.0160 WMP20S _—53VG74 
(2.5)2 % in 0.0310' WSM20S 5 3WJ08 TPMT3(2.5)1 ¥%e in 0.0160 WSM20S_ _—53VG75 
(2.5)2-MIN2 WNN10 % in 0.031" WNN10 449Y05 TPMT3(2.5)1 ¥% in 0.0160 WPP20S 53VG77 
8(1.5)0.5 % in 0.0310' WMP20S _53WK47 TPMT3(2.5)1 ¥e in 0.0160 WSM20S 5 3WK31 
8(1.5)0.5 72 in 0.0080" WSM20S 5 3WJ20 TEMA: 5)1 ¥%e in 0.0310' WSM20S_ _—53VG79 
8(1.5)1 ¥% in 0.0470 WMP20S_ __ 53WK72 TPMT3(2.5)1 ¥%e in 0.0310' WPP20S 53VG80 
8(1.5)1 % in 0.0470 WPP30S _ 53WK79 TPMT3(2.5)1-FP4 WPP10S ¥e in 0.016" WPP10S 450A56 
8(1.5)1 2 in 0.0160 WSM20S —53WJ24 TPMT3(2.5)2 % in 0.0160 WSM20S _—53VG69 
8(1.5)1 2 in 0.0160 WSM20S 5 3WJ31 Trigon 
8(1.5)1 2 in 0.0160 WSM20S 5 3WJ36 WCGT1.8(1.5)0.5-FM2 WSM21 72 in 0.008" WsM21 449Y72 
8(1.5)1 2 in 0.0160 WPP20S_ 5 3WJ39 WCGT1.8(1. aE -MN2 WNN10 72 in 0.016" WNN10 449X31 
8(1.5)1 2 in 0.0310 WPP20S 5 3WJ49 weere. 5)1-FN2 WNN10 % in 0.016 WNN10 449X69 
8(1.5)2 ¥% in 0.0310 WMP20S 5 3WK44 WCGT432-MN2 WNN10 % in 0.031" WNN10 449X36 
8(1.5)2 72 in 0.0160 WSM30S 5 3WJ37 WCMT1.8(1.5)0.5 % in 0.0160 WPP20S 53VK78 
8(1.5)2 2 in 0.0160 WPP30S_ _ 53WJ40 WCMT2(1.5)0.5 % in 0.0080" WSM20S_ 5 3VK59 
8(1.5)2 2 in 0.0310" WSM20S 5 3WJ47 WCMT2(1.5)0.5 % in 0.0080’ WSM20S_ _—-53VK63 
8(1.5)2 2 in 0.0310" WSM20S 5 3WJ52 WCMT2(1.5)1 % in 0.0080" WSM30S _—-53VK64 
8(1.5)2 2 in 0.0310' WPP20S 5 38WJ55 WCMT2(1.5)1 % in 0.0160 WSM20S _—53VK66 
(1.5)0.5 % in 0.0080’ WSM20S 5 3WJ59 WCMT2(1.5)1 % in 0.0160 WSM20S_ 5 3VK75 
(1.5)0.5 72 in 0.0310' WSM20S —- 53WJ42 WCMT2(1.5)1 ¥e in 0.0160 WPP20S 53VL05 
(1.5)1 % in 0.0160 WSM20S 5 3WJ68 WCMT2(1.5)2 % in 0.0160 WPP20S 53VK70 
(1.5)1 % in 0.0160 WSM20S 5 3WJ76 WCMT3(2.5)1 % in 0.0160 WSM30S__—-53VK76 
(1.5)1 % in 0.0160 WSM20S 5 3WJ85 WCMT3(2.5)1 ¥e in 0.0160 WSM20S _—-53VK87 
(1.5)1 % in 0.0160 WPP20S 5 3WJ88 WCMT3(2.5)1 ¥%e in 0.0160 WSM20S _—S3VL02 
(1.5) % in 0.0310 WPP20S_ _ 53WK04 WCMT3(2.5)1 ¥%e in 0.0310' WSM20S 5 3VL13 
(1.5)1 % in 0.0310' WMP20S _ 53WKO7 WCMT3(2.5)1 ¥%e in 0.0310" WPP20S 53VL14 
(1.5)1 ¥% in 0.0310" WPP20S _ 53WK53 WCMT3(2.5)1 ¥e in 0.0310' WPP20S 53VL26 
(1.5)1 72 in 0.0310' WSM30S 5 3WJ53 WCMT3(2.5)2 % in 0.0160 WPP20S 53VL31 
(1.5)1 2 in 0.0310' WPP30S_ 5 3WJ56 WCMT3(2.5)2 % in 0.0310" WPP20S 53VK82 
(1.5)2 % in 0.0160 WMP20S 5 3WJ63 WCMT3(2.5)2 ¥%e in 0.0160 WSM20S_ __—-53VK92 
(1.5)2 % in 0.0160 WPP20S 53 WJ72 WCMT3(2.5)2 ¥e in 0.0160 WPP20S 53VK93 
(1.5)2 % in 0.0160 WPP30S _ 53WJ89 WCMT3(2.5)2 ¥%e in 0.0160 WSM30S_ _—53VL03 
(1.5)2 % in 0.0310' WSM20S 5 3WJ93 WCMT3(2.5)2 ¥e in 0.0310' WSM20S _—53VL08 
(1.5)2 % in 0.0310' WSM20S _ 53WKO2 WCMT3(2.5)2 ¥e in 0.0310' WPP20S 53VL11 
(1.5)2 % in 0.0160 WPP20S _ 538WK33 WCMT3(2.5)2 ¥e in 0.0310' WSM20S_ 5 3VL23 
(1.5)2 % in 0.0310" WPP20S _ 53WK59 WCMT3(2.5)2 ¥e in 0.0310' WPP30S 53VL27 
(1.5)2 % in 0.0310" WMP20S __— 53WK65 WCMT431 % in 0.0470' WSM30S_ _—53VL43 
(2.5)1 % in 0.0310" WPP20S 5 3WJ97 WCMT432 % in 0.0310" WSM20S __—53VL36 
(2.5)1 % in 0.0160 WSM20S __ 53WK30 WCM1T432 % in 0.0310' WPP30S 53VL40 
2.5)1 ¥% in 0.0160 WSM20S _ 53WK39 WCM1432 ¥%e in 0.0310' WSM30S _—53VL24 
2.5)1 % in 0.0160 WSM30S _ 53WK40 WCMT433 % in 0.0310" WSM30S__—-53VL37 
(2.5)1 % in 0.0160 WPP20S _ 53WK42 WCM1433 % in 0.0310' WPP20S 53VL39 
(2.5)1 % in 0.0310" WSM20S _ 53WK49 WCM1T433 % in 0.0470' WSM20S_ _—S3VL42 
(2.5)2 % in 0.0160 WMP20S 5 3WJ66 WCMT433 % in 0.0470' WPP30S 53VL46 
(2.5)2 % in 0.0160 WPP20S —-538WJ78 WNGA432T02020 WCK10 % in 0.031" WCK10 450G37 
(2.5)2 % in 0.0310" WSM20S_ __ 53WK08 WNMA431 % in 0.0470' WPP20S 53VL45 
(2.5)2 % in 0.0160" WSM20S _—53WK21 WNMG331-FM5 WSM10S ¥% in 0.016" WSM10S __-450C05 
(2.5)2 % in 0.0160" WPP20S _ 53WK25 WNMG332-MV5 WPV10 ¥e in 0.031 WPV10 450084 
(2.5)2 % in 0.0160 WMP20S _— 53WK28 WNMG431-MM5 WSM30S % in 0.016 WSM30S 450096 
(2.5)2 % in 0.0160 WMP20S 5 3WK37 WNMG432-FM5 WMP20S % in 0.031 WMP20S __—450A70 
(2.5)2 % in 0.0160" WPP30S _ 538WK43 WNMG432-FV5 WPV20 % in 0.031 WPV20 450C68 
(2.5)2 % in 0.0310" WSM20S 5 3WK57 WNMG432-MV5 WPV10 % in 0.031 WPV10 450087 
(2.5)2 % in 0.0310" WSM20S 5 3WK67 WNMG432-NM WSM20S % in 0.031 WSM20S_ __—450A42 
(2.5)2 % in 0.0310' WSM30S __ 53WK68 WNMG432-NRS WSM10S % in 0.031 WSM10S __450A05 
3(2.5)2 % in 0.0470" WSM30S __ 53WK76 WNMG433-MM5 WSM20S % in 0.047 WSM20S __—-450D01 
TCMT3(2.5)2-FM6 WSM20S % in 0.031" WSM20S _—-449218 WNMG542-MM5 WSM30S % in 0.031 WSM30S__—450D11 
2302 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





GRAINGER CHOICE” MACHINING 
Find the wf. Find Solutions. Find Great Prices. Turning Inserts 


For more information on Turning Inserts ANSI Standards, see grainger.com/cuttingtoolansistandards 











Ce KYOCERA 





Turning Inserts [Si ale Appleton First Cholee Grades 
Negative rake Clamp mount —_= Priced each, sold in pkg. of 10 only 
Item ltem 
ANSI No. Inscribed Circle Nose Radius Grade No. ANSI No. Inscribed Circle Nose Radius Grade No. 
Rhombic DNMG432KH-CA315 0.500" 0.0313" CA315 53LL24 
CNMG431KG-CA310 0.500" 0.0156" CA310 53LD41 DNMG432PG-CA515 0.500" 0.0313" CA515 53LL27 
CNMG431KG-CA315 0.500" 0.0156" CA315 53LD42 DNMG432PG-CA525 0.500" 0.0313" CA525 53LL28 
CNMG431PG-CA515 0.500" 0.0156" CA515 53LD45 DNMG432PH-CA315 0.500" 0.0313" CA315 53LL35 
CNMG431PG-CA525 0.500" 0.0156" CA525 53LD46 DNMG432PH-CA515 0.500" 0.0313" CA515 53LL31 
CNMG431PP-CA515 0.500" 0.0156" CA515 53LD49 DNMG432PH-CA525 0.500" 0.0313" CA525 53LL32 
CNMG431PQ-CA515 0.500" 0.0156" CA515 53LD53 DNMG432PH-CA530 0.500" 0.0313" CA530 53LL33 
CNMG431PQ-CA525 0.500" 0.0156" CA525 53LD54 DNMG432PP-CA515 0.500" 0.0313" CA515 53LL38 
CNMG432KG-CA310 0.500" 0.0313" CA310 53LE11 DNMG432PQ-CA515 0.500" 0.0313" CA515 53LL42 
CNMG432KG-CA315 0.500" 0.0313" CA315 53LE12 DNMG432PQ-CA525 0.500" 0.0313" CA525 53LL43 
CNMG432KH-CA310 0.500" 0.0313" CA310 53LE14 DNMG433KG-CA310 0.500" 0.0469" CA310 53LL94 
CNMG432KH-CA315 0.500" 0.0313" CA315 53LE15 DNMG433KG-CA315 0.500" 0.0469" CA315 53LL95 
CNMG432PG-CA515 0.500" 0.0313" CA515 53LE18 DNMG433KH-CA310 0.500" 0.0469" CA310 53LL97 
CNMG432PG-CA525 0.500" 0.0313" CA525 53LE19 DNMG433KH-CA315 0.500" 0.0469" CA315 53LL98 
CNMG432PH-CA315 0.500" 0.0313" CA315 53LE26 DNMG433PG-CA515 0.500" 0.0469" CA515 53LM02 
CNMG432PH-CA515 0.500" 0.0313" CA515 53LE22 DNMG433PG-CA525 0.500" 0.0469" CA525 53LM03 
CNMG432PP-CA515 0.500" 0.0313" CA515 53LE29 DNMG433PH-CA315 0.500" 0.0469" CA315 53LM10 
CNMG432PQ-CA515 0.500" 0.0313" CA515 53LE33 DNMG433PH-CA515 0.500" 0.0469" CA515 53LM06 
CNMG432PQ-CA525 0.500" 0.0313" CA525 53LE34 DNMG433PH-CA525 0.500" 0.0469" CA525 53LM07 
CNMG433KG-CA310 0.500" 0.0469" CA310 53LE97 DNMG433PH-CA530 0.500" 0.0469" CA530 53LM08 
CNMG4383KG-CA315 0.500" 0.0469" CA315 53LE98 DNMG433PP-CA515 0.500" 0.0469" CA515 53LM13 
CNMG433KH-CA310 0.500" 0.0469" CA310 53LF01 DNMG433PQ-CA515 0.500" 0.0469" CA515 53LM17 
CNMG433KH-CA315 0.500" 0.0469" CA315 53LF02 DNMG433PQ-CA525 0.500" 0.0469" CA525 53LM18 
CNMG483PG-CA515 0.500" 0.0469" CA515 53LF05 DNMG434PG-CA515 0.500" 0.0625" CA515 53LM32 
CNMG433PG-CA525 0.500" 0.0469" CA525 53LF06 DNMG434PG-CA525 0.500" 0.0625" CA525 53LM33 
CNMG433PH-CA315 0.500" 0.0469" CA315 53LF13 DNMG434PH-CA525 0.500" 0.0625" CA525 53LM35 
CNMG433PH-CA515 0.500" 0.0469" CA515 53LF09 DNMG434PH-CA530 0.500" 0.0625" CA530 53LM36 
CNMG433PH-CA525 0.500" 0.0469" CA525 53LF10 DNMG441PG-CA515 0.500" 0.0156" CA515 53LM52 
CNMG433PH-CA530 0.500" 0.0469" CA530 53LF11 DNMG441PG-CA525 0.500" 0.0156" CA525 53LM53 
CNMG483PP-CA515 0.500" 0.0469" CA515 53LF16 DNMG441PP-CA515 0.500" 0.0156" CA515 53LM56 
CNMG483PQ-CA515 0.500" 0.0469" CA515 53LF20 DNMG441PQ-CA515 0.500" 0.0156" CA515 53LM60 
CNMG483PQ-CA525 0.500" 0.0469" CA525 53LF21 DNMG441PQ-CA525 0.500" 0.0156" CA525 53LM61 
CNMG434PG-CA515 0.500" 0.0625" CA515 53LF39 DNMG442PG-CA515 0.500" 0.0313" CA515 53LM90 
CNMG434PG-CA525 0.500" 0.0625" CA525 53LF40 DNMG442PG-CA525 0.500" 0.0313" CA525 53LM91 
CNMG434PH-CA515 0.500" 0.0625" CA515 53LF43 DNMG442PH-CA515 0.500" 0.0313" CA515 53LM94 
CNMG434PH-CA525 0.500" 0.0625" CA525 53LF44 DNMG442PH-CA525 0.500" 0.0313" CA525 53LM95 
CNMG434PH-CA530 0.500" 0.0625" CA530 53LF45 DNMG442PH-CA530 0.500" 0.0313" CA530 53LM96 
CNMG542PH-CA515 0.625" 0.0313" CA515 53LF57 DNMG442PP-CA515 0.500" 0.0313" CA515 53LM98 
CNMG542PH-CA525 0.625" 0.0313" CA525 53LF58 DNMG442PQ-CA515 0.500" 0.0313" CA515 53LN03 
CNMG542PH-CA530 0.625" 0.0313" CA530 53LF59 DNMG442PQ-CA525 0.500" 0.0313" CA525 53LN04 
CNMG543PH-CA315 0.625" 0.0469" CA315 53LF85 DNMG443PG-CA515 0.500" 0.0469" CA515 53LN35 
CNMG543PH-CA515 0.625" 0.0469" CA515 53LF81 DNMG443PG-CA525 0.500" 0.0469" CA525 53LN36 
CNMG543PH-CA525 0.625" 0.0469" CA525 53LF82 DNMG443PH-CA515 0.500" 0.0469" CA515 53LN39 
CNMG543PH-CA530 0.625" 0.0469" CA530 53LF83 DNMG443PH-CA525 0.500" 0.0469" CA525 53LN40 
CNMG544PH-CA315 0.625" 0.0625" CA315 53LG08 DNMG443PH-CA530 0.500" 0.0469" CA530 53LN41 
CNMG544PH-CA515 0.625" 0.0625" CA515 53LG04 DNMG443PP-CA515 0.500" 0.0469" CA515 53LN43 
CNMG544PH-CA525 0.625" 0.0625" CA525 53LG05 DNMG443PQ-CA515 0.500" 0.0469" CA515 53LN47 
CNMG544PH-CA530 0.625" 0.0625" CA530 53LG06 DNMG443PQ-CA525 0.500" 0.0469" CA525 53LN48 
CNMG642PH-CA515 0.750" 0.0313" CA515 53LG22 DNMG444PG-CA515 0.500" 0.0625" CA515 53LN59 
CNMG642PH-CA525 0.750" 0.0313" CA525 53LG23 DNMG444PG-CA525 0.500" 0.0625" CA525 53LN60 
CNMG642PH-CA530 0.750" 0.0313" CA530 53LG24 DNMG444PH-CA515 0.500" 0.0625" CA515 53LN63 
CNMG643PH-CA515 0.750" 0.0469" CA515 53LG33 DNMG444PH-CA525 0.500" 0.0625" CA525 53LN64 
CNMG643PH-CA525 0.750" 0.0469" CA525 53LG34 DNMG444PH-CA530 0.500" 0.0625" CA530 53LN65 
CNMG643PH-CA530 0.750" 0.0469" CA530 53LG35 DNMG4305PP-CA515 0.500" 0.0079" CA515 53LK29 
CNMG644PH-CA515 0.750" 0.0625" CA515 53LG44 DNMG4405PP-CA515 0.500" 0.0079" CA515 53LM38 
CNMG644PH-CA525 0.750" 0.0625" CA525 53LG45 VNMG331PP-CA515 0.375" 0.0156" CA515 53LZ49 
CNMG644PH-CA530 0.750" 0.0625" CA530 53LG46 VNMG331PQ-CA515 0.375" 0.0156" CA515 53LZ53 
CNMG646PH-CA515 0.750" 0.0938" CA515 53LG48 VNMG331PQ-CA525 0.375" 0.0156" CA525 53LZ54 
CNMG646PH-CA525 0.750" 0.0938" CA525 53LG49 VNMG331VF-CA515 0.375" 0.0156" CA515 53LZ57 
CNMG646PH-CA530 0.750" 0.0938" CA530 53LG50 VNMG331VF-CA525 0.375" 0.0156" CA525 53LZ58 
CNMG4305PP-CA515 0.500" 0.0079" CA515 53LD12 VNMG332PP-CA515 0.375" 0.0313" CA515 53LZ73 
DNMG431KG-CA310 0.500" 0.0156" CA310 53LK58 VNMG332PQ-CA515 0.375" 0.0313" CA515 53LZ77 
DNMG431KG-CA315 0.500" 0.0156" CA315 53LK59 VNMG332PQ-CA525 0.375" 0.0313" CA525 53LZ78 
DNMG431PG-CA515 0.500" 0.0156" CA515 53LK62 VNMG332VF-CA515 0.375" 0.0313" CA515 53LZ81 
DNMG431PG-CA525 0.500" 0.0156" CA525 53LK63 VNMG332VF-CA525 0.375" 0.0313" CA525 53LZ82 
DNMG431PP-CA515 0.500" 0.0156" CA515 53LK66 VNMG333PP-CA515 0.375" 0.0469" CA515 53LZ89 
DNMG431PQ-CA515 0.500" 0.0156" CA515 53LK70 VNMG333PQ-CA515 0.375" 0.0469" CA515 53LZ93 
DNMG431PQ-CA525 0.500" 0.0156" CA525 53LK71 VNMG333PQ-CA525 0.375" 0.0469" CA525 53LZ94 
DNMG432KG-CA310 0.500" 0.0313" CA310 53LL20 VNMG333VF-CA515 0.375" 0.0469" CA515 53LZ97 
DNMG432KG-CA315 0.500" 0.0313" CA315 53LL21 VNMG333VF-CA525 0.375" 0.0469" CA525 53LZ98 
DNMG432KH-CA310 0.500" 0.0313" CA310 53LL23 VNMG3305PP-CA515 0.375" 0.0079" CA515 53LZ33 
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= ISO Grade Application First Choice Grades 
Turning Inserts P Steel WK20CT, WM25CT. WP15CT, WP25CT. WS1OPT, WS25PT 
. : : M Stainless Steel WM25CT, WS10PT, WS25CT 
= Negative rake =» Clamp mount = Priced each, sold in pkg. of 10 only K Cast Iron WK20CT, WP15CT, WP25CT, WS10PT, WS25PT 
Note: For additional sizes, go to Grainger.com®. S Super Alloy WM25CT, WST0PT, WS25PT 
Item Item 
ANSI No. Inscribed Circle Nose Radius Grade No. ANSI No. Inscribed Circle Nose Radius Grade No. 
Rhombic CNMG544RH 0.6250" 0.063" WK20CT 433U40 
CNGP430 0.5000" 0.004" WS10PT 433W54 CNMG642MS 0.7500" 0.031" WS10PT 433Y98 
CNGP431 0.5000" 0.016" WS10PT 433W56 CNMG642MS 0.7500" 0.031" WS25PT 433Y99 
CNGP4305 0.5000" 0.008" WS10PT 433W55 CNMG642RH 0.7500" 0.031" WP15CT 433P04 
CNMA431 0.5000" 0.016" WK20CT 433197 CNMG642RH 0.7500" 0.031" WP25CT 433R86 
CNMA432 0.5000" 0.031" WK20CT 433198 CNMG643MR 0.7500" 0.047" WP25CT 433N28 
CNMA433 0.5000" 0.047" WK20CT 433199 CNMG643MR 0.7500" 0.047" WP15CT 433R17 
CNMA434 0.5000" 0.063" WK20CT 433U01 CNMG643MS 0.7500" 0.047" WS10PT 433202 
CNMA543 0.6250" 0.047" WK20CT 433U03 CNMG643MS 0.7500" 0.047" WS25PT 433203 
CNMA544 0.6250" 0.063" WK20CT 433U04 CNMG643RH 0.7500" 0.047" WP15CT 433P05 
CNMG431 FF 0.5000" 0.016" WP15CT 433P25 CNMG643RH 0.7500" 0.047" WP25CT 433R87 
CNMG431MR 0.5000" 0.016" WP25CT 433N22 CNMG643RH 0.7500" 0.047" WK20CT 433U42 
CNMG431MR 0.5000" 0.016" WP15CT 433R10 CNMG643UR 0.750" 0.047" WS25PT 433W16 
CNMG431MS 0.5000" 0.016" WS10PT 433Y80 CNMG643UR 0.7500" 0.047" WM25CT 433K34 
CNMG431MS 0.5000" 0.016" WS25PT 433Y81 CNMG643UR 0.7500" 0.047" WP25CT 433M85 
CNMG431UM 0.5000" 0.016" WM25CT 433U78 CNMG644MR 0.7500" 0.063" WP25CT 433N31 
CNMG431UR 0.500" 0.016" WS25PT 433W89 CNMG644MR 0.7500" 0.063" WP15CT 433R18 
CNMG431UR 0.5000" 0.016" WM25CT 433K27 CNMG644MS 0.7500" 0.063" WS10PT 433205 
CNMG431UR 0.5000" 0.016" WP25CT 433M78 CNMG644MS 0.7500" 0.063" WS25PT 433206 
CNMG431UR 0.5000" 0.016" WS10PT 433W88 CNMG644RH 0.7500" 0.063" WP15CT 433P06 
CNMG432FF 0.5000" 0.031" WP15CT 433P26 CNMG644RH 0.7500" 0.063" WP25CT 433R88 
CNMG432MR 0.5000" 0.031" WP25CT 433N23 CNMG646RH 0.7500" 0.094" WP25CT 433R89 
CNMG432MR 0.5000" 0.031" WP15CT 433R11 DNMG332FF 0.3750" 0.031" WP15CT 433P29 
CNMG432MS 0.5000" 0.031" WS10PT 433Y83 DNMG332MR 0.3750" 0.031" WP25CT 433N32 
CNMG432MS 0.5000" 0.031" WS25PT 433Y84 DNMG332MR 0.3750" 0.031" WP15CT 433R19 
CNMG432RH 0.5000" 0.031" WP15CT 433N97 DNMG332MS 0.3750" 0.031" WS10PT 433208 
CNMG432RH 0.5000" 0.031" WP25CT 433R80 DNMG332MS 0.3750" 0.031" WS25PT 433209 
CNMG432RH 0.5000" 0.031" WK20CT 433U35 DNMG431FF 0.5000" 0.016" WP15CT 433P30 
CNMG432UM 0.5000" 0.031" WM25CT 433U79 DNMG431MR 0.5000" 0.016" WP25CT 433N33 
CNMG432UR 0.500" 0.031" WS10PT 433V99 DNMG431MR 0.5000" 0.016" WP15CT 433R20 
CNMG432UR 0.500" 0.031" WS25PT 433W01 DNMG431MS 0.5000" 0.016" WS10PT 433211 
CNMG432UR 0.5000" 0.031" WM25CT 433K28 DNMG431MS 0.5000" 0.016" WS25PT 433212 
CNMG432UR 0.5000" 0.031" WP25CT 433M79 DNMG431UM 0.5000" 0.016" WM25CT 433U84 
CNMG433MR 0.5000" 0.047" WP25CT 433N24 DNMG432FF 0.5000" 0.031" WP15CT 433P31 
CNMG433MR 0.5000" 0.047" WP15CT 433R12 DNMG432MR 0.5000" 0.031" WP25CT 433N34 
CNMG433MS 0.5000" 0.047" WS10PT 433Y86 DNMG432MR 0.5000" 0.031" WP15CT 433R21 
CNMG433MS 0.5000" 0.047" WS25PT 433Y87 DNMG432MS 0.5000" 0.031" WS10PT 433214 
CNMG433RH 0.5000" 0.047" WP15CT 433N98 DNMG432MS 0.5000" 0.031" WS25PT 433215 
CNMG433RH 0.5000" 0.047’ WP25CT 433R81 DNMG432RH 0.5000" 0.031" WP25CT 433R90 
CNMG433RH 0.5000" 0.047" WK20CT 433U36 DNMG432RH 0.5000" 0.031" WK20CT 433U44 
CNMG433UR 0.500" 0.047" WS10PT 433W02 DNMG432UM 0.5000" 0.031" WM25CT 433U85 
CNMG433UR 0.500" 0.047" WS25PT 433W03 DNMG432UR 0.5000" 0.031" WM25CT 433K37 
CNMG433UR 0.5000" 0.047" WM25CT 433K29 DNMG432UR 0.5000" 0.031" WP25CT 433M89 
CNMG433UR 0.5000" 0.047" WP25CT 433M80 DNMG432UR 0.5000" 0.031" WS25PT 433W94 
CNMG434MR 0.5000" 0.063" WP25CT 433Y08 DNMG433MR 0.5000" 0.047" WP25CT 433N35 
CNMG434MS 0.5000" 0.063" WS10PT 433Y89 DNMG433MR 0.5000" 0.047" WP15CT 433R22 
CNMG434RH 0.5000" 0.063" WP25CT 433R82 DNMG433MS 0.5000" 0.047’ WS10PT 433Z17 
CNMG434UR 0.5000" 0.063" WM25CT 433K30 DNMG433MS 0.5000" 0.047’ WS25PT 433218 
CNMG434UR 0.5000" 0.063" WP25CT 433M81 DNMG433UR 0.5000" 0.047" WP25CT 433M90 
CNMG434UR 0.5000" 0.063" WS10PT 433X84 DNMG433UR 0.5000" 0.047" WS25PT 433W96 
CNMG542MR 0.6250" 0.031" WP25CT 433N25 DNMG543RH 0.6250" 0.047" WP15CT 433P09 
CNMG542MR 0.6250" 0.031" WP15CT 433R14 DNMG543RH 0.6250" 0.047" WP25CT 433R95 
CNMG542MS 0.6250" 0.031" WS10PT 433Y92 VNMG331FF 0.3750" 0.016" WP15CT 433P43 
CNMG542MS 0.6250" 0.031" WS25PT 433Y93 VNMG331MS 0.3750" 0.016" WS10PT 433256 
CNMG542RH 0.6250" 0.031" WP25CT 433R83 VNMG331MS 0.3750" 0.016" WS25PT 433257 
CNMG542RH 0.6250" 0.031" WK20CT 433U38 VNMG332FF 0.3750" 0.031" WP15CT 433P44 
CNMG542UR 0.6250" 0.031" WM25CT 433K31 VNMG332MR 0.3750" 0.031" WP25CT 433N48 
CNMG542UR 0.6250" 0.031" WP25CT 433M82 VNMG332MR 0.3750" 0.031" WP15CT 433R35 
CNMG543MR 0.6250" 0.047" WP25CT 433N26 VNMG332MS 0.3750" 0.031" WS10PT 433259 
CNMG543MR 0.6250" 0.047" WP15CT 433R15 VNMG332MS 0.3750" 0.031" WS25PT 433Z60 
CNMG543MS 0.6250" 0.047" WS10PT 433Y95 VNMG332RH 0.3750" 0.031" WP25CT 433115 
CNMG543MS 0.6250" 0.047" WS25PT 433Y96 VNMG332UR 0.3750" 0.031" WM25CT 433K56 
CNMG543RH 0.6250" 0.047" WP15CT 433P02 VNMG332UR 0.3750" 0.031" WP25CT 433N08 
CNMG543RH 0.6250" 0.047" WP25CT 433R84 VNMG431MS 0.5000" 0.016" WS10PT 433262 
CNMG543RH 0.6250" 0.047" WK20CT 433U39 VNMG431MS 0.5000" 0.016" WS25PT 433263 
CNMG543UR 0.625" 0.047" WS10PT 433W90 VNMG432MS 0.5000" 0.031" WS10PT 433265 
CNMG543UR 0.6250" 0.047" WM25CT 433K32 VNMG432MS 0.5000" 0.031" WS25PT 433266 
CNMG543UR 0.6250" 0.047" WP25CT 433M83 VNMG432RH 0.5000" 0.031" WP25CT 433116 
CNMG544MR 0.6250" 0.063" WP25CT 433N27 VNMG433RH 0.5000" 0.047" WP15CT 433P21 
CNMG544MR 0.6250" 0.063" WP15CT 433R16 VNMG433RH 0.5000" 0.047" WP25CT 433117 
CNMG544RH 0.6250" 0.063" WP25CT 433R85 
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Find the yi. Find Solutions. Find Great Prices. Tool Holders and Grooving Inserts 
(tuerrer For more information on Turning Inserts ANSI Standards, see grainger.com/cuttingtoolansistandards 
= No. 35RG83 
Grooving Tool Holder 
LEFT HAND RIGHT HAND 
Item Item 
ANSI No. No. ANSI No. No. 
For Use With GX Series Inserts 
G1011.1616L-2121GX24 35RG83 = = 
For Use With SX Series Inserts LEFT HAND RIGHT HAND 
G2012.08L-3116SX-P 35RF62 G2012.08R-3T16SX-P 35RF64 Item Item 
G2012.08L-2T16SX-P 35RF61 G2012.08R-2T16SX-P 35RF63 ANSI No. No. ANSI No. No. 
G2012.10L-3T16SX-P 35RF66 G2012.10R-3T16SX-P 35RF68 G2012.1616L-3116SX-P 35RF50 G2012.1616R-3116SX-P 35RF52 
G2012.10L-2T16SX-P 35RF65 G2012.10R-2T16SX-P 35RF67 G2012.1616L-2116SX-P 35RF49 G2012.1616R-2T16SX-P 35RF51 
G2012.12L-2T20SX-P 35RF69 G2012.12R-2T20SX-P 35RF70 G2012.2020L-2T20SX-P 35RF53 G2012.2020R-2T20SX-P 35RF54 
G2012.1212L-3T16SX-P 35RF46 G2012.1212R-3116SX-P 35RF48 G2012.2525L-6140SX-P 35RF58 G2012.2525R-6140SX-P 35RF60 
G2012.1212L-2T16SX-P 35RF45 G2012.1212R-2T16SX-P 35RF47 G2012.2525L-5140SX-P 35RF57 G2012.2525R-5140SX-P 35RF59 
G2012.16L-6140SX-P 35RF74 G2012.16R-6140SX-P 35RF76 G2042.26L-3133SX-C 35RG74 G2042.26R-3133SX-C 35RG76 
G2012.16L-5140SX-P 35RF73 G2012.16R-5T40SX-P 35RF75 G2042.32L-4T33SX-C 35RG79 G2042.32R-4T33SX-C 35RG82 
Item 
ANSI No. Style W Grade No. 
GX24-2E300N03-UA4 GX24 3.00mm WKP33S _35RG65 
GX24-2E300N03-UA4 GX24 3.00mm WKP13S  35RG66 
No. 35RF80 GX24-2E300N03-UD4 GX24 3.00mm WKP23S 35RG04 
| GX24-2E300N03-UD4 GX24 3.00mm WKP13S. _35RG14 
—!I | WALTER GX24-2E300N03-UD4 GX24 3.00mm WKP33S. _35RG21 
GX24-2E300N03-UF4 GX24 3.00mm WKP23S _ 35RF94 
[ fal GX24-2E300N15-RD4 GX24 3.00mm WKP23S  35RG48 
ndexable GX24-2E318N03-UD4 GX24.—~—«3.18mm - WKP23S——«35RG05 
si GX24-2E318N16-RD4 GX24 3.18mm WKP23S _35RG49 
Grooving Inserts GX24-3E400N03-CE4 Gx24 400mm WKP23S 35RG44 
GX24-3E400N04-GD3 GX24 4.00mm WKP23S _35RG38 
= Sold in pkg. of 10 only GX24-3E400N04-UA4 Gx24 400mm WKP33S _ 35RG67 
. ‘ GX24-3E400N04-UA4 GX24 4.00mm WKP13S _35RG68 
Note: For additional sizes, go to Grainger.com®. GX24-3E400N04-UD4 GX24 400mm WKP23S 35RG06 
_ GX24-3E400N04-UD4 GX24 4.00mm WKP13S. _35RG15 
ISO Grade Application First Choice Grade 
K Cast Iron WAK20, WKP13S, WKP23S, WKP33S, WPP23 GX24-3E400N04-UD4 GX24 4.00mm WKP33S _ 35RG22 
N Non Ferrous GX24-3E400N04-UF4 GX24 4.00mm WKP23S _ 35RF95 
M Stainless WSMT3S, WSM23S, WSM33. WSIN33S, WSII43S, WSP43 A OLAEAIONOSUDE Syd oe WKP235___S8RGO7 
WSM13S, WSM23S, WSM33, WSM33S, WSIM43S : : 0mm __WKPT3S_—__SSRG16 
P Steel WSP43. WKP13S WKP23S WKP33S WPP23 , GX24-3E400N08-UD4 GX24 4.00mm WKP33S 35RG23 
S Super Alloy WSM135, WSM23S, WSM33, WSM33S, WSM43S, WSP43 eee Le PE a SL 
GX24-3F475N04-UF4 GX24 4.75mm WKP23S  35RF97 
Item GX24-3E500N03-CE4 GX24 5.00mm WKP23S  35RG45 
ANSI No. Style W Grade No. GX24-3E500N04-GD3 GX24 5.00mm WKP23S  35RG39 
Left Hand GX24-3E500N04-UA4 GX24 5.00mm WKP33S _35RG69 
GX24-2F300L6-CE4 GX24 3.00mm WKP23S  35RG41 GX24-3E500N04-UA4 GX24 5.00mm WKP13S _35RG70 
FX4.1-E410L6-CE4 WSM33 Pressed 4.10mm WSM33 30ET81 GX24-3E500N04-UD4 GX24 5.00mm WKP23S  35RGO08 
GX16-0E150L10-CF6 WSM33S Pressed 1.50mm  WSM33S 30EU46 GX24-3E500N04-UD4 GX24 5.00mm WKP13S. _35RG17 
GX16-1E200L6-CE4 WSM33S Pressed  2.00mm  WSM33S 30EU53 GX24-3E500N04-UD4 GX24 5.00mm WKP33S _35RG24 
GX16-1E200L6-CF5 WSM33S Pressed  2.00mm  WSM33S  30EU59 GX24-3E500N04-UF4 GX24 5.00mm WKP23S  35RF98 
GX16-1E200L6-CF6 WSM33S Pressed  2.00mm  WSM33S  30EU65 GX24-3E500N08-UD4 GX24 5.00mm WKP23S  35RGO9 
GX16-1E250L6-CF5 WSM33S Pressed 2.50mm  WSM33S  30EV40 GX24-3E500N08-UD4 GX24 5.00mm WKP13S. _35RG18 
GX16-2E300L6-CE4 WSM33S Pressed  3.00mm  WSM33S  30EW44 GX24-3E500N08-UD4 GX24 5.00mm WKP33S _35RG25 
GX16-2E300L6-CF5 WSM33S Pressed  3.00mm  WSM33S  30EW48 GX24-3E500N08-UF4 GX24 5.00mm WKP23S _ 35RF99 
GX24-2E300L6-CE4 WSM33S Pressed  3.00mm  WSM33S  30EX97 GX24-3E500N25-RD4 GX24 5.00mm WKP23S _35RG52 
GX24-2E300L6-CF5 WSM33S Pressed  3.00mm  WSM33S 30EY02 GX24-4E600N03-CE4 GX24 6.00mm WKP23S  35RG46 
GX24-2E300L6-CF6 WSM33S Pressed  3.00mm  WSM33S  30EY07 GX24-4E600N05-GD3 GX24 6.00mm WKP23S  35RG40 
GX24-3E400L6-CE4 WSM33S Pressed  4.00mm  WSM33S  30EZ08 GX24-4E600N05-UA4 GX24 6.00mm WKP33S. _35RG71 
GX24-3E400L6-CF5 WSM33S Pressed  4.00mm  WSM33S  30EZ13 GX24-4E600N05-UA4 GX24 6.00mm WKP13S. _35RG72 
GX16-1E200L6-CF5 WSM43S Pressed  2.00mm  WSM43S 30EU61 GX24-4E600N05-UD4 GX24 6.00mm WKP23S _35RG10 
GX24-2E300L6-CE4 WSM43S Pressed  3.00mm  WSM43S  30EX98 GX24-4E600N05-UD4 GX24 6.00mm WKP13S. _35RG19 
GX24-2E300L6-CF5 WSM43S Pressed  3.00mm  WSM43S  30EY04 GX24-4E600N05-UD4 GX24 6.00mm WKP33S _35RG26 
Neutral GX24-4E600N05-UF4 GX24 6.00mm WKP23S  35RGO1 
GX09-1E200N02-GD3 GX09 2.00mm WKP23S 35RG28 GX24-4E600N08-UD4 GX24 6.00mm WKP23S _35RG11 
GX09-1E250N02-GD3 GX09 250mm WKP23S 35RG29 GX24-4E600N08-UD4 GX24 6.00mm WKP13S _35RG20 
GX09-2E300N03-GD3 GX09 3.00mm WKP23S _35RG30 GX24-4E600N08-UD4 GX24 6.00mm WKP33S _35RG27 
GX16-1E200N02-GD3 GX16 2.00mm WKP23S  35RG32 GX24-4E600N08-UF4 GX24 6.00mm WKP23S _35RGO02 
GX16-1E200N02-UA4 GX16 2.00mm WKP13S. _35RG56 GX24-4E600N30-RD4 GX24 6.00mm WKP23S  35RG53 
GX16-1E200N02-UD4 GX16 2.00mm WKP23S  35RF80 GX24-4E635N05-UF4 GX24 6.35mm WKP23S  35RGO03 
GX16-1E200N02-UD4 GX16 2.00mm  WSM33S  35RF81 GX24-4E635N32-RD4 GX24 6.35mm WKP23S  35RG54 
GX16-1E200N02-UF4 GX16 2.00mm WKP23S  35RF88 GX30-5E800N08-UD4 GX30 8.00mm WKP23S  35RG12 
GX16-1E200N10-RD4 GX16 2.00mm WKP23S _ 35RG47 GX30-5E800N12-UD4 GX30 8.00mm WKP23S  35RG13 
GX16-1E250N02-GD3 GX16 250mm WKP23S  35RG33 GX30-5E800N40-RD4 GX30 8.00mm WKP23S _35RG55 
GX16-1E250N02-UF4 GX16 250mm WKP23S  35RF89 GX24-2E300N03-UD6 WSM23S Pressed  3.00mm  WSM23S  30EY45 
GX16-2E300N03-GD3 GX16 3.00mm WKP23S  35RG34 GX24-4E635N32-RD4 WSM33S Pressed a in WSM33S  30FA99 
GX16-2E300N03-UA4 GX16 3.00mm WKP33S. _35RG57 GX24-4E635N05-UF4 WSM33S Pressed Yin WSM33S _30FA97 
GX16-2E300N03-UA4 GX16 3.00mm WKP13S. _35RG58 GX24-4E600N05-UF4 WSM33S Pressed 6.00mm  WSM33S  30FA80 
GX16-2E300N03-UD4 GX16 3.00mm WKP23S _ 35RF82 GX16-1E200N02-CE4 WSM33S Pressed  2.00mm  WSM33S 30EU87 
GX16-2E300N03-UD4 GX16 3.00mm  WSM33S  35RF83 GX24-3E400N08-UF4 WSM33S Pressed 4.00mm  WSM33S 30EZ58 
GX16-2E300N03-UF4 GX16 3.00mm WKP23S _ 35RF90 GX24-2E318N03-UF4 WSM33S Pressed % in WSM33S  30EY83 
GX16-2E300N15-RD4 GX16 3.00mm  WSM23S  35RG89 GX16-3E400N04-UF4 WSM33S Pressed 4.00mm  WSM33S 30EX39 
GX16-2E300N15-RD4 GX16 3.00mm  WSM33S  35RG90 GX24-2E300N030-GD3 WSM33 Pressed 3.00mm WSM33 30EY28 
GX24-3E400N20-RD4 GX24 4.00mm WKP23S  35RG50 GX24-4E600N30-RD4 WSM33S Pressed 6.00mm  WSM33S  30FAQ4 
GX16-3E400N04-GD3 GX16 4.00mm WKP23S  35RG35 GX24-3E400N040-UA4 WAK20 Pressed 4.00mm WAK20 30EZ34 
GX16-3E400N04-UA4 GX16 4.00mm WKP33S _35RG59 GX24-3E500N040-UA4 WAK20 Pressed _5.00mm WAK20 30EZ99 
GX16-3E400N04-UA4 GX16 4.00mm WKP13S  35RG60 GX24-4R300N-RK8 WK1 Pressed 6.00mm WK1 30FC01 
GX16-3E400N04-UD4 GX16 4.00mm WKP23S  35RF84 GX24-5R400N-RK8 WK1 Pressed 8.00mm WK1 30FC03 
GX16-3E400N04-UD4 GX16 4.00mm  WSM33S  35RF85 GX24-2E300N020-CE4 WPP23 Pressed 3.00mm WPP23 30EY12 
GX16-3E400N04-UF4 GX16 4.00mm WKP23S  35RF91 FX3.1-E310N015-CE4 WPP23 Pressed 3.10mm WPP23 30ET62 
GX16-3E500N04-GD3 GX16 5.00mm WKP23S  35RG36 GX24-2E300N15-RF8 WSM13S Pressed  3.00mm  WSM13S  30EY59 
GX16-3E500N04-UD4 GX16 5.00mm WKP23S _ 35RF86 GX24-3E400N20-RF8 WSM13S Pressed  4.00mm  WSM13S  30EZ65 
GX16-3E500N04-UD4 GX16 5.00mm  WSM33S  35RF87 GX24-3E500N25-RF8 WSM13S Pressed 5.00mm  WSM13S  30FA34 
GX16-3E500N04-UF4 GX16 5.00mm WKP23S  35RF92 GX24-4E600N30-RF8 WSIM13S Pressed  6.00mm  WSM13S  30FA95 
GX16-4E600N05-UA4 GX16 6.00mm WKP13S _35RG64 GX16-1E200N02-GD6 WSM23S Pressed  2.00mm WSM23S  30EU98 
GX16-4E600N05-UF4 GX16 6.00mm WKP23S  35RF93 GX16-1E200N02-UD6 WSM23S Pressed 2.00mm WSM23S  30EV03 
GX24-2E300N02-CE4 GX24 3.00mm WKP23S  35RG42 GX16-1E200N10-RD4 WSM23S Pressed 2.00mm WSM23S  30EV12 
GX24-2E300N03-GD3 GX24 3.00mm WKP23S _35RG37 GX16-2E300N03-GD6 WSM23S Pressed 3.00mm  WSM23S  30EW88 
| CONTINUED | } 
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indexable Grooving Inserts 
= Sold in pkg. of 10 only 
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Item Item 
ANSI No. Style W Grade No. ANSI No. Style W Grade No. 

GX24-2E300N03-GD6 WSM23S Pressed 3.00mm WSM23S 30EY41 GX16-3E500N04-UF4 WSM33S Pressed 5.00mm WSM33S 30EX65 
GX24-2E300N15-RF8 WSM23S Pressed 3.00mm WSM23S 30EY61 GX24-3E500N03-CE4 WSM33S Pressed 5.00mm WSM33S 30EZ88 
GX16-3E400N04-GD6 WSM23S Pressed 4.00mm WSM23S 30EX31 GX24-3E500N03-CF5 WSM33S Pressed 5.00mm WSM33S 30EZ91 
GX24-3E400N04-GD6 WSM23S Pressed 4.00mm WSM23S 30EZ44 GX24-3E500N04-GD3 WSM33S Pressed 5.00mm WSM33S 30FA06 
GX24-3E400N04-UD6 WSM23S Pressed 4.00mm WSM23S 30EZ48 GX24-3E500N04-GD6 WSM33S Pressed 5.00mm WSM33S 30FA12 
GX24-3E400N20-RF8 WSM23S Pressed 4.00mm WSM23S 30EZ67 GX24-3E500N04-UD6 WSM33S Pressed 5.00mm WSM33S 30FA16 
GX16-3E500N04-GD6 WSM23S Pressed 5.00mm WSM23S 30EX57 GX24-3E500N04-UF4 WSM33S Pressed 5.00mm WSM33S 30FA18 
GX24-3E500N04-GD6 WSM23S Pressed 5.00mm WSM23S 30FA10 GX24-3E500N08-UF4 WSM33S Pressed 5.00mm WSM33S 30FA24 
GX24-3E500N04-UD6 WSM23S Pressed 5.00mm WSM23S 30FA14 GX24-3E500N25-RD4 WSM33S Pressed 5.00mm WSM33S 30FA33 
GX24-3E500N25-RF8 WSM23S Pressed 5.00mm WSM23S 30FA35 GX24-3F500N03-CF5 WSM33S Pressed 5.00mm WSM33S 30FA49 
GX24-4E600N05-GD6 WSM23S Pressed 6.00mm WSM23S 30FA72 GX16-4E600N05-UD6 WSM33S Pressed 6.00mm WSM33S 30EX89 
GX24-4E600N05-UD6 WSM23S Pressed 6.00mm WSM23S 30FA76 GX16-4E600N05-UF4 WSM33S Pressed 6.00mm WSM33S 30EX91 
GX24-4E600N30-RF8 WSM23S Pressed 6.00mm WSM23S 30FA96 GX24-4E600N03-CE4 WSM33S Pressed 6.00mm WSM33S 30FA56 
GX16-1E200N020-CE4 WSM33 Pressed 2.00mm WSM33 30EU70 GX24-4E600N05-GD3 WSM33S Pressed 6.00mm WSM33S 30FA68 
GX16-1E200N020-CF5 WSM33 Pressed 2.00mm WSM33 30EU72 GX24-4E600N05-GD6 WSM33S Pressed 6.00mm WSM33S 30FA74 
GX16-1E200N020-CF6 WSM33 Pressed 2.00mm WSM33 30EU75 GX24-4E600N05-UD6 WSM33S Pressed 6.00mm WSM33S 30FA78 
GX16-1E200N020-UF4 WSM33 Pressed 2.00mm WSM33 30EU85 GX24-4E600N08-UF4 WSM33S Pressed 6.00mm WSM33S 30FA86 
GX16-2E300N020-CF6 WSM33 Pressed 3.00mm WSM33 30EW63 GX09-1E200N02-GD3 WSM43S Pressed 2.00mm WSM43S 30EU23 
GX16-2E300N030-UF4 WSM33 Pressed 3.00mm WSM33 30EW82 GX09-1E200N02-UF4 WSM43S Pressed 2.00mm WSM43S 30EU27 
GX24-2E300N020-CE4 WSM33 Pressed 3.00mm WSM33 30EY13 GX16-1E200N02-CE4 WSM43S Pressed 2.00mm WSM43S 30EU88 
GX24-2E300N020-CF6 WSM33 Pressed 3.00mm WSM33 30EY17 GX16-1E200N02-CF5 WSM43S Pressed 2.00mm WSM43S 30EU90 
GX24-2E300N030-UF4 WSM33 Pressed 3.00mm WSM33 30EY35 GX16-1E200N02-CF6 WSM43S Pressed 2.00mm WSM43S 30EU92 
FX3.1-E310N015-CE4 WSM33 Pressed 3.10mm WSM33 30ET63 GX16-1E200N02-GD3 WSM43S Pressed 2.00mm WSM43S 30EU96 
GX24-3E400N040-UF4 WSM33 Pressed 4.00mm WSM33 30EZ38 GX16-1E200N02-UF4 WSM43S Pressed 2.00mm WSM43S 30EV09 
FX4.1-E410N020-CE4 WSM33 Pressed 410mm WSM33 30ET88 GX09-1E250N02-GD3 WSM43S Pressed 2.90mm WSM43S 30EU31 
GX16-0E150N01-CF6 WSM33S Pressed 1.50mm WSM33S 30EU49 GX16-1E250N02-CE4 WSM43S Pressed 2.50mm WSM43S 30EV67 
GX09-1E200N02-GD3 WSM33S Pressed 2.00mm WSM33S 30EU21 GX16-1E250N02-CF5 WSM43S Pressed 2.50mm WSM43S 30EV69 
GX09-1E200N02-UF4 WSM33S Pressed 2.00mm WSM33S 30EU25 GX16-1E250N02-UF4 WSM43S Pressed 2.90mm WSM43S 30EV89 
GX16-1E200N02-CF5 WSM33S Pressed 2.00mm WSM33S 30EU89 GX09-2E300N03-GD3 WSM43S Pressed 3.00mm WSM43S 30EU40 
GX16-1E200N02-CF6 WSM33S Pressed 2.00mm WSM33S 30EU91 GX09-2E300N03-UF4 WSM43S Pressed 3.00mm WSM43S 30EU44 
GX16-1E200N02-GD3 WSM33S Pressed 2.00mm WSM33S 30EU94 GX16-2E300N02-CE4 WSM43S Pressed 3.00mm WSM43S 30EW66 
GX16-1E200N02-GD6 WSM33S Pressed 2.00mm WSM33$ 30EV01 GX16-2E300N02-CF5 WSM43S Pressed 3.00mm WSM43S 30EW68 
GX16-1E200N02-UD6 WSM33S Pressed 2.00mm WSM33S 30EV05 GX16-2E300N02-CF6 WSM43S Pressed 3.00mm WSM43S 30EW72 
GX16-1E200N02-UF4 WSM33S Pressed 2.00mm WSM33S 30EV07 GX16-2E300N03-UF4 WSM43S Pressed 3.00mm WSM43S 30EW98 
GX16-1E200N10-RD4 WSM33S Pressed 2.00mm WSM33S 30EV13 GX24-2E300N02-CE4 WSM43S Pressed 3.00mm WSM43S 30EY20 
GX16-1E239N12-RD4 WSM33S Pressed 342 in WSM33S 30EV33 GX24-2E300N02-CF5 WSM43S Pressed 3.00mm WSM43S 30EY22 
GX09-1E250N02-GD3 WSM33S Pressed 2.50mm WSM33S 30EU29 GX24-2E300N02-CF6 WSM43S Pressed 3.00mm WSM43S 30EY25 
GX16-1E250N02-CE4 WSM33S Pressed 2.50mm WSM33S 30EV66 GX24-2E300N03-GD3 WSM43S Pressed 3.00mm WSM43S 30EY39 
GX16-1E250N02-CF5 WSM33S Pressed 2.50mm WSM33S 30EV68 GX24-2E300N03-UF4 WSM43S Pressed 3.00mm WSM438S 30EY51 
GX16-1E250N02-CF6 WSM33S Pressed 2.50mm WSM33S 30EV71 GX24-2F300N02-CE4 WSM43S Pressed 3.00mm WSM43S 30EY97 
GX16-1E250N02-GD3 WSM33S Pressed 2.90mm WSM33S 30EV75 GX24-2F300N02-CF5 WSM43S Pressed 3.00mm WSM43S 30EZ01 
GX16-1E250N02-GD6 WSM33S Pressed 2.90mm WSM33S 30EV81 GX24-3E400N02-CF5 WSM43S Pressed 4.00mm WSM43S 30EZ22 
GX16-1E250N02-UD6 WSM33S Pressed 2.90mm WSM33S 30EV85 GX24-3E400N03-CE4 WSM43S Pressed 4.00mm WSM43S 30EZ28 
GX16-1E250N02-UF4 WSM33S Pressed 2.90mm WSM33S 30EV87 GX24-3E400N04-GD3 WSM43S Pressed 4.00mm WSM43S 30EZ42 
GX09-2E300N03-GD3 WSM33S Pressed 3.00mm WSM33S 30EU38 GX24-3E400N04-UF4 WSM43S Pressed 4.00mm WSM43S 30EZ54 
GX09-2E300N03-UF4 WSM33S Pressed 3.00mm WSM33S 30EU42 GX24-3F400N03-CE4 WSM43S Pressed 4.00mm WSM43S 30FA45 
GX16-2E300N02-CE4 WSM33S Pressed 3.00mm WSM33S 30EW65 GX24-3E500N03-CE4 WSM43S Pressed 5.00mm WSM43S 30EZ89 
GX16-2E300N02-CF5 WSM33S Pressed 3.00mm WSM33S 30EW67 GX24-3E500N03-CF5 WSM43S Pressed 5.00mm WSM43S 30EZ93 
GX16-2E300N02-CF6 WSM33S Pressed 3.00mm WSM33S 30EW70 GX24-3E500N04-GD3 WSM43S Pressed 5.00mm WSM43S 30FA08 
GX16-2E300N03-GD3 WSM33S Pressed 3.00mm WSM33S 30EW84 GX24-3E500N04-UF4 WSM43S Pressed 5.00mm WSM43S 30FA20 
GX16-2E300N03-GD6 WSM33S Pressed 3.00mm WSM33S 30EW90 GX24-4E600N03-CE4 WSM43S Pressed 6.00mm WSM43S 30FA57 
GX16-2E300N03-UD6 WSM33S Pressed 3.00mm WSM33S 30EW94 GX24-4E600N05-GD3 WSM43S Pressed 6.00mm WSM43S 30FA70 
GX16-2E300N03-UF4 WSM33S Pressed 3.00mm WSM33S 30EW96 GX24-4E600N05-UF4 WSM43S Pressed 6.00mm WSM43S 30FA82 
GX24-2E300N02-CE4 WSM33S Pressed 3.00mm WSM33S 30EY19 GX16-1E200N020-UF4 WSP43 Pressed 2.00mm WSP43 30EU86 
GX24-2E300N02-CF5 WSM33S Pressed 3.00mm WSM33S 30EY21 FX3.1-E310N015-CE4 WSP43 Pressed 3.10mm WSP43 30ET64 
GX24-2E300N02-CF6 WSM33S Pressed 3.00mm WSM33S 30EY23 FX4.1-E410N020-CE4 WSP43 Pressed 4.10mm WSP43 30ET89 
GX24-2E300N03-GD3 WSM33S Pressed 3.00mm WSM33S 30EY37 FX4.1-E410N020-CE6 WSP43 Pressed 410mm WSP43 30ET92 
GX24-2E300N03-GD6 WSM33S Pressed 3.00mm WSM33S 30EY43 Right Hand 

GX24-2E300N03-UD6 WSM33S Pressed 3.00mm WSM33S 30EY47 GX24-2E300R6-CE4 GX24 3.00mm WKP23S 35RG43 
GX24-2E300N03-UF4 WSM33S Pressed 3.00mm WSM33S 30EY49 GX16-1E200R6-CF6 WSM33 Pressed 2.00mm WSM33 30EV26 
GX24-2E300N15-RD4 WSM33S Pressed 3.00mm WSM33S 30EY58 GX16-2E300R6-CF6 WSM33 Pressed 3.00mm WSM33 30EX11 
GX24-2F300N02-CE4 WSM33S Pressed 3.00mm WSM33S 30EY96 GX16-0E150R10-CF6 WSM33S Pressed 1.50mm WSM33S 30EU50 
GX24-2F300N02-CF5 WSM33S Pressed 3.00mm WSM33S 30EY98 GX16-1E200R6-CE4 WSM33S Pressed 2.00mm WSM33S 30EV15 
GX24-2F300N02-CF6 WSM33S Pressed 3.00mm WSM33S 30EZ02 GX16-1E200R6-CF5 WSM33S Pressed 2.00mm WSM33S 30EV21 
GX24-2E318N16-RD4 WSM33S Pressed ¥ in WSM33S 30EY85 GX16-1E200R6-CF6 WSM33S Pressed 2.00mm WSM33S 30EV27 
GX16-3E400N04-GD3 WSM33S Pressed 400mm WSM33S 30EX27 GX16-1E250R6-CE4 WSM33S Pressed 2.90mm WSM833S 30EV92 
GX16-3E400N04-GD6 WSM33S Pressed 4.00mm WSM33S 30EX33 GX16-1E250R6-CF5 WSM33S Pressed 2.50mm WSM33S 30EV97 
GX16-3E400N04-UD6 WSM33S Pressed 4.00mm WSM33S 30EX37 GX16-1E250R6-CF6 WSM33S Pressed 2.50mm WSM33S 30EW04 
GX24-3E400N02-CF5 WSM33S Pressed 4.00mm WSM33S 30EZ20 GX16-2E300R6-CE4 WSM33S Pressed 3.00mm WSM33S 30EX02 
GX24-3E400N03-CE4 WSM33S Pressed 4.00mm WSM33S 30EZ27 GX16-2E300R6-CF5 WSM33S Pressed 3.00mm WSM33S 30EX06 
GX24-3E400N04-GD3 WSM33S Pressed 4.00mm WSM33S 30EZ40 GX16-2E300R6-CF6 WSM33S Pressed 3.00mm WSM33S 30EX12 
GX24-3E400N04-GD6 WSM33S Pressed 4.00mm WSM33S 30EZ46 GX24-2E300R6-CE4 WSM33S Pressed 3.00mm WSM33S 30EY65 
GX24-3E400N04-UD6 WSM33S Pressed 4.00mm WSM33S 30EZ50 GX24-2E300R6-CF5 WSM33S Pressed 3.00mm WSM33S 30EY71 
GX24-3E400N04-UF4 WSM33S Pressed 4.00mm WSM33S 30EZ52 GX24-2E300R6-CF6 WSM33S Pressed 3.00mm WSM33S 30EY78 
GX24-3E400N20-RD4 WSM33S Pressed 4.00mm WSM33S 30EZ64 GX24-3E400R6-CE4 WSM33S Pressed 4.00mm WSM33S 30EZ71 
GX24-3F400N02-CF5 WSM33S Pressed 4.00mm WSM33S 30FA38 GX24-3E400R6-CF5 WSM33S Pressed 4.00mm WSM33S 30EZ75 
GX24-3F400N03-CE4 WSM33S Pressed 4.00mm WSM33S 30FA44 GX16-1E200R6-CE4 WSM43S Pressed 2.00mm WSM43S 30EV17 
GX24-3E475N04-UF4 WSM33S Pressed 46 in WSM33S 30EZ80 GX16-1E200R6-CF5 WSM43S Pressed 2.00mm WSM43S 30EV23 
GX24-3E475N24-RD4 WSM33S Pressed 46 in WSM33S 30EZ82 GX16-1E200R6-CF6 WSM43S Pressed 2.00mm WSM43S 30EV29 
GX16-3E500N04-GD3 WSM33S Pressed 5.00mm WSM33S 30EX53 GX24-2E300R6-CE4 WSM43S Pressed 3.00mm WSM43S 30EY67 
GX16-3E500N04-GD6 WSM33S Pressed 5.00mm WSM33S 30EX59 GX24-2E300R6-CF5 WSM43S Pressed 3.00mm WSM43S 30EY73 
GX16-3E500N04-UD6 WSM33S Pressed 5.00mm WSM33S 30EX63 GX24-2E300R6-CF6 WSM43S Pressed 3.00mm WSM43S 30EY80 
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ISO Grade Application First Choice Grade 
K Cast Iron WAK15, WKP25S, WKP35S, 
N Non Ferrous WK10, WMG40, WXN15, : 
M Stainless WSM35, WSM35S, WSP45S Octagonal Rectangle Rhombic 
P Steel WKP25S, WKP35S, WSP45S, ODHT LNHU ZDGT 
S Super Alloy WSM35, WSM35S 
—iluAreR Square Triangular 
SPMT P 
Milling Inserts 
= Sold in pkg. of 10 only —_Note: For additional sizes, go to Grainger.com®. 
Item Item 
ANSI No. Inscribed Circle Nose Radius Grade No. ANSI No. Inscribed Circle Nose Radius Grade No. 
Ballnose ADKTO803PEL-F56 = 0.016" WSP45S 35RD35 
XDMT2506159R-F55 ; ADKTO803PEL-F56 WKP35S 266 in 0.016" WKP35S 44R446 
WKP25S 984 in 0.625 WKP25S 441728 ADKTO803PER-F56 = 0.016" WSP45S  35RD36 
Octagon ADKTO803PER-F56 WAK15 266 in 0.016" WAK15 44R448 
ODHT0504ZZN-F57 WKP35S in 0.031" WKP35S 44U165 ADKTO803PER-F56 WKP25S 266 in 0.016" WKP25S 44R450 
ODHT0504ZZN-G88 WK10 in 0.031" WK10 44U170 ADKTO803PER-F56 WKP35S 266 in 0.016" WKP35S 44R452 
ODHW0605ZZN-A57 WAK15 ¥% in 0.031' WAK15 44U207 ADKT1204PEL-F56 = 0.031' WSP45S 35RD38 
ODMT0504ZZN-D57 WKP35S in 0.031" WKP35S 44U224 ADKT1204PEL-F56 WKP35S 331 in 0.031" WKP35S 44R462 
ODMT0605ZZN-D57 WKP25S ¥% in 0.031" WKP25S 44U236 ADKT1204PER-F56 = 0.031" WSP45S 35RD39 
Parallelogram ADKT1204PER-F56 WAK15 331 in 0.031" WAK15 44R464 
ADGT10T3PER-D67 = 0.031" WSP45S 35RE10 ADKT1204PER-F56 WKP25S 331 in 0.031" WKP25S 44R466 
ADGT10T3PER-D67 WKP35S 285 in 0.031" WKP35S 44R313 ADKT1204PER-F56 WKP35S 331 in 0.031" WKP35S 44R468 
ADGT10T3PER-G77 = 0.031" WSP45S 35RE11 ADKT1606PEL-F56 = 0.031" WSP45S 35RD40 
ADGT101316R-D67 = 0.063" WSP45S 35RE08 ADKT1606PEL-F56 WKP35S 425 in 0.031" WKP35S 44R471 
ADGT101330R-D67 = 0.178 WSP45S 35RE09 ADKT1606PER-F56 = 0.031" WSP45S 35RD41 
ADGT0803PER-D51 = 0.016" WSP45S 35RE05 ADKT1606PER-F56 WAK15 425 in 0.031" WAK15 44R473 
ADGT0803PER-D51 WKP25S 266 in 0.016" WKP25S 44R274 ADKT1606PER-F56 WKP25S 425 in 0.031" WKP25S 44R475 
ADGT0803PER-D51 WKP35S 266 in 0.016" WKP35S 44R276 ADKT1606PER-F56 WKP35S 425 in 0.031" WKP35S 44R477 
ADGT0803PER-D56 — 0.016" WSP45S 35RE06 ADMT10T308R-F56 = 0.031" WSP45S 35RE46 
ADGT0803PER-F56 = 0.016" WSP45S 35RE07 ADMT10T308R-F56 WKP35S 285 in 0.031" WKP35S 44R539 
ADGT1204PER-D51 = 0.031" WSP45S 35RE16 ADMT080302R-F56 = 0.008" WSP45S 35RE36 
ADGT1204PER-D51 WKP25S 331 in 0.031" WKP25S 44R331 ADMT080302R-F56 WKP35S 266 in 0.008" WKP35S 44R480 
ADGT1204PER-D51 WKP35S 331 in 0.031" WKP35S 44R333 ADMT080304L-F56 = 0.016" WSP45S 35RE37 
ADGT1204PER-D56 — 0.031" WSP45S 35RE17 ADMT080304L-F56 WKP35S 266 in 0.016" WKP35S 44R485 
ADGT1204PER-D56 WKP25S 331 in 0.031" WKP25S 44R337 ADMT080304R-D56 = 0.016" WSP45S 35RE38 
ADGT1204PER-D56 WKP35S 331 in 0.031" WKP35S 44R339 ADMT080304R-D56 WAK15 266 in 0.016" WAK15 44R487 
ADGT1204PER-D67 = 0.031" WSP45S 35RE18 ADMT080304R-D56 WKP25S 266 in 0.016" WKP25S 44R490 
ADGT1204PER-D67 WKP35S 331 in 0.031" WKP35S 44R343 ADMT080304R-D56 WKP35S 266 in 0.016" WKP35S 44R492 
ADGT1204PER-F56 = 0.031" WSP45S 35RE19 ADMT080304R-F56 = 0.016" WSP45S 35RE39 
ADGT1204PER-G77 = 0.031" WSP45S 35RE20 ADMT080304R-F56 WAK15 266 in 0.016" WAK15 44R494 
ADGT1606PER-D51 = 0.031" WSP45S 35RE29 ADMT080304R-F56 WKP25S 266 in 0.016" WKP25S 44R497 
ADGT1606PER-D51 WKP25S 425 in 0.031" WKP25S 44R368 ADMT080304R-F56 WKP35S 266 in 0.016" WKP35S 44R499 
ADGT1606PER-D51 WKP35S 425 in 0.031" WKP35S 44R370 ADMT080304R-G56 WKP35S 266 in 0.016" WKP35S 44R506 
ADGT1606PER-D56 = 0.031" WSP45S 35RE30 ADMT080308L-F56 — 0.031" WSP45S 35RE40 
ADGT1606PER-D56 WKP25S 425 in 0.031" WKP25S 44R374 ADMT080308L-F56 WKP35S 266 in 0.031" WKP35S 44R512 
ADGT1606PER-D56 WKP35S 425 in 0.031" WKP35S 44R376 ADMT080308R-F56 = 0.031" WSP45S 35RE41 
ADGT1606PER-D67 = 0.031" WSP45S 35RE31 ADMT080308R-F56 WKP35S 266 in 0.031" WKP35S 44R515 
ADGT1606PER-D67 WKP35S 425 in 0.031" WKP35S 44R380 ADMT080312R-F56 = 0.047’ WSP45S 35RE42 
ADGT1606PER-F56 — 0.031" WSP45S 35RE32 ADMT080312R-F56 WKP35S 266 in 0.047’ WKP35S 44R520 
ADGT1606PER-G77 = 0.031" WSP45S 35RE33 ADMT080316R-F56 = 0.063" WSP45S 35RE43 
ADGT1807PER-D51 WKP35S 571 in 0.047’ WKP35S 44R390 ADMT080316R-F56 WKP35S 266 in 0.063" WKP35S 44R524 
ADGT1807PER-D56 = 0.047’ WSP45S 35RE35 ADMT120404R-F56 — 0.016" WSP45S 35RE53 
ADGT1807PER-D56 WKP35S 571 in 0.047’ WKP35S 44R395 ADMT120408R-D56 WKP35S 331 in 0.031" WKP35S 44R595 
ADGT120404R-F56 — 0.016" WSP45S 35RE12 ADMT160608R-F56 WKP25S 425 in 0.031" WKP25S 44R671 
ADGT120416R-D67 — 0.063" WSP45S 35RE13 ADMT160608R-G56 WKP35S 425 in 0.031" WKP35S 44R679 
ADGT120430R-F56 — 0.178" WSP45S 35RE14 ADMT160612R-F56 = 0.047’ WSP45S 35RE68 
ADGT120440R-F56 — 0.157" WSP45S 35RE15 XDMT1613095R-F55 = 0.375" WSP45S 35RD21 
ADGT160612R-F56 = 0.047’ WSP45S 35RE21 Rectangle 
ADGT160616R-D67 — 0.063 WSP45S 35RE22 LNHU090420R- ; 
ADGT160616R-F56 = 0.063" WSP45S  35RE23 L55T WSM35S 0.3540 in 0.016 WSM858_ 44832 
ADGT160620R-F56 — 0.079" WSP45S 35RE24 LNHU130608R- ; ; 
ADGT160632R-F56 — 0.126" WSP45$ _ 35RE26 L557 WSM35S pataoan 0.031 MoMose ARGO 
ADGT160640R-F56 — 0.157" WSP45S 35RE27 LNHU130632R-L551 WSP45S 0.5120 in 0.126" WSP45S 44R874 
ADHT1013PER-G88 WK10 285 in 0.031" WK10 44R403 Rhombic 
ADHT10T3PER-G88 WXN15 285 in 0.031" WXN15 44R404 LNGX130708R-L55 WKP25S 0.4330 in 0.031" WKP25S 44R752 
ADHT0803PEL-G88 WXN15 266 in 0.016" WXN15 44R399 LNGX130708R-L88 WK10 0.4330 in 0.031" WK10 44R757 
ADHT0803PER-G88 WK10 266 in 0.016" WK10 44R401 LNHU090412R-L551T WSP45S 0.3540 in 0.016" WSP45S 44R831 
ADHT0803PER-G88 WXN15 266 in 0.016" WXN15 44R402 LNHX070204-F57T WKP25S 0.2750 in 0.016" WKP25S 44R891 
ADHT1204PEL-G88 WXN15 331 in 0.031" WXN15 44R422 LPMT15T308R-D51 WKP25S ¥ in 0.031" WKP25S 447595 
ADHT1204PER-G88 WK10 331 in 0.031" WK10 44R423 LPMT150412R-D51 WKP35S % in 0.047’ WKP35S 441587 
ADHT1204PER-G88 WXN15 331 in 0.031" WXN15 44R424 ZDGT150404R-K85 WK10 0.5910 in 0.016" WK10 447762 
ADHT1606PEL-G88 WXN15 425 in 0.031" WXN15 44R442 nal ae 
ADHT1606PER-G88 WK10 425 in 0.031" WK10 44R443 - aes ; 
ADHT1606PER-G88 WXN15 425 in 0.031" WXN15 44R444 Les OREN 157 an a danas anne! 
ADHT120416L-G88 WXN15 331 in 0.063" WXN15 44R406 : 3, j " 
ADHT120416R-G88 WK10 331 in 0.063" WK10 44R407 WKP35S i n oe aoe. ate 
ADHT120416R-G88 WXN15 331 in 0.063" WXN15 44R408 SNGX1205ANN-F57 Y2 in Chamfer WSP49S5_ SRDS 
ADHT120430L-G88 WXN15 331 in 0.178 WXN15 44R414 SNGX1205ANN-F57 WKP35S Y2 in 0.059" WKP358 441957 
ADH1T120430R-G89 WK10 331 in 0.178" WK10 44R415 SNGX1205ZNN-F67 WKP35S Y in 0.047’ WKP35S 44001 
ADHT120430R-G88 WXN15 331 in 0.118" WXN15 44R416 SNHX1205ANN-K88 WK10 Zin 0.059" WK10 44023 
ADHT120440L-G88 WXN15 331 in 0.157" WXN15 44R418 SNHX1205ANN-K88 WXN15 Y2in 0.059 WXN15 44024 
ADHT120440R-G88 WK10 331 in 0.157" WK10 44R419 SNMX1205ANN-F57 WKP35S Y in 0.059" WKP35S 44U068 
ADHT160616L-G88 WXN15 425 in 0.063" WXN15 44R426 SNMX120912-Fo7 WKP35S Ya in 0.047" WKP358 44U038 
ADHT160616R-G88 WK10 495 in 0.063" WKi0 44R427 SPMT120408-D51 WKP35S Y in 0.031" WKP35S 447448 
ADHT160616R-G88 WXN15 425 in 0.063 WXN15 44R428 Triangle . 
ADHT160630R-G88 WK10 425 in 0.118" WK10 44R435 P26330R14 % in 0.047" WSP495__35RD70 
ADHT160640R-G88 WK10 425 in 0.157" WK10 44R439 P26335R14 WKP35S % in 0.047 WKP358 441615 
ADKT10T3PER-F56 == 0.031" WSP45S 35RD37 P26339R25 0.5120 in 0.079" WSP45S 35RD7/7 
ADKT10T3PER-F56 WKP25S 285 in 0.031" WKP25S 44R456 P263/9-R14 % in 0.047" WSP458 35RD79 
ADKT10T3PER-F56 WKP35S 285 in 0.031" WKP35S 44R458 
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MACHINING 
Milling Inserts 





Ballnose 





Hexagon Parallelogram Rectangle Rhombic Square Triangle 





ISO Grade Application First Choice Grade 
W/ K Sell THM, TN2505, TN2510, TN6505, TN6510, TN6520, TN6525, TN6540, 
WIDIA gotlen TN7535, WK15CM, WK25YM, WP25PM, WP35CM, 
aaa H Hardened TN2505, TN2510, TN2525. 
Milling Inserts N Non Ferrous THM, THM-U, TN6501, WONOOU, WDN10U, WN25PM, 
y Ses see NS eS eS 
= Sold in pkg. of 10 only P Steel TN7525. TN7535, TTMO8, WP25PM, WP35CM, WP40PM. WU35PM 
Note: For additional sizes, go to Grainger.com®. S Super Alloy THM, TN6540, WP25PM, WP40PM, WU35PM 
Item Item 
ANSI No. Inscribed Circle Nose Radius Grade No. ANSI No. Inscribed Circle Nose Radius Grade No. 
Ballnose Rectangle 
M270BF10 10.00mm 0.197" TN2505 444R58 EDR100031E1W4 0.250 in 0.031" WDNOOU 444283 
M270BF12 12.00mm 0.236" TN2505 444R60 SDR102 0.380 in 0.125" WDNOOU 444782 
M270BF16 16.00mm 0.315" TN2505 444R62 SDR100031E0W4 0.380 in 0.031" WDNOOU 444778 
M270BF20 20.00mm 0.394" TN2505 444R64 XNGU1501ERML 0.394 in 0.016" WU35PM 444X48 
M270BF25 25.00mm 0.492" TN2505 444R66 XNGU1502ERML 0.394 in 0.032" WS40PM 444246 
M270BF32 32.00mm 0.630" TN2505 444R68 XNPU1002SRMM 0.260 in 0.031" WK15PM 444269 
M270BF0375 0.375 in 0.188" TN2505 444764 XNPU1502SRMM 0.394 in 0.032" WP40PM 444X23 
M270BF0750 0.750 in 0.375" TN2505 444787 XNPU1504SRMM 0.394 in 0.063" WS40PM 444744 
M270BF1000 1.000 in 0.500" TN6540 4A4AV60 Rhombic 
M270BR10 10.00mm 0.197" TN7525 444R42 CPNT120408T % in 0.032" TTM08 444729 
M270BR10 10.00mm 0.197" TN7535 444R43 MDHW120408 % in 0.032" WP25PM 444Y10 
M270BR12 12.00mm 0.236" TN7525 444R45 MDHX09T308 ¥% in 0.032" WP40PM 4AAY01 
M270BR12 12.00mm 0.236" TN7535 444R46 Round 
M270BR16 16.00mm 0.315" TN7525 444R48 RCMT1606MOTX ¥ in 0.315" WK15CM 444W59 
M270BR16 16.00mm 0.315" TN7535 444763 RDHT1204MOTX 0.4724 in 0.236" TN7525 444713 
M270BR20 20.00mm 0.394" TN7525 444R50 RDMT0802MOT 0.3150 in 0.157" TN7525 444R26 
M270BR20 20.00mm 0.394" TN7535 444R51 RDMT0802MOT 0.3150 in 0.157" TN7535 444708 
M270BR25 25.00mm 0.492" TN7525 444R53 RDMT1003M0 0.3937 in 0.197" THM 444R29 
M270BR25 25.00mm 0.492" TN7535 444R54 RDMW1605MOTX % in 0.315" TN6540 444U68 
M270BR32 32.00mm 0.630" TN7525 444R56 RDPT1204MOSMMX 0.4720 in 0.236" TN6540 444V74 
Hexagon RDPT1204MOSMMX 0.4720 in 0.236" TN7535 444V75 
HNEC535ANSN ¥ in 0.047" WK25YM 4A4Y11 RNGJ10T3MOEML 0.3937 in 0.197" WP25PM 444V76 
HNGJ535ANENLD ¥% in 0.047" TN6540 444U32 RNGJ64EML ¥, in 0.374" WP25PM 444Y89 
HNGJ535ANFNLDJ ¥ in 0.047" THM-U 444U77 RNGJ85SMM Tin 0.492" WP40PM 44483 
HNGJ535ANSNGD ¥ in 0.047" TN6525 444U78 RNGJ1204M0SMM 0.4724 in 0.236" WP35CM 444V69 
HNGJ535ANSNHD ¥ in 0.047" WS40PM 444229 RNGJ1605MOEML 5 in 0.315" WS40PM 444258 
HNGJO704ANENLD % in 0.047" WS40PM 444732 RNPJ10T3MOSMM 0.3937 in 0.197" WP35CM 44482 
HNGJO704ANENLD % in 0.047" TN6505 44422 RNPJ1204MO0SMH 0.4724 in 0.236" WP25PM 44489 
HNGJO704ANENLDJ % in 0.047" TN6501 444V20 RNPJ1605M0SMM 5 in 0.315" WP25PM 44492 
HNGJO704ANENLDJ % in 0.047" THM-U 44419 Square 
HNPJ535ANSNGD ¥% in 0.047" WP40PM 444X03 123506602 % in = WP35CM 444X99 
HNPJ535ANSNGD ¥ in 0.047" WP35CM 44AX67 SDEX432FRALP % in 0.031" THM-U 444V97 
HNPJ535ANSNHD ¥% in 0.047" WP40PM 444X04 SDMT43PDRMH % in 0.047" TN7525 444750 
HNPJ535ANSNHD ¥% in 0.047" WS40PM 444227 SDMT54PDRML % in 0.047" WK15CM 444W54 
HNPJO704ANSNGD % in 0.047" TN6540 44437 SDMX432RMM % in 0.031" TN6525 44402 
HNPJO704ANSNGD % in 0.047" WS40PM 444733 SDMX432RMM % in 0.031" TN6540 44403 
HNPJO704ANSNHD % in 0.047" WP35CM 4AAX54 SDMX432RMM % in 0.031" TN7525 AA4V04 
HPGTO6T3DZERGD3W 0.4385 in 0.039" WP40PM 444X82 SDMX433RMH % in 0.047" TN6520 444V18 
HPGT225DZENGD 0.4321 in 0.039" TN6525 444U23 SDMX434RMM % in 0.063" TN6520 44452 
HPGT225DZERLDAL 0.4332 in 0.035" THM 444178 SDMX438RMM % in 0.126" TN7535 44458 
HPPT225DZENGD 0.4320 in 0.039" TN7535 444T69 SDMX543RMM % in 0.047" TN6540 444U94 
HPPT225DZENGD 0.4320 in 0.039" WS40PM 444738 SDMX544RMH % in 0.063" WK15CM 444206 
XNGJ535ANSNGD3W ¥% in 0.063" TN6540 444U34 SNKT435AZER20 % in = TN6540 444U25 
XNGJ535ANSNGD3W ¥% in 0.063" WS40PM 444225 SNKT435AZR31 % in = TN7525 444R87 
XNGJ535ANSNGD3W % in 0.063" WP40PM 444X74 SNMT435AZR31 % in = TN6525 444U28 
XNGJO704ANENLD3W % in 0.051" WP40PM 444X57 SNMT535AZR31 % in = TN7535 444R91 
XNGJO704ANENLD3W % in 0.051" TN6540 44430 XNKT435AZER11 % in 0.051" WK15CM A44W45 
XNGJO704ANENLDJ3W % in 0.051" THM-U 444V35 Triangle 
Parallelogram TCAX1103ZZ18 % in = TTM08 444R72 
XDCT1101ERML 0.272 in 0.016" WP40PM 444X09 TNAX16042726 % in = THM 444R74 
XDCT1101RPCD 0.272 in 0.016" WDN10U 444W22 TNAX1604ZZ41 % in = THM 444R78 
XDCT1702ERML 0.378 in 0.031" WP40PM 444Y46 Trigon 
XDCT1702RALP 0.378 in 0.031" WN25PM 444Y79 WOEJ080412SRMH 0.3069 in 0.048" TN6525 444V47 
XDCT1708ERML 0.378 in 0.125" WS40PM 444267 WOEJ120712SRMH 0.4720 in 0.050" WP40PM 444W93 
XDCT1708RALP 0.378 in 0.125" WN25PM 44461 WOEJ120712SRMR 0.4720 in 0.050" WS40PM 444253 
XDCT1710ERML 0.377 in 0.157" WS40PM 444268 
XDPT1102SRMH 0.272 in 0.031" WP40PM 444W97 
XDPT1102SRMM 0.272 in 0.031" WP25PM 444W17 
XDPT1102SRMM 0.272 in 0.031" WU35PM 444W15 
XDPT1102SRMM 0.272 in 0.031" WP35CM 444W16 
XDPT1102SRMM 0.272 in 0.031" WP40PM 444W96 
XDPT1108SRMM 0.271 in 0.122" WK15CM 444W24 
XDPT1702SRMH 0.378 in 0.031" WP40PM 444Y53 
XDPT1708SRMM 0.394 in 0.125" WS40PM 444247 
XDPT1710SRMM 0.377 in 0.157" WS40PM 444261 
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Parallelogram Pentagon Rectangle Round Square 
CX KYOCERA ISO Grade Application First Choice Grade 
K Cast Iron PR1210 
Hr H Hardened PR1525 
Milling Inserts N Non Ferrous PDLO25, KW10, KPD230, KPD001, GW25, 
ae M Stainless PR1535, PR1230, PR1225, CA2425, CA2325 
Note: For itional siz to Grainger.com®. i b L L L 
= Sold in pkg. of 10 only Note: For additional sizes, go g P Steel TN100M, PR1525, PR1230, PR1225, CA2425, CA2325 
_ S Super Alloy PR1535, PR1210, KW10, KPD230, KPD001, GW25, CA6535, 
ANSI No. Inscribed Circle Nose Radius Grade No. 
Parallelogram ANSI No Inscribed Circle Nose Radius Grade ae 
APET1604PDFRKW10 0.375 in 0.039" KW10 487X86 | 
| BDMT070308ERJSPR1225 0.181 in 0.031 PR1225  487X36 
APET160416KW10 0.375 in 0.062 KW10 87X84 | 
| BDMT070308ERJSPR1535 0.181 in 0.031 PR1535. 487265 
APET160431KW10 0.375 in 0.125 KWt0 87X85 | 
| BDMT070308ERJTCAG535 0.181 in 0.031 CA6535.~-«487Z78 
APKT1604PDERV PR1225 0.375 in 0.031 PR1225 53CE56 | 
| BDMT070308ERJTPR1210 0.181 in 0.031 PR1210  487X89 
APMT250608ERNB3PR1210 0.625 in 0.031 PR1210. 487X15 | 
| BDMT070308ERJTPR1225 0.181 in 0.031 PR1225.487X37 
APMT250608ERNB3PR1230 0.625 in 0.031 PR1230  487X70 | 
| BDMT110302ERJSPR1225 0.248 in 0.008 PR1225  487X38 
APMT250608ERNB4PR1210 0.625 in 0.031 PR1210  487X16 | 
| BDMT110302ERJTPR1225 0.248 in 0.008 PR1225. 487X39 
APMT250608ERNB4PR1230 0.625 in 0.031 PR1230.487X71 ! 
| BDMT110304ERJSPR1225 0.248 in 0.016 PR1225. 487X40 
APMT250616ERNB3PPR1210 0.625 in 0.063 PR1210 47X18 | 
| BDMT110304ERJSPR1535 0.248 in 0.016 PR1535 487268 
APMT250616ERNB3PR1210 0.625 in 0.063 PR1210.-487X17 | 
| BDMT110304ERJTPR1225 0.248 in 0.016 PR1225. 487X41 
APMT250616ERNB3PR1230 0.625 in 0.063 PR1230  487X72 | 
| BDMT110308ERJTPR1225 0.248 in 0.031 PR1225. 487X42 
APMT250616ERNB4PPR1210 0.625 in 0.063 PR1210  487X20 | 
| BDMT170402FRKPDOO1 0.378 in 0.008 KPD001487X07 
APMT250616ERNB4PR1210 0.625 in 0.063 PR1210.-487X19 | 
| BDMT170404ERJSPR1225 0.378 in 0.016 PR1225. 487X56 
APMT250616ERNB4PR1230 0.625 in 0.063 PR1230  487X73 | 
| BDMT170404ERJTCAG535 0.378 in 0.016 CA6535 ~~ 487Y67 
APMT250640ERNB3PR1230 0.625 in 0.157 PR1230. 487X74 | 
| BDMT170404ERJTPR1210 0.378 in 0.016 PR1210. 487X25 
APMT250640ERNB4PR1230 0.625 in 0.157 PR1230. 487X75 | 
| BDMT170404ERJTPR1225 0.378 in 0.016 PR1225  487X57 
BDGT11T302FRJAGW25 0.264 in 0.008 GW25  487W99 | 
| BDMT170404ERJTPR1535 0.378 in 0.016 PR1535. -487Y48 
BDGT111304FRJAGW25 0.264 in 0.016 GW25 487X01 | 
| BDMT170404FRKPDOO1 0.378 in 0.016 KPDO01 -487X08 
BDGT11T304FRJAPDLO25 0.264 in 0.016 PDLO25 -487Z97 | 
| BDMT170404FRKPD230 0.378 in 0.016 KPD230.487X12 
BDGT11T308FRJAGW25 0.264 in 0.031 GW25 487X05 | 
| BDMT170408ERJSCA6535 0.378 in 0.031 CA6535.~-487Y63 
BDGT117T308FRJAPDLO25 0.264 in 0.031 PDLO25 487298 | 
| BDMT170408ERJSPR1225 0.378 in 0.031 PR1225  487X58 
BDGT170404FRJAPDLO25 0.378 in 0.016 PDLO25 487799 | 
| BDMT170408ERJSPR1535 0.378 in 0.031 PR1535 ~~ 487Y43 
BDGT170408FRJAGW25 0.378 in 0.031 GW25 487X04 | 
| BDMT170408ERJTCAG535 0.378 in 0.031 CAG535. «48768 
BDGT170416FRJAGW25 0.378 in 0.063 GW25 487X09 | 
| BDMT170408ERJTPR1210 0.378 in 0.031 PR1210  487X26 
BDGT170420FRJAGW25 0.378 in 0.079 GW25 487X02 | 
| BDMT170408ERJTPR1225 0.378 in 0.031 PR1225 487X59 
BDGT170420FRJAPDLO25 0.378 in 0.079 PDLO25 488A01 | 
| BDMT170408ERJTPR1535 0.378 in 0.031 PR1535 ~~ 487Y49 
BDGT170424FRJAGW25 0.378 in 0.094 GW25 487X10 | 
| BDMT170408ERN3PR1225 0.378 in 0.031 PR1225  487X60 
BDGT170431FRJAGW25 0.378 in 0.122 GW25 A87X11 | 
| BDMT170408ERN3PR1230 0.378 in 0.031 PR1230. 487Y10 
BDMT11T302ERJSPR1225 0.264 in 0.008 PR1225. 487X43 | 
| BDMT170408ERN3PR1535 0.378 in 0.031 PR1535. 487271 
BDMT11T302ERJTPR1225 0.264 in 0.008 PR1225  487X44 | 
| BDMT170408ERN4PR1225 0.378 in 0.031 PR1225  487X61 
BDMT11T302FRKPDOO1 0.264 in 0.008 KPD001 -487X03 | 
| BDMT170408ERN4PR1230 0.378 in 0.031 PR1230. 487Y11 
BDMT11T304ERJSCA6535 0.264 in 0.016 CA6535. ~~ 487Y61 | 
| BDMT170408ERN4PR1535 0.378 in 0.031 PR1535 ~~ 487Z72 
BDMT11T304ERJSPR1225 0.264 in 0.016 PR1225  AB7X45 | 
| BDMT170412ERJTPR1225 0.378 in 0.047 PR1225. 487X62 
BDMT111304ERJSPR1535 0.264 in 0.016 PR1535.-487Y47 | 
| BDMT170416ERJTCAG535 0.378 in 0.063 CA6535. ~~ 487Y69 
BDMT11T304ERJTCAG535 0.264 in 0.016 CA6535. ~~ 487Y64 | 
| BDMT170416ERJTPR1210 0.378 in 0.063 PR1210 487X27 
BDMT11T304ERJTPR1210 0.264 in 0.016 PR1210. 487X21 | 
| BDMT170416ERJTPR1225 0.378 in 0.063 PR1225  487X63 
BDMT11T304ERJTPR1225 0.264 in 0.016 PR1225 ~~ 487X46 | 
| BDMT170416ERJTPR1535 0.378 in 0.063 PR1535  487Y50 
BDMT11T304ERJTPR1535 0.264 in 0.016 PR1535.-487Y44 | 
| BDMT170420ERJTPR1210 0.378 in 0.079 PR1210 487X28 
BDMT11T304ERJTTN1 00M 0.264 in 0.016 TNi00M  487Y14 | 
| BDMT170420ERJTPR1225 0.378 in 0.079 PR1225  487X64 
BDMT11T304ERKPDOO1 0.264 in 0.016 KPD001 -487X06 | 
| BDMT170420ERJTPR1535 0.378 in 0.079 PR1535 48781 
BDMT11T308ERJSCA6535 0.264 in 0.031 CA6535. «48762 ! 
| BDMT170424ERJTPR1225 0.378 in 0.094 PR1225  487X65 
BDMT11T308ERJSPR1225 0.264 in 0.031 PR1225. 487X47 
! BDMT170431ERJTCAG535 0.378 in 0.122 CA6535.~-487Y70 
BDMT11T308ERJSPR1535 0.264 in 0.031 PR1535  -487Y42 | 
| BDMT170431ERJTPR1225 0.378 in 0.122 PR1225 487X66 
BDMT11T308ERJTCA6535 0.264 in 0.031 CA6535. «48765 | 
| BDMT170431ERJTPR1535 0.378 in 0.122 PR1535. 487Y51 
BDMT117308ERJTPR1210 0.264 in 0.031 PR1210.-487X22 | 
| BDMT170440ERJTPR1225 0.378 in 0.157 PR1225. 487X67 
BDMT11T308ERJTPR1225 0.264 in 0.031 PR1225  487X48 | 
! GOMTO8T208ERDPR1210 0.205 in 0.031 PR1210  487X92 
BDMT11T308ERJTPR1535 0.264 in 0.031 PR1535. 487Y45 | 
! GOMT08T208ERDPR1225 0.205 in 0.031 PR1225  487X98 
BDMT11T308ERJTTN100M 0.264 in 0.031 TNIOOM  487Y15 | 
| GOMT13T308ERDPR1210 0.329 in 0.031 PR1210  487X93 
BDMT11T308ERN2PR1210 0.264 in 0.031 PR1210. 487X78 | 
| GOMT100308ERDPR1225 0.258 in 0.031 PR1225  487X99 
BDMT11T308ERN2PR1225 0.264 in 0.031 PR1225. 487X49 | 
! GOMT160408ERDPR1210 0.395 in 0.031 PR1210 487X094 
BDMT11T308ERN2PR1230 0.264 in 0.031 PR1230 48708 | 
| GOMT160408ERDPR1225 0.395 in 0.031 PR1225. 487Y01 
BDMT11T308ERN2PR1535 0.264 in 0.031 PR1535 ~~487Z69 | 
| XPMT15T304CA2325 0.375 in 0.016 CA2325. 487W94 
BDMT11T308ERN3PR1210 0.264 in 0.031 PR1210. 487X79 | 
| XPMT15T308KW10 0.375 in 0.031 KW10 A88A11 
BDMT11T308ERN3PR1225 0.264 in 0.031 PR1225  487X50 | 
| XPMT090208PR1525 0.250 in 0.031 PR1525.  488A17 
BDMT11T308ERN3PR1535 0.264 in 0.031" PR1535 ~~ 487Z70 een 
BDM111T312ERJTPR1210 0.264 in 0.047" PR1210__ 487X283 PNMU1205ANERGMPR1225 0.7040 in 0.079" PR1225 -487X14 
BDMT11T312ERJTPR1225 0.264 in 0.047" PR1225 48 7X51 PNMU1205ANERGMPR1535 0.7040 in 0.079" PR1535.~-487Y57 
BDMT111316ERJTCAG535 0.264 in 0.063 CAG535 ~-487Y66 oT 
BDMT11T316ERJTPR1210 0.264 in 0.063" PRI210_ _—~487X24 GOMT13T308ERD PR1225 0.329 in 0.032" PR1225 53CE57 
BDMT11T316ERJTPR1225 0.264 in 0.063 PR1225  487X52 | 
| JOMT13T308ERD PR1225 0.329 in 0.032 PR1225 53CE58 
BDMT111316ERJTPR1535 0.264 in 0.063 PR1535  _487Y46 | 
| LOGT100408FRAMPDLO25 0.268 in 0.031 PDLO25  488A09 
BDMT11T320ERJTPR1225 0.264 in 0.079 PR1225  487X53 | 
| LOGU030310ERGMCA6535 0.244 in 0.039 CA6535.~-«487Z91 
BDMT11T324ERJTPR1225 0.264 in 0.094 PR1225 47X54 | 
| LOGU030310ERGMPR1525 0.244 in 0.039 PR1525 487289 
BDMT111324ERJTPR1535 0.264 in 0.094 PR1535. -487Y79 | 
| LOMU100408ERGMPR1525 0.260 in 0.031 PR1525. -487Y24 
BDMT11T331ERJTCAG535 0.264 in 0.122 A535. ~-«487Y82 | 
| LOMU100420ERGM PR1525 0.260 in 0.079 PR1525  53CE59 
BDMT11T331ERJTPR1225 0.264 in 0.122 PR1225  487X55 BETONG HIEREIPRaeS oe et Sh oge —seenne 
BDMT111331ERJTPR1535 0.264 in 0.122" PR1535 ~~ ~487Y80 fran . 
Ser nice pot in a. PR1225 _4B7X32_—“" RPGT1204MOERGMCAG535 0.4720 in 0.236" CAG535 «487236 
BDM1070302ERJTPR1225 0.181 in 0.008" PR1225 __487X33 RPMT10T3MOENGHPR1525 0.3940 in 0.138" PR1525 487227 
BDMT070304ERJSPR1225 0.181 in 0.016 PR1225. 487X34 a 
BDMT070304ERJSPR1535 0.181 in 0.016" PR1535 487264 | 
181 1 . A110 in 07 PRI 487212 
BDMTO70304ERJTPR1210 0.181 in 0.016" PR1210  487X88 a 100420ERLDPR1535 0.4110 0.079 939 8 
BDMT070304ERJTPR1225 0.181 in 0.016 PR1225.487X35 Mien saenarNANGWE aR sai" ae agg 
BDMT070304ERJTPR1535 0.181 in 0.016" PR1535__ 487266 WNMUO80608ENGHPR1525 0.5520 in 0.031" PR1525  487Y29 
BDMT070308ERJSCA6535 0.181 in 0.031 CAG535.~-«487Z77 
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Scan. Order. Done. 
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w"S No. 46LX87 


CAT40 
No. 46LL81 





HAIMER. 


Standard Shrink Fit Chucks 


= Balanced to 25,000 rpm 


Made of heat-resistant, hot-working steel with a fine-machined surface. 
Suitable for all kinds of high-speed steel and solid carbide shrink-fit 
units. Features include high runout accuracy, extreme clamping torque 
by high pressing in the clamping bore, short camfer, reinforced shank, 
slimness (marginal interference contour), and rigidity. CAT40 Form ADB 
means central-coolant supply and coolant channels through the flange 
can be sealed again. Threaded bores allow for simple and fast balancing 
with screws. 


HAIMER 





’ 
es == - 














Hole Mfr. Item Hole Mfr. Item 
) Dia. Projection Model No. Dia. Projection Model No. 
| CAT40 3.15" _50.840.5/82.4 46LT58 
Ys" 3.15" ——-40.840.1/8Z 46LL89 %' ~ 5.12" —50.844.5/8z.4 46LU29 
Special Edition %ée 3.15" _40.840.3/16Z 46LL98 6.30" _50.842.5/82.4 46LU09 
3.15" 40.840.1/47.4 46LL88 3.15" _50.840.3/47.26 46LT42 
vs" 5.12" 40.844.1/42.4 46LM55 y,, 3.15" 50.840.3/42.4 46147 
6.30" 40.842.1/47.4 46LMi6 ”* 5.12" 50.844.3/47.4 46LU25 
3.15"  40.840.5/16z.4 46LM03 6.30" _50.842.3/47.4 46LT98 
He 5.12" 40.844.5/162.4 46LM79 7, 5.12" 50.844.7/82.4  46LU31 
6.30° 40.842.5/16z.4 46LM40 “” 6.30° _50.842.7/8z.4 46LU11 
a a 3.15" 40.840.3/8z.4 46LM01 3.94" 50.840.12.4  46LT35 
Mini Ys 5.12" -40.844.3/82.4 46LM76 1" 5.12" 50.844.12.4  46LU22 
6.30° _ 40.842.3/82.4 46LM38 6.30" 50.842.12.4 46LT88 
3.15" 40.840.7/16z.4 46LM05 3.94" 50.840.11/4z.4 46LT20 
te’ 512" 40.844.7/16z.4 46LM83 1%" 5.12" 50.844.11/4z.4 46LU17 
6.30° 40.842.7/16z.4 46LM44 6.30" _50.842.11/42.4 46LT74 
3.15" _40.840.1/27.26 46LL86 80.00mm 50.840.06.4 46LT04 
3.15" 40.840.1/27.4 46LL87_ 6mm 130.00mm _50.844.06.4 46LU12 
Yo" 5412" 40.844.1/27.4 46LM53 160.00mm 50.842.06.4_ _46LT62 
6.30° _40.842.1/27.26 46LM11 80.00mm _50.840.08.4 46LT07 
6.30°  40.842.1/27.4 46LM14 8mm 130.00mm 50.844.08.4 46LU13 
3.15" 40.840.5/8z.4 46LM04 160.00mm 50.842.08.4 46LT64 
Ye 5.12" 40.844.5/8z.4_ 46LM82 80.00mm 50.840.10.26 46LT16 
6.30" 40.842.5/82.4 46LM43° 4, 80.00mm_ _50.840.10.4 —46LT19 
3.15" _ 40.840.3/47.4 46LL99 130.00mm__50.844.10.4 46LU16 
Y 5.12" 40.844.3/47.4 46LM74 160.00mm__50.842.10.4_ _ 46LT73 
6.30° _ 40.842.3/47.4_ 46LM35 80.00mm _50.840.12.4 46LT23 
3.15" 40.840.7/82.4 46LM06 12mm130.00mm _50.844.12.4  46LU18 
% 5.12" 40.844.7/82.4_ 46LM84 160.00mm_ _50.842.12.4 _ 46LT77 
6.30° _ 40.842.7/82.4 46LM45 80.00mm _50.840.14.4 _ 46LT26 
3.94" 40.840.1z.4 46LL95 14mm130.00mm _50.844.14.4 _46LU19 
1 5.12" 40.844.12.4 46LM66 160.00mm _50.842.14.4__ 46LT80 
6.30" 40.842.12.4 46LM27 80.00mm _50.840.16.4  46LT29 
3.94" 40.840.11/42.4 46LL91 16mm130.00mm 50.844.16.4 46LU20 
1Y%" 5.12" 40.844.11/47.4 46LM58 160.00mm _50.842.16.4 _ 46LT83 
6.30" 40.842.11/42.4 46LM19 45 80.00mm _50.840.18.4 — 46LT32 
3mm 80.00mm _40.840.03 —_ 46LL84 130.00mm _50.844.18.4  46LU214 
4mm 80.00mm _40.840.04 —_ 46LL82 80.00mm _50.840.20.4  46LT38 
5mm 80.00mm _40.840.05  46LL83° 20mm130.00mm _50.844.20.4 46LU23 
80.00mm  40.840.06.4 46LL84 160.00mm _50.842.20.4  46LT91 
6mm 130.00mm  40.844.06.4 46LM47 100.00mm _50.840.25.4  46LT41 
. 160.00mm _40.842.06.4 46LM08 25mm 130.00mm 50.844.25.4 46LU24 
nee ara 80.00mm 40.840.08.4  46LL85 160.00mm _50.842.25.4  46LT93 
onmor 8mm 130.00mm  40.844.08.4 46LM49 100.00mm _50.840.32.4 46LT51 
160.00mm _40.842.08.4 46LM10 32mm 130.00mm _50.844.32.4  46LU27 
80.00mm 40.840.10.4 46LL90 160.00mm 50.842.32.4 46LU03 
10mm 130.00mm 40.844.10.4 46LM57 HSK63A 
Premium NG 160.00mm  40.842.10.4 46LM18 %" 315"  A63.140.1/8Z 46LX87 
80.00mm  40.840.124 46LL92 %e« 3.15" A63.140.3/16Z 46LY09 
reeoionn eee WIN, 2A ode a 
H H H Omm 40.842.12.4 4 oe 15" 140.1/4Z.4_ 46LX85 
Power Clamp Shrink Fit Machines vam lame —40.840.14.4 46193 a" 63.14.1424 4LY90 
' mm130.00mm 40.844.144 4 6.30° A63.142.1/4z.4 46LY34 
Compatible with carbide and HSS tools 160.00mm_ _40.842.14.4  46LM23 3.15" _A63.140.5/16z.4 46LY18 
= 9-second shrink time Fi 80.00mm 40,840.16. 46lL94 Hie" 5.12 Ao3.144.5/1624 46LZ37 
2 j j itti mm 00mm 044.16. 4 5 aU: .142.5/162.4 46LY72 
Induction shrink fitting style 160.00mm__40.842.16.4 46LM26 3.35° A63.140.3/8Z.26 46LY14 
= Integrated contact cooling (except No. 52TV71) 80,00mm _40.840.20.4 46LL96. 4, 3.35" A63.140.3/8z.4_ABLY15 
on a 20mm 130.00mm _40.844.20.4 46LM69 5.12" A63.144.3/82.4 46LZ33 
Mini—This single chuck version features standard coil V2008 and interchangeable 160.00mm 40.842.20.4 nk _ ELSA LYASE 461 Y67 
i ; 00mm 840.25. KG 140. z.4 4 
stop discs. Includes base holder, chuck support, and 3 stop discs. 25mm 130.00mm 40.844.25.4—ABLMI70. Ae" 5.12" _AG3.144.7/162.4 46LZ42 
Special Edition—This single chuck version features standard coil V2008 and inter- Span 100.00 ey. ARES aay ROS aa OSE Pa 
changeable stop discs. This unit includes cooling manager, base holder, and chuck 130.00mm__40.844.32.4 46LM77 1 __ 3.94" A63.140.1/22.4 46LX83 
rt C 5.12" A63.144.1/27.4 46LY87 
nies Uae ——— ETA de a 
pa, , , : 15" 50.840.1/4z.4 46LT15 74" 140.5/82.4 4 
Comfort NG—Includes intelligent NG coil, rotary table with 3 stations plus chuck Ys 5 12 50.844.1/474 A46LU15  % 5.12" A63.144.5/874 46LzZ41 
6.30° _50.842.1/47.4 46LT71 6.30° A63.142.5/8z.4 46LY76 
sega uatulecien ae ae ee 
F _ ‘ntalli shat 840.5/16z.4 46LT54 1 3.94" 140.3/42.4 4 
Premium NG Features intelligent NG coil and integrated drawer. Integrated contacted ve" —Eyor—bo eda B67 4 AGLUOR | 59" 3144 3/47 4 -AGLZ30 
cooling has 5 cooling bodies fixed to linear guides. Includes cooling manager, 2 preci- 6.30 Oo alo 46L.U05 6.30 VRRP, AGL Y64 
‘ai 840.3/82.4  46LT5 53" 140.1274 4 
sion base holders, and 2 precision chuck supports. 3 512" 50.844.3/824 AGLU26 1" ~ 5.12" A63.144.124  AGLZ18 
Max. 6.30° _ 50.842.3/82.4 46LU02 6.30° A63.142.1z.4  46LY54 
Shrinking Dia. Diameter Max. Mfr. Item 3.15" 50.840.7/16z.4 46LT59 4.72" —A63.140.11/4z.4 46LX90 
Description Range First Coil Second Coil Chuck Length Watts Model No. Ae" Dalz 90.844.7/16z.4 46LU30 1%" 9.12) _A63.144.11/4z.4 46LY96 
Mini 8 to %" — 350.00mm 10,000 80.143.00 _ 52TV71 6.30° 50.842.7/16z.4 46LU10 6.30° A63.142.11/47.4 46LY39 
Special Edition ¥'to 1 — 510.00mm 13,000 80.110.11SE _ 52TV69 3.15" 50.840.1/27.4 46LT11 
Comfort NG to 1" 50.80mm_ _570.00mm 13,000 _80.100.01NG.3 _52TV63 Yo" 512" 50.844.1/27.4  46LU14 
Premium NG to 1" — 535.00mm 13,000 _80.170.01NG.3 _52TV75 6.30° _50.842.1/27.4 46LT68 
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Find the yy. Find Solutions. Find Great Prices. Toolholders 
((TECHNIES ] End Mill 
Holder 
CV40 Toolholders a 
These toolholders securely grip and center Shell mill holders secure shell mills and face mills to a 
rotary cutting tools to enable them to make —_ milling machine. 
accurate cuts. Shrink-fit toolholders use thermal contraction rather than 
End mill holders attach end mills to a mechanical tightening to get a strong, uniform grip on cutting 
milling machine. They grip more securely tools. They provide more gripping force, better balance, and 
than a collet to keep end mills from spin- higher concentricity in high-speed machining applications 
ning or pulling out during heavy cuts. than collets, milling chucks, or hydraulic chucks. Sikcli mill 
Bore Nose Item Bore Nose Item Holder <= Shrink 
Dia. Projection _ Dia. Coolant Fed No. Dia. Projection _ Dia. Coolant Fed No. No. 35YJ20 Fit Tool 
End Mill Holder 1% in 2 in —_— 35YJ43 Holder 
2% in 0.7800 in — 35YJ29 3 in 2 in — 35YJ41 No. 
Yin — 4.7200in 0.7800in Coolant Through 40MZ20 1 in 4in 2 in — 35YJ40 35YJ55 
6 in 0.7800 in CoolantThrough 40MZ22 6 in 2 in = 35YJ42 = 
%e in 2% in in Coolant Through 40MZ27 6 in 24% in Coolant Through 40MZ74 Bore Nose Item 
¥, in 24% in 1 in — 35YJ31 4 Vin 2 in 2% in Coolant Through 40MZ75 Dia. Projection _ Dia. Coolant Fed No. 
‘ 5 in 1 in Coolant Through 40MZ38 4 in 2% in Coolant Through 40MZ73 Shell Mill Holder 
Ae in 2¥%in 1.1300in Coolant Through 40MZ43 1% in 4 in 2% in Coolant Through 40MG92 1.3700 in %ain Non-Coolant Through 35YJ20 
1% in 1% in = 35YJ33 8.00mm 63.50mm 28.00mm_ Coolant Through 40MG98 _ 2-1/6 in 1.1900 in Non-Coolant Through 35YJ22 
Y in 2% in 1% in Coolant Through 40MZ47 10.00mm 63.50mm 35.00mm _ Coolant Through 40MG99 4 in Y%ain  Non-Coolant Through 35YJ21 
4.7200 in 1.3800 in CoolantThrough 40MZ48 12.00mm 2%in 42.00mm = 35YJ52 4 in 1.1900 in Non-Coolant Through 35YJ23 
1% in 1% in Coolant Through 40MZ53 16.00mm 63.50mm 48.00mm Coolant Through 40MHO1 Shrink Fit Tool Holder 
% in 3% in 1% in Coolant Through 40MG89 20.00mm 76.00mm 52.00mm_ Coolant Through 40MHO02 _ 3 in 0.9400 in CoolantThrough 35YJ55 
5% in 1% in Coolant Through 40MZ59 25.00mm 101.00mm 65.00mm_ Coolant Through 40MHO3 3.9400 in 21.00mm  CoolantThrough  35YJ56 
1% in 1% in — 35YJ38 
Ya in 3 in 1% in — 35YJ37 
3 in 1% in Coolant Through 40MZ67 
Nose Max. Collet Min. Collet Item 
Projection _ Dia. Capacity Capacity No. No. 35YJ07 
1.1000in 1.5700in 0.787 in 0.0390 in 35YJ07 
(recuniks $ 1.0800 in 0.406 in 0.0200 in 35YH99 
puur ror sec 2.7600in 1.3400in 0.512 in 0.0200 in  35YJ02 
1.9700 in 0.787 in 0.0390 in 35YJ06 
Collet Chuck 2%in  1.6500in _0.750in 0.0390 in 40MY80 
3.1500in 2.4800in 1.024 in 0.0860 in 40MG61 
a Coolant-Through 1.0800 in 0.406 in 0.0200 in 35YJ01 
_ 4j 1.3400in 0.512 in 0.0200 in  35YJ03 
Collet chucks connect collets to milling machines, nl 1.6500in 0.750in 0.0390 in 40MG58 
lathes, and other manual and CNC machine tools so an in ae in orn in a 
F : In d In : In 
that the collets can hold small-diameter tools and 6 in 16500 in 0,750 in 00390 in 35YJ05 
workpieces securely on the machine. 1.9700in 0.787 in 0.0390 in  35YJ09 
' 
LYINIDEX< BT30 
NIKKEN No. 38NV44 


Shell Mill Holders 


These holders are quick and easy to set up and accommodate face mills with 
bore diameters ranging from 2" to 2". Pilot diameter sized for precision fit with 
cutter. Include removable/replaceable drive keys and arbor screw. 





Taper Pilot Pilot Body Lock Screw Item Taper Pilot Pilot Body Lock Screw Item 

Size Dia. Length Projection Dia. Thread Size No. Size Dia. Length Projection Dia. Thread Size No. 
Yoin 0.5700 in 1.1900 in 1.378" %"-28 38NV44 ¥Yain 0.6700in 1%in 1.929" %'-24 38PC43 

BT30 =%in 0.6700 in 1.1900 in 1.929" %'-24  38NV45 ¥Yain 0.6700in 4in 1.929" %'-24 38PD21 
1in 0.6700 in 1.1900 in 2.382" %'-20 38NV46 ¥Yzin 0.6700in 6in 1.929" %'-24 38PD60 
Yin 0.5700in 1%in 1.378" %'-28 38NWO08 Yin 0.6700in 8in 1.929" %'-24 38PD90 

BT40 Yin 0.6700in 1%in 1.929" %'-24 38NWO9 Tin 0.6900in 1%4in 2.382" %%'-20 38PC44 Taper Pilot Pilot Body Lock Screw Item 
Tin 0.6700in 1%4in 2.382" %'-20 38NW10 Tin 0.6900in 4in 2.382" %"-20 38PD22 Size Dia. Length Projection Dia. Thread Size No. 
1% in 0.9200in 2in 3.799" %'-16 38NW11 Tin 0.6900in 6in 2.382" %"-20 38PD61 HSK40A ¥ain 0.6700 in 22%4in 1.690" %'-24 38PW93 
Tin 0.6800in 1%4in 2.382" %'-20 38NX21 Tin 0.6900in 8in 2.382" %"-20 38PD91 Tin 0.6700 in 2%%4in 2.170" ‘%'-20 38PW94 





Tin 0.6800in 4in 2.382" %'-20 38NX68 


1% in 0.6900in 1%in 2.882" %'-18  38PC45 Yin 0.6690in 3in 1.693" %'-24 38PX71 
1M%in 0.6800in 2in 2.882" %%'-18 38NX22 


ome 1M%in 0.6900in 4in 2.882" %%'-18  38PD23 Yin 0.6690in Sin 1.693" %'-24  38PX72 





g759 _1/in 0.6800 in 4in 2.882" 94-18 38NX69 vin 0.6900 in. Gin 2.882" 9-18 38Pp62 ‘SKOSA—T iQ Ggqgin 3in 2.165" 4-20 38PX73 
1% in 0.6800in. Gin 2.882" 54-18 38NX89 {Vin 0.6900 in. 8in 2.882" %4'-18  38PD92 1% in 0.6690 in. 5in 2.756" 54'-18 38PX74 
{vin 0.9300in. 2in 3.799" %4'-16  38NX23 {Yin 0.9300 in. 2in 3.799 4-16 38PC46 Yin 0.5700in 1%in 1.378" V'-28  38PZ17 
{vin 0.9300in. 4in 3.799" 3%4'-16  38NX70 {in 0.9300in. 4in 3.799" 4-16 38PD24 NMTB30 % in 0.6700 in 1.3100 in 1.929" 34-24  38PZ18 
2in 0.9300in. 2in 4.382" 1-14 38NX24 1% in 0.9300 in. Gin 3,799" %'-16 38PD63 {in 0.6700 in 1.3100 in 2.382" 1'-20  38PZ19 
vein 0.5700in 134in 1.378" Vs'-28  38NZ74 1¥ in 0.9300 in 8in 3,799" 94-16 38PD93. 84, Vein 0.5700in “in 1.382 4-28  38PZ49 
Yin 0.6700in 13%4in 1.929" 34"-24  38NZ75 2in 0.9300 in. 2in 4.382" 1-14 38PC47 {vain 0.6700 in. 1%in 2.882" 94"-18  38PZ52 
Yin 0.6700in. 4in 1.929" 34'-24  38PA47 2in 0.9300in 4in 4.382" 1-14 38PD25 ya. tin 0.6700in 1% in 2.382" 14'-20 _38PZ92 
{in 0.6700in 134in 2.382" 4-20 38NZ76 % in 0.6690 in Gin 1.693" 34"-24  38PW60 {vin 0.6700 in 1%in 2.882" 94'-18  38PZ93 
CV40 tin 0.6700in. 4in 2.382" %4"-20 38PA48 {in 0.6690in. 4in 2.165° 4-20 38PW61 %in 0.5700in. 1in 1.380" V'-28  38NV25 
Tain 0.6700in 2in 2.882" 94-18 38NZ77 roy ynn 1 in 0.6690 in _6in 2.165" 14-20 _ 38PW62 %.in 0.6900in. 1in. 2° 34°24 38NV26 
{sin 0.6700in. 4in 2.882" 54'-18  38PA49 thin 0.6690 in. Gin 2.756" 94-18 38PW63 R8 1in 0.6900in tin 2.380" 1-20  38NV27 
1% in 0.9300in. 2in 3,799" 34-16  38NZ78 2in 0.9020in. 4in 4.488" 1-14 38PW64 1% in 0.6900 in. tin 2.880" 54-18  38NV28 
1% in 0.9300in. 4in 3,799" %4'-16 38PA50 2in 0.9020in Gin 4.488" 1-14 38PW65 1% in 0.9400 in 134in 3.500" 4-16 38NV29 
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((ecumss > 
ER Milling and 
Drilling Collets 


= Heat-treated for improved 
flexibility and durability 


042/ER-16 
Series 





ER16, 10-Pc. 





= Made from high-carbon bearing steel ee aeeneres 
042 Series—Precision collets feature a ssl 
collapse range of 0.039" and an average 
T.L.R. of 0.0002". Can be used with RD, 
DR, ESX, and BR collet chucks. 
jac— : ici Mfr. It 
045 Series—Steel-sealed precision Collet Series Size Model ia 


coolant collets are sealed to 2000 psi with ‘Metric 


042 Seri 
no plugs to fail. They protect the toolholder aries aa Sat AOA 








from contaminants. Can be used with ER, 1.5mm 04216-01.5  40MM48 
20mm 04216-02  40MM49 
RD, DR, ESX, and BR collet chucks. Sern O49 T6025 20 MISO tae tgiae 
Mtr. Item 3.0mm 04216-03  35YG72 , : 
Collet Series Size Model No. 3.5mm 04216-03.5  40MM51 No. 40MR17 
Fractional 4.0mm 04216-04 40MM52 
042 Series 45mm 04216-04.5  40MIM53 
He’ 04216-1/16 40MIM62 5.5mm 04216-05.5  40MM54 Gecunuxs $ 
Ya" 04216-3/32 40MM67 ER16 6.0mm 04216-06  35YG74 aunt ronsveto 
Fa" A516 5/3 AGM > or — oo OF — AONB 
32" -5 .Omm - 
ae et co tee | ER Collet Sets 
P30" -/ .Omm - 
oo ee CE —BEIEE AMEE | surfaces are precision grou 
30" - 4 7 .Omm - joj j 
he  04216-5/16  35YG79 95mm 04216-09.5  40MM61 All surfaces are Pieeision ground for ex 
Veo" 04216-11/32 40MMG65 0.0mm 04216-10  40MM63 accuracy and milling chuck capability. 
7 04216-3/8  35YG78 0.5mm 04216-1055  40MM64 
To"  04216-13/32 40MMG66 1.0mm 04220-01  40MM71 No. of tem 
Vis’ 04220-1/16 40MM87 15mm 04220-01.5  40MM72 Collet Series Pieces Size/Range _ No. 
Ys" 04220-3/32 4OMM95 2.0mm 04220-02  40MM73 4 ree to Sees Pee 
i 04220-1/8  35YG84 25mm 04220-02.5  40MM74 J a ae qOMPA 
40" 04220-5/32 4OMM96 3.0mm 0420-03  40MM75 oe 8 amy te ae ana 
Ye" 04220-3/16  35YG88 3.5mm _04220-03.5  40MM76 6 ; ae aan qIMMOB 
iho  04290-7/32 40MM98 4.0mm 04220-04  40MM77 3 amm i gem Aare 
vA 04290-1/4  35YG83 45mm. 04220-04.5  40MM78 ie 32 an patie 
ER20 Yo" 04290-9/32 A0MM99 5.0mm 0420-05  40MM79 9 3 te aa ‘AWee 
Ye" 04220-5/16  35YG90 55mm 04220-05.5  40MM80 8 2 Bg, to ae Ane 
TVs" 04220-11/32 40MM90 6.0mm 04220-06  40MM81 ; ous Pa 
A 04220-3/8  35YG89 65mm 04220-06.5  40MIM82 ER20 p Sm to ae aOMMnG 
Tax" 04290-13/32 40MM94 ER20 7.0mm 04290-07  40MM83 Oma te 2pm HH 
Ae’ 04220-7/16 40MM97 75mm 04220-07.5  40MMs84 12 32 to 2 ee 
T¥"  04220-15/32 35YG87 8.0mm 04220-08  35YG80 21 3.0mm to 13.0mm 40MV29 
v7" 04220-1/2  35YG82 8.5mm 04220-08.5  40MM85 u 0.141 to ent tes 
Yeo" 04225-3/32 A0MN23 9.0mm 04220-09  35YG81 u 0.168 to 0.480 eS 
Ve" 04225-1/8 _ 35YG93 9.5mm 04220-09.5  40MMa6 if Umino 16: 2mm pee 
Yeo"  04225-5/32 A0MIN25 10.0mm 0420-10  35YG85 ER25 14 /32 10% 40MP92 
Ve" 04225-3/16 _40MIN22 10.5mm___04220-10.5  40MIM88 19 LE 19 i. 0mnin se 
Tao" 04295-7/32 4OMN27 1.0mm 04220-11  35YG86 16 7s to % 40MM45 
Vj 04295-1/4  35YG92 115mm 04220-11.5  40MM89 2/ 3.0mm to 16.0mm sees 
Ys" 04225-9/32 40MN29 125mm 04220-1255  40MM91 15 0.168 to 0.652. 40MT81 
Me 04295-5/16  4OMN24 13.0mm  04220-13  40MM92 16 0.141 to 0.652 40MT17 
Wag" 04225-11/32_40MIN17 13.5mm___04220-13.5 _40MIM93 ER32 18 eUmin to 20 Onan aon 
ER25 7 04225-3/8  35YG95 2.0mm 04225-02  40MNO1 18 /32 10% 40MR17 
ao" 04225-13/32 _40MIN18 2.5mm 04225-02.5  40MINO2 35 3.0mm to 20:0mm SONS 
Tae’ 04225-7/16 40MN26 3.0mm 04225-03  4OMNO3 13 7s to 1 40MM46 
ao" 04225-15/32 _40MIN19 3.5mm 04225-03.5  40MINO4 14 6.0mm to 290mm soma 
Hp" 04295-1/2 35YG91 4.0mm 04225-04  40MNO5 ER40 15 7 to1 40MR48 
1739" 04295-17/32 40MIN20 5.0mm 04225-05  40MNO6 21 0.141 10,0 oO sOMT as 
Ye 04225-9/16 40MN28 6.0mm 04295-06  40MNO7 23 3.0mm to 26.0mm 40 
1Ya9" _04295-19/32 40MN21 EROS 7.0mm 04295-07  40MNO8 
3" 04225-5/8  35YG96 8.0mm 04225-08  40MNO9 
7 04295-3/4 35YG94 9.0mm 04225-09  40MN10 
— teen 
3" - 5 .Omm 5- 
So" 04239-5/32  35YH15 3.0mm 04225-13  40MN13 REGISTER NOW! 
Ye  04239-3/16 35VH10 5.0mm. 04225-15  40MN14 
Fa M045 B6—SBYHTA +7 OM ——04098-17- —40MINTE 
‘6. -5 5 4 7.0mm 5-17 4 . 
— y'  04989-3/8  35VH13 6.0mm 04232-06  35YG97 Enjoy These Features & More! 
Te’ 04232-7/16  35VH17 8.0mm 04232-08  35YG98 
y" 04239-1/2  35YH01 9.0mm 04239-09  35YG99 
Ye  04232-9/16 35VH18 ER32 {0.0mm 04239-10  35YH04 — 
1%og" 04939-19/32 35VHO8 11-0mm04232-11 35YHO5 [VW Access your pricing 
aes BN im HS BB 
16. - 5 .Omm - 7 . 
y;'  04939-3/4 35YH12 045 Series [Vf View order history 
a a ee ee Se niente’ 
4 - .Omm - 
Veo"  04240-11/32 35YH23 0.0mm 04543-10  35YH29 [Y ave favor es O 
an 7 04240-3/8  35YH25 FR20 6.0mm 04544-06  35YH30 your personal lists 
v7 ——04d40-3)4 — SRY HOA ER25 TD OMIT Oded SESS 
4" - 5 4 5 .Omm 545- - 
Se tenet ecellabin 
i - 5 .Omm 546- 5 5 
045 Series 8.0mm 04546-08 35YH36 product availability 
FR20 es 04544-5/16  35YH31 10.0mm  04546-10  35YH38 
a a 
" 546- 5YH37 Omm - F F F 
eo Bins a | |” oa cn ceene toda 
16" 546- 5 .Omm - 7 ® 
7 04546-3/4  35YH45 900mm 04546-20  35YH44 Grainger.com today! 
FR40 r" 04547-1  35YH48 ER40 6.0mm 04547-16  35YH49 
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GRAINGER CHOICE” MACHINING 
Find the ww. Find Solutions. Find Great Prices. Collets & Toolholder Accessories 










Hand Wrench 
No. 35YH50 





(recurs A Retention Knob Slot Nut 
. BUILT FOR SPEED |] No. 35YH97 No. 35YJ65 


Toolholder Setup Equipment 


Item 

Item Style Size For Use With No. 
E-Wrench 4.61" ER16 Mini Nut 35YH53 
Gecumes } Hand Wrench E-Wrench 8.11" ER25 Nut 35YH50 
aoe E-Wrench 9.96" ER32 Nut 35YH51 
- E-Wrench 11,38" ER40 Nut 35YH52 
Tapping Collets Coolant | 2.36 BT40 Tool Holders 357H80 
ae . a eee Coolant | 1.50" CAT40 Tool Holders 35YH92 
Rigid taps automatically stop spinning if tap reaches Coolant | 9.25" CATAO Tool Holders 35YH91 
bottom of hole, preventing broken taps. Change Coolant | 2.30" CAT 50 Tool Holders 35YH97 
i : Coolant | 3204 CAT 50 Tool Holders 35YH94 
worn taps in seconds. Retention Knob Coolant Il 3 34" CAT 50 Tool Holders 35VH95 
Mfr. Item Coolant III 3.34" CAT 50 Tool Holders 35YH96 
Collet Series Size Model No. Straight 1290. CAT40 Tool Holders 35YH89 
0.141" 19/11-4036 35YH83 Straight 2.20" CAT40 Tool Holders 35YH90 
0.194" 19/11-4048 35YH84 Straight 2.30" CAT 50 Tool Holders 35YH93 
Size 1 Rigid Tap 0.220" 19/11-4054 35YH85 Collet Nut High Speed 1.18" TG100 Tool Holders 35YJ54 
0.318" 19/11-4079 35YH86 Hex Nut High Speed 1.08" ER16 Tool Holders 35YJ62 
0.381" 19/11-4095 35 YH87 Soolant Nut Coolant | 1.65" ER25 Coolant Collets and Tool Holders 35YJ63 
0.429" 19/11-4142 35 YH88 Coolant | 1.97" ER32 Coolant Collets and Tool Holders 35YJ64 
Size 2 Rigid Tap Yo" 31/12-4127 35YJ59 Slot Nut High Speed 1.97" ER32 Tool Holders 35YJ65 
yf" 31/12-4158 35YJ60 Short Wrench Open Ended 1.41" ER32 Short Holders 35YJ69 





Tool Platform 
No. 2TRF7 





ToolTower SpeedyScoot Cart 
No. 2TRD8 No. 2TRAQ 





— 


CNC Toolholder Storage 


= Steel construction 
ToolScoot and SuperScoot mobile units have 2 swivel locking and 2 fixed casters. 





No. of W D H Mfr. Item 
Description Holds Shelves (in.) (in.) — (in.) Color Model No. 
Heavy-Duty, 1000 Ib. Caster Rating 
40 Taper 
Tool Platform Up to 24 Tools 1 27% =20% 11 Black Sides w/Red Shelf 14840 2TRF7 
ToolTower Up to 72 Tools 3 Adjustable 27%. 18%6 36 Black Sides w/Red Shelves 13840  2TRD8& 
SpeedyScoot Up to 24 Tools 1 30 15 35 Black Cart w/Black Shelf 33940 2TRAI 
ToolScoot Up to 48 Tools 2 Adjustable 35% 18 35 Black Cart w/Red Shelves 13940 2TRE1 
50 Taper 
Tool Platform Up to 18 Tools 1 27% =20% 11 Black Sides w/Red Shelf 14850 2TRF8 
ToolTower Up to 54 Tools 3 Adjustable 27%6 18%6 36 Black Sides w/Red Shelves 13850  2TRD9 
ToolScoot Up to 15 Tools 1 30 15 35 Black Cart w/Black Shelf 33950 2TRC1 
ToolScoot Up to 36 Tools 2 Adjustable 35% 18 3D Black Cart w/Red Shelves 13950 2TRE2 
Super-Duty, 1600 Ib. Caster Rating 
40 Taper . 
Superlower Upto 135 Tools 3Adjustable 33% 17% 33% Black Sides w/Gold Vein Shelves 23840 2TRC2 ey 
SuperScoot Up to 90 Tools 2 Adjustable 45% 17% 40 Black Cart w/Gold Vein Shelves 23940 2TRA7 
50 Taper SuperScoot Cart 
Superlower _Upto78Tools 3Adjustable 33% 171 3314 Black Sides w/Gold Vein Shelves 23850  2TRC3 No. 2TRA7 


SuperScoot Up to 52 Tools 2 Adjustable 45% 17% 40 Black Cart w/Gold Vein Shelves 23950 2TRA8 
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MACHINING Scan. Order. Done. 
Drill Chucks Details on page Al. 











Medium-Duty 





High Torque High Torque High Precision 


No. 2YCR8 No. 4LHF5 w/Shank No. 4LHH6 
No. 2YCP3 
Ball Bearing Plain Bearing Stainless Steel G00. ° 
No. 4LHL2 No. 3M312 No. 2DZH9 LLAMBRICHUSA Sa u Gs 
Keyless Chucks 
Designed for high accuracy applications on conventional or CNC equipment. 
LLAMBRICHUSA Sacobs Medium-Duty—Self-tightening feature automatically increases gripping force 
: ae proportional to increased torque, preventing tool shank slippage in clockwise 


rotation. Automatic fitting eases quick tool changes. 


Ball and Plain Bearing Drill Chucks 


High Torque—In addition to the features listed for Medium-Duty Chucks, these 


Chuck jaws are center ground for absolute straightness and alignment. — models have milled wrench flats and spanner, allowing for supplementary grip- 
Through-hardened sleeve teeth and hardened chuck nose provide superior wear | ping torque. Light tightening increases gripping torque up to 3 times over hand 
resistance. tightening. Right-hand rotation and instant spindle stop make chucks resistant 


Ball Bearing—Engineered for heavy-duty, close tolerance production drilling. | t0 tool loosening on high-speed machines. 
Designed to work with a wide range of production drilling equipment, jig borers, | High Torque With Shank—Integrated design keeps arbor and drill chuck 


milling machines, lathes, and radials. Ball thrust bearings reduce friction and together. Compact design minimizes accumulated run-out. Precision tested and 

increase grip torque and overall performance. certified to 0.0016" (0.04 mm) T.I.R. maximum at maximum capacity. For right- 

Plain Bearing—Llambrich USA chucks feature 1-pc. gearing and sleeve hand rotation applications only. 

to reduce the possibility of broken teeth. Ideal for stationary drilling, turning, High Precision—Self-tightening feature automatically increases gripping force 


milling, and wood working machines. Designed for medium-duty industrial use. | proportional to increased torque, preventing tool shank slippage. Automatic 


Use threaded mounts for hand-held drilling, and tapered mounts for stationary —_| fitting eases fast tool changes. Precision tested and certified to 0.0016" (0.04 
driling machines. Jacobs® chucks were designed for heavy- and medium-duty mm) T.I.R. maximum at maximum capacity. 


applications using portable, bench, or floor-mounted power tools. LLAMBRICH 


Stainless Steel—Designed for applications requiring chemical corrosion rf se 
resistance and/or where there is a potential for hazardous sparking. 1-pc. sleeve Capacity Max. Capacity Min. Mounting Size No. No. 
design eliminates cracks between drilling teeth. For use with portable or station- | Medium Duty * wT ica 
ary machine tools. 0.315" 0" aIT ALHDS — 
LLAMBRICH 0.031" ¥e-24 4LHD7 — 
USA JACOBS 0 %-20 4LHE2 — 
Item Item 0.394" 0" 2JT 4LHE3 — 
Capacity Max. Capacity Min. Mounting Size Key No. No. No. 0.031" 3-24 4LHE1 — 
Ball Bearing 0.039" ¥Ye-24 4LHE4 2YCR6 
0.250" 0.040" 2JT K30 4LHK6 — 0.039" 4-20 4LHE5 2YCR7 
' 0.040" 2SJT K30 — 3L872 0.512" 0.039" 2JT 4LHE7 2YCR9 
0.375" 0.040" 2JT K32 4LHK7 3L874 0.039" 6JT 4LHES8 2YCT1 
0.500" 0.040" 3UT K3 4LHK8 3L876 0.039" 33JT — 2YCR8 
0.625" 0.125" 3UT K4 4LHK9 3L878 0.625" 0.125" 33JT 4LHE6 — 
0.750" 0.125" 4JT K4 4LHL1 3L880 0.039" %-20 4LHES — 
1.000" 0.380" 5JT K5 4LHL2 = 0.630" 0.118" ¥-16 4LHF1 — 
Plain Bearing 0.118" 6JT 4LHF2 — 
Medium-Duty 0.787" 0.197" 3UT 4LHF3 — 
0.156" 0.0135" 6-24 KO 4LHP1 3M245 High Torque 
0.250" 0.040" Ye-24 K1 4LHP2 3M304 0.255" 0" iT 4LHG2 2YCN3 
' 0.040" 1JT K1 4LHL8 3M301 0.315" 0" 2JS 4LHF4 — 
0.040" Ye-24 K30 — 3L964 0.394" 0" 2JT 4LHG1 2YCK3 
0.040" ¥Ye-24 K2 4LHP3 3M308 0" 33JT 4LHF9 — 
0.040" Ye-24 K34 4LHP4 — 0.039" 2JT 4LHF5 2YCJ7 
0.375" 0.040" -20 K30 4LHP5 3L970 0.512" 0.039" 6JT 4LHF7 2¥CJ9 
0.040" 1JT K30 4LHN1 — 0.039" 33JT 4LHF6 2YCJ8 
0.040" 2J7 K2 4LHL9 3M306 0.630" 0.118" 6UT 4LHF8 2YCK1 
0.040" 2d K30 4LHN2 — High Torque w/Intergrated Shank 
0.080" Ye-24 K32 4LHP7 3M400 0.315" 2MT 4LHG3 — 
0.500" 0.080" -20 K32 4LHP6 3M453 0.394" 0" 2MT 4LHG4 2YCN8 
0.080" %-16 K32 4LHP8 3M502 0.039" %-16 4LHG9 — 
0.080" 33JT K32 4LHN3 3M396 0.039" 2MT 4LHG5 2YCN9 
Heavy-Duty 0.512" 0.039" 3MT 4LHG6 2YCP1 
0.250" 0.040" ¥Y-24 K7 4LHN4 3M344 0.039" 4MT 4LHG7 2YCP2 
0.375" 0.040" 1-20 K32 — 3P036 0.039" R8 4LHG8 2YCP3 
0.040" 2JT K3 4LHL4 3L852 0.118" 2MT 4LHH1 — 
0.500" 0.040" 6JT K3 4LHL5 — 0.630" 0.118" 3MT 4LHH2 2YCP6 
0.040" 33JT K3 4LHL6 3L854 0.118" 4MT 4LHH3 2YCP7 
0.040" 33JT K3C — 3L856 0.118" R8 4LHH4 2YCP8 
0.125" %-16 K3 4LHNG 3M341 High Precision 
0.625" 0.125" 3UT K3 4LHL3 3M312 0" OUT 4LHH6 — 
0.156" 4-20 K3 4LHN7 3L862 0.118" 0" 6-24 4LHH8 — 
0.188" %-16 K4 4LHN9 3M526 0" 1JT 4LHH7 — 
0.800" 0.188" Yr-16 K4 = 3M528 0.255" 0.012" 1JT 4LHH5 2YCN2 
0.188" 3UT K4 4LHL7 — 0.315" 0.012" 2JS 4LHH9 2YCT7 
Stainless Steel 0.394" 0.020" 2JUT — 3P040 
0.156" 0.028" OUT KOM — 2DZH9 0.020" 33JT 4LHJ1 3P042 
0.028" 6-24 KOM — 2D2J1 0.039" AG 4LHJ3 2YCU2 
0.028" Ae-24 KIM — 2D2J3 0.512" 0.039" 6JT 4LHJ5 2YCU3 
0.250" 0.028" ¥-24 KiM — 2D2J4 0.039" 33JT 4LHJ4 — 
0.028" 1JT KiM = 2DZJ2 0.630" 0.118" 6JT 4LHJ6 2YCU4 
2314 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


Arbors 


Arbors adapt Morse taper to Jacobs® 
taper; Morse taper to threaded shank; and 
Bridgeport taper. Precision CNC-machined 
and ground for high-accuracy perfor- 
mance and close-tolerance fit. Wedge sets 
are used to remove taper mount chucks 
from arbors. Also remove Jacobs® tapers 
Nos. 4 and 5; stack Nos. 3 and 6 wedge 
sets together. 











Item 
iets “Moret 
® 
OMT JT A0202 3NO054 SS caaee Threaded Shank 
OMT 3UT A0203  3N056 ; No. 3N999 
2MT AST A0204 3N063 
2MT 6JT A0206 3N065 
2MT goul A0233 3N092 
3MT 2JT A0302 3N096 
3MT OUT A0303 3N098 
3MT AST A0304 3N100 
3MT 5d 1. A0305 3N163 
3MT 6JT A0306 3N165 
3MT 33UT A0333 3N167 
4MT 3JUT A0403 3N209 
4MT AST A0404 3N211 
Morse to Threaded Shank 
2MT ¥%"-24 AQ261 3N999 
2MT Yp"-20 A0264 3P002 
Bridgeport Tapers 
0.490" 2JdT A0Q802 3N448 
0.750" Sul. A0803 3N457 
0.620" 6JT AQ806 3N459 
Wedge Sets (Pair) Bridgeport Wedge Set 
Used on 1JT 3L844 Taper No. 3L844 
Used on 2JT 3L846 No. 3N448 
Used on 3JT 3L848 
Used on 6JT 3L850 


<9 —o_ 


Drill Sleeve 
No. 3L892 


Extension Socket 
No. 3L930 





Hand Drift Tool 
No. 2XUU6 


Jacobs * aaa 


CHUCK 


Drill Sleeves and 
Extension Sockets 


Morse Taper Drill Morse Taper Extension Hand Drift Tool— 
Sleeves—Adapt smaller Sockets—Extend tool § Removes taper shank 


Morse taper shank lengths and application — tools from machinery 
tools to larger machine — distances while adapt- —_— spindles, sleeves, and 
spindles. ing for increases or extension sockets. 
= Archer Series 600 decreases in applied tool 
Morse taper sizes. 
= Archer Series 800 
Extension 
Outside Inside Overall Length Dia. Item 
Morse Taper Morse Taper Length (in.) (in.) (in.) Brand No. 
Drill Sleeves, Archer Series 600 
2 1 3.62 _— _ Jacobs 3L892 
3 1 3.88 — — Jacobs 3L896 
4 3 5.50 — — Jacobs 3L898 
5 4 6.69 — — Jacobs 3L904 
Extension Sockets, Archer Series 800 
5 3.58 1.18 Jacobs 3L918 
3 ile 4.41 1.42 Jacobs 3L920 
3 9.45 4.41 1.42 Jacobs 3L930 
4 4 10.43 5.39 1.89 Jacobs 3L932 
5 11.81 6.77 2.48 Jacobs 3L934 
Hand Drift Tool 
15" Long, Fits #2, #3, #4, #5 Dayton 2XUU6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


MACHINING 
Chuck Accessories & Tapping Heads 


Sacobs 


CHUCK 


Chuck Keys 


Handles are constructed of soft steel to 
reduce fracture risk under excessive loads. 
Nickel thumb grip handles offer increased 
leverage and user comfort. Spring-loaded, 
self-ejecting models ensure key disengage- 





T-Handle 
ment after tightening. No. 4YP17 
Item 
Chuck Key Size Pilot Size (in.) No. => 
Standard T-Handle _ 
KO i 3L982 = 
K1 %/32 3L984 
K5 “6 3L992 
KK ¥32 4YP18 
KG1 iA 4YP17 
Standard Thumb Handle 
K2 V4 4YP25 
K3 6 3L986 
i —— Thame 
8 
K7 UE 3994 mane 
K30 14 31996 No. 4YP25 
K32 Vy 3L998 
Self-Ejecting 
S-K3C A6 3L868 
S-KK Ya 3L980 





NSM Tapping RX Series Arbor 
Heads Tapping Head No. 2ZAX7 
No. 2ZCG3 No. 2ZCJ9 
TAPMATIC 


Tapping Heads, Torque Bars, and Arbors 


NSM Series—Tension/compression Torque Bars—Mount securely to 
tap holders are for NC machining and __ prevent tapping attachment's stop 
turning centers. arm from rotating. Table-mounted 
bars mount to T-slots of table. Quill- 
mounted bars clamp around the quill 
of the machine. 


Rx Series—For increased production 
in manual tapping applications. 


Cap. in 1010 Mfr. Item 
Mild Steel Mount Max. RPM Model No. 
NSM Series Non-Reversing Tapping Heads 
#0-1/4" %3' SS — 35876 2ZCG3 
#6-1/2" Sa" SS — 35881 2ZCG5 
#10-3/4" SS _— 35886 2ZCG7 
Yo"-1-1/8" 1%" SS _— 35893 2ZCG9 
Rx Series Reversing Tapping Heads 
#6 JT 2000 13006 2ZAW6 
#33 JT 2000 13033 2ZCK2 
#0-1/4" %16-24 2000 13031 2ZCJ9 
¥e-24 2000 13037 2ZCK4 
Yo-20 2000 13050 2ZCK6 
%-16 2000 13062 2ZCK8 * 
#6 JT 1500 15006 2ZCL1 
#33 JT 1500 15033 2ZCL3 
#6-1/2" Yo-20 1500 15050 2ZCL5 
%e-16 1500 15062 2ZCL7 * 
4-16 1500 15075 2ZCL9 * 
#3 JT 1200 17003 2ZCN2 
‘ %e-16 1200 17062 2ZCN4 ~* 
ene I-16 1200 17075 270N6 = 
%e-20 1200 17087 2ZCN8 
Mfr. Item 
Description Capacity Dia. Model No. 
Torque Bars for Rx Series 
¥4 Tap — 29097 2ZAX1 
Table-Mount 1%: Tap = 59096 O7AWS 
Vp 1% to 2%" 29099 2ZAX3 
surmount 7 to 45 590991 O7AX5 
Thread Overall Mfr. Item 
Type Jacobs Taper Shank Dia. Size (in.) _ Length (in.) Model No. 
Arbors for Rx Series 
eraialit — lg %e-20 3% 20087 2ZAX7 
ie — Y," ¥e-24 1% 25037 2ZAY8 
#33 Vy" — 3% 25033 2ZAY6 
Morse #2 #33 — — 4, 20233 2ZAX9 
Morse #3 #33 — — 4 20333 2ZAY2 
R8 Bridgeport #33 — — 5V, 20833 2ZAY4 
* For Burgmaster machines. 





Scan. Order. Done. 
Details on page A1. 


MACHINING 
Tooling Components 








51-Pc. Set 
No. 2YGL6 





= 


Serrated End 


omy 








Tapped End Nuzzler Edge 
a 

TE-CO 
Clamps 54-Pc. Set 
= Black oxide finish NUZZLER EDGE pean: 
PLAIN Adjustable, double-action nose exerts 

Se a a clamping pressure downward and 66-Pc. Set 
en eh on ena ae inward, and has serrations for better No. 19T325 

gripping of non- or semi-finished 

SERRATED END workpieces. Low grip style provides 


greater machining clearance. 


CLAMP SUPPORT 

Includes washer, spring, and shaft 
collar. Helps prevent clamp from 
falling when attached to clamp stud. 


Serrated teeth engage into teeth of 
step blocks for clamping in machining 
operations. 


TAPPED END 


For single-point clamping. Tapped hole 
in end for supporting stud. 


Tee 
FESS *wisnwanv 








Clamping Kits 
= For replacement parts, 
see Grainger.com® 


66-PC. SET 


Includes 6 step blocks, 6 serrated end 
clamps, 4 coupling nuts, 6 flange nuts, 








Item 51-PC. SETS 
Width Length Thickness Slot Size (in. No. ee yl ae 
Plain s (n.) Include 6 step blocks, 6 serrated end ee 2 ee 
i 212" Ya %e and ¥ 2YGU7 clamps, 4 coupling nuts, 4 flange nuts a 
1H’ 2% Ai % 2YGV1 > 7" and 8" length), 1 T-slot cleaner, two 
' i i 4 T-slot nuts, 1 T-slot cleaner, 24 studs, sa ois 
1% 2% 7 7% 2vGV4 1%" wide U-clamp sets (consisting of 
: 4" Y,' x 2YGV5 wooden base, and metal tray. : hase 
1% B' 7" y, OYGV8 2 each 5" studs, flange nuts, ball joint 
kA 3" WA 7 2yavg9 | 34-PC. SETS U-clamps, and %e" T-slot nuts), and 
o° A. Zand | 2VGW1__ | Include 6 step blocks, 6 serrated end _ storage rack. 
2 8 1% 7% and 1 2YGW2 ; 
10" 1 7 and 1 oYGW3 clamps, 4 coupling nuts, 6 flange 
Serrated End nuts, 6 T-slot nuts, 1 T-slot cleaner, 24 
1" oe a jog 2¥GY5 _ | studs, and machine-mounted holder. 
TH WA i “7 OYGY8 No. 2YGP8 comes in plastic case and 
14)! 4" ya % 2YGY9 does not include cleaner. 
6" 7 % 2YGZ1 
6" 7 % 2YGZ4 Item 
aa 6 1" J OYGZ6 _JSiots For Use With Brand No. 
1H" 8" i eZ, 2YGZ7 51-Pc. Sets 
6' TV: 1 2YGZ8 A ¥-16 Stud Size Te-Co 2YGL6 
2 8' 1% %, 1 2YGZ9 Ae %-13 Stud Size Te-Co 2YGL7 
10" 1% 7%, 1 2YHA1 5)" %-13 Stud Size Te-Co 2YGL8 * 
Tapped End Yo-13 Stud Size Te-Co 2YGN3 “tT 
yf Py ¥," VY 2YGW4 %-13 Stud Size Te-Co 2YGL9 
3V;' a Ae 2YGW7 1/46" %-11 Stud Size Te-Co 2YGN1 
1" 35/4" A Ae 2YGW6 %-11 Stud Size Te-Co 2YGN4 + 
4" Ai Aé 2YGW8 ya %-11 Stud Size Te-Co 2YGN2 
4" ye ¥ 2YGX1 1H" ¥r-10 Stud Size Te-Co 2YGN5 
Vi 4p ye % 2YGX4 R ¥-10 Stud Size Te-Co 2YGN6 
5 He % 2YGX2 54-Pc. Sets 
5 He % 2YGX5 ye Ye-18 Stud Size Westward 197326 
4Y," Yq" % 2YGX7 /e' ¥e-16 Stud Size Westward 191327 
11" 5 Y,' x 2YGX8 yp" %-16 Stud Size Te-Co 2YGP5 
. 5," 7 % 2YGX9 ¥%-16 Stud Size Westward 197328 
6' 3! % 2YGY1 9g! %-13 Stud Size Te-Co 2YGP6 
19 ia il YA 2YGY3 ¥%-16 Stud Size Westward 197329 
y 8' iE Zz 2YGY4 %-13 Stud Size Te-Co 2YGP7  * 
at cowie w TREN Sugh—T-co 
Item Item %-13 Stud Size Westward 197332 
Width Length Thickness Slot Size (in.) No. No. Yo-13 Stud Size Te-Co 2YGP9 
Nuzzler Edge Ne %-11 Stud Size Te-Co 2YGR1 
ik 17/' yf, Vc 2YGT5 2YGT4 %-13 Stud Size Westward 191333 
1Y" 26" ¥" 3 2YGT7 2YGT6 Yq" ¥-11 Stud Size Te-Co 2YGR2 
3/6" ¥Y,' Y%, 2YGT9 2YGT8 %-11 Stud Size Westward 191336 
vet 3%" if" Vp 2YGU2 2YGU1 Se %-11 Stud Size Westward 197335 
1% 56" 3/4" Vp 2YGU4 2YGU3 12mm M10x1.5 Stud Size Westward 19T330 
56" 7," Vp 2YGU6 2YGU5 16mm M12x1.75 Stud Size Westward 197331 
Item 20mm M16x2.0 Stud Size Westward 197338 
For Use With No. 66-Pc. Set 
Clamp Support %e and ¥" Yo-13 Stud Size Westward 197325 
Ye Clamping Stud 2YHAS * Use on Bridgeport machines. ¢ 112" thick step block. 
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Ao AN ne 
Nemes Ne. 


Swing Bolts and Eyebolts 

Steel bolts with black oxide finish. Reamed hole allows for 
smooth bearing surface. Use as a stationary hinge-pivot point, 
with a shoulder for positive stop location. 












Length 
Thread from Ream Item Thread Eye Inside Length from Item 
Size (in.) Ream (in.) Center (in.) No. Size Dia. Ream Center No. 
Swing Bolts Eye Bolts 
NI 7 >yIL0 
7 - Yr-20 7 2%, 18 
Pitbull® Low-Profile Clamps Vs 29% 2VIK3_ —He=1B 3 2YIN1 
. . . . ; 7 i e- i) AR" in 
Workholding clamps have a low gripping profile that generates high clamping iste 8 sa ——Syvp9 on ue x ae 
forces compared to other compact clamps. Use Blunt Edge models for general al % 3% 2YJK5 one tt Bye aa 
purpose applications. Brass Blunt Edge models provide a firm hold without Yo-13 , a ati Ee oe a ate 
marring. Knife Edge models are your best choice for aggressive stock removal. Ys-10 yA 4%, 2YJK6 a i) Es 2YINZ 
" 8 2 
Clamp Holding Thread Thread Overall Item ¥e"-11 575" a OV JNO 
SAE Style Force Size Length Dia. Depth/Width No. ¥4"-10 ¥4" 4V," 2YJJ5 
650 Ib. 4-40 e ui we aur 
1500 Ib. 8-32 o 64" o 4 J 
Blunt Edge 3600 Ib. Y-20 Ys! A Va" 34CV72 TE-CO 
6000 Ib. %-16 il ve ik 34CV75 
12000 Ib. a 1 Ma ui Le aE Nemes Ne. 
200 Ib. -40 Ys" 64" 8. 4CV6/ 
Biase Blunt Edge: A002 Vee A sicv0_ | Step Blocks 
1500 Ib. 8-32 Ai THe" Ai 34CV68 
: 3600 Ib. 7-20 Va A Va! 34cV71 Work with serrated end clamps to provide 
eens 6000 Ib, _ve-16 i ve i 34CV74 | clamp support. Larger sizes have chamfered 
12000 Ib. 4-13 TV Ai is 34CV76 
Metric holes to tolerate more shock. 
Blunt Edae 6600 N M4 {2mm 4mm 12.70mm_ _—-34CV82 I 
g 16000 N M6 16mm 6mm _19.05mm _34CV85 si ‘i a 
Brass Blunt Edge 4200 N M6 16mm 6mm 19.05mm_ _—-34CV86 Ize ” MEA OVERS 
Knife Edge 2800 N M2.5 8mm 2.50mm —_-9.52mm 34CV78 4" Thick iif mn ai! oYGRA 
2% to 6" 2YGR5 
1% to 4" 2YGR6 
No. 1%" Thick 2% to 6 2YGR7 
2YJJ6 aE to 9" 2YGRE 
1% to 4" 
2" Thick 2% 10 6" OYGTI Nov 2YGR? 
3% to 9" 2YGT2 


Base 
Thread Table Length Item 


Size (in.) SlotSize _(in.) No. 
Ya-20 16 V6 2YJJ6 
6-18 4s % 2YJJ7 





7 7 2YJK7 
| a A 16 a Te 2VIKB 
Teco i 
sie a 
16 4 

T-Slot Nuts "he 1% 2A 
Durable, case-hardened, black oxide finish. ck M5 1 AME Flange Nut Swivel Spherical Flange 
Last thread is incomplete to prevent stud 16 2 a Flange Nut Nut Assembly 
from turning through the bottom of the nut. ah e ie at TE-CO 
Undersized to fit machine table slot. 1-8 Ne 2 2YIKi | Nemes Ne. 
— ja Flange Nuts 
TeE-CcOo Hardened Flange—Case-hardened steel with Spherical Flange—Design compen- 

° Steel black oxide finish, or stainless steel. sates for slight misalignment of clamp 
Washers Swivel Flange—Head rotates while iD WDMRD IGE 12 PIoUles propel Bap: 


ing force. Assemblies include flange 


washer remains stationary. Hold rigidly nut and spherical washer 


on contact, without marring workpiece. 


Flat washers prevent marring to object 
by distributing load that nut applies to 
clamp or workpiece. 





Flange Nuts Flange Nuts Swivel Flange Nuts 
HARDENED STEEL | HEAVY DUTY STEEL | STAINLESS STEEL ___ STEEL STAINLESS STEEL STEEL 
Outside Inside ltem Item Item Thread Hex. Height Item Height Item ; Item 
Dia. Dia. | Thickness No. Thickness No. Thickness No. Size Width (in.) | (in.) No. (in.) No. Height(in.) _No. 
ae" VA" oA OVIF5 = — ea OV JJ2 W-20 Ya V6 2YHE1 Yi6 2YJC1 Vg 2YHH2 
vl Yao" ea OY JF6 —_ —_ a IYII3 ~ie-18 Vie Vg 2YHE2 Vy 2YJC2 — — 
Ae Agi a 2YJF7 _ = eA 2YJJ4 ¥s-16 1g Vp 2YHE3 Vp 2YJC3 1/30 2YHH4 
ih" Taq Yao" OYJE2 — — Yar" oYIG8 Y-13 1, "6 2YHE4 "6 2YJC4 25/30 2YHH5 
aa" Yan" ye OYJE3 Ve OV IFS vA 2YJG9 %-11 1"%6 13/16 2YHE5 13/16 2YJC5 2932 2YHH6 
3/4" Tap" i OYJE4 Aig 2YJF9 A oYJH1 Y4-10 1% 1 2YHE6 1 2YJC6 1Y64 2YHH/ 
77 13/0" vA 2YJE5 er OYIGI ye 2YJH2 1-8 1% 1% 2YHE8 — — 11%4 2YHH8 
ik 19/30" ¥ 2YJE6 Vie" 2YJG2 VY 2YJH3 STAINLESS 
1%" 170" V 2YJE7 Vie" 2YJG3 ¥ 2YJH4 STEEL STEEL 
13" 210" ¥ 2YJE8 Vie" 2YJG4 Vy 2YJH5 Thread Item Item 
15%" 25/30" %/32 2YJE9 VY," 2YJG5 32 2YJH6 Size Hex Size (in.) Height (in.) No. No. 
13/4" 2939" 9/32 2YJF1 Y,' 2YJG6 32 2YJH7 Spherical Flange Nut Assemblies 
9" il V6" 2YJF2 — — — — ¥%-16 16 0.66 2YHF9 2YHG7 
1.03" — — Y30" 2YJG7 Ve" 2YJH8 Vo-13 i 0.879 2YHG1 2YHG8 
5 V4" 1 2" 32" 2YJF3 — — — — %-11 1%6 1043 2YHG2 2YHG9 
: Miley — — — — 732" 2YJH9 54-10 1% 1.269 2YHG3 2YHH1 
QV iy ¥30" 2YJF4 — — ¥30" 2YJJ1 1-8 1% 1.544 2YHG4 
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Scan. Order. Done. 
Details on page A1. 


areas, 





el el 
Teco 
Dog Point Screws 


Dog point prevents damage to end threads. 


Hand Knob—Use when hand tightening is necessary for holding or 
clamping. 4-point aluminum knob. Steel stem with black oxide finish. 





Fixture Clamps 


Cam-action workholding clamps provide fast, strong clamping, and have a 


Knurled Head—use for light clamping and holding. Knurled head 


pana ical allows better grip. Head and stem are steel with black oxide finish. 











Hite ah beret) Hil _e pa reste a low profile design. Simple, 2-component design helps keep maintenance 
ar alEWGG ie eng mame IRGiiatilcadine eng g. costs low, and the small size allows more parts per load. 
1.50" 925°  3LCE4 10-24 1.00" 1.25"  3LCF6 a, ; 
Va-20 700" 9°75" 31 CEB 10-39 150! 75" 3LCF9 Note: Clockwise rotation is recommended. Workpiece stop should be on the right of clamp. 
2.90" 3.29  3LCE6 2.00" 2.3125' 3LCG1 Holding Thread Overall Overall Item Pkg. 
e18 2.00" 2.875" 3LCE7 Ys-20 250° 2.8125" 3LCG2 Material Force Size Dia. Height Width No. Qty. 
” 250° 3.125" 3LCE8 1.50" 1.8125" 3LCG3 ‘AE 
2.0625" 3.0625" 3LCE9 1.50" 1.875"  3LCG4 350 Ib. 10-32 Ve" 7" 7" 34CU45 10 
%-16 2.5625" 3.5625" 3LCF1 %o-18 2.00" 2.375" 3LCG5 800 Ib. 1-20 Vs 2/0" ye 34CU46 10 
3.0625" 4.0625" 3LCF2 250° 2.875" 3LCG6 Brass/Steel 800 Ib. %6-18 Ae 2/0" T/. 6" 34CU48 12 
2.5625" 4.0625" 3LCF3 2.00" 2.4375" 3LCG7 2000 Ib. %-16 x ba" T/.6" 34CU49 10 
%-13 3.0625" 45625" 3LCF4 %-16 250° 2.9375" 3LCG8 4000 Ib. 7-13 iy 117% a" ii 34CU50 «8 
saey o.oo __sttre On" Tae scCHt matric 910 N M4 4 12.40 7.93 34CU52 10 
00" 4375" mm 40mm 3mm 
Knurled Knob 213 3°59" 39375"  3LCH2 Brass/Steel 3555 Ij M8 8mm 19.55mm~20.61mm ~~ 34CU54 12 
” Nove | watote | "hao. 
HANDLE | H 
" ea Handwheels Item Item Hath 
ovo Grip i i Dia. Bore No. No. 0. 
Aavelnuin so Enola Novo Grip gray thermoplastic wheels have Aluciaum Dist 
Disc steel insert and matte black finish. Aluminum 315°  0.375° | 3GJY7 3GJZ5 3GKA3 
ini 3.94" 0.50" | 3GJY8 3GJZ6 3GKA4 
wheels are lightweight with a polished finish. care aCIVS a7 SCKAS 
REVOLVING | FOLD AWAY ~ 5.51" 0.625" | 3GJZ1 3GJZ8 3GKA6 
NO HANDLE) HANDLE HANDLE 6.3° 0.625" | 3GJZ2 3GJZ9 3GKA7 
Item Item Item 7.87" 0.75" 3GJZ3 3GKA1 3GKA8 
Dia. Bore No. No. No. 987" 0.875° 3GJZ4 3GKA2 3GKA9 
Novo Grip Aluminum 2-Spoke 
| 3.15° 0.375'| 3DDJ6 3DDK9 3DDN3 3.15° 0.375" | 3GKC1 3GKC7 3GKD4 
3.94" 0.3/5" | 3DDJ8 3DDL2 3DDN5 3.94" 0.50" | 3GKC2 3GKC8 3GKD5 
| 192030} 30Dk3 — | 3DDL6——3DDNS— — 6 4" 0.625" 3eKGA 3K | 3K 
. . 92" 0.50" Ky 625" 4 
grate : atte eh r 5g 0,00" | 3DDK5__| 3DDL8_|__ 3DDP1 787" 0.75" | 3GKC5 | 3GKD2 | 3GKD8 
capone evoming ene ‘2 °0.625"| 3DDK7 3DDN1 3DDP3 9.84" 0.875" | 3GKC6 3GKD3 3GKD9 


Dovetail Fixtures and Cutters 


= For accessories, see Grainger.com® 


Made to hold part on 4- and 5-axis CNC machines. Fixtures provide rigid clamping while expos- 
ing 5 faces of the workpiece. Spring-loaded clamps require a small amount of material to hold 
the workpiece. Prepare all parts with a single dovetail and utilize the same fixture for every part. 








Max. Max. Max. Bolt 
Workpiece Workpiece No.of Dovetail Dovetail Fixture Workpiece Circle Mfr. Item 
Weight Size Clamps Height Width _ Height Size Dia. Model No. 
Dovetail Fixture 
17-4 Stainless Steel 
6 Ib. 314" x 3Va" 1 0.125" 0.500" 2%" 3%"x3%" — RWP-017SS  467Wb67 
354" x 378" 1 0.125" 0.750" a" 39," x 39s" —  RWP-011SS  46/7W57 
7 Ib. 354" x 398" 1 0.125" 0.750" a" 39" x 39s" —  RWP-012SS  46/W58 
354" x 398" 1 0.125" 0.750". 2%"  3%"x 3%" —  RWP-007SS  467W56 
12 Ib. Bx 5" y) 0.125" 0.750". 1¥ Bx 5" —~~RWP-038SS 467W65 
25 Ib. 655" x 658" ] 0.125" 0.750" 3" 6%" x6% — RWP-002SS  467W54 
= D) 0.125" 1.500" ey = —~~RWP-036SS  467W51 
No. 467W42 30 Ib. 64" x 64" 9 0.125" 1.500" a” 6%" x6Ys — RWP-013SS  467W48 
64" x 64" D) 0.125" 1.500" 3" 6%" x6Y" — RWP-001SS 467W45 
40 Ib 7X75" 3 0.125" 0.750" a” 7" x 7" —  RWP-034SS  467W64 
No. 467W84 TV x75" 3 0.125" 0.750" 3" 7¥"x7V%s" — RWP-030SS 46/W63 
168 Ib. ie 9 0.187" 2.250" 3%"  12"x12" — RWP-006SS  467W43 
295 Ib. 8"x 10" ——0.250" 2.750" 8"x 10" —~RWP-403SS-12 467W41 
Item Aluminum 
TUX TV 078" 281" 5" i : 467W74 
Mfr. Model No. RWP-031SS, RWP-032SS 467W93 2 Ib. Di" x DV," { 0.125" 0.500° 1%" 2%"x2%" — ~~ RWP-019SS  467W71 
Mtr. Model No. RWP-008SS, RWP-009SS, RWP-010SS 467W92 3 Ib. ary 3 0.125" 0.750" Te yo — RWP-003 467W55 
Dovetail Clamp Kit 6 Ib. 3V4" x 34" 1 0.125" 0.500" my 3%" x 3%" — ~~ RWP-022SS 467W70 
Mfr. Model No. RWP-019SS 467W89 10 Ib. As x 475" 2 0.125" 0.500" 3" «AY x 4y" RWP-018  467W68 
Mfr. Model No. RWP-017SS, RWP-018, RWP-018SS, RWP-022SS 467W91 12 Ib. BY x5" 9 0.125" 0.500" 3" Bx 5" —_ RWP-018SS 46769 
Mtr. Model No. RWP-006, RWP-006SS 467W88 q"y 4 | 0.125" 0.750" Ty ay 4" — RWP-024 467W61 
Mtr. Model No. RWP-002, RWP-002SS, RWP-003, 12.5 Ib. 8" Z" 3 0.125" 0.750" Z" 8" xq" = RWP-025 467W62 
RWP-003-4xX, RWP-007SS, RWP-011SS, RWP-012SS, 46790 16 Ib. 815" x 4" 20.125" 0.750 2% 8"x 4" — _- RWP-024-2XR_ 467W79 
RWP-015, RWP-023, RWP-024, RWP-025, RWP-024- Bea" x boven —«D 0.125" 0.750 3" Boa" x 5OVea" RWP-002  467W53 
2XR, RWP-024-3XR, RWP-024-4XR, RWP-405 18 Ib. BY" x 54" 2 0.125" 0.750" z Bn Xo RWP-015 467W59 
Mfr. Model No. RWP-001, RWP-001SS, RWP-004, RWP- 46787 Bin" Xx 5a" 9 0.125" 0.750" 3" Bux 5" RWP-023 467W60 
013, RWP-013SS, RWP-401-11, RWP-026, RWP-027 50 Ib. 6x6" 2 0.125" 1.500" ey 6"x 6" = RWP-027  467W50 
Item 6%" x 64" 9 0.125" 1.500" a” 6" x 6Y" 347%," RWP-004  46/7W46 
Dia. For Use With No. 30 Ib 674" x 64" D 0.125" 1.500" a" 69" x Ys" 35Vea"  RWP-013. 46/7W47 
Three Flute Dovetail Cutter 674" x 674" D) 0.125" 1.500" 3" 6%" x 6Ys" 35Ves"  RWP-001 467W44 
yn" Aluminum, Brass, Soft Material Workpieces 467W83 674" x 694" D) 0.125" 1.500" 3" 6% x6ye" 4" RWP-026  46/W49 
Four Flute Dovetail Cutter aia 65 Ib. qx 14" 4 0.125" sme = : X i == SE eT WEE 
0" nae 80 Ib. 8"x 10" 2 0.187" 250" 7 "x 10" = : 467W4 
y;" Steel, Titanium, Hard Material Workpieces = —Ag7We5 140 Ib. 17x12 60.125" 1500". 3" 17"x 12" —  RWP-401-11 46752 
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Vertical, 
Flat Foot 
No. 48TN10 








Horizontal, 
| Straight Foot 
Ye J No. 48TNO5 


U Bolt 
No. 3CXF2 








J Hook 
No. 3CXD9 


Vertical and Horizontal Toggle Clamps 


These clamps feature maintenance-free, Verical Handle—Feature 2 to 
bestaco high-quality swivel bushings. They allow for 3 times the holding force with 
: a consistent use of force when opening and fewer pinch points for safety 


Pull-Action Latch Clamps closing. Optimum stability is achieved through —_and durability. 


= All clamps are made of steel (except where indicated) the conical clamping arm with U-profile. Can aw ontal Handle—Provide 


Provide quick closure of covers and molds. Thumb-control lever for single- be used on a variety of fixtures for applications a low profile for applications 


handed operation. Threaded hook for easy adjustment. Models with release where hold-down action can replace fasteners. where minimum vertical height 
Models with safety interlock include an internal 


Closed Loop 
No. 3CXD7 















lever prevent accidental opening due to vibration. ; is required. 
P aes bar lock with automatic safety catch. ? 
Holding Adjustable | Overall Overall Base Mounting Item Height 
ab Arm Range H (in.) L (in.) Centers (in.) No. Pa sia tae nay ey Pra pa Mounting a 
ap. (Ib. andle ize in. in. rm (in. enters (in. 0. 
U Bolt 0-0.50 1.91 3.49 0.50 x 0.88 3CXF4 * Steel Body 
1000 U Bolt 0-0.80 PRY 4.10 0.75 x 1.00 3CXF2 139 90° M5 474 250 121 0.63 A8TN24 
U Bolt 0-0.80 2.37 4.10 0.75 x 1.00 3CXF5  * 207 90° M6 6.65 3.44 1.48 0.55 48TN25 
9000 U Bolt 0-1.26 3.39 5.77 1.25 x 1.44 3CXF3 A H ane mo jee a3 ie yo pane 
Horizontal U Bolt 0-1.26 3.39 577 1.25 x 1.44 3CXF6 aa a8 cath 574 as Se 5 TETNoS 
JHook 0-025 | 143 601 0.50x1.22 | 3CXD9 steer ony misarenyamauece 
900 = 207 90 M6 6.92 3.44 1.48 0.55 481N26 
J Hook 0-0.25 1.43 6.01 0.50 x 1.22 3CXE7 414 90° Me 817 494 {1.93 0.83 A8TN28 
360 U Bolt 0-0.49 1.19 3.88 0.63 x 0.75 3CXN9 315 90° M12 10.67 6.33 075 1.96 A8TN32 
U Bolt 0-0.49 1.19 3.88 0.63 x 0.75 3CXE4 * 33/ 90° M10 10.00 6.02 2.45 1.26 48TN30 
375 Closed Loop — 1.91 8.33 0.75. %1.25 3CXD7 Stainless Steel Body 
J Hook 0-0.43 1.83 8.82 0.75 x 1.37 3CXP3 139 90° M5 475 250 12 0.06 481N33 
450 J Hook 0-0.43 1.83 8.82 0.75 x 1.37 3CXP5 * 20/7 90" M6 6.65 3.41 1.48 0.59 48TN34 
U Bolt 0-0.59 197 6.07 0.75x 1.25 | 3CXP1 211 20 M8 £89 4.21 1.93 0.83 48TN36 
U Bolt 0-0.59 1.97 6.07 0.75x 1.25 3CXE5 * Stainless Steel Body w/Safety Interlock 
720 ri 207 90° M6 6.92 3.44 1.48 0.55 481N35 
U Bolt 0-0.59 2.01 6.07 0.75 x 1.25 3CXF7_ + Vertical Handle, Flat Foot 
750 J Hook 0-0.81 2.58 11.89 1.25 x 1.94 3CXE1 Steel Body 
1000 J Hook 0-0.93 2.90 13.45 1.13 x 2.37 3CXP4 139 90° M5 42/ 2 62 0.75 0.63 x 0.94 48TN10 
1200 Closed Loop = 2.44 9.49 1.25 x 1.78 3CXD8 207 90° M6 6.15 3.44 0.97 0.55x1.06 | 48TN11 
U Bolt 0-0.76 2.89 8.20 1.63 x 1.50 3CXP2 911 90° M8 7.25 423 1.29 083x126 | 48TN13 
2000 U Bolt 0-0.76 2.89 8.90 1.63 x 1.50 3CXE6 * 319 90° M12 9.54 6.83 1.84 1.26x1.// | 481N17 
U Bolt 0-0.76 2.89 8.20 163x150 | 3CXE9 ** Staci Ba - — rater 0 8.81 6.02 Lo2 1.26 x 1.7/7 | 4BTNT9 
i or ; nee rer oe 1B x 12? aoe t 907 90° MG 641 3.44 0.07 0.55x 1.06 | 48TN12 
4000 o me : oo he ¢ ai 90° M8 7.53 433 1.29 0.83x126 | 48TN14 
U Bolt 0-0.69 4.19 10.19 2.29 x 2.25 3CXF9 {+ 315 90° M12 9 81 6.83 1.84 126x177 | 48TN18 
7500 U Bolt 0-1.07 3.67 9.65 2.29 x 2.25 3CXE3__ + 337 90° Mi0 9.07 6.02 1.52 1.26x1.77 | 48TN16 
U Bolt 0-1.07 3.67 9.65 2.25 x 2.25 3CXG1_ tt Stainless Steel Body 
* Stainless steel. t With release lever. ** Stainless steel with release lever. 139 90° Mos 4.2/ 2.62 0.79 0.63 x 0.94 | 48TN19 
t Latch plate not included. 207 90° M6 6.15 3.44 0.97 0.55x 1.06 | 48TN20 
aici eae rT 11 90° M8 7.25 4.23 1.29 0.83x1.26 | 48TN22 
Stainless Steel Body w/Safety Interlock 
07 90° M6 6.44 3.44 0.97 0.55x1.06 | 48TN21 
Af 90° M8 7.53 4.23 1.29 0.83x1.26 | 48TN23 
Horizontal Handle, Straight Foot 
Steel Body 
123 180° M5 2.06 4.95 1.03 0.71 48TM95 
161 180° M6 2.95 7.35 1.45 1.02 48TM96 
186 180° M8 3.47 8.78 1.83 1.02 48TM98 
924 180° M12 5.06 12.39 2.99 1.73 48TNO3 
269 180° M10 4.50 11.00 2.35 1.63 48TNO1 
see ee wea mtr oer 2.95 7.61 1.45 Tee 48TM97 
Flat Cushion Neoprene po eal 186 180° M8 3479.07 183 102 A8TM99 
No. 3CXP7 No. 3CXR2 294 180° M12 5.06 12.65 2.99 1.73 48TN04 
969 180° M10 4.50 11.26 9.35 1.63 48TNO2 
Stainless Steel Body 
123 180° M5 2.06 4.95 T.03 1.73 48TNO5 
161 180° M6 2.95 7.35 1.45 1.02 48TN06 
186 180° M8 3.47 8.78 1.83 1.02 48TNO8 
| Se RT ST 1.45 102 ASTNO7 
bestaco 186 180° M8 347907183 102 | 48TNO9 
7 qorizontal Handle, Flat Foot 
= Hex Head Bolt teel Body 
Squeeze-Action Clamps eta 5 a9 ae 8 a8 008 0808 aBTT9 
= All clamps are made of steel (except where indicated) 1 130° ie aa +32 0.88 0.88 : eh arms 
ind | 186 180° M8 2.94 8.78 127 1.02x 1.22 | 48TM83 
Use to replace fasteners when permanent clamping is not possible. aod 1a0° Wt a5 13°39 706 Gea 1 75-1 dat 87 
Forged steel jaws are tapped for adjustable spindles (supplied). 269 180° M10 3.73 11.00 1.57 1.63 x 1.69 | 48TM85 
7 Steel Body w/Safety Interlock 
Models with release lever offer single-handed opening. i 180 MN z5 AS , i 10 : 1 aa 
: 07 7 02 x1. 4 4 
een ana ow. wera. .hetead,. tem 294 180° Mi? 4121265. 2.06 1.65x173 | 48TMG8 
Cap. (Ib.) Spindle Width (in.) Depth (in.) —L (in.) Size No. 7 
200 Fiat Cushion Neoprene ‘1.00 1.08 4.63 M6 3CXP7 Star tose Sigal be i M10 3./3 11.26 Lo/ 1.63 x 1.69 | 48TM86 
3 Hex Head Bolt xe a ee ee 56 180° M4 | 1.15 3.61046 —0.63x 0.63 _| 48TMB89 
ae : t 123 180° M5 171 4.95 0.68 0.66x0.71 | 48TM90 
800 Hex Head Bolt 1.78 1.25 8.28 M12 SCXP6__ 161 180° M6 251 7.35 1 1.02x 1.10 | 48TM91 
Hex Head Bolt 1.78 1.25 8.28 Mi2__ 3CXR3 186 180° M8 2.94 8.78 ior 1.02x 1.22 | 48TM93 
4200 Swivel Foot Bolt 1.75 2.56 9.15 MiO = 3CXR1_ Tf Stainless Steel Body w/Safety Interlock 
Hex Head Bolt 3.88 2.56 9.15 M10. 3CXR2 + 161 180° M6 251 7.61 1 1.02x 1.10 | 48TM92 
* Stainless steel. 7 With release lever. 186 180° Ms 2.91 9.07 1.27 1.02 X 1.22 48TM94 
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Clamp Arm Height 
Holding Opening Thread § Overall Overall Under Base Mounting, Item 
Cap. (Ib.) Angle Size H(in.) L(in.) Arm(in.) Centers (in.) No. 
Vertical Handle Hold Down 






Vertical Open Arm 
No. 3CXV5 600 fa" M6 4.72 3.29 0.95 0.50 x 1.06 3CXV4 
13° M6 4.72 4.27 0.95 0.50 x 1.06 3CXX6_ { 
; 4000 76° M8 AL 4.82 1,20 0.75% 1.25 3CXV5 
Vertical, 76° Ms LAL 6.60 120 O.7OX 1.25 3CXX7 fT 
U-Shaped Arm 4400 78° M10 9.08 6.09 1.70 1.20% 1.76 3CXV6 
No. 3CXW4 78° M10 9.08 7.01 1.70 1:25°% 1.76 3CXX8 T 





U-Shaped Arm 
100 100° M5 3.08 2.04 0.63 0.63 x 0.94 3CXV9 


rh) 
® 
x 


125 100° 10-32, | 3.08 2.04 0.63 —0.63 x 0.94 | 3CXX2 “t 
; ‘se .® a0 105° M6 4.31 2.07 0.93 _—0.50x1.06 | 3CXV3 
a4 ae e 105° M6 4.31 2.73 0.93 _0.50x1.06 | 3CXW2 
Px any 250 105° 4-20 | 431 273 0.93 —*0.50x 1.06 | 3CXX3 “tf 
= ” 99° M8 6.93 3.72 -1.25 ~———0.75x1.25 | 3CXWS5 
es 375 99° M8 6.93 5.41 1.25. 0.75x1.25 | 3CXW6 
99° M8 6.93 4.58 1.25 ——0.75x 1.25 | 3CXX9 ft 
450 99° M8 5.63 4.44 1.25 ——0.75x 1.25 | 3CXX4 “+ 
500 99° Solid | 6.93 3.79 1.25 075x1.25 | 3CXW4 


103° M10 8.19 9.04 1.67 1.26x 1.77 | 3CXW8 


, 600 103° -Mi0. 819 6.70. 1.67 1.25x1.78 | 3CX¥1 7 
ail ) a 103° Solid) 8195.51. -1.67.-1.25x1.77| 3CXW7 
a 103° -%-16| 819 5.51 167 -1.25x177 | 3CXX5 "+ 
2% 





1000 120° M12 8.86 6.84 1.98 1.26x 1.77 | 3CXW9 
1200 140° M16 11.97 8.87 3.08 2.00X 2.75 | 3CXX1 










at ' —r<_ Horizontal Handle Hold Down 
: U-Shaped Arm 
60 94° M4 0.67 2.85 0.36 0.62x0.62 | 3CXA3 
Horizontal 90° M4 0.67 271 0.30 0.62 X 0.62 | 3CXA4 
No. 3CXA3 75 90° 8-32 0.67 2.71 0.30 0.62x0.62 | 3CXC3 * 
100 90° 8-32 1.06 2.74 0.44 0.63x0.63 | 3CXC4 * 
150 90° M5 1.39 4.05 0.74 0.53x0.75 | 3CXA5 
90° 10-32 1.39 4.05 0.74 0.53x0.75 | 3CXC5 * 
200 87° M6 1.53 5.48 1.00 1.00x 0.88 | 3CXA6 
91° M6 1.95 6.58 0.92 1.03x1.12 | 3CXA7 
950 87° v/ 1.53 5.48 1.00 1.00x0.88 | 3CXC6 * 
91° V/s 1.95 6.58 0.92 1.03x1.12 | 3CXxC7 * 
995 Tic M5 1.30 5.87 0.75 0.53x0.70 | 3CXD1 ft 
TAs M5 1.30 5.87 0.75 0.53x0.70 | 3CXV7 
92° M8 1.84 6.91 1.31 1.00 x 0.87 | 3CXA8 
Compact Horizontal 500 91° M8 2.40 748 1.25 1.02x1.24 | 3CXA9 
€bestaco No. 3CWX5 99° M8 189709129 1.00x0.88 | 3CXD5 + 
=a 560 (Ey M6 1.95 8.65 0.98 1.03x 1.21 | 3CXD2 + 
Ve rtical Horizon tal an d 73° M6 1.95 8.65 0.98 1.03x1.21 | 3CXV8 
92° Ae 1.84 6.91 1.31 1.00x 0.88 | 3Cxct8 * 
J 600 91° 56 940. 748 125. 1.02x124 | 3¢xc9 * 
Compact Toggle Clamps 92° Mi0.| 256 10.70 1.75 1.63x1.63 | 3CXC1 
' . | . 750 93° M10 3.18 11.02 1.67 1.61x1.69 | 3CXxC2 
Feature corrosion-resistant stainless steel rivets and molded grips for safety. 92° M10 2.06 _10.50 1.70 1.63x1.63 | 3CXD6_ Tf 
Can be used on a variety of fixtures for applications where hold-down action can 840 Bg ae a8 +3 ioe , +53 ee i 
replace fasteners. Models with Toggle Lock Plus release lever prevent accidental ‘Compact Horizontal Handle Hold Down 
opening due to vibration. U-Shaped Arm 
; . . . 150 90° M5 1.43 2.21 0.48 0.53x0.63 | 3CWX4 
Vertical Handle—Some models feature 2 to 3 times the holding force with a as me ‘3 ot me 38 x aes a t 
F : a : ' i : : : : XU. is 
fewer pinch points for safety and durability. Flat cushion neoprene spindle. 99° Ma 736 361 0.89 0901x114) 3CWX5 
. —_ Dray ‘ati i 350 92° M8 2.36 3.61 0.89 0.91x1.14 | 3CwY2 tf 
Horizontal Handle Provide a low profile for applications where minimum 99° Ma 536 AZ 089 DOT xTid 1 SCWXE 
vertical height is required. 90° ¥%-16 3.53 5.19 1.31 1.38x 1.50 | 3CWX6 
; 750 90° ¥e-16 3.53 5.19 1.31 1.38x 1.50 | 3CWY3 
Compact Horizontal Handle—|ow-silhouette hold-down clamp features a 90° %16 353 5 19 131 138x150 | 3CWX9 ! 
handle that can be operated from either side or from behind. * Stainless Steel. + Wtih Toggle Lock Plus release lever. {Does not have neoprene spindle. 
Base Mounted 
No. 3CXU3 
Holding Plunger Plunger Height 


ap. Dia. Travel Thread Overall Overall Under Base Mounting Item 
(Ib.) —(in.) (in.) Size H(in.) L(in.) Arm(in.) Centers (in.) | No. 
Base Mounted 
100 0.25 0.63 8-32 1.27 2.61 0.50 0.63x 0.63 | 3CXR8 + 
300 0.44 1.25 V6-18 o.17 9.46 0.97 1.38 x 1.63 | 3CXR5 
0.44 1.25 %16-18 3.29 9.47 0.97 1.38 x 1.63 | 3CXT1 
560 0.39 0.70 M6 1.59 2.96 0.50 0.87x1.75 | 3CXR7 ** 
0.44 125 %6-18 3.43 4.77 0.97 1.44x 1.31 | 3CXR9 








600 
0.44 1.25 M18 | 343 477 0.97 _—*‘1.44x1.31_| 3CXU4 tf 
AR ie,  rroush Hole 50) 0st 1.63 %e-18 | 352 6.02 0.69 ‘1.38 1.63 | SCXRA 
, \ Re ee mounted 0.62 163 %16 | 441 6.72 1.70 _1.63x1.63_| 3CXT3 
onl tc No=3CX16 840 0.47 1.25 %e18 | 343 4.77 0.97 1.44 1.31 _| 3CXU3 * 
we ~ 8500.62, 163—%-16 | 4.04 6.00 1.25 1.63x1.63 | 3CXT2 
0.62 2.00 %16 | 3.05 7.06 0.81  1.38x1.63 | 3CXT4 
bestaco 2900 “062 2.00 %16 | 3.05 7.06 0.81 _1.63x3.00 | SCXU5 f 
: 7500 0.87 4.00 413 | 4.28 1265 1.25 7.12x2.13 | 3CXT5 
7 - 7 16000 0.99 3.00 %11 | 484 11.16 225  275x2.25 | 3CXR6 
Straight Line-Action Clamps Through-Hole Mounted 
‘arii 0.39 0.75 “20 | 313 262  — — 3CXT6 
= All clamps are made of steel (except where indicated) 200 939-975-200 F843 BD = = 3CXT9 = 
Replace fasteners for secure holding of parts on fixtures. Threaded plunger. All 3000.44 1.50 verte 416 4.95 = = SCXT7 
models lock in both extended and retracted positions to provide holding force 0 NS ee ae ee = ee 
in "pull" or "push" directions. Models with release lever prevent accidental 00 06> 963. %16 | 560. 668 — = 3CXU2 * 
Opening due to vibration. * Stainless steel. + With release lever. + Thumb handle. ** T-Handle. 
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Ball Knob 





ee) 


Handle 








Rounded 
COMPONENTS, INC. T- Kn ob — ‘ 
for Innovative Solutions 


Knob Detent Pins 




















Designed for quick-release applica- Le saute ne 
tions where durability and added grip —-=7:ynoh nen °: 
are needed. Spring-loaded detent ball ies SOEs L-Handle T-Handle 
retracts when pin is pushed or pulled. i ayy" 3IDC7 
Black polypropylene. Rounded T-knob : a aJDC8 
pins have retractable coiled lanyards, to By," 3JDD3 Oz 
keep pin securely tethered to equipment. 5/4" 1¥2" 3JDD6 en 
: 3b | Positive Locking Pins 
Pin Item WA 2," 3UDF4 
Dia. Grip Length No. Rounded T-Knob g 
Ball Knob 5 sIDCE ¥ Ss nt Provide a secure way to adjust or remove accessories on equipment. 
Vp! 3" 3IDD1 4" 3)DD5 Push button initiates and controls ball action and retraction. Use 
= 3JDD4 1% 3JDD7 | rately) t rely affix pin to fixture or frame. 
7 si s DDE - wie Tie Lanyards (sold separately) to securely affix pin to fixture or frame 
3% 3JDE2 3%" 3JDF3 BUTTON | RING 
Ai 3Y/;' 3JDF5 Ai A 3JDF6 HANDLE, | HANDLE, |L-HANDLE, T-HANDLE, 
17-4 17-4 17-4 17-4 | T-HANDLE, 
Stainless | Stainless | Stainless Stainless (4140 Steel, 
Steel Steel Steel Steel | Zinc Plated 
Pin Grip Item Item Item Pin Grip Item Item 
“ A Dia. Length No. No. No. Dia. Length No. No. 
yy" BREKO BRET7 | 13Y924 Ai 5REP3 5REUS 
eae 5RELO BRET8 | 13Y925 ¥! il 5REP4 5REVO 
7%" | SRELI BRET9 | 13Y926 : Ty" BREP5 BREV1 
. oe z 5REL2 5REUO | 13Y927 yi 5REP6 5REV2 
Plastic tee %" | 5REL3 SREU 13Y928 vy" SREP? SREV3 
ae i 5REL4 | 3JCW1 | 13929 ' {" 5 4 
Te ec “’ +5" -\5REL5 | 3JCW2 | 13Y930 “tT 75"—} REP | 3JCX5 
Plastic Knob p Ula. Tip Leng a 5REL6 | 3JCW3 | 13931 a BRERO | 3JCX6 
ooo 06 90" 379 T 5REL7 BREU2 | 13Y932 i 5RER1 BREV4 
a e 0°35" 0.280" ID AT sq 17" _| SREL8 5REU3 | 13Y933 sg 1 5RER2 5REV5 
3 513 0°31" 0.980" IDAD ame’ 5RELO 5REU4 | 13934 2" 5RER3 5REV6 
@ SNPs, me ot 0°38" 0.440" 8 ICZ8 2%" | 5RENO | 5REU5 | 137935 2; 5RER4 5REV7 
Steel Knob T 5REN1 5REU6 13936 {" 5RER5S 5REVS 
. 1-00 012" 0.195" 3JDAG 1%" | 5SREN2 | 3JCW4 | 137937 i 5RER6 3JCX7 
Knob Plun er Pins WAG O18" 0200" aIDAR yt 2. 5RENS | 3JCW5 | 13Y938 5p! e 5RER7 3JCX8 
G) 43 0:24" 0-950" DAG ® 2%" | SREN4 | 5SREU7 | 13Y939 2; 5RERS 5REV 
san | shay ast ee ae a i 3" 5REND | 3JCW6 | 13Y940 cl 5RERO 3JCX9 
Retractable device is easily withdrawn “6-18 0 5 0.188 3JDC2 375" | —BRENG GREU8~ 43Y941 WA SRETO BREWO 
and reengaged. Metal knob plungers Stainless Steel M0) —aqnay We (BRENT | 3uCW7\13¥942 ye BRETT | gucys 
are lockout and vibration resistant. Y-13 0.24" 0.250". 3JDC1 vn TD BREN | 3UCW9 | 13v944 i WA SRET3 3 ICY3 
a ve : 5REPO 3JCX1 13Y945 ‘ cl 5RET4 3JCY4 
3%" | 5REP1 3UCX2 | 13Y946 A 5RET5 3UCY5 
4" 5REP2 3UCX3 | 13Y947 4" 5RETO 3JCY6 
6" LENGTH 12" LENGTH 
Item Item 
Mounting No. No. 
Lanyards 
Ball Knob Rounded Pull Knob Loops At Both Ends 13Y920 13Y921 
T-Knob Loop One End/SS Tab Other End 13Y918 13Y919 


Oz Loop One End/SS Eye Other End 13922 13923 
Pop Pins with Weld-on Barrel ({ =~ 








Quick, convenient way to adjust height or length on many applications. ))) | 
Case-hardened zinc-plated steel for strength and durability. Nonleaded, = iogy \ A 
nonplated steel barrels for welding are included. Lockout style holds pin Pull Ring 
in retracted position until adjustments are finalized. Short Pull Ring 
Item 
Tip Dia. Tip Length Barrel Height Style No. 
Ball Knob C ) SONG. nc. 
Ae 0.600" 1.50" Straight Tip 3CRP2 maoRernes 
5! 0.600" 1.50" Straight Tip 3CRN8 . : 
08 rep Lockout stk’5— | Pull Ring Plunger Pins 
060" aU: ort Tip 
v8 aaa ca rapeted fp acaN>— | Threaded plunger pins are retractable devices that can be easily withdrawn 
Rouaded TKacb 0.900" Ve Straight Tip 3JDF/ and re-engaged. Spring loaded steel pins with pull ring. 
ounded I-Ano 
V6. 0.600" 190. Straight Tip 3CRP3 Thread Item 
3p" 0.600" 1.50" Straight Tip 3CRNI Size Tip Dia. Tip Length No. 
: 0.600" 1.50" Lockout 3CRP6 Short Pull Ring 
0.560" 1.50" Short Tip 3CRN6 ¥'-11 0.38" 0.440" 3JCY7 
yp" 0.560" 2.20" Short Tip 5REK7 VA'-20 0.16" 0.190" 3JCY8 
P 0.610" 1.50" Tapered Tip 3CRN3 ¥'-16 0.25" 0.280" 3JCY9 
0.860" 1.50" Straight Tip 3JDF8 4-13 0.31" 0.380" 3JCZ1 
Pull Knob Pull Ring 
Ae 0.600" 1.50" Straight Tip 3CRP4 /'-20 0.15 0.250" 3JCZ2 
sf 0.600" 1.50" Straight Tip 3CRP1 0.15" 0.250" aJGZa..* 
. 0.600" 1.50" Lockout 3CRP7 54-16 0.23" 0.370" 3JCZ4 
0.560" 1.50" Short Tip 3CRN7 0.23" 0.370" 3JCZ5 * 
yp" 0.560" 2.20" Short Tip 5REK8 V3 0.31" 0.500" 3JCZ6 
0.610" 1.50" Tapered Tip 3CRN4 0.31" 0.500" aJGzr 
0.900" 12 Straight Tip 3CRN1 * Include vibration-resistant locking patch. 
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Levers & Handles Details on page A1. = 
i; ® 
Cam Levers 
Single-Action Cam Levers—For Adjustable Cam Levers—Used 
No. SDAE! clamping that requires quick adjust- | when the position of the tensioning 
ment, and where space is limited. lever relative to the axis of tension 
For external thread levers, handle only permits one specific position. 


. rotation is required for fixed stud inser- Cam levers allow this position to 
ee tion/removal for mating application. be adjusted using a screwdriver. 





8. err Available in lightweight cast aluminum Screwdriver slot in stud allows for fine 
a ce with powder-coat finish or stainless insertion/removal from mating appli- 
steel with polished finish. cation; handle rotation not required. 
= Black matte finish Available with black powder-coated 
Mo” GARGS = External threads are cast-aluminum handles or stainless 
fixed into the handle steel handles. 
= Adjustable with slotted head 
Thread Screw Overall Item Thread Overall Item 
Size _Length(in.) Length No. Size Length No. 
External Threads Internal Threads 
Cast Aluminum Cast Aluminum 
%r-20 0.78 2.76' _ 3DAD5 10-32 2.76" 3DAD2 
M10 0.99 3.78  3DAE1 M8 3.78" 3DAD7 
= Single Action, Internal Threads 
Get More Online Stainless Steel 
- cs 10-32 2.76" 6JRP4 
For Gam Levers in additional sizes, finishes, M8 3 79" 6JRP6 
and materials, go to Grainger.com®. CAST ALUMINUM | CAST ALUMINUM STAINLESS STEEL 
W/STEEL W/STAINLESS W/STAINLESS 
COMPONENTS | STEEL COMPONENTS | STEEL COMPONENTS 
Thread Screw Overall Item Item Item 
Size Length Length No. No. No. 
Adjustable, External Threads 
10-32 0.78" 2.76" 6JRD4 6JRFO 6JRG6 
Mio 1.99" 3.78" 6JRJ1 6JRK7 6JRN3 


Hew’ 


Ball-Style Adjustable Handles 


= Black satin finish 

Zinc handle, with inserts and internal components in steel or stainless 

steel. Adjustable from 20 to 45 positions, depending on handle size. 

Can be adjusted by pulling up on handle to disengage the gear while 

stud or insert remains stationary. 

Note: Additional handles can be found on Grainger.com®; search for "kipp ball-style 

External adjustable handles." 

Threads STEEL STAINLESS STEEL 







Internal 
Threads 






COMPONENTS COMPONENTS 
Thread Overall Thread Item Item 
Size Length Length No. No. 
Internal Threads 
10-32 1.85" 1:28" 3GFP5 3GFT9 
M12 4.96" 3.11" 3GFT2 3GFV5 
STEEL STAINLESS STEEL 
COMPONENTS COMPONENTS 
Thread Overall Screw Item Item 
Size Length Length H No. No. 
External Threads 
10-32 1.85" 0.59" 1.87" 3GFX1 3GGW3 
3-16 2.93" 0.78" 2.58" 3GGF1 3GHH1 
M8 358" 157° 3.84" 3GGG6 3GHK1 


Hows’ 


Modern-Design Adjustable Handles 








= Zinc die-cast construction sca eine sa este 

: External threads a Thread Screw Overall Item Item 
For position adjustment or multiple hold-down applications. __Size___Length Length _H_ No. No. 

ataauia Can be adjusted by pulling up on handle to disengage the = 7-3 00 ee ea ae 

gear while stud or insert remains stationary. He-18 2.36" 993° 404 3DCX9 3DDW9 

- Addliti ®: NL 3-16 2.36" 3.08" 4.51" 3DDE5 3DEA3 

Note: pueon naneles can be found on Grainger.com®; search for "kipp MG 0.59" 785" 1 87" 3GHG9 3DDP5 

modern-design adjustable handles." M8 157" 993° 3.25" 3DCU3 3DDU5 

M10 1.99" 3.08 4.11" 3DDC1 3DDY8 
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Find the yw. Find Solutions. Find Great Prices. Knobs & Levers 
Thread Screw Item Thread Screw Item 
Dia. Size Length L Brand No. Dia. Size Length L Brand No. 
DAVIES C 3 ROMs, ie. Rounded T-Knobs, Blind Tap 3-Prong, Thru Tap 
one an Polypropylene Polypropylene 
| %-20  — 1.375" 3GEM4 %-20 — 1,00" 3GDJ5 
Knobs and Levers %e-18 0.75" 1.375" | F 3GEM5 1.26 Ye-18 — 1.00" 3GDJ7 
2.25 QD 418 — — 1.375" components 3GEMG V-20 — 1.00" 3GDK1 
T-KNOBS %-16 1.00" 1.375" 3GEM7 W %-20 — 1,00" 3GDK3 * 
— %16 — 1.375" 3GEM8 1.75" %e18 — 1.00" 3GDK6 
For moderate- to heavy-torque applications. Black T-Knobs, Blind Tap %e-18 — 1.00" Innovative 3GDK8 * 
polypropylene knobs have steel zinc insert and satin  _Polypropylene Woe — a = ; ae Components wate 
finish. Heat-resistant phenolic knobs have brass 1.125 =e aT 9.00" a rT SEDLS 
insert or steel, zinc-plated screw. W200. — 1.00" 3GEJ9 ¥-16 — 1.125" 3GDN2 
2.00" %e-18  — 1.00" 3GEK6 Aei8 — 1.125" 3GDN8 
3-PRONG mg %-i6 — 1.00" Innovative 3GEL2. 7 Wwi6  — 1.425 3GDP1 
Designed for clamping and quick adjustment. 2.50" ee Eomponenis Paar Phenolic ner os a 
Rounded edges make knobs easy to grasp and turn. 1.125" =, 7 i = — Davies sid 
CALE .oua: u 7 _ fi 4- — : 
ee z : 1°%4" dia. are 3P style; 2" dia. and up 3.50 mm 4-13 1.125 3GEM3 4-Prong, Blind Tap 
are Style. , Polypropylene 
Phenolic 
a : %-20 — 1.15" GAXE6 Y-20 — 1,00" 3GDP5 
4-PRONG AND 4-LOBE —— | Tn ae ae 
For high-torque or heavy-duty clamping applica- Ps WIG — 115" 4... © _GAXEB ee = ; ma some ie sane 
tions. Soft touch 4-lobe knobs have over-molded en oo EE 2.50" “<r F618 1128 3GDR8 
rubber layer for comfortable, nonslip grip. : 7 a KY GAXFS H16  — 1.125" 3GDT4 
Z Polypropylene Polypropylene, TPE Overmold 
Molded with a hex hole to accept standard locknuts, all — OREGS 1.375" EY Y-20 — 0.625" 3GDT8 
hex nuts, hex bolts, and hex cap screws. Fasteners —-'1-2° pS ar = innovative one 775" Ye-18 0.875" Innovative 36DU 
j j iti j omponents omponents 
mae eee i icone al an Snapper. |nt 2.00 ee — 1,00" 3GEL4 2.00" 3 %-16 — 1,00" 3GDU3 
Snap Lock 3-Prong, Thru Tap . 
Star, Blind Tap 
FLUTED Polypropylene Poly 
ypropylene 
Large flutes and wide hub design for heavy torque W #0  — 5REGB = 1.375" pe = oe at 
applications, clamping, and quick adjustment. Easy —‘1.75" W-20. — 1.95" 3G EPS 
to grasp and turn. Knobs up to 1%" dia. are F2/F4 WV A NOT Ge, SON: Yel — 1.25" piven _BGEPY 
style; 2" dia. and up are F6 style. Soft touch knobs M6____— _1.00" Components 3GDL4 Y20_ — 1.00" 3GEU2 
V4 — 1.125 3GDN4 2.25 %e18  — 1.00 3GEU4 
have over-molded rubber layer for a sure, comfort- sun Ye OU *«D8" 3GDN5 %16  — 1.00" 3GEUG 
able grip. M6 = 12 3GDN6 Snap Lock Stars, Thru Tap 
M8 —_ Wie 3GDN7 
STAR 3-Prong with Screw sy #10 — 5REG7 
For high torque applications, with rounded edges Polypropylene 
gn torque app g M20 0.75" 1.00" 3GDJ9_ 1.375" Ve — _‘1.125" 3GENG 
for comfortable grip. Impact- and scratch-resistant 175" ¥F %e-18 0.50" 1.00" 3GDK4 Ve — 1,125" 3GEN7 
inc j %e-18 1.50" 1.00" _ 3GDK5 M6 = hs" 3GEN8 
black polypropylene knobs have steel zinc insert. Sie Teo" 7-00" Innovative -3aDKe vis ERTL 3GENS 
Knobs with locking thru taps have molded lock nut Components vA F795" 3GER2 
for vibration resistance. Soft touch knobs have over- 2.00" Ye20 1.00" 1.125 3GDL5 . Ye — 125 | SGERS 
in ari wigs ye TT ae . _BGER4 
molded rubber layer for nonstlip grip. Ae-18 1.00" 1.125 3GDL8 1.75 MG {95° Components ~arepE 
Phenoli — 1. 
BALL = GAXGI Mg 1.35 3GERD 
Multipurpose black knobs with satin finish hide nano ee — yee GAXGS a 1 3GEU7 
%-20 0.50" 1.26 6AXG2 
scratches and dirt. Soft touch knobs have over- 10-32 0.44" 1.21" 6AXG8 sal —__1.00" 3GEU8 
molded rubber layer for comfortable, nonslip grip. Y-20 0.50" 1.27" 6AXGS 2.95" {a em aoe 
JEREAL 1.125" Ya-20 0.75" 1.52" 6AXHO He = ‘ea eee 
%-20 1.00" 1.77" 6AXH1 — 1.007 
ecieiace Y-20 1.50" 2.27" 6AXG6 Lr a SGEV3 
elf-tapping/threading black polypropylene knobs W200 056" 144" GAXH4 Soft Touch Fluted, Blind Tap 
are vibration resistant. Fit multiple thread sizes. No > %-20 0.75" 1.63" Davies _6CXP8 Porypropyiene, IPE Svermot’ 
metal insert ia ST ee a Scans 250" QQ veto — 125" ate. saz 
46- 50" 1.38" = = “<< Components 
PULL Ae-18 0.75" 1.63" 6CXR1 Yj3 — 1.25 3GEA3 
_ %6e-18 1.00" 1.88" 6CXR2 Soft Touch Fluted, Thru Tap 
Designed for pushing, pulling, and lifting. Black %-20 1.00" 2.00" 6CXR5 Polynropyiene, TP pvermots 756 3GD75 
color, impact and scratch resistant. Yei18 0.75" 1.76" 6CXR8 ud = 
‘ae nace 2.00" %e-18 1.00" 2.39" 6CXR7 2.50" fae — a coreree Sanz 
%-16 0.50" 1.50" 6CXR9 be —- Ao. 
; ati ¥%-16 1.00" 2.00" 6CXR6 Soft Touch Fluted with Screw 
Designed for heavy-duty applications. Impact and 3-Prong, Blind Tap Polypropylene, TPE Overmold 
scratch-resistant black polypropylene knobs have Polypropylene Me18 1.75" 1.25" |, © 8GDZ4 
steel zinc insert 105) V-20 ==. 1.00 3GDJ6 2.50" ee %-16 2.00" 1.25" Components 3GDZ7 
; 29 6-18 = 100° 3GDJ8 Wo1S dou’ 25: 3GEA1 
KNURLED df %-20  — 1.00" 3GDK2 ghd Lever 
1.75" %e-18 — 1.00" __ 3GDK7 enolic 
Deep, coarse knurls and rounded edges provide sure %-16 — 1.00" Sanne 3GDL2 M20 «4«29" 6CYH6 
grip. Impact and scratch resistant, and designed for VeRO — 41.125 3GDL7__—s«*1-875 ago eee ee 
quick adjustment. For applications where clearance = 9 > fo oe ee aeons Rounded Lever 
is an issue. ABS thermoplastic knobs are heat resis- 9.50" Me18 — 1195 3GDN9 Phenolic 
%24 — 1.58 6CYG4 
tant to 250°F; nylon to 275°F. Phenolic 2.00" 3-16 — 158" Davies 6CYG5 
8-32. — 0.75" GAXF8 | an SCYGG 
0.875" 10-32. — 075" GAXF9 
: Large Concave Pull 
%-20  — 0.75 6AXGO 
10-24 — 0.76 BAXG?. = oa : : = 
1125" pee = 0.76" pavieg  _SAXGS 1.50" y 8 = NS Davies. One 
20. — O77 6AXG4 10-32 — 0.81 6CYP7 
4.50" >. Ys-20 — 060 6CXP9 * Locking. ¢ Short Hub. 
%e-18 — 0.88" 6CXP7 
Ae18  — 1.02 6CXTO 
au %16  — 1.02" 6CXR4 
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INNOVATIVE 
COMPONENTS, INC. 
for Innovative Solutions 
DESIGNERS & MANUFACTURERS OF KNOBS, 


HANDLES, CASES & CUSTOM PLASTIC COMPONENTS 


Knobs and Levers 


Thread Screw Item Thread Screw Item Thread Screw Item 
Dia. Size Length L Brand No. Dia. Size Length L Brand No. Dia. Size Length L Brand No. 
Pull Deluxe Ball Control with Indicator, Blind Tap 
Black Polypropylene Phenolic Inj. Phenolic 
: : 10-32 — 073" 6CYE5 
ia @, 10-24 — 1.00 3GEF2 0.78 100 — O78 EVER _ a ae — 
Y-20 = — 1.00" Innovative 3GEF3 1.00" Y%-20 — 0.91 6CYE7 sae 
. V-20 — 1.25" Components 3GEF4 6-18 — 0.91" 6CYE8 avies 
1.625" Ae-18 __ 1.95" 3GEF5 6-18 — 1.18" 6CYE9 : ‘fi __ r 
q UG 3GERE 1.25" w16  — 118 pang 6CYFO °° a mee aise 
Pulls %-24 — 1.18" 6CYF1 Paanolle 
Phenolic wT “13 — 137 6CYF2 
6-32 — 0.78" 6CYN2 6-18 — 1.33" 6CYF3 ; : ; 
0.66" 8-32. — 0.61" 6CYN3 24 — 1.85" 6cYF4 (9.75 ms = Ui 6CYJ3 
10-32 — 0.61" 6CYN4 2.00" Y-13 — 1.85" 6CYF5 Davies 
; g32. — O78 6CYN5 %-18 — 1.85" 6CYF6 
0.81 10-39 —_ 0.78" 6CYNG Gear Shift 1.06 VW — 0.70 6CYJ4 
8-32 — 0.91" Davies 6CYN7 ; %-16 — 4.39" 6CYF7 ; ; ; ; 
0.91" 10-49 ——'53" SCYNG 150 ‘-_ 8 Davies bontro ait Indicator Line, Blind Tap 
4-20 — 0.91" 6CYNO ¥3-24 — = 1.32" 6CYF8 
6-32 — 1.03" 6CYP1 Rounded Shift : : _ , 
1.05" 8-32 — 1.03" 6CYPO Phenolic nee “ on oO 
10-32 — 1.03" 6CYP2 Y-20 = 1,50" 6CYG1 
Knurled, Blind Ta " 6-18 — 1 50" . 6CYF9 0 01 i Yq" — 0 58" 6CYH8 
ABS Plastic 1.375 ~ %16. — 150 Daves -éeyeg ; ; | ee 
3-16 — 1,50" 6CYG2 
0.75" 8-39 — 0.625" 3GEC3 Shift 1.16" gy” Yq" — 0.66" 6CYH9I 
sac Black Polypropylene 
. _ " 10-32 — 2.00" EF7 
1.00 a 1°32 ave esol poet __——_ 5am an 1.50" vie — 0.81" BCYJO 
W200 — 0.625 3GEE1 1.375" He e ai | aoe 
Polypropylene a 80: coneoiee aGEGE Pointed Control with Set Screw and Indicator Line, Blind Tap 
oe 10-32 — 0.50" 3GEA4 eee %-16 2.50" 3GEGS + Phenolic 
10-24 0.50" Innovative 3GEA5 Y-13 — 2.50" 3GDD4 0.75" e~ Vy" — P76 6CYK5 
Components Phenolic 
1.00" => 8-32 — 0.625" 3GEE6 Ys-20 — 1.46" 6CYHO 
4.125" “6-18 — 1.47" 6CYH1 Ya" — 0.57" 6CYK4 
Nylon %-16 — 147" 6CYH2 seis 
0.75" 10-32 — 0.50" _—_SGECS 404 — 147" 6CYH3 : Davies 
=S> 10-24 — 0.50" Innovative 3GEC8 yj! 0.62" 6CYK8 
4.00" 10-24 — 0.50" Components 3GED5 %-20 — 1.78" 6CYG8 ; _ 
: Ya-20  — 0.625" 3GEE2 + nile 
Phenolic 6-18 = 1.78" 6CYG9 
1.00" Y-20 0.75" 6CXX4 1.95" 1.50" we 0.76" 6CYK6 
4-20 — 0.77' mavieg 6CXW9 
125° %-16 — 0.75" 6CXX0 %-16 — 177 6CYG7 Instrument with Set Screw and Inlay, Blind Tap 
6-18 — 0.78" 6CXX1 may 
Ball with Raised Dia. 0.375" yj" — 93" 6CYJ5 
‘ : _ ; , Long Fluted Tapered, with Screw 
1.625 - 3-16 1.33 Davies 6CYG3 Phenolic 


Knurled, with Screw 0.63" Davies eye 


Polypropylene 


S 
| 


125° Y-20 0.37" 3.89" 6CYTS 0.875" Ya" — 0.69" 6CYJ7 


aed &@ 


Instrument with Set Screw, Blind Tap 


" a " « Innovative 
W- 


Oo 
ol 
oo 





0.50" 1 Yq" — 0.63" 6CYJ9 

Soft Touch Universal Ball 1,373" ¥%-16 0.75" 4.95" 6CYTS Davies 
Black Polypropylene, TPE Overmold 

+ ans 0.625" YA" — 0.42" 6CYJ8 

u 6 j ¥% j u 
os Innovative * Locking. ¢ Short Hub. 
Yq". Vp Components 

1.875" W410 i =. 475" 3GDH4 t+ 


GRAINGER CATALOGS 


Are Digital Too! 


e Choose From Our Library of Catalogs 
e Browse, Download or Share Pages 
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MACHINING 
Calipers 


GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 





Starrett® GENERAB) *Wisrwarp W°""’ sre Mitutoyo 
Dial Calipers 


= Stainless steel construction (except No. 3YWH2 which is reinforced fiberglass) 

Measure |.D., 0.D., depth, and steps. All except No. 2ZUF1 include fitted case. No. 5RCH9 has a natural finish 
and includes a declaration of conformity. Nos. 2ZUF2, 2ZUE3, and 2ZUE7 have a polished finish; No. 2ZUE7 
has a covered rack depth rod. No. 5RCJ1 features a thumbwheel. No. 4CGJ6 has satin chrome finish. 

No. 4LA87 features carbide 0.D./I.D. jaws. No. 4CGK1 has satin chrome finish. No. 5RCG4 has TiN-coated 
wear surfaces. No. 2ZUF1 has long nib jaws. 
















Range per Caliper Mfr. Item 
Caliper Range Revolution Jaw Depth Dial Color Brand Model No. 
Fractional, Ya" Graduations 
0-6" 1.000" 1%" White, Yellow Starrett 1202F-6 2ZUE6 
Decimal, 0.01" Graduations 
0-6" 0.010" 1%" White General 142 3YWR5 
Decimal, 0.001" Graduations 
0-4" 0.100" ilk White Westward — 6XU77 
0.001" 1%" White General 107 3YWT2 
0.010" 1%6" Black Tesa Brown & Sharpe 00589021 49U608 
0.010" 1%6 White Tesa Brown & Sharpe 00589020 49U606 
0.100" 1%" Black Starrett B120A-6 2ZUF2 
0.100" 1¥" Black Tesa Brown & Sharpe 599-579-5 5RCH9 
0.100" 1%" White Starrett 3202-6 2ZUE3 
0.100" 1%" White Starrett 120A-6 2ZUE7 
0.100" 1%" White Tesa Brown & Sharpe 599-579-4 5RCH8 
0.100" 1¥," White Tesa Brown & Sharpe 75.115811 5RCJ1 
0-6" 0.100" 1%" White Westward — 4KU74 
0.100" 1%6 Black Mitutoyo 505-742-56 4CGJ6 
0.100" 1%6' Blue Mitutoyo 505-742-51 1ZRR7 
0.100" 1%6 Red Mitutoyo 505-742-54 4CGJ4 
0.100" 1%6' White Mitutoyo 505 736 4CGJ9 
0.100" 1%6' White Mitutoyo 505-742 CERT 4LA82 * 
0.100" 1%6' White Mitutoyo 505-742 4LA83 
0.100" 1%6' White Mitutoyo 505-738 4LA87 
0.200" 1%6' White Mitutoyo 505-744 4CGK1 
0.200" 1%6' White Mitutoyo 505-740 4LA89 
0.010" 13810" White Tesa Brown & Sharpe 00589045 49U607 
0.100" 138Y0" White Mitutoyo 505-743 4LA84 
0-8" 0.100" 131/49" White Mitutoyo 505-743CERT 5RCG4 * 
0.100" 131/49" White Westward — 4KU75 
0.100" 1%" White Starrett 3202-8 2ZUE4 
0.200" 131/49" White Mitutoyo 505-741 4LA90 No. 2ZUE4 
oT 2" White Tesa Brown & Sharpe 00589046 49U609 
0.100" a White Starrett 120B-12 2ZUF1 
0.100" 2" White Mitutoyo 505-746 CERT 4LA85 * 
0.100" 2" White Mitutoyo 505-746 4LA86 
0-12" 0.100" 2" White Starrett 3202-12 2ZUE1 
0.100" 2" White Starrett 1202-12 5UAJ2 
0.100" 2" White Tesa Brown & Sharpe _599-579-12-1 5RCJ0 
0.100" 2/6 White Westward -— 4KU73 
0.200" 2" White Mitutoyo 505-749 1ZRR9 
0-24" 0.100" 338" White Westward — 6XU79 


4" Depth Attachment Base 








For 4", 6", 8'/100mm, 150mm, and 200mm Dial, Vernier, and Digital Calipers Mitutoyo 050083-10 4LA50 
Ravcletian Mf It 
evolution I. em 
Range (mm mm Jaw Depth (in. Dial Brand Model No. No. 4LA81 

Metric, 0.1mm Graduations 

0 to 150 10 1.50 White General 144MM 3YWH2 

Metric, 0.02mm Graduations 

0 to 150 2.0 1.50 Yellow Starrett 120AM-150 2ZUE9 
2.0 1,57 Yellow Mitutoyo 505-730 4LA81 

0 to 200 2.0 1.97 Yellow Mitutoyo 505-731 16X242 

0 to 300 2.0 2.52 Yellow Mitutoyo 505-745 16X243 





* Includes long form Certificate of Calibration. 


(Gexera®) Mitutoyo *wesrwarp Starrett® 
Vernier Calipers 


Hardened stainless steel calipers provide 4-way measurements for outside, inside, depth, and step. 
Fitted case included. 











Graduations Graduations Jaw Mfr. Item 
Range (in. Range (mm in. mm Depth (in. Brand Model No. 
Vernier Caliper 
ae 0 to 102 Vg { 0.75 General 729MM 3YWR2 no eagewre 
— Ye and 32 — lives General 729 3YWP8 
0 to 150 0.001 0.02 1.58 Mitutoyo 530-312 4LA93 
Oto6 0 to 150 0.001 0.02 1.76 Westward — 4KU77 
0 to 150 0.002 0.02 1.50 Starrett 125MEA-6/150 2ZUF4 
— 32nds/64ths — 1% Starrett 1025-6 5UAU5 
0to8 0 to 200 0.002 0.02 1.50 Starrett 125MEA-8/200 2ZUF5 
0 to 12 0 to 300 0.001 0.02 2.18 Westward —- 4KU76 
0 to 300 0.002 0.02 1.50 Starrett 125MEA-1 2/300 2ZUF3 
0 to 48 — 0.001 — 3 Starrett 1232-48 4CEP2 
Vernier Caliper w/Lock Screw 
0to6 — 0.001/1/128 — 1.57 Mitutoyo 530-105 4CGN6 
Oto 8 0 to 200 0.001 0.02 2 Mitutoyo 530-118 4CGN7 
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(GENERA) Mitutoyo *“Wwisrwarp eown shore 
Electronic Digital Calipers Storrett® PGE 


= LCD 
= SPC cables sold separately, see page 2328 








i, Feature zero set, On/Off, and inch/mm control buttons. On Brown & Sharpe models, TWIN-CAL 
mi. = Calipers include built-in TWIN wireless connectivity. Include durable stainless steel frame, auto 
AW a shut-off, and instant inch/metric conversion. Nos. 1XHP6 and 2YNJ9 display decimal inches, 

SeeaRad fractions, and metric. Nos. 4CGL9 does not include case or pouch. 
Jaw IP SPC Mfr. Item 
Caliper Range Depth Accuracy Rating Output Brand Model No. 


Carbon Fiber, 0.0005"/0.01mm 

























0-24"/0-600mm 3 15/6" +0.002'/0.05mm ‘66 Yes Mitutoyo 552-313-10 4CGN2 
0-18'/0-450mm +0.002'/0.05mm 66 Yes Mitutoyo 552-312-10 4CGN1 
Coie te 1%6 ~=+0.004'0.10mm 3 — No General 1433 6TFF9 
arbon Fiber, 0.0005"/0.01mm/1/64" 
0-6'/0-153mm a +0.008'/0.2mm 04 No General Tools 146 54GX49 
Plastic, 0.0005"/0.01mm 
Stans Sa 1%" +0.008'/0.16mm 54 No Westward — 2YNC6 
tainless Steel, 0.0005"/0.01mm 
0-80°/0-2000mm +0.005'/0.20mm = — Yes Mitutoyo 552-316-10 4CGN5 
Sania” og,» _+0.004'/0.10mm 66 Yes Mitutoyo 552-315-10 4CGN4 
® TIT CF, re Seorer 0-6070-1500mm 9%62' ~.0.004'70.10mm 66 Yes Mitutoyo 552-315-10CERT 36/731 
: — +0.002'/0.05mm _—‘66 Yes Mitutoyo 552-314-10 4CGN3 
0-40'/0-1000mm 5%" +0.003'/0.08mm — No Mitutoyo 500-507-10 417260 
No. 6PCN2 3°%64" ~=+0.003'/0.08mm + — No Mitutoyo 500-507-10 w/cert 411265 
4" +0.0005'/0.0imm = — Yes Westward — 4KY19 
2335/4" +0.002'/0.05mm = — No Mitutoyo 500-506-10 1ZRR5 
0-24'/0-600mm +0.002'0.05mm = — No Mitutoyo 500-506-10CERT 1ZRR6 * 
4" +0.002'/0.05mm = — No Starrett 799AZ-24/600 2ZUG3 
31%6 = +0.002'/0.05mm — Yes Mitutoyo 550-225-10 4CGK6 
aang. 35,» _+0.002'/0.05mm = — No Westward = 29AD39 
0-1870-450mm —3*%4" ~.002"0.05mm — No Mitutoyo 500-505-10  4CGK5 
WA 0.001/0.025mm — 40 Yes lesa Brown & Sharpe 00590095 49U602 
0.001/0.025mm 67 Yes Tesa Brown & Sharpe 00590305 38P085 
21342" +0.001'/0.02mm 40 No Westward — 2ZA61 
+0.001'/0.03mm = 67 No Starrett 798A-12/300  6PCN4 
+0.001'/0.03mm =‘ 67 Yes Starrett 798B-12/300 5UAU1 
+0.001'/0.03mm =‘ 67 Yes Starrett 798B-12/300 W/SLC 5UAU2 * 
+0.0015'/0.03mm 67 No Mitutoyo 500-754-20CERT 36J724 
0-12"/0-300mm 2%" +0.0015'/0.03mm =‘ 67 No Mitutoyo 500- 754-20 4CGL6 
+0.0015'/0.03mm 67 Yes Mitutoyo 500-764-20 W/CERT 41T269 
No. 1ZRR3 +0.0015'/0.03mm 67 Yes Mitutoyo 500-764-20 36J720 
+0.0015'/0.03mm — No Mitutoyo 500-193-30 5JK61 
+0.0015'/0.03mm — No Mitutoyo 500-193-30 W/CERT 5JK62 * 
22%64" +0.0015/0.03mm — Yes Westward — 29AD40 
+0.0015'/0.03mm — Yes Mitutoyo 500-173-30 5C671 
22" +0.0015'/0.03mm = — Yes Mitutoyo 500-173-30 W/CERT 5JK60 * 
+0.0015'/0.04mm — No Starrett EC799A-12/300 2ZUF9 
1%"  0.001/0.025mm 67 Yes Tesa Brown & Sharpe 00590304 38P084 
+0.001°/0.025mm 6/7 No Mitutoyo 500-753-20 2VRA8 
+0.001°/0.025mm 67 No Mitutoyo 500-753-20CERT 5RCG2 * 
+0.001°/0.025mm_ 67 Yes Mitutoyo 500-763-20 4CGL8 
138%2" +0.001'/0.025mm — Mitutoyo 500-197-30CERT 1ZRR4 * 
0-8"/0-200mm +0.001°/0.025mm = — No Mitutoyo 500-197-30 1ZRR3 
+0.001°/0.025mm — Yes Mitutoyo 500-172-30CERT 1ARG2 * 
+0.001°/0.025mm = — Yes Mitutoyo 900-172-30 5C670 
174 +0.001'/0.03mm = 67 No Starrett 798A-8/200 6PCN3 
No. 49U602 +0.001'/0.03mm ‘67 Yes Starrett 798B-8/200 5UAT9 
. 2° ~=+0.0015'/0.02mm 40 No Westward — 2YNC7 
13%2" +0.0015'/0.03mm = — No Westward — 29AD37 
1%6' 0.001/0.025mm 40 Yes Tesa Brown & Sharpe 00590092 49U599 
1%" ~—0.001/0.025mm 67 Yes Tesa Brown & Sharpe 00590302 38P082 
1%;¢! +0.001'/0.02mm 40 No Westward — 2ZA59 
+0.001'/0.02mm 54 No Westward — 2ZA60 
417" +0.001°/0.02mm = — No Westward = 1AAU4 
+0.001'/0.02mm — No Starrett EC799A-6/150 2ZUG1 
+0.001°/0.025mm 67 No Mitutoyo 500-752-20 2VNH6 
+0.001°/0.025mm_ =67 No Mitutoyo 500-752-20CERT 36J723 
+0.001°/0.025mm 67 No Mitutoyo 500-784 4CGL2 
| +0.001°/0.025mm 67 Yes Mitutoyo 500-762-20 4CGL7 
0-6°/0-150mm +0.001°/0.025mm 67 Yes Mitutoyo 500-762-20 W/CERT 36J727 
>) 196" +0.001°/0.025mm = — No Mitutoyo 500-160-30 4CGK3 
No. 2ZA61 +0.001°/0.025mm = — No Mitutoyo 900-196-30 0067/2 
ey +0.001°/0.025mm = — No Mitutoyo 500-171-30CERT 5JK59 * 
+0.001'/0.025mm = — No Mitutoyo 500-196-30CERT 5JK63 * 
+0.001'/0.025mm = — No Mitutoyo 500-474 5JK64 
+0.001'/0.025mm = — No Mitutoyo 500-474CERT  5JK65 * 
+0.001'/0.025mm = — Yes Mitutoyo 500-171-30 5C668 
+0.001'/0.03mm = 67 No Starrett 798A-6/150 6PCN2 
1%" ~+0.001'/0.03mm ~=—s 67 Yes Starrett 798B-6/150 5UAT7 
+0.001'/0.03mm =‘ 67 Yes Starrett 798B-6/150 W/SLC 5UAT8 * 
138% 4" +0.0015'/0.03mm 54 No Baileigh Industrial B-MEASUREDC 36HZ56 
+0.001°/0.025mm = — No Mitutoyo 500-195-30 1ARG3 
0-4'/0-100mm = 1%6' +0.001'/0.025mm — No Mitutoyo 500-195-30CERT 1ARG4 * 
Taint Sen Stainless Steel, 0.00050. 01mm/i6e"— HSE ——— 
0-12'/0-305mm 4 24/49" +0.001'/0.02mm — No General 14712 8MYVO 
No. 1XHPG 0-8'/0-200mm +0.001'/0.02mm — No General 1478 8MYU9 
13%4" +0.001'/0.02mm 54 Yes Westward — 2YNJ9 
0-6'/0-150mm 156! +0.001'/0.03mm = — No General 147 1XHP6 
Stainieas Stas(--00T70 sr aaEaIn — No Westward _— 29AD36 
tainless Steel, 0.001"/0.10mm 
Secs Sa 1%6' ~=+0.005'/0.20mm 3 — No Mitutoyo 700-123-10 4CGL9 
tainless Steel, 0.01°/0.10mm 
0-200mm 1330" +0.20mm 67 Yes Mitutoyo 500-152-30 33RK78 
* Includes Long Form Certificate of Calibration. 
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GRAINGER CHOICE* MACHINING 
Find the Ww. Find Solutions. Find Great Prices. Micrometers 





Mitutoyo Starrett? “Wismwarp Hoorn’ shore 
Outside Micrometers No. 2NXD3 No. 22TX4 


Electronic—|P65 units are resistant to jet-directed and hose-directed fluids. 
| = - ee, | 
ee all ‘ ~ 








IP67 units provide protection against immersion. 
= Zero set 

= LCD 

= In/mm selectable 


Mechanical Digital—All units over 1" include a standard to verify instrument 








setting. 
= Spindle lock 
No. 1ARD9 No. 2YNA1 
Vernier—Ratchet stop or friction thimble for exact, repetitive readings. Include 
a standard bar except for 0" to 1" and 0 to 25mm models. 
SPC Mfr. Item SPC Mfr. Item 
Range Thimble Output* Brand Model No. Range Thimble Output* Brand Model No. 
Electronic 0.00005"/0.001mm Resolution Mechanical 0.001" Resolution 
Friction No Mitutoyo 293-832-30 1ARD7 1 to 2" Ratchet No Starrett T2XRL 6NAYO 
0 to 1°/0 to 25mm Ratchet No Mitutoyo  293-831-30 1ARD6 Interchangeable Anvil 
Friction No Starrett 3732XFL-1 5UAR8 0 to 1" Ratchet No Starrett 220XRL-1 5TZY2 
1 to 2'°/25.4 to 50.8mm Friction No Starrett 3/32XFL-2 5UAR9 2 to 6" Ratchet No Starrett 224ARLZ 5TZX9 
2 to 3'/50 to 75mm Friction No Starrett 3/32XFL-3 5UATO Sheet Metal 
3 to 4'/75 to 100mm Friction No Starrett 3732XFL-4 5UAT1 0 to 1" Ratchet No Starrett 222AXR-1 5TZY5 
Blade Anvil Mechanical 0.001mm Resolution 
0 to 1'/0 to 20mm Ratchet Yes Mitutoyo 342-371-30 4CGG9 0 to 1'/0 to 25mm Ratchet No Starrett V230MXRL 6NAW7 
0 to 1/0 to 25mm Ratchet Yes Mitutoyo 422-360-30 6NPZ7 Mechanical Digital " Resolution 
Ratchet Yes Mitutoyo 422-330-30 6NPZ5 0 to 1" Ratchet No Westward = 4KU87 
1 to 2'/25 to 50mm Ratchet Yes Mitutoyo  422-331-30 6NPZ6 Mechanical Digital 0.0001" Resolution 
Deep Throat Oto 1" Friction No Mitutoyo 193-211 5C690 
0 to 1'/0 to 25mm Ratchet Yes Mitutoyo 389-351-30 6NPZ1 Ratchet — Starrett T216XRL-1 2ZTY7 
Digimatic Quickmike 1 to 2" Friction No Mitutoyo 193-212 5C691 
0 to 1°/0 to 30mm Ratchet Yes Mitutoyo 293-676-20 4CGG4 Ratchet No Westward — 4KU88 
Disk Anvil Spherical Anvil 
, Friction Yes Starrett 756FL-1 51ZZ6 i Ratchet No Mitutoyo 295-253 1ARD9 
ee eon Ratchet Yes Mitutoyo _323-350-30  4CGG6 ol Ratchet No Mitutoyo 295-153 1ARD8 
Flat Anvil Mechanical Digital 0.001mm Resolution 
2 to 3'/50 to 75mm Friction Yes Starrett 733XFLZ-3 5TZX4 0 to 25mm Ratchet No Mitutoyo 193-111 6NPZ8 
Interchangeable Anvil 
0 to 4'/0 to 101mm Friction Yes Starrett 714AAFLZ 5TZYO Mfr. Item 
2 to 6'/51 to 152mm Friction Yes Starrett 714AFLZ 51ZY1 Range (in./mm) Thimble Brand Model No. 
IP65 Vernier 0.01mm Resolution 
Friction No Mitutoyo _293-348-30 4LA76 0 to 25mm Ratchet Mitutoyo 103-137 5C678 
Friction Yes Mitutoyo  293-335-30  4LA73 Vernier 0.001" Resolution a wesinard oyNAA 
993-340- atche estwar — 
Ratchet NP Mitutoyo gocent LAVA OT 0 to 1" Ratchet Starrett 436.1XRL-1__2ZTZ6 
Ratchet No Mitutoyo 293-340-30 4LA75 Ratchet Mitutoyo j aeTtEr 5 ae 
0 to 1°/0 to 25mm ; 293-344- , Ratchet Starrett - 
Ratchet ie Mitutoyo “gocenT —s ARDS Tf rie Ratchet Mitutoyo 103-178 5C681 
Ratchet No Mitutoyo  293-344-30 1ARB6 2 to 3" Ratchet Mitutoyo 103-179 50682 
; 293-330- 3 to 4" Ratchet Mitutoyo 103-180 4CGC7 
Ratchet Yes Mitutoyo 30CERT 1ARB5= fT Blade Anvil 
Ratchet Yes Mitutoyo _293-330-30 4LA70 Digs Plain Starrett 486P-3 51ZZ1 
Ratchet No Mitutoyo 293-345-30 1ARD5 3 to 4" Plain Starrett 486P-4 51222 
4 to 2"/25 to 50mm Friction Yes Mitutoyo 293-336-30 4CGF8 4 to 5" Plain Starrett 486P-5 51223 
Ratchet No Mitutoyo —_293-341-30 6NPY6 5 to 6" Plain Starrett 486P-6 5TZZ4 
Ratchet Yes Mitutoyo 293-331-30 4LA71 Disk Anvil 
Ratchet No Mitutoyo _293-346-30 — 4CGF9 0 to 1" Ratchet Mitutoyo 223-125 4CGF5 
2 to 3'/50 to 75mm Ratchet No Mitutoyo _293-342-30 6NPY7 Steel Point 
Ratchet Yes Mitutoyo _293-332-30 _ 4LA72 0 to 1" Ratchet Mitutoyo 112-225 4CGD8 
3 to 4/75 to 100mm Ratchet No Mitutoyo —_293-347-30 4CGG1 Tube 
Ratchet Yes Mitutoyo  293-333-30 4CGF7 0 to 1" Plain Starrett 569AXP 27122 
4 to 5/100 to 125mm Ratchet Yes Mitutoyo 293-350-30 6NPY8 Vernier 0.0001" Resolution 
5 to 6'/125 to 150mm Ratchet Yes Mitutoyo 293-351-30 6NPY9 Friction Westward — 4KU90 
IP65, Spherical Anvil Friction Starrett T436.1XFL-1 2Z1Z7 
0 to 1'/0 to 25mm Ratchet Yes Mitutoyo  395-371-30 4CGG5 0 to 1" Friction Mitutoyo 103-135 5C677 
IP65 QuantuMike Ratchet Starrett T230XRL 2Z1X8 
0 to 1/0 to 25mm Ratchet No Mitutoyo 293-185-30 2NXD5 Ratchet Mitutoyo 103-260 5C688 
Ratchet Yes Mitutoyo _293-180-30 2NXD3 1 to 2" Ratchet Mitutoyo 103-262 5C689 
1 to 2'/25 to 50mm Ratchet No Mitutoyo 293-186-30 2NXD6 9 03! Friction Starrett T436.1XFL-3 2ZUA2 
IP67 Ratchet Mitutoyo 103-217 5C683 
Friction No Starrett 796.1XFL-1 2ZTX2_ tf 3 to 4" Ratchet Mitutoyo 103-218 50684 
0 to 1'/0 to 25mm Ratchet No Starrett 796.1XRL-1 2ZTX6 Tt 4to 5" Ratchet Mitutoyo 103-219 50685 
Ratchet Yes Starrett 795.1XRL-1 2ZTX4_ tT 5 to 6' Ratchet Mitutoyo 103-220 50686 
Micrometer Heads 6 to 7' Ratchet Mitutoyo 103-221 4CGC8 
0 to 1'/0 to 25mm Ratchet Yes Mitutoyo 350-351-30 4CGH8 Blade Spindle 
Non-Rotating Spindle Oto 1" Ratchet Mitutoyo 122-125 4CGE6 
0 to 1°/0 to 25mm Ratchet Yes Mitutoyo 406-350-30 6NPZ4 D Ratchet Mitutoyo 122-151 A4CGE7 
Screw Thread Spherical Anvil 
0 to 1°/0 to 25mm Friction Yes Starrett 760FL SUAA1 0 to 1" Ratchet Mitutoyo 115-153 4CGE2 
Sheet Metal Uni-Mike 
0 to 1°/0 to 25mm Friction Yes Starrett 764BXFL STZY7 0 to 1" Friction Mitutoyo 117-107 A4CGE5 
Spherical Face t Certificate of Calibration. * SPC output cables sold on page 2328. 
0 to 1'/0 to 25mm Ratchet Yes Mitutoyo 395-351-30 6NPZ2 
Tube 
, Friction Yes Starrett 769AXFL 6NAZO 
che te te comin Ratchet Yes Mitutoyo _395-364-30 _GNPZ3 
Uni-Mike 
0 to 1°/0 to 25mm Friction Yes Mitutoyo  317-351-30 6NPZO 
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Electronic Rod, 
No. 4LA77 No. 5UAC2 
Vernier Soild Rod, 
No. 5UAV2 No. 2ZUC4 





*wisrwaro Mitutoyo Starrett® 
Outside Micrometer Sets ss 


Electronic IP65—Include standards and spanner wrench. Positive locking 


clamp. SPC output. = . 
Vernier—Include standards, spanner wrench, and case. Starrett Mitutoyo 
Mtr item Inside Micrometers 





Range Thimble Brand Model No. . . 
Electronic IP65, 0.00005°70.001mm Resolution Use these micrometers for measuring taper, out of round, bell mouth, and barrel. 
ae ah to en pate eve eer an rte Positive-locking nut. Coiled, spring-pressure, contact-type rods are marked with 
to 4"/0 to 101mm atchet itutoyo -961- 4 : ; 
Vernier, 0.0001" Resolution appropriate lengths. Include adjustment wrenches and storage case. 
Friction/Ratchet — Mitutoyo 103-922 5C673 ovemeni Measuring soni site jai 
i Friction/Ratchet © Westward — 4KU86 : . ; 
Oto3 Friction Starrett  ST436.1AXFLZ  2ZUAG gan nea , sore Rods Gauges _Anvil_ Brand _Model__ No. 
Ratchet Starrett  S1436.1AXRLZ  5UAV2 me : 
0 to 6" Friction/Ratchet Mitutoyo 103-907-40  1MDW5 ato 2 i 5 5 eve otarrett aR aac 
0 to 12" Friction/Ratchet Mitutoyo 103-908-40 4CGD4 Solid Rod. 0.001" Resolution 
ace a sai" Resalut Ratchet Mitutoyo 103-909 4CGD5 dase 7A 3 1 Flat Mitutoyo 141-208  4LA57 
inten 8.001" Reso ution sacha sfiaits 2108 7 6 ; Curved Starrett. 124AZ  2ZUC4 
yo 103-929 4CGD1 A 
Oto 4" Ratchet Mitutoyo 103-930 5C674 9 to 12" ’ a 5 1 Flat Mitutoyo 141-233 4LA58 
0 Ratchet Westward __ 2YNC1 Yo 10 1 Curved Starrett 124BZ 2ZUC5 
Friction/Ratchet Westward __ 2YNC2 8 to 32" Yn" 6 1 Flat Starrett 124CZ 5UAAS 
Oto 6" Ratchet Starrett S436.1CXRLZ  2ZUA8 Tubular Rod, 0.001" Resolution 
0 to 12" Ratchet Starrett S436EXRLZ  SUAA4 1A to 8 a 5 — __ Curved __Starrett_ 823AZ_ _2ZUC6 
6 to 12" Ratchet Starrett S436DXRLZ _5UAA5 1% to 12° ye 8 = Curved _Starrett___823BZ_ _—2ZUC7 
12 to 24" Ratchet Starrett S436FXRLZ  5UAAG a gle ie g 5 curved vauteye 1 a SUA 
0 a arre 
Dlesehintinn Brand ue a A to 32" t 8 1 Curved Starrett 823DZ _ SUACO 
Micrometer Stands 4 to 40" li 10 — Curved Mitutoyo 139-202 4CGT7 
For Use with Micrometers up to 4" Mitutoyo 156-101-10 4CGH2 1" 10 = Curved _ Starrett. 823EZ  2ZUC8 
For Use with 1" Outside Micrometers Starrett 3206 5UAA3 6 to 78" 2" 6 1 Curved Starrett 128AZ 5UAAT 
Aautowe 7 n 
SPC Wireless System, Connecting 


Uva e 


Cables and Interface Adapter 

For interfacing wireless digital measuring tools to a PC. No. 4CGX4 Mini Processor can print measurement 
data from digimatic gages or perform statistical analysis, has RS-232C output and GO/NG judgment output. 
U-Wave wireless system requires no transmission cables. SPC Cable No. 1ARA4 is 6-pin. 








Receiver L Mfr. Item 
No. 5RCE8 Description (in.) For Use With Model No. 
U-Wave Wireless System 
Receiver ey U-Wave Wireless System for SPC Data Transfer 02AZD810D 5RCE8 
‘a, Transmitter 1% U-Wave Wireless System for SPC Data Transfer 02AZD/30G 5SRCE9 
fo, Connecting Cable A 6 No. 5RCE9 02AZD/90A 5RCFO 
Connecting Cable B 6 No. 5RCE9 02AZD/90B 5RCF1 
Connecting Cable C 6 Mfr. No. 02AZD730D 02AZD/90C 5RCF2 
Adapter and Processor 
SPC Mini Processor Mitutoyo Digimatic Output Tools 264-505A 4CGX4 
Input Tool For RS-232C Computer Port Digimatic Tools 264-007 6NRF/ 
L Mfr. Item 
For Use With (in.) Model No. 
SPC Cables 
Mic Heads 164 Series, Digimatic Holtest 468 Series, Borematic 568 Series 80 965013 1ARA4 
Digimatic Indicator 543 IDF Series 40 936937  1ZRN9 
; aoeaaee: ar ; 40 905338  1ZRN7 
Height Gage 570 Series, Digimatic Indicator 543 and 575 Series, Digimatic Scale Unit 572 Series 30 905409 1ZRN8 
SPC Cables w/Data Out Switch 
IP66/67 Calipers 40 05CZA624 1ARA6 
SPC Mini Processor IP65 Micrometers 40__05CZA662_1ARA8 


80 05CZA663 1ARA9 


No. 4CGX4 
= Digimatic Indicator 543 and 575 Series, Digimatic Scale Unit 572 Series, Digimatic Absolute Calipers 80 959150 1ARA3 
Height Gage 570 Series, Digimatic Indicator 543 and 575 Series, 40 959149 4ARA2 
Digimatic Scale Unit 572 Series, Digimatic Absolute Calipers 
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MACHINING 
Micrometers & Parallels 





Depth Micrometer, 


Depth Micrometers and Gages 


Vernier 
No. 5C724 








—— 





Depth Micrometer, Digital 
No. 4KY22 


Starrett® Mitutoyo * WesrwarD’ 


DEPTH MICROMETERS 


Vernier—Ratchet thimble. Westward 
units have locking clamps. Starrett 
units include spanner. All include case. 


Dial—Analog dial features rotating 
bezel and easy-to-read graduations. 
Has spring-loaded thimble. 


Digital—Automatic shutoff and ratchet 


thimble. No. 4GPY7 has push-button 
controls with zero set and data hold 
functions. No. 4KY22 is fluid resistant. 


Depth 


Range 
Micrometers 


Vernier 


0to3 


0 to 4 


0 to6 


0 to 9 


0 to 12" 
Vernier w/Half Base 


O0to3 
0 to 6 


Vernier, Nonrotating 


O0to3 
0 to 6 
Dial 

0 to2 


2" 


Digital 


0 to 6 


Digital w/SPC Output 


0 to 6 
0to6 
0 to 1 
0 to 1 
Depth 


"/0 to 150mm 


i to 150mm 


2/0 to 300mm 
Gages 


Vernier 


Digital 


0to6 


'/0 to 150mm 


Electronic 


0 to 6 


Otos 
Electronic w/SPC Output 
0 to 6" 


0 to 8 
0 to 8 


0 to 12 


0 to 1 


10 to 150mm 


10 to 200mm 
2/0 to 300mm 


0 to 24'/0 to 600mm 


Resolution 
(in./mm) 


0.001 
0.001/0.01 
0.001/0.01 
0.001/0.01 

0.001 

0.001 
0.001/0.01 

0.001 

0.001 


0.001 
0.001/0.01 
0.001 
0.001 


0.001 
0.001 


0.001 
0.00005/0.001 


0.00005/0.001 
0.0001/0.001 
0.00005/0.001 
0.0001/0.001 


0.02 


0.0005 
0.001 
0.001/0.05 
0.001/0.05 


0.0005/0.01 


0.00005/0.001 
0.0005/0.01 


0.0005/0.01 
0.00005/0.001 
0.0005/0.01 
0.0005/0.01 
0.0005/0.01 
0.0005/0.01 
0.0005/0.01 
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Base Measuring 


Length 


2" 
DV" 
3" 
DV" 
4" 
DV" 
2" 
3" 


4" 
4" 
2V2' 


4" 
4" 
4" 
4" 


22" 
22" 
100mm 
100mm 


2" 


254" 
22. 


g00: 
22" 
3.93" 
274" 
3.93" 
274" 
4" 








[ 


DEPTH GAGES 


Dial—Analog dial features rotating 
bezel and easy-to-read graduations. 


Digital—No. 2YNK3 features English/ 


Metric/Fractions. 


No. 5UAH1 


Depth Micrometer, 
Vernier w/Half Base 


Depth Gage, Dial 
No. 2ZUH1 


Electronic—Include fitted case and 


battery. 


No. of 
Rods 


aa a) DOI BD DBD Dw [Mew |Yoqnaqnaq.» sw 


on 


pp] 


aes ss 


Brand 


Starrett 
Starrett 
Starrett 
Mitutoyo 
Mitutoyo 
Mitutoyo 
Starrett 
Starrett 
Mitutoyo 
Starrett 
Starrett 
Starrett 
Mitutoyo 


Starrett 
Starrett 


Starrett 
Starrett 


Westward 
Westward 


Mitutoyo 
Starrett 
Mitutoyo 
Starrett 


Mitutoyo 


Starrett 
Starrett 
Mitutoyo 
Mitutoyo 


Westward 


Starrett 
Mitutoyo 


Mitutoyo 
Mitutoyo 
Mitutoyo 
Starrett 
Mitutoyo 
Starrett 
Starrett 


Mfr. 
Model 


440Z-3RL 
440Z-3L 
445AZ-3RL 
129-127 
129-131 
129-128 
440Z-6RL 
446AZ-6RL 
129-132 
445BZ-6RL 
440Z-9RL 
445BZ-9RL 
129-150 


443Z-3RL 
443Z-6RL 


449AZ-3R 
449BZ-6R 


329-350-30 
749BZ-6RL 
329-39 1-30 
749BZ-12RL 


92/-103 


643JZ 

644JZ 
92/-311-90 
92/-313-90 


3/93A-6/190 
047-2178 


9/1-211-30 
947-2975 
Jf 1-212-30 
3/93A-8/200 
Df 12213910 
3/93A-12/300 
9004BZ-24/600 


Item 
No. 


2ZUC9 
6NAX9 
2ZUD2 
90/22 
4CGH3 
90/23 
2ZUD1 
2ZUD4 
90/24 
2ZUD3 
JUAV4 
JUAGY 
4CGH4 


QUAH1 
QUAH2 


QUAHS 
JUAH4 


AKY23 
AKY22 


A4GPY7/ 
JUAG/ 
4CGH/ 
JUAGS 


16X248 


2ZUH1 
2ZUH2 
ACGV5 
4CGV6 


2YNK3 


2ZUH3 
4CGV/ 


ACGV8 
6NRDO 
4CGV9 
JUAG2 
4CGW1 
JUAG3 
JUAGE 


92 4 Tae eee 3 ee 1 alee 
- = 0 o ane ; =] = ne 
~— Fit, - ae li 
Standard w/Depth Gage Snub Nose 


Starrett® 
Can Seam Micrometers 


= Resolution: 0.001" — Friction thimble and rounded anvil. Include soft case. 






Mfr. Item 
Description Range Model No. 
Standard 0 to 0.375" 208Z 4CEP8 
Standard w/Depth Gage 0 to 0.375" Micrometer/0.200" Depth 208DZ 4CEP7 
Snub Nose 010.0.375" 207Z 4CEP6 
Parallel Set Adjustable 
No. 35MG52 Jack Screw 
No. 19F410 





INC 


Parallel Sets and Jack Screws 


Parallel Sets—Parallel sets are precision ground and hardened from 
HTC 50° to HRC 55°. 


Jack Screws—Use for positioning and moving with drill presses, milling 
machines, grinders, and CNC machines. 





No. of Item H Item 
Pieces Size Includes No. Description (in.) Dia. No. 
Parallel Sets § Box Jack Screws 
torage Box, 
318" X.945%, (2) 255103151490 19FAit 
8 8" A72"X 1.417", A 35MG54 Adjustable-477 505639. 00819F412 
puede let eG 4.92 109.45 2.126 19F413 
ce a 2.55 t0 3.34 14%" 35MGBO 
Storage Box, (2) is 
335" x 551", (2) Magnetic 3.3410 4.33 14%4" 35MG60 
335" x .630", A 4.33106.49 1°52" 35MG61 
ike 
5" X .945', 
18 64335" x 1.1814, (2) S5MGS3 
335" x 1.260", (2 
335" x 1.417", (2 
335" x 1.575", (2) 
ooo X 1fo2: 
18 4", 6' Storage box 39MG52 
a Hi i at Solid 
ie ai No. 5TZU3 








Adjustable 
No. 2ZUY1 





Starrett® Mitutoyo me~"'*e 
Adjustable and Solid Parallels 


Allow operator to measure slot widths. 


Measuring No. of L W Parallelism Mfr. Item 
Range (in.) Pairs (in.) (in.) (in.) Brand Model No. 
Adjustable 
¥e to 1%6 4 1%4to3%6 %6e +0.001 Starrett S$1545Z 4CEP5 
% to 21) 6 1%to4% %6  +0.001 Mitutoyo 985-131  1ARY8 
6 1%4to5VY6 %2  +0.0001 Starrett S154LZ 2ZUY1 
M6to1%4 14 46 Ye _ +0.001 Starrett 154E 4CEP3 
s 0 24 1 “6 Ye _ +0.001 Starrett 154F 4CEP4 
oli 
% to 1% 10 6 Ye __ +0.0002 _Tesa Brown & Sharpe 599-921-10 5TZU3 


MACHINING 
Height Gages & Machinist Kits 








No. 2ZUG8 


No. 2YND4 





TECHNOLOGY 


TESA 


eB brown & sharpe 


Scan. Order. Done. 
Details on page A1. 


Starrett® *Wwisnward’ Mitutoyo 
Electronic and Dial Height Gages 


Electronic Digital—Functions include inch/metric 
conversion, automatic On/Off, zero set, and hold. Include 

scriber. All have SPC output except No. 2ZUG7. SPC cables 
sold separately, see page 2328. 


Mfr. Item 
Construc. Range Accuracy Display Res. Brand Model No. 
Electronic Digital Counter Type 
Aluminum, Steel 0 to 24/0 to 600mm +(2.442.1L/600)Micrometer L LCD POOH: SeGtI Mitutoyo 64PKA130B 35GU96 
Glass Scale 0" to 6.3"/ 0 to 160mm 0.00005" Control Pane eee nat OOOT, esa Brown & Sharpe 00730049 20HX84 
0 to 12'/0 to 300mm +0.0015" LCD 0.0005'/0.01mm Starrett 3754-12/300 2ZUG8 
palvene@olallleve vied 0 to 6°70 to 150mm £0.01" LCD 0.0005°70.01mm Starrett 3751AZ-6/150 _ 2ZUG7 
0 to 14'/0 to 365mm +(2+2 x L/1000)MicrometerL —_‘ Touch Screen 0.1/0.001/0.0001mm Tesa Brown & Sharpe 00730073  462H43 
Spheroidal Cast Iron 0 to 24'/0 to 615mm +(2+2 x L/1000)MicrometerL —_‘ Touch Screen 0.1/0.001/0.0001mm Tesa Brown & Sharpe 00730074  462H44 
0 to 36°/0 to 920mm +(2+2 x L/1000)Micrometer L_ Touch Screen 0.1/0.001/0.0001mm Tesa Brown & Sharpe 00730075  462H45 
0 to 14°/0 to 365mm +(2+2 x L/1000)Micrometer L__ Touch Screen 0.1/0.001/0.0001mm Tesa Brown & Sharpe 00730076 = S4VL05 
0 to 14'/0 to 365mm +(1.8+2 x L/1000)Micrometer L Touch Screen 0.1/0.001/0.0001mm Tesa Brown & Sharpe 00730079 S54VL08 
Spheroidal Cast 0 to 24'/0 to 615mm +(2+2 x L/1000)MicrometerL ‘Touch Screen 0.1/0.001/0.0001mm Tesa Brown & Sharpe 00730077 54VL06 
lron, Glass Scale 0 to 24'/0 to 615mm +(1.8+2 x L/1000)MicrometerL_ Touch Screen 0.1/0.001/0.0001mm Tesa Brown & Sharpe 00730080 54VL09 
0 to 36'/0 to 920mm +(1.8+2 x L/1000)Micrometer L_ Touch Screen 0.1/0.001/0.0001mm Tesa Brown & Sharpe 00730081 54VL10 
0 to 36°/0 to 920mm +(2+2 x L/1000)MicrometerL Touch Screen 0.1/0.001/0.0001mm Tesa Brown & Sharpe 00730078 54VLO7 
0 to 12'/0 to 300mm +0.001" LCD 0.0005”/0.0i1mm Mitutoyo 192-630-10 33RK45 
0 to 12'/0 to 300mm +0.0015" LCD 0.0005'/0.01mm Westward — 2YND4 
Steel 0 to 12'/0 to 300mm +0.0015" LCD 0.0005'/0.01mm Mitutoyo 570-312 4LA96 
0 to 18'/0 to 450mm +0.002" LCD 0.0005'/0.01mm Westward — 2YND5 
0 to 18'/0 to 450mm +0.002" LCD 0.0005"/0.01mm Mitutoyo 570-313 4LA97 
0 to 24'/0 to 600mm +0.002" LCD 0.0005'/0.01mm Mitutoyo 570-314 4LA98 
Mfr. Item 
Description Features Brand Model No. 
Accessories 
ontrolRaad For Micro-Hite Tesa Brown & Sharpe 00760233 54VL11 
For Micro-Hite +M Tesa Brown & Sharpe 00760234 54VL12 
USB Printer For Micro-Hite Tesa Brown & Sharpe 00760235 54VL13 
Probe Holder For Micro-Hite +M Tesa Brown & Sharpe 00760243 54VL15 
350mm Tesa Brown & Sharpe 00760151 54VL16 
Dust Cover 600mm Tesa Brown & Sharpe 00760152 54VL17 
900mm Tesa Brown & Sharpe 00760153 54VL18 
Stone Cleaner 1L Tesa Brown & Sharpe 00760249 54VL19 
Battery Pack For Micro-Hite, Rechargeable, Interchangeable Tesa Brown & Sharpe 00760244 54VL20 
Fine Adjustment System For Micro-Hite Tesa Brown & Sharpe 00760246 54VL22 
Power Supply For Micro-Hite Tesa Brown & Sharpe 00760251 54VL21 
Height Gage Required Accessory for No. 20HX87 Power Panel Plus M with Built-in Printer for MICRO-HITE Plus M Motorized Height Gages Tesa Brown & Sharpe 00760220  20HX89 
Height Transfer/Squareness Gauge Low-Center-of-Gravity Base Tesa Brown & Sharpe 999-585-1  20HY13 





No. 4LB17 * 
Weistwarp Starrett® Mitutoyo 
Machinist Tool Kits 
= Cases included 
Range per 
No. of Micrometer Micrometer Caliper Caliper Res. Revolution Mfr. Item 
Pieces Description Range (in./mm) Res. (in./mm) Thimble Range (in./mm) (in./mm) (in.) Brand Model No. 
Precision Measuring Tool Kits 
Electronic Depth Micrometer/Poly Caliper 0to6'/0to150mm —_‘(0.0005'/0.01mm Friction Oto6/0to150 0.0005'/0.01mm — Westward = 2YNK4 
D 0 to 1" 0.00005'/0.00imm_ ‘Friction Oto6/0to 150 0.0005'/0.0i1mm — Starrett S766AZ 2ZUN6 
Electronic Micrometer/Caliper 0to1"/0to25mm _  0.00005'/0.001mm__—siFriction Oto6/0to 150 0.0005'/0.0i1mm — Mitutoyo | 64PKA077B_ 1ARY4 
O0to1'/0to 25mm _  0.00005'/0.00i1mm_ Ratchet Oto6/0t0 150 0.0005'/0.01mm — Mitutoyo 64PKA076B 1ZRV5 
0 to 1" 0.0001" Friction 0to 6/0 to 150 0.001" 0.100 Westward = 4KU85 
3 Micrometer/Dial Caliper/Rule 0 to 1" 0.0001" Ratchet 0 to 6/0 to 150 0.001" 0.100 Starrett $909Z 2ZUN7 
0 to 25mm 0.001mm Ratchet Oto 6/0 to 150 0.02mm — Starrett S909MZ_ _5UAN2 
4 Micrometer/Dial Caliper/Depth Micrometer/Rule 0 to 1" 0.0001" Friction Oto 6/0 to 150 0.001" 0.100 Mitutoyo 64PKA070A_ 4LB17 
No. of Mfr. Item 
Pieces Includes Brand Model No. 
Crankshaft Distortion Gage 
7 10 Rods, Sharp Points, Balancing Attachment, Case Starrett 696Z 6NAZ5 
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MACHINING 
Indicators 
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* WesrwarD a brown & sharpe Mitutoyo Starrett® 
Dial Indicators 


= Include lug-on-center back 
= Conform to American Gage Design (AGD) standards 


If tolerances are bilateral, a balanced dial is preferred. If tolerance is unilateral, 









i | 
2-h) Spor 29. 
ald 


Ta = i fc 
7 eS 
_ [T. i 





Balanced Continuous 











ee Reading Reading 
a continuous dial is preferred. Nt No. 22UH4 No. 4CGP5 
Mitutoyo—Stainless steel stem. Glare-free crystal has scratch resistant L 
coating. Nos. 4CGP7, 5C706, 4CGP5, 1ARD3, and 4CGR1 include jeweled 
bearing. No. 1ARD1 features flat back. : ae nigel Dial Range per tem 
: : : ange raduations Dial Size Readin evolution ran 0. 
Starrett—Feature jeweled bearings. Hardened steel neck with knurled bezel. puniIAGae Reading : 
ite di 0t00.200° 0.0010" 1%" 0-100 0.100" Starrett 6NAZ3 * 
All have white dial except Nos. 2ZUJ1 and 2ZUJ2 which have yellow dial. x ato AMG oi 7-100 1000 Westar eXUGa 
Brown & Sharpe—These indicators feature revolution counter, tolerance 0 to 0.125" 0.0010" 1.687" 0-50 0.050" Starratt 6NAWS 
pointers, and ball contact points. 0.0010" 1.570" —_—‘0-100 0.100" Mitutoyo 1ARB1 * 
. . 0to 0.250" 0.0010" 1.570" —_0-100 0.100" Mitutoyo 6NRA4 
Westward—Feature revolution counter hand and adjustable tolerance limit a o. , te at ot 00" _— Starrett. an 
marker. Knurled bezel and hardened stainless steel rack. No. 6XU93 comes Otot — oq957——S.550°7 0-100 {"—Tesa Brown & Sharpe 45JK46 
with 25-Ib. pull magnetic back. AGD 2 
0t00.025" 0.0001" 2.250" _—0-10 0.010" Starrett 2ZUH6 
Dial Range per Item 0 to 0.050" 0.0001" 2.240" 0-10 0.010" Mitutoyo 4CGP7 
Range _Graduations Dial Size Reading Revolution Brand No. 0 to 0.200" 0.0001" 2.200" 0-10 0.010" Starrett 4CER6 
Balanced Reading 0.0010" 1.450" —_—*0-100 0.100" Starrett 6NAY6 
AGD 1 0t0 0.250" 0.0010" 2.250" —_—0-100 0.100" Starrett 5UAU9 
0.0005" 2.250" —_—*0-20-0 0.350" TesaBrown & Sharpe 45JK43 000.500" —0:0001" 2.130" 0-10 0.010" Mitutoyo 50706 
0t0 0.035" 0.0010" 2.250" ——*0-50-0 0.350" TesaBrown & Sharpe 45JK42 0.0010" 2.250" ——~0-100 0.100" Starrett 27UH8 
0.0010" 2.250" —_—*0-20-0 0.350" TesaBrown & Sharpe 45JK44 0.0005" 2.240" 0-50 0.050" Mitutoyo 4CGP6 * 
000.050" —0-0005" 1.688" 0-5-0 0.050" Tesa Brown & Sharpe 45JK36 0.0010" 2.250" —_—0-100 0.100" Mitutoyo 2HB36 * 
0.0010" 1.688" —*0-5-0 0.050" TesaBrown & Sharpe 45JK34 0.0010" 2.240" ——*0-100 0.100" Mitutoyo 4CGP5 
0t00.140" 0.0010" 1.500" —*0-25-0 0.140" Tesa Brown & Sharpe 45JK49 0101" 0.0010" 2.240" ——*0-100 0.100" Mitutoyo 5RCG1 
0to0.200" 0.0005" 2.250" —0-5-0 0.200" Tesa Brown & Sharpe 45JK37 0.0010" 2.250" _—0-100 0.100" Starrett 2Z2UH9 
0.0005" —*1.688" —_—0-50-0 0.250" TesaBrown& Sharpe 45JK41 0.0010" 2.250" _—*0-50-0 0.100" Starrett 4CER3 
0.0005" —-1.688" —*0-25-0 0.250"  TesaBrown & Sharpe 45JK38 0.0010" 2.240" —_—*100-0 0.100" Mitutoyo 4CGP8 * 
000.250" 0.0010" 1.688" 0-50-0 0.250"  TesaBrown & Sharpe 45JK40 0 to 2" 0.0010" 2.190" ‘0-100 0.100" Mitutoyo 1ARD3 
0.0010" 1.570" _(0-50-0 0.100" Mitutoyo 6NRA5 * 0.0010" 2.250" —0-100 0.100" Starrett 4CER1 
0.0010" 1.687" —_—‘0-50-0 0.100" Starrett 27UH4 0 to 3" 0.0010" 2.250" —0-100 0.100" Starrett 4CER2 
0.0010" 1.688" —_(0-20-0 0.250" TesaBrown & Sharpe 45JK39 0 to 4" 0.0010" 2.250" ——0-100 0.100" Starrett 4CER4 
AGD 2 0.0imm 57mm 0-100 imm Mitutoyo 16X231 
0t00.025" 0.0001" 2.240" 0-5-0 0.010' Mitutoyo 6NRA7 0t010mm —00imm 57mm 0-100 {mm Mitutoyo 1ARB9 * 
Oto 0.050" —_—0.0001" 2.240" 0-5-0 0.010 Mitutoyo 6NRAQ 0.01mm o/mm 0-100 Imm Mitutoyo 6NRC5 * 
0to0.16mm 0.00imm 2.240" 80-0-80 _0.16mm Mitutoyo 6NRC2 0.0imm 2.250" (0-100 {mm Starrett 22UJ1 
0t00.200" 0.0001" 2.250" ~—0-5-0 0.010" Starrett 4CER5 Oto 20mm —0:0imm 57mm 0-100 {mm Mitutoyo 16X233 
0t00.250° 0.0010" 2.250" —_0-50-0 0.100" Starrett 4CEP9 0.0imm 57mm 0-100 {mm Mitutoyo 1ARD1 * 
0t00.500" 0.0010" 2.250" —_0-50-0 0.100" Starrett 27UH7 Oto25mm  0.0imm 2.250" _0-100 {mm Starrett 27UJ2 
0to0.8mm  0.01mm 2.400" _40-0-40 0.8mm Mitutoyo 16X238 0to50mm _0.01mm 2.200" 0-100 1mm Starrett oUAJ3 
Oto 1" 0.0005" 2.250" ——~0-50-0 0.050" Starrett 4CER7 AGD 3 
0.0010" 2.240" —_—‘0-50-0 0.100" Mitutoyo 6NRC1 * 0 to 1" 0.0010" 3.070" +0-100 0.100" Mitutoyo 4CGP9 * 
Otoimm —0:001mm 2.240" 0-100-0 0.2mm Mitutoyo 6NRC3 AGD 4 
0.00imm 2.400" 0-100-0 (0.2mm Mitutoyo 16X236 0 to 3" 0.0010" 3.620" +0-100 —_(0.100" Mitutoyo 4CGR1 
* Non-jeweled bearing. ¢ Metric with 3-8" stem. 
| 
*Westwarp Mitutoyo 
Electronic Indicators 
= ¥e" stems 
= Include battery 
Features include LCD display, in./mm conversion, Westward ID-C Series [|| 1D-S Series | ID-U Series 
hold function, zero set, and power On/Off. No. 2YNK1 No. GNRA1 | No. 50711 oe 
| 
WESTWARD - 
-on- Mfr. Item 
Feature lug on-center back. W 4 Range Accuracy Resolution Model No. 
estwar 
MITUTOYO — 0.500'/12.7mm 0.0005" 0.0005'70.0100mm = 2YNE4 
Digimatic indicators have absolute linear encoders. 1/2omm 0.001 0.0005°/0.0100mm = 2YNK1 
: ; : Mitutoyo 
SPC output. Feature change counting direction. Flat ID-C Series 
0.500°/12.7mm 0.0001 0.00005" / 0.0001" / 0.0005" /0.001mm/0.0imm 543-392 4GPX9 
ee 0.00005" / 0.0001" / 0.0005 O00!” ‘0008"70°01 aff 5 A008 aGPY3 
: “oc __ ° "/0.0001" / 0.0005" 001” .0005°/0.01mm 543- 4 
ID-C Series—Feature GO/+NG judgment. 330 /0.001mm /0.01mm 0.003mm 0.01mm 543-3908 6NRAT 
rotating bezel. 0.0001” 00005'70.001mm 543-392B 4GPY1 
; _ 1'/25mm 0.001' 0.0005'/0.0100mm 543-476B 4GPY4 
eee eee 010002 0.00005"/0 000 700008" i 0.001mm 70.01 341098 aGPYe 
includes a lug on back. No. 1ARJ7 features absolute 250mm n00T8 : ON N0S70 0mm AASB GNRAD 
encoder scale, change counting direction feature, ID-S Series — a SAS-785 —TARIG 
; : Imm = 
and output port dust cap. 0.0008” '0005"/0.01mm 543-7838 BC711 
; ; 0.500'/12.7mm 0.00012 0.0001'/0.001mm 543-793 1ARJ7 
ID-U Series—Slim package design for easy 0.00012” 0001°/0.001mm 543-7938 1ARJ8 
mounting. 0.00012" 0.00005'/0.001mm 543-792 _ 6NRA3 
ID-U Series 
1°/25.4mm 0.0008” 0005'/0.01mm 575-123 1ARU1 
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Indicators 
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No. 5RCL1 





No. 5UAL6 | No. 4KU81 


No. 1ZRT2 





@ 


Dial Test Indicators and Sets 


Comparative instruments check against known standards. Also use to zero-out 
set-ups. 


BROWN & SHARPE 


All models include 0.25" dia. extension with dovetail, point wrench, and 
certificate of accuracy. Nos. 5RCHO and 5RCH1 also include universal dovetail 
mounting attachment. 





*Wistwarp f"’*°r* Mitutoyo Starrett 


STARRETT 

708 Series includes dovetail mounts and tool post holder. 709 Series has angled 
head. 711 Series includes universal shank with long and short arm, and body 
clamp. 196 Series has universal back plunger. All include 3 contact points. Nos. 
2ZUJ5, 5UAL6, and 5UAL5 include adapters. Nos. 5UAL5 and 5UAVO include 4 
attachments. No. 5UAVO is antimagnetic. 





MITUTOYO nase | | | 
Antimagnetic. No. 4CGR9 has ruby point. No. 4CGR4 has long point. No. 4CGR5 He site dovetails and case. Conforms to American Gage Design (AGD) 
has 20° tilted face. sealer 
Mfr. Item 
Range Graduations Dial Reading Dial Size Color Series Brand Model No. 
Dial Test Indicators 
0.00005" 0-4-0 1%," Black w/Orange Hand Bes Test Tesa Brown & Sharpe 599-/033-5 SRCL2 
0.0001" 0-4-0 1" Black w/Orange Hand Bes Test Tesa Brown & Sharpe 599-/032-5 5RCL1 
0 to 0.008" 0.0001" 0-4-0 1" White Bes lest Tesa Brown & Sharpe 599-/032-3 5RCH1 
0.0001" 0-4-0 1%," White Bes Test Tesa Brown & Sharpe 599-/023-3 SRCHO 
0.0001" 0-4-0 1%" White Dl Mitutoyo 913-403-10E 5C705 
0 to 0.010" 0.0001" 0-5-0 1%" White 708 Starrett 708AZ 2ZUK1 
0 to 0.016" 0.0001" 0-4-0 (he White Intrepid 312 Tesa Brown & Sharpe 312B-3 oRCK8 
0.0005" Q-15-0 1" Black w/Orange Hand Bes lest Tesa Brown & Sharpe 999-7030-5 SRCKY 
0.0005" 0-15-0 1%" Black w/Orange Hand Bes lest Tesa Brown & Sharpe 999-7031-5 oRCL4 
0.0005" 0-15-0 1%" White O10 Mitutoyo 513-472-10E 4CGR9 
0.0005" 0-15-0 1%" White aL} Mitutoyo 513-412-10E 4CGR4 
0 to 0.030" 0.0005" 0-15-0 1%" __ White BEE Mitutoyo 513-402-10E 4LA91 
0.0005" 0-15-0 1%" White Half Shaded 711 Starrett 711HSAZ 5UAV3 
0.0005" 0-15-0 1%" White 709 Starrett 709AZ 2ZUK2 
0.0005" 0-5-0 inl Black Value Line Tesa Brown & Sharpe 01889018 49U620 
0.001" 0-15-0 i Black w/Orange Hand Bes Test Tesa Brown & Sharpe 599-/029-5 5RCL5 
0.001" 0-15-0 1" White 711 Starrett 711FSZ 2ZUJ6 
0.0005" 0-15-0 14%," White Intrepid 312 Tesa Brown & Sharpe 312B-2 5SRCLO 
0.0005" 0-15-0 136" White 709 Starrett 709BCZ 2ZUK5 
0 to 0.060" 0.0005" 0-15-0 1%," White Intrepid 312 Tesa Brown & Sharpe 312B-1V 5RCL3 
0.0005" 0-15-0 1%" White Intrepid 312 Tesa Brown & Sharpe 74.111370 5RCK7 
0.0005" 0-15-0 1" White oid Mitutoyo 513-442-10A 4CGR5 
0.001" 0-15-0 13" White 709 Starrett 709BZ 6NAZ7 
0.001" 0-100 1%" White 196 Starrett 196B1 2ZUJ5 
0 to 0.200" 0.001" 0-50-0 1%" White 196 Starrett 196B5 5UAL6 
0.001" 0-50-0 1%" White 196 Starrett 196A5Z 5UAL5 
0.0010" 0-100 12" White 196 Starrett 196A6Z 5UAVO 
Oto 02mm 0.002mm 0-100-0 Lor — ola Mitutoyo 913-405-10E 4CGR2 
0.002mm 0-100-0 13" Yellow 708M Starrett 708MACZ 6NAZ6 
0 to 0.8mm 0.01mm 0-40-0 1.57 Yellow old Mitutoyo 513-404-10E 16X244 
0 to 1.000" 0.001" 0-100 24 White — Westward — 4KU81 
Dial Dial Mfr. Item 
Range Graduations Reading Size (in.) Includes Brand Model No. 
Dial Test Indicator Sets 
0 to 0.200" 0.001" 0-100 1.45 3 Contact Points, Adapter, Clamp, Tool Post Holder, Snug, Hole Attachment, Case Starrett 196A1Z 2ZUJ4 
0 to 0.040" 0.001" 0-20-0 1.30 Pocket-style Indicator, 2 Stems, 3 Carbide Points, 2 Holding Bars, Swivel Clamp, Case Mitutoyo 513-5181 4CGT4 
0.0005" 0-15-0 ot Dovetail Body Clamp, Tool Post Holder, Swivel Post Snug w/Dovetail Indicator Clamp, Snug and Rod Unit, Case _Starrett 709ACZ = 2ZUK4 
‘ 3 Contact Points, Body Clamp, Universal Friction Holder w/Shank, Universal Shank w/Long and Short 
0.0005 0-15-0 1.00 Arms, Height age. SuTtHCe Gage, and Double-Jointed Attachments, Coupling w/3/16" Hole Case Starrett MAILCSZ = 22UJ8 
i 0.079" Carbide Contact Point, ¥s" Stem, Stem Nut, 0.039 and 0.118" ; 
fr .039, 0.078, and 0.118" Contact Points, 32 and ¥s° Stems, Stem Nut, ; 
0.0005 0-15-0 1.57 Swivel Clamp, Square Arm, Long Point, Plastic Case Mitutoyo 513-412-101 1Z2RT2 
; 3 Contact Points, Body Clamp, Universal Friction Holder w/Shank, Universal Shank w/Long and Short 
0.001 0-15-0 1.00 Arms, Height Bane, Surface Gage, and Double-Jointed Attachments, Coupling w/3/16" Hole, Case Starrett MIGCSZ = 22UN7 
0.0005" 0-15-0 1.570 Indicator, 2 Stems, 3 Carbide Points, Holding Bar, Swivel Clamp, Case Mitutoyo 513-406-101 4CGR3 
0 to 0.010" 0.0001" 0-5-0 1.37 Dovetail Body Clamp, Tool Post Holder, Swivel Post Snug w/Dovetail Indicator Clamp, Snug and Rod Unit, Case _Starrett 708ACZ = 2ZUK3 
0.0001" 0-5-0 1.30 Indicator, 2 Stems, 3 Carbide Points, 2 Holding Bars, Swivel Clamp, Case Mitutoyo 513-5041 4CGT2 
0 to 0.008" 0.0001" 0-4-0 or 0.039, 0.078, and 0.118" Contact Points, 2 and %" Stems, Stem Nut, Swivel Clamp, Square Arm, Plastic Case Mitutoyo 513-403-101 1ZRT1 
Test Indicator, 1mm, 2mm and 3mm Carbide Point, 4mm and 8mm ; 
Accessory Set 
Set of 14 Special Form Contact Points on Aluminum Ring Starrett 20R 2ZUJ3 
Set of 14 Special Form Contact Points on Aluminum Ring Starrett 20R 2ZUJ3 
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Find the wl. Find Solutions. Find Great Prices. Dial Indicator Sets & Accessories 
=~ 
. * , No. 4KU71 No. 5C709 
Mitutoyo Starrett? “Westwarp 
Magnetic Base and 
Dial Indicator Sets 
Range per Mfr. Item 
Range Graduations _ Dial Reading Revolution Includes Brand Model No. 
0 to 0.050" 0.0001" : 0.010" Dial Indicator and Magnetic Base with On/Off Switch Mitutoyo 64PKA078 5C708 
0 to 0.125" 0.0005" 0-25-0 0.050" Indicator and Indicator Holding Attachment Starrett 659BZ 2ZUN1 
0.0050" 0-25-0 0.050" Indicator, Magnetic Base with Upright Post Assembly, and Wood Case Starrett 65/7EZ 2ZUL5 
0 to 0.500" 0.0001" 0-10 0.010" AGD Indicator and Base Westward — 2YND9 
0.0005" 0-100 0.100" Assembled Spindle Square with 2 Indicators Starrett 649-5 SUATS 
0.0010" 0-100 0.100" No. 4KU81 Indicator and No. 4KU72 Magnetic Base Westward = 4KU71 
0.0010" 0-100 0.100" Indicator and Universal Clamp Westward = 2YNK2 
0.0010" 0-100 0.100" AGD Indicator, Base, and Case Westward — 2YNE1 
0 to 1" 0.0010" 0-100 0.100" Dial Indicator and Magnetic Base with On/Off Switch Mitutoyo 64PKA079 5C709 
0.0010" 0-100 0.100" Dial Indicator Mtr. Model 2416S, Magnetic Stand Mfr. Model 70108, Plastic Case Mitutoyo 64PKA075 4LB18 
0.0010" 0-100 0.100" Assembled Spindle Square with 2 Indicators Starrett 649-1 5SUAT4 
0.0010" 0-100 0.100" Gripping Plier Inspection Kit, Flex Arm, Case Starrett $898Z-1 5UAL8 
0.0010" 0-100 0.100" Gripping Plier Inspection Kit, Flex Arm, Case, Magnetic Base Starrett $898Z-2 5UAL9 
Starrett® * Wes TWARD 
AAPANAL 14 No. 2ZUL9 No. 4KY11 
Mitutoyo {1 jNOG4 
tee. brown & sharpe 
aoe ip Bases, 
tands and Holders 
Upright Post Overall Mfr. Item 
Features Base Size (in.) Rod Dia. (in.) Dia. (in.) | Length (in.) Brand Model No. 
Magnetic Bases 
Articulating Arm 1%6Wx1%eDx1%H —_— _— 1% Starrett 660 2ZUL/ 
Base Post, Rod, 2 Snugs, Indicator Attachment 1'%6Wxi%Dx1”H 0.250 0.375 9% Starrett 657AA 2ZUL3 
Base Post, Rod, Snug 2 11/32x2 11/32x 1 6 0.390 0.470 9 Westward _ 2YND8 
Base Post, Rod, Snug, Fine Adjustment 2-11/32W x 1-13/16H 0.390 0.470 2 Westward — 4KU72 
Base w/Post, Swivel Post Snug, Gage Holding Rod 1'%6Wxi%Dxi1“”H U.3/5 O.375 9% Starrett 65/D 2ZUL4 
Comparator w/Granite Base 8Wx12Dx2H _— 1.500 9Y%4 Starrett 653G 2ZUL8 
Flexible Post 1.97 W x 2.28 Dx 2.174 0.394 0.472 —_— Mitutoyo 7012-10 6NRC6 
Flexible Post, Locking Lever, Snug, Fine Adjustment, Holding Rod 1'%6Wxi1%Dxi1”H —_ _ 19 Starrett 657T 2ZUL6 
Flexible Post, Rod, Snug, Fine Adjustment 2W x 2-1/2H 0.625 — 13% Westward — 4KY11 
Heavy Holder w/Top Fine Adjustment 2 W x 23°%a L x 23932 0.790 0.075 13 Noga MG10533 436L75 
Indicator Holding Attachment 2-1/2W x 2D x 2H 0.32 O.370 6% Tesa Brown & Sharpe 01699123 _49U637 
Indicator Holding Attachment, Dial Test 2-1/2W x 2D x 2H 0.032 0.375 11 Tesa Brown & Sharpe 01699117 —_49U636 
Large Holder w/Top Fine Adjustment 12% W x 42% L x 292 H 0.800 0.075 Zo Noga MA61003 436L78 
Mechanical Locking System 1.97 X 2.36 = = 16.97 Mitutoyo 7033B 22N461 
Mini Holder w/Top & Bottom Fine Adjustment 1/0 Wx 1%6' LX 1%' H 0.440 0.075 8 Noga NF6160 436L77 
Mini Holder w/Top Fine Adjustment 13%2 W x 19% L x 13%4 H 0.440 0.075 a Noga NF1024 436L79 
Post, Rod, Clamp, Fine Adjustment 1-31/32W x 2-23/64D x 2-5/32H 0.394 0.472 9% Mitutoyo 7011BN 50751 
Post, Rod, Universal Clamp 1-31/32W x 2-23/64D x 2-5/32H 0.394 0.472 9 Mitutoyo 70105 4LB12 
Post, Snug, Gage Rod w/Clamp, Thread Adapter 2%Wx3Dx2”%H 0.750 0.750 11% Starrett 659A 2ZUL9 
Push Button On/Off T%eWxivDxi“H —_ — _ Starrett 65/P 6NAZ4 
Rotary On/Off 2Wx3Dx2%H — — _— Starrett 609P 6NAW6 
Standard Holder w/Top & Bottom Fine Adjustment 2 W x 23°Y64 L x 23%2 H 0.540 0.075 13 Noga DG6160 436L76 
Standard Holder w/Top Fine Adjustment 2 W x 23°%4 L x 23%2 H 0.540 0.075 ie Noga DG61003 436L73 
Mfr. Item Mfr. Item 
Description Brand Model No. Description Brand Model No. 
Indicator Accessories Steel Contact Point, Round End, 2° L Starrett PT066//7 SUAK9 
Shaft Alignment Clamp Set w/Model 196 Indicator and Case Starrett S668CZ_ 4CEV9 Steel Contact Point, Round End, 1° L Starrett PT066//B SUALO 
Shaft Alignment Clamp Set w/No. 2ZUH4 Indicator and Case Starrett S668DZ 4CEW1 Steel Contact Point, Round End, 2° L Starrett PT066//F 5SUAL1 
Shaft Alignment Clamp Set w/Accessories and Case Starrett S668BZ 4CEW2 Split Collet Starrett 258038 5UAL2 
Shaft Alignment Clamp Set w/Accessories Starrett S668A_ —_ ACEW3 Magnetic Indicator Back Starrett 6/6-2 SUAL3 
Shaft Alignment Clamp Starrett 668 4CEW4 Mini-Magnetic Tool Holder Starrett 661 SUAL/ 
Roller Contact Point Starrett 2oW 4CER8 Indicator Attachment Starrett 65/7Y 4CER9 
Steel Contact Point, 0.080" Ball Dia. Peay 599-7049 sTZug = —vnlversal Indicator Attachment pevitiett__871____BNAV? 
Steel Contact Point, %" Wide, Bell Shape Tip Starrett PT06032-2 5UAJA —_(Universal Dovetail Attachment &Sharpe 90-7054 STZVO 
Steel Contact Point, 2" Wide, Bell Shape Tip Starrett PT06632-3 5UAJ5 Universal Snug, “%, %6, %' Spindle Hole Starrett 58S 5UAU7 
Steel Contact Point, ¥"' Wide, Round Head Starrett PT06632-5 5SUAJ7 Dia., %2 to %" Dia. Gripping Holes 
Steel Contact Point, 2" Wide, Round Head Starrett PT06632-4 5UAJ6 Universal Snug, “6, ¥8 Spindle Hole Dia., Siarretk 57S 5UAU8 
ates! ontact point, Pointed We a Kourled Da, VoL earret ee are %4, 32, 416, Y4" Dia. Gripping Holes ae ne 
teel Contact Point, Spherical Tip, '¥64" Knurled Dia tarrett -9 5 a aus esa Brown 999- : 
Stee! Contact Point, Ya" Wide To, "Knurled Di Starrett PT06632-8- SUAKO SOmDInanON ou bale waiuhrotiey aeseiny ,& Sharpe__1058 STZV3 
teel Contact Point, “ie. Wide Ilp, “6: tarrett “115 esa Brown : 
Steel Contact Point, “1e" Wide Tlp, 1°L Starrett PT06630-12 BUAK4 —=—/let Clamp, AGD Ind & Sharpe -°99"8940 STZv4 
Steel Contact Point, Ye Wide Tp, 1”'L Starrett PI06632-13 5UAK5 Centering Holder w/Fine Adjustment Noga NF1022  436L80 
Steel Contact Point, “16 Wide Tlp, 2°L Starrett PI06632-14 5UAK6 
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Square Sets & Protractors 
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4-Pc. Set 
No. 5RCJ6 


Starrett® “Wisrwarp Qy°ov" & shore 








2-Pc. Set 
No. 5UAP5 





3-pc. 
No. 2YNH3 


Combination Square Sets, 


Heads, and Blades 
SETS 

Used for layout, setup, checking 
heights and depths, and setting angles. 
Also used as squares, center gages, 
bevel protractors, rules, and straight 
edges. 2-pc. sets include square head 
and blade. No. 5UAP7 has double 
square head. 3-pc. sets include blade 
(scale), center, and square heads. 
4-pc. sets include blade (scale), center, 
square heads, and protractor. 


HEADS 
= Work with 12" to 24" blades 


Head 
Blade Length (in.) Material 
2-Pc. Sets 
1mm and 1/2mm Both Sides 
300mm Cast Iron 
8ths/16ths/32nds/64ths 
F Steel 
Steel 
Cast Iron 
12 Cast Iron 
18 Cast Iron 
24 Cast Iron 
8ths/16ths/32nds/64ths, Double Square Set 
6 Cast Iron 
3-Pc. Sets 
8ths/16ths/32nds/64ths 
6 Steel 
12 Cast Iron 
4-Pc. Sets 
1mm and 1/2mm 
12 Steel 
8ths/16ths/32nds/64ths 
Steel 
12 Steel 
Cast Iron 
Cast Iron 
32nds/64ths/Aircraft 50ths/100ths 
12 Steel 
Head Head 
Type Material 
Heads 
Square Steel 
Center Steel 
Protractor Cast Iron 
Blade 
Length (in.) Graduations 
Blades 
1? 8ths/16ths/32nds/64ths 


* Junior ** Satin Chrome Blade 


2334 GRAINGER. 


ITT 





Square—Have precision ground 90° 
square face and 45° miter face and 
come with hardened scriber and spirit 
level. 


Center—Allow center to be scribed on 
end of round stock. 


Protractor—Feature spirit level and 
revolving turrets. Capable of direct 
reading, double graduation, and full 0° 
to 180° in opposite directions. 


BLADES 


Satin chrome finished for sharp, glare- 
free graduations. 


Mfr. Item 
Brand Model No. 
Starrett 11MH-300 5UARO 
Starrett 33JH-6-4R 5UAP8 * 
Starrett C33H-6-4R 6NAY9 
Starrett 11H-12-4R 3AEP9 
Starrett C11H-12-4R 2ZUR1 ** 
Starrett C11H-18-4R 5UAP5 
Starrett C11H-24-4R 5UAP6 
Starrett 13¢ 5UAP7 
Starrett C33HC-6-4R 2ZUR2 
Westward — 2YNH3 
Starrett C434M-300 4CEU1 
Tesa Brown 599.438-1204-1  5RCJ6 
& Sharpe 
Starrett C434-12-4R 2ZUR3 
Westward — 4KU80 
Starrett C435-12-4R 2ZUR4 
Starrett C434-12-16R 5UAP9 
Mfr. Item 
Brand Model No. 
Starrett H33-1224 2ZUT3 
Starrett 033-1224 2ZUT4 
Starrett CPR-1224S 2ZUT6 
Mfr. Item 
Brand Model No. 
Starrett CB12-4R 2ZUR7 


Find even MORE on Grainger.com® 


; . : ance TT eee ee Tilia aici ke Bleed 
tities é eran | ee me ] . | deepens 





Pah bh Sahiag 7 | ~ i, 
as Sur a ; 4a 
iddbebelalebibibsbabihiddtidictind Lhasa stata 
Cast Iron 

No. 6NAX7 





Starrett? *WwisrwarD 
Machinist's Squares 


Used in visual checks of parts for squareness and to position one item perpen- 
dicular to another. True 90° angles inside and outside. Beams and blades are 
lapped for straightness and parallelism. Blade length is measured from inner 
edge of beam to end of blade. 





4-Pc. Set 
No. 6XY11 


Mfr. Item 
Outside Dim. (in.) Squareness (in.) Brand Model No. 
Cast Iron 
3% x Ve — Starrett 13A 6NAX7 
Stainless Steel 
3%Xx2 0.00020 Starrett 3020-3 3AER1 
5% x3 0.00020 Starrett 3020-4 3AER2 
7x4 0.00020 Starrett 3020-6 3AER3 
13%x/7 0.00040 Starrett 3020-12 3AER4 
4-Pc. Set - 2, 3, 5, and 12" 0.00020 Starrett $3020Z 2ZUU1 
Tool Steel 
3X2 % 0.00010 Starrett 20-3 2ZUT7 
6x 4%6 0.00010 Starrett 20-6 2ZUT8 
(2x7 0.00020 Starrett 20-12 2ZUT9 
Carbon Tool Steel 
4-Pc. Set - 2, 3, 4 and 6" 0.00060 Westward — 6XY11 
4-Pc. Set - 4, 6, 9, and 12" 0.00060 Westward — 6XY13 






No. 2YNK6 


~ Mitutoyo 


DIRITAL PHOTRAGCTOH 


No. 4LB15 


*Wisrwarp Storrett® Mitutoyo 
Protractors 


Magnetic Digital—Same features 
as electronic digital, but includes a 
magnet embedded on both sides with 
a 35-lb. pull. Ideal for circular saw 


Electronic Digital—These units cali- 
brate easily and feature reading hold 
and alternate reference (zero) func- 
tions. Frames are made of machined 


angles. aluminum. 
Mfr. Item 
Description Length Range Brand Model No. 
Mechanical 
6" 0° to 180° Westward — 4KU93 
meena 6 0° to 180° Starrett C183 2ZUY2 
Rectangular, Graduated 6" 0° to 180° Mitutoyo 968-203 1ARY7 
Round 6" 0° to 180° Starrett C19 2ZUY3 
Semi-Circular 6" 0° to 180° Mitutoyo 968-202 1ARY6 
Universal Bevel 12" 360° Mitutoyo 187-904 4CGV4 
Magnetic Digital 
Rectangular w/SPC Output 2.165" 0° to 360°,90x4 Westward = 2YNK6 
Electronic Digital 
6" 0° to 360°,90x4 Westward _— 2YNJ1 
nectangutar 6” 0° to 360°, 90x4 Mitutoyo 950-317 4LB15 
Rectangular w/SPC Output 6" 0° to 360°, 90 x 4 Mitutoyo 950-318 1ZRV4 
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Precision Rules and Straight Edges 


Length Length 


Description (in.) (mm) Brand 
3R Graduations 
32nds, 64ths, 10ths, 50ths 
Flexible Rule 6 — Mitutoyo 
4R Graduations 
8ths, 16ths, 32nds, 64ths 
Flexible Rule, SS o-——= Mitten 
Rigid Rule 6 150 Westward 
6 — Mitutoyo 
Rigid Rule, SS ‘ij Minion 
24 — Mitutoyo 
6 — Starrett 
Spring Tempered Rule iF — ziarrett 
24 — Starrett 
Spring Tempered Rule, w/End Graduations _6 — Starrett 
8ths, 16ths, Quick-Reading 32nds, 64ths 
Flexible Rule 6 — Starrett 
36 — Starrett 
Heavy Tempered Rule 48 _ Starrett 
t2 — Starrett 
Heavy Tempered Rule, w/Hook 48 — Starrett 
Spring Tempered Rule, w/Hook 6 — Starrett 
5R Graduations 
32nds, 64ths, 10ths, 100ths 9 ¢ 
; — tarrett 
Flexible Rule a4 — Starrett 
Steel Rule, Flexible 6 Starrett 
Front: 32nds and 64ths, Back: 10ths and 100ths 
Flexible Rule, SS ;— Mio 
Rigid Rule, SS 5—= Ae 
16R Graduations 
32nds, 64ths, 50ths, 100ths 
Flexible Rule 6 — Starrett 
Front 32nds and 64ths, Back 50ths and 100ths 
6 — Mitutoyo 


Flexible Rule, SS Mitutoyo 


12 
Quick-Reading 32nds, 64ths, Aircraft Quick-Reading 50ths, 100ths 
Heavy Tempered Rule 48 Starrett 
31 Graduations 
32nds, 64ths, 1/2mm, 1mm 


Flexible Rule 6 150 Westward 
Steel Rule, Flexible 6 150 Starrett 
35 Graduations 

1/2mm and 1mm Both Sides 

Spring-Tempered Rule —— Da parcel 
36 Graduations 
32nds and 1/2mm on One Side; 64ths and 1mm on Reverse 

Spring- Tempered Rule 19% _500 Starrett 
32nds, 64ths, 1/2mm, 1mm 

Spring- Tempered Rule 7D 35 earret 


Mitutoyo 


Digimatic Scale Units and Mill/Lathe Readout Kits 


Digital Mill Kits—Offers mill function along 
with standard functions: preset, zero set, 
zero and pitch approach machining, and bolt 
hole circle calculation. 7-digit LED display. 
Connectable with AT715 electromagnetic 
scales and AT100 series glass scales. 

= Resolution: 0.0001"/0.001mm 


Digital Lathe Kits—KA counter with 7-digit 
LED offers lathe and standard functions. 


Digimatic Scale Units—Provide precise hori- 
zontal or vertical (depending on model) linear 
measurement and positioning for workpieces and 
machine tables. Feature origin-set, zero-set, zero/ 
ABS, and power on/off. Measurements are shown 
on the LCD and can be captured to computer via 
the SPC port. 3.5mm-thick beam can be installed 
on almost any surface, fixture, or machine with 
included mounting brackets. SPC cables sold 
separately, see page 2328. 

= Resolution: 0.0005"/0.01mm 


Mfr. 
Model 


182-204 


182-201 
182-221 


182-101 
182-121 
182-241 
182-161 
C604R-6 
C604R-12 
C604R-18 
C604R-24 
C604RE-6 


C304R-6 
C404R-36 
C404R-48 
C404R-/2 

CH404R-48 
CH604R-6 


C305R-12 
C305R-24 
C305R-6 
182-203 
182-223 
182-103 
182-123 
C316R-6 


182-202 
102-222 


CAT6R-43 
(331-150 


C635-1000 
C635-300 


C636-500 


C636ME-150 


C636-300 


Item 
No. 


4LA65 


60289 
60290 
4KU96 
60301 
60302 
60303 
60304 
2ZUW1 
2ZUW2 
2ZUW3 
2ZUW4 
2ZUV9 


6NAWS 
JUAN4 
QUAND 
JUANS 
QUAN7 
6NAX1 


2ZUV1 
2ZUV2 
2ZUU9 


60293 
60294 
60305 
60306 
2ZUV3 


60295 
60296 


QUAN6 


AKY13 
2ZUU4 


JUAPO 
6NAX8 
QUAP1 


2ZUV6 
2ZUV/ 





Flexible Rule 


Heavy Tempered Rule w/Hook No. 4KY13 
No. GNAX1 
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Spring Tempered Rule 
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Pocket Rule 
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PrEERS 


Item 
No. 


4LA66 


ACGV1 


4LA68 
4LA69 


60297 
60299 
60307 
60308 


4LA67 
60298 


4KU97 
60300 


599-323-604 49U632 


No. 2ZUV7 No. 6C300 
Length Length Mfr. 
Description (in.) (mm) Brand Model 
Inch/Metric Graduations 
10ths, 50ths, 1mm, 1/2mm 
Flexible Rule, SS 6 150 Mitutoyo 182-208 
10ths, 100ths, 1mm, 1/2mm 
FlexibleRule, SS 6 150 Mitutoyo 182-207 
16ths, 32nds, 64ths, 1mm, and 1/2mm 5 ssi «4 sca 
; oJ itutoyo - 
Semi-Flexible Rule 12300 Mitutoyo 182-305 
32nds, 64ths, 1/2mm, 1mm ; ‘60 «4 137-00 
i itutoyo -205 
a” h) itutoyo -105 
Rigid Rule, SS 12300 Mitutoyo 182-125 
50ths, 100ths, 1mm, 1/2mm 99 0 7 sa78% 
; itutoyo . 
Flexible Rule, SS 6150 Mitutoyo 182-206 
64ths, 1mm 
Pocket Rule 6 150 Westward _— 
Pocket Rule, SS 6 150 Mitutoyo 950-300 
Inch Graduations 
8ths, 16ths, 32nds, 64ths EE 
esa Brown 
Hook Rule, Steel 6 & Sharpe 
32nds, 64ths 
Pocket Rule 6 — Mitutoyo 950-301 
Metric Graduations 
1mm, 1/2mm 
Flexible Rule, SS — sone tutoye eee 
oa _ mm itutoyo 7 
Rigid Rule, SS ——~"150 Mitutoyo 182-111 
Rule Depth Gage 
1mm, 1/2mm 
Metric — 150 Starrett 23/M 
32nds, 64ths 
Fractional 6 — Starrett Zor 
Steel Straight Edges 
No Graduations 
12 300 Starrett 380-12 
No Beveled Edges 24 600 Starrett 380-24 
36 900 Starrett 380-36 
12 300 Starrett 380-12 
24 600 Starrett 385-24 
One Beveled Edge 36 — Starrett 385-36 
48 1200 Starrett 385-48 
12 — Starrett 300-/2 
One Beveled Edge, Draftsman Mi an) elarrel ea 


No. 1ARJ9 
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6NRC9 


ACGV2 
16X226 
4CGU9 


ACEN6 
ACENS 


2ZUX4 
2ZUX9 
2ZUX6 
2ZUX/ 
2ZUX8 
QUAP3 
2ZUX9 
JUAP4 
ACET6 
ACET/ 











Mfr. Item 
Description Includes Model No. 
Digimatic Scale Units 
Horizontal, Range 4'/100mm 5/2-210-30 1ARJ9 
Horizontal, Range 6'/150mm Mounting Brackets 5/2-211-30 1ARR4 
Vertical, Range 6'/150mm 5f2-311-10 4CGX2 
Vertical, Quill Kit, Range 6'/150mm Quill Mounting Brackets 053906B 4CGX8 
Digital Mill Kits 
12Lx 30" W KA Counter, Scales, 64PKA058A 4CGX5 
12Lx36' W Mounting Brackets 64PKA059A 4CGX6 
Digital Lathe Kits 
8 L x 40° W 64PKA039A 6NRF3 
10 L x 40° W Scales, KA Counter, 64PKA042A 6NRF4 
12 L x 60° W Mounting Brackets 64PKA050A 6NRFS No. 4CGX8& No. 4CGX5 
14L x 40° W 64PKA052A 6NRF6 
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MACHINING 
Levels, Gages & Edge Finders 


Det 


Scan. Order. Done. 


ails on page Al. 









No. 2ZVL8 Hole Set 
No. 2ZVC4 


Cross Test/Plumb 
No. 2ZVL7 





Bench 
No. 2ZVL6 









90 5 








Telescoping 
Set 
No. 2ZVC3 





=a - 


iy eee ZLTLLLL LEE A 
Dial Bore Electronic Small Bore 
Machinists Master Gage Bore Gage No. 4KY21 
No. 2ZVL3 No. 3ACH1 No. 6ANTS8 No. 5RCF9 
Starrett® Mitutoyo *Wrsnwarp 
Starrett® 


Gage Sets 

SMALL HOLE 

Quickly gage deep or shallow holes, 
slots, and grooves. Hole size is obtained 
by measuring over contact points with a 


Precision Levels 


Cast-iron bases are precision machined on the reference surface. Groove 
and bearing flats are machined together for maximum accuracy. 











BORE 

Feature carbide anvils, insulated grips, 
chrome-plated handle, and extension 
holder. Self-centering. Include case. 


ipti in Vials rot No micrometer. Gaging surface is full round 
= oy ties —2avis— | and fully hardened with a flat bottom, DlaK—Have 0.0005" graduations. 
Pocset 31 i 24 to 30 Minutes 135B 97VL9 ‘Individual bore gages have 0.0001" 
Cross Test and Plumb 3 2 134 2ZVL7 TELESCOPING graduations. 
Bench 348 1 17 to 21 Minutes 130 2ZVL6 : 
r i = 98-4 6NAZ2 Plunger expands in hole to be | Electronic—Preset master size 
Machinists é é 0.005" per Ft/80 aoe ae measured and locks in place; final hole with recall ensures absolute reading. 
Machinists w/Case 12" 2 0.005" 9827-12 5UAR1 contacts with a micrometer. as well as demonstration disc. Has 
Range Probe Mfr. Item 
Description (in.) Depth (in.) Brand Model No. 
. Small Hole, 4-Pc. Sets 
ae wen 0.125 to 0.500 3.00 Starrett S831EZ  2ZVC5 
No. 1ZRNG Hares) 0.125 to 0.500 3.50. 3-80, Mitutoyo «154-901 4CGUT 
Full Ball 0.125 to 0.500 3.00 Starrett S829EZ  2ZVC4 
Telescoping 
Gages 
Ys to 1V4 — Mitutoyo 155-123 6NRD5 
Edge/Center Finder, 1-Pc. 1% to 2% — Mitutoyo 155-124 6NRD6 
Double End 2% to 3% — Mitutoyo 155-125 6NRD7 
Sets 
Sree a 0.312 to 2.125 = Starrett S579GZ  2ZVC3 
; 0.315 to 2.126 — Mitutoyo 155-907 _5C718 
5-Pe 0.500 to 6 _— Mitutoyo 155-904 — 1ARB2 
0.500 to 6.000 — Starrett S229GZ  2ZV/A9 
6-Pc 0.313 to 5 = Westward = 4KU95 
® I 0.315 to 6 — Mitutoyo 155-903 5C717 
Starrett Mitutoyo 6-Pc. w/2 Arms ~e to 6 — Starrett S579HZ ——*SUAV1 
Edge and Edge/Center Find Sa 
Gages 
ge an ge en er inders 0.24 to 0.4 2.00 Mitutoyo 511-212  4CGU5 
Edge/Center—Dual-function tool also finds hole center. 0.4 to 0.7 2.40 Mitutoyo 526-123 4CGT9 
izes: conical and 0.2". 0.7 to 1.4 4:10 Mitutoyo 511-751  G6ANTS 
Face sizes: conical and 0 Dial. 1-Pc 0.7 to 6 410, 6.00 Mitutoyo 511-932  6ANU2 
Tip Shank Mfr. Item pee 1.4 to 2.5 6.00 Mitutoyo 511-752  6ANT9 
Description Dia. (in.) Dia. (in.) Brand Model No. 2 to6 6.00 Mitutoyo Biis/53 6ANUO 
0.2 0.375 Starrett 827A 2Z7VK7 2 to 6 6.00 Starrett 3089Z-131-26) 5UAR2 
Edge Finder, Single End 0.2 0.375 Mitutoyo 050101 1ZRN3 6.5 to 10 9.80 Mitutoyo 511-755 6ANU1 
; 0.2 0.500 Mitutoyo 050102 1ZRN4 Electronic. LCD —1t0.2/25.4 to 50.8mm 5.90 Mitutoyo 568-930 _ 5RCF9 
0.5 0.500 Mitutoyo 050109 1ZRNG 2 to 4'/50.8 to 101.6mm 5.90 Mitutoyo 568-936 _ 5RCGO 
Edge Finder, Double End _0.2/0.5 0.500 Mitutoyo 050110 4LA53 Sets 
Edge/Center Finder, 0.2 0.500 Starrett 827B 2ZVK8 Dial, 3-Pc. 0.275 to 0.5" 4.00 Mitutoyo 368-916 5RCF7 
Double End 0.2 0.500 Mitutoyo 050104 1ZRN5 Dial, 4-Pc. 0.8 to 2" 4.00 Mitutoyo 368-918  5RCF8 
Center Finder, Double End 0.2 0375 Mitutoyo 050103 4LA52 Dial, 15-Pc. ' __ 
Wiggler/Center Finder Set 0.01 0.375 Starrett S828 SUART Small Bore 1.4106 10.00 Westward aky21 
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GRAINGER CHOICE° MACHINING 
Find the ww. Find Solutions. Find Great Prices. Thickness Gages & Punches 





No. 2ZVF 


a= 


No. 2YNE9 


Starrett® *Wisnwarp 
Automatic Center Punches 


= No striking required All punches have a steel tip for punching starter holes 
= Replaceable tips Or producing small indentations in workpieces to facili- 

















tate drilling. No. 2ZVF4 is a hinge locating center punch. 
: Ss = No. 3CRE8 
Mitutoyo Starrett Mfr. Item 
7 L Dia. Adjustable Brand Model No. 
4" Ae Yes Starrett 18AA 2Z7VE8 
Thickness Gages He Yes Starrett 819 27VF4 t+ 
5" Ae Yes Starrett 18A 27VE9 
Measure parts such as gasket material, shim stock, paper, plastic, and rubber. vA 7 ectnara = OYNES 
Dial—Feature interchangeable contact Digital—Feature zero-set, power oA" Me ves rie 18C are : 
and constant spindle pressure. on/off, and inch/metric conversion. 6 5p va ea = SVNED 
Include battery. * Carbide Tip + Hinge Locating 
Resolution Mfr. Item 
Range (in.) (in.) Throat Depth Brand Model No. 
Dial 
0.00010 1.18" Mitutoyo 7326S 2HB39 
0 to 0.0500 0.00010 1.18" Mitutoyo 7326SCERT.1ARV1 = 
0 to 0.375 0.001 0.50" Starrett 10102 2Z2UN4 
0.00050 2.50 Starrett 1015A 2ZUN2 
0 to 0.500 0.001 1.18" Mitutoyo 7300S 2HB37 
0.00100 1.18" Mitutoyo 7300SCERT 5RCGS * 
0 to 1.000 0.001 1.18" Mitutoyo 7304S 2HB38 
10mm 0.0i1mm 30mm Mitutoyo 7301 6NRC7 
Digital 
0.00005 0.80" Mitutoyo 547-4005 4CGW3 
0 to 0.470 0.00050 30mm Mitutoyo 547-500S 4CGW4 
0.00050 4.70" Mitutoyo 547-5205 4CGW5 
0.00050 47' Mitutoyo  547-520SCERT 5RCG7 * 
0 to 0.500 0.00050 0.75" Starrett 765A 3CRE8 
Certificate of calibration. Straight Leaves Tapered Leaves 
No. 1ZRU8 No. 5UAC6 
Starrett® Mitutoyo 
Feeler Thickness Gages 
Locknut holds one or more leaves in any position. Steel case. 
Starrett individual gages are 2" x 12". 
No. of Mfr. Item 
Range (in.) Size of Leaves Leaves Brand Model No. 
Straight Leaves 
, 0.0015 to 0.015 "x 352" 9 Starrett Trek 5UAU3 
Drive Pins Conte: 0.0015 to 0.025 "-1/4" x 3"-1/32" 26 Starrett 66 2ZVC7 
No. 3AET9 5 akRvO 0.0015 to 0.035 4"-1/4" x 3"-1/32" 31 Starrett 66B 4CEN4 
. bade 0.0015/0.0150 Vx 6 8 Mitutoyo 950-256 1ZRV2 
St it ky Mitutoyo 0.001 5 to.0.200 ye x 47 13 Starrett 67 27VE 1 
WESTWARD 002 to 0.015 o Me tarrett / dUAU4 
orre cae y 0.002/0.035 Ye x 3" 26 Mitutoyo 950-251 1ZRU8 
P lh S t 0.05 to 1.0 mm Bx 3¥32" 20 Starrett 66MA 5UAC5 
unc ets 0.05 to tmm 100mm 38 Mitutoyo 184-3135 16X228 
; ; a, 0.05 to 1mm 150mm 28 Mitutoyo 184-3035 16X227 
Drive Pin—Drive out difficult pins and rivets. Tapered Leaves 
. . 0.03 to 0.50 Y'-9/32" x 3 V3" 13 Starrett 173MAT 5UAC6 
Center—Made of hardened tool steel with knurled body for better grip. 0.0015/0.0250 Yo XS. 26 Mitutoyo 950-252 1ZRU9 
0.0015 to 0.015 ——"-1/4" x 3"-1732" 9 Starrett 172AT 6NAXO 
No. of Sizes L Mfr. Item item item 
aes Included (in.) Material Brand Model No. Range (in.) Brand No. Range (in.) Brand No. 
rive Fin Brass with ia ae uf Leaves -™ 0.076 Starrett 5UAE5 
4 He, Vs, He, ¥s" Pouch 8 Starrett SB248Z 3AER9 0005 tarrett QUAC/ O17 tarrett JUAE6 
ee Steel Grip 7 0.0010 Starrett 5UAC8 0.078 Starrett 5UAE7 
Y%, Ve, Ya, 46, Ye" Pouch 8 Carbon Tool Steel Westward — 2YNE7 0.0015 Starrett 5UACI 0.019 Starrett 5UAES8 
5 ve, Vie, Y4, 46, Ye" Pouch 8 Steel Starrett S248PC 2ZVJ6 0.0020 Starrett 5UAD0 0.020 Starrett 5UAES 
%, 6, Vs, 56, Ys PlainBox 8 Steel Starrett $248  2ZWJ7 0.0025 Starrett 5UAD1 0.021 Starrett 5UAFO 
%-3/8" 8 Steel Mitutoyo 985-118 4LB27 eth plarrell ae mAs zarrelt ae 
Vg. a2. Va. Ya0. 6. arre arre 
Va Vc’ Plastic Bon” ‘ Steel Starrett S565WB 2ZVK5 0.0050 Starrett 5UAD4 0.024 Starrett 5UAF3 
Ve Sao Va a0. 36 0.0060 Starrett 5UAD5 0.025 Starrett 5UAF4 
8 ty Va, Ag" Pouch 4 Brass Starrett SBS65Z 3AETS 0.0070 Starrett SUADG6 0.026 Starrett SUAFS 
yest {Seal oo —a-8 atop — | pet —— bop ——— Saat 
Ag-5/16" 4 Brass Mitutoyo 985-120 4LB29 0.010 Starrett 5UAD9 0.029 Starrett 5UAF8 
Center : 0.011 Starrett 5UAEO 0.030 Starrett 5UAF9 
Sizes Vie to 32", Pouch 3 and 4 _— Mitutoyo 985-138 1ARY9 0.012 Starrett UAE Gage Holders 
4) Sizes: “Yie", Yea", 2", ; 0.013 Starrett 5UAE2 Single End Starrett 5UAGO 
Ys", 5/0", Plastic Case 3 tos Steel Sige, SUMEG 22Nte 0.014 Starrett BUAE3 Double End Starrett BUAG1 
rs Round Plastic Box 3-5 Tool Steel Starrett S264WB 2ZVJ8 0.015 Starrett 5UAE4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 233/ 


MACHINING 
Gages 


Scan. Order. Done. 
Details on page A1. 











Plug and Thread Gages Vv 


Provide accurate measurement standards that are perfect for the shop floor. 
Compare hole and slot dimensions or locations to specific tolerances. Use as 
masters to calibrate measuring equipment or to gage parts directly. 


Vermont 
Gage 


(= 
GAGE 
® 

























Class X Class 2Z Class X—These gages are for use where greater precision is needed. 
No. 39UJ41 No. SVUH9 . - . 
Class ZZ—Practical gages for use where precision and speed are important. 
iverail Mitr nei Thread Gages—Mercury-threaded gages are ground, precision lapped, and 
Dia. Length Finish Brand Model No. inspected to every thread element. Made to X-tolerance. Class 2B are for 
Fie Gages general applications such as bolt, nut, screw, and similar threaded fasteners. 6H 
0.0625" Vermont Gage 141106250: 49FK19 tolerance gages are metric. 
0.0938" Vermont Gage 141109380 49FN34 
0.1250" Vermont Gage 141112500 49FT48 Overall Thread Mfr. Item 
0.1563" Vermont Gage 141115630 49FX64 Dia. Length Finish Size Brand Model No. 
0.1875" Vermont Gage 141118750 49GA76 Thread Gages 
0.2188" Vermont Gage 141121880 49GE90 Class 2B 
0.2500" 4 Microfinish —etmont Gage 141125000 49GJ06 0.0860" 2A" #2-56 Gf Gage W0086562BS 53UG45 
0.2813" 2" GF Beiter Vermont Gage 141128130 _49GM17 0.1120" 23450" #4-40 Gf Gage W0112402BS 53UG44 
0.3125: Vermont Gage 141131250 39UJ41 0.1640" #8-32 Gf Gage W0164322BS 53UG47 
0.3438" Vermont Gage 141134380 49NX99 0.1900" 36" #10-32 Gf Gage W0190322BS 53UG48 
0.3750" Vermont Gage 141137500 49PC15 0.1900" #10-24 Gf Gage W0190242BS 53UG52 
0.4063" Vermont Gage 141140630 49PF31 0.2500" AV Unfinished V4-20 Gf Gage W0250202BS 53UG42 
0.4375" Vermont Gage 141143750 49PJ46 0.3750" %-16 Gf Gage W0375162BS 53UG46 
0.4688" Vermont Gage 141146880 _ 49PM62 0.5000" 45" Vo-20 Gf Gage W0500202BS 53UG40 
0.5000" Vermont Gage 141150000 49PR77 0.5000" V-13 Gf Gage W0500132BS 53UG43 
Class ZZ 0.5625" %6-18 Gf Gage W0562182BS 53UG41 
0.063 Vermont Gage 911106300 5YEY5 0.6250" 5%" %-11 Gf Gage W0625112BS 53UG50 
0.094 Vermont Gage 911109400 5YEZ3 0.7500" 4-16 Gf Gage W0750162BS 53UG49 
0.125 Vermont Gage 911112500 5VUJ3 Class 6H 
0.156 Vermont Gage 911115600 5YZK6 0.1574" 3/6 Unfinished —V4x0./0___ Gf Gage W0400706HS 53UG51 
0.188 Vermont Gage 911118800 5YZP7 0.2362" AN" M6x1.00 Gf Gage W0601006HS 53UG53 
0.219 Vermont Gage 911121900 5ZRD8 Class L-1 
0.250 Black Oxide - 10 __ Vermont Gage 911125000 5VUH9 0.0625" 3M Yie-27 Gf Gage P006227NSE 53UG54 
0.281 2" Microfinish Vermont Gage 911128100 5ZRK9 0.1000" At 1-11-1/2__ Gf Gage P100099NSE 53UG60 
0.313 or Better Vermont Gage 911131300 5ZRR1 0.1250" oY %-2/ Gf Gage P012527NSE 53UG55 
0.344 Vermont Gage 911134400 5ZRV2 0.1250" 43/4" 1%4-11-1/2 Gf Gage P125099NSE 53UG61 
0.375 Vermont Gage 911137500 5YEU9 0.1500" : Unfinished _1%-11-1/2 Gf Gage P150099NSE 53UG62 
0.406 Vermont Gage 911140600 5MCH2 0.2500" 34/4" V-18 Gf Gage P025018NSE 53UG56 
0.438 Vermont Gage 911143800 5MCL4 0.3750" ‘ %:-18 Gf Gage P037518NSE 53UG57 
0.469 Vermont Gage 911146900 5MCR5 0.5000" AV ~-14 Gf Gage P050014NSE 53UG58 
0.500 Vermont Gage 911150000 5MCV5 0.7500" 436" Yy-14 Gf Gage P075014NSE 53UG59 
neues re errr) é He 
Some 4. mie Mibdeed Mees d | conan numa i ® 
aati? Maton| furs as ome = Witutoyo Starrett 
a, foo — . es 
2 ie oe 
ae Gages 
rn ’ : 
PA im Wi : . Mfr. Item 
wv Drill Point Gage Gages per Set Measuring Range Brand Model No. 
‘ - 2 No. 1ZRV3 Radius Gage Sets 
ey a 15 Pair of Leaves ¥32 to 4" by 64ths Mitutoyo 186-101 6NRD1 
‘ =. 4 16 Pair of Leaves '%a to Y2' by 64ths Mitutoyo 186-102 6NRD2 
rl 55 | eaves Yea to Yea" by 64ths, %2 to Y2" by 32nds Mitutoyo 186-901 4CGV3 
a 010 as to by Sits, lo 2 by Sends a0 Starrett. S16/7CHZ 2ZVD3 
‘> - .010 to 0.030" by 0.005", 0.040 to 0.100" by 0.010", y,. 
Car 26 Leaves 120 to 0.300" by 0.020", 0.350 to 0.500" by 0.050" Mitutoyo 186-906 1ZRR2 
A mma de 7.5 to 15mm by 0.5mm Mitutoyo 186-106 16X230 
ve! 34 Pairs 1 to 7mm Mitutoyo 186-105 16X229 
“ar a Mfr. Item 
2 a Measuring Range (in.) Brand Model No. 
ae Taper/Wire/Thickness Gage 
ome Taper Ye4 to %e', Thickness 0.002 to 0.015", “16° Starrett 245 4CEN7 
Taper Gages 
0.010 to 0.150 Starrett 2/0 2ZVC2 
Drill Gage 0.100 to 0.500 Starrett 269A 2ZVC1 
No. 5C732 Drill Gages 
Vie to 2 Mitutoyo 950-206 50732 
1.0 to 5.9mm Mitutoyo 950-208 5C733 
HATE AtoZ Mitutoyo 950-209 5C734 
rill Point Gage 
No. 5C736 = Mitutoyo 950-275 1ZRV3 
Tap and Drill Gages 
Auf UE] 4 Roja Tap Size #2-56NC to %4-28NF Mitutoyo 950-204 50731 
re American Standard Wire Gages 
5 eee np dled Gage No. 0 to 36 (Nonferrous) Mitutoyo 950-202 50735 
Peo it Bn No. 980-26! U.S. Standard Wire Gages 
32 Sf Gage No. 0 to 36 (Ferrous) Mitutoyo 950-203 50736 
atatilitsleteletelatelatin Apia. U.S. Standard Sheet Metal Gage 
; ——— : 4 0-36 Starrett 283 2ZVD8 
Center Gage - — enter Gages 
Sa: Saas 7 . American Standard or US 60° Threads Mitutoyo 950-201 5730 
Toi ‘ No. of Mfr. ltem 
Leaves Measuring Range Brand Model No. 
Screw Pitch Gages 
Ve arin. 14 Metric Thread Counts (0.45mm to 2.50mm) VermontAmerican 21938 2NXAd 
parry — U.S. Thread Counts (10-40) Vermont American 21939 2NXA6 
: {Uo sU" 18 0.4 to 7 Mitutoyo 188-121 6NRD3 
. = = 21 0.4 to 7 Mitutoyo 188-122 6NRD4 
Screw Pitch Gage Ges te 97 27%; to 28 TPl Starrett 155 6NAZB 
No. 2ZVE2 2 = ms, Si 3% to 36 IPI Starrett 484‘ 6NAX2 
: ak 28 4 to 56 TPI/0.5 to 6mm Mitutoyo 188-152 1ARB7 
- JIUAAT | 0.25 to 2.5mm Mitutoyo 188-153 1ARB8 
aig ft 30 4 to 42 TPl Mitutoyo 188-111 1ARB3 
4 to 84 TPI Starrett 472 2ZVE2 
51 4 to 84 TPl Mitutoyo 950-253 1ZRV1 
4 to 42 TPI/0.4 to 7mm Mitutoyo 188-151 1ARB4 


2338 GRAINGER. 


ITT 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE*® MACHINING 
Find the we. Find Solutions. Find Great Prices. Gage Blocks 
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11-Hole 
No. 45TY04 






9-Pc. Set 
No. 4CGW7 


Mitutoyo “Wesrwarp Starrett® 
Gage Blocks and Sets No. 3ACH2 


Steel blocks for calibrating micrometers and indicators. V-Blocks, 
Clamps, and 1-2-3 Blocks are available online at Grainger.com®. 












23 Hole 
RECTANGULAR SQUARE No. 45TY06 
Nom. Mfr. Item Mfr. Item 
Size Grade Model No. Model No. 
Individual Gage Blocks, Mitutoyo 
0.050" ASME 0 611105-531 1ARU2 614105-531 6NRE7 r™ 
0.100" ASME 0 611191-531 TARU3 614191-531 6NRE8 = 
0.125" ASME 0 611165-531 6NRE1 = — Tri-Blocks 
0.150" ASME 0 611115-531 6NRE2 — — 
0.200 pom SUPA GNRES = = These steel blocks from Suburban Tool, Inc. are carbu- 
0.500 ASME 0 611195-531 TARU4 614195-531 6NRE9 ee 
+000" ASME 0 611201-531 TARU5 614201-534 6NRFO rized and hardened to Rockwell "C" and ground on all 6 
t on ASME ASI ae SORES a cn sides. No. 45TY05 has 1" though hole in 2" x 3" face. 
ra ASME 7 Soest ORES a tones NRE? To allow screw mounting and conversion into angle 
Mtr. Item plates and other precision set-ups, No 45TY04 has 
eka noes Includes Brand Model No. drilled, counter-bored, and 5/16-18 tapped holes and 
: ne 0.0625, 0.100, 0.125, 0.200, 0.250, 0.300, 0.500, 1 Nos. 45TY06, 45TY08, and 45TY09 have 3/8-16 tapped 
: ASME 0 2, Wood Case, Optical Parallel, Certification 516-930-26 4CGW7 holes and matching clearance. 
oe 0.0625, 0.100, 0.125, 0.200, 0.250, 0.300 mNtOyO 
AS-1 eres pay me mma ern peas 516-935-26 4CGW9 Item 
0.500, 1, 2, Wood Case, Certification Hole D fi Paralleli N 
9 Blocks 0.1001 thru 0.1009" Step of 0.0001", 49 Blocks § oles Cee escrip a - arallelism 0. 
0.101 thru 0.149" Step of 0.001", 19 Blocks 0.050 thru 0.950" — \Wectwarg _ oYNKS quareness /1, w/Fitted Wood Box 
Step of 0.050", 4 Blocks 1.000 thru 4.000" Step of 1.000", 0 0.0002 A49TY07 
Wood Case, Certificate of Accuracy w/NIST Traceability | "Lx tT" Hx 2" W 0.0002 49TY05 
81-Pc 9 Blocks 0.1001 thru 0.1009" Step of 0.0001", 49 Blocks 0.101 u 0.0002 45TY04 
'  ASMEB thru 0.149" Step of 0.001", 19 Blocks 0.050 thru 0.950" Step of Starrett. © RS81.B = 3ACH2 a 0.0002 49 TY06 
0.050", 4 Blocks 1.000 thru 4.000" Step of 1.000", Wood Case 23 A'LX2"Hx3'W 0.0003 45TY08 
9 Blocks 0.1007 thru 0.1009 Step of 0.0001, 49 Blocks 0.107 thru 6 Lx2"Hx4"W 0.0003" 45TY09 
ASMEO 0.149 Step of 0.001, 19 Blocks 0.050 thru 0.950 Step of 0.050,4 Mitutoyo 516-902-26 4CGW6 Squareness 0.0002" 
Blocks 1.000 thru 4.000 Step of 1.000, Wood Case, Certification 0 3°LX1T"Hx2'W 0.0002" 45TY10 
Vermont ® 
Vv vermont Starrett 
Pin Gage Sets 
No. 5VUD4 


= 0.0002" tolerance; 0.005mm __ Use for determining small hole sizes, for gaging slots, and 
tolerance for Metric sizes for finding hole distances. Vermont Gage and Westward 

= 0.001" increments; 0.02mm _ sets are Class ZZ. Starrett sets are Tool Room Grade. 
increments for Metric sizes Individual Pin Gages and Handles are available online at 


= 2" length Grainger.com®. 
VERMONT | VERMONT | VERMONT | VERMONT 
GAGE GAGE GAGE GAGE 


Black Guard | Black Guard | Black Guard | Black Guard | STARRETT | STARRETT 
Go - Black Go - Black No-Go - No-Go - Black | Go- Plug No-Go - 
Oxide Oxide Library | Black Oxide | Oxide Library Gage Plug Gage 





Item Item Item Item Item Item siete 
Measuring Range No. No. No. No. No. No. ’ , == 
0.006" to 0.060" 5VUC9 — 5VUD7 — — — 
0.011" to 0.060" 5VUD0 — 5VUD8 — 4CEU2 4CEU3 
0.011" to 0.250" 5VUD1 — 5VUD9 — — — 
0.011" to 0.750" — 5MAT7 — 5MAU2 — — 
0.011" to 1.000" — 5MAT8 — 5MAU3 — — 
0.061" to 0.250" 5VUD2 — 5VUEO — 4CEU4 4CEU5 
0.061" to 0.750" — 5MAT9 — 5MAU4 — — 
0.251" to 0.500" 5VUD3 — 5VUE1 — 4CEU6 4CEU7 
0.501" to 0.625" 5VUD4 — 5VUE2 — 4CEU8 4CEU9 
0.626" to 0.750" 5VUD5 — 5VUE3 — 4CEV1 4CEV2 
0.751" to 0.832" 5VUD6 — 5VUE4 — 4CEV3 4CEV4 
0.833" to 0.916" 5MAT5 — 5MAUO — — 4CEV6 
0.917" to 1.000" 5MAT6 — 5MAU1 — — 4CEV8 
Metric 
0.20mm-1.28mm 5VUE5 — 5VUE8 — — — 
0.21mm-1.29mm 5VUF1 — 5VUF4 — — —_— 
1.30mm-4.98mm 5VUE6 — 5VUE9 — — — 
1.31mm-4.99mm 5VUF2 — 5VUF5 — — — 
5.00mm-9.98mm 5VUE7 = 5VUFO = = = No. 4CEU2 
5.01mm-9.99mm 5VUF3 — 5VUF6 — — — 
10.00 to 13.98mm 5MAU5 — 5MAU6 — — — 
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Coddington 
: . : Magnifier Packette 
; nifier 
Pocket Folding Handheld LED Hastings Triplet Illuminated Magnifie 
Magnifier Magnifier Magnifier No. 3G993 No. 3G985 
No. 3G983 No. 3DUW4 No. 3H431 
Item 
Power Diopters Focal Distance _Lens Dia. Brand No. 
a Pocket Folding Magnifiers 
‘ ; 4X 16 ag 36mm Bausch & Lomb 3G977 
5X to 20X 20 T0 80 2.0 a0.5' 20mm Bausch & Lomb  3G983 
' - 4X, 5X, 9X 16D to 36D 2a del 23.0mm (2) Bausch&Lomb 3G981 
_ = easyPOCKET Illuminated LED Magnifier 
Magnifier Head LED DC Magnifier Handle 3X 8D 5" 50 x 46mm Eschenbach 3DUY3 
No. 3DUW5 No. 3DUX4 Handheld LED Magalflers 7 ; 5 -£tamp —PUg70 
‘/29cm : ausc om Y/ 
TB n — ee — Bas Son al 
=g0 ea er 5 “/22.4cm "X4! ausc om 7 
Magnifiers BAUSCH+#LOMB “setter visions Better ite 3.9K 10 4 fox 0mm Eschenbach _ 3DUW1 
op 10x 38 105 3am Eschenbach 3DUV7 
Pocket Folding Magnifiers— Hastings Triplet—Adjustable for 05 omm schenbac 7 
; g g ae Sage 2 g P ; 12.5X 50 0.8" 30mm Eschenbach 3DUV8 
No. 3G977 is a single-lens magnifier. individual focus. Leather case included.  |Wastings Triplet Magnifier 
No. 3G983 is a 3-lens magnifier which No. 3G995 allows illumination to fall IX 28D 3.9¢m 19.8mm___ Bausch & Lomb _3G995_* 
b bined t d 7 diff t th ified N 3H431 10X 20D 2.5cm 15.8mm Bausch & Lomb  3H431 
can be combined to produce / different on the magnified area. Nos. ; 4X 56D 70cm 125mm Bausch & Lomb 2RPA4 
powers. No. 3G981 is a 2-lens magni- | 2RPA4, and 3H433 have 3 separate 20X __/6D 13cm 8.3mm ___ Bausch & Lomb _ 3433 
fi hich b bined t d bonded toaether to f Magnifier Measuring Scales for No. 3G995 
ler wnicn can be combined to produce = glass lenses bonded togetner to 1orm a =~ General Purpose Scale; For measuring radii from “4s to 3", Bausch & Lomb 3G997 
3 different powers. compound lens. 0.005" and 0.1 scales, line widths of 0.001, 0.002, 0.003 
Inch Measuring Scales for No. 34995 
easyPOCKET Illuminated LED Double Lens—2 plano-convex glass yi itiac Siring Scales tar No, 36995 Shan ae 
Magnifier—ldeal for use in dimly lit lenses provide a corrected wide, flat Metric Scale, 20 mm in 0.1 mm Intervals Bausch & Lomb 3H001 
locations with distortion-free aspheric/ __ field. BOTS pieeeatninal 
. ; . 3.5K 14 3 442mm Bausch & Lomb 2RNZ9 
diffractive hybrid lens. SMD LED tech- . . , Coddington Magnifier 
Coddington—Single thick lens with a 34 25 198 Bausch & Lomb 3H427 
nology never needs to be changed. ; 10X oem gun _raisc oom 
. central groove diaphragm. No. 3G993 34 1"/2.5cm 198mm Bausch & Lomb 3G993 fT 
Automatic contact mechanism allows 20X 65 0.5°1.3cm 12.5mm Bausch & Lomb _3H429 
,; uses 2 AA batteries (not included). 7 
the light to conveniently go on and off a: aa 275 1cm 37mm Bausch &Lomb 3G985 
without a switch. Pull tab on right side © Packette—Optical quality aspheric Articulated Arm Lamp Magnifier 
lens. 1.75X 3D 220mm Eschenbach 3DUX7 
a easyPOCKET slides out of the left IIluminated Magnifier Heads And Handles 
oe Articulated Arm Lamp Magnifier— —_aanor Heals __ 333" somm Eschenbach 3DUX2 
Handheld LED—Bausch & Lomb Clamp to surfaces 3" to 1" thick. 4X 16D 25" 70mm Eschenbach  3DUW9 
Bass di cutie fil and oe Illuminated Magnifier Heads and a 540 187 BOTT Fechenbech —3DUW? 
case. Eschenbach magnifiers combiné — Wangles—Order illuminated handles 7X 28D 1.43" 35mm Eschenbach  3DUW6 
10X 38D 105 35mm Eschenbach 3DUW5 
sala optics oe a ae for th and prefocused lenses separately. 12.5X 50D 0.8" 30mm Eschenbach  3DUX1 
hard coating and detachable cover. 2 eT ee scnernac 
—— LED DC Handle Eschenbach 3DUX4 
batteries included. * Measuring ¢ Illuminated 
Microscopes Mitutoyo 








Stereo 


= 120VAC; 50/60 Hz 
Stereo Microscopes—Nos. 54GF79 and 54GF80 


No. 54GF79 










feature crystal sharp, high-color contrast image with 
excellent depth of field. Always in sharp focus at all 
magnifications. The Parfocal Optical System allows 
relaxed, strain-free viewing. No. 54GF79 is a high- 
accuracy, 4-step magnification stereo microscope. 
No. 54GF80 features a magnification charger which is 
ideal for small part assembly. No. 54GF78 has stereo 
tube which can be rotated a full 360° for viewing at any 
angle. Bilateral zoom control knob adds convenience 
and increases operator efficiency. Diopter adjustment 
for both eyepieces. 


Toolmaker's 
No. 54GF77 


Toolmaker's Microscope—Well-suited for measuring 
dimensions and angles of machined metals. Compact 
body for use on shop floors with limited space. Angle 
measurement is performed easily by turning the angle 
scale disc to align the cross-hair reticle with the work- 
piece image. Illumination intensity can be adjusted. 


Focusing Max. Item 
Magnification Optical Tube Measuring Units Height Maximum _Workpiece Height Stage Dimensions Table Size Table Travel Capacity Max. No. 
Stereo Microscopes, Dual Adjustable Diopter 
6X to 50X Binocular 10W 219.9mmM 89mm 95mm 33 Xx 20mm 10 Ib. 54GF79 
6.4X to 40X Binocular 10W 215.9mm 89mm 90mm 170 x 230mm _ 10 Ib. 54GF80 
10X to 40X Trinocular 10W 215.9mm 80mm 95mm 33 x 20mm = 10 Ib. 54GF78 
Toolmaker's Microscope, Adjustable Diopter 
30X, 20X, 200X Monocular 6/mm 107mm 154 x 956mm 23/X 152.4mm 2X 50mm 11 Ib 54GF/7 
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Magnifiers & Surface Testings 





BAUSCH +LOMB 
Watchmaker's Loupes 


Optical quality lenses in precision-molded cases. 


Power Diopter 
4x 16D 
OX 20D 
iX 28D 
10x 40D 
10x, Hastings 40D 






Focal Item 

Distance No. 
2.5/6.4cm 3H423 
71.4-/9:16m2.0/9.10m 3H421 
1.4°/3./cm 3H3/2 
1°/2.5¢m 3H230 
1°/2.5¢m 2RPA3 


Mitutoyo Starrett 


Surface Testers and Gages 


Mobile Surface Testers—M 300 Mobile 
Nos. 446F43 (with 2 micron stylus) and 446F44 
(with 5 micron stylus) include the option of 
wireless connection between the evaluation 
unit and drive unit. Feature integrated memory 
for results of up to 40,000 measurements and 
30 profiles, 16 language capability, and inte- 
grated thermal graphics printer. For use with 
PHT probe range. PS 10 Mobile Nos. 446F42 
(with 2 micron stylus) and 446F41 (with 5 
micron stylus) feature large, illuminated 4.3" 
TFT touch display. Back up data as TXT, X3P, 
or PDF files. Power supply independent opera- 
tion allows over 1200 measurements without 
having to recharge. Horizontal, vertical, and 
upside down measuring positions. 31 surface 
parameters offer the same range of functions 
as a laboratory instrument. 


Surface Tester—Detachable detector/drive unit evaluates 
39 surface parameters. Backlit color LCD reads vertically or 
horizontally and displays evaluation curve. Micro-SD card. 
USB, RS-232, and SPC output. Includes precision roughness 
specimen. 


Pocket Surf® IV—Displays Ra, Rz, or Rmax. Simple one- 
button operation. Single-button calibration process does not 
require additional tools. Features 4 switchable probe positions: 
axial (folded) or at 90°, 180°, or 270°. Readout of the measured 
roughness value, in microfiches or micrometers, within half a 
second after the surface is traversed. Shows out-of-range (high 
and low) and battery signals. Operates horizontally, vertically, 
and upside down. Includes 9V battery. No. 40TF45 has 10um 
radius tip. No. 40TF46 has 5 um radius tip. 


Surface Gages—No. 6NAZ1 has 12" and 18" spindle lengths 
and 4 gage pins. No. 6NAY2 features 9" spindle length and 2 
gage pins. Both gages include scriber. 





No. 3H230 


No. 40TF45 








Sampling No. of Cut-Off Arbitrary 
Measuring Length Sampling Length Length Mfr. Item 
Range (in.) Spans (in.) (in.) Profile Brand Model No. 
Mobile Surface Testers 
0.070. 0.220 Ra, Rz, Ry, JIS is Equivalent to Rz, Rz, JIS, Ra, Rmax, Rp, RpA, ASME, 
0.049, 0.157, 4.921 3 — “0.680... Rpm, ASME, Rpk, Rk, Rvk, Mr, Mr2, A1, A2, Vo, Rt, R3z, RPc, Rmr (tp Mahr Inc 6910401  446F43 
90, 180, to (JIS, ASME) is Equivalent to Rmr), RSm, RSk, S, CR, CF, CL, R, Ar, Rx, Rv 
350 micron 0.070. 0.220 Ra, Rz, Ry, JIS is Equivalent to Rz, Rz, JIS, Ra, Rmax, Rp, RpA, ASME, 
0.049, 0.157, 4.921 3 — “0.680... Rpm, ASME, Rpk, Rk, Rvk, Mrt, Mr2, A1, A2, Vo, Rt, R3z, RPc, Rmr (tp Mahr Inc 6910411 446F44 
(JIS, ASME) is Equivalent to Rmr), RSm, RSk, S, CR, CF, CL, R, Ar, Rx, Rv 
0.060. 0.190 Ra, Raq, Rz, R y, JIS is Equivalent to Rz, Rz, JIS, Rmax, Rp, RpA, ASME, 
0.049, 0.157, 4.921 3 — “0.590 | Rpm, ASME, Rpk, Rk, Rvk, Mrt, Mr2, A1, A2, Vo, Rt, RPc, Rmr, (tp, (JIS, Mahr Inc 6910232  446F41 
S50 micron ASME) is Equivalent to Rmr), RSm, RSk, RS, CR, CF, CL, R, Ar, Rx 
0.060. 0.190 Ra, Raq, Rz, R y, JIS is Equivalent to Rz, Rz, JIS, Rmax, Rp, RpA, ASME, 
0.049, 0.157, 4.921 3 “0.590 Rem, ASME, Rpk, Rk, Rvk, Mr, Mr2, A1, A2, Vo, Rt, RPc, Rmr (tp (JIS, Mahr Inc 6910230 446F42 
ASME) is Equivalent to Rmr), RSm, RSk, RS, CR, CF, CL, R, Ar, Rx 
a 0.010 Ra, Re, Ry, Rz, Ra, Rt, R Rp, Rv, R3z, Rsk, Rku, RPc, R 
.010 to a, Rc, Ry, Rz, Ra, Rt, Rmax, Rp, Rv, R3z, Rsk, Rku, RPc, Rsm, 
17.5 mm 0.003, 0.010, 1,2, 3,4,5, 0.003, 0.019, 9 63019 0001" Rz1max, S, HSC, RzJiS, Rppi, RAa, RAg,Rlr, Rmr, Rmr(c), Roc. Mitutoyo 178-561-02A 5RCG9 
0.030, 0.100 6,7, 8,9,10 0.030, 0.100 
ciciaed s peers a Peete Interval) Rk, Rpk, Rvk, Mr1, Mr2, A1, A2, Vo, Rpm, tp, Htp, R, Rx, AR 
Pocket Surf® IV 
Ra 1 micron in to 0.030, 0.090, 0.150 1;.3,5 0.03 — Ra, Rz, Rmax Mahr Inc 2191800  40TF45 
250 micronin 0.030, 0.090, 0.150 1,000 0.03 — Ra, Rz, Rmax Mahr Inc 2191802  40TF46 
Pocket Surf® IV Accessories 
Diamond Surface Gage Probe, 0.0002" Radius Mahr Inc EGH-1026 5RHL2 
Diamond Surface Gage Probe, 0.0004" Radius Mahr Inc EGH-1019 5RHL1 
Diamond Surface Gage Probe, 0.0004" Radius, 90° Conical Mahr Inc EGH-1021 5RHL3 
Diamond Surface Gage Probe, Groove Bottom Mahr Inc EGH-1028 5RHL4 
Adjustable Surface Gage Stand Mahr Inc EAS-2496 5RHL5 
Mfr. Item 
Base Size (in.) Upright Post Dia. (in.) Snug Brand Model No. 
Surface Gages 
32x 346 0.375 ye" Starrett 20/D 6NAZ1 
3X 2%6 0.312 Ae Starrett 57A 6NAY2 
Mitutoyo Starrett 
Durometers and Calibration Sets 
= Blunt-taper indenter models have 35° tip angle Location Mfr. Item 
= Sharp-point indenter models have 30° tip angle Scale Range _ Indenter Area (in.) Brand Model No. 
a Analog Durometers 
Provide quick and accurate results when testing elasticity ShoreA 10to90 Blunt Taper—l-/1 Diameter Mitutoyo _811-331-10 _1ARW2 
of natural rubber, neoprene, polyesters, PVC, leather, nitrile, 1.73x0.71 Mitutoyo _811-335-10 TARV6 
ShoreD  20to 90 Sharp Point 0.71 Diameter _ Mitutoyo _811-333-10 1ARV4 
wax, vinyl, cellulose acetates, polystyrol (polystyrene), and 173x071 Mitutoyo 811-337-10 1ZRT5 
other materials. Shore A scale is for flexible materials, and Digital Durometers 
i i Oto 100 Blunt Point _— Starrett 3805B  53VE96 
Shore D scale is for hard materials. Include case. Shore A ~ 49 45.90 Blunt Taper 07 Diameter Mitutoyo 811-332-10_ 1ARV3 
Analog—Peak retaining hand for error-free readings. 173x071 Mitutoyo 811-336-10_1ZRT4 
- ShoreD  20to90 Sharp Point 0.71 Diameter Mitutoyo 811-334-10 1ARVS5 
Digital—Feature zero-set and power On/Off, as well as a 1.73x0.71 Mitutoyo 81 1336-10 TEATS 
. l. em 
Data-hold feature that retains readings on the LCD display. Scale Range For Use With Model —No.. 
Mitutoyo models have an SPC output for downloading Calibration Sets for Durometers 
readinas to computer ShoreA _ 30, 60,90 _Nos. 1ARV2, 1ARV3, 1ARV6,1ZRT4 64AAA964_ _1ARU7 No. 1ZRT4 
g puter. ShoreD 20,40,80 Nos. 1ARV4, 1ARV5,1ZRT5,1ZRT6 64AAA590 1ARU6 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2341 








MACHINING 
Hardness Testers & Tachometers 








Starrett® 
Hardness Tester 


Handles Rockwell scales A through H and K and 
provides reliable values on hard or soft metal and 
alloys. Includes diamond indentor, 6" ball indentor, 
3 certified test blocks, 4 test tables, 5.87" and 2.5" 
flat anvils, ¥s" spot anvil, and a standard vee anvil. 
Also includes case. 


Mfr. Item 
Description Model No. 
Analog Hardness Tester 3814 2ZUP4 
















Mitutoyo 
Digital Tachometers 


= 5 digit LCD display 

= Min., Max., and Final memory 

Measure total revolutions, revolutions per minute, 
surface speed, and length. Include plastic carry- 
ing case, batteries, cone adapter, funnel adapter, 
and 6" measuring wheel. No. 6NREO also features 
laser diode detection and makes both contact and 
noncontact measurements. NIST certified. 


Contact Noncontact Mfr. Item 
RPM Range RPM Range Model No. 
1 to 25,000 — 982-551 6NRD9 
6 to 25,000 6 to 99,999 982-552 6NREO 
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No. 6PCN7 


Starrett 
Granite Surface Plates and Accessories 


Grade AA Laboratory plates are for precision 
operations in constant temperature gaging rooms 
and metrology departments. 


STONE CLEANERS 


Prevent abrasion of tools by dirt and other foreign 
particles. Waterless cleaner is also a degreaser and 
rust inhibitor and should be used without water. 


Note: More sizes are available, go to Grainger.com®. 


CRYSTAL PINK GRANITE SURFACE PLATES 
Calibration is NIST certified. Meet U.S. MIL-Il-45208A 
and Federal Spec. ASME B89.3.7 for flatness. 

Grade B Toolroom plates are for production check- 
ing work throughout a shop. 

Grade A Inspection plates are for general quality 
control work. 


GRADE B TOOLROOM GRADE A INSPECTION GRADE AA LABORATORY 
Flatness Flatness Flatness 
Unilateral Unilateral Unilateral 


Surface | Tolerance Thickness Weight Item | Tolerance Thickness Weight Item Tolerance Thickness Weight Item 
Size (in.) (in.) (in.) (Ib.) No. (in.) (in.) (Ib.) No. (in.) (in.) (Ib.) No. 
Crystal Pink Granite Surface Plates 


12x12 | 0.000200 4 55 ~—s BPCUS | 0.000100 4 55 ~=— §PCT1 «0.000050 4 55 ~=— 6 PCN7 
12x18 | 0.000200 4 83 6PCU6 | 0.000100 4 85  6PCT2 0.000050 4 85  6PCN8 
18x18 | 0.000200 4 125  6PCU7 | 0.000100 4 125  6PCT3 0.000050 4 125 6PCN9 
18x24 | 0.000300 4 165  6PCU8 | 0.000150 6 248  6PCT4| 0.000075 6 248 6PCRO 
24x24 | 0.000300 4 220 6PCU9, 0.000150 6 330 6PCT5| 0.000075 6 330 6PCR1 
24x36 | 0.000400 6 495  6PCVO | 0.000200 6 495  6PCT6| 0.000100 6 495 6PCR2 
30 x 48 | 0.000700 6 950 ~~ 6PCV1 — — — — |0.000168 10 1585 6PCR3 

36 x 36 | 0.000600 6 745 ~~ 6PCV2 | 0.000300 6 745 6PCT8 — — — _ 
36 x 48 | 0.000800 6 990  6PCV3 | 0.000400 8 1320 6PCT9 | 0.000200 8 1320 6PCR5 

36 x 60 | 0.001000 8 1650 6PCV4 | 0.000500 10 2065 6PCU0 — — — _ 
36 x 72 | 0.000900 6 1520 6PCV5 — — — — |0.000300 12 2972 6PCR7 

48x 48 | 0.000900 6 1520 6PCV6 | 0.000500 8 2030 6PCU2 — = = — 

Item 

Description No. 

Stone Cleaners 

Liquid, 1 gt. Cleaner, Pk. Qty. 12 6RDL3 
Liquid, 1 gal. Cleaner, Pk. Qty. 4 6RDL2 
Waterless, 1 |b. Cleaner, Pk. Qty. 12 6RDL4 


*ERIME® Starrett 
Surface Plate Stands 


=» Preassembled 


GA 

Steel angle stands are 40"H. Stationary stands 
include 3 screws. Rolling stands include 3 screws 
and 4" casters. 


STARRETT® 


Constructed from welded square steel tubing. 
Stationary stands include 2" leveling adjustment. 
Rolling stands include 2 rigid and 2 swivel casters 
and have caster locks. 











Rolling 
No. 6PDC6 


STATIONARY | ROLLING 


Item Item 
Plate Length Plate Width No. No. 
Starrett 
12" 18" 6PDA1 6PDC6 
48" 18" 6PDA2 6PDC7 
24" 6PDA3 6PDC8 
24" 6PDA4 6PDC9 
24" 36" 6PDA5 6PDDO 
48" — 6PDD1 
30" 48" _— 6PDD2 
36" 6PDA8 6PDD3 
36" 48" 6PDA9 6PDD4 
60" 6PDCO 6PDD5 
GA 
Stationary 1 os 1 2 45ND83 45ND84 
No. 45ND83 24 18 45ND85 45ND86 
36" 24" 45ND87 45ND88 
48" 36" 45ND89 45ND90 
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MACHINING 
Scribers, Probes & Pin Vises 





* Westward’ 


Scribers 
MACHINIST POCKET 
Durable steel handles. No. 4KY26 has a Mitutoyo scribers have pen-style handles 
solid knurled handle. with pocket clip and push-button head. 
Replaceable Threaded Overall Item == = 0m 
Point Type Tip Material Tip Points Length (in.) No. 
Machinist 
(2) Straight/(1) 90° — Hardened Steel No Yes 9 in 4KY26 
Pocket 
Straight Hardened Steel No Yes 4 ¥4 in 4KY29 
Straight Carbide No No 5 in 4KY32 


No. 4KY26 


No. 4KY29 








4-Pc. 





IN 
(GENERAD) MAYHEW 
Probe Sets 


12-PC. PROBE AND POSITION 


5" stainless steel blades, with hard- 
ened steel tips and ABS plastic handle 
and steel screwchuck. Includes fitted 
zippered case. 


4-PC. HOOK AND PICK 


2-composite ergonomic handles. 
Hardened and tempered steel shaft 
extends through the handle to the 
striking cap. 





No. 2KKV4 


12-Pc. 
No. 1XHP7 
or~ 
3-Pc. 
No. 3G945 
4 ww @& 
4-PC. PROBE 


Mini-tool style with heat-treated, alloy 
steel fixed blades. Chrome plated with 
ABS plastic handle. 


3-PC. PROBE 


Heat treated and mounted in body 
with hex head, with knurled aluminum 
handle. 


Overall 
Length Mfr. Item 
(in.) Brand Model No. 


Description Point Type 
Straight, 35° Bend, 90° Bend, 180° Loop, 
42-Pc. Probe Double Bend, 180° Hook, Offset Pull 


and Position Set 


Hook, 135° Pull Hook, Pull/Push Hook, 7%to 8% General 707865 1XHP7 
Adjusting Pull/Push Hook, Placement 


Guide/Lifter, and 5" Extension 


4-Pc. Mini Hook 
and Pick Set 


Straight, 90°, Curved, and Complex Hooks 6% Mayhew 60003 2KKV4 


4-Pc. Probe Set Straight, 180° Hook, 35° Bend, 90° Bend 6 General 60004 1XHP8 


3-Pc. Probe Set 


45°, Hook Bend, Double Bend 6% General 862 3G945 
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No. 2ZVH9 


Starrett® 
Pin Vises 


Securely hold small stock, taps, drills, reamers, scribers, wire, small 
files, etc. Knurled handle end allows for fast opening and closing, while 
octagonal shape helps prevent rolling. Full-length holes allow vise to 
accommodate any wire length. 


Range Mfr. Item 
(in.) Handle Model No. 
Double End 
0 to 0.125 Round, Knurled Steel 165 2ZVG8 
Tapered Collet 
0.110 to 0.200 Round, Knurled Steel 240D 2ZVH8 
0.045 to 0.135 Round, Knurled Steel 240C 2ZVH7 
0.025 to 0.075 Round, Knurled Steel 240B 2ZVH6 
0.010 to 0.055 Round, Knurled Steel 240A 2ZVH5 
Straight Collet 
0.115 to 0.187 Octagon PVC 166D 2ZVH3 
0.050 to 0.125 Octagon PVC 166C 2ZVH2 
0.030 to 0.062 Octagon PVC 166B 2ZVH1 
0 to 0.040 Octagon PVC 166A 2ZVG9 
0.115 to 0.187 Round, Knurled Steel 162D 2ZVG6 
0.050 to 0.125 Round, Knurled Steel 162C 2ZVG5 
0.030 to 0.062 Round, Knurled Steel 162B 2ZVG4 
0 to 0.040 Round, Knurled Steel 162A 2ZVG3 
4-Pc. Sets w/Case 
0.010 to 0.200 Round, Knurled Steel $2402 2ZVH9 
0 to 0.187 Octagon PVC $166Z 2ZVH4 
0 to 0.187 Round, Knurled Steel $1622 2ZVG7 
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MACHINING 
Milling/Drilling Machines 













No. 42W857 No. 446N38 





No. 42W876 


JET WE 


‘nea 


Milling and Mill/ 


Drill Machines 
MILLING 


Step Pulley—Use belts to manually change 
speeds. For more information, see Grainger.com®. 





°“ E-LWIT 


HIGH PERFORMANCE MACHINERY 











No. 2LKP9 


PRECISION MAGHINE TOOLS 








No. 18F194 


Variable Speed—JET models have hand- 
wheel adjustment to set speed and internally 
cooled spindle head. For more information, see 
Grainger.com®. 


CNC Vertical—Feature 3-stage power downfeed 
with automatic stop, internally cooled spindle head 
and heavy-duty spindle brake. ACU-RITE MILLPWR® 
CNC 2- or 3-axis control. 


MILL/DRILL MACHINES 


Provide accurate milling, drilling, and boring capabil- 
ities. Sharp models have a 10" to 20" lathe capacity. 





Motor Spindle Cross Longitudinal Mfr. Item 
HP Voltage Phase Speed (rpm) Spindle to Table Table Size (in.) T-Slot Size (in.) Travel (in.) Travel (in.) Brand Model No. 
Step Pulley Milling Machines 
1% 115/230 1 240 - 1550 — 1X 30% 3, % 9% 22.20) JET 690036 42W773 
230 o 80 to 5440 1/2" 9 x 42 3, % 12% 23.8/ JET 690082 42857 
) 220 3 80 to 3800 — 10 x 54 % 30/6 13:75 Baileigh VM-1054-3 31XW13 
5 220 3 80 to 3800 — 12 x 58 % 36°%64 19:15 Baileigh VM-1258-3 31XW14 
With X-Axis Powerfeed 
2 115/230 1 80 to 2/20 1/2" 9 x 42 3, % 12% 23.8/ Jt: 690006 42W772 
Variable Speed Vertical Milling Machines 
2 115/230 1 60 to 4200 17%" 9 x 49 3, 48 12 34.00 JET 690180 5CEZ4 
3 230 =) 60 to 5000 18%" 9 x 49 3,0/8 12 36.00 JET Elite 894050 20UT/5 
With X-Axis Powerfeed 
3 230/460 3 60 to 4500 1854" 9 x 49 3, %8 12 36.00 JET Elite 894172 20UT63 
230/460 3 60 to 4500 1854" 9 x 49 3, %8 12 36.00 JET Elite 894176 20UT64 
With 2-Axis ACU-RITE 200S 
3 230/460 a 60 to 4200 1/1" 9 x 49 3, % 12 34.00 JET 690202 42871 
With 3-Axis ACU-RITE 200S (Quill) DRO 
3 230 3 60 to 5000 1874" 9 x 49 3, % 12 36.00 JET Elite 894392 20UT88 
gee Vertical Milling Machines 
-Axis 
3 230/460 3 60 to 4200 17%" 9 x 49 3,0/8 12 34.00 JET, 690948 42876 
Motor Drilling End Milling Spindle Spindle Spindle Longitudinal Item 
Swing HP Voltage Phase Cap. Steel Capacity Speed Travel to Table Table Work Surface  T-Slots Cross Travel Travel Brand No. 
Mill Drill Machines 
5 220 3 ya Ja 60 to 4500 18" 9¥%' to 23%" 1 X06° 7s" 16%" 36" Sharp 446N40 
i] 220 3 Ja ya 70 to 4000 16" 2. 1 1G: 12" x 58" %e" 16" 40" Sharp 446N38 
0, /% 220 3 ya ya 120 to 3600 18" o%6 to 23" 11° Yea" x 51'%ea" %e" 14156" 3/A6° Sharp 446N41 
1% 220 3 ¥4" Ja 35 to 1382 18%" Oto 18 Ye" ——115%64" x 511%" 7" 1416 37/6. Sharp 446N39 
10 220 3 a Sa 45 to 1500 20" 4" to 24" 142%0" x 67" 7g" 142%" 39%6 Sharp 446N42 
10" 10 220 3 1%" ya 45 to 1500 47" 47" 31%" x 431%6q" Je" 47/' Jd) Sharp 446N48 
10 220 3 1%" Ja 45 to 1500 ih DD! 31%" x 59'%6q" 37g" gue 102932" Sharp 446N49 
15 220 3 1" Sa 45 to 1500 22' 4" to 26" 171932" x 74°Y%6a" Ye" 172%" 47 V4" Sharp 446N43 
20 220 3 1" ya 45 to 1500 2/' 2%4' to 30%6 29%" x 106'%a" fe" 31 184% 4" Sharp 446N46 
20, /% 220 3 il Sa 45 to 1500 2/' 2% to 30%6 29%" x 106'%a" J/g" 31 184% 4" Sharp 446N47 
20 220 3 Te Sa 45 to 1500 312" A’ to 35%) 19'%2" x 86'%2" e 23°%64" 09" Sharp 446N44 
20, 7% 220 3 1" Sa 45 to 1500 31" A" to 3544" —_:19'%2" x 86'%2" Ye" 23°%64" og" Sharp 446N45 
14%" 1 115/230 1 1" yf" 110 to 2580 32" iy 1a X25" 3, % 6" 14" JET 42854 
157%" 2 120/240 1 1M Sa 150 to 3000 oh 18" 91% x 32/4" %' 6 1A" 201%" JET 18F194 
16" 1% 120/240 1 Te ya 150 to 3000 D. as 91" x 32" %" i 23. Dayton 2LKP9 
1% 120/240 1 TY Ja" 150 to 3000 D. 1/7" QY2" xX 32° 7%" i 23. Dayton 2LKR1 ~*~ 


* With power feed table. 
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Drill Presses 


GENERAL PURPOSE 


Feature cast-iron base and adjustable worktable height. For 
use in woodworking shops, maintenance shops, and light 
industrial applications. Radial arm drill presses are for use 
on large, heavy work or where many holes need to be drilled. 
Designed to allow the head to move horizontally. 


HEAVY DUTY 


Belt-drive presses feature cast-iron head and adjustable 
depth stop. For maintenance shops and industrial applica- 
tions. No. 2LKU8 Precision Micro Drill is for instrument, 
electronic, jewelry, and research applications. JET® models 
feature 45° table tilt and a wide range of spindle speeds. 
Dayton® presses offer digital readout of depth and speed. 


PRODUCTION 


Designed with heavy-duty motors and precision machined 
surfaces for heavy workloads. 


Step Pulley—Spindle speeds are limited by pulley size. 
Speeds can be changed to match the material being drilled. 


Variable Speed—JET models Nos. 52XJ02 and 52XJ03 
feature power down feed system that allows a manual 
switch from tapping to hands-free drilling in 3 speeds. 
Nos. 3WRN7 and 3WRP9 have a safety collar, 6" stroke for No. 36VE10 No. 2LKU8 No. 3WRPS 
deep hole application, and 2%" quill. Speeds are adjusted 

using a hand wheel. 








Motor Amps’ Capacity No.of Spindle Speed Spindle Spindle Spindle Column Table Overall Overall Overall Item 
Swing HP Voltage AC Cast Iron Speeds (RPM) Taper Travel toTable Dia. Table Work Surface Slot Size Height Width Depth Brand No. 
General Purpose Bench Drill Press 
10" V3 120 41 Y" 5 650 to 3070 33JUT 2¥," 10%" 2%" 7'%6' xX 76 V6" 27V" 1144" 19%" Dayton 16N196 
General Purpose Floor Drill Press 
161%" V4 115/230 9.0/4.5 Ye" 16 200 to 3630 2MT 45" 29%" 3 Ye 13%" Ya" 4%" 234%" 12%" JET 25CH39 
167%" 4 115 — _ 16 210 to 3500 2MT 5 29" 352" 14" x 19" ¥e" 65" 16" 28%" JET 45CA74 
18" 1 115/230 = 15.0/7.5 — Variable 250t03000 JI3/MI2~ 6° 30" 3 Ye" 20" x 14" 3" a 20%" 18" Powermatic 36VE10 
20" 1% 115/230 = 1" 12 150 to 4200 3MT 45" 29% 39" 18%" x 16" Ya" 58" 207 ih JET 18F196 
Radial Arm 
o. 7% 230/460 12.0/6.0 2%6' 12 40 to 1920 OMT = 14%e' oor 17" 277%x 19% x 159%" 7 116" 50" 112" JET. 42W828 
36" 3 230/460 —8.2/4.1 2" 6 88 to 1500 AMT —s- 822" —231%e" BY" 23%" X 17%" xX 15" Ya 83" 64" oe JET 42W834 
48" 2%tod 230 18.0 2%6° 2 44 to 1500 4MT 97," 35" 111%6" 25" x 20%" x 16%" ya" 89" 39" 80" JET 25CH33 
Heavy Duty Precision Micro Bench Drill Press 
95" 2) 115 3.0 Ye" Variable 2,000t0 12,000 OJT 1%" 3" 13%" 7%" X 79" Ae" 20" 84" 13" Dayton 2LKU8 
Heavy Duty Bench Drill Press 
1 V4 115/230 = 9.0/4.5 Ye" 16 200 to 3630 2MT 34" (Rye 27 QV" x OY" — 39" 13%" or JET 3WRP4 
Heavy Duty Floor Drill Press 
1S V4 115/230 9.0/4.5 Ye" 16 200 to 3630 2MT 34" 24V2" 214 9%" x OVA" == 63%" —- 13%" oF JET 3WRP3 
20" 1 115/230 =: 9.0/4.5 3" 12 150 to 4200 3MT 43/," 21%" 35%" 1b x 13 Ve Y," 67" 18%" 33%" JET 3WRP5 
Production Floor Drill Press 
Step Pulley 
ey 1 115/230 14.0 Ye" 6 400 to 5000 2MT 6" 2554" 2 12%" x 14 4" VY" fill 20" 30" JET 42W844 
20" 1 120/240 —_16.0/8.0 1%" 12 140 to 2600 MT3 a 2698" 4" Io eS Ye" (UY 22" - 32ye Dayton 49G986 
Variable Speed 
115/230 = 25.0/13.0 1%" Variable 300 to 2000 3MT 6" 304" Ay" 22" x 18%" 9" 79°%4 = 27%2 38%" JET 53ZC49 
2 230 7.0/6.6 1%" Variable 300 to 2000 3MT 6" 30%" 4V" 22" x 181%" ¥e" 793%4 2752 BBN 6" JET 53ZC51 
2 230/460 ~— 7.0/3.5 1%" Variable 300 to 2000 3MT 6" 30%" 4V" 22" x 181%" ¥e" 793%4 2752 BBN 6" JET 53ZC50 
20" 2 230 9.2 1%" Variable 65 to 2000 3MT 6 30%" 4V" 18%" x 149%" Ye" 79%" 27" 38%6° JET 52XH99 
2 230 9.2 1%" Variable 65 to 2000 3MT 6 30%" 4V" 18%" x 1494" 7a" 79%" 27" 38% JET 52XJ02 
2 460 9.2 1%" Variable 65 to 2000 3MT 6 30%" 4V" 18%" x 1494" ¥e" 79%" 27" 38% JET 52XJ01 
2 460 9.2 1%" Variable 65 to 2000 3MT 6 30%" 4V" 18%" x 1494" ¥e" 79V2" 27" 38% JET 52XJ03 
45" 1 115/230 —16.0/8.0 ¥" Variable 400 to 5000 2MT 6" 2594" a 12%" x 14%" VY," 71" 20" 30" JET. 3WRN7 
1 230/460 _—6..2/3.1 ¥" Variable 400 to 5000 2MT 6" 2594" 3 12%" x 141%" Y;" a 20" 30" JET 3WRP9 


* GRAINGER 
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Drill Press Guards 


Telescopic drill guards collapse and extend 
when the spindle is raised and lowered. Fit 
drill presses with exposed lower spindle 
bearing collars. 


Max. 
Chuck Lower Spindle Max. Min. 
Dia. Bearing Stroke Stroke Item 
(in.) Collar Dia.(in.) (in.) — (in.) No. 
2V% 1% to 3 6% 3% 29DY67 
25%  1%to3% 10% 4%  29DY68 Ne: 2oU ee No. 29DY70 
2% 1% to 3% 7 4%6  29DY69 
i] 13% to 3% 7 4/16 29DY70 
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Jaw 
Jaw Opening Item 
Description Width (in.) (in.) Brand No. 




































































































































































































































































































































































































, 4 4 Dayton __ 3 W761 
. Peels 6 6" Dayton 4TK04 
4 4 Dayton 62846 
Standard Drill 6 6 Dayton 62847 
a 8 8" Dayton —_ 4TKO3 
: 3 3 Dayton 4TK06 
ci il Angle Quick-Release 4 4 Dayton ATKO5 
No. 6Z847 No. 62844 3 3 Dayton 4YG29 
siege 4V% 43, Dayton 4CPG2 
Quick: pe a Press 5 6% Dayton 4CPG3 
_ 3-Way Drill Press 4° 3% | Dayton 4CPG1 
1% 1% Palmgren AKXD2 
2A. 3 Palmgren 4KXD3 
2/6 — rag Palmgren 4KXD4 
Bales 3 3 Palmgren 4KXD5 
4 4 Palmgren 4KXD6 
aa 6 Palmgren 4KXD7 
_Standard_ : 4 AYa Wilton _ 24025 
6 6 Wilton —-41D445 
Milling Machine Standard, Low Profile 3 3 Wilton 410446 
Ange = = — —_ 
ne Angle w/Angle Base = ca Dayton aA 
sf Cross Slide 7 6 6%" Dayton 4TK08 
af No. 3W766 ~ Angle w/Trunnion Base 4 4" Dayton 62844 
2-Way Angular Machine 4 A Dayton 4CPF1 
_w/Swivel Base 6 6 Dayton ACPF2 
ae 4 4 Dayton  4CPF3 
_ Angle w/Stationary Base 2 2% Palmgren 19F403 
_Angle, Fixed Base 2A 6 2% __Palmgren__—4KXE2 
Cross Slide 7 i: 
3 8 Dayton 4YG28 
Toolmaker’ Cross _ 6 6 Dayton 62848 
ee ae 8 8" Dayton  3W766 
No. 19F401 a 3 Palmgren  4KXF3 
4 4 Wilton —_ 41D448 
Cross Slide 6 6. Wilton 410450 7 
Milling Machine i? a 8 8 Wilton 41D451 
No. 24W155 a Milling Machine : aa eae ees: 
Milling Machine w/ _ 6 6 Dayton 4CPE9 
Swivel Base 6 1% Dayton 3W764 
Cast Iron Milling 
: Milling Machine w/ 4 4 Palmgren 4KXE7 
Self-Centering Swivel Base 6 6 Palmgren _ 4KXE9 
No. 4CPF5 Milling Machine 6 844 Palmgren  19F396 
Verti-Lock® Machine 2) 4% Wilton 24W068 
* _W/Fixed Base 6) 7% Wilton 24W155 : 
Dayton} _FixedBase 5.94 9.00 Te-Co  ——- 6GJP4 
FYALMGREN Verti-Lock® Machine 
= _wifixed Base SG chit 
sa an Toolmaker's 
® eee a) = —_ —— eee 
VN ON S tt TE-CO | 2 2V% Dayton 16Y479 
J 10 ett Nees Ne. ; Toolmaker ° peeve 2h ; 4 Dayton ~~ 46Y480 
Machining Vises 7 Se Dayton aBYATE 
: 2% 35, Dayton _ 16Y478 
: - — . a sce Toolmaker's Machine a a1; Dalcanran A OEANT 
Drill Press—Rectangular shape for drilling, © Milling Machine—For milling and grinding. 4 i Palinoren an 
tapping, reaming, and grinding. Canbe used _— Hold workpiece between a stationary jaw and | Self-Centering 7 7 ae ra 
lying on base, sides, or end. a moveable jaw. Self-Centering w/ 4 4 Dayton 4CPF5 
_ Swivel Base 6 6 Dayton 4CPF6 
Angle—For angle set ups from 0° to 90°. Toolmaker's—For tool manufacturing, Item Pkg. 
ili indi Description For Use With No. Oty. 
Available with angle, trunnion, or swivel bases. sere oa“ Fixed base and one Dayton Replacement Jaws ee 
Cross Slide—fFor precise X and Y axis je ke {cres, scr ages 4crFS acre 3 
positioning. Self-Centering—For use when accurate | 0 — =e __ACPE9, 4CPF2, 4CPH1_ ACPG6 2 
inc j Dayton Handles er oe a 
work centering is required. Have two move ~ 4 4CPE8,4CPF2,4CPF3 4CPH1 1 
able jaws. 6" ACPES, 4CPF2, 4CPF4 4CPH2 1 


“a 


Milling Accessories 


= For Starter Kit contents, see Grainger.com® 























Item 
oS Description No. 
StarterKits 9 nee 
29-Pc. Milling Machine Starter Kit ALEX9 
_99-Pc. Milling Machine Starter Kit _ALEY1 
End Mill Kits i 
10-Pc. HSS End Mill Kit, Includes (10) 4-Flute 16N203 
Single End Mills and Case, %s" To %4" Cap. ee 
20-Pc. HSS End Mill Kit, Includes (10) 2-Flute Single End Mills, 16N204 
(10) 4-Flute Single End Mills and Case, 346" To 34" Cap. 
ColletSets ee | 
12-Pc. ER22-R8 Collet Set, %c"to 7" 11471 
12-Pc. R8 Collet Set w/Rotating Holder, Ys", “6, 5PZP0 
Va" Ae’, ¥', As’, V2", Ve’, ¥e", Ve", Ya" Cap. 
: Milling Accessories eer = 
Starter Kit _9-Axis Multi-Position Work Stop; Fits ¥e' Table Slots _ ALEX8 
No. 4LEX9 Polycarbonate Swing Away Safety Guard 36FX30 
_Machine Tool Coolant Pump _ _T1A473 
2346 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 42W780 


No. 42W791 No. 446N50 

















Lathes JET) Gb oe 
Wood Lathes—Headstock slides the full length of bed and pivots 360° with 7 Large Spindle Bore Lathes—Universal gearbox allows inch, metric, diametral, 
positive locking positions. Includes 4" cast iron riser to choose work height. and module pitch threads. Feature 5-position automatic carriage stop, inte- 


Bench Lathes—Belt-drive lathes allow quick changing between standard and grated coolant system, and removable gap for large dia. workpieces. 
























































metric gears. Metal Turning Lathes—3-phase hollow spindle lathes are excellent for heavy- 
Engine Lathes—Feature micro-carriage stops, integrated coolant system, and et ie Such as large oll pipe work, large aerospace parts, and heavy shaft 
foot brake. 9: 
Distance 

Swing Between Swing Carriage Cross No. of Spindle Tailstock 

Over Centers InGap Compound Travel Travel Spindle Spindle Speed _ Travel Tailstock Longitudinal Motor Mfr. Item 
Fed in) pt) — (in.) Travel (in.)  (in.) (in.) Bore (in.) Speeds (rpm) (in.) Taper _ Feed Rates HP Phase Voltage Brand Model No. 

ood Lathes 
18%  ~=40 — — — — % Variable 40-3200 — — — 2 3 230 JET  JWL-1840EVS 52XJ11 
Bench Lathes _ = fan _ = _ 7 a a ee ~ : _ ieee ee 
— 13 40 18% ae 39 66 1% 12-60-1240 3% MT3_ 38 fa 1 230 JET 821102AK 42780 * 
Engine Lathes, Geared Head ; . ane os PEraerres a ae - 7 

Hz 36 1 1%6___ Variable 40-2000 4 M13 _0.0016-0.046 2 1,3 230 JET Elite = 892305 = 20UT58 












































2 3600 17% 8K 8B 6% 
Large Spindle Bore Lathes 2 
14 40 










































































































































































































































































































































































































































































































































































































































































































































































































































































23% o% 36%6" 9 3h 1242-1800 5 MIS 122 Th 3 230/460 JET 321469 42791 + 
18 80 A748 12 25-1800 5 M15, 122 az 3 230/460 JET 321970 42810 
20 8034 RA (2% 12%2_ A 12-36-1600 6 MIS 65 10 a 230/460 JET 321860 42W815 
i 18 QQ 3 18 6 1% Variable 130-4000 3% = MI2 _0.3125-7 _ 5 3 — 220 Sharp 1118H_ 446N50 
40-24% Ze 40 B8%4 8% 1220-2000 M14 __0.002-0.032 7% 3 220/440 Sharp 1640L 446N51 
46 40. 24% 4% 60 84%  3%4 Variable 20-2000 5 MT4  0.002-0.032 7% 3 220. Sharp 1640LV _‘446N52 
60. 24% 4% 60. Ba 3% 12 20-2000 5 MT4 0.002-0.032 7% 3 220/440 Sharp 1660L  446N53 
60. 24% 4% 60 84%  3%4 Variable 20-2000 5 MT4  0.002-0.032 7% 3 220. Sharp 1660LV _446N54 
60. 27% 5% 60 9% 3%a 12 40-2000 5 MT5  0.002-0.032 7% 3 220/440 Sharp 1860L _446N55 
13% 60 27% v 80.9% 3% Variable 20-2000 5 MT6  0.002-0.032 7% 3 220. Sharp 1860LV _446N56 
80. 27% 5% 80 9% 3%a 12 40-2000 5 M17 0.002-0.032 7% 3 220/440 Sharp 1880L _446N57 
80. 274 5% 80. 9% 3% Variable 20-2000 5 MTS 0.002-0.032 7% 3 220 Sharp 1880LV _446N58 
40 31 EL 40 14% 44%a +12 ~~ 10-1000 6% | MT9  0.002-0.032 15 3 220 Sharp 22408 446N59 
80 31 EL 80.14% 44%, 12 10-1000 6% | MT10  0.002-0.032 15 3 220 Sharp 22808 446N60 
22 100 31 TY; 100. 14% 4% 12 10-1000 6% MT11  0.002-0.032 15 3 220 Sharp _22100B 446NG61 
120.31 Ts 120. 14% 4% 12 10-1000 6% M15 0.002-0.032 15 3 220 Sharp _22120B _446N62 
160. 31 Ts 160. 14% 4% 12 10-1000 6% M113 0.002-0.032 15 3 220 Sharp _22160B _446N63 
40 35 EL 40. 14% 4% 12 10-1000 6% MT14  0.002-0.032 15 3 220 Sharp 2640B  446N64 
80 35 TY; 80 14% 4%%a 12 10-1000 6% MT15  0.002-0.032 15 3 220 Sharp 26808 446N65 
26 100.35 TY; 100. 14% 4% 12 10-1000 6% M116  0.002-0.032 15 3 220 Sharp _26100B _446N66 
120.35 Ty 120. 14% 4% 12 10-1000 6% MTi7  0.002-0.032 15 3 220 Sharp _26120B _446N67 
160.35 7%; 160. 14% 4% 12 10-1000 6% M118  0.002-0.032 15 3 290 Sharp _26160B _446N68 
80 40 Ts 80. 151% 4% 1211-1000. 6%  MT19  0.002-0.032 15 3 220 Sharp 30808 446N69 
30 100 40 Ts 100. 151% 4% 1213-1000 6% M120  0.002-0.032 15 3 220 Sharp 30100B _446N70 
120 40 Ts 120. 151% 4% 1215-1000 6% M121 0.002-0.032 15 3 220 Sharp 30120B _446N71 
160. 40 Ts 160. 151% 4% 12 17-1000 6% M122  0.002-0.032 15 3 290 Sharp 30160B _446N72 
rm 60 57 «14% 60. 14% 6 16 4-420 2 M123 _0.0024-0.28 30 3 220 Sharp 4060M _446N73 
240. +51 15% 240 27%6 6 16 4-420. 12 M124  0.0024-0.28 30 3 220 Sharp 40240-32M  446N74 
50% 60674 14%: 60. 239% 6 16 4-420. 12 M125  0.0024-0.28 30 3 290 Sharp 5060M  446N75 
8 940 61% 15% 240 23% 6 16 4-420. 12 M126  0.0024-0.28 30 3 220 Sharp _50240-32M  446N76 
ae 60. 77%e  14%6 60. 23% 6 16. 4-420. 111%6 MT27  0.0024-0.28 30 3 “220. Sharp 6060M  446N77 
6 240. 71% ‘15% 240  23°% 6 16 4-420. 111% M128 0.0024-0.28 30 3 220 Sharp 60240-32M  446N78 
aa 80. 81% 15% 70. 27%6 6 16. 4-420. 20% M129  0.0024-0.28 30 3 290 Sharp 7080M-32  446N79 

8 315. 81% ‘15% 70. 27%6 6 16 4-420. 12 M130  0.0024-0.28 30 3 220 Sharp _70315-32M 446N80 
30%. BO 91% 15% 80. 27%6 6 16 4-420. 12 MT31  0.0024-0.28 30 3 290 Sharp  8080-32M  446N81 
315. 91% 15% 80. 27%6 6 16 4-420. 12 M132  0.0024-0.28 30 3 220 Sharp _80315-32M  446N82 














* With stand. # With Acu-Rite 200S 2-Axis DRO 
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MACHINING Scan. Order. Done. [= 
Live Centers Details on page A1. 


How to Select a Live Center 
1. Determine machine's taper. 3. Determine required operating speed. 


2. Determine the weight of the workpiece, while taking cutting forces into 4. Determine point style that best suits application. Standard points are best 
consideration. Weight of workpiece noted next to each item is the maximum when rigidity and weight requirements are most important. Tracer points and 
weight the live center can safely carry. Long points offer maximum tool clearance for typical lathe applications. 





ROYAL | 


te Live & Dead Centers 


Bull Head Bull Head Point centers are shorter than pipe heads, reducing interference in 
No. 41LK14 blind center hole applications and ensuring that the load is positioned over the 
bearings. Tri-Bearing design enables both high rpms and good load ratings. 
Quad-Bearing centers (and No. 41LJ90) feature Royal Roto-Shield™ technology 
with a live center point machined from a solid bar incorporating a specially- 
shaped steel coolant slinger. 








Weight of Incl. Thrust 
Morse Workpiece Max. Angle _ Rating Item 
Point Type Taper (Lb.) RPM (Deg.) _ (Ib.) Accuracy No. 


Quad-Bearing 


CNC Carbide Point High Speed Steel Live Center 


aa 4MT 860 4500 60 2590 +0.00005" 41LK13 
Bull Head o MT 860 4500 60 2990 +0.00005 " 41LK14 
o MT 1145 4000 60 3450 +0.00005 " 41LK16 


5 MT 1450 3500. +60 4500 
3 MT 500 5000 60 1140 
Standard Point ~7iir 40703500 601810 
Quad-Bearing Design 


.00005" 41LK17 
.00005" 41LK19 
.00005" 41LK20 


It I+ [I+ 
Ololo 





CNC Carbide  4MT 525. 12,000. 60 7380. +0.00005" 41LJ99 

Point 5 MT 525. 12,000 60 1380 +0.00005°  41LKO1 

2 MT 465 6000 60 1270 +0.00005° 41LJ83 

' 3 MT 465 6000. 60 1270 +0.00005° 41LJ84 

: : ‘ . 4 MT 525. 12,000. 60 1380 +0.00005'  41LJ97 
aoc pesign CNC Point ——ayyT i230 5000602150 +0.00005"  47LJ85 
oint 5 MT 525 12,000 60 1380 +0.00005"  41LJ98 

No. 41LJ92 5 Mt 1230 5000 60 2150. +0.00005" 41LJ86 

3 MT 885 6000 60 1270 +0.00005° 41LJ78 

4 MT 9940 5000 60 2150. +0.00005".  41LJ79 

= Standard Point’ 5 MT 2940 5000 60 2150 +0.00005"  41LJ80 

“ 5 MT 5240 3000 60 5300 +0.00005° 41LJ81 


6 MT 9240 3000 60 9300 
Tri-Bearing Design 


I+ 
Oo 


.00005 " 41LJ82 





2 MT 375 6000 60 2360 +0.00005" 41LJ92 

Dead Center 3 MT 260 5000 60 315 +0.00005" 41LK04 

No. 41LJ59 3 MT 740 5000 60 3900 +0.00005" 41LJ93 

CNC Point 4 MT 580 4500 60 435 +0.00005" 41LK05 

Item 4 MT 1120 4500 60 4050 +0.00005" 41LJ94 

Point Type Morse Taper Incl. Angle (Deg.) Accuracy No. 5 MT 1930 3500 60 9700 +0.00005' 41LJ95 
High Speed Steel Dead Center 6 MT 2420 3500 60 6000 +0.00005" 41LJ96 
3 MT 60 +0.00005" 41LJ72 2 MT 390 5000 60 3730 +0.00005 " 41LK09 

Carbide Threaded Point 4 MT 60 +0.00005" 41LJ73 2 MT feo 6000 60 2360 +0.00005" 41LJ87 
5 MT 60 +0.00005" 41LJ74 3 MT 390 5000 60 3730 +0.00005 " 41LK10 

2 MT 60 +0.00005" 41LJ64 3 MT 940 5000 60 315 +0.00005" 41LK02 

ull Carbide Point 3 MT 60 +0.00005" 41LJ65 3 MT 970 5000 60 3900 +0.00005" 41LJ88 
4 MT 60 +0.00005" 41LJ66 4MT 685 4000 60 5000 +0.00005" 41LK06 

5 MT 60 +0.00005" 41LJ67 Siandard Polat 4 MT 750 4500 60 4990 +0.00005 " 41LK11 

2 MT 60 +0.00005" 41LJ59 4 MT 1165 3500 60 5/00 +0.00005" 41LK07 

Full Point 3 MT 60 +0.00005" 41LJ60 4 MT 1400 4500 60 435 +0.00005" 41LK03 

4 MT 60 +0.00005" 41LJ61 4 MT 1720 4500 60 4050 +0.00005" 41LJ89 

5 MT 60 +0.00005" 41LJ62 5 MT 750 4500 60 4990 +0.00005 " 41LK12 

3 MT 60 +0.00005" 41LJ69 5 MT 1165 3500 60 5/00 +0.00005" 41LK08 

Threaded Point 4 MT 60 +0.00005" 41LJ70 5 MT 3260 3500 60 5/700 +0.00005 " 41LJ90 
5 MT 60 +0.00005" 41LJ71 6 MT 4080 3500 60 6000 +0.00005" 41LJ91 
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MANUFACTURING COMPANY, INC. 


No. 42W918 











PREGISION MAGHINE TOOLS 








BAILEIGH 


HIGH PERFORMANCE MACHINERY 


Horizontal and 


Miter Band Saws 
HORIZONTAL 


Dry Cut—Dayton® saw features swivel-vise jaw, adjustable blade guides, and 
auto shut-off at end of cut. On JET® No. 42W915, head swivels for a max. cut 
at 45° and 60°. Features hydraulic down feed control and enclosed stand with 
handle and wheels. No. 42W917 can be used in horizontal or vertical position. 


Wet Cut—JET® No. 42W919 has hydraulic feed system and auto shut-off. 
JET Elite model No. 20UT92 features swing-away panel. Increased saw bed 
height. Dake® models feature hydraulic control. Dayton® No. 21C004 has 
rapid-acting vise and coolant tank. Marvel® models feature automatic index- 
ing. Nos. 53RU25, 419J50, and 410J48 are post-style saws. SHARP wet cut 
Saws are designed with programmable touch screen control of input quantity, 
material length, feed vise position, and auto kerf loss compensation. They also 
feature display blade speed, feed pressure, and auto shut down. 





MACHINING 
Band Saws 






No. 2LKT4 





No. 31XU48 





No. 53RU30 


MITER 


Dry Gut—Dual-mitering (swivel) No. 31XU48 cuts metals and more. 
Semiautomatic saw features hydraulic vise, feed, and return. Has automatic shut- 
off/broken blade feature. 1-phase No. 15V791 has a dual miter head up to 60°. 
Features hydraulic and manual descent. 


Wet Cut—Dayton® saw features counterbalanced hydraulic feed system and 
coolant system with chip-flushing hose. JET® No. 42W918 features swivel head, 
quick-lock vise, coolant system, adjustable material stop, and hydraulic down- 
feed. JET Elite No. 20UT91 features swing-away panel that relocates saw controls 
to a single location, offering finger-tip operation of most major saw functions. 
Tungsten carbide blade guides with precision bearings stabilize the blade for 
increased accuracy and extended blade life. High-speed Marvel® mitering saws 
have swivel heads to help cut through metal. No. 53RU30 has hydraulic vise. 


Speeds Cutting Capacity Max. Blade Blade Overall Mfr. Item 
HP __ Voltage (FPM) Round Rectangle Square Miter Capacity Length Width Thickness 4H W D Brand Model No. 
Band Saws 
Dry Cut 
Yo 115/230VAC 80 to 200 a 5" x 6" 5 in 90° 64 % in yy" 0.025" 41" 20%" 37" JET 414457 42915 
Wet Cut 
Vp 115VAC 85 to 200 ad (OEE 5 in 90° 68 in Y;" 0.025" va 16°37" JET 414453 42919 
aig 85 to 235 7’ 7"x 12" Zin 45° 93in  %" 035" 39" 21" 56" Dake 983100  40F055 
1 120/240VAC 96 to 260 (és 7X 11%!" 7in 45° 93 in ¥4" 0.035" 39" 18" 49%" Dayton — 210004 
1 120/240VAC 125 to 270 7 LX 7in 45° 93 in ¥4" 0.032" 39" 17%" =49%" Dayton 21UM99  21UM99 
i ane 98 to 328 9" 9" x 12" Qin 45° 104 in 1" 035" 41" 56" Dake 983101  40F056 
1 220VAC 59t096,155to260 8 10" x 10" 7in 0° 100 %in 1" 0.035" 45" 56" 241" Sharp SW-80 446N83 
2 220VAC 66 to 328 8 10" x 10" 7in 60° 100 %in — — 20° 83" 65" Sharp SW-130HT 446N91 
2 220VAC 75to121,190to 305 8" 10" x 10" 7in 0° 100 %in 168° 0.035" 78 35%" 73" Sharp SW-100H  446N84 
2 230VAC 53 to 257 10" 18" x 3%" 10 in 45° 1382 Yin 1" 0.035" 44" 30" 74" JET Elite 891060 20UT92 
] 220VAC 66 to 328 8 10" x 10" 7in 0° 100 %in 168° 0.039" 70" 741340" 7216" Sharp SW100A 446N85 
a] 220VAC 66 to 328 8 10" x 10" 7in 0° 100 Yin 1%" 0.043" 67" 74%" 75" Sharp SW-120A  446N86 
5 220VAC 66 to 328 8 1 X10 7in 0° 100 % in — ior 79" 79" Sharp SW-126AD  446N87 
5 220VAC 66 to 328 8 10" x 10" 7in 0° 100 %in — — 59" — Sharp SW-120NC  446N89 
a] 220VAC 66 to 328 8 10" x 10" 7in 0° 100 %in — — rey 79" 79) Sharp SW-126NCD 446N90 
5 220VAC 66 to 328 8 10" x 10" 7in 60° 100 % in — 98" go" 114" Sharp SW-165HT 446N92 
3 220VAC 66 to 328 93/4" 9%" x 11" 7in 0° 138 in 1%6 — 60" if: 85: Sharp SW-100NC  446N88 
Wet Cut, Semi-Automatic 
3 230/460VAC 80 to 260 13 13 X79 ori x27 — 13:in 90° 161 %in 1%! 0.042" Oo 3242 of JEL 414471 42W914 
porzontal/¥ertical Band Saws 
ry Cut 
Wa ‘: 115/230VAC 80 to 200 o O27 XD Or7 Xo 5 in 90° 64 % in Y" 0.025 39%" 20° 36° JET 414458 42917 
et Cut 
Ys 115/230VAC 86 to 260 ie {X12 7in 45° 93 in ¥4" 0.032" 44" 17" 48" JET 414560 48RJ39 
Horizontal Band Saws 
Dry Cut 
Ys 115/230VAC 80 to 200 a. 5" x 6%" 5 Vin 45° 64 % in Yy" 0.025' 36" 40" —- 19" Dayton — 2LKT4 
2 220VAC 120 to 275 10° 10" x 18" 10 in 0° to 45° 158 Yin Ve 0.035' 48" 2 Dayton 400H48 400H48 
3 230VAC 120 to 275 13 13" x 19" 13 in 0° to 45° 165 in 1%" 0.045' 54" 86" 32" Dayton 400H49 400H49 
Wet Cut 
1 = 120/240VAC 150 to 255 8 Sx 12 6 % in 45° 93 % in Yq" 0.032' 42" 47" 18" Dayton 48WE31 48WE31 
Miter Band Saws 
Dry Cut 
1% = 220VAC 66 to 280 84" 10%6' x 4%e' 8% in 45° Left, 60° Right 96 % in 1" 0.035' 62" 44" _ 63" _Baileigh Industrial BS-260SA 31XU48 
2 220VAC 66 to 280 10%" 13%" x 8%" 10 % in 45° to 90° 124 Yin 1' 0.035' 48" 30" 69" __Baileigh Industrial BS-350M 15V791 
Wet Cut 
1 115/230VAC 86 to 260 7 101364" 7in 45° to 90° 93 in ¥4" 0.032' 48" 31%" 50" JET 413451 42W918 
1% 115/230VAC 82 to 310 Q" 8" x 13" 9 in 45° 114 Yin 1' 0.035 48.4" 22.4" 62%" JET Elite 891020 20UT91 
3 460VAC 85 to 330 ie 12" x 17% 13 in 0° 162 in 1" 0.035 70" 70" ~—-90" Marvel $330/3/HV _53RU30 
3 460VAC 85 to 330 13° 12" x 17%" 13 in 45° to 60° 162 in 1" 0.035 70" 70" ~—-90" Marvel $330/3 53RU29 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2349 





MACHINING Scan. Order. Done. |= 
Band Saws Details on page Al. 








No. 21UN03 No. 3WRN9 No. 4TKO2 No. 36JT36 








* ° ‘ 
Tet, SS marvel 


Vertical Band Saws 

WOOD-CUTTING VERTICAL CONTOUR SAW 

Heavy-gauge steel blade provides a rigid foundation to help reduce vibration 
during cutting, while the manual blade tension device helps assure proper 


7 | | tension with just about any blade width. 2 balanced cast-iron blade wheels 
JET®—14" bandsaws have cast-iron frames. No. 42W931 features 6"D resaw —_—_are preloaded with ball bearing hubs to assure long life even when running at 





Dayton—Saws include cast-iron table, adjustable blade guides, and an adjust- 
able fence. 


capacity. No. 42W932 features 12° resaw capacity and poly-V belt drive. high speed. Upper guide arm is adjustable for varying material sizes. Saw is 
Powermatic®—Quick tension lever allows blade changes. Features an extra constructed of cast iron to reduce vibration while cutting and has one slot to the 
large table. right of the blade to accommodate accessories. 

WOOD- AND METAL-CUTTING METAL-CUTTING 


Dayton—Rack-and-pinion blade guide adjustment. Include built-in chip chute, | Dayton®—Feature upper blade guide rack-and-pinion adjustment. Include rip 
rip fence, miter gauge, and blade cleaning brush. fence, chip blower, speed reducer, safety Off button, upper and lower carbide 
blade guides, cast-iron pulleys, and built-in chip chute. No. 4TKO2 has an LED 


JET®—Designed with a cast-iron frame, solid 1-pc. steel base, and exclusive readout and blade welder. 
gear box design that cuts a wide variety of materials including nonferrous metal 
and plastic. Marvel—These saws are designed with front-mounted speed control, variable 


feed pressure, T-slotted work table, blade break/stall detection, quick-action 
vise with jaws that shift right and left, and adjustable automatic stops. Cast-iron 
wheels are 19" dia. 


Cutting Cutting 





Speeds Capacity Capacity Max. Blade Max. Blade Table Overall Mfr. Item 
HP Voltage (FPM) Round Square Miter Capacity Length Blade Width Thickness Dimensions Height Brand Model No. 
Wood Cutting 
0.75 hp 120/240VAC 2000 to 3000 10" 10 in 45° 111 in ¥4 in 0.032 in 15 in x 15 in 69 in Dayton — 21UN02 
1.5hp 120/240VAC 2000 and 3000 Ls 11 in 45° 133 in 1 in 0.035 in 18 in x 19 in 75 in Dayton — 21UN03 
Thp = 115/230V AC 3000 13%" — 45° 93.5 in Ya in 0.025 15 in x 15 in 68 in JET 708115K 42931 
1.25 hp 115/230VAC 1500 to 3000 13%" _ 45° 105 in Ya in 0.025 15 in x 15 in 77 in JET 710116K 42932 
1.75 hp 115/230V AC 3000 13%" 13 in 45° 124.5 in Ye in 0.035in 21%inx16in 74 %in JET 714600 36VE22 
1.5hp 115/230V AC 3000 13%" 13.5 in 45° 93.5 in Ya in 0.016 in 15 in x 15 in 68in Powermatic 1791216K 36VE06 
Wood and Metal Cutting 
0.75 hp 120V AC 80 to 3000 i 7 in 45° 89.75 in Yo in 0.025 in 15 in x 15 in 65 in Dayton — 49G987 
Thp = 120/240V AC 45 to 3000 10" 10 in 45° 114 in Ya in 0.035 in 15 in x 15 in 71 in Dayton — 49G988 
1.5hp  120/240V AC 45 to 3000 12" 10 in 45° 137 in 1in 0.035 in 19 in x 19 in 76 in Dayton — 49G989 
Thp = 115/230V AC 39 to 3300 6" 6 in 45° 93.5 in Ya in 0.025 in 14inx14in 73% in JET. 414500 3WRN9 
Thp —230/460V AC 39 to 3300 1g: _— 45° 93.5 in Ya in 0.025 14inx14in 73% in JET 414504C 42927 
Vertical Contour Band Saw for Metal Cutting 
3 hp 230V AC 50 to 415 tz 12 in 45° 158.75 in Tin 0.035 in 23%inx27%in 90in Marvel S-20V 419J44 
Metal Cutting 
1.5hp 115/230V AC 75 to 385 10" 10 in _ 120.75 in % in 0.035 in 23%inx21%in 70in Dayton 48WE33 48WE33 
1.5hp 115/230V AC 82 to 385 1034" 10.75 in 90° 141 in % in 0.035 in 21%inx23%in 75in Dayton —_ 4TK02 
3 hp 230V AC 100 to 2500 14" 13.5 in 0° 179 in Ya in 0.035 in 22Y¥inx24%in 77 in Dayton 467K84 467K84 
3 hp 230V AC 100 to 2500 2 12 in 0° 155 in Ya in 0.032 in 21% inx23%in 77 in Dayton 467K82 467K82 
5 hp 230V AC 50 to 450 18" 18 in 45° Left and Right 174 in 1in 0.035 in 33 in x 58 in 89 in Marvel 8 MARK II 36JT36 
5 hp 230V AC 50 to 450 18" 18 in 60° Left and Right 184 in 1% in 0.042 in 33 in x 58 in 89 in Marvel 8-MARK III-REG 36JT38 
5 hp 460V AC 50 to 450 18" 18 in 60° 184 in 1% in 0.042 in 33 in xX 58 in 89 in Marvel 8-MARK II] PWR TILT 53RU23 
Accessory 
Band Saw Guard, 14 in x 16 in Htc A100-16 29EJ47 
2350 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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MACHINING 
Band Saw Blades & Accessories 





Starrett 


Carbon Steel Food Service 
Band Saw Blades 


Band Knife—Manufactured from high carbon steel, heat treated, and suitable 
for cutting fresh and boneless meat, fish, bacon, cold cuts, and vegetables. 
Features double-bevel edges. 


Meat Cutter—State-of-the art tooth geometry handles fresh, frozen, boneless, 
and bone-in applications. Polished high carbon blades are laser etched for easy 
identification and provide fast, smooth, and clean cuts for fish and poultry. 


Teeth Mfr. Item 
L Ww Thickness per Inch Model No. 
Band Knife, Scallop Teeth 
10 ft. 6" ye" 0.022" 7 93590-126W 45KY77 
12 ft..10" ye" 0.022" ri 93590-154W 45KZ02 
Meat Cutter, Hook Teeth 
8 ft. 2" ¥" 0.022" 4 94317-098W 45KY52 
8 ft. 2" Ye" 0.025" 4 94326-098W 45KY55 
9 ft. 4" ye" 0.022" 4 94317-112W 45KY59 
10 ft. 4" ye" 0.022" 3 94316-124W 45KY70 
10 ft. 4" Ye" 0.025" 3 94325-124W 45KY73 
10 Tt.4" ye" 0.025' 4 94326-124W 45KY74 
10 ft. 6" ye" 0.025" 3 94325-126W 45KY78 
10 ft. 6" ye" 0.025" 4 94326-126W 45KY79 
10 Te ye" 0.025" 3 94325-128W 45KY85 
11.3" ye" 0.022" 4 94317-135W 45KY90 
11th: Ye" 0.022" 3 94316-142W 45KY94 
11 ft. 10" ye" 0.022" 4 94317-142W 45KY95 
11 ft. 10" ye" 0.025" 4 94326-142W 45KY98 
11 1 Yq" 0.022" 3 94370-133-1/3W 52HX73 
12 ft. 10" ye" 0.025" 3 94325-154W 45KZ03 
12. Tt. 10" ye" 0.025" 4 94326-154W 45KZ04 









"V" Roller Horizontal 
Head Roller Head 
No. 62765 No. 6A819 


‘abet 


Roller Head Stands 


Chrome-plated steel rollers with double-sealed ball bearings. Mounting holes in 
base. Horizontal and "V" heads are interchangeable on common base. 


"y" Roller Head—Used to support bar stock, pipe, tube, conduit, or other 
round material. Two 2" x 5" rollers accommodate material from 1" to 18" in 
diameter. 


Horizontal Roller Head—Used to support bar stock, sheet metal, beams, 
or other flat material. Single 2" x 14" roller protrudes above the head casting, 
allowing use with material wider than the roller. 


Load Height Item 

Description Capacity Range W No. 
"V" Roller Head With Stand 2000 Ib. 23 1030" 14" 62765 
Horizontal Roller Head With Stand 2000 Ib. 23%" to 37" 16%" 6A819 
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1 gal. 


LENOX&® 
Sawing Fluids 


Provide excellent cooling and lubrication when machining a wide variety of 
metals. Do not contain chlorine, sulphur, silicone, or carcinogens. 








1GAL. | 5GAL. | 55 GAL. 
Item Item Item 
Description No. No. No. 
Semi-Synthetic Fluid SEGC7 | SEGCS8 | 5EGC9 
Synthetic Fluid 5EGDO | 5EGD1 | 5EGD2 
Synthetic Oil for Spray Application, Blue, For Nonferrous Metals 5EGD3 | 5EGD4 _ 
Synthetic Oil for Spray Application, Green, General Purpose 5EGDS | 5EGD6 _ 
No. 4TJ96 
No. 2CDN9 


Morse 


"aa 
THE M. K. MORSE COMPANY E R 


Blade Welders and Tension Gauge 


Blade Welders—Weld carbon and Blade Tension Gauge—AQuickly 
bimetal blades. Include self-contained measures blade tension while the 


grinder. blade is on the machine. 
kVA W Thickness Amps Item 
Rating (in.) (in.) AC Voltage Brand No. 
Blade Welders 
1.2 Ye to V2 0.020 to 0.035 8 120VAC Dayton 4TJ96 
4.2 veto % 0.020 to 0.035 20 240VAC Dayton 6A489 
Blade Tension Gauge 
Calibrated to measure in.-lb. and kg/cm2 Morse 2CDN9 








MACHINING 
Band Saw Blades 


Scan. Order. Done. 
Details on page A1. 


oer eae, 























> CHOOSE: > CHOOSE: Item 
L W__ Thickness Teeth per Inch Tooth Type No. 
12 ft. 5" Yo" 0.025" 10/14 Variable 5XGK3 
1? tt. 6 Yo" 0.025" 6/10, 8/12, 10/14, 14/18 Variable G3880 
1? tt. 6 vi" 0.025" 10/14 Variable 5XGK4 
1? ft. 6 ¥ 0.025" 0/14 Variable 5XGK5 
; 1? ft. 6" Ye" 0.035" 10 Regular 5XGK8 
Diemaster 2° 12 ft. 8" Yo" 0.025" 14/18 Variable 5XGL1 
12 ft. 10" Yo" 0.025" 6/10, 8/12, 10/14 Variable G3879 
Classic® 12 ft. 10" vo" 0.025" 6 Hook 5XGL2 
12 ft. 10" ve" 0.035" Hook 5XGL6 
LENOX 13 ft 3" 1 0.025" 10/14 Variable 5XGL7 
Band Saw Blades — General P ee a 
————| Lt yp" : : : arlable 
an | aw a eS enera urpose 14 ft. 9" "0.025" 8/12 Variable 5XGN3 
a M-42 bimetal Diemaster 2° Classic®/Classic Pro® Classic® Blades . 
= Long life = Ideal for contour = Durable tooth design 9 = 33-4, 0.089, 8/10, 96, 4/6, 8712, 10/14, 6/8, 14 __Varable, Wavy 3877 
Note: Blades 15 ft. and above cutting = Saw mild/alloy steels “ts 6" 7 0.035 50 macs _ Variable SXGP2 
‘ ® : t. 4" So: _ %, arlable 
can be found on Grainger.com®. = Cut faster than and aluminum 107 7 0035 BH0-54 BAD tO Variable 03865 
carbon steel fOft 10%" 1 0.035 6710, 5% 8/12, 10/14 Variable G3864 
11 ft. 1 0.035 6/10, %, 4/6, 8/12, 10/14 Variable G3869 
> CHOOSE: > CHOOSE: Item Tits 1" 0.035' 6/10 Variable 5XGR8 
L W __ Thickness Teeth per Inch Tooth Type No. Wt. 3 i 0.035' %8 Variable 5XGZ2 
Diemaster 2® Blades tT ft. 6" Ys 0.035' 6/10, %, 8/12, 10/14 Variable G3868 
4 ft. 4V;' Vp" 18 Regular 5XGF8 11 ft. 6" Tt _ 0.035" 6/10, %, 4/6, 8/12, 10/14 Variable G3867 
5 ft. 4" Yo" 0.025" 10/14 Variable 5XGF9 1? tt. 1" 0.035' 4/6 Variable 5XGT8 
5 ft. 47%" Yo" 0.025" 10/14 Variable 5XGG0 12 ft. 6" 1" 0.035' 6/10, %, 4/6 Variable G3870 
5 ft. 415" %" 0.025" 6/10, 8/12, 10/14, 14/18, 14, 18 Variable, Regular G3883 13 ft. 3" tT" _0.035' 6/10, ¥%, 4/6 Variable G3871 
7 ft. 5" Yo" 0.025" 10/14 Variable 5XGG7 14 ft. 3" tT 0.035' 4/6 Variable 5XGZ9 
71S Yo" 0.025 6/10, 8/12, 10/14, 14/18 Variable G3884 14 ft. 6" 1" 0.035' %, 4/6, 8/12, 10/14, 6/8 Variable G3874 
7 tt. 9" we 0.025 10/14 Variable 5XGG8 14 t. 6 Ys. 0.035" 10/14 Variable 5XGY4 
7 tt. 9" He" 0.025" 14/18 Variable 5XGG9 14 tt. 10" fT" 0.035' 4/6 Variable 5XGV9 
7 Tt. 9%" yp" 0.025 6/10, 10/14, 14/18, 14 Variable, Regular G3885 Classic Pro® Blades 
7 Tt. 9%" % 0.035" 4 Hook 5XGH4 10 ft. 1" 0.035" Y, Variable 21Y518 
7 ft. 10" Yo" 0.025" 14 Regular 5XGH9 TT Tt. 10.035" Y, Variable 21Y523 
7 ft. 10%" Yo" 0.025" T0/14 Variable 5XGJ0 TT ft. 6" 1" 0.035" 4/6 Variable G9261 
cial vo" 0.025" 8/12 Variable 5XGJ1 TTt. 6" TV" 0.042" Ya Variable G9262 
9 ft. 10" vi" 0.025" 10/14 Variable 5XGJ2 1? tt. 1" 0.035" op Variable 21Y524 
9 ft. 10" ¥e" 0.025" T0/14 Variable 5XGJ3 12 ft. 6" 1 0.035" %, 4/6 Variable G9263 
10 ft. Yo" 0.025" 8/12, 10/14, 14/18 Variable G3878 1th 10 1" 0.035" 7 Variable 21Y506 
10 ft. 5" Yo" 0.025" 10/14 Variable 5XGJ7 iio 1" 0.035" ¥, Variable 21Y517 
10 ft. 6" "0.025" 10/14 Variable 5XGJ8 13 ft. 6 1 0.035' %, 4/6 Variable G9264 
10 ft. 10" Yo" 0.025" 10/14 Variable 5XGJ9 13 1t.6 TVs" 0.042" 7, Variable G9265 
11 ft. 4" "0.025" 10/14 Variable 5XGKO 14 ft. 6 Tvs" 0.042" %, %, 4/6 Variable G9267 
TT ft. 6" %e" 0.025" 14/18 Variable 5XGK1 14 ft. 6" 1" 0.035' 7 Variable 21Y516 
1? tt. Yo" 0.025" 0/14 Variable 5XGK2 14 ft. 10" 10.035" 4/6 Variable 21Y519 
> CHOOSE: > CHOOSE: 
Teeth Item Teeth Item 
L W Thickness perlnch ToothType No. L W Thickness _perlnch Tooth Type No. 
- OXP™ Blades 12 ft.6" 1" 0.035" vs Variable 5XHEO 
QxP 10 ft. ft" 0.035" ¥p Variable G3865  12ft.10" 1" 0.035" 4/6 Variable 5XHE1 
{Ot OY" 1" 0.038" 4/6-Varlable @3864, —13t-8" 1" 0.038" —¥%, 4/6. % Variable 63004 
Tri-Master® 10%" 1" .035" ariable 4 6 : 035" 8, 4/6, 4 ariable 
LENOX#, a a a a a 
. =O: : 035" ariable 5 t. 3" M4" 0.042" ariable 5 
Band Saw Blades — Production —iite 1 0035"—%.4/6.%— Variable G3886. 141.6" 1" 0.035" %, 4/6, % Variable G3906 
117.6" 1%" 0.042" /6,% Variable G3887 14 ft.6" 1%" 0.042" 5 4/6 % Variable G3907 
Note: Blades 15 ft. and above can RX+® 12 tt. 1" 0.035".  % 4/6 Variable G3890 14ft.10" 1" 0.035’ 4/6 Variable 5WDC8 
be found on Grainger.com®. = M-42 bimetal 12 tt. TVs" 0.042" % 4/6 % Variable G3891 14 ff.11" 1%" 0.042 4/6 Variable 5WDC9 
‘ 12 ft.6" 1%" 0.042’ 4/6, Y%4 Variable G3889 —_Tri-Master® Blades 
aQxp™ = Patented reinforced tooth eft i i eee ws 416, HET aoe a us a 4 ne ae 
: : : : acy : 035° arlable t. 6 Ya" 0.042" egular 
= M-42 bimetal design resists tooth strippage 4346 4" 0.035" %, 4/6, 4 Variable G3892 12 ff.6" "0.025 3 Regular 5WDT3 
= Extreme positive = For sawing structural 137.6" 1%" 0.042" 5% 24 4/6, % Variable G3893  12ft.6" 1" 0.035’ 3 Regular 5WDT4 
steel and tubin 147.6" 1" 0.035" % 4/634 Variable G3894 13ft6" 1" 0.035" %, Variable 5WDT5 
rake tooth form for g ae 7 TV" 0.042" %% 4/6 Variable G3895 Sf a hl ss A Variable SMe 
j j r +© Blades t. 6" 4" 0.042’ 4 ariable 5 
production cutting of + T¥j-Master® 7f9 ~~ ¥' 0.035' 5; Variable 5XHCQ9 ~ 137.6" 1" 0.035 3 Regular 5WDT6 
sore metal materials = Carbide-tipped {Of TOV 10.088" 9h Variable EXHDT. Lat 10.088" B WUD 
: imi j : . : "1" .035' Ys ariable 5 t. 2" .035' 3 ariable 
Optimized for sawing —_ Triple-chip tooth design iT tt 1" 0.035" % 4/6 Variable G3901. 147.6" 1" 0.035" Variable 5 WDU2 
Rol coos ant. —_™ ldeal for sawing TT ie ee ee Vale 
. 6° " 3a %, arlable i226. 9”  U.025 egular 
tool steels, and nonferrous metal, abrasive 11.6" 1%" 0.042’ ys Variable 5XHD7 14 ft.6" 1%" 0.042 3 Regular 5WDU4 
Stainless steels materials, and wood i2ft 1" 0.035" _%, 4/6 Variable G3902 
Teeth Item Teeth Item 
L W Thickness perlnch No. L W Thickness perlnch No. 
stirring haieeh eget §=—intonss PRO gen tit st Yh 8d _ Sa 
LA Sa A" 0.035 54 "0.035" 54 
Starrett Intenss” PRO-DIE 7 ft. 9" 3% 0.035" 5/8 54GM22 7° 0.035" 6/10 54GL53 
sii 1 008s B0 eaGLeD 4008s 610 BAG LT 
A : i1%" 1" 0.035' 54 "0.035" 
' perenne renee Bf. 11" ¥ 0.035" 610 B4GL40. «4, 1" 0.038" 3/4‘ BAGMAO 
Starrett Off.  % 0.035" 6/10 54GL41 - — 4" ~0.035" 6/10  54GL83 
git." Ye —poae gio gaia 121.6" 7! p98 — Bao — Bag Bs 
a 4 : : 
Bi-Metal Band Saw Blades gf. 17 1" 0.035" 6/10 SA4GLEG- 5, 4) 34° 0.035" 4/6 AGM19 
9ft 11%" 1" 0.035" 6/10 54GL67 1" 0.035" 6/10  54GL87 
= Raker tooth yi 0.035" 3/4 5SAGL26 13712" 1" 0.035" 6/10  54GL88 
= M-42 cobalt ys 0.035" 4/6  54GM15  13ft3" 1" 0.035" 6/10  54GL89 
; 10ft. —% 0.035" 5/8  54GM24 1" 0.035" 2/3 54GM32 
= Fatigue-resistant alloy backing strip i" 0.035 6/10 54GL47 ee. r 0.035 a S4GM45 
: ft" 0.035" 6/10 54 "0.035" 54 
Note: Blades 15 ft. and above can be found on Grainger.com®. 10tt 5 % 0.038 6/10 S4GL48 — 1 A 0.042 6/10 S4GMos 
Intenss™ PRO—Intensive blade for steels up to HRe 45, tool and stainless 10. 10" 4" 0.035' 6/10 54GL74 i 0.035 314 5AGL27 
ickel- nd nonferr llovs. Ys 0.035" 6/10  54GL50 14716" %" 0.035" 6/10  54GL55 
Steels, and nickel-based and nonferrous alloys 10ft.10%" 1" 0.035" 4/6  54GM56 __ 7" 0.035" 6/10 54GL96 
Intenss™ PRO-DIE—General purpose blade for contouring. Ideal for tool, ee ee 
; if 10.035" 6/10 BAGL77 ya 4. 4" 0.035 3/4 54GL28 
die and mold steels, stainless and nickel-based and nonferrous alloys. 11 ft.3" 1 0.035" 6/0 54GL78 1 0.035" 3/4 -54GM47 
CONTINUED} 
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GRAINGER CHOICE” MACHINING 





Find the Ww. Find Solutions. Find Great Prices. Band Saw Blades 
Ss / 
Bi-Metal Band Saw Blades tarrett 
Teeth Item Teeth Item Teeth Item Teeth Item 
L W Thickness perlnch No. L W Thickness perlnch _No. L W Thickness perinch No. L W Thickness perinch No. 
Intenss PRO-DIE Ys’ 0.025" = 10/14 ~54GG50 Yo" 0.025" 10/14 ~=—54GJ05 11ft.7" %" 0.035" 10/14 = 54GH34 
2Tt.08%' %' 0.020" 14/18 54GL06 7ft.8%" Ye" 0.025" = 10/14 ~— 5 4GH91 9 ft. Yo" 0.035" 10/14 ~=— 5 4GH27 117.8" %" 0.025" = 10/14 = 54GK48 
3ft.9" = %" 0.025" 10/14 =: 54GH63 Yo" 0.025" 14/18 ~— 5 AGK88 we 035" 14 04GH49 117.9" %" 0.025" = 10/14 ~—54GK50 
4ft.1%" %" 0.025" 14/18 54GK84 Ys" 0.025" 10/14 ~=—54GG02 Qft 2"  %" 0.025" 10/14 ~=54GJ07 1 ft Yo" 0.025" 6/10  54GG31 
4ft. 4%" %" 0.025" 10/14 5 4GH64 Ye 0.025" = 10/14 = 5 4GG51 Oft. 3" %" 0.025" 10/14 ~— 5 4GJ08 Yo" 0.025" 10/14 ~— 5 4GK53 
4 ft 111%" Ya" 0.025" 10/14 = 54GF95 ¥e' 0.025" = 14/18 ~54GG65 O9ft 4" %" 0.025" = 10/14 ~=— 5 4GJ09 Ys" 0.025" 10/14 ~=—54GG13 
¥e" 0.025" 10/14 = 5 4GG42 Ya. 0.025" 6/10  54GG26 Q9ft. 5" %" 0.025" = 10/14 ~— 5 4GJ10 Ys’ 0.025" 10/14 ~54GG60 
5 ft. 2" Ya" 0.025" 10/14 54GF96 7ft.9" %" 0,025" 6/12 54GG98 Ys" 0.025" 10/14 ~=—54GG07 Yo" 0.025" 4 04GG74 
¥e" 0.025" 10/14 ~=—54GG44 Yo" 0.025" 10/14 ~=—54GH92 Yo" 0.025" 6/10  54GG27 Yo" 0.025" 6 04GG81 
oft.4"  %" 0.025" 10/14 ~—:54GH70 Yo" 0,025" 14 04GL16 O9ft 6"  %" 0.025" 10/14 = 5 4GJ11 12 ft. 6" Yo" 0.025" 6/10  54GG32 
Ya" 0.025" 6/10  54GG25 Yo" 0.025" 14/18 ~— 5 4GK89 a 0025" 14 04GL20 Yo" 0.025" 8/12 54GH13 
yy 0.025" 8/12  54GG96 Yo" 0.035" 10/14 = 54GH24 Yo" 0.025" 14/18 ~— 5 4GK93 Yo" 0.025" 10/14 ~=— 5 4GK57 
Yo" 0.025" 10/14 ~—54GH71 Ye" 0.025" 10/14 ~=—54GG03 Qft.10" %' 0.025" 10/14 54GK28 Yo" 0.025" 14 04GL24 
oft 4%"  %" 0.025" 14 94GL13 Ye’ 0.025" = 10/14 = 5 4GG52 Ys" 0.025" ~—10/14 ~=—54GG09 Yo" 0.035" 10/14 ~=— 5 4GH35 
Yo" 0.025" ~—- 14/18 ~— 5 4GK86 Yo" 0.020" = 14/18 ~— 5 4GL11 Ye’ 0.025" = 10/14 = 54GG55 Ye" __ 0.035" 14 04GH57 
Yo" 0.035" =: 10/14 ~— 54GH22 Yo" 0.025" 4 04GG72 Yo" 0.025" 6/10  54GG28 127.9" %" 0.025" =10/14 ~54GK61 
ye _ 0,035" 14 04GH42 7 ft. 91%" Yo" 0.025" 6/12 54GG99 10 ft Yo" 0.025" 6/12 54GHO09 Yo" 0.025" 4 04GG75 
oft.5"  %" 0.025" 10/14 = S4GH72 Yo" 0.025" 10/14 ~=—54GH93 Yo" 0.025" 10/14 ~— 5 4GK31 Yo" 0.025" 6/10  54GG33 
5 ft. 8" Yo" 0.025" 10/14 = 54GH77 Yo" 0.025" 14 04GL17 yw 025" 14 04GL21 Yo" 0.025" 10/14 ~— 5 4GK62 
ww 0.025" 14 04GL14 Yo" 0.025" 14/18 ~—- 5 4GK90 Yo" 0.025" 14/18 ~—- 5 4GK94 12 ft. 10" Ve Q.035° 4 04GG76 
5 ft. 8%"  %" 0.025" 10/14. 54GH78 Yo" 0.035" 6 04GG84 Yo" 0.035" 10/14 = 54GH29 Ys" 0.035" 6 04GG86 
5 ft. 101%" ¥" 0.025" 10/14 ~=—54GG47 Yo" 0.035" 14 04GH46 10ft.2". %" 0.025" 10/14 5 4GK33 Yo" 0.035" 8/12  54GH20 
Yo" 0.025" 10/14 54GH80 7ft.11" %" 0.025" 10/14 ~—54GH95 10ft.6" %" 0.035" = 10/14 54GH31 Yo" 0.035" 10/14 54GH36 
6 ft. 3" Ys" 0.025" 10/14 ~—: 5 4GF98 8 tt. Yo" 0.025" 10/14 ~~ 54GH97 10 ft. 10" Yo" 0.025" 10/14 5 4GK39 Yo" 0.035" 14 04GH58 
Yo" 0.025" 10/14 5 4GH83 8ft. 4" "0.025" 10/14 = 4GJ01 Ye" 0.025" 14 54GL22 13ft.6" %" 0.025" 10/14  54GK70 
7 ft. 5" Yo" 0.025" 10/14 5 4GH86 8 ft. 9" Ys" 0.025" 10/14 = 54GG06 11 ft. Yo" 0.025" 10/14 = 54GK42 14 ft. 6" Yo" 0.035" 4 54GG77 
Yo" 0.035" ~—-10/14 ~— 5 4GH23 Yo" 0.025" 10/14 ~=— 4GJ03 tt oe" — 0035" 6/10  54GG89 Yo" 0.035" 8/12 54GH21 
7ft.6" %" 0.025" 10/14 ~—- 54GH88 11ft.6" %" 0.0385" 10/14 ~— 5 4GH33 4 ft. 7" % 0.025" = 10/14 = 5 4GK74 





7ft.8" 0.020" 14/18 ~~ 54GL10 





y : Tk . . 
Carbon Band Saw Blades LIGESe CARBON FLEX BACK [innit 


Use on carbon steels, composition board, cork, Flex-Back—High-carbon steel with individually 
graphite, low-alloy steels, nonferrous, brass, bronze, hardened tooth tips for speeds up to 15,000 SFM. 


SIU DraSteanewoo: Hard-Back—Siiffer for straighter cuts and heavier wt Balle y-( eae No. G2063 
Note: Blades 15 ft. and above can be found on Grainger.com®. feed pressure. : 











FLEX | HARD FLEX | HARD 
BACK | BACK BACK | BACK 
> CHOOSE: > CHOOSE: Item Item > CHOOSE: > CHOOSE: Item Item 
L W Thickness Teeth per Inch Tooth Type No. No. L W Thickness Teeth per Inch Tooth Type No. No. 
Coil Lengths 8 Tt. 9 Ya" _ 0.025" 4,6, 10 Hook, Skip, Raker G2012 — 
100 ft. Ya 0.025" 14 Raker 6YFV/ | 4WE44 8 Tt. 9 Ye - 0.025" 6, 10 Hook, Raker _ G2055 
100 ft. Ys (0.025 14 Raker 6YFV8 | 4WE45 8 Tt. 9 Yo" 0.025" 4,6, 10 Hook, Raker G2013 | G2056 
100 ft. We. UU25. 6, 10, 14, 18 Raker, Wavy G1986 |= G2037 8 Tt. 9 Ye 0.032" 4 Hook, Skip G2014 — 
100 ft. Ya 0.025" 14 Raker 6YFV9 | 4WE47 8.10% 4 0.032" 14 Raker 6YGD2 | G2057 
Welded-to-Length 6 ft. 17° Ya (0.032 14 Raker 6YGD3 | G2058 
4 it. 88 Ye" __0.018' 14 Raker 4YB36 _— 9 ft. ¥4 0.032" 8, 10, 14 Raker G2015 | G2059 
Ait. 88 Ys. 0.014" 6, 14, 18 Skip, Raker G1987 —_ 9 ft.2 Ya" 0.032" 6 Hook 6YGD7 — 
4 it. 88 Ye 0.014" 6 Skip 4WA41 _ oT. Yo" 0.032" 6 Hook — 4WU63 
4.11%" ¥e' —_—0.018" 14 Regular 6RA82 _ 9 ft. 3 Ya" 0.032" 6, 8, 10, 14 Raker G2016 — 
Ati" Ys" 0.074" 6 Skip 6RA83 = mined Ya" 0.032" 8 Raker — 4WU64 
Ati"  %' 0.074" 6 Skip 6RA84 _ OTL ¥4 0.032" 14 Raker — 4WU65 
OIL Yo" __ 0.025" 14 Raker 4YB39 | 4YB23 9 ft. 0,035" 14 Raker 6YGD8 | G2061 
OM2 Ys. 0.014" 6,14 Raker G1988 _— J IL.6. Ya" 0.032" 6, 8, 10, 14 Raker G2017 — 
ies Ye (0.014 6 Regular 2NNJ7 — 9 ft. 6 Ya" 0.032" 14 Raker — 4YB34 
o ft. 4° Yo" __0.025' 14 Raker 6YFWO | 4YB24 9 ft. 72 Ya" 0.032" 10, 14 Raker G2018 — 
5 ft. 4%" Ys _0.025' 18 Raker —_— 6YFW1 9 ft. 72" Ys" 0.032" 10, 14, 18 Raker, Wavy _ G2062 
oft. 4%" Yo" 0.025" 4, 6, 10, 14, 18, 24 Skip, Hook, Raker, Wavy | G1989 — 9 ft. 10" Ya" _0.025' 14 Raker 6YGD9 | 4YB17 
0 ft. 4%" Yo" 0.025" 6, 10, 14, 18, 24 Raker, Wavy _ G2038 10 ft. Yo" 0.025" 10, 14 Raker G2019 | G2063 
Sb. Ve (025: 14 Raker 6YFW3 | 4YB25 10 ft. ¥4 0.032" 10, 14 Raker G2020 | G2064 
OTL a Yo" __0.025" 8, 10, 14, 18 Raker G1990 = _G2039 10 Tha. Ys" __0.032" 14 Raker 6YGE4 | 4YB33 
6 ft. 1" Ve 025: 14,18 Raker, Wavy G1991 | G2040 10 ft. 9 Ya" __ 0.032" 10 Raker 6YGE5 | 4YB31 
6 ft. 3 Ye _0.025° 10 Raker 4VY58 _ 10 ft. 10%" 4" 0.032" 6, 10, 14 Raker G2021 _ 
6 ft. 3" Ys" 0.025" 46, 10, 14 Skip, Hook, Raker G1992 — 10 7.10%" 1" 0.035" 8, 10, 14 Raker G2022 — 
6 ft. 3 Ys" __0.025" 6, 10, 14 Hook, Raker = G2041 10 ft.10%" 1" 0.035" 10, 14 Raker — G2066 
bit ¥e' __ 0.025" 4 Skip AVY52 _— Tit. Yo" __ 0.025" 6, 10, 14 Hook, Raker G2023 | G2067 
6 ft. 3" Ww __U.025 4 6, 10, 14 Skip, Hook, Raker G1993 —_ 11 ft. Ya" 0.032" 6, 8, 10, 14 Hook, Raker G2024 — 
6 ft. 3 a _U.025' 6, 10, 14 Raker — G2042 11 ft. Ya" 0.082" 8,14 Raker — G2068 
61. 9 ve — 025 14,1 Raker, Wavy G1994 | G2043 11 ft. I. 0,035" 10, 14 Raker G2025 | G2069 
6 ft. 10° Yq __0.029 4,8, 10 Skip, Raker G1995 — Tn Yo" 0.025" 6 Hook 6YGF9 | 4WE64 
6 ft. 10° Ya’ 0.025" 10 Raker — 6YFXS 11 ft. 1 Yy _(0.032° 8, 14 Raker G2026 = _G2070 
6 ft. 10° Yo" 0.025" 4 Skip 4VY45 | 6YFX6 112 Yo" 0.025" 6, 10, 14 Hook, Raker G2027 _ 
ai Yo" _ 0.025 10, 14, 18, 24 Raker, Wavy G1996 |» G2044 ni sy Ya 0.032 0,14 Raker G2028 = G2071 
(aims Yo" _ 0.025" 6, 14 Raker G1997 — 11 ft.6° Yo" 0.025" 8, 10, 14, 18 Raker — G2072 
reine Ya 0.025 14 Raker — 6YFY1 11.11: = Q023: 0,14, 18 Raker G2029 — 
aims VY" __0.025" 14 Raker 4YB44 _ 111.0 Ya" 0.032" 8, 10, 14 Raker G2030 — 
7 ft. 8% Va' 0.025" 4,10, 14 Skip, Raker G1998 |= G2045 11 ft. 6° Ys" 0.032" 8, 10, 14, 18 Raker, Wavy — G2073 
7 Tt. 8% VY" __ 0.025" 4,6, 10, 14, 18 Hook, Raker G1999 _ 11 ft. 6° 1 0.035" , 8, 10, 14 Raker G2031 — 
7 Tt. 8% Ye" 0025" 6, 10, 14, 18 Raker — G2046 11 it 1" 0.035" 6, 10, 14 Raker _— G2074 
aims Ya" 0.025" 4 6, 10, 14 Skip, Hook, Raker G2000  G2047 11 it. 9 F_ 0,035" 10 Raker 6RPKO — 
Gime Ys __0).025" 6, 10, 14 Hook, Raker G2001  G2048 11 1t. 9 1" 0.035" 10, 14 Raker _ G2075 
(aims Yo" 0.025" «4, 6, 8, 10, 14, 18 Skip, Raker, Wavy G2002  G2049 12 ft. Yo" __ 0.025" 10 Raker 6RPK1 | 4YB22 
aie Ya" 0.032" 6, 8, 10, 14, 18 Raker G2004 _— 12 ft. 1-035" 6 Raker —_— 4YB35 
(Mim) Ya" 0.032" 6, 8, 10, 14, 18 Raker, Wavy — G2051 12 ft. 6° Ya" 0.025" 46, 10 Hook, Skip, Raker G2032  G2076 
(iL oye Ve 0025) 14 Raker 4YB53 _ 1275. ¥e (0.025 4 6, 10, 14 Hook, Skip, Raker G2033 | G2077 
1.9% Ae 0.025" 4.10, 14 Skip, Raker G2005 — 12 ft. 6 Yo" 0.025" 46, 10, 14, 18 Hook, Skip, Raker, Wavy | G2034 | G2078 
7.9% = %e _0.025" 4 Skip — 6YFZ9 2h iWiy 4 0.032" 14 Raker _ 4WE77 
(Tt. 9 Ys" 0.025" 4 6, 10, 14, 18 Hook, Skip, Raker G2006 = G2052 13 i, 2 ¥e 0.025" 6 Hook 6RA85 — 
(HL9Y Ys __0.025' 4,6, 8, 10, 14 Hook, Skip, Raker G2007 | G2053 13.11 Ye Yo" __0.025' 3 Hook 6RA86 — 
7 Tt. 92 Yo" __0.025" 46, 10, 14, 18 Hook, Skip, Raker, Wavy | G2008 | G2054 13 ft. Yo" __ 0.025" 10, 14 Raker G2035 | G2079 
¢ Oye Ya" __0.032" 4 Hook, Skip G2009 — 13 ft. Yo" __0.025' 18 Raker —_— 4WE92 
C1 10. VY" __0.025" 14 Raker 6YGC3 | 4WU22 1S i 4" 0.032" 3 Hook 6RAS/ —_ 
8 tt. Ye _U.025" 14 Raker 6YGC4 | 4WU50 iciia se Ya" 0.032" 6, 14 Raker G2036 — 
8 ft.5 Ys" 0.032" 10, 14 Raker G2010 — 13 ft. Ya" 0.032" 18 Raker 6RPL/ — 
8 ft.5 Ys" 0.032" 10 Raker —_ 4WU595 13 ft. 2° 1 035" 2 Hook 6RPL8 | 4WE91 
Oit.0 Ys" 0.032" 14 Raker — 4WU56 14 ft. 3" Ya" 0.032" 14 Raker 6RPLO9 | 4WE93 
8 ft. 9 Ye _0.025° 4,10 Skip, Raker G2011 _ 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2303 


Scan. Order. Done. 
Details on page A1. 


MACHINING 
Band Saw Blades 





T~x Ww 
Bi-Metal Band Saw Blades Morse 


— MATRIX Il he ! M42 .- Note: Blades 15 ft. and above can be foundon § Ghallenger—Short production 
ey eee ee ee eee = Grainger.com®. and maintenance blades for cutting 
No. 4WA42 No. G2148 


low-alloy, stainless, and carbon steel 
in addition to brass, bronze, and 
aluminum. 


Matrix Il—General purpose blades 
for cutting materials such as alumi- 
num castings, carbon steel, and 
structural steels. 


M42—Production blades with hard- 


Maverick—All-purpose blades for 
cutting metals, nickel based alloys, 





Pe oe ee 





No. 493V80 ened M42 high speed steel teeth mild steel, stainless steel, alloy and 
No. H3560 : 
for cutting alloy steels, mold steels, tool steel. 
carbon steels, and structural steels. 
MATRIX II) M42 MATRIX II} M42 
> CHOOSE: > CHOOSE: Item Item > CHOOSE: > CHOOSE: Item Item 
L W Thickness Teeth per Inch Tooth Type No. No. L W Thickness Teeth per Inch Tooth Type No. No. 
Coil Lengths 11 1 34" 0.035" 10/14 Variable 4WA98 | 6VDX9 
100 ft. 38" 0.025" 10/14 Variable 4WA5O _ thi 1" 0.035" 4/6, 6/10, 8/12, 10, 10/14, % Variable, Raker | G2111 _— 
100 ft. Yo" 0.025" 8/12, 10/14, 18 Variable, Raker | G2082 _— 11 ft. 3 1" 0.035" 4/6, 6/10, 8/12, 10/14, % Variable — G2143 
100 ft. Yo" 0.025" 8/12 Variable _ 6YPF4 11.5 Yo" 0.025" 6/10, 8/12, 10/14 Variable G2112 _— 
100 ft. %4" 0.035" 10/14 Variable 4WA53 | 6YPF6 11 ff. 5 Ys" 0.025" 8/12 Variable — | 6VDW1 
Welded-to-Length 18.5 Yo" 0.035" 10/14 Variable _— 6VDU8 
4ft.8%"  =%" 0.025" 6/10 Variable 2NNG9 — iL Ys" 0.035" 10/14 Variable 4WA99 | 6VDYO 
Aft. 8%" =" 0.025" 8/12 Variable 2NNG8 —_— 11 ft. 6" Ye" _ 0.025" 6/10, 8/12, 10/14 Variable G2113 — 
4 ft. 8%" %" 0.025" 10/14 Variable 2NNG7 — 11. 6 Yo" 0.025" 8/12 Variable — | 6vDW2 
5 it. Yo" 0.025" 10/14 Variable 4YB57 _— 11 ft. 6" Ye" _0.035" 10/14 Variable _— 6VDU9 
5 ft. 4" Yo" 0.025" 8/12, 10 Variable, Raker | G2084 — 17h. Ys" 0.035" 4/6, 6/10, 8, 8/12, 10, 10/14, 14 Variable, Raker | G2114 — 
5 it. A Yo" 0.025" 8/12 Variable — 6VDV5 11 ft. 6" 34" 0.035" 4/6, 6/10, 8/12, 10/14, % Variable _— G2144 
5ft.4%" = %" 0.020" 10/14 Variable 4WB83 —_— 11 ft. 6" 1" 0.035" 4/6, 6/10, 8/12, 10, 10/14, % Variable, Raker | G2115 _— 
5f.4%" =" 0.025" 10/14, 14, 14/18, 18 Variable, Raker | G2085 —_— 11 ft. 6" 1" 0.035" 4/6, 6/10, 8/12, 10/14, %, % Variable _— G2145 
5ft.4%"  %" 0.035" 10/14 Variable 4WB86 | 6VDW5 12 ft. 1’ - 0.035" 8/12, 10, % Variable, Raker | G2116 — 
5 ft. 8" Yo" 0.025" 6/10, 8/12, 10/14 Variable G2086 — 12 fi. 1" 0.035" 8/12, % Variable _— G2146 
5a Yo" 0.025" 8/12 Variable — 6VDV6 12 ft. 4 1" 0.035" 4/6, Ya Variable — G2147 
5ft.8%" = %" 0.035" 4, 10/14 Hook, Variable — G2126 12 ft. 6 Yo" 0.025" 10/14, 14 Variable, Raker | G2117 — 
5ft.8%" = %" 0.035" 6/10, 10/14 Variable G2087 — 12 ft. 6" Yo" 0.035" 6, 10/14 Hook, Variable — G2148 
6 ft. 9" Yo" _ 0.025" 10/14 Variable 4WB93 _— 12 ft. 6" Ye" _0.035" 10/14 Variable 4YB55 — 
6 ft. 10" %4" 0.035" 4/6, 6/10, 10/14 Variable G2088 | G2127 12 ft. 6" 10.035" 6/10, 8/12, % Variable G2118 | G2149 
it. 5 Yo" 0.035" 10/14 Variable 4WB98 | 6VDW7 13 fi, Yo" 0.025" 6/10, 8/12, 10/14 Variable G2119 _— 
7ft.8%" = M%" 0.025" 10/14 Variable — 6VDW8 13 ft. Yo" 0.025" 8/12 Variable —  6VDW3 
7f.8%" =" 0.025" 6/10, 8/12, 10/14 Variable G2090 — 13 ft. Yo" _ 0.035" 10/14 Variable _— 6VDV1 
7ft.8%" = %" 0.025" 8/12 Variable _— 6VDV7 13 ft. Ys" 0.035" 8/12, 10/14 Variable G2081 — 
7ft.8%" = %" 0.035" 10/14 Variable — 6VDU2 13 ft. 1" 0.035" 8/12 Variable 4WB39 | 6YPC5 
7 ft. 9 Yo" 0.025" 10/14, 14, 18 Variable, Raker | G2091 — 13 ft. 2" 1° — 0.035" 6/10 Variable G2120 | 6YPA1 
rh. Yo" 0.035" 10/14 Variable 4WE10 — 13 ft. 3" Yo" 0.025" 14 Raker 2CDN5 — 
7 ft. 9" Yo" 0.035" 10/14, 14 Variable, Raker — G2128 13 ft. 3 Yo" 0.035" 14 Raker — 6VDV4 
7 ft. 9" 34" 0.035" 6/10, 8/12, 10/14, 14 Variable, Raker | G2092 _ 13: ft. 3" 1. 01035" 4/6, 6/10, % Variable G2121 | G2152 
7 ft. 9" ¥%4" 0.035" 6/10, 8/12, 10/14, % Variable _— G2129 13 ft. 6" 1" 0.035" 4/6, 6/10, 8/12, % Variable G2122 | G2153 
7.9%" = %" 0.025" 4 Hook 4YB58 — 138. 7 4" 0.032" 8/12, 10/14 Variable G2123 _— 
8 ft. %" tf - -@,035" 6/10, %4, % Variable G2093 | G2130 11" 1" - 0.035" 6/10, 8/12 Variable G2124 | G2154 
8 ft. 5" 3%4" 0.035" 10/14 Variable 4WE19 | 6VDX1 14 ft. 6" 1" 0.035" 4/6, 8/12, 10/14, % Variable _— G2155 
8 ft. 6" %4" 0.035" 10/14 Variable — 6VDX2 14 ft. 6" f --@035" 6/10, 8/12, 10/14, % Variable G2125 _— 
8 ft. 7" %4" 0.035" 4/6, 6/10, 10/14 Variable G2094 | G2131 14ft.6" 1%" 0.042" 4/6 Variable 4WB69 _ 
8 ft.10%" %4" 0.035" 10/14 Variable 4WE18 | 6VDX4 147.6" 1%" 0.042" 4/6, % Variable _— G2156 
Of. 3: Yo" 0.025" 6/10, 8/12, 10/14 Variable G2095 _— CHALLENGER | MAVERICK 
9 ft. 3" Yo" 0.025" 8/12 Variable _ 6VDV8 > CHOOSE: Item Item 
9 ft. 3" Ye" 0.035" 10/14 Variable —__| 6VDU4 L W____ Thickness _Teethperinch _Tooth Type No. No. 
St. F ¥%4" 0.035" 6/10, 8/12, 10/14 Variable G2096 = Welded-to-Length 
9 ft. 3" ¥%4" 0.035" 6/10, 8/12 Variable _— G2132 7 ft. 9" 3/4" 0.035" 8/11 Variable 20UJ42 — 
oT. 2 3%4" 0.035" 10/14 Variable — 6VDX5 7 ft. 9" 1" 0.035" 8/11 Variable 20UJ48 — 
ot.3" 3%4" 0.035" % Variable — 4WE30 8 ft. 10° 1" 0,025: 8/11 Variable 20UJ49 _— 
cia Tf 0.035" 4/6, 6/10, 8/12, 10/14 Variable G2097 — 9 ft. 6" 3/4" 0.035" 8/14 Variable 20UJ43 — 
oT. 5 1" 0.035" 6/10, 8/12, 10/14 Variable — G2133 9 ft. 8" 1" 0.035" %4 Raker _ 493V79 
9 ft. 6" Yo" 0.025" 6/10, 8/12, 10/14 Variable G2098 = 10 ft. fa 0.035" 8/11 Variable 20UJ44 — 
9 ft. 6" Yo" 0.025" 8/12 Variable _— 6VDV9 10 ft. ik 0.035" 4/6, 5/7 Variable H3560 — 
9 ft. 6" Yo" 0.035" 10/14 Variable — 6VDU5 10 ft. 2" il 02025: Va Raker _— 493V80 
9 ft. 6" ¥%4" 0.035" 6/10, 8/12, 10/14 Variable G2099 = 10 ft. 4" i 0.035" 4/6, 5/7 Variable H3562 _— 
9 ft. 6" %4" 0.035" 8/12, 10/14 Variable _— G2134 10 ft. 6" ia 0.035" 4 Raker — 493V81 
9 ft. 6" ¥%4" 0.035" % Variable — G2099 10ft.10%" 1" 0.035" 4/6, 5/7 Variable H3561 — 
9ft.10%" 1° 0.035" 4/6, 10/14, %4, % Variable — G2135 10 ft.10%" 1" 0.035" 4 Raker _— 493V82 
9f.11%" %" 0.020" 18 Wavy 4WE38 = 11 i 1" 0.035" 4/6, 5/7 Variable H3563 — 
9ft.11%" %" 0.035" 8/12 Variable 4WE39 = 11 fi. ie 0.035" %4 Raker — 493V83 
9ft.11%" 1° 0.035" 4/6, 6/10, 8/12, 10/14, % Variable G2100 | G2136 11 ft.5" 1" 0.035" 4/6, 5/7 Variable H3564 —_ 
10 ft. Yo" 0.025" 6/10, 8/12 Variable G2101 = 11 ft. 6" ya" 0.035" 8/11 Variable 20UJ46 _— 
10 ft. Yo" 0.025" 8/12 Variable — _6VvDWO 1S 1" 0.035" 4/6, 5/7 Variable H3565 — 
10 ft. Yo" 0.035" 10/14 Variable 4WA42 | 6VDU6 11 ft. 6" 1" 0.035" i, Raker — 493V84 
10 ft. ¥%4" 0.035" 6/10, 8/12 Variable G2102 = 11 ft. 6" 1Y%" 0.042" 4/6, 5/7, 7%, ¥% Variable H3566 — 
10 ft. 3%4" 0.035" 6/10, 8/12, % Variable _ G2137 12 fi. th 0.035" 4/6, 5/7 Variable H3567 — 
10 ft. 1" 0.035" 8/12, 10/14, % Variable G2103 | G2138 12 ft. " 0.035" Va Raker _— 493V86 
10 ft.1%" 1" 0.035" 4/6, 6/10, % Variable G2104 = 12 ft. 1Y%" 0.042" 4/6, 5/7, 4 Variable H3568 — 
10 ft.1%4" 1" 0.035" 6/10 Variable _— 6YNZ5 12 ft. 3" 1" 0.035" Ya Raker _— 493V87 
10 ft. 5" %4" 0.035" 8/12, 10/14, 14 Variable, Raker | G2105 = 12 ft. 6" 1 0.035" 4/6, 5/7 Variable H3570 _— 
10 f.5" ¥%4" 0.035" 8/12, 10/14 Variable — G2139 12 ft. 6" 1" 0.035" Ya Raker — 493V89 
10 ft. 9" 34" 0.035" 4/6, 6/10 Variable G2106 = 12 ft. 6" 1Y%" 0.042" 4/6, 5/7, ¥4 Variable H3571 — 
10 ft. 9" ¥%4" 0.035" 6/10 Variable _ 6VDZ0 139i 2 il 0.035" 4/6 Variable 45L456 _— 
107.104 1 0.035" 8/12 Variable _— 6YPA6 13 ft. 3" 1" 0.035" 4/6, 5/7 Variable H3573 — 
10 ft.10%" %" 0.035" 6/10, 8/12, 10, 10/14 Variable, Raker | G2107 — 13.5 1Y%4" 0.042" 5/7, %4 Variable H3574 _— 
10 ft.10%" %" 0.035" 6/10, 8/12, 10/14 Variable _ G2140 13 ft. 6" i 0.035" 4/6, 5/7 Variable H3576 — 
10 ft.10%" 1" 0.035" 4/6, 6/10, 8, 8/12, 10, 10/14, % Variable, Raker | G2108 = 13 78 14" 0.042" 4/6, 5/7, ¥4 Variable H3575 — 
10 ft.10%" 1" 0.035" 4/6, 6/10, 8/12, 10/14, % Variable _— G2141 13 ft. 11" ig 0.035" 4/6, 5/7 Variable H3572 _— 
11 ft. Yo" 0.025" 6/10, 8/12, 10/14 Variable G2109 = 14 ft. 3" 144" 0.042" 4/6, 5/7 Variable H3577 _— 
11 ft. Ye 0.035" 10/14 Variable — 6VDU7 14 ft. 6" 3/4" 0.035" 8/11 Variable 20UJ47 —_ 
11 ft. 1" 0.035" 4/6, 6/10, 8/12, 10/14, % Variable G2110 | G2142 14 ft. 6" i 0.035" 4/6, 5/7 Variable H3578 — 
14 ft. 6 14%" 0.042" 4/6, 5/7, 73, V4 Variable H3579 — 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


Hydraulic Press Brake 


= Bends a maximum capacity of 0.25” mild steel 
= Includes a hardened multi-Vee bottom die 

= Ships fully assembled 

With a 2 HP motor, this brake is the perfect choice 
for smaller projects that require quick bends; 
produces 42 tons of pressure and runs on 220V 
single phase power, so it will work in just about 
any shop, even when power is limited. Easy-to-use 
unit is controlled by a simple foot pedal, so your 
hands are free to guide the material. The 19.5"L 
manual back gauge makes it simple to create 
repeat parts. 


DAN Fics 





Frame Working Working Mfr. Item 
Capacity Height Width Total Height Total Width Model No. 
31 tons 2 42" (2 48" BP-3142NC  36HZ25 





Y Manual Brake 
: No. 18F316 





Floor Brake 
No. 13W877 





tv 
ty Tet, 


Box and Pan Brakes 


Use for box, pan, and reverse bending of sheet metal. 


Floor Brake w/Foot Clamp 
No. 18F202 


Dayton—Include extension handles, counterweights and apron stop. 


Baileigh—Manual Brake offers a 22-finger assortment. Magnetic Brake has 
a bend-angle indicator and stop rod for repeatability, an adjustable beam for 
varying sheet thickness, and a 17-finger assortment. 


JET—Installed fingers can be used as a full-length nose bar, turning machines 
into straight-bending brakes. Stop rod provides repeatable bending. No. 48RJ44 
has section fingers that can be easily removed. No. 48RJ42 has welded steel 
plates with heavy truss rods and braces. Bed and apron are bored in line. 
Counter weights have adjustable leverage. Floor Brake No. 18F202 has black 
ceramic-coated fingers. Hydraulic spring assists in raising handle. 


Cap. Max. Max. 
of Mild Bending Box Lift of 


Steel Length Depth Beam Mfr. Item 
Description (Gauge) (in.) (in.) (in.) Finger Width (in.) Model No. 
Dayton 
16 48% 4 1% 2,3,4 13W876 13W876 
pencinlane 20 24 1% % 12,3.8,10 196598 126598 
1? 51 4 2V2 3,4,5,20 13W877 13W877 
25, 30, 35, 40, 45, 
Floor Brake 12 40 6 1% 50,75, 160,150,  12G599 126599 
200, 270mm 
Metal Brake 16 36 — — — 45J326 453326 


Bench Brake Stand, 31"H x 60"W x 17"D 13W874 13W874 


Baileigh Industrial 


Box and Pan Brake 10 i2 6 1 3.4.5.6 BB-7210H 31XT99 
Manual Box And 
Pan Brake 12 96 6 2 3,4,5,6 BB-9612 18F316 
Magnetic Box _ _ : 
And Pan Brake 16 fz 2 BB-7216M 18F317 
JET 

16 50 4 1% 2,3,4 754105 48RJ44 


Box and Pan Brake—775-—49 49140, 33% 4,5.6,12 754115 48RJ42 


1% 18, 1%, 121%", 2', 750195 18F202 


Floor Brake w/ 
12 40 2% 3" 4" 6" 7H 1056" 


Foot Clamp 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


MACHINING 
Metal Fabrication Machinery 





Combination 
Shear/Brake/Roll 
No. 12G597 






Electric 
Plate Roller 
No. 53ZC94 





¥* . 
JET) BAILEIGH 


Shear, Brake, and Roll Machines 


Ideal for sheet metal applications. Rolls have wire grooves. 


Dayton—Feature dual-edge blade which is adjustable and reversible. Hold- 
down is positioned to allow visual location of the shear line. Bend mild steel with 
high carbon, heat-treated steel male dies. Continuous female V-shaped forming 
die. Rolls to an unlimited maximum height stop-block. 2 extension bars with 90° 
angle. lron adjustable length stop. 


JET—Shear on No. 42W893 features right- or left-hand operation for use on 
mild steel, aluminum, brass, copper, lead, plastic, and zinc. Removable fingers 
permit angle, channel, and box bending operations. Include set of male dies, set 
of female dies, dual-edge shear blade, spring-loaded work hold-down, and back 
gauge. Electric Plate Roller No. 532094 uses 3 rolls with 2 drive rolls, made of 
precision turned, ground, and polished carbon steel. Heavy-duty frame and base 
for precise sheet metal rolling. Foot-control assembly with emergency stop. 


Baileigh—Bench-mounted, manually operated unit No. 15VZ85 has a manual 
sheet metal shear with a spring-loaded clamp. Includes removable and movable 
segmented top fingers on brake. No. 31XV42 is hydraulically driven mild steel 
roll former. Features digital readout for tracking the position of the back roll and 
dual emergency stop cables. 


Cutting Cap. of Mild Bending Item 
Description Width (in.) Steel (Gauge) Length (in.) Rolls No. 
Dayton 
12 20 12 Min. 1%" 126596 
Combination Shear, 30 20 30% Min1¥"  13W869 
Brake And Roll 40% 20 40% Min1'%e" 13W873 
52 16 OZ Min. 2%"  12G597 
JET 
Shear/Brake/Roll 40 20 40 3 42893 
Electric Plate Roller — 14 60 3 53ZC94 
Baileigh Industrial 
3 in 1 Shear Brake Roll 52 16 52 Min 1.70" 15V785 
Plate Roll — 0.25 48 3 31XV42 





Manual 
No. 13W883 
jf Payton) =_ = Electric 
JET No. 42W899 


Slip Rolls 


Use to form sheet metal into cylinders, reverse curves, and radius bends. 


Manual—fFront-mounted handle and adjustable screws to accommodate a 
range of sheet metal gauges. Bench or table mount. 


Electric—Three-roll machines have 2 driven rolls for sheet metal forming 
in HVAC and fabrication shops. Forming roll has position scale for equal 
pressure adjustment. Features easy-to-use forward and reverse foot pedal 
with emergency stop. 


Max. Forming Max. Dia. of Min. Item 
Width (in.) Cap. Rolls (in.) Radius (in.) Brand No. 
Manual Slip Rolls 
24 20 Ga. 1% Ya Dayton 13W881 
24 20 Ga. 2 1 JET. 18F206 
36 16 Ga. 2 1 Dayton 13W882 
36 22 Ga. 2 1 JET 18F207 
50 16 Ga. 3 1% Dayton 13W883 
50 16 Ga. 3 2 JET 18F208 
Electric Slip Roll 
50 16 ga. 3 2 JET 42899 








MACHINING 
Metal Fabrication Machinery 


Scan. Order. Done. 
Details on page A1. 
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Hydraulic Shear 
No. 15V783 





* Dayton} 


BAILEIGH 


yET, 





Pneumatic Shear 
No. 18F220 





Foot, Pneumatic, and Hydraulic Shears 


Foot Shears—uUse to shear mild steel, plastic, lead, zinc, aluminum, brass, and 
copper. Dayton® models include pedal stops, handwell, double-locking back 
gauge with microadjustment, and front work stop. No. 13W878 also features 
transparent finger guards, embossed scales, and front arm extensions. 


Pneumatic—Precise bed and beam alignment help ensure accuracy. Working 
bed adjusts for correct set up according to the blade clearance. Low cutting 
angle cuts narrow strips without twisting. High-quality cast-iron frame elimi- 
nates deflection across the blade span and framework. 


Hydraulic—Baileigh® models are 220V, 3-phase and include back or side 
gauges. No. 15V784 has a centralized control panel to select jog, single, or 
continuous cutting modes. Dial adjusts the rake to eliminate curl and twist. 
Upper blade is 2-sided; lower blade is 4-sided. No. 31XV78 features a 60" wide 
cutting capacity and multiple shearing edges. Produce one cut with one foot 
pedal push, or remain in an auto mode by holding the foot pedal down. Hold- 


downs clamp the material to the feed table so it doesn't lift when being sheared. 


No. 15V783 has top and bottom shearing blades with multiple cutting edges and 
hold-down carriage with 9 fingers. Switch allows the fabricator to jog the blade, 
do one cycle or cut, or go into an automatic mode. 


Alligator Shears—Hydraulic shear has ample 3 HP motors for effortless 
shearing, saving time and increasing productivity. 


Cap. of Mild Back Gauge Item 
Length of Cut(in.) Steel (Gauge) Length (in.) Brand No. 
Foot Shears 
40 16 0 to 27 Dayton 13W872 
52 16 0 to 32 Dayton 13W878 
Pneumatic Shears 
16 28% JET 18F220 
Hydraulic Shears 
52 10 23-31/50 Baileigh Industrial 15V784 
60 24 Baileigh Industrial 31XV78 
60 14 24 Baileigh Industrial 15V783 
Max. Speed Throat 
Force (Strokes/ Depth Mfr. Item 
(tons) min.)  (in.) Features Amps Brand Model No. 


Hydraulic Alligator Shear 
Shear Flat Bar Up to 4" x %" or 6" x 
%e", Shears Square Bar %" Thick, 4 
Shears Round Bar and Cable %" dia. 
Shear Flat Bar Up to 4" x %" or 6" x 8 
%e", Shears Square Bar 3" Thick, 15 
Shears Round Bar and Cable %" dia. 


2356 GRAINGER. 
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SH7-3P460 454R64 


Edwards <47-3p930 454R63 
SH7-1P230 454R62 


50s 6 


Find even MORE on Grainger.com® 
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Plate Shears 

Dayton—No. 45J334 also has round blade. Nos. 13W879 
and 13W871 have replaceable tool steel blade and adjust- 
able hold-down clamp. No. 13W879 has a spring-loaded 
handle. 


No. 
13W871 


Baileigh—Gear-driven unit shears flat and round stock. 
Designed with adjustable material hold-down, multi-edge 
blades, and spring-assisted action for increased leverage. 















Length of Cutting Cutting Cap. Item 
Blade (in.) __Flat(in.) | Round (in.) Brand No. 
— 4x ¥% 0.625 Dayton 45J334 
8 8x %4 “6 Dayton 13W879 
8 6% x 1%4 Yo Baileigh 15V799 
12 12x% Yo Dayton 13W871 
jf Dayton BBAILEIGH 
JET Metal Notcher 
N t in No. 13W870 


Metal Notchers—Use Dayton for notch- 

ing box, chassis, and panel blanks. Lower 
blade can be reversed and sharpened. 
Triangular ram controls cutting head align- 
ment. No. 12G601 has foot control pedal. JET 
No. 42W825 has a fixed cutting angle of 90° 
and can notch up to 6" x 6" in one manual 
stroke. 


Tube Notchers—No. 18F312 is a 6-jaw 
radial vise with clamping jaws. Features 11%" 
hardened Thompson shaft with replaceable 
tips and slotted carriage for offset notches 
(no shims). 


Tube Notcher 
No. 18F312 


Hole Saw Notcher—Features 360° rotation 
and offset notching with up to 34" of vertical 
movement. Vertical motor orientation reduces 
vibration. Includes integrated drawer, multiple 
scales, alignment guides, and chip guard. 


Stroke Item Notch 
(in.) Max. Notch Gauge Brand No. Capacity Angle Item 
Metal Notchers 0.D. Adjustment Brand No. 
% 6Ys'x6%'x90° 16 Dayton 13W870  —_tube Notchers Sasa 
7, 6'X 6" 16 JET 42W825 102.5" 0t0220° -41e0? 18F812 
1% 3%x3%x90° 16 Dayton 12G601 — Dayton 45J337 
Floor Stand JET 42764 2) = Dayton 45338 
Cutting Size Mfr. Item 
Material Cap. (in.) (in.) Brand Model No. 


Hole Saw Notcher 
Steel %x 2% Pipe, %4 x3 Tube 


‘pk 


Manual Tube Bender 


= See Grainger.com® for die sets and accessories 


Bender is suitable for round pipe from *%" to “" and 
square pipe from 3%" and 1". 


27% LX 18%2Wx29%H Edwards HS1000 454R65 


Bend Item 
Angle (Deg.) Centerline Bend Radius Outside Dia. Tubing (in.) No. 
0 to 180 2, 244, 2%, 3, 3%, 4%, 3%, 4% = Ne, %, %, %, 4, 1 45J339 


a 


Tube Rollers 


Performs large radius bends with many 
different tooling options. 
Item 


Description No. 
45J333 





Manual Roller 
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Arbor Presses 


Note: Pneumatic and Compound Arbor Presses are 
available on Grainger.com®. 





Standard—Dayton® models provide heavy 
pressure, and feature a machined table with a 
slotted, removable, 4-position revolving anvil. 
JET model has precision-machined base, ram 
housing, framework, and 4-position bottom 
plate. Dake® single-leverage press has a 
shimmed ram cap and adjustable handle. 


Ratcheting—Use for consistent applica- 

tion of force when needed for broaching or 
pressing large items. Ratchet device lets the 
lever be used in the most convenient position. 
Has counterweight for rapid handle return 





and quick ram advance via the side-mounted No. 42328 No. 42329 No. 40F018 No. 40F020 
handwheel. Rotating table has 4 slots. 
Table Work Anvil Dia. Range of Slot Max. Work Ram Hole Dia. H Item 
Force inTons Swing (in.) Surface (in.) Work Area (in.) Widths (in.) Height (in.) Ram Dim. (in.) x Depth (in.) (in.) Base Size (in.) Brand No. 
Standard 
1 8" 5% x 444" AV, 4%4 to 12%4 6 1x1 Vox 1 il 6% x 10%" Dayton 42328 
2 ili 7% x 6" 6% ¥32 to 21364 8" 14x 1%" ral 15 7% xX 1594" Dayton 42329 
7 5.5% 5.5 6% 1316 to 116 11.5 1Y%4x 1% x 16.5 — 19 7% x 18 Dake 40F018 
3 10% — 6'V6 — 12% 1%x 18 % 21% 8% x 18 JET 42W946 
12" 8% x 84" 6% 1 to 2 12%" 1x 1%" Yo x 1" 214%" 9%x17% Dayton 32949 
4 1654" 10 x 10%" 9% Ya to 274 1554" 19% x 194" Yo x 1" 27 V4" 10% x 21-"/8 Dayton 52077 
Ratcheting 
3 £ 55x55 6% 6 to 116 ales 1%4x 1% x 16.5 — 19 7% x 18 Dake 40F020 










H Frame Hydraulic Presse 


For pressing, bending, and straightening operations. 






No. 40F053 No. 40F046 
Manual—Dake models feature a single-speed hand pump, 
and a large dia. single-acting polished piston with a top- 
mounted gauge. Cylinder can be relocated to the right or left. 
Table is adjustable. JET® hand-operated presses have pres- 
sure gauge for direct pressure readings. Hand crank raises and 


lowers table, and ram moves laterally. 


Electric—Dake® models feature lever control ram advance 
and a double-acting cylinder. 1-hand ram positioning with 
4-way valve hydraulic control. Edwards® presses have rolling 
cylinder for maximum adaptability, while open-sided design 
allows longer material to pass through the frame. Electric foot 
pedal has integrated jog control. Includes hydraulic-assist 
adjustable worktable height, pressure gauge, and 20-ft. quick- 
connect hoses. Nos. 454R58 and 454R60 offer adjustable up/ 
down stroke control. Adjustable PSI allows the user to set the 
desired pressure accurately. 





No. 454R57 





No. 31XV11 


Air—Feature industrial-grade hydraulic components, fully- 

welded solid steel frames, and V-block set. No. 31XV11 has 
adjustable table and includes pressure regulator and gauge. 
Made of rigid, electro-welded steel. No. 31XV13 has foot pedal 
and manual hand pump to lift and lower the working table. 





Frame Capacity Cylinder Working Working Mfr. Item 
(tons) Stroke Height Width Application Brand Model No. 
Manual 
3 g 1 sean Pressing, Straightening, Bending, Forming, Punching, Staking and Clamping pate en anges 
1 Ay," = — Pressing, Bending and Straightening Operations Jet 331416 42W948 
20 6" = 20" — Westward — 1MZJ4 
oo 43/4" = = Pressing, Bending and Straightening Operations Jet 331431 42W949 
Electric 
2 i ae a Pressing, Straightening, Bending, Forming, Punching, Staking and Clamping pate aoa agua 
99 12: 42" 39" Bending, Crimping, Forming, Maintenance, Metalworking, Pressing, Pressing Bearings Edwards HAT8000 454R57 
59 V4 42" 39" Bending, Crimping, Forming, Maintenance, Metalworking, Pressing, Pressing Bearings, Programmable Controls | Edwards HAT8050 454R58 
110 12" 48" of Bending, Crimping, Forming, Maintenance, Metalworking, Pressing, Pressing Bearings Edwards HAT9000 454R59 
110 lz 48" 37" Bending, Crimping, Forming, Maintenance, Metalworking, Pressing, Pressing Bearings, Programmable Controls | Edwards HAT9050 454R60 
Air 
20 7 V2" 2 to 41" 19%" Baileigh HSP-20A 31XV11 
30 6" 2 to 44" 22 V2" Pressing Baileigh HSP-30A 31XV12 
50 194" 2% to 44" 281A" Baileigh HSP-50A 31XV13 
75 9%" = 2%to34V%" = 31%" Baileigh HSP-75A 31XV14 
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MACHINING 
Cutters, CNC & Ironworks 








No. 3ZJ45 





No. 419J38 





No. 53DK34 


No. 31XW04 





No. 445L81 


Water Jet CNC 


= 3-phase 

= 480VAC 

Cuts glass, granite, ceramic, plastic, foam, mild steel, stainless steel, titanium, 
aluminum, and copper. Cantilever design allows for much easier material 
loading and unloading. Exclusion of moving parts allows for smooth operation. 
Slide ways are covered and protected from water for long life. Frame is laser 
cut, interlocked, and welded for rigidity and accuracy. Includes proprietary 
abrasive auto feed system. 





Max. Max. 
Cutting Cap. Cutting Cap. 


No. Table X Axis Z Axis Mfr. Item 
of Axis Dimensions Mild Steel Stainless Steel Travel Travel Model No. 
3 4 ft. x 4 ft. 3" 24" 50" 5"  WJ-4x4CNC 445L80 
3 8 ft. x 5 ft. 3Y," 24" 98" 5! WJ-85CNC 445181 
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| 
MANUFACTURING COMPANY, INC. 


METALpro 
lronworkers 


Use for punching, shearing, forming, bending, pressing, and notching. 





Metalpro—Punching station is punch-ready with 2" die holder, stripper, and 
punch retaining nut. 3-in-1 shear included. 


Marvel—Heavy-duty dual cylinder ironworkers feature 5 workstations and 
simultaneous dual operation. Power cavity features single and multi-vee press 
brakes, pipe notcher, and louvre punch. Punching station has double-acting 
punch cylinder, see-through stripper, and 2-hole die holder. 


Edwards—All feature electric stroke control, punch assembly with pedestal 
die table, flat bar shear, and angle shear. Can be used as open tooling stations. 
4 available workstations except Nos. 53DK38 and 53DK39 which have 5. 


Baileigh—Hydraulic ironworkers feature 5 integrated stations for punch- 
ing; flat bar, angle, or bar shearing; and rectangle notching. Pure vertical 
hydraulic movement at each station produces clean cuts, notches, and holes. 
Large, 2-piece worktables accommodate oversized materials. Tooling can 

be changed in seconds. No. 31XW04 has a dual-operator design that lets 2 
people work simultaneously at opposite ends of the machine without losing 
power at either station. 

Max. Hydraulic Speed Throat Oil 

Force Pressure (Strokes/ Depth Motor 


(tons) (psi) min.) (in.) HP 
Metalpro 


Cap. H W iL Item 
Phase Voltage (gal.) (in.) (in.) (in.) No. 


40 2500 6 3% V4 1 110 10 55% 24" 30" 32ZJ45 
45 2900 8 3% 1% 1 115 (1:6 56% -24 37 = 1UC51 
Marvel 
84 3690 23 14 10 3 230 26.4 80 38 75 419J38 
95 3690 23 14 15 3 230 264 86 38 81 419J40 
Edwards 
40 2750 23 7 5 1 230 7 67 il 45 53DK30 
2750 23 7 4] 3 230 7 67 ol 45 53DK31 
55 2500 23 7% 5 1 230 7 62 ol 45 53DK34 
2500 23 71% i) 3 230 7 62 51 45 53DK35 
65 3500 23 9% 7% 1 230 38617 63 69 46 53DK38 
3500 23 9% 7% 3 230 38617 63 69 46 53DK39 
Baileigh Industrial 
62 3500 28 8 5 1 220 18.5 68 30 45 31Xw02 
3500 28 8 5 3 220 18.5 68 30 45 15V751 


95 4200 38 16 10 3 220 49.5 73'%2 40%4 70°%4 31XW04 





No. 42W349 


thee 


Plasma Cutters 


= Air plasma 80% duty cycle 

= See page 2422 for Air Plasma Cutting Systems 

Automated cutters are designed with 1 Torch technology which provides reliable 
starts and helps eliminate electronic interference. CNC interface includes Start/ 
Stop input and OK to Move output functions. No. 42W349 has a 1" maximum 
edge start cut. No. 42W351 has a 1%" maximum edge start cut. 


Cutting Input Item 


Series Cap. (in.) Rated Output PSI Voltage No. 
Cutmaster AGO % 60A fo 220/440V 42W349 
Cutmaster A120 % 120A 75 220/440V 42W351 
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No. 49H004 


No. 2LKR9 





No. 18F215 


DEWALT >?) 


—— 
a 


jim 
& 


5 


Toga La 


re kb 


ig 
e 


» 48RJ30 








JET) metabo 


Bench Grinders and Buffers 
GENERAL PURPOSE GRINDERS 


DeWalt®—Designed with precision-machined 
aluminum tool rests. 1212" distance between Finishing Finishing Arbor Wheels 


wheels. Wheel Wheel Hole  Center- NoLoad Dust Item 
ste nft Diameter Width Size Center HP Voltage Amps Max. RPM RPM Collection Brand No. 
Dayton®—Include tool rests and drill bit sharpening “General Purpose Grinders, Single-Phase 


No. 16W005 


6 ya yp" 20' ¥ 120 4.2 3450 3450 No DeWalt 4PC39 
plate. Slow speed model No. 49004 is designed for - mA Vey cn an 1795 1795 - Dayton 49HO04 
sharpening, and has a magnifying lens and locking ch "12%" ~~ ——*120 5.0 3450 3450 No Dayton 49HO08 
rocker switch. Includes abrasive wheels (60 and 120 1" YH 120 4.2 3600 3600 ‘Yes DeWalt  4PC40 
Heavy-Duty Grinders, Single-Phase 
grit) Variable speed No. 491008 includes epee yp Yo" 14M" %——* 120/240 3.0/1.5 3450 3450 No Dayton 2LKR5 
wheel, 60 grit abrasive wheel, and flexible worklight ss ye ~SC«AAYS SO~S~S«*N20/240'~—«23«5/1.75 3450 3450 No Dayton  2LKRG6 
(bulb not included). Li A 1474" Ye 115 3.0/1.5 3450 3450 No JET 18F215 
a Vp" 15" Vp 115 8.8/4.4 3450 3450 ‘Yes Dayton 5 
HEAVY-DUTY GRINDERS : i ye 15%" = %& 120/240 5.0/2.5 3450 3450 _—*Yes Dayton 2LKR8 
. . . i 1" 1" 182%" 1 120 3.7 3570 3570 ‘Yes Metabo 38D139 
Dayton®—All models include eyeshields, adjustable ik ye — 1 115 12 3450 3450 ‘Yes JET —_ 48RJ30 * 
adil 1" Ye 14%" 115 3.5/1.75 3450 3450 No JET — 18F216 
ee hast ra 2 els sis sae No. 2LKR5 15%" % 120/240 7.0/3.5 3450 3450 Yes Dayton 2LKR9 
Whicn Includes one so-grit wheel and one wire ig % 16% 1 115 13.6/6.8 3450 3450 Yes _—Dayton + 38UK60 
brush. No. 1FYX2 includes stand and quench pot. ik 1Vs" 182%" 1 120 4.8 3570 3570 ‘Yes Metabo 38D140 
; 1" 1" 14% 1% 115 3.5 1725 1725 ‘Yes JET _18F217 
Grinder packages include grinder, wheel dresser, i 1" 19%" 1 ~~ 120/240 —_‘10.0/5.0 1725 1725 ‘Yes Dayton  2LKT2 
and stand with quench pot. m0 t t 0° 1% #115 4152/76 1725 1725. Yes Dayton 38UK62 
; , 1%" 1%" 202%" 1 120 75 1780 1780 ‘Yes Metabo 38D141 
JET®—Feature large eye shields with quick 12" 2 1% 21%" ~~ ~2 ~—240 10 1800 1800 Yes Dayton 1FYX2 * 
adjustment, cast-iron guards and dust chutes, and Heavy-Duty Grinders, 3-Phase 
= ale 1" Ys" 15%" ~—220/440 2.2/1.1 3450 3450 ‘Yes Dayton 2LKT1 
adjustable cast-iron tool rests. Include 1-pc. quick 8 a 31 <A 3450 3450 Yes Dayton 38UK61 
adjusting spark guards, fine and coarse vitrified a ft 19%" 1 ~—~-220/440~—3.3/1.65 1725 1725 Yes Dayton _ 2LKT3 
grinding wheels. Nos. 18F216 and 18F217 have 1" _ 20" 1% 230 4.6/2.4 1725 1725 ‘Yes Dayton 38UK63 
heavy-duty guarded toggle switch. 2 2 17" oT 3 230 8.7 1720 1800 ‘Yes Dayton 38UK64 * 
Heavy-Duty Grinder/Buffers 
— i 6" yp" yp" 15" ¥; 120/240 3.5/1.75 3450 3450 No Dayton 16W005 
Metabo®—Feature dust-protected emergency stop 8 58 16%" 4% ~~-:120/240 7.0/3.5 3450 3450 Yes Dayton 16WO006 
switch, adjustable workpiece support without tools, Item 
large spark protection guards, and vibration-damp- ; Description For Use With Brand _No. 
j ss - ccessories 
ening rubber feet. No-volt release switch prevents Grinding Wheel Dresser, 14" Dia. x 8%" L Grinding Wheel Up to 1" Width Dayton 2X951 
unintentional startup after power cut. No. 38D139 is Grinding Wheel Dresser, 294" Dia. x 141° L Grinding Wheel Up to 3° Width Dayton 62851 
built for detailed sharpening, grinding, and deburr- Sea OUNT SRT GIG eye Se ay OLX Wane Host perch uot avian oe 
F €avy-Uuty ofand W/Quencn FoOt, 4H, X abdlé olZeé OST DeENC rinders ayton 
ing tasks. Nos. 38D140 and 38D141 are powerful Gooseneck Task Light All Dayton Bench Grinders And Belt Grinders Dayton 16WO04 
enough for big jobs with die-cast aluminum protec- Bench Grinder Stand, 31H 5" to 8" Bench Grinders Dayton 49H005 
tive covers. * Includes floor stand 
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Belt Grinders 
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No. 40F064 


No. 31XU09 









No. 2RYN7 
No. 21VH72 





No. 3WRR3 


No. 42W959 








Amps Platen Table Work Overall Overall Overall Mfr. Item 
Mounting HP Voltage Phase AC Belt Size (in.) Belt SFPM Size (in.) | Surface (in.) H (in.) W (in.) D (in.) Model No. 
Baileigh 
Bench 1% 110 1 20 2 x 60 800 to 8000 — — — — — BG-260-3-110 31XU09 
1% 220 1 15 3 x 60 800 to 8000 = = = = = BG-260-3-220  31XU10 
1% 110 1 20 2 x 48 3600 — — — — — BG-248-3 31XU08 
Floor 4 220 3 15 3x 73% 6691 — — — — — BG-379 31XU11 
4 220 3 ike 6x 73% 3937 — — — — — BG-679 31XU12 
Dake 
Floor 4 220/240 3 11.0 3x 79 6600 oxzl 1% x 4% 43 22 39 961001 40F064 
Dayton 
Y 120/240 1 5.0/2.5 1 x 42 1800 10x1% oS 24 16 oe _ 2RYN6 
Bench Ya 120/240 1 7.0/3.5 4 x 36 3600 4x7 2%x5 21 20 19 — 2RYN8 
V4 120/240 1 7.0/3.5 2 x 48 4500 12% x 2% 2%x5 26 16% 25 — 2RYN7 
Fein 
rigor 40 220.0 3 14.0 okie 2850 ox 19 3 30 20 40 79012109233 21VH73 
4.0 440.0 3 6.8 3x 79 2850 3 x 18 3 30 20 40 GX 75 21VH72 
JET 
Ya 115/230 1 8 1 x 42 5500 — 2% x42 20%6 18%" 201%2" BGB-142 53ZC60 
1 115/230 1 7.3 2 x 48 6000 — 2% x 4V2 221Va2" 19" 20%" BGB-248 53ZC61 
Bench 1 115/230 1 15.0/7.5 ole 4600 — _ 17 31 Ag 577000 3WRN4 
1% 115/230 1 7 2 x 60 8000 — 2% x 4% 2616" 21" 23%32" BGB-260-1 53ZC62 
3 230/460 3 4 2 x 60 8000 _ 2% x 4% 2616 21 23°32" BGB-260-3 53ZC63 
1% 115/230 1 12.6/6.3 6 x 48 2850 6%4x14% 7% X 14% 58 16 29 414600 3WRR3 
Elgar 1% 230 3 4.6/2.3 6 x 48 2850 6% x 14% 7% X 14% 58 16 29 414601 42965 
4 220 1 15.2 3x79 6600 — _— 44 20 43 414610 42958 
4 220 3 4.9/2.2 3x 79 6600 — _ 44 25 43 414615 42959 
2360 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Belt Grinders 


= For replacement belts see Grainger.com® 





Baileigh—ldeal for smoothing over burrs on metal, 
chamfering edges for welding, and cleaning up castings. 
Nos. 31XU09 and 31XU10 can accommodate large and 
uncommon-shaped parts. No. 31XU08 includes 3 quickly 
interchangeable grinding tables. No. 31XU11 has a trian- 
gular base to let you pivot the unit to the desired angle. 
No. 31XU12 opens to provide a flat grinding position. 
Vacuum motor extracts and collects metal dust. 


Dake®—Advanced belt tracking includes a fixed, vented 
front wheel for grinding on the wheel radius. Pivots up 
and down for work height adjustments. Hinged top cover 
lets you grind large pieces using the entire length of the 
belt. 


Fein—Modular expandable grinders provide rapid 
material removal and feature an adjustable base 

and belt tracking system; ideal for metal machining. 
Detachable chip collection allows easy clean up. Include 
stand, belt grinder, and 36 grit grinding belt. 


JET®—Nos. 53ZC60 to 53ZC63 feature cast metal 
frame, integrated dust chute, and quick belt change. 
No. 3WRN4 features flat platen; ideal for grinding and 
refinishing cylindrical shapes. The serrated contact 
wheel can be used for removing heavy stock, cleaning a 
weld, or snagging a casting. Nos. 3WRR3 and 42W965 
tilt 45° out and 20° in. They feature variable-position 
locks and head adjustment, plain and compound miters, 
adjustable cast-iron removable platen, and remov- 

able upper guard. Include miter gauge and stand. 

Nos. 42W958 and 42W959 pivot up and down; a hinged 
top cover lets you grind large pieces. Advanced belt 
tracking has fixed, vented front wheel. 
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Find the wy. Find Solutions. Find Great Prices. Sander & Grinders 
* ; 
= = Dayton a 
Belt/Disc Grinders and Sanders an JET, Go 
Dayton®—Grinders have adjustable belt © JET®—No. 42W960 has a deluxe miter gauge that turns and locks for 
for vertical and horizontal positioning. common angles, 45° both left and right. Abrasive belt unit works like a jigsaw, 


Include front-mounted On/Off switch and _— coping saw, and hand file while removing material and finishing. No. 42W970 
built-in dust collection ports. No. 6Y945 has preset stops at 90° and 45° for vertical or horizontal use. Dual thumb- 
bench model is direct drive from motor to —_ screw belt tracking locks. Floor model No. 3WRP6 has 2 tilting tables for 

disc and belt. Includes miter gauge and mitering applications and quick release belt tension mechanism. Nos. 3WRR2, 4 
dust collection port. Floor Models include a 42W962 and 42W963 have a belt that operates at any angle and conforms 
quick-release tension mechanism for fast, to curves, angles, or circular finishing and grinding operations. Plain and aoe 
easy belt changes. Come with tilting table | compound miters are obtained using standard aluminum miter gauge. No. 3NYA7 
and miter gauge. No. 49G990 includes an 
open floor stand. Nos. 49G992 includes a 





Powermatic®—Belt head has an indexing pin with stops at 0°, 45°, and 

















fil enclosed and 90°, and a head lock that allows use at any angle in between. Cast-iron table No. 3WRR2 
y has miter gauge slots and positive stops. Integral dual dust port. 
Amps Disc Disc Speed Belt Disc Table Table Work Dust Collection Overall Overall Overall Mfr. Item 
HP Voltage AC Dia. (in.) (rpm) Belt Size (in.) SFPM Size (in.) Surface (in.) Port Size (in.) H(in.) W(in.) D (in.) Brand Model No. 
Bench Belt/Disc Grinders 
Vy 0 25 6 3600 2x 27 3240 — — 1% 14 15 11 Dayton —— 49H006 
¥% 115/230 7.0/3.5 8 3450 2x 48 4500 — 2%4 x 4V4 2 25V2 20 14 Dayton — 3NYA7 
Bench Belt/Disc Sanders 
y 6.5 8 Tio 1 x 42 3000 4x10 64x 7% 1V% 14 22 21 JET 577003: 18F223 
: 120 3.5/1.75 6 3500 2x42and1x42 4400 5 x 8% 6%4x 9 1% 23 13 14% Dayton — 6Y945 
% 120 4. 6 3600 4x 36 1900 6% x 9 6% x 9 2% 28 15 17% Dayton — 35GW70 
4 115 6.5 8 3450 2x 42 3100 10% x7% 10 x6 1% 20 22%, 20% JET 577004 42W960 
115 11 9 1725 6 x 48 2258 2x7" 11x5% 4 28%" 3" 16" JET 708595 42970 
1 120 8.0 9 2510 6 x 48 1836 6x 11% 6 x 10 2 32 21 21 Dayton — 35GW71 
Floor Belt/Disc Sanders 
Ya 115 12 9 1725 6 x 48 2258 7¥' x12" 5% x 11 4 281 29 16 JET 708597K —_ 25CH40 
1 115 15.0/7.5 10 2100 6 x 48 1650 7% x 13 6x 10% 3 61 23 26 JET 414550B  3WRP6 
120/240 9/4.5 9 3450 6 x 48 2700 54x 11% 5x 9% 2 55 20 a Dayton — 496990 
115 20/10 12 1960 6 x 48 2850 12 x 16% 793 x 14% 3 58 19 29 JET 414551 3WRR2 
115/230 12:6 12 1725 6 x 48 2500 16% x 10 16% x 10 4 34% 22 35 JET 708598K _45PD06 
1% — 120/240 14/7 i2 2350 6 x 48 1830 16x7 10% x6 4 55 23 21 Dayton — 496992 
230 6 12 1960 6 x 48 2850 12 x 16% 733 x 14% 4 58 19 26 JET 414553 42W963 
230 10 12 1960 6 x 48 2850 12 x 16% 793 x 14% 1% 58 19 26 JET 414552 42W962 
2 230/460 7 12 2375 6 x 48 2410 17% x9 13% x 7% 4 54% 31% 24 Powermatic 1791292K 42W957 
Surface Grinders SHARP) 
= Noncoolant fed alignment between working surfaces. Mechanical valve controls the No. 446P01 
= 220V, 60 Hz motion of table, minimizing vibration when table reaches on end 
= 3-phase and reverses back. 


All units include grinding wheel, auto lube Automatic Nos. 446P02, 446P03, and 446P04—Have double 
system, wheel adapter/flange, wheel balanc- V ways for cross travel (one V and one flat for longitudinal travel), 
ing arbor, work light, and diamond dresser. _ providing automatic table and cross feed. Saddle locking system 
Manual No. 446P01—One V and one flat provides accurate slot grinding. Hydraulic system with oil tank 

way for longitudinal travel for high precision prevents table from vibrating. Working surface from 6” x 18.3” to 8” 
grinding. Provides accurate slot grinding by X 20”. No. 446P04 has a touch screen NC downfeed control. 


using saddle locking system. Wire rope move- Pies wee ering — Noid ee ‘caatunalial ‘Sanaiaainan 4 8 ; a ) 
ment with double-nut backlash eliminator. rinding Grinding eel Spindle Handwhee able ongitudinal Longitudinal Overall Overa t. tem 
; 7 . Length Width Dia. RPM er Revolution _‘Travel Table Speed Table Travel Length Width Model No. 

Spindle runout accuracy of 0.0001". Working Manual ; : : 

surface is 6" x 18.3". : 12%" 64" 8" 10,000 0.100" 6%" 196"to984'/min. 1254 18%" 6%6  SG-618 446P01 

utomatic 
frtomatic Hos. 446P08 to AGP aye Er — SL ln — oer ee bee SE es 
ili 8" 4 P .100° 4" “to 984'/min. 8 64" 32. “6 10- 

Ensure accurate alignment of longitudinal ey 8" 10,000 0.100" BY" 196"to 984'/min. 1294" 214944" _B#¥%6e" SG-B20-2AN 446P04 
and cross movement with one-piece T-base Be i 19,000 0.200 67 196 to og4'/min, 2a 32 18 SH-1632 446PO7 
@" : .200" 4" "to 984"/min. a" ' ; - 44 
casting. Provides automatic crossfeed with gv" 14" 10,000 0.200" 11%" 196" to 984'/min. 18%" 40"—t6"——SSH-1640—_446P08 
—— ane BBS BBR ioe a 

. 200" "to 984"/min. 7 -2447 AA 
Automatic Nos. 446P06 to 446P08— . sh 14 10,000 0.200) 1194" 196" to 984"/min. 24% 60" 24" SH-2460  446P12 
nstructed with two V lonaitudinal w 200" 11%" 196"to 984"7min, 2434" 87" 24" SH-2487  446P13 
Constructed 0 ¥ longitudinal ways ii 20" 10,000 0.200" 11%" 196"to 984"/min. 2434" 80" 47" SHDC-4780 446P14 
and two cross V ways, ensuring accurate 1 1%" 10,000 0.200" 11%" —196"to 984"/min. 24%" 47" 20° SH-2047  446P09 











7 SHARP) 
rin ers PRECISION MACHINE TOOLS 


= Distance between center: 27 -1/2" Can grind up to 12” outside dia. And 24”, system with dual oil cover, prevents 








= Infeed range: 0 to 10" 40”, 60”, and 80” length work. Equipped coolant from entering into workhead. 
= Max. Grinding dia.: 10" with manual operated wheelhead infeed, Nos. 446P15 and 446P6 feature variable 
= Max. Load between and hydraulic table feed. Electronic speed drive. = 
centers: 180 Ib. control workhead can be swivel by 90° for nj 446P17 wheelhead feed is 
= Spindle rpm: 10,000 CCW and CW grinding operations. Table manually-operated. 
= 3-phase, 220V, 60 Hz travels on cushion of oil with no metal- No: 466P18 has auto haad infoad 
to-metal contact. Automatic lubrication 
Coolant Machine Machine Machine Mfr. Item 
Tank Cap. Swing _ Depth Width Height Includes Model No. 
10" 54" 87" 74" Auto Lube System, Coolant System, Grinding Wheel with Flange, 5° Wheel Flange, Work Head MT #3, Manual Tailstock 0D-820-SE  446P15 
91 gal MT #3, (2) Carbide Tip Center MT #3, Balancing Arbor, Halogen Work Light, Diamond Dresser with Holder, Tool Box 
Gal. 10" 90" 90" 76" Auto Lube System, Coolant System, Grinding Wheel with Flange, 5° Wheel Flange, Work Head MT #3, Manual Tailstock 0D-1020-HE 446P16 
MT #3, (2) Carbide Tip Center MT #3, Balancing Arbor, Halogen Work Light, Diamond Dresser with Holder, Tool Box 
10" 3Q" 119" 80" Grinding Wheel, 5° Wheel Flange, Wheel Extractor, Infinite Variable Work Head MT #4, Manual Tailstock MT #4, (2) OD-1324-HE  446P17 
Carbide Tip Center MT #4, Balancing Arbor, Diamond Dresser and Stand, Coolant Tank, Work Light, Tool Box 
36.8 gal. 10" 3g" 119" 80" Grinding Wheel, 5" Wheel Flange, Wheel Extractor, Infinite Variable Work Head MT #4, Manual Tailstock MT #4, (2) 0D-1324-SE  446P18 


Carbide Tip Center MT #4, Balancing Arbor, Diamond Dresser and Stand, Coolant Tank, Work Light, Tool Box 
45" 39" 506" 80" Grinding Wheel, 5" Wheel Flange, Wheel Extractor, Infinite Variable Work Head MT #4, Manual Tailstock MT #4, (2) OD-1380-HE  446P19 
Carbide Tip Center MT #4, Balancing Arbor, Diamond Dresser and Stand, Coolant Tank, Work Light, Tool Box 
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MACHINING 
Sanders & CNC Router Tables 


Scan. Order. Done. |= 
Details on page A1. 









No. 2RYN9 


No. 42W883 


td] 
Amps Disc Disc Speed Disc Table Disc Table Tilt- 
HP Phase Voltage AC Dia. (in.) (rpm) Size (in.) Out Angle (Deg.) 
Disc Sanders 
4 1 120 tS 12 1720 17% x 8% 45 _ 
1% 1 115/230 20/10 12 1960 12 x 16% 45 Out 
1 115 _— 12 Zo10 17% x9 45 
9 1 230 14.0 20 1720 27% x 14% 45° 
1 220 15 20 1100 2942 x 14% 45 
3 3 460 —_— 20 1725 27% x 10% — 
Amps Oscillations Table Work Mfr. Item 
HP __ Voltage AC perMin. Surface (in.) Brand Model No. 
Oscillating Spindle Sander 
% 110 Lo 30 14-1/2x14-1/2 JET 708404 42W883 
Oscillating Belt Edge Sander 
1% 115/230VAC 18/9 108 2x JET 708447 42W971 
2 220 — — — Baileigh Industrial ES-6108 45AW32 


No.445L79 























c/ 
Sanders 


Disc—Use for deburring, chamfering, grinding, and 
finishing large workpieces. 


Oscillating Spindle—Features 1" oscillating 
action to reduce friction heat, built-in 2" dust port, 
and 4 nonskid rubber feet. Tilts to 45°. 


Oscillating Belt—For edge, face, bevel, and 


No. 53ZC48 contour applications. Oscillating feature reduces 


@ heat build-up. Quick-release lever and control dial 
help track and replace belts. Cast-iron table moves 
up or down. 

Drum—Patented conveyor belt TRACKERS™ 
reduce the need for manual belt adjustments. 
Dust Collection Overall Overall Overall Mfr. Item 
Port Size (in.) H (in.) W (in.) D (in.) Brand Model No. 
2 14% 17% 17 Dayton =. 2RYN9 
4 43 17 29 JET 414602 3WRP7 
4 54% 31% 24 Powermatic 1791291K  45PD10 
1% 48 27% 26% Dayton — 2XTG5 
— 54% 28 30% Baileigh DG-500 31XU84 
3 53 28 30 JET 577011 42968 
Disc DustCollection Overall Overall Overall Mfr. Item 
HP Voltage Dia. PortSize(in.) H(in.) W(in.) D(in.) |=Model — No. | 


Drum Sander 
1% 115 


A’ 115° = 4 22% 39 SWDS-1632_ 532048 _ 





CNC Router Tables 


No. 445L77 comes with software, tooling, and 
a dust shroud. Built to last with a cast-iron 
base, the metal router is fully assembled. 
Ideal for sign makers and molding companies. 
Upload designs using a USB drive, and move 
the spindle with the handheld controller. 
Features ball screw X and Y axis movement 
for accurate positioning, square slideways for 
clamping, 4 collets, 15 starter router profiles, 
air-cooled spindle, and 4 T-slotted clamps to 
hold material for clean cuts. Nos. 445L78 and 
445L79 allow you to automatically change 
tooling in 8 seconds. Program profile switches 
right into your design to save time and 
maintain precision during production runs. 
Prebuilt tables come with software, air-cooled 
spindle, and servo motors. High-gantry allows 
you to see what it's doing. Utilize USB drive 
with computer-controlled precision. Preload 





No. 445L77 up to 4 collets. Include dust shroud and fully 
welded steel frame. 
Max. Max. Mfr. Item 
HP Voltage Phase Amps Crosscut Rip Cut Features Includes Model No. 
i : ; ; Dust Cover, Brush, Collet Set, Starter Bits, 3 
41% 220 1 16.2 24 24 Integrated Electrical Panel, Simple Handheld Controller Material Clamps, BobCAD CAM WR-32 445L77 
i i Simple Handheld Controller, Vacuum Ready Dust Cover, Brush, Collet Set, Starter Bits, Material Clamps, z 
mH 220 1 8 24 24 Table with T-Slots, Fully Welded Steel Frame Duct Collector Hose Support, Vacuum Plumbing, BobCAD CAM WR-84V— 445L78 
Automatic Tool Changing Spindle, Linear Tool Rack, Dust Cover, Brush, Tool Holder Set, Starter Bits, Material 
a2 220 3 65 24" 24" Runs A Program with Up to 6 Different Tools, Without Clamps, Vacuum Plumbing, Vacuum Pump, Vacuum WR-105V-ATC 445L79 


Human Intervention, Fully Welded Rigid Steel Frame 


Find even MORE on Grainger.com® 
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Gasket, Coolant Mist System, BobCAD Cam 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE’° MACHINING 
Find the yf. Find Solutions. Find Great Prices. Dust Collectors, Downdraft Tables & Accessories 





* a ont _ 
Dust Collectors SET Gp 


Not suitable for aluminum or other reactive dust, or | 2-Stage Portable—Include 5-ft. wire-reinforced PVC inlet hose 
for hot metal dust. and clamps, and 5-micron dust collection bag. Drum not included. 


Single-Stage Portable—Dayton 115/230V units 2-Stage Central—Conical blower housing induces a cyclone to 
include PVC inlet hose and clamps. No. 3AA30 has effectively separate heavy and light particles; heavier particles 
a pick-up nozzle. Nos. 1RWB3 and 3AA28 have bag _— drop into the drum and lighter particles are captured in the dust 





No. 3AA24 


support assembly and built-in wheels. JET units filter bag. Include fiberglass drum lid with hose and clamps, 5 
include quick-connect collection bags and 4 casters. micron dust collection bag, 230V motor starter, and all hardware 
No. 42W940 features Vortex Cone™ to improve required for assembly. 


chip separation and prevent filter from clogging. 
Powermatic unit has efficient canister filter and 
triple 4” dust ports. TurboCone™ feature improves 


5-HP models support 1 drum and 1 dust bag; larger models 
support 2 drums and 2 dust bags. Drum not included. 





chip separation and prevents filter clogging. Dust Collector for Metal—Uses Replacement Filters 
No. 42W951, sold below. 
Max. Operating Static 
Amps Flow Range Pressure Hose Drum Filter Bag Item 
HP Voltage Phase AC (CFM) (FPM) Range (in.) Dia. (in.) dBA Dia. (in.) (micron) Brand No. 
Single-Stage Portable _ i Se 
—¥% 115/230 1 15 550 6900 0.93 to 5.8 4 79 — 10 Dayton _3AA30 
4 119/230 11 660 6/790 to 7970+10%  4t085 4 65 — 30 Dayton 1RWB3 
115/230 1 /to35 650 6300 6% 4 65 to 70 — 30 JET 42W941 
4 119/230 16 1100 6900 0.55 to 6.6 4 86 — 30 Dayton 3AA28 
115/230 1 11to05.5 1100 8464 10% 6 79 to 80 — 2 JET 42W940 
3 230/460 3 15 1754 5200 11.31 8 75 to 90 — 30 Powermatic 42W942 
“Two-Stage Portable _ al 
¥4 115/230 1 1.9 600 5900 1.511671 4 79 ~—-:18 to 19.5 5 Dayton  3AA31 
yy, 119/230 16/8 1100 6900 1.47 to 7.3 5 82 22 to 24 5 Dayton 3AA17 
230/460 3 4.2/2.1 1100 6900 1.34 to 7.3 5 82 22 to 24 5 Dayton _ 3AA18 
2 230/460V 3 5.2 1310 6900 1.64 to 9 6 83 22a 24 5 Dayton 3AA21 
Two-Stage Central = 
5 1 22, 2600 9450 1.42 to 12 is 83 22 to 24 5 Dayton _ 3AA24 
. 230/460 3 14.5 2600 9450 1.76 to 12 i 83 22 to 24 5 Dayton 3AA25 F No. 18F218 
7% 230/460 3 18 2900 11,800 2.01 to 13 7 85 22 to 24 5 Dayton _3AA26 
10 230/460 3 21 3200 13,000 1.91 to 14 7 86 22 to 24 5 Dayton 3AA29 
Dust Collector For Metal 
1% = 115/230V. 1 15to7.5 490 9610 — a re — — JET 18F218 
Item 
. Description For Use With Brand No. 
Accessories 
Ceiling Mount Air Filtration System, 3-Speed, 1000CFM = Jet 42W822 
Filter Bag, 9 micron, 2 x 6ft.H 15.5 cu. ft., 1% HP and Larger Two-Stage Collectors Dayton _— 3AA37 
30 Gal. Collapsible Drum 3AA31 Dayton _ 3AA32 
90 Gal. Collapsible Drum 3AA17/, 3AA18, 3AA21, 3AA25, 3AA26, 3AA29 Dayton _ 3AA33 
Hose Extension Kit, 4" Dia. x 5 Ft. Length Single- Stage and Two- -Stage Dust Collectors Dayton _ 3AA34 
~Hose Extension Kit, 5" Dia. x 5 Ft. Length Single-Stage and Two-stage Dust Collectors Dayton  3AA35 
~_ Hose Extension Kit, 6" Dia. x 5 Ft. Length Single-Stage and Two-Stage Dust Collectors Dayton _ 3AA36 
Collection Bag, 20" Dia. Jet Dust olesior Jet 42956 No. 42W8&22 
Air Cleaner Filters, Use With No. 18F218, PK2 18F218 Jet 42951 





(Bremdale *ywEsnwarp’ 


Safety Shields 
and Enclosures No. 2MZU9 


Westward® Safety Shields—Feature quick cam 
action and 360° swivel locking shield. 





No. 
453412 
Ferndale—No. 45HE37 is for milling machines 
and has 3 interlocking safety switches. Fitted to an 
articulated arm, balanced, and kept in position by a 
gas spring with steel pipe and polycarbonate hood. 
No. 45HE42 is for grinders and includes clutch and 
easy-to-fit swiveling mounting bracket. Designed 
with aluminum frame and 130 x 130mm poly- 
carbonate screen. No. 45HE60 is a polycarbonate 
safety screen with lathe safety guard that can be 
tensioned to stay mid-way up. For use with chuck 





wT 


® 
DYNABRADE 





























size up to 11 " dia. No. 45HE37 
Downdraft Tables MAGNETIC BASE| C-CLAMP | MAGNETIC 
. ‘ : Item Item 
For Woodworking—Use for nonmetallic surfaces such as wood, plastics, WL. Thickness No. No. a tem 
; 5 ~ ickness 
and fiberglass, with vacuum or nonvacuum tools. Dual filtration system Resiwars aa Shield be as Flexible aga Wi ctward® Safety Shel with s Stuy or 
accepts MERV 8 pleated filters. 5" dia. casters. Include prefilter blanket, 2 vA oMZU9 SMZX2 sOgttC ZV6 
storage compartments, and 2 oe electrical outlets. 10" yr) 2MZV2~«|~S 2 MZX4 ye | 2a2V 
ye 2MIZUT —2MzW3 g" 12! fe__|_2MZW1 
Sound Overall Item iO - {2 — | “6 __2MZV8 
Table Size Voltage Phase ae Vacuum Suction Level Height  _No. Ve 2MZU3 2MZW5 
115 V 1 13.0Ah 3,000cfm 72dB  36in 45414 a a ZC) — ——— | 2Mzw9 
33"x 41" 230V 1 7.0Ah 3,000 cfm  72dB  36in 453412 Item 
230 V 3 4.0Ah 3, 000 cfm 72dB 36 in = 45J415 Description L W No. 
33" x 60" — 230V 1 7.0A/hr. 3,000 cfm  72dB 36in 453416 | Ferndale/Repar Guards 
230 V 3 4.0A/hr. 3,000 cfm 72dB 36in 454418 Spindle Guard, Yellow, Includes Arm with 3 Interlock _ = 45HE37 
—36'x60" 115 V 1 —-13.0Ah_ = 33,000 cfm = =72dB Ss 36 in = 45419 Switches, Mounting Block (Ram), Round Screen 
115 V 1 -13.0A/hr. 3, 000cfm 72dB  36in 453423 — Bench Grinder Guard, Yellow, Includes 5 V4" 5 1," A5HE42 
36'x72' = 230 V. 1 -7.0A/hr. 3,000 cfm  72dB  36in 45J421 Screen, Swiveling Mounting Bracket 
— 230V 3 4.0Ah 3, 000 cfm 720B = 36in 45J422 Lath Chuck Guard, Yellow, Includes Arm Assembly 1594" 92%/a! 45HE6O 
—48"x 96" 115 V 1 15.0Ah L ,000 cfm 84dB  3/7in 46J424 _ with Interlock Switch, Round Screen 
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Scan. Order. Done. 
Details on page A1. 


ABRASIVES 
Sanding Belts 










Sanding Belt Selection Guide 


Application 
Light weld removal and blending, shape and contour sanding, surface preparation prior to coating and 
plating, removing cutting tool marks from molds and dies, general clean-up and finishing 
3 to 4" W, 15% to 24"L| Grinding and finishing all metals, blending welds, sanding and finishing wood, glass seaming, and polishing 
1 to 10" W, 36 to 132" L| Benchstand and backstand belts, grinding and deburring of all metals, heavy stock removal, blending, dimensioning and shaping, polishing 


GRIT SELECTION GUIDE TROUBLESHOOTING GUIDE 
Correction 
Decrease infeed pressure or belt spread 
Reduce applied pressure 
Use less aggressive contact wheel 
Dress contact wheel if worn or damaged 
Use entire surface of belt 
Reduce belt tension 
Use less aggressive contact wheel 
Check tracking mechanism for belts tracking erratically 


Size Range 


File Belts ¥ to 1" W, 12 to 30" L 


Portable Belts 


Grit Size 

36 to 50 
60 to 100 
120 to 320 


Problem 
Loading 


Application 
Stock Removal 
Intermediate 

Finishing Shedding 
GRAIN SELECTION GUIDE 
Abrasive Grain 


Ceramic - High Performance 


Application 
High cut rate and long life on stainless, 
aluminum and other hard-to-grind metals 
High rate of stock removal and long 
life in demanding applications 
General purpose metalworking applications 


Belt Breakage 


Zirconia Alumina - Heavy-Duty 
Aluminum Oxide - General Purpose 


More sizes and styles available 
online; for our complete selection 
go to grainger.com/sandingbelts 


Choose the Right Abrasive 
for Your Application 
General Purpose—The most affordable option uses Aluminum Oxide grit. 


Heavy Duty—Zirconia grit provides a faster cut rate and longer life 
compared to Aluminum Oxide. An excellent combination of quality and price. 


High Performance—Ceramic grit provides the best combination 
of service life and cut rate, for consistent performance over the 
entire product life. Your best choice for production applications. 





R228 
Metalite 


R823P 
BlueFire 


SAINT-GOBAIN 


General Purpose Sanding Belts 


Belt Type 
R215 Metalite 
R228 Metalite 
R255 Metalite 
R283 Metalite 





General Purpose Metalworking 


General Purpose Metalworking 


Application 
Woodworking 


Backing 
X-weight, cotton 
X-weight, cotton 
X-weight, cotton 
X-weight, Rayon 


Woodworking 


Abrasive 
Aluminum Oxide 
Aluminum Oxide 
Aluminum Oxide 
Aluminum Oxide 


SAINT-GOBAIN 


Heavy Duty Sanding Belts 


Belt Type Application Backing Abrasive 
CHOOSE: Item di r irconi 
Ww L ‘ Grit No. R821P BlueFire Se ene any Y-weight, cotton Feet 
R215 Metalite ,; Better for aluminum, cast iron, bronze, | X-weight, polyester Zirconia 
3! 21" 60 6A003 R823P BlueFire carbon steel - heavy pressure (uae CorOCh Alumina 
24 60 6A009 R8s4P Blueki Better for wood, aluminum, brass/ | Y-weight, polyester | Zirconia 
3y0' 151" 36, 60, 80 J5524 Berit bronze - heavy pressure (waterproof) Alumina 
4 24" 60 6A015 
36" 60 20555 > CHOOSE: Item 
' 48" 60 5A997 W L Grit No. 
89" 80 22PE37 R821P BlueFire 
R228 Metalite il 42" 40, 50, 60, 80 J5572 
il 42" 40, 50, 60, 80, 100, 120, 150, 180, 220, 240, 320 J5535 11/" 60" 36, 50 J5578 
48" 36, 40, 50, 60, 80, 100, 120, 150, 180 J5536 48" 36, 40, 50, 60, 80 J5574 
2" 60" 320 22PD90 2 60" 40, 60, 80 J5579 
i2 36, 60, 80, 100, 120, 220, 320 J5543 72" 36, 40, 50, 60, 80 J5583 
DV" 48" 36, 60, 80 J5537 21" 60" 36, 40, 50, 60, 80 J5580 
60" 36, 40, 50, 60, 80, 100, 120, 180, 220 J5541 4" 36" 50, 80 J5570 
3" 132" 80 22PE19 g' 48" 36, 40, 50, 60, 80 J5576 
4" 36" 150, 180, 320 J5533 60" 40 22PE34 
54" 50, 60, 80, 100 J5540 R823P BlueFire 
g' 48" 150, 180, 220, 240, 320 J5538 a 18" 80 22PD65 
60" 36, 40, 60, 80 J5542 “4 24" 60, 120 J5568 
3" 107" 60, 80 J5522 ¥" 13" 60, 80 J5562 
R255 Metalite 12" 60, 80, 120 J5560 
18" 50, 80, 120 J5526 Yn" 18" 60, 80, 120 J5564 
a ale 40, 50, 80, 100, 120 J5529 24" 60, 80, 100, 120 J5567 
24" 36, 40, 50, 80, 100, 120 J5531 5/3! 18" 60, 80 J5565 
4 24" 36, 40, 50, 80, 100, 120 J5532 : 20%" 60, 80, 120 J5566 
36" 36, 40, 50, 80, 100, 120 J5534 : 30" 60, 80 J5569 
6" 48" 36, 40, 50, 80, 100, 120 J5539 { 42" 60, 80, 100, 120, 180 J5573 
R283 Metalite 9! 48" 60, 80, 100, 120, 180, 220 J5575 
Ya" 24" 60 2D593 (ea 60, 80, 120, 220 J5584 
3g" 13° 40, 60, 80, 100, 120 J5561 2" 60" 60, 120 J5581 
12" 40, 60, 80, 100, 120 J5523 31%" 151%" 80 22PE40 
Yn" 18" 40, 60, 80, 120 J5525 4" 36" 60, 80, 100, 120 J5571 
24" 40, 50, 60, 80, 120 J5530 g' 48" 60, 80, 100, 120 J5577 
yp! 18" 60, 80 J5527 60" 60, 80 J5582 
20%" 40, 60, 80, 100, 120 J5528 R884P BlueFire 
1" 30" 80 22PD55 a 132" 36, 50 J5563 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE”° ABRASIVES 
Find the wi. Find Solutions. Find Great Prices. Sanding Belts 








No. 22PD52 


SAINT-GOBAIN ivi 


High Performance Sanding Belts 


> CHOOSE: Item > CHOOSE: Item > CHOOSE: Item 
W L Grit No. W L Grit No. W L Grit No. 
R980P Blaze, Norton 984F Cubitron™ Il, 3M 384F, 3M 
YA" 24" 60, 120 J5556 Yq" 24" 60 J5490 2. 132" 36, 60 J6852 
¥" 13" 60 22PD77 1 80 30CP12 3 132" 36, 60, 80 J6852 
12" 40, 60, 80 J5544 18" 50, 60, 80 J5486 6" 48" 36 448D04 
YA" 18" 40, 60, 80, 120 J5548 yp" 18" 120 448D46 of: 60" 150 448D03 
24" 40, 50, 60, 80 J5554 24" 60, 80 J5490 723D Cubitron™ Il, 3M 
Yq! 18" 40, 60, 80 J5550 24" 120 448D47 yp" 42" 220 448075 
2012" 40, 60, 80, 120 J5552 Vy" 18" 36, 60 J5488 2" {2" 120 448074 
1" 24" 120 22PD50 11" 60, 80 J5483 3. ioe: 120, 150, 220 J6853 
1%" 60" 40 22PD81 24" 50 J5490 784F Cubitron™ Il, 3M 
43" 60, 80 J5557 1: 42" 60, 80 J6874 18" 36, 60, 80, 120 J6855 
2 60" 36, 40 J5558 132 36, 60 J6866 Yo" 24" 80, 120 J6857 
72" 36, 40, 50, 60, 80, 120 J5559 Lar 36 448A06 25" 60 448C80 
b: 43" 60 22PE31 60" 60 448044 3/4" 18" 36, 60, 80, 120 J6856 
R981 SG, Norton 1" 90" 36 448A05 1" 132° 50 448078 
YA" 24" 60 22PD68 132" 36, 80 J6867 48" 60, 80 J6858 
12" 50, 60, 80 J5545 60" 36, 50, 60, 120 J6876 9" f2" 60, 120 J6860 
YA" 18" 80, 120 J5549 i2. 36, 50, 60, 80, 120 J5496 132" 36 448C76 
24" 50, 60, 80, 120 J5555 2" 118" 36 30CP18 132 60 448085 
yy! 18" 60, 80 J5551 132" 36 30CN86 i 132. 36, 60, 80 J6854 
2012" 50, 60, 80 J5553 132" 50, 60, 80, 120 J6868 6" 48" 60, 80 J6859 
1 24" 50 22PD52 22" 60" 36, 60, 80 J6877 994F Cubitron™ Il, 3M 
3%" 15%" 60, 80, 120 J5547 3" lee" 36, 50, 60, 80, 120 J6869 4" 132" 36 448023 
947A Cubitron™ Il, 3M 13716" 36 448010 
YA" 24" 60, 80, 120 J6864 3%" 15%" 60, 80 J6871 
yo" 18" 60, 80, 120 J5487 4" 132" 36, 50, 60, 120 J6870 
24" 60, 80, 120 J6864 a 132" 36 448055 
Yq! 18" 60, 80, 120 J5489 48" 36, 50, 60, 80, 120 J6875 
2012" 60, 80, 120 J6863 6" 60" 60 448038 
WV 80, 120 J5484 132" 36 30CN93 
i 30" 80, 120 J5491 3" 107" 36 448056 
42" 80, 120 J5492 132" 36 448A91 
60" 60, 80, 120 J5495 27%6 126° 80, 120 J6865 
2 iz 60, 80, 120 J5497 37" 60" 80 448053 
132" 60, 80, 120 J6861 fo 80 448052 
a 132" 60, 80, 120 J6862 
3M" 15%" 60, 80, 120 J5485 
6" 48" 60, 80, 120 J5494 


SAINT-GOBAIN Vi 


Surface Conditioning Belts 


=» Aluminum oxide abrasive 





Open construction resists loading. Use Coarse grit for deburring, Medium grit for 3M™ Scotch-Brite” 
cleaning and blending, Fine grit for blending, and Very Fine grit for finishing. No. J5499 
> CHOOSE: Item > CHOOSE: Item 
W L Grade No. W L Grade No. 
Norton Rapid Prep 3M™ Scotch-Brite™ 
than 18 in Medium, Fine, Very Fine J5586 hin 18 in Coarse, Medium, Very Fine _J5499 
24 in Medium, Fine, Very Fine J5590 24 in Coarse, Medium, Very Fine  J5501 
48 in Extra Coarse, Medium, J5587 % in 18 in Coarse, Medium, Very Fine _J5500 
Ya in Fine, Very Fine 1 in 42 in Medium 6RR58 
20 % in Medium, Fine, Very Fine J5588 3 j 48 in Medium, Very Fine J5503 
1 in 42 in Medium, Fine, Very Fine J5794 u 72 in Medium 4ZP82 
2 in 48 in Medium, Fine, Very Fine J5592 3 in 10 146 in Medium 6RT26 
3 Yin 15 Yin Medium, Fine, Very Fine J5585 3 Yin 15 in Coarse, Medium, Very Fine  J5498 
94 in Extra Coarse, Medium, J5589 3 in 24 in Medium, Very Fine J5502 
3 in Fine, Very Fine 6 in 48 in Coarse, Medium J5504 
94 in Extra Coarse, Medium, J5591 
Fine, Very Fine 
6 in 48 in Medium, Fine, Very Fine J5593 
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ABRASIVES 
Sandpaper Sheets 


Scan. Order. Done. 
Details on page A1. 








No. 1KUR4 





No. 1KUH6 





MultiSand 


ALL PURPOSE 
SANDPAPER 


LE PAPIER A 
PONCER TOUT USAGE 












EL PAPEL DE LIJA 
PARA TODO USO 
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SAINT-GOBAIN 


Sandpaper Sheets 





GRAINGER 
APPROVED 





_ Norton Series/Backing 








Abrasi 


ive Material Application 











~ Pro Sand 
~ Multisand; A211 D-Weight, A213 C- “Weight|_ 

Adalox; A211 D-Weight, A272 

A- -Weight, A213 C-Weight 


~No-Fil Adalox; A275 B-Weight 
Garnet; A511 A-Weight, A513 C-Weight 

















|Premium Aluminum Oxide, Stearate- Coated) | Consistent finish on all surfaces and coatings 








~No-Fil Durite; A475 B-Weight_ 
Tufbak Durite: 1402 and 1414 
A-Weight, T461 C- -Weight 














Emery; K622 J-Weight | 


~ Flex Metalite; K225 and K225 J-Weight | 




















Aluminum Oxide ‘Wood, metal, plastic, and fiberglass 

Aluminum Oxide Hardwood, metal, and composites 

Aluminum Oxide Dry sanding painted or varnished wood 
Game Dry sanding of soft or bare 


Silicon Carbide, Stearate-Coated 


wood, andcabinets 
Dry sanding primed or painted wood _ 








Silicon Carbide 
‘Alumi 





Wet sanding between primer coats or 
other finishes on wood and metal 














PKG. OF 3 |PKG. OF 20 


Item 
W L Grit No. 
Norton ProSand 
1 60 45MY79 
11" 80 45MY78 
1 100 45MY77 
It 120 45MY76 
9 11" 150 45MY75 
Te 180 45MY74 
11" 220 45MY73 
11" 320 45MY72 
el 400 45MY71 
Item 
W L Grit Series Color No. 
Norton Multisand A211 and A213 
32/4! g" 60 A211 Brown  1RDT3 
g" 100 A213 Brown 1RDTI2 
5." 100 A213 Brown  1RDR6 
4Y," bY 150 A213 Brown 1RDR5 
11 60 A211 Brown 1RDR3 
Norton Adalox A211, A212, and A213 
9 iil 36 ‘A21 1 Brown  1KUV1 
11" 40 A211 Brown  1KUV2 
11 50 A211 Brown  1KUV3 
11" 80 A211. Brown  1RDZ3 
ie 80 A211 Brown  1KUT4 
9 11°: 100 =A211_ ~=Brown _‘1RDZ4 
1 100 A213 Brown  1RDZ5 
ii 120 A213 Brown 1KUT5 
iil 150 A213 Brown __1KUT6 
ii 180 A212 Brown’ 1RDZ6 
i 220 A212 Brown — 1LZK4 
Norton Premium No-Fil Adalox A275 
iW P80 A275 Brown  1KUR4 
i i P100 A2/5 Brown 1KUR5 
ing P120 A2/5 Brown 1KUR6 
iil P150 A275 Brown  1KUR/ 
ik P180 A2/5 Brown 1KUR8 
Q" ili i P220 A2/5 Brown  1KUR9 
11" P240 A2/5 Brown ~~ 1KUT1 
Ie P280 A2/5 Brown  1KUT2 
11" P320  A2/5 Brown _1KUT3 
11" P400 A2/5 Brown  1KUP5 
ik P600 A2/5 Brown  1KUP6 
Norton Garnet A511 and A513 
Aig 60 Ad13 Orange  1LZK5 
i 80 A513 Orange 1KUP9 
11" 100 A513 Orange 1RDZ7 
TE 100  Ad11 Orange  1LZK6 
9 11" 120  Ad11 Orange 1LZK7 
ae 120  Ad13 Orange 1RDZ8 
Te 150 A511 Orange 1RDZ9 
leh 150  Ad13 Orange 1KUR1 
; aha 180 A511 Orange 1KUR2 
dae 220 A511 Orange 1KUN4 
Norton No-Fil Durite A475 
11 80 A475 Gray 11V254 
ee 100 A475 Gray 11V255 
iM 120. A4/5 Gray 11V256 
Q' 11" 150 A475 Gray 11V257 
a 180  A4/5 _— Gray 11V258 
Tale 220 A4/5 Gray 11V259 
11" 240 A4/5 _ Gray 11V260 
dale 320 A475 __ Gray 11V261 
Norton Tufbak Durite T402, T414, and T461 
WT 80 T461 Charcoal 1KUL5 
‘de 100 1461 Charcoal 1KUL6 
dae 120 17461 Charcoal 1LYF/ 
ia 150 1461 Charcoal 1KUL7 
Te 180 1461 Charcoal 1LYF8 
ike 220. 1414 Gray 1LYF9 
hal 240 1414 Gray 1LZJ5 
Q" 11" 280 1414 Gray 1LYG1 
11" 320 1414 — Gray 1KUL8 
Wee 360 1414 Gray 1LZJ6 
11" 400 1414 Gray 1KUL9 
11" 900 1414 Gray 1KUN1 
ar: 600 1414 Gray 1KUN2 
11" 1200 1402 Gray 1KUN3 
dele P220 1247 Gray 1REA1 


Item 
No. 


45MY88 
45MY87 
45MY86 
45MY85 
45MY84 
45MY83 
45MY82 
45MY81 
45MY80 

Pkg. 

Qty. 


Find even MORE on Grainger.com® 


inum Oxide ~|___Deburring, cleaning, or polishing metal _ 
eeree Scouring or polishing nonrated 
y metals and utensils 
Item Pkg. 
WwW L Grit Series Color No. Qty. 
Norton Flex Metalite K224 and K225 
11" 60 K224 Brown 1REA3 25 
11 50 K225 Brown  1REA2 25 
11" 80 K225 Brown 1KUK®5 25 
ila 100  K225 Brown  1KUK6 90 
11 120. K225 Brown  1KUK7 20 
9 11" 150  K225 Brown  1KUK8 50 
11" 180  K225 Brown  1KUK9 90 
a 220 K225 Brown — 1KUL1 90 
11 240 K225 Brown 1KUL2 90 
11 280  K225 Brown  1KUL3 50 
11 320  K225 Brown  1KUL4 90 
ila 400 K225 Brown  1KUH5 90 
Norton Emery K622 
il 50 K622 Charcoal 1KUH6 20 
g" ible 100 K622 Charcoal 1KUH/ 90 
11" 150 K622 Charcoal 1KUH8 90 
Backing Backing Item Pkg. 
W L_Grit_ Material Weight Color No. Qty. 
Aluminum Oxide 
11-36 Paper D Brown 447179 1 
11" 180 Paper A___ Brown 436A39 100 
11" 220 Paper A___ Brown 436A32_ 100 
11" P40 Paper D___ Brown 436A33 25 
11" P60 Paper C _ Brown _436A27 50 
11" P80 Paper B Red 436A31 50 
11" P80 Paper C _ Brown 436A28 50 
11" P100 _ Paper B Red 436A43 100 
11" __P100 _ Paper C _ Brown 436A48 100 
9 17" P120 Paper B Red 436A41 100 
17" P1120 Paper C _ Brown _436A36 100 
11" P150 Paper B Red 436A53 100 
11" P150 Paper C _ Brown 436A52_ 100 
11" P180 Paper B Red 436A56 100 
11" P220 Paper B Red 436A44 100 
11" P240 Paper B Red 436A5/ 100 
11° _P320 _ Paper B Red 436A34 100 
11" P400 ‘Paper B Red 436A42 100 
11" P600 _ Paper B Red 436A38 100 
Emery 
g' 11" 100 Cloth J Black 447183 50 
11" 150 Cloth J Black 44/7184 50 
Garnet 
11"_-50 Paper D _ Orange 447180 1 
11"___60 Paper C _ Orange 436A35 50 
11 _ _ 80 Paper A___Orange 447181 1 
11" 80 Paper C _ Orange 436A37 50 
11"___ 100 Paper A___Orange 436A46 100 
9 11" 120 _—~Paper A____Orange 436A29 100 
11" 120 Paper C __ Orange 436A58 100 
11" 150 Paper A___ Orange 447T82__ 1 
11" 150 Paper C__ Orange 436A65 100 
11" 180 Paper A___Orange 436A61 100 
11 220) Paper A___Orange 436A54 100 
Silicon Carbide 
11" 80 ee C Black 436A50 50 
Waterproof 
11" 100 rane C Black 436A45 50 
aterproo 
11" 120 eae C Black 436A30 50 
aterproo 
11° “150 Paper C Black 436A55 50 
"44" 480 de C Black 436A47 50 
11" P100 Paper B White 436A60 100 
11" P120 Paper B White 436A62 100 
11" P150 Paper B White 436A59 100 
11" P180 Paper B White 436A64 100 
11" P220 Paper B White 436A49 100 
11" P240 Paper B White 436A63 100 
11" P320 Paper B White 436A51 100 
Item 
Description W L__ Grit Includes No. 
Norton Assortment Packs 
(1) Sheet 60 Grit 1RDT3, 
Multisand 3%" 9" Assorted (2) Sheets 100 Grit 1RDT2, 1RDT4 
(3) Sheets 150 Grit 1RDT1 
60 to (6) Sheets 60 Grit, 
Multisand 9" 11° 590 100 Grit, 150 Gritand 3XY65 
(7) Sheets 220 Grit 
AY" L x 2'Ye' W, Rubber For Wet or Dry 4RDT5 


Sanding, Uses 13 Sheets 9 x 11" 
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Hand Pads & Rolls 


GRAINGER CHOICE ° 
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nt 
paar eet ae 


oo i 


aa 2 


SAINT-GOBAIN 


Scotch-Brite" 
_ avi 
Abrasive Hand Pads 


All pads can be cut to size for specific applications; 


GRAINGER 
APPROVED 





No. 5XB78 is perforated to let you create smaller No. 4ZT08 
41" x 6" pads Aluminum Oxide 
: No. 4ZR11 
Abrasive Item 
Material Grade Color Series Function wi etl Brand No. 
oe Super Fine White | 7445 Mild abrasive for Cleaning 6" 9" Scotch-Brite 3WB48 
For hand cleaning and scouring, light cleaning of metal surfaces and ‘ ‘ 
Very Fine Green 696 removal of light slirfae: oxidatign: stains. aid marks. 6 9 Norton 4VB29 
Very Fine Maroon 747 Cleaning, Finishing, Deburring, Rust Removal; Defuzzing wood, Preparing surfaces for painting 6" 9" Norton 4LL48 
Very Fine Maroon ries Fast initial cut rate, Cleaning, Deburring, Crrosion removal, Oxidation removal 6°" Norton 4LL50 
Very Fine Maroon 847 Cleaning, Finishing, Deburring, Rust removal, Defuzzing wood, Preparing surfaces for painting 6°" Norton 5XB78 
, Very Fine Maroon 7447 Cleaning, Finishing; Deburring, Rust removal, Defuzzing wood, Preparing surfaces for painting 6" 9" Scotch-Brite 4ZR10 
ee Very Fine Maroon 7447B _ Blending, Cleaning, Contour Finishing, Deburring, Finishing 6" 9" Scotch-Brite 4ZR18 
ve rine Maroon —— Blending/Deburring, Finishing/Polishing 8 2 a pee 
Very Fine Maroon Thin Flex Extremely thin and conformable for cleaning, blending, finishing,and deburring contoured surfaces and tight spaces 4%" 9" Norton 49U885 
vou Syown an Removing Rust and Oxidation, Deburring, Blending 2 3 ee aie 
Medium _ Dark Tan — Blending/Deburring, Finishing/Polishing 6 g" 435Y54 
Ultra Fine Gray 635 Deburring plastic surfaces; cleaning fiberglass partitions, Blending paint, Scuffing acrylic surfaces, Finishing 6 g" Norton 4LL45 
Ultra Fine — Gray 748 Light cleaning of steel and nonsteel, Defuzzing wood, Final rub 6 g" Norton 4LL49 
Silicon UltraFine — Gray — Blending/Deburring, Finishing/Polishing 6" sg" GA 435Y58 
Carbide Very Fine Gray 801 Removing rust and oxidation, Blending around welds, Cleaning glass molds, Satin Finishing 6" 9" Norton 4LL52 
Medium Gray 746 Cleaning aluminum, around welds, glass molds, and dies, Light Deburring 6 Q" Norton 4LL47 
Medium Gray 7446 Cleaning aluminum, around welds, glass molds, and dies; light deburring of intricate parts 6 9" Scotch-Brite 4ZR12 
Non- Super Fine White 456 Nonabrasive for cleaning glass, fiberglass, and porcelain fixtures;wood highlighting and rubbing between finish 6 g" Norton 4LL44 
Abrasive — Off White —= Blending/Deburring, Finishing/Polishing 6 g" GA 435Y57 
Mfr. Item 
Hem Includes: Scrubbing S (74), Lt.-Duty Pad (GHB). Ha Duty Pad (7440), Lt.-Duty Cleansing Pad (7445), Blendi pane more! ins 
; ncludes: Scrubbing Sponge , Lt.-Duty Pa , Hvy.-Duty Pa , Lt.-Duty Cleansing Pa , Blendin ; 
eae yan Pad (7446). General Purpose Pad (7447), Ultrafine Pad (7448), Production Pad (8447), and Twist Lok Pad Holder (961) Scotch-Brite 9618 =e 
Hand Sanding Block For Use with 4 x 6° Roll Material and Hand Pads 3M 952 4ZR06 
Mini Mandrel Ya" Shank; 27° Length 3M 935 4ZR08 


Non-Woven Abrasive Rolls Scotch-Brite" 


An economical alternative to pre-cut pads for effectively hand cleaning male and female threading, and 
inside of cylinders; cut to size and use only what you need. The flexible, nonloading, nonrusting material 
conforms to work surfaces for light- to heavy-duty cleaning, deburring, blending, polishing, and finishing. 
Use on metal, wood, composite, plastics, stone, solid surfaces, and painted surfaces. 





Mfr. Item 
Abrasive Grade Series Color L W Model No. 
Cleaning and Finishing Rolls 
Talc — CF-RL White 30 ft. 4" CF-RL 4ZP76 
— Fine CF-RL Maroon 30 ft. 4" CF-RL 2BAP4 
Aluminum Silicate Super Fine CF-RL White 30 tt. 4" CF-RL 4ZP77 
ae , Super Fine CF-RL Gray 30 ft. 4" CF-RL 4ZP79 
Silicon Carbide Very Fine CF-RL Gray 30 ft ry CF-RL 4ZP80 
Very Fine CF-RL Maroon 30 ft. a CF-RL 4ZP75 
Aluminum Oxide Very Fine CF-RL Maroon 30 ft. 4" CF-RL 4ZP78 
Very Fine CF-RL Maroon 30 ft. 6" CF-RL 4ZP81 
Cutting and Polishing Rolls 
; Medium CP-RL Tan 30 ft. 2" CP-RL 4ZR29 
a eae Medium CP-RL Tan 30 ft 4 CP-RL 4ZR30 
Polishing Roll No. 4ZR30 
_ — CF-RL White 30 ft. 8" 61500021243 4YHX5 
_— SP-RL White 30 ft. 4" SP-RL 2JEK9 





GRAINGER CATALOGS 
Are Digital Too! 


e Choose From Our Library of Catalogs 
e Browse, Download or Share Pages 
e Add Items to Your Cart and Checkout When Ready 





Sign in to Grainger.com® to see YOUR Pricing and MORE 





ABRASIVES 
Rolls 


Scan. Order. Done. 
Details on page A1. 











No. 2D724 No. 3UN31 
LE MERIT *reyycrances 
SAINT-GOBAIN we know abrasives APPROVED 


Abrasive Rolls 
Rolls can be torn to exact lengths as needed, eliminating waste. 
Cloth Rolis—For polishing lathe turnings, rolls, and cylinders; light deburr- 


ing; blending machine tool marks; removing rust and scale; fine sanding and 
polishing. 


Paper Rolls—fFor preparing primed and painted surfaces; sanding plastic and 
fiberglass; and bare wood sanding. 













































































































































































Item Item 
WL Grit Brand No WW —L Grit Brand No. 
Cloth Rolls 150ft 40 GA 447R20 
Metalite K225 a SS. —150ft. 80 GA 447R19 
150 ft. 50 Norton 20727 150 ft. 600 GA 447R21 
150 ft. 60 Norton 2D726 | 150 ft. P60 GA 435Y48 
150 ft. 80 Norton  2D725 _ 150ft P80 GA —_485Y30° 
150 ft. 100 Norton 2D724 — 150 ft, P100 GA  435Y42 — 
150 ft. 120 Norton 20728 861% 150ft P1200 GA —435Y22 © 
"150 ft. 150 Norton 2D722 _ 150ft P150 GA —435Y46 — 
—150ft. 180 Norton 2D721 | 150 ff... P180 GA 435Y28 
150 ft. 220 Norton _1LZK9 150ft. P220 GA 43539 _ 
150 ft. 280 Norton 1LZL1 _ 150 ft. P240 GA — 485Y36 _ 
150 ft. 320 Norton 2D719 | ‘A50ft. P320 GA 48540 
150ft. 400 Norton 2D718 ~~ 150ft. P400 GA  435Y35 — 
150 ft. 50 Norton 2D738 | 150 ft. P60 GA 435Y45 
150 ft. 60 Norton  2D737 _ 150ft P80 GA 48523 
150 ft. 80 Norton 2D736__ 150 ft. P100 GA 485Y44 
150 ft. 100 Norton 2D735 __ 150ft, P120 GA 485¥21 
150 ft. 120 Norton  2D734 _ 150ft P150 GA 48547 
—150ft. 150 Norton 2D733 — 2 150 ft. P180 GA 435Y25 
1v" 150 ft. 180 Norton 2D732 _ 150 ft. P220 GA 435Y31_ 
150 ft. 220 Norton 1LZL2 _ SO ft P240 GA 485Y27 
150 ft. 240 Norton 20731 150 ft. P280 GA 48552 
150ft 280 Norton 1LZL3 150 ft P3200 GA 48524 
—150ft. 320 Norton 2D730 ~~ 150ft. P400 GA  _— 485Y32 
150 ft. 400 Norton 2D729 2%" = 45 yd. ~— 400 =~ GA ATR 
150ft. 600 Norton 2D728 Paper Rolls 
150 ft. 50 Norton 2D748  ¥#£GA _ - aos 
150 ft 60 Norton 2D747 _ 25yd. 80 GA _447R09 © 
150ft. 80 Norton 2D746 _30ft, 100 GA  447R10 — 
150 ft. 100 Norton 2D745 _ 380yd. 120 GA  447R11 
150 ft. 120 Norton 2D744_ oye 49 yd. 150 GA 447R12 
5 _190ft. 150 Norton 20743 A5yd. 180 GA __—447R13 
150 ft. 180 Norton 2D742 _ Adyd. 220 GA _—447R14 
150 ft. 220 Norton 2D741 45 yd. 240 GA 447R15 
150 ft. 240 Norton 2D740 _ — 45yd. 320, = GA 447R16 — 
150 ft. 280 Norton _1LZ2L4_ —_No-FilAdaloxA275PSA ee 
150 ft. 320 Norton 2D739 _75ft. 80 Norton 4MAA9 
— 150 ft. 400 Norton 3XF01 _90ft. 100 Norton 4MAA8 
Kao ——_ — "185 ft. 150 Norton 4MAA7 
150 ft. 80 Merit 3DV24 _— 135 ft. 220 Norton 4MAA6 _ 
150 ft. 120 Merit = 3DV25_— 135 ft. 320 Norton 4MAAS _ 
1 150 ft. 180 Merit 3DV26 _80ft, 80 Norton 3UN31 
150ft. 240 Merit = 3DV27 _30ft. 120 Norton _ 3UN30. 
: 150 ft. 320 Merit 3DV28 4% 30ft 150 Norton  3UN29 
150 ft. 80 Merit 3DV29 —30ft, 180 Norton 3UN28 
150 ft. 120 Merit 3DV30__ __30ft. 220 Norton _ 3UN27 
2° 150 ft. 180 Merit 3DV31 
150 ft. 240 Merit — 3DV32 
— 150 ft. 320 Merit — 3DV33 
GR 
150ft. P60 GA 48550 — 
150ft, P80 GA 435Y29 © 
150ft. P100 GA —_ 435Y43 
150 ft P120 GA —_435Y26 | 
A50ft, P150 GA — 435Y49 © 
150 ft. P180 GA 48534 _ 
150 ft. P220 GA 435Y41 
150 ft. P240 GA 435Y33 _ 
150 ft. P280 GA 435Y53 | 
150 ft. P320 GA 48537 
150 ft. P400 GA  435Y38 
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Abrasive Cloth Roll Kit 


Kit comes with 24-ft. L premium aluminum 
oxide abrasive sheets in 5 different grits; cut or 
tear off to the length that you need to help eliminate 
waste. The strong bonding system allows the sheets to be 
torn and rolled without shelling. An excellent choice for all 
your utility sanding and general maintenance work, including 
blending, finishing, and cleaning applications. 


ltem 
Abrasive Material Ww Grit No. — 
Aluminum Oxide t 60, 80, 120, 180, 240 AYJY2 





No. 1KUH9 


No. 4F880 


SAINT-GOBAIN 


Open-Mesh Abrasive Rolls and Sheets 


In applications where life and load resistance are the most-important factors, 
the open mesh screen on these silicon carbide sheets resists loading for fast, 
easy, and efficient sanding. Use for sanding plastic piping prior to gluing; 
preparing copper pipe and fittings prior to soldering; and sanding softer materi- 
als where loading is a problem, such as plaster, wood, drywall, brass, etc. 

















Item Pkg. 

_Description W : Grade — Grit _No. Qty. 
_ Very Fine 320 1KUK4 25 

Screen-Bak Very Fine 220. 1KUK3 25 

Durite Q421 Qin 11 in Very Fine —180— AKUH9 25 
Sheets _ Fine 150, AKUK2 25 
re Medium 100 1KUK1 25 
Screen-Bak __ Very Fine 180 4F882 1 
Durite Q421 1 Yin 75 ft Fine 120, 4F881 1 
Rolls. Medium. 80. AF880 1 





Find even MORE on Grainger.com® 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


ABRASIVES 
Pads & Sponges 





Diamond Hand Pads 


Color-coded hand pads combine the durability and aggressiveness of diamond on a high-strength, 
flexible backing. Single-sided; conform to shapes and contours. Well-suited for quick finishing of 

ceramic tile to get a smooth edge before grouting. Can be used on many other surfaces to smooth 
edge chips, reface edges, or polish dies and molds. No. 1RDJ5 is an assortment that contains 1 of 


SAINT-GOBAIN 


each type of pad. 


Mfr. Item 
Grade Grit Color L W Model No. 
Hand Pads 
Ultra Fine 800 White 3%in 2Y¥ein 66260306363 1RDJ3 
Ultra Fine 1,500 Blue 3%in 2Y¥ein 66260306364 1RDJ4 
Super Fine 400 Yellow 3%in 2¥ein 66260305852 1RDJ2 
Fine 120 Black 3¥%in 2Y¥ein 66260306361 1RDH9 
Fine 200 Red 3%in 2¥ein 66260306362 1RDJ1 
Medium 60 Green 3%in 2¥ein 66260306360 1RDH8 
Assortment 
Medium to Ultra Fine 60, 120, 200, 400, 800,1,800 Assorted 3'%in 2%in 66260307720 1RDJ5 


Abrasive Sponges 


Durable coated foam lasts up to 5 times longer 
than sandpaper and resists tearing. Can be 
used wet or dry, and can be washed and reused 
multiple times. 


General Purpose—Small, flexible sponges 
are coated on 2 sides and can be used on most 
materials. Silicon carbide abrasive. 


Sealer Sanding—Designed for hand sanding 
primers and sealers between coats on furniture 
and cabinets. Premium silicon carbide abrasive. 
Coated on 2 sides. 


Profile—Designed for flat surfaces and corners 
on metal, wood, plastic, or paint. Aluminum 
oxide abrasive. Coated on 3 sides. 


Small Area—tThe ultra sharp aluminum oxide 
grain offers faster cut and longer life for small 
area paint and drywall repair. Coated on 2 sides. 


Dual-Angle and Angled—Extra-firm sponges 
are coated with aluminum oxide abrasive on 4 


Contour—Thin, flexible sponges are designed 
for small diameter objects with contours such 
as ceramics, spindles, turnings, and railings. 
Aluminum oxide abrasive. Coated on 1 side. 


Soft Touch—Superior flexibility for hand 
sanding or finishing flat, curved, contoured, and 
hard-to-reach areas. Aluminum oxide abrasive. 
Coated on 1 side. 


Corner Drywall—2 sides have aluminum 
oxide abrasive, providing dual sanding action for 
near-perfect inside corners on drywall. Extra- 
firm sponges are designed for sanding drywall 
corners, but can also be used on a variety of 
other materials. 


Softback—Coated on one side with an alumi- 
num oxide grit that is excellent for automotive 
applications, this flexible sponge is effective 
for hard-to-reach areas like headlight openings 
and door jambs. The soft foam backing allows 
comfortable hand sanding. 





sides for sanding inside corners and crevices of 
drywall compound. 


Description L W Thickness Grit Grade 
Norton 4 2 ¥: 1 36/80 Extra Coarse/Med 
in 4 in in xtra Coarse/Medium 
General Purpose qin 9% in 1 in 80/120 Medium/Fine 
4% in 3% in in 80 Medium 
_ 4%in 3 %in in 100 Fine 
Sealer Sanding —4y,in 3% in Yin 150 Fine 
4% in 3%iIn Y in 220 Very Fine 
Profile 4in 2% in Y In 100 Fine 
4%in 2i%6in  1in 60 Medium 
Small Area a yin 2TMe6in 1 in 180 Very Fine 
4%’in 2%in 1 in _— Coarse/Medium 
Dual-Angle = “47min 2%in 1 in = Medium/Fine 
aaied 4% in 2%in Tin 150/180 Fine 
g 4% in 2%in Tin 100/120 Medium 
5¥in 4% in Ve in — Fine 
Contour 5%in 4 in He in _— Medium 
o’in 4%iIn Hie in — Very Fine 
5¥in 4% in Ve in _ Medium 
5%in 4%in “ein 100 Fine 
Soft Touch o9’”in 4% in He in = Super Fine 
5¥Yin 4% in He in _— Ultra Fine 
o%in 4'%In Ye in — Very Fine 
Corner Drywall 7in 4% in 3 Yin — Medium 
Softback 9”in 4 in Ya in 900/600 Super Fine 
= A275 aluminum oxide grain with No-Fil® coating 
= 4"W x 82'L roll ar 
= 178 (5'%"L) sheets per roll 150 
180 
Water-resistant sheets are excellent for fine sanding 90) 
water-based primers, topcoats, wood, metal and ae 
composite, especially on rounded edges, contours, 400 
and curves. Can be used moist to provide a uniform a 
finish that minimizes scratching. 800 
1000 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Mfr. 
Model 


07660749503 
07660749502 
63642502538 
63642552870 
63642552869 
63642552868 
63642536313 
07660782071 
07660782073 
07660700936 
07660700935 
07660702284 
07660702285 
07660700938 
07660700939 
07660700937 
07660703074 
07660703075 
07660703076 
07660703077 
07660703078 
07660701715 


02602 


Mfr. 
Model 
63642535316 
6364255/584 
63642557599 
63642557600 
6364255/602 
63642557606 
63642557608 
63642557611 
6364255/612 
6364255/613 
6364255/616 


Item 
No. 


1RDV8 
1RDW1 
2KNA7 
3WK98 
3WK97 
3WK96 
2KNA9 
45GF45 
45GF46 
1PW28 
1PW27 
33GN50 
33GN51 
2DZY1 

2DZY2 

2DZY3 

1RDW7 20 
1RDW8 20 
1RDW9 20 
1RDX1_— 20 
IRDX2 20 
1PW39 1 


2BAE1 


Pkg. 
Qty. 


RO| PO 
rrr sess Ss Ss ss ss ss 


SAINT-GOBAIN 


Item 
No. 
122220 
122221 
122222 
122223 
122224 
122226 
122227 
122228 
122229 
122230 
122231 








Assortment Pack 
No. 1RDJ5 


Bit Cen 
ATTA Mays | Go 
fii Cran 


MultiSand 
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1 Sealer Sanding 
No. 3WK97 
General Purpose 
No. 1RDV8 
Angled 
No. 33GN50 


Soft Touch 
No. 1RDW8 





Corner Drywall 
No. 1PW39 
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ABRASIVES 
Sanding Discs 


Scan. Order. Done. 
Details on page A1. 


Sanding Disc Specifications 


Application 
Faster cut rate than standard discs. Flexible backing. Available with 
vacuum holes to pull swarf away from the point of grind. 
Provides consistent finish for dry sanding applications. 
Ideal for use between sealer coats and for hard-to-sand surfaces. 


For stripping and sanding paint, primers, bare wood, metal, and fiberglass. 


For soft material applications, fiberglass, and composites. 

Provide maximum dust extraction for virtually dust-free sanding. 

Flat, laser-cut holes maximize cut rate and disc life. 

Premium blend of proprietary grains and grinding ald for high performance 
with a fast cut and long life. Ideal for mild steel and carbon steel. 

Precision shaped ceramic grain for faster cuts and long life. 

Ideal for stock removal on a wide variety of substrates. 


Abrasive 
Aluminum Oxide 
Aluminum Oxide 
Silicon Carbide 
Ceramic Alumina 
Zirconia Alumina 
Ceramic Alumina 


Backing 
B-weight, latex 


C-weight, paper 
B-weight 
C-weight for 80 to 120 grit 


Norton A275 


Norton A290 
Norton A475 


Norton A975 
Norton H875 
Norton Multi-Air® Cyclonic™ 


ARC Abrasives Inc® PREDATOR® 
CUBITRON™ II 


B-weight for 150 and higher grit 
E-weight, paper 


Fiber-reinforced latex/paper 
Y-weight, cloth Ceramic 


C-weight, paper Ceramic 





Non-Vacuum 
No. H5933 






SAINT-GOBAIN 


PSA Paper Disc Rolls 


Pressure Sensitive Adhesive (PSA) backing enables 
quick disc changes. Stearate coating reduces disc 
loading. For use on random orbital and rotary sanders. 
Use for all-purpose dry sanding and finishing applica- 
tions. Use with PSA back-up pads, sold separately; 
search for "PSA Back Up Pads" on Grainger.com®. 





Vacuum > CHOOSE: Discs Item 
Hole Design Series Grit per Roll No. 
5" Disc Dia. 
5 Hole N75 80, 100, 120, 150, 180, 220, 240, 320, 400, 500 100 H5931 
80, 100, 120, 150, 180, 220, 320, 400, 500 100 H5930 
Non eeutin A290 60, 80, 100, 120, 150, 180, 220, 240, 280, 320 100 H5932 
A475 80, 100, 120, 150, 180, 220 100 H5933 
A975 90, 320, 400 100 H5934 
6" Disc Dia. 
6 Hole NO75 80, 100, 120, 150, 180, 220, 280, 320, 600 100 H5936 
A290 oO aS 0 730 SETHE Soe DG OD SOO +00 Heaay 
Non-Vacuum A475 80. 120, 180, 220 100 H5938 ARC 
A975 180, 320 100 H5939 No. J1056 
APPROVED ___esanrcopun ND fl, (|| ae Me Rie iy APPROVED SAINT-GOBAIN 


Hook-and-Loop Sanding Discs 


Hook-and-loop backing makes discs reusable and enables 
quick disc changes. Stearate coating reduces disc loading. 
Designed for use on random orbital and rotary sanders. Use for 
preparing primed and painted surfaces for finishing; stripping 
primer and paint; sanding plastic, fiberglass, and bare wood; 
light weld blending and deburring; and finishing all types of 
metal. Use with hook-and-loop back-up pads, sold separately; 


PSA Cloth Discs 


For maintenance and repair applications, from medium grinding 
to light deburring and finishing. Pressure-sensitive adhesive 
(PSA) offers fast, convenient disc mounting. Discs are made 
without center holes for full-face usage. 


8" discs and smaller are designed for use on orbital sanders 
or vertical shaft grinders and must be used with PSA back-up 
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Find even MORE on Grainger.com® 


6-Hole 
search for "Hook-and-Loop Back Up Pads" on Grainger.com®. No. H5925 pads, sold separately; search for "PSA Back-Up Pads" on 
j ® ni i ; 
acini > CHOOSE: > CHOOSE: tem Pkg. Grainger.com . Discs 9" and larger are designed for use on 
Hole Design Series Grit Color Brand No. ty. | Stationary disc sanders. 
"Disc Dia. 
Non-Vacuum GA 180 Blue GA 447R78 1 Disc > CHOOSE: Item 
3" Disc Dia. Diameter Grit Brand No. 
Non-Vacuum GA 80, 180 Maroon, Blue GA  J6885 1 Aluminum Oxide 
Af at vie GA 4 B M GA  J6886 1 at series ARC Ab J1056 
on-Vacuum 0, 80 rown, Maroon : rasives 
42 Dise Dia. B : pees a an ae ane pases T0e1 
rown, st , 40, 50, 60, 80, rasives 
Non-Vacuum GA 40, 80, 180 Maroon, Blue GA 6887 1 6" 36, 40, 50, 60, 80, 100, 120. 180 ARC Abrasives  J1062 
5" Disc Dia. 8" ARC Abrasives J1063 
A275 Paper Discs 80, 100, 120, 150, 180, 220, 240, 320, 400,600 Champagne Norton H5916 100 9 36, 40, 50, 60, 80, 100, 120 ARC Abrasives J1064 
A975 Paper Discs 40, 80, 100, 150, 180, 220, 320 Blue Norton H5918 10 10" ARC Abrasives J1051 
5 Hole 80 Yellow GA  J6880 50 TZ: 36, 40, 50, 60, 80, 100, 120, 180 ARC Abrasives J1052 
GA 100, 150, 180, 320, 400, 600 Red GA  J6879 100 1D 36, 40, 50, 60, 80, 120 ARC Abrasives J1053 
220 Yellow GA  J6880 100 16 36, 40, 50, 60, 80, 100, 120 ARC Abrasives J1054 
8 Hole A290 Paper Discs 100, 150, 180, 220, 320 Gold Norton J4972 50 18" 36, 40, 50, 60, 80, 100 ARC Abrasives J1055 
maine ae Faper Discs 60, 120 Blue Norton H5918 10 ss 36. 40. 50. 60. 80. 100. 120 ane Anlasives ah 
ulti-Hole Multi-Air Cyclonic j a al aia aa, rasives 
Paper Discs 240, 280, 600, 800, 1000 Blue Norton J2759 50 30" 40, 50, 60, 80, 120 ARC Abrasives  J1060 
A975 Paper Dises 80, 100, 120, 150, 180, 220, 240, 320, 400,500 Champagne Norton H5915 100 GA 
P = Champagne Norton 4MAA2 100 il 100 GA 447R27 
A290 Paper Discs 80, 100, 120, 150, 180, 220, 320, 400 Yellow Norton H5917 100 5 36, 40, 60, 80, 100, 120, GA 36891 
A975 Paper Discs 80, 100, 120, 150, 180 Blue Norton H5920 50 150, 180, 240, 400 
NanWacuutn H875 Paper Discs 40, 80 Blue Norton H5921 25 6" 100, 150, 180, 280, 320, 400 GA J6893 
732U Paper Discs 80, 120 Purple 3M ~—sdJ2750 = 50 3 36-40 sab 50-100 a aTReS 
rown, : , 40, 50, 60, 80, 
a 40, 80, 220 Maroon, Blue GA 6888 1 | -Metalite R228 
80, 320 Yellow GA J6883 100 a: 36, 40, 50, 60, 80, 100, 120, 150, 180 Norton J1125 
100, 120, 220, 400 Beige GA _J6882 100 6" 60, 80, 100, 120, 180 Norton J1126 
6" Disc Dia. 8" 36, 40, 50, 60, 80, 100, 120 Norton J1127 
A275 Paper Discs _ 80, 100, 120, 150, 180, 220, 320, 400, 600 Champagne Norton H5925 100 g" 60, 100, 150 Norton J1128 
6 Hole /32U Paper Discs 80, 120 Purple 3M «2752 50 10" 36, 40, 50, 60, 80 Norton J1120 
GA 80, 100, 120, 150, 180, 220, 400, 600 Beige, Red GA J6881 100 12. 36, 50, 60, 80, 120 Norton J1121 
Multi-Air Cyclonic 80, 120 Blue Norton J2/61 50 Zirconia Alumina 
Multi-Hole Paper Discs 150, 180, 220, 240, 280, 320, 400, 800, 1000 Blue Norton J2760 50 Norzon Plus R821 
732U Paper Discs 80, 120 Purple 3M —s«dJS2754 50 10" 40, 60, 80 Norton J1134 
A275 Paper Discs 80, 100, 120, 150, 180, 220, 240, 280, 320,400 Champagne Norton H5924 100 12. 36, 50, 80 Norton J1135 
A290 Paper Discs 80, 100, 120, 150, 180, 220, 320, 400 Yellow Norton H5926 100 ZircAl0 Series 
Non-Vacuum A975 Paper Discs 80, 120, 180 Blue Norton H5927 50 2 36, 40, 50, 60, 80, 120 ARC Abrasives J1069 
GA 80, 120, 220, 240 Beige GA _-J6884 100 12" ARC Abrasives __J1065 
320 Yellow GA 436A25 100 16° 36, 40, 50, 60, 80 ARC Abrasives J1066 
7" Disc Dia. 20" ARC Abrasives J1067 
Non-Vacuum GA 80 Maroon GA 447R77 1 24" 36 ARC Abrasives J1068 
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Quick Change Discs 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Find Back-Up Pads on page 2374. 





Quick Change Disc Specifications 


TR (Type 3) 
Roll-On/Off 


TR (Type 3) 
Features a roll-on/roll-off style fastener 


Fastener Is made of plastic 


TS/TSM (Type 2) 
Turn-On/Off 


QUICK CHANGE ATTACHING SYSTEMS 
TS (Type 2) 
Features a turn-on/turn-off syle fastener 
Fastener Is made of metal 


TP (Type 1) 
Snap-On/Off 


TP (Type 1) 
Features a Snap-on/snap-oft style fastener 
Fastener Is made of nylon 


GRIT GUIDE 


Coarser for Grinding 
3 40 60 80 100 150 180 


Finer for Finishing 
240 320 
Heavy Stock Removal 
Medium Stock Removal 
Edge Chamfering/Beveling 
Weld Removal 
Heavy Deburring 
Blending 
Light Deburring 
Cleaning 
Finishing 
GRAIN SELECTION 

Abrasive Grain Type 
Aluminum Oxide - General Purpose 
Zirconia Alumina - Heavy Duty 
Ceramic - High Performance 


Application 
General purpose metalworking applications 
High rate of stock removal and long life in demanding applications 
High cut rate and long life on stainless, aluminum and other hard-to-grind materials 





we know abrasives Vi ABRASIVES INC | 


General Purpose Quick-Change Cloth Discs 


= Aluminum oxide abrasive Merit—For general use, includ- 


Quick-change attachment system ing blending light welds, breaking 
helps minimize downtime and improve edges, and removing parting lines and 


GRAINGER 
APPROVED 


SAINT-GOBAIN 








productivity. machine marks. Abrasive surface is No. J4663 No. JO701 
Note: More sizes and styles are available; to see ean tough backing for EXCEp- - 
inaer' ick- | urability. ise 
eae iscsi ange Cees; J Disc > CHOOSE: Max. Attachment Item Pkg. 
nee reer 9 3M™ 361F—For deburring, blending, | _Diameter Grit RPM Type _—No._ ty. 
Norton Neon R766—Discs feature leveling, and finishing all types of mate- iB System, Rot-on/on 
Y-weight polyester cloth backing and _rials. Lock securely and unlock easily 2" 36, 80 30,000 _Type3 —_—-J4660 100 
are excellent for stock removal, level- _—_— with just a half twist. Resin bonded dann 36, 40, 50, 60, 80 20,000 Type3 —«J4661 50 
: : +a : i 
ing, and blending applications on both for heat resistance. Heavy-duty cloth 1" 80,120 40,000 Type3  J0757 100 
contoured and flat metal surfaces. backing. 1%" 36, 50, 60, 80, 120, 180 30,000  Type3 J0760 100 
. ; ; a 24, 180 30,000  Type3 JO0767 100 
Norton Metalite® R228—xX-weight ARC Abrasives, Inc® AO Series—Y- a 240 20,000 Type3 J0841 50 
cloth backing. Use for general purpose — weight backing. Use for general ane #0 Series 5660 80-8 1000s s05G0 Tee aa 
ss , 50, 60, 80, 100, 120, ype 
applications. purpose grinding. 3" 36, 50, 60, 80, 100, 120, 180 20,000  Type3  JO704 25 
Disc 3M™ 361F 
Di CHOOSE: Max. Attach t it Pka. il 36, 50, 80, 100, 120 30,000 Type 3 J0685 50 
liane vee RPM Type No. Oly. ie 36, 60, 80, 100, 120 30,000. Type3  JO686 50 
TS System, Turn-On/Off 2 24, 36, 50, 60, 80, 100, 120, 150,180,240 25,000 Type3  J0690 50 
Norton Neon R766 . 24, 36, 50, 60, 100, 120, 150, 240 20,000 Type3 J0694 50 
1%" 36, 40, 80 30,000  Type2  J4663 100  _TRRoll-On/Off, Type 3 
Vy 24, 36, 40, 60 30,000  Type2  J4664 100 GA 
3" 50, 60 20,000  Type2  J4665 50 41" 60 30,000 Types 4477201 
Norton Metalite R228 180 30,000 Type3 447721 1 
1" 36, 50, 60, 80, 100, 120 30,000  Type2 J0806 100 80 30,000 _Type3 4852131 
17%" 40, 60, 80, 100, 120, 180 30,000  Type2  J0809 100 2 220 30,000 Type3 4852151 
2" 24, 36, 40, 50, 60, 80, 100, 120, 150, 180, 240, 320 25,000  Type2  J0817 100 400 30,000 _Type3 447717 1 
cy 24, 36, 40, 50, 60, 80, 100, 150, 180, 240 20,000 Type2 J0825 50 40 20,000  Type3 435214 1 
Merit 3" 80 20,000  Type3 435216 1 
iW 36, 60, 120 40,000  Type2  J0870 100 220 20,000  Type3 435217 1 
a 24, 50, 150, 180, 320 30,000 Type2 J0771 100 400 20,000  Type3 447718 1 
el 50, 120, 150, 180, 240 20,000  Type2 J0776 50 4" 60 15,000 Type3 447726 1 
TSM System, Turn-On/Off 80 15,000 __iType3_ 4477251 
3M™ 361F TP System, Snap-On/Off 
1%" 80, 100 30,000  Type2 J0687 50 Merit 
2 80, 120 25,000  Type3 J0691 50 1" 60, 80, 100, 120 40,000 Type J0756 100 
; 36 20,000 Type 3 J0695 50 1%" 36, 60, 80, 120, 180, 240 30,000 Type J0761 100 
3 120 20,000  Type2 J0695 50 2. 24, 150, 320 30,000 Type 1 J0769 100 
TS/TSM Turn-On/Off, Type 2 cy 180, 240, 320 20,000  Type1 JO0775 50 
Merit Thread Item —— Pkg. 
36 30,000 Type2 464P77 1 Size Shank Dia. Pilot Dia. Pilot Length Brand No. Qty. 
a 60 20,000 Type2 464P75 1 Quick Change Mandrel 
120 30,000 Type2 464P76 1 Quick Change Discs 
GA Vj! - 20" i — — Merit 464P94 1 
9: 60 30,000  Type2 447122 1 A Vj cl Merit 464P99 1 
80 30,000  Type2 4471723 1 8" - 32" yj Vj; a Merit 464P98 1 
3" 60 20,000 Type2 4477127 1 Bore Polishers 
80 20,000  Type2 447128 1 VA" - 20" Yj; Vj 8" Merit 464P95 1 
Sign in to Grainger.com® to see YOUR Pricing and MORE 23/1 


ABRASIVES 
Quick Change Discs 


Scan. Order. Done. 
Details on page A1. 


Find Back-Up Pads on page 2374. 





ABRASIVES INC SAINT-GOBAIN 


Heavy-Duty Quick-Change Cloth Discs 
= Zirconia alumina abrasive 


Note: More sizes and styles are available; to see Grainger's full assortment of quick change discs, 
go to grainger.com/quickchangediscs 


No. JO702 


ARC® Zirc Plus—Self-sharpening zirconia grain offers a consistent removal 
rate and features an additional grinding aid to reduce heat. Ideal for use on 
stainless and other heat-sensitive metals. 


NorZon BlueFire—Self-sharpening zirconia alumina abrasive provides cooler 
cutting action and longer disc life than aluminum oxide. Heavy Y-weight backing. 











> CHOOSE: Item Pkg. 
Disc Diameter Grit Max. RPM No. Oty. 
TR System, Roll-On/Off 
ARC® Zirc Plus 
va 36, 50, 60, 80, 120 25,000 J0702 25 
cy 36, 50, 60, 80, 120 20,000 J0705 25 
NorZon BlueFire 
Ty" 60, 80 30,000 J0814 100 
2 24, 36, 50, 60, 80 25,000 J0822 25 
3" 24, 36, 50, 60, 80 20,000 J0830 25 
TS System, Turn-On/Off 
NorZon BlueFire 
T 60, 80 30,000 J0807 100 
TR (Type 3) TS/TSM (Type 2) TH 36, 60, 80 30,000 J0815 100 
Roll-On/Off Turn-On/Off 2 24, 36, 50, 60, 80 25,000 J0823 25 
3" 24, 36, 50, 60, 80 20,000 J0831 25 
q 50, 12,000 J0832 25 
Item Pkg. 
Disc Diameter > CHOOSE: Abrasive Grit Max. RPM No. Qty. 
3M™ 987C 
TR System, Roll-On/Off 
oh 36,60,80 25,000 J2629 50 
ey 36,60,80 20,000 J2631 50 
SMS 4" turn-On/Of 36,60,80 12,000 J2633 25 
ystem, Turn-On j 
TR (Type 3) vh 36,60,80 25,000 J2630 50 
Roll-On/Off ey 36,60,80 20,000 J2632 50 
3M™ Cubitron™ 11 947A 
TR System, Roll-On/Off 
1" 40,60,80,120 30,000 J4651 1 
a 40,60,80,120 25,000 J4652 1 
cl 40,60,80,120 20,000 J4653 1 
4" . 40,60,120 12,000 J4654 1 
TSM System, Turn-On/Off 
aes 1 = 40,60,80,120 ___ 30,000 J4655 1 
ey 40,60,80 25,000 J4656 1 
No. J0812 Z 120 25,000 J4652 1 
TS/TSM (Type 2) cy 40,60,80,120 20,000 J4657 1 
Turn-On/Off 4" 40,60,80,120 12,000 J4658 1 
3M™ Cubitron™ Il 984F 
TR System, Roll-On/Off 
1%" 36,60,80 30,000 J0688 50 
ARC va 36,60,80 25,000 J0692 50 
Pierce ore a cy 36,60,80 20,000 J0696 50 
SMS 4" turn-On/Of 36,60,80 12,000 J0698 25 
= = = ystem, Turn-On 
= 17' 36,60,80 30,000 J0689 50 
High Performance Quick Change Discs y 36,6080 30,000 J089 50 
= Ceramic abrasive grain is self-sharpening and has a —_ Brotatar® 36,60,80 20,000 J0697 50 
Note: More sizes and styles are available; to grinding aid for cooler running, wet or TR System, Roll-On/Off 
see Grainger's full assortment of quick change dry. YF-weight polyester cloth backing. ie 60,100 40,000 J0706 100 
discs, go to grainger.com/quickchangediscs re ESCA a EE ula 
, go to grainger.com/q g ARC Abrasives, Inc.® Predator°— 2" 24,36,40,50,60,80, 100,120 30,000 J0713 100 
i” , 3 24 36,40,50,60,80,100,120 20,000 J0717 50 
3M™ 987G—Precision-shaped Premium blend of proprietary grains, q" ~ 24'36,40,50,60,80, 100,120 10.000 J0721 5 
ceramic grain for fast cuts with less plus a grinding aid, with heavy poly- TS System, Turn-On/Off 56390 wa00 707 700 
pressure. Grinding aid minimizes ester backing. Ideal for grinding mild A 94 36 25 000 30711 100 
: iti 1" 50,60,80,100 30,000 J0711 100 
temperature for heat sensitive alloys. steel and carbon steel. Fast cut rate 7 24. 36'40'60'80, 100 30,000 0715 100 
Use on virtually all metals; ideal for and long life. Y-weight cloth backing. 5 120 25 000 J0715 100 
a ch 24 36,40,50,60,80, 100,120 20,000 J0719 50 
ey steel and nickel alloys. Fiber Norton R983—Ceramic grain with =a 24 36,60,80,120 10,000 J0723 25 
g. "supersize" grinding aid lubricant ce or 
3M™ Cubitron™ tl 947A—The resists dulling, providing outstand- 1% 50 30,000 J6526 1 
precision-shaped coated ceramic ing wear resistance and long-lasting A $0,000,580, 120 an ae 
grain is self-sharpening, for consis- cutting performance. Cloth backing. TS/TSM Turn-On/Of a an aes 
resists loading, Eecellent for deburring, Norton SG Blaze° R9BOP—Improved yas wa nggyp "0 sa.g0) nz _—1 
blendin aaa sahinlehinaa ‘4 ceramic aluminum oxide grain provides — “TR'system, Roll-On/Off 
cations. X-weight poly-cotton backing, C00! cut with fast cut rate. Durable i es gocuy __p19._t 
; poy g. polyester Y-weight backing. Treated 3" 36,50,60,80 50.000 J0826 5 
3M™ Cubitron™ Il 984F—A durable — with grinding aid for better part finish TS System, Turn-On/Off 
:' ' 1%" 36,50,60,80 25,000 J0812 100 
edge backing provides extended edge _ and integrity. Y-weight cloth backing. 5! 36 50.60.80 25 000 J0820-25 
retention. Precision-shaped ceramic a 36,50,60,80 20,000 J0828 25 
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Great for grinding an 


d deburring stainless steel. 
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Find the wi. Find Solutions. Find Great Prices. Blending Discs 
MERIT 27 SI ter 
Hy H Gray super Fine 
Surface Blending Discs we know abrasives ___SAINT-GOBAIN. ene very Fine 
. . ; : . : reen ine 
Use on right angle or vertical shaft grinders to remove Norton Vortex Rapid Prep—Proprietary aluminum Maroon Medium 
surface defects, flashing, rust and corrosion, paint, or oxide grain and coating help cut process times in half, Brown eqns 
scale. Also good for cleaning molds, blending mill and and wear up to 4x longer. Provide a smear-free finish a a ——a : 
tool marks, and imparting finishes. and will not load on aluminum and soft metals. 


Merit and Scotch-Brite™’—Aluminum oxide gritis | Scotch-Brite™ AL—Non-woven discs have open 
excellent for finishing, cleaning, and light deburring; web construction for outstanding blending and finish- 
great for general purpose surface conditioning. ing capabilities, and excellent loading resistance; last 


Norton Rapid Prep—Provide a smear-free finish, up to twice as long as standard discs. 


even on high nickel-content alloys; excellent for finish- 
ing and blending. Proprietary coating helps extend 





disc life. 
NORTON NORTON 
NRAPID. | RAPID” | SCOTCH- | SCOTCH RAPID. | RAPID. | SCOTCH- | SCOTCH 
MERIT | PREP | PREP | BRITE™ BRITE™ AL MERIT PREP | PREP | BRITE™ BRITE™ AL mookane £oop 

Disc Item Item Item Item Item Disc Item Item Item Item Item 
Diameter No. No. No. No. No. Diameter No. No. No. No. No. 
Hook and Loop = | S2UX68 | 20458 | 22PC21 | 4zP64 | ABELB3 
Black — = — | 477063. — 
3" = —— 22PA98 | — = 6° | 32UX71 | 2D461 | 22PC26.| 4ZR03.| — 
3" ——\ 92PA66 | 22PC04 | — = 7} 39UX75 | 20464 | 22PC31_| 4ZP86 | 45EL55 
avs" | 32UX80 | 22PA74 | 22PC14. | — 3" — — — | 47P89.) 
5° | 32UX66 | 22PA80 | 22PC19 | — = 14° = = ——4a71t47, 


v 32UX73 | 22PA85 | 22PC29 = = 477059 = 


48" = 
TR Roll-On/Off 











Blue 
Py 32UX85 | 22PA65 | 22PC03 | 477C48 | 45EL57 _—iBllack 
3" 32UX88 | 22PA70 | 22PC08 | 4ZR19 | 45EL58 2" 32UX57 | 22PC70 | 22PD21 — — 
4" 32UX91 | 2D456 | 22PC13 | 4ZR20 | 45EL59 a) 32UX40 | 22PC75 — — — 
vz» | _82UX83 | 22PA78 | 22PC18 | 477056 | 45EL60 4" — — 22PD41 — — 
4% = = = — | 476107. Blue 
5 32UX69 | 2D459 | 22PC23 | 4ZR22 | 45EL61 1%" | 32UX56 — 22PD19 | 6R144 | 45EL67 
— — — 477064 — D" 32UX60 | 2D468  22PD29 | 4ZR33 | 45EL83 
6" 32UX72 | 2D462 | 22PC28 | 1DAE2 — a 32UX63 | 2D471 | 22PD39 | 4ZR37 | 45EL86 
32UX76 | 2D465 | 22PC33 | 4ZR23 | 45EL63 4" 32UX36 | 22PC88 | 22PD49 — 45EL68 TR Roll-On/Off 
T' — — — 477C66 — Brown 
— — — 477069 — 1%" | 32UX54 | 22PC62 | 22PD13 | 6RT42 | 45EL65 
8" — 22PA92 | 22PC38 | 477C71 — 2" 32UX58 | 2D466  22PD23 | 4ZR35 | 45EL85 
48" — — — 477C60 — ch 32UX35 | 2D469  22PD33 | 4ZR39 | 45EL88 
Brown 4" — 22PC79 | 22PD43 — A5EL70 
ey 32UX92 | 22PA62 | 22PA99 | 4ZR51 | 45EL38 Gray 
a 32UX86 | 22PA67 | 22PC05 | 4ZR13 | 45EL39 Z — 22PC71 — 4ZR32 — 
4" 32UX89 | 2D454 | 22PC10 | 4ZR49 | 45EL40 2 — 22PC76 — 4Z7R36 — 
ays: |S2UX81 | 22PA75 | 22PC15 | 4ZR96 | 45EL41 Green aes 
— —_ — 4771052 — 2" — 22PC73 | 22PD27 — — 
5" 32UX67 | 2D457 | 22PC20 | 4ZP91 | 45EL43 a — 22PC78 | 22PD37 — — 
6" 32UX70 | 2D460 | 22PC25 | 4ZR02 — 4" — — 22PD47 _ — 
32UX74 | 2D463 | 22PC30 | 4ZP92 | 45EL45 #Maroon 
er ee ee eee 
— — — 471067 — : 5 467 5 | 4Z7R34 | 45EL84 : 
3" = = ——}-47P93. 3" | 39UX62 | 20470 | 22PD35 | 427R38 | 45EL87 To non 
48" — — — 477058 — 4" 32UX39 | 22PC80  22PD45 | 4ZR68 | 45EL69 
Gray TS/TSM Turn-On/Off 
oy — — — 477049 — Blue 
ch — — — 477050 — 17; — 22PC67 | 22PD18 — A5EL95 
4" — — — 477051 — 9" 32UX42 | 4F799 — 6RZ13 | 45EL73 
— — — 477054 — — — — 4ZR76 | 45EL94 
AY," — — — 477055 — 3" — — — 6RZ17 | 45EL98 
— — — 471057 — 32UX47 | 4F801 | 22PD38 | 4ZR79 | 45EL76 
5" — — — 4771062 — q" — — — — A5EL79 
— — — 477070 — 1%" | 32UX65 | 22PC61 | 22PD12 — 45EL97 TR (Type 3) 
48" — — — 477C61 — 32UX33 | 4F797 | 22PD22 | 6RZ10 | 45EL71 
Green 3" _ _ _ 6RZ12 | 45EL93 
ci — 22PA69 | 22PC07 — — 32UX45 | 4F802 | 22PD32 | 4ZR77 | 45EL74 
4" — 22PA73 | 22PC12 — — q" 32UX50 — 22PD42 — A5EL77 
Ai = 22PA77 | 22PC17 — — Maroon 
5" — — 22PC22 — — 1%" | 32UX34 | 22PC63 | 22PD14 — A5EL96 
ra — 22PA86 | 22PC32 — — 3" — — — 6RZ09 | 45EL90 
Maroon 32UX41 | 4F798 | 22PD24 | 4ZR75 | 45EL72 
17" — — — — 477046 3! — — — 6RZ11 | 45EL92 
2 | 382UX84 | 22PA63 | 22PC01 | 4ZR52 | 45EL48 =~ — 32UX46 | 4F800 | 22PD34 | 4Z2R78 = 45EL75_ 
3" — 22PA68 | 22PC06  4ZR14 | 45EL49 q 32UX51 | 22PC84 | 22PD44 — 45EL78 TS/TSM (Type 2) 
4" 32UX90 | 22PA72 | 22PC11 pool 476109 Turn-On/Oft 
; — — — 47705 — 
4%" \-39UX82 | 22PA76 | 22PC16| 47R95 | 45EL51 
Grinding and Blending Discs oii 
Scotch-Brite™ discs provide light grinding and blending with a single disc. 3M™ No. 3TPN1 
ceramic aluminum oxide abrasive blend yields a burr-free, paintable finish. 3M™ 
TN quick-change attachment system features a %-11 metal mounting nut that 
threads on tool. 
Mfr. Item 
Disc Diameter Abrasive Grade Color Max. RPM Model No. Mfr. Item 
Scotch Brite™ TN Discs Disc Diameter Abrasive Grade Color Max. RPM Model No. 
AY" Coarse Maroon 12,000 61500292604 —3TPN1 Scotch Brite™ Roloc™ TR Discs 
Coarse Blue 12,000 GB-DN 3TPN2 9" Coarse Maroon 25,000 GB-DR 4YJY3 
5" Coarse Maroon 12,000 61500292620 3TPN3 Coarse Blue 25,000 GB-DR 4YJY4 
Coarse Blue 12,000 GB-DN 3TPN4 3" Coarse Maroon 18,000 GB-DR 4YJY5 
i Coarse Blue 8600 GB-DN 3TPN6 Coarse Blue 18,000 GB-DR 4YJY6 
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No. 4ZP88 
(Mandrel Sold Seperately) 


Quick-Change Disc 
Back-Up Pads 


Designed for use on vertical shaft grinders to 
provide the required support and locking mecha- 
nism. Use TS pads with Norton Speed-Lok® TS 
and Merit® Type 2, Standard Quick-Change™ 





TS/TSM discs. Use TR pads with Norton Speed-Lok TR, 
(Type 2) 3M® Roloc™, and Merit Type 3 discs. Medium 
Turn-On/Off density can be used for a variety of grinding and 


finishing applications. Use hard density for high- 
pressure applications and jobs that require heavy 
metal removal. 
Disc Max. Mfr. Item Vi 
Diameter Density RPM Model No. 
Norton TS Back-Up Pads, 4" Shank 


1" Medium 40,000 63642543185  3WK69 High-Strength Finishing Discs 


1% Medium 25,000 63642543200 3WK70 


No. 4ZR93 





2" Hard 30,000 63642543205 3WK71 Highly conformable Scotch-Brite™ discs are ideal for finishing 
Bee ee ee tsosy are | using bench motors, grinders, or drills. Also for use in antique 
TR (Type 3) 4" Medium 12.000 63642543232  3WK74 finishing or highlighting. Remove oxide, light coating, and burrs. 
Roll-On/Off Norton TR Back-Up Pads, 14" Shank Di Mounti Mt It 
1%" Medium 30,000 66261047580 _3WZ23 Dia. Grade Hole Size Max. RPM Model No. 
2" Medium 25,000 66261055103 2D472 Very Fine Vy" 4000 HS-DC 4ZP88 
2 Medium 20,000 66261055105 2D473 6" Very Fine Vp" 4000 HS-DC 47P87 
4" Medium 12,000 66261047581 3WZ24 Medium Vp" 4000 HS-DC 47R17 
Merit TS Back-Up Pads, 4" Shank Very Fine y," 3000 HS-DC 4ZP90 
1%" Hard 30,000 08834164622 2KNG4 8 Medium i 3000 HS-DC 47R04 
a. Medium 30,000 08834160011 3RU43 
: Shank Washer Max. Mfr. Item 
3" Medium 20,000 08834160017 3RU41 Description (in. Dia. (in.) O.D. (in.) RPM Model No. 
Hard 20,000 08834161626 3RU31 Mandrel for High Strength i ? a ae 
Merit TR Back-Up Pads, 14" Shank and Clean and Strip Discs ‘i 
1" Medium 40,000 08834160002 3RU39 
9" Medium 30,000 08834160013 3RU49 


Hard 30,000 08834160014 3RU47 
3" Medium 20,000 08834160022 3RU50 
Hard 20,000 08834160019 3RU40 

Merit TP Back-Up Pads, 14" Shank 





TR Pad, 1 Medium 30,000 08834164003 2KNG3 
No. 2D472 9" Medium 30,000 08834160009 3RU37 
Hard 30,000 08834160010 3RU33 

3" Medium 20,000 08834160015 3RU38 


Hard 20,000 08834160016 3RU34 
Merit Quick Change Back-Up Pads, ¥%4"-20 Shank 






4 Medium 20,000 08834164113 464P96 
3M™ Roloc™ TS Disc Pads 
1%" Medium 30,000 77729 6TV08 No. 6RX76 
2° Medium 25,000 14211 6TJ68 
3" Medium 18,000 14215 61TJ70 
Hard 20,000 14216 6TJ71 
3M™ Roloc™ TR Disc Pads 
i Medium 30,000 45101 6TP98 





414" Medium 30,000 45099 6TP96 
Hard 30,000 45100 6TP97 





TS Pad, 
Medium 25,000 45095 6TP92 
No. 6TV08 2 Hard 25,000 45096 6TP93 
3" Medium 18,000 45092 6TP89 
Hard 20,000 45091 6TP88 
3M™ Roloc™ Shank 
YA" Shaft x Y4-20 Thread 45102 6TP99 
Disc D Max. RPM Model No Vi 
isc Diameter ax. ode 0 
Norton Hook-and-Loop Back-Up Pads, %-11 Arbor Hole enero 
4" 13,000 66261059304  2D511 H H 
5 10,000 66261059310  2D512 Bristle Discs 
e 6000 66261059312 20513 Scotch-Brite™ Roloc™ discs have bristles that conform to the 
7 6000 66261059368  2D514 th koi ‘thout d ik al 
3M Hook-and-Loop Back-Up Pads, 54-11 Arbor Hole contours of the workpiece without damaging base material. 
4" 13,000 05674 47R41 Designed to resist loading. Use with Roloc™ TR Disc Back-Up 
47 13,000 14111 47R97 
5 (0,000 06680 RID Pads (sold separately on this page). 
6' 10,000 05682 47R43 36 GRIT 50 GRIT 80 GRIT 120 GRIT 
a 6000 09450 4ZR62 Trim Item Pkg.| Item Pkg.| Item Pkg.| Item Pkg. 
Hook-and-Loop Pad, 8" 6000 918 4ZR63 Dia. Length | No. Qty. | No. Qty.) No. Qty.) No. Qty. 
No. 4ZR54 3M Hook-and-Loop Back-Up Pads, 14" Shank ils ye" — — | 6RX73_ si 6RX74_ ~=1 =| «4YJZ3~—s20 
a 23,000 07494 47R54 a i — — | 6RX76 1 | GRX77 1 | GRX78 1 
3' 20,000 04132 47R15 cl a — — | 6RX79 1 | GRX80 1 | 6RX81_ 1 
4" 13,000 07492 47R53 4y" Ys" | 4DAB2 = 1 =| 6RX96 1 | GRX97 +1 | 1DAE1 1 
23/4 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° ABRASIVES 
Find the yf. Find Solutions. Find Great Prices. Fiber Discs 


Fiber Disc Application Guide 


Disc aRIT GUIDE 
—Piameter _ — eae or rinding _ SSS SS a mera Taraana ree 
12,000 2. | (| ON || ||| RN {| (| 1 


e000 — fock Remova SS Sas ee ee ee eet eee 
$49,000 al amfering/Beveling | =| SSCSSSC™C~C~CSCSCSYSS~—CSCSC™CT | CS 
ee Weld Blending — 


sleaning and Finishing 














Norton BlueFire 
No. 1YEG3 


Norton Metal F240 
No. 1KYA8 





* GRAINGER 
SAINT-GOBAIN APPROVED 


General Purpose Fiber Discs MERIT LQ *payycrancen 


we know abrasives ____SAINT-GOBAIN 


=» Aluminum oxide abrasive 


Full resin bond and fiber backing provide strength, durability, and tear resistance. Heavy-Duty Fiber Discs 


Discs designated with /g-11 mounting holes feature Norton quick, tool-free, twist | = Zirconia alumina abrasive 
on-and-off speed change fasteners. Use on right-angle grinders with back-up _ , 
pads, sold separately on page 2376. Merit® FX672—Excellent performance on stainless steel. 
Norton BlueFire—Self-sharpening abrasive provides fast, aggressive cutting 


CEL reo rere eet OL 2e0eta! NUR ea Decanter Jone: action. Improved resin bond yields longer life. Suitable for stainless, alloys, and 

















Norton Neon —Provide fast initial cutting action. high-pressure use. 

Disc Mounting Abrasive Item Pkg. Disc Mounting Abrasive Item Pkg. Disc Mounting Abrasive Item Pkg. Disc Mounting Abrasive Item Pkg. 
Diameter Hole Size Grit No. Qty. Diameter Hole Size ant No. Qty. Diameter Hole Size Grit No. Qty. Diameter Hole Size Grit No. Qty. 
NortonMetalF240 0 %'-11 22UT33 10 Merit FX672 Re 24 1YEL9 25 

in 24 AKYAB 25 ¥e'-11 56 22UT34 10 i 24  1KYA9 25 %e'-11 24 1YEU9 25 
Zein 36 1KYB2 25 %'-11 50 =22UT35_=—« 10 Re 36 1KYB3 25 7 36 1YEL8 25 
Zein 50 1KXL6 25 ¥e'-11 80 22UT36 10 Ay," Re 50 1KXL7 25 %e'-11 36 1YEU8 25 
4 Vin Zin 60 1KXL9 25 %e'-11 100 22UT37 10 Re 60 1KYA1 25 t 7 50 1YEL7 25 
Zin 80 1KYA4 25 %e'-11 120 22UT38 10 i 80 1KYA5 25 %e'-11 50 1YEU7 25 
7% in 100 1KYA7 25 7 in in 24 22UT17 10 Re 24 1KWL7 25 7 60 1YEL6 25 
Zin 120 1KWL5 25 7 in 36 22UT18 10 i 36 1KXL1 25 %e'-11 60 1YEU6 25 
Ze in 24 1KWL6 25 in 50 22UT19 10 a: 7 50 1KXL4 25 Re 80 1YEL5 25 
Zin 36 1IKWL9 25 7% in 60 22UT20 10 Re 60 1KVL5 25 7 24 1YEL4 25 
Ze in 50 = =1KXL3) = 25 in 80 22UT21 10 i 80 1KVL8 25 gye" 7" 36 1YEL3 25 
5 in Ze in 60 1KVL4 25 in 100 22UT22 10 i, 24 1KWL4 25 7 50 1YEL2 25 
Ze in 80 1IKVL7 25 7% in 120 22UT23 10 is i 60 1KVL2 25 GA 
% in 100 1KWL1 25 in 24 22UT24 10 7, 80 1KUY9 25 AV" 7, 50 435283 25 
7% in 120 1KWL2 25 7 in 36 22UT25 10 Norton Blue Fire Re 80 435294 25 
Ze in 24 1KWL3 25 7% in 50 22UT26 10 Re 24 1YEG7 25 7 24 486A21 25 
7 in Zin 60 1KVL1 25 9 ¥% in in 60 22UT27 10 Ui 36 1YEG6 25 o Us 50 486A02 25 
Zin 80 1KUY8 25 7% in 80 22UT28 10 Ay," Re 50 1YEG5 25 Re 60 436A09 25 
Norton Neon in 100 22UT29 10 Re 60 1YEG4 25 7 24 A86A22 25 
— ¥%in- 24 22UR95 25 7% in 120 22UT30 10 Re 80 1YEG3 25 7 R 36 435289 25 
Xin 36 22UR96 25 GA i 24 1YER1 25 7 50 486A13 25 
% in 50 22UR97 25 in 24 435254 25 %'-11 24 1YEH8 25 R 80 435297 25 
4 in % in 60 22UR98 10 hip in 50 =—435Z28 = 25 ZI" 36 1YEL1 25 
%e in 80 22UR99 25 in 60 435226 25 5 %e'-14 36 1YEH7 25 
%e in 100 22UT01 10 in 80 435239 25 7 50 1YEK9 25 
%e in 120 22UT02 10 in 24 435255 25 7 60 1YEN2 25 
Ze in 24 22UT03 25 in 36 435240 25 Re 80 1YEN1 25 
Zein 36 22UT04 25 5 in in 50 435282 25 
Zein 50 §©22UT05 = 25 7% in 60 435267 25 
4 Yin % in 60 22UT06 25 in 80 435259 25 
Ze in 80 22UT07 25 7 in 120 435264 25 
RI 100 22UT08 25 7% in 24 435238 25 
Zin 120 22UT09 25 in 36 435272 = 25 
%'-11 36 §22UT31 25 7 in Zin 50 =—435Z84 = 25 Fl N D M O R E O N LI N E 
Rnd UTI 10 Of Soria o — on et 2 so eee eo Can’t find it here? Go to Grainger.com® today to see our 
~ fin 36 22UT11 10 7 in 120 435265 25 full selection of over 1.7 million products and the services 
ee 2 la and solutions to help you get it done! 


7% in 60 22UT13 10 
7% in 80 22UT14 10 
% in 100 22UT15 10 
ZR 120 22UT16 10 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2375 





ABRASIVES Scan. Order. Done. 
Fiber Discs Details on page A1. 







Performance 
Fiber Discs 


=» Ceramic abrasive 
= 74" mounting hole, 


Norton except Nos. 448C06 to 
F980 Blaze 448008 have %" 
Disc Abrasive tiem ; Disc Abrasive tiem = Pkg. qty. 25 
Diameter Grit 0. iameter_ Grit 0. : 
Norton F980 Blaze ARC® Predator® Norton F980 Blaze—Coniain 
24  2KMR1 24 131140 a grinding aid to help provide 
36 2KMR5 36 137141 ci 
‘is 50 2KMRO ana 2 better finish and longer life 
60 2KMT4 ? 60 131143. ON Stainless steel and alloyed 
80 2KMT7 80 131144 metals. Heavy fiber backing. For 
24 _ 2KMR2 120__18T145 material removal, weld grinding 
36 2KMR6 24 137146 aa 
5" 50. 2KMT4 36. 131147. and blending, light deburring, 
60 2KMT5 5" 50 137148 and finishing. 
80  2KMT8 60 137149 
24  2KMR3 120 137151 Norton F981 Red Heat—The 
Vi _ 36 2KMR7 24 131152 coated grain provides faster 
7 50  2KMT2 36 137153 
60 2KMT6 * 50437154. cutitng, longer life, and a better 
™ . 80 2KMT9 60 137155 finish on mild carbon steel, 
Roloc’ Fiber Discs gm’ — 28 zene or Tere Stainless steel, and hard-to-grind 
. ee ral Norton F981 Red Heat ARC® Predator® alloys. 
7 . qly. 24  49P551 Performance Coated a ; 
9: aly 36 49P550 50 131160 3M'™ 9876—Stand up to robotic 


Precision-shaped ceramic grain produces a faster cut and runs cooler for longer Ay! 50 49P549 4, 60 137161 weld grinding, and other heavy- 


service life, increased production, and lower cost-per grind. eo pee a aoe duty applications; integrated 
782C—An outstanding choice for grinding and cutting carbon steel. 94 49P558 36. 137165 grinding aid helps extended 
; 36 49P557 90 _18T166 disc life. Excellent on cobalt and 
787G€—Engineered for use on stainless steel and non-ferrous metals, such as 5 50  49P556 5° 60137167 Ai kal alloys. high-nickel all 
eae: 437163 iCkel alloys, high-nickel alloy, 
aluminum and titanium. 60  49P555 80 dies , 
80  49P554 120 137169 Stainless steel, titanium, and tita- 
Disc Abrasive Abrasive Max Item we Item a japeey aM Ga7t $6__STI7._nium/zirconium substrates. ARG® 
Diameter Grit Grade RPM [Attachment Type No. Attachment Type No. as ‘epee 36 a4scog PREDATOR®—Ideal for grinding 
9" 60 Coarse 30000 TR 418028 TR 418067 30 AaB reine: 
80 Coarse 30000 TR 418032 TR 41871 80 _ 49P961 Performance-coated discs are 
36 Extra Coarse 20000 — 418025 TR 418064 120 49P559 80 448A66 a 
3" 60 Coarse 20000 = 418629 ui 418068 24  49P571 5" 60  448F23 metals, and alloys. Coating 
oarse 4 41807 36 49P570 80  448F24 
150 Media 20000 o ot TR TECTE 9V% sy aepeGe 50 ABC resists loading for high cut rate 
36 Extra Coarse 12000 TN 418026 TR 418C65 80 49P567 and performance. 
36 _ExtraCoarse 12000 — 418027 TS 418066 
60 Coarse 12000 TR 418030 TR 418069 
4" 60 Coarse 12000 TS 418031 — — 
80 Coarse 12000 TR 418034 TR 418073 
80 Coarse _ 12000 TS 418035 TS 418074 
120 Medium _ 12000 — — TR 418077 
120 Medium 12000 — — TS 418078 Face Plate 
36 _ExtraCoarse 13300 — 418A98 418036 No. 6TJ73 
36 _ Extra Coarse 13300 |TN Quick Change 418014 |IN Quick’ ck Change 418051 
36 ExtraCoarse 13300 — 418079 * 418081 * 
60 Coarse 13300 |TN Quick Change 418C17 /|TN Quick! ok Change aTetsd 
4Y" 60 Coarse _ 13300 — 418003 418041 
80 Coarse 13300 — 418007 418045 





80 Coarse _- 13300 |TN Quick Change 418C21_|TN Quick ok Change Aa 


120 Medium _ 13300 —_ 418048 
120 Medium _ 13300 = _— TN Quick Change 418060 y vorron f Vi 
36 Extra Coarse 12000 GL Quick Change 418011 TN Quick ok Change 418052 SAINT-GOBAIN 





Back-Up Pad 
36 Batra Coarse 120000 TROD 418¢37 “ee 
xtra Coarse — 
60 Coarse 12000 TN Quick Change 418C18 (TN Quick ok Change 418058 Back-Up Pads and Face Plates 
a 60 Coarse 12000 — 418004 418042 
80 Coarse 12000 | TN Quick Change 418€22 (IN Quick ok Change aeRee Mounting Max. Mfr. Item 
80 Coarse 12000 — 418008 418046 Description Dia. Size Speed Brand Model No. 
120 Medium _ 12000 — — — 418049 Back-Up Pads 
120 Medium _ 12000 — — TN Quick Change 418C61 Hise Back-Up Pad 4" %'-11 12,000rpm Norton 63642504918 3RA61 
36 Extra Coarse 8600 |GL Quick Change 418C12 TN Quick Change 418053 pGrdtk pra 4%" ¥-11 11,000 rpm Norton 63642502122 4LL38 
36 _ExtraCoarse 8600 |TN Quick Change 418016 — 418082 ~* Air-Cooled Disc Back-Up Pad __5' %'-11 10,000 rpm_ Norton 63642543421 1LZH4 
36 _ExtraCoarse 8600 — 418001 — 418038 Dice Back-lln Pad (a %'-11 8600rpm Norton 63642543422 5A975 
36 Extra Coarse 9600 = 418080 * = — pe Rebep re Q%4-11 6600 rpm Norton 63642543423 6A035 
60 Coarse 8600 |GL Quick Change 418013 | TN Quick Change 418056 Speed-Lok™ Disc a: %'-11 12,000rpm Norton 63642543235 3WK75 
7 60 Coarse 8600 — 418005 — 418043 Back-Up Pad 7" %'-11 8600rpm Norton 63642543245 3WK77 
60 Coarse 8600 |TN Quick Change 418019 — — Face Plates 
80 Coarse 8600 — 418009 — 418047 Nise Face Plate Ay," %  13300rpm 3M 14270 61J73 
80 Coarse 8600 (TN Quick Change 418C23 — _ i Ye 8600 rpm 3M 80515 61V38 
a oatse gen GL Quick Change 418020 iN ule hange qa Face Plate Hubs ETT a0 on eT 
edium — — uick Change oo - — 5205 47 
120 Medium 8600 = = = 418C50 DSc Pa race rae nD ane ye 3M 45190 6TR35 
36 ~—s Extra Coarse 6600 — 418002 — 418039 Retainer Nuts 
ge" 60 Coarse 6600 — 418C06 — = Disc Retainer Nut %-14 — 3M 05622 6TH46 
80 Coarse 6600 — 418010 — = Retainer Nut for Speed- ye" %e-11 — Norton 63642543461 _1LZH5 
*Includes case. Lok™ Back-Up Pads 19/4" 3-11 = Norton 63642543463 1LZH6 
23/6 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ABRASIVES 
Flap Discs 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Flap Disc Specifications 
WHY CHOOSE A FLAP DISC? 


A 


Type 27 Flat 


Flap Discs vs. Grinding Wheels 
Faster stock removal 
Smoother finish with no gouging 
Cooler cutting, less glazing 
Lightweight and easier to control 
Less vibration for reduced operator fatigue 
Reduced noise 


Type 29 Conical 


FLAP DISC SHAPES 
Type 29 Conical 


Type 27 Flat 


Flap Discs can replace both grinding wheels and fiber discs. The same flap disc can be used for applications ranging from stock removal to blending. 


Flap Discs vs. Fiber Discs 
Longer life, reduced abrasive cost 
Fewer disc changes for reduced cost 
More consistent finish 
No back-up pad required 
Easier storage with no curling 
Reduced loading 
Grit is coarser size 


GRAIN SELECTION 


Abrasive Grain Type Application 


Grind at flatter angles 0° to 15° 
Used primarily on flat surfaces 
Best choice for blending 

and smooth finishing 


Grind at steeper angles 15° to 25° 
Have angled flaps and may be used on both contoured and edge work 


Angle provides greater surface contact for stock removal on flat surfaces 
Best choice when speed and stock removal are primary considerations 


Ceramic - High Performance 


Zirconia Alumina - Heavy Duty 


Aluminum Oxide - 
General Purpose 


High cut rate and long life on stainless, 
aluminum and other hard-to-grind materials 
High rate of stock removal and long 

life in demanding applications 


General purpose metalworking applications 


GRIT GUIDE 


Coarser for Grinding 
24 36 40 50 60 


Finer for Finishing 
100 120 


Stock Removal 


BACKING PLATE MATERIALS 
Flap discs are a combination of abrasive flaps adhered to a rigid backing 
plate. The backing plate provides stability during operation. 


Backing Material Advantages 
Fiberglass High strength and lightweight; helps to absorb vibration 
Plastic Offers some conformability and Is trimmable 
Aluminum Plat subpert for maximum aggression; recyclable 
; rimmable, non-marking; allows 
Composite access at hard-to-reach angles 
Phenolic Prevents backing from scratching the workpiece 


Edge Chamfering/Beveling 
Weld Blending 
Deburring/Deflashing 
Rust Removal/Blending 
Cleaning and Finishing 





Blaze® 
Type 3 







No. H5950 











No. 493Z12 
Bluefire™ 
Type 2 
No. H5949 
x GRAINGER SAINT-GOBAIN . 
APPROVED 2 
Type 2 (TS) and Type 3 (TR) Flap Discs 
SANTGOBAN Disc Mounting >cHoose: item | Mini flap discs offer simultaneous grinding and finishing, to help save you 
Diameter Hole Size Max. RPM Grit No. time, labor, and money. High-strength lightweight plastic backing absorbs 
General Purpose es vibration, while the durable, Y-weight polyester flaps wear away evenly for 
(=| Di Av" 11 13,300 40 493212. | aggressive cutting and good blending capabilities. For back up pads, see 
ap Discs aa 
4" 5 15,300 36, 40, 60, 80,120 J7232 page: 
‘® 8 u 2 1 u 1 
DEWALT SG 40 . A % 13,300 36, 120 J7233_ | BLAZE® 
state ai oe Rani Tyne 29 yr 45300 60 37234_-| The Blaze disc can be used on tough materials, such as stainless steel, 
P ri sa ae | i eit las : oF 7 12,000 60 a47R68. | titanium, and super alloys, and provide up to 200% longer service life. An 
peaieieciina eriUs Metals: a High Density excellent choice for aerospace, surgical/medical/distilling equipment, food 
" yy 28-11 13,300 36, 40, 60, 805950 processing/equipment machinery, pressure vessels, and ship containers. 
NEON™ HIGH DENSITY Zs 13,300 36, 40,60,80 _H5955 | A "supersize" grinding aid provides cooler cutting, and a noticeably faster 
; : ¥-11 12,000 36, 40, 80 H5960 
Larger flaps improve conformity 5 7 42.000 40-60-80 H5964 cutting rate. 
on uneven or contoured surfaces. ~ %-11 10,200 40, 60, 80 H5968 | BLUEFIRE™ 
Fiberglass backing 7, 10,200 36, 40,60,80 5971 
ai 11 8600 36, 40,60,80 5975 ‘| The Bluefire discs feature a zirconia alumina abrasive that provides aggres- 
NEON™ stan as 8600 36, 60, 80 H9980_ | sive cutting and up to 30% longer life on mild carbon steel and welds. The 
Alternating aluminum oxide and Type 27 gon semi-open coat also retards loading on aluminum. An excellent choice for 
zirconia alumina flaps. Good Ays" %'-11 13,300 36, 40, 60, 80,120 H5949 | farm equipment, propane tanks, civil/construction/military equipment, and 
us 13,300 __36, 40, 60, 80, 120 H5954 late steel/structural steel. 
einai cis haarle = 8-11 12,000 36, 40, 60, 80, 120 H5959 s 
i 12,000 36, 40, 60, 80, 120 H5963 > CHOOSE: Item 
and titanium. Quick-trim flexible 6" 7 10,200 40,60,80,120 5970 Disc Type Disc Dia. Mounting Size Max. RPM Grit No. 
; ,; %-11 8600 36, 40, 60, 80, 120 H5974 SG Blaze® 
plastic backing plate wears away 7 7 8600 36, 40, 60, 80, 120 H5979 2? ac TS 30,000 36, 40, 60, 80,120 J5071 
as the disc grinds. Type 29 Type 2 cy QC TS 30,000 36, 40, 60, 80 J5072 
ays — 8-11 13,300 36, 40, 60, 80, 120 _H7390 cl QC TS 20,000 120 J5072 
7 13,300 36, 40, 60, 80, 120 H7391 Tye 3 z QCTR 30,000 36, 40, 60, 80, 120 J5073 
5) ¥-11 12,000 60,80,120  _H7392 yp 3" QC TR 30,000 36, 40, 60, 80, 120 J5074 
7 12,000 36, 40, 60, 80, 120 H7393 Bluefire™ 
6 ¥-11 10,200 40, 60, 80 H7394 Type 2 2 QC TS 30,000 36, 40, 60, 80, 120 J5075 
i 10,200 40, 60, 80 H7395 yp cl QC TS 30,000 36, 40, 60, 80, 120 J5076 
7 ¥'-11 8600 _ 36, 40, 60, 80, 120 H7396 Tye 3 2" QCTR 30,000 36, 40, 60, 80, 120 J5077 
7 8600 40, 60 H7398 yp cn QC TR 30,000 36, 40, 60, 80, 120 J5078 
Sign in to Grainger.com® to see YOUR Pricing and MORE 23/7 


Scan. Order. Done. 
Details on page A1. 
GRAINGER 


(WEILER GRAINGER 
Heavy-Duty Flap Discs 


WEILER BIG CAT HIGH DENSITY 


Zirconia alumina abrasive with phenolic backing. 
Enhanced conformability for curved and irregular 
surfaces. Contain 40% more flaps. 


NORTON BLUEFIRE™ 


ABRASIVES 
Flap Discs 





* 


SAINT-GOBAIN 





Bobcat™ Mini 











No. H7334 
Bluefire™ Tiger Paw™ Zirconia alumina abrasive. Trimmable flex- 
peo: oe sel ca ible blue plastic backing plate wears away 
Disc Mounting Max. > CHOOSE: Item Disc Mounting Max. > CHOOSE: Item — with grinding to allow full use of the disc and 
Diameter Hole Si RPM it B No. Diameter Hole Si RPM it B No. 
Tye 27 ae Gri rand 0 Type 28 ole Size Gri rand 0 conforms to uneven surfaces. 
ig Cat® High Density ueFire 
a a a a a alee 
% , 60, 80, eller H/34 \ g'- , 40, 60, orton H/4 . . : ‘ ‘ . 
7, _¥-11_ 8600 40, 60, 80___Weiler_H7353. 4” —"%™" —43'300 24, 36, 40, 60, 80 Norton H7428_ 2!"Conium grain with plastic backing. Ideal for 
i 8600 40, 80 Weiler H7354 5" %'-11__ 12,000 _ 36, 40. 60, 80 __ Norton _H7379_ tight spaces. 
BlueFire Ri 12,000 24, 36, 40,60,80 Norton H7381 
As" e-11 13,300 36 40,60,80 Norton H5951 6" A 10,200 24, 36, 40, 60,80 Norton H7383 GA 
A 13,300 36, 40, 60,80 Norton H5956 7 ¥'-11 8600 36, 40,60,80 Norton H7386 _ . 
5 zal 17.000 26, 40, 60, 80 Norton H5961 ch Vi 8600 24, 36, 60,80 Norton H7388 Zirconia alumina grain with cloth-backing. Discs 
G , 40, 60, orton H9d965 i i i 0 
6" 740-200 40, 60, 80 Norton H5972 ri a 15,300 60 GA 47234 Provide aggressive cutting and offer up to 40% 
7 ¥'-11 8600 36, 40,60, 80 Norton H5976 a 7 12,000 60 GA _447R68 longer life than standard flap discs. 
7B 8600  36,40,60,80 Norton H5981  ‘Tiger® 
Bobcat Mini 4" x" 15,000 36, 60 Weiler H7357 WEILER TIGER PAW™ 
ch Vs" 50,000 36, 40, 60, 80,120 Weiler H7334 " 15,000 36, 60 Weiler H7355 ae 
A = ce 13,000 36, 60, a0 Weller H7374 100% zirconia alumina discs are ideal for 
q" ye" 5300 80, 60, 40, 120, 36 J7232 ; ¥'-11 13,000 0, 60, eller H737 nat indi 
ry er 800-86, 120 GA J7a33,—(‘ wt? 7 —43'000 24. 36. 60, 80 Weiler 7339 CManding applications such as edge grinding. 
Tiger Paw™ Vs 13,000 40, 60. 80 Weiler 7337. Phenolic backing. High density discs contain 

4" x 15,000 40, 60 Weiler 7358 5 ¥'-11 12,000 40, 80 Weiler _H7342_ 40% more flaps 
WT es ee . 

' g'- , 36, 40, eller H/345 Us ; , 60, eller ® 
ee ee 
Pe 40, 60, eller_H/ as 36, eller_H/ Wheels feature a high-performance, high- 

5" ¥'-11 12,000 40, 60, 36,80 Weiler H7362 Tiger Paw™ ena a al a valk guild di 
eS ek 
ye _ 40, 60, eller H7347 8. _40, 60, eller rinding, and have 35% to 40% more flaps for 

rid ¥'-11 8600 0, 60 Weiler 7346 5" ¥'-11 12,000 36, 40, 80 Weiler H7364 : g Availabl With | ie i f 

7h 8600 40, 60 Weiler 7366 Re 12,000 40, 60 Weiler H7365 ‘'ONger wear. Avaliable WIth aluminum, pnenoiic, 
Fi Pe 8600 60 Weller_H7370_ or trimmable backing. 
Disc Mounting Max. CHOOSE: Abrasive Abrasive Item 
Diameter Hole Size RPM Grit Grade Material Brand No. 
Type 27 
3M™ Cubitron™ Il 967A 
¥'-11 13,300 40 Coarse Ceramic 3M Cubitron Il H7327 
Ys" ¥%'-11 13,300 60, 80 Medium Ceramic 3M Cubitron Il H7327 
Us 13,300 40 Coarse Ceramic 3M Cubitron Il H7328 
7B 13,300 60, 80 Medium Ceramic 3M Cubitron Il H7328 
¥'-11 12,000 40 Coarse Ceramic Grain 3M Cubitron ll 448030 
5! ¥%'-11 12,000 60 Medium Ceramic Grain 3M Cubitron ll 448033 
¥'-11 12,000 80 Medium Ceramic Grain 3M Cubitron Il 448034 
¥3'-11 8600 40 Coarse Ceramic 3M Cubitron Il H7329 
¥3'-11 8600 60 Medium Ceramic 3M Cubitron Il H7329 
¥3'-11 8600 80 Medium Ceramic Grain 3M Cubitron ll 448057 
Cubitron Il Redheat® ia Us 8600 40 Coarse Ceramic 3M Cubitron Il H7330 
No. H7327 No. H5957 7B 8600 60 Medium Ceramic Grain 3M Cubitron ll 448063 
7A 8600 60, 80 Medium Ceramic 3M Cubitron ll H7330 
i 8600 80 Medium Ceramic Grain 3M Cubitron ll 448064 
y vorron f lr ARCS 3M™ Cubitron™ II 967A Giant 
avi ere (WEILER “MX ¥'-11 13,300 40 Coarse Ceramic 3M Cubitron ll J1554 
—— = AY" ab 3.305 80, 80 Medium perarnic aM qublicon see 
= = ZB oarse eramic ubitron 
Ze 13,300 60, 80 Medium Ceramic 3M Cubitron Il J1555 
High Performance Flap Discs | = 12.000 40 Coarse Ceramic 3M Cubitron Ir 31588 
3M™ Cubitron™ 11967A—Precision — steel, cobalt, chrome, Inconel®, tita- 4 __ 12,000 60 Medium Ceramic _3M Cubitron I|_J1598 
. . : ‘ i ¥3'-11 8600 40 Coarse Ceramic 3M Cubitron Il J1561 
ceramic grain for use on carbon and nium, and other hard-to-grind metals. i "41 8600 60 Medium Ceramic 3M Cubitron ll J1561 
stainless steel. Cloth backing. Type 27 —_‘Trimmable, flexible plastic back plate 3M™ Cubitron™ Il 969F 
: : . g. 'yP : fl Ye ‘ P ¥'-11 13,300 40 Coarse Ceramic Grain 3M Cubitron Il 448D58 
Giant flap discs are thicker and contain wears away as flap disc grinds. 4-11 13.300 60 Medium Ceramic Grain 3M Cubitron | 448D59 
j j j 7 ; 4Y" Us 13,300 40 oarse eramic Grain 3M Cubitron Il 448D61 
more abrasive material, to provide Tiger® X—Features 3X industry 13,300 60 Medium Ceramic Grain 3M Cubitron Il 448D62 
longer wear and longer service life. 7 13,300 80 Medium Ceramic Grain 3M Cubitron ll 448D63 
exclusive technology that combines an oF IC Ural | 
er ; . ; ; 8'-11 12,100 40 Coarse Ceramic Grain 3M Cubitron ll 448D52 
Redheat®—Ceramic/zirconia alumina advanced grain anchoring system, dual 5" ¥'-11 12,100 60 Medium Ceramic Grain 3M Cubitron Il 448D55 
i i i i i in/7i i ¥'-11 12,100 80 Medium Ceramic Grain 3M Cubitron ll 448D56 
abrasive. Trimmable, flexible plastic flap design, and ceramic/zirconium 42°10 0 Medium Ceramic Grain 3M Cubitron | 448E16 
backing plate wears away as flap disc cloth backing for fast grinding and ¥'-11 8500 40 Coarse Ceramic Grain 3M Cubitron ll 448D64 
i ic hi i ¥3'-11 8500 60 Medium Ceramic Grain 3M Cubitron Il 448D65 
grinds and is highly conformable. long life. en 8500 a Me dium ceramic Grain 3M cubiron i aanee 
™_ ® ®©__)Nj Pe 9 oarse eramic Grain ubitron Il 448D67 
Saber Tooth™—Ceramic/alumina ARC® PREDATOR®—Discs use a 7A BEAD 60 Medium Ceramic Grain 3M Cubitron Il 448D68 
discs with self-sharpening grain. proprietary blend ceramic abrasive pedheat® a 8500 80 Medium Ceramic Grain 3M Cubitron ll 448D69 
- : ' : ws ; ; - eanea 
Phenolic backing. For use with grain that is ideal for grinding mild | AT 13,300 40 Poarse Coamic Norton H5952 
heat-sensitive materials, aluminum, and carbon steel. AP flap discs provide 7 13,300 60, 80 . veda eam Norton eae 

: : ‘Lani : i 8" xtra Coarse eramic orton 

stainless steel, inconel, and titanium. — increased flap exposure for faster AY 743300 10 face Caramic Norton H5957 
High Density disc contains 40% stock removal. Hard Edge flap discs 7 13,300 _—60, 80 Medium Ceramic Norton _ H5957 
more flaps. Trimmable Back disc has _ are engineered with a compressed “13,300 _120 Fine Ceramic Norton _fta9o/ 

ps. g omp = _%-11 12,000 40 Coarse Ceramic Norton H5962 
nonmarking composite backing that outer diameter for heavier and more : ei 12,000 60, 80 Meco poame Moron el 

: i F i aa : 8 ; oarse eramic orton 
will not damage work piece. shai a ee to Type - ; zal 3600 40 Goarse Ceramic Norton H5977 
SG Blaze°—Ceramic alumina grain en ee eeeaton eet 8600- 120 Fine CeramicNortonH8977 
lasts longer when grinding stainless fe by reducing loading and heat on 
soft metal applications. | CONTINUED | } 
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GRAINGER CHOICE”° ABRASIVES 
Find the wf. Find Solutions. Find Great Prices. Flap Discs 
| ConTiNUED 


3M ABRASIVES INC 


High Performance Flap Discs 





Disc Mounting Max. CHOOSE: Abrasive Abrasive Item 
Diametertlole Size fem Grit Grade Material Brand No. SG Blaze® Tiger X PREDATOR® AP 
aber Tooth™ - High Density : ’ : 
i 7" edium eramic eller 
4 "13,000 40 Coarse Ceramic Weiler J1573 Disc Mounting Max. CHOOSE: Abrasive Abrasive Item 
Re 13,000 60, 80 Medium Ceramic Weiler J1573 Diameter Hole Size RPM Grit Grade Material Brand No. 
%-11 8600 40 Coarse Ceramic Weiler J1574 PREDATOR® AP, Fiberglass Backing Performance Coated 
: ¥"-11 8600 60, 80 Medium Ceramic Weiler J1574 AYs" %-11 13,300 36 Extra Coarse Ceramic ARC Abrasives 45GF85 
7 UN B600 =e goats pefamic water i ap secaatnne ip = Be Bl ij ExtraCoarse Ceramic __—_—sARC Abrasives 45GF86 
Re edium eramic eller , Trimmable Nylon Backing 
SG Blaze® ¥%'-11 13,300 36 Extra Coarse Ceramic ARC Abrasives J5339 
¥'-11 13,300 40 Coarse Ceramic Norton H5953 Ys" ¥'-11 13,300 40, 50 Coarse Ceramic ARC Abrasives J9339 
%"-11 13,300 60, 80 Medium Ceramic Norton H5953 %'-11 13,300 60, 80 Medium Ceramic ARC Abrasives J5339 
igs %'-11 13,300 120 Fine Ceramic Norton H5953 ¥'-11 13,300 120 Fine Ceramic ARC Abrasives 45GF/5 
4% 7 13.300 40 Coarse Ceramic Norton H5958 _ PREDATOR® AP, Trimmable Nylon Backing Performance Coated 
Us 13,300 60, 80 Medium Ceramic Norton H5958 ¥%'-11 13,300 36 Extra Coarse Ceramic ARC Abrasives J5340 
Re 13,300 120 Fine Ceramic Norton H5958 AY" ¥'-11 13,300 40, 50 Coarse Ceramic ARC Abrasives J5340 
¥%'-11 12,000 40 Coarse Ceramic Norton J5404 : ¥'-11 13,300 60, 80 Medium Ceramic ARC Abrasives J5340 
al 12.000 60, 80 Medium pefamlc pone eis PREDATOR? Hi7i Bae oak if ij Fine Ceramic __ ARC Abrasives J5340 
wl Re oarse eramic orton ard Edge, Fiberglass Backing 
Us 12,000 80 Medium Ceramic Norton J5405 ¥%'-11 13,300 ; Coarse Ceramic ARC Abrasives J1543 
7 12,000 120 Fine Ceramic Norton H5967 %'-11 13,300 60, 80 Medium Ceramic ARC Abrasives J1543 
¥%'-11 10,200 40 Coarse Ceramic Norton J5402 AY" ¥'-11 13,300 120 Fine Ceramic ARC Abrasives J1543 
; ¥%'-11 10,200 60, 80 Medium Ceramic Norton J5402 : ZB 13,300 40, 50 Coarse Ceramic ARC Abrasives J1548 
6 7h 10,200 40 Coarse Ceramic Norton J5403 Ze 13,300 60, 80 Medium Ceramic ARC Abrasives J1548 
7, 10,200 60, 80 Medium Ceramic Norton J5403 “a 13,300 120 Fine Ceramic ARC Abrasives J1548 
a Te cate 
8. edium eramic orton 8 ; = ram rasiv 
%'-11 8600 120 Fine Ceramic Norton H5978 5 7 12,150 40 Coarse Ceramic ARC Abrasives J1591 
1 Re 8600 40 Coarse Ceramic Norton H5983 Ze 12,150 60, 80 Medium Ceramic ARC Abrasives J1591 
7 7A 8600 40 Coarse Ceramic Norton J5409 Ze iv 150 00, 120 Fine Ceramic ARC Abrasives J1551 
R 8600 60, 80 Medium Ceramic Norton H5983 PREDATOR® Hard Edge, Trimmable Nylon Backing 
RI 8600 60, 80 Medium Ceramic Norton J5409 ¥'-11 3,300 36 Extra Coarse Ceramic ARC Abrasives J5341 
Re 8600 120 Fine Ceramic Norton H5983 Ys" ¥'-11 13,300 40, 50 Coarse Ceramic ARC Abrasives Jo341 
Tiger® X : ¥'-11 13,300 60, 80 Medium Ceramic ARC Abrasives J5341 
¥'-11 13,000 40 Coarse _ZirconiaAlumina Weiler —«J1588 ¥'-11 13,300 120 Fine Ceramic ___ ARC Abrasives 45GF/7 
Aye! ¥%'-11 13,000 60, 80 Medium Zirconia Alumina Weiler J1588 PREDATOR® Hard Edge, Trimmable Nylon Backing Performance Coated 
Us 13,000 40 Coarse Zirconia Alumina Weiler J1587 Ye. -11 3,300 36 Extra Coarse Ceramic ARC Abrasives J5342 
_ 13,000 __60, 80 Medium Zirconia Alumina Weiler_——(J1587 ay —2o0 13,300 40, 50 Coarse Ceramic __ ARC Abrasives J5342 
¥%'-11 8600 40 Coarse Zirconia Alumina‘ Weiler —=—J1590 ”-11 13,300 __60, 80 Medium Ceramic __ ARC Abrasives _J5342 
7 ¥%'-11 8600 60, 80 Medium Zirconia Alumina Weiler J1590 %'-11 13,300 120 Fine Ceramic ARC Abrasives J5342 
Re 8600 40 Coarse _ZirconiaAlumina__ Weiler J1589 Redheat® 
= Vi 8600 60, 80 Medium Zirconia Alumina _ Weiler J1589 ia rah 3.30 et eaita Coarse Geramic Norton H7399 
e 2 8 ; oarse eramic orton 
3M" Cubitron™ Il 967A 7 13,300 60 Medium Ceramic Norton H7400 
¥%'"-11 13,300 40 Coarse Ceramic 3M Cubitron Il H7331 2 Pe 12,000 40 Coarse Ceramic Norton H7402 
%'-11 13,300 40 Coarse Ceramic Grain 3M Cubitron Il 448065 g" Zi 10,200 40 Coarse Ceramic Norton H7403 
ay: —%-11 13,300 60, 80 Medium Ceramic 3M Cubitron Il H7331 Pe. 10,200 60 Medium Ceramic Norton H7403 
¥%'-11 13,300 60 Medium _ Ceramic Grain 3M Cubitron Il 448066 %-11 8600 36 Extra Coarse Ceramic Norton H7404 
7, 13,300 40 Coarse Ceramic 3M Cubitron Il H7332 %-11 8600 60 Medium Ceramic Norton J5411 
Us 13,300 60, 80 Medium Ceramic 3M Cubitron Il H7332 ri Ye 8600 36 Extra Coarse Ceramic Norton H7405 
¥'-11 12,000 60 Medium Ceramic Grain 3M Cubitron Il 448032 Pe 8600 60, 80 Medium Ceramic Norton 0412 
5" ¥'-11__ 12,000 80 Medium Ceramic Grain 3M Cubitron Il_ 44835 A 8600 120 Fine Ceramic Norton _H7405 
12,000 60 Medium Ceramic Grain 3M Cubitron Il 447268 Saber Tooth” - Phenolic Backed 
TR 12,000 80 Medium Ceramic Grain 3M Cubitron Il 447Z69 %-11 13,000 36 Extra Coarse Ceramic Weiler H7371 
¥'-11 8600 40 Coarse Ceramic 3M Cubitron Il_H7333 %-11 13,000 40 Coarse Ceramic Weiler -H7371 
%'-11 8600 60 Medium _ Ceramic Grain 3M Cubitron Il 448058 ays: —%-11 13,000 60, 80 Medium Ceramic Weiler H7371 
7 ¥'-11_ 8600 80 Medium Ceramic Grain 3M Cubitron Il_ 44859 Ze __ 13,000 36 Extra Coarse __— Ceramic Weiler H7335 
Va 8600 40 Coarse Ceramic _ 3M Cubitron Il_H7325 Ze __13,000 40 Coarse Ceramic Weiler H7335 
7 8600 60 Medium Ceramic Grain 3M Cubitron Il 44860 “13,000 _60, 80 Medium Ceramic Weiler _- 7335 
— A i ogee 80 Medium Ceramic Grain 3M Cubitron Il 448C61 a a 8000 # Extra Loarse sera were Heats 
™ Cubitron™ n 87 r rami iler 
¥'-11 13,300 40 Coarse Ceramic Grain 3M Cubitron Il 448D76 . %-11 8600 60, 80 Medium Ceramic Weiler _-H7348 
¥%'-11 13,300 60 Medium _ Ceramic Grain 3M Cubitron Il 448D77 Ma ___ 8600 40 Coarse Ceramic Weiler H7350 
%"-11 13,300 80 Medium Ceramic Grain 3MCubitron Il 448D78 §_Saber Tooth™ - Trimmable Backed 
4¥" 13,300 40 Coarse Ceramic Grain 3M Cubitron Il 448D79 %-11 40 Coarse Ceramic Weiler H7372 
Ze 13,300 60 Medium Ceramic Grain 3M Cubitron l|_ 448D80 yy —2-11 13,000 _ 60, 80 Medium Ceramic Weiler __-H7372 
13,300 60 Medium Ceramic Grain 3M Cubitron Il_ 448F05 Ze __ 13,000 40 Coarse Ceramic Weiler H7336 
% 13,300 80 Medium Ceramic Grain 3M Cubitron Il 448D81 % 13,000 60, 80 Medium Ceramic Weiler H7336 
¥'-24 15,000 40 Coarse Ceramic Grain 3M Cubitron ll 448070 SGBlaze® 
¥'-24 15,000 60 Medium Ceramic Grain 3M Cubitron Il 448D71 %-11 13,300 36 Extra Coarse Ceramic Norton _ H7406 
4" ¥3'-24 15,000 80 Medium Ceramic Grain 3M Cubitron Il 448D72 “8-11 13,300 40 Coarse Ceramic Norton H7406 
5" 15,000 40 Coarse Ceramic Grain 3M Cubitron Il 448D73 ayy —B-11 13,300 60, 80 Medium Ceramic Norton H7406 
¥" 15,000 60 Medium Ceramic Grain 3M Cubitron Il 448D74 Pe 13,300 36 Extra Coarse Ceramic Norton H7407 
¥%" 15,000 80 Medium Ceramic Grain 3M Cubitron Il 448D75 “13,300 40 Coarse Ceramic Norton __-H7407 
¥'-11 12,100 40 Coarse Ceramic Grain 3M Cubitron Il 448D53 %' 13,300 _60, 80 Medium Ceramic Norton __-H7407 
¥'-11 12,100 80 Medium Ceramic Grain 3M Cubitron Il 448D57 5 %" 12,000 80 Medium Ceramic Norton _-H7397 
oa 12,100 40 Coarse Ceramic Grain 3M Cubitron Il 448F14 %-11 8600 36 Extra Coarse __— Ceramic Norton _H7409 
12,100 60 Medium Ceramic Grain 3M Cubitron Il 448F15 %-11 8600 40 Coarse Ceramic Norton H7409 
Zs 12,100 80 Medium Ceramic Grain 3M Cubitron Il 448F18 7 #711 8600 __ 60, 80 Medium Ceramic Norton __H7409 
¥'-11 8500 40 Coarse Ceramic Grain 3M Cubitron Il 448D82 Le 8600 36 Extra Coarse __— Ceramic Norton _H7410 
¥'-11 8500 60 Medium Ceramic Grain 3M Cubitron Il 448D83 Pe 8600 40 Coarse Ceramic Norton H7410 
7 ¥'-11 8500 80 Medium _ Ceramic Grain 3M Cubitron Il 448D84 : Zs 8600 80 Medium Ceramic Norton H7410 
Re 8500 40 Coarse Ceramic Grain 3M Cubitron Il 448D85 Tiger? X a 
;— alana ae ae ee — i — Poe re Aare — Woe — Te 
8 edium eramic Grain ubitron 8 = r Ir 
PREDATOR®, Fiberglass Backing AY" ¥'-11 13,000 60, 80 Medium Zirconia Alumina Weiler J1583 
8 -11 8600 40, 50 Coarse Ceramic ARC Abrasives J1544 : ae erate “0 extra Loarse sieonia Alumina Weller 1 a8e 
| r irconi | iler 
7' vat 3600 "30. vee Ceramic ARG Abiacives i ead TR 13,000 60, 80 Medium Zirconia Alun Weiler J1582 
7h 8600 60, 80 Medium Ceramic ARC Abrasives J1545 ¥%'-11 12,000 40 Coarse Zirconia Alumina Weiler J1585 
Re 8600 120 Fine Ceramic ARC Abrasives J1545 ¥%'-11 12,000 60, 80 Medium — Zirconia Alumina Weiler J1585 
PREDATOR® AP, Fiberglass Backing < 7 12,000 36 Extra Coarse Zirconia Alumina Weiler J1584 
se-11—13'300 60°80. Medium Geramic ARG Abrasives 1546 1 00060, 80 Medium —Zirconia Alumina Weller ——J1884 
¥3"- edium eramic rasives 8 : : edium Irconia Alumina eller 
¥%'-11 13,300 120 Fine Ceramic ARC Abrasives J1546 ¥%'-11 8600 36 Extra Coarse Zirconia Alumina Weiler J1586 
ays —%-11_ 13,300 36 ExtraCoarse Ceramic —— ARC Abrasives 45GF84 %-11 8600 40 Coarse ZirconiaAlumina__ Weiler J1586 
13,300 36 Extra Coarse Ceramic ARC Abrasives J1549 7" %-11 8600 60, 80 Medium Zirconia Alumina__Weeiler J1586 
‘a’ —13'300 6080 Medium Ceramic ARC Abrasives 11849 ie 860040 Coarse Ziconia Alumina Weller J1581 
RE edium eramic rasives 8 oarse irconia Alumina eller 
Re 13,300 120 Fine Ceramic ARC Abrasives J1549 7 8600 60, 80 Medium Zirconia Alumina Weiler J1581 
Sign in to Grainger.com® to see YOUR Pricing and MORE 23/9 
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No. J0570 





Steel Shank 


No. H6142 Threaded Shank 
No. H6158 


MERIT 


we know abrasives SAINT-GOBAIN 


Flap Wheels with Arbor Hole 
For applications with metal, plastic, wood, fiberglass, and rubber. Use with y vorron f DEWALT MERIT Weer acranccr 












portable drills, bench grinders, and air tools. we know abrasives APPROVED 
Merit—Aluminum oxide abrasive with standard cloth backing. Mounted Flap Wheels 
Merit Grind-0-Flex—High-performance aluminum oxide abrasive with = Available with 14" x 114" steel shank or 14-20 threaded shank 
upgraded cloth backing for longer life and higher productivity. Designed for use with die grinders, portable drills, and air tools. The flaps wear 
Norton NEON™—Premium aluminum oxide abrasive and heavy cotton backing | away, Continually exposing fresh abrasive and providing uniform finish and 
is an economical choice for light and moderately demanding applications. slater action. Flap wheels can conform to most shapes. Use for 
| > CHOOSE: fail metal fabricating, blending welds, deburring, cleaning, and finishing. 
gh ia dete Grit ak ED Brand No. Norton NEON™—An economical choice for cutting hard-to-grind materials 
34" 60, 80, 120 12,000 Merit J0567 such as aluminum, brass, stainless steel, carbon steel, and titanium. Coated 
4" 60, 80, 120 12,000 Merit Grind-O-Flex J0570 aluminum oxide abrasive and heavy cotton backing. Shank is integrally mounted 
ih 180 12,000 Merit 300796 into the wheel 
5 120 12,000 Norton NEON™ J0559 
1” Arbor Hole 480 000 sara ase DeWalt®—An excellent choice for surface finishing and preparation, and edge 
{" 60, 80, 120 6000 Merit Grind-O-Flex J0571 blending and chamfering applications on ferrous metals and stainless steel. 
80 6000 Norton NEON™ J0563 High-performance aluminum oxide grit and premium cloth backing. 
Party, 60, 80, 120 6000 Merit J0569 ; . . . 
55 l AO 9 a ae ae its64 Merit—Shape to fit any desired contour, even a compound radius. Hardened 
, 80, erit Grind-O-Flex 57 i 
9 60-80. 120 5000 Norton NEON" 0565 steel mandrel permanently mounted in epoxy core. 
ou ee 306831 __ | GA—Premium aluminum oxide grain is specially treated for high performance. 
9 ," 60, 80, 120 4500 Merit Grind-O-Flex J0573 Resi ae fi ti P d Poation). Cancel 
60, 120 4500 Norton NEON™ J0566 esin over resin for Op imum Cu Ing action ant wear out pattern. pecia y 
Item designed cloth backing with synthetic processing for a good combination of 
Description Brand No. ihili j 
Basbiae ani AWaatars flexibility and sturdiness. 
Y4" Adapter For Use With 312" Diameter Wheels Merit 3DV22 > CHOOSE: Item 
Ya" Adapter For Use With 4-8" Diameter Wheels Merit 3DV23 Dia. W Grit Max. RPM Brand No. 
ee _||So1 Steel Shank 
9)! af" 60, 80, 120 25,000 DeWalt H6142 
180 35,000 Norton NEON —_-H6131 
Ai 60, 80, 120 25,000 DeWalt H6143 
40, 60, 120 30,000 Merit J0641 
ye 60 30,000 Norton NEON™ —_-H6132 
re 80 30,000 Norton NEON —_-H6151 
’ 40, 60, 80, 120, 180, 240 25,000 DeWalt H6144 
40, 60, 80, 120, 180, 320 30,000 Merit J0639 
1 40, 240 30,000 GA 7235 
il 60, 80, 120, 180 30,000 Merit J0624 
1% ye 60, 80, 120 30,000 Merit H6158 
No. JO605 A 60, 80, 120 25,000 Merit J0625 
ib 40, 60, 80, 120, 240 25,000 DeWalt H6145 
1" 1 40, 80, 180 25,000 GA J7236 
," 60, 80, 120, 240 25,000 Merit J0642 
120 25,000 Norton NEON™ 6154 
11%" 40, 60, 80, 120 25,000 Merit J0643 
198" Ai 60, 120, 180 25,000 Merit J0626 
MERIT 05 80 25,000 GA A47TO7 
SAINT-GOBAIN we know abrasives 40, 60, 80, 180 25,000 DeWalt H6146 
60 25,000 Norton NEON™ —_-H6155 
H aEDE yp" 60, 120 25,000 Merit H7305 
Micro-Mini Mounted Flap Wheels 80.120. 180 58 000 eit 0631 
VYa"_qi 180 25,000 Norton NEON™ —_-H6135 
= Meee a | i 60, 80, 120 25,000 DeWalt H6147 
Provide fast polishing and light deburring of internal work with holes or 2 ," 40, 60, 80, 120 25,000 DeWalt J0621 
grooves as small as ¥e" and up to 1%6" dia. 40, 60, 80, 120, 180, 320 25,000 Merit J0645 
1 40, 60, 80, 180, 240 25,000 GA J7237 
> CHOOSE: Item i 60, 80, 120 25,000 Merit H6159 
Dia. W Grit Max. RPM Brand No. 15 60 25,000 GA 447R99 
5p" 54" 60, 80 40,000 Norton NEON™ —-JO617 ig 180 25,000 Norton NEON™ —_-H6136 
60, 80, 120, 180, 240,320 40,000 Merit J0605 116" 80, 120 25,000 Norton NEON™ —_-H6137 
60, 80 37,000 Merit J0614 80, 120 25,000 Merit J0646 
54 i" 80, 120 37,000 Norton NEON™ — J0619 OV" ik 40, 60, 80, 120 25,000 DeWalt H6148 
120 37,000 Merit J0638 1 60 20,000 GA 447701 
yh 80, 120 37,000 Merit H1077 0.5 80 20,000 GA 447708 
5p" 60, 80, 120 35,000 Merit J0611 40, 60, 80, 120, 180 20,000 DeWalt H6149 
80 35,000 Norton NEON™  —JO616 yp" 40, 60 20,000 Merit H7376 
3 
ys! Hf 60, 80, 120 35,000 Merit J0612 60, 120, 180 20,000 Merit J0635 
5" 60, 80, 120 35,000 Norton NEON™ —_-J0615 1" 40, 60, 80, 120, 180, 240 20,000 DeWalt H6150 
60, 80, 120 35,000 Merit J0610 1 60, 80 20,000 GA J7238 
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B-305 
Series 
No. 3RB86 fats 
(1) eR 
we know RIT Extension Mandrel 
2 No. 3RB59 Mandrel 
Flap Wheel Kits No. 3RB57 
Mandrel-Mounted Mini Grind-0-Flex Kit—Includes 10 wheels, eiaanionbi ee ; 
1" to 3" dia., with various grit sizes. Each wheel has Y" mandrel. Alo Resin Bond Bore Polishers 
Mini Grind-0-Flex Test Kit—Includes 10 wheels, 1" to 3" dia., = As flaps wear, fresh abrasive is constantly exposed 
and '/4" quick-change adapter. Each wheel has 4-20 thread. = Finish a range of interior diameter sizes without changing polisher 
Description soni ah Self-centering polishers apply equal pressure to full wall of interior diameter. 
Mandrel Mounted Mini Grind-O-Flex Test Kit "CMM" 08834138006 3RB87 Spring-action design provides fast cleaning, deburring, and polishing of interior 
Min! Grind-O-Flex Test Kit "CO! 08834138003 3RB86___| diameter of cylinders, deep tubes, and hydraulic fittings. Flaps adjust automati- 


cally to interior diameter, polishing the entire surface area with each pass. Equal 
spacing between packs of abrasive flaps eliminates heat buildup. 








> CHOOSE: Item 
Series Min. Inner Dia. Max. Inner Dia. Grit Max. RPM No. 
Bore Polishers 
B-305 if" 1 60, 80, 120, 180 25 000 H6015 
acid B-405 ib 17" 60, 80, 120, 180 92 000 H6016 
B-410 1" 9" 60, 80, 120, 180 90,000 H6017 
B-8 5v" A 60 8000 464P72 
Abrasive Abrasive Max. Item B-8 oY" o/" 180 8000 464P73 
Dia. _‘ Grit Grade RPM No. B-8 5Y;" 57," 240 8000 464P74 
Merit Mfr. Item 
{' 240  VeryFine 30,000 464P81 —— ello Length Model No. 
60 Coarse 25,000 464P82 xtension Mandrels, 4" Shan 
| 80 Coarse 25,000 464P83 4, 08850190403 SRBO9 
we know abrasives . 6 088341 541 86 3RB60 
i Medium 12,000 3RB91 ; 
7 120 8 08834154465 3RB61 
Medium 25,000 464P84 
: Thread Mfr. Item 
180 Fine 12,000 3RB92 
Size For Use With Model No. 
320  VeryFine 12,000 3RB93 Mandrels 
[ t | ‘M t d 60 Coarse 20,000 464P85 Ae" - 18 B3 Series Bore Polisher 08834154460 3RB56 
nterié€a ounte Coarse 20,000 464P92 Hr 90" B4/B8 Series Bore Polisher 08834154461 3RB57 
9 409 Medium __12,000__ 3RB94 —_———— 
Flap Wheels Medium 20,000 464P86 
180 Fine 12,000  3RB95 
= Flexible and conformable 240 Very Fine 20,000 464P87 
« 4," dia. shank 4" 120 _VeryFine 12,000 464P80 
DeWalt® 
Premium aluminum oxide abrasive 60 Coarse 12,000 6TMT9 


and nonwoven cloth provide excellent 2 100 ___ Medium _12,000 _6TMUO 
150 Medium 12,000 6TMU1 





performance and long wheel life for 60 Coarse 8000 6TMU2 
material finishing and surface prepara- _— 3" 100 Medium 8000  6TMU3 
tion applications. 150 Medium 8000 6TMU4 Rubber Drum 





Me R IT Spiral Bands 


we know abrasives 


Spiral Bands and 
Expanding Rubber Drums 


Fast-cutting spiral bands remove tough 


Spiral Roll 
No. H6018 





7 Ea material. Achieve close tolerances when as > CHOOSE: Max. lem 

= finishing curved, contoured, or hard-to- Spiral Bands j 

we know abrasives reach areas. Maximum rpm is determined _2  “% 120, 80,50 30,000 H6030 

S H | P (I d C rt id FR il by rpm rating of expanding rubber drum a I 3 8013650 7248 Hee 

pira ONS an arc ge OHS Use rubber drums to provide backing ies Le OO bee 1.008 Hetse 

= 4" arbor hole ie : PCHOOSE: == tem —_|_ support for spiral bands. Stee! shank 7 3 36 3,000 3DV68 

Use spiral rolls for grinding and Spiral Rolls enables use of straight shaft and right-angle Shank Max. Item 

i sae a ' g aaa ys" t" 60, 80, 120 H6018 anders 9 9 9 Dia. W _ Size RPM _ No. 
poisning cnanne S, THIEtS, and radi yp" {" 60, 80, 120 H6020 g ; Expanding Rubber Drums 

and deburring small holes. Use 17 60, 80,120 __'H6022_— |: _Drum Sanding Kit includes 6 sizes of drums: —” 1 Ya 17,000_3X040 


1' il Ys" 18,000 3X042 


Cartridge Rolls i ll i ll ll i i i ll 
3 60, 80,120 Heo2d | 2X", %' x1", xi" xih',2 18 e Ys" 10,000 3X044 


cartridge rolls for flash removal, 


olishing, or removing machine tool __” 17 60,80,120  H6026_ | x 2%" and 3"x 3". with 1 medium 80 arit vi" 41-000 3X046 
: k ole dae b i ya" 17s 60, 80, 120 H6028 ie fi 12 mA et de-ab g a oy A" 3000 3X048 
Male alic.edge Died: Accessory and 1 fine 120 grit aluminum oxide abrasive opium Sand Rubbering Kit 

Threaded Mandrel 4" 3RB82 sleeve to fit each drum size. 18-Pc. Drum Sanding Kit 3DV67 
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ABRASIVES 
Flap Wheels, Discs & Brushes 


scan. Order. Done. |= f= 
Details on page Al. 








Fine 

No. 2D451 
= Aluminum oxide abrasive Shank — Item 

Dia. W_ Size No. 
= Max. RPM: 12,000 Fine 
Bear-Tex® wheels are designed for use on die z r mn et 
grinders, in polishing and finishing applications on Very Fine : 
uneven or irregular surfaces. Made of nonwoven 2 ft" "~~ 20450 
nylon web impregnated with abrasive grain. 3s" 2452 


3" Dia. Flap Brushes 
and Wheels 


Scotch-Brite™ brushes remove handling 
marks and surface imperfections and 

are ideal for decorative finishes and light 
deburring. Combi-S Wheels provide an 
aggressive cut and fine finish. Made of 
alternating flaps of aluminum oxide-coated 
abrasives and Scotch-Brite web. 


Abrasive Max. Item 





Mandrel Mount 
No. 6RV96 


Description W Type Abrasive Material Grade RPM No. 

Scotch-Brite™ 

Mounted Flap 43/' Aluminum Oxide | Medium 9000 4ZR48 
Wheel, %4" Shank Non-Woven —vllicon Carbide Fine 8500 —_—4ZT02 
Mounted Flap Wheel 1 

Ys’ Mounting Hole 7 1% Aluminum Oxide Medium 10,000 6RV96 
Combi-S Wheel, Scotch-Brite™ 

vi! Shank 1% Coated Aluminum Oxide —Mestm _SORR aa 





T-A T-C 
No. 6RZ22 No. 1ED43 





Radial Bristle Brushes with Adapters 


= Ceramic aluminum oxide abrasive 

= Max. RPM: 6,000 

Scotch-Brite™ brushes yield faster cut rates; flexible, abrasive-filled bristles 
provide fresh abrasive to the work surface for uniform finishes and conform to 
workpiece surface without damaging base material. Excellent replacements for 
wire brushes. Use on bench motors for general purpose cleaning applications. 
Include ¥", Y2", Ys", and %4" adapters. 


Mounting Item 
Brush Type Dia. Type Mounting Size Grit Color No. 
T-A 
cl d ¥e" Vo" ¥%", or 34" 36 Brown 6RZ20 
Deby 8 ~—- Arbor Hole __%4", 4", 5", or H4 50 Green 6RZ21 
Ye" Vo" ¥%", or 4" 80 Yellow 6RZ22 
T-C 
Parved Ye" Vo" ¥%", Or 4" 80 Yellow 1ED43 
Bristles 6 «=< ArborHole 34", 14", 54", or 34 120 White 1ED44 
Ye" Vo" Ye", or 34" 220 Red 1ED45 
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Coating Removal 
Discs 


= Silicon carbide abrasive 
= Extra-coarse grade 
Heavy-duty Scotch-Brite™ discs are made for right-angle tools. The 
semiopen web construction and nonloading design are ideal for 
removing rust and coatings from metal surfaces. Hook-and-loop 
backing easily attaches to 3M™ disc pad holders, see page 2374. 





Mfr. Item 

Disc Diameter Max. RPM Model No. 
4Y," 12,000 CR-DH 1DXP2 
ie 6000 CR-DH 1DXP7 





No. 4VV46 





No. 6PZ17 


SAINT-GOBAIN 


Sanding Discs and 
Depressed Center Wheels 


An open web of synthetic fibers and abrasive bond with smear-resistant resin 
help these wheels provide quick cleaning and conditioning without loading; 
easily clean uneven surfaces and difficult part profiles. Use to remove surface 
rust and residue, corrosion, light weld splatter, dirt, mill scale, paint, and epoxy. 
Prepare surfaces prior to welding or coating application. Clean and condition 
after welding. 

Rapid Prep disc can be used in place of, or in sequence with fiber and flap 
discs to clean, polish, and finish. Rapid Blend discs and wheels have fine grain 
particles for cleaning, polishing, and final finishing. Rapid Strip discs and wheels 
have a coarse abrasive for quick cleaning. Blaze Rapid Strip wheels can strip 
coatings and finish with the same disc. 





Disc Disc 
Abrasive Attachment Attachment Disc Abrasive Abrasive Max. Item 
Type System Type Diameter Grade Material RPM __ No. 
Fiber Disc 
Rapid Strip 
Non-Woven — — 6" Extra Coarse Silicon Carbide 5500 6PX92 
Quick Change Disc 
Rapid Blend 
Non-Woven TR Roll-On/Off Type 3 2 Medium Aluminum Oxide 18,100 162963 
Rapid Strip 
TR Roll-On/Off Type 3 2" Extra Coarse Silicon Carbide 15,500 4VV46 
Non-Woven TR Roll-On/Off Type 3 oh Extra Coarse Silicon Carbide 12,000 4VV47 
TR Roll-On/Off Type 3 2. Extra Coarse Ceramic 12,000 162960 
Abrasive Arbor 
Abrasive Wheel Hole Max. Item 
Wheel Type Diameter Thickness Size Abrasive Material Grit RPM No. 
Depressed Center Wheels 
Blaze Rapid Strip 
Type 27 Ay," il ¥'-11 Ceramic 60 12,000 162953 
Ay," 1" Re Ceramic 60 12,000 162954 
Rapid Blend 
Type 27 4V" Ve is Silicon Carbide  320to0400 12,000 2KND7 
yP Ay," y;" 7%" Aluminum Oxide 180-360 12,000 2KND8 
Rapid Prep 
Type 27 Ay," Vy," Ze’ “Aluminum Oxide 150-180 12,000 2KNE1 
Rapid Strip 
Ay," Y;," ¥'-11 Silicon Carbide 24-36 12,000 6PZ17 
Type 27 Ay," y;" Re Silicon Carbide 24-36 12,000 6PZ19 
fie y;" ¥:"-11 Silicon Carbide 24-36 6600 6PZ20 
(a V;" is Silicon Carbide 24-36 6600 6PZ18 
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Find the yy. Find Solutions. Find Great Prices. Cut-Off Wheels 
Grinding and Cut-Off Wheels Reference Guide 





PE 2 
Essentially straight wheels that have a “depressed center/raised hub”. 





Straight wheels designed for cut-off applications Different types of fiberglass reinforcement mesh give the product stability 
for use on the periphery, on the face, or a combination of the two. 
WHEEL 90° 15° to 15° 
TYPE THICKNESS APPLICATION Angle 30° Angle | Angle 
TYPE 4 VSS 0040 O04 1/16: Where fast cutting and low kerf loss are desired X 
QniZa: For tough cutting and notching applications where stability is important X 
0.40", 0.45" 1/16° Cutting only, where fast cutting and low kerf loss are desired X 
TYPE 97 O90 UNS s/32, For tough cutting and notching applications where stability is important; cutting and cleaning burr-free narrow root pass welds X 
‘ For multiple applications ranging from cutting-off and notching to light-duty side grinding X X 
1/4! For heavy-duty to light grinding on the bottom/face of the wheel X 
GENERAL PURPOSE - SILICON CARBIDE GENERAL PURPOSE - ALUMINUM OXIDE 
DEWALT DEWALT 
C24R - Silicon carbide grain for long wheel life. For concrete, A24R - Aluminum oxide grain for long life and high material 
cast iron, ductile iron, and other masonry materials. removal. Heavy duty for ferrous metals. 
C60T - Premium silicon carbide for aggressive cutting action. Heavy duty A30N- Aluminum oxide grain combination for long wheel life. Fast material removal 
for concrete and other masonry materials. Fast burr-free cutting. without loading. For use with aluminum and other non-ferrous materials. 
A308 - Aluminum oxide grain for long life and high material removal. Free of iron, sulfur, and 
NORTON chlorine for contaminant free grinding and cutting. Ideal for use in nuclear and food applications. 
Norton Masonry/Masonry RightCut - Silicon carbide for masonry applications. A36T - Heavy duty cutting in all types of ferrous metal and stainless 
HEAVY-DUTY - ZIRCONIA steel. Fast aggressive cutting in tough applications. 
DEWALT A6OS - Proprietary aluminum oxide grain combination for aggressive cutting action. Free 
Extended Performance Z24R - Premium tough zirconia grain for extended life of iron, sulfur, and chlorine for contaminant free cutting. Used for cutting stainless 
and material removal. Heavy duty for ferrous metals and stainless steel. steel and other high strength alloys. Ideal in nuclear and food applications. 
Extended Performance Z60T - Specially treated grain combination for aggressive cutting action. A60T - Heavy duty cutting in all types of ferrous metal and stainless 
Extended performance, fast, burr-free cutting in all types of ferrous metals and stainless steel. steel. Clean smooth cutting and long wheel life. 
Metal AO - Softer formulation for fast cutting. Quickly cuts rebar, 
NORTON pipe, sheet metal, structural steel and stainless steel. 
BlueFire - Mix of zirconia and premium aluminum oxide grain. For Mini Hub HP™ - Allows for more cuts per wheel vs. starndard hub design. Fast 
use with stainless steel, carbon steel, alloys, and gray iron. tool-free wheel changes. Use for a wide range of metal cutting applications. 
BlueFire Fast Cut/INOX - Contains <.1% iron, sulfur, or chlorine for contaminant free grinding. 
BlueFire Foundry/Foundry HD - Zirconia alumina/silicon carbide abrasive blend and an NORTON 
exceptionally strong reinforcement structure. Ideal choice for aggressive, foundry applications. Gemini - Good choice for steel and ferrous metals as well as specialty applications in 
BlueFire Right Cut - Longer life and faster cut rate. Less aluminum and foundries. Quality aluminum oxide provides consistent performance. 
pressure required for first cut. For cutting only. Gemini 1-2-3 - For cutting, notching, and grinding. 
Gemini Aluminum - Grind aluminum and softer metals without 
UNITED ABRASIVES — SAIT loading. Contains no wax or rubber fillers. 
The Ultimate Combo™ Z-tech™ - High performance, tough zirconium Gemini Fast Cut - Fastest cutting option when speed of completion is the primary concern. 
grain, Cutting, notching, deburring, and light grinding for the toughest Gemini Flexible - Unique formulation for better blending, finishing and polishing of stainless 
applications. For use with stainless steel and ferrous metals. steel, structural steel, cast iron welds and burrs. Meets nuclear industry standards. 
Z-Tech™ - Special zirconium grain formula. Fast, non-binding cutting. For Gemini Free Cut - Use a more flexible binder than the Long Life 
use with ferrous metals, stainless steel, and high tensile alloys. wheel, for faster cutting on low-horsepower machines. 
HIGH PERFORMANCE - CERAMIC AND CERAMIC BLEND Gemini Long Life - Longest lasting when the longest possible wheel life is the primary concern. 
3M Gemini RightCut - Precise cutting; more stability and a narrower pass. 
Cubitron™ II - 3M precision shaped grain for ultra fast cut and long life. Cuts Requires less pressure, providing increased operator comfort. 
with less pressure. Specially formulated for stainless and mild steel. Gemini RightCut Aluminum - Specially formulated for aluminum applications. 
High Performance - A blend of 3M precision shaped ceramic grain and conventional Gemini Stainless Steel - For contaminant free grinding. 
abrasive provides fast cut and long life. Specially formulated for stainless and mild steel. Gemini XXL/XXL Pipefitter - Best on hard grade carbon steel applications, 
Silver - 3M precision shaped grain cuts extremely quickly through stainless weld repairs, flashing, and any job that requires quick turn around. 
steel and carbon steel pipes, tube, flat sheets, and more. Norton Metal/Metal RightCut - Aluminum for steel/ferrous metal applications. 
NORTON UNITED ABRASIVES — SAIT 
NorZon Plus - Combination of Norton SG ceramic alumina and Norzon zirconia alumina with A24N - Fast grinding, aluminum oxide grain, soft bond for fast stock 
advanced bond system. Lowest total grinding cost; highest productivity. Offer the best option removal. For ferrous metals and low grade stainless steel. 
when the best combination of life, cut rate, and lowest heat generation Is a primary concern. A24R - Long life, aluminum oxide grain, general purpose. For ferrous metals. 
NorZon Plus Foundry - Designed to withstand the most aggressive foundry applications. A24T - Aluminum oxide grain, hard bond designed for edge and bevel 
NorZon Plus Long Life - Best option when longest possible life is primary grinding and other applications where a harder wheel is preferred. 
concern, rough grinding conditions require wheel durability, using high Longer life for fewer wheel changes. For ferrous metals. 
cycle, high horsepower grinders and low labor cost are key. A36T - Fast cutting, aluminum oxide grain. Hard bond for aggressive cutting 
NorZon Plus RightCut - Noticeably longer life and faster cut on rough applications. For ferrous metals and stainless steel. 
rate. Less pressure required. For cutting only. A46N - Aluminum oxide grain, soft bond for aggressive cutting without 
loading. For use with nonferrous metals and aluminum. 
UNITED ABRASIVES — SAIT A608 - Special aluminum oxide grain, hard bond for extremely 
Saitech Ultimate Performance™ - High performance, ceramic aluminum oxide grain, Very long life. Fast, burr-free cutting for ferrous metals. 
uniform, high density grain structure is extremely durable and self sharpening for long life AGOT - Aluminum oxide grain, hard bond for smooth cutting. Burr-free 
and cooler cut, Combines fast cutting with extremely long life for tough cutting applications. cutting for ferrous metals and stainless steel. For use in nuclear, aerospace, 
For ferrous metals and stainless steel. Ideal for foundry applications (gates, risers). automotive, foundry industries, and plant maintenance. 
Saitech™ - High performance, ceramic aluminum oxide grain. Extremely Challenger 3™ - Semi-Flexible, grind and blend welds in one step. Open pattern 
fast stock removal on hard metals with minimal pressure. on wheel for cool grinding and blending. For metals, stainless steel, and 
aluminum. Contaminant Free - Safe for use in the nuclear industry. 
SAIT.M.X.™ - Special bond for cutting sheet metal and other thin 
gauge metals. Fast, burr-free cutting for stainless steel. 
The Ultimate Combo™ A6GOS - General purpose, aluminum oxide grain. 
Provides consistent performance with long life for cutting, notching, 
deburring, and light grinding. For use with ferrous metals. 
The Ultimate Cut™ - Cutting a wide range of stainless thin and thick gauge, flat stock, bar 
stock, square tubing, etc. Exceptional cutting performance on metal and aluminum. 
XA24Q - Contaminant free. Specially formulated for nuclear and food processing 
plants. Free of iron, chlorine and sulfur compounds (Fe + Cl +S <0.1%). For 
use with stainless steel and other high tensile alloys and ferrous metals. 
XA46R - Contaminant free. Specially formulated for nuclear and food 
processing plants. Free of iron, chlorine and sulfur compounds (Fe + Cl+S 
< 0.1%). For use with stainless steel and other high tensile alloys. 
Item 
Dia. Thickness Arbor Hole Grit Max. RPM No. 
57 
2Y2" Ye 10 30,560 4DDU2 
anna 7 0.0625" 78 36 8/30 4DDU7 
Ue: 36 8/30 4DDU8 
Type tL sooroon wv 3 3} Se — i 
: 8 
Cut-Off Wheels me Ve 60 40,745 4DDT9 
; : 1%" 0.035" vA 
Designed for use on fixed machinery and a 3 seine qo 
. . ine . u " 4 
preengineered for maximum versatility in 3 0.060 75" 60 5.465 4DDU4 No. 3UP22 
icati ; 0.035" Yq 60 19,100 6PG88 Item 
toolroom cutting applications. Excellent 10% ? 0.040" Je" 60 19,100 4DDU5 Dia. Thickness ArborHole Grit Max. RPM No. 
Cutting off drill bits, steel bars, and tubing; , # 60 10,185 20752 : WAR 60 7640 90758 
lvaging tools; and slotting workpi ; 2 14 78 60 7640 20796 
BavagING 1001s ad SiOMING WOrkDIEveS 0.035" 78. 60 10,190 2D750 0.060" 14%" 60 7640 2D/5/ 
NOTE: Refer to Reference Guide for more detailed 7 Se" 60 8730 2D754 40" %e" 60 6110 3UP22 
information on wheel types. 1%" 60 8/30 2D7/55 1%" 60 6110 2D759 
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Gemini Right Cut A36T A6OT 
No. 5GC52 No. 5LUA1 No. 6HD43 


Nort M C60T 
LG] Se TA * Eyes “Ho. ea0ee noo 30042 
Type 1 General Purpose Cut-Off Wheels | orrov Je DEWALT 


\ ABRASIVES, INC. 

















= Aluminum oxide abrasive ——aeeen SAIT 
For cutting and grinding ferrous metal, stainless steel, and aluminum. Type 1 Silicon Carbide Cut-Off Wheels 
Arbor Arbor 
Hole Max. Item Hole Max. Item » Silicon carbide abrasive 
Series Dia. Thickness Size RPM No. Series Dia. Thickness Size RPM No. 
Norton 0.035" vs" 25000 5LUA8 | For ferrous and nonferrous metals, concrete and masonry. 
i 0625" 8. : 4 F ; ; s 
= 0.035" ¥%" 10.185 251229 Aca 0.0625" 34" 25.000 SLUA2 Woe Dia. Thickness Hole Size Max. RPM No. 
Gemini 0.0625" %' 10,190 25TZ30 0.035" 4" 19,000 5LUC7 Gi" 0.195" Hl 9400 o5TY85 = 
7’ 0.0625" %' 8730 257288 4 0.035" %' 19,000 5LUC5 Norton 0.195" wal 8730 6A098 
8" 0.0625" %' 7640 25UA03 0.0625" %" 19000 5LUC3 Mason t 0.195" wal 3730 o5TY84 
Gemini i aT 0.0625" %' 19000 5LUC1 y F SET val ¥ 
4 0.125 Ys" 19,100 5A929 AL 7 AL 8 0.125 8 1640 20TY83 
Fast Cut 4¥" 0.0625" %' 13300 5LUE4 Nenon z 0.040" wl 15080 3RA55 
0.035" %' 30,560 25TY97 XA46R 5" 0.0625" %' 12,200 5SLUE5 Masonr ai" 0.0625" 7! 13°580 3RA56 
0.035" %" 30,560 4F871 7 0.0625" %" 8500 5LUE6 Bi Cin 5 0.040" 7! 19°095 3RA58 
j ae ee aoe aaa For Ferrous Metal, LGceinmaan A CSc a Sait 
" "0.0625" 4" 30,560 4F87 m7 : wi 1 seen 
0.0625" %" 30,560 4F874. MOOT 7 0.0625" 41" 8732 _35KH26 | yd a: V2 0.125 Ys 6300 _35KH28 
0.125" Y%" 30,560 25TY98 For Ferrous Metal, Stainless, CO4R 7 0.195" wi 3700 6TMTA 
0.125% 30,960 25TY99 Nonferrous Materials, Aluminum q 0045" val 15 200 3CBd2 
oy 0.0625" 74" 30,560 4F875 The 45" 0.045" 7% 13,300 22PT32 C60T WA 0-045" 7 73300 3CB43 
0.070" %' 30,560 4F876 Ultimate 5° 0.045" % =12,200 22PT33 : 
Gemini 0.035" %" 25.465 5A921 Cut” 6" 0.045" 7%" 10,200 22PT34 * Diamond mount. 
Free Cut 0.035"  % 25,460 _5A922_ For Nonferrous Materials, Aluminum 
3" 0.0625" %" 25465 5A923 AABN 4¥" 0.045" =-%' ~+13300 1AUA2 
0.0625" % 25465 5A924 6" 0.045" “% 10,200 1AUA4 
0.125" 4" 25.465 5A925 Dewalt 
0.125"  %' 25,465 5A926 ‘For Ferrous Metal, Stainless 
0.035" %" 19.100 4B166 3" 0.125" %" 24000 3CB18 
0.035" %' 19,100 5A927 A24R 0.125" %' 24000 3CB17 
4" 0.0625" % 19,100 4B164 4’ 0.125° % 19,000 45EG66 
0.0625" %' 19,100 5A928 ‘Sait 
0.125" %' 19100 4B165 A36T 3° 0.0625" = %4" 25000 5SLUA3 
0.035" %' 25.465 251226 ‘Dewalt 
3" 0.0625" %" 25.465 257203 A36T 4" 0.035" %' 19000 3CB25 
Gemini 0.0625" 3° 25,465 251202 0.0625" %' 19,000 3CB24 
Long Life 0.125" %¥% 25465 257205 3" 0.035" %' 24000 3CB20 
See Tela ate tie — tem see | laa : 
a 125" 8 ; 035" 6" ca r= 
* ~ 0.045" —%"15:280_ 5GC50 4" 0.045" 54" 19,000 6HD43 ones 
0.0937" %' 15,280 257219 A60T 0.0625" %" 19,000 3CB27 Z-Tech™ 
Gemini 41" 0.045" %' 13580 5GC52 4¥" 0.045" %' 13,300 6HD44 No. 1AUAG6 
Right Cut 0.0937" __%" _13,580_251231 5" 0.045" 7%" 12,200 6HD45 . 
g » 0.045" %' 12,225 5GC53 g, 0.045" %' 10,100 3CB32 
0.0937" % 12,225 251232 0.045" % 8/00 6HD4/ Extended 
sania 6° 0.0937" «10,185 257233 For High- siren Metal Sutting, OOH Performance Z60T 
emini p) bY '- : 4 5 
Right Cut 7° 0.0625" 7% 8600 257Z38  MiniHub —"'—o-qa5ry4'-17 10,100 416L03 wecetellibilsie 
EVO a 0.045" 54"-11 10,100 416L06 y vorron f eee ez sie DEWALT 
rignrcue: 6° 0.045" 7%" 10,285 sGc54 Mini Hub gy g.oqsy 94-11 13,300 416L04 | Sanrsowm SAIT 
3° 0.035" =%' 25465 25TY77 ‘For Metal Cutting 
4" 0.035" %" 19,100 25TY81 =MiniHub 4%" 0.045" %%'-11 13.300 416L01 vy- ty - 
Norton 02 0.125" 54" 9400 25TY88 = HP™ = 6" 0.045" "11 10,100 416L02 Type 1 Hea ‘Du ‘Cut Off Wheels 
Metal 7" 0/20" 52" _8730_25TY87_ “For Stainless = Zirconium aluminum oxide abrasive 
0.125° % 8/30 6A097 4%" 0.045" % 13300 6TMP9 : : 
gr 0.125" 94" 7640 25TY86 = 5" 0.045" 7A" 12,200 6TMRO For aggressive material removal on ferrous metals, 
0.125" %' 7640 6A099 6" 0.040" %' 10,100 6TMR1 
Norton — 40.040" 54" 15,280 _25TV41 70.045" _%" 8700 61TMR2 Seinlesess eae wa UDI: 
Metal 4/2 0.040" 74" 13,580_25TY43 AO 4%" +0.0937" 7%" 13,300 3PAT1 , Item 
RightCut ty 0.040" % 12,225 25TY46 GA Series Dia. Thickness Arbor Hole Size Max. RPM No. 
g 6" 0.040" 7%" 10,190 25TY48 For Cutting Steel, Metal Norton 
Sait 3° 0.0625" 3%" 25.465 447P97 For Ferrous Metal, Gray Iron, Stainless, Aluminum 
For Ferrous Metal 0.0312" 4" 19,100 447P99 3" 0.035" Ye" 29,469 33N542 
3° 0.125" -&%" 20,372 SLUA9 4" 0.0469" %' 15,280 447R01 0.0625" ye" 25,465 33N533 
A24R 4’ 0.125" ¥% 15,278 5LUC8 0.0625" %' 15,280 447R08 BlueFire 0.035" 7B 19,100 33No41 
4¥" 0.0937" %' 13,300 35KH25 —_ 0.125" %' 19100 447P95 4" 0.0625" ye" 19,100 33N540 
4" 0.045" 5%" =~19.000 1ATZ2 4¥" 0.0469" %' 13580 447P96 0.125. ye" 19,100 33N549 
AV" 0.045" %' 13.300 1ATZ3 70.0625" %' 8600 447R04 Avs! 0.040" ua 13,580 33N553 
2 0.090" %" 13,300 1AUD8 14", 0.125" 1" ~—- 4365 ~=447R05 BlueFire 0.045" Re 13,580 33N332 
A60S 5' 0.045" "12,200 1ATZ4 For Ferrous Metal, Gray Iron, Right Cut 5" 0.040" 7 12,229 33N554 
6" 0.045" Ye 10, 200 1ATZ5 Stainless, Nonferrous Materials g 0.045" Ua 12,220 33N333 
7 0.045" 5%" 8500  1ATZ6 = 72" 0.125" 1" 6300 435Y86 6" 0.045" Us 10,185 33N334 
0.090% 8500 1AUD9 ‘For Metal Cutting Sait 
SAITM.X.™ 4Y" 0.045" % 13300 1AUB1 » 0.005" 4" 25465 435Y61 For Ferrous Metal, Stainless, High Tensile Metals 
5" 0.045" "12,200 1AUB2 3 0.035" %" 25465 435Y60 4" 0.045" Ye" 19,000 39KH27 
For Ferrous Metal, Stainless » 0.035" %" 19100 435Y63 AY" 0.045" Us 13,300 1AUA6 
2) 0.035" %" = 30,558 385KH22 = 4 0.0625" %" 19100 435Y65 0.090" Ua 13,300 1AUE1 
0.035" = %" 25,000 5LUAZ 4%" 0.040" %" 13580 435Y59 Z-Tech™ Ail 0.045" Us 12,200 1AUA7 
3" 0.035" ¥ 25,000 _SLUAS 6" 0.045" 7" 10.185 435Y64 6" 0.045" Ze 10,200 1AUA8 
0.0625" %" 25000 5LUA3 7 0.045" 7%" 8500 1AUA9 
A36T 0.0625" %' 25000 5LUA1 0.090" 5" 8500 1AUE2 
0.035" %" 19,000 5LUC6 DeWalt 
0.035" %' 19,000 5LUC4 For Ferrous Metal, Stainless 
4" 0.0625" %" 19000 5LUC2 Extended AY," 0.045" 7 13,300 6TMT7 
0.0625" %' 19,000 5LUCO Performance D- 0.045" Ze 12,200 6TMT6 
0.0625" %' 19,000 35KH24 Z60T 6" 0.045" Ze 10,100 6TMT5 
2384 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the Wy. Find Solutions. Find Great Prices. Grinding/Cutting Wheels 


Find more information on Wheel Materials and Specifications on page 2383. 


Type 1 High Performance J vceren fie N Ws no 
Cut-Off Wheels = AIT 


= Ceramic and ceramic blend abrasives 





NorZon Plus 











For ferrous metals, stainless steel, aluminum, No. 3UP26 
aerospace alloys, and fiberglass. 
Arbor Max. Item Arbor Max. Item 
Series Dia. Thickness Hole Size RPM No. Series Dia. Thickness Hole Size RPM No. 
Norton For Ferrous Metal, Stainless 
For Ferrous Metal, Gray Iron, Stainless 3 0.035" Ya" 25,465 22NZ80 
3" 0.035" Ya" 25,465 251208 3 0.035" Ye" 25,465 22NZ81 
3: 0.035" Ye" 25,465 251209 3. 0.060" Ye" 25,465 22NZ83 
ag 0.125" ye" 25,465 3WL22 CUBITRON II 4" 0.035" Ye" 19,100 22NZ85 
3° 0.0625" Ya" 25,465 251210 4" 0.035" Ye" 19,100 22NZ87 
NorZon Plus 3° 0.0625" Ye" 25,465  1PYA8 4" 0.125" Ye" 19,100 22NZ91 
4" 0.125" ye" 19.100 251213 6" 0.045" Re 10,200 22NZ94 : a 
4" 0.0625" Yi 19,100 3UP26 Sait Cubitron” Il 
4" 0.0625" Ye" 19,100 3UP27 For Ferrous Metal, Stainless No. 22NZ80 
4" 0.035" Ye" 19,100 3WL24 3° 0.0625" Ye" 25,000 5LUC9 
M Saieeh 30.0625" Ya" 25,000 S5LUDO 
For All Metals, Aluminum, Carbon Steel, Cast Ultimate 3 0.035" Ye" 25,000 5LUD1 
lron, Soft Metals, Stainless Steel Performance™ a 0.035" Ya" 25,000 S5LUD2 
eh 0.035" Ye" 25,465 450Y17 4" 0.0625" 73" 19,000 5LUD3 
3 0.060" Ye" 25,465 450Y18 4" 0.035" 7" 19,000 5LUD4 
4 0.035" Ya" 19,100 450Y19 4" 0.0625" Ye" 19,000 5LUD5 
4 0.035" Ye" 19,100 450Y20 4" 0.0625" Ya" 19,000 5LUD6 
Silver 4" 0.060" Ye" 19100 450Y21 4" 0.035" Ye" 19,000 5LUD7 
4%" 0.400" Ua 13,300 450Y22 Saitech™ 4" 0.035" Ya" 19,000 5LUD8 
4%" 0.045" Ze 13,300 450Y23 4%" 0.045" UE 13,300 1ATZ7 curtwa 
eh 0.045" Ua 12,250 450Y25 5. 0.045" VE 12,200 1ATZ8 —_, 
g, 0.450" UE 10,200 450Y34 6" 0.045" VE 10,200 1ATZ9 én Ome ; 
0.450" UE 8500 450Y36 v' 0.045" 7" 8500 1AUA1 ko, Saitech 
For Cutting, Erinn, Metalworking Tree} No. 5LUC9 
Silver 0.125" Ye" 19,100 480P44 Se aa 
4%" 0.094" 7s" 13,300 480P45 HNO HA 


Cut-Off Wheel Adapters *eyycrances 


Use with cut-off wheels listed on this page and page Nut-Type Wheel Arbor Adapters—Use to mount 
737, 2384 and wire brushes on pages 2394 and all types of wheels (cut-offs, cloth buffs, wire wheels, 








2395. etc.). Include arbor, hex nut, and a pair of machined Screw-Type 
Note: Operate according to ANSI and OSHA guidelines and do not Steel washers. Plated finish. 
exceed maximum rpm noted on wheel being used. i Max. ie Ah ) yO in) ( L ) Item 
Hole (in.) Width (in.) Dia. (in.) O.D. (in. in. No. 
Machined from stressproof steel. Screw head : 4 4 4 8 044 * 
; P sy ¥% WA V4 V4 2% 1F542 * 
is slotted for fast, easy change. Plated finish. Vor 73 Vj Vi I; 91% F540 * 
No. 1F540 comes with screws to mount either 4" _Nut-Type Wheel Arbor Adapters 
+4" hol : Vs 5 7 2%  1F452 Nut-Type 
Or “sg NOIeS. ¥Yp % i 1 9%6  1F450 
Vp % WV 1% 2%6 1F448 
* Washer O.D. indicates diameter of screw and mandrel head 
(no washer). 
Arbor Arbor 
Hole Max. Item Hole Max. Item 
Series Dia. Thickness Size RPM No. Series Dia. Thickness Size RPM No. 
Norton Gemini Flexible 7" Yer ¥%'-11 8600 25TZ93 
For Aluminum 5 ¥%30" = 12,225 251282 
Gemini Aluminum 4%" Va" ¥'-11 13580 4B174 7 VA" ¥%'-11 8600 6A077 
For Ferrous Metal, Aluminum Gemini Long Life Ya" Ze 8600 5A86/ 
ec ,; 4y," Ya" Zs ~=—s- 13,580 + 251263 i VA" ¥'-11 6600 5A869 
Gemini Aluminum“: Yi. ¥%'-11 8600 251298 9 vs" 7s 6600 5A868 
For Ferrous Metal, Gray Iron, Stainless 4" 0.045" ¥' 15,280 2571272 
3 VA" ¥' 18000 4B168 0.045" %'-11 13580 2KNC8 
Yar ¥s' 15,280 4B169 0.045" Zs ~=—- 13,580 + 6PH20 
4 Yer ¥; 15.280 5A863 AYs" 330" % 13,580 251256 


Yq" ¥' 19,280 4B170 
YA" %' 15,280 6A624 


Ye" “11 -13,580 —4B172 
Ye" %'-11_—-13,580 257283 





eT 43580 251z84 Gemini Right Cut ve 1’ 13.580 5A864 
ay Ye 13,580_ 3WM26 = 0.045" 11 12,225 2KNCO 
No. 4B168 vi" %'-11 13,580 4B171 0.045" 7% 12225 GPH21 
vi" Ys" 13580 GAOTG 50.045" _%'-11 10,185 _2KND1 
ve Th 49995 5 ARGS 0.045" 7%" 10.185 G6PH22 
—— 5" Va" 5-11 12,995 251286 7" Ys 7’ 8600 251287 
eek INC. Gemini Zi % 12,225 5A866 AY" YA" %'-11 13,580 31CF13 
a hla ve 5'-41 10.185 251244 vs Tf 43.580 31CF12 
ve Ts" 40185 1PYD4 - vi 9-11 12.295 31CF15 
DEWALT el GAR 6" i 7 15,280 251259 VA 712,295 31CF14 
APPROVED vi 9-11 10185 1PYC5 Gemini XXL vs 9s"-11 10-185 31CF17 
vi Ts 40185 1PYC8 6 vs" Ys 10.185 34CF16 
Tvpe 27 General Purpose 0.060" 7%" 8600  6PJ31 = vs" 5'-11 8600 34CF19 
yp p 7" vs’ 5'-11 8600 5A872 vs" Ys 8600 34CF18 
or va’ Ts 8600 5ABTI 9" vs ¥'-11 6600 31CF21 
Depressed Center Grinding 0.060" %4'-11 6600 4RAB1 
d Cuttina Wheel 5 ISTE? 
8 8 
an uTtINg eels Gemini 1-2-3. 4%" %" 7%" 13.500 251277 
= Aluminum oxide abrasive 4 i ah 13.260 glee 
r - 1" 7 , 
For cutting ferrous metals, stainless steel, Gemini Fast Cut —_ oe 13,580 _ 251279 
Saloni 7" vs" 9-11 8600 251297 
" vi 9-11 6600  25UA07 


Ya" 6600 25UA06 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2389 


ABRASIVES Scan. Order. Done. 
Grinding/Cutting Wheels Details on page Al. 





yl UNITED 
< ABRASIVES, INC. 


SAINT-GOBAIN SAT 
* 
DEWALT BGA} se 
Type 27 General Purpose 


Depressed Center Grinding nn 
and Cutting Wheels az 
Hole Max. Item 
Series Dia. Thickness Size RPM No. 


Norton (Cont.) 
For Ferrous Metal, Gray Iron, Stainless ont.) 








yee 48280 2B a6 
4 8 : 
0.045" 7 13,580 25TY50 No. 6HD80 No. 447R46 
Ye" %'-11_- 13,580 25TY62 
AY" i 7 13,580 25TY64 Arbor Arbor 
va" A'-11_ 13,580 25TY59 Hole Max. — Item , Hole Max. — Item 
iy 7% 13.580 6PH27 Series Dia. Thickness Size RPM ___ No. Series Dia. Thickness Size RPM _ No. 
Norton Metal i, 5-11 12.225 25TY69 For Ferrous Metal, Aluminum For Ferrous Metal, Pipeline 
: vA 7" 12.295 O5TY70 A46N 5 0.045" %'-11 12,200 31NJ33 As" Ye" %'-11_ (13,300 6HD86 
) yy '-11 12.995 25TY65 For Ferrous Metal, Gray Iron, Stainless, Nonferrous Materials, Ye" Ze’ 13,300 6HD85 
Ya 7" 12,225 257TY68 Concrete Masonry Asphalt, Aluminum, Contaminate Free 2: Yr ¥%'-11 12,200 6HD87 
6 0.045" %" 10190 25TY52 Challenger 3 ™ AY" %e 7 13,280 22PT44 ~=HighPerformance 6" we %'-11 10,100 5TU12 
7 i, 5-11 8600 25TY74 Ve 13, 280 22PT45 7 fs, ¥'-11 8/700 6HD88 
Wl %"-11 8600 25TY71 For Ferrous Metal, Pipeline 8 Ze 8/00  3PA24 
9" vA %"-11 6600 6PJ94 4V" Ve" Zs 13,300 2KMJ6 ce Ve %'-11 6600 6HD89 
Norton Metal 4 0.045" %" 15280 25TY49 A24R a Ve Pe 12,200 2KMJ7/ For Ferrous Metal, Stainless 
RightCut 5" 0.045" 7%" 12,225 25TY51 v Ve % 8500 2KMJ8 4 0.045 % 15,200 6HD80 
For Ferrous Metal, Gray Iron, Stainless, Aluminum arenas Metal —_——- Ye %' 6600 _2KMJ9 AY" aes Pal 13,300 erane 
VA" %' 15,280 4B173 u , otal 8 
- ; 5 yy 7h 12. 295 251268 4" Yq" ¥" 13,500 35KH11 igh Dertormance 2" 0.045" 12,200 6HD82 
Gemini Aluminum ——> i" 5-41 8600 GA432 %e 1% 13,300 35KH13. 9 g 0.045" %'-11 10,100 6TMR7 
Q' vy "11 6600 6A433 AY," Ys" -¥%'-11 13,300 1AUH1 0.045" %' 10,100 6HD83 
Gemini Flexible i) i" ¥%" 30,560 4DDY1 YQ Zs’ 13,300 2KMG2 7 0.045" %'-11 8700 6TND5 
Gemini RightCut a 0.045" %" 12225 33N344 A24N 5 Ye" -¥%l-11-—- 12,200 1AUH7 0.045" % 8/700 _6HD84 
Aluminum 6" 0.045" % 10,185 33N345 vy Ze 12,200 2KMG3 4 Ve %' 15,200 _4KZ21 
For Ferrous Metal, Gray Iron, Stainless, Aluminum, Pipeline 6 Ys Ze’ 10,200 35KH14 Ve %' 13,300 4KZ29 
Gemini RightCut ve i. ae 7 Ye" -¥%'-11_ 8500 ~—-1AUF1 AY Yq %'-11 13,300 5TE72 
Aluminum Aye" 0.045" "13,580 33N343 va’ ‘7 8500 2KMG4 va" 13,300 _5TETO 
For Ferrous Metal, Gray Iron, Stainless, Contaminate Free A24R Avs" Ys Y8-11_ 13,300 4AYF2 5" “ %-11_12,200__STE76 
oe Se a ee er al te 
0.045" 13,580 33N346 d 090" %'- ; ela n 4 8 
semini Right Cut 0.045" 74" 12.025 33N348 ame 7" 0.090" "11 8500 1AUE5 S v7" 10,100 5TE78 
g 6" 0.045" % 10,185 33N350 9 0.090" %'-11 6600 1AUE6 7 V4 %'-11 8/700 5TE84 
; 0.045" %'-11 8600 33N353 For Ferrous Metal, Stainless, Nonferrous Materials, Aluminum Ya Ze 8/00  5TE82 
7 0.045" 7h 8600 33N352 The Ultimate AY" 0.095" %'-11_ 13, 300 22PT42 : a Pe 6600 6RM60 
a ee ee Se 
Ave o gn et ee Aye" 0.045" 7" 13'30022PT39 For Stainless, Contaminate Free 
Gemini Stainless i 13580 251265 ‘The Ultimate Cut” ___5" 0.045" 7%" 12,200 22PTA0 4 A "15,200 GHD74 
Steel - Vag} 7s" 12.095 251266 — wat 7 7 0.045" "10,200 22PT41 oe iin 1300 ace 
ji 7 12,225 251269 or Nonferrous Materials, Aluminum 1%" 8 a= 
ra Fao" 7h 8600 251291 0.045" %'-11 13,300 31NJ31 ae Ye" %%'-11_ 13,300 6HD76 
For Ferrous Metal, Gray Iron, Stainless, Pipeline ayy: 9.040" 13,300 _TAUCS Ya %' 13,300 6HD75 
Gemini 6" vA" ¥'-11 10,185 257252 Ya" ¥'-11 13,300 1AUH3 0.045" %' 12,200 6IMP6 
Ai" %" —-F"-11 13,580 33N337 Yq" % 13,300 2KMH2 a Ve" Ye’ 12,200 3PA15 
5" Yao" «OAT 12.295 33N338 A46N a 0.045" Ms 12,200 1AUC6 High Performance 7 Zo Lech ory 
Gemini Right Gut 6" oe 1018s saNaa0 © —— 048" 8400 AUC ‘Vs %'-11_ 10,100 _6TNC6 
7 ea 0 yt 8500 2KMHS © 540100 BIND 
5/32" %' 8600 ~33N342 4" Pe i) 3 4 8 
For Grinding aluminum and soft metals without loading For Stainless, Contaminate Free_ Y'___/-11_ 10,100 6TNC2 
Gemini Aluminum 4%" Ya" 7 13,580 4B175 AY Ya! %" 13,300 SLUDS 7 0.045" % 8700 _ 6TMP8 
For Hard Grade Carbon Steels, Weld Repairs, Flashing o Ya %' 12,200 SLUEO Ys Ys __ 8700 _3PA19 
ahi vA" ¥"-11 13,580 45PL20 XA24Q 6" Ya ZY’ 10,200 5LUE1 g" Zs ¥'-11 6600 6HD79 
4% vey 1 43580 A5PL21 7" vi 7’ 8500 SLUEZ = GA 
5" iA" %'-11 12,225 45PL22 newark 9 2) he 6600 O5LUE3 For Ferrous Metal, ay Steels 5 Ry ATED 
Gemini XXL Ve" Ze 12,225 A5PL2 eWa 16 8 
C i B11 ar pe For Aluminum Carbo Gold AV 4" Ze’ 13,580 447R32 
: ve 54-11 6600 45PL28 4" Yq %' 15,200 6HD68 uy a" H'-11—- 12,225 447R31 
9 i" 7% 6600 45PL29 AY" YA" ¥3'-11_ 13,300 6HD70 Carbo Goldcut AY" Ya" H'-11_—- 13,980 447R43 
Sait Ninh Partonmance Yq" 7% 13,300 6HD69 Carbo White Ys" K-11 13,580 447R46 
For Ferrous Metal g 7 Zi ¥%'-11 8700 GHD72 For Ferrous Metal, Gray lron, Stainless, Nonferrous Materials 
: y" %" 13500 35KH12 Ya" Us 8/00 3PA22 2 0.250" Zs «12225 ~=435Y69 
30" 7% 13,300 35KH19 g" Yq ¥'-11 6600 6HD/7/3 Carbo Metal T 0.250" 8600 435Y74 
ou i, %'-11 13,300 1AUK3 For Ferrous Metal g' 0.250" = 6600 435Y79 
Av va" ¥-41 13.300 1AUH4 a Ys _'¥%"__15,200 4KZ22 0.125" %'-11 6600 43583 
Vr 7% 13.300 2KMG5 332" ¥%'-11 13,300 5TU26 a 0.125" %' 25465 435Y68 
i" 5"-11 12.200 1AUK4 330" %' 13,300 5TU24 Gold 5" 0.250" = %' = 12225 ~=435Y78 
5" Va %'-11 12,200 1AUH8 4y," Ya ¥'-11 13,300 4WM67 0.045" Zs «12225 ~=435Y76 
A24R Vy" 7% 12,200 2KMG6 Yq" Zs’ 13,300 4KZ28 High Speed 12" 0.125" 1" 6300 435Y86 
6" i," %'-11 10,200 35KH20 Ya" Ys 13,300 5TE66 Blade Metal 14" 0.125" a: 9400 435Y70 
Vy %"-11 8500 1AUK1 332" H'-11 12,200 5TU30 For Ferrous Metals, Stainless Metals, Alloy Steels, ast lron 
7 Yi" %e"-11 8500 1AUF2 5" 530" Zs’ 12,200 5TU28 4¥" 340" %'-11 13,580 447R33 
yy" 7% 8500 2KMG7 Zs ¥s'-11 12,200 6HC19 Carbo Gold g' 532" Ze 10,185 447R45 
i," '-11 6600  1AUK2 High Performance YA" R12 200 4KZ38 Ya ¥'-11 10,185 447R38 
Q" vA" 5%"-11 6600 1AUF6 332" ¥'- 11 10,100 5TU34 Carbo Redcut al 4" ZB 12,295 447R40 
Vy 7% 6600 2KMG8 6" 330" Ze 10,100 9TU32 Carbo White AV" 64" Zs’ 13,580 447R28 
eri Vy" %"-11 13,300 1AUH6 Ya" % 10,100 6HC20 6" 64" Zs 10,185 447R29 
AY yi" Tf +3300 2KMGO %o"  ¥e"-11 8700  5TU38 PremierRed 44" ye" 13,580 447R41 
A24T vs ¥8'-11__ 8500 _ 1AUH9 7 Yao" 7" 8700  5TU36 Va‘ '-11_ 13,580 447R36 
hist ae 
4' 0.045" %' 19,000 1AUB4 4" 8 
0.045" %'-11 13,300 31NJ30 Y32" Ys 6600 _5TU40 
4%" 0.045" %" ~——-13,300 ~1AUB5 9 %" _ %-11_ 6600 _4KZ80 
AGOS 332" %' 13,300 35KH15 Ya Ys 6600 _6HC38 
5" 0.045" %'-11 12,200 31NJ32 
0.045" ie 200 1AUB9 
6" 0.045" 10,200 1AUB6 
7' 0.045" %' 8500 1AUB7 
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GRAINGER CHOICE® ABRASIVES 
Find the ww. Find Solutions. Find Great Prices. Grinding/Cutting Wheels 


MetalMax™ 
Diamond Cutting Wheels LENOX® 












= 40/50 grit = For cutting most metals Py saad. A 
Item LENOX 
Dia. Arbor Hole Siz Thickn Max. RPM No. 
= a bor Hole Size ckness METALIVAX eon 
1 Yin % in 0.05 in 40,200 RPM A8RW93 
2 in ¥% in 0.05 in 30,500 RPM 48RW94 rs 4. 
3 in ¥% in 0.05 in 20,300 RPM A8RW95 e new 
ie ¥% in 0.05 in 15,200 RPM A8RW96 — 
¥ in 0.05 in 15,200 RPM A8RW97 
8 in ¥ in 0.06 in 7,600 RPM A8RX03 e y 
4 vin 7 in 0.05 in 13,200 RPM A8RW98 pg 
5 in 7 in 0.05 in 12,200 RPM A8RW99 
6 in 7 in 0.05 in 10,100 RPM 48RX01 = 
7 in 7 in 0.06 in 8,400 RPM A8RX02 No. 48RW98 
Type 27 
4 vin 7% in 0.05 in 13,200 RPM 493216 No. 48RX03 
6 in 7 in 0.05 in 10,100 RPM 493217 
7 in 7 in 0.06 in 8,400 RPM 493218 





W UNITED 
< ABRASIVES, INC. 
SAINT-GOBAIN SAT 


Type 27 Heavy-Duty 
Depressed Center Grinding 
and Cutting Wheels 











= Zirconium aluminum oxide abrasive BlueFire Z-tech Z24R 
For aggressive material removal on ferrous metals, No. 33N286 No. 1AUKS NO: SEMG2 
stainless steel and aluminum. 
Arbor Max. Item Arbor Max. Item Arbor Max. Item 
Series Dia. Thickness Hole Size RPM No. Series Dia. Thickness Hole Size RPM No. Series Dia. Thickness Hole Size RPM No. 
Norton For Ferrous Metal, Gray Iron, Stainless, Nonferrous Materials For Ferrous Metal, Stainless, Pipeline 
For Ferrous Metal, Gray Iron, Nonferrous Materials Ye" ¥'-11 13,580 33N544 4Y," Ye" 7 13,300 2KMK1 
BlueFire Foundry 7" Ye" 7, 8600 25TZ92 AV" Ye" 77 13,580 33N543 Z-Tech™ 7" Ye" 77 8500 2KMK2 
For Ferrous Metal, Gray Iron, Stainless Ya" ¥%"-11 13,580 33N535 9" Ye" 77 6600 2KMK3 
Ye" 3" 15,280 33N550 Ya" 77 13,580 33N519 DeWalt 
4" Ye ¥" 15,280 33N286 Ye ¥'-11 8600 33N547 For Ferrous Metal, Pipeline 
VY," ¥" 15,280 33N287 BlueFire Foundry 7" Ya" ¥%"-11 8600 33N525 4" Ye" ¥e" 15,200 5TU47 
Ya" 5" 19,100 33N534 Ya" 77 8600 33N546 Avs! Ye" ¥%"-11 13,300 5TU65 
YQ ¥%'-11 13,580 33N311 Ye" ¥%'-11 6600 33N526 Ye" Fe 13,300 5TU62 
Avs! Ye" 7, 13,580 33N312 g' Ye" 7 6600 33N536 794R 5" Ye" ¥%"-11 12,200 5TU83 
Ya" ¥%'-11 13,580 33N313 Ya" ¥%"-11 6600 33N527 Ye" 7 12,200 5TU80 
Ya" 7, 13,580 33N314 Ya" 7 6600 33N548 g' Ye" ¥"-11 10,100 5TY11 
Ye %'-11 12,225 33N315 Sait Ye" 7 10,100 5TU98 
5" Y Re 12,225 33N316 For Ferrous Metal, Stainless c Ye" ¥%'-11 8700 5TY30 
Ya" ¥%'-11 12,225 33N317 The Ulimate 416" 0.095" ¥"-11 13,300 22PT43 For Ferrous Metal, Stainless 
BlueFire Ya" Ua 12,225 33N318 Combo™ Ztech™ 0.095" 7 10,200 22PT37 4 Yo" Ye" 15,200 5TU44 
Ve" Us 10,185 33N309 oO 0.095" Ua 12,200 22PT38 Ya" Ye" 15,200 5TU53 
6" Yq" ¥%'-11 10,185 33N323 The Ultimate Cut™ 4Y%" = 0.045" ¥%"-11 13,300 31NJ36 ¥a0" ¥%"-11 13,300 5TU59 
Yq" Ua 10,185 33N310 5" 0.045" ¥%"-11 12,200 31NJ39 Avo" ¥0" 7 13,300 5TU56 
Ye" ¥"-11 8600 33N324 0.090" ¥"-11 13,300 1AUE7 Ya" ¥"-11 13,300 5TU71 
7 Ye" if 8600 33N325 0.045" ¥%"-11 13,300 31NJ34 Ya" 77 13,300 5TU68 
Ya" ¥%'-11 8600 33N326 Avs! 0.045" Us 13,300 1AUD1 ¥%0" Us 12,200 5TU74 
Ya" 7, 8600 33N327 Ye" ¥%"-11 13,300 1AUK9 ah Ya" ¥"-11 12,200 5TU89 
Ye" ¥"-11 6600 33N328 Ya" ¥%"-11 13,300 1AUK5 794R Ya" 7 12,200 5TU86 
g' Ye" 7, 6600 33N329 Ya" 77 13,300 2KMJ2 ¥a0" ¥"-11 10,100 5TU95 
Ya" ¥"-11 6600 33N330 0.045" ¥%"-11 12,200 31NJ37 ' ¥0" 7" 10,100 5TU92 
Ya" 7, 6600 33N331 5" 0.045" 7! 12,200 1AUD2 Ya" ¥"-11 10,100 5TY17 
BlueFire Foundry 4" Ya" ¥e" 15,280 33N552 Ya" ¥"-11 12,200 1AUK6 Ya" 73" 10,100 5TY14 
Ya" 5" 15,280 33N551 Ya" 77 12,200 2KMJ3 7 ¥a0" 77 8700 5TY20 
BlueFire g' Yq" %'-11 6600 33N539 Z-Tech™ 0.090" ¥%"-11 10,200 1AUE8 Ya" %'-11 8700 S5TY36 
Foundry HD V4" Us 6600 33N532 6" 0.045" 77 10,200 1AUD3 ¥30" ¥"-11 6600 5TY42 
0.040" ¥%'-11 13,580 33N524 Ya" 7 10,200 35KH21 g" ¥0" 77 6600 5TY39 
4¥" 0.045" ¥%'-11 13,580 33N322 0.090" ¥"-11 8500 1AUES Ya" ¥%"-11 6600 5TY54 
BlueFire Right Cut 0.045" if 13,580 33N319 0.045" 7 8500 1AUD4 4" 0.045" Ye" 15,200 6TNDO 
0.040" %'-11 12,225 33N555 t Ye" ¥"-11 8500 1AUL1 AV" 0.045" ¥'-11 13,300 6TMR4 
0.045" Us 12,225 33N320 Ya" ¥"-11 8500 1AUK7 0.045" 73" 13,300 6TND1 
j 0.045" 7, 10,185 33N321 Ya" 73! 8500 2KMJ4 760T 5" 0.045" ¥"-11 12,200 6TMR6 
For Ferrous Metal, Gray Iron, Stainless, Contaminate Free Ye" ¥%'-11 6600 1AUL2 0.045" ¥%'-11 12,200 6IND2 
Ye" ¥s"-11 13,580 33N297 g" Ya" ¥"-11 6600 1AUK8 g' 0.045" ¥"-11 10,100 6TMR8 
AV" Ye" 7, 13,580 33N296 Ya" 7 6600 2KMJ5 0.045" 7 10,100 6TND3 
Ya" ¥"-11 13,580 33N299 7" 0.045" 73" 10,100 6TND4 
Ya" 7," 13,580 33N298 
Ye" ¥%'-11 12,225 33N302 
a Ye" 7," 12,225 33N301 
BlueFire Fast Ya" %'-11 12,225 33N304 
Cut/INOX g" Ye" ¥%"-11 10,185 33N306 
Ye" 7, 10,185 33N305 
Ye" ¥"-11 8600 33N289 
a Ye" 7, 8600 33N288 
Ya" ¥%'-11 8600 33N291 
9g! Ye" ¥%'-11 6600 33N293 
Ya" 7, 6600 33N294 
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Guide to Arbor Bushings 
and Grit Sizes 


Aluminum White Silicon 

Grit Oxide Aluminum Oxide Carbide 
Very Coarse | 24Grit — — 
Coarse 36/46 Grit — — 

Medium 60/80 Grit 60 Grit 60 Grit 

Fine — 100/120 Grit 100 Grit 80 Grit 

Extra Fine | — 150 Grit 120 Grit 


Wheel Dia. | Wheel Center 


No. 493Z89 





(in.) | _ Hole (in.) 1/2" | 5/8" | 3/4" | 7/8" 1" | 1Y" 
Arbor Bushings For Bench & Pedestal Wheels* Cubitron Il 
9 ° D4 No. 30CN57 
1 @ @ 
1 ® 
10 1% 
‘2 1% 
* These sizes of bushings shipped Saitech Ultimate 
free of charge with Norton wheels. Guantuns Performance™ 
No. 45VH22 No. 4AYF3 





Silicon Carbide 











No. 4B136 
Arbor Max. Item 
J MoRTON f Vi ees Dia. Thickness Hole Size RPM No. 
ones 64320-0 4%" Va" %'-11 13,300 448D51 
DEWALT eae ve 
4 8 : 
on aoe 
= i 4 %'- 45 
Type 27 High AY! "4-41 13,300 450737 
_ Perf Grindi 4B anes 
> ------ u 4 8 = : 
Bench and Pedestal nd Cutting Wheels» oe Be 
: 8 
Grinding Wheels = Ceramic and ceramic blend abrasives as 10,200 45031 
7 Vy" %'-11 8500  450Y29 
Arbor Item Arbor Max. Item YA" ZB 8000  450Y32 
Dia. Thickness HoleSize Grit Max. RPM No. Series Dia. Thickness Hole Size RPM No. 9" Ya" ¥'-11 6650  450Y30 
Aluminum Oxide 55 sa ae orton. _ etal YA" Ze 6650  450Y33 
2) i‘ : ° ueFire 1%," a 7, or Ferrous Meta 
yp" ik 36.4140 4B128 Right Cut 7” 9.045 oD ee Genesee e500 
Ye 1" 60 4140 4B127 For All Purpose Grinding p T' i ¥3'-11 8000 _1DXP3 
Ya" i 100 4140 4B129 4" Ya" Ye" 15,280 45VH22 For Ferrous Metal, Stainless, Aluminum 
ya" 1" 36 4140 6A084 Vy" %e 15,280 45VH23 4" Ya" Se 15,300 22PA27 
6" ya" 1" 60 4140 6A085 ys" Ya" %'-11 13,580 45VH24 0.045" %'-11 13,300 22PA34 
ya" {" 100 4140 6A086 . Yq" Ze 13,580 45VH25 4ysr 0.045" 7 13,300 22PA31 
il ile 36 4140 5A881 5" Ya" %'-11 12,225 45VH26 Ve" %'-11 13,300 30CN56 
il 1" 60 4140 5A882 Quantum 2 Vy" 7 12,225 45VH27 ¥" Us 13,300 30CN67 
i il 100 4140 5A883 g' Vy" %'-11 10,185 45VH28 0.090" Vi 12,250 22PA37 
ili {" 36 3600 6A087 V4" 7 10,185 45VH29 5" Y" %'-11 12,250 30CN57 
7' il ils 60 3600 6A088 7 Vy" %e'-11 8600  45VH30 Cubitron™!I Y" Pe 12,250 30CN66 
1" il 100 3600 6A089 Vy" 7 8600  45VH32 Yq" %'-11 12,250 22PA22 
ya" 1" 100 3600 4DDN5 g' Yq" %'-11 6600 45VH33 6" 0.045" 7 10,200 22PA41 
ilk 1" 24 3600 4B138 Yq" Ze 6600 45VH36 0.090" %'-11 8500 22PA42 
8" i cl 36 3600 6A090 For Ferrous Metal, Gray Iron, Stainless 7 0.090" Ua 8500 22PA43 
il ily 60 3600 6A091 3" Vy," ¥e" 18,000 3UW96 Ve" %'-11 8500 30CN59 
i 1" 100 3600 6A092 Vy" ¥e" 18,000 3UW97 Yy" fe 8500 30CN60 
il 1%" 24 2485 4B141 Y" ¥e" 15,280 3UW98 ' Ve" %'-11 6650  30CN61 
iN 1%" 36 2485 6A093 4 Vy" %e' 15,280 3UW99 V," i 6650  30CN62 
40" ilk 1%" 60 2485 6A094 V4" ¥e" 15,280 3UP28 Green Core” AY" Ve" %'-11 13,300 1DXN8 
il 1%" 100 2485 4B140 V4" Se 15,280 3UP29 a i Ve" %'-11 8500 1DXP4 
TY" 1% 36 2485 4DDN7 Vy" %'-11 13,580 3UX05 High 4" V4" Re 13,300 22PA44 
TY" 1%! 60 2485 4DDN6 ys" Vy" Ze 13,580 3UX04 Performance 5’ Vy" 7 12,250 22PA45 
Ty," 1%" 60 2070 4DDN8 V4" %'-11 13,580 4DB53 DeWalt 
12" Z. 1 36 2070 5A884 YA" Ze 13,080  4DB54 For Ferrous Metal, Gray Iron, Stainless, Aluminum 
2: 1%" 60 2070 5A885 Vy" Se"-11 12,225 1PYC2 0.250" %'-11 13,300 493289 
White Aluminum Oxide NorZon Plus 5" Vy" Re 12,225  3UX08 4 yor 0.093" %'-11 13,300 493299 
ya 1 60 4140 3PY74 V4" %'-11 12,225 4ADB55 0.250" Ze 13,300 493288 
ya" 1" 100 4140 3PY75 V4" Ze 12,225  4DB56 0.093" 7 13,300 493298 
' ya" 1" 150 4140 3PY76 g' Vy" %'-11 10,185 251254 0.250" %'-11 12,200 493291 
ile 1" 60 4140 3PY77 Vy" 7 10,185 1PYD1 5* 0.093" %'-11 12,200 494A02 
il {" 100 4140 3PY78 Vy" %e'-11 8600  3UX15 NP Cemmic 0.250" Re 12,200 493290 
il {" 150 4140 3PY79 7 Yy" Ze 8600 3UX14 0.093" 7 12,200 494A01 
1 1" 60 3600 3PY80 Yq" %e'-11 8600 4DB57 gr __0.250" %'-11 10,100 493293 
8" il 1" 100 3600 3PY81 Vy" Ze 8600  4DB58 0.250" Ze 10,100 493292 
ik ils 150 3600 3PY82 ¥" %'-11 6600  3UX22 7x 0.250" %'-11 8700 493295 
Silicon Carbide Vy" 7 6600 _3UX21 0.250" 7 8700 493294 
YA T" 60 4140 4B130 g' VY" %'-11 6600  4DB59 Q' 0.250" %'-11 6600 493297 
ie i EM a ae — Vy" Pe 6600  4DB60 : 0.250" 7 6600 493296 
Ya : 4 orZon Plus 17," 7 ait 
Yq" ile 60 4140 5A886 Foundry “a *e-11 6600 25UA02 For Ferrous Metal, Stainless 
6" ya 1" 80 4140 5A887 Ay" Vy" %'-11 13,580 4DDX6 Va" %'-11 13,300 1AUH5 
ya" i 120 4140 4B134 NorZon Plus _ 5' V4" %'-11 12,225 4ADDX7 Saitac AY," Vy" %'-11 13,300  4AYF3 
1 ils 60 4140 4B133 Long Life 7" Vy" %'-11 8600  4DDX8 Ultimate Vy" 7 13,300 2KMH8 
il IP 80 4140 4B135 g" V4" %'-11 6600  4DDX9 Pevanmancei Va" %'-11 8500  1AUF5 
il 1" 120 4140 4B136 Ays" ¥" %'-11 13,580 6PG98 g' Vy" %'-11 6600  1AUF9 
il 1" 60 3600 5A890 NorZon Plus Vy" 7 13,580 3WM18 V4" Ze 6600 2KMJ1 
7' il 1" 80 3600 5A891 RightCut 5° 0.045" 7 12,225 2KNC6 4" 0.045" Se" 19,000 1AUB8 
ilk il 120 3600 4B137 6" 0.045" %'-11 10,185 251Z57 0.045" %'-11 13,300 31NJ35 
al il 60 3600 5A892 For Ferrous Metal, Gray Iron, Stainless, Pipeline 4VYo" 0.045" ZB 13,300 1AUC1 
8" 1" 1" 80 3150 5A893 horzon Pls ¥," %'-11 8600 257295 Saitech™ 332" %'-11 13,300 35KH16 
1" 1" 120 3150 4B139 g" Vy" %e'-11 6600  25UA04 5* 0.045" 5e"-11 12,200 31NJ38 
40" 1" 1%" 60 2485 5A894 For Foundry Grinding 0.045" Re 12,200 1AUC2 
il 1%" 80 2485 5A895 Quantum 3 1 Vy" %e'-11 6600 45VH34 6" 0.045" 7 10,200 1AUC3 
12 2" 1%" 80 2070 4DDN9 Foundry Va" 7 6600 45VH37 7’ 0.045" Re 8500  1AUC4 
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GRAINGER CHOICE” ABRASIVES 
Find the wy. Find Solutions. Find Great Prices. Deburring/Finishing Wheels 









No. 40AL47 
XL-WL Deburring 


Wheel 


No. 40AL57 





Multi-Finishing 


Wheel “20 
ee Unitized Wheels 
= 4" arbor hole mounting == Precision-shaped 
= Medium grade ceramic grain abrasive 


Ceramic grain wheels can be used for deburring and finishing in both OEM 
and maintenance applications. The long-wearing grain extends wheel life 
and produces minimal dust and debris, to reduce wear and wheel loading, 
and help improve efficiency. 





Mfr. Item 
Dia. W Max. RPM Model No. 
Scotch-Brite™ Deburring and Finishing Wheels 
Ye DP-UW 40AL47 
; zi bet 
Cut-and-Polish : 2. ; : A0AL4 
Wheel 4" 22,100 61500300704 40AL50 
1" 22,100 DP-UW 40AL51 
Ye" 18,100 DP-UW 40AL52 
YA" 18,100 DP-UW 40AL53 
J: val 15,100 DP-UW 40AL54 
fa" 15,100 DP-UW 40AL55 
il 15,100 DP-UW 40AL56 
Mandrel 
Yet - Yo), Ya. Shank 18,100 60440242273 40AL57 





RINEAIT 


IV Vea brasives 


Deburring/Finishing Wheels 


XL-WL Deburring Wheels—Long- Cut-and-Polish Wheel—Heavy-duty 

















lasting Scotch-Brite™ wheels clean wheel for aggressive blending and No. 4ZR83 
and deburr metal surfaces and threads _ finishing. Accessories (available sepa- 
while eliminating the danger of loose, __ rately) allow fit to standard motor shaft 
flying wires. Wheels polish and finish sizes (4" to 1"). 
dpeeeiore soa il Deburring and Finishing Wheels— 
: Non-woven spindle-mounted disc 
Multi-Finishing Wheels—Produce — wheels are excellent for deburring, 
uniform grain finishes on stainless blending, and finishing. Conformable 
steel and other metals. construction leaves a smooth, polished 
finish, even on oddly shaped pieces 
and surfaces. /%4" steel mandrel. a . 
| Unitized Deburring Wheels 
Arbor Abrasive Mfr. Item eesti Co 
Ee : Hole Density Material Grade Max. RPM Model No. Scotch-Brite™ EXL wheels deburr and polish titanium, special alloys, 
eburring Wheels aa o : : : : ‘i : 
in tin Hard (8) Aluminum Oxide Medium 6,000 RPM XL-WL A47R80 composites, and plastics, creating a fine finish. Cool running, clean, 
“Rin tin Hard @ Silicon Carbide Fine 6,000 RPM__——XL-WL__—4ZR64_—|_ and no flying wires. 1" to 3" wheels are used on a straight shaft tool. 
6 in Yin in  Hard(9) Silicon Carbide Fine 6,000 RPM XL-WL 4ZR46 
Tin 1in Hard(8) Aluminum Oxide Medium 6,000 RPM XL-WL 4ZR81 Mounting Max. Mfr. Item 
Tin iin Hard (8) Silicon Carbide Fine 6,000 RPM XL-WL 4ZR65 Dia. W Size —__ Density Abrasive Material Grade RPM Model No. 
Tin 1in  Hard(9) Silicon Carbide —_—Fine 6, 000 RPM XL-WL 4ZR26 XL-UR Series, Edge Deburring and Finishing Wheels 
¥in 3in  Hard(8) Silicon Carbide Fine 4,500 RPM XL-WL 4ZT03 9" 19%," TR Soft (2) Silicon Carbide Fine 22,100 61500099215 4YJY7 
fin 3in Hard(8) Silicon Carbide Fine 4,500 RPM XL-WL 4ZR99 Ha" TR Soft (2) Aluminum Oxide Medium 22,100 61500099231 4YJY9 
Yin 3in Hard(9) Silicon Carbide —_— Fine ~ 4,500 RPM XL-WL 4ZR47 3" 1964" TR Soft (2) Silicon Carbide Fine 15, 100 61500099223 4YJY8 
gin in 3in Hard (8) Aluminum Oxide Medium 4,500 RPM XL-WL 4ZR82 T%q" TR Soft (2) Aluminum Oxide Medium 15,100 61500099249 4YJZ1 
Tin 3in Hard (8) Silicon Carbide Fine 4 500 RPM XL-WL 4ZR66 XL- ca Series, Deburring and Finishing Wheels 
tin 3in Hard(9) SiliconCarbide Fine 4,500 RPM XL-WL 4ZR27 Ag Soft (2) _ Silicon Carbide Fine 30,100 61500057411 4ZR83 
2in  3in  Hard(8) SiliconCarbide Fine 4,500 RPM XL-WL 4ZR67 i: Ye Hard(8) Aluminum Oxide Medium 35,100 61500057841 6RV47_ 
2in 3in  Hard(9) SiliconCarbide Fine 4,500 RPM XL-WL 42R28 il Ye Hard(8) Aluminum Oxide Coarse 35,100 61500057833 4ZR89 
Multi- “Finishing Wheels e ae j i 2" Ya" Soft (2) Silicon Carbide Fine 16,100 61500060266 6RV62 
Tin in Soft (2) Silicon Carbide Coarse 6,000 RPM MU-WL 4ZR70 Ya" Ya" Soft (2) Silicon Carbide Fine 12,100 61500057445 4ZR84 
6in 2in din  Soft(2)  SiliconCarbide Coarse 6,000RPM | MU-WL 4ZR71. a A Soft (2) Aluminum Oxide Medium 12,100 61500079589 4ZT07 
—2in tin Soft(2) Silicon Carbide Medium 6,000RPM MU-WL  4ZR72 Ya x Soft (2) Silicon Carbide Fine 12,100 61500070372 4ZT01 
8in 2in 3in  Soft(2) Silicon Carbide Medium 4,500 RPM MU-WL 4ZR73 3 ¥%' —_— Soft (2) Aluminum Oxide — Medium 12, 100 61500085404 6RW57 
Cut-and-Polish Wheel Y' 3%" Medium (6) Aluminum Oxide Medium 18,100 61500074804 6RW21 
6in 1in 1in Medium (5) Aluminum Oxide Fine 6,000 RPM CP-WL 4ZP96 Zi ye" Hard (8) Aluminum Oxide = Medium 18, 100 61500070406 6RWO5 
Deburring and Finishing Wheel yy" YA" Soft (2) Silicon Carbide Fine 10,000 61500057452 4ZR85 
2in tin —  Soft(2) Aluminum Oxide Medium 12,000 RPM 08834131551 464P89 5 4 A Soft (2) __ Silicon Carbide Fine 5000 61500057726 4ZR88 
3in Yin —  Soft(4) Aluminum Oxide Medium 8,000 RPM 08834131496 464P88 yy" A Soft (2) Silicon Carbide Fine 5000 61500122512 4ZR87 
4in Yin — Soft (4) Aluminum Oxide Medium 6,000 RPM 08834131564 464P90 Mandrel for Scotch-Brite™ Wheels 
5in “in —  Soft(5) Aluminum Oxide Medium 4,000 RPM 08834131570 464P91 For Use with 1 x 1 x 346" Wheels 936 4ZR07 
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ABRASIVES Scan. Order. Done. (= 
Toolroom Grinding, Truing & Dressing Details on page A1. 





y vorron f Vi Toolroom Grinding, Truing & Dressing 
Don’t see what you need online? Call 1-800-GRAINGER (472-4643) for sourcing. 


Vitrified Toolroom Wheels And Segments—WMade from precision-engineered ceramic alumina, aluminum oxide, and silicon carbide materials, 
Norton toolroom wheels can be used in most ferrous and nonferrous MRO, small-job shop, and production operations. An excellent choice for surface 
grinding, tool and cutter grinding, and resharpening applications. 


To see our full selection, go to grainger.com/precisiongrinding. 


Type Grainger.com Category 





Type 1 Straight Straight Grinding Wheels-Type 1 > Type 1 : 
Straight Wheel 


Type 2 Cylinder and Type 35 Plate Mounted Cylinder and Plate Mounted Grinding Wheels 





Type 5 and 7 Recessed Recessed Grinding Wheels 
e6 
Type 6 Straight Cup Straight Cup Grinding Wheels in| "Pp 
Type 11 Flaring Cup Flaring Cup Grinding Wheels 





Type 12 Dish Dish Grinding Wheels-Type 12 Sy... 12 


Grinding 


Grinding Segments Surface Grinding Segments Segments 





SAINT-GOBAIN Vi 


Wheel Dressing—Dressing Sticks and Truing and Dressing Tools are designed to 
clean, shape, and open the face of tool room grinding tools, to help them run true. 


To see our full selection, go to grainger.com/wheeldressing. 
Grainger.com Category Application 


Dressing 


Dressing Sticks Designed for offhand dressing (cleaning, shaping, Sticks 


Or Opening) the face of toolroom grinding wheels. 












; Designed to true (make a wheel round and D - 
Diamond Truing and Dressing Tools run true) and dress (clean, shape, or open the ressing 


wheel face) of toolroom grinding wheels. . “ee | Tool 
Truing Tool " 


Oe EO RA MR COR Regt Me ow me 
ad ow . + 





SAINT-GOBAIN Vi 


Diamond and CBN Toolroom Grinding Wheels—Engineered to tackle your most-challenging 
applications, from grinding hardened steels and superalloys, to finishing materials such as 
glass, ceramics, and tough composites. They meet the stringent requirements of CNC cutting 
tool manufacturing and resharpening applications, including fluting, end fluting, gashing, and OD 
relief. Choose from a wide variety of forms, sizes, grades, and materials to fit your machines and 
meet your specific job requirements. 


To see our full selection, go to grainger.com/diamondcbngrinding. 
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GRAINGER CHOICE® ABRASIVES 
Find the wi. Find Solutions. Find Great Prices. Portable Wheels, Cones & Plugs 





SAINT-GOBAIN 


Rough Portable Wheels, Cones, and Plugs 


Designed for consistent, quality grinding performance in foundries, welding shops, fabrication facilities, steel 
mills, and shipyards. Typical uses include smoothing weld seams, cleaning castings, and preparing surfaces 
for plating or painting. Straight wheels, cones, and plugs are designed for use on horizontal/straight shaft 
grinders. Flaring cup wheels are designed for use on right angle portable cup grinders. 





























No. 3UP16 
WHEEL SPECIFICATION 
ABRASIVE APPLICATION 
57A - Aluminum oxide Good performance on steel, steel alloys, and iron 
57AC - Aluminum oxide/Silicon carbide blend Good performance on dirty, scale-covered steel parts 
AZ - Zirconia alumina/Aluminum oxide blend Better performance on steel, steel alloys, and iron 
NZ - Zirconia alumina Best performance on steel, steel alloys, and iron 
37C - Silicon carbide Formasonryandnonsteel 
BLUEFIRE - Ceramic/Zirconia For steel, iron, and graphite foundry snagging jobs 
Abrasive Abrasive Trade Item 
Wheel Diameter Thickness Arbor Hole Size Material Name Specification Max. RPM No. 
Straight Grinding Wheels 
Type 1 
2 Vain Y in ¥ in Aluminum Oxide Gemini 57A24-R 21,700 RPM 5GC51 
¥ in ¥ in Aluminum Oxide Gemini 57A24-R 18,080 RPM 2D929 
3 in Y in ¥ in Aluminum Oxide Gemini 5/A24-R5B7 12,100 RPM 3UP17 
% in ¥ in Aluminum Oxide Gemini 57A24-P 18,080 RPM 3UP16 
4in Ya in ¥% in Zirconia Alumina BlueFire Bluefire 15,280 RPM 26ZX12 
Gin 1 in % in Aluminum Oxide Gemini 57A16-QS 8,000 RPM 3UP18 No. 6A079 
1 in ¥% in Zirconia Alumina Bluefire 4NZ14-RBSX406 8,000 RPM 22UT41 . 
8 in 1 in ¥ in Zirconia Alumina Bluefire 4NZ14-QBSX406 6,000 RPM 22UT42 
1 in ¥ in Zirconia Alumina Bluefire NZC16-QBSX406 6,000 RPM 22UT43 
Abrasive 
Wheel Back Rim Arbor Trade Item 
Diameter Dia. Thickness Thickness Hole Size Abrasive Material Name Specification Max. RPM No. 
Flaring Cup Grinding Wheels 
Type 11 
3" 2 in Ya" %e'-11 Aluminum Oxide Gemini 57A16-Q 9.070RPM 2D922 
4 in a 2 in Ya" %e'-11 Zirconia Alumina —_Bluefire 4NZ16-QBX406 9,070RPM  15K069 
3 2 in Ya" ¥e'-11 Zirconia Alumina — 4NZ16-QBX406 9,070RPM 22UT39 
34" 2 in ul ¥e'-11 Aluminum Oxide Gemini 57A16-Q 7,260 RPM _ 6A079 
5 in 34" 2 in 1" %e'-11 Zirconia Alumina —__Bluefire 4NZ16-QBX406 7,260RPM _  15K070 
31/6" 2 in 1" ¥e'-11 Zirconia Alumina _Bluefire 4NZ16-QBX406 7,260RPM  15K071 No. 2D921 
43/a" 2 in ihe ¥e'-11 Aluminum Oxide Gemini 57A16-Q 6,000 RPM 15K106 
45/a" 2 in 1%" %e'-11 Aluminum Oxide Gemini 57A16-Q 6,000 RPM __6A081 
43/4" 2 in 1%" %e'-11 Aluminum Oxide Gemini 57AC16-Q 6,000 RPM 2D932 
45/a" 2 in 1%," %e'-11 Silicon Carbide Gemini 37C016-P 6,000 RPM  5A879 
49/a" 2 in 1%" ¥e"-11 Zirconia Alumina _Bluefire NZC16-QBX406 6,000RPM  15K072 
45/4" 2 in Y" %e'-11 Zirconia Alumina — 4NZ16-QBX406 6,000RPM 22UT40 
6 in 43/a" 2 in 1%" %e'-11 Zirconia Alumina —_ BlueFire 4NZ14-R 6,000 RPM 26ZW99 
4136" 2 in 1%" ¥e'-11 Aluminum Oxide Gemini 57A16-Q 6,000 RPM 15K102 
41346" 2 in 1%" ¥e'-11 Aluminum Oxide Gemini 57AC16-Q 6,000 RPM _15K103 
413/16" 2 in 1%" ¥e"-11 Zirconia Alumina _Bluefire NZC16-QBX406 6,000RPM  15K074 
41346" 2 in 1 ¥e'-11 Zirconia Alumina __Bluefire 4NZ16-QBX406 6,000RPM  15K073 
413/46" 2 in 1%" %e'-11 Zirconia Alumina —__ BlueFire 4NZ14-R 6,000 RPM 26ZX03 
413/46" 2 in 1%" ¥e'-11 Zirconia Alumina _—_BlueFire = 4NZ16-QBX406 6,000RPM 26ZX13 
Abrasive Arbor Trade Item 
Wheel Diameter Thickness Hole Size Abrasive Material Name Specification Max. RPM No. No. 2D916 
Grinding Cones . 
Type 16 
2 V2" ¥e'-11 Zirconia Alumina BlueFire AZ16-R 13,195 RPM 26ZX07 
a ¥e'-24 Zirconia Alumina BlueFire AZ24-R 24,190 RPM 26ZX04 
a. ¥'-11 Zirconia Alumina BlueFire AZ20-R 24,190 RPM 26ZX05 
— Oo ¥e'-11 Zirconia Alumina BlueFire AZ20-R 18,145 RPM 26ZX06 
a ¥e'-24 Aluminum Oxide Gemini 57A24-R 20,735 RPM 15K107 . c z 
ca ¥e'-11 Zirconia Alumina NZ Plus NZ20-R 24,190 RPM 15K108 Type 1 Type 11 
a ¥e'-11 Zirconia Alumina NZ Plus NZ20-R 18,145 RPM 15K109 Flaring Cup 
1 Yin 2 V2" ¥e'-24 Aluminum Oxide Gemini 5/A24-R 24,190 RPM 1PYL1 
1 in a: ¥e'-24 Aluminum Oxide Gemini 57A24-R 36,290 RPM 2D920 
1 Yin a %e'-11 Aluminum Oxide Gemini 57A24-R 24,190 RPM 2D917 
1% in ci ¥'-11 Aluminum Oxide Gemini 57A24-R 20,740 RPM 2D919 
2 ¥%4 in 3" ¥e'-11 Aluminum Oxide Gemini 57A24-R 13,195 RPM 1PYA3 
Type 17 (Square Tip) i) 
1 Yin a ¥e'-24 Aluminum Oxide Gemini 57A24-R 24,190 RPM 20921 
2 in a ¥e'-11 Aluminum Oxide Gemini 57A24-R 18,145 RPM 1PYL8 
Type 17R (Round Tip) 
— oh ¥e"-11 Zirconia Alumina BlueFire AZ20-R 18,145 RPM 26ZX14 
Grinding Plugs Type 17 
Type 18 (Square Tip) Cones 
2¥" ¥e"-11 Zirconia Alumina BlueFire AZ20-R 24,190 RPM 26ZX01 
2 V2" %'-11 Aluminum Oxide Gemini 57A24-R 24,190 RPM 15K110 
— oh ¥e'-11 Zirconia Alumina BlueFire AZ20-R 24,190 RPM 26ZX08 
cd %e'-11 Zirconia Alumina BlueFire AZ20-R 18,145 RPM 26ZX09 
oh %e'-11 Zirconia Alumina BlueFire AZ24-R 18,145 RPM 26ZX10 
2¥" ¥e'-24 Aluminum Oxide Gemini 57A24-R 24,190 RPM 3UP14 
1 Yin 2¥2" %e'-11 Zirconia Alumina NZ Plus NZ20-R 24,190 RPM 1PYL9 )) 
oh ¥e'-11 Aluminum Oxide Gemini 57A24-R 24,190 RPM 20918 
9 in a ¥e'-11 Aluminum Oxide Gemini 57A24-R 18,145 RPM 1PYN4 
ch %e'-11 Zirconia Alumina NZ Plus NZ20-R 18,145 RPM 1PYN5 
Type 18R (Round Tip) 
= 11 Zirconia Alumina BlueFire AZ20-R 18,145 RPM __26ZX02 type 1¢ type TGFs 
1 vin 3 ¥e'-24 Aluminum Oxide Gemini 57A24-R 24,190 RPM 1PYN8 Plugs Plugs 
2 in a ¥e'-11 Aluminum Oxide Gemini 57A24-R 18,145 RPM 2D916 
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ABRASIVES Scan. Order. Done. 
Mounted Points Details on page Al. 
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i iit test 


B52 B52 B53 B54 B55 B81 B91 B96 B97 B98 B121 B1i22 B123 B131 B132 B1i33 B135 





H * GRAINGER 
Mounted Points LEG APPROVED 
= Use on die or in-line/straight shaft grinders Gemini® Vitrified—Aluminum oxide abrasive 38A in a vitrified bond. 


a 1 il 
Max. RPM based on “2° overhang Cotton Fiber—ldeal for blending and finishing parts without changing part 








Quantum® Vitrified—Best for high-volume operation. Ceramic alumina geometry. Aluminum oxide abrasive. 
abrasive. Charger® Resin—Made of self-sharpening zirconia alumina abrasive. 

No. of Spindle Item Thick- Spindle Max. Item 
Pieces Dia. Includes Brand No. Shape Dia. ness Dia. RPM _ Grit No. 
Vitrified Mounted Point Kits Wiss vi %"  % 46 60 20873 

A (5) B42, B52, B97, B131, B122, W154, W164, W185, W215, and W163 Norton 2LRJ9 Wi70 Ye ~~ ~+53~~<60 ~-2D875 
50 A (5) At, A5, Att, A21, A23, A26, A36, A39, W242, W220 A80-HBF3 Norton 4DDV5 Wis % % “54 60 2D876 
iA (5) At, AS, ATT, A23, A21, A26, A36, A39, W242, and W220 Norton 2LRJ8 Wi7e % %  % 45 60 4F781 
iA (5) B42, B52, B97, B122, B131, W154, W164, W185, W215, W163 A80-HBF3 Norton  4DDV6 wi i a mt iA 34.60 20877 
Thick- Spindle Max. Item Thick- Spindle Max. Item / a ; g 26 60 20878 
Shape Dia. ness_ Dia. RPM _ Grit No. Shape Dia. ness_ Dia. RPM _ Grit No. W189 Le, Le, Zs 39 60 2LRK3 
Quantum® Vitrified Mounted Points A26. % Ball 4" 61 60 20828 Wigs 4 &, fs, 39 60 AF782 
Norton Ast 1% «ST A 28 60 F771 Wilco 4 Zs o1 60 20880 
At s/n 20 80 15K091 A384. 1%" OCS 25 60 20830 Wigs ZT 30 60 _ 2882 
All e Yj 20 80 15K092 A360. 1% A 24 60 20831 Wigs oa uh 24 60 20883 
Al? We 1v" Vs" 48 60 15K075 A3/1va" Ss" A 31 60 20832 W126 7s cid is 39 60 20885 
At 85 8015 KO94 Ass" T8580 CAFIB A a eS | 17 
A23 Yt 898059 A397 802883 Weg  —F —_——__ ot treo 
Ao 86 80 TKOTE A4Q "602834 —— — 
A264" STS «SKS Bat OSC BBG eS | aa 5 MN 8 
A386 1%" "a8 5KO9G B42 84 G0 «2836 CE a ae: ae aa a | 2) 
Asg 8580 BKOTT B43" He’ BT CGC 837 i sa eee 1 2 
A395" Va 7 80_—“15KO7 B44 a" BSCSSCSC«O BBB a aS aa S| 
B42" "8480182 B45 e's’ SC 104 G02 839 ee 
Bode SSS 4B «TSKOBS B46" Oe’ SCS SC*dTOS ~~ =« BAO a 
B97" HT 105 80ST KOBA Bote" GOK 14 5 a 7 2 
Bi22 eC BK BG Boo AS GO LRK2 ee — 
Bist 85 80 15KOB5 B52 G0 CAFTA CE 7 a 7 a 
Wi54 es" 718015 KO87 B20 1K re 
wie4 "Hs" 46 8015 KBB B53 Me SCBCD BT CE a aS a aS a | Ti 
Wiss "es" 358015 K089 Bogs TR B08 ee 
wis9 "os" 248015 K078 Bobs 105 GOS CE a a ie 
W208. "SS S”S*=«S’S*~*«i:S*~*«OS*«S KOT Bat "SC e’—SSC«‘SC*~*«*S 6020846 We4e T 4 19 60 20906 
al 5 r a i 38 30 TSROSD Bod ye aa 7" 35 60 20848 cotton Fiber Mounted Points 
1 5 BOG. ve" vs" ~~S~S~SC«dTOS~SCOOSSCd BH 
W236. 1%" 7" VA 25 80 15K081 B96." A %" 105 90  15K116 W163 4 A A, 60 80 _2LRK4 
Gemini® Vitrified Mounted Points Bo7 i" ve" 105 60 2D850 W220 “26 80 2 LAK 
Norton BO8 Yo" Wh 7; 105 60 20853 piarger” Resin Mounted Points 
Ai" -2ve" Vs" —-20~—-36~S=SF758 Bi2t "Ball % 45 60 15K117 orton 
Al s/s 20 60 4F759 Bi22  %" Ball 62 60 20856 Al i 1 a 7 20 30__SUN98 
A2 ib A VA 38 60 15K113 B22." ~~~ -wall sv" 62 90 15K118 A3 a: a Zs 16 30 SUNS 9 
A3 a </ n /y 16 36 4F760 B123. “Ye Ball %" 104. ~~~-60 20857 AS es Ve 2 45 30__ SUN60 
A3 Tt — we _ ve 16 60 4F761 Bi24.%" Ball %" 105.90 15K119 Alte a is 20 30S UN61 
Vs 1s b/s rr} 60 2D821 Bist 4 vw Ye 35 60 2D859 Wiese oe —h,-—4 30__SUN62 
AD [nn ZY 45 60 20822 B132. 4" A A 45 60 20860 W207 A A 24 30 __3UN64 
AS Te a4 86 F762 Biss HCA 28 a TS A [: [1 
A 20602823 Bisd eT BD GOST Weed tt GEOG 
Att" "2086 «F768 Biss" OSC SSC BG a 
Ai2. ‘He ive" vi" 48 ~—S«36~S*«MF 784 Wi44 "OHS SCS BG Weee |e MA 16 30 SUNG 
Ai2 ‘cs’ 1% Ve" 48 60 4F765 Wi45. ve"  %  % 105 60 2D866 Aluminum Oxide Mounted Points 
Ai3._1%" 1% vs 34 60 4F766 Wi46 4% % ve 105 60 2D867 GA — 
Ata te" "Vs S* SCAG? Wi52 Ye" se 1050 —« BEB cE Se ER RH 
Ais vi" TV" a3 802A Wi53 es“ BSCS 8G a a as 
At i 85802825 Wi54 ene 71602870 ee 
A23 Yr 89802826 Wieo 4" a" Ve" 8160780 i a a ae, ie a 
A248 Vs 77602827 Wie2 "He B80 ee 
A251" Ball iY 36 60 4F769 Wi6s. uw +" +e 60 60 2D872 Bi22 # 2 2/7 60 ATTN 
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ABRASIVES 


GRAINGER CHOICE’ a 
Sharpening Files & Stones 


Find the why. Find Solutions. Find Great Prices. 





Abrasive Sharpening Square File Triangular File Round File 
Files and Stones 
Crystolon—Fast-cutting silicon carbide abrasive. . a = 


Diamond—Diamond abrasive is nickel-bonded 
to solid steel. 


Hard Arkansas—Natural novaculite abrasive 





File Grit Benchstone Benchstone Knife Stone 
India—Smooth-cutting aluminum oxide abrasive. 

Item Item 

Description Grade L H No. Description Grade L H No. 
Crystolon/India Stone Seventh Fine 4 Y," 1RDD9 
Combination Grit Benchstone Medium/Fine 6" ili 1RDG4 Medium 4’ Y" 1RDE1 
Crystolon File Silversmith, Tapered Medium 4 Ya 1RDD8 
pet , Coarse 14" — 1RCZ7/ woarse is ie ned 

rystolon Stones ine : 4" 4 
Coarse/Fine 4" — 1RDG9 Fine 4’ Ys" 4B109 
paalse, Fine 4" yf" 1 RDG! rine ‘ a oa 

oarse/Fine a Yq" 1RDG5 ine " 

Combination Grit Benchstone Coarse/Fine 6" I: 6A434 Fine 6" ¥" 4B111 
Coarse/Fine 8 ill 6A435 alate Fine 6" il 4B113 
goalse! Fine 12. WA 1RDH1 q Medium i ne ot 

oarse/Fine WY 1RDH3 edium ; 8" 4 

Machine Knife Coarse/Fine 4" 17" 4B126 Medium 4' Ya 6A443 

Round Edge Slip Fine Ay" V2" 4B125 Medium 6" Ya" 6A444 

Rubbing Brick Coarse oi 2 1RDE4 Medium 6 ae 4B112 

Rubbing Brick, Fluted waarse e «. ae yoga > i 1ROW? 

ine : | 4 edium : : 

Single Grit Benchstone Medium ru A ADDT3 Fine ri A {KYE9 

Utility Coarse/Fine 1434" — 1RCZ5 Fine 4" 3" 6A447 

5 Medium 1453/4" — 1RCZ2 ; , a Fine e. swiss 

Diamond Stone riangle edium : 4 

Single an Benchstone Super Fine 6" Va" 1RDA8 yogi rt e ae 

Economy Stones edium d 2" 

Coarse/Fine 6" y4" 1RDF5 Medium 6" YA" 1KYE7 

Combination Grit Coarse/Fine 8" ¥4" 1RDF8 India Stones 
Coarse/Fine 8 ill 1RDF4 Coarse/Extra Fine 6" il 4F756 

Hard Arkansas Files = Coarse/Fine a 7% TRDG6 

Kite Blade uit Fine 3 a {ROG Combination Grit Benchstone  —goareeree 3 i BASE 

Pointed Ultra Fine 3. is apes poatse Fine ay T" PEE 

Round Ultra Fine 3 4. oarse/Fine Ay — 

Ultra Fine o. Va 1RCX6 Gouge Fine 6" — 1RCY1 

Square Ultra Fine ey ¥p" 1RCX4 Fine ay Ye IRCY5 

Use ———¢ np Pane —— oe 
Ultra Fine 3 4" edium : 4" 
Triangle Ultra Fine 3 A TRCWS Medium LA we RCY9 
Hard Arkansas Stones WTE : y TFND aut a i ! RDre 
; tra Fine E 8" 1 ; edium ‘ : 
Penknife Benchstone Ultra Fine ry 7" {RDB7 Round Edge Slip Medium qv" 17; {RDES 
Round Edge Slip Ultra Fine 4" Ye 6A452 Medium Ay," 134" 1RDE8 
me Fine 4" th 1RDB5 rine fe a TROBE 
; F ltra Fine 6" 9" 4B106 ine i " 5 
ltra Fine 8 Sq" RDA2 ine i " 

India/Hard Arkansas File Set Single Grit Benchstone Fine 8 1" 6A439 

10-Piece Fine/Ultra Fine — — 4B124 Medium 4' Yq 1RDD3 

mila Biles j y Btt6 Medium 3 * GAA38 
ine : g" 4 edium : " 

Half Round Fine 4" Vp" 4B118 Medium 8" 1" 6A440 

Medium 4" Ye" 4B117 Sickle and Scythe Stone 
Medium 4" Ya" 4B119 Rectangular Coarse 10" ya 1RCZ9 
Knife Blade Fine 4" Yar 6A450 Waterstones 
Medium a a 6A451 Course/Fine 8 1" 1KYB9 
Pointed oedea 8, RDES Combination Grit Tea 3" 1" 1KYB8 
Fine . os 4B120 rineyextra Fine 8" i Reo 
Fine ; ¥g" 4B121 oarse 8" " 
Fine 4" Yo" 4B122 Ultra Fine 8" 1" 1KYC7 

Round Medium ry A 6A448 Single Grit Ultra Fie 8 r TKyC2 

Medium 4" ¥g" 6A449 ery Fine : " 4 
Medium 4" Yo 4B123 :; ,; Coarse/Fine/Extra 
Round, Tapered Medium a" er {RDES Single Grit, Pk. of 4 Fine/Ultra Fine = 1KYD2 


SAINT-GOBAIN 


Abrasive Sharpening 


Stone Kits 


No. 2KMV7 sharpens woodworking tools. 


No. 


No. 2KMV8 is used for deburring, chamfering, 
radiusing, and fitting delicate metal parts. 


2KMV8 





No. of Mfr. Item 
Pieces ble Vinyl Roll with (1) A Bit S (6) C oor Sie (2) D d, (1) G (2) Knife Blade, (6) Round Ed mate! in 
Durable Vinyl Roll wit uger Bit Stone, arving Tool Slip, lamond, ouge, nife Blade, ound Edge 
27 Slip, (1) Round, (1) Round Tapered, (2) Square, (2) Taper Shape, (1) Taper Triangular and (2) Triangular Files 61463654521 2KMV7 
35 Durable Vinyl Roll with (1) Auger Bit Stone, (3) Benchstone, (1) Bevel, (2) Diamond, (1) Flat, (1) Half Round, (1) India Point, (2) Knife Blade, (1) Oval, (1) Penknife, 61463686841 2KMV8 
(1) Pointed, (1) Reamer Stone, (2) Round Edge Slip, (5) Round, (8) Silversmith, (2) Square, (1) Taper Round, (1) Taper Triangle, and (2) Triangular Files 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2393 


ABRASIVES 
Wire Wheels & Brushes 


Scan. Order. Done. 
Details on page A1. 


The Operational Advantages of Power Brushes 


THEY DON'T REMOVE BASE MATERIAL 


The impact action of the wire tips of a rotating 
brush behave in the same manner as the media 
in a blasting operation and they have the same 


ability to separate surface contaminants without 
damaging the substrate. 

Its compliant nature makes it an excellent 
choice for removing burrs and blending sharp 


NON-LOADING 
Unlike bonded, coated, and non-woven abrasive 


products, power brushes will not load when used on 


softer materials or when removing paint or similar 
coatings from a harder surface. Because a power 


brush consists of a collection of individual wire fila- 


ments, there is no place for debris to accumulate 
and prevent the sharp wire tips from striking the 


SELF-SHARPENING 


As a power brush is used, the wire tips will natu- 
rally tend to wear to a point due to contact with 
the working surface. It is possible to take advan- 
tage of this self-sharpening action by periodically 
switching the mounting position of wheel brushes 
to maintain their speed and effectiveness. 


edges without changing overall part dimensions work. 


after sawing, cutting, grinding, and machining 
operations. 

















Brush Wire Trim = Max. Item 
Dia. Dia. Arbor Hole SizeLength RPM Brand _ No. 
Stainless Steel 
2%" 0.020" —%'-11 1" 14,000 Weiler 1PAJ6 
Fen fe cea canner 3%" 0.023" —%"-11 7%" 13,000 Weiler 1PAJ8 
WEILER APPROVED » 0.014" —%"-11 1¥%" 10,200 Weiler 1PAK2 
4" 0.023" 4-11 1V%" 10,200 Weiler 1PAH5 
= Knotted Wire Wheels 
Arbor-Mount Grinder Carbon Steel 
= ' 3" 0.014" yy ¥3' 25,000 GA 443M74 
Wire Brushes Crimped Wi Twist Wi 4¥5" 0.020" i" {" 15,000 Weiler 6JXE9 
= . pages tia Poa lapeet 6" 0.020"  %-11. +1” 12500 GA  443N31 
All brushes are made with high-tensile, heat-treated P Stainless Steel 
carbon steel wire, except where otherwise specified. a 00 ___ ea) Neel _ 
4%" 0.014" He 1" 15,000 Weiler 6JXE7 
Crimped Wire Cup—Greater brushing flexibility for Steal Ae va NOG "Gas 
‘ . oe . 8 8 ; 
larger, flat surfaces and relatively fine finish. Stringer Bead Wheel 
. ‘ ‘ Carbon Steel 
Knot Wire Cup—For tight operations, corners and 0.020" A 7 20,000 Weiler 5HD69 
angle welds, curved surfaces, and pipe bevel clean- gr 0.020" ye" % 20,000 Weiler 3AC21 
ing. Double-row brush is for aggressive action in nent eee - ae ere wee 
severe applications. a a aa ‘5000 Wella EIKHE 
i . : i A . " 5/." 7A" 
Twist Wire Wheel—For broader cleaning coverage, Knotted Wire euringer Bone Twist 2 oan Woe Shee 
deburring, edge blending, and finishing. 3" wheels eee eee gr 0.023" 56" 1V° 12,500 Weiler 3H503 
are used on straight grinders; 4" wheels are used Brush Wire Trim Max. Item 0.023" ¥e" 1%" 12,500 Weiler 5X890 
; ; | Dia. Dia. Arbor Hole SizeLength RPM Brand _ No. 0.023" 57," 1%" 9000 Weiler 3A200 
on bench and right angle grinders. Stainless steel 0.008" y 1%6" 6000 GA 443M95 Stainless Steel 
sire allenic ctale: and niniceersCe 0.009" a 1%s' 6000 GA _443M93 4" 0.020" i 7% 20,000 Weiler 3H609 
y 0.012 7% i iw 6000 oh an 0.020" M10x1.25mm 7%" 20,000 Weiler 3H607 
j 012" : : 44 i D 5 7A 
Knot Wire Wheel—Saucer-shaped radial wheels gr 0.014 A We 6000. GA 443M45 2 on a on el nee me 
provide heavy-duty brushing and material removal, 0.014" yf 1v" 6000 GA _443M58 6%" 0.020" Ye 1¥%" 20,000 Weiler 3H525 
and still maintain some flexibility for cleaning filet aoe i000 GA ASG ena tg nts 
: : : ? : arbon stee 
welds and reaching into corners. Use with right 0.0147 1%" 4500 GA _443N51 3 0.012" Ye 20,000 Weiler 6JXC4 
angle grinders. are ie pa ane a ae 0.014" y," %" 20,000 Weiler 3A198 
014" g" ‘6 0.014" a Ys 20,000 GA 443N60 
Stringer Bead Twist Wheel—Narrow brush face 0.014" z 1%" 6000 GA 443N11 0.014" a Zs’ 12,500 Weiler 3A199 
, = » 0.014" ' 1%6' 6000 GA 443M78 0.014" ye" 7% 20,000 Weiler 6JXH3 
for stringer weld, piping, pipe grooves, and other T oa on i%e 6000 GA aa Mae D0T4' vA 700.000 GA A43NO6 
hard-to-reach areas. Stainless steel brushes are 0.008" " 1%" 4500. GA  443M21 0.020" %"-24 7 20,000 GA 443N78 
recommended for aluminum, nonferrous alloyed 0.014 # ry 6000 GA 4aaMit 0.020" a 7% 20,000 Weiler 3AC16 
metals, and stainless steel. : 4 " " 5 44 4 " 0.020" YA" Us 20,000 Weiler 6JXC7 
8" 0.014" 2 1% 4500 GA 443N10 *" 0.020" %"-11 7s’ 20,000 Weiler 3AC17 
Brush Wire Trim = Max. Item 0.014" 2 1%" 4500 GA 443M42 0.020" —-%'-11 7 20,000 GA 443M01 
Dia. Dia. Arbor Hole SizeLength RPM Brand _ No. 0.014" 2 1%" 4500 GA 443N83 0.020" ¥"-11 %" 20,000 GA 443M07 
Crimped Wire Cup 0.014" 2 1%" 4500 GA 443P26 0.020" ¥"-11 7s’ 20,000 GA 443M12 
Carbon Steel 0.012" 2 2" 3600 GA 443N62 0.020" M10x1.25mm %" 20,000 Weiler 3AC14 
2¥%s' 0.020"  %'-24 1" 14,000 Weiler 5HD66 0.014" Ya 2" 4000 GA  443N01 0.020" M10x1.25mm %" 20,000 GA 443N64 
0.014" %'-24 1" 14,000 Weiler 5HD67 yor 0.014" = 2" 3600 GA 443M94 0.020" M10x1.50mm %" 20,000 Weiler 3AC15 
0.014" 4-13 1" 14,000 Weiler 3AC12 0.014" 2 2" 4000 GA 443N89 5" 0.020" %-11 7% 12,500 GA 443M53 
0.014" -11 1" 14,000 Weiler 3AC13 0.014" 2 1%" 4000 GA 443N45 0.014" 5 1Vs" 12.500 Weiler 4F718 
0.014" M10x1.25mm 1" 14,000 Weiler 3AC10 0.020" 2 2° 3600 GA 443N43 0.014" 5, 1v%" 9000 GA 443M71 
0.014" %-11 7 12,000 Weiler 6JXE3 Stainless Steel 0.020" %"-11 1" 12,500 GA 443P12 
0.014" -11 1%" 10,200 Weiler 4F715 3" 0.014" Ai 1" 20,000 GA 443M70 6" 0.020" 5, 1v%" 9000 GA 443N70 
0.020" 11 1%" 10,200 Weiler 5X893 gr 0.012" a 1% 6000 GA 443N03 0.023" 55 1%" 12,500 Weiler 6JXC5 
0.020"  —- %-11 1¥%" 9000 Weiler 4F716 0.012" i 1%6' 4500 GA 443N16 0.023" ¥, 1%" 12,500 Weiler 6JXC8 
0.014" -11 1¥%" 6600 Weiler 4F717 8" 0.012" 2' 1%" 4500 GA 443P44 0.023" 7 1%" 4500 Weiler 3H467 
0.020" —- %-11 1%" 6600 Weiler 5X894 Knotted Wire Cup 7’ 0.020" %"-11 1%" 9000 GA 443M62 
Stainless Steel Carbon Steel 3" 0.020" Ye" 1%" 8500 GA 443M73 
3%" 0.014" 11 7% 12,000 Weiler 1PAJ9 0.014" 4-11 1" 14,000 Weiler 6JXD9 0.023" 5 1%' 6000 Weiler 6JXD2 
4" 0.020" %-11 1%" 10,200 Weiler 1PAK1 oxy 0.020" %"-13 1" 14,000 Weiler 3AC08 Stainless Steel 
Crimped Wire Wheels 0.020" %"-11 1" 14,000 Weiler 3AC09 3 0.014" Yn" %" 20,000 Weiler 4F723 
Carbon Steel 0.020" M10x1.25mm 1° 14,000 Weiler 3AC06 0.014" i 7° 20,000 Weiler 4F724 
2" 0.014" Ai %" 20,000 GA 443N44 aye 0.014" 4-11 1V%" 9000 Weiler 2FZ16 0.014" &"-11 7% 20,000 GA 443M25 
gr 0.014" Ai 1" 20,000 GA 443M47 0.023" '-11 7 13,000 Weiler 1PAJ7 4" 0.020" H' 7% 20,000 Weiler 5HD68 
0.014" Ai 1" 20,000 GA 443N32 gr 0.014" #11 1%" 10,200 Weiler 4F713 0.020" —-%'-11 7% 20,000 GA 443M29 
0.008" yy" 7% 12,500 GA 443P16 0.023" %-11 1%" 10,200 Weiler 5X891 0.020" %'-11 7 20,000 GA 443M48 
0.008" yy 7 6000 GA 443N71 5" 0.023" —-%"-11 1%" 7000 Weiler 4F714 5" 0.020" %-11 1" 12500 GA 443M82 
gr 0.012" Ai 7% 12,500 GA 443P06 0.014" %"-11 1%" 6600 Weiler 3H593 gr 0.016" yf, 1%" 12,500 Weiler 4F719 
0.012" 7 7% 6000 GA 443P11 g 0.023" 4-11 1%" 6600 Weiler 5X892 0.020" %'-11 1Vs" 12.500 GA 443N41 
0.014" A 7 6000 GA 443M81 0.023" %"-11 1%" 6600 Weiler 2FZ15 * 8" 0.023" ¥," 1%" 12,500 Weiler 1PAH8 
0.014" yy" 7 6000 GA 443N55 0.035" %"-11 1%" 6600 Weiler 6JXD5 * Double Row Cup 


2394 GRAINGER. 


ITT 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE° ABRASIVES 
Find the yf. Find Solutions. Find Great Prices. Wire Wheels & Brushes 


Find more Power Brushes at grainger.com/powerbrushes 















Item 
Brush Dia. Face Width Wire Dia. Arbor Hole Size Max. RPM No. 
Carbon Steel 
Medium Brush Face 
6" a 0.014" He 12,500 4F721 
il 0.014" oy 6000 3A196 
7' Va 0.014" a 6000 5Y001 
8" ih 0.014" py 20,000 3A197 
1% 0.014" vy 4500 5Y010 
10" 1%" 0.012" by 4500 5Y008 
TH 0.020 oy 12,500 3H483 
Narrow Brush Face 
Ai 0.008" A 12,500 3A194 
Ai 0.012" Ai 12,500 3H439 i 
4" - - 7 H me 
Z EOE z 20,000 oxeel Medium Brush Face Wide Brush Face 
% 0.014 Y, 20,000 6JXE1 
ai 0.012" 5 12,500 3A195 No. 3A196 No. 5X888 
6" y,' 0.006" a 12,500 5X885 rr 
ii 0.014" if 12,500 5X886 (WEILER 
8' yj" 0.014" a 6000 5X887 7 a 
fh vs 0.01 La 4500 ____syo05_- Arbor-Mount Crimped Wire Wheels 
Wide Brush Face 7 saiF 5 60g — For cleaning rust, scale, dirt, and paint; deburring; edge blending; roughening 
u 8 ; 8 en eign eaitee j 
6 WA 0.014" 5" 12.500 5X888 for adhesion; flash removal of rubber and plastic; finishing for appearance; and 
ia Zs 0.014" ye 9000 5Y002 finish preparation prior to painting or plating. 
8' 1%" 0.014" by 6000 5X889 
10" 154" 0.014" 2" 4500 3H471 Narrow Brush Face—Produces flexible brushing action; conforms to uneven 
samess Steel os surfaces or irregular shapes. 4" wheels are used on straight grinders. 
a ts 0.012" 2" 20,000 2FX91 Medium Brush Face—Greater fill density creates more aggressive brushing 
Narrow Brush Face : 
4" Be 0.006" Be 20,000 6JXC1 action. 
¥4" " 5/2" 7 . : tos eaeae 
Wide ash Face as ooN2 12900 ar 720 Wide Brush Face—Heavy fill density creates minimal flexibility. Fast aggres- 
6' 1V%4" 0.006" 2 12,500 6JXC3 sive cutting covers more surface area in a single pass. 
Polyflex® Encapsulated 
No. 3A190 
Small-Diameter Wire Wheel Brushes aly 
Use for burr removal in slots and narrow confined areas, rust removal, G 
surface refinement and juncture blending, weld scale removal, and flash (WEILER 
removal of rubber or plastic. . 
Arbor Mfr. Item Brush Assortment K Its . 
Brush Dia. Hole Size ShankSize Face Width Wire Dia. Model No. Utility—Starter kit for use on die grinders, air tools, and electric and pneumatic 
camped ee Wheel, Arbor-Mount drills. Components fit on all Y%" and higher arbor size chucks. Ideal for deburring 
arpon stee : 
1 vA = ii 0.010" 96306 OFI25 and smoothing metal surfaces. 
" Yn" = ¥o" 7 = os P : " " inl 1 i j 
2 a — ee are aoe eg Mini Grinder—Starter kit for 412" and 5" mini right angle grinders. Fits all 
: ye = a 0.014" 90114 3A193 0/8-11 threaded arbors. Use for deburring, deflashing, and removing rust, paint, 
Stainless Steel and corrosion. Abrasive flap disc is used for grinding and finishing in one step. 
a Ai = a 0.014" 96135 3H679 
Polyflex® Encapsulated Crimped Wire Wheel, Arbor-Mount 2 Mfr. Item 
Carbon Steel Description W-NSAH STK Includes Wan Model No. 
i i = VA i ; ‘ai r. No. “ Knotte eel with %-11 Arbor, 
= ei i ia a a 3-Pc. Mini Mfr. No. 50519 414" 60 Grit Flap Disc and Mfr. No. 97417 4KY54 
3 ~ = % 0.014 90110 3A191 Grinder 
3 lated Gilmped Wire Wheel. Stem-™ 13286 254" Knotted Cup with 9-11 Arbor 
ar SISEIE EGS SS Ee sie LIne AAOUNT Mir. No, 17615 3' Stem-Mounted Wire Wheel Brush, Mfr 
‘ii No. 16973 3" Stainless Steel Brush, Mfr. No. 077 " 
2" — A Vi 0.012" 96146 3701 5-Pe. Utility Dia’ vs" Shaft Arbor, Mfr. No. 14301 134° Stem-Mounted 9/418 4KY53 
3 — Ya" Ya" 0.012" 90119 3A206 Cup, and Mfr. No. 10008 34" Crimped Wire End Brush 
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ABRASIVES 
Wire Wheels & Brushes 


Find more Power Brushes at grainger.com/powerbrushes 





SAINT-GOBAIN 


Wire Brushes 


Crimped Wire Brushes offer high brushing flex- 
ibility for light- to medium-duty brushing on flat or 
irregular surfaces. Knotted Wire Brushes have a 
more-rigid construction for use on more-demanding 
cutting and cleaning applications. 

Carbon Steel can be used on carbon steel, iron, 
and wood surfaces. 


End Brushes—Use with CNC machines, robotic, die 
grinders, and drill presses to clean and deburr recessed 
areas or inside diameters of tubes and pipes. Can also 
be used for rubber and plastic flash removal, paint and 
rust removal, and mold and tool polishing. 


Stainless Steel can be used on aluminum, brass, 
copper, stainless steel and wood surfaces. 


Abrasive Nylon can be used on most surfaces. 


Cup Brushes—uUse with a right-angle grinder to 

remove rust, paint, scale, and concrete. Especially 
good on large surfaces, corners, recesses, and in 

other hard-to-reach areas. 


Wire Wheel Brushes—Use with a variety of machines 
for tough, aggressive surface cleaning applications. 
Leave a rougher finish. 

















Abrasive Bristle Abrasive Bristle 
Brush Mounting Arbor Shank Wire Trim Item Brush Mounting Arbor Shank Wire Trim Item 
Bristle Type __ Dia. Type Hole Size Type Dia. Length No. Bristle Type _Dia. Type Hole Size Type Dia. Length No. 
Cup Brush Va" Shank — Ys" 0.020" 1" —416M09 
Carbon Steel Va" Shank — Ys" 0.020" 1" 416M02 
1%" ‘Shank — Yar 0.006" "A677 tay Wire —2. Shank — Ys" 0.006" 1%" 416M31 
134" Shank — Ye" 0.012" 4"  416M48 T" Shank — Ye" 0.010" 1%" 416M83 
244" Shank — Ys" 0.014" 5%" «4 16M66 i Shank — Ye 0.014" 1" ——« 41646 
Crimped Wire 2%" ArborHole _%'"-11 — 0.014" 1" ~—«416M61 iu Shank — yy" 0.020" 1" —416L90 
3" ArborHole _%4"-11 — 0.014" 16" —416L82 ‘Wire Wheel Brush 
4" ArborHole ‘%-11 — 0.014" 1%" 416M07 Abrasive Nylon 
5" ArborHole _%4"-11 —~ 0.014" 1%" 416M06 Knotted Wire 3" Arbor Hole Fe —~ 3.000" %e" 416N11 
27s ArborHole %'-11 — 0.014" *%' 416M65 — Carbon Steel 
27s Arbor Hole _%"-11 —~ 0.020" —%" ~—-416M63 Arbor Hole ce" —~ 0.008" —%e' 41695 
3" ArborHole _%"-11 —~ 0.020" —%" —‘416L83 WA Shank — 7 0.008" %  416M33 
Knotted Wire 3" ArborHole "ye *, 0.020" 7%"  416M19 Ve, shank = not a 
3%" ArborHole _%'-11 — 0.020" 1%" _416N27 a Shank — Ys" 0.008" Ac’ 41644 
4" Arbor Hole _%4"-11 — 0.020" 1%" 416193 Z Shank — Ye. 0.014" Ae" 416M42 
"Arbor Hole _%'-11 0.020" 1%" 416M03 2" Shank — Ye" 0.020" Ae" 41645 
Stainless Steel 22" Shank — Ya" 0.008" ‘%e 416M64 
Crimped Wire 2" Shank — Ye 0.010%" 416M37 24%" Shank — Ye" 0.014" 6" 416M47 
Knotted Wire —224Atbor Hole 54"-17 — 0.014" % ~—«416M28 cl Shank — Ys" 0.008" %4" 4 16N06 
3" Arbor Hole 4-11 —~ 0.020" %" ~—‘416L88 ; ; 3" Shank — Ye 0.014" 4" 416M27 
End Brush Crimped Wire —3 Shank — Ys" 0.014" "4 16M52 
Carbon Steel a Shank — Ya" 0.020" % 416N10 
ye Shank — ys - 0.006" 1"  416N50 4" Shank — Ys _0.014" 1" ~—« 416140 
VA Shank — Ye 0.010" 1 416M68 4" Arbor Hole — 0.014" % —_—-416M30 
VA Shank — ys 0.020" 1" 416N66 6" Arbor Hole — 0.014" _ 1%" 416199 
Yq" Shank — Ys" 0.020" 7%" 416M 17 6" Arbor Hole ye —~ 0.014". 1%" —416M08 
Ja" Shank — Ye" 0.020" 1" —_‘416N64 8" Arbor Hole 4 —~ 0.014" 1%e" 416L86 
Crimped Wire 1" Shank — Ye" 0.014" 4" «416114 8" Arbor Hole ye —~ 0.014" 1%e" 416197 
i Shank — Ys" 0.020" 1" —416M10 8" ArborHole 1%" —~ 0.014" 1%" 416M50 
il Shank — Y" _0.020" %" —_—*A16L98 10" ArborHole 4" —~ 0.014" 2%" 4{6M05 
Tv" Shank — Ye" 0.020" 1" «4 16N25 {2" Arbor Hole 2" —~ 0.012". 3%" 416M34 
ed Shank — Ys" 0.010" 1%" 416M92 cl Shank — Ye. 0.014" 5%" «A165 
cl Shank — ys" 0.020" 1" —‘416L94 3" ArborHole _%' — 0.014" 5%" ~—_—-416N97 
Vp" Shank — W4 0.004" 3% 416N05 Knotted Wire 4° Arbor Hole 73" — 0.014" %' = 416M55 
Va Shank — Ys" 0.006" 1%" 416M26 4" Arbor Hole _%"-11 —~ 0.020" % —416M60 
Wa Shank — "0.014" 1%" —416™M24 6" Arbor Hole ye —~ 0.014" 1%" 41654 
Knotted Wire %" Shank — 0.014" 7%" 4 16N38 4" Arbor Hole _%"-11 — 0.020" —%' ~—‘416L84 
Yq" Shank — Ys" 0.020" 1%" 416N17 4" Arbor Hole ye — 0.020" 1" —‘416L87 
1 Shank — Ye 0.014" 1" ~—416M59_~—s Twisted Wire 4" _ Arbor Hole ye — 0.020" —% ‘416192 
; Shank — Ye" 0.020" 1" —*416L85 4" Arbor Hole ye —~ 0.020" —%" ~—416M29 
Stainless Steel 6" Arbor Hole ye —~ 0.020" 1%" —416M12 
Ya" Shank — Ye 0.010" %° 416M69 _ Stainless Steel 
a Shank — Ys 0.005" 1" ~—«416N13 3" Arbor Hole Wa —~ 0.005" i" ~416M36 
Crimped Wire 2" Shank _— Ys" 0.014" 1" ~~ 416M25~—s Crimped Wire 3" Shank _ Va 0.008" %  416M39 
i Shank — Ys" 0.005" 1" 41656 cl Shank — "0.014" 4" 4 16M135 
il Shank — Ye 0.010" 1 416M89 Knotted Wire is Nbor Hole i — 0.020) a 416M91 
; "~~ Arbor Hole ye — 020" 7%" _—«416M32 
one Twisted Wire —gr—Arhor Hole 94" ——0.020" 7%" 41643 
Brush Face Wire Trim Max. Item Brush Face Wire Trim Max. Item 
Dia. Width Dia. Length RPM _ Brand _ No. Dia. Width Dia. Length RPM_ Brand No. 
Crimped Wire Wheels 4" Vg" 0.009" '%6' 4500 GA 443M51 
Carbon Steel © "0.012" %6° 4500 GA 443M39 
yj, 0.006" "20,000 Weiler 3A204_ Stainless Steel 
2 0.012"  %" 20,000 Weiler 3A205 og 0.012" "20,000 GA 443120 
Ys 0.012" Ac’ 20,000 Weiler 6JXG5 ® 0.012" _%" 20,000 GA 443M20 
0.008" 1" 20,000 Weiler 5X897 yy 0.014" 7s" 20,000 GA 44306 
gx "0.012" "20,000 Weiler 5X898 3" 0.014" 7%" 20,000 GA 443M06 
ES 0.014" 1" ~—*-25,000 Weiler 6JXG4 vy 0.012" 1" 20,000 GA 443136 
: = : ¥% 0.012" %e" 25.000 Weiler 6JXH1 = 0.012" 1" 20000 GA 443M36 
Crimped Wire Cup Knot Wire Stainless Steel Cup Brushes 
Wheel Brushes Wheel 2. ¥ 0.012" Y¥% 20,000 Weiler 3H697 Carbon Steel 
g 0.014" 1" 20,000 Weiler 3H699  ,,,, 0.012" %" 13000 GA 443M16 
¥% 0.014" %e" 25.000 Weiler 6JXH2 * 0.012" %" 13,000 Weiler 3A203 
(we  regrycraincer CabenStel 2" 0012" 913.000 GA -AdaI3 
arbon Stee 012° 8. : 
ILER APPROVED Va" ? TOO a 37.000 GA Tab Knotted Mite Wheels 
i is" 0.003" “ce 37, 44 arbon Stee 
yy" Stem-Mounted Wheel | 0.005" %e" 37,000 GA 443N98 0.012" 9%" 25,000 Weiler 6JXG7 
Ty; 0.005" %" 37,000 GA 443P28 3%" %' 0.014"  %" 20,000 Weiler 3A207 
and Cu Brushes Tye 0.012" "20,000 GA 44361 0.020"  %" 25,000 Weiler 6JXG9 
p : 0.009. is 4900 GA 443M55 sii a SED 7% 20,000 Weiler 3A208 
. . Hye i 012° 8" 443M4 tainless Stee 
Crimped wire wheel brushes have great flexibility on uneven 2 0.0084" 20,000 GA 44315 3" ~—~SCOOTd 25,000 Weller GIXHO 
surfaces. Knot wire wheel brushes have a strong twist for longer yy 0.012" "20,000 GA 44305 Knotted Wire Wheels, Shan 
life and aggressive rough finishing. Brushes contain high-carbon, 2" 0.009 _2,__ 4000 ___ GA A499 _Carhon Steel 
99 g g. DI Nig 0.012"  %" 4500 GA 443M83 3" %" 0.014" %" 25,000 GA 443M17 
heat-tempered steel wire for aggressive cutting action and Ve" 0.009 He 4500 GA 443M79 34" YA WL 25.000 GA eles 
: : : ; ‘ ; . 16 . 4 : 
maximum life. Special 3-D crimping means less wire breakage. 7 0.008 i 20,000 GA 443M08 ~ 4" 0.014" 700.000 GA 443123 
Stainless Steel—Recommended for stainless steel, aluminum, " S008 sy000 a a3N4E 
® 0.012" 1" 20,000 + GA 443M14 


and nonferrous alloyed metals. 
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GRAINGER CHOICE® ABRASIVES 
Find the wi. Find Solutions. Find Great Prices. Wire Wheel & Brushes 





Item 
Brush Dia. Wire Dia. Trim Length Max. RPM Brand No. 
Circular Flared 
Carbon Steel 








ve 0.006" 7 20,000 Weiler 6JXD4 
0.020" 7 22,000 Weiler 3H687 
3 0.008" 7" 16,000 Weiler 3H689 
0.020" 7" 16,000 Weiler 3H691 
Crimped Wire 
Carbon Steel 
0.006" 7 25,000 Weiler 3H611 
0.008" 7" 25,000 GA 443N37 
0.012" 7" 25,000 GA 443N26 
4 7" 25,000 Weiler 3H613 
0.014" 7" 25,000 Weiler 3H615 
7%" 25,000 GA 443N18 
0.006 ve 53-000 wall aFTGT cet ai 
. 8 ; Wer 
0.008" 7%! 39-000 GA A43N66 ou aeene 
yy 0.010" 7 22,000 Weiler 4F704 
0.012" 7" 22,000 GA 443P04 
0.020" 7" 22,000 Weiler 5X895 
7" 22,000 GA 443N50 
0.006" 7" 22,000 Weiler 3H627 
0.008" T" 22,000 GA 443M69 
0.010" ye 22,000 Weiler 4F705 
ae 0.012" ik 22,000 GA 443M96 
0014" T" 22,000 Weiler 3H629 
" 22,000 GA 443N20 
Tv 22,000 Weiler 5X896 
0.020" TH" 22,000 GA 443M86 
TH" yp 20,000 GA 443N13 
7 0.008" ik 16,000 GA 44330 
0.020" THA 16,000 GA 443N82 
Stainless Steel 
0.006" ii 25,000 Weiler 3H617 
0.008" 7 25,000 GA 443M98 
0.010" ik 25,000 Weiler 3H619 
" 0.012" 7" 25,000 GA 443N35 
0.014" Ze 25,000 Weiler 3H621 Crimped Wire Twisted Wire 
a 29,000 GA 443M63 No. 3H613 No. 4F710 
0.020" 7" 25,000 Weiler 3H623 
0.006" ii 22,000 Weiler 3H625 
yy 0.008" 7 22,000 GA 443N68 
0.010" 7 22,000 Weiler 4F706 
0.012" 7" 22,000 GA 443N23 
0.006" ik 22,000 Weiler 2FZ08 & sr 
' 0.008" ik 22,000 GA 443M76 A GRAINGER 
1 : . WEILER APPROVED 
0.010 Ys 22,000 Weiler 4F707 . 
0.012" ik 22,000 GA 443M37 
Carbon Steel Y," Stem-Mounted End Brushes 
yy! 0.014 us 22,000 GA 443M34 For use in portable tools. Compact brushes are shaped for hard-to-reach areas. 
— ae 7 al a a3ig~ Use for carbon cleaning; |.D. pipe cleaning; die, mold, and tool cleaning and 
i 0.020" 7 59-000 GA 44310 —_ polishing; and rust and paint removal. 
Stainless Steel 
Ha 0.014" Ps 22,000 GA 443M38 Circular Flared—fFlare design accommodates the natural working angle for 
Twists wr Ks 22,000 GA 443M27 consistent finishing. Allows easy access to a broad range of surface angles and 
Carbon Steel contours. 
0.014" i 22,000 Weiler 4F708 : ; . 
" 0.020" 7 22,000 Weiler 4F709 Crimped Wire—For light-duty brushing applications. Stainless steel brushes 
11%" SF Wis ssa Woes aioe are recommended for stainless steel, aluminum, and nonferrous alloyed metals. 
stalnless Stee! - s7000 wena: ag7q— Knot Wire—tigh-tensile carbon or 302 stainless steel yields maximum cutting 
TH" 0.014" 7 29.000 Weiler AF 712 action. High RPM ratings meet or exceed industry standards. 





(WEILER 
¥" Stem-Mounted Miniature Brushes 


Provide excellent accuracy where precision brushing is critical. Ideal for 
general cleaning, deburring, and blending surface junctures in electronics, 
instrumentation, and tool-and-die work. 






Item 
Brush Dia. Wire Dia. Fill Type Max. RPM No. 
Wire Wheel Brushes Wire Wheel 
Yq! 0.005" Carbon Steel 20,000 5HD7/4 No. 5HD74 
0.005" Stainless Steel 20,000 5HD75 
" 0.005" Carbon Steel 20,000 5HD78 
0.005" Brass 20,000 5HD79 
1%" 0.005" Carbon Steel 20,000 5HD80 
End Brushes 
0.003" Brass 37,000 5HD81 
He 0.003" Carbon Steel 37,000 5HD82 
0.003" Stainless Steel 37,000 5HD83 Cup Brush 
0.005" : pias | 37,000 5HD84 No. 5HD89 
Ya" 0.005" arbon Stee 37,000 5HD85 
0.005" Stainless Steel 37.000 5HD86 ea ee 
He 0.005" Stainless Steel 25,000 5HD88 No. SHD85 
Cup Brushes 
0.005" Carbon Steel 37,000 5HD89 
73" 0.005" Brass 37,000 5HD90 
0.005" Stainless Steel 37,000 5HD91 
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(WEILER 












Brush Arbor Face Wire Max. Item 
B a B Dia. Hole Width Dia. RPM No. 
rass an ronze Crimped Wire Wheel Brushes 
N ki Brass 
onsparking iv % Ve 0.005" 20,000 _33M637 
a 2% ~— -¥% ~—*0.012" 20,000 33M636 
Wire Brushes 3 9% 0.014" 20.000 33M635 
neeteRcleani gv" __ Ye" 0.005" 20,000 _33M604 
An excellent c olce or c eaning A %o" 0.012" 20,000 33M605 
molds and dies in plastic injec- Twist Wire Wheel Brushes 
i i inati Bronze 
tion and extrusion applications, 3 0 20 000 SEM 
particularly in environments where 4" 5% V5" 0.020" 20.000 33M612 
potentially explosive or flammable Cup Brushes 
: Bronze 
materials may be present. 3 11 — 0.020" 14.000 33M613 Wire Wheel Cup Brush 
4° ¥%-11" — 0.020" 9000 33M620 No. 1PBH2 No. 1PBJ5 
6° %'-11" — 0.020" 6600 33M618 
Brass 
5° ¥%-11' — 0.014" 8000 33M619 End Brush 
Knot Wire Cup Brushes No. 1PBG8 
Bronze Ky 
2%: ¥%'-11" — 0.020" 14,000 33M614 (WEILER 
Cup Brushes 
Bronze - 
re -1r — 0.000" s000 same | Abrasive Nylon Brushes 
Twist Wire Wheel . . ee 
No. 33M606 Ta Me WireGla. MaecHoM: Hee For removing rust from metal surfaces and for light sanding jobs. Also for 
Crimped Wire Wheel Brushes - Stem-Mounted working with holes and round edges. Medium/Fine is for light-duty applications. 
Brass Coarse and X-Coarse are for heavy-duty use. 
, vj 0.012" 20,000  33M621 " — 
yj 0.012" 20,000 —‘ 6JXG6 oe 
Cup Brushes - Stem-Mounted Wie Wie ames Type Wire Dia. Max. RPM Model No. 
Brass : 
iy 0.006" 73,000 33M615 ical taal 0.022" 12,500 90436 1PBH2 
59° —t fe ne eer 3 Nylon (Coarse) 0.022" 50,000 90435 1PBH1 
: : Nylon (X-Coarse) 0.022" 20,000 90434 1PBG9 
End Brushes - Stem-Mounted Nylon (Medium/ 
Cup Brushes Brass y Fine) 0.040" 20,000 90439 1PBH5 
noLcomers a aa aa aa a 4 Nylon (Coarse) 0.040" 30,000 90438 1PBHA 
1" 0.005" _ 22,000 _ 33M609 Nylon (X-Coarse) 0.040" 9000 90437 1PBH3 
V 0.012" 22,000 33M608 End Brushes 
Bronze i 
‘ 1% 0.006" 20,000 33607 . Minn 0.006 4500 90433 1PBG8 
Hand Tube Brushes - Stem-Mounted - Pk. of 10 Ws Nylon (Coarse) 0.006' 4500 90432 1PBG7 
Brass Nylon (X-Coarse) 0.020" 4500 90431 1PBG6 
%e 0.094" 0.003" 2000 + +33M631 Cup Brushes 
, 0.094" 0.003" 2000 + +33M632 Nvlon (Medium/ 
gan “ ~0.094" 0.005" 2000 33M622 : Ane) Soi is ee eis 
— Ye _(0.125" 0.004" 2000 83M628 3 Nylon (Coarse) 0.047" 4500 90447 1PBJ4 
Knot Wire Cup Ye___0.125" 0.004" _2000__—83M624 Nylon (X-Coarse) __0.047" 4500 90446 1PBJ3 
No. 33M607 % 0.219" 0.008" 2000 33M630 


4" 0.250" 0.006" 2000 33M626 
i 0.250" 0.006" 2000 33M629 
£222 Single Spiral Tube Brushes - Stem- 
Mounted - Pk. of 10 








Brass 
Ya" 0.125" 0.004" 2000 33M633 
Single Spiral Tube Yo" 0.188" 0.006" 2000 33M625 
No. 33M625 1%" ~~ 0.250" 0.008" 2000 33M623 





Wire Wheel No. 4GHZ3 


Fwe ILER No. 4GHX9 
Nylox® Brushes 











Disc Brush Wheel Brush Brushes have nylon- and abrasive-grain filaments to deburr and blend edges. 
(WEILER No. 4GJD4 No. 4GJC3 Conformable, nonloading brushes are ideal for automated processes. 
™ Wire Mfr. ltem 
Burr-Rx Brushes Brush Dia. Size (in.) Arbor Hole Face Width Max.RPM Model No. 
; ; ; ; ; : ; Wire Wheel Brushes 
Compliant, highly aggressive nylon filament is coextruded with ceramic Copper Center 
grain for removal of large burrs and operation at elevated feed rates. 7 ee a 2. cen a ao ieee iene 
in ; 5 8 in 
Ideal for automated processes. 0.040/120 Yo" %in 20,000RPM 97456 A4GHX7 
Mfr. Item 0.022/120 a Yin _20,000RPM 97536 4GHY3 
Brush Dia. Face Width Wire Dia. Max. RPM Model No. 3 in 0.022/320 a Yin _20,000RPM (97531 4GHY2 
Disc Brushes - Direct Mount Shell Mill Holder, 11%" Arbor Hole 0.035/180 Y," Y in 20,000 RPM 97529 4GHY1 
4" — 0.026" 1800 97823 4GJD4 Narrow Face _ . 
6" — 0.055" 1800 97826 4GJD7 3 in 0.040/120 a Yin 20,000RPM —‘97551 4GHY5 
Wheel Brushes - Composite Metal Hub, 2” Arbor Hole 0.035/180 Yn" Ya in 20,000 RPM 97593 4GHY6 
7 0.026" 12,500 97749 4GJC1 Ain 0.040/120 a Yin _20,000RPM 97594 4GHY7 
6" Ya 0.043" 12,500 97802 4GJC2 0.040/120 ye" Yin 20,000RPM ‘97601 4GHZ1 
7 0.055" 12,500 97803 4GJC3 Cup Brushes 
9 7h 0.026" 6000 97804 4GJC4 2%in _0.035/180 N/A — 6,000 RPM 97602 4GHZ2 * 
7h 0.055" 6000 97805 4GJC5 3%in 0.035/180 %'-11" — 12,000 RPM 97603 4GHZ3 
10" 1% 0.026" 4500 97806 4GJC6 5 in 0.040/120 _%"- 11" — 8,000 RPM 97604 4GHZ4 
1% 0.055" 4500 97812 4GJC7 6 in 0.040/80 —-%"- 11" — 6,600 RPM 96096 3H605 
12" 1Y%4" 0.043" 3600 97813 4GJC8 * 14" stem-mounted. 
2398 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” ABRASIVES 
Find the wf. Find Solutions. Find Great Prices. Honing Brushes 


Find more Power Brushes at grainger.com/powerbrushes 









No. 467G60 


(WEILER 
Honing Brushes 


» Silicon carbide abrasive 


No. 3A573 Resilient, flexible honing tools provide soft cutting 
action and remove burrs from cross-drilled holes. 


60GRIT  120GRIT | 180 GRIT | 240GRIT | 320GRIT | 600 GRIT 
Bore Overall Hone Item Item Item Item Item Item 
Dia. Length Length No. No. No. No. No. No. 
Ve 6" 25/39" — 467F94 467F95 467F96 





THq" «B"H 
Fo" Th 1% 


— 467F97 467F98 467F99 
467G01  467G02 | 467G03 467G04 





467H52 | 467H53 | 467H54 | 467H55 
467H56 | 467H57 = 467H58 | 467H59 


2" Arbor Hole Metal Adapters Sia 1a 88 


32%4"  13Y%2" ON”! 


1%" 7" «1 — 467G05 | 467G06  467G07 | 467G08 = 
(WEILER ha TA Te — 467G09 | 467G10 | 467G11_ | 467G12 — 
; %o" Th 1% = 467G13 | 467G14. 467G15 | 467G16 = 
= - 1%" 7 2 = 467G17 | 467G18  467G19 | 467G20 = 
Drive Arbors with Threaded Shaft 2a" TiO = 467G21 46722 467G23.-467G24 = 
; u t/a = 467G25 | 467G26. 467G27 | 467G28 = 
Use with brushes with a maximum diameter of 3". Flush-mount design. Ver Te — 467629 | 467630 | 467631 | 467632 — 
Stem Mfr. Item a t/a = 467G33 | 467G34  467G35 | 467G36 — 
Arbor Hole (in.) Stem Dia. (in.) — Length (in.) Max. RPM Model No. SYes" = 467G37  467G38  467G39  467G40 _ 
x Vs yj 95,000 96086 3H587 To" 77 SO — 467G41 | 467G42 467G43 | 467G44 — 
% Vj I 5,000 95512 3573 Bq" Te" SOYA" = 467G45 | 467G46 | 467G47 | 467G48 — 
Yq" Te" OYA" — 467G49 | 467G50  467G51 | 467G52 — 
A gO" _ — — — — 467G57 
ih na = 467G53 | 467G54  467G55 | 467G56 — 
a a) _ — — — — 467G70 
5) i t/a = 467G58 | 467G59 | 467G60 | 467G61 — 
5Yeq" Te" CYA" = 467G62 | 467G63  467G64 | 467G65 — 
a a _ 467G66 | 467G67. 467G68 | 467G69 _ 
Her «8 a — — — — — 467G79 
Yao" 7 DY" — 467G71 | 467G72. 467G73 | 467G74 — 
a, 7 oo _ 467G80 — — — — 
ie 8" 3 -_ — — — — 467G84 
Th" 7TH 3 = 467G75 | 467G76 | 46/G77 | 467G78 — 
1h 7h 3 -_ 467G85 | 467G81 | 467G82 | 467G83 — 
1%" 7h 3 = = 467G86 | 467G87  467G88 = 
1%" 7h 3 = 467G89 | 467G90  467G91 | 467G92 = 
Th" 8B 3 467G97 = = = =a 467H03 
13%s" 7h 3 = 467G93 | 467G94. 467G95 | 467G96 = 
T%s" 7TH 3 = 467G98 | 467G99  467HO1 | 467HO02 = 
THs 7h 3" = 467H04 | 467H05  467H06 | 467HO07 = 
18%" 7H = 467H08 | 467H09 | 467H10 | 467H11 = 
2%" Tie 3" = 467H12. | 467H13 | 467H14 | 467H15 = 
215%64" Tih 3 = 467H16. | 467H17 | 467H18 | 467H19 = 
1% Th 38 = 467H20 | 467H21 | 467H22 | 467H23 = 
No. 3H575 2%" Tih 3 = 467H24. | 467H25 | 467H26 | 467H27 = 
23%" Tih 3 = 467H28 | 467H29 | 467H30 | 467H31 = 
24%" Ti 3" = 467H32 | 467H33 | 467H34 | 467H35 = 
25s Ti 3" = 467H36 | 467H37 | 467H38 | 467H39 = 
(WEILER SY" 7% 8" | | 467H40 | 467H41 | 467H42 © 467H43 
: 3%" 7% 3 = 467H44. | 467H45 | 467H46 | 467H47 = 
31%" 7h 3 — 467H48 | 467H49.| 467H50 | 467H51 — 
Item 34%" 13%" 5%" = 467H60 | 467H61  467H62 | 467H63 — 
Fits Hole (in.) Arbor Hole (in.) No. YB" Oo" = 467H64 | 467H65 | 467H66 | 467H67 — 
D io % 3H567 4%" 13%" ~6%" = 467H72 — — — — 
D to % 3H569 41%" 13%" 6" — 467H68 | 467H69 | 467H70 | 467H71 — 
D) io %4 3H571 AV" 13%" 6Y5" = 467H73 | 467H74 | 467H75 | 467H76 — 
D to 7% 3H573 AV" 13%" 6Y5" = 467H77 | 467H78 | 467H79 | 467H80 — 
D) to 1 3H575 5Y 18° 6%" — 467H81 | 467H82 | 467H83 | 467H84 — 
D to 1% 3H577 54%" 18" ~~ ~=6%" _ 467H85 | 467H86 | 467H87 | 467H88 = 
D io 1% 3H579 61%" 18" 6%" = 467H89 | 467H90 | 467H91 | 467H92 = 


GRAINGER CATALOGS 
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Tube Brushes Details on page A1. 
KH Brush Wire Shank Trim Overall Max. ltem 
(WEILER Dia. Dia. Size LengthLength RPM Brand No. i Burrite Brush Reo Double Spiral 
Aluminum Oxide Fill - “Wee. 
H rary cance oo ae oo ea We ea |e NTP? MM M7 
ii) ii) i ii) Th ii) e] er a a r . “SS : fa 
APPROVED 0.190" 0.012" 0.087" 1 5" 1500 Weiler 1PAT4 “a2 NY 
0.260" 0.012" 0.115" 1 5" 4500 Weiler 1PAT6 
Hand Tube 0.325" 0.012" 0115" 1” 5" 1500 Weiler PATS 3 
0.385" 0.012" 0.147" T° 5" 1500 Weiler 1PAU1 . 
Brushes D515 Uz 0.194" 5" 1500 Weiler 1PAV9 ; 
y rass Fi 
. P » 0.003" 0.094" 1%" 7" 9000 Weiler 1PAY5 
6 iii I iii ii 
0.004" 0.094" TY 7 — GA  443P32 
= gle Spiral y, 0.003" 0.094" 1%" "9000 Weller taza (wen.er LZ] 
7 . 0.004" 0.094 TH" 7 — 443N4 ee 
: » 0.004" 0.125" 2" ro Weiler 1PAZ 
Use for manually deburring, % nae Rages 5 : 000 ot Meng Power Tube Brushes 
honing, thread chasing, and 5 ade p yr rer eee | Brushes can be used with power tools for deburring, honing, thread chasing, 
cleaning blind and threaded —s;—9 q9g"-9:219" 9" 5" 2000 Weiler 1PBC2 | and cleaning applications on blind and threaded holes. Burrite-type brushes use 
holes. Nylon NEO 9.094" vs D000 Weiler apaxg- | flat-side action. Use Double Spiral Brushes for heavier-duty applications. 
‘a 0.005" 0.125" 2" 6%" — GA _443N12 Shank Trim Overall Item Pkg. 
Ya" 0.005" 0.094" 2° 6%" 2000 Weiler 1PAX4 Brush Dia. Wire Dia. _ Size Length Length Max. RPM _ Brand No. Qty. 
0.005" 0.125" 2° 8A" — GA 443N19 Burrite Brushes 
yp 0.010" 0.125" 3" 8%" 2000 Weiler _1PAX5 Brush Holders 
0.010" 0.250" 3° 6%  — GA  443N59 Fits ¥4" Hole, 4" Shank Dia. Weiler 1PBE2 1 
yy 0.012" 0.125" 3" 8%" 2000 Weiler _1PAX6 Fits 342" Hole, 4" Shank Dia. Weiler 1PBE1 1 
a co We IR | Burne Tbe Brus 
i 014° 0.156" : 4" eller tainless Steel Fi 
Kota" 0.250" 4" fo _ a monn 5 i 0.005" 0.094" Hie" VA" 9000 Weiler 1PBD7 10 
» 0.014" 0.156" 4" 73" eller teel Fi 
1" —yoTa"-0.050" 4" 13" — — GA 443P29 He" 0.005" 0.094" Hie" OVA" 9000 Weiler 1PBD6 10 
5» 0.014" 0.188" 5" 169%" 2000 Weiler 1PAX9 He" 0.005" 0.125" 5A" OVA" 9000 Weiler 1PBD8 10 
0.014" 0.250" 3 16% — GA  443P30 Double Spiral Brush 
Silicon Carbide Fill Brass Fill 
Vs" 0.022" 0.156" 2! 5" 4500 Weiler 1PAW2 7% 0.006" 0.156" yy 5 5000 Weiler  1PBBS8 10 
% 0.022" 0.156". 2 5" 1500 Weiler 1PAW3 yj 0.006" 0.250" OY" 5 5000 Weiler  1PBC4 10 
"0.022" 0.188" 2 


5" 1500 Weiler 1PAW4 Stainless Steel Fill 
0.004" 


Ye 0.022" 0.250" 2%" 5%" 1500 Weiler 1PAW6 0.156" 2. 2 2000 Weiler 1PBB6 10 














S Zs 0.022" 0.250" 24%" 5%" 1500 Weiler 1PAW/ 2 0.006" 0.156" 2" eh 2000 Weiler 1PBB/ 10 
§ 1" 0.022" 0.250" 2%" 5%" 1500 Weiler 1PAW8 4" 0.006" 0.250" 22" bY." 2000 Weiler 1PBC3 10 
iN a want an A ot 13 wert aE § i 1 0.006" 0.250" 22" bY" 2000 Weiler 1PBC6 10 
N o : 50" pb" 15 eller teel Fi 
: Stainless Steel Fill yp" 0.003" O.120: 1¥," 4" 2000 Weiler 1PBB3 10 
. Ys" 0.003" 0.094" 1" 6" 2000 Weiler 1PAY2 j 0.006" 0.125" 1%" 6" 2000 Weiler 1PBB4 10 
: ye" 0.003" 0.094" 1%" 7 2000 Weiler 1PAY4 Yo" 0.004" 0.156" ay iy 2000 Weiler 1PBB5 10 
: 0.005" 0.094" 1%!" 7 2000 Weiler 1PAY7 0.004" 0.156" Z 2 2000 Weiler 1PBB9 10 
3 0.003" 0.094" 1%" 7 2000 Weiler 1PAZ2 ye" 0.008" 0.219" 2 oY 2000 Weiler 1PBC1 10 
3 yj" 0.004" 0.125" 1" 3y"  — GA 443N39 yp! 0.008" 0.250" 22" bY." 2000 Weiler 1PBC5 10 
5 0.004" 0.125" 1’ 3%" 2000 Weiler 5HD71 0.010" 0.238" Ya" 1%6 3000 Norton 416N69 1 
0.004" 0.094" 1%! rH — GA 443P18 ili 0.010" 0.313" 2464" 1/6. 3000 Norton 416N37 1 
0.004" 0.125" 1" 3%" — GA 443P02 41/4" 0.004" 0.250" 22" 5 Ya" 2000 Weiler 1PBC7 10 
yp" 0.004" 0.125" 1" 3%" 2000 Weiler 3H/07 0.012" Vols. Yo" 1%6- 3000 Norton 416N/6 1 
0.004" 0.125" 2" 8 2000 Weiler 1PAZ8 19%" 0.012" 0.313" Y," 1%6- 3000 Norton  416N52 1 
0.004" 0.125" 2" 8" — GA 443P20 24" 0.012" 0.313" Vy" 1/76 3000 Norton 416M97 1 
0.004" 0.125" 2" 8" 2000 Weiler 1PBA6 2/4" 0.014" 0.313" Y," 1%6- 3000 Norton 416N73 1 
yy 0.004 0.250" 2 8" — __GA___443P09 Double Spiral Tube Brush 
0.005" 0.188" 1° 3K — GA 443P03 Stainless Steel Fill 
0.005" 0.188" = 1° 3%" 2000 Weiler 3H/09 3" 0.010" 0.208" 1Yeq" a 3000 Norton 416M99 1 
5/4" 0.005" 0.188" 1° 3K GA 443P36 Steel Fill 
3 8 0.005" 0.188" 1" 3%" 2000 Weiler 5HD9/ 0.004" 0.187" 32" a 3000 Norton  416N07/ 1 
: Yq" 0.006" 0.219" 1° 3K — GA 443P31 YA" 0.006" 0.187" 32" 2 3000 Norton 416N24 1 
5 + 0.006" 0.219" 1 3%" 2000 Weiler 5HD72 0.006" 0.156" 2. SK 2000 Weiler 4F732 10 
Y SMe as ts) aon weer sie | we toe tae ve a0) ttn — ate 
006" 0.219" 2 eiler i ye" .006" 208° 64" ? orton 
{" 0.008" 0.250" 1 3%" — GA 443P21 0.010" 0.208" Yea" a 3000 Norton 416M86 1 
Nylon 0.008" 0.250" 1 3%" 2000 Weiler 5HD73 0.004" 0.250" 22" bY" 2000 Weiler 4F737 10 
No. 443P30 Steel Fill 3" 0.006" 0.238" Ya" 2. 3000 Norton 416M88 1 
003" 0.094" 1189000 Weiler” PAYS ee nn 
003" 0.094" Q is eiler .010" 238° 4" i orton 
Hie 0.004" 0.094" Ya" 7 3000 Norton 416N51 0.004" 0.250" 22" bY" 2000 Weiler 4F738 10 
boy dow] —r— aun Weer dong | Bibs tae oe) ao — Wl — Set 
003" 0.094" 3 i eiler .006" 250° o 5." eller 
0.004" 0.115" Ya" 7 3000 Norton 416N48 0.006" 0.238" 2464" 5" 3000 Norton 416N41 1 
“3008-01094 1147" 9000 Weiler” 1 PAZ6 N10 0338" Bar 8" 8000-— Norton a NOB 
005" 0.094" 5 E- eiler .010" 238° 64" . orton 
0.006" 0.115" Ya" 7 3000 Norton 416N46 0.010" 0.250" 22" bY." 2000 Weiler 4F739 10 
0.006" 0.125" 1" 3%" — GA 443N92 14" 0.010" 0.238" Yo" 2 3000 Norton 416N42 
5" 0.005" 0.125" 1" 3%" 2000 Weiler 1PBC8 2 0.010° 0.238" Va 2 3000 Norton 416M75 1 
Ste — 2 aor asta eas | eae RE I ag oro ci 
004" 0.132" 8" : orton 416N4 Us 16" i orton 
0.004" 0.125" 1" 3%" 2000 Weiler 4F/26 Internal Finishing Brush 
0.004" 0.125" 2" 8 2000 Weiler 1PAZ7 14" 0.006" 0.250" Ye" 34" 4500 Norton 416N55 1 
¥e" 0.005" 0.125" %a4" 3%" 3000 Norton 416N35 Micro Abrasive Brush 
0.006" 0.168" %' 8" 3000 Norton 416N47 Aluminum Oxide Fill 
:008"-0:195"—9"—"g* —pog0-Weller4PBAP~ | —Sa" 0019" 0.1789 3000 Norton aN 
006" 0.125" : j eiler 64" 012" io 16. : orton 
0.005" 0.125" '%4" 3%" 3000 Norton 416N90 Silicon Carbide Fill 
S008 0198 aaa | —aa—0'005"— 02258" 9° 8 390 Norton ate 
006" 0.125" ; pO 443P34 64. 022° 200. 8. orton 
0.004" 0.125" 2’ 8 2000 Weiler 1PBA4 Side Action Tube Brush 
0.005" 0.188" 1" 3%" 2000 Weiler 4F/727 Steel Fill 
Yo" 0.006" 0.188" 1° 3K — GA 443N87 V4" 0.003" 0.094" 64" 28" 3000 Norton  416N91 1 
0.006" 0.125" 2" 8 2000 Weiler 1PBB1 Ye" 0.005" 0.125" Ya" 24" 3000 Norton 416P06 1 
0.008" 0.221" %a 8 3000 Norton 416N84 Tube Brush 
5/y" 0.005" 0.188" 1" 3%" 2000 Weiler 4F728 Nylon Fill 
8 0.006" 0.188" 1 3y"  — GA 443P27 Va" 0.005" 0.094" Yea" 6%" 3000 Norton 416N02 1 
5p" 0.006" 0.219" 1" 3%" — GA 443N38 ¥" 0.005" 0.094" Yea" 6%" 3000 Norton 416M79 1 
0.006" 0.219" 1" 3%" 2000 Weiler 4F729 Ae 0.010" 0.125" Vis 11" 3000 Norton 416N03 
g V/s! 0.006" 0.219" 1" 3%" — GA __443P13 Ya" 0.008" 0.094" P32" 82" 3000 Norton 416M57 1 
S 0.006" 0.219" 1" 3%" 2000 Weiler 4F730 4" 0.012" W120: 2Y6q" 834" 3000 Norton 416N15 1 
0.005" 0.250" 1" 3%" 2000 Weiler 1PBD1 1" 0.010" 0.156" 2464" 15%" 3000 Norton 416M96 1 
Steel " 0.008" 0.125" 1%2" 3%" 3000 Norton 416P03 1A 0.010 0.156 fe, 1972 3000 Norton 416N62 1 
No. 1PAY1 0.008 0.250 ik 372 — GA ___443P01 1% 0.010 0.219 fo 1972 3000 Norton 416M90 1 
0.008" 0.250" 1 3%" 2000 Weiler 4F731 2 0.010 0.219 Vp 15% 3000 Norton 416M87 1 
1%" 0.008" 0.250" 1" 3%" 2000 Weiler 1PBD2 Silicon Carbide Fill 
11%! 0.008" 0.250" 1" 3y"  — GA___443P41 Yq" 0.040" 0.238" Ye" a 3000 Norton 416N7/4 1 
0.008" 0.250" 1° 3% 2000 Weiler 1PBD3 Stainless Steel Fill 
24" 0.008" 0.250" = 1" 3%" 2000 Weiler 1PBD4 ¥3" 0.006" 0.168" Ye" 8" 3000 Norton 416M58 1 
2400 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE”° ABRASIVES 
Find the wi. Find Solutions. Find Great Prices. Deburring Tools 


Deburring Blade Material and Application Chart 
BLADE MATERIALS APPLICATIONS Series F—Use on Hole Edges (ID) and Outer Edges 


Ceramic—use for deflashing plastic materials. Series B—Use on straight and front hole edges to (0D). 
remove burrs and other surface defects. Series K—Use for finishing and deburring sheet 


High Speed Steel—Excellent general purpose edges. 


blade for use on most materials. Series C—Use on flat surfaces and front and back 
hole edges. Series L—Use on inner and outer straight and hole 
edges on sheet metal. 


Cobalt (S)—The best choice for Stainless Steel. 
Carbide (C)—Best for Hardened Steel and Cast 


Series D—Use for precision work on thin-gage 
aa sheet metal. Series M—Use for deburring and finishing tube 
edges. 

TiN Coated (P)—Significantly increases HSS 


blade Life. 


Series E—Use on sheet edges in hard-to-reach 
applications. Series U—Miniature tools for deburring and 


Series BURR-BI—Use on hard and soft materials, scraping applications in dies and molds industry. 


including sheet metal up to 16mm (0.63") thick. 





B10 B10P B10S B30 





Deburring Tool Blades And Holders ——— ae 
a E100 F26X E100P 
Refer to the Deburring Blade Material and Application Chart, a 
above for descriptions and applications. =. ey 
———. a} — a) 
Item Pkg. Item Pkg. ' 
Series Material No. Qty. Series Material No. Qty. E100S E300 E400 
Round Double Sided Blades E 100D High Speed Steel 45JD40 10 


Shaviv E 100L High Speed Steel 45JD90 10 
R10 High Speed Steel 45NW90 10 E 100P 45JD41_ 10 


TIN 
Deburring Replacement Blades E100PL TIN 45NW95 10 _} 
Shaviv E1008 Cobalt 45NX29_ 10 
B TIN 45NX55 10 E110 High Speed Steel 45JD42 10 


B10 High Speed Steel 45NW84 100 E110P —_— High Speed Steel 45JD43 10 











B 10 High Speed Steel 45JD16 10 E111 High Speed Steel 45JD95 10 F1i2 
B 10C Carbide 45JD17 10 EITIP TIN 45NX40 10 F20 F30 
B 10L High Speed Steel 45JD88 10 E 120 High Speed Steel 45JD62 10 
B 10P TiN 45JD19 10 E 200 High Speed Steel 45JD44 10 Item 
B10S Cobalt 45NX28 10 E 200C Carbide 45JD45_ 10 Series Brand No. 
B10S Cobalt 45NX30_ 10 E200P —_ High Speed Steel 45JD91 10 Deburring Blade Holder Ms 
B11 High Speed Steel 45JD94 10 E2008 Cobalt 45NX08 10 Type M, B, E Shaviv 45NW87 
B11P High Speed Steel 45JE0/ 10 E 250 High Speed Steel 45JD92 10 Deburring Blade Holders 
B12 High Speed Steel 45JD20 10 E 300 High Speed Steel 45JD46 Type B, Axially or Perpendicular Shaviv _45JD06 
B12P High Speed Steel 45JD21 10 E300P TIN 45NX31_ 10 Type C Shaviv _45JD07 
B 20 High Speed Steel 45JD23 10 E 320 High Speed Steel 45JD47 10 Type E Shaviv. _45JD10 
B 20C Carbide 45JD24 10 E 350 High Speed Steel 45JD48 10 Type F Shaviv 45JD11 
B 20P TIN 45JD25 10 E400 High Speed Steel 45NX36 10 Deburring Handles 
B25 High Speed Steel 45JD26 10 E450 High Speed Steel 45NX37 10 Dual Compound E Shaviv 45NX25 
B 25C Carbide 45JD96 10 E 600 High Speed Steel 45JD49 10 Type B Shaviv _45NX60 
B 30 High Speed Steel 45JD27 10 E 601 High Speed Steel 45JD50 10 Type B, C, D, D5, E, F FR, G, G3. K, L, U, Burr-Bi Shaviv _45NX62 
B 30P TIN 45JD28 10 E 700 High Speed Steel 45JD51 10 Type E Shaviv 45NX61 
B 32 High Speed Steel 45JD29 10 E 720 High Speed Steel 45JD52 10 Hand Deburring Blade Tool Sets 
B 60 High Speed Steel 45JD31 10 F 12 High Speed Steel 45JD53 10 Type E, For Straight Edges, Hole Edges, Cross Hole Both Edges Shaviv. 45NX54 
B 7/0 Carbide 45JD32 10 F 20 High Speed Steel 45JD54 10 Ratchet Blade Holders 
BUS2 High Speed Steel 45NX21 5 F26X High Speed Steel 45NW93 10 Type F Shaviv 45JD12 
C 40 High Speed Steel 45JD33 10 Foo High Speed Steel 45JD55 10 Tool Holder, Handle & Blade 
C 42 High Speed Steel 45JD34 10 Q10 Ceramic 45NX38 10 Disposable Deburring Tool, Q Series, Curved Ceramic Blade Shaviv 45NY07 
C 50 High Speed Steel 45JE04 2 UB 2000  HighSpeed Steel 45JD93 10 E Series, Deburring Tool Set, Yellow Hex Shaped Handle with Pocketclip Shaviv. 45NX06 
C 60 High Speed Steel 45JE05 2 UF 1 High Speed Steel 45JD80 10 E Series, Yellow Hex Shaped Handle with Pocketclip, Fixed Heavy Duty Blade Shaviv 45NX17 
D 800 Carbide 45JD35 10 US 1 High Speed Steel 45JD81 10 Glo-Burr Handle, Permanetly Atached Ceramic Blade Shaviv 45NX87 
E100 High Speed Steel 45NW94 100 ##Westward Mango II Handle, C Blade Holder, C42 Blade Shaviv 45NX67 
E 100 High Speed Steel 45JD38 10 B 10 High Speed Steel 3VB49 10 Mango II Handle, F Blade Holder, F20 Blade Shaviv 45NX/5 
E 100C Carbide 45JD39 10 D 20 High Speed Steel 2NXG5S_ 1 Mango || Handle, FR Ratcheting Blade Holder, F20 Blade Shaviv _ 45NX76 
E 100CL Carbide 45JD98 10 E 200 TIN 2NXH7 10 Mango || Handle, FR Ratcheting Blade Holder, F26X Blade Shaviv  45NX77 
7 A USA 
Deburring Tool Sets Sl =e 
Refer to the Deburring Blade Material and Application Chart, above for descriptions and applications. ( 
Item 
Description Series Includes 0. 
Plumber Set BE Ergo-Burr II Handle, F Holder, F26X OD Countersink, Glo-Burr E Handle with E100 Blade, (3) E100 Blades in Carrying Case _ 5 2JH86 
Electrician Set B,E Mango II Handle, F Holder, F12 Countersink, MB2000 Handle with E100 Blade, E111 Blade, E400 Scraper Blade in Carrying Case 52JH85 No. 
B Handle, B Holder,B10 and B20 Blades 45JD68 45JD68 
B Handle, B Holder,B10 and B20 Blades 45JD69 
B Mango II Handle, B Blade Holder, (2) B Blades 45NX63 
B, C Mango || Handle, B, C Holders, B10, B20, B30, B60, B11, B70 Blades, C40 Scraper Blade 45NX98 
BE Aluminum A Handle, TIN Coated Blades 45NX52 
BE Mango II Handle, M Blade Holder, B10, B20, B30, E100, E111, E200 Blades 45NX90 
BE Mango I! Handle, M Blade Holder for B, E Blades, E100 Blade, E111 Blade, E290 Blade, £400 52JH83 
Deburina Tool Sel Scraper Blade, Glo-Burr Handle, B30 Blade, B20 Blade in Carrying Case 
g BE Mango || Handle with B, E Holders, B10, B11, B25, E111, E250, E400, E707 Blades, Cera-Burr Ceramic Blade Tool 45NX51 
BURR-BI Mango II Handle, BR Holder, Handguard, (2) R10 Blades 45NX91 
E (4) Handles, E100, E200, E300 and E111 Blades 45JE01 
E Aluminum A Handle, E Blade Holder, E100, E200, E300 Blades 45NX89 
E Handle, E Holder, E100, E200 and E300 Blades 45JD72 
E Mango II Handle, E Blade Holder, (3) E Blades 45NX70 
E, G Mango |] Handle, E, C Holders, E100P, E111, E200, E300, E600, E700 Blades, C42 Scraper Blade 45NX99 
U Aluminum A Handle, U Holder, Scrape-Burr 400, Fine-Finishing Blades BUS1, BUS2, BUS31, BUS4 45NX53 
Auto-Burr Set BE Aluminum A Handle, FR Ratcheting Holder, F26X OD Countersink, F20 Countersink, UB2000 Handle 52JH84 
with B11 Blade, B20 Blade, B25 Blade, B10S Cobalt Blade, B30 Blade in Carrying Case 
Aluminum Works Set _B, E Aluminum A Handle, F Holder, Fi2 Countersink, MB2000 Handle with E200 Blade, E300 Blade in Carrying Case 02JH87 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2401 





ABRASIVES 
Blast Cabinets 


Scan. Order. Done. 
Details on page A1. 








Siphon-Feed 
Polymer Cabinet 
No. 15E778 


Siphon-Feed 
Steel Cabinet 


No. 48ME53 
Cabinet 
Design Height (in.) 


LDPE Polymer Construction 
Siphon-Feed Blast Cabinets 


Benchtop oe 


Floor 38° 
Steel Construction 
Siphon-Feed Blast Cabinets 

Benchtop 


Floor 


Pressure-Feed Blast Cabinets 
5° 


71 
96" 


81" 
Siphon-Feed Blast cabinets 
60" 


Floor 


Floor 


60" 
Pressure-Feed Blast Cabinets 
Floor 108" 


Description 

Accessories for Cabinets 
Abrasive Strainer, Standard 
Abrasive Strainer, Fine 
Funnel Strainer 

Foot Pedal Kit 

Economy Light Kit 
Premium Light Kit 
Blasting Basket 

Blasting Tray 

Gun Mounting Bracket for 
Siphon-Feed Cabinets 
Wheel Roller 

Parts Tray, 16° x 8° 

Parts Basket, 8° x 8° 


Overall 
Width (in.) 


24 
31 i 
38° 


20" Dia. Turntable, 2000 Ib. Capacity 
26" Dia. Turntable, 2000 Ib. Capacity 


Automatic Tumble Basket Kit 


LED Light Kit, 30" x 11" x 3" For Use 
With ALC Abrasive Blast Cabinets 
LED Light Kit, 52" x 11" x 3" For Use 
With ALC Abrasive Blast Cabinets 


Replacement Parts 
Window Underlay, Pkg. of 5 


Window Underlay, Pkg. of 5 
Window Underlay, Pkg. of 1 


Window Underlay, 12 x 24", Pk. of 20 
Window Underlay, 24 x 120" Roll 


Window, 6 x 12" 
Window, 12 x 24" 
Window, 24 x 24™ 
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| — 
Siphon-Feed 


Steel Cabinet 
No. 53RJ26 





Pressure-Feed 
Steel Cabinet 


No. 6YY21 
Depth (in.) Height (in.) 

1 Q" 12° 
21" 2/° 
D4" 23" 
17" 16° 
D4" 23" 
24" 23° 
24" 23: 
20° 23° 
54" 23. 
30: 23 
47’ 33" 
ay 33 
14° o2. 
86" 40" 
90" 40" 
25" 23. 
a 24" 
39" 35" 
a KK 
24" 23. 
24" 23° 
24" 23. 
96" 40" 
For Use With 


Abrasive Blast Cabinets and Blasters 


15E777, 15E778, 15E779 
53RJ25, 53RJ26, 53RJ27 
Abrasive Blast Cabinets 


Siphon-Feed Cabinets 


Abrasive Blast Cabinets 


ALC Abrasive Blast Cabinets 


15E/78, 53RJ25, 448M07, 53RJ26, 
448M08, 53RJ27, 448M09 

IDE/79 

19E//7/ 


32848, 32887, 32947, 3JR9/, 6YY21 


32848, 32850, 32887, 32947, 
3JR97, 3JR98, 6YY21 


32848 
32890, 32887, 32947, 3JR9/, 6YY21 
3JR98 





® 


LISoU 


BLASTERS & RCE 


ALG rconOuine 


Abrasive Blast Cabinets 


Use for surface preparation, or to remove rust, 
scale, and paint from small parts and/or larger 
pieces with irregular surfaces. Siphon-Feed 
(suction) cabinets, use suction created by a 
venturi to suck the abrasive media into the airflow 
and out the nozzle; they let you refill media while 
in operation, for continuous blasting. Although 
production is slower than pressure-feed cabinets, 
they provide equivalent results at a lower initial 
cost. Pressure-Feed cabinets use a Pressure Pot 
to pressurize the abrasive media before it mixes 
with the air in a mixing chamber, producing a 
high-quality finish at a faster rate. 


Note: Additional accessories and parts are available on 
Grainger.com®. 


ALC Polymer Blast Cabinets—Cabinets feature 
large viewing window, protective underlay, and 
leak-resistant 1-pc. construction, and come 
complete with gun and hose. Ready to hook up 

to air and add abrasive. Can be used with a small 
shop vac (not included) as a dust collector. 


Econoline Steel Blast Cabinets—Cabinets 
handle glass, aluminum oxide, corn cob, and 
silicon carbide abrasive media. Require 5-HP 





compressor and 12 cfm compressed air at 80 

psi. They're constructed with 14-ga. steel bodies, 
11-ga. steel legs, and have a spring-loaded trap 
door attached to the hopper bottom. Include 
carbide nozzle and air jet, regulator and gage, foot 
pedal actuator, and replaceable cloth-lined rubber 
gloves. Dust collector required (sold separately); 
except No. 6YY21 comes with 400 cfm unit. 


ALC Steel Blast Cabinets—A large viewing 
window and oversized top door opening help 
accommodate a wide range of items. The fully 
welded construction keeps blasting media from 
leaking out of the cabinet. Include a dust collector. 


Allsource Steel Blast Cabinets—A foot pedal- 
controlled siphon blast gun reduces operator 
hand fatigue and a rear-mounted 90 CFM dust 
collector minimizes the machine's footprint to 
free up floor space. The oversized front door 
Opening lets you easily load a variety of items 
into the cabinet. No. 53CV99 has a 150 Ib. grate 
capacity. No. 48ME53 has a 400 Ib. grate capac- 
ity and No. 48ME54 has a 500 Ib. grate capacity 
to let you work on heavier items, such as engine 
blocks and cylinder heads. 


Work A Mfr. Item 
Width fin: 4 Depth (in.) Window Top Opening Side Opening Brand Model No. 
22. 13" Io X20" 18" x 14%" — ALC 40389 15E777 
30" 20" 2t XV: I X20" — ALC 40390 15E778 
on 23. 30. X 1) IG X33" — ALC 40391 15E779 
18° 16° 6" x 12° 18" x 12° — Econoline 101691G-A 32848 
36" 24" 12 X24" 1d Xx 30: He xi ALC 40403 53RJ25 
48" 24" 12" x 24" 13" x 47" Wx ALC 40411 53RJ26 
60" 24" 12 x24 To Xoo. Toe ALC 40413 53RJ27 
36" 24" 12 x24 a6 X13. 1, x11 Econoline 101694G-A 32850 
42" 24" 12 X24 42" x 24" 17°x 11" Econoline 101696G-A 32887 
48" 24" 12 xX 24° 15" X 47" 20" X 22" Allsource 41500 53CV99 
29" 34" aU Xx 1p: 29" x 38" — Allsource 41800 48ME53 
46" 49" 30" x 15" 29" x 38" — Allsource 41200 48ME54 
40" 40" 12" x 24" 40" x 40" 20" x 30" Econoline 101698G-A 32947 
60" 48" 12° x24" 60" x 48" 2U x 30 Econoline 101701G-A 4NFU2 
48" 48" 12x24" 48" x 48" 20" x 30" Econoline 101699G-A 4NFU3 
36" 24" 12" x 24" ob. X13 Ty Xi Econoline 101694DG-A  3JR97 
48" 26" 12 x24" 48" x 24" Wy xa: Econoline 101697WDG-A_ 6YY21 
40" 38" 2394" X 2394" — 30 X20 Econoline 102760G-A 3JR98 
46" 34" OU xX 15. — — Allsource 42000 448M04 
ele 24" 24" x 12" 13 X30" WW Xe ALC 40403L 448M07 
48" 24" 24 X12. 13" x 47" TT Xe ALC 40411. 448M08 
60" 24" 24" x 12" io 90° i aa ALC 40413L 448M09 
48" 48" 12" x 24" 48" x 48" 20) Kav: Econoline 101699WD-A  40HY7/2 
Item Item 
Brand No. Description For Use With Brand No. 
Gloves, 24°L, 1 Pair 32890, 32887, BYY21, 6YY23 Econoline 3J105 
ALC 15E806 Gloves, Seamless, 24°L, 1 Pair 3JR9/, 3JR98, 6YY23 Econoline 4KR12 
ALC  15E807 Gloves, 33'L, 1 Pair 3294/ Econoline 3J106 
ALC —_15E808 Lampshield, 6.875 x 12.5" she a7887- 3794 Econoline 3J111 
ALC = 15E787 . : s i f, , 
ALC A5E785 Lampshield, 12" x 25.5 3JR97, 3JR98, 6YY21 Econoline 3J110 
ALC 15E786 Filter Cartridge, 9 X 24" 6YY21 Econoline 6YY46 
are Peet ere — Gun 
5 td 
‘Aluminum Nozzle 15E777, 15E778 ALC  15E783 
Econoline 3JR94 12 CFM Gun Assembly Econoline 3J101 
Econoline 4NFU5 25 CFM Gun Assembly 32848, 32850, 32887, 32947 Econoline 3J102 
Econoline 4NFU6 45 CFM Gun Assembly Econoline 4NFU8 
Econoline 4NFU/ Ya" |.D. Nozzle 12 CFM 3JT01 Econoline 3J108 
Econoline 3JR96 12 CFM Air Jet Econoline 3J104 
Econoline 3JR95 V6 |.D. Nozzle 25 CFM 3)T02 Econoline 3JI10/ 
Econoline 4NFU4 25 CFM Air Jet Econoline 3J103 
Clear Abrasive Hose, 2° x 5 ft. 32848, 32850, 3288/7, 3294/7 Econoline 3J109 
4’ |.D. Nozzle holder conoline 4 
ALC 448M06 He I.D. Nozzle Econoline 4KR19 
Ye" |.D. Nozzle Econoline 4KR15 
16’ |.D. Nozzle 3JR97, 3UR98, 6YY21 Econoline 4KR16 
ALC 15781 us [D. Nozzle Econoline aKRU 
ALG  15E782 Vie. |.D. Nozzle conoline 4 
ALC 15E780 Abrasive Hose, 8 ft. Econoline 4KR13 
Econoline 3J112 Media Valve, Aluminum 3JR97 Econoline 4KR21 
; paenragn, Media Valve Econoline 4KR22 
ee Gloves, 2 53RJ25, 53RU26, 53RJ27 ALC _93RJ30 
Econoline 3d115 Window era A 24", Pkg. 90 ALC _53RJ31 
Econoline 3J114 a Oe ALC Abrasive Blast Cabinet AL RJ32 
Econoline aKR23 24" X 120", Pkg. 1 C Abrasive Blast Cabinets C S38RJ3 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 
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ECONOLINE ALG 








Bag-Style Cartridge- 
Filter Style Filter 
Dust collection systems remove dust and dirt particles from 
the air, and return filtered air to the room. 
Bag-Style Filter—Bag filters can be laundered and reused. 
Chip capacity is 90% @ 2.5 microns. 
Cartridge-Style Filter—99.98% efficient cartridge-style 
filters remove particles from the air as small as 0.5 microns. 
Max. Chip Cap. Hose Max. Hose Amps Mfr. Item 
Flow (cfm) (microns) dBA Dia. (in.) Length (ft.) Voltage AC Includes Brand Model No. 
Bag-Style Filter 
6 100 cfm motor, 8 Feet Electric Cord Plugs into . : 
100 90% @ 2.5 90 2% 5 115 8 Cabinet Light Box, self-cleaning bag style filter Econoline 201768G-B5 3JR93 
112 90 80 to 85 2M4 6 120 14 Hose and Filter ALC 40412 53RJ28 
‘ 150 cfm motor, 8 Feet Electric Cord Plugs into . ; 
150 90% @2.5 87 2% 5 115 8 Cabinet Light Box, self-cleaning bag style filter Econoline 202672-A 4KR11 
é Regulator, Gauge, Moisture Filter, 30 Tubular 50 ; : 
850 90% @ 2.5 83 5 10 230 14.5 Micron Filter Bags, 5" Diameter 10 ft. Long Hose Econoline 101852WD-A 40HY73 
Bag-Style Filter Accessories 
50 Micron Replacement Filter for 53RJ28 ALC 40267 53RJ29 
Replacement Filter, Use with Nos. 3JR93 and 4KR11 Econoline 414436 3JR99 
Cartridge-Style Filter 
0 400 cfm motor, Alr-Actuated Vibrator, Trap Door, 5 ; 7 
400 99.9% @0.5 86 4 10 115 8 Micron Cartridge Filter, 4” Diameter 10 ft. Long Hose Econoline 101716GYG-4C  6YY22 
0 600 cfm motor, Air-Actuated Vibrator, Trap Door, 5 ; 
600 99.9% @0.5 85 4 10 115 11.8 Micron Cartridge Filter, 4" Diameter 10 ft. Long Hose Econoline 101716GY-6C 40HY74 
’ Meas 
ALG *wesrwarp Qe ouner, ‘we 


Portable Abrasive Blasters 


For removing rust, scale, paint, and dirt from metals, wood, brick, 
and stone. 


Note: Additional ALC accessories and parts are available on Grainger.com®. 


Siphon-Feed—Westward® model includes blast gun and %6" 
ceramic nozzle. No. 102912 has a steel hopper with pull handle and 
6" wheels for easy maneuvering around the jobsite. Nos. 15E765 
and 15E766 have steel construction and can be used with most dry 
abrasives. No. 15E766 includes sturdy steel cart with two 6" wheels. 





50 lb. Capacity 45 lb. Capacity 80 Ib. Capacity 


Pr re-Feed—All Westward units incl n air line filter an 
essure-Feed estward units include an a é filter and No. 15E765 No. 10Z913 No. 10Z914 


pressure gage to control airflow. Nos. 102914 and 10Z915 have 
a recessed top for filling of blast media. Nos. 15E742 and 15E745 
have powder-coated steel construction with a manual pull-up tank 








closure and deadman handle design; can be used with most dry eae baa 
ast Ki 
abrasives. Include hood. sis. 4RETOO 
Siphon Gun Blaster Kit—Simple blaster is ideal for small projects. 
Hopper CFM Req. @ 80 psi Hose Mfr. Item 
Cap. (lb.) AirPressure (psi) | (CFM @ Nozzle Size) Includes Length Brand Model No. 
Siphon-Feed 
20 80 to 110 / 1364" Nozzle, ¥4" Nozzle, 416° Nozzle, Siphon Gun aie ALC 40017 15E765 
90 60 to 125 6.2 Blast Gun 10 ft. Westward _ 102912 
80 to 110 7 1¥e4" Nozzle, 4" Nozzle, %16' Nozzle 10 ft. ALC 40018 15E766 
Pressure-Feed 
60 to 125 9 Control Valve Gun, Filling Funnel, Protective Hood 8 tt. Westward _ 102913 
65 80 to 125 7 (2) Ye" Nozzle, %2" Nozzle, Blast Hood 10 ft. ALC 40001 15E742 * 
80 65 to 125 9 Blast Gun 8 ft. Westward — 102914 
100 80 to 125 ii Ys" and %32" Ceramic Nozzles hie Allsource 41600 15E745 
Zo 65 to 125 9 Blast Gun 8 tt. Westward _— 102915 
150 80 to 125 15 (2) Ye Nozzle, (2) ¥32' Nozzle, Blast Hood 1D it. ALC 40004 15E743 * 
250 80 to 125 15 (2) Ys Nozzle, (3) ¥2' Nozzle, Blast Hood with Bump Cap, 25 ft. Blast Hose 25 It. ALC 40005 15E744 * 
Siphon Gun Blast Kits 
40 to 125 6.2 Siphon Gun, %6' Ceramic Nozzle, Steel Pick Up Tube and Hex Wrench — Westward = 102911 
= 80 to 125 7 1¥64" and Y4" Steel Nozzles = Allsource 4001544 = 15E790 
80 to 125 £ '¥64" and V4" Steel Nozzels — ALC 40015 15E789 
Blast Guns And Nozzles 
Blast Gun, Use With 15E/789,15E/65,15E/66 ALC 40153 15E774 
Blast Gun, Pressure-Feed, Use With Nos. 102913, 102914 & 102915 Westward 102920 102920 
Blast Gun, Siphon-Feed, Use With 102912 Westward 102917 102917 
Blast Nozzle, 32", Use With 102920 Westward 102921 102921 
Blast Nozzle, %4", Use With 102920 Westward 102922 102922 
Blast Nozzle, Ys’, Use With 102920 Westward 102923 102923 
Blast Nozzle, %4", Use With 102920 Westward 102924 102924 
Blast Nozzle Kit, 416’, Ceramic, Use With 102917 Westward 102918 102918 
Blast Nozzle Kit, 6", Tungsten Carbide, Use With 102917 Westward 102919 102919 


* ASME certified. 
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ABRASIVES 
Blasters & Media 


Scan. Order. Done. 
Details on page A1. = 

















ii: janie. Portable Soda Blasters 
Capacity | Capacity Environmentally friendly units use soda media to remove coatings 
ne ee kee ena including carbon, paint, dirt, mold, oil, soot, and graffiti from almost 
any surface; no advance cleaning or surface masking is necessary. 
' Water filter, pressure regulator, and control valve system included. 
ASME coded. No. 6YY25 is lightweight with a carrying handle. 10 
lb. of soda provides up to 30 min. of blast time. Includes 5-ft. hose 
and s" ceramic nozzle. No. 6YY24 is wheel-mounted and ready 
for instant hook-up to air supply. Includes 25-ft. hose, Ys" ceramic 
nozzle, air safety lockout, and blast hood with cap. 
Air Min. CFM Mfr. Item 
Hopper Cap. (Ib.) Pressure (psi) @ 80 PSI Model No. 
Portable Soda Blasters 
10 40 to 125 12 101825G-A _6YY25 
100 25 to 125 18 101826G-A_  6YY24 
Accessories 
i We yous se with ort 201247G-A_ _—«6YY45 
it w/5 Nozzles, 3 Restrictors an 
Control Box Hoses for Use with 6YY24 see BUA 
Glass | Crushed Al. Ox./ Aluminum | Silicon Steel | Stainless Coal Corn Walnut 
Beads Glass Glass Glass Mix Oxide | Carbide | Shot Steel Shot) Steel Grit) Garnet Slag Cob Shells Soda 
Applications 
Finishing X X X X X X X X 
Peening X X X X X 
Etching X X X 
Deburring Ke X* Ke X X X 
Cleaning X X X X X X X X X X 
Rust Removal owe ia Oe X X X X X X X ya X 
Paint Removal X X X X X X X X X X X X X 
Media Typically Used On 
Steel X X X X X X X X X X X X X 
Stainless Steel X X X X X X X Xt X X X 
Aluminum X X X X X Xt X X X 
Plastic X X X X 
Wood X X X X 
Specifications 
Working Speed Med. Med. Med. Med. High High _Very High High High High High High 
Blast Pressure 40-80 | 80-150 | 20-55 40-80 60-100 | 20-90 | 80-150 | 80-150 | 80-150 | 90-110 60-80 60-150 | 60-150 | 50-150 
Hardness (MOH) a0 a0 a 9.0/9 9 9 8 8 8 7.5-8.5 6-7 45 ony OB 
Shape Spherical | Angular | Spherical | Spherical and Angular, Angular | Angular Spherical) Spherical | Angular | Granules | Angular | Angular | Angular | Angular 
Dust Level Low Low Low Med. High High __ Very High Med. High Low Med. Med. High 
Probability of Metal Removal | Very Low | Very Low| Very Low Med. Med. High High High Med. High | Very Low Very Low | Very Low 
Recyclable Yes es Yes Yes Yes Yes Yes Yes Yes Yes No No No No 
* Soft metals and plastic. ** Surface rust. f 80 and 100 grit. 
GCatters * GRAINGER = Micron Container Item 
cena cincooer cise APPROVED ea =) l UN Description Media Grit Nominal Dia. Range Range __US Sieve Size Brand No. 
Glass Beads, Extra Fine Not Rated 0.001 7° to 0.0035" 5to90 = 1/0-325 53 Ib. Potters 62013 
Bl t M di Glass Beads, Fine Not Rated 0.0035" to 0.0059" 90to 150 100-170 53 Ib. Potters 2W/66 
aS edia Glass Beads, Medium Not Rated 0.0041" to 0.0083" 106 to 212 70-140 53Ib. Potters  2W580 
we ers = Glass Beads, Coarse Not Rated mines to oe. y - to ae var 2g i" potters ee 
es a eee ot Rate “to 0.0117" to 00-7 Od Ib. otters 4 
eA? hg elaee eee Ete alee 0.0116" to 0.0279" 297to 710 50-80 50'Ib. GA 35KJ36 
fend aass Feadsi\uminum “Not Rated 0.0041" to 0.0083" 106 to 212 70-140 © 531b. —- Potters. 5WO22 
Ground Glass Not Rated _0.0165"to 0.0278" =©425to 710 25-40 53 Ib. Potters 62ZC15 
Crushed Glass Not Rated _0.0165"to 0.0070"  =212t0 425 40-80 50 Ib. GA _53YK16 
36 0.0117" to 0.0278" 297 to 710 25 50 Ib. GA 6YY34 
46 0.0083" to 0.0165" = 212 to 425 40 50 Ib. GA 6YY35 
‘ve 4™ 54 0.0070" to 0.0139" —- 180 to 355 45 50 Ib. GA 6YY36 
See see ; 60 0.0059" to 0.0117" —-150 to 297 50 50 Ib. GA 6YY37 
Fas ig *.* A 80 0.0041" to 0.0083" —_—-106 to 212 80 50 Ib. GA 6YY38 
— Annan 04 a tr 
ace eT ie uminum Oxide ‘to 0. : to 4 
na oceear aac ides ep a 150 0.0017"to 0.0041" 45 to 10614050 b. GA 6YYA1 
o. 2WS o. 6YY34 180 0.0021"to 0.0035" _53to90 ‘170 50 Ib. GA 6YY42 
220 0.0017" to 0.0290" 45 to 75 200 50 Ib. GA 6YY43 
Not Rated _ 0.0021" to 0.0035" 53 to 90 50 1 Ib. GA __53YK21 
Not Rated _ 0.0021" to 0.0035" 53 to 90 50 10 Ib. GA _538YK22 
Not Rated _ 0.0021" to 0.0035" 53 to 90 50 50 Ib. GA _ 538YK23 
36 0.0165" to 0.0278" —_ 425 to 1000 36 59 Ib Barton 36UU71 
80 0.0070" to 0.0139" _ 150 to 297 80 99 |b Barton 36UU69 
Garnet 80 0.0070" to 0.0139" _- 150 to 297 80 59 Ib. GA___402F54 
100 0.0049" to 0.0098" —_-125 to 250 100 55 Ib. GA___402F55 
36 0.0165" to 0.0278" —_ 425 to 1000 36 30 1D. GA__ 402F56 
60 0.0117" to 0.0278" 297 to 710 _ 30-60 55 Ib. GA___402F5/ 
Silicon Carbide 120 0.0021" to 0.0049" 53 to 125 120 50 Ib. GA 6YY26 
Ske 220 0.0017" to 0.0029" Ax 10 10 200 50 Ib. GA 6YY27 
= . a. ae 36 0.0167" to 0.0334" _ 425 to 850 30 80 Ib. GA 6YY28 
Silicone Carbide Coal Slag Coal Slag 24 0.0167" to 0.0669" —_ 425 to 1/00 20 80 Ib. GA 6YY29 
No. 6YY26 No. 6YY28 Not Rated 0.0117" to 0.0278" = 21210425 30-60 80 Ib. GA 53YK20 
Sada 120 0.0035" to 0.0059" 90 to 150 200 90 Ib. GA 6YY30 
80 0.0017" to 0.0098" 45 to 250 120 50 Ib. GA 6YY31 
e Steal Grit Not Rated _(0.0117"to 0.0278" —-297 to 710 50 25 |b. GA _53YK11 
Not Rated _—_0.0236"to 0.0551" —_- 425 to 1000 25 25 |b. GA _53YK10 
Steel Shot Not Rated _0.0236"to 0.0551" 297 to 710 230 25 |b. GA _53YK09 
Not Rated 0.0117" to 0.0278" 212 to 425 110 25 |b. GA _53YK08 
, ieee! —torirevase ve ben) ew — 2 eh — Soe 
+ : ot Rate ‘to 0. : to 5 9 |b. +) 4 
~~ Stainless Steel Shot Not Rated 0.0117" to 0.0278" 212to 425 35-50-25 Ib. GA 53YK13 
< Not Rated _0.0236"to 0.0551" = 297 to 710 —20-40 20 |b. GA _538YK12 
~ "S GarnGobs 20 0.0236" to 0.0551" —_ 600 to 1400 18 40 Ib. GA 2MVR4 
~ 40 0.0167" to 0.0393" —_ 425 to 1000 30 AO Ib. GA 2MVR5 
_ Not Rated _0.0160" to 0.0330" 420 to 841 ~—- 20-40 50 Ib. GA __538YK19 
Sod Cc Cc Walnut Shells Not Rated _0.0330" to 0.0660" 841to0 1680 12-20 50 Ib. GA _53YK18 
oce orn Cob Not Rated _0.0660"to 0.0940" 1680 to 2380 8-12 50 Ib. GA _53YK17 
No. 6YY30 No. 2MVR4 * Size is for glass beads only. 
2404 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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WELDING 
Gloves & Helmets 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





For more welding gloves, see page 1704. 
Replacement Filters, Plates, and 


Magnifying Lenses are available on 





- No. 
(0) 
Grainger.com®. | 49CE30 
No. 
No. 33RN20 
33RN23 
LINCOLN & UM) 
TELECTRIC) Willer Leather Back Thumb PCHOOSE: 
: Application Palm Material Material Lining Material Style Size Length Color Item No. 
= incoln Electric 
Welding Gloves MIG. Stick Cowhide Leather Cotton, Foam Wing L 18" Gray 49CE30 
= Kevlar® stitching - I; - Cowhide Leather Red Jersey Wing XL 13%" Black/Red 49CE32 
iller Electric 
i ee : : Cowhide Spandex® Cotton, Foam Reinforced M gy" White/Blue/Black 33RN23 
Gauntlet cuff provides additional wrist protection. = Cowhide Spandex® Cotton’ Foam Reinforced L 9" White/Blue/Black —33RN24 
7 ; ‘ Cowhide Spandex® Cotton, Foam Reinforced XL gy," White/Blue/Black 33RN25 
MIG, Stick—Thick, heavy-duty gloves offer superior Cowhide Cowhide, Goatskin Cotton, Fleece Wing L 13" Blue/White  33RN21 
burn and spark protection, and high-heat resistance. Goatskin Goatskin Cotton, Fleece Keystone M 12" White/Blue 33RN16 
Goatskin Goatskin Cotton, Fleece Keystone L 12 White/Blue 33RN17 
TIG : : : 
—Thi i i Goatskin Goatskin Cotton, Fleece Keystone XL 12 White/Blue 33RN18 
TIG Thinner le ather provides SUPETIOS feel and Goatskin Cowhide, Goatskin Cotton, Fleece Wing M 13" Blue/White 33RN20 
dexterity with light burn, spark, and heat resistance. Goatskin Cowhide, Goatskin Cotton, Fleece Wing XL ik Blue/White  33RN22 


Welding Helmets with Auto-Darkening Filters 


= Auto On/Off power control T94™ Series—Feature 4 arc sensors. 
= Sensitivity and delay controls ClearLight™ high-definition optics and 
All include: magnifying lens holder, (5) outside and © X-Mode™ feature help you see the arc in even difficult 

(2) inside cover lenses. Digital Performance, Digital conditions, such as in bright sunlight, or if sensors are 
Elite, Digital Infinity, and T94™ Series also include blocked. The cover lens is simple and easy to change out, 
lithium batteries and a helmet bag. All meet ANSI to help reduce downtime. 

and CSA standards; except T94 Series does not 
meet CSA. 





Miller 


Weld-Mask™—Goggles provide auto-darkening in 
compact configuration. Includes 2 outside cover lenses, 2 

















Classic Series—Feature 2 arc sensors, Auto On/ sensors, antifog film, head-covering, and carrying case. Digital Elite T94™ 
Off, and Sensitivity control button. Nos. 38VU60 and eeeeneee idle 
34C363 have integrated grind shield. Battery oper- TIG AMP Electromagnetic Switching Item 
ated with solar assist, except No. 38VU59 is solar peseription , Color Graphics Lens Shade Rating Sensor Viewing Area Speed No. 
elding Helmets 
only. Black = 10 20A No 3.74" x 1.38" 1/3600 sec. 38VU59 
= - : : Black = 9-13 5A No 3.74" x 1.38" 1/15,000 sec. 38VU60 
Digital Performance and Digital Elite Series— =—,,<<;, Black = 8-12 20A No 3.74"x 1.38" 1/10,000 sec. 340363 
All feature easy-to-use digital controls. Battery Black Metalworks 8-12 20A No 3.74"x 1.38" 1/10,000 sec. 40CM99 
powered with solar assist. Digital Performance pigtal Black 8 BAN 8828S A120.000 sec. 340373 
series have 3 arc sensors and 3 modes: Cut, Weld, Performance Black/Blue Blue Rage 5-13 BA No 3.82" x 1.85" 1/20,000 sec. 34C378 
SAT ET ee teat oui — nee eee 
usa and 4 digital modes: Weld, Cut, Grind, and Digital Elite Blue Vintage Roadster 5-13 BA Yes 3.82" x 2.44" 1/20,000 sec. 38XK47 
-mode. Black/Orange Inferno 513 oA Yes 3.82" x 2.44" 1/20,000 sec. 340386 
a Black Lucky's Speed Shop 5-13 oA Yes 3.82" x 2.44" 1/20,000 sec. 340383 
Digital Infinity™ Series—Features a large viewing Sal Black — 5-13 SA Yes 6.70 x 6.70 1720,000 Sec. 40CN04 
: i - igita ac ack Ops - es .10" x 6.70" ,000 sec. 
area and 4 modes: Weld, Cut, Grind, and X-mode. Infinity Black Departed 5-13 5A Yes 6.70°x 6.70" 1/20,000 sec. 40CN02 
X-mode uses electromagnetic sensors to help you Blue/Red/White Stars and Stripes 5-13 5A Yes 6.70° x 6.70° 1/20,000 sec. 40CN05 
in bri ‘a Silver — 3, 5-8, 8-13 3A Yes 3.81" x 2.62" 1/20,000 sec. 54TA12 
See see your arc, even in bright sunlight or if sensors 94 Silver = 8-13 3A Yes 3.81"x 2.62" 1/20,000 sec. B4TAt3 
are blocked. InfoTrack™ tracks arc time, and gives Welding Mask 
you the ability to set an alarm or timer. Weld-Mask _ Adjustable Sensitivity, Adjustable Shades: #5, 7, 9, 11, 13, 1/15,000 sec. Switching Speed 38VU61 
Welding Helmets with SIM 
7 - - Speedglas™ Speedglas™ 
Auto-Darkening Filters ashes oon 
= Switching speed: 1/10,000 sec. Speedglas™ 9000 Series—The No.53ME09 No. 4CWG9 
Speeglas™ SL—Haton sensor et ee cree 
automatically turns ON welding filter Soenen 
ae most MIG/MAG, Plasma, Stick, and TIG Lens Viewing TIGAMP Item 
when helmet is picked up. Appropriate = 
: welding processes Description Color Shade Area Rating No. 
for most arc welding process such poeaidlas Se peer eet ae cts x roe aL aDNDE 
™ iac_ peedglas™ ack/Silver : 6b" X 1:73" 
as stick, MIG/MAG TIG, and plasma Speedglas 9100 Series Feature Speedglas™ 9000 Black/Silver 8-19 -913"x4.09" 1A 53ME09 
welding. a locking up-and-down pivot, side = 5 7 13 4.20 x 2 aC i cs 
: : ac ; X : 
Speedglas™ 100 Series—Locks exhaust vents, and side windows. Speedgtas™ 9100 Black/Silver 5, 8-13 3.70"°x 1.80" 1A 6DNC6 
ial ae Sensitivity adjustment allows use Black/Silver _5, 8-13 3.70"x 1.80" 1A 9NUA2 
in light state grinding mode 3 when with all Stick. MIG and TIG welding Black/Silver 5, 8-13 4.20"x 2.10" 1A  9A842 
grinding. Delay function allows user to ot. ; Black/Silver 5, 8-13 4.20"x 2.10" 1A 6DNC7 
t ig time. With built . processes with grinding torch modes. Speedglas™ 9100X Black/Silver _5, 8-13 4.20°x 2.10" 1A 4CWG9 
Set opening time. With DuUlIt-In Magni- Nos. BDNC6. 9NUA2. 9A842. 4CWG9 Speedglas™ 9100XX Black/Silver 5, 8-13 4.20"x 2.80" 1A 4CWH1 
fying lens holders. For most Stick, MIG " , , Speedglas™ 9100 FX Black 5, 8-13 4.20"x 2.80" 1A 310298 
d hiah TIG and idi and 4CWH1 have ratchet headgear. Accessories 
Be ee ee ea eee “Ne. BONCZ haga hard Wat adapter Auto Darkening Filter, 2.8" x 4.2", 5, 8 to 12 filter 48WL45 
processes. ; ; Polycarbonate Protection Plate, 4.0" x 6.0", For Use With 4CWG9 and 4CWH1 4CWH2 
7 7 a ® = = 
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WELDING 
Helmets 


Scan. Order. Done. 
Details on page A1. 
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3350 Series 
No. 54EE87 


Solar 
No. 33N556 


725S Series 
No. 40P666 


Professional Digital 
No. 44R235 


Professional 
No. 44R230 





2450 Series 


No. 54EE96 





weldcap® 


No. 44YT88 








* wesw 


optrel JACKSON 


Auto-Darkening Welding Helmets 


WESTWARD 


Ratchet headgear with removable sweatband. Include 
extra lens covers. 


Solar—Provide UV/IR protection up to shade DIN 16. 


Professional—Feature external shade control with grind 
function. 


Professional Digital—Feature digital control display. 
No. 33N557 has 4 control buttons. Headgear can hold and 
lock. Internal slots hold magnify lens. 


LINCOLN ELECTRIC 


725S Series—Cheater lens-capable lightweight ther- 
moplastic helmet features a Grind mode and has 2 
independent arc sensors to help avoid blind spots. With 
continuously variable external shade control. Solar oper- 
ated with battery assist. Meets ANSI Z87.1, CSA. 


3350 Series—4C technology provides a large viewing 
area, and 1/1/1/1 Optical Clarity to help improve visibility 
and reduce eye strain. Solar powered. 


2450 Series—With a 28% larger field of view compared 
to similar helmets in their class, and 4C Lens Technology, 
the 2450 Series helmets help improve visibility, reduce 
eye strain, and provide real color view. With 1/1/1/1 
Optical Clarity. Solar operated. No. 54EE97 has 3 modes 
(welding, cutting, and grinding). 


OPTREL 


weldcap®—Comfortable lightweight cap has manual 
shade level adjustment and offers more than twice the 


vegaview 2.5—Improves your vision with more than 
4-times lighter view in Light state and in Grind mode. 
Manual shade level adjustment. Solar powered with 
battery assist. Meets ANSI 287.1. 


e650 Series—Includes Grind Mode, continuously vari- 
able sensitivity control, and opening delay function, as 
well as PAPR respiratory protection. All functions can be 
accessed from outside the helmet. Solar operated with 
battery assist. 


e684 Series—Special cooling design with an HD viewing 
lens and adaptive auto-adjusting shade level. Includes 
PAPR respiratory protection. Battery operated. Meets CSA 
294.3 standards. 


panoramaxx—Comfortable helmet helps you improve 
awareness of your surroundings, with a panoramic 
faceshield that offers a 6-times larger field of vision than 
standard welding helmets. A special UV/IR filter provides 
truer color rendering. Solar operated, with battery assist. 


JACKSON SAFETY 


NexGen HSL100—Features 3 modes: Weld, Torch, and 
Grind. With sensitivity and delay adjustments that can be 
made with easy-to-use digital controls. Includes a built-in 
mag lens holder. Solar operated with battery assist. 


HSL 100—Ultra light weight helmet is made to give you 
an unobstructed view without lifting the hood. Features a 
variable Auto-Darkening Filter, with 4 independent sensors 
and easy-to-use digital controls that allow you to make 
sensitivity and delay adjustments for different tasks and 









. ; ; , durations. 
genio field of view of most standard industry welding helmets. 
ve Battery operated. Meets ANSI 287.1, AS/NZS 1337/1338. 
Lens TIG AMP Electromagnetic Switching Item 
Description Color Graphics Shade Rating Sensor Viewing Area Speed No. 
Westward 
Salar Black — 10 35A No 02 X 130° Yaooo S@C. 4UZY8 
Black — 9-13 5A No 3.82 X 1.73" Yis,000 sec. 33N556 
Black — 9-13 5A No 3.02 X 1.85" Y%5,000 sec. 6VKF5 
prcieesianal Gray _— 6-13 2A No 3.74" x 3.34" Yo5,000 sec. 44R225 
Blue/white Blue/white 6-13 2A No 3.14" x 3.34" Y5,000 sec. 44R230 
Black Black 6-13 2A No 3.74" xX 3.34" Yo5,000 sec. 33N557 
Professional Black _— 5-13 2A No 3.82" x 2.44" Yo5,000 sec. 33N558 
Digital Black/Red/White Black/Red/White 5-13 2A No 3.82" x 2.44" 5,000 sec. 44R235 
Panoramaxx Lincoln Electric 
No. 401R73 Brown Lone Star 7-13 dA No 3.02 X 1.73: Yo5,000 sec. 49CE28 
795S Series Black/Red Grunge 7-13 dA No gioe Ka Yo5,000 sec. 40P666 
Brown Blazed 7-13 5A No oee X18: Yo5,000 sec. 49CE29 
Red/Tan Bloodshot 7-13 dA No S02 X10 Yo5,000 sec. 40P667 
Blue/Red/White American Flag 5-13 2A No 3.74" x 3.34" Yo5,000 sec. 54EE89 
3350 Series Silver Twisted Metal 5-13 2A No 3.74" x 3.34" Yo5,000 sec. 54EE90 
Black — 5-13 2A No O14 X04 Y5,000 sec. 54EE87 
2450D Series Black — 4, 5-13 2A No 3.84" x 2.44" Yo5,000 sec. 54EE97 
2450 Series Black — 5-13 2A No 3.84" x 2.44" Yo5,000 sec. 54EE96 
Optrel 
weldcap® Black/Green _— 9-12 No 3.94" x 1.97" ¥30,000 sec. 44YT88 
vegaview 2.5 Black = 8-12 No 3.94" x 1.97" Y0,000 sec. 48TR37 
e650 Series Black — 9-13 No 3.94" x 1.97" Y0,000 sec. 357250 
e684 Series Silver —_— 5-13 No 3.94" x 1.97" Yio,000 sec. 44YT86 
Panoramaxx Black Black/Green/White 5-12 1A No 2.30" x 6.30" Y40,000 sec. 401R73 
Jackson Safety 
NexGen HSL100 Black — 9-13 5A No 3.0 X 2.30" Yi5,000 sec. 2KUV3 
NexGen HSL100 HSL 100 Black — 9-13 dA No 3.93" x 2.36" Yio,000 sec. 54JM14 
No. 2KUV3 Auto Darkening Filter For Use With Jackson Safety WH10 HSL 100 or HLX 100 Welding Helmets 3MNX9 
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WELDING 
Helmets & PAPR Systems 


Find the Replacement Filters, Plates, and Magnifying Lenses you need at Grainger.com®. 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





H ll . . 
*wisnwaro sellstrom ("sax 


Super Slim™ 


Super Tuff™ nylon helmets are lighter than 
fiberglass. Drop-down ratchet headgear. Super 


Passive Welding Helmets 
and Faceshields 





WELDING HELMETS Kool™ helmet has coating that makes helmet 

Flip Up Front me and sheds spatter without burning. Super Slim” sero 
Helmets have an impact-resistant straight top that extends  ‘Tigerhood | enngpee Classic 
well over the head for added protection. Adjustable ratchet Seamless-shell thermoplastic helmet has an No. 100433 


extended throat to help block fumes, smoke, 
and sparks; reducing the risk of burn. With 
lift-front lens and 3C headgear. Installed shade 
10 filter lens. Nos. 100434 and 100432 have 
telescoping lid. No. 2XKX9 includes loop for 


suspension. 


Confined Space Pro 


Super Kool™ helmet coating resists weld spatter and keeps 
helmet cooler than uncoated helmets. Proprietary lens reten- 











tion system allows easy filter, cover, and protective plate attaching hard hat. 
loading. Ratchet suspension. a 
Lens Item Pipeliner 
Description Color Shade Viewing Area Brand No. Fiberglass with neoprene strap headband. 
Telling Helmets Black 10 4.33°x354" W d R22 
= ac 33 X 3.54" estwar 44R224 i 
Flip Up Front Black 10 3.86'x2.09" Westward 4UZZ3 wi 0 Series 
pontine Space Et cry i a X pelstrom ane Passive welding helmets offer a clear, unob- WH10 HSL 100 
uper Slim™ Fixe ac .29' X 2.00" ellstrom ~~ 
Super Slim” Silver 10 5.25"x 4.50" Sellstrom _4T542___Structed view of the weld puddle. Include No. 2KUV7 : 
Super Kool 80 Si . 4.25 x 2.00 Sellstrom AH polycarbonate filter. No. 2KUV9 has a flip front. Welding Hood 
uper Slim™ ac 20 X 2.00" ellstrom No. 6FKT2 
Blue 10 .29'X 2.00" _Fibre-Meta 4 
Tigerhood Classic Gray 10 _4.25"x 2.00" Fibre-Metal__2xKxg WELDING HOOD 
ee eet eres Leather hood with ratchet headgear is : 
ilver 10 4.25"x2.00" Fibre-Metal 100432 ; aeaauand 
Hgstiiond Futura™ Sina 7 va X oo TIGRE 2xKYz designed for tight or confined spaces. Cover e ue = eas 
ipeliner ite .20 X 2.00" Fibre-Meta i i oO. 
WH10 HSL 2 Black 10 2"x 4.95" Jackson Safety 2kuva— 24 filter plates (included) are easy to load. 
Weta ae 90 Black 10 4.5°x95.25" Jackson Safety 2KUV7 INFRA-GUARD® FACESHIELDS 
elding Hoo 


Hood w/Filter Plates Gray 10 4.25'x 2.00" Sellstrom —_ 6FKT2 Protect user from infrared and ultraviolet rays 
Infra-Guard Faceshields : . . 
Shade 5, 8°H x 12°W Sellstrom 1N785 uring oxygen/acetylene welding and cutting 
shade 5, 7'H x 19°W Sellstrom _1N786 operations. Ratchet headgear. 


PAPR System 
No. 32NC50 






PAPR System 
No. 408M95 


Miller. avi 


Powered Air Purifying Respirator 
(PAPR) Systems and Respirators 


POWERED AIR PURIFYING 
RESPIRATORS (PAPR) 

NIOSH Certified, except Nos. 49WM68 and 
32NC32. APF of 25. 


Miller©—Feature a lightweight, low- 





3M™—Feature side shields that provide 
improved peripheral vision, and an auto- 
darkening visor plate. 

LPR-100 HALF MASK RESPIRATORS 
Low-profile design fits comfortably under 





profile blower design with integrated a welding helmet without obstructing the patibngat 
load-bearing shoulder straps to help user's view. Large exhaust valve eases No. 340395 
reduce fatigue, and a 9.22 sq. in. auto- breathing. Filter media maximizes efficiency 
darkening lens. Dual airflow speeds allow —_in humid conditions, extending filter life. 
for user adjustment in varied work condi- — NIOSH Certified, APF of 10. Half-Mask Respirator 
tions. Audible and vibrating alarms indicate No. 36RC60 
low battery and/or constricted airflow. 
Mfr. Item 
Description Walaa Hal ; ' (Oy HEPA ine’ ues +ia;-SOurK + Baath 5a FI Brand Model No. 
194 Welding Helmet, Compact blower unit, ilters, Pre-filter, Spark guard, Breathing tube, Flame-resistant 
breathing tube cover, Padded belt, Shoulder straps, (2) Lithium ion batteries, Battery charger, Flowmeter, Tool bag Miller Electric 264573 408M95 
194i Welding Helmet, Compact blower unit, (1) HEPA filters, (7) Pre-filter, Spark guard, Breathing tube, Flame-Resistant Miller Electric 964575 40896 
PAPR Systems Breathing Tube Cover, Padded belt, Shoulder Straps, (2) Lithium lon Batteries, Battery Charger, Flowmeter, Tool bag 
y Titanium 9400i Head Assembly, (2) HEPA Filters, Prefilter, Spark Guard, Breathing Tube, Belt Miller Electric 961659 49WM68 
Assembly, Shoulder Straps, (2) Batteries, Battery Charger, Air Flow Gauge, Hard Hat, Tool Bag 
Storage Bag, Welding Cap, Starter Kit 3M Speedglas 39-1101-30iSW 48WL48 
3M(TM) Speedglas (TM) Welding Helmet 9100 MP, Lithium lon Battery, Side Windows, Auto-Darkening Filter 9100X 3M Speedglas 3/-1101-20SW 32NC50 
PAPR Assembly with Blower Unit, Breathing Tube, Flow Indicator, Leather Belt, Spark Arrestor, Filter 3M 35-5401-01 32NC32 
Breathing Tube Cover, Prefilter, HE Particulate Filter, Lithium-lon Battery, Charger 
S/M Respirator With P100 Filters Miller Electric MLO0894 340395 
LPR-100 Half-Mask M/L Respirator With P100 Filters Miller Electric MLO0895 36RC58 
Respirators S/M Respirator With P100 Nuisance Level OV Relief Filters Miller Electric MLO0994 36RC59 
M/L Respirator With P100 Nuisance Level OV Relief Filters Miller Electric MLO0995 36RC60 
Accessories 
Battery Charger, For Use With 3M Adflo PAPR Systems 3M 39-0099-08 32NC26 
Battery, For Use With 3M Adflo PAPR Systems 3M 30-1099-07 32NC27 
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Fume Collectors & Extractors 






Scan. Order. Done. 
Details on page A1. 















Series 100 LINCOLN & 
No. 45WD24 Pecectric | Miller No. 
36XR10 
Fume Extractors -_, 
LINCOLN FILTAIR® 130—Compact, portable 










VENT RReL= 


Series 300 
No. 5YAK4 


Series 100 
No. 45WD28 


Series 300 
No. 5YAKO 


Automatic start/stop current sensor 
extracts only when needed, extend- 
ing motor life. Choose low or high 
extraction settings. 


Miniflex®—Made for light-duty 
welding applications, its small size 
and easy portability help make the 
Miniflex particularly well-suited for 
use in confined and hard-to-reach 
spaces. Quiet operation. 


X-Tractor®—The high-efficiency 
polyester filter can be cleaned using 
compressed air with the rotary air 
jet system. Includes 16-ft. flexible 
hose, 2 spare sets of motor carbon 
brushes, and 12-ft. power cord. 


Mobiflex®—WMobile low-vacuum 
fume extractor is ideal for light- to 
medium-duty use in small manu- 
facturing facilities, schools and 
training environments, and more. 
An internal spark arrestor prevents 
sparks from reaching the filter. Do 


extractor has easy-rolling casters. 
The high-efficiency cartridge filter 
is manually cleanable to help 
extend service life and minimize 
maintenance. Adjustable airflow. 
Includes 20-ft. power cord and 
8-ft. collection hose. 


FILTAIR® MWX—Delivers MERV 
15 filters that capture submicron 
weld fumes and provide a longer 
holding capacity. 


FILTAIR® SWX-S—Designed 
specifically for welding applica- 
tions with higher arc times, this 
telescoping-arm unit can be 
mounted on a wall or column. 
Includes a self-cleaning filter and 
all mounting brackets. MERV 15 
rated. 


FILTAIR® SWX-D—Similar to the 
SWX-S, but with a disposable filter, 
this unit is designed to be used in 
lighter manufacturing applications 





BY ROBOVENT 


Fume Collectors 


= Rated at MERV 13 


Collectors are suitable for low-production 
manual welding applications. Feature 
spark arrestance and easy-to-maintain 
filters. 


not use with cutting or arc gouging _ with lower arc times. Includes all 


operations. mounting brackets. 


MILLER FILTAIR® Capture 5—This system 


Nanofiber filter technology captures features Zoneflow™ technology 

submicron welding particles. that will collect up to 5-ft. radius 
of weld fumes and help produce 
Cleaner air, increase efficiency and 
extend filter life. 


Air Flow Mfr. Item 
Description (cfm) Includes Model No. 


Series 200—Stand-alone weld booths 
feature simple plug-n-play setup: just 
connect the power and compressed air. 
Feature a large work surface, pulse filter 
cleaning, and side panels. 


Series 300—Compact, space-saving 
units have a fork pocket base for | 
easy relocation. The large air draw EGS ME EIIE 
accommodates multiple applications, Miniflex® 95 
depending upon the configuration. Pulse 55/115 


Series 100—Roll-around units move 
quickly into position, to provide powerful 
source capture extraction. Fume arms 
have external support for increased 

air draw. Manual compressed air filter 


8 ft. Hose, Filter, HEPA Filter, 2 
Carbon Brushes, Motor Seals 
Adapter, 16 ft. Hose, (2) Carbon 
Brushes, Motor Seals, Filter 


K3972-3 S4RY18 
K652-1 SGWP7 





cleaning. filter cleaning. ms Maclay Adapter, 16 ft. Hose, (2) Carbon 
nea ae sa ' 95/115 ariches Motor oe Filter K652-2 SGWP6 
ir Flow npu I. em 
(cfm) Voltage Includes Model No. Mobiflex® 735 net Mebane bone BIDS A: AAUHGE 
Series 100, Portable Miller Electric 
(1) 2° x 15 ft. Flex Hose and FILTAIR130 —-132 8 ft. (2 in. I.D.) Hose 300595 5FYE9 
i es rare Cone Attachment _ an nme FILTAIR MWX-D._ 875 __/ ft. Extraction Arm and Disposible Filter 951507 36XR13 
__110V (1) 6" x 10 ft. Fume Arm with Light G110 49wD24 (Disposable 875 10 ft. Extraction Arm and Disposable Filter 951508 36XR14 
730 110V (1) 6" x 12 ft. Flex Hose with Light G12 45WD26 Filter) 875 12 ft. Extraction Arm and Disposable Filter 951509 36XR15 
110V (1) 6" x 14" Fume Arm with Light G11 45WD25 FILTAIR MWX-S 875 7 ft. Extraction Arm and Self-Cleaning Filter 951510 36XR10 
1200 110V (2) 6" x 10 ft. Fume Arm with Light Gi2i 45WD28 ee 875 = 10 ft. Extraction Arm and Self-Cleaning Filter 951511 36XR11 
1710V (1) 8 ft. x 10 ft. Fume Arm with Light G120 45WD27 oo 87 _ Te Th Exttaetog Siri and Selr-Veaning Filter Qo1o12 SexRi2 
Series 200, Booth FILTAIR SWX-S_ 875 Mounting Brackets, Gauge 951518 49WM46 
, en ‘ ae Minihelic Filter Pressure Gauge, eTech Controls $220 13A907 Filter Cabinet, 3-4.5 ft. Extraction 
erles oUU, opace oaver Arm, Disposable Filter, High- 
Floor Mount FILTAIR SWX-D 875 Efficiency Filter, Blower, Minihelic «981619 484X72 
480V — $310 5YAK4 Filter Gauge, Mounting Brackets 
4500 A480V 24" sq BackDraft Intake $320 5YAKO FILTAIR 900 Filter, 10-ft. Extraction Arm 951574 20VE88 
480V (1) 8" x 10' Fume Arm $311 5YAK8 Capture 5 900 Filter, 12-ft. Extraction Arm 951575 20VE89 
480V (2) 6" x 10' Fume Arms $313 SYAK6 Miller Accessories 
Wall Mount For Use With FILTAIR 130 
480V = $315 SYAK5 Collection Hose, 17 ft. L x 1%" dia. 300672 5FYFO 
1500 480V 24" sq BackDraft Intake $321 5YAK1 Collection Hose, 34 ft. L x 194" dia. 300673 5SFYF1 
480V (1) 8" x 10' Fume Arm $316 5YAK9 Replacement Filter, 31 sq. ft. Media, 12" H x 8.5" dia. 301267 5FYF2 
Accessories Flexible Funnel Nozzle, 5" Wide with Magnetic Base 300668 SFYF3 
Flared Intake Cone, For Use With Fume Extractor 45WD29 FC-VB 13A908 Slotted Nozzle, 11.8" Wide with Magnetic Base 300669 SFYF4 
Slotted Intake Tube, For Use With Fume Extractor 45WD29 ST-VB 13A909 For Use With FILTAIR MWD-X 


Wheel Kit, For Use With Fume/Smoke Collectors 5YAL4, 5YAL5, 5YAL6 
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WK-S200 SYAL7 Nanofiber Cartridge Filter, 490 sq. ft. Media 300539 4VDJ8 
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WELDING 
Blankets, Pads & Accessories 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


iten Material 


aoa’ Blankets, Rolls and Pads 


Welding Blankets—Use to protect workers and equipment from intense heat, 
flame, welding sparks, and molten metal splash. 









Welding Blanket 
No. 1UYD3 


TILLMAN” 





Welding Blanket Rolls—When you need extended lengths or other custom 













size blankets, this economical solution can be cut to length. Welding 
: : ‘i : : ; Blanket Roll i 
Welding Pads—Welding pads are made with 1" of high-heat insulation, ae. BGI pong 
: . No. 5PGX2 
encased by a solvent-, abrasion, and puncture-resistant material. Can be used 
as kneeling pads, heat shield when working on hot vessels, and for insulating. Width Height Weight thictaese._ ‘ecloc Avani ae 
Material ; Item Silicone Coated Fiberglass, 1750°F 
Width Height Weight Thickness Color Brand No. 5 tt. 5 tt. 32 0z/sq. yd. _0.032' Red Hi Temp 5PGVO 
Welding Blankets, With Grommet 6 tt 5 ft. 320z/sq. yd. 0.032" Red HiTemp _ 5PGV1 
Uncoated Fiberglass, 1000°F 6 ft. 32 02z./sg. yd. _0.032' Red Hi Temp oPGV2 
4f 18 oz/sq. yd. __ 0.035" Tan Westward _22RN92 8 fi. 6 ft. 320z/sq.yd. 0.032" Red HiTemp _ 5PGV3 
4ft. 18 oz/sq. yd.__ 0.035" Tan Steiner 6NE13 10 ft 8ft. 320z/sq. yd. 0.032" Red Hi Temp 5PGV4 
Aft. _32 oz./sq. yd. __0.060 Orange Steiner 29PF48 10ft. 320z/sq. yd. 0.032" Red Hi Temp 5PGV5 
4 tt. 32 02./sqg. yd. __ 0.080" White Westward _ 22RN80 Welding Blankets, Without Grommet 
6 tt 4ft. 32 oz/sq. yd. 0.080" White Steiner 1H173 Carbonized Fiber, 1800°F 
' 6ft. _ 18 oz /sq. yd.__0.035" Tan Westward _22RN93 1 ft. 6" 1ft.6° 160z/8q. yd. 0.150" Black Steiner 6NE19 
6ft. 18 oz/sq. yd.__0.035" Tan Steiner 6NE14 4ft. 16 oz/sq. yd. 0.150" Black Steiner 3WE70 
6 ft. _ 32 oz/sq. yd. _0.060" Orange Steiner _—-29PF49 6 it Aft. 24 oz/sq. yd. _ 0.250" Black Steiner 29PF28 
6ft. _ 32 oz/sq. yd. _ 0.080 White Westward _ 22RN81 6 ft. 160z/sq. yd. 0.150" Black Steiner 3WE71 
6ft. _ 32 oz/sq. yd. _ 0.080 White Steiner 1H172 6 ft. 240z/sq. yd. 0.250" Black Steiner 29PF29 
Oft_ _-18.0z/sq. yd._0.035 Tan Westward _ 22RN94 6ft. 16 0z/sq. yd. _0.150" Black Steiner 3SWE72 
6 ft. _ 18 0z./sq.yd.__0.035" Tan Steiner 6NE15 8 ft. 6 ft. 24 oz/sq. yd. 0.250" Black Steiner 29PF30 
6 ft. _ 32 oz./sq. yd._0.060" Orange Steiner _—-29PF0 8 ft. 160z/sq. yd. 0.150" Black Steiner 30RD65 
6ft. _ 32 oz/sq. yd. __0.080 White Westward _ 22RN82 6 ft. 160z/sq. yd. 0.150" Black Steiner 3WE73 
8 ft. 6ft. _320z/sq. yd. 0.080" White Steiner 1H171 8 ft. 160z/sq. yd. 0.150" Black Steiner TUYD3 
8ft_ 18. 0z/sq. yd.__0.035 Tan Westward _22RN95 10 ft. 8ft. 24 oz/sq. yd. 0.250" Black Steiner 29PF32 
Sit. 18. 0z/sq. yd.___0.039 Tan Steiner GNE16 10 ft. 16 oz./sq. yd. _0.150" Black Steiner 1UYD4 
8ft___32 oz/sq. yd. __ 0.080 White Westward _22RN83 10ft. 24 0z/sq.yd. 0.250" Black Steiner 29PF33 
8 ft. 32 0z./sq. yd. _ 0.080" White Steiner JUZ16 Welding Blanket Rolls 
6 ft. 18 0z./sq. yd. 0.035" Tan Westward _ 22RN96 Uncoated Fiberglass, 1000°F 
Oft. 18. oz/sq. yd. 0.035 Tan Steiner 6NE1/ 3ft.3" 16 oz/sq. yd. 0.040" Pink Westward _ 22RN98 
Oft. _32 oz./sq. yd. __0.060 Orange Steiner 2 9PFO1 150 ft. 5 ft. 18 0z/sq. yd. 0.030" Tan Westward _22RN99 
6 tt. 32 0z./sqg. yd. 0.080" White Westward 22RN84 5 tt. 18 oz/sq. yd. 0.035" Tan Steiner 5JE12 
6 ft. 32 0z./sq. yd. _ 0.080" White Steiner 1H174 Acrylic Coated Fiberglass, 1000°F 
8 ft. 18 oz./sg. yd. _ 0.035" Tan Steiner 36RD68 150 ft "16 0z/sq. yd. _0.016' Pink Steiner 3FKT4 
10 ft 8 ft. 28 0z./sq. yd. __ 0.050" Black Steiner 36RD67 16 oz/sq. yd. _0.016' Pink Steiner 54TA75 
8 Tt. 32 0z./sq. yd. 0.060 Orange Steiner 29PF52 Silicone Coated Fiberglass, 1000°F 
8 ft. 32 0z./sq. yd. __ 0.080 White Steiner 36RD66 150 ft 3 ft. 32 oz./sqg. yd. _ 0.040" Red Westward 22RP01 
10ft. 18 oz./sq. yd. _0.035 Tan Westward __ 22RN97 5 ft. 32 0z/sq. yd. _0.035" Red Steiner ‘54 TA74 
10 ft. 18 0z./sq. yd. 0.035 Tan Steiner 6NE18 Silicone Coated Fiberglass, 1750°F 
10 ft. _ 32 0z/sq. yd. _0.060 Orange Steiner __—-29PFO3 75 tt 3ft.3" 32 o0z/sq.yd. 0.032 Red HiTemp  5PGUO 
10 ft. 32 0z/sq. yd. 0.080" White Westward 22RN85 5 ft. 32 o0z/sq. yd. 0.032" Red Hitemp _ 5PGU2 
10 ft. _ 32 oz/sq. yd. _ 0.080" White Steiner 0UZ15 150 ft 3 ft. 3" 32 0z/sq. yd. 0.032’ Red Hi Temp 5PGT9 
Acrylic Coated Fiberglass, 1000°F . 5 ft. 32 0z./sg. yd. _0.032' Red Hi Temp oPGU1 
4 it. 28 0z./sg. yd. _ 0.050 Black Steiner 1H169 Carbonized Fiber, 1800°F 
6 tt 4it 28 oz/sq. yd. __0.051 Black __ Westward _22RN86 50 ft 4#. 16 0z/sq.yd. 0.150" Black Steiner 3FKT6 
6ft. _ 28 oz/sq. yd. __0.050° Black steiner 1H168 4ft. 16 oz/sg. yd. _ 0.150" Black Steiner 3FKT5 
6 ft. 28 0z./sq. yd. _ 0.051 Black Westward _ 22RN87 ailles Cloth, 1800°F 
6 ft. _ 28 oz./sq. yd._0.050 Black Steiner 1H167 150 ft 3ft. 18 0z/sq. yd. 0.030" Tan Steiner 3FKT3 
8 tt 6 ft. 28 02./sq.yd.__ 0.051 Black Westward _ 22RN88 Welding Pads 
8 ft. 28 0z./sq. yd. __0.050 Black Steiner 9UZ18 Silicone Coated Fiberglass, 1750°F 
8 ft. 28 02z./Sq. yd. 0.051 Black Westward _ 22RN89 tft 1 ft. 3" 32 0z/sq. yd. _ 1.000" Red Hi Temp 5PGW2 
6 ft. 28 0z./sq. yd. _0.050 Black Steiner 1H170 Tft.3" 32 oz/sq. yd. _ 1.000" Red Hi Temp 5PGW3 * 
6 ft. 28 0z./sq. yd. _0.051' Black Westward _22RN90 ? tt. 32 0z./sqg. yd. _ 1.000" Red Hi Temp 5PGW4 
10 ft. 10 ft. 24 oz./sq. yd. _0.035' Amber Tillman 54EF48 OTL 32 0z./sqg. yd. _ 1.000" Red Hi Temp 5PGW5 * 
1G Tt. 28 0z./sq. yd. _0.050' Black Steiner 5UZ17 2 tt AT 32 oz./sqg. yd. 1.000" Red Hi Temp 5PGW6 
10 ft. 28 0z./sq. yd. 0.091" Black Westward 22RN91 4 tt. 32 oz./sq. yd. 1.000" Red Hi Temp 5PGW7 * 
Vermiculite Coated Fiberglass, 1200°F 9 ft. 6" 2Tt.6 _32o0z/sq.yd. _ 1.000" Red Hi Temp JPGXO 
6 ft 4it_ 26 0z./sq. yd. __0.050° Black steiner 29PFO4 2ft.6"  320z/sg.yd. — 1.000" Red Hi Temp 5PGX1 * 
6ft. _ 26 oz/sq. yd. _(0.050" Black Steiner _—s29PF55 3 ft. 3 ft. 32 0z/sq. yd. 1.000" Red HiTemp _ 5PGX2 
8 fi. 6 ft. _260z/sq. yd. 0.050" Black Steiner 29PF56 5 ft. 32 z./sq. yd. 1.000" Red Hi temp 5PGX3 
aie 26 0z./sq. yd. 0.050" Black Steiner 29PFO/ 9 ft. 6 ft. 32 0z./sqg. yd. _ 1.000" Red Hi Temp 5PGX4 
10 ft. 8 ft. 260z/sq. yd. 0.050" Black Steiner 29PF58 6 TL ft. 32 oz/sq. yd. 1.000" Red Hi temp 5PGX6 
10 ft. 26 0z./sq. yd. _ 0.050" Black Steiner 29PF59 * Stainless mesh on 1 side. 
Welding Strip G\ 7 
Curtains STEINER 
8"W PVC strips protect individuals 
outside welding area from spark, spatter, 
No. 22RP02 and arc flash, while Still permitting 
access. Available with universal mount 
for doorways, or with pipe mount clamps 
[ temp for hanging from pipe up to 2" dia. 
High Temperature Material , » o ° 0 S E : | K e m 
Width Height Thickness olor 0. 
* westward’ Pipe Wrap Transparent PVC 
P Includes hooks and Universal Hardware 
- elastic strapping to 6 ft. 6 ft. 0.080" J1591 
Welding Umbrellas pping at oft 0080 11595 
secure around pipes. - 8 ft. 0.080" Amber, Blue _J1596 
Made of flame-retardant cloth Item sor, Of 0.080" J1594 
and can be tilted to the desired Hetont Width Thickness _No. 8 ft. 0.080" J1597 
“4: Se ene Moa e Pipe Mount Hardware 
position. Withstand temps. up to Fiberglass, 1000°F Gf 6ft 0.080" 71592 
150°F. Meet NFPA 701. 3ft, —Oin 1.0007 SP GX? 6 ft. 0.080" J1600 
Tft. 1.000" 5PGYO | stt. i 
Protective Item 8in. 1.000" 5PGX8 8 ft. 0.080" _ Amber, Blue_J1601 
4 ft. 600" ft. 0.080" J1599 
Color Height Width No. 1ft. 1.000" 5PGY1 10 ft 6 ft. 080" 
Blue 9ft. 6ft.6" 22RP02 5ft. 8in. 1.000" 5PGX9 " 8ft. 0.080 J1602 No. J1591 
Red Oft. 6ft.6" 22RP03 Sft. 1ft.. 1.000" 5PGY2 | Clamp Pipe Mount for Strip Doors 3KMK6 
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WELDING 
Curtains & Screens 


Scan. Order. Done. 
Details on page A1. 





Curtain w/Window 
No. 36J649 





Curtain 
No. J4038 


Curtain Roll 
w/Grommet 
No. H6751 


\ . 





* wesrwarD Lili te High Temperature iP 
Welding Curtains and Rolls 


Curtains—Use to enclose robotic welding cells and other welding work 
areas to create a customized, enclosed space and help protect personnel and 
equipment from welding sparks, spatter, and slag. Silicone Coated Fiberglass 
Curtains have one grommet on each corner. 


Curtain Rolls—When you need extended or other custom sized curtains, 
this economical solution can be cut to size. Curtain Rolls With Grommet have 
grommets on 12" centers on one side. 




















Screen 


No. J4043 Screen w/ 


Window 
| No. 29PF20 


Curtain Wall 
No. 3FKP9 


g. 


Screens, Curtain Walls and Booths 


Screens, walls, and booths help safely Curtain Walls and Booths—Track 
confine hazardous sparks, arcs, or open and roller Curtain Walls provide good 
flame in open areas, where there is no _ protection, while maintaining easy 





Booth 
No. J4046 


| 


access. Kit includes curtain, 18-ga. 
steel track, rollers, and suspension 
mounting hardware. 4-sided Welding 
Booth Kit enclosures have one side with 
a Sliding curtain wall and 3 fixed sides. 


place to hang a curtain. 


Screens—Easy-to-assemble kits 
include flame- and heat-resistant sides 
and a sturdy, freestanding steel frame. 























Material > CHOOSE: ltem 
Width Height Weight _ Thickness Color Brand No. 
Curtains 
Transparent Vinyl, 150°F 
A ft. 6ft. 13 oz. /sg.yd. 0.014" Gray Steiner _ H6/52 
Att 13 0z./sq. yd. _ 0.014" Yellow, Orange Steiner H6/52 
"36 0z/sq. yd. _0.040" Orange Steiner _29PF37 
6 ft. 6 ft 13 0z./sq. yd. 0.014" Yellow, Orange, Gray Steiner _H6/53 
“36 0z./sg. yd. _ 0.040" Orange Steiner _29PF38 
8 ft. 130z./sq.yd. 0.014" _ Gray Steiner H6754 
8 tt 6 ft 13 0z./sg. yd. 0.014" Yellow, Orange Steiner _ H6/54 
‘_ 360z./sq. yd. _ 0.040" Orange Steiner _29PF39 
10ft. 8ft. 130z/sq. yd. 0.014" Orange Steiner _38RL39 
Cotton Duck, 350°F 
6 tt 4ft, 12 oz./sg. yd. 0.025 Olive Steiner _ 5UZ09 
6 ft. 12 0z./sq. yd. _0.025' Olive Steiner 31974 
8 ft. 12 oz./sq. yd. _0.025' Olive Steiner _—_—- 31975 
Transparent PVC, 150°F oe es 
6 tt. 4ft. 1302. /sq. yd. 0.014’ Yellow, Red, Gray, Blue Westward _J4038 
6 ft. 13 0z./sq. yd. _ 0.014" Yellow, Red, Gray, Blue Westward  J4039 
8 Tt. 13 0z./sqg. yd. _ 0.014" Yellow, Red, Gray, Blue Westward  J4040 
Silicone Coated Fiberglass, 1200°F 
oft. 20 0z./sqg. yd. _0.021 Orange HiTemp _5PGV6 
6 tt 20 oz./sqg. yd. _0.021' Orange Hi Temp _5PGV7 
—~” 20 02./sq. yd. _ 0.021 Orange Hilemp 5PGV8 
8 ft. 20 0z./sq. yd. _0.021' Orange Hi Temp _ 5PGV9 
Sift.  10ft. 200z/sqg. yd. _0.021' Orange HilTemp 5PGWO 
10 ft. 12ft. 200z./sqg. yd. _0.021' Orange HiTemp 5PGW1 
Curtain with Windows 
Acrylic Coated Fiberglass, 1000°F 
6 tt 16 0z./sg. yd. _ 0.016" Orange/Red Steiner _ 29PF25 
8 ft. 16 0z./sq. yd. _ 0.016" Orange/Red Steiner 29PF26 
Cotton Duck, 350°F = men 
6 ft. 6 tt 12 0z./sq. yd. 0.025" Olive/Orange Steiner _ 29PF21 
8 ft. 12 0z./sg. yd. 0.025" Olive/Orange Steiner 29PF22 
Silicone Coated Fiberglass, 1200°F 
6 ft 6ft. 17 0z./sg.yd. 0.017" Gray/Orange Hi Temp 36J649 
8ft. 17 0z./sqg. yd. 0.017" Gray/Orange Hi Temp 36J650 
Curtain Rolls, Without Grommet 
Silicone Coated Fiberglass, 1000°F 
150 ft. 3 ft. 3" 17 02./sq. yd. 0.017" Pink Hilemp _5PGU5 
5 ft. 17 0z./sq. yd. _ 0.017" Pink HilTemp 9SPGU6 
Silicone Coated Feral ass. 1200°F sae a 
150 ft 3 ft.3" 20 0z/sqg. yd. 0.021 Orange Hi Temp _ SPGU3 
5ft. 200z./sg.yd. 0.021" Orange Hilemp 5PGU4 
Curtain Rolls, With Grommet 
Cotton Duck, 150°F 
Pott. 5 ft 12 0z./sq. yd. _ 0.025" Olive Steiner _4NFV2 
Wansparent Vinyl, 150°F a — 
(ott. Of. 13 oz/sq. yd. _ 0.014" Yellow, Orange, Gray Steiner H6751 
Transparent PVC, 150°F 
7oft. 5 ft. 13 oz./sg. yd. 0.014" _Orange/Yellow, Red, Gray, Blue Westward _J4044 
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Material > CHOOSE: Item 
‘Width Height Weight Thickness Color Brand No. 
Screen 
Transparent Vinyl, 150°F ; ee oe 
4ft 13o0z/sqyd 0.014 in Yellow, Gray, Orange Steiner H6/55 * 
6ft Gt 13 oz/sq yd 0.013 in Blue Steiner 54TA82 
13 oz/sqyd (0.014 in Yellow, Orange, Gray Steiner H6756 * 
10 ft 13 02/sq yd 0.014 in Gray Steiner H6758 * 

8 ft F 13 0z/sqyd 0.014 in Yellow, Orange, Gray Steiner H6757  * 
—10ft ~~ =130z/sqyd (0.014 in Yellow, Orange Steiner H6/58 * 
Transparent Vinyl HD, 150°F 

Aft 13 oz/sq yd 0.014 in Yellow, Gray, Orange Steiner H6760 } : 
“36 o0z/sqyd 0.04in ———~—*Orange Steiner | 29PF34 JT | 
6 ft 6 ft 13 0z/sq yd 0.014 in Yellow, Gray, Orange Steiner H6/61 { 
«36 02/sq yd 0.04 in Orange Steiner 29PF35_ Tf 
10 ft 130z/sqyd 0.014 in Gray Steiner H6/59_— 
8 tt 13 02/sq yd 0.014 in Yellow, Gray, Orange Steiner H6/62 Tt 
— 6ft —3602/sq yd 0.04 in Orange —_ Steiner  29PF36 T 

10 ft 13 oz/sqyd _—_(0.014 in Yellow, Orange Steiner H6/59_ it 
Cotton Duck, 350°F - 

6 ft Aft 12o0z/sqyd —_0.025in Olive Steiner 5UZ19  * 
esi 12 0z/sqyd (0.025 in Olive Steiner 31969 * 

8ft 6ft 120z/sqyd  0.025in Olive Steiner 37970 * 

10 ft 12 oz/sqyd —_(0.025 in Olive Steiner 29PF43 * 
Cotton Duck HD, 350°F oe a a 

6 ft 4ft 12 oz/sqyd —_(0.025 in Olive Steiner OKNK8 Tf | 

ac 12 oz/sqyd _—_(0.025 in Olive ‘Steiner OKNK9 Tf 

8ft 6ft 120z/sqyd  0.025in Olive Steiner SOKNLO Tf 

10 ft 12 oz/sqyd —_(0.025 in — Olive — Steiner §29PF47 * 
Transparent PVC, 150°F os = _ 

4 itt 13 oz/sqyd 0.014in —_ Yellow, Red, Gray, Blue Westward J4041 of 

6 tt 6 ft 13 oz/sq yd 0.014 in Yellow, Red, Gray, Blue Westward J4042 =f 

8 tt 13 oz/sq yd 0.014 in as Blue - Westward J4043 

13 oz/sqyd (0.014 in Yellow, Red, Gray Westward J4043 = ¢ 
Screen with Window 
Cotton Duck HD, 350°F ee a 

6ft 6g W2owsqyd _0.025in Olive Steiner 29PF19_ Tt 

8 ft. 12 oz/sqyd —_(0.025 in Olive Steiner 29PF20 { 
Acrylic Coated Fiberglass HD, 1,000°F 

6 tt 6 tt 16 oz/sqyd _0.016 in Red Steiner 29PF23 fT 
elt. -. 16 oz/sqyd 0.016 in Red Steiner 29PF24 T | 
Accessories 
_2-Panel Connector for Heavy-Duty Screens __ Steiner SKNNO 

2-Panel Connector for Protect-O-Screens® Classic, Pkg. of 2 _ Steiner 3KMK5 

Caster Leg for Heavy-Duty Screens, 1 ea. Steiner OKNN5 

Casters for Heavy-Duty Screens Steiner —_ SKNN3 

Casters for Heavy-Duty Screens, w/Lock Steiner oKNN4 

Curtain S-Hooks, Pkg. of 10 Steiner 3KMK3 

Replacement Weld- View™ Window 1ft. x 2ft. Steiner 29PF27 
Rubber Tread 
Plain Bearing oe 

Casters for Protect-O-Screens® Classic, Pkg. of 4 _ Steiner 5UZ25 

Material > CHOOSE: Item 
Width Height Weight Thickness Color Brand No. 
Curtain Wall 
Vinyl Laminated Polyester, 150°F 
6 ft 8 tt 13 0z/sqyd 0.014in  Blue/Yellow _ Steiner 3FKP9 
10ft 13 oz/sqyd 0.014 in Blue/Yellow _Steiner 3FKR2 
8 ft —130z/sqyd 0.014in  Blue/Yellow _ Steiner 3FKR3 
8 ft 9 ft 13 oz/sqyd 0.014in _Blue/Yellow _ Steiner 3FKR4 
10 ft 13 oz/sqyd 0.014 in _Blue/Yellow__Steiner 3FKRO 
8 ft 13 oz/sqyd  _0.014in _Blue/Yellow _ Steiner 3FKR6 
10 ft Ott 13 oz/sqyd 0.014in _Blue/Yellow _Steiner 3FKR7 
10 ft 13 oz/sqyd 0.014in  Blue/Yellow _Steiner 3FKR8 
Curved Curtain Wall 
Vinyl Laminated Polyester, 150°F a oe 
8f 13 oz/sqyd 0.014in _Blue/Yellow _Steiner 3FKR9 
4 ft (Oft = 13 0z/sqyd 0.014in  Blue/Yellow _ Steiner 3FKT1 
oe 10 ft 13 oz/sqyd 0.014in  Blue/Yellow _ Steiner 3FKT2 
BoothKit = | 
Transparent PVG, 150°F eee _ 
6 tt 6 ft 13 oz/sqyd 0.014in Red, Yellow Westward J4046 =f 
8 ft 13 oz/sqyd (0.014 in Red, Yellow Westward J4047 t+ 


* ¥4," Square tube frame. f 1" Square tube frame. ¢ 1" Round tube frame. 
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WELDING 
Wire Feeders & Carts 








Welding Cart 
w/Drawers 
No. 19D984 


sweswane CLD So 





WeldScoot Cart 
No. 


20UH11 








Utility Cart 
for Welders 
No. 6JDU6 


Running Gear & 
Cylinder Rack Cart 


No. 12572 
Welding Carts, Cabinets And Trailers 
Conveniently provide mobility and easy maneuverability of welding 
supplies and equipment to any jobsite. 
Item 
Description Material Cylinder Holder Series For Use With No. 
Westward 
Welding Cart w/Cylinder Strap Steel 12%6a"" — Welders 19D985 
Welding Cart with Drawers Steel 10%a"' — Welders 19D984 
Huot 
WeldScoot Cart, Red — 20, 40 or 80 cu ft tanks WeldScoot Welder, Tank & Accessories 20UH11 
WeldScoot Cart, Blue _— 20, 40 or 80 cu ft tanks WeldScoot Welder, Tank & Accessories 20UH12 
Lincoln Electric 
Welding Cart for Welders Steel — — Lincoln Electric's Wire Feed / MIG Welders 6JDT2 
Utility Cart for Welders Steel = = So TTS ade DOCH Ieee 6JDUG 
Miller Electric 
Running Gear/Cart — — ArcArmor Mfr. No. 907612, 917613, 907614, 907693 31MJ89 
Running Gear and Cylinder Rack Cart — — Millermatic 130, Maxstar Econotig, Millermatic 130, And Maxstar 91, 152 12572 
Running Gear Cart For Moving Large Welders — — = Gas LP Bobcat and Trailblazer Models 29PF72 
907552, 807553, 907536, 907539, 207537002, 907514001, 907538002 
. 52, 907553, 907538, 907539, 907537002, 9075 , 9075 ; 
Running Gear Cart Metal a Dynasty®, Maxstar® 907539001, 907685002, 907685001. 951666, 951667, 907686002, 48VF62 
907686001, 907682, 907683, 907684, 907685, 907686, 951668, 951669 
Running Gear Steel _ Bobcat Trailblazer Gas LP Bobcat and Trailblazer Models 49WM57 
Running Gear with Cylinder Rack Steel 10%a"' Axcess 450 Dual Feeder 49WM59 
Two Wheel Trailer Steel Not Included Bobcat Trailblazer Gas LP Bobcat and Trailblazer Models 54PK50 





Miller. 


Wire Feeders 

= Input voltage: 24VAC 

S-74S 

Features wire speed control, factory-set run-in control, 
and quick-release drive-roll pressure adjustment arm. 


Wire H W D Item 

Series Size (in.) Includes (in.) (in.) (in.) No. 

20 0.023-5/64 — 16 12% 27% 494D75 

ArcReach® —_0.023-5/64 — 15% 9 21 494D97 
Piperworx 


i. i a ee 
aS oOlenold, Urive 
and 5 Contact Tips 








No. 494D75 


No. 36RD86 
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WELDING 


MIG Welders 


Scan. Order. Done. 
Details on page A1. 





Handler 140 


No. 4TY18 






Millermatic 141 
No. 31MJ85 


Trade Welding 
Name Processes Output Range 
Hobart 
Handler 140 25-140A DC 
Handler 190 25-190A DC 
Flux Core, MIG 25-140A 
Handler 210 DC/25-210A DC 
Ironman 230 30-250A DC 
Lincoln Electric 
Easy Core125  FluxCore Only 30-125A DC 
Easy MIG 140 30-140A DC 
Easy MIG 180 30-180A DC 
Handy MIG 35-88A DC 
Power MIG 140C Flux Core, MIG 30-140A DC 
Power MIG 180C 30-180A DC 
30-300A DC 
Miller Electric 
30-140A DC 
Millermatic 141 30-140A DC 
30-230A DC 
Millermatic 211 30-230A DC 
30-210A DC 
Millermatic 212 Flux Core, MIG 30-210A DC 
30-300A DC 
30-300A DC 
Millermatic 252 30-300A DC 
30-300A DC 
Flux Core, MIG, - 
Millermatic 350P Pulsed MIG 25-400A DC 
25-400A DC 
Millermatic 350P 25-400A DC 
Aluminum Flux Core, MIG ~o5 A00A DC 
25-400A DC 
2412 GRAINGER. 
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Easy Core 125 


No. 5GWP8 





MIG Welders 


HOBART 


Handler® Series feature self-resetting 
thermal overload and motor protection. 


Handler® 140—Has all the features of 
the Handler 130 and is MIG ready, with no 
additional kit required. 5 voltage settings 
help you fine tune your arc. 


Handler® 190—Spool gun ready welder 
has all the features of the Handler 140, plus 
a 7-position voltage switch and infinite wire 
feed speed control. 


Handler® 210—Comes with all the 
features of the Handler 190, plus 7 voltage 
settings at 230V, and 4 voltage settings at 
115V. Most portable at 210A. 


LINCOLN 


Spool gun ready. All welders, except 
Easy-Core™ 125 and Handy MIG® feature 
Diamond Core Technology™ to help ensure 
an excellent low-spatter arc and a wide 
voltage range. 


Easy-Core™ 125—Includes MIG gun, 

10 ft. cable with brass connection, 4-Pin 
MS-Type connection, contact tips, gasless 
nozzle, spindle adapter, drive roll, flux core 
wire, and 10-ft. cable with clamp. 


EasyMIG® 180—Includes Magnum® 

100L gun and 10-ft. cable assembly with 
brass gun connection and 4-pin MS-Type 
connection for trigger control; 0.025 and 


‘om, 2 


LINCOLN & 
HOBART A 


Handy MIG®—User friendly welder comes 
with just about everything you need to get 
started welding. Includes gun and cable 
assembly, work cable with work clamp, 
gasless nozzle, gas nozzle, gas regulator, gas 
hose, flux-core and MIG wire, contact tips, 
handshield, and chipping hammer/brush. 


Power MIG® 180C—Includes 10-ft. 
Magnum® PRO 100L gun, gas and gasless 
nozzles, cable liner, contact tips, work cable 
and clamp, gas regulator and hose, adapters, 
MIG and flux-cored wire, drive rolls, and wire 
guides. 


Power MIG® 256—Includes 15-ft. Magnum 
PRO® MIG gun, top-mounted expendables 
tray, work clamp with 10-ft. cable, 10-ft. 
power cable with plug, drive roll and wire 
guide, and gas regulator and hose kit. 


MILLER 


Millermatic® 141 and 211—Feature Auto 
Spool Gun Detect™ that automatically detects 
when spool gun is hooked to the machine. 
Auto-Set™ feature allows quick and easy 
setup with spatter-free start. 


Millermatic® 252—Digital front panel with 
built-in timer menu to preset voltage and wire 
feed speed. Includes 15-ft. MIG gun, 10-ft. 
cable with work clamp, regulator and hose, 
dual-groove drive rolls, and contact tips. Auto 
Gun Detect automatically adjusts voltage and 
wire feed speed. 


Rated Output 


90A@18.5VDC 
130A@21.5VDC 


90A@19VDC/150A@23VDC 


175A@25.5VDC 


90A@19VDC 
90A@19.5VDC 


130A@17.6VDC/130A@20VDC 


70A@17VDC 
90A@19.5VDC 


130A@17VDC/130A@20VDC 


290A@26VDC 
250A@26VDC 


90A@18.5VDC 
90A@18.5VDC 
150A@21VDC 
150A@21VDC 
160A@24.5VDC 
160A@24.5VDC 
200A@28VDC 


200A@28VDC/250A@28VDC 
200A@28VDC/250A@28VDC 
200A@28VDC/250A@28VDC 


300A@32VDC 


300A@32VDC 
300A@32VDC 
300A@32VDC 
300A@32VDC 


Find even MORE on Grainger.com® 


0.035 contact tips; gas nozzle; gasless 
nozzle; and a spindle adapter for 8" dia. 
spools. Also includes drive roll, gas regula- 
tor and hose, and sample spools of MIG 
and flux core wire. 


Millermatic® 350P—Weld with standard 
MIG gun, spool or push-pull guns. Includes 
10-ft. power cord, 15-ft. MIG gun, 10-ft. cable 
and clamp, flow gauge and hose, contact 
tips, drive rolls, and Cd. Auto Gun Detect. 
Aluminum models are optimized for aluminum 
welding, and are only compatible with spool 
or push-pull guns. 


Material Material 

Input Wire Thickness Thickness Item 

Voltage Size Mild Steel Aluminum Duty Cycle No. 
120VAC 0.024" to 0.035", Flux 0.035" 24 ga.to%4" 16to11 ga. 20% 4TY18 
240VAC 0.023" to 0.045" 24 ga.to%e6" 16ga.to%e 30% 132834 
120/240VAC 0.023" to 0.045" 24 ga.to%" 18 ga.to %4" 20%/30% 132833 
240VAC 0.023" to 0.045" 24 ga.to ¥%" 16ga.To%" 60% 6DLV9 
120VAC 0.025" to 0.030", Flux 0.030" to 0.035" 20 ga. to %e" _ 20%  SGWP8 
120VAC 0.025" to 0.030" 24 ga. to %6" 22 to 10 ga. 20% 3LVR8 
208/240VAC 0.025" to 0.035", Flux 0.030" to 0.045" 24 ga. to %6" _— 30%  SGWP9 
115/160VAC 0.025" to 0.035" 24 ga. to Ve _— 20%  S54RY14 
120VAC 0.025" to 0.045" 24 ga. to %6" _— 20% 19R738 
208/240VAC 0.025" to 0.045" 24 ga.to%e' 22ga.to%e 30%  19R739 
208/240VAC 0.025" to 0.045" 22 ga.to%" 16ga.To%" 40%  19R741 
240/480/575VAC 0.025" to 0.045" 22 ga.to%" 16ga.To%" 40%  19R742 
120VAC 0.023" to 0.035", Flux 0.030" to 0.035" 24 ga. to %e" 14 to 18 ga. 20%  31MJ85 
120VAC 0.023" to 0.035", Flux 0.030" to 0.035" 24 ga.to%6" 14 to 18 ga. 20%  31MJ86 
120/240VAC 0.023" to 0.035", Flux 0.030" to 0.045" 24 ga.to%' 18ga.to%' 40%  40JC24 
120/240VAC 0.023" to 0.035", Flux 0.030" to 0.045" 24 ga.to%" 18ga.to%' 40%  40JC22 
208/240VAC 0.023" to 0.035", Flux 0.030" to 0.045" 22 ga. to %' 14ga.to%' 60% 4YPL6 
208/240VAC 0.023" to 0.035", Flux 0.030" to 0.045" 22 ga.to%" 14ga.to%' 60% 4YPL7 
208/240VAC 0.023" to 0.045", Flux 0.030 to 0.045" 22 ga.to%" 14ga.to%' 60% 2GPJ9 
240/480/575VAC 0.023" to 0.035", Flux 0.030" to 0.045" 22 ga.to %" 14ga.to%" 60%/40% 2RVD2 
208/240VAC 0.023" to 0.045", Flux 0.030 to 0.045" 22 ga. to ¥%" 14ga.to%" 60%/40% 5GVZ3 
240/480/575VAC 0.023" to 0.045", Flux 0.030 to 0.045" 22 ga. to ¥%" 14 ga.to%" 60%/40% 5GVZ4 
208/240/480VAC 0.023" to 0.045", Aluminum 0.035" to 0.047". 22 ga.to %" 18ga.to%" 60%  #SGWA1 
208/240/480VAC 0.035" to 0.047" 24ga.to%" 18ga.to%" 60%  36RD88 
208/240/480VAC 0.035" to 0.047" 25 ga.to%" 18ga.to%" 60%  36RD89 
208/240/480VAC 0.035" to 0.047" 26 ga.to %" 18ga.to%" 60%  36RD90 
208/240/480VAC 0.035" to 0.047" 28 ga.to%" 18ga.to%" 60%  36RD92 
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WELDING 
Welding Guns & Consumables 








Miller /WEcO 
MIG Spool Guns 


Lincoln® Electric—Easy-to-set-up Magnum® Series Spool Guns 
can be used with all aluminum alloys and recommended wire 
diameters. No. 49JR60 includes Magnum® PRO Expendables: 
Copper Plus™ contact tips and long-life diffusers with Anti-Seize™ 
threads. No. 6JDUO has on-board contact tip storage, and a fixed 
spool brake to help prevent tangles. Easily replaceable barrel. 


Miller® Spoolmate™ 100—Suitable for welding aluminum and 
soft alloy wires. Includes extra contact tips, nozzle, and carrying 


Case. 


Miller® Spoolmate™ 150—Air-cooled spool gun can be used 
with both 4000 and 5000 Series aluminum wire. Includes 20-ft. 


cable and extra contact tips and nozzle. 


Amps Wire 
Series AC Size 
Lincoln Electric 
Magnum® PRO _ 0.030" to 0.035" 
Magnum 1008 — 0.030 In. to 0.035 in. 
Miller Electric 
Spoolmate 100 135A 0.023 In. to 0.035 in. 
Spoolmate™ 150 150 0.030" to 0.035" 
Spoolmate™ 200 160A 0.030 in. to 0.035 in. 
; 200A 0.030 in. to 0.045 in. 
Spoolmatic® 500A 0.030 in. to 0.045 in. 


Tweco 
Tweco Fabricator Spool Gun — 


MIG Welding Guns 


WELDING GUNS 


BTB Air-Cooled MIG Guns 

Lightweight, with easy-to-change trigger 
options. Interchangeable power pins are 
compatible with feeders from most major 
manufacturers. 


Clean Air™ Fume Extraction MIG Guns 
Nozzle shroud adjusts to 1 of 4 positions, to 
improve fume capture, gas flow, and weld 
access. Features rubber-molded handle and 
360° swivel vacuum hose. Compatible with 
vacuum systems from most manufacturers. 
Use with solid and flux-core wire. 


Dura-Flux™ Self-Shielded Flux-Cored Guns 


0.023 in., 0.030 in., 0.035 in. 






4" spools. 


For Use With 





S-Gun™ 250 Amp Air-Cooled MIG Guns 
Feature a locked rotatable neck, steel monocoil 
power cable, and molded handle. 

Magnum® 

Small, lightweight guns include connector. 

PRO Series guns have high-quality copper and 
aluminum parts to help ensure superior electrical 
contact and heat dissipation. 
Hobart-Compatible 

Air-cooled. Nos. 5XRX8 and 5XRX9 are 
semiautomatic. 

M-Series 

Rotatable gooseneck, 3-pc. nozzle construction 
and interchangeable contact tips. Brass contact 


Miller® Spoolmate™ 200—Features 20-ft. 
direct connect cable, wire feed speed adjust- 
ment, easy-to-access drive assembly and drive 
rolls, 2-stage trigger with built-In gas valve, 
toolless barrel removal, and 3 gun barrels. 


Miller® Spoolmatic—For aluminum welding. 
Feature 2-stage trigger and spool canister that 
rotates 180°. No. 5GWK8 includes 15-ft. cable. 
No. 5GWK9 includes 30-ft. cable. 


Tweco®—Use in MIG welding operations, with 
Steel, stainless steel and aluminum. Uses small 


Lincoln Electric's POWER MIG 216, POWER MIG 180C, POWER MIG 140, SP-180T, SP-140T 
31MJ85, 31MJ86, 31MJ88, and 19D433 
31MJ85, 31MJ86, 31MJ88, and 19D433 


Millermatic 250 
Millermatic 250 


Fabricator 1411 and 181! 


No. 10N006 


Mfr. Item 

Model No. 
K3269-1 49JR60 
K2532-1 6JDU3 
300371 2RVC9 
3012/2 48VF65 
300497 10N006 
195156 5GWK8 
130831 5GWK9 
10271390 462440 


Tweco 

Air cooled. No. 3DUK6 is rated at 60% duty cycle using CO, 
gas. No. 1UMJ4 is constructed with diamond grip handles, 
and has insulated conductor tubes with metal jacketing. 


GOOSENECK WELDING GUNS 


XR™ Pistol Grip 


Feature adjustable gun barrel, trigger hold, and replaceable 
feed cable liner. 


XR Aluma Pro 

Aluminum, series-specific tension setting ensures smooth 
push/pull wire feeding performance. Feed wire at 900 ipm. 
3° turn potentiometer. Easy-to-rotate, self-seating head 
tube. Trigger has wiping action to keep contact points clean 
for reliable connection. Feature trigger hold, isolated common 


Each features an ultra-heavy steel monocoil 
power cable. Compatible with feeders from 
most major manufacturers. 


knurled drive roll, and replaceable feed cable liner. For use 


tip adapter. 100% duty cycle with CO, gas, 60% 
with XR™ control or Millermatic® 350P. 


with mixed gas. 






Cable Neck Neck 
Wire Rear Length Tube Tube Neck Mfr. Item Bernard 
. Series Amps Size Connec. _ Tip Series (ft.) Angle Size Tube Type Liner Model No. BTB 
ernar 
BTB 150A 0.030 in. Miller®  Centerfire™ 15 45° Short Rotatable Universal Conventional Liner Q1515AB8BM 112562 No.112562 

200A 0.063 in. Miller® Centerfire” 15 45° Short Rotatable Universal Conventional Liner Q2015AB8CMC 112564 
300A 0.045" Miller® Centerfire” 15 45° Medium Rotatable Universal Conventional Liner Q3015AE8EMC 112516 
300A 0.078 in. Lincoln® —_ Centerfire” 15 45° Medium Rotatable Universal Conventional Liner Q3015AE8ELC 112518 
BTB, B Series 300A 0.078 in. Miller® Centerfire™ 15 45° Medium Rotatable Universal Conventional Liner Q3015AE8HMC 112520 
400A 0.045" Miller® Centerfire™ 15 45° Medium Rotatable Universal Conventional Liner Q4015AE8EMC 112521 
400A 0.0625" Miller® Centerfire™ 15 45° Medium Rotatable Universal Conventional Liner Q4015AE8IMC 112572 
400A 0.078 in. Miller® Centerfire™ 25 45° Medium Rotatable Universal Conventional Liner Q4025AE8EMC 38VL89 
200A 0.063 in. Miller® Centerfire™ 15 30° ~—_—_ Long Fixed Universal Conventional Liner Q2015TB8CMC 112566 
200A 0.063 in. Tweco® Centerfire™ 15 45° Short Rotatable Universal Conventional Liner Q2015TB8CTC 112567 
300A 0.045" Miller® Quik Tip™ 15 45° Medium Rotatable Universal Conventional Liner Q3015TESEMC 45EJ41 
300A 0.052" Miller® Quik Tip™ 15 45° Medium Rotatable Universal Conventional Liner S3015TESHMC 38VL74 
BIB, O Series 400A 0.045" Miller® Quik Tip™ 15 45° Medium Rotatable Universal Conventional Liner Q4015TE5EMC 45EJ42 
400A 0.045" Miller® Centerfire™ 15 45° Medium Rotatable Universal Conventional Liner Q4015TE8EMC 112573 
200A 0.0625' Miller® Quik Tip™ 15 45° Long ___Rotatable Universal Conventional Liner SSO15GHSIMC 45EJ43 
900A 0.0625' Miller® Centerfire™ 15 60° Long Rotatable Universal Conventional Liner Q5015GI8IMC 112576 
o00A 0.094 in Miller® Centerfire™ 15 60° Long _Rotatable Universal Conventional Liner Q5015GI8LMC 112524 
400A 0.045' Miller® TOUGHLOCK™ 15 60° — Short Fixed QUICK LOAD™ Liner Q4015MP3EMQ 38VL85 
BTB. T Series 400A 0.045" Miller® TOUGH LOCK™ = 15 60° Medium Fixed Universal Conventional Liner Q4015MS3EMC_ 38VL82 

; 400A 0.078 in Miller® TOUGHLOCK™ 12 60° Medium — Fixed QUICK LOAD™ Liner Q4012MS3IMQ 38VL81 Bernard 

400A 0.078 in Miller® TOUGHLOCK™ 25 60° Medium Fixed Universal Conventional Liner Q4025MS3EMC 38VL90 Clean Air 

Clean Air™ 400A 0.045' Miller® Centerfire™ 15 60° Medium Fixed Universal Conventional Liner CL4015NK8EMC 38VM46 ea 
400A 0.062 Miller® TOUGHLOCK™ 15 60° Medium Fixed Universal Conventional Liner CL4015NK3IMC 38VM47 No. 38VM46 
Dura-Flux™ 390A 0.063 in. to 0.094 in. Miller® Centerfire™ 15 60° Short _ Flexible Power Pin Liner FLX3515AM 112525 
350A 0.063 in. to 0.094 in. Tweco® Centerfire™ 15 60° Short Flexible Power Pin Liner FLX3515AT 112527 
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WELDING Scan. Order. Done. 
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MIG Welding Guns SIBERNARD “Cite @ Jweco 


Cable Neck Neck 





Wire Rear Length Tube Tube Neck Mfr. Item 
Series Amps Size Connec. Tip Series (ft.) Angle Size Tube Type Liner Model No. 
S-Gun™, O Series 250A 0.045 in. Miller® Quik Tip” 15 45° Medium ‘Deking” Universal Conventional Liner S2515TESEM 38VL72 


w= Lincoln Electric 
Magnum® PRO 250A _ _—(0.025" to 0.045" ~—Lincoln® Copper Plus® 15 45° Short ‘Fixed Universal Conventional Liner | K4530-2 49JR58 


Hobart H100s2-10 Magnum 100L 100A 0.025 in. to 0.035in.  — = 10 60° Medium Rotatable a K530-6 6JDU7 
No. 5XRX8& Racaund PR 350A 035" to %" Lincoln® Tweco® 15 45° Medium Fixed Universal Conventional Liner | K2650-1 5ARY16 
_ a 350A 035" to Ya" Lincoln® Tweco® 15 45° Medium Fixed Universal Conventional Liner K2649-1 54RY15 

iller Electric 


Hobart H100S2-10 100A 0.030 in. to 0.035 in. Hobart® M-Series 10 60° Short _Rotatable 
Hobart H100S4-10 100A 0.030 in. to 0.035 in. Hobart® M-Series 10 60° Short _Rotatable 
M-100 100A 0.030 in. to 0.035 in. Miller® M-Series 10 60° Short _Rotatable 


285033 OXRX8 
284546 oXRX9 
248282 oCGA3 






MlGmatic M-150 150A 0.030 in. to 0.035 in. _Miller® M-Series 12 60° Short Rotatable 249040 5XRYO 
150A 0.030 in. to 0.035 in. Miller® M-Series 15 60° Short Rotatable _— 249041 oXRY1 
: 290A _0.030" to 0.035" Miller® AccuLock™ MDX™ 10 50° — Fixed AccuLock™ MDX™ 1770035 494D60 
Weldskill 250 Miller® MDX" -220A___0.030" to 0.035" Miller® AccuLock™ MDX™ 12 50° —___—Fixed AccuLock™ MDX™ 1770036 494D61 
No. 1UMJ4 290A _0.030" to 0.035" Miller® AccuLock™ MDX™ 15 50° — Fixed AccuLock™ MDX™ 1770037 494D62 
. 250A _0.035" to 0.045" Miller® AccuLock™ MDX™ 15 50° — Fixed AccuLock™ MDX™ 1770038 494D63 
weco 
; 0.023 in., 0.030 in., . 14 Series / Tweco ° 
Professional No 4 400A 0.035 in, 0.049 in Miller® aliteaded 15 60° Medium — Fixed Tweco 44-3545-15 10401136 3DUK6 
; .023 in., 0.030 in., ; erles / Tweco ° 5 : 
Weldskill 250 250A 0.035 in., 0.045 in. Miller® Threaded 15 60° Medium — Fixed Tweco 42-4045-15 10271032 1UMJ4 
Cable Wire Amps Rear Mfr. item Cable Wire Amps Rear Mfr. item 
Type Length (ft.) Size AC Connec. Model No. Type Length (ft.) Size AC Connec. Model _ No. 
Miller Electric Gooseneck Welding Guns XR™-A Aluma-Pro (i-Coled) 
XR™ 0.030 in to 0.047 in 300A Miller(R) 300000 5GVZ5 
Push/Pull. Air Cooled 15 0.030 in to 0.063 in 200A XRControl 198127 5GWLO Push/Pull, Air Cooled 38 0.030 in to 0.047 in 300A Miller(R) 300001 5GVZ6 
30 0.030 in to 0.063 in 200A XRControl 198128 5GWL1 oo 0.030 in to 0.047 in 300A  Miller(R) 300264 5GVZ7 
Push/Pull. Water Cooled 15 0.030 in to 0.063 in 200A XRControl 198129 5GWL2 15 0.030 into 0.063 in 400A Miller(R) 300003 5GWL7 
30 0.030 in to 0.063 in 200A XRControl 198130 5GWL3 Push/Pull, Water Cooled 2 0.030 into 0.063 in 400A Miller(R) 300004 5GWL8 
30 0.030 into 0.063 in 400A Miller(R) 300265 5GWL9 






— BPEnnaAne Miller 
Ae —— 
LE JHERMAL Arc Small Copper Nozzle 


Conduit Liner 
No. 12771 





Contact Tip 


Vegjiisiad No. 112553 No. 5XRU4 Weld 
Control 
MIG & Spool Gun Consumables Me Sens 
Wire Mfr. Item —— Pkg. Wire Mfr. Item — Pkg. 
Description Size (in.) Brand Model No. Qty. Description Size (in.) Brand Model No. Qty. 
Centerfire™ Nozzle, 2", Flush _ Miller Electric 200258 A4TY36 1 
Bernard BTB MIG Guns, 250 Amp S-Gun™ MIGG Gun Nozzle, %', Flush _ Miller Electric 169726 12759 1 
Insulator, Conversion Bernard 4423R 112530 1 Welding Nozzle, 2", Recess — Miller Electric 169724 5XRZ2 1 
Insulator, Large Bernard 10012 112529 1 Welding Nozzle, %', Recess _ Miller Electric 169725 5XRZ3 1 
Bernard BTB MIG Guns, 250 Amp S-Gun™ MiG G Gun, W-Gun™ MIG Guns, Welding Nozzle, %", Stick-out — Miller Electric 169727 5XRZ4 1 
FILTAIR Fume Extractions Guns, Clean Air™ Fume Extraction Guns Welding Nozzle Adapter — Miller Electric 169729 5XRZ6 2 
Diffuser, Large — Bernard D-1 112534 1 QUICK LOAD™ Liner 
Diffuser, Small — Bernard DS-1 112535 1 Tregaskiss Robotic CA3, TA3, G2, ThruArm G2, G1 Water-Cooled, Automatic MIG Guns, 
Nozzle, Large, Brass % Bernard N-5818B 112555 1 Bernard BTB MIG Guns, T-Gun™ Water-Cooled MIG Guns, Clean Air™ Fume Extraction Guns 
% Bernard N-5800C 112552 = 1 Liner Erontc@aaiin .035-.045 —Tregaskiss 415-35-15Q 38VM43 1 
Nozzle, Large, Copper % Bernard N-5818C 112554 1 g .045-.062 _Tregaskiss 415-116-150 38VM44_ 1 
% Bernard N-5814C 112556 1 Roughneck 
Nozzle. Small. Brass Yp Bernard NS-1200B 112550 1 ROUGHNECK Guns, XR/XR-M -XR-A/SPOOLMATIC 15/30A XR-EDGE,XR-ALUMA-PRO 
; Vp Bernard NS-1218B 112551 1 Screw-On Nozzle, Brass Miller Flectric 199613 5XRY9 1 
Nozzle, Small, Copper 8 Bernard NS-5818C 112553 = 1 Spoolmate 
Nozzle, Small, Tapered, Brass ¥ Bernard NST-3818B 12A/757 1 Spoolmate 100,185,200 and 3035 Series 
Bernard BTB MIG Guns, 250 Amp S-Gun™ MIG Gun, W-Gun™ MIG Guns, FILTAIR Fume Contact Tip, Wire Size 0.023, Pk. of 5 023 Miller Electric 199730 5XRU3 5 
Extractions Guns, Clean Air™ Fume Extraction Guns, Dura-Flux FCAW Guns Contact Tip, Wire Size 0.030, Pk. of 5 .030 Miller Electric 186419 5XRUDS 5 
035 Bernard T-035 1125431 Contact Tip, Wire Size 0.035, Pk. of 5 035 Miller Electric 186406 5XRU4 5 
045 Bernard 7-045 112544 1 Gas Diffuser Wire Size 0.035, Pk. of 2 035 Miller Electric 186409 5XRW8 2 
Contact Tip 052 Bernard 1-052 112545 1 Nozzle, Copper Miller Electric 186405 5XRY8 1 
.062 Bernard T-062 112546 1 XR/XR- M, SPOOLMATIC 15/30A, XR-EDGE FASTIP 
.030 Bernard T-030 12A/54 = =1 Gas Diffuser for FasTip Contact Tip Miller Electric 227749 5XRW9I 1 
- d Contact Ti 035 Bernard TT-035 12A755 = 1 XR/XR-M, XR-A/SPOOLMATIC 15/30A XR- EDGE F FASTIP 
apered Lontact Ip Bernard TT-045 12A756 1 Nozzle Insulator — Miller Electric 232284 5XRX6 1 


045 
Bernard BTB MIG Guns, 250 S-Gun™ MIG Gun, TGX MIG Guns, T-Gun™ MIG 


Guns, FILTAIR Fume Extraction Guns, Clean Air™ Fume Extraction Guns 





TOUGH LOCK™ Consumables 
Tregaskiss Robotic CA3, TA3, G2, ThruArm G2, G1 Water-Cooled, Automatic 


me) ek) kk) kk ek a ek) ek) 


035-.045 Bernard L3A-15 112557 1 MIG Guns, Bernard BTB MIG Guns, 250 Amp S-Gun™ MIG Gun, TGX MIG Guns, 
Liner .045-.062 Bernard L4A-15 112558 1 T-Gun™ Water-Cooled MIG Guns, Clean Air™ Fume Extraction Guns 
.078 Bernard L6A-15 112559 .035 Tregaskiss _403-20-35 38VL91 
Binzel®, Lincoln® and Tweco® MIG Guns with Small Centerfire Consumables 052 Tregaskiss _403-20-52 + 38VL93 
Insulator, Small — Bernard 4323R 1125281 045 Tregaskiss _403-20-45 38VL94 
M-Series Contact Tip, Heavy Duty 052 Tregaskiss 403-20-52-25 38VM08 
M-10, M-15, M-100, M-150 and M-25 Welding Gun .062 Tregaskiss 403-20-116-25 38VM09 
Conduit Liner .030-.035 Miller Electric 194011 1Z771 1 035 Tregaskiss 403-21-35-25 38VM11 
WelainaiGonduit Liner .023/.025 Miller Electric 194010 5XRXO 1 .045 Tregaskiss 403-21-45-25 38VM12 
g .035-.045 Miller Electric 194012 5XRX1 1 Contact Tip, Standard Duty 045 Tregaskiss _403-14-45 38VL98 
023 Miller Electric 087299 5XRV8 10 P, .035 Tregaskiss _403-14-35 38VM01 
Welding Contact Ti .030 Miller Electric 000067 1Z385 10 Nozzle, 44" Bore Copper _— Tregaskiss 401-6-75  38VM29 
9 : 035 Miller Electric 000068 12387 10 Nozzle, 4" Bore Brass — Tregaskiss 4071-87-62 38VM36 
045 Miller Electric 000069 SXRV9 =: 10 Nozzle, ¥s' Bore Copper — Tregaskiss 401-6-62 38VM28 
M-10, M-15, M-100, M-150 Welding Guns Weld Controls 
Contact Tip Adapter for M-10/15 .023-.035 Miller Electric 169716 4TY35 2 Bobcat Series, Miller Legend 
M100 Consumable Kit 03 Miller Electric 234608 5CGA5 1 WC-115A Weld Control, 115 Amps AC — Miller Electric 137546011 5GWL5~ 1 
M150 Consumable Kit for .035 Miller Electric 234609 oCGA6 1 CP, Deltaweld, Dimension, XMT, Series, Regency 250 And Shopmaster 
Nozzle, ¥2", Flush, for M-10/15 — Miller Electric 169715 4TY34 2 WC-24 Weld Control, 24 Amps AC Miller Electric 137549 5GWL4 
Welding Nozzle, Flux Cored — Miller Electric 226190 oXRZ9 1 Fabricator 252i 
mes Hering aun 393-047 WEE sc070% 1776 9 Hand Pendant _— Thermal Arc 10-4014 462455 1 
ontact Tip Adapter .023-.047 Miller Electric ff 765 * Sold in oka. ] 
Gea rerennanieNG ‘03 Miller Electric 234610  5CGA7 1 een we 
for .035 Miller Electric 234611 5CGA8 1 
2414 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





GRAINGER CHOICE” WELDING 
Find the yy. Find Solutions. Find Great Prices. Wire 








Aluminum Carbon Steel 








No. 24D957 No. GETL6 
LINCOLN 
WESTWARD | HOBART ELECTRIC 
AWS Container Item Item Item 
Classification Dia. Size (Spool) No. No. No. 
Aluminum 
ER4043 
0.03 in 1 Ib — — 120087 
ee 0.045 in 1 Ib = = 12C088 No. 12C098 
ER5356 
0.035 in 1 Ib — — 120089 
ieee 0.045 in t Ib = = 120090 re Pr Hoparr LINCOLN & 
Solid Wire ‘ 4 
0.03 in TIb 240957 6ETN3 = WESTWARD QQ iirc: — LELECTRIC | 
0.03 in 16 Ib 41R291 — — . 7 
0.035 in 1 Ib 41R293 — — 
ER4043 0.088 Ei; teas = = MIG Welding Wire 
ne in ini aioe 6ETN4 _- Aluminum—Designed for aluminum surfaces. Best when used on clean or 
.047 in _— — : aldi : 
FRA30 0.035 in 1b —= 54JK6G — prepared surfaces. Use with argon shielding gas. DC reverse polarity. 
ra te aH aE = Carbon Steel—Premium wire for general-purpose welding is designed for use 
0.035 in {Ib 24D960 6ETNG = on mild steel. Deposits require minimal slag removal. Use with CO. or argon-C0. 
ER5356 ae 
0.035 in 16 Ib 41R301 — = shielding gas on clean or prepared surfaces. DC reverse polarity. 
0.047 in 1 Ib 240961 6ETN7 — 
catoa Seal 0.047 in 16 Ib 41R303 = = Stainless Steel—Use to weld stainless steel. Stainless steel wire requires 
arbon stee i F 
Flux Core Wire shielding gas. 
E71T-1/1M Tae ie Apa = = SuperGlaze 4043—Designed for welding 6XXX alloys and most heat-treatable 
E7{T-11 0.035 in 10 Ib 20YD82 GETL8 = casting alloys. All-position. 
0.03 in 2 Ib 48LY79 6ETL9 — , - ; 
0.03 in 9 Ib 240978 _ = SuperGlaze 5356—General-purpose filler alloy for all-position welding of 
E71T-GS 0.03 in 10 Ib 240979 6ETNO — 5XXX series alloys. 
0.035 in 2 Ib — 6ETN1 — ; . 7 . . 
0.035 in 10 Ib 240981 6ETN2 ~ Innershield NR-211-MP—Versatile all-position wire. Fast freezing character- 
Innershield NR-211-MP ict] it- 
0.03 in ib — — 79C104 istics accommodate poor fit-up. 
pene ae inn = = ae Super Arc L-50—Copper-coated for long contact tip life. Supports short-circu- 
Solid Wire iting, globular, axial spray, and pulsed spray transfer in all positions. 
0.025 in 2 Ib 240962 6ETK3 — 
0.025 in +1 Ib = 6ETKA = Super Arc L-56—Excellent toe-wetting for optimal bead appearance. Supports 
; 0.03 in 2 Ib — 6ETK5 — short-circuiting, globular, axial spray, and pulsed spray transfer in all positions. 
ee 0.03 in 11 Ib = GETKG = Copper coated for long contact tip life 
0.035 in 2 Ib 240966 6ETK7 — 
0.035 in 11 Ib — 6ETK8 _— AWS Container Container Tensile Item 
0.03 in 2 Ib — 6GETK9 _ Classification Dia. Size Type Strength Brand No. 
ER70S-3 0.03 in 11 Ib _— 6ETLO — Stainless Steel 
0.035 in 2 Ib — 6ETL1 — Solid Wire 
0.035 in 11 Ib — 6ETL2 _ ER307Si 0.045" 33 Ib. Spool 85,000 psi Westward  23XM96 
0.023 in 11 Ib 240972 — — 0.023" 2 Ib. Spool 88,000 psi Westward 41255 
0.025 in 11 Ib — 6ETL3 — 0.023" 10 Ib. Spool 88,000 psi Westward  41R256 
FR70S-6 0.03 in 11 Ib 24D973 6ETL4 — 0.030" 2 Ib. Spool 88,000 psi Westward _ 41R258 
0.035 in 11 Ib 240974 6ETL6 — FR308L 0.030" 10 Ib. Spool 88,000 psi Westward _ 41R259 
0.035 in 33 Ib 24D975 45LP57 — 0.035" 2 Ib. Spool 88,000 psi Westward  41R261 
0.045 in 44 Ib 24D976 6ETL7 — 0.035" 10 Ib. Spool 88,000 psi Westward _ 41R262 
Super Arc L-50 0.045" 2 Ib. Spool 88,000 psi Westward 41R264 
FR70S-3 0.03 in 33 Ib — = 120094 0.045" 10 Ib. Spool 88,000 psi Westward _ 41R265 
0.035 in 33 Ib — — 120095 ER312 0.035" 33 Ib. Spool 95,000 psi Westward  23XM78 
Super Arc L-56 0.023" 2 Ib. Spool 86,000 psi Westward 41R279 
0.025 in 2 |b _ _ 120097 0.023" 10 Ib. Spool 86,000 psi Westward 41R280 
0.025 in 12.5 Ib — — 120096 0.030" 2 Ib. Spool 86,000 psi Westward  41R282 
0.03 in 2 Ib — _ 120098 ER316L 0.030" 10 Ib. Spool 86,000 psi Westward  41R283 
FR70S-6 0.03 in 12.5 Ib — — 120092 0.035" 2 Ib. Spool 86,000 psi Westward  41R285 
0.035 in 2 Ib — — 120099 0.045" 2 Ib. Spool 86,000 psi Westward  41R288 
0.035 in 12.5 Ib — — 120093 0.045" 10 Ib. Spool 86,000 psi Westward  41R289 
0.035 in 33 Ib — — 120102 ER347Si 0.035" 33 Ib. Spool 75,000 psi Westward  23XM82 
0.045 in 44 |b — — 120103 ER630 0.035" 30 Ib. Box 135,000 psi Westward  —« 45EV12 
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No. 447K22 





e . * 
HOBART “Teecrric} Miller reer 
Stick Welders 


For general maintenance, repair, and light Invertec® V155-S—Lightweight (15 Ib.) 
industrial applications. portable stick welder operates in two sepa- 
rate modes—SOFT and CRISP—to provide 
the right arc characteristic for different 
types of electrodes. Can even be operated 
as a TIG welder in Touch Start TIG® mode. 
Includes stick electrode holder, work cable 
and clamp, shoulder strap, 120/230V input 
cord with 120V plug, and extra 120V plug. 





es 95i—Lightweight, compact multipro- 
cess Stick Welders are ideal for home, 
utility/farm, and maintenance work. Include 
electrode cable with holder, work cable with 
clamp, stick electrodes, power cord, and 
carrying case. No. 447K22 also includes TIG 
torch kit and argon flow gauge regulator. 


Stickmate®—Portable Stick Welders are ©S! 280—2-position manual switch for 
easy to carry and store, and they start up easy voltage changeover. Feature Lift-Arc 
quickly and easily and provide a reliable arc start and Fan-On-Demand al sysiem. 
thanks to Hot Start™ technology. Include For use with stick electrodes up to 6' and 


electrode cable with heavy duty holder, TIG welding of pipe and plate. 


work cable with clamp, and power cord. Maxstar®—Both models include 13-ft. 
No. 404J62 has MVP™ adapters for 120V stick electrode holder, 10-ft. work clamp 
and 240V. with 25mm Dinse-style connector, and 120V 


and 240V power cords. No. 53AY42 also 
comes with a protective Miller X-Case™ 
and an adjustable handle/shoulder strap for 
safe, easy transport. 


Thunderbolt—At only 15 Ib., the light- 
weight Thunderbolt weighs nearly 100 Ib. 


AC/DG 225/125—Features a front- 
mounted polarity switch and full-range 
amperage selector switch. 


AG-225—A full range 40A to 225A selector 


No. 404J62 switch helps ensure a uniform arc. 


Idealarc® 250—Fan-cooled welder is less than previous versions, for outstanding 
great for production welding, with welding portability. Hot Start™ technology provides 
ranges up to 300A AC and 250A DC; quick, reliable starting. Include electrode 
features a full-range continuous current cable with holder, work cable with clamp, 


control dial with indicator. Can be used with and power cord. 
just about every type of electrode, including 

low hydrogen, stainless steel, hard facing, 

aluminum, and bronze. Includes power 





factor capacitors. 
Trade Amps Input Item 
Name Polarity AC Voltage Duty Cycle No. 
Esab 
ESAB ES 95i DC Stick Package DC — 120VAC 60A @ 22.4V, 45%/15 447K21 
ESAB ES 95i DC TIG-Stick Package DC _— 120VAC to 90A @ 23.6 V, 20% 447K22 
Hobart 
Stickmate DC — 120/240V 30% 404J62 
Lincoln Electric 
AC 225A @ 25V, 20% / 
AC/DC 225/125 AC/DC 225 240 DC 125A @ 25V, 20% 5JPG3 
AC-225 _ 225 240 225A @ 25V, 20% 5JPG2 
AC: 250A/30V/30%, 
Idealarc 250 — 250 208/240/480 DC: 250A/30\V//30% 6FKG4 
Invertec® V155-S po OPK =——420VAC 100% 5JPJ6 
Miller Electric 
DC 280 220-230/460-575V 5GWF1 * 
CST 280 DC 280 = 220-230/460-575V = 3-Ph: 280A 31.2V @35% SGWEF2 t 
DC 280  208-230/400-460V 1-Ph: 200A 28V @50% SGWF4 t 
DC 280 208-230-/400-460V 5GWFS * 
Maxstar 161 DC — 120V/240V 160A @ 26.4V, 20% / S3AY41 
{ DC _ 120V/240V 110A @ 24.4V, 100%  53AY42 
DC — 240V 20% 404J61 
° ae oC — 120/240V 30% 40460 
CST 260 XMT 450 — _ — 230 to 460VAC = A9KA76 
No: SGWES * Dinse-style connectors. f Tweco-style connectors. 
Mfr. Item 
Description For Use With Brand Model No. 
Accessories 
200A Electrode Holder, Ball Point Thru 2/0 Arc Welder GA — 1UYE6 
250A Electrode Holder, Ball Point Thru 2/0 Arc Welder GA — 1UYE7 
300A Electrode Holder, Ball Point Thru 2/0 Arc Welder GA — 1UYE8 
400A Electrode Holder, 1/0 Arc Welder GA — 19N782 
600A Electrode Holder, 2/0 Arc Welder GA — 19N783 
Welding Cable Set with Electrodes SRH, Gold Star Series Miller Electric 173851 6DLW9 
Welding Electrode Storage Container, 10 Ib. Capacity, High Visibility Yellow 6JDW3 Holder with Belt Clip Safetube 1205441 5JC13 
Rod Storage Container, 10 lb. Capacity, Red For Use With Aall 12" And 14" Electrodes _ Lincoln Electric KH550 6JDW3 
Dialarc Series Welding Accessory Kit, Includes Welding Cables 50 ft, Electrode Holder, Ground Clamp, Lugs Dialarc Series Hobart 300836 1EC88 
Stick Welding Accessory Kit, Includes 100 ft (30.5 m) No. 2/0 Electrode Cable With ; ; ; ; 
Eectrode Holder and 50 ft (15 m) No. 2/0 Work Cable with Work Clamp Trailblazer Series mucreCme. Vaewe Sune 
Wheel Kit, Axle, Two Wheels And Assembly Hardware Lincoln AC 225, AC/DC 225/125 Lincoln Electric K761 6JDV5 
Running Gear Kit, Four 8" Poly/Rubber Blend Wheels with 30" Towing Handle Dialarc 250 AC/DC Miller Electric 041580 12491 
Air-Cooled Tongs, Standard 6'L, Pkg. 1 = Miller Electric 040197 1Z400 
Air Cooled Tips, Standard, Pkg. 2 — Miller Electric 040211 22545 
2416 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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No. 23XL60 


AWS Container Item AWS Container Item AWS Container Item 
Classification Dia. Size Brand No. Classification Dia. Size Brand No. Classification Dia. Size Brand No. 
Aluminum 332" 5 Ib. Box Hobart 6ETJO Mild Steel 

330" 1 Ib. Tube Westward 41R207 330" 9 lb. Box Westward 24D933 330" 10 Ib. Box Westward 24D932 
£4043 330" 9 Ib. Tube Westward 41R208 342" SO lb. Package _Lincoln Electric 120106 332" 50 Lbs Plastic Tube Sureweld 400G44 
Yer 1 Ib. Tube Westward 41R206 330" 10 Ib. Box Hobart 6ETJ1 E7014 Ye’ OLbs Plastic Tube Sureweld  400G45 
Ye" 5 |b. Box Hobart 6ETK2 E7014 Ye" 5 lb. Package —_Lincoln Electric 120111 Ys" ‘50 Lbs Carton Sureweld 400G46 
Aluminum Alloy Ve 10 Ib. Box Hobart 6ETH9 %32' 50 Lbs Plastic Tube Sureweld  400G47 
308LFC-O Ve 9 Lbs Can All-State 400G86 32" 9 Ib. Box Hobart 6ETJ2 342" 5 Lbs Plastic Tube Sureweld 400G48 
Carbon Steel 32" 9 Ib. Box Westward 24D935 £7018 Ye" OLbs Plastic Tube Sureweld 400G49 
330" 9 |b. Box Hobart 6ETGS 32" 90 Ib. Can Lincoln Electric 120108 %32' 5 Lbs Plastic Tube Sureweld 400G50 
330" 5 Ib. Box Westward 24D917 330" 9 Ib. Tube Westward 20YD45 ENiFe-Cl Ye' 1 Lbs Plastic Tube All-State 400G76 
330" lb. Package _ Lincoln Electric 120134 330" 10 Ib. Box Hobart 6ETJ6 Ye" 5 Lbs Plastic Tube All-State 400G77 
Ye" 5 Ib. Box Hobart 6ETG7 330" 10 Ib. Box Westward 24D936 Nickel 55 
ye" 9 |b. Box Westward 24D919 3732" 10 Ib. Can Lincoln Electric 120112 ENiFe-Cl ¥32" 1 Ib. Tube Westward  41R17/6 
Ve 0 lb. Package _—_Lincoln Electric 120116 330" 20 Ib. Box Hobart 6ETJ5 Ve 1 Ib. Tube Westward 41R174 
Ye" 10 Ib. Box Hobart 6ETGS 530" 90 Ib. Box Westward 24D937 Nickel 99 
E6010 ve" 10 Ib. Box Westward 24D918 330" 90 Ib. Can Lincoln Electric 120110 330" 5 Ib. Box Westward 24D942 
Ye 90 Ib. Can Westward 20YC99 Ye 9 Ib. Tube Westward 20YD42 ~~ ENi-Cl Ye" 1 Ib. Tube Westward 41R180 
Yer 90 Ib. Can Lincoln Electric 49JR43 Ye" 10 Ib. Box Hobart 6ETJ3 Ye" 9 Ib. Tube Westward 41R181 
Ye" 90 Ib. Can Lincoln Electric 49JR44 £7018 Ye 10 Ib. Box Westward 24D938 Nickel Alloy A 
Ve 90 Ib. Can Hobart 54JK81 Ye 10 Ib. Can Lincoln Electric 120115 = ENiCrFe-2 330" 5 Ib. Box Westward 23XM25 
32" 5 Ib. Box Hobart 6ETHO Ye 90 Ib. Box Hobart 6ETJ4 Specialty Electrodes 
32" 5 Ib. Box Westward 24D920 Ye 90 Ib. Box Westward 24D939 330" 1 Ib. Tube Westward 41R219 
32" 90 Ib. Can Hobart 54JK82 Ye 90 Ib. Can Lincoln Electric 120109 53000 ¥30" 9 Ib. Tube Westward 41R220 
330" 5 Ib. Box Hobart 6ETH3 32" 5 Ib. Box Hobart 6ETJ7 Yar 1 Ib. Tube Westward 41R217 
330" 5 Ib. Box Westward 24D922 32" 5 lb. Box Westward 24D941 Ve 9 Ib. Tube Westward 41R218 
¥32" 5 Ib. Package _Lincoln Electric 120114 %2" 10 Ib. Box Hobart 6ETJ8 Stainless Steel 
3730" 10 Ib. Box Hobart 6ETH4 32" 10 Ib. Box Westward  24D940  £308/308L-16 %4:" 10 Ib. Box Hobart 04JK85 
30" 10 Ib. Box Westward 24D921 32" 10 Ib. Can Lincoln Electric 120117 530" 1 Ib. Box Westward 24D946 
Ye 5 Ib. Box Hobart 6ETH1 330" 90 Ib. Can Hobart 04JK79 330" 9 Ib. Tube Westward 41R190 
Ye 9 Ib. Box Westward 24D924 E7018AC Ve" 50 Ib. Can Hobart 54JK78 E308L-16 ver 1 Ib. Tube Westward 41R188 
E6011 Ve 9 lb. Package _Lincoln Electric 120113 32" 50 Ib. Can Hobart 04JK80 Ve 2 Ib. Tube Westward 41R189 
Ye" 10 Ib. Box Hobart 6ETH2 39" 90 Ib. Can Lincoln Electric 120119 32" 10 Ib. Box Westward 24D947 
ver 10 Ib. Box Westward 24D923 Cast Iron 330" 5 Ib. Box Westward 23XM01 
Ye" 90 Ib. Box Westward  20YD07 530" 1 Ib. Tube Westward 41R172 E309Cb-16 %2" 5D Ib. Box Westward 23XMO03 
Ve 20 Ib. Can Hobart D4JK77 ESt 330" 5 Ib. Tube Westward 41R173 He 5 Ib. Box Westward 23XM04 
Ye" 90 Ib. Can Lincoln Electric 120124 Ve 1 Ib. Tube Westward 41R170  E309L 330" 10 Ib. Box Hobart 54JK86 
32" 10 Ib. Box Hobart 6ETHS Ye" 9 Ib. Tube Westward 41R171 330" 1 Ib. Tube Westward 41R195 
/32" 10 Ib. Box Westward  24D925 Cast Iron Alloys F3091-16 32" 10 Ib. Box Westward 24D949 
732" 90 Ib. Can Lincoln Electric 120126 ENiFe-Cl 32" 1 Lbs Plastic Tube All-State 400G72 yy" 1 Ib. Tube Westward 41R193 
Ye 1 Ib. Box Hobart 6ETJ9 32" 5 Lbs Plastic Tube All-State 400G73 Ye" 10 Ib. Box Westward 24D948 
Ye 1 Ib. Box Westward 24D926 Cast Steel 330" 5 Ib. Box Westward 23XL96 
Ye 1 Ib. Tube Lincoln Electric 120128 ENiCu-B 330" 5 Ib. Box Westward 23XM17 E309Mo-16 %2" 5 Ib. Box Westward 23XL98 
330" 5 Ib. Box Hobart 54JK84 Ve" 5 Ib. Box Westward 23XM18 ve 5 Ib. Box Westward 23XL99 
30" 9 |b. Box Westward 24D928 Copper E316L 530" 10 Ib. Box Hobart 04JK87 
332" oO lb. Package _Lincoln Electric 120125 30" 5 Lbs Plastic Tube All-State 400G78 30" 1 Ib. Tube Westward 41R202 
330" 10 lb. Box Hobart 6ETHS 308LFC-0 Ye" 5 Lbs Plastic Tube All-State 400G79 F316L-16 330" 10 Ib. Box Westward 24D950 
F6013 330" 10 Ib. Box Westward 24D927 Ye ‘90 Lbs Carton All-State 400G80 Yer 1 Ib. Tube Westward 41R199 
30" 90 Ib. Can Lincoln Electric 12C127 Duplex Stainless Steel Ve 10 Ib. Box Westward  24D951 
Ye" 5 Ib. Box Westward 24D931 £2909-16 Ye 5 Ib. Box Westward 23XM14  £318-16 Ye" 5 Ib. Box Westward 23XL89 
Ve 2 lb. Package _Lincoln Electric 12€120 Ye" 9 Ib. Box Westward 23XM16 F330-16 30" 2 Ib. Tube Westward  23XL60 
Ve 10 Ib. Box Hobart 6ETH/ Hardfacing ye ° |b. Tube Westward 23XL61 
Ye" 10 Ib. Box Westward 24D929 330" 1 Ib. Tube Westward 41R223  £34/7-16 330" 9 Ib. Tube Westward 23XL/2 
Ve 20 Ib. Can Hobart 04JK83 Wearcote 3730" 9 Ib. Tube Westward 41R224 F385-16 30" 5 Ib. Box Westward 23XMO09 
Ve 90 Ib. Can Lincoln Electric 120129 Ve" 1 Ib. Tube Westward 41R221 32" 5 Ib. Box Westward 23XM11 
32" 5 Ib. Box Hobart 6ETK1 Ve" 9 Ib. Tube Westward 41R222 £410-16 Ae" 9 Ib. Tube Westward 23XL/1 
Metal Removal - Studs/Bolts E410NiMo-16 %2" 0 Ib. Box Westward 23XM05 
32" 1 Lbs Plastic Tube All-State —_ 400G93 330" 9° Ib. Tube Westward 23XL64 
308LFC-0 332" 9 Lbs Plastic Tube All-State 400G95  £630-16 Ve 2 |b. Tube Westward 23XL65 
Ye' 1 Lbs Plastic Tube All-State 400G94 Ae 9° lb. Tube Westward 23XL6/ 


Ys" 45 Lbs Plastic Tube All-State 400G96 


Electrode Ovens penne) 


Portable—Heating elements provide uniform, continuous § Bench/Floor—Circular shape 
heat for electrode protection. Feature adjustable thermostat promotes even heat distribution. 
(except No. 3KB70), indicator light and removable power cord Feature adjustable thermostatic 
with locking inlet. Durable powder-coated finish. No. 6YE39 —_ control and indicator light. 

has carrying handles on each side. No. 3KB73 comes with 

pull handles and wheels for easy portability. 





Cap. Chamber Chamber Item 
: Voltage Temp. Range _Heating Elements Dia. (in.) Depth (in.) No. 
Portable Electrode Ovens 
10 100-240 VAC/DC 300°F 60W Dual Volt 3.000 20 3KB70 
20 100-240 VAC/DC 100 to 300°F 7OW Dual Volt 4.000 20 3KB7/2 Lae > 
50 120/240VAC 100 to 300°F =300W Wire Wrap 8.000 20 6YE39 ———_£ = vy 
120/240VAC 100 to 300°F =300W Wire Wrap 8.000 20 3KB73 — 
Bench/Floor Electrode Ovens Bench/Floor 
150 120/240VAC 100 to 300°F  —600W Wire Wrap 14.000 19% 6YE40 No. 6YE40 
400 120-240 VAC 100 to 550°F 1000W Tubular 18.000 19 5HJ70 
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TIG/Stick Welders 


Scan. Order. Done. 
Details on page A1. 
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electrode holder and 10-ft. cable, work clamp and 
10-ft. cable, input cord and plug, and gas regulator. 


TIG/Stick Welders 


These complete packages include just about every- 
thing you need to get started with TIG welding. 
Light Industrial welders offer low weld penetra- 
@ tion for applications such as pipe fabrication, 
aerospace, and shipbuilding. 

Medium Industrial welders have medium pene- 
tration for automotive maintenance, aluminum ship 
repair, and precision fabrication. 

Heavy Industrial welders produce deep weld 
penetration for optimal strength in applications 
such as onsite pipe welding, infrastructure, or heavy 
equipment manufacturing. 


Note: Complete list of individual kit contents is available at 
Grainger.com®. 


WELDERS 








EZ-TIG 165i 
No. 44YW20 


Syncrowave® Series—This complete package 
offers outstanding power and performance for light 
and industrial applications. Include power source, 
cords and plugs, electrode holder, regulator, flow 
gauge, and hose. 


Diversion™ 180—Inverter-based AC/DC power 
source with easy-to-use operator interface. Includes 
12.5' torch with backcap, ceramic gas cup, 3/32" 
collet and collet body, remote foot control, 12' work 
lead with clamp, and regulator/flow gauge with 
hose. 


Diversion™ 180 
No. 6DLX2 


Precision TIG® Series—Micro-Start Il Technology 
provides high-quality welds with stable low amper- 
age starting, welding, and cratering for AC and DC 
welding. Include work cable and clamp. 


ESAB® ET Series—Inverter-based units deliver 
higher output and duty cycle. Include TIG torch 
and accessories, electrode holder and leads, and 
electrodes. 


EZ-TIG 165i—Inverter-based with HF start and 
simple interface controls. Includes ceramic gas cup, 
work cable with clamp, remote foot control, regula- 
tor with hose, and power cord. 


Renegade™—Take this small, lightweight system 
with you to just about any jobsite. Not only is it 
highly portable, but also rugged enough to handle 
extreme conditions, and has the power to tackle 
tough jobs in aerospace, civil construction, and 
other demanding industries. Includes power supply, 
10-ft. input cable, and two OKC 50 connectors. 


Dynasty® Series—Offers Lift-Arc™, Blue 
Lighting™, Auto-Line Power Management 
Technology, Fan-On-Demand™, and superior stick 
performance. AC/DC output. Include cords and 


Maxstar® Series—Has thermal overload protec- 
tion with indicator light, built-in gas solenoid, and 
full-function remote control. Include cords and 
connectors. 


Invertec® V155-S—Features two stick modes 
to provide the right arc characteristics for differ- 








7 an os peacisiaateies ore ent types of electrodes. Includes TIG torch with connectors. 
ynasty recision T™ : ™ 
sic. 4EMIGES 55 p52 Ultra Flex™ cable and Twist Mate™ adapter, stick 
ae aera : . : 
ickness ickness nput uty tem 
ake twa ' Series Welding Processes Mild Steel Aluminum Voltage Rated Output Cycle Phase Weight Brand No. 
ight Industria 
ESAB ET 141i AC/DC HF TIG/Stick System 0.030" to Ye" Thin Gauge to Ve" a i 5 { 40M 5aV @ 20% 60% 1 48.4 \b. Esab 36WJ52 
. . " " . " or % (0) 
ESAB ET 201i DC Stick/TIG System 0.002" to i’ Thin Gauge to Ys" oanachy Duy Cycle 2304 60% 1  21.61b. Esab 6TNK4 
EZ-TIG 165i 0.029" to vs 0.028 fo Vie" 930 150A @ 16V 20% 150 Ib. Hobart 44YW20 
Thin Gauge to Yi" 120/240 130A @ 15.2V 60% 4 ———Wifiller Electric 53AV46 
Maxstar 161 STH Stick, TIG Thin Gauge to %46” 120/240 130A @ 15. 2V 60% 1 ———~Mliller Electric 53AV47 
0.020" to %6" Thin Gauge to Ye" 120/240 130A @ 15 2V 60% 1 ———~Mliller Electric 53AV43 
Maxstar 161 STL Thin Gauge to “6” 120/240 130A @ 15. 2V 60% ———~Miiller Electric. 53AV44 
Thin Gauge to “6” 120/240 130A @ 15. 2V 60% 1 ———~WMliller Electric 53AV45 
Invertec® V155-S | 0.00410 3% 0.012"to %" 120/230 155A @ 16V 30% 100% 1 15 1b. Lincoln Electric 49JR57 
Syncrowave 250 DX Te a chose (0.012"to%' —-0.015"to%" 22010575 250A@ 30V/250@ 28V 60% 1 — Miller Electric 49WMS51 
as Diversion 180 TIG 0.030" to Ye" 0.025" to Ve" 120/240 GOA @ T2AV/T50A @ T6V 35% 1 50b. Miller Electric 6DLX2 
edium Industria 
Maxstar 210 0.025"to Vs’ 0.012"to%" 120 to 480 O10A @ 18V 60% {1or3  38lb. Miller Electric 45JU17 
= = 508/230 0A @ 23.4V 100% 1 212 |b. Lincoln Electric 5JPJ1 
Precision TIG 225 Ready-Pak Stick, TIG = = 508/230 Q0A @ 23.4V 100% 558 1b. Lincoln Electric 5JPJ7 
Renegade 3.004" to 94 _ 012" to%" 208 to 460 300A @ 32V/ 60% 40% tors. — Esab 54RZ63 
Square Wave 0.012"to %" 120/230 10A @ 125V 60% 1 ——~TTincoln Electric 54RY17 
0.012"to %" 120 to 480 D10A @ 18V 60% tor3 47 1b. Miller Electric 45JU20 
0.012"to %" 120 to 480 10A @ t8V 60% tor3 47 1b. Miller Electric 45JU21 
0.012"to 4" 1200 480 10A @ 18V 60% Tor3 a7 Ib. Mile Electric 45JU22 
vacua 0.012"to M120 to 480 10A @ t8V 60% 1 or3 47 Ib. iller Electric 45JU23 
Dynasty 210 0.004" to % 0.012"to %" 120 to 480 10A @ t8V 60% tor3 47 1b. Miller Electric 45JU11 
0.012"to %" 120 to 480 10A @ TV 60% 1or3 47 1b. Miller Electric 45JU13 
0.012"to %" 120 to 480 10A @ t8V 60% 1 or3 47 1b. Miller Electric 45JU14 
Sie Pieat tie 0.012"to %" 120 to 480 10A @ 18V 60% 1 or3 47 1b. Miller Electric 45JU15 
Dynasty 280 TG, 0.012"to %" 208 to 575 935A @ 19V 60% ft or3 251b. Miller Electric 35MC56 
Dynasty 280 Complete Package with CPS aoa aie to a a to 5/5 nes ry oe org eo i Me Prectrie Beas 
F .004" to 3%" 012" to %' to 5/5 5 % or 5 |b. iller Electric 5MC5 
Dynasty 280 DX Complete Package with CPS 0.012"to %" 208 to 575 O35 @ TOV 60% 1or3 251b. Miller Electric 35MC54 
Dynasty 280 TIGRunner with CPS 0.012"to %" 208 to 575 935A @ 19V 60% 1or3 251b. Miller Electric 35MC63 
area 0004"to 7? 0.012"to 4" 120 to 480 10A @ 18V 60% 1 or3 381b, Miller Electric 45JU19 
0.012"to %" 120 to 480 10A @ 18V 60% 1 or3 381b, Miller Electric 45JU18 
== Maxstar 980 0.004" to 3% = 908 to 575 935A @ 19V 60% 1or3 47 1b. Miller Electric 35MC59 
eavy Industria 
Precision TIG 275 = 508/230/460 975A @ 31V 40% 1 3971b. Lincoln Electric 5JPJ5 
Precision TIG 275 Ready-Pak Stick, TIG = = 508/230/460 75h @ 31V 40% 1 64T Ib. Lincoln Electric BJPJ2 
Precision TIG 375 Ready-Pak = 508/230/460 375A @ 35V 40% 1 75tb. Lincoln Electric 5JPJ3 
D012"to 54 _U0IStO 20810575 300A @ 32V, 60% 80% tor}. — Miller Electric 53RJ18 
Dynasty® 0.015"to %" 208 to 575 300A @ 32V 60% 80% tor3.— Miller Electric 53RJ19 
0.020"to T" 0.020°to 1" 208t0 575 600A @ 44V 60% 100% tor3— Miller Electric 53RJ20 
0.012" to % = 508to 575 300A @ 32V 60% 80% tor3.— Miller Electric 53RJ12 
aaseeis 0.020" to 1" = 508to 575 600A @ 44V 60% 100% 1or3.— Miller Electric 53RJ44 
Stick, TIG, Pulsed TIG 9 o49" ty 54° = 508to 575 300A @ 32V. 60% 80% 1or3.— Miller Electric 53RJ17 
= 508to 575 300A @ 32V. 60% 80% 1or3.— Miller Electric 53RJ22 
Syncrowave 250 DX Complete Package 0.012" to 1" 0.015'to %' ~—230/460/5/5 200A @ 28V/250A @ 30V 40% 1 3/8 Ib Miller Electric 2RVC8 
Snerowave 200 UA Menunner | TOTS ee — DOO O30 GEO SOUR Gr Bou aOR esa A196 eee Elec ce WG 
u " . 5" to 5" 5 % | er ectric 5 
mC ANE cob T volnpiele rap rage | 0.012" to" —0.015"to A" 230/460/575 300A @ 32V/350A @ 34V40% 1 ~~ 4961b. Miller Electric 5GWG1 
Dynasty 280 ae ein 0.004"to%  —«-0,.012"to%" 208 to 575 200A @ 28 V 60% 1or3  —  MillerElectric 443V83 
Syncrowave 250 DX Complete Package Stick. TIG, Pulsed TIG 0.012" to 1" 0.015"to %"  200/230/460 200A @ 28V/250A @ 30V 40% 1 3781b. Milller Electric 2CAV6 
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TIG Welding Rods 


=» 36" L Rods feature smooth and stable arc; low 





SUREWELD 
wy 


spatter; and thin, uniform coating. 














AWS Container Tensile Item 
Classification Dia. Size Strength No. 
Aluminum, Westward 
Vg 1 Ib. Tube 29,000 psi 41R363 
Vg" 10 Ib. Box 29,000 psi 41R364 
ER4043 Yap" 1 Ib. Tube 29,000 psi 41R365 
Yap" 10 Ib. Box 29,000 psi 41R366 
i 1 Ib. Tube 29,000 psi 41R367 
i 10 Ib. Box 29,000 psi 41R368 
Ve 1 Ib. Tube 38,000 psi 41R369 
Ve 10 Ib. Box 38,000 psi 41R370 
ER5356 Hap" 1 Ib. Tube 38,000 psi 41R371 
Yap" 10 Ib. Box 38,000 psi 41R372 
i 1 Ib. Tube 38,000 psi 41R373 
— ee : 10 Ib. Box 38,000 psi 41R374 
arbon Steel, Westwar 
Ve" 1 Ib. Tube 79,000 psi 41R375 
st a @ 
32" . Tube ,000 psi 
ER70S-2 e a BOK mM psi ee DIAMOND GROUND 
A - Tube psi ————— PRODUCTS 
i 10 Ib. Box 79,000 psi 41R380 p 
10. Box 70:00 psi 23XMa8 Tungsten Electrode Grinders 
Ve’ 10 Ib. Box 70,000 psi__23XM37 : 
ER70S-6 a a pox mn psi SOMME User-friendly portable grinder provides a quick, safe, economical solution for 
8 . Box ,000 psi : irl : : : 
Fao! +0 Ib Box 70.000 psi 23XM40 diamond grinding, flatting, and notch-cutting your tungsten electrodes, with an 
Mild Steel, Hae _ ee Re enclosed grinding area that captures nearly all the excess tungsten electrode 
7 16 . BOX ; psi ; F " " 
ER80S-D2 Vo! 7h Bax 80.000 psi 6ETNG dust for safe and easy disposal. Handles tungsten diameters from 0.040" to “6 
Mild Steel, Sureweld (1.0mm to 4.8mm). 
E6010 %" 50 Lbs Plastic Tube 60,000  400G30 
E6011 %4° 50 Lbs Plastic Tube 60,000  400G34 Mtr. Item 
Mild Steel, Westward — Includes Model No. 
ER80S-D? Vg 1 Ib. Tube 80,000 PSI 24D952 6" dia. Single-Sided Diamond Grinding Wheel DGP-PG3-A 54PD31 
Fao" T Ib. Tube 80,000 PSI 240953 
Stainless Steel, Westward 
ts a uns eu psi lsh Water Cooled 
16" . Tube ,000 psi F 
aia Van" 1 Ib. Tube 83,000 psi 41R345 eerie 
Yao" 10 Ib. Tube 88,000 psi 24D955 dy 
i 1 Ib. Tube 83,000 psi 41R346 
i 10 Ib. Tube 83,000 psi 24D956 
Ve 10 Ib. Box 85,000 psi 23XM57 | 
ERS09L Yap" 10 Ib. Box 85,000 psi 23XM58 | 
i 10 Ib. Box 85,000 psi 23XM59 
ao" 10 Ib. Box 75000 psi 23XM60 
FR310 Ve 10 Ib. Box 80,000 psi 23XM61 
i 10 Ib. Box 80,000 psi 23XM63 
Ve 1 Ib. Tube 83,000 psi 41R357 
Vg 10 Ib. Box 83,000 psi 41R358 
ERSI6L Yap" 1 Ib. Tube 83,000 psi _41R359 
Yap" 10 Ib. Box 83,000 psi 41R360 
i 1 Ib. Tube 83,000 psi 41R361 
ot sce 
16° . Box ,000 psi 
FRS47SI Vay" 10 Ib. Box 75,000 psi 23XM66 No. 24D952 
i 10 Ib. Box 75,000 psi 23XM67 
Ja’ 101 Box 68,000 pst 23XM70 
32. . Box 000 psi oolmate 3 
ER430 a2 10 lb. Box 65,000 psi _23XM72 . 


: ¥, ; 
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No. 12542 


Foot Pedal 
No. 5GWJ7 


Miller. xs 


TIG/Stick Welding Accessories 


Water Cooled Torch Kits—Use No. 5GWJ4 for general purpose applications; 
use No. 5GWJ6 for high amperage and continuous-duty applications. Both 





Tungsten include 25-ft. torch and accessories, nozzle, cable cover, tungsten, smith regula- 
=| ectrod es tor, gas hose, dinse adapters, and 15-ft. lead with work clamp. 
u" Coolant Systems—Provide continuous coolant flow at a constant pressure; 
= 7" length = Pkg. of 10 ,; 
thermally protected motors guard against overheating. No. 12542 rotary vane 
Dia. sneci a pump has an On/Off switch and paddle wheel coolant flow indicator. With fin and 
a; (ee ated (Grey), Miller i. tube heat exchanger. 3-gal cap. 115VAC, 50/60 Hz. No. 4UV46 coolant contains 
0.040 WC040X7 6LGUS ethylene glycol and deionized water that helps protect against freezing or boiling. 
Ke WC116X7 6LGU6 
%32 WC332X7 6ETP/ _ ; Mfr. Item 
Ve WC018X7 6GETP8 Description For Use With Brand Model No. 
32 WC532X7 6ETP9 Water-Cooled TIG Torch Kits 
2% Lanthanated (Dark Blue), Miller 290 Output Range (Amps) _ Miller 300185 5GWJ4 
.040 WL2040X7 22UM19 400 Output Range (Amps) Electric 300186 5GWJ6 
Ye WL2116X7/ 22UM20 Dia. Mfr. ltem Coolant Systems 
¥30 WL2332X/ 22UM21 (in.) Model No. Coolmate 3, Water Coolant Water Cooled Torches Miller 043007. 17542 
Vp WL2018X7/ 22UM22 Pure (Green), Miller System-Coolmate 3 Up to 600 Amperes Electric 
32 WL2532X7 22UM23 Ag WP116X7 6LGU1 Coolant, 1 gal. 043810 4UV46 
2% Thoriated (Red), Westward 332 WP332X7 6LGU2 Controls 
¥e4 49H7/51 49H/51 Ve WP018X7/ 6LGU3 Foot Pedal Welding Power Source Esab W4014450 54RZ61 
os TeHOe pate Rare Earth Mant uh alley SCTE Foot Pedal a ae eae Systems a 194744 5GWJ7 
32 Vie 7 . olid State Power Sources iller 
Vp 49H753 ASH753 Van WG332X7 GETR7 Finger Tip Control After Serial No JK674521 Electric 043688 = SGWJ8 
2 49H755 49H755 % WG018X7 6ETRS Remote Finger Control — 151086 12729 
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Scan. Order. Done. 


TIG Torches & Consumables Details on page A1. 





TIG Air-Cooled 
LINCOLN 5 @ Torch Kit 
: No. 11A114 
TIG Torches ss Miller = “° 


Series Output Range (A) 


 TIG Water-Cooled 





TIG Air-Cooled Torch Kits, 60% Duty Cycle 


Esah 
ESAB TXH 200 
Lincoln Electric 
PTA-17FV 150 


Miller Electric 


Torch Kit 
No. 11A122 
Application Mfr. Item 
Includes (Electrode Range) Model No. 
TIG Torch, Collets, Collet Bodies, Long and Short Back Caps, Tungsten, Nozzles Se pein 0558102493  54RZ60 
12.5 ft. Cable Air-Cooled K1782-13 49JR55 


A-125FV 125 DC, 100 AC Flexible Torch Body w/ Gas Valve, Handle, 25 ft Rubber Hose, Collet, Collet Body, Back Cap, Nozzle and Tungsten 0.020"-3/32" TIG/GTAW WP9FV25RM  6UGJ4 
115 





25 ft. Power Cable, Lead Air-Cooled WP1725RDI25 49WM36 
A-150 Torch Body, Handle, 25 Ft. Rubber Power Cable and Long Back Cap 0.020'—" TIG/GTAW WP-17-25-R_—-11A115 
Torch Body, Handle, 12 12 Ft. Rubber Power Cable and Long Back Cap 0.020'—Y" T1IG/GTAW WP-17-12-R—-11A114 
A-150F 450 DC. 115 AC Torch Body, Handle, 25 Ft. Rubber Power Cable 0.020"—Ys" TIG/GTAW ~=WP-17F-25-R = 11A116 
A-150FV 20 ft Rubber Hose, Cable Cover, Collet, Collet Body And Back Cap 0.020"— Ys", TIG/GTAW =WP1/FV25RM _6UGJ2 
Torch Body, Handle, 25 Ft. Rubber Power Cable, 2 Pc 0.020'—Ys" TIG/GTAW = WP-17FV-25-2 11A118 
A-150V Torch Body W/ Gas Valve, Handle, 25 ft Rubber Hose, Collet, Collet Body, Back Cap, Nozzle and Tungsten 0.020"—3/32" TIG/GTAW WP17V25RM ~ 6UGJ3 
A-200FV 500 DC. 150 AC Torch Body, Handle, 25 Ft. Rubber Power Cable 0.020'-5/32" TIG/GTAW + WP-26FV-25-R 11A125 
A-200V a sore Body ane eo Hubber ower ale, 2 ne -_ 0.020"-5/32" TIG/GTAW WP-26V-25-2 11A128 
orch Body, . Power Cable, Braided Rubber, Gas Hose, Water : 
W-375 375 Hose, Long Back Cap, 50mm Dinse Style Adapter, Cable Cover Water-Cooled 301253001 — 49WwiM40 
TIG Water-Cooled Torch Kits, 100% Duty Cycle 
Lincoln Electric 
PTW-20 200 25 ft. Cable Water-Cooled K1784-4 49JR56 
Miller Electric 
W-225MOD Sere oe Torch Body, Handle, 25 Ft. Power Cable, Braided, 9-70 Head & 1726 Head 0.020"-14" TIG/GTAW  WP-225-25-R 11A123 
W-250 250DC, 180 AC Torch Body, Handle, 25 ft Rubber Hose, Collet, Collet Body, Back Cap, Nozzle and Tungsten 0.020"—¥" TIG/GTAW WP2025RM 6UGJ5 
W-350 350 DC, 245 AC Torch Body, Handle, 25 Ft Power Cable, Braided and Long Back Cap 0.020'-5/32" TIG/GTAW  WP-18-25-R = 11A122 
Mfr. Item Mfr. Item 
Output Range (A) Series Brand Model No. Description For Use With Brand Model No. 
Air-Cooled Torch Body (60% Duty Cycle) Back Caps 
A-150FV Miller Electric WP-17FV 6XXN4 Long, Pkg.2 __ A-150 Series, A-200 Series, Miller Electric 9/Y02 6UHF8 
450 DC. 115 AC A-150F Miller Electric WP-17F 6XXN3 Short, Pkg. 2 __W-350 Series, W-400, W-410 Miller Electric 9/Y04 6UHG5 
me” Fis —— Bile Eee WP "Short Pkg? A-125 Series, W-250 Seri Miller Elect HiV33 sUEW?2 
A-150 Miller Electric WP-17 6XXN2 ort, Pkg. ° eres, W- erles Mer CleCtric 
Water-Cooled Torch Body (100% Duty pia eee iene Miller Electric 41V24 6UGV4 
250 Db, 175 AG W-250__Miler Electric _WP-20 BXXNB 3" Cover for 22 Ft Long, Woven Nylon Miller Electric WC-3-22  6XXL9 
4" Cover for 22 Ft Long, Woven Nylon Miller Electric WC-4-22 6XXN1 
wat || — 
ape TIG Starter Ee tae: TIG 
= Kit No. 6XXJ7 aye? = Accessory Kit 
Miller = =“. No. @UHJ3 
TIG Consumables woes : 
—_— Mfr. Item 
For Use With Includes Model No. 
a 14 Collets: (2) .040, (4) “se', (4) %2", (2) Ye"; 8 Collet Bodies: (1) .040", (2) Ye", (2) 422", (2) Ye’; 4 Gas L (1) 040", (1) Ye’, (1) 
ollets: 040, 16", 62 8 ollet Bodies: 040", 16", 32°, 8"; 4 Gas Lenses: 040", 16, 
A-125, W-200, W-250, W-280, W-375 9. (1) 14" 4 Back Caps: (1) short (2) medium, (1) long: 1 Cup Gasket: 4 Back Cap O-Rings: 10 Wire Clamps; 1 Parts Box MAK-1S — OXXJ7 
14 ps ( 020”, (1) .040, (3) Ye", (3) %e", (2) ¥", (1) %2"; 9 Collet Bodies: (1) 020", (1) .040°, (2) 
A-150, A-200, W-350, W-410 Ver, Phone 2) %e, ‘i "S 5 Gas Lenses: (1) .040", a Yao", (1) ¥42", (1) %", (1) %2”; 2 Back Caps: (1) MAK-2S 6XXJ8 
short, ) long; 2 Cup askets: 1 Gas Lens Insulator; 4 Back Cap 0- Rings: 1 Parts Box’ 
TIG Accessory Kits 
150TB Torch Body, 150VTB Torch Body, 150CE Element Coil, 150SE Element Solid, 105Z55R Handle, Ceriated Tungsten Electrodes (.040, 
A-125. A-150 Ve", 32"), 53N20 Wrench, Collet and Collet Body (.040", 6", %2"), Lava Nozzles (#5, #6), Alumina Nozzles (#4, #5, #6), Back Caps (Short, 


A-125, W-200, W-250, W-280, W-375 


Medium, Long), (1) 24 (60° 80 Amp Torch Head), (1) 24-90 (90° 80 Amp Torch Head), (1) 9-70 (70° 125 Amp Torch Head), (1) 9-90 (90° © AK-TSOMFC BUHJS 
125 Amp Torch Head), (1) 9P (180° 125 Amp Torch Head), (1) 1726 (70° 150 Amp Torch Head), (1) 1726P (180° 150 Amp Torch Head)" 

1 Long lack Cap, 3 Collets (6, %2", “'), 3 Collet Bodies (“e', %2', %'), 3 Al. Nozzles (5, 6, 7), 3 Tungsten Electrodes 2% Ceriated (‘Ae', 2", Ys)’ AK4C 6UHK®5 
1 Short Back Cap, 3 Collets .040", “6", 42", 3 Collet Bodies .040", 6", 442", 3 Al. Nozzles 


A-150. A-200. W-350. W-410 4 5,6, 3 Tungsten Electrodes 2% Ceriated .040", Ye", %2" x 7" AK2C _ GUHKO 
; 1 Short Back Cap. 3 Collets Ye", %2°, Ye. 3 Collet Bodies Te ¥32', Ya. 3 Al. Nozzles AK3C.  BUHK2 
5, 6, 8. 3 Tungsten Electrodes 2% Ceriated 1/16", 32", Ye" x7" 
Ceriated Tungsten Electrodes (“6, %2' ¥°), 53N20 Wrench, Collet and Collet Body (“e', %2", %'), Lava Nozzles (#5, #6), Alumina 
W-225 MODULAR Nozzles (#5, #6, #7, #8), Back Caps (Short, Medium, Long), (1) 24 (60° 160 Amp Torch Head), (1) 24-90 (90° 160 Amp Torch AK-225MFC 6UHJ9 
Head), (1) 9-90 (90° 200 Amp Torch Head), (1) 9P (180° 200 Amp Torch Head), (1) 1726P (180° 225 Amp Torch Head)" 
Item Pkg. Item Pkg. 
; Description For Use With Dia. No. Qty. “ Description For Use With Dia. No. Qty. 
nsulators & Nozzles as Lens Large ; ; : . igi 
Insulator Nozzle 4-150 Series, A-200 Series, - age Stubby A-80 Series, W-200, W-250 Series, W-250 Auto Vg 6UHH9 2 
W300 Series, Wate GL #10 66) BUHCT 10 Collets & Collet Bodies ' SUGHA = 
A-129 Series, A-80 Series, W-200, 8 _ ; : ; : - 16° 
W-250 Series, A-150 Auto, W-250 Auto, GILG. eiHeR 40 Bee. nee ary Woah diy We oek Was ee UGH 
Serine, W410, W280 W375 es y y BUHC3 10 : | —— ee —BUGLO 
eries, W-410, W-280, W-375 4. F _ ; 16" 
#4(%') 6UGN6 10 Collet ee 3"  6UGG3 5 
#5 (‘4e') GUGN7 10 %" 6UGG4 5 
A-125 Series, A-80 Series, W-200, W-250 us (%" : 6UGH1 10 W-200, W-250 Series, A-150 Auto, yy! 6UGH6 5 
Series, A-150 Auto, W-250 Auto, W-280, W-375 #6 (%') 6UHCO 10 * W-250 Auto, W-280, W-375 
Nozzle, Alutmina (Ac) 6UGH2 10 Vie" 6UGHT 5 
i re 6UHC1 10 A-125 Series, A-80 Series, W-200, W-250 Js" —GUGHS 5 
je Series, A-150 Auto, W-250 Auto, W-280, W-375 a 
* Ue) SUGHO 10 : A-150 Series, A-200 Series As __SUGuG _» 
A-150 Series, A-200 Series, W-350 #7 (“”c) 6UGG9 10 W-350 Series. W-410 Ya2" 6UGG7 5 
Series, W-400, W-410 #8 (Y2') 6UGG8 10 Ye" 6UGG5 5 
GL, #6 (¥') 6UHD7 10 Item Pkg. 
GL, #7 (As) BUHDS 10 Description For Use With No. Qty. 
Gas Lenses y sues Hoses 
3 ‘oc f\- ; : : 16 Braided Rubber Water Hose, 25' W-310 Series 6UHL7 1 
Seika Ya" 6UGZ4 2 Gas Hose Extension, Rubber, 25' ALL 6UGUG 1 
Gas Lens Ve 6UGZ5 2 Couplers 
. . 732 BUGY7 2 Gas Coupler, %'-18 RH _ 6UGNO 1 
A-150 Series, A-200 Series, % 6UGYS 2 Wire Clamp, Stainless Steel, Pkg. 10 6UHA5 10 
Gas Lens W-350 Series, W-410 _ 6UHD2 2 Power Cables 
Insulator Rubber, 25' A-125 Series, A-150 Series, 6UHG2 1 
fas Laie A-125 Series, A-80 Series, W-200, W-250 ss BUHES 2 Black Braided Rubber, 25' A-150 Modular, A-150 Auto 6UHG1 1 
Insulator. LG Series, A-150 Auto, W-250 Auto Braided Rubber, 25' W-310 Series 6UHL6 1 
. fae fs = GUHE4 2 Power Cables Adapter 
eae Ye! —6UG28 1 . A-125 Series, A-150 Series 
Gas Lens Large  W-350 Series, W-410 vA 6UHH8 2 Brass, WP-9, 17, 50 ‘A-150 Modular, A-150 Auto 6UGK5 1 
* Alumina Gas Lens 
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GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


WELDING 
Engine & Multiprocess Welders 








Miller 
Engine-Driven Welder/Generators 


Electric start with continuous power 
for generator, plasma cutter, or inverter 
welder applications. 


Blue Star—Compact, portable unit 
features electric start, auto-idle, and 
engine hour meter. Includes 120V GFCI 
and 240V receptacles. 


Bobcat™’—Bobcat 250 welders are 
engine-driven welder/generators with 
a larger stabilizer for less spatter, 
smoother arc, and more-precise 
amperage settings. The wider range is 
excellent for Stick/Flux-Core welding 
and carbon arc gouging. No. 16A178 





delivers back-up power for pivot irriga- 
tion systems. 


Trailblazer®—All-in-one multiprocess 
welder/generator delivers a smooth, 
Stable arc and superior performance. 
Features an integrated rotary screw air 
compressor, and battery charge/jump 
start. 


Big Blue—Clean, quiet, multipro- 

cess machines are built to handle the 
most-demanding jobs. All-in-one units 
Nos. 408N08 and 408N12 eliminate the 
need for an air compressor. 


Amp 
Series Range Rated Output CC/AC Rated Output CC/DC 
Blue Star 185 60 to 195 185A/25V @ 20% 185A @ 25V @ 20% 
Bobcat™ 250 40to275 250A @25V @ 60% 250A @ 25V @ 100% 
Bobcat™ 250 LP 40to250 250A @25V @60% 250A/25 V @ 100% 
Bobcat™ 250 GFCI 40to250 250A @25V @ 60% 250A/25 V @ 100% 
Bobcat™ 250 EFI 40to275 250A @25V @60% 250A @ 25V @ 100% 
Bobcat™ 3 Phase 50to 210 200A @ 25V @ 100% 210A @ 25V @ 100% 
Trailblazer® 302 Air Pak 10to350 200A @25V @ 60% 280A @ 32V @ 100% 
; 300A @ 32V @ 100% / 
Big Blue® 500 Pro 20 to 500 = 400A @ 36V @ 100%, | 4504 @ 38V 
Big Blue® 600 Pro 20 to 600 = oP ecte. Ga 
Big Blue® 600 Air Pak™ 20 to 600 = SR a NE a 
Big Blue® 800 Duo Air Pak” 20 to 800 — 800 A @ 38 V @ 100% 
Miller 
Multiprocess Welders 


High-performance integrated welders 
for MIG, stick, and TIG applications. 


Multimatic™ 200—Lightweight (29 
lb.), all-in-one unit has Auto-Set™ Elite 
that simplifies fine-tuning settings 

for multiple materials and processes. 
Includes: 10-ft. Bernard® gun, 13-ft. 
stick stinger, 10-ft. work cable with 
clamp, flow gauge regulator with 12-ft. 


gas hose, and material thickness gauge. 


No. 40GT18 also includes the Miller 
TIG Contractor Kit, which comes with 
a Weldcraft A-150 TIG torch, 25mm 
Dinse-style connector, an RFCS-6M 
foot control, and an AK2C torch acces- 
sory kit. 

= Output range: 200A 


XMT® 350—Internal airflow helps 
protect electrical components and PC 
boards from debris. Lift Arc™ increases 
output amperage at the start of weld, 


Description 
Miller® 
Multimatic™ 200 
Multimatic™ 200 w/TIG Contractor Kit 
XMT® 350 CC/CV, Dinse 
XMT® 350 CC/CV, S-74D, MIGRunner™ Package 
Esab 
Fabricator® 3-in-1 141i 


Rebel EMP 235ic Multi-Process MIG/TIG/Stick Package 


to eliminate electrode sticking and inclu- 
sion; line voltage compensation assures 
constant output. Include process selector 
switch, dual digital meters, arc control. 
Automatic thermal protection. 

= Rated output: 350A 


Fabricator®—3-in-1 units are light- 
weight and portable, providing a strong 
power source. Include: MIG gun, argon 
regulator/gauge and hose, electrode 
holder and ground clamp, drive rolls and 
contact tips, sample electrodes, and 
shoulder strap. 


Rebel"’—Powerful, highly portable unit 
can go anywhere you go, and comes 

with everything you need to get started 
welding. Includes: Tweco Spray Master 
250 MIG Gun, Victor Argon flowgauge 
regulator, 121 ft. gas hose, return clamp 
with leads, drive rolls and contact tips, 0.9 
mm wire, and power adapter. 


Function 


Stick, TIG DC, MIG, Flux Cored 
Stick, DC TIG, MIG, Flux Core 
MIG, Pulsed, Flux-Cored, Stick, TIG 
Stick, TIG, MIG 


MIG, DC TIG, Stick Welding 
Stick, DC TIG, MIG, Flux Core 





Blue Star 185 
No. 40GT17 


Auxiliary Power 


6.500W Peak/6.200W Cont. 


11KW Peak/9.5KW Cont. 
11KW Peak/9.5KW Cont. 
11KW Peak/9.5KW Cont. 
12KW Peak/10.5KW Cont. 
11KW Peak/9.5KW Cont. 
13KW Peak/11KW Cont. 


12KW Peak/10KW Cont. 
2/KW Peak/20KW Cont. 
27KW Peak/20KW Cont. 


2/7KW Peak/20KW Cont. 
2/7KW Peak/20KW Cont. 








Fuel Type 
Gas 
Gas 
Liquid Propane 
Gas 
Gas 
Gas 
Gas 


Diesel 
Diesel 


Diesel 


Diesel 
Diesel 


Engine 
13 HP Kohler 
23 HP Kohler 
21 HP Kohler 
23.5 HP Kohler 
23 HP Kohler 
23 HP Kohler 
30 HP Kohler 


20.2 HP Kubota 
48.9 HP Kubota 
48.9 HP Kubota 


65.7 HP Deutz 
65.7 HP Deutz 





Bobcat 250 
No. 16A175 
Mfr. Item 
Model No. 
907664 40GT17 
907500001 16A175 
907504 4ASWM49 
907500 49WM50 
907502 16A177 
907505 16A178 
907549001 21U874 
907732 408M97 
907736 408N03 
907737 408N05 
907750 408N08 
907752 408N12 


Multimatic™ 200 


No. 19D433 


Gm *'? 


Input Mfr. 
Voltage Duty Cycle Model 
120 or 240 MIG -20% or STICK/TIG - 30% 907518 
120/240 — 951649 
208 to 5/5VAC — 907161 
240/400/460/575 _— 951314 
115 — W1003141 
120/208/230 VAC 40% 0558012702 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


No. 34FW14 


Item 
No. 


19D433 
40GT18 
49KA68 
36J751 


34FW14 
94RZ54 
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WELDING 
Plasma Cutting & Arc Gouging 








tHe 





Spectrum 375 


Air Plasma 


THERMAL 
Ne. 192845 Cutting Systems O°2! miter DYNAMICS 


Spectrum® 875 and 875 Auto-Line™—Cut 
mild steel to “s". Portable Ultra-Quick Connect™ 
torch cable allows interchangeability of handheld 
or machine torches. Each includes heavy-duty 
work clamp, 10-ft. power cord, and extra consum- 
ables. Nos. 49X319 and No. 49X323 include 

20-ft. torches. Nos. 49X320, 49X324, and 49X327 
include 50-ft. torches. No. 49X325 includes a 
25-ft. torch. Both Nos. 49X325 and 49X327 
feature long-body torches. 


AirForce™ 12ci—Inverter-based cutter can cut 
through mild steel to /%4". Powered by standard 120V 
household current, with a built-in air compressor. 


AirForce™ 27i—Inverter-based cutter can cut through 
all conductive metals, up to %" thick. Operates from 
standard 120 or 240VAC power with MVP power cord. 


Spectrum® 375 X-TREME—Automatically connects 
to 115V or 240V. Cut mild steel to %" at 15" per 

min. Includes 12-ft. torch and work clamp cables, 
MVP power cord, plugs, storage case, and extra 
consumables. 


Spectrum® 625 X-TREME—Cut mild steel to %". 
Ultra-Quick Connect™ torch cable allows portability 
and easy interchangeability of handheld or machine 
torches, for manual or automated cutting. Flexible 
quick-connect ground cable is easy to position. Each 
includes torch with cable, work clamp with 20-ft. cable, 
12-ft. power cord, MVP adapters with 5-15P (120V, 
15A) and 6-50P (240V, 50A) plugs, and extra consum- 
ables. No. 49X315 includes a 12-ft. torch; No. 49X316 
has a 20-ft. torch. 


AirCut—Lightweight cutting system has a built- 
in air compressor, to eliminate the need for an 
external compressor. Provides outstanding cutting 
power right out of the box; plug in and start 
cutting steel from 1%" to 3416". Easy-to-use hand 
torch switch controls. 


CUTMASTER®—Powerful, lightweight units have 
hand torch or hand pendant control. Auto Pilot 
restart reignites the pilot while cutting expanded 
metals, for more-efficient operation. Include 75° 
angle torch with 20-ft. lead, 10-ft. input power 
cable, work cable and clamp, spare parts kit. 

No. 54TA04 cuts through %" steel. No. 11G216 
cuts steel to %". No. 20UJ67 can cut through steel 
to 1%". No. 20UJ68 can cut through 2" steel. 


AirForce 12ci 
No. 44YW19 


Input Input Overall Overall Overall Mfr. Item 
Series Rated Output Duty Cycle Voltage (Amps) OCV H(in.) W (in.) D (in.) Model No. 
Hobart 
AirForce 12ci 12A 35% 120V 20A 375VCD 10 8.25 13 500564 44YW19 
AirForce 271 27A 240V - 35%, 120V - 20% 120/240V 13.9/28.8A 400VCD 11:25 8.25 14.25 500575 44YW18 
Miller Electric 
: 240V - 35%, 120V (20A) - __ 
Spectrum 375 X-TREME 30A 90%, 120V (15A) - 35% 208/240V 13.6/20A 9 35 13.25 907529 132845 
40A 120V -20%, 240V -50% 120/240V 18/27A _ 9 55 13.20 907579 49X315 
epee pee AREME 40A 120V -20%, 240V -50% 120/240V 18/27A = 9 55 13.25 907579001  49X316 
Snnetrun B78 60A 208V - 40%, 230V - 50% 208/240V 42/47A _ 13.5 8.75 18.5 907583 49X319 
P 60A 208V - 40%, 230V - 50% 208/ 230 V 43/47A _ 135 8.75 18.5 907583001 49X320 
60A 40%, 100% 208/575V 9.8/27.5A — 13.5 8.75 18.5 907584 49X323 
60A 40%, 100% 208/575V 9.8/27.5A _ 135 8.75 18.5 907584001  49X324 
epee MeL ne 60A 40%, 100% 208/575V 9.8/27.5A = 135 875 185 907584002  49X325 
60A 40%, 100% 208/575V 9.8/27.5A _— 13.5 8.75 18.5 907584004  49X327 
Thermal Dynamics 
AirCut 15 15A 35% At 15A 120V 12A 300-320 9.5 6.5 18 1-1110-1 11G203 
Cutmaster® 601 With 60A 50% @ 60A 208/480V 39A@230V-19A@480V 300V 1415 785 2112  1-5630-1X  54TA04 
Patented SL60QD Torch : " " 
Cutmaster 60i 60A 50%, 60%, 100% 208/480V 19/39/43A 300VDC 14.1 1.85 21.12 1-5631-1X  54TA05 
40% At 80A 
Cutmaster 82 80A Mee “ ee 208/230V 72A 300-320 15 12 24 1-1130-1 11G216 
% At 55 
Cutmaster 102 100A 60% @ 100A 208/230V 29/45A 320 15 12 30 1-1330-1 20UJ67 
Cutmaster 152 120A 60% @ 120A 208/230V 27/56A 320 15 12 30 1-1730-1 20UJ68 
Mfr. Item Mfr. Item 
Description Model No. Description Model No. 
Accessories Contour Worker Tool Kit, for Pipe Marking 20664 2UPY4 
Jackson Safety Thermal Dynamics 
Magnetic Burning Guide 14791 2UPX6 Circle Cutting Guide Kit, 2%" thru 273" 7-3291 2UPZ6 
Pipe and Steel Marker, For Pipes 1%" to 18" 14771 2UPX4 Radius/Roller Cut Guide Kit, 3° thru 2894" 7-7501 2UPZ7 
Standard Centering Head, For %" or Larger Pipe 14775 2UPX5 Circle and Radius/Roller Kit, For Straight Line Cutting 7-8910 2UPZ8 
Replacement Dial Set Level for No. 2UPX5 14797 2UPY3 Straight Line/Bevel Cutting Guide Kit 7-8911 2UPZ9 


Arc Gouging and Cutting ARCAIR 


Arc Gouging Torch—Speeds backgouging, edge preparation, defect repair, 
and other metal removal jobs. Low heat input minimizes deformation. Rated 
to 1000A for heavy-duty metal removal. Accepts round electrodes from 32" 
through 1%", and ¥8" and %" flat electrodes. 





Item 
Description No. 
Arc Gouging Torch 
Arcair K-4000 Gouging Torch SUR92 
Gouging Electrodes, For Use With Arc Gouging Torch 
Y4" Pointed Copperclad DC Gouging Electrodes, Pkg. 50 6CET5 
Arc Gouging Torch ¥e" Pointed Copperclad DC Gouging Electrodes, Pkg. 50 6CET7 
No. 5UR92 Y2" Pointed Copperclad DC Gouging Electrodes, Pkg. 50 6CET8 
Y" Jointed Copperclad DC Gouging Electrodes, Pkg. 100 6CER6 
Cutting Rod, For Use With Exothermic Cutting System 
Flux Coated Cutting Rods, 1%" x 22", Pkg. 25 4PE96 
Flux Coated Cutting Rods, 1%" x 22", Pkg. 100 4PE98 
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GRAINGER CHOICE” WELDING 
Find the wy. Find Solutions. Find Great Prices. Plasma Torches & Consumables 


ATTC® brand consumables to fit ATTC® and HyperTherm® brand Plasma Torches are available at Grainger.com®. 


















. Electrode 
_ » No. 2CZG8 


Plasma Torch 
No. 2CZF1 





THERMAL ease 
aac ee ne kaa DYNA MICS No. 2CZG7 


Plasma Torches and Consumables 


Mfr. Item Pkg. 
For Use With Description Model No. Qty. 
Plasma Torches 











. inivareal 20 to 60A, 20-ft. Lead 7-5200 2CZF1 1 
Roller Guide 30 to 100A, 20-ft. Lead 7-5202 2CZF2. 1 
Drag Shield No. 38G630 PCH-10, AirCut 15C Wi Laad 2-1020 11G204 1 
No. 38G617 | SL40, Cutmaster 42 ee 7-0040 116208 1 
Thermal Dynamics Cut 60A/75° Torch, 20-ft. Lead 7-5204 20UJ69 1 
Master Plasma Systems 60A/90° Torch, 20-ft. Lead 7-5260 20UJ71 1 
Replaceable Torch Lead 3 
; Thermal Dynamics SL60QD ene eli edie Riel oe 
Miller y Replaceable Torch Lead 4-5605 54TA11 i 
for 50 ft. QD Torch 
Plasma Torches and Consumables Cossunables 
Drag Tip, 20A 9-8205 2CZF7 5 
Mfr. Item Pkg. Drag Tip, 30A 9-8206 2CZF8 4] 
For Use With Description Model No. Qty. Drag Tip, 40A 9-8207 2CZF9 5 
Plasma Torches Standoff Tip, 40A 9-8208 2CZG1 o 
375 X-TREME XT30 Series, With 12 Ft. Cable 249949 132846 1 Standoff Tip, 50/55A 9-8209 2CZG2 5 
XT40 Series, With 12 Ft. Cable 249951 132851 1 Standoff Tip, 60A 9-8210 2CZG3 5 
XT40 Series, With 12 ft. 560633 49WM70 { Universal Standoff Tip, 70A 9-8231 2CZG6 5 
625 X-TREME Cable, Quick Disconnect Standoff Tip, 80A 9-8211 2CZG4 5 
With 20 ft. Cable, Quick Disconnect 260635 49WM69 1 Standoff Tip, 90/100A 9-8212 2CZG5 5 
XT40 Series, With 20 Ft. Cable 249952 132852 1 Gouging Tip, A Style, 40 A 9-8225 2UPY5 5 
Miller Spectrum 875 XT60 Series, With 20 Ft. Cable 249953 49WM75 1 Gouging Tip, B Style, 60-100A 9-8226 2UPY6 5 
XT60 Series, With 50 Ft. Cable 249954 31CF07 1 Gouging Tip, C Style, 60-100 A 9-8227 2UPY7 5 
Spectrum 625 907058 With 25 Ft. Cable 195110 31MJ93 1 Gouging Tip, D Style, 60-100A § 9-8228 2UPY8 5 
Accessories Shield Cap Machine, 40A 9-8245 3JXG5 1 
XT/ICE Torches Cutting Guide 253055 38G631 1 Drag Shield Cap, 50-60A 9-8235 2UPY9 1 
Roller Guide 253054 38G630 1 Drag Shield Cap, 70-100A 9-8236 2UPZ1 1 
Consumables Gouging Shield Cap 9-8241 2UPZ3 1 
Universal Plasma Cutter Kit 770655 49WM52 1 0-Rin 8-3487 3JXG1 ) 
ICE 12C Plasma Cutting Tip 196926 3RDR3 5 g 8-3486 3JXG2 5 
Electrode, 27 Amps 196925 _3RDR2 ) 7-5900. 7-5202 Replacement Electrode 9-8215 2CZG8 .) 
ICE 25C/CX/T Plasma Cutting Tip 176656 3RDR5 a] Shield Cap Deflector 9-8243 3JXG8 1 
ICE 27C/T Electrode 176655 3RDR4 n) Shield Cap Machine, 50-60A 9-8238 3JXG6 1 
ICE 40C Plasma Cutting Tip 204325 3RDV5 2) Shield Cap Machine, 70-100A 9-8239 3JXG7 1 
ICE 40C, 55C/CM Plasma Cutting Tip, Extended 192052 3RDV7 ) Shield Cup 9-8218 2UPZ2 1 
ICE 40. 50C. 55C/CM Electrode 192047 3RDR6 5 Shield Cup, Maximum Lif 9-8237 3JXG3 1 
ee Electrode, Extended 192048 3RDV6 5 Start Cartridge 9-8213 2CZG7 1 
ICE 40C/T Drag Shield 204323 38G617 1 Shield Cap 9-8244 3JXG4 1 
ICE 40C/T, 50C/CM, 55C/CM Retaining Cup 192050 38G611 1 PCH-10, PCH-20, PCH- 
conor cath Plasma Cutting Tip 219676 3RDV9 5 25, PCH/M-28/35 Electrode, 40 Amps 9-6006 SLVL5 =o 
Plasma Cutting Tip, Extended 219682 3RDW1 5 PCH-10, PCH-25, 
ICE 60T/TM, 80CX/T, 100T Drag Shield 212730 386619 1 PCH-25/38, PCH-26, Shield Cup, 40 Amps 9-6003 3LVL4 1 
ICE 601/TM, 80CXM/TM, 100TM Retaining Cup 212733 38G622 1 PCH/M-28/35, PCH/M-40 
ICE 60T. 801/TM/CX/ PCH-25/38, PCH-26, Electrode, 40 Amps 9-6506 3LVL8 5 
CXM, 100T/TM Electrode 212724 3RDV8 9 PCH/M-28/35, PCH/M-40 Gas Distributor, 40 Amps 9-6507 3LVL9 1 
Plasma Cutting Tip 912726 3RDW2 5 PCH-26 Plasma Cutting Tip, Standard 9-6501 3LVL7 10 
IGE BOT/TM/CXICXM, TO0T/TM ~Piasma Cutting Tip, Extended 212728 3RDW3 5 | pong Plasma Cutting Tip, Standoff _9-6500 3LVL6 10 
ICE 1007/TM Plasma Cutting Tip 219679 3RDW4 5 Plasma Cutting Tip, Drag 9-6001_3LVL3 10 
Plasma Cutting Tip, Extended 219683 3RDW5 5 PCH-51 Plasma Cutting Tip, Standoff 9-5631 3LVN2 5 
Deflector 956030 49X334 il Electrode, 30-60 Amps, Knurled 9-5720 3LVN4 5 
#100 Drag Shield 956027 49X331 1 PCH/M-51 Flectrode, 30-60 Amps, Standard 9-5633 3LVN3_ 5 
XT 60, XT60M Electrode 256026 49X330 3 Shield Cup, 30-60 Amps, Ceramic _9-5630_3LVN1 ) 
Gouge Shield 256031 49X335 1 PCH/M-52, PCH/M-53 Electrode, 30-105 Amps 9-5619 3LVN6 5 
Gouge Tip 249935 49X336 3 PCH/M-60, PCH/M-75, Electrode, 55 Amps 8-7502 3LVP1 5 
0-Ring 263834 49X337 3 PCH/M-76, PCH/M-80, Gas Distributor, 55 Amps 8-7501 3LVN9 1 
XT60 Retaining Cup 256029 49X333 1 PCH/M-100XL Shield Cup, 55 Amps, Standard 8-7500 3LVN8 1 
Swirl Ring 256028 49X332 1 PCH-62 8-7514 3LVP5 ) 
ie Se ee | a — 
ip 4 ate - 
au ce Drag Shield 249930 15F417 1 PCH-80 Pea CUNG Moylan "erocs, SLUP2” 40 
Tip 949997 15F415 a PCH-100 8-7505 3LVP4 10 
Torch Gouge Tip 249934 132849 3 PCH-102 9-7728 3LVP6 10 
XT40 Torch Torch Gouge Shield 249936 132850 1 PWH-3A Plasma Torch Elegtroce aren aanwe 2 
Torch Ti 249928 132847 3 Ip < 
Electrode 940996 15F414 3 Upon ceanian Ol Gas Distributor 9-2940 49NW67 1 
O-Ring 949969 15F412 a $L40, Cutmaster 42 Plasma Electrode 9-0096 11G212 5 
XT30/40 Torch Shield Cup 949932 15F416 1 Thermal Dynamics 1 Torch Plasma Tip 9-8252 20UJ75 5 
Swirl Ring 249931 15F413 1 Consumable Kits (Includes 10 Tips, 5 Electrodes, 1 Start Cartridge) 
XT30/40/60 Torch Deflector 249933 15F418 1 A Kit 90-2090 _3JXG9 1 
Consumable Kits AOA Kit 5-2551 3JXH1 1 
ICE 27C/T 222939 3RDW6* 1 7-5200. 7-5202 90-55A Kit 90-2902 3JXH2 1 
ICE 40C/T 222940 3RDW/7* 1 60A Kit 90-2503 _3JXH3 1 
ICE 60C/T 239086 3RDW8* 1 80A Kit 90-2909 _3JXH5 1 
ICE 80C/T Plasma Torch Consumable Kit 222942 3TPL8 * 1 90-1008 Kit 90-2096 3JXH6 1 
XT30 953520 38G632* 1 Torch Adapter Kits (Includes Connection Fitting And Electrical Connectors) 
XT40 953521 386633 * 1 Adapts 1Torch to Hypertherm Powermax1000, 1250 7-3461 3JXF9 1 
XT60 Torch 256033 49WM74 1 Fits Miller Spectrum 375 and Hypertherm Powermax 380 (Non HF) 7-3477 2CZF5 1 
*For a complete list of consumable kit contents, see Grainger.com® Fits Miller Spectrum 625 (Non HF) 17-3478 2CZF6 1 
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Magnetic Welding Link 





c - 7 10) switch e No. 3G919 
a ae Welding Grounds and Squares 
gee leh ag tig Magnetic Welding Grounds— Magnetic Welding Link—Holds steel 
; i Powerful, permanent magnetic clamps _ plates in position for welding, brazing, 


attach securely to work surfaces. and soldering. 
Spring-loaded models have breakaway 
release handle. On/Off models can be 
used on flat or pipe surfaces. 





Magnetic Welding Squares—Have 

2 holes for fixture mounting, and allow 
thread-rod positioning for larger sheets. 
Magnetic Holder—Offers fast and Corrosion-resistant zinc-plated poles. 
accurate positioning, holding, and fit-up Can be used on flat or pipe surfaces. 

of round, and/or square tubing and 


/ = JALMGREN 





qa TR) étaal plates Welding Magnet Protractor— 
Ca = {y° Cey,y cRainaer Chipping Hammer w/Brush preeeer Magnetic clamp holds ferrous metals at 
<G. aN rnoven olen fixed angles for clamping or welding. 
Prat Accessories Max. Dia, Lk Mir, Item 
; ; Type Pull (Ib.) (in.) (in.) Amps Model No. 
Two Hose Manifolds—Connect at Cylinder Adapter Set—F31 tank to Magnetic Welding Grounds, Mag-Mate ' 
the regulator outlet, enabling use of 2. regulator adapter converts B tank CGA Spring Loaded 32 sy = a eae ate 
torches at the same time. 520 to MC CGA 200 regulator. F41 150 — 2% 200 WG200R _45EX64 
Heng sue —a50 = 5 800 WG800R  45EX66 
‘ ‘ converts MC tank CGA 200 to B CGA 
Welding Pliers—Use these spring- B90 reqilator _ Max. Overall Overall Item 
loaded pliers to cut and draw welding g d Magnetic Hope etion Pull Color Width Length Brand No. 
wire, clean parts, grip nozzles, and Hose Repair Kit—Includes heavy- pMagnetic fture 45 20 & 135°, Holds 90 Ib. Sumner _ 19F653 
: : : : agnetic Welding Angle 
install or remove insulator bushings. duty crimper, both A and B sizes of Ergonomic Handle 975 1b. Black 24" 71"  Mag-Mate 401M74 
PVC handgrips. 24 nuts, 24 nipples, 4 couplers, 32 Holds On Three Sides 150 Ib. pag 218° 954" Mag-Mate _ 45EX69 
i 3/, al! Inside or Outside 90° Holding 450 Ib. 3%" 12%"  Mag-Mate 45EX/1 
Butt/Fillet Weld Gauge—Use to. (cand © Splcers. For noses %e" | Magnetic Welding Angle wGround aaa 
check and measure the size of butt cae Magnetic Welding Giak 150 Ib. Red teyis Mag Nate SSEXGS 
welds, root openings, and convex and Chipping Hammers and Brush— (2) Alnico Magnetic Blocks Linked w/Steel General Tools 3G919 
concave fillets. A finger knob allows Forged head has chisel on 1 end and Bcnestic Woliicd Saeare Block 
easy locking. Laser etched stainless point on the other to remove weld 45°/90° Angles 160 Ib. vi _8 Mag-Mate__38Y429 
steel with threaded pin. splatter. Steel shaft and wire handle. pcusia Angle Square Le. xe mete pee 
Item Compact Multiple Angle Square 60 i: os ai Mag-Mate ATE 
Item Description Brand No. Holds Work Pi t Different Angles: a 8 ag-Mate 
wo ese Manifold Y Connector for Oxygen B Connections Miller Electric_2CZN6 a Cee ee OU: T7ie__ 4% Mag-Mate__38Y424 
Y Connector for Fuel B Connections Miller Electric_2CZN7 Inside 90" Outside 45°/90 40 Ib. ciep 8 92 Mag-Mate__38Y425 
Welding Pliers 8° Carbon Steel Westward 2CZD6 Large w/Weld Spatter 395 Ib. 2vs' 8" -Mag-Mate 2MJK4 
Buty Fist Weld Gauge From 0 to 34" 5 Palmgren _2UPX3 thd Seeree bute Wats 
ylinder Adapter Set ylinder Adapter Set Uniweld _ 5KH11 i 150 Ib. 11%" 34" Maa-Mate 2MJK2 
Hose Repair Kit Welding Hose Repair & Installation Kit Uniweld _ 3NY89 Spatter Cover/Breakaway Bar _ : : : sic ’ 
Horizontal, 6" Head Length, 5.6 oz. Head Westward 2DBV1 Mid-Size Multiple Angle Square 79 |b. Ys" 3%" Mag-Mate _ 2MJJ9 
Vertical, 3.70" Head Length, 5.11 oz. Head GA {9N773 Mid-Size w/Weld Spatter Cover 75 Ib. y4" 35/4" Mag-Mate 2MJK1 
Vertical, 6" Head Length, 5.6 oz. Head Westward 2DBU9 lute ale wit arge Finger Hole 60 Ib. ya" 394" Mag-Mate__ 31HG52 
Vertical, 6.18" Head Length, 6.88 oz. Head GA 19N775 witchable Technology, 1052 Ib. Yell 28" 43"  Magswitch 406T02 
Sanat Vertical, 6.22" Head Length, 7.23 oz. Head GA 19N774 | _ Tapped Holes for Fixture asia ee 
EPID Hanne hS Vertical, 6.54" Head Length, 6.70 oz. Head GA _19N781 150 Ib. 1%" 1%" Mag-Mate__ 45EX61 
Vertical, 7.48" Head Length, 16.23 oz. Head GA 19N777 Tapped Holes for Fixture 450 lb. Red 2%" a Mag-Mate 45EX62 
Vertical, 7.64" Head Length, 15.17 oz. Head GA 19N779 : 1000 Ib. 4" AVA" Mag-Mate 45EX63 
Vertical, 7.64" Head Length, 16.37 oz. Head GA 19N780 Welding Angle 
Vertical, 7.64" Head Length, 17 oz. Head GA 19N778 Compact, Lightweight 215 1b. Yellow 3.9° 9.1" Magswitch 406107 
Chipping Hammer w/Brush__ Vertical, 4" Head Length, 4.4 oz. Head Westward 2WDR2 Welding Magnet Protractor 
Scratch Brush Straight, 3 Rows GA 19N784 Provides Fixed 30°, 45°, 60°, 75° & 90°, Up to 50 Ib. Resistance General Tools 3G921 


“tans TWECO 
Groundciamp § AC Welding Accessories 


No. 1UYE9 soa , , ; 
i Ground Clamps—nigh-tensile, tight spring grips. Cable Connectors—Fully insulated with rubber 
98% copper alloy minimizes resistance in electrical boots. For use with arc welders. 
item flow. GA clamps have a steel clamp with copper 






Ball Point Lugs and Female Terminals—Copper 





Description Size Brand _No. strap and jaw. Tweco clamps Nos. 44ZE41 and lugs are rated at 80V 
Ground flomps. Size 300 Amos GA q9n767. 44234 are steel with a brass jaw. Nos. 44ZE44, 
Brass, 2/0 Cable 400 Amps GA 19N768. 44ZE33, and 44ZE39 feature copper construction. 
Brass, 4/0 Cable 600 Amps GA 19N769 Item Item 
Brass And Steel 300 Amps GA __19N770 Description Size Brand No. Description Size Brand No. 
Brass and Steel, 600 Amps GA 19N771 Cable Connectors Cable Ball Point Lugs 
Jaw Opens 1% Male/Female 1MPC For 4, 2, 1 GA  1UYF4 Up to 1/0 Cable Tweco 6NE38 
Brass And Steel___ 800 Amps GA__19N772 Male/Female 2MPC__ For 1/0, 2/0, 3/0 GA 1UYF5 Straight Up to 4/0 Cable Tweco 6NE40 
et 200 Amps GA __19N765 Male 2MPC1 For 1/0, 2/0, 3/0 GA 1UYF6 Up to 4/0 Cable, w/Cover Tweco 6NE44 
Sree a” Braided _ 300 Amps Tweco 442ZE41 Female 2MPC1 For 1/0, 2/0, 3/0 GA 1UYF7 Up to 1/0 Cable Tweco 6NE37 
opper Shunt 500 Amps Tweco 44ZE34 Male/Female 4MPC For 3/0, 4/0 GA 1UYF8 45° Anale Up to 1/0 Cable, w/Cover Tweco_6NE41 
500 Amps GA __19N766 Male/Female, cae al 5 ci SAMTERG g Up to 4/0 Cable Tweco 6NE39 
Copper/Brass 500 Avis GATES _Double Bal Point 7 Up to 4/0 Cable, w/Cover Tweco _6NE43 
emale, Double Cable Female Terminals 
Copper 500 Amps GA 1UYF2 —_Ball Point For 3/0, 4/0 aca pan 1MPC, w/Cover Tweco 6NE46 
200 Amps Tweco 44ZE44 Male/Female, | For 1/0. 2/0. 3/0 Tweco 44ZE38 traight 2MPC or 4MPC, w/Cover Tweco 6NE48 
Copper/Brass 300 Amps GA 1UYF3 Single Ball Point aorta : 1MPC, w/Cover Tweco 6NE45 
300 Amps Tweco 44ZE33 in For 6-2 Tweco 49NW86 = 40° Angle 2MPC or 4MPC, w/Cover Tweco 6NE47 
500 Amps Tweco 44ZE39 For 1 -2/0 Tweco 49NW87 
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WELDING 


Pipe-Fitting Tools 





Jack Stands and Roller Stands 


Offered with a variety of heads to keep workpieces 
in position. Jacks feature 1%" Acme fine adjustment 
thread, large adjustment handle, quick-action and 
lock washer. Set screw can lock the jack head to the 
stand with no loose pieces. Jacks are independently 
load tested. 


Lo-Jack—Fall Guard™ protection allows safety zone 
around lock washer. 1" square tube base construc- 
tion with rounded foot pads. Strut tension plate 
provides superior lateral support. 


Fold-A-Jack®—Jack folds up for simple storage 


* 


Hi Boy’’—Easy-to-transport tall jack is specifically 
designed for use in tight pipe installations, such as in 
mechanical rooms or tunnels. 


Max Jax—Features 12" V head for maximum safety. 


Adjust A Roll""—Features a simple design that 
won't interfere with welding operations, and fast 
roller adjustment from either side for easy pipe posi- 
tioning. Bronze bearing helps eliminate arcing. 


Pro Roll"—dQuick-change roller housings help 
speed setup. A brake locks loads for layout or fit-up. 
Adjustable-height, with leveling on either side of 


Fold-A-Jack® 
w/Roller Head 








and has a built-in carrying handle for easy transport. end No. 19F636 Max Jax 
Fall Guard™ feature provides a safe zone around the a Wippators any ponent 
lock washer Beam-Jax'’—Has automatic clamping device that No. 19F640 
. . centers load. Detachable handle attaches to either 
FAB SAF™ JACK—Features a quick-action lock side and rotates out of operator's way. Reversible 
washer for fast setup. beam forks. Handles beams up to 24". Pro Roll” 
Pipe Overall == Load Item w/Rubber Wheels 
Cap. Height Capacity Type Features No. No. 19F632 
Jack Stands 
Lo-Jack Yeto 24 21'to36 2500Ib. V Head i " eauare Jube pase construction, FO! Heavy Duty Use 19ZF73 
ms ; ‘ : olding Low Jack, 1° Square Tube Base 
i sa 24 21"to 36" 2500 Ib. V Head Construction, For Heavy Duty Use 19ZF74 
| 0 -d- ac " " " 
with Fall Guard 24 28" to 49" 2500 Ib. V Head Folds and Has Convenient Carrying Handle 19F635 
Hi Fold-a-Jack 24" 28' to 49" 2500 Ib. Roller Head 19F636 
Fab Saf™ 24" 32' to 52" 3500 Ib. Ribbed V Head Ribbed V-Head 19F637 
24" 32'to 52° 2500 Ib. Roller Head Roller Head 19F638 
Hi Boy™ 24" 39 to 72" 1000 Ib. V Head \-Head 19F639 
Max Jax ob. 36%" 2500 lb. Casters And Rollers —_ Sturdy 5 Leg Construction, Casters Lock 19F640 
Roller Stands 
Adiust A Roll” % to 36° aie 1200 Ib. Rubber Wheels 19F627 
ec ace ee HE Beam 
2 to 36° ‘to 43° ’ ubber Wheels = 
eto 36" 29"to 43” 1200 Ib. Ball Transfer Wheels °!'er Adjustment From Either Side 19F631 W/Casters 
Pro Roll ¥ to 36" 29"to 43" 2500 Ib. Steel Wheels 19F630 No. 19F641 
Yto 36° 29"to 43" 2000Ib. Stainless Steel Wheels ee ee 19F633 
i i i oller Adjustment From Either Side, 
Yo to 36" 29"to 43" 2000 Ib. Bar Stock Head is Vy" tor 0" Sheet Metal . = 19F634 
™ i i turdy 5 Leg Construction, Casters Lock, Adjustable 
Beam Jax 36 ot 2500 Ib. With Casters Reversable Beam Forks w/Detachable Handle 19F641 
Accessory 
Stainless Steel Vee Head Sleeve Fits Fold-A-Jacks, Pro Jacks and Heavy Duty Jacks 19F642 


Clamp Champ 
No. 19F644 
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Flange Alignment Tools 


Mul-T-Square®—Handles up to 8" flanges 
and up to 14" fittings. Consists of two 45° arm 
blades. Marked blades indicate Imperial and 
Metric units. 


Flange Leveler—2-hole and level in one 
operation. Use Qwik Pin nuts for fast action. 
Acme threads. 





Ultra Clamp 





pn 
7 









Mul-T-Square® 
No. 19F673 


Flange Leveler 





get Flange Spreaders—Used for 150 to 1,500 Ib No. 19F650 
= flanges. Drive can be rotated by 1%" wrench 
Internal Fit-Up Clamp or 4" bar 
No. 19F668 
* Item Qwik Pins—Quick installing pins work to level 
Description No. flange (2-hole) for tack and weld-out. Acme 
@© A Southwire Company Internal Fit-Up Clamps 
2 to 4", Stainless Steel 19F666 threads. 
Clam S 4 to 8", Stainless Steel 19F667 7 
[p é to 17 ouanless Steel 19F668 Rotary Ground Clamp—Positive anti-arc 
: . amps j 
peters rie for = with 110 10" See (OF645 bearings take loads up to 400 Amps. 
standard and slip-on flanges. Clam 1 to 10°, Stainless Steel 19F644 oy . 
Champs are ca ns of ine ran “ of 110-76, olee ee | ee ee ele 
fit Pp Ultra cl p h h ; rr Ultra Clamp Pipe Clamps i0F646 establish an accurate centerline on pipes and 
; baie Pa i ; aa ae rel : mae Oto 6" Steel, OwikClamp -tazrea | tanks. Built-in spring-loaded hardened striking 
Anna: Stain cae 210 6 otal ee pin marks location with the push of a button. Digital Angle Finder 
BING: OvAlIES SIG er CONNCts: 016.1. 0186 Detachable digital gage has a magnetic base. No. 45EK88 
Item Item 
Sizes No. Description Application No. 
_— Pipe Cutting Guides hile Satiare 23.9' X 9", 8" Flanges And 14" Fittings, 45 & 90° Angles 19F672 
1%' Dia. 1eeate . . ) a Xxo8 ranges are 1 i rings, 4S & Pr Angles iore73 
= = 2 ¥8' Dia. 04/7 ange Leveler utomatically Center On ¥' - 1%8' Flange Holes 
Pipe Cuttin 2 7 Dia. 180548 3" 150-400 Lbs 19F664 
G ve , Te Dia 18C380 nee aie'-150-1500 Lb 19F662 
"Dia. 55 §°, 150- S 
Wit eS % Pipe Cutting Guide Sets Qwik Pins Automatically Center On ¥%'_- 1%" Flange Holes 19F649 
For cutting pipe at 22°, AA 180552 Rotary Ground Clamp Rotary Head Turns With Pipe 19F665 
45°, 90° and saddle cuts. _174', 2%", 27 180551 No. 180548 Digital Angle Finder 4° to 90°, Auto Power-Off 45EK88 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2425 





WELDING 
Tables & Workstations 


Scan. Order. Done. |=) 
Details on page A1. = 








No. 30D310 


No. 30D348 


[5 U i [ ¢] Pro Welding Tables 


Modular Welding 
Tables 


Precision %''-thick ground-steel plates have machined %" holes in a 2" grid 
pattern to locate, position, and hold fixtures with modular clamps and compo- 
nents. 13" slot between plates is designed for optimum flexibility. 


Note: Welding Tabletops and Modular Fixturing Kits are available online. Go to Grainger.com® 
and search for "Welding Tabletops" or "Fixturing Kits." 


PLAIN | NITRITED 
PLATES PLATES 
Overall Overall Load Item Item 
Overall Width Depth Height Capacity No. No. 
Welding Tables 
38" 99" 30" 1300 Ib. 30D314 | 30D348 
36" 1300 Ib. 30D309 30D343 
24" 2600 Ib. 30D319 30D351 
47" 38" 30" 2600 Ib. 30D315 30D349 
36" 2600 Ib. 30D310 — 
46" 36" 2600 Ib. 30D311 30D345 
24" 4400 Ib. 30D321 30D352 
38" 30" 4400 Ib. 30D317 30D350 
1a 36" 4400 Ib. 30D312 30D346 
AG" 30" 4400 Ib. 30D318 — 
36" 4400 Ib. 30D313 30D347 
Item 
Description No. 
Table Parts 
Welding Table Plate, 6%" W x 38" D x %"H 30D307 
Welding Table Leg, 25"H, Includes 1 Table Leg 30D331 
Welding Table Leg, 31"H, Includes 1 Table Leg 30D332 
Adjustable Welding Table Leg 30D333 
Welding Table Leg Brace Kit, Includes (4) Corner Rail Clamps, 300334 
(4) Cross Link Tubings, For Tables 47" x 38" and 47" x 46° 
Welding Table Leg Brace Kit, Includes (4) Corner Rail Clamps, 300335 
Line Rail Clamps, Cross Link Tubings, For Table 78" x 38" 
Welding Table Caster 30D336 
Modular Fixturing Kit 


(20) Fixed Ball Lock Bolts, (4) Adjustable Ball Lock Bolts, (12) Straight Edge Stops, 

4) Threaded Adaptors, (8) Inserta-Clamps, (12) Right Angle Plates, (4) Top V-Padsfor 30D325 
lamps, (4) Eccentric Pads, (4) V-Blocks, (4) Stops, (4) Magnetic Rest Buttons 

30) Fixed Ball Lock Bolts, (10) Adj. Ball Lock Bolts, (12) Straight Edge Stops, (8) 
hreaded Adaptors, (18) Inserta-Clamps, (16) Right Angle Plates, (8) Top V-Pads 

for Clamps, (4) Eccentric Pads, (8) V-Blocks, (4) Riser Blocks, (6) Economy Stops, 

(2) MagSpring Clamps, (2) Table Mount C-Clamps, (4) Mag. V-Pads, (4) Magnetic 

Rest Buttons, (2) Connectors, (2) Pipe Pliers, (2) Magnetic Rests, (4) Stops 

(40) Fixed Ball Lock Bolts, (10) Adj. Ball Lock Bolts, (12) Straight Edge Stops, (8) 

Threaded Adaptors, (20) Inserta-Clamps, (16) a Angle Brackets, (8) Top V-Pads 

for Clamps, (4) Eccentric Pads, (8) V-Blocks, (6) Riser eid) May ) Magspring 

Clamps, (8) Table Mount C-Clamps, (4) Magnet \-Pads agnetic Rests, ( 

Connectors, (2) Pipe Pliers, (4) Stops, (4) Magnetic Rest Buttons (8) : snari pais 
30) Fixed Ball Lock Bolts, (10) Adj. Ball Lock Bolts, (12) Straight Edge Stops, (4) 
hreaded Adaptors, (10) Inserta-Clamps, (16) Right Angle Plates, (4) Top V-Pads for 

Clamps, (4) Eccentric Pads, (8) V-Blocks, (4) Economy Stops, (2) MagSpring Clamps, 

(4) Mag. V-Pads, (4) Table Mount C-Clamps, (4) Magnetic Rest Buttons, (4) Stops 
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300329 


30D326 





Find even MORE on Grainger.com® 


a + Fixt me ki 


ALL-IN-ONE 





“obits Eero 


Mobile Welding Cart 


Features a Ball Lock Bolt that lets you clamp and fixture your work pieces at 
just about any point on the reversible, flat, nitrided (heat treated) 30" x 48" 
tabletop surface, to help assure accuracy in all of your welding and fabrica- 
tion setups. With integrated shelves, racks, pegboard, and 4 locking casters. 
Leveling feet help assure stability. 


Surface —_ Load Item 

Width Depth Height Thickness Capacity Includes No. 

(10) Ball Lock Bolts, (2) Locating Pins, 

(2) Inserta Pliers 2.3" Cap., (2) Insert 
Pliers 4" Cap., (2) Inserta Clamps, (2) Top 
V-Pads, (2) Side Clamps, (4) Stops 1.5" H, 52WX59 
(4) Stops, 2" H, (8) V-Blocks, (4) V-Block 
Spacers, (8) D-Stop Bars, (12) Magnetic 

Rest Buttons, (2) Right Angle Brackets 

2" H, (2) Right Angle Brackets 4" H 


48" 30" ~—36" 0.625" = 1500 Ib. 






No. 30D255 





No. 10N002 


* WestwarD’ 


Miller Bu i | d Pro welding Tables 


Welding Tables 


Steel tables have prewelded legs with removable steel caps, leveling 

feet, and a lower storage shelf. No. 10N002 has a removable gun holder. 
No. 494D98 features casters for easy mobility, and includes a 6" X-clamp, 
side shelf, tool chest, 5" quick-remove vise, and weld curtain, as well as a 
gun holder, tool holder, and clamp bar. No. 30D255 has 3-position tilt top 
with guide rails and 2 casters. 


Note: Additional welding table accessories are available at Grainger.com®. 


(> A Southwire Company 


Load Mfr. Item 
Description Work Surface Capacity Brand Model No. 
Welding Tables 
F-Series ArcStation 29" x 20" 500 Ib. Miller Electric 300837 10N002 
; 40" x 24" 600 Ib. Westward — 30PA41 
Welding Table 57"x 27 1000 Ib. Miller Electric. 951703 494098 
Nomad Portable 30" x 20" 350 Ib. Buildpro TS3020 30D255 
Portable 40" x 24" 600 Ib. Sumner 783980  19F661 
Accessory 
Inserta Clamp, 8%'W x 4"D, Includes 1 pc. Buildpro UEN5200  30D360 


Threaded Adaptor, For Use With BuildPros 


Inserta Clamp, 612'W x 34"D, , For Use With BuildPros Buildpro UDN5150 30D359 
Steel Vise and Vise Mount, 7'W x 14D, Includes 

Hardware, For Use With Nos. 5FYEO & SFYE2 Miller Electric = 300611 SFYE6 
Threaded Adaptor, W x D, Includes Buildpro TXT5205  30D356 


Magnet, For Use With BuildPros 


1-800-GRAINGER (472-4643) 
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WELDING 
Penetrants & Layout Fluids 





W WALTER 


Surface Technologies € 
SURFOX™ Weld , 


Cleaning Systems 
= 120V input 

Electrochemical systems remove 
heat tint from TIG, spot, and 

pulsed MIG welded stainless 

steel, while cleaning and passiv- 
ating the surface to help fight 
corrosion. With 2 high-resistant 
and conductive brushes, includ- 


ing a triangular sleeve brush for a No. 406F85 
MIG welds and large surface 


areas, and a cylindrical sleeve brush for tight corners and spot welds. Include 
clamp ring, tungsten insert, ground wire with clamp, and carrying case. 


Note: For additional weld cleaning accessories, such as Clamp Rings, Cleaning Pads and Boots go 
to Grainger.com®. 





Trade Output Hose Item 

Name Amps Voltage Length Std. No. 
SURFOX MINI 1D 12 to 30V AC/DC = ASTM A967 ~—406F85 
SURFOX 205 15 13 to 30V AC/DC 13 ft. ASTM A968 406F86 





Fluorescent Dye 
Penetrants 
No. 52YX12 


MAGNAFLUX 
Welding Penetrants and Inspection Kits 


Visible Dye Penetrant Testing—Use fluorescent dyes comply with most 
this 4-step process to detect stress military specifications for fluorescent 
and fatigue cracks in metal surfaces. inspection. Kit No. 52YX12 includes a 
Kit No. 3WU63 includes 1 can each of — LED UV light, 1 can each of fluorescent 
visible penetrant and developer, 2 cans penetrant and developer, 2 cans of 

of cleaner/remover, paint marker and —_cleaner/remover, paint marker, and 
hand wipes. Kit No. 3WU62 includes hand wipes 

2 cans each of visible penetrant and 
developer, 4 cans of cleaner/remover, 
paint marker, and hand wipes. 


Magnetic Particle Inspection— 
Fluorescent and visible magnetic 
powders, electromagnetic yokes and 
testing kits provide a nondestruc- 
tive method to quickly find defects in 
ferrous metal. 


Fluorescent Penetrant Testing— 
Helps find the tiniest cracks in 
any metal surface. Very sensitive 


Mfr. Item 
Description Model No. 
Visible Dye Penetrant Testing 
SKC-S NDT Cleaner/Remover, 16 oz. Aerosol* 01-5750-77 3WU61 
SKD-S2 Penetrant Developer, 16 oz. Aerosol* 01-5352-77 3WU60 
SKL-WP2 Water-Removable Dye Penetrant, 16 oz Aerosol* SKL-WP2 35LV23 
SK-416 Solvent-Removeable Penetrant Test Kit, 4 Aerosol cans SK-416 3WU63 
SK-816 Solvent-Removeable Penetrant Test Kit, 8 Aerosol cans SK-816 3WU62 
Fluorescent Penetrant Testing 
ZL-27A Level 3 High-Sensitivity Penetrant, 16 0z. Aerosol ZL-27A 48K596 
ZP-9F Penetrant Developer, 16 oz. Aerosol ZP-9F 48K597 
Fluorescent Penetrant Test Kit with EV6000 LED UV Light EV6000 ZPKIT 52YX12 
Magnetic Particle Inspection 
14AM Fluorescent Magnetic Particle Liquid, 16 oz. Aerosol 14AM 40JW42 
WCP-2 White Contrast Paint, 16 oz. Aerosol 01-2250-77 6WZT5 
7HF Black Visible Magnetic Particles, 16 0z. Aerosol 01-1580-77 6WZT6 
20B Fluorescent Magnetic Particle Premix, 30 Ib./13.6 kg. Pail 01-0179-84 6WZT7 
#8A Red Visible Magnetic Particle Powder, 10 Ib./4.53 kg. Pail 01-1780-69 35LV22 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





ae 
Layout Fluid Layout Fluid Layout Fluid Weldable 
No. 2C928 Remover and Prep Remover Primer 
No. 2E001 No. 1D271 No. 31MF04 


re ie RG 


nl 
. Ser" Tempil : 


Layout Fluids, Removers And Primers 





LAYOUT FLUIDS LAYOUT FLUID REMOVERS 
DYKEM® STEEL BLUE® and STEEL ND PREP 
RED™—Dry quickly, for minimal DYKEM® Remover and Prep— 


Remove and dilute layout fluids and 
staining colors. Dries in minutes. Does 
not contain toluene, 1,1,1-trichlo- 
roethane, chlorofluorocarbons, or 
chlorinated solvents. 


prep time before scribing. Stay flex- 
ible without cracking or chipping. 
Noncorrosive and toluene-free. 


Blue Layout Fluid—Fast-drying, 
nonflaking, nonetching, and won't 
peel. Adheres to all metals or glass. 
EZ Touch® Fanspray nozzle. Dark blue 
color. Methylene Chloride free. 


DYKEM® Hi-Spot Blue—Even- 
spreading paste shows high spots on _Help eliminate the need to clean metal 
bearings. Non-hardening film coating —_ surfaces before welding. Corrosion- 
may be left on surfaces to reduce clean and rustproof primer can be applied to 
up and re-bluing time. a wide range of metals. Ability to strike 
welding arc without removal. Max. 
temp.: 800°F. Dry time: 6 hr. Aluminized 
finish. No. 31MF04 is a 12 oz. aerosol 
can. No. 31MF05 comes in 1 gal. can. 


Layout Fluid Remover—Specifically 
formulated to remove layout fluids 
quickly and efficiently. 


WELDABLE PRIMERS 


DYKEM® Opaque Staining Colors— 
Permanent stain provides easy 
identification of fasteners, parts, inven- 
tory, tools, or assemblies. Dries quickly 
and resists moisture, grease, and oils. 


Mfr. Item 
Description Color Size Brand Model No. 
Layout Fluids 
Blue 2 OZ. DYKEM 80200 20936 
Blue 4 02. DYKEM 80300 20945 
PINES SEER Ewer Blue 16 02. DYKEM 80000 2C928 
Blue 930 mL DYKEM 80600 2C967 
Red 4 02. DYKEM 80396 2GKW2 
DYKEM® STEEL RED™ Red 16-0z. Aerosol DYKEM 80096 20933 
Red 930 mL DYKEM 80696 2GKW3 
Blue Layout Fluid Blue 12-0z. Aerosol Sprayon SC0603000 1D272 
DYKEM® Hi-Spot Blue Blue 0.55 oz. DYKEM 83307 2GKW4 
Black 1 gal. DYKEM 81724 2GKW8 
Dark Blue _8-oz. Brush-In-Cap DYKEM 81478 2GKW7 
Dark Blue 1 gal. DYKEM 81778 2GKW9 
Light Blue 1 gal. DYKEM 91725 2GKX8 
Dark Green 1 gal. DYKEM 81706 2GKX9 
Light Green 1 gal. DYKEM 81708 2GKY1 
DYKEM® Opaque Orange 8-oz. Brush-In-Cap DYKEM 81413 2GKX4 
Staining Color Orange 1 gal. DYKEM _ 81713 2GKY2 
Red 8-oz. Brush-In-Cap DYKEM 81491 2GKX5 
Red 1 gal. DYKEM 81791 2GKY3 
White 8-oz. Brush-In-Cap DYKEM 81427 2GKX6 
White 1 gal. DYKEM 81727 2GKY4 
Yellow 8-0z. Brush-In-Cap DYKEM 81405 2GKX7 
Yellow 1 gal. DYKEM 81705 2GKY5 
Layout Fluid Removers and Prep 
Clear 16-0z. Aerosol DYKEM 82038 2C991 
Dene muna IED — wear 930 mi Bottle DYKEM 82638 2E001 
Layout Fluid Remover Clear 16-0z. Aerosol Sprayon SCO0606000 1D271 
Weldable Primer 
Bloxide — Aluminized Aerosol = 12 02. Tempil 24104 31MF04 
Bloxide — Aluminized Gallon = 1 gal. Tempil 24100G 31MFO05 








WELDING Scan. Order. Done. 
Chemicals & Cleaning Tools Details on page A1. 












A f No. Q Flat 
Lf LOGT! 7 NM E. 52HR21 Walder’s : Soapstones 

—— Ant Spontie & No. 5KH40 
@ warren (WELD-AID eae Red-Riter® * 


s 
Surface Technologies SSorect!2 


Anti-Spatter 


Nonflammable formulas help keep tools and workpieces 
clean for reduced downtime. Paint over without a sepa- 
rate cleaning step. 


Item o 
Description Container No. , 

Arcair = = 
Tip Dipping®, Gel Jar, 16 o7. 2XRN8 =n Welding aa 
CRC : 

a 24A418 
Aerosol®, Liquid Aerosol Can, 16 02. 2F137 

Aeros Markers & Soapstones d 
SF 7900™, Lubricant Aerosol Can, 9.5 02./269g 29FX35 Welding Pencil And Markers— 

Walter Surface Technologies F Item 
Ceramic Chemical Compound _ Aerosol Can, 13.5 0z. 92HR21 Use as an alternative to soapstone ___Description Brand No. 
Water Based Drum, 55 gal. A9YK13 to create torch-resistant markings velng Pencil, Poiat T Markal-32PK9 

Meld A se SCE aS that will not rub, burn, or blow off. »welding Markers ara ® 

age oe marae Reflective silver and red colors Silver-Streak®, "Round Tip Markal__ 1XEG4 

Water Based Plastic Jar, 32 02. 24A413 bags Soapstones 
Nozzle-Kleen® #2, Solvent Aerosol Can, 16 0z. __—-24A407 improve visibility when cutting or “Fi Soapstone, Pk. of 144 Uniweld ~~ 5KH40 
Nozzle-Kleen® HD, Solvent Aerosol Can, 16 0z. 24A406 welding. Flat Soapstone, Pk. of 144 Markal  2F900 

sine vat 18 02. eA ound Soapstone, Pk. of 144 — Uniweld 5KH42 
asic Lontainer, 3¢ OZ. Soapstones—Produce highl oapstone Kits 

Weld Kleen® 350° ; Pp gnly 

Plastic Container, 1 gal. _ 24419 ai 6-Pc. Flat Soapstone 
play, EAE Based Plastic Container, 5 gal. 24A420 visible layout lines on metal or Kit with Holder eae el 
Metal Drum, 55 gal. 24421 concrete. Nos. 5KH41 and 5KH43 oe Soest Uniweld 5KH43 
Weld-Kleen® HD, Solvent Aerosol Can, 20 0z. 24A416 include holders with built-in sharp- Soapstone Holder 
Brite Zinc Galvanizing ener and pocket clip. Soapstone Holder, Flat Markal _2F902 


Paintable, rust-free coatings match the look of Tra ne 
galvanizing. Pass ASTM A780 inspection. Galvanized bare 
steel can be unpainted. Dry time: 15 to 30 minutes. Bare 
Steel formula is 95% zinc-rich bare steel for maximum 
corrosion protection and mechanical durability. Nos. 24A431 
and 24A433 have nonclogging aerosol spray head. 








Item 
For Use With je coverage , ee 
; ; 0z. sq. Tt. 4A4 
Galvanized Material 1 gal 570 sq, tt 4NA32 
Bare Steel Toa Sas fk ca AAS 
— Red Felt Pads Nozzle-Kleen® 
No. 24A429 Tools 
Q Temperature 
: Stick H H 
Matkal Tempir @2 novces7e | SPatter Cleaning and Wire Ten 
Temperature Sticks Lubrication Pads and Tools Seorecn3® 
i ic®— j 
= Accuracy: + 1% a iis ies Ane pares Description Size na 
Temperature indicators mark surfaces with a chalky and dull marking that Lube-Matic® Felt Pads 
ae jams, and to promote smoother arc Black, for Lubricating py of 24428 
changes to see-through and glossy at the rated temperature. Can be used in in Steel Wire 
annealing, forging, welding, bonding, forming, and similar applications. Include Tee: Baer tet Daas ale tor alr lypes OF = Red for cleaning Pk. of6  24A429 
ancl all ‘i avance hol nee steel wire; pretreated with Lube-Matic Wite — ' 
eae liquid. Red felt pads are for cleaning eS Pk. of 2  24A430 
all wire; excellent for aluminum. Liquid _Lube-Matic® Liquid 
ici aad Site Brand No cleaner/lubricant helps reduce wire Wardle Klesu® Welding Tools van _24Ne 
Temperature Sticks, Individual drag 60%. ¥4" Nozzle Ys" Tip Cleaner 24A401 
{50°F 200°F, 250°F, 300°F, 350°F, 400°F ¥s"  Markal _G6576 %" Nozzle Ae" Tip Cleaner 24A402 
fo} fo} fo} ° fo} fo} fo} fo} 5 W be 
425°F 450°E 50°F 550°E 600°F. 50°F 700°F ve Marka 6576 | Nozzle-Kleen®—Remove spatter from +4 Nozzle viTip Cleaner 24K404 
100°, 150°F, 175°F, 213°F, 250°F, 275°F, 300°F, 325°F, 350°F, 37°F, nozzles, tips, and diffusers, and clean ¥;" Nozzle ¥%;" Tip Cleaner 24A405 


425°F, 450°F, 60°F, 650°F, 700°F, 800°, 212°F 248°F 302°F, 392% empl, JA7I4 | tae Without disassembly. 





Speciality Welding Regulators Miller aS 
Delivery Inlet Gauge Mfr. Item 
Gas Service Pressure Range Connec. Outlet Connec. Size Brand Model No. 
Air Oto125psi CGA-590 Ya" MNPT 2 Harris KH1118 —_ 30AA63 
menoAcHellinn 0to 1500 psi CGA-580 "NPT x %" Stainless Steel Tube Fitting 21%" Harris KH1114 —_ 30AA59 
Nitro an || —0to. 2000 psi CGA-580 Ye' SST Tube Fitting 242: Miller Electric 825-8109 45PW93 
g Oto 3000 psi CGA-680 "NPT x %" Stainless Steel Tube Fitting 21%" Harris KH1116 —_ 30AA61 
Carbon Dioxide _0 to 125 psi Yq" FNPT 2¥2 Harris 7051253201 30AA78 
20 to 400 psi CGA-580 Y4" Flare M 2 Uniweld RHP400 _39DM33 
Nitrogen 90 to 800 psi CGA-580 Ya" Flare M Z Uniweld RHP800 _39DM34 
200 to 3000 psi CGA-680 Ya" NPTF 2" Uniweld RHP3680 39DM35 
No. 30AA61 Non-Corrosive —-2t91000 ps! CGA-580 Yq" FNPT 2¥2' Miller Electric 824-0009  2CZV1 
inert Oto 2000 psi _CGA-580 Ya" FNPT 2¥2' Miller Electric 825-0009 _2CZV2 
Oto 4000 psi _CGA-580 Yq" FNPT 2¥2' Miller Electric 826-0009 2CZV3 
2428 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


WELDING 
Regulators, Flow Gauges & Meters 





victor QD Ey 
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~eamM TR No. 54RZ86 No. 5EFX1 
UNIWELD 7 {; = f 
TURBOTORCH Yume” Gays a 
Welding Regulators Gas Delivery Gauge Mfr. Item 
= Single stage Service Pressure Range InletConnec. Outlet Connec. Size Series Brand Model No. 
CGA-300 %e'-18 MLA 2" Professional SR260A-300_ Victor 0781-0085  5KJ66 
Wietor®— Durable forged bras ody and cap. oe ar eee eee 
Feature stem-type seat mechanism for accurate 2 to 15 psi HeLeALY Ae-18MLH 2%" Edge 2.0 Victor 0781-3602 _54RZ85 
‘1® Acetylene 300 As-18MLH 214" Edge 2.0 Victor 0781-3603 54RZ86 
gas flow, and Delrin® cap bushing. Edge Series CGA-300 %e"-18 MLH 2%" Professional SR460A-300 Victor 0781-0583 20UK05 
regulators have high contrast graphics, built-in CGA510 Y%e-18MLH 2%" Professional SR460A-510 _ Victor 0781-0584 —5KJ71 
: : A-200 %e"-18 LH B a 30 Miller Electric 30-15-200 5EFW6 
gauge guard, and 5-yr. warranty. 15 psi CGASIO—Yis"ABLHB 2 30 Miller Electric 30-15-510  5JPH5 
: er A-540 Ye-18 RH 
peer ered ure abate Seats: ee rs eeY Onvgeneahs Onan aie-18. 2 30 Miller Electric © HTP5 —3LVR3 
prevent contamination from entering the seating _~*’ 300 Acetylene ___LH Fuel 7 . 
area, reducing repair costs and downtime. Made | pio 200.psi—CGA-580—— 9418 RH 919 08 Harris—495-000-880BK247 
with a rugged forged brass body, nickel-plated Gellar, Dio 500 ps CGA-980 a SKE ie Flared a pre 30 Harris 256X-500-580 Bitte 
. to psi = 4'-3/° Flare : 90-5 ictor 781- 
bonnet, and neoprene composite diaphragm. —_Nitrogen 49949 t500 psi CGA-580 4" Swagelok 214" Professional SR4G-580 Victor 0781-1428 20UKO9 
Harris—Feature an encapsulated 1-pc. PTFE x 200 to 3000 psi CGA-580 Ya" Swagelok 2% _ Professional SR4J-580 Victor 0781-1448 20UK11 
_ Ce gon, 150 psi CGA-580 %'-18RH Internal 2" 30 Miller Electric 30-150-580 5EFW8 
capsule seat assembly with 10-micron filter. Nitrogen 
No. 5KZ42 has a forged brass body and cap, ‘torre 100 psi CGA-350 %e-18LHB 2" 30 Miller Electric 30-100-350 5EFX0 
along with a stem-type seat mechanism Inert 5 tot 25 psi CGA-580 val: PRE 2% Professional SR450D-580 Victor 0781-0578 5ks69 
meet : Vig -500- ict 781- 
stainless steel diaphragm, and Delrin® insert Ciguetiegy — 2 = >ewiT atone er 2.2 
bushing pepe 50 psi CGA-510 %e'-18 LH B 2 30 Miller Electric 30-50-510 5EFW7 
| to 800 pst CARBO 4-87" Flared 518-03 TurboTorch-— 0386-0814 20749 
—_ to 500 psi -0 4'-3/° Flare : - urbolorc - 
TurboTorch—Check pressure, test, and purge Nitrogen —“p7e CGA-58094'-18 RH Internal 272" 40 Miller Electric 40-275-580  5JPH? 
lines prior to brazing to protect joints against 450 psi CGh-380 Ae'-20 Flared om 30 Miller Electric 0-450-580 5EFX1 
‘dati ire " Oto 125 psi A-540 %e-18MRH 2" 495 Harris 25-125-540 5KZ43 
oxidation. Easy-to-read 2° gauges with forged 4 to 80 psi CGA-540 %e"-18 MRH 2" Professional SR250C-540 Victor 0781-0027  5KJ63 
brass body and housing cap. Gauges are CGA-540 %e'-18 M RH 2" Professional SR250D-540 Victor 0781-0043 20UK01 
A-540 %e"-18 M RH Pa ESS3 Victor 0781-3627 482W15 
marked with dual graduations, psig and kPa. 5 to 125 psi CGA-b40Y-18 M RH 2/2" Professional SRAGOA'S10_— Victor 0781-0507 SK68 
. o_. ; Oxygen A540. Ye-18MRHB 2" RUH Uniweld RUH8210 39DM36 
Uniweld®—Includes a polished chrome 5t0 150 psi CGA-540 %e'-18 MRH 214" Fdge 2.0 Victor 0781-3601  54RZ84 
bonnet, easy-to-read 2" gauge, neoprene 20 psi CGA-540 He-18 ii : 7 30 ‘lle afta 30-20-540, SdPHA 
: . 2 psi : 16 : ler Electric -100- 
diaphragm, and heavy-duty stem-type seat 175 psi CGA-540 %e=t8RHB 2" 40 Miller Electric 40-175-540 5JPG5 
and-nozzle assembly. 200 to 3000 psi CGA-540 Ya" Swagelok 2%)" Professional SR4J-540 Victor 0781-1445 20UK10 
High Purity Regulators Miller , 
= 2%" gauge Supply _ Delivery 
= 2" body dia Inlet Pressure Pressure Item 
y . P fas Service 5 Connes: Outlet Connec. Gauge Range No. 
En lated filter t design hel ingle Stage-Stage, Brass Body 
capsulated ie ed seat des g ; ee ; Inert, Non-Corrosive 4" FNPT Ya" FNPT — 100 psi _ 6PHG8 
prevent contaminants from entering seating Inert, Argon, CGA-580 22" Brass Tube Fitting 4000 psi Oto 15 psi 3CEV5 
area, while the nickel-plated finish with brass/ _Helium, Nitrogen Ye’ Brass Tube Fitting 4000 psi Oto150 psi 3CEV6 
é Two Stage-Stage, Brass Body 
stainless steel barstock construction prevents ~¢o2 CGA-320 "Brass Tube Fitting 4000 psi Oto 150 psi 3EKZ9 
outgasing. Stainless steel diaphragm. Built-in Hydrogen CGA-350 a pias wee rating Ae bs Diet EOns ae 
safety relief valve. Two-stage models provide (mart Argon, CGA-580 "Brass Tube Fitting 4000 psi O fo 15 psi 3ELA3 
precise pressure control of carrier gases or Helium, Nitrogen : Ye Brass Tube Fitting 4000 psi Oto 150 psi 3ELA4 
; ; ; Two Stage-Stage, 316 Stainless Steel Body ' 
calibration mixtures used in chromatography enact saaago AEN X24 DIADNOM: dona na giotod us SELC4 Single-Stage 
or for thermal conductivity. DIVOSINe : Valve with 4" Tube Fitting pel 0 Pel No. 3CEV5 


Flow Gauge and Flowmeter Regulators g VICTOR Kms) 


Use for shielding gas with argon or CO, in MIG and TIG welding. Flow gauge regulators are for accurate measurement of gas 
flow. Flowmeter regulators incorporate flowmeter and regulator into one compact unit. 








Delivery Supply 
Pressure Inlet Pressure Item 
Gas Service Delivery Range Connec. Outlet Connec. Gauge Brand No. 
Flow Gauge Regulator, Single Stage-Stage 
Argon 0 0 50 scfh 50 th GGA-880—9¢-18 RH Internal —4000-ps—Miller Electro SEFY2 
0 50 sc C : Ae nterna psi iller Electric * 
C02 50cth  CGA-320 94"-18 RH Internal 4000 psi Miller Electric BEFY3 eas [oe 
Flowmeter, Single Stage-Stage _ 
Argon, Carbon Dioxide, Helium 20 psi 20 psi Ys" MNPT _%'-18 RH Internal — Miller Electric SEFZO 
Flowmeter Regulator, Dual, CGA Outlet %"-18 F RH 
Argon, Helium 0 to 45 cth Ar/O to 140 cfh He Oto 4000 psi CGA-580 ¥8'-18 F RH 0 to 4000 psi Harris 5KZ68 
Flowmeter Regulator, Single-Stage 
Argon, Carbon Dioxide Up to 50 cth Ar and 38 cth C02 80 psi CGA-580 %'-18 F RH 0 to 4000 psi Victor 20UK17 + 
Flowmeter Regulator, Single Stage-Stage 
10 to 50 cfh 20 DSI CGA-580 %'-18 F RH 0 to 4000 psi Victor 5KJ73 
Argon, Carbon Dioxid oe psi COA'8B0 IBF RH 010-4000 pst-Victor—20UK16 + 
rgon, Carbon Dioxide psi : 8 to psi ictor 
Up to 50 cfh Ar and 38 cthCO2 ——gq 56; —CGA-580%"-18FRH Oto 4000 psi Victor 20UK14 
80 psi CGA-580 %'-18 F RH 0 to 4000 psi Victor 20UK15 
0 to 50 scth CO2, 0 to 160 scfh 90 psi CGA-580 _%'-18 RH Internal Oto 4000 psi Miller Electric 5EFX9 
Argon, Carbon Dioxide, Helium _He, 0 to 60 scfh Ar/CO2 Mix 90 psi CGA-580 _%'-18 RH Internal Oto 4000 psi Miller Electric 5EFYO * : 
10 to 50 cfh Ar/20 to 150 cfh He 20 DSi CGA-580 %'-18 F RH 0 to 4000 psi Victor 5KJ/6 
C02 10 to 38 cfh 80 psi CGA-320 Y’ASFRH Oto 4000psi_ _ Victor 5KJ74 No. 20UK16 


* Includes 6-ft. hose with inert hose connections. ¢ Includes 10-ft. hose. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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WELDING 
Cutting, Welding, Brazing Outfits 


Scan. Order. Done. 
Details on page A1. 








Cutting, Welding, and Heating Outfits @ VICTOR "> Xt 


® 


Medium and heavy duty outfits feature in-tip 
gas mixing technology and include torch 
mount flashback arrestors. Tag-A-Long™, 
Toughcut™, Versa-Torch™, and The Wurks® 
outfits include: torch handle, cutting attach- 
ment, cutting and welding tip, oxygen and 
acetylene regulators, twin welding hose, 
goggles, and striker. 


Note: For more Consumables visit Grainger.com®. 


CUTTING, WELDING, HEATING 


Heavy-Duty—Combo outfits cut up to 8" and 
weld up to 2" with optional tips. 


outfits include industrial-grade regulators with CUTTING, WELDING 
easy-to-adjust T-handles, WH550 rear valve 
welding handle, welding tip, carrying stand 
or rolling cart for MC or B and R or R40 tanks 
(tanks not included), 122-ft. twin hose, flint 
lighter, and goggles. 


Journeyman® 450—Includes 
cutting tips and welding nozzle. 


Performer Edge™ Series 
2.0—Heavy-duty outfits cut up to 
6" and weld up to %" with acces- 
sories. They include 2 regulators, 
Cutting attachment, welding handle, 
welding nozzle, heating nozzle, tip 
cleaners, striker, T-grade hose, and 


goggles. 


Tag-A-Long™’—Portable and 
lightweight outfits feature Series 30 
regulators and reverse 

flow check valves. Cut up to ¥" 

and 6" with optional tips. Weld up 
to %" and 2" with optional tips. 

No. 6GJG1 also includes oxygen and 
fuel regulator, oxygen and acetylene 
cylinders, and lighter. Acetylene 
regulator not included. 


CUTTING, HEATING 





Medium-Duty—Cut up to 6" and weld up to 
3" with optional tips. 


Heavy-Duty Series 
No. 22UM02 


The Wurks®—1 2-pc. kit for welding, brazing, 
cutting, and soldering tool box. All fuel gases 
are mixed in tip for maximum safety. Includes 
tip cleaner set with 12 sizes of cleaning wires 
and file and all-leather welding gloves. Packed 


Journeyman®—Include cutting tip, heating in The Wurks Box with tray. 


and welding nozzles, %" x 20-ft. T-grade 
hose, goggles, striker, and tip cleaner. 

Nos. 54RZ72 and 54RZ75 have a CGA 300 
connection, which uses a right-hand female 
thread on the regulator. Nos. 54RZ73 and 
54RZ76 have a CGA 510 connection, which 
uses a left-hand male thread on the regulator. 


Toughcut™—Great for many applications, 
including farm, automotive, light fabrication, 
and hobby. Cut up to ¥8" and 6" with optional 
tips. Weld up to ¥s" and 3" with optional tips. 
Include reverse flow check valves. 





| The Wurks® 
No. 3NY90 


Versa-Torch'’—Versatile system has nickel- 
plated torch handle, cutting attachment, heat 
tip and carrier, and reverse flow check valve. 
Cuts up to ¥@" and 3" with optional tips. Welds 


Mastar® Maintenance—Lightweight, 
portable oxygen/acetylene outfits include a 


thruster air/acetylene tip and air/fuel adapter Heavy-Duty Series—Torch and 








. . P u to 1 Me i 
to convert welding handle for soldering with pto % hand torch outfits cut up to 12" with 
Performer Edge™ acetylene only, and eliminate use of oxygen. All optional ti 
? ps. 
Series 2.0 
mo: aeames Torch Cutting Mfr. Item 
Description Handle Attachment Welding Nozzles Cutting Tips Pressure Regulator Brand Model No. 
Cutting, Welding, Heating 
neay-Duty Series 40-175-540S O CGA540 O 40-15-5108 
; _ ; -1/5-5 xygen, 4] xygen, 40-15-5 ; ; i 
Heavy Duty Torch Outfit $0229 $C12-2 Fuel, CGA 510 Fuel. 40-15-3008 Fuel. CGA 300 Fuel Miller Electric HBS-H300S 22UM04 
= SC229 = SC12-1 30-100°540 Oxygen, CGA 540 Oxygen, 30-15-300 Willer Electric ~HBAS-30300 22UMO08 
Heavy Duty Hand Torch Toolbox Outfit Fuel, CGA 300 Fuel, 30-15-510 Fuel, CGA 510 Fuel 
SC229 - SC12-1 30-100-540 Oxygen, CGA 540 Oxygen, 30-15-300 Willer Electric ~HBAS-30510 22UMO7 
30-100-540 Oxygen, CGAS40 Oxygen, 30-15-300 
ar ; -100-5 xygen, 3 xygen, 30-15- ; ; : 
Heavy Duty Combination Torch Outfit wiibook SC209 SW205 $C12-1 Fuel CGA 300 Fuel 30-15-510 Fuel CGA 510 Fuel Miller Electric  HBA-30300 22UM02 
; : -100-5 xygen, 940 Oxygen, 30-15- F : 
Gas Welding Outfit SC209 SW205 $C12-1 Fuel, CGA 300 Fuel, 30-15-510 Fuel, CGA 510 Fuel Miller Electric HBA-30510 22UMO01 
Combo Torch and Tip Kit WH100 MC509 MW203 MC12-1 — Miller Electric 16205 22UM09 
Journeyman 
Cutting Outfit 315FC4 —vAZ460+ ioc 1 Series ESS42-15-300 Acetylene, ESS42-150-540 Oxygen Victor 0384-2100 54RZ72 
] . CA2460+ 1,3.) 1 Series ESS42-15-510 Acetylene, ESS42-150-540 Oxygen Victor 0384-2101 54RZ73 
ourneyman 
Cutting Outfit 315FC+ —vA2460+ 2 1 Series ESS42-15-300 Acetylene, ESS42-150-540 Oxygen Victor 0384-2110 54RZ75 
CA2460+ 2 1 Series ESS42-15-510 Acetylene, ESS42-150-540 Oxygen Victor 0384-2111 54RZ76 
Mastar® Maintenance 
ro) Bulcerviene Janik ang Orna0 CA550 Type 17#2 5-101-0 RSO/RSB2 Uniweld  KLT550-5TR  5KH27 
Oxygen Tank, without Tanks WH550 
For MC/R, without Tanks ** CA550 Type 17#2 5-101-0 RSO/RSMC2 Uniweld KLT550-4P — 5KH25 
With MC/R Tanks* CA550 Type 17#2 5-101-0 RSO/RSMC2 Uniweld KLT550-4P-T —5KH26 
Mesium-Suty Series 30-100-540 O CGA 540 O 30-15-300 
hoa : : : -100-540 Oxygen, 940 Oxygen, 30-15- 7 
aca = aes Outfit MC509 MW205 MC12-0, MC12-1 Fuel, CGA 300 Fuel, 30-15-510 Fuel, CGA 510 Fuel Miller Electric MBA-30510 22UM11 
edium Duty Combination __ : aan ee: ; ; F 
Toren LP Combination Outfit WH100 MC509 MC40-1 30-100-540, 30-50-510 Miller Electric MBA-30510LP 22UM12 
; oe ; ; _4 30-100-540 Oxygen, CGA 540 Oxygen, 30-15-300 ,; ; 3 
Medium Duty Combination Outfit MC509 MW205 MC12-0, MC12-1 Fuel, CGA 300 Fuel, 30-15-510 Fuel, CGA 510 Fuel Miller Electric MBA-30300 22UM14 
Gas Welding Outfit WH200A SC 209 SW203 SC12-1 — Miller Electric 16206 22UL98 
The Wurks® 
Without Tanks WH370 CA370 Type 370#3 144#1 MR8210/MR8211 Uniweld WURKS-A _ 3NY90 
Toughcut™ 
sain Duar aula CC509P MW205 MC12-1 - weal wae Oxygen, Ee 5-510 rue 500 Miller Electric MB54A-510 2CZK2 
edium Duty Outfit : -100-5 xygen, 5 xygen, 30-15- . . 3 
; ane CC509P MW205 MC12-1 Fuel, CGA 300 Fuel, 30-15-510 Fuel, CGA 510 Fuel Miller Electric MB54A-300 2CZK3 
ersa-Torch™ 
Refrigeration and A/C Outfit AW1A AC309 1103, LT104,LT106 =MC12-00 30-100-540, 30-15-200 Miller Electric VT-4T 2CZK5 
Cutting, Welding 
Journeyman 450 
Cutting and Welding Outfit 315FC CA2460 2 1 Series SR450-540, SR460-510 Victor 0384-0807  20UJ92 
Performer Fige Series 2.0 CA1350 (W-1) 0 RES ESS3-125-540, ESS3-15-510 V 0384-212 82W08 
5 - erles -125-540, -15-5 ictor -2125 4 
cenit Outiit 100FC ~~ CAi350 (W-1) 0 3 Series ESS3-125-540, ESS3-15-300 Victor 0384-2126  482W09 
ag-A-Long™ 
Welding and Cutting Tote CWS5A CC509P MW203 MC12-0 30-100-540, 30-15-200 Miller Electric TL-500 2CZK4 
Outfit W/Tanks CC509P MW203 MC12-0 30-100-540 Oxygen, 30-15-200 Fuel Miller Electric TL-550 6GJG1 
Cutting, Heating 
Heavy-Duty Series 
Heavy Duty Combination Torch LP Outfit WH200A SC209 — SC40-1 30-100-540, 30-15-510 Miller Electric HBA-30510LP 22UM05 
Accessories 
Circle Cutting Guide 
Cuts from %" to 12" Holes Miller Electric 16229 6PHDO 
Empty Fuel Cylinder 
Fuel Cylinder, Oxygen, 20 cu-ft. Uniweld R 2CZW9 
Fuel Cylinder, Acetylene, 10 cu-ft. Uniweld MC 2CZW7 
GASAVER™ 
Acetylene/Oxygen Gas Saver Miller Electric © WDW101 2CZN4 
Torch Valve For Use With Low Pressure Gas and Oxygen Miller Electric €WDW103 6PHK1 


* Includes premium tubing cutter. ** Includes mini tubing cutter. 
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TURBOTORCH 
Portable Totes 


Designed for HVAC and light fabrication applications, these portable outfits feature a 
molded, plastic carrying case with an ergonomic handle and balanced design for easy 
carrying. The built-in storage compartments help you keep your consumables and 
other accessories right at-hand. All include Oxygen regulator, fuel regulator, 12.5-ft. 
dual 6" hose, goggles, check valve, striker, and tank key. 








Note: For the full contents of each outfit, go to Grainger.com® and search by Item No. a) a 
Trade Torch Cutting Welding Cutting Gas Tank Pressure Mfr. Item ‘ . 
Name Handle Attachment Nozzles Tips Capacity Regulator Model No. ee = a pie 

G150-J-P 103-01FP CA1260 2-W-J,0-W-J 3Series  — 0384-0945 49JP39 i ——- _ i Pete , pe 
G150-J-PT 103-01FP CA1260 2-W-J, 0-W-J 3 Series 10 cu. ft. 0384-0946 49JP40 i ; , otf” = 
G150-J-CP 103-01FP CA1260 2-W-J,0-W-J 3Series — R150-540, 0384-0947 49JP41 —_ 

G150-J-CPT 103-01FP CA1260 2-W-J, 0-W-J 3 Series 10 cu. ft. R150-200 0384-0948 49JP42 G150-U-P G150-J-CPT 

100FC CA1350 1-W-1 3 series = — 0384-0943 49JP37 

G150-100-CP—s oF —Cai3501-W-13 Series 10-cu. ft 0384-0944 40JP38 ene eee 

ED = 

Miller. 1 WIS 

: a QUICKBRAZE 
Brazing Outfits PT 
QUICKBRAZE® ACCESSORIES AS 


. ssa oats oe name Cap'n Hook Welding/Brazing Tips 
Provides pinpoint heat with precise Heat copper tubing to 5600°F with 


flame control to repair leaks insealed .. 4 TInt 

ae inpoint accuracy. Fit Uniweld 71 and 
systems and other HVAC applications. mee welding -aadles 100% wrap- 
Brazes from 2" to 134". evaliid meat 


LITTLE TORCH™ 





Torch ; malea sea Cap'n Hook Torch Kit 
qanac SSGRRiGai rl ° Instantly upgrades torch kit for micro ae 
ig maintenance work. Includes lightweight The New Standard In Brazing 
large enough to silver-solder large 71 welding handle for "A" hose connec- 
commercial weldable metals, glass, 0S: Cap'n Hook 5-flame tip which lees ica 
vl 1 Olas, provides even distribution of heat for , 
and ceramics. Include an 8-ft. hose. ; ae CAP'N HOOK® TIP PERFORMANCE CHART | 
tube b licat d 
Caddy Outfit No. 6GJGS also includes varlous tube Drazing applications, an Item Acetylene Oxygen Pressure Acetylene Brazing Copper 
y 2 high-performance Micro 6000 tips for No. Cons. SCFH PSIG Pressure PSIG Tubing 
a cylinder/torch caddy, acetylene and . ~. i ‘n tight places: MTW —__20K961 4t06 8 9 if 
lators. a pair of reverse Pinpoint accuracy in tight places: ——~90K962 samalte 10 ; 3 : 
estat ena ae P i #2 for brazing or welding, and MTT ___20K963 8 to 14 18 12 3 | 
ow check valves, an oxygen cylin- ae a Torch Mfr. Item 
der, and an acetylene cylinder. cic dade tee ae Handle _Welding Nozzles _ Pressure Regulator Brand Model No. 
; WItNOUT OV | | Z Quickbraze® 
CAP'N HOOK® joints. 11-1116 — — Miller Electric 23-5005A  2CZJ5 
Lightweiaht tabl / Little Torch 
Igntweignt, portable oxygen acety- Flame Barrier 44-4101¢ —12:1401-03 to -07 — Miller Electric 23-1001D 2CZK8 
lene outfits feature MTF #5 Cap'n Provides a protective barrier between Torch = 12-1401-03t007 20 OVO Oxygen, iller Electric 23-1004A 6GJGS 
g008 vane cop eel flammable surfaces and open flames Cap'n Hook® : 
mont valve Weenie angle wear Has structural integrity up to 2300°F and iat Uniweld K22F_SKH19 
tip, oxygen and acetylene regulators , abana a RO/RMC2 Uniweld _KL22P__22UL97 
P, OXYg pela ' amelting temperature of 3200°F a Tinea RO/RMC2 Uniweld K22P-T  5KH20 
carrying stand, hose, flint lighter, and RO/RMCD Tnweld KL22P-T 22UL96 
goggles. Nos. 22UL96 and 22UL97 ~— Tuning Fork™ Tip Accessories 
include cutting attachment and Cap'n Hook, Brazing Tip Size 5 Uniweld MIF-5 _-20K961 
cuttina ti 9 Helps elle and replace heat Pane Cap'n Hook, Brazing Tip Size 9 Uniweld MTF-9 20K962 
g Up. reversing valves without destroying Cap'n Hook, Brazing Tip Size 17 Uniweld MTF-17  20K963 
original copper tube and fittings. Heats Cap'n Hook Torch Kit Uniweld 71MHK _51T88 
all fittings at once for easy removal. Fits rine Fork 8-Flame Tip, SeeT7 Univeld—TYPETTTET —a5EVi4 
Uniweld 71 and WH550 welding handles. — ~3-Tip Set: Includes MTT, MTW#2, and MTR Tips Uniweld KMT _ 5KH28 


* GRAINGER 
APPROVED 


Spiral Tip Cleaners and Flint Lighters 


High-quality, spiral tip cleaners quickly and easily clean out tip orifices. 
Rustproof, wires are stainless steel. Aluminum case features locked knot that 
secures small wires and includes hardened steel file. Tip cleaner data and drill 
reference size stamped on back of case. Flint Lighters safely and quickly ignite 
tips on torches and cutting attachments. Flints can be easily replaced. 








Item 

Description No. No; 20Y%5 
Spiral Tip Cleaners 
13-Pc. Standard Set, 2'" Length 2CYY5 
13-Pc. Extra Long Set, 4%" Length 2CYX6 
21-Pc. Master Set, 2%" Length 2CYX5 
Flint Lighters 
Single Flint Lighter, Includes 5 Flint Renewals 2CYX8 
Triple Flint Lighter, Includes 1 Flint Renewal 2CYY2 
engle int clahter, includes Fint Renewals and standard Tip Gleaner aaa : 

riple Flint Lighter, Includes Flint Renewals and Standard Tip Cleaner i a 

Replacement Flints Triple Flint Lighter 
Single Flint Renewal, Replace Flint In Single Striker (2) Pkg. of 5 2CYX9 No. 2CYY2 
Triple Flint Renewal, Replaces Flint In Triple Striker 2CYY3 
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*wesrwann’ Beauguane {> Hose > 
Oxy-Fuel Welding Rods and Brazing Alloys 






AWS Container Container Item Pkg. 
Classification Material Dia. Size Type Brand No. Qty. 
Gas Welding Rods 
Carbon Steel Ye 1 Ib. Tube Westward 41R243 1 
Carbon Steel Vie" 10 Ib. Box Westward 23XM49 1 
Carbon Steel Vie 10 Ib. Box Westward 41R244 1 
R45 Carbon Steel ¥30" 1 Ib. Tube Westward 41R245 1 
: Carbon Steel 32" 10 Ib. Box Westward 23XM50 1 
Gas Welding Rods Carbon Steel i 1 Ib. Tube Westward 41R247_1 
No. 23XM49 Carbon Steel i 10 Ib. Box Westward 41R248 
Carbon Steel /32" 10 Ib. Box Westward 23XM52 1 
Carbon Steel Nie" 1 Ib. Tube Westward 41R249 1 
Carbon Steel Ve 10 Ib. Box Westward 23XM53 1 
Carbon Steel Ne 10 Ib. Box Westward 41R250 1 
Carbon Steel 330" 1 Ib. Tube Westward 41R251 1 
R60 Carbon Steel 32" 10 Ib. Box Westward 23XM54 1 
Carbon Steel 332" 10 Ib. Box Westward 41R252 1 
Carbon Steel Ye 1 Ib. Tube Westward 41R253 1 
Carbon Steel Yr 10 Ib. Box Westward 23XM55 1 
Carbon Steel 32" 10 Ib. Box Westward 23XM56 1 
Dia. L Brazing Item Pkg. 
Description (in.) (in.) Range (°F) Container Brand No. Qty. 
Brazing Alloy Rods 
Brazing Alloy Rods Bronze 32 18 1595 to 1620 Box Bernzomatic  3AC22 25 
No. 3THE4 Bronze Alloy v% 36 1595 to 1630 Box Hobart 6ETP3 1 
Nickel Silver Alloy Vg 36 1630 to 1665. Box Hobart 6ETP6 1. 
Vv 36 1330 to 1550 Tube Westward 30AC75 =. 20 
EON mang BuOnZe Z 36 1330 to 1550 Box Westward 30AC78 33 
Copper, 0% Phosphorus Ve 18 1310 to 1500 Box Hobart 6ETPO 













1 

yr Copper, BCuP-5 Ve 18 1300 to 1500 Tube All-State 400G83 1 
Y Copper, 0% Phosphorus Ve 20 1310 to 1475 Tube Harris 3THE4 a_ 
Copper, 5% Phosphorus ve 18 1190 to 1500 Box Hobart 6ETP1 = 

Copper, 15% Phosphorus Vv 18 1190 to 1500 Box Hobart 6GETP2 1 

Copper Phosphorous Ve 18 1310 to 1460 = Bernzomatic 3AC23 1 

Dynaflow Ve 20 1190 to 1465 Tube Harris 3THE2 id 
Nickel/Silver Ve 36 1720 to 1800 Tube Westward 30AC76 22 
2 36 1720 to 1800 Tube Westward 30AC77 40 

3 : Ve 36 1665 to 1680 Box Hobart 6ETP4 1 

Mone roMNe arey 2 36 1665 to 1680 Box Hobart GETP5 
0% Silver Vex Ye 20 1345 to 1500 Tube Westward 30AC72 28 

5% Silver Ye x Yo 20 1350 to 1550 Tube Westward 30AC73 28 

oe 15 % Silver Ye x 0.050 20 1190 to 1500 Tube Westward 30AC74 28 
2 Stay-Silv-5 7 20 1190 to 1500 Tube Harris 3THFO. 7 

ae eee Stay-Silv-15 Ve 20 1190 to 1480 Tube Harris 3THF8 7 
_ STAY-SILV = ears He 18 1225 to 1370 ‘Tube Harris 3THEG 5 
Be = y 2 18 1225 to 1370 Tube Harris 3THET 3 
oe Safety-Silv-45 Flux Coated “Ae 18 1225 to 1370 Tube Harris 3THES = 

a Safety-Silv-56 Ag 18 1145 to 1205 Tube Harris 3THF1 5 

itt Safety-Silv-56 Flux Coated Ve 18 1145 to 1205 Tube Harris 3THES 3 

c F . Brazing Wire Kits (1-0z. Wire, 1.75-oz. Flux) 
Brazing Wire Kit Safety-Silv-45 Vg = 1225 to 1370 Box Harris 3THES Ss 
No. 3THES Safety-Silv-56 Ag — 1145 to 1205 Box Harris 3THF2. 





Miller. 
Proportional Two-Gas Mixers 


= Each serves up to 5 welding stations 


These easy-to-use proportional gas mixers let you accurately blend your own 
custom TIG and MIG weld shielding gas mixtures (+2% of scale) for peak perfor- 
mance and optimal welds in a variety of different welding applications. Save money 
on stocking expensive premixed gases and eliminate stratification. Mixers also 

help you reduce set-up time by eliminating the need to change cylinders, flow 
control devices, or hoses when changing from one range of mixed gas to another. 
All models have a convenient chart on top which shows proper settings for argon/ 
oxygen and CO./oxygen; No. 2CZN9 also shows settings for argon/CO.. No. 2CZP1 
CO shows all the same settings as No. 2CZN9 (except for CO./oxygen), and also for 
Argon [| CY, argon/helium and nitrogen/hydrogen. 


Gas Mixer Outlet Pressure 





“iy 0 
10 
Of Primary Gas 


709-()06- 1" 


Gas Flow Inlet/Outlet Without Adjustment Item 
No. 2CZN8 Type Rate Connec. Flow PSIG/Bar % Range No. 
Argon and CO. : —0t0100/100to0 2CZN8 
Argon and Helium 4°n0, (80 90h, 7 8 RH 4573.1 Oto 100/100 to 0 2CZN9 
Argon and Hydrogen’ 50 to 100/50 to0  2CZP1 
2432 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Cutting Torch 
No. 2CZN1 






Heating Tip 
No. 2CZC1 


» 4 eee 


—~_ 
~~  — 
- ag 







Combination 
Torch Outfit 
No. 6GJFO Cutting Tip 


— No. 2CZA5 








al *(WistwarD 
No. 2CZP5 
Miller Cutting Torch 
Cutting Torches Consumables 
and Consumables pope Hem 
No. 2CZT2 For Use With Size Capacity No. 
Mtr. Item Consumables 
Description CutsUpTo Head L Model No. Cutting Tips, 1 Piece 
Cutting Torches Harris Style 6290 000 Steel Up to “e" 2CYZ7 
12: 90° at" SC229.—- 2CZN1 Cutting Tips, 2 Piece 
2 180° Of" SC220 6GJF7 Harris Style 6290 OOAC Steel Up to 4" 2CZA5 
24" (ee 36" $C935 2CZN3 ltem 
SC Series 24" 90° 21" SC929 6GJF5 For Use With Size No. 
Heavy Duty 24" 90° 48" $C949 38N740 Consumables 
24" 90° qe SC969_ ~—s- 38N742 Welding Tip Mixer 
24" 180° 36" SC930 3LVP8 Nos. 20ZD3, 2CZD4 4" 2CZD2 
24" 180° (2° SC960 3LVR1 Welding Tip Tubes 
Oxy Cutting Assemblies (Handle, Attachment, No. 207D2 16" 2CZD4 
Cutting Tips & Flashback Arrestors) P 7 28" 2CZD3 
MC Series n ° i eating Tips 
Medium Duty © 90 16 16281 6GJFI 3H 2CZB7 
SC Series n ° 3," Harris Style 2290 4H 2CZB8 
Heavy Duty 8 90 18% 16280 6GJFO 5H 5C7B9 
Tip Mfr. Item Heating Tip Assembly 
For Use With Size Capacity Model No. 1 2CZC1 
Consumables Harris Style H-63 2 2CZC2 
Cutting Tips, 1 Piece 3 2CZC3 
50 scfh cutting, 7.5 ; ; ; 
scth preheat 3% Steel Up to ¥% SC12-0 2CZP5 
85 scfh cutting, 11 ; . : 
scth preheat 3% Steel Up to % 8012-1 2CZP6 
135 sefh cutting, 3%" SteelUpto1%" SC12-2  2CZP7 
12 scfh preheat No. SGEH6 
A LE 3¥%5"  SteelUpto2" SC12-3 2CZP8 = 
14 scfh preheat : P 
315 scfh cutting, ; ; 
16 scth preheat 3% Steel Up to 4 SC12-4  2CZP9 


TURBOTORCH 
Portable Totes Consumables 


Nozzles are swaged for proper alignment. Each tip has a 


30 scfh, 7 scfh Preheat 2%" Steel Upto %e' MC12-00  2CZR2 
40 scth, 7 scth Preheat 25/4" Steel Upto 4" MC12-0 2CZR1 
81 scfh, 9 scfh Preheat 24" Steel Up to %' MC1i2-1 2CZR3 
118 scfh, 11 scfh Preheat 294" Steel Up to 1" MC12-2 2CZR4 


181 scfh, 12 scfh Preheat 2%! Steel Up to 2" MC12-3 2CZR5 Heating Tip 





Welding/Brazing Tips No. 2CZU4 ie ee ee ae 
7 Upto Va AW201 6GJG8 built-in spiral mixer individually designed for size and flame 
6" Up to %6a" AW203  6GJG9 characteristic. 
AW Acetylene Standard Duty—®. uP 10 o_o faa Welding Handle No. 5GEJ9 features compact, lightweight tube- 
7 Up to ¥%" AW209  6GJH2 within-tube design that is good for HVAC, refrigeration, and 
7 Up to 4" AW210 _ 6GJH3 plumbing applications. 
3.2 scfh WA Up to %«' SW203  2CZT8 
6 scfh By" Up to %" Sw205  2CZU1 weaiiua nnn ) Ha 
12 scfh by" Up to %e" SW207 =2CZU2 Bracing NocaIes escription ode 0. 
23 scth 99" Up to %" SW209  2CZU3 WILLE 
2.3 scfh 77 Upto vc" MW201__2¢zT2 reenes. Sze Ao eT eS BBE 
32 Sch) a a Ea Series: Size 1 0387-0041 SGEH7 
sale | CE a J Series, Size 2 0387-0042 5GEH8 
neaREToe 2 opto fe _Mieoy_202 16 J Series, Size 3 0387-0043 5GEH9 
eating Tips 223 
; Heating Nozzle 
nen if Acetylene _ Ale) _ S667 Fits ‘J’ Series handle 0325-0109 5GEH4 
175-060 sofh Natural Gas, 154 Rosebud, Natural gte15 — opzyg Torch Handle 
- scfh Natural Gas, 5%" 5 - 
235-430 scfh Propylene = dle ea Te gas ie Tatars dose connection 0386-0311 5GEJ9 
u ose U 5 5 
96 scfh 19 Acetylene ST605  202U4 Acetylene, 0 to 15 psig, CGA-200 Inlet, 4" NPT Outlet 0781-4240 49JP43 
31 scfh 10" , Acetylene MT603 2CZU5 Oxygen, 0 to 60 psig, CGA-540 Inlet, ¥8" NPT Outlet 0781-4241 49JP44 
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WELDING 
Cutting Torches & Consumables 


Scan. Order. Done. |=" 
Details on page A1. 





















Cutting Torches . 
and Consumables > 
z Mfr. Item 
Cutting Torch Description Model No. 
No. 13H867 Consumables 
Cutting Tips 
6290-NX, Size 0, Cuts % - %" Steel 1501220 13H868 
6290-NX, Size 1, Cuts % - 1" Steel 1501230 13H869 
6290-NX, Size 2, Cuts 1-2" Steel 1501240 13H870 
~—a 6290-NX, Size 3, Cuts 2-3" Steel 1501250 13H871 
. a | 6290-NX, Size 4, Cuts 3-6" Steel 1501260 13H872 
ee 0280. Size 2, Cuts 4° Stee 1501390 38K966 
Torch Handle . Machine Cutting Tips 
No. 5KX63 6290, Size 2/0, Cuts 2" Steel 6290-2/0-VVC 6XR21 
6290, Size 0, Cuts 1%" Steel 6290-0 %-VVC 6XR23 
6290, Size 1, Cuts 2" Steel 6290-1-VVC 6XR24 
Mfr. Item 6290, Size 1 %, Cuts 3" Steel 6290-1 1/2VVC 6XR25 
Description Cuts Up To Head Angle L Model No. 6290, Size 2, Cuts 4" Steel 6290-2VVC 6XR26 
Cutting Torches Welding Tip Mixer 
Model 62-5 42" 90° 18" 1003450 13H867 For Use With 23-A-90 Tips D-85 5KZ95 
90° 18" 62-5E 3WU26 Heat Tips 
Cutting Attachments For D-50-CL Tip Tube, Size %" - 24(M) 1800025 38K968 
Pipeliner, Heavy Duty 6 90° gy," 73-3 5KX55 For 2393 Tip Tube, Size 2" - 25(M) 1800150 38K959 
Steelworker, Light Duty 5D 90° gy," i273 5KX56 Heating Tip Assemblies 
L Mfr. Item For 43-2 Handle, Size 1 J-63-1 6XR30 
Description Tip Series (in.) Model No. For 43-2 Handle, Size 2 J-63-2 6XR31 
Torch Handles For 43-2 Handle, Size 3 J-63-3 6XR32 
Medium-Duty Brazing Tip 8% 85 5KX65 For 43-2 Handle, Size 4 J-63-4 6XR33 
2290 Heavy-Duty 23-A-90, 1390 9% 43-2 5KX63 For 43-2 Handle, Size 5 J-43-5 6XR27 
Cutting Torches VICTOR 
and Consumables a eee 
Mfr. Item 
Description Model No. 
Cutting Torch Consumables 
No. 20UU88 Cutting Tips 
. 1 Series, Size 1-101-0, Cuts 3%" Steel 6700-2410 20UK23 
1 Series, Size 1-101-1, Cuts 34" Steel 6700-2411 20UK24 
1 Series, Size 1-101-2, Cuts 1" Steel 6700-2412 20UK25 
1 Series, Size 1-101-3, Cuts 2" Steel 6700-2413 20UK26 
1 Series, Size 1-101-4, Cuts 3" Steel 6700-2414 20UK27 
1 Series, Size 1-101-5, Cuts 4" Steel 6700-2415 20UK28 
1 Series, Size 000, Cuts 1%" Steel 0330-0003 25DV33 
1 Series, Size 0, Cuts %' Steel 0330-0109 25DV39 
1 Series, Size 1, Cuts 34" Steel 0330-0199 25DV43 
: 1 Series, Size 1-GPN, Cuts 34" Steel 0333-0303 20UJ78 
Cutting Attachment 1 Series, Size 2, Cuts 1° Steel 0330-0113 25DV40 
No. 5KJ32 1 Series, Size 2, Cuts 1%" Steel 0333-0304 25DV50 
1 Series, Size 5, Cuts 4" Steel 0330-0008 25DV35 
1 Series, Size 1-101-00, Cuts %" Steel 0330-0004 5KJ11 
1 Series, Size 1-101-0, Cuts %" Steel 0330-0012 5KJ14 
1 Series, Size 1-101-1, Cuts 34" Steel 0330-0005 5KJ12 
1 Series, Size 1-101-2, Cuts 1" Steel 0330-0006 5KJ13 
1 Series, Size 1-101-3, Cuts 2" Steel 0330-0002 5KJ09 
1 Series, Size 1-101-4, Cuts 3" Steel 0330-0007 25DV34 
1 Series, Size 1-118-4, Cuts 3" Steel 0330-0114 20UJ76 
3 Series, Size 3-101-00, Cuts 14" Steel 0331-0009 5KJ16 
Welding Nozzle 3 Series, Size 3-101-0, Cuts %" Steel 0331-0013 5KJ17 
No. 5KH92 3 Series, Size 3-101-1, Cuts %" Steel 0331-0014 5KJ18 
3 Series, Size 3-101-2, Cuts 1" Steel 0331-0015 5KJ19 
3 Series, Size 3-101-3, Cuts 2" Steel 0331-0016 5KJ20 
Welding Nozzles 
Mfr. Item W Series, Size 00, Welds %a" 0323-0111 5KH79 
Description Cuts Up To Head Angle L Model No. W Series, Size 0, Welds 5%" 0323-0112 5KH80 
Cutting Torches <i BRETT W Series, Size 1, Welds 32" 0323-0120 5KH81 
° " - W Series, Size 2, Welds ¥%'" 0323-0121 5KH82 
Mcloye renee eenes ie 36° 0381-1625  20UJ90 W Series, Size 3, Welds 340" 0323-0122 5KH83 
Victor SST 900FC Series 5" 17' 0381-1620 20UJ87 W Series, Size 4, Welds 14" 0323-0130 5KH84 
90° 21" 0381-1621 5KJ34 W Series, Size 5, Welds 1%" 0323-0131 5KH85 
Victor ST9OOFC Series 36" 0381-1624  20UJ89 W-1 Series, Size 00, Welds %a' 0324-0069 5KH91 
48" 0381-1629  20UJ91 W-1 Series, Size 0, Welds 9%" 0324-0070 5KH92 
75° 21° 0381-1482  20UJ82 W-1 Series, Size 1, Welds 32" 0324-0071 5KH93 
21" 0381-1480  5KJ37 W-1 Series, Size 2, Welds ¥¢" 0324-0072 5KH94 
Victor ST2600FC Series 3" 90° 36" 0381-1496 20UJ85 W-1 Series, Size 3, Welds “16° 0324-0073 5KH95 
48" 0381-1502  20UJ86 W-1 Series, Size 4, Welds 14" 0324-0074 5KH96 
180° ral 0381-1484  20UJ83 W-J Series, Size 1, Welds 32" 0325-0084 5KJ03 
Victor SST 2600FC Series 90° is 0381-1486  20UJ84 W-J Series, Size 2, Welds ¥%'" 0325-0085 5KJ04 
Cutting Attachments W-J Series, Size 3, Welds %6' 0325-0086 5KJ05 
Victor 1260 Series 3" 99° : Sorat area W-J Series, Size 4, Welds 1%" 0387-0044 5KJ06 
: : u js Welding Tips 
uber isoyoelies : 180° 8° 0381-0421 25DV30 TE Series, Size 00 0311-0472 25DVG4 
75° 10" 0381-1930 54TA01 TE Series, Size 0 0311-0473 25DV65 
Victor 2460 Series 8 90° 10" 0381-1928 54RZ99 Heating Nozzles 
180° 10 0381-1932 54 TA02 MFA-1 Series, Size 8 0324-0111 25DW21 
L Mfr. Item MFA Series, Size 10 0323-0260 25DW10 
Description For Use With (in.) Model No. MFA Series, Size 12 0323-0261 25DW11 
Torch Handles MFA Series, Size 8 0387-0062 49NX08 
Victor 1 Series 55 Series, Size 20 0323-0326 25DW19 
310C . 11 0382-0015 25DV27 Heating Nozzles, Rosebud 
WH 315FC+ Ral ai ae 9 0382-0093  54TA03 4-MFA Series 0323-0250 5KH87 
J-Series aida 5 0382-0006 49NW97 4-MFA-J Series 0325-0105 5KJ08 
Victor 3 Series 6-MFA-1 Series 0324-0110 5KH98 
100FC Victor 1350 Series, MFA-1, MFN-1, W-1 8% 0382-0032 5KJ42 Universal Nozzle 
J-28 Victor 1260 Series, MFJ Series, W-J Series 6 0382-0127 5KJ44 UN-J Series, Size Multiple 0325-0101 49NWw91 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


WELDING 
Accessories & Reels 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Flashback 
Arrestors 
No. 5KJ54 


E> LOS VICTOR 









®/Q/REELCRAFT 


Arc Welding Cable Reels 


Corrosion-resistant powder-coated finish. Hand crank reels 
include lead wire. Spring drive reels have vibrationproof, 
self-locking latch and permanently lubricated bearings. 
Overall Mfr. 


Max. Overall Overall 





Hand Crank 
No. 3VE30 


> 


reverse flow of gases. 


sizes of Harris tips. 


immediately for total shutoff. 
Description 


Pair for Torch 


Pair for Torch, CutSkill FBT-2 
Pair for Torch, CutSkill FBR-2 
Pair for Torch, Flamebuster FBR-1 


Spring Drive 
No. 4NB19 


Pair for Regulator 
Flashback Arrestor Set 


Oxygen Regulator 

Fuel Regulator 

Quick Disconnects (Pair) 
Item 


Description Amps Length Width Height Model No. Pair for Torch 
Hand Crank, Truck Mount Pair for Regulator 
Single Reel 300 18" 19" 1594" T-1460-0 2CAJ6 Check Valves (Pair) 
Double Reel 300 18" 16%" Rich T-2464-0 —_ 3VE31 
300 18" 29" 19" T-2462-0 —_ 3VE30 Bair for Torch 
Spring Return, Floor, Wall, Ceiling, Bench and Truck Mount 
Single Reel 19" 1434" 20%" WC7000_ _ 4NB19 
9 400 24" 16" 2078 WC80001_ _ 4NB20 Pair for Regulator 
(ia 
COXREELS te F 
®{@[REELCRAFT \ = 
Welding Hose and Reels 
WELDING HOSE HOSE REELS 


Heavy-duty cover resists the deteriorat- 
ing effects of oils, acids, alkalis, and other 
liquids. %6'-18 UNF 2B thread fittings. 
WARNING: The use of certain fuel gases may 


damage welding hose and lead to fires and 
explosions. 


Westward® Gemini Grade R—Made 
high-tensile spiral-reinforced EPDM tube. 


Color-coded lines: green (oxygen) and red 
(acetylene). 


Westward® Gemini Grade T—Oil- 
resistant Chemivic™ cover provides 


abrasion resistance in extreme conditions. 


Reels feature permanently lubricated 
bearings and a corrosion-resistant 
powder-coated finish. Spring-drive reels 
have a vibrationproof, self-locking latch. 


Reelcraft models have grade T seals 

and twin line hoses that meet RMA/CGA 
Type V.D. grade T specifications for flame 
resistance and burst strength. Coxreels® 
models have an adjustable guide arm, 
external fluid path, dual-ported brass 
swivel and Viton® seals. 


Hose Hose (F)NPT Reel Max. Max. Overall Overall Overall Mfr. Item 
1.D. Length Hose Outlet Inlet(in.) Pressure Temp. Length Width Height Brand Model No. 
Oxy-Acetylene, Grade R 
Spring Driven Reels With Hose 
25 ft. %e' UNF 2) 200 psi 150°F 1334" 6 14%" _Reelcraft_ TW5425 OLP 38EE86 
Vj" 50 ft. — %e' UNF 2 200 psi 150°F 19" a 20%" Reelcraft_ [W/450 OLP 38EE87 
* “60ft. _%e" UNF 2) 200 psi 150°F 19" da 20%" Reelcraft_ IW/460 OLP 38EE88 
100 ft. YA" Va 200 psi 150°F 24" = 10%" ~=25%" Coxreels SHW-N-1100 16X587 
Oxy-Acetylene, Mapp, Propane, Natural and Fuel Gas, Grade T 
Hand Crank Reel Without Hose 
Ys" 150 ft. %e' UNF V6 200 psi 150°F 1594" —-18" 19" _Reelcraft _[-1225-04 4NB18 
Spring Driven Reels Without Hose 
Ys" 100 ft. %6' UNF Va 200 psi 250°F 24" 13" 25%" _Reelcraft TW84000 OLPT 5PG12 
Spring Driven Reels With Hose 
25 ft. %e' UNF 2) 200 psi 150°F 1334" 6" 14%" _Reelcraft_ TW5425 OLPT 5PR83 
y, 20 Tt. %16' UNF Va 200 psi 150°F 19" 1: 20%" Reelcraft_ TW/450 OLPT 5SPR84 
60 ft. %e' UNF Va 200 psi _150°F __19" 7" 201%" _Reelcraft_ !W/460 OLPT 38EE89 
100 ft. %e' UNF V6 200 psi 250°F 24" 13" 25%" _Reelcraft_ TW84100 OLPT 4NB16 
Ye /O Tt. Me’ UNF V6 200 psi 250°F 24" 13" 25%" _ Reelcraft_ TW860/75 OLPT 4NB17 


High Flow Regulator Flashback Arrestors—Thermal 
shutoff positively shuts off gas and can be used on all 


Quick Disconnects—Feature automatic gas shutoff. 


Flashback Arrestors (Oxygen & Fuel) 








Flashback Arrestors, Quick 
Disconnects, and Check Valves 


Flashback Arrestors—Built-in check valves prevent 


Check Valves—f reverse gas flow starts, valve closes 


High Flow Regulator Flashback Arrestors (Each) 


Connection Brand 
A %-24 Uniweld 
B %6-18 RH/LH Victor 
B %6-18 RH/LH Miller Electric 
B %6-18 RH/LH Victor 
B %6-18 RH/LH Victor 
B %6-18 RH/LH Victor 
A %-24 Uniweld 
B %6-18 RH/LH Harris 
B %6-18 RH/LH Miller Electric 
B %6-18 RH/LH Harris 
B %6-18 RH Harris 
B %6-18 LH Harris 
9/16-18R&L Victor 
9/16-18R&L Harris 
9/16-18R&L Harris 
9/16-18R&L Harris 
9/16-18R&L Victor 
9/16-18R&L Miller Electric 
3/8-24 A Uniweld 
9/16-18R&L Miller Electric 


No. 5PR83 
Hose Inside Hose Outside 
Dia. (in.) Dia. (in.) 
Westward Hose, Gemini Grade R 
3 “6 
36 Te 
/; 1i/39 


1/30 
Westward Hose, Gemini Grade T 
Vs 17/39 
1/39 
Reelcraft Twin Inlet Hose, Grade T 


17/39 
V4 
WED) 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


No. 5KZ81 
Mfr. 
Model 
TFAA 
0656-0001 
H/43 
0656-0006 
0656-0007 
0656-0004 
RFAA 
88-5FBR-R & L 
Hfo3 
88-5 FBT R&L 


88-OFBHF-RR 
88-5FBHF-RL 


0656-0000 
26-QCT R &L 
26-QCR R &L 


88-6CVT R&L 
0690-0011 





No. 4LG87 


Hose 
Length (ft.) 








Quick Disconnect 


Item 
No. 


9KH48 
oKJ94 
3LVR9 
20UJ98 
20UJ99 
20UJ97 
9KH37 
oKZ78 
3LVR4 
6ZFAS 


9KZ79 
dKZ82 


20UJ96 
9KZ81 
oKZ80 


2WY31 
oKJ97 
3LVR6 
oKH47 
3LVR7 


Item 
No. 


22/04 
62011 
22/05 
62012 


4LG87 
ALG88 


ANB43 
4NB44 


2439 








WELDING 
Torches 







Scan. Order. Done. 
Details on page A1. 








( SIEVERT. 


Swedish design and quality since 1882. 


A 
BERNZ()MATI 


mp x. No. 
TURBO TORCH UNIWELD = {y i 36RE27 
SE — Sy”, 
Torches 
Item 
Description Series Flame Type Fuel Ignitor Includes No. 
Bernzomatic 
TS99T Swirl MAP-Pro Instant On/Off — 4NE94 
Torch LT60 Hot-Air MAP-Pro Self Igniting _— 4NE84 
TS4000T Swirl MAP-Pro Instant On/Off _ 4NE96 
TS8000 Swirl MAP-Pro Instant On/Off — 3DPX3 
UL100 Pencil Propane Manual 14.1 oz. Propane Gas Cylinder 33V973 
KC3500 Adjustable Propane Instant On/Off 14.1 oz Propane Fuel Cylinder 52RM88 
Torch Kit TS4000KC Swirl MAP-Pro Instant On/Off 14.1 0z. MAX-Pro Gas Cylinder 33V969 
TS8000BZKC Swirl MAP-Pro Instant On/Off 14.1 oz. MAX-Pro Gas Cylinder 33V972 
BZ8250KC Swirl MAP-Pro Instant On/Off BZ8250HT Hose Torch, Fuel Holster, 14.1 0z. MAP-Pro Fuel Cylinder 33V970 
Sievert 
PowerJet Pinpoint, Standard, Hot-Air MAP-Pro Instant On/Off Torch Handle, Lg Cyclone Burner, Hot-Air Burner, Soft Flame Burner, Nozzle, & Canvas Bag 36RC55 
Torch Kit er Torch Handle, Pinpoint Burner, Standard Burner, Sm. Cyclone Burner, Lg Cyclone 
PowerJet Pinpoint, Standard, Hot-Air MAP-Pro Instant On/Off Burner, Hot-Air Burner, Soft Flame Burner, Nozzle, & Canvas Bag 36RC54 
TurboTorch 
SK-/000 Swirl MAP-Pro Self Igniting _ 36RE27 
TL-44-NL Swirl MAP-Pro Self Igniting — 36RE26 
STK-9 Swirl MAP-Pro Manual Pressure Regulator, ST3 Tip 4PU14 
Torch TX-503 Swirl MAP-Pro Self Igniting — 4PU16 
STK-99 Swirl MAP-Pro Self Igniting STK-R Regulator w/360° Self-Light Swivel Tip, Orifice Screw 5UX31 
TXC-504 Swirl MAP-Pro Self Igniting Durable Plastic Case 36RE28 
TX-504 Swirl MAP-Pro Self Igniting _ 4PE99 
TX-500 Swirl MAP-Pro Self Igniting TX504 & 1503 Tip 4PU15 
Torch Kit PL-4T DLX Swirl MAP-Pro Self Igniting Regulator, Handle, Hose, PL-4T Tip 4PU17 
PL-DLXPT Swirl MAP-Pro Self Igniting Tool Bag, Two Self Lighting Tips, Regulator, Hose, Hose Clamp, Heat Shield & Solder. 5GEH1 
LP-1 Swirl MAP-Pro Manual Regulator, Handle, Hose, T-4 Tip, I-6 Tips 4PU11 
Uniweld 
PCV25 Pencil MAP-Pro Manual = oKH36 
Torch UTS LP Swirl MAP-Pro Manual Regulator w/360° Swivel Elbow & LP Twister Tip oKH38 
UT6 LP Swirl Propane Self Igniting Regulator w/360° Swivel Elbow & LP Twister Silver Bullet Tip oKH39 
Torch Kit US: LP Swirl MAP-Pro Manual Regulator w/360° Swivel Elbow, 16 oz. MAX-Pro, LP Twister Tip & Self-Fluxing Alloy oKH31 


~ Turboforch )} 


TURBOTORCH saat aT Mag torch 
Torch Kits and Accessories 


Kits feature quick-disconnect handles and tips. O-rings are color-coded for quick gas 
identification. Tips feature swirl combustion for higher target temperatures. 





Mfr. Item 
Description Includes Model Brand No. 

Acetylene Torch Kits 
For B Tanks 
Brazing Copper Connections ALT? Huse $4 Tip, Gauge Gugtd 0386-0090 TurboTorch 4PU19 
11%" Soft Solder, ¥4" Silver Braze G4 handle, AH-12 hose, A-5 tip, tank key 0386-0338 Turbolorch 5UX20 Acetylene Torch Kit Torch Tip 
3" Soft Solder, 14" Silver Braze fi ei cae ps 0386-0335 TurboTorch 5UX19 No. 5UX21 No. 4PU32 

' i G4 handle, AH-12 hose, A-5 Mfr. Item 
3%" Soft Solder, 2"' Silver Braze tip, A-14 tip, tank key 0386-0336 TurboTorch 5SGEG3 Description Series Brand Model No. 
For B Tanks, Self-Lighting Se antag Torch Tips CITE SEC RGEC Taar EIT SSS RAAT 

. AR-B CGA-520 Regulator, G4 2 Tip ag-Torc 
2° Soft Solder, 1" Silver Braze G4 handle, AH-12 hose, A-5 tip, tank key 0386-0833 Turbolorch 5UX29 Ye' Tip, Y2 Soft Solder, 4° Silver Braze A-2 — Turbolorch 0386-0100 4PU28 
For MC Tanks He Tip, 1° Soft Solder, 2" Silver Braze A-3— Turboforch 0386-0101 5UX12 
1%" Soft Solder, 74° Silver Braze G4 handle, AH-12 hose, A-5 tip, tank key 0386-0384 Turbolorch 5GEG2 Ya" Tip, 1%" Soft Solder, 4" Silver Braze A-5 — Turbolorch 0386-0102 5UX13 
2. Sott Solder, 1° Silver Braze G4 handle, AH-12 hose, A-5 tip, tank key 0386-0339 Turbolorch 5UX21 %6' Tip, 2' Soft Solder, 1° Silver Braze A-8 — Turboforch 0386-0103 5UX14 
For MC Tanks, Self-Lighting “6 Tip, 3° Soft Solder, 1%" Silver Braze A-11  Turbolorch 0386-0104 5UX15 

; AR-MC CGA-200 Regulator, G4 Yo" Tip, 3%2' Soft Solder, 2" Silver Braze A-14  TurboTorch 0386-0105 4PU32 
Brazing Handle, Ah-12 Hose, PI-8A Tip 0386-0834 TurboTorch SGEGO = —y.rTin-G* Soft Solder, 4" Silver Braze  A-32  TurboTorch 0386-0106 5GEJ2 
MAP-Pro Torch Kits Self-Lighting Torch Tips 
22" Soft Solder, 1%" Silver Braze Regulator, handle, hose, 1-4 tip 0386-0006 Turbolorch 5UX08 Ys" Tip, 1° Soft Solder, ¥2" Silver Solder PL-3A  TurboTorch 0386-0874 5GEJ1 
4" Soft Solder, 2" Silver Braze Regulator, handle, hose, T-3 and 1-5 tips 0386-0007 Turbolorch 5UX09 %6' lip, 2' Soft Solder, 1" Silver Solder PL-8A  Turbolorch 0386-0819 4PU18 
Ya" to 4" Soft Solder 5 ft. Hose Torch, Fuel Holster 384401  Bernzomatic 5JPKO ¥s' Tip, 4" Soft Solder, 2" Silver Solder PL-12A Turbolorch 0386-0820 5GEJ6 
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WELDING 
Air/Gas Kits, Sludge Removal & Fuel 









Air/Acetylene 
Soft Flame Kit 
No. 5KH21 
yet. Wy Air/Acetylene 
UNIWELD §- Twister® Kit 
w  #«C < No. 5KHO8 
ER Sy 


HVAC, Plumbing, and 


Maintenance Air/Gas Kits 


Air/Acetylene Soft Flame Kit—No. 5KH21 gives 
precise 2700°F target heat and fast heat transfer 
making this ideal for soldering copper tubing. Screw- 
connect handle has easy access rear control valve. 
Includes RB acetylene regulator, S23 soft flame tip, 
TH3 screw-connect handle and H12 12'-ft. acety- 
lene gas hose. 


No. 5KH29 includes $21, S22, $24, $25, $26, and 
$27 tips that fit No. 5KH21 (Uniweld K37) and most 
screw-connect air/gas torch handles. 


Air/Acetylene Twister® Kits—For brazing and 
soldering copper tubing in maintenance and HVAC 
applications. Kit includes RB acetylene regulator, TH6 
quick-connect handle, A-3 and A-11 Twister tips, 
H12 12'%-ft. acetylene hose, and 502 stand. 


No. 5KH22 tips fit most quick-connect air/gas Copper Tubing Capacity 
torch handles. Includes A-5 and A-8 sizes to extend Soft Silver 


<< 





Quick-Connect 
Tip Set 
No. 5KH22 


; +4 Tip Solder Solder 
No. SKHO8 Air/Acetylene Twister Kit's brazing and Rir/Acetylene Twister Tips 
soldering capabilities. A-3 "tol to” 
A-5  ¥%' toi“ VY'to”' 
_ Mfr. Item A-8 f'to2" = Y'toT" 
: Description — Model No. A-11 1%"to3" “%'to1%' 
Air/Acetylene Soft Flame Kit Air/Acetylene Soft Flame Tips 
Air/Acetylene Kit K3/7___ 5KH21 S21 Veto %" Upto Ve 
Screw Connect Soft Flame Tip Set KSF _ 5KH29 $22. %'to% Upto %' 
Air/Acetylene Twister® Kits $23. % to’ Upto 
Air/Acetylene Kit 89601 5KHO7 $24. %'to1" Upto %' 
Air/Acetylene Kit, w/B Tank and Alloy Pack 89602U 5KHO08 520. 4 tol” Y'to%' 
Quick Connect Tip Set KAd8__ SKH22 S26. 1'to4’ 4% tol” 
Carrying Stand for B Tank 902  2CZV9 S2/. ve to% Upto %' 


Propane 
No. 5UX34 





‘WORTHINGTON 
UE nem 
Fuel Cylinders 


No. 2YMW5 has left-handed threads. Nos. 2YMW6 and 
5UX34 have CGA 600 valve with right-handed threads. 


Item 

Flame Type Fuel Capacity No. 
Oxygen 1.4 02. 2YMW5 
MAP-Pro 14 02. 2YMW6 
Propane 14 oz. 5UX34 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Sludge Sucker® 
No. 2CZW1 





Clog Blaster 
No. 2CZW3 


Nitrogen Sludge 
Sucker® Kit 
No. 5KHO3 


E> GO 





nat Remover Kits 


Sludge Sucker®—Uses compressed gas to create suction that pulls sludge 
from condensate lines. 


Sludge/Clog Blasters—Sludge Blaster uses compressed air to expand inside 
drain lines with 4" hose connection. Clog Blasters use water from a standard 
¥4" garden hose. Plug adapter kit uses compressed air to flush drains after 
unclogging. 


Nitrogen Sludge Sucker® Kits—Both kits include Sludge Baster®, Sludge 
Sucker, nitrogen regulator, vinyl hose, 2-ft. and 5-ft. service hose, and blowgun. 


No. 5KHO3 also includes 5-ft. vacuum hose, 40-cu.-ft. empty tank, and carrying 
stand. 


No. SKHO4 comes with air chuck, 2" and %4" rubber plugs, and needle tip. 


Mfr. Item 

Description Model No. 
Sludge Sucker® 
4" PVC, Use w/All Lines 40000 2CZW1 
Sludge/Clog Blasters 
Sludge Blaster, Pipe Capacity of 34" to 1" ID 40061 2CZW2 
Clog Blaster, Pipe Capacity 1" to 2" ID 40062 2CZW3 
Clog Blaster, Pipe Capacity 1.5" to 3" ID 40063 2CZW4 
Clog Blaster, ¥4" Garden Hose 40064 2CZW5 
Plug Ada aptor Kit 40080 2CZW6 
Nitrogen Sludge Sucker® Kits 
Sludge Maintenance Kit 40040U 5KHO3 
Sludge Maintenance Kit 40055 5KHO4 
Empty Fuel Cylinder, Empty 40 Cu Ft, CGA 580 N40 2CZW8 


SMALL PART, BIG PROBLEM 


Your job just got easier. Whether it’s routine 


maintenance or an emergency repair, our 
repair parts center has the parts you need to 
get back on the job. 


> Get started today at grainger.com/repairparts 
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LUBRICATION 


Lubricants 


Scan. Order. Done. 
Details on page A1. 





3-In-One 
Squeeze 
Bottle 
No. 20LA83 


r) ae 
Blaster 
Aerosol Can 
No. 402M55 


CRC 
Jug 
No. 1HBK4 





Jet-Lube 
Pail 
No. 5CHT2 





LPS 
Jug 
No. 49CR97 





Renewable 
Lubricants 
Pail 
No. 21A545 


= 





Sprayon 
Spray Bottle 
No. 4GUM8 





Sprayway 
Aerosol Can 
No. 45C001 





Teflon 
Squeeze Bottle 
No. 35RP17 


ee BLISTER ON YEFLUBE fei LPs 


General Purpose Lubricants 
Reduce friction and wear, and prevent machinery from overheating. They leave a slippery coating on two surfaces to keep moving 
parts like wheels, hinges, and gears moving smoothly and extend the life of equipment. They also provide some protection against 
water damage, contaminants, and corrosives. 


Series 
3-In-One 


Blaster 


CRC 


Power Lube® 
Syntha-Tech™ 


Jet-Lube 
769 
CC-Lube™ 
EMS™ 
Liquid Wrench 
LPS 
LPS 2 
Magnum 
TKX 
Petrochem 


GEARSYN FGG-150 
Renewable Lubricants 


Bio-Food Grade 


Bio-Penetrating Lubricant 


Sprayon 
LU206 


LU210 


LU212 
LU213 
LU214 


LU711 


LU/27 
LU/28 


LU905 
Sprayway 
Black Label 


L1 
Super Lube 


Teflon 
TMU 


TSL 
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Container 
Size 


4 oz. Squeeze Bottle 
4 oz. Squeeze Bottle 


6 oz. Aerosol Can 

16 oz. Aerosol Can 

16 oz. Aerosol Can 

1 gal. Aerosol Can 
1 gal. Can 


12 oz. Aerosol Can 
16 oz. Aerosol Can 
6 oz. Aerosol Can 
16 oz. Spray Bottle 
16 oz. Aerosol Can 

1 gal. Jug 

5 gal. Pail 

55 gal. Drum 

12 oz. Aerosol Can 
16 oz. Aerosol Can 
16 oz. Aerosol Can 


12 oz. Aerosol Can 
12 oz. Aerosol Can 
5 gal. Pail 
15 gal. Drum 
1 gal. Pail 
5 gal. Jug 


18 oz. Aerosol Can 
18 oz. Aerosol Can 


16 oz. Aerosol Can 
16 oz. Aerosol Can 
5 gal. Pail 
16 oz. Aerosol Can 
20 oz. Spray Bottle 
1 gal. Can 
5 gal. Pail 
99 gal. Drum 
16 oz. Aerosol Can 
16 oz. Aerosol Can 
20 oz. Spray Bottle 
1 gal. Jug 
5 gal. Pail 
55 gal. Drum 


5 gal. Pail 


1 gal. Jug 
5 gal. Pail 
16 oz. Aerosol Can 
16 oz. Aerosol Can 
1 gal. Jug 


14 oz. Spray Bottle 
16 oz. Aerosol Can 
5 gal. Pail 
14 oz. Spray Bottle 
16 oz. Aerosol Can 
5 gal. Pail 
do gal. Drum 
20 oz. Aerosol Can 
20 oz. Aerosol Can 
20 oz. Aerosol Can 
14 oz. Spray Bottle 
16 oz. Aerosol Can 
1 gal. Can 
5 gal. Pail 
do gal. Drum 
16 oz. Aerosol Can 
16 oz. Aerosol Can 
16 oz. Aerosol Can 
16 oz. Aerosol Can 


20 oz. Aerosol Can 
20 oz. Aerosol Can 
15 oz. Aerosol Can 


4 oz. Squeeze Bottle 
11 0z. Aerosol Can 
11 0z. Aerosol Can 
32 Oz. Spray Bottle 


4 oz. Squeeze Bottle 
16 oz. Aerosol Can 
1.5 Ib. Jug 
4 oz. Squeeze Bottle 
16 oz. Aerosol Can 
1.5 Ib. Jug 
9 gal. Pail 


Lubricant Base 


Mineral Oil 
Mineral Oil 


Petroleum Distillates 
Silicone 
Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 


Silicone 
Silicone 
Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 
Synthetic Oil 


Petroleum Distillates 
Mineral Oil 
Semi-Synthetic Oil 
Semi-Synthetic Oil 
Silicone 
Silicone 


Petroleum Distillates 
Mineral Oil 


Silicone 

Silicone 

Silicone 
Mineral Oil 
Mineral Oil 
Mineral Oil 
Mineral Oil 
Mineral Oil 

Petroleum Distillates 

Mineral Oil 
Mineral Oil 
Mineral Oil 
Mineral Oil 
Mineral Oil 


Synthetic Oil 


Vegetable Oil 
Vegetable Oil 
Petroleum Distillates 
Vegetable Oil 
Vegetable Oil 


Silicone 
Silicone 
Silicone 
Silicone 
Silicone 
Silicone 
Silicone 
Silicone 
Vegetable Oil 
Synthetic Oil 
Mineral Oil 
Mineral Oil 
Mineral Oil 
Mineral Oil 
Mineral Oil 
Mineral Oil 
synthetic Oil 
Silicone 
Silicone 


Petroleum Distillates PTFE, Molybdenum 


Silicone 
Petroleum Distillates 


Silicone 
Silicone 
Synthetic Oil 
Synthetic Oil 


Synthetic Oil 

Synthetic Oil 

synthetic Oil 
Silicone 
Silicone 
Silicone 
Silicone 


Primary Additive 


Silicone 
PTFE 


PRE 
No Additives 
No Additives 
PF 
PTFE 


No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
PTFE 
PTFE 


Silicone 
No Additives 
PTFE 
PTFE 


No Additives 
No Additives 


No Additives 
Silicone 


No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
PTFE 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 


No Additives 


No Additives 
No Additives 
No Additives 
No Additives 
No Additives 


No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
PTFE 
PTFE 
No Additives 
No Additives 
No Additives 
No Additives 
No Additives 
PIPE 
PTFE 
No Additives 
No Additives 


No Additives 
No Additives 


No Additives 
No Additives 


PTFE 
No Additives 
No Additives 
No Additives 
No Additives 


SPECIALTY LUBRICANTS 


NSF 
Rating 


Not Rated 
Not Rated 


Not Rated 
Not Rated 
H1 Food Grade 
Not Rated 
Not Rated 


Not Rated 

H1 Food Grade 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 

H1 Food Grade 


H1 Food Grade 
H2 No Food Contact 
H1 Food Grade 
H1 Food Grade 
H1 Food Grade 
H1 Food Grade 


Not Rated 
Not Rated 


H1 Food Grade 

H1 Food Grade 

H1 Food Grade 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 


H1 Food Grade 


H1 Food Grade 

H1 Food Grade 

H1 Food Grade 
Not Rated 
Not Rated 


Not Rated 
Not Rated 
Not Rated 
H1 Food Grade 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H1 Food Grade 
H1 Food Grade 
H1 Food Grade 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
Not Rated 
H1 Food Grade 
Not Rated 
H2 No Food Contact 


Not Rated 
H1 Food Grade 
Not Rated 


H1 Food Grade 
H1 Food Grade 
H1 Food Grade 
H1 Food Grade 


H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 


PETROCHEM , INC. 


Operating 
Temp. Range 


-100° to 500°F 
-50° to 500°F 


0° to 120°F 
0° to 120°F 
12°10 120°F 
0° to 120°F 
0° to 120°F 


-40° to 400°F 
0° to 400°F 
-50° to 250°F 
-50° to 250°F 
-50° to 250°F 
-50° to 250°F 
-50° to 250°F 
-50° to 250°F 
-50 to 250°F 
-40° to 300°F 
-40° to 450°F 


-40° to 350°F 
=2o to3U0'T 
-40° to 400°F 
0° to 400°F 
20° to 900°F 
20° to 00°F 


-20° to 115°F 
-20° to 115°F 


40° to 500°F 
-40° to 500°F 
40° to 500°F 
-50° to 350°F 
-50" to 350°F 
-90° to 350°F 
-50° to 350°F 
-90° to 350°F 
-50° to 500°F 
-50° to 300°F 
-59° to 300°F 
-99° to 300°F 
-90° to 500°F 
-59° to 300°F 


=13: to 295°F 


32° to 622°F 
32° to 622°F 
0° to 280°F 
-20° to 295°F 
-20° to 295°F 


-50” to 550°F 
-50° to 550°F 
-00° to 550°F 
-40° to 450°F 
-40° to 450°F 
-40° to 450°F 
-40° to 450°F 
-40° to 450°F 
12° to 635°F 
-/8° to 478°F 
-20° to 500°F 
-20° to 500°F 
-20° to 500°F 
-20° to 500°F 
-20° to 500°F 
-40° to 450°F 
-40° to 475°F 
-40° to 450°F 
-08" to 5/5°F 


-20° to 500°F 
-5° to 450°F 
up to 400°F 


-58° to 392°F 
-40° to 392°F 
-45° to 450°F 
-45° to 450°F 


-30° to 300°F 
-30° to 300°F 
-30° to 300°F 
-20° to 250°F 
-20° to 250°F 
-40° to 400°F 
-40° to 400°F 


Find even MORE on Grainger.com® 


Lubricant 
Color 


Brown 
Amber 


Colorless 
Colorless 
Colorless 
White 
Colorless 


Colorless 
White 
Blue/Green 
Blue/Green 
Blue/Green 
Blue/Green 
Blue/Green 
Blue/Green 
Amber 
Amber 
White 


Colorless 
Yellow 
Colorless 
Colorless 
White 
White 


Yellow 
Yellow 


White 
Colorless 
White 
Brown 
Brown 
Brown 
Brown 
Brown 
Brown 
Green 
Green 
Green 
Green 
Green 


Colorless 


Yellow 
Yellow 
Colorless 
Yellow 
Yellow 


Colorless 
Colorless 
Colorless 
Colorless 
Colorless 
Colorless 
Colorless 
Colorless 
Amber 
Colorless 
Amber 
Amber 
Amber 
Amber 
Amber 
Amber 
Colorless 
Colorless 
Colorless 


White 
Colorless 
Colorless 


Colorless 
Colorless 
Colorless 
Colorless 


Colorless 
Colorless 
Colorless 
Colorless 
Colorless 
Colorless 
Colorless 


Odorless Flammability 


Yes 
Yes 


No 
No 


No 
No 


No 
No 
No 
No 
No 
No 
No 
No 





Item 

No. 

Flammable 20LA83 
Flammable 20LA86 
Flammable 48GG07 
Flammable 16W546 
Flammable 402M55 
Flammable 4LRG3 
Flammable 48GG09 
Flammable 19MX42 
Non-Flammable 4YPJ3 
Flammable 4JB28 
Flammable 4JB29 
Flammable 2F141 
Flammable 1HBK4 
Flammable 5VE52 
Flammable 3APL3 
Flammable 12W319 
Flammable 3EEE3 
Flammable 12W314 
Flammable 2YKK3 
Non-Flammable 5CHT9 
Non-Flammable 5CHRO 
Non-Flammable 5CHR1 
Non-Flammable 5CHT2 
Non-Flammable 5CHT3 
Flammable 54YT54 
Flammable 54YT60 
Flammable 4KK76 
Flammable 19C656 
Flammable 49CR99 
Flammable 6Y744 
Flammable 2JFD9 
Flammable 36FL97 
Flammable 36FL94 
Flammable 4UAD6 
Flammable 4KK75 
Flammable 4KK77 
Flammable 2JFD5 
Flammable 49CR97 
Flammable 49CR98 
Flammable 20Y621 
Flammable 45VG11 
Non-Flammable 21A544 
Non-Flammable 21A545 
Non-Flammable 2VXN3 
Flammable 2NMV6 
Non-Flammable 2NMV5 
Flammable 4GUR2 
Flammable 2X988 
Flammable 30WK47 
Flammable 4GUM8 
Flammable 6KHE3 
Flammable 30WK31 
Flammable 30WK382 
Flammable 12R251 
Flammable 12R254 
Flammable 24A829 
Flammable 4GUR1 
Flammable 2X725 
Flammable 30WK37 
Flammable 30WK38 
Flammable 30WK39 
Flammable 5PE63 
Non-Flammable 1MEU2 
Flammable 6KDX9 
Flammable 6KDYO 
Flammable 45C001 
Flammable 45C004 
45A999 
Non-Flammable 436P96 
Flammable 44N745 
Flammable 44N742 
Non-Flammable 44N740 
Flammable 35RP17 
Flammable 35RP18 
Flammable 35RP19 
Flammable 35RP22 
Flammable 35RP23 
Flammable 35RP24 
Flammable 35RP26 
EL» 
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GRAINGER CHOICE’ LUBRICATION 
Find the wy. Find Solutions. Find Great Prices. Lubricants 
icants ov ae 
1 eid g 
General Purpose Lubricants" — ...... Q— | 
Container NSF Operating Lubricant Item Tri-Flow 
Series Size Lubricant Base _—‘ Primary Additive Rating Temp. Range Color Odorless Flammability No. Dropper 
Tri-Flow Bottle 
0.25 oz. Pen Mineral Oil Pre H2 No Food Contact -60° to 475°F Brown No Flammable —_ 2PB97 No. 
2 oz. Dropper Bottle Petroleum Distillates PTFE H2 No Food Contact -60° to 475°F Brown No Flammable  3JDL/ 3JDL7 
6 oz. Aerosol Can Petroleum Distillates PTFE H2 No Food Contact -60° to 475°F Brown No Flammable 3JDL5 
= 8 oz. Aerosol Can Mineral Oil PTFE H2 No Food Contact -60° to 475°F Brown No Flammable  3JDL3 
12 oz. Aerosol Can Mineral Oil PUre H2 No Food Contact -60° to 475°F Brown No Flammable 3KB6/ 
18 oz. Spray Bottle Petroleum Distillates PIPE H2 No Food Contact -60° to 475°F Brown No Flammable 4TA89 
1 gal. Jug Mineral Oil PTFE H2 No Food Contact -60° to 475°F Brown No Flammable 2PB96 
WD-40 
3 oz. Aerosol Can Mineral Oil No Additives Not Rated -60° to 300°F Amber Yes Flammable 20JY59 WD-40 
8 oz. Aerosol Can Mineral Oil No Additives Not Rated -60° to 300°F Amber Yes Flammable 20JY60 Spray 
11 oz. Aerosol Can Mineral Oil No Additives Not Rated -60° to 300°F Amber Yes Flammable 20JY61 oo 
12 oz. Aerosol Can Mineral Oil No Additives Not Rated -60° to 300°F Amber Yes Flammable  20JY62 
= 21 oz. Aerosol Can Mineral Oil No Additives Not Rated -60° to 300°F Amber Yes Flammable 20JY63 
20 oz. Spray Bottle Mineral Oil No Additives Not Rated -60° to 300°F Amber Yes Flammable  20JY65 20565 
23 oz. Aerosol Can Mineral Oil No Additives Not Rated -60° to 300°F Amber Yes Flammable  20JY64 
1 gal. Can Petroleum Distillates No Additives Not Rated -60° to 300°F Amber Yes Flammable 20JY66 
9 gal. Pail Petroleum Distillates No Additives Not Rated -60° to 300°F Amber Yes Flammable  20JY6/ 
oo gal.Drum __ Petroleum Distillates | No Additives Not Rated -60° to 300°F Amber Yes Flammable  20JY68 
EZ Reach, Flexible Straw 20 oz. Aerosol Can Petroleum Distillates No Additives Not Rated -60° to 300°F Amber Yes Flammable 40LP99 
WD-40 Specialist WD-40 
= 15 oz. Aerosol Can Mineral Oil No Additives Not Rated -100° to 500°F Amber Yes Flammable 45WD32 to 
Zep Specialist 
_ 11 0z. Aerosol Can Mineral Oil PEE Not Rated -20° to 200°F White No Flammable 449V92 Aerosol 
15 oz. Aerosol Can Mineral Oil No Additives H1 Food Grade -0° to 500°F Colorless No Flammable 456L10 Can 
Lubrisil NC 10 oz. Aerosol Can Petroleum Distillates silicone H1 Food Grade _—-20° to 600°F Colorless No Flammable 456L07 No 
ML 16 oz. Aerosol Can Petroleum Distillates = Molybdenum Not Rated -29° to 550°F Black No Flammable 449V65 . 
Par NC 12 oz. Aerosol Can Petroleum Distillates Silicone Not Rated -20° to 600°F Colorless No Flammable 456L08 45wD32 
Selig Kwik Release 90 gal.Drum _ Petroleum Distillates silicone Not Rated -40° to 120°F Colorless No Flammable 456L11 
Twister Ultra 15 oz. Aerosol Can Petroleum Distillates PIre Not Rated -55” to 200°F Brown No Flammable 449V87 
=5F | 90 gal. Drum Water No Additives Not Rated up to 200°F Amber No __Non-Flammable 456L19 
Zen 2000 13 oz. Aerosol Can Petroleum Distillates PIFE Not Rated 0° to 600°F Amber No Flammable 43NR69 
p 13 oz. Aerosol Can Petroleum Distillates Pare Not Rated -100° to 600°F Amber No Flammable 456K83 
Zen 45 14 0z. Aerosol Can Petroleum Distillates PURE Not Rated -55° to 250°F Amber No Flammable 449V37 Zep 
P 17 0z. Aerosol Can Petroleum Distillates PLE Not Rated -00° to 475°F Brown No Flammable 449V06 Aerosol 
Fan 45 Dual Force 14 oz. Aerosol Can Petroleum Distillates No Additives Not Rated 0° to 250°F Amber No Flammable 43NR68 -_ 
p 1 gal. Jug Petroleum Distillates No Additives Not Rated “55. to 200°F Amber No _Non-Flammable 449V07 
1 gal. Jug Petroleum Distillates Silicone Not Rated -40° to 450°F Colorless No Flammable  456L15 
Zep Slide 20 gal. Drum _ Petroleum Distillates Silicone Not Rated -40° to 450°F Colorless No Flammable 456L14 annee 
oo gal.Drum _ Petroleum Distillates Silicone Not Rated -40° to 450°F Colorless No Flammable 456L16 
Zepreserve NC 15 oz. Aerosol Can Petroleum Distillates Silicone Not Rated s20° tO 250"F Amber No Flammable 449W06 
Zepreserve 18 oz. Aerosol Can Mineral Oil silicone Not Rated -29" to 250°F Amber No Flammable 449W05 
ser LUBE | VIRNG cocrre LPS :; a 
405 SS D> .. Petrochem Petrochem | css 
Pail i. a . Drum — 
Chain & Wire Rope Lubricants No. 2HTJ4 =" MISMO No GHXGo | 
Formulated to penetrate wire rope and the pins and bush- rap - WD-40 Specialist 
ings within chain. They prevent damage from friction as Pena ame | i" | Aerosol Can 
the chain or rope engages with equipment. No. 21€339 ———— No. 451K61 
Container Primary NSF Operating _—_ Lubricant Item 
Series Size Lubricant Base Additive Chain and Wire Rope Uses Rating Temp. Range Color Odorless Flammability No. 
16 oz. Aerosol Can Mineral Oil No Additives Chain H1 Food Grade O10. 325° 5 White Yes Flammable 4JB34 
— 16 oz. Aerosol Can Mineral Oil Molybdenum Wire Rope H2 No Food Contact 25°to 350°F = Amber No Flammable 2F139 
Jakub 16 oz. Aerosol Can Mineral Oil No Additives Chain H2 No Food Contact 0° to 350°F Blue No Flammable 210339 
et-Lube 
12 0z. Aerosol Can Petroleum Distillates No Additives Chain, Wire Rope Not Rated -20° to 320°F ~=Amber Yes Non-Flammable 10D833 
Liquid Wrench 
— 11 oz. Aerosol Can Silicone PTFE Chain Not Rated 20° to 110°F Yellow No Flammable D4YT59 
Loctite 
, LB 12 oz. Aerosol Can Mineral Oil No Additives Chain, Open Gear Not Rated -20° to 250°F Yellow No Flammable 40TRO7 
LP 
ChainMate__——'16 oz. Aerosol Can Mineral Oil Molybdenum Chain Not Rated 32° to 300°F Black No Flammable 3HY54 
He pee crave Gall) 46:07, AsrosoliGan Mineral Oil Molybdenum Chain H1FoodGrade 32°to 325°F Colorless. ~—No Flammable 190658 
Petrochem 
1 gal. Pail synthetic Oil No Additives Chain H1 Food Grade -67° to 510°F Colorless Yes Non-Flammable 2HTJ2 
_ 9 gal. Pail synthetic Oil No Additives Oven Chain H1 Food Grade -25° to 6/0°F Amber No Non-Flammable 2HTJ4 
9 gal. Pail synthetic Oil No Additives Oven Chain H1 Food Grade -20° to 659°F ‘Yellow No Non-Flammable  2HTJ5 
, 90 gal. Drum synthetic Oil No Additives Oven Chain H1 Food Grade -20° to 699°F Yellow No Non-Flammable 6HXGO 
prayon 
LU 202 11 oz. Aerosol Can Mineral Oil Molybdenum Chain H2 No Food Contact -20° to 300°F Amber No Flammable oPE62 
LU 205 15 oz. Aerosol Can Vegetable Oil PIPE Chain H1 Food Grade 12°to 450°F = Amber No Flammable 12R253 
; LU 201 16 oz. Aerosol Can Mineral Oil Molybdenum Open Gear, Wire Rope H2 No Food Contact 0° to 450°F Black No Flammable 4X595 
prayway 
Black Label 20 oz. Aerosol Can Petroleum Distillates © Molybdenum Chain Not Rated 0° to 543°F Black No Flammable 45C003 
WD-40 Specialist 
’ — 10 oz. Aerosol Can Mineral Oil No Additives Chain, Open Gear, Wire Rope Not Rated -100° to 500°F Colorless Yes Flammable 451K61 
ep 
= 12 oz. Aerosol Can Mineral Oil Molybdenum Chain Not Rated -20° to 400°F = Amber No Flammable 449V81 
Chute Lubricants CRG 
= Flammable — Expedite movement of boxes in a packaging and shipping facility. 
= Not odorless 
Container Primary NSF Operating Lubricant Item Aerosol Can 
Series Size Lubricant Base Additive Rating Temp. Range Color No. No. 1HBK9 
16 0z. Spray Bottle Petroleum Distillates Silicone H2 No Food Contact __-40° to 400°F Yellow 4YPJ2 
Chute Lube” 20 oz. Aerosol Can Petroleum Distillates Silicone H2 No Food Contact _—_-15° to 400°F Yellow 1HBK9 
5 gal. Pail Petroleum Distillates Silicone H2 No Food Contact _—__-40° to 400°F Yellow 1YNX1 
90 gal. Drum Petroleum Distillates Silicone H2 No Food Contact _—_-40° to 400°F Yellow 19MW90 
Parcel Glide® 16 0z. Spray Bottle Silicone No Additives H1 Food Grade -40° to 400°F Colorless 3DUF8 
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ry Tipe 
\ | avi GB: > GREENLEE. ., = 
Cable & Wire Pulling Lubricants 


=» Nonflammable — These lubricants are applied to wire or cable so they can be pulled smoothly through long 
= Nonconductive — conduit runs or runs with many bends. They reduce friction and pulling tension, so they 











= Nonstaining save time and minimize damage to wire insulation and cable jackets, which prevents 
= Not NSF rated performance issues. They're safe for use on most plastics, but they should be tested on 
= Not odorless a small area first. 
Container Primary Operating Lubricant Physical Item 
Series Size Lubricant Base Additive Temp. Range Color Form No. 
pristine 5 gal. Pail Wat No Addit 20° to 110°F Whit Gel 2GCD5 
gal. Pai ater 0 Additives 0 ite e 
Eeoueer / WL 55 gal. Drum Water No Additives 20°to 110°F White Gel 2JPX6 
Jug N WLW 1 gt. Squeeze Bottle Water No Additives 10° to 110°F Green Gel 2JNW2 
No. 15V970 he 9 gal. Pail Water No Additives 10° to 110°F Green Gel 2JUNT8 
1 gt. Squeeze Bottle |= Water-Wax Emulsion No Additives 10° to 194°F Gray Paste 2JFN3 
WLX 1 gal. Pail Water-Wax Emulsion _No Additives 10° to 194°F Gray Paste 2GCF9 
9 gal. Pail Water-Wax Emulsion —_No Additives 10° to 194°F Gray Paste 2GCJ2 
Gardner Bender 
Super-Slick 1 qt. Squeeze Bottle Water No Additives 28° to 200°F White Gel 15V969 
Cable Pulling 1 gal. Jug Water No Additives 28° to 200°F White Gel 15V970 
Lubricant 9 gal. Pail Water No Additives 28° to 200°F White Gel 15V971 
Greenlee 
1 gt. Squeeze Bottle Water No Additives 29° to 190°F Yellow Liquid 4A801 
_ 1 gt. Squeeze Bottle Water No Additives 29° to 190°F Blue Gel 50647 
1 gal. Pail Water No Additives 29° to 190°F Blue Gel 4HEA7 
IDEAL 
Ideal 1 qt. Squeeze Bottle Polymer No Additives 28° to 180°F Blue Gel 10F536 
Pail Aqua-Gel® II 1 gal. Pail Polymer No Additives 28° to 180°F Blue Gel 10F537 
No. 10F525 9 gal. Pail Polymer No Additives 28° to 180°F Blue Gel 10F538 
. Clear Glide® 9 gal. Pail Polymer No Additives 32° to 180°F Colorless Gel 10F530 
1 qt. Squeeze Bottle Water No Additives 40° to 1/0°F White Gel 10F532 
Velocity™ 1 gal. Pail Water No Additives 40° to 1/0°F White Gel 10F533 
9 gal. Pail Water No Additives 40° to 100°F White Gel 10F534 
Super Lube Yellow 77® 1 qt. Squeeze Bottle |= Water-Wax Emulsion No Additives 32° to 130°F Yellow Paste 10F526 
Squeeze Bottle 9 gal. Pail Water-Wax Emulsion —_No Additives 32° to 130°F Yellow Paste _10F528 
1 qt. Squeeze Bottle Water PIE 32° to 190°F Yellow Paste 10F523 
No. 45NA76 Yellow 77® Plus 1 gal. Pail Water PTFE 32° to 190°F Yellow Paste  10F524 
9 gal. Pail Water PTFE 32° to 190°F Yellow Paste  10F525 
Super Lube 
Superpull 32 0z. Squeeze Bottle Water No Additives -15° to 220°F Colorless Liquid 45NA/6 
Electrical Lubricants CRE 
= Flammable 
Spray Bottle = NSF rated H2 for no food contact 
No. 2YE15 = No additives Container Operating Item 
; : ; z Series Size Temp. Range No. 
Protect electronic components against moisture damage and corro 16 oz Aerosol Can --50° to 250°F ~ 4HBKA 
sion that can cause an electrical malfunction. They also clean _og 16.02. Spray Bottle -50° to 250°F__2YE15 


‘oli 1 gal. Jug -50° to 250°F _13P438 
components, loosening corrosion or whisking away moisture. These 5 gal’ Pai “50° to 250°F 43P439 


lubricants have an amber color and have a petroleum distillates base. ~ 3-36 160z.AerosolCan 32°to250°F  4ZF10 


BS Ey. 


Belt Dressing Lubricants 


= Flammable Prevent belts in machinery and equipment from hardening and accumulating dirt, 








I cre f = Not odorless — which reduces wear and tear and increases belt life. They are ideal for flat, round, 
Belt. = No additives | or V-shaped belts in leather, rubber, or canvas. 

rac Container NSF Operating Lubricant Item 

CRE: Series Size Lubricant Base Rating Temp. Range Color No. 
‘ — 16 oz. Aerosol Can Mineral Oil H1 Food Grade -40° to 350°F Amber 1D267 

LP 
g — 16 oz. Aerosol Can Mineral Oil H1 Food Grade 32 10. 320°F Colorless 19C660 
, prayon 

14 oz. Spray Bottle Mineral Oil Not Rated -40° to 450°F Colorless 4GUM7 
CRC Sprayon SP607 16 oz. Aerosol Can ‘Mineral Oil _P1 No Food Contact -40° to 450°F Amber 6KHF7 
Aerosol Can Pail 9 gal. Pail Mineral Oil P1 No Food Contact _-40° to 450°F Amber 30WK33 
No. 1D267 No. 30WK33 SP608 16 oz. Aerosol Can Resin H1 Food Grade -40° to 450°F Colorless 12R259 





High Performance Lubricants 


Trolley Lubricants 


— TR 
-_— Petr@chem fic {y" 
i, Gp”, 





= Colorless Prevents bearings from sticking in overhead conveyors and chains. It leaves a film on 
= Odorless overhead trolley chains commonly found in meat, poultry, and fish-processing plants. It 
= No additives remains fluid at low temperatures and won't wash off equipment with water. 
Container Lubricant NSF Operating Item 
Series Size Base Rating Temp. Range Flammability No. 
FOODSAFE PETRO-SYN FG-220 _5 gal. Pail Mineral Oil Hi Food Grade -54° to 475°F Flammable  40P254 
2440 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Spray Bottle 





. No. 29FY02 a . 

LpS Chainsaw Lubricants 

S Di [ 2 Typically formulated with a tack additive to Makita 
ugar- ISSO ving help them stick to the saw's chains and blades Jug 
Lubricants (sometimes called guidebars). These lubricants no GND? 
reduce friction between the moving parts to 
7 ee Prasat prevent damage caused by locking up, excessive 
= Udorless (ps heat, or buildup. They're applied to the chain and 
= No additives - room uRe penetrate the pins, bushings, and blades. 
Used in food and beverage facilities ecssolvare une Container Operating Item 
to remove sugar and fondant from cre Size Lubricant Base Equipment Power Source Temp. Range No. 
equipment. They leave a light, durable : . qt Jug Petroleum Distillates Battery-operated, Electric, Gas — 5TN64 
<< 7 cho 
film on OnE y Ol, cutter, and fastener a 1 qt Jug Petroleum Distillates Electric, Gas 15° to 120°F 45J376 
surfaces while providing short-term . 1 gal Jug Petroleum Distillates Electric, Gas 15° to 120°F _-45J375 
ag 1 
corrosion resistance 1 gt Jug Petroleum Distillates Battery-operated, Electric, Gas -35° to 140°F 43Y865 
Container Lubricant NSF Operating Item 1 gal Jug Petroleum Distillates Battery-operated, Electric, Gas -35° to 140°F 43Y866 

Series Size Base Rating Temp.Range No. Makita 

Food 15 oz. Aerosol Can H1 Food 29FY01 1 gal Jug Mineral Oil Electric, Gas — 6MYD3 

Lube 28 Oz. Spray Bottle Mineral Oil Grade 41° to 203°F 29FY02 Renewable Lubricants 

1 gal. Jug 29FY03 1 qt Jug Vegetable Oil Battery-operated, Electric, Gas -21° to 250°F 2NMX1 
wt L Ss sua . | 


General Purpose Dry Lubricants 


= Flammable 

These lubricants reduce friction between moving parts with a powdery coating. They lubricate parts such as rollers, gears, 
and chains without a fluid. They can withstand high temperatures and won't break down and drip. They resist dust and dirt 
and prevent grime from building up on equipment. 

















Container NSF Operating Lubricant Item 
me Size Lubricant Base Primary Additive Rating Temp. Range Color Odorless No. 
aster 
8 oz. Aerosol Can Graphite No Additives Not Rated -100° to 850°F_ ~—_—Colorless Yes 41P116 
ore 16 oz. Aerosol Can Pre No Additives Not Rated 0° to 120°F Colorless — 16W547 x 
16 oz. Aerosol Can Molybdenum No Additives Not Rated 20° to 650°F Gray No 49XX25 Blaster LPS 
16 oz. Aerosol Can Molybdenum No Additives Not Rated -30° to 650°F Gray No 2F138 Aerosol Can Pail 
16 oz. Aerosol Can Graphite No Additives Not Rated up to 850°F Black No 4JB39_ No. 16W547 No. 20Y598 
= 16 oz. Aerosol Can silicone No Additives H1 Food Grade -40° to 400°F Colorless No 3EED/ 
16 oz. Spray Bottle Silicone No Additives H1 Food Grade -40° to 400°F Colorless No 4JB32 
16 oz. Aerosol Can PTFE No Additives H2 No Food Contact _—_-40° to 450°F White No 4JB33 
16 oz. Aerosol Can Silicone No Additives H2 No Food Contact -100°to450°F Colorless No 3EED2 
9 gal. Pail Silicone No Additives H1 Food Grade -40° to 400°F Colorless No oVE47 
rps 16 oz. Aerosol Can Petroleum Distillates No Additives H2 No Food Contact  -40° to 300°F Amber No 3EEE4 
— 16 oz. Aerosol Can Silicone No Additives H1 Food Grade -00° to 500°F Colorless No 19C657 
Force 842° 16 0z. Aerosol Can Mineral Oil Molybdenum Not Rated 0° to 852°F White No 5YH/6 
11 0z. Aerosol Can Mineral Oil No Additives H2 No Food Contact _—_-50° to 350°F Amber No 6Y743 
LPS 1 22 oz. Spray Bottle Mineral Oil No Additives H2 No Food Contact _—-50° to 350°F Amber No 2JFD7 
9 gal. Pail Mineral Oil No Additives H2 No Food Contact _—_-50° to 350°F Amber No 20Y598 
Srp PI 90 gal. Drum Mineral Oil No Additives H2 No Food Contact —-50° to 350°F Amber No 20Y599 
ate 
12 oz. Aerosol Can Mineral Oil Graphite Not Rated -15° to 450°F White No 1WVK7 
_ 1 gal. Can Mineral Oil Graphite Not Rated -15° to 450°F Gray _ 1WVL3 
38 Ib. Can Mineral Oil Graphite Not Rated -75° to 450°F White — TWVL5 
, 48 |b. Pail Mineral Oil Graphite Not Rated -75° to 450°F White No 1WVL4 
prayon 
LU200 16 oz. Aerosol Can Molybdenum No Additives H2 No Food Contact _—_-30° to 650°F Black No 6KHF6 
LU204 13 oz. Aerosol Can Graphite No Additives H2 No Food Contact _—_-40° to 850°F Black No 30WK24 = 
16 0z. Aerosol Can Graphite No Additives | H2No Food Contact —_—-40° to 850°F Gray No 30WK23 SLIP Plate WD-40 
LU211 20 oz. Aerosol Can Silicone No Additives H1 Food Grade -40° to 450°F Colorless No 12R252 oe 
Sprayway Can Specialist 
Black Label 20 oz. Aerosol Can PTFE No Additives Not Rated -20° to 500°F White No 45C007 No. 1WVL3 Aerosol Can 
Super Lube _ No. 19L521 
Dri-Film 20 oz. Aerosol Can PILFE No Additives H1 Food Grade -40° to 500°F White No 44N743 
WD-40 Specialist 
_ 10 oz. Aerosol Can Mineral Oil PTFE H2 No Food Contact _—_-50° to 500°F Colorless Yes 44R237 
16 oz. Aerosol Can Mineral Oil Silicone H2 No Food Contact -100°to500°F Colorless Yes 19L521 
ACTER Tx LIP 
; ; ' (52 cx AC); SUP... 
Chain & Wire Rope Dry Lubricants Cg Gent) - Ly co” 
Prevent damage by reducing the friction between the chain or rope as it engages with the equipment. The lubricant pene- 
trates wire rope and the pins and bushings within a chain, leaving a dry film behind to prevent dust or dirt from sticking. 
Container Lubricant Primary Chain and NSF Operating _—Lubricant Item 
- Size Base Additive Wire Rope Uses Rating Temp. Range Color Odorless Flammability No. 
aster 
1102. Aerosol Can Pec eu™ — No Additives Chain Not Rated 0°to350°F Colorless Yes Flammable  48GG06 
hee Aerosol Can Silicone No Additives Chain H1 FoodGrade -12°to120°F Colorless Yes Flammable 402M54 
i: 02. ernso! Can Mineral Oil No Additives Chain, Open Gear Not Rated -25° to 350°F Black No Flammable 1HBK7 
etrochem 
1 gal. Jug Synthetic Oil Graphite Oven Chain H1 Food Grade _—-4° to 600°F White No Non-Flammable 3NLK3 
9 gal. Pail synthetic Oil Graphite Oven Chain H1 Food Grade _—-4° to 600°F White No Non-Flammable 3NLK2 
do gal.Drum —_ Synthetic Oil Graphite Oven Chain H1 Food Grade -4°to1200°F — White No Non-Flammable 6HXF8 
SLIP Plate Blaster 
12 0z. Aerosol Can Mineral Oil No Additives _ Not Rated 32 t0.390°F Black Yes Flammable 1WVL1 Aerosol Can 
1 gal. Can Water Graphite Oven Chain H1 Food Grade 200°to 450°F _ Black Yes Non-Flammable 1WVK8 No. 48GG06 
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LUBRICATION 
Dry & Penetrating Lubricants 


Scan. Order. Done. 
Details on page A1. 





Liquid Wrench 
Aerosol Can 
No. 54YK45 


3-In-One 
Aerosol Can 
No. 39EL86 








Garage Door Dry Lubricants 


ae puIsTE fet 


=» Flammable Leave a dry film that protects rolling door mechanisms 
= Not NSF rated against water damage or corrosion. 
Container Operating Lubricant Item 
4 Size Lubricant Base Primary Additive Temp. Range Color Odorless No. 
3-In-One 
16 oz. Aerosol Can Mineral Oil Silicone -40° to 392°F Colorless Yes 3DVF7 
Blaster 
9 0z. Aerosol Can Silicone No Additives 0° to 120°F Colorless Yes 48GG08 
16 oz. Aerosol Can Silicone No Additives 0° to 120°F Colorless Yes 10N778 
Liquid Wrench 
16 oz. Aerosol Can Mineral Oil No Additives 20° to 122°F White No D4YK45 


Se id. 
Lock Dry Lubricants a french 


= Flammable These powdery, solid substances penetrate quickly into stuck or frozen locks to release 
=» Not NSF rated ‘them, and they provide protection against further corrosion. They don't attract dust or 
dirt and won't create grime or leave wet residue in the lock. 


Container Operating Lubricant Item 
P Size Lubricant Base Primary Additive Temp. Range Color Odorless No. 
3-In-One 
ee Aerosol Can Mineral Oil PTFE -50° to 500°F Colorless Yes 39EL86 
R 
2 oz. Aerosol Can Graphite No Additives 0° to 120°F Black No 48TA27 
Liquid Wrench 
10 oz. Aerosol Can PTFE No Additives -20° to 115°F White Yes 54YT62 
Inner Slide Dry Lubricants CRE 
=» Flammable Increase slide motion on forklift rails and helps protect the rails against rust and 
= Not odorless corrosion. The primary additive is molyodenum. 
Container Operating Lubricant Item 
Size Lubricant Base Temp. Range Color No. 
16 oz. Aerosol Can Organic Solvent O° 10.325 F Black 36F364 
CRE 


Electrical Dry Lubricants 








Sprayon 


Aerosol Can 


No. 1D277 


CRC 
Aerosol Can 
No. 4YPJ9 





Super Lube® 
Aerosol Can 
No. 44N744 





WD-40 Specialist 
Jug 
No. 19L524 
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CRE: 


EABE Neal 





ITT 







=» Flammable 


liane 
. steal 


1B cx an VS 


= NSF rated H1 for 
incidental food contact 


Coat electronics with a dry film that resists and repels moisture. They can 


Penetrating Lubricants 


Loosen fasteners or bolts that are stuck or frozen in place so they can be removed or separated. They seep into crevices or 
small spaces between threaded parts to release them. They can displace moisture and prevent corrosion between fasteners. 


Penetrating lubricants evaporate more quickly than other lubricants, so they are better used for short-term lubrication. 


Container 
Series Size 
Blaster 
4 oz. Aerosol Can 
11 0z. Aerosol Can 
PB Blaster 18 oz. Aerosol Can 
1 gal. Can 
5 gal. Pail 
CRC 
— 16 oz. Aerosol Can 
6 Oz, Aerosol Can 
oz. Can 
eel 16 oz. Aerosol Can 
20 oz. Aerosol Can 
1 gal. Jug 
Screwloose® 16 02z. Aerosol Can 
Liquid Wrench 
Penetrating 11 0z. Aerosol Can 
Oil 16 oz. Squeeze Bottle 
LPS 
— Ht: 02. eros za 
oz. Aerosol Can 
KB-88 22 Oz. Spray Bottle 
Sprayon 
LU103 12 0z. Aerosol Can 
LU104 16 oz. Aerosol Can 
Super Lube 
Syncopen 16 oz. Aerosol Can 


WD-40 Specialist 
— 11 0z. Aerosol Can 

Specialist® 1 gal. Jug 

Zep 

Selig 15 oz. Aerosol Can 


20 oz. Aerosol Can 





Lubricant Base 


Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 


Mineral Oil 
Petroleum Distillates 
Mineral Oil 
Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 
Petroleum Distillates 


Petroleum Distillates 
Vegetable Oil 


Mineral Oil 
Petroleum Distillates 
Petroleum Distillates 


Petroleum Distillates 
Synthetic Oil 


Synthetic Oil 


Petroleum Distillates 
Water 


Mineral Oil 
Petroleum Distillates 






iayu 


NSF 
Rating 


Not Rated 
Not Rated 
Not Rated 
Not Rated 
Not Rated 


H1 Food Grade 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 
H2 No Food Contact 


Not Rated 
Not Rated 


H1 Food Grade 
H2 No Food Contact 
H2 No Food Contact 


H2 No Food Contact 
H1 Food Grade 


H1 Food Grade 


Not Rated 
Not Rated 


Not Rated 
Not Rated 


Operating 
Temp. Range 


20° to 120°F 
20° to 120°F 
0° to 120°F 
2010 120 F 
20° to 120°F 


32° to 300°F 
32° to 300°F 
32° to 300°F 
32° to 300°F 
32° to 300°F 
32° to 300°F 
32° to 300°F 


-20° to 150°F 
-20° to 150°F 


0° to 400°F 
-40° to 300°F 
-40° to 300°F 


-20° to 550°F 
-40° to 479°F 


-30° to 200°F 


-90° to 400°F 
60° to 150°F 


0° to 250°F 
0° to 250°F 


Find even MORE on Grainger.com® 


» Container Operating 
a Size Lubricant Base _— Primary Additive | Temp. Range 
: 16.02 ai Gan Silicone No Additives -40° to 400°F 


Super 
| “Lube woo, 
= 
a SPECIALIST. 


Lubricant 
Color 


Orange 
Orange 
Orange 
Colorless 
Orange 


Colorless 
Red 
Red 
Red 

Orange 
Red 
Amber 


Yellow 
Yellow 


Off-White 
Red 
Red 


Amber 
Colorless 


Colorless 


Colorless 
Colorless 


Colorless 
Pink 


Lubricant 


Color 
Colorless 


Odorless 


No 
No 
No 
No 
No 


Yes 
No 
No 
No 
No 
No 
No 


Yes 
Yes 


No 
No 
No 


No 
No 


No 


Yes 
Yes 


No 
No 


Odorless 
No 


Flammability 


Flammable 
Flammable 
Flammable 
Flammable 
Flammable 


Flammable 
Non-Flammable 
Flammable 
Non-Flammable 
Flammable 
Flammable 
Flammable 


Flammable 
Flammable 


Flammable 
Flammable 
Flammable 


Flammable 
Non-Flammable 


Flammable 


Flammable 
Non-Flammable 


Flammable 
Flammable 


be applied to nonenergized equipment in wet or harsh environments for 
waterproofing. They should not be applied to energized equipment. 


Item 
No. 
4YPJ9 
4YPK1 


Item 
No. 


4LRG2 
4LRF8 
413W27 
4LRF9 
4LRG1 


4JB37 
12P768 
12P770 
3EED4 

1MEC7 
3EED9 

2F145 


v4YT50 
o4YT91 


190655 
10MX3 
6JHX4 


1D277 
12R255 


44N744 


19L520 
19L524 


456L12 
456L13 
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LUBRICATION 
Anti-Seize 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





yTi-SEIZE 


al WAZA nocrire & 





a‘ a. cre 
LPs ier =o pie 
a “lil: SRIZE 
Thomas&Betts ogee, i 
General Purpose Anti-Seize Anti-Seize Technology cRC 
. Sus . : ; — Brush-Top Can Aerosol Can 
This anti-seize can be used in a wide variety of applications to prevent No. 23YA46 No. 13P454 
threaded fasteners and close-fitting parts from locking together. 
Container Anti- NSF Operating Lubricant Item 
Series Size Seize Base Primary Additive Rating Temp. Range Color Odorless Flammability Conductive No. Jet-Lube 
Anti-Seize Technology Pail 
9 0z. Brush-Top Can Copper Graphite Not Rated -300° to 1800°F Copper No Non-Flammable —_Yes 23YA25 No. 10D823 
8 oz. Brush-Top Can Copper Graphite Not Rated -300° to 1800°F Copper No Non-Flammable —_Yes 23YA27 
11000 16 oz. Aerosol Can Copper Graphite Not Rated -300° to 1800°F Copper No _Non-Flammable —_Yes 34D498 
16 oz. Can Copper Graphite Not Rated -300° to 1800°F Copper No Non-Flammable Yes 34D507 
16 oz. Brush-Top Can Copper Graphite Not Rated -300° to 1800°F Copper No Non-Flammable —_Yes 23YA29 
43000 8 0z. Brush-Top Can Nickel Graphite Not Rated -300° to 2600°F Silver No Non-Flammable Yes 23YA46 
cnt 1 lb. Brush-Top Can Nickel Graphite Not Rated -300° to 2600°F Silver No Non-Flammable Yes 23YA50 
Loctite 
8 oz. Brush-Top Can Copper No Additives Not Rated -95° to 2000°F = Yes _Non-Flammable —_Yes 13P455 Tube 
8 oz. Brush-Top Can Nickel Graphite Not Rated -95° to 2600°F — Yes Non-Flammable Yes 13P457 
— 16 oz. Aerosol Can Copper No Additives Not Rated -65°to 1800°F_ Yes Flammable Yes 13P451 No. 2VFE7 
16 oz. Brush-Top Can Copper No Additives Not Rated -95° to 2000°F — Yes _Non-Flammable —_Yes 13P456 
Jaci 16 oz. Brush-Top Can Nickel Graphite Not Rated -95° to 2600°F — Yes Non-Flammable Yes 13P458 
et-Lube 
Yq |b. Brush-Top Can Non-Metallic Graphite, Molybdenum Not Rated -65° to 2400°F Gray No Non-Flammable —_Yes 10D824 
550 Y |b. Brush-Top Can Non-Metallic Graphite, Molybdenum Not Rated -65° to 2400°F Gray No Non-Flammable Yes 10D825 ; 
1 lb. Brush-Top Can Non-Metallic Graphite, Molybdenum Not Rated -65° to 2400°F Gray No Non-Flammable ‘Yes 10D826 Loctite 
12 oz. Aerosol Can Copper Graphite Not Rated -65° to 1800°F Copper No Flammable Yes 30WK61 Stick 
Ya |b. Brush-Top Can Copper Graphite H2 No Food Contact -65° to 1800°F Copper No Non-Flammable ‘Yes 10D817 No. 3UU55 
Y |b. Brush-Top Can Copper Graphite H2 No Food Contact -65° to 1800°F Copper No Non-Flammable —_Yes 10D818 . 
Kopr-Kote — 1 lb. Brush-Top Can Copper Graphite H2 No Food Contact -65° to 1800°F Copper No _Non-Flammable —_Yes 10D819 
1 gal. Pail Copper Graphite H2 No Food Contact -65° to 1800°F Copper No _Non-Flammable —_Yes 10D821 
2.9 gal. Pail Copper Graphite H2 No Food Contact -65° to 1800°F Copper No Non-Flammable Yes 10D822 
9 gal. Pail Copper Graphite H2 No Food Contact -65° to 1800°F Copper No Non-Flammable Yes 10D823 
Y% |b. Brush-Top Can Nickel Graphite Not Rated -69° to 2600°F Silver No Non-Flammable —_Yes 10D829 
Nikal ¥% |b. Brush-Top Can Nickel Graphite Not Rated -69° to 2600°F Silver No Non-Flammable —_Yes 10D830 
1 Ib. Brush-Top Can Nickel Graphite Not Rated -65° to 2600°F Silver No _Non-Flammable _Yes 10D831 
Silver Plus Yo lb. Brush-Top Can — Aluminum Graphite Not Rated -69° to 1800°F _—_Silver No Non-Flammable Yes  30WK/1 
1 lb. Brush-Top Can = Aluminum No Additives Not Rated -65° to 1800°F Silver No  Non-Flammable Yes 30WK72 
$8-30 Y |b. Brush-Top Can Copper No Additives Not Rated -65° to 1800°F Copper No Non-Flammable Yes 30WK62 
caer! 1 lb. Brush-Top Can Zine No Additives Not Rated -65°to788°F Gray No Non-Flammable Yes  30WK69 
Loctite 
8 oz. Brush-Top Can Nickel Graphite Not Rated -20° to 2400°F _Silver No Non-Flammable Yes 4KM51 
12 oz. Aerosol Can ae Graphite Not Rated -20° to 2400°F _ Silver No Flammable Yes  33PK29 
LB 771 1 Ib. Can Nickel Graphite Not Rated -20° to 2400°F Silver No Non-Flammable Yes  45MY42 LPS 
1 Ib. Brush-Top Can Nickel Graphite Not Rated -20° to 2400°F Silver No _Non-Flammable _Yes 4KM52 Aerosol Can 
8 Ib. Can Nickel Graphite Not Rated -20° to 2400°F Silver No Non-Flammable —_Yes 33HE97 No. 49C TOG 
9 gal. Pail Nickel Graphite Not Rated -20° to 2400°F Silver No Non-Flammable —_Yes 33HE98 : 
LB 8007 12 oz. Aerosol Can Copper Graphite Not Rated -20° to 1800°F Copper No Flammable Yes 33PK27 
0.0705 oz. Pillow Pack = Copper Graphite Not Rated -20° to 1800°F Copper No Non-Flammable Yes 2VFE/ 
0.2469 oz. Pillow Pack Copper Graphite Not Rated -20° to 1800°F Copper No Non-Flammable Yes 2VFE8 
1 oz. Tube Copper Graphite Not Rated -20° to 1800°F Copper No _Non-Flammable _Yes 2VFE9 
4 oz. Tube Copper Graphite Not Rated -20° to 1800°F Copper No _Non-Flammable _Yes 2VFF1 
4 oz. Brush-Top Can Copper Graphite Not Rated -20° to 1800°F Copper No  Non-Flammable Yes 4KM71 
7 oz. Brush-Top Tube Copper Graphite Not Rated -20° to 1800°F Copper No _Non-Flammable Yes  45MY33 
LB 8008 — 80z. Brush-Top Can Copper Graphite Not Rated -20° to 1800°F — Copper No _Non-Flammable —_Yes 9E203 
16 oz. Can Copper Graphite Not Rated -20°to 1800°F Copper No Non-Flammable ‘Yes 45MY38 
16 oz. Brush-Top Can Copper Graphite Not Rated -20° to 1800°F = Copper No Non-Flammable Yes 45MY39 
1 Ib. Brush-Top Can Copper Graphite Not Rated -20° t0 1800°F Copper No Non-Flammable —_Yes 2A272 
2.0 Ib. Can Copper Graphite Not Rated -20° to 1800°F Copper No Non-Flammable Yes 45MY40 SS 
8 Ib. Can Copper Graphite Not Rated -20° to 1800°F Copper No _Non-Flammable Yes _—— 33HFO2 Rectorseal 
42 |b. Pail Copper Graphite Not Rated -20° t0 1800°F Copper No Non-Flammable Yes 33HFO3 Brush Top C 
8 oz. Brush-Top Can _ Non-Metallic Molybdenum Not Rated -20° to 750°F _ Black No Non-Flammable Yes 5E200 eur TOR ven 
1B8012 ——12.02. Aerosol Can Non-Metallic Molybdenum Not Rated -20° to 750°F_ —_Black No Flammable Yes 33PK25 No. 46F529 
1 Ib. Can Non-Metallic Molybdenum Not Rated -20° to /50°F Black No —_Non-Flammable No 2VFF/ 
15 Ib. Can Non-Metallic Molybdenum Not Rated -20° to 50°F Black No —_Non-Flammable No 45MY48 
LB 8036 8 oz. Brush-Top Can Non-Metallic Graphite Not Rated -20° to 2000°F = White No _Non-Flammable —_Yes 3KE69 
16 oz. Brush-Top Can Non-Metallic Graphite Not Rated -20° to 2000°F_ —_— White No — Yes 3KE66 
LB 8060 0.7054 oz. Stick Aluminum Graphite Not Rated -20° to 1600°F Silver No — Yes 3UU55 
LB 8065 0.7054 oz. Stick Copper Graphite Not Rated -20° to 1800°F Copper No _— Yes 3UU54 
LB 8070 0.7054 oz. Stick Non-Metallic Graphite Not Rated -20° to 2400°F —_— Black No _Non-Flammable —_Yes 39E525 
0.25 oz Pillow Pack Aluminum Graphite Not Rated -20° to 1600°F Silver No Non-Flammable Yes 2VFF2 
40z. Brush-Top Can — Aluminum Graphite Not Rated -20° to 1600°F Silver No _Non-Flammable —_Yes 2VFF3 
LB 8150 8 oz. Brush-Top Can — Aluminum Graphite Not Rated -20° to 1600°F Silver No Non-Flammable Yes 4KM46 
1 lb. Brush-Top Can = Aluminum Graphite Not Rated -20°t0 1600°F Silver No Non-Flammable ‘Yes 45MY41 
1 gal. Can Aluminum Graphite Not Rated -20° to 1600°F Silver No Non-Flammable ‘Yes 33HE99 
9 gal. Pail Aluminum Graphite Not Rated -20°t0 1600°F _—_Silver No Non-Flammable Yes 33HFO1 
LB 8504 1 Ib. Can Non-Metallic Graphite Not Rated -20° to 900°F Silver No Non-Flammable Yes 45MY46 
iPS 8/00 1 Ib. Can Non-Metallic Molybdenum Not Rated -20° to /50°F Black No Non-Flammable No 45MY50 — 
12 oz. Aerosol Can Copper No Additives Not Rated -65° to 1800°F Copper No ‘Flammable ‘Yes 49CTO6.:sgg sal gay 
_ ¥% |b. Brush-Top Can Nickel Graphite Not Rated -65° to 2600°F _Silver No — Yes 49CT04 even. Sop an 
% Tb. Brush-Top Can Copper No Additives Not Rated -65° to 1800°F Copper No Flammable Yes _ 49CT07 No. 6KDW2 
Y) |b. Brush-Top Can Non-Metallic No Additives Not Rated -69° to 1800°F Gray No — = 49CT09 
Rectorseal 
8 oz. Brush-Top Can Copper Graphite Not Rated -65° to 1800°F — Copper No Flammable Yes 46F528 
Break-Out 12.76 oz. Aerosol Can Copper Graphite Not Rated -65° to 1800°F Copper No Flammable Yes 31ER11 
16 oz. Brush-Top Can Copper Graphite Not Rated -65° to 1800°F = Copper No Flammable Yes 46F529 
Copper-Rich 16 oz. Brush-Top Can Copper No Additives Not Rated -65° to 1800°F Copper No Flammable Yes 46F526 
Moly-Rich 16 0z. Brush-Top Can Non-Metallic Molybdenum Not Rated -65° to 1050°F Blue No Flammable No 31ER10 
Nickel-Rich 8 oz. Brush-Top Can Nickel Graphite Not Rated -65° to 2600°F _—_Silver No Flammable Yes 46F530 
, 16 oz. Brush-Top Can Nickel Graphite Not Rated -65° to 2600°F Silver No Flammable Yes 31ER12 
prayon 
LU 620 8 oz. Brush-Top Can Copper No Additives Not Rated 0° to 2100°F —_ No Non-Flammable Yes 6KDV1 
16 oz. Brush-Top Can Copper Graphite Not Rated 0° to 2100°F — No  Non-Flammable Yes 6KDW2 
Thomas & Betts 
Aluma-Shield 8 oz. Can Aluminum No Additives Not Rated -50° to 250°F Copper No Flammable Yes _ 3LN47 Thomas & Betts 
Kopr-Shield 8 Oz. Can Copper No Additives Not Rated -b0° to 250°F Copper No Flammable Yes 3LP03 Can 
p 16 oz. Can Copper No Additives Not Rated -50° to 250°F Gray No Flammable Yes 3LP02 No. 3LN47 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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LUBRICATION 
Anti-Seize 


Scan. Order. Done. 
Details on page A1. 





al JEFLUBE ILOGTITE. 
Marine Grade Anti-Seize 


= Nonflammable = No additives |§ Can withstand exposure to fresh and salt water without 
= Not NSF rated = Water resistant washing out and prevents components from corrod- 








os = Odorless ing or locking together. This anti-seize is metal-free to 
un 4 prevent water and ground contamination. 
= Container Operating Lubricant Item 
a Series Size For Use On Materials Temp. Range Color Conductive No. 
> MARINE Anti-Seize Technology 
3 cee He ae 
oman = F ast Iron, Copper, Iron, Most pro ° 
Steel, Steel, Titanium 
Jet-Lube : : 
Anti-Seize Jet-Lube Loctite Marine ¥2 |b. Brush-Top Can = “69° to 1800°F Gray No 26W747 
Grade 1b. Brush-Top Can — -65° to 1800°F Gray No 26W746 
Technology Brush Top Can Brush Top Tube $[octite 
Brush Top Can No. 26W746 No. 45MY36 7 0z. Brush-Top Tube Aluminum, Stainless Steel -20°to 2400°F —_ Black Yes 45MY36 
No. 23YC73 LB 8023 80z.Brush-lop Can Aluminum, Stainless Steel -20° to 2400°F —_ Black Yes 3KE63 
16 0z. Brush-Top Can Aluminum, Stainless Steel -20° to 2400°F _—_— Black Yes 3KE64 


* FoonGrabé 


ANTI. G012E8 


a! wR nocrirs UV? ror) SEP 


Food Grade Anti-Seize 


NSF H1 certified for use on food processing machinery or wherever incidental food contact 


@) 





= —s 


a — = - 








LPS 








Jet-Lube Sprayon ; oe 
Brush-Top Can Brush Top Can Aerosol Can __ |S possible. It's white to show contaminants. It prevents fittings, bushings, flanges, and other 
No. 26W744 No. 46F527 No. 12R256 components from sticking together or seizing. 
Container Primary Operating Lubricant Item 
Series Size Anti-Seize Base _Additive For Use On Materials Temp. Range Color Odorless Flammability Conductive No. 
Anti-Seize Technology 
sooo 2.2% BrustrTop Gan Non-Metalic No Additives vena, Brass, warpice: vast ron, wopper, Won, -30°to 2100°F Off-White © No  Non-Flammable No © 446646 
: 5 Aluminum, Brass, Carbide, Cast Iron, Copper, Iron, cae ° 7 
= 16 oz. Brush-Top Can Non-Metallic PIPE Most Plastics, Nickel, Stainless Steel, Steel, Titanium 50° to 2100°F White No Non-Flammable No 34D506 
E ‘ ; 4: Aluminum, Brass, Carbide, Cast Iron, Copper, Iron, pro ° - 
= 8 oz. Brush-Top Can = Non-Metallic No Additives Most Pastis, Nickel Stainless Sted Stee Titanium 65° to 1800°F White Yes Non-Flammable Yes 4JB57 
; ' ; +s uminum, Brass, Carbide, Cast Iron, Copper, Iron,  _pro ° i 
—_ 16 oz. Brush-Top Can Non-Metallic No Additives Most Plastics, Nickel, Stainless Steel, Steel. Titanium 65° to 1800°F White Yes Non-Flammable Yes 4JB58 
et-Lube 
White Knight 1 Ib. Brush-Top Can Aluminum PUFE = -65° to 1800°F White No Non-Flammable Yes 26W7/44 
Loctite 
2 oz. Tube Non-Metallic No Additives Stainless Steel “20° te 7O0"r White No Non-Flammable No 45MY45 
LB 8014 —80o0z.Brush-Top Can Non-Metallic © Molybdenum Aluminum, Stainless Steel -20° to /50°F White No Non-Flammable Yes 9WGX5 
‘ 32 oz. Can Non-Metallic Molybdenum Stainless Steel -20° to /50°F White No Non-Flammable Yes 6JZV9 
LP 
= 1 lb. Brush-Top Can ~—— Non-Metallic — No Additives Plastic, Stainless Steel -65° to 1800°F — Off-White No Non-Flammable = 20Y618 
Rectorseal 
, = 16 oz. Brush-Top Can Non-Metallic PTFE Stainless Steel -65° to 1800°F —Off-White No Flammable Yes 46F527 
prayon 
LU621  150z.AerosolCan Non-Metallic No Additives TROT PUG. Guiles Glesl Steal 5°to1800°F = — No Flammable Yes  12R256 
—= 
— anTi-SEIZE 
Anti-Seize Loctite ; ‘al ep) 
Technology Can i == ———w recaNoLOay LOGT 7 Ti E. 
Aerosol Can No. 3JDN2 | it at 
r Antl- = Bo 
No. 23YA37 _s== | Heavy-Duty Anti-Seize 
| en ===! = Not NSF rated Formulated with graphite and molybdenum (moly) to withstand extreme 
ix = Not odorless temperatures and pressure. It's commonly used in manufacturing, milling, 
= Conductive and mining facilities to keep fittings and flanges from locking together. 
Container Operating Lubricant Item 
Series Size Anti-Seize Base Primary Additive For Use On Materials Temp. Range Color Flammability No. 
Anti-Seize Technology 
10 oz. Brush-Top Can Non-Metallic Graphite, Molybdenum Aluminum, Brass, Carbide, Cast Iron, -300° to 2400°F Black Non-Flammable _23YA56 
48000 12.5 oz. Aerosol Can — Aluminum, Copper Graphite Copper, lron, Most Plastics, Nickel, -300° to 2000°F Silver Flammable 23YA3/ 
1 lb. Brush-Top Can — Aluminum, Copper Graphite Stainless Steel, Steel, Titanium -300° to 2000°F Silver Non-Flammable 23YA40 
Loctite 
1 0z. Tube Non-Metallic Graphite -20° to 2400°F Black Non-Flammable 2VFF4 
7 oz. Brush-Top Tube Non-Metallic Graphite -20° to 2400°F Black Non-Flammable 45MY35 
9 oz. Brush-Top Can Non-Metallic Graphite ‘ -20° to 2400°F Black Non-Flammable 4KM74 
LB 8009 18 oz. Can Non-Metallic Graphite Aluminum, Soft Metals, Stainless Steel —9q>%9 9400°F Black Non-Flammable  3JDN2 
2 |b. 3 oz. Can Non-Metallic Graphite -20° to 2400°F Black Non-Flammable 45MY43 
45 |b. Pail Non-Metallic Graphite -20° to 2400°F Black Non-Flammable 45MY44 
Zep 
Groovy 8 oz. Brush-Top Can Aluminum, Copper Graphite piste Sunless atest Steet Sorpe -65° to 2100°F Gray Flammable 43NT22 
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aNTI-SEIZE 
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A 
f 


Anti-Seize Technology 








Can Sy ‘ Zz 
=") wn 
F 3 No. 446G51 =| & al ee 
Nuclear Grade Anti-Seize ¥ WE 
=» Nonflammable Container Anti- Primary Operating Lubricant Item = wp stainless SOE 
Not NSF rated Series Size Seize Base _ Additive For Use On Materials Temp. Range Color No. Sj Anil $000 sot i= 
= NO rate Anti-Seize Technology =! Ee 
= Not odorless ae sun o aS eae =6... =I 
. tainless . ast Iron, Copper, lron, Most cao ° >= ay at : 
= Conductive 63000 38 oz. Can Steel Graphite "Plastics, Nickel, Stainless 50° to 2400°F Silver 446651) 
Used in nuclear, chemical, and Jakub Steel, Steel, Titanium 
pharmaceutical plants to prevent Nikal lb. Brush-Top Can Nickel Beciiis Stainless Steel -65° to 2600°F Silver  30WKG64 SS 
components in reactors, steam puter 1b. Brush-Top Can__Nickel P Stainless Steel -65° to 2600°F Silver _ 30WK65 
generators, turbines, and other 1g 8.02. Brush-Top Can Copper a Stee! Stainless Stee 20° to 100° Copper 2uFFe 
icki : 1 Ib. Can Copper No Additives teel, Stainless Stee -20° to a opper 45MY5 
equipment from sticking and N-1000 2 Ib. Can Copper Steel, Stainless Steel -20°to 1800°F_ Copper 45MY59 
seizing. Nuclear grade anti-seize 1 oz. Tube Nickel Stainless Steel “20° t0 2400°F —Siver__ SXBAG 
8 oz. Brush-Top Can Nickel Stainless Steel -20° to 2400°F Silver 45MY5 
has ey low levels of halogens, se een0 1 Ib. Brush-Top Can Nickel Stainless Steel -20° to 2400°F Silver 45MY57 
sulfur, nitrates, nitrides, and low- 2 Ib. Can Nickel Graphite Stainless Steel -20° to 2400°E Silver 45MY55 —_—— 
j i j 8 lb. Can Nickel Stainless Steel -20° to 2400° iver 45MY5 
melting metals, so It can be used in 8 oz. Brush-Top Can Non-Metallic Stainless Steel 20° to 2400°F Silver 2VFF8 Jet-Lube 
applications that require high purity. 18 8013 1 1b. Brush-Top Can Non-Metallic Stainless Steel 00° to 2400°F Silver 127243. #+#+=Brush-Top Can 
2 |b. Can Non-Metallic Stainless Steel -20° to 2400°F = Silver + 45MY52 No. 30WK64 
ACTER Corrosion LPS ~ Rustlick , 
“ Spray Bottle Jug 
No. 2UFD6 No. 1C187 





Corrosion Inhibitors 


Create a barrier between metal surfaces and corrosive materials like water and 
Salt to increase the surface's corrosion resistance. They're a good choice for use 
on machinery and equipment in outdoor locations or humid or wet areas. 








WD-40 Specialist 











Max. A ic 
Container Lubricant Outdoor Life IndoorLife Operating Item si aie aa 
- Series Size Film Expectancy Expectancy Temp. No. . - 
aster ax. 
Corrosion ; ° Container Lubricant Outdoor Life IndoorLife Operating Item 
: Stop 11 0z. Aerosol Can Wet Short Medium 120°F 16W548 Series Size Film Expectancy Expectancy Temp. No. 
orrosionx 
HD 12 0z. Aerosol Can Wet Medium Medium 200°F 4AAA7 = 14 oz. Aerosol Can Dry Long Long -/50°F 4KK70 
1 gal. Jug Wet Medium Medium 200°F 4AAA8 11 oz. Aerosol Can Wet Medium Medium ees 6Y745 
6 oz. Aerosol Can Wet Medium Medium 200°F 4DET1 20 oz. Spray Bottle Wet Medium Medium ees 2JFD6 
X 16 oz. Spray Bottle Wet Medium Medium 200°F 4AAA2 LPS 3 1 gal. Can Wet Medium Medium 175°F 20Y605 
16 oz. Aerosol Can Wet Medium Medium 200°F 4DET2 9 gal. Pail Wet Medium Medium Iyv5°F 20Y601 
CRC 90 gal. Drum Wet Medium Medium 175°F 20Y635 
Aviation 3-36 11 0z. Aerosol Can Wet Medium Medium 300°F 14U852 Rustlick 
SP-350 11 oz. Aerosol Can Wet Medium Medium — 3EEC2 631 1 gal. Jug Wet = Long 160°F 10187 
9 gal. Pail Wet Medium Medium 392°F 4YPH9 9 gal. Pail Wet = Long 160°F 10185 
SP-400 10 oz. Aerosol Can Dry Medium Medium — 2F143 1 gal. Jug Dry — Short 212°F 6VDR8 
9 gal. Pail Dry Medium Medium 1fo'F 4YPJ1 B 9 gal. Pail Dry — Short 212 F 10197 
Fluid Film 95 gal. Drum Dry _— Short 2126 3ELN9 
AS 2.20 Oz. Aerosol Can _— Wet Medium Medium Not Rated 10N784 Sprayon 
11% oz. Aerosol Can Wet Medium Medium Not Rated 10N783 LU/10 12 oz. Aerosol Can Wet Long Medium 300°F 6KDT2 
Liquid A 9 gal. Pail Wet Medium Long Not Rated 10N789 WD-40 Specialist 
q 55 gal. Drum Wet Medium Long Not Rated 10N790 Specialist 6.5 oz. Aerosol Can Wet Medium Medium 250°F 19L523 
8 oz. Brush-Top Can _— Wet Medium Medium Not Rated 10N785 Zep 
NAS 1 gal. Can Wet Medium Medium Not Rated 10N786 lronClad —_13 0z. Aerosol Can Dry Short Medium 900°F 449W21 
9 gal. Pail Wet Medium Medium Not Rated 10N787 Linebacker 14 oz. Aerosol Can Dry Medium Long 1/4°F 449W28 
90 gal. Drum Wet Medium Medium Not Rated 10N788 lron Clad 9 gal. Pail Dry Medium Long 550°F 449W20 
Mold 
Container Primary Release NSF Operating Water Item 
Size Mold Release Base _ Additive Film Rating Temp. Range Flammability Resistant No. 
Food Grade Mold Release 
Sprayon 
12 oz. Aerosol Can Silicone Difluoroethane Wet H2NoFoodContact 40°to550°F Flammable No 4TA95 
General Purpose Mold Release 
16 oz. Aerosol Can Boron Nitride No Additives Wet Not Rated 40° to 800°F — Flammable Yes 2F127 
16 oz. Aerosol Can Vegetable Oil No Additives Wet Not Rated 40° to 500°F Non-Flammable Yes 2F128 
LPS 
11 oz. Aerosol Can silicone No Additives Dry Not Rated -40° to 500°F ~~ Flammable Yes —_ AKK78 
16 oz. Aerosol Can No Additives Dry Not Rated -40° to 500°F =‘ Flammable — 4KK82 
Sprayon 
12 oz. Aerosol Can PTFE Difluoroethane —_—Dry Not Rated 40°to5/5°F —_- Flammable No 3NZC4 
12 oz. Aerosol Can Silicone Difluoroethane Wet  H2NoFoodContact 40°to550°F Flammable No 3NZC3 : 
12 0z. Aerosol Can Silicone Difluoroethane Wet Not Rated 40° to 550°F ‘Flammable No _4TA93 General Mold Release 
Stoner Purpose Cleaner 
11 oz. Aerosol Can Silicone No Additives Wet Not Rated O°to120°F _— Flammable No _ 30HY62 CRC Sprayon 
12 oz. Aerosol Can Petroleum Distillates No Additives Wet Not Rated 0° to 500°F Flammable No _39HY5/ No. 2F128 No. 6GDY8 
{2 oz. Aerosol Can Silicone Dimethyl Ether Wet Not Rated 0°to500°F ‘Flammable No  35HY36 o lg 
12 oz. Aerosol Can Silicone No Additives Wet Not Rated 0° to 500°F Flammable No 39HY56 
12 oz. Aerosol Can — Dimethyl Ether —_ Wet Not Rated 0° to 400°F Flammable No  389HY45 Ss 
12 oz. Aerosol Can PTFE Dimethyl Ether —_ Dry Not Rated 0° to 500°F Flammable No  389HY43 Sey" CRE Lp nel 
12 oz. Aerosol Can Petroleum Distillates No Additives Dry Not Rated 0° to 500°F Flammable No 385HY59 
12 oz. Aerosol Can Silicone Dimethyl Ether — Dry Not Rated 0° to 500°F Flammable No  38dHY33 
Heavy Duty Mold Release 
che Mold Release 
ae oz. Aerosol Can silicone No Additives Wet Not Rated 40° to 600°F Non-Flammable Yes 1HBL1 Applied directly to molds to create a barrier 
prayon 
fo 07, ers Oat od Ratese Propyl Bromide Wet Not Rated 70° to 600°F Non-Flammable No 6KDUO that prevents materials from sticking to them. 
Stoner _ This allows the casted product to be released 
uy: oz erosol ean Petroleum Distillates No Additives Wet Not Rated 0° to 500°F Flammable No _ 85HY50 without damage to the mold or the product, so it 
i ___ increases the life of the mold, improves the final 
16 0z. Aerosol Gan ‘Mineral Spirits No Additives Wet Not Rated 40° to 416°F Non-Flammable No _6GDY8 product's finish, and reduces production times. 
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ENEWABLE 


Cleaners LPS vB 


CRC® 


Duster™ Aerosol Dust Removal 
System—Powerful blast removes dirt, 
dust, and embedded debris on energized 
equipment. Nonflammable and safe on all 
plastics. 


Gasket Remover—Solvent-based cleaner 
removes baked-on fiber gaskets, gasket 
adhesives, and sealants. Excellent on 

paint and varnish. Contains no methylene 
chloride. 


Graffiti Remover—Gel cleaner removes 
or helps clean multilayered or painted- 
over graffiti, paints, pen marks, crayon, 
ink, lipstick, scuff marks, lacquers, and 
varnishes. 


HydroForce® Butyl-Free Cleaner— 
Water-based formula is safe to use on 
most plastics. 10.5 to 12.2 pH. Low VOC 
content. 


HydroForce® Foaming Citrus 
Cleaner—Clings to tough stains on verti- 
cal or inverted surfaces. Water-based 
formula is safe on all plastics. 10.9 pH. 


HydroForce® Germicidal Foam 
Cleaner—Effective against HIV, staph, 
salmonella, and other bacteria. Leaves no 
residue; water-based. 11.8 to 12.8 pH. 


HydroForce® Zero VOC Cleaners— 
Remove dirt, grease, and oil. pH 10.25. 
Plastic-safe, water-based formula. 


HydroForce® Glass Cleaner—Ammonia- 
fortified, water-based formula with 
nonstreaking foaming action. 10 to 10.5 
pH. 


HydroForce® Stainless Steel Cleaner 
and Polish—Eliminates fingerprints 
and watermarks, leaving a protective, 
nongreasy barrier. Water-based formula. 
10.55 pH. 


Recommended 


Description Dilution 
cRC® 
Duster” Aerosol Dust 


Removal System Ready to Use 


Gasket Remover Ready to Use 
Graffiti Remover Ready to Use 
HydroForce® Butyl-Free Cleaner Ready to Use 


HydroForce® Butyl-Free Cleaner Ready to Use 
HydroForce® Foaming Citrus Cleaner Ready to Use 
HydroForce® Germicidal Foam Cleaner Ready to Use 


HydroForce® Zero VOC Cleaner Ready to Use 
HydroForce® Zero VOC Cleaner Ready to Use 
HydroForce® Glass Cleaner Ready to Use 
HydroForce® Glass Cleaner Ready to Use 


HydroForce® Stainless Steel 
Cleaner and Polish Ready to Use 
LPS® 

BFX All-Purpose Cleaner 


Ready to Use 
FOODLUBE Sugar Dissolving Fluid 


Ready to Use 


FOODLUBE Sugar Dissolving Fluid Ready to Use 
FOODLUBE Sugar Dissolving Fluid Ready to Use 
WorkPlace Hand Cleaner Towels Ready to Use 
Renewable Lubricants™ 
RLI Food Grade™ Cleaner Ready to Use 
Sprayon® 
D88/ Coil and Fin Cleaner Ready to Use 


CD880 Liqui-Sol™ General 
Purpose Cleaner 

CD885 Liqui-Sol™ Stainless 
Steel Cleaner 


Ready to Use 
Ready to Use 


Trim® 

CLEAN 2430 2 to 5% 
CLEAN 2430 2 to 5% 
Task 2™ Grime Fighter 100:1 


Find even MORE on Grainger.com® 





LPS® 


BFX All-Purpose Cleaner—Dye-free 
water-based cleaner is designed to remove 
dirt, grease, and oil. Not for use on magne- 
sium. 11.8 pH. 


FOODLUBE Sugar Dissolving Fluid— 
Removes sugars and fondants from 
surfaces. Lubricating film helps prevent 
new sugar deposits and provide short-term 
corrosion protection on metal surfaces. 
DETEX® container plastics are metal- and 
x-ray-detectable. 


WorkPlace Hand Cleaner 
Towels—Waterless, deep cleaning, 

and nonscratching 1-step hand cleaner 
towel. Quickly removes embedded grime. 
Residue-free. 


RENEWABLE LUBRICANTS™ 


RLI Food Grade™ Cleaner—Waiter- 
based, water soluble detergent is a 
biodegradable cleaner/degreaser that is 
safe for food processing plants and envi- 
ronmentally sensitive areas. 


SPRAYON® 


CD887 Coil and Fin Cleaner—Water- 
based, foaming cleaner for use on 
refrigeration and A/C coils. Nonflammable 
and noncorrosive. Safe on all metals. 


Liqui-Sol™ Cleaners—CD880 General 
Purpose Cleaner is safe for metal, finished 
wood, porcelain, vinyl, leather, and lami- 
nated surfaces. CD885 Stainless Steel 
Cleaner cleans, polishes, brightens, and 
protects metal surfaces. 


TRIM® 


CLEAN 2430—Mild pH parts washing 
compound and corrosion inhibitor for 
multi-metal applications. 


Task 2™ Grime Fighter—Nonbutyl, 
industrial metalworking surface cleaner 
can be diluted up to 100:1. 


Container Mfr. Item 
Type Size Model No. 


Aerosol Can 12 02. 14085 3VG76 


Aerosol Can 16 02. 03017 5YK56 
Aerosol Can 16 02z. 03194 12W318 
Trigger Spray Bottle 32 oz. 14401 oYK91 
Bottle 1 gal. 14402 5YK92 
Aerosol Can 20 02. 14400 5YK90 
Aerosol Can 20 02. 14430 4JB53 
Trigger Spray Bottle 32 oz. 14446 1RLN9 
Bottle 1 gal. 14447 1RLP1 
Aerosol Can 20 02. 14412 5YL03 
Trigger Spray Bottle 32 oz. 14411 5YLO2 


Aerosol Can 20 oz. 14424 4JB52 


Trigger Spray Bottle 28 oz. 05528 4JB59 
Aerosol Can 16 02. 9//16 29FY01 
Trigger Spray Bottle 28 oz. 0/128 29FY02 


Jug 1 gal. 9/7/01 29FY03 
Bucket 72 Count 09200 5YH/8 
Pail 5 gal. 8/814 21A5/4 
Aerosol Can 18 0z. $SC088/000 1MEU7 


SCO0880LQ0 4GUP7 
SC0885LQ0 4GUR5 


Trigger Spray Bottle 14 oz. 
Trigger Spray Bottle 14 oz. 


Jug 1 gal. CLEAN2430/1 6VAD6 
Pail 5 gal. CLEAN2430/5 6VAD7 
Trigger Spray Bottle 320z. TASK2GF/12QT 6VAD2 
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SPECIALIST. ( 5 
Multipurpose | 
Degreasers = 
E 
= Ready-to-use ; 
CRC® HydroForce® All 


Purpose—Water-based, 
low-foaming formulas remove 
grease, oil, and dirt. Safe on 
most plastics. 


LPS® Industrial Strength— 
Water-based formula removes 
grease, oil, sludge, soot, ink, 








coffee, and other soils. Renewable 
Lubricants™ 
Renewable Lubricants No. 2VXJ9 Sprayon® 
Bio-Soy Orange™’—Highly No. 6KDT9 
concentrated, nonfoaming 
cleaner/degreaser removes stub- 
born stains, greases, oily dirt, 
road grime, tar, glue, mildew, 
tree sap, and wax. For military, 
industrial, transportation, marine, 
agricultural, and residential use. 
Sprayon® CD 1275 MACHINE « ENGIME 
Heavy-Duty Degreaser— FOLie ene ee 
Lemon-scented, no-rinse Specialist® 
cleaner/degreaser removes dirt, i>, No. 44R238 
grease, soap scum, Crayon, dl id 
smoke film, and heel marks. & af / 
WD-40° Specialist® Machine ae oer 
& Engine—Quickly removes —— 
grease, oil, dirt, and grime from 
machines and engines. Sprays 
up to 5 ft. 
Container Container NSF Mfr. Item 
Description Type Size Rating Model No. 
CRC® 3 : 
Aerosol Can 20 02. 1 14406 5YK96 
HydroForce® All Purpose Trigger Spray Bottle 320z. C1 14407 3EEC6 
yg ororce Industrial Strength Jug 1 gal. C1 14416 3EED1 
LP 
Aerosol Can 18 02. C1 02720 3HY53 
Precision Clean Trigger Spray Bottle 28 oz. C1 02728 20682 
Jug 1 gal. C1 02701 2C6/0 
a T Spray Bottle 12 Not Rated 86642  — 2VXJ9 
A ™ rigger Spray Bottle oz. Not Rate 
Bio-Soy Orange Jug 1 gal. Not Rated 86643 2VXK1 
Sesion Spray Bottl 32 C1 $127511232 6KDT9 
; pray Bottle OZ. 19 
CD 1275 Heavy-Duty Degreaser Jug { gal. Ct S012750401 6KDW7 
WD-40® Specialist® 
Machine & Engine Aerosol Can 18 02. C1 300070 _44R238 





citrus 
leyreaser 


THTganie Cries 


PS sep 


Natural Citrus-Based 
Degreasers 


= Ready-to-use 
CRC® 


Citrus Degreaser—D-|imonene- 
based cleaner/degreaser dissolves 
and removes grease, oil, lubri- 
cants, and other contaminants. 
Noncorrosive, nonabrasive, no 
residue. 


CRC® 
No. 3EED5 


Citrus Degreaser MUO—For 
dissolving and removing grease, 
oil, lubricants, and contaminants 
without requiring water to wash 
off and without leaving a residue. 


HydroForce® Super Citrus"’"— 
Dissolve grease, oil, ink, grime, 
and adhesives. Water-based and 
can be diluted with water. 10 pH 
(aerosol). 


Natural Degreaser™’—Contains 
no Class | or Class II ozone- 
depleting chemicals or chlorinated 
solvents. Dielectric strength: 
28,600V. 


LPS® 


PreSolve® Orange—ldeal for 
removing grease, tar, and oils. 
Flash point above 100°F. Low 
residue formula is safe on all 
metals and most plastics. 


PF® Solvent—Full-strength 
solvent removes grease and oil 
and can be use in parts washers, 
dip tanks, and ultrasonic cleaners. 
Contains no chlorinated solvents. 


SPRAYON® 


CD™ 757 Heavy-Duty Citrus 
Degreaser—Removes dirt, 
grease, oil, and graffiti. 


Sprayon® 
No. 6KHF1 


Container Container NSF 
Description Type Size Rating 
CRC® 
Trigger Spray Can 16 02z. C1 
Citrus Degreaser Aerosol Can 20 02. C1 
Jug 1 gal. C1 
Citrus Degreaser MUO Aerosol Can 20 02. C1 
Aerosol Can 20 02. C1 
HydroForce® Super Citrus™ Jug 1 gal. C1 
Drum 55 gal. C1 
Natural Degreaser™ Aerosol Can 20 02. C1 
= A IG 1 C1 
erosol Can 0 02. 
Presolve® Orange Trigger Spray Bottle 02. ; “4 ; 
erosol Can 0Z. ot Rate 
PF® Solvent Bottle 32 oz. Not Rated 
Sprayon® 
CD™ 75/7 Heavy-Duty Trigger Spray Bottle _14 oz. C1 
Citrus Degreaser Aerosol Can 16 02. C1 
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LPS® 
No. 2C654 
Mfr. Item 
Model No. 
14171 4JB50 
14170 3EED5 
14172 4JB51 
14970 21G1T84 
14440 4JB54 
14441 3EEC7 
14443 3APL9 
14005 3EED6 
01420 20654 
01422 2JFD8 
61420 4JB68 
61432 4JB69 
$C075/LQ0 4GUP5 
$C0/75/000  6KHF1 
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CRC® Quick Clean™ 
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CRC® Lectra Clean® 
No. 3EEE2 


Super 
Degreaser 


CRC® Super Degreaser™ 


No. 14U851 


NP See 


Solvent-Based Degreasers 


= Ready-to-Use (RTU) 
CRC® 


Cable Clean®—Combines a high-voltage 
splice and termination cleaner with a nonchlo- 
rinated, industrial-strength degreaser. 


Chior-Free®—Heavy-duty nonchlorinated 
degreaser/solvent provides rapid turnaround 
where low-flashpoint solvents can be used. 
Use caution on plastics. 


Fast Dry—Heavy-duty, nonchlorinated 
degreaser/solvent removes oil, grease, and 
other contaminants from electrical equipment. 


Provides rapid turnaround where low-flashpoint 


solvents can be used. Use caution on plastics. 


Heavy-Duty Degreaser—Degreaser/ 
cleaner dissolves grease, oil, and sludge. 
Nonconductive, noncorrosive, nonstaining 
solvent-based formula. 


Heavy Duty Degreaser Il—Cleans surfaces 
without residue buildup. Use caution on plas- 
tics. Nonchlorinated. 


Insta-Solv®—Nonchlorinated, noncorrosive 
degreaser aggressively dissolves grease, dirt, 
and oils from most nonplastic surfaces. VOC 
levels meet SCAQMD requirements. 


Lectra Clean®—Quickly evaporates, no 
residue. Nonstaining. Dielectric strength: 
50,500V. VOC-free formula. 


Lectra Clean® Il —Zero VOC, low-odor 
formula cleans surfaces without residue 
buildup. Nonchlorinated VOC-free formula. 


Quick Clean™—Degreaser/solvent evaporates 
quickly and without residue. Nonflammable 
formula should be spot-tested before use on 
plastics and paints. 


Super Degreaser™—Degreaser/cleaner is 
a nonchlorinated alternative to 1,1,1-trichlo- 
roethane. Nonstaining, nonconductive, and 
residue-free. 


T-Force®—Quickly dissolves grease, oil, 
and sludge. Noncorrosive, nonstaining, and 
nonconductive. 


LPS® 


A-151—Removes oil, grease, and other 
contaminants in dip tanks, parts washers, and 
ultrasonic cleaners. 


G-49™ Orange—High solvent strength for 
removing grease, grime, oil, and adhesives 
from cleaning equipment. Leaves no residue. 


EFX®—Fast-acting, heavy-duty solvent 
degreases and cleans in a single operation. 
Leaves no residue. Ideal for cleaning metals 
and most plastics. 


EVR™ Clean Air—Cleans metals with no 
ozone-depleting compounds. 


HDX Heavy-Duty—Nonflammable, noncon- 
ductive, fast-acting formula removes oil, 
grease, wax, dirt, moisture, tar, and other 
contaminants. 


Instant Super Degreaser—Nonflammable, 
nonconductive, fast-evaporating degreaser/ 
cleaner cleans grease and oil from all metals. 


ZeroTri®—Fast-acting, heavy-duty degreaser. 
SPRAYON® 


EL™ 749 Electrical—Heavy-duty cleaner 
removes dirt, oil, grease, wax, and tar from 
nonenergized electrical equipment. No 
residue. 


EL™ 848 Flash-Free Electrical—Electrical 
cleaner/degreaser penetrates instantly 

to remove dirt, oil, grease and wax. 
Nonflammable and noncorrosive. Evaporates 
quickly and leaves no residue. 


EL™ 2846 Nonchlorinated Electrical— 
Nonflammable degreaser/cleaner removes 
dirt, oil, grease, and wax. Safe on ferrous and 
nonferrous materials and most plastics. 
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LPS ® HDX Heavy Duty 
No. 4KK67 


2448 GRAINGER. 
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Sprayon ® EL™ 848 
No. 3KB69 



























































































































































































































































































































































































































































Container Container NSF Mfr. Item 

; Description Type Size Rating Model No. 

creo Se ae - ee eri 
Cable Clean® Aerosol Can 20 0z K2 02064 1HBK2 
Chlor-Free® Aerosol Can 20 oz K2 03185 3EEC3 
Fast Dry Aerosol Can 20 oz K2 02185 4YPJ6 
Heavy-Duty Degreaser Aerosol Can 20 oz K1 03095 1D265 
Heavy Duty Degreaser II Aerosol Can 15 0z K1, K2 03120 1D264 
Insta-Solv® _ Aerosol Can _ 20 02 K1 03100 AYPJ7 
Lectra Clean® Aerosol Can 20 02 K2 02018 3EEE2 
Lectra Clean® || Aerosol Can 20 oz K1, K2 02120 5VE64 
Quick Clean™ Aerosol Can 20 oz K1 03180 1D259 
Super Degreaser™ Trigger Spray Can 16 0z _K2 03114 5VE56 
Super Degreaser™, Manufacturing use only Aerosol Can | 20 02 K1 03910 14U851 
T-Force®, Manufacturing use only Aerosol Can 20 0z K1 03915 360086 

_1-Force® Aerosol Can 20 0z Kq 1750016 459V68 
LPS® 
A-151 Aerosol Can 15 0z C1 04320 4ETV6 
G-49® Orange Aerosol Can 150z  NotRated 06420 4XME9 
EFX® Aerosol Can 150z  NotRated 01820 20Y612 
EVR™ Clean Air Aerosol Can 15 0z Not Rated 05220 2HYX7 
HDX Heavy-Duty Aerosol Can 190z  NotRated 01020 4KK67 
Instant Super Degreaser Aerosol Can 20 02 C1 00720 20Y603 

— Zero Tri® Aerosol Can 15 0z C1 03520 2C691 

‘Sprayon® aaees ere eye ere re 
EL™ 749 Electrical _ Aerosol Can 15 0z _K2 $C0749000  6KDR3 
EL™ 848 Flash-Free Be 1402 K2  SC0848LQ0 4GUP8 
EL™ 848 Flash-Free Aerosol Can 16 0z K2 SC0848000 6KDR6 
EL™ 848 Flash-Free : Aerosol Can 20 02z _Kk2 SC0848T00 3KB69 
EL™ 2846 Non-Chlorinated Electrical Aerosol Can 18 0z K2 $20846000 1MET9 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 





vy 








Lectra Force’™’—Emits lower 
VOCs and has no flash or fire point. 
Nonconductive, noncorrosive, and 
nonstaining. 


LPS® 


REVO 66—Dries quickly, leaving 
no residue. Nonconductive and 
nonbrominated. Alternative to 
HCFC-based cleaners. 


SPRAYON® 


iF Contact 


SPECIALIST. CFC Free Electro—Fast drying, leaves EL2020 Plastic Safe—Fast- Cleaner 
no residue. Safe on plastics. evaporating, leaves no residue. mBuser dg Contacto 
Contact Cleaners CFC Free NU—Cleaner and degreaser Safe on all metals and most 
= Ready-to-use is for electrical/electronic parts. Fast plastics, and can be applied 
cRc® drying, leaves no residue. Safe on plas- “lle equipment is operating. 


Dry quickly, leaving no residue. Safe 
on most plastics. 


Contact Cleaner 2000°—Removes 
contaminants. Not recommended for 
use on Noryl® or polycarbonate plas- 
tics. Nonconductive and noncorrosive. 


Contact Cleaner 2000° VC 
Precision—Evaporates quickly with 
no flash or fire point. Alternative to 
141b-based cleaners. 


Cable Clean®—Removes contami- 
nants from the semiconductive core 
of high-voltage cables during splic- 
ing and termination. Nonflammable, 


tics. Nonconductive. 


Electra-X 2.0—For use on or near 
energized electronic equipment. 
Fast evaporating. Nonflammable and 
nonconductive. 


Electro—Fast-evaporating cleaner is 
for electronic and fine parts. Safe on 
plastics. Nonflammable. 


Electro-140°—Superior wetting and 
penetrating action, leaves no residue. 
Safe to use on plastics. Nonconductive. 


Micro-X—Fast-evaporating, leaves no 
residue on delicate electrical and elec- 
tronic parts. Safe on plastics. 


Nonflammable. Alternative to 
TFs. 


EL2206 Electro Wizard" — 
Removes, dissolves, and rinses 
away foreign contaminants. Safe 
on all plastics. Alternative to 
HCFC-141b. 


EL2302—aQuickly dries, cleans 
sensitive equipment and preci- 
sion instruments, leaving no 
residue. For use on nonenergized 
equipment. Safe on most plas- 
tics. Alternative to TF113 and 
HCFC-141b. 


EL2001—Electrical cleaner/ 





HEF™ Contact 
Cleaner 
No. 1D263 


LUBRICATION 
Contact Cleaners 





MICRO-X 


No. 4JB63 


noncorrosive, nonconductive, and 
nonstaining. 


lubricant removes contaminants 
from high-precision electrical 
equipment, leaving a microscopic 
corrosion-proof film. Dielectric 
strength: 36,700V. 


WD-40° SPECIALIST® 


Contact Cleaner—Removes dirt, 
oil, flux residue and condensation 
away from sensitive electronics 


Micro-X NU—Quickly removes 
contaminants from electronic and fine 
Contact Cleaner—Precision cleaner parts. Safe on plastics. 

is nonflammable, noncorrosive, 
nonstaining, and nonchlorinated. 


SPECIALIS 1 


ELECTRICAL 


NoFlash® Electro—Nonflammable 
solvent blend removes containments 
Contact Cleaner and Protectant— from the internal components of elec- 
Penetrates surface pores, cleans away tronic or precision equipment. 
contaminants, and leaves a micro- 
scopic, corrosion-resistant silicone 





NoFlash 2.0 Electro—For contacts, 


controls, and circuit breakers. Fast . 
EL™2206 





film. Noncorrosive and nonstaining. ; pee l 
9 evaporating, requires no rinsing. and sae ee Dries lent 

C0® Contact Cleaner—Cleaner Nonflammable, nonconductive, and QUIGR eavINg ND TESICUy: ome 
is nonflammable, noncorrosive, nonbrominated. No. 39H843 Contact Cleaner 
nonstaining, and nonchlorinated. No. 44R239 
HF™ Contact Cleaner—Precision 

i Container Net Mfr. Item 
cleaner is made of petroleum Description Type Weight Standards Model No. 


distillate. crc® 
Contact Cleaner 2000®, Industrial Aerosol Can 13 oz. 


Contact Cleaner 2000® VC Precision Cleaner Aerosol Can 13 oz. 


Cable Clean® Splice Cleaner Aerosol Can__19 oz. 
Contact Cleaner Aerosol Can__14 oz. 
Contact Cleaner and Protectant Aerosol Can __ 10 oz. 
CO® Contact Cleaner Trigger Spray 10 oz. 
HF™ Contact Cleaner Aerosol Can___11 oz. 
Isopropyl Alchohol Precision Cleaner Aerosol Can 12 oz. 
NT™ Precision Cleaner Aerosol Can 12 oz. 


QD® Contact Cleaner Aerosol Can 11 oz. 


RoHS Compliant, NSF K2 Registered, SNAP Approved 03150 12W317 
RoHS Compliant, NSF K2 Registered, SNAP Approved, Boeing 02240  2EAX4 
D6-17487, Revision P- Solvent Cleaners; General Cleaning 
RoHs Compliant 02069  4YPJ4 
RoHS Compliant, NSF K2 Registered, SNAP Approved 03070 _1D266 
RoHS Compliant, NSF K2 Registered, SNAP Approved 03140 _:1D261 
RoHS Compliant, NSF K2 Registered, SNAP Approved 02017 _—2YE16 
RoHS Compliant, NSF K2 Registered, SNAP Approved 03125 _ 1D263 
RoHS Compliant, NSF K1,K2 Registered, SNAP Approved 03201 _ 1HBK5S 
RoHS Compliant, NSF K2 Registered, SNAP Approved 03205 _ 3FB96 
RoHS Compliant, NSF K2 Registered, SNAP 03130  1D262 
Approved, Boeing D6-17487, McDonall 
RoHs Compliant, NSF K2 Registered, SNAP 
Approved, Boeing D6-17487, McDonall 


Isopropyl Alcohol Precision 
Cleaner—Removes polar soils 
and other charged contaminants. 
Nonconductive and noncorrosive. 


NT™ Precision Cleaner— 
Nonflammable, nonconductive, and 
noncorrosive. Alternative to HCFC- 


141b cleaners. 


QD® Contact Cleaner Trigger Spray 14 oz. 02133  G6RA76 





® __ QD® Contact Cleaner Pail 9 gal. RoHS Compliant, NSF K2 Registered, SNAP Approved 03131 _ 5YK64 
pair hieranee Petroleum = —gpe Contact Cleaner Drum 55 gai. RoHS Compliant, NSF K2 Registered, SNAP Approved 03132  3APN4 
See a COT ON OT SUIOVGS XT-2000™ Precision Cleaner Aerosol Can 12 02. OE Bay 03155  1XFF1 
soil and other contaminants trom ; RoHS compliant NSF K2 Feaistered SNAP 
electronic components. For lower Electronic Component Cleaner Aerosol Can 13 02. Approved, Boeing D6-17487 - Revision P 02200 S2UNS1 
flashpoint applications Electrical Parts Cleaner Aerosol Can _ 19 oz. RoHS Compliant, NSF K2 Registered 02180  4YPJ5 
; Lectra Force™ Electric Cleaner Aerosol Can __ 18 oz. RoHS Compliant, NSF K2 Registered, SNAP Approved 02115 45FG5/ 
XT-2000™ Precision Cleaner— ai 
CFC Free Electro Contact Cleaner Aerosol Can__160z NSF K2 03116-20687 
Removes contaminants from Hisar Wy pontact Gleaner etoso Fan Ht 02. ; isi ' ne il 
: : ectra-X 2.0 Contact Cleaner erosol Can OZ. ot Rate / 4 44 
electronic equipment. Nonflammable, Electro Contact Cleaner Aerosol Can__ 14 oz. CARB, OTC 00416 20602 
nonconductive, and noncorrosive. Electro-140° Contact Cleaner Aerosol Can __16 02. NSF® K2 Registered 00916 20642 
MIGRO:X NU Contact Cle Aerosol Gan-—1 tov, NSE 06816 aXMF 
i —_— : ontact Cleaner erosol Can OZ. 4 
Electronic Component Cleaner NoFlash® Electro Contact Cleaner Aerosol Can _ 12 oz. NSF 04016  2F017 
No flash or fire point. Evaporates NoFlash 2.0 Electro Contact Cleaner Aerosol Can 12.02. NSF K2 07416 40WY43 
rapidly, leaves no residue REVO 66 Contact Cleaner Aerosol Can __ 16 oz. NSF 04416 2HYX5 
7 | idapriva Plastic Safe C Cl A IC 12 NSF Registered K2 $02020000 6KDW 
E EL™2206 Electo Wizard™ Contact Cleaner Aerosol 10 02. NSF Registered K2 $C2206000 39H843 


EL™2302 Contact Cleaner 
EL™2302 Contact Cleaner 
EL™ 2001 Contact Cleaner 

WD-40® Specialist® 
Contact Cleaner 
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962302000 6KHF3 
$62302LQ0 4GUP4 
$02001000 6KDTS 


300554 —_44R239 


2449 


Aerosol Can 11 oz. 
Trigger Spray 14 oz. 
Aerosol Can 16 oz. 


evaporation, leaves no residue. 
Nonflammable, noncorrosive, noncon- 
ductive, and nonstaining. 


NSF Registered K2 
NSF Registered K2 
NSF Registered K2 


Aerosol Can _ 11 oz. NSF Registered K2 
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LUBRICANTS 


Multipurpose Greases 


CRC® 


General Purpose—fFor bearings and on 
cables, chains, latches, machinery, open 
gears, and overhead door tracks. 


CITGO 


Premium Lithium EP—Lubricates 
journal and antifriction bearings. 


Lithoplex® MP—Helps minimize wear 
in heavily loaded components. Offers 
corrosion and oxidation resistance. 


Lithoplex® CM and HM—Provide 

wear protection in construction and 
mining applications. Polymer-fortified for 
improved adhesion and water resistance. 
Lithoplex CM has 3% MoS». Lithoplex 
HM has 5% MoS». 


Lithoplex® RT—Tacky, moly-free 
formula provides good adhesion and 
water resistance. 


JET-LUBE® 


MP-50™ Moly Paste—Lead-free, 
water-resistant low-friction grease helps 
prevent corrosion. 


Temp-Guard™—Contains graphite and 
molybdenum disulfide for low friction 
and extreme pressure capabilities. 


MOBIL™ 


Mobilith® SHC 220—Lubricates at 
temperature extremes; rust-, corrosion-, 
and oxidation-resistant. 


citco. EXoonMobil 


SPECIALIST. 


Super 
— - Lube 
BUST 


Mobillith SHO™—No. 4ZF48 is 
for extreme pressure applications. 
No. 4ZF49 is for grease-lubricated 
rolling-element bearings in electric 
motors. 


Mobilgrease® XHP 222—Provides 
lubrication and oxidation stability plus 
rust, corrosion, and water resistance. 
Use for automotive, construc- 

tion, marine applications and farm 
equipment. 


Mobilgrease® XTC—Resists oil 
separation in high-speed flexible gear 
and grid coupling applications. 


Mobilux® EP 1 and 2—EP 1 can be 
pumped at low temperatures. EP 2 is 
recommended for antifriction and plain 
bearings, bushings, and pins under 
normal operating conditions. 


WD-40° SPECIALIST® 


High Temperature—For high-speed 
bearings in high-temperature applica- 
tions with heavy mechanical loads. 


Extreme Pressure—Offers protec- 
tion against wear and high loads in 
heavy-duty applications. 


Marine Grade Water Resistant— 
For moisture and corrosion protection 
for equipment that's exposed to the 
damp weather conditions. 


B'LASTER 


Penetrating Grease—Penetrates 
rust and corrosion to lubricate and 
protect metal surfaces. For use in 
agriculture, construction, mining, 
and automotive applications. 


Heavy-Duty Grease—Protects 
and lubricates in temperatures 
up to 500°F. Great for automotive, 
construction, mining, and farm 
equipment. 


Waterproof Marine Grease— 
Provides protection, even with 
extended exposure to saltwater 
and saltwater mist. 


Extra-Tacky Red Grease— 
Provides anti-wear and extreme 
pressure protection, in tempera- 
tures up to 550°. Rust- and 
-corrosion resistant. 


Pro-Grade Multipurpose 
Grease—Water-resistant formula 
provides lubrication under moder- 
ate loads. Protects against rust and 
corrosion. 


SUPER LUBE® 


0-Ring Silicone Grease—For 
lubricating, sealing, and condition- 
ing O-rings and other regulator and 
valve system components. 





Max. Min. 
Grease Lubricant Base NLGI Container Container Grease Operating Operating Mfr. Item 
: po esetiption Thickener Additives Oil Grade Type Size Color Temp. Temp. Model No. 
R 
qgeneral Purpose Lithium — Petroleum 2 Pail 30 lb. Amber 250°F 0°F LILO 39F945 
itgo 
Premium Lithium EP Lithium — Mineral 2 Pail 30 lb. Amber _250°F O°F _ 699212001022 33ME70 
Premium Lithium EP Lithium — Mineral 2 Drum 120 lb. Amber  250°F O°F 699212001072 33ME/1 
Lithoplex® MP Lithium Complex _Zinc Mineral 2 Tube 140z. Gray 30°F O°F _ 690340001080 52XN91 
Lithoplex® CM Lithium Complex _Zinc Mineral 1 Tube 140z. Gray 30°F -0°F _ 690391001080 52XN93 
Lithoplex® HM Lithium Complex — Mineral 2 Cartridge 140z. Gray 325°F  -10°F _69535/001080 33ME85 
Lithoplex® RT Lithium Complex _Zinc Mineral 1 Tube 140z. Red _ 30°F O°F 600343001080 52XN94 
See RT Lithium Complex = Mineral 2 Pail 30 Ib. Red  325°F ~—-10°F ~— 699344001044 33ME73 
Jet-Lube 
MP-50™ Moly Paste Clay Molybdenum Mineral 3.5 Can 1 Ib. Blue /90°F_ —_—-300°F 28003 2YKK6 
MP-50™ Moly Paste — Molybdenum =— — — 2 |b. — 790°F _-300°F 28007 5CHT5 
yom ua — — Synthetic 1.5 Cartridge 140z. Black 600°F -10°F 31850 26W/39 
a Mobil™ 
<= Mobilgrease® SHC 220 Lithium Complex = Synthetic 2 Cartridge 13.40z. Red 300°F  -40°F 121952 oZN11 
— Mobillith SHC™ Lithium Complex _ Synthetic 1.5 Cartridge 13.7 0z. White 350°F —-40°F 122129 4ZF48 
© Mobillith SHC™ Lithium Complex — Synthetic 2 Cartridge 13.40z. Red 350°F  -40°F 122112 4ZF49 
Mobilgrease® XHP 222 Lithium Complex — Mineral 2 Cartridge 13./0z. Blue  284°F O°F 121929 1MUC1 
c Mobilgrease® XHP 222 Lithium Complex = Mineral 2 Pail 2 gal. Blue 284°F 0°F 105842 1MUC2 
— ve Mobilgrease® XTC Lithium — Mineral 1 Cartridge 14 oz. Tan 120°F —_——-30°F 105804 2RV27 
Cc vo oer Mobilux® EP 1 Lithium — Mineral 1 Cartridge 13./0z. Brown 120°F — -20°F 121093 2RV29 
rd Mobilux® EP 2 Lithium — Mineral 2 Cartridge 13./0z. Brown  266°F -4°F 122136 2RV31 
Py G) cas Mobilux® EP 2 Lithium — Mineral 2 Pail © gal. Tan 130°F_ ——-20°F 105/763 5NJT9 
a SPEC ALIS WD-40° Specialist® 
3 ra) ~UATED High Temperature Lithium Complex HELL Mineral 2 Cartridge 1402. Green 325°F  -40°F 300394  52YA11 
Q 
s @ as Extreme Pressure _Lithium Complex Ee Mineral 2 Cartridge 1402. Red 325°F  -40°F 300400  52YA12 
xy) Marine Grade 7 Petroleum 47; é ; 
: oO aiater Resistant Lithium Complex Distillates Mineral Cartridge 14 02z. Blue  325°F -40°F 300417 52YA13 
‘laster 
5 Penetrating Grease Polymer Distillates Synthetic — Cartridge 14 0z. Orange _500°F 97°F GR-14C-PB 443U98 
ia ascae te ae Grease ston stort Petroleum 2 Cartridge 140z. Green 500°F 97°F  GR-14C-HDG 443U99 
aterproof alcium alclum ; ° ° “qr. 
Marine Grease Silonate Sulfonate Petroleum 2 Cartridge 140z. Blue  500°F 97°F GR-14C-WP 443V01 
No. 1MUC4 at Ret Grease | Lithium Complex Lithium Petroleum 2 Cartridge 140z. Red  500°F 97°F  GR-14C-HTR 443V02 
ro-Grade Multi- ahi ah: ° ° rrr 
ail Eutpose Grease Lithium Complex Lithium Petroleum 2 Cartridge 140z. Amber 500°F oT Fr GR-14C-MP 443803 
= uper Lube 
No. 52YA13 O-Ring Silicone Grease _ Silicone No Additives Silicone 2 Tube 30z. White 500°F _—-40°F 93003 436P94 
. O-Ring Silicone Grease _ Silicone No Additives Silicone 2 Can 14.10z. White 500°F _—-40°F 93016 436P95 
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CRC® Jet-Lube® Mobil™ Prtrochem® Sta-Lube® Super Lube® Tri-Flow 
No. 4JB56 No. 5CHP4 No. 2RV34 Foodsafe® No. 13P453 No. 44N732 No. 4TA91 
No. 3NLK4 


Tx 
JETLUBE ExonMobil 


Food Grade Multipurpose Greases 
CRC® 


Greases—No. 4JB56 is formulated on a premium aluminum complex base. 
No. 12G584 has a smooth, buttery texture and is a premium-grade aluminum 
complex grease. No. 12G587 is plastic-safe and particularly useful in high- 
temperature applications. Extreme Duty No. 12G591 is a plastic-safe grease 
with excellent water-washout resistance. 


JET-LUBE® 


FMG"™—Food Machine Grease is formulated for a wide variety of operating 
conditions, with extreme water resistance to stay in place even after frequent 
washdowns. Polymer additives provide adhesive and cohesive strength to resist 
pound-out under shock loads. It is recommended to lubricate all types of bear- 
ings in food processing machinery. 


MOBIL™ 


Mobilgrease™ FM 222—High-performance multipurpose formula is designed 
to lubricate food processing machinery in varied environments, from oven to 
freezer operations, and over a wide range of speeds and loads. The grease 
withstands periodic washdown and cleaning operations, with excellent water 
resistance and rust inhibition and good protection against wear and shock loads. 


PETROCHEM® FOODSAFE® 


PETRO-GARD® FMG-2—Formulated with special additives selected to provide 
excellent water, oxidation, and corrosion resistance, plus corrosion prevention 
and excellent antiwear and extreme-pressure (EP) properties. The product stays 
in place between washdown cycles to help boost equipment and lubricant life in 
wet conditions. 


SYN GEL FG-750—High-temperature gel grease seals bearings against water 
and other contaminants and provides corrosion protection. It remains stable 


Grease Base NLGI 
Description Thickener Oil Grade 
—_ Alum Compl Mineral 2 
uminum Complex inera 
Multipurpose Food Grade Grease Aluminum Complex Mineral 5 
synthetic Food Grade Grease Silica Synthetic 2 
Extreme Duty Food Grade Grease Calcium Sulfonate Mineral 2 
Jet-Lube® 
FMG™ Aluminum Complex Mineral 2 
Mobil™ 
Mobilgrease™ FM 222 Aluminum Complex Mineral Z 
Petrochem® Foodsafe® 
PETRO-GARD FMG-2 Aluminum Complex Semi-synthetic 2 
SYN GEL FG-750 — Synthetic 2 
Sta-Lube® 
Lithium Mineral 2 
Super White™ Multipurpose Lithium Mineral 14 
Lithium Mineral 1 
Super-Lube® 
Multipurpose Grease With Syncolon® (PTFE) PTFE Synthetic 2 
Silicone Lubricating Grease With Syncolon® (PTFE) = Synthetic 2 
Tri-Flow® 
synthetic Grease with PTFE PIE Synthetic 2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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under high shear and high temperatures, and will not melt, drip, carbonize, or 
emulsify. The lubricant is highly water-resistant and performs exceptionally well 
in wet applications. 


STA-LUBE® 


Super White™ Multipurpose—High-purity greases provide superior perfor- 
mance in any weather and most temperatures. Bright white color is great where 
appearance Is important. 


SUPER-LUBE® 


Multipurpose Grease with Syncolon® PTFE—Heavy-duty lubricant is made 
with proprietary Syncolon PTFE micropowders combined with synthetic base 
fluids for longer lasting protection against friction, wear, rust, and corrosion. 
Designed to help reduce downtime, increase productivity, and extend machinery 
life. The formula has good mechanical stability, won't melt or separate, and does 
not evaporate or form gummy deposits. 


Silicone Lubricating Compound with Syncolon® PTFE—Synthetic grease 
offers excellent water protection and moisture barrier over a wider operating 
range than petroleum-based lubes. It's good for plastic gears and threads and 
as a damping medium for dash pots. Also lubricates O-rings, electrical motor 
and slow-speed bearings, brake parts, weather stripping, trunk seals, speed- 
ometer cables, window channels, hood strips, pads, rubber gaskets, and other 
rubber components. 


TRI-FLOW® 


Synthetic Grease with PTFE—Compatible with most rubbers and plastics; 
excellent for O-rings. Nonstaining and waterproof. Pure synthetic provides added 
durability and performance. 


Max. Min. 
Container Container NSF Grease Operating Operating Mfr. Item 
Type Size Rating Color Temp. Temp. Model No. 
Cartridge 14 02. H1 White 300°F -30°F SL35600 4JB56 
Pail Jo ID. H1 White 300°F -30°F SL35605 12G584 
Cartridge 14 02. H1 Clear 300°F -20°F $L35610 12G587 
Cartridge 14 02. H1 Tan 400°F -20°F $L35615 12G591 
Cartridge 14 02. H1 White 400°F 0°F 30150 5CHP4 
Cartridge 13.4 02% H1 White 900°F 0°F 121956 2RV34 
Cartridge 14 02. H1 White 300°F -22°F _ PETRO-GARD FMG-2 3NLK5 
Cartridge 14 02. H1 White 900°F -4°F SYNGEL FG-750 3NLK4 
H2 No 

Tube 10 02. Food White 300°F 0°F $L3360 39F946 
Contact 
H2 No 

Cartridge 14 02. Food White 300°F 0°F $L3150 13P453 
Contact 
H2 No 

Pail 35 Ib. Food White 300°F O°F SLO150 39F944 
Contact 

Pail 30 Ib. H1 White 450°F ~45°F 41030 44N724 
Cartridge 14.1 02. H1 White 900°F -40°F 92150 44N732 
Cartridge 14 02. H1 White 400°F -10°F TF220211 4TA91 
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Bearing Grease 
= Grease container: Cartridge 
MOBIL™ 


Polyrex™ EM—Super- 
premium grease is formulated 
ATREME PRESSUR for electric-motor bearings, 


LUBRICATION 
Bearing & Dielectric Greases 





Aqua—Provides long-lasting 
lubrication even when fully 
submerged in fresh or salt water. 


iT 
"Uv 


FoodLube—Nonstaining, 
nonemulsifying formula for use in 
food processing and other clean 
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BEARING GREASE 
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yu particularly vertically mounted indlistrieg 
sone: wr nee os bearings or very large motors 
— an eer - a i 
en we ot that may require stiffer grease CS Moly—Calcium sulfonate 
consistency. formula with molybdenum 
Frm nail . . . 
. meuen me LPS® THERMAPLEX® disulfide for high load carry- 
ThermaPlex® Jet-Lube® EP | wm ing capacity. Reduces wear 
Multi-Purpose No. 6HAL9 Multipurpose—for use as a from vibration. Water- and 
No. 4UJ42 high-performance, multifunc- corrosion-resistant. 
tional bearing grease in general 
—— 2 = g gre 9 JET-LUBE® 
purpose applications. 
; Hi-Temp—Resists carboniza- EP—Bearing grease contains a 
acre Max. Min. a aes é: extreme-pressure additive that 
ontainer § NSF Grease Grease Operating Operating Mfr. item _ tion, vibration, and bearing NaS ON 
Description Size Rating Thickener Color Temp. Temp. Model No. faite Extends relubrication enhances shear stability in high 
Mobil™ temperatures. 
Polyrex™ EM 13.7 oz. _ Not Rated Polyurea Blue  320°F  -4°F 124050 5xB54__ intervals. Excellent resistance. P 
LPS® ThermaPlex® : . STA-LUBE® 
Multipurpose 14.1 0z. NotRated  LithiumComplex Blue  350°F  -22°F 70614 4UJ42 Hi-Load—Provides long- 
eee M4 OZ. Not ai pun pomnex eee see a Oat a aes lasting lubrication for bearings Sta-Plex™ Extreme Pressure 
i-Loa 1 02. ot Rate ithium Complex ac “22° = 41,3 
Aqua 14102. NotRated Aluminum Complex Amber 300°F-4°F 70514 4ug41 Subjected to shock loading and = Grease—Multipurpose, lithium 
FoodLube 14.1 0z. Hi Food Grade Aluminum Complex White 302°F  -4°F 70114 38F843 Vibration. Offers antiwear proper- complex formula contains extreme 
CS Moly 14.10z, MZNOFOod calcium Sulfonate Gray 425°F © O°F ~—- 70814 4FPws ties and corrosion resistance. pressure, anti-oxidation, and 
Jet-Lube® anti-wear additives. For high 
EP 140z. Not Rated Lithium Purple 325°F O°F 30350 G6HAL9 temperature applications and for 
Sta-Lube® use in ball and roller bearings and 
Sta-Plex™ Extreme 4497 H2NoFood  {ithiumComplex Red  325°F  -20°F SL3190 SEVZO inj 
Pracsira Grease - ‘Contact p in assembly/machining equipment. 
Super 
i Lilbe 
) ® 
a > JETLUSE jocrire. 
| LOCTITE | 3 5 
le res Dielectric Grease 
RCO —= CRC® Dielectric Grease—Food-grade noncuring silicone compound 
: Lat =—— waterproofs electrical connections and components to protect against 
TRANSLUCENT — arcing. No. 2F136 features Perma-Lock® integrated actuator that will not 
: ~rsana detach. 
HY Foeginiened 


CRE 











Jet-Lube® Silicone Compound DM™—WMoisture-proofing sealant and 


iia emg "her are = lubricant's low volatility, inert properties, and high dielectric strength are 
. “@ Setar good for use on a wide range of elastomers and plastics. It can serve as 
Wash ad a lubricant, sealant, or chemical barrier coating for valves, O-rings, stuff- 
8 Se one ing boxes, and vacuum and pressure systems; great to insulate electrical 
anenee Loctite connectors against the elements. 
ei 2st Jet-Lube® MP (Moisture-Proofing) Silicone Grease™— 
cRc® Nonconductive premium moistureproofing lubricant is useful in a wide 
No. 1HBK3 variety of applications, and a great insulator to protect electrical connec- 
| tors against the elements. It is excellent on marine, automotive, and 
. XS _- aircraft ignition systems, as well as electrical assemblies, cable and spark 
Geriune? ‘ a plug connections, and battery terminals. The formula is designed for 
ice eva sia: aaniaoe compatibility with O-ring materials including Buna-N, Viton® FKM, HSN 
(hydrogenated nitrile), Teflon® PTFE, and nylon. 
Max. Min. Loctite® LB 8801 Silicone Lubricant—Noncuring. Seals, waterproofs, 
Las eonemicy sal i aoe , Operating Operating it Hom and electrically insulates metal, rubber, and plastic parts. Can also be 
rage ype Ize ating olor ase emp. emp. ode QO. 
CRC° Dielectric Grease used as a mold release agent. 
2 Tube 6 Oz. H1 White Silicone 400°F _-70°F 02085 1HBK3 : ® : . = 
Aerosol Can 100z. Hi Clear Silicone 400°F -70°F 03082 2F136 SUper-Lube® H1 Food Rated Dielectric Grease—Noncuring synthetic 
Jet-Lube® Silicone Compound DM™ compound lubricates, seals, and protects electrical components and 
3 = = = = Silicone = —__/3560 2YKJ9_ connectors including battery cables, spark plugs, distributor caps, termi- 
Focus wie ncaa ease sulcOe 400°F__-70°F__73550_2YKK4 hal string and disconnects, and cable connections. Compatible with most 
15 Tube  530z.  H1 Clear Silicone 400°F  -70°F 32460 2YKK1_ Plastics and rubber, it helps moistureproof and insulate electrical connec- 
Loctite® LB 8801 Dielectric Grease Z tions, offers corrosion prevention, and helps keep contaminants out. 
—_ Tube 5.3 0z. Not Rated Clear Silicone 400°F — 234317 5E201 
Super eh o Grate Dielectric nese oT re max eC Super-Lube® H1 Food Grade Multipurpose Grease—PTFE-based 
artridge OZ: ite ineral Oil/Silicone 7 -40° : ati : : : 
Super-Lube® H1 Food Grade Multipurpose Grease formula provides friction, wear, rust, and corrosion protection. This grease 
2 Cartridge 14.102. H1 White | PAO/Mineral Oil 450°F -45°F 41150 44N721 Will not run, drip, melt or separate. 
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Aerosol Greases 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


White Lithium 
irease 


“88 blanco de lithe 


eee WHITE 
LITHIUM 


CREASE wire PTF 


PROTECTIVE 


GREASE 


Ciéta com erie 


| 
Sect ond Mier & 
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LPS® 





CRC® Sprayon® Tri-Flow® WD-40® Specialist® 
No. 4ZF09 No. 6JHYO No. 6KHE9 No. 4TA92 No. 31XR57 
_— nay 4 ¢ Ps eh hoe: ° | Us : 
puISTEN cAC CPN, rr NON 0¢7ITE. LBS Liloriivertic’ SE_TPn Bw ht Zep) 
TRI-FLOW® B'LASTER 


Aerosol Spray 


Multipurpose Greases 
CRC® 


Red Grease—Aluminum complex-based 
formula prevents rust, corrosion, and oxida- 
tion; maintains lubricity at extremely high 
temperatures. Long-lasting waterproof film 
resists acids, alkalis, salt, weather, and 
steam. 


Food Grade White Grease—Features 
Perma-Lock® integrated actuator. 
Formulated for high-load applications 
requiring long grease life. Protects against 


Synthetic Grease with PTFE—Premium formula is 
nonstaining and helps prevent corrosion on gaskets, 
O-rings, conveyors, sterilizer chains, slides, pool equip- 
ment, electric motors, water filters, and universal 
joints. 


WD-40® SPECIALIST® 


Protective White Lithium Grease—Liquid formula- 
tion sprays on evenly, then sets dry to form a thick, 
nonmelting coating that's great for metal-to-metal 
applications where heavy-duty lubrication and 
protection against rust and corrosion are required. 
Long-lasting, freeze-resistant lube won't run off in any 
weather. Good for outdoor and indoor applications, and 


Food-Grade White Spray Grease—Clean, low-odor 
grease protects against rust, moisture and oxidation in a 
range of applications, including food processing and food 
handling. Formulated for heavy-load applications. NSF H1 
registered. 


Penetrating Lithium Grease—Time-release formula 
penetrates existing rust and corrosion and provides 
long-lasting lubrication and surface protection. Great for 
restoration projects and various agriculture, construction, 
and automotive applications. 


White Lithium Multipurpose Grease— Low-friction 
lubrication creates a protective barrier, protecting against 
moisture and oxidation. Grease helps keep surfaces lubri- 


wear, rust, and oxidation. on equipment being prepared for storage. cated in extreme temperatures. 





sebislert tages eed aaleuar@a ern cepa Container NSF NLGI Grease Grease Lubricant aie aiih asetito Base Mfr. Item 
need oe ae ae \ 7 ' Description Size Rating Grade Thickener Color Additives Temp. Temp. Oil Model _No. 
weather. An excellent bearing break-in lube —_B'laster 
and a general purpose lube and corrosion ee 11 oz. H1 — Lithium White Lithium  120°F += -12°F_—s Mineral 16-WG-FG 402M56 
inhibitor for tools, machinery, equipment, Penetrating Lithium Grease 80z. NotRated — Lithium Orange Lithium 500°F 97°F Petroleum GR-8A-PB 443V04 
guide rails/tracks, hinges, latches, chains, Blaster 
High-Performance ni _ _ = : 
and cables. White Lithium 110z. NotRated 1 Lithium White Mineral 16-LG 16W545 
= ® 
Heavy-Duty Clear Penetrating Grease— cae : Aluminum wae Aluminum gence ge wineral 03038 1XFC1 
High-tack gel resists throwoff and water Ones: eee et 2 ‘Complex White “complex “°° inera 
washout. Forms a thick, long-lasting water- Pereatine ee A a — Clear Molybdenum 500°F  -30°F Petroleum 03056 12W315 
proof film that resists acids, alkalis, salt, Red Grease 160z. NotRated 2 — Red = 300°F = -25°F Aluminum 93979 4HBK8 
oxidation, weather, and steam. No Fad ore ex 
LPSe White Lithium Grease 1062 Lithium White Zinc 300°F  O0°F — cianrate (03080 4ZFO9 
Crown 
White Lithium with PTFE—Ultra-white fia poet Grease 110z. NotRated 2 Lithium White _— 360°F -70°F Mineral 7037 36XE44 
lithium-based aerosol grease has PTFE White Lithium Grease 100z. NotRated 2 PTFE White PTFE  500°F 97°F Mineral MS-TWL 35RP35 
additives for superior lubricity. Liquid Wrench 
err rr ; Petroleum ° ° 
Red and Redi—Bentonite clay-based White Lithium Grease 10.202. NotRated 2 Lithium White  Dictijates  119°F 35°F Petroleum L616 S4YT56 
: i Loctite 
sie Sek ete White Lithium Grease 10.750z. NotRated 2 Lithium White  — 380°F — Mineral 1906122 45MY66 
LPS® 
® Red and Redi Multipurpose 160z. NotRated 2 Clay Red _ 450°F -40°F Mineral 05816 5SYH77 
SPRAYON White Lithium with PTFE 160z. NotRated 2 Lithium White PTFE 120°F OF Mineral 03816  6JHYO 
eid - ee : LubriMatic 
LU"100 White Lithium Grease—High- White Lithium Grease 120z. NotRated 2 Lithium White PTFE — 22°F Mineral 11363 41AA46 
solids, nonmelting formula provides Sprayon® 
excellent metal-to-metal lubrication and Soe ee, eon Lithium White  — 275°F -20°F ~=—  §C0100000 6KHES 
is an excellent corrosion inhibitor for Tri-Flow® 
unpainted metal. The spray-on grease aicane's orease o PTFE 111% oz. H1 2 PTFE White — 400°F -10°F Synthetic TF220201 4TA92 
- F pecialis 
ne eee Protective White 100z, '2No Food Lithium White  — 300°F O°F_~—s Mineral += 300615 31XR57 
applications. Lithium Grease ‘Contact 
Zep 
Redi-Grease Multi- Aluminum ° ° 
Purpose Grease 120z. Not Rated Complex Red Aluminum 400°F O°F ~=Petroleum 11521 456L09 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2453 
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Gear Oils 







Mobilgear™ 600 XP 
No. 1MUC7 


ExonMobil 


Gear Oils 
MINERAL 


Mobiltac™ MM 


Non-diluent formula features extreme 
pressure additives, providing protection 
of gear teeth and metal surfaces subject 
to extremely heavy loads. Oil forms 

a cohesive and adhesive lubricating 

film that resists wear, water wash, and 
excessive ‘throw off". For use in appli- 
cations such as open gears, hoist gears, 
swing gears, and large press gears. 


Mobilgear™’ 600 XP 

Provide heightened protection against 
micropitting, debris denting, and bearing 
wear in enclosed gear drives with circu- 
lation or splash lubrication systems. 


Mobil™ 600 W Super 
High-performance, high-viscosity 
oil is designed for use in enclosed 
worm gears operating at moderate 
to high speeds and temperatures. 
Provides good sealing film around 
rods and in glands in steam appli- 
cations. Resists deposit formation. 
Excellent antiwear and low friction 
properties. 


Scan. Order. Done. 
Details on page A1. 
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SYNTHETIC 


Mobil SHC™ 600 


Provide equipment protection at high 

and low temperatures, allowing peak 
productivity performance. Formulated 

for oxidation stability, corrosion and rust 
prevention. High performing oil in water 
separability, foam control, and air release. 
Run 20% cooler than conventional oil, 
limiting power consumption and reducing 
maintenance cost. For use in enclosed 
gears, speed and gear reducers, and 
plain and roller bearings. 








SHC™ 63 
No. 20JY58 





/+ Mobil - 


Mobil 
SHC Cibus 150 


———— 
Mobil™ SHC Cibus 
No. GHHAG 
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Petrochem® 
Foodsafe FG 
Series 
No. 3NLK7 


ITT 
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Mobil 
SHC Cibus 460 
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Mobil™ 
SHC Cibus™ 460 
No. GHHC1 


Renewable 
Lubricants™ Bio- 
Food Grade™ 
No. 5JGG9 








ISO Viscosity Viscosity Container Container Mfr. Item 
Series Grade Index Size Type Model No. 
Mineral 
Mobiltac™ MM Not Specified NA 5 gal. Pail 100684  4DNJ2 
Mobilgear™ 600 XP 68 a y : aa. pal ee ae 
™ 7 gal. an a] 7 
mobigeat CUO 100 ——“450 97 5 gal. Pail 105880 1MUC6 
Mobilgear™ 600 XP 220 220 97 5 gal. Pail 105879  4DNH4 
Mobilgear™ 600 XP 460 460 96 1 gal. Can 103495 1MUC8 
Mobilgear™ 600 XP 680 680 90 5 gal. Pail 103499 4DNH7 
Mobil™ 600 W Super 460 95 5 gal. Pail 101923 4DNJ6 
Synthetic 
220 169 1 at. Bottle 123000  6Y778 
Mobil SHC™ 600 460 174 1 gt. Bottle 123018  42ZF30 
220 169 5 gal. Pail 110843 20JY58 


ExonMobil Gamexit e \; ane 
Sy ENFIARLE 


Food Grade Gear Oils 


Note: Food Grade Ratings are determined by the National 
Sanitation foundation (NSF), these values include H1 (Acceptable 
for incidental food contact), H2 (not acceptable for any contact 
with food), and H3 (edible/soluble). 


H1 RATED 


Mobil SHC Cibus™ Series—Food-grade synthetic 
oils feature high viscosity and load carrying capabil- 
ity, excellent oxidation stability and water separation, 
good seal compatibility and corrosion protection, and 
low traction coefficient. 


Petrochem® Foodsafe FG Series—Semisynthetic 
gear lubricant for gearboxes operating under low and 
high temperatures. 


Petrochem® Foodsafe Gearsyn FGG Series—For 
gearboxes and enclosed gears under low or high 
temperatures and humidity. Provides a protective 
antirust film for gaskets or seals of tank closures. 


H2 RATED 


Petrochem® Gearsyn EP 220—Ideal for 
heavily loaded low-speed gears and bear- 
ings with boundary or elasto-hydrodynamic 
lubrication conditions such as in mine 

hoist gear reducers. Also for gearboxes 
which operate under excessively high 
temperatures. 


Renewable Lubricants™ Bio-Food 
Grade™—For gear drives and right-angle 
gear drives. 


ISO Max. Min. 
Base Viscosity Viscosity Container Container Operating Operating Mfr. Item 

Description Oil Grade _ Index Size Type Temp. Temp. Model No. 
H1 Food Grade 
Mobil 
SHC Cibus™ 32 Synthetic 32 140 5 gal. Pail 260°C 12°F 104093 6HHA8 
SHC Cibus™ 46 Synthetic 46 148 5 gal. Pail 260°C — 104094 6HHCO 
SHC Cibus™ 68 Synthetic 68 151 5 gal. Pail 260°C 12°F 104095 6HHC2 
SHC Cibus™ 150 Synthetic 150 150 5 gal. Pail 260°C 13°F 104098 6HHAG 
SHC Cibus™ 220 Synthetic 220 139 5 gal. Pail 260°C 13°F 104080 6HHA7 
SHC Cibus™ 320 Synthetic 320 147 5 gal. Pail 260°C Tack 104096 6HHA9 
SHC Cibus™ 460 Synthetic 460 148 5 gal. Pail 260°C 13°F 104097 _6HHC1 
Petrochem® 
Foodsafe FG Series Semi-synthetic 220 96 1 gal. Can 445°F -6°F ~—-FG-220-001 3NLK7/ 
Foodsafe FG Series Semi-synthetic 220 96 5 gal. Pail 445°F -6°F —-FG-220-005 3NLK6 
Foodsafe FG Series Semi-synthetic 460 129 1 gal. Can 445°F 0°F FG-460-001 3NLK9 


Foodsafe FG Series Semi-synthetic 460 127 9 gal. 
rpodsale HearsynSemi-Synthetic 220 158 —‘1 gal. 
H2 No Food Contact 
Petrochem® 
Gearsyn EP 220 Synthetic 220 134 5 gal. 
Renewable Lubricants™ 


Bio-Food Grade™ = Semi-synthetic 220 226 5 gal. 


Find even MORE on Grainger.com® 


Pail 445°F O°F 
Can 585°F -30°F 


FG-460-005 3NLK8 
FGG-220-001 6HXL1 


Pail 900°F -49°F 
Pail 200°F 10°F 


EP-220-005 6HXL7 
87254 —_—sJGG9 


1-800-GRAINGER (472-4643) 





GRAINGER CHOICE” LUBRICATION 
Find the ww. Find Solutions. Find Great Prices. Hydraulic Oils 
> — Petrochem® 
SS CE FMO Series 
‘ / No. 40P269 
d CRC® Mobil™ 
No. 12G561 DTE 32 





Food Grade 
Hydraulic Oils 


=» NSF H1 Rated 






Note: Food Grade Ratings are determined by the National Sanitation foundation (NSF), these 
values include H1 (Acceptable for incidental food contact), H2 (not acceptable for any contact 


with food), and H3 (edible/soluble). 


CRC®—Formulated with USP-grade white oils which meet the requirements 
of demanding hydraulic systems. 


Mobil™ DTE FM 32—Highly refined mineral oil is treated to remove color 
bodies. Will not stain or discolor material it contacts. 


Petrochem® Foodsafe FMO Series—White oil base stocks is fortified 
to provide protection against corrosion, wear, and oxidation. For use with 
hydraulic systems, pneumatic lubricators, light-duty air compressors, chains, 
bearings, vacuum pumps, blowers, and slideways. 


Petrochem® Foodsafe Hydraulic FG Series—Semisynthetic blend 

fluids feature EP wear protection and good demulsibility. For high-pressure 
hydraulic, cooler conveyor, circulating, and air compressor systems in food 
processing and air line applications. 


ExxonMobil 


Hydraulic and Circulating Oils 


HYDRAULIC OILS 


DTE™ 24, 25, and 
26—Antiwear industrial 
oils meet the require- 
ments of all conventional 
and high-output hydraulic 
systems. Operate in a wide 
range of temperatures 
while handling heavy loads. 
For hand- and power-oper- 
ated jacks, scissor jacks, 
and hand pumps. 


DTE 10 Excel""— 
Excellent keep-clean, 
antiwear performance and 
deposit control. Nonzinc 
formula is compatible with 
zinc-containing hydraulic 
fluids. Excellent protection 
against rust. Controlled 
demulsibility to work with 
small amounts of water 
and separate out large 
quantities. Multimetal 
compatibility. 


EAL 
224H—Recommended for 
most hydraulic systems 
requiring readily biode- 
gradable, nontoxic fluids. 


Aero™ HFA—For aircraft 
systems that require 
hydrocarbon-based hydraulic 
fluids. Features high viscosity 
index with excellent low- 
temperature properties and 
good chemical and oxidation 
stability. 


CIRCULATING OILS 


DTE™ Light, Medium, 
Heavy Medium, and 
Heavy—Contain oxidation 
inhibitors to resist thermal 
degradation and defoamants 
to ensure entrained air 

is released. Demulsibility 
permits water and other 
contaminants to separate. For 
bearings, gears, hydraulics, 
selected vacuum pumps, and 
air Compressors. 


DTE™ Extra Heavy— 
Formulated for extremely 
high chemical and thermal 
stability, rapid and complete 
separation from water, and 
high resistance to emulsifica- 
tion. For steam and hydro 
turbines, including geared 
turbines. 


Mobil 


Mobd GTE 2 





No. 4ZF37 


. . GExerim) SA) 
ExxonMobil 





FOOO GRADE WHITE MNERAL Ont 
= KTORAUUC & FOOD MACHINERY Of 


son 






i POGARE |) HYDRAULIC FiG-32-01 


FEM GYTHENG FOG GAEL HYDRALLIC Cat 


it 
ine 

i mere 2, 

1 ai ri ib a 


ia bi 


Petrochem® FG Series 


No. 3NLL2 
ISO Max. Min. 
Base Viscosity Viscosity Container Container Operating Operating Mfr. Item 
Oil Grade Index Size Type Temp. Temp. Model No. 
CRC® 
Mineral 68 106 5 gal. Pail 3/5°F 0°F 04226 12G561 
Mobil™ DTE FM 32 
Mineral 32 106 5 gal. Pail 150°C — 105764 4ZF37 
Petrochem® Foodsafe FMO Series 
32 115 5 gal. Pail 410°F 5°F FMO 32-005 40P269 
Mineral 46 108 5 gal. Pail 420°F 10°F FMO 46-005 40P270 
100 112 5 gal. Pail 450°F 15°F FMO 100-005 40P272 
Petrochem® Foodsafe Hydraulic FG Series 
32 101 1 gal. Can 445°F 5°F_ —_ HYD-FG-32-01 3NLL2 
32 101 5 gal. Pail 445°F 5°F HYD FG-32-05 3NLL1 
; ; 46 101 1 gal. Can 445°F 5°F HYD FG-46-01 3NLL4 
Semi-Synthetic —7e 101 _—‘5gal. Pail 445°F 5°F HYD FG-46-05 3NLL3 
68 100 1 gal. Can 445°F 5°F HYD FG-68-01 3NLL6 
68 100 5 gal. Pail 445°F 5°F HYD FG-68-05 3NLL5 


Mobil 


Mobil DTE 25 


Hydraulic Oil 





DTE 24 
No. 4ZF33 
DTE™ 25 
No. 4ZF34 
ISO Viscosity Viscosity Container 
Description Grade Index Size 
Hydraulic Oils 

™ 32 98 1 gal. 
pees 32 98 5 gal. 
™ 46 98 1 gal. 
es 46 98 5 gal. 
™ 68 98 1 gal. 
eS 68 98 5 gal. 
™ a2 164 5 gal. 
DTE 10 Excel 1G 164 5 gal. 
EAL 224H 32 212 5 gal. 
Aero™ HFA 15 370 5 gal. 

Circulating Oils 
DTE™ Light a2 102 5 gal. 
DTE™ Medium 46 98 5 gal. 
= ; 68 95 1 gal. 
DTE™ Heavy Medium 68 95 5 gal. 
DTE™ Heavy 100 92 1 gal. 
DTE™ Extra Heavy 150 96 1 gal. 


Mobil 


a me =, 
Mobil OTE Oi 
| Leeann 


1S 10 





DTE Heavy 
No. 6Y781 
Container Mfr. Item 

Type Model No. 

Can 101014 4ZF33 
Pail 105466 4F968 
Can 100814 4F973 
Pail 105433 4ZF34 
Can 100817 6Y780 
Pail 105475 4ZF35 
Pail 106126 4DNH3 
Pail 106128 4DNH8 
Pail 102570 4F971 
Pail 105426 4DNJ3 
Pail 104743 4ZF36 
Pail 101057 4DNJ1 
Can 100959 4DNJ9 
Pail 104816 4DNJ8 
Can 100544 6Y781 
Can 100760 6Y782 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Machine, Tool & Pump Oils Details on page A1. 
Machine Maintenance Oils ExxonMobil 
Way Oils—Dual-purpose hydraulic and Spindle Oils—tLight-bodied, light-colored oils offer 
way oils are recommended when extreme __ long service life and excellent antifoam and rust 
precision or slow speeds make it neces- protection. Resist oxidation and deposit formation. 
a a sary to eliminate stick-slip or chatter. For high-speed spindle, plain, and antifriction bear- 
| Mobil Approved by major machine tool builders ings in textile machines, precision grinders, and 
Wactra Oll No? such as Cincinnati Milacron, Okuma, and —_ other machine tools. Effective lubrication at high 
Way Oil = Bijur. Minimize wear. Good coolant separa- speeds. Approved against Cincinnati Milacron P 
— bility extends oil life. specifications. 
Mebil ISO Viscosity Container Container Mfr. Item 
Wolocite GH NG.6 Description Grade Size Type Model No. 
= Spindle Oil Way Oils 
. Light Vactra No. 1 32 5 gal. Pail 100705 5ZNO7 
Acca ua tea Vactra No. 2 68 5 gal. Pail 105480 42F13 
Vactra No. 3 150 5 gal. Pail 100885 45NM36 
Way Oil = Vactra No. 4 220 5 gal. Pail 103880 4F969 
—_ Spindle Oils 
eee ee Velocite No. 3 2 5 gal. Pail 103866 5ZN14 
Spindle Oil Velocite No. 6 10 1 gal. Can 100848 4F974 
No. 4F974 Velocite No. 6 10 5 gal. Pail 105482 47F38 
Velocite No. 10 10 5 gal. Pail 105481 4F970 


Air Tool Pneumatic 
Lubricant 
No. 44N761 


Almo 525 


1 fia 
* Air Too! Oil wie 


AIR TOOL Ol 


Super 
Lube 
® . . ™ P. t O h Ary 
2 err nian roo | MI? Sarees 
@) pv" Food Grade Air Tool/Air 
ExonMobil K@382 3.IN-ONE. Line Oil and Lubricants 


pata = NSF 1 Rated Air Line Lubricants—For pneu- 


Air Tool Oils and Lubricants matic equipment and air-operated 








Air Line Lubricant 55 
No. 40P263 








Air Tool Pneumatic Lubricant— 


Almo 525 Air Tool O0il—Pneumatic Pneumatic Tool 0il—Quickly Oil's blended rust and corrosion pear deere eee 
rock drill and tool lubricant formulated removes gum and sludge. Waterproof | inhibitors and a synthetic base fluid a man one nandhold tools 
to provide a balance of adhesiveness, — formula lubricates, protects, and absorb water and minimize ice buildup pale sector lareeeull ae and 
yet emulsifiable enough to pick up prevents rust. and frost in air tools; reduce wear and igecneniices ge equip 
moisture carried in oil stream. Bio-Air Tool™ and Bio-Food ee sel in temperatures as 
Sta-Lube® Air Tool Oil—Reduces Grade™ Air Tool Lubricants an ae 
rust, varnish, sludge and acids. —Designed for use with rotary and = Container coment : Se Item 
Increases torque on pneumatic reciprocating air tools. fmm WU aie ype ran ue us 
Air Tool Pneumatic 402 Bottle  SuperLube 12004  —44N761 
equipment. Lubricant P 
; ; Air Line Lubricant, ISO 46 1 gal. Jug Petrochem FG-46-001 40P261 
_ Container Container Mir. = Item Air Line Lubricant, ISO 68 1 gal. Jug Petrochem FG-68-001  40P263 
Description Size Type Brand Model No. 
Almo 525 Air Tool Oil Tat. Bottle Mobil {22977 42-22. | ————__. 0O0——/—//./_"..n00mmnem— 
Sta-Lube® Air Tool Oil 150z. _ Bottle CRC SL2531 13P452 
Pneumatic Tool Oil 4 oz. Bottle 3-In-One 120046 20LA87 


Bio-Air Tool™ Air Tool Lubricant 32.02. Bottle Renewable Lubricants 83111 2NMW5 ~ 
Bio-Air Tool™ Air Tool Lubricant 1 gal. Jug _ Renewable Lubricants 83113 2NMW6 — 
Bio-Food Grade™ Air Tool Lubricant 32 oz. Bottle Renewable Lubricants 87461 5JGG4 

Bio-Food Grade™ Air Tool Lubricant 1 gal. Jug Renewable Lubricants 87463 5JGG5 


ExxonMobil 
Vacuum Pump Oil 


— Petr®chem LS a 
; & FOODSAFE® GINS —$———— 
Nondetergent straight mineral =Vacuum =| | LS FOODSAFES M+ 7,5 





Pump Oil 
i wit ow vapor pressure. tae | Food-Grade Ammonia 
ecommended for high-vacuum i . . 2 
applications (0.08 Hg max. bom se Refrigeration Compressor Oil 


microns). Suitable for use with 


Clear semi-synthetic oil. Used with ammonia refrigeration systems in food 
Busch, Leybold, Gast, Pneumotive, 


service, beverage, and packaging applications to prevent rust and corrosion. 





and Welch pumps. — 
ISO Viscosity Container Container Mfr. Item SAE 180 Viscosity Specific NSF Operating Container Item 
Grade Size Type Model No. Grade Grade Gravity Rating Temp. Size No. 
68 1 gt. Bottle 123027 4ZF23 20W 68 0.870 H1 Food Grade 445°F 5 gal. 3NLL5 
2456 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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ips 
DETEX® Spray Bottle 


Empty trigger spray bottle with DETEX® 


® 
i 


Precision Spout Oiler 


LUBRICATION 
Machine Oils & Metalworking Lubricants 





metal and x-ray detectable plastic Flexible telescoping spout can reach up oni ie 
components provides convenient delivery to 13" to lubricate hard-to-reach areas. sragrgnen 
of bulk-packaged cleaners, degreasers, Nondetergent SAE 10 turbine-grade oil for can piTteAO cog 
and lubricants. Adjustable spray stream use on rotating and reciprocating motors, aevpeioslngl 
ensures proper application. bearings, slides, and other equipment. — 
Container Mfr. Item Container Container Mfr. Item air 
Size Model No. Size Type Model No. 
28 OZ. 57928 29FX95 4 02. Bottle 79704 —«4NA76 


Food Grade Machinery Oils 
= NSF H1 Rated 
CRC®—General-purpose lubricant is silicone-free, virtually odorless, and 


colorless. Will not harm metal, wood, plastic, or painted surfaces. Zero VOC. 
The Perma-Lock® integrated actuator will not detach. 


a 
CRC 
= 


rhod Grade 


Machine 0! 


“tl sara Magues 
“74 Uso Alamentare 
Se eee Lae 
en pes ee 


wor 
‘ 
a 
a? 
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LPS® with DETEX®—Features metal-detectable plastic components with 
DETEX®. Colorless, odorless, nonstaining oil loosens nuts and bolts and 
lubricates to reduce sticking, binding, and squeaking on bottling equipment, 
conveyors, food service racks, slicers, and other equipment. Safe on most 
surfaces. Silicone- free and VOC-free. No chlorinated solvents. 


Perma-Lock 


FuoD GRADE 
MACHINE Ol 


2400 a 





Sprayon® LU™7000iI—Silicone-free lubricant loosens corrosion. 





No. 6KHE5 
Tri-Flow™ Synthetic Oil with PTFE—Nonstaining oil does not emulsify in No. 2F132 
water. 
Container Mfr. Item 
Description Size Temp.Range Model No. 
CRC® 160z. 32°to300°F 03081  2F132 
LPS® with DETEX® 11 oz. _0°to385°F 01316 190659 ae depees No. 4TA90 
Sprayon® LU™700 Food Grade Machinery Oil 100z.  -20° to 450°F SC0700000 6KHES5 ' 
Tri-Flow™ Synthetic Oil with PTFE 120z. -10°to 400°F 1F230101 4TA90 


LBs Accu-Lube’ 


Hand-Applied 
Metalworking Lubricants 





Tapmatic® Edge Lube—Biodegradable Ses = 
bar is packaged in a cylinder for rotating or ml eit 
stationary cutting tools. Excellent for sawing pei | 
applications, eliminating heat buildup and a 
belt loading. Low toxicity. Compatible with No. 
oil and water systems. Safe on all metals. 1MKN7 
Tapmatic® Edge Creme—Biodegradable 
paste cutting fluid can be applied to tools 
before tapping or reaming. Use when drill- 
ing, tapping blind holes, forming, bending, 
Reusable Sprayer precoating fasteners, and lubricating rubber No. 1MKN8& 
Refillable sprayer uses compressed air to deliver a ae Container Physical v oe Ae i 
a uniform, controlled mist spray of bulk lubricants, | Gel Paste—Vegetable-based gel lubricant qaemati¢@Eage Lube) a 
penetrants, degreasers, solvents, and cleaners. 80 with workable texture for taps, drills, and 13 0z. Tube Solid White LPS 43200  4KK73 
to 150 psi operating pressure. Top-fill carbon steel cutting tools. Safe for ferrous and non- Tapmatic® Edge Cream 
canister with blue enamel coating. Not for use with | ferrous metals. A1 and T1. Set pis Tube _Paste_White AS Se 
paint. " ’ oe Stick Lubricants—Desi gned to reduce 5 é Oa eeitt Paste Dark Blue Accu-Lube 79030 1MKN8 
Cap. (0z.) (in.) (in.) No. heat buildup in belt, disc, or wheel grinding — 2.2 oz. Jar Solid Light Blue Accu-Lube 79042 1MKNG 
32 4 Th 31ER19 operations. 130z. Tube ‘Solid _Light Blue Accu-Lube 79045 1MKN7 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2457 





Oil-Based 
MQL™1000 
No. 3EAX8 


Biodegradable 
LB-2000 
No. 1MKL9 





 Accu- Lube’ 





Synthetic 
Multipurpose 
No. 4YPL5 


reese 





No. 3EAY2 


ITT 
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>. Accu-Lube’ 


CUTTING & GRINDING FLUIDS 


Metalworking MQL 
Lubricants 


Formulated to apply in very small quantities for near- 


dry machining, avoiding heat buildup, and reducing 
tool wear. Minimum Quantity Lubrication (MQL) 
technology is designed as a cleaner, less costly 
alternative to flood and mist coolant practices. MQL 
dispensing applicator systems are sold separately; 
see page 2461. 


OIL-BASED 


MQL™1000—Vegetable-based ester fluid is 
compatible with all microlube and micromist 
systems. Helps control buildup edge and sliding 
friction. 


BIODEGRADABLE 


FG-2000—Superior food-grade formula with 
nonchlorinated EP additives for moderate to heavy 
near-dry machining. 


LB-2000—Great for sawing solids up to 6" dia. 
Fluid wiill not discolor parts. 


LB-3000—Designed for medium-duty machining. 


LB-5000—Light-viscosity lubricant will not stain 
during post-heat treating. Designed for medium 
machining on aluminum that requires post-heat 
treating. 


SYNTHETIC 


Multipurpose—Water-based formula with 
nonchlorinated extreme-pressure (EP) additives for 
moderate-duty machining, sawing, and cutting. It 
provides rapid heat dissipation. 


Container Container Mfr. Item 
Size Style Color Brand Model No. 
Oil-Based 

MaL™1000 

1 gal. Jug Yellow —_—iTrim MQL1000/1 3EAX8 
5 gal. Pail Yellow Trim MQL1000/5 3EAX9 
54 gal. Drum Yellow Trim MQL1000/54 3EAY1 
Biodegradable, Food Grade 

FG-2000 

1 gal. Jug Gold Accu-Lube FG2001 6VDT1 
55 gal. Drum Gold Accu-Lube FG2055 6VDT2 
Biodegradable 

LB-2000 

1 gal. Jug Blue Accu-Lube LB2000 1MKL9 
55 gal. Drum Blue Accu-Lube LB2055 3ELP2 
LB-3000 

1 gal. Jug Blue Accu-Lube LB3000 1MKN1 
55 gal. Drum Blue Accu-Lube LB3055 3ELP3 
LB-5000 

1 gal. Jug Blue Accu-Lube LB5000 1MKN2 
55 gal. Drum Blue Accu-Lube LB5055 3ELP4 
Synthetic 

Multipurpose 

1 gal. Jug Blue Accu-Lube LBSYNTO1 4YPL5 


B 


CUTTING & GRINDING FLUIDS 


Antifoam Additives 


Nonsilicone defoamer is added tankside to 
control foam in water-miscible coolants, washing 
compounds, floor soaps, and more. 


Container Container Mfr. Item 
Size Style Model No. 
2 dt. Bottle TC184B/AD 3EAY2 
5 gal. Pail TC184B/5 SEAY3 
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Water-Soluble 
TrueTap® Aqua 
No. 13P446 


TAPMATIC 
Gio i 
CUTIE PLE 


ee 
a 





Water-Soluble 


Tapmatic® AquaCut 


No. 2C649 





Biodegradable 
LB-2000 
No. 1MKN9 





Biodegradable 
Bio-General 
Purpose™ Cut 40 
No. 2VXK6 


be 


ECO-OIL 


1900 GPAs 





Biodegradable 
Eco-Oil 


Scan. Order. Done. 
Details on page A1. 





LBS EP MAGIC 


at. Rustlick’ 


Accu-Lube revs 


Water-Soluble and 
Biodegradable 
Cutting Fluids 


TrueTap® Aqua—Nonaerosol fluid offers 
excellent cooling and lubrication for tap 
and drill applications. It is formulated as a 
replacement for solvent- or oil-based fluids. 


Tapmatic® AquaCut—Water-based fluid is 
compatible with steel, aluminum, and most other 
metals, except magnesium. Corrosion inhibitors 
prevent flash rusting. Nonflammable. 


Formula 1 Aqueous—EP-X3® additive gives 
performance boost. Proprietary water base in 
Aqueous is noncorrosive. 


LB-2000—Environmentally safe oil is hand-applied 
for drilling, tapping, and reaming. Safe for all metals. 


Tapmatic® Natural—Nontoxic, nonhazardous 
formula eliminates galling and seizing. Fluid does 
not contain sulfur, chlorine, chlorinated solvents, 
water, mineral oil, or inactive fillers. 


Bio-General Purpose™ Cut 40—Light- to 
medium-duty oil is formulated to reduce smoke and 
mist. 


Bio-SynXtra™ 
and mist. 


—Heavy-duty oil reduces smoke 


Bio-Mist™ EP—Extreme-pressure lube for misting 
cutting tools working nonferrous metals, ferrous 
alloys, mild steel, and cast iron. 


Eco-Oil—Natural oil base resists smoking and 
fuming. 


ProTap—Formula is free of all regulated chemicals. 
Highly effective on all metals. 


Container Container Mfr. Item 
Size Style Color Brand Model No. 
Water-Soluble 
TrueTap® Aqua 
16 02. Bottle ClearBlue CRC 03440 13P446 
Tapmatic® Aquacut 
16 02. Bottle Turquoise LPS 01216 2C649 


Formula 1 Aqueous 


12 02. Aerosol Amber Tap Magic 50012QL 12N691 
16 02. Bottle Amber Tap Magic 50016Q 1MCU6 
Biodegradable 
LB-2000 


80z. Spray Bottle Dark Blue Accu-Lube 79026 1MKN9 


Tapmatic® Natural 


No. 406F88 


Find even MORE on Grainger.com® 


16 02. Bottle Green LPS 44220 4KK74 
Bio-General Purpose™ Cut 40 
Renewable 
1 gal. Jug Yellow bubricanis 86833 2VXK6 
; Renewable 
5 gal. Pail Yellow Cubricanie 86834 2VXK7 
Bio-SynXtra™ 
Renewable 
1 gal. Jug Yellow lubricants 86873 2VXK8 
Bio-Mist™ EP 
Renewable 
1 gal. Jug Yellow Cabieant 86733 2NMW9 
— Blue Tap Magic 60016C 406F88 
ProTap 
12 02. Aerosol Yellow Tap Magic 30012PL 1MCU9 
16 02. Bottle Yellow Tap Magic 30016P 4ZF07 
1 gal. Jug Yellow Tap Magic 30128P 1MCU8 
5 gal. Pail Yellow Tap Magic 30640P 1MCV1 


1-800-GRAINGER (472-4643) 
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“ling mil 7 
rh ad APRA PEL * Mobil —eE 
ses ruin Mobilmet 766 
| Extra high Performance 
Cutting Oil 
Oil-Based Oil-Based Oil-Based Oil-Based 
Cutting Oil Tapmatic® LU™ 208 EP-Xtra® ; 
No. 2F146 #1 Gold No. 2W755 No. 4F963 Synthetic 
No. 2F021 MIST 
Oil-Based Semisynthetic No. 3EAXS 
MobilMet® 766 MicroSol® 585XT 
No. 1MUC3 No. 5CEX6 





Oil-Based and Synthetic = LPS Teo ras 
Cutting Fluids TAPMATIC Ny” ExonMobil EW” Fina 4D 
OIL-BASED 

Cutting Oil—Thread-cutting lubricant for use on all 


Trim® MicroSol® 685—Microemulsion is compatible 
with aluminum, magnesium and copper alloys, cast iron, 


LU™ 208—Friction-reducing triglycerides offers 
fluid film protection in all ferrous/nonferrous 


types of ferrous and nonferrous metals. Sulfur-free, 


machining applications. 


Steels, stainless steels, plastics, and composites. 


low-odor formula. 


Aluminum—For use on aluminum. 


Trim® SC230—Combines synthetic coolant and synthe- 
sized oil that helps reject tramp oil and improves sump 


TrueTap® HD—For heavy-duty use in severe appli- 
cations. Use to tap, thread, drill, saw, shear, turn, 
and ream metal parts, pipes, conduit, screws, hous- 
ings, aluminum sheets, stainless steel and exotic 
metals. 


Tapmatic® #1 Gold—Protects and lubricates, 
reducing friction and eliminating chip welding. Safe 
to use on all metals. 


Tapmatic® TriCut®—For hard-to-machine metals. 


Mobilcut™ 100—WMixes with different waters 
to form stable emulsions for cutting and grinding 
operations. 


MobilMet® 426—Automatic operation on materials 
with a Brinell hardness up to 300. 


MobilMet® 766—For tapping, threading, milling, 
gear shaving and shaping, broaching, planing, 
parting-off, and automatic lathe. 


Container Container 

Size Style Color Brand 
Oil-Based 
Cutting Oil 

12 02. Bottle Brown CRC 

1 gal. Bottle Brown CRC 
TrueTap® HD 

16 02. Bottle Amber CRC 
Tapmatic® #1 Gold 

1 02. Aerosol Gold Tapmatic 

16 02. Bottle Gold LPS 

1 gal. Jug Gold LPS 
Tapmatic® Tricut 

OZ. Bottle Dark Brown LPS 

Mobilcut™ 100 

1 gal. Jug Yellow Mobil 
MobilMet® 426 

1 gal. Jug Brown Mobil 

2 gal. Pail Brown Mobil 
MobilMet® 766 

1 gal. Jug Clear Mobil 

9 gal. Pail Clear Mobil 
LU™208 

12 02. Aerosol Light Amber Sprayon 

14 02. Spray Bottle —_ Light Amber Sprayon 
Aluminum 

12 02. Aerosol Light Yellow Tap Magic 

16 02. Bottle Light Yellow Tap Magic 

1 gal. Jug Light Yellow Tap Magic 

5 gal. Pail Light Yellow Tap Magic 
EP-XTRA® 

4 0z. Bottle Yellow Tap Magic 

12 02. Aerosol Yellow Tap Magic 

16 02. Bottle Yellow Tap Magic 

1 gal. Jug Yellow Tap Magic 

5 gal. Pail Yellow Tap Magic 
Xtra-Thick® 

16 02. Bottle Dark Liquid Tap Magic 

1 gal. Jug Dark Liquid Tap Magic 
Xtra-Foamy® 

17 02. Aerosol Dark Liquid Tap Magic 


EP-Xtra®—Yields microfine finish while prevent- 
ing rust and corrosion. 


Xtra-Thick®—Fluid clings to the workpiece to 
stay in place during high-speed rotation. 


Xtra-Foamy®—Allows gauging of application 
rate and fluid presence. 


Trim® Tap Heavy—For taps 1" dia. and smaller 
and helps reduce rubbing of tool flank. 


Trim® ON 287—Low odor oil for removing 
metal. Will not stain and has a lower viscosity, 
allowing for better cooling. 


Trim® Tap Light—For taps 1%" dia. and smaller 
and helps reduce rubbing of tool flank. 


SEMISYNTHETIC 


Trim® MicroSol® 585XT—Nonchlorinated 
formula helps extend sump life. For machining, 
grinding gray iron, and titanium alloys. 


life. Deliver good flushing action into machine's chip 
removal system. 


Trim® SC620—Low foam and low odor fluid is for 
machining and grinding. 


SYNTHETIC 


Trim® MIST—Low-odor fluid works well in cutter/ 
grinder operations. 


WATER BASED 


Trim® Sol SF—Siloxane free formula helps control 
edge build-up. Nongumming film protection. Residue 
easily removed with water. 


Trim® €2706G—Provide corrosion inhibition for tapping 
and reaming operations without chlorine or sulfur based 


additives. 


Trim® €276—Low foam and mist fluid leaves a soft 
film protection on bare metal parts of machine tools. 
Easily washes off with coolant solution. 


is 


Mfr. Item Container Container Mfr. Item 
Model No. Size Style Color Brand Model No. 
16 02; Bottle Amber Trim TAPHVY/PT 425L09 
OM 287 
14050 2F146 1 gal. Jug Brown Trim OM287/1 425K94 
14051 4JB48 Tap Light 
1 gal. Jug Amber Trim TAPLI/1 425L10 
03400 36F363 Semisynthetic 
MicroSol® 585XT 
40312 33MJ78 1 gal. Jug Amber Trim MS585X7/1 5CEX5 
40320 2F021 5 gal. Pail Amber Trim MS585XT/5 5CEX6 
40330 2F023 04 gal. Drum Amber Trim MS585X1/54 5CEX7 
MicroSol® 685 
05316 5JG96 1 gal. Jug Amber Trim MS685/1 3EAZ1 
5 gal. Pail Amber Trim MS685/5 3EAZ2 
121095 4FVD9 scoee gal. Drum Amber Trim MS685/54 3EAZ3 
103799 6HHDO © gal. Pail Blue Trim $C€230/5 425K99 
103801 6HHD1 56 ait Jug Blue Trim $C€230/1 425K98 
103479 1MUC4 1 gal. Jug Yellow Trim TRIM S$C620 36CF83 
103323 1MUC3 9 gal. Pail Yellow Trim TRIM S$C620 36CF84 
24 gal. Drum Yellow Trim TRIM SC620 36CF85 
5C0208000 2W7/59 Synthetic 
SC0208LQ0 4GUP3 MIST 
1 gal. Jug Light Yellow Trim MIST/1G 3EAX5 
20012AL 5HH10 5 gal. Pail Light Yellow Trim MIST/5 3EAX6 
20016A 4R818 54 gal. Drum Light Yellow Trim MIST/54 3EAX7 
20128A 4R820 Water Based 
20640A IMCV2 SOL® sF 
5 gal. Pail Milky White Trim SOLSF/5 425L03 
10004E 6Y645 1 gal. Jug Milky White Trim SOLSF/1 425L02 
10012EL 5HD99 C270CG 
10016E 4F963 5 gal. Pail Water White Trim C270CG/5 425K87 
10128E 6Y646 1 gal. Jug Water White Trim C2/70CG/1 425K86 
10640E 6Y647 C276 oli 
olorless to ; 
£ 4 ; olorless to ; 
5 gal. Pail Pale Yellow Trim C276/5 425K91 
80017FL 1MCU5 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Scan. Order. Done. 
Details on page A1. 


LUBRICATION 
Coolants 
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LUBRICANTS 








Machining Coolants 
SEMISYNTHETIC 


$S-405L—For machining or grinding. 


ULTRACUT® 375R—Compatible with 
CNC machining. 


MicroSol® 690XT—Perform in high- 


SILICONE 


Remove oily residue, soap deposits, and 
scum that reduce coolant life span. 


SYNTHETIC 
Carbide PowerGrind—Prevent chemical 


CUTTING & GRINDING FLUIDS 


VP Series—For moderate and heavy 
machining. 


WATER-SOLUBLE 
WS-11 Nonchlorinated—For use on all 





Semisynthetic pressure applications, offering cooling | 4amage to carbide in grinding applications. metals. 
E206 : ‘i sa eet 
No. 3EAUS and mechanical lubricity. G-25J—For Blanchard grinding of cast iron WS-5050—Compatible with CNC 
E206—Effective on ferrous and nonfer- and other ferrous metals. machining. 


rous metals. 


G-1066D—For diamond wheel grinding ULTRACUT® Aero—For use with aluminum, 


\ E850—Provide corrosion protection for 4d Slicing. titanium, stainless steel, Inconel®, and other 
Synthetic f ; metals. 
PowerSaw errous and nonferrous metals. PowerSaw—For sawing operations in 
No. 5YP62 E925—Deliver exceptional surface moderate to heavy-duty application. ULTRACUT® Pro and Pro CF—ULTRACUT 


Pro— Offers resistance to fungus and 
bacteria. 


ULTRACUT Pro CF—Provide maximum 


finish. 


$C€520—For high-speed milling and 
turning operations. 


PowerChip 2000—Works well in hard- 
water areas. 





Water-Soluble SN-100A—Resist bacterial growth, fungal 





WS-5050 at bio-resistance. 
No. 1MKL1 VP Series—Resistant to ionic shock 9" owth, and rancidity. 
"fis: and hard water. For high pressure Vytron N—General-purpose formula pthaa le anaes 
/—=22.. coolant applications. prevents rancidity. Bale side Alice aap citnareNeN 
a . . . where lubrication is required. 
\ VP Tech P—High content mineral oil = €©115—For cast iron and mild steels. a 
S with excellent bio-resistance. K-5-P—Dislodge difficult to reach sludge 


€270—Use in form grinding, drilling, 
tapping, and reaming operations. 


and containmenits. 
Aerotech B—For use in aluminum 


machining and steel applications. 
Resistant to ionic shock and hard water. 


Val-U-Clean—Clean the sump. 


C€350—Provide corrosion resistance on WATER-SOLUBLE, BIODEGRADABLE 


Water-Soluble, 





Biodegradable aerospace aluminum alloys, titanium, 
Bio-Metal Cool” GP VP Tap—for easy cleaning of parts Inconel®, brass, and high-strength alloy Bio-Metal Cool™ GP—For use with ferrous 
No. 2VANG and tools. steels. and nonferrous metals. 

Container Container Item Container Container Item Container Container Item 
Size Style Color Brand No. Size Style Color Brand No. Size Style Color Brand No. 
Semisynthetic 9 gal. Pail Amber Valcool 444D34 2/5 gal. IBC Tote Blue Valcool 444D41 
AEROTECHB oo gal. Drum Blue Valcool 444D35 2/5 gal. IBC Tote Amber Valcool 444D42 

9 gal. Pail Amber Valcool 444088 do gal. Drum Amber Valcool 444D36 VP920P 
oo gal. Drum Amber Valcool 444089 VPTap 2 gal. Pail Blue Valcool 444D43 
220 gal. IBC Tote Amber Valcool 444090 5 gal. Pail Blue Valcool 444060 59 gal. Drum Blue Valcool 444D44 
2/5 gal. IBC Tote Amber Valcool 444091 16 0z. _ Bottle Blue Valcool 444D59 220 gal. IBC Tote Blue Valcool 444D45 
E206 do gal. — Drum Blue Valcool 444D61 220 gal. IBC Tote Amber Valcool 444D46 
1 gal. Jug Dark Blue Trim 3EAU8 VPTECHP 2/5 gal. IBC Tote Blue Valcool 444D47 
9 gal. Pail Dark Blue Trim 3EAU9 5 gal. Pail Blue Valcool 444082 2/5 gal. IBC Tote Amber Valcool 444D48 
04 gal. Drum Dark Blue Trim SEAV1 do gal. Drum Blue Valcool 444083 VP930P 
E850 220 gal. IBC Tote Blue Valcool 444084 9 gal. Pail Amber Valcool 444D49 
1 gal. Jug Amber Trim 5CEY1 220 gal. IBC Tote Amber Valcool 444085 do gal. Drum Amber Valcool 444D50 
9 gal. Pail Amber Trim 5CEY2 2/5 gal. IBC Tote Blue Valcool 444086 220 gal. IBC Tote Amber Valcool 444D51 
04 gal. Drum Amber Trim 5CEY3 2/5 gal. IBC Tote Amber Valcool 444087 2/5 gal. IBC Tote Amber Valcool 444D52 
E925 Silicone VP940P 
1 gal. Jug White Trim 48UE/2 DEFOAMERP 5 gal. Pail Blue Valcool 444D53 
9 gal. Pail White Trim 48UE73 9 gal. Pail White Valcool 444092 oo gal. Drum Blue Valcool 444D54 
04 gal. Drum White Trim 48UE74 Synthetic 220 gal. IBC Tote Blue Valcool 444D55 
MicroSol® 690XT C115 220 gal. IBC Tote Amber Valcool 444D56 
1 gal. Jug Amber Trim 45JY86 1 gal. Jug Pale Yellow Trim SEAWD 2/5 gal. IBC Tote Blue Valcool 444D5/7 
9 gal. Pail Amber Trim 45JY85 9 gal. Pail Pale Yellow Trim 3EAW6 2/5 gal. IBC Tote Amber Valcool 444D58 
04 gal. Drum Amber Trim 45JY84 04 gal. Drum Pale Yellow Trim 3EAW7 Vytron-N 
$C520 C270 1 gal. Jug Turquoise Rustlick 1MKN4 
54 gal. Drum Light Blue Trim 5CEYO 1 gal Ju Colorless to Thins 3EAWS 9 gal. Pail Turquoise Rustlick 1IMKN3 
$$-405L = = ois — gal. g Pale Yellow Fe gal i Drum Turquoise Rustlick 3ELN3 
gal. al mber ustlic ; olorless to ; ater-Soluble 
{9 gal. Drum Amber Rustlick Sette. al. Pall Pale Velow Trim SEAWS  'K-5-P . 
tracut 375 olorless to ; 1 gal. Bottle Purple Valcool 444095 
5 gal. Pail Amber Rustlick qmktg = 4 9l. Drum bale Yellow Trim SEAX1 = 55 "gal. Drum Purple Valcool A44C94 
Goan: Drum Amber Rustlick 3ELL6 C350 aia Ultracut Acta | NgREE aaenick 
olorless to ; 5 gal. al ight Brown ustlic 6VDP4 
5 gal Pail Amber Valcoo! 444676 ‘gal. dug Pale Yellow in SEAX2 = “Uitracut Pro : 
do gal. rum mber alcoo 444C77 ; olorless to ; . olden Yellow, . 
390 gal. IBC Tote Amber Valcool aaac7a «=O 94l. = Pall, ale Yellow Trim SEAX3 = S gal. Pail, “Light Brown Rustlick 6VDP6 
2/5 gal. IBC Tote Amber Valcool 444C79 54 gal. Drum Colorless to Hin 3FAX4 Ultracut Pro CF 
VP700P Pale Yellow Saal Pail Golden Yellow, Rustlick 6VDP8 
Sgal. Pail Blue Valcool 444016 Carbide PowerGrind ge Light Brown a 
99 gal. Drum Blue Valcool 444D17 99 gal. Drum Opaque Green Rustlick 3ELN6 Val-U-Clean 
99 gal. Drum Amber Valcool 444D18 Carbide PowerGrind 1 gal. Bottle Light Green Valcool 444098 
220 gal. IBC Tote Blue Valcool 444D19 © gal. Pail Opaque Green Rustlick 5YP59 do gal. Drum Light Green Valcool 444097 
220 gal. IBC Tote Amber Valcool 444020 G-1066D VP650P 
2/9 gal. IBC Tote Blue Valcool 444D21 9 gal. Pail _ Yellow, Orange Rustlick 10875 5 gal. Pail Blue Valcool 444C70 
2/5 gal. IBC Tote Amber Valcool 444D22 90 gal Drum Yellow, Orange Rustlick 3ELN4 55 gal. Drum Blue Valcool 444071 
VP800P G-25J 220 gal. IBC Tote Blue Valcool 444C72 
5 gal. Pail Blue Valcool 444D23 9 gal. Pail Dark Green Rustlick 1C€877 220 gal. Drum Amber Valcool 444073 
oo gal. Drum Blue Valcool 444D24 do gal. Drum Dark Green Rustlick SELN5 2/5 gal. IBC Tote Blue Valcool 444074 
220 gal. IBC Tote Blue Valcool 444D25 PowerChip 2000 2/5 gal. IBC Tote Amber Valcool 444075 
220 gal. IBC Tote Amber Valcool 444D26 9 gal. Pail Dark Blue Rustlick 5YP64 WS-11 
2/5 gal. IBC Tote Blue Valcool 444D27 do gal. Drum Dark Blue Rustlick 3ELL9 5 gal. Pail Dark Brown Rustlick 10847 
2/5 gal. IBC Tote Amber Valcool 444D28 PowerSaw do gal. Drum Dark Brown Rustlick SELLS 
VP850 5 gal. Pail Dark Blue Rustlick 5YP62 WS-5050 
220 gal. IBC Tote Amber Valcool 444C80 99 gal. — Drum Dark Blue Rustlick SELN1 1 gal. Jug Blue Rustlick 1MKL1 
2/5 gal. IBC Tote Amber Valcool 444C81 SN-100 5 gal. Pail Blue Rustlick 10853 
VP855P 5 gal. Pail Blue Rustlick 10199 Water-Soluble, Biodegradable 
5 gal. Pail Blue Valcool 444D29 do gal. — Drum Blue Rustlick 3ELN2 Bio-Metal Cool™ GP 
do gal. Drum Blue Valcool 444D30 VP910P 1 gal. Jug Yellow Renewable Lubricants 2VXN6 
220 gal. IBC Tote Blue Valcool 444D31 2 gal. Pail Blue Valcool 444D37 2 gal. Pail Yellow _ Renewable Lubricants 2VXN/ 
2/5 gal. IBC Tote Blue Valcool 444D32 59 gal. Drum Blue Valcool 444D38 
VP860P 220 gal. IBC Tote Blue Valcool 444D39 
9 gal. Pail Blue Valcool 444D33 220 gal. IBC Tote Amber Valcool 444D40 
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GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


LUBRICATION 
Lubricant Dispensing Systems & Components 





LOC-LINE*” 


Acetal Copolymer 
Flexible Hose 


System Components 


Description 

V4 Hose Inside Dia. (In.) 

Assembly Pliers 

Assembly Pliers Set 

Hose Segments 5 %" Long 

Hose Segment 25 ft. 

Hose Sample Kit 

Extended Element 3.69" Long 

Element Clamp w/Screws 

Nozzle Rama Pack 

Flat Nozzle Assortment Pack 

Circle Flow Assembly 

Ye" Round Nozzle 

Ye" Round Nozzle 

Ys" Round Nozzle 

Flat Slot Nozzle 0.060" Slot Height 

Flat 5 Hole Nozzle 0.060" Hole Diameter 
Flat 7 Hole Nozzle 0.040" Hole Diameter 
90° Nozzle Assortment Kit 

90° Nozzle 1/16" Opening 

90° Nozzle 1/8" Opening 

Ys" 90 Degree Nozzle 

Spray Bar Nozzle 1/4" 

Straight Flow Nozzle 

Swivel Nozzle 75 0.075" Hole Diameter 
Swivel Nozzle, 0.040 Diameter Holes 
Swivel Nozzle, 0.060 Diameter Holes 


Flare Nozzle 


Ye" NPT Connector 

Y%" NPT Connector 

BSPT Connector 1/4" 

90 Degrees Elbow 

Elbow Fitting 

T Fitting 

Y Fitting 

Double Socket 

Ys" Socket x Ys" FNPT 1/4" Socket to 1/8" FNPT 
Flare Nut Adapter 

Male NPT Valve 

Female NPT Valve 

In-line Valve 

In-Line Valve 

In-Line Check Valve 

Magnetic Base Manifold 

Magnetic Base Manifold with Hose 
Modular Manifold 

Total Flow Control Manifold 
Double Socket 

Side Flow Nozzle 6 Holes 0.10 Dia. 
End Cap 


TRICO Accu-Lube’ 








No. 


6Y669 No. 


6Y689 





No. 6Y664 


Mfr. Item Pkg. 
Model No. _ Qty. Description 

Flat Slot 60 Nozzle .060" x .44 Wide 
90 Ft. Coil Hose 

90° Nozzle 4" Round Opening 
Element Clamp w/Screws 

Male NPT Valve 
Ve Hose Inside Dia. (In.) 

Double Socket 

Element Clamp w/Screws 

Male NPT Valve Y2" NPT 

90 Ft. Coil Hose 50 Feet 

¥e" Round Nozzle 

Yo" Round Nozzle 

Flat Slot Nozzle 0.080" Slot Height 
90° Nozzle 3/8" Opening 

90° Nozzle 1/2" Opening 


Straight Flow Nozzle 


2 Yo" Flare Nozzle 
¥3" NPT Connector 
Yo" NPT Connector 


78001 _3P832 
78003 1DYB1 
41401 _3P817 
49420 6Y679 
40413 3P816 
41476 6Y673 
49446 6Y684 
41490 1DXT3 
41487 1DXR9 
41479 3P834 
41402 6Y657 
41403 _3P821 
41404 3P820 
41484 1DXR6 
41485 1DXR7 
41486 1DXR8& 
41474 6Y671 
41470 6Y667 
41471 _1DXR3 


41472 6Y669 BSPT Connector 1/2" 
41473 6Y670 Magnetic Base 
41489 1DXT2 Y Reducer 


41488 1DXT1 
41481 6Y677 
41482 6Y678 
41407 3P818 
49427 6Y680 
41405 6Y658 
41406 3P819 


Yo" to Ya" Adapter 

Assembly Pliers 

Hose Assembly, 13" with Fittings 
Hose Segments 5 34" Long 

Flare Nozzle 

Circle Flow Assembly 

Ya" Round Nozzle 


41418 6Y666 Y Fitting 

41415 6Y663 90 Degrees Elbow 
49435 6Y682 T Fitting 

41416 6Y664 Spray Bar Nozzle 


41408 3P822 
41409 6Y659 
41411 _6Y660 
41414 6Y662 
21192 3P830 
21193 6Y686 
21194 3P831 


90° Nozzle Assortment Kit 
In-Line Check Valve 
Female NPT Valve 

In-line Valve 

Hose Segment 25 ft. 
Swivel Nozzle 75 

Nozzle Rama Pack 


D9} PO} PO] BY BY Bp} po) DS po) ws) BBS) po) po} po} po} po) po] BB) a) | | 4) a) a) DS) Ba] ajo) a} 


29454 5HK06 10 Male NPT Valve 1/2" NPT 

21191 6Y685 2 Total Flow Control Manifold 

40400 5HK11 1 In-Line Valve 

40463 5HK12 1 Flat Nozzle Assortment Pack 

21199 1DXZ8 1 Double Socket 

21198 5HKO3 1 Flat Slot Nozzle 0.125" Slot Height 
49429 20Y170 20 Flat 5 Hole Nozzle 0.125" Hole Diameter 
49443 20Y179 20 Flare Nozzle 1 4" x .165 Slot 

49447 20Y180 20 Element Clamp w/Screws 


Lubricant Dispensing Systems 


SPRAY COOLING SYSTEMS 


Portable Spray Unit—Includes 
7" flexible nozzle, 60-lb. magnetic 
base, and a 7-ft. siphon line with a 
40-micron stainless steel filter. 


1-Qt. Lil-Mister®—Features liquid 
level gauge and separate air and 
coolant controls. 5-ft. brass line. 
Includes mounting bracket and 6" 
straight brass nozzle. For light-duty 
machining operations. 


1-Gal. Spraymaster®, Needle 
Valve—Feature liquid level gauge 
and individual air and coolant controls 
on the unit. Brass armored lines and 
straight brass nozzles. 


1-Gal. Spraymaster® Il, 
Solenoid—Coolant is delivered in an 
adjustable spray using independent 
air and liquid controls. Brass armored 
delivery lines. 110V. 7" flexible plastic 
nozzles with controls at the nozzle. 


DROP DISPENSERS 


Air-operated systems dispense lubricant to cutting 
tools. Solenoid-equipped model No. 6Y841 allows 
for remote shutoff and machine synchronization. 
Include 18" Loc-Line® nozzles, 6-ft.-long lines, and 
16-02. capacity reservoirs. 


LUBRICANTS 


Designed for use with Micro-Drop dispensing 
systems or other microlubrication equipment. 
(Not intended for mist-coolant systems.) 1-gal. 
container. 


MQL APPLICATORS 


Air-operated applicators dispense lubricant to the 
cutting edge without creating a mist, for near- 

dry machining and sawing applications. Positive 
displacement pump with pneumatic timing deliv- 
ers lube smoothly. Air and liquid flow are easily 
adjusted. Environmentally safe, minimum-quantity 
application eliminates hazards from misting. 10-0z. 
reservoir. Junior Applicators include magnetic 

base nozzle and magnetic mount. Not for use with 
synthetic coolants; use MQL Lubricants, 











No. 6Y710 


Mfr. Item Pkg. 
Model No. Qty. 
49452 20Y184 20 
49421 20Y167 1 Stumpy 
49441 20Y178 20 Spout Lid 
41477 6Y674 No. G3515 
29452 5HKO5 


= 
o> 


51811 1DXU1 
51834 6Y704 
32092 6Y708 
59861 1DYA9 
51802 3P827 
51803 6Y687 
51840 1DXU5 
51829 1DXU3 
51830 1DXU4 
51847 1DXW3 
91848 1DXW4 
51809 3P829 
51804 3P828 
51805 _3P826 
51827 6Y697 
51846 1DXW2 


OilSafe 


Oil Containers 
and Pumps 


3L, 5L, or 10L drums. 


91822 6Y692 Description 

51821 6Y691 Fluid Storage Container 

78002 3P833 1.9 Liter 

50813 3P823 ere 

51801 3P824 = Tie 

51807 3P825 10 Liter 

51837 3P835 

51806 6Y688 > CHOOSE: 
51808 6Y689 ___ Item Color 
51824 6Y694 Lids 

51825 6Y695 Storage Lids Beige, Black, 
51831 6Y701 Utility Lids Blue, Dark Green, 


Stretch Spout Lids Gray, Mid Green, 
Mini Spout Lids Orange, Purple, 
Stumpy Spout Lids _ Red, Yellow 
Pumps 


91832 6Y702 
32091 6Y707 
32093 6Y709 
32094 6Y710 
59860 6Y711 

91845 1DXW1 
51849 1DXW5 


Beige, Black, 
Blue, Dark Green, 
Premium Pumps _ Gray, Mid Green, 
Orange, Purple, 


ES 4] po} 9/79] |] po} py} py} py] BY) S| po} po) |) 4) po) po) SB po} po) po) 8) BS) B/S) BS) a) po) BR) 


39852 1DYA5 Red, Yellow 
32098 5HKO7 

39854 5HK10 10 Description 

91844 1DXU9 1 Accessories 

99872 20Y228 20 Stretch Extension Hose 

51841 1DXU6 4 With 0.5" Spout Outlet 

91842 1DXU7 4 Stumpy Extension Hose 

59867 20Y223 20 With 1" Spout Outlet 

59884 20Y239 20 Pump Reducer Nozzle 0.25" Outlet 


Vv 





Portable Spray Unit 








Color-coded system manages lubricants 
from bulk storage to the correct point of 
use. Fully interchangeable drums and lids. 
Pumps deliver 1L per about 12 strokes. Fit 


Item 
No. 


SREL1 
SRELZ 
3RELS 
3REL4 
3RELS 


Item 
No. 


G3511 
G3512 
G3513 
G3514 
G3515 


G3644 


Item 
No. 


3REL7 


3REL8 
3REL9 





No. 6Y846 
Sez Sy ae 
a —~ = MQL Junior Applicator 
E caaailge : No. 1MKP4 
No. of Item 
Description Lines Control Type No. 
Trico 
Spray Cooling Systems 
Portable Spray Unit 1 Needle Valve 6Y846 
1 qt. Lil-Mister® 1 Needle Valve 6Y845 
1 gal. Spraymaster®, Stainless 1 Needle Valve 6Y847 
Steel Reservoir 2 Needle Valve 6Y848 
' ; 1 Needle Valve 5JG71 
® 
1 gal. Spraymaster®, Plastic Reservoir 5 Neadle Valve 5JG72 
1 gal. Spraymaster® II 2 Solenoid 5JG74 
Drop Dispensers 
; 2 Manual 6Y839 
ere Bap ti pelel 9 Solenoid-120V  6Y841 
Lubricants 
; ; 6Y842 
Micro-Drop® Advanced Synthetic Metal Cutting Lubricant, 1 gal. 6Y843 
Accu-Lube 
MAQL Applicators 
Junior Production Applicator w/1 Nozzle — Pneumatic 1MKP3 
Junior Production Applicator w/2 Nozzles — Pneumatic 1MKP4 
Band Saw Applicator w/N Nozzle = Pneumatic 1MKP6 
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LUBRICATION 
Oil Skimmers 









Disk Skimmer 
No. 3AU32 






Tube 
Skimmer 
No. 1MEC1 


Belt 







Skimmer 
ahs Belt 
Seuss Skimmer 
No. 
29UJ11 


Portable 
Skimmer 
No. 6Y752 





Belt 
Skimmer 
No. 6Y757 





Magnet-Mount Skimmer 
No. 45AP79 
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OIL SKIMMERS 


Oil Skimmers 


These skimmers are for removing oil from 
the surface of coolant or water. Ideal for 
machining centers, parts washers, and 
sumps. 


DISK SKIMMERS 


Remove up to 1/2 gph. Boomerang blades 
wipe more oil. 110V, 1-phase, 60 Hz motor. 
12" disk. 


No. 3AU32—Housing and frame are made 
of polymer. 


No. 3EJF5—Housing and frame are made 
of carbon steel. 


TUBE SKIMMERS 


No. 6KYV8—Oil Viper is the highest capac- 
ity industrial tube skimmer. It removes up to 
100 gph using a %4"-dia. tube that floats on 
the surface of the water to collect oil. 360° 
wiper cleans tube completely. Carbon steel 
construction. 110/220V, 1-phase, “3 HP, 60 
Hz motor. Tubes Nos. 6KYV9 through 6KYW3 
sold separately, see Grainger.com. 


TubeTastic!""—Light capacity, %"-dia. 

tube collects up to 1% gph. Mounts to side 
of tank. 110V, 1-phase, 60 Hz motor. Tubes 
Nos. 1MEC2 thru 1MEC6 sold separately, see 
Grainger.com. 


Scan. Order. Done. 
Details on page A1. 





BELT SKIMMERS 


Nos. 3BU53 through 3BU56—Collect up to 1 
gph. Made of polymer. Include 1" wide elastomer 
belt. 110V, 1-phase, 60 Hz motor. 


Nos. 29UJ11 through 29UJ14—Collect up to 1 
gph. Include 1"W synthetic belt. Motor can use 110V 
outlet or can be directly wired to 12/24V power. 


Nos. 6Y757 through 6Y760 —For use in coolant 
sumps and parts washers. Include 1"W stainless 
steel belt and 24-hr. timer. 110V, 1-phase, 60 Hz 
motor. 3-ft. discharge hose. Can be used with 
Decanter No. 6Y756, sold separately. 


Nos. 6Y752 and 6Y753—Remove up to 6 gph. 
For use in larger coolant sumps and parts washers. 
Include 2" wide stainless steel belt. Housing and 
frame are made of polymer. 110V, 1-phase, 60 Hz 
motor. 


MAGNET-MOUNT OIL SEPARATOR 


Pumps oil-laden coolant through a filter media 
chamber which traps debris and tramp oil. The oil 
is drained away and clean coolant is continuously 
returned to the coolant sump. Operates at 2.8 gpm. 
Requires Electric pump and float No. 45AP80 or 
Pneumatic pump float No. 45AP81, sold separately. 


ACCESSORIES 

No. 6KYV5 has a 0% to 32% Brix range. 
No. 6KYV6 has 0% to 10% Brix range. 
No. 6KYV7 has a 0 to 14 pH range. 


Max. Mfr. Item 
Description Reach Temp. (°F) Model No. 
Disk Skimmers 
4" 160° SCD12 3AU32 
Senne ry 160° SMD12 3EJF5 
Tube Skimmer 
Oil Skimmer 160° SVIPERO1 6KYV8 
TubeTastic!™ 8 to 24" 140° STUBE1 1MEC1 
Belt Skimmers 
8" 140° SLB-08 3BU53 
ees 12" 140° SLB-12 3BU54 
Oil Skimmer 18 140° SLB-18 3BU55 
24" 140° SLB-24 3BU56 
8" 140° SMDC-08 29UJ11 
eats 12" 140° SMDC-12 29UJ12 
UltraMini Oil Skimmer 18" 140° SMDC-18 29013 
24" 140° SMDC-24 29UJ14 
6" 212 SMMS1-06 6Y757 
Pee 12" 212 SMMS1-12 6Y758 
Stainless Steel Belt Oil Skimmer 18" 5419 SMMS1-18 6Y759 
24" 212 SMMS1-24 6Y760 
naa 24" 212 ST2CR-30 6Y752 
Tote It® Portable Oil Skimmers Bd" 19 STOCR-60 6Y753 
Magnet Mount Oil Separator 
Oil Separator 8 tt. — 0C300 45AP79 
Accessories 
R1-A 6KYV5 
Refractometer, For Use With Coolants And Cleaners, Aluminum Construction R1-B 6KYVG 
pH Tester PH-A 6KYV7 
Economixer™ 200 EMIX200 3EJF6 
For Tube Skimmers 
Drive Finger, For use with No. 6KYV8 PTUBE6-07B 6KYW4 
Wiper, For use with No. 6KYV8 PTUBE6-09B 6KYW5 
Tube, For use with No. 6KYV8, 20 Ft Long BTUBE6-0480 6KYV9 
Tube, For use with No. 6KYV8, 30 Ft Long BTUBE6-0720 6KYWO 
Tube, For use with No. 6KYV8, 35 ft. Long BTUBE6-0960 6KYW1 
Tube, For use with No. 6KYV8, 50 Ft Long BTUBE6-1200 6KYW2 
Tube, For use with No. 6KYV8, 60 Ft Long BTUBE6-1440 6KYW3 
For Belt Skimmers 
Mighty Mini Belt Skimmer, For use with No. 6Y757 BMMS-06 5HC16 
Mighty Mini Belt Skimmer, For use with No. 6Y758 BMMS-12 5HC17 
Mighty Mini Belt Skimmer, For use with No. 6Y759 BMMS-18 5HC18 
Mighty Mini Belt Skimmer, For use with No. 6Y760 BMMS-24 5HC19 
Tote It® Belt Skimmer For Heavy Duty Oil Skimmer 6Y752 BT2S-0030 5HC21 
Tote It® Belt Skimmer For Heavy Duty Oil Skimmer 6Y753 BT2S-0060 5HC22 
For Magnet Mount Oil Separator 
Electrical Pump, For use with No. 45AP79 OC300E 45AP80 
Pneumatic Pump, For use with No. 45AP79 OC300P 45AP81 
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Opto-Matic® 


j No. 1YMV8 No. 1U585 
No. 6Y850 Watchdog® 


No. 53G85 Desiccant TRICO LoD 
= Breathers ~ —— 


— Max. operating temp.: 200°F 
ABS plastic/acrylic construction 
Protect and extend service life of industrial equipment by 


keeping damaging moisture and particulate contamination out. 
Use silica gel technology to adsorb moisture inside equipment 
with a color indicator to show when replacement is needed. 
Dual, antistatic 2 micron filter system collects airborne particu- 
lates to reduce sludge buildup in the fluid reservoir. 


PRESSURE/VACUUM BREATHER 


Allows excess pressure to vent as heat builds up in sealed pres- 
sure systems. 20 micron bronze filter. Steel body with aluminum 





Wire Guard 
No. 5JG79 


Air/Oil Reservoir 
No. 1U550 



































































































































rr. 
Tun 
£ Electric 
TRICO L D i Industries Chain Oiler top cap. Buna N seals. 
SE No. 1U755 Top Cap Thread Mfr. Item 
Type Dia. (in) Size Brand Model No. 
= Desiccant Braathens i ne ee 
Oilers Didi. 5 6.25 1MalefrictionFit ‘Trico 39101 1YMV7 
D1i02.— 5 9.25 1 Male Friction Fit Trico 39102. TYMV8 
TRICO Di08. 5 14.25. 2 (M)NPT Trico 39108 1YMV9 
; a Z131o2 2 Y (FINPT Trico 39131 1YMW1 
Opto-Matic® Constant Level—Zinc-cast construction with zinc plating. Feature adjustable rake -_ 3B : F Li _ 30182 TyMW2 
‘ ‘ : . "ni F 1 4 2 rico ) 
level setting, multiple air vent slots, and side and bottom ports. 4" pipe thread connection. Hat 335 NPT ata 30134 TYMW4 
Opto-Matic® Closed System—Features adjustable level setting, aluminum body, and glass Freseure/Vacuum Breather %-t8 Ld Industries PRV201-03 10585 


reservoir. Can be installed on rotating equipment using a %4" NPT connection port. A pressure 
balancing line is user-installed between the oiler and the housing to ensure correct operation. 


Watchdog®—Integral sight glass allows instant viewing of the oil level in the housing. Oiler is 
installed on the centerline of the desired oil level; no adjustments are needed. Mounts on rotat- 
ing equipment using the 1" NPT viewport on a bearing housing or gearbox. Metal body, glass 
reservoir. Includes wire guard. 


Wire Guards—Use these guards with Opto-Matic® oilers. 
LDI INDUSTRIES 


Air/Oil Reservoir—Converts shop air into low-pressure hydraulic power. Max. operating pres- 
sure: base mount up to 80 psi. Fluid outlet is ¥" NPTF. Air inlet is “%" NPTF for base mount. 


Full Flow Electric Reservoir—Can be connected in series to valve or valve brushes. Closed 
solenoid provides automatic On/Off and fluid control. 


Electric Chain Oiler Reservoirs—Adjustable needle valves set drip feed rate. For automatic 
operation, wire normally closed solenoid across machine starting switch. Feeding stops when 
machine is turned off. Include 1.5" x 0.38" nylon brush. 






































































































































































































































































































































































































































































































































Unit Height W Mfr. Item 
17 Bowl Cap. from Mount (in.) (in.) Model No. 
rico 
Opto- “Matic® Constant Level Oilers - Glass Reservoirs ae 
ue if a $i 
_ 4 0z ~5 21/6 30 6Y849 
| of ame Hs 10005 6¥850 Automatic Lubrication Pumps 
Opto-Matic® Constant Level Oilers - Butyrate Plastic Reservoir = — oe 
= ae ae 56 O57 30064 5LA36 Electric pumps provide automatic and reliable lubrication. 
Opto-Matic® Closed System Oiler = —_ —______ | For use on milling machines, injection molding machines, 
“Watch dog Cos —— DAs 2's 30203 oJG82 punch presses, and many types of industrial equipment. 110V 
se = oe 3% 31825. “5JG85 ~+«| + Standard. No. 5JG49 has digital control for time intervals and 
‘Wire Guards — — —SS gets 
Fits Oller Nos. 0Y840 and 5JG82 30013 G79 amount of lubrication per cycle. 
Fits Oiler Nos. 6Y850 and 5JG83 30016 —5JG80 Container Interval Time Mfr. Item 
_ Fits Oiler No. 6Y851 30020 GBT Size Output Between Cycles _ Model No. 
Ldi Industries 5 Min. _—PE-1202-05 + 5JG44 
Air/Oil Reservoir — Sarr = aes era 3-6 cc Per Cycle, 10 Min. PE-1202-10 5JG45_— 
47 Cu.-In./Gal. 816 2 A/OR2053-3 1U550 2 liters Adiust bia > 45 Min. PE-1202-15 5JG46 _ 
Full Flow Electric Reservoir _ — naa — Justable 30 Min. PE-1202-30 5JG47 
T Ot. 87%6 __ REF154-26 10692 60 Min. PE-1202-60 5JG48 
“Electric chain Oiler Reservoirs : ee 3.33 CC per Second, 
Pint es = REB308-N-4-26 10755 3 liters Variable Delivery Time Adjustable PE-3003  5JG49 
T Qt. 8%6 — REB309-N-4-26 1U756 of 1-999 Seconds 
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LUBRICATION 
Liquid/Oil Gages, Vents & Sights 























Max. 
LDpe> Pipe Sight Hex Operating Mfr. Item 
reread Dia nla. (in.) (psi) Body Model No. 
= = = i t ug 
Low Pi 4 k "YB rs Ys 100 Solid Brass LSP151-03-01 1U915 
Pressure Liquid Level Sight ugs/C ec S Y%-14 V6 4 100 ___ Solid Brass_LSP151-04-01 1U916 
No. 1U915 (Can be used as an observation window to check burner M14 EA 1% 60 Solid Brass LSP151-05-01 1U917 
flames, gears in motion, and relay or switch operation in sealed it pg 
housings. Allow visual inspection of fluid levels in gear boxes 1%- 11% 1%6 1% 25 Solid Brass LSP151-07-01 1U919 
or reservoirs. Low-pressure sight plugs feature stainless steel bow Pressure Sight Plug, oe — Sona Brass SP q81208-07 quan 
High reflector to aid viewing of dark fluids. Solid brass body, clear 2-11% 1% 2% 10 Solid Brass LSP151-09-01 1U921 
Pressure glass sight, and Buna N seals. High-pressure sight plugs have High Pressure Fused Signe aya 
No. 1U926 a fused heavy glass window. Steel body with electroless nickel a . ks uu _ Steel SHEE ue 
1 1 = 2 16 8 ee = 
plating. Open view (no reflector). Ye 11% 1%. ty 1000 Stal USP51-07 1926 
- Not i feat 1%4-11-1/2 1s 75 tee 51- 7 
Note: Not intended for steam applications. OomERY: 17% OU 500 Steel [SP54-09 40928 
Closed-Circuit Front-Mount =p ggg TT 
Liquid Level Gages g 
= Aluminum construction RIGID PLASTIC Vented Oil Gages 
with Buna N seals SIGHTS = Brass construction with Buna N seals 
PIPE ADAPTERS Provides wide-angle Gages provide quick, visual inspection of fluid levels in gear 
Vs" NPTF brass pipe adapters for viewing through boxes and bearing housings. Protective gage shield rotates 
mounting in heavy-wall tank or weld tough, break-resistant for optimum viewing. Glass sight. Short and long elbow gages 
spuds on reservoir walls. Borosilicate tansparent eyunetical may be disassembled on site, elbow alone installed, and gage 
sight glass with red line on white nylon sight. 2-20 UNF reassembled. Union coupling gages provide a convenient sinaue 
background. thread. break point. Female 
NEEDLE VALVES Sight Base Mfr. Item No. 1U593 
DIAL THERMOMETERS G bod b Length (in.) Square (in.) Mounting Thread Model No. 
Dial probe thermometer series gage 449 DOAy May De Elbow, Female 
: removed from valves 24 3 Y4 NPTF G404-2 1U593 
features highly accurate protected , & Fy 30; Th, 7, NPTE 6406-2 1U594 
sensing element. Stainless steel without loss of fluid. AV; 1 ¥e NPTF G421-3 10595 
, 43h" ai 0 Features brass shut- | 2 NPTF G421-4 10596 
dial thermometer: 1%" dia., 50° to # valves. Vs" NPTE Long Elbow 
300°F. ¥s-20 UNF thread. Borosilicate ff valves, 12" | 4v; Th %NPTE G261-3 {U605 
; thread. Borosilicate 2 /2 NPTF G261-4 1U606 
sight glass with red line on white ; Union Coupling 
background. sight glass with red line 29 eg V4 NPTF G655-2 10608 
on white background. 44 6 Y% Male NPTF G65/-2 9HD47 
; Max. Max. Short Elbow with Drain 
Mounting Operating Operating Mfr. Item iy 1/5 > NPTF G901-4 {U614 
centers (in) (psi) Temp. (°F) Model No. Vented 
ipe Adapters 294 6 Y NPTF G305-2 5HD40 
9 200 G60/-05-A-1-2 1U929 TY, 7, NPTE 6307-2 BHD42 
6 290 250 G607-06-A-1-2 10930 AY; Vee JeNPTE C207-3 BHDag~C« Rt Elbow 
g 290 200 G60/-09-A-1-2 1U932 Pipe T6 % Male NPTE 6321-4 BHD44 with Drain 
12 2/0 200 G60/-12-A-1-2 1U933 Adapter 7 Ti % Male NPTF 6329-4 BHD45 No. 1U614 
Dial Thermometers No. 1U930 
5 250 G615-05-A-1 1U935 a 
———— cee 
5 5 5-12-A- 
Rigid Plastic Sights L DEe> 
—— = 
5 5 5 -05-A- ——— 
12 135 205 G613-12-A-1 10943 Vents pee Mee 
Needle Valves 
12 270 250 G608-12-A-1-4 1U944 FILTER VENTS 
18 240 250 G608-18-A-1-4 10946 
a4 10 550 G608-04-A-1-4 1U947 Relieve excessive pressure from gear- | 
30 185 290 G608-30-A-1-4 1U948 boxes. 40 micron filter element. Steel : =: 
and zinc construction. 3 - p= 
a ed 
L DO Industries PROTECTED VENTS ie —_ 
. o. 
FI Si lal Provide a labyrinth air path to restrict 
ow I) Ss direct entry of dirt and moisture to reser- 
= Brass construction with Buna N seals voir or gearbox. Aluminum construction. 
Can be used in vertical or horizontal fluid RELIEF/FILLER VENT PLUGS 
lines to observe fluid flow, condition, or Dida lourbosa relict or allervenr elude 
clarity. Borosilicate glass sight window. on a i: araeaparvar HOC : = d 
comale Slemale Ve Monee NY bearings to sinite Baie: ressure oe 
ball indicator aid viewing of dark fluids in Inline Double Wide View iasacte sacarer Canminlnlc He 
dim light conditions. Window No. 1U903 sles 
_ No. 1U892 Plated steel and brass construction. 
Note: Not intended for steam applications. ; 
Dia. Max. Thread Dia. Hex Overall Mfr. Item 
Hex Sight Overall Operating Size (PTF) Head (in.) Length (in.) Model No. 
Pipe Flats Length Length psi @ Mfr. Item Filter Vents 
Thread (in.) (in.) (in.) 150°F Model No. vA ih 16 FV102-S {U566 
nnline Double window Flow sights ay; 135 ria _— A T.6 {i FV104-S {U568 
4- 8 16 16 
44 1V; 1c 495 380 F154 1U894 Thread Top Cap Base. Overall Mfr. Item 
c/a 3 3 1 Size (PTF) Dia. (in.) Square (in.) Length (in.) Model No. 
Ya-14 1% 1% 5M 345 F155 10895 Protected Vaut 
Inline Double Window Flow Sight with Nylon Ball na a ons y a 17, AVAO} 7560 
Y%-18 Vf Ag 316 435 F152-01 1U897 a z. oF 17 AVTOD {UBT0 
14 1V4 Te 45, 380 F154-01 1U899 ; 4 uy 16 
37,_ 3 3 1 - ¥g 1 WT 1% AVI 03 1U571 
-14 1% 1% 54 345 F155-01 1U900 2 W 7 77 AUTO {ETD 
Double Window Flow Sights with Nylon Ball 2 ss ll 
1-11% — — AY, 160 @150 ~=F251-06-01 1U910 Thread Dia. Hex Overall Mfr. Item 
Wide View Flow Sights with Nylon Ball Size (PTF) Flats (in.) Length (in.) PSI Model No. 
Y-14 — — 4, 130@212 _F301-04-01_ 10903 Relief/Filler Vent Plugs 
Ya-14 — — 4i/, 130 @212 _F301-05-01 10904 Yr-18 PTF oC 1% 1-5 PRV102-2 1U573 
1- 11% — — 47, 130 @ 212 _F301-06-01 __1U905 %-18 Tg iEZG 1-5 PRV103-2 1U577 
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LubeSite’ (WESTWARD 
Grease Feeders 


Mount in any position. Spring tension 1 to 2 psi; 
Ya" NPT. Include extra light and heavy springs. 
Activation is immediate and can be uoedo with 
any NLGI 0 to 4 nonseparating grease. 


L ] Industries » 


Reservoirs 


» Aluminum construction and Buna N seals 
= Max. temp: 140°F for polymer 

bowls, 180°F for borosilicate glass 

bowls (except RDF Series) 
= Ratings at atmospheric pressure 

(except where noted) 


Break-resistant, transparent polymer bowl 

allows full 360° view of fluid. Nos. 1U623, 
Sa 1U669, and 1U671 have borosilicate glass 
| bowl, enhancing fluid compatibility and 
thermal shock resistance. RDB300, R100, 
RDF, and RFF100 Series disassembles for 
cleaning. 


RDB300 Series Manual Control Chain 
we Oilers—Visible drip rate. On/Off toggles do 
ri not affect previously set feed rate. 1.5" x 
0.38" nylon bristle brush can be trimmed. 
i = Max. temp.: 250°F for nylon brushes 





Polycarbonate—Use all-polycarbonate for 
minimal vibration operating conditions. Units with 
metal base are for dynamic and vibrating condi- 
tions. Units with corrosion-resistant metal base 
can be used in chemical and food processing. 

= Temp. range: -10° to 250°F 


High Temperature—Borosilicate glass, stainless 
steel cap, and temperature-resistant Viton® seal ie 
construction. 
= Temp. range: -10° to 450°F 


Lubeline™ Remote Grease Refill Kit—Allows refill 


of hard-to-reach sites. Works with all polycarbonate 
and high temperature grease feeder models. 


Mfr. Item 
Model No. 





REO Series 
No. 1U669 


REM Series Multiple Feed Electro 
Reservoir—Automatically controls full 
flow of lubrication from a single reservoir 
to 2 locations. Adjustable needle valve 
controls drip feed rate. 

= 120V/60 Hz, 1-phase solenoid 

= Class B molded water-resistant coil 





H Dia. 
Cap.(oz.) _(in.) (in.) Brand 





All Polycarbonate : . : 
mm 2% _Lubesite 205 6Y734 REO Series Automatic Solenoid- 
Pal arheaata an lsial Base Lubesite 260 SHC15 R100 Series Gravity Feed Reservoirs Controlled Lubricators—Provide 
t 3% i Zs Lubesite 302 6Y735 without Flow Control—For use as makeup controlled lubrication through a needle 
8 8 ubesite ichi z i 
5 ‘ sic BY737 or replenishing reservoirs. Self-closing snap valve. . 
Sen EaEe a Bui a wl —_ lid filler caps. = 120V/60 Hz, 1-phase solenoid 
8 4 ubesite . _raci i 
2 4% 2 _Lubesite 5056739 RCL Series Constant Level Reservoir— — ™ “!28S B molded water-resistant coll 
u esite A . . . . . . = 
. utomatically maintains oil levels in bearing, RFF100 Series Full Flow 
High Temperature . : 
4 7% 3%  Lubesite 704 6Y741 pump, or gear housings. Large surge capac- Dispensers—uwse as central dispensers 
: Mfr. Item ity. Bottom outlet can be used as drain. Side _for lubrication systems. Oil can be shut 
tem Includes Brand Model No. 
Accessories or bottom mount. off manually. Vented, self-closing snap 
All Required Fittings 1p j id fi 
Remote Grease and 10 Feet of High Lubesite 900 6Y742 . . PTF air vent lid filler cap. 
Pressure Nylon Tubing = '4" NPTF outlet 


RVP Series Air-Operated Reservoir— 
Allows accurate spray pattern adjustment 
while applying lubricants. 
= 40-micron filter 
= Y," NPTF air inlet/outlet 
= 4" NPTF oil to valve 
= Max. inlet unregulated air 
pressure: 125 psi 
= Max. regulated air and 
fluid pressure: 30 psi 


Grease Refill Kit Tube with All Required Fittings Westward — 35PCO05 


RDF Series Drop Feed Reservoirs— 
Dispense oil by gravity from reservoir bowl 
through adjustable needle valve. Feature 
vented sight chamber, adjustable metering, 
toggle shutoff, and self-closing filler cap. 
= 1500 SSU max. viscosity 
= Pipe thread/NPTF, except No. 1U680 

is straight thread/remote mount 
= Fluid temp.: 250°F for glass bowl 


Grease Dispensers TRICO 
Microprocessor-controlled, prefilled dispensers 
apply a precise flow of grease to critical machine 
parts. Easy-to-read LCD. 


Streamliner® V—ldeal for industries where high 
moisture, accelerated temperatures, and other 











contaminants are present. Operating pressure of Bowl hie Hawnie aaah its Mounting As | item 
i i i ; : Capacity Bowl Dia. Bowl Material Unit Height in. rea ode 0. 
80 psi. 6 variable dispensing rates: 1, 2, 3, 6, or RDB300 Series Manual Control Chain Oilers 
12 mo., and purge. 9 oz. 3 Polymer i — %-18 RDB306-N-4 1U745 
; a T pt. 3% Polymer 8% — %-18 RDB308-N-4 1U747 
Streamliner® M—Antivibration, break-free ra an: 5 4 ae ceed F Polymer sth a coniial %-18 RDB309-N-4 10748 
design allows unit to be deactivated and adjusted jo Series Gravity Fee ee without Flow Control _ 7 R157-01 +0625 
as necessary. High operating pressure of 280 psi. 8 07. 20 povmer oe ov a Mae 1836 
Up to 8-point lubrication capability. 6 variable ide 1%; Polvmer 74a = % R1T1-03 10643 
dispensing rates: 12, 1, 2, 3, 6, or 12 mo. Service ia WES ac i ; 5% . reset 19% = Yo R113-04 1U647 
packs with grease pouch, battery pack, and cover eries Constant Level Reservoir a9 — g waRIE 71653 
sold separately. RDF Sime Drop Feed Reservoirs 
Ye OZ. 1%, Polymer 4%6 — % RDF101-01 1U648 
H Mfr. — Item 1% 07. iEZ Polymer 5Y% — YA RDF103-02 1U650 
: Includes Capacity NPT  (in.) Model __No. 5 OZ. 2%, Polymer 6% — % RDF105-03 1U652 
Streamliner® V as . 9 02. 3 Polymer AY: — eE RDF107-03 1U653 
Epon Une Fae | ee 
Mobilith FM 222 Grease 250cc Zi 6 33343 1YMW8 pt 3 V2 Polymer 9% — % RDF109-04 1U658 
Mobilith SHCR 220 Grease 250cc 5338 ‘YMW3 Fs Polit —— 1075 = "ro Ts 
= {25cc 3%" 5% 33338 1YMX7 1 T0¥, — ¥, RDF110-14 1U671 
Mobilith SHCR PM 460 Grease 250003 6 35345 1YMIXt % gal. BY Pa 11 TOV % RDFIT 10410860 
Mobilith SHC 100 Grease 125CC Je" 9% _ 33335 1YMX4 REM Series Multiple Feed Electro Reservoir 
—_ % & 33% ‘MW? 1 at. = — — Y-18 REM154-02-26 10725 
i cc 8 8 REO Series Automatic Solenoid Ci Controlled rub Heators 
Mobilith XHP 222 Grease 250cc 94" 6 33340 1YMW5 Tt = Polymer 7 18 REO155-26  1U699 
H Mfr. ‘Item Tq — Polymer ae 8%6 %-18 REO156-26 1U700 
Description Capacity NPT (in.) Model No. RFF iGO Series Full Flow Dispensers 
Streamliner® M 9 Oz. 3 Polymer 6% = %-18 RFF101 1U683 
Dispenser 200CC ye" 8% 33348 1YMX8 1 at. 44 Polymer 9% — %-18 RFF104 1U686 
Service Pack, Exxon Unirex® EP2 200CC = 3 3330/ _1YMY1 RVP Sailes Air Operated Reservoirs 
Service Pack, Mobilith FM 222 250cC____—— 3.33359 1YMY3 gal. — — 19% — Ae-24 RVP103 1U764 
Service Pack, Mobilith SHC®) PM 460 250cc _— 3 33361 _1YMY5 Accessories 
Service Pack, Mobilith SHC® 220 200CC _— 3 33360 _1YMY4 Spray Valve for Use with No. 1U764, Flat Pattern SV101 1U766 
Service Pack, Mobilith XHP 222 200CC = 3 33306 _1¥MX9 Spray Valve for Use with No. 1U764, Round Pattern sV102 1U767 
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HYDRAULICS 
Jacks & Pumps 








No. 3ZC63 


oS 5 


Industrial-Duty 
Bottle Jacks 


= Steel construction 
= Blue enamel, air-dry finish 
= Include handle 


Protects hydraulic system from over pumping. 
Hard cast iron steel construction and heat- 
treated extension screw saddles on 2- to 20-ton 
models. Precision-machined release valves 
provide positive load control on jack descent. 
Wide base provides better stability and strength. 





No. 42480 







No. 2RV20 


ENERPAC.@) 
Hand and Foot Pumps 


Steel construction, except where indicated. 2-speed 





No. 46C561 can be operated in horizontal and verti- 


Lifting Hydraulic Lifting Height Item . wigs : : : 
Capacity Stroke in. Max. No. models have high flow at low pressure and low flow at cal position with pump head and oil outlet facing 

é tons ar a toe ee higher pressure. All units are shipped with oil. downwards. 

ons 8 2 
pions oe a ee zeae Lightweight—Designed with handle lock and for Ultra-High Pressure—Allows for a faster fill and 
45 ane 6" O94" 18" 32062 easy portability. Durable glass-filled nylon reser- reduced cycling time. Feature a large release knob that 
se aa ee arte voir, nylon encapsulated aluminum pump base for allows improved control of pressure release. Aluminum 

20 tons ——3ij Gi" 114" 32057 maximum corrosion resistance, and an internal pres- —_ construction, except for ultra-high pressure stainless 
30 tons L iil 13° __ 32064 sure relief valve for overload protection. No. 46C563 _ steel fittings. 


has integral 4-way valve for operating the double- 


acting cylinders. Hydraulic Foot Pump—Compact unit is lightweight 


composite construction, with steel frame, internal 
pressure relief valve, and large foot-pad release for 
controlled return. Foot pedal lock allows for greater 
portability. 


Ultima Series Steel—Pumps operate with reduced 
handle effort and an ergonomic grip for less operator 
fatigue. Vent-free reservoir eliminates spills and inte- 
gral reservoir over pressurization protection. The quick 
grip handle allows for easy transport. 





Repair Kits—No. 1ANV4 includes screen and all 
related balls, washers, O-rings, gaskets, retaining 
rings, and pins. No. 1ANV5 includes filter assembly, 
screen, inlet adapter, and all related O-rings, balls, 
washers, gaskets, and springs. 


No. 3PCT3 
Low-Pressure—Feature external load-release valve, 


and internal pressure-relief valve for overload protec- 
tion. Nos. 46€557 and 46C560 pump oil both forward 
and reverse handle movement, improving overall 
efficiency. Ideal where mounting space is restricted. 








Max. Displacement Per Stroke Max. 
No. of Reservoir Press. Max. Press. Handle Port Mfr. Item 
Description Stages Cap. i1stStage 2ndStage  1stStage 2nd Stage Effort Size Model __No. 
Hydraulic Hand Pumps 
Single-Acting 
1 20cu.in, = — 10,000 psi — 0.05cu.in. /2lb.  “s' NPT  P141 _18Y532 
Screw Jacks 1 55cu.in. —  10,000psi —~0.i5cu.in. 851b. %"NPT P3901 460558 
Pte! Lightwelaht 2 20cu.in. 200 psi 10,000 psi 0.22 cu.in. 0.0ocu.in. 781b. 4 NPT P-142 6461 
Ductile-iron housing. Serrated, drop-forged steel sie 5 2 cu. IN. ae psi “AG psi We cu. in. 0.05 cu. in. 63 Ib. os lal P22 a 
Cu. In. psi ,000 psi .68 cu. in. 0.19 Cu. In. 8" : 
load cap accepts steel-bar handle (sold sepa- 2455 cu. in. 400 psi 10,000 psi_2.40-cu.in. 0.15 cu. in. 95 1b. "NPT _P-802  3KD31 
rately) at any of 4 angles to vary the lifting force. 1 47cu.in. — 10,000 psi ——_0.75cu.in. Ti1lb. %'NPT —P-39 47480 
_ 2 Aicu.in. 200psi 10,000psi 1.00cu.in. 0.15cu.in. 88lb. % NPT  P// 4YDY5 
Lifting _Lifting Base Saddle Ultima Series Steel 2 134cu.in. S00 psi 10,000 psi_— 1.00 cu.in. 0.15 cu.in. 7/ 1b.  % NPT P-80 42481 
Cap. Ht. (in.) Size Size Mfr. Item 2  249cu.in. 500 psi 10,000psi 0.99cu.in. O.15cu.in. 104/lb. %' NPT  P801 4YDY6 
(tons) Min. Max (in.) (in.) Model No. 2  453cu.in. 200psi 10,000psi /.69cu.in. 0.29cu.in. 110 lb. %' NPT  P-462 4PU57 
9% 138% 4% 2% 5J156 3PCT3 1 22 cu. in. 2850 psi — 0.15 cu. in. = 34 lb. ¥e'NPT = P18 18533 
12 11% 17% 5% 2%  $J158 3PCT4 i ouPresetire 1 200 cu. in. 2500 psi — 0.58 Cu. In. — 60 lb.  Y%4' NPT = P25 460557 
15% 25% 6% 2% $J1512 3PCI5 1 200 cu. in. 5000 psi — 0.29 cu. In. — 60 lb.  Y%' NPT P50 460560 
115% 16% 6 3% $J208 3PCT6 1 _50-cu.in. 3000 psi — 0.25 Cu. In. — 61lb. %' NPT P51 460561 
20 18% 20% 6% 3%  $J2010 38PCT/ Ultra-High Pressure 2 _60cu.in. 200psi 40,000psi 0.99cu.in. 0.3/cu.in. 1061b. %4'-16 UNF P2282 4YDY4 
15% 24% 6% 3%  $J2012 3PCT8 Double-Acting 
13.17% 6% 3% _8J258 — 3PCT9 Lightweight 2 _loocu.in. 400 psi 10,000psi 2.40cu.in. O.15cu.in. 95lb. %' NPI P842 460563 
24 1/7 25% 7% 83% ~—S 2512 ~=3PCU Ultima Series Steel 2 _134cu.in. 500 psi 10,000 psi 1.00cu.in. O.15cu.in. //lb. %' NPI P84 460562 
23 38/4 8% ~— 3% 82518 ~=3PCU2 2 453cu.in. 200 psi 10,000psi /7.69cu.in. 0.29cu.in. 1101b. %' NPI P464 460559 
Mfr. Item Hydraulic Foot Pump 
Description Model No. Single-Acting 
Steel-Bar Handles Lightweight 2 _38cu.in. 200psi 10,000psi 0.69cu.iIn. O.15cu.in. 93lb.  %' NPI P-392FP 2RV20 
For 12 Ton Units SLB24 3PCU3 Repair Kits 
For 20 Ton Units DLBGO 3PCU4 Hydraulic Hand Pump Repair Kit for 42480 P39K4_ _1ANV4 
For 24 Ton Units SLB42 3PCU5 Hydraulic Hand Pump Repair Kit for No. 6W462 P391K2_1ANV5 


2466 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


HYDRAULICS 
Pumps 





Electric Pumps 


= 115VAC, 50/60 Hz 
= ¥4" NPT fluid port 


Universal motor, except No. 6BUG7 has induction-type motor. 
Portable—2-speed operation. Pumps start under full load. 


Designed for intermittent duty-cycle. No. 26VY57 is double-acting. backlit LCD with built-in hour meter and diagnostics. 


ENERPAC @) 


Z-Class—Heavy-duty bearings with steel reservoirs. 
No. 6BU67 includes low-voltage pendant with sealed 

switches. Designed for extended cycle applications of 
more than 1 hr. Nos. 6BU65 and 6BU66 are designed 

for intermittent use under 1 hr. No. 26VY45 features 





Reservoir Capacity Oil Displacement @ Mfr. Item 
(cu.-in.) —(gal.) 100 psi 10,000 psi Control Valve HP Model No. 
Portable 
115 0.5 200 cu. in./min. 20 Cu. in./min. 3 Way, 2 Postion 0.5 PUJ-1200B 42075 
122 0.5 200cu. in./min. 20 cu. in./min. Dump 0.5 PUD1100B 460554 
231 1 200 cu. in./min. 20 Cu. in./min. Dump 0.5 PUD1101B 460555 
231 1 200 cu. in./min. 20 cu. in./min. —3-way, 2-position, For Advance/Release of Cylinder 0.5 PUJ-1201B 5ZL45 
eee 1 200 cu. in./min. 20 cu. in./min. 4 Way, 3 Position 0.5 PUJ1401B 26VY5/ 
Z-Class 
462 2 450 cu. in./min. 40 cu. in./min. Remote 3 Way/3 Position 1.0  ZE3308SB 6BU6/ 
462 2 700 cu. in./min. 60 Cu. in./min. Manual 3 Way/3 Position 1.7  ZU4308MB 6BU65 
462 2 700 cu. in./min. 60 Cu. in./min. Manual 3 Way/3 Position, With LCD Display 1.7 ZU4308LB 6BU66 No. 5ZL45 
462 2 700 cu. in./min. 60 Cu. in./min. Remote, 4 Way, 3 Position, Tandem Center 1.7 —ZU4408SB 26VY45 
Air Pumps ENERPAC @ 


= Max. pressure: 10,000 psi 

= 4" NPT air inlet 

= ¥4" NPT fluid port 

= Include swivel air coupling on air intake port 


Turbo lli—Pumps start at extremely low pressure. Reinforced 
HD reservoir. 76 dBA. 


Hand- or Foot-Operated—3-position treadle for cylinder 
advance/hold/retract. Can be used in all positions. No. 42482 
includes built-in carrying handle and base mounting slots. 





Z-Class Pump—tigh-efficiency 2-speed pump offers 
higher oil flow, higher bypass pressure, and a larger-capacity 
oil reservoir with sight gauge. Includes carrying handle and 
manual valve. 


XA-Class Foot-Operated—2-pedal design features vari- 
able air flow and fine metering, with high oil flow. Externally 
adjustable pressure valve. Pedal locks. Include ground screw 
for improved ATEX explosion safety. 





Reservoir Capacity Oil Displacement @ Operating Air Consumption Mfr. Item 
; (cn.-in.) (gal.) 0 psi 10,000 psi Air PSI (SCFM) Built-In Model No. 
urbo 
197.00 Vp 48.00 cu. in/min. 5 cu. in./min. 125 8 Pressure Relief Valve PARG1102N 46C553 
0.54 60.00 cu. in./min. 10cu.in/min. 40 to 125 12 Internal Pressure Relief Valve PATG-1102N 12907 
530.00 1 60.00 cu. In./min. 10 cu. in./min. 173 17 Pressure Relief Valve PAMG1405N 460552 
1.0 60.00 cu. In./min. 10cu.in/min. 40 to 125 12 Internal Pressure Relief Valve PATG-1105N 5ZL44 
Hand or Foot Operated No. 12907 
36.00 0.15  40.00cu.in/min. 8cu.in/min. 60 to 120 9 Pressure Control Valve PA-133 42482 °: 
80.00 0.15 40.00cu. in/min. 8cu.in/min. 60 to 120 9 — PA1150 18Y534 
Z-Class Pump 
404.00 1.7/5 850.00 cu. in./min. 80 cu.in./min. 60 to 100 20 to 100 Pressure Relief Valve ZA4208MX 1MTF4 
XA-Class Foot Operated 
61.00 120.00 cu. in/min. 15 cu.in./min. 30 to 125 10 to 35 Pressure Control Valve XA11 2LML/ 
0.26 120.00 cu. in./min. 15 cu. in/min. 30 to 125 10 to 35 Sight Gauge XA11G 18Y553 
422.00 0.52 120.00 cu. in./min. 15cu.in./min. 30 to 125 10 to 35 — XA12 18Y554 
0.52 120.00 cu. in/min. 15cu.in/min. 30 to 125 10 to 35 Sight Gauge XA12G 18Y555 
' ENERPAC @ 
er Cordless Hydraulic Pump 
= Max. pressure: 10,000 psi 


ENERPAC.@) 


Air Hydraulic Work 
Holding Pumps 


= Operating air: 50 to 125 psi 
= Cap.: 1250 to 5000 psi 
= Air inlet: %4" (F)NPT 





= HP 

Portable hand pump with powerful 28V lithium-ion 
battery delivers exceptional speed and run time. 
Bladder reservoir helps prevent contamination and 
allows pump usage in any position. Features direc- 
tional control valve, safety lock, and On/Off switch. | 
Use in remote locations without access to power or 
indoors where trip hazards are a concern. Includes 








ic-to-ai io: 45: ies): 60: i sis No. 46C543 
= Hydraulic-to-air ratio: 45:1 (3000 series); 60:1 (5000 series) | built-in handle, charger, 2 batteries, and carrying 
Pumps have on-demand stall-restart operation and generate hydraulic pressure | strap. Compatible with all Enerpac® hydraulic tools 
by using air pressure. Feature adjustable pressure relief valves. D03 valves are | and small to medium cylinders. 
required for proper operation; sold separately at Grainger.com®. Swing and — a bical : ” ' 
Threaded Body Cylinders are available on Grainger.com®. ea. (ual) @ 100 psi  @ 5000 psi___Control Valve Model ah 
Reservoir Oil Cap. Oil Displacement Mfr. Item a2 125 cu. in./min. 20 cu. in./min. On/Off Trigger XC1202MB 460543 
Cap. (gal.) (cu.in.) @Opsi @5000 psi Includes Model No. 
3000 Series aoe : ; ENERPAC.@) 
127.00 '<O-- CU. oo cu. in/min. T2U9e alle — pACG5002SB  SUXA8 - r 
in./min. Bracket 
1 a7 ie = Gauge and PACG3002SB _5UXAS re 4 alge 
180.00cu. D083 Valve ork Holding Pumps 
127.00 in ‘mi Manifold  PASG3002SB  SUXC1 , 
780 ATT anniro = Max. pressure: 5,000 psi 
vee) -inimi = — Entertece: __ ee Use to pressurize palletized hydraulic fixtures that 
2 #6200. 77 aan — Manifold PACG30S8SMB2 5UXA7 have single-acting clamps. 115VAC; 50/60 Hz. 
462.00 piu CU. 90 cu. in./min. Sea PASG30S8S  5UXC2 No. SUXCS is a 2-stage, submersible single-acting 
5000 Series = pump. 115V. No. SUXC6 has an adjustable pressure 
0.65 127.00 ‘OTN CU. oo cu. invmin. “acute  PASGSO02SB SUXC3 switch to control pump shutdown at pressure. 
120.00 cu. ; ; Reservoir Oil Displacement Mfr. Item 
.00 Cu. ; ; tation Cu. In./min. cu. In./min ump oUXC7 
00 Cu. ; ; alve Cu. In./min. Cu. In./min. ump 9UXC5 
462.00 injmin, 22 cu. In/min. “Nanifold _PASGS0S8S — SUXC4 1.5 450-cu.in/min. 40.cu. in/min. Manual? Position 3 Way WES1201B 5UXC6 
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HYDRAULICS 
Cylinders 





ENERPAC &@ 


Low Profile Hand Jacks—Feature an inte- 
grated pump and handle for manually lifting 
heavy loads without requiring external connec- 
tions. Ideal for use where there are a small or 
narrow clearances. 


Standard Hydraulic Rams 


Extreme Environment Rams—Nickel- _—_ Lightweight Rams—WMade of alumi- 
plated to resist corrosion in extreme num so they weigh less than standard 
environments. Viton seals are heat- and steel hydraulic rams, making them 

chemical-resistant. more portable and easier to transport. 





Low Profile Rams—Feature low 
height when fully retracted, allowing 
them to be used in tight or confined 


General Purpose Rams—They have a 
maximum working pressure of 10,000 psi. Lift Kit Rams—ift-kit rams are used with crib- 


bing blocks and stackable adapters that allow 





High Cycle Rams—WMounting configura- 


No. 3KD55__ tions allow them to be attached to fixtures, SPACES: the rams to lift or separate items in stages. 
Nominal Nominal Nominal 
Nominal Stroke Effective Retracted Item Nominal Stroke Effective Retracted Item Nominal Stroke Effective Retracted Item 
Capacity Length PushArea Height Series No. Capacity Length Push Area Height Series No. Capacity Length Push Area Height Series No. 
Extreme Environment 90 ton 2" 9.62 sqg.in. 4.81" RCS 62272 90 ton 6" 10.99 sq. in. 11.86' RAR 23NP26 
9 ton 00 sq. in. 6.50" RC  1MTF2 90 ton a 11.04 sq. in. 6.94" RC —_52ZL50 90 ton 6" 10.99 sg. in. 11.26" RAC 4PU62 
10 ton 2 2.29 Sqg.in. 4.78" RC 1MTF1 90 ton 4" 11.04 sqg.in. 8.94" RC —_—52ZL51 100 ton 4" 22.19 sq. in. 11.86" RAR 23NP20 
10 ton 6" 2.2550: in. 9.75" RC  1MTE9 90 ton 6" 11.06 sq. in. 13.06" RR  23NR39 100 ton 4" 22.19 sq. in. 10.67" RAC 23PC24 
25 ton 6" 9.16 sg. in. 10.75" RC 23NP32 90 ton 6" 11.04 sq. in. 11.13" RC 42489 100 ton 6" 22.19 sq. in. 13.83" RAR 23NP21 
General Purpose 90 ton 13" 11.06 sqg.in. 20.06" RR 23NR37 100 ton 6" 22.19 sq. in. 12.64" RAC 4PU58 
9 ton ¥" 0.99 sq.in. 1.63" RC  3KD48 90 ton 13" 11.04 sq. in. 18.13" RC  2NW4J1 100 ton 8" 22.19 sq. in. 15.80" RAR 23NP22 
9 ton 1" 0.99 sqg.in. 4.34" RC  3KD49 90 ton 20" 11.06 sq. in. 28.88" RR 23NR38 100 ton 8's. 22.19 sq. in. 14.61" RAC 23NN94 
9 ton oO 0.99 sq.in. 6.50" RC 42483 75 ton 6" 15.92 sq. in. 13.69" RR 23NR40 150 ton 6" 35.19 sg. in. 13.71" RAR  23NP23 
9 ton a 0.99 sq. in. 8.90" RC 42484 79 ton 6" 15.90 sq. in. 11.25' RC 18Y538 150 ton 6" 35.18sqg.in. 13.49" RAC 23NN95 
9 ton i 0.99 sq. in. 10.75" RC  3KD50 79 ton 13" 15.90 sq. in. 19.38" RC 18Y537 Low Profile 
9 ton g" 0.99 sq. in. 12.75" RC —3KD51 100 ton 2 19.63 sg.in. 5.56" RCS  4PU63 9 ton Yq 0.99 sqg.in. 1.28" RSM 62782 
10 ton i 2.24sqg.in. 3.47" RCS 62066 100 ton 7 20.65 sq. in. 13.69" RR  23NR28 9 ton 1" _— 2.20" — _3CFK7 
10 ton 1" 2.24sqg.in. 3.53" RC  3KD42 100 ton 7 20.63 sq. in. 14.06" RC 2NWH3 10 ton ye" 2.24 sqg.in. 1.69" RSM  3KD55 
10 ton 2. 2.24sq.in. 4.78" RC 42485 100 ton 10" -.2.24sq.in. 17.69" RC 18Y535 10 ton il 2.15 sqg.in. 1.08" CULP 55PT/5 
10 ton 4" 2.24 sqg.in. 6.75" RC 62/83 100 ton 18" 20.65 sq.in. 27.06" RR = 23NR27 10 ton 1" 2.15 sq. in. 1.40" CUSP 55PT80 
10 ton 6" 2.24sqg.in. 9.75" RC 42486 150 ton 230.71 s0.in. 7.19" RR = 23NR31 10 ton 1%" =2.36sq.in. 3.48" HL  13X029 
10 ton 8 3.14 sg. in. 171.75" RC  3KD43 150 ton 6" 30.71 sq. in. 15.19" RR = 23NR32 20 ton Ye" 4.43 sq.in. 2.03" RSM  3KD56 
10 ton 10") 2.23 sq.in. 16.13" RR 23NR29 150 ton 12" 33.14 sq. in. 19.57" HCR 444N47 20 ton i 4.38 sq.in. 1.26" CULP 55PT/7 
10 ton 10". -2.24sq.in. 13.75" RC 42487 200 ton 6" 44.21 sq. in. 16.94" RR = 23NR33 20 ton 1" 4.39sq.in. 1.59" CUSP 55PT83 
10 ton 12" 2.2389. in. 18.00" RR  23NR30 300 ton 6" 70.93 sg.in. 19.13" RR  23NR34 20 ton 1" 23.85sq.in. 2.50" CUSP 55PT81 
10 ton 12° 2.2469.1n. 15.49" RC  2NWH4 High Cycle 30 ton Y," 6.49 sqg.in. 2.31" RSM 6W466 
10 ton 14 2.24sq.in. 17.75" RC  2NWH5 4 ton il 0.79 sq.in. 7.31" RD 18Y543 30 ton Ir 6.85 sg.in. 1.38" CULP 55PT78 
15 ton il 3.14sqg.in. 4.88" RC  2NWH6 4 ton a 0.79 sq.in. 9.31" RD 18Y544 30 ton 1" 6.85 sg.in. 1.67" CUSP 55PT85 
15 ton 2' 3.14 sq. in. 5.88" RC  3KD44 4 ton 6" 4.91 sq.in. 16.69" RD 18Y542 90 ton Ye" 9.62 sqg.in. 2.63" RSM 6W467 
15 ton 4" 3.14sqg. in. 7.88" RC —52ZL46 9 ton 1" 1.77 sg.in. 8.75" RD 18Y546 90 ton i 12.17 sq. in. 1.75" CULP 55PT79 
15 ton 6" 3.14 sq. in. 10.69" RC  6W463 9 ton oi 1.77 sg.in. 10.78" RD  18Y548 90 ton ile 12.17 sq. in. 2.24" CUSP 55PT86 
15 ton 8 3.14 sq. in. 12.69" RC ——5ZL47 9 ton 6" 0.79 sq.in. 12.31" RD 18Y545 79 ton Ye" 15.950... 3.13" RSM —5ZL57 
15 ton 10". -3.14sq.in. 14.69" RC  6W464 9 ton 6" 1.77 $d. in. 13.78" RD 18Y549 7o ton 1" 17.53 sq. in. 2.38" CUSP 55PT87 
15 ton 12" —-3.14sq.in. 16.69" RC 18Y536 9 ton 10" Li7sg.in, 17.40 RD 18Y547 100 ton ¥' 19.63sg.in. 3.38" RSM _5ZL56 
15 ton 14", 3.14sq.in. 18.69" RC  23NP31 16 ton 6" 3.14 sg. in. 15.31" RD  18Y540 100 ton 1" 23.85sq.in. 2.55" CULP 55PT/6 
20 ton ¥" 443 sq.in. 3.88" RCS 62067 16 ton 10" -3.14sq.in. 19.31" RD 18Y539 150 ton %' 30.68 sqg.in. 3.94" RSM 18Y550 
25 ton Ya 3.14.sq.in. 14.75" RC  6W473 25 ton 10" = 4.91 sq. in. 20.69" RD 18Y541 150 ton Ys  —30.68sg.in. 3.94" RSM  18Y550 
20 ton ir 9.16 Sg.in. 5.50" RC —_—9ZL48 Lightweight 150 ton 1" 35.19 sq. in. 2.56" CUSP 55PT82 
25 ton 2 9.16 sg. in. 6.50" RC  3KD45 20 ton ik 4.83 sq.in. 6.85" RAC 23NN96 200 ton 1" 46.28sq.in. 2.72" CUSP 55PT84 
25 ton 4" 9.16 sg. in. 8.50" RC  3KD46 20 ton 4" 4.83 sq.in. 8.82" RAC 23NN97 200 ton 2’ 43.95 sq. in. 6.10" LPL 55PP51 
25 ton 6" 9.16 sg. in. 10.75" RC 42488 20 ton 6" 4.83 sq.in. 10.79" RAC 23NN98 250 ton 2’ (56.27 sq. in. 6.24" LPL 55PP52 
20 ton 8 2.10 SG. IN: 12.70" RC  3KD47 30 ton 4" 6.85 sq. in. _ 9.09" RAC 4PU59 400 ton 2 88./5 sq. in. 7.01" LPL 55PP53 
25 ton 12" 5.16 sq.in, 16.75" RC 2NWH/7 30 ton 6" 6.85 sq. in. 11.06' RAC 4PU60 900 ton 2° 118:2550. 1... 7.56" LPL 55PP54 
25 ton 14" 5.16 Sd. in. 18:75" RC 2NWH8 90 ton 2 10.99 sq.in. 7.92" RAR 23NP24 Low Profile Hand Jack 
30 ton 2 6.49 sq. in. 4.63" RCS _6Z068 90 ton 2" 10.99 sg. in. 7.32" RAC 23NN99 9 ton Yq _— Lor — _3CFK6 
30 ton 8 6.51sg.in. 15.25" RR = 23NR36 90 ton 4" 10.99 sq. in. 9.89" RAR 23NP25 10 ton Y," _— 2.09" — _3CFK8 
30 ton 3 6.49 sq. in. 15.25" RC 52ZL49 90 ton 4" 10.99 sg. in. 9.29" RAC  4PU61 20 ton Yn 2.40" 3CFL1 
30 ton 15" 6.51 sq. in. 21.63" RR = 23NR35 
Premium Hydraulic Oil ENERPAC® 
Formulated specifically Power Pump Hand Pump Oil—Medium ag_s 
for use with Enerpac® Oil—High viscosity index. Not for use in Lifting Sets ENERPAC® 





pumps. Antisludge, viscosity index. power pumps. Yellow color. | Include a hydraulic hand pump, and a selection of 











antirust, antifoam addi- Blue color. cylinders that have different stroke lengths. 
tives included. Cylinder 
Container Viscosity Flash Pour Mfr. Item Nominal Cylinder Pump Model 
Size Index Point Point Model No. Capacity Stroke Number Accessory Model Number No. 
Power Pump Oil Ston Sato 5" OW46! (Mir Mfr. No. P-142, 6BU6O (Mfr. No. HC7206), HF-100, oRV22 
1 at. HF-100 _ 3KD75 : No. P142) G2535L, GA-3, WR-5, RC-50, RC-51, RC-55 
1 gal. 100 400°C -45°F —HF-101 3KD76 10ton S4tog’ OW462 (Mfr. Mfr. No. P-392, 6BU6O (Mfr. No. HC7206), HF-100, G2535L, GA-3, opyog 
55 gal. HF104  18Y531 : No. P-392) _ C604, JB10, WR-5, RSM-100, RCS-101, RC-106, RCH-123 
Hand Pump Oil 25 ton tog’ oKD31 (Mfr. Mfr. No. P-802, 6BU6O (Mfr. No. HC7206), HF-101 , G2535L,  opyoq 
1 gal. 105 375°F_-45°F LXi01  2RV21 : No. P-802) _ GA-3, C604, WR-5, RSM-300, RCS-302, RC-256, RCH-302 
Hydraulic Ram & Pump Sets ENERPAC® 
Hydraulic rams support heavier loads Low Height Ram & Pump Sets—Low-height B 
at higher psi ratings than standard ram and pump sets include a low-profile No. : 
Se ai 5zi59 
hydraulic cylinders. The manually hydraulic ram, a manually operated pump, and No. 
operated hand pump is portable and other accessories needed to lift and support cain eae AYDY8 
‘ . : : = ; yilngder ylingder 
can be brought to the workpiece. fl palin tight eaeeay Hal ramS Nominal Cylinder Retracted | — 
Standard Ram & Pump Sets— paca Gear aha nia ae gabanity Ram & Pu getont Pump Model Number Cylinder Model Number No. 
Standard rams and pump sets are aoa 0 ton 4.78" 6462 (Mfr. No. P392) 47485 (Mfr. No. RC102) 5ZL59 
af | i dard hydraulic cylinders. 10 ton an 9.75" 6W462 (Mfr. No. P392) 42486 (Mfr. No. RC106) 5ZL60 
used In general purpose applica- 10ton 10%" 13.75" 6W462 (Mfr. No. P392) 42487 (Mfr. No. RC1010) 5ZL58 
tions for one-direction lifting and Hollow Ram & Pump Sets—Hollow ram go 1p Ey Ley oe Mit ie Pago} ne i we: RCS! area 
P . on 4 : r. NO. r. NO. 
supporting. The manually operated — and pump sets have a ram with a hollow — 50ton 6¥s" 11.13" 42481 (Mfr. No. P80) 42489 (Mfr. No. RC506) 5ZL65 
pump attaches to the ram to liftand plunger and piston rod that can be used with Low neruat Ham | & Pump Sets 6462 (Mi. No. P392) 67086 (Mir. No. RCS101) 4YDYB 
: : : +s on a r. NO. r NO. 
support heavy loads. These single- _a threaded rod for pushing, pulling, tensioning, —99 ton +1" 3.88" 6W462 (Mfr. No. P392) 62067 (Mfr. No. RCS201) 4YDY9 
acting cylinders are spring-loaded —_and testing applications. The rod is threaded a ton ste 18 Se yt a. Eoee Benes ar ne neers ayo 
and return the load when pressure — through the piston and threaded into or Holo Ram F claw Sets (Mir. No. (Mir. No. 
is released. through the workpiece to pull it out or push iP ton is _ ee Hi is beep) 67768 ae No. Rete pcve 
igs : on : r NO r. NO. 
it into place. The manually operated pump iS 39 ton 214" 7.03" 6W462 (Mfr. No. P392) 62271 (Mfr. No. RCH302) 3PCY7 
portable for bringing to the workpiece. 60 ton cy 9.75" 6W462 (Mfr. No. P392) 5ZL54 (Mfr. No. RCH603) 3PCY8 
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HYDRAULICS 
Spreaders, Pullers & Sets 





No. 
5UXA1 


ENERPAC @) 


Workholding » 
Hydraulic Rams 


Have a high cylinder force to 
position and securely clamp 
parts in high-volume applica- 
tions where tight tolerances are 
Critical. 


SOLID PLUNGER 


Block-body hydraulic cylinders 
are single-acting, which means 
they provide movement in one 
direction and have an internal 
spring that returns the cylinder 
to its starting position. Long 
stroke length allows use in 
tight spaces such as in welding 







No. 23NP45 
HOLLOW PLUNGER 


Block-body hydraulic 
cylinders support loads 
from both ends, allowing 
for push and pull opera- 
tions that can utilize full 
cylinder capacity. They 
have a threaded collar 
and base mounting 
holes to provide a variety 
of mounting options, 
including T-slot, tabletop, 
and surface mounting. 
Single-acting cylinders 
are spring-loaded to ease 


applications. ; 
PP unloading. 
Nominal Nominal Center Retracted Item 
Capacity Stroke Length Hole Dia. Height Series No. 
Solid Plunger 
9 ton 8 il 1.63 RW 5UXA1 
9 ton 1 1" 4.34" RW 5UXA2 
5 ton 3 il 6.50" RW SUXA3 
9 ton i] 1" 8.50 RW 5UXA4 
10 ton ZB 1%" 300 RW SUWZ8 
10 ton 2 1%" 4.78" RW 23NP44 
10 ton 4 1%" 6/5 RW SUWZ9 
10 ton 6" 1%" 9.75" RW 5UXA0 
Hollow Plunger 
2 ton Ve" 0.50" 2.06" RWH  23NP47 
6 ton /e' O.7t 2.19" RWH  23NP45 
6 ton 1" 0.77" 3.19" RWH  23NP46 
18 ton 1 it 52 RWH  23NP48 
ENERPAC.@) 


Heavy-Duty 
Hydraulic 


Pullers 


= Max. pressure: 10,000 psi 

Speed crank and mechanical adjusting screw allow fast 
contact to work before hydraulics are applied. Made of 
forged steel components. 





Master Puller Sets—Come complete with composite hand 
pump, single-acting hollow cylinder, 6-ft. hose, gauge, gauge 
adapter, and 4 puller styles (grip, cross bearing, bearing cup, 
and bearing puller). Pump and hollow ram provide precise 
hydraulic control and help ensure safe, efficient pulling. 

No. 2RV25 includes metal case. Nos. 2RV26 and 2RV28 
include saddle and wood case. 


Grip Pullers—Handle large components such as bearings 
and drive gears. Allow a person to handle the entire job 

and have a safety cage jaw retention system. Sets include 
10,000 psi cylinder, flat and tempered ram point sets, and lift 
plate with mounting screws. 


Note: Grip pullers do not include hydraulic pump, hose, or gauge. 


No. of Tonnage Stroke Mfr. Item 
Pieces Capacity Length Model No. 
Master Puller Sets 
10 8 Ton 1" BHP1/52 2RV25 
11 20 Ton 2" BHP2/51G 2RV26 
30 Ton 22 BHP3/51G 2RV28 
No.of Tonnage Stroke No. of Mfr. Item 
Pieces Capacity Length JawSpread Jaws Model No. 
Grip Pullers 
9 10 Ton 6" Ya to 12" 2 _ EPHR208 1MIF5 
15 Ton 10" Lito 1: 2 _ EPHR210 1MIF6 
11 20 Ton 14%" 2% to 18" 2 _EPHR213 1MITF/ 
10 10 Ton 6" %4 to 12" 3. EPHR108 1MIF8 
15 Ton 1: Lig 15: 3 EPHR110 1MTF9 
12 20 Ton 14%" 2% to 18" 3. _EPHR113 1MTG1 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Hydraulic Ram Spreaders 


= Max. pressure: 10,000 psi 

RAM SPREADERS 

General purpose ram spreaders attach to a hydraulic 
pump to spread crushed parts, open stuck doors, or 
separate parts in automotive and industrial applications. 
LIFTING WEDGE RAMS 

Have one flat side and a stepped wedge on the opposite 
side for use in lifting items off the ground. The item is 
lifted in stages and cribbed (or supported) while the 
wedge is moved to the next step to lift the item higher. 
FLANGE RAM SPREADERS 


Used to separate pipe flanges in industrial pipe main- 
tenance operations. The ram is placed between the 


ENERPAC @) 











No. No. fie 
3PCV6 3PCW2 


(>) 


No. 
55PV80 


Nominal Tip Spread Item 


flanges and the pipes are spread as the jaws of the Capacity Clearance Width OilCap. No. 

Spreader open. Seton 96 in 11.5 in 3.97 cu in —3KD93 
LIFT WEDGE RAM AND PUMP SETS 1 ton 0.5in 3./in 0.61cuin 3KD94 

Lifting Wedge Rams 

Include items to perform basic lifting of low-clearance 16ton 0.39in 0.83in 4.75cuin 3PCW2 
items. Lift-wedge rams have a jaw with a flat side for range am Spreaders _ Se TR aeclG 
resting on the ground and a stepped wedge side that 14ton 0.24in 3.16 in 4.76 cuin 4PU56 
allows items to be lifted off the ground in stages. The rif Medge fam & rump 2618 91/11 
lifted item is cribbed, or supported, between lifting 16ton 0.38in 2.72in — —_55PV81 
steps. Sets include a lift-wedge hydraulic ram, pump, 9 72" 328 402.n_ 4.79 cuin_2ahvee 
and other accessories. 24ton 0.25in 4.1 in —_55PV78 


ENERPAC @) 


Hydraulic Nut Splitters 


= Max. pressure: 10,000 psi 





No. 3PCW5 
Nut splitters are used to break apart iavSive. ‘Noniiaal — 
corroded or frozen nuts to free the bolt. BoltRange Range Capacity OilCap. Weight No. 
; Y'to %' V'to%e 10ton 1.22 cu.in. 4.4|b. 3PCW3 
Attach the nut splitter to a hydraulic pump to — eet 74° 1546" to TA" 15 ton 3.66 cu. in. 6.6 1b. 3PCWA 
cut the nut off the bolt. Replacement blades 9 “%"to 1%" TH" to1%6" 20ton 4.88cu. in. 9.7 lb. 3PCW5 
1%" to 1%" 1%e6' to 2" 35ton 9.46cu.in. 18.0 lb. 3PCW6 


sold separately, go to Grainger.com® and 


T%' to 1" 2"to 2%" 
search for nut cutter blades. 


1%" to 17" 2%' to 2%" 


50 ton 
90 ton 


14.64 cu. in. 26.0 lb. 3PCW7 
30.00 cu. in. 75.1 1b. 3PCW8 


ENERPAC @) 


Hydraulic Pipe Bender Set 

= Max. pressure: 10,000 psi 

Accurately makes smooth, wrinkle-free bends up to 90°. 
Schedule 40-160 rigid pipe. Includes composite hand pump; 
10-ton, 10" stroke cylinder; 6-ft. 10,000 psi hose; 6 light- 
weight, heat-treated aluminum bending shoes; 2 pivot shoes; 
2 pivot pins; shoe lock pin; bending frame; cylinder saddle; 
and angle indicator. Comes in lockable steel storage case. 


Heavy-Duty Hydraulic 
Maintenance Sets 


= Max. pressure: 5000 psi 


General purpose maintenance sets are used for perform- 
ing basic maintenance tasks around a facility or worksite, ~ & 
including lifting, bending, and straightening. These sets = 
include a hydraulic cylinder, hand pump, and other & aa 

compatible attachments. pet Leen, 


at 





Size Bend Mtr. Item 
Range (in.) Radius (in.) Model No. 
Ae 


2’ to 8%6 STBIOIH 2RV32 


ENERPAC @) 









Note: When cylinders are used with maintenance set attachments, the Géee 
maximum system pressure must be limited to half the rated pressure “4 r | e —_ 
(5000 psi). Capacity of cylinders limited to half of rated capacity. 
Cylinder Pump Cylinder 
Nominal Cylinder Model Model Mfr. Item 
Capacity Stroke Number Number Accessory Model Number Model No. 
; 47484 (Mfr. Mfr. No. P-142, 6BU6O (Mfr. No. ; 
5 ton 44D). No. RC-55) HC7206), RC-55, GP-10S, GA-4. MS2-4  SZL43 
6W462 47488 
5 ton to 5 Ai Mfr. No. P-392, 6BU60 (Mfr. No. HC7206), GP- 
ses a 
7 Mfr. No. P-392, 6BU6O (Mfr. No. ? 
10 ton 6% Tea We 8} HC7206), RC-106, GP-10S, GA-2 MS2-10 3KD70 
6W462 47486 Mfr. No. WR-5, RC-106, P-392, MZ1052, MZ1005, MZ1004, 
10 ton 6Ys" (Mfr.No. (Mfr. No. MZ1003, MZ1002, MZ1050, 6BUGO (Mfr. No. ay GA- MSFP10 25TV41 
P-392) RC-106) 3, A6, A21, A20, A18, A15, A14, A13, A129, A128, A10, A16 
6W462 
ai 47488 (Mfr. Mfr. No. P-392, 6BU6O (Mfr. No. ? 
25ton 6% P5392) No. RC256) HC7206), RC-256, GP-10S, GA-2 MS2-20  52L42 
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HYDRAULICS Scan. Order. Done. 
Press Sets, Dies & Gauges Details on page Al. 


No. 2RV30 t No. 3KD80 





Heavy-Duty Industrial Hydraulic Press Sets and Accessories eae 
Arbor Presses—Foot mounting holes allow vertical or horizontal positioning. H-Frame Presses—Feature welded H-frame for longer life. Each includes 
Slotted back simplifies loading and unloading of longer parts. Order pump and heavy-duty steel pump mounting bracket, 10,000-psi pump, cylinder, hose, 
cylinder separately. gauge, and gauge adapter. Nos. 3KD82 and 3KD81 feature 10-ft. control 


pendant; roller head design allows side-to-side movement and cylinder locking. 


C-Clamp Presses—Nos. 18Y517 and 18Y518 are operational in all positions Presses with over 10-ton capacity are equipped with an exclusive Hydra-Lift™ 


and include foot mounting holes for vertical or horizontal positioning. 





bed for adjustment. 
Bench Press—Use where there is limited space, for quick press access, or 
for smaller parts. Includes 6-ft. thermoplastic hose. Cylinder mounting adapter 
allows lateral positioning along rails. Ships with predrilled mounting holes. 
Mfr. Item 
Frame Cap. (tons) Total Height (in.) Working Height (in.) Total Width (in.) Working Width Model No. 
Arbor Presses (Pump & Cylinder sold separately) 
10 tons 16%6 8.94 5.31 2.00 A310 4YDT3 
30 tons 21'%6 10.25 7.00 2.00 A330 4YDT4 
C-Clamp Presses (Pump & Cylinder sold separately) 
5 tons 112% a" 6%" 8" 2.00 A205 14A076 
10 tons 16 Q" 3M 3Y% A210 18Y517 
20 tons 21%" 11%" — 35/4" A220 18Y518 
Frame Pump Cylinder Total Working Total Working Mfr. Item 
Capacity Type Pump Cylinder Stroke Cylinder Type Height Height Width Width Model No. 
Bench Press 
10 tons Air Mfr. No. PA-133 Mfr. No. RC-1010 10" Single Action 25.63" 15%" 1856" 15° IPA-1022 2RV30 
H-Frame Presses 
10 tons Air Mfr. No. XA-11 Mfr. No. RC-1010 10" Single Action 52" 40" ay 181" IPA-1220 3KD79 
10 tons Manual Mfr. No. P-392 Mfr. No. RC-1010 10" Single Action 52" 40" 25° 181" IPH-1240 3KD83 
10 tons Electric Mfr. No. PEM-1201B Mfr. No. RC-1010 10%" Single Action 52" 52 30" 30" IPE1215 25TU61 
25 tons Air Mfr. No. XA-12 Mfr. No. RC-2514 14" Single Action 76° 7 to 54%" 40%" 29" IPA-2520 3KD80 
25 tons Manual Mfr. No. P-80 Mfr. No. RC-2514 14" Single Action 765-7 to54%" 40%" 29" IPH-2531 3KD84 
50 tons Electric Mfr. No. ZE4420SB-N/ZE4420SG-N Mfr. No. RR-5013 13" Double Action 76° 7 to 48%" — 4234" 2854" IPE-5060 3KD82 
100 tons Electric Mfr. No. ZE4420SB-N Mfr. No. RR-10013 13" Double Action 76" 7 to 42%" 51" 35: IPE-10060 3KD81 
150 tons Electric Mfr. No. ZE5420SG-N Mfr. No. RR-15013 13%" Double Action 90" 90" 70%" —_~67-8/47' IPE15065 25TU62 
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HYDRAULICS 
Dies, Gauges & Check Valves 





ENERPAC.@ 
Gauges and Gauge Adapters 


= Max. pressure: 10,000 psi, except 
No. 46€578 is 15,000 psi 


Use with all cylinders and presses. Stainless steel cases 
resist corrosion. Gauge snubbers or needle valves 
recommended for high-cycle applications. 


Dial Req. Enerpac® Filled Connection Connection 
Gauge Range Size Gauge Adapter With Accuracy Size Location 
DGR Series, Digital Hydraulic Gauge 
0 to 20,000 psi 254" _— — VA Bottom 
GF Series, Hydraulic Force. and Pressure Gauges 
4’ 1, GA-2 OR GA-4_ Glycerin 00% Vy Bottom 
4 GA- iE GA-2 OR GA-4 Glycerin 00% Yy' Bottom 


| |e | |e 
— sk sk 
= 
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fvo.oxos7 | 35-Ton Hydraulic © 





No. 4PU64 


ENERPAC.@) 


Punch and Punch ~ 


Mfr. = Item H r &} —_. “*@ 
Model _ No. and Die Sets x 
DGR? 22NV6ES Note: Material thickness should not exceed hole diameter. 

35-Ton Hydraulic Punch— Punch-and-Die Kits— 


GFIOP 460573 , , 
GFOOP 46C574 Designed to punch burr-free holes in Include punch and 4 die sets 








0 to 10,000 psi. 4" GA-1, GA-2 OR GA-4 Glycerin yy" Bottom GF50P 46C575 Yo" thick. 
4 CAT GAD OR GA Clycerin ae i Ste are oP aBEE Te mild steel up to %2" thick. Includes __ that produce round holes sized 
4" GA-1. GA-2 OR GA-4_ Glycerin 00% WA Bottom GF313P 46C577 bench-mount bracket, metal storage 0.44", 0.56", 0.69", and 0.81 
GP Series, Hydraulic Force and Pressure Gauges _ j 3" in dj : 
0't0 10,000 pel 4 we +00, % scHam —GPA0S-3KD63 case, die changeover tools, and 4g" in diameter. Once punched, 
Tio 15,000 psi q" CRT “T, GA-2 OR GA-4 = +1.00% Al Bottom  GP15S 46C578 coupler. Works with hand-, air-, and these holes will accommodate 
eries, High Pressure Gauges lectric-powered hvdrauli mps. tandar Its sized 3". 14" 
Oto 300 psi 2%" GA-3 Glycerin +1.50% Ya" Bottom G2512L 460564 EIEE I powered yd aune PUES ae da oy sized 73", 72", 
Oto 600 psi 21" GA-3 Glycerin _+1.50% i Bottom G2513L 46C565 = Spring return cylinder Ys", and Ya", 
. 2Ve GA-3 Glycerin +1.50% Ya" Bottom G2514L 460566 Mtr. Item 
0 to 1000 psi L 
Seammr a3, ek heen st 30s. cot aa GPSS Beserigtion Model _, Mo, 
to psi 2. : ycerin _+1.00% iy ottom 4] 460967 35-ton Hydraulic Punch SP-35 3KD34 
aD I's GA-3 Glycerin 1.50% v4" Bottom G2517L 46C568 SS a anaes —ap ed 
pst “3 GA-3 Glycerin +1.50% V4 Center Back G2534R 46C570 so KP at 
: : Punch and Die Kit with Electric Pump and Hose OPaoor 25TV51 
ste a gveetin #1 otf, Bottom Ago 7 ake! Std. Hole Std. Bolt Mfr Item 
F 2" : ycerin _+1.90% 4" enter Bac 03/R_46057 won (i won (i «oti : 
0 to 10,000 psi q GA-3 Glycerin +1.00% i, Bottom G4088L 3KD59 Pon ee Sig Size (in.) Characteristics Model No. 
a 2a: = Glycerin _+1.50% Ai Bottom  G2536L_ 18Y527 
0 to 15,000 psi jr — % TAL 0.38 6 Circle Hole SPD-375  3KD86 
4 Glycerin _+1.00% V4 Bottom G4089L 18Y528 
T Series, Test System Gauges 0.38 A6 Square Hole SPD549 = 460550 
Oto 10,000 psi_ 6" = —__ +0.50% A Bottom 16003L_18Y551 0.44 He Circle Hole SPD-438__3KD87 
0 to 40,000 psi_ 61" — —__+1.50% i Bottom T6010L 18Y552 0.44 %s square Hole SPD639___ 460951 
Gauge Port (M)NPT (F)NPT L Mfr. ltem 0.44 x 0.75 ¥~ Oval Hole SPD188 460548 
. (F)NPT (in.) Fitting (in.) Fitting (in.) (in.) Model No. aes a wa Hole ey 4505/9 
auge Adapters 16 ircle Hole - 
: ie Ve Ve O20 GA-3 3KD39 0.56 VY Circle Hole SPD-563  3KD89 
V2 V4 ¥e 4.38 GA-4 3KD40 0.69 % Circle Hole SPD-688  3KD90 
2 Ve ¥e 2'/6 GA 460572 0.78 — Circle Hole SPD-781 3KD91 
V2 Ve Ve 6.10 GA-2 3KD38 0.81 Y Circle Hole SPD-813 3KD92 
pene ee No. 3PCUG 
No. 6W468 No. 6W469 
ENERPAC @ rs ° 


Needle and Check Valves 


Needle Valve—Controls cylinder speed. Can be used as a shutoff valve for 
temporary load holding. 


Manually Operated Check Valve—Improves safety in load-holding appli- 
cations. When closed, oil is allowed into cylinder but not back to pump. 


Item Inlet Port Size Port Size 
Needle Valve ¥" NPT ¥g NPT 
Manually Operated Check Valve Ye" NPT ¥g NPT 
Pressure Relief Valve — ¥3" NPT 
Hydraulic Split Flow Valve = ¥e" NPT 


QUICKLY ORDER §sScan. Order. Done. 


Items From This . 
Catalog With Your . 
Mobile Device ° 





Pressure Relief Valve—Add to a 10,000 psi pump or to a hydraulic system to 
limit system pressure. Opens when preset pressure is reached. Repeatability: 
+3%. Includes 3-ft. line hose kit. 


Hydraulic Split Flow Valve—Allows a single pump to independently operate 2 
cylinders. Steel construction. 


Pressure Mfr. Item 
Outlet Port Size Range (psi) Model No. 
Ye" NPT — V-82 6W468 
Ye" NPT — V-66 6W469 
— 800 to 10,000 V152 1MTG2 
= 0 to 10,000 AM21 3PCU6 





Scan the Item Num 
See Your Price 
Place Your Order. Done 
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HYDRAULICS 
Wrenches, Pumps & Power Units 





Square-Drive Torque 
No. 38XV31 





Low-Profile Hexagon 
Cassette Torque 
No. 38XV32 


No. 3PDC6 
Air Pump 





ENERPAC. @ 
Hydraulic Torque Wrench Drivers 


= Max. pressure: 10,000 psi 

= Nickel-plated steel construction 

All X-Series tools are CE-ATEX declared 
and ship with calibration certificate. 
Constant torque provides accuracy of +/- 
3% across full stroke. Robust positioning 
handles have multiple mounting options, 
promoting safer usage of tool, even in 
hard to reach applications. Wrenches 
include carrying case. Drive units are 
compatible with W-Series, Ultra-Slim and 
WCR-Series cassettes. 


Scan. Order. Done. 
Details on page A1. 






X-SERIES SQUARE-DRIVE 

Lightweight and ergonomic with easy operation reaction arm and 
push-button drive release. Feature extra durable manifold that 
provides added safety for user. Reaction arm has large lever that 
makes it easy to operate. This wrench design provides a small 
operating radius without sacrificing the endurance of the tool. 


X-SERIES LOW-PROFILE HEXAGON 


Ultra-slim, compact tool offers superior strength to size ratio, 
providing easy access with greater durability. Feature fast release 
drive that enables rapid exchange of cassettes without the use 

of tools for quick change-out. For Cassettes, go to Grainger.com® 
and search by "Hydraulic Torque Wrench Cassettes". Cassettes 
not included. 


Square Drive Socket Size Max. Overall Overall Weight Mfr. Item 
Size (in.) Range (in.) Torque (ft.-Ib.) W (in.) H (in.) (Ib.) Model No. 
X Series, Square-Drive Torque Wrenches 
a Ya to 2 1440 1.54 3.82 7.0 $1500X 38XV34 
1 ¥ to 3% 3225 1.89 3.94 123 S3000X 38XV40 
1% 1/6 to 4% 6150 217 6.18 20.2 S6000X 38XV39 
1% 1/6 to 4% TAS 2.83 7.48 34.7 511000X 38XV36 
2% 2/6 to 68 20,1950 3a) 9.61 70.8 S25000X 38XV31 
Hex Size Max. Overall Overall Overall Weight Mfr. Item 
Range (in.) Torque (ft.-Ib.) L (in.) W (in.) H (in.) (Ib.) Model No. 
X Series, Low-Profile Hexagon Cassette Torque Wrenches 
1%6 to 2% 4 1.26 5.23 2.9 W2000X 38XV38 
1%6 to 3% 4175 8.30 1.61 6.64 4.2 W4000X 38XV32 
1% to 4% 8470 9.84 2.07 8.42 6.8 W8000X 38XV41 
2%”/6 to 4% 15,30 11.93 2.48 10.12 11 W15000X 38XV35 
Mfr. Item 
For Use With Hose Ends Model No. 


Twin Hydraulic Hose Assembly 
S and W Series Enerpac Torque Wrenches 


ENERPAC @) 


Ys Male x 4" Female Quick-Coupler THQ/06T 3PCZ2 


Torque Wrench Pumps 


= Max. pressure: 10,000 psi 
a Y," fluid port 
= 85 to 90dBA 


AIR PUMP 
= Y." air inlet 


2-speed operation. Equipped with 2 internal 


relief valves, 1 factory preset for overload 


protection and 1 user-adjustable for setting 
max. system pressure. With pressure gauge, 


filter/regulator/lubricator, sight gauge, 
roll cage, and oil drain. Air-operated valve 
included in pendant. 


ELECTRIC PUMPS 
= 115VAC 
= 24VDC control pendant 


No. 30P879 is a powerful 2-speed pump that features 
built-in gauge, relief valve, adjustable pressure relief 
valve for accurate torque adjustments, and gives 

precise repeatability. No. 3PDC8 includes On/Off toggle, 
pendant with electro-mechanical push-buttons, and 

24V transformer timer and circuit breaker. No. 3PDC9 
has a multilingual digital LCD; tracks maintenance 

cycle, shows current pressure, cycle count, low-voltage 
warning, and troubleshooting/diagnosis. Autocycle 
feature allows continuous torque wrench cycle operation. 


Reservoir 
Oil Capacity Capacity Displacement @ Operating Air Consumption Mfr. Item 
(cu.-in.) (gal.) 0 psi 10,000 psi Air psi (scfm) Model No. 
Air Pump 
231.00 1 600.00 cu. in./min. — 60 cu. in./min. 60 to 100 20 to 100 ZA42041TX-Q  3PDC6 
Reservoir Reservoir 
Capacity Capacity Oil Displacement (cu.-in./min.) @ Mfr. Item 
(cu.-in.) (gal.) 100 psi 700 psi 10,000 psi HP Model No. 
Electric Pumps 
— 0.75 — _— 20 cu. in./min. — PMU10427Q 30P879 
231 1 700 cu. in./min. 535 cu.in./min. — 60 cu. in./min. ms ZU4204BB-Q 3PDC8 
231 1 700 cu. in./min. 535 cu. in./min. — 60 cu. in./min. ms ZU4204TB-Q  3PDC9 


E-T-N 





5- to 30-Gal. AC Power Units 


= 230/460VAC, 3 Phase Deliver units deliver smooth, quiet operation, and feature close coupled 
pump and motor, adjustable relief valve, pressure gauge, filler breather, 
and lift-out cover for easy maintenance. 





Reservoir Nominal Max. Full Load Manifold Overall Overall Overall Mfr. Item 
yea HP Flow Pressure Pressure Port Amps RPM _ Block Length Width Height Model No. 
ertica 
ogal. 3 1.5gpm 2500psi %%4'-16 (SAE 8 8.2/4.1 1800 D03 18" 10" 30" _6/64761 4DDN4 
3 3gpm_ 14/0psi __%%4"-16 (SAE 8 8.2/4.1 1800  D03 21" 14" 28° _6/64776 ADDL5 
t0ga, 3 4:59pm 980psi W-16(SAE8) 82/41 1800 DO3 21" 14" 28 Sa AUDLG 
9 3sgpm 2450 psi TAG ISAES 14.6/7.3 1800 D03 21. 14" 29" 3044143 4DDL7 
. a: 45gpm 1630 psi  %4"-16 (SAE 8 14.6/7.3 1800  D03 21" 14" 29" 4995505 4DDL8 
orizonta 
20 qal. —:2—/-9.gpm 1470 psi 1M%6'-12 (SAE 12) 21.0/10.5 1800 — 2/ 18" 29' 4995555 ~4DDL9 
a TAG 75 gom_ 1960 psi 1%6'-12 (SAE 12) 28.4/14.2 1800 — 2/ 18" 29° _ 4995625 4DDN1 
No. 4DDL5 30 aal 10 10gpm 14/70psi_ 1%6'-12 (SAE 12) 28.4/14.2 1800 — 38 24" 23 3044402 4DDN3 
gal. “40 10.5 gom 1400 psi 1%6'-12 (SAE 12) 28.4/14.2 1800 — 38 24" 23° _ 4995633 4DDN2 
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HYDRAULICS 
Power Units 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


1.6- to 30-Gal. AC Power Units 


Recommended motor starters are sold separately 5= AND 15-GAL. 





BUCHER 
hydraulics 


8- TO 30-GAL. B MONARCH 

























on page 165. = Fixed-clearance pumps (5-gal.) Provide smooth, ° 
1.6-GAL. = Pressure-balanced pumps (15-gal.) quiet, operation and feature an . 
= Horizontal mounting = Vertical mounting for all models adjustable relief valve, bayonet- Betcoe 
Feature an aluminum center adapter Come fully assembled with filler breather, style filler breather, drain port, 
that also serves as a port manifold fluid level gauge with thermometer, pres- pressure gauge, SAE ports, sight/ 
and valve housing with a load-holding | sure gauge, relief valve, and a manifold level/temp. gauge, and removable 
check valve, and aVMO01 cartridge relief block for mounting a valve. Manifold is for — top plate to ease maintenance. 
valve. Pump housing has an anodized _ direct pressure and tank (P&T) plumbing. Models 5 HP and larger have a No. 
70 Rockwell C aluminum oxide finish. | Block comes with SAE ports only. Valve premium-efficiency motor rated 36ND81 
Includes direct manifold mount. options and additional components are sold for 50 Hz and 60 Hz operation for 
separately on page 2477. overall system efficiency. 
Reservoir No. of Max. Recommended Manifold Overall Overall Overall Mfr. Item 
Cap. Stages HP Nominal Flow Pressure Pressure Port Voltage Phase Motor Starter Block Length Width Height Model No. 
Horizontal 
1 05  ~=0.5 gpm 1500 psi %e'-18 (SAE 6) 115/230VAC 1 1H555 — 26732 102%2" 8 THe" M-4504-0158 36ND91 
1 1 0.5 gpm 3000 psi %e'-18 (SAE6) —-115/208-230VAC 1H555 — 27732" 102%" Be" M-4504-0159 36ND92 
1 1 1.4 gpm 1000 psi %e'-18 (SAE6) —-115/208-230VAC 1H555 — 27732" 102%" Be" M-4504-0161 36ND94 
1 1 1.9 gpm 750 psi %e'-18 (SAE6) 115/208-230VAC 1 1H555 — 27932" 102%2" 8 THe" M-4504-0162 36ND95 
1.6 gal. 1 1 1.9 gpm 750 psi %e'-18 (SAE 6) 230/460VAC 3 1H555 — 27932, O32" «THe M-4504-0164 36ND97 
1 1 T gpm 1500 psi Ye'-18 (SAE6)  115/208-230VAC 1 1H555 — 27932" 102%2" 8 THe" M-4504-0160 36ND93 
1 1 T gpm 1500 psi %e'-18 (SAE 6) 230/460VAC 3 1H555 — 27932, O32" BT" M-4504-0163 36ND96 
1 2 2 gpm 1500 psi %e'-18 (SAE 6) 230/460VAC 3 1H555 — 27932, O32" THe" M-4504-0165 36ND98 
1 2 3.8 gpm 750 psi %e'-18 (SAE 6) 230/460VAC 3 1H555 — 27932 O32" THe" M-4504-0166 36ND99 
90 al 1 75 7.5 gpm 1500 psi TVe"-12 (SAE 12)  208-230/460VAC 3 — aT 18" 28" 21J000646 38VP30 
ge) 1 10 7.5 gpm 2000 psi TVe'-12 (SAE 12) 208-230/460VAC 3 — ar 18" 28" 21J000647 38VP31 
30 aal 1 10 105 gpm 1400 psi TVs'-12 (SAE 12)  208-230/460VAC 3 — 39" 18" 28" 21J000649 38VP33 
gat 1 10 10 gpm 1500 psi TVs'-12 (SAE 12)  208-230/460VAC 3 — 39" 18" 28" 21J000648 38VP32 
Vertical 
1 1 1 gpm 1500 psi %/e'-18 (SAE 6) 115/230VAC 1 1H555 D03 14" {2V" 251549" M-4505-0150 36NE02 
5 cal 1 2 1.4 gpm 2000 psi %e'-18 (SAE 6) 115/230VAC 1 1H555 D03 14" 120" 263152" M-4505-0151 36NE03 
gal 1 2 1.9 gpm 1500 psi %e'-18 (SAE 6) 230/460VAC 3 1H555 D03 14" 120" 25339" M-4505-0152 36NE04 
1 2 T gpm 3000 psi %e'-18 (SAE 6) 115/230VAC 1 1H555 D03 14" 120" 26352" M-4505-0149 36NE01 
8 gal. 1 3 1.5 gpm 2500 psi Ys'-16 (SAE 8) —208-230/460VAC 3 D03 20" 17 30" TIVA355CO2F1-01  38VP25 
1 3 3 gpm 1500 psi Ys'-16 (SAE8) —_208-230/460VAC 3 DO3 20" 17" 36 T2VC355C02F1-01  38VP26 
1 3 45 gpm 1000 psi Ys'-16 (SAE 8) —208-230/460VAC 3 DO3 20" 17" 36 T3VC355C02F1-01  38VP27 
1 3 6.9 gpm 600 psi Ys'-16 (SAE8) —_208-230/460VAC 3 TH412 D05 20" 17" 35" 1650355A03B0-01  36ND85 
1 5 TT gpm 650 psi Ys'-16 (SAE 8) —208-230/460VAC 3 TH417 D05 20" re 35" 107C405C03B0-01  36ND88 
1 5 2.3 gpm 3000 psi Ys'-16 (SAE 8) —-208-230/460VAC 3 1H412 DO3 20" 17" 35" T56C405R02S0-01  36ND81 
1 5 3.7 gpm 2000 psi Ys'-16 (SAE 8) —208-230/460VAC 3 1H417 D03 20" ia 35" 158C405R02S0-01  36ND82 
1 5 3 gpm 2500 psi Ys'-16 (SAE8) —208-230/460VAC 3 D03 20" iA 36 T2VC405C02F1-01 ~ 38VP28 
15 gal. 1 5 4.4 gpm 1550 psi Ys'-16 (SAE 8)  —208-230/460VAC 3 1H417 DO3 20" be 35" T16C405C02F0-03 ~ 36ND83 
1 5 45 gpm 1600 psi Ys'-16 (SAE8) _208-230/460VAC 3 D03 20" id 36 T3VC405C02F1-01  38VP29 
1 5 5 gpm 1400 psi Ys'-16 (SAE 8) —208-230/460VAC 3 1H417 D03 20" ia 35" 164C0405C02F0-01  36ND84 
1 5 6.9 gpm 1000 psi Ys'-16 (SAE 8) —208-230/460VAC 3 1H417 D05 20" 17" 35" _1650405C03B0-01  36ND86 
1 5 8.8 gpm 800 psi Ys'-16 (SAE8) —_208-230/460VAC 3 1H417 D05 20" 17' 35" 1660405C03B0-01  36ND87 
2 3 11.0/2.8 gpm 1500 psi 7-14 (SAE 10) —208-230/460VAC 3 1H417 D05 20" TH" 35" T92C355C93F0-01  36ND89 
i] 5 11.0/2.8 gpm 2500 psi 7-14 (SAE 10) — 208-230/460VAC 3 1H417 D05 20" 15" 35" T92C405C93F0-01  36ND80 
2 5 {6.0/3.8 gpm 2000 psi 7-14 (SAE 10)  208-230/460VAC 3 1H417 D05 20" TS" 35" T94C405C93F0-01  36ND90 
4 4 BUCHER 
Power Unit Accessories . Nom. HL OW Mfr. Item hydraulics 
Reservoirs—Variable size for AC and DC power units. Cap. (gal.) Construc. (in.) (in.) (in) Model No. MONARCH 
; ; Hydraulic Power Unit Reservoir Hydraulics, Inc. 
Valve Manifold Kit—D03 manifold is for use with 1.0 Steel 6.0 9 6 500206406042  45DV80 
y te (1 1.75 Steel 6.0 13% 6 500206406072  45DV83 
1.6: gal. units (4 NPT remote mount and direct mount iG practic ay 90 6% 500006414188 25DV78 
options). 4.0 Plastic 6% 26 6% 500206414170  45DV85 
: : : : , 4.0 Plastic 10 18 9 500206414224  45DV79 
Electric Lowering Valve Kit Assemblies—Provide 45 Steel 10% 10 10% 500206414249  45DV82 
simple installation into Monarch power units. Good for 2.9 Steel 6% 15 7% 500206406864  45DV81 
use in raise-hold lower applications where increased 2.9 Steel 64 15 7% 900206406076 _ 45DV84 
fficiency and exact positioning of the cylinder n to _Valve Manifold Kit 
eMIcIe ty a rae x ae ae g ’ | e cylinde : Ya" NPT, Remote Mounting 900204901762 45DV86 No. 
be provided. onsist 0 a differential poppet-type an Electric Lowering Valve 45DV80 
has a 2-way/2-position normally closed valve. 24VDC 500205524369 45DV87 
TI0VAC 500205524370 45DV88 
i i BUCHER 
ACG Hydraulic Power Unit for Auto Hoists hydraulics 
MONARCH 


= 208/230V, single-phase, 18.54 Rugged power unit is for use in 2- and 4-post auto hoists with single-acting 
= Includes #12 AWG cylinders to raise, hold, and lower. High-torque AC motor is capable of starting 
3-wire, 18"L cord up under load. Adjustable, high-efficiency VM01 relief valve and momentary 
push button start switch. Hardened steel valve parts are field serviceable. 


Hydraulics, Inc. 








Max. Overall Overall Overall Mfr. Item 
ReservoirCap. HP Nominal Flow Pressure Pressure Port Length Width Height Model No. 
3.8 gal. 2.0 2 gpm 2400 psi %e'-18(SAE6) 38% 10%32" 12%6°  M-4509-0217 36NE14 
DC Snowplow Power Unit easy 





12VDC unit allows remote operation of a truck-mounted snowplow. Includes built-in crossover reliefs which 





MONARCH 
help protect snowplow blades from damaging obstructions and a heavy-duty remote control station that oper- Hydraulics, Inc. 
ates the blade up/down and left/right when used with 1 single- and 1 double-acting cylinder. Adjustable relief 2 
is preset at 2500 psi for larger blades. Included 2-qt. nominal plastic reservoir. Horizontal mounting only. @ 

Nominal Max. Overall Overall Overall Mfr. Item 
Reservoir Cap. Flow Pressure _ Pressure Port Length Width Height Model No. 
0.5 gal. 2 gpm 3000 psi —4'-18 NPT 2298" 672" 921/49" M-3593-0164 36NE13 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2473 


HYDRAULICS 
Power Units & Motors 


Scan. Order. Done. 
Details on page A1. 





12VDC Power Units with Control Station 


MONARCH 


Basic Power Unit—For 
remote requirements using 
special manifolds for control. 


Remote Release with Control 


includes a solenoid lowering valve, and 
10-ft. cord for start and lower functions 
on single-acting cylinders. 

Manual Release—Designed 
for single-acting cylinders on 
lift, hold, and lower circuits. 


Birotational Power Unit with 
Control Station—For use with 
horizontally configured cylinders. 


Station—Controls lift and hold circuits; 


Remote Double-Acting 
Power Unit—2-position, 
4-way solenoid valve allows 
bidirectional control of double- 
acting cylinders and hydraulic 
motor applications. Includes a 
pilot-operated check valve and 
relief valve. 


BUCHER 
hydraulics _ 


MONARCH 
Hydraulics, Inc. 


MAGN. 
ee CHIEF. 
For Power Up and Power 


Down operations and has a check valve, preventing 
reverse flow and protect pump. No. 35LP42 is for load 
holding in 1 direction. Includes a relief valve and manual 
valve. No. 35LP41 lifts, holds, and lowers and is prewired 
with a quick-disconnect remote. Horizontal mounting. 


CHIEF 


Features a multidirectional 
handle control. Includes a 
manual lowering valve. 


Note: Go to Grainger.com® for 
Accessory Control Stations. Search for 
"Control Station for Power Unit". 


Directional solenoid valves are not 
required for use in double-acting cylin- 
der applications. Includes 10-ft. cord. 


Solenoid-operated unit is designed to lift, hold, and lower 
and comes with a wired remote control. 








Reservoir Nominal Max. Overall Overall Overall Mfr. Item 
Description Cap. Flow Pressure Pressure Port Length Width Height Brand Model No. 
Basic Power Unit 1gal. 2.5 gpm 3000psi %e'-18(SAE6) 18%" /%%' 7%" Monarch M-3504-0239 36NE08 
Manual Release 1gal. 2.5gpm 3000psi %e-18(SAE6) 18%" 6'%e'  7'%2" Monarch M-3313-0106 36NE05 
Remote Release with Control Station 1gal. 25gpm 3000psi %e'-18(SAE6) 18%" ae 7¥" Monarch M-3519-0419 36NE06 
- Birotational Power Unit with Control Station 1gal. 2gpm 3000psi “c'-20(SAE4) 18%2" 8'%2" — 7'%2" Monarch _B-3530-0104 36NE07 
Double-Acting Power Unit 0.75 gal. 1.3 gpm 2500 psi Ya" NPT 20%" 9" 72" Maxim 203109 35LP42 
Remote Double-Acting Power Unit 1gal. 25gpm 3000psi %'-18 NPT 18%" 8%" = 7'%" Monarch M-3554-0157 36NE09 
-f Remote Double-Acting Power Unit 0.75 gal. 1.3gpm 2500 psi %6'-18 (SAE6) 22%" 8/4" 84" Chiet 203100 460520 
No. Remote Double-Acting Power Unit 3gal. 1.3gpm 2500psi %e'-18(SAE6) 23%" 84" gy" Maxim 203147 35LP41 
36NE07 Remote Single-Acting Power Unit T.5 gal. 1.3gpm 2500 psi %c'-18(SAE6) 22%" ~— 10" BY" Chief 253119 460519 
DC Lift Truck Power Units serine 
hydraulics 
and Motor Pump Assembly MONARCH 
No. = Valve pressure preset to 2500 psi No. 36NE10—WMotor 
36NE10 es 
Nos. 36NE11 & 36NE12—Designed for single- ee Arn 
Reservoir Nominal Max. Overall Overall Overall = Mfr. Item acting cylinders on lift, hold, and lower circuits " 
Cap. Flow Pressure Voltage Pressure Port Length Width Height Model No. Vertical or horizontal 


usually found on forklifts and other material handling 


Hydraulic Power Units with Remote Control Station mounting. Requires a 








0.6 gal. 2.5gpm 3000 psi 12VDC %c'-18 (SAE 6) 16% 7%" 7%" M-3519-042036NE11 equipment. Units include check, adjustable relief, and ' 
0.6 gal. 3.4 gpm 3000 psi 24VDC %e'-18 (SAE 6) 16%" 71" 714" _M-3519-042136NE12__golenoid lowering valves. Horizontal or vertical mount- [&™MOte Feservolr. 
DC Motor Pump Assembly : 2 ; ; Note: Does not include 
— 2.5 gpm 3000 psi 12VDC %c'-18 (SAE 6) 102%" 576 7%6° M-3326-021836NE10 ing with a 45° elbow provided for vertical mounting. remote handset. 
@ 2 BOLT, 3.25" 4 BOLT, 1.75" 
Char- Lyn n PILOT MOUNTING PILOT MOUNTING 
No. Displacement Max. Pressure Mfr. Item Mfr. Item 
G | [P 5PZF8 (Cu. In./Rev.) RPM Rating (psi) Model No. Model No. 
eneral FUrFpOse %-14 UNF Port Thread 
ow. 1021 rpm 1800 101-1700 4TY66 101-1749 4TY82 
Motors/Rotary 28 969rpm 1800 101-1033 -4TY67 ‘101-1009 ~——~4TY83 
3.6 953rpm____1800 101-1701 4TY68 101-1750. 4TY84 
Actu ators 45 760rpm___ 1800 101-1034 4TY69 101-1010 4TY85 
5.9 585 rpm___1800 101-1035 4TY70 101-1011 4TY86 
= Straight-keyed shafts S Series—Similar to H Series 5:9 a8 a 900 tT 708 TYAS 
= Max. oil temp.: 180°F motors, but with precision- ee $30 rpm 199? eae plate Be aes 
rom - - 
H Series—Direct-drive motors are designed achined rollers to provide 141243 rpm 1450 101-1038 4TY75 | t01-1014 _TY91 
: ; rolling contact support. 17.9 192rpm_ 1350 101-1039 ATY76 101-1015 — 4TY92 
with spool valve technology for medium-duty — 22.6 152 rpm 1250 101-1040. ATY77 101-1016 4TY93 
tee Rollers further reduce friction -gg¢, 
applications. Include low-speed valving. Shaft , - ries 
Ba eed for increased efficiency and Yo-14 NPTF Port Thread 
speed and rotation direction can be controlled eviendedimotor lite 36 962 rpm 7500 103-1540 SPzK1 103-1573 SPzKA 
' enti ee 4.6 762 rpm 2500 103-10 5PZJ4 : 5PZH7 
eal Encugnelt ng ee Min. oil viscosity: 70 SUS D7 585rpm 2900 103-1027 5PZJ5 103-1003 5PZH8 
= Min. oil viscosity: 100 SUS « Shaft size: 1" dia. x 134"L 73 470rpm 2500 | 103-1541 SPZK2 | 103-1574 SPZK5 
= Shaft size: 1" dia. x 13/4"L : ike 8.8 385 rpm 2350 103-1542 5PZK3 — — 
2 BOLT, 3.25" 4 BOLT, 1.75" 10.1 353 rpm 2300 103-1028 _5PZJ6 103-1004 5PZH9 
PILOT MOUNTING PILOT MOUNTING 11.4 303 rpm 2250 103-1029 _5PZJ7 103-1005 5PZJ0 
Displacement Max. Pressure Mfr. Item Mfr. Item 13.7 243 rpm 2050 103-1030 5PZJ8 103-1006 5PZJ1 
(Cu. in.fRev.) RPM Rating (psi) Model No. Model No. 18.2 192 rpm 1800 103-1031 oPZJ9 103-1007 5PZJ2 
H Series 22.7 153 rpm 1500 103-1032 5PZKO — — 
Yo-14 NPTF Port Thread Yo-14 NPTH Port Thread 
UE 969 rpm 2400 101-1025 _ 5PZG6 101-1001 _5PZF8 22.7 153rpm____ 1500 — = 103-1008 _5PZJ3 
45 760 rpm 2400 101-1026 5PZG7 101-1002 5PZF9 7-14 UNF Port Thread 
5.9 585 rpm 2400 101-1027 5PZG8 = — 3.6 962 rpm 2000 — = 103-1570 4UA14 
7.3 469rpm_ 2400 101-1706 5PZH3 101-1755 5PZH5 4.6 762 rpm 2000 — = 103-1010 4UA15 
8.9 385 rpm 2300 101-1707 5PZH4 101-1756 5PZH6 5.7 585 rpm 2000 = = 103-1011 4UA16 
97 353 rpm 2250 — — 101-1004‘ 5PZG1 7.3 470 rpm 2000 = = 103-1571 4UA17 
11.3 304 rpm 2150 101-1029 _5PZG9 — — 8.8 385 rpm 1900 — = 103-1572 4UA18 
14.1 243 rpm____ 2000 101-1030 5PZHO 101-1006 5PZG4 10.1 353 rpm ____1900 103-1012 4UA19 
17.9 192 rpm 1800 101-1031 _5PZH1 101-1007 5PZG5 11.4 303 rpm____1850 103-1037 4UA10 103-1013 4UA20 
22.6 152 rpm 1500 101-1032 5PZH2 101-1008 5PZG3 13.7 243 rpm____1700 103-1038 4UA11 = — 
2-14 NPTH Port Thread 13.7 224rpm 1700 — — 103-1014 4UA21 
5.9 585 rpm 2400 — = 101-1003 5PZG0 18.2 192rpm__ 1500 103-1039 4UA12 103-1015 4UA22 
11.3 304rpm 2150 = = 101-1005 5PZG2 22.7 153rpm___ 1300 103-1040 4UA13 103-1016 4UA23 
GPM @ GPM @ 
7 o Displacement 1800 rpm 3600 RPM Max Ports Ports Mfr. Item 
Birotational i ae (Cu. in./Rev.)* and 1000 psi and 1000 PSI Continuous PSI (Inlet) (Outlet) Model No. 
as “al EP “Hydraulic Gear Pump 
G |2 d 0.065 0.51 1.01 3000 %e-18 %e-18 1002496 4F649 
ear umps an 0.097 O6 1.2 3000 Ae-18 %6-18 1002497 4F650 
0.129 1.6 3000 %-16 VYs-16 1002498 4F651 
Pumps/ Motors Hydraulic Gear Panp/Mator 
; . . . 0.194 25 3000 %-16 Vs-16 1002499 4F652 
GC Series—Viton® lip seal, outboard bearing, and 0.258 +6 3.3 3000 Y-16 Y%-16 1070054 4F653 
reversing check valves. Cast iron housing. 4-bolt Tage 58 a8 Seo ead ed Asada 
4F17 mounting with 12" keyed x 1/2" long shaft 0.453 28 5.8 9750 %-14 %-14 1070047 4F656 
negro? extension and side outlet ports. Max. shaft speed 0.517 31 8.0 2500 acl acl {970049 4FO57 
: ast : . : 8- 8- 
is 5000 rpm; min. speed is 750 rpm. Nos. 4F652 to 0711 73 94 +800 i414 1070033 4F659 


4F659 function as either pumps or motors. 
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* 1 cu. in./rev. = 16.4 cu. cm (cc). 
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Find the yi. Find Solutions. Find Great Prices. Gear Pumps & Valves 
Hydraulic Gear Pumps CONCENTRIC 
GPM@ GPM@~ Max. a 
= Right-hand rotation Displacement 1800 rpm 3600rpm Continuous Min. Max. Ports Ports Shaft Mfr. Item 
=» Pressure balanced (Cu. In./Rev.)* & 1000 psi & 1000 psi__—~wPSI RPM RPM (Inlet) (Outlet) Extension(in.) Model No. 
w600 Serles, SAE AA 2 Bolt 
= SAE ORB Inlet/Outlet ports 0.183 14 27 4000 700 4000 “14 %-16 %x1%Keyed 1850222 1DBC3 
= 10-micron filtration required 0.214 1.6 3.1 4000 700 4000 “#14 %4-16 ’%x1%Keyed 1850223 1DBC4 
2 0.244 1.8 3.6 4000 700 4000 414  %16 %x1%Keyed 1850224 1DBC5 
These reliable, high-efficiency 0.305 29 45 4000 700 4000 4-14  %-16 v2x1%Keyed 1850225 1DBC6 
gear pumps provide a Compa- | 5 33 39 39007002800 saci’ V4 Keyed 1850297 1DBCB 
rably continuous, nonpulsating —-wagq Series, SAEA2 Bolt = = eA 
flow. Through-bore, bushing- 0. Mi 5.4 4000 500 4000 %-14 %-16 %x1%Keyed 1800288 4F665 
: 0.49 3.6 71 4000 500 4000 1-12 414 %x1%Keyed 1800289 4F666 
type pumps for intermittent and 0.67 4.9 98 4000500 3600 1v%e12 %14 %ax1% Keyed 1800290 4F667 
continuous-duty applications. 0.85 6.3 = 4000 500 3300 1%0-12 %14 %x1%4Keyed 1800291 4F668 
Lightweight design features 0.98 fA = 4000 900 3000 1%6-12 %14 %x1%Keyed 1800292 4F669 No. 4F665 
sreaiat 1.16 8.5 = 4000 500 3000 1%6-12 16-12 %x1¥aKeyed 1800293 4F6/1 
aluminum center section with i4 10.5 = 32005002500 1 %e12 1 Vel? %xtvKeyed 1802741 4NESO 
cast-aluminum end covers. 1.6 12 = 2700 500 2400 1%6-12 1612 %x1v%Keyed 1802742 4NE31 
* 1 cu.-in. = 16.4 cu.-cm (ce). 
2-Stage Hi/Low Gear Pumps CONCENTRIC 


/e-£eB 
For presses, log splitters, clamping units, and compactors. Automatic 2-speed operation. First-stage pump unloads fully at 450 psi; 
second stage operates up to 3000 psi. Generally, 5-HP input is required for No. 4F663 and 8-HP for No. 4F664. Clockwise rotation. 
Yo" dia. x 1¥%2"L drive shaft with #404 Woodruff drive key. Motor coupling and adapter not included. Direct drive only. Nos. 5ZPL6 and 


5ZPL7 have SAE "A" %" keyed shaft. 
Displacement @ PSI 














GPM @ Pressure (cubic inches/rev.) Ports Max. psi 
Nom. HP Input 1st 2nd Mounting Mfr. Item 
Flow(gpm) Reg. RPM 250psi 2000 psi Low High Inlet Outlet Stage Stage Flange Model No. 
11.0 5 3600 10.94 2.72 0.517 0.194 1" Tube 1" NPTF 600 3000 4FI7 1002508 4F663 
13.6 10 3600 136 2.6 0.647 0.194 1" Tube Yo" NPTF 600 3000 4FI7 1003754 5ZPL8 
16.0 11 ~—-3600~—S« 15.91 3.62 0.776 0.258 1" Tube o" NPTF 600 3000 4FI7 1002509 4F664 No. 4F663 
22 15-3600 22 6.3 0.93 0.465 1° NPTF Ys" NPTF 750 3000 SAE A 1080085 5ZPL6 
28 20 3600 28 6.3 7.395 0465  1°NPTF Ys NPTF 750 3000 SAE A 1080086 5ZPL7 
Valve Max. Flow Mfr. Item 
—Darker Cartridge Valve Type Cavity Size (gpm) Max. Pressure Model No. 
threaded partridge Valves 
ize Vaives 
Threaded Cartridge Check C08-2 10 5000 psi CVHO81P 4DML6 No. 
MccGpenet rar _———6952 1) Sb RIMES — SDN Yager “UAS* 
H H lot-Operated Relief _ : psi 4 
Valves, Bodies, and Coils Direct Acting Differential 08-2 19 5000 psi RDH083$50 4DML9 
Nos. 4DML7 and 4UA84—Provide uncompensated —Precsure Reducing 08-3 5000 pst PRHO81S50 4D MNT 
adjustable flow control. vonere oe C08-2 8 3000 psi DLOsiK  4DMIN4 
Normally Open Solenoid C08-2 8 3600 psi DSLO81N 4DMN2 
Nos. 4DML8 and 4UA86—For continuous duty Normally Closed Solenoid C08-2 8 3600 psi DSLO81C 4DMN3 
applications. Best option for setting hydraulic system “10 Size Valves 
pressure Check C10-2 16 5000 psi CVH103P 4UA81 
Needle | 010-2 16 5500 psi NVH101K 4UA84 
Nos. 4DML9 and 4UA87—Used as crossover relief —piferental Area Rel 10-920 B00 pst ROH 03860. AUABY 
valves to limit pressure spikes. Reducing/Relieving al us oy psi a Peep aU 
ounterbalance - psi 
Nos. 4DMN1 and 4UA85—Can be used in a leg Sooner C10-2 10.6 6000 psi JO4E2ZN 4DMK9 
of a hydraulic system to reduce pressure lower Pressure Compensated C103 2 000 psi JO4DSZN ADMLi 
Flow Control w/Bypass i 
than the system picestle. Also act as a relief valve, Single Pilot-Operated Check C10-3 8 2000 psi CPH104P 4DML2 
relieving pressure spikes between regulated port Shuttle C10-3 10 5000 psi CSHIO1B 4DML3 
and actuator. veRErone 010-2 13 3500 psi DL101K ADML4 
Needle w/ Reverse Check C10-2 12 3000 psi FV101S 4DML5 
No. 4DMK4—Provides control of an overrunning Normally Open Solenoid Ct0-2 15 3600 psi DSL{OiN 4UA83 
load and metering, and is suitable for holding a load. ~ Normally Closed Solenoid C10-2 15 3600 psi DSL101C 4UA82 
3-Way Solenoid C10-3 45 3600 psi DSL103A 4UA88 
No. 4DML1—Flow goes in the nose, and pressure pyoectionay onto yave ane g sean psi Pee ae Aue 
. Irectional GOnNTrO! Vaive = psi 
compensated flow goes out top port 3, while bypass ~ Directional Control Vaive C10-4 5 3600 psi___DSLi05C9 _ 4UA91 
flow is unregulated and goes out port 2. 10 Size Valve Assemblies 
Single Pilot-Operated Check 15 9000 psi = CSPH103A20-81 4DMK8 
No. 4DML3—Consists of a steel ball that can seal Double Pilot-Operated Check Tp 9000 psi CDPH103A20-81 4DMK7 
; ae (F)NPT Mfr. Item 
against 1 of 2 adjacent seats, providing a path from ___ Fits Valve No. Body Material Port(in.) Port Size Model No. 
the highest pressure signal to another function. Hydraulic Cartridge Valve Base 
BN SOM. sD 
= ide-to- j j j ee _— -2- 
No. 4DML5—In the side-to-nose direction, it nee Aenea = te ORE TOSSES ADMIN} 
performs as a standard needle valve, limiting flow. Steel = #6 SAF _B09-3-61 4D 
irecti 4UA81, 4UA82, 4UA83, 4UA84, 4UA86, Aluminum SAE-8  #8SAE B10-2-A8T  4UA95 
ai free flow in the reverse direction, nose to ay nar ADI, AOMLA rei : cael = a AE STOo-BT ADS 
5, uminum - B10-3-A8T  4UA96 
4DML1, 4DML2, 4DML3 Steel — #8 SAE _B10-3-8T  4DMK5 
No. 4UA88—Use for on/off or as a selector switch 4UA89, 4UA90, 4UA91 Aluminum SAE-8 #8SAE  B10-4-A8T _ 4UA97 
for 2 functions. Often used for raising and lowering a Mfr. Item 
inal lind g g Voltage Termination Fits Valve Number Model No. 
: ‘% 1zé GOLIS 
No. 4UA89—Used for reversing valve for raising 12VDC Double Leads CCPO12L 4DMINO 
-acti Double Spade CCP012S 4DMP3 
and lowering a double acting cylinder or to control ane Deube tenis ADMN2, 4DMIN3 CCPODAL A0MP I 
the actuation of a hydraulic motor. Double Spade CCP024S 4DMP4 
110/120VAC Conduit Connector CCP115C A4DMP2 
Nos. 4UA90 and 4UA91—Redquire 2 coils to 10 Size Coils souble Leas CAPOTIE TMK 
operate. 12VDC ouble Spade 
a _ Pou reese —4UAB®, ass, 4UAS8, —EAPpngp ——ADWiG 
Hydraulic Cartridge Valve Base—Allow individual 24VDC Double Spade 4UA89, 4UA90, 4UA91 CAPOD4S ADMK4 No. 4DMK7 
piping of threaded cartridge valves. 110/120VAC Conduit Connector CAP115C 4DMJ8 
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HYDRAULICS 
Valves 


Scan. Order. Done. 
Details on page A1. 








Flow Control, Needle, 
and Check Valves 


Brass valves are for pneumatic and medium- 
pressure hydraulic applications. Steel valves are | 
for high-pressure hydraulic applications. 


Flow Control—Provide precision flow control in 
1 direction and automatically allow unrestricted free flow in opposite direction. 
2-step needle allows fine adjustment at low flow. 


Needle—Used as speed controls where a reverse flow check valve is not 
needed. May be used to control flow in both directions. 


Check—Provide free flow in 1 direction and dependable shutoff in the opposite 
direction. Cracking pressure: 5 psi. 


Note: Parker, DT, CV, and DC check valves are available; on Grainger.com®, search for "check 
valves." 


Flow | FLOW CONTROL VALVES 

Port Range} L * — Mfr. 

(in.) (gpm) (in.) (in.) Model 
Brass Valves 2000 psi 

F200B 


NEEDLE VALVES 
Item | L H* Mfr. Item 
No. (in.) (in.) Model No. 


1A853| 1.50 1.54 N200B 1A861 
1A894| 2.00 1.79 N400B 1A862 C400B 1A858 
1A859 | 2.50 2.18 N600B 1A863) 2./5 C600B 1A859 
1A856| 2.62 2.7/0 NS00B 1A864) 3.44 C800B 1A860 


1A] — 


CHECK VALVES 

H* Mfr. Item 
(in.) (in.) Model No. 
2.00 


C200B 1A85/ 
2.63 


Ye-2/ 3 | 2.00 1.54 

Y-18 9 | 2.63 1./9 F400B 

¥-18 8 | 2./5 2.18 F6OOB 

Yo-14 15 | 3.44 2./0 F800B 

Steel Valves 3000 psi 

¥4-14 25 | 3.88 3.38 F12008 

Steel Valves 5000 psi 

Y-18 5 | 2.63 1.79 F400S 1A041) 2.00 1.79 N400S 1A047) 2.63 0.81 C400S 1A044 
¥-18 8 |2./5 2.18 F600S 1A042| 2.50 2.18 N600S 1A048) 2.75 1.00 C600S 1A045 
Yo-14 15 | 3.44 2.70 F800S 1A043) 2.62 2.70 N800S 1A049| 3.44 1.25 C800S 1A046 
v-14 25 | — — — — (3.25 3.38 N1200S 1A867)| 3.88 1.50 C1200S 1A866 
* Height of valves is measured from center of port with adjustment knob fully open. 





High-Pressure Carbon 
Steel Ball Valves 


= Max. pressure: 6000 psi 

Excellent for use in high-pressure hydraulic oil systems. Lockable handle valves 
have a handle that can be locked into position using a padlock that has a “e'- 
dia. shackle (not included). 











STANDARD HANDLE LOCKABLE HANDLE 
Mfr. Item Mfr. Item 
7 Port Size Model No. Model No. 
Yq" NPT BVHPO4NSS1N 6PAA1 BVHPO4NSS1NA 6PAC7 
¥g" NPT BVHPO6NSS1N 6PAA2 BVHPO6NSS1NA 6PAC8 
Yo" NPT BVHPO8NSS1N 6PAA3 BVHPO8NSS1NA 6PAC9 
¥4" NPT BVHP12NSS1N 6PAA4 BVHP12NSS1NA 6PADO 
1° NPT BVHP16NSS1N 6PAA5 BVHP16NSS1NA 6PAD1 
1Y%4" NPT BVAH20NSS1N 6PAA6 BVAH20NSS1NA 6PAD2 
1%" NPT BVAH24NSS1N 6PAA/ BVAH24NSS1NA 6PAD3 
SE 2 NPT BVAH32NSS1N 6PAA8 — — 
A 
#4 SAE BVHPO4SSS1N 6PAA9 — —_— 
#6 SAE BVHPO6SSS1N 6PACO — —_— 
#8 SAE BVHPO8SSS1N 6PAC1 — — 
#12 SAE BVHP12SSS1N 6PAC2 BVHP12SSS1NA 6PAD8 
#16 SAE BVHP16SSS1N 6PAC3 BVHP16SSS1NA 6PAD9 





Hydraulic Double Pilot- 
Operated Check Valves 


= Cast iron body 


= Reverse free flow 


Inlet Port Size Outlet Port Size 
"NPT Yo" NPT 


% 
54" NPT 


Yo 


%" NPT 


Max. Flow 
29.0 gpm 
29.0 gpm 
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38D927 
Mfr. Item 
Max. Pressure Model No. 
2000 psi LO-50-D 38D927 
3000 psi LO-10-D 38D928 


Find even MORE on Grainger.com® 





No. 6PAE5 


E.T-N 
Te Parker 


ince Vickers 
Relief Valves 

Control maximum pressure within a hydraulic circuit. No. 6X843 is designed for 
full flow with low pressure drop. 

No. 4HL34 is a differential poppet inline relief that has a minimum variation 
between cracking and full flow pressures. 

Nos. 4BA48 to 4BA50 have 2-stage balanced piston design, providing fast 
response and minimizing pressure override. 

No. 4HL35 is a double differential poppet relief that is used in systems that 
require crossover relief protection such as a hydraulic motor. 





No. 4HL35 





Max. Mfr. Item 
sia Item Port Size Pressure Range Flow Brand Model No. 
ingle 
Relief Valve Yo NPT 1000 to 2500 psi 16.0 gom Prince RD1850H —_—6X843 
Adjustable Ze-14 UNF 125 to 1000 psi 45.0 gom Eaton Vickers CS-03-B50 4BA48 
Reliet Valve Zs'-14 UNF 500 to 2000 psi 45.0 gpm Eaton Vickers CS-03-C50 4BA49 
%e'-14 UNF 1500 to 3000 psi 45.0 gom Eaton Vickers CS-03-F50 4BA50 
Inline Relief Valve %4"NPT 1500 to 3000 psi 30.0 gom Prince RV-2H 4HL34 
#12 SAE 100 to 1532 psi 53.0gpm Parker = R4V065B110A1 6PAE3 
Hydraulic Valve #12SAE 100 to 3045 psi 53.0 gpm Parker = R4V065B310A1 6PAE4 
#12 SAE 100 to 50/75 psi 53.0gpm Parker = R4V065B510A1 6PAE5 
Pressure ¥s"NPT Oto 2000psi 60.0 gpm Parker Gresen RPL-/5-A 38D924 
ee Valve #12 SAE _0 to 5000 psi_ 60.0 gpm Parker Gresen  RPL-12-A _38D923 
ouble 
Relief Valve Ya" NPT _1500 to 3000 psi 30.0 gom Prince DRV-2HH _ 4HL35 
7 38D925 
Hydraulic 
2-Position 
Selector Valves 
Valve Ways Overall Max. Mfr. Item 
Port Size and Positions Length Pressure Model No. 
Yo" NPT 3-Way/2-Position oe" 2000 psi $-50 38D932 
4" NPT 3-Way/2-Position 6%" 2000 psi $-/5 38D934 
Ya" NPT 6-Way/2-Position 8" 2000 psi DS-75 38D926 
#8 SAE 3-Way/2-Position oe. 3000 psi 5-8 38D931 
#12 SAE 3-Way/2-Position 6%" 3000 psi 8-12 38D933 
#12 SAE 6-Way/2-Position 8" 3000 psi DS-12 38D925 


Looking for High-Pressure 
Fittings and Couplers 
Find High-Pressure Hydraulic 


Fittings and Couplers on pages 2486 
and 24839, or for our full selection go to 
grainger.com/hydraulic-fittings 





1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


HYDRAULICS 
Gear Pumps & Valves 





iy 

Bitige —Parker 
Adjustable-Flow 
Control Valves 


Pressure compensated operation varies 
speed smoothly over the full range. Once 


speed is set with the lever, it remains 
constant regardless of load variation. 


Outlet Max. Adjustable 
Max. Flow Fart ae BODO De Rellet Valve 
16.0 gpm ~~ NPT__ 3000 psi__Yes 
S106 — pt — aot — te 
35.0 99m ip SAE —3000 psi No 


No. 6X842 





Mfr. 
Model Brand 
RD-150-16 Prince 
RDRS-150-16 Prince 
RDRS-1 75-30 Prince 
RD-175-30 Prince 
CFQ-A-/5 Parker Gresen 
CFQ-A-12 Parker Gresen 


DOS and DO5 Size Solenoid- 
Operated Directional Valves 


Bolt kits for valves available separately. 
Note: Additional solenoid-operated directional valves are available; on Grainger.com®, search for "solenoid-operated directional valves." 


DOS SIZE 


= Working port pressure (P, A, B): 5000 psi max. 
= Max. tank pressure: 1500 psi AC, 3000 psi DC 
= AC valves have conduit box-style termination; 
DC valves require wire connector plugs, 
Nos. 4UB23 and 4UB24, sold separately 


Optimized valve body/spool design minimizes pres- 
sure drop and energy consumption. Compatible with 


DO3 and CETOP-3 mounting patterns. 


Coil Max. GPM 
Volts Spool Type @ 3000 psi 
Coes 5 
ose 
Tandem 125 
cibszt 50 
ose 
12 DC Float 18.5 
Tandem 133 
cigsat 50 
ose 
24 DC Float 18.5 
Tandem 13:3 
Description 


Accessories for D03 and D05 Valves 
Subplate Bottom Port 


Subplate Side Port 

Black Wire Connector Plug for Solenoid B 
Gray Wire Connector Plug for Solenoid A 
Bolt Kit for CETOP-03 Valves 

Subplate Side Port 

Bolt Kit for CETOP-05 Valves 

Cover Plate 


Monoblock Valves 
= Load checks provided on all spools (except No. 1A967) 


DO5 SIZE 


Find Sandwich Check, Relief, and Flow Control Valves at Grainger.com®. 





38D921 


Manual overrides. 


= All valves have direct-acting relief valves 
Single-spool valves are 3-position and tandem center, 2- and 3-spool valves have 


a float spool. Nos. 6X845, 4HL36, 4HL37, 6W566, and 4HL32 can be converted 
to closed center or to power beyond operation; No. 6W565 can be converted to 


DO3 VALVES 
Mfr. Item 
Model No. 
D1VWOO02CNYGF5 2NMU2 
D1VWOO1CNYGF5 2NMU3 
D1VWOO4CNYGF5 2NMU4 
D1VWOO9CNYGF5 2NMU5 
DIVWO02CNKW 2NMU6 
D1VWO001CNKW 2NMU7/ 
DIVWO04CNKW 2NMU8 
DIVWOO9CNKW 2NMU9 
DIVWO002CNJW 2NMV1 
D1VW001CNJW 2NMV2 
D1VWO04CNJW 2NMV3 
D1VWOO09CNJW 2NMV4 
DO3 ACCESSORIES 
Port Mfr. 
Size Model 
SAE #8 (%4 x16) SPD24SS35 
Y-18 NPTF SPD22NS35 
SAE #8 (34 x 16) SPD24SAS35 
— 692914 
— 692915 


BK209 
SAE #8 (4x 16) _SPD34SAS35 
SPD2CTEN35 


Max. GPM 
@ smo psi 


Item 
No. 


4UB20 


4UB21 
4UB22 
4UB23 
4UB24 
4UB25 
4UB32 


A5NL42 


Port 
Size 


Bitte 


closed center only. No. 1A967 has a pressure detent release preset at 1200 psi. 
Note: Additional stack valves are available; on Grainger.com®, search for "stack valves." 


Spool Action 
Spring Center To Neutral 


Detented 
Spring Center To Neutral 


No. 1: Spring Center To Neutral and 4th Position 


Detent. No. 2: Spring Center To Neutral 


No. 1: Spring Center To Neutral and 4th Position 
Detent. No. 2 and No. 3: Spring Center To Neutral 


AR wha ha Lh 
po —a oo) os 


aS 


3 


Inlet/ 
Outlet 
Port Size 


Y4 
V4 
Y4 
4 
Y4 


Y 
4 


Work 
Port 
Size 


Ye 


Ways Spools NPT(in.) NPT (in.) 
2 Y 


CONCENTRIC 
/e-£3e 


Flow Dividers 


Accurately divide flow from a single pump source 





to a pair of matched cylinders or fluid motors. Gear-type rotary flow dividers 
synchronize 2 parallel motions hydraulically rather than mechanically. Max. 
outlet pressure: 4500 psi. Max. speed: 4500 rpm. Integral differential relief 
valves for each circuit limit pressure intensification. Cast-iron body. 


Flow Rate Displacement 

(cc/rev) 
0.129 
0.258 
0.581 


(gpm) 
2.4-5 
5-10 
10-20 
35 
35 


= Max. operating pressure: 5000 psi 
= Max. tank pressure: 1500 psi AC, 3000 psi DC 

= Integral conduit box for wire termination 

Feature higher machine productivity and uptime. 
Compatible with D05 and CETOP-5 mounting 
patterns. Solenoid/core tube design allows coils to 
be changed without removing valve from installation. 


DO5 VALVES 
Mfr. Item 
Model No. 
D3WO002CNYK5 5AE84 
D3WO001CNYK5 4UB27 
D3WO04CNYK5 4UB28 
D3WOO09CNYK5 4UB29 
D3WO002CNKW 4DJY6 
D3W001CNKW 4DJY7 
D3WO09CNKW 4DJY9 
D3W001CNJW 4DJZ2 
D3WOO04CNJW 4DJZ3 
D3WO09CNJW 4DJZ4 
DO5 ACCESSORIES 
Mfr. Item 
Model No. 
SPD34NS35 4UB31 
_ — No. 
BK98 4UB33 
SPD3C1EN35  45NL43 


Operating 
Pressure (psi) 
3000 
2300 
2750 


2000 
2900 


SAE Port Sizes (in.) Item 
Inlet Outlet Brand No. 
Yq -16 V4 -16 Concentric 4F660 
%-14 % -14 Concentric 4F661 
1%16 -12 %-14 Concentric 4F662 

V4 7 Parker Gresen 38D930 
1V6'-12 1Y%e'-12 ParkerGresen 38D929 


CLOSED CENTER 


=a 












































PT 





OPEN CENTER 
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FLOAT CENTER 
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AX: 


PT 












































No. 6X844 
Factory Relief 
Capacity Relief Range 
gpm Setting psi 
16 1500 psi @ 12 gom 1000 to 2/50 
30 2000 psi @ 10 gpm 1500 to 3000 
20 1500 psi @ 12 gom 1000 to 2750 
30 2000 psi @ 10 gpm 1500 to 3000 
20 2250 psi @ 3 gom 1000 to 2750 
30 2000 psi @ 10 gpm 1500 to 3000 
25 2000 psi @ 10 gom 1500 to 3000 
25 2000 psi @ 10 gpm 1500 to 3000 





TANDEM CENTER 


AXIS 


Spool Type 















































2NMU3 No. 4UB27 








No. 6W566 

Max Mfr. Item 

psi Model No. 
3000 RD2555T4ESA1 6X844 
3000 RD512CA5A4B1 6X845_ =f” 
3000 RD25/5T4EDA1 6W565 + 
3000 RD512CB5A4B1 4HL36— st 
2/50 LS3000-1 1A967 
3000 RD512AA5A4B1 4HL37_—st* 
3000 RD522GCGA5A4B1 6W566 1* 
3000 RD532GCCGAA5A4B1 4HL32_ =‘{* 


* Power beyond requires Prince Number 40ZV88 plug. ¢ Closed center requires Prince Number 40ZV87 plug. ¢ Closed center requires Prince Number 40ZV89. Repair parts can be ordered from your 


local Grainger branch. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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HYDRAULICS 
Cylinders 


Scan. Order. Done. 
Details on page A1. 
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Double-Acting 
Tie-Rod Cylinders 


2500 psi models feature: O-ring seal 
and vented back-up washers on 

piston, and U-cup on the gland. 3000 
psi models feature: RoyalPlate Plus® 
coating on all piston rods which offers 
substantial performance enhancements 
and outstanding corrosion protection. 
Precision-honed tubes and ground and 
polished chromed piston rods. Ductile- 
iron piston with O-ring seal between 
piston rod and piston. Urethane U-cup 
rod seal, metal encased rod wiper (2/%" 
bore and larger), crown seal on piston, 
nylon bearing on piston (4", 412", and 
5" bores), and hardened pins (4", 412", 
and 5" bores). O-ring seal between tube 
and ductile-iron butt and gland casting. 


WY 
A 


Double-Acting Tie-Rod Cylinders MAXIM. 


= Max. working pressure: 2500 psi 


1%" dia. Black color. 
Bore Stroke Retracted Rod 


Dia. Length Length Dia. A B* 
2) 4" 14%" 1%" 0.189 2.500 
2" 6" 16%" 1%" 0.189 2.500 
2 3 18%" 1%" 0.189 2.500 
2 Ch 20%" 1%" 0.189 2.500 
2" 10" 20%" 1%" 0.189 2.500 
2 12" 22 V4" 1%" 0.189 2.500 
2" 14" 24M" 1%" 0.189 2.500 
2 16° 26%" 1%" 0.189 2.500 
2" 18" 284" 1%" 0.189 2.500 
2 20" 30%" 1%" 0.189 2.500 
2 24" 34/4" 1%" 0.189 2.500 
Z 30" 404" 1%" 0.189 2.500 
2" 36" 46% 1%" 0.189 2.500 
2" 48" 584" 1%" 0.189 2.500 

24" 14%" 1%" 0.189 2.500 

24%" 6 16%" 1%" 0.189 2.500 

24%" 8 18%" 1%" 0.189 2.500 

24%" 8 20%" 1%" 0.189 2.500 





* Pin dia.: 1%" for cylinders with 3" to 4" bore. 


2478 GRAINGER. 


ITT 





No. 
53PZ37 


Bore Stroke Retracted Column 


Dia. Length Length 
Chief 
2 4 144%" 
2 8 20%" 
2° 20" 80" 
2" 8 20%" 
2%" 12" 224" 
oo 204" 
o. <16 — 3 
3 24 384%! 
ove. 201%" 
3%" 16" 31" 
4" 8 20%" 
4". 16°81 
4" 24" 84m" 
5. et 20%" 
a a a 
Qo 24" 36" 
Prince 
2 4" 14%" 
2. fF 20%" 
2° 20" 30%" 
2" 201%" 
2%" 12" 224" 
3. U8 20%" 
316" oy 
3° 24! 34%" 
34" 8 201%" 
ov 16° 31" 
4" 3 201%" 
4" 16° 31%" 
4" 24" 34%" 
AV" 8" 20%" 
4" 16" ote 
Ay" 24" 36%" 
4" 30" 42" 
o 8 20" 
2 16 31% 
o 24" 86" 
2" 20%" 
3. U8 20%" 
3%" 8 201%" 
4" 83 20%" 
x 68 20%" 
* SAE O-ring. 








= Temp. range: -20° to 220°F 
Cylinders feature precision-honed steel tube and ductile-iron piston with 
high-tensile strength chrome-plated rod. Polypak rod seals. Pins and 

clips are included. 1" pin dia., except Nos. 6FCX8, 6FCZ3, and 6FDCO are 


Dimensions (in.) 


Find even MORE on Grainger.com® 








No. 
4HL44 





Rod Max. Dimensions (in.) Mfr. 
Load Dia. Pressure A B* C D E F G H J K Model 
9420 Ib. 1%" 3000 psi %6 SAE 8 1.000 2.020 2.693 2.125 3.490 1.167 1.060 1 '%-12 200411TCU3 
9420 Ib. 1%" 3000 psi %6 SAE 8 1.000 2.020 2.693 2.125 5.490 1.167 1.060 1 '%-12 200811TCU3 
7050 Ib. 1%" 3000 psi %6 SAE 8 1.000 2.020 2.693 2.125 3.490 1.167 1.060 1 %-12 202011TCU3 
14,720 Ib. 1%" 3000 psi %16 SAE 8 1.000 2.060 2.713 2.125 5.490 1.167 1.060 1 %-12 2008111TCU3 
14,720 lb. 1%" 3000 psi %6 SAE 8 1.000 2.060 2.713 2.125 3.490 1.167 1.060 1 %-12 2512111GU3 
21,200 Ib. 1%" 3000 psi %6 SAE 8 1.060 2.060 2.827 2.125 5.352 1.167 1.060 1 %4-12 300812TCU3 
21,200 Ib. 1%" 3000 psi %6 SAE 8 1.060 2.060 2.827 2.125 8.602 1.167 1.060 14-12 301615TCU3 
16,580 Ib. 14%" 3000 psi %6 SAE 8 1.060 2.060 2.827 2.125 3.307 1.167 1.060 1 %-12 3024151CU3 
28,860 Ib. 1%" 3000 psi %6 SAE 8 1.060 2.000 2.756 2.125 5.352 1.167 1.060 1 %-12 300815TCU3 
22,300 lb. 1%" 3000 psi %6 SAE 8 1.060 2.000 2.756 2.125 8.602 1.167 1.060 1 %-12 301615TCU3 
37,690 Ib. 1%" 3000 psi %6 SAE 8 1.125 2.000 2.874 2.125 5.372 1.167 1.060 1 %-12 400815TCU3 
37,690 lb. 2" 3000 psi %6 SAE 8 1.125 2.000 2.874 2.125 8.622 1.167 1.060 1 %-12 401620TCU3 
37,690 lb. 2" 3000 psi %6 SAE 8 1.125 2.000 2.874 2.125 3.372 1.167 1.060 1 %-12 402420TCU3 
98,900 lb. 2" 3000 psi % SAE 12 1.378 2.118 2.925 2.125 4.089 1.200 1.1380 1 %-12 900820TCU3 
98,900 lb. 2" 3000 psi % SAE 8 1.378 2.118 2.925 2.125 7.339 1.200 1.130 1 %-12 901620TCU3 
98,900 Ib. 2%" 3000 psi % SAE 8 1.378 2.118 2.925 2.125 4.089 1.200 1.130 1 %-12 902422TCU4 
9425 |b. 1%" 3000 psi %6 %4-16 1.015 1% 2% W%6 3% 1.06 Me 1%-12 UNF B200040ABAAA0/B 
9425 |b. 1%" 3000 psi 46 %4-16 1.015 1'%6 2% W%6 5% 1.06 Me 1%-12 UNF A200080ABAAA0/B 
7/60 lb. 1%" 3000 psi %6 %4-16 1.015 1'%6 2% W%6 3% 1.06 Me 1%-12 UNF B200200ABAAA0/B 
14,730 Ib. 1%" 3000 psi %6 %4-16 1.015 1% 2'%6 16 5%6 1.06 '%6 1%-12 UNF A250080ABAAA0/7B 
14,730 Ib. 1%" 3000 psi %6 %4-16 1.015 1% 2'%6 1%6 3%6 1.06 '%6 1%-12 UNF B250120ABAAA0/B 
16,900 Ib. 1%" 3000 psi Ye 34-16 1.015 1% 22%6 1'%6 5% 1.06 1%6 1%-12 UNF A300080ABAAA07B 
16,730 Ib. 1%" 3000 psi “Ye %4-16 1.015 1% 2%6 1'%6 9 1.06 1%6 1%-12 UNF A300160ABAAA0/B 
1%" 3000 psi 46 34-16 1.015 1% 2%6 1'%6 3% 1.06 1%6 1%-12 UNF B300240ABAA0/7B 
1%" 3000 psi %6 %4-16 1.015 1% 2%6 1'%6 5% 1.06 1% 1%6-12 UNF A350080ABAA07B 
16,900 Ib. 1%" 3000 psi Ye 34-16 1.015 1% 2%6 1'%6 9 1.06 1% 1%6-12 UNF A350160ABAAA0/7B 
37,700 Ib. 194" 3000 psi 46 44-16 1.015 1% 2%6 1% 5% 1.06 1% 1%-12 UNF A400080ABACA0/B 
37,700 Ib. 194" 3000 psi 46 %4-16 1.015 1% 2%6 1% 8% 1.06 1% 1%-12 UNF A400160ABACA0/B 
33,/10 Ib. 134" 3000 psi 46 34-16 1.015 1% 2%6 1% 3% 1.06 1% 1%-12 UNF B400240ABACA0/B 
47,710 lb. 2° 3000psi % “14 1.265 2% 2'%6 2 4 113 '%e 1%-12 UNF B450080ACDDA07B 
47,710 lb. 2° 3000psi % %-14 1.265 2% 2'%6 2 7% 1.13 eo 1%-12 UNF A450160ACDDA0/7B 
44,710 lb. 2° 3000psi % %-14 1.265 2% 2'%6 2 4 113 es 1%-12 UNF B450240ACDDA07B 
37,930 lb. 2" 3000 psi 4 %-14 1.265 2% 2'%6 2 4 113 se 1%-12 UNF B450300ACDDA0/7B 
58,900 Ib. 2" 3000 psi % %-14 1.265 1% 2% 2 4 1.13 1% 1%-12 UNF B500080ACDDA07B 
98,900 lb. 2° 3000 psi 4% “%-14 1.265 1% 2% 2 7% 1.13 1% 1%-12 UNF A500160ACDDA0/7B 
04,010 lb. 2" 3000 psi % “414 1.265 1% 2% 2 4 1.13 1% 1¥%-12 UNF B500240ACDDA07B 
Full PS! 1%" 2500 psi % 34-16 1.015 1% 2'%2 1'%6 5% 1.06 '%e 1%-12 UNF SAE-7008 
Full PSI 1%" 2500 psi 416 34-16 1.015 1% 2%6 1'%6 5% 1.06 '%e 1%-12 UNF SAE-7108 
Full PSI 1%" 2500 psi 416 34-16 1.015 1% 2%6 1'%6 5% 1.06 1% 1%-12 UNF SAE-7208 
Full PS! 1%" 2500 psi 416 34-16 1.015 1% 2%6 1% 5% 1.06 1% 1%-12 UNF SAE-8608 
Full PSI 154" 2500 psi 4 %-14 1.265 13% 2% 2 4 1.06 1% 1%-12 UNF SAE-8208 
Bore Stroke Retracted Rod Dimensions (in.) Mfr. 
Dia. Length Length Dia. A B* C D E Model 
2%" 10" 201%" 1 _ 0.189 2500 1.25 2.725 1.625 2718-319 
2¥" 12" 2244" 1" 0.189 2.500 1.125 2125 1.625 218-320 
2%" 14" 244" 1%" 0.189 2.500 1.125 2.125 1.625 218-321 
24 1b 264" ve 0.189 2.500 1.125 2.125 1.625 218-322 
2%" 18" 284" 1%" 0.189 2.500 1.125 2.125 1.625 218-323 
2%" 20" 30%" 1%" 0.189 2.500 1.125 2.125 1.625 218-324 
2" 24" 34/4" 1%" 0.189 2.500 1.125 2.125 1.625 218-325 
2" 30" 40" 1%" 0.189 2.500 1.125 2.125 1.625 218-329 
2%" 36" 46%" 1%" 0.189 2.500 1.125 2.125 1.625 218-330 
24%" 48" 98%" 1%" 0.189 2.500 1.125 2.125 1.625 218-331 
3 4" 14%!" 14" 0189 2.625 1125 2.125 1.625 218-333 
a 6" 16%" 1%" 0.189 2.625 1.125 2.125 1.625 218-334 
a 3 18%" 14" 0.189 2625 1.125 2.125 1,625 218-335 
oh 3 20%" a 0.189 2625 25.2925. 1.625 ~ 216-302 
3 10" 20%" 1% 0.189 2625 1.125 2.125 1.625 218-336 
3" 12" 22 V4" 1%" 0.189 2.625 1.125 2.125 1.625 218-337 
3 14" 244" 14" 0189 2.625 1.125 2125 1.625 218-338 
a 16" 26 4" 4" 0.189 2.625 1.125 2125 1.625 218-339 
3 16° oye 1%" 0.189 2.625 1.125 2.125 1.625 218-340 
3 18" 28 V4" 1%" 0.189 2.625 1.125 2.125 1.625 218-341 
3 20" 30%" 14 0.189 2.625 1.125 2125 1,625 218-342 
2. 24" 344" a 0.109 2625 1.125 2.125. 1.625 218-343 
3. 30" 40%" 1%" 0.189 2.625 1.125 2.125 1.625 218-344 
a 36" 461%" 1%" 0.189 2625 1.125 2125 1.625 218-345 
a 48" 98 4 1%" 0.189 2.625 1.125 2.125 1.625 218-346 
3%" 8 18%" 1"  O210 2625 125 2.125 1.625 218-349 
3%" 8 2014" 14 0218 2625 1.125 2125 1.625 215-303 
3%" 10" 2014" 14" 0.218 2.625 1.125 2.125 1.625 218-350 
3%" 12" 22V4 TM 0218 2625 1.12) 2.125 1.625 218-391 
3%" 14" 244" VM 0.218 2625 1.125 2.125 1.625 218-352 
3%" 16" 2614" 14 0218 2.625 1.125. 2.125 1.625. 216-353 
3%" 16" 31" 1%" 0.218 2.625 1.125 2.125 1.625 218-354 
34 10 28/4" M4 0.218 2.625 1.125 2.125 1.625 218-350 
Mfr. Item of 20 30%" 1M" 0.218 = 2.625 1.125 2.125 1.625 218-356 
Model No. 3" 24" 34/4" 1% 0.218 2.625 1.125 2.125 1.625 218-326 
218-297 _6FCT9 34" 30 40/4" 14" 0.218 2.625 1.125 2.125 1.625 218-32/ 
218-298 _6FCU0 3/4" 36" 46%" 1%" 0.218 2.625 1.125 2.125 1.625 218-328 
218-299 6FCU1 3%" 6 16%" 14 0.218 2.625 1.125 2.125 1,625 218-346 
218-300 6FCU2 3%" 144%" M4" 0.218 2.625 1.125 2.125 1.625 218-347 
218-306 6FCU3 3%" 48" 98/4" V4" 0218 2.625 1125 2.125 —- 1.625. 216-357 
218-307 6FCU4 4" 8" 18%" 1%" 0.244 2.625 1.125 2.125 1.625 218-360 
218-308 6FCUS 4" 8" 204" 1%" 0.244 2.625 1.125 2.125 1.625 218-304 
218-309 6FCU6 4" 10" 204" 1%" 0.244 2.625 1.125 2.125 1.625 218-361 
218-310 6FCU7 4" 12" 224" TY 0.244 2.625 1.125 2.125 1.625 218-362 
218-311 6FCU8 4" 14" 244" 1%" 0.244 2.625 1.125 2.125 1.625 218-363 
218-312 6FCU9 4" Ib: 264" TY" 0.244 2.625 1.125 2.125 1.625 218-364 
218-313 6FCVO 4" 16° 31" 2° 0.244 2.625 1.125 2.125 1.625 218-365 
218-314 6FCV1 4" 18" 284" 1%" 0.244 2.625 1.125 2.125 1.625 218-366 
218-315  6FCV2 4" 20" 304" 1%" 0.244 2.625 1.125 2.125 1.625 218-367 
218-316 6FCV4 4" 24" 344" 1%" 0.244 2.625 1.125 2.125 1.625 218-305 
218-317 _6FCVS 4" 24" 34% 2° 0.244 2.625 1.125 2.125 1.625 218-332 
218-318 6FCV6 4" 30" 40%" 2° 0.244 2.625 1.125 2.125 1.625 218-368 
218-301 6FCV7 4" 36" 461%" 2° 0.244 2.625 1.125 2.125 1.625 218-369 
4" 48" 584" 2 0.244 2625 1.125 2125 1.625 218-3/0 





Item 
No. 


93PZ37 
93PZ38 
93PZ39 
93PZ40 
93PZ41 
93PZ42 
93PZ43 
93PZ44 
93PZ45 
93PZ46 
93PZ4/ 
93PZ48 
93PZ49 
93PZ50 
93PZ91 
93PZ52 


4HL38 
4HL39 
4HL40 
4HL41 
AHL42 
4HL43 
4HL44 
4HL45 
4HL46 
4HL47 
4HL49 
4HL50 
4HL951 
AHL52 
4HL53 
4HL54 
4HL55 
4HL56 
4HL57 
4HL58 
47189 
47190 
47191 
47192 
47193 


Item 
No. 
6FCV8 
6FCV9 
6FCWO 
6FCW1 
6FCW2 
6FCW3 
6FCW4 
6FCW5 
6FCW6 
6FCW7/ 
6FCXO 
6FCX1 
6FCX2 
6FCX3 
6FCX4 
6FCX5 
6FCX6 
6FCX7 
6FCX8 
6FCX9 
6FCYO 
6FCY1 
6FCY2 
6FCY3 
6FCY4 
6FCY7 
6FCY8 
6FCY9 
6FCZ0 
6FCZ1 
6FCZ2 
6FCZ3 
6FCZ4 
6FCZ5 
6FCZ6 
6FCZ7 
6FCZ8 
6FCZ9 
6FDA0 
6FDA1 
6FDA4 
6FDA5 
6FDA6 
6FDA7 
6FDA8 
6FDA9 
6FDCO 
6FDC1 
6FDC2 
6FDC3 
6FDC4 
6FDC5 
6FDC6 
6FDC7 


* 


*| 


* 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” HYDRAULICS 
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Dw 

Ince 

Double-Acting Ag/Mobile 
Welded Cylinders 


= Max. working pressure: 2500 psi 
Crosstube end mountings. All-steel welded construction. Heavy-wall honed 





steel tubing. Ground and polished chrome piston rod. Cast-iron ring, O-ring, lll 7/7) Ln -22== 777, 
and back-up washer packing on piston. Urethane U-cup rod seal. Truarc gland (A — lee 


retainer. Cylinders will operate at full pressure through 24" stroke except: 
No. 52369 with limit of 13,000 Ib. (1839 psi) in extension; No. 52370 with limit 

















of 13,540 Ib. (1407 psi) in extension; and No. 5Z371 with limit of 9700 Ib. —N gro ca o —l+H-|G 
Bore Stroke Retracted NPT Mfr. Item 
Dia. Length Length _ Rod Dia. Port (in.) Model No. ; ; : 
8 1G: 134" ¥ PMC-5408 5PN98 Dimensions (in.) 
2" 16" 24" 136" x PMC-5416 52366 Bore(in.) A B*  C* D E G L L1 N 0 
24" 32. 1%: ¥ PMC-5424 52367 2V" v6 3 3g 0.760 6 V4 26 3 1% 1% 22 
12: 20" 1¥," Yo PMC-8312 5PP03 2¥2" V6 ¥~ ¥~ 0.760 V6 V4 26 3 1% 1% 22 
16 24" 1¥;" Yo PMC-8316 5PP04 ZV" 16 ¥~ ¥~ 0.760 V6 v4 26 3 1% 1% 22 
3 20 28" 1%" Yo PMC-8320 52368 3 V6 i 2 1.015 "6 1 2%6 3% 1% 1% 2% 
30 38" 1%" Yo PMC-8330 52369 a 16 2 vp 1,015 "6 1 2%6 3% 1% 1% 278 
36" 44" 1¥," Yo PMC-8336 SPP05 a V6 2 iD 1015 "6 1 2%6 3% 1% 1% 2%8 
31" 30" 38" 1%" Y PMC-5530 52370 a V6 Yp VY 15 "6 1 2%6 3% 1% 1% 2%8 
: 36" 44" 1¥;" Yo PMC-5536 52371 o V6 vp Yo 1.015 "6 1 2%6 3% 1% 1% 2%8 
16° 25" 2" Yo PMC-5616 5PN99 oy" 16 Yp Vp 1.015 "6 1 11"%6 4 1% 1% 2%8 
4 30" 39" 2 Yo PMC-5630 52372 3" V6 2 2 1.015 "6 1 11"%6 4 1% 1% 2% 
36" 45 2 Ya PMC-5636 5PP01 4" V6 \p Yo 1.265 %e 1% 2% 4" 2 1%6s8 2% 
48" 57 2" % PMC-5648 5PP02 * Ports, NPTF. 
Bore Dia. 
1 Y," " 2" 3" 


Stroke Retracted Rod! Port Item Rod! Port Item Rod! Port Item Rod! Port Item 
Length Length Dia. Size No. Dia. Size No. Dia.| Size No. Dia.| Size No. 

















4 12 1" |#4 SAE 6FDDO 1%4"|#6SAE 6FDD8 114°|#8 SAE GFWT5 114" #4 SAE GFWU9 No. 6FXC4 
6" 14°" (#4 SAE 6FDD1 = 171%"|#6 SAE 6FDD9 114" #8 SAE GFWT6 1%"|#8 SAE GFWXO : 
8" 16° 1° #4SAE 6FDD2 1%4"|#6SAE GFDEO 114°|#8 SAE 6FWT7 1%°|#4 SAE 6FWX1 
10" 18° 1" #4SAE 6FDD3 114"|#6 SAE 6FDE1 114" #8 SAE GFWT8 11%°|#4 SAE 6GFWX2 
12" 20" 1" #4 SAE GFDD4 1%" #6 SAE GFDE2 1%" #8 SAE GFWT9 114"|#4 SAE GFWX3 RETRACT 
14" 20° 1" #4 SAE 6FDD5 114" #6 SAE 6FDE3 1%"|#8SAE 6FWUO 114"|#4 SAE GFWX4 
16" 24° st" *~#4SAE GFDD6 114" #6SAE GFDE4 1%°|#8 SAE 6FWU1 114"| #4 SAE GFWX5 
18" 6 —| — — 1%" #6SAE 6FDE5 114°|#8 SAE 6FWU2 1%"|#8 SAE 6FWX6 
20" 28° — | — — 1%" #6SAE 6FDE6 114"|#8 SAE 6FWU3 1%"|#4 SAE 6FWX7 
24" 327—C | CCST YH)" 6 SAE GFDE7 12° |#8 SAE GFWU4 114" | #4 SAE GFWX8 
30° 38—C~CS i iC ——Ssé‘T YA] SAE GFWT1 = 114" #8 SAE GFWUS = 114"| #4 SAE 6FWXO 
2" 4° —) —  — 1%" #6 SAE 6FWT2 114" #8 SAE 6FWU6 1%4"| #4 SAE 6FWYO 
36" 4g 0G SAE GFWT3) 114" #8 SAE GFWU7  114"| #8 SAE 6FWY1 
40" eC —|— — —-|;f— —_ —|— — 1%" #8 SAE 6FWY2 C (WIDE) 
48" oe —|— — —-!l— —- —-|/|-— — 1%" | #4 SAE 6FWY3 
Bore Dia. Item 
31" 4" Type No. 
Stroke Retracted Rod! Port Item Rod! Port’ Item Seal Kits 
Length Length Dia.| Size No.  Dia.| Size No. For 1.5" Bore Welded Cylinder 6FDD7 
4" 14" 1%" #8 SAE GFWY5 2" |#8SAE GFXAI For 2" Bore Welded Cylinder 6FWT4 MAXIM 
me a ee ae me | 
E : 4 7 : or 3" Bore Welded Cylinder 4 a = 
10" 20" 1" #8 SAE GFWY8 2" |#8SAE G6FXA4 For 3.5" Bore Welded Cylinder 6FXAQ Double-Acting Ag/Mobile 
{4° Da" 194" #8 SAE BEWZD 0" FB SAE GFKAB «Oe ; 
4 
i yi ospeic one 
: : A y 6FXA8 : : 
20 30" 1% #8 SAE 6FWZ3. 2" ~+|#8SAE 6FXA9 =» Max. working pressure: 3000 pSI 
j ; ' E 6FWZ4 2° |#8SAE 6FXCO = Temp. ranqe: 20° to 220°F 
30" 40" 1%" |#8 SAE 6FWZ5 2" ~*~ #8 SAE 6FXC1 emp:Tangeres 0 a . 
Hi Les Ls - a a g #8 Sth “lai Cross-tube mounted cylinders feature ductile-iron pistons and precision- 
: j fy 7 2 
10! BOT 19st #8 SAE GFWZ8 "#8 SAE GEXA honed steel tubes, with Polypak rod seals and high-tensile strength 
4g" 58" 134" #8 SAE GFWZ9 =" _~|#8 SAE G6FXC5 chrome-plated tie rods. Black finish. 
Dimensions (in.) ; Dimensions (in.) ; Dimensions (in.) 
Bore’ Pin Bore’ Pin Bore’ Pin 
Dia. Dia. A B c D E Dia. Dia. A B c D E Dia. Dia. A B c D E 
1%" ~—0.188)~——2.250 = 2.000 3S 2.835 = 0.625 ov" 1" 0.188 3.236 2251 2645 0.750 3%" 1% 0.219 4236 2244 3.862 1.000 
1%" "0.188 ~—2.250 = 2.000 = 2.835 ~—0.625 ov" 1" ~=—0.188~— 3.236 = 2.251 2.645 0.750 3%" 1% 0.219 4236 2244 3.862 1.000 
1%" "~~ 0.188 ~——2.250 = 2.000 = 2.835 ~——0.625 ov" 1" ~=—0.188 ~= 3.236 = 2.251 2.645 0.750 3%" 1%" 0.219 4236 2244 3.862 1.000 
1%" "~~ 0.188)~—2.250 = 2.000 = 2.835 += 0.625 ov" 1" 0.188 3.236 2.251 2645 0.750 3%" 1%" 0.219 4.236 2244 3.862 1.000 
1%" "0.188 ~—2.250 = «2.000 = 2.835 ~—0.625 oy" 1" ~—s«0.188 = 3.236 = 2.251 2.645 0.750 3%" 1% 0.219 4236 2244 3.862 1.000 
1%" "0.188 ~—2.250 = 2.000 = 2.835 ~—0.625 ov" 1" ~—s«0.188 Ss 3.236 = 2.251 82.645 0.750 3%" 1% 0.219 4236 2244 3.862 1.000 
1%" "~~ 0.188-~——2.250 = «2.000 = 2.8385 ~—S0.625 ov" 1" 0.188 3.236 2.251 2645 0.750 3%" 1%" 0.219 4236 2244 3.862 1.000 
ry 1 0188 2756 2251 2649 0.750 3" T0188 3740 2251 2126 0.750 3%" 1%" 0.219 4236 2244 3.862 1.000 
ey T 0188 2756 2.251 2649 0.750 3" T 0188 3740 2251 2126 0.750 3%" 1%" 0.219 4236 2.244 3.862 1.000 
vy T 0188 2756 2251 2649 0.750 cl T 0188 3740 2251 2126 0.750 3%" 1% 0.219 4236 2944 3.862 1.000 
ey 1 0188 2756 2.251 2649 0.750 ch 1! 0188 3.740 2251 2126 0.750 3%" 1%" 0.219 4236 2244 3.862 1.000 
a 1 0.188 2756 2.251 2649 0.750 ch 1! 0188 3.740 2251 2126 0.750 a 1%" 0.250 4740 2500 3.728 1.126 
vy 1 0188 2756 2.251 2649 0.750 3" T 0188 3740 2251 2126 0.750 ae 1%" 0.250 4740 2500 3.728 1.126 
va 1 0188 2756 2.251 2649 0.750 a 1! 0188 3.740 2251 2126 0.750 a 1%" 0.250 4740 2500 3.728 1.126 
ey 1 0.188 2756 2.251 2649 0.750 3" T 0188 3740 2251 2126 0.750 a 1%" 0.250 4740 2500 3.728 1.126 
2" 1 0.188 2756 2.251 2649 0.750 3" 1! 0188 3740 2251 2126 0.750 a 1%" 0.250 4740 2500 3.728 1.126 
ey 1 0188 2756 2251 2649 0.750 el 1 0188 3.740 2251 2126 0.750 a 1%" 0.250 4740 2500 3.728 1.126 
vy 1 0188 2756 2.251 2649 0.750 eh T 0188 3740 2251 2126 0.750 a 1%" 0.250 4740 2500 3.728 1.126 
2" 1 0188 2756 2.251 2649 0.750 3" T 0188 3740 2251 2126 0.750 Ae 1%" 0.250 4740 2500 3.728 1.126 
Z 1 0188 2756 2.251 2649 0.750 3" 1 0188 3.740 2251 2126 0.750 a 1%" 0.250 4740 2500 3.728 1.126 
av" 1" 0.188 3.236 2251 2645 0.750 el T 0188 3740 2251 2126 0.750 a 1%" 0.250 4740 2500 3.728 1.126 
av" 1" 0.188 3.236 2251 2645 0.750 3" 1! 0188 3740 2251 2126 0.750 A 1%" 0.250 4740 2500 3.728 1.126 
av" 1" 0.188 3.236 2251 2645 0.750 3%" 1%" 0.219 4236 2244 3.862 1.000 a 1%" 0.250 4740 2500 3.728 1.126 
ov" 1" 0.188 3.236 2251 2645 0.750 3%" 1%" 0.219 4236 2244 3.862 1.000 a 1%" 0.250 4740 2500 3.728 1.126 
av" 1" 0.188 3.236 2251 2645 0.750 3%" 1%" 0.219 4236 2244 3.862 1.000 a 1%" 0.250 4740 2500 3.728 1.126 
ov" 1" 0.188 3.236 2251 2645 0.750 3%" 1%" 0.219 4236 2244 3.862 1.000 a 1%" 0.250 4740 2500 3.728 1.126 
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HYDRAULICS Scan. Order. Done. 
Cylinders Details on page Al. 
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Hydraulic Cylinders Compact Hydraulic Cylinders 
= Max. pressure: 2500 psi = Temp. range: -10° to 165°F POSITIONING SENSORS 
= Temp. range: -20° to 160°F # Aluminum body and piston = Max. switching current: 100mA 
= All-steel construction with black finish Almost half the length of comparable ‘Cost-effective alternative to machine- 
= Modular mounting design bore and stroke tie rod construction mounted switches for providing 
6", 8", 10", and 12" stroke cylinders have adjustable cushions on both ends. products. Piloted rod gland with long accurate indication of load position. 
Piston rods are case hardened and hard chrome plated to resist mechanical bearing area allows precise align- Low-profile design keeps switch 
damage. Urethane rod seal and nitrile piston seals are compatible with stan- ment of cylinder and load center lines. — within compact cylinder body enve- 
dard hydraulic fluids. Optional magnetic piston will actuate Position Sensors Standard SAE O-ring ports make leak- _ lope. Solid-state switches use GMR 
Nos. 4YRD6 or 4YRD7. free hydraulic line connections. technology to ensure precision, reduc- 
Note: Compact Hydraulic Cylinders available on Grainger.com®. ; ing hysteresis characteristics. 

ore 
Bore Dia. Dimensions (mm) 
Dia. Dimensions (in.) (mm) MM A C D E EE (SAE) EK EL FB FC FD KK NA R RDf9RT WP LB ZL 
A B C E FE F G J KK [IB MM P V W Y JZ 20mm 12 10 6 10 43 16.5 5.5 95 54 Ye24 11 30 24 3 11 43 54 


TA" 4 1k *% 2% % *% 1% 1h YAe20 5 % 24% MW *% 2 5% 2omm 14 12 6 12 49 D 3 17.9 9.0 9.0 9.4 %-24 13 36 2/ 3 11 45 56 
: % 1% 12 Y16 54 1 24 4 % 2% 6 32mm 18 15 81562 #4 11 205 7 11 65 “%e20 1/7 47 36 3 13 51 64 
2% 1% 12 % 32 2 * 1% 1h Y16 5% 1 3. 4 4% 2% 6% 40mm 22 2081970 #4 12 21 9 14 86 %-18 21 52 43 3 13 55 68 
3%" 1% 2 %4R WA w* 2 1% 1-14 6% 1% 3% NM Rh 2% 1% 90mm 28 24 9 2480 #4 14 225 11 17.5108 %-16 2/7 58 53 3 14 60 /4 
A" 2 2% % 59 ”A BZ 2 1% 1%-12 6% 1% 38% “A 1 3 1% 63mm 36 30113294 #4 17 26 13.5 20 13 1-14 35 69 66 3 16 67 83 


NM 
a 
oo 
= 
wy 
Ss 
oo 
S 





WITH MAGNETIC WITH MAGNETIC Bore Stroke Max. Retracted Mfr. Item 
REGULAR PISTON REGULAR PISTON Dia. Length Pressure Length Model No. 
Bore Stroke Item Item Bore Stroke Item Item 10mm 2030 psi 64mm 20 INCHE3T9A x 10.00 2XKK7 
Dia. Length No. No. Dia. Length No. No. 20mm 2omm 2030 psi 79mm 20 TINCHE3T9A x 25.00 2XKK8 
1" 42630 = 2. 42648 — 90mm 2030 psi 104mm 20 TNCHE3T9A x 50.00 2XKK9 
Z 42631 _ 4" 42649 4YRC5 10mm 2030 psi 66mm 20 TNCHE3T9A x 10.00 2XKL1 
417" oH 42632 4YRA2 314" 6" 42650 4YRC6 25mm 20mm 2030 psi 81mm 20 TNCHE3T9A x 25.00 2XKL2 
4" 42633 4YRA3 8" 42651 4YRC7 90mm 2030 psi 106mm 20 TNCHEST9A x 50.00 2XKL3 
6" 42634 4YRA4 10" 42652 4YRC8 10mm 2030 psi 74mm 32 TNCHE3T9A x 10.00 2XKL4 
8" 42635 4YRA5 iS 42653 4YRC9 25mm 2030 psi 89mm 32 TNCHE3T9A x 25.00 2XKL5 
il 42636 _ 2" 42654 _ 32mm 50mm 2030 psi 114mm 32 TNCHE3T9A x 50.00 2XKL6 
Z. 42637 _ 4" 42655 4YRD1 80mm 2030 psi 144mm 32 TNCHE3T9A x 80.00 2XKL/ 
9" 4" 42638 4YRA6 4" 6" 42656 4YRD2 100mm 2030 psi 164mm 32 TNCHE3T9A x 100.00 2XKL8 
6" 42639 4YRA7 8" 4265/7 4YRD3 25mm 2030 psi 93mm 40 TNCHEST9A x 25.00 2XKL9 
8" 42640 4YRA8 10" 42658 4YRD4 40mm 90mm 2030 psi 118mm 40 TNCHEST9A x 50.00 2XKN1 
10" 42641 4YRA9 12" 42659 4YRD5 80mm 2030 psi 148mm 40 TNCHEST9A x 80.00 2XKN2 
ili 42642 _ 100mm 2030 psi 168mm 40 TNCHEST9A x 100.00 2XKN3 
2" 42643 — 25mm 1740 psi 99mm 90 TNCHEST9A x 25.00 2XKN4 
WA 4" 42644 4YRC1 Onan 50mm 1740 psi 124mm 90 TNCHEST9A x 50.00 2XKNO 
6" 42645 4YRC2 80mm 1740 psi 154mm 90 TNCHEST9A x 80.00 2XKN6 
8" 42646 4YRC3 100mm 1740 psi 174mm 90 TNCHE3T9A x 100.00 2XKN7 
10" 42647 4YRC4 25mm 1450 psi 108mm 63 TNCHEST9A x 25.00 2XKN8 
Item 63mm 20mm 1450 psi 133mm 63 TNCHE3T9A x 50.00 2XKN9 
Function No. 100mm 1450 psi 183mm 63 TNCHE3T9A x 100.00 2XKP1 
rgaitton Sensors for byiinders - Herod Mounted aVRDG Mfr Item 
ormally Open or Normally Close : ahi : 
Normally Open or Normally Closed NPN AYRD7 pasitioniag Sane On to Gaiam Switching Voltage Model No. 
Required Power Cord for Position Sensors, 16 ft. Solid State Switeh : 
Power Supply/Signal Cordset ERONT 4YRD8 Normally Open PNP 10 to 30VDC P8S-GPFAX __ 2XKP2 
ius . OR Rt AR RE AR mG 7 10D. Read sonnel Open NPN 10 to 30VDC P8S-GNFAX 2XKP3 
Bais Hem tem ei rete fem Normally Open 10 to 30VDC P8S-GRFAX 2XKP4 
Dia. No. No. No. No. No. 
Mounting Hardware 
1%" 1A330 1A329 1A331 1A344 1A345 
Zz 1A333 1A332 1A334 1A346 1A347 
2 V2" _ 1A335 1A337 1A346 1A347 
Zs _ 1A338 1A340 1A348 1A349 
4" _ 1A341 1A343 1A350 1A351 
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GRAINGER CHOICE” HYDRAULICS 
Find the Wy. Find Solutions. Find Great Prices. Hose Assemblies 





E:T-N | Aeroquip 


High-Pressure Hose Assemblies ‘ FUIC x FUIC 


= Temp. range: -40° to 212°F «& Seaers =] 
= 4:1 safety factor 

These Eaton Aeroquip FC579 hydraulic hose assemblies are suitable for 
high-pressure applications and have crimped-on rubber strain relief on their 
ends that helps extend the hoses' life. They have an abrasion-resistant SBR 
(styrene-butadiene rubber) tube and cover and are reinforced with two layers 
of steel wire braids for strength. The hose exhibits low volumetric expansion 
under pressure, which helps maintain the efficiency of the hydraulic system. 
These hydraulic hose assemblies are used for hydraulic jacking applications 
with petroleum- and water-based fluids. They come with fittings installed on 





















MNPT x MNPT 
both ends and are ready to connect to compatible equipment. Meet or exceed * No. 2F681 © 
EN857, type 28C. 
4 ft. 5 ft. 6 ft. 8 ft. 15” 24" 36" Oft. | 10 ft. Hose Inside Female JIC : ; Min. Bend 
Hose Item § Item | Item | Item = Item | Item | Item | Item — Item Dia. (in.) Thread (in.) Max. Operating psi Radius(in.) Wt. per Foot (Ibs.) 
Fitting Size 1.D. No. No. No. No. No. No. No. No. No. JIC x JIC Hose Assembly Specifications 
FJIC x FJIC Vp 6-20 5800 (na 0.21 
Ae’ x Ae’ _—*Vs'_~| 3F805 | 3F803 | 3F801 | 3F799 | 3F811 | 3F809 3F807,  — _— % 6-18 4800 2.5 0.27 
%e'x%e' "| 3F791 | 3F789 | 3F787 | 3F785 | 3F797 | 3F795 | 3F793 | | — — % Yr-16 4000 3.15 0.34 
Ys" x ¥4'——-Vo"_'| 2QF755 | 2F759 | 2F763 | 2F767 | 2F747 | 2F749 | 2F751| — — % 7-14 4000 3.15 0.34 
7x7" Vo'_-| 2F739_ | 2F741 | 2F743 | 2F745 | — — | 2F737| — — Ys 1%6-12 3125 4.75 0.5 
1Ve'x1%e" %' | 2F679 | 2F683 | 2-687, — — | 2F671 | 2F675| — — 1 156-12 2400 6 0.71 
1%6'x1%6" 1" | 2F699 | 2F703 | 2F707,  — — | 2F691 | 2F695| — — 
MNPT x MNPT 
Ya" x Vs" -Ya'_-| QF717 | 2F719 | 2F721 | 2F723 | 2F711 | 2F713 | 2F715 | — — Hose Inside Male NPT Min. Bend 
Ya" x Va" ¥e" | 2F729 | 2F733 | 2F735 | — — _ | 2F725 | 2F727 | — _ Dia. (in.) Thread (in.) Max. Operating psi Radius(in.) Wt. per Foot (Ibs.) 
x Fs" -¥e"_—*| 47216 | 42217 | — | 42218 | 42214 | 42215 | 2F731| — — NPT Hose Assembly Specifications 
¥'x 3% Vo"_'| QF757 | — | 2-765) — — — | 2F753| — — % Yo-18 5800 ieee 0.21 
Ye'x Vo" "| 42208 | 42209 | 42210 | 42211 | 42205 | 42206 | — | 42212 | 42213 V3 %-18 4800 2.5 0.27 
Wx" wr | — — — — — | 42207; — — %, H-14 4000 3.15 0.34 
Yi x¥s' —-Ys'_'| 2F681 | 2FG85 | 2F689 | — — | 2F673 | 2F677| — — Vs Y-14 3125 475 0.5 
TxT 1" | 2F701 | 2F705 | 2F709 | — — | 2F693 2-697, — — 1 1- 11% 2400 6 0.71 
Thermoplastic No. 46C598 
Hose Assemblies 
i, : No. t | t= 
a /," inside dia. 46C579 s— 
= Max. pressure: 10,000 psi 
= 4:1 safety factor 2 Tt. 3 ft. 6 ft. 6it.6" | 10fft. 20 ft. 
Enerpac H700 hydraulic hose assemblies are designed to exhibit low volumetric Fitting Size Tat a a ne mm hae 1 
expansion under pressure, which helps maintain the efficiency of the hydraulic C604 x NPTF 
system. They come with NPTF (National Pipe Taper Fuel) fittings installed on the cae _ Ls = = 460597 = = = 
ends of the hoses and are ready to connect to equipment. These hoses are used 5! - vA Vi — — A6C598 — — — 
for transferring petroleum- and water-based fluids in hydraulic systems. They Hy" x 3" Vj! = = 6BU60 - 18Y529 | 18Y530 
have crimped-on rubber strain relief on the ends of the hose that helps extend F Coupler M Coupler ee 56073 
its life. These hoses have a thermoplastic tube and an abrasion-resistant poly- ee = = = — 
urethane cover. They are reinforced with two layers of steel wire braids. Ve" x 3" Ys" | 460579 | 46C580 | 46C581 — 460582 | 46C583 
ENERPAC @ ~ * _— 
No. 6BU58 
; ; _ 6 it. 10 ft. 15 ft. 20 ft. 
E-1-N | Ae roquip ‘se i D. ey Brand No No No No 
H CH604 x NPTF 
10,000 PSI Hose Assemblies vex% Js Rubber Enerpac | 6BUS8 | 6BUS9_ — | 2NWH9 
: . ¥e" x Ye" 4" ‘Thermoplastic Enerpac 6BU60 18Y529 _ 18Y530 
= Max. pressure: 10,000 psi a wx ys Rubber __Enerpac_ | 46C604 | 46C605 | — | 46C606 
All comply with Material Handling Institute IJ-100 hose specification. Ta Ua 
Dust caps included. All hoses, except No. 6BU6O, 18Y529, and 18Y530 anor fai Bie ee Reto. SK = = = 
are rubber with black rubber external coating over 2 layers of steel Sex 3% Vy Rubber Eaton Aeroquip! 3KD65 3KD67 3KD68 3KD69 
wire braid. No. 6BU6O thermoplastic hose has a 4:1 safety factor and ae Coupler ; Siavkeoaus ~3KD6a 
yellow polyurethane jacket. Use No. 3KD64 with Coupler No. 3KD28 ee DEE aoe OCD = = = 
(sold separately). Cylinder No. 62782 (sold separately on page 2468), a x5" Vat Rubber Enerpac 6BU56 | GBU57 = = 
and Hand Pump No. 6W461 (sold separately on page 2466). Ve xXV' Rubber Enerpac _ 460592 = 
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HYDRAULICS Scan. Order. Done. |=) 
Hose and Fittings Details on page A1. = 
































MatchMate® Hose and Find more Hydraulic Hose, Fittings, and Adapters at Grainger.com®. 
A 
Crimpable Fittings E-TeN | Aeroquip 
= Hose fittings are specific | Hose has color-coded layline for easy identifica- 
to the hose brand tion and installation. Simply match ring symbols 
» Synthetic rubber hose on hose to corresponding symbols on fittings, 
with 1-, 2-wire then match color of layline with color of dies to Hydraulic Hydraulic L Mtr. Item 
= Temp. range: -40° to 212°F securely crimp hose and fittings. GH793 series : Fitting Shape Hose |.D.__Flange Size_(in.) Model No. 
oe Crimp, Code 61 Flange 
= 4:1 safety factor also used with screw-together type fittings. 
Note: Use Aeroquip® fittings with Aeroquip® hose. Crimping 
machines sold on page 2483. 45° Elbow ‘ig io 4.35 1A16FLA16 4KFL5 
Max. Working Hose Hose Hose Min. Bend Mfr. Item 
Pressure @ 70°F 1.D. Outside Dia. Length Radius (in.) Model No. 
Hydraulic Bulk Hose 
1 Helical Wire Braid _ 
__100 psi 2 276. 20 Tt. 6 FC619-32-25 _AVTNS 90° Elbow 1" 1° 4.22  1A16FLB16 4KFL6 
1 Wire Braid 
1500 psi ik Ai 50 ft. 12 GH663-16X50 100276 
1500 psi ik Te 150 ft. 12 GH663-16R150 10€281 
5000 Pe an re 50 ti 93 gH663-19RD50 106380 
psi 4" 16. 50 ft. id - : , ; 
2900 psi iy He 50 ft. 7 GH663-8X50 10€274 Straight 1 1 3.49 1A16FL16 AKFL9 
2900 psi Ai THe" 250 ft. 7 GH663-8R250 10€279 
3400 psi yi THe" 50 ft. 5 GH663-6X50 106273 
3400 psi 5 THe" 250 ft. 5 GH663-6R250 _10€278 Barb, Code 61 Flange 
3700 psi A "e' 50 ft. 4 GH663-4X50 100272 
» Wics Bean A B ett 4 Snebs- N25) _T0bei7 45° Elbow 2! 9 7.49  1S32FLA32 —4KFL7 
2500 psi TV THe 50 ft. 8.25 GH781-20X50 100288 , 
3000 psi ih iA 50 ft. 12 GH793-16-50 _ 4VTL8 
3000 psi ih THe" 150 ft. 12 GH793-16R150 10€271 
3000 psi ik Tie" 50 ft. 6 GH781-16X50 100287 90° Elbow 2" 2" 747 1S32FLB32 — AKFL8 
3000 psi ih TH 150 ft. 6 GH781-16R150 100294 
500 psi A 0" 50 ft. 5 793-12R25 , ’ 
3500 psi 7" 134! 50 tt. 4.75 GH781-12X50 100286 =p Straight . . 4.61 1S32FL32 0 AKIN 
3500 psi Z ie eae ae BH7Bie) 28250 a0G288 
psi 7a" : 20 ft. 793-10-5 4 : F 
4000 psi i AVS O50 TE 8 GH793-10R250 10C269 HyselLD. Fitting Thread Size (in.) anui ah 
4000 psi 7 Te 50 ft. 4 GH781-10X50 106285 Female NPT Straight 
reer! 
500 psi 0" 50 ft. 5 781-8X5 ve vis 
£500 a , "%e 250 ze GH78) BAC 10C291 4 Y4'-18 2.87 1AA4PF4 4VUF3 
5 psi " 8" 5 t. 7 193- -5 4 RyVAl Zhi 
5000 psi He" Tt 7 GH793-8R250__ 10€268 ee B18 oe Le ANH, 
5300 psi ye TH6" 50 ft. 2.5 GH781-6X50 106283 ve wa 363 TAMOPFID avuG4 
5300 psi x TA6" 250 fit. 25 GH781-6R250 _10C290 : 
5800 psi A Ai 50 ft. 5 GH793-6-50 _4VTL4 me eee ee = 
5800 psi 3" 7 250 fit. 5 GH793-6R250 _ 10C267 S ell 1.84 TAA2MP4 A4VUL2 
6500 psi Ya ye 50 fi. 4 GH793-4-50 — 4VTL3 A. ual 8 2.06 TAA4MP4 4VUL3 
6500 psi vi Ys! 250 fit. 4 GH793-4R250 _10C266 A “-18 1.90 TAAGMP4 AVUL4 
6500 psi Ya TAs" 50 fi. 2 GH781-4X50 100282 ue a 8 2.04 TAA4PS4 4VUK4 
6500 psi vi Ai 250 fi. 2 GH781-4R250 _10C289 za 75-18 2.2/ TAAGMP6 4VULS 
Hydraulic Hydraulic Fitting L Mfr. Item 7s, Ue 2.21 TAABMP6 4VUL7 
Hose |.D. _ Thread Size (in.) Model No. Li “-18 2.66 TAAGPS6 4VUKS 
Female JIC Swivel 45° Elbow ws oe 2.85 TAASPS6 4VUK7 
“As'-20 1.78 TAA4FJAA AVTZ9 a al sag peal: que 
%'-20 2.04 TAASFJA4 4VUA1 Ge GAG aR TERED qVUKE 
“e'-18 2.09 TAAGFJA4 4VUA2 Gr ayy aan MAPS aVUKG 
Ae'-18 2.31 TAAGFJAG 4VUA3 . ss : 
7 % yr14 2.74 TAASMP10 10€378 
716 e862 HAASE NA ae va W-14 2.84 TAA12MP12 4VUL9 
Bla 3.08 TANT OF SAG AV UAS ie Ad 3.24 {AA12PS12 4VUK9 
wl en a Oro 106372 TAD 3.22 TAAI6MP16  4VUN1 
ent 3.8 pM eruAl2 UNG il 1-1/2 3.88 TAA16PS16 4VUL1 
LAR 3.74 LARUE sty i 111-172 3.52 TAA20MP20 —-10€264 
/e'-20 1.84 1AA4FJB4 4VUA8 Hydraulic Hydraulic Fitting tL Mfr. Item 
Yy"-20 1.92 1AA5FJB4 A4VUA9 Hose I.D. Thread Size (in.) Model No. 
Ae'-18 2.00 TAAGFJB4 4VUC1 Female ORS 45° Elbow 
Ae'-18 2.21 TAAGFJBG 4VUC2 Y' Ae'-18 2.12 TAA4FRA4 4VUH3 
Ys'-16 2.42 TAASFJBG 4VUC3 vi THe'-16 2.30 TAAGFRA4 4VUH4 
Ys'-16 2.59 TAASFJB8 4VUC4 ¥ T/6'-16 2.43 TAAGFRAG 4VUH5 
73'-14 2.78 TAA10FJB8 4VUC5 ¥ TH6'-16 2.74 TAASFRA6 4VUH6 
7-14 em TAA10FJB10 10€373 Ai THe'-16 2.96 TAASFRA8 4VUH7 
TVe'-12 3.36 1AA12FJB12 4VUC6 Ai 1"-14 3.18 TAA10FRAS 4VUH8 
1%6"-12 3.37 TAAI6FJB12 4VUC7 i 1-14 3.05 TAA10FRA10 106376 
" 1%e'-12 3.56 TAA16FJB16 4VUC8 Va THe'-12 3.57 TAA12FRA12 4VUH9 
TV 193"-12 4.25 1AA20FJB20 14L766 T TAe-12 4.23 TAA16FRA16 4VU1 
1" 17°12 4.63 1AA24FJB24 141757 Female ORS 90° Elbow 
Female JIC Swivel Straight Y," %6'-18 2.09 1AA4FRB4 4VUJ2 
Y' ”e"-20 2.00 1AA4FJ4 4VUC9 Ai 6-16 2.22 TAAGFRB4 4VUJ4 
i %'-20 1.98 TAASFJ4 4VUD2 ve Ae'-18 2.21 TAA4FRB6 4VUJ3 
A “e'-18 2.03 TAAGFJ4 4VUD3 ¥ T/6'-16 2.34 TAAGFRB6 4VUJ5 
He A6'-20 2.19 TAA4FJ6 4VUD1 <q ¥ TH6'-16 2.62 TAASFRB6 4VUJ7 
¥ Ae'-18 2.28 TAAGFJ6 4VUD4 , Ai T/6'-16 2.56 TAAGFRB8 4VUJ6 
x Ys'-16 2.31 TAASFJ6 4VUD6 Ai TH6'-16 2.84 TAASFRB8 4VUJ8 
Ai Ae'-18 2.28 TAAGFJ8 4VUD5 Ai 1"-14 3.07 TAA10FRB8 4VUJ9 
Ai Ys'-16 2.63 TAASFJ8 4VUD7 ei 1-14 3.07 1AA10FRB10 106377 
Ai 7-14 2.64 TAA10FJ8 4VUD8 va T%e'-12 3.49 {AA12FRB12 4VUK1 
Ai THe-12 2.73 TAAI2FJ8 4VUD9 Va TAe'-12 4.04 TAA16FRB12 AVUK2 
i" 7R'-14 2.77 1AA10FJ10 106371 ik TAs-12 4.22 TAA16FRB16 4VUK3 
Va TVie"-12 2.84 TAA12FJ12 4VUE1 Female ORS Straight 
Va 1%e6"-12 2.91 TAA16FJ12 AVUE2 Y' %e'-18 1.95 1AA4FR4 4VUF2 
i’ 1%e"-12 3.29 TAA16FJ16 4VUE3 i 6-16 2.04 TAAGFR4 4VUF4 
i 193'-12 3.61 TAA20FJ20 100265 7 T/6'-16 2.23 TAAGFRG 4VUF5 
Male JIC Straight - 3 6-16 2.32 TAASFR6 4VUF8 
Va re'-20 2.00 TAA4MJ4 4VUN2 Ai 6-16 2.51 TAAGFR8 4VUF6 
ye Ae'-18 2.16 TAAGMJ6 4VUN3 Ai THe'-16 2.67 TAA8FR8 4VUF9 
7 Y'-16 2.10 TAASMJ6 4VUN4 Ai 1"-14 2.64 TAAIOFR8 4VUG2 
Ai Ys'-16 2.57 TAASMJ8 4VUN5 i 1-14 2.76 1AA10FR10 106375 
Ai 7-14 2.42 1AA10MJ8 4VUN6 va THe'-12 1/2 TAAI2FR12 4VUG3 
ie 7-14 eis TAA10MJ10 10€374 Va TAe'-12 2.98 TAA16FR12 4VUG6 
Va THe'-12 2.94 TAA12MJ12 4VUN7 i T%e'-12 3.22 TAA12FR16 4VUG5 
ily 1%e"-12 3.25 TAAIEMJ16 4VUN8 ik TA6'-12 3.29 TAA16FR16 4VUG7 
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HYDRAULICS 
Hose & Fittings 





E-TteN Synflex® 
Hose and Crimpable Fittings 


= Hose fittings are specific | Lightweight and easy-to-route hose is made of 
to the hose brand nylon tube with polyurethane cover and braided 
= 4:1 safety factor synthetic fiber reinforcement. Fittings are steel 


= Temp. range: -40° to 212°F with RoHS trivalent chromium zinc plating. 








Hose Hose Operating Min. Bend 
Inside Outside Hose Pressure Radius Mfr. Item 
Dia. (in.) Dia. (in.) Length (ft.) (psi) (in.) Model No. 
Synflex® Hose 
Va 0.51 90 3000 1% 3130-04-50 4VTK8 
6 0.59 50 2900 1% 3130-05-50 4VTK9 
¥~ 0.67 90 2290 2 3130-06-50 4VTL1 
Yo 0.82 50 2000 3 3130-08-50 4VTL2 
Hydraulic Hydraulic Fitting L Mfr. Item 
Hose I.D. Thread Size (in.) Model No. 
Female JIC Swivel, Straight 
Ya in /6'-20 2.00 90304-045400 4VUE4 
Yin V2'-20 2.00 90304-055400  4VUE5 
Ya in %16'-18 2.04 90304-065500 _4VUE6 
16 In Y2'-20 2503 90305-055400 —_4VUE7 
16 In Vi6'-18 2.04 90305-065500_ —_ AVUE8 
¥en “6-18 2.82 90306-065500 —_ 4VUE9 
Yin Ya'-16 S10 90308-085400 4VUF1 
Hydraulic Hydraulic Fitting L Mfr. Item 
Hose I.D. Thread Size (in.) Model No. 
Female ORS, Straight 
Ya in %6'-18 2.60 90304-044000 4VUG8 
16 In Ye -16 2.6/7 90305-064000 4VUG9 
¥e in 6'-16 2.69 90306-064000 4VUH1 
Yo in 16'-16 3.06 90308-084000 4WUH2 
Hydraulic Hydraulic Fitting L Mfr. Item 
Hose I.D. Thread Size (in.) Model No. 
Male NPT, Straight 
Yin Y'-18 2.30 90304-041000 _4VUN9 
16 In Y'-18 2.30 90305-041000 _4VUP1 
¥en Y'-18 2.09 90306-041000 4VUP2 
¥en ¥e'-18 2.09 90306-061000 _4VUP3 
Yo in Y"-14 3.03 90308-081000 4VUP4 








No. 
35Z762 





E:T-N | Aeroquip 
Hydraulic Crimping 
Machines 


= 5tons of force = Max. pressure: 10,000 psi 


Lightweight, portable crimping devices crimp MatchMate® hose and fittings sold 
on page 2482, as well as Synflex® hose and fittings sold on page 2483. 1- and 
2-wire, 4" to 1%" |.D. hose capacity, except No. 35Z762 crimps hose styles 
from %6" through 2" | .D. including 4- and 6-spiral wire crimp-style fittings. All 
models feature positive stop crimping. 


Note: Machine Nos. 4YNW9 and 33N457 require 10,000 psi pump, available on page 2466, and 
hose, available on page 2481. 


Note: For Collet and Die Kits, see Grainger.com® 
Crimping Machine, No. 35Z762 —Model has front-end loading design, 


electronic keypad control for crimp diameter, drop-in tooling (crimp die cages), 
power return stroke, return limit control, and backstop fitting locator. 


H W D Mfr. Item 
Includes (in.) (in.) — (in.) Model No. 
Crimping Machines without Pump 
Machine Only, No Tooling 22 16 14 ET1000-001 4YNW9 


Crimping Machines with Pump 
8 Matchmate Dies, Manual, And Lubricant 28% 12% 25% 
Machine, Pump and Dies 49 29 28 


FT1380-115-8 
FI1390-115-12 


100379 
392762 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


MatchMate® 4-Wire Hose 

and Crimpable Fittings  :1-N | Aeroquip 
= Hose fittings are specific to the hose brand — For hydraulic system service 

= 4:1 safety factor with petroleum and water- 

= Synthetic rubber hose with based fluids and general 


4-wire spiral reinforcement industrial use. 
= Temp. range: -40° to 250°F 





Hose Inside Hose Outside Hose Operating Min. Bend Mfr. Item 
Dia. (in.) Dia. (in.) _ Length (ft.) Pressure (psi) Radius (in.) Model No. 
Bulk Hose 
2 92 500 6000 cE) GH493-8 100232 
4 2 50 9900 4 GH493-12 100233 
1 1.48 90 9100 6 GH493-16 100234 
1% 1.83 20 4500 8.25 GH493-20 100235 
Hydraulic Hydraulic Fitting L Mfr. Item 
Hose |.D. Thread Size (in.) Model No. 
Yin %4'-16 2.63 ASA8FUJ8 471243 
Yin 4'-16 3.30 ASA8FJA8 471255 
Yin 4'-16 2.87 ASA8FJB8 471261 
Ya in 1Ye'-12 G20 ASA12FU12 471249 
Ya in 1V%6'-12 4.42 ASA12FJA12 471258 
Ya in 1%e'-12 3.99 ASA12FJB12 = 471Z65 
1 in 1%6'-12 3.51 ASA16FJ16 471251 
1 in 1%6'-12 D.07 ASA16FJA16 = 47159 
1 in 1%6'-12 4.45 ASA16FJB16 471266 
RB, 1 Yin 1%"-12 4 ASA20FJ20 46AC95 
a; b 
1 Yin 1%"-12 3.20 ASA20FJA20 46AC96 
: 
~’ 1 Yin 1%4"-12 5.20 ASA20FJB20 46AC97 
Male NPTF 
Yin Vy'-14 2.15 ASA8MP8 471233 
¥4 in 4-14 3.38 ASA12MP12 471236 
— 1 in 1°-11-1/2 3.70 ASA16MP16 471239 
1% in 1Y%4"-11-1/2 471 ASA20MP20 471240 
Male Universal 
ote Yin 0.511"-27 2.87 in AS8FLB8 471293 
=p Yin — 3.13 4S8FLA8 471283 
a Ya in 0.511"-27 4.27 in 4$12FLB12 471297 
arene Ain = 3.57 ASI2FL12 © ATZ75 
jer 1 in — 4.96 4S16FLB16 471298 
_— * 
wh 1 in — 3.67 AS16FL16 471278 
1 in — 5.16 4S16FLA16 471288 
p> 1 %in — 8.44 4S24FLA24 471291 





HYDRAULICS Scan. Order. Done. 





Hose & Fittings Details on page Al. 
Hydraulic Hydraulic Fitting L Mfr. Item 
Hose I.D. Thread Size (in.) Model No. 
Male JIC, Straight 

/~e-20 1.99 10343-4-4 21A791 
Ya in Yo'-20 1.83 10343-5-4 21A7/92 
Vie -18 1.84 10343-6-4 21A793 
% in V6 -18 2.36 10343-6-6 21A/94 
Y4'-16 2.30 10343-8-6 21A795 
ae Ya'-16 2.68 10343-8-8 21A796 
a Pe-14 2.62 10343-10-8 21A/97 
Pe-14 10343-10-10 21A798 


¥s in 























3.03 
Ve Ia 
= rT] = ] 37, § 46" : a | ia 
Hose and Crimpable Hydraulic Fittings a 1Ye-12_ 304 10343-16-12 _ 21A802 
Tin T/6-12 3.63 {0343-16-16 _21A803 
Fittings ensure leak-free operation and longer life. Ideal for repairing or creating 1 in 1% -12 3.96 _10343-20-20 2 1A804 
new hydraulic hose lines. Parker Hose use only Parker Fittings. en at site (in, Model No 
Note: Find additional types and sizes on Grainger.com®. Female NPT, Straight _ —_ a ae TREE 
Hose Inside Radius Operating Mfr. Item ' — ie a Bol 2.62 10243-8-8 21807 
Length (ft.) Dia. (in.) _(in.) Pressure (psi) Model No. . in va-14 2.12 10243-12-12 21808 
Bulk Hydraulic Hoses, 50 ft. Female ORS, 45° Elbow ae 
50 Vs 4 5800 302-4-BX 21745 Ya in fie 18 1.97 1J743-4-4 21837 
50 % 5 4750 302-6-BX _21A746 8,16 2.08 1J743-6-4 21A838 
50 i i 4000 302-8-BX _21A747 % in 6,16 2.34 1J743-6-6 21A839 
50 7% 8 3600 _302-10-BX _21A748 28,16 2.03 1J743-8-6 21A840 
50 Vs 9% 3100 _302-12-BX _21A749 Yin 76-16 2.83 1J743-8-8 21A841 
50 i 12 2400 _302-16-BX _21A750 on ees 2.93 1J743-10-8 21842 
50 Th 16% 1800 302-20 21A751 Ys In ei 3.17 1743-10-10 2 1AG43 
Yin 1%e'-12 3.63 1J743-12-12 21A844 
L Hose Max. Mir. Item Tin 1ie™-12 4.38 1J743-16-16 21845 
(ft.) __ ID (in.) _ Operating (psi) Model No. 1 Vin 1ie'-12 4.78 1J743-20-20 21846 
Hydraulic Tough Cover Hose Female ORS. 90° Elbow 
50 L 3000 4511C-8-BX __ 24868 ) Ve'-16 201 1J943-6-6 21A849 
135 1 3000 451TC-16-RL_ _ 39K886 : 74d 5°97 1.J943-410-40 91 A853 
300 % 3000 4517C-10-RL___ 39K884 7 in 1¥/ie'-12 3.06 1J943-12-12 _24A855 
350 % 3000 491TC-6-RL___ 8 9K882 Tin 1/ie'-12 4.31 1J943-16-16 _21A856 
429 i 3000 491TC-6-RL___39K883 1 Vin 1i6'-12 4.88 1J943-20-20 24857 
475 % 3000 451TC-4-RL 39K881 Female ORS, Straight : 
Hydraulic Hydraulic Fitting L Mfr. Item an Ve'-18 2.07 1JS43-4-4 21A826 
Hose |.D. Thread Size (in.) Model No. Ya in 16-16 914 1JS43-6-4 21A827 
Female JIC Swivel, 45° Elbow aa T6"-16 228 1JS43-6-6 21A828 
“6-20 1.96 13743-4-4 21A/69 ¥ in 136-16 953 1JS43-8-6 21A829 
Ya in Y2'-20 2.19 13743-5-4 21A7/0 a 13/6"-16 2 65 1JS43-8-8 °1A830 
He-18 2.23 13743-6-4 21A/71 ila v2 in {'-14 9.89 1JS43-10-8 21A831 
% in Ve'-18 2.39 13743-6-6 21A77/2 ep 1-14 3.07 1JS43-10-10 21A832 
%4 -16 2.74 13743-8-6 21A773 am T/e'-12 3.19 1JS43-12-10 21A833 
Yin “4-16 2.83 13743-8-8 21A774 Yin 16-12 3.31 1JS43-12-12 21A834 
Ze -14 2.93 13743-10-8 2 1A779 Tin TAs"-12 3.62 1JS43-16-16 21A835 
7% In Ze-14 3.1/ 13743-10-10 _27A776 1 Vin 11/6"-12 3.77 1JS43-20-20 21A836 
Yin T6"-12 3.63 {3743-12-12 21A777 Flange Code 61, 45° Elbow 
1 In 1%6-12 4.34 13743-16-16 21A/78 ¥% in _ 3.85 11743-12-12 21A861 
cemale JIC Swivel 90° eit % in 1%"-12 4.59 3743-20-20. 21A779 yuo Tin — 4.76 11743-16-16 21A862 
emale wivel, ow 
Yin %-20 1.88 13943-5-4 21A781 Flange Code 61, 90° Elbow 
Ve'-19 12 13943-6-4 21782 : ¥%4 in — 3.51 11943-12-12 21A864 
¥% in %e'-18 2.21 13943-6-6 21A/83 1 in — 4.28 11943-16-16 21A865 
. %'-16 2.52 13943-8-6 21A784 | . 
vin ys'-16 262 13943-8-8 21A785 1 Yin — 9.12 11943-20-20 21A866 
7-14 2.74 13943-10-8  21A786 : 
¥% in R'-14 2.97 3943-10-10 21787 Flange Code 61, Straight _ 
Yin TVe'-12 3.49 13943-12-12 _ 21A788 Ya in — 3.04 11543-12-12 21A858 
Tin 16-12 4.28 13943-16-16 21789 ero Tin = 4.25 1543-16-16 _2 1859 
TV in T%"-12 4.43 13943-20-20 21A790 : 1% in = 4.70 11543-20-20 21A860 
Female JIC Swivel, Straight Male NPT, Straight 
A6'-20 1.94 10643-4-4 21A752 '-27 1.80 10143-2-4 21A809 
Yin 20 2.03 10643-5-4 21A753 Yin YA'-18 2.01 10143-4-4 21A810 
Ae'-18 2.05 10643-6-4 21A754 YA'-18 2.68 11343-4-4 21A820 
A6'-20 2.20 10643-4-6 21A755 Y'-18 2.28 10143-4-6 21A811 
¥% in Ae'-18 2.29 10643-6-6 21A756 %'-18 2.37 10143-6-6 21A812 
%'-16 2.49 10643-8-6 21A757 ¥% in y-14 2.39 10143-8-6 21A813 
Ae'-18 2.51 10643-6-8 21A758 %'-18 3.08 11343-6-6 21A821 
— inn %'-16 2.63 10643-8-8 21A759 — w-14 3.30 11343-8-6 21A822 
(ots Ad 2.85 10643-10-8 _21A760 1 a ta 14 2.84 10143-8-8 21814 
— T6-12 2.78 10643-12-8 _ 21A761 y-14 3.52 11343-8-8 21A823 
5A in 7-14 2.93 10643-10-10 __21A762 5A in 14 3.04 10143-8-10 21A815 
T6"-12 3.10 10643-12-10 _21A763 H'-14 2.87 10143-12-10 21A816 
A in TVe'-12 3.17 {0643-12-12 21A764 in H'-14 3.09 10143-12-12 21A817 
T6"-12 3.31 10643-16-12 _21A765 H'-14 3.93 11343-12-12 21A824 
tin T/6'-12 3.62 10643-16-16 _21A766 Tin T-11-1/2 2.59 10143-16-16 21A818 
1%"-12 3.81 10643-20-16 _21A767 1% in 1v"-11-1/2 4.08 0143-20-20 21A819 
Tin 1%"-12 3.94 10643-20-20 _21A768 Tin T-11-1/2 452 11343-16-16 21A825 
bias eecee = . 
Hose Crimp Machines 
30 ton max. crimping force. Up to 1%" hose capacity. 
Crimping tool dies are available on Grainger.com. 
Mfr. Item 
Description Includes Model No. 
Pore mee D 10,000 psi Pump Nut, Crimp Head, Silver Die R 
ortable, 12°D x psi Pump Nut, Crimp Head, Silver Die Ring, : 
Bott x15 Black Die Ring, Hose Assembly, Stand Assembly 92C-O61L 21A867 
ith Pump 
Bench Mount, 20"D — Crimp Head, Bench Power Unit Assembly, Silver ; 
x 25H" x 26'W Die Ring, Black Die Ring, 115/230V Power Unit 806-061 21A868 
2484 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the wi. Find Solutions. Find Great Prices. Fittings 
1 i Hydraulic Hydraulic Fitting L Mfr. Item 
E.T-N | Aeroquip Eemmale SAES oan Thread Size (in.) Model No. 
=ag8 emale wivel, 45° Elbow 
FC300 Hose and Reusable Fittings > 7 7 
. a . — As in %5'-18 2.23 190299-6S AKFF5 
= Hose fittings are Hose transfers oil, air, gasoline, fuel oils, lubricating . 
specific to hose brand __ oils, and fire-resistant hydraulic fluids. Aeroquip Kamala SAE Saivel-60" Lihow iat 318 EPPS ti 
= 4:1 safety factor elastomer tube, polyester inner braid, and single- 6 in %'-18 2.13 190302-6S 4KFG1 
= Temp. range: wire braid reinforcement with blue polyester braid Cas Zi6-In fe -18 2.13 190301-65__4KF G8 
7 7 W % in THe-14 3.74 190301-125 _ 4KFG9 
-59° to 300°F cover. = in Te" 14 3.74 190302-125 —4KFG2 
= Screw-together — Note: Reusable fittings fit FC300 hose only. Female SAE Swivel, Straight on rH sagTaS —— F506 
reusable type fittings Ba ein 7-18 236 4401-65 2F507 
kas F 13 | fy" = 
Hose Hose Hose Operating Vacuum Min. Bend ae ep ate at ene ate 
Inside Outside Length Pressure Rating Radius Mfr. Item % In TV6"-14 3 49 4401-12S AKFH1 
Dia. (in.) Dia. (in.) _(ft.) (psi) (in. Hg) in.) Model No. : ——— 
FC300 Hose, SAE 100R5 Hydraulic Hydraulic Fitting L Mfr. Item 
Ac 0.52 25 3000 28 3 FC300-04-25 2F611 ____ Hose |.D. Thread Size (in.) Model No. 
7 0.58 25 3000 28 3% _FC300-05-25 4VTL9 Male NPT, Straight aa 
Ag 0.67 25 2250 28 4 FC300-06-25 2F613 “6 in fal 1.68 4412-2-45 2F519 
ee ss TH9 0.76 25 2000 28 45% FC300-08-25 2F615 “Ae In “4-18 1.87 4412-4-45 2F921 
% 0.93 25 1750 28 5% ~~ FC300-10-25 4VTN1 Yain “4-18 1.96 4412-4-98 AKFK1 
% 1.08 25 1500 28 6% —FC300-12-25 4VTN2 “ein “4-18 2.13 4412-4-65 2F523 
7 {27 25 800 20 7%  FC300-16-25 4VTN3 %e In %-18 2.13 4412-6-65 2F625 
1% 1.50 25 625 15 9 FC300-20-25 4VTN4 = —=_ Eze In 7-18 2.48 4412-6-85 2Fo2/ 
Hydraulic Hydraulic Fitting L Mfr. Item ' Hs In L148 2.13 4412-8-85 2F931 
Hose I.D. Thread Size _(in.) Model No. Zin Ale 2.88 4é12-8-105 _2Fa2g 
; ¥% in wr-14 3.24 44{2-8-125 _4KFK2 
Female JI Swivel, 45° Elbow %in 4 3.24 4412-12125 KES 
: sel 6 ; 7 in T-11-172 2.99 412-16-16s _4KFK4 
~*~ re peas eee icoua iia = i %in 1VeAT-1/2 3.93 419-20-208  4KFK5 
Th igh E Male SAE, Straight 
esarate We Swivel) einow Whe te oC %ein Tae-2A 2.46 {90111-4S _ 4KFK8 
"¥en 76-20 1.74 190296-45 2F285 ~~ Yin /2-20 2.62 190T11-95 ___AKFK9 
%e in F'-20 2.72 190111-5-6S _4KFL1 
ein e'-18 2.13 190261-6S 2F281 es ues 
ein Ve-18 2.13 190260-68 AKFG3 76.0 18 ate 101-63 _4KFL 2 
_—— gel Hs) _$. ays aig 
'y an Cont 54 ana ae Male SAE Swivel, 45° Elbow | 
2 % in TVie'-12 3.74 190261-125 AKFF7 ee = 
% in 16-12 3.74 190260-12S AKFG4 = fie In fie -28 2.18 190371-45 AKG 
7 in 16-12 3.55 190261-16S AKFF8 Ain fal 2.90 190371-95 AKU 
Zin 16-12 3.55 190260-16S AKFG5 igen oo $30 pace aes 
inns /\h Ae'-20 1.97 4411-45 2F513 Male SAE Swivel, 90° Elbow | 
Vin H'-00 749 4411-55 AKFH2 Ve in 6-24 2.36 190235-4$ 4KFJ4 
Tei U- - Yin F-20 2.53 190235-5S 4KFJ5 
Ae in A6'-18 2.33 4411-6S 2F515 : ech ues ; 
6 in WAG 2.42 4411-8-6s 4KFH4 . azn 7-18 3.0 190235-6-85 __ 4KFd6 
Fp in %e-18 2.68 4411-6-8S 4KFH3 | 716.10 Ecait 2.63 190239-65 _4KFu/ 
—_ 1349 in '-16 978 4411-85 OF517 aE in As -18 2.63 190235-/-6S 4KFJ8 
Ye in Ai 2.95 BUTS aKFHS /32 In /y'-18 3.04 190235-8S 4KFJ9 
21N % - : t) Hydraulic © Male SAE Female SAE L Mfr. Item 
¥8 in 16-12 3.49 4411-125 4KFH6 Hose |.D. Size (in.) Size (in.) (in.) Model No. 
7% in 1/12 3.19 4411-16S 4KFH7 Male/Female SAE, Straight 
1% in 13"-12 3.43 4411-205 4KFH8 
Female Universal Swivel, 45° Elbow . Bulkhead 
Se Hg in T6'-20 1.85 190297-45 4KFFA x He in aia The-24 2.05 190276-4S  4KFK7 
=. Yin F'-20 2.07 190297-5S AKFF2 
? Zap in A"-16 2.99 190297-8S AKFF3 
Yin B'-14 3.24 190297-10S 4KFF4 Male Inverted SAE, Straight 
Female Universal Swivel, 90° Elbow : ~~ 
— 16 In /-20 1.74 190295-45 4KFG6 : ; 76-20 with 
, Yin F'-20 1.96 190296-5S AKFF9 Hein ane rare Seat a 1.80 190277-4S  4KFK6 
12 in Is"-16 2.88 190295-85 4KFG7 ; 
Yin 7-14 3.19 190295-10S 4KFN8 
Max. Working Mfr. Item 
(M)NPT Thread (F)NPT Thread Pressure (psi) Model No. 
Male NPT to Female NPT Hydraulic Hose Adapter, Reducer Bushing 
AB 5 4500 7081-648 2FA3S 
a a g = 4'= 5 “O- 4 5 
n ¥"-18 H'-27 5000 2081-6-25  4HL71 
Pipe Thread Hydraulic E-TeN wr-14 VA'-18 4500 2OBT-B-48 2F437 
(ABE "18 3500 2081-8-6 2F439 
Hose Adapters wall Wi"-14 A"-18 3500 2081-12-65 2F427 
Vy"-14 B14 3500 2081-12-8 2F429 
ae Ue ue nem TT WTA 3000 2081-16-125 _ 2F431 
(F)NPT Thread Pressure (psi) Model No. ma Ti —- 
Female NPT Straight T1142 '-44 3500 2081-16-85  4HL67 
Te oe 7506 sIOGAS OTF TH'-T1-1/2 Tari 2500 2081-20-16S  4HL68 
a TAMT1-1/2 TH'-11-1/2 2000 2081-24-20S  4HL69 
7-18 3300 2096-65 2483 TT-1/2 TATA? 1500 2081-32-245  4HL70 
Brq4 3500 2096-8-45 4VPR9 i 
TASK 3500 5096-8-65 AVPTA Male NPT to Female NPT Hydraulic Hose Adapter, Reducer 
ar sen Siar ae FARE | i'-27 H"-18 5000 2040-2-4S _ 38YN15 
ai y Ya'-18 J"-18 5000 2040-4-6S  38YN17 
og ab sake ee : e-A8 (ASE! 4000 2040-6-85 —38YNi9 
cals : | wr-14 Ya'-14 3000 2040-8-125  38YN21 
ole e900 2096-165 ang iA4 Taare 2500 2040-12-165  38YN23 
Eanalg WPT 90" Elbow 2000 2096-208 4HL84 T1172 1eAT-1/2 5000 5040-16-205  38YN25 
cl Way 4500 9087-4-45 oF AGA Male NPT to Female NPT Hydraulic Hose Adapter, 90° Street Elbow 
= RAB 3500 9087-6-65 2FA63 pole A18 4000 2089-4-45 __ 2F 469 
714 3500 2087-8:85 FAG ey) sa etd 3300 7080-888 9473 
al 3000 2087-12129 ALTO | VTA AST 3000 5089-12-125  2F467 
Bi Vile 2900 208/-16-165 4HL76 | 1-41-17 1-11-17? 2500 5089-16-16  4HL77 
VAr-11-1/2 2000 2087-20-20 4VPR3 TH-11-1/2 TVi-11-1/2 2000 2089-20-20S5  4HL78 
Female NPT, Tee Male NPT to Female NPT Hydraulic Hose Adapter, Tee 
A -18 4500 2090-4-45 2F475 = Vs'-18 V"-18 4500 2091-4-45 _ 4VPV2 
7-18 3500 2090-6-68 2F477 es ¥"-18 ¥s"-18 3500 2091-6-65  4VPV3 
“| Yr-14 3500 2090-8-85 2F479 wr-14 wr-14 3500 2091-8-8S  4VPW4 
7i'-14 3000 2090-12-125 4HL79 "14 Hy'-F4 3000 2091-12-125  4VPV5 
i tit? 2500 2090-16-168 4HL80 11-172 T-11-122 2500 2091-16-16S  4VPV6 
1¥4-11-1/2 2000 2090-20-208 4HL81 V4"-18 V-18 4500 9092-4-4S AVPV7 
Female NPT, Cross ¥'-18 ¥'-18 3500 2092-6-6S 4VPV8 
Loa 44-18 4500 2080-4-45 AVPR4 y-T4 Z"-14 3500 2092-8-85 4VPV9 
of A, 4-18 3500 2080-6-6S 4VPR5 I5"-14 Yy'-F4 3000 2092-12-125  4VPW1 
a pe 3500 780 8-85. AVPRG 11-172 T-11-122 2500 2092-16-16S  4VPW2 
‘4 - = pe 
T-11-122 2500 2080-16-16S 4VPR8 | CONTINUED | } 
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Fittings 







































CONTINUED A 
VTconrinven) E.TeN | E:TeN 
Max. Working Mfr. ltem ; 
— SMINPT Thread (M)NPT Thread Pressure (psi) Model No. = Q-Ring face seal 
ale NPT, Pipe Plu 
. : Ve-2/ — 10,000 2082-25 2F441 (M)ORS (M)NPT L Max. Working Mfr. Item 
pole = 9500 2082-45 2F443 isle ORS” ShalaKt Thread Thread (in.) Pressure (psi) Model No. 
a’ td = 5000 508988 Dad? ee Yg-18 —Var-18 1.24 9000 FF2031T04045 —AVRL3 
q'-14 — 9000 2082-125 4HL/2 "Ye -16 Va'-18 dd 9000 FF203110604S 4VRL4 
1"-11-1/2 _— 4000 2082-165 4HL73 "he -16 ¥8'-18 ig 8000 FF203110606S 4VRL5 
Male NPT, Hex Socket Plug ie-16 ¥8'-18 1.36 8000 FF203110806S 4VRL6 
= Va'-18 — 9500 2222-45 4VTK4 He -16 Yo'-14 1.61 6000 FF203110808S 4VRL7 
¥3'-18 — 8000 2222-68 4VTK5 1-14 Yy'-14 Li2 6000 FF203111008S 4VRL8 
WA 6000 2299-85 AVTK6 THe-12  w'-14 1.84 5000 FF203111212S  AVRL9 
ART = 5000 5999-195 AVTK7 eal i Ae-12  -11-1/2 2.05 4000 FF2031T1616S  4VRN1 
. ale ORS, 
Male BET to Male BD, nek Nipper 3500 SOG5-4-45 F453 Ye-18  Ve-18 124 9000 FF2093T0404s  4VRP1 
3-14 YrD7 8000 9083-6-2S AVTJ3 Ye'-16 Va'-18 1.4 9000 FF209310604s  4VRP2 
18 T"-18 8000 9083-6-4S 9F455 Ye -16 ¥'-18 1.4 8000 FF2093T0606S 4VRP3 
¥'-18 3'-18 8000 9083-6-6S 2F457 He'-16 ¥8'-18 1.6 8000 FF2093T0806S 4VRP4 
i714 Vi"-18 6000 9083-8-4S AVTJ4 1e'-16 Yn'-14 16 6000 FF2093T0808S 4VRP5 
y-14 3-18 6000 9083-8-6s AVTJ5 1"-14 Yo'-14 1.8 6000 FF209311008S 4VRP6 
-14 h-14 6000 9083-8-8S 2F459 1%6-12 Y4'-14 2 9000 FF209311212S 4AVRP7 
yr Vir 9083-12-45 VTJ1 1/6 -12 1"-11-1/2 2.3 4000 FF209311616S 4VRP8 
/4'-14 Ya'-18 9000 083 4VTJ . 
ely ae aa Ae ae Male S20 mk re 8 W418 0.92 9000 FF2032104045  4VRN2 
1 a V5 ol aad eee AVTI6 %e-16 “18 0.98 9000 FF2032106045  4VRN3 
T-11-1/2 T-11-1/) 4000 9083-16-16 oF451 Ye'-16 8-18 1.04 8000 FF2032T0606S — 4VRN4 
TH-11-1/2 _‘1¥#"-11-1/2 3000 2083-20-20S  4HL74 Ze -16 Z-18 11 8000 FF2032T0806S___ 4VRNS 
Male NPT to Male NPT-90° Elbow Yeo v-14 1.21 6000 FF2032T0808S  4VRNG 
H'-18 T"-18 9500 9085-4-ds AVTJ7 116-010 Ye-14 1.31 6000 FF2032110085 — 4VRNZ 
- ¥'-18 5-19 8000 9085-6-6s AVTJ8 1/6 -12 Ya'-14 1.47 9000 FF2032112125 — 4VRN8 
ate ~ 4 Hd 6000 9085-9-85 AVTJS We-12 1 = MeW2 1.64 4000 FF2032T16165  4VRN9 
Ya-14 Za-l4 9000 2085-12-12s_AWTK1 (M)ORS = (M)NPT L Max. Working Mfr. Item 
T-1-1/2 V-11-1/2 4000 2085-16-16s_ AT K2 Thread Thread _(in.) Pressure (psi) Model No. 
1%"-11-1/2 1¥4'-11-1/2 3000 2085-20-208 4VTK3 Male ORS, Straight _— TE -_ _ EOTATTARTES AVA 
Max. Workin Mfr. Item 16 - 4- ; 
(F)NPT hea (F)NPT Thread Pressure (psi) Model No. ote as 5 Sony Phar Toes aie. 
Female NPT to Female NPSM Swivel 16 - 8 - 
VA'-18 Y'-18 4500 2046-4-48 2F383 ie -16 ¥8-18 1.36 8000 FF2031T0806S 4VRL6 
¥3'-18 ¥3'-18 3000 2046-6-68 2F385 ie -16 Yy-14 1.61 6000 FF2031T0808S 4VRL/ 
BTA Bd 3500 9046-8-85  2F387 1-14 w-te_ 1.72 6000 FF203111008S  4VRL8 
Wyraa SP 3000 046-12-125  2F379 He-12 “14 184 5000 FF2031T12125  4VRL9 
T-11-1/2 1"-11-1/2 2500 2046-16-165 2F381 wale ORS-45" Els 1/6 -12 T-11-1/2 2.00 4000 FF203111616S 4VRN1 
Max. Working Mfr. Item ale Uho, ow : 
(M)NPT Thread (F)NPSM Thread Pressure (psi) Model No. “6 -18 “18 1.24 9000 FF2093T0404s___ 4VRP 1 
Male NPT to Female NPSM Swivel Hydraulic Hose Adapters "7/16 -16 “4-18 1.4 9000 FF2093T0604s___ AWRP2 
y-97 Vy'-97 6000 9045-2-9S °F369 Ye -16 ¥'-18 1.4 8000 FF2093T0606S 4VRP3 
°-18 V"-18 5000 9045-4-4S °F373 e'-16 ¥3'-18 1.6 8000 FF2093T0806S 4VRP4 
3'-18 3"-18 4000 9045-6-6S 2F375 'Yie-16 Yo'-14 1.6 6000 FF2093T0808S 4VRP5 
14 V-14 3500 9045-8-8S °F377 1"-14 Yn'-14 1.8 6000 FF209311008S 4VRP6 
w"-14 Hy"-14 3500 5045-12-12S 2F365 1%6-12 Y4'-14 2 9000 FF209311212S 4VRP7 
T-11-17 T 11-170 3000 9045-16-16S °F367 1/6 -12 1'-11-1/2 2.3 4000 FF209311616S 4VRP8 
1¥4'-11-1/2 1¥4"-11-1/2 2000 2045-20-208 4VRC8 (M)ORS (M)NPT L Max. Working Mfr. Item 
1'-11-1/2 1'-11-1/2 1500 2045-24-245 4VRC9 Thread Thread _—(in.) Pressure (psi) Model No. 
2-11-1/2 2-11-1/2 1500 2045-32-325 4VRD1 Male ORS, 90° Elbow 
NT WoT 6000 2040-9-98 ——AVRIB ‘e648 0.98 9000 FF2032T06048— 4VRNG 
8 8 - ees 16~ "= 
VA'-18 Ya'-18 9000 2049-4-4$ 4VRA9 e'-16 ¥8'-18 1.04 8000 FF203210606S 4VRN4 
= ¥e'-18 ¥3'-18 4000 2049-6-68 4VRC1 Me -16 ¥8'-18 1.1 8000 FF2032T0806S 4VRN5 
Yn"-14 Y2'-14 3900 2049-8-8S 4VRC2 'Hi6'-16 Y'-14 1.21 6000 FF203210808S 4VRN6 
¥4"-14 Y4'-14 3900 2049-12-125 4VRC3 ie-16 Y2-14 131 6000 FF203211008S 4VRN7 
1"-11-1/2 1"-11-1/2 3000 2049-16-16S 4VRC4 1V%6-12 Y4'-14 1.47 9000 FF203211212S 4VRN8 
Male NPT to Female Vets Swivel neve Hose Adapters, Elhow internal rine. Swivel sag 1/6 -12 1"-11-1/2 1.64 4000 FF20321T1616S 4VRN9 
9 . Worki It 
0) Se qmons Lax Moringa 
Bd Yt 3500 3047-86-85 2F397 Male ORS, Plug 
ae va 14 3900 2047-12125 2F 389 Ae'-18 0.66 9000 FF976704S 4VRK6 
1"-11-1/2 1"-11-1/2 3000 204/-16-165 4VRC5 * Ts-16 0.75 9000 FF976706S AVRK7 
1%"-11-1/2 1%"-11-1/2 2000 2047/-20-205 4VRC6 TH5-16 0.87 9000 FF976708S AVRK8 
1¥2'-11-1/2 1¥2'-11-1/2 1500 2047/-24-245 4VRC7 {'-14 102 9000 FF976710S AVRK9 
s 1%6-12 1.08 6000 FF9/76/125 4VRL1 
ENERPAC® (E:TN Aeroquip Hale WE staan 176-12 14 6000 FF976716S AVRL2 
jah. i itt Sc %e'-18 1.08 9000 FF200010404S _—-AVRJ3 
High-Pressure Hydraulic Fittings iels——122—— tt Fpnoorots av 
; : bi i i : /16'-16 1.39 9000 FF2000T 4VRJ5 
= Max. pressure: 10,000 psi Steel fittings are designed for high-force hydraulic 144 168 9000 FEOQOOTIOT0S ~~ AVRIG 
tools. Static hydraulic only (nonimpulse). Lets Re aus APRA ayn 
16 : 
- LL (M)NPT (F)NPT Mfr. Item Male ORS, Straight Bulkhead 
Description (in.) Size (in.) Size Brand Model No. 1.9 9000 FF1994T0404S 4VRH6 
(NPTio (MNT 175 Yin-t8 4-18 EnerpacFZ1055 460615 ve : 33 3000 Fr1904TO8088—4VRHG 
NPTio (M)NPT "71.69 Yein-t4 18 Enerpac—FZ1633 460626 ‘Hey 579 5000 FETTOG4T 12198 AVRIL 
Adaptor, Reusable (F) 1.69 %in-14 3%" E F-71634 46C627 T/A6'-12 2.76 6000 FF1994T1616S AVRJ2 
NPT to (M)NPT 69 % if : 8 nerpac 63 6C6 Male ORS, 90° Elbow 
Coupling, Reusable (F)NPT1.13 %In-18 %4'-18 __Enerpac FZ1609 460616 Ve'-18 0.85 9000 FF203510404S AVRJ9 
Coupling, Reusable Ve NPT %in-18 %-18 _ Enerpac FZ1614 460620 e-16 0.98 9000 FF2035T0G06S AVRK1 
Elbow, Reusable (F)NPT 1.38 %in-18 %-18 _ Enerpac___—s*FZ1610 460618 THe-16 11 9000 FF2035T0808S AVRK2 
2F457 Hex Nipple, = — __Eaton Aeroquip 2083-6-65_2F457 T-14 1.31 9000 FF2035T1010S _4VRK3 
Nipple, Reusable (M)NPT 1.5 “%In-18 4'-18 — Enerpac FZ1608 460617 THie-12 1.47 6000 FF203511212S AVRK4 
Nipple, Reusable (M)NPT_ 1.47 Ys in-18 %'-18 __Enerpac FZ161/ 460623 Male ORS 90° Elbow 
Reducer, Reusable (F)NPT 1.88 % in-14 %'-18 __Enerpac FZ1625 460624 
ierio(ier ") 443 %in-18 Y'-18 Enerpac = FZ1615 46621 Wis 176'-12 1.64 6000 FF2035T1616S 4VRKS 
Reducer, Reusable a a 
(M)NPT t (NPT 0.75 ¥%in-18 %4'-18 alli oe si 
Reducer Bushing, = — __ Eaton Aeroquip -6- 435 
Street Elbow, Reusable ae | CONTINUED | } 
M)NPT to (E)NPT 94 %in-18 %'-18  Enerpac  FZ1616 46C622 
No. ering, wousabie 4.56 ¥%in-18 %'-18  Enerpac -FZ1660 460628 
acce2s —{NPT to (F) : 
Tee, (F)NPT = — _ Eaton Aeroquip 2090-6-65 2F4/7 
Tee, Reusable (F)NPT Lee — Enerpac FZ1612 460619 
2486 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE’ HYDRAULICS 
Find the Ww. Find Solutions. Find Great Prices. Fittings 
| CONTINUED (M)ORB (M)JIC L Max. Working Mfr. Item ° F 
Wale URE lo Mal jiead EI Thread (in.) Pressure (psi) Model No. 37 JIC/SAE Flare Union 
ale to Male JIC, 45° Elbow a A 
20 Ae-20 (1.05 ‘4500 ooet44s avis | Hydraulic Hose Adapters E.T-N 
”6-20 %6-18 1.14 4500 2061-4-6S 4VTF4 = _ 
Ae-18 Ae-20 1.14 4000 2061-6-4S 4VTF5 = Hose fittings are specific to hose brand. 
%6-18 %e6-18 1.14 4000 2061-6-6S 4VTF6 
%6-18 34-16 1.3 4500 2061-6-8S 4VTF7/ Overall Max. Working Mfr. Item 
¥4-16 %6-18 13 4000 2061-8-68 A4VTF8 (F)JIC Thread Length Pressure @ 70°F Model No. 
4-16 4-16 Be 4000 2061-8-8S 4VTF9 Female JIC Cap 
4-16 %-14 1.36 4000 2061-8-10S 4VTG1 /s'-20 0.59mm 5,000 psi 210292-4S 2F493 
Rh-14 4-16 152 4000 2061-10-85 4VTG2 VA'-20 0.61mm 8,500 psi 210292-5S 14L787 
%-14 %-14 1.52 4000 2061-10-10S 4VTG3 %e'-18 0.62mm 4,000 psi 210292-6S 2F495 
1"%6-12 4-16 fa 3500 2061-12-85 4VTG4 54-16 0.75mm 4,000 psi 210292-8S 2F497 
1V46-12 1%6-12 173 3500 2061-12-12S 4VTG5 R-14 0.84mm 3,000 psi 210292-10S 2F487 
1V%6-12 1%6-12 1.86 3500 2061-12-16S 4VTG6 1VYe'-12 0.91mm 3,000 psi 210292-12S 2F489 
1%6-12 1%6-12 1.86 2500 2061-16-12S 4VTG7 1%6'-12 1.02mm 3,000 psi 210292-16S 2F491 
1%6-12 1%6-12 1.86 2500 2061-16-16S 4VTG8 1%'-12 1.06mm 3,500 psi 210292-20S 14L784 
Male ORB to Male JIC, Tee TA'-12 1.19mm 2,000 psi 210292-24S 14L785 
”e-20 /6-20 1.78 4500 203003-4-4S 4VTE1 22'-12 1.44mm 1,250 psi 210292-32S 14L786 
“6-20 “6-20 1.92 4500 203005-4-4s A4VTE7 Overall Max. Working Mfr. Item 
%6-18 %e6-18 2.12 4000 203003-6-6S AVTE2 (M)JIC Thread Length Pressure @ 70°F Model No. 
4-16 4-16 25 4000 203003-8-8S 4VTE3 Male JIC Plug 
4-16 %-14 2.9 4000 203003-8-8-10S 4VTE4 Yo-20 0.80mm 8,500 psi 900599-5S 14L803 
%6-18 %6-18 2.0 4000 203005-6-6s 4VTE8 %6-18 0.84mm 7,000 psi 900599-6S 2F569 
4-16 4-16 2 4000 203005-8-8s 4VTE9 — 0.80mm 8,500 psi 900599-4S 2F567 
1%6-12 1%6-12 g.d2 3500 203003-12-12S  4VTE5 . — 1.10mm 5,900 psi 900599-10S 2F561 
1%6-12 1%6-12 3.62 25900 203003-16-16S _ 4VTE6 ; 4-16 0.94mm 6,000 psi 900599-8S 2F571 
1Vi6-12 1%6-12 3.0 3500 203005-12-12s  AVTF1 < 1V%6-12 1.28mm 4,000 psi 900599-12S 2F563 
1%6-12 1%6-12 3.81 2500 203005-16-16s  4VTF2 1%6-12 1.33mm 4,000 psi 900599-16S 2F565 
Male SAE (ORB) to Male JIC, 90° Elbow 1%-12 1.45mm 3,500 psi 900599-20S 14L799 
6-20 %6-18 1.19 4500 2062-4-6S 4VTG9 1%-12 1.65mm 2,000 psi 900599-24S 14L801 
6-20 4-16 1.2 4500 2062-4-8S 4VTH1 2%-12 2.05mm 1,250 psi 900599-32S 14L802 
%6-18 /6-20 1.25 4000 2062-6-4S 4VTH2 Male JIC Tee 
%6-18 %-14 1.54 4000 2062-6-10S 4VTH3 ”6-20 1.78 in 8,500 psi 2033-4-4S 4VPW6 
34-16 “6-20 1.45 4000 2062-8-4S 4VTH4 %6-18 2.1 in 7,000 psi 2033-6-6S 4VPW7 
R-14 %6-18 17 4000 2062-10-68 4VTH5 4-16 2.9 in 6,000 psi 2033-8-85 4VPW8 
1%6-12 %e-14 1.94 3500 2062-12-10S 4VTH6 R-14 2.9 in 5,900 psi 2033-10-10S  4VPW9 
¥%4 in ¥%4 in 1.94 in 3,500 psi 2062-12-12S 2F403 1%6-12 3.02 In 4,000 psi 2033-12-12S 4VPX1 
% in Yin 1.5 in 4,000 psi 2062-10-85 2F401 1%6-12 3.62 in 3,500 psi 2033-16-16S 4VPX2 
% in % In 1.71 in 4,000 psi 2062-10-10S 2F399 Male JIC to Male JIC Bulkhead 
Yin ¥6 in 1.45 in 4,000 psi 2062-8-6S 2F415 — 2.18 in 7,000 psi 2041-6-6S 2F361 
Yin Yin 1.45 in 4,000 psi 2062-8-85 2F417 /6-20 2.07 in 8,500 psi 2041-4-4S 4HL60 
Yin % in 1.54 in 4,000 psi 2062-8-10S 2F413 -s> 4-16 2.44 in 6,000 psi 2041-8-8S 2F363 
Yin Yin 1.03 in 4,500 psi 2062-4-4S 2F407 : -14 2./4 in 5,900 psi 2041-10-10S — 4VPW3 
¥e in ¥% in 1.25 in 4,000 psi 2062-6-6S 2F409 1V%6-12 3.09 in 4,000 psi 2041-12-12s 4VPW4 
¥e in Yin 1.32 in 4,000 psi 2062-6-8S 2F411 1%6-12 3.14 in 3,500 psi 2041-16-16S 4VPW5 
1% 6-12 1%6-12 2 3000 2062-14-12S 4VTH7 Male JIC Union 
1%6-12 1%6-12 2.05 2500 2062-16-12S 4VTH8 “6-20 1.37 in 3,500 psi 2027-4-4S 2F333 
1%6-12 1%6-12 2.05 2500 2062-16-16S 4VTH9 %6-18 x As-20 1.4 in 7,000 psi 2027-6-4S 4VPX3 
Male SAE (ORB) to Male JIC, Straight %6-18 1.41 in 7,000 psi 2027-6-6S 2F335 
/6-20 4-16 1.49 6000 202702-4-8S 4VTC6 4-16 x Ve-18 1.52 in 6,000 psi 2027-8-6S 4VPX4 
%6-18 %-14 1.71 5500 202702-6-10S 4VTC7 4-16 1.62 in 6,000 psi 2027-8-85 2F337 
4-16 “6-20 1.3/7 7500 202702-8-4S 4VTC8 -14 x Ya-16 1.8 in 3,000 psi 2027-10-88 49U012 
4-16 1%6-12 1.94 4000 202702-8-12S 4VTC9 %-14 1.88 in 5,500 psi 2027-10-10S 2F327 
%-14 %6-18 15 7000 202702-10-6S 4VTD1 16-12 x 4-14 2.05 in 4,000 psi 2027-12-10S 4VPX6 
R-14 1%6-12 1.88 4000 202702-10-12S 4VTD2 16-12 2.16 in 4,000 psi 202/-12-125 2F329 
1%6-12 4-16 1.76 5000 202702-12-8S 4VTD4 1%6-12 2.29 in 3,500 psi 2027-16-16S 2F331 
1V%6-12 %-14 1.86 5000 202702-12-10S 4VTD5 Male JIC Female JIC = Max. Working Mfr. Item 
1%6-12 h-14 1.89 4500 202702-16-10S —_ 4VTD8 Size (in.) Size (in.) Pressure (psi) Model No. 
1%6-12 1%6-12 1.99 4000 202702-16-12S 4VTD9 45° Elbow Flange Adapter 
” % in Yin 1.5 in 6,000 psi 202702-10-8S 2F341 4-16 — 4000 900023-85 38YR51 
% in % in 1.7 in 5,900 psi 202702-10-10S — 2F339 16-12 — 3000 900023-125 —_ 38YR52 
Yin Yin 1.23 in 7,900 psi 202702-4-4S 2F347 ~ 1%6-12 — 2000 900023-165 —_- 38YR53 
- Yin % in 1.27 in 7,000 psi 202702-4-6S 2F349 1%-12 — 2000 900023-20S —_—38YR54 
¥e in ¥%. in 1.3 in 7,000 psi 202702-6-6S 2F351 1%-12 — 1500 900023-245 —_-38YR50 
% in Yoin 1.44 in 6,000 psi 202702-6-8S 2F353 2-12 1125 900023-325 —_ 38YR56 
Yin Yin 1.38in___7,000 psi 202702-8-65 2F307 45° Elbow Male JIC Reducer to Female JIC Swivel 
in Yin 1.48 in 6,000 psi 202702-8-8S 2F359 As-20 /6-20 9900 2070-4-4S 4VPX7 
Yin % in 1.54 in 5,900 psi 202702-8-10S 2F350 _ = 2070-6-6S AVPX8 
¥%4 in ¥%4 in 1.97 in 4,000 psi 202702-12-12S — 2F343 4-16 74-16 4000 2070-8-8S 4VPX9 
-14 1%6-12 2.07 3500 202702-10-16S 4VTD3 7-14 7-14 3000 2070-10-10S 4VPY1 
146-12 1%6-12 2.04 3500 202702-12-16S 4VTD6 16-12 1%6-12 3000 2070-12-125 AVPY2 
1%6-12 1%6-12 2.04 3500 202702-14-16S 4VTD7 16-12 16-12 2500 2070-16-16S 4VPY3 
1 in 1 in 2.04 In 3,000 psi 202702-16-165 2F345 90° Elbow Flange Adapter 
(F)NPT (F)JIC L Max. Working Mfr. Item Ya-16 —_— 4000 900024-85 38YR5/ 
Thread Thread (in.) Pressure (psi) Model No. 1%-12 — 1500 900024-245 38YR58 
Straight Female NPT to Female JIC Swivel 22-12 1125 500024-325 38YR59 
Ys in-18 Ae -20 i: 4500 2242-4-4s 4VPT3 90° Elbow Male JIC to Female JIC Swivel” 
¥e in-18 “6-18 1.16 3900 2242-6-6S 4VPT4 ”6-20 /6-20 9900 2071-4-4S 4HL66 
¥e in-18 S4'-16 1.2 3900 2242-6-85 4VPT5 = = 2071-6-6S 2F423 
VY in-14 Ja'-16 1.48 3900 2242-8-85 4VPT6 - Zz — 2071-8-85 2F425 
VY in-14 Ze-14 1.47 3000 2242-8-10s 4VPT7 16-12 146-12 3000 20/1-12-125 4VPY4 
Ya in-14 Wie-12 _—'1.49 3000 2242-12-12s _ AVPT8 156-12 156-12 2500 9071-16-165 AVPY5 
Tin-11-1/2 1%6-12 1.85 2000 2242-16-16s_ __ 4VPT9 Male JIC Reducer to Female JIC Reducer 
Max. Working 4-16 %-14 3000 2219-10-85 4VPZ5 
(F)NPT (M)JIC Overall Pressure Mfr. Item 16-12 7-14 3000 2215-10-12S 4VPZ6 
Thread Thread Length @ 70°F Model No. 7-14 TVie-12 3000 9915-12-10S AVPZ7 
Straight Female NPT to Male JIC 1%6-12 146-12 2500 2219-12-165 4VPZ8 
“'-18 1.4 in 4,900 psi 2022-4-65 — 4WPU2 1-12 T6-12 2000 2215-16-208  4VPZ9 
V4'-18 Te'-20 1.39 in 4,900 psi 2022-4-4S — AVPU1 134-12 T%-12 1500 9915-24-205 AVRA1 
% -18 Va: 1.56 in 3,000 psi _-2022-6-85 —_ AVPU4 Male JIC Reducer to Female JIC Swivel 
¥e'-18 %6'-18 1.46 in 3,500 psi 2022-6-6S 4VPU3 6-20 %o-18 4000 991501-6-4S 4VPY6 
Yy"-14 %6'-18 1.69 in 3,500 psi 2022-8-6S 4VPU5 6-20 74-16 4000 991501-8-4S 4VPY7 
Y'-14 ¥a'-16 1.79 in 3,500 psi 2022-8-8S 4VPU6 %6-18 74-16 4000 991501-8-6S 4VPY8 
Yy"-14 R'-14 1.89 in 3,500 psi —2022-8-10S — 4V/PU7 %6-18 7-14 3000 921501-10-65  4VPY9 
4"-14 1Vie'-12 2.06 in 3,000 psi —2022-12-12S 4V/PU8 4-16 146-12 3000 991501-12-85  4VPZ1 
1"-11-1/2 1VYie'-12 2.39 in 2,900 psi 2022-16-12S 4V/PU9 %-14 16-12 2500 921501-16-10S  4VPZ2 
1"-11-1/2 1%6'-12 2.39 in 2,000 psi 2022-16-16S 4VPV1 16-12 156-12 2500 991501-16-125  4VPZ3 
Split Flange Mfr. Item Split Flange Mfr. Item 1%6-12 1%-12 2000 221501-20-16S 4VPZ4 
Size (in.) Model No. Size (in.) Model No. L Max. Working Mfr. Item 
Hydraulic Hose Adapter Split Flange Kits (Include 2 Flange (M)JIC Thread (in.) Pressure (psi) Model No. 
Halves, Bolts, Washers, and 0-Ring) Male JIC to Split Flange, Straight 
_ Yin FF593-08 4KFN2 ¥4 in-16 1.66 9000 900025-8s 4VRA2 
oo se Ya in FF593-12 4KFN3 1%6 in-12 1.91 4000 900025-12s 4VRA3 
- 1%" CD 62 FF5540-2416S 14L807 & 5 Tin FF593-16 4KFN4 1%6 in-12 2.01 3500 900025-16s 4VRA4 
1% in FF593-20 4KFN5 1% in-12 2.46 3500 900025-20s 4VRA5 
ae 1% in FF593-24 _ 4KFN6 1% in-12 2./1 2000 900025-24s 4VRA6 
"a 2 in FF593-32 4KFN7 2% In-12 3.08 1250 900025-32s 4VRA7 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2487 
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Fittings Details on page A1. 
° ° 
7 M)NPT Male JIC Pressure Overall Mfr. Item 
Hydraulic Hose Adapters Size (in.) Size (in.) | @ 70°F Length Model No. 
= : (M)NPT to 37° (MWIC, Straight Bulkhead 
= More sizes and fittings are available on Grainger.com Carbon Steel 
V'-18  %e18 7,000 psi 2.12 in 2240-4-63  4VRF1 
(M)NPT Male SAE = Max. Working Mfr. Item V-18  ‘e-20 8,500 psi 2.03 in 2240-4-43  4VREQ 
, Size (in.) Size (in.) Pressure (psi) Model No. H-18 %-16 6,000 psi 9 36 in 9940-6-85  4VRF2 
ww ee eee 
Jf" 16- ,000 psi 92 In -12-12s 4VRF4 
%in-27 A -20 1000 2000-2-4B 141.769 T-11-1/2 1%6-12 3,500 psi 3.11in  2240-16-16s 4VRF5 
Yq in-18 /e'-20 1000 2000-4-4B 14L770 (M)NPT to 37° (MIC, ‘Straight 
% in-18 %'-20 1000 2000-4-5B 14L771 6-20 8,500 psi 1.22 in 2021-2-45 6W433 
eT teal 1000 2000-42-63 aL 72 21 eB 7,000 psi 1.2 in 2021-2-65 _ 2F297 
Hea aa 1000 A aa Ww-18  Ye-20_ 8,500 psi 1.42 in -2021-4-4S 6 W434 
Aa Etpew 1M%6'-14 1000 2000-12-12B  14L768 1-18 2-20 8,500 psi 1.42 in 2021-488 2301 
Vain-i8 8-20 1000 2003-4-4B 441.774 AS 9e6 G00 pst ——1'83 2021-8 F308 
Zant Ne 1000 2005-4-68 14h 79 WAS re-20 8,000 psi 1.42in _2021-6-4S_—_-2F305 
“4 in-18 “4-16 1000 2003-4-8B_ 141776 ¥'-18 %-20 8,000 psi 1.42 in 2021-6-5S _14L781 
7 In-18 aM 1000 AUN a WAS %e-18 7,000 psi 1.43in __2021-6-6S__ 6W436 
72 in-14 74-16 1000 2003-8-8B 141778 W=18 Y'-16 6,000 psi 1.53 in 2021-6-8S  6W437 
Max. Working ¥'-18 7-14 5,500 psi 1.7 in 2021-6-10S 4VRF8 
(M)NPT Male JIC Pressure Overall Mfr. Item Y'-14 /6-20 6,000 psi 1.68 in 2021-8-45 4VRG1 
Size (in.) Size (in.) @ 70°F Length Model No. , Y'-14 6-18 6,000 psi 1.69 in 2021-8-65 4VRG3 
37° (M)NPT to (M)JIC sa B14 7-16 6,000 psi 1.79 in 2021-8-85  6W438 
Carbon Steel W-14 A'-14 5,500 psi 1.89 in 2021-8-10S  2F307 
W-27  Ve-20 8,500 psi 0.72 in 2023-2-4S  6W445 B44 1%e12  4,000psi 2.06 in 2021-8-125  2F309 
Y=18 Ae-20 8,500 psi 0.86 in 2023-4-4S  GW446 W"-14 Ya-16 5,000 psi 1.85 in 2021-12-85  2F291 
Ww=18  %6-18 7,000 psi 0.86 in 2023-4-6S  6W447 "-14 7-14 5,000 psi 1.95in _2021-12-10S 4VRG7 
%'-18  %e-18 7,000 psi 0.95 in 2023-6-65  6W448 W'-14  1Ve-12 4,000 psi 2.06in  2021-12-125 3F815 
¥'-18 Y-16 6,000 psi 0.98 in 2023-6-85  6W449 W'-14  1%6-12 4,000 psi 2.06in  2021-12-14S 4VRG9 
Yr-14 Ya-16 6,000 psi 1.17 in 2023-8-8S  6W450 W'-14  1%6-12 3,500 psi 241 in 2021-12-16S 2F289 
Bic 14 T%e-12 4,000 psi 1.2 in 2023-12-125 2F311 T-11-1/21Vie-12 4,000 psi 2.25in  2021-16-125 2F293 
“1-1/2 1%6-12 3,500 psi 3 in 2023-16-16s 4VRD2 T-11-1/2  1%e-12 3,500 psi 2.3 in 2021-16-16S _2F295 
(M)NPT to 37° (me, 90° Elbow T-11-1/2_ ¥'-16 4,000 psi 1.89 in 2021-16-85 4VRH5 
s'-27  Ae-20 (8,500 psi 0.78 in 2024-2-4S5  6W439 TH'-11-1/2_1%-12 3,000 psi 2.45 in 2021-20-20S 2F299 
ve 18 8,500 psi 1.09 in 2024-4-4S  6W440 2Ve"-11-1/2  1%-12 2,000 psi 2.68in  2021-24-24S 141779 
Va'-18 7-20 8,500 psi 1.09 in 2024-4-5S  2F319 2-11-1/2 2-12 ‘1,250 psi a1 2021-32-32S 14L780 
W-A8  %e-18 7,000 psi 1.09 in 2024-4-65  6W441 316 Stainless Steel 
%'-18  Ae-20 8,000 psi 1.22 in 2024-6-4S _ 2F321 W-27  e-20 4,500 psi 1.22 J4CBO _ 4HM23 
¥'-18 o-20 8,000 psi 1.12 in 2024-6-5S _ 14L783 V-18  As-20 4,500 psi 1.42 J4-4CBO _ 4HM21 
¥'-18 = 7,000 psi 1.22 in 2024-6-65  6W442 Va'-18 '-20 4,000 psi 1.42 J5-4CBO  4HM25 
¥'-18 — 6,000 psi 1.25 in 2024-6-85  6W443 V'-18  %e-18 4,000 psi 1.43 J6CBO  4HM29 
"14 Ya-16 5,000 psi 1.59 in 2024-12-85 4VRD7 Va'-18 Y-16 6,000 psi 1.53 2021-4-8SS 4VRF6 
Wr-14 7-14 5,500 psi 1.47 in 2024-8-10S _2F323 %'-18  Ve-20 6,000 psi 1.42 2021-6-4SS__4VRF7 
W-14  %e-18 6,000 psi 1.47 in 2024-8-6S  2F325 %'-18  V%e-18 4,000 psi 1.43 J6-6CBO  4HM27 
Yr-14 Y-16 6,000 psi 1.47 in 2024-8-85  6W444 W'-18 ¥'-16 4,000 psi 1.53 J8CBO _ 4HM33 
W-14  1Vie-12 4,000 psi 1.59 in 2024-8-125 4VRD6 3-18 7-14 5,500 psi 1.7 2021-6-10SS 4VRF9 
W'-14 16-12 4,000 psi 1.59in _2024-12-125 2F313 wow 2-14. ~Ae-20 6,000 psi 1.68 2021-8-4SS _4VRG2 
W'-A4  1%6-12 3,500 psi 1.78in _ 2024-12-16S 4VRD8 sll w-14  %e-18 6,000 psi 1.69 2021-8-6SS _4VRG4 
-11-1/2 16-12 4,000 psi 1.97in _ 2024-16-12S 4VRD9 - | w-14  1Vie-12 6,000 psi 2.06 2021-8-12SS 4VRG5 
T-11-1/2 1¥%6-12 3,500 psi 1.97in _2024-16-16S 2F315 W"-14 Y-16 5,000 psi 1.85 2021-12-8SS 4VRG6 
TH-11-1/2_1%-12 3,000 psi 2.06in  2024-20-20S 141782 W"-14 7-14 5,000 psi 1.95. 2021-12-10SS 4VRG8 
316 Stainless Steel W'-14  1V%e'-12 3,000 psi 2.06 J12CBO _ 4HM19 
R'-27 = 4,000 psi J4MEBO  4HM24 W'-14  1%e-12 4,000 psi 2.06 2021-12-14SS 4VRH1 
Yi'-18 - 4,500 psi J4-4MEBO  4HM22 W414 (A612 3,500 psi 2.11 2021-12-16SS _4WRH2 
Va'-18 = 4,000 psi J5-4MEBO  4HM26 B14 H'-16 4,000 psi 1.79 J8-8CBO _ 4HM31 
Vi'-18 = 4,000 psi J6MEBO  4HM30 W-t4 44 3,000 psi 1.89 J10CBO  4HM17 
= ¥'-18 = 4,000 psi J6-6MEBO  4HM28 T-11-1/2 1Ve-12 3,500 psi 2.25 2021-16-12SS 4AVRH3 
= a, ¥'-18 = 4,000 psi J8MEBO  4HM34 T-11-1/2 1%e-16 3,500 psi a3 2021-16-16SS 4VRH4 
‘ Va"-14 = 5,000 psi 2024-12-8SS 4VRD3 | (M)NPT to 37° (MWIC, Tee 





‘se . Ya'-14 1%6-12 3,000 psi 2024-12-165S 4VRD4 Carbon Steel 
% Y2'-14 /-20 6,000 psi 2024-8-4S5 — 4VRD5 Y4'-18 A6-20 8,900 psi 2.1 in 2030-4-45 — 4VRE3 
' Ya'-14 = 4,000 psi J8-8MEBO —4HM32 fy Y4'-18 %6-18 7,000 psi 2.12 In 2030-4-65  4VRE4 
Y2'-14 = 3,000 psi JIOMEBO —4HM18 “1 ¥'-18 V6-18 7,000 psi 2.12 In 2030-6-65 — 4VRE5 
Ya'-14 = 3,000 psi Ji2MEBO —4HM20 Y2'-14 4-16 6,000 psi 2.66 In 2030-8-85  4VRE6 
1"-11-1/2 1 %6-12 4000 psi 2024-16-12SS 4VRE1 Ya'-14 16-12 4,000 psi 3.32 In 2030-12-125 4VRE7 
1"-11-1/2_-1%6-12 4,000 psi 2024-16-16SS 4WRE2 V-11-1/2 16-12 3,900 psi 3.62 In 2030-16-165 4VRE8 


SAE (ORB) to NPSM Swivel Hydraulic Hose Adapters E-TeN 














Fitting Size Male SAE Max. Working Item Male SAE Female SAE Max. Working Item VF ail Male SAE Max. Working Item 
(NPSM) _Size (in.) Pressure (psi) No. Size (in.) Size (in.) Pressure (psi) No. ize Size (in.) Pressure (psi) No. 
Male SAE (ORB) to Female NPSM Swivel, Straight Male SAE (ORB) to Female SAE {ORE} Reducers Male SAE (ORB) to nn NPT, Straight 
Ya-4 /6-20 9000 4VRW3 “6-20 16-18 3900 4VRZ5 Yo-18 e-20 4500 4VRY2 
%e-18 %i6-18 4000 2F419 /6-20 4-16 3000 4VRZ6 Yo-18 %16-18 4500 4VRY3 
Yo-14 %4-16 3000 2F421 %i6-18 %/6-20 4500 4VRZ7 3-18 %6-18 3900 4VRY4 
Yo-14 %-14 3900 4HL65 %6-18 4-16 3000 4VRZ8 in 5-18 4-16 3900 4VRY5 
4-14 16-12 3900 4HL63 %4-16 16-18 3900 4VRZ9 3-18 %-14 3900 4VRY6 
1-11% 1%16-12 3000 4VRW4 %4-16 %-14 2500 4VTA1 Yo-14 %4-16 3900 4VRY7 
1M%-11% 1%-12 2000 4VRW5 %-14 16-18 3500 4VTA2 Yo-14 %-14 3500 4VRY8 
1%-11% 1%-12 1500 4VRW6 %-14 4-16 3000 4VTA3 Yo-14 1%6-12 3900 4VRY9 
Male SAE (ORB) to Female NPSM Swivel, 45° Elbow %-14 1%6-12 1800 4VTA4 Ya-14 A-14 3000 4VRZ1 
¥e-1 6-18 4000 4VRW7 1%6-12 %6-18 3500 4VTA5 4-14 1Y%6-12 3000 4VRZ2 
Yo-14 %4-16 3900 4VRW8 1%6-12 4-16 3000 4VTAG 4-14 1%6-12 3000 4VRZ3 
Yo-14 %-14 3900 4VRW9 1%6-12 %-14 2500 4VTA7 1-11% —1%6-12 2500 4VRZ4 
4-14 1%6-12 3500 4VRX1 1%6-12 1%6-12 1600 4VTA8 Male SAE Max. Working Item 
-11% 1%6-12 3000 4VRX2 1%6-12 4-16 3000 AVTAS Size (in.) Pressure (psi) No. 
Male SAE (ORB) to Female NPSM Swivel, 90° Elbow 1%6-12 %e-14 2500 4VTC1 Male ORB, Plug 
Yo-4 /6-20 9000 4VRX3 1%6-12 1M%6-12 1800 4VTC2 Ag in-20 7500 A4VRU9 
¥e-18 16-18 4000 4VRX4 1%6-12 1%-12 1500 4VTC3 %e in-18 7500 AVRV1 
Yo-14 %-14 3900 4VRX5 1%-12 1%6-12 1800 4VTC4 % in-20 5000 38YN85 
Yo-14 %4-16 3900 4VRX6 1%-12 1%6-12 1600 4VTC5 % in-16 7500 AVRV2 
4-14 1"6-12 3500 4VRX7 7% in-14 7500 4VRV3 
1-11% 1%6-12 3000 4VRX8 16 in-12 5000 AVRV4 
1%-11% 1%-12 2000 4VRX9 16 in-12 4500 4VRV5 
14-11% 14-12 1500 4VRY1 15 in-12 9500 38YN82 
1% in-12 2000 38YN83 
2% in-12 2000 38YN84 
Male SAE (ORB), Hex Socket Plug 
= “Ae in-20 7900 4VRV6 
he %6 in-18 79500 4VRV7 
4 in-16 7500 4VRV8 
7% in-14 7900 4VRV9 
1% in-12 9000 4VRW1 
1% in-12 4500 4VRW2 
2488 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yi. Find Solutions. Find Great Prices. Quick Couplers 
e sigs . : z* 
= Temp. range: -40 to 250°F, except For additional information, COUPLER 
- ° ® COUPLER BODY) _ NIPPLE 
Hansen models are -4 to 212°F see Grainger.com®. Thread Body Max. Flow Body; Mfr. Item Mfr. Item | Mfr. Item 
Coupling Body Max. Thread Mfr. Item Size Size Pressure Rate Mat'l* Model No. | Model No. Model No. 
see Material Flow Rate Pressure Size Model No. Saleway Series $70, ener § Sed 
5 " 9" psi_ 6.0 gom — — : = _ 
Steel 4lpm _ 5000 psi Yy'-2/ 9601-2-48 2F541 Safeway Series $30, FNPT 
Cate Vain Steel 4lpm  5000psi —%"-27 5602-2-4S  2F553 ¥%'-18 %' 10,000 psi60gom S | — — — — | $31-3P 4VTT1 
a" Steel 4lpm _5000 psi Va'-18 9601-4-4S 2F543 4, Safeway Series $30, MNPT 
No Steel 4lpm  5000psi 4-18 5602-4-4S —-2F555 ¥%'-18 Ys 10,000psi6.0gpm S | — — | $35-3P 4VTT2Z, — — 
: % in Steel 6lpm _—_ 4000 psi ¥3'-18 9602-6-6S 2F50/7 Safeway Series $20, FNPT 
2F547 : Steel _23Ipm  4000psi _%"-18 5601-6-65 _2F545 No. yj-ig 3000 psi 12.0gpm S | —  — | — _ — | $41-2P 4YNX4 
54 in Steel 45 lpm 4000psi 4-14 5601-8-10S  2F547 4VTT1 Ys 3000 psi 50.0gpm S | —  — |S25A-2P4VIN6 — — 
ge Steel 45 Ipm 4000 psi__—4"-14 5602-8-10S  2F559 ¥'-18 Ye" 3000 psi 75.0gpm S | — — — — | S41-3P 4VTP7 
A in Steel 106lpm 4000psi  %4"-14 5601-12-12S  2F537 %'-14 %" 3000 psi 12.0gpm S | — — | $25-4P 4VTN8| S71-4P 4VTP8 
: Steel 106lpm 4000psi  %4"-14 5602-12-12S  2F549 Y'-14 Ys 3000 psi 280gpm S | —  — | S25F-6 4VTZ6 S21F-6 4VTZ4 
No. 
2F559 - Steel 189lpm 4000psi 1-11-1/2 5601-16-16S  2F539 T-11- 1 3000 psi 6.0gpm S | —  — | $25-8P 4VIN9 — — 
Steel 189lpm 4000psi 1"-11-1/2 5602-16-16S  2F551 1/2 1" 3000psi 100gpm S >= — — — — | $21-8P 4VTz3 
FD45, B Safeway Series $20, FSAE 
i Vie Steel 11 Ipm — Ys'-18  FD45-1003-0404 2F625 B14 Vo" 3000 psi 120gpm S | — — — — |S71-16 4VTR4 
iy Steel 11 Ipm — Y'-18  FD45-1002-0404 2F619 | ! Safeway Series $20, ORB 
® % in Steel 23 lpm  4000psi _%"-18 FD45-1002-0606 2F621 Yo" 3000 psi 3.0gpm S | — — | $25-15 4VIP1| — — 
= : Steel 23 lpm  4000psi _%"-18  FD45-1003-0606 2F627 No. 46 2 3000 psi_4.0gpm S$ | —  — — — | S71-15 4VTR2 
No. 54 in Steel 45.42Ipm 4000psi _4"-14 ~~ FD45-1002-0810 2F623 2F775 % 3000 psi 26.0gpm S | — — — — (S$71-15P 4VTR3 
2F625 Steel 45.42Ipm 4000psi _4"-14 — FD45-1003-0810 2F629 ve 3000 psi 50.0gpm S | —  — |$25-15P 4VTP2, — = — 
vin Stat T988° 4000 psi vet4 FAS t008-1012_AHLB7 vera an = 
Steel 106lpm 4000psi %4'-14 FD45-1002-1212 4HL85 "3000 psi 12.0gpm S | — — — — (S71-16P 4VTR5 
Steel 189 Ipm 4000 psi__1"-11-1/2 FD45-1002-1616 4HL86 = Se lA! . REneRaeeS 
1 in of u : 5 2" psi 12.0 gom = _ = — | S/1-6P 4 
PL AP : Y2 3000 psi 18.0 gpm 0-6P 4 = — 
F “hh | F a : | 2F773 Safeway Series SS20, 
or I. tem or I. tem ! 
Uso With = Model om Use With Model No. = Ee ps Se Seok gris a 
’ Eaton Series FD45 Dust Plugs & Caps — — = : = — —_ — 
cro 2F625 —FD45-1041-04 AVPPG F619 FD 45-1040-04 VPN pee ee a ee 
2F627 _FD45-1041-06  4VPP7 —-2F621 -FD45-1040-06  4VPP1 — $000 psi SN OF TBT 
No. 2F629 FD45-1041-10 _ 4VPP8 2F623 _FD45-1040-10 _ 4V/PP2 Sieg — 3000psi — — | 841-2 2F775)  — = — 
2F6i9 __4HL87 FD45-1041-12 _ 4V/PP9 4HL85 _—*FD45-1040-12 _ 4VPP3 Safeway Series SS40, 
4HL88 _FD45-1041-16  4VPR1 4HL86 _FD45-1040-16  4VPP4 me ssiawin Serie reas Se Oe aa ee 
COUPLER BODY COUPLER NIPPLE meres — ys 10,000 psi _ — |FF495-34VTX1. — — —_ = 
Thread Body Max. Flow Body Mfr. Item Mfr. Item Safeway Series FF49, FNPT 
Bee coc Dee Rate Mat'l Model No. Model No. 3%"-18 3 10,000 psi 26.0 gpm S = — at — |FF491-3 4VTX3 
Gs y14 7 3000 psi 10.0 gpm B (5100-85-128 4VTRE ae Ve'-14 ¥%' 10,000 psi12.0 gpm S | — — | §492" aVTX2) FF4Q1-4 4VTX4 
Ys" 3000 psi 18.0gopm_ 8B _ — |5100-$2-12B 4 - : 
No. “TIT T3000 psi_3.0 qom —B[STOO-S7-165 prsaz| «| I SSSA "eee ea eS PEO a ATX) 
2F533 «1/2 ~~ 1" ~—-3000psi 40.0gpm B (5100-S5-16B 2F535 — — 2-14 A000 psi 28.0 gpm S| —  — = — FFE491-4 4VTY3 
Tv'- —1V¥s" 2750 psi 10.0gpm B  |5100-S5-20B 4VTR9 — — No. _— FFEA95- 
11-1/2 1%" 2750 psi 75.0gpm _B — — (5100-S2-20B 4VTR7 | avTx4 ¥s' 4000 psi 10.0gpm S | — 1.3/4. AVTX7) — 
i eg fai _ ae — yj'-14 14000 psi 12.0 gpm S| —  — — — aE VAN 
For Use With Model No. Use With —_ Model No. va" 4000 psi 28.0gpm S | ~ —~ | —~ = — | gay AVTY4 
Eaton Series 5100 Dust Plugs & Caps 1" 4000 psi 50.0gpm_ S$ — _— _|FFE495-6 4VTX8} = — = 
No. AVTR8 9100-89-12 4VPN5 AVTR6 9100-S7-12 _ 4VPN2 1%" 3000 psi 50.0 gpm S$ — = _ — FFE491-84VTY7 
2F535 2F535 5100-S9-16 _ 4VPNG 2F533 5100-57-16  4VPN3 > . : FFE495- 
AVTRO 5100-S9-20  4WPN7 4VTR7__5100-S7-20  4VPN4 i 1 a 1" 4000 psi 120gpm S | —~ — |g 4* 4VIX9 —  — 
COUPLER BODY COUPLER NIPPLE oO. ; _ = ___| FFE491- 
Teed Bowy Max. Flow Body | Mt. em | Mf. tem | AVTX3 1" 4000 psi 26.0 gpm § g-1 _AVTY6 
Size Size Pressure Rate Mat'l* ode 0. ode 0. COUPLER COUPLER 
FD90 Series, FNPT anim BODY, FLAT FACE NEE FLAT hate 
n n ; : = = Thread Body Max. Flow Body Mfr. Item I. tem 
mo: aN ih EDO psy) cpm. 2 04-04 ll Size Size Pressure Rate Mat'l*| Model No. Model No. 
4VTTS FD90 Series, FSAE re Hansen Series FF, FNPT 
%e-20 Ye TOO0psi1009pm S$ |" oqog AVE) = — = — A896 BOL psi_6.0 gom—2PS | 10FFS37— 33M280. i 0FFP3Y 33M 99 


FD90-1012- Y'-14 Ya" 50/5 psi 12.0gpm ZPS | 19FFS/5  33M294)| 19FFP/5  33M289 


> FD90 Series, MNPT Ps 9 Lis 25078 pst 12.0 apm_ZPS | 12FFSB0_—33M274 | 12FFPO0_— 33M286 
> 14". ij" = = 7 
» 4°27 =" 7000 psi 10.0 gpm Ss 02-04. 4AVITS {-41-1" 5075 psi 46.8 gpm ZPS | 25FFS100 33M273 





: ‘ ; FD90-1012- 1/2 ~ 1" 5075 psi 50.0 gpm ZPS — 25FFP100 33M1285 
Y"- 1 — — 
No. Va"-18 “ 7000 psi 0.5gpm = S$ 04-04 4VTT4 Hansen Series FF, FSAE 
4VTT3 _FDSO Series, MSAE eNOUTOHE ¥e'-18 2, 0079 psi Leapm zee SEESSGUN ~33ND7B 6FFP56UN 33M284 
mo Vy" = = : : Yo" 5075 psi 27.0 gom 5 7 — — 
ee Een ace a No. 65075 pst_6.0 gpm 2PS | 1OFFS/SUN_33M261 | TOFFP7SUN 33M2a3 
u_ i ; _ _ : : ¥a"-16 2" 50/5 psi_ 13.0 gom = — fo ij 
Yo'-20 Ya" 7000 psi 3.0gpm S$ mse AVTT8 | 33M282 ory v5 8075 psi 140 aa 2Ps TOFFS75UN 331275 a si — 
9/6" Vy" = 3 - ¥'-14 '%" 50/75 psi 12.0 gom — — id 
el A Oey 06-04  “VTTS v5" 5075 psi_3.8gpm ZPS |12FFS1O6UN 33M276; = 
Mfr. Item 1%6'"- %4" 5075 psi 12.0 gpm ZPS |16FFSTO6UN 33M279 | 16FFPTO6UN 33M291 
For Use With Model No. 12 —¥%" 5075 psi 12.0 gom ZPS — — _|12FFP{06UN 33M282 
No. Eaton Series FD90 Dust Cap Ys" 50/5 psi 26.0 gpm ZPS — —  |19FFP106UN 33M290 
4VPR2 4VTT3, 4VTT4, 4VTT7, 4VTTS, 4VTTO FD90-1040-04 4VPR2 * B = Brass, S = Steel, ZPS = Zinc Plated Steel. 
1 -_ ENERPAC. @ Mfr. tem 
High Pressure FP Description Brand Model No. 
Oo. 





Hydraulic Couplers SAFEWAY 


= Max. working pressure: 10,000 psi 


Couplers Con 
¥-18 Regular Male 
Spee-D-Coupler® 
Ya'-18 Regular 


. 6BUS3 Enerpac AH604 46C608 


Enerpac AR630 46C611 





Mfr. Item Female Coupler 
ENERPAG with ball check models Description Brand Model No. Ya'-18Regular Male Coupler Enerpac AH630 46C609 
Dust caps included (except (including older SafeWay —» Couplers 34°18 High-Pressure Safeway ¢30.3p 9F769 
flush-face model). product), eliminates low ee HehElon Coupler Set Enerpac C604 6BU53 youbler a a Horas 
zt : : : 
High-Flow—Poppet-style pressure leakage. Female Coupler eveuee Shae Ueeee Coupler Set Hydraulics °80-2P 3KD26 
with crimped seal retention. Va" High-Pressure Male Coupler Enerpac_CH604 GBUS4 female Coupler —_—_Hydraules S95-3P_4VTT2 
= — - - = 42-18 Flush-Face Coupler Set_Enerpac_F-604 5ZL40 %-18 High-Pressure Safeway ; 
in pict in ee ari ie ad a oe Enerpac FH604 4YDVE —Yieee Prick e eateway — 
j ¥e'-18 Flush-Face Male Coupler Hydraulics 
na Zero leaks. aie i a Female Coupler. Enerpac FR400 4YDV9 aaa Coupler Hust Caps For C-604 Series Only 
. ¥e'-18 Regular Spee- et (Includes Male E CD411 3PCv2 
$30 Series—Heavy-duty poppet page 2468. Dust cap for  —D-Coupler® Set Enerpag Spe M0007 _and Female) — 
. . ; ¥e'-18 Regular Female és AR400 46C610 Female Enerpac CD411M 3PCV3 
valving, while fully interchangeable —_ female half only. Spee-D-Coupler® dic as Male Enerpac_CD415M 3PCV4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2489 


Scan. Order. Done. 
Details on page A1. 


HYDRAULICS 
Quick Couplers 





No. 31A897 

















No. 31A788 No. 31A926 No. 31A851 No. 31A845 No. 31A885 No. 31A887 No. 31A832 No. 31A821 
> 
X if io = 
So 
No. 31A798 No. 31A803 No. 31A792 No. 31A952 No. 31A988 No. 31A977 acl te 
Hydraulic Quick Couplers —Parker COUPLER NIPPLE COUPLER BODY 
= Temp. range: -40 to 250°F, except 3000 Series are -22 to 230°F a Material Flow ate ‘Sie. intel si, sani He 
iti ® 5. 7h -10- 9| 6608-10-10  31A828 
For additional information, see Grainger.com®. yp" S 45.49 LPM 1Vse'-12 6610-12-10 31A840 | 6608-12-10 31A829 
COUPLER NIPPLE COUPLER BODY S 45.42 LPM %4"-16 | 6610-8-10 —31A844 = = 
Coupling Body Max. Thread Mfr. Item Mfr. Item Ya S 1O6LPM 1 %6-12 | 6610-12-12 31A841 = = 
Size Material* FlowRate Size Model No. Model No. 1 S 189.30 LPM_1%6-12 | 6610-16-16 _31A842 = — 
3000, FNPT 8010, FNPT 
V," S 11.36LPM = _%'-18 3010-2  31A790 = = S 45.42 LPM _2"-14 8010-4 _—«31A948 = = 
He S 22.71LPM _36'-18 3010-3 31A791 — — Vp" S 49.42 LPM 72-14 _ | 8010-4P _ 3 1A949 — = 
3000, MNPT S 45.42 LPM %4'-14 8010-5  31A950 = = 
if" S 11.36LPM. . 14'-18 —_ —_— 3050-2 31A788 Strid -DRE S 45.42 LPM %%'-14 8010-5P 31A951 — — 
Hi S 22.71LPM  %4'-1 — = - 1A7 : 
con, Fer eae Sir tee eis _stags = ___= 
Y," S 11.36LPM = 4"-18 4010-2P  31A940 4050-2P 31A930 175" 2. 4'- “15 45 = = 
Hi S 22.71LPM  %'-18 4010-3P  31A941 4050-3P 31A931 . S 45.42 LPM %-14 8010-16 _ 31A946 = = 
S 4542 LPM “"-14 = — 4050-4 31A932 S 45.42 LPM “'-14 8010-16P 31A947 — — 
0 S 45.42LPM _4"-14 — — 4050-4P 31A933 FEM, FNPT, Flush Face, ISO 16028 
Ye S 4549 PM 34-14 = _ 4050-5 34A934 VA" S 11.36LPM %4'-18 = — | FEM-251-4FP-NL 31A798 
S 45.49 LPM '-14 — —= 4050-5P 31A935 ¥" S 22./1LPM %'-18 | FEM-372-6FP 31A813 — — 
Ij Ss 105.99 LPM 34-14 = = 4150-5 31A938 ys" S 45.42 LPM 4-14 | FEM-502-8FP 31A818 | FEIM-501-8FP-NL 31A807 
1 S 189.27 LPM 1"-11-1/2! 4010-6P 31A942 — —_ Ya" S 98.42 LPM %'-14 — —  FEM-/751-12FP-NL 31A810 
S 189.30 LPM 1"-11-1/2 = — 4050-6P 31A936 FEM, FSAE, Flush Face, ISO 16028 
4000, ORB yf" S 45.42 LPM 1¥/6'-12 |FEM-502-12FO 31A816 FEM-501-12FO-NL 31A805 
j' S 11.36LPM %e'-18 4010-16 31A943 4050-16 31A937 Ye" S 11.36LPM ‘%e6'-18 | FEM-252-6FO 31A812 | FEM-251-6FO-NL 31A799 
S 45 49 [PM 34-16 — 4050-15 31A926 i S 75.71 LPM 1V%46'-12 — —  |FEM-621-12FO-NL 31A808 
o Ss 4549 [PM 34-16 = = 4050-15P  31A927 S 92.71LPM  %4'-16 | FEM-372-8FO 31A814 | FEM-371-8FO-NL 31A802 
2 S 4549 [PM 74-14 = = 4050-16 31A928 3/4" S 45.42 LPM  %4'-16 | FEM-502-8FO 31A817 | FEM-501-8FO-NL 31A806 
S 4549 [PM 74-14 _ = 4050-16P 31A929 S 98.42 LPM 16'-12 |FEM-752-12FO 31A819 |FEM-751-12FO-NL 31A809 
4200, FNPT Ri S 45.42 LPM 7%'-14 |FEM-502-10FO 31A815 FEM-501-10FO-NL 31A804 
Yh S 542 LPM. '-14 —_ —_ 4250-4 31A939 FEM, MSAE, Flush Face, ISO 16028 eNO 
60, FNPT, ISO 7241-1 Sis B Ta" Th. = = Fou l= 
vA S 3 LPM '-27 = — H1-62 31A851 a : eee: “ark 10BME-NL___ 914803 
7," 316 45LPM 4-14 | SSH4-63Y  31A911 — = FEM, NPSF, Flush Face, ISO 16028 
She est eeieenenese is S95 PPM ST TENSE AGT 
B 3 LPM V5'-27 BH1-61  31A879 BH1-60 31A845 8. 8 = = -371-6FP- 
ee Saar —sshoy SS PR FMP Fim Fase 7 
g"-2/ - - 74 ’ ’ 
S 3 LPM VA-97 H1-63 31A885 — = 5f! S 22.71LPM 3%'-18 | FF-372-6FP 31A795| FF-371-6FP 31A792 
B 17 LPM H-18 BH2-61 31A880 BH2-60 31A846 S 22./1LPM ¥%'-14 FF-372-8FP 31A797 FF-371-8FP 31A794 
Vj! S 11 LPM "14 H2-63 _ 31A887 H2-62 31A853. _FF, FSAE, Flush Face 
4 303 17 LPM V"-18 SH2-63 31899 SH9-62 31A864 ¥ S 22./1LPM %'-16 | FF-3/72-8FO  31A796 FF-3/71-8FO 31A793 
316 17LPM =Ss 4-18 | SSH2-63Y  31A910 SSH2-62Y  31A875 ST, FNPT Straight Thru 
B 93 LPM %'-18 BH3-61 31A881 BH3-60 31A847 B 11.36LPM %'-27 BST-N1 31A976 BST-1 31A952 
ys" S 23LPM _—%'- 18 H3-63 31889 H3-62 31A855 Y," B 11.36 LPM 78-27 = = BST-1M___ $1953 
303 93 LPM %'-18 SH3-63 31A901 SH3-62 31A866 303 11.36LPM %'-27 SST-N1 31A988 SST-1 31A964 
316 45 LPM 4 _ — SSH4-62Y 31A876 303 11.36LPM %'-27 SST-N1M 31A989 — — 
gh S 45 LPM "-14 H4-63 31A891 H4-62 31A857 B 22./1 LPM %'-18 BoT-N2 31A978 BoT-2 31A954 
2 B 45LPM —s4"-14 BH4-61  31A882 BH4-60 31A848 ya B 22.71 LPM 4-18 = — BST-2M 31A955 
303 45 LPM "14 SH4-63 31A903 SH4-62 31A868 303 22./1LPM %%'-18 SST-N2 31A990 SST-2 31A966 
B TO6 LPM -4"-14 BH6-61 31A883 BH6-60 31A849 B 49.42 LPM _%'-18 BST-N3 31A980 BST-3 31A956 
5/" S 106LPM So H"-14 H6-63 31A893 H6-62 31A859 % B 45.42 LPM _%-18 = = BST-3M 31A957 
4 303 106 LPM Hy"-14 SH6-63 31A905 SH6-62 31A870 303 4543 LPM %'-18 SST-N3 31A992 SST-3 31A968 
316 106LPM = %"-14_ | SSH6-63Y 31A912 > SSH6-62Y  31A877 B 45.42 LPM 2-14 BST-N4___ 3 1A982 BST-4 31A958 
7h S 45 LPM 7-14 H4-63-110  31A892 _ —_ yy" B 45.42 LPM wW%'-14 — — BST-4M 31A959 
B 189LPM 1"-11-1/2 BH8-61 31A884 BH8-60 31A850 303 45.43 LPM %"-14 SST-N4 31A994 SST-4 31A970 
1 a 189LPM. 1°-11-1/2 H8-63 31A895 H8-62 31A861 303 105.99LPM %4'"-14 SST-N6 31A996 SST-6 31A972 
303 189LPM 1°-11-1/2, SH8-63 _31A907 SH8-62 31A872 yp! 303 105.99 LPM 4'-14 = = SST-6M 31A973 
316 189LPM 1°-11-1/2) SSH8-63Y 31A913 | SSH8-62Y  31A878 B 1O6LPM —%"-14 BST-N6__—— 3 1A984 BST-6 31A960 
60, Fae ISO 7241-1 cas B B 106 LPM Y4'-14 — — BST-6M 31A961 
S 11 LP Ae'-18 H2-63-16 31A888 H2-62-16 31A854 303 189.27 LPM 1"-11-1/2 SST-N8 31A998 SST-8 31A974 
ay S 23 LPM ja"-14 = —= H3-62-18 31A856 1" B 189.30 LPM 1°-11-1/2| — BST-N8 31A986 BSI-8 31A962 
; S 23 LPM y-16 H3-63-18  31A890 _ _ B 189.30 LPM 1°-11-1/2) BST-N8M 31A987 — — 
60, aed ISO 7241-1 Series B ST, MNPT 
S 3LPM —_/e'-20 | H1-63-14  31A886  H1-62-14 31852 Vp" 303 11.36 LPM 8-27 = = SST-1M 31A965 
a 303 11 LPM %e'-18 | SH2-63-T6 31A899 | SH2-62-T6 —_ 31A865 B 11.36LPM ¥%-27 | BST-NIM__31A977 = = 
7 303 23LPM _%4'-16 | SH3-63-T18 31A902| SH3-62-T8 31A867 Vj" 303 22.71 LPM 4-18 | SST-N2M__31A991 SST-2M 31A967 
Ai 303 45LPM _74"-14_| SH4-63-T10 31A904 | SH4-62-T10 _31A869 B 22.71 LPM 4-18 | BST-N2M___31A979 _ 
5" S TO6 LPM 1%e'-12 | H6-63-T12 31A894 | H6-62-T12 _ 31A860 3," B 49.42 LPM 8-18 | BST-NSM___31A981 = = 
303 1O6 LPM  11/6'-12 | SH6-63-T12 31A906 | SH6-62-112 31A871 303 45.43 LPM %-18 | SST-N3M__31A993 SST-3M 31A969 
7 S 45 LPM 7-14 = — H4-62-T10  31A858 Vo" B 49.42 LPM 2'-14 BST-N4M «3 1A983 = = 
1" S 189 LPM 1%6'-12| H8-63-116 31A896 | H8-62-116 31A862 303 45.43 LPM 2-14 | SST-N4M__31A995 SST-4M 31A971 
03 189 LPM —15%6'-12 | SH8-63-116 31A908 | SH8-62-116 31A873 af! 303 105.99 LPM 4-14 | SST-N6M__31A997 = = 
6600, FNPT, ISO 7241 fl Series A B 106 LPM 4-14 _ | BST-N6M__31A985 = —_ 
Vj! S 1.36LPM  _4"-27 6602-2-4  31A835 6601-2-4 31A824 {" 303 189.27 LPM 1°-11-1/2| SST-N8M_ _-31A999 SSI-8M 31A975 
i S tt 36LPM 4-18 | 6602-4-4  31A836 6601-4-4 31A825 B 189.30 LPM_1°-11-1/2 = —_ BSI-8M 31A963 
Hi S 2271LPM %'-18 | 6602-6-6  31A837 6601-6-6 31A826 PLUGS CAPS 
yp" S 45.42 LPM %'-14 | 6602-12-10 31A832 6601-12-10 31A821 Item Mfr. Item 
S 45.42 LPM ‘%'-14 | 6602-8-10  31A838 6601-8-10 31A827 Description Model No. Model No. 
3" S 105.99 LPM %4'-14 _— _— 6601-12-12 31A822 Parker 60 sare Dust Plugs & vans 
S 106LPM = %4"-14_ | 6602-12-12 31A833 = = H1-65M 31A920 H1-66M 31A914 
i S 189.27 LPM 1°-11-1/2| 6602-16-16 31A834| 6601-16-16 31A823 i H2-65M 31A921 H2-66M 31A915 
6600, FSAE, ISO 7241-1 Series A Hi H3-65M 31A922 H3-66M 31A916 
If" S 22. 71LPM %e'-18 | 6610-6-6  31A843 = = 5" H4-65M 31A923 H4-66M 31A917 
y" S 542 LPM  %'-16 = — 6608-8-10  31A831 of;' H6-65M 31A924 H6-66M 31A918 
a ORB, ISO 7241- Series A i H8-65M 31A925 H8-66M 31A919 
S TLPM  %e'-18 = = 6608-6-6 _ 31A830. = * B = Brass, 303 = 303 Stainless Steel, 316 = 316 Stainless Steel, S = Steel. 
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HYDRAULICS 
Quick Couplers & Filtration Systems 





Coupling 
Size 


Body 
Material 


71 Series, Flush Face 
FNPT 


V4" 


3." 


Yo" 


¥4" 


EA Series, roppet 


V4" 


3." 


Yo" 


4" 


H Series, ronpet 


Y," 


3." 


¥4" 


14" 


1%" 


316 SS 


High Pressure SS 


Steel 
316 SS 


High Pressure SS 


Steel 
316 SS 
Steel 
316 SS 


High Pressure SS 


Steel 
316 SS 
316 SS 


High Pressure SS 


Steel 
Steel 


6 SS 

316 SS 

316 So 
Steel 
Steel 
Brass 
Brass 
Steel 
Steel 
Brass 
Brass 
Steel 
Steel 
Brass 
Brass 
Steel 


16 SS 
316 SS 
Brass 
Brass 
Steel 
Steel 
316 So 
Brass 
Brass 
Steel 
316 SS 
Brass 
Brass 
Steel 
Steel 
316-59 
316 SS 
Brass 
Brass 
Steel 
Steel 
316 SS 
316 SS 
Brass 
Brass 
Steel 
Steel 
316-50 
Brass 
Brass 
Steel 
316 SS 
316-59 
Brass 
Brass 
Steel 
316 55 
316 So 
Brass 
Brass 
Steel 


Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 


Snap-Tite H Series, Poppet 


FNPT 
¥" 
1%" 
1%" 


316 SS 
316 SS 
Steel 
Steel 


3D" 
Straight Through H Series 
Zi Steel 


3" 
Yr" 


a 
rf 
14" 
1%" 


Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 
Steel 


Max. 
Flow Rate 


18.93 LPM 
18.93 LPM 
18.93 LPM 
45.42 LPM 
45.42 LPM 
45.42 LPM 
79./0 LPM 
79.71 LPM 
151.40 LPM 
151.42 LPM 
151.4 LPM 
227.10 LPM 
227.10 LPM 
227.12 LPM 
227.10 LPM 
227.10 LPM 


14.38 LPM 
14.38 LPM 
93 LPM 
14.38 LPM 
94.64 LPM 
27.292 LPM 
102.20 LPM 
18.925 LPM 
94.64 LPM 
14.38 LPM 
264.95 LPM 
92.99 LPM 
03 LPM 
14.38 LPM 
208.23 LPM 
94.64 LPM 


14.38 LPM 
14.38 LPM 
132.48 LPM 
264.95 LPM 
14.38 LPM 
14.384 LPM 
18.93 LPM 
49.21 LPM 
272.02 LPM 
18.93 LPM 
93 LPM 
132.48 LPM 
151.4 LPM 


94.625 LPM 
95 LPM 
94.63 LPM 
681.30 LPM 
94.63 LPM 
94.64 LPM 
132.475 LPM 
132.50 LPM 
14.38 LPM 
49.21 LPM 
132.48 LPM 
132.49 LPM 
208.20 LPM 
18.93 LPM 
102.20 LPM 
208 LPM 
272.92 LPM 
272.00 LPM 
18.93 LPM 
151.40 LPM 
272.90 LPM 
681.30 LPM 
681.37 LPM 
94.63 LPM 
151.40 LPM 
681.30 LPM 


14.384 LPM 
18.93 LPM 
92.99 LPM 
03 LPM 
94.64 LPM 
132.48 LPM 
132.49 LPM 


18.925 LPM 
208.175 LPM 
272.02 LPM 
681.30 LPM 


14.38 LPM 
27.29 LPM 
93 LPM 
102.20 LPM 
908.40 LPM 
14.38 LPM 
151.40 LPM 
14.38 LPM 
265 LPM 
14.38 LPM 
416.40 LPM 
908.50 LPM 


Thread 
Size 


Y4'-18 
Y4'-18 
Y4'-18 
¥3'-18 
¥3'-18 
¥3'-18 
Ye"-14 
Ye'-14 
y4'-14 
4'-14 
Y4'-14 
PTZ 
14eT eZ 
V=11-1/2 
1"-11-1/2 
1Y%'-11-1/2 


1-1/2 
1-1/2 
Vet 2 
T1172 
1%6'-12 
1 Tet2 
TAT 
14-11-12 
VAT 1-1/2 
TAZ 
12-11-12 
1411-12 
TAT iei2 
1¥2"-11-1/2 
TAeTi-i/2 
2=1ieWe 
eetieWe 
2-1 1-1/2 
Zeieie 
ated Wh 2 


%”6'-20 
%e'-18 
¥"-16 
¥4"-16 
16-12 
¥'-14 
1"-5/16-12 


%-18 

1v'-11-1/2 

111-172 
2"-11-1/2 


Y4'-18 
¥3'-18 
Ye'-14 
Y4'-14 
Ya'-14 
V=T1-2 
Veiiet2 
1Y%4"-11-1/2 
TAT -1/2 
1¥%"-11-1/2 
TAP TZ 
22 


Coupler 
Flow Rate 


60.0 gpm 


3.8 gpm 
3.8 gpm 


3.8 gpm 
72 gpm 
5.0 gpm 
3.8 gpm 
14.0 gpm 


3.8 gpm 
9.0 gpm 


72.0 gpm 
9.0 gpm 

14.0 gpm 
35.0 gpm 
14.0 gpm 
20.0 gpm 
180.0 gpm 
25.0 gpm 
39.0 gpm 
3.8 gpm 

35.0 gpm 
99.0 gpm 
9.0 gpm 


99.0 gpm 
72.0 gpm 


9.0 gpm 


72.0 gpm 
180.0 gpm 


25.0 gpm 
180.0 gpm 


3.8 gpm 
9.0 gpm 
14.0 gpm 


35.0 gpm 


3.8 gpm 
7.2 gpm 
14.0 gpm 


240.0 gpm 
3.8 gpm 


3.8 gpm 
3.8 gpm 
240.0 gpm 


Coupler (Body) 
Mfr. 
Model 


9/1-304-4FV 
SH/1-304-4FV 
71-304-4F 
9/1-3C6-6F 
SH/1-3C6-6FV 
71-306-6F 
$/1-308-8FV 
71-308-8F 
9/1-3012-12FV 
9H/1-3012-12F 
71-3012-12F 
9/1-3016-16FV 
$/1-3016-20F 
SH/1-3016-16F 
71-3016-16F 
71-3016-20F 


SPEAC4-4F 
SVEAC4-4F 


VEAC4-4F 
BVEAC6-6F 
VEAC6-GF 
BVEAC8-8F 
VEAC8-8F 
BVEAC12-12F 
VEAC{2-12F 
SVHC4-4F 


SVHC4-4FV 
BVHC4-4F 


VHC4-4F 
SVHC6-GEV 
BVHC6-GF 
VHC6-6F 
SVHC8-8EV 
BVHC8-8F 
VHC3-8F 
SVHC12-12FV 
BVHC12-12F 
VHC12-19F 
SVHC16-16FV 
BVHC16-16F 
VHC16-16F 
SVHC20-20FV 
BVHC20-20F 


VHC20-20F 
SVHC24-04FV 


BVHC24-24F 


VHC24-24F 
SVHC32-32FV 


BVHC32-32F 
VHC32-32F 


VHC4-4EF 
VHC6-6EF 
VHC8-8EF 


VHC16-16EF 


PHC4-4F 
PHC6-6F 
PHC8-8F 


PHO12-12F 
PHC16-16F 


PHC20-20E 
PHC24-04F 


PHC32-39F 


Item 
No. 


20LH22 
20LG01 
20LJ60 
20LH25 
20LG04 
20LJ64 
20LH29 
20LJ70 
20LH13 
20LF97 
20LJ51 
20LH17 
20LH19 
20LF98 
20LJ55 
20LJ58 


20LG17 
20LG48 


20LH52 
20LFOG 
20LH56 
20LFO8 
20LH59 
20LFO4 
20LH50 
20LG73 


20LG74 
20LF24 


20LH89 
20LG78 


20LF28 
20LH95 
20LG82 
20LF31 
20LJ04 
20LG61 
20LF15 
20LH/6 
20LG64 
20LF18 
20LH80 
20LG67 
20LF21 


20LH83 
20LG69 


20LF22 


20LH84 
20LG71 


20LF23 
20LH85 


20LH87 
20LH93 
20LJ01 


20LH79 


20LF75 
20LF/7 
20LF79 


20LF68 
20LF69 


20LF/1 
20LF/2 


20LF74 


Coupler 
Flow Rate 


60.0 gpm 
3.8 gpm 
14.0 gpm 
3.8 gpm 
27.0 opm 
5.0 gpm 
70.0 gpm 


14.0 gpm 
3.8 gpm 


20.0 gpm 


3.8 gpm 
3.8 gom 


70.0 gpm 
3.8 gpm 
13.0 gpm 


9.0 gpm 
14.0 gpm 


40.0 gpm 
14.0 gpm 
25.0 gpm 
20.0 gpm 
25.0 gpm 
35.0 gpm 


13.0 gpm 
35.0 gpm 


27.0 gpm 
99.0 gpm 


72.0 gpm 
40.0 gpm 


180.0 gpm 
40.0 gpm 


14.0 gpm 
20.0 gpm 
35.0 gpm 


9.0 gpm 

99.0 gpm 
72.0 gpm 
180.0 gpm 


3.8 gom 
7.2 gpm 
14.0 gpm 
27.0 gpm 
40.0 gpm 
70.0 gpm 


110.0 gpm 
240.0 gom 


Coupler Plug (Nipple) 
Mfr. 


Model 


9/1-3N4-4FV 
SH/1-3N4-4FV 
71-3N4-4F 
$/1-3N6-6F 
SH/1-3N6-6FV 
71-3N6-6F 
9/1-3N8-8FV 
71-3N8-8F 
9/1-3N12-12FV 
SH/1-3N12-12F 
71-3N12-12F 
9/1-3N16-16F 


SH71-3N16-16F 
71-3N16-16F 
71-3N16-20F 

SVEAN-4F 
SPEAN4-4F 
VEAN4-4F 
BVEANG-6F 
VEANG-6F 
BVEAN-F 


VEANS-3E 
BVEAN12-12F 


VEAN12-12F 


SVHN4-4F 
SVHN4-4FV 


BVHN4-46 
VHN4-4F 


BVHNG-6E 


VHNG-6F 
SVHN8-BEV 


BVHN8-8F 
VHN8-BF 
SVHN12-12FV 
BVHN42-12F 
VHN12-12F 
SVHNI6-16FV 


BVHN46-16F 
VHN16-165 


BVHN20-20F 
VHN20-20F 


SVHN24-24FV 
BVHN24-24F 


SVHN32-32F 
BVHN32-32F 


VHN@-8EF 
VHN12-19EF 
VHN16-16EF 


SVHN6-6FV 
SVHN20-20FV 
VHN24-24F 
VHN32-32F 


PHN4-4F 
PHNG-6F 
PHN8-8F 

PHN12-126 

PHN16-16F 

PHN20-20F 


PHN24-24F 
PHN32-32F 


Item 
No. 


20LH41 
20LG10 
20LJ83 
20LH44 
20LG13 
20LJ87 
20LH49 
20LJ92 
20LH33 
20LG06 
20LJ74 
20LH36 


20LG07 
20LJ78 
20LJ81 


20LG55 
20LG19 
20LH64 
20LF It 
20LH67 
2OLFI3 


20LH70 
20LFO9 


20LH62 


20LG98 
20LG99 


20LF44 
20LJ22 


20LF48 


20LJ27 
20LHO8 


20LF51 
20133 


20LG86 
20LF35 


20LJ09 
20LG89 


20LF38 
20LJ14 


20LF41 
20LJ18 


20LG95 
20LF42 


20LG96 
20LFA3 


20LJ31 
20LJ07 
20LJ13 


20LHO05 
20LG92 
20LJ19 
20LJ20 


20LF91 
20LF93 
20LF95 
20LF81 


20LF83 
2OLF85 


20LF86 
SOLF87 


\ (O) 


No. 20LF97 








No. 20LF04 






; < —a 
7 
NS 


No. 20LH79 





No. 20LF68 


Snap-tite Couplers 
and Plugs 





we 
1@ 


No. 20LF81 


No. 20LJ07 





Innovative, high-pressure components suit- 
able for use with oil and gas. For additional 


sizes, go to Grainger.com®. 


71 Series—Feature superior flow and low 


pressure drop. 


EA Series—Design allows clean linear flow 


for low pressure drop. 


H Series—For use where single or double 


shut-off valving is required. 


Straight Through H Series—For u 
no valving is required. 


CAPS 
Mfr. Item Mfr. 
Size Model No. Model 
71 Series Plastic Dust Caps & Plugs 
Ya" | 71-3PNC-4 20LK02 | 71-3PCC-4 
¥e' | 71-3PNC-6 20LK03 | 71-3PCC-6 
Yo" | 71-3PNC-8 20LK04 | 71-3PCC-8 
Ys" | 71-3PNC-12 20LJ99 | 71-3PCC-12 
1" | 71-3PNC-16 20LK01 | 71-3PCC-16 
H & PH Series Plastic Dust Caps & Plugs 
Yq" DC-4 20LF55 PDP-4 
Ye" PDC-6 20LF56 PDP-6 
Yj" PDC-8 20LF57 PDP-8 
* SS = Stainless Steel, HP = High Pressure. 


Fluid Analysis Test 


Helps prevent major hydraulic or lube oil 
system failures. Collect a small amount 

of fluid and use the included mailing 
labels to send sample to the lab. A full 
report will be returned. 


Provides 
Particle Count, Photomicrograph, Free 
Water, Spectrometric, Viscosity, Water 
(ppm), and Neutralization Analysis 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


se when 


PLUGS 


Item 
No. 


20LJ96 
20LJ97 
20LJ98 
20LJ94 
20LJ95 


20LF58 
20LF59 
20LF60 





Item 
No. 


4VA89 


2491 





HYDRAULICS Scan. Order. Done. 
Filtration Systems & Filters Details on page A1. 


Schroeder 


INDUSTRIES 
Advanced Fluid Conditioning Solutions® 
Proupty MANUFACTURED IN THE UNITED STATES 








Portable Oil Darker 
Filtration Systems 

Handheld System—Lightweight system features 
115VAC, auxiliary ports, and fluorocarbon seals. 
Includes 10-micron cellulose filter element and 2 


Clear, 5-ft. hose assemblies with wand attachments. 
Max. operating pressure: 50 psi. 25 psi differential 





Interchangeable 
Hydraulic Filter Elements 


= Fully bonded construction 
= Corrosion-resistant end caps 
Note: Additional Interchangeable Hydraulic Filter Elements 





No. 1XPG8 No. 52YT78 





pressure indicator. available on Grainger.com®. 
= Temp. range: -15° to 120°F PARKER SCHROEDER 
Mfr. Item Mfr. Item 
Cart Systems—ldeal in pre-filtering and transfer- Pall Interchange _=/Microns Model No. | Microns Model No. 
. ee ; . cee Pall Interchange Filters 
ring fluids into reservoirs or cleaning up existing HC7400FKN4H 10 935164. 1XPTA| 3 SBF-7400-423B _52YT79 
systems. Filter cart processes fluid through a primar HC7400FKN8H 9 935168  IXPW4) 5 SBF-7400-82Z5B _ 52YT33 
7h inet P | a g 4 P y HC7500SKN8H — — — 5 SBF-7500-825B 52YT06 
‘moron close or Misroglass element Includes. | —Hesubestncvey 2 —igoua—Hrmt = “o0h —Ss 
10-micron cellulose or Microglass element. Includes / = = = 
Dh th d 9 HC8300/8310FKT16Z | — — — 25 SBF-8300-16225V 52YT24 
OSes WILN wands. HC8300/8310FKT39H | 20 9328750  1XPR9, — — — 
o> ero = Max. temp.: 150°F HC8300/8310FKT39Z | — — — | 25  SBF-8300-39225V _52YT29 
HC8900FKT13H 20 9332050 1XPK1| 25  SBF-8900-13Z25B 52YR87 
Max. Flow Max. Fluid Mfr. Item HC8900FKT16H 20 9332130 1XPN1| 25  SBF-8900-16225B 52YT05 
Description (gpm) Viscosity Model No. HC9020FKN4H i] 933239Q 1XPJ3 5 SBF-9020-4Z5B 52YR81 
Handheld System HC9020FKP4H 2 9255820  1XPH8| 3 SBF-9020-4Z3B _52YR77 
Portable Filtration System 4 16000 SUS GT410C 6F582 HC9020FKP8H 2 9256020 1XPJ4/ 3 SBF-9020-8Z3B _52YR82 
Double-Length Cart HC9020FKS4H 10 9326120 1XPG8; 10 SBF-9020-4Z10B 52YT78 
Hydraulic Oil Filter Cart 5 3000 SUS 5MFP240SA100B16151 5CJF7 HC9020FKS8H 10 9326180 1XPH1| 10 SBF-9020-8Z10B 52YR70 
y 10 500 SUS TOMFP240SA100B16151  1XPW9 HC9020FKT4H 20 9303690 1XPH5| 25  SBF-9020-4725B 52YR74 
Max. Flow Mfr. Item HC9020FKT8H 20 9303700  1XPJ6| 25  SBF-9020-8225B 52YR83 
Description Microns (gpm) Model No. HC9021FDP4H 2 9277250 1XPN5| 3 SBF-9021-4Z3B _52YT09 
Replacement Filter Elements HC9021FDP8H 2 9277230 1XPK8| 3 SBF-9021-8Z3B  52YR93 
Double-Length Cart HC9600FKN13H 5 9268450 1XPP5| 5 SBF-9600-132Z5B 52YT18 
2 10 9373970 TXPX2 HC9600FKN4H 5 9268410  1XPJ7/ 5 SBF-9600-4Z5B _52YR84 
iceoGlaes 5 10 9373980 1XPX3 HC9600FKN8H 5 9268430 1XPH9| 5 SBF-9600-825B _52YR78 
g 10 10 9373990 1XPX1 HC9600FKP8H 2 9266970 1XPG9| 3 SBF-9600-823B 52YR69 
20 10 9374000 1XPX4 HC9600FKS13H 10 9268390 1XPN4| 10  SBF-9600-13Z10B 52YT08 
Synthetic 40 10 940802 1XPX5 HC9600FKS4H 10 9268350 1XPH6| 10  SBF-9600-4Z10B 52YR75 
Water Removal Water Removal 10 940734 1XPX6 HC9600FKT13H 20 9301620  1XPT9| 25  SBF-9600-13225B 52Y137 
Woven Wire 40 10 940803 1XPX7 HC9600FKT4H 20 9300990 1XPJ9| 25  SBF-9600-4225B 52YR86 
Handheld Filtration System HC9600FKT8H 20 9301180 1XPH2) 25 SBF-9600-8225B 52YR71 
Cellulose. Pka. Qty. 2 10 4 932016 6F584 HC9601FDP8H 2 9271760  1XPL4|; 3 SBF-9601-823B 52YR98 
cree 20 4 932020 6F590 HC9601FDT8H 20 9271750 1XPR4| 25  SBF-9601-8225B 52YT25 
Copolymer, Pkg. Qty. 2 20 4 932019 6F586 HC9650FKN8H 5 9269880 1XPU5| 5 SBF-9650-8Z5B _52YT42 
iicroalase Ill Pha Cie ® 5 4 9320180 6F591 HC9700FKP9H — — — 3 KZ3 52YR80 
g pends a: 10 4 9320170 6F585 HC9700FKS9H = — = 10 KZ10 52YR72 
Single-Length Cart HC9700FKS9H — — _— 10 K10 o2YT64 
Cellulose 10 10 924450 1R441 HC9701FKS9H — — — 10 KZX10 52YR85 
Copolymer 20 10 927584 47080 HC9800FKN4H 5 9301970  1XPV2|; 5 SBF-9800-4Z5B 52YT48 
Microglass III 10 10 9244530 47079 HC9800FKT8H 20 9301940 1XPK2| 25  SBF-9800-8225B 52YR88 
Polyester 40 10 924448 1R440 HC9801FDP4H 2 935191 1XPL1, 3 SBF-9801-4Z3B _52YR95 
Oil HC9801FDP8H 2 935193 1XPL5| 3 SBF-9801-823B 52YR99 
2.5 gal., 0° to 158°F 942180 29TK17 PARKER SCHROEDER 
Handheld System Accessory Mfr. Item Mfr. Item 
Molded Plastic Carrying Case 60172/ 6F583 Hydac Interchange |Microns Model No. | Microns Model No. 


Hydac Interchange Filters 
10 PR3033Q _1XPP2 — — — 
0110D010BN4HC 10 PR3087Q 1XPU8 10 SBF-0110D-Z10B 52YT45 


0110D020BN4HC 20 PR3088Q —«1XPL3 20 _OBF-0110D-Z25B_ 52YR97 
0240D003BN4HC 3 PR3143Q —_ 1XPU2 3 SBF-0240D-Z3B 52YT39 
0240D010BN4HC 10 PR3145Q —-1XPT7 10 SBF-0240D-Z10B 52YT35 
0330D010BN4HC 10 PR31/4Q_ — 1XPW6 10 SBF-0330D-Z10B 52YT59 
0330RO010BN4HC 10 938283Q 1XPW1 10 SBF-0330R-Z10B 52YT56 
0660D010BN4HC 10 PR3203Q _ 1XPU9 10 SBF-0660D-Z10B 52YT46 
0030D010BN4HC = = — 10 SBF-0030D-Z10B 52YT15 





Hydraulic 


yt aco Hydraulic Retun Se 


Line Spin-On Filters 








Pressure = Max. pressure: Microglass filter has higher 
Filters 150 psi , dirt-holding capacity for 
2 =» Max. temp.: 225°F longer usable filter life. 
= Corrosion-resistant, anodized aluminum construction ee = Cast-aluminum head Elements are interchange- 
Choose single length or extend element life with double length filters. Include Sa = 15 psi bypass spring = able with major brands size: 
10-micron element and indicator with built-in 50 psi bypass valve. 1-12 thread for 20 gpm, 
Mtr. Item => 1%-16 thread for 50 gom 
For Use With Filter Media Microns Model No. No models. Dual Buna N seals 
Replacement Elements . . : 
Single 4 _. 1R412 resist leaks up to 150 psi. 
52279, 4VA83 Microglass III 10 9255800 5W353 — VAL 
52979, 4VA83 Reusable SS wire 25 925574 5378 ached Head has 72" (F)NPT port 
92281 ane 19 abot W720 See BE ae ae with optional Gauge/ 
icroglass 4 Meg 
52281 Microglass Il 10 9326240 SW721 ae Indicator No. 20492 sold 
798 Cellul 10 92583 W722 . a i a 
Cellulose 2839 OW?  Inlet/ REPLACEMENT 
52282 Microglass III 10 9326300 5W723 Max. Filter. Outlet Element | COMPLETE FILTERS ELEMENTS 
AVA86 Microglass Il 10 9326550) 4VA88 Flow Rating ‘Filter Threading Threading Mitr. Item | Mfr. — Item 
HOUSING TYPE (gpm)(microns) Media NPT(in.) Size Model No. Model No. 
Nom. Single Length Double Length 3 Cellulose 4 1-12. 12ATO3CN15BBH 42ZC86 | 926543 42ZC81 
Flow Mfr. item Mfr. Item 10 Cellulose —% 1-12" | {2ATTOCN15BBH 42618 | 921999 1R412 
(gpm) Model Model No. 20 10 Microglass % 1-12" | {2ATTOBN15BBH 42C87 | 928763 42C82 
Max. Pressure (oi 1000, Max. Fatigue Pressure rating psi) 800 20 Microglass % 112 12AT2Z0BN15BBH 4ZC88 | 928/764 4ZC83 
20 15CN110QM250M4M41__ 4VA83 = — 25 Cellulose 1-12" | {2AT25CN15BBH 42619 | 925023 1R413 
20. 1%e' D SAE? — | 15CN2T0QM250M4M41__4VA84 3 Cellulose 1% 1 %-16" | 50ATO3CN15DDH 4ZC91 | 926541 5W285 
50 1" SAE 16 AOCNTTOOM250N4N41 4VA85 | 40CN2100M250N4N41  4VA86 10 Cellulose 1%  1%-16" | 5OATIOCN15BBH 42620 | 926169 1R414 
Max. Pressure sil: 3000, Max. Fatigue Pressure Rating (psi) 2000 50 10 _Microglass 1% 1 %-16" | 50ATIOBN15DDH 42ZC€89 | 928766 42ZC84 
20 SAE 12 15PT{0QBM2KS121_ 52279 | 15P210QBM2KSi21 —_—_52280 20 _Microglass 1% 1-16" | 50AT20BN15DDH 4ZC90| 928767 4ZC85 
50 ‘i SAE 16 30P110QBM2KS161 52281 | 30P210QBM2KS161 52282 25 Cellulose 1% 1 %-16" | 50AT25CN15BBH 42621 | 926170 R415 
2492 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” HYDRAULICS 





Find the yl. Find Solutions. Find Great Prices. Coolers 
‘“ - 2 A ® 
AC Motor Driven Forced Air Oil Coolers NAKG 
= Brazed aluminum with Cool-Line A Series oil coolers offer maximum cooling effectiveness with minimum pressure drop. Aluminum bar/plate 
black painted finish cooler construction is 30% to 50% smaller than copper tube/aluminum fin oil coolers for same heat transfer performance. 
= Max. temp.: 250°F Hollow profile design reduces local peak strains for a significant increase in cooler service life. Performance is based on oil 
= Mounting feet included entering cooler 50°F higher than ambient air temperature. For Replacement Motors, call 1-800-GRAINGER (472-4643). On 


Grainger.com®, search by Grainger Item Number and click Optional Accessories. 





Max. 
Flow Ranges _ HP Heat Port Motor Motor NEMA/IEC ‘Pressure H W D Mfr. Item 
(gpm) Removed Size HP Amps Frame (psi) (in.) (in.) (in.) Model No. 
115/230VAC Volts 
> to 30 SAE #12 Va 9.4/2./ 960 val 13./4 13.18 12.56 AL5-1 4UHZ4 
8 SAE #12 V3 5.6/2.8 56C tt 14.25 13./8 120 A8-1 4UHZ5 
10 SAE #16 Vp 11320 56C 3// 15.91 19.79 14.5 A10-1 4UHZ6 
4 to 50 20 SAE #20 Yo 8/4 56C 3// 19.6 21.69 13.0 A20-1 4UHZ8 
30 SAE #20 1 12.8/6.4 56C vas 24.03 25.59 16.09 A30-1 4UHZ9 
8 to 80 iba SAE #16 Yo RRS 96C ott 15.91 16.54 16 A15-1 4UHZ7 
40 SAE #20 1 12.8/6.4 56C 3// 24.03 26.38 18 A40-1 4UJA1 
230/460VAC Volts 
8 to 80 oo SAE #20 2 6.2/3.1 56C 3/1 20.89 30.31 19.5 Add-3 4UJA2 
90 2' SAE 4 Bolt Flange 3 8.6/4.3 56C 3/1 30.19 37.01 23.3 A90-3 4UJA3 
90 to 200 105 2' SAE 4 Bolt Flange 3 8.6/4.3 56C 3/1 33.26 38.98 23.4 A105-3 4UJA4 
130 2' SAE 4 Bolt Flange 5 13.2/6.6 1841C 3/1 of .00 40.94 20.1 A130-3 4UJA5 No. 4UHZ7 
160 2' SAE 4 Bolt Flange —7.5 19.6/9.8 2131C 200 38.4 43.62 29.5 A160-3 4UJA6 
90 to 350 215 3' SAE 4 Bolt Flange 10 26/13 21510 200 46.96 49.49 30.8 A215-3 4UJA7 
2/5 3' SAE 4 Bolt Flange 10 26/13 21510 200 09./6 93.68 30./ A27/5-3 4UJA8 


Off-Line Forced Air Oil Coolers NAKG: 





= Gearmotor type High-performance aluminum cooler assemblies come complete with integrated 1750 rpm pump/ 
= Spin-on filter motor and filter for cooling, filtration, or lubrication circuits in industrial or mobile applications. 
= Steel fan guard Excellent in low-pressure systems that use fluids with varying viscosities, and that have varying 
= Mounting feet included flow rates or pressure spikes in return lines. Pump flow range: 8.9 gpm to 45.1 gpm. Spin-on 
= 230/460V filter has a 9 micron rating with 50 psi bypass valve and visual indicator. 
HP Heat Motor Outlet Overall Overall Overall Item 
Removed Displacement Motor Amps HP Inlet Port Size Port Size Height Width Depth No. 
Polypropylene Fan Blade Material 
7.1 1.22 cu.-in. Fan/Pump - 6.2/3.1 Fan/Pump-2  Code61,1%inFlange #16 15.20" 17.70" 24.00" GPKT9 
14.1 1.22 Cu.-in. Fan/Pump - 8.6/4.3 Fan/Pump - 3 Code 61,1 in Flange #16 18.90" 23.60" 24.00" 6PKUO 
17 2.44 Cu.-in. Fan/Pump - 8.6/4.3 Fan/Pump - 3 Code 61,1 in Flange #16 18.90" 23.60" 24.00" 6PKU1 
18.1 1.22 cu.-in. Fan/Pump - 8.6/4.3 Fan/Pump-3 Code61,1%inFlange #16 23.40" 27.60" 24.00" GPKU2 
23.0 2.44 cu.-in. Fan/Pump - 8.6/4.3 Fan/Pump-3 Code61,1%inFlange #16 23.40" 27.60" 24.00" G6PKU3 
Nylon Fan Blade Material 
46.8 4.88 cu.-in. Fan - 6.2/3.1 Pump -19.6/9.8 Fan-2Pump-7.5 Code61,2inFlange #20 26.30" 32.30" 38.00" 6PKU4 


yes 
99.9 4.88 Cu.-in. Fan - 6.2/3.1 Pump -19.6/9.8 = Fan-2Pump-7.5 Code 61, 2 in Flange #20 31.40" 38.20" 38.00" 6PKU5 
13.1 4.88 cu.-in. Fan - 8.6/4.3 Pump - 19.6/9.8 =Fan-3Pump-7.5 Code 61, 2 in Flange #20 33.20" 39.00" 48.40" 6PKU6 
89.9 4.88 cu.-in. — Fan - 13.2/6.6 Pump - 19.6/9.8  Fan-5Pump-7.5 Code 61, 2 in Flange #20 37.60" 40.90" 50.70" 6PKU7 


How To Size a Hydraulic Oil Cooler 
1. Find the system oil flow (GPM). To find input horsepower, multiply the system pressure (PSI) times the system 


2. Size the heat exchanger to remove flow (GPM), then divide by 1714 (PSI x GPM = 1714). 


approximately 30% of input horsepower. To find an approximation of the BTU removed, multiply the horsepower heat 
removed by 2545. 


DC Motor Driven : . 
Forced Air Oil Coolers “AKG No. 4UJFS 


= Brazed aluminum with black painted finish bar/plate cooler construction is 30% to 50% 






H = Max. pressure: 377 psi smaller than copper tube/aluminum fin oil 
Air-Cooled = Max. temp.: 250°F coolers for the same heat transfer. Hollow profile 
Oil Coolers « IP 68 frame design reduces local peak strains, significantly 
= Brazed aluminum = Mounting bracket included increasing cooler service life. Performance is 
= Max. pressure: 250 psi No. 4UJD5 Cool-Line D Series oil coolers maximize cooling based on oil entering cooler 100°F higher than 
= Max. temp.: 250°F capability while minimizing pressure drop. Ideal © ambient air temperature.Brushless DC Motors 


for rugged environments. Easy-to-clean, nonlou- are rated to 40,000 hours. Coolers with bypass 

vered external fin prevents clogging. Aluminum valves are available on Grainger.com. 

REPLACEMENT 
MOTOR 


= Universal mounting bracket included 


Deliver maximum cooling performance while minimiz- 
ing pressure drop. Designed for rugged environments. 





, Flow OIL COOLER 

Nonlouvered external fin prevents clogging and is easy to HP Heat Ranges Port Motor Motor Overall Mfr. Item Item 

clean. Aluminum bar/plate cooler construction is 30% to 50% | Remeved_ (gpm) __Size_HP”_Amps” W (in.) Includes Model aNd. No. 

smaller in size than copper tube/aluminum fin oil coolers i : ts to a ie a 7 si dempstats sma pel a eecer — 

: to emperature Controller - =< 
for same heat transfer performance. Cooler performance Is 30 10 to 80 SAE #20 0.39 24 19.70 Temperature Controller _DB30-12 53XG53_| — 
based on oil entering cooler 100°F higher than ambient air 36 10to80 SAE#20 0.40 25 20.50 Temperature Controller DB36-12 53XG56 — 

. : , otor 
Flow 10 -31030--SAE 120.08 —§ 13.78 Gri’ Mounting Bracket 10-12 4UJF4 AUG 
to ; rill Mounting Bracket : 

Removed (ave). Sie Han) Win) Din) Model Nov 56 41050 SAE#16 0.19 17 15.75 Bypass Valve D16-12-BP65 53XG30 | 4UJH1 
8 >to 30 SAE#12 665 17.91 1.77 C-8 4UJD3 41050 SAE#16 0.19 1/7 15.75 Universal Mounting Bracket D16-12 4UJF5 4UJH1 
14D 10 30 SAE 1-10.98 17.011 77 td AUD 4050 SAE#16 019 17 15.75 Universal Mounting Bracket D20-12  4UJF6 4UJH1 
18D 10 30 SAE 1G 13.58 15 04-56 BAUD 39 41050 SAE #20 0.48 29 19.69 Bypass Valve D30-12-BP65 53XG34 4UJH2 
te 30 SAE S17 020A 4t050 SAE#20 0.48 29 19.69 Universal Mounting Bracket D30-12  4UJF7 4UJH2 

D ; : 3g 81080 SAE #20 0.48 29 20.47 Bypass Valve D36-12-BP60 53XG37 4UJH2 
328 10 80_ SAE #20 18.43 19.88 2.56 _ 0-32 4UJD8 8to80 SAE #20 0.48 29 20.47 Universal Mounting Bracket)  D36-12  4UJF8 AUJH2 
48 8 to 80 SAE #20 22.13 23.62 2.56 C-48 4UJD9 45. 8to80 SAE#20 0.19 17 28.35 Foot Mounting Bracket D45-12  4UJF9 4UJH1 
66 8to80 SAE #20 25.83 27.56 2.56 _C-66__4UJE1 60  4to50 SAE#20 048 29 35.63 Foot Mounting Bracket D60-12  4UJG1 4UJH2 
82. 10to 110 SAE #24 27.68 31.5 2.56 C-82 4UJE2 70 8to80 SAE#20 0.48 29 36.22 Foot Mounting Bracket D70-12  4UJG2 4UJH2 


120 10 to 110 SAE #24 39.49 31.5 2.56 0-120 4UJE3 | * Motor values are per fan. Nos. 4UJF9, 4UJG1, 4UJG2 and 53XG59 have 2 fans. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2493 


HYDRAULICS Scan. Order. Done. 
Coolers, Accumulators & Leak Detection Details on page A1. 





Water-Cooled Oil Coolers J Loveyoy | 


= Max. oil pressure: 580 psi = Max. water pressure: 230 psi 


Highly efficient and compact design features aluminum fins that are mechanically bonded 
to copper tubes to extend cooling surface area. Removable end caps allow easy access 
for cleaning. Mounting brackets may be rotated for easy installation and design flexibility. 
Industry standard design allows interchangeability. 


HP Heat Flow Ranges Oil Ports NPT Inlet/Outlet 4H W D Mfr. Item 
Removed (gpm)  (F)NPT(in.) Water(in.)  (in.) (in.) —_(in.) Model No. 
4to 11 4 to 20 2) V4 3.86 11.42 3.54 84527103102  4WIT9 
8 to 21 6 to 59 1% 1 9.47 11.81 5.00 84527103212  4AWTU1 
20 to 60 10 to 87 2 1% 7.64 17.17 6.50 84527103312 A4WTU2 
39t0 130 ~—- 10 to 87 2 1% 7.64 29.17 6.50 84527103314 4WTU3 
98 to 220 10 to 8/ 2 1% 7.64 53.19 6.50 84527103315 4WTU4 





Hydraulic Accumulators and Repair Kits 
CHARGING AND GAUGING KIT Diaphragm—Lightweight, welded, 


Can be used for charging either a bladder or piston accumulator. Includes completely sealed accumulators can be 
10-ft. hose with fittings, adapter and gas valve, bleeder valve, gas chuck, | ‘Mounted in any direction. Hydrin diaphragm 


and pressure gauge. ACCUMULATORS bag. Not serviceable. 
= Steel housing = Temp. range: -40° to 176°F 
= Max. pressure: 3000 psi Piston—Vertical-mount, serviceable accu- 
Bladder—Made from chrome-molybdenum alloy steel with forged ends. | Mulators have Buna N O-ring seals. 
= Temp. range: -20° to 200°F = Temp. range: -20° to 165°F 
ACCUMULATOR 
ACCUMULATORS | REPAIR KITS 
Dia. Gas Volume H Mfr. Item Item 
Fluid Volume (in.) (cu.-in.) (in.) Inlet SAE (in.) Model No. No. 
Bladder Accumulators 
58 cu. in. 10.93 BA002B3101Y2GRG 4VV73 4VV78 
231 cu. in. 6.61 231 17.26 SAE #20 (154-12) BA01B3101P2GRG 4VV74 4VV79 
578 cu. in. 8.78 520 21.6 SAE #24 (17-12) BA02B3101P2GRG 4VV75 4VV80 
1155 cu. in. 8.78 1155 33.85 SAE #24 (17-12) BA05B3101P2GRG 4VV76 4vV81 
2310 cu. in. 8.78 2171 54.85 SAE #24 (17-12) BA10B3T01P2GRG 4VV77 4VV82 
Diaphragm Accumulators 
5 cu. in. 2.52 5 435 #6 AD007B2519A1 6NZJ9 — 
Mitr resi 10 cu. in. 2.95 10 4.69 #6 AD016B2519A1 6NZKO — 
Description Model No 20 cu. in. 3.74 20 2.55 #8 AD032B21T9A1 6NZK1 — 
Char ne and 30 cu. in. 4.2 30 5.94 #8 AD050B21T9A1 6NZK2 — 
Garanekit,  CG-3000AGRG  4Vvv89 45 cu. in. 4.87 45 6.65 #8 ADO75B25T9A1 6NZK3 — 
ging Piston Accumulators 
MOUNTING| MOUNTING 30 cu. in. 2.38 31 123 %-16 (#8) ACPO5AA050E1KTC 4WB43 4WB70 
CLAMPS | BASES 57 cu. in. 2.38 61 21.79 %-16 (#8) ACPO5AA100E1KTC 4WB45 4WB70 
Item Item 58 cu. in. 3.56 63 13.25 16-12 (#12) A3N0058D1KG 4WB47 4WB72 
For Use With No. No. qi hicin 3.56 121 16.42 16-12 (#12) A3N0116D1KG 4WB49 4WB72 
Bladder Accumulator Mounting es 475 125 15.06 1%-12 (#20) A4N0116D1KG 4WB51 4WB74 
Clamps & Bases 931 cu. in 24.06 A4N0231D1KG 4WB54 4WB74 
4VWV73 4vv84 — aoe 6.88 262 16.25 Hs 12 (#24) AGN0231D1KG 4WB60 4WB76 
4VV74 4VV85 4VV87 347 cu. in. 475 356 33.19 1%-12 (#20) A4N0347D1KG 4WB57 4WB74 
4VWV75 4VV86 4VV88 578 cu. in. 6.88 609 29.5 17-12 (#24) AGN0578D1KG 4WB62 4WB76 
4VV76 4VV86 4VV88 1155 cu. in. 6.88 1186 51.5 17-12 (#24) AGN1155D1KG 4WB64 4WB76 
4WV77 4VV86 4VV88 2310 cu. in. 6.88 2341 98.5 17-12 (#24) AGN2310D1KG 4WB68 4WB76 
= 4 = — PODS SHY 
Oil Leak Detection Kits and Accessories SPECTROLINE 
Kits—For all petroleum and synthetic fluid systems. Flashlights/Lamps—wltra-high-intensity, versatile, pure UV-A 
Environmentally friendly kits help pinpoint exact source of leaks. LED lamps detect leaks in industrial close-looped fluid systems. 
Mfr. Item 
Typical Applic. Includes Model No. 
Ss 
Industrial Fluid Systems  OPX-400! Optimax 400 Cordless, Violet Light LED Flashlight, (1) OIL-GLO 44-8 Dye, OPK-441 AGAYO6 


UVS-40 Glasses, GLO-Away Dye Cleaner and Small Green Carrying Case 

OLX-4001 Opti-Lux 400 Cordless, Rechargeable Violet Light LED Flashlight with Battery Charging 

Industrial Fluid Systems Cradle with AC and DC Cord Sets, (1) Rechargeable Lithium-lon Battery, Lanyard, (1) OIL-GLO OLK-444 46AY07 
44-P Dye, UVS-40 Glasses, GLO-Away Dye Cleaner and Medium Green Carrying Case 

OPX-365 OPTIMAX™ 365 UV LED Flashlight, AD-8609-0008 Aero-Brite™ Dye for Aircraft 





ns . ™ ML- amp, AD- - ero-Brite™ Dye for Aircraft Flui : 
No.390891 ton ruissyera MOLI ME SUS UV Ln B54 Ste Puc ASSETS eo sae 
Oo. age , ™ ML- amp, BP- attery Pack, AD- - ero-Brite’ Dye 7 
Aviation Fluid Systems for Aircraft Fluid Systems, UVS-30 and UVS-40 Glasses, GLO-AWAY Dye Cleaner MECSOMA  -S0999 
Mfr. Item 
Item Includes Model No. 
—_—— Rech ble B S B B Ch Cradle with AC 
; ; : echargeable Battery, Spare Battery, Battery Charging Cradle wit : 
ae DS vena eane Cord Set, Lanyard, Belt Holster, UVS-30 UV-Absorbing Spectacles eco aaee 
UV Inspection Flashlight Kit AC Charger, 12VDC Charger, Holster, UVS-30 UV- Absorbing Spectacles OPX-365 39D691 
UV Micro-Discharge Light Inspection Lamp UVS-30 and UVS-40 Glasses, GLO-AWAY Dye Cleaner MLK-35 39D692 
102. 8 OZ. PINT GALLON 
Mfr. Item Pkg. Mfr. Item = Pkg. Mfr. Item Pkg. Mfr. Item —— Pkg. 
Description Model No. Qty. Model No. Qty. Model No. Qty. Model No. Qty. 
Fluorescent Dye, For Use with UV and/or Blue ienection rans 
Blue OIL-GLO 40/6 —39D679 6 OIL-GLO 40-8 39D680 1 OIL-GLO 40-P 39D681 1 | OIL-GLO40-G 39D682 ~=1 
Green OIL-GLO 33/6 39D675 6 OIL-GLO 33-8 39D6/6 1 OIL-GLO 33-P 39D677 1 | OIL-GLO 33-G 39D6/8 1 
Green, Aviation — — — _| AD-8609-0008 39D696 1 AD-8609-0016 39D697 1 | AD-8609-0100 39D698__—si1 
Red OIL-GLO 50/6 —-39D686 6 OIL-GLO 50-8 39D687 1 OIL-GLO 50-P 39D688 1 | OIL-GLO50-G 39D689 1 
White OIL-GLO 30/6 —39D671 6 OIL-GLO 30-8 39D6/2 1 OIL-GLO 30-P 39D673 1 | OIL-GLO30-G 39D6/4_ 1 
Oil Glo® Yellow OIL-GLO 22/6 39D667 6 OIL-GLO 22-8 39D668 1 OIL-GLO 22-P 39D669 1 | OIL-GLO 22-G 39D6/0 1 
No. 5LA43 Yellow/Green OIL-GLO 44/6 — 39D683 6 OIL-GLO 44-8 39D684_ 1 OIL-GLO 44-P  5LA43 * 1 OIL-GLO44-G 39D68 =i 
* Recommended Dilution Dependent On Host Fluid 
2494 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE* HYDRAULICS 
Find the YW. Find Solutions. Find Great Prices. Reservoirs 





* GRAINGER 
APPROVED 


Steel Hydraulic Reservoirs 


Feature 11-ga. hot rolled steel construction and oil sight gauge with thermometer. Filler 
breathers filter air to 40 microns and provide easy access for adding hydraulic oil. Include 
appropriately sized and placed suction and return connections. 

Nos. 24W699, 24W701, and 24W702 have convenient cleanout covers. 

Nos. 24W703 and 24W704 include internal baffles with cutouts. 







Nom. Removable Return Suction L W H Item 

Cap. (gal.) Cover Port (in.) Port Size (in.) (in.) (in.) (in.) No. 
Vertical 

2 Yes Yo NPT 1 NPT 10% 8/6 10%6  24W699 

5 Yes Yo NPT 1 NPT 10% 10% 16% 24w701 No. 

Yes ¥4 NPT 1% NPT 14% 12 18% 24W702 24W704 

Horizontal 

10 No ¥4 NPT 1% NPT 22 V4 14 12% 24W703 

20 No ¥4 NPT 1% NPT 26% 18 14% 24W704 


Aluminum Hydraulic Reservoirs and Tanks 


Aluminum construction provides twice the heat ENVIRO SEALS 
dissipation of steel reservoirs. Heavy-duty seals help prevent oil leaks and can 


RESERVOIRS be used with either reservoirs or tanks. No. 
Include tank, oil sight gauge and filler breather, | TANK LIDS SJWRS 
lid gasket, and lid with return/suction ports. Easily modified to accept vertical or horizontal 
LEG KITS pump/motor configurations and mounting of 
Can be used with either reservoirs or tanks to pai system hardware. Include lid, gasket, 
improve air circulation under the tank. an TESTO NetSs 
TANK LIDS FOR 
RESERVOIRS TANKS LEG KITS ENVIRO SEALS TANKS ONLY 
Nom. L W H* Return Suction Port Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Cap. (gal.) _(in.) (in.) (in.) Port (in.) Size (in.) Model No. Model No. Model No. Model No. Model No. 
1.6 10% 816 9 1% NPT 1 NPT 84527102350 3JWRS | 84527102102 3JWTS8 — — — —__| 84527102802 3JWU5 
2.6 12%  9%6 10% % NPT 1 NPT 84527102351  3JWR6 | 84527102103 3JWT9 | 84527101301 3JWT2 — —~_| 84527102803 3JWU6 
45 14%6 11% 11% % NPT 1 NPT 84527102352  3JWR7 | 84527102105 3JWU1 | 84527101301 3JWT2 84527102805  3JWU7 


(és 19%6 13%6 13% Ya NPT TY2NPT | 84527102353 SJWR8 | 84527102107 SJWU2 | 84527101302 3JWTS3 | 84527102307 SJWTS | 84527102807 3sJWUS8 
1] 20'Ve 16'%6  14%6 ¥4 NPT TY NPT | 84527102354 = 3JWRI | 84527102111 3JWU3 | 84527101303 3JWT4 | 84527102311 SJWT6 | 84527102811 3JWU9 
1/7 24% 18's ~—16%6 Ya NPT TY2NPT | 84527102355 SUWT1 | 84527102117 3JWU4 | 84527101303 SJWT4 | 84527102317 SJWI7 | 84527102817 = SJWX1 


* Height includes filler breather, not included on tanks. 





—Parker | sepepmcranaen 


Hydraulic Reservoir Breathers ¢= Scapa , 
= Operating temp.: -20° to 250°F Filler Breathers 


= 3-micron filter = Max. operating temp.: 200°F 
= Silica gel desiccant type = 40-micron filter 

= 1" NPT inlet = Foam filter media 

Help prevent moisture and particulates from entering Use as a tank filler port to allow tank to breathe 
the hydraulic system. Replace breather when silica gel while keeping out airborne particles. Nos. 24W708 
changes color from blue to pink. and 24W709 feature bayonet design. 






No. 
24W709 


we 


No. 24W705 





Body Mfr. Item NPT 
Description Length (in.) Model No. Inlet Outside Item 
Reservoir Breathers (in.) Dia. (in.) Body Length (in.) No. 
Reservoir Breather a 9343301 2NMR9 F Standard Reservoir Breather, Standard with Nickel-Chrome-Plated Steel Cap 
Reservoir Breather 7 9343311 2NMT1 A) 3 22 24W705 
Reservoir Breather 9 9343321 2NMTI2 No. 2NMR9 Miniature Reservoir Breather, Miniature with Polyamide Cap 
Breather Adapters Yo 1.5/ 24W 706 
Field Breather Adapter 1 937546 2NMT3 Miniature Reservoir Breather with Polyamide Cap 
Flange Breather Adapter 1 937463 2NMT4 V4 ime 19 24W 7/07 
Side Mount Reservoir Filler Breather with Nickel-Chrome-Plated Steel Cap 
— 3 6.1 24W708 
Standard Reservoir Filler Breather with Nickel-Chrome-Plated Steel Cap 
wx GRAINGER 3 6.1 24W709 


APPROVED 


Reservoir Fluid Level/ 
Temperature Gauges 


= Max. working pressure: 15 psi 

= Max. temp.: 200°F 

Level gauges with wide sight opening for maximum visibility. 
Crystal-clear glass sights are compatible with all mineral 
and petroleum-based fluids. 2-20 UNF threads on mounting 


* GRAINGER 
APPROVED 


Hydraulic Suction Strainers 


Use to filter oil at end of pick-up tube in oil reservoir. 
Stainless steel end plates and 3-pc. inner frame. Suction 
strainer is glass fiber construction. 100-mesh screen 
can be easily cleaned. 


_ 





ae (F)NPT Nom. us Dia. Item 
bolts. For additional fluid level gauges, see page 2464. Ports (in.) _ Flow (gpm) (in.) (in.) No. 
% 5 3.11 2.62 24W720 
Item ys 8 3.5 2.62 24W721 
Description No. ‘ : 1 10 9.41 2.02 24W722 ; 
5" Mounting Center Level Gauge 24W710 1% 20 6.88 3.41 24W 7/23 
10° Mounting Center Level Gauge 24W711_ + +No. 24W710 1% 30 8.1 3.44 24W724 No. 24W723 
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PNEUMATICS 
Pneumatic Nailers & Nails 





No. 39E996 


* SPFEDAIRE 


J /// 





No. 21U129 





No. 3FWY3 


PORTERESCABLE. BOSTITCH [2 =1.2{} 


Pneumatic Finish and Brad Nailers 


FINISH NAILERS 

Feature include depth-of-drive adjust- 
ment, over-molded rubber grip, and 
no-mar tip. Oil-free. 


Senco®—No. 21U129 has a 
rugged and magnesium body, 
sequential-style trigger, 360° 
adjustable exhaust, comfort grip, 


Scan. Order. Done. 
Details on page A1. 






> Paslode 











No. 
36N562 


Cordless Finish and Brad Nailers 


FINISH NAILERS 


All models include no-mar tips, a rechargeable battery, battery charger, safety 





glasses, and a carrying case. 


Senco Battery-Actuated Nailers—No. 48J292 features the Reflex-Shot 
design that provides an instant shot when the trigger is pulled. No fuel cell 
required. Includes selectable drive switch, nose-mounted LED light, reversible 
and adjustable belt hook, battery, and charger. 


belt hook, and easy-clear latch. 


BRAD NAILERS 

Feature adjustable work contact 
element and adjustable drive 
depth. Clear jams quickly; load 
easily. Include rechargeable battery, 
charger, safety glasses, and case. 
No. 48LR72 features an LED light. 


Notes: Pin Nailers available on 
Grainger.com®. 


Bostitch®—No. 3FWY3 features 


Speedaire®—Feature adjustable 
exhaust, quick jam release, belt hook, 
and adjustable trigger. 


Porter Cable®—Nailers have an adjust- 
able exhaust, sequential-style trigger 
with lockoff switch, and adjustable belt 
hook. 


Bostitch®—No. 45YJ66 has a tool-free 
jam release mechanism for easy nail 
removal and includes sample finish nails, 


Paslode® Fuel-Actuated Nailers—tnclude tool-free adjustable depth feature 
and easy jam removal. 
BRAD NAILERS 


Feature adjustable work contact element and adjustable drive depth. Clear jams 
quickly; load easily. 





extra no-mar tips, and carrying case. Collation Collation Fastener Magazine Tool Mfr. Item 
P ying tool-free access to drive channel, Angle Type Range Cap. Wt. Brand —_— Model No. 
No. 3FWY?2 features tool-free jam dry-fire lockout, and quiet rear Th eoee Finish Ration 
release, selectable trigger and tool-free exhaust. Includes 100 brad nails, 5 hae . ac 1A’ to 272 M0 «6.2 1b. Senco _SNOOOIN _ 483292 
16 Gauge Finish Nailers 
adjustable belt hook. Includes sample hex wrench, belt hook and carry- Straight Adhesive 9a" to 27" 170 6 1b Senco GUO00IN-48J294 
fasteners, 4" fitting, and carrying case. ing case. 18 Gauge Brad Nailers 
; ; ; Straight Adhesive _—%' to 2%" 110 6lb. Senco 6EOOOIN 48J295 
Collation Collation Fastener Magazine Too Mfr. Item Fuel-Actuated Nailers 
Angle Type Range Cap. Wt. Brand Model No. 16 Gauge Finish Nailers 
15 Gauge Finish Nailers 7 Adhesive 1% to 2% 100 4.5|b. Paslode 902400 36N562 
34° Glue 1%into2%in 120 44\b Speedaire 310051 31C0C51 Straight _ Adhesive —_14' to 2%" 100 4.6lb. Paslode 916000 48PD36 
34° Tape  1into2%in 100 3.9lb Porter Cable DA250C 3FZD6 Mfr. Item 
20° Glue 1%into2%in 129 431b Bostitch BTFP72156 45YJ66 Description Model No. 
34° Glue 1%into2%in 100 4.3lb Bostitch BIFP72155 362453 Accessories for Paslode® Cordless Tools 
34° Glue 1%4into2%in 104 47\b Senco  FINISHPRO42XP 21U129 6.0V NiCd Battery 404717 4WL38 
ini ; 6.0V NiCd Battery Charger 900200 AWL47 
ibinau ele inishlkalless 7.AV Li-lon Batt 902654 191845 
0° Glue 1into2%in 100  3.9lb Porter Cable FN250C 3FZD5 Aecassarles tar Paslode™ Cordless Nallers 
0° Glue 1%into2%in 100 3.9\lb  Bostitch BTFP71917 3FWY2 
‘ 2 Fuel Cells and Adaptors All Paslode Cordless Trim 8316007 36N563 
18 Gauge Brad Nailers _ and Brad Nailers, 5HB76, 48PD36, 36N562, 3FRR2 
0° Glue ¥% in to 2 in 100 2.7 |b Porter Cable BN200C 39E996 Accessories for Senco® Cordless Nailers 
0° Glue ‘%into2%in 110 2.7lb Bostitch BT1855K 3FWY3 18.0V Li-lon Battery VB0155 483273 
0° Glue %into2%in 100 2.5lb Senco FINISHPRO18BMG 48LR72 18.0V Li-Ion Battery Charger VB0156 48J274 
Nailer and Air Compressor PORTER Ea CABLE. 
ie Combination Kits 
All kits come with compressor, nailer, and hose. 
Free Air 
Input) Tank Tank CFM@ Max. Mfr. Item 
HP Voltage Style Size 90PSI Pressure Includes Model No. 
Kit w/ Compressor and Brad Nailer 
Oat a 
. Nailer, % " Air Hose, 
0.80 120VAC Pancake 6.0 gal. 2.60 150 psi Coupler, Plug, (100) PCFP12236 22EW01 
1%" Brad Nails 
Kit w/ Compressor, Brad Nailer and Finish Nailer 
Compressor, Brad and 
Finish Nailer, % " Air 
0.80 120VAC Pancake 6.0 gal. 2.60 150 psi Hose, Coupler, Plug, PCFP12656 22EW02 


(100) 1%" Brad Nails, 
(100) 2" Finish Nails, 
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GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


PNEUMATICS 
Pneumatic Nailers & Nails 





BOSTITCH DEWALT PORTER £3 CABLE. SENCO 


15 ga. Angled Finish Nails 


Collated nails are for use with cordless and pneumatic finish nailers. 











Collation Mfr. Item Pkg. 
Angle L Finish Point Type Model No. Qty. 
Adhesive 
ostitc 
3 a oate ISe@ 5 5A85 a0 
5 : oate ISe a 5A85 JO 
5 a oate Ise 3 5 55 
eWalt 
5 0 oate Ise 5150- 5 3 
a] 9" oate ISe 5250- 5 HI 
Porter Cable® 
oa" il Bright Chisel PDA15100 3FZG1 4000 
34° TY" Bright Chisel PDA15125 3FZG2 4000 
34° Ty" Bright Chisel PDA15150 2VDJ5 4000 
34° TH" Bright Chisel PDA15175 3FZG3 4000 
34° Dy Bright Chisel PDA15200 2VDJ6 4000 
34° 2%, Bright Chisel PDA15250 2VDJ7 4000 
34° 2% Galvanized Chisel PDA15250G 49VT77 4000 
Tape 


enco 
0 right ise 
34° 1% Galvanized Chisel DAT7EABN 197448 4000 
34° 2 Bright Chisel DA21EPBN 19T449 4000 
34° 2 Galvanized Chisel DA21EABN 19T450 4000 
" right ise 5 45 
34° 21," Galvanized Chisel DA25EAB 19T452 3000 


Lf 


BOSTITCH 


> Paslode 
PORTER E3 CABLE. 


16 ga. Straight Finish Nails 


Collated nails are for use with cordless and pneumatic finish nailers. 











Mfr. Item Pkg. 
L Finish Point Type Model No. Qty. 
Adhesive 
ostitc 
0 oate ise 
oate ise 
0 oate ise 
eWalt 
4 right Ise 
{Vs Bright Chisel DCS16150 3FZH4 2500 
2 Bright Chisel DCS16200 3FZH5 2500 
2Y," Bright Chisel DCS16250 3FZH6 2500 
Paslode® 
WA Zinc Galvanized Chisel 650282 5VK11 2000 
0" inc Galvanize ise 5 4 
2" Zinc Galvanized Chisel 650285 4WL17 2000 
2Y," Zinc Galvanized Chisel 650287 4WL14 2000 
Porter Cable® 
Ty," Bright Chisel PFN16125 3FZF1 2500 
Ty" Bright Chisel PFN16150 3FZF2 2500 
TH" Bright Chisel PFN16175 3FZF3 2500 
2" Bright Chisel PFN16200 3FZF4 aay 


D" right ise 5 5 
Glue 


Senco® 


Ty," Galvanized Chisel M001003 197455 2000 
: alvanize ise 5 45 
" alvanize ise 1 457 
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PETZ /PPasiode 


16 ga. Angled Finish Nails 


Collated nails are for use with cordless and pneumatic finish nailers. 








Mfr. Item Pkg. 
Collation Angle L Finish Point Type Model No. Oty. 
esive 
eWalt 
4" right ise 4] 3 
20" Ty" Bright Chisel DCA16150 3FZG9 2500 
20° a Bright Chisel DCA16200 3FZH1 2500 
20° 21" Bright Chisel DCA16250 3FZH2 2500 
Paslode® 
4" inc Galvanize ise 5 5VK17 
20° Ty" Zinc Galvanized Chisel 650231 5VK18 2000 
20" 2 Zinc Galvanized Chisel 650047 5VK16 2000 
Ds inc Galvanize Ise 5 5 
ue 
Senco® 
: alvanize Ise 45 
9" alvanize Ise 5 4 
<< 
— te 
| 
MU ite ia) 
——— 
Se 


BOSTITCH DEWALT PORTER Es CABLE. SENCO 


18 ga. Brad Nails 


Collated brads are for use with cordless and pneumatic brad nailers. 


Mfr. Item Pkg. 
L Finish Model No. Qty. 
Adhesive 





ostitc 





8" right 4 

Sa" Bright BT1303B 2W805 3000 

il Bright BT1309B 2W806 3000 

134" Bright BT1335B 4WK95 3000 

1% Bright BT1345B 4WK96 2000 

2 Bright BT1350B 4WK97 2000 
DeWalt® aaa 

% Coated DBN18063-2 52NY85 2500 

1% Coated DBN18125-2 52NY86 2500 
LY Coated —ti(‘<ié‘zW©6dDBNIETOO-200—CCCt—<“C«éi NBT CHC 

Z Coated DBN18200-2 52NY88 2500 
Porter Cable® 


¥% Bright PBN18063 3FZE2 5000 
yy" Bright PBN18075 3FZE3 5000 
T" Bright PBN18100 3FZE4 5000 
Ty," Bright PBN18125 3FZE5 5000 
Ty" Bright PBN18150 3FZE6 5000 
a 
5 


A 
TH" Bright PBN18175 3FZE7 000 
Z Bright PBN18200 3FZE8 000 
Glue 


Senco® 


ye" Galvanized AX10EAA 19T462 5000 
Sa" Galvanized AXT1EAA 197463 5000 
T" Galvanized AXT3EAA 19T464 5000 
Ty," Galvanized AX15EAA 19T465 5000 
Ty" Galvanized AX17EAA 191466 5000 
Ye" alvanize 467 5 
" alvanize 4 5 
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PNEUMATICS Scan. Order.Done. |=" 
Pneumatic Nailers & Nails Details on page A1. a 









No. 48LR49 





No. 48PD34 


Pav Paslode 


Cordless Framing Nailers 


No. 35JG54 

m SENCO | | 
BOSTITCH Use Operate on a fuel cell and cordless battery. Both include a rechargeable Li-lon 
battery and charger. No. 48PD34 features a nose that allows toe nailing at any 


Pneumatic Framing Nailers angle, keyless adjustable depth of drive, and a heavy-duty utility hook. 


Clipped Head—Drives ring, screw, and smooth-shank 34° paper taped strip Head Collation Collation Fastener Shank Magazine Tool Mfr. Item 
; . niet ; : gai : Style _Angle Type Range _ Dia. Cap. Wt. Brand Model No. 
nails. High-efficient internal design reduces less wear and tear. Eliminates jams Cordless Framing Nailer 





No. 2UV87 


and mis-feeds and fits easily between studs and joints. Various 30° Paper 2'to3%' 9112.10 55 9.1 Ib. DeWalt DCN692M1 30PL22 
Full Round Head—No. 35JG54 features a TrueDrive magazine to help reduce Round 30° = Paper 2"to3%4"9115 10 30 7.2lb. Paslode 905600 48PD34 
misfeeds and jams. Low-profile design allows use in tight spaces. No. 5KNH5 Mfr. Item 
has a magnesium body with a 130:1 power-to-weight ratio and 1050 in.-lb. of Includes Model __ No. 


Paslode® Fuel/Fastener Pack for No. 48PD34 

+0003 2%' x 0.113", Tape Collated, Smooth Bright, (1) Fuel Cartidge & Adapter 650522 3FRR7/ 

1000) 2%" x 0.113", Tape Collated, Ring Bright, (1) Fuel Cartidge & Adapter 650523 3FRR8 

1000) 3" x 0.120", Tape Collated, Smooth Bright, : Fuel Cartidge & Adapter 650524 3FRR9 
) 


driving power. Use in engineered lumber. Features tool-free push-button drive 
depth control, adjustable exhaust, and steel backer plate. 


( 
1000) 3" x 0.131", Tape Collated, Smooth Bright, \ Fuel Cartidge & Adapter 650525 3FRT1 


Offset Round Head—Features tool-free adjustable exhaust and push-button Fuel Cartidge & Adapter 65028 —3FRT2 


Sa oOoEOY 














1000) 2%" x 0.113", Tape Collated, Ring HDG+, ( 
depth of drive. {em - 0.1 20) Tape Collated, Ring HGH, (1) Fuel Cartidge & Adapter 650527 3FRT3 
Collation Collation Fastener Magazine Tool Mfr. Item 4X 0.131, Tape Collated, Smooth Brite 650535 3FRT4 
Angle Type Range  ShankDia. Cap. Wt. Brand _‘ Model No. US32, (1) Fuel Cartidge & Adapter 
Clipped Head Framing Nailer (1000) 2" x 0.113" Tape Collated Ring HDG+, (1) Fuel Cartidge & Adapter aa —_ 
° u ul ul u FRAMEPRO I. tem 
34 Paper 2'to3%" 0.113" to 0.148 83 7.90lb. Senco 395XP 48LR49 Description Model No. 
Full Round Head Framing Nailer "Ohta Cae for ras one- Pormess Tools | 816008 31EE19 
° n n n n FRAMEPRO uel Cartridge For No. 
Plastic 1%" to 3%'0.113' to 0.162" 60  8.00lb. Bostitch F271PL 2UV89 6.0V Ni-Cd Battery Charger 900200 4WL47 
21° Plastic 2° to3% 0.113'to0.162' —_60 8.1 lb. Bostitch F21PL2 5KNH5 7.AV Li-lon Battery 902654 191845 
Plastic 2'to3%' 0.113'to0.131" 64 7./ lb. Bostitch BIF83PL 410X70 Cordless Framing Nailer Red Fuel Cell, Pk. 2 for No. 4WL36 816000 4WL45 
Offset Round Head Framing Nailer Cordless Lubricating Oil 401482 4WL31 
20° Wire 2° to3% 0.113'to0.131" 100 /./0\lb. Bostitch F28WW  2UV87 Li-ion Battery Charger Kit, Cordless Nailers 902667 19L846 
wi BOSTITCH ;~Paslode 
No. 21U144 + + 
Bir cite Collated Framing Nails 
Head For use with both cordless and pneumatic framing nailers. 
Collation Collation Shank Item — Pkg. 
Angle Type L Shank Dia. Finish No. Qty. 
Senco® 
1D" Wire 248 Ring 0.113" Bright 48LR13 6000 
1 Plastic ch Smooth _0.120" Bright 48LR14 4000 
1p: Wire 3" Ring 0.120" Hot Dipped Galvanized 48LR15 2400 
20° Plastic 298° Ring 113 Bright 21U146 5000 
. 20° Plastic 2%" Smooth 0.131" Bright 48LR16 4000 
Clipped 20° Plastic oh Smooth _0.113' Bright 21U145 4000 
Head Nail ; 20° Plastic 3%" Smooth 0.13 Hot Dipped Galvanized 48LR17 2500 
. 20° Plastic 3%" Smooth 0.131" Bright 48LR18 4000 
Collation Collation Shank Item — Pkg. 20° Plastic 3%" Smooth O13 Bright 48LR19 4000 
Angle Type L Shank Dia. Finish No. Qty. 34° Tape 2. Ring 0.113" Hot Dipped Galvanized 48LR50 2500 
Clipped Head 34° Tape 248° Ring 0.113" Bright 48LR51 2500 
Senco® 34° Tape 298" Ring ORGKY Hot Dipped Galvanized 48LR52 2500 
34° Tape 2% Ring 0.113" Bright 21U144 2500 34° Tape ch Smooth _0.120" Bright 48LR53 2500 
34° Tape a smooth 0.131" Bright 21U142 2500 34° Tape 3 Ring 0.120" Hot Dipped Galvanized 48LR55 2500 
34° Tape 3 Smooth —_0.120" Bright 21U143 = 2500 34° Tape 3 Smooth _ 0.131" Bright 48LR56 2500 
Full Round Head 34° Tape a: Smooth 0.131" Hot Dipped Galvanized 48LR5/ 2500 
Bostitch® 34° Tape a Ring 0.131" Hot Dipped Galvanized 48LR61 2500 
21° Plastic 2%' Smooth 0.113" Coated 4WLO5 5000 34° Tape 3%" Smooth _0.131' Bright 48LR58 = 2500 
21° Plastic 2%" Ring 0.113" Coated 3HZG9_ 5000 34° Tape 344" Smooth 0.131" Hot Dipped Galvanized 48LR59 2500 
24" Plastic a Ring 0.120" Hot Dipped Galvanized 3HZG6 4000 34° Tape 3%" Smooth 0.131" Bright 48LR60 2500 
21° Plastic oh Ring 0.131" Hot Dipped Galvanized 400F90 4000 Offset Round Head 
fall Plastic 3. Smooth 0.131" Coated 4WLO3 4000 Bostitch® 
21° Plastic 3%" Smooth 0.131" Coated 4WLO04 4000 28° Wire 2 Smooth _ 0.113" Coated 5X386 2000 
Pile Plastic  3%' Smooth 0.131" Hot Dipped Galvanized 3HZG8 4000 28° Wire 2% smooth 0.120" Coated 9W231 2000 
Paslode® 28° Wire 2% smooth 0.120" Thickcoat Galvanized _4X953_~—- 2000 
30° Tape z: Ring 0.113" Hot Dipped Galvanized 3FRP6 2000 28° Wire 298° Ring 0.120" Coated 3HZH5 = 2000 
30° Tape 298" Ring 0.113" Hot Dipped Galvanized 5LB31 2000 28° Wire a Smooth 0.120" Coated 4X922 2000 
ou" Tape a Ring 0.120" Hot Dipped Galvanized 3FRP/ 2000 28° Wire a Smooth 0.120" Thickcoat Galvanized 4X954 ~=2000 
30° Tape oh Ring 0.131" Hot Dipped Galvanized 3FRP9 2000 28° Wire 3. Ring 0.120" Thickcoat Galvanized 3HZH4 2000 
30° Tape 3 Smooth _0.131' Brite US32 31EE20 2500 28° Wire 3%" Smooth _ 0.120" Coated 5X389 2000 
30° Tape 3 Smooth _ 0.120" Brite US32 31EE21 2500 28° Wire 3%" Smooth _ 0.120" Thickcoat Galvanized _4X955 ~— 2000 
ous Tape 3¥s" Smooth O.13T Hot Dipped Galvanized 5LB33 2000 28° Wire 3¥2" Smooth 0.131" Coated 5X390 2000 
30° Tape 3%" Smooth _0.131' Brite US32 31EE22 2500 28° Wire 3%" Smooth _0.131' Thickcoat Galvanized _4X956 = 2000 
2498 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 
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No. 4Z782 





No. 48LR62 





BOSTITCH’ bad 
Pneumatic Coil Roofing Nailers and Nails 


These nailers feature depth-of-drive adjustment for added versatility. No. 42782 , 

has contact trip trigger and magnesium housing for durability. Features fixed | BS DUO-FAST 
exhaust, single-action canister, rubber housing pads that prevent sliding, and BOSTITCH . : zea 
tool-free shingle gauge. Hardened nose with carbide inserts resists wear. Pneumatic Coil Siding / 


No. 48LR62 features an innovative firing valve that reduces air consumption 


without a reduction in speed or power. Includes an adjustable and removable Utility Nailers and Nails 


No. 3HZF8 


shingle guide. These nailers drive wire and plastic-sheet collated nails and have adjustable 
Collation Collation Fastener Shank Magazine Tool Mfr. Item depth of drive. No. 31CC55 has tool-less depth adjustment and a transparent 
straiaht Type __Range __Dia.__(ap. __Wt._Brand HIE) AL magazine cover. No. 3HZF8 features tool-free adjustable exhaust and soft rubber 


15° Wire %4'to 1%" 0.120" 120 4.90 lb. Bostitch RN46-1 47782 foot. No. 21U132 has a trigger to select the operation mode. 
Angled 


3 i i i Collation Collation Fastener Shank Magazine Tool Mfr. Item 
15 Wire %'to 1%" 0.120 120  5.20lb. Senco ROOFPRO 445XP 48LR62 Angle Type Range Dia. Cap. WI. Brand Model No. 
Mfr. Item Pkg. Mfr. Item Pkg. Angled 
L Model No. Qty. L Model No. Qty. 1%" to 0.080'to 300 to 
Bostitch® Smooth, 15°, 0.120" Shank Dia, __Senco® Smooth, 15°, 0.120" Shank Dia. I Or oo ee SOU RR eee 
ili CR2DGAL 5W012 720 : 4 fi i i 
iV" ERADGAL W762 7200 7° 003102 4BLRGA 7200 15° Wire/Plastic 'yr,t0 O08e fo 25010 54 Ib. Senco SCN49XP 210132 
1%" CR4DGAL 2W763 7200 ile M003103 48LR65  ~—s 7200 Shank Mfr item Pk 
bc CRODGAL 2W764_ —s 200 VA M003105 48LR66—s 200 Length Dia. Shank ish Model No. at, 
2anGe Smooth, O-, 0.120 Sank Dla: 7900 1A M003106 SL RO/ £200 Bostitch®, Wire Collation, 15° Coil Siding/Utility Nails 
15" 0.100" Spiral Mechanically Galvanized C4DCSBALG _5KNH6 3600 
2" 0.092" Ring Thickcoat Galvanized C6R90BDG 3HZH8 3600 


2v6- 0.090" Ring Thickcoat Galvanized C7R9OBDG 3HZH9 3600 
A 0.090" Ring Thickcoat Galvanized C8R90BDG 3HZJ1 3600 
Duo-Fast®, Plastic Collation, 0° Coil Siding/Utility Nails 
1% 0.086" Ring Hot Dipped Galvanized 690392 6KVX2 3600 
2Y4 0.092" Ring Hot Dipped Galvanized 690394 6KVX3 3600 
Senco 15° Full Round Shank Coil Siding/Utility Nails 
24 0.092" —_ Smooth Electro Galvanized ED23AABH _ 48LP97 3600 
24 0.092" = Smooth Hot Dipped Galvanized EJ23ASBC —- 48LP98 3600 
saned 15° Ring Shank Coil Siding/Utility Nails 
194" 0.092" Ring Hot Dipped Galvanized ELI9ASBH _21U147 ~——.3600 
‘a 0.092" Ring Hot Dipped Galvanized EL21ASBH —_21U148 ~=—— 3600 


rm 








= No. 4Z931 
No. 31CC52 


BostitcH “Sea4me Ba. EY 
Pneumatic Coil Framing Nailers and Nails 


» Aluminum housing 
Quick-driving nailers are easy to handle. No. 31CC52 includes 5mm and 6mm 


hex wrenches. No. 4Z931 has adjustable exhaust. : No. 48LP96 
iis , | SENCO 





CollationCollation Fastener Magazine Tool Mfr. Item 
Angle _Type Range Shank Dia. Cap. Wt. Brand Model No. 


te we to 3%" 0.099" to 0.130" 300 8.16 1b. Speedaire 310052 310052 Pneumatic Pallet Nailer and Nails 


15° Wire 1%" to i 0.099" to 0.120" 3008.40 Ib. Bostitch_N80CB-1 47931 Features high load capacity and an adjustable nail canister that accepts 





5 eae Finish Point Type ede an side steel wear plates for added housing protection. Ideal for boxes, crates, 
Bostich®, Wire Collation Type, 15° Collation Angle, Framing Nails and pallet applications. 

3" 0.099" Smooth Coated Diamond C6P99D 5W014 3600 : : ; 
oi" 0.120" Smooth Coated Diamond C8P120D  5W016 2700 Collation Collation Fastener Magazine Tool Mfr. Item 

3 D120" amooth woaled Diamond AAR IT sag si Angled Type _ Range Shank Dia. Cap. Wt. Model No. 
30.120 mooth _ Thickcoat Galvanized Diamond 10P120 3HZH6 2/ 
37" 0.120" Smooth : Coated Diamond C12P120D  5W018 2700 Ww Wire 1"to 2%" 0.082" to 0.092" 300/350 5.90 lb. PALLETPRO5/FXP 48LP96 
34%" 0.120" Smooth _ Thickcoat Galvanized Diamond C12P120DG 3HZH/ 2/00 Shank Mfr. Item Pkg. 
Bostich®, Wire Collation Type, 15° Collation Angle, Siding Nails Length _ Dia. Shank Finish Point Type Model No. Qty. 
Di" 0.099" Ring Coated Blunt Diamond C8R99BD _3HZJ3_ 3600 Wire Collation Type, 15° Collation Angle Framing Nails 
242 _J.099" Ring Thickcoat Galvanized Blunt Diamond C8R99BDG  3HZJ2 3600 24 0.092" Ring _ Hot Dipped Galvanized Diamond EL23ASBH 48LP99 3600 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2499 





PNEUMATICS 
Pneumatic Specialty Nailers and Staplers 


scan. Order.Done. |=; 
Details on page Al. 





BOSTITCH 


CG 


Mae 
Pneumatic 
Palm Nailers 


Magnetic nose helps ensure accurate nail 
placement. Kit No. 2UV91 includes nailer 
with standard nose, finish nail and large bore 
noses, leather comfort glove, nose and hex 
wrenches, tool lubricant, and spare O-rings. 


Cordless—Drives as many as 100 nails on 
a single charge. Includes battery, charger, 
carrying case, and hand strap. 


SS] e/< 


Tool Mfr. Item 

Description Shank Dia. Wt. Brand Model No. 
Pneumatic 
Air Palm Nailer 0.113"to 0.148" 2.40lb. — Senco POU eRe 48LR20 
Palm Nailer Kit Up to 0.160" 2.90 Ib. Bostitch PN100K 2UV91 
Cordless 
Cordless Palm Nailer Kit 0.080 to 0.160" 3.41b. Milwaukee 2458-21 6AWDO 
Repair Kit for Palm Nailer 
For Use with No. 2UV91 Bostitch 120965 1XPY3 


No. 
21U159 





SENCO BOSTITCH 


Pneumatic Concrete Nailers and Nails 


For installing carpet edge molding, floor underlayment, metal drywall track, 
tackless carpet strip, and wood furring. No. 21U159 high-speed nailer has high- 
Capacity magazine, reducing reload time. Aluminum housing. 


Collation Fastener Magazine Tool Mfr. Item 
Type Range Shank Dia. Cap. Wt. Brand Model No. 
Pneumatic Concrete Nailer 
Plastic "to 1%" 0.109" to 0.118" 42 7.101b. Senco SCP40XP 48LR30 
Adhesive %' to 24" 0.097" 66 7.12 |b. Bostitch MII812CNCT 21U159 
Mfr. Item Pkg. Mfr. Item Pkg. 
L Model No. Qty. L Model No. Qty. 
Concrete Nails Senco® 
Bostitch® Sa W3075YXC 48LR31 1000 
%6' Bl484GXH-2.5M 21U160 2500 i W3100YXC 48LR32 1000 
Ys" BI461XH-2.5M  21U162 2500 1%" ~— W3125YXC 48LR33 1000 


Ys" BI488XH-2.5M 
1%" _BT490XH-2.5M 
1¥2" _BT471XH-2.5M 


21U163 2900 
21U164 2900 
21U167 2900 






No. 3HZG1 


Magazine Tool Mfr. Item 
Crown Leg Length Cap. t Brand Model No. 
Upholstery Staplers 
ex 32 to Ve 156 1.8 Ib. Bostitch 21680B-ALM 3HZG1 
Vy" Ya" to Yo" 110/192 2.1 Ib. Senco SFT10XP 48LR37 
2500 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 








No. 6AWDO 


SENCO BOSTITCH 


Pneumatic Flooring 
Stapler/Nailer and 
Staples/Nails 


Use to install hardwood flooring without 
hammer marks. Rubber mallet included. 





Magazine Tool Mfr. Item 

Gauge Crown __ Leg Length Cap. t Brand Model No. 
Flooring Staplers 

19/2 Yn" 1% to 2" 92 11.2 lb. —_Bostitch ——MIIIFS 4WK99 
Flooring Nailer 

16 — 1%" to 2' 107 10.1 Ib. Senco SHF200 _ 48LR45 

Head Mfr. Item Pkg. 

Gauge Crown Style L Finish _PointType _ For Use With Model No. Qty. 
Flooring Staples 
Bostitch® 
15.5 ga. %' Crown 1%" Coated Chisel Mfr. No. MIIIFS BCS1512 4WK93 9600 
15.5 ga. %' Crown 13%4' Coated Chisel Mfr. No. MIIIFS BCS1514 4WK94 7720 
15.5 ga. %' Crown 2" Coated Chisel Mfr. No. MINIFS BCS1516 3HZK4 7/28 
Senco® 
15.5 ga. %" Crown 1%" ee Chisel Mfr. No. SHFS200 FL17BAB 48LR42 5200 
15.5ga. %" Crown 134" Ae Chisel Mfr. No. SHFS200 FL19BAB 48LR43 5200 
Flooring Nails 
Senco® 
16ga. — L-Head 1% Bright Blunt Diamond Mfr. No. SHF200 RW1/BPE 48LR46 1000 
16 ga. — L-Head 1%" Bright Blunt Diamond Mfr. No. SHF200 RW19BPE 48LR47 1000 
16 ga. — L-Head 2’ — Bright Blunt Diamond Mfr. No. SHF200 RW21BPE 48LR48 1000 


Pneumatic Upholstery gpd 
Staplers and Staples | SENCO’ 


No. 3HZG1 has auto-fire feature, long magazine, and 2-function trigger with light 
squeeze. No. 48LR37 has a short trigger stroke and is designed not to snag or 
scuff fabric. The rear exhaust system keeps oil from staining the upholstery. 


Mfr. Item Pkg. 
Crown L Finish Point Type Brand Model No. Qty. 
Upholstery Staples 
Yo" V6 Coated Chisel Bostitch BA-38008LS 3HZK2 = =21000 
Yo" %6 Electro Galvanized _ Chisel Senco FO5BAAP 48LR38 24000 
Yo" Ye" Coated Chisel Bostitch BA-38010LS 3HZK3_—- 18000 
Yo" ¥ —_ Electro Galvanized _ Chisel Senco FO6BAAP 48LR39 24000 
Yo" Yo" Electro Galvanized __ Chisel Senco FO8BAAP 48LR40 15000 


1-800-GRAINGER (472-4643) 
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Find the Wf. Find Solutions. Find Great Prices. Pneumatic Staplers 





No. 
31CC54 


No. 
48LRO1 





ke speenAIRE: AEE 


ee //// 


; _ Pneumatic 16-Ga. Construction Staplers 
Pneumatic Carton Closing Stapler Staples are sold separately, this page. Senco®—No. 48LR68 allows fast 
and Staples Speedaire®—Features a top- multidirectional stitching. Nos. 48LR68 


and 48LR23 have EZ-Clear feature 


Powerful tool can handle hard and dense material, and provides added strength | loading magazine for fast loading and 4s adicas downtime due to fastener 


for larger butt joints. Suitable for joint fastening in box, crate, pallet, truss, and adjustable depth control. Tool has a 






wood assembly. 360° adjustable exhaust port and a dae: 
Tool Mitr. rain comfortable rubber handle. 
Sage Gee Crown Magazine Cap. Wt. Model No. Magazine Tool Mir. Item 
Vain to % in Tin 80 6.9 Ib SC2SENCOR  48LR01 Air Framing sia Cap. Wt. Het uD AE 
Mfr. Item Pkg. Tin 7 to 2" 160 5.3 Ib. Senco WC200XP_ —- 48LR23 
Leg Length Crown Gauge Model No. Qty. Air Roofing Stapler 
Staples Tin %' to 1%" 160 5.5 Ib. Senco WC150RXP — 48LR29 
% in Tin 25 ga XO4NRA 48LR03 8000 Staple Gun 
Yo in 1 In 20 ga XO8NRA 48LR02 4000 ”A6 in 1 in to 2 in 160 4.6 |b Senco SNS41 48LR68 
¥% in Tin 25 ga XO6NRA 48LR04 5000 tin ¥Binto1%in 160 5.5 |b Speedaire 310054 31C0C54 
No. : >=A= 
45YJ65 . 
21U156 
SENCO’ BOSTITCH 
PORTER aa CABLE. 
16-Ga. Construction Staples Pneumatic 18-Ga. 
These chisel point staples can be used with a variety of stapler brands and =I 7 ih St | 
on L Finish ancl Nay, | Bostitch°—Tool-free access to drive channel, over-molded grip, dry-fire 
1% 1n Bright __ N1/BRB 21U152 10000 lockout, and rear exhaust. Oil-free. Fastener is sequential-trip release. 
win 1h Fleihan) Wp — a0 10 
16 1N 41n ectro Galvanize ® es -of-dri j j 
AG Ces Coeroea NOTBAB MUTE 10000 Porter Cable Features toolless depth-of-drive adjustment and split 
2 in 5 Bright ; Nai 2 a UID T9000 nose design, helps removal of jammed staples. Convenient low staple 
% In ass 1 Galvanize 5 indi i i 
at focra Coe noea DTT BAB a8, R41 0000 reload indicator alerts you when to reload magazine. Magnesium body. 
‘in 1% in Class 1 Galvanized P15BAB 21U157 10000 Magazine —_—‘ Tool Mir. Item 
Tin Electro Galvanized P13BAB 48LR25 10000 Crown Leg Length Cap. Wt. Brand Model No. 
1 Yin Electro Galvanized P1/BAB 48LR26 10000 32 In %2 to 1% in 100 3 Ib Bostitch SX1838K 3FWY4 
2 In Electro Galvanized P21BAB 48LR27 5000 Ya in Y% into 1% In 100 2.6lb Porter Cable NS150C 45YJ65 


REGISTER NOW! 


Enjoy These 
Features & More! 


BosTITCH fs.) 
18-Ga. Finish Staples 


These staples can be used with a variety of 
stapler brands and models. 





[Wf Access your pricing 
Mfr. Item Pkg. ; 
cco L Finish Point Type Model No. Qty. [vf View order history 
ostitc 
Yin Coated Chisel $X50351/2G-7M 3RCY7 7000 [Wf Save favorites to your personal lists 
7% in Coated Chisel SX5035 3/4G 4WL11 5000 j pats 
Yoin — tin Coated Chisel SX50351G AYF10__5000 [Y Check real-time product availability 
——— eC 
8 In oate ise 50351- : : : : ® 
SHEERS > Sign in or register on Grainger.com® today! 
1 in Galvanized Chisel L13BABN 21U149 5000 
Y in 1%in Galvanized Chisel L15BAB 21U150 5000 
Tin Galvanized Chisel L17BAB 210151 5000 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2501 
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Impact Wrenches & Ratchets Details on page A1. 
a Chicago Fastening Breakaway Mfr. Item 
SPEEDAIRE Pneumatic Style Retainer Type Torque Torque Air Inlet Anvil Brand Model No. 
ee 0 ///// Yq in Square 
General Duty 
GR Ingersoll Rand cre Ball Detent 75 ft-lb 75 ft-lb %4inNPT Female Standard Speedaire 21AA44 21AA44 
2 Light Duty 
Pneumatic saline Friction Ring 59 ft-lb 81 ft-lb Yin NPT Standard Chicago Pneumatic CP7711  48FX80 
g in Square 
Impact Wrenches General Duty 
Friction Ring 6d ft-lb 90 ft-lb Y in NPT Standard Chicago Pneumatic CP//22 110936 
=» Max. psi: 90 Inline ection ning ie ee Fe re aT aE landcare eheecaire ela ed 
ee — . riction Rin - - 4 in andar eedaire 
= Butterfly throttles on in-line units allow ae Friction Ring 100 fel 100 te Vi in NPT Female Standard | Speed 21AAMS Z1AMA5 
1-handed forward and reverse control Grip rriction Ring Les is Ai tandard Ingersoll Rand_ 4 
cage Friction Ring 190 ft-lb 200 ft-lb Ya in NPT Standard Chicago Pneumatic CP/24H  11C921 
= Max. torque is in reverse Inline Friction Ring 200 ft-lb 200 ft-lb A in NPT Standard _ Ingersoll Rand 216B 5GEA7 
Light and general-duty wenches are bestfor =, HR gab Bue urpt — cana) "Sata 
automotive, basic maintenance, and light production Grip Pin Detent 295 ft-lb 295 ft-lb _‘“in NPT Standard ____Speedaire__—45NWA49__45NWA9 
applications. General-Duty Kit No. 1FYV1 includes Fiction Ring ——400-lb400-fclbYein NPT FemaleStandardSpeedaite 2 ANA? —21ARA7 
No. 22747 impact wrench, 4-oz. bottle of air tool Industrial Duty —_ ge FID AOS TEE wcaNPT ~~ Sanaa 1 Rand 7709981 BY 808 
oil, quick coupler, male plug, 3° extension, carry- Inline Pint Deter 135 feb 125 tip a NPT Standard “Seedaire 45NW51_ 45NW51 
ing case, and 2", %6", %", ¥4", and “" sockets. . Friction Ring 150 ft-lb 180 ft-lb “in NPT ___Standard_Chicago Pneumatic CP6300RSR__ 116908 
No. 21RA features exhaust and handle with ip. (i! “rng EDD ab 8 pt an) — Meo Ra OFTHE 
No. 21AA50 has front exhaust and handle without tight D Friction Ring 300 ft-lb 300 ft-lb “%in NPT Female Standard Speedaire 21AA55 —21AA55 
: ight Duty 
grip. Inline Friction Ring o9ft-lb 31 ft-lb Ya in NPT Standard Chicago Pneumatic CP//21 48FX84 
Note: For Impact Sockets, Mini and Light Duty Wrenches and ¥2 in Square 
Kits, go to Grainger.com® Genera NEY ae 
Q ger. Friction Ring 200 ft-lb 250 ft-lb %in NPT Female Standard Speedaire 21AA48 —21AA48 
Friction Ring 305 ft-lb 450 ft-lb Yin NPT Standard Chicago Pneumatic CP//39 110941 
Friction Ring 425 ft-lb 590 ft-lb Ya in NPT Standard _ Ingersoll Rand 231HA 4YD62 
Friction Ring 425 ft-lb 600 ft-lb Ya in NPT Standard _ Ingersoll Rand 231C 2Z74/ 
Friction Ring 425 ft-lb 1,050 ft-lb YainNPT 2" Extended __ Ingersoll Rand 231HA-2 62917 
Friction Ring 450 ft-lb 450 ft-lb Ya in NPT Standard _Ingersoll Rand 236 oLAS9 
Friction Ring 450 ft-lb 610 ft-lb Y% in NPT Standard Chicago Pneumatic CP/49 110932 
Friction Ring 450 ft-lb 625 ft-lb Yain NPT 2" ExtendedChicago Pneumatic CP/49-2 110933 
Pistol Friction Ring 200 ft-lb 500 ft-lb Ya in NPT Standard _ Ingersoll Rand 244A 4Y348 
Gri Friction Ring 900 ft-lb 625 ft-lb Y% in NPT Standard _ Ingersoll Rand = 232TGSL__3YY33 
p Friction Ring 920 ft-lb 955 ft-lb Ya in NPT Standard Chicago Pneumatic CP//49 110942 
Friction Ring 920 ft-lb 955 ft-lb Yain NPT 2" ExtendedChicago Pneumatic CP//49-2 110943 
Friction Ring 600 ft-lb 600 ft-lb Ya in NPT Standard _ Ingersoll Rand 231CK 1FYV1 
Friction Ring 600 ft-lb 600 ft-lb “in NPT Female Standard Speedaire 21AA49 —21AA49 
Friction Ring 600 ft-lb 600ft-lb “in NPT Female Standard Speedaire 21AA50 —_21AA50 
Friction Ring 600 ft-lb 600 ft-lb %ein NPT Female 2" Extended Speedaire 21AA53 —_21AA53 
Friction Ring 8/0 ft-lb 900Tt-lb “in NPT Female Standard Ingersoll Rand  2235QTIMAX 45JW68 
Friction Ring 900 ft-lb 930 ft-lb “sin NPT Female Standard Ingersoll Rand 2235TIMAX 45GG13 
* Friction Ring 900 ft-lb 930 ft-lb “in NPT Female 2" Extended Ingersoll Rand 2235TiIMAX-2 45JW67 
Oo. Industrial Duty 
45GG13 Pin Detent 251 ft-lb 332 ft-lb Ya in NPT Standard _Ingersoll Rand 2125PTIMAX 2NCU7 
Pin Detent 2/5 ft-lb 450 ft-lb Ya in NPT Standard _Ingersoll Rand 2/07P1 42254 
Friction Ring 320 ft-lb 450 ft-lb Ya in NPT Standard Chicago Pneumatic CP9541 110995 
Friction Ring 332 ft-lb 300 ft-lb Ya in NPT Standard _Ingersoll Rand = 2125QTiIMAX 24K077 
Pin Detent 350 ft-lb 500 ft-lb ¥e in NPT Standard _ Ingersoll Rand 2906P1 3Y582 
No. Pin Detent 900 ft-lb 500 ft-lb Ys in NPT Standard _—_—Speedaire = 40NWo52  45NW52 
46Z433 Pistol Pin Detent 902 ft-lb 629 ft-lb Ys in NPT Standard Chicago Pneumatic CP6500RS 110909 
Grip Pin Detent 903 ft-lb 700 ft-lb Ya in NPT Standard Chicago Pneumatic CP8252-P 462434 
Friction Ring 0/0 ft-lb 665 ft-lb Ya in NPT Standard Chicago Pneumatic CP//36 45GF5/ 
Friction Ring 0/0 ft-lb 665 ft-lb YainNPT 2" ExtendedChicago Pneumatic CP//36-2 45GF58 
Friction Ring 600 ft-lb 600ft-lb %4in NPT Female Standard Speedaire 21AA58 —_-21AA58 
Pin Detent 600 ft-lb 600 ft-lb Ya in NPT Standard _ Ingersoll Rand 2/05P1 42942 
1 aces Friction Ring 780 ft-lb 780 ft-lb “in NPT Female Standard Speedaire 21AA56 —_21AA56 
— Pin Detent 930 ft-lb 930 ft-lb Ya in NPT Standard _Ingersoll Rand = 2235PTIMAX 52JG38 
4 in Square 
General Duty 
Friction Ring 900 ft-lb 500 ft-lb ‘%4in NPT Female Standard Speedaire 21AA51_—_—-21AA51 
Friction Ring 700 ft-lb 1,000 ft-lb 48 in NPT Standard Chicago Pneumatic CP//2H 11C€938 
Friction Ring 950 ft-lb 1,200 ft-lb 38 in NPT Standard Chicago Pneumatic CP//63 110944 
Friction Ring, Through Hole 950 ft-lb 1,200 ft-lb YeinNPI 6’ ExtendedChicago Pneumatic CP//63-6 112513 
No. Pistol Friction Ring 1,050 ft-lb 1 050 ft-lb ¥8 in NPT Standard _ Ingersoll Rand 209 oLAN7 
21AA57 Grip Friction Ring, Through Hole 1, 150 ft-lb 1 150 ft-lb 32 in NPT Standard Speedaire 45NW53 45NW53 
Friction Ring, Through Hole 1,150 ft-lb 1,150 ft-lb ¥@ in NPT - Speedaire 45NW54 45NW54 
Friction Ring 1,200 ft-lb 1,200 ft-lb ¥e in NPT Standard _ Ingersoll Rand 261 5LA58 
fad 1D Friction Ring 1,200 ft-lb 1,200 ft-lb ¥YsinNPT —_3" Extended __Ingersoll Rand 261-3 oLA69 
ndustrial Duty 
Through Hole 600 ft-lb 100 ft-lb 3g in NPT — Ingersoll Rand 1720P1 42255 
Through Hole 900 ft-lb 1,100 ft-lb ¥e in NPT Square Chicago Pneumatic CP6060-P15H 42NX06 
___ Friction Ring 900 ft-lb 1,100 ft-lb % in NPT Square Chicago Pneumatic CP6060-P15R 42NX07 
esl Er ag THOT Oe aeb Ct eb vem APT forawSanans apes an 2eaiien et 
Grip ton ng g ee 9 
Friction Ring, Through Hole 1,100 ft-lb 1,350 ft-lb Yin NPI Female Standard  IngersollRand 2155QIMAX 52JG37 
Friction Ring 1,250 ft-lb 1,360 ft-lb 3g in NPT Standard _Ingersoll Rand 2161XP_  — AUJL2 
N Through Hole 1,300 ft-lb 1,600 ft-lb 3g in NPT Standard _Ingersoll Rand  2925RBP1TI 3YU97 
oe: Friction Ring 1,400 ft-lb 1,400 ft-lb %s in NPT Female Standard Speedaire 21AA5/ ~—s.21AA57 
39D663 1 in Square 
General Duty 
D-Handle Friction Ring 900 Tt-lb 1,400 ft-lb YinNPT 6’ ExtendedChicago Pneumatic CP/797-6  11C€958 
Sl raion i HORTOE a eb Cae ees net — Sanat "Ren ice Aa 
Grip ing, Through Hole 8 in andar peedaire 
Friction Ring 1 200 it Ib 1 200 tt-Ib ¥8 in NPT Standard _Ingersoll Rand 271 oLA68 


D-Handle Friction Ring, Through Hole 1, 253 ft-lb 1 710 ft-lb YainNPT 6’ ExtendedChicago Pneumatic CP//83-6 420A29 
Friction Ring, Through Hole 1,253 ft-lb 1.770 ft-lb Y in NPT Standard Chicago Pneumatic CP//83  420A30 


Pistol Friction Ring, Through Hole 1,475 ft-lb 1,475 ft-lb Y% in NPT Standard __ Ingersoll Rand 295A 5LA60 


Grip 
Friction Ring, Through Hole 1,475 ft-lb 1,920 ft-lb Y% in NPT Standard Chicago Pneumatic CP//82 39D663 
Friction Ring, Through Hole 1,475 ft-lb 1,475 ft-lb Y in NPT 6" Extended Ingersoll Rand 285B-6 5LA/0 
D-Handle Friction Ring, Through Hole 1,475 ft-lb 1,920 ft-lb YainNPT 6’ ExtendedChicago Pneumatic CP//82-6 39D664 






No. 5LA70 








Friction Ring 1,600 ft-lb 1,600 ft-lb “Zin NPT Female Standard Speedaire 21AA52 21AA52 
Friction Ring 1,600 ft-lb 1,600 ft-lb in NPT Female 7’ Extended _Speedaire 21AA54_ _21AA54 
‘Clie Friction Ring, Through Hole 2,000 ft-lb 2,000 ft-lb Y2 in NPT Standard Speedaire 45NW56 45NW56 
21 AAS2 
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Find the wi. Find Solutions. Find Great Prices. Impact Wrenches & Ratchets 
[continued 
Chicago 
* SPEED EEDAIRE Pneumatic Style Retainer Type Terie q are Air Inlet Anvil Brand Model No 


1 in Square (Cont.) 










Industrial Duty 
GE. Ingersoll Rand Pistol ‘ 
Gri Through Hole 900 ft-lb 1,100 ft-lb ¥e in NPT Standard Chicago Pneumatic CP6070-P15H 45RA81 
Pneumatic D-Handle Through Hole 1,000 ft-lb 1,350 ft-lb Y in NPT Standard _ Ingersoll Rand 1712B2 3Y596 
not —_Thowtnree 100 etm E — ys mnet — carat beeing oer Sie 
isto rough Hole t-lb 1, - 8 In tandar ngersoll Ran a 
Impact Grip Friction Ring, Through Hole 1.530 ft-lb 1,770 ft-lb in NPT Standard Chicago Pneumatic CP7776 _ 38VJ42 
No Friction Ring, Through Hole 1,550 ft-lb 1,920 ft-lb Y in NPT Standard Chicago Pneumatic CP6910-P24 42NX14 
Wrenches AeNWE7 D-Handle Friction Ring, Through Hole 1,550 ft-lb 1,920 ft-Ib % in NPT Standard Chicago Pneumatic CP6920-D24 42NX15 
oe Through Hole 1,600 ft-lb 1,600 ft-lb Yo in NPT Standard Speedaire 45NW57 + 45NW57 
D-Handle Friction Ring, Through Hole 1,600 ft-lb 1,600 ft-lb Y in NPT Standard Speedaire 45NW59 45NW59 
‘cab Through Hole 1,650 ft-lb 2,500 ft-lb Yo in NPT Standard —_ Ingersoll Rand 3940P2Ti  1FYD6 
D-Handle Through Hole 1,650 ft-lb 2,500 ft-lb Y in NPT Standard _ Ingersoll Rand 3940B2T| 1FYD5 
cin Through Hole 1,800 ft-lb 2,800 ft-lb Yin NPT Standard Chicago Pneumatic CP0611PRS 110892 
D Handle Through Hole 1,800 ft-lb 2,800 ft-lb Yo in NPT Standard Chicago Pneumatic CP0611-D28H 42NX04 
2 in Square 
No. Through Hole 3,400 ft-lb 3,400 ft-lb Ya in NPT Standard Speedaire 45NW55  45NW55 
D-Handle Through Hole 3,900 ft-lb 5,000 ft-lb Yin NPT Standard __Ingersoll Rand 3955B2T1  1FYD4 
36WC29 
Through Hole 4,055 ft-lb 5,900 ft-lb Y in NPT Standard Chicago Pneumatic CP6135-D80 36WC29 
wy Chicago 
a_i PRD ingersoi Rand Pneumatic 
= Max. psi: 90 No. 45NW45 No. 5LA63 
= Air inlet: %4" 
= Min. hose size: 3" Light-Duty Kit, No. 48MA09— 
All feature ball detent for easy socket change, reversible opera- Includes ratchet wrench | 
tion, ball and needle bearing construction, and lever throttle for No. 48LZ90, 3" extension bar, (16) No. 11€948 
variable speed control. No. 5LA66 has a push-button throttle. impact sockets, '6" spark plug. 
Fastening Side to Mfr. Item Fastening Side to Mfr. Item 
Torque __ Free Speed L Center Brand Model No. Torque _‘ Free Speed L Center Brand Model No. 
Yq in Square 200 RPM 11%" ein Speedaire A5YY12 ADYY12 
General Duty 70 ft-lb 220 RPM Q'S" ¥4in_ Chicago Pneumatic CP7829 48FX87 
20 ft-lb 240 RPM 6/6 %e in Speedaire 21AA60 21AA60 200 RPM 1%" Hein Speedaire A5YY13 45YY13 
95 ft-lb 250 RPM 7/6: 1 Yin Ingersoll Rand 105-D2 5LANO 80 ft-lb 200 RPM 10' % in Speedaire 21AA65 21AA65 
250 RPM 898" 1 Y%in Ingersoll Rand 105-L2 5LAN2 90 ft-lb 190 RPM 12" Y4in Chicago Pneumatic CP/830Q 110949 
20 a 5 300 RPM 54" %e in Speedaire 21AA59 21AA59 410 ft-lb 3p aia ee. oe in Speedaire A45NW46 45NW46 
ndustrial Duty Ye" “6 in Speedaire 45NW47 45NW47 
30 ft-lb 300 RPM 7Y 1 %e in Ingersoll Rand 1105MAX-D2 5 LAN3 Light Duty 
Light Duty 50 ft-lb 150 RPM 10%" — Speedaire 48L2Z90 48LZ90 
18 ft-lb 200 RPM 6%" — Speedaire 48LZ94 48LZ94 Light Duty, Mini 
Light Duty, Mini 18 ft-lb 240 RPM 5" — Speedaire 10D236 10D236 
30 ft-lb 200 RPM kA ¥4 in Speedaire 21AA62 21AA62 Light Duty Kit 
¥e in Square 90 ft-lb 150 RPM 10%" _— Speedaire 48MA09 48MA09 
General Duty ¥ in Square 
20 ft-lb 240 RPM 6/6 %e in Speedaire 21AA61 21AA61 General Duty 
20 ft-lb 200 RPM 1/6 1 ¥% In Ingersoll Rand 105-D3 oLAN1 50 ft-lb 150 RPM 10" ¥4in Chicago Pneumatic CP828H 110963 
40 ft-lb 220RPM Ss 7242" Me in Speedaire 45NW45 45NW45 150 RPM 10' 1346 in Speedaire 21AA66 21AA66 
150 RPM 10" %4in Chicago Pneumatic CP828 110962 54 ft-lb 160 RPM 11" 1 in Ingersoll Rand 1077XPA 5LAG4 
50 ft-lb 150 RPM 10: Zin Speedaire 21AA63 21AA63 76 ft-lb 220 RPM 12" 1 %/c in Ingersoll Rand 1099XPA 5LA66 
150 RPM 10" 6 in Speedaire 21AA64 21AA64 Industrial Duty 
54 ft-lb 160 RPM 11" 1 Yin Ingersoll Rand 107XPA 5LAG3 65 ft-lb 220 RPM 10%" 1 in Ingersoll Rand 1207MAX-D4 _ 5 LAN6 
76 ft-lb 220 RPM 12° 2 in Ingersoll Rand 109XPA 5LAG7 70 ft-lb 180 RPM 10' Ae in Speedaire 21AA6/ 21AA67 
General Duty, Mini Ratchet 220 RPM 96" Y4in Chicago Pneumatic —_ CP/829H 48FX86 
af eG 5 270 RPM 5a" Yin Chicago Pneumatic CP9427 110993 r go ale 190 RPM 12" ¥4in Chicago Pneumatic CP/830HQ 110948 
ndustrial Duty ight Duty 
20 ft-lb 275 RPM 71%" % in Speedaire A5YY11 45YY11 90 ft-lb 150 RPM 14" — Speedaire 48LZ98 48LZ98 


30 ft-lb 300 RPM ae 1%/c6in__IngersollRand =1105MAX-D3 ——SLAN4 
69 ft-lb 220 RPM 10%" 1: %in Ingersoll Rand =1207MAX-D3 ——_—SLAN® 


Precision Pheumatic HYT@RC 


Torque Wrenches ~~ 


= Max. psi: 90 


Deliver accurate torque with low vibration. Models feature light- i 7 = 
weight high-strength aluminum alloy construction and safety 21HFO1 Combination Kit 
mechanism. FRL unit required (sold separately). Popular air tool for general 


Max. Average CFM @ CFM @ Mfr. | Item maintenance, automotive 


GY Ingersoll Rand 
Air Tool 
No 












Style Torque 15-sec. Run Time Full Load Retainer Type Model No. :; . 
250 ft.-lb. 9.80 30.0 Through Hole J-A.25-SP___24HFO1 repair, and metalworking. gS 8 a, 
900 ft.-Ib. 9.80 30.0 Through Hole J-A.5-SP 21HF02 Item 
Pistol Grip —/220 ft-lb. 9.80 30.0 Through Hole J-A1-SP 21HF03 Description No. 
P 3025 ft.-Ib. 9.80 30.0 Through Hole J-A3-SP 21HF04 7-Pc. Mechanic's Wrench/Ratchet Kit, Includes 
9050 ft.-Ib. 9.80 30.0 Through Hole J-A5-SP 21HF05 107XPA Air Ratchet, 231C Impact Wrench, (5) Sockets SLAS4 
8000 ft.-Ib. 9.80 30.0 Through Hole J-A8 21HF06 (2, %e, %, %, and ¥% to %" Adapter), & Case 
Pneumatic Nut Runners GI) ingersou rand” pee 
= Required psi: 90 Provide fast screw/nut rundown and removal. Note: For more pneumatic nut 
= Min. hose size: 1/4" (No. 45NW63 is ¥4") 90° angle heads allow access to tight locations. — "unners, see Grainger.com®. 
No. 1FYP7 
Drive Torque Range Free CFM@_ Air Base Overall Mfr. Item 
Size Soft Draw Drive System Speed FullLoad Inlet to Top Length Brand Model No. 
15 to 110 in.-lb. Reversible Cushion Clutch 600 rpm = 16.0 %'NPI 1%6  13%' Ingersoll Rand ORLN2C6 1FYP7 
29 to 100 in.-lb. Reversible Cushion Clutch 1400 rpm 27.0 "NPT 1%6 13%' Ingersoll Rand 7RLL2C6 1FYP8 
¥" 44to 156 in.-lb. _ Reversible Auto Shutoff //Orpm 19.4 %'NPI 5%' 13%' —Speedaire 45NW63 45NW63 
99.2 to 100.8 in.-lb. Auto Shut Off 850 rpm 27.0 4" NPT 1%' 18%" Ingersoll Rand QA4ASLSO15NP41S06 _436P31 
88.8 in.-Ib. Auto Shut Off 625rpm___27.0 NPT 1% 13%" Ingersoll Rand QA4AALSO20NP25S06 436P27 No. 45NW63 
Y;" 88.8 in.-Ib. Auto Shut Off 300 rpm 64.7 "NPT 1%' _17%' Ingersoll Rand 9RSQ83 436P76 
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Air Drills & Screwdrivers Details on page A1. 
. Min. 
* GPEEDAIRE Chicago . Chuck Drill Handle Variable Average Hose Overall Mfr. Item 
ee 8 ///// Pneumatic Size HP Free Speed Chuck Type Materialt Speed cfm* Size Length Brand Model No. 
=) Light-Duty Kit 
7 7 Mini Pistol Grip 
Air Drills § GB r¢:so1zana vi —  18751pm Keyed C Yes. 4.05%" 7.6" Ingersoll Rand. 7804KA 1XFG8 
j i ir] 1," Light-Duty 
= Required psi: 90 = Air inlet: “4° NPT Mini, Non-Reversible, Pistol Grip 
Note: For drill bits, see page 704. ¥" 0.4 2000rpm Keyed C Yes 3.50 ¥" 84 Speedaire 10D240 10D240 
oe Mini Reversible 
Ingersoll Rand Drill Kit No. 1XFG8—Includes Ys" 0.25 2600rpm _ Keyed G No 3.37 OH Speedaire 10D234 10D234 
z ill bi Mini Reversible Pistol Grip 
22-pe. drill bit and driver set. V4" —  18/5rpm Keyed C Yes 1.90 ¥" 7.6" Ingersoll Rand 7804XPA 1217590 
ire® . ill Ki : — Reversible Pistol Grip 
haat hoists priate nla ¥" = 0.5 2000 rpm Keyed ARG No 6.60 Ye" 11364" Speedaire 48MA04 48MA04 
y, Ba ; Yo" 0.5 500 rpm Keyed ARG No 6.00 ¥e" g" Speedaire 48MA03 48MA03 
slotted bits, 2 adaptors, and plastic case. General-Duty 
Pistol Grip 
0.5 2000rpm Keyed A Yes 4.00 3" 64" Ingersoll Rand 7802A 5LA56 
0.5 2000 rpm Keyless A Yes 4.00 7" 67%" Ingersoll Rand 7802AKC —5LA71 
¥" 0.5 2600rpm _ Keyless C No 4.00 ¥e" 193" Speedaire 21AA68 21AA68 
0.5 2600 rpm Keyed C No 4.00 ¥e" 71%" Speedaire 21AA69 21AA69 
0.5 3800 rpm Keyed A Yes 4.75 3" é Ingersoll Rand 728JA1  3Y520 
0.5 500 rpm Keyed A Yes 4.10 ¥" 75¥%4" Chicago Pneumatic CP/785H 11C950 
A 0.5 500 rpm Keyed A No 4.00 3" 7332" Ingersoll Rand 7803A  20CK93 
0.5 500 rpm Keyless A No 4.00 3" 12932" Ingersoll Rand 7803AKC 20CK94 
0.5 950 rpm Keyed A Yes 4.75 3" BY" Ingersoll Rand 728NA3 3Y518 
No. 10D234 General-Duty Kit 
Pistol Grip 
Ys" 0.29 2000 rpm Keyed C Yes 3.50 7" 84" Speedaire 12V744 = 12744 
Reversible Pistol Grip 
”~cs' 0.5 2600 rpm Quick Change C Yes 6.00 ¥" 7Y" Speedaire 45YY30 45YY30 
Right-Angle Lever Throttle 
Y'-28 0.3 2700rpm Threaded C Yes 3.00 ¥e" 81564" Speedaire A45YY28 4d5YY28 
General-Duty 
Reversible Pistol Grip 
0.5 1800 rpm Keyed C No 4.00 ¥e" 7%" Speedaire 21AA70 21AA70 
0.5 1800 rpm Keyless C No 4.00 7" 7%" Speedaire 21AA71 ~—21AA71 
No. 5KB25 yp" 0.5 1800 rpm Keyless ARG No 4.00 ¥" 7/6" Speedaire 21AA72 ~=21AA72 
0.5 1800 rpm Keyed ARG No 4.00 ¥" 7/6" Speedaire 21AA73 ~—-21AA73 
0.5 2000 rpm Keyless A Yes 4.00 3" 67%" Ingersoll Rand 7802RAKC 5KB24 
0.5 2000 rpm Keyed A Yes 4.00 3" 6%" Ingersoll Rand 7802RA = 5KB23 
0.5 400rpm Keyless ARG No 4.00 ¥" 89/4" Speedaire 21AA74_ —21AA74 
0.5 500 rpm Keyless A Yes 4.00 ¥" we Ingersoll Rand 7803RAKC  5LA72 
Yo" 0.5 500 rpm Keyed A Yes 4.00 3" 71% 4" Ingersoll Rand 7803RA 5KB25 
0.5 800rpm Keyless A No 4.00 ¥" 84" Speedaire 21AA75 ~—-21AA75 
0.5 800rpm Keyless C No 4.00 3" 89" Speedaire 21AA76 = 21AA76 
Right-Angle Lever Throttle 
yp" 0.33 1800 rpm Keyed A Yes 4.00 ¥e" 8 Ye" Ingersoll Rand 7807R 3JD41 
0.5 1500 rpm Keyed A No 4.00 ¥e" 8Vi6e Speedaire 21AA79  21AA79 
Straight Lever Throttle 
Ys" 0.5 2600 rpm Keyless A Yes 4.00 3" bY" Speedaire 21AA77 ~=—-21AA7T7 
¥" 0.5 22,000rpm Keyed A Yes 4.00 Ye 1/6" Speedaire 21AA/78  21AA78 
Industrial-Duty 
Pistol Grip 
No. 3JD41 0.25 2800 rpm Keyed A Yes 3.00 Zi 6%" Ingersoll Rand 1AL1 3YU91 
0.33 3800 rpm Keyed A Yes 3.00 Ya" 6Y%" Ingersoll Rand 1P38ST4  3YU90 
. y;: 0-4 4500 rpm Keyed ARG Yes 4.25 Ya 634" Ingersoll Rand OAJST4 3 Y548 
id 0.5 2400 rpm Keyed A Yes 4.70 ¥" 64%4" Chicago Pneumatic CP1014P24 40P203 
0.5 3300 rpm Keyed A Yes 4.70 3" 64%4" Chicago Pneumatic CP1014P33 40P204 
0.5 4500 rpm Keyed A Yes 5.30 ¥" 6*%4" Chicago Pneumatic CP1014P45 40P205 
0.38 1000 rpm Keyed ARG Yes 4.25 Ya" 8 Ye" Ingersoll Rand SANST6  3Y540 
0.5 500 rpm Keyed A Yes 4.70 ¥" 7*%4" Chicago Pneumatic CP1014P05 40P202 
yp" 0.75 3200 rpm Keyed ARG Yes 6.25 V6" 7%" Ingersoll Rand 7AKST6 ==. 3Y513 
1.0 2600 rpm Keyed A Yes 7.40 3" 72%32" — Chicago Pneumatic CP1117P26 40P208 
1.0 3200 rpm Keyed A Yes 7.40 ¥" 72%32" — Chicago Pneumatic CP1117P32 40P209 
1.0 6000 rpm Keyed A Yes 7.40 3" 72¥%32" Chicago Pneumatic CP1117P60 40P210 
0.5 450 rpm Keyed A Yes 6.00 ¥" 89" Speedaire 45YY14  45YY14 
No. 21AA79 0.75 600 rpm Keyed ARG Yes 6.25 Ae = BH" Ingersoll Rand 7AQST8 = 3Y509 
Yo" 0.75 900 rpm Keyed ARG Yes 6.25 3" 85/4" Ingersoll Rand 7ANST8 3Y510 
1.0 500 rpm Keyed A Yes 7.40 ¥" 8 Chicago Pneumatic CP1117P05 40P206 
‘ 1.0 900 rpm Keyed A Yes 7.40 3" 8 Chicago Pneumatic CP1117P09 40P207 
Ww Reversible Pistol Grip 
0.4 2000rpm Keyed ARG Yes 4.25 Ya" 6%" Ingersoll Rand SRALST6 3Y535 
¥%" 0.5 2600 rpm Keyed A Yes 6.00 ¥" 7 V4" Speedaire 45YY15 = 45YY15 
0.5 4200 rpm Keyed ARG Yes 7.50 3" 7' Chicago Pneumatic CP/789R-42 110953 
”Acs' 0.5 2600rpm QuickChange A Yes 6.00 3g" 7 V4 Speedaire 45YY29  45YY29 
0.4 500 rpm Keyed ARG Yes 7.50 ¥e" 8 Chicago Pneumatic CP/789HR 11C€952 
Yo" 0.4 900 rpm Keyed ARG Yes 4.25 Zi 84" Ingersoll Rand SRANST8 3Y531 
0.5 450 rpm Keyed A Yes 6.00 3" 89" Speedaire 45YY16 45YY16 
Right-Angle Lever Throttle 
Y%"-28 0.3 2700rpm Threaded A Yes 3.00 ¥" 815%64" Speedaire A5YY27  AdSYY27 
No. 21AA77 ¥%" 0.3 4000 rpm Keyed A Yes 3.00 ¥" 7%" Speedaire A45YY17 = 45YY17 
Ye" 0.75 600 rpm Keyed A Yes 6.50 YA" 11%" Ingersoll Rand 7LN3A44  3Y508 


* Avg. cfm is based ona 15-sec. run time. ¢ A = Aluminum, ARG = Aluminum with Rubber Grip, C = Composite. 






| 

i dF Sle irs al ae ” ae. a sade i 
Ingersoll Rand orque rpm ype odule Reg. Lengt ode 0. 

a pli ' Electric Electric Screwdrivers 
' No. 2 2 Qin.-Ib. 50010650 Straight Mfr. No. 3¥470 8%" ES50T 3Y475 
Electric Screwdrivers 10 in--Ib. 500 to 700 Straight Mfr. No. 3JD50 9%" EL1007B 3JD53 
Ya" reversing screwdrivers feature standard ee eet Fin eet 
precision shut-off clutch. Operate on 115VAC and =~ 26 in-Ib. 700 Straight Direct Plugin 10" ES70P__3¥473 
Bu require control module. Nos. 3Y475 and 3JD53 Conte Me talee Pistol Grip None 10" ESTOOP_ S¥477 
| have 2 clutch springs to cover torque range. Control Module For Use with No. 3¥475 ESCB50 _3Y470 
No. 3Y477 has pistol-grip handle. Control Module For Use with No. 3JD53 EC24N _3JD50 
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Find the wy. Find Solutions. Find Great Prices. Screwdrivers & Thread Inserters 
Pneumatic Impact _ a 
Screwdrivers GD ngersot Rand jean a 
= Required psi: 90 = Integrated power regulator Ergonomic screwdrivers feature extremely 
= Air inlet: %4" NPT = Reversible durable impact mechanism that delivers high- 
= Min. hose size: 3" = Lift bail included speed reactionless power capable of handling 
= Use 4" hex bits high cycle rate assembly applications. 
Torque Range Free Throttle Average CFM@ Overall Mfr. Item 
fal Soft Draw Speed Type cfm* FullLoad Length Brand Model No. 
niine 
44 to 124 in.-lb. 13,000 rpm _ _Lever 9.00 19.0 gy" Ingersoll Rand QiS1404 4UJH3 
178 to 239 in.-lb. 12,000 rpm _Lever 7.00 26.0 gy," Ingersoll Rand QiS3004 4UJH4 
Pistol 
10 to 85 ft.-Ib. 8800 rpm _ Trigger 9.00 20.0 6" Speedaire 45NW64 45NW64 
44%0 124in-lb. 12400rpm Trigger 6.00 22.0 6" Ingersoll Rand QiP1404 4 JH5 
55 ft.-Ib. 14,500 rpm Trigger _—-3.40 18.2 (es Ingersoll Rand 2101XPA-QC 127592 No. 4UJHG 
74 to 148 in.-lb. 11,300 rpm ‘Trigger 8.00 31.0 61932" Ingersoll Rand QIP2004 48K599 os 
178 to 265 in.-Ib. 9000 rpm ‘Trigger _—~8.00 32.0 A Ingersoll Rand QiP3004 — 4UJH6 
* Avg. cfm is based on a 15-sec. run time. 
Pneumatic sy Chicago 
SPEEDAIRE (ji) go. 
- Ingersoll Rand Pneumatic 
Screwdrivers oe 
No. 3YU87 
Average 
CFM @ 
Torque Range 15-sec. CFM@ Overall Mfr. Item 
Soft Draw Free Speed Throttle Type Run Time Full Loadt Air Inlet Length Brand Model No. 
Adjustable Clutch 
Inline 
30 to 70in.-Ib. 1800 rpm Lever 4.00 16.0 "NPT 91%" Speedaire 21AA81 21AA81 No. 
30 to 95in.-lb. 800 rpm Lever 4.00 16.0 "NPT 101%’ Speedaire 21AA80 21AA80 42V743 No. 
Pistol 110895 
2.7 to 30.1 in.-Ib. 1000 rpm Push to Start 3.45 13.0% NPT 85"  IngersollRand 1RINS1 24K078 
Adjustable Cushion Clutch 
Inline 
15 to 30.0 in-Ib, 1000 rem Push to Start 5.00 13.0 %' NPT 8%" _Ingersoll Rand =1RPNC1 3YU87 
“1000 rpm Lever 5.00 13.0 %'NPT 9%" — IngersollRand 1RLNC1 3YU88 
2.5 to 20.0 in.-Ib. 1650 rpm Push to Start 5.00 13.0 %'NPT 8%" —_IngersollRand 1RPMC1 3YU86 
9.6 to 25.2 in.-Ib. 2000 rpm Lever 4.00 16.0 %'NPT 8.9" Chicago Pneumatic CP783 42NX41 
13 to 35in.-Ib. 2100 rpm Lever 4.00 16.0 "NPT 10° IngersollRand 5RLLCi 42262 No. 110894 
13 to 75in-Ib. 1000 rpm Lever 4.00 16.0  “%'NPT 10%" IngersollRand 5RLNC1 3Y529 
20 to 40 in.-Ib. 1800 rpm Lever 3.00 12.0  Y%'NPT 9%" Speedaire 48LZ89 48LZ89 
20to 110 in.-Ib. 1200 rpm Lever 10.00 27.0  ‘Ya'NPT 12"  IngersollRand 7RLMC1 3Y506 sg 
Pistol 
1.5 to 30.0 in.-Ib. 1000 rpm Trigger, Push to Start 5.00 13.0 %'NPT 8%"  IngersollRand 1RANC1 3YU89 
13 to 35in.-Ib. 2000 rpm Trigger 4.00 17.0 V%'NPT 8%" _IngersollRand 5RALC1 3Y538 
13 to 70in.-Ib. 900 rpm Trigger 4.00 17.0 “NPT 9%" _IngersollRand 5RANC1 42261 
20 to 110 in.-Ib. 1000 rpm Trigger 10.00 27.0 Ys NPT 1014" IngersollRand 7RAMCi 3Y507 = Max. psi: 90 
Direct Drive Clutch = Reversible 
Pistol 1/7." ani : ; 
45 to 65in-lb. 2200 rpm Trigger 750 29.7 Ve NPT 6.3" Chicago Pneumatic CP2755 11c@95  " /4. Quick-change bit holder included 
79.2 in.-lb. 900 rpm Trigger 2.50 29.7 Ya"NPT 7" Chicago Pneumatic CP2765 11C896 = = = 
Positive Action Clutch Adjustable Cushion Clutch Controls torque 
Pistol output to the bit. Straight handle units come with 
a 800 rpm Trigger 4.00 29.0 "NPT 7%" Speedaire ASNW60_ 45NW60_ suspension bails. 
20 to 115 in.-Ib. F300 rom Trigger 4.00 29.0 Vv NPT 7%" Speedaire12V743._-12V743 P 
47.1 to 115 in.-lb. 1800 rpm Trigger 4.00 29.0 "NPT 7! Ingersoll Rand 371 3JD32 Direct Drive Clutch—General duty for large and 
88.8 in.-lb. 2100 rpm Trigger 2.90 29.7 Ya"NPT 6.5" Chicago Pneumatic CP2780 11C897 medium scr 
Positive Jaw Clutch edlum Screws. 
Pistol a 
19 to 35in-Ib. 2000 rpm Trigger 4.00 170 We NPT 7" Ingersoll Rand SRALP1 av536.-~Positive Action Clutch—Standard-duty, for use 
39 to 70in.-Ib. 900 rpm Trigger 4.00 17.0 NPT 8" Ingersoll Rand  5RANP1 3Y532 with soft-draw applications. Variable-speed throttle. 
Precision Shut-Off Clutch Through-handle exhaust. 
Inline 
2.7 to 30.1 in.-Ib. 1000 rpm Push to Start 5.00 13.0% NPT 8%" Ingersoll Rand __1RPNS1 3YU84_— Pgsitive Jaw Cluteh—Clutch engages when 
2.7 to 45.1 in.-Ib. 500 rpm Push to Start 5.00 13.0 Ye" NPT 834" Ingersoll Rand 1RPQS1 3YU85 
35 to 13 in-Ib. 1100 rpm Push to Start 2.10 85% BSP 7.7" Chicago Pneumatic cP2003 112508 ‘he operator starts the motor and presses the tool 
7to58in.-Ib. 1000 rpm Push To Start 5.25 30.1% NPT 9.1" Chicago Pneumatic CP2621 11¢894 toward the fastener. Designed for applications where 
Pistol__ ; driving torque may exceed final seating torque. 
8.9 to 66 in.-Ib. 1000 rpm Trigger 5.20 21.0 Ya"NPT 9.3" Chicago Pneumatic CP2611 11C893 
| 1000 rpm Trigger 4.80 19.4. Va"NPT 8210" Speedaire 45NW61 45NW61_ Precision Shut-Off Clutch—Designed for 
BETO BINED” 908 rpm soe ae 4.80 19.4 Va"NPT  82%o" Speedaire 45NW62 45NW62 precision torque applications. Units come with 
t Full load cfm is based on a 1-min. run time. suspension bails. 
oNG ® ¥* ° 
» 





Pneumatic Thread Inserters No. 
= Air Inlet: Y" vanrae 
= Min. hose size: 34" 


Spin-pull-to-pressure technology allows insert setting for varying application thicknesses without the need 
for adjustment. Push-to-thread on mandrel allows automatic reversing and unthreading when insert is set. 
Pop Avdel® models do not include mandrels, nosepieces, or adapters; see Grainger.com®. 






Stroke Pulling Max. Tool Mfr. Item 
Length Force Blind Rivet Dia. (in.) Pressure Construc. L Wt. Brand Model No. 
Tin 3,200 Ibf 90 psi Aluminum 10in 49|b  PopAvdel 74202-00003 52VF50 


Y%-20 to ¥2-16 and M6 to 
M10 Stainless Steel, Steel 
and Aluminum and 2-13 and 
M12 Steel and Aluminum 
Y4in 6,000 Ibf — 95 psi Composite 11%6in 5.11b Speedaire 3CRH8 3CRH8 
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1342 in 6,550 Ibf 87 psi Aluminum 12%in 6.111b Pop Avdel PNT1000L-PC-T 2NJP5 








PNEUMATICS Scan. Order. Done. 
Riveters Details on page Al. 
Chi m 
* SPEEDAIRE ' pla I tic POP > *« Avdel (GY Ingersoll Rand 


Pneumatic and Battery-Operated Riveters 


Set uniform rivets in any position. Industrial-Duty Pheumatic— — Industrial-Duty Pneumatic with 
No. 4WL12 includes a spare set Mandrel Collection System— 

of jaws, jaw pusher, and spare Quick-disconnect allows components 
jaw pusher spring. Nos. 3CRH6 to be serviced without tools. Swivel 
and 3CRH7 have internal vacuum, _ air fitting reduces air consumption 


General-Duty Pneumatic—2-pc. 
jaw system increases jaw traction. 
Internal vacuum for No. 45RM38 
holds mandrel in position for any- 





No. 3CRH3 ke 
angle tool operation. holding mandrel in place for any with On/Off ibe ; 
No. 33E885 angle tool operation. = Min. hose size: 4 
Max. Tool Mfr. Item 
Pulling Force _ Blind Rivet Dia. _ Stroke Length Air Inlet Pressure Construc. Length Wt. Brand Model No. 
General-Duty 
Pneumatic 
1940 Ib. Vai, a2, ¥32', V6. 3¥%64" Ya" NPT 90 psi Aluminum gy" 3.30 Ib. Speedaire 3CRH4 3CRH4 
1983 Ib. Ye, 32, Ab %e" Ya" NPT 100 psi Aluminum 82/2" 3.2 Ib. Speedaire 3CGRH3 3CRH3 
2100 Ib. 332', Ve, 32, Ve. 3¥%64" Ya" NPT 95 psi Aluminum/Composite 112 3.26 Ib. Speedaire 45RM38 45RM38 
2200 Ib. Vai 32°, 32", Vis- — Ya" NPT 90 psi Composite 82930" 3.30 Ib. | Chicago Pneumatic CP9882 33E885 
Industrial-Duty 
Battery Operated 
2000 Ib. 332', Ve, ¥32', V6. bY" — — — 124. 3.8 Ib. Pop Avdel PB2500-NA 40G468 
Pneumatic 
1000 Ib. Ye", %32", 3732" 78" Ye" NPT 85 psi Cast Aluminum 6%6' 3.6 Ib. Pop Avdel PRGS10A-PLUS — 4WL12 
3000 Ib. Ye", 32", Yi, V4" Me Ya" NPT 90 psi Aluminum iA 4.85 |b Pop Avdel PRG540 62022 
3190 Ib. Ve, a2", Ve. 12%9" Ya" NPT 90 psi Aluminum 6" 2.20 Ib Ingersoll Rand AVC10A1 24K080 
4000 Ib. 8 a2", Ls 1%" Ya" NPT 95 psi Aluminum 12" 4.27 |b Speedaire 3CRH6 3CRH6 
ian VAL 
5000 Ib. io 1 Yes" Ya" NPT 95 psi Aluminum 12" 4.8 Ib Speedaire 3CRH7 3CRH7 
Pneumatic Button Handle 
3190 Ib. Ye" 32", 6 12%o" Ya" NPT 90 psi Aluminum 6°Yea" 2.10 Ib Ingersoll Rand AVC10C1 24K081 
Pneumatic with Mandrel Collection 
1900 Ib. Ye" 32", As — Ya" NPT 90 psi Composite 11°Ya" 3.20 lb. _ Chicago Pneumatic CP9883 11D001 
2320 Ib. We" V0" V2" il Ya" NPT 101.5 psi Steel goa" 2.98 Ib. Pop Avdel 76001-00003 443274 
3045 Ib. Ye", 2", As il Ya" NPT 101.5 psi Steel 10°%a" 2./8 |b. Pop Avdel 76002-00003 443275 
3530 |b 35" Ye" 6" Ya" NPT 90 psi Aluminum 11%! 9.1 Ib. Ingersoll Rand AVC26A1 48K601 
Ther Yq = Ya" NPT 90 psi Composite 12'%64" 4.20 |b. Chicago Pneumatic CP9884 11D002 
4206 Ib. Ae, Va il Ya" NPT 101.5 psi Steel 13°%a" 471 |b. Pop Avdel 76003-00003 443276 
— * &) Chicago ad 
12V733 (DREEDAIRE GD ger soll Rand Pneumatic DYNABRADE. 


Pneumatic Grinders 


= Required psi: 90 
See page 2385 for Grinding and Cutting Wheels. 


INDUSTRIAL-DUTY, VERTICAL, TYPE 27/28 WHEEL 


Feature steel guard and adjustable side handles. Built-in mist lubricator automatically 
oils motor. Use either a Type 27 or 28 threaded wheel or plain hole depressed wheel. 








CF 
Wheel Variable Full cfm Handle Spindle Air Overall Mfr. Item 
Bia. mee Speed Exhaust Speed Loadt Average* HP Material Size Throttle Inlet Length Brand Model No. 
ight Duty Kit 
3 16,000 rpm ___ Handle Yes 20.0 3.00 0.40 HP Composite Ya'-20 Trigger =" NPT  5'%e' Speedaire 12V733 12V733 
Light Duty, Type 27 
4 Orpm _ Front No 18.0 4.50 0.50 HP Aluminum ¥g'-24 Lever Ya"NPT 99" Speedaire 48MA0/ 48MA07 
General Duty Mini Kit 
2", 3" 15,000 rpm oa Yes 19.4 2.07 0.20 HP Composite Y"-20 ‘Trigger "NPT 5" Ingersoll Rand 3103KA 1XFG5 
General Duty 
2' 22,000 rpm __ Side Yes 17.0 4.00 _0.20HP Aluminum with Rubber Grip _%'-24 Lever Ya" NPT 5" Chicago Pneumatic CP7500D 110934 
Ay" _12 000 rpm__ Front No 29./ 7.90 _0.80 HP Aluminum %'-14 Lever Ya" NPT 9'" Chicago Pneumatic CP9122BR 110985 
a 12,000 rpm__ Front No 27.6 13.78 0.80 HP Aluminum %'-14 Lever Ya" NPT 9%" Chicago Pneumatic CP9121BR 110984 
4" 11,000 rpm__ Front No 29.0 6.00  0./0 HP Aluminum ¥'-24 Lever Ya" NPT g" Speedaire 21AA89 21AA89 
12,000 rpm ‘Front Yes 23.0 11.60 0.80 HP Aluminum ¥g'-24 Lever Ya'NPT 9.3" Chicago Pneumatic CP9120CRN 20HN60 
AY" 11,000 rpm __ Front No 20.0 6.00 _0./0 HP Aluminum ¥g'-24 Lever Ya NPI 9" Speedaire 21AA90 21AA90 
7 8900 rpm Front No 20.0 6.00 1.00 HP Aluminum %-11 Lever Ye NPT 1394" Speedaire 21AA91 21AA91 
Industrial Duty 
2%" 12,000rpm___Rear No 12.0 3.00 0.40 HP Aluminum Je" Lever Ya" NPT 6 Speedaire A45YY18 45YY18 
10, 000 rpm__Rear No 16.0 4.00 0.80 HP Composite ¥g'-24 Lever Ya NPI 998 Speedaire 21AA83 21AA83 
4" 12,000 rpm__ Rear No 36.0 18.00 1.10HP Aluminum with Rubber Grip %'-24 Lever Ye NPT  9'%64" Chicago Pneumatic CP3450-12AC4 —_- 110899 
12,000 rpm __ Rear Yes 40.0 10.00 1.10 HP Composite ¥e'-24 Safety Lever "NPT 10%%4" Chicago Pneumatic CP7540CN 48FX70 
13,000 rom ___- Front Yes 24.0 6.00  0./0 HP Aluminum ¥g'-24 Lever Ya" NPT g" Chicago Pneumatic CP854 110965 
5" 12,000 rpm__ Rear No 36.0 18.00 1.10HP Aluminum with Rubber Grip %'-11 Lever Ye" NPT 91564" Chicago Pneumatic CP3450-12AB5 _— 110898 
12,000 rpm ___ Rear Yes 40.0 10.00 1.10 HP Composite %'-11 SafetyLever "NPT 10°%4" Chicago Pneumatic CP/550B 48FX73 
Industrial Duty, Type 27 
A4Y4" 12,000 rpm ___Rear No 40.0 10.00 1.00 HP Glass Reinforced Nylon Je" Lever Ye NPT 91%" Ingersoll Rand M2A120RP64 48UT77 
9000 rpm Rear No 40.0 — ___1.00 HP Glass Reinforced Nylon %'-11_ Safety Lever %' NPT  92%a" Ingersoll Rand M2A120RP1045 45JW7/0 
AY" 12,000 rpm ___—‘Rear No 41.0 10.00 0.88 HP Composite ¥-11 Lever Ya"NPT = 99%" Ingersoll Rand 3445MAX 5LANS8 
12,000 rpm __ Rear Yes 68.0 17.00 2.30 HP Composite %3-11 Lever Ye NPI 9%" Chicago Pneumatic CP3650-120AB45 20RHO03 
12,000 rpm Rotational No 43.0 10.75 1.30HP Aluminum with Rubber Grip %'-11 Lever ¥e' NPT 10" Dynabrade 92632 13F65/ 
12,000 rpm __ Rear No 41.0 10.00 0.88 HP Composite 3-11 Lever Ya‘ NPT 99 Ingersoll Rand 345MAX oLANY 
5" 12,000 rpm __ Rear Yes 68.0 17.00 2.30 HP Composite 8-11 Lever ¥e' NPT 9%e' Chicago Pneumatic CP3650-120AB5 20RH04 
12,000 rom Rotational No 43.0 10.75 1.30 HP Aluminum with Rubber Grip %'-11 Lever Ye NPT 10° Dynabrade 92633 13F658 
Industrial Duty, Extended Angle, Type 27 
4" 13,900 rpm __ Rear No 40.0 10.00 1.00 HP Glass Reinforced Nylon Je" Lever Ye NPI 12%" Ingersoll Rand M2E135RP64 48UT78 
13,900 rpm__Rear Yes 74.0 93.00 2.30 HP Composite ¥e'-24 Lever ¥e' NPT 9.37" _ Chicago Pneumatic _ CP3650-135AC4FK 42NW94 
AY," 12,000 rpm__Rear No 40.0 — ___1.00 HP Glass Reinforced Nylon %'-11_ Safety Lever %' NPT 126° Ingersoll Rand M2L120RP1045 45J W681 
7 6000 rpm Side ye 39.0 9.80 1.50 HP Metal %-11 Lever ¥e'NPT  17%e' Ingersoll Rand 7/7A60P107 3Y516 
7/00 rpm Rear 69.0 17.50 2.80 HP Composite %'-14 Trigger = %' NPT 13'%2' _ Chicago Pneumatic CP3850-77AB/V_ —_ 20RHO05 
Industrial Duty, Vertical, Type 27/28 Wheel 
i: 6000 rpm Side No 61.0 19.30 _ 2.10 HP Metal %'-14 Lever Yo" NPT 6%2" Ingersoll Rand 88V60P107 3Y501 
g' 6000 rpm Side No 84.0 21.00 3.00 HP Metal %-11 Lever Yo" NPT 6' Ingersoll Rand 99V60P109 3Y499 
6500 rpm Side Yes 93.0 2/.00 4.00 HP Composite 8-11 Lever Yo"NPT 17" Chicago Pneumatic CP3349-SALAVEL 42NX77 
Industrial Duty, Vertical Type 6/11 Wheel 
g' 6000 rpm Side No 84.0 21.00 3.00 HP Metal %-11 Lever Yo'NPT 6% Ingersoll Rand 99V605106 3Y498 
6000 rpm Side Yes 91.0 20.00 4.00 HP Composite 8-11 Lever Yo NPT 17° Chicago Pneumatic CP3349-SALAVET 42NX76 


* Avg. cfm is based ona 15-sec. run time. f Avg. cfm is based ona 1-min. run time. 
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Pneumatic Right-Angle Die Grinders 
= Lever throttle 


Note: All units can use either carbide burrs or mounted grinding stones, sold separately on pages 
2298, 2299. Make sure that the carbide burr or grinding stone selected has the proper rating and 
spindle size. Not to be used with cutoff wheels. 


LIGHT-DUTY KIT 

No. 12V740 includes 2 collet wrenches, 4" collet, ¥g" collet, 5 grinding stones 
with 4" shank, and 5 grinding stones with 1%" shank. 

GENERAL-DUTY KITS 


Include wrenches, a 2" backing pad, and 2 each of: 2" coarse-surface prep pads, 
2" medium-surface prep pads, 2" fine-surface prep pads, 50-grit sanding discs, 
36-grit sanding discs, and 24-grit sanding discs. No. 232014 includes tool, 2 
wrenches, 6mm collet, 10 abrasive stones, plastic case, and manuals. 


INDUSTRIAL-DUTY 
Angle head gears can be greased through a built-in grease fitting. 


No. 110970 













No. 25H894 


Variable cim Handle Overall Right Angle Mfr. Item 
Free Speed HP Collet Exhaust Speed Average* @FullLoadt Material** Length Length Brand Model No. 
Light-Duty Kit 
20,000 rpm 0.39 HP Ye" and 4" Front No 3.50 15.0 A 5%" 216 Speedaire 12V740 12V740 
Light Duty Mini 
15,000 rpm 0.20 HP Yq" Rear No 1.68 6.7 A 41/6" 2%6 Speedaire 10D231 10D231 
17,000 rpm 0.20 HP V4 Rear No 1.68 La A 415/16" 216 Speedaire 10D230 10D230 
Light-Duty 
18,000 rpm 0.20 HP Ye" and 4" Front Yes 3.50 14.0 P 5 2% Speedaire 48LZ92 48LZ92 
20,000 rpm 0.39 HP Yq" Front No 3.50 15.0 A 5%" 21/6 Speedaire 12V739 12V739 
General-Duty Kits 
21,000 rpm 0.25 HP Yq Front No 6.00 24.0 A 5Y4" 2%32" Ingersoll Rand 301BK 232014 
22,500 rpm 0.3 HP V4 Rear Yes 5.50 22.0 A 477 2 Chicago Pneumatic CP875K 11C971 
General-Duty 
17,000 rpm 0.2 HP Yq Rear Yes 8.00 16.0 ARG 423/39" — Chicago Pneumatic CP9107 110980 
18,000 rpm 0.5 HP V4 Rear Yes 5.15 23.0 ACC 66 2" Speedaire 45NW65 45NW65 
0.5 HP V4 Rear Yes 5.19 23.0 ACC 7932" 34" Speedaire 45NW66 45NW66 
20,000 rpm 0.33: HP Ya" Rear No 6.00 23.0 C i 2932" Ingersoll Rand 302B 232009 
0.35 HP Yq" Rear Yes 4.00 16.0 ARG 6Y2" o Speedaire 21AA82 21AA82 
21,000 rpm 0.25 HP Yq Front No 6.00 24.0 A 5 YA" 2%2" Ingersoll Rand 301B 232008 
22,500 rpm 0.3 HP V4" Rear Yes 9.00 22.0 A 47 a Chicago Pneumatic CP875 110970 
23,000 rpm 0.32 HP YA" Rear Yes 2.00 8.7 ARG 8" a Chicago Pneumatic CP9108Q-B 110981 
0.32 HP YA" Rear Yes 2.00 8.7 ARG 6-1" 2: Chicago Pneumatic CP9106Q-B 110979 
Industrial-Duty 
3200 rpm 0.4 HP — Rear No 6.25 29.0 CRG 12%32" 3" Dynabrade 49425 25H856 
0.4 HP Yq" Rear Yes 2.40 10.0 C WE 2/6 Speedaire 12V741 12V741 
0.4 HP Yq Rear No 4.80 19.0 C 6" ch Ingersoll Rand G1A120RG4 1TDH7 
12,000 rpm 0.4 HP V4 Rear No 8.00 32.0 C 62532" 2%" Ingersoll Rand_ 312AC4A 4TMA5 
0:5 HP V4 Rear No 8.50 17.0 C BY" 3 Chicago Pneumatic CP3019-12AC  451X47 
0.7 HP V4 Rear No 9.50 38.0 C WE 2230" Dynabrade 54343 13F680 
1.0 HP Ys" and 6mm Rear No 4.25 40.0 GRN 85Y6q" 3¥32" Ingersoll Rand M2A120RG4 45JW88 
15,000 rpm 0.20 HP — Rear No 1.83 3.7 A 41/6" — Speedaire 10D232 10D232 
0.4 HP Yq" Rear No 6.25 25.0 C 6Y2" 294" Dynabrade 48316 25H844 
0.5 HP Yq Front No 7.00 28.0 C 6" — Dynabrade 92211 25H896 
0.54 HP V4 Rear Yes 5.25 21.0 ACC 6%" 4/6 Chicago Pneumatic CP3030-418R  22P506 
18,000 rpm 0.7 HP V4 Rear No 10:25 41.0 C WES 2230" Dynabrade 54359 13F681 
0.7 HP V4 Rear No 10.25 41.0 C 11%" 2230" Dynabrade 54363 13F682 
1.0 HP Ys" and 6mm Rear No 6.25 40.0 GRN 91% 4" 3%32" Ingersoll Rand M2A180RG4 45JW73 
0.25:HP V4 Rear No 3.50 15.0 ARG 5 v4" 3 Speedaire 12V738 12V738 
0.4 HP V4 Rear Yes 2.40 10.0 C wes 216 Speedaire 12V742 12V742 
0.4 HP Yq Rear No 3.00 12.0 A 6" a Speedaire 45YY31 45YY31 
0.4 HP V4 Rear No 6.00 25.0 C 7' 273" Ingersoll Rand 5102MAX 232012 
0.4 HP Yq Rear No 6.25 29.0 CRG 8 2y4" Dynabrade 46002 25H834 
20,000 rpm 0.4 HP V4 Rear No 6.30 29.0 C 6" 3" Ingersoll Rand G1A200RG4 1TDH1 
0.4 HP Ys" and 6mm Rear No 8.00 32.0 C 625/32" 298" Ingersoll Rand 320AC4A 4TMA6 
0.5 HP Yq Front No 7.00 28.0 C 6 43Y%6q" Dynabrade 52212 13F670 
0.54 HP V4 Rear Yes 5.70 23.0 ACC 616 4/6 Chicago Pneumatic CP3030-420R  22P507 
0.7 HP Yq" Rear Yes 7.50 30.0 ACC 616 4/6 Chicago Pneumatic CP3030-520R  22P490 
0.7 HP Yq Front No 9.00 36.0 C 5 Ve" 5a" Dynabrade 52290 13F673 
24,000 rpm 0.54 HP V4 Rear Yes 5.80 23.3 ACC 616 4/6 Chicago Pneumatic CP3030-424R  22P489 
0.4 HP Ya" Rear Yes 4.20 17.0 ACC 6Y" 20" Chicago Pneumatic CP3030-325R  22P505 
25,000 rpm 0.4 HP Yq Front No 5.00 20.0 C 6" _— Dynabrade 52204 25H894 
0.4 HP Yq Rear No 5.75 23.0 CRG Q" — Dynabrade 48205 25H843 
30,000 rpm 0.4 HP V4 Rear Yes 4.75 19.0 ACC bY" 2 V2" Chicago Pneumatic CP3030-330R  22P488 


* Avg. cfm is based ona 15-sec. run time. ¢ Avg. cfm is based on a 1-min. run time. **A = Aluminum, ACC = Aluminum with Composite Cover, ARG = Aluminum with Rubber Grip, C = Composite, 
GRN = Glass Reinforced Nylon, P = Plastic, CRG = Composite with Rubber Grip. 
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Scan. Order. Done. 
Details on page A1. 
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No. 232011 Chicago 


Pneumatic 


N) 


* SPEEDAIRE . GY Ingersoll Rand 


Pneumatic Straight Die Grinders 


= Required psi: 90 KIT NO. 48MA01 


= Air inlet: 4" NPT Includes Die Grinder No. 48LZ99, plus five 
= Min. hose size: 34" Ya" and five Ys" grinding stones, collet 

= Lever throttle wrenches, and durable plastic case. 

Not to be used with cutoff wheels = wir no, aFYy2 


oF nen ise ee case Includes twenty 2" sanding discs, fifteen 


either carbide burrs or mounted ai candingcdiscs: 6 bure-AOanndin 
grinding stones, sold separately on g po Rule e g 
stones, and molded carrying case. 


No. 10D235 


® 
DYNABRADE 










No. 13F675 


m->- 


No. 11C966 








No. 1TDG2 pages 2298, 2299. 
Average CFM 
Free Variable CFM @ @ 15-sec. Handle Overall Mfr. Item 
Speed HP Collet Exhaust Speed Full Loadt Run Time Material** Length Brand Model No. 
Light Duty Kit 
[ at rpm 0.5 Yq Rear Yes 22.0 6.00 A 64" Speedaire 48MA01 48MA01 
ight Duty 
22,000 rpm 0.5 Yq Rear Yes 22.0 6.00 A 64" Speedaire 48LZ99 48LZ99 
20,000 rpm 2 Ye" and 4" Front Yes 14.0 3.90 P 42939" Speedaire 48LZ93 48LZ93 
Light Duty Mini 
20,000 rpm 0.2 Va Rear No 13 1.83 A 416 Speedaire 10D235 10D235 
General Duty 
0.5 Ya Rear Yes 16.0 4.00 G 616" Speedaire 21AA86 21AA86 
°° 000 rom 0.5 Yq" Rear Yes 23.0 5.80 ACC 66 Speedaire 45NW67 45NW67 
P 0D Ya Rear Yes 16.0 4.00 A 6" Speedaire 21AA88 21AA88 
0.5 Yq" Rear Yes 16.0 4.00 ARG 1% Speedaire 21AA8/ 21AA87 
20,000 rpm 0.33 Ya Rear No 28.0 7.00 C 62/32" Ingersoll Rand 308B 232011 
27,000 rpm 0.6 Yq" Rear Yes 26.0 10.00 — 6°%a" Chicago Pneumatic CP87/2 401J31 
28,000 rpm 0.25 iA Front No 24.0 6.00 A oV6. Ingersoll Rand 30/7B 232010 
0.32 Yq" Rear Yes 8.6 4.30 ARG 613%" Chicago Pneumatic CP9105Q-B 110978 
30,000 rpm 0.3 Va Front Yes 24.0 12.00 A 49/4" Chicago Pneumatic CP8/6 110972 
General-Duty Kits 
28,000 rpm 0.25 YA Front No 24.0 6.00 A — Ingersoll Rand 30/7BK 232015 
General Duty, Extended 
22,000 rpm 0.5 Ya Rear Yes 16.0 4.00 A 13: Speedaire 21AA89 21AA85 
27,000 rpm 0.20 Ya Rear Yes 8./ 4.00 ARG 10'%a" Chicago Pneumatic CP91100-B 110982 
Industrial Duty 
3000 rpm 0.5 Ya Rear No 16.0 4.00 A 8°%6a" Speedaire 45YY19 45YY19 
12,000 rpm 1.0 Yq" Rear No 38.0 9.50 C ploy Dynabrade 92666 25H926 
0.40 Rear Yes 21.2 D3) ACC 1232" Chicago Pneumatic CP3000-415R 22P499 
45.000 71 0.7 Rear Yes 29.0 6.25 ACC 1% Chicago Pneumatic CP3000-515R 22P503 
p 1.0 Rear No 39.0 9./9 C 10" Dynabrade 9266/ 13F674 
1.33 Side No 40.0 10.00 M EVA Ingersoll Rand 61H150G4 3Y525 
0.40 Rear Yes 212 9.30 ACC 1°30" Chicago Pneumatic CP3000-418R 22P901 
0.5 Front No 16.0 4.00 A és Speedaire A45YY20 45YY20 
0.5 Rear No 16.0 4.00 A v Speedaire 45YY21 45YY21 
0.5 Front No 24.0 6.00 C (a Dynabrade 51301 25H868 
18,000 rpm U7 Front No 33.0 8.00 C 6" Dynabrade D220 25H902 
0.7 Rear No 18.0 3.40 ARG V6 Speedaire 21AA84 21AA84 
Uf Rear Yes 28.0 7.00 ACC 1% Chicago Pneumatic CP3000-518R 22P904 
1.0 Rear No 42.0 10.50 GRN 829%64" Ingersoll Rand M2H180RG4 45JW75 
1.0 Rear No 42.0 10.50 GRN 132%a" Ingersoll Rand M2X180RH63 45JW85 
19,000 rpm 0.8 Rear No 31.8 15.90 CG 816" Chicago Pneumatic CP3109-19 45TX48 
0.40 Rear Yes 23.3 9.80 ACC 123/32" Chicago Pneumatic CP3000-420R 22P502 
0.4 Rear No 19.0 4.80 C 6" Ingersoll Rand G1H200RG4 1TDG7 
0.4 Rear No 23.0 we CRG 615/42" Dynabrade 48360 13F661 
0.4 Rear Yes 11.0 1.60 C U6 Speedaire 12V735 12V735 
20,000 rpm UD Front No 24.0 6.00 C (ts Dynabrade 91302 25H869 
0.7 Front No 34.0 8.50 C 6" Dynabrade 92258 13F671 
U7 Rear Yes 28.0 7.00 ACC 1% Chicago Pneumatic CP3000-520R 22P486 
1.0 Rear Yes 42.0 10.50 P 89 Ingersoll Rand M2H200RG4 45EU61 
1.0 Rear No 44.0 11.00 C 84" Dynabrade 52669 13F675 
©4000 rom 0.5 Rear Yes 21.0 10.50 A oy" Chicago Pneumatic CP860 110966 
p 0.5 Rear Yes 23.0 5.80 ACC [2930 Chicago Pneumatic CP3000-424R 22P485 
0.30 Rear Yes 11.0 1.60 C T'A6. Speedaire 12V 736 12V736 
0.4 Front No 20.0 5.00 C a Dynabrade 92200 25H892 
0.4 Rear No 12.0 3.00 A 5*%64" Speedaire A5YY22 45YY22 
0.4 Rear Yes 19.0 4.70 ACC 6" Chicago Pneumatic CP3000-325R 22P498 
25,000 rpm 0.4 Rear No 20.0 9.00 C 6¥" Ingersoll Rand G1H250RG4 1TDG6 
0.4 Yq Rear No 32.0 8.00 C 6" Ingersoll Rand 3200C4A 4TMA7 
0.4 Ya Rear No 20.0 6.00 C 6%6. Ingersoll Rand 9108MAX 232013 
0.4 Ya Rear No 23.0 LD CRG 3" Dynabrade 48325 13F662 
1.0 Ys" and 6mm Rear No 45.0 10.50 GRN 8°%6 4" Ingersoll Rand M2H250RG4 45JW89 
0.3 Yq Rear No 13.0 3.00 A 61942" Speedaire 12V 734 12V734 
0.33 Va" Rear No 30.0 8.00 C 62" Ingersoll Rand 330SC4A 4TMC1 
30,000 rpm 0.4 Ya Front No 20.0 9.00 C a4" _Dynabrade__ 92202 29H893 
0.4 Ya" Rear Yes 19.0 4.75 ACC 6" Chicago Pneumatic CP3000-330R 22P484 
0.4 Yq" Rear No 23.0 O10 CRG 6" Dynabrade 48327 13F663 
0.4 Ve" Rear No 23.0 awe C 6" Dynabrade 48345 25H846 
0.37 — Rear No 30.0 8.00 C 6" Ingersoll Rand 3399C4A 4TMA8 
35,000 rpm 0.4 Va Rear No 20.0 6.30 C 6 Ingersoll Rand G1H350RG4 1TDG5 
0.4 V4" Rear No 23.0 Df) CRG 8" Dynabrade 48355 13F664 
Industrial Duty, Extended 
9000 rpm 0.4 Yq" Rear No 23.0 O19 CRG 9116" Dynabrade 47202 13F665 
1.0 Ya Rear No 36.8 18.40 ARG 13° Chicago Pneumatic CP3451-185EC 110902 
18,000 rpm 1.2 Ya Rear No 0.2 19.08 C 14.2" Chicago Pneumatic CP3119-18ES 36WC52 
1.35 Ya Rear No 99.0 13.80 C 14%" Ingersoll Rand G3X180RG4 1TDG2 
20,000 rpm U5 Yq" Rear No 31.0 119 C Ze Dynabrade 93902 25H943 
0.3 Ya Rear No 12.0 3.00 PVC 10%" Speedaire 12V/3/ 12V737 
25,000 rpm 0.4 Ya Rear No 29.0 6.30 C Qe" Ingersoll Rand G1X250RG4 1TDG4 
0.4 = Rear No 30.0 8.00 C 9%" Ingersoll Rand 325XC4A 4TMA9 
Die Grinder Accessory Kit 
50-pc. Die Grinder Accessory Kit Ingersoll Rand 23A-VAR-GR 1FYV2 


t CFM is based on a 1-min. run time. ** A = Aluminum, ACC = Aluminum with Composite Cover, ARG = Aluminum with Rubber Grip, C = Composite, CRG = Composite with Rubber Grip, 
GRN = Glass Reinforced Nylon, M = Metal, P = Plastic, PVC = Polyvinyl Chloride. 
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Find the wy. Find Solutions. Find Great Prices. Grinders & Sanders 
“ “ ji “ X GPEFNAIRE’ «) Chicago ID ingersoit rand 
Pneumatic Pencil and Inline Die Grinders —0101/ Pneumatic CPP nsesotsand  preeite 
= ¥" Collet Ingersoll Rand—All units 
Speedaire®—High-speed design include precision collet, variable- can use either carbide burrs or ge. = 


mounted grinding stones, sold No. 24AA92 
separately on pages 2298, 2299. 


Average CFM Whip 
Exhaust Variable @15-sec. Hose Overall Tool Mfr. Item 
Free Speed HP Type Speed Throttle RunTime* 1.D. Length Wt. Brand Model No. 


speed control, and 58" air hose with integrated exhaust. 








General Duty Pencil Grinders No. 110977 
56,000rpm_ 0.1 Rear ‘Yes _ Twist 1.50 Yeo" 5 Vs" 0.25 lb. _ Speedaire 21AA92  —_—-21AA92 
60,000 rpm 0.05 __ Rear Yes Twist 1.80 Zs 9¥%' 0.5 lb. Chicago Pneumatic CP9104Q 110977 
Industrial Duty Pencil Grinders 
Rear Yes Twist 1.80 732" 5¥3" _0.2lb. Ingersoll Rand GHO11A-600-1 52344 
60,000 rpm 0.10 — Front No Slide 1.50 V6" 5%; Q.3lb. — Ingersoll Rand 1978 52343 
0.12 Rear Yes Twist fou Yq 6" 0.3 lb. Chicago Pneumatic CP3000-600CR 22P487 
70,000 rpm __—i0.1 Rear Yes Twist 1.50 Fo (Ve _(0.31 Ib. Speedaire 21AA93 21AA93 
Straight Line Pencil Grinders 
25,000rpm 0.40 Rear Yes _ Twist 5.00 Hy" 52%" 1.2 lb. __ Dynabrade 52861 13F656 
30,000 rpm 0.10 _Rear No Twist 2.00 Yq 5% 0.7 Ib. Dynabrade 51/06 13F652 
50,000rpm 0.10 Rear No Twist 2.00 Yy" 5%" _0.7lb. _ Dynabrade 51703 13F653 
60,000rpm 0.10 Rear No Twist 2.00 yy 5%" 0.6 lb. _ Dynabrade 51700 13F654 
100,000rpm 0.10 Rear No Twist 1.50 Yy" 5% _1.2lb. __ Dynabrade 51810 13F655 7 
; o. 52344 
* Avg. cfm is based on a 1-min. run time. 

: & . B Chicago | 
Pneumatic Sanders SPEEDARE — eM AR) icersot rand Pneumatic 
= Required psi: 90 80-, 100-, and 120-grit sanding discs, Nos. 13F677 and 13F678— are low-profile rotational exhaust-type 
= Air inlet: 4" (1) 3" fine, medium, and coarse surface Ergonomic offset handle provides units with a high power-to-weight ratio 
= Min. hose size: 3" prep discs, and spindle wrench packed greater operator comfort and control. | and ergonomic design. 

Note: See page 2370 for sanding discs. in a heavy-duty carrying case. Gearless design reduces downtime and Industrial-Duty Straight-Line— 


No. 10D238—Includes 1 each of 3", Nos. 116929 and 5KB20—Side MalMenaneeCOsts: Reload easily with quick action paper 


41" and 5" sanding pads, setting handle fits either left or right side. Industrial-Duty Right-Angle— clamps. 1" stroke length. Use bodyfile 
steel bar, and L-shaped wrench. Include lockout nut and wrench. Nos. 13F686 and 13F687 rear sanding sheets. 
exhaust-type sanders are for 


composite and fiberglass sanding. Industrial-Duty Vertical—Use fiber 


No. 11€0919—Includes: (1) Mini pistol No. 116996—Features a rear exhaust 





ith 3” "and a pistol grip. discs and come with a 7" backing pad. 
disc sander with 3” Roloc pad, (10) 3 acs grip Nos. 13F659, 13F660, and 13F689 gp 
CFM@ CFM 
Pad Arbor Spindle 15-sec. @Full Exhaust Handle Variable Overall Mfr. Item 
Size Free Speed HP PadFaceType Hole Size RunTime Loadt Type  Material** Speed Length Brand Model No. 
Light Duty Kits 
Mini Sander Kit 
° 46,000 rpm 0.4 — — *¥ze'-20 3.50 19.7 Handle C Yes 51%" Speedaire 10D238 10D238 
Pistol Kit 
3" 15,000 rpm 0.2 — — %%'-20 10.50 21.0 Se ARG No 4" Chicago Pneumatic CP7202D 11C919 
Light Duty 
High Speed 
9%" 18,000 rpm 0.5 PSA Ze “6-20 9./0 23.0 _ Front A Yes Ay," Speedaire 48LZ97 _48LZ97 
Mini 
20" 45,000 rpm 0.2 Roloc-Style (3M) — ¥% 210 194 {hrough Yes 5.3" _ Ingersoll Rand + 3103XPA 127589 
cic eel : “Handle g No. 10D238 
2° 16,500 rpm 0.2 Hook — M10X1.5 1.83 13:2 Rear A No Ai," Speedaire 10D233 —10D233 
3° 16,000 rpm 0.4 Hook-and-Loop — ‘%6-24 3.00 19.7 Handle G Yes Ai Speedaire 10D23/ 100237 
General Duty 
Angled 
7 9000 rpm_0.71 Plastic Pe Ye-11 6.60 26./ Rear ARG Yes _12'%2" Chicago Pneumatic CP/269S 110929 
9000 rpm_0.5 — % ¥e-11 8.00 29.0 Rear M No 16° Ingersoll Rand 313A oKB20 
High Speed 
$0" 18,000 rpm — = Re Ye'-20 12.00 25.0 Rear M No 45," Ingersoll Rand 317A = SKB21 
Pistol Grip 
es 14,000 rpm _ 0.5 Plastic Ye “~e-20 12.00 21.0 Rear A No 10%" Chicago Pneumatic CP9//8 110996 
ertical 


7 5000 rpm 0.71 Plastic Pe  ¥e-11 8.00 32.0 Rear ARG No  11'%6 Chicago Pneumatic CP/265S 110926 
Industrial Duty 








7° Offset 
2 20,000 rpm 0.4 Locking — 4-20 of o 23.0 Rear CRG No g Dynabrade 48500  25H849 
3" 15,000 rpm _ 0.7 Locking —  *-24 8.00 32.0 Front C No 6 Dynabrade 92410 —13F677 
A sie rpm _0./ Locking —  *-24 9.00 36.0 __Front C No 6" Dynabrade 92412 _13F678 
igh Spee 
— 20,000 rpm 0.4 = — 4-20 6.00 20.0 Rear C No 6" Ingersoll Rand G1A200RS4 1TDH5 
Right Angle 
12,000 rpm 0.4 Locking — 4-20 5.00 20.0 Rear CG No 93/4" Dynabrade 591230  13F686 
2" 20,000 rpm 0.4 Locking — 4-20 5.00 20.0 Rear C No gy" Dynabrade 91232 _13F687 
20,000 rpm 0.4 Locking — 4-20 6.25 29.0 Front CRG No 2. Dynabrade 47822 25H840 
es 18,000 rpm 0.7 Locking —  *-24 10.25 41.0 Rear C No 82 Dynabrade 04400 —_:13F683 
ie 11,000 rpm 1.0 Thermoplastic — %'-11 10.25 41.0 Rear C No  11'%e' Dynabrade 52561 25H917 
4¥5" 12,000 rpm_1.3 Rubber — ¥-11 10.75 _ 43.0 Rotational R No 10" Dynabrade 52634 _13F659 
2 12,000 rpm _ 1.3 = = = 10.75 43.0 Rotational C No 10" Dynabrade 92639 _ 25H923 
6000 rpm__1.3 Rubber — ¥%-11 10.00 _ 40.0 Rotational R No 10" Dynabrade 5265/ _13F660 
7’ 6000 rpm_1.3 Rubber — _ *%-11 10.00 —_ 40.0 Rotational R No 149%" Dynabrade 9209/ _13F689 No. 11C926 
8500 rpm_1.3 Thermoplastic —  ‘%'-11 10.00 _ 40.0 Rotational C No 10" Dynabrade 93868 _ 25H951 
Straight Line 
3 i 
“5 2400 rpm 0.3 VinylorHook — — 450 180 — Rear R No 8" Dynabrade 57400  25H964 
2y4" 
a 5000 rpms — Clip — _— 8.50 10.7 Rear A Yes 16%" Chicago Pneumatic CP7268 11C927 
7%" 
Vertical 
4" 11,000 rpm_ 0.7 Locking — _ *-24 8.00 32.0 Rear R No 6%" Dynabrade 90324 _25H861 
4¥" 11,000 rpm _ 0.7 Metal Assembly — %'-11 8.00 32.0 Rear R No 6%" Dynabrade 90321 _:13F679 
7" 6000rpm_ 0.8 — % 5-14 5.50 22.0 Side M No 6%" __ Ingersoll Rand 7S00L _ 3Y504 No. 13F659 


t Avg. cfm is based on a 1-min. run time. ** A = Aluminum, ARG = Aluminum with Rubber Grip, C = Composite, CRG = Composite with Rubber Grip, 
M = Metal, R = Rubber. 
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No. 11X733 







No. 110997 


. o Chi 
* SPEEDAIRE a ©) Bea Daatic (GY Ingersoll Rand 


ee 8 //// 


Pneumatic Industrial-Duty Belt Sanders 


Note: See page 2364 for abrasive belts. For contact arm assemblies and tune up kits, go to Grainger.com®. 


No. 21AC02 


Average CFM@ CFM@ _ Exhaust Overall Mfr. Item 
Belt Size Free Speed 15-sec. Run Time FullLoadt Type Includes Length Brand Model No. 
Sanders 
Ya to Yo" Wx 24"L 20,000 rpm 1.15 31.0 Front Mfg. Model 11218 Contact Arm 145%" Dynabrade 14000 11X731 
Ys to Vo" Wx 12"L 25,000 rpm 5.00 00 One et 11%’ Dynabrade 15003 11X737 
V4 to ¥a"W x 18"L 20,000 rpm 7.00 28.0 Front Mfg. Model 11206 Contact Arm 14 4%" Dynabrade 40320 11X733 
Ys to %" W x 20%" L 20,000 rom 7.00 28.0 Front Mfg. Model 11287 Contact Arm 14" Dynabrade 40326 11X735 
¥%" Wx 13" L 22,000 rpm 14.00 28.0 Rear — 12" Chicago Pneumatic CP9779 110997 
Yo" W x 12" L 12,000 rpm 4.75 19.0 Rear — 1034" Ingersoll Rand G1A120RS812 1TDH6 
Yo" W x 24" L 20,000 rpm 10.80 21.6 Rear _— 15%" Chicago Pneumatic CP5080-4200D24 22P496 
Yo" W x18" L 20,000 rpm 10.80 21.6 Rear _— 13%" Chicago Pneumatic CP5080-4200H18 22P497 
20,000 rpm 7.00 28.0 Front Mfg. Model 11203 Contact Arm 14%" Dynabrade 40335 25H829 
Yo" Wx 12" L 26,000 rpm 8.90 17.6 Rear — 11%" Chicago Pneumatic CP5080-3260D12 22P495 
"Wx 18"L 22,000 rpm 13.55 27.1 Rear — 13%" Chicago Pneumatic CP5080-5220H18 22P512 
Kits 
Ye to Yo" Wx 24"L 20,000 rom 7.15 31.0 Front (5) Contact Arms, Assortment of Abrasive Belts, Case 14%" Dynabrade 14010 11X732 
Vato Ye" Wx 18"L 20,000 rpm 7.00 28.0 Fone ee oie AO} Winch cee 14%" —— Dynabrade 40321 411X734 
Yo" W x 18°L 20,000 rpm 8.90 21.6 Rear (3) Contact Arms, (5) Belts, (1) Hex Key 13%" Chicago Pneumatic CP5080-4200H18K 22P511 
i i 3mm Hex Key, Grinding Belt #60, Grinding " 
Yo'W x 12°L 20,000 rpm 4.20 24.0 Rear Belt #120, (2) Surface Prep Belt 12% Speedaire 21AC03 21AC03 
Yo" Wx 12" L 26,000 rpm 4.40 17.8 Rear (3) Contact Arms, (5) Belts, (1) Hex Key 11%" Chicago Pneumatic CP5080-3260D12K 22P510 
Ya"W x 18°L 18,000 rpm 4.50 12.5 Rear 4mm Hex Key, Grinding Belt #60 , Grinding Belt #80, Handle 15%" Speedaire 21AC02 21AC02 


t Avg. cfm is based on a 1-min. run time. 


Pad Pad Face Orbit Free CFM@ Overall Mfr. Item 
HP Size Type Dia. Speed Full Loadt Length Brand Model No. 
Geared Dual Action (DA) 
Self Generating Vacuum 
0.25 : PSA ¥e' 12,000rpm =17.0 92464" Ingersoll Rand 311A 62563 
No. 8 PSA 32" 825 rpm 16.0 7%e Ingersoll Rand 328B 4Y368 
«(67563 0.30 6" PSA ¥s' 10,000 rpm ~=—«*i18.0 4¥2" Chicago Pneumatic CP870 110967 


Light Duty Mini Kit 

0.2 2"and3" Hook-and-Loop %2" 15,000rpm = 21.0 54%4" Chicago Pneumatic CP/7200S 110917 
0.20 3. Hook-and-Loop %6 15,000rpm =: 14.7 18.1" Ingersoll Rand 3128XPA 127594 
0.25 “i PSA %ie' 12,000rpm 14.0 74" Dynabrade 59024 13F635 


Random Orbital Sanders 
Central Vacuum 




















No. 110903 0.26. 5" PSA je 12,000rpm 16.0 7% Dynabrade 69024  13F639 
0.28 5° PSA He" 12,000rpm 180 7%' Dynabrade 56819  13F643 
0.30 6" PSA Ye" 12,000 rpm ‘16.0 84%4" Chicago Pneumatic CP7255CV 110923 
Nonvacuum 
0.08 1%" Locking %e 7500rpm 6.0 5 Dynabrade 57502 25H968 
No. 35" PSA He" 12,000rpm 15.8 7" Ingersoll Rand RS23B-PLV-1 3YY27 
earans 5" PSA He" 12,000rpm 15.8 7" Ingersoll Rand R0O25B-PSV-1 3JF08 * 
a PSA %o" 12,000rpm 15.8 7" Ingersoll Rand RO25B-PSV-2 3YY25 
oi PSA Ye’ 12,000 rpm 16.0 6%e' Chicago Pneumatic CP3511 110903 
6" PSA He" 12,000rpm 15.8 7%'  IngersollRand RO26B-PSV-1 3JF13 * 
6" PSA ¥o" 12,000rpm 15.8  7%'  IngersollRand RO26B-PSV-2 3YY26 
0.24 3%'x7'  VinylorHook %2" 10,000rpm 16.0 7Y4" Dynabrade 57810 25H971 
aa 5 PSA He" 12,000rpm 140 6Y' Dynabrade 59020 13F632 
Beet oe 2 Vinyl or Hook 2" 12,000rpm 14.0 6%" Dynabrade 59035 250005 
2 PSA ¥e' 12,000 rpm ~=—*i14.0 6Y" Dynabrade 59005 25H994 
= 6" PSA He" 12,000rpm 14.0 a Dynabrade 59025 13F633 
i) Ae PSA He" 12,000rpm 16.0 61" Dynabrade 69020 13F636 
mee (ED) ngersoii Rand 7 6" PSA 6 12,000 rpm 16.0. 7 Dynabrade 69025 13F637 
5 PSA He" 12,000rpm 18.0 61" Dynabrade 56815  13F640 
Chicago ¥& ° 0.28 5° Vinyl ¥o" 12,000rpm 18.0 6%" Dynabrade 56850  25H957 
J) i SPEEDAIRE 6" PSA He" 12,000rpm 18.0 is Dynabrade 56826  13F641 
Pneumatic 
5" PSA He" 10,000rpm 18.5 7" IngersollRand RO35A-PSV 3JF18 * 
- 7 6" PSA ¥2" 12,000rpm 16.0 7%" Chicago Pneumatic P7225 110920 
Pneumatic Random Orbital and 0.30 ——F PSA 6 12.000rpm 16.0 7%e° Chicago Pneumatic CP7255 110922 
= ' 6" Hook-and-Loop %c6' 12,000rpm 16.0 7%c6' Chicago Pneumatic CP7255E 110924 
Geared Dual Action Sanders 0.45 6" Hook-and-Loop %6 12,000rpm = 23.0 11%" Dynabrade 58435 13F648 
j Nonvacuum, Palm 
. a pad face 7 ee 030 6" PSA Ye’ 10,000 rpm 185 714" Ingersoll Rand RO36A-PSV _3JF24 * 
= %¢6' orbit, except Nos. 3YY25, and 3YY26 have %2" orbit Self Generating Vacuum 
. , : : 0.20 5" PSA He" 12,000 15.8 | IIRand RO25B-VLV-1 3JF09 
Geared Dual Action (DA)—Dual-action motion pad provides 095 Be PSA 7" 19'000 Ti ho Be are 20093 43F634 
swirl-free finishes. Come with a 6" foam-backed pad that accepts 028 5" PSA %e' 12,000rpm 180 8%" Dynabrade 56818  13F642 
PSA sandpaper. 3 Vie" x 694" PSA — g000rpm ‘12.0 9" Ingersoll Rand 312A SLAG1 
Pap 0.30 3%'x6%' Foam Rubber %2" 8000rpm 17.6 7%" Speedaire 21AC01 21AC01 
aniico With — renal 7 6" PSA He 12,000 rpm 16.0. 9%«° Chicago Pneumatic CP7255SV 112511 
Tune Up Kits, include Rotor and Vane Set, Bearings vacuum a PSA %e 12,.000rpm 15.5. 7" ~~ ~+IngersollRand 4151-5 SRAEQ 
DSR se Her Comat Os em 0.20. 6 PSA %e° 12,000rpom 155 7 Ingersoll Rand 4151 1MM30 
Mfr. No. 56815, 56826, 56818, 56819  Dynabrade 96024  13F716 = 
13F636, 13F637, 13F638, 13F639 Dynabrade 96620  13F717 6 PSA —~42,000rpm 15.5 72%« — Ingersoll Rand 4152 454254 
13F632, 13F633, 13F634, 13F635 Dynabrade 96510 13F718 0.26 5° me oe et rpm ee 82" ) cre ae es rarest 
* it i : : ia ngersoll Ran 
Nonvacuum sanders use PSA (pressure sensitive adhesive) sandpaper. See 0.30 2 ee 9 - 
Index under "Sandpaper, PSA Disc." ¢ Avg. cfm is based on 1-min. run time. 6 PSA Ye" 10,000 rpm__18.5 7% __\ngersoll Rand _ RO36A-CSV_3NF21 
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25H912 4 * 
| SPEEDAIRE am Ingersoll Rand 
Cut-Off Tools Bhoaatic 


All units feature a guard that can be rotated 360° and rear exhaust. 
Note: For cut-off wheels, see page 2383. 


Industrial-Duty—Accepts Type 27 grinding wheels. 


Average 
CFM @ 
15-sec. 
Wheel Free Run Handle Overall Mfr. Item 
Dia. Speed Time* Material Length Includes Brand Model No. 
Light-Duty 
14mm Hex 
3" 20,000 rpm 6.00 Aluminum 7%" Wrench, %c' Speedaire 48MA05 48MA05 
Wrench 
Light-Duty Kit 
(1) 14mm Hex 
Wrench, (1) 
3" 20,000 rpm 6.00 Aluminum 7%" (8) Cut Off Speedaire  48MA06 48MA06 
Wheels, (1) 
Plastic Case 


General-Duty, Straight Line 


2%" 20,000 rpm 10.00 Composite 87' — Ingersoll Rand 326 4Y366 
274° 22,000 rpm 3.10 Aluminum 7¥%" SafetyGuard pence = cpg7q 116969 
3" 22.000 rpm 4.00 Aluminum 71" ae Speedaire  21AC04 21AC04 
General-Duty, Right Angle 
3" 12,000 rpm 5.25 Composite 81%" _ Dynabrade 52439 25H912 
. » (5) Norton Chicago 
4" 14,000 rpm 7.00 Composite 14'%6 Cutting Disc Pneumatic CP9116 36WC33 
Industrial-Duty, Right Angle 
Wheel, 
2%" 4500rpm = 3.00 Aluminum 8' Spindle Speedaire 45YY24 45YY24 
Wrenches 
Wheel, 
2%" 12,000 rpm 3.00 Aluminum 6' Spindle Speedaire A5YY23 =45YY23 
Wrenches 
Industrial-Duty, Straight Line 
275" 20,000 rpm 10.00 Aluminum 7%" = — pynicage —-sCP861—« 36WC66 
3" 18,000 rpm 10.30 — 147%" — Dynabrade 52537 —13F685 
Wheel Guard, 
3" 20,000 rpm 6.30 Composite 6° Spindle and Ingersoll Rand G1A200RH63 1TDH8 
Nut Wrenches 
4" 18,000 rpm 10.00 — 147%' — Dynabrade 52580  13F684 
4° 17,000 rpm 4.00 Aluminum 15%" arte ae Speedaire 21AC05 21AC05 


* Avg. cfm is based on a 1-min. run time. 






@ © 


No. 21AC07 


Air Shears LLELZAZE GD ircesonvans @ S22 cic 


Air shears move freely, facilitating straight and contoured cuts with minimal 
edge distortion. They cut sheet metal up to 20-ga. thickness. 


Strokes Gauge Average CFM @ CFM @ Overall Item 
per Minute Thickness  15-sec. Run Time FullLoad* Length Brand No. 
General Duty 

2600 18 4.00 16.0 96" Speedaire 21AC07 
‘ Ingersoll 
4200 20 4.00 21.0 9% Band 5KB22 
Industrial Duty 
i Chicago 
2400 18 3.70 15,5 8% Braumatie 110951 


* CFM is based ona 1-min. run time. 
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PNEUMATICS 
Engraving Pens, Cut Off Tools, Air Saws & Shears 





No. 110991 
x &) Chicago 
SPEEDAIRE Pneumatic 
a 
Gi. Ingersoll Rand a= 


Engraving Pens 


and Reciprocating Filer Tools 


= Required psi: 90 
= Air inlet: 44" NPT 


Speedaire®—Offer fine-point stylus for precise engraving and 
cushion finger grip for comfort. 


Ingersoll Rand—Feature zoom throttle and variable speed. 


CFM Min. 

@ Full Hose Hose Mfr. Item 

Load* Size Length Includes Brand Model No. 

General-Duty Engraving Pens 

1.0 %e' 59" — Speedaire 21AC06 21AC06 
1.7 Y= 79" — Chicago Pneumatic CP9160 11C986 


Industrial-Duty Engraving Pen Kits 
Air Hose, “e' Bore, 2 Air Filter 
Assembly, 3 Stylus - Carbide Tipped, 


1.1. %e" 96" Writing and Engraving, 4 Anvils, | Chicago Pneumatic CP9361-1 110992 
5 Flat Chisels, 6 Chisel Blanks, 7 
Round Nose Chisel,1 Carry Case 
2.5 Yo’ 66" Siilises and Molded Pete Cee Ingersoll Rand  EP50K 3Y478 
Industrial-Duty Engraving Pens 
1.1 Ye 96" _ Chicago Pneumatic CP9361 11C991 
25 2 — — Ingersoll Rand EP50 § 3Y479 
Reciprocating Filer Tool 
i In-Line Filter, Air Line Swivels, 
4.0 “ei — Wrench, One Touch On and Off Button Dynabrade 10843 13F650 
Reciprocating Filer Tool Kit 
In-Line Filter, Air Line Swivels, 
4.0 %e' yerenc, Die-rouen 00 and Ott Dynabrade 10850 13F651 


Button, DynaPen, Swiss Pattern Files, 
Scribe Point, Chisel, and Wrench 


* Avg. cfm is based on a 1-min. run time. 
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*SPEEDAIRE ©) Baca ale (GY Ingersoll Rand 


Air-Powered Reciprocating Saws 


Air saws make straight and curved cuts in sheet metal, aluminum, plastic, fiber- 
glass, and composite materials. They can be operated using one hand and can 
access small spaces. No. 6W381 includes 6 blades; No. 110956 includes case 
and 15 blades. 







< 


No. 23Z007 


Strokes Average CFM @ CFM @ Overall Item 
per Minute 15-sec.RunTime Full Load* Length Brand No. 
Light Duty, Mini 
7500 0.70 1.3 bY" Speedaire 10D241 
General Duty 
9000 2.00 8.0 10%" Speedaire 21AC08 
1.50 3.5 by" Chicago Pneumatic 110954 
10,000 2.00 10.0 gy," Speedaire 21AC09 
2.50 8.0 BY" Ingersoll Rand 6W381 
General Duty-Low Vibration 
10 1.1 gs" Ingersoll Rand 232007 
40.000 1.50 5.0 g" Chicago Pneumatic 110955 
1.50 D.0 9" Chicago Pneumatic 110956 
Item Pkg. 
Teeth per Inch Blade Length Brand No. Qty. 
Replacement Reciprocating Saw Blades 
Metal Tip, Bi-Metal Body Material 
14/18 4" Ingersoll Rand 2KGY4 6 
af Ingersoll Rand 2KGY7 20 
4" Ingersoll Rand 2KGY9 _—50 
24 4" Ingersoll Rand 2KGY5 = 20 
4" Ingersoll Rand 2KGY3 6 
4" Ingersoll Rand 2KGY8 50 
32 4" Ingersoll Rand 2KGY6 20 
4" Ingersoll Rand 2KGY2 6 
* CFM is based on a 1-min. run time. 





PNEUMATICS 






* GPEEDAIRE © 
ee /// 
GY Ingersoll Rand No. 12V729 
: Chicago 
Chicago | ©) Preumatic 
Pneumatic . 
Vessiae Air Hammers 
7 /// 


Scalers & Hammers 


No. 33E883 


Gi. Ingersoll Rand 


Chisel Scalers, Needle Scalers, and Kits 


= Required psi: 90 
= Air inlet: %" NPT, except 


where noted 


No. 3JD20 





Needle scalers are great for 
removing rust, paint, dirt, and 
weld on metal surfaces, even in 
tight spaces, corners, or curved 
surfaces. All models use a lever 
throttle except No. 3AAH8, which 
has a push-button throttle. Chisel 
scalers have 2" square shank. 


No. 3AAH6 


Industrial-Duty Chisel/Needle Scaler 
Kit No. 3Y591—Includes Scaler 

No. 3Y590, (38) 5" needles, (19) 7" 
needles, 6%" angle chisel, 6%" straight 
chisel, 7" flat chisel, and case. 


Industrial-Duty Chisel/Needle Scaler 
Kit No. 3AAH6—Includes Scaler 

No. 3AAH7, 19 needles, flat chisel, moil 
point chisel, angle chisel, and case. 


Industrial-Duty Chisel/Needle Scaler 





Scan. Order. Done. 
Details on page A1. 


= Required psi: 90 
= Air inlet: 44" NPT 
= Min. hose size: 3", 

except where noted 
= Use 0.401" shank chisels 

(Nos. 45NW68 and 

110915 use 0.498") 
= Spring-type chisel retainer 
Suitable for chipping, general sheet 
metal cutting, light vehicle exhaust 
work, scraping, and rivet or joint 
removal and separation. 
Note: Be sure that the chisel is held securely 
against the work surface and is never allowed 


to "free fire", or allow the chisel to strike the 
retainer. 









No. 110915 


GENERAL-DUTY 

For automotive, general maintenance, 
or light construction. 

GENERAL-DUTY KITS 

No. 4UJL1—Includes 5-pc. chisel kit 
with edging tool, tail pipe cutter, 3" flat 
chisel, cutting chisel, and punch. 


No. 12V728—Includes spring retainer 
and 5 chisels. 


No. 3JD19—Includes Hammer 

No. 22750 and 6 chisels packaged in a 
blow-molded plastic case. 
INDUSTRIAL-DUTY 

Designed for constant use. Suitable for 


Kit No. 12V732—Includes 3 chisels, (38) 


5" needles, (19) 7" needles, 1%" air nipple LIGHT-DUTY 


For general maintenance or shop use. 


construction, riveting, or production 
line use. Kit Nos. 232004 and 232006 








A hex wrench, and plastic case. ; 
-M@ CFM Min. P Nos. 21AC12 and 21AC14 include include tool, quick change retainer, 
BI Strok i 4 Or ll H 0 ll Mf l N AC d 
ows per Stroke 15-sec. u ose Overa I. tem spring retainer; Nos. 21AC12 an j 2 
Minute Length RunTime Loadt Size Length Brand Model No. fee d include chisel 5 chisels, blow-molded case, and 
aera Chisel/Needle Scaler and Include CNIseIs. manuals. 
traight , 
4800 1%« 1.00. 4.0. %" 18" Chicago Pneumatic P7120 114912 Note: For replacement chisels and retainers, see 
ae eaualty Needle Scalers page 2514. 
i 
3000 2% 280 11.0 %" 14™%e"  Speedaire 3AAH8 _ 3AAH8 Blows Average CFM CFM 
1 1 i per Stroke @15-sec. @Full Overall Mfr. Item 
Siaight 1%6 1.10 46 4 12%4" Chicago Pneumatic CP/7125 33E883 Minute Length RunTime Load+ Length Brand Model No. 
u u u | F i t- uty 
4000 1%6 1.00 40 Ye 11.4" Chicago Pneumatic CP/115 33E884 Ig AL CAI 
46001172" 3.20 13.0%" SC«* Speedaire 3AAH7  3AAH7 3200 —S7%,—_—_9.00 A pbeedatte ALT cree 
2% 4.10 7.0 6% Speedaire 21AC14 _21AC14 
4600 1% 8.00 15.0 %e 18%" — Ingersoll Rand 125-A 3JD20 Light-Duty Kit 
telnearta ay chisch Sealers Ye WK Speedaire 4SYY25_49YY25 5000 154" 5.50 22.0 8" Speedaire 48MA02 _ 48MA02 
lau Z General-Duty 
Pistol 2000 —3% 3.00 140 10" _ Ingersoll Rand 117 127586 
2200 Zea 4.00 8.0 76 12132 Ingersoll Rand 180PG-CS 3YY23 ai" 4.00 80 9" Speedaire oTAC1O  21AC10 
Spetsnt 11342 3.00 ne Ye 12'%2"  IngersollRand 1/70PG-CS 3YY22 3000 oe 30 EM nth =,(igetsel Rand seat fit 
raig 8" 16. icago Pneumatic 
4000 "6 6.50 13.0 16" 15" Ingersoll Rand 182L 3Y590 3200 298. 4.00 7.0 634" Speedaire 21AC11 21AC11 
4600 1%" 2.00 10.2 3%’ 952" Chicago Pneumatic CP9356 11C0989* 3900 2%" 3.00 15.0 —_/%%2" _ Ingersoll Rand 116 62559 
4800 112" 3.10 12.4 ye" 14%" Speedaire SAAJ1 = 3AAJ1 9000 1%" 2.00 140 6%4' Ingersoll Rand 115 20CK95 
9900 V6" 6.00 12.0 %e 13%" Ingersoll Rand 172L  3Y594 General-Duty Kits 
industital-Duty Chisel/Needle Scaler Kits 9000 sie 300 138 e u Ingersoll Rand ml y M hal 
traight 2 a2: peedaire 
3000 24" 6.00 240 8% 634" Speedaire A5YY26 45YY26 2300 3 2 6.25 25.0 8°%z"_Chicago Pneumatic CP7150K 110914 
4000 1%e' 6.50 13.0 He" "Ingersoll Rand _182Ki__3 591 3000 2%s2 3.00 13.0 _fe___ingersoll Rand t2t-Ko sg 
4600 112" 3.20 13.0 37" 138" Speedaire 3AAH6  3AAH6 3000 ove, 3.00 1.0: 27 aD. Ingersoll Rand 116K 20CK97 
4600 11%" 3.65 100 % 161" Speedaire 12V732_12V732 9000, 1% 2.00 _-*'14.0 6 %s'_ Ingersoll Rand 115K____20CK96 
tnestr'al-Duty Needle Scalers "00 ee 360. 146 9° Chicago Pneumatic -CP7110 —41¢9t0 
Pistol 
17/5" gt i Industrial-Duty 
e200 ee 00 80 ig Ne _Ingersol Rand __180FG __3yve1 1500 3-11/34" 320 13.0 77" Speedaire  45NW68 45NW68 
2500 2% 5.00 10.0 E 18% Speedaire 12V730 12V730 2" 3°00 110 BY" fmaecoll Rand 139 {21587 
3000 113%2" 3.00 5.5 Ye 12%" Ingersoll Rand 170PG = 3YY20 1725 7 en g 
3700 THe" 110 45 vA 1974" Snacdal 3NAHQ ~~ 3AAH9 4 3.20 13.0 8% Ingersoll Rand AVC13A1 _3Y496 
Straight 16 8 8 peeaaire 1800 ee 3.20 13.0 ars Chicago Pneumatic __CP/17 110915 
3000 11%" 1.00 3.0%" 14.4” Chicago Pneumatic  B16M  42NY07 2000 _s a INC — Naa 
4000 = 1%68" 2.30 9.2 Ye 13%" Speedaire SAAJ2 3AAJ2 2100 wal > 80 80 {7 Speedaire >1AC13. 21AC13 
4000 = 1%" 3.00 13.0 = %e is Ingersoll Rand 182LNA1 3Y589 7500 3h" 11.95 99 101" Ingersoll Rand 119MAX  23Z003 
4600 1%! 2.00 10.2 Ye" We Chicago Pneumatic CP9356NS_ 110990 ~ 9800 21a" 700 10.0 6" Speedaire 19729 12V729 
9900 V6" 3.00 12.0 %e 138% Ingersoll Rand 1/2LNA1 3Y593 3000 Vy" 3 00 72.0 7Hq" Ingersoll Rand 770 3Y517 
Overall Shank Mfr. Item 3500 2% 2.90 11.6 878° Ingersoll Rand 123MAX = 232005 
Description Length Size Brand Model No. Industrial-Duty Kits 
19 Pc. Replacement Needle Set 2: 0.125" Westward AMHF2 4MHF2 2000 oe 11.29 2.9 10%" Ingersoll Rand 119MAXK 232004 
19 Pc. Replacement Needle Set ri O25" Westward AMHF3 4MHF3 3000 2%. 11.29 2.9 88. Ingersoll Rand  122MAXK 232006 


* 44" air inlet. { CFM is based on a 1-min. run time. 


2512 GRAINGER. 
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* Min. hose size: “%6". t CFM is based on a 1-min. run time. 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


PNEUMATICS 
Hammers, Diggers, Breakers & Tampers 





qi) Ingersoll Rand Hw) 


Chipping Hammers 


= Required psi: 90 

More blows per minute, or smaller 
stroke length means that the tool will 
work faster. Fewer blows per min. 

or longer stroke length means more 
power from the tool. 

Note: Be sure that the chisel is held securely 
against the work surface and is never allowed 
to "free fire" or allow the chisel to strike 


the retainer. This practice could damage the 
retainer and break the barrel. 


SPEEDAIRE® 

For heavy-duty cutting, chipping, and 
scraping. Include chisel retainer, a 
quick-change retainer spring to easily 
change tools, and a variable-speed 
trigger. 


% SPEFEDAIRE 
ES ff 


INGERSOLL RAND NO. 4KR81 


4-bolt blackhead design for easy 
serviceability. Features die-cast 
D-shaped handle and steel over- 
molded collar. 


INGERSOLL RAND NOS. 3Y546, 
3Y571, 3Y574, 3Y545, 6Z571, 
42260, 3Y441, 3Y443, AND 3Y445 
Special plated piston reduces wear 
and extends life. Forged steel throttle 
handle. 


INGERSOLL RAND RIVET 

BUSTER NO. 3Y844 

Features improved piston and shock- 
resistant material. Uses Jumbo 
4-sided chisel tools. Suitable for rivet 
busting and general demolition. 

Note: For chisels, see page 2514. 


Stroke CFM CFM @ 
Blows per Minute _ Length Average* Full Loadt Air Inlet Min. Hose 
0.580" Hex Shank Grooved Barrel with Spring Retainer Chipping Hammers 
1480 4" 7.20 29.0 7g" Yn 
1/29 3 7.20 29.0 ¥e" Yn" 
2300 2" 7.00 28.0 ¥e" Ai 
400 32% 4" 10.80 20.8 ¥e" V2" 
0.680" Round Shank Grooved Barrel with Spring Retainer Chipping Hammers 
1480 4" 7.20 29.0 3p" ie 
1725 a 7.20 29.0 7p" iA 
2100 1" 6.00 23.9 ¥e" NPT V4" 
2200 2 7.00 28.0 Re 1" 
2300 2" 7.00 28.0 7g" V2" 
2300 ch 6.50 26.0 ¥e' NPT Vy" 
34 7g" Je" 


2400 2: 10.20 33.8 8 
0.680" Round Shank Threaded Barrel with Rubber Buffered Retainer Chipping Hammers 
1480 29.0 37g" Yj" 


4" 7.20 
1725 3" 7.20 


7.00 


2300 2" ; 
0.888" Jumbo Shank Threaded Barrel Rubber Retainer Rivet Buster 
900 Q" 10.00 


59.0 3 yi 
58.0 3" TA 


40.0 ye 4" 


* Avg. cfm is based ona 15-sec. run time. ¢ cfm is based on a 1-min. run time. 


GY Ingersoll Rand 


Diggers, Paving Breakers, Rock 
Drills, and Backfill Tamper 


DIGGERS 


Latch retainer-type diggers for light- and medium- 


weight use. 
PAVING BREAKERS 


ROCK DRILLS 


Specify Size 


Oval 
Oval 
Oval 
Oval 


Oval 
Oval 
Oval 
Oval 
Oval 
Oval 
Oval 


Round 
Round 
Round 


Threaded Barrel with Lock Clip 


Designed with speed and hole-cleaning capacity 
for fast rock-drilling applications. Easily adjustable 


3-speed throttles with reversible pawls. Drill 21/2" 


dia. holes up to 6-ft. deep. 


More powerful with fewer parts than competitive 


models. Spring-loaded anvil bushing keeps tool on 
work surface. 1-pc. housing eliminates side rods 


and springs. 
Shank 
Size 
Hexw/ Piston Piston 
Ni Description Collar Stroke Bore 
ir Diggers 
PX38Ve  2Y2 "Ve 
D-Grip Handle % xa 4" oss 
1x4 4" "6 
Air Paving Breakers 
35 Ib. Class + iA on ab 
8X6 5%" 16. 
60 Ib. Class 1% sf e Bye 2% 
90 Ib. Class a ae 
1M%x6" 5% 2% 
Air Rock Drills J 
T-Grip Handle UG} Tae __o 
Air Backfill Tamper 
Straight Handle = 4" 1%" 


Replacement Butts 
Replacement Butt, For Use With , 3° Dia. 


AIR BACKFILL TAMPER 


Ideal for backfilling around foundations and other 
tight areas. Dual-action sand wiper keeps dirt out 


No. 4Z260 


Overall 
Length 


187" 
VW 
16° 
12% 


187% 
177% 
14%" 


Brand 


Ingersoll Rand 

Ingersoll Rand 

Ingersoll Rand 
Speedaire 


Ingersoll Rand 
Ingersoll Rand 
Speedaire 
Ingersoll Rand 
Ingersoll Rand 
Speedaire 
Speedaire 


Ingersoll Rand 
Ingersoll Rand 
Ingersoll Rand 


Ingersoll Rand 


No. 3JD47 


of the barrel. Tamper includes built-in lubricator and 
muffler. Also has /g" tapered rod, plated piston, and 
standard 5%" round malleable butt. 


Blows cfm Min. 
Per @ Full Required Air Hose 

Minute Load Pressure Inlet Size 
2350 45.0 90 psi %' NPT Yo" 
1850 47.0 90 psi % NPT Ya 
1850 47.0 90 psi %' NPT Yo" 
1250 49.0 90 psi 4" NPT Sq" 
1250 70.0 90 psi 4" NPT Sq" 
1250 70.0 90 psi 4" NPT Sq" 
1250 85.0 90 psi 4" NPT Sq" 
1250 85.0 90 psi 4" NPT Sq" 
2/00 13.0 90 psi 4" NPT Sq" 
2000 115.0 90 psi 4" NPT Sq" 
1550 29.0 90 psi % NPT Y" 





Overall Mfr. 
Length Model 
18%' 93LA1 
21% 95LA1 
21%' 95LA3 
25. PB35AL8 
2( V2 MX60A 
2/2" MX60B 
2/2" MX90A 
2/2" MX90B 
19%"  JRD30-B 
22 VY" JH40C3 
524" 341A2M 
34SR-383 


Item 
No. 


3JD44 
3JD46 
3JD47 


3Y690 
3JD98 
3JFO1 
3Y682 
3Y679 


3YY24 
3Y698 


AY242 
2KJKo 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








No. 3Y679 





Mfr. Item 
Model No. 
4A1SA 3Y546 
3A1SA 3Y571 
2A1SA 3Y574 
T2V/2/ 12V727 
4A2SA 3Y545 
3A2SA 62571 

21AC16 21AC16 
2DA2SA 4KR81 
2A2SA 47260 
48MA10 48MA10 
12V726 12V726 
W4A2 3Y441 
W3A2 3Y443 
W2A2 3Y445 
9001 3Y844 
a 
a 
2) 
v 
z 
No. 4Y242 | 
2 





PNEUMATICS 
Chisels & Tool Retractors 





No. 4MGY2 


* Westward’ 





No. 4MGX9 | ! 


Rivet Hammer Chisels 
Heat-treated alloy steel promotes long life. 
Note: For Air Rivet Buster Chisels go to Grainger.com®. 





Item Fits No. 
Retainers for 0.401" Shank Pneumatic Hammers 
Ball Type Retainer °PeeCaire, Cayton. Liicago amGy2 
Ball Type Retainer Ingersoll Rand, SIOUX 4MGX8 


Spring Retainer Dayton, CP, UT, Raider 4MGX9 
Spring Retainer Ingersoll Rand 4MGY1 
Retainers for 0.680" Shank Chipping Hammers with Retainers 
Chisel Retainer Dayton, CP, Jet 4MGZ8 
Chisel Retainer Ingersoll Rand 4MGZ9 
Overall Item 
Item Tip Width Length No. 
0.401" Round Shank Hammer Chisels 
Chisel Set 6" 4MHF1 
Claw Ripper Rivet Chisel = oy 4MHE7 
Cut-off Chisel a ua AMES 
; ; 4" g 4 
Flat Rivet Chisel yj Bis" AMHD7 
Muffler Splitter Chisel — WA 4MHE3 
Punch Blank Y 6Y2" 4MHE5 
Ripping Chisel — 6" 4MHE1 
Rivet Cutter Chisel — v4" 4MHE8 
Rivet Hammer Chisel ya" Bf" 4MHE6 
alvel pam mes V-Chisel = 6%" 4MHE9 No 
Craping Rivet i 47" . 
Hammer Chisel 1%s 6% 4MHD9 = 4MHD9 
Tapered Punch 6Y2" 4MHE4 
0.580" Hex Shank - Chipping Hammer Chisels (Oval Collar) 
Chipping Hammer Chisel 2 o: 4MGY7 
1" g" 4MGY3 


Flat Chisel 13" AMGY4 


1" 
Moil Point Chisel — Y5 
0.680" Round Shank - Chipping Hammer Chisels (Oval Collar) 
ik 4MGZ2 


2 


Flat Chisel 12" 4MGZ3 


ace Q" 4MGZ4 No. 
Moil Point Chisel +5" 4MGZ5 4MHE4 
Scaling Chisel 2 8 4MGZ7 
0.680" aon Shank - elpping: Hammer “ge Hound Oe 
Moil Point Chisel — IZ 4MGZ6 
Scaling Chisel 2' g" 4MGY9 
* WESTWARD 
Shank Overall Item 
Item Type _Tip Width Length No. 
Bi/Cleco 1% i: 4MHA3 
Angled Chisel Fujl 198° ts 4MHA7 
IR 198" v 4MHC4 
Bi/Cleco 4 f 4MHA1 
Bi/Cleco 1% fa 4MHA2 
B1/Cleco 2 v 4MHA4 
Fujl fa" fi 4MHAS 
Fujl 19" £ 4MHA6 
Flat Chisel Fuji " 7 AMHA8 
IR fa" is 4MHC1 
IR 1%" T' 4MHC2 
IR 19" 12” 4MHC3 
IR ie la 4MHA9 
* 
No. 
Paving Breaker Chisels “"" 
Tip Overall Item 


Width Length No. 
0.875" x 3/20" Hex Shank 








No. 4MGZ8 










Scan. Order. Done. 
Details on page A1. 


* SPEEDAIRE aim) Ingersoll Rand 


Tool Retractors 


ADJUSTABLE TOOL RETRACTORS 
Include adjustable cable stop and lower safety hook. 





Hubbell BD Series—Rugged ABS plastic construc- 
tion with spring tension adjustment and push-button 
tension release. 


Hubbell BG Series—Sieel construction with a black 
polyester baked finish. Available in both ratcheted and 
constant pull configurations. 


INDUSTRIAL TOOL RETRACTORS 


Speedaire®—Rugged steel construction; permanent 
lubrication; easily replaceable, self-contained main 
spring. External tension adjustment requires no special wo. guHa2 
Nols. Include adjustable cable stop and safety hook. | 





Ingersoll Rand—Rugged steel retractor has a perma- () 
nently lubricated, self-contained main spring that is 
easily replaceable. External tension adjustment requires 
no tools. Nylon-coated steel aircraft cable with adjust- 
able cable stop and safety hook. 


PRODUCTION TOOL RETRACTORS 


Easy cable tension adjustment, in-line alignment of 
hanger and tool hook, and maintenance-free design. 





No. 6EPV8 
Speedaire—Die-cast aluminum units feature 3 
suspension points. 


Ingersoll Rand—Feature in-line adjustment of hanger { 
and tool hook. 
For Tool Cable Ratchet Reel Overall Overall Overall Mfr. Item 


Weighing _Length Lock Weight Height Width Depth Brand Model _ No. 
Adjustable Tool Retractors 
0.50 to 1.50 lb. 6 ft. No Tlb. 9%" 2% 4" _ Hubbell BD-01 6HHO7 ~ 
1.50 t0 3.00 Ib. 6 tt. No Tlb. 9%" 2% 4" _ Hubbell BD-03 6HHO08 * 


300t0500lb. eit. No 11 lb. ou" 27%" 4" Hubbell BD-05 GHH09 * 

5 00 to 10.00 Ib. WBtt__No__ 8 Ib. 1374" 394" 84" Hubbell__BG-07_6HH10* 

7 O01 “Bit Yes Bb. 1374" 39%" BY" Hubbell BG-O7-C_GHHIT = 

10.00 to 15.00 ib, 0-f-_No_B lb. 1374" 39%" BY" Hubbell _BG-15 GHHI2= 

Bft.—Yes 8 lb. 1374" 3%" BY" Hubbell_BG-15-C_6HH13 * 

16.00 to 23.00 Ib. ai io. a tore 378A Tubbell_BG-20_ YM Po 

: za" — BY" Hubbell BG-20-L 1YMP7 

72001027 00 b weit No 1b. 1374" 3%" 89" Hubbell BG-25 1YMPB™ 

oe cettoctnattstige eS 8 18396" BA" Hubbell BG-25-L TYMPS" 
ndustrial Tool Retractors 


4.00 to 9.00 Ib. ft. No  6.28lb. 7%e /%e  3%8' Speedaire SYAPO SYAPO 
9.0010 13.00 lb. 8 ft. No  6.61lb. 7%e /%e  3%' Speedaire SYAP2 SYAP2 


13.20t017.60lb. 65ft. No 55lb. 11% 57%" 3%’ oe BMDS-8 6EPV8 


Production Tool Retractors 
1.00 to 2.00 lb. 5 ft. No 1.39lb. 4%6 4%6 2%6' Speedaire 5YAP1 SYAP1 
2.00 to 4.00 lb. 5 ft. No 1.48lb. 4”%6° 4%6 2%8' Speedaire 5YAP3 SYAP3 


9.20t05.50lb. 65ft. No 4.4lb. 11%" 5%" 334’ ae BMDS-2 6EPWO 
400t06.00lb. 5ft. No 1.741b. 4%c" 47/6" 2%" Speedaire 5YAN8 5YANG 
440 to 8.80 lb. 65ft. No 4.41b. 11%" 57%" 3%" [N9ersoll anins.4 gEPyg 


Rand 
6.00 to 8.00 lb. 8 ft. No 6.28lb. 7%e /%e 3% Speedaire 5YAN/ 5SYAN/ 


* Hook -to-hook height, cable retracted. 


00 CO 





LE Ingersoll Rand 





Flat Chisel — iva 4MHC5 a 

0.875" x 3-3/20" Shank Air Hose Reel 

Moll point Chisel . — 18" ~—s« 4MHC6 T R 

1.000" x 474" Shan 

- a Shank — 18 ~—s« 4MHC7 00 etractors 

1.000" x 4%" Shan 

Moil Point Chisel —~_ {9° 4MHC8 « No ratchet lock ; 

1.250" x 6%" Hex Shank mw 1194" X 5%4"W x 4'4"D 

/‘sphalt eater Chisel ___9-__18.1_4MHD6 Retractors use the air hose, instead of 

Asphalt Cutter Chisel 5" 17 4MHD3 cables, to suspend air tools. 

Moil Point Chisel — 20" 4MHD1 

Paving Breaker Chisel 3: 21" 4MHD2 For Tool Hose Reel Mfr. Item 

Standard Narrow Chisel — 20" 4MHC9 Weighing Length Weight Model No. 

1.250" x 6" Shank 0.90 to 1.70 Ib. 96 |b, _BUR-8 1YTG7 

Flat Chisel — 20° ~~‘ AMHD4 1.50 to 3.30 Ib. 4.25 ft. BHR-15 1YTG8 

Moil Point Chisel — 20" _‘4MHD5 2.60 to 5.50 Ib. 2.9 lb. BHR-25 1YTG9 

2514 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
TUTE 





GRAINGER CHOICE° PNEUMATICS 
Find the yf. Find Solutions. Find Great Prices. Air Guns 


\ GPEEDAIRE Find replacement nozzles at Grainger.com®. 
| are / Ul] 


LLL 


Thumb-Switch and Push-Button Air Guns 


= Max. output psi:90 = Inlet connection: %4" (F)NPT == Outlet: ¥" (F)NPT 








Overall Item 
Length Nozzle Max. dBA Air Consumption Color No. 
Aluminum, Short Lever 
Ay," Venturi 97 16 scfm Gray 458J42 
5," Airshield 97 22 scfm Gray 458/41 
6" Whisper Jet® 89 19 scfm Gray 458J40 No. 22YK50 
84" Venturi 100 16 scfm Gray 458J43 
14/," Venturi 100 16 scfm Gray 458J44 
20%" Venturi 100 16 scfm Gray 458J45 
26%" Venturi 100 16 scfm Gray 458J46 
38 V4" Venturi 100 16 scfm Gray 458/47 
50%" Venturi 100 16 scfm Gray 458J48 
624" Venturi 100 16 scfm Gray 458J49 
744" Venturi 100 16 scfm Gray 458J50 
Chrome Plated Aluminum, Thumb Lever 
394" Standard, Non-Safety — 8 scfm Chrome  22YK46 
4" Safety — 11 scfm Chrome 22YK47 
Chrome Plated Zinc, Thumb Lever 
AY," Safety = 11 scfm Chrome 22YK48 
AY," Standard, Non-Safety = 8 scfm Chrome 22YK49 
Ay," Tamper Resistant = 8 scfm Chrome 22YK52 
5 Rubber = 11 scfm Chrome 22YK50 
5 YA" Venturi Safety = 11 scfm Chrome 22YK51 
6%" Safety — 26 scfm Chrome _—_—22YK53 ‘ 
Zinc, Button No. 52CF76 
2" Safety 100 9 scfm Chrome _52CF73 : 
24" Standard Non-Safety 100 9 scfm Chrome _52CF78 
2%: Standard Non-Safety 90 8 scfm Zinc 52CF75 
oe Standard Non-Safety 89 9 scfm Zinc 52CF79 
AY" Standard Non-Safety 89 9 scfm Zinc 52CF80 
43/," Safety 89 9 scfm Zinc 52CF76 
5" Safety 100 15 scfm Chrome _52CF72 
Zinc, Lever 
8% Brass Tip, Steel Brush 95 9 scfm Chrome _52CF77 mon 2 eGhie 






No. 5A258 No. 52CF84 


No. 1KUF4 





ZA 
LX, \: 

2 ky ONE 
y eS 
Sy ‘O 


<r 


Air Gun Kits “224224 42° cuarpairR. 





J 0 //// 
Mfr. Item 
Description Includes Brand Model No. 
4pc. Rubber Tip, Standard Tip, Inflator Needle Tip, Safety Nozzle Speedaire 22YK41 22YK41 
Heavy-Duty Air Gun, High Flow Safety Nozzle, 6" Extension Safety Nozzle, Rubber Tip Nozzle, 
5 PC. Needle Tip Nozzle, Air Screen Safety Nozzle, Clear Vinyl Storage Pouch Breco 301695.1  SA208 
dpc. _ Tire Inflator, 360° Rotatable Nozzle, Needle Inflator, Inflator Nozzle, Fitting Adapter Speedaire 52KD66 52KD66 
6 pc. High Flow Nozzle, Small, Medium, Large Rubber Nozzle Tips, Bypass Nozzle, Chip Shield Speedaire 52KD67 52KD67 
6 pc. Star Tip Nozzle, Small, Medium, Large Rubber Tip Nozzles, Bypass Nozzle, Chip Shield Speedaire 52KD68 52KD68 
7pc. _Palmswitch Air Gun, Venturi Nozzle, Booster Nozzle, Rubber Tip Nozzle, 3" and 6" Extensions, 4 Male Industrial Interchange Coupler Guardair LZR6007KIT 5JEL1 
7pc. — Pistol Grip Air Gun, Venturi Nozzle, Booster Nozzle, Rubber Tip Nozzle, 3" and 6" Extensions, 4" Male Industrial Interchange Coupler Guardair LZR6507KIT SJEL2 
8pc. Steel Tip, Safety Tip, Adjustable Tip, Rubber Tip, Air Screen Tip, Safety Booster Tip, 3" Aluminum Tip Speedaire o2CF65 52CF65 
Plastic Blow Gun, Metal Blow Gun, %" Male Plug, Safety Booster Tip, Inflating Tip, Siphon Tip, Plastic 
12 PC. Tip Rubber Tip, 2" Needle Tip, 3° Needle Tip, 4" Needle Tip, 6" Extension Safety Tip Speedaire o2tF84 = S20F 84 
Tru-Flate Coupler Plug, Milton Coupler Plug, Chip Shield, Ball Needle, Standard Tip, Tire Inflator Nozzle, . 
13 pe. Safety Nozzle, Rubber Tip, 4" Thread Tube, 2m Hose, Siphon Body, 240mm Air Nozzle Speedaire 92Cr74 n2Cr74 
Air Gun, %" FNPT Coupler,Dual Foot Chuck, Inflation Needle, 4" FNPT Coupling, Safety Nozzle, Tapered Inflater, ; 
'7 PC. Tire Gauge, Adapter for Inflators, (4ea): Y«" MNPT Plugs, (2 ¢a):1/4" FNPT Plugs, 4" MNPT Nipples Speedaire AC8001 TKUFA tT 
90 pe (5) Ys" MNPT Plugs, (2) %4" FNPT Plugs, “%" MNPT Nipples, Inflator Needles, %" FNPT Quick Coupler, 4" MNPT Quick Coupler, 4" FNPT Sheadaita 59KD69 52KD69 
pe. Coupler, Rubber Tip Extension, Tire Inflator, Extension Adapter, Ball Tire Chuck, Nozzle, Key Ring, Pencil Tire Gauge, PVC Padded Case p 
t Limited Availability. 
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PNEUMATICS 
Air Guns 










No. 2TEH2 


* GPEFDAIRE 
ean, 


A /// 


Pistol Air Guns 
with Integrated 
Hanging Hook 
= Inlet connection: %" (F)NPT 


Overall Max. Air Body Item 

Length Outlet Size Nozzle Output dBA Consumption Material No. 
5" Ae Safety 1.92LbF 97 35 scfm Aluminum  2TEH2 
6Y" —_%-20" UNF _ Safety 2.9 LbF 99 48 scfm Aluminum 2TEH9 


644" 2-20" UNF __ Safety 1.6LbF 87 34 scfm Aluminum _2TEH6 












* GPEEDAIRE 
ze) No 
Pistol Air Guns S2CF62 
= Inlet connection: %4" (F)NPT 
= Plastic body 
Overall Air Max. Item 
Length Outlet Size Nozzle Consumption Output dBA No. 
Permanent Nozzle 
40%" M14 x 1° (F)NPT Standard 25 scfm 150 psi 89 52KD64 
M14 x 1° (F)NPT Star Ti 8 scfm 150 psi 81 52KD65 
Removable Nozzle 
93." Ye" (M)NPT Standard Non-Safet 9 scfm 90 psi 90 52CF62 
401/' M14 x 1" (F)NPT Standard 25 scfm 150 psi 89 o2KD62 
M14 x 1° (F)NPT Star Ti 8 scfm 150 psi 81 52KD63 
1034" Ya" Safet 18 scfm 150 psi 85 52KD71 
11%!" Ye" Multi Port 20 scfm 160 psi 95 52KD72 
163%" Ye" (M)NPT Standard Non-Safet 9 scfm 90 psi 90 52CF63 
24" Ya" (M)NPT Standard Non-Safet 9 scfm 90 psi 90 52CF68 





GUARDAIR. 
Ergonomic Air Guns 


= Inlet connection: Y%4" (F)NPT 
= Outlet connection: ¥g" (F)NPT No. 
= Venturi safety nozzle 1CJG5 
= Max. dBA: 100 

= Cast-aluminum body 


Compact design for quick access and pinpoint accuracy. 


PALM SWITCH PISTOL GRIP 
Extension Air Item Air Item 
Size Output Consumption No. Output Consumption No. 
— | O6LbDF _sscifm  —_— 10UG4_— 0.6 Lh 36 SCIM ) 
6 | O9LbF —i3scifm_——SAPY4 D scim AP 
“| O9LbF ss 13scfm_ SAPYD D 9 scfm APZ4 
S| COG LbF 1S scfm SAPY6 DI scim SAF 
4 — O9LbF i3scim_ SAPY7 D 9 scim AF ZO 
bY | OO TDF i3scim_ SAPYS p scim APZ7 
40 — O9LbF ss i3scim__— SAPY9 D 2 scfm APZé 
OU — O9LbF  —13scim_ SAPZ1 D 9 scfm APZS 
/ — O9LbF ss i3scim_— BAPZ2 D 2 scfm ARP 


GRAINGER. 


ITT 


2916 





Find even MORE on Grainger.com® 


Scan. Order. Done. 


Details on page A1. =|k 


Find replacement nozzles at Grainger.com®. 








No. 3MNR2 


GUARDAIR. 


Blind Hole, Air 
Miser, and Safety 
Air Shield Air Guns 


= Inlet connection: %" (F)NPT 
» Aluminum body 


BLIND HOLE 
Specially designed nozzle used for 


SAFETY AIR SHIELD 


Nozzle creates a secondary cone of 
air to deflect flying debris. No. 3MNR6 
offers a needle valve adjustment for 


cleaning confined spaces. output control. 

AIR MISER 

Reduces air output by 80%. 

Overall Extension Max. Air Mfr. Item 


pength Size Nozzle Output dBA Consumption Model No. 
ind Hole 


u 
8% Low Flow Brass, Pinned, 9 jp 9g 74H  3MNR4 


10 scfm 


_ Tamper Proof, Airshield 
Safety Air Shield 7_ a 


= Inned, lamper Froo : 


—_— ubdber Il 
Q 








No. 1RF87 









No. 3MLY6 

GUARDAIR. 
Low-Noise High 
Flow Air Guns 
= Pistol grip = Low-noise nozzle = Aluminum body 

SHORT LONG 

TRIGGER | TRIGGER 
Overall Extension AirGun Outlet Max. Air Item 





Length Size  InletSize Size dBA Consumption No. 
Classic a me 
a — Ya" (FYNPT 94"-32 1.1 LbF 98 20 scfm — 
Q" — YM" (F)YNPT 3 %4'-32 1.1 LbF 93 20 scfm — 
16" 12° = Va" (F)YNPT §9=3%4"-32 1.5 LbF 99 29 scfm — 
22 V4" 18" YM" (F)YNPT 93%4"-32 1.5LbF 97 29scfm | 5GAU2 | — 
28" 24" = VM" (FYNPT + %4'-32 1.5 LDF 99 29 scfm — 
43" 36" Va" (FYNPT 3 34"-32 1.5 LbF 99 29 scfm 
52V4" 48" = YM" (FYNPT 3 %'-32 1.5 LbF 99 29scfm | 5GAU4 | — 
Ultra 
57" — ¥" (FYNPT %'-32 1.9Lbf 97 40 scfm — 
13 6" ¥e" (F)NPT 34"-32 1.9 LbF 97 40 scfm 3MLX9 
19" 12" = X¥%' (FYNPT 9 3%"-32 1.9LbF 97 40 scfm 3MLY2 
25" 18" 3%" (F)NPT %'-32 1.9LbF 97 40 scfm 3MLY4 
a 24° Xe" (FYNPT 3 34'-32 1.9LbF 97 40 scfm 3MLY6 
43" 36" 4" (FYNPT 9 3%4'-32 1.9LbF 97 40 scfm 3MLY8 
55" 48" = %" (FINPT %4'-32 1.9LbF 97 40scfm | 3KMD2 | 3MLZ1 
67" 60" %'(F)NPT %4'-32 1.9LbF 97 40 scfm 3MLZ3 
79" 72) XB" (FYNPT 39 3%4"-32 1.9LbF 97 40 scfm 3MLZ5 
Item 
Description Material No. 
Air Gun Hook Assembl Plastic 19A834 
Air Gun Handle Tecaribhy Ultra, Short Trigger Aluminum 19A835 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” PNEUMATICS 
Find the yy. Find Solutions. Find Great Prices. Air Guns 


Find replacement nozzles at Grainger.com®. 





CUARDAIR. “SEEEDAIRF 


J 8 /// 


Extended-Reach Air Guns 


For hard-to-reach applications. Air gun nozzles and extensions 
are available on Grainger.com.® 







No. 1RF80 





Classic+®, Extreme Flow, and High Flow—Ergonomically 
designed comfort grip reduces user fatigue. 


Xtra Thrust®°—Provide up to 50% more thrust than conventional No. 2TEHS 


air guns. 


Ultra®—Feature premium cushion-grip handle for comfort and 
thermal protection. 














Overall Extension Body Mfr. Item 
Air Gun Inlet Size Outlet Size Length Size Nozzle Max. dBA Output Air Consumption Material Model No. 
Guardair Classic+® -Pistol Grip 
4'-32 (F)NP OY," 6" Venturi 07 .O Lb 4A scim Aluminum 75LJOO6AA 0A840 
4'-32 (F)NP 6" ; Venturi 0/ .O Lb 4 sctm Aluminum 75LJ012AA RF8O 
4-32 (FNP BY" i Nylon Venturi 07 .O Lb 4 sctm Aluminum 75LJ012NN DAS 
4'-32 (F)NP e 3" Venturi 07 OLb 4 scfm Aluminum 75LJO18AA DA84 
4-32 (F)NP : d Venturi 0 .O Lb 4 sctm Aluminum O24AA RFE 
Ya" (F)NPT 4" tale 32 A \Vylon Venturi 0 .0 Lb 4 sctm Aluminum O24NN DAG 
4-32 (F)NP 40 ¢ Venturi 0 .Q Lb 4 scitm Aluminum O36AA : 
4 - tails AQ, é \ylon Venturi 0 .O LD 4 scim Aluminum O36NN DA824 
4-32 (F)NP 48 Venturi 0 .O Lb 4 scim Aluminum O48AA DAS4 
4-32 (F)NP 6 60 Venturi 0 .Q Lb 4 scim Aluminum O60AA AU 
4-32 (F)NP Venturi 0 .O Lb 4 sctm Aluminum 0/2AR AUG 
uardair Classic+ Xtra Thrust® - Pistol Grit 
4-32 (F)NP 6," — Xtra Thrust® 08 .O LD 54 scfm Aluminum 19XX 9A847 
4'-32 (F)NP 04" 6" Xtra Thrust® : 8 Lb 54 scfm Aluminum 75XTOO6AA 5GAU7 
4-32 (F)NP : ‘ Xtra Thrust® 08 8 Lb 54 scfm Aluminum 75X1012AA RFE 
4'-32 (F)NP 4. 8" Xtra Thrust® 8 8 Lb 54 scfm Aluminum 75XT018AA 5GAU8 
Va" (F)NPT ae (F) IP " 4 Xtra rust x: D of scfm uminum ths), 024 MA B4 
4 AN 0 6 tra Thrust 08 8 Lb 54 scfm uminum 75X1T036 : i 
4 P 52 V4" 48" Xtra Thrust® 08 8 LD 54 scfm Aluminum 1oXT048AA 5GAUS 
4'-32 (F)NP 64," 60" Xtra Thrust® 08 8 Lb 54 scfm Aluminum 75XTO60AA 5GAVO 
4'-32 (F)NP 16%" (2 Xtra Thrust® 08 8 Lb 54 scfm Aluminum 75XT0/2AA 5GAV 
4'-32 (F)NP A8 V2" 44" Xtra Thrust® 08 8 Lb 54 scfm Aluminum 75X1144AA DA84E 
uardair Ultra®- Pistol Gri 
2" Trigger 
4 (FYNPT %'-32 (F)NP 0%" 6" Venturi 04 8 Lb 49 scfm Aluminum U75LJO006AA225 0A828 
4'-32 (F)NP : 6" Venturi 04 8 LD 49 sctm Aluminum U75LJO06AA VILP 
4-32 (F)NP 6" " Venturi 04 .8 LD 49 scfm Aluminum U75LJ012AA 4FE/ 
4'-32 (F)NP ail 3" Venturi 04 8 Lb 49 scfm Aluminum U75LJ018AA VILP 
34 (F)NPT 4 - (F} NF 3 at Venturi 04 6 0 “3 scfm uminum U75LJ024 a 4FE76 
4'-32 (F)N AQ 6 Venturi 04 8 Lb 49 scfm uminum U75LJ036A/ 4FE77 
4'-32 (F)NP 92" 48" Venturi 04 .8 Lb 49 scfm Aluminum U75LJ048AA AFE78 
4'-32 (F)NP 6 /" 60" Venturi 04 .8 Lb 49 scfm Aluminum U75LJO60AA VILP5 
4'-32 (F)NP 19° 12" Venturi 04 .8 LD 49 scfm Aluminum U/5LJ0/2AA VILP7 
rigger 
4-32 (F)NP 6 Venturi 04 .6 LD 49 scfm Aluminum U OO6AA VILPS 
4-32 (F)NP O Venturi 04 6 LD 49 scfm Aluminum U 012AA V 
4 tall : Ventur! 04 8 LD 49 sctm Aluminum : 018AA VILR4 
u 4-32 (F)NP d Venturi 04 8 LD 49 sctm Aluminum O24AA VILRGE 
¥' (F)NPT 4-32 (F)NP enturl . scfm uminum 
4-32 (FNP enturl ‘ scfm uminum 
4'-32 (F)NP t : enturl : scfm uminum re 
4-32 (FNP 19" 12" enturl ; scfm uminum 75LJ07 5 
uardair Ultra Xtra Thrust® - Pistol Gri 
2" Trigger 
4 (FYNPT = %a"-32 (F)NP 0%" 6" Xtra Thrust® 0 3 Lb 66 scfm Aluminum U75XTOO6AA225 9A829 
4-32 (F)NP : 6" Xtra Thrust® 0 0 66 scfm Aluminum U75XTOO6AA V 
4'-32 (F)NP 6" " Xtra Thrust® 0 D 66 scfm Aluminum U75XT012AA VILTS 
4-32 (F)NP 2 8" Xtra Thrust® 0 D 66 scfm Aluminum U75XT018AA VILU 
4'-32 (F)N d 6 tra Inrust 0 D 66 scfm uminum U75X1036A/ U6 
4'-32 (F)NP aed 48" Xtra Thrust® 0 p 66 scfm Aluminum U7OXT048AA vILUS 
4-32 (F)NP 79" 60" Xtra Thrust® 0 p 66 scfm Aluminum U75XTO60AA VILW 
4'-32 (F)NP fay 2" Xtra Thrust® 0 p 66 scfm Aluminum U7OXT0/2AA VILV 
" Trigger 
4'-32 (F)NP i 6" Xtra Thrust® 0 b 66 scfm Aluminum U75XTOO6AA VILV5 
4-32 (FNP 6" : Xtra Thrust® 0 D 66 scfm Aluminum U75XT012AA 4FE79 
4 RE a 8" Xtra Thrust® 0 D 66 scfm Aluminum noe 0 ne VILV7 
i - P 8" 4" Xtra Thrust® 0 D 66 scfm Aluminum ToXT024AA 4FE80 
96° (F)NPT 7-39 (FNP ; : ’ ; ; ; 
4'-32 (F)NP : 0 D : 
4'-32 (F)NP 0 0 D : 
4-32 (F)NP 0 0 
peedaire® Button 
8 (F)NP 4 y4 ate 90 90 psi 9 sctm inc 
8° (F)NP 0 2 10 4 standard Non-Safet s 90 psi 4 scim inc 04 if 
1/7," 8 (F)NP ¢ AY4 ate g 90 psi J scfm inc 6 i 
Ya" (F)NPT B (FYNP B/G fandard Non-Satet 90 90 psi 9 scfm inc 0 
8 (F)NP : 6 ate 90 90 psi 9 scfm Inc 69 i}! 
8° (F)NP 50" 43" ate 90 90 psi 9 sctm Inc 92CF66 52CF66 


eedaire® Extreme Flow - Pisto rl 





9 1 : 
0 4 1 : 
Ya" (F)NPT 2-20" oy : afety i ; 0 scim uminum 4 
2-20" 4" " afety 1 . sctm uminum 
2-20" m ' ate 7 : 5 scfm uminum 3 5 
peedaire® Lever 
4" (F)NP 6 A" Rubber 96 90 psi 9 scfm rome Plated Zinc YK54 YK54 
Ya" (F)NPT 4 (F)NP 8" 6" Rubber 94.5 90 psi 9 scfm rome Plated Zinc YK55 YK55 
4" (F)NP 50" 48" Rubber 95 90 psi 9 scfm rome Plated Zinc YK56 YK56 
Vi14 x 1° (F)NP 5% to 19%" 8/3" tO 4" Rubber Q 50 psi scfm Polyoxymethylene 52KD/ 52KD/ 
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PNEUMATICS Scan. Order. Done. 
Air Guns, Spray Guns, Gun Vacs & Inflators Details on page Al. 








Find replacement nozzles at Grainger.com®. 
Maximum Power Heavy-Duty Air Guns GUARDAIR. 
= Inlet: 94" (F)NPT Inforcer®©—Designed as the "in-line" 
= Max. dBA: 121 version of Force 5, the inforcer excels in 


heavy-duty industrial cleaning applica- 
tions. Dead-man trigger can be activated 
with palm or finger. Adjustable auxiliary 
handle allow 2-handed operation for 
greater control. Venturi, chisel point, and 
quiet force nozzles, sold separately. 


Force 5®—Venturi nozzle draws surrounding ambient air through 
the side ports to increase air volume at the tip for improved 
cleaning.Ergonomic handle helps protect trigger from abuse and 
wear. Dead-man trigger for safer operation. Adjustable auxiliary 
handle allows 2-handed operation for greater control. 









FORCE 5 INFORCER 
Overall Extension Air Gun Air Body Body Mfr. Item Body Mfr. Item 
Length Size Inlet Size Consumption Material Style Model No. Style Model No. 
Steel Chisel Point 
34" 24" 34" (F)NPT 185 scfm Steel — — _— InLine _INF5024SS_ — 1CJG1 
46" 36" 34" (F)NPT 185 scfm Steel — — _— InLine INF5036SS 5GAV5 
58" 48" 34" (F)NPT 185 scfm Steel — — _— InLine _INF5048SS_ _1CJG2 
70" 60" 34" (F)NPT 185 scfm Steel — — _— InLine INF5060SS_ _5GAV7 
82" 72" 34" (F)NPT 185 scfm Steel — — _— InLine INF5072SS_ —1CJG3 
Venturi 
34" 24" 34" (F)NPT 185scfm Aluminum | Pistol Grip Fo5024AA  1CJF4 InLine INF5024AA  1CJF7 
46" 36" 34" (F)NPT 185scfm Aluminum — — — InLine INF5036AA 5GAV4 
08 48" 34" (F)NPT 185scfm Aluminum | Pistol Grip F5048AA —_1CJF5 InLine _INF5048AA __1CJF8 
70 60" 34" (F)NPT 185scfm Aluminum — — _— InLine _INF5060AA 5GAV6 
82" 12 34" (F)NPT 185scfm Aluminum | Pistol Grip F50/2AA _1CJF6 InLine INF5072AA _1CJF9 
Venturi Quiet Force 
34" 24" 34" (F)NPT 140scfm Aluminum | Pistol Grip F5024AQF 5GAV8 InLine INF5024AQF S5GAW3 
46 36" 34" (F)NPT 140scfm Aluminum | Pistol Grip F5036AQF 5GAV9 InLine INF5036AQF 5GAW4 
58 48" %4"(F)NPT 140scfm Aluminum | Pistol Grip F5048AQF 5GAWO InLine INF5048AQF 5GAW5 
70 60" 4" (F)NPT 140scfm Aluminum | Pistol Grip F5060AQF 5SGAW1 InLine INF5060AQF 5GAW6 
82 72" 4" (F)NPT 140scfm Aluminum | Pistol Grip F5072AQF 5SGAW2 InLine INF50/2AQF 5GAW7 
w ° 
Syphon Spray Guns ZEEE =GUARDAIR. 
= Y," (F)NPT inlet Water Jet Cleaning Gun—Combines compressed 
For spraying liquids such as oil, air and liquid spray for effective cleaning; delivers up 


No. 22YK57 solvents, insecticides, and coatings. to 22 gal./hr. of nonflammable fluids, including water, 


detergent, or degreaser. Each include 18" extension, 
air inlet with 4" garden hose liquid inlet. No. 3MNT7 
also includes, water adjustment/shutoff valve, 6-ft. feed 
tube with brass sinker, and a %4" industrial interchange 
coupler for multiple syphon options. 


Syphon Spray Guns—Adjustable 
nozzle tip controls spray pattern. 

No. 3MNT5 has a 6-ft. PVC spray tube 
with brass sinker. No. 1RF86 features 
a 12" extension and an adjustable 


‘ AirGun Overall Body Mfr. Item 
spray tip. Nos. 3MNTS and 1RF86 qalet Size Length Material Brand Model No. 
r yphon Spray Guns 
deliver up to 16 gal./hr. Ya" (F)NPT =8¥4" Aluminum/Steel Speedaire 22YK5/ 22YK5/ 
Pneumatic Oil Gun—lncludes 12" Ya" (FYNPT g" Aluminum Guardar /795G 8MNT5 


, ; , Ys (FYNPT 19" Aluminum  Guardair 79SG012 1RF86 
extension with adjustable spray tip Pneumatic Oi! Gun 


and a 1-qt. screw-on container. Ya" (FYNPT 16%" Aluminum —_Guardair_ ~=835G_ 5SGAW9 
Water Jet Cleaning Gun 
Ya" (F)NPT 20" Aluminum _Guardair_ ~/79WG___19A851 
Ya" (FYNPT 20%" Aluminum _Guardair_ /79WGD 3MNT7 


— i Pneumatic Gun Vacs GUARDAIR. 
= Y," FNPT air inlet (bottom or rear) 
= Cast-aluminum body 
-* Connect to any compressed air supply. Trigger latch with hanging eyelet. 
No. 3APY2 High-filtration collection bag captures fine minerals and an internal stiffener 
eliminates bag sag and tear. Nos. 3APY2 and 3APY3 feature a tapered inlet that 
can accept standard 1%" vacuum accessories. No. 3APY1 has a flexible 18" 
tubular inlet for hard-to-reach applications. 


No. 5GAW9 











Air Mfr. Item 
SU4n pain Description Consumption Model No. 
aoe ee Gun Vac Kits 
Gun Vac with 9" Crevice Tool, High Filtration Collection Bag 29 scfm 1500 3SAPY2 
No. 3APY1 Gun Vac Kit with 16" Flexible Steel Extended Nozzle, 
: High Etration volection Bag, Internal Bag Stiffener 29 scim 1948 SAPY1 
Deluxe Gun Vac Kit with (5) Pieces Accessory 
Set, High Filtration Collection Bag 29scim 1510 SAPYS 
Tire Inflators *SPEEDAMRE 
J ///// 
No. 1KUF9 is a dual-foot chuck with a 6" extension tube and 2 chucks. 
No. 22YL04 Color/ Item 
No. 22YL02 Finish Calibration Includes No. 


Chuck Inflators 
Chrome 0to 100 psi Air chuck, Rubber HOSE Indicator alge, tating Gun Body 22YL02 
ual Chuck, Rubber Hose, Bayonet Type 
Polish 0 to 100 psi Inflator Gauge, Inflating Gun Body 22YL03 
Black 0 to 160 psi Dual Chuck, Rubber Hose, Gauge, Inflating Gun Body 22YL04 





Thread Item Thread Item 
Description Material Size No. Size Material No. 
Chucks Dual-Foot Extension 
Straight___Brass/Steel_ NPT 1KUH2 { Ya(F)NPT _Brass/Steel 1KUF9_ Tf 
No. 22YK96 2. Straight Zinc Ya'(F)NPT  22YK96 
No. 1KUF9 t Limited Availability. 
2518 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° PNEUMATICS 




















Find the wl. Find Solutions. Find Great Prices. Couplers & Plugs 
Pneumatic Couplers and Plugs * SPEEDAIRE 
Universal Interchange fits Automotive, ARO® and Industrial Interchange plugs. 
Max. Max. 
Hose Working Hose Working 
Coupling Fitting Thread Coupling Barb Pressure Hose Item Coupling Fitting Thread Coupling Barb Pressure Hose Item 
Size Size Size Component Size @ 70°F Connec. Materialt| No. Size Size Size Component Size @ 70°F Connec. Materialt| No. 
ARO Interchange Yin Ve"-14 Socket — 250psi (F)NPT Steel |30E528 
NPT Yin %'-14 Socket — 232psi (F)NPT Steel |30E531 
¥%in %in ¥%-18 Plug — 300psi (M)NPT 304SS |30E559 in %'-14 Socket — 250psi (M)NPT Steel |30E534 
Yin Vi-18 Plug _— 300 psi_ (M)NPT 304 SS _|30E556 Yin Yin %'-14  Socket__— 300 psi_(F)NPT _Steel_|30E683 
eo ee Sie = Sle er — Sea es 
4in VYa'- ug = psi um 4in %"- ocke = psi ee 
in %-18 Plug — _300psi_(F)NPT 304 SS_|30E554 Yin %'-14 Socket — 300psi_(M)NPT Steel |30E691 
ed Yin Yin %-18 Plug — 300psi_(M)NPT 304 SS |30E557 Yin — Socket __— 232 psi_(M)NPT Steel (30526 
ae a 
ein W- ug _ psi 4in Ya'- ocke _ psi ee 
nn SOEERE Yin V'-18 Socket — 300psi (F)NPT Alum |30E653 Yin Vs'-18 Socket — 300psi (M)NPT Steel |30E688 
2° Yin Vs'-18 Socket — 300psi (M)NPT Alum |30E655 Yin — Socket — 232psi_(M)NPT Steel _|30E527 
Automotive % in % in %"-18 Socket — 250 psi (F)NPT Alum |(30E607 
Yin Yin V'-18 Plug — 150psi (M)NPT Steel |30E597 ——— ¥%in ¥%'-18 Socket — 250psi (M)NPT Alum |30E611 
Automotive Interchange : %in %'-18 Socket — 232psi (F)NPT Steel (30E530 
Hose Barb he ¥%in %'-18 Socket — 250psi (F)NPT Steel (30E532 
Yin Yin — Plug ¥e' 300 psi Hose Barb Steel |30E740 No. 30E530 Yin %'-18 Socket — 250psi (M)NPT Steel (30E535 
NPT 2 ¥%in %'-18 Socket — 300psi (F)NPT Steel |30E682 
Yin Vvs'-18 Plug — 300psi (F)NPT Steel |30E737 ¥%in %'-18 Socket — 300psi (M)NPT Steel |30E689 
%in %in %'-18 Plug — 400psi (M)NPT 304SS |30E568 Yin Ya-18 Socket __— 250 psi_(M)NPT Alum __|30E608 
Hin ¥-18 Plug — 300psi (F)NPT Steel 30738 MONS, — SOCKET = 200 ist NET Blum _[S0EG08 
Yin %4'-18 Plu — A00psi Yin Y'-18 Socket — 300 psi (F)NPT Brass |30E709 
g psi (M)NPT 304SS |30E564 ot 3 7] 
No. 30E597 Yin Vi-18 Plug — 400psi_(M)NPT 304SS |30E569 Ain _aaTe socket _ = __ S00 pst _(M)NFT_ Brass _/S0F710 
Yin Y'-18 Plug = — 400 psi_(F)NPT 304 SS _|30E561 Yin Y'-18 Socket — 300psi (M)NPT ‘ca’ (30677 
iq = Plug — 400psi (M)NPT 304SS |30E566 Pace 
¥%in  — Plug — 400psi (F)NPT 304SS |30E562 Yin V“%'-18 Socket — 300psi (F)NPT * |30E678 
No. 30E677 Steel 
26), eee PSU sh (MN tee _ SE Ise ain Ve-18 Socket. — 175psi (M)NPT Steel |30E525 
¥%in %-18 Plug — 300psi (F)NPT Steel (30E736 aT ps! 
1 : — E529 
i Yein  Yain Y%"'-18 Socket 175 psi (F)NPT — Steel (|30E5 
Yin %-14 Plug — 400psi (M)NPT 304SS (30E567 Yin Vs'-18 Socket — 300psi (M)NPT Steel |30E692 
as I 7 a — 4in Y4'-18 Socket 300 psi_(M) tee 
Yin %¥%'-18 Socket 300 psi (M)NPT Steel |30E745 3 AD — 
ar Yin %'-18 Socket 250 psi (M)NPT Alum |30E609 
‘I “Yin V'-18 Socket — 300psi (M)NPT Steel |30E744 2 our psi_(f) ee 
Global Style Hi-Fl Pp Yin %'-18 Socket — 300psi (M)NPT Steel |30E693 
Hose B i sa %in %'-18 Socket — 300psi (M)NPT Steel 30E712 
ose re Push 0 %in %%'-18 Socket — 300psi (F)NPT Steel 30E713 
Yin — Plug %%" 300psi Wace Barb Alum |30E627 Yoin V"-14 Socket — 300psi_(F)NPT _Steel_|30E714 
win — Plug —%"_—-300 psi oe Alum |30E621 TREES socket_ — 300 psi_(M)NPT___Steel_|30E715 
‘ys  » win — Plug %' 300i pose'Bary Alum (306628 Hose Barb | 
; ie %in — Plug ¥%" 300 psi Hose Barb Alum |30E622 Loa see in an _— Socket — 250 psi Hose Barb Steel (30E729 
No. 30E629 41n i a - Push On Vin “Ain — Socket — 250 psi Hose Barb Steel | 30E727 
Yin — — Socket 4 250PSi pose Barb ‘Alum /30E629° A soe 707 Yin — Socket — 250psi Hose Barb Steel |30E728 
vin — Socket 4 250psi Hose Barb Alum 30E619 NPT ia as Seas 250 pa IMNPT Steel 30TH 
: i . Push On 4in 74- OCKe — psi 
Yin — — Socket %' 250 DSi Hose Barp Alum |80E630 Yin Vs'-18 Socket — 250psi (F)NPT Steel |30E725 
_%in —  Socket__%' 250 psi Hose Barb Alum __|30E620 ah ae sone — iG psi Nr oo 3 eee 
= Industrial % in all His ocket — psi__(M) 
o. =. NPT %in %'-18 Socket — 250psi (F)NPT Steel |30E726 
Yin “Yin V'-18 Plug — 150psi (M)NPT Steel |30E595 a a4 sone = oe psi (ONPT ayes soe 
Industrial Interchange ain Y'- ocke — psi 
No. 30E595 ‘Hose Barb Yin Vo"-14 Socket — 400psi (M)NPT 304SS 30E544 
Yin ein = Plug —  300psi Hose Barb Steel |30E672 Yain Y4'-18 Socket — 400 psi (F)NPT 304 SS_30E537 
I “%in  — Plug _— 300psi Hose Barb Steel | 30E673 Yin Y'-18 Socket — 400psi_ (M)NPT 304SS (30E541 
%in %in — Plug — 300psi HoseBarb Steel |30E671 ain qe sone a a psi NPT Brass Ste 
. Push On =. 4in Va'- ocke = psi rass 
_———— Ain — Plug  — 3000S! tose Barh Stee! |S0E674 : vin Ain V=18 Socket _— 250 psi_(M)NPT Steel '30E719 
a= “sin Yin — Plug — 300psi Hose Barb Steel |30E669 ote Yain Y%"'-18 Socket — 250psi (F)NPT Steel (30E724 
ee _ . Push On o. ¥%in %'-18 Socket — 400psi (F)NPT 304SS |30E538 
No. 30E669 ¥ in Plug 300 PSI Hose Barb Steel | S0E675 %in %-18 Socket — 400psi (M)NPT 304SS |30E542 
Yin — Plug — 300psi Hose Barb Steel 305670 ¥ein %'-18 Socket — 250psi (M)NPT Steel (30E720 
Yin Yin — Socket — 300psi Hose Barb Steel 305695 ¥ein %'-18 Socket — 250psi (F)NPT Steel (30E723 
¥ in ¥ in — Socket — 300 psi Hose Barb Steel 30E694 Pipe Body 7 ) ris incl tam 
= _ ; Push On Size Size ateria ize ncludes 0. 
a Ya in Socket 300 PSi bose Barh tee! =| S0E676 Coupler and Plug Kits 
{oF Vai Yin — Socket — 300psi Hose Barb Steel |30E697 Automotive Interchange 
sia. SOEETS ‘In “Yin — Socket — 300psi Hose Barb Steel |30E679 ar Fl A au Stainless Steel =" (1) Quick Coupler, (2) Plugs 30E536 
. ¥%in — Socket — 300psi Hose Barb Steel |30E698 : ‘yo ___Hi Flow Interchange . 
%in — Socket — 300psi HoseBarb Steel |30E680 so oe Ya" Va" 304 Stainless Steel 4" _(1) Quick Coupler, (2) Plugs _30E591 
NPT Pipe Hose Body Max. Item 
ain W-18 Plug — 300psi_(M)NPT Steel _[s0E600  No.S0ES36 _ Sie __Connec._Size_Fressure_Temp. Range _No. 
Yin V'-18 Plug — 300psi (F)NPT Steel |30E701 (FNPT vA 150 psi “40° io 150°F 30592 
in %'-18 Plug — 300 psi_(M)NPT 304SS_|30E551 “A (M)NPT Vi 150 psi 90° to 150° F 306593 
¥%in %in ¥%'-18 Plug — 300psi (F)NPT Steel |30E702 
¥%in ¥%-18 Plug — 300psi (M)NPT Steel (30E706 
¥%in ¥%'-18 Plug — 300psi (M)NPT Steel |30E661 
win %-14 Plug — 300psi (M)NPT 304SS (306552 
3 Yin %'-27 Plug — 300psi (M)NPT Steel |30E658 
<a Yin V'-18 Plug — 300psi (F)NPT 304SS (306545 - 
. = hin VeA8 Plug —= 300 psi (MNPT 30488 30es4a | COMPRESSED AIR System Projects 
Yin V'-18 Plug — 300psi (M)NPT Brass |30E707 ,; 
No. 30E545 vain Ve'=18 Plug — 300 psi_(F)NPT Brass 30E708 The Grainger Energy Services Team Is your 
i an nay a = ees NPT cee ee resource to help with auditing, specifying, méo 
4 in ain Y'- ug = psi ee : ‘ ‘ ‘ie eee 
vain Vi-18 Plug — 300psi_(F)NPT Steel 30E696 supplying, installing and commissioning/ 
_ Yin ¥'-18 Plug  — 300psi_ (F)NPT 304SS |30E546 verifying energy-efficient compressed air 
as i ¥%in ¥%-18 Plug — 300psi (M)NPT 304SS |30E549 
Sn %in %'-18 Plug — 300psi (F)NPT Steel (30E667 system projects. 
Yin %-14 Plug — 300psi (F)NPT 304SS |30E547 wt . . 
No. 30E703 vein ¥'-14 Plug — 300psi_ (M)NPT 304SS |30E550 > Visit grainger.com/energyservices 





+ STL/Alum = Steel/Aluminum, SS = Stainless Steel, Alum = Aluminum, 
B/S = Brass/Steel. 
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PNEUMATICS Scan. Order. Done. 
Couplers & Plugs Details on page Al. 





Pneumatic Coupling Plugs and Sockets 

















ARO®—ARO steel quick-connect air coupling plugs are the male end of coupling ual fos a eo 7 ; 
sets. Also called nipples, they're inserted into the coupling bodies (female ends). ise” size Size” ComponentSiza ‘Features. Connec Material’ No. 
Steel is hard and resilient with a wide working temperature range. ¥s in “in — Socket a Push to Connect _ _ TES Tab 
. . ‘ ips : In = ocke usn tO LONNECT HOSE bar rass 
Industrial—Connect with industrial interchange nipples. Push-to-connect = = Socket 34" Sleeve Type Hose Barb Steel 30N356 
sleeve makes connect easy with one hand Win —_— Socket yy" rus 19 onnect Hose Barb Brass 30N209 
: , we ; hi _ yj,» safety Vent an 
Lincoln—interchangeable with Lincoln Long Stem couplers. ae Socket Push jo Gonnect Hose Barb Steel 30N335 
. ‘ ‘ F ‘ j : u ale ent an 
Tru-Flate-Automotive—For the automotive industry. Grip-ring sleeve version Ai =~ POC 2 Pich to Connect ey SUNOET 
has a knurled diameter, providing easy operation when gloves are worn. a = eoctel oe le queen jleel ogee 
Universal—Permits multiple series nipples to mate with one coupler. Universal — Socket A Sleeve Type Hose Barb Steel 30N343 
Interchange fits Automotive, ARO® and Industrial Interchange plugs. ca eockel a ee Hose Bart glee! ee 
¥% In — Socket %' PushtoConnect Push On Brass 30N203 
¥ Hose ¥ in — Socket %' PushtoConnect Push On Brass 30N242 
=. CouplingFitting Thread Coupling Barb Hose Item 3 — ; 
= > se ue , Size ComponentSize _ Features Connec. Material No. 7 7 a : Sta Vero im on a aes 
i ARO 210 Interchange 8 in 8 in — ocket gi Push To Connect Se Bar ee 
Hose Bart — Plug y, — Hose Barb Steel 30N173 ¥ In _ Socket 4%" gap tene Wipe Push On Steel 30N249 
2 Yin i Plug" — Push On Steel 30N174 %in — — Socket %' ay Connect Push On Steel 30N331 
v Yain = "Socket__""Sleeve Type Push On_Brass_30N165 in —  Socket_— Sleeve Type Hose Barb Steel 30N250 
o- “DBT vin — _socket__— __Sleeve Type _Push On _Brass_30N166 ein .— Socket %" Push to Connect Hose Barb Brass 30N244 
30N174 Jin V8 Plug — (M)NPT Steel 30N471 al = socket ee push to connect fost plas Nae 
a 4in ocket 4" Push to Connect Hose Barb Brass 
vain Al ante ae =—sae We ‘ENP ple! ee Yin — Socket" Push to Connect Hose Barb Brass 30N231 
%in ¥-18 Socket SI T MNPTB 30N168 Ya in — Socket % Sleeve Type Hose Barb Brass 30N256 
ein OGre eeve Type __(M) (ass Yin — Socket 1%" PushtoConnect Push On Brass 30N193 
J2in “4-18 __Socket__— __ Sleeve Type __(M)NPT__Brass_30N167 Yin — Socket %4" PushtoConnect Push On Brass 30N233 
iutomotive Tru-Flate Interchange Yin — Socket 14" Sleeve lype PushOn Brass 30N257 
hin win — Plug % = Hose Barb Steel 30N387 NO yin — — Socket v4’ palely Ventand Hose Barb Steel 30N321 
yin 2in_— Plug 34 — Hose Barb Steel 30N385 © 30N193 7 ately Veutand 
No. on Sin — Plug 3" = Push On Steel 30N386 — vain = — — Socket v4" DAP Nee act PUSH On Steel 30N323 
30N165 Ain — Plug __ 74, = Hose Barb steel _30N388 “in vein — Socket 6" Sleeve Type Hose Barb Brass 30N258 
- a. wit — Plug 4" = Push On Steel 30N389 ei _— vs y 
— “Yin — D] Hy" — Hose Barb Steel 30N390 % in socket Sleeve Type PushOn_ Brass 30N260 
7 a ee = Deh Gh Steel 30N391 %in — Socket °° Push to Connect Hose Barb Brass 30N235 
a Seve Hose Barb Steel -3ON35d %in — Socket 3%" Sleeve Type Hose Barb Brass 30N259 
yo iQ ae Te BoB ONES %in — Socket °° PushtoConnect PushOn Brass 30N194 
= 0 ay Tine Dee On Biel SONSES %in — Socket _%" PushtoConnect PushOn Brass 30N237 
= %in— — Socket %" Sleeve Type Push On Steel 30N344 win — Socket %" palely Ventane Hose Barb Steel 30N325 
= = Socket 4" Sleeve Type Hose Barb Brass 30N362 Safety Vent and 
i | Ain —— — Socket %' Sleeve Type PushOn_ Brass 30N363 ¥in — Socket %' Bish To Connect Push On Steel 30N327 
: _— _— Socket %' Sleeve Type Hose Barb Brass 30N364 NPT 
Srna aPT —— — Socket 3" Sleeve Type Push On Brass 30N365 thin w-14 Plug = —_ (M)NPT Steel 30N290 
iy ein e=14 Plug — = (FINPT Steel 30N299 win A oe = NDT act Senos 
“in yin Wd Plug — = (FINPT Steel 30N298 Tis ug (M) 88 
in HAR Plug = (FJNPT Steel -30N282 Vin 1-11-1/2 Plug — = (F)NPT Steel 30N301 
Hin K-18 Plug — = (NPT Steel 30N377 ee = CU Tod ST a 
i Sint HB Plug = (FINPT Steel -30N380 Yin Yein Vi-14 Plug — = (M)NPT Steel 30N287 
| ein Vein 14 Plug — (M)NPT Brass 30N274 A a NANPT eet SONSee 
hin %-14 Plug — = (F)NPT Steel 30N384 aes ug (M) 88 
| Yin Vs'-18 Plug — = (M)NPT Steel 30N278 
Hin W'-14 Plug  — = (M)NPT Steel 30N288 ALS 
Jin Vi-14 Plug — = (F)INPT Steel 30N297 7 = Nowe Sune 
in 7 %in %in %-18 Plug — = (M)NPT Steel 30N285 
362 Yin —4in_Vri8 Plug — = (M)NPT Steel _30N376 0 ein 4 — Plug — = NPT Steel 30N286 
30N362 ” Yin va'-18 Plug — = (F)NPT Steel 30N379 bin 5d PI — — F\NPT Steel -30N295 
Yin 8-18 Plug — = (FINPT Steel 30N383 anmeer ug ") ee 
Vein ¥'-27 Plug — = (F)NPT Steel 30N280 : 2 = ESR a 
vein %'-27 Plug — = (MM)NPT Steel 30N375 Pe te a = (ENPT pass sete 
Yin ve'-27 Plug — = (F)NPT Steel 30N378 Vain et tg oe = NANPT— Sioxa0N383 
| vin Ve'-18 Plug — = (M)NPT Brass 30N392 an oe pe NBT aot SeNoee 
yin vain ¥e=18 Plug — = (F/NPT Brass 30N393 «No. Bin Ae ug __— = M) 7 
Y4 in In__ 7 %in %'-18 Plug  — = (M)NPT Steel 30N284 
“in “4-18 Plug — = (M)NPT Steel 30N269 30N273 Vain %'-27 Plug = =e (F)NPT Brass 30N226 
at ant pug = hia ziee ee Yin vein Vs"-27 Plug .— Pushto Connect (M)NPT Brass 30N227 
: sein %6=18— Plug = {NPT — Steel 3093 fein 18 Plug aamant (Not —Brass_30N228 
oO. as — — ' Y In "= ocket _— _ Push to Connect rass 
30N363 AN et El = ey = sole! oungee Yrin__%-14 Socket — Pushto Connect (M)NPT Brass 30N216 
Yin %'-18 Socket Sleeve Type (F/NPT Steel 30N360 37 J a = 
in v-14 Socket — Sleeve Type (FINPT Brass 30N374 Yin Yin ws 14‘ Socket Push to Connect (F)NPT Brass 30N220 
vt vein in v-14 Socket — Sleeve Type (FJNPT Steel 30N359 1in V-11-1/2 socket — PushtoConnect (M)NPI Brass 30N219 
= hi WA Socket S| T F\NPT Steel 30N361 Tin 1°-11-1/2 Socket — PushtoConnect (F)NPI Brass 30N222 
‘ gn teeta eave Tne ace ae % in %'-18 Socket — Push to Connect (M)NPT Brass 30N211 
‘Bi (Fg eee — 2 eee ne eee oon % in %'-18 Socket — Pushto Connect (F)NPT Brass 30N214 
; an _ fg pocket See ne aie ate % in %'-18 Socket. — Sleeve Type (M)NPT Steel 30N357 
eo ee ocket__— Sleeve Type _{F) 7 vein ¥e-14  Socket__— Push to Connect (F)NPT Brass 30N213 
— ¥% in yin ¥%'-18 socket — Sleeve Type (M)NPT Steel 30N342 in "-14 Socket — Sleeve Tvpe (M)NPT Brass 30N373 
No. Yain %'-18 Socket — Sleeve lype (F)NPT Steel 30N348 Ya in Safely Vert and 
30N280 Yin Y'-14 Socket — Sleeve Type (M)NPT Steel 30N347 vein Yel-14 Socket =— Bich To Connect (M)NPT Steel 30N336 
fin fA-e/ _socket__—_sieeve Type _(F)NFT__Brass_30N370 in ¥-14 — Socket__— Sleeve Type (M)NPT Steel _30N351 
Yin —YsinV'-18 Socket — Sleeve Type (F)NPT Brass 30N369 on = 
| win ¥-18 Socket — Sleeve Type (M)NPT Brass _30N368 Tet Ad — Sekt —— Push te Gonrest—(ENPT—Biose- SOND TS 
a Industrial Interchange 4in Y4'- ocket _— Push to Connect rass 
- =i B | CONTINUED | 
rt nose an _— Plug YA" _— Hose Barb Steel 30N311 [? 
Yin Yin — Plug a" — Hose Barb Steel 30N310 
ez 1 in — Plug 1" — Hose Barb Steel 30N312 
¥e in — Plug ¥~ = Hose Barb Steel 30N303 
3 In _ Plug 3 _— Push On Steel 30N304 
win win — Plug — = Push On Steel 30N309 
Y in _— Plug Ya _ Hose Barb Steel 30N307 
Ya in — Plug a — Hose Barb Steel 30N308 
Yin — Plug 4" = Push On Steel 30N302 
if %in  — Plug — = Push On Steel 30N306 
=? %in “win  — Plug % — Hose Barb Steel 30N305 
Yin — Plug V2 — Hose Barb Steel 30N313 
Yin — Plug Ye _ Push On Steel 30N314 
Ya in —_ Plug 2 _— Hose Barb Steel 30N315 
win — Plug = Push On Steel 30N317 
Yain Asin — Plug “6 _— Hose Barb Steel 30N316 
%in  — Plug — = Push On Steel 30N319 
No 3 In _— Plug 3" _— Hose Barb Steel 30N318 
30N302 
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, | CONTINUED | Hose 
—Darker Coupling Fitting Thread Coupling Barb Hose Item 
Size Size Size Component Size Features Connec. Material No. 
3 = Yein ‘Y%'-27 socket — Sleeve lype (M)NPI Brass 30N262 
Pneumatic Coupling Plugs and Sockets Yasin Ys'-27  Socket__— Sleeve Type _(F)NPT Brass 30N265 
Vein Ye'-27 Socket — Sleeve Type (M)NPT Brass 30N367 
Hse Jain Yo=18-— Socket = Push to Connect (NWNPT Brass -a0N195 
inn Fitti ; ain Y'- ocket _— Push to Connec rass 
sks Size "ye. Component Size Features connec Material No” Ain “-18 socket __— Push to Connect_(F)NPT Brass 30N197 
T — Vain V4'-18 — Socket — PushtoConnect (F)NPT Brass 30N230 
Yin  “%-18 Socket Push to Connect (M)NPT Brass 30N204 No. vain Va-18 Socket — Push to Connect (M)NPT Brass 30N232 
Yoin  Y'-18 Socket _— PushtoConnect (F)NPT Brass 30N207 30N223 Vin Va'-48 Socket = SI T M\NPTB 30N261 
Yin v'-18 Socket _— Pushto Connect (F)NPT Brass 30N238 ai ocke eeve Type __(M) ass 
Yyin Vs'-18 Socket _— Push to Connect (M)NPT Brass 30N239 Ain “A-18__socxet__— _Sleeve Type _(F)NF I __Brass_sONZ6S 
No. Yin Vs'-18 Socket — Sleeve lype (M)NPT Steel 30N251 Main Ya'-18 Socket — Sleeve Type (M)NPI Brass 30N366 
30N197 Yin Va'-18  Socket_ — Sleeve Type _(F)NPT —‘Steel_ 30N254 Vain Vs'-18 Socket — ey daa (F)NPT Steel 30N320 
¥in ¥%'-18 Socket — PushtoConnect (M)NPT Brass 30N201 ush To Connect 
%in  %'-18 Socket — Pushto Connect (F)NPT Brass 30N206 : Yin V'-18 Socket — oes ane (M)NPT Steel 30N322 
Yin %'-18 Socket — Pushto Connect (F)NPT Brass 30N240 ‘ Win 5 —a43—Socket Puch to Connect NPT —B SONTSG 
% in  ¥%'-18 Socket _— PushtoConnect (M)NPT Brass 30N241 a. as ocke ush to Connect _(M) ass 
%in %4'-18 Socket — Sleeve Type (M)NPT Brass 30N26/ : Main %'-18 socket — us 19 wonnect (F)NPT Brass 30N199 
%in 7-18 Socket — Sleeve Type (F)NPT Brass 30N268 Vain %'-18 Socket — Sa Biace (M)NPT Steel 30N326 
shin et He 8 pocket _—__reeve Type _(WINFT_Brass_30N372 % in 6-18 Socket — Push to Connect (F)NPT Brass 30N234 
fin Ain 648 pocket _—-_Sleeve Type __ hr —eiee_ ane deli % in ¥"-18 Socket. —— Pushto Connect (M)NPT Brass 30N236 
No “ne et ay Vere aad a ee 30N340 yin ¥%'-18 Socket. _— Sleeve Type (M)NPT Brass 30N263 
30N261 “in %8-18 = Socket — Bich toConnect (FNPT Steel 30N328 %in %'-18 Socket —  SleeveType (F)NPT Brass 30N266 
Wan Seas. Gace Safety Vent and WONPT Steel 30N330 — Yin %'-18 Socket — Sleeve lype (F)NPT Brass 30N371 
— — Push To Connect _(™) i Yin W418 Socket — paely Ventand (eyNPT Steel 30N324 
Yin %"-14 Socket — PushtoConnect (M)NPT Brass 30N205 usn 10 Lonnec 
Yin %"-14 Socket — Pushto Connect (F)NPT Brass 30N243 Yin Y'-14 Socket — ppalely Ventand (eyipT Steel 30N334 
Yin ¥o"-14  Socket__— PushtoConnect (M)NPT Brass 30N245 rsh Ig Lonnect 
ein W-14 Socket —  SleeveType (M)NPT Steel 30N252 % in %'-14 Socket — Bau cael (F)NPT Steel 30N333 
fin_-14 _socket_— Sta Vero ea eae Vain Ve'-27 Socket. — Pushto Connect (M)NPT Brass 30N223 
vein Y'14 — Socket = — Bich ToConnect (F)NPT Steel 30N332 No Yein Vain V4'-18 Socket — PushtoConnect (F)NPT Brass 30N224 
_ in %-14 Socket — Sleeve lype (F)NPT Steel 30N350 30N339 Caeatn ray ITER Socket — PushtoConnect (M)NPT Brass 30N225 
vin ain Vi-18 Plug — — (M)NPT Steel 30N340 
oon 2 lait 4-18 Plug — = (F)NPT Steel 30N341 
incoln Longstem 
Vin Yain Y'-18 Socket — Sleeve lype (M)NPI Brass 30N338 
Yain Y'-18 Socket — _ Sleeve Type (F/NPT Brass 30N339 
Tru-Flate/Automotive 
Yin Yein Y"-14 Socket — PushtoConnect (M)NPT Brass 30N208 
Universal Pneumatic Coupler 
Yain Y%'-18 Socket — PushtoConnect (F)NPI Brass 30N394 
N Yin —4in 4-18 Socket __— Push to Connect (M)NPT Brass 30N395 
sed Yein ¥'-18 Socket — PushtoConnect (F)NPI Brass 30N396 
30N394 %in %'-18 Socket — PushtoConnect (M)NPT Brass 30N397 
- Authorized Distributor 
Hansen™ 
Pneumatic Couplers and Plugs 
Coupling Hose Thread Coupling Barb Hose Item 
Size Fitting Size Size Component Size Features Connec. _ Material No. 





1000/400/500 Series, Industrial Interchange No. 310955 


Hose Barb 
Y in Y in _ Plug Yo" __ Sleeve Type __ Hose Barb Steel 310996 
¥e in Y in _ Plug Yo" Sleeve Type _ Hose Barb Steel 310995 
win Yin — Plug ¥%° SleeveType HST" Steel 316997 


Y in Yin 


_ Socket '%" Sleeve Type Hose Barb Brass 310974 

¥e in ¥ In _ Socket %' Sleeve Type Hose Barb Brass 310959 

Ya in _ Socket 4" Sleeve Type Hose Barb Brass 310957 

win Yin — Socket % Sleeve Type j VS"O" Brass 310975 

¥ In —_ Socket "Sleeve Type Hose Barb Brass 310958 

NPT 

yin in ¥14 Plug Sleeve Type NPT Steel 310988 aaa NoWstGoee 
? No. 31C977 





SS 





(F) 
Yin ¥4'-14 Plug Sleeve Type (F)NPT Steel 310989 
Yain —_‘Ya'-18 Plug Sleeve Type (F)NPT Steel 310986 
¥ in Yin *%'-18 Plug Sleeve Type F)NPT Steel 310987 
Yin ¥-18 Plug Sleeve Type (M)NPT Steel 310994 
Yain  -e'-27 Plug Sleeve Type (M)NPT Carbon Steel 310963 


Yin Va'-18 Sleeve Type (F)NPT 909 Stainless 34 e983 


Steel 
Min Y'-18 Plug Sleeve Type (M)NPT 279 2taITleSS 34 ¢gqq 
vin — Yin ¥=18 Plug 


Sleeve Type (F)NPT Brass 310984 
Sleeve Type (M)NPT Brass 310991 


ac) 

S 

co} 
| 





No. 310998 No. 31D008 


Yain —_'-18 Plug Sleeve Type (F)NPT Steel 310985 

Yain —_4'-18 Plug Sleeve Type (M)NPT Steel 310992 

Yin 8-18 Plug Sleeve Type (F)NPT Carbon Steel 310962 

Yin  *-18 Plug Sleeve Type (M)NPT Carbon Steel 310993 

Y In Yo'-14 Socket Sleeve Type (M)NPT Brass 310956 Coupling Hose Thread Coupling Barb Hose Item 
Yin Ya in Yo'-14 Socket Sleeve Type (F)NPT Brass 310967 Size__ Fitting Size Size Component Size Features Connec. _Material No. 

Yq in ¥4'-14 ~~ Socket Sleeve Type (F)NPT Brass 310968 Auto-Flo 23 Universal Series Industrial, ARO210, Truflate Interchange 


Yain  —¥4'-14 ‘Socket Sleeve Type (M)NPT Brass 310973 Hose Barb 


Yoin _Y'-18 —_ Socket Sleeve Type (F)NPT Brass 310964 ¥8 in ¥% in — Socket _%' Push To Connect Hose Barb _ Brass 31D004 

% in Yin _Y'-18 Socket Sleeve Type (M)NPT. Brass 310970 Y% in Yin Y%"'-18 Socket "Push To Connect Hose Barb Brass 31D003 
: ¥%in  %-18 Socket Sleeve Type _(F)NPT Brass 310966 NPT 

Yin  %'-18 Socket Sleeve Type (M)NPT Brass 310972 ¥ in Yain  %'-18 Socket — Push ToConnect (F)NPI Brass 310999 

Yain —_Y4'-18 ‘Socket Sleeve Type (F)NPT Brass 310955 8 ¥Yain  %'-18 Socket — Push ToConnect (M)NPT Brass 31D002 

ih Yain —_Y4'-18 ‘Socket Sleeve Type (M)NPT Brass 310969 “sin Yin _Y4'-18 Socket =— Push To Connect (F)NPT Brass 310998 


¥ in ¥3'-18 Socket 
¥'-18 Socket 


7 Sleeve Type (F)NPT Brass 310965 
8 in 
210/310 SERIES ARO Interchange 


Sleeve Type 


Yin %"-18 Socket NPT Brass 31D001 


NPT Steel 31D012 


Push To Connect (M) 
(M)NPT Brass 310971 Auto-Flo 23 Universal Series Truflate Interchange 
Yain  '-18 Plug Sleeve Type M) 
Sleeve Type NRNPT Steel 31D005 ¥ in Yin '-18 ‘Plug 





Yein  ‘e'-27 Plug = — ____ Sleeve lype (F)NPT Steel 31D009 
Ya in Yain —_'-18 Plug — ___ Sleeve Type NPT Steel 31D006 Yin %'-18 Plug — ___ Sleeve lype (F)NPT Steel 31D010 
Yin 4-18 Plug — Sleeve lype (F)NPT Steel 31D007 “sin Ya in “4-18 Plug — ____ Sleeve lype (F)NPT Carbon steel 31D008 
3000/4000/5000/6000 Series Industrial Interchange Yain — 'Ya'-18 Plug — Sleeve Type (M)NPT Carbonsteel 31D011 
hi Yoin — Ya'-14_ Socket =©— Push To Connect (M)NPT Brass 310961 Full Bore Series Industrial Interchange 
Yain  — Ya'-14 ‘Socket Push To Connect (F)NPT Brass 310979 Hose Barb 


% in % in ¥3'-18 Socket 
¥. in ¥3'-18 Socket 
wn iin 
4in 4" ocket 


Push To Connect (M)NPT Brass 310976 ¥e in Yain Y'-18 Socket — _ Sleeve lype (F)NPT Carbon steel 310981 
Push To Connect (F)NPT Brass 310978 NPT 

Push-to-Connect  (M)NPT Brass 31C€960 Vin Yoin  Ya'-14_ Socket — Sleeve Type (M)NPI Carbonsteel 31C980 
Push To Connect (F)NPT Brass 310977 Yin  Y'-14 Socket '%" Sleeve Type Hose Barb Carbon steel 31C982 
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PNEUMATICS Scan. Order. Done. |= fF; 
Couplers & Plugs Details on page Al. 





Am f lo 0 * Mi UD ¢ Fees ALPHA 
Pneumatic Couplers and Plugs 


Max. Max. 
Hos Working Hos Working 
Coupling Fitting Thread Coupling Pressure Hose Item Coupling Fitting Thread Coupling Pressure Hose Item 
Size Size Size Component @ 70°F Connec. Material Brand No. Size Size Size Component @ 70°F Connec. Material Brand No. 
— Yin Y'-18 Socket 500psi (F)NPT Steel Dixon SCGR8 
NPT Yoin "14 Socket 300psi (F)NPT Brass Dixon SCGU5 











Yain Ya'-18 Socket 300 psi (M)NPT Brass Amflo |385YK84 Yain Yein Y%"-14 Socket 300psi (M)NPT Brass Dixon 5oCGVO 
V4 in Yin “'-18 Socket 300 psi_(F)NPT Brass Amflo _(35YK85 Yoin Y%"-14 Socket S500psi (M)NPT Steel Dixon oCGT6 
Yain Ya'-18 Socket 175 psi (F)NPT Composite Dynabrade |13F694 Yin Y"-14 Socket 500 psi (M)NPT — Steel Dixon 5SCGT5 
Yain Y"-18 Socket 175psi (M)NPT Composite Dynabrade |13F695 Yin %"-18 Socket 300 psi_(F)NPT Brass Dixon 5CGU2 
Automotive Interchange No. Yin Y'-18 Socket 300 psi (M)NPT Brass Dixon SCGU7 
aan a : means “ain Ys-A8 Socket 800 psi (M)NPT Steel Dixon SCGT2 
3h | 3h, | _ / Hose ain Ya'- ocke psi ee ixon 
ae %in Yin Plug 500 psi Barb Steel Dixon 5CGZ0 % in an oa socket a psi NT Brass peer ae 
Yin — Pl 500 psi Steel Di 5CGY8 7 ale ocKe psi a xon 
Die oo ii S ee i se %in 18 Socket 500 psi_(FINPT Steel Dixon SCGRI7 
%in — Plug 500 psi Steel Dixon | 5CGY9 Yein Ye'-14 Socket 500 psi (M)NPT __ Steel Dixon _| SCGT4 
Barb Yin Vi'-18 Socket 500 psi (F)NPT Brass Dixon | 5CGR3 
NPT Yin V'-18 Socket 500 psi (M)NPT Brass Dixon | 5CGTO 
Yin Y'-18 Plug 500 psi_(F)NPT _ Steel Dixon _| SCGY1 Yin V'-18 Socket 300 psi_(F)NPT Brass Dixon | 5CGU1 
yj, Ain Y'-18 Plug 500 psi (M)NPT Steel Dixon _| SCGY5 Yin V4'-18 Socket 300psi (M)NPT Brass Dixon | 5CGU6 
%in aa psi_(M) 
Yin %-18 Plug _ S00 psi_(F)NPT Steel Dixon |5CGY3 = 5equt vin ain 4-18 Socket 500 psi (FINPT Steel Dixon 5CGR4 
Yin 8-18 Plug 500 psi (M)NPT _ Steel Dixon _| SCGY7 410 Thin W-A8 Socket 500 psi (M)NPT — Steel Dixon | 5CGT1 
Yin “18 Plug _500psi_(F)NPT Steel Dixon _| SCGYO Yin ¥8-18 Socket 500 psi (F)NPT Brass Dixon | 5CGR6 
+ a ee ee Dixon _| SCGY4 % in ¥%'-18 Socket 500psi (M)NPT Brass Dixon | 5CGT3 
2 Yin ¥e'-18 Plug 500 psi_(F)NPT _ Steel Dixon _| SCGY2 % in 34'-18 Socket 300psi _(F)NPT Brass Dixon | 5CGU3 
13F695 Yin %'-18 Plug S00 psi (M)NPT _ Steel Dixon oCGY6 ~ % in ¥%'-18 Socket 300psi (M)NPT Brass Dixon 5CGU8 
SIN “%in_ %-18 Socket 500 psi (M)NPT Steel Dixon _| SCGX9 C4 4 303 
yin Ain 4-18 Socket 300 psi_(F)NPT Brass Dixon _| SCGX6 Yin %'-14 Plug  500psi (M)NPT Stainless Dixon | 5CGX5 
Yain Ya'-18 Socket 300psi (M)NPT Brass Dixon 5CGX8 Yin Steel 
Industrial ia: Yin v'-14 Plug _500psi (F)NPT Steel Dixon |5CGW3 
Hose Barb : ccaw? Yin %4'-14 Plug _500psi (F)NPT Steel Dixon |5CGW4 
tej V3 __ F ose : 303 
vain Yain Socket 500 psi Bar) Steel Dixon | SCGTS yin i W418 Plug 500psi (M)NPT Stainless Dixon | SCGXA 
aa oe / Hose ; tee 
Yin in Socket 500 psi Barb Steel Dixon oCGT8 %in W18 Plug 500 psi (M)NPT Steel Dixon 5CGX3 
o. . Push . >. Yin Ve'-27 Plug 500 psi (M)NPT Steel Dixon | 5CGW7 
5CGUO Yin — Socket 500 psi OnHose Brass Dixon 5SCGU0 &.? 303 
Yin at? . Yin Y4'-18 Plug  500psi (M)NPT Stainless Dixon |5CGW9 
Yin — Socket 500psi OS’ — Steel Di 17 , steel 
4 in ocke Psi Barb Stee I bi S-* in “Hin W418 Plug 300 psi (M)NPT Brass Dixon | SCGXO 
: | Yin Y"-18 Plug  230psi (M)NPT _ Steel Dynabrade |13C677 
Yin “4-18 Plug 500 psi__(F)NPT ee Dixon _| SCGV9 Yin Vs'-18 Plug  500psi (M)NPT Steel Dixon |5CGW8 
¥% in A. . %in %'-18 Plug  500psi (M)NPT Steel Dixon | 5CGX2 
SIN in ¥%A18 Plug 500 psi. (F)NPT ae Dixon /5CGW2 No. in %in 4-14 Socket  300psi (F)NPT Steel Foster 32V282 
303 13€677 EE in Es in %'-18 Socket 300psi (F)NPT Steel Foster  |32V277 
it ake , ‘ . ush/Pu 
Me ee ee, eee vin Z2in_We'-14 Socket 250 psi (M)NPT Brass Alpha Fittings 20JY74 
No. “'" “Yin W-18 Plug  300psi (F)NPT Brass Dixon 5CGV8 a ae pocket a psi ae Brass ae ass ye 
5CGVG vin Ve-18 Plug 500psi (F)NPT Steel Dixon 5CGV6 % in —2in_ * ocket__250 psi_(M) rass_Alpha Fittings/20JY73 
¥sin %'-18 Socket 250psi (F)NPT Brass _ Alpha Fittings 20JY76 
%in %'-18 Plug  500psi (F)NPT Steel Dixon |5CGWO va AB Socket O50 pei ‘NPT B Nh rit g aOIY72 
*PTC = Push to Connect. +303 SS = 303 Stainless Steel. Vein oe psi_(M) cess Aiba EOS 
Yain VY'-18 Socket 250 psi (F)NPT Brass Alpha Fittings 20JY75 
SD No. 5CGH3 No. 5CGH7 
Bowes Style Couplers Coupler Body Coupler Plug 
HOSE BARB COUPLER PLUG HOSE BARB. PUSH TO PUSH TO (LOCKING 
HOSE BARB |LOCKING HEAD| LOCKING HEAD |PUSH TO CONNECT CONNECT | CONNECT | (M)NPT | (F)NPT | HEAD 
Body Max. Barb Item | Barb Item | Barb Item Barb Item Body Max. Pipe Item Item Item Item Item 
Size Pressure Material Size No. Size No. | Size No. Size No. Size Pressure Material Size No. No. No. No. No. 
% 500 psi Steel _| % 5CGH3| 1% SCGK7) — — %" _ 5CGH7 %*  300psi_Brass 4" 5CGJ7 5CGK5 | 5CGJ3 | 5CGK1 | 5CGL3 
500 psi Steel | % 5CGH4| % 5SCGK8) — — %s° __ 5CGH8 %* 300psi__Brass 4" 5CGJ8 5CGK6 | 5CGJ4 | 5CGK2 | 5CGL4 
% 300psi_ Brass | %° 5CGH5| 1% SCGK9| %° 5CGLO | % 5CGH9 % 500psi_ Steel =" 5CGJ5 5CGK3 | 5CGJ1 | 5CGJ9 | 5CGL1 
%300psi_ Brass | % 5CGH6| — — | — — vs _ 5CGJO % 500psi_ Steel —4" 5CGJ6 5CGK4 | 5CGJ2 | 5CGKO | 5CGL2 


DOWNLOAD 
the Grainger 





= { GET ITON 
Mobile App! Google Ply 
; nope the oe a ag 
e Easy Search e Create Lists Apple inc. App Store isa 
service mark of Apple Inc. 


e Track Orders ¢ On-The-Go Inventory tiedemark of Coegleting 





2522 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


PNEUMATICS 


Hose Reels 





General Duty Hose Reels “(s/REEvcrart| 


= Permanently lubricated bearings 
= Vibration-free, self-locking latch 
= Corrosion-resistant, powder-coated finish 


= Hose included 


Locking Latch—Traditional latches require the hose to be 
pulled out until ratchet/latch "clicks" so reel can hold position. 





Hose Hose Reel Max. 
1.D. Length Inlet Hose Outlet Hose Material Temp. 
Low-Pressure 
Air, Water 
20 ft  %in(F)NPT %4in (M)NPT PVC 150 °F 
20 ft  %in(F)NPT '%4in (M)NPT PVC 150:°°F 
25 ft  %in(F)NPT %in (M)NPT PVC 150: °F 
20 ft  Yain(F)NPT in (M)NPT PVC 150. °F 
35 ft =%in(F)NPT %4in (M)NPT PVC 150. °F 
Ya in 35 ft  =%in(F)NPT %4in (M)NPT PVC 150 °F 
S0ft  %in(F)NPT '%4in (M)NPT PVC 150 °F 
S0ft  %in(F)NPT in (M)NPT Rubber 210. °F 
50 ft  %in(F)NPT %4in (M)NPT PVC 150 °F 
50 ft  %in(F)NPT %4in (M)NPT PVC 150: °F 
50 ft  %in(F)NPT %4in (M)NPT PVC 150 °F 
20 ft Yin NPT(F) Yin (M)NPT PVC 150:°F 
25ft Yin (F)NPT 4 in (M)NPT PVC 150 °F 
25ft Yin (F)NPT in (M)NPT PVC 150 °F 
35 ft  =%in(F)NPT in (M)NPT PVC 150: °F 
35 ft  %in(F)NPT 1% in (M)NPT Rubber 210 °F 
¥% in 35 ft  %in(F)NPT %4in (M)NPT PVC 150.°F 
50 ft Yin NPT(F) Yin (M)NPT PVC 150 °F 
50ft  %in(F)NPT % in (M)NPT PVC 150:°°F 
50 ft  %in(F)NPT % in (M)NPT PVC 150 °F 
S0ft Yin (F)NPT %4in (M)NPT Rubber 210 °F 
50 ft  %in(F)NPT %4in (M)NPT PVC 150 °F 
20 ft  %in(F)NPT ‘in (M)NPT PVC 150 °F 
25 ft Yin (F)NPT '% in (M)NPT PVC 150°°F 
20 ft Yin (F)NPT in (M)NPT PVC 150 °F 
35 ft = %in(F)NPT % in (M)NPT PVC 150 °F 
35 ft  %in(F)NPT % in (M)NPT PVC 150 °F 
Y% in 35 ft =%ein(F)NPT in (M)NPT PVC 150: °F 
35 ft =Yin(F)NPT in (M)NPT PVC 150°°F 
0 ft Yin (F)NPT ‘Yin (M)NPT PVC 150 °F 
S0ft  %in(F)NPT % in (M)NPT PVC 150 °F 
50 ft  %in(F)NPT Yin(M)NPT Hybrid Polymer 150 °F 
Medium-Pressure 
Oil 
20 ft  %in(F)NPT %in(M)NPT SAE100R1T 210°F 
¥% in 35 ft  %in(F)NPT %in(M)NPT SAE100R1T 150 °F 
S0ft Yin(F)NPT %in(M)NPT SAE100R1T 150 °F 
Yo in 35 ft = Yin(F)NPT Yin(M)NPT SAE100R1T 150 °F 
35 ft  %in(F)NPT Yin(M)NPT SAE100R1T 210°F 
High-Pressure 
Grease 
Win 35 ft  %in(F)NPT Yin(M)NPT SAE100R2T 150 °F 
35 ft  VYain(F)NPT Yin(M)NPT SAE100R2T 210°F 
20 ft Yain(F)NPT Yin(M)NPT SAE100R2T 210°F 
¥% in 35 ft Yin (F)NPT %in(M)NPT SAE100R2T 150 °F 
5S0ft  Yin(F)NPT %in(M)NPT SAE100R2T 150 °F 
* Side mount. 
® Ne / 
REELCRAFT| “SPEEDAIRE \e7 


Heavy-Duty Reels 


= Hose included 


Hose 
I.D. 


Hose 
Length 


Low-Pressure 
Air, Mild Chemical, Water 
Yo" (FYNPT 1%" (F)NPT 


3," 
Air, Water 


1" 


Vy" 


(ott, 


20 ft. 
20 ft. 
39 ft. 
50 ft. 
50 ft. 
50 ft. 
50 ft. 
50 ft. 
50 ft. 
50 ft. 
50 ft. 
50 ft. 
50 ft. 
50 ft. 
90 ft. 
50 ft. 
50 ft. 
50 ft. 


Reelcraft® Quiet Latch—Quiet latch are designed for reli- 
able quiet operation. Just pull hose out to desired length, then 
allow hose to rewind on reel a half turn for latch engagement. 
Ideal for noisy environments. RT series are considered hybrid 
and feature a lighter, spring-driven hose reel with composite 
spool designed for applications that are less demanding. 


Max. 
Pressure 


300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 


300 psi 


2,250 psi 
1,000 psi 
1,000 psi 
1,000 psi 
2,000 psi 


5,000 psi 
5,000 psi 
4,000 psi 
4,000 psi 
4,000 psi 


* SPEEDAIRE 


Je /// 


Spring-driven hose reels have high-grade steel base and arms. 
Mount to floor, wall, ceiling, workbench, or inside truck. 
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Reel 
Inlet 


Hose Outlet Hose Material 


7" (M)NPT 


PVC 


PVC 
PVC 
Rubber 
Rubber 
PVC 
Rubber 
Rubber 
Rubber 
PVC 
PVC 
PVC 
PVC 
PVC 
Rubber 
Rubber 
PVC 
PVC 
Rubber 


Max. 


Temp. 


150°F 


150°F 
150°F 
210°F 
210°F 
150°F 
210°F 
210°F 
210°F 
150°F 
212 °F 
150°F 
212°F 
150°F 
210°F 
210°F 
150°F 
150°F 
210°F 


Max. 


Pressure 


300 psi 


250 psi 
250 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
250 psi 


Mfr. 
Latch Brand Model 
Locking Reelcraft B4425 OLP 
Locking Speedaire 437J06 
Locking Speedaire 437J321 
Locking Speedaire 437J25 
Locking Reelcraft B4435 OLP 
Locking Speedaire 45UZ36 
Locking Speedaire 45UZ37 
Locking Speedaire 2CUA3 
Locking Speedaire 437J08 
Locking Speedaire 437J11 
Locking Speedaire 437J20 
Quiet Latch  Reelcraft 4625 OLPSMR 
Locking Speedaire 45UZ32 
Blocking —Speedaire A49AE03 
Locking Speedaire 45UZ34 
Locking Speedaire 2CUA5 
Locking Speedaire 437J07 
Quiet Latch _Reelcraft 5650 OLPSMR 
Quiet Latch Reelcraft 5650 OLP-SE 
Locking Speedaire 45UZ33 
Locking Speedaire 2CUA7 
Locking Speedaire 49AE04 
Quiet Latch _Reelcraft A5825 OLPSMR 
Locking Speedaire 437J10 
Locking Speedaire 437522 
Locking Speedaire 45UZ35 
Blocking —Speedaire 49AE05 
Locking Speedaire 437J13 
Locking Speedaire 437J28 
Quiet Latch _Reelcraft A5850 OLPSMR 
Locking Speedaire 49AE06 
Gonstant ‘Speedaire 440624 
Quiet Latch  Reelcraft 5625 OMP 
Locking Reelcraft RI635-OMP 
Locking Reelcraft | RI650-OMP 
Locking Reelcraft RI835-OMP 
Quiet Latch  Reelcraft A5835 OMP 
Locking Reelcraft RT435-OHP 
Quiet Latch _Reelcraft 9435 OHP 
Quiet Latch _Reelcraft 9625 OHP 
Locking Reelcraft | RI635-OHP 
Locking Reelcraft | RI650-OHP 
Mfr. 

Latch Brand Model 
Locking __ Reelcraft HD76075 OLP 
Locking Speedaire 45UZ40 
Locking __Reelcraft 7925 OLP 

—_— Speedaire 6WA70 

— Speedaire 6WA69I 
Locking Speedaire 437J26 
Locking Speedaire AUKX5 
Locking Speedaire 4UKX5 

— Speedaire 6WA71 

= Reelcraft 7650 OLP 
Locking Coxreels EZ-SH-450-RH-BXB 
Locking _Coxreels EZ-SH-450 
Locking Coxreels EZ-SH-450-RH-BXB 
Locking _Coxreels EZ-SH-450 

= Speedaire 6WA72 

_— Speedaire 6WA73 
Locking Speedaire 437J29 

= Reelcraft 7850 OLP 

_— Speedaire 6WA75 


Item 
No. 


38EE40 
437J06 
437J21 
437J25 
38EE41 
45UZ36 
45UZ37 
2CUA3 
437J08 
437J11 
437J20 
12U319 
45UZ32 
49AE03 
45UZ34 
2CUAS 
437J07 
12U320 
4HK89 
45UZ33 
2CUA7 
49AE04 
12U321 
437J10 
437J22 
45UZ35 
49AE05 
437J13 
437J28 
12U322 
49AE06 


440G24 


47314 
SKPAO 
oKPA1 
4NA81 
4HK91 


4NA82 
4HK88 
4NA83 
SKPA2 
SKPAS 


Item 
No. 


448F71 


45UZ40 
4NA87 
6WA70 
6WA69 
437J26 
4UKX5 
4UKX5 
6WA71 
22864 
oFYD2 
16X540 
oFYD2 
16X540 
6WA72 
6WA73 
437J29 
22865 
6WA75 





Speedaire®—Hose locks in place 
for additional safety. 





No. 49AE04 


No. 4NA81 





No. 
45UZ40 








PNEUMATICS Scan. Order. Done. 
Hose Reels Details on page Al. 
«EI 
* oes 
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REELCRAFT] ~SPEEDAIRE \ = 7 
Hose Hose Reel Max. Max. Mfr. Item 
1.D. Length Inlet Hose Outlet Hose Material Temp. Pressure Latch Brand Model No. 
¥" 70 ft. Ye" (FYNPT 1%" (M)NPT PVC 150°F 300 psi Locking Speedaire 45UZ41 45UZ41 
. 75 ft. %" (FYNPT 1%" (M)NPT PVC 150°F 300 psi Locking _Reelcraft HD76070 OLP 48ZW93 
yp" 75 ft. Ye" (FYNPT %" (M)NPT PVC 150°F 300 psi Locking _Reelcraft HD78075 OLP 48ZW96 
: 75 ft. Ya" (FYNPT 2" (M)NPT Rubber 210°F 300 psi Locking Speedaire 2CUB8 2CUB8 
5/4" 75 ft. 94" (FYNPT 9%" (M)NPT Rubber 210°F 300 psi Locking Speedaire 2CUC1 2CUC1 
4! 100 ft. = %" (FYNPT 1%" (M)NPT PVC 150°F 300 psi Locking _Reelcraft HD76100 OLP 48ZW95 
: 100 ft. = %" (F)NPT %" (M)NPT Rubber 210°F 300 psi Locking Speedaire 2CUB6 2CUB6 
Y;" 100 ft. =" (F)NPT 1%" (M)NPT Rubber 210°F 300 psi — Speedaire 6WA74 6WA74 
Medium-Pressure 
Air, Water 
Y," 50 ft. =" (FYNPT 1%" (M)NPT Rubber 150°F 2000psi Locking Speedaire 45UZ42 45UZ42 
Oil 
Y;" 50 ft.  Y'(F)NPT %"(M)NPT SAE100R1T 210°F 2000 psi — Reelcraft 7850 OMP 42313 
High-Pressure 
Grease 
Cam Latch 
Yq" 50 ft.  Y'(F)NPT %"(M)NPT SAE100R2T 210°F 5000 psi mah Eos Reelcraft 7450 OHP 6AB49 
uide 
¥e" 50 ft. = Ye" (FYNPT %"(M)NPT SAE100R2T 210°F 4800 psi — Reelcraft 7650 OHP 42175 











Hose Hose Reel Max. Max. Overall Mfr. Item 
Moss aReSe Length 1.D. Inlet Hose Outlet Hose Material Temp. Pressure Latch Height Brand Model No. 
Low-Pressure 
Air, Mild Chemical, Water _ 7 ao - _ 
50ft. 9° 4° (F)NPT %in(M)NPT Rubber 150°F 250 psi Locking 2534’ Reelcraft 83050 OLP-RH 448F65 
75 ft. 3% Y'(F)NPT in (F)NPT PVC 150°F 300psi Locking 253° Reelcraft 810750LP  448F63 
Air, Water 
Vi Yo" (FNPT ain(M)NPT PVC 150°F 300psi Locking 163° Reelcraft DP54350LP 5KPA4 
35 ft. 34° Y%'(F)NPT ‘in(M)NPT PVC 150°F 300psi Locking 16%°  Reelcraft DP5635O0LP 5KPAG 
Vo" Vo" (F)NPT %in(M)NPT PVC 150°F 300psi Locking 163° Reelcraft_DP5835O0LP 5KPA8 
Ve’ _¥o" (F)NPT in(M)NPT PVC 150°F 300psi Locking 163° Reelcraft_DP5450OLP 5KPA5 
®(Q[REELCRAFT | = 3° Ve" (F)NPT ain(M)NPT PVC 150°F 300psi Locking 17°  Reelcraft DP76500LP 2CAG5 
|Q|REELCRAFT Y=N ye" (FNPT %in(M)NPT PVC 150°F 300psi Locking 1536 Speedaire  31XG65  31XG65 
COXREELS son, 2 2 (FINPT %in(M)NPT PVC 150°F 300psi Locking 17°  Reelcraft DP78500LP  2CAG6 
\ GPEEDAIRE’ \\ = ys ¥ (F NPT %in PVC 150°F 250psi_ — 25% Reelcraft 83050 0LP  5PG05 
ee 1/7 = yi" Ye (F)NPT %in(M)NPT PVC 150°F 250psi Locking 20%c° Speedaire  31XG67 _-31XG67 
1 1 (FNPT %in PVC 150°F 250psi Locking 25%" _Reelcraft D840500LP  4NA88 
Dual-Pedestal Heavy-Duty 1 1"(F)NPT 1in(M)NPT PVC _150°F 250psi Locking 22%c" Speedaire  31XG64 _31XG64 
ve Ve" (NPT iin(M)NPT PVC 150°F 300psi Locking 2536" Reelcraft 820750LP  4NA86 
Hose Reels 75, 2 @(PNPT Yin (M)NPT PVC ____150°F__300 psi_Locking 21%" Speedaire _31XG63_31XG63_ 
ie , - ye YF (FINPT%in PVC 150°F_ 250psi_ — 25%" Reelcraft__D83075 OLP _5PG07 
= Permanently lubricated precision bearings ys Ys (FNPT %4in(M)NPT PVC 150°F 250psi Locking 23% Speedaire  31XG68  31XG68 
= Chip-resistant, powder-coated finish 3° Ve" (F)NPT %in(M)NPT PVC 150°F 300psi Locking 2536’ Reelcraft 81100 0LP  4NA85 
. anne ; soot, 28 2S (FINPT Yin (M)NPT PVC 150°F 300psi Locking 167° Speedaire  31XG62 _31XG62 
Coxreels® models feature multiposition guide “% %(FINPT Yin (M)NPT PVC 150°F 300psi_ — 25% Reelcraft  821000LP  5PG04 
arm, lock ratchet, and an enclosed cartridge-style Ye" 5" (F)NPT_¥ in (M)NPT PVC 150°F 300psi Locking 21%.’ Speedaire 31XG66  31XG66 
motor. Super Hub™ provides triple axle support. Medium-Pressure 
; . : Oil 
Made of steel with solid brass full-flow swivel, 35 ft. % "(F)NPT Win(M)NPT SAE100 R11 210°F 3250 psi Locking 1636 Reelcraft_ DP5835OMP 5KPAQ 
see Seas: and te SPiN and Abed Ses Wit SOT. Se Fe (INP Se SAE TOD RL T_OTOPE 1280 pst Lecking2598-Resleratt— 83050 OMP —ANAGD 
; a "Sa" 4 in ¥ psi Locking 8 eelcraft 
rolled edges. External fluid path for easy main 75 ft.  ¥% ¥'(F)NPT iin(M)NPT SAE100 R17 210°F 2000 psi Locking 2534" Reelcraft_ 82075OMP  4NA89 
tenance and for fast hose installation. EZ-Coil® High-Pressure 
feature provides controlled hose retraction that Air, Hydraulic Oil, Oil, Water 
reduces the rewind speed by as much as 80% 75 ft. ¥% %'(F)NPT %in(M)NPT Rubber _212°F 5000 psi Locking 25%" Coxreels EZ-THP-375 29PZ75 
. Grease 
over conventional hose reels. Compact Reelcraft® 35 ft. 9° "(F)NPT W4in(M)NPT SAE100 R27 210°F 4800 psi Locking 1636 Reelcraft_ DP5635OHP  5KPCO 
and Speedaire” reels feature an antilatch. Guide sof. ier NPT Sein [FINPT Rubber 10°F S000 pst Locking 1" Resloratt DP7@50 OHP-SK ares 
ee : " g 8 in ubber ¥ psi Locking : eelcra : 
arm design is structurally reinforced. Mount to 75 ft. 3" %"(FINPT %in (M)NPT SAE 100 R21 210°F 4800 psi Locking 25%" Reelcraft. 81075O0HP  4NAQ1 
floor, wall, ceiling, workbench, or inside truck. Yj" 4" (F)NPT %in(F)NPT Rubber —  — — 25%" Reelcraft 801000HP  448F62 
100 ft 
Hoses included. 3%" 3% (FINPT %in (M)NPT SAE 100 R2T 210°F 4800 psi Locking 2534’ Reelcraft_811000HP  5KPC1 
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General-Duty Bench/Compact Hose Reels 


CoxComposite™ grommet with continuous radius design does not pinch 
or catch the hose during operation; ratchet hub secures hose to desired 
length. Use with air and water. Heavy-duty steel with solid brass full-flow swivel, 
nitrile seals, and CNC spun discs with rolled edges. 


= Self-lubricating bronze bearings 
= External fluid path for 
easy maintenance 
= Chip-resistant, powder-coated finish 


Hose Hose Reel Hose Max. Max. Mfr. Item 
1.D. Length Inlet Hose Outlet Material Temp. Pressure Latch Brand Model No. 
Low-Pressure 
Air, Antifreeze, Water 
V4" 25 ft. Ya" (FYNPT =" (M)NPT — 150°F 300 psi Locking Coxreels LG-LPL-125 29RA17 
Air, Water 
Ya" 25 Tt, Ya" (FYNPT 4" (M)NPT. PVC 150° 300 psi Locking Speedaire 437J24 437J24 
Auto-Retractable fa 
, Vay ® % GPEEDAIRE 
Stainless Steel Reels = REELCRAFT] " geeemeeegaeyy 


= Permanently lubricated bearings 

304L-grade stainless steel reels are for use in corrosive environ- 
ments or food preparation areas. Suitable for chemical transfer, 
caustic wash down, solvent handling, and marine applications 
where salt spray is harsh. Both stainless steel and powder-coated 
finishes have stainless steel fluid path. 


Speedaire®—Includes spring-driven, positive locking mechanism 
and safety lock. Features a multiposition ratchet lock and easy 





No. 
29RA17 


Se 


Gal .. 
COXREELS 
WY 


Reelcraft®©—WMost models feature a stainless 
steel frame, and all have a stainless steel fluid 
path. Heavy-duty brackets eliminate bending. 
Reels come with banded drive spring and Viton® 
seals. 


Coxreels®—Spring-driven reels have an external 
fluid path with a full-flow stainless steel swivel 
and nontoxic food-grade nitrile grease seals. 


tension adjustment. 








Hose Hose Reel Hose Max. Max. Mfr. Item 
1.D. Length Inlet Hose Outlet Material Temp. Pressure Finish Latch Brand Model No. 
poner Oat, ow Pressure 

ir, Mi emical, Water 

Yin 20 ft Yin(F)NPT “%in(M)NPT = — 150°F 300 psi Stainless Steel Locking Coxreels P-LPL-425-SS_ —16X545 
7 in 20 ft Yain(FYNPT %4in(M)NPT = — 150°F 300 psi Stainless Steel Locking Coxreels SHL-N-525-SS 116X548 
¥e in 70 ft Ya in (F)NPT % in (F)NPT — 150°F 300 psi Stainless Steel Locking Reelcraft | LC60/7 OLS 38EE94 
Air, Water 

¥e In 30 ft ¥e in (F)NPT _— — 150°F  500psi Stainless Steel Locking Speedaire 437J09 437J09 
Yin 00 ft zal (F)NPT _ _— 150°F  300psi Stainless Steel Locking Speedaire 437519 437J19 
Air, Chemicals, Oil, Water 

Yo in 90 ft Yo in (F)NPT  ¥% in (F)NPT — 210°F 3,000 psi Stainless Steel Locking  Reelcraft /800 OMS o9YT33 
Air, Mild Chemical, Water 

¥e in 20 ft Yein(F)NPT %ein(M)NPT — 200 °F 3,000 psi Stainless Steel Locking Coxreels MPL-N-350-SS —16X549 
Air, Water 

¥e in 30 ft ¥ in (F)NPT = — 150 °F 300 psi Powder Coated Locking Coxreels P-LPL-335-BAX 447K09 
Yo in 20 ft Yoin(F)NPT Yin(M)NPT Rubber 210°F 300psi Stainless Steel Locking Speedaire 2CUD4 2CUD4 
Mild Chemical 

Yo in 20 ft Yoin (F)NPT % in (F)NPT — 210°F 500psi Powder Coated Locking Reelcraft 7800 OLB 38EE93 
¥e in 70 ft Yoin (F)NPT  % in (F)NPT — 210°F 500psi Powder Coated Locking Reelcraft 7600 OLB 38EE92 
arn ny. OWT ressiie 

ir, Mi emical, Water 

Yo in 20 ft Yoin (F)NPT  ¥% in (F)NPT _ 150°F 500 psi Stainless Steel = Reelcratt 7800 OLS 62785 
4 in 75 ft Yain(FYNPT 34 in(M)NPT = — 150°F 500 psi Stainless Steel Locking  Reelcraft_ D83000 OLS 62786 
Air, Water 

Ya in 79 ft Yain(FYNPT %4in(M)NPT = — 210°F  S00psi Stainless Steel Locking  Reelcraft D9300OLSBW 4NB29 
Oil 

Yin 100ft Yin(F)NPT Yin (F)NPT — 210°F  500psi Stainless Steel Locking  Reelcraft 82000 OLS oKPC2 

at 

1 in 20 ft Tin (F)NPT 1 in (F)NPT — 210°F 500psi Stainless Steel Locking Reelcraft D84000 OLS oKPC3 
Heavy-Duty Mobile Base Reels GED = “(R[REELCRAFT 


= Aflas® seals 

= Permanently lubricated bearings 

= Vibrationproof, self-locking latch 

= Corrosion-resistant powder-coated finish 
= Hose included 


Legacy—Features a die-cast aluminum base, 
multiposition guide arm, and durable Flexzilla® 
hose. 


Reelcraft® Series $D10000—Oversized cast 
aluminum latch and ratchet combined with a 
stainless steel latch spring helps extend the 


service life. Feature high quality external drive spring and a 
heavy gauge all-bolted together frame. Guide arms are field- 
adjustable. Compact, high quality reel in its class, making it 
ideal for mounting in areas where space is limited. Stainless 
steel fluid paths offer corrosion resistance against various 
fluids. 


Reelcraft® Series D9000—Large mounting base increases 
stability for use in abusive environments and in unstable 
applications, such as on service trucks. Bottom wind 
provides convenient hose access. Stainless steel fluid paths 
offer corrosion resistance against various fluids. 








Hose Hose Reel Max. Max. Mfr. Item 
gs Length Inlet Hose Outlet Hose Material Temp. Pressure Latch Brand Model No. 
ir 
' 1 17s Hybrid Polymer with ° - pring e 
% 50 ft. =" (F)NPT %" (M)NPT Polyester Braid 150°F 300 psi loaded Legacy L8041FZ-GRA  5LAL3 
Air, Fuel, Water 
" a 100 ft. 94" (F)NPT Yq" PVC 150°F 250 psi Locking Reelcraft D9399OLPBW 2CAH6 
ir, Water 
y4" 30 ft. 1" (F)NPT Yq" PVC Z10°F 250 psi Locking Reelcraft SD13035O0LP 12U323 
1 30 ft. 1" (F)NPT 1° (M)NPT PVC 210 Degrees F 300 psi Locking Reelcraft SD14035O0LP 12U325 
4" 00 ft. 1" (F)NPT %" (M)NPT PVC 2Z10°F 300 psi Locking Reelcraft SD130500LP 12U324 
¥a' tol"  5Oft. 1° (F)NPT 1° (M)NPT PVC 150 Degrees F 250 psi Locking Reelcraftt SD140500LP 12U326 
1" 90 ft. 1" (F)NPT ¥4" PVC 150°F 250 psi_ Locking Reelcraft D9450O0LPBW 2CAH7 
4" 75 ft. 94" (F)NPT Yq" PVC T5075 250 psi Locking Reelcraft D9375OLPBW 4NA94 
Low-Pressure 
ye" 79 ft. Yo" (F)NPT 4" (M)NPT PVC 150°F 300 psi Locking Reelcraft HD/60/00LP 48ZW93 
Vacuum Oil Recovery 
4" 30 ft. 1" (F)NPT 3%" (M)NPT SAE 100 R4 210°F 300 psi Locking Reelcraft SD130350VP 12U327 
1" 30 ft. 1" (F)NPT 1° (M)NPT SAE 100 R4 210 Degrees F 250 psi Locking Reelcraft SD140350VP 12U329 
4" 90 ft. 1" (F)NPT %" (M)NPT SAE 100 R4 210°F 300 psi Locking Reelcraft SD130500VP 12U328 
1" 90 ft. 1" (F)NPT 1° (M)NPT SAE 100 R4 Z107F 250 psi Locking Reelcraft SD140500VP 12U330 
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PNEUMATICS Scan. Order. Done. 
Hose Reels Details on page Al. 
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Combination 


Reels 


= Heavy Duty 

= Max. temp.: 150°F 

= Max. pressure: 300 psi 
= Permanently lubricated precision bearings 

= Chip-resistant, powder-coated finish 

= Multi-position locking mechanism secures hose/cord at desired length 
Spring-driven dual reels provide dedicated, individual control of 2 separate 
hoses or hose/cord in a single assembly. Feature enclosed cartridge-style spring 
motor, full-flow brass swivel, and nitrile seals. A single, expanded mounting base 


No. 100512 


provides excellent stability. All-steel construction with rolled edges and ribbed -e 
discs for safety, strength, and durability. * > ® ia 
a LELLAIRE STQIREELCRAFT| ‘fo 

Hose Hose Gauge Receptacle Hose Mfr. ltem Hy 7 
I-D. Length (AWG) Amps Type Included Brand Model No. Static Discharge Cable Reels 
Air/Electric 2 j j 

25ft 14 13A NEMA 5-15R Yes Speedaire 45UZ55 45UZ55 on cabins enor arn 

50ft 12  20A Single Receptacle Yes Coxreels _C-L350-5012-A 5FZW9 = Vibrationprool, Sei-locKing late 
+4 in 7 i v a : LEE | us Coxreels C-L.350-501 ee ee Spring Retractable Static Discharge Reels allow cable 

uplex G.F.C.I. Receptacle es oxreels C- - - 

50ft 12 20A No Accessory Yes Coxreels C-L350-5012-X 29Px19 | founds equipment to operate in hazardous atmospheres. 

s0ft 16 13A Plug Yes Coxreels C-L350-5016-X 29PX24 Cable Cable Mfr. Item 
Air/Flourscent Angle Light Description Length Coated Brand Model No. 
Yin 5Oft 16 13A Plug Yes Coxreels C-L350-5016-D 5FZX1 Spring Retractable Static Discharge Reels, Stainless Steel 
Air/Flourscent Tube Light Cable Reel 20 tt. No" Speedaire" 440G04" 440G04 
%in 50ft 16 O3A Plug Yes Coxreels C-L350-5016-C 29PX21 Cable Reel 50 ft. No"  Speedaire’ 440G05" 440G05 
Air/Incandecent Drop Light Spring Retractable Static Discharge Reels 
Yin SOft 16 13A Plug Yes Coxreels C-L350-5016-E 29PX22 Cable Reel (Dual Clamps) 50 ft. No" —_Reelcraft'" G 3050 Y" 2CAJ4 
Air/Water Cable Reel 50 ft. No"  Speedaire" 440G06" 440G06 
% in 25ft — — — Yes Coxreels C-LP-325-325 5FZW6 Hand Crank Static Discharge Reels 

At = = Yes __ Speedaire 45UZ47__—— 45UZ47 Cable Reel (Reel Only) — No" Coxreels' SDHL-200"  10C511 
iain 2ft — — — Yes Coxreels C-LP-425-425 5FZW8 Cable Mfr. Item 

aft — — — Yes Speedaire 45UZ49 45UZ49 Length (ft.) Includes Brand Model No. 
Vin aot — — = Yes Coxreels _C-LP-150-150 5SFZW5 Static Discharge Cable Kits 

ot = = — Yes Speedaire 45UZ46 45UZ46 50 Si Anan-Crouridin Coxreels 2182-G-50 10€512 
% in oft — — — Yes Coxreels C-LP-350-350 5FZW7 100 Ee Ball Sod Coxreels 2182-G-100 100513 

ut — — — Yes Speedaire 45UZ48 45UZ48 200 Coxreels 2182-G-200 100514 


Gak\ 
® COxRErr= 
|QIREELCRAFT YE? 


Fuel Delivery Reels 


= Permanently lubricated bearings 

= Vibrationproof, self-locking latch 

Compact design. Metal forms for high strength. Use 
for both mobile and permanent-mount applications. 
Reelcraft models help protect the hose by connect- 
ing to the goose neck within the spool, reducing the 
potential for fuel leaks. 


Note: Grounding reel is recommended for all fuel applications. 








No. 5PGO08 No. 10C509 


Hose Hose Max. Max. Reel Overall Overall Overall Hose Mfr. Item 
1.D. Length Temp. Pressure Inlet Hose Outlet SealType Length Width Height Included Brand Model No. 
Fuel Delivery 
20 ft 150 °F 50 psi 34 in (F)NPT Ya in Viton(R) 19% in 7 in 20 % in Yes Reelcraft F7925 OLP 2CAH8 
Yin 50 ft 150 °F 50 psi 34 in (F)NPT Ya in Viton(R) 24 in 10 %in 25 ¥% in Yes Reelcratt F83050 OLP 5PG08 
it 150 °F 250 psi 4 in (F)NPT ¥Y4in(M)NPT — Viton(R) 24 in 13 in 25 % in No Reelcratt FD83000 OLP 5PG09 
75 ft 150 °F 50 psi ¥4 in (F)NPT ¥a in Viton(R) 24 in 13 in 25 % in Yes Reelcraft FD83075 OLP 4NB21 
1 in 35 it 150 °F 300 psi 1 in (F)NPT 1 in (M)NPT Nitrile 24 in 10 in 25 VY in Yes Coxreels TSHF-N-635 100509 
50 ft 130 °F 50 psi 1 in (F)NPT 1in(M)NPT _ Viton(R) 24 in 15 % in 25 ¥% in Yes Reelcraft FD84050 OLP 4NB22 
1% in 50 ft 150 °F 600 psi 1Y4in (M)NPT = 1% in (F)NPT Nitrilo 26 Yin 19%6in 26 %in No Reelcraft FF9500 OLPBW 4JNA5 
1% in 50 ft 150.7F 600 psi 1% in (M)NPT = 1% in (F)NPT Nitrile 26%in 19%6in 26% in No Reelcraft FF9600 OLPBW 4JNA6 
Diesel Exhaust Fluid (DEF) 
Ya in 50 ft 150 °F 300 psi Ya in Y in (M)NPT Viton® 19 % in 7 in 20 % in Yes Reelcraft UR7850 OLB 12U316 
% in 20 ft 150 °F 300 psi Ya in ¥a in (M)NPT Viton® 19 % in 7 in 20 % in Yes Reelcraft UR7925 OLB 12U317 
50 ft 190 °F 300 psi Ya in ¥4 in (M)NPT Viton® 26 Y% in 12 in 26 % in Yes Reelcraft URD9350 OLBBW 12U318 
2526 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Dual Hydraulic Reels 


Compact, dual hydraulic reels are capable of handling a twin hose. 
Mount easily to floors, walls, ceilings, benches, or inside trucks. 

No. 4NB31 has Buna N seals; Nos. 4NB32 and 4NB33 have Aflas® 
seals. Can be used to operate hydraulic cylinders or tools, as well as 


= Permanently lubricated bearings 

= Vibrationproof, self-locking latch 

= Corrosion-resistant 
powder-coated finish 

= Hose included 


for pneumatic applications. 


Hose Hose 
1.D. Length 
Yin 45 ft 
¥ in 50 ft 
Y in 50 ft 


Enclosed Reels 


= Permanently lubricated bearings 
= Vibrationproof, self-locking latch 


= Corrosion-resistant 
powder-coated finish 


Enclosures offer a clean look and envi- 
ronmental protection for hoses. Reels 
can be adjusted to allow hose to come 


off the top or side. 


Speedaire® Series—Spring-driven, 


with positive latching mechanism. 


Max. Max. 

Temp. Pressure Hose Outlet 
210. 2000 psi Ya in (M)NPT 
210 °F 2000 psi 3 in (M)NPT 
Z10 °F 2000 psi Yo in (M)NPT 


* GPEEDAIRE ' ®(@]REELCRAFT| 


ee /// 


Reelcraft®—Low-Pressure Air/Water 
Series—Tough, lightweight polypro- 

pylene resists many acids and alkalis. 
Protect hose while allowing both hose 


reels come with convenient handle. 


Steel Housing—Heavy steel cover offers 
complete protection of the hose, formed 
and robotically welded base for trouble 
free service. 


®/Q/REELCRAFT 


and reel to be easily cleaned. Lightweight the Ez-Coil® controlled hose 





Reel Mfr. Item 
Inlet Model No. 
Ya in (F)NPT 1TH/445 OMP 4NB31 
3 in (F)NPT TH86050 OMP 4NB32 
Yo in (F)NPT TH88050 OMP 4NB33 
Ge _ 
COXREELS 


YE? 
Coxreels® Series— 


CNC spun and ribbed discs with 
rolled edges for added strength 
and safety. No. 29PY57 features 


retraction system. Nos. 29PY04 
and 33N085 feature the Super 
Hub™ dual axle support system 
that helps strengthen reel struc- 
ture and reduce vibration. 





Hose Hose Max. Max. Hose Reel Mfr. Item 
1.D. Length Temp. Pressure Included Hose Outlet Inlet Finish Brand Model No. 
Polypropylene Housing, Air/Water, Auto-Retractable 
Y' 20 ft. 165°F 200 psi Yes Ya" (M)NPT Ya" (F)NPT Painted Speedaire 2CUD6 2CUD6 
Polypropylene Housing, Garden Style Water Hose 
Yo 40 ft. 140°F 300 psi Yes Y," RNP Yo" (FYNPT Powder Coated _Speedaire 2CUC9 2CUC9 
Ys «OO ft. 140°F 300psi Yes Ye" (M)NPT ¥" (F)NPT Powder Coated _Speedaire 2CUC7 2CUC7 
Polypropylene Housing, Low Pressure, Air/Water 
¥%_ 0 ft. 150°F 300 psi Yes Ya" (M)NPT Ya" (M)NPT Polypropylene _ Speedaire 2VDF1 2VDF1 
yo» 90 Tt 150°F 300 psi Yes 4 NPT Ya" 11%" (M)GHT _ Polypropylene _Speedaire 2VDF4 2VDF4 
0 ft. 150°F 232 psi Yes Yo" (M)NPT Yo" (F)NP Polypropylene —_ Reelcratt SGA3850 OLP = 5PG11 
Ys  oOTt. 150°F 125 psi Yes Sq" Yo" (FYNPT Polypropylene _Reelcraft © SWA3850 OLP 2CAJ5 
Yp" 69 ft. 150°F 232 psi Yes Ye" (M)NPT Ye" (F)NPT Polypropylene —_ Reelcratt SGA3665 OLP 3MJJ3 
° 75 ft. 150°F 300 psi Yes Ya" (M)NPT — 34"x 11%" (M)GHT Polypropylene _Speedaire 2VDF2 2VDF2 
Steel Housing, Low Pressure Air/Water 
y; —20ft _150°F 300 psi Yes Ya" (M)NPT Js" NPT Powder Coated _Reelcraft 9450 ELP 4NB11 
o0 ft. 150°F 500 psi No Ya" (F)NPT 4s" (F)NPT Powder Coated _Reelcraft 9400 ELP 448F61 
ye 00 Tt. 150°F 300 psi No 3" MNPT Js" NPT Powder Coated _Coxreels ENL-N-350 —_ 29PY04 
* 50 ft. 150°F 300 psi No Ye (M)NPT Ys (F)NPT stainless Steel___ Coxreels_ ——ENL-N-350-SS_— 29PY05 rl = 
o0 ft. 150°F 300 psi Yes Aa MNPT Al NPT Powder Coated _Reelcraft 7890 ELP 4NB13 - 
Yo" _d50ft. 150°F 300 psi No Yo" (M)NPT Yo" (F)NPT Stainless Steel _ Coxreels ENL-N-450-SS_ _33N085 : 
D0 ft. 150°F 300 bs No Ai MNPT Ai NPT Powder Coated _Coxreels ENL-N-450 —_ 29PY09 . 
Ys /O0 ft. 150°F 300psI Yes Ya" (M)NPT Yo" (F)NPT Powder Coated _Reelcraft 7670 ELP 4NB12 
Steel Housing, Low Pressure Air/Water with Safety Retraction No. 

Yo" Ott. 1 300 ps! Yes Yo" (M)NPT Yo" (F)NPT Powder Coated _Coxreels EZ-EN-450 — 29PY5/ 33N085 Say 
Steel Housing, Medium Pressure Oil > - 
Yo" 50 ft. 210°F 2000 psi Yes Ye" (M)NPT Yo" (FYNPT Powder Coated _Reelcraft 7850 EMP 4NB14 = 
Motor Driven Hose Reels “IBIREELCRAFT] Za 

= Hose not included Coxreels®—All-welded 1-pc. steel A-frame construction features a low-profile outlet Reelcraft©— Ya 
Ideal for stationary and mobile applications. riser and open drum slot design for smooth, even hose wraps. Reliable direct gear drive Detaching of the 


Adjustable drag eliminates backlash. The 
chain and sprocket are partially shrouded 
for added protection. 


Hose Hose Max. Temp. Max. Reel 
1.D. Length Rating Pressure Rating Hose Outlet Inlet 
Heavy-Duty, Aluminum 
2" 150 ft. 174°F 300 psi 2" (F)NPT —.2" (F)NPT 
54" 100 ft. 174°F 300 psi 3'(F)NPT — 3" (F)NPT 
150 ft. 174°F 300 psi 3'(F)NPT — 3" (F)NPT 
Heavy-Duty, Carbon Steel 
100 ft. 250°F 1000 psi Yo" (FYNPT 2" (F)NPT 
yp! 100 ft. 250°F 3000 psi Yo" (FYNPT 2" (F)NPT 
200 ft. 250°F 1000 psi Yo" (FYNPT —-%" (F)NPT 
825 Tt. 250°F 1000 psi Yo" (FYNPT 2" (F)NPT 
100 ft. 250°F 1000 psi Ya" (FYNPT 34" (F)NPT 
9/4! 100 ft. 250°F 3000 psi Ya" (FYNPT 34" (F)NPT 
175 Tt. 250°F 1000 psi Ya" (FYNPT 94" (F)NPT 
275 TL 250°F 3000 psi Ya" (FYNPT 34" (F)NPT 
100 ft. 250°F 300 psi 1" (F)NPT 1" (F)NPT 
r 100 ft. 250°F 3000 psi 1" (F)NPT 1" (F)NPT 
250 ft. 250°F 3000 psi 1" (F)NPT 1" (F)NPT 
Heavy-Duty, Nickel Plated 
yp! 200 ft. 250°F 3000 psi Yo" (FYNPT —-%" (F)NPT 
825 ft. 250°F 3000 psi Yo" (FYNPT 2" (F)NPT 
4" 175 Ti. 250°F 3000 psi 34" (M)NPT 94" (F)NPT 
275 Tt. 250°F 1000 psi 34" (M)NPT = 9%" (F)NPT 
Heavy-Duty, Nickel Plated Steel 
li 230 ft. 225 F 3000 psi 1" (F)NPT 1" (F)NPT 
Heavy-Duty, Stainless Steel 
yy! 100 ft. 250°F 3000 psi Yo" (FYNPT —-¥%" (F)NPT 
200 ft. 250°F 3000 psi Yo" (FYNPT —-%" (F)NPT 
" 100 ft. 250°F 3000 psi 1" (F)NPT 1" (F)NPT 
200 ft. 250°F 3000 psi 1" (F)NPT 1" (F)NPT 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Motor Voltage 


12VDC 
12VDC 
12VDC 


12VDC 
12VDC 
12VDC 
12VDC 
12VDC 
12VDC 
12VDC 
12VDC 
12VDC 
12VDC 
12VDC 


12VDC 
12VDC 
115VAC 
12VDC 


12VDC 


12VDC 
12VDC 
12VDC 
12VDC 


Brand 


Reelcraft 
Reelcraft 
Reelcraft 


Reelcraft 
Reelcraft 
Reelcraft 
Reelcraft 
Reelcraft 
Reelcraft 
Reelcraft 
Reelcraft 
Reelcraft 
Reelcraft 
Reelcraft 


Reelcraft 
Reelcraft 
Reelcraft 
Reelcraft 


Reelcraft 


Coxreels 
Coxreels 
Coxreels 
Coxreels 


provides quiet and smooth retraction. Include permanently lubricated self-aligning pillow 
block bearings for smooth and trouble-free rotation. Stainless Steel reels offer non- 
corrosive performance in food/chemical processing, and off-shore/marine applications. 


Mfr. 
Model 


EP3705-36-24-20MFI-1 
EP5905-39-18-25MFI-1 
EP5905-39-28-25MFI-1 


EA32106 L12D 
EA32106 M12D 
EA32112 L12D 
EA32118 L12D 
EA33112 L12D 
EA33112 M12D 
EA33118 L12D 
EA33128 M12D 
EB37118 L12D 
EH37118 M12D 
EH37122 M12D 


EA382112 M12D 
EA32118 M12D 
EA33118 M10AX 
EA33128 L12D 


EP1200-23-28 1 


1125-4-100-E-SP 
1125-4-200-E-SP 
1175-6-100-E-SP 
1175-6-200-E-SP 


goose neck allows for 
easy installation and 
provides extended 
service of hose. 


Item 
No. 


38EES4 
38EE56 
38EES7 


38EE74 
38EE81 
38EE75 
38EE76 
38EE77 
38EE82 
38EE78 
38EE83 
38EE79 
38EE84 
38EE85 





No. 5Z339 


92340 
92339 
92341 
2CAJ3 





4JNA4 


29PP65 
29PP79 
29PT50 
29PT91 





~*=" No. 29PP65 


202/ 


PNEUMATICS Scan. Order. Done. 





Hose Reels Details on page Al. 
sy : COXREELS 
Hand-Crank Hose Reels EEEOAIRE §=6SQIREELCRAFT] = BY 
Ideal for stationary and mobile applications. Adjustable in food/chemical processing, and off-shore/marine 
drag eliminates backlash. applications. 


= Self-aligning, permanently lubricated pillow 
block bearings for smooth rotation 


Heavy-Duty—REELCRAFT®—1-pc., bolted A-frame 
steel construction features nickel-plated full-flow swivels 
with Aflas O-ring seals and vibrationproof fasteners. 
Detachment of goose neck allows for easy installation and 
service of hose. Convenient T-handle locks spool in place 
when not in use. 


General Duty—These reels have a simple design and 
steel housing frame. Ideal for industrial applications. 


Heavy-Duty—COXREELS®—All-welded, 1-pc. steel 
A-frame construction features a low-profile outlet riser 
and open drum slot design for smooth, even hose wraps. 
Include a long-handled lockpin and adjustable friction 
brake assembly to lock or brake the drum from rotation. 
Stainless Steel reels offer non-corrosive performance 














Max. 
Hose Hose Max. Temp. Pressure Hose Reel Mfr. Item 
1.D. Length Rating Rating Included Hose Outlet Inlet Brand Model No. 
No. 2CAJ1 General-Duty 
yp" 50 ft. 150°F 300 psi No ¥e" ¥e' (F)NPT — Speedaire 440G18 440G18 
50 ft. 210°F 300 psi Yes Ya" (M)NPT =" (F)NPT — Speedaire 2CUC5 2CUC5 
Y," 50 ft. 150°F 300 psi No — Yo" (FYNPT — Speedaire 437J536 437J36 
3" 100 ft. 150°F 300 psi No ¥" ¥e' (F)NPT — Speedaire 440G19 440G19 
100 ft. 150°F 300 psi No — Yo" (FYNPT — Speedaire 437J537 437J37 
Vf" 100 ft. 250°F 3000 psi No Y," Yo" (FYNPT — Speedaire 440G20 440G20 
200 ft. 250°F 3000 psi No Vy" Yo" (FYNPT —_ Speedaire 440G21 440G21 
¥e" 300 ft. 150°F 500 psi No Ya" (F)NPT 3%" (F)NPT _Reelcraft H16000 4NA95 
General-Duty, Stainless Steel 
VY," 75 ft. 200° F 4000 psi No Yo" (FYNPT =" (F)NPT —_—_—Coxreels 112-4-75-SS 29PP54 
5/4" 100 ft. 250° F 4000 psi No Ya" (FYNPT  %"(F)NPT —_Coxreels 117-5-100-SS 33N095 
Y," 200 ft. 210°F 3000 psi No Yo" (F)NPT = -%" (F)NPT _Reelcraft HS18000 M 4NB30 
Heavy-Duty 
5/4" 50 ft. 250°F 3000 psi No Ya" (FYNPT  %"(F)NPT _ Reelcraft CA33106 M 38EE68 
1%" 50 ft. — 600 psi No 1%" (M)NPT 1%" (F)NPT — Coxreels 1185-1124 16X572 
il 100 ft. 250°F 300 psi No — 1"(F)NPT — Speedaire 437J15 437J15 
1%" 100 ft. — 600 psi No 1%" (M)NPT 1%" (F)NPT — Coxreels 1185-2024 16X573 
1" 105 ft. 225°F 3000 psi No 1"(F)NPT 1" (F)NPT Reelcraft HC1200-19-181 4JNA1 
No. 4HK92 9/4" 120 ft. 210°F 1000 psi No Ya (M)NPT 4" (F)NPT _ Speedaire 4UKX4 4UKX4 
150 ft. 210°F 1000 psi No — 3a" (F)NPT — Speedaire 437J16 437J16 
4" 150 ft. 225°F 3000 psi No 1"(F)NPT 1" (F)NPT Reelcraft HC1200-23-181  4JNA2 
150 ft. 250°F 300 psi No 1"(F)NPT 1" (F)NPT Reelcraft CB37128 L 38EE63 
9/4" 175 ft. 250°F 1000 psi No — Ya" (F)NPT — Speedaire 437517 437J17 
175 ft. 215° F 3000 psi No 34" (M)NPT 34" (F)NPT —_—Coxreels 1125-5-175 5FYD7 
yy" 200 ft. 210°F 3000 psi No Yo" (FYNPT 2" (F)NPT _—_ Speedaire 6WA77 6WA77 
200 ft. 250°F 3000 psi No Yo" (FYNPT ~=—-%" (F)NPT _Reelcraft CA32112 M 42934 
1" 200 ft. — 3000 psi No 1"(M)NPT 1" (F)NPT Coxreels 1175-6-200 16X571 
9/4" 225 tt. 250°F 3000 psi No Ya" (FYNPT 3%" (F)NPT _ Reelcraft CA33122 M 38EE71 
225 tt. 250°F 1000 psi No — Ya" (F)NPT — Speedaire 437J18 437J18 
325 ft. 250°F 1000 psi No Yo" (FYNPT =" (F)NPT _Reelcraft CA32118 L 38EE60 
325 ft. 250°F 3000 psi No Yo" (FYNPT =" (F)NPT _Reelcraft CA32118 M 38EE65 
yp" 400 ft. 250°F 1000 psi No Yo" (FYNPT =" (F)NPT _Reelcraft CA32122 L 2CAJ1 
400 ft. 250°F 3000 psi No Yo" (FYNPT =" (F)NPT _Reelcraft CA32122 M 38EE66 
500 ft. 250°F 3000 psi No Yo" (FYNPT = %" (F)NPT _Reelcraft CA32128 M 38EE67 
500 ft. 250° F 1000 psi No Yo" (FYNPT =" (F)NPT _Reelcraft CA32128 L 4LMG6 
Heavy-Duty, Stainless Steel 
Y," 100 ft. 250°F 3000 psi No Yo" (FYNPT =" (F)NPT —_—_—‘Coxreels 1125-4-100-SP  29PP68 
il 100 ft. 250°F 3000 psi No 1"(F)NPT 1" (F)NPT Coxreels 1175-6-100-SP — 29PT53 
Y;" 200 ft. 250°F 3000 psi No Yo" (FYNPT =" (F)NPT —_—_—Coxreels 1125-4-200-SP 29PP82 
5/4" 200 ft. 250° F 3000 psi No Ya" (FYNPT  %"(F)NPT —_Coxreels 1125-5-200-SP 29PR47 
il 200 ft. 250°F 3000 psi No 1"(F)NPT 1" (F)NPT Coxreels 1175-6-200-SP 29PT94 
Breathing Air and Clean Fluid Reels 
" 100 ft. 250°F 6000 psi No Yo" (FYNPT =" (F)NPT —_—_‘Coxreels 1125P-4-6 29PR99 
200 ft. 250°F 6000 psi No Yo" (F)NPT = %" (F)NPT —_—Coxreels 1125P-4-12 29PR97 
Heavy-Duty, Hose Cart 
Reelcraft 600741-2 4HK92 
Industrial Portable Hose Oe 
No. 16X563 \N 
Hand Crank Reels \e? 


= 1-pc., 1" steel tubular frame 

= Chip-resistant, power-coated finish 

= Direct hand crank rewind 

= Hose not included 

Adjustable tension brake helps prevent "free-wheeling." Nitrile seals. 
External swivel path with brass 90° full-flow NPT swivel inlet. 


Caddy Mount—Base has predrilled holes to ease installation. 
Dolly Mount—Feature 8" tires, rubber front feet, and removable handle. 





Hate Lane Heel Men, , ri 
D. engt ose Outlet ode 0. 
No. 16X565 [mad MUTT 
yp" 100 ft. ¥e" (M)NPT 112-3-100-CM 16X565 
: 200 ft. ¥e" (F)NPT CTJ6200HN 448F67 
Yo" 225 tL Yo" (M)NPT 117-4-225-CM 16X567 
Dolly Mount 
3" 200 ft. ¥e" (M)NPT 117-3-200-DM 16X563 
Yo" 225 tt. Yo" (M)NPT 117-4-225-DM 16X564 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


PNEUMATICS 
Hose Reels 





a= N 
COXREELS' 
* SPEEDAIRE EY ®Q/REELCRAFT 


Pressure/Spray Wash Reels 


= Permanently lubricated bearings 


Hose Hose Max. Max. Pressure 
1.D. Length Temp. Rating Rating Hose Outlet Hose Included 
Hand Crank 
75 ft 220 °F 4000 psi — No 
Yin 125 ft 220° F 4000 psi in (M)NPT No 
220 ft 220°F 4000 psi = in (M)NPT No 
50 ft 210°F 5000 psi % in (F)NPT No 
00 ft 2205 4000 psi _— No 
100 ft 210°F 5000 psi % in (F)NPT No 
100 ft 220 4000 psi = % in (M)NPT No 
% in 100 ft 220°F 4000 psi — No 
140 ft 400°F 4500 psi_ ss in (F)NPT No 
150 ft 220 F 4000 psi — No 
250 ft 220°F 4000 psi — No 
300 ft 400°F 5000 psi = “in (F)NPT No 
Spring Return 
50 ft 400°F 4500 psi in (F)NPT No 
% in 50 ft 2125 5000 psi = % in (M)NPT Yes 
; 100 ft 400°F 5000 psi % in (F)NPT No 
100 ft 212°F 5000 psi — No 
®/Q@/REELCRAFT 
Water Reels 
= Permanently lubricated bearings Drinking/Potable— 


= Camlatch = Includes drain petcock 





Additional parts and accessories available on Grainger.com®. 


= Corrosion-resistant powder-coated finish 


Brand 


Speedaire 
Coxreels 
Coxreels 
Reelcratt 

Speedaire 
Reelcratt 
Coxreels 

Speedaire 
Reelcratt 

Speedaire 

Speedaire 
Reelcratt 


Reelcratt 
Reelcratt 
Reelcratt 
Speedaire 


Prerinse/Food Service— 
Includes lever-operated 





Mfr. Item 
Model No. 
437534 437J34 

SM17-4-125 16X561 
117-4-225 16X559 
CT6050HN 5KPDO 

437J31 437J31 
CT6100HN 5KPD1 
112-3-100 16X555 
437J35 437J35 

CA38106 M 4JNC9 

437J532 437J32 
437J33 437J33 

CA38112 M 4NB24 

PW7600 OHP 2CAG9 
PW7650 OHP 38EE39 
PW81000 OHP 4NB25 

45UZ54 45UZ54 


aes! CRAF> 











m 13%4"L x 6"W x 14%4"H = Stainless steel shaft and PVC swivel spray valve. 
Hose Max. Max. Mfr. Item 
Description Length Temp. Pressure Hose Outlet Model No. 
Drinking/Potable 35 tt 86 °F 150 psi Yin (M)NPT _A5835 OLBSW23_ 4NB26 
Prerinse/Food Service, Open 30 ft 210 °F 200 psi ¥ in (F)NPT 9635 OLPSW5 4NB27 
Inside Max. Mfr. Item 
“[QIREELCRAFT bia._Fiting spe, _Pressure_Far Use itn __ Mate 
4 X /4 : l = 
R [ m nt Vix Vs 35 ft. 300psi__3VE27, 62610 $601013-35 1GYJ4 
epiaceme yy VEX VE BOT. 300 psi 3VE28 S601013-50 2PLC3 
P 8 Wx" 50 ft. 300 psi ONY34, 4HK89 __S601012-50 2PLC4 
Hose Assemblies Vax Ve" 50 ft. 300 psi 27864 601017-50 _1GYJ5 
« Max. temp.: 150°F %x 7" 100 ft. 300 psi 4NA85 5601015-100_2PLC5 
aes Be: - YX %' BOL. 300 ps eABry BNtyz  607021-50 1GYJ6 
Reelcraft® uses an elongated fitting fe EX 9B He300 psi 2ChHO S601020-25 2PLC6 
with proprietary crimp and adhesion Ve x Ve 50 ft. 300 psi 4NA80, 5PG06 _S601022-50 _2PLC8 
process to ensure the longest possible ws - x - 50 ft. 250 pst oat gq — 026-00 _2P LEI 
service life and simplify reel installation. mee AO. 200s 5PG07 601026-75  1GYJ7 
®/Q|REELCRAFT * cepa No. 4NB41 
Gek\ 
COXREELS’ No. © Lead Hoses 
S = 4 1GYNS = Max. temp.: 150°F 
H R el R e [ acem ent No. 100518 = More lead hoses available on Grainger.com® 
ose he [2 7 Elongated fitting with proprietary crimp and adhesion process ensures 
Parts and Accessories the longest possible service life and simplifies reel installation. 
Mtr. ltem a tiny” : ht ) eae Sciual Max. ‘os om 
i ; ia. (in. ength (ft. rea wive psi 0. 
Reale For Use With Model __No y; 2 M)NPT x (M)NPT No 300 ANB40 
Hose Reel Bumper Nom. Hose I.D. %, Min/Max Hose Dim. .438-.625 __1-HR1004-A 1GYH3 Me 2 M)NPT x (M)NPT No 300 4NB41 
Hose Reel Bumper Nom. Hose |.D. 32, Min/Max Hose Dim. .625 - .749 1-HR1004 _1GYH4 A 3 M)NPT x (M)NPT No 300 4NB42 
Hose Reel Bumper Nom. Hose I.D. %, Min/Max Hose Dim. .625-.749 _1-HR1004-3 1GYH5 fi 2 M)NPT x Swivel (M)NPT Yes 300 92KC29 
Hose Reel Bumper Nom. Hose |.D. vn Ms Hose Dir RC VEABUS 2-HR1004-3 1GYH6 2 : MNP Srive MONPT yes snp nee 
Hose Reel Swivel Stivae ange ANBI1 EPGGa 67160 | $600886 1GYJ8* vi MNP Sel (MNPT—Yes 3005238 
Hose Reel Swivel 4NA88, 4NA90, 4NA99, 5PGO5, 5PGO7, 52338, 527341 $602026  1GYJ9 
Hose Red Swivel 4NA89, 4NB33, 42934, 52339, 52340 5602033 _1GYK2 
wive 
Assembly 90° 4NB22 $600682-1 1GYK3 7 -e 
Service Kit 4HK86, 27862, 5PGO3, 4HK87, 27863, 62160, 4HK89,— canoogg PLES 
2CAH9, 4HK90, 5PGO6, 427314, 4HK91, 4HK88, 4NA83 ma 7 y? ®f@]REELCRAFT| 
Lae 27864, 4NA84, 22865, 4NA87, 
Service Kit HS RV me seo2302 2c | HOSe Roller Guides 
) | Mir. Item Allow hoses to be pulled smoothly through No 
conte Fore Nh Ls rE an opening without damaging the hose. 100541 
as — lane og iB is ee me 
all Sto ominal Hose |.D. 2 - ose I. em 
Swivel : SH, T, 1125 Series featuring %" inlet hose |.D. 426 10C518 Description ID (in.) (in.) (in.) in, ) Brand Model No. 
Swivel PSH, C, 100, 1125 Series featuring 2" inlet hose |.D. 439 100517 Square, Spring Driven “%to% 4 4 22 Coxreels 1728-1 100541 
Swivel LG, P, SH, C Series featuring ¥° inlet hose I.D. 1935 100516 Round ws to % 3% dla, 3% dla, os Reelcraft HR105/ 4JNA9 
* No. 1GYJ8 includes an O-ring. Square Y2 to “4 o% o% 74 Reelcraft_ 600168 4JNC2 
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PNEUMATICS 
Pneumatic Fittings 


Scan. Order. Done. 
Details on page A1. 













Beaded 
Hose Barb 
No. 6GAFJO 





Hose Barb 
No. GAFG7 





* 





Find more Barbs, Menders, Ferrules, Crimps and Die Modules go to Grainger.com®. 


GRAINGER 
APPROVED 


Hose Barbs, Menders, Ferrules, Crimper and Die Modules 
Provide fast, easy hookup for bulk hose pipe thread fittings. 


BEADED HOSE BARBS 
Flat area between the barb and the body fitting allows the 
greatest area possible for clamping. 
HOSE MENDERS 


Connect on any 2 hoses or a broken hose that meets dimen- 
sional specifications. 








HOSE CRIMPER 
Portable or workbench-mounted crimper secures standard 

brass ferrules onto general purpose or heavy-duty air, water, 
and material hose for a complete hose assembly. Includes 5 


die sets. 


DIE MODULES 


Hardened steel ribbed die sets can be used for crimping 1%" 
single-braid through ¥" double-braid compressed air line 








BRASS HOSE FERRULES hose or standard air line cables. 
Long-barrel ferrules crimp air hose to barb to form a perma- 
nent assembly. 
For Hose Pipe Fitting Fitting Nipple Item For Hose Pipe Fitting Fitting Nipple Item 
1.D. Connection Type __ Fitting Size Gender Grip Type No. 1.D. Connection Type _ Fitting Size Gender Grip Type No. 
Barbed Hose Fittings Yin NPSMxHose Barb '%Iinx in Female x Male Hex 6AFR1 
Hose Mondot 45° Elbow ¥8 In Hose Barox NPT %inx%in Male x Male Hex 6AFJ9 
Yq in Hose Barbx NPT Yinx Yin Malex Male No Knurl 6AFR4 ¥s In Hose Barbx NPT %inx%in Male x Male Hex  6AFL2 
No. GAFH1 ¥% in Hose Barbx NPT  %inx%4in Male x Male No Knurl 6AFR5 % in Hose BarbxNPT  %inx%in MalexMale Hex  6AFL4 
90° Elbow Yin Hose Barbx NPT %inx Yin Male x Male Hex  6AFL8 
Yq in Hose Barbx NPT YinxY%in Malex Male No Knurl 6AFG8 Yin Hose Barbx NPT %inx%4in Male x Male Hex 6AFN6 
Yq in Hose Barbx NPT Yinx Yin Malex Male No Knurl 6AFHO 1 in Hose Barb x NPT 1inx%in Male x Male Hex  6AFL5 
Yq in Hose Barbx NPT Yinx%in Malex Male No Knurl 6AFRO 1 in Hose Barb x NPT 1inx1in Male x Male Hex 6AFN7 
V6 in Hose Barox NPT %“%e6inx%in Malex Male No Knurl 6AFJ4 Barbed Hose Menders 
Vie in Hose Barbx NPT %6inx %in Male x Male NoKnurl 6AFK5 — Brass 
¥s In Hose Barbx NPT %inx Y%in Malex Male No Knurl 6AFH4 Y,in_ Hose Barb x Hose Barb Y% in x %4 in Male x Male —  6AFH1 
¥g In Hose Barbx NPT %inx Yin Malex Male No Knurl 6AFK2 Yie in Hose Barb x Hose Barb%e in x %6 in Male x Male —  6AFK9 
¥g In Hose Barox NPT %inx%sin Malex Male No Knurl 6AFL6 ¥.in Hose Barb x Hose Barb % in x%in Male x Male —  6AFH5 
ae ¥e in Hose Barbx NPT %inx Yin Malex Male No Knurl 6AFT1 Yin Hose Barb x Hose Barb 2 in x Y%Iin Male x Male —  6AFL9I 
Yin Hose Barox NPT  %inx%in Malex Male No Knurl 6AFK8 Beaded Hose Fittings 
Hose Ferrule Yin Hose BarbxNPT %inx in Malex Male NoKnurl 6AFR2 90° Elbow 
No. 2A733 ¥ in Hose Barbx NPT %inx%in Malex Male No Knurl 6AFP2 ¥% in Hose Barbx NPT %inx%in Male x Male —  6AFJ7 
Straight Yin Hose Barox NPT  '%inx%in Male x Male — ___6AFJO 
te S ¥% in Hose BarbxNPT = Yinx %in MalexMale Hex  G6AFP4 Yin Hose BarbxNPT = ‘%inx %in MalexMale =—  GAFL1 
al He in Hose Barbx NPT “e6inx %in Male x Male Hex  6AFP5 3 In NPT x Hose Barb ¥e'x %' ~~ Male x Male —  6AFJ6 
He in Hose Barbx NPT “einx %in Male x Male Hex  6AFP6 ¥% In Hose Barbx NPT %inx in Male x Male — 6AFK1 
Ya in Hose Barbx NPT ‘“%inx%in MalexMale Hex 6AFH3 ¥ in Hose Barbx NPT %inx'%in Male x Male — ___6AFKO 
Ya in Hose Barbx NPT “%inx Yin MalexFemale Hex 6AFLO Straight 
Yq in Hose Barbx NPT Yinx%in Male x Male Hex  6AFN2 ¥s In Hose Barox NPI %sinx%sin Male x Male —  6AFJ8 
Ya in Hose Barbx NPT ‘“%inx%in MalexFemale Hex 6AFN5 Yin Hose Barbx NPT ‘“%inx%in Male x Male — __ 6AFH8 
Yq in Hose Barbx NPT Yinx Y%in Male x Male Hex 6AFPO Ya in Hose Barbx NPT ‘Yinx%in Male x Male —  6AFK3 
Yq in Hose Barbx NPT Yinx Y%in Male x Male Hex 6AFP7 Ys In Hose Barbx NPT %inx%in Male x Male —  6AFH7 
Yq in Hose Barb x UNF %inx“einMalex Female Hex 6AFR6 ¥s In Hose Barox NPT %inx in Male x Male —  6AFJ3 
Ya in Hose Barb x NPSM Y%inx Yin Malex Female Hex 6AFR9 Ya in Hose Barbx NPT %4inx'%in Male x Male — _ 6AFJ1 
Vie in Hose Barbx NPT %einx Yin Male x Male Hex  6AFK6 Yq In Hose Barbx NPT %inx%4in Male x Male —  6AFK4 
Vie in Hose Barbx NPT M%e6inx%in Male x Male Hex  6AFK7 1 in Hose Barb x NPT 1inx %in Male x Male —  6AFJ5 
H Cri Vie in Hose Barbx NPT %einx “%in Male x Male Hex  6AFL3 Inside Hole ; Item 
ose SEiMPpet He in Hose Barbx NPT ‘“cinx %inMalex Female Hex 6AFR3 Dia. Dia. Barb Size No. 
No. 6CEC4 ¥% in Hose Barbx NPT  %inx%in MalexMale Hex 6AFG7 _ Brass Hose Ferrules 
¥e in Hose Barbx NPT %inx Yin Male x Male Hex 6AFH6 0.525" 0.406" Ya" 2A733 
¥ in Hose Barbx NPT %inx%in Malex Female Hex 6AFN1 0./25° 0.500" Ye" 2A/34 
¥e In Hose Barbx NPT %inx Y%in Malex Female Hex 6AFN3 0.850" 0.687" Yn" 2A735 
¥ in Hose Barbx NPT %inx Yin Male x Male Hex 6AFN4 Item 
¥ In Hose Barbx NPI %inx%in Malex Male Hex O6AFN8 _ Cap. For Use With No. 
¥sin NPSMxHose Barb %inx%in MalexMale Hex 6AFP8 Hose Crimper 
¥e In Hose Barb x UNF %inx%¥%in Malex Female Hex 6AFR8 Y% to Ye" Hose Barbs and Ferrules 6CEC4 
Die Modul ¥ in Hose Barb x NPSM %inx%in Malex Female Hex 6AFTO Item 
eee ¥%in Hose BarbxNPT %inx %in Malex Female Hex GAFT2 Crimping Cap. Replacement Die Code No. 
No. 6CECS in Hose BarbxNPT “%inx%in MalexMale Hex 6AFG9 Die Modules For Use With No. 6CEC4 
Y in Hose Barbx NPT %inx%ein MalexMale Hex 6AFH2 ¥3 1-63 6CEC5 
Y in Hose Barbx NPT %inx%4in MalexMale Hex  6AFL7 Y% to ¥3 2-63:58 6CEC6 
Y in Hose Barbx NPT Y%inx%in MalexFemale Hex 6AFNO 4 3-58:53 6CEC7 
Y in Hose Barbx NPT Y%inx%in Malex Male Hex 6AFN9 WA 4-53:48 6CEC8 
Y in Hose Barbx NPT '%inx%in Malex Female Hex 6AFP3 YM to ¥ 5-48:68 6CEC9 
Y% in Hose Barbx NPT ‘Winx in MalexMale Hex  6AFP9 3 6-68 6CEDO 
aati 
Si Mio, 
P: No. 3MC04 ae 
* GRAINGER = | = No. 6X423 
is : 
APPROVED 4 FE - a ewase 
Safety Cables a Z pie 
a4 Re APPROVED 
Carbon steel cables prevent — a .n0 
hose whip if couplings or clamp 4 ef Reusable Hose Fittings 
devices accidentally separate. | vi, Screw-on brass fittings are field ro Sada ag yrs ae Ae 
Max. working pressure: 125 psi desire ie 2 pee i" : Hydraulic Hose Fitting 
\ wrenches. For use with rubber hoses. i! 2. 4 
for air only. } \ : % ve Nr 2x769 
Hose Item 8" 16. 8" 424 
Description Cable Dia. 1.D. L No. HOSE MENDERS Us Se Ye NPT 6X425 
esate Mase i to 1%" 20%" 3MCO5 Use to make quick and secure Barbed Hose Mender 
Ya" 1%" to 3" 33" 3MC04 repairs. 250 psi max yj" yp" — — 6X426 
yeaa i B to (Ve 20VA" 3MC06 pairs. cou p A = —~9X770 
Ya" 1%" to 3" Jo 3MC07 Ye" Tg" — — 6X427 
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GRAINGER CHOICE® PNEUMATICS 
Find the ww. Find Solutions. Find Great Prices. Couplings, Clamps & Spuds 


* GRAINGER 






APPROVED 
Duct Connectors 
Permanently or temporarily connect hoses No. 2TA37 
eS to create longer lengths. Made from 304 
No. 3LX95 stainless steel. 
Outside L Item 
* GRAINGER Dia. (in.) (in.) No. 
APPROVED Ducting Hose Connectors 
Universal Couplin 5 4 TASS 
iversal Couplings aA 
= Constructed of malleable iron 8 4 2TA37 
es 10 4 2TA38 
= Same gasket, safety clip, and lanyard for all coupling sizes, {9 4 OTA39 
except self locking couplings use gasket No. 36LH62 Inside Ww Item 
= Gasket temp. range: -20° to 160°F Taisho Camps No. 
A sexless common head design eliminates mismatched fitting and allows direct ; i oe 
locking connection between any 2 fittings from %" to 1". Nos. 6YZH1 to 6YZH4 8 7h OTA50 4 
10 yf 2TAD1 
do not require a pin. 15 i; OTAGO No. 2TA50 
Note: Do not use coupling for steam service. Rated for air service only, up to 110 psi. 
(F)NPT SELF (M)NPT & 
Hose ((F)NPTEND| (M)NPTEND HOSEEND BLANKEND) LOCKING — SELF LOCKING GA GRAINGER 
Fitting | Item Item Item Item Item Item APPROVED 
Size | af i at vag No. No. No. No. 2 
n | = = = 
Sin | 31X99 3LX97 3.202 = = Constant Tension 
Yin 3LX92 3LX91 3LX86 6YZH1 6YZH3 


evzt2 __evzia— | Clamps 


= = = °¥f" band width 


in| 3LX96 SLX95 SLX94 
Tin 3LX90 3LX89 3LX88 





¥% in — _ 3LX93 
— — — LX85 — -_ = 300 stainless steel band/housing/bridge 
Description i. ak = Pkg. aty.: 10 
Universal Coupling Triple Connection 1 3LX87 Spring design helps to eliminate "cold 
Ro ea se aXe flow" leakage. 0.028"-thick clamps, 142 
Gasket 50 3LZ03 in.-Ib. of max. torque. 
HOSE CLAMP 
x SCREW MATERIAL 
GRAINGER Plated 410 
APPROVED Carbon | Stainless 
Steel Steel 


Min. Max. Item Item 
Clamp Dia. Clamp Dia. No. No. 
1" 1/4 16P218 16P234 


Steam Fittings 


VISe 
Oe 









Constructed of durable steel bar stock. TH V,! 16P219 | 16P235 
itti icati Ty; 5," 16P220 | 16P236 
Fittings can be used in steam applications, oe ATA 1eP991 1 e937 
if clamps are used. For use with air, water, 79; 357! 16P222 | 46P238 
i 31" ai 16P223 | 16P239 
fluid petroleum, and chemicals. sai 1 {6P294| 16P240 
Item VA bi, 16P225 | 16P241 
Hose Size (in.) _(M)NPT Size (in.) No. Ay; 5x, 16P226 | 16P242 
Vv; 3LZ76 BY," 61 16P227 | 16P243 sia GGROaS 
y, 3L777 No. 3LZ70 BYA" 65" 16P228 | 16P244 2. 
2 Vs 31770 BYE 7% 16P229 16P245 
yh 3LZ75 634" kA 16P230 | 16P246 
% 3LZ773 7Vs" Bie" 16P231 | 16P247 
Ys yh 3LZ74 EL 855" 16P232 | 16P248 
| 3LZ72 Bi" 91" 16P233 | 16P249 
1 1 3L2Z71 


* GRAINGER 
APPROVED 


Steam Clamps 


Allow fittings and couplers to be used for 

steam applications. Clamps need to be 

sized up to both |.D. and 0.D. of hose. 
Hose Min. Hose Max. Hose 


Inside Outside Outside Torque item 
Dia. (in.) Dia. (in.) Dia. (in.) (ft.-lb.) No. 
2 Bolt 


GRAINGER 
APPROVED 





¥% 1g % 6 3LZ20 i 
—— a Ground Joint 
“16 1%6 1 7 
a 1% 6 BLX81 Coupling Spud 
THe TA 12 3LZ08 eS No. 3ATP7 
T% TAs 21 3LX82 a, » Zinc-plated construction 
132 1%2 21 ‘3LZi2 ° 
—— >>: ae ore wth eae ber sean 
1%e 2 or use with synthetic rubber steam hose. 
, TA eZ 21 3LX79 y 
iW THe 21‘ 3LX80 Size a a Item 
4 Bolt (in.) (M)NPT Size (in.) Hose Size (in.) No. 
17% p 1232 21: 3LZ10 % % % 3ATP7 
1 1/6 Te 21 3L2Z05 7 7 7 3ATPS 
16 2% 21 ‘3206 1 1 1 3ATP9 
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Hose Clamps 


Trey, 


Scan. Order. Done. 
Details on page A1. 





* 


GRAINGER 
APPROVED 





Industrial-Strength Hose 


Clamps—68 Series 
= %." band width 
= %6' 410 stainless steel hex head screw 


* 


GRAINGER 
APPROVED 


Snaplock® Quick- 


Release Hose Clamps 
= Pkg. qty.: 10 





* 


GRAINGER 
APPROVED 


Miniature General- 


= 201 stainless steel band/housing 
= Pkg. qty.: 10 
No spot welds or staking; suitable for industrial 


Use reusable worm-drive hose clamps for closed 
system applications where clamp must be disen- 
gaged to be applied. 


Purpose Hose Clamps 
= %e6" band width 








sealing applications. Interlocked design resists Band Hex Head Screw _ Band/Housing | = 301 stainless steel band/housing 
rupture and shearing Serial Size Screw Material Material Pka. aty.: 10 
56 Series Ye" %e Carbon Steel 201 SS = FKQ. qly.: 
Max. Item 58 Series  %e' Ye" 410 SS 201 SS Min. Max. Item 
SAE No. Min. Clamp Dia. Clamp Dia. No. 56 SERIES 58 SERIES SAE No. Clamp Dia. Clamp Dia. No. 
6 ¥" Us 5X443 Min. Max. Item Item 62M Series, /" 300 SS Hex-Head Screw 
10 Y," M6 5X444 SAENo. Clamp Dia. Clamp Dia. No. No. 4 Ve" Ye" 1A527 
12 A TVA" 1A529 12 Ai TVA 4XZ72 1XHF4 5 Ae Y5' 5CZD3 
16 The" 1%" 4XZ77 20 Va 1h" 1XHE7 T1XHF5 6 Ae 7 1A528 
20 Ys 1% 5X445 28 ik 24" 4XZ74 1XHF7 10 A TVe' 5CZD4 
36 Ys! 294" 2W404 36 is 294" 1XHE9 1XHF8 16 The" 1%" 5CZD5 
24 ik 2 2W402 56 i 4' 1XHF1 1XHG1 20 Va 1h 5CZD6 
28 1V4' 24" 1A530 24 Te 2 1XHE8 1XHF6 24 ih z 5CZD7 
44 TVA" 3 V5" 2W405 48 1%" 3h" 4XZ75 1XHF9 32 1%" 2% 5CZD8 
32 1%" 25" 2W403 72 z 5" 1XHF2 | 1XHG2 36 1% 29/4" 5CZD9 
64 20" 4 5X446 88 2 6' 4XZ76 1XHG3 62P Series, 14" Zinc-Plated Hex-Head Screw 
72 a 5" 1A531 188 z 1274" 4XZ73 — 4 Ae ye 5X441 
104 5" E 1A532 104 27h" 734" 1XHF3_ | 1XHG4 6 Ae 7 5X442 
52 SERIES | 57SERIES | 63-4SERIES | 67-1 SERIES 
Min. Max. Item Item Item Item 
SAE No. Clamp Dia. Clamp Dia. No. No. No. No. 
4 Ae ye 16P269 * — — — 
6 ¥,' 7, 16P271 2PA57 5CYZ3 16P292 
Te The" 16P270 — — — 
8 Te il 16P272 2PA58 5CYZ4 16P293 
10 Ai Te 16P273 2PA59 5CYZ5 16P294 
{2 Ai iA 16P274 2PA60 5CYZ6 16P295 
16 THe" 1%" 16P275 2PA61 5CYZ7 16P296 
" 20 Y' 1H" 16P276 2PA62 5CYZ8 16P297 
36 Y,' 294" 16P280 2PA66 5CZA2 16P302 
GRAINGER 34 i 2" 16P277 2PAG3 5CYZ9 16P298 
APPROVED 40 T ch 16P281 2PA67 5CZA3 16P303 
28 iA 2V" 16P278 2PA64 5CZA0 16P299 
General-Purpose 44 Ti" 3vh" 16P282 2PAG8 5CZA4 16P304 
32 1%" 2% 16P279 2PA65 5CZA1 16P301 
Hose Clamps 48 11 3h 16P283 2PAGO 5CZA5 16P305 
52 1H 35/4" 16P284 2PA70 5CZAG 16P306 
= Pkg. qty.: 10 56 2" 4" 16P285 2PA71 5CZA7 — 
60 24" Ay; — — — 16P308 
Interlocked construction resists shear. 64 A Wa 46P286 5PA72 5CZA8 46P309 
Band Hex Head 56 3" 4" = = = 16P307 
Serial Size* Screw Screw Material Band/Housing Material 72 3 o” 16P287 2PA73 5CZA9 16P310 
52 Series Vy" V6" Carbon Steel 201 SS/Carbon Steel 80 oy" 5Y" 16P288 2PA74 5CZCO 16P311 
57 Series yy Ae Carbon Steel 201 SS 88 4" 6" 16P289 2PA75 5CZC1 16P312 
63-4 Series Ve’ Ae 305 SS 301 SS 96 Ai 6" 16P290 2PA76 5CZC2 16P313 
67-1 Series 1" Ae 410 SS 201 SS 104 5" E 16P291 2PA77 5CZC3 16P314 
* No. 16P269 has a 5/16" band size. 
* GRAINGER a 
APPROVED 
6X Series High-Torque/ SAE No. clat lara ciM ain, om 
- o. Clamp Dia.Clamp Dia. 0. 
Tension Hose Clamps iach 6 es AKG 
8 
= 800 lb. of tension at 150 in.-lb. of torque 10 The" TVs’: 1XGY7 
" . 116" Y," 
= 96" band width a i691 AG 
= %e6' 410 stainless steel hex head screw GRAINGER S 0 {" 13" AXGZ1 
= 300 stainless steel band/housing GA APPROVED — 24 ia 2" 1XGZ2 
5/46" Vy" 
Designed for high-vibration and stubborn Lined Hose Clam S a ae i GH 
leakage applications. Extra band notches p 36 1%e" 2%s'_1XGZ5 
allow greater open/close working diameters. | = 2" band width < oo i weet 
Neva Min. Max. tem Pkg. | ™ 716. Plated steel hex screw 48 DV 31" AXGZB 
SAENo. Clamp Dia. ClampDia. No. Qty. | = 201 stainless steel housing 52 21/6" 3%;"_ 1XGZ9 
262 1% 254" 4XZ78 ‘10 = Pkg. qty.: 10 56 3Ve 4" 1XHA1 
412 2" Ai 4XZ79 ‘10 60 3/6 4%;° _ 1XHA2 
612 4" WA 4Xz780. ‘5 Clamps are smooth-lined to protect soft 64 3%" 415" 1XHA3 
ol? 6" QV 4XZ81 5 hoses from shearing. 72 Ave 2" 1XHA4 
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* GRAINGER 
APPROVED 





SAENo. _ClampDia. Clamp bi No” 
0. amp Dia. amp Dia. 0. 
UPC-IAPMO0-Approved N 138 178 1%e" 1XGU2 
150 Tv" 15," 1XGU3 
Hose Clamps 163 iA VA 1xGU4 
; | 188 A oe AKU 
1h"! j 188 8. 16. 
= 2 venue 200 vi 276 1XGU7 
ee No 508 51 596 ANGUS 
— 225 i" ig. 
Series 67-4 are 301 Stainless steel 1XHB5 598 53% Di V6" 1XGV4 
band/housing. Series 67-5 are 201 x 250 ale abit 1x6V2 No. & p 
i ie ¥" Ae es . 
stainless steel band/housing. ee oe aie yey -«1XGu2 ~~” 
SERIES 67-4, SERIES 67-5, 288 D7 376" 1XGV5 
546" 305 SS HEX | 4c" 204 SS HEX 300 3" 35/6" 1XGV6 
HEAD SCREW HEAD SCREW 313 A 376" 1XGV7 
Item Item 325 3; 3% 6" 1xGve OW GRAINGER 
SAE No. Min. Clamp Dia. _ Max. Clamp Dia. No. No. 338 398° 31/6. 1XGV9 
6 3" 7" 1XHB5 5CZEO 350 31" 31546" 1XGW1 APPROVED 
8 re il 1XHB6 5CZE1 363 3%; 316 1XGW2 7 
10 A TVs" 1XHB7 5CZE2 375 39%" ave" ixcw3_ 30011 Series 
16 ae 1" 5CZE4 5 Ve 16 5 a 
(Qe | ot tose 
24 il ; 5 75 fi BV" 7 
28 i OVE 1XHC3 5CZE7 500 5" Bic 1XGW8 Clamps 
32 1" WA 1XHC4 5CZE8 525 A BI" 1XGW9 
ee ee ee ek ee ees 
4 16 T/, Ml H 
a4 Tv A 1XHC7 5CZFI 600 6" 676" ix¢x3 ™ As 300 stainless steel 
48 y 38 TXHCS 5CZF2 625 Gye Gye XG hex head screw 
52 4 4 — 3 Yo 16. : 
56 rN 1XHD1 = 675 Go TV! ixax6 ™ 300 stainless steel 
60 OV ave 1XHD2 = 700 7' TH 1XGX7 band and trunnion 
64 WA A 1XHD3 = 725 7V8 7H 1XGX8—g Pkg qty:5 
i ? ; ea = a Maring-ara 
80 372. O72. 9 = 119 Ty 16 Marine-grade clamps are 
88 q 6" 1XHD6 = 800 3" B6" 1XGY?2 : Dssuntogeiiga hikes 
96 WA Bi," 4XHD7 = 895 Bij," BH 6" 1XGY3 excellent for high-vibration, 
104 a fi 1XHD8 = 890 872) Bre 1XGY4___ |arge-diameter applications. 





* GRAINGER 
APPROVED 


Center-Punch Band Clamps 
= Pkg. qty.: 10 
Double-wrapped for firm and easy locking. Install with 


Nos. 1VD40 or 1VD41 tools, sold separately, this page. 
GALVANIZED| STAINLESS 
STEEL STEEL 





No. 1VD40 









No. 3LZ56 















W For Hose 0O.D. For Hose 0.D. Item Item 
(in.) Min. (in.) Max. (in.) No. No. No. 1VD41 
5h 0.75 0.88 3L250 3L262 
1.31 1.44 3L251 3L263 
0.94 1.06 3252 3L264 w GRAINGER 
1.19 imi 3L253 3L765 
— a pai 
~ e206 858 ate no. sizer | Genter-Punch Band Clamp Tools 
2.19 251 3L257 3L269 
2.44 2.56 3L746 3L758 Item 
2.69 2.81 3LZ47/ 3LZ59 Description No. 
2.94 3.06 3LZ48 3LZ60 For High-Production Use 1VD40 
3.94 4.06 3LZ49 3LZ61 For Intermittent Use 1VD41 
BAND-IT' ; 
Preformed Center =i lel 
ee Junior® Clamps 
iia - are Aoufleuranbed: wi 204 Sain: Small diameter and smooth |.D. allows 
ne aie ickios- tora i. d strength Can be superior sealing. Can be installed with Tool 
No. 2LNP7, sold separately on page 2536. 
installed with Center Punch Tool Nos. 2LPG7and P pee 
. 201 GALVANIZED 
2LPK4, sold separately on page 2536. aS STAINLESS | CARBON 
201 STAINLESS | GALVANIZED STEEL STEEL 
Min. Max. STEEL CARBON STEEL W Min. Clamp Max. Clamp Thickness Pkg. Item Item 
Width Clamp Clamp Item Item (in.) Dia. (in.) Dia. (in.) (in.) Qty. No. No. 
(in.) Dia. (in.) Dia. (in.) a ; _ 7 7 ve 0.020 20 SDLHS — 
% we 1% SLPEG 2LPF3 5 Ws Tg 095 34 2LPG8 2LPHO 
Ya 1 2LPF5 2LPD2 j Ae 1% 0.025 24 2LPG9 2LPJ1 
Ya TV 2LPF6 2LPD3 y Ys 1 0.030 24 5DLH1 5DLH7 
Vr 1% 2LPF7 2LPD4 : Ya TV 0.030 24 5DLH2 5DLH8 
Va iEZ 2LPF8 2LPD5 1 1% 0.030 24 5DLH3 5DLH9 
a 2 2LPF9 2LPD6 TV iEZ 0.030 24 2LPH1 2LPJ2 
Ya 2) 2LPG1 2LPD7 % 1 2 0.030 24 5DLH4 5DLJO 
a 2% 2LPG2 2LPD8 1 24 0.030 24 6YRA0 6YRA3 
5/ a 294 2LPG3 2LPD9 TV 2% 0.030 24 2LPH2 2LPJ3 
: Ya 3 2LPG4 2LPF1 iEZ 24 0.030 24 2LPH3 2LPJ4 
YA 314 6YPZ5 6YPZ4 1 3 0.030 24 6YRA1 6YRA4 
a 4 2LPG5 2LPF2 iEZ 31% 0.030 24 2LPH4 2LPJ5 
a 4 6YPZ7 6YPZ6 A iEZ 4 0.030 16 2LPH5 2LPJ6 
Ys 5 5DLG3 5DLG2 1 4 0.030 16 6YRA2 6YRA5 
Ys 6 5DLG5 5DLG4 iEZ 5 0.030 16 2LPH6 2LPJ7 
Ys i 5DLG7 5DLG6 iEZ 6 0.030 16 2LPH7 2LPJ8 
Ys 8 5DLG9 5DLG8 iEZ i 0.030 16 2LPH8 2LPJ9 
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No. 4E600 No. 4E571 No. 10N204 











W Nom. Closed - Item 
in. Size (in. Open (in. No. Te 
2-Ear Hose Clamps - Stainless Steel — 
0.236 % 0.197-0.276  4E583 — “ho 
Ag 0.276-0.354 —_ 3DUP3 = on a 
0.276 ¥ 0.319-0.433 4585 = a 
0.295 Ac 0.492-0.591 _ 4E587 age ste CENT) wee [oo 
1% 0.551-0.669  3DUP4 7% a marie rE a 
a 7 0.591-0.709  4E588 ; tp Py ” RARS 
0.335 7 0.638-0.787 _4E589 7 = - 
0.354 7 0.752-0.906 _ 4E590 : ot a = 
He 0.709-0.866  3DUP5 
He 0.831-0.984  3DUP6 
0.394 1 0.886-1.063 _4E591 —— 
TVs 0.945-1.102 _ 3DUP7 — 6 
The 1.035-1.220 4592 ss 
2-Ear Hose Clamps - Zinc-Plated nt, 
0.138 9 0.122-0.161  3DUL9 oe. eS 
Ha 0.138-0.177  3DUN1 ‘gad 
0.197 Ag 0.134-0.197 _ 3DUN2 att 
0.236 7 0.197-0.276  4E595  T 
Ae 0.276-0.354  4E596 ~ a No. 4TX96 
0.276 VY 0.319-0.433 4597 
% 0.425-0.512 4598 
0.295 Ag 0.492-0.591 4E599 
0.315 1% 0.551-0.669 _ 3DUN3 
Y 0.591-0.709 _ 4E600 
0.335 Vs 0.638-0.787 4E601 
0.354 He 0.709-0.866  3DUN4 
' 7 0.748-0.906 _ 4E602 
He 0.831-0.984 _ 3DUN5 
1 0.886-1.063 4603 
TVs 0.945-1.102  3DUN6 4 
1% 1.035-1.220 4604 
0.394 THe 1.154-1.339  3DUN7 
Te 1.260-1.457 _ 3DUN8 
1% 1.378-1.575  3DUN9 
1% 1.480-1.693  3DUP1 
EZ 1.598-1.811  3DUP2 
Stepless® Ear Clamps - Stainless Steel ; 
¥ 0.307-0.374 5EFC5 No. 4E607 
2/4 0.327-0.394 _‘ SEFC6 
0.197 T¥a9 0.346a0.413 _5EFC7 
2% 0.362-0.429 _ 5EFDO 
Ag 0.378-0.445 ——‘SEFC8 
2%a 0.398-0.465 _‘ SEFC9 _a95zZ44 
Hp 0.386-0.484 _ 3DUP8 P cata 
% 0.406-0.504 ——- 3DUP9 
% 0.425-0.524 _‘4E571 
Tp 0.445-0.543  3DUR1 
3/4 0.453-0.551 4E572 = 
Ae 0.472-0.571 _ 4E573 Crimp Clamps 
1% 0.504-0.602  3DUR4 
0.276 % 0.520-0.618  4E574 2-EAR HOSE CLAMPS 2-EAR HOSE CLAMP KIT 
ie Fearon pete 1-pc. design provides positive clamping action and Plastic case contains standard jaw pincers; 15 each: 
23/59 0.602-0.728  5EFD4._— tamperproof seal. V6", ¥8", Yo", Ye", and ¥8" clamps; and 12 each: 
7 0.764-0.890 _5EFD5 3/," Th" 15/_" " 
i 0'282-1.008SEFDg STEPLESS® EAR CLAMPS—STAINLESS STEEL “°° » 716, and 1 clamps. 
re oo tao erp? Guarantee a 360° seal using an innovative tongue- = STEPLESS® EAR CLAMP KIT 
‘Stepless®ScrewClamp —=—=Ss—=<“«s~‘“‘“‘<CS*‘<*”:*S#C- grove design that leaves no Steps, gaps, or Plastic case contains standard Jaw pincers and 10 
12Vj2¢ 0.708-0.945 _10N204_~—sunbridged parts on the inner circumference. Spring each of 1-ear clamp sizes: 2", %6", %", 232", “%", 
1% 0.866-1.10 __10N205__— action lets clamp “breathe” without loosening; no 1",1%", and 14%". 
0.375 12% 1.18-1.42 10N208 . 
137% 134-157. 10N209 _—«*Need to retighten. JAW PINCERS 
2364 2.52-2.95 10N212 
item WELDING HOSE REPAIR KIT Used to close ear clamps. Made of forged steel. 
, Description No. For quick repairs to oxygen/acetylene welding lines. 
He ee aoa eee eam At ays —_Includes standard jaw pincers; 40 of %e" 2-ear 
_ Welding hose hepair AM LO iT iT 
2-Ear Hose Clamp Kit ATX96 clamps; 10 of %" 2-ear clamps; 6 each: 4" brass 
Stepless® Ear Clamp Kit 2PU26 nipples, acetylene B left-hand brass nuts, and 
Jae neers Pincers 4607. OXygen B right-hand brass nuts; 4 each: %e" twin 
Clamp Tool 49Jz43. + Clamps and %4" hose menders; and 2 each: 6" 
Clamp Tool 49/244 __ brass nipples and 36" brass hose menders. 
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BAND-IT’ 


Stainless Steel Cable Ties 


= 0.026" thick 
= Nylon 11-coated stainless steel 
= Tensile strength: 100 psi 


Self-locking, reusable ties can be applied by hand. 


Item 
L Ww No. 
201 Stainless Steel, Plastic Tote, Bulk Bands 
100 ft. Yq" 16P349 
100 ft. i 16P350 
100 ft. 14" 16P351 
BAND-IT 


Stainless Steel Banding 


Can be installed with Clamping Tool 


Nos. 16P345, 2LNP6, 2LNP8, and 2LNP9, 
sold separately on page 2536. Must be used 
with a buckle or clip to form clamp and lock 
bands. Can be used in single- or double-wrap 
configurations. Colored bands have a fade- 


resistant finish. 50-ft. length. 


W Thickness 
200/300 Stainless Steel, Plastic Tote 
Vp" 0.020" 
7s" 0.020" 
4" 0.020" 
201 Stainless Steel, Cardboard Box 
14%" 044" 
201 Stainless Steel, Plastic Tote 
Ye" 0.025" 
0.030" 
0.025" 
0.025" 
Yn" 0.025" 
0.025" 
0.025" 
0.025" 
7s" 0.030" 
‘ 0.030" 
ms 0.030" 
201 Stainless Steel, Plastic Tote, Bulk Bands 
1" 0.044" 
14%," 0.044" 
304 Stainless Steel, Plastic Tote 
Vp" 0.015" 
%e" 0.015" 
4" 0.015" 
316 Stainless Steel, Plastic Tote 
Ye" 0.025" 
Vp" 0.030" 
7s" 0.025" 
4" 0.030" 
Galvanized Carbon Steel, Plastic Tote 
Vp" 0.030" 
4" 0.030" 
Steel, Plastic Tote 
7s" 0.046" 


Pkg. 
For Use With Qty. 

201 Stainless Steel Bulk Buckles 
16P349 20 
16P350 25 
16P351 20 








* 





No. 2LNT2 
Breaking 
Type Strength 
200/300 SS 850 Ib. 
200/300 SS 1000 Ib. 
200/300 SS 1275 |b. 
Uncoated 5500 Ib. 
201 SS 900 Ib. 
Uncoated 1500 Ib. 
Black 1500 Ib. 
Red 1500 Ib. 
Orange 1500 Ib. 
Yellow 1500 Ib. 
Green 1500 Ib. 
Blue 1500 Ib. 
201 SS 1875 Ib. 
Uncoated 2250 Ib. 
Black 2251 |b. 
201 SS 1500 Ib. 
201 SS 1500 Ib. 
201.55 1500 Ib. 
Uncoated 600 Ib. 
304 SS 750 Ib. 
Uncoated 900 Ib. 
316 SS 750 Ib. 
Uncoated 1200 Ib. 
316 SS 1500 Ib. 
Uncoated 1800 Ib. 
Uncoated 1125 Ib. 
Uncoated 1690 Ib. 
— 750 Ib. 


Item 
No. 


16P352 
16P353 
16P354 


; 


Item 
No. 


ODLF7 
ODLF6 
ODLFS 


2LNUS 


6YPY7 
2LNR3 
2LNR9 
2LNR4 
2LNR5 
2LNR6 
2LNR7 
2LNR8 
ODLF8 
2LNT1 
2LNT2 


16P349 
16P350 
16P351 


2LNV2 
oDLG1 
2LNV3 


6YPY9 
2LNU3 
6YPZO 
2LNU4 


2LNT8 
2LNT9 


16P346 





BAND-IT 


Stainless Steel 


Ball Lock Ties 


= %6'W, 0.010" thick 

= 304 stainless steel 

= Tensile strength: 300 psi 
= Pkg. qty.: 50 


Self-locking ties can be applied by hand: 


BAND-IT 


Clips, Buckles, 


and Brackets 


Allow secure clamping of 
bands. Use with BAND-IT® 


Stainless steel bands to create 
any size clamp. Can be used 


in a single- or double-wrap 
configuration to meet most 
clamping requirements. 


Size Material 
ValuBanding Clips 
3" 200/300 Stainless Steel 
YA" 200/300 Stainless Steel 
¥" 200/300 Stainless Steel 
Yq" 200/300 Stainless Steel 
Strapping Buckles 
Ear-Lokt 
yp" 201 Stainless Steel 
316 Stainless Steel 
201 Stainless Steel 
YA" 316 Stainless Steel 
Galvanized Carbon Steel 
201 Stainless Steel 
316 Stainless Steel 
201 Stainless Steel 
fq" 316 Stainless Steel 
Galvanized Carbon Steel 
Ear-Lokt, Black 
Y," 200/300 Stainless Steel 
Yq" 200/300 Stainless Steel 


if" 


Giant 

14%" 201 Stainless Steel 
Scru-Lokt 

Y" 302 Stainless Steel 

V4" 201 Stainless Steel 
Ultra-Lok® 

V4" 201 Stainless Steel 
Brack-lts® 
Flared Leg 

Y" 200/300 Stainless Steel 
Straight Leg 

Y" 200/300 Stainless Steel 
Flared Leg Bolt 

4" 200/300 Stainless Steel 
Straight Leg Bolt 

Yq" 200/300 Stainless Steel 
Banding Bracket 

' Aluminum/Galvanized 

4% Carbon Steel 
Bolt Bolt Band Retainers 

yf! Aluminum/Galvanized 

Carbon Steel 
417" Aluminum/Galvanized 


Carbon Steel 


PNEUMATICS 
Buckles, Ties & Banding 


~\ 
Ear-Lokt Buckle “ P 
No. 2LNT3 


For Use With 


6YPY7, BYPYS 
2LNP6, 2LNP8, 2LNP9 & 14" Banding 
2LNP6, 2LNP8, 2LNP9. 5DLF6 
2LNP6, 2LNP8, 2LNP9 and %" Banding 


6YPY7, 6YPY9 

6YPY7, 6YPYY 
2LNP6, 2LNP8, 2LNP9 & 12" Banding 
2LNP6, 2LNP8, 2LNP9 & 1" Banding 
2LNP6, 2LNP8, 2LNP9 & 12" Banding 

2LNP6, 2LNP8, 2LNP9, 5DLF8 
ODLF6, S5DLF8, 6YPZ0 

2LNP6, 2LNP8, 2LNP9 and %" Banding 
2LNP6, 2LNP8, 2LNP9 and %' Banding 
2LNP6, 2LNP8, 2LNP9 and %" Banding 


2LNP6, 2LNP8, 2LNP9 & 12" Banding 
2LNP6, 2LNP8, 2LNP9 and %" Banding 


2LPC1, 2LNU5 & 1%" Giant Band 


2LNP6, 2LNP8, 2LNP9 & 1" Banding 
2LNP6, 2LNP8, 2LNP9 & %" Banding 


2LPL9, 2LPN1, 2LPK5 to 2LPK9 


Y" Bands and 2" Buckles 
Y" Bands and %" Buckles 
Ys" to ¥4" Bands and 1%" to 34" Buckles 


Ys" to ¥%4" Bands and ¥%" to 34" Buckles 


2LNR83 to 2LNR9Y, 2LNT1, 2LNT2, 2LNT8, 


2LNT9, 2LNU3, 2LNU4, 2LNU5, 2LNV2, 
2LNV3, 5DLF8, 5DLG1, 6YPZO 


2LNR3 to 2LNRY, 2LNT1, 2LNT2, 
2LNT8, 2LNT9, 2LNU3, 2LNU4, 2LNV2, 
2LNV3, 5DLF8, 5DLG1, 6YPZO 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Item 
No. 


6YPY6 
2LNR1 
oDLF4 
2LNR2 


6YPY8 
6YPZ1 
2LNT3 
2LNU7 
2LNU1 
oDLF9 
6YPZ2 
2LNT5 
2LNU8 
2LNU2 


2LNT4 
2LNT6 


2LNU6 


2LNU9 
2LNV1 


2LPL1 


2LNW1 
2LNW2 
2LNV5 
2LNV4 


6YRAG 


6YRA7 


2LNT1, 2LNT2, 2LNT9, 2LNU4, 2LNU5, 2LNV3 6YRA8 





29 
25 
29 
20 


10 


2039 








PNEUMATICS Scan. Order. Done. 
Banding and Clamping Tools Details on page Al. 






REGISTER NOW! 


Enjoy These 
Features & More! 





No. 
16P340 [VY Access your pricing 


[VM View order history 


BAND-IT° [VY Save favorites to your personal lists 
Scru-Seal Adjustable Kits [Y Check real-time product availability 


Use to create strong, adjustable clamps with %s" or 2"W stainless steel > Sign in or register on Grainger.com® today! 

banding. Suitable for general clamping applications including insulation ducting, 
signage, and pole mounting of devices. 

Mfr. Item = Pkg. 

Includes Model No. Qty. 

10 Racks And 10 Housings : GRM211 16P340 10 


Banding, 3 Screw-Seals, and 3 Racks 
20 Screw-Seals, 20 Racks, and 80 Ft. 200/300 Stainless Steel %" Band GRM210 2LPC8 1 





No. 2LNP6 


No. 2LNP9 


BAND-IT 


Clamping Tools 
BAND CLAMP TOOLS 
Designed for installation of band clamps and preformed clamps. 
BAND TENSIONING RATCHET TOOL 

For fast tensioning of band and buckle systems. Suitable for 346" to %4" banding. 
CENTER PUNCH TOOLS 

Apply tension to the clamp, then cut off the clamp tail after locking. 


HOSE CRIMPER ADAPTER KIT 

For use with hand and pneumatic tools when installing Band-it® center-punch 
or junior-style clamps. Suitable for %" to %s" banding. 

KIT CUTTER BLADE BACK No. 5DLJ1 


For use with hand and pneumatic tools when installing BAND-IT® center-punch 
or junior-style clamps. 





Item ~—— Pkg. 
Description For Use With Includes Cap. No. Qty. 
Band Clamp Tools 
For Band & Buckle Style Tools Preassembled Colored Bands, Ear-Lokt Bands Built-In Cutter He - Ya" 2LNP6 1 
; Preformed Junior Clamps Built-In Cutter Vg - 3/4" 2LNP7 1 
eee Preformed Junior Clamps Built-In Cutter WAV StPCl 1 
High Torque Band & Buckle Tool Preassembled Colored Bands, Ear-Lokt Bands Built-In Cutter Vie - Ya" 2LNP8 1 
Ratchet Band & Buckle Tool Preassembled Colored Bands, Ear-Lokt Bands Built-In Cutter Ye - V4" 2LNP9 1 
Banding Tools 
For Band & Buckle Style Tools Stainless Steel Bands = Se: to 4" Bands _ 6YPYS 1 
For Junior Style Clamps Stainless Steel Bands = 316 to ¥s' Band Widths + 6YPZ9 1 
Band Tensioning Ratchet Tool 
For Band & Buckle Style Tools — — — 16P345 1 
Cable Tie Lock Adjustment Tool 
For Junior Style Clamps Zip Tie Bands Built-In Cutter ¥e" Wide Ties 5DLJ1 1 
Center Punch Tools . 
Center Punch Bands = 3, 2" 2LPG7 1 
ROE tere ane Center Punch Bands Adapter for % Band Hf oLPKA 1 
Heavy Duty Tool Adapter 
For Junior Style Clamp Tool 2LNP6 = — SDLHO 1 
Hose Crimper Adapter Kit 
For Junior Style Clamp Tool 2LPK4 Adapter = 16P343 1 
Kit Cutter Blade Back 
For Junior Style Clamp Tool 2LNP5, 6YPZ8, 5DHLO, 2LPK1, 2LPK2 Universal Cutter Blade,Repair Parts = 16P348 1 
Tool Adapter 
For Junior Style Clamp Tool 2LNP6, 2LNP8 — — 6YPZ8 1 
2536 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





PNEUMATICS 
Cylinders 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Stainless Steel-Body Air Cylinders *S2&24#£ 


= Max. operating pressure: Can tolerate moisture and many types of lubricants and 
250 psi (17.23 bar) solvents. For use where magnetic sensing piston is not 





SPECIFICATION TABLES 
Please match the tables below with the corresponding 
columns in the primary table to the right 


































































































































































































































































































. | EE PORT 
= Operating temp. range: required. Interchangeable with Bimba, Parker, SMC, ( if Le iG 
-10° to 165°F Norgren, and other major manufacturers’ cylinders. ——$_____i\ ‘at 
Note: 6"-stroke models also available on Grainger.com®. Single-Acting 
Nose Mount N1 MOUNTING NUT 
Single Acting | Double Acting | Double Acting | Single Acting | Double Acting Dimension (in.) “< 'S'ON ROP THREADS 
Nose Mount Pivot Mount Nose Mount Pivot Mount | Double End Mount (X) Additional Length 
Bore Item Item Item Item Item Bore A AA EE KK N1 when Single Acting 
Dia. Stroke No. No. No. No. No. Single-Acting Nose Mount 
Cylinders Ye 0.38 0.36 10-32 #5-40UNC “4-28 1.12 0.75" per 4" Stroke 
1" 6CPY9 — 6CPV3 6CPZ8 6CZW9 Ae 05 0.5 10-32 #10-32UNF %-24 1.31 0.94" per 4" Stroke 
s/t by 6CPZO _ 6CPV4 6CPZ9 6CZX0 AG 0.5 0.62 10-32 #10-32UNF “c-20 1.53 1.62" per 1" Stroke 
16 3" 6CPZ1 = 6CPV5 6CRAO 6CZX1 Ys" 0.5 0.81 YNPIF Y-28UNF %20 1.5 iF 69° per 1 Stroke 
vA S7EGT S7EDO SMMES 57EKS = TVs" 0.5 1.12 VNPTF %o-24UNF %-18 2.06 1.56"per 1" Stroke 
2 TV" 0.75 1.34 YNPTF  Ac-20UNF %-16 2.66 1.81" per 1° Stroke 
i oZEGS oZED1 oMMF6 oZEK9 6CZX3 1A" 0.75 1.56 “NPTF  Ae-20UNF %-16 2.44 1.69" per 1" Stroke 
1% oZEHO oZED2 oMME7 oZELO = Ty" 0.88 1.84 %NPTF  %-20UNF 1-14. 2.97 2.0"per 1" Stroke 
Ae" 2 5ZEH1 5ZED3 5MMF8 5ZEL1 6CZX4 541" For 1" Stroke 
3" 5ZEH2 5ZED4 5MMF9 5ZEL2 6CZX5 2" 0.88 2.08 YNPTF %-20UNF 1%12 —  7.41"For 2" Stroke 
4" 5ZEH3 5ZED5 5MMGO 5ZEL3 6CZX6 8.66" For 3" Stroke 
5" 5ZEH4 5ZED6 5MMG1 5ZEL4 6CZX7 ees 
i 5ZEH6 — 5MME8 5ZEL5 5MMA8 cu Wy Bits op ea | te iage 
i 5ZEH7 6CPX7 5MME9 5ZEL6 5MMA9 ail ee | 
1%" 5ZEH8 — 5MMFO 5ZEL7 5MMCO : |} 3] 5 i 
He 2 5ZEH9 6CPX8 5MMF1 5ZEL8 5MMCt spheric vO | 
cl 5ZEJ0 6CPX9 5MMF2 5ZEL9 5MMC2 Pivot Mount geo Ne Big ee 
4" 5ZEJ1 6CPYO 5MMF3 5ZENO 5MMC3 Dimension (in.) 
2. oZEJ2 6CPY1 oMMF4 = 6CZX9 Bore A EE KK LB N14 AA CB CD 
1 5ZEJ3 5ZED7 5MMG3 5ZEN1 5MMC4 Double-Acting Pivot Mount 
om 5ZEJ4 5ZED8 5MMG4 5ZEN2 5MMC5 7/16" 05 10-32 #10-32UNF 2.81 7/16-20 0.74 0.31 0.157 
ya" cl 5ZEJ5 5ZED9 5MMG5 5ZEN3 5MMC6 9/716" 05 10-32  10-32UNF 2.75 7/16-20 0.62 0.31 0.157 
4" — 5ZEEO 5MMG6 — 5MMC7 3/4" 0.5 ‘1/8NPIF 1/4-28UNF 4.03 5/8-18 086 0.38 0.251 
5 — 5ZEF1 5MMG7 = 5MMC8 T1716" 0.5 1/8NPTF 5/16-24 UNF 4.12 5/8-18 1.12 0.38 0.251 
o 6CPZ2 _ 6CPV8 6CRAI 6CZY1 1-1/4" 0.75 1/8 NPTF 7/16-20 UNF 5.12 3/4-16 1.34 0.5 0.251 
1-1/2" 0.75 1/8 NPTF 7/16-20 UNF 4.75 3/4-16 1.56 0.62 0.376 
> 6CPZ3 — 6CPV9 6CRA2 6CZY2 ! 
v] 0.88  1/4NPTF 1/2-20UNF 6.06 1-1/4-12 2.08 0.75 0.376 
% 3 6CPZ4 — 6CPWO 6CRA3 6CZY3 
4" — — 6CPW1 — 6CZY4 — + A-r+ LB + STROKE 
5" — —= 6CPW2 — 6CZY5 : r 4 § = . EE PORT : EE PORT 
il 5ZEJ6 5ZEE3 5MMG9 5ZEN4 5MMDO ( . Loot 3] Al 
oy 5ZEJ7 5ZEE4 5MMHO 5ZEN5 5MMD1 Double-Actin i an 
Met 5ZEJ8 5ZEE5 5MMH1 5ZENG 5MMD2 tear ciuhy SAMSUNG 
4" — 5ZEE6 5MMH2 — 5MMD3 slimanaton (in) ae 
5" — 5ZEE7 5MMH3 — 5MMD4 
" 5ZEJ9 5ZEE9 5MMH5 6CRA4 6CZY7 Bore A AA BE KK be N1 
9 5ZEKO 5ZEFO 5ZDZ7 6CRA5 6CZY8 oT I iL 
5/16" 0.38 0.5 10-32 #5-40 UNC 1.64 —_—-3/8-24 
1m 3 oZEK1 oZEF 1 9ZDZ8 6CRAG 6CZY9 7/16" 05 0.74 10-32 #10-32 UNF 2.12  7/16-20 
4 — oZEF2 9ZDZ9 = 6CZZ0 9/t6" 0.5 0.62 10-32 #10-32 UNF 2.28 _7/16-20 
5 5ZEA0 5ZEF3 _— — 60221 3/4" 0.5 0.86 1/8 NPTF 1/4-28 UNF 2.97 _5/8-18 
1" 5ZEK2 5ZEF5 5ZEA2 5ZEN7 5MMD6 7/8" 0.5 0.93 1/8 NPTF {/4-28 UNF 2.94 _5/8-18 
2 5ZEK3 5ZEF6 5ZEA3 5ZEN8 5MMD7 rie os I 2 V8 al Bf ma UN 325 S/-18 
Yo" EN MMD : . : : 
Me - ai : oe ace ace 2 ave 1-1/2" 0.75 —«*1:<56 {/3NPTF 7/16-20UNF 3.69 3/4-16 
4 5ZEF8 5ZEA5 5MMD9 
5 — 57EFO 57EAG — SIMEO 1-3/4 0.88 1.84 1/4 NPTF 1/2-20 UNF 4.69 1-14 
7 6CPZ5 — 6CPWA SCRAT 6C773 2" 0.88 2.08 1/4 NPTF 1/2-20 UNF 4.69 _1-1/4-12 
2-1/2" 0.88 2.62 1/4 NPTF 1/2-20 UNF 4.69 _1-3/8-12 
2 GCPZ6 = 6CPWS GCRA8 6CZZ4 th 125.316 3/@NPTF 5/8-18UNF 5.25. 1-1/2-12 
1%" 3" 6CPZ7 — 6CPW6 6CRAQ 6CZZ5 
4" — — 6CPW7 — 6CZZ6 . Am LB +x ; 
5 — — 6CPW8 — 6CZZ7 fy ¥ Bi EE PORT. mn 
1" 5ZEK5 5ZEG1 5ZEA8 = 6CZZ9 aa eae Oo Lo my an 
Dy 5ZEK6 5ZEG2 5ZEA9 — 6DAA0 aiasanil we 
2" 3' 5ZEK7 5ZEG3 5ZECO — 6DAA1 ingle-Acting Se aa Pie 
4" — 5ZEG4 5ZEC1 — 6DAA2 Pivot Mount KK PISTON ROD THREADS 
5 6CRC1 5ZEG5 5ZEC2 — 6DAA3 Hinnbncionti) 
a = = ae = ame (X) Additional Length 
‘nk , Bore A AA CB EE KK N1 when Single Acting 
2% 3" = = oZEC6 = oMME4 Single-Acting Pivot Mount 
4 _— _— oZEC7 = 6CPY6 5/16" 0.38 0.39 0.25 10-32 #5-40UNC 3/8-24 1.68 0.75" per 1" Stroke 
5" — — 5ZEC8 — 6CPY7 7/16" 0.5 0.74 0.31 10-32 #10-32 UNF 3/8-24 2 0.94"per 1" Stroke 
{" — — 6CPXO — 6DAA5 9/16" 0.5 0.62 0.31 10-32 #10-32 UNF 7/16-20 2 1.62"per 1" Stroke 
iy — — 6CPX1 — 6DAAG 3/4" 0.5 0.86 0.38 V/8NPTF 1/4-28 UNF 1/2-20 2.56 1.69" per 1" Stroke 
3" 3" = = 6CPX2 = 6DAA7 7/8" 0.5 0.93 0.38 1/8 NPTF 1/4-28 UNF 5/8-18 2.75 1.56" per 1" Stroke 
rm = = 6CPX3 = 6DAAS T-1716" 0.5 1.12 0.38 1/8 NPTF 5/16-24 UNF 5/8-18 2.94 1.56" per 1° Stroke 
5 — — 6CPXA — 6DAAS 1-174" 0.75 1.34 0.5 1/8 NPTF 7/16-20 UNF 3/4-16 3.78 1.81" per 1° Stroke 
1-1/2" 0.75 1.56 0.62 1/8 NPTF 7/16-20 UNF 3/4-16 3.5 1.81" per 1° Stroke 
1-3/4" 0.88 1.84 0.62 1/4 NPTF 1/2-20UNF 1-14 4.53 2.00" per 1° Stroke 
= 7 mn A> LB + STROKE 1 
Mount Item a> r | Wf <a 
Type Fits No. \ ‘ae co -fiii sp PB 
Cylinder Mounting Hardware “Acti al 
ihe", Ys" Bore 5VKW6 Sis ee meron MOUNTING NUT 
7 i 16" Bore 5VKV8 Dimension (in ) 
Foot Bracket Ys" Bore 5VKW5 Bor A AA EE KK LB N1 
1%", 1%" Bore oVKW1 Double-Acting Double End 
2' Bore OVKV5 5/16" 038 0.5 10-32 #5-40 UNC 2.19 3/8-24 
‘A6’ Bore 5VKW7 76" 05 074 10-32 #10-32 UNF 2.81 _7/16-20 
Te’, Ve 5VKW9 9/16" 0.5 0.62 10-32 #10-32 UNF 2.75 _7/16-20 
Pivot Bracket Ys" 5" 1Vs6" Bore 5BVKV9 3/4 0.5 0.86 1/8 NPTF 1/4-28 UNF = 4.03 9/8-18 
+15" Bore GVKW3 718 0.5 093 1/8NPTF 1/4-28 UNF 3.84 _5/8-18 
a OVA 5VKVG fiie 05 1.12 1/8NPTF 5/16-24UNF 4.12  5/8-18 
Fat Yee* Bore SVKWS 1-1/4" 0.75. «1.34. 1/8NPTF 7A6-20UNF 5.12 3/4-16 
ee 1/2" 0.751.506 ~~ 1/8NPTF 7A6-20UNF 4.75 3/4-16 
. 7a’, Bore oVKWO 1-3/4" 0.88 1.84 1/4NPTF  1/2-20UNF 6.25. ‘1-14 
Rod Clevis 1%e' Bore oVKW2 vl 0.88 2.08  1/4NPTF {/2-20UNF 6.06 __1-1/4-12 
1%", 1%" Bore oVKW4 2-1/2” 0.88 2.62  1/4NPTF 1/2-20 UNF 6.06 _1-3/8-12 
1%", 2" 214" Bore 5VKV7 3" 1.25 3.16 3/8NPTF 5/8-18 UNF 7.12 __1-1/2-12 
Sign in to Grainger.com® to see YOUR Pricing and MORE 293/ 
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Cylinders Details on page Al. 

% GPEEDAIRE’ Find more Air Cylinders at Grainger.com®. 
ee /// 

Double-Acting Stainless Steel Body Air Cylinders 

= Operating pressure range: 8 to 250 psi Permanently lubricated, nonrepairable cylinders are dimensionally interchangeable with a variety of manufactur- 

= Operating temp. range: 40° to 140°F ers’ cylinders. Stainless steel tube and chrome-plated carbon steel piston rod improve corrosion resistance. 

= Include magnetic piston for Piston magnet allows autoswitches to sense stroke piston. NPT ports. Additional sizes, switches, and brackets 
use with autoswitches available on Grainger.com®. 




















































































































7 i Pivot La | Sy 4 ie End | (+ | | 
— . 7| Zl Mount : 5 pene i. io Mount i {-f--—-—- + ie 
dD : D T ; a2 



















Bore ‘ Dimension (in.) Bore ‘ Dimension (in.) Bore ‘i Dimension (in.) 
Dia. (+ Stroke) B C D E Dia. (+Stroke) B C D E F Dia. (+ Stroke) B C D E 
Double-Acting Nose Mount Double-Acting Rear Pivot Mount Double-Acting Double End Mount 
AG 2.30. 0.5 10-32 “6-20 10-32 1/16 _ 2.51 0.5 10-32 //16-20_ 10-32 _(0.31 7/16 3.06" 0.5 10-32 7/16-20 _ 10-32 
“6 219° 0.5 10-32 /6-20 10-32 9/16 2.56" 0.5 10-32 7/16-20 10-32 ~——0.311 9/16 Wich 0.5 10-32 f/16-20___ 10-32 
4 2.9 0.5 Y4-28 %-18 Ya NPT 3/4 cei 0.5 1/4-28  5/8-18 1/8'NPT 0.38 3/4 4.03" 0.5 1/4-28 9/8-18 _ 1/8 NPT 
4 2.69" 0.5 Y4-28 %-18 Ys NPT 7/8 3.31 0.5  1/4-28  5/8-18 1/8°NPT 0.38 7/8 3.09 0.5 1/4-28 9/8-18 —_1/8"NPT 
1%6 Die 0.5 %16-24 %-18 Ys NPT 1-1/16 3.84" 0.5  5/16-24 5/8-18 1/8'°NPT 0.38 1-1/16 4.12" 0.5 9/16-24 —_-5/8-18 1/8 NPT 
1% Sd 0.75 “6-20 4-16 Ys NPT 1-1/4 447" 0.75 —7/16-20 —-3/4-16 = 1/8"NPT 0.5 1-1/4 487° 0.75 7/16-20 —_-3/4-16 ~~ 1/8 NPT 
1% 3.69" 0.75 /6-20 4-16 Ys NPT 1-1/2 438  0./5 //16-20 3/4-16 1/8'NPI 0.62 1-1/2 4.0" 0.75 7/16-20 ——-3/4-16 ~— 1/8 NPT 
2 4.69" 0.88 Yo-20 1%4-12 Ya NPT 2 6.06" 0.88 1/2-20 —_1-1/4-12 1/4 NPT 
DOUBLE-| DOUBLE- DOUBLE- DOUBLE-| DOUBLE- DOUBLE- DOUBLE-| DOUBLE- DOUBLE- DOUBLE- |DOUBLE- 
ACTING | ACTING ACTING ACTING | ACTING ACTING ACTING ACTING ACTING ACTING | ACTING 
NOSE | REAR PIVOT) DOUBLE END NOSE | REAR PIVOT) DOUBLE END NOSE (REAR PIVOT) DOUBLE END DOUBLE END} NOSE 
Bore Item Item Item Bore Item Item Item Bore Item Item Item Bore Item Item 
Dia. Stroke| No. No. No. Dia. Stroke| No. No. No. Dia. Stroke| No. No. No. Dia. Stroke No. No. 
Cylinders Cylinders (Cont. ) Cylinders (Cont. ) Cylinders 
Yo" | 5STGA2 5TGP6 5THD5S Yo" | 5TGC4 5TGR8 5THE/ Yo" | 5TGD6 5TGUO 5THF9 Ai 5THH1 5TGE8 
I: 5TGA3 5TGP7 5THD6 il 5TGC5 5TGRI 5THES 1" 5TGD7 51TGU1 5THGO L: 5THH2 5TGE9 
2 5TGA4 5TGP8 5THD7 2. 51TGC6 5TGTO 5 THES 2' | 51GD8 5TGU2 5THG1 Z 5THH3 5TGFO 
3 5TGADS 5TGP9 5THD8 3 51TGC7 5TGT1 5THFO 3° | STGDY 5TGU3 5THG2 3 5THH4 5TGF1 
4" 5TGA6 5TGRO 5THDS 4" 5TGC8 5TGT2 5THF1 4" 5TGEO 5TGU4 5THG3 4" 5THHS 5TGF2 
41/6" Oe 5TGA7 5TGR1 5 THEO 114" —2, 5TGC9 5TGT3 5THF2 11" —2, 5TGE1 5TGU5 5THG4 9" J 5THH6 5TGF3 
6" 5TGA8 5TGR2 5THE1 6" | 51GDO 5TGT4 5THF3 6" 5TGE2 5TGU6 5THGS 6" 5THH/ 5TGF4 
i 5TGA9 5TGR3 5THE2 7 | 5TGD1 5TGTS 5THF4 E- 5TGE3 5TGU7 5THG6 i 5THH8 5TGF5 
8 5TGCO 5TGR4 5THE3 8° | 5TGD2 5TGT6 5STHFS 3 5TGE4 5TGU8 5THG/ 3 oTHHS 5TGF6 
Sh 51TGC1 5TGRS 5THE4 9" | STGD3 5TGT/ 5THF6 g 5TGES 5TGU9 5THG8 g 5THJO 5TGF/ 
10" | 5TGC2 5TGR6 5 THES 10" | 5TGD4 5TGT8 5THF/ 10" | 5STGE6 5TGVO 5THG9 10" 5THJ1 5TGF8 
12° | 5TGC3 5TGR/ 5THE6 12° | 5TGD5 5TGT9 5THF8 12° | STGE/ 5TGV1 5THHO 12 5THJ2 5TGF9 
LB + STROKE A 
* SPEEDAIRE 
ee /// 


Repairable Round-Body 
Aluminum Air Cylinders 


= Double-acting 
= Max. operating pressure: 150 psi (10 bar) 














No. D8463 














= Operating temp. range: -10° to 165°F euSuian we aTSHiand? 
Corrosion- and abrasion-resistant hard anodized aluminum cylinders have a a Tenens ge ie a 
high-strength steel retaining ring that is easily removed for maintenance and Cylinders 
repair. Chrome-plated steel rod. Head and caps are sealed with an O-ring static arte U19, fr er 3.9, 4 D803 naa0E 
tube seal to prevent leaks. All cylinders come "switch ready”. 14° — 2-16 5" 6" 7" 8" D8464 D8497 
a 8 H-16 o 10, 1 i D8465 08498 
Dimensions (in.) ¥'-16 13, 14, 15 16.17 10 D8466 D8499 
Bore Dia. A LB EE RR JJ HH AA CB %'-16 19,200 oT 22s oe D8467 D8501 
ve % 4% % Ys Ya-16 -16 1% % 13 Tis vo 05 7 D8468 = 
11" 1% 5% V4 V6 1-14 -13 1% Vp 73 “Br a5 qr : — D8502 
2" 1% 2% V4 6 1-14 %-14 2M4 vy ys B13 5" 6" 7 8" D8469 D8503 
2V2 1% 6% x AG 1% -12 Y4-10 2°, x 1% 13 " 10" 112 D8471 D8504 
3 1% 6% % ~Ag__1%-12 4-10 3% % B13 13 14 15° 16017 10 D8472 D8505 
4 1% 816 % % 17-12 1-14 4% YA B'-13 190° 20" oT oe ose D8473 D8506 
Mount Item 11 1" 7.5" "95" 3" 35 Q D8474 — 
Type Fits No. 11 cary — D8507 
Cylinder Mounting Hardware 9" ¥- 11 2,0,f,0 D84/5 D8508 
1%" Bore 5VNY2 11 Si. i D8476 D8509 
Sinie Blackest TV, "Bore 5VNY3 MA"-TI 13" 14" 15" 16" 17" 18" D8477 D8511 
25 3" Bore 5VNY4 M-TH 10. D0 oT oo oy Oe D8478 D8512 
4" Bore 5VNY5 Ir"-40 T ib o 05 0.00 fF D8479 — 
VA. Boy SUNXO WA ona neast | —DBS14 
> 2" Bore 5 : Ag 5 6" 7" 4 514 
Cylinder Mounting Nut 2% 3" Bore BVNX1 242 “7940 9" 40" Tt 12" D8482 D8515 
4" Bore 5VNX2 I-40 13, 14 15. 16.1710" D8483 D8516 
1%" Bore ae sla ie 20" et 22 ay eis D544 D8517 
TV, 2" Bore 5 Ag 5 5 5" 485 — 
Flange Bracket 2% 3" Bore BVNXQ I-10 7 35a = D8518 
4" Bore 5VNYO 3" I-40 56" 7" 8 08486 D8519 
TV" Bore 5VNX3 I-40 10 1 08487 D8521 
Foot Bracket TV, 2" Bore 5VNX4 Is"-10 13" 14. 15°. 16.17, 10 D8488 D8522 
2, 3" Bore 5VNX5 I-40 19" 20" 21" 29" 93" 94" D8489 D8523 
4" Bore 5VNX6 T-14 Tip 2 05 3.05 D8491 — 
1%" Bore 5VNY1 T"-14 ooo — D8524 
1%" Bore 5VNW5 4" 1-14 5 6" 7" 8 D8492 D8525 
Rod Clevis 9" Bore 5VNWG6 1-14 O10 ir D8493 D8526 
9% and 3" Bore 5VNW7 {14 1314" 15°. to. 1710" D8494 D8527 
4" Bore 5VNW8 T-14 19" 20" 21" 29" 93" D4" D8495 D8528 
2538 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the i. Find Solutions. Find Great Prices. Cylinders 
* SPEEDAIRE 
ee // 
NFPA Square-Head Tie Rod Aluminum Cylinders 
= Max. operating pressure: 150 psi (34" and Switch-ready magnetic piston cylinders have a replaceable rod gland and fully adjustable cushion to allow a 
11%" bores), 250 psi (112" to 6" bores) full range of NFPA MS4 interchangeable mounting configurations. 4 internal-threaded sleeve nuts recessed 
= Temp. range: -20° to 200°F in the head and 4 tapped holes in the cap permit direct mounting. 34" and 14%" bores are noncushioned and 
= Include magnetic piston (except %4" and nonmagnetic. Additional NFPA cylinders available on Grainger.com®. 
a ; hie 
14" bore dia. have non-magnetic piston) Bore > CHOOSE: Hain 
Ra TSE d, Non-Magneti Piston a 
PILOT DIA. RM CC_(ROD DIA. MME E NPT(?) EA TY OF OVS 3" SU OAS BBY D811 
D+FLATS .THDS. = —>|P/- 6" 614", 7", 7%", BY, BY" 9" O14" D8112 
ys! 10" 10%", 11", 114", 12", 1214", 13°, 13%" 14" 14%" D8113 
15" 1514", 16" 1612" 17", 1714", 18", 1814", 19", 197%" D8114 
20" 20%" 21", 21%" D8115 
BT TA 2 2%" 3" 3 4 4 oT 5" D8116 
6" 64", 7" 7" BT BYE" O OV" D8117 


10" 10%", 11", 114", 12", 1214", 13°, 13%" 14" 14%" D8118 
14" 15" 1514" 16" 1614" 17", 1714", 18", 1814", 19", 197%" D8119 
20", 2012" 24" 212" 22" 20%" 23" 9300" 24" D4 Ve" 25" 2512" DB121 


(3) DB HOLES WITH 26", 26%", 27", 27%", 28", 2812", 29", 29%" 30°, 30%" 8122 





——LB + STROKE 


TB BORE FOR 31" 315", 32" 321%" 33" 3314" 34" 3415" 35" 35%" 36"  D8123 

SOCKETHEAD CAPSCREWS (ZB _ + STROKE Non-Cushioned, Magnetic Piston = 
3 an : 1%" He 1" 115" 0" DY" 3" 3 A A BY 5" D8124 
7a to 1%" Bore Dia. vi HB" 1" 1" 2" D1" 3" 3" 4" 4%" 5" 51" D8132 
2 V5" "1" 1" 2" DV" 3" 30" 4" 4%" 5" 51" D8139 
3V;" HT 1H Ot OV BT 3Ve" A" AV" oT 5" D8147 
q" OT TA DO 3 a A Be D8155 
Dimension (in.) 6" Hr TT OT DV" 3" Bi" A" AY" OT bY" 6" D8162 

Bore Adjustable Cushion, Magnetic Piston 

Dia. A C oD E GH J K PCC. DB DN EE LB MM RM SD_ Z 6" 6" 7" 7%" 8 BI" O" OV" D8125 
%, to 1%" Bore Diameter 10", 10%" 11", 114", 12", 12%", 13", 1314" 14" 147%" D8126 


Y4 % YM YM 1 4 Ye *%& % Ye Y-28 ‘Ya % YW 2% Ye 0.062 1's 2% 49" 15" 15%" 16" 1616" 17" 17%", 18" 18%" 19" 1972" D8127 
1% *%*% %“% %Yik ”~A * * 4B Ve *-24 Ya 1 % 2% % O75 1% 2% 220", 20" D1" 21" DO" DOV" D3" D305" DA" DAV" D5" 255" DB128 
26", 26 V2" 27" 27a" 28" 28%" 29" 2912" 30" 3012" D8129 

31" 31" a a 33" 3314", 34" 34%" 35" 3514" 36" D8131 





"7" 73", 8" BV" OT OV" D8133 
10" 10%" 11", 11" 12", 1214", 13", 13%" 14" 14" 8134 
ree i 5 15" 1515" 16" 1616" 17" 17%", 18" 18%" 19", 1972" D8135 


Both Ends 


20", 20V2" 24", 21 V2" 20" 29%" 23" 9300" D4" DAi2" 95" 2515" DB136 
20,202, 2/2/72, 28,282, 29, 29%, 30, 3Ue D8137 

31", 3114", 32", 3214", 33" 3314" 34" 34%" 35" 3515" 36" 8138 

6" 6" 7", 7" BBY" OT OV" D8141 

10" 10%", 11", 114", 12", 1214", 13°, 134", 14" 14" D8142 

! 15" 15%" 16" 160%", 17", 17%", 18" 1814", 19" 1912" D8143 
20", 2012" 24", 21%" 22" 22%" 23" 2314" 24" die" 95" 2515" DB144 
26" 26%" 27", 27%" 28" 28%" 29" 2912" 30" 3012" D8145 

31", 3114", 32", 3214", 33" 3314", 34" 34%" 35" 3515" 36" 8146 

6" 6" 7", 7" BT BYE" O" OV" D8148 

10" 10%", 11", 114", 12", 1214", 13°, 13%", 14" 14" D8149 

314" 19), 192,16, 16/2, 1/172, 16, 10%, 19, 19 D8151 
20°, 202", 21°, 21%), 22°, 22%", 23", 23%), 24, 242), 25", 252" D8192 














J 7 
SN +Stroke——- 
|+_____ZB +Stroke 








' ‘ ; 36" D6V3" 27" D7 1B" 08" DB Vs" 29° D914" 30" 307%" DB153 

eaters Bore He: 34" 31 Vs" 90" DV" 93" 33V0" 94" 34V" 95" 35V" 30" DB1D4 

6" Bie 7 75" Bis O" OF! D8156 

(0 GW b/s PS YA A G8240 

Dimension (in.) : 1B 1515" 16" 161s T7176" 18" 18 19" 19% DB157 

Bore D0" DOV OT" DT WY 09" DOV" 73" D31B Da" DAR" 95" 5M" D158 
Dia. A C E J G PDD EE KK MM NT RE SN IN. VE. XT. ZB 36° D613 27" 071" 08" D8)" 29° D914" 30" 30%" 8159 
1% to 6" Bore Diameter ol 31" cpl 301" 33. 3370" 34" 341," 35" 351" 36" D8161 
1% 075 0375 2 1 15 234 %-08 VNPT %-20 0.605 4-20 1.498 225 0.625 0.625 1.938 4.625 6 Gist 7" Ti BB OF Ots! D8163 
7075 0375 25 1 15 88d Mes 24 VANPT V2- 20 0625 Ve- 18 1.838 25 0.875 065 1.038 4605 TURUT URED LEER CORTSCOREORESCRCORE UCU Te 
2% 0.75 0375 3 1 1.5 2.47 %e-24 NPT %-20 0.605 %e-16 2.192 2.375 1.25 0605 1.938 475 1B 5 16" AOU TT 17 v8" 18" 815" 19" 19" DB 165 
30 1.195 05 375125 1.75 260 e200 NPT M16” 1 2132087 262515 0875 2438 5.625 D0" DOV OT" OT VB 20" DIV" 73" DTA Da Odi" 95" 5S" D166 
1 T195705 45 125-175 269 Vis2 20 YNPT W216 113 3562 2.625 2.063 0875 2438 5 625 36" D6Vs 27" 071" D8" DB YS" 29" D018" 30" 307%" 8167 
61625 0.625 65 15 2 34125 220 NPT 1-14-1375 210-4879 3125 3.25” 1 B13 6625 aq" 37" 30" B05" 99" 33V" 34" 3415" 35" 3515" 36" DB168 
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Rear Cast-lron Clevis eee te |" Lhew Mounting Hardware for 
Mounting Kit ee NFPA Square-Head Tie-Rod 
jOWp-CB Wr Aluminum Cylinders 








Bore Dimensions (in.) Item 
---|— Dia.(in.) _CB CD CW FL L M No. 
-4 cD Cast-Iron Clevis Mounting Kits 

[ 1% 4 2 Y 1% Va % 6X471 
a 2 74 % % 1% % %  6X473 
, 4 ap 4 2 Y 1% Va % 6X475 
3% 1% a % 1% 1% % 6X479 
: 4 1% Sa % 1% 1% % 6X481 
H 6 1% 1 7 2% 1% 1% 1A017 

Cast-Iron } | 4 B Di : ; it 
Rod Clevis ore imensions (in.) em 





eins CH Dia.(in.) CB CD CE CH CW ER KK L_ No. 
ACROSS Cast-Iron Rod Clevis 


1%=2%2 V4 We AY 1 Yo a2 20% _—*6X476 








HEX FLATS 3y,-4 1h, He O14 GXABO 
6 1% 1 3% 1k 1 1-14 1% 1A018 
Thread Overall Overall Max. Operating Item 
Size (in.) Length (in.) Dia. (in.) Force (Ib.) No. 
Self-Aligning Couplers 
aa Yo-20 274 1% 14,000 1A313 
Self-Aligning Coupler Ys-16 3%6 1% 34,000 {A314 
1-14 AN 2” 37,000 1A315 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2539 


PNEUMATICS Scan. Order. Done. 
Cylinders Details on page Al. 














rye P +Stroke 
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NFPA Square-Head Tie Rod 
Steel Cylinders 


= Max. operating pressure: 250 psi 
= Temp. range: -20° to 200°F 


. . J 
These cylinders offer full range of NFPA inter- RE—-| | NT ma "7 - SN +Stroke——-| 
E Sq—— ND Depth = +Stroke 























changeable mounting configurations. Cushioned [IE 
cylinders have a fully adjustable cushion. 


Dimension (in.) 
Bore Dia. A C E G J P Y DD EE KK MM NT RE SN TN VF XT ZB 
1% 0.750 0.375 2.000 1.500 1.000 2.340 1.875 V4-28 YaNPT = %-20 0.625 Y4-20 1.428 2.2900 0.625 0625 1.938 4.625 
2 0750 0.375 2.900 1.500 1.000 2.340 1.875 /6-24 Y4NPT = _%-20 0.625 “e-18 1.838 2.200 0.875 0625 1.938 4625 
2% 0.750 0.375 3.000 1.500 1.000 2.470 1.875 /16-24 YaNPT —_%-20 0.625 ¥e-16 2.192 2.375 1.250 0.625 1.938 4.750 
3% 1.125 0.500 3.750 1.750 1.250 2.690 2.438 /6-20 YeNPT 4-16 1.000 Y-13 2.937" 2625 1.500 0.875 2438 5.625 
4 1.125 0.500 4.500 1.750 1.250 2.690 2.438 /6-20 YeNPT 4-16 1.000 Yo-13  3.562* 2.625 2.063 0.875 2.438 5.625 
6 1.625 0.625 6.500 2.000 1.500 3.129 2.813 Vo-20 Yo NPT 1-14 1.375 4-10 4.879 3.125 3.250 1.000 2.813 6.625 


Bore > CHOOSE: Item Bore > CHOOSE: Item 
Dia. Stroke No. Dia. Stroke No. 
Non-Cushioned 6", 6%", 7", 72", 8", BY", 9", 9" D8194 
1¥," TA. 2, 24'.3 3%, 44" 5 5%. 6 D8169 10", 10%", 11", 11%", 12", 12%", 13", 13%", 14", 14%" D8195 
2" Yo" 1°, 1%", 2", 24%", 3°, 34", 4" 44" 5°, 5", 6" D8177 3 yj" 15", 15%", 16", 16%", 17", 17%", 18", 18%", 19", 19%" D8196 
22" 1", 14',2',24',3,07,4,44, 5, 5%, 6’ D8185 20", 20%", 21", 212", 22", 22 V2" 23", 23V2" 24" 24V2" 25" 25V0" D8197 
3M" Yo" 1 V2" 2", 22" 3" 34", 4" Aye" 5" 5" 6" D8193 26", 26%", 27", 272", 28", 282", 29", 292" 30", 301%" D8198 
4" Yo" 1 V2" 2", 22" 3", BY", 4" Aye" 5" 5" 6" D8201 Ol .01 2, 2 02/2 00 , 00 404.042 00,0072 00° D8199 
Adjustable Cushion 6", 6%", 7", 7V2", 8", BY", 9", 9A" D8202 
6", 6%", 7", 72", 8", BY", 9" OY" D8171 10", 10%", 11", 11%", 12", 12%", 13", 13%", 14", 14%" D8203 
10", 10%", 11", 11%", 12", 12%" 13", 13%", 14", 14%" D8172 4" 15", 15%", 16", 16%", 17", 17%", 18", 18%", 19", 19%" D8204 
15" 15", 15%", 16", 16%", 17", 17%", 18", 18%", 19", 19%" D8173 20°, 2010", 21", 2110", 22", D2" 3. 208", 24", 2A" 25", 25%" D8205 
20°, 201%", 21", 2112", 22", 224", 23", 234", 24", 2414", 25', 2510" D8174 26", 26%", 27", 27V2", 28", 282", 29", 292", 30", 301%" D8206 
26", 26%", 27", 272", 28", 282", 29", 29", 30", 301%" D8175 O1 01, d2 022, 00,007, 04,047 ,00,007,00. D8207 
31", 31%", 32", 32%", 33", 33%", 34", 34%", 35", 35%", 36" D8176 Yo" 1V2" 2" 2V2" 3", 3M" 4" 4" 5" bY" D8208 
62", 7", 72", 8" BY", 9", OV" 10" D8178 6", 6%", 7", 72", 8", BY", 9", 9" D8209 
10%", 11", 11%", 12", 12%", 13", 13%", 14", 141%" D8179 10°, 101%", 11°, 1114", 12", 12%", 13°, 13%", 14°, 1474" D8211 
9" 15", 15%", 16", 16%", 17", 17%", 18", 18%", 19", 19%" D8181 6" 15", 15%", 16", 16%", 17", 17%", 18", 18%", 19", 19%" D8212 
20°, 20%", 21", 2112", 22", 224", 23", 234", 24", 2414", 25", 2514" D8182 20°, 20", 21°, 21,22, 22,20, 20, 24, 24,259,207) D8213 
26", 26%", 27", 27V2", 28", 282", 29", 292", 30", 301%" D8183 26", 26%", 27", 27V2", 28", 282", 29", 292", 30", 301%" D8214 
31 ol, de, 022, 00,007, 04,047, 0, 00, oo D8184 31", 31%", 32", 32%", 33", 33%", 34", 34%", 35", 35%", 36" D8215 
6, 6'.7,174.0,04%,9.9% D8186 * Does not meet NFPA mounting dimensions. 
10°, 10%", 11°, 114", 12", 12%", 13°, 13%", 14", 147%" D8187 
51" 15", 15%", 16", 16%", 17", 17%", 18", 18%", 19", 19%" D8188 
20", 2072", 21", 2142" 22", 22%" 23", 23%" 24" 24V2" 25" 25%" D8189 
26", 26%", 27", 272", 28", 282", 29", 292", 30", 301%" D8191 
Ol 01%, 32.02%. 30,0072, 04, 04%, 00, a0, a0 D8192 
% GPEEDAIRE 
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KK PISTON ROD THREADS 


NFPA Extruded Aluminum 
Air Cylinders 


= Max. operating pressure: 250 psi 

= Operating temp. range: -10° to 165°F 

= Switch ready 

= Cushions: standard and adjustable at both 





EE PORTS 


















































XT SN + STROKE-! 
NT THREAD, TK DEEP 











ends on 7" and larger stroke lengths Dimension (in.) 
ne Mure NETS sear Oona ene aNOws ania 1 iin 2 700 2 ar 1 a 7 0 Ge an mE mE ea ae 
. 1 " . 2 : A : F 8 2 : 4= P : ; ; 
interchangeability with other NFPA-style cylinders of 2 400025002313 1840. %~~ 1-20 «4:25 He-18 043808752250 1:938 
either tie-rod or extruded construction. Advantages A 1.000 3.000 2375 2.190 ¥p %-20 4750 %16 0625 1.250 2.375 1.938 
include clean appearance and fewer Spaces for dirt 34" 1.375 3.750 2.625 2.(60 7) Y4-16 5.625 Y-13 0.750 1.500 2.625 2.438 
anddebriz icollect 4" 1.375 4500 2625 3.320 Vv Ww-16 5.625 4-13 0750 2.063 2.625 2.438 
5" 1.375 5.500 2875 4.100 Vv, Ww-16 5.875 %-11 0.938 2688 2.875 2.438 
Bore > CHOOSE: Item Bore > CHOOSE: Item 
Dia. Stroke No. Dia. Stroke No. 
Cylinders Do" OV" 3" 3y" 4" Ay" D8553 
1" 1%", 2" 21" 3" 31" 4" Ay" D8529 5 5%" 6 64 7 7" BY BY" D8554 
1%" 5 5%" 6 64" 7 7" 8B" Bis" D8531 9" 944" 1014" 11", 114" 12" 1274" D8555 
9" 9%" 10", 10%", 11", 11%", 12", 1374" D8532 5" 13", 13%" 14", 1414" 15" 15%" 16" 1614", 17", 171%", 18", 18%" D8556 
1" 1" 2" 2" 3" 3" 4" Ay" D8533 19", 19%" 20" 2014" 21" 217%" D8557 
2 5 5%" 6 64 7" 7" 8B" BY" D8534 22° 2219 23°, 230, 2A" D8558 
9" 9%" 10" 10%", 11", 11%", 12", 1277" D8535 30", 36" D8559 
1" 14" 2" 2" 3" 3Y" 4" Ay" D8536 
21" 5 5%" 6 64 7 7" 8" BY" D8537 Item Item 
9", 9%", 10", 10%", 11", 11%", 12", 12/2" D8538 Mount Type Fits No. Mount Type Fits No. 
2" 22", 3', 3", 4 4" D8539 Cylinder Mounting Hardware Rod Cievis 1%", 2", 22" —36NK65 
5 5%" 6 64 7, 7", BY BY" D8541 1%" 36NK59 34" 4" 5" 5VLX7 
3yj 9" 9%" 10" 10%", 11", 11%", 12", 1277" D8542 z 36NK60 ~~“ Wall Mount 1%" 2" 9%" *BVLY1 
13", 13%" 14" 1414" 15" 15%" 16" 16%" 17", 171%", 18", 18%" D8543 Rear Detachable 21," 36NK61 Clevis Bracket 34", 4" 5VLY3 
19", 1914" 20", 29" 24" D8544 Clevis 31," 36NK62 ~~ Wall Mount 1%", 2" 01%" “ BVLY2 
30", 36" D8545 4" 36NK63 _Eye Bracket 3%" 4" Bore  5WLY5 
Do” DV" 3" 3Y" 4" Ay" D8546 5" 36NK64 
5 5%" 6 64 7, 7", BY BY" D8547 1%" 5VLX8 
4" 9" 9%" 10" 10%", 11", 11%", 12" 1274" D8548 Beccnaulk ey 5VLX9 
13", 13%" 14", 1414" 15" 15%" 16", 1614", 17", 1714", 18", 18%" D8549 Flange Bracket DV," 5VLYO 
19" 19%" 20" 2014" 21" 211%" 29" 9914" 93" 9314" 24" D8551 3%" 5VLY6 
30", 36" D8552 4" 5VLY7 
2540 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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NFPA Square-Head 
Twin-Rod Air Cylinders 


= Bottom-tapped (MS4) mounting holes, standard 
= Max. operating pressure: 250 psi, 

except 1%" bore are 150 psi 
= Temp. range: -20° to 200°F 
Permanently lubricated, heavy-duty, double-acting air cylin- 
ders for applications requiring guided movement when it is 
critical that the piston rod not rotate. 2 piston rods prevent 
rods from twisting and turning off the axis, for reliable, 
repeatable linear motion with no need for external guides. 
Cylinder bearing wear is also minimized by the nonrotating 
twin-rod design. High-tensile strength aluminum cylinders ae 
have chrome-plated polished steel piston rods, high- 
strength steel tie rods, cast-iron rod bearings, and U-cup 
piston cylinders. 






























































SN + Stroke 














L3 + Stroke 














ZB + Stroke 





Noncushioned 
No. D8314 








Standard 





Dimensions (in.) 

Bore A AC B2 BF BP C D EE G J LB LL MM NT P P1 SN TK TN XT Y ZB 
14-0625 — 1.0 0.0 0.313 1.063 0.8/9 0.627 “% 0.8/5 0620 2250 V4-28 0.312 10-32 1.469 0.241 13 0.25 0.5 2 2.031. = 3.19 
1%. 645 . 1.819) “Ob2o. Ooto Pao. Téa. 0.75 2) 1,9 1 3.620  %6-24 0.3/0 VYe20 2.12) 0.303 2.25 U.3/5 U.620 2.812 2.8/9 9.5 

Z WD 1.0) Ube U.beo - V2o eo: W024 1.) 1 3.620  %e-24 0.625 %6-18 2.125 0.48 2.25 0.375 0.8/5 2812 2.8/5 5.5 

2¥2 Ufo 2120 Ufo  UB2Z0 1.5 1.3/9 1.998 4 13 1 3/0 24 U62)  ¥e-16 2.20 — 0.630 2 3/o 0620120 3,063 3.120 9.0/5 





34% 1.25 2.375 1 1 1.20. 1.125 2 ¥1./5 1.25 425 %-20 1 1/2/13 2.625 0.845 2625 0625 15 3.437 3.437 6.625 
Non-Rotating, Non-Rotating, Bore Item 
Switch Ready Not Switch Ready Item Dia. (in.) No. 
Bore > CHOOSE: Item Item Mounting Brackets 
Dia. Stroke No. No. 1% 1A443 
Noncushioned 1% 6X470 
41%" 1,2,9,4,0. D8346 D8314 Rear Flange Mounting Kit a 62061 
: 6" 7" is ov a0) D8349 D8317 2”) 6ZC62 
Adjustable Cushion 3% 5YCH9 
a D8351 — 1% 6ZC60 
1%" 2a a — D8318 1% 1A254 
6,/,0,9, 10° D8352 D8319 Side Lug Mounting Kit 2 1A255 
23,40) D8355 D8323 2% 1A256 
= bet  oe8 10 — D8324 3/4 1A257 
iP AP D835/ _— Item 
ra ee om nosey Heed For Use With No. 
WA 6", 7, 8, 9", 10 D8362 D8329 Repair Kit 
: Wf 1314., 15" D8363 D8331 Spalinis 
1.17, to. 19", 0" D8366 _ 5VEA7 to 5VEA9, 5VECO to 5VEC3, 5YAY9 to 5YAZ8 5YCJ0 
D3" A" 5 D8367 D8335 5VEC4 to 5VEC7, 5YAZ9 to 5YCA7 5YCJ1 
46,7,8,9 D8371 D8338 5VEC8 to 5VED6, 5YCA8 to 5YCAY, 5YCCO to 5YCDO 5YCJ2 
31/4" Teele, oy 14, lo D8372 D8339 5VED7 to 5VEF1, 5YCD1 to 5YCE9 5YCJ3 
16.1710, 13 20" D8373 D8341 5VEF2 to 5VEJ0, 5YCGO to 5YCH8 5YCJ4 
OT oe eeu 24" D8376 D8344 
20: 26" 27" 28" 29", 30° D8377 D8345 
F DESTACO 
Hold-Down Pneumatic Clamps destaco 


For use in welding, woodworking (cutting and gluing), drilling, tapping, reaming, and assembly appli- 
cations. Can be used on automated systems. Toggle-action clamps remain in locked position if air Mh 
pressure Is accidentally lost or hoses are disconnected. Most models are sensor-ready with provisions ia sexes Cry ia. Se 
for mounting sensors (usually grooves) included. Enclosed clamps are designed for dirty environments + 

where contamination can be a problem. For mechanical hold-down clamps, see pages 2319 and 2320. 








Holding Base Max. = | 

Cap. Mounting Mfr. Item Holding Input Air Base i 
(in. Ibs.) Arm Centers Model No. Cap. Pressure Mounting Mfr. Item Cine ' 
Toggle-Action Mini Power Clamps (Ib.) (psi) Centers (in.) Model No. w 

177 90° 15x9mm_ 81L12-14100 3CXG3 Hold-Down Clamps 

221 120° 15x9mm_ 81L12-10100 3CXG2 100 80 0.94x0.63 812-U 3CXJ1 

304 90° 20x12mm 81L16-14100 3CXG5 200 80 1.06 x 0.50 802-U 3CXH/ 

931 120° 20x12mm 81L16-10100 3CXG4 ne 80 1.25x0./5 80/-U 3CXH8 

708 90° 20x15mm_ 81L20-14100 3CXG7 600 80 1./8X1.25 810-U 3CXH9 

708 90° 20x15mm_ 81L25-14100 3CXG9 Hold-Down, Enclosed 

885 120° 20x15mm 81L20-10100 3CXG6 390 145 1.50x0.79 8021 3CXJ2 

885 120° 20x 15mm 81L25-10100 3CXG8 sie kt ag 1.56 xX 1.97 8071 3CXJ3 

; raight Line Clamps 

Sta: . Mining Mitr ie 600 80  1.31x1.44 803 3CXJ5 

(in. Ibs.) Centers Model No. 2000 145 = 1.63x 1.38 830 3CXJ7 a 


Toggle-Action Power Clamps . 
660 29X18mm _ _—_82L2G-2030000 3CXH1 ————— _—— = 
660 209xX18mm_ _ 82L2G-203B800 3CXH2 * , 
1596 20x 20mm _ _82L3G-2030000 3CXH3 * —_— 
1596 20x 20mm _ _82L3G-203B800 3CXH4 * — a . 

3360 20xX20mm _82L4G-2030000 3CXH5 
3360 20X 20mm _ _ 82L4G-203B800 3CXH6 * 


* With sensor. 








No. 3CXJ5 





% GPEFDAIRE ‘ For a Full Selection of Speedaire® Specialty Cylinders, 
Grippers, and Actuators, see Grainger.com® 
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PNEUMATICS 
Pneumatic Valves 


Scan. Order. Done. 
Details on page A1. 
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Je ee) /// 


ISO Solenoid 
Coil Connectors 


Note: For additional ISO Valves, go to 
Grainger.com® and search under "ISO Valves." 





Item 
Voltage * For Use With 1 a Py 
mm Solenoid Col 
120VAC/24VDC_ 30mm Solenoid Coil 3FFZ6 
With LED Indicating Light 
OAVDC 22mm Solenoid Coil 3FFZ1 
30mm Solenoid Coil 3FFZ7 
420VAC 22mm Solenoid Coil 3FFZ2 
30mm Solenoid Coil 3FFZ8 





No. 3JCP5 





NUMATICS 


L Series and PA55 Pilot and 
Manual Air Control Valves 


= Max. operating pressure: 150 psi 


No. 3JCU1 


Pilot—High flow 4-way valves are 
for use in any control circuit where 
air pilot signals are available. Require 
no electrical power to drive the valve, 
making them suitable for use in 
hazardous locations. 


Port Actuator/ No. of L Mfr. 
Size (in.) Return Valve Type Cv_ Positions (in.) Model 
Base Mounted Pilot 
__ Pilot/Pilot — 9.90 2 8%6 594JJ4000000000 
Pilot/Spring — 5.90 8%6 594JA4000000000 
Body Ported Pilot 
y Pilot/Pilot — 1.00 2 3% _L12PP4520000000 
Pilot/Spring — 1.00 Z 3%6 L12PA4520000000 
Pilot/Pilot — 1.70 2 3% _ L23PP4520000000 
Pilot/Pilot_ Open Center 1.7/0 3 3% _L23PP5520000000 
¥ Pilot/Pilot__Closed Center 1.70 3 3% _L23PP6520000000 
Pilot/Spring — 1.70 2 3% _L23PA4520000000 
Pilot/Spring — 1.70 2 A%6 L23JA4520000000 
Port No. of Center Mfr. 
Size (in.) _ Positions Position Actuator/Return Model 
Manual 4-Way 
— Lever/Spring L23LA4520000000 
— Lever with Detent L23LD4520000000 
¥5 NPT 3 Open Lever/Spring L23LA5520000000 
3 Closed Lever/Spring L23LA6520000000 
3 Open Lever with Detent L23LD5520000000 
3 Closed Lever with Detent L23LD6520000000 
NnUMATICS 


LO1 Series Solenoid 


Valves and Manifolds 


= In-line body ported 
= 0.2 Cv 
= Max. operating pressure: 150 psi 





Manual—Lever-operated valves 
provide high flow; balanced spool- 
and-sleeve design provides easy 
operation, regardless of system pres- 
sure. Valves operate with lubricated or 
nonlubricated compressed air and are 
easily plumbed into the system. 


Item 
No. 


3JCC7 
3JCC6 


3JCP6 
3JCP9 
3JCU7 
3JCU9 
3JCV1 
3JCU6 
3JCU8 


Item 
No. 


3JCT9 
3JCU1 
3JCU2 
3JCU3 
3JCU4 
3JCUS 





Ye" NPT port, except manifolds have %" NPT supply No. 3JCL3 
and exhaust ports. Electrical connector included. 
Mfr. Item 
Description Voltage Model No. 
Single Solenoid Valves, Solenoid/Spring Actuator 7A / Return “HYSRESDUBOTIO SICKER 
a Wiay,.2-FOsmon AVC LOTSA4594060761 —SICL3 
4-Way, 2-Position, Speed Contr 3avDC——LotSaaera0eoTat ——3/¢Ls 
Double Solenoid Valves, Solenoid/Solenoid Acthator / Return nHYSSUBODUEOTIO ack 
aay erosion S4VDC L01SS4594060161  3JCL4 
(Way2-osion Spee onal RAE TOSS 
No. of Mfr. Item Mfr. Item 
Stations Model No. Description Model No. 
Manifold Assembly, Includes Manifold Accessories 
Valve Mounting Hardware Manifold Mounting Kit 239-582 3JDES 
2 241-148 3JDE8 Blank Station Plate Kit 239-583 3JDE7 
4 241-150 3JDE9 Speed Control Kit 239-581 3JDE6 
6 241-151 3JDF1 
8 241-152 3JDF2 
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Manual Air Control Valves 


= Max. operating pressure: 150 psi 

Rugged, aluminum and cast-iron bodies. Rotary 
lever valves are high-flow, lubricated, and 
3-position operation. 





CLOSED OPEN 
CENTER CENTER 
Pipe Item Item 
Size Connection Cv No. No. No. 32XC11 
Vy" NPT 2.5 32XC10 32XC013 
¥g" NPT 3.0 32XC11 32XC14 
Y" NPT 6.2 32XC12 32XC015 
nuUMAaTICS 


L1 Series Solenoid 


Valves and Manifolds 

= In-line body ported 

= 1.0 Cv, except Nos. 29NV07 
and 29NV08 are 0.5 Cv 

= Max. operating pressure: 150 psi, except 
Nos. 29NV07 and 29NV08 are 100 psi 

= 4" NPT port 








= Electrical connector included No. 3JCN2 
= Manifolds include mounting kits 
Mfr. Item 
Description Voltage Model No. 
Single Solenoid Valves, Solenoid Air Pilot/Spring Actuator / Return 
120VAC L12BA4520060T30 3JCN2 
4-Way, 2-Position 24VDC L12BA452B060161 3JCN6 
240VAC L12BA4520060140 3JCP1 
Hoh Speed : Soleno/d/Spring Actuator / Return 
-Way, 2-Position with Flus 2 
Non-Locking Override 24VDC 92280-2 29NV08 
4-Way, 2-Position, without Override 24VDC 92280-1 29NV07 
Double Solenoid Valves, Solenoid Air Pilot/Solenoid Air Pilot Actuator / Return 
20VA L12BB4520060T30 3JCN3 
4-Way, 2-Position 24VDC L12BB452B060161 3JCN7 
*20VAC——L12B86520060730 SCN 
‘gs 120VA 5 5 
4-Way, 3-Position, Closed Center 24VDC L{2BB652B060161 3JCN9 
120VAC L12BB5520060T30 3JCN4 
4-Way, 3-Position, Open Center 24VDC L12BB552B060161 3JCN8 
240VAC L12BB55200601T40 3JCP3 
No. of Mfr. Item Mfr. Item 
Stations _ Model No. Description Model No. 
Manifold Assembly Accessories 
2 206-1749 are prank station rate Kit 239-288 3JCP8 
3 206-1750 able, For High- 
4 206-1751 sucR2 Speed Valves 721 NDO306FBNO000000 29NV09 
-1/5 able, For High-Spee 
8 006-1755. 3JCR4._Valves, 180°L NDOSTSFENOO00000 Z9NV10 
10 206-1/5/ —3JCR5 Manifold Mounting Kit 239-311 3JCP7 
nUMAaTICS No. 29NUBO 


L1 and L2 Series 
Hazardous Location Valves 


= Max. operating pressure: 150 psi 


Valves are explosionproof and intrinsically safe for use in hazardous locations. 
Feature spool and floating sleeve design that can last millions of cycles. 


Additional sizes available on Grainger.com®. 


Pipe Mfr. Item 
Description Size Cv Voltage Model No. 
Solenoid Air Pilot/Spring 
Ve 1 120VAC —_L11XA4520P00030 29NU66 
Yq" 1 120VAC —_L12XA4520P00030 29NU68 
YA" 1 24VDC L12XA452BP00061 29NU69 
4-Way, 2-Position Ya" a 24VDC L22XA452BP00061 29NU71 
Yq" 1.7 120VAC ——L22XA4520P00030 29NU70 
7g" 1./ 24VDC L23XA452BP00061 29NU73 
, 7g" 1.7 120VAC —_—L23XA4520P00030 29NU72 
4-Way, 3-Position, Closed 14" 

Ganiar Posilich Vg 1 24VDC L121A452BP00061 29NU79 
Ss veRERPiEeai ia V. 1 24VDC L12XX452BP00061 29NU80 
4-Way, 2-Position, Detented | —ar——+ 7 90VAC__ L23XX4520P00030 29NU93 
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PNEUMATICS 
Pneumatic Valves 


Port Configurations—Directional Control Valves 


Cyl. 4 


2 Cyl. Cyl. 4 2 Cyl. Cyl.4 2 Cyl. 


Exh i Sexi 


Inlet 


4-WAY 3-POSITION 
CLOSED CENTER 


3 Exh. Exh. 5 


Exh. 5 ! Sexier 


Inlet 1 Sex: 


3-WAY 2-POSITION 
NORMALLY NON-PASSING 


Inlet 3 1 Exh 
3-WAY 2-POSITION 


1 
Inlet 
4-WAY 3-POSITION 
OPEN CENTER 


Inlet 
4-WAY 
2-POSITION (5 PORTED) 






No. 3JCV9 


No. 3JCT4 


nUMAaTICS 


L2 Series Solenoid 
Valves and Manifolds 


= In-line body ported = Electrical connector 

= 1.7 Cv included 

= Max. operating = Manifolds include 
pressure: 150 psi mounting kits 

= ¥4" NPT port 


Mfr. Item 
Description Voltage Model No. 
Single Solenoid Valves, Solenoid Air Pilot/ 
Spring Actuator / Return 
120VAC L23BA4520060T30 3JCR6 
4-Way, 2-Position 24VDC L23BA452B060161  3JCT1 
240VAC L23BA4520060140 3JCT5 
Double Solenoid Valves, Solenoid Air Pilot/ 
Solenoid Air Pilot Actuator / Return 
120VAC L23BB4520060T30 3JCR7 
4-Way, 2-Position 24VDC L23BB452B060161  3JCT2 
FSOVAG LOSBBEEDOD8OTSO SIERO 
Cin angeit'Om —24VDC —L23BB652B060T61 _ 3JCTA 
FDOVAG— LOSBBESDODG0TSO—-SICRB 
Cae ae position. ~“S4vDC — [23BB552B060T61 _ 3JCT3 
p 240VAC L23BB5520060140 3JCT7 
Mfr. Item 
No. of Stations Model No. 
Manifold Assembly 
2 206-1760 3JCV5 
3 206-1761 3JCV6 
4 206-1762 3JCV7 
3 206-1763 3JCV8 
6 206-1764 3JCV9 
Mfr. Item 
Description Model No. 
Manifold Accessories 
Manifold Mounting Kit 239-312 3JCV2 
Blank Station Plate Kit 239-471 3JCV3 
Speed Control Kit 239-209 3JCV4 


No. 
3JCL9 


NUMATICS — 





L Series and Mark 3 Series 


Solenoid Coil Connectors 


All connectors are for use with L and Mark 3 Series 
coils. Plug-in connectors aid line-mounted valve 


and manifold assembly maintenance. Color coded to 


correct solenoid on double solenoid valves; black is 
12 solenoid, gray is 14. 


Indicating Mfr. Item 

Color Voltage Light Model No. 
Gray 24V to 220V —No ee dd 3UCL7 
Black 24Vt0220V ~—No ee 3UCL8 
Sanu ee Yes 230-365 24V 3JCL9 
es 110V Yes 230-366 110V 3JDE3 
g D90V Yes 230-367 220 3JDE4 









No. 3JCH5 


nUMATICS 


NORMALLY PASSING 





No. 3JCG6 


Mark 3 Series Solenoid Valves, Subbase/ 
Manifolds, and Pressure Regulators 


= 0.35 Cv 
= Max. operating pressure: 150 psi 
= Plug-in version includes electrical connector 


Subbase-mounted direct-acting solenoid valves. 


Mfr. Item 
Adjustment Range Model No. 
Sandwich Dual Air Regulator 
3 to 30 psi 031RD3000000000 3JCK6 
10 to 100 psi 031RD/7000000000 3JCK5 
Sandwich Single Air Regulator 
3 to 30 psi 031RS3000000000 3JCK4 
10 to 100 psi 031RS/7000000000 3JCK3 
Speed Gontrol i —_ 
peed Control Kit for Mar . 
3 Series Base/Manifolds 239-469 SuCK2 
Description Actuator/Return 
Solenoid Air Control Valve 
DIN Plug-In Solenoid 
Way, 2-Poston, §-Pot Senay 
4-Way, 2-Position, 5-Port, Spring Centered —_Solenoid/Spring 


4-Way, 3-Position, 5-Port, Open Center 
4-Way, 3-Position, 5-Port, Closed Center 
Hardwired w/15" Leads 

4-Way, 2-Position, 5-Port 


4-Way, 3-Position, 5-Port, Open Center 
4-Way, 3-Position, 5-Port, Closed Center 


Solenoid/Solenoid 
Solenoid/Solenoid 


Solenoid/Spring 
Solenoid/Solenoid 
Solenoid/Solenoid 
Solenoid/Solenoid 





No. 
3JAW7 


NUMATICS 





No. of Mfr. Item 
Description NPT Port(in.) Stations Model No. 
Manifolds 
Subbase Ve 1 103-493 3JCJ7 
Block 10-32 UNF-B 2 229-524 3JCJ8 
10-32 UNF-B 3 229-525 3JCJ9 
Mfr. Item 
Description For Use With Model No. 
Manifold Accessories 
10/32" Ported Mark 3 
End Plate Kit __.Se"ies Manifold Blocks 229-526 SJCKT 
Ye" Ported Mark 3 Series 299-719 3JCJ5 
Manifold Blocks 
Blocking Disk oe 124-151 3JCJ6 
Blank Station Mark 3 Series 
Plate Kit Manifold Blocks 229-538 3UCK7 
VOLTAGE 
120VAC 24VDC 
I. Item Mfr. Item 
Model No. Model No. 
031SA4002060T30  3JCG6 — — 
— — 031$S4004060161 3JCH2 
— — 031SA4004060161 3JCH1 
031$S5002060T30 3J0G8 | 031S$5004060161 3JCH3 
— — 031SS6004060161 3JCH4 
031SA4000000030 3JCH5 | 031SA400B000061 3JCH9 
0315S4000000030 3JCH6 — — 
— — 031SS500B000061  3JCJ2 
— — 031SS600B000061  3JCJ3 


Mark 8 Series Subbase/Manifold-Mounted 
Solenoid Valves, Pressure Regulators 


Direct-acting valves have electrical connections 


= 1.0 Cv 
= Max. operating pressure: 150 psi 
= Pressure regulators include gauge 


Description 
Mark 8 Valves 
Mark 8 Series Subbase/Manifiold-Mounted Selenoid Air Valve 


4-Way, 2-Position Solenoid/Spring 


Solenoid/Solenoid 
4-Way, 3-Position, Open Center Position 


Solenoid/Solenoid 
4-Way, 3-Position, Closed Center Position _Solenoid/Solenoid 


Actuator/Return 


NPT 
Port No.of Mfr. Item 
Description (in.) Stations Model No. 
Manifolds 
Manifold Block WA 1 229-6/6 3JAX6 
Subbase Common Exhaust 1% 1 203-441 3JAX7 


Subbase Individual Exhaust % 1 
Manifold Accessories 

End Plate Kit 

Blocking Disk 


203-439 SJAX8 


229-691 3JAX9 
229-994 3JAY3 


made through base. 





Voltage 
120VAC 24VDC 

Mfr. Item Mfr. Item 

Model No. Model No. 
081SA400K000030 3JAW7 | 081SA400M000061 3JAX2 
081SS400K000030 3JAW8 | 081SS400M000061 3JAX3 
081SS500K000030 3JAWS | 081SS500M000061 3JAX4 
081SS600K000030 3JAX1 | 081SS600M000061 3JAX5 
Adjustment Mfr. Item 

Description Range Model No. 

Pressure Regulators 

Single Pressure 10 to 130 psi 081RS100J000000 3JAY4 
Dual Pressure 10 to 130 psi 081RD100J000000 3JAY5 


Speed Control Kits 
Mark 8 Series Valves on 
Bases or Manifolds 
Electrical Plug for Mark 
8 Speed Control 


245-160 
230-276 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


SJAY1 
SJAY2 
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Scan. Order. Done. 
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nuUMmMAaTICs No. 3JAY6 
Mark 15 Series Solenoid Valves, Subbase/ 
Manifolds, Pressure Regulators, and AccessorieS gecesi cine. ee 
e15Cv | Subbase-mounted direct-acting solenoid valve; Mantas ack %, 590-650 SKI 
= Max. operating pressure: 150 psi electrical connections made through base. pubbase Common Exhaust 2 203-361 31AZ6 
H ubbdase Individual Exnaus 8 - 
= Pressure regulators include gauge VOLTAGE Wanlicld Accesscrles 
420VAC oAVDC End Plate Kit 599-621 3JAZ8 
fr. Item Mtr. Item Blank Station Plate Kit 229-620 3JCA1 
Description Actuator/Return Model No. Model No. Blocking Disk 124-141 3JCA2 
Mark 15 Valves Adjustment Mfr. Item 
4-Way, 2-Position Solenoid/Spring | 152SA400K000030 3JAY6 | 152SA400M000061 3JAZ1 Description Range Model No. 
4-Way, 2-Position, 5-Port _Solenoid/Solenoid | 152SS400K000030  3JAY7 | 152SS400M000061  3JAZ2 Pressure Regulators a 
4-Way, 3-Position, 5-Port, ; ; andwich Single Air Regulator 0 psi 
Open Center Position Solenoid/Solenoid | 1525S500K000030  3JAY8 | 152S5S500M000061 3JAZ3_ = Sandwich Dual Air Regulator 10 to 130 psi 152RD100J000000  3JCA4 
4-Way, 3-Position, 5-Port, ; ; Speed Control Kit 
Closed Center Position Solenoid/Solenoid | 152SS600K000030 3JAY9 | 152SS600M000061 3JAZ4 = “hr 5 Series Valves on Bases or Manifolds 299-664 3JAZ9 
AUMATICS 


Mark 55 Series Solenoid Valves, Subbase/ 
Manifolds, Pressure Regulators, and Accessories 


Valves—Actuate by Manifolds—Each manifold assem- Pressure Regulators and Speed Control Kit 
either a direct solenoid bly requires 1 end plate kit (sold for Mark 55 Series—include a plug recep- 
operator or solenoid pilot. separately) to provide the supply and —_ tacle assembly that helps reduce cost. Speed 
= 5.5 Cv exhaust porting. Hardware for mount- Control Kit No. 3JCF4 adjusts the metering of 
= Operating pressure ing valves to manifold, as well as exhaust air to control cylinder speed. 

range: full vacuum electrical plugs for the valve to plug + § = Regulators include gauge, with ’" NPT port 





3JCAS 

















3JCD5 to 150 psi into the manifold base, are included. 
VOLTAGE 
120VAC 24VDC 
Mfr. Item Mfr. Item 
Type Vacuum Actuator/Return Model No. Actuator/Return Model No. 
Single Solenoid Valves 
0 to 28"Hg Solenoid/Spring 904SA400K000030 3JCA5 — — —_ — 
4-Way, 2-Position 0 to 28"Hg Solenoid Air Pilot/Spring 554BA400K000030  3JCA6 — — 
External pilot — — —_- — Solenoid Air Pilot/Spring 5594BA400MT00061 3JCC2 
Double Solenoid Valves 
4-Way, 2-Position External pilot Solenoid/Solenoid 9945S400K000030 3JCA7 Solenoid Air Pilot/Solenoid Air Pilot 904BB400M100061 3JCC3 
4-Way, 3-Position, Closed Center _ External pilot Solenoid/Solenoid 954SS600K000030 _ 3JCC1 Solenoid Air Pilot/Solenoid Air Pilot d04BB600M100061 3JCC5 
4-Way, 3-Position, Open Center _ External pilot Solenoid/Solenoid 9945S500K000030 _ 3JCA9 Solenoid Air Pilot/Solenoid Air Pilot 554BB500M100061 3JCC4 
Mfr. Item Mfr. Item Adjustment Mfr. Item 
Description Model __No. Description Model __No. Description Range Model No. 
Manifolds Sub-base Common Exhaust, Side Ported 203-503 3JCE5 Pressure Regulators 
Y2 NPT Port (In.) Sub-base Individual Exhaust, Side Ported 203-501 3JCE7 Single 10to0 130 psi 554RS100JP00000  3JCC8 
Manifold Block Full Size 229-748 3JCD6 Sub-base Common Exhaust, 903-504 3JCE9 Pressure 3 to 30 psi 904RS300JP00000 3JCC9 
Sub-base Common Exhaust Item, 7% x 2% 229-880 3JCE2 Side & Bottom Ported Dual 10 to 130 psi 554RD100JP00000 3JCD2 
Sub-base Common Exhaust Item, 74x 2%6 203-495 3JCE6 Subbase Individual Exhaust 903-502 3JCF2 Br ascire 3 to 30 psi 954RD300JP00000  3JCD3 
Sub-base Individual Exhaust 203-493 3JCE8 Side and Bottom Ported 5 to 60 psi 554RD400JP00000 3JCD4 
Subbase Common Exhaust 903-496 3JCF1 Manifold Accessories Speed Control Kit, For Mark 55 Series 
Side & Bottom Ported Sub-base Common Exhaust, Compact 229-861 3JCE3 Valves on Bases or Manifolds 
Subbase Individual Exhaust 503-494 3JCF3 End Plate Kit, Full Size 229-841 3JCD/ — 229-908 3JCF4 
Side & Bottom Ported Blocking Disk, Full Size, EA and EB Gallery 124-154 3JCD8 
¥q NPT Port (In.) Blocking Disk, Full Size, P Gallery 124-153 3JCD9 
Manifold Block Full Size 229-/49 3JCD5 Blocking Disk, Compact, All Galleries 124-160 3JCE4 
Sub-base Common Exhaust 229-881 3JCE1 Blank Station Plate Kit 229-840 3JCF5 
Item 
. . . Bs K Function No. 
ervice Kit 
B Series Solenoid Air Control Deon fags iG ged a0 
H H H ody/Spool Service Kits 
Valves, Coil Kits, and Accessories 4 Way, 2 Position 3FDY5 
. a 4 Way, 3 Position All Ports Blocked 3FDY6 
= Max. operating pressure Valves have a low-friction 4 Way, 3 Position Center Exhaust. 3FDY7 
; : 4 Way, 3 Position Pressure Center 3FDY8 
(valves only): 145 psi breakaway for fast response 3 Way-2 Position Normally Closed 3EDY9 
= Min. operating pressure (valves time. Low wear assures long B5 Body/Spool Service Kits 
. j jac): ice |i 4 Way, 2 Position 3FDZ1 
only): 20 psi (B3, B5, and B6 series); service life. 4 4 Way” 3 Position All Ports Blocked ~3FD22 
35 psi (B7 and B8 series) No. 3FDTG . = 4 Way, 3 postion SE Exhaust SEDH? 
= HO ° > ay, 3 Position Pressure Center 
Max. temp. range (valves only): 5° to 120°F 3 Way, 2 Position Normally Closed 3FDJ2 
24VDC VALVES 120VAC VALVES 24VDC VALVES 120VAC VALVES B6 Body/Spool Service Kits 
Pilot Mfr. Item Mfr. Item Pilot Mfr. Item Mfr. Item 4 Way, 2 Position 3FDJ5 
Port Size Cv Model No.* Model No.* Port Size Cv Model No.* Model No.* 4 Way, 3 Position All Ports Blocked 3FDJ7 
Single Solenoid, 3-Way, 2-Position, Normally Closed Double Solenoid, 4-Way, 3-Position, Center Position Closed 4 Way, 3 Position Center Exhaust___ 3FDJ9 
Ye"NPT 0.75 | B3GOBB549C 3FDN1 B3GO0BB553C = 3FDL5 ¥% NPT 0.6 | B350BB549C  3FDR3 B350BB553C_ ~=—- 3FDP7 4 Way, 3 Position Pressure Center 3FDK2 
Ys NPT 1.4 | B5G1BB549C 3FDN2 | B5G1BB553C 3FDL6 Ys NPT 1.7 | BD551BB549C 3FDR5 | B551BB553C  3FDP8 3 Way, 2 Position Normally Closed _3FDK3 
¥ NPT 2.7 | B6V2BB549A 3FDN3 | B6V2BB553A  3FDL7 Ys NPT 21 | B652BB549A 3FDR6 | B652BB553A  3FDP9 3 Way, 2 Position Normally Open __ 3FDK4 
%'NPT 5.9 | B/V3BB549A  3FDN4 | B/V3BB553A  3FDL8 % NPT 5.7_| B/53BB549A  3FDR7 | B7/53BB553A 3FDR1 __B/ and B8 Body/Spool Service Kits 
¥"NPT = 7 B8V4BB549A 3FDN5 B8V4BB553A  3FDL9 ¥s;NPT 6.6 | B854BB549A  3FDR8 B854BB553A  3FDR2 4 Way, 2 Position SFDKS 
Single Solenoid, 4-Way, 2-Position Double Solenoid, 4-Way, 3-Position, Pressure Center i Way, 3 Position All Ports Blocked Bae 
ve NPT 0.75 | B310BB549C  3FDY2 | B310BB553C  3FDR4 ve NPT 0.6 | B3/0BB549C__ 3FDV9_| B370BB553C_3FDV4 4 wa ; position enter Exaus! aOR 
Yi NPT 1.4 | B511BB549C 3FDH5 | B511BB553C 3FDT6 Yi NPT 1.1 | B571BB549C 3FDW2 | B5/71BB553C  3FDV5 SAYER TGA WTPAC eta 
¥e' NPT 2.7 | B612BB549A 3FDK6 B612BB553A  3FDU8 ¥e' NPT 2.1 B6/72BB549A 3FDW3 | B6/2BB553A _—s«3FDV6 3 Wav ® Position Noamaire Open 3FDL? 
Yo" NPT 5.9 | B/13BB549A  3FDL3 B713BB553A  3FDW1 Yo"NPT 5.7 | B773BB549A 3FDW4 | B773BB553A —s 3FDV7 Raaaceaient Coils YEP 
Ya"NPT = 7 B814BB549A 3FDL4 B814BB553A = 3FDX3 ¥.;NPT 6.6 | B8/74BB549A 3FDW5 | B874BB553A _—s3FDV8 Replacement Solenoid Coil 120VAC 3FDX9 
Double Solenoid, 4-Way, 2-Position Double Solenoid, 4-Way, 3-Position, Center Exhaust Replacement Solenoid Coil 24VDC 3FDX8 
Ye" NPT 0.75 | B320BB549C  3FDP2 B320BB553C  3FDNG6 Ye"NPT 0.6 QC 3FDX2 B360BB553C 3FDW6 Seals 
Y"NPT 1.4 | B521BB549C  3FDP3 B521BB553C_ = 33FDN7 Ye. NPT 1.1 B561BB549C + 3FDX4 B561BB553C 3FDW7 Soft Seal Kit for 2-Position Valve 3FDF8 
Ye NPT 2.7 | B622BB549A 3FDP4 B622BB553A 3FDN8 ¥e NPT 2.1 B662BB549A  3FDX5 B662BB553A 3FDW8 Soft Seal Kit for 3-Position Valve 3FDF9 
Yo" NPT 5.9 | B/23BB549A 3FDP5 B723BB553A_ _3FDN9 Yo" NPT 5.7 | B/63BB549A _3FDX6 B763BB553A_ _3FDW9 Solenoid Coil Connector 
¥"NPT = 7 B824BB549A 3FDP6 B824BB553A_ —s3FDP1 ¥."NPT 6.6 | B864BB549A  3FDX7 B864BB553A = 3FDX1 Required for use with Solenoids 3FDY1 


* Requires DIN coil connector. 
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Mee P2.8x592ESHDON 
www parkercom 


“es pew 
wear 

aval i cd 
rewe 4070700 


Viking Series Solenoid Air-Control Valves 





= Max. operating pressure: 232 psi = Direct pipe ported 
= Operating temp. down to -40°F = Requires 22 or 30mm solenoid 
SINGLE SOLENOID, DOUBLE SOLENOID, 
4-WAY, 2-POSITION 4-WAY, 2-POSITION 
Pilot Mfr. Item Mfr. Item 
Port Size Cv Model No. Model No. 


Ye" NPT Of P2LAX591ESHDDN 3FFC1 P2LAX591EEHDDN 3FFA3 
Y4" NPT 1.3 P2LBX592ESHDDN 3FFCS P2LBX592EEHDDN 3FFC4 
¥e" NPT 2.0 P2LCX593ESHDDN 3FFC7 P2LCX593EEHDDN 3FFC6 
Yo" NPT 2.1 P2LDX594ESHDDN 3FFC9 P2LDX594EEHDDN 3FFC8 








Item 
Function No. 
Viking Xtreme Series Kits 
Solenoid Kit 30MM 3-Pin 12VDC Mobile Coil 3FFA4 
Solenoid Kit 30MM 3-Pin 24VDC Mobile 3FFA5 wo: SEEMS = 
Solenoid Kit Grommet 18" Lead 12VDC Mobile SFFA6 
Solenoid Kit Grommet 18" Lead 24VDC Mobile 3FFA7 
Solenoid Kit Grommet 18" Lead 120VAC 3FFA8 F ' F 
22MM 3-Pin 12VDC Mobile 3FFA9 Valvair ll Series Solenoid 
22MM 3-Pin 24VDC Mobile 3FFC2 - 
22MM 3-Pin 120VAC 3FFC3 Air-Control Valves 
ss aid Ea SFEF7 _ | = Max. operating pressure: 145 psi 


= Plug-In: design simplifies maintenance, installation, and helps 
reduce downtime. No wiring or plumbing to disturb 
= Direct Pipe: design helps deliver high performance, economical 








24VDC 120VAC 
Mfr. Item Mfr. Item 
NPT Port (in.) Cv Model No. Model No. 
Single Solenoid, 4-Way, 2-Position, Plug-In Subbase 
Ve 5 L6753910249 3FEW1 L6753910253 3FET8 
1 11.3 L6758910249 3FEW3 L6758910253 3FEW2 
Single Solenoid, 4-Way, 2-Position, Direct Pipe Ported 
1 12 L7058910249 3FEY6 L7058910253 3FEY4 
1% 12 L7059910249 3FEY7 L7059910253 3FEY5 
—Darker Double Solenoid, 4-Way, 3-Position, Plug-In Subbase, Pressure Center Position 
Ve 4.5 L6653923149 3FEX5 L6653923153 3FEX4 
. = Double Solenoid, 4-Way, 3-Position, Plug-In Subbase, Open Center Position 
N Series Solenoid % 4.5 L6653922149 3FEX3 L6653922153 3FEX2 
= 1 11.3 L6658922149 3FEY1 L6658922153 3FEX9 
Air-Gontrol Valves Double Solenoid, 4-Way, 3-Position, Plug-In Subbase, Closed Center Position 
a ¥, 4.5 L6653921149 3FEX1 L6653921153 3FEWS8 
and Seal Kits 1 11.3 16658921149 3FEX8 16658921153 3FEX7 
j ‘ Double Solenoid, 4-Way, 3-Position, Direct Pipe Ported, Open Center Position 
= Max. operating pressure: 140 psi 1 12 L6958922149 3FEU5 L6958922153 3FEU3 
= Direct pipe ported No. 3FEM7 1% 12 L6959922149 3FEUG L6959922153 3FEU4 
Double Solenoid, 4-Way, 3-Position, Direct Pipe Ported, Closed Center Position 
a 24VDC a se 120VAC fa 1% 12 L6959921149 3FEU2 L6959921153 3FET9 
. ; ; 1 12 L6958921149 3FEU1 L6958921153 3FEZ5 
NPT Port (in.) Cv Model No. Model No. , = 
Single Solenoid, 2-Way, 2-Position, Normally Closed Pouble Solenoid _— ee ag0010509. ee L6558910253 3FEW6 
¥e 3.6 N3153904549 3FEJ6 — — ¥ 
Vp 3.8 N3154904549  3FEJ7 N3154904553  3FEM7 8 en” [6503910289 TEENS [6553910253 SFEUS 
Double Solenoid, 4-Way, 2-Position, Direct Pipe Ported 
Va 9.3 N3156904549 3FEJ8 N3156904553 3FENS5 V4 12 16859910249 3FFZ3 (6859910253 3FEZI 
! = peo ane AOE Seam 3 1 19 [6858910249 3FEZ2 [6858910253 SFEY9 
1% 23.0 N3258504749 3FEK1 N3258904753 3FER1 a aoa 
1% 23.0 N3259504749 3FEK2 N3259904753 3FER7 . : . 
Single Solenoid, 3-Way, 2-Position, Normally Closed sents fa (in.) For Use With Model No. 
¥e 3.6 N3553904549 3FEK9 N3553904553 + =©3FEK3 
iz 3.8 N3554904549__3FEL1 N3554904553 __ 3FEK4 SEN NENG SEE GEG orev, SCS«CKNA2280° «SEW 
Va 9.3 N3556904549 3FEL2 N3556904553 3FEK5 ; 3FEW1. 3FEW3. 3FEV9. 3FEW7. 3FEX 
1 9.3 N3557904549 ——-3FEL3 N3557904553  3FEK6 2 3FEX8, 3FEX5, 3FEX3, 3FEY1 K142231 SFEX6 
1% 23.0 N3658504749 3FFD1 N3658904753 3FEK7 ¥/, SFEW1, 3FEW3, 3FEV9, 3FEW7, 3FEX1, K142270 3FEY2 
1% 20.0 — — N3659904753 + 3FEK8 3FEX8, 3FEX5, 3FEX3, 3FEY1 
Single Solenoid, 3-Way, 2-Position, Normally Open Subbase 
¥e 3.6 N3753904549 3FEM2 N3753904553 = 3FEL4 % SFEW1, 3FEW3S, 3FEV9, 3FEW7, 3FEX1, K022090 3FEY3 
Vp, 3.8 N3754904549 ~=—« 3FEM3 N3754904553  3FELS5 SFEX8, SFEXS, SFEX3, SFEY1 
vs 9.3 N3756904549  3FEM4 N3756904553  3FEL6 Vp SEN Wee sean oe K022091  3FEY8 
1 9.3 N3757904549 3FEM5 N3757904553 ~=3FEL7 
SFEW1, 3FEW3, 3FEV9, 3FEW7, 3FEX1 
1% 23.3 N3858504749 3FEM6 N3858904753 3FEL8 Ya 3FEX8 3FEX5 3FEX3 SFEY1 ; K022101 3FEZ4 
iz 23.3 = = N3859904753 __ 3FEM1 SFEW1, 3FEW3, 3FEV9, 3FEW7, SFEXI, 
iaat y 3FEX8, 3FEX5, 3FEX3, 3FEY1 Mec: _ hen 
Function No. Item 
Coil Kits Function No. 
Coil 24VDC Small Wire 3FER5 Coil Kits 
Coil 115V-60 3FER6 Coil 24VDC Small Wire 3FER5 
Seal Kits Coil 115V-60 3FER6 
For ¥e" N Series and Valvair II Series Valves 3FER2 Override Kits 
For 9%" N Series and Valvair Il Series Valves 3FER3 Nonlocking Type 3SFEV7 
For 14" N Series and Valvair Il Series Valves 3FER4 Locking Type 3FEV8 
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Pneumatic Valves 


Scan. Order. Done. 
Details on page A1. = 
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No. 3FEA6 





Pipe 

Size 
Directair 2 Series 
3-Way, 2-Position 


is) 
= 


Actuator/Return 


Plunger/Spring 
Roller/Spring 
1-Way Tripper/Spring 
Button/Spring 
Lever/Spring 
Toggle/Spring 
Plunger/Spring 
Roller/Spring 
1-Way Tripper/Spring 
Button/Spring 
Lever/Spring 
Toggle/Spring 
Button/Manual 


Ye" NPT 


4-Way, 2-Position 
Plunger/Spring 
Roller/Spring 
1-Way Tripper/Spring 
Button/Spring 
Lever/Spring 
Toggle/Spring 
Button/Manual 


Ye" NPT 


SeaaqgagSqaq_- dF Sq™TOISISa SSS 914' 2919 
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Seal Kits 

3-Way and 4-Way Spool and Poppet 
Type Valves, Body Service Kit 
3-Way and 4-Way Valves, Spool Kit 
Directair 4 Series 

3-Way, 2-Position, Normally Closed 


0.8 Roller/Spring 
0.8 Button/Spring 
1 
17," edal/Spring 
on 0.8 Lever/Spring 
0.8 Lever/Manual 
0.8 Treadle/Manual 
0.8 Roller/Spring 
3-Way, 3-Position 
Ya" NPT 0.8 Lever/Manual 
4-Way, 2-Position 
0.8 Roller/Spring 
0.8 Button/Spring 
ng eto anual 
‘ edal/Spring 
a NPT 0.8 Lever/Spring 
0.8 Lever/Manual 
0.8 Treadle/Manual 
0.8 Roller/Spring 
4-Way, 3-Position, Al Forts Blocked 
ve ever/Spring 
“a NPT 0.8 Lever/Manual 
4-Way, 3-Position, » Exhaust ventet 18 
17," ever/Spring 
a’ NPT 0.8 Lever/Manual 
4-Way, 3-Position, Fressure vemlet sar 
17," ever/Spring 
fa’ NPT 0.8 Lever/Manual 
Kits 
Body Repair Kit 
Panel Mounting Kit 
Valve Seal 
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No. 3FDF7 


Max. 
Pressure 


150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 


150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 


150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 


150 psi 


150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 
150 psi 


150 psi 
150 psi 


150 psi 
150 psi 


150 psi 
150 psi 





Mfr. 
Model 


404111000 
404211000 
404311000 
404411000 
404711000 
404811000 
414111000 
414211000 
414311000 
414411000 
414711000 
414811000 
414931000 


410111000 
410211000 
410311000 
410411000 
410711000 
410811000 
410931000 


410008005 
410008000 


924211000 
924411000 
924431000 
924711000 
924811000 
924831000 
924931000 
924A11000 


923831000 


920211000 
920411000 
920431000 
920711000 
920811000 
920831000 
920931000 
920A11000 


921811000 
921831000 


929811000 
929831000 


922811000 
922831000 


920018005 
920838004 
920008050 


Item 
No. 


3FEA6 
3FDZ3 
3FEA2 
3FEA4 
3FEAS 
3FEA3 
3FEA/ 
3FEAS 
3FEA9 
3FEC2 
3FEC4 
3FEC1 
3FECS 


3FECO 
3FEC6 
3FEC/ 
3FDZ5 
3FDZ/ 
3FDZ4 
3FDZ6 


3FEA1 
3FDZ8 


3FEC9 
3FEDS 
3FED8 
3FED4 
3FED2 
3FED3 
3FECS8 
3FED1 


3FED6 


3FEES 
3FED/ 
3FED9 
3FEE1 
3FEES 
3FEE6 
3FEE2 
3FEE4 


3FEE/ 
3FEF1 


3FEE9 
3FEF3 


3FEE8 
3FEF2 


3FEFO 
3FEF6 
3FEF4 


3- and 4-Way Manual Air Control Valves 


DIRECTAIR SERIES 
= Max. temp. range: 32° to 175°F 


Compact design for manual or 
mechanical operation. Feature fluo- 
rocarbon seals and a stainless steel 
spool for greater chemical compatibil- 
ity and the ability to withstand higher 
temperatures. 


DirectAir 2 Series operators include 
roller, lever, push button, plunger, and 
1-way tripper spool and poppet type 
valves. Features space-saving mount- 
ing to provide cylinder positioning 
feedback. 

DirectAir 4 series operators include 
roller, lever, button, petal, and treadle 
foot operated valves. 


Pipe 
Size Cv Actuator/Return 
MO Series 
3-Way, 2-Position 
i 3.4 Lever/Detent 
¥6" NPT 3.4 Knob/Detent 
: 51 Lever/Detent 
a NPT 51 Knob/Detent 
; 9.5 Lever/Detent 
4" NPT 9.5 Knob/Detent 
4-Way, 2-Position eakIO 
i 3.4 nob/Detent 
Ye" NPT 3.4 at eter 
: 51 nob/Detent 
2° NPT 51 Lever/Detent 
4-Way, 3-Position, All Ports Blocked 
¥4" NPT 30 Knob/Detent 
: 34 Fever Detent 
F 51 nob/Detent 
Ye NPT 52 ee tent 
8./ nob/Detent 
7a" NPT 95 Lever/Detent 


Manual Operator Kits 

Ya to Ys Palm Knob Assembly 
Ys to ¥s" Small Knob Assembly 
Yo" Palm Knob Assembly 

Y2 Small Knob Assembly 

¥4" Palm Knob Assembly 

¥4 Small Knob Assembly 


Seal Kits 
¥s' Body 
Yo" Body 
Ya" Body 
Viking Series 
4-Way, 2-Position 3 
; 0.7 Lever/Spring 
“NPT 0.7 Lever/Detent 
4-Way, 3-Position, All Ports Blocked 16 
: 0.5 ever/Spring 
“NPT 0.5 Lever/Detent 
4-Way, 3-Position, Exhaust Center $ 
; 0.5 Lever/Spring 
“NPT 05 Lever/Detent 
Pipe Actuator/ 
Size Cv Return 
42 Series 


4-Way, 2-Position 
¥e' NPT 2.9 Foot Pedal/Spring 
4-Way, 2-Position, Parallel 


ay Lever/Spring 

e' NPT 29 Lever/Detent 
4-Way, 2-Position, rerpendiewlar ¥8 

3 ; ever/Spring 

¥e' NPT 2.9 Lever/Detent 
4- -Way, 3-Position, Parallel, All Ports Blocked 

Ye NPT i Lever/Detent 
4- -Way, 3-Position, Parallel, Exhaust Center 

¥e' NPT i Lever/Detent 


4- “Way, 3-Position, Perpendicular, All Ports Blocked 
Ye NPT 1.3 


Lever/Detent 


4- -Way, 3-Position, Perpendicular, Exhaust Center 
NPT iL 


¥g" Lever/Detent 


Find even MORE on Grainger.com® 


MO SERIES 
= Max. temp. range: -15° to 200°F 


Corrosion-resistant construction 

with bronze body and stainless steel 
spool allows valves to be used in 
either air or low-pressure oil applica- 
tions. Closed crossover spool design 
minimizes compressed air waste as 
the valve shifts, for energy-efficient 
operation. 


VIKING SERIES 
= Max. temp. range: -40° to 158°F 


Inline valves with lever operators are 
suitable for outdoor and transporta- 
tion applications. Valves feature high 
flows, and dusttight and watertight 
construction. 


42 SERIES 
= Max. temp. range: 0° to 140°F 


Compact inline valves are specifically 
made for applications that require 
very high flows. 


Max. Mfr. Item 
Pressure Model No. 
225 psi M05432443 3FEF9 
225 psi M05432448 3FEF8 
215 psi M05442443 3FEG1 
215 psi M05442448 3FEG7 
200 psi M05462443 3FEG2 
200 psi M05462448 3FEH6 
225 psi M05435448 3FEJ1 
225 psi M05435443 3FEG3 
215 psi M05445448 3FEJ2 
215 psi M05445443 3FEG4 
225 psi M05435148 3FEJ3 
225 psi M05435143 3FEG5 
215 psi M05445148 SFEJ4 
215 psi M05445143 3FEG6 
200 psi M05465148 3FEJ5 
200 psi M05465143 3FEG8 
M122004 3FEG9 
M122001 3FEH3 
M122005 3FEH1 
M122002 3FEH4 
M122006 3FEH2 
M122003 3FEH5 
M242002 3FEH/ 
M242003 3FEH8 
M242004 3FEH9 
232 psi P2LAX591VS 3FEZ6 
232 psi P2LAX591VV 3FEZ7 
232 psi P2LAX69111 3FEZ8 
232 psi P2LAX69122 3FEZ9 
232 psi P2LAX89111 3FFA1 
232 psi P2LAX89122 3FFA2 
Max. Mfr. Item 
Pressure Model No. 
150 psi 422CT021K 3FDF/ 
150 psi 422CS021K 3FDG1 
150 psi 422CS021W 3FDG2 
150 psi 422CR021K 3FDG3 
150 psi 422CR021W 3FDG4 
150 psi 422CS023W 3FDG6 
150 psi 422CS024W 3FDG8 
150 psi 422CR023W 3FDH1 
150 psi 422CR024W 3FDH3 
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Pilot-Operated Air Valves 
= Temp. range: 0° to 200°F (N Series); 5° to 120°F (B Series) 
Feature external pilot, wide range of flow, and low-friction breakaway. 
Can be run unlubricated. 


No. 3FEM9 


Max. Pilot Port Mfr. Item 
Port Size (in.) Cv Operating (psi) Size NPT (in.) Model No. 
2-Way, Normally Closed, Single Air Pilot 
¥e Inlet, Y2 Exhaust 3.60 140 Va N31431091  3FEM8 Max. 
Ya Inlet, Y2 Exhaust 3.80 140 2) N31441091  3FEM9 Port Size (in.) Cv Operating (psi) 
¥4 Inlet, 1 Exhaust 9.30 140 2) N31461091  3FEN1 1% Inlet, 1% Exhaust 23.30 140 
1 Inlet, 1 Exhaust 9.30 140 2) N31471091  3FEN2 1% Inlet, 1% Exhaust 23.30 140 
1% Inlet, 1% Exhaust 23.30 140 2) N32491091 3FEN4 4-Way, 2-Position, Single Air Pilot 
3-Way, 2-Position, Normally Open, Single Air Pilot % Inlet, Ys Exhaust 0.75 145 
¥e Inlet, Y2 Exhaust 3.60 140 2) N37431091  3FEP4 Y Inlet, Y4 Exhaust 1.40 145 
Yo Inlet, Y2 Exhaust 3.80 140 2) N37441091  3FEP5 ¥e Inlet, ¥s Exhaust 2.70 145 
¥4 Inlet, 1 Exhaust 9.30 140 2) N37461091  3FEP6 Y% Inlet, Y2 Exhaust 5.90 145 
1 Inlet, 1% Exhaust 9.30 140 2) N37471091  3FEP7 ¥% Inlet, 4 Exhaust 7.00 145 
1% Inlet, 1% Exhaust 23.30 140 2) N38481091  3FEP8 4-Way, 2-Position, Double Air Pilot 
1% Inlet, 1% Exhaust 23.30 140 2) N38491091  3FEP9 ¥ Inlet, Ys Exhaust 0.75 145 
3-Way, 2-Position, Normally Closed, Single Air Pilot Y% Inlet, Y%4 Exhaust 1.40 145 
Ye Inlet, Ya Exhaust 0.75 145 10-32 UNF B3KO000XXC 3FDT5 ¥e Inlet, ¥s Exhaust 2.70 145 
Yq Inlet, Y4 Exhaust 1.40 145 v% B5K1000XXC 3FDT7 Yo Inlet, ¥2 Exhaust 5.90 145 
¥e Inlet, ¥s Exhaust 2.70 145 % B6X2000XXA 3FDT8 ¥% Inlet, 4 Exhaust 7.00 145 
¥e Inlet, ¥2 Exhaust 3.60 140 2) N35431091  3FEN6 4-Way, 3-Position, Double Air Pilot, All Ports Blocked 
Yo Inlet, Y2 Exhaust 3.80 140 2) N35441091  3FEN7 Y Inlet, Ys Exhaust 0.60 145 
Yo Inlet, Y2 Exhaust 5.90 145 Vv B7X3000XXA 3FDT9 Ya Inlet, Y4 Exhaust 1.10 145 
¥%4 Inlet, 94 Exhaust 7.00 145 Vv B8X4000XXA 3FDU1 ¥e Inlet, ¥s Exhaust 2.10 145 
¥4 Inlet, 1 Exhaust 9.30 140 2) N35461091  3FEN8 Y Inlet, Y2 Exhaust 0.10 145 
1 Inlet, 1% Exhaust 9.30 140 2) N35471091  3FEN9 ¥ Inlet, 4 Exhaust 6.60 145 
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No. 2G635 


ARO 


Sleeve, Shuttle, Quick Exhaust, 


Miniature, and Heavy-Duty Valves 
= Temp. range: 32° to 160°F “= 





Sleeve Valves—Inline valves allow 1-handed exhausting of compressed air 
lines using On/Off control. When exhaust ports are closed, the air line opens to 
actuate the air device. Sliding the sleeve in the opposite direction opens exhaust 


No. 4LB49 


PNEUMATICS 
Pneumatic Valves 


No. 3FDU9 


Pilot Port 
Size NPT (in.) 
Ws 
WA 


10-32 UNF 
10-32 UNF 
v% 
¥ 
% 


10-32 UNF 
¥ 
v% 
v% 
v% 


10-32 UNF 
% 
v% 
ve 
v% 


Mfr. 
Model 
N36481091 
N36491091 


B330000XXC 
B531000XXC 
B632000XXA 
B733000XXA 
B834000XXA 


B340000XXC 
B541000XXC 
B642000XXA 
B743000XXA 
B844000XXA 


B380000XXC 
B581000XXC 
B682000XXA 
B783000XXA 
B884000XXA 


ports and shuts off the air supply. Max. 
a Operating Mfr. 
Shuttle Valves—Connect 2 different inputs so that only 1 output is on at a peg ort Size (in) Actuator/Return ST) te CEM MOuE 
: ae : Miniature Manual and Mechanical Valve 
time. 10 psi min. required to effect shuttle change. Ball Roller/Spring 150 02 75 213-C 
- = . Button/Spring 150 0.2 7.5  224-C 
Quick Exhaust Valves—Increase cylinder speed by providing quick release of Fingertip Lever/Spring 150 02 75 901-C 
exhausting air. Pin Plunger/Spring 150 0.2 7.5  209-C 
-_ ee oe Ye NPT Plunger/Spring 150 02 75 214C 
Miniature Air Pilot Directional Valve—Compact mini valve can be operated Roller/Spring 15002 75 212-C 
remotely using an air pilot signal. Shifts back to original position when signal is Roller Lever/Spring 150_ 0.27.5 __203-C 
d Roller Lever/Spring 150 0.2 7:5 202-6 
removed. Toggle/Manual 150 02 7.5 223-C 
Miniature Manual and Mechanical Valves, Heavy Duty Composite Limit ea es 4 i eee: 
Valves, and Actuating Arms—Valves can be plumbed as normally passing, Long Roller Lever/Spring 150 0.1 4 203-2-C 
non ing. or multiour _3-wav. 2-position. Pin Plunger/Spring 150 0.1 4  209-2-C 
onpassing, or multipurpose. 3-way, 2-positio ¥s2 Tubing Plunger/Spring 150.01 4  214-2-C 
Max. Retained Toggle/Manual 150 0.1 4  223-2-C 
a Operating Mfr. Item Roller/Spring 150 O01 4  212-2-C 
Port Size (in.) Actuator/Return (psi) CFM Model No. Roller Lever/Spring 150 01 4 202-2-C 
Sleeve Valve Heavy-Duty Composite Limit Valves 
Ys NPT Manual 900 04 145 600-1 4EY59 eee Clockwise/Spring 1500275 400A 
Ys NPT Manual 200 1.0 36 600-2 4EY60 Glockwise-aud 
¥% NPT Manual 200 1.7 59 600-3  4EY61 7s NPT Counterclockwise/Spring  '°2 02 7.5  402-A 
% NPT Manual 200. 38 127 600-4 _4EY62 Counterclockwise/Spring 150 0.2 7.5  401-A 
Shuttle Valve 1-Way Clockwise/Spring 150 01 4  400-1-A 
Ye NPT = 200. 07 — SV10-C 26635 {-Way Counterclockwise/ 1-A 
v4 NPT = 500 07 —  SV20-C 26637 540 Tubing Spring Lis sa 
Quick Exhaust Clockwise and 150 O01 4. 402-1-A 
Inlet 4", Cyl 4", Exh 34" — 125 0.195 — EV250 4KP82 Counterclockwise/Spring 
Inlet Ye", Cyl Ve", Exh 44" — 125 0.195 —  EV125 4KP81 Actuating Arms Used with Heavy-Duty Limit Valves (1 Required for Each Valve) 
Inlet 34", Cyl %', Exh 34" — 125. 0.195 —  £V375  4KP83 Adjustable Roller Lever 450 
Miniature Pilot and Mechanical Valve Nylon Roller 447 
% Pilot/Spring 150 0.20 4 206-C 1XWU1 Rod Lever 449 
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Item 
No. 
3FEP1 
3FEP2 


3FDR9 
3FDT1 
3FDT2 
3FDT3 
3FDT4 


3FDU2 
3FDU3 
3FDU4 
3FDUS 
3FDU6 


3FDU7 
3FDU9 
3FDV1 
3FDV2 
3FDV3 





Item 
No. 


2F901 
2F907 
2F893 
2F897 
2F903 
4LB52 
2F895 
4LB50 
2F905 
4LB46 
4LB44 
4LB47 
4LB48 
4LB49 
4LB45 
4LB53 
4LB51 


2F919 


2F923 


2F921 
4LB54 


4LB55 
4LB56 


2F929 
2F925 
2F927 


2047 





PNEUMATICS 
Pneumatic Valves 












Scan. Order. Done. 


Details on page A1. 


Max. 


Mfr. 










Size (in.) _Actuator/Return Cv Temp. Range CFM Pressure Model No. 
4-Way, 2-Position 
No. 26529 Button/Manual 0.4 -10°to180°F 16 150psi 5040-12  2F953 
: oem — er bo 1p — ob shoe — a 
1 am Stem/Spring 4 _-10° to 180° 20 psi - 
Nou 20397 NPT Tever/Manual 0.4 -10°to 180°F 16150 psi_5040-10 2F951 
—— 4 Lever/Spring 0.4 -10°to180°F 16 150psi 5040-01 2F943 
; “a j Roller Cam/Spring 0.4 -10°to180°F _16 150 psi 5040-05 ~~ 2F947 
a ‘iq ‘ Button/Manual 0.7 -10°to180°F 26 150psi E212HM 2G511 
ee” Button/Spring 0.7 -10°to180°F 26 150psi E212HS  2G513 
=e Foot Pedal/Manual 0./ 32°to160°F 26 150psi M212TM 4EY64 
, a Foot Pedal/Spring 0./  -10°to180°F 26 150 psi E212FS 26509 
a= 2 = Foot Pedal/Spring 0./ 32°to160°F 26 150psi M2i2TS  4EY/5 
t = Foot Treadle/Manual 0./ -10°to180°F 26 150psi E212TM 2G521 
— y, pT Lever/Manual 0.7 -10°to180°F 26 150psi E212LM 2G515 
® a Lever/Manual 0.7 15°to 122°%F 26 140 psi M212LM-R4LB42 
™ Lever/Manual 0.7 15°to122°F = =26 = 140 psi ~=M212LM_ 1MLE1 
ARO en ee 
ever/Spring yam a ee psi : 
No. 20> oleae Lever/Spring 0.7 15° to 129°F 26 140 psi M212LS 4MLD9 
3 d 4 WwW Hi D M | Roller Cam/Spring 0.7 -10°to180°F 26 150psi E212RS  2G519 
- and 4-Way Heavy-Duty Manua Rotary Lever/Manual 1.2 _15°to 122%F 40140 psi_Mi12LR AYA 
= Foot Pedal/Spring 2.3 -10°to180°F 83 150psi K213FS 4HN64 
and Mechanical Power Valves Foot Treadle/Manual 2.3 -10°to180°F 83 150psi K213TM 4HN67 
3g NPT Lever/Manual 2.3 -10°to180°F 83 150psi K213LM  4HN65 

Port Max. Mfr. Item Lever/Spring 2.3 -10°to180°F —_—83 150 psi K213LS —4HN66 
Size (in.) Actuator/Return Cv Temp. Range CFM Pressure Model No. Rotary Lever/Manual 2. 19° 10 122°F __'bo 140 psi Mi1i3LR  4YTF5 

3-Way, 2-Position YoNPT Rotary Lever/Manual 2.4 15°to122°F 85 140 psi Mi1i4LR  4YTF6 
Button/Manual 0.4 -10°to 180°F _—'16 190 psi 9030-12 —2F941 4-Way, 3-Position (All Ports Blocked In Neutral) 

Button/Spring 0.4 -10°to180°F 16 150psi 5030-02  2F933 y, NpT Lever/Manual 0.7 -10°to180°F 26 150psi E512LM  2G541 

Ys NPT Cam Stem/Spring 0.4 -10°to180°F 16 150psi 5030-06 2F937 ; Lever/Spring 0.7 -10°to180°F 26 =6150psi = E3812LS ~—-2G539 
Lever/Manual 0.4 -10°to180°F 16 150psi 5030-10  2F939 Foot Treadle/Manual 2.3 -10°to180°F 83 150psi Ko13TM  4HN7/0 
Lever/Spring 0.4 -10°to180°F 16 =150psi 5030-01 2F931 3¥e NPT Lever/Manual 2.3 -10°to180°F 83 150psi K513LM 4HN69 

%32 Tube Button/Spring 0.2 -25°to200°F 7.5 150 psi 461-2 1MLD8 Lever/Spring 2.3 -10°to180°F 83 150psi K313LS 4HN68 
Button/Manual 0.7 -10°to180°F 26 150 psi E252HM  2G527 4-Way, 3-Position (Inlet Port Blocked, Cylinder Ports Open) 

Button/Spring 0.7 -10°to180°F 26 150psi E252HS 26529 y, NpT Lever/Manual 0.7 -10°to180°F 26 150psi E612LM 26543 
Foot Pedal/Manual 0./ 32°to160°F 26 150psi M252TM  4EY63 : Lever/Spring 0.7 -10°to180°F 26 150psi E/12LS 26545 
Foot Pedal/Spring 0.7 32°to160°F —26 150 psi = =M252TS —_4EY70 4-Way, 3-Position, (Closed Center) 

Y4 NPT Foot Pedal/Spring 0.7 -10°to180°F 26 150psi E252FS = 2G525 Y4NPT Rotary Lever/Manual 1.2  15°to122°F 43 140psi Mdi2LR  42ZJ90 
Lever/Manual 0.7 -10°to180°F = 26 = 150 psi = E252LM_ —2G531 34g NPT Rotary Lever/Manual 2.0 15°to122°F 43 140psi Modi3LR  42ZJ91 
Lever/Spring 0.7 -10°to180°F 26 150psi E252LS 26533 YeNPT Rotary Lever/Manual 2.4 15°to122°F 85 140psi Mdi4LR 4ZJ92 
Roller Cam/Spring 0.7 -10°to180°F 26 150 psi = E252RS_ —2G535 Footguard 
Treadle/Manual 0./ -10°to180°F 26 150psi E252TM 26537 Mfr. No. E212FS, K213 FS and E252FS$ Only 20965-1 _2F899 

¢ Can be used with MaxAir manifolds, sold separately on page 2550. 
Port Mfr. Item 
Size (in.) Actuator/Return Cv CFM Model No. 
3-Way, 2-Position Valves 
Button/Spring 0.2 8 M291HS-10 3NA99 
Button/Spring 0.2 if M251HS 3NB17 
Button/Spring with Detent 0.2 8 M291HS-15 3NB10 
Button/Spring without Guard 0.2 8 M291HS-11 3NB11 
YeNPT Long Knob Selector/Manual 0.2 8 M291LS-114 3NB14 
= Remote Pilot/Spring 0.19 i M251PS 4YTES 
wh. . Roller/Spring 0.2 7 M251RS 3NB15 
"“= ite. Toggle/Maintained 0.2 / M251LS 3NB16 
Se é Turn Selector/Manual 0.2 8 M291LS-10 3NB13 
~~ y AA Button/Spring 0.7 26 M252HS-10 3NA87 
4 wus Button/Spring with Detent 0.7 26 M252HS-15 3NA88 
No. 3NA99 No. 3NB18 No. 3NA97 Y4NPT — Button/Spring with Guard 0.7 26 M252HS-11 3NA89 
Long Knob Selector/Manual 0./ 26 M252L8-11 3NA92 
‘ Turn Selector/Manual 0.7 26 M252LS-10 3NA91 
4-Way, 2-Position Valves 
aaa — a 
7 1 emote Pilot/Spring 4 
3- and 4-Way Manual, Pilot, and ANPT — Roller/Spring 0.2 9 M21iRS __ 3NB18 
Mechanical Light-Duty Circuitry Valves puton/Sprng 1.7 35 as-10-— SNA 
a utton/Spring - 
3 7 NPT Fong knob Selector/Manual 0.726 M12 8-11 3NAQS 
. : j . j ong Knob Selector/Manua Jf - 

oo gating) hier au ps! Turn Selector/Manual 0.7 26 M212LS-10 3NA97 
= lemp. range: 0 For Use With Item 
Light-duty actuating directional control valves power devices such as cylinders, Realacemeat Parts Item Mfr. Model Number No. 
slides, or gates. Compact body is aluminum bar construction, providing light eral Lever Attachment 4YTF7 
weight. ’" and 4" port valves. Choose from toggle, push-button, palm-button, Pall Piunger Attachment M251xx, M21 1xx Models a 
turn selector, and roller mechanical actuators. Finger Button Attachment 4YTG1 


Premair Valves 

= Max. operating pressure: 125 psi 
= Max. temp. range: 32° to 125°F 
a" NPTport «= 0.144 Cv 


2-position, direct-acting valves can be stacked or 
used as stand-alone units. Feature solenoid/spring actuator/return, 
lead wire connection, and standard manual override. Stacking End 





= 6.9 cfm = 24" lead wires Plate Kit No. 6UG85 required for each 3- and 4-way stack. 
e 120VAC COIL 24VDC COIL 12VDC COIL 

we No. Giuo4 Mtr. Item Mfr. Item Mfr. Item 

Description Model No. Model No. Model No. 
3-Way Body Ported P2515S-120-A 6JJ54 P2515S-024-D  6JJ53 P251SS-012-D  6JJ52 

4 3-Way Stacking P261SS-120-A _—_—‘ 6 JJ57 P261SS-024-D _6JJ56 — — 
4-Way Body Ported P211SS-120-A —_ 6JJ45 P211SS-024-D 6JJ44 P211SS-012-D —_ 6 J43 
4-Way Body Ported with Speed Control | P211SC-120-A  6JJ42 P211SC-024-D  6JJ41 P211SC-012-D  6JJ40 

4-Way Stacking without Speed Control | P221SS-120-A 6JJ51 P221SS-024-D  6JJ50 — —_ 

4-Way Stacking with Speed Control P221SC-120-A 6JJ48 P221SC-024-D  6JJ47 — _ 

3- and 4-Way Stacking End Plate Kit P114400 6JG85 = _ = — 
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PNEUMATICS 
Pneumatic Valves 





Miniature Direct-Acting 
Solenoid Valves and Coils 


Valves—Suitable for air or inert gas. Coils and Connectors—Total coil 

3-way, 2-position electric-to-air interface rating is 311°F, which includes heat 

valves are solenoid-actuated with spring 

return and have sufficient flow for cylinders 

1" dia. and smaller. Low-watt models draw 

0.94W. 

= Max. operating pressure: 150 psi, 
except 115 psi for Low-Watt coils 

= Max. temp. range: 0° to 122°F 


on same solenoid stem. 1 connector 
required for each coil. 

= Max. temp. range: 0° to 122°F 

= 100% duty cycle 


rise. AC or DC coils can be interchanged 


ARO 


Hazardous Location Solenoid Coils— 
Coils fit on the same 22mm armature 
assembly used by Alpha-, MaxAir-, CAT-, 
H-, and K-series ARO brand valves avail- 
able on this page and pages 2550 to 
2551. For use in areas where air contains 
combustible dust or chemical fumes. 

= Max. temp. range: 0° to 311°F 

= 100% duty cycle coil insulation type 











Note: Coils sold separately on this page. ace arene 
Pipe Mfr. Item Mfr. Item Mfr. Item 
Size Voltage Cv CFM Model No. Voltage Model No. Voltage Model No. 
Body Ported, Normally Nonpassing Valves 22mm Replacement Solenoid 30mm Replacement Solenoid 
{2VDC 0.062 2.2 33P-012-D 26485 Coils for ARO 1" Valves Coils for ARO 14" Valves 
yy —24VDC 0.062 2.2 CAT33P-024-L4KB43 24VAC/12VDC 116218-38 _ 4HN40 12VDC 119690-38  _4KP76 
{20VAC 0.062 2.2 CAT33P-120-A_26487 24VDC 116218-39 __-2F793 24VDC 119690-39 _4KP77 
No Coil 0.062 2.2 CAT33P-000-N 2G483 * {20VAC 116218-33  4HN39 T20VAC 119690-33 _ 4KP73 
{2VDC_ 0.2 7.0 CAT66P-012-D 4HN46 240VAC 116218-35 _-2F789 240VAC 119690-35 _‘ 4KP74 
we Babee tatnee eta men 
a : -024-L__ AKB45 Description Voltage Model No. 
T20VAC__0.2 7.0 CATOGP-120-A_4HN48 7 22mm Connectors for ARO 1" Valves 
No Coil 0.2 7.0 CATOGF-000-N_ 4KP78 Without Lead Wires 120VAC, 240VAC/12VDC, 24VDC CSN 2G505 No. 4HN39 
yy —J2VDC__0.056__2.0__CAT44P-012-D_ 2G497 With 18" Lead Wires T20VAC, 240VAC/T2VDC, 24VDC CDW 20501 ; 
T20VAC_ 0.056 2.0 CAT44P-120-A__2G499 With 36" Molded Cable T20VAC, 240VAC/T2VDC, 24VDC CHW _2G503 
yo ee OO CATR OD aHNoe With Indicator Light, 36" Leads 120VAC CHL-120  4KB60 
Ys" 24NVDC_ 0.27.0 CAT88P-024-D_4HNSS With Indicator Light, 36" Leads 24VDC CHL-024 4KB61 
120VAC 0.27.0 _CAT88P-120-A_4HN54 30mm Connectors for ARO 1" Valves 
Stackable, Normally Nonpassing Valves Without Lead Wires T20VAC, 240VAC/12VDC, 24VDC CSN-30 4HN57 
ce eG 0.085 1B CATS35-012-) 26eo With 18" Lead Wires T20VAC, 240VAC/T2VDC, 24VDC  CDW-30 4HN55 
Ys! _24VDC_ 0.048 1.8 CAT33S-024-L_ 4KB47 With 36" Molded Cable T20VAC, 240VAC/T2VDC, 24VDC CHW-30  4HN56 
{20VAC 0.048 1.8 CAT335-120-A 26493 Mir fan Mfr item 
Date NS ie cameo ANG Description Model No. Description Model No. 
Ya" Aa A- Stacking Kits for /" Port Mini Solenoid Stacking Kits for Ye" Port Mini Solenoid 
24VDC 0.062 2.2 CAT/7S-024-L 4KB48 
120VAG 02 7.0 CAT/7S-120-A 4HN51 Valve Nos. 4HN49, 4HN50, 4KB48, 4HN51 Valve Nos. 26491, 4KB47, 2G493 
= (alle cold sanaratelvan ine pane 2 Station 119698-2 1MLD3 2 Station 116345-2 1MLC7 
Parcany pape. 3 Station 119698-3 1MLD4 3 Station 116345-3 TMLC8 
4 Station 119698-4 1MLD5 4 Station 116345-4 1MLC9 
5 Station 119698-5 1MLD6 6 Station 116345-6 1MLD2 
6 Station 119698-6 1MLD7 
Mfr. Item 
Voltage Inrush Amps Holding Amps Model No. 
Hazardous Location Solenoid Coils for /s" Ported Valves 
120VAC 0.05 114772-33 4KB33 
24VDC 0.40 0.30 114772-39 4KB34 No. 2G503 


Compact Solenoid Valves 


= Max. operating pressure: 115 psi 

= Max. temp. range: 0° to 122°F 

= 18mm wide, ’" NPT ported 
120VAC COIL 
Mfr. 


Feature a standard 1-touch push override and require 1 
solenoid connector, sold separately, per coil. 


24VDC COIL 
Mfr. 


ARO 


12VDC COIL 
Mfr. 











Item Item Item 
Air Valve Type Actuator/Return Cv CFM Model No. Model No. Model No. 
Ye" Body Ported Solenoids No. 4KB51 
4-Way, 2-Position Solenoid/Spring 0.7 30 | M812SS-120-A 4TR81 M812SS-024-D 4TR80 | M812SS-012-D 4TR79 : 
4-Way, 2-Position Solenoid/Solenoid 0./ 30 | M812SD-120-A 4TR78 M812SD-024-D 4TR77 | M812SD-012-D 4TR76 
Ye" Body Ported Solenoids, Closed Center Position 
4-Way, 3-Position Solenoid/Solenoid 0.5 21 M813SD-120-A 4TR84 | M813SD-024-D 4TR83 | M813SD-012-D 4TR82 
Ys" Body Ported Solenoids, Open Center Position 
4-Way, 3-Position Solenoid/Solenoid 0.5 21 M817SD-120-A 4TR87 M817SD-024-D 4TR86 | M817SD-012-D 4TR85 
Ye" Manifold Mounted Valves 
4-Way, 2-Position Solenoid/Spring 0.3 30 | M819SS-120-A 4KB49 M819SS-024-D  4KB50 — — 
4-Way, 2-Position Solenoid/Solenoid 0.3 30 | M819SD-120-A 4KB51 M819SD-024-D 4KB52 _— —_ = 
No. of Mtr. Item No. of Mfr. Item Mfr. — Item se 
Stations* Model No. Stations* ode No. Description Model No. 
Manifolds for Body Ported Valves Manifolds for Manifold Mounted Valves Solenoid Connectors $ 
Zz SML81N-02 4TR91 2 SMH81N-02 4KB53 Connector, 16mm, 39° Molded Leads CHW6 4TR/4 sd 
4 SML81N-04 4TR92 4 SMH81N-04 4KB54 Connector with Indicator Light, CHL6-024 4KB58 
* When using an odd number of 6 SMH81N-06 4KB55 16mm, 39" Leads, 24VDC _ No. 4TR8O 
stations, Blanking Plate No. 2F865 8 SMH81N-08 4KB56 Connector with Indicator Light, CHL6-120 4KB59 
(sold separately on Grainger.com®) 10 SMH81N-10 4KB5/ 16mm, 39" Leads, 120VAC _ 
must be used. Connector, 16mm DIN, Strain Relief CSN6 4TR/5 
ARO Pipe Mfr. Item 
Size Actuator/Return Voltage Model No. 
- - Valves, 4-Way, 2-Position 
Manifold Solenoid Valves Solenoid/Spring _ 12VDC___A249SS-012-D 26443 
ee 
. i . i olenoid/Spring -120- 
Operating pressure range: 50 to 150 psi Solenoid/Solenoid 120VAC_A240SD-120-A 26439 


= Temp. range: 0° to 180°F 
a 1.2 Cv ues 
= Up to 600 cycles/min. 
= Uses 22mm coils 


Offer easy valve removal and replacement. Can be 
used with vacuum with external pilot supply. 


Note: When operating below 50 psi, Low-Pressure Kit No. 4HN96 
must be used. 


Solenoid/Solenoid 
Low Pressure Kit 


Description 
Valve Manifolds 
2-Station Valve Manifold 
4-Station Valve Manifold 
6-Station Valve Manifold 
8-Station Valve Manifold 
Station Blanking Kit 


Note: Coils and connectors available separately, this page. Dual-Speed Control Kit 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Valves, 4-Way, 3-Position (Spring Centered, All Ports Blocked in Neutral) 


Accessories for Compact Stacking Power Valves 





120VAC  A349SD-120-A 26463 
119306 4HN96 
Mfr. Item 
Model No. 
118605-2 2F833 
118605-4 2F835 
+18608-8—2F839 
118612 2F841 No. 2G445 
118618 2F843 


2049 


Scan. Order. Done. 
Details on page A1. 


PNEUMATICS 
Pneumatic Valves 





Body-Ported High-Flow Solenoid Valves 


= Max. temp. range: Prelubed units can operate without air line lubrication. 1 connector required 
-10° to 180°F for each coil; each is its own junction box with molded connectors and gaskets 
= 100% duty cycle to protect electrical connections. Total coil rating is 211°F which includes heat 
= Uses 22mm coils rise. 4-way K-series valves have solenoid override for easy means of setting up 
and troubleshooting circuits without power to the solenoids. 


Note: 22mm coils and connectors available separately, see page 2549. 





Pipe Max. Mfr. Item 
Size Actuator/Return Voltage Operating (psi) CFM Cv Model No. 
3-Way, 2-Position (H Series) 
5g" Solenoid/Spring 120VAC 30 to 150 81 2.3 H25355-120-A 4HN60 
Solenoid/Spring No Coil 30 to 150 81 2.0 H253SS-000-N 4HN58 * 
yy! Solenoid/Spring 120VAC 30 to 150 85 2.4 H254S8S-120-A 4HN63 
ee for IR Sener No Coil 30 to 150 85 2.4 H254S8-000-N 4HN61 * 
No. 4HN -Way, 2-Position (K Series 
° a vA Solenoid/Solenoid 120VAC 20 to 150 90 2.6 K214SD-120-A 2G555 
Solenoid/Spring 120VAC 90 to 150 90 2.6 K214SS-120-A 2G553 
Sa" Solenoid/Spring 120VAC 50 to 150 2/0 7.5 K216SS-120-A 2G55/ 
4- “Way, 3-Position (K Series) 
Je" Solenoid/Solenoid 120VAC 60 to 150 83 2.3 K313SD-120-A 1XWU4 
Vp" Solenoid/Solenoid 120VAC 60 to 150 90 PAY | K314SD-120-A 1XWU5 
No. 2G553 * Order coils separately. 
MaxAir Solenoid and Pilot Valves 
0 
= 100% duty cycle 120 VAC 24 VDC 
= Uses 22mm coils Pipe Mtr. Item Mfr. Item 
Size CFM Cv Model No. Model No. 


Note: 1 connector required for each coil. See page ae -Way, 2-Position, Solenoid/Spring 

2549 for 22mm solenoid coils and connectors. Ya" 26 ~—*0.7_ | M2525S8-120-A 4YTG2 
34s’ 61 ~—*1.65 | M253SS-120-A 4YTG4 

Solenoid Valves—Compact, lightweight Ye" 150 4.32 | M254SS-120-A 4YTG6 





M25288-024-D 4YTG3 

M2538S-024-D 4YTG5 

M254SS-024-D 4YTG7 
120VAC 


No. 4KA92 


; 24VDC No Coil 
aluminum valves have locking or nonlocking Pipe Mir. siaKn Mir Rann Mir. ree 
override adjustments for simple setup and Suze ; pActuator/Return CFM Cv Model No. Model No. Model No. 

__ _4-Way, 2-Position 
troubleshooting. Use alone or mount to mani ve Solenoid/Spring 96 0.7 | M?212SS-120-A  4KA88 | M212SS-024-D  4KA89 | M212SS-000-N  4KA90 
folds (sold separately) when multiple valves Solenoid/Solenoid 26 _0.7_| M212SD-120-A 4KA91 | M212SD-024-D _ 4KA92 M212SD-000-N _ 4KA93 
are needed in a limited soace 5p Solenoid/Spring 61 1.65 | M213SS-120-A 4KA94 | M213SS-024-D —_ 4KA95 M213SS-000-N  4KA96 
pace. Solenoid/Solenoid 61 1.65 | M213SD-120-A 4KA97 | M213SD-024-D 4KA98 M213SD-000-N _ 4KA99 
= Max. operating pressure: 115 psi yp" Solenoid/Spring 150 4.32 | M214SS-120-A 4KB10 | M214SS-024-D —_4KB11 M214SS-000-N _ 4KB12 
= Temp. range: 15° to 122°F Solenoid/Solenoid 150 4.32 | M214SD-120-A 4KB13 | M214SD-024-D _4KB14 M214SD-000-N __4KB15 
; : Ya" NPT PORT 34" NPT PORT Vo" NPT PORT NPT Mfr. Item 
= Buna N seals standard No.of | Mfr. tem | Mfr. Item Mfr. Item Port(in.) | CFM Cv Model No. 
. ; ; ; Stations) Model No. Model No. Model No. 3-Way, 2-Position, Pilot Valves, Remote Pilot/Spring 
Pilot Valves—Light-duty directional control ae HS SOARETETSORNOT Io AREDT SIO TO AKEZE Ys 26 0.7 M252PS_ __—AYTF1 
-02 4 -02 4 -02 4 Ye 61 1.6 M253PS —«AYTF2 
valves power devices such as cylinders, 4 | M26M02-04 4KB17 | M30M03-04 4KB22 | 3404-04 4KB27 150 43 M254PS AYES 
slides, or gates. Compact, aluminum bar 6 | M26M02-06 4KB18| M30M03-06 4KB23 | M34IM04-06 4KB28 Mir. Item 
construction 8 | M26M02-08 4KB19| M30M03-08 4KB24 | M34M04-08 4KB29 For Use With Model _No. 
M26M02-10 4KB20|M30MO03-10 4KB25 | M34M04-10 4KB30  |\Manifold Blanking Plates 


= Operating pressure range: 45 to 140 psi 
= Temp. range: 15° to 122°F 


Port Sizes %" NPT M26 Series Manifolds 
Port Sizes ¥' NPT M30 Series Manifolds 
Port Sizes %" NPT M34 Series Manifolds 


M26MB  4KB39 
M30MB__4KB36 
M34MB 4KB37 


Compact Stacking Solenoid ARO 


and Pilot Valves Port Mir. 








r Item 
= Operating pressure range: 50 to 150 psi _Size(in.) _Actuator/Return Coil Model No. 
= Temp. range: 0° to 180°F -— age 51:7 RES A220PS __ 2F989 
= Uses 22mm coils Pilot/Pilot — A222PD 2F987 + 
: ; eas 4-Way, 2-Position, 68 CFM, 1.9 Cv 
High flow capacity. Bonded and precision Solenoid/Spring _ 24VDC___A222SS-024-D _AXT38 
ground urethane-to-aluminum spool for Vs Soe eo IZ0VAC Rerat aoe , 
wear resistance. Prelubed; can be operated Solenoid/Solenoid 120VAC A222SD-120-A 2995 
without air line lubrication. Each stack of Bn eirinceteea ed aan ce All Ports 
peeentaea dome valves requires a stacking end plate kit a, oo enoid/Solenoid T20VAG__AS228D-120-A 26467 
: J ccessories for Compact Stacking Power Valves 
No. 2G429 with End Plate Kit No. 26599, sold separately Stacking End Plate Kit (1 kit required MKP 96599 
Note: When operating below 50 psi, Low Pressure Kit for each sack of valves) STH C807 
No. 4HN96 must be used. solation Plate 
mi Short L Mounting Bracket 116808 2F807 
Note: 1 connector required for each coil. Coils and Low Pressure Kit 119306 4HN96 
connectors sold on page 2549. t Order coils separately. 
Check and Needle Valves ARO 
= Max. operating pressure: 200 psi 
= Operating temp. range: 0° to 200°F 
: : ; : ; Outlet Mfr. Item 
Corrosion-resistant valve bodies are made of lightweight compos- lat Fort Port CFM Model No. 
j j j eck Vaive 
ite material. Threaded for panel mount. Lock rings secure set flow “/PELTaNT a na-cotAKEO 
rate. Feature calibrated adjustment knob, 4-stage needle, color- Ye NPT Va" NPT 28 19At04-002 4KE12 
inc- ¥ NPT %'NPT 58 104104-CO3 4KE14 
coded micrometer, and zinc-plated pipe port inserts. : me ae vA NPT 30 TOA OLCOTaREIG 
; ie } - eeaie Vaive 
, , — : 4KB94 
rey Needle—Increase or decrease airflow in both directions, then set. —s4-NpT—a; NBT ee 7 od Oa NOS aka 
with red lock ring. ZTNPT  %"NPT 90 104104-NO4 4KB98 
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® ARO Pilot Mir. Item 
AL Fe iF A Actuator/Return Pressure Voltage CFM Cv Model No. 
4-Way, 2-Position 
Cc t Bodv- Pilot/Pilot 20 PSI — 30 0.90 A211PD 2F955 
ompact boay Pilot/Pilot 20 PS 501.50 A212PD 2FO7I 
: Pilot/Pilot 20 PSI = 61 1.70 A213PD 4KB32 
Ported Solenoid Pilot/Spring 50 PSI = 30 0.90 A211PS 2F957 
Pilot/Spring 50 PSI = 50 1.50 A212PS 2F973 
and Pilot Valves Pilot/Spring 50 PSI 611.70 A213PS 4KB31 
Solenoid/Solenoid — No Coil 30 0.9 A211SD-000-N 2F959 = * 
j : Solenoid/Solenoid — 120VAC 30 0.9  A211SD-120-A 2F963 
a peranng pic esuie fenges 20 ie Solenoid/Solenoid — No Coil 50 1.5 A?t2SD-000-N_2F975 
150 psi on 2-position valves; 60 Solenoid/Solenoid — 120VAC 50.15  A2{2SD-120-A  2F979 
to 150 psi on 3-position valves Solenoid/Solenoid = — 120VAC 61 1.7 _A213SD-120-A 2G551 
Solenoid/Solenoid — 24VDC 50.15 A212SD-024-D  4XT33 
= Temp. range: 0° to 180°F Solenoid/Solenoid — 24VDC. 611.7 A213SD-024-D 4X35 
= Up to 600 cycles per minute polenord eorg — Hote uu ue ANSE Mi ‘ No. 2F981 
: olenoid/Spring — -012- 1 
= Vacuum rated to 29 in./Hg Solenoid/Spring 120VAC 30.0.9 A211SS-120-A-2F 969 
(requires kit No. 4HN96, sold Solenoid/Spring — No Coil 50 1.5  A212SS-000-N  2F981 * 
Solenoid/Spring.  — 12VDC 50.15 A212SS-012-D  2F983 
Separately on page 2549) Solenoid/Spring  — 120VAC 50. 15  A212SS-120-A  2F985 
=» Uses 22mm coils Solenoid/Spring — 120VAC 61 1.7 A213SS-120-A __—-2G549 
' ® Solenoid/Spring  — 24VDC 30.0.9  A2t1SS-024-D  A4XT32 
Body-ported Alpha® valves are compact Solenoid/Spring  — 24VDC 50 1.5 A212SS-024-D  AXT34 
o-ported valves. Can operate without air Solenoid/Spring  — D4VDC 61 1.7  A213SS-024-D  4XT36 
line lubrication. For use with air or inert 4-Way, 3-Position (Spring Centered, All Ports Blocked in Neutral) 
Solenoid/Solenoid — No Coil 50 1.4 ~—A312SD-000-N 2G447 * 
gas. Solenoid/Solenoid  — {2VDC 50 1.4 A312SD-012-D —-2G449 
: Solenoid/Solenoid  — 120VAC 50 14  A312SD-120-A  2G451 
ie ee fe ae ee a : a Solenoid/Solenoid  — D4VDC 5014 A312SD-024-D 4XT41 
TNO p OUNG ON Page coos) MUST OG USee. watt s- eae ttl (Spring ng Centered, cae Port Blocked, Uglinter Potts Speain Hoatralle 
Note: 1 NEMA 4 connector required for each coil. olenoid/Soleno! 0 Col -000- . 
Sa arcdaat ee etl Sauk Solenoid/Solenoid  — 12VDC. 504.32 A712SD-012-D  2G467 
Solenoid/Solenoid  — 120VAC 50.14  A712SD-120-A 26469 
separately on page 2549. Solenoid/Solenoid — 24VDC 50.14  A712SD-024-D  4XT44 No. 2F985 


* Order coils separately. 


ARO 
2-Hand Anti-Tie- 


Down Controls 
= Operating pressure: 50 to 125 psi 


No. 
4HN74 


Note: These units provide only anti-tie-down logic function 


and not stroke-limiting devices. On machines with full 


revolution clutches and/or where repeat cycles can occur, 


approved safety and/or single-stroke devices must be 
used along with the anti-tie-down units. 


Unassembled—lIncludes anti-tie-down 
control block, two 2%'"-dia. push-button 
valves, 10 ft. of ¥32" tubing, and fittings. Order 
pilot valve No. 2F973, sold on page 2551. 





Assembled—Includes all 
internal connections ready 

to install. 2/"-dia. valves. 
External supply and output to 
machine made by %%2" (4mm) 
instant tube fittings. Do not use 
on any revolutionary press. 


Mfr. 
Description Inlet Port Outlet Port Model 
Unassembled Control Package ¥32" Tubing ¥32" Tubing 59003-842 
Assembled Control Package ¥32" Tubing ¥32" Tubing 59809 
Control Block Only Ye" NPT Ye" NPT 59191 
ARO “*SPEEDAIRF 
ze )// 


Exhaust Port Flow 


Controls and Mufflers 


ARO 
= Operating pressure: 0 to 250 psi 
= Operating temp. range: -65° to 300°F 


Speedaire®—Provide an infinite variation of 
motoring airflow at an acceptable sound level. 
40-micron sintered bronze sleeve with brass 
housing. 

= Max. operating pressure: 300 psi 

= Operating temp. range: 35° to 300°F 


Item 


No. 


4HN74 
4HN76 
4HN75 





No. 4ZJ85 


Pipe Mfr. Item 
Size Model No. 
ARO Flow Controls 
Ya" NPT 20313-2 4ZJ85 
Ye NPT 20313-3 4ZJ86 
Yo" NPT 20313-4 4ZJ587 
Speedaire® Flow Control Mufflers 
Ye NPT 1E JU2 
Ya" NPT 1EJU3 1EJU3 
¥e' NPT 1EJU4 1EJU4 
Yo" NPT 1EJU5 1EJU5 
4" NPT 1EJU6 1EJU6 
1" NPT 1EJU7 1EJU7 


¥ SPEFDAIRE a 

2 // 
Pneumatic Exhaust ia 
Mufflers Poe 


= Max. operating pressure: 300 psi 

= Operating temp. range: 35° to 300°F, 
except No. 1EJX3 has 160°F max. temp. 

40-micron porous sintered bronze element. 


Hex (in.) 


Vie 
“6 
Vie 
1g 
UE 
16 
1% 





6F601 


ARO 


Air Line Flow 


Controls 

= Operating temp. range: 0° to 200°F 
= Thermoplastic 

Glass-reinforced valves provide free 








No. 6ZC08 


flow in 1 direction, controlled flow beeen 

in opposite direction. Color-coded inlet — jaw ae ttpm 
j ; F or or psi ode 0. 

micrometer and calibrated adjustment :qRo Thermoplastic 

Kno, Ring lock Keeps adustment Apt fe pt — it — 1 BEF ER 

: : 4 4 = 
from accidentally moving. Panel- FENPTANPT 0001041 04-FO3 67009 
mount nut included. YYNPT NPT 200 _104104-F04 62ZC10 








No. 1EJX1 Max. 
® GPEEDAIRE ' NPT SCFM@ Max. Hex Item 
ey 0 //// Fort (in.) 10D os Temp. (in.) No. 
conomy, 150 psi, 50 Microns 
%M 20 120 i%6 1EJV9 
Silencer Mufflers M20 120 Ys ENG 
Greatly reduce noise levels on valves and 7% M 82 et Mi TEJW2 
H ; 2 8 
prevent contamination. Heavy-Duty, 30 pl, 50 Microns ce 
Economy—50-mesh, stainless steel i M33 160 2 TENG 
screen with glass-filled nylon housing. Z 33 160% JW7 
—50-mesh se-dearing See fe — EN 
— = = j 8 
Heavy Duty—50 mesh self cleaning eM O60 EX 
Stainless steel screen with aluminum shell. wF 110 160 #1 1EJX2 
* SPEEDAIRE 
Breather V No. 1EJT5 
eat eC eC ts ; NPT Item 
= Max. operating pressure: 150 psi Port (in.) Hex (in.) No. 
= Operating temp. range: 35° to 300°F < ie__IETS 
Low-profile vents insert easily into cylinders, 2 WE iE 
gear boxes, and storage tanks. Prevent dirt and %, ie AITO 
particles from entering open ports. 1 1% TEJU1 
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PNEUMATICS Scan. Order. Done. 
Controls & Fittings Details on page A1. 





: Mfr. Item 
Outlet Port : Inlet Port Cv Model No. 


Screwdriver Adjustment 
Ye: NPT 








7 3 0.3 119307-125 2F849 
Cylinder Port ous Ye-Pushto Connect 0.3 119309-125 F859 
" 4 : = 
Flow Control Valves “NPT Push to Connect 0.7 119309-250  2F861 
NPT NPT 1.9 119307-375 2F853 
= Max. operating pressure: 150 psi i ¥e" Push to Connect 1.9 119309-375  2F863 
vo ye 10-39 UNE Ot 119307103 2F84y 
aa rewdriver Adjustment—Right-angle flow : : 7- 47 
pa Screwdriver Adjustment—Right-angle flo 10-32 UNF 5" Bush fo Connect 0.1 119309-103 2F857 
s control valves mount directly into cylinder port. Thumb Sorew Adjustment Sine 
R ll-metal design. Dry thr lant on mal " 8 ,; “129 9 
No. 2F859 ugged, all-metal design. Dry thread sealanton male yw NPT SirBicn to connect 03 110310198 2CDPS 
threads. Full 360° rotation for tubing alignment. 7° NPT : 07 119303-250 2cDP6 
; Ys NPT 4" Pushto Connect 0.7 119310-250 2CDR1 
Thumb Screw Adjustment—Can be plumbed with ¥Pushto Connect 1.9 119310-255 2CDR2 
aes di: 35° NPT 1.9 119308-375 2CDP7 
Nic. acines threaded fitting; use push-to-connect tubing for fast ¥'NPT Bi shto Connect 19 119310-375  2CDR3 
installation. YY NPT 4" NPT 2.8 119308-500 2CDP8 


ZSNC. 

Speed, Flow, 

and In-Line Control Valves with 
Adjustable 1-Touch Fittings 


= Pressure range: 15 to 145 psi 
= Temp. range: 23° to 140°F 

= Polybutylene body 

Preapplied sealant and top- 
mounted hex nut/adjustment 
screw allows fast assembly 

and easy adjustment with a flat 


2 & 




















screwdriver. Use with nylon, soft 
Screw Screw » » / 
nylon, and polyurethane tubing. Adjustment, | Adjustment, ~— ~” 
j Tamper-Proof, | Tamper-Proof, 
Stainless Stee! models have a Nickel-Plated | Nickel-Plated Nickel-Plated Brass, |Nickel-Plated Brass,| Stainless Steel, Stainless Steel, 
Stainless steel stem, and can be Brass, Flow In| Brass, Flow Out Elbows, FlowIn | Elbows, Flow Out | Elbows, FlowIn | Elbows, Flow Out 
used in washdown and clean- Tube ‘Pipe Item ltem Tube Pipe Body Item Item ltem ltem 
licati In-li l ize Size No. No. Size Size Size No. No. No. No. 
room applications. In-line valves ae Gontral Valves, Tube x NPT = Spend Eorirol Valves: ur] x NPT _ ae sae 
8 
include 4 hexagonal lock nut and Ye 10-32 UNF 5RIP1 SRTJ3 5/50" Ye Ve 48J182 48J210 4DGX8 4DGX3 
retainer that prevents accidental ye 8 SRTPG SRT 18 32 18 78 461185 46, 1213 = 4DHC4 
needle loss. Eloows feature 32. 4 y_r Lb 8 4 = 
tered. 1-direction fi trol 32, 10-32 UNF SRT P2 5RTJ4 "6 Vy Vy 4DGJ8 4DGP8 — — 
metered, 1-direction Tow Control. —3¢" Al 5RTP7 5RTJ9 yr 48J183 48J211 4DGY1 4DGX5 
Ve Ya SRTR1 5RTK3 yj" Yr Se 4DGK3 4DGR3 4DHD6 4DHC9 
Ye 10-32 UNF 5SRTP3 SRTJO ; Ya Va 48J186 48J214 4DGY5 4DHC6 
YA" Ver SRTP8 oRTKO ye 8 48J189 48J219 4DGY8 4DHD5 
Va Ya SRTR2 ORT K4 Ye Ve 48J184 48J212 4DGY2 4DGX6 
Ya ¥8 SRTRS 5RIK7 56" Vy ve 4DGK4 4DGR4 4DHD7 _ 
Ya" 10-32 UNF SRTP4 oRTJ6 n/a Zh 48J187 48J215 —_ 4DHC7 
Ye Ve" SRTP9 oRTK1 ye 8 48J190 48J217 4DGY9 4DHD3 
Ae Zs oRTR3 SRTKS Vy ¥e 4DGK5 4DGR5 _— —_ 
Ve ¥8 SRTR6 5RTK8 ya" Ya" YA 48J188 48J216 4DGY7 4DHC8 
Nickel- ye" Zs ORTR4 oRTK6 8 ya 48J191 48J218 4DGZ1 4DHD4 
Plated Brass ye A SRTR8 SRTLO Yor V2" 48J192 48J220 4DGZ2 4DHD9 
Body Item ye" ¥8" SRTR/ oRTK9 Yr Vy 48J193 48J221 40623 4DHE1 
Tube Size Size No. Ya" YA" oRTRI ORTL1 Speed Control Valves, Tube x aa 
In-Line Speed Control Valves, Tube Flow Control Valves, Tube x R(PT) Anita Vr 48J1 48J222 _ _ 
Ya" Ve" 4DGV2 3.2mm ss oRIT3 SRTLS We Ya 18/198 48J226 _ —_ 
Yar Zs 4DGV3 3.2mm Mod x 0.8 oRTTO SRTIL2 Ye Ve 48J195 48J223 4DGZ5 4DHE3 
YA" Ye" 4DGV5 4mm Ve SRIT4 SRTL6 6mm Ye 4DGN1 4DGU1 4DHA3 4DHF1 
Ae Ya" 40GV4 4mm Ya oRTTS ORTNO Ya Va 48J199 —_ —_ — 
Ve Ye" 4DGV6 4mm_ Mod x 0.8 oRTT1 SRIL3 aE 7s 48J203 _— —_ 4DHF5 
3" ye" 4DGV7 6mm Ve SRITS SRTL/ Yer 48J196 48J224 —_ _ 
ye" Vy" 4DGV8 6mm YA SRIT9 oRIN1 8mm i 4DGN2 — _— 4DHF2 
Ya" Ya 4DGV9 6mm ye" SRTUS ORTNS Ya a 48J201 48J228 _ — 
4mm Ve" 4DGW1 6mm Md x 0.8 5SRIT2 SRTL4 a ce 48J204 48J231 —_ 4DHF6 
6mm Ve 4D0GW2 6mm Ve 5RIT6 SRIL8 Yee 48J197 48J225 — — 
6mm Yq" 4DGW3 8mm Va 5RTUO SRIN2 Yo 8 4DGN3 4DGU3 — 4DHF3 
6mm Ve" 4DGW5 6mm Ye" 5SRTU4 5SRIN6 10mm YY 48J202 48J229 4DHA2 — 
6mm Yq 4D0GW4 10mm Ver SRIT/ SRTLI a 48J205 48J232 — 4DHF/ 
8mm ye" 4DGW6 10mm Va SRTU1 5RINS Yor Ya 48J207 48J234 — 4DHF9 
10mm ¥8° 40GW/ 10mm ¥8" 5SRTUS SRIN/ Yo 8 4DGN4 4DGU4 — 4DHF4 
10mm Ya" 40GW9 10mm A SRTU/ SORTING 12mm %  ¥% 48J206 48J233 —_ 4DHF8 
12mm ¥8" 40GW8 12mm Ya oRTUZ SRTN4 A 48J208 48J235 — 4DHG1 
12mm — 4DGX1 12mm ¥8 SRTU6 SRINS 
12mm Ya" oRTUS oRTPO 
! 4 Tube Pipe Item Tube Pipe Item 
Z SMC. Size Size No. Size Size No. 
%32° 10-32 UNF 5RTU9 4mm M3x0.5  SUPE4 
Ya’ 10-32 UNF _ 5RTVO 4mm M5x0.8 SUPES 
Speed Exhaust Control Valves = satvi~ “smm “ws x08 sures 
ia arene! Ya" Va oRTV3 6mm ver SUPE/ 
with 1-Touch Fittings a a a ae 
—— 
2 . j V6. 8 4) mm 4" 4) 
Pressure range: 19 to Les psi vA a SOPDE- Sim oa POPES 
= Temp. range: 23° to 140°F # us SUPD7 19mm A SUPF! 
: : 8" 8° 4) mm 4" 5 
No. 5RTUS Integrated quick exhaust valve and exhaust restrictor 7%" vA SUPE2~ tO0mm 3A" 5UPF4 
allow for high-speed cylinder operation. Design helps A Ai SUPEO 310mm 2" 5UPF7 
to remove moisture build-up at the actuator port eS eee 
pé port. A A BUPES. 12mm 34" 5UPF6 
No. 5RTV1 Nickel-plated brass construction. 12mm" 5UPF8 
2552 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° PNEUMATICS 
Find the Wy. Find Solutions. Find Great Prices. Function Fittings 


Kilegris 





































7 ha Looking for High- Tube Size Sie No. 
Function Fittings Pressure Fitting Ss a Controls, Miniature, Control Flow Meter Out 
= Metric valves have MINI BALL VALVES and Couplers 
BSPP threads = Max. range: 145 psi - 
For more Pneumatic : 6mm Ys 1PFY7 
Compact push-to-connect = Temp. range: Tubing, see page 2618 
° fo) F] . 
flow valves help ensure -4° to 176°F Additional tubing 8mm v {PFY9 
excellent performance Enable in-line pneu- = 8mm % 1PFZ1 
‘ oe p products are available | ™ _ BSPT x Tube 
suited for reduced and closing. 6mm x 196992 
. a mm 4 
spaces. Nylon and nickel- piLOTED NONRETURN _— Pipe Item 6mm %" 19994 
plated brass construction Tube Size _ Size No. 8mm V, 19G995 
except where noted ' VALVES Flow Controls, Compact, Meter Out 8mm V 196996 
p = Pressure range: BSPP x Tube : 8mm ¥  19G997 
Polypropylene push 14.5 to 145 psi 4mm Ye 1PFX1 MNPT x Tube | 
button and Buna nitrile T 6mm Ye APEX2 ve Ys APF ZA 
= lemp. range: 6mm Vy" 1PFX3 32 V3 1PFZ3 
elastomer seals for leak- 93° to 140°F ares APEX yj" i TPEZS 
| Vj A a 
free connections. For use 4, o protect equip- mm a eee damm M5 x0.8 1PFY5 
with polyurethane, poly- mm 4 6mm M5x0.8  1PFY8 
ethylene, or PTFE tubing ment by blocking . 10mm ¥e 1PFX7 Tube x UNF 
"cylinder movement in BSPT x Tube 7. 796989 
FLOW CONTROLS a vertical or horizontal ! eum 5 130Gb Vp! 10-32  1PFZ2 
Osition. Valves allow 8mm yy" 19G984 
Compact S erin cana 10mm vs" 196985 
= Pressure range: € cylinder to Stop in {0mm 94" 196986 imm 10-321 PFYG 
14510145 psi stoke. ignn 7 oats 
: 4 X lube 
= Temp. range: PNEUMATIC fmm 7% 196986 
32° to 158°F THRESHOLD SENSORS = -yyptx tune mm___#'_196990 vr ae 
Adjustment screw = Pressure range: a is TEENS 
controls airflow, while 43.5 to 116 psi vA 15° PY] Te ae 11a 
locking nut protects the © = Back pressure: a EYE FT 
flow setting from being 0.85 psi to 1 Bar ws 7 7 1PFY4 _ a 
changed due to tamper- . Temp. pane: Flow Controls, Compact, Knobless, Meter Out 
ing or vibration. 0° to 140°F BSPP x Tube ane ae = vr 196999 
: Detect the absence of V4! = 2 19H002 
Swivel ee ancki aul e 1 BERR NPT x Tube 
= Pressure range: Ap depacealen er eleaeas 8mm Ai 1DFC1 " Y' Ys" —- 1DDY8 
: it to a pneumatic output vA ; 
14.5 to 145 psi 6mm a __ADFG2 Ve ve" 1 DDYS 
which emits a signal 8mm TDN om am 
= Temp. range: 10mm 7° ADEN aS 7 ye 10021 
39° to 158°F to pilot the next step. Tomi 3%" ——4DFN3 _ S % Vp 1DDZ2 
. Sensors are compact fOmm i {DENA Mini Ball Valve - Inline 
p Tub 
Allow access to vertical or 12mm Ye" 1DFN5 ube 
angled tubing in restric. 24. Can be mounted témm ___7__ADFN6 
tive ulatbe ona Cynwenor cone) meine Threads x Tuhe x" — 1PGB2 
valve on any pneumatic S 
In-Line equipment to control 4mm M5 —- 1DFB5 
- Mini Ball Valves With Vent 
= Pressure range: the operation of the MNPT x Tube. 
14.5 to 145 psi cylinder. 6mm M5 1DFB9 1/4" Ya" 41PGB5 
= Temp. range: MNPT x Tube 
39° to 158°F METER IN CHECK Ve Fe 1DDW9 ys Ys 1PGB6 
aadicuial VALVES ve ——i—1DDX1- Min Ball Valves WithVent= Inline 
Unidirectional airflow = Pressure range: vA ve Dee 
allows air to flow freely in —_ 44.5 to 145 psi é& 1 ih ie {DDW7 
. a» : : 
through the flow control; Temp. range: ~ vA 7 ADDX3 yp" —  1PGB3 
metered out through the 32° to 158°F abe x UNF He Ys" 1DDX4 
j ube xX a7 ii = 
camnils ee Valves are compact, Piloted Non Return Valves 6 en 
Miniature lightweight, and allow | Vy" 10-32 41DDW4 BSPP x Tube 
anager: 6mm yi 19H024 
= Pressure range: air to pass in 1 direction a A 4 9HO25 
14.5 to 145 psi while blocking air flow ee ae Ae in a bila 
= Temp. range: in the other. 7 psi will Flow Controls, Swivel, Meter Out {Omm—¥"19H029 
30° to 158°F overcome the spring BSPP x Tube _ 12mm *  19H030 
6mm Yep 1DFN7 Piloted Non Return Valves with Flow Regulator 
Specially designed for use Pressure. 6mm Ya ADENB BSPP x Tube 
with small-bore cylinders QUICK EXHAUST gmm___/#__ADENS 6mm "~~ 19HO31 
in very small pneumatic VALVES = 8mm Zi 1DFP2 6mm 7" ——FOH032 
applications. = Pressure range: iemm i BEDE 8mm a 19H035 


10mm ea 19H036 






LOCKOUT VALVES 10 to 150 psi MNPT x Tube : | 9mm 7" 19037 
. : 12mm a 

= Pressure range: " oe ae Ya" Ys" 1DDX5 Pneumatic Threshold Sensors 

14.5 to 145 psi 0° to 160°F : NPT x Tube 
= Temp. range: Help increase system er a ian oe depkam Of Fou 

-4° to 160°F efficiency and the cylin- : ve Ys 1DDX8 J" ordmm a" 1 9H012 
Mount onacylinderto der speed by purging Flow Controts, In-Line, One Way Yeo" or mm 34" 19HO13 
cut off both supply and cylinder exhaust air at aa" —~_1PFZ7 at or4mm 72 ions 
exhaust. Designed for i yale ih — a = eee Size Connection No. 

r 7 of at tne control vaive. i" = {PGB Quick Exhaust Valves 
maximum flow capac mm ———4DFP7 i NPTxTube 19H015 
ity in the open position. 8mm —~__ {DFP8 = vs" NPTx Tube 19HO16 
Brass material. im = tie rate Ys" NPTx Tube 19HO17 
mm = 





Yo" NPT x Tube 19H018 
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PNEUMATICS 
1-Touch Fittings 


Scan. Order. Done. 
Details on page A1. 





Brass and Polybutylene 1-Touch Fittings 


= Operating pressure range: -15 (vacuum) to 145 psi 


= Temp. range: 23° to 140°F 


























Low disconnecting force helps prevent collet and chuck from biting into and damaging tubing. 


Polybutylene/brass body and threaded portion can turn independently of one another for use in 
confined spaces. Use with polyurethane, polyolefin, nylon, and PTFE tubing. Can be used for positive 
air pressure as well as vacuum for actuators, air preparation, and directional control valves. 


Tube Item Tube Item 
Size No. Size No. 
Tube x UNF Tube Caps 
Bulkhead Union Elbow, 90° Tube Cap 
Ye" 36W658 %32" 36W945 
%2' 36W659 Ya" 36W948 
Ye 36W661 Ye  36W950 
Ys 36W665 Ye" 36W952 
t. 3" 36W667 4mm 36W946 
6mm =36W947 
8mm 36W949 
Tube x Tube 
Bulkhead Union 10mm _ 36W991 
Yer 36W954 12mm 36W953 
%2'  36W955 Plug-in x Tune 40 
Her ug-In Elbow, 90° 
oe —aewae Ys 36W643 
a ®) v5" 36W657 
“6 36W961 
i fOmm 36W633 
fp 36W963 
yy" ~~ 36W965 12mm 36W649 
4mm ___ 36W996 Tube Pipe Item 
6mm 36W958 Size Size No. 
8mm 36W960 Tube x UNF 
10mm  36W962 Hex Socket Head Male Adapter 
12mm 36W964 ' 
Bulkhead Union Elbow, 90° Ye 10-32 36W694 
us seWeea %2' 10-32 36W695 
r 36W660 Ys" 10-32 ~36W707 
ue Male Adapter 
6mm  36W662 
8mm  36W664 VW 10-32 36W985 
10mm 36W666 %2' 10-32 36W993 
a Re See 
Straight Uni 4 
rag = %" 36W966 _Male Branch Tee* 
4) ) —¥%c" 36w990 
- He" 36X004 ) Ys" = 10-32 36W734 
vs" 36X019 ®) 
5 u 
Ae S6X035 5g" 10-32 SEWED 
fi 36X050 vs" 10-32 36W770 
Yo 36X064 ° 
2 Male Elbow, 45 
4mm 36W997 eo 
6mm 36X012 | , 
10mm 386X044 ine 
vanm nto 
‘ A : 
Union EnoW, 90" —aeyqri- Male Elhow, 90° 
= 540"  36X080 Ye" 10-32 = 36X074 
of Ae 36X093 » %e2" 10-32 36X082 
® uo 36X110 & i 10-32 36X098 
. ow EN 10-32 36X116 
2 $6W650 Extended er Elbow, 90° 
4mm 36X087 
6mm = 36X103 6) 
8mm 36X122 ; 4mm M5 x 0.8 36X226 
10mm 36X137 
12mm 36W644 
Union Tee* — 6mm M5 x 0.8 36X229 
= %  36W731 Female Elbow, 90 
, %2 36W7/38 
= “\ Ye" 36W750 4mm M5 x 0.8 36X188 
» a 7 SEW7ED 4mm M6x 136X189 
a mm X 
LL 6mm M6x1 36X192 
7 S8W796_ oTabe x RIPT) 
V2 36W812 “Female Elbow, 90° 
4mm 36W7/44 
6mm = 36W7/56 
8mm s86W/74 6mm M5 x 0.8 36X191 
10mm 36W789 
12mm 36W806 
Y Union Hex Socket Head Male Adapter 
1 i —_> 
= —) vo saps —— 4mm Md x 0.8 36W698 
. He 36W837 4mm M6x1 36W699 
™ Ya" 36W852 6mm Mod x 0.8 36W705 
| Ae  36W869 6mm M6x1 36W706 
FH" 36884 Male Adapter : 
4 36W830 Ye Md5x0.8 36X011 
Ju Yj M5 x0.8 36X029 
6mm _36W844 4mm M5 x 0.8 36X002 
8mm 36W862 4mm M6x1 36X003 
10mm 36W878 6mm M5 x0.8 36X017 
12mm  36W892 6mm M6x1 36X018 
Male a. ise 
jam M5 x 0.8 36W/48 
M6x1 36W749 
®) qu M5 x 0.8 36W/62 
¢ 6mm M6x1 36W763 
2554 GRAINGER. 
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Tube 
Size 
Male Elbow, 45° 


es 
re 4mm 
6mm 


6m 
Male Elbow, 90° 
ie 


4mm 


3 


®) tna 
& 4mm 
omim 

Male Run Te 
~~ 4mm 
4mm 
‘» 6mm 
6mm 

Y Branch 

=— 4mm 
=F 4mm 
6mm 
/ 6mm 














Pipe Item 
Size No. 


M5 x 0.8 36X263 


M6 x1 36X264 
M5 x 0.8 36X267 
M6 x 136X268 


M5 x 0.8 36X079 
Mos x 0.8 36X121 
M5 x 0.8 36X091 
M6 x1 36X092 
M5 x 0.8 36X108 
M6 x 136X109 


M5 x 0.8 36W914 


M6 x1 36W915 
Ms x 0.8 36W923 
M6 x1 36W924 


M5 x 0.8 36W835 
M6 x1 36W836 
Mo x 0.8 36W850 
M6x1 36W851 


Tube x MNPT x Tube 
Male Branch Tee* 
e.. Ves Vie" 36735 
= Ye" Ys" ~~ 336W737 
Tube x MNPT 
Extended Male Elbow, 90° 
Ye" Ys" ~—- 336X205 
Ye" Ys" ~ ~—36X206 
/32' Ye" ~—- 336X207 
/32" Ys" ~—- 336X208 
He Ye" ~—- 366X209 
He Ys" ~—« 336X210 
®) V4" Ye" —s- 366X211 
; V4" Ys" ~—« 336X212 
V4" ¥8' = 336X213 
6" Ys" ~—s- 336X214 
V6" Ys" ~~ 336X215 
-_- V6" 3%" —36X216 
7 yg" Ys" ~~ 336X217 
3g" ¥" —36X218 
Ye" Yo" «336X219 
yp" Ys" «336X220 
Vf" ¥"  —36X221 
yp" Yo" «336X222 
Hex Socket Head Male Adapter 
9/30" Ys" 36W696 
Ye" Ye" —- 36701 
VA" Ye" = 36W708 
VY" ¥3'  36W710 
V6 Ye" —- 36W714 
V6" Ys" 36W715 
V6" ¥3' 36716 
ye" Ye" 36W721 
Ye" Ys" = 336W722 
3" ¥" =36W723 
¥" Yo" —- 36W724 
Y," Ys" = 336W728 
Vp" ¥3'  36W729 
Y," Yo" —- 336W730 
Male Adapter 
Ve" Ye 36W986 
Ye" Ys" 36W987 
Ye" Ys" ~~ 36W988 
732" Ye 86W994 
/32" Ys" 36W995 
/32" Ys" ~~ 36W996 
He Ys"  36X009 
6" Ys" ~—-36X010 
Ya" Ye" ~—- 366X026 
VY," Ys" ~~ - 36X027 
Va" ¥s' 336X028 
6" Ys" ~~ 36X042 
V6" ¥"  36X043 
Ye" Ys" = 36X055 
Ye" Ys" ~~ 336X056 
ye" ¥" 36X057 
Ye" Yo" —- 336X058 
Y," Ys" ~~ 36X068 
Vp" ¥"  36X069 
Y," Yo" «336X070 








Tube 
Size 


Male Branch Tee* 


Ye" 
732" 
732" 
732" 
He" 
V6" 
VY," 


P—. 


V6" 

V6" 

= Ae. 
¥" 

3g" 

¥" 

3g" 

Yo" 

Yo" 

Yo" 


Male Elbow, 45° 
Ye" 


3/30" 


He" 

V4! 1 

YW" 

@ 
Vie. 

V6. 

7 y 6 

¥g" 

3g" 

Se ¥g" 


Male Elbow, 90° 
Ye" 


Ye" 

Ye" 

732" 

732" 

732" 

wy (UG 
V6" 

Y," 

 — Ya" 
Vie. 

Ve" 

Vie. 

¥" 

V4" 

Male Run Tee* 

Ye" 

Ye" 

Ye" 


Pipe 
Size 


Ri 
Ye. 
ii 
Vi 
ii 
ji 
ii 
ji 
3g" 
ii 
ji 
3g" 
ii 
Vi 
3g" 
Ai 
ji 
3g" 
ii 


Item 
No. 


36W736 
36W741 
36W742 
36W743 
36W754 
36W7959 
36W771 
36W772 
36W773 
36W786 
36W787 
36W788 
36W802 
36W803 
36W804 
36W805 
36W816 
36W817 
36W818 


36X245 
36X247 
36X248 
36X250 
36X291 
36X252 
36X293 
36X294 
36X259 
36X256 
36X27 
36X258 
36X259 
36X260 
36X261 
36X262 


36X075 
36X076 
36X077 
36X083 
36X084 
36X085 
36X099 
36X101 
36X118 
36X119 
36X133 
36X134 
36X139 
36W641 
36X117 


36W906 
36W907 
36W908 
36W909 
36W910 
36W911 
36W919 
36W928 
36W929 
36W930 
36W937 
36W938 
36W939 
36W973 
36W974 
36W975 
36W982 
36W983 
36W984 


Pneumatic Straight Threaded- 


to-Tube Adapter 


VY," 


al 
Union Elbow, 90° 


Find even MORE on Grainger.com® 


Va" 


A 
y" 
yh" 
y" 
3" 
yA" 


36W709 


36W639 
36W640 
36W642 
36W654 
36W655 
36W656 





Tube Pipe Item 
Size Size No. 
Y Branch 
Ye" Ye 36W822 
=F i" ~~ 36W823 
32" Ys 36827 
, * %" vi" 36W828 
= Ye Ye 36W841 
He Ys" = 36\W842 
— Ya" Ys" 36W858 
Yq Ys" 36\W859 
Ya" ¥s' 36W860 
Ae Ys" 36W874 
Ae Ys" ~~ 36\W875 
Ae Ye’ = 36 W876 
34" Ys" ~— 36\W889 
Ye" Ys 36W890 
3" Yo" 36W891 
Yo" Ys" ~~ 36\W902 
yp" ¥s' 36W903 
Yo" Yo"  36W904 
Tube x Male BSPT 
Extended Male Elbow, 90° 
3.2mm %' 36X224 
3.2mm %' 386X225 
4mm = ¥%' 36X227 
4mm = %' 36X228 
6mm =%' ~=36X230 
6mm = %" ~—s 336X231 
6mm =%'~—s 386X232 
6 — 8mm ¥%  36X233 
8mm = %' 836X234 
8mm = % §=—- 386X235 
10mm = %' 36X236 
— 10mm **%'  36X237 
10mm =%" = 336X238 
12mm =%' ~=— 336X239 
12mm % 36X240 
12mm % 36X241 
16mm % 36X242 
16mm" ~—s 336X243 
Hex Socket Head Male Adapter 
4mm Ys’ 36W697 
6mm = ~=— 86W 702 
6mm ~=so%'~—Ss 86 W703 
6mm =%' 36W7/04 
8mm = 3% = 36W7/11 
_ 8mm Y= 36W712 
8mm = %—Ss 36 W713 
10mm % 36W717 
10mm = 4% 36W718 
10mm %' 36W719 
10mm = %' 36W720 
12mm = %' ~—s 386725 
12mm %' 36W726 
12mm" —s 86W727 
Male Adapter 
Yer Ys" 36967 
Ye Ys" 36968 
He Ye"  36X005 
He" Ys" 336X006 
Ya" Ys" 336X020 
V4" Ys" ~—- 336X021 
Ya" ¥ =36X022 
Ae Ys"  36X036 
Ae Ys" ~~ 336X037 
: ee 36X08 
" 4 5 
3" ¥ = 36X052 
34" Yo" —- 336X053 
YA" Ys" ~~ 336X065 
yp" ¥s'  36X066 
Yo" Yo" —- 336X067 
Male Adapter 
4mm ¥%' 36W998 
4mm %' 36W999 
6mm =%' ~—- 336X013 
6mm = %' 336X014 
6mm = %' ~=36X015 
=» 8mm % — 36X031 
8mm =—%' ~—- 336X032 
8mm %  §©636X033 
> tomm ve —36x0ab 
mm 4" 4 
10mm %'  36X047 
10mm 36X048 
12mm = % 36X060 
12mm % 36X061 
12mm % 36X062 
* Tees read: run x run x outlet. 
| CONTINUED | ] 
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“~~|GRAINGER.COM 1-Touch Fittings 
Z SNC. 
Brass and Polybutylene 1-Touch Fittings 
ss Al re a a om ee te rh ae Ah pate ae on ae 
Ize Ize 0. Ize Ize 0. Ize Ize 0. Ize 1Ze 0. Ize Ize 0. 
Tube x Male BSPT (Cont.) Male Elbow, 90° Union Elbow, 90° Tube x Male Tube x Female BSPT 
Male Branch as 7 —aEwT8) ao uy 36X094 Ye" Ys" 36W635 Extended Male Elbow, 90° Female Adapter Wr BBD 
Het 36WT52 vee SBT y, seWea? . 4mm" 36X163 
Yi" Ve" 36 W765 Yi V4" 336X112 7 36654 6mm _%" _36X164 
A A S6W766 1j;' 3%"  36X113 5° —3BWEED 3.2mm M5 x 0.8 36X223 6mm Ve SEXt6p 
767 He Ve X12 6 ¥, 
er BBW Sher Va seXi23 %  36W653 arin ve" 386X167 
ie’ Va" ~~ 36W782 Ye" ~~: 386X130 ¥%  36W631 Male Adapter 8mm 4%" 336X168 
» He" -%' ~—«BGW783 -. 4mm _%' _36X088 ve"  36W632 6 8mm 3%" 36X169 
a eh 36W797 4mm Vy 36X089 12mm %  36W645 10mm uA 36X170 
or mee mee iT em ye 36X08 (mm ¥e"  36W646 ae {3mm Ya" 3X17? 
8 2 —— ‘4 7 4 
Yo’ 36W813 6mm _%" _ 36X106 aun 2 SONGas 12mm__%"__36X173 
ih" 35" 36W814 8mm %  36X123 _Y Branch : : Tube x FNPT 12mm" ~—« 386X174 
ye 36815 8mm" 336X124 ve 8 —_— S6W838 Female Adapter 16mm" 36X175 
Male Branch Tee* 8mm %" 386X125 Yo =~ 36 W839 % Ys 36X147_— Female Elbow, 90° 
4mm 36W745 10mm  %" —36X138 Vi B6W853 Ye 4 «8 6X148 4mm__%"__-36X190 
4mm vs" 36W746 10mm 4" 36X139 a7 36we5d Yo" Ye" 336X149 6mm _%" 336X193 
6mm" 36W757 Male Run Tee* . 7° —¥ —3GW855 Yao Va" 36X150 6mm %'__ 36X194 
6mm _%4" 36W758 He’ -«36W916 = 7 —" — 3B Wa6S Vi" Ve" 36X151 6mm 3%" 36X195 
6mm 6" 36W759 Ye Vs" ~—«-36W917 = 16 a Yi" Vas 386X152 8mm _%" 336X196 
8mm 1% 36W775 yj" ——-36W925 vie 4 «8 6W870 Vs" 8’ «366X153 » 8mm %" — 36X197 
) 8mm 4" 36776 = 7% 36w926 Ye" ~—«BBW871 Ye" ~~ 36X154 8mm 3%" 36X198 
8mm _%" 36W777 Yi" 36W927 ye" Va" ~~ 36W885 es" «366X155 10mm  %4" _36X199 
LW 10mm  %" 36W790 Ye ve" ~~ 36W934 3% 3" —36W886 Ye" _¥e" ~~ 36X156 fOmm %"  36X201 
~ 10mm %  36W791 Ye Vs" ~~ 36W935 3" 5" —36W887 Ys Vs" «386X157 f2mm 4" 36X202 
10mm  %"  36W792 ») Ye" ~~ 36W936 7 —T" —3ewand ¥ —*¥%s" ~—«8B36X158 {2mm _%" _ 36X203 
10mm %" 36793 & % VY" 36944 ——_ %" ve" 36X159 12mm %"  36X204 
12mm vs" 36807 ¥ "~~: 36971 y : swent i o sll 
12mm 3%" 36808 ——  % ve + 36w972 2" 2" i 3" 
12mm %" 36W809 7" Ys" 36W979 + Y Branch Female Elbow, 90° 
mm" 5 yh" 369 = 4mm 4"  36W832 a 4" 
4mm Vy 36X266 Male Run Tee* _ 7 6mm 14" 36W845 Yaz A, 36X178 
6mm %" _36X269 4mm _%" 36W912 . 77 —36W84G ¥a2 Vs" 36X179 
6mm 4° «336X270 4mm": 36W913 ae omm 4 Vi’ Ve": 36X180 
6mm _%" 360X271 6mm 4  36W920 © 6mm 36W847 iy Vs" 336X181 
8mm _%" _36X272 6mm 4" 36W921 SS 8mm  %" 36W863 yi; 3" 36X182 
% 8mm _%4" _36X273 es 6mm  %'  36W922 8mm 4" 36864 Ys" Vs" 36X183 
‘Om 38K wee |SSS:C_ BBWS os 38X85 
o. 8 4 Vy," 
10mm vi 36X276 8mm_34"  36W933 te — sewest Ve." 36X186 
10mm %" _36X277 ®) — 10mm  %"  36W940 Yo" V5" 36X187 
~——— 10mm" 36X278 2 10mm" 36w941 1Omm 2 36861 
12mm 4" 36X279 —- 10mm %'  36W942 12mm 1%" 36W893 
12mm _%" _ 36X280 10mm %" 36943 12mm  %"  36W894 
12mm" ~—— 336X281 12mm = %' 36W976 12mm  %" 36W895 
16mm _%" _ 36X282 12mm _%" 36977 
16mm = % ~=36X283 12mm = % 36W978 
ALPHA 


TINGS& 
PACCESSORIES 


Swift-Fit Universal Flow Controls 


= Max. pressure: 190 psi (fittings) Male threads on PTC fittings are compatible with both inch and metric female thread systems. Will not strip threads 








= Temp. range: 0° to 200°F on either the fitting or the component. Built-in reusable Buna thread seal for quick, low-profile installation. 
Tube Thread Item Tube Thread Item Tube Thread Item Tube Thread Item 
Size Size No. Size Size No. Size Size No. Size Size No. 
Knob Adjustment, Control Knob Adjustment, Screw Adjustment, Screw Adjustment, 
Flow In and Out Control Flow Out Control Flow In and Out Control Flow Out 
Swift-Fit x Tube Swift-Fit x Tube Swift-Fit x Female NPT Swift-Fit x Tube 
Ve" Ve" 1VRF4 Ve" Ver 6IMN36 Ve Ve 1VRD9 Ver Ve" 6MN33 
VA Ve" 1VRF5 YA Ve" 1VRD4 Ya" VA" 1VRE1 YA Ver 6MN34 
i Ya 1VRF6 YA" YA" 6IMN37 ye" ye" 1VRE2 YA Va 6MN35 
ye" Va 1VRF7 ¥3" VA" 1VRD5 Swift-Fit x Tube Ye" Va" 1VRC6 
ye" Ye" 1VRF8 ye" ¥" 1VRD6 Ve Ye 1VRE3 Ye" YB" 1VRC7 
VY, Ye" 1VRF9 yy" ¥3" 1VRD7 Yq" Ver 1VRE4 Vy" ¥3 1VRC8 
VY; Vp" 1VRG1 yy" yy" 1VRD8 YA" YA" 1VRE5 Vy" yy" 1VRC9 
Swift-Fit x Female NPT Swift-Fit x Female NPT Ye. YA" 1VRE6 
Ver Ve" 1VRF1 Ver Ver 1VRD1 ¥3" ¥3" 1VRE7 
VA" Ya 1VRF2 VA" VA" 1VRD2 y," ¥3 1VRE8 
Ya" Ye" 1VRF3 ¥3 ¥3" 1VRD3 yy" yy" 1VRE9 





FIND MORE ONLINE 





Can’t find it here? Go to Grainger.com® today to see our 
full selection of over 1.7 million products and the services 
and solutions to help you get it done! 
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Push-To-Connect Fittings Details on page A1. 
= =55s 7 Pipe _—iItem 
Glass-Filled Nylon Push-To-Connect Fittings legris Tube Size Size No. 
= Max. pressure: 290 psi Stainless steel gripping ring allows you to create a > uy = 10°32 4GxC6 
= Temp. range: -4° to 175°F secure, leak-free connection without tools; discon- TA i AGXD1 
= Pkg. qty.: 10, unless otherwise noted nects easily with the plastic release button. All ve a 4GxD2 
. Pipe Item threaded elbows, tees, and Y's swivel around the A v7," ~~ AGXDG 
raha 0-0-7 WPTAUNE Tube Size__—Size__No. threaded, nickel-plated base for easy installation. Male Standpipe _ W- —AGXES 
ube U.U. X “au : F F 4 4 
Male Connector Fitting bodies are a composite material—nylon and ) For Sm Va AG KES 
. Ye Ye _1PFF4 nickel-plated brass. Thread sealant is preapplied ‘a ) 7, i" AGXE7 
A A ES to all tapered threads. Buna N elastomer seals ss 
i" vi" {PFF6 , , 
i _ ra 10-37 PFW Can be used with all pneumatic machines, as well Female Bulkhead Adapter = y- —4PELS 
| Fao" ordmm ve" 4PFFS as for food-processing, packaging equipment, om 7 SWIG 
orem 39 wPrFY textile machinery, robotics, and semiconductor = TA 7" 4 PENA 
2 eel e aprr7¢ ~—sCP plications. Use with semirigid nylon, flexible poly- Fe Ys TPEN2 
Tie 7" —4PFF8 # urethane, polyethylene, and PTFE tubing. Paces i vain 
Aa Ye IPFFS 10-32 UNF threads include O-ring seal. Tube 0.D. x BSPP/Metric 
A yi" 1PFG1 Male Connect 
Vi iP FG2 _ Pipe tem —— amma 1PENS 
va 10-32 1PFF2 Tube Size Size___—No. yN 4 Ve {PENA 
Ae" ve  5WRZ5 45° Male Elbow mm 4 
vie or6mm 8 14 i AGWY4 —~ 4mm M3x0.5  SWTD3 
ve or6mm 4 SWRZ6 TA i AGW? = 4mm M5x0.8  1PEN5 
“6 OF 8mm 7 SWRZ7 vA Ti" AGWZ3 ® 4mm M7xi1  SWTD4 
% 7e_1PFG3 , He 7" 6mm i TPEL1 
wi wu & He orsmm vs"  4GWZ6 6mm Ys IPENG 
i oe | Fi Ve" AGWZ8 6mm ye 10029 
% /2__1PFWS a TA 6mm H 1DEB1 
il 7 °  AGWZ9 
2 v4 __1PFG6 Vp" Up" 6mm  M10x1 SWTD7 
et “7 7, 75’ AGXAI 
2 7s 1PFW4 90° Female Elbow 6mm  Mi2x15 SWTD8 
Va Va 
V, ve" 1PFGT A %" 1X7 6mm M5x0.8 SWTDS 
6mm a SWRZ8 hp Bo" %" 1XCU8 6mm M7x1  5WTD6 
omit mae ir yA Pp Vi ver 1XCv9 gmm ve PENT 
10mm A SWTAO J 7 Vi" —4>XCW2 8mm vs" 4 PENS 
i a CAE / Fe Ve 1XCV5 gmm J" 1PENS 
TOmm ex SWTR2 ' Al vi 1xXcw4 8mm vA 1DEB2 
2mm i" SWTAS vA ye" AXCW6 8mm Mi0x1 SWTD9 
i2mm fe OWIAG Male Branch Tee* 8mm Mi2x15 5WTEO 
Female Connector ; = Vl Vie’ 1PEW7 10mm Vj; {PEP1 
Pan o ot DED3 a TEMS 10mm %" ~~ (PEP2 
8" Ya" Va" i" va 
vA 10-32 5WTG5 Yar 10-32 1DCN3 oan ue ane 
ao" i"  PEL2 %2 or 4mm Ye __1PEV9 om - s 
| Fo! 75" 4 PEL3 0" or 4mm Va" {PEW Vamm 7 DEBS 
® on i %3" or4mm___10-32 _1DCE8 12mm Vp 1DEB6 
Va fe APELO iA ye {PEWS 14mm 3%" 1DEB7 
Vj yi’ IPEL6 yy vj," 1PEX1 14mm Hy" 1DEB8 
a 6 Ye 1XCW8 Va" ¥" 1 PEX2 | 6mm eval 19D041 ee 
He" ye T0001 Aeor8mm ve" 1DCL6 Témm ve" 49042 ** 
val %  TDCd5 “ie or 6mm Y" __ 1DCL8 
yp Vi," 4 PEL8 , Ae or 8mm ¥e"  DCN1 Female Connector - 
= = = 3h iA" 4 PEX3 4mm Ve 1DDZ3 
a ea 2 A Vi" 4 PEX8 6mm ve 4DDZ5 
% 2 SWTHO — 3" 3%" 1PEX9 6mm V5" 1DDZ6 
oe A007 ENT i a ae 
2 g" 2 a 8mm V5" 1DDZ8 
. ee re @& isa —t aR 
Male Elbow, 90 v5 a6! 4DC79 6mm YA 5WRY7 12mm fe 4GWT4 ~ 
vA v5" —4PFAS 6mm i,"  BWRY8 16mm Yo 19D043 
vA 7; {PFAG6 10mm Yy ~=«-5\WRY9 90° Male Elbow 
vA 10-32 1DDA2 10mm ¥s"  5WRZO 4mm Ye" 1PFG8 
Stordmm YA PERD tOmm iy" 5WRZ1 4mm V5" 1PFG9 
2" or4mm Va" 1PFA3 . 12mm 7% __SWRZ2 4mm  M3x0.5  1DET6 
2" ordmm 10-32 __1PFA4 Male Run tee vA 7 —EWTKE 4mm M5x0.8  1PFH1 
. iy ie PFA A i’ 1 PERA 4mm M7x1  1DET7 
7A 74° PAG 4 10-32 5WTAS 6mm Ve" 1PFH2 
yj; 3," 4 PFB5 Zs ordmm__%" __1PEP9 6mm V5" 1PFH3 
Ve 10-32 1PFB6 Pa or 4mm VA" 5WTA8 6mm ¥e" 1PFW5 
Ae_or 8mm Ve 1DCP2 vzoramm 132 oa? 6mm ve" 1DETS 
“Ag. or 8mm i 1DCP4 vA 7," PERG 6mm M10x1  1DEU1 
a 6" or 8mm ¥3' __ 1DCP6 TL a7 6mm = M12x1.5 1DEU2 
~ eval 4" 4 PFB7 V/s 3" {PER7 
7%," i" 4 PFB8 Ae or Omm ve 5WTCO 6mm M5x0.8 1PFH4 
= Hp" 3" —4 PFBO Asor8mm___vs"__ SWTC1 6mm M7x1  1DET9 
yA" yA" {PFC Ye or 8mm x" 5WTC2 8mm yy" 1PFH5 
A VPC? 3 as ’_ SWITCS 8mm vs" 1PFH6 
A 35" 1PFC3 oe ze oe —ABERG 8mm ys 1PFH7 
VA Va i 
aa 7° + DCNO ye vy;  5WTC4 8mm M1i0x1  1DEU4 
aon 7" ADCY8 VA 3%" 5WTC5 8mm  Mi2x1.5 DEUS 
10mm % 1DCZ1 vA %*  1PEU2 10mm V5" 1PFH8 
tOmm %" 10623 6mm Ye ___SWTC6 1omm ¥s" 1PFHS 
12mm %  1DCZ5 ale toanect 6mm A SWIC? 0mm vo APF 
, 12mm Ye" 1DCZ7 ale } Lonnector v4 75° —BWRZA 12mm vi 1DEU6 
Extended 90° Male Elbow : ; 12mm val 1DEU7 
a a ue ——ia 12mm vs" 4DEUB 
%o"or4mm___ve___ 1DDA4 ye" Yi" TPFV7 
%2'or4mm _—*%4"_~—_—«sADDAG6 3h" 3," 4 PFV8 14mm 8 1DEU9 
30" or4mm___10-32__5WRY6 or damm Ue AP FEA 14mm Vp 1DEV1 
VY," oe eros Waa Or 4mm Ty {PFE? 16mm x" 19D044 ae 
Ai a 16mm ¥ -* 19046 ** 
Sea — or — eo iémm ye t90045** 
ie ; 16mm Ai 19D047 ** 
Ye or 8mm Ys" _1DDP6 
ye" Ye _1DDR1 * Tees read: run x run x outlet. + Pkg. qty.: 50. ** Sold as each. 
Ye" Ys" _1PFD8 # Temp. range: 5 to 155°F; Max. pressure: 260 psi; Bare brass. 
ex ¥ ¥5"__ 1PFD9 rcOMTINUEDT EY 
2556 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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<|:¢ >) |Download Available “a4 
OL®|GRAINGER.COM Push-To-Connect Fittings 
(Enz ———s« Glass-Filled Nylon Push-To-Connect Fittings legris 
Pipe Item 
_ Tube Size Size No. Pipe fen item 
Tobe 0-0. x SER Metric (Cont.) Tube Size Size _No. Tube Size No. 
6mm Ve AGWT7 Male Branch Tee* 90° Union Elbow 
i %2'or4mm ss 4GXH5 Ve" 1PEP5 
6mm WA 4GWT8 
Fa Sm MS OB BWTED ba pen Ve ve"  AGXH7 aX Va AGXK6 
dk Ya" YA 4GXH8 ¥2 or 4mm 1PEP3 

Male Branch Tee* = ye" Ya 4GXJ1 32) X Ya" 4GXK7 
4mm Ye" 4GWU7 3g" ¥g" 4GXJ2 Vie 5WTH4 
4mm M5x0.8 SWTE5S 4mm Yy" AG WN3 Vy 1PEP6 
6mm Ye 4GWU9 6mm %e AG WN4 Ae" or 8mm 1PEP4 
6mm V4" 4GWX1 6mm Yi" AGWN5 ye" 1PEP7 
6mm M5x0.8 SWTE6 8mm Ye ss AGWN6 Ye" x Ya" 4CJR9 
8mm Ye AGWX2 8mm Ya 4GXH9 Ye x Yo" 4CJ11 
8mm VY," 4GWX3 10mm Ys" AGWN8 yy" 1PEP8 
8mm ye" 4GWX4 12mm Ys" AGWN9O 4mm x 6mm 5WTH5 
10mm Ya" 4GWX5 12mm Yo  — AGWP2 6mm 1DEB9 
14mm y;" 5WTG0 Pj it 10mm 1DED1 
iémm _%" ~~‘ 19D0507* Tube Size Sime ON 12mm 1DED2 
16mm %" -19D054** = =the oD: x Stem 4mm IDED3 
16mm y;" 19D051 ** Plug-In 90° Elbow 16mm 19D057 ** 
16mm YA" 19D055 ** YR — 1DDU3 Union Tee* 

Male Run Tee* %32'0r4mm = — 1DEK7 Ve" x Va" 4GXJ6 
4mm Ye" 4GWP5 %2" — 1DDU2 Ve" 1PEU5 
4mm Ye" 1DEP7 Ya — 1DDU4 32" X Yq" 4GXJ7 
4mm M5x0.8 1DEP9 yy" — 1DDU5 2" or 4mm 1PEU3 
6mm Ye 4GWP7 %7eoremm — 1DEL3 Ae 5WTH/ 
6mm ¥" 1DER1 He —  1DDU6 A" x Ve 4GXJ8 
8mm 3" 4GWP9 Va —  1DDU7 A" x Ya0" 4GXJ9 
8mm Ya 4GWR1 Extended 90° Plug-In Elbow Ya" x Ye 4GXK1 
8mm Ya" 1DER4 %2'0or4mm = — 1DFV2 Ya" 1PEU6 
8mm Ye" 4GWR2 Vy" — 1DDV3 Ye or 8mm 1PEU4 
10mm Ya" 1DER6 %6or8mm — 1DEN2 A" x " 4GXK3 
14mm yy," 1DET5 He" x Va" 4GXK2 
16mm x 19D048** Plug-In Tee* x 1PEU7 
16mm Ye" 19D052 ** Vy _ 1DDV6 Ya" Xx Va" 4GXK4 
16mm yy," 19D053 ** Ye or8mm —  1DEP2 Lx ¥" 4GXK5 

Female Bulkhead Connector i me re00607* Vy" 1PEU8 

mm 8 ¥ 4mm x 6mm 5WTH8 
wily min TA 790061 ** Plug-In Run Tee vi ——anpu8 émm x dm 5WTHS 
pe 6mm x 8mm oWTJO 
Pipe Item 6mm 1DED4 
Tube Size _Size No. 8mm, Ac" 5WTJ1 
Tube 0.D. x BSPT/Metric Plug-In Y x 6mm 
Male Connector = g Sor dm ADE 8mm x 10mm 5WTJ2 
% ’ AGXF1 Vr — {DDR9 10mm x 8mm 5WTJ3 
i %o'or4mm ve" 4GXF2 on - TDEH TOmm 1DED5 
i in a2" or 4mm Vi AGXF3 i i UL ——annu 19mm 4DEDG6 
ze ui i ei Plug-In Reducer ‘4mm oe 
a 4s 4GXF5 i i {PFE6 16mm 19D058 ** 
Vi Vit AGXF6 | Sip" 73" —APFEE {6mm x 12mm 190059 ** 
Ye" or 8mm vs" SGXF7 7 7 —APFVS Union Y 
3p" VY" AGXF8 7," A {PFET i" 1DDR3 
xe" Vs" 4GXF9 Vr Vs {PFES %302" or 4mm 1DEF8 
Yo! ye" 4GXG1 vl Vs {4PFES Y32" x Ya" 1DDR2 
y" Yo" AGXG2 — Hie" 5WTKO 
a mm 1DEK4 
6mm Vg 4AAA1 4 — Yq" 1DDR5 
Fi mm 1DEK6 
6mm Ys" 4GWH8 Bai 4 DEKS "x 3 1DDR6 
8mm Ys = AGWH9 nm ——5WwrH? %e' or 8mm 1DEG3 
8mm ¥s = AGWJ1 aii ———5WTH3 Hg" 1DDR7 
10mm Ya" AGWJ2 Plu 4x 6mm 1DEF9 
famm _-¥" ~« AGWJ3 g 74 ——4PFD4 6mm 1DEG1 
t2mm_ eG Wa Yr ord4mm —  1PFC9 tf 6 x 8mm IDEG2 
12mm Ye  —4GWJ5 Vr —FPFD5 8 x 10mm 1DEG4 
14mm Ys = AG WJ6 He orsmm  — 1PFD2 10mm 1DEG9 
14mm Yo" AGWJ7 HR" — {PFV5 10 x 12mm 1DEG6 
16mm 7 19D039 “" WAL —~ {PFV6 12mm 1DEG/ 
16mm Yo"  19D040 *~ 6mm —~4PFDT T+ Equal Cross 
90° Male Elbow : tOmm ——~4PFD3 “a 1DCE2 
8 * a TGXGa 12mm —— AGWX9 Ye or 8mm 1DCG9 
30 ord4dmm = <¥ 6mm 1DCE6 
i Ve! i AGXGS 16mm — 19D062 
Le Va i ~ AGXG6 __ ‘Pipe item 
vA vA AGXG7 Tube Size Size No. 
== Ye or8mm % 4GXG8 Tube vi 
nion i 
5 7" —AGXGS ray — ype Bulkhead Union ve TPFTS 
ye" ¥s' = AGXH1 me = om " —  1PEV2 Y30" 1PFC5 
7," ¥  AGXH2 50" x Va" — 5WTJ5 Va" 1PFC6 
Ve A 4GXH3 %2 or4mm —  1PEU9 Ye or 8mm 1DEF4 
4mm Ya" 4GWL1 Vie — 4GXJ5 ¥g" 1PFC7 
6mm Ye AGWL2 Vj" —  1PEV6 Val 1PFV3 
6mm yy 4GWL3 Ye ors8mm —  1PEVI 6mm 1DEF3 
8mm a AGWL4 Ye x Va" — 1PEW5 10mm 1DEF5 
su mn TGWLe % Je — *PEV? * Tees read: run x run x outlet. t Pkg. qty.: 50. ** Sold as each. 
‘wernira 7° AGWLT rn ——4pEVE # Temp. range: 5 to 155°F; Max. pressure: 260 psi; Bare brass. 
12mm ¥  AGWL8 4x 6mm — 5WTJ7 
12mm Yo" 4GWL9I 6mm —  1DED8 
14mm Ys  ~=AGWN1 6 x 8mm — 5WTJ8 
14mm Ye — AGWN2 10mmxi2mm — 5WTJ9 
45° Male Elbow 10mm —  1DED9 
4mm Yer 4GWJ8 {9mm —“4DEFA 
—) gmm _%"  4GWKA idmm- ADE? 
~~ fémm —~ {90056 ** 
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PNEUMATICS Scan. Order. Done. [=f] 
Push-To-Connect Fittings Details on page Al. 





Swift-Fit Universal Nickel-Plated Brass Push-To-Connect Fittings ere 
= Max. pressure: 290 psi Feature universal threads that are compatible with NPT, BSPP, BSPT, ISO 7, ISO 228, G, and J 

= Temp. range: 0° to 200°F style female pipe threads. The fitting design allows you to carry only 1 thread style and helps 

= " to %" and 3mm to 8mm fittings sold in pkg. of 5 you avoid wasting time trying to identify the thread pitch of each fitting before connecting to 

= 4" and 10mm to 14mm fittings sold in pkg. of 3 tubing. Buna thread seal and innovative internal lip seal helps eliminate leaks; no need to use 


PTFE tape or thread sealants. Fittings can be used with copper, nylon, polyethylene, and poly- 
urethane tubing and are suitable for use in pneumatics, robotics, and water applications. 


i Union Union Tee* Bulkhead Union 





o 




















Item Item Item 
Male Tube Size No. No. No. 
Connection Male Male Swivel Male Swivel | Male Swivel Ya 6MM83 6MM87 — 
Long Connection | Elbow, 90° | Branch Tee* Run Tee* Ya" 6MN24 
Item Item Item Item Item Ye" 6IMN25 
Tube Size Pipe Size No. No. No. No. No. Ve 6MN26 
Ve" Ve" — 5UPJ1 5UPL5 5UPP2 5UPR6 
Ve" V4" — 5UPJ2 — 5UPP3 5UPR7 + 
Ye 10-32 5UPK9 — — — — 
30" Ve" 5UPL3 5UPK7 5UPPO 5UPR4 5UPT8 
32" V4 — 5UPK8 5UPP1 5UPR5 5UPT9 
32" 10-32 5UPL4 — — — — 
YA" Ye" 
i es apis pL ie apes t 90° sate Elbow ane Union en Tee* mut Y 
i em em em em 
we | | suse | SUpLo | sUpP6 | “SUPTO tyne size |_—_ No, No, No. No, 
ai oe Vy 31TT74 31TT80 — 31TT86 
“6 % = SUPJ6 SUPNO — = a9" 311175 317781 311783 311187 
ve ya" = SUPJ7 SUPN1 = _ yr 311176 = = 311189 
V6" ¥" — 5UPJ8 5UPN2 — — Ve" 31TT77 31TT82 31TT84 31TT89 
¥" Ve" — 5UPJ9 5UPN3 5UPP7 5UPT1 ¥" 31TT78 — — 311790 
¥" Y,' — 5UPKO 5UPN4 5UPP8 5UPT2 vA 3117179 —= 311785 = 
¥" ¥" — 5UPK1 5UPN5 5UPP9 5UPT3 
¥" Y" — 5UPK2 5UPN6 5UPRO 5UPT4 P , 
Yo" Ve" — 5UPK3 — — — wee 
Y" V4" — 5UPK4 5UPN7 5UPR1 5UPT5 2 of" ed 
iB 3 — 5UPK5 5UPN8 5UPR2 5UPT6 | om \ mad by 
A A — 5UPK6 5UPN9 5UPR3___|_SUPT7 4 a | 
3mm 3/16 1WUN1 1WUN9Y 1WUW7 1WUZ8 1WVB8 
4mm Vf" 1WUN2 1WUL1 1WUV8 1WUY9 = 90° Union Elbow | Bulkhead Union Tube Union Union Tee* Union Y 
4mm 3/16 1WUN3 1WUP1 1WwUW8 1wuz9 TWVB9 Item Item Item Item Item 
4mm Va = 1WUK9 1WUV7 1WUY8 1WVA8 jibe Size No. No. No. No. No. 
Sm a te | aos —| Wee | Te — I 
— mm 
6mm % = TWUNS TwuWwe2 1WUZ3 1WVB3 5mm 1WUX7 1WUT6 TWUR7 TWVC8 TWVD4 
6mm Ye" = 1WUL5 = = — 6mm 1WUX8 1WUT7 1WUR8 1WVC9 1WVD5 
6mm 3/16 1WUN6 — — 1WVA2 1wvVC2 8mm 1WUX9 {WUT8 1WUT1 1WVD1 1WVD6 
6mm V4" 1WUN4 1WUL4 1WUW1 1WUZ2 1WVB2 10mm 1WUX2 1WUT3 1WUR2 1WVC3 — 
8mm Ve" 1WUN8 1WUL8 1WUW5 1WUZ6 1WVB6 12mm 1WUX3 1WUT4 1WUR3 1WVC4 — 
8mm Yj" 1WUN7 1WUL7 1wuWw4 1WUZ5 1WVB5 14mm TWUX4 = TWUR4 TWVCS5 = 
8mm ¥" — 1WUL9 1WUW6 1WUZ7 1WVB7 
8mm Y," — 1WUL6 1WUW3 1WUZ4 1WVB4 
10mm V4" — 1WUK2 1WUV1 1WUY2 1WVA4 
10mm ¥" — 1WUK3 1WUV2 1WUY3 1WVA5 
10mm Y," — 1WUK1 1WUT9 1WUY1 1WVA3 
12mm Ya = 1WUKS = = = Inlet Port Outlet —_‘ Filter Rating Temp. H L Item 
12mm ¥" _— 1WUK6 1WUV4 1WUY5 1WVA7 Size (in.) _ Port Size (microns) Rating (°F) (in.) (in.) No. 
12mm Vp" — 1WUK4 1WUV3 1WUY4 1WVAG6 Ys Tube V4," 40 15 To 1/6 15 2.6 5UPG9 
14mm Hi = 1WUK8 1WUVE6 1WUY7 = ¥g Tube ¥3" 40 15 To 1/6 Wis 2.8 5UPHO 
14mm VY," _ 1WUK7 1WUV5 1WUY6 — * Tees read: run x run x outlet. ¢t Length is 1.654". Length is 1.339". 


Nickel-Plated Brass ALP A> 
Push-To-Connect Fittings °°" "<= 
= Max. pressure: 290 psi | 
= Temp. range: 0° to 200°F 

a 4" to ¥z" and 4mm to 8mm tube size sold in pkg. of 5 
= ¥" and 10mm to 14mm tube size sold in pkg. of 3 





Female Connector Male Connector Male Swivel Elbow, 90° 








An integrated Buna O-ring provides an additional seal, and fittings can basis Meee a a 7 
be used with copper, nylon, polyethylene, and polyurethane tubing. i va 6IMM93 699 6IMNOO 
Compatible with compressed air, inert gas, and nonpotable water. 732. Ye 6MM91 = = 
P P g P i % 6MIM94 6IMNO1 6IMN10 
Ai i 6MIM95 6IMNO2 6MIN11 
Ya 10-32 — 6IMNO3 — 
Hi % — 6IMINO4 6IMN13 
He i 6MM96 6IMNO5 6IIN14 
x x 6MIM97 6IMNOG 6IMIN15 
7" i" — 6IMNO7 6IMN16 
Male Swivel 4mm Ye" — — 1WUV8 
Branch Tee* Tube Reducer Tube Union 6mm Ya — 1WUL5 1WUW2 
Tube Thread Item Item Item 6mm Ve. — 1WUN5 — 
Size Size No. Tube Size No. No. 6mm Vy" — 1WUL4 1WUW1 
Ye Yr 6MN17 Tube 0.D. Reducing Fittings 6mm omm _ _ 1WUX1 
Vs" KR 6IMIN18 4x 3mm 1WVD9 = 8mm % — TWUL8 TWUW5 
Vs Vs" 6IMIN19 5mm x 4mm TWVE1 — 8mm i — TWUL7 1WUW4 
x Vs 6IMIN20 6mm x 4mm TWVE2 TWUR9 8mm x — — TWUW6 
x x 6MIN21 6mm x 5mm TWVE3 — 10mm i — TWUK2 {WUV1 
ys iy 6IMIN22 8x 6mm 1WVE4 {WUT2 10mm i — — 1WUV2 
6mm 1WUZ3 10 x 8mm 1WVD7 — 12mm y — TWUK4 — 
6mm 4 1WUZ2 12mm x 8mm TWVD8 = * Tees read: run x run x outlet. 
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GRAINGER CHOICE ° 
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PNEUMATICS 
Air Compressors 





ee // 


Portable 115VAC Electric 
Oil-Free Air Compressors 


Speedaire®—No. 25F538 has steel hotdog 
tank, enclosed pressure gauges, regulator 
knob, and rubber feet for added stability on 
uneven surfaces. No. 1NNE7 has 2 pressure 
gauges, 2 quick connects, built-in control 
panel with regulator, and induction motor. 


Rolair—Intake filter/silencer helps 
compressor operate at a quiet 60dB. Motor 
and pump are fully enclosed by a roll cage, 
for use in rugged environments. On-the-job 
life expectancy of approximately 2000 hr. 


* SPEEDAIRE’ THOMAS 


by Gardner Denver 


ae) 
ROLAIR. 
PORTER aa CABLE. 


Thomas—Starts at 100 
psi. 38-sec. recovery time. 


DeWalt®—Has a roll cage, 
2 gauges, and a factory- 
installed coupler. 


Porter Cable®°— 

No. 1VAN5 has 2 couplers. 
Motor starts easily in cold 
weather; upgraded shroud 
has rugged carry handle. 








No. 
25F538 


No. 52683 





Amps Tank Free AirCFM@ Max. Weight Overall Mfr. Item 
aes AC Size Max. Pressure Pressure L W H Brand Model No. 
ot Dog 
0.30 2.6 1.0gal. 0.30 135 psi 24lb. 19" 14%" 9 DeWalt D55140 1VAN7 
0.33 2.6 2.0 gal. 0.60 100 psi 16lb. 16%" 9%" 17%" _Speedaire 20-538 25F538 
0.50 3.9 2.0 gal. 0.70 125 psi 26/b. 16%" 8 =616'%6 ~=Thomas 1-617 HDN 52683 
0./5 12 3.0gal. 2.00 135 psi 40 lb. 20° g" 19" Speedaire 45PL19 45PL19 
1.00 — 2.oqQal. 0.20 150 psi 45lb. 16%" 16%" 14" Rolair JCIOPLUS 413X03 
11. 11 2.5. gal. 1.60 200 psi 3/7lb. 20%" 16%" 12%" DeWalt DWEFP55130 22YJ96 
aie2 ‘ — 4.5 Qal. 3.00 200 psi 83lb. 33%" 23" 1D: DeWalt D55146 445K70 
ancake 
0.80 — _ 6.0gal. 2.00 150 psi 30lb. 18° 19" 18%6' Porter Cable C2002-WK 54DF06 No. 413X03 
0.90 10.0 6.0 gal. 150 psi 29|lb. 18° 18%° 15° PorterCable C2002 1VAN5 
. eee akita DeWALT 
SPEEUAME Sin Te JENNY 





Portable Electric Oil- 
Lubricated Air Compressors 


Speedaire®—No. 11X355 has a 
cast-iron cylinder, heavy-duty roll 


bar, and vibration-absorbing rubber 


feet. No. 2MLW5 has an aluminum- 


head cylinder with cast-iron sleeve. 


Rolair—Contractor-grade profes- 


sional units have cast-iron cylinders 


and low amp-draw motors. 
Nos. 26JY35 and 26JY36 feature 
an easily maneuvered dolly cart 


Jenny—uUnit features a heavy-duty steel 
tank and frame mounted on antivibra- 
tion feet. Comes standard with cast-iron 
cylinder soft-start direct-drive pump, with 
safety valves, pressure regulator, and 
gauges. 


Makita®—Durable low-noise compres- 
sors feature pumps with oil-lubricated 
cast-iron cylinders and big-bore pistons; 
provide outstanding performance and fast 






No. 
22YJ55 








No. 1VAP1 


No. 11X355 


No. 
26JY34 


design and a user-friendly control 
panel. No. 26JY35 also has a tool 
box for convenient storage. 


recovery time. 


DeWalt®—Have a side-stack tank design, 
cast-iron cylinder, dual soft-start valves, 
and ball drain. No. 1VAN9 is wheeled. 








H Brand 
19% Speedaire 
ol" Rolair 
23 V2" Makita 
3/" Rolair 
Zi Makita 
1654" DeWalt 
23° DeWalt 

17% Speedaire 
1 Rolair 

16 -1/2 Jenny 


e--- 


No. 
26JY10 


Mfr. 
Model 


2MLW9 

VT20TB 
MAC700 
VT25BIG 
MAC5200 


D59191 
Do0154 
11X355 
FC2002 


A2G246-HC4V-115/1 






Item 
No. 


2MLW5 
26JY35 
22YJ90 
26JY36 
22YJ54 


1VAP1 

1VAN9 
11X355 
26JY34 
26JY10 


Amps Free Air CFM @ Weight 
4 HF Input Voltage AC Tank Size Max. Pressure Max. Pressure L 

ot Dog 
2.00 120VAC 15.0 4.0 gal. 4.10 200 psi 132 Ib. 26%6' 22 V3" 
2.00 120VAC 12:3 3.2 gal. 3.90 125 psi 80 Ib. 21" 21" 
2.00 120VAC 13.8 2.6 gal. 130 psi 52 Ib. 19 ¥" 11%" 
2.50 120VAC 13.8 5.3 gal. 5.90 130 psi 108 Ib. 19" 19" 
3.00 120VAC 13.8 5.2 gal. 140 psi 88 Ib. 20 2" 30" 

Twin Stack 
1.10 120VAC 15 4.0 gal. 2.10 125 psi 54 Ib. 18%" 15° 
1.10 120VAC 15.0 4.0 gal. 125 psi 87 Ib. 22 18%" 
1.30 120VAC 15.0 4.0 gal. 4.00 125 psi 71 Ib. 19%’ 18%' 
2.00 120VAC 14.6 4.3 gal. 3.90 135 psi 62 Ib. 20" 15) 
2.00 120VAC 13.3 4.2 gal. 3.00) 125 psi 58 Ib. 20" 151" 

Vehicle-Mounted 12V and 24VDC *(yycrmnce Cpaei 





Oil-Lubricated Air Compressors 


Designed to be mounted on service trucks, tow trucks, and maintenance vehicles, for commercial and 
industrial use. Heavy-duty models have a fan-cooled motor. Continuous-duty models have a fan-cooled 
cylinder head and motor. Mounts on a tank or with accessory packages, sold separately. 


Free Air Heavy Duty Continuous Duty 

CFM @ Max. Max. FullLoad Overall Overall Overall Item Item 
nc Pressure Pressure Amps _ Length Width Height Brand | Weight No. Weight No. 
2.20 8.00 200 psi 160 21" ‘a 11" Oasis 62 lb. 22NW57 — — — 
2.20 8.00 200 psi 160 40" 10" 26' Oasis | 147lb. 53XG18 152 |b. 53XG20 
2.20 8.00 200 psi 180 21" ‘a 11" Oasis — — — | 67lb. 22NW59 
24VDC 
2.20 8.00 200 psi 90 21" ' 11" Oasis 62 lb. 22NW58 67 lb.  22NW60 
2.20 8.00 200 psi 90 40" ley 26" Oasis | 147 lb. 53XG19 152 lb. 53XG21 







53XG18 


Description 
Vehicle Mounted Air Compressor Accessory Kit GAV__3MMC1 
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No. 22NW59 
Item 
Brand’ No. 


2909 


PNEUMATICS Scan. Order. Done. 
Air Compressors Details on page A1. 












r * ° eee 
Portable Electric Barret RUZ “See4me acter 
Air Compressors 
Feature ASME code tank, pressure regulator, and 2 pressure DeWalt®—Efficient high-Pressure (EHP) 
No. gauges. pump features ball drain valve and air hose 
40CFIG Speedaire®—No 40CF16 features 225 psi to help increase Storage. Low noise at /BdBA per 1803744. 
tool run time. Includes a tank safety valve and quick connect Rolair—Induction motor design with a 
sc: RENEE release for attaching/removing air hose. No. 1NNF6 feature cast-iron cylinder. Include foam-filled tires, 
: 2-cylinder cast-iron pumps with belt-drive design. coupler(s), and regulator. 
Free Air CFM Full Load Input Max. Overall Mfr. Item 
HP Tank Size @ 90 PSI Amps Voltage Pressure Includes L W H Weight Brand Model No. 
Oilless Pump 
Horizontal 
180 iB gal. 5.00 15.0 T20VAC 225 psi — 30%" 16%" 30° 831b. DeWalt D55167 445K72 
ertica 
1.60 15 gal. 5.00 15.0 T20VAC 225 psi — 24%" 22" 449%" 92 1b. _ DeWalt D55168 445K71 
1.70 15 gal. 5.10 15.0 120VAC 225 psi = 17°18 ~—«42"—“<99 lb. Speedaire 40CF16 40CF16 
Oil-Lubricated Pump 
Horizontal 
1.50 20 gal. 7.30 17.0 T20VAC 135 psi — 4" 22" 34" 200Ib. —Rolair + 5520MK103-0072 35DZ67 
15 gal. 5.50 15.0 aie 135 psi Oil, Handle, Wheels, Regulator, Pressure Switch 32%" 19%" 292" 136 lb. Speedaire 52YM09 52YM09 
20gal. 5.50 15.07.5 Sanat 135 psi — 33" 19%" 31" 138lb. Speedaire 1NNF6 1NNF6 
300 EL 10.2 15.7 240VAC 135 psi — 33" 19%" 31" 165lb. Speedaire TNNF7 TNNF7 
ertica 
20 gal. 5.00 15.0 T20VAC 200 psi — 19%6° 1976" 4176" 128 lb. Speedaire 2MLW4 2MLW4 
20 ga. 5.50 15.0/7.5 Sanya’ 135 psi = 24" 19" 46" 1291b. Speedaire 4Tw29 Ss ATW29 
24 gal. 5.10 14.6 120VAC_ 125 psi_Flat-Free Foam Filled Tires, Regulator, Gauge, Twin Couplers 23" 28 ~=44" = 160lb. __Rolair FC250090L 26JY37 
30ga. 5.50 15.075 Sanyac’ 135 psi Se ee 26’ 23" 47" 1781b. Speedaire 48UY04 48UY04 
Wheelbarrow Electri Ji ooo lk 
nee barro ectric JENNY rovnin ~SPEEDAIRE 
Air Compressors 
Speedaire®—Includes pressure Jenny—lIncludes pressure regulator, Rolair—Include foam-tfilled tires, 
regulator, 2 pressure gauges, pressure gages, stainless steel braided regulator, oil sight gauge, and ball 





and 2 universal quick-connect — discharge hose, manual tank drains, —_ valve drain. Induction-type motor 







No. 


26UY12 couplers. Oil-lubricated, cast-iron antivibration feet, and flat-free tires. | and cast-iron cylinder. Nos. 35DZ69 
pump has belt-driven design. Cast-iron pump construction. UL Listed and 35DZ68 can run start/stop or 
and CSA Certified. continuous. 
No. 26JY38 Free AirCFM Max. Full Load Overall Mfr. Item 
HP _Input Voltage TankSize @90PSI_ Pressure Amps L W H Weight Model Brand No. 


1.50 120VAC, 240VAC 7.8 gal. 7.40 125 psi _19.8/7.9 42%" 1844" 24%" 179 |b. K15A-8P-115/1 Jenny _26JY12 
1.50 120VAC, 240VAC 9.0 gal. 7.30 135 psi _17.1/8.6 46° 19° 28° 17/4 '(Ib. 0/19K1/ Rolair _26JY38 


1.80 120VAC, 240VAC 9.0 gal. 9.00 135 psi _10.0/7.5 48" 24%" 24%" 159 Ib. 4B222 Speedaire 4B222 
3.00 240VAC 9.0 gal. 12:7 150 psi 17.9 46" 27" 29" ~— 270 tb. 3230K24-0095 Rolair 35DZ68 
No. 4B222 9.00 240VAC 9.0 gal. 18.8 150 psi 28 46" 27" 34" 310 tb. ~—5230K30-0095_ —Rolair ~~ 35DZ69 


Gas Engine-Powered Air Compressor/Generators *SPEEDAIRE 


= 2-Stage (except No. 4NB86 is 1-stage) 20A receptacle (No. 4NB86 only has one 120V, 15A duplex 
Use Compressor Oil No. 4ZF21, sold separately on page receptacle). 

2568, and Engine Oil No. 1UBX8, sold separately. Honda = ¢tationary—Cast-iron pumps are oil splash-lubricated. 
engines have low-oil shutdown. Combine 2-stage air compressor with 120V generator rated 


Wheelbarrow Portable—Produce up to 3500W (except at 3500W with compressor off-load. Generator includes 
No. 4NB86 is 1600W) with compressor off-load. Splash- one 120V, 15A duplex receptacle and one 230V, 20A recep- 
lubricated compressor has cast-iron cylinders. Generator — tacle. Nos. 6EWK4 and 6EWK6 do not include battery and 
includes one 120V, 15A duplex receptacle and one 230V, _—- Cables. 3.8-hr. full load run time. 


Engine Tank Engine Fuel Tank (F)NPT Free AirCFM Max. Sound Overall Item 
HP Rated Watts Size TankStyle Starter Type Capacity Outlet @90PSI Pressure Level L W H Weight No. 
Wheelbarrow Portable 








6.5 600/1600 8.0 gal. Wheelbarrow Recoil 0.95 gal. 4" 11.9 125 psi 74.8dB 44%" 26° 27%" 207 |b. 4NB86 
13.0 2300/3500 8.0 gal. Twin Recoil 1./0 gal. 4" 17.0 175psi 80.4dB 44° 22' 34° 365 |b. 13N456 
, ™ 2300/3500 8.0 gal. Twin Electric 1./0gal. 4’ 17.0 175 psi 80.4dB 44" 22" 34" 370 lb. 13N457 
tationary 
2300/3500 8.0 gal. Twin Recoil 1./0 gal." 17.0 175 psi 80.4dB 44" 22" 32" 360 lb. 4NB87 
13.0 2300/3500 8.0 gal. Twin Electric 1./0 gal. %' 17.0 175psi 80.4dB 44° 22’ 32° 37/0\b. BEWK4 
™ 2300/3500 30 gal. Horizontal Recoil 1./0 gal. 4" 17.0 175 psi 80.4dB 40" 24%" 45" 435 lb. GEWKS 
2300/3500 30 gal. Horizontal Electric 1./0gal. 4! 17.0 175 psi 80.4dB 40" 24%" 45" 445 lb. GBEWK6 
¥* SPEEDAIRE 
Compressor/Generator/Welders a1 


Combine 3 separate machines in 1 unit. 2-stage air and one 120V/240V, 20A twist-lock receptacle. Arc 
compressor is rugged cast-iron construction. Stainless welder features amperage selector switch with 50A 
steel braided discharge hose with regulator and 2 to 170A for No. 487J39, and 220A for No. 39GC06 DC 
gauges for tank and outlet pressure. Generator has voltage working range. Subaru EX 420cc OHV engine 
120V alternator with 4500W-rated AC output (rating is for No. 487J39 and Honda V-Twin 688cc engine for 
offload for No. 487J39; continuous for No. 39GC06). No. 39GC06, both with electric start. Battery and 








No. 





No. 39GCO6 ; 
487J39 Generator includes two 120V, 20A duplex receptacles _ cables not included. 
Engine Free Air CFM (F)NPT ~— Fuel Tank Engine Max. Welder Output Overall Overall Overall Item 
HP Rated Watts @90PSI_ TankSize TankStyle  _Outlet Capacity Starter Type Pressure Amp Range Length Width Height Weight No. 
14.0 3000/4500 17.0 30 gal. Horizontal Ya 1./0 gal. __Electric, Recoil 175 psi 20 to 1/0 46" 22. 47" 650 Ib. 487J39 
22.0 4500 30,0 20 gal. Horizontal Yq" 10.0 gal. Electric 175 psi 930 to 220 47" 24" 47" 803 Ib. 39GC06 
2560 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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* SPFEDAIRE 


Je // 


Portable Gas Engine-Powered Air Compressors 


= Horizontal tank 


Low-oil shutdown in engines. No. 4GB42 features a wraparound frame and includes regulator, 2 pres- 
sure gauges, cast-iron cylinder, and quick-connect fitting. Nos. 48220 and 4B241 have throttle control, 
pressure regulator, gauge and splash lubricated cast-iron compressor pump. Nos. 4NB84 and 4GB45 
include throttle control, pressure regulator, 2 gauges, and a oil-splash-lubricated cast-iron pump. 


Engine Engine Tank Free AirCFM Max. (F)NPT Pump Engine Oil Overall Item 
P Brand Size Style @90PSI Pressure Outlet RPM Capacity § L W H Weight No. 
Single-Stage, Oil-Lubricated 
4.0 Honda 5.0gal. Twin 4.60 125 psi 3000 200z. 21%" 17% 21%" 76lb. 4GB42 
55 Honda 20 gal. Horizontal 10.2 135 psi 4" 1020 21 02. 33° 19%" 31%" 157 lb. 4B241 
Briggs 20 gal. Horizontal 10.2 135 psi" 1020 210z. 19%" 19%" 31%" 153lb. 4B220 
6.5 Honda 30 gal. Horizontal 13.9 125 psi 1260 20 02. 46" 27%" 40" = 244 |b. 4NB84 
2-Stage, Oil-Lubricated 
9.0 Honda 20 gal. Horizontal 18.3 175 psi 864 of OZ. 46" 26" 41%" 337 \b. 4GB45 





Jenny LY Ingersoll Rand ©) Sue 9 tic * SP, EEDAIRE 
Wheelbarrow Gas Engine-Powered Air Compressors 


Speedaire®—Cast-iron, oil-lubricated pump construction Chicago Pheumatic—Heavy-duty 
with 100% continuous run. Include throttle control, 2 pressure and feature solid cast-iron cylinders 
gauges, 2 quick-connect couplers, and regulator. No. 2YJ61 is for strength and aluminum heads 

a 2-stage compressor. Honda engine has low-oil shutdown. for excellent cooling and long pump 
life. Include high-flow belt guards, 
loadless start, and engine idle 





Ingersoll Rand—100% continuous-duty cast-iron pump 
includes air regulator, gauge, and 2 quick disconnects to 









power multiple air tools. control. i 
Free Air CFM Max. (F)NPT Engine Oil Overall Mfr. Item 
Engine HP__No. of Stages _ Tank Size @ 90 PSI Pressure Outlet Capacity L W H Weight Brand Model No. 
1 8.0 gal. 11.6 125 psi x 20 02. 45" 2a. 34" 215 Ib. Jenny K5HGA-8P 54DH94 
55 1 17 gal. 11.6 125 psi x 20 02. 45" 2a 43" 245 Ib. Jenny K5HGA-17P 54DH95 
1 8.0 gal. 11.8 135 psi x 20.0 oz 18" 18" 26" 175 Ib. Ingersoll Rand SS3J5.5GH-WB 4YW08 
1 8.0 gal. 12.4 130 psi x 19.5 oz. 46" 23° 26" 200 Ib. Chicago Pneumatic RCP5530 39WD98 
6.5 1 8.0 gal. 13.9 125 psi x 20 02. 44" 1815" 26" 171 Ib. Speedaire {VN93 TVN93 
1 8.0 gal. 17.8 125 psi x 38 02. 45" 23° 34" 270 Ib. Jenny GOHGA-8P 54DH98 
9.0 1 17 gal. 17.8 125 psi x 38 02. 45" 23° 43" 295 Ib. Jenny GOHGA-17P 54DH99 
2 8.0 gal. 18.3 175 psi x 37 02. 4g" 26" 33" 288 Ib. Speedaire 2YJ61 2YJ61 
2 10 gal. 18.6 175 psi x 37.1 02. 50" 29" 37" 300 Ib. Chicago Pneumatic RCP908H 39WE01 
¥* Chicago 
SPEEDAIRE PRD ingersoi Rand Pneu =) atic 
= = = Be) 4 No. 
Stationary Gas Engine-Powered Air Compressors aLw3e 
SPEEDAIRE® INGERSOLL RAND 
Models feature heavy-duty, 100% cast-iron, continuous- Heavy-duty, 100% cast-iron, continuous-duty compres- 
duty air compressor pump. Pneumatic idle control sors. Corrosion-resistant powder-coated paint finish. 


conserves fuel and extends the life of the pump. Tanks CHICAGO PNEUMATIC 


nOnee tal Chall plese Uaug nena salely a ics: These service truck compressors feature heavy-duty, 








No. 40JL42—Has easy recoil engine with low oil cast-iron pumps and include oil and filters. Full 2-yr. 
shut-down. manufacturer’s warranty on compressor and engine yl ld 
No. 4NB85—Pneumatic idle control conserves fuel and _'Cluding valves. no. oMnen 
features low-oil alert protection. Includes regulator and NO. 4KP97 
2 gauges. Battery Tray Kit mounts to Nos. 5F564 and 4LW38 No. 
Nos. 5F564, 4LW38, and GEWK7—Feature low oil and includes steel tray, attachment hardware, battery 39WEO2 
ccessor 
and a flexible stainless steel braided exhaust tube. Battery ray Kit 4LGJ5, 4LW38,5F564 Speedaire  4KP97 
No. of Engine Engine Alternator Max. (F)NPT Overall Mfr. Item 
Engine HP Stages Tank Size Brand Starter Type Included Pressure _ Outlet L W H Brand Model No. 
Od 1 30 gal. Honda Recoil No 135 psi UR 4q" 22 33° Speedaire 40JL42 40JL42 
9.0 Zz 30 gal. Honda Recoil No 175 psi ¥3" 40" 18%" 432" Speedaire A4NB85 4NB85 
2 30 gal. Honda Electric, Recoil Yes 175 psi Vee 4q" 22 43" Speedaire 4LW38 4LW38 
2 30 gal. Honda Electric, Recoil Yes 175 psi Vs 45" 22 40" Ingersoll Rand 24/5F13GH 6WA84 
13,0 
2 30 gal. Honda Electric, Recoil Yes 175 psi y" 44" 19" 43" Chicago Pneumatic RCPC1330G 39WED2 
2 80 gal. Honda Electric, Recoil Yes 175 psi ye" 2. 267" JD Speedaire 6EWK/ 6EWK7 
2 30 gal. Kohler Electric, Recoil Yes 175 psi Yo" 4q" 22" 48" Speedaire 5F564 5F564 
14.0 2 30 gal. Kohler Electric, Recoil Yes 175 psi V;" 45 %a" 22. 402%" Ingersoll Rand 2475F14G 6TFH6 
2 30 gal. Kohler Electric, Recoil Yes 175 psi ya" 44" 19° 43" Chicago Pneumatic RCPC1430G 39WED3 
* SPEFDAIRE 
ee ////// 


Stationary Diesel Engine-Powered Air Compressor 


Dependable, oil-lubricated 2-stage pump. Complete with 12V alternator, electric start with key, manifold muffler with 
guard, and oil pressure warning lights. Base-mounted unit without tanks. 





Overall Item 
Engine HP Engine Brand Engine Starter Type (F)NPT Outlet Pump RPM L W H No. 
9.1 Kohler Electric, Recoil Y," 8/0 39" 21" 30" 2EPN7 
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Fire Sprinkler Air 


Compressors and Pumps 
= 115/230V 
Single stage with durable powder-coated finish. 


No. 31LC92 No. 31LC99 












‘. ‘. ; , Free Air CFM @ (F)NPT Overall Overall Overall Mfr. Item 
Fire Sprinkler Air Compressors—Single-stage, HP Max. Pressure Phase Amps__| Tank Size Outlet_ Length Width _Height Model No. 
splash-lubricated compressors are rugged cast-iron Fire Sprinkler Alt Compressors 
construction with a large flywheel for extra cooling 0.50 3.80 i 9.4/4.7 —_ He 95y;" 16 V8" 187° F12S-BS-115/1-ACGF 31LC94 
and to ease start-up. Feature a directional air shroud = __1.90 7.40 1 12.5/6.3 —= Ve 2074" 1644" 18%" _K15-BS-115/1-ACGK _31LC95 

seme ; 1.50 10.9 1 15.8/7.9 — Yr 25%" 16%" 184" K15S-BS-115/1-ACGK 31LC96 
to reduce pump temp.., large canister intake filter 2.00 12.4 1 21.6/10.8 — Yr 25%" 16" 18%" ——«K2S-BS-115/1ACGK _31LC97 
with replaceable filter elements, totally enclosed Tank Mounted 54k] —— 0 7 3a, 95-30 MST15/1—26IV13 
7 4/4. gal. 2" : 2" : A 
heavy-duty belt guard, and an open dripproof motor — +59 7.40 1 12.5163 | 30gal. "~~ -40" 18” 34" K1S-30UMS-115/1 _31LC92 
with thermal overload protection. 1.50 10.9 1 15.8/7.9 30 gal." 40" 18" 34" _—«K15S-30UMS-115/1 31LC93 
= Max. pressure: 40 psi 2.00 10.5 1 21.3/10.7 | 30gal. 1% 40" 18" 34" K2S-30UMS-115/1  26JY14 
Free AirCFM@ Pump _ Sheave Size Oil NPT Flywheel Groove Groove Mfr. Item 
Air Compressor Pumps—Cast-iron pumps have HP Max. Pressure RPM @1725RPM _ Cap. Outlet Dia. Section Quantity Model No. 
ae Air Compressor Pumps 
stainless steel valves and use synthetic oil for longer “44 4 1900 62%" B07. A 0/4 A 1 F-PUMP SiLc9e 
6.7 1200 62a" 320z. "10%" A 1 K-PUMP 31LC99 
a NO. SOnUIZ ee he unloaders. ie 6.7 1200 62Vea" 3202. ve" 10%" A i KU-PUMP 35KV12 * 
aX. Pressure: psi * Has head unloaders. 
= i * 
Base-Plate Air Compressors  SPEEDAIRE 
say = Designed to cycle On/Off while providing 2-cylinder cast-iron pumps can be used in many fire sprinkler appli- 
| continuous air with an 80/20 duty cycle cations (check local codes and regulations). Prewired (240V) with 
= All compressors must be hardwired pneumatic control package. 
= Max. pressure: 40 psi 
Free Air CFM @ Motor Thermal (F)NPT Overall Overall Overall Item 
HP Max. Pressure Phase __Input Voltage Amps Starter No. Unit Code Outlet Length Width Height No. 
2.00 11.6 1 120VAC, 240VAC _—‘17.5/8.75 — — Yo 22" 1515" 14%" + 4B242 
No. 48242 3.00 123 3 ett aG  9.0-7.5/3.9 11V709, 11V710 1H609/3, 1H632/3 4’ 22%" 154" 14%" 4B243 


* GPEEDAIRE 
zz, ff 


MI) 


Climate Control Air Compressors 


Pump Oil Cap. j j 
5Z702 uF REM Cylinders Bore Stroke (02.) = 3-phase duplex units require 115V for control panel power 
4 : : . 
{ 1120 | 197 256 15 = Max. pressure: 90 pSI 
1% 860 t ae ms iL = Simplex: 70 psi On/90 psi Off 
= Duplex: 70 psi On/90 psi Off (lead), 60 psi On/80 psi Off (lag) 
Free AirCFM@ Tank Overall Overall Overall Item = All compressors must be hardwired 
HP Max. Pressure Size Input Voltage Amps Phase Length Width Height No. : : 
Simplex : d y d d = Horizontal tank with 4" (F)NPT outlet and brass ball valves 
fi 30 gal. _ 120V/AC, 240VAC 10.2/5.1 1 42%" 21%" 38" 52696 
0.75 a4 30 gal 208 to 240VAC. 480VAC3.6-3.0/1.5 3 ADs" OT 38" 52697 Deliver published cfm at stated rom and pressure and to be below 
1.00 34 30 gal sp, AOAC are i La i hs St Milk 2 ppm in oil carryover. Use for new, replacement, or upgrade HVAC 
; gal. 0 ; 0-4.4/2. 4 4 : : : : Smits : 
3.00 10.1 80 gal._208 to 240VAC, 480VAC 8 9-8.1/41 3 6b/#"_—_2317" 34" 52704 deberanet eee ora air salen aan | 
uplex include mounted and wired magnetic starter (except 1-phase); duplex 
0.75 42 30 gal. 208 to 240VAC, 480VAC 7.4-6.2/3.1 3 41%" 21%" 38" 52698 ackaaes include mounted para alternator pi y) ua netic : 
1.00 6.8 30 gal. 208 to 240VAC, 480VAC 6.4-6.2/3.1 3. 41%" 214" 38" 3JRe1_ Packag ! g 
1.50 9 80 gal. 208 to 240VAC, 480VAC 9.3-9.0/4.5 3 64%" 22%" 39" 52700 _ starters. For duplex models, use twice the oil capacity (Compressor 
3.00 11.0 80 gal. 208 to 240VAC, 480VAC 18.2-16.5/8.2 3 65%" 23%" 34" 52702 


Oil No. 4ZF21 is recommended, sold separately on page 2568). 






Mobile Engine-Driven 
Air Compressors and 7 
Compressor/Generator VANA!R. 


Rotary screw-type with electric start. Include a lifetime manufac- 
turer’s warranty on the compressor and are Tier 4 compliant. 


Viper Air Compressors—Can easily power a 90-|b. jackham- 
mer and include a 12V cold weather protection kit. Diesel models 


No. 39CC68 ” feature an automatic variable throttle control to help reduce fuel 


Free Air No. 39CC70 consumption. 
CFM @ 
Max. Max. (F)NPT Rated Fuel Tank Overall Overall Overall ltem Viper Air Compressor/Generator—Features multi-functioning 
Description P P tlet Watts FuelT ity Length Width Height Weight No. shit 
ThackiGangressose= = Outlet _Watts__Fuel Type Capacity _Length_Width _Height Weight No. capabilities and provides air and AC power in 1 portable unit. Can 


ViperG60 60.0 150psi 4" 
ViperG80 59.0 100psi %' 
ViperD60 60.0 150psi %' 
ViperD80 80.0 100psi %' 


Gasoline 5.00 gal. 45%2" 23%" 29%" 480 |b. 390C67__—run at full load for up to 4 hr. and is easy to transport via fork lift 
Gasoline 5.00 gal. 45%" 2376" 29%" 480 Ib. 390074 nattat truck 

Diesel 9.00 gal. 48" 21° 33° 800 lb. 39CC75 p : 

Diesel 9.00 gal. 47° 24" 38" ~—«800 Ib. 39CC71 





Viper Air Compressor/Generator ; PowerFlex™ Air Compressor/Generator—Diesel-powered 

= 40.0 _100psi__%4" 5000/5200 Gasoline 5.00 gal. 42" ——33"_—34%"_ 685 lb. 4TZW4 _—s model provides air and AC power in one easily transportable unit. 
eae Air se | : , Includes a 12V cold weather protection kit. 

AE 40.0 150psi %" 7000 Diesel 12.0 gal. 479%" 21" 331%" 803 Ib. 390070 

Air N Arc® Compressor/Generator/Welder/Battery Charge System Air N Arc® Compressor/Generator/Welder/Battery Charge 


aCe «40.0 «175 psi %" = 7000 «Gasoline 12.0gal. 47" 21". 31". 700Ib. 39¢ce8 © SyStem—Multifunction systems include a 12V cold weather 


Ait N Arc® 7 : protection kit and 25-ft. weld and boost cables. Battery boost 
300 Diesel 40-0 175psi_ 4" 7000_—Diesel_ 12.0gal 47" 21" 33" 8651b. 390073 Cah Jag are available on Grainger.com®. 
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* SPEEDAIRE ; GY Ingersoll Rand 


J /// 


Single-Stage Tank Mounted Air Compressors 
= 60-gal. vertical tank; SPEEDAIRE® 
30-gal. horizontal tank = Tanks have safety valve, pressure 
Required All-Season Select gauge, and manual tank drain 
Synthetic Lubricant No. 2YY83__= Thermally protected single-phase 
eliminates valve carboning; motors do not require a starter 
sold separately on page = Cycle On/Off while providing continuous 
2568. Required Stationary air with an 80/20 duty cycle 


Air Compressor Start-Up Kit [INGERSOLL RAND® 
No. 4M579 is sold separately 4 Hardened steel crank shaft 
on page 2568. with precision bearings 

= Splash lubrication 

= Continuous duty 


No. 4B234 





=» Must be hardwired No. 4ME98 No. 4YW10 
Free Air CFM @ Overall Overall Mfr. Item 
HP Max. Pressure Max. Pressure Phase Input Voltage Amps (F)NPT Outlet Length Overall Width Height Brand Model No. 
Horizontal 
2.00 4.9 135 psi 1 120VAC, 240VAC 15.0/7.5 Va 405' 215%" 38" Speedaire 4B234 4B234 
3.00 9.1 135 psi 3 200 to 240VAC, 480VAC —_—‘9.0-7.5/3.9 Vi 405" 215%" 38" Speedaire 4B237 4B237 
Vertical 
2.00 4.9 135 psi 1 120VAC, 240VAC 15.0/7.5 Ai 26V4' 19" 52" Speedaire 4B233 4B233 
3.00 10.2 135 psi 1 240VAC 15.7 Yq! 23° 25° 66" Speedaire 4ME96 4ME96 
' 10.3 135 psi 1 240VAC 14.7 Ai 20" aa: 66" Ingersoll Rand _ SS3L3 4Ywo9 
14.2 140 psi 3 208 to 240VAC, 480VAC _‘13.4-13.2/6.6 Zi 23" 31" 71' Speedaire 4ME98 4ME98 
5.00 14.2 140 psi 1 240VAC 2A Ya! 23 31" 71 Speedaire 4ME97 4ME97 
15.5 135 psi 1 240VAC 21.5 Ai 20" 30" 71" Ingersoll Rand _SS5L5 4YW1i0 
* SPEEDAIRE 
ee) af 
7 . 4 ——— 
2-Stage Pressure-Lubricated Rpg)... 
= wf 2 ‘ Ye ine sii Mh 
Air Compressors No. 1WD90 
= Low rpm for long service life Direct, positive displacement oil pump 
= Dual control lubricates all critical internal components. 
= Pressure switch set 140 Spin-on oil filter, oversized intake filter/ 
psi On/175 psi Off silencer, and totally enclosed belt guard. 
# Shipped with initial fill of 80/20 duty cycle. 100% duty cycle can 
specially blended oil be achieved with the use of Speedaire® 
= All compressors must be hardwired Synthetic-Based Lubricant No. 1WG49, 
= Max. pressure: 175 psi sold separately on page 2568. 
Note: These units do not include motor starter. 
Free Air CFM @ (F)NPT Motor Thermal Overall Overall Item 
HP Tank Size Max. Pressure Outlet Phase Input Voltage Amps Starter No. Unit Code Length Overall Width Height No. 
Horizontal 
5 80 gal. 17.3 Vy" 1 208 to 240VAC 22.3/20.6 11W192 _1H624/1H627 66" 22V5' 49" 4XA64 
80 gal. 17.3 yy 3 208 to 240VAC, 480VAC _—-14/13.8/6.9 5PZX7__ 6GDX6/6GDX5 66" 22V5' 49" 1WD82 
7p 80 gal. 23.1 i 1 208 to 240VAC 36/35 11W201 —- 1H630/1H628 51" 22V5' 49" 4XA66 
80 gal. 23.5 yy" 3 208 to 240VAC, 480VAC _—21.7/20/10 11V718 _1H627/1H624 6614" 22V5' 49" 1WD86 
10 120 gal. 34.8 Ys! 3 200 to 208VAC 30.8 11W205 1H628 712%a" 26" 52564" 1WD87 
120 gal. 34.8 Y;' 3 240VAC, 480VAC 26.8/13.4 11W205 —-1H628/1H618 71 25%" 26" 52564" 1WD88 
15 120 gal. 49.0 yY;' 3 240VAC, 480VAC 40.6/20.3 4DF23 1H634/1H623_ 712564" 26" 52564" 1wD90 
Vertical 
5 80 gal. 17.3 A 1 240VAC 23.0/21.0 11W192 _ 1H624/1H623 35" oT 75" 4XA63 
80 gal. 17.3 yy 3 208 to 240VAC, 480VAC _—*14/13.8/6.9 5PZX7___ 6GDX6/6GDX5 35° oF 75" 1WD80 
7/5 80 gal. 23.1 yy" 1 208 to 240VAC 36/35 11W201 —-1H630/1H628 35° ih 75" 4XA65 
80 gal. 23.1 yy 3 208 to 240VAC, 480VAC_ _—21.7/20/10 11V718 _1H627/1H624 35" oT 75" 1wD84 
*SPEEDAIRE 
zee |) 
2-Stage Duplex Air Compressors so asureat 
= Low rpm for long service life 2 compressors or by operating both 
= Must be hardwired simultaneously. 100% duty cycle can 
= Fully enclosed belt guard be achieved with use of Speedaire® 
= Expected pump life: 15,000 hr. synthetic-Based lubricant No. 1WG49, 
= Max. pressure: 175 psi sold separately on page 2568. 


Allow you to maximize energy efficiency — Note: Not for use with climate controlled systems. 
by automatically alternating between 


Free Air CFM Overall Overall Item 





HP Tank Size @ Max. Pressure Phase Input Voltage Amps Length Overall Width Height No. 
5 120 gal. 32.8 1 208 to 230VAC 44 69" 32 51 35WC60 
120 gal. 32.8 3 208 to 230VAC, 460VAC 28.4-25.6/12.8 69" 32 01 35WC61 
TV 120 gal. 49.0 1 208 to 230VAC 62.8 69" 32 51 35WC62 
120 gal. 49.0 3 208 to 230VAC, 460VAC 39.6-35.8/18 69" 32 01 35WC63 
10 200 gal. 72.0 3 208 to 230VAC, 460VAC 04-48.8/24.4 ol o2 60 35WC64 
1 200 gal. 100 3 208 to 230VAC, 460VAC 82.2-74.4/37.2 91" Oe 60 35WC65 
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Air Compressors 


Scan. Order. Done. 
Details on page A1. 















am Ingersoll Rand 
Type 30 2-Stage Air Compressors 
= Expected pump life: 15,000 hr. is gu , a ul ME ell overall averall a“ _ 
in 100% continuous duty Base Model mps ase Ize ute eng I elg oae 0. 
tae wii manual otal and eee AOVAC 31.3 120gal. ye 72 29 52" D545E10V _4TN87 
: ; : gal. % 
discharge isolation valve 10.0 240VAC 27.3 120gal. 4" 72" ~~-2Q" ~—~*59" D545E10V_AMJO4 
= Must be hardwired 480VAC_ 13.3 3120 gal." 72" 29" 52" 2545E10V 4MJ05 
» Max. pressure: 175 psi ms ZOOVAG 483 3  120gal. 1 72 29 52 7100E15 4R778 
ji ” Geovac 42/21 3 120gal 1" = 72" 2g" 2 7100E15 4R774 
Cast-iron compressors feature Vertical 
pirat orem ng SOOVAG 7S 3 BO gal 39" 3a Wt 
icati < 1. gal. 4" " : : 
splash lubrication. 5- and 7/2-HP D30VAC 12.3360 gal. 15" 3314" 20" 69" 2340154 16V888 
models have automatic Start/Stop soe 240VAC 38 160 gal A 32 30) 69) 2s40Ls A977 
control. 10-HP vertical models ~~ 24QVAG 28 80 gal. 72 — 2 9 
240VAC 15.3 3  8Ogal. 2" 31%" 20" 67" 2340N5A _ 16V898 
have automatic Start/Stop control 4B0VAC 75 3 60 gal. 8 32 20) 69 2s40l58 tVa89 
‘lei 2 480VAC_ 6.17.3  80qgal. %" 37%" 2" 5 
and oll sight glass. 15-HP models 200VAC25.3.380 gal." 37" 28" 70" D475N7.5  4M361 
ae a te? 750A a a i 
gal. A } ; 
start/Stop or constant speed 480VAC 11.3  80gal % 30%" 24 70 2475N7.5B  16V887 
operation and Low Oil Guard 200VAG 34 3120 gal.T" 38 32 82 2045K10V TWE64 
hutdown Switch No. 4ZJ95. 10.0 240VAC 27 3 120gal. 3%" 38%" 545 
ml” SURO W WIE NOE 2 480VAC_ 13.8. 3 120gal. 1" 38%" 32" 89 2545K10V.__1WF65 
= Note: Motor starter is required for uy racwagel. Splash Lubricated 
“uP, \ orizonta 
EM) iy pncxagen a 
-~ FULLY PACKAGED pes TGOVAG 14 3 150 val We rT Tig ig retain 16V893 
: Compressors ince aitconed 0 Ted — |e) —fhe ee — 2 — 
No. 4M310 aftercooler to remove additional = -Wertical : a s ete 
moisture, low oil protection switch 200VAC 14.4 3 =680gal. 4" 38% 24" 10% ~=24/75N5FP-200-3 3FRUS3 
sa prevent oui ‘a running dry 5.00 2Z0VAC_22.9— 180 gal. "ya" 3814" 24" 704" 247 NSFP-230-1— 3FRU2 
p pump gary, % “o40VAC 12.5 3 80gal. %4" 3814" 24" 70%"  2475N5-P-230 20Y778 
and electronic drain valve. 480VAC 6.25. 3 80qgal. %" 38%" 24" 70%"  2475N5-P-460  20Y779 
200VAC 211 3  80gal. ys" 38%" 24" 70%"  2475N7.5-200 201780 
759 240VAC_32.0 1 80 gal. "38%" D4" 70%" 2475N7 SFP-230-1_ 3FRUA 
Mfr. Item 0 “OA0VAC 223 80 gal. 34" 30548" 24" 70" 2475N7.50 16V890 
No. 4L977 Model No. 480VAC_ 9.18 3  80qgal. 4"  36%%6" 24" 70" 2475N7.5D  16V891 
; Low Oil Guard 10.0 240VAC_24.4 3120 gal. 1" 4d" 30" 76" 2545K10A 16894 
: 32276313 42595 Y ~480VAC_122 3  120gal. 1°  4454<" 30" 76" 2545K10B _ 16V895 
* SPEEDAIRE 
ze 8) 


2-Stage Air Compressors 


= Expected pump life: 15,000 hr., except where noted FULLY PACKAGED 
= 100% duty cycle (with use of synthetic oil) The included air-cooled aftercooler can remove up to 


No. = Must be hardwired 60% of moisture from compressed air. The automatic 
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* NEMA 17 starter not included. 


Find even MORE on Grainger.com® 


35WC53 = Max. pressure: 175 psi tank drain helps remove water from the tank before it 
Deliver higher pressure than 1-stage models with low gets carried into the air distribution system. Vibration 
RPM for long life. Feature a totally enclosed, safety- isolators help reduce operating noise and vibrational 
designed belt guard. All models include an oil sight stress on the tank. 
glass, pressure gauge, and pressure safety valve. 
FULLY 
BASE MODEL| PACKAGED 
(F)NPT Overall Overall Overall} Item Item 
HP Tank Size Phase Input Voltage Amps Outlet Length Width Height No. No. 
rae Air Compressors, General Duty, 12,000 hr. Pump Life 
ertica 
5.09 —20 gal. 1 230VAC 22 Ys 35" Nl 71" | 35WC82 * — 
No. 80 gal. 3 208 to 230VAC 14.2-12.8 Ys 35" ea 71" | 35WC83 * — 
35WC47 palle a Compressors, Industrial Duty, 15,000 hr. Pump Life 
orizonta 
80 gal. 3 208 to 230VAC, 460VAC—-'14.2-12.8/6.4 63" aT 46" | 35wC41 — 
5.00 — 80 gal. 1 208 to 230VAC 22 Ys 63 21 46 | 35WC84 | 35 W044 
80 gal. 3 208 to 230VAC, 460VAC —-14.2-12.8/6.4 63 ai 46 — 35WC46 
7.50 80 gal. 3 208 to 230VAC, 460VAC_ —s19.8-17.9/9 63" 21" 46" | 35WC49 | S5WC52 
120 gal. 3 208 to 230VAC, 460VAC —-27-24.4/12.2 69" 25 54 | 35WC53 — 
40.9 120 gal. 3 200VAC 28.1 Ys 69" pil 54" | 35WC57 — 
~ 420 gal. 3 208 to 230VAC, 460VAC —27-24.4/12.2 69" 25" 54 — 35WC55 
120 gal. 3 200VAC 28.1 Ys 69" ei 54 — 35WC58 
150 120 gal. 3 208 to 230VAC, 460VAC_41.1-37.2/18.6 69" 25" 54" | 35WC54 | 35WC56 
~ 420 gal. 3 200VAC 42.8 Ya" 69" 25 54 | 35WC59 — 
20.0 120gal. 3 208 to 230VAC, 460VAC _54.6-49.4/24.7 1" 72 38 64 — 35WC71 
25.0 120gal. 3 208 to 230VAC, 460VAC _66.1-59.8/29.9 1" 72 38 64 | 35WC70 | 35WC72 
poo 120 gal. 3 208 to 230VAC, 460VAC _78.3-70.8/35.4 1" 72 38 64 — 35WC73 
ertica 
509 —20gal. 1 208 to 230VAC 22 Ys 35" | 71" | 35WC40 ‘| 35WC43 
' 80 gal. 3 208 to 230VAC, 460VAC—14.2-12.8/6.4 35 27 71" | 35WC42 | 35WC45 
75 80 gal. 1 208 to 230VAC 31.4 Ys 35" 27" 71" | 35WC47 —_| 35WC50 
80 gal. 3 208 to 230VAC, 460VAC_ —s19.8-17.9/9 35 27 71" | 35WC48 | 35 WC57 
90 gal. 3 200VAC 28.1 Ys" 52" 24 69" | 35WC66 = 
10.0 — 90 gal. 3 208 to 230VAC, 460VAC—27-24.4/12.2 BO 30" 69" | 35WC67 — 
90 gal. 3 208 to 230VAC, 460VAC—27-24.4/12.2 52" 24" 69" — 35WC68 
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Find the yf. Find Solutions. Find Great Prices. Rotary Screw Compressors 
Full 
- ae: pi cam pe ice eae pen rie Ph 
° ase oltage mps ize utlet Lengt ept eight 0. 
SPEEDAIRE Enclosed 
1 240VAC_ 25.0 S80gal. 4" 64" 21" 46" _ 40HU80 
R S 5 3 208VAC_ 16.2 80gal. 4" 64" il 46" _ 40HU58 
otary crew 3 940VAC 14.880 gal." 64" 21" 46" AOHU4B 
3 480VAC_ 74 80gal. 4" 64" 21" 46" 40HU30 
Compressors 1 240VAC 34.080 gal." 64" 21" 46"  4OHUG5 
18 —3—banvaé— 40:9 —80 gal. 964" "a" — a0 HUST 
. ] : : gal. 4 : i ; 4 
mer Diese 90 pe 3 480VAC_ 10.0 80-gal._%«" 64" 21" 46" 40HUBO 
Sear EEGs 10. 3 SAgVAC— 98-480 gale" 8946" a0 
j j gal. 4" : : ; 
= Fully integrated air ends 3 4B0VAC13.2 80 gal." 64” 91" 46" 40HU73 
ar ae HO 9 8 
0 j . . 4 ; 
Feature 100% duty cycle, simple 3 4B0VAC_19.6 80 gal. Ye 64" 21" 46" 40HU36 ~ No.40HU73 = 
maintenance with easy-fo-access 4 ae 
gal. : F : F 
filters, and a rugged motor and 3 4B0VAC25.7.120qal..1” 69" 26" 54” 4OHU85 
pump for long life. 3 208VAC 68.1 120gal.__‘1" 69" 26" 54" 40HU57 
25 3 240VAC 61.8 120gal. 1" 69" 26" 54" 40HU43 
Enclosed—Time delay shut down Gaga E 4 “eat 30.9. 120 gal. 7 69" 26" 04" 40HU82 
; pen Frame Horizonta 
allows compressor to continue to 1 240VAC 25.0 80gal.  ¥% 64" 21° 46"  40HU9O 
tunfor apredeterined ime to 5 FN 8 
. : gal. 4" : " : 
reduce amp spikes from motor 3 480VAC_7.4 80 gal." 64". ~-21° 46" 40HU78 
starts ee 
* . . : gal. 4" : " " 4 
= Decibel rating: from 68 to 74dB 75 ——3-—940VAC 19.980 gal. "6d" HU 
= High pressure/temperature 3 A80VAC_ 10.0  80gal. —' 64" 21 46" 40HU52 
hutd 3 208VAC_ 29.0 S80gal. 4" 64" aT 46" __ 40HU32 
snutdowns 10 3. 240VAC 264 80qgal. 64" 21" 46" ~_—« 40HUG0 
=» Automatic tank drain included 3 A80VAC 13.2 80gal %4 64" 21" 46" 40HU38 
15 —3—DAgVAC— 38.280 gale 06 
i _ gal. 4" : : : 
Open Frame Horizontal—The 3 4B0VAC19.6 80 gal. a" 64" 01" 46" 40HUG4 
na a Ur 00 3 DAAC Bt 190-gals 8098" Ba" — 207 
gal. : ; : . 
operating temperature to elp. aN 
; gal. : : : : 
extend life of electrical components. 25 ; PANG ae oe {——pe-_—$¢r —259- —Aotgg 
= Decibel rating: from 72 to 78dB Open Frame Vertical : ; 
240VAC 25.0 90gal. 4" 38" 2 67° 40HU35 
neni a a a 
nal gal. 4" 7 40HU87 
te same beefs a open ame a 
| ; gal. 4" d 3 ; 
3 208VAC_ 21.8 90gal. 4" 38" 23" 67" 40HU42 
horizontal models, but require less 7.5 3 S40VAC 19.990 gale 38° 53 67" —AQHUG3 
sie ee 
‘ Sire gal. 4" i i : No. 
= Decibel rating: from 72 to 74dB 10 3 D40VAC 26.490 gal." 38" 23" 67" 40HU72. ggnues 
= Manual tank drain 3 480VAC_ 13.2 90gal. 38" yey 67" 40HU49 
Chicago 
Rotary Screw Compressors © Pneumatic 
20 to 50 HP models with dryer also = Max. pressure: 150 psi(5to CPC, CPD, and CPBg Series— intelligent shutdown. The 70 to 78 dB sound 
include 1 coalescing filter. 7.5 HP, 10 HP with 60 gal. Designed with alow sound enclosure _level allows indoor installation. Base mount. 
QRS Series—Designed for tank); 125 psi (10 HP with and feature whisper quiet operation, 7 Max. pressure: 125 psi 
: 120 gal. tank, 15 to 30 HP) _—rapid single-panel maintenance, = Ambient temp. 32°F to 104°F 
continuous-duty operation at full ; 
= Ambient temp.: Wye-delta, reduced voltage start, = Gear drive: 40, 50, and 100 HP; 
compressor output without affect- 5 3 ; 
: 34°F to 104°F and an electronic control unit that belt drive: 60 and 75 HP 
Om Die sete hee daar = Belt drive rovides energy saving operation with 
sound level allows indoor installation. p gy g op Note: See page 2567 for Maintenance Kits. 
Free Air 
Full Load CFM @ Max. Tank (F)NPT Overall Overall Overall Mfr. Item 
ORS So , Input Voltage Amps Pressure Size Outlet Length Depth Height Model No. 
eries, Horizontal Tan 
5 30VAC 26.7 16.6 60gal. % 56° 22° 494" QRS5HP 40JE21 
3 208 to 230VAC, 460VAC _18.4/15.8/7.9 16.6 60gal. % 56° 22° 494" QRS5SHP  40JE65 
751 230VAC 36 21.2  60gal. 4 56° 22" 494" QRS75HP 40JE66 
3208 to 230VAC, 460VAC__21.5/19.5/9.9 21.2 60 gal. "56" 22" 49.4" ORS 7.5 HP 40JE80 
10 3598 10 230VAC: 4G0VAC-—* 32.3/98/14- 3360 qa. Ye" 50°98" a" —ORSMN 10 HP--AOJEB7 
0 : gal. 4 
15 3 208 to 230VAC, 460VAC 33.59/30.37/15.19 559  120gal. 1% 76.8" 28.3" 57.8" QRS15HP 40JE48 
20. 3 208to230VAC, 460VAC 58/52/26 76 120 gal. "71" 32" 73" ORS 20 HP_40JE76 
593208 to D30VAG. 460VAC_ 86/8040 110120 gal" 7" 30" 73" QRS 30 HP AQJED4 
QRS Series with Dryer, Horizontal Tank 
5 230VAC 7 16.6  60gal. “4 56" 22" 494" QRSSHPD 40JE22 
3 208 to 230VAC, 460VAC __18.4/15.8/7.9 16.6 60gal. 4%" 56° 22° 494" QRSSHPD 40JE26 
75 230VAC 36 21.2 60gal. 4" 56" 22" 494" QRS7.5 HPD 40JE67 No. 40JE79 
3 208 to 230VAC, 460VAC 21.5/19.5/9.9 21.2 60gal. %" 56" 22" 494" QRS7.5HPD 40JE90 
10 3598 10 230VAG: 460VAG-" 32.3/98/14- 3360 qal.-9e"_ 50" 26" 5d" QRSNI10 HD ANJEG4 
) : gal. 4" : i é 
15 3 208 to 230VAC, 460VAC 33.59/30.37/15.19 559  120gal. 14 76.8" 28.3" 57.8" QRS15HPD 40JE79 
20 3 208to230VAC, 460VAC —_ 58/52/26 76 120gal. 1" 71" 32" 73" QRS 20 HPD _40JE39 
25 3 208to 230VAC,460VAC _—70/62/31 92 120 gal. 1" 77" 32" 73" QRS 25 HPD _40JE28 
30 oon 208 to 230VAC, Len 88/80/40 110 132 gal. 1 7132" ~— 73" ~~ QRS30HPD 40JE75 
c g oerieS, lankiess 
40 3 240VAC, 480VAC 107/54.7 175.4 — 1%" 53.1" 30.7" 62.2" CPBg40HP 40JE81 
50 3 240VAC, 480VAC 107/54.7 204.5 — 1%" 53.1" 30.7" 62.2" CPBg50HP 40JE99 No 
60 —3 230VAC 179.6 261 — 1% ai 4" 4 CPC 60 40JE83 : 
3 460VAC 89.8 261 —_ ata CPC 60 40JE74 40JES7 
75 3 230VAC 209.3 305 — om co. 4 oF CPD 75  40JE84 
3 460VAC 104.7 305 — om” co 4 oF CPD 75 40JE44 
1003 Z6OVAC 1363 402 at 64 CPD-100-6A0JES3 
CPBg Series with Dryer, Tankless 
40 3 240VAC, 480VAC 107/54.7 175.4 — 1%" 72" 30.7" 62.2" CPBg 40 HPD 40JE72 
50. 3 240VAC, 480VAC 107/54.7 204.5 — 1%" 53.1" 30.7" 62.2" CPBg 50 HPD 40JE57 
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PNEUMATICS Scan. Order. Done. 
Rotary Screw Compressors Details on page Al. 





LE Ingersoll Rand 
Rotary Screw Compressors 


Note: For Air Compressors over 50HP, go to Grainger.com® and search by "50OHP Air Compressors". 


R-Series Premium Tank-Mount—Feature premium-efficiency IE3 motors, sequential cooling system, 
and a standard microprocessor controller. PTFE stainless steel braided oil hoses, O-ring face seals, and 
leak-free air ends. 69dB sound level. 

= Soft-starting star delta starters 


UP6-Series Tank-Mount—Reliable design with dual controls and high-efficiency IE2 motors. 65 to 
69dB sound level. 

= Dedicated voltage ODP motors 

= Full voltage starters 


R-Series and UP6-Series Total Air System —Integrated compressor and dryer systems provide 
clean, dry air. Each horizontal tank-mounted unit includes a rotary screw compressor, refrigerated air 
dryer, moisture separator, coalescing and particulate filtration, receiver tank, and controls. 















No. 53RU34 Input FullLoad Max. Tank (F)NPT Overall Overall Overall Mfr. Item 
HP Voltage Phase Amps_ Pressure Size Outlet Length Depth Height Model No. 
R-Series Premium Tank-Mount 

230VAC 1 32.0 125 psi 80gal. %' 68" 29" 68" R4I-A125/80-230-1 A40AY68 
5.00 200VAC 3 18.7 125 psi 80gal. %' 68" 29" 68" R4l-A125/80-200-3 40AY74 
230VAC 3 17.0 125 psi 80gal. %' 68" 29" 68" R4l-A125/80-230-3 40AY58 
460VAC 3 9.0 125 psi 80gal. %' 68" 29" 68" R4I-A125/80-460-3 40AY84 
230VAC 1 44.0 125 psi 80gal. %' 68" 29" 68" R5.5|-A125/80-230-1 40AY83 
750 200VAC 3 26.6 125 psi 80gal. %' 68" 29" 68" R5.5|-A125/80-200-3 40AY72 
230VAC 3 24.0 125 psi 80gal. %' 68" 29" 68" R5.51-A125/80-230-3 40AY55 
460VAC 3 12.0 125 psi 80gal. %' 68" 29" 68" R5.5|-A125/80-460-3 40AY79 
460VAC 3 16.0 125 psi 80gal. %' 68" 29" 68" R7.5|-A125/80-460-3  40AY69 
10.0 230VAC 3 32.0 125 psi 80gal. %' 68" 29" 68" R7.5|-A125/80-230-3 40AY75 
208VAC 3 34,7 125 psi 80gal. %' 68" 29" 68" R7.5|-A125/80-200-3 40AY81 
230VAC 3 46.0 125 psi 120gal. %' 72' 29" 72' R111-A125/120-230-3  40AY67 
15.0 460VAC 3 24.0 125 psi 120gal. %' 2 29" (2 R111-A125/120-460-3  40AY86 
208VAC 3 51.2 125 psi 120gal. %' (2 29’ 72' R111-A125/120-200-3  40AY90 
230VAC 3 122.0 125 psi —_— 1%" 77 42" 61" RS30i-A1 25/230 53RU34 
40.0 460VAC 3 61.0 125 psi — wm 7 42" 61" RS30i-A125/460 53RU35 
5/5VAC 3 49.0 125 psi — 1%" 7f 42" 61" RS30i-A125/575 53RU36 
230VAC 3 139.0 125 psi — 1%" 77" 42" 61" RS37i-A125/230 53RU40 
50.0 460VAC 3 70.0 125 psi — ae ca 42" 61" RS37i-A125/460 53RU41 
5/75VAC 3 56.0 125 psi _— a ee 42" 61" RS37i-A125/575 53RU42 
UP6-Series Tank-Mount 
230VAC 1 23.5 125 psi 80gal. %' iv 29" 57" UP6-5-125/80-230-1 6WA78 
5.00 200VAC 3 15.4 125 psi 80gal. %' 71" 29" Ve UP6-5-125/80-200-3 6WA80 
230VAC 3 13:5 125 psi 80gal. %' 71" 29" 5/" UP6-5-125/80-230-3 6WA79 
460VAC 3 6.7 125 psi 80gal. %' rai 29" 57° UP6-5-125/80-460-3 6WA81 
230VAC 1 34.1 125 psi 80gal. %' 71" 29" 56.3" ~~ UP6-7.5-125/80-230-1 4RU64 
750 200VAC 3 22 125 psi 80gal. %' iv 29" = 56.3" ~—UP6-7.5-125/80-200-3 4RU65 
230VAC 3 19.6 125 psi 80gal. %' 71" 29" 56.3" ~—UP6-7.5-125/80-230-3  4RU66 
460VAC 3 9.8 125 psi 80gal. %' 71" 29" 56.3" ~—_UP6-7.5-125/80-460-3  4RU67 
200VAC 3 30.3 125 psi 80gal. %' iv 29" 57 UP6-10-125/80-200-3 4RU68 
10.0 240VAC 3 26.4 125 psi 80gal. %' iv 29" 57" UP6-10-125/80-230-3 6WA82 
480VAC 3 13.2 125 psi 80gal. %' 17 29" 57 UP6-10-125/80-460-3 4RU69 
N 200VAC 3 43.1 125 psi 120gal. %' lek 29" 61" —_ UP6-15C-125/120-200-3 4RU70 
ls 15.0 230VAC 3 37.4 125 psi 120gal. %' 15. 29" 61" —_ UP6-15C-125/120-230-3 6WA83 
40AY71 460VAC 3 18.7  125psi 120gal. % 75° 29° 61°  UP6-15C-125/120-460-3 4RU71 
R-Series Tank-Mount Total Air System (Premium Compressor with Dryer and Filtration Package) 
230VAC 1 39.0 135 psi 80gal. %' 68" 28" 68" R41-A135-TAS/80-230-1 40AY62 
5.00 230VAC 3 24.0 135 psi 80gal. %' 68" 28" 68" R41-A135-TAS/80-230-3 40AY78 
460VAC 3 12.0 135 psi 80gal. %' 68" 28" 68" R4l-A135-TAS/80-460-3 40AY82 
208VAC 3 29.8 135 psi 80gal. %' 68" 28" 68" R4l-A135-TAS/80-200-3 40AY89 
230VAC 1 50.0 135 psi 80gal. %' 68" 28" 68" —_R5.5|-A135-TAS/80-230-1 40AY59 
750 208VAC 3 33.8 135 psi 80gal. %' 68" 28" 68" —R5.5|-A135-TAS/80-200-3 40AY64 
230VAC 3 31.0 135 psi 80gal. %' 68" 28" 68" —_R5d.5|-A135-TAS/80-230-3 40AY76 
460VAC 3 15.0 135 psi 80gal. %' 68" 28" 68" —_R5.5|-A135-TAS/80-460-3 40AY88 
230VAC 3 38.0 135 psi 80gal. %' 68" 28" 68" ~—_R7.5I-A135-TAS/80-230-3 40AY57 
10.0 208VAC 3 41.8 135 psi 80gal. %' 68" 28" 68" —_R7.5I-A135-TAS/80-200-3 40AY63 
460VAC 3 19.0 135 psi 80gal. %' 68" 28" 68" —_R7.5|-A135-TAS/80-460-3 40AY80 
208VAC 3 58.3 135 psi 120gal. %' 2. 28" 72° — R111-A135-TAS/120-200-3 40AY54 
15.0 230VAC 3 53.0 135 psi 120gal. %' (2 28" 72° — R111-A135-TAS/120-230-3 40AY66 
460VAC 3 26.0 135 psi 120gal. %' 12 28" 72° — R111-A135-TAS/120-460-3 40AY71 
230VAC 3 128.0 118 psi — 1%" 77" 42" 61" RS30I-A118 TAS/230  53RU37 
40.0 460VAC 3 64.0 118 psi _— 14 7 42" 61" RS30I-A118 TAS/460  53RU38 
5/5VAC 3 52.0 118 psi — 1%" 7f 42" 61" RS30I-A118 TAS/575  53RU39 
230VAC 3 146.0 125 psi —_— 1%" 7f 42" 61" RS37i-A125 TAS/230 53RU43 
50.0 460VAC 3 73.0 125 psi — 1%" 77 42" 61" RS37i-A125 TAS/460  53RU44 
5/5VAC 3 59.0 125 psi — 1%" 77" 42" 61" RS37i-A125 TAS/575  53RU45 
UP6-Series Tank-Mount Total Air System (Compressor with Dryer & Filtration Package) 
230VAC 1 230 150 psi 80gal. %' 71" 29" 5/"_ UP6-5TAS-150/80-230-1 1ZPR3 
5.00 200VAC 3 15.4 150 psi 80gal. %' 71" 29" 5/7" UP6-5TAS-150/80-200-3  1ZPR4 
230VAC 3 13.2 150 psi 80gal. %' 71" 29" 5/7" UP6-5TAS-150/80-230-3 1ZPR5 
460VAC 3 6.7 150 psi 80gal. %' 71" 29" 5/7" UP6-5TAS-150/80-460-3 1ZPR6 
230VAC 1 34.1 150 psi 80gal. %' V 29" 5/7" UP6-7.5TAS-150/80-230-1 1ZPR7 
750 200VAC 3 22 150 psi 80gal. %' 71" 29" 5/7" UP6-7.5TAS-150/80-200-3 1ZPR8 
230VAC 3 19.6 150 psi 80gal. %' 71" 29" 5/7" UP6-7.5TAS-150/80-230-3 1ZPR9 
460VAC 3 9.8 150 psi 80gal. %' 71" 29" 5/7" UP6-7.5TAS-150/80-460-3 1ZPT1 
200VAC 3 27 145 psi 80gal. %' 71" 29" 5/7" UP6-10TAS-150/80-200-3 1ZPT2 
10.0 230VAC 3 26 145 psi 80gal. %' iV 29" 5/7" UP6-10TAS-150/80-230-3 1ZPT3 
460VAC 3 13:2 150 psi 80gal. %' 71" 29" 67" _ UP6TAS-10-150/80-460-3 1ZPT4 
200VAC 3 43.1 150 psi 120gal. %' 15 29" 61" UP6-15CTAS-150/120-200-3 1ZPT5 
15.0 230VAC 3 37.4 150 psi 120gal. %' To 29" 61" UP6-15CTAS-150/120-230-3 1ZPT6 
460VAC 3 18.7 150 psi 120gal. %' 15 29" 61" UP6-15CTAS-150/120-460-3 1ZPT7 
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Rotary Screw Maintenance Kits and Accessories 


Additional maintenance kits and acces- INGERSOLL RAND® = Rotair—2000-hr. 

6 ; ; : 
sories available on Grainger.com®. Ultra Coolant—Provides g000 = Mneral-based oil 
= Rotair Plus—4000- 








Air Filter Element 


Compressor Oil, 
Synthetic Oil, 1 gal. 


Oil Separator Filter 


Pump Oil Filter 


Rotary Screw Maintenance 
Kit (See Grainger.com® 
for Kit Contents) 


Ingersoll Rand® 


Air/Oil Separator 


Compressor V-Belt 


Filter Element 


Inlet Filter 


Maintenance Kit (See 
Grainger.com® for 
Kit Contents) 


Maintenance Kit 
(Ultra Coolant) (See 
Grainger.com® for 
Kit Contents) 


Replacement Oil Filter 


Start-up Kit 


Ultra Coolant 


Chicago Pneumatic 
Compressor Oil, Rotair, 
Mineral Oil, 1.32 gal. 
Compressor Oil, Rotair, 
Mineral Oil, 5.25 gal. 
Compressor Oil, Rotair 
Plus, Mineral Oil, 1.32 gal. 
Compressor Oil, Rotair 
Plus, Mineral Oil, 5.25 gal. 


Maintenance Kit (See 
Grainger.com® for 
Kit Contents) 


SPEEDAIRE® hr. or 2 yr. of operation, extend- 
ing maintenance intervals hr. blended oll 
Compressor Oil—Extends service " : . 
, Reference owner's manual to Maintenance Kits—Provide “ No. SHYJ7 
intervals up to 4000 hr. ee . 
determine proper coolant type. the required filters, fluids, and 
Maintenance Kits—Regular use of : imi 
th ae . Compressor Oil—Reference parts to help optimize your 
ese easy-to-use kits and accessories . compressor's performance and 
sant . owner's manual and select oil , 
can help maximize the life of your Bacad anicarvics intanal enhance equipment longevity. 
compressor. Compressor oil not included. 
Item 
Description For Use With No. 
Speedaire® 
5 and 7.5 HP Units: 40HU28, 40HU30, 40HU31, 40HU33, 40HU35, 40HU42, 40HU48, 40HU51, 40HU52, 40HU54, 40HU56, 40HUSS, AQHU39 


A0HU59, 40HU63, 40HU66, 40HU70, 40HU74, 40HU75, 40HU77, 40HU78, 40HU80, 40HU87, 40HU89, 40HU90 


10 and 15 HP Units: 40HU32, 40HU36, 40HU38, 40HU46, 40HU47, 40HU49, 40HU60, 40HU61, 40HU64, 40HU72, 40HU73, 40HU81, 40HU84, 40HU86, 40HU91 40HU50 

20 and 25 HP Units: 40HU29, 40HU37, 40HU40, 40HU43, 40HU44, 40HU56, 40HUS7, 40HU79, 40HU82, 40HU85, 40HU88, 40HU92 40HU62 

All Speedaire Rotary Screw Compressors 40HU83 

5 and 7.9 HP Units: 40HU28, 40HU30, 40HU31, 40HU33, 40HU35, 40HU42, 40HU48, 40HU51, 40HU52, 40HU54, 40HU56, 40HU58, A4OHUT6 

40HU59, 40HU63, 40HU66, 40HU70, 40HU74, 40HU75, 40HU77, 40HU78, 40HU80, 40HU87, 40HU89, 40HU90 

10 and 15 HP Units: 40HU32, 40HU36, 40HU38, 40HU46, 40HU47, 40HU49, 40HU60, 40HU61, 40HU64, 40HU72, 40HU73, 40HU81, 40HU84, 40HU86, 40HU91 40HU71 

20 and 25 HP Units: 40HU29, 40HU37, 40HU40, 40HU43, 40HU44, 40HU56, 40HUS7, 40HU79, 40HU82, 40HU85, 40HU88, 40HU92 40HU41 

5 to 15 HP Units: 40HU28, 40HU30, 40HU31, 40HU32, 40HU33, 40HU35, 40HU36, 40HU38, 40HU42, 40HU46, 40HU47, 40HU48, 

A40HU49, 40HU51, 40HU52, 40HU54, 40HU58, 40HU59, 40HUGO, 40HU61, 4OHUG3, 40HU64, 40HU6E, 40HU70, 40HU72, 40HU73, 40HU53 

A40HU74, 40HU75, 40HU77, 40HU78, 40HU80, 40HU81, 40HU84, 40HU86, 40HU87, 40HU89, 4OHU90, 40HU91 

20 and 25 HP Units: 40HU29, 40HU37, 40HU40, 40HU43, 40HU44, 40HU56, 40HUS7, 40HU79, 40HU82, 40HU85, 40HU88, 40HU92 40HU45 

5 and 7.9 HP Units: 40HU28, 40HU30, 40HU31, 40HU33, 40HU35, 40HU42, 40HU48, 40HU51, 40HU52, 40HU54, 40HU56, 40HU58, AQHUG7 

A4QHU59, 40HU63, 40HU66, 40HU70, 40HU74, 40HU75, 40HU77, 40HU78, 40HU80, 40HU87, 40HU89, 40HU9N 

10 and 15 HP Units: 40HU32, 40HU36, 40HU38, 40HU46, 40HU47, 40HU49, 40HU60, 40HU61, 40HU64, 40HU72, 40HU73, 40HU81, 40HU84, 40HU86, 40HU91 40HU34 

20 and 25 HP Units: 40HU29, 40HU37, 40HU40, 40HU43, 40HU44, 40HU56, 40HUS7, 40HU79, 40HU82, 40HU85, 40HU88, 40HU92 40HU55 

5 to 15 HP R and UP6 Series Units: 1ZPR3, 1ZPR4, 1ZPR5, 1ZPR6, 1ZPR7, 1ZPR8, 1ZPR9, 1ZPT1, 1ZPT2, 1ZPT3, 1ZPT4, 1ZPT5, 

1ZPT6, 1ZPT7, 3UB84, 4RU64, 4RU65, 4RUG6, 4RUG7, 4RU68, 4RUG9, 4RU70, 4RU71, 6WA78, 6WA79, BWA8O, 6WA81, BWAB2, AVE84 

6WA83, 40AY54, 40AY55, 40AY57, 40AY58, 40AY59, 40AY62, 40AY63, 40AY64, 40AY66, 40AY67, 40AY68, 40AY69, 40AY71, 40AY72, 

40AY74, 40AY75, 40AY76, 40AY78, 40AY79, 40AY80, 40AY81, 40AY82, 40AY83, 40AY84, 40AY86, 40AY88, 40AY89, 40AY90 

15 to 50 HP UP6-Series Units: 1NPK9, 1NPL1, 1NPL2, {NPL3, 1NPL4, 1NPL5, 1ZPT2, 1ZPT3, 1ZPT4, 3HGC3, 3HGC4, 3HGC5, SHGC6, SHGC7, 3HGCS, 3HGC9, AVE85 

3HGD1, 3HGD2, 3HGD3, 3HGD4, 3HGD5, 3UB84, 3UB85, 3UB86, 3UB87, 3UB88, 3UB89, 4RU68, 4RU69, BWA82, 53RU34, 53RU35, 53RU40, 53RU41 

5 and 7.9 HP R-Series Units: 40AY55, 40AY58, 40AY59, 40AY62, 40AY64, 40AY68, 40AY72, 40AY74, A0AY73 

AOAY76, 40AY78, 40AY79, 40AY82, 40AY83, 40AY84, 40AY88, 40AY89, 462608 

5 and 7.9 HP UP6-Series Units: 1ZPR3, 1ZPR4, 1ZPR5, 1ZPR6, 1ZPR/, 1ZPR8, 1ZPR9, 1ZPT1, 6WA/8, 6BWA/9, 6BWA80, 6BWA81 6WA85 

7.9 HP UP6-Series Units: 1ZPR/, 1ZPR8, 1ZPR9, 1ZPT1, 4RU64, 4RUGS, 4RU66, 4RUG/ 4VE90 

10 HP R-Series Units: 40AY57, 40AY63, 40AY69, 40AY7/5, 40AY80, 40AY81 40AY87 

10 HP UP6-Series Units: 1ZPT2, 1ZPT3, 4RU68, 4RUGY, BWA82 4VE88 

15 HP R-Series Units: 40AY54, 40AY66, 40AY67, 40AY71, 40AY86, 40AY90 40AY70 

15 HP UP6-Series Units: 1ZPT5, 1ZPT6, 1ZPT7, 4RU/0, 4RU71, GBWA83 4VE89 

20 and 30 HP UP6-Series Units: 3HGC6, 3HGD1, 3HGD2, 3HGD4, 3HGD5, 3HGC7, 3HGC8, 3HGC9, 3UB86, 3UB87, 3UB88, 3UB89 4VE87 

Ingersoll Rand 25 HP (150 psi) and 30 HP (200 psi) UP6-Series Rotary Screw Air Compressors 6WA86 

5 to 15 HP UP6-Series Units: 1ZPR3, 1ZPR4, 1ZPR5, 1ZPR6, 1ZPR7, 1ZPR8, 1ZPR9, 1ZPT1, 1ZPT2, 1ZPT3, 1ZPT4, 1ZPT5, 1ZPT6, 

1ZPT7, 3UB84, 40AY54, 40AY55, 40AY57, 40AY58, 40AY59, 40AY62, 40AY63, 40AY64, 40AY66, 40AYG7, 40AY68, 40AY69, 40AY71, AOAY60 

AOAY72, 40AY74, 40AY75, 40AY76, 40AY78, 40AY79, 40AY80, 40AY81, 40AY82, 40AY83, 40AY84, 40AY86, 40AY88, 40AY89, 40AY90, 

4RU64, 4RU65, 4RUG6, 4RUG7, 4RUG8, 4RUGY, 4RU70, 4RU71, 6WA78, 6WA79, GBWA80, 6WA81, BWA82, BWA83 

15 to 50 HP UP6-Series Units: 1NPK9, 1NPL1, 1NPL2, 1NPL3, 1NPL4, 1NPL5, 1ZPT2, 1ZPT3, 1ZPT4, 3HGC3, 3HGC4, 3HGC5, 3HGC6, 3HGC7, 3HGC8, 3HGCY, 47K03 

3HGD1, 3HGD2, 3HGD3, 3HGD4, 3HGD5, 3UB84, 3UB85, 3UB86, 3UB87, 3UB88, 3UB89, 4RU68, 4RU69, BWA82, 53RU34, 53RU35, 53RU40, 53RU41 aCENG 

5 to 15 HP R-Series Units: 40AY54, 40AY55, 40AY57, 40AY58, 40AY59, 40AY62, 40AY63, 40AY64, 40AY66, 40AY6/, 40AY68, 40AY69, 40AY71, AOAY56 

AOAY72, 40AY74, 40AY75, 40AY76, 40AY78, 40AY79, 40AY80, 40AY81, 40AY82, 40AY83, 40AY84, 40AY86, 40AY88, 40AY89, 40AY90 

5 to 15 HP R-Series Units: 40AY54, 40AY55, 40AY57, 40AY58, 40AY59, 40AY62, 40AY63, 40AY64, 40AY66, 40AY6/, 40AY68, 40AY69, 40AY71, AOAY61 

AOAY72, 40AY74, 40AY75, 40AY76, 40AY78, 40AY79, 40AY80, 40AY81, 40AY82, 40AY83, 40AY84, 40AY86, 40AY88, 40AY89, 40AY90 

5 to 15 HP R-Series Units: 40AY54, 40AY55, 40AY57, 40AY58, 40AY59, 40AY62, 40AY63, 40AY64, 40AY66, 40AY6/, 40AY68, 40AY69, 40AY71, AOAY65 

AOAY72, 40AY74, 40AY75, 40AY76, 40AY78, 40AY79, 40AY80, 40AY81, 40AY82, 40AY83, 40AY84, 40AY86, 40AY88, 40AY89, 40AY90 

5 to 15 HP R-Series Units: 40AY54, 40AY55, 40AY57, 40AY58, 40AY59, 40AY62, 40AY63, 40AY64, 40AY66, 40AY6/, 40AY68, 40AY69, 40AY71, AQAY85 

AOAY72, 40AY74, 40AY75, 40AY76, 40AY78, 40AY79, 40AY80, 40AY81, 40AY82, 40AY83, 40AY84, 40AY86, 40AY88, 40AY89, 40AY90 

10 to 15 HP UP6-Series Units: 1ZPT2, 1ZPT3, 1ZPT5, 1ZPT6, 1ZPT/, 4RU68, 4RU69, 4RU70, 4RU71, BWA82, BWA83 5HYJ7 

©. and 7.9 HP UP6-Series with Dryer Package: 1ZPR3, 1ZPR4, 1ZPR5, 1ZPR6, 1ZPR/, 1ZPR8, 1ZPR8, 1ZPT1 5HYJ6 

9 to 15 HP UP6-Series without Dryer Package: 4RU64, 4RU65, 4RUG6, 4RU6/, 4RUG8, 4RUGY, 4RU70, 4RU71, GBWA78, 6BWA79, GBWAS80, GBWA81, GBWA82, GBWA83 —_—SHYJ3 

20 to 30 HP UP6-Series Units: 3HGC3, 3HGC4, 3HGC5, 3HGC6, 3HGC7, 3HGC8, 3HGC9, 3HGD1, SHYJ4 

3HGD2, 3HGD3, 3HGD4, 3HGD5, 3UB85, 3UB86, 3UB87, 3UB88, 3UB89 

40 and 50 HP UP6-Series Units: 1NPK9, 1NPL1, 1NPL2, 1NPL3, 1NPL4, 1NPL5, 53RU34, 53RU35, 53RU40, 53RU414 5HYJ5 

5 to 15 HP R- and UP6-Series Units: 1ZPR3, 1ZPR4, 1ZPR5, 1ZPR6, 1ZPR/, 1ZPR8, 1ZPR9, 1ZPT1, 1ZPT2, 1ZPT3, 1ZPT4, 1ZPT5, 

1ZPT6, 1ZPT7, 3UB84, 4RU64, 4RUG5, 4RU66, 4RUG7, 4RU68, 4RUGY, 4RU70, 4RU71, 6WA78, 6WA79, 6BWA80, 6WA81, 6BWA82, 47J99 

6WAS83, 40AY54, 40AY55, 40AY57, 40AY58, 40AY59, 40AY62, 40AY63, 40AY64, 40AY66, 40AY67, 40AY68, 40AY69, 40AY71, 40AY72, 

AOAY74, 40AY75, 40AY76, 40AY78, 40AY79, 40AY80, 40AY81, 40AY82, 40AY83, 40AY84, 40AY86, 40AY88, 40AY89, 40AY90 

15 to 50 HP UP6-Series Units: 1NPK9, 1NPL1, 1NPL2, 1NPL3, 1NPL4, 1NPL5, 1ZPT2, 1ZPT3, 1ZPT4, 3HGC3, 3HGC4, 3HGC5, 3HGC6, 3HGC7, 3HGC8, 3HGCY, AVE86 

3HGD1, 3HGD2, 3HGD3, 3HGD4, 3HGD5, 3UB84, 3UB85, 3UB86, 3UB87, 3UB88, 3UB89, 4RU68, 4RU69, BWA82_, 53RU34, 53RU35, 53RU40, 53RU41 

5 to 15 HP UP6 Series Units: 1ZPR3, 1ZPR4, 1ZPR5, 1ZPR6, 1ZPR/, 1ZPR8, 1ZPR9, 1ZPT1, 1ZPT2, 1ZPT3, 1ZPT4, 1ZPT5, 1ZPT6, 5HYJ8 

1ZPT7, 4RU64, 4RU65, 4RU66, 4RUG7, 4RUG8, 4RUGY, 4RU70, 4RU71, 6BWA78, 6WA79, 6BWA80, 6WA81, 6WA82, 6BWA83 

20 to 50 HP UP6 Series Units: 1NPK9, 1NPL1, 1NPL2, 1NPL3, 1NPL4, 1NPL5, 3HGC3, 3HGC4, 3HGC5, 3HGC6, 3HGD1, 3HGD2, 3HGD3, SHYJ9 

3HGD4, 3HGD5, 3HGC7, 3HGC8, 3HGC9, 3UB85, 3UB86, 3UB87, 3UB88, 3UB89, 53RU34, 53RU35, 53RU40, 53RU41 

All Ingersoll Rand Rotary Screw Compressors SHYK1 

All Ingersoll Rand Rotary Screw Compressors 5HYKO 

10 to 50 HP Units: 40JE21, 40JE22, 40JE26, 40JE28, 40JE30, 40JE39, 40JE48, 40JE54, 40JE57, 40JE58, 40JE64, 40JE65, A0JE27 

AQJE66, 40JE67, 40JE72, 40JE75, 40JE76, 40JE79, 40JE80, 40JE81, 40JE85, 40JE87, 40JE90, 40JE99 

10 to 50 HP Units: 40JE21, 40JE22, 40JE26, 40JE28, 40JE30, 40JE39, 40JE48, 40JE54, 40JE57, 40JE58, 40JE64, 40JE65, A0JE91 

AQJE66, 40JE67, 40JE72, 40JE75, 40JE76, 40JE79, 40JE80, 40JE81, 40JE85, 40JE87, 40JE90, 40JE99 

10 to 50 HP Units: 40JE21, 40JE22, 40JE26, 40JE28, 40JE30, 40JE39, 40JE48, 40JE54, 40JE57, 40JE58, 40JE64, 40JE65, AQJE94 

AQJE66, 40JE67, 40JE72, 40JE75, 40JE76, 40JE79, 40JE80, 40JE81, 40JE85, 40JE87, 40JE90, 40JE99 

10 to 50 HP Units: 40JE21, 40JE22, 40JE26, 40JE28, 40JE30, 40JE39, 40JE48, 40JE54, 40JE57, 40JE58, 40JE64, 40JE65, AQJE45 

AQJE66, 40JE67, 40JE72, 40JE75, 40JE76, 40JE79, 40JE80, 40JE81, 40JE85, 40JE87, 40JE90, 40JE99 

9 and /.9 HP Units: 40JE21, 40JE22, 40JE26, 40JE65, 40JE66, 40JE67, 40JE80, 40JE90 40JE25 

©. and 7.9 HP Units: 40JE21, 40JE22, 40JE26, 40JE65, 40JE66, 40JE67, 40JE80, 40JE90 40JE41 

10 and 15 HP Units: 40JE30, 40JE48, 40JE58, 40JE79 40JE63 

20, 25 and 30 HP Units: 40JE28, 40JE39, 40JE54, 40JE/5, 40JE/6, 40JE85 40JE36 

20, 25 and 30 HP Units: 40JE28, 40JE39, 40JE54, 40JE/5, 40JE/6, 40JE85 40JE43 

20 and 25 HP Units: 40JE28, 40JE39, 40JE76, 40JE85 40JE55 

30 HP Units: 40JE54, 40JE75 40JE96 
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PNEUMATICS Scan. Order. Done. 
Lubricants, Start-Up Kits & Pumps Details on page A1. 
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no.1weas | RAEOAIRE = 
Gi. Ingersoll Rand 
LEX Ingersoll Rand 2 
Lubricants Air Compressor 
ze Synthetic Based—Ideal for high- Start-Up Kits 
ani ee, and low-temperature applications. | Electric Motor Kits—Include All Mfr. Item 
= Allow Speedaire® reciprocating Season Select® lubricant, 2 inlet eae For Use With Model No. 
ESS zi ectric Motor Kits 
a compressors to operate at 100% air filters, and product data sheet. ~4yW09. Mfr. Series No. SS3 97338099  4ZK07 
continuous duty. 4YW10, Mfr. Series No. SS5 20100251 _5ZL67 


Gasoline Engine Kits—Include 41977, 4L976, 4L974, {WF59, 1WF60, TWF6T, 


32305880  4M579 
j ® Ihr; 4M310, 4M361, 4M311, Mfr. Series No. 2340, 2475 
Item Specialty Blend—Nondetergent | All Season Select® lubricant and = —grNjg7’ecRL66CRL7, 1WE65, 4R774, 


Size brand, No. industrial oil has rust and oxida- | inlet air filters for the compressor _4R778, Mir, Series No. 2545, 7100 scsi eh 

ynthetic Base a inhibi iti . r. Series No. 

{qt  Speedaire 1WG49 tion inhibitors specially formulated | pump, In addition to the manu Gasoline Engine Kits 

al Ingersoll Rand 2YY83__— for reciprocating compressors. facturer's engine oil, air filter, and AR GSS RSE 9733950 ozL87 
pecialty Blen il fi ; 

{qt Speedaire iwes9 educes carbon buildup. oil filter when appropriate. Mir. No. 2475F13GH 29935337  2NUG6 


il ™ a J 
M Oo b ll [ RENEWABLE enny 
LUBRICANTS  A/& COMPRESSOR 


Renewable Lubricants® Bio-SynXtra™ of refrigerants except sulfur dioxide. More sizes available on 
Food Grade, Air Compressor— Grainger.com®. 

Biosynthetic oil is zinc-free. Provides 
superior antifoam, antirust, and demulsi- 
bility properties. Recommended for use 
in rotary, reciprocating, and centrifugal 
compressors. 


REFRIGERATION COMPRESSOR OIL 


=Rarws 427 }4 


= air 
Comceniaw CH} 


Renewable Lubricants® Bio-SynXtra™ Food Grade, 
Refrigeration Compressor—Compatible with CO., ammonia, 
and R12 refrigerant systems. 

FOOD GRADE COMPRESSOR OIL 


For use in portable and stationary rotary vane and screw 
compressors, single-stage, 2-stage, and multistage reciprocat- 


te aaa 
-_ Pees wee 


bial Gb 
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ontar en sisi Highly refined naphthenic base oil is ing compressors. No. 36N465 features antifoam, antirust, and 
. . suitable for reciprocating compressors demulsibility properties. All items are biodegradable. 
Lubricants for Air and (cylinders and bearings) using many types 
i i] ISO 
Refrigeration Compressors SAE Viscosity Viscosity Viscosity Viscosity Mfr. Item 


Description Size Grade Grade Index @100C @40C _ Flash Point Brand Model __No. 


Renewable Lubricants®°— Air Compressor Oil 


Nos. 21A504 and 21A505 are a biobased/ Nore east iqt 30 100 100 114.6cSt 1046cSt 264°C Mobil 123001 4ZF21 
synthetic formula that can replace Rarus® 427 T gal. 30 100 100 1.6 cSt 104.6 cSt 264°C Mobil {01016 4F978 
HVAT Car DON ON Dest COMDIBS SO! Bio-Air™, (AC-30) f a 30 = 500 08 a Ba a Sage ROB meee 34903 > A504 
: : : io-Air™, (AC- gal. — 5. COE cot fi enewable Lubricants 
fluids. Ultimate biodegradable. 5 gal. 30. 200 10.5 cSt 54 cSt 247°C Renewable Lubricants 84204 21505 
Ultimate Blue®—This 100% synthetic, 1 gt. 30 100 136 13.63 cSt 100.48 cSt 507°F (264°C) Jenny Ultimate Blue 105-1209 34LR48 
nondetergent oil features ashless antiwear iimeeniace dotandys 30 100 136 13.63 cSt 100.48 cSt 507°F (264°C) Jenny Ultimate Blue 610-1366 34LR49 
additives plus rust and oxidation inhibitors. nee a gal. 30 100136 13.63 oSt 100.48 cSt 507°F (264°C) “Jenny Ultimate Blue 105-1210 34L R50 
‘ P i : ‘ ynthetic Air GOMpressor Vi 
Highly resistant to oxidation and deposit Rarus® 824 5gal.  10W 32 32. «55 cst 29.5 ost 244°C Mobil 100537 42739 
ion | Rarus® 827 Sgal. 30 100 100 10.12 cSt 10/.5cSt 70° obi 7 
formation in small portable and stationary Bio-SynXtra™ 5 gal 3068 68 11 cSt 66cSt 245°C Renewable Lubricants 87954 21A498 
reciprocating compressors. More sizes Food Grade : 55 gal 30 68 68 tT cSt ‘66 cSt 245°C Renewable Lubricants 87956 21A499 
® otary Screw Compressor Oi 
available on Grainger.com SCH Rarus™ 32 5 gal. 10W-20 32 123 -5.6cSt  30.6cSt 204°C Mobil 121987 49JM31 
Mobil Rarus® 800 Series— Bit Rarus™ 68 5 gal 20 68 129. 9.7cSt  65.3cSt 192°C Mobil 122000 49JM32 
efrigeration Compressor 01 
Recommended for single and multistage Gargoyle Arctic® 300 Dal 20 196 68 cst 67 a8 sr : Mobil. 101837 erat 
io-SynXtra™ gal. = cot col a enewable Lubricants 
air compressors (not for breathing air Food Grade 55 gal. — 68.1561 cSt. 67 cSt 249°C Renewable Lubricants 87856 21A4Q7 
applications). This oil is very effecitve for aan ae ul . a a sauce ami ee 
; ; i i io-SynXtra™ Comp qt. — cot cst y enewable Lubricants 
continuous high temperature operation with Refrigerant FG { gal. — 68156 1t cSt. 67 cSt. 260°C. Renewable Lubricants 87853 36N462 
discharge temperatures up to 200. Bio-SynXtra™ FG T at. — 68 159s t1cSt ~—«66 cSt 245°C Renewable Lubricants 87951 36N463 
Compressor 1 gal. — 68 159 TT C5t 66 cst 245°C Renewable Lubricants 8/7953 36N464 
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Single-Stage Replacement 


Air Compressor Pumps 


Designed to cycle On/Off while providing continuous air with a 65/35 duty 
cycle. Pumps feature cast-iron construction and splash lubrication. Does not 
include flywheel; flywheels are available on Grainger.com®. 


Free Air 
CFM @ Max. Sheave Size NPT Bore Stroke No. of Item 
HP Pressure Pump RPM @ 1725 RPM Outlet Dia. Length Cylinders No. 


Y%, 4,1 1.3, 1.6, 1.9 2291189, 278, 39%, yn oore" 41%" «1S AOKH94 









No 40KH92 1425 46V6q" 
. 690 860 " W u" u u u" 
2WGX7 1,142 3.0,3.7,48 1020 > 4" 5" 52%" 2% 2 2 2WGX6 
2,3 49 79 690,1020 4° 52%" Yu D4 2 2 2WGX7 
45 11.0,16.5 /730,1010 6°, 8'%4' Yo" Y4" 2. 4 40KH92 
2568 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ELL! 





GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


PNEUMATICS 
Air Compressor Pumps 





¥- to 712-HP Air Compressor Pumps 


Rugged pumps feature cast iron/aluminum construction, stainless steel reed valves, 
splash lubrication, and CCW rotation facing flywheel. Avg. pump life: 10,000 hr. 


HP Pump RPM 
Single Stage 
Yo, V4 700, 1000 
1,1% 850, 1100 
14.3 900, 1400 
14.3 1000, 1200 
2,4 900, 1400 
1% 800 
2-Stage 
5, (2 1000, 1200 
5, (2 1000, 1200 


Sheave Size 
@1725RPM{ __ Oil Cap. 
4%32", 516" 6 02. 
5%64", 612" 12 02. 
547%4", B16" 17 02. 
638", 73%" 34 02. 
61%a", 93%" 30 02. 

c 47 02. 
8", 11%" 45 oz. 
72%", 101%32" 47 02. 


Flywheel 


NPT Outlet Dia. 


Vy" 


Vy" 


10%" 
10%" 
10%" 
11" 
12 
15" 


15" 
15" 


t Sheave sizes are 0.D. to provide proper pump speed with 1725 rpm motor. 


4- to 30-HP 2-Stage Air Compressor Pumps 


Groove 
Section 


Sn rreYeyry > 


CGO 
ROLAIR. 
Groove Mfr. Item 
Quantity Model No. 
1 PMP11K3GR 36VJ17 
1 PMP11K8GR 36VJ18 
1 PMP12MK103GR 31LA90 
1 PMP12K1/GR 35DZ65 
1 PMP12MK113GR  31LA91 
2 PMP12K35GR 36VJ19 
1 PMP22BK119GR  31LA92 
2 PMP22K30GR 35DZ66 
* SPEEDAIRE 
ee /// 








= Cast-iron construction 
= Stainless steel 

valves for long life 
= Max. pressure: 175 psi 
= Gil level sight glass 


Splash Lubricated—Designed to cycle On/Off while providing continuous air 

with an 80/20-duty cycle. Rated for heavy-duty commercial use in new or replace- 
ment applications. Pumps come with large-capacity oil reservoir with sight gauge. 
No. 32411 unloader and pilot valves allow constant speed operation or dual control. 
Recommended oil is No. 4ZF21, sold separately on page 2568. 





Pressure Lubricated—Oil pump provides lubricant to all critical areas. Spin-on 





filter for continuous oil filtration. No. 1WD21 No. 52405 
Free Air CFM Sheave Size Flywheel Groove Groove Item 
HP @ Max. Pressure Pump RPM @ 1725 RPM¥ Oil Cap. Dia. Section Quantity No. 
Splash Lubricated 
4,5 12.0, 14.4 1190, 1310 10°%64", 125%" 16 02. 16%" A/B 1 40KH93 
] 17.1 700 634" 2 gt. 16%" — — 52404 
5, 1% 17.3/23.5 734, 990 7A", 934" 2 gt. 16%" B p: 1wD21 
7.5 25.1 1020 91%a" 2 at. 16%" _— —_ 5F566 
10 34.2 700 634" 4 qt. 16%" — — 5Z405 
10, 15 34.8/49.0 740, 1045 8", 115%" 4 gt. 19" B 2 1WD22 
15 51 1020 11" 4 gt. 1996" — — 4B248 
20,.25,30 76.7/90.1/101.0 655, 770, 890 8%", 97%", 11%" 6% qt. 22" B 3 3Z411 
Pressure Lubricated 
21 1/.0/20:0 760, 1035 74", 99/1" 2 gt. 16%" B 2 1WD23 
10, 15 34.8/49.0 740, 1045 8", 115%" 4 at. 19" B 2 1WD24 
¢ Sheave sizes are 0.D. to provide proper pump speed with 1725 rpm motor. 
3- to 15-HP 2-Stage Air Compressor Pumps CHAMPION 


Intercoolers efficiently dissipate heat. Include unloader 
and pilot valve for constant speed operation. Centrifugal 
unloader provides efficient pressure release for loadless 
starting. 


Note: To determine motor pulley size: Compressor pulley x compressor 
rpm + motor rom = motor pulley size. 


Designed for heavy-duty industrial applications. Die-cast 
aluminum cylinders with cast-iron sleeves for greater 
efficiency, cooling, and service life. Balanced, fan-type 
flywheels provide airflow for cooling pump. Rotation CCW 
facing flywheel. Splash-lubricated models feature cast 
iron head, cylinders, and crank shaft with stainless steel 
Swedish valves for rugged durability and long life. 










No. 32180 


Sheave Flywheel Groove Groove Mfr. Item 
Lubrication Type HP Pump RPM NPT Outlet  Size* Oil Cap. Dia. Section Quantity Model No. 

Pumps for Start/Stop Operation i 
Splash Lubricated 3.0 440, 734 ya" AV," 7" 2 at. 16%" B 2 R2-30A-P01 32180 a 
Splash Lubricated 7%, 10 575, 740 fq" 648", 8s" 1 gal. 19" B 2 R2-30A-P02 32182 No. 32183 nN iy 
Pumps for Constant or Dual Control Operation ow 
Splash Lubricated 440, 710 ya AV," [" 2 Ot 16%" B 2 R2-30A-P03 32181 he 
Splash Lubricated 7%, 10 5/5, 740 ya" 6%', 8Y%s' —-1 gai. 19" B 2 R2-30A-P05 32183 
Pressure Lubricated 15 7/0 1" gx" 1 gal. 22 B 3 R2-30A-P22 32410 


* Sheave sizes are U.D. to provide proper pump speed with 1725 rpm motor. 


3- to 15-HP Single- and 2-Stage 


Air Compressor Pumps 
TYPE 30 


Durable, cast-iron cylinders, heads, and frame are 
designed for continuous operation with the use 

of Ingersoll Rand All Season Select Lubricant and 
extends pump life. Overhung crankshaft is preci- 
sion balanced to run smoothly and quietly. 1-pc. 
connecting rod. Cylinders can be removed for easy 
repair and service. Pumps are splash lubricated. 


aim) Ingersoll Rand 


SINGLE-STAGE 


Durable, cast-iron cylinders, heads, and frame are designed 
for continuous-duty operation with the use of Ingersoll Rand All 
Season Select Lubricant. 


2-STAGE 


Splash-lubricated pump includes cast-iron cylinders and crank- 
shaft. Stainless steel valves are for rugged durability and long life. 


No. 4R800 





Free Air CFM @ Motor NPT Sheave Size Flywheel Groove Groove Mfr. Item 
1 en Max. Pressure Pump RPM RPM Outlet @1725RPM  OilCap. Dia. Section Quantity Model No. 
ype 
5 14.0 3450 3450 yA" 61%ea" 280z. 13%" A 1 2340 4KR37 
9, 17% 16.8/24.0 1040, 1500 3450 yA" 81%6', 56 410z. 13%" A 1 24/5 4R800 
7%, 10 26.2/35.0 825, 1050 1750 Ya" 5", B94", 112%64" 740z. 173% 4" B 1 2545 4M392 
10, 15 36.6/50.0 800, 1100 1750 1" 82564", 112%64" 2% gt. 17%" B 2 7100 4R766 
Single-Stage 
3 10.3 1200 3450 ¥e" 4.20 16.90z. 12%" A 1 S93 Bare 1WF72 No. 4M392 
° aeme) 1000 3450 Y" 4" 400z. 14%" A 1 S55 Bare 1WF74 
2-Stage 
5 16.5 1500 3450 Yn" 5°%ea" 40.64 oz. 14%!" A 1 TS5 Bare 1WF86 
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PNEUMATICS 
Air Tanks 


Scan. Order. Done. 
Details on page A1. 








No. 2TWC1 
% GPFEDAIRE 
ze a /// 
Air Tanks 
NONCODE AIR TANKS ASME CODE AIR TANKS 





No. 2TWC1—Formed, 1-pc. No. 32409—Includes semipneumatic 10" x 
steel strap feet for maximum 1%" wheels; 4", ¥", and 2" NPT openings; 
Stability. “4" and %2" NPT ports. and sturdy, 2-pc. pump/motor platforms. 


No. 2TWC4—One '%" port, GAS ENGINE AIR COMPRESSOR TANKS 
one 4" port, and one 74" drain No. 1VW38—ASME replacement tank for 


port. Split-base design accom- 


Speedaire® Compressor Nos. 4B220 and 


modates a variety of pumps. = 4B 941. Includes one V2" NPT, one ¥%" NPT, 


Some drilling may be required. 


Note: Noncode tanks do not 10" x 1%" semipneumatic wheels. 


have ASME certification. Before 


and one %" NPT drain ports. Tank has two 


ordering, check local and state code No. 1VW39—ASME replacement tank for 
requirements. Speedaire® Compressors Nos. 4WL38 and 
5F564. Includes three 2" NPT, two 1%" NPT, 


and one ¥" NPT drain ports. 


Working Max. 
Pressure Motor L W H Tank 


Noncode Air Tanks 


3 Hotdog 125 1 25 8932 8'%a4 52% 

i] Pancake 125 1 16%6 16%6 93% 16%6 

15 Portable 135 — 334%, = 13%8 18 '%a 12 
ASME Code Air Tanks 


20 Portable 144 3 33% 19% 18% 14 
Gas Engine Air Compressor Tanks 

20 Portable 150 0 2 33 15 18 14 

30 Stationary _—200 13 39 ¥% 18 23 16 


Stationary ASME *s2274/RF 
Code Air Tanks 


= Max. working pressure: 200 psi 


Meet city and state requirements for most commer- 
cial and industrial installations. Models with top 
plate accept new or replacement compressor and 
motor assemblies. No. 5Z359 can be operated with 
gas engine to 5 HP max. Foot pads on 60-, 80-, and 
120-gal. horizontal units. 


OVERALL LENGTH 





SHELL 














Tank Tank 
(gal.) TankType (psi) HP (in.) (in.) (in.) Dia. (in.) Gauge 


13 
14 
13 


12 


12 
10 


Item 
No. 


2TWC1 

2TWC4 

o2YM08 
32409 


1VW38 
1VW39 





OVERALL HT. 





* SPEFEDAIRE 
FFE), 


I 


Air-Carry Tanks 


= Max. working pressure: 125 psi 

= 3-ft. hose with adapter 

= 0 to 160 psi pressure gauge 

= Brass manifold with shutoff 
and safety valves 

Use for inflating or in combination with No. 2TWC2 

recoil hose and air gun, sold separately 

on page 2515. 


Note: These tanks do not have ASME certification. Before ordering, check local and state 
code requirements. 








Tank L H Item 
Item (gal.) (in.) (in.) Tank Dia. (in.) No. 
Air-Carry Tanks 
Air Carry Tank 5 171% 111%2 9'%a 2TWC2 
Portable Air Tank 11 244 14% 12 3EUJ9 
No. 
4TK10 
* SPEFDAIRE 
ee 1 ////// 


Stationary/Portable ASME Code Tanks 


Includes two 12" NPT ports, 2 inspection ports, drain valve, and ASME 


Safety valve. 
Tank Working W Tank Steel Tank Item 
(gal.) Pressure (nsi) i ) (in.) (in .) _Dia.(in.) _ (Gauge) No. 
13 140 20°%2 12% 164% 12 13 2TWC3 
20 144 31% 12% 18% 14 15 4TK10 


L 
S (30-80 Gal) 
P 


S (120 Gal) 


rn 





No. 6CJL3 









































Tank Dimensions Openings NPT 
Capacity Dia. L H Shell B C D E F H J L Item 
Key (gal.)  (in.) (in.) (in.) (in.) (in, ) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) N(in.) O(in.) P(in.) R(in.) S(in.) No. 
Horizontal Tanks with Top Plate - ASME U and UM Code 
A 30 16 41.1 21./ on) 24.5 8.0 oud 2.4 0.6 24.0 13.4 1.8 1.9 1.8 Je ZZ — 1% 1% 52359 * 
A 60 20 48 240 30.8 29.0 9.3 3.0 46 0.6 28.0 18.0 2.0 1.4 2.0 5g Ya — 2 2 5Z360 ~ 
Horizontal Tanks with Top Plate - a Section VIII Division 1, U Tank 
A 80 20 63 90.8 34.0 12.0 2.8 46 0.6 40.0 18.0 2.9 25) 2.9 5g V4 — 2 2 52361 ~ 
Horizontal Tanks with Top Plate - ASHE U and UM Code 
A 120 24 68.4 31.9 04.3 34.0 12.0 3.0 4.9 0.6 42.0 18.0 2.9 i 2.9 5g 1% — 2 2 52362 T 
Vertical Tanks with Top Plate - ASME U and UM Code 
B 30 16 45.2 31.0 24.5 8.0 3.0 1.8 0.6 17.0 — 5.0 — 9.0 Ye Sa Ya 1% 1% 52363 * 
B 60 20 = o22 30.0 29.0 9.3 23 2.8 0.6 24.0 — 4.0 — 4.0 Ye Ya a 2 2 52364 ~ 
B 80 24 — OAL6 Soo - 2O0 10.0 2.6 200 0.6 27.0 —_— 3.0 — 3.0 48 Sa Ya 2 2 52365 ~ 
Tank Dimensions Openings NPT 
Capacity Dia. L H Shell Cc D G BC H J K L M N P R S Item 
Key (gal.)  (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) (in.) No. 
Vertical Tanks without panes Plate - ASME U Code 
C 30 16 40.5 31 25 11 215 oe 17 — Y, — V4 1% — Sa 1% Y% 11226 
C 60 20 = o2 30.8 3 12.5 26 — 42.5 24 — Yo _— 4 2 — 4 2 Yo 11ZZ7 
C 80 24 — 49.5 =. 333.3 4.5 14 Zi — 40 21 — 2 — 4 2 — 1 Z Y — 1YAC4 
Vertical Tanks without Top Plate - ASME 
C 240 30 —_— 88.5 2 4 17.6 — 744 748 30 — —_— _— 2 2 — 4 2 —  6CJL3 
C 400 36 — 101 2 8 17.6 38.6 60.6 81.6 36 _— _— — 2 2 2 1% 2 Y%  6CJL4 
Horizontal Tanks without Top Plate - ASME U Code 
D 30 16 41.5 20.46 — 27.90 2 13.44 24 — _— 2 1% Yo 4 — — _— — —  3HDR1 
D 60 20 46.75 27.05 — 32.50 4.11 18 28 % 2 a 1 — _ — _ —  3HDR2 
D 80 20 61.75. 25.65 — 44.75 4.11 18 40 — _— 2 2 1 1% _— — — _— —  3HDR3 
D 120 24 67.5 30.52 _— 48.25 4.42 18 42 V4 2 1% 1% — — _— — —  3HDR4 
* Opening has %4"-reducer plug. t Opening has 1"-reducer plug. 
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GRAINGER CHOICE* 
Find the why. Find Solutions. Find Great Prices. 


PNEUMATICS 


Oil/Water Separators & Filter Accessories 





* GPEEDAIRE 


J |) 


Small Air Receivers/Surge Tanks 


= Max. working pressure: 175 psi 

= Plugs included in all openings 

= Multiple openings and NPT thread sizes 
= Black powder-coated finish 


Designed for point-of-use air storage. 


No. 1TZZ5 








Stationary, steel horizontal tanks are excel- 
lent for providing compressed air to short, 





peak-demand applications. 






























































































































































































































































Tank ag Opening a 
Capacity Dia. K Item 
a)” (mcm) yc) cyt) 
2. 6. 2 8 4 85 7 11. 35 2 .044 050 0.75 0.75 1. TIZY7 
6 10. 20. 12. 5 5 4 12 65 2 0.44 0.50 0.75 0.75 1 1TZY8 
_ 10 12 24. 5 14 7.25 5 6. 25 12 65 2 044 050 075 O75 ~ =H _1TZY9 | 
15 2. 34 . 14° e 10 11 12 65 2 044 0.50 0.75 15 1 11222 
20 14325 16 10 625 825 16 85 2 056 0.50 075 15 2 11223 
30 16. 37.5. 18 10-875 10:75 16 105° 2 056 0500.75 15. 2. 19225 




















Oil/Water Separators 


Designed to separate emulsified compressor water and oil condensates using no 
electricity. Modules prevent contamination of upstream coalescing and carbon filters, 


extending downstream air line filter life. 


AN (GY Ingersoll Rand 


domnick hunter 









































































































































































































































































































































































































































































































































Absorption 
Max. Air Max. Condensate Module 
Compressor Air Flow Inlet Volume L W H Mfr. Item 
HP (scfm) —_—NPT(in.) _(gal.)_—_(in.)_(in.)__(in.) __—_—Brand Model _No. 
Oil/Water SoaceS Se 7 d a eAace tis 
10 (1)%,(1)% — 13 10 33 Domnick Hunter £S2100 4HCZ1 
15 a0 — % 2gal. 11% 11% 27% Ingersoll Rand PSG-7 _ 2KMP6_ sesialaict page eenrer 
25 124 (1)%,(1)%4 16 gal. 17-14 ~~ 32,~—s~dDomnick Hunter £S2150  4HCZ2  ForUse With Mfr. Mfr. Item 
40 __ 175 Zz 5gal. 28% 19% 30%  IngersollRand PSG-15 2KMP7 Model Number Model No. Item 
on 191 (1)%,(1)%4 20 gal. 18 14 32 DomnickHunter £S2200 4HCZ3 Rene nt Separator Modules _ Description _For Use With No. 
60 268 (1)%4,(3)%4 33 gal. 32 20 47 DomnickHunter £52300  4HCZ4 PSG-7 AM-7 2KMP8 _ Replacement Bags & Filters i 
ie) 390 — % gal. 34 21 39 Ingersoll Rand PSG-30 110221 PSG-15 AM-15 2KMP9 Carb ana 4HCZ1 to 5 5KCL3 
—120— 6385 (1)'4,(3)%4 49 gal. = 827 47 Domnick Hunter ES2400 4HCZ5 _PSG-60 AM-60 _11U225 9 = _5KCL4 
240 1062 (1)%,(3)% 94 gal. 39 28 61 Domnick Hunter £S2500 4HCZ6 — PSG-90 AM-90 11U226 Vatit Filter _— 5KCL5 
480 3590 (1)%,(3)Y%4 128 gal. 40 40 61 Domnick Hunter ES2600 4HCZ7 PSG-30 AM-30 11U224 — OKCL6 














No. 20CL92 


[-[-][ Intech Industries, Inc. 


Oil Absorbing Oil/Water Separators 


2-stage absorption bags attract and hold oil like a magnet. They reduce 











No. 20CL95 


For Use Item 
Description With No. 
Replacement Elements 


First Stage 

















































































































































































































































































































20CL93 _20CL96 
finial oil content to <10 ppm so that water can pass safely to the Charcoal Bag 20CL94 ~20¢L99 
_____-20CL95 -20CM03 
Max. Air Max. Condensate Absorption Second Stage aa 
Compressor Air Flow __Inlet Module L Ww dH Mfr. Item Bolvate lene 20eL93 20CL97 
H PT (i in.) (in. _ Model No. Sg rd PYIEN@S0CL94 20CM01 
—- | 20CL95 20CM04 
70 % % gal. 9 9 10 OWSD-70 20CL92* ‘ThirdStage 

30 125 % egal. 19 11 17  CT-125 20CL93 Polvalveol  2oce9s__20CL98 

50 250 % 16 gal. 8 12.18 CT-250 20CL94 = ,° Y9IVCO' = SOCL 94 _20CM02 
150 600 % 4gal. 29 16 20 Cl-600 20CL95 20CL95 20CM05. 





* Disposable; no replacement bags needed. 
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* SPEEDAIRE 
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Heavy-Duty Drip 
Leg with Automatic 
Float Drain 


Attaches to vertical leg of air system 
to collect moisture and automatically 
evacuate liquids using integral float 
drain. Valve opens when system is 
unpressurized, allowing gravity drain- 
age. 6.61"H x 2.36"W. 





Max. Pressure Max. Item 
NPT (in.) (psi) Temp. (°F No. 
Yo 250 175 42K11 




















control 
devices, LLC 





Cable-Operated Drain Valve 


Features brass body and stem, nitrile O-ring, and 
5-ft. long vinyl-covered steel cable. Max. pressure: 
200 psi. Max. temp.: 200°F. 










































































Mfr. Item 
InletPort Hex 4H _- _Model _No. | 
Ya" NPT Ve" 1.06" DP25-1A060 6D913 


Scan. Order. Done. 
Details on page A1. 


PNEUMATICS 
Valves 





* SPEFDAIRE 
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External Auto Drain 

= No power required 

= Automatically opens to discharge condensate 

Aluminum construction with durable epoxy powder-coated finish and corrosion-resistant 
internal coating. Override feature allows manual operation. 6.25"H x 4.25"W. 


Max. Drain Rate Pipe Drain Operating Item 
Pressure @ 100 PSI Size Outlet Dia. Temp. Range No. 
230 psi 1.00 gpm Yo" NPT Ya" Jo tO 155°F 4GNN1 





No. 53DN43 Lgaecs ey er 
DynaQuip 
*SPEEDAME Foy One 





Timer-Operated Electronic Drain Valves 


= Open and close automatically, based upon easy-to-adjust timer settings. 


Motorized Ball Valves—For use when contaminants and large particles may 
plug or hold open other drain valves. 


Pipe 
Size Voltage Drain Rate 
Industrial Standard Solenoid Valves 
; -120V 0.75 gpm 
jaeal 308-240V 0.75 gom 
100-120V 2.99 gpm 
Ya" NPT 208-240V 2.99 gpm 
115V 4.0 gpm 
aia 100-120V 4.33 gpm 
jal 508-240V 4.33 gpm 
115V 1.0 gom 
115V 1.6 gpm 
100-120V 4.53 gpm 
115V 4.0 gpm 
T1oV 4.0 gom 
x 208-240V 4.593 gpm 
ae} 100-120V 15.5 gpm 
208-240V 15.5 gpm 
100-120V 16.5 gpm 
208-240V 16.5 gpm 
100-120V 17.5 gpm 
208-240V 17.5 gpm 
Industrial Standard Solenoid Valves with Digital Timer 
38 gpm 
urn 115V 79 gpm 
1 T1oV 38 gpm 
gaia) 1T5V 75 gpm 
Combi Solenoid Valves with Integrated Unibody Strainer 
1 .2gpm 
Yo" NPT Inlet x 
: 230V 1.2 gpm 
¥e" NPT Outlet T715V 40 gom 
High-Pressure Solenoid Valves 
u 0.75 gpm 
r 230 0.75 gpm 
aie 115V 1.0 gpm 
230V 1.0 gpm 
115V 0.75 gpm 
: 230V 0.75 gpm 
a 115V 7.0 gpm 
230V 7.0 gpm 
Motorized Ball Valves 
i 15V 6.0 gpm 
eal 230V 6.0 gom 
oy 3.1 gal./cycle 
Yo" NPT 115V 8.0 gpm 
230V 8.0 gpm 
115V 6.0 gal./cycle 
54" NPT T1Dv 9.0 gpm 
230V 9.0 gom 
TOW 7./ gal./cycle 
1" NPT 115V 10.0 gpm 
230V 10.0 gpm 
: 115V 24.0 gpm 
iui 330V 94.0 gpm 


t Includes filter ball valve and self-cleaning strainer. 


2572 GRAINGER. 
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Adjustable Drain Cycle 


0.5 sec. to 45 min. 
0.5 sec. to 45 min. 
0.5 sec. to 45 min. 
0.5 sec. to 45 min. 
1 min. to 60 min. 
0.5 sec. to 45 min. 
0.5 sec. to 45 min. 


0.5 min. to 45 min. 
0.5 min. to 45 min. 
0.5 min. to 45 min. 
0.5 min. to 45 min. 


1 min. to 60 min. 
0.5 sec. to 45 min. 
0.5 sec. to 45 min. 
0.5 sec. to 45 min. 
0.5 sec. to 45 min. 
0.5 sec. to 45 min. 
0.5 sec. to 45 min. 
0.5 sec. to 45 min. 


5 min. to 99 hr. 
5 min. to 99 hr. 
5 min. to 99 hr. 
5 min. to 99 hr. 
35 
5S 


sec. to 45 min. 
sec. to 45 min. 
1 min. to 60 min. 


0. 
0. 
0. 
0. 
0. 
0. 


5 sec. to 45 min. 
5 sec. to 45 min. 
5 sec. to 45 min. 
5 sec. to 45 min. 
5 sec. to 45 min. 
5 sec. to 45 min. 
5 sec. to 45 min. 
5 sec. to 45 min. 
i] 

3 


0. 
0. 
0. 
0. 
0. 
0. 
0. 
0. 
1 min. to 14 days 


1 min. to 14 days 


0. 
0. 
0. 
0. 
0. 
0. 

1 min. to 14 days 
0. 
0. 
0. 
0. 


sec. to 120 min. 
sec. to 120 min. 


5 sec. to 120 min. 
5 sec. to 120 min. 


5 sec. to 120 min. 
5 sec. to 120 min. 


5 sec. to 120 min. 
5 sec. to 120 min. 
5 sec. to 120 min. 
5 sec. to 120 min. 


Purge Time 


0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 


1 sec. to 30 sec. 


0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 


1 sec. to 10 sec. 
1 sec. to 10 sec. 


0.5 sec. to 10 sec. 


1 sec. to 10 sec. 
1 sec. to 30 sec. 


0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 
0.5 
0.5 
0.5 
05 
0.5 


NNN) WN 


.5 sec. to 10 sec. 
.5 sec. to 10 sec. 


1 sec. to 30 sec. 


0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 
0.5 sec. to 10 sec. 


1 sec. to 30 sec. 
1 sec. to 30 sec. 
7 S@C. 

1 sec. to 30 sec. 
1 sec. to 30 sec. 
7 SeC. 

1 sec. to 30 sec. 
1 sec. to 30 sec. 
7 S@C. 

1 sec. to 30 sec. 
1 sec. to 30 sec. 
1 sec. to 30 sec. 
1 sec. to 30 sec. 


ec. to 10 sec. 
ec. to 10 sec. 
ec. to 10 sec. 
ec. to 10 sec. 


Max. 


Pressure 


200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
300 psi 
300 psi 
200 psi 
300 psi 
200 psi 
200 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 
300 psi 


200 psi 
720 psi 
200 psi 
725 psi 


300 psi 
300 psi 
200 psi 


729 psi 
725 psi 
1500 psi 
1500 psi 
729 psi 
725 psi 
1500 psi 
1500 psi 


200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 






Operating 
Temp. Range 


14° to 140°F 
14° to 140°F 
14° to 140°F 
14° to 140°F 
30. to 160°F 
14° to 140°F 
14° to 140°F 
30 10 160'F 
30. to 160°F 
14° to 140°F 
30° 10 160°F 
30° 10. 160°F 
14° to 140°F 
14° to 140°F 
14° to 140°F 
14° to 140°F 
14° to 140°F 
14° to 140°F 
14° to 140°F 


14° to 140°F 
14° to 140°F 
14° to 140°F 
14° to 140°F 


30. to 95°F 
30° to 95°F 
Jo 10 160 F 


14° to 140°F 
14° to 140°F 
39° to 99°F 
39° to 99°F 
14° to 140°F 
40° to 1/6°F 
30° to 95°F 
30° to 95°F 


30° to 95°F 
30. to 9o°F 
390. to 160°F 
30 10. 99°F 
39. to 95°F 
39° to 160°F 
30. to 95°F 
39° to 95°F 
39° to 169°F 
30 10 95°F 
39. to 95°F 
Jo 10. 95°F 
39° to 95°F 
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Brand 


Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 


Speedaire 
Speedaire 
Speedaire 
Speedaire 


Speedaire 
Speedaire 
Speedaire 


Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 
Speedaire 


Speedaire 
Speedaire 
DynaQuip Controls 
Speedaire 
Speedaire 
DynaQuip Controls 
Speedaire 
Speedaire 
DynaQuip Controls 
Speedaire 
Speedaire 
Speedaire 
Speedaire 


, § No. 53RG49 


Mfr. 
Model 


13X922 
138X523 
13X924 
183X525 
o3DN43 
138X526 
13X927 
o3CE41 
o3CE42 
13X528 
o3DN44 
93CE43 
138X529 
138X530 
183X931 
138X932 
138X933 
138X934 
183X935 


o3RG49 
93RG90 
93RG91 
93RG92 


38X131 
38XR/0 
o3CE44 


13X536 
138X937 
38XR89 
38XR45 
138X938 
12F/42 
38X139 
38XR69 


38X152 
38XR40 
AD2A Ye 
38XR94 
38XR49 
AD2A % 
38X109 
38XR68 
AD2A 1 
38XR/1 
38XR93 
38X122 
38X117/ 


Item 
No. 


13X522 
13X923 
13X524 
13X929 
93DN43 
13X926 
13X527 
JSCE41 
J3CE42 
13X528 
03DN44 
93CE43 
13X529 
13X530 
13X531 
13X532 
13X533 
13X534 
13X535 


93RG49 
93RG50 
v3RG91 
93RGS2 


38XT31 
38XR/0 
93CE44 


13X936 
13X937 
38XR89 
38XR49 
13X938 
12F742 
38XT39 
38XR69 


38XT92 
38XR40 
36ND56 
38XR94 
38XR49 
36ND57 
38XT09 
38XR68 
36ND58 
38XR71 
38XR93 
38XT22 
38XT17 
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GRAINGER CHOICE® PNEUMATICS 
Find the Wy. Find Solutions. Find Great Prices. Valves 




















[=CONRADER 
.\ Air Safety 
M age No. 15X873 
No. 497493 Valves No. 15X898 
No. 4KT04 sia, SET DE Soft-seat type. Brass valves have silicone seals. 
GAV GRAINGER control " Stainless steel valves have Viton® seals. An even 
devices, LLC ; ‘ : 
VENDOR —.- - larger assortment of air safety valves is available on 
; = Grainger.com®. 
Pneumatic-Operated Drain Valves ianiet prsese nated 
Automatically drain harmful condensate from Wilkerson® Automatic Drain Valves—For use fin} “Tan ie aadci 
compressed air systems. with compressors up to 100 HP. Override feature on Brass a sa FSi GI 
WaterHog™—Innovative design without 1" No. 52617 allows manual operation. 60 270 SaV580-1 2-060 15x01 
passages to help ensure clog-free operation. Pneumatic Zero Loss Condensate Drain—Helps 100 a7 SRV530-1/9-100 15 X913 
: ild- 125 509 SRV530-1/2-125  15X914 
Drain-All©—No. 22PT26 allows greater throughput POWels through condensate build uP and has auto 150 601 SRV530-1/2-150 __-15X9715 
ae adjust without any type of manual input. Ideal for Ye 175 God SRV530-1/9-175 415X016 
of solid debris. No. 22PT27 is ideal for use in old eamprassorapolications ue1d 25HP 500 736 SRV530-1 9-200 46X17 
intercoolers/aftercoolers, receiver tanks, and piping P PP P 225 878 SRV530-1/2-225 _15X918 
250 970 SRV530-1/2-250 15X99 
where debris, rust, and scale are commonly found. 75 THD SRVEROAT/I-D75 —ABROD 
Drain 300 1154 SRV530-1/2-300 115X921 
Pipe Outlet Max. Operating Min. Mfr. Item 50 233 SRV530-3/4-050 15X898 
Description Size _Dia. Pressure Temp. Range Pressure 4H W D Brand Model No. 60 270 SRV530-3/4-060 15X899 
™ ‘ 1/o" 1" H ° H fo" VY," 3h" ralnger = fo 320 SRV530-3/4-075 15X901 
—— me Trap "NPT %" 200psi 33t0170°F 40 psi 7%" 8%" 9% Approved LH50-OLAAA 497493 100 ar SRVB03 is a 15X902 
neumatic Zero Loss gu 3, + 990 ° uy ; rainger : 125 3 930-3/4-125 y) 
Condensate Drain Ye NPT %' 200 psi 33°to170°F 40 psi 7.2" 4" 4" poroveq EH38-OLAAA 53YE67 4 15 = SRV5303 is 7 15x00 i 
rain- ondensate = 4 ,u 1/0 ; © © Qty" 4nipn ae 2 175 69 RV530-3/4-175 15X905 
Handler®. Yo"NPT %" 170psi 33to170°F 40psi 11" 9%" 10%" Drain-All DH50-OLAAA 22PT26 zi 788 SRVS303 4-200 r5xa06 
rain- ressure VAL +f" F ° ° F " 1" 1p" oe 7 5 1 530- -225 5 7 
Handler® Yo"NPT %" 300 psi 33° to 170°F 40 psi 11" 9%" 10% Drain All PH50-OMAAA 36JN34 550 370 SRVSRON/LDEQ —ABROOE 
Drain-All® Rust Handler® %" NPT %" 170psi 33t0170°F 40psi 11° 9%" 10%" Drain-All RH50-OLAAA 22PT27 300 1154 SRV530-3/4-300  15X909 
Wilkerson® Automatic ;,. : é ; aaa i An ae 50 497 SRV765-1-050 15X922 
Drain Valve oni Vs"NPT 4" 200psi 32to150°F 30 psi 31%6" 2%" 21%6' Wilkerson X51-02-000 4KT04 = 7B SRVI65--060 456X004 
ilkerson® Automatic =, ; ; ° F u ug AA. ras) 693 RV/69-1-075 15X924 
Drain Valve — Yo"NPT %%" 200psi 32to150°F 20psi 7" 3%6' 3° Wilkerson XB3-04-MOOB 5Z617 100 359 SRVI65-1-100 5x025 
ilkerson® Automatic =x, x : ° -  Otnn Azz" fay \AR NA. 125 1085 RV/60-1-120 Hy) 
Dain Valve Y"NPT %" 200psi 32to150°F 20psi 814" 434" 434" Wilkerson X01-04-M00 52620 ; 150 158] SRV765-1-150 415X927 
—— es 175 1477 SRV765-1-175 15X928 
200 1674 SRV765-1-200 15X929 
225 1870 SRV765-1-225 15X930 
250 2066 SRV765-1-250 15X931 
275 2262 SRV765-1-275 15X932 
300 2458 SRV765-1-300 15X933 
No. 13X520 No. 38XT70 75 693 SRV765-114-075 115X934 
100 889 SRV765-114-100 _15X935 
{25 1085 SRV765-114-125 _ 15X936 
150 1281 SRV765-114-150 _15X937 
1V: 175 1477 SRV765-114-175 _ 15X938 
+. 200 1674 SRV765-114-200 _ 15X939 
225 1870 SRV765-114-225 _15X940 
250 2066 SRV765-114-250 15X94 
275 2262 SRV765-114-275 _15X942 
2 ir staial 0 2458 SRV765-114-300 _15X943 
. tainless Stee 
SPEEDAIRE 50 51 SRV250-V-SS-050 115X862 
; 75 Ft SAVDBO-V-88-073—1EXB64 
75 7 50-V-SS- 
Zero Air Loss Drain Valves {00-42 S8V980-V-86-1 00 texBeS 
Can discharge condensate without the loss and waste of compressed air. Electronic models have a 123 __ 116 _3 Feo ae 231 5X86 
sensor to open and close the valve, while float drains use a float mechanism to operate the valve. v 175 153 SRV250-V-SS-175  15X868 
200 173 SRV250-V-SS-200 _ 15X869 
Valves with 90 to 260V are compatible with 115V and 230V. | SOE 191 SRYSEVRo095 TENA 
Operating 250 214 SRV250-V-SS-250 115X871 
Compressor Max. —_ No. of Temp. (°F) Item 275 234 SRV250-V-SS-275 _ 15X872 
Inlet/Outlet Performance Pressure _Inlets Voltage Min./Max. H W D No. 300 955 SRV250-V-SS-300 15X873 
Electronic No-Loss Drains, Level-Sensor-Operated 325 210 SRV250-V-SS-325 = 15X87/4 
1%" NPT 247 cfm 230 psi 2 90 to 260 36 to 180 6" cl 5YA" 13X517 350 995 SRV250-V-SS-350  15X875 
177 cfm 230 psi 2 90 to 260 36 to 180 6" 2" 54" 13X516 50 108 SRV390-1/2-V-SS-050 15X876 
Wo / V5" NPT 530 cfm 230 psi 2 90 to 260 36 to 180 ri 215" 60 _—-13X518 60 125. SRV390-1/2-V-SS-060 15X877 
530 cfm 725 psi Z 90 to 260 36 to 180 v" 2¥2" oh. 13X519 75 150 SRV390-1/2-V-SS-075 15X879 
1766 cfm 230 psi 2 90 to 260 36 to 180 v cl 13X520 100 {93 SRV390-1/2-V-SS-100 15X879 
¥4 | Yo" NPT 5298 cfm 230 psi 3 90 to 260 36 to 180 8" 46" a 13X521 95 535 SRV3900-1/2-V-SS-125 15X880 
Drain Operating Y 150 278 SRV390-1/2-V-SS-150 15X881 
Pipe Outlet Max. Temp. Min. Item 17/5 321 SRV390-1/2-V-SS-175 15X882 
Size Dia Pressure Range Pressure H W D No. 200 363 SRV390-1/2-V-SS-200 _15X883 
Float- ceratea No-Loss Drains for Lubricated Compressors 220 406 SRV390-1/2-V-SS-225 _15X884 
¥, 44 psi 32° to 125°F 12 psi 6%" 395" 7% 38XT70 250 449 SRV390-1/2-V-SS-250 15X885 
Yo" NPT ye 144 psi 32° to 125°F 44 psi 6%" 395" 7%5' 38XT28 300 534 SRV390-1/2-V-SS-300 15X886 
ye 232 psi 32° to 125°F 145 psi 6%" 395" 3%0 _30XT20 50 233 SRV530-3/4-V-SS-050 15X887 
Va 44 psi 32° to 125°F 12 psi 5V0' By" 3%0 _ 30XT65 60 270 SRV530-3/4-V-SS-060 15X888 
¥s" NPT Va 144 ps 32° to 125°F 44 psi 5V0' by" 3%0° _ 38XT4t 75 325 _ SRV530-3/4-V-SS-075 15X889 
Wi 232 psi 32° to 125°F 145 psi 5V0' bY," 3%0 380X135 100 417 SRV530-3/4-V-SS-100 15X890 
Float-Operated No-Loss Drains for Non-Lubricated Compressors 125 509 SRV530-3/4-V-SS-125 15X891 
¥' 44 psi 32° to 125°F 12 psi 6%" 395" 7%5' 38XT02 7 150 601 SRV530-3/4-V-SS-150 15X892 
Yo" NPT yi 144 psi 32° to 125°F 44 psi 6%" 395" 795" 38XR78 175 694. SRV530-3/4-V-SS-175 _15X893 
¥, 232 psi 32° to 125°F 145 psi 695 395" 775 38XR67 200 786 SRV530-3/4-V-SS-200 15X894 
a 44 psi 32° to 125°F 12 psi 5V0' 5 ys" 3%10° _38XR63 225 878 _ SRV530-3/4-V-SS-225 15X895 
¥s" NPT Va 144 psi 32° to 125°F 44 psi 5/0" by" 3%10° _ 38XR47 250 970 _ SRV530-3/4-V-SS-250 15X896 
VA 232 DSi 32° to 125°F 145 psi 5/0" 5" 3%0 _30XT58 300 1154 SRV530-3/4-V-SS-300 _15X897 
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Valves Details on page A1. rie 
control Preset (M)NPT  (F)NPT Rated CFM @ Mfr. Item 
devices, LLC Setting (psi) Inlet(in.) Outlet (in.) Set Pressure Model No. 

—_—__—— Adjustante Noncoe Pressure Relief Valve - Max. one suKade—epe 
to 4 — — 5- 15 
Safety Valves Adjustable Vacuum/Pressure Relief Valves - Max. 250°F 
} . Yj — — VR25-100 52763 
Adjustable Noncode—Pressure range of 25 to 200 psi. 0to 14.7 a = veer aes 
Features brass body with silicone rubber seal and stainless steel 7 = = VR10-013 3ETU7 
springs. “6" hex body x 1.56"L. 0 to 20 Vs = 2 PR25-000  36JN35 
oe cee! 
i —_ j 0 4 —_ o- 
Adjustable Vacuum/Pressure—Easily convert from vacuum tO ene yo ease ngs Safety Valves - Max. 400°F 
pressure relief by reversing poppet and spring. Relieve vacuums 125 i, = 66 SN50-1A125  41K23 
TT TT . 1 —= = 
from 0" to 30" Hg or pressure to 20 psi. 130 y = a ee —eneay 
ASME Hard-Seat—Lead seal allows visual detection of tamper- 999 a = 168__ghgo-teo) pars 
ing. Brass body, stainless steel ball on brass seat and stainless % — 4i{ SN50-1A200_—4TK25 
steel spring. External threads coated with thread sealant. ASME Soft-Seat Air Safety Valves - Max. 280°F cna pag? 
: * : 1 = = 
Note: Pressure Settings are available on Grainger.com®. - # = is Seopa aGE aoe 
a: - % — 232 SF50-1A125  6D924 
ASME Soft-Seat—1-pc. brass body has resilient silicone elas- 150 V, — 136 $125-1A150 _5A709 
tomer O-ring for a leakproof seal. External threads are coated iB = oe oe 
% — 178 ST25-1A200 _5A710 
with thread sealant. 200 x — 178 $12533-1A200_ 5A711 
% = 358 SF50-1A200 6D926 
Note: Pressure Settings are available on Grainger.com®. High-Capacity ME Air Safety Valves - 7 so See Sac 
4 _— - a) 
High-Capacity ASME—Brass bodies with stainless steel a 1 = 1053 SW10-0A125__ 6D920 
an ; 1 7, — 595 SB75-1A150 6D923 
springs and silicone O-ring Seals. 90 | = {944 SW10-0A150  6D921 
Threaded Outlet ASME Safety Valves - Max. 250°F 
Threaded Outlet ASME—Valves feature brass/stainless steel % %, 496 SCB5075-0A125 4TK17 
‘li eT % 1 496 SCB5010-0A125 4TK15 
construction. Silicone rubber O-ring seal and lead seal. 125 y ¥), 106 SCB7575-0A195-ATK24 
ee No. Variable Pressure—May be used wherever a low-flow variable a ‘, a mee 
ata? 4TK26 pressure relief valve is used. Micrometer-style scale, 0 to 100 120 y i 585 SCBGOT0-0A150_4TK16 
. . 4 4 - 
psi. Brass body/nylon knob. Stainless steel poppet/fluorocarbon ¥, | 586 SCB7510-0A150 4TK20 
O-ring. aay - Max. 250°F ‘ 
to A — — R25-100 _4TK26 
Flow Range Max. L Mfr. Item 
Inlet (in.) Outlet (in.) Free Air (cfm) Temp. (°F) (in.) Model Brand No. 
cy Sepa. Compact 
evices, LLC RAD 4(M)NPT — Ys (M)NPT 1 to 9 250 1% M2525-1WA Control Devices  6D914 
— l= CON ER Bu (F)NPT NINE 1 to 9 250 1%6 P2525-1WA Control Devices  6D917 
ompressor in-fan 
Check Valves ¥(FINPT ¥2(M)NPT —_—O to 20 400 254 +~———~P3850-1EP Control Devices _ 6X207 
% (FNPT — 2 (M)NPT 0 to 20 400 3 P5050-1EP Control Devices  6X208 
Compact—Brass body check valves, stainless z tENPT TAGNET ° {0 sp t0B a eelee Eh contra pevices aa 
: ; : 4 0 2 - ontrol Devices 
steel spring, and stainless steel ball on Viton® =~ (F\NPT + (M)NPT Oto 60 400.3%  P1010-1EP Control Devices 6X210 
O-ring. Max. pressure: 250 psi. 1Vs(F)NPT 1%(M)NPT 0 to 130 40 43% P1212-1EP Control Devices  6X211 
sane uu MNP anear fer Poin cass On Fitting 
= 2.).0), 2 to 2% C5050-1EP Control Devices 6X213 
onneee Compressor In-Tank and Valves For %0.D. — % (M)NPT 0 to 30 400 3 C7550-1EP Control Devices  6X214 
Tubing—Brass body, fluoropolymer poppet, ¥,0.D. _% (M)NPT 0 to 30 400 3% C7575-1EP Control Devices  6X215 
i : ronze 
400 psi. External threads coated with thread i tala e (F)NPT 0 to 12 450 1% CB13 Control Devices _ 6D906 
Vp" 4 4 (F)NPT 0 to 12 450 1% CB25 Control Devices _5X780 
sealant. 7s" (F)NPT tapped unloader port with fears (EINPT Oto 22 450 2% CB33 Control Devices 5X781 
removable plug. Y(FNPT  %(F)NPT Oto 38 450 2% CB50 Control Devices 5X782 
No. 6X213 _. %(FINPT  % (FINE 0 to 60 450 2% CB75 Control Devices 5X783 
Bronze—Valves open at less than 3 psi; with- Te ERET BGs Oto i : 450 3% B10 Control pene 2h165 
VAL 4 4 to 8 ontrol Devices 6 
stand up to 400 psi back pressure. /s" tap for +), te\NPT 4A (F)NPT Oto 160 450 4¥% CB15 Control Devices 6D907 
pressure switch unloader connection. Vertical une , PAG as 0 to 220 450 4% CB20 Control Devices  6D908 
e “Se j j nioader an eck Valves 
lieu or horizontal mounting. Unloade 
' — 5 S ] 
et Unloader and Check Valves—Brass body, =; tg 980 ee 0825-100 Control Devices S6NN3E 
PTFE seals, and stainless steel springs. Max. Unloacels MPT et NPT a 109 PAST sanival Davy BAI03 
No. 2A165 working pressure: 250 psi. Nos. 5A703 to 7 tENPT 7 WNPT 3t0 12 450 1"%46-PATD-1A Control Devices SA704 
5A706 have (F)NPT inlet and (M)NPT outlet to iE (ata : MONPT E to 24 450 2% PA24-1A Control Devices _ 5A705 
tank. Nos. 4X996 to 4x999 are threaded to Sale check Halves: Siarression Fit inlet a a Sac ema 
accept compression fitting at inlet. %0.D. Ys (M)NPT 1 to 6 450 1%6 CA6-1A Control Devices _ 4X996 
[ on A MONPT : to u 2 450 uu a a Control Devices  4X997 
-line— iwi iD: t 5 - trol Devi 4X 
In-line Valves open at less than 1 psi with 40D. % WNPT 15 i 48 450 2% ABTA Control navies 4x990 
max. operating pressure of 400 psi. All-brass In-Line 
fi Ys (F)NPT — % (F)NPT 0 to 12 400 2% IC25-AB Control Devices  3ETUS 
bodies with glass f illed PTFE poppets and ¥3(F)NPT 3% (F)NPT 0 to 12 400 2% IC38-AB Control Devices  3ETU6 
stainless steel springs. Nos. 4X828 and 4X829 y (NET (PNPT Oto 20 400 2% IC50 Control Devices  4X828 
1p" ; 4 (F)NPT 0 to 30 400 3% IC75 Control Devices  4X829 
sc. anos have /s° (FINPT tapped port for pressure 1(F)NPT 1 (F)NPT 60 450 4 CLBI Conrader 12U306 
o. switch unloader connection. 1% (F)NPT 114 (F)NPT 90 450 4% ~CLB112112-HF-FS Conrader 12U307 
CED seVica2 
Unloader Pilot Valves ————==—— _FaCONRADER 
Use on compressors with suction 
valve head unloaders. Easy opening 
7 Pressure (F)NPT Preset Max. 
manual unloader sleeve allows start up Range Outlet Setting Temp. Max. Working Mfr. Item 
under no load conditions. Forged brass ; (pst) : (n.) (psi) CF Pressure (psi) Model : Brand No. 
: 5 to 25 8 — i 250 20G-F ontrol Devices 3X818 
body; stainless see spade ane ball. 300 1200 % 95 t0 125 3501200 RCL-S-HU-95:125 Conrader  39EN84 
No. 3X818 includes 1%" x 4" (M)NPT 2010 1200 % 12510150 350 1200 RCL-S-HU-125-150 __Conrader 39EN81 
No. 3X818 No. 39EN81__ adapter. 20t01200 % 145t0175 350 1200 RCL-S-HU-145-175 Conrader 39EN82 
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contro 


laCONRADER 


No. 4TK14 





devices, LLC 


Continuous Run Unioader Controls 


Convert any pressure switch control compressor to a constant speed unloader 
type. Can be applied to any 30 cfm or less electric or gas engine-driven 
compressor. 60 to 250 adjustable psi range preset to cut in at 95 psi and out at 
115 psi. Contain: pilot valve, check valve, and suction or vent unloader valve. 


Pressure 
Range (psi) 
40 to 250 
60 to 250 
95-125 
145-175 


Inlet (in.) 
4 


~ 
A 
Y 





No. 12U303 


control 


Outlet (in.) 
We 


2 
14 
4 


Brand 
Conrader 
Control Devices 
Conrader 
Conrader 





No. 3ETU9S 


No. 6D928 


LF CONRADER CED cevices, ae 
Engine-Driven Compressor 


Throttle Controls 





. No. 15x944 


Item 
No. 
12U308 
4TK14 


15X944 
15X945 


Can be used with all makes of unloader controls and pilot valves to throttle 

engine back to idle whenever compressor is unloaded. 8 HP compressors or 
less. /g" (M)NPT. No. 3ETU9 is engine-mounted. Cable throttle controls have 
stainless steel cables and fit all major engine types, 8 HP and higher. 


(M)NPT 
Size (in.) Fits 
Airline Throttle Control 
Honda Engines 5% to 6% HP 
Ya Honda Engines 8 to 9 HP 
Honda Engines 11 to 13 HP 
Honda GX160 
Kohler 9.8 hp 
Kohler 18 hp 
Kohler 14 hp 
Robin Engine 4.5-5.5 hp 


ve 


Brand 


Conrader 
Conrader 
Conrader 
Conrader 
Conrader 
Conrader 
Conrader 
Conrader 


Pneumatic Driven Compressor Throttle Control 


Vg Honda 5.5 HP Stroke: 8° 


(M)NPT Min. Pressure Cable 
Size (in. (psi) Length (in.) 
Cable Throttle Control 3 

24 
40 36 
48 
18 
a 60 24 
48 
: 
100 48 
4 
Pressure 
Range (psi) Inlet(in.) _ Outlet (in.) 
Unloader Pilot Valves 
100 to 125 V4 % 
111 to 133 2 % 


* 16-lb. spring force. ¢ 29-Ib. spring force. 


Control Devices 


Brand 


Conrader 
Conrader 
Conrader 
Conrader 
Conrader 


Control Devices 
Control Devices 
Control Devices 


Conrader 
Conrader 
Conrader 
Conrader 


Brand 


Conrader 
Conrader 


Mfr. 
Model 


TCSP-H-5969-B 
TCSP-H-0809-B 
TCSP-H-1113-B 
TCSA-59695-SC 
TCSA-KD420 
TCXLIW-KDW7/02 


TCOXLPW-3-M1-B2-IC-SST 


TCSA-R-4565-HC 


TC63-4KA000 


Mfr. 
Model 


TCLP-18 
TCLP-24 
TCLP-36 
TCLP-48 
TCMA-H39-LB 
1012-1AA018 
1012-1AA024 
1012-1AA048 
TCXLPW-24 
TCXLPW-36 
TCXLPW-48 
TCXLPW-54 
Mfr. 
Model 


RCB-M-HU-100-125 
RCB-M-HU-111-133 


Item 
No. 


12U303 
12U304 
12U305 
29FK/9 
29FK80 
29FK81 
29FK82 
29FK83 


3ETUS 


Item 
No. 


12U309 
12U310 
12U311 
12U312 
29FK/4 
6D928 

6D929 

6D930 

29FK/6 
29FK/7 
29FK7/8 
29FK79 


Item 
No. 


29FK86 
29FK87/ 


+ + FF 


a 


sd 


Inlet/Discharge 
Silencers 


relief valve circui 


Inlet/ Dim 
Outlet(in.) =L 
Ye(M)NPT 14% 
Ya (M)NPT 14% 
1 (F)NPT 
1 (M)NPT 
1% (F)NPT 
1% (M)NPT 
1% (F)NPT 
1% or 
2 (F)NPT 
2 (M)NPT 
2% (F)NPT 
22 Ca 23'"6 
3 (F)NPT 26 
3 (M)NPT 28 
4(F)NPT 23% 
4(M)NPT_ _29%6 


— 


SOLBERG’ 


ia 
. (in.) 
Dia. 
22 
22 
22 
22 
22 
22 
3 
3Y3 
3/2 
378 
4% 
AY, 
5 
o¥s 
10 
10 


Mfr. 
Model 
SLCRT050 
SLCRI0/5 
SLCR-100 
SLCRT100 
SLOR-125 
SLORT125 
SLCR-150 
SLCRT150 
SLCR-200 
SLCRT200 
SLCR-250 
SLCRT250 
SLCR-300 
SLCRT300 
SLCR400 
SLCRT400 





SOLBERG’ 
Reduce noise levels by 5dBA. Can be used 
on inlet and outlet side and in the pressure 


a> 


wn 





Positive Displacement 


(PD) Blower Replacement 


Filter Cartridges 


Feature paper or polyester filter elements and 


retrofit most common PD blower filter housings 


to help maintain proper air flow and extend 


blower life. 


é 





No. 4FY56 





No. 3TKZ4 





Dia. (in.) 


Inside Outside (in.) Model 


Paper 
4 o'6 
‘A 
7% OF; 
9% 11% 
11% 13% 
13 17 
19 20 
Polyester 
4 0'36 
- ay 
1 4 
9% 11% 
11% 13% 
13 17 
19 os 


Oil Mist Exhaust Filters and 
Replacement Filter Elements 


= Carbon steel bowl type 
= Manual drain recirculates oil back to pump 
= 0.3-micron, multilayered glass media replacement elements 
= Temp. range: 68° to 180°F 
Exhaust filters trap oil fog, mist, or smoke from 


discharge of oil-flooded vacuum pumps and return 
oil to pump before oil mist contaminates work envi- 


ronment. Feature large oil holding capacity. Pleated 
coalescing element provides increased surface area 
to minimize back pressure of system and maximize 
filtration efficiency. O-ring seals prevent leakage. 


Pipe Max. 
Size Flow 
Oil Removal Filters 
T"FNPT  50cfm 
12" FNPT 50 cfm 
2 FNPI 125 cfm 
2 FNPT 200cfm 
2% FNPT 300 cfm 
3° MNPT 300 cfm 
4"MNPT 500 cfm 
5" MNPT 800 cfm 
6° MNPT 1100 cfm 


8 Flange 
NPT 1800 cfm 


Overall 
W 


6./5- 
6./9° 
zy 
17.50" 
16.00" 
31.12" 
31.12) 
30.12 
39.18" 


rei 
rei 


Mfr. 
Model 


Item 
No. 


HDL-PSG848-100HC_ 3TLH1 
HDL-PSG848-150HC 3TLH2 


8./9' HDL-PSG850/1-200HC 3TLH3 
8./9' HDL-PSG860/1-200HC 3TLH4 


15.25" HDL-PSG244/2-250C 


14.00" HDL-PSG344/2-300 
14.00" HDL-PSG344/2-400 


18.50" 


HDL-PSG47/4/2-500 


18.90" HDL-PSG474/2-600 
38.81" 21.00" HDL-PSG476-800F 


For Use with Stock No. 


Filter Elements 
3TLH1, 3TLH2 
3TLH3 
3TLH4 
3TLH5 
3TLH6, 3TLH/ 
3ILH8, 3TLH9 
3TLJ1 


Mfr. 
Model 


PSG848 
PSG890/1 
PSG860/1 
PSG244/2 
PSG344/2 
PSG474/2 

PSG4/6 
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3TLHS 
3TLH6 
3TLH7 
3TLH8 
3TLH9 


3TLJ1 


Item 
No. 


3TLL9 
3TLN1 
3TLN2 
3TLN3 
3TLN4 
3TLNS 
3TLN6 


H Mfr. Item 


No. 


2 32-00 SJRC6 
2%2 32-02 11BZ9 
4 32-04 1T1CA1 
6 32-06 1TCA2 
7 32-08 1TCA3 
8% 32-10 1TCA4 
1032-12 SJRC7 
14 32-14 SJRC8 


2 32-01 SJRCI 
2¥2_ 32-03 SJRDO 
4 32-05 SJRD1 
6 32-07 SJRD2 
7 32-09 SJRD3 
8% 32-11 SJRD4 
10_ 32-13 SJRDS 
14 32-15 SJRD6 





SOLBERG’ 


= nd 


No. 3TLH5 
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No. 5JPZ5 










Max. = 
Flow H_ Dia. Mfr. Item -_ 4 
Inlet (in.) (cfm) (in.) (in.) Model No. SOLBERG’ 





as tee carpon Steel CSL-825-038HC 6JC97 : : 
Aer if 3039, b8Leoecocene tues | Liquid Separators for 


F 
Ya(FINPT 25 4% 5% CSL-843-075HC 6JC99 


T(NPT406% 7%6 CSL-849-to0HC_6Jo01 | Blowers and Vacuum Pumps 


TV (FINPT 554% 57% CSL-B43-125HC_ 4FY76 
y sie TES 1% (F)NPT 60 8% Ts so RL ERA eI2 = See-through drop bucket 
; 1% (F)NPT > 756 CSL-849-15 
ae BENT HS TO 8H CLR 2001 Boas | © a uminum head 
= ?) 4 ‘4 -851-25 AFY77 a = 
inlet Vacuum Filters and 3 (NPT 300 15% 13%  CSL-239-300C 5JRD8 


3(M)NPT 300 27% 14 CSL-235P-300 3TLE6 Separate liquid, debris, and sludge from the air stream 


( ; 
4Flange 520 27% 14  CSL-235P-400F 3TLF5_ | to protect pump from damage; integrated float ball cuts 
4(M)NPT 520 27% 14 CSL-235P-400  3TLE8 
( 


Separators for Blowers 


and Vacuum Pumps 5 Flange 800 28% 16% CSL-045P-500F 3TLF7 | Off airflow when the liquid level reaches max. capacity. 
Ie 3. M)NFT 800 sore oe ee una Use with regenerative blowers in food packaging, soil 
Note: For additional standard- and extreme-duty filters, see B (MINPT 1100-28181 CSL_275P-600 STLF3- | remediation, and metal/chip processing applications, 
Grainger.com®. 8 Flange 1800 38 22% CSL-377P-800F 3TLG2_ | as well as with vacuum pumps and systems. 
; 10 Flange 2900 57% 26%6 CSL-685P-1000F 5JRD7 . " Overall Overall Mf rt 
"L" Style Filters—install on the inlet of any type of "T" Style Filters, Aluminum Head, ipe aX. vera meta 7 raul 
; Polycarbonate Bucket Size Flow Height Width Model No. 
vacuum pump/blower. Filters have O-ring seals and {(PNPT 40 13% 7 ST-807-100C —46F384 TV"NPT  60cfm 13%" 7’ _S1S-125C 38XT78 
polyester replacement elements. Fitlers are rated for TV; ( ita 60.13% 7 S1-897-125C 46F385 | 1 NPT 80cim_ 13% /_ 18-1500 __38XT76 
1% (FNPT 80 13% 7 S1-897-150C 46F386 T NPT 40 cim__ 13% f_STS-1000__ 38X77 
VECHMM SEMI: SENET 175 16% 9  ST-B51A1-200C 3TLG3 2 NPT 175 cim 16.75" 9" STS-200C 5 JPZ5 
, ; 9% (FYNPT 210 160% 9 S1-851/1-250C 3TLG4 2¥o"NPT 210cim_ 16.75" g" STS-250C 5JPZ6 
sel ba Style Filters—Cast-aluminum top resists corrosion 3 SNPT 300 19% 13%  ST-235P-300C 3TLG5 3"NPT  300cfm 19.75" 13.5"  STS-300C  5JPZ7 
and has an integrated baffle for longer filter element life. + (BNET 520 19% 13% ST-235P-400C 3TLG6 4A'NPT  500cfm 19.75" 13.5"  STS-400C 5JPZ8 





Filter Silencers and 
Replacement Cartridges sotstrc 


Filter Silencer, Carbon Steel Housing —Silencing tubes 
decrease noise levels. 





fren. 7p 






No. 52665 No. 1R416 








Filter with Hood, Carbon Steel Housing—For use where 
noise reduction is not necessary. 


Note: For additional filter silencers, see Gralnger con: 
Inside Outside 





POLYESTER PAPER Dia. Dia. Mfr. Item 
~ 99% Efficient at5 Microns = ; : For Use with Blower No. fi ) (in.) (in.) Model No. 
ron 84 Een te Seine = Fy —— Cartridges 
andles Hot Air and Oil from Unload Cycle ° 
For Outdoor High-Moisture Applications | 4TY28, 4EY29 Too  % 02 ARYS7 
Washable and Durable = FS-04-025, FS-04-038, PS-04-025, PS-04-038, PS-04-050, SS3 Bare, SS3L3 1 — 2% 04 52768 
Disposable and Convenient © —IWE/4 Ty — 4 10 APY 38 
ee FS-06-050, FS-06-050 1% — 3 06 52666 
Max. H__—ODia. Mfr. Item FS-15-075, FS-15-100, 52660, 52661, VFD2S, VFD3S 276 3 A 14. 55BAT17 
Outlet (in.) Flow (cfm) (in.) (in.) Model No. CSL-825-038HC, CSL-825-050HC 2'%6 1% 2% 824  3TLL4 
Filter Silencer, varbon Steel Housing VFD2, VFD2S, VFD3, VFD3S 2% 2% 3% 842  8TLLd 
Va RNP 24 i FS-04-025 52766 VFD4, VFD42, VFD42S 434 2%6 i 848 3TLL6é 
¥s (M)NPT : 2%, Va FS-04-038 52767 FS-19P-125, FS-19P-150, 52662, 52663, VFCO84P-5T, VFC200P-5T, VFCO63P- Ay, 3 43h 48P  5A718 
Y> (M)NPT 10 31% 3M% FS-06-050 52665 1T, VFC200A-7W, VFC300P-5T, VFC300A-7W, VFD2, VFD2S, VFD3, VFD3S : 
12 4% AY FS-10-050 A4FY36 2EPP2, 2EPP3, 2EPP4, 2EPP5 4%, 3% 5% 30P 3TLK2 
4 (M)NPT 20 4 6 FS-15-075 42679 VFC600A- 7W, VFC700A- 7W, VFD5, VFD5D, VFD9 8% 3% 5% 850 ~ 8iTLLl/ 
1 (M)NPT 30 4 6 FS-15-100 42680 ZEPP I, DEPP, ZEPP3; 2EP P4 8% 3% 5% 850/1 3TLl8 
55 6% 6 FS-19P-100  5JPZ9 EPP? DEPP3, 2EPP4, 2EPP5, 2EPP6, 2EPR1, 2EPR2 9% 3% 5% 230P 3TLK3 
1% (M)NPT 70 6% 6%  FS-19P-125 42681 DEPR3. EPRA. EPPS 9% 4% 7% 234P 3TLK4 
1% (M)NPT 85 6% 6 FS-19P-150 42682 2EPT4, 2EPT5 9% 6 9%  244P 3TLK6 
2 (M)NPT 135 7% 10 FS-31P-200 4FY33 DEPR7, 2EPRQY, 2EPT1 9% 8 11% 2/74P 3TLK8 
135 12% 10  FS-231P-200 3RAU8 9243, 6JD32, QEPR3, 2EPR4, 2EPT8, 2EPT19, 10 4% 9% 238 5JPW1 
2% (M)NPT 195 7% 10 FS-31P-250 4FY34 EPR, 2EPRO 14% 4% 7% 334P 3TLK5 
195 12% 10 FS-231P-250 3RAU9 DEPT to 5 14% 6 9%  344P 3TLK7 
3 (M)NPT 300 12% 10  FS-231P-300  4FY35 2EPU1 to 2 14% 8 11% 3/4P 3TLK9 
4 (M)NPT 520 14. 16 ~~ FS-275P-400 3RAV2 VFT65-2, 2EPU3, 2EPU4 14% 9 14% 3/6P 3TLL1 
520 14. 16 ~=FS-235P-400 1TBZ/ 1XDX2 to 3 14% 14 19% 384P 3TLL2 
5 Flange 800 14. 16 ~~ ~FS-275P-500F 3TKX5 1XDX4 21% 14 19% 484P  3TLL3 
6 Flange 1100 15 16 FS-2/75P-600F 3TKX6 Polyester 
8 Flange 1800 23 22% FS§-37/P-800F 3TKX8 VFD2S, VFD3S 276 83 AY, 15 1R416 
Filter with Hood, Carbon Steel Housing CSL-825-038HC, CSL-825-050HC, CSL-825-038HC, CSL-825-050HC 2% 1% 2% 825 6JC93 
Yo (M)NPT 10 6 F-15-050 3TKZ6 CSL-843-075HC, IVF-01, VFD2, VFD2S, VFD3, VFD3S 2% 2% 3% 843 6JC94 
Ya (M)NPT 2) ; F-15-075 3IKZ/ VFCO84P-5T, VFC200P-5T, VFC063P-1T, VFC200A-7W, VFC300P- 4%, 3 43h 19P 1R417 
4 F-15-100 3TKZ8 5T, VFC300A-7W, VFD2, VFD2S, VFD3, VFD3S : : 


6 
1 (M)NPT 22 a4 : 
1V; taal 70 6% 


-19P-100_ —3TKZ9 57188, 52651, 6JD27, 6JD28 4% 3% 95% 31P _4FY39 
-19P-125 ——STLAI CSL-849-100HC, CSL-849-125HC, CSL-849-150HC, IVF-23, IVF-45, VFD4, VFD42, VFD42S 47% 2% ‘5 849 6095 
-19P-150_ —— STLA2 CSL-851-250HC, CSL-851-200HC, IVF-67, VFC600A-7W, VFC700A-7W, VFD5, VFD5D, VFD9 8% 3% 57% 851  6JC96 
3 





F 
F 
Te (M)NPT 85 6% F 
9 (M)NPT 135 7%, 7% F-31P-200  3TLA3 5F243, 57189, 6JD30, 6JD31, 6JD32 9% 3% 5%  231P  4FY40 
135. 12%, 12%  F-231P-200  3TLA4 CT-235P-300C, 235P, FS-235P-400, CT-235P-400C, VFC904A- 954 4% 7% 235P AFY79 
2%) (M)NPT 195 7% 7% ~~ F-31P-250 3TLA5 7W, VFC800A-7W, VFD6D, VFD8, VFD9 : ? d 
9% (M)NPT 195. 12% 12%  F-231P-250  3TLAG VFT60-2, 2EPT4, 2EPT5 9% 6 9%  245P 3TLJ3 
3 (M)NPT 300 13 10 F-235P-300  3TLA7 VFT60-2, 2EPT6, 2EPT7, 2EPU1 9% 8 11% 275P 3TLJ4 
300 13 16 F-275P-300  3TLA8 5F243, 6JD32, 2EPR3, 2EPR4. 2EPT8, DEPTO. 10 4% 9% 239 5JPWO 
4(M)NPT 520 14 10 F-235P-400  3TLA9 RD6, 2EPR3, 2EPR4, 2EPR7, 2EPR8 14%; 4%, 7% 335P  3TLJ2 
5(M)NPT 800 14 16 F-275P-500  3TLC2 TXDW9, 2EPUT to 2 14% 8 11% 375P 3TLJ5 
6(M)NPT 1100 15 16  F-275P-600  3TLC3 VFT65-2, 2EPU3, 2EPU4 14% 9 14% 377P  3TLJ6 
6 Flanae 15 16  F-275P-600F  3TLC6 TXDX? to 3 147% 14 19%  385P 3TLJ7 
g 1100 22 29015 F-377P-600F  3ILC7 TXDX4 21% 14 19% 485P  3TLJ8 
8 Flange 1800 23 2214 F-377P-800F  3TLC8 DEPUS to 4 98% 14 19% 685P  3TLJ9 
2576 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE* PNEUMATICS 
Find the wt. Find Solutions. Find Great Prices. Motors, Gearmotors & Compressors 


For Rotary Vane Air Motor Maintenance Kits, go to Grainger.com® 





* GPEEDAIRE® 
ee 


LLL 


Rotary Vane Air Motors 
= Max. temp.: 250°F 
= Variable speed 


Use these compact, low-maintenance air motors in applications that would normally require similar, but 
more-expensive explosionproof electric motors. Can be operated in extreme temperatures. Cast-iron models 
include discharge muffler. 























Running Torque Max. Shaft Port Item No. 22UX55 
HP @ Max. Pressure Air Flow NoLoad RPM Dia. Mountin Size Rotation* No. 
Cast-Iron Air Gearmotors 
0.32 49.00 in.-lb. 21 cfm 400 Ya" Face Ys" NPT REV 22UX55 
0.34 62.00 in.-lb. 21 cfm 350 Ya" Face Ye" NPT REV 22UX82 
0.64 172.00 in.-lb. 20 cfm 110 Us Base Ya" NPT CCW 22UX56 
0.9 256.00 in.-lb. 2/ cfm 150 x" Base Ya" NPT CCW 22UX5/ 
1.25 400.00 in.-lb. 60 cfm 1" Face and Foot Ya" NPT REV 22UX81 
1.26 2/4.00 in.-lb. 57.5 cfm 300 ie Face and Foot Ya" NPT REV 22UX54 
ast-lron Air Motors 
2.75 in.-lb. 20.5 cfm 10,000 ye" Hub Ye" NPT CCW 22UX71 
0.45 5.25 in.-lb. 2/ cfm 6000 33" Hub Ys" NPT CW 22UX41 
5.25 in.-lb. 2/ cfm 6000 37" Hub Ye" NPT REV 22UX42 
19.50 in.-lb. 30 cfm 3000 Vp" Hub i NPT CCW 22UX43 
0.93 19.50in-lb 30cim §§ 3000 % flange  #£'NPT ~~ REV ~~ 22UX44 a Flange Yq" NPT REV 22UX44 
19.50 in.- “Ib. 30 cfm 3000 Foot Za NPT REV 22UX7/2 
36. 1D. yj Flange 4" V ) 
17 36.00 in.-Ib. 43 cim 3000 e Foot ve NPT REV SUNT? 
36.00 in.-Ib. 78 cfm 3000 yp" Foot Ya" NPT REV 22UX74 No. 22UX45 
36.00 in.-Ib. 78 cfm 3000 Ya" Face Ya" NPT REV 22UX7/5 
84.00 in.-lb. 128 cfm 3000 7" Foot Yo" NPT REV 22UX4/ 
84.00 in.-lb. 128 cfm 3000 3" Flange Yo" NPT REV 22UX48 
4 84.00 in.-lb. 128 cfm 3000 Ye" Flange Yo" NPT REV 22UX49 
84.00 in.-lb. 128 cfm 3000 7" Foot Yo" NPT REV 22UX7/6 
84.00 in.-lb. 128 cfm 3000 ye" Face Yo" NPT REV 22UX77 
595 132.00 in.-Ib. 175 cfm 2500 4" Foot Yo" NPT REV 22UX50 
132.00 in.-lb. 175 cfm 2500 Ua Flange Yo" NPT REV 22UX51 
95 290.00 in.-lb. 2/5 cim 2000 1" Face and Foot 14" NPT REV 22UX52 
290.00 in.-lb. 2/5 cim 2000 Us Foot and Flange 14" NPT REV 22UX53 
Cast-Iron Oilless Air Motors 
0.42 13.50 in.-lb. 30 cfm 2000 YA" Hub and Foot Ya" NPT CCW 22UX58 
aes 13.50 in.-Ib. 30 cfm 2000 yy" Hub and Foot Ya" NPT CW 22UX59 
0.82 25.50 in.-lb. 41 cfm 2000 Ya" Hub and Foot Ya" NPT CCW 22UX60 
05 78.75 in.-lb. 68 cfm 2000 ¥" Hub and Foot Yo" NPT CW 22UX63 
; 78.75 in.-lb. 68 cfm 2000 Ye" Hub and Foot Yo" NPT CCW 22UX62 
tainless Steel Air Motors 
./5 in.-lb. 20.5 cfm 10,000 ye" Face Ya" NPT REV 22UX65 
1./ 36.00 in.-Ib. 78 cfm 3000 3" Face Ya" NPT REV 22UX6/ 
* Clockwise (CW), Counterclockwise (CCW), Reversible (REV). No. 22UX58 
Gi Ingersoll Rand 


Rotary Multivane Air Gearmotors 


= Max. air pressure: 90 psi Provide higher torque at low speeds and continuous-duty forward or reverse operation. 





= Max. temp.: 150°F Keyed steel shafts with case-hardened gearing. Aluminum and steel construction. 
Running Torque _Stall Max. NoLoad RPM@ _ Shaft Shaft Keyway Port Gear Overall Outside Mfr. Item 
HP @ Max. Pressure Toraue Air Flow RPM Max. Torque Dia. pena Henath Size __ Ratio rent Dia. Model No. 
ange 
- 99.00 in. } ere 0 f NON 1AN Vo" 4 ()" a Al DT 50:1 8 iy 76" Ninn RVRO5 pa iANECO 





No. 1AAG1 


€) GAST 


A UNIT OF IDEX CORPORATION 


Tank-Mounted, Enclosed 
Oilless Air Compressors 








= Field-adjustable Ye- and 1/6-HP 
pressure switch Compressors—Include pres- 
= Single phase sure switch, manual drain, 
Innovative reservoir can provide Pressure safety valve, pressure 
a blast of high pressure. Tank gauge, and globe valve. No. 52672 
sea eal pepe sii ora tan eecnilha hain CFM @ Me M A Tank (F)NPT ee Mf It 
Include coded tank, pressure aK ine: ms can r ail 
All models except No. 52671 switch, manual drain, pressure ee ee Soe — je oe te — oe 
incorporate a Gast piston safety valve, pressure gauge, 
compressor pump listed below. —_ and globe valve. No. 5Z676 has 
Pressure switch setting: 70 magnetic starter. 
psi-On/90 psi-Off. No. 5Z671 has 
30 psi-On/50 psi-Off. Gray finish. * No. 5Z675 is factory wired for 230V, may re faipeiel to 115V. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2577 


PNEUMATICS Scan. Order. Done. 
Compressors & Pumps Details on page Al. 


Rotary Vane 


Compressors and A UNIT OF IDEX CORPORATION 
Vacuum Pumps 


= Qilless design 

= Permanently lubricated and sealed bearings 

= Self-adjusting, self-lubricating vanes 

For general continuous-duty vacuum and low-pressure applica- 
tions. Nos. 3KYY4, 4F740, 4F741, 4F742, 4TF21, and 4TF22 
have integral mufflers and filters, as well as international 
multivoltage, dual-frequency motors. All units are single phase 
except for Nos. 2CJG8 and 4TF21; single-phase units have 
thermal overload protection. Nos. 42470 and 42469 include 
coupling and coupling guard. Mount directly to 56C frame 
motors. 


Note: When used for pond aeration, include the appropriate check valve in 
discharge line to prevent water from entering pump in case of power failure. 












No. 4F740 


Free Air Free Air CFM 
Full Load Inlet Outlet CFM (psi) @ In. Hg Mfr. Item 
HP Phase Voltage Amps Size Size 0 10 0 10 20 Model No. 
Compressor/Vacuum Pumps 
Yio 1 100-115 2.64 ¥g Ve" 1.50 0.9 1.50 0.85 0.15 1531-10/7B-G55/X 33K86/ 
7 1 Wis 4.2 Yq" NPT Yq" NPT 1.10 — 1.10 0.60 — 0211-143-G8CX 42334 
i 1 100-115 2.2 Yq" YA 2.60 2 2.60 1.70 0.7 3032-101A-G609X 33K856 
/; 1 115/208-230 4.5 Yq" NPT Ya" NPT —_— — 4.20 2.80 0.10 0523-V4-G588NDX 3KYY4 
1 115/230 4.6/2.3 Ya" NPT Ya" NPT 4.80 3.90 5.00 3.00 0.50 0523-V191Q-G588NDX 4F740 —* 
1 115/230 12.2/6.1 Je NPT ¥e' NPT 8.00 6.80 8.00 5.00 0.50 0823-V131Q-G608NEX 4F741_ _* 
Ya 1 115/230 12.2/6.1 Ye NPT Ye NPT 10.00 9.00 10.00 6.30 0.80 1023-V1310-G608NEX 4F742_* 
| 230/460 2.6/1.3 Ye NPT ¥e' NPT 10.00 — 10.00 9.00 0.20 1023-2510-G2/9 2CJG8 
1 a] 230/460 SUID Ye NPT Ye NPT 13,50 10.00 13.20 8.00 0.00 1423-103Q-G625 4TF21_t 
1 115/230 13.0/6.5 3s NPT Ye" NPT 1S. 10.00 13.20 8.00 0.00 1423-103Q-G626X 4TF22 * 
Vacuum Pump/Air Compressor with Motor 
1 115/230 8.4/4.6-4.2 4" NPT Ya" NPT 17.00 12.90 17.00 9.50 1.00 12118 12178 
1 1 115/230 10.0/5.0 4" NPT Ya" NPT 17.00 12.90 17.00 9.50 1.00 (ZU19 1271719 
3 230/460 3.6-3.8/1.9 Ya" NPT Ya" NPT 17.00 12.90 17.00 9.50 1.00 72/81 12181 
4 1 115/230 15.2/8.2-/.6 4" NPT Ya" NPT 21.00 17.90 21.00 13.00 1.50 12/82 12182 
: 3 230/460 4.6/2.3 4" NPT Ya" NPT 21.00 17.90 21.00 13.00 1.50 12/83 12183 
Vacuum Pump/Air Compressor without Motor 
YA — — — Yo" NPT Yo" NPT 13.50 12.00 14.50 9.00 4.00 1590-600 03VC79 
1 — — — 4" NPT Ya" NPT 17.00 12.50 17.00 10.00 1.00 2067-V108 42469 
1% = — _— 4" NPT Ya" NPT 21.00 17.90 21.00 13.00 1.10 206/7-V108 42470 


ers ey 
GAST THOMAS 


A UNIT OF IDEX CORPORATION by Gardner Denver 


Diaphragm Compressors/ 
Vacuum Pumps 


= Pressure or vacuum without modification 
= Quiet operation 

pans ‘ Permanently lubricated, virtually maintenance-free units offer 
the versatility of reversible ’s" and 14" inlet and outlet ports. 


Thomas Models—Nos. 42792, 42791, and 5Z348 come 
equipped with a 6-ft. grounded power cord. 





No. 52346 No. 2Z866 





Free Air CFM Free Air CFM 




















Full Load Max. Max. PSI @ psi @ Vacuum Overall Mfr. Item 
HP Voltage Amps Vacuum Cont./Int. Inlet Size Outlet Size 0 30 0 20 L W H Brand Model No. 
Compressor/Vacuum Pumps 
Yas 12VDC 0.3 14.0" Hg 1 Ys Hose Barb 4" Hose Barb 0.15 0 0.17 0 3% 1%6° 2% Gast 10D1125-101-1052 — 36XD65 
Yas 24VDC 0.3 14.0°Hg 15/15 Ya" Hose Barb 4" Hose Barb 0.15 0 0.17 0 3. 1%" 248" Gast 10D1125-101-1053 33K758 
Yo 24VDC _—i0.6 22.0" Hg 20 Ys" Hose Barb 4" Hose Barb _0.25 0 0.25 0 4" 1%" 1'e Gast 15D1150-101-1014 —_ 36XD66 
Yo 12VDC 4.0 22.0 Hg — Ye" NPT Ye" NPT 1.20 0 1.20 0.10 61%" 3 iA" oe Gast 22D1180-201-1088 36XD6/ 
Yoo 115 1.6 23.2' Hg o/0 Ye" NPT Ye" NPT 1.65 — 1.65 0.17 8" Ay," Ay/" Thomas 2107CA20 52347 
Yoo 115 1.7 22.1°Hg _—_ 20/30 Ye' NPT Ye" NPT 0.69 0.14 0.69 0.05 7" AY," 45/4" Thomas 107CAB18 52346 
Vis 119 2 22.4" Hg — Ya" NPT _ _ — 1.30 0.13 8/2" 4y/" 6'%6 Thomas 900-58 42792 
Yo 12VDC 9.5 22.9'Hg _ 35/35 Ye" NPT Ye" NPT 1.40 0.49 1.40 0.00 1%" Ay," 49/q" Thomas 107CDC20 4XL32 
Yo 12VDC 108 22.2"Hg 30/30 Ya" NPT Ya" NPT 2.05 0.35 2.05 0.00 1% Ay," 2°%4' ‘Thomas 907CDC18 4XL33 
Ye 24VDC = 4.0 22.0 Hg 2 Ye' NPT Ye" NPT 1.30 0 1.30 0.10 TY 3" o'Vie' Gast 22D1180-202-1005 36XD68 
Ve 115 2.8 24.0" Hg _50/50 Ya" NPT Ya" NPT 1.60 0.60 1.60 0.25 g" 46 4y/" Gast MAA-P251-MB 5KA83 
Ye 113 3 23.8'Hg —_ 30/40 Ya" NPT Ya" NPT 1.24 0.44 1.24 0.16 1% 4S/" 6%" Thomas 927CA18 52348 
Ye 115 4.2 25.0 Hg _ 60/60 Ya" NPT Ya" NPT 1.10 0.55 1.10 0.20 1% ove Vie Gast DOA-P707-AA 22866 
Ye 115 45 25.0 Hg 60/60 %'HoseBarb %'Hose Barb 1.90 — — 0.30 1% ov 8" Gast DOA-P704-AA 3KYY6 
Ye 100-115 2.2 — _ YA Yq 2.60 — — — — _— — Gast 3032-101A-G609X 33K856 
Ys 110/115 4.8/3.3 25.5"Hg _— 60/60 Ya" NPT Ya" NPT 1.90 0.90 1.90 0.30 1%" oY" 1%" Gast DOA-P70/-FB 42024 
V3 115 45 25.0 Hg 60/60 Ya" NPT Ya" NPT 1.90 0.95 1.90 0.30 1%" Va 8" Gast DOA-V751-FB 5KA84 
Compressor Pumps 
Vis 115 2.4 — 20/35 — Ya" NPT 1.30 — — — 8" 4S/" 64" Thomas 900-59 42791 
Dual Diaphragm Linear Compressor Pumps 
— 115 0.37 8.0"Hg _ 4.0/4.0 Ye' NPT Ye" NPT 2.05 — 2.00 0.00 45," J. 33" Thomas 150057 oGUM9 
2578 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





GRAINGER CHOICE® PNEUMATICS 





Find the yf. Find Solutions. Find Great Prices. Oilless Compressors & Pumps 
2 = GAST 
Piston Air Compressors/Pumps ease 
= Max. pressure: 100 psi 
Shaded pole motors have automatic thermal protection. Rated for continuous duty. Corrosion-resistant sandwich valve stops a? 
foreign particles from lodging on valve seats. Aluminum cylinders and cylinder heads. Thermally protected motors with high tf NS r 
torque start windings (except Nos. 5KA88, 5KA89, 2CJH2, and 2CJH3). Gray finish. | — 
Full Load Free Air CFM @ psi Overall Mfr. Item 
HP ___ Phase Voltage Amps Inlet Size Outlet Size 0 50 L W H Model No. 
% 1 115VAC 4.3 Ye NPT “NPT 1.27 115 11% 5%" BY" THAB-44-M100X _—-2Z867 


4 115VAC 6.8 Ya"NPT Ya" NPT 1.65 1:52 12% o%" 8" 2HAH-24-M200X 02668 
115VAC 6.6 Ya" NPT 4" NPT 2.30 20 174" 14" 11%! SHBB-32-M300AX___11X371 
12VDC 46 Ya"NPT Ya" NPT 1.85 — 14" 0%" 85" 2HAH-251-M322 oKA88 
12VDC 46 Ya" NPT Ya" NPT 2.40 = 15%" 107" OZ" SHBB-251-M322 oKA89 
Yo 115/230VAC 12/6 Ya" NPT Ya' NPT 3.48 3.20 13%! 12’ 8 A4HCC-40-M450X 22869 
V4 115/208-230VAC 14/7 Ya" NPT Ya" NPT 4.65 4.40 14%" 12% 8%" __ SHCD-43-M550NGX_ _—2Z2870 


1 
1 
We = 
1 
1 
1 1 119/230VAC —14.8/7.4 Ya" NPT 4" NPT 9.40 9.00 17% 124" 8 '%6' —BHCA-12-M616NEX _—_—4Z706 
1 
1 
3 
3 





1 115/208-230VAC 21.6/12/10.8 %' NPT —%' NPT 9.00 8.40 20%" 12%e 8" 7HDD-57-M/50X 42460 
115/230VAC 24/12 Ye"NPT _%' NPT 11.00 10.50 21%" 124" 82 8HDM-19-M850X 42707 
230/460VAC 6.6/3.3 ¥e"NPT 3%" NPT 9.00 —_ 21% 12 V8" 84" 7HDD-251-M853 2CJH2 
230/460VAC 6.6/3.3 ¥e'NPT "NPT 11.00 — 2298 1298" 834" 8HDM-251-M853 2CJH3 


2 


€) GAST 


A UNIT OF IDEX CORPORATION 


Oilless Piston Dry Sprinkler Compressors 


= Max. pressure (cont./int.): 50 psi Specifically designed for the fire protection industry. Units include inlet filters, pressure 





No. 3HDG6 





= Single-phase, 60 Hz safety valve, pressure switch, check valve, tubing, and fittings. 
Free Air 
Full Load Outlet CFM @ PSI Motor Overall Mfr. Item 

HE Voltage Amps Inlet Size _—_‘Size 0 20 Type L W H Model No. 
Tankless 
Y 115/230VAC 12/6 Ya'NPT  Ya' NPT 3.10 3.5 Capacitor Start 16%6 12%" 8%" 4LCB-246S-M450GX _—_3HDG6 
a 115/230VAC 16/8 Ya"NPT Ya" NPT 4.20 4.8 Capacitor Start 1/%6 12%"  8%3" — 5LCA-246S-M550GX_ —3HDG7 
1 115/230VAC 14.8/7.4 ¥Ye"NPI  %' NPT 5.90 5.6 Capacitor Start 1694" 12%" 8%" —_ 6LCF-246S-M616NEX 3HDG8 
ee 21.6/12-10.8  %' NPI %' NPI 7.9 8./ _ Capacitor Start 25%" 13%"  8%' 7LDE-2465-M750X — 3HDG9 
ank Mounted 
4 115 5.8 _— — 1.50 — ___OpenDripproof 26’ 13: 21' 2LAF-2461-M200EX _ 3HDH2 
2 110/220, 115/230 24/12 Ya"NPT  %e'NPT 12.4 10.8 Capacitor Start —_38" 17" 28%" 8LDF-461-M850X 26JY09 No. 3HDH2 

rey 
THOMAS 


by Gardner Denver 


TA Series Air Compressors/Vacuum Pumps 


Powerful pumps feature a 1725 rom motor with perma- TA SERIES, HIGH-FLOW, 2-STAGE 
nently lubricated, sealed ball bearings. Automatic reset Capacitor-start, high-torque motor features heavy-duty piston, 





thermal protection. 1" (F)NPT outlet. cast-iron cylinder sleeves, and low-lift reed valves. Allows for No. 3HCAG 
direct coupling of pressure switch, eliminating need for air tank. 
FullLoad Max. PSI Free Air CFM @ PSI Overall Mfr. Item 
HP Voltage Amps Cont. /Int. 0 20 50 =: 100 L W H Model No. 
TA Series, High-Flow, 2-Stage 
%3 115/230VAC 8/4 175 140 1.35 1.27 1.15 14%" — 111%4" 7" 270072  3HCAS 
% 115/230VAC 7.3/3.6 175 180 1.78 1.75 1.65 14%" 113%" 7" 270073 3HCA6 
Zz 115/230VAC 10.6/5.3 175 240 237 2.33 2.25 15%" iz 7" 270080  3HCA7 


€) GAST 


Oilless Articulating High-Flow THOME eX “N 
ye 

Com pressors/Vacuum Pumps by Gardner Denver : “ 

Permanently lubricated components E SERIES AIR COMPRESSOR ‘i 

and stainless steel valves provide = Fully enclosed to protect 

long life and max. performance. Pump against harsh environments 

cylinders are corrosion-resistant for = Runs quietly—72dBA at 100 psi 





harsh environments. Has full pressure restart capabilities. 
Features permanent magnet DC motor ean 
: No. 5KA94 
and 2 cast-iron cylinders. 
FullLoad Max. PSI Max. Free AirCFM@ psi Free AirCFM@In. Hg Overall Overall Overall Mfr. Item 
HP Voltage Amps __Cont./Int. Vacuum 0 20 50 0 10 20 Length Width Height Brand Model No. 
% 115VAC VAC 43 90/50 26' Hg 1.00 1.2 0.9 1.50 0.70 0.28 11%" 5%" BY," Gast 1LAA-251-M100X 5KA91 
/ 115VAC VAC 6.8 90/50 2/0 Hg 2.00 1.75 1.5 2.00 1.00 0.41 12%" 5%" 89" Gast 2LAF-251-M200X 5KA92 
12 VDC 26 -/100 — 1/0 1.4 71.09 — — — 11%" oe. oe" Thomas 2/0024 5GUM8 
115VAC VAC 6.6 90/50 — 2.90. #90 — 18 — — _ 17%" 14%" 11%!" Gast 3LBA-251-M300AX 11X373 
% 12 VDC 28 -/100 — 2.20 1/9 1.34 — _— — 11%" 5%" 89" Thomas 2/0025 2KFU8 
24 VDC Te -/100 — 2.20 1/0 1.34 — — — 11%" oe 84" Thomas 2/0047 5GUM7 
Yo __115/230VAC VAC 12/6 90/50 2/0 Hg 4.90 3.5 3 450 1.50 0.6 13-1/6' 12" 8" Gast 4LCB-251-M450X 5KA94 
Yo 115/230VAC VAC 16/8 90/50 2/7. Hg 540 48 4 9.40 1.50 0.6 14%" 12%" 8%" Gast 9LCA-251-MS550NGX_ 5 KA95 
E Series Air Compressor 
Yo 12 VDC 52 -/100 —_— 3.30 2.0 2.20 = — — 15%6' 10%" aA Thomas 2/0063 1C2C7 
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Vacuum Pumps & Compressors Details on page A1. 
= = = = aT, a, 
Oilless Rocking Piston Air THOMAS (@)GAST WELCH 
Compressors/Vacuum Pumps by Gardner Denver A UNIT OF IDEX CORPORATION — by Gardner Denver 
= Continuous-duty rated Units feature rugged flexible piston cup and shaded-pole motor 
= Quiet-running—63cBA at 60 psi with automatic thermal protection and high-torque start windings. 
Item Corrosion-resistant sandwich valve stops foreign particles from lodging 
sanica Kies Use With No. on valve seats. Aluminum cylinders, cylinder heads, and pistons. 
Tae sa7CR7S SREWS Welch®—Provide adjustable vacuum for light industrial and QC labo- 
Mfr. No. 2688VE44, 2688CE44 2KFW3 ratory applications. No. 38XV25 can handle high-moisture vapor loads 
Mfr. No. 405ADC38/12 2KFV7 2 
Wit No: G17CADD SKEW and has a 10-gal. vacuum tank system for pick and place, small scale 
Mfr. No. 617CA32 2KFV4 vacuum forming, and vacuum chucking. 
Mfr. No. 688CE44 2KFV9 
Free Air Free Air 
No. of Full Load Max. PSI Max. CFM @ psi CFM @ In. Hg Mfr. Item 
HE cylinders Voltage Amps Cont./Int. Vacuum Inlet Size Outlet Size 0 100 10 20 Brand Model No. 
ankieSs 
Yo 1 {2VDC 10.5 100/100 — YX NPT a" NPT 0.79 0.24 — — Thomas 405AD038/12 57349 
i 1 11-15VDC 9 {00 27.0" Hg TA" A 0.7 0.1 0.30 0.15 Gast LOA-101-JR 33K842 
1 115/230VAC 1.4/8 125 27" Hg YY NPT a" NPT 1.10 0.3 1.00 — Gast 86R123-101-N170X _52DD89 
% 1 T15VAC 3.1 100/100 25.6"Hg "NPT "NPT 0.78 0.07 0.47 0.16 Thomas 617CA22 52646 
1 115VAC 46 50/60  26.8°Hg "NPT “NPT 120 — 0.65 0.23 Thomas 617CA32 2KFV1 
1 100/120, 200/240 2.6/1.4 100/100 29.5"Hg "NPT "NPT 2.00 0.7 1.10 04 Gast 87R135-101-N270X  36XD63 
Y 1 115/230VAC 2.8/1.4 100 27" Hg Yi NPT a" NPT 2.00 0.8 1.00 — Gast 86R142-P001B-N270X 52DD90 
1 115VAC 1.7 100 27.6'Hg _%"Hose 4" Hose 1.60 — 1.55 — Welch 2546B-01 38XV19 
1 115VAC 3.6 100/100 27.6"Hg =" NPT ~~" NPT 1.60 0.76 0.90 0.33 Thomas 688CE44 52647 
2 T15VAC wy — 29" Hg YE NPT a" NPT — — 0.98 0.48 Thomas 2688VE44 52648 
% 9 115VAC 47 25/25. 27.6 Hg Ya NPT "NPT 3.15 — 1.60 0.64 Thomas 2688CE44 52350 
2 115VAC 2.2 — 29.8"Hg  %e Hose _%e' Hose 3.5 — 3.40 — Welch 2581B-50 38XV17 
2 115VAC 2.2 — 29.8"Hg %e' Hose  %e' Hose 2.30 — 2.25 — Welch 2561B-50 38XV21 
2 115/120, 230/240 6.0/3.0 30/30. 275'Hg VNPT %' NPT 46 0.88 2.80 12 Gast 87R645-101-N470X  36XD62 
Vs 2 115/120, 230/240 5.7/2.8 50/125 25" Hg Ye NPT a" NPT 420 1.8 2.80 1.0 Gast 87R642-101R-N470X  36XD64 
2 115/230VAC Sn uO 29'Hgo = a" NPT — ss NPT ~— 2.70 1.50 0.6 Gast 87R555-V101-N470X  52KAG4 
Ys 1 T15VAC 10.6 125/125 25.9"Hg Y%a"NPT "NPT 3.78 1.99 1.98 0.7 Thomas 1207PK80 2KFU9 
1 g T15VAC 8.5 50/120 25" Hg Ye NPT Va" NPT 6.60 3.05 2.66 0.88 Thomas 280/7CE72 52353 
Tank Mounted 
% 2 115 — — 26" Hg ¥s' Hose — fa — 4°60 Za Welch 8150B-30 38XV25 


* 44" 1.D. tube barb fitting. 


Oilless Rocking Piston Air Compressors JUN-AIR° 


= Single phase 











= Continuous-duty rated Free Air 
: = Max. pressure: 120 psi (F)NPT Tank CFM@ _ Mfr. Item 
. : ; 
om fe ss @ = Auto thermal protection HF Enclosure Voltage Amps Outlet Size 90psi Model No. 
0.50 Yes 115VAC 53 %" 114gal. 1.2 1770008 36XD51 
JUN-AIR Provide clean and reliable 1608S __1IBVAC_6.6 A" 6.6 gal 13 1609115 5GJY6 
compressed air for dental and No TPOvAC 8.0 “4 iigal. 1.7 OF302-4B 36XD50 
_ No 120VAC 16.0 % 10.6gal. 3.4 1608900 36XD55 
medical offices and in labora- 1.20 Yes 120VAC_ 16.0%" 10.6 gal. 34 1609240 36XD56 
tory applications. Feature multiple Yes {20vAG 16.0 7 10.6 gal. 3.4 1609768 36XD57 
a 0 230 90 “' 28gal. 52 1613310 5 
: ——- 6 filtration elements and a powder- 9) ves —D30VAC10.0s" 10.6 gal. 6.0 1616003 ~S6XD59 
y coated tank that resists corrosion. Yes  230VAC 10.0 % 106gal. 6.0 1616061 36XD60 
. Pancake 
4 Nos. 36XD54, 36XD5/ and 36XD60 3.60_NO120VAC_ 8.0 Ye 6.6 gal. 1.7 1608770 _36XD52 
No. 36XD51 No. 36XD52 include desiccant dryer. Yes 120VAC 80 % 66gal. 1.7 1609738 36XD54 
f Item 
ee For Use With Includes Brand No. 
a> Filter, Cup Seal, Gaskets, 
y | 5KA74, 5KA87, 5KA90 O-ring, and Head vale Gast  3HDK7 
eat Valves, O-rings, Cups, 
G&A Ss 5KA78 : ulingers and screws Gast  3HDL3 
eat Valves, O-rings, Cups, 
No. 3HDJ8 CELINE poe i 5KA79 Cvlindersand Screws Gast  3HDL4 
& SERVICE i 5KA80 Vanes Gast 3HDJ3 
| r 5KA81 ; vanes and Foam, ; Gast 3HDJ4 
| asket, Leaf Valves, Head, 
= 5KA85 vale Pate Sorews : Gast 3HDL9 
i & Diaphragm, Gasket O-Ring, Valve Flappers, 
ie 92348, 4XL33 Valve Keeper, Filter, and Screws Thomas 2KFV8 
a Mfr. No. 0211-143-G8CX F Vanes (BSOAY DO" Belt ReaT3)4 Gast___ SHDJ5 
: : anes , 2 O-rings 
us te san a Gasket (AK521), 2 Felt Spacers (AK524) «Gast = SHDJ6 
r. No. : -G625, oe 
1423-1030-G626X Vane, O-ring, Gasket, Gasket Bolt and Filter Gast 3HDJ8 
_ Mfr. No. 1531-320-G55/X Gaskets, Vanes, and Filter Gast 3HDJ2 
Mfr. No. 1HAB-44-M100X, 1HAB- 
84T-M100X, 2HAH-24-M200X, Gaskets, Seals, Rings, Head Gast 3HDK2 
2HAH-251-M322, 1LAA-251- Valves, and Filter 
M100X, 2LAF-251-M200X oe san 
: c ilter/Mufflers, Bearings, Deflector, 
Mfr. No. 2067-V108, 2567-V108 — Vanes, and Gaskets - Gast 3HDJ9 
—— laphragm, Valve Plate Gasket, Valve 
THOMAS Mfr. No. 2107CA20 Flappers, Valve Keeper, and Screws Thomas 2KFW4 
GAST 
bo Gerdnar 0 Mir. No. 2FKW6, Diaphragm, Valve Plate Gasket, Valve Thomas 2KFV3 
ANI OF IBEX CORPORATION pire ene AEM Tm NA . Flappers, Valve Keeper, and Screws 
. = Mfr. No. 3HBB-32-M300 , 
Gaskets, Seals, Rings, Head 
3HBB-251-M322, 3HBB-69T- ea Gast 3HDK3 
Compressor/Vacuum Maintenance Kits SHBB-251 M322, SHBB-C Valves. and Filter 
Item Mtr. No. DOA-P707- Gasket, Leaf Valves, Filter Gast 3HDL7 
For Use With emai /thatl Includes na Brand No. rE. Peet CRE Elements, pores. and ng 
ilter/Mutflers, Bearings, Deflector, r. No. -P7101-AA, asket, Leat Valves, Filter 
20JG9 , eagle. and Gaskets, Gast = SHDKT =) 4-V751-FB. DOA-P707-AA Elements, Sorews, and O-ring Gast 3HDL8 
22869, 526/75, 92674, 22870, askets, Seals, Rings, Hea por. asket, Leaf Valves, Filter 
47706, SKAGA, SKAQ5 eecysleives. and iter Gast = SHDKS = Mfr. No. MOA-P25-JH Elements, Sorews, and O-ring Gast 3HDL6 
Z460, 52676, 4270/7, askets, Seals, Rings, Hea : 7 ilter, Cup Seal, Gaskets, 
OCJH2, 2CJH3 Valves, and Filter Gast SHDK6 = Mir. No. ROA-P251-AA O-ring, and Head Valve Gast 3HDK8 
2580 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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PNEUMATICS 
Vacuum Pumps 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Elmo 
Rietschle 


A Gardner Denver Product 


Lubricated Rotary 
Vane Vacuum Pumps 


=» NEMA Premium motors 

= Qil sight glass 

Single-stage, oil-flooded units are direct driven. Oil-free 
discharge through large droplet separation followed by oil mist 
filters. Gas ballast. Also include fine mesh filter, vacuum nonre- 
turn valve, and initial fill of oil. 







Vacuum H Mfr. Item No. SKY77 
Pump (HP) For Use With (in.) Model No. 
Replacement Filter Elements 
1 Mfr. No. VCB-20 3% 731399 362457 
1% Mfr. No. VCE-25 1% 3136586000 362458 
3 Mfr. No. VC-50 and VC-75 4% 474 362459 
5 Mfr. No. VC-100 4 475 362460 
Amps End Max. NPT Overall Mfr. Item 
HP Phase Voltage AC Displacement Vacuum dBA __ Inlet L W H Model No. 
Pumps 
1 115/230 15/7.5 13.0cfim  29.90"Hg 64 Y;" 16%" 9%e6' 7“e6" VCB-20 SKY77 
1% 3 200 5.3 18.0cfm 29.60"Hg 59 Ys" 20%" = 13%" 10" VCE-25 362454 
3 230/460 4.0/2.0 18.0cfm 29.60"Hg 59 Ya" 21Ys" 13%" = 10%6e" ~— VCE-25~—s SK Y78 
D 3 200 6.7 35.0cfm 29.90"Hg 67 1%" 23'%e 13%!" 10%" VC-50 362455 
3 230/460 6.0/3.0 35.0cfm 29.90"Hg 67 1%" 241%e 13%" 10%" VC-50 5SKY79 
3 3 208-230/460 8.8-8.6/43 49.0cim 29.90"Hg 68 1%" 2716 13% 10%" VC-75 = 5KY80 
5 3 200 15.2 71.0cfm 29.90"Hg 69 1%" 31%' 16" 111%6"  VC-100 362456 
J 230/460 13.0/6.5 71.0cfm 29.90"Hg 69 1%" 31%" 16" 111%6" = VC-100 S5KY81 
Elmo 
Rietschle ———_ 
A Gardner Denver Product WE LO H 


by Gardner Denver 


€j)GAST ; 


A UNIT OF IDEX CORPORATION 


Vacuum Pump Oils 


These oils meet rigid requirements for vapor 
pressure, stability, and viscosity. Tested for high 
vacuum levels. No. 3HDP8 is specifically formu- 
lated for Gast® lubricated rotary vane air motors 
and rotary vane compressors/vacuum pumps. 
No. 6D753 is synthetic oil, recommended for 


corrosive gas applications. 


Container 

Description Size 
Elmo Rietschle VC and VCE Series 1 qt. 
Elmo Rietschle VCB Series 1 qt. 
Gast Rotary Vane Air Motors and Rotary 4 at 
Vane Compressor/Vacuum Pumps at 
Welch DIRECTORR Direct-Drive 1 gt. 
Welch DUOSEAL® Belt-Drive 1 gt. 
Welch Gold Vacuum Pump Oil 1L 





No. 32654 


DUOSEAL®”® 





No. 6D736 
Mfr. Item 
Brand Model No 


Elmo Rietschle 75175001 {ARZ3 
Elmo Rietschle 75175010 2GKG6 


KAD220- 

Gast WW 3HDP8 
Directorr 8995P-11 6D754 
Duoseal 1407K-11 6D736 

Gold 8995G-11 6D753 






Standard High-Vacuum Pumps 


= Large oil reservoir 


= Continuous duty with thermally protected motors 


Low pump rpm (400 to 580 rpm). Pumps operate 20°F cooler than many high-rpm direct-drive 
pumps. All-metal internal construction and 2-stage rotary valve design. 

Contoured molded belt guard and base on Nos. 32655 and 32656 for quieter operation. Gas 
ballast inhibits condensation inside pump. Factory wired for 115V operation. Intake filter screens. 
Belt guard, base, motor with On/Off switch, and 3-wire cord. Blue/gray finish. Oil included. 


Ultimate Tube Amps Overall Overall 
HP Displacement Pressure Torr Inside Dia. Voltage AC Length Width 
V3 0.9 cfm 1x 104 /e" 11S 5.6 17%" g" 
Yo 5.6 cfm 1x 10% 136" 115/230 8.4/4.2 20" 12" 
1 10.6 cfm 1x 10% 136" 115/230 11.0/5.5 19%" 14%" 
1 17.7 cfm 1x 104 1%" 115/230 11.0/5.5 = 26" 13%" 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Corrosive Environment 
Vacuum Pumps 


2-stage high-vacuum pumps are used for 
pumping corrosive gases to pressures below 
1 Torr (1mm of Hg). Vane springs, valves, 
pressure tubes, and oil baffle are made 

of stainless steel. Oil case is PTFE lined. 
Nitrogen purge helps reduce corrosion. Gas 
ballast valve inhibits vapor condensation. Low 
rpm reduces friction wear. Large oil reservoir 
dilutes contaminants. 





No. 6D735 


Ultimate 

Pressure Intake Male Amps Overall Overall Overall Mfr. Item 
HP Displacement Torr SAE Flare Voltage AC Length Width Height Model No. 
% 0.9 cfm 1x10% ISO-NW16~ 115 5.6 1716 g" 12%" 1400N-01 SJMTO 
% 5.6 cfm 1x104 ISO-NW25 115/230 86/43 19%6 14%" 15%6" 1402N-01 6D735 
1 10.6cfm 1x104 ISO-NW25 115/230 11.0/5.5 19%6" 12%6' 15%" 1376N-01 5SJMT1 

= 

—___ 
WELCH 7 


by Gardner Denver 


ChemStar® Dry 
Oilless Deep 
Vacuum Pump 


= Chemical duty — 


Robust dry vacuum pump provides a deep vacuum in extremely 
harsh chemical applications. Delivers deep vacuum with max. 
flow of 150 L/min. (9 cfm) at 2 Torr making it ideal for many 
evaporative processes. Use with freeze dryers, vacuum ovens, 


No. 3Z655 


Hein ancl ae and other light industrial applications. 115V, 60 Hz. Inlet/outlet 

125%" 1400B-01 32654 connection: NW 25. 

15%" _1402B-01 32655 Amps End NPT Mfr. Item 

15%" 1376B-01 32656 HP Voltage AC Vacuum Inlet Displacement Model No. 

18% 1397B-01 32657 % 115 3 O.05torr % 1.2cim  2070B-01 38XV26 
2981 








PNEUMATICS 
Pumps & Air Knives 


Scan. Order. Done. = 
Details on page A1. 





Commercial and Industrial 
Refrigeration Service Pumps 


Designed for removing air and moisture 
from industrial and commercial chillers. 
Vacuum pumps are rated for low- 
micron Hg vacuum, continuous duty. 

=) Pumps include a gas ballast valve that 
inhibits condensation reducing corro- 
sion, On/Off switch, 3-wire cord, and oil. 


DuoSeal® Belt-Drive—All-metal 
internal construction and low pump 
rpm provide long service life. Large oil 
reservoirs dilute contaminants. Come 
complete with base, belt, belt guard, 
and motor. No. 52025 also includes 
carrying handles. 


No. 5Z025 









No. 4LCD2 


EX4GUR No. 361L34_ 
Air Knives and Air Knife Kits 


= Inlet connection: %4" (F)NPT 

= Max. dBA: 69 at 80 psi 

= Working pressure: 80 to 250 psi 

= Air slot gap: 0.002" 

Kits include filter, pressure regulator, filter/regulator mounting hardware, and 
shim kit. 


ALUMINUM AIR KNIVES 
= Max. temp.: 180°F 
= 1.75"D x 1.44"H x 3" to 54"W 


Quiet, hard-hitting curtain of air can be used for blowoff, cleaning, drying, and 
cooling applications. 


STAINLESS STEEL AIR KNIVES AND KITS 
= Max. temp.: 800°F 
= 1.44"D 


SUPER AIR KNIFE SHIM KITS 
Aluminum—tnclude 1 each of 0.001", 0.003", and 0.004" polyester shims. 
Stainless Steel—Include three 0.002" stainless steel shims. 


ALUMINUM STAINLESS 
ALUMINUM) AIR KNIFE |STAINLESS| STEEL 
ALUMINUM AIR - STATIC STEEL AIR 
Air AIR KNIFE | KNIFE KIT | ELIMINATORS | AIR KNIFE | KNIFE KIT 
Air Slot Consumption No. of Item Item Item Item Item 
Width (in.) (SCFM)* — Inlets No. No. No. No. No. 
3 8./ 4 4LCA8 4LCA9 — 4LCC1 4LCC2 
6 17.4 4LCC3 4LCC4 361L34 4LCC5 4LCC6 
9 26.1 4 4LCC7 4LCC8 — 4LCC9 4LCD1 
12 34.8 4 4LCD2 4LCD3 361L35 4LCD4 4LCD5 
18 o2.2 4 4LCD6 4LCD7 361L36 4LCD8 4LCD9 
24 69.6 4 4LCE1 4LCE2 361L37 4LCE3 4LCE4 
30 87.0 4 4LCE5 4LCE6 361L38 4LCE7 4LCE8 
36 104.4 4 4LCF8 4LCF9 361L39 4LCG1 4LCG2 
42 121.8 4 4LCE9 4LCF1 361L40 4LCF2 4LCF3 
48 139.2 5 4LCF4 4LCF5 361L41 4LCF6 4LCF7 
04 156 ° 6JJL5 6JJL6 361L42 6JJLS 6JJL9 
* Calculated at 80 psi. 
For Item For Item For Item For Item 
Use With No. Use With No. Use With No. Use With No. 
Aluminum Super Air Knife Shim Kits Stainless Steel Super Air Knife Shim Kits 
ALCA8 4LCU4 ALCE5 4LCV7 A4LCC1 4LCU5 ALCE/ 4LCV8 
4LCC3 4LCU6 ALCE9 4LCW2 A4LCC5 4LCU7 ALCF2 4LCW3 
A4LCC7 4LCU8 ALCF4 4LCW4 A4LCC9 4LCU9 ALCF6 4LCW5 
A4LCD2 4LCV1 ALCF8 4LCV9 A4LCD4 4LCV2 A4LCG1 4Lcw1 
4LCD6 4LCV3 6JJL5 6JJL7 4LCD8 4LCV4 6JJL8 6JJNO 
A4LCE1 4LCV5 ALCE3 4LCV6 
Item 
For Use With No. 
Air Knife Mounting System 
6 to 48 In Air Knives 4LCW6 
2582 GRAINGER. 
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Lithium Bromide 
Absorption Chiller +99 to 1500 6D731, 6D733 


HP Displacement Pressure Torr SAE Flare Voltage AC L WwW UH 
Duoseal® Belt-Drive 


Find even MORE on Grainger.com® 


I, 
WELCH 
by Gardner Denver D U O S EA L ? 
Item Pump 
Application Tonnage No. Capabilities 
100 to500 52025 Handles harsh salt-laden water vapor. 


500 to 1000 52025, 6D731 Withstands accidental ingestion of salt solution. 


Recirculates clean fraction of vacuum pump oil. 


10 to 50 92025 Handles long pumpdown time effectively. 


Cold Storage 50 to 500 52025, 6D731 Handles high water vapor loads. 
50010 1000 6D733 Draws a very deep vacuum. 
Seals and gaskets won't break down in the 
HCFC. CFC or 10 to 50 5Z025 presence of R-11, R-12, R-13, R-22, R-113, 
ear aaniaicnillen 50 to 500 52025, 6D731 R-123, R-114, R-502, R-503 or ammonia. 
500 to 1000 6D733 Handles high water vapor loads. 
Draws a very deep vacuum. 
Ultimate Intake Male Amps Overall Mfr. Item 


Model No. 


9.6 cfm 1 x 10° Ya 115/230 8.4/4.2 20° 12" 15° 1402B-46 52025 
10.6 cfm 1x 10° Ya 115/230 11/5.5 20" 14%" 15%" 1376B-46 6D731 
17.7 cfm 1x104 = 1% (F)NPT 115/230 13.4/6/7 26" 1354" 18%" 1397B-46 6D733 


EXIF 


Static Eliminating Air Gun, Air 
Cannon, and Power Supplies 


= Pressure range: 5 to 120 psi 


Air gun is for manual operations; air cannon 
is mountable for stationary applications. 







Power Supplies—include metal case and 
feature lighted power switch. 

= 50/60 Hz 

= 5mA max. No. 
= Mounting: flange wonUee 


Item No. of Input Item 
Air Consumption” No. Outlets Voltage No. 
Static Eliminating Air Gun Power Supply for Static Eliminating Air Guns/Cannons 
22 scfm 48RD62 2 120/230VAC 48RD63 
Static Eliminating Air Cannon 
15.5 scfm 48RD61 
* Calculated at 80 psi. 
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No. 4LCR3 No. 20CL72 


EXAURT 
Engineered Air Nozzles 


Produce outlet flows 25 times greater than 
the air they consume. 


Item 
Description No. 
Blowoff Kit 
Includes Magnetic Base, Ball Valve, 
Stay Set Hose Air Nozzle 20CL72 —- 
ZINC/ | STAINLESS PEEK 
ALUMINUM, STEEL /|THERMOPLASTIC 
Air Max. Item Item Item 
Consumption* dBA* Inlet Size L No. No. No. 
Clusters 
56 scfm 82 ¥" (F)NPT 2%6 36JP41 — — 
98 scfm 85 Yo" (F)NPT 2/4" 36JP42 — — 
168 scfm 89 1" (F)NPT 2'%6" 36JP43 — — 
Flat, Safety 
10.5 scfm 15 Ye" (F)NPT 1%6" 20CL70 20CL71 — 
99 scfm a Ya" (FYNPT 2Vie 4LCT3 — — 
77 Ya" (FYNPT 2-3/50" — 4LCT4 — 
High Power, Safety 
95 Seti ¥" (F)NPT 15%" 4LCT5 4LCT6 20CL69 
82 ¥e" (M)NPT 244" 4LCT7 4LCT8 — 
Gosctn 87 Yo" (FYNPT 2" 4LCT9 4LCU1 — 
87 Yo" (M)NPT 24" 4LCU2 4LCU3 _— 
Safety 
58 1/6 x 2" Y" — 15J053 _ 
2.5 scfm 58 Ye" (M)NPT 7" — 15J054 38W843 
58 M4 x 0.5 Y;" — — 38W842 
AO Sct 68 M5 x 0.5 Ye" — 15J055 38W844 
68 Ye" (M)NPT 1 — 15J056 38W845 
ease 75 Va x 3a 7/9" — 15J057 15J059 
15 Ye" (M)NPT 16" — 15J058 38W846 
10SGhm 71 Ye" (F)NPT 15" 4LCR4 4LCR5 6JJN6 
71 Ye" (M)NPT 173" 4LCR6 4LCR7 — 
13 scfm 80 Ye" (M)NPT 1Y5" — 4LCR3 — 
‘Ascii 74 Ya" (FYNPT 13/4" 4LCR8 4LCR9 6JJN5 
74 Y" (M)NPT 298 4LCT1 4LCT2 — 
* Calculated at 80 psi. 
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PNEUMATICS 
Air Amplifiers, Conveyors & Coolers 





EXAMI 


Air Amplifiers and Air Amplifier Kits 


= Pressure range: 
5 to 120 psi 

= Temp. rating: 275°F 
for aluminum; 400°F 
for stainless steel 


Compact, lightweight, and portable amplifiers run on compressed air so electricity is not required. 
Both the vacuum and discharge ends can be ducted, making them excellent for drawing fresh air 
from another location or moving smoke and fumes away. High-efficiency amplifiers feature an 
exact air gap; adjustable amplifiers can be adjusted up to 0.010" at 80 psi. Kits include shim set, 
filter separator, pressure regulator, and filter/regulator mounting hardware. 





ALUMINUM STAINLESS STEEL No. 4NUW9 
Air Output Air Amplifier |Air Amplifier Kit| Air Amplifier \Air Amplifier Kit 
Amplification Volume CFM Inside Item Item Item Item 
CFM @ 80 psi Ratio @ 80 psi Air Inlet Dia. Max. dBA No. No. No. No. 
Adjustable 
8.9 10 267 Ye" NPT 0.45" 78 4LCX7 4LCX8 4LCX9 4LCY1 
12.9 16 618 Ya" NPT 0.84" 81 4LCY2 4LCY3 4LCY4 4NUW8 
215 20 1290 ¥e" NPT 1.64" 82 4NUW9 4NUX1 4NUX2 4NUX3 
35.2 22 2320 Yo" NPT 22 83 15J062 15J063 15J066 15J067 
50 24 3600 Yo" NPT 3.02" 84 15J064 15J065 15J068 15J069 
High-Efficiency 
6.1 12 219 Ye NPT 0.45" 69 4LCX1 4LCX2 — _ 
8.1 18 436 Ya" NPT 0.84" 72 4LCX3 4LCX4 — — 
15.5 22 1023 3" NPT 1.64" 72 4LCX5 4LCX6 — — 
29.2 25 2190 Yo" NPT 3.02" fo 15J060 15J061 — _ 
EXAIF 


Air Conveyors and Air Conveyor Kits 


= Pressure range: 
20 to 250 psi 

= Temp. rating: 275°F 
for aluminum; 400°F 
for stainless steel and 
hardened steel alloy 


Hose Air 

Size Consumption* Vacuum Air Inlet 
Sa" 10.7 scfm -/2in.H20 = Y%' NPT 
T" 14.7 scfm -42 in. H20 Ya" NPT 
1%" 25.9 scfm -42 in. H20 = NPT 
1%" 33 sctm -36.8 In. H20 = -¥%" NPT 
2" 45 sctm -28.5 In. H20 Ye" NPT 

* Calculated at 80 psi. 


Enclosure Coolers 


= Pressure range: 80 to 120 psi 
= Temp. rating: 125°F 


Convert compressed air into cold air to keep enclosure from over- 
heating. Units include thermostat, solenoid valve, filter, and cold air 
distribution kit. Side-mount kits are for use where space is limited 


on the top or sides of enclosure. 


Connect conveyors to common hose or duct to move large 
volumes of material over long distances with a small amount 
of compressed air. Kits include mounting bracket, filter separa- 
tor, pressure regulator, and filter/regulator mounting hardware. 
Pressure regulator makes it easy to control the material flow 
rate. Ideal for bulk material and scrap. 


ALUMINUM STAINLESS STEEL 
Vacuum Vacuum Vacuum Vacuum 
Conveyor | Conveyor Kit | Conveyor | Conveyor Kit 

Item Item Item Item 
No. No. No. No. 
4LCN1 4LCN2 4LCP2 4LCP3 
4LCN3 4LCN4 4LCP4 4LCP5 
4LCN5 4LCN6 4LCP6 4LCP/ 
4LCN7 4LCN8 4LCP8 4LCP9 
4LCN9 4LCP1 4LCR1 4LCR2 
For Use With 
Grainger Item Number 
Side-Mount Lug Kits 
LCK/ 


ALCL1, 4LCL4, 4LCL/ 
ALCK8, 4LCK9 

ALCL2, 4LCL3, 4LCL5, 
4LCL6, 4LCL8, 4LCL9 






Hardened Steel Alloy—Heavy- 
duty conveyors can move more 
material over longer lengths. 
Hardened steel alloy won't wear 
prematurely and can withstand 
abrasive material applications. 





HARDENED STEEL ALLOY 
Vacuum 
Vacuum Conveyor; Conveyor Kit 
Hose Air Item Item 
Size Consumption” Vacuum Air Inlet No. No. 
y4" 26 sctm -144 in. H20 Ya" NPT 6KHL2 6KHL3 
il 35 scfm -105 in. H20 Ya" NPT 6KHL4 6KHL5 
1%" 49 sctm -83 in. H20 Ya" NPT 6KHL6 6KHL/ 
1%" 55 scitm -60 in. H20 Ye NPT 6KHL8 6KHL9 
2 75 sctm -42 in. H20 ¥s' NPT 6KHNO 6KHN1 
Item 
No. 
20CL88 
20CL89 
20CL90 
20CL91 








ALUMINUM STAINLESS STEEL STAINLESS STEEL, ALUMINUM KIT ~ 
NEMA 4 NEMA 4X NEMA 12 : 
CFM@ BtuH@ > Max. Item Max. Item Max. Item 
100 psi 100 psi) dBA Air Inlet No. dBA Air Inlet No. dBA Air Inlet No. 
8 900 67 _¥%'(F)NPT 4LCK8 67 _‘Y'(F)NPT 4LCK9 67 _%'(M)NPT _4LCK7 
15 1000 73 Ya" (F)NPT 4LCL2 73 _‘Ya' (F)NPT 4LCL3 73 Ya" (M)NPT —_4LCL1 No. 4LCL7 
30 2000 80 %4'(F)NPT 4LCLS 80%" (F)NPT 4LCL6 74 __‘'Ya' (M)NPT__4LCL4 ci 
39 2000 82 _%4' (F)NPT 4LCL8 82 —-%' (F)NPT 4LCL9 78 —_-'Y' (M)NPT _ALCL7 
——— ; a 
Cold Gui. mam mmm ° 
SS“. | KAA 
Bi 
i 
Cold G | @ uct Spot Coolers 
0 un | = Pressure range: 80 to 120 psi 
Coolant Systems 7 No. 4LCJ3 = 303 stainless steel 


= Inlet connection: /%" (M)NPT, except 
Mini Cold Guns are %" (M)NPT 


Improve dry machining and prolong 
tool life. Systems include cone and 


Cool compressed air supply to -50°F. 
Cooling kits include muffler, hose, and 





= Pressure range: 80 to 120 psi fan nozzles. Mini Cold guns produce GEnElalOrs. 
= Temp. drop: 50°F at 100 psi at 550 BtuH, Cold guns at 1000 Btu, cim @ Differential BtuH @ Air Item 
: : ; 100 psi Range 100 psi Inlet No. 
= Aluminum/stainless and High-Power guns at 2000 BtuH. Vortex Tubes 
steel body material 8 28° to 129°F 990 Ye"(M)NPT ALCK2 
SINGLE HOSE |! DUAL HOSE 15 28° to 129°F 1000 Ya" (M)NPT 4LCK3 
Air Item Item 25 28° to 129°F 1700 Ya" (M)NPT 4LCK4 
Description Consumption* Max. dBA* No. No. 30 28° to 129°F 2000 Ya" (M)NPT ALCK5 
Mini Cold Gun 8 scfm 76 38W847 38W848 40 28° to 129°F 2800 VY" (M)NPT 4LCK6 
Cold Gun 15 scfm 70 4LCJ1 4LCJ2 Vortex Tube Cooling Kits 
High-Power Cold Gun 30 scfm 82 4LCJ3 4LCJ4 2 to 8 28° to 129°F 135 to 550 Ye" (M)NPT 4LCK1 
* Calculated at 80 psi. 10 to 40 28° to 129°F 650 to 2800 Ya" (M)NPT 4LCJ9 
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Scan. Order. Done. 
Details on page A1. 


PNEUMATICS 
Regenerative Blowers 





Fusi 


Performance ratings shown are rated with motor running at 
60 Hz. If 50 Hz is used, deduct /% from rating. Min. cfm ratings 
are at continuous flow. Relief valves are mandatory for flow 
conditions that are under min. or less. 


Regenerative Blowers 


Industrial-duty, oilless air blowers can be used for 
pressure or vacuum. Flow without pulsation at low 

noise levels and are dynamically balanced to eliminate 
vibration. Equipped with continuous duty TEFC motors, 
aluminum alloy impeller, mounting base, and housing. 
Use as original equipment or for upgraded performance. 
Pneumatic air tube conveying systems, vacuum cleaning 
systems, vacuum lifting, vacuum hold down, vacuum 
transport, bottle filling stations, printing presses, screen 
printing, air cushion tables, drying systems, weld fume 
extraction, textile machinery, dental equipment, waste 
and water fish pond aeration, aquarium aeration, aera- 
tion plating tanks, and air knife systems. For use with air 
and noncombustible, noncorrosive, nonexplosive gases. 


Note: A vacuum or pressure relief valve (sold separately) 
is required for proper operation. 


Conversions: to psi = 
water x 0.074). 


(in. of water x 0.036); to in. Hg = (in. of 


High-Pressure Turbo Blowers—Cast-aluminum 
blower housings and enclosed impellers provide 
higher pressure capabilities than centrifugal 
blowers. 


Rebuild Kits—Contain all the essential parts 
needed for routine maintenance: silencer assembly, 
bearing shims, bearings, and shaft seal. 





REQUIRED RELIEF REQUIRED RELIEF 


Max. VALVE FOR PRESSURE VALVE FOR VACUUM 

Max. Flow Max. Full Load Mfr. Item Mfr. Item Mfr. Item 

HP Pressure _ Rate Vacuum Voltaget Amps Inlet Size _—_ Outlet Size Model No. Model No. Model No. 
Single- Stage; 1-Phase 

0.11 19.5°WC 19.5CFM 18.7" WC 115/230 1.2/0.6 1%" OD 1%" OD VFCO80P-5T 42749 — _— _— _ 
0.17 27.5'WC 2/7CFM  26'WC 115/230 151.75 1" (F)NPT 1" (F)NPT VFC100P-5T 5JENS — _— — _ 
0.37 34°WC 42CFM — 33°WC 115/230 3.6/1.8 1" (F)NPT 1" (F)NPT VFC200P-5T 42750 — — _— _ 
0.51 50°WC S56CFM  45'WC 115/230 5.0/2.5 1%" (FYNPT — 1%" (F)NPT VFC300P-5T 52187 PV3 52577 — — 

1 80.5°WC 55CFM — 68" WC 115 4.5 1%" (FYNPT = 144" (F)NPT VFD2S 6JD19 PRV-D2 12F693 VRV-D2 12F706 
1.00 54.5"°WC 98CFM 50° WC 115/230 8.6/4.3 1%" (FYNPT = 12" (F)NPT VFC400P-5T 42751 PV4 52578 VV4 52574 
2.2 100°WC 110CFM 96'WC 230 10 1%" (FYNPT = 1%" (F)NPT VFD41S 6JD24 PRV-D41 12F696 VRV-D41  12F709 
20 80"WC 154CFM 70° WC 200-230 11 1%" (FYNPT = 12" (F)NPT VFC508P-2T 5Z650 PV5 52579 VV5 52575 

Single- Stane; 3-Phase 
0.17 26.5'WC 2/7CFM  26'WC 200-230/460 0.53/0.26 1" (F)NPT 1" (F)NPT VFC100A-7W 5JEPO — _ — _ 
0.33 3/'WC 42CFM  34'WC 200-230/460 1.2/0.6 1" (F)NPT 1" (F)NPT VFC200A-/7W 5F242 — — — — 
0.50 50°WC S6CFM 45'WC D/D 0.75 1M" (FYNPT = =1¥%" (F)NPT | VFC300A-5W 5JEP1 PV3 52577 — — 
0.56 50°WC S6CFM  45'WC 200-230/460 1.7/.85 1%" (FYNPT 14%" (F)NPT | VFC300A-7W 52649 PV3 52577 — — 
1.4 58'WC =89CFM 50" WC 230/460 3.8/1.8 1%" (FYNPT 1%" (F)NPT | VFZ401A-7W = 53WC07 PV4 52578 VV4 57574 
1.4 98° WC + 89CFM 50" WC Of0 1.4 1%" (FYNPT 1%" (F)NPT | VFZ401A-5W 53WC08 PV4 52578 VV4 52574 
1.8 100°WC 110CFM 96'WC 230 4.45 1%" (FYNPT = 1%" (F)NPT VFD41-L 22NX88 PRV-D41 12F696 VRV-D41  12F709 
1.8 100°WC 110CFM 96'WC 460 2.20 1%" (FYNPT = 1%" (F)NPT VFD41-H 22NX89 PRV-D41 12F696 VRV-D41  12F709 
2.6 114°WC 110CFM_ 105° WC 230 6.3 1%" (FYNPT = 1%" (F)NPT VFD42-L 22NX90 PV5 52579 VV5 52575 
2.6 114°WC 110CFM 105" WC 460 3.2 1%" (FYNPT = 1%" (F)NPT VFD42-H 22NX91 PV5 52579 VV5 52575 
2./ 80" WC 135CFM 80" WC 230/460 1.8/3.1 1%" (F)NPT 1%" (F)NPT | VFZ501A-7W 53WCO09 PRV-D42 12F697 VRV-D42 12F710 
2./ 80"WC 135CFM 80" WC 575 3.0 1%" (F)NPT 1%" (F)NPT | VFZ501A-5W 53WC10 PRV-D42 12F697 VRV-D42 12F710 
3.6 125'WC 200CFM_ 113" WC 230 9.2 2" (FYNPT 2" (F)NPT VFD6-L 22NX94 PRV-D5 12F698 VRV-D5 = 12F711 
3.6 125'WC 200CFM 113" WC 460 4.65 2" (F)NPT 2" (F)NPT VFD6-H 22NX95 PRV-D5 12F698 VRV-D5 = 12F711 

4 153"WC 150CFM 122" WC 230 9.2 2" (F)NPT 2" (F)NPT VFD5-L 22NX92 PV6 52580 VV6 52576 

4 153"WC 150CFM 122" WC 460 4.65 2" (F)NPT 2" (F)NPT VFD5-H 22NX93 PV6 52580 VV6 52576 

3 134° WC 173CFM 96" WC 230/460 13.2/6.1 2" (F)NPT 2" (F)NPT VFZ601A-7W = 5 3WC11 PV0663 12A246 VV0662 12F714 

5 134° WC 173CFM 96" WC 5ro 4.9 2" (F)NPT 2" (F)NPT VFZ601A-5W 53WC12 PV0663 12A246 VV0662 12F714 
6.7 85° WC 217 CFM 9.7" WC 575 6.5 2" (F)NPT 2" (F)NPT VFZ701A-5W 53WC14 PV/ 52654 V7 52652 
6./ 105°WC 217CFM 98" WC 230/460 17.6/8.1 2" (F)NPT 2" (F)NPT VFZ701A-7W = 5 38WC13 PV7 52654 V7 52652 
10.7 115"°WC 3/79CFM 105" WC o/ 10.1 242" (FYNPT 2%" (F)NPT | VFZ801A-5W 53WC16 PV8 52655 VV8 52653 
10.7 115°WC 3/79CFM 105" WC 230/460 2/.8/12.6 242" (FYNPT 2%" (F)NPT | VFZ801A-7W 53WC15 PV8 52655 VV8 52653 
14.7 100°WC 5/74CFM _ 80° WC 230/460 39.1/18.9 3" (F)NPT 3° (F)NPT VFZ901A-7W = 5 38WC17 PV8 52655 VV8 52653 
14.7 100°WC 5/74CFM 80° WC 575 15.2 3" (F)NPT 3" (F)NPT VFZ901A-5W = 53WC18 PV8 52659 VV8 52653 

Single Stage, 3-Phase, High-Pressure Turbo Blowers 
1.2 11" WC 750 CFM 6.9" WC 230 9.3 4" 4" RD6-L 39UV94 _ VRV305 38UW92 
1.2 11"WC  750CFM_ 6.9" WC 460 4.75 4" 4" RD6-H 39UV93 — —_ 
7.9 4O"WC 1342 CFM 25" WC 208-230/460 18.5/9.2 5 Y2" 4" VFT60-2 1XDW9 — _ 

10 33° WC 2189 CFM 20.5°WC = 208-230/460 24/12 6.30" 5 ¥2" VFT65-2 1XDX1 —_— _ 
15 43"WC  2824CFM 26.9°WC = 208-230/460 36/18 6.30" 6.30" VFT/1-2 1XDX2 _ _— 
25 98'WC 3178 CFM 36" WC 208-230/460 60/30 6.30" 6.30" VFT 72-2 1XDX3 — — 
30 71"WC 3561 CFM 44.4"°WC = 208-230/460 67.6/33.8 6.30" 6.30" VFT 73-2 1XDX4 — _ 

2-Stage, 1-Phase 
1.20 125°WC 56CFM 110°WC 104-127/208-254 = 14.2-12/7.2-6 1M" (FYNPT 14%" (F)NPT | 2VFB30-1.2-5T  38UW85 PRV305 38UW86 _— 
2-Stage, 3-Phase 
1.20) 125°WC S56CFM~ 110" WC 208-275/380-480 3.9-3.68/2.2-2.12 — 1° (F)NPT 1"(F)NPT | 2VFB30-1.2-7W 38UW84 PRV30/ 38UW87 VRV307 38UW93 
3.42 169"WC 106CFM 140"WC 208-275/380-480 10.4-9.4/5.85-5.52 114"(F)NPT 1%" (F)NPT | 2VFB40-3.42-7W 38UW83 PRV40 38UW88 VRV40 38UW94 
6.16 192"WC 159CFM 160"WC 208-275/380-480 16.1-15.7/9.3-9.1 2" (F)NPT 2'(F) NPT | 2VFB50-6.16-7W 38UW82 PRV50 38UW89 VRV50  =38UW95 
7.40 200°WC 222CFM 185" WC 208-275/380-480 26.1-21.1/13.8-12.1 2° (F)NPT 2'(F) NPT | 2VFB60-8.4-7W 38UW81 PRV608 38UW90 VRV608 38UW96 
11.50 265'WC 222CFM 215'WC 208-275/380-480  30-24.4/16-14.1 2" (F)NPT 2'(F) NPT | 2VFB60-11.5-7W 38UW80 PRV6011 38UW91 VRV6011 38UW97 
ltem REQUIRED RELIEF REQUIRED RELIEF 
For Use With No. Max. VALVE FOR PRESSURE VALVE FOR VACUUM 
Rebuild Kits Max. Flow Max. Inlet/ Mfr. Item Mfr. Item Mfr. Item 
5F242, 42750 3DUU8 Description Pressure Rate Vacuum Outlet Size) Model No. Model No. Model No. 
52187, 52649 3DUU9 Separate Drive Blowers, No Motors 
4Z(51, 42/52 3DUV1 HP max. 115°WC + 200CFM 182" WC 2 SD6-1SD  12F719 PV0663 12A246 VV0662 12F714 
47753, 52650 3DUV2 10 HP max. 157°WC 275 CFM ——s142" WC 2% SD7-1SD 12F720 PV0663 12A246 VV0662 12F714 
02188, SJEP4 3DUV3 15 HP max. 145"WC + 380CFM 362" WC 2% SD8-1SD = 12F721 PV0663-8  12F702 VV0663-8  12F715 
92651, SJEPS 3DUV4 20 HP max. 142"WC + 620CFM 590" WC a SD9-1SD = 12F722 PV1268 12F703 VV1268 12F716 
92189, 5JEP6 3DUV5 
5F243, 5JEP/ 3DUV6 


t Voltage range at 50 Hz. 1-phase 110 or 110/120V. 3-phase 190-230/380-460V. 


~~» Inlet Filters with Replaceable Covers LST 


Filters have perforated outer cylinders; inner cylinder is wrapped with fine 0.009" mesh screen. Replaceable filter covers are made of 
%3"-thick, 100% polyester filter media. They provide 80% efficiency to 5 microns and are for use with Fuji, Gast, Rotron, Siemens, and 
Spencer regenerative blowers. 





No. - FILTER AND COVER! COVER ONLY 
5F245 H Dia. Mfr. Item Mfr. Item 
Inlet(in.) (in.) —_(in.) For Use with Blower Nos. Model No. Model No. 
1% (F)NPT 7% 3% VECt O0P-5T VECI OOK-7V VECoO0P-51, ViC200A-7W, VECS00P-5T VFC300A-7W, VFD3S, VFD2S | F-123 52581 C-123 57584 
1 1 -5 ; -/ ; -5 ; 5 “21, 5 fe a 2 
TA(FINPT 8 = 5% aw VECs5OOA-5W, VED41. VFD41S, VFD42. VED42S, VFD4 F-45 82082 | «0-45 82585 
D(F)NPT 145% VFCGOOA-7W, VFC600A-5W, VFC700A-7W, VEC700A-5W. VFD5, VED6, VED5D F-67 52503 | 0-67 52580 
3 (M)NPT 23% 814 VECS00A-7W, VFC8O0A-5W. VFC904A-/7W. VFC904A-5W. VED6D, VFDS, VFD9 F-89  5F244 | C-80 5245 
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PNEUMATICS 
Displacement Blowers 
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Positive Displacement 


Blowers and Vacuum Pumps 


Drop-in replacements for various roots-type 
blowers and vacuum pumps. Used in various 
industrial applications such as pneumatic convey- 
ing, wastewater treatment, surface cleaning, and 
dairy milking. Handle continuous loads. Alloy steel 
timing gears assure nonslip timing. High-strength 
drive shaft provides greater blower durability and 
installation flexibility. High-strength cylinder with 
heat-dissipating fins for reduced noise and vibration. 















High-temperature seals provide leak-free operation No. 2EPP4 No. 2EPP7 
in severe-duty applications. Blowers are available in No. 2EPUS8 
horizontal and vertical configurations. 
Max. Shaft Overall Overall Overall Item 
Inlet Dia. Outlet Dia. Displacement Pressure Max. Vacuum RPM Range CFM Range HP Req. Dia. Width Height Depth No. 
Horizontal Positive Blowers and Vacuum Pumps 
1 (F)NPT 1 (F)NPT 0.017 cu. ft./rev. 12 psi 15.0" Hg 1389 to 5275 22 to /3 0.8 to 5.1 0.625' 10! 7’ 9.25" 2EPN9 
iF 25 le 1.25" (F)NPT 0.045 cu. ft./rev. 15 psi 16.0" Hg 1091to 3600 40 to 138 1.110 11.5 0.750" 11.56 8.8/5: T1250 2EPP8 
2: (F)NP 1.5" (F)NPT 0.069 cu. ft./rev. 15 psi 16.0" Hg 955 to 3600 72 to 218 1.7 to 17./ 0.575" 13.92" 10. aoe 1273/0" 2EPRO 
(F)NPT 2° (F)NPT 0.035 cu. ft./rev. 7 psi 14.0" Hg 1389 to 5275 90 to 168 0.7 to 6.1 0.625" 12 9.25" 2EPP2 
2: (F)NPT 0.060 cu. ft./rev. 12 psi 15.0" Hg 1091 to 3600 9/ to 186 1.6 to 12.3 0.750" 12.44" 8. 375) 1125" 2EPP4 
2.9 (FNP 0.104 cu. ft./rev. 7 psi 14.0" Hg 1091 to 3600 108 to 350 1.1 to 12.4 0.750" 15.06" 8.8/5: hE Sy 2EPP6 
2.5" (F)NPT 2.0. (F)NPT 0.117 cu. ft./rev. 10 psi 16.0" Hg 955 to 3600 132 to 3/6 3.0 to 20 0.875' 16.17" 10.438 12.315) 2EPR1 
2.0. iF NPT 0.140 cu. ft./rev. 15 psi 16.0" Hg 764 to 2850 134 to 359 2.9 to 28.4 1.125" 16.38" 11.94" 15.300" 2EPT2 
3" (F)NPT ca PT 0.170 cu. ft./rev. 7 psi 14.0" Hg 955 to 3600 197 to 5/9 1.6 to 20.3 0.875' 18.67" 10.438" 12.315: 2EPR3 
3° (F)NPT 0.227 cu. ft./rev. 15 psi 16.0" Hg 637 to 2350 152 to 477 3./ to 37.9 Li 18.615" 14./5" 18° 2EPT8 
4" (F)NPT 0.210 cu. ft./rev. 13 psi 16.0" Hg 764 to 2850 209 to 542 4.5 to 36.9 ql 18.38" 11.94" 15.309" 2EPR/ 
4" (F)NPT 4" (F)NPT 0.350 cu. ft./rev. 7 psi 14.0" Hg 764 to 2850 388 to 953 2.6 to 33.1 1.125" 22.301 11.94" 15.370" 2EPR9 
4" (F)NPT 0.367 Cu. ft./rev. 15 psi 16.0" Hg 046 to 2050 2/8 to 682 6 to 53.5 162. 21 AZo 20.688" 22 2EPU5 
©: (F)NPT 2. (F)NPT 0.383 cu. ft./rev. 14 psi 16.0" Hg 637 to 2350 26/ to 815 6.3 to 59./ 1.3/0) 21.860" 14.938" 18" 2EPT4 
6" Elance Mount. Flange Mount _0./18 cu. ft./rev. 7 psi 14.0" Hg 637 to 2350 615 to 1614 41 to 56 13/0 20.00 16.25° 18.11" 2EPT6 
g 6" Flange Mount _0./33 cu. Tt./rev. 10 psi 16.0" Hg 946 to 2050 601 to 1383 12 to /1.2 1.562" 26.625" 19.5" 22. 2EPU1 
8' Flange Mount 8° Flange Mount _1.200 cu. ft./rev. 6 psi 12.0" Hg 946 to 2050 1121 to 2368 6.5 to /0 Tb2 33.020 19.0" 22 2EPU3 
Vertical Positive Blowers and Vacuum Pumps 
T (F)NPT T (F)NPT 0.017 cu. ft./rev. 12 psi 15.0" Hg 1945 to 5275 22 to /3 0.8 to 5.1 0.625" 10" O25: 6.5. 2EPP1 
1.25° (F)NPT 1.25" (F)NPT 0.045 cu. ft./rev. 15 psi 16.0" Hg 1528 to 3600 40 to 138 1110-11.5 0.750" 11.56" 123f f19' 2EPP9 
1.5" (F)NPT iE oa 0.069 cu. ft./rev. 15 psi 16.0" Hg 1337 to 3600 72 to 218 1/10 177 0.875" 13.92" 12.688" G51 0° 2EPR6 
2" (F)NPT 2" (F)NP 0.035 cu. ft./rev. 7 psi 14.0" Hg 1945 to 52/5 50 to 168 0.7 to 6.1 0.625' 12. o.5) 6.0. 2EPP3 
2° (F)NPT 0.060 cu. ft./rev. 12 psi 15.0" Hg 1528 to 3600 9/ to 186 1.6 to 12.3 0.750" 12.44" 230 7.13: 2EPP9 
2.0 (F)NPT 0.104 cu. ft./rev. 7 psi 14.0" Hg 1528 to 3600 108 to 350 1.1 to 12.4 0.750" 15.06" 12.30 (Wes 2EPP7 
2.5" (F)NPT 2.0 (F)NPT 0.117 cu. ft./rev. 10 psi 16.0" Hg 1337 to 3600 132 to 3/6 3.0 to 20 0.875° 16.17" 12.688" 8.3/5" 2EPR2 
2.0. (F)NPT 0.140 cu. ft./rev. 15 psi 16.0" Hg 1070 to 2850 134 to 359 2.9 to 28.4 1,129. 16.38" 16.6 10.375. 2EPT3 
3" (F)NPT 3° (F)NPT 0.170 cu. ft./rev. 7 psi 14.0" Hg 1337 to 3600 197 to 5/9 1.6 to 20.3 0.875° 18.67" 12.688' 8.3/5" 2EPR4 
3° (F)NPT 0.227 cu. ft./rev. 15 psi 16.0" Hg 891 to 2350 152 to 47/ 3./ to 37.9 13/0. 18.615" 20.75" 12 2EPT9 
4" NPT 0.210 cu. ft./rev. 13 psi 16.0" Hg 1070 to 2850 209 to 542 4.5 to 36.9 1.120. 18.38" 16.6" 10.375" 2EPR8 
4" (F)NPT 4" (F)NPT 0.350 cu. ft./rev. 7 psi 14.0" Hg 1070 to 2850 388 to 953 2.0 10'33.1 1,125: 22.38: 16.6" 10.375" 2EPT1 
4" ANT 0.367 cu. ft./rev. 15 psi 16.0" Hg 764 to 2050 2/8 to 682 6 to 53.5 152. 21.129 ZO 19.3/5 2EPU6 
D: (F)NPT D: (F)NPT 0.383 cu. ft./rev. 14 psi 16.0" Hg 891 to 2350 26/ to 815 6.3 to 59./ 1.3/0. 21.865" 20./9. 12.310. 2EPT9 
6" Flange Mount—e,tiange Mount__0./18 cu. ft/rev. 7 psi 14.0" Hg 891 to 2350 615 to 1614 4.1 to 56 1.310" 28.860: 20.75 iy 2EPT7 
g 6" Flange Mount _0. 733 cu. ft./rev. 10 psi 16.0" Hg 764 to 2050 601 to 1383 12 to./1.2 1.062. 26.625 20.0" if. 2EPU2 
8 Flange Mount__8' Flange Mount__ 1.200 cu. ft./rev. 6 psi 12.0" Hg 764 to 2050 1121 to 2368 6.9 to /0 162. 33.625 Zoo We: 2EPU4 
PKG. QTY. 
Container ISO Viscosity Item Item Container NLGI Temp. Pkg. Item 
Size Grade Viscosity @ 40C Viscosity @ 100C No. No. Size Grade Range Dropping Point Base Qty. No. 
Synthetic Lubricants Grease 
1 qt. 220 1110 Got 111 cSt 2EPU/ 2EPU8 14.10z. 2  Upto163°C 475 Degrees F Synthetic Lithium Complex. _10 2EPU9 
ses eas 
No. — 
30J545 
Z SMC. 
Water 
s Separators 
p . 
ZF SMC. = Pressure range: -100 to 1000kPa Include drain cock and water element. 
Vv ac na = Temp. range: 5° to 60°C 
ou FILTER 
Regulators ai le 
g Max. Port Mfr. Item Item 
Port Item Flow Size Model No. No. 
= Pressure range: -100 to -1.3kPa Max. Flow Rate Size No. 500L Vj" AMJ3000-NO2B 30J543 | 36LU36 
= Temp. range: 5° to 60°C 140Lpm Yi NPT 30548 a A AMJ3000-NO3B 30/544 | 36LU36 
; ; 240Lpm 76 30J549 300Lpm Ai AMJ4000-N04B 30J545 | 36LU37 
Include bracket and gauge. 240Lpm # 30J550 500L pm A AMJ5000-NO6B 303546 36LU38 
p ils AMJ5000-N10B 30J547 | 36LU38 


SMC. Vacuum Pads Available on Grainger.com® 
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Scan. Order. Done. 
Details on page A1. 


PNEUMATICS 
Aluminum Tubing & Fittings 





Air-Cooled Aftercoolers SAKG 


= Aluminum bar/plate material Max. Flow NPT Inlet/ Max. 





: : Max. CFM@ _ Outlet Temp. Fan Max. W H D Item 
= Max. pressure: 250 psi Compressor 100 psi* Air(in.) (°F) HP Voltage Amps (in.) (in.) (in.) No. 
= Mounting legs included 20 HP 113 1 350 % 115/230 5.2/26 15.94 12.64 14.72 4UJE4 

: 40 HP 245 1% 350% 115/230 7/35 19.88 16.30 1559 4UJE5 

Remove harmful water, oil, and contaminants 75HP 539 2 350% 115/230 8/4 26.38 21.00 17.75 4UJE6 

from compressed air systems. Compatible with —125HP 785 2 350 1 115/230 12.8/6.4 30.31 23.19 1874 4UJE7 

; 200HP 1569. 2% 350 2 230/460 6.2/3.1 37.00 27.72 22.60 AUJES 

most rotary and piston air compressors. Hollow —20 415-999 "3 3505 930/460 13.26.6 40.94 35.90 24.76 AUJE9 

profile reduces local peak strains, which signif- —500HP 3016 4 350 7% 230/460 19.6/98 42.91 37.44 29.84 4UJF1 

No. 4UJE5 icantly increases cooler service life. Internal 700 HP 4316 4 390 7% 230/460 19.6/9.8 48.82 44.25 30.28 4UJF2 
1000 HP 4800 4 350 10 230/460 26/13 52.76 57.87 33.82 4UJF3 


and external fins optimize cooling POWE!: * Based on 15°F approach with 250°F inlet temp. and less than a 4 psi pressure drop. 


Aluminum Tubing Fittings —Darker 
































Push-to-connect fittings are reusable and create instant 
connections; no need to thread, solder, or glue pipe. 
Note: Additional sizes available 


i ® Fitting 
SI araINgeE COM, For Tubing For Tubing Size Item 
Description 0.D.1 0.D.2 (NPT) Material No. 
Ball Valves 
a 90° Elbow 16.50mm — Yo" Treated Brass/Polyamide 49K672 
No. 4JMJ9 Ball Valve 25.00mm = Yo" Treated Brass/Polyamide 49K673 
No. 4JME5 25.00mm _— Yo" Treated Brass/Polyamide 49K681 
40.00mm _ Yo" Treated Brass/Polyamide 49K682 
Elbows 
25.00mm _— Yo" Treated Brass/Polyamide 49K692 
25.00mm _ ¥4" Treated Brass/Polyamide 49K693 
25.00mm =e = Polyamide 4JMH5 
45° Elbow 40.00mm _ 1 Treated Brass/Polyamide 49K695 
Flexible 40.00mm —_— 1%" Treated Brass/Polyamide 49K696 
40.00mm — 2" __ Treated Brass/Polyamide 49K697 
R bb lr 40.00mm — = Polyamide 4JMF1 
upper rose 16.50mm — Treated Brass/Polyamide 49K683 
7 F — Yo" j 
= Max. working pressure: 232 psi eepen = Z eae ait ee one 
= Temp. range: -4° to 140°F 25.00mm —  %' Treated Brass/Polyamide 49K685 
Enreated /vapter 95.00 — "Treated Brass/Polyamide 49K686 
Black hose has polyamide coupling material, synthetic No. 4JMF3 eels Jee eee 
: ; : Hg 90° Elbow 25.00mm _ 1 Treated Brass/Polyamide 49K687 
braided reinforcement, and can be used with push-to 95 00mm _ ss Polyamide 4JMG8 
connect reusable fittings, sold separately on this page. 40.00mm  — 2" Treated Brass/Polyamide 49K691 
40.00mm — — Polyamide 4JME7 
Fitting Outside Mfr. Item 40.00mm — 1" Treated Ear 49K688 
Size L___Dia. __ For Use With Model No. 40.00mm — 1% Treated Brass/Polyamide 49K689 
"x1" 16" 38mm Sa 1001E25 0001 4JMG6 40.00mm — 1%" Treated Brass/Polyamide 49K690 
Tees 
1%8'x 1%" 3ft. 3° 54mm 40mm aie 1001E40 00 02 4JME5 16.50mm 16.50mm  — Polyamide 4JMK1 
Equal Tee 25.00mm 25.00mm — Polyamide 4JMG9 
40.00mm 40.00mm — Polyamide 4JME8 
Threaded Adapters 
In-Line Reducer 16.50mm _— Ya" Plated Brass 4JMK4 
No. 4JMG2 16.50mm — VY," Plated Brass 4JMK5 
25.00mm — Vp" Plated Brass 4JMH1 
25.00mm _ 3/a" Plated Brass 4JMH2 
Threaded Adapter 25.00mm _— 1" Plated Brass 4JMH3 
Pipe Clip Chamfer Tool Marking Tool 40.00mm — 14%" Brass 20CM57 
No. 4JMG4 No. 4JML5 No. 4JML7 40.00mm —_ 1" Plated Brass 4JMF3 
- = 40.00mm _— 1¥," Plated Brass 4JMF4 
Aluminum Tubing —Darker 40.00mm— 2 Plated Brass 4JMF5 
= Reducers 
Accessories 25.00mm 17.00mm — Treated Aluminum 4JMJ3 
- . oo. In-Line Reducer 40.00mm_ 25.00mm — Treated Aluminum 4JMG2 
Drilling Jig No. 48GF49 contains a drilling jig for 25mm 63.00mm 40.00mm — Treated Aluminun  4JMG3 
and 40mm pipe. Used as a drilling guide for holes for Pipe Fixing Glip Spacer 
the d b P : t 99 Drop Bracket Pipe Fixing Clip Spacer = = = Polyamide 20CM62 
For Tubing Thread Mfr. Item Manifold 40.00mm 40.00mm %' _ Treated Brass/Polyamide 49K680 
Description 0.D. Size Material Color Model No. Brackets 
16.50mm  ¥%' Polyamide Black P29" 4JMKe 2-Port Wall Bracket eg __ rated Brass Ate 
Pipe Clip 25mm Ys" Polyamide Black 6697 a yMu6 3-Port Wall Bracket 29.00mm — yp Brass 20CM61 
ae 25.00mm — = Polyamide 4JMH7 
40mm Ys" Polyamide Black 40 01 4JMG4 Dron Bracket 25.00mm 17.00mm — Polyamide 4JMH8 
Threaded 650mm - 0169 P 40.00mm 17.00mm — Polyamide 4JMF6 
Rod 25mm, .X Brass Brass 0005 4JMK9 40.00mm_25.00mm__ — Polyamide 4JMF7 
Adapter 40mm vs 00 16.50mm — — Polyamide 4JMK3 
vai Jo 220M ass ue SHE wBCFO | ena cap a ar 
6698 No. 4JMH6 ; ; 25.00mm 17.00mm — Polyamide 4JMH9 
25mm — Steel Silver AJML3 bi 
Drill Bit 02 02 simple Reducing Bracket ~49 09mm 25.00mm _— Polyamide 4JMF8 
— j —- 5] . 
ies Steel Silver 02 01 4JML2 Threaded Drop Bracket rae _ a A ohamidle we 
6698 Threaded Simple 25.00mm — yp" Polyamide AJMJ2 
Pipe Cutt 25mm, — Steel Bl 4JML4 p y 
cia’ et eee 03 01 Reducing Bracket 40.00mm — ‘i Polyamide 4JMG1 
Chamf 16.50mm, 6698 U-Channel Fixing Bracket — _— _— Steel 20CM63 
To om, = —~—s~Plastic:«= «Red yg 4NML5 16.50mm = — — Polyamide 4JMK2 
40mm Union Connector 25.00mm = = Polyamide 4JMH4 
Deburring 16.50mm, 6698 40.00mm —- — Polyamide 4JME9 
Tool 25mm,  — Steel Blue gyg2 4dML6 16.50mm —  % Treated Brass/Polyamide 49K667 
CR Union 16.50mm — Ys" Treated Brass/Polyamide 49K669 
Markin ; 6698 Wall Bracket 19.05mm _ Yo" Treated Brass/Polyamide 49K671 
Tool 2omm, Plastic Blue g4'gg AIMLT noadpaeiegl 25.00mm — Yo" Treated Brass/Polyamide —49K668 
Tool Kit and Case, Drilling Jig, 2 Drilling Tools, 6698 = 25.00mm_ — Yo! __ Treated Brass/Polyamide 49K670 
Cutter for rigid pipe, Chamfer tool, Deburring tool, 00 05 48GF48 Colectors 
Set of tightening spanners and Marking tool Colector 25.00mm 25.00mm 2" Treated Brass/Polyamide 49K679 
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International Air Treatment Standards 


mt Water - Pressure ISO 8573.1 Air Quality Classes 
ISO Quality Solid Particle - Maximum Number Dew Point Oil ont : Sf : 
OEE Sills sir 0.1-1 oiler 0.1-5.0 Micron ak °C Ascoli emn Maintaining air quality is so important that 
= 0.0 


-100 -70 cu 
100.000 7000 70 “a0 a o4 the International Standards Organization (ISO) 


10,000 500 -4 -20 1 developed 6 compressed air quality classes, 
= aio ve 3 5 as defined by ISO 8573.1. Testing methodology 
= 50 10 = established at 100°F inlet temperature, 100°F 
ambient temperature, and 100 psig. 





*SPEEOAIRE’ > Hankison’ 


Je) 
Refrigerated Air Dryers sa 
SPEEDAIRE® SERIES 


Nos. 3YA49 and 3YA50 include an illuminated 
On/Off switch, high-efficiency separator, and no 
air loss float drain. Nos. 3YA51 to 3YA53 include 
an illuminated On/Off switch, high-efficiency 
separator and timed electric drain. 


HANKISON® SERIES 


Fully automatic operation ensures maximum | val 
moisture removal. Easily installed units come -~ Leet 
preassembled with quality components for long \t ii 
service life. All units with max. air compres- tl ; 

sor HP over 25 include a coalescing filter and 
auto-drain. Nos. 3YA43 and 3YA44 include high- 
efficiency separators without air loss, Power On 
light, and 6-ft. power cord. Nos. 3YA45 includes 
On/Off switch, Power On light, dew point indica- No. 3YA44 
tor, and 6-ft. power cord. 





No. 3YA51 








OPTIONAL 
MAINTENANCE 
Max. Air KIT 
Compressor Max. Max. Full Load Pipe Overall Overall Overall Item Item 
CFM HP ISO Class* Pressure Inlet Temp. Voltage Amps Phase Size Height Width Depth No. No. 
Speedaire® Series 
10 3 6 250 psi 120°F 115VAC 2.02 1 ¥e" 0.D. 15 13" 13° 3YA49 2DAY6 
15 5 5 250 psi 120°F 115VAC 2.63 1 ¥e" 0.D. 15° 13” el 3YA50 2DAY6 
25 7.5 6 250 psi 120°F 115VAC 6.00 1 3/4" NPT 22" 15° ley 3YA51 2DAY7 
oo 10 6 250 psi 120°F 115VAC 6.00 1 3/4" NPT 22" 1 16° 3YA52 2DAY7 
50 15 6 250 psi 120°F 115VAC 1.25 1 3/4" NPT 22. 20" 20" 3YA53 2DAY7 
(5 20 5 232 psi 120°F 115VAC 5.6 1 il 24" 14" 82" 435Y05 2DAY8 
100 25 5 232 psi 120-5 115VAC 7.0 1 1" 24" 14" 32" 435Y07 2DAY8 
125 30 5 232 psi 120°F 115VAC 12 1 1’ 24" 14" 32° 435Y08 2DAY8 
150 40 5 232 psi 120°F 115VAC 11.20 1 1" NPT 21" 13" 30" 2DAZ5 2DAY8 
40 5 232 psi 120°F 230VAC 5.2 1 1" NPT 24" 14" oD 48YP22 — 
500 50 6 232 psi 120°F A60VAC 2.40 a 1%" NPT 30" 17" 36" 2DAZ6 2DAY9 
50 5 232 psi 120°F 230VAC 7.8 1 2" NPT 30" iz" 37" 48YP23 — 
950 60 6 232 psi 120°F A60VAC 2.60 3 1%" NPT 30" iz’ 36" 2DAZ7 2DAY9 
60 5 232 psi 120°F 230VAC 9.6 1 2" NPT 30" 17’ cya 48YP24 — 
300 75 6 232 psi 120°F A60VAC 3./0 3 1%" NPT 30" 20" 33" 2DAZ8 2DAZ1 
15 5 232 psi 120°F 230VAC 10.7 1 2" NPT Be: 19" 44" 48YP25 — 
400 75 6 232 psi 120°F A60VAC 4.00 3 2" NPT 30" 20" 38" 2DAZ9 2DAZ1 
75 5 232 psi 120°F 230VAC 14.5 1 2" NPT ge 19" 44" 48YP26 — 
500 100 I 232 psi 120°F 460VAC 4.4 g 2" 32" 25 44" 435Y09 — 
Speedaire® Alpha Pure Series with Cooling Fans 
10 3 5 232 psi 122°F 115VAC 6.1 1 Yo" NPT 30" 19" 18" 53RG55 2DAY5 
15 5 5 232 psi 122°F 115VAC 6.1 1 Yo" NPT 30" 19" 18" 53RG56 2DAY5 
25 15 5 232 psi 122°F 115VAC 8.3 1 Yo" NPT 30" 19" 18" 53RG57 2DAY5 
35 10 5 232 psi 122°F 115VAC 8.3 1 34" NPT 30" 19" 18" 53RG58 2DAY5 
50 15 5 232 psi 122°F 115VAC 8.3 1 3/4" NPT 38" 20" 21" 53RG59 2DAY5 
Hankison® Series 
10 3 6 250 psi 120°F 115VAC 2.52 1 ¥e' 0.D. 15 13° eg 3YA43 2DAX5 
15 5 5 250 psi 120°F 115VAC 2.63 1 ¥e' 0.D. 15 ey 13" 3YA44 2DAX5 
290 15 6 250 psi 120°F 115VAC 6.00 1 3/4" NPT 22" 13 16" 3YA45 2DAX6 
35 10 6 250 psi 120°F 115VAC 6.00 1 3/4" NPT 22. 15° 16" 3YA46 2DAX6 
50 15 6 250 psi 120°F 115VAC f.25 1 3/4" NPT 22" 20" 20" 3YA47 2DAX6 
1 20 5 232 psi 120°F 115VAC 5.6 1 1” 24" 14" 32" 435Y06 2DAX5 


* [SO Class dryer capacities established at 100°F inlet temp., 100°F ambient temp., and 100 psig. 
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No. 
53RG55 





* GPEFDAIRE ' No. 29FK71 
Je //// iD 
= Ingersoll Rand 
Refrigerated & ; 
Compressed Air Dryers Refrigerated 
= ISO Class: 5* Cycling Air Dryers No. 2HUEt 
= Max. incoming pressure: 232 psi = ISO Class: 4* 
. aa a Refrigeration compressor turns off during periods of reduced loads to match actual compressed 


f airflow, drawing only the energy required to provide continuous-pressure dew point performance. 
= 6.1 full-load amps Innovative centrifugal separator allows high moisture separation and removal. Unwanted water 


Refrigerated compressed air dryer helps to dry air by passing | ‘from the air is discarded through a timed condensate drain. 
it through a refrigerated heat exchanger. By cooling the air 





Max. Air Max.  FullLoad Pipe Overall Overall Overall Mfr. Item 
that enters the compressor, the dryer allows water vapor to CompressorHP CFM Pressure Amps __ Size Height Width Depth Model No. 
i idi j Max. Inlet Temp. 120°F, Max. Ambient Temp. 113°F° 115VAC, 1 Phase 
condensate and drain out. Providing dry air can help protect 15 75 200psi 13.5 1 NPT 301%" 227%" 163%  D127EC  29FK71 
your pneumatic piping, tools, and equipment. Also features 20 100. 200psi 155  T" ils cm 22172" 165%6e" Di 70E¢ 2OFK72 
idi j 2 20 129 200 psi 13.0 1" NPT 30'%2) —22'%2" 162%" 212 29FK/3 
digital controller and power vavllig low preoodte drop. 40 150 230 psi_ 20 1%" NPT o1 14" le D255NC-A16-1 2HUD8 
Compressor Max. Load Pipe Overall Overall Overall Item Max. Inlet Temp. 120°F, Max. Ambient Temp. 113°F" 460VAC, 3 Phase —_ 
HP __CFM Pressure Amps Size Height Width Depth No. 20 200 ___230 psi 6 Te NPT 98, 28° 30° NVC200__ 2HUD9 
3 10 232 psi 6.1 "NPT 30' 9" 18" 53RG55 60 300 230 psi 10 2 NPT 58 28 30 NVC300 2HUE1 
5 15  232psi__6.1 "NPT 30° 9" 18" 53RG56 15 400 230 psi 12 2 NPT 58° 23° 30" NVC400 2HUE2 
75 25 232 psi 8.8. %"NPT 30° 9" 18" 53RG57 100 600 230 psi 13 3° NPT 62" 42" 40" NVC600 2HUE3 
10 35 232psi 8.3 % NPT 30" 19" 18" 53RG58 700___230 psi 20 3 NPT 62° 42 40" NVC700___—2HUE4 
15 50 232psi_ 8.3 %"NPT 38" 20° 21" 53RG59 150 800 _ 230 psi 20 3" NPT 62’ 42! 40 NVC800 _ 2HUES5 
* 1S0 Class dryer capacities established at 100°F inlet temp., 100°F 1000__220 psi 20 __4 Flange 69 32 f2 NVC1000__ 2HUE6 
ambient temp., and 100 psig. For more information on ISO Classes, see * [SO Class dryer capacities established at 100°F inlet temp., 100°F ambient temp., and 100 psig. For more 
International Air Treatment Standards on page 2587. information on ISO Classes, see International Air Treatment Standards on page 2587. 
£ a) 
(LY Ingersoll Rand 
Heatless Twin Tower 
Regenerative Desiccant Air Dryers 
a = = ISO Class: 2* 
7) 7\ = Max. working pressure: 150 psi 
ve =» Max. inlet temp.: 120°F 
= 115V 
= 5.0 full-load amps 
1-phase units feature advanced microprocessor controllers and include prefil- 
ters and afterfilters to remove oil and contaminates. NEMA 4 enclosure protects 
controller against water and condensation. Easy desiccant change. Switching 
valves direct wet inlet air between the 2 towers to provide a continuous supply 
of dry air. Diagnostic controls show regenerative sequence status. 
Inlet/Outlet H W D Mfr. Item 
CFM NPTF (in.) (in.) (in.) (in.) Model No. 
120 1 63 40% 30 HLA1201HOOAA 2HUC4 
160 1% 66 44% 32 HLA1601HOOAA 2HUC5 
200 1% 66 44% 32 HLA2001HOOAA 2HUC6 
250 1% 67 48% 32 HLA2501HOOAA 2HUC7 
ms 300 2 67 48% 32 HLA3001 HOOAA 2HUC8 
. 400 2 68 92% 36 HLA4001HOOAA 2HUC9 
a = 500 2 83 96% 40 HLA5001 HOOAA 2HUD1 
600 2 83 96% 42 HLA6001 HOOAA 2HUD2 
> 800 3 88 64 51 HLA800 2HUD3 
Ne. 2Huc9 . 1000 3 88 64 1 HLA1000 2HUDA 
. * 180 Class dryer capacities established at 100°F inlet temp., 100°F ambient temp., and 
. ~ 100 psig. For more information on ISO Classes, see International Air Treatment Standards 
on page 2587. 
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Desiccant Air Dryers 
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No. No. 
5Z611 © 2YNL6 
Desiccant Air Dryers * SPEEDAIRE 


Ideal for drying small volumes of air at the 

point of use. Protect branch lines exposed to 
temperatures below freezing. Convenient in-line 
mounting saves space. Premeasured desiccant 
packaged in convenient, easy-to-use bags for 


Multistage Desiccant Dryers—All-in-one 
units also contain activated charcoal to remove 
oil and oil vapors. Suitable for paint spray appli- 
cations including waterborne paints. Dew point 
to -30°F. Nos. 4UDK5 and 2YNL7 are 4-stage 





less waste. dryers. No. 2YNL6 is 5-stage. 
Max. —_Inlet/ REPLACEMENT 
Max. Total Max. Operating Outlet DESICCANT 
ISO SCFM@ Cap. Operating Temp. NPTF 4H W Item Item 
Class* CFM 100 psi (cu. ft.) (psi) (°F) (in.) (in.) (in.) Brand No. Refills No. 
Desiccant Air Dryers, ISO Class 3 
3. OOS 5 2300 ~—s«175 125 % 12 4% Speedaire 5VC89 2 5VD07 
3 10 10 4600 #175 125 % 11% 4% Speedaire 5VC90 2 5VD08 
3. 25 25 11,000 175 125 20 4% Speedaire 5VC91 |4 Bags, 2 Refills 5VD09 
3. 30 30 13,800 175 125 fh 27% 4% Speedaire 5VC92 2 5vD10 
. Desiccant Air Dryers, ISO Class 2 
YHankison’ 2 5 5 ~—«600.~—S«150 125. % 6% 3 Wilkerson 52610 3 52613 
rm ti 7 . 7 2 10 10 4400 150 125 Ye 13% 4% Wilkerson 52611 4 52612 
egenera iwe win ower a 20 29 11,000 150 125 Yo. 21%6 4'%6 Wilkerson 52/69 i] 52770 
Desiccant Filter/Dryers 
. 7 2 30 30 2500 175 125 % 16% 3  Speedaire 2YNL2 1 2YNL3 
Desiccant Air Dryers es pesky 128 Ye 2174 4 Speedie 2YNLA 1 2YNL5 
: ultistage Desiccant Dryers 
= ISO Class: 2 (established at 100°F (6) 1-quart 
; 2 15 15 2,500 125 12 % 11% 14%. ire 4UDK Gita 47 
ambient temp., 100 psig)* ° ee ee gene: = 
1-phase 110V bottle units provide critically dry air ina 2 2 2 5000 20 120) 8% 16% 18% Speedaire 2YNL7 | Containers 364473 
compact package. 2 30 30 12500 250 120 % 27 18% Speedaire 2YNL6 | ())'24 — gyTp5 


* [SO Class dryer capacities established at 100°F ambient temp., 100 psig. For more information on ISO Classes, 


. ® ae 7 , 
Hankison® DHW Series—Wall-mounted units p rovide see International Air Treatment Standards on page 2587. 


protection to air systems exposed to temperatures below 
freezing. Automatic operation and stored adsorptive energy 
result in long desiccant life. Coalescing prefilter and after filter 
are included. Front-mounted control panel. 

= Max. inlet temp.: 120°F 

= Max. ambient temp.: 120°F 


No. 
4HEPS3 


>Hankison: —Darker 





Membrane 
Air Dryers 





= 120/110V Hankison® HMM Series—Units _= ISO Class: 2 to 6* 
OPTIONAL constantly exhaust extracted water = Max. inlet temp.: 150°F 

Max. Inlet/ MAINTENANCE vapor into the ambient surroundings. = Max. ambient temp.: 150°F 

Working Full Outlet DRYERS KITS p 

Pressure Load NPTF H W OD _| Item Item NEMA 7 Hazardous Environments. Parker AD Series—No electricity 
CFM (psi) Amps _(in.) (in.) (in.) (in.) | No. No. Grade 5 high-efficiency oil removal wien ; 
Hankison® DHW Series filter included required; safe for hazardous environ- 
73 150 03 % 30% 17% 6% |2DBA2 2DBA9 preniter included. ments (NEMA 7). Auto drain, water 
13.4 150 03 % 30% 17% 6% | 2DBA3 2DBA9 = ISO Class: 2 to 6* t d Grade BX 
204 150 03 % 30% 17% 6% | 2DBA4 2DBB1 = Max. inlet temp.: 150°F separator, and Grade BX coalescing 
25 150 04 % 30% 24% 8% | 2DBA5 2DBB1 ans filter included. Average membrane 
30.2 150 0.4 % 30% 24% 8% | 2DBA6 2DBB1 = Max. ambient temp.: 150°F life: 15 yr 
35.2 150 06 % 30% 24% 8% |2DBA7 2DBB1 ; ‘ oe 
p21 ee ee SBE? Hankison® SSM Series—Digital = ISO Class: 4 to 6* 





purge control governs a 2-way valve to = Max. inlet temp.: 120°F 
control the venting sweep air, for appli- = Max. ambient temp.: 120°F 
cations where processed air demands = +35°F dew point (at rated flow) 


* For more information on ISO Classes, see International Air Treatment 
Standards on page 2587. 





* dee 
SPEEDAIRE and eT a aia onelaey eee Item 
E i oil removal prefilter included. Re 
placement Auto Drain 
Disposable In-Line ae | 4HEP4 4HEP5, 4HEP6, 4HEP7 _ 4YPRI 
2 . Inlet/ Max. DRYERS KITS & ELEMENTS 
4-Stage Desiccant ( ar a vin eh (in ; (in) eal | oo rule | ira 
= ase In. psi In. In. oae 0. oae QO. 
Filter/ Dryer Hankison® HMM Series Optional Maintenance Kits 
0.34t01.40 —  % 200.11 8 | HMM1-3F 2DBB5 HFM5-12M 2DBB3 
Ideal for paint-spraying applications. 1.280455  — + 200.15 8 | HMM2-3F 2DBB6 HFM5-12M 2DBB3 
é 21810955 — 200 19 8 | HMM3-4F 2DBB7 HFM5-12M 2DBB3 
Removes dust, dirt, water vapor, and 4.09t013.67. — % 200 27 8 | HMM4-4F 2DBB8 HFM5-12M 2DBB3 
oil aerosols that may have bypassed 4610245 — Yj 200 20 11 | HMM5-6F 2DBB9 HFM5-24M 2DBB4 

: : Hankison® SSM Series 
desiccant bead lowers dew point to 0.34t01.40 1 x 200 16 8 | SMM1-3F 2DBC2 — — 
-40°F and removes all water vapor. 1.28 to 4.55 1 vy 200 20 8 SMM2-3F 2DBC3 — — 

2.18t09.55 1 % 200 24 8 | SMM3-4F  2DBC4 = = 
Replace filter when blue beads turn as 409101367 1. % 200 32 8 | SMM4-4F 2DBC5 = = 
pink. Bidirectional flow. 4.6 to 24.5 1 Ys 200 25 11 | SMM5-6F 2DBC6 — — 

‘ i Ae EO : 2.010404 1 7 200 32 +11 | SMM6-cF 2DBC7 = = 
3%" X 1"/6" dia. %" NPT with Parker AD Series Replacement Filter Elements (Pk. 4) 
female inlet and male outlet; can be 1 — VA 150 54 188 | ADOO10-35 4HEP3 4/050-05-BX 4YPN6 

3 vj, 150 9.4 221 | ADO030-35 4HEP4 4/100-12-BX 4YPN8 
attached at either end. 15 cim. 8 ——%4 150 94 275 | ADO080-35 4HEPS 4/100-12-BX AYPN8 
Max. Max. Operating — Pkg. 20 % 150 12.4 28.5 | ADO200-35 4HEP6 4/100-18-BX 4YPP2 
Operating (psi) Temp. (°F) No. aty. 40 % 150 12.4 44.5 | AD0400-35 4HEP7 4/100-18-BX 4YPP2 
129 130 62063 2 * For more information on ISO Classes, see International Air Treatment Standards on page 2587. 
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PNEUMATICS Scan. Order. Done. 
Condensate Separators & Filters Details on page A1. 


Compressed Air System Configurations 


Pre-Filter / Particulate Filter re P| Refrigerated Air Dryer at 


General Purpose Filter 





























SPEEDAIRE 
Mi) 


5 A - Pe nD 7070/7) 
Coalescing Filter / Oil Removal 


Activated Carbon Filter / Odor Removal 








Filter-Regulator-Lu be Compressed Air Filters Compressed Air Filters — |o o} Compressed Air Filters 
Moisture 
Separator 


G—S Tank Option 2 General Purpose Option 4 ferrite] 
2 : ; Compressed Air Filters 
' PI Refrigerated Air Dryer P| Desiccant Dryer Se an 























C7 















































Reciprocating Compressed Air Filters | ° Compressed Air Filters 


Oil Water Separator 





Condensate Separators * SPEEDAIRE 


Feature a centrifugal airflow pattern that helps remove bulk contaminants from the compressed air stream. 
Low pressure drop. Separators equipped with auto drain automatically discharge condensate and dirt. 


Note: For additional sizes, go to Grainger.com® and search by "Condensate Separators”. 







Max. Flow Max. FILTER WALL 
NPT CFM@ _ Pressure Max. H Auto Drain Mfr. Item BRACKET 
Size 100 psi (psi) Temp. (in.) Dia. Stock No. Brand Model No. Item No. 
Ya" 15 23) 1/6 13.2 4 Included Speedaire 4GNL3 4GNL3 30GM64 
yo" 60 230 1/6 13.2 4 Included Speedaire A4GNL4 AGNL4 39GM65 
20 200 150 7.34 3.35 _Included Wilkerson WSA-04-FMO0 52771 — 
¥, 120 230 176 =13.2 48 Included Speedaire 4GNL5 4GNL5 35GM65 
100 200 150 10 4.625 _Included Wilkerson WSA-06-FMO 02614 — 
175 230 176 132 48 Included Speedaire A4GNL6 4GNL6 35GM65 
1 120 200 150 10 4625 _Included Wilkerson WSA-08-FMO 92615 _ 
233 230 1/9. 10.06/35. 5.120 92617 Wilkerson WS0-08-000B 1AGJ4 — 
No. 4GNL4 300 230 176 13.2 =48 Included Speedaire AGNL/ 4GNL7 35GM66 
te 1¥," 750 200 175 16.96 8.22 4ZK14 Speedaire 47113 42113 = 
742 230 1 1/7 _6./50 92617 Wilkerson WS0-0B-000B TAGJ5 _—_ 
700 230 176 22 Woe Included Speedaire 4GNL8 4GNL8 30GM66 
2 750 200 1/9. 16.96" 3.22 4ZK14 Speedaire 47115 4ZL15 _ 
742 230 1/) 17 6.750 52620 Wilkerson WS0-0C-000B 1AGJ6 — 
a 1300 230 176 28.8 10 Included Speedaire A4GNL9 4GNL9 35GM68 
Item 
Description No. 
Accessory 
Float Drain, Replacement for Nos. 4GNL3 to 4GNL9 4GNN2 


* GPEEDAIRE 
zz==aaay ff 


LLL 


Oil and Water Mist Eliminators 


Deliver high quality compressed air and help protect 
systems against slugs of oil and compressor separa- 

tor failure. Models have long life and are suitable for 
harsh operating conditions. Eliminators remove oil-mist, 
water, and particle carryover (1 micron) from piston or 
oil-flooded rotary compressors. Models have a low pres- 
sure drop (0.5 psi/0.03 bar) and a maximum oil aerosol 
content of 0.5 ppm. Eliminators with flow rates up to 
6000 cfm are available on Grainger.com. 


>Hankison’ 
Air/Liquid 
Bypass Valve 


Service components without shut- 
ting down the system; simply push 1 
button to change modes. Push-button 
can be locked in place to make valve 
tamperproof. Inlet and outlet fittings 
are compression type with rubber 











ELEMENT ferrule. Ideal for most brands of refrig- 
Connection Max. Item Item erated dryers, 5 to 15 cfm. Can be 
Size Flow No. No. Wan tak : 
Eliminators Elements used with liquid and gases compatible 
150 cfm 19RU30 19RU40 with nvlon. Buna N. and brass. 
2" Flange 300 cfm T9RU31 TORU41 ylon, Buna N, and brass 
- =a 600 cfm 19RU32 19RU42 Inlet Max. Outlet Mfr. Item 
3" Flange 800 cfm 19RU33 19RU43 Port Temp. Port Model No. 
No. 19RU30 g 1200 cfm 19RU34 19RU44 ¥%'0.D. 120°F %"0.D. 1701-2 52777 
. es * SPEEDAIRE 
High-Pressure Compressed Air Filters —7111// 
= Max. pressure: Rugged filters are constructed of heavy-duty, no-weld, fully anodized aluminum. Include a 
725 psi manual drain. Filters with a max. pressure of 5075 psi are available on Grainger.com®. 
Gen. Oil Activated ELEMENT, ELEMENT, 
Pre-Filter, Purpose, Removal, Carbon, ELEMENT, ELEMENT, Oil Activated 
5 Micron 1Micron 0.01 Micron0.01 Micron Pre-Filter, | Gen. Purpose, Removal, Carbon, 
Item Item Item Item 5 Micron 1 Micron litem 0.01 Micron 0.01 Micron 
Connection Size Max. Flow No. No. No. No. Item No. No. Item No. Item No. 
Filters Element _ 
Ya" NPT 42 cfm 38XT68 38XT34_  38XR64  38XR89 38XR98 38XR74 38XT36 38XR48 
%" NPT 125 cfm 38XT19 | 38X123_38XT51  +38XR57 38XT15 38XR35 38XR91 38XR81 
Ya" NPT 250 cfm 38XR41 _38X1T25  +38XT44_ —«38XR52 38XR97 38XR86 38XR75 38XT75 
1" NPT 350 cfm 38XR84_ 338X104 ~—«38XT74_ ~—«38XR50 38XR82 38XT66 38XT30 38XT43 
500 cfm 38XR99  38XR34_  38XR92 _—«-38XT13 38XT73 38XR77 38XT24 38XT69 
~<a 1%" NPT 940 cfm 38XR53_-38XT62_ ~~~ 38XT38_ — 38XR96 38XT07 38XR66 38XR60 38XT12 
2" NPT 1470 cfm 38XT42 _38XR51_~—«38XT14_~—Ss38XT08 38XR72 38X50 38XR95 38X129 
No. 38XT51 25" NPT 1765 cfm 38XR55 —-38XT64 +  38XR37 38X03 38XT59 38XR62 38XR38 38XR73 
2590 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° PNEUMATICS 
Find the yf. Find Solutions. Find Great Prices. Air Filters & Elements 





an * 
Com pressed Air Filters fia Til ntm Optional Wall WALL BRACKETS FILTER CLAMPS 





; Bracket & Filt It It ) 
= Max. pressure: 290 psi (20.0 bar) eampnctsrines No Non No e2OMSs 
= Max. temp.: 176°F (122°F for activated carbon filters) Wall Brackets & Filter clamps 6 SC MEO 
= Include float drain (except activated carbon filters) B 35GM65 25GM60 
Efficiently remove oil, oil vapor, particulates, water, and other : sonmbe soa 
contaminants. Units feature aluminum body with epoxy powder- E 35GM68 35GM63 
coated finish. Tie Rod filters use a threaded post-mounted a Item 
; Description No. 
element. Zero Clearance filters use a drop-in cartridge and require ‘qegessories 
no vertical clearance. Activated Carbon filters are not intended for  _Differential Pressure Gauge (Compact) 35GN17 
nr Differential Pressure Gauge 202911 
removing carbon dioxide or carbon monoxide. Float Drain AGNN?2 
Gen. Activated ELEMENT, ELEMENT, ELEMENT, 
Pre-Filter, Purpose, Oil Removal, Carbon, | ELEMENT, Gen. Oil Activated Optional 
5 Micron 1 Micron 0.01 Micron 0.01 Micron| Pre-Filter, Purpose, Removal, Carbon, Wall Bracket 
Pipe Max. Item Item Item Item 5 Micron 1Micron 0.01 Micron 0.01 Micron & Filter 
Size Flow No. No. No. No. Item No. Item No. Item No. Item No. Clamp Ref. 
Filters with Gauge - Tie Hod compact Element Bracket/Clamp 
vi" NPT ——12.cim M85 35GM86 35GM87 35GM84 | 35GN09 35GN10 35GN11 35GN12 


24 cfm SSEMO7 30GM98 30GM99 30GM96 30GN13 30GN14 30GN15 30GN16 
¥4" NPT 12 cim 30GM89 30GM90 30GM91 30GM88 30GN09 30GN10 30GN11 30GN12 
: 24 cfm 30GN02 30GN03 30GN04 30GNO01 30GN13 30GN14 30GN15 30GN16 
Yo" NPT 12 cim 30GM93 30GM94 30GM95 30GM92 30GN09 30GN10 30GN11 30GN12 
: 4 ctm 30GN06 30GN07 30GN08 30GN05 30GN13 30GN14 30GN15 30GN16 
Filters with Gauge - Tie Rod Element Brack 
Vs" NPT 15 cfm 4GNW7 4GNW8 4GNW9 4GNW6 4GPD9 4GPE1 4GPE2 4GPD8 
i 30 cfm 30GN2/ 30GN28 30GN29 30GN26 4GPE4 4GPE5 4GPE6 4GPE3 
15 cim 30GN19 30GN20 30GN21 30GN18 4GPD9 4GPE1 4GPE2 4GPD8 
36" NPT 30 cfm 4GNX2 4GNX3 4GNX4 4GNX1 4GPE4 4GPE5 4GPE6 4GPE3 
98 cfm 30GN35 30GN36 30GN37 30GN34 4GPE8 4GPE9 4GPF1 4GPE7 
15 cim 30GN23 30GN24 30GN25 30GN22 4GPD9 4GPE1 4GPE2 4GPD8 
>" NPT 30 cfm 39GN31 30GN32 39GN33 39GN30 4GPE4 4GPE5 4GPE6 4GPE3 
e 98 cim 4GNX6 4GNX7 4GNX8 4GNX5 4GPE8 4GPE9 4GPF1 4GPE7 
86 cfm 30GN39 30GN40 30GN41 30GN38 4GPF3 4GPF4 4GPF5 4GPF2 
88 cfm 4GNY1 4GNY2 4GNY3 4GNX9 4GPF3 4GPF4 4GPF5 4GPF2 
34" NPT 117 cfm 4GNY5 4GNY6 4GNY7 4GNY4 4GPF7 4GPF8 4GPF9 4GPF6 
147 cim 30GN50 30GN51 30GN52 30GN53 4GPG2 4GPG3 4GPG4 4GPG1 
86 cfm 30GN43 30GN44 30GN45 30GN42 4GPF3 4GPF4 4GPF5 4GPF2 
{" NPT 117 cfm 35GN46 39GN47 30GN48 30GN49 4GPF7 4GPF8 4GPF9 4GPF6 
147 cfm 4GNY9 4GNZ1 4GNZ2 4GNY8 4GPG2 4GPG3 4GPG4 4GPG1 
176 cim 30GN54 30GN50 30GN56 30GN5/ 4GPG6 4GPG/ 4GPG8 4GPG5 
176 cfm 4GNZ4 4GNZ5 4GNZ6 4GNZ3 4GPG6 4GPG7 4GPG8 4GPG5 
41/4" NPT 294 cfm 4GNZ8 4GNZ9 4GPA1 4GNZ7 4GPH1 4GPH2 4GPH3 4GPG9 
303 cfm 30GN66 30GN6/ 30GN68 30GN69 4GPH5 4GPH6 4GPH7 4GPH4 
900 cfm 39GN70 30GN71 30GN72 30GN73 4GPH9 4GPJ1 4GPJ2 4GPH8 
176 cim 30GN58 30GN59 30GN60 30GN61 4GPG6 4GPG/ 4GPG8 4GPG5 
115" NPT 294 cim 30GN62 30GN63 30GN64 30GN65 4GPH1 4GPH2 4GPH3 4GPG9 
303 cfm 4GPA3 4GPA4 4GPA5 4GPA2 4GPH5 4GPH6 4GPH/ 4GPH4 
900 cfm 30GN74 30GN75 30GN76 30GN77 4GPH9 4GPJ1 4GPJ2 4GPH8 
5" NPT 900 cim 4GPA/7 4GPA8 4GPA9 4GPA6 4GPH9 4GPJ1 4GPJ2 4GPH8 
712 cfm 4GPC2 4GPC3 4GPC4 4GPC1 4GPJ4 4GPJ5 4GPJ6 AGPJ3 
2% NPT 911 cfm 202887 202888 202889 202886 202899 202901 202902 202898 
3" NPT 1117 cfm 202891 202892 202893 202890 202904 202905 202906 202903 
1350 cfm 202895 202896 202897 202894 202908 202909 202910 202907 
Filters without Gauge - Tie Rod Element Brack 
Ya" NPT 15 cfm 4GNN5 4GNN6 4GNN/ 4GNN4 4GPD9 4GPE1 4GPE2 4GPD8 
Ye NPT 30 cfm 4GNN9 4GNP1 4GNP2 4GNN8 4GPE4 4GPE5 4GPE6 4GPE3 
Yo" NPT 98 cfm 4GNP4 4GNP5 4GNP6 4GNP3 4GPE8 4GPE9 4GPF1 4GPE7 
4" NPT 88 cfm 4GNP8 4GNP9 4GNR1 4GNP7 4GPF3 4GPF4 4GPF5 4GPF2 
i 117 cfm 4GNR3 4GNR4 4GNR5 4GNR2 4GPF7 4GPF8 4GPF9 4GPF6 
1" NPT 147 cfm 4GNR7 4GNR8 4GNR9 4GNR6 4GPG2 4GPG3 4GPG4 4GPG1 
41/4" NPT 176 cfm 4GNT2 4GNT3 4GNT4 4GNT1 4GPG6 4GPG7 4GPG8 4GPG5 
: 294 cfm 4GNT6 4GNI7 4GNT8 4GNT5 4GPH1 4GPH2 4GPH3 4GPG9 
1%" NPT 353 cfm 4GNU1 4GNU2 4GNU3 4GNT9 4GPH5 4GPH6 4GPH7 4GPH4 
5" NPT 900 cfm 4GNU5 4GNU6 4GNU7 4GNU4 4GPH9 4GPJ1 4GPJ2 4GPH8 
712 cfm 4GNU9 4GNV1 4GNV2 4GNU8 4GPJ4 4GPJ5 4GPJ6 4GPJ3 


/Clamp 


No. 35GN32 


/Clamp 


No. 35GK95 


‘wile lem loslecleclecleclecb—b-— |) ingle lela len lelenleslecle ie lecleslecleclesleclesleclesleclesb—b—leeb—b—b—b-| 1b bbb bb 


Filters - Zero Clearance (Compact) Element Bracket/Clamp 
Ya" NPT 10 cfm 30GK49 30GK50 35GK51 39GK52 39GL94 =35GM11_ ~=—- 35GM27 39GM43 A 

¥e' NPT 10 cfm 39GK53 39GK54 39GK55 39GK56 39GL94_ —35GM11_——-35GM27 30GM43 A 

Yo" NPT 10 cfm 39GK57 39GK58 35GK59 35GK60 39GL94  =35GM11_ ~=—-35GM27 39GM43 A 
Filters - Zero Clearance Element Bracket/Clamp 


Vs" NPT 15 cfm 30GK61 30GK62 30GK63 30GK64 39GL95_30GM12 ~~ 30GM28 30GM44 
31 cfm 39GK73 30GK7/4 39GK79 390GK7/6 30GL96 — 35GM13_ ~— 30GM29 30GM45 

15 cfm 39GK69 30GK66 30GK6/ 30GK68 39GL95_—30GM1I2 ~— 30GM28 30GM44 

¥e" NPT 31 cfm 30GK7/7/ 39GK78 390GK79 30GK80 30GL96—35GM13_ — 30GM29 30GM45 
61 cfm 30GK89 30GK86 30GK8/ 30GK88 30GL97— 30GM14_ ~— 30G M30 30GM46 

15 cfm 30GK69 39GK70 30GK7/1 30GK7/2 30GL99_30GM1I2 ~~ 30GM28 30GM44 

Yo" NPT 31 cfm 30GK81 30GK82 30GK83 30GK84 30GL96 — 30GM13 = 30GM29 30GM45 
61 cfm 30GK89 39GK90 30GK91 30GK92 30GL9/— 30GM14 ~— 30G M30 30GM46 

92 cfm 30GK93 30GK94 30GK99 30GK96 30GL98_ — 30GM15 ~— 30GM31 30GM47 

92 cfm 30GK97/ 30GK98 30GK99 30GL01 30GL98_ — 30GM15 ~— 30GM31 30GM4/ 

Y"NPT — 123 cfm 30GL06 30GL0/ 30GL08 30GL09 30GL99_ 30GM16 = 30GM32 30GM48 
194 cim 30GL14 30GL15 30GL16 30GL1/ 30GM01 — 39GM17) — 35GM33 30GM49 

92 cfm 30GL02 390GL03 30GL04 30GL05 30GL98_ — 30GM15 = 30GM31 30GM47 

4" NPT 123 cfm 39GL10 30GL11 30GL12 39GL13 30GL99—35GM16 = 30GM32 30GM48 

154 cfm 390GL18 30GL19 30GL20 30GL21 30GM01 — 35GM17) — 35GM33 30GM49 

185 cfm 39GL22 39GL23 30GL24 39GL25 30GM02 = 35GM18 ~=—— 35GM34 30GM50 

185 cim 30GL26 30GL2/ 30GL28 30GL29 30GM02 = 35GM18 = 35GM34 30GM50 

41/4" NPT —308-cim 30GL34 30GL35 30GL36 30GL37 30GM03 —39GM19 = 35GM35 30GMo1 
3/0 cfm 39GL42 39GL43 30GL44 39GL45 30GM04 = 35GM20 = 35GM36 30GMo2 

926 cfm 39GL50 39GL91 39GL92 39GL93 30GM05 —39GM21_—35GM37 30GMo3 

185 cfm 39GL30 39GL31 39GL32 39GL33 30GM02 = 39GM18 ~— 35GM34 30GM50 

414" NPT —308 cim 39GL38 39GL39 39GL40 30GL41 30GM03 —35GM19 = 35GM35 30GMo1 
3/0 cfm 30GL46 390GL47 30GL48 30GL49 30GM04 = 35GM20 = 35GM36 30GM52 

926 cfm 39GL54 39GL59 39GL56 39GL9/ 30GM05 —39GM21_— 35GM37 39GM953 

926 cfm 39GL98 39GL59 30GL60 30GL61 30GM05)—35GM21_ — 35GM37 30GMo3 

2" NPT 747 cfm 39GL62 39GL63 30GL64 39GL65 30GM06 —-39GM22_— 35GM38 30GMo4 

939 cfm 39GL66 39GL6/ 30GL68 30GL69 30GM0/7 —35GM23_ — 35GM39 30GMoo 

9" NPT —os2.cim 39GL70 390GL/1 39GL/2 39GL73 30GM07 —39GM23_—— 35GM39 30GMoo 
1124 cfm 39GL78 39GL79 30GL80 39GL81 30GM08 = 39GM24_— 35G M40 30GM96 

939 cfm 39GL74 390GL/5 30GL/6 30GL/7/ 30GM0/7 —39GM23_— 35GM39 30GMoo 

3*npy —L124 cim 39GL82 39GL83 30GL84 39GL85 30GM08 = 39GM24_— 35G M40 30GMo6 

1371 cfm 30GL86 39GL87 30GL88 30GL89 30GM09 —39GM25_— 35GM41 30GMo/ 

1668 cfm 39GL90 39GL91 39GL92 39GL93 30GM10 —35GM26 — 35GM42 30GMo8 
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PNEUMATICS Scan. Order. Done. 
Air Filters & Elements Details on page A1. 








Pipe Item 
Size Max. Flow Drain Type No. 
3-Stage Sterile Air Filter Assembly - 99.9999+ % Efficiency @ 0.01 Microns 
Ya" NPT 36 cfm Automatic 4HEU2 
¥e" NPT 36 cfm Automatic 4HEU3 
Yo" NPT 90 cfm Automatic 4HEU4 
Ya" NPT 101 cfm Automatic 4HEU5 
1" NPT 154 cfm Automatic 4HEU6 
1¥2" NPT 223 cfm Automatic 4HEU7 
REPLACEMENT ELEMENTS 
Pipe Item Pkg. Item Pkg. 
Size Max. Flow __ Drain Type No. Qty. No. Qty. 
Pneumatic Coalescing Prefilter - 99.3% Efficiency @ 0.01 Microns w/ Gauge 
Ya" NPT 145 cfm _ Automatic | 4HEP9 1 4YPN7 4 
¥" NPT 145 cfm Automatic | 4HER3 1 4YPN7 4 
%" NPT 145 cfm Automatic | 4HER6 1 4YPN7 4 
%" NPT 316 cfm _ Automatic | 4HER9 1 4YPP1 4 
Ys" NPT 596 cfm _ Automatic | 4HET3 1 4YPP4 4 
1" NPT 877 cfm Automatic | 4HET6 1 4YPP4 4 
1%" NPT 1546 cfm Automatic | 4HET9 1 4YPP7 4 
Pneumatic Coalescing Prefilter - 99.99% Efficiency @ 0.01 Microns 
Ya" NPT 58 cfm Automatic | 4HEP8 1 4YPN8 4 
¥" NPT 58 cfm Automatic | 4HER2 1 4YPN8 4 
%" NPT 58 cfm Automatic | 4HER5 1 4YPN8 4 
%" NPT 145 cfm Automatic | 4HER8 1 AYPP2 4 
Ae cl Ys" NPT 162cfm Automatic | 4HET2 1 4YPP5 4 
—Darker = stage ee pe paeeriery 1" NPT 178 cim Automatic | 4HETS 1 AYPP5 4 
. 1%" NPT 358 cfm _ Automatic | 4HETS8 1 AYPP8 4 
. . . - . REPLACEMENT CARTRIDGES 
Multistage Sterile Air Filter Assemblies Pipe item | tem Pkg. 
Size Max. Flow Drain Type No. No. Qty. 
= Max. pressure: 250 psi Pneumatic Sterile Air Filter - 99.9999+ % Efficiency @ 0.01 Microns 
= Max. temp.: 130°F ¥" NPT 35 cfm Automatic 4HER4 | 4YPN9 3 
; p.: Yo" NPT 35 cfm Automatic 4HER7 4YPN9 3 
= 2 ports Yo" NPT 90 cfm Automatic 4HET1 4YPP3 3 
Complete 3-stage sterile air systems feature integrated prefilter assembly that aval aoe ANCASTER 
: . <2 . ; ae : : cfm Automatic 4HET7 4YPP6 3 
includes high-efficiency coalescing filter for removal of liquid and solid contami- 1%" NPT 923 cfm Automatic 4HEU1 4YPP9 3 
nants, automatic drain, and a color-coded differential pressure measurement to Item 
indicate filter changes. The final-stage sterile air grade filter removes all viable Description For Use With No. 
organisms. Individual components are also available separately. Sterile air filters  —Replacement Auto Drain R015 AHEPO GHEE we SHER 


do not require drains. Auto Drain AHET1 to 4HET9, 4HEU1 to 4HEU? avPRI 


GRAINGER CATALOGS 
Are Digital Too! 


e Choose From Our 
Library of Catalogs 


e Browse, Download 


or Share Pages 


e Add Items to Your i. 
Cart and Checkout agis 
When Ready — 





2592 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 
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Pneumatic Air Filters and Replacement Elements GB ::2201 an 














= Max. pressure: 250 psi all aac rie oa ste : a 
. ° Pipe vera vera tem tem or tem tem 
= Max. temp.: 176°F Size Max.Flow Height —_ Width No. No. Use On| _No. No. 
= 4" NPT drain port General Purpose Filters, 0.1 Micron Legacy Filters N 
= Auto float drain t Yo" NPT 22 cfm 8.86" 2.99" 32NA16 | 32NA21 S3EME/ | 3EMF8 3EMF8 o: 
rrnetia epes water «ee —eeemh 118 ——Ja SASS SVE eo — ae _— 
4" NPT 65 cfm 11.03" 3.86" 
Filter ” edia repels water 1" NPT 135 cfm 12.56" 5.08" 32NA19 | 32NA24 SEMF1 | 32NA22 3EMG2 
and oils to provide extended TA'NPT 235cim 16.11" 5.08" | 32NA20 | 32NA25 SEME2 S2NA2S SEMG3 
i j inimi High-Efficiency Filters, 0.01 Micron 
filter life and minimized Yo" NPT 22 cim 8.86" 2.99" 32NA06 | 32NA11 SEMF4 | 32NA25  3EMG5 
iter elomert mndude fer —/eHet eeu —-00 95 -SAMNE-(-RMRNS —ZENFE SRE — BME 
fa" NPT 65 cfm 11.03" 3.86" 7 
filter element. Include filter 1" NPT 135 cfm 12.56 5.08" 32NA09 | 32NA14 SEMF7 | 32NA13  3EMG8 
element service indicator. TA"NPT 235cfm 16.11" 5.08" 32NA10 | 32NA15 
Compressed 
= H Microfiberglass 
Air Filter : 
Replacement Elements oval Noe 
p Cross Reference Model No. 
Replacement filter Fal Ee Replacement Filters 
eleeteC Pall MDG-1202EC, PCC=1202EC 3P 26-208 4CUUB 
i ‘ a - - - 
housings and effectively oe Pall PCC-350AF 3PP30-143  4CUUB 
remove oil, water, and Additional filter ict BO RRA ApS rai 
. . a - - 
particulate from any elements are available Item Pall PCC-700AF, PCC-1200AF 3PP30-295  ACUV2 
compressed air system. — on Grainger.com®. Cross Reference No. Pall PCS-700AF, PCS-1200AF 3PPS30-295 _ 4CUV3 
General Pneumatics Replacement Filters Pall MDC-1001AF, PCC- 3PP19-098 4CUV4 
Mfr. Item Coalescing 1001AF, PCS-1001AF 
Cross Reference Model No. General Pneumatics GPE 95-60-PF RGPGPE9560S  22F346 Pall MDC-1002AF, PCC- 3PP19-198 4CUV5 
Balston Replacement Filters General Pneumatics RGPGPE95150S 22F347 1002AF, PCS-1002AF 
Coalescing GPE-95-150-PF Pall PCC-1003AF 3PP19-298 4CUV6 
Balston 100-09-BX RB10009S 22F256 General Pneumatics RGPGPE95275S 22F348 Pall MDC-1201AF, PCC-1201AF 3PP26-132 4CUV7 
pasion ee REY aay aed GPE 95-275-PF rex Replacement Filters 
alston 100-09- General Pneumatics sorbing Grade 
Balston 100-12-BX RB100128 —22F259__ GPE 95-400-PF HP anE Onno? «Sender Zeks E1000A RZA1000 _22F374 
alston 100-12- General Pneumatics oalescing 
Balston 100-12-DX RB10012U _22F261 + GPE 95-600-PF RGPGPE9S6005 22-350 — -7erKs HE00 RZH600__22F367 
Balston 100-18-BX RB10018S 22F262 Hankison Replacement Filters Zeks FF0250 RZFF0250 22F368 
Balston 100-18-CX RB10018T 22F263 Microfiberglass Zeks L140 RZL140 22F369 
Balston 100-18-DX RB10018U 22F264 Hankinson 0713-2 6CM10-025 4GEL6 Zeks L400 RZL400 22F370 
Balston 100-25-BX RB10025S 22F265 Hankinson 0713-3 6CM10-050 4GEL7 Zeks E1000G RZG1000 22F372 
Balston 100-25-CX RB10025T 22F266 Hankinson 0713-4 6CM15-060 4GEL8 Zeks E1000H RZH1000 22F373 
Balston 100-25-DX RB10025U 22F267 Hankinson 0713-5 6CM15-095 4GEL9 Particulate 
Balston 050-05-BQ RBO505S| 22F296 Hankinson 0713-6 6CM15-185  4GEM1 Zeks P275 RZP275 22F363 
Balston 050-05-CQ RBO505T| 22F297 Hankinson E5-20 6CH10-060 4GER8 Zeks P330 RZP330 22F364 
Balston 050-05-DQ RBO505Ul 22F298 Hankison E5-24 6CH16-066 4GER9 Zeks P6/0 RZP670 22F365 
Balston 050-11-BQ RB0511S| 22F299 Hankinson E5-28 6CH16-108 4GET1 Zeks E1000P RZP1000 22F366 
Balston 050-11-CQ RB0511T! 22F301 Hankinson E-32 6CH19-131 4GET2 Donaldson Replacement Filters 
Balston 050-11-DQ RB0511Ul 22F302 Hankinson E5-36 6CH19-176 4GET3 Cellulose 
Balston 100-12-BQ RB10125! 22F303 Headline Replacement Filters Donaldson V-PE 3/1 3PJ10-030 4CUY2 
Balston 100-12-CQ RB1012T| 22F304 Microfiberglass Donaldson V-PE 3/1,5 3PJ13-030 4CUY3 
Binks Replacement Filters Headline 25-64-50C 6H10-025 4GEX7 Donaldson V-PE 4/1,5 3PJ13-044 4CUY4 
Coalescing Headline 25-64-/0C 10H10-025 4GEX9 Donaldson V-PE 4/2,5 3PJ15-040 4CUY5 
Binks 86-617 RB86617 22F328 Headline 38-152-50C 6H15-060 4GEY2 Donaldson PE 05/25, V-PE 5/2,5 3PJN15-050 4CUY6 
Binks 86-952 RB86952 22F329 Henderson Replacement Filters Microfiberglass 
Binks 86-972 RB86972 22F330 Microfiberglass Donaldson MF 5/25, MF 5/2,5 6IJN15-050 4CVJ6 
Binks 86-982 RB86982 22F331 Henderson 8D20 6CN10-028 4GEZ7 — 6IJN15-070 ACV J7 
Particulate Henderson 8D28 6CN10-038 4GEZ8 Donaldson MF 07/30 6IJN25-070 ACVJ8 
Binks 86-1006 RB861006 22F325 Henderson 16D33 6CU19-050 4GEZ9 Donaldson MF 10/30 6IJN25-100 4CVJ9 
Binks 86-1017 RB861017 22F326 Henderson 16D100 6CU19-130 4GFA2 Donaldson MF 15/30 6IGN25-150 — 4CVK1 
Binks 86-1018 RB861018 22F327 Henderson 16D150 6CU19-187 4GFA3 Donaldson MF 20/30 6IGN25-200  4CVK2 


% SPEFEDAIRE ' 
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Oil Removal (Coalescing) Filters 


= Filters to 0.01 microns = Max. temp.: 125°F 

= Service life indicator is (polycarbonate bowl); 
standard (except miniatures) 150°F (metal bowl) 

= Max. pressure: 150 psi = Modular connector allows 


Note: Polycarbonate bowls are not recommended 
for use in atmospheres containing chemicals such 
as acetone, benzene, carbon tetrachloride, ethylene 
dichloride, gasoline, toluene, and/or air compressor 
systems using synthetic fire-resistant lubricants. 


For maximum life, use in 
conjunction with a general 
purpose air line filter equipped 
with a 5-micron element. 





(polycarbonate bowl); easy removal and replacement tie a _ 
i or Use UN icrons 0. 
250 psi (metal bow!) METAL WITH Replacement Oil Removal 
POLY POLY WITH GUARD| SIGHT GLASS _Coalescing Filter Elements 
Pipe Max. Overall Overall Item Item Item Miniature 0.01  42K21 
Description Size Flow* Height —_— Width No. No. No. Compact 0.01 42K70 
Miniat NPT 6cim 4.25" 1.63" 4ZL16 = = Intermediate 0.01  4ZK56 
imarre Vi NPT 6.5 cim 4.25" 1.63" A4ZL17 = = Standard 0.01  4ZK46 
YTNPT 10.5cfim 7.93" 1.97" = 47124 47123 Standard (High Flow) 0.01  42ZK47 
Compact %' NPT 10.5cim 7.93" 1.97" — AZL26 AZL25 Heavy-Duty nt to 1’) 0.01 _42K62 
Ye NPT  20cim_ BST" 2.68" = 47132 47131 Heavy-Duty (1/2 to2) (0.01  4ZK15 
Intermediate ¥ "NPT 20cim 8.57" 2.68" — 47134 47133 General Purpose and Oil Removal 
YNPT 20cim 851" 2.68" — 427136 427135 Filter Mounting Brackets 
Standard Y NPT 20cm 9.31" 3.15" = 47.44 42143 Miniature — ~~ 4ZK71 
ye ta 35cim 9.31" 319 = 47L46 aZLAS Compact = aZK29 
"NPT 60cim 11.40" 45" = — 4715 ntermediate = 
Standard (High Flow) ¥ NPT 60 cfm 1140" 3.45" = 47155 A7L54 Standard ——~A7KA2 
Ye NPT 90cim 13.24" 4.75" — — 47118 Heavy-Duty —~47K72 No. 4ZL43 
Heavy-Dut NPT 125 cfm 13.24" 4/9. — — 4ZL19 Automatic Filter Drains 
Meee TY'NPT 250cim 18.86" 8.22" = = 42120 Miniature —~42K17 
O"NPT 300cim 18.86" 8.22" = = 47121 Compact —~ 4ZK18 
Heavy-Duty with Auto-Drain 2"NPT 600cfm 26.71" 8.22" = — 47122 Intermediate —~~4ZK19 
* efm measured at 100 psig with a saturated element (3 to 5 psig drop). Standard and Heavy-Duty — _42K14 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2993 
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Filters, Regulators & Lubricators Details on page A1. 
General Purpose Filters “sear 
j j oe Pipe Max. Overall Overall Item 
= Filter to 5 microns Description Size Flow* Height Width No. 
= Max. pressure: 150 psi (polycarbonate bowl), 250 psi (metal bowl) Polycarbonate 
= Max. temp.: 125°F (polycarbonate bowl), 175°F (metal bowl) Miniature Peppy — sy le Bs 
= Modular connector allows easy removal and swap out Polycarbonate with Guard 
Note: Polycarbonate bowls are not recommended for use in atmospheres containing Compact a Net 2 cm aoe ee qe 
chemicals such as acetone, benzene, carbon tetrachloride, ethylene dichloride, gasoline, Ya"NPT Socim 7.15 2.68 42138 
toluene, and/or air compressor systems using synthetic fire-resistant lubricants. Intermediate _% NPT 65cfm 7.15 268 4ZL40 
Yo NPT /Ocim 7.15 268 42ZL42 
For Use with Item Ys NPT 112cim 7.95 3.15 4AZL48 
For Use On Microns Stock Number No. Standard Yo,NPT 140 ctm 7.95° 3.15 42ZL50 
Replacement General-Purpose Filter Elements Ya NPT 140cim 7.95) 3.15 4ZL52 
Miniature 2 (standard) 4ZL07, 4ZL08 4ZK65 Metal with Sight Gauge 
Compact 2 {stanvarc 47L27/-4ZL30 4ZK69 Compact Ya NPT Sdocim 6.58 1.95° 42ZL27 
P 40 (optional) 47K82-4ZK85 4ZK68 p Ye NPT 55cim 6.58" 1.95" 42129 
Intermediate 9 (standard) 47L37/-4ZL42, 4ZK86-42K91 4ZK54 Ya NPT Sdocim 7.15 2.68 42137 
Intermediate 40 (optional) 47K86-4ZK93 4ZK55 Intermediate ¥e'NPIT  6ocim 7.15" 2.68" ~—_—4ZL39 
Standard 9 (standard) 47L47/-42L52, 4ZK94-47L02 4ZK44 Yo NPT /Ocim 7.15 268 42ZL41 
Standard 40 (optional) 47L47-47L52, 4ZK94-4ZL02 4ZK45 Ye" NPT 112cfm 7.95° 3.15' 4ZL47 
Heavy Duty 9 (standard) A47L09-4ZL11, 4ZK/8, 4ZK7/9 4ZK60 Standard Yo, NPT 140cfm 7.95° 315° 4ZL49 
40 (optional) 47L09, 42110, 4ZL11 4ZK61 ¥"NPT 140 cfm 7.95° 3.15" 4ZL51 
Heavy Duty 9 (standard) A7L12, 47114 4ZK66 Ya NPT 325cfim 11.88 4.75° 4ZLO09 
40 (optional) A7L12, 47114 4ZK6/ Heavy-Duty T"NPT 425cfim 11.88" 4.75" 4ZL10 
Item W 1%" NPT 425ctm 11.88" 4.75° 42111 
For Use With Includes No. r 5 ' 1¥2" NPT 1400 cfm 16.96" 8.22" 472112 
No. 4ZL30 Air Filter Bow! Replacement Kits eavy-Duty with 9 " 0 
Speedaire Miniature Filters Bowl and O-Ring TAKG5 _Automatic Drain @ NPT 1400cfm 16.96" 8.22" — 42L14 
Speedaire Standard Filters Bowl, Bowl Guard, and O-Ring 1AKG7 * cfm based on 90 psig inlet and 5 psig pressure drop. 
* SPEEDAIRE 
ee 8 ///// 


General Purpose Regulators 


= Max. temp. 150°F on miniature and compact units, 175°F 
on intermediate, standard, and heavy-duty regulators 
= Modular connector allows easy removal and swap out Item 























Feature 2 full-flow gauge ports. T-handle adjustment is optional. Panel Mount Mego No. 
Manifold regulators provide multiple pressures from a common inlet. — Miniature Regulator and fitler/regulator 4ZK13 
; Compact Regulator 4ZK32 
WARNING: Do not connect regulator to bottled gas. Intermediate Regulator _ 47K58 
Max. Max. Inlet Overall Overall Item Standard Regulator and fitler/ 47K49 
Description Size Port Flow* Pressure Adjustment Range Height Width No. regulatorRegulator 
Miniature (compressor) 4" Ye" NPT {2 cfm 300 psi 5 to 150 psi 2.25" 1.65" 47M13 Mounting Brackets 
Miniat i 1" NPT 14 cfm 300 psi 5 to 125 psi 9.97" 1.63" 4ZM07 Miniature Regulator and fitler/regulator 4ZK12 
manale A Ye" NPT 15 cfm 300 psi 5 to 125 psi 2.91" 1.63" AZMO8 FOE ane sbi 
- Ver Ye" NPT 15 cfm 400 psi 9 to 125 psi 2.86" 1.48" 4ZM05 
Miniature (brass body) A vA NPT qe cin 400 a Bio 135 a 9 36" 43" 47M06 Standard Regulator and fitler/regulator 4ZK50 
i ¥" NPT 80 cfm 300 psi 5 to 150 psi 419" 1.97" 4ZM14 Heavy Duty Regulator _ 4ZK63 
Compact Ye" NPT 80 cfm 300 psi 5 to 150 psi 4.19" 1.97" 47M15 T-Handle Conversion Kits 
A Ye" NPT 70 cfm 300 psi Non-Adjustable, 30 psi 4.07" 1.97" 1WH33 Compact Regulator AZK22 
Genmach tment VA Ye" NPT 90 cfm 300 psi 5 to 150 psi 419" 1.97" 47M16 Intermediate Regulator 4ZK951 
pact { ) ye Ve NPT 140 cfm 300 psi 5 to 150 psi 419" 1.97" AZMI17 Standard Regulator 4ZK33 
V' Ys" NPT 144 cfm 300 psi 5 to 150 psi 5.34" 2.68" 47M18 Heavy Duty Regulator 4ZK64 
Intermediate x Ya" NPT 208 cfm 300 psi 5 to 150 psi 5.34" 2.68' 4ZM19 Tamper-Resistant Covers 
Ai Ys" NPT 220 cfm 300 psi 5 to 150 psi 534" 2.68" 4ZMi20 Compact Regulator oZL32 
x Ys" NPT 220 cfm 300 psi 5 to 150 psi 6.67" 3.15" 4ZMi21 Intermediate Regulator 0ZL33 
Standard VA Ys" NPT 220 cfm 300 psi 5 to 150 psi 6.67" 3.15" 4ZM22 Standard Regulator oZL34 
yy" Yq" NPT 220 cim 300 psi 9 to 150 psi 6.67" my 4ZM23 Connec. Item 
Sq" Ya" NPT 450 cfm 300 psi 9 to 125 psi 7.09" 4.20. 4ZM09 Size Dial Size No. 
Heavy-Duty 1" Yq" NPT 450 cim 300 psi 9 to 125 psi 7.09" 4.25" 4ZM10 Pressure Gauges 
y Aye Ya: NPT 450 cfm 300 psi 9 to 125 psi 1.09" 425 4ZM11 Ye NPT 1" 4FLZ8 
2" Ya" NPT 2000 cfm 450 psi 9 to 150 psi 9/1" 5.98" 4ZM12 Ya" NPT 2 4FMC7 
* cfm flow measured with 150 psig inlet adjusted to set pressure of 90 psig (while increasing flow) and a 15 psig drop. 
Pipe Max. Max. Adjustment Overall Overall Item 
Description Size Flow* Temp. Range Height Width No. 
Polycarbonate Bowls with Guard 
Compact Ya" NPT 80 cim 120° F 9 to 150 psi 8./2. 1.97 4ZK83 
P ¥e" NPT 80 cim 129°F 9 to 150 psi 8./2. 1.97 4ZK85 
Ya" NPT 80 cim 120° Fr 9 to 150 psi 9.95" 2.68" 4ZK87 
Intermediate Ye" NPT 120 cfm 120° F 9 to 150 psi 9.95" 2.68" 4ZK89 
No. Yo" NPT 120 cfm 120°F 9 to 150 psi 9.95" 2.68" 4ZK91 
4ZK76 a Intermediate w/Gauge Ya" NPT 80 cim 129°F 9 to 150 psi 9.95" 2.68" 4ZK92 
and Bracket Ye NPT 120 cfm 120°F 9 to 150 psi 9.95" 2.68" 4ZK93 
Polycarbonate Bowls w/Nonrising Knob Bowl Adjust 
Miniature Ye" NPT 13 cfm 120°F 9 to 125 psi 6.57" 15a" 4ZK7/4 
Ya" NPT 14 cfm 20°F 9 tO ie psi ae ae ani 
ss Miniature w/Brass Body Ya" NPT 12 cfm 120°F 9 to 125 psi ot: 43" 4ZK77 
* GPEEDAIRE Miniature w/Gauge and Bracket" NPT 14 cfm 125°F 5 to 125 psi 6.57" 1.63" 4ZK76 
Ere rolycatiouats Beets Ye" NPT Act 20°F 100 6 1.63 ZK80 
tn . Ye cfm le 9 to psi va 63" 4 
General Purpose MINLOI Removal GOaleseNO): VENT 4 cfm {25°F 5 to 100 psi 6.57". 1.63" 4281 
All-in-One Filter/Regulator ==: — 
tandar Vo cim oO” 9 to 190 psi 93. Ay 
-In- ne | er egu a or Ya NPT 212 cim T20°F 9 to 1 psi Hee ah Hatt 
— : ne Yo" NPT 212 cim 120-F 9 to 190 psi 93. 2 4 
= 40-micron filter elements (Mini are Standard w/Gauge and Bracket NPT 19 cim {05°F 5 t0 150 psi 1199 45" 47002 
0.01 and Miniature are 5 micron) Metal Bowls with Sight Glass ea a 7) pais i - _ ai —_ 
; - 4 909 cim ew 9 to psi 9.04" 48" 
a Polycarbonate bowl: 150 max. DSI; Heavy-Duty (Yoke-Mount) 1" NPT 509 cfm 175°F 5 to 125 psi 15.04" 7 AS" 4ZK79 
metal bowl: 250 max. psi Metal Bowls with Sight Glass — - —_ - 7 - Tie 
Ya cfm 90° 9 to 150 psi 7 Of 4 
= Modular connector allows easy Compact FT NPT 80 cfm 150°F 5to 150 psi 8.72 1.97" 42K84 
removal and swap out Ya" NPT 80 cfm lio 9 to 150 psi 9.95" 2.68" 4ZK86 
; Intermediate Ye NPT 120 cfm 1/o"r 9 to 150 psi 9.95" 2.68" 4ZK88 
Note: Polycarbonate bowls are not recommended for use in i" NPT 120 cfm 175°F 5 to 150 psi 9.95 9 63" 47K90 
atmospheres containing chemicals such as acetone, benzene, Metal Bowls 4 
carbon tetrachloride, ethylene dichloride, gasoline, toluene, and/ 7 NPT 163 cfm 17°F 9 to 190 ps! 11.93" 3.19) 4ZK94 
or air compressor a aaie using Pas lubricants. Standard ie Not ee cm poeee 24e 13 BS it a a we 
WARNING: Do not connect to bottled gas. * cfm flow measured with 150 psig inlet adjusted to a set pressure of 90 psig (while increasing flow) and a 15 psig drop. 
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Find the wy. Find Solutions. Find Great Prices. Filters, Regulators & Lubricators 
= = ° MICROMIST MIST 
In-Line Lubricators * SPEEDAIRE pie Max em em 
Bow! Material Size Flow* H W No. No. 
= Polycarbonate bowl: 150 max. Micromist—Provides lubrica- Compact Series 
psi; 125°F max. temp ; , ; Polycarbonate “4 NPT SOcfm_ 7.46" 1.98 | 42169 4ZL65 
cal Gade ie tion for multiple pneumatic tools/ with Zinc Guard 34" NPT 80 cfm 7.46" 1.98 | azL71 | 47167 
2 : ‘ ; j j j . Ya;NPT 50cfm 7.46 1.98} 4ZL68 4ZL64 
175°F max. temp ee tae be ene sare acim 7 a6 T SBT AZLTOTAZLB 
: , : Heavy Duty Series 
= Modular connector allows easy = Up to 50-ft. pipe runs 7 oe %' NPT 160 cfm 12.43" 4.5 | 42L58 | 4ZL59 
| — or Mist—Ideal lubrication for a rare ea NPT 275 cfm 12.43" 4.5 | 4262 | 42163 
uolica tole Mallia a constaneot oa single tool/device. Includes a menmediate Serieynpt 60. cim 8-15" 2.68 47L78 [4772 
; A cfm__ 8. ; 
density over a wide range of flow. An integral green 360° sight/feed dome. Aluminum 3%" NPT 75 cm 815" 2.68 | 4ZL80 AZL74 
flow sensor provides proportional control. Y'NPT 95cfim 815" 2.68) 42182 42ZL76 
= 15- to 20-ft. pipe runs Polycarbonate A, NPT 60 cfm 8.15" 2.68 | 4ZL79 47L73 
Note: Polycarbonate bowls are not recommended in Steel Gaal ¥ NPT 75cim 8.15" 2.68) 4ZL81 42L75 
for use in atmospheres containing chemicals such iaiatare Sai YoNPT 95cfm_ 8.15" 2.68 | 42ZL83 AZL77 
as acetone, benzene, carbon tetrachloride, ethylene Hane — 
dichloride, gasoline, toluene, and/or air compressor Polycarbonate ee ‘bY 15 cm 2a re tte — 
systems using synthetic fire-resistant lubricants. Standard Series 
Item Ye NPI 114cfm 8.81 3.15 | 4ZL90 4ZL84 
For Use With Includes No. Aluminum Yo, NPT 154ctm_ 8.81" 3.15 | 4ZL92 4ZL86 No. 4ZL92 
Polycarbonate Air Lubricator Bowl Replacement Kits Ya"NPT 142 cfm 8.81" 3.15 | 4ZL94 4ZL88 
Speedaire Miniature Lubricators Bowl and O-Ring 1AKJ2 Dohearponate Ye NPT 114cfm 8.81" 3.15 | 42ZL91 4ZL85 
Speedaire Compact Lubricators Bowl, Bowl Guard, and O-Ring 1AKG8 wit sical Guard Yo"NPT 154 cfm 8.81" 3.15 | 4ZL93 42187 
Speedaire Standard Lubricators Bowl, Bowl Guard, and O-Ring 1AKJ1 ¥Y NPT 142 cim 8.81" 3.15) 42ZL95 4ZL89 


* cfm based on 90 psig inlet and 5 psig pressure drop. 


POLYCARBONATE METAL WITH 


POLYCARBONATE WITH GUARD SIGHT GLASS 
Pipe Max. Overall Overall Max. Item Max. Item Max. Item 
Description Size Flow Height Width Temp. _No. Temp. No. Temp. No. 
2-Piece Filter/Regulator MicroMist Lubricator* 
Miniature Yq" NPT 10 cfm 6.94" 3.00 125°F 4ZM04 = — — — 
Compact Ya" NPT 21 cfm 8./2. 422° — —_ 125°F  —7D683 | 150°F 7D684 
p ¥e' NPT 21 cfm O.f2. 422° — —_— 125°F = 7D685_ == 150°F ~=— 7D686 
Yq" NPT 60 cfm 9.99" O.91 — _— 125°F —7D699 = 17o°F_ ~— 7D 7/00 
Intermediate Ye: NPT 60 ctm 9.99" Og = _ 125°F —_—-7D/01 175°F «7D 702 
Yo" NPT 60 cfm 9.99" 0.91 = _ 125°F == 7D703— ss 17o°F ~— 7D 704 
Ye: NPT 114 cfm 11,93" 6.84" — —_ 125°F = 7D723)———175°F ~—s 7D 724 
Standard Yo" NPT 192 cfm 11.93: 6.84" = _— 125°F = 7D725 | =1/5°F ~—7D726 


4" NPT 186 cfm 11.93" 6.84" 
2-Piece Filter Regulator Mist Lubricator* 
Ya" NP 


125°F —7D727 | 1/75°F ~— 7D 728 





51 cfm 8.72" 4.20" — — 125°F 7D687 | 150°F  7D688 
Compact SE NPT8T clm Wed 4.29" = = {25°F 70689 | 150°F 7D690 No. 7D736 
YeNPT 60 cfm 9.95" 5.91" — — 125°F 7D705 | 175°F  7D706 No. 4ZM04 
Intermediate ¥%' NPT 60 cfm 9.95" 5 Of" = — {25°F  7D707 | 175°F  7D708 
oe oe 
¥ NPT 118 cfm 93" 84" = — 5°F ~— 7D7 75°F  7D7 ° 
Standard Y'NPT 192cim 11.93" 6.84" — — 125°F  7D731 | 175°F  7D732 SPEEDAIRE 
¥ NPT  186cim 11.93" ; 6.84" = — 125°F 7D733 | 175°F  7D734 
3-Piece Filter and Regulator and MicroMist Lubricator 
a Se he 
Ys NPT 51 cfm 7.46 — — 50° 7 50°F  7D694 7 7 7 
roma ee SS ie oe Combination Units 
ntermediate 3" cfm 02" 13° — — a 
B NPT 60 cfm 8.02, 918 = = 175° 70715 15°F 10716 = Modular connector allows easy 
7 NPT 114 cim ih Ys = = 19" 1D739 fo" 1D7 removal and swap out 
Standard Y'NPT 154 cfm 8.81" 10.52" — — {75°F 7D737 | 175°F  7D738 Pp 
Ys NPT 142 cfm Ser 0.52" — — 175°F___7D739 75 70740 2-pc. units combine filter/regulator with 
Ys" NPT 160 cfm 45" 75" — — — — 75° : 
Heavy-Duty NPT O75 cima" 14°75! _ — — — 175°F A704 MicroMist or Mist lubricator. 3-pe. units combine 
3-Piece Filter and Regulator and Mist Lubricator} ; ; filter, regulator, and MicroMist or Mist lubricators. 
Compact vr NET gL ci ___£46__6.46" ——— tenes peas tease nea Include Speed Clamps™, mounting brackets, 
YI NPT 56 cfm 8.02" 9.13" — — {25°F 70717: | 125°F  7D718 and pressure gauge. Nos. 4ZM01 to 4ZM04 and 
Intermediate ¥%' NPT 60 cfm 8.02" 9.13" — — 175°F  7D719 | 175°F  7D720 
NPT 60 cfm 3°00" 973 — — 175°, 70721 | 75°F 7722 47199 do not include mounting bracket or gauge. 
Hi tal 118 cfm 8.81 10.52" — — i D741 a ube Some assembly required. For replacement filter 
Ye" NPT 192 cfm oC 52" = — 75°F  7D74 75°F  7D744 
Standard NPT 186cim 8.81" 10.59" | — 175° 70745 | — = elements, see page 2594. 
a ital 130 etm oe res = = = = 1 aber ine Note: Polycarbonate bowls are not recommended for use 
Heavy-Duty —FNPT 275 chia 12451478] 175 azn almospheres containing chemicals such as aceinne, 
* Regulators and filter/regulators: cfm flow measures with 90 psig inlet adjusted to a set pressure of 90 psig (while increasing Bee eee ee eee ree er Oreey GU ene CINCHER oaeelnes 
flow) and a 15 psig drop. Lubricators: cfm based on 90 psig inlet and 5 psig pressure drop. ¢t General purpose filters: cfm based toluene, and/or air compressor systems using synthetic 


on 100 psig inlet and 5 psig pressure drop. Regulators: cfm flow measures with 100 psig inlet adjusted to a set pressure of 90 psig _ fire-resistant lubricants. 
(while increasing flow) and a 15 psig drop. Lubricators: cfm based on 100 psig inlet and 5 psig pressure drop. 





*SPEEDAIRE 6, 
ee 
Modular Connectors D. —— 
= Allow easy removal and replacement Key For Use With (in.) No. 
of Speedaire® components B. speed bramps_ ae ae Bracket —-—ayy08 
Use Speed Clamps™ instead of pipe nipples to intermediate, aa standard = arise 
interconnect components. C. Et : TiSHMIETIEE and Standard —~_42K35 
7 ounting Brackets 
Modular Pneumatic Lockout Valves—3-way A C. C Intermediate and Standard — ATK34 
function valves can be padlocked in the closed : Speed Mount sit cabs at 
(vented) position only. Installed in the pressure inlet B. D Compact Ys‘ 4ZK26 
; i D Intermediate and Standard YW 4ZK37 
of pneumatic devices. . aici NT tem D Intermediate and Standard %A2K38 
. _ Tear 1/,! ey or Use Wit in. 0. D Intermediate and Standar 2. 4 
Porting Blocks Provide 3 auxiliary / ‘ NPT Modular Pneumatic Lockout Valves D Intermediate and Standard Ys 4ZK40 
outlets to pipe high-pressure or nonlubricated air. A Speedaire ponte us a Porting Blocks (3 aa Hi ee 
peedaire Compac 8 mpac 4 
Manifold Blocks—Permit 90° attachment of A___Speedaire Intermediate and Standard  =% 4ZM26 Intermediate and Standard Ys 4ZKA4I 
sy : old has fil A___Speedaire Intermediate and Standard Ys 4ZM27 Manifold Blocks (4 NPT Forts} 
additional system components such as filters, regu- A Speedaire Intermediate and Standard %  4ZM28 Compac ¥, _ AZK30 
lators, or pressure switches. A___Speedaire Intermediate and Standard =%4 ~~ 4ZM29 = Intermediate and ‘Standard Ys 4LK43 
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Pipe Max. Max. Max. Overall Overall Mfr. Item 
Description Size Flow* Pressure Temp. Height Width Model No. 
Metal 


No. 6B281 





No. 2KEG8 Jub 1%"NPT 1050cfm 150psi 150°F 19.07" 7.80" 35-0B-000 6B279 
2°NPT 1180 cfm 150psi 150°F 19.07" 7.80"  35-0C-000  6B278 
Metal with Sight Gauge 
jwaaibe ¥s"NPT 260cfm 200psi 150°F 9.80" 4.80"  F30-06-GO0 6D788 
1"NPT 280cfm 200psi 150°F 9.80" 4.80" ~~ F30-08-GO0 6D789 
Polycarbonate with Guard 
junbe ¥s"NPT 260cfm 150psi 125°F 9.80" 4.80" F30-06-000  6B281 
1"NPT 280cfm 150psi 125°F 9.80" 4.80" F30-08-000  6B280 
Stainless Steel 
Miniature "NPT 23cfm 300psi 180°F 4.00" 1.57"  SF1-02-SYVO 2KEG8 
Standard ‘%"NPT 70cfm 300psi 180°F 5.56" 2.38" SF2-04-SYVO 2KEG9 
* cfm rating based on 100 psig inlet and 5 psig pressure drop. 
Item 
For Use With Includes No. 
¥ ‘Wile neiace ner Bowl, O-Ring, Drain, Bowl Guard 1AFE8 
° al ilkerson Miniature Filters owl, O-Ring, Drain, Bowl Guar 
WILKERSON bs Wilkerson Subcompact Filters Bowl-O-Ring: Drain 1AFE9 
- Wilkerson Compact Filters Bowl, O-Ring, Drain, Bowl Guard 1AFG1 
General Purpose Filters Wilkerson Standard Filters Bowl, O-Ring, Drain, Bowl Guard {AFG2 
= High-efficiency 5-micron filtration For Use with Stock No. ForUseOn NO. 


R lightweight construction with high-flow ility and excellent water Replacement Filter Elements 
ugged, lightweight constructio gh-flow capability and 6B288, 6B299, 6B306, 6B315, 6D764, 6D771, 6D781, 6B306, 3GD30 Miniature  6B225 





removal efficiency. Have a positive bayonet bowl latch and barbed manual drain KECS Miniature 2KEJ3 
connection with pipe-away. 6B285 to 6B287, 6B296 to 6B298, 6B303 to 6B305, 6B312 to 6B314, aac 6B233 
: 6D756 to 6D758, 6D765 to 6D767, 6D772 to 6D774, 6D782 to 6D784 p 
Note: Models with a polycarbonate bow! should not be located in areas subject to direct sunlight, 6B282 to 6B294, 68293 to 6B295, 6B300 to 6B302, 6B309 to 6B311, 
direct impact, or temperature outside rated range. Incompatible with chlorinated hydrocarbons, 6D759 to 6D761, 6D768 to 6D770, 6D775 to 6D777, 6D785 to 6D787 Standard 6B230 
ketones, esters, and certain alcohols. Not for use in air systems where compressors are lubricated 2KEG9 Standard 2KEJ4 
with fire-resistant fluids such as phosphate ester or diester. Should not be used where strong acids 6B280, 6B281, 6D788, 6D789 Jumbo 30 and 35 _6B252 
or bases are present or in salt-laden atmospheres. 6B278, 6B279 Jumbo 30 and 35_6B249 
. WILKERSON’ 
Cr =~ * GRAINGER 
= —s APPROVED 
. fet 
tae - 
No. 50016 - General Purpose Regulators 


= Accuracy: +1 psi 

2-gauge ports can be used as additional regulated outlet ports. Can be serviced without removal from air 
line. Dial regulators feature a transparent, pressure-calibrated, nonrising adjustment dial for quick adjust- 
ment of secondary pressure, +1 psi. Can be mounted in any position so dial face is always visible. 


WARNING: Do not connect regulator to bottled gas. 


Pipe Gauge Max. Max. Max. Adjustment Overall Overall Mfr. Item 
Series Size Port Flowt Pressure Temp. Range* Height Width Brand Model No. 
General Purpose Air Regulators 
Nonrising Locking 
Mini Ye "NPT =13cfm 300psi 125°F 5tol25psi 3.14" 1.65" Wilkerson RO03-01-000 4TY38 
Ya" Ye" NPT = 22cfim 300psi 125°F 5toi25psi 3.14" 1.65" Wilkerson R03-02-000 4TY39 
Brass Mint 4%" Ye'NPT 14cfm 300psi 125°F Oto125psi 3.42" 1.50" Wilkerson RB3-02-F000 6B216 
Rising 
Yq" Va"NPT 470cfm 300psi 150°F 10t0125psi 10.30" 4.30" Wilkerson R30-06-000 6B207 
jae 1" Ya" NPT 500cfm 300psi 150°F 10t0125psi 10.30" 4.30" Wilkerson R30-08-000 6B206 
1%" = Y' NPT 1200cfm 300psi 150°F 10to125psi 11.90" 5.30" Wilkerson R40-0B-000 5GC18 
2" Va"NPT 1200cfm 300psi 150°F 10to125psi 11.90" 5.30" Wilkerson R40-0C-000 5GC19 


Ys" Vs'NPT 117 cfm 300psi 150°F Oto160psi 4.10" 2.60" Wilkerson R21-02-000 5GC14 

Ye" Va" NPT 180 cfm 300psi 150°F Oto160psi 4.10" 2.60" Wilkerson R21-03-000 5GC15 

Yo" Va'NPT 195cfm 300psi 150°F Oto160psi 4.10" 2.60" Wilkerson R21-04-000 5GC16 
Ys" Va'NPT 220cfm 300psi 150°F Oto160psi 4.10" 2.60" Wilkerson R21-06-000 5GC17 

General Purpose Air Regulators, Stainless Steel 

Hex 


V4, Vk i 
=z 
S 
= 
= 
g. 
= 
e 
oS 
2 





hainiature Ya" -Ye'NPT 12cfm 300psi 150°F Otol25psi 2.67" 1.56" Wilkerson SR1-02-LASO 2KEH3 
Ya" Ya NPT =12cfm  300psi 150°F Oto60psi 2.67" 1.56" Wilkerson SR1-02-KASO 2KEH4 


T-Handle 
Standard Yo" -Ya"NPT = 80cfm 300psi 150°F Oto125psi 6.08" 2.34" Wilkerson SR2-04-LASO 2KEH5 
Yo" -Va'NPT ~=80cfm 300psi 150°F Oto60psi 6.08" 2.34" Wilkerson SR2-04-KASO 2KEH6 
Item Item 
Fits Brand No. For Use with Model No. Brand No. 
Mounting Brackets Regulator Panel Nut 
> Series R03, BB3 Wilkerson 6B253 Series R12 Wilkerson 4RA41 


Series FO8, M08, BO8 Wilkerson  6B221 Mounting Nut 
Series R12, B12 Wilkerson 4RA40 6D756, 68313, 6D75/, 6B312, 6D758, 





— Series R18 Wilkerson 6B242_‘ 6B213, 6B212. 6B211 Wilkerson S5WRU4 
a Series R28 Wilkerson 6B241 B08-02-FK00, B08-02-FL00, RO8-02-F000 Wilkerson 5SWRU3 
“| eee tiem 58-03: FOOO, RO8-04- FOOD, ROS-UG-FOOU. BIE-USFROO qt 
¥ Size Dial Size Brand No. “Uo- ~U4- “Ube =“U3- ; 
ay ' WEDGE TEES B28-03-FL00, B28-04-FKO00, B28-04-FL00, B28-06-FKo0. W!!Kerson  SWRUS 
. Ye" NPT 1%" GA 4FLZ8 
V4" NPT 2 GA 4FMC7 
. s t cfm flow measured with 100 psig inlet adjusted to a set pressure of 90 psig and a 15 psig pressure drop. * The working range 
of knob adjustment is designed to permit outlet pressures within their full range. Pressure adjustment beyond this range is also 


possible because the knob is not a limiting device. This is a common characteristic of most industrial regulators, and limiting 
devices may be obtained only by special design. 
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WILKERSON 
Oil Removal 


(Coalescing) Filters 
= 0.01 micron, except Nos. 6B257, 6B256, 


6B255, and 6B254 are 0.5 micron 


Note: For maximum life, use in conjunction with a 5-micron element. 


Overall 
Width 


4.80" 
4.80" 


4.80" 
4.80" 
7.80" 
7.80" 


1.57" 
2.38" 


Mfr. 
Model 


M30-06-S00 
M30-08-S00 


M30-06-M00 
M30-08-M00 
M35-0B-S00 
M35-0C-S00 


SM1-02-EYVO 
SM2-04-EYVO 


Eliminate 99.9% or more of water and oil liquid aerosols and submicron particles. 


Item 
No. 


6B257 
6B256 


6D812 
6D813 
6B255 
6B254 


2KEH1 
2KEH2 





No. 6B257 


Mfr. Item Pipe Max. Max. Max. Overall 
___ Fits Model No. Description Size Flow* Pressure Temp. Height 
mete MOBS B08 GPA-97-010 6B221 Polycartionate with Guard 
eres 5 ; a = 3," A ° " 
Series F12, M12 GPA-96-300 4RA3— Jumbo spr 4g cit 4180 pel 408°— 10°80" 
Series F18, M18 GPA-96-604 6B244 Metal 
oorles (28, lee arA-9e-60 _BB 248 % NPT 140cim 200 psi 150°F 10.50" 
Automatic Drains é > , 
Series F08, M08 GRP-96-716  6B227 Suib6 NPT 160 cfm 200 psi 150°F 10.50 
Series F18, F28, F30, B18, GRP-95-973 6B251 1%" NPT 445cfm 150 psi 150°F 19.07" 
B28, M18, M28, M30 2°NPT 445cfm 150 psi 150°F 19.07" 
Replacement Filter Elements Stainless Steel 
elles ve Mee ees oe Miniature "NPT 16cfm 300psi 180°F 4.00" 
eries -96- Vf" ° m 
Serge MIB MSP-96-640 6031 astahdatd Yo"NPT 46 cfm. 300 psi 180 F 5.56 
Series M30 N17-95-902 6B248 cfm rating based on 100 psig inlet and 1 psig pressure drop. 
Series M35 MSP-95-502 6B250 
Series SM1 SRP-96-005 2KEJ5 
Series SM2 SRP-96-006 2KEJ6 
: * GRAINGER 
WILKERSON APPROVED 


Piggyback Air Line Filter/Regulators 


» 5-micron filter element 


= Polycarbonate bowl: 125°F max. temp.; connect regulator to bottled gas. Note: Should not be used where 


metal bowl: 150°F max. temp. 


Pipe Max. 

Description Size Flowt 
Polycarbonate 

Brass Miniature Ya" NPT 16 cfm 
Stainless Steel 

= Ya" NPT 12 cfm 

uate VE NPT 12cfm 

Yo" NPT 72 cfm 

eenoe NPT 72 cfm 


WARNING: Product rupture can cause serious injury. Do not 


strong acids or bases are present or in salt-laden atmospheres. 


t cfm flow measured with 100 psig inlet adjusted to a set pressure of 90 psig and a 15 psig pressure drop. 


Fits 
Automatic Drains 
Series F08, M08 


Series F18, F28, F30, B18, B28, M18, M28, M30 


Mounting Brackets 
Series R03, BB3 
Series F08, M08, B08 
Series R12, B12 
Series F18, M18 
Series F28, M28 

Replacement Filter Elements 
Series BOB 
Series B1B 
Series B2B 
Series BB3 








No. 6B227 


WILKERSON’ 


In-Line Lubricators 


= Polycarbonate bowl: 150 max. 
input psi; 125°F max. temp. 

= Metal bowl: 250 max. input psi 
(except jumbo units are 200 max. 
input psi); 150°F max. temp. 

Install unit close to the application to 

ensure effective oil distribution. 


Note: Should not be located in areas subject to 
direct sunlight, direct impact, or temperatures 
outside rated range. Incompatible with 
chlorinated hydrocarbons, ketones, esters, and 
certain alcohols. Not for use in air systems 
where compressors are lubricated with 
fire-resistant fluids such as phosphate ester 
or diester. Do not use cleansing agents such 
as acetone, benzene, carbon tetrachloride, 
gasoline, toluene, etc. Should not be used 
where acids or bases are present or in salt- 
laden atmospheres. 


Max. Adjustment Overall Overall Mfr. Item 
Pressure Range Height Width Model No. 
150 psi 5 to 125 psi 6.25" 1.56" BB3-02-FK00 3RA90 
300 psi Oto 125 psi 6.25" 1.56" $§B1-02-LYSS 2KEH7 
300 psi 0 to 60 psi 6.25" 1.56" SB1-02-KYSS 2KEH8 
300 psi Oto 125 psi 8.59" 2.50" SB2-04-LYSS 2KEH9 
300 psi 0 to 60 psi 8.59" 2.50" $B2-04-KYSS  2KEJ1 
Mfr. Item 
Model Brand No. 
GRP-96-/16 Wilkerson 6B227 
GRP-95-973 Wilkerson 6B251 
GRP-95-147 Wilkerson 6B253 
GPA-97-010 Wilkerson 6B221 
GPA-96-313 Wilkerson 4RA40 
GPA-96-604 Wilkerson 6B244 
GPA-96-605 Wilkerson 6B243 
FRP-96-/29 Wilkerson 6B225 
FRP-96-639 Wilkerson 6B233 
FRP-96-653 Wilkerson 6B230 
FRP-96-806 Wilkerson 1WXB4 
Item 
Connection Size Dial Size Brand No. 
Pressure Gauges 
Ye" 1," GA 4FLZ8 
Ya" Z. GA 4FMC7 
Pipe Max. Overall Overall Mfr. Item 
Series Size Flow* Height Width Model No. 
Polycarbonate w/Guard 
¥s"NPT 196 cfm 10.38" 4.79" L30-06-000 6B268 
hambe 1"NPT 374cfm_ 10.38" 4.79" L30-08-000 6B267 
1%" NPT 927 cfm 11.67" 5.50" L40-0B-000 5GC10 
2°NPT 1186 cfm 12.32" 5.50" L50-0C-000 5GC11 
Metal w/Sight Gauge 
tneabe ¥Ys"NPT 196 cfm 10.95" 4.79" L30-06-G00 6D801 
1"NPT 374cfm 10.95" 4.79" L30-08-G00 6D802 
Stainless Steel 
Standard Y%" NPT 100PCM 7.62" 2.36" SL2-04-LLVO 2KEJ2 
* cfm rating based on 100 psig inlet and 5 psig pressure drop. 
Mfr. Item 
For Use With Model No. 
Air Line Lubricator Polycarbonate Bow! Replacement Kits 
Wilkerson Miniature Lubricators -96-/36 1AFG3 
Wilkerson Subcompact Lubricators LRP-96-308 1AFG4 
Wilkerson Compact Lubricators LRP-96-701 1AFG5 
Wilkerson Standard Lubricators LRP-96-/02 1AFG6 
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PNEUMATICS Scan. Order. Done. 
Filters, Regulators & Lubricators Details on page Al. 


2- and 3-Pc. Combination Units WILKERSON 
= Remove particulate down to 5 microns Note: Unit should not be located in areas subject 
= Max. pressure: 150 psi (polycarbonate bowl), 250 psi (metal bowl) —_—@ direct sunlight, direct impact, or temperatures 


: outside rated range. Incompatible with chlorinated 
= Max. temp.: 125°F (polycarbonate bowl), 150°F (metal bow!) hydrocarbons, sae esters, and certain alcohols. 


2-pc. design integrates filter/regulator and lubricator, and 3-pc. design Not for use in air systems where compressors are 
integrates filter, regulator, and lubricator into a single unit. Ready-to- lubricated with fire-resistant fluids such as phosphate 
mount assemblies come with a pressure gauge and modulator T-bracket/ ster or diester. Should not be used where strong acids 
joiner assembly. For replacement filter elements, see pages 2596, 2597, _° ases are present or in salt-laden atmospheres. 
POLYCARBONATE WITH GUARD | METAL WITH SIGHT GLASS 








Pipe Max. Overall Overall Mfr. Item 
5 Description Size Flow* Series _ Height Width Model No. Model No. 
“pc. 
Miniature Ya" NPT 44 cfm 8 6.96" 3: 15° D08-02-FKGO 6B299 D08-02-FLGO 6D771 
Ya" NPT 52 cfm 18 10.30" 5.06" D18-02-FKGO 6B298 D18-02-FLGO 6D772 
Compact 36" NPT 65 cfm 18 10.30" 5.06" D18-03-FKGO 6B297 D18-03-FLGO 6D773 
Yo" NPT 65 cfm 18 10.30" 5.06" D18-04-FKGO 6B296 D18-04-FLGO 6D774 
¥e" NPT 65 cfm 28 11.44" 6.10" D28-03-FKGO 6B295 D28-03-FLGO 6D775 
Standard Yo" NPT 80 cfm 28 11.44" 6.10" D28-04-FKGO 6B294 D28-04-FLGO 6D776 
, ¥4" NPT 90 cfm 28 11.44" 6.10" D28-06-FKGO 6B293 D28-06-FLGO 6D777 
“pc. 
Miniature V4" NPT 44 cfm 8 6.29" 4.72" C08-02-FKGO 6B306 C08-02-FLGO 6D764 
V4" NPT 70 cfm 18 9.03" 711" C18-02-FKGO 6B305 C18-02-FLGO 6D765 
Compact 36" NPT 70 cfm 18 9.03" 711° C18-03-FKGO 6B304 C18-03-FLGO 6D766 
Yo" NPT 70 cfm 18 9.03" 110° C18-04-FKGO 6B303 C18-04-FLGO 6D767 
¥e' NPT 95 cfm 28 9.36" 9.32" C28-03-FKGO 6B302 C28-03-FLGO 6D768 
Standard Yo" NPT 100 cfm 28 9.36" 9.32" C28-04-FKGO 6B301 C28-04-FLGO 6D769 
¥4" NPT 105 cfm 28 9.36" 9.32" C28-06-FKGO 6B300 C28-06-FLGO 6D770 
No. 6B299 * cfm flow measured with 100 CN 66299 ——_* of flow measured with 100 psig inlet adjusted to a set pressure of 90 psig anda 15 psig pressure drop. inlet adjusted to a set pressure of 90 psig and a 15 psig pressure drop. 


General Purpose 
Filters 


= Remove impurities 
down to 5 microns 


Feature a heavy-duty bowl with sight 
glass, manual drain, and a larger 
surface area for longer life. Heavy-duty 
units come with an automatic drain. 


Note: Should not be located in areas subject to 
direct sunlight, direct impact, or temperature 
outside rated range. Incompatible with 
chlorinated hydrocarbons, ketones, esters, and 
certain alcohols. Not for use in air systems 
where compressors are lubricated with 









No. 6B218 
No. 21U801 








* GRAINGER fire-resistant fluids such as phosphate ester 
WILKERSON’ proven : or diester. Should not be used where strong 
- s acids or bases are present or in salt-laden 
Modular Accessories No. 21U837 atmospheres. 
for 2- and 3-Pc Pipe Max. Max. Max. Overall Overall Mfr. Item 
" Deseripticn Size Flow* Pressure Temp. Height Width Model No. 
7 + + Die-Cast Zinc 
Combination Units NPT “Se cim 250 psi_175°F 6.22" 28h OBEr4eC 2804 
i Compact ~%"NPT 80 cfm 250psi. 1/75°F 6.22" 2.81" 
Manually operated. In the closed position, NPT 85 cfm 250 psi 175°F 6.20" 2.81" 063480 21U803 
wnstream air is exhausted into the atmo- NPT 130 cfm 250psi_1/5°F 7.6/7" 3.24" 07F34B 
downstream air is exhausted into the atmo- Standard —y-NPT 145 cfm 250 psi_175°F 7.67" 3.24" O7F44BC21U823 
sphere. May be locked in closed position USING aka 270 cfm _ 175 psi a Wel Eel foue owen Na 210836 
lock (not incl _Max. temp.: 176°. Heavy-Duty. "NPT 300cfm 1/5psi 150°F 8.72" 4.90" 602-08 7 
a padlock (not included). Max. temp.: 176 TA"NPT 450 cfm 175psi_ 150°F 9.46" 4.90" F602-12WGR/M4 21U839 
NPT Item Item 
Item (in.) Brand No. For Use with Stock No. No. 
Modular Accessories, Series 08 Replacement Filter Elements 
Modular Unit Connector = — __Wilkerson _ 6B222 91U791, 21U792, 210793, 21U794, 210795, 21U796, 21U797, 21U798, 21U799, 21U850 
Modwar Mounting Bracket_-— __Wikerson _GB223 210801, 21U802, 21U803, 21U804, 21U805, 210806, 21U807, 21U808 210867 
End Block Connector “4 Wilkerson 6B220 | “974816, 21U817, 21U818, 21U819, 21U820, 21U821, 210822, 210868 
End Block Connecting Set 1% Wilkerson 6B218 21U823. 21U824. 21U825. 21U826. 21U827 
Lock Out Ball Valve Ys — Wilkerson 45LV70 , , >1U865 
nis. depues End Block Connector % Wilkerson 6B219 21U832, 21U833, 21U834, 21U835, 21U836, 21U837, 21U838, 21U839, 510860 
oe: Modular Accessories, Series 12 Sub Compact Mounting Brackets 
Type T Mounting Bracket — _ Wilkerson 4RA38 O6F14BC, O6F24BC, O6F34BC, 16L14BE. 16L24BE, 16L34BE 210854 
Modular Unit Connector — Wilkerson 4RA35 07F34BC. 07F44BC. 17L34BE 17L44BE 21U857 
Modular Accessories, Series 18 Metal Bowl Kits 
OCR UU Bat vale ee eee 16A14B18A4BC, 16A18B18A4BC, 16A24B18A4BC, 16A28B18A4BC, 16A34B18A4BC, 21853 
Lock Out Ball Valve _ Ye Wilkerson 45LV68 16A38B18A4BC, 06E14B18AC, 06E24B18AC, 06E34B18AC, O6F14BC, O6F24BC, O6F34BC, o4 ya50 
Modular Accessories, Series 18 and 28 16G14B18A4BC, 16G18B18A4BC. 16G24B18A4BC. 16G28B18A4BC, 16G34B18A4BC 
Mounting T-Bracket — Wilkerson 6B245 16A14B18A4BC, 16A18B18A4BC, 16A24B18A4BC, 17A34B18A4BD, 17A38B18A4BD, 
w/Joiner Set 17A44B18A4BD, 17A48B18A4BD, 07E34B18AC, 07E44B18AC, 07F34BC, 07F44BC, 21U859 
Mounting T-Bracket — ___Wilkerson _6B246 17G34B18A4BD, 17G38B18A4BD, 17G44B18A4BD, 17G48B18A4BD 
Joiner Set — —Wikerson _OB20/ 17A34B18A4BD, 17A38B18A4BD, 17A44B18A4BD, 17A48B19A4BD, 
End Block Connector ue Wilkerson _6B238 07E34B18AC, 07E44B18AC, 07F34BC, 07F44BC, 17G34B18A4BD, 21U860 
End Block Connector %s Wilkerson 6B237 17G38B18A4BD, 17G44B18A4BD, 17G48B18A4BD 
End Block Connector 2 Wilkerson _6B236 F602-06WGR/M4, F602-O8WGR/M4, F602-10WGR/M4, F602-12WGR/M4, C628- °1U863 
End Block Connector =» 4__— Wilkerson _ 6B235 OG6FRLWGCWR, C628-08FRLWGCWR, C628-10FRLWGCWR, C628-12FRLWGCWR 
Modular Accessories, Series 28 Automatic Drains 
Lock Out Ball Valve i Wilkerson 45LV67 16A14B18A4BC, 16A18B18A4BC, 16A24B18A4BC, 16A28B18A4BC, 
Lock Out Ball Valve 74 Wilkerson _45LV66 16A34B18A4BC, 16438B18A4BC, 06E14B18AC, 06E24B18AC, 06E34B18AC, 
Connection Connection Item O6F14BC, O6F24BC, 06F34BC, 16G14B18A4BC, 16G18B18A4BC, 16G24B18A4BC, 210849 
Size Type _‘ Dial Size__ Brand No. 16G28B18A4BC, 16G34B18A4BC, 17A34B18A4BD, 17A38B18A4BD, 
Pressure Gauges 17A44B18A4BD, 17A48B18A4BD, 07E34B18AC, 07E44B18AC, 07F34BC, 07F44BC, 
Ys MNPT {y" GA 4FLZ8 17G34B18A4BD, 17G38B18A4BD. 17G44B18A4BD, 17G48B18A4BD 
No. 6B245 V;! MNPT 7" GA 4FMC7 F602-O6WGR/M4, F602-O8WGR/M4, F602-10WGR/M4, F602-12WGR/M4, C628- 210864 
and joiner sets. ¢ Contains 2 end-blocks and joiner sets. * cfm rating based on 100 psig inlet and 5 psig pressure drop. 
2598 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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PNEUMATICS 
Filters, Regulators & Lubricators 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


* 
—Darker al GA frais 
Nonrising Knob Regulators 


Suitable for use where regulators are not easily accessible. Ideal for use in applications requiring a constant 
pressure with variable flow rate. 


WARNING: Do not connect regulator to bottled gas. 








Pipe Gauge Max. Max. Max. Adjustment Overall Overall Mfr. Item 

Series Size Port Flowt _Pressure Temp. Range* _Height Width Brand Model No. 
Yo" Ya'NPT 53cim 250 psi —175°F_ =O to125psi_ 6.08" 2.84" Parker 06R118AC 21U810 
6 Ys" Ya NPT 60cfm = 250 psi = 175°F =O to 125psi_ 6.08" 2.84" Parker 06R218AC 21U811 
Yo" Ya'NPT 75 cim_ 250 psi —175°F_ =O to125psi_ 6.08" 2.84" Parker 06R318AC 21U812 
7 Yo" Va'NPT 90 cfm 250 psi —1/5°F_ =Oto125psi 6.40" 3.24" Parker 07R318AC 21U828 
Ya" Ya" NPT 90 cfm 250 psi —1/5°F =O to125psi 6.40" 3.24" Parker 07R418AC 21U829 
Yo" —_‘Va'NPT 150 cfm 300 psi_ —125°F_ ~ Otol25psi 6./6" 3.56" _ Parker R119-04CG 21U840 
R119 Ys" Ya NPT 300cim_ 3800 psi —s125°F_ ~=Oto125psi_ 10.02" 4.69" Parker R119-O06CG/M2 _21U841 
1" Y' NPT 400cfm_ 300 psi —125°F_ =O0to125psi_ 10.02" 4.69" Parker R119-08CG/M2 _21U842 

TY" Ya NPT _500cim 300 psi —-125°F_ =O to 125psi_ 10.34" 4.94" Parker R119-12CG/M2 _21U844 No. 21U812 


t cfm flow measured with 100 psig inlet adjusted to a set pressure of 90 psig and a 15 psig pressure drop. * The working range 
of knob adjustment is designed to permit outlet pressures within their full range. Pressure adjustment beyond this range is also 
possible because the knob is not a limiting device. This is a common characteristic of most industrial regulators, and limiting 
devices may be obtained only by special design. 


Item Connec. Item 
Fits Brand No. Size Dial Size Brand No. 
Mounting Brackets Pressure Gauges 
O6F, O6E, 06A, 06G, 16A, 16G Parker 21U851 oe Ma iA GA vie 
O7R, O7E, 07A, 07G, 17A, 17G parte! ATS: 4 NPT Z GA 4FMC7 No. 21U842 


R119, C628 










No. 
21U853 





Piggyback Air Line 
Filter/Regulators 


= 5-micron filter element 

= Metal bowl/sight glass 

= 150°F max. temp. 

= Adjustment range: 0 to 125 psi 


Compact units are made of die-cast zinc. 


WARNING: Product rupture can cause serious injury. Do not connect 
regulator to bottled gas. Note: Should not be used where strong acids 
or bases are present or in salt-laden atmospheres. 


No. 21U813 





No. 21U845 








In-Line Lubricators 


= 250 max. input psi; 150°F max. temp. 


No. 21U866 


Pipe Max. Max. Overall Overall Mfr. Item Deda : ae ee : 
Size Flowt Pressure Height Width Model No. Install close to the application to ensure effective oil distribution. Zinc bowl. 
a oT Be cm ah a 133 an ARESaBT One zl Te Note: Should not be located in areas subject to direct sunlight, direct impact, or temperatures 
v5" NPT 61 cfm 250 psi 10.33" 5 OT O6E34B18AC  21U799 outside rated range. Incompatible with chlorinated hydrocarbons, ketones, esters, and certain 
90 cfm 250 psi 11.76 3.24" O7E34B18AC 210820 alcohols. Not for use in air systems where compressors are lubricated with fire-resistant fluids 
4" NPT 90 cfm 250 psi 11.76" O24 O7E44B18AC —21U821 


such as phosphate ester or diester. Do not use cleansing agents such as acetone, benzene, carbon 
tetrachloride, gasoline, toluene, etc. Should not be used where acids or bases are present or in 
salt-laden atmospheres. 


t cfm flow measured with 100 psig inlet adjusted to a set pressure of 90 psig and a 15 psig 
pressure drop. 


Mfr. Item 





. Pipe Max. Overall Overall Mfr. Item 
Natowatis Wesas Includes Model ___No. Description _Size Flow* _Height__Width Model No. 
Inc 
Bek Ook Ogg ong Automatic Drain, O-Ring, And Mounting Nut PS506P 210849 eNPT 40cm 7.82" 2.74" CLT4BE___-210813 
welt it const — et — 4 ts — 3 i — 
icromis 2. 82° S14 
OF. OGE, 06A, 06G Metal Bowl and Automatic Drain PS/26P 21U852 NPT 90 PCM 9:00" 3°55" +7 34BE 710830 
Metal Bowl, Sight Glass, And Manual Drain — PS/35P 21U853 3° NPT 90 cfm 909" 395" +7, ABE 10834 
Metal Bowl, Sight Glass n am aon 
ee la PS823P 21859 V5" NPT 325 cim 9.88 4.97"  L606-O6W/M8 210845 
O7F, 07E, 07A, 07G And Automatic Drain T n af = 
RASTA Baw Seah Ge dint Manual Digin - BSESE0°— 21 URE Mist T" NPT 350 cim 9.88 4.97" L606-08W/M8 210846 
Mainting BSCkETE STEUNSO eeL OLIDRE | ca e A ae TV" NPT 400cfm 10.47" 4.97"  L606-12W/M8 _21U848 
Wee ae ee Mounting Bracket And Nut PS707P —-21U851 a ar aa a 
O7R, O7E, 07A, etal Bowl Kits 
07G, 17A, 176 Mounting Bracket And Nut PS807P 21U858 16L, 16A, 16G PS729P 21U855 
Replacement Filter Elements L606, C628 BK609WB 21U866 
240791, 210792, 210793, 210794, 210795, 210796, PS701P _ 21U850 O7L, O7A, 07G, T7L, 17A, 176 PS829P 210861 
21797, 21U798, 21U799, 21U801, 21U802, 21803, ea Mounting Brackets 
21804, 21U805, 21U806, 21U807, 21U808 O6F 16L, 16A, 16G PS743P 210854 
21U816, 21U817, 21U818, 21U819, 210820, 210821, PS801P  21U856 O7F, 17L, 17A, 176 PS843P 21U857 
21 U822, 21 U823, 21 U824, 21 U825, 21 U826, 21U827 PS802P 21U868 * efm rating based on 100 psig inlet and 5 psig pressure drop. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2999 


PNEUMATICS 
Filters, Regulators & Lubricators 


Scan. Order. Done. 
Details on page A1. 












Prep Air Il 
No. 21U793 


General Line 
No. 21U833 


2- and 3-Pc. 
Combination Units 


= 5-micron particulate filter 

= Max. pressure: 250 psi 

= Max. temp.: 175°F, except Nos. 21U832 
to 21U835 are 150°F 


Feature either a manual or automatic drain to remove collected 


_ ae 


2-PC. 3-PC. water from filter bowl. Provide long life and accurate pressure 
Pipe Max. | Overall Overall Mfr. Item Overall Overall Mfr. Item i i ia- i i 
Size DrainType Flow Height Width Model No. Height Width Model No. regulation. Units have die cast zinc bow! and included gene 
Prep Air Il Easy to install in most pneumatic systems. Metal bowl kits 
Ys" NPT Automatic 40 cfm | 10.38" 6.13" _16G18B18A4BC 21U807 | 7.93" 9.45" 16A18B18A4BC 21U794 _— available on Grainger.com®. 
¥%"NPT Automatic 60 cfm | 10.38" 6.13" 16G28B18A4BC 21U808 | 7.93" 9.45" 16A28B18A4BC 21U795 
¥%" NPT Automatic 90 cfm | 10.38" 6.13" 16G38B18A4BC 21U809 | 7.93" 9.45" 16A38B18A4BC 21U796 Pipe Overall Overall Mfr. Item 
Ys NPT Automatic 90 cfm | 11.76" 6.99" 17G38B18A4BD 21U826 | 9.38" 10.74" 17A48B18A4BD 21U819 ge Mae Flow Heiant pith Model No. 
m Automatic 90 cfm | 11.76" 6.99" 17G48B18A4BD 21U827 | 9.38" 10.74" 17A38B18A4BD_21U818 YE NPT 325 cim 13.00" 15 75° C628-06FALWGCWA 210832 
Y"NPT Manual 90cfm/ 10.38" 6.13" 16G34B18A4BC 21U806 | 7.93" 9.45" 16A34B18A4BC 21U793 : i F 
i i ; , T NPT 350cfm 13.00" 15.75"  C628-08FRLWGCWR 21U833 
Manual 90cfm/| 11.76" 6.99" 17G34B18A4BD 21U824 | 9.38" 10.74" 17A34B18A4BD 21U816 "NPT 400 cim 14.43" 16-50" 608-1 2FRIWGCWR 210835 
¥%,"NPT Manual 90cfm/ 11.76" 6.99" 17G44B18A4BD 21U825 | 9.38" 10.74" 17A44B18A4BD 21U817 a? 
ah i i , ; Parker Watts Automatic Drain, 3-Piece 
Vs;NPT Manual 40cfm 10.38" 6.13" 16G14B18A4BC 21U804 | 7.93" 9.45" 16A14B18A4BC 21U791 va i i : 
V"NPT 90 cfm 7.93 10.55"  C628-04FRL8ACA4B 19PKO9 
¥%s"NPT Manual 60cfm/ 10.38" 6.13" 16G24B18A4BC 21U805 | 7.93" 9.45" 16A24B18A4BC 21U792 vi 
For Use with Stock No. Includes No. 
Automatic Drains 
16A14B18A4BC, 16A18B18A4BC, 16A24B18A4BC, 16A28B18A4BC, 16A34B18A4BC, 16A38B18A4BC, 06E14B18AC, 06E24B18AC, 06E34B18AC, 
O6F14BC, O6F24BC, 06F34BC, 16G14B18A4BC, 16G18B18A4BC, 16G24B18A4BC, 16G28B18A4BC, 16G34B18A4BC, 17A34B18A4BD, 17A38B18A4BD, Automatic Drain, O-Ring, 21U849 
17A44B18A4BD, 17A48B18A4BD, 07E34B18AC, 07E44B18AC, 07F34BC, 07F44BC, 17G34B18A4BD, 17G38B18A4BD, 17G44B18A4BD, 17G48B18A4BD And Mounting Nut 
ALPES eA F602-08WGR/M4, F602-10WGR/M4, F602-12WGR/M4, C628-06FRLWGCWR, C628-08FRLWGCWR, C628-10FRLWGCWR, C628-12FRLWGCWR 21U864 
etal Bowl Kits 
Metal Bowl, Sight Glass, 
21U830, 21U831 And Manual Dein 21U861 
Mounting Brackets 
06E14B18AC, 06E24B18AC, 06E34B18AC, 06R118AC, 06R218AC, 06R318AC, 16A14B18A4BC, 16A18B18A4BC, 16A24B18A4BC, 16A28B18A4BC, 91851 
16A34B18A4BC, 16A38B18A4BC, 16G14B18A4BC, 16G18B18A4BC, 16G24B18A4BC, 16G28B18A4BC, 16G34B18A4BC, 16G38B18A4BC Mounting Bracket 
17A34B18A4BD, 17A38B18A4BD, 17A44B18A4BD, 17A48B18A4BD, 07E34B18AC, 07E44B18AC, 17G34B18A4BD, And Nut 91858 
17G38B18A4BD, 17G44B18A4BD, 17G48B18A4BD, 07R318AC, 07R418AC 
R119-06CG/M2, R119-08CG/M2, R119-10CG/M2, R119-12CG/M2 Mounting Bracket 21U862 
Filter Element Kits 
91U791, 21U792, 210793, 21U794, 210795, 21U796, 210797, 21U798, 21U799 21U801, 21U802, 21U803, 21U804, 21U805, 21U806, 21U807, 21U808 21U850 
D1U791, 210792, 210793, 21U794, 210795, 21U796, 210797, 21U798, 210799 2TU80T, 21U802, 21U803, 21U804, 21U805, 21U806, 21U807, 21U808 21U867 
D1U816, 21U817, 21U818, 21U819, 21U820, 21U821, 210822, 21U823 210824 21825 210826 21827 _ 21U856 
D1U816, 21U817, 21U818, 21U819, 21U820, 21U82T, 210822 21U823 210824 21825 210826 21827 21U868 
21U832, 21U833, 21U834, 21U835, 21U836, 21U837, 21U838, 21839, 21U865 
21U832, 21U833, 21U834, 21U835, 21U836, 21U837, 21U838, 21839, 21U869 
In-Line Disposable Air Filters 
= /" tube size Bowl Overall Overall Max. Max. Item Bowl Overall Overall Max. Max. Item 
= Pkg. qty.: 10 Material Includes Width Width Flow Temp. No. Material Includes Width Width Flow Temp. No. 
_ . : 0.003 oz. Bowl Size 0.005 oz. Bowl Size 
ind trae gud contaminants eal —°!% —=——1 110 -aeY = ee ae 
] | j .00" 00" lcfim 2/5°F 4 0" 0" .o CIM . 
and trace liquid contaminants. Ideal _ 1.00" 1.00" 6.3cfm 230°F 4HEV4 — 1.30" 1.30" 7.3cfm 230°F 4HEV6 
for filtering samples to analyzers, ona 1.10" 1.10" 6.3 cfm Z30"F anew Nylon Drain Port 2.10 2.10 Z3.clm 230rF aHEVO 
j j Nylon Oillndicator 1.00° 1.00" 6.3cfm °F 4 — 30" 30" .6 cfm °F 4HEV7 
controls, and instrumentation. Has — 1.00" 1.00" 10.1 cfm 230°F 4HEV5 DrainPort 2.10° 2.10" 146cfm 230°F 4HEV8 
microfibre fitler media. = 110" 1.10" 10.1 cfm 230°F 4HEW2 





ARO 


Can be panel-mounted or supported by in-line plumbing. 


Low- and High-Flow Precision Regulators 


Low-Flow = Accuracy: +0.1% 














ITT 








paisa = Max. input pressure: 150 psi (low-flow); 400 psi (high-flow) Rugged die-cast and aluminum housings have vinyl- 
= Max. temp.: 150°F painted finish. 
Pipe Adjustment Max. Overall Overall Overall Item Pipe Adjustment Max. Overall Overall Overall Item 
Size Range Flow Length Height Width No. Size Range Flow Length Height Width No. 
Low-Flow High-Flow 
yj" 2 to 25 psi 14cfm 2.13" 4.25" 2.13 _3NA78 5g" Oto30psi 200cim 3.63" ely 3.63' _ 3NA82 
2 to 60 psi 4cim 2.13 4.25 2.13 3NA/7 Oto60psi 200cim__ 3.63" 125° 3.63° _ 3NA81 
5/p" 2 to 25 psi 4cim 2.13 4.25 2.13 _3NA80 Yo" Oto30psi 200cim__ 3.63" ied 3.63' _ 3NA84 
2 to 60 psi 4cim 2.13) 4.25 2.13 3NA79 Oto60psi 200cim__ 3.63' t.20° 3.63' _ 3NA83 
Mounting Bracket for Low-Flow yp" Oto30psi 200cim 3.63" 120. 3.63° _ 3NA86 
— — — 1.8 2.0 _1XWU3 Oto60psi 200cfim__ 3.63" £20: 3.63' _ 3NA85 
Mounting Bracket for High-Flow 
— — — — — — __1XWU2 
No. 
. 49XW51 
Electric Pressure Sensors 
= Temp. range: -4° to 184°F ED ingersol el 
= Port size: A6-20 UNF 2-B (SAE4) 
Can be used for both pneumatic and hydraulic systems. Compressor Regulators 
Max. Pressure Adjustment Mfr. Item Include inlet and system pressure gauges and 
(psi) Range (psi) Model No. mr diust Finob 
100 -14.7t0 100 SCPSD-0100P-1727  3FET1 OCKINg adjustment KnOovs. 
ee 250 -14.7t0 250 SCPSD-0250P-1727 3FET2 Max. Inlet Adjustment Overall Overall Overall Item 
: 1000 0to1000 SCPSD-1000P-1727  3FET3 Pipe Size Max. Flow Pressure Range Length Height Width No. 
a a 3000 Oto 3000 SCPSD-3000P-1727  3FET4 A 75 cfm 300 psi Oto160psi 7.38" t220° 8.11" 49XW51 
No. 3FET14 5000 Oto 5000 SCPSD-5000P-1727 3FET5 1" 200 cfm 300 psi Oto160psi 7.38" 20° 8.11" 49XW52 
o 9000 Oto 9000 SCPSD-9000P-1727 3FET6 2 1000 cfm 300 psi Oto160psi 7.38" 7.28" 8.11" 49XW53 
2600 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


GRAINGER CHOICE° PNEUMATICS 











Find the wy. Find Solutions. Find Great Prices. Filters, Regulators & Combo Units 
General Purpose Filters ARO 
Help extend air tool ” : ' seecit “OVEEI i. : a Hemant 
' ' Ipe ax. ax. vera vera I. em I. em 
service life when Size Max. Flow Pressure _ Temp. Height Width Model No. Model No. 
petalen Upstreatn. ram aa me f 150 psi 125°F «4.30 1.81" F35121-400  4PJD5 | 104295  4PJP9 
4 cfm psi ; - 
the regulator and lubri- = —s-pT 407 cfm 150 psi 125°F 6.16" 2.24" | F35231-400 APJD7 | 104422 4PJR1 nd andes 
cator. Protect against a NPT = 1 a7 Gil 150 psi 125°F 7.05" oY bi F35341-400  4PJD9 | 104317  4PJT5 Oo. 
i ea etal with Sight Gauge 
contamination by rust, %'NPT 197cim  250psi.175°F 7.05" ~—«2.87" F35341-410  4PJE6 | 104317 4PJT5 
scale, condensed water, — "NPT 216cfm 250 psi 175°F 7.05" 2.87" F35351-410  4PJE7 | 104317 4PJT5 
and other-debtis Ye NPT 288cim 250 psi 175°F 9.93" 3.86" F35451-410  4PJE8 | 104445  4PJT6 
T NPT 353cfm 250 psi 175°F 9.93" 3.86" F35461-410  4PJE9 | 104445  4PJT6 
General Purpose Regulators and Accessories ARO 
= Pressure range: Mounting Bracket 
0 to 140 psi Pipe Max. Adjustment Overall Overall Mfr. Item Mfr. Item 
p Size Flow Range Height Width Series Model No. Model No. 
= Include gauge i 59cim  Oto140psi 3.50" 1.63" 1000 37121-6000  6CRL8 104403 6CRP3 
brovid lled x" 113cfm Oto140psi 4.81" 2.25" 1500  R37231-600 6CRL9 104404 6CRP4 No. 6CRNO 
rovide controlled, % —-210cfm O0to140psi 5.50" 2.75" 2000 ~—-R37341-600 _ 6CRNO 104405 GCRP5 
consistent air pressure. __ 1° 290cfm Oto140psi 7.25" 3.50" 3000  R37461-600  6CRN2 104406 6CRP6 


In-Line Lubricators ARO 


Distribute oil effectively to lubricate pneumatic devices. 


Pipe Max. Max. Overall Overall Mfr. Item 
Size Flow Pressure Height Width Series Model No. 
Polycarbonate with Guard 
Yq" 91 cfm 150 psi 9.04" 1.81" 1000 L36121-100 4PJH5 
¥' NPT 105 cfm 150 psi 5.98" 2.24" 1500 L36231-100 4PJH7 No. 4PJHS 
Metal with Sight Glass 
Yo" NPT 156 cfm 250 psi {10 2.8/" 2000 L36341-110 4PJJ5 
4" NPT 368 cfm 250 psi 9.99" 3.86" 3000 L36451-110 4PJJ7 
1" NPT 328 cfm 250 psi 9.99" 3.86" 3000 L36461-110 4PJJ8 


Air Line Filter/Regulators ARO 


= Include gauge Designed to remove airborne solid and liquid contaminants. Regulators also provide 
controlled, consistent air pressure. 





Pipe Max. Max. Overall Overall Mfr. Item 
Size Flow Pressure Height Width Model No. 
Polycarbonate 
Ya" NPT 47 cfm 150 psi 6.20" 1.60" P391 24-600 6CRN3 
¥e' NPT 90 cfm 150 psi BD 2.20" P39234-600 6CRN4 
NPT 172 cfm 150 psi 9.96" 2.76" P39344-600 6CRN5 No. 6CRN3 
Metal with Sight Glass 
Yo" NPT 173 cfm 250 psi 10.03" 2./6" P39344-610 6CRN6 
4" NPT 236 cfm 250 psi 13.64" 3.04" P39454-610 6CRN7 
1" NPT 250 cfm 250 psi 13.64" 3.94" P39464-610 6CRN8 


2- and 3-Pc. Combination Filter, ARO 
Regulator, and Lubrication Units 


= Include All units come preassembled. Compressed Regulators provide controlled, consistent air 
gauge _ air filters are designed to remove airborne pressure. Lubricators help ensure that pneu- 









solid and liquid contaminants. matic devices receive the required lubrication. 
Pipe Max. Overall Overall Bowl Mfr. Item 
Size Flow Height Width Material Model No. 
2-Pc. Filter/Regulator/Lubricator 
Ya" NPT 44 cfm 6.20" o.11" Polycarbonate C38121-600 4PJL4 
Ya" NPT 98 cfm 8.21" oer Polycarbonate C38221-600 4PJL5 
Ye" NPT 71 cfm 8.21" ger" Polycarbonate 038231-600 4PJL6 
Yo" NPT 120 cfm 9.96" 0.00" Polycarbonate C38341-600 4PJL8 
Yo" NPT 120 cfm 9.96" OD! Metal C38341-610 4PJN4 
34" NPT 201 cfm 13.60" 7.30" Metal with Sight Glass C38451-610 6CRNI 2-Pc. 
1" NPT 208 cfm 13.60" 7.30" Metal with Sight Glass C38461-610 6CRPO No. 4PJL4 3-Pc. 
3-Pc. Filter/Regulator/Lubricator _ No. 6CRP2 
Yo" NPT 150 cfm 9.96" 35D Polycarbonate C38341-800 4PJP1 
Yo" NPT 150 cfm 9.96" Bed Metal C38341-810 4PJP6 
4" NPT 199 cfm 11.00" 11.10" Metal with Sight Glass C38451-810 6CRP1 
1" NPT 215 cfm 11.00" 11.10" Metal with Sight Glass C38461-810 6CRP2 
oe 
big 


ARO “pe 
Accessories for Filters, al 
Regulators, and Lubricators wy = 


NPT Item NPT Item 


Item (in.) —_No. Item (in.) —_No. 
1000 Series 2000 Series 
Modular/Clamp Spacer — ___4PJR5 Modular/Clamp Spacer — ___4PJR7 





a? 


Pneumatic Lockout Valve % 4PJU2 Pneumatic Lockout Valve % 4PJU6 Be _ 

T-Type Wall Mount ——4PJR6 ~T-Type Wall Mount = apna. <“mosuiak/Clomp: Spacer cy o — 2 
1500 Series 3000 Series No. 4PJR5 ae Se) <__ 
Modular/Clamp Spacer — __4PJT1 Pneumatic Lockout Valve % 4PJU7 Pneumatic Lockout Valve aa 

Pneumatic Lockout Valve % 4PJU4 Pneumatic Lockout Valve 1 4PJU8 No. 4PJU2 T-Type Wall Mount 
T-Type Wall Mount — ___4PJR9 T-Type Wall Mount 4PJT3 No. 4PJR6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2601 





PNEUMATICS Scan. Order. Done. 
Filters, Regulators & Lubricants Details on page A1. 


OZ Modular Air Filter/Regulator/ pynartoc- ano Jupiter PNEUMATICS®-COMPATIBLE 





Lubricators (FRLs) = Groz products are compatible with DynaFlo® and Jupiter Pneumatics® FRLs 
General Purpose Filters ©GrROZz 
- 1 Help separate dirt, dust, and moisture from compressed air and feature a built-in nighttime drain that automatically operates once the 
| 7. 


main air line is turned off. 40-micron bronze filter element provides long service life. Aluminum bowls are ideal for use where ambient 
air may contain chemicals. 


Replacement Filter | Replacement Filter 








Pipe Max. Max. Max. Overall Overall Item Element, 5 Microns | Element, 40 Microns 
Description Size Flow Pressure Temp. Height Width No. Compares To Item No. Item No. 
j Polycarbonate with Guard 
Miniature Y"NPT 28cfm 145psi 140°F 445" 1.57" 36JN48  Dynaflo 0425923, Jupiter 42007807 36JN82 36JN77 
fered Ya"NPT 49 cfm 145psi 140°F 5.51" 2.16" 36JN49 Dynaflo 0411019, Jupiter 42007815 36JN83 36JN78 
—_ Ys NPT 80cim 145psi 140°F 5.51" 2.16" 36JN50  Dynaflo 0425924, Jupiter 42007823 36JN83 36JN78 
No Standard Yo"NPT 125cfm 145psi 140°F 6.7/7" = 2.75" = 36JN51 = Dynaflo 0425925, Jupiter 42007831 36JN85 36JN80 
" : Aluminum 
36JN51 36JN52 Standard Yo"NPT 125cfm 290psi 140°F 8.82" 2.75" 36JN52 Dynaflo 0411023, Jupiter 82199670 36JN85 36JN80 
General Purpose Regulators ©}GROZ 
Maintain steady outlet pressure and unaffected by variations in the inlet pressure. Can be mounted horizontally, vertically, at an angle, or 
upside down. Adjustment range 7 to 145 psi. Include panel mounting nut. 
Pipe Max. Gauge Max. Inlet Overall Overall Item Gauge Connec. Dial Item 
Description Size Flow Port Pressure Height Width No. Compares To Application Size Size No. 
Air Regulators Pressure Gauges 
Miniature Ye" i/ctm_ Y%' NPI 220psi_ 3.19" 1.57" —36JN40 ~~ Dynaflo 0425916, Jupiter 42007740 Digital Ys" MNPT 1%" 36JP03 
Ye" 21ctm_ Y%' NPI 220psi_ 3.19" 1.57" —36JN41_ —_—Dynaflo 0425917, Jupiter 42007757 
Intermediate Y" _56ctm Ye NPT 220psi 5.31" 2.16" 36JN42 Dynaflo 0411018, Jupiter 42007765 
Ye’ 88cim_—%' NPI 220psi 5.31" 2.16" —36JN43 — Dynaflo 0425918, Jupiter 42007773 
Standard Yo" 140 cfm Ye NPT 220 psi _6.50" ~—2.75' —36JN44 —_Dynaflo 0425919, Jupiter 42007781 
_4. In-Line Lubricators ©GROZ 
Maintain a constant oil-to-air density to help increase air tool life. Aluminum bowls are suitable for use where ambient air may 
——~ __ Contain chemicals. 
Item Pipe Max. Max. Overall Overall Item 
A Description No. Description Size Flow Pressure _ Height Width No. Compares To 
i Replacement Bowls for Polycarbonate with Guard 
Filters/Lubricators Miniature Ya" NPT 48 cim 145 psi do: Woe 36JN56 Dynaflo 0425929, Jupiter 42007591 
we Miniature 36JN87 Intermediate % NPT 106 cfm 145 psi 6.18" 2.16" 36JN58 Dynatlo 0425930, Jupiter 4200/61 / 
Intermediate 36JN88 Standard Yo" NPT 200 cfm 145 psi 7.48" 2.10 36JN59 Dynaflo 0425931, Jupiter 42007625 
No. Standard 36JN89 Aluminum 
36JN60 Standard Yo" NPT 200 cfm 290 psi 9.45" 21D 36JN60 Dynaflo 0411031, Jupiter 82200296 
In-Line Filter/Regulators ©}GROZ 





Air filter and air regulator all in a single unit. Feature a nighttime drain that automatically operates once the main air line is switched 
off. The built-in, 40-micron bronze filter can be easily cleaned and offers long service life. Pressure adjustment range: 7 to 145 psi. 





[ 2g) Replacement Filter! Replacement Filter 

Pipe Max. Max. Overall Overall Item Element, 5 Microns,| Element, 40 Microns 
-—— Description _Size Flow Pressure Height Width No. Compares To Item No. Item No. 

Polycarbonate with Guard 
iiniatare 8" 14cim_ 145psi_ _ 6.69" 1.57° _ 36JN63 Dynaflo 0425934, Jupiter 42007385 36JN82 36JN77 
i Ys"NPT 20 cfm 145psi _ 6.69" 1.57" _ 36JN64 Dynatlo 0425935, Jupiter 42007393 36JN82 36JN77 
_ intermediate Y"NPT 63cfim 145 psi _8.66" 2.1/' _36JN65 Dynaflo 0411034, Jupiter 42007401 36JN84 36JN79 
Bitm Ye NPT //cim 145psi _— 8.66" 2.1/' _36JN66 Dynatlo 0425936, Jupiter 42007419 36JN84 36JN79 
- Standard Yo"NPT 106 cfm 145psi 11.02" 2.76" 36JN6/ Dynaflo 0425937, Jupiter 42007427 36JN85 36JN80 
oO. Aluminum 
36JN68 Standard Yo"NPT 106 cfm 215 psi 13.00" ~—2./76" ~—36JN68 Dynatlo 0411038, Jupiter 82218231 36JN85 36JN80 
a — ell hi tO 4 4 4 
7x40) (= 2- and 3-Pc. Combination Filter/ OGROZ 
i —_ a a 
r g; Regulator/Lubricator Units 
soe | | | Choose a compact, 2-pc. model or a fully modular 3-pc. combo unit. All include a wall mounting bracket. 
— Built-in piping adapters allow you to easily remove/mount individual components without disturbing the air line. 
Pipe Max. Overall Overall Item Pipe Max. Overall Overall Item 
Description Size Flow Height Width No. Compares To Description Size Flow Height Width No. Compares To 
2-Pc. Units 3-Pc. Units 


Miniature Ye" NPT 18 cfm 6.69" 5.75" 7DX37_Dynaflo 0425940, Jupiter 42007450 Miniature Ye" NPT 18.cfm 6.69" 7.87" 7DX44__Dynaflo 0425945, Jupiter 42007526 
Intermediate ~See pT eB etm 8 GBF 17 YDX88Dynatlo 0425041 upter 45007476 _ Intermediate -yerypt—74 etm — &aBr 8.84" —7DKABDimatio 0425946 Jupiter 49007849 

"NPT 99 cim 11.02" 8.66" 7DX40 Dynaflo 0425942, Jupiter 4007484 NPT 106 cm 11.02" 12.00" -7DX47 ynaitlo 0498047" Jupiter 42007559 
Standard = NPT 99 cfm 13" 8.66" 7DX41 Dynaflo 0411045, Jupiter 82218173. tandard = yr BT 406 cfm 13.00" 12.00" 7DX48 Dynatlo 0425950, Jupiter 82218116 


Filters, Regulators, For Use with Stock No. Ne Compares To 


36JN51, 36JN44, 36JN59, 36JN67, 


No. 
36JN98 Ww ( Accessories for <©GRoOz 






36JN51, 36JN52, 36JN59, 36UN60  36JN92 Dynaflo 0425968, Jupiter 42007187 
Item 36JN53, 36JN54, 36JN61, 36JN62  36JN93 Dynaflo 0425969, Jupiter 82218009 
For Use with Stock No. No. Compares To 36JN55, 36JN56, 36JN40, 36JN41, . 


36JN47, 36JUN48, 36JN55, 36UN56  36JN90 Dynaflo 0425966, Jupiter 42007161 Pipe Adapters 


36JN49, 36JN42. 36JN57, 36JN65, ; 36JN51, 36JN44, 36JN59, 36JN67  36JNQ8 Dynaflo 0425963. Jupiter 42007237 
36JN50, 36JN43, 36JN58, 36JN66 S6YPO5 Dynaflo 0425958, Jupiter 42007286 36 N53 36JN45, 36JN61, 36JNG9  36JN99 Dynaflo 0425964. Jupiter 82219783 
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No. 1A483 





* SPEEDAIRE 


ee 8 //// 


In-Line Filters 


Speedaire®—Lightweight filter has all- 
anodized aluminum housing and is used 
before the air tool. Max. pressure: 500 psi. 
Operating temp.: 35° to 200°F. %4" NPT. 


WILKERSON’ 


Wilkerson®—Lightweight, with 
flow capacity to 17 cfm at 100 psi 
(200 psi max.). Operating temp.: 
32° to 150°F. %" NPT. 





Mfr. Item 

Description Brand Model No. 
40-micron Filter Element, Sintered Bronze Speedaire 1A483 1A483 
5-micron Filter Element Wilkerson FO1-02-000  6B290 


In-Line Regulator Amf/o 


This compact and lightweight regulator connects directly 

to the tool and allows you to easily adjust the air pressure. 
Just turn to select your desired air pressure and then lock in 
place. No need to go back to the air compressor when you 
need to make a pressure adjustment. 


Pipe Max. Max. Inlet Adjustment Max. Overall Overall Mfr. 
Size Flow Pressure Range _ Temp. Height Width Model 
Ys" 25cfm 400psi 40to 140 psi 175°F 2.50" 


Item 
No. 
1.25" 41145 33KL52 





Booster Regulators Z SMC. 


= Pressure booster Rugged, carbon steel regulators 





ratio: 2X allow you to increase factory air 
= Operating temp.: pressure up to 2 times. Units are 
35° to 122°F easy to install and require no 
power supply. 
Max. Min. 
Port Thread Operating Operating Max. Item 
Size Type Pressure Pressure Flow Rate No. 
Yq" NPT 290 psi 29 psi 8.1scim 45W761 
¥" NPT 145 psi 29psi 35.3scfm 45W762 
Y," NPT 145 psi 29 psi 67.1 scfm 45W763 
* SPEEDAIRE ' 
7 ee 
Mist = = 
Eliminator Pneumatic Accessories 
Oo. 


Exhaust Silencer Mist Eliminators—Attach to 

a vertical leg of an air system to nullify pneumatic 
exhaust noise. Help remove oil mist from exhaust air 
for a cleaner work environment. 


Heavy-Duty Lockout Valves—Exhaust all down- 
stream pressure in an air line system. Can be 






“ padlocked in the closed (vented) position only. 
pre Air Fuses—Designed to eliminate hose-whip if air 
No. line is accidentally cut. 
4ZLO5 Miniature Adjustable Pressure Relief Valve—Use 


in low-volume air tanks to retard excessive pressure. 


NPT Max. Max. Pressure Max. Height Width Item 
(in.) Flow (cfm) (psi) Temp. (°F) (in.) (in.) No. 
Exhaust Silencer Mist Eliminators 
- % 30 150 160 7.1 3.54 42196 
x 1 100 150 160 10.51 433 4ZL97 
1% 100 150 160 10.51 433 4ZL98 
NPT Max. Pressure Max. Item 
(in.) Cv Forward Cv Exhaust (psi) Temp. (°F) No. 
< Heavy-Duty Lockout Valves 
ae ¥ 6.6 6.6 300 175 = 4ZL03 
Air Fuse % 93 7.9 300 175 4ZL04 
No. 5ZL35 % 12.6 8.6 300 175 ~=4ZL05 
1 16.2 9.2 300 175 ——4ZL06 
Shut-Off Flow @ 
Pressure Flow Rate 100 psi w/ 
NPT Drop @100 psi 1 psi Pressure Length Width Item 
Pressure- (jn) (psi) (SCFM) DropSCFM in.) _(in.) _No. 
Relief _Air Fuses 
Valve MY 44 29./ 13.8 2.01 0.81 5ZL35 
No y= AA 68.2 28.6 244 0.94 5ZL36 
; Ym 44 102.3 49.2 3.0/7 1.25 5ZL37 
42Z2K10  ~y, 44 169.5 91.1 3.54 1.25 5ZL38 
NPT Max. Pressure Max. Adjustment Height Width Item 
(in.) (psi) Temp. (°F) Range  (in.) (in.) No. 
Miniature Adjustable Pressure Relief Valve 
Ya 300 200 125-300 1% 0./9 4ZK10 
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No. 20Z884 


* GPEEDAIRE 
ye A EY, Yf/ 


LLL 





r nnn 


WILKERSON 
In-Line Lubricators 


Hold enough air tool lubricant to last an 8-hr. shift. Max. inlet port 
pressure: 200 psi. Max. temp.: 150°F. 36 scfm rating. 


No. 1A261 


SPEEDAIRE WILKERSON 
Pipe fr. Item Mfr. Item 
Size Model No. Model No. 
Ya" NPT 202884 202884 L01-02-MO00 1A260 
¥e" NPT 202885 202885 L01-03-M00 1A261 
* GPEEDAIRE 
ey FFF) 


In-Line Nipple Filters 


Air/Oil Filter and Cartridge—All-anodized 
aluminum housing is designed to protect 
small air tools. Max. pressure: 500 psi. Max. 
temp.: 200°F. 


Disposable Air/Oil/Water Filters—Conical 
filter elements provide larger filtering flow 
and uninterrupted axial flow. Max. pressure: 
300 psi. Max. temp.: 300°F. 


No. 1EJU8 








Pipe Item 
Size Filter Rating No. 
Air/Oil Nipple Filter 
Ye NPT 40 micron 1EJU8 
Replacement Cartridge 
— 40 micron 1EJU9 
Disposable Air/Oil/Water Nipple Filters 
No. 1EJV1 V5" NPT 40 micron TEJV1 
: 90 micron TEW? 
; 40 micron 
oa 90 micron {EJVA 
Ye NPT 5 micron EW 
1 micron 7 
cal 90 micron 1EJV8 
WILKERSON’ 
Exhaust Silencer 


Mist Eliminators 


Meet 90dBA OSHA noise reduction require- 
ment. /%" slip-on drain tube fitting. Flow 
capacity to 200 cfm. Vertical mount only. 











Mfr. Item 
NPT (in.) Model No. 
%, XMC-04-000 4B508 
1 XMC-08-000 4B507 
No. 4B508 TH XMC-0B-000 4B416 
* SPEEDAIRE 
ee // 
Mufflers a seas 
=» Max. flow: 160 cfm 
= Max. pressure: 300 psi ier: rh a item 
7 ° In. Its In. In. QO. 
Max. temp.: 160 F Oil Removing Muffler 
= Filter rating: 0.9 microns y y ou 1 Ae 
H H 4 4 8 8 
7 Aluminum material 7 % % TY, The OYNNA 
= Y," slip-on drain tube fitting % % 43) 2716 2YNN2 
iA 7 7 6% 3% _2YNN3 
Reclassifier/mufflers help 1 1 By, 35/6 OYNNG 
il mist from exhausted Replacement Elements 
Pech ce OI Mist Ton ets) ee 1% 2YNNB 
air in many in-plant and white = Yanda D745 2YNNG 
room pneumatic applications. = “and 1 SYZ 3%i6__2YNN7 


2603 





HOSES Scan. Order. Done. [= 


Air Hoses Details on page Al. = 









* SPEEDAIRE 
ee 
as Nitrile Air Hose 
Assemblies cole 
= Temp. range: -20° to 210°F No. 62788 


= 4:1 safety factor 
= 500-ft. hose length can be made from 1 or 2 pieces of varying lengths 
= Reinforcement: synthetic yarn 

= Brass couplers 


@ntinentalS: *%.6pEEQAIRE’ 
ContiTech ee //// 





EPDM Air Hose Assemblies Use with air, water, and mild chemicals in low-pressure industrial, construction, 
= Temp. range: -20° to 210°F and agricultural applications. 
= 4:1 safety factor RED 250 PSI YELLOW 300 PSI 
: ; Outside Item Outside Item 
= 500-ft. hose length can be made from 1 or 2 pieces of varying lengths dnside Dia. Hose Length Fitting Size Dia. No. Dia. No. 
: : : : : . ; ; i oupled Assembly, Nitrile 
Use with air, water, and mild chemicals in low-pressure industrial, construction, 7 06 ft Vi 0.500" 17666 0.543" AXR48 
and agricultural applications. 50 fi. Va 0.500" 22010 0.543" 4XR49 
25 fi. vy 0.687" 62787 0.687" 4XR50 
BLACK 200 PSI RED 250 PSI YELLOW 300 PS! 54! 25 fi. x" 0.687" 47898 0.687" 4XR53 
Inside Hose Fitting Outside Item Outside Item Outside Item 00 ft. Va" 0.687" 62788 0.687" 4XR51 
Dia. Length Size Brand Dia. No. Dia. No. Dia. No. 20 ft. ye" 0.687" 42899 0.687" 4XR54 
Coupled Assembly, EPDM yp" 25 ft. A 0.812" 62789 0.858" 4XR55 
TE 25 t ye 4425" B38 1.180" XRG 
i Wi 9 i Ve j u . 4 i - 
Continental} ¥% in 55CL80 “%6in 55CM23  %ein 55CM71 x EO 7," +495" 57333 +480" AXR60 


5 ft Continental} 1% in 55CL83 %sin 55CM26 Mein 55CM74 
Continental} 1% in 55CL86 %sin 55CM29 %esin 55CM77 


Continental} ‘Asin 55CL92 %ein 55CM32 | %ein 55CM80 7 
Continental! 1% in 55CL78 %ein 55CM24 %csin 55CM72 @ntinental 


Continental} 1% in 55CL81 %6in 5SCM27  %ein 55CM75 ContiTech 
10 ft Continental Yo in 55CL84 | %6 in 55CM30  %e in 55CM78 a ™ = 
Wee Continental, Yin 55CL87 | %sin 55CM33_ ‘ein 55¢M84_ | GOriila’’ Premium 


Continental) ‘Vein 55CL90 | ‘Y%e6in 55CM36 | %cin 55CM81 ca 
Continental) Yin  55CL79 | %cin 55CM25 | %oin 55CM73_ | AAge Hose 
Continental; Yin 55CL82 %ein 55CM28 | %ein 55CM76 
15 ft Continental, %in  55CL85 | %cin 55CM31 | %sin 55CM79 | =» Max. pressure: 500 psi 
Continental, Yin  SSCL88 | Mein SSCM34 | ‘Yein 55CM85 = Temp. range:-20° to 210°F 


yin continental sin 55CL91 | "ein 55CM37 | Yin  55CM82 
25 tt Speedaire | in  3J163 | — = = = = 4:1 safety factor 


90 ft Speedaire | in 3165 | — Reinforced with Flexten® fiber yarn to resist bending and pressure stresses. 


100 ft Continental) Yin  52TV33_ | %cin 52TV37 | Yein S2TV41 ; é . 
Continental ein 55CL89 = = Yellow Carbryn® synthetic rubber cover is nonconductive and has high abrasion 


Continental) ‘ein 55CL95 | ‘Zein 55CM35 | ‘cin 55CM83 resistance. Assemblies have steel (hydraulic type) couplings. Tube is made with 


No. 
3JT55 














5 ft Continental} “ein 55CL98 | “ein 55CM38 | ‘%cin 55C0M86 i i il_-raci j ® i 
Sch a Vein BSCMA1 | Tein S5CM89 innovative oil-resistant ChemiGum® synthetic rubber. 
Continental; — —_— 'Yein 55CM44 $'VYcin 55CM92 Hose 5 tt 10 ft 15 tt 25 tt 50 ft 
Continental} ‘ein 55CL93 | %ein 55CM39 | '%cin 55CM87 Hose Outside Item Item Item Item Item 
10 ft Continental} ‘Vein S55CL96 ‘Mein 55CM42 | 'Ycin 55CM90 1.D. Fitting Size _Dia. No. No. No. No. No. 
Continental) Mein 55CL99 | ‘ein 55CM45 | ‘cin 55CM93 Yin YinxYin Tein -99GN23 | SSCN24 | SSCN25 | 3JTS9 | 3JT60 
¥ in Continental | ein 55CL94 | ‘ein 55CM40 | ‘cin 55CM88 aie ideal ea BoUN26 | SoCN27 | soCN28 | = 
15 ft Continental "Asin 55CL97 | ‘cin 55CM43 | ‘cin 55CM91 a A a eee ee ES 
Continental! ‘ein 55CM01 | cin 55CM46 | ‘%46in 55CM94 %in Yinx%in ein aa == = 3)T61 3)T62 
ire | Yin T — — — — 
20 ft ein Specdaie % in 3569 — = — = yin Vinx Yin yin -BRENDO~BBCN21 ~~ BRGN2~ = 
50 tt Yain Speedaire | Yin 3J171 — _ — = ¥e In x ¥% in — _— _— 3JT57 3JT58 


% in Speedaire | %in 3JT72 — _ _— 
Continental} % in 52TV34 |= ‘Vein § 52TV38 | Mein 52TV42 
Yain Speedaire | ‘Mein 411F12 — — — — 
Continental; ‘46in 55CM02 —_— —_— — _ 
Continental} ‘%6in 55CM05 | “%in 55CM47 . %in 55CM95 
5 TL Continental} ‘%46in 55CM08 | “%in 55CM50  “%in  55CM98 
Continental} ‘46in 55CM11 %’in 55CM53 | Zin 55CN02 
Continental; — — ’in 55CM56— “%in 55CN05 
Continental} ‘%6in 55CM03 | “%in 55CM48  “%in 55CM96 


100 ft 


No. 
5wo21 





10 ft Continental, ‘%cin 55CM06  “%in 55CM51 “%in  55CM99 Max. 
hin Yin Lontinental| ein  SSCMO9 | “in  SSCMS4 | %in  SSCNO3 Working 
Continental, “ein S5CM12 | “in SSCMS57 | “in 55CNO06 © 13 Inside Hose Pressure Hose Outside ltem 
Continental] "sin 55CM04 | %sin55¢M49 | sin 55cMa7_ | (ONtinental Dia. Color @ 70°F Length _Dia._No. 
Continental} ‘4cin 55CM07 | “%in 55CM52  %in 55CN01 ; 5 7 
ton Continental “Mein _S5CM10_| 7% in__55CM55___7%in__55CNO4_ | onttieeh Blue 300 psi 1,000 ft 0.500 19/239 
Continental) sin _55CM13 | %in 55CM58 | 7%in  55CNO7 SPEEDAIRE yin Red 250 psi Ean —p-c00" 4OADT 
25 ft Speedaire | % in 3JT73 — = = = J ee //// ~ 950 ft 0.543" 4XR47 
50 ft Speedaire in 3JT75 — — — — Yellow 300 psi —coq #9543" 40A217 
100 ft Continental, cin 52TV35 | %ein 52TV39 | %6in  52TV43 General-Duty Red 250 psi 200 ft 0.687" 5W0Z0 
Continental) 1%in 55CM14 | — — — — a‘ 500 ft 0.653" 10A218 
Continental 14 in 55CM17 | 1%in s5cm59 |1%in s5cnos | Rubber Air and ve 250 0.687" 4XR52 
om Continental, 1 %in 55CM20 |1%in 55CM62 | 1%in 55CN11 Multi u a Yellow mal et Nie Dare 
Continental); — — 1¥%in 5S5CM65 1%in 55CN14 500 psi veo! 
Continental 1%in 55CM15 1 %in 55CM60 |1%in 55CNO9 uluipurpose Hose oO it_U.625 in SaGK36 


200 ft 0.840" 5SW021 


10 ft Continental 1 %in 55CM18 |1%in 55CM63 | 1%in 55CN12 Nitrile Bulk Air Hose Red 250 psi ~ean i —g'819" ADA2ED 


¥% in ¥% in Continental) 1’%in 55CM21 |1%in 55CM66 |1%in 55CN15 250 ft 0.858" 4XR56 





Continental| 1 Yin 55CM16 | 1%in 55CM61 | 1%in 55CN10 = Temp. range: -20° to 210°F Ye in oT 300 psi 509 #0856" 40A251 
15 ft Continental! 1%in 55CM19 |1%in 55CM64 §1%in 55CN13 = 4:1 safety factor ellow 500 psi 22 {t_0.875 in 55CK37 
Continental] 1 %in 55CM22 |1%in 55CM67 |1i%in 55CN16 y PS! 50 ft__0.875 in 55CK38 
25 ft Speedaire |1 “sin  3JT78 — — — — = 500-ft. hose length can be Red 250 psi 00 ft 1.125" Sw731 
50 ft Speedaire |1 Vein 3JT79 — — — — de from 1 or 2 pi 00 ft 1.125 10A220 
100 ft Continental 1%in 52TV36 1 vin 52TV40 1%in  S52Tw44 Hina tah das Yin 300 psi =20 tt 1.189" AXRS8 
~_25ft_ Continental 1% in 522X56.| — = — | —  — of varying lengths Yellow ————— oe ee 
Tin aah Tin ont we eee = = = _— Constructed with a nitrile oil-resistant 500 psi 50 #44875 in 55CK40 
ontnenta 16 IN — _ — — F : H i 

; tube and cover. Hose is nonconductive. Red 200 psi 150 ft 1.500  5W732 
Coupled Assembly, Synthetic Rubber . Suitable f th ai t r 1in 300 psi 150ft 1.500" 4XR61 
%in 100ft Win Speedaire — _— icin _411F13 —_ a ultable Tor USE WILN alr, Water, an Yellow 500 psi 25ft 1.5in 55CK41 
Speedaire | — — — — TAein  411F14 mild chemicals. PS! “50 ft 1.5in 55CK42 
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Additional hose sizes available on Grainger.com®. 


Push-On Hose 
No. 3JT64 


Ontinental’s. 


ContiTech 


% GPEFDAIRE 
y Sr (tC 


A // 


EPDM Bulk Air Hose 


Constructed with a nitrile oil-resistant tube and cover. Hose is nonconductive. 
Suitable for use with air, water, and mild chemicals. 





Black Red Yellow 
Max. Max. Max. 
Working Working Working 
Inside Hose Pressure Outside Item | Pressure Outside Item Pressure Outside Item 
No. 50JD82 Dia. Length @70°F Dia. No. @70°F Dia. No. | @70°F Dia. No. 


EPDM Bulk Air Hoses with EPDM Cover 
SO ft | 200psi O0.5in 55CJ95; 250 psi 0.5in 55CKO9) 300psi 0.5in 55CK22 
100 ft 200psi O0.5in 55CJ96) 250psi 0.5in 55CK10) 300 psi 0.5in 55CK23 


AW 50 | 200psi — _site4; — .— + — | — .—. — 
500 ft | 200psi — le6| —  —  — — 
G@ntinentals. 25ft | 200psi 8879 s5cy97) 250 psi 987° ssck11| 300 psi 9-8/9 sscK24 
Contitech soft | 200psi 78875 s5cy9s 250 psi °-58”° s5cK12| 300 psi 9-°8/9 sackas 
¥% in 
2 3 0.6875 0.6875 0.6875 
PVC Air Hose Assemblies 100 ft | 200psi **°’ 55CJ99 250 psi “S""° 55CK13| 300 psi “"S""° 55CK26 
250ft| 200psi — le?) — #—  — — 
= Temp. Range: -10° to 158° F, except 55CP66 40° to 158° F 500 ft | 200 a — 3JT70 -_ — = _ = = 
= 4:1 safety factor 25ft  200psi 8125 ssexo1 250 psi 98/5 sscK14 300 psi 9875 sscK27 
PVC (polyvinyl chloride) air hose assemblies with PVC covers are used for spe | Soon, OSI? cecunal onoee, 0! neemsl ounce: 08S cans 
carrying air to tools and equipment in industrial, construction, and agricultural iin P in : in P in 
hand-spraying applications. 100 ft | 200psi 98"? sscKos| 250 psi 87° sscki6 300 psi °°’ ssckeg 
Blue Gray Red Yellow 250 ft | 200psi — 3/774) — ee — —- = 
i ial : ; item item _ tam 900 ft | 200psi — 3JT76) — — = Fe — 
-D. engt itting Type 0. 0. 0. 0. 25 ft | 200psi 1.125in55CK04) 250psi °°? 55CK17) 300psi | ,°’° 55CK30 
Coupled Assembly, Max. 250 PSI _ pst in oi 
MNPT x MNPT | 50JD82 | 50JF57 | S0JH12 | 50JJ86 50ft | 200psi 1.125 in 55CK05 250 psi '12° 55cK18| 300 psi '18/° seckat 
aa FNPTxMNPT | 50JD91 | S50JF66 | 50JH21 | 50JJ95 % in 7105 cis 
FNPT x FNPT | 50JE01 | 50JF75 | 50JH30 | 5O0JKO5 100 ft | 200 psi 1.125 in 55CKO6) 250 psi "°° 55CK19| 300 psi '-t°’° 55CK32 
MNPTXFNPT | 50JE10 | 50JF84 | 50JH39 | 50JK14 rey 00 ae | aes 
MNPTxMNPT| 50JD83 | 50JF58 | 50JH13 | 50JJ87 SON T 200 ps|_—— aqT80 —_—= = ——__— 
on FNPTxMNPT | 50JD92 | 50JF67 | 50JH22 | 50JJ96 nor i375 
FNPTxFNPT | 50JE02 | 50JF76 | 50JH31 | 50JKO6 50 ft | 200psi '“*'° S5CKO7) 300 psi 1.5in 55CK20) 300 psi 1.5 in 55CK33 
MNPTxFNPT | 50JE11 | 50JF85 | 50JH40 | 50JK15 74375 
MNPTxMNPT| 50JD84 | 50JF59 | 50JH14 | 50JJ88 tin 100 ft} 200psi '“*"° S5CKO8) 300 psi 1.5in 55CK21) 300 psi 1.5in 55CK34 
FNPTxMNPT | 50JD93 | 50JF68 | 50JH23 | 50JJ97 Tae —— || = 
'0ft  FNPTxFNPT | 50JE03 | 5OJF77 | 50JH32 | 50JKO7 Row oon = Say oe SS 


MNPTXFNPT | SQJE12 d0JF86 d0JH41 d0JK16 
MNPT x MNPT | 50JD85 SO0JF60 90JH15 90JJ89 
FNPT x MNPT | 50JD94 S0JF69 d0JH24 90JJ98 





15 ft FNPTXFNPT | 50JE04 | 5QJF78 | 50JH33 | 50JK08 
MNPTXFNPT | 50JE13| 50JF87| 50JH42 | 50JK17 
MNPTXxMNPT| 50JD86 | S50JF61 | 50JH16 | 50JJ90 
oe an FNPTXMNPT | 50JD95 | S50JF70 | 50JH25 | 50JJ99 
FNPTXENPT | 50JE05 | 50JF79 | 50JH34 | 50JKO9 
MNPTxFNPT | 50JE14| 50JF88 | 50JH43 | 50JK18 
MNPTxMNPT | 50JD87 5QJF62. 50JH17 50JJ91 
st FNPTxMNPT | 50JD96. | SQJF71 | 50JH26. 50JKO1 No. 5W038 


FNPTXFNPT | 50JE06 | 50JF80 | 50JH35 | SOJK10 
MNPTXFNPT 50JE15. 50JF89  50JH44. 50JK19 
MNPTxMNPT| 50JD88 | 50JF63.| 50JH18 | 50Ju92 
FNPTxMNPT | 50JD97 50JF72. 50JH27 | 50JKO2 e 
50 ft FNPTxFNPT  50JE07 | 50JF81 50JH36 50JK11 G@ntinental. 
MNPTXFNPT | 50JE16. 50JF90. | 50JH45 | 50JK20 een 
MNPTxMNPT| 50JD89 50JF64. | 50JH19 50493 
FNPTxMNPT | 50JD98  S50JF73.| 50JH28  50JK03 aan 
‘tt FNPTxFNPT | 50JE08 | SOUF82 | 50JH37 | S5OJK12 Carboxylated Nitrile 


Inside Outside Hose Item 





MNPTxFNPT | 50JE17 | 50JF91  50JH46  50JK21 7 Dia. Dia. Length No. 
MNPTxMNPT| 50JD81 | 50JF56 | 50JH11 | 50JJ85 Bulk Air Hose Bulk Hose 
‘cana FNPTxMNPT | 50JD90 | 50JF65 — 50JJ94 = Max. pressure: 500 psi Ysin 0.625" 100 FT 5WO035 
FNPTXFNPT | 50JD99 | 50JF74. 50JH29 | 50JKO4 » Temp. ranae: -20° to 210°F Yin 0.625" 500FT 4XR44 
MNPTxFNPT | 50JE09 | 50JF83 | 50JH38 50JK13 p. range: %in 0.750" 100FT 5WO036 
3 ft 5OJE19 | 50JF93 | 50JH48 | 50JK23 = 4:1 safety factor % in 0.750" 500FT 4XR45 
5 tt 50JE20 | 50JF94  50JH49  50JK24 . a : in 0.906" 100FT 5W037 
10 fi 50JE21 | S0JF95 | 50JH50 S0JK25 | Reinforced with Flexten® fiber yarn to resist ; vein 0.906" 500 FT 4XR46 
15 ft 50JE22 | 50JF96 | 50JH51  50JK26 bending and pressure stresses. Yellow Carbryn %.in 1.188" 100FT 5WO038 
1 in 20 ft MNPT xX MNPT | 5QJE23 D0JF97 50JH52 50JK27 synthetic rubber cover is nonconductive and has Tin 1.47" 450 FT 41ND42 
95 tt 50JE24 | 50JF98 | 50JH53 50JK28 : tin 1.500" 100FT 1ZLJ6 
50 tt 50JE25 | 50JF99 | 50JH54 50JK2g | high abrasion resistance. Assemblies have steel {thin 1.812" 100FT 1ZLd7 
75 ft 50JE26  50JGO1 | 50JH55 | 50JK30 (hydraulic type) couplings. Tube is made with inno- 4%in 2.000" 100FT 1ZLJ8 
100 ft DOJE18 d0JF92 90JH47 d0JK22 vative oil-resistant ChemiGum® synthetic rubber. 2in 2.625" 100FT 1ZLJ9 
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HOSES 
Water Hoses 


Scan. Order. Done. [=F 
Details on page A1. 





E.T-N 
Royalflex® Water 


Suction Hose 
= Max. temp.: 180°F 


45CW86 







Thermoplastic vinyl nitrile tube with polyester braid and helical wire reinforce- 
ment is ideal for heavy water applications including the transfer of water, liquid 
diluted fertilizers, and pesticides. Hose is also suitable for suction and discharge 


of water and slurries. 








Inside Fitting Outside Max. Vacuum Item 
Dia. Size Dia. Length Pressure Rating No. 
MNPSM x FNPSM 
ee i a i | oe 
Zz. XZ" a t. psi : g 5 
or Dip" 08 cl 30 tt 1200 psi 30"Hg  45CW93 rey. W GRAINGER 
ke a a 
: ey Ey t. psi i g = 
Cam and Groove C x Cam and Groove E 
en — Mine Spray and Water Hose 
: “X2. i iQ psi “Hg : : i nti i 
ACE A 20 fh 1200 psi 30"Hg _45cwea_ | ™ Max. pressure: 1000 psi Dia Sie, Dia No 
3X3 3.9" 20 ft. 1000 psi 30H 45CW89 = Temp. range: 0° to 200°F Coupled Male NPT x Male NPT : . 
Tr — ae 100 ft. 1200 psi 30° H 45CW77 = Wire braid reinforcement WA 17" (M)NPT +98 A5DV23 
mM = en Pk 15) i at eran = Sold in 50-ft. hose lengths : - Wal 2 (MNF ; _ 45DV24 
i Ai : : i : : oupie ale X Female Ground Join 
A = Z, ae S00 ES oa He AeeWat | Suitable for washdown service. Me Vix Ys 114. 1ZNC5 
: = " a in st 3 4gcW82 Nitrile tube with vinyl nitrile cover a " mk x an 13 NCS 
cy — 5 t psi is flame-, oil-, and abrasion- ee 2.55 TZNC8 
4 — 45 50 fi. 600 psi 30"H 45cwe4 ; Hose without Fittings 
z = 45" 100 ft 600 psi 30"Hg  45CW85 resistant. Yellow color hose for easy a g oar TIVE 
visibility. 4 1ZLV7 
x ? nA 198 TZLV8 
GRAINGER cl 2.55 TZLV9 
APPROVED 
Marine Exhaust Water Hose 
= Temp. range: -40° to 250°F 
This soft wall hose can be used as a straight connection in a wide 
range of water transfer and discharge applications. Constructed ie 
from black EPDM tubing and cover with reinforced polyester cord 4XR35 
for added strength. The extreme temperature range makes hose 
ideal for marine wet exhaust systems. Various sizes allow a tight 
fit over standard pipe permitting secure pipe-to-pipe connections 
and vibration absorption. Meet SAE J2006R1 standard. GRAINGER 
See ee eae Item GA APPROVED 
Inside Dia. Length Outside Dia. Max. Pressure No. 
; 3 fi. 11%6" 250 psi 45DU77 7 
1% aft me ao —acpue- | Agricultural/Lawn Water Spray Hose 
17" aE a 200 psi_4DU79__| » Max. pressure: 600 psi 
25 ft. 21% 4 250 psi 45DU80 » Temp. range: 0° to 160°F 
3 ft. 21/6" 200 psi 45DU81 
on eee a re ree Nonslip surface, PVC ribbed cover, bright orange color. Use with 
" . 16 . 
No. 2% 36 ft DIF ¢" 200 psi a5pus4 | Xylene up to 10% concentration. Constructed from durable PVC 
45DU77 ous 3 ft. 3Vie" 150 psi 45DU85 tubing. Meet RMA Class B standard. 
; 25 ft. 3Vie 150 psi 45DU86 Item 
35" 3 ft. Avie 125 psi 45DU87 Inside Dia. Length Outside Dia. Bend Radius No. 
: 25 ft. 46 125 psi 45DU88 H' 300 fi. The" Aix" 4XR35 
Ayo" 3 tt. 5% 100 psi 45DU89 Ai 300 ft. 25/39" 5a" 4XR36 
25 ft. 5% 100 psi 45DU90 Ys 300 fi. 17a" 819/9" 4XR37 
* GRAINGER 
APPROVED 
Hose Hose Hose 
= Max. pressure: 300 psi Dia. (in.) (ft.) Dia. (in.) No. 
eo ae . Lo Bulk Hose, White, 300 psi, -40 to 200°F 
Efficiently and hygienically handles equipment cleaning in food 1 50 1.48 AXR43 
processing plants, dairies, paper mills, and other industrial =~ ~ Bulk Hose, White, 300 psi, -40 to 205°F 
aperations No. =— ——— vs 50 0.838 —4XRA42 
P 4xR42 on : 500. +1 ~~ 3DVES 
. . . 3 
White—EPDM tube with a white EPDM cover. No. 2P570 has 3 a 
tapered nozzle at 1 end and a ¥%" long shank brass female Hose Inside Hose Outside = Item Bulk Hose, White, with Antimicrobial, 
fitting, double-banded, on the other end. Garden hose threads. ene ceals com mr) Dia. Fittings No. 300 psi, -40 ie 200°F en 
, Food Grade, Yellow : ¥, F 
White with Antimicrobial—Synthetic rubber hose has a white ¥%, y oo ms NET x a pre ae ° 100 84 32W260 
EPDM rubber cover with antimicrobial protection and spiral White, 300 psi ewe ye et 
textile reinforcement. Resists oils and animal fats found in food Y%, 50 0.84 Ys" MxF GHT Brass 3ATL7 1 50 1.47 32263 
processing plants, dairies, canneries, and creameries. ¥/ 90 117 Ys’ GHT Brass 2P570 100 —s«-1.47 ~_—32W264 
50 AZ ¥4" MxF GHT Brass 3ATL8 Bulk Hose, Yellow, with Antimicrobial, 
Yellow with Antimicrobial—Carbryn®-covered yellow wi i - 50 6 A te Rs DURE Brass__—S ATL 300 psi, -20 ‘9 20°F 9 —DNEE 
synthetic rubber resists oil and abrasion; provides max. protec- Seo ee eT eee et ee a5 a oe ee 
tion against oil and animal fats. Outside cover incorporates Ys 50 1164" Ys’ M x F GHT 32W235 Ys 50 1.25 1DKL7 
1 50 119%" 1" Mx FNPSH 32W236 1 50 1% 1DKL8 


antimicrobial protection. 
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HOSES 
Fuel & Steam Hoses 


GRAINGER CHOICE® 
Find the wr. Find Solutions. Find Great Prices. 








Additional hose sizes available on Grainger.com®. 





No. 2P035 





E:TeN 
Multifuel Transfer Hose 


= Max. pressure: 150 psi 

= Temp. range: -40° to 180°F 

= Brass fittings 

Vinyl nitrile hose and cover are designed to handle a wide variety of petro- 
leum-based fuels including diesel, gasoline, and kerosene. Coupled with 


ig 


No. 44ZE75 


Thermoid 


Gasoline/Fuel Transfer Hose 


= Aluminum fittings 





: . ae ; : : : Max. Workin Item 
corrosion-resistant brass fittings and reinforced with multi-ply fiber cords and a Inside Dia. Length paassuraie aOrr Fitting Size a 
dual helix with static wire. a, Je I, Softwall 

HOSE WITH BRASS BULK HOSE, im) {" 8 Tt {" 45CW98 
Inside Fitting ga sue a sos EBL 
_ : 
Dia. Size (in.) Length No. Length No. a an pel a us z uu copay 
ih Tin xin 25 ft. 447E96 100 ft. 44ZF53 : ps xan 
TH" THinx 1% in 25 th 44ZE93 100 ft. 456G14 9 12 ft. 200 psi Ya in x in 44ZE79 
> 2 in x 2 in 25 ft. 442ZF11 100 ft. 44ZF08 14 ft. 200 psi % in x % in 44ZE88 
3" 3 in x 3 in 25 ft. 447F36 100 ft. _44ZF49 17 ft. 200 psi Ya in x Yin 44ZF20 
20 ft. 200 psi Ya in x Ya in 44ZF56 
1: 10 ft. 150 psi Tin x 1 in 44ZF06 
20 ft. 150 psi 1 inx 1 in 447E95 
Pumpflex® Il, Hardwall 
(M)MNPT x MNPT 
He 17 ft. 200 psi Ya in x Ya in 447F60 
MNPT x MNPT 
sf! 10 ft. 200 psi Ya in x Yin 447F38 
“Ny 20 ft. 200 psi Ya in x Ya in 447ZF51 
GRAINGER 10 ft. 200 psi Yin x Ya in 447G20 
APPROVED 12 ft. 200 psi Ya in x Ya in 447F63 
N y,' 14 ft. 200 psi Ya in x Yin 447E75 
Steam Hose ue 20 ft. 200 psi Yin x % in 442F35 
2P035 12 ft. 60 psi Yin x Yin 447E87 





= Max. pressure: 250 psi 


b>, 
= Temp. range: 0° to 450°F 


= Reinforced double-wire braid (/2" hose has single-wire braid) 


Designed for cleaning, heat control, fire prevention, purging, thawing, blow-out 
service, steam pumps, and hoists in open-end or permanent installation opera- 
tions. Cover and tube are synthetic rubber. Assembled hose fittings are clamped. 
Crimp-coupled hoses offer a smooth grip for operator comfort. Zinc-plated steel 
female coupling spuds are available separately. 


Note: Nos. 4KT61 and 4KT62 include a female wing nut. A female or male spud may be needed to 
complete the assembly. Bulk hose can use fittings and clamps on page 2531. 






No. 45CV37 


E:T-N 
Nitrile Blend Oil and 


RED BLACK 
Item Item ' 
Inside Dia. Length Fitting Size No. No. Gas Exploration Hose 
250 psi, 2 Bol H H 
Spel, 2 Bolt eh waxiin —~—5p935 | ASSemblies with Corrugated 
Yin 50 ft %inx Yin — 2P036 : 
Sf ein ven —— axe: | Synthetic Rubber Cover 
25 ft % in x % in — 2P571 . 990 ° 
Yin 50 ft Sin x Yain = app72 | " lemp.range:-22°to 76°F 
50 ft Minx sain = 4KT62 =» Max. working pressure: 150 psi 7 
250 psi, 2 Crimp = Cam and Groove C x Cam and Groove E Fitting 
25 ft ¥ in x % in 1DKN9 | 1DKP5 . 
Yin 50 ft % in x % in 1DKP1 1DKP6 = Hose length: 20 ff. 
50 ft % in x Vin 1DKP2 | 1DKP7 Item 
‘in 25 ft 1 in x1 in 1DKP3 1DKP8 Inside Dia. Fitting Size No. 
50 ft Tinx 1 in 1DKP4 | 1DKP9 1%" 1%inx 1% in 45CV37 
250 psi, Without Fittings 2" 2% inx 2% in 45CV39 
Yin 50 ft — 1DKN6 | 4KT58 2 2 in x 2 in 45CV38 
Yin 50 ft — 1DKN7 | 4KT59 3 3 in x 3 in 45CV40 
Tin 50 ft — 1DKN8 | 4KT60 4" 4inx 4 in 45CV41 
Stainless Steel Fuel Hose Assemblies for Natural Gas aS 


= Max. pressure: 350 psi 
= Max. temp.: 1500°F 


321 stainless steel hose material, with a 304 stainless steel braid. 
Fittings are permanently welded to the metal hose. Commonly used for 
natural gas and propane applications in the petrochemical industry, and 
in mills and refineries. Meet CSA and CGA CR96-001. 





No. 4DXW8 





Static Length (In.) Static Length (In.) 
FJIC Min.Bend 12 18 24 36 48 60 FJIC Min. Bend 12 18 24 36 48 60 
Pipe Dia. Size Radius Item Item Item Item Item Item Pipe Dia. Size Radius Item Item Item Item Item Item 
Size (in.) (in.)  (in.) (in.) No. No. No. No. No. No. Size (in.) (in.) (in.) (in.) No. No. No. No. No. No. 
MNPT x F JIC MNPT x MNPT 
Ya-14 Yo V-16 1 4DXW8 4DXW9 4DXX1 4DXX2 4DXX3 4DXX4 Yo-14 Vp = 1.5 4DYA8 4DYA9 4DYCi 4DYC2 4DYC3 4DYC4 
¥4-14 Yo 1VY6e-12 2.25 4DXX5 4DXX6 4DXX7 4DXX8 4DXX9 4DXY1 Ya-14 4 — 2.20 4DYC5 4DYC6 4DYC7 4DYC8 4DYC9 4DYD1 
1-11-1/2 1 1%6-12 2.75 4DXY2  4DXY3 4DXY4 4DXY5 4DXY6 4DXY7 1-17-1/2 1 — 210 4DYD2 4DYD3 4DYD4 4DYD5 4DYD6 4DYD7 
1% -11-1/2 1% 1%-12 30 4DXY8 4DXY9 4DXZ1 4DXZ2 4DXZ3 4DXZ4 1% -11-1/2 1%  — O.0 4DYD8 4DYD9 4DYE1 4DYE2 4DYE3 4DYE4 
1% -11-1/2 1% 1%-12 4 4DXZ5 4DXZ6 4DXZ7 4DXZ8 4DXZ9 4DYA1 1%-11-1/2 1% — 4 4DYE5 4DYE6 4DYE7 4DYE8 4DYE9 4DYF1 
2-11-1/2 2 2%-12 5 4DYA2 4DYA3 4DYA4 4DYA5 4DYA6} 4DYA7 2-11-1/2 2 — 5 4DYF2 4DYF3 4DYF4 4DYF5 4DYF6 4DYF7 
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HOSES 
Chemical, Sandblast & Material Handling Hoses 


Scan. Order. Done. [= 
Details on page A1. == 









No. 
442ZF46 


Chemical Hose 


= 4:1 safety factor 


CHEMFLEX 
= Max. pressure: 500 psi for Nos. 44ZF07, 44ZF59, 
442F87, 44ZF82; 450 psi for Nos. 44ZF23, 
447E84; 300 psi for Nos. 44ZG01 and 44ZG21 
= Temp range: -40° to 300°F continuous 
= Blue color 
PTFE constructed hose with EPDM cover is chemical- 
resistant and handles a broad range of temperatures. 
For use in the cosmetics, pharmaceutical, chemical and 
food industry where chemical compatibility is critical. 


CHEMCAT™ 

= Max. pressure: 300 psi 

= Temp range: -40° to 250°F 

= Green color 

Ultra-High Molecular Weight Polyethylene (UHMW-PE) 
tube handles acids, chemicals, solvents, and petroleum 
products. Green EPDM cover helps protect the fiber 
reinforcement and helix wires from harsh industrial 
environments. 


E:TeN 


10 FT. | 20 FT. 
Inside Bend Item | Item 
Dia. Radius Fittings No. No. 
Chemflex 
Vp" 4" %" Stainless Steel, Cam and Groove |44ZF07|44ZF87 
il 6" 1" Stainless Steel, Cam and Groove |44ZF23 44ZE84 
%y" 45" ¥%" Stainless Steel, Cam and Groove 44ZE82|44ZF59 
1%" 9" 1%" Stainless Steel, Cam and Groove 44ZG21|44ZG01 
Chemcat™ 
1%" 7.5" 1¥2" Stainless Steel, Cam and Groove 44ZE77 44ZF19 
a g" 3" Stainless Steel, Cam and Groove 44ZF40\44ZE78 
2" 8" 2" Stainless Steel, Cam and Groove 44ZF98\44ZF46 
2¥."  —-8"_~—s 2 VY" Stainless Steel, Cam and Groove |44ZF50|44Z2G34 
1" 5.5" 1" Stainless Steel, Cam and Groove |44ZF90|44ZG28 


No. 45DU91 





* GRAINGER 
Sandblast Hose Treanien 
= Max. pressure: 150 psi 
= Temp. range: -25° to 185°F 
= Reinforced 4-ply tire cord, except Nos. 45DU91 
and 45DU92 have 2-ply tire cord 


= Universal sandblast couplings 

Reinforced natural rubber blend hose with synthetic 
rubber handles sand, steel shot, and other highly abra- 
sive materials. The smooth |.D. ensures unrestricted 
airflow in abrasive blast applications. 


25 FT. 50 FT. 
Hose Inside Hose Outside Item Item 
Dia. (in.) Dia. (in.) No. No. 
Vp 1.06 45DU91 45DU92 
Va 1.5 45DU93 45DU94 
1 1.89 45DU95 45DU96 
1% 2.36 45DU97 45DU98 
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No. 1PBK1 


* GRAINGER 
APPROVED 


PTFE Chemical Hose Assemblies with JIC 


= Temp. range: -65° to 450°F 

= 4:1 safety factor 

Pharmaceutical grade assemblies have 304 stainless steel braided PTFE tubing and come with brass or 
300 series stainless steel female JIC connector ends. Can be used in food handling plants, as well as for 
chemical handling, hydraulics, air lines, and water applications. Meet SAE 100R14 and FDA 41 standard. 


Hose Length (in.) 


Hose Hose Max. 12 18 24 36 48 60 
Female JIC Inside Outside Dash Operating Item Item Item Item Item Item 
Size (in.) Dia. (in.) Dia. (in.) Size (psi) No. No. No. No. No. No. 
Brass Fittings 
~6-20 Ve 0.312 4 3000 1PCL6 1PCL7 1PCL8 1PCL9 1PCN1 1PCN2 
%6-18 A6 0.445 6 2500 1PCN3 1PCN4 1PCN5 1PCN6 1PCN7 1PCN8 
34-16 13/9 0.549 8 2000 1PCN9 1PCP1 1PCP2 1PCP3 1PCP4 1PCP5 
Rh-14 Y 0.648 10 1500 1PCP6 1PCP7 1PCP8 1PCP9 1PCR1 1PCR2 
Stainless Steel Fittings 
6-20 He 0.312 4 3000 1PBK1 1PBK2 1PCG2 1PCG4 1PCG6 1PCG8 
A6-18 A6 0.445 6 2500 1PCH1 1PCH3 1PCH5 1PCH7 1PCH9 1PCJ2 
4-16 13/39 0.549 8 2000 1PCJ4 1PCJ6 1PCJ8 1PCK1 1PCK3 1PCK5 
Rh-14 Y 0.648 10 1500 1PCK7 1PCK9 1PCL2 1PCL3 1PCL4 1PCL5 
No. 
1ZLR5 
@ntinental. 


ContiTech m 


Material Handling Hose 

PVC/Thermoplastic—Handles abrasive materials including cement, fertilizers, fly ash, glass, gravel, 
metals, plastic pellets, rock salt, sand, and slurries where material may have some moisture. Meet RMA 
Class B standard. 





Thermoplastic—For use in the dry pneumatic conveying of highly abrasive solids. 


Dry Bulk—ldeal for transferring dry abrasive materials such as bottle caps and cleaning agents. 
Suitable for use in coal plants, dry cement operations, in-plant transfer, and well service applications. 


Hot Air—For use in construction, hot air blowing, in plant, and non-oily applications. Can be use for dry 
cement and tank truck delivery operations. 


Item 
Inside Dia. Length Outside Dia. Max. Pressure Color Brand No. 
Bulk Hose, PVC/Thermoplastic Polyurethane Tube, PVC/Nitrile/Polyurethane Cover, Nonconductive, -30 to 158°F 
1%" 25 iL, 1 2%p" 40 psi Black Continental 1ZLH9 
2" Zo: 2" 40 psi Black Continental 4XR65 
a 25 Tt. 34%64" 30 psi Black Continental 4XR66 
4" 25 Tt 455%," 30 psi Black Continental 4XR67 
Bulk Hose, Thermoplastic Polyurethane Tube, PVC/Nitrile Cover, 0 to 158°F 
1%" 100 ft. 12%32" 50 psi Blue Continental 1ZLR5 
2" 100 ft. 24%" 50 psi Blue Continental 1ZLR6 
3 50 TL. 31952" 40 psi Blue Continental 1ZLR7 
4" 50 Tt. 45%a" 35 psi Blue Continental 1ZLR8 
Dry Bulk, Rubber Tube, Styrene Butadiene Rubber Cover, -40 to 158°F 
4" 20 tt. 438%a" 75 psi Black Eaton 48RJ51 * 
a 20 tt. 04364" 75 psi Black Eaton 48RJ52 * 
4" 20 ft. 4V39" 79 psi Black Eaton 48RJ53 * 
D: 20 tt. 5° Yea" 75 psi Black Eaton 48RJ54 * 
4" 20 tt. 438%a" 75 psi Black Eaton 48RJ57 T 
5" 20 ft. 543%" 75 psi Black Eaton 48RJ58 Tf 
20 Tt. 5564" 79 psi Black Eaton 48RJ60 { 
4" 20 ft. AV3o" 75 psi Black Eaton 48RJ59 
Bulk Hose, Dry Bulk, Rubber Tube, Styrene Butadiene Rubber Cover, -40 to 158°F 
4" 100 ft. 438%a" 79 psi Black Eaton 48RJ45 
2: 100 ft. 54364" 75 psi Black Eaton 48RJ46 
4" 100 ft. 4 V0" 79 psi Black Eaton 48RJ47 
a 100 ft. 9°Y%6a" 75 psi Black Eaton 48RJ48 
Hot Air Hose, Dry Bulk, Rubber Tube, EPDM Cover, -40 to 158°F 
3 20 tt. 3%6° 150 psi Brown Eaton 48RJ55 * 
4" 20 ft. A1Y30" 100 psi Brown Eaton 48RJ56 * 
a 20 tt. 3%6° 150 psi Brown Eaton 48RJ61 
4" 20 ft. 41930" 100 psi Brown Eaton 48RJ62 
Bulk Hose, Hot Air Hose, Dry Bulk, Rubber Tube, EPDM Cover, -40 to 158°F 
a 100 ft. 356" 150 psi Brown Eaton 48RJ49 
4" 100 ft. 4193" 100 psi Brown Eaton 48RJ50 


* Aluminum male x female cam & groove fitting type. f Aluminum female x female cam & groove fitting type. 
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Find the wi. Find Solutions. Find Great Prices. Food and Beverage Hoses 
G@ntinentals. Nutriflo PVC Bulk Food & Gntinental. 
N : ; 
55CD72 Jee Beverage Hoses a Contitech 
Nutriflo PVC Food = Safety factor: 3:1 S55AWO9 AUAALALLAALLLLL 
& Beverage Hose Nutriflo PVC (polyvinyl chloride) bulk food and beverage hoses have a smooth 
. . PVC cover and are suitable for transferring dry foods and liquids in gravity-flow 
Assemblies with and vacuum-service applications. These hoses can handle higher pressures 





Smooth PVG Cover than Nutriflex PVC bulk food and beverage hoses with corrugated covers. They 
are well suited for transferring raw and pasteurized milk and other dairy items 








Hose Hose Hose Bend = Item - 950 0 is ie 
LD. Length Outside Dia. Radius No. ™ /eMp. range: -25° to 230° F with high water content. 
Clear, PVC Coupled Assembly = Safety factor: 4:1 
3 ft 59CD16 ; ; . Hose Hose Hose Max. Working Item 
5 tt 55cp17_ Nutriflo PVC (polyvinyl chloride) food : a Length Outside Dia. | Bend Radius Pressure@ 70°F No. 
8 ft 55CD18 lear, PV | 
in TOR Te 3in sepia aNd beverage hose assemblies have 10 fin | 120 psi BEAVET 
15 tt 55cp20 asmooth PVC cover and are suitable Ya" 25 ft Tin 3 in 120 psi oe 
20 ft 55CD21 fai 50 ft Tin 120 psi 55 
5 ft sscp22_ 10" transferring dry foods and liquids i0tt i%in 106 psi S5AV90 
3h 55cD72_ in gravity-flow and vacuum-service 1" 25 ft 1% in 106 psi 5S5AV91 
S9CEOT applications. These hoses can handle Tae tee -— sot Saves 
oft 55ceo2 higher pressures than Nutriflex PVC Ve 25 ft 1% in 99 psi 55AV94 
8 ft 880074 food and beverage hoses with corru- ion en "3 BS Se Mies 
‘Of 156in 2in 2beb75 gated covers. They are well suited for 10 ft 1 1%e in . 89 psi 55AV96 
SoCEO! transferring raw and pasteurized milk 1% 23 i es in 6 in a BS aoe 
15 ft 55ceE05 and other dairy items with high water 2 Ve 100 ft — 10 in 65 psi 3J193 
55CD77 10 ft 2 %in 79 psi 55AV99 
cut psceon Content. a 25 ft 2% in Bin 79 psi S5AWO1 
35 tt 55CD78 Hose Hose Hose Bend Item 00 ft 2% in 79 psi SoAWO2 
1j 55CEO7 1.D. Length Outside Dia. Radius No. 100 ft — 69 psi 3JT94 
a 55CD23 55CE15 9) i0ft 3 Zin is 65 psi S5AWO3 
3 ft 55CD51 3 ft 55CD86 25 tt 3% in 65 psi 55AWO4 
55CD24 55CE16 50 ft 3 in 65 psi 55AW05 
att 55CD52 oft 55CD87 100 fi = 55 psi 3795 
55CD25 55CE17 4" 10 ft 4 %in 16in 55 psi 55AW06 
an 55CD53 dl, 55CD88 25 ft 4 Ye in 55 psi SSAWO7 
fof = 1%in —5in PeaD26 10ft  2%ein 4 in 2eRDBE | a ewith White Spiral, PVC a oa aul 
55CD27 55CD90 10 ft 1 %e in 60 psi 55AW09 
15 ft 55CD55 15 ft 55CE19 1" 25 tt 1%e in 2 in 60 psi 55AW10 
55CD28 55CD91 50 ft 1 %e in 60 psi 55AW11 
at 55CD56 el 55CE20 i0ft 1¥%ein 50 psi S5AW12 
55CD29 55CD92 1 Va" 25 ft 1 %e in 3 in 50 psi 55AW13 
29 ft 55CD57 «,.. 2 55CE21 50 ft 1 %e in 50 psi 55AW14 
55cp79 2" 55CD37 10ft T%in 50 psi S5AW15 
3 ft 55CE08 3 ft 55CD65 1%" 25 tt Tin 50 psi S5AW16 
55CD80 55CD38 50 ft 1% in Ain 50 psi 55AW17 
alt 55CE09 9 ft 55CD66 10 ft 27s in 40 psi 55AW18 
8 tt 55CD81 8 tt 55CD39 = 25 ft 2 Ae in 40 psi 55AW19 
55CE10 55CD6/ 50 ft 2 ‘Ag in 40 psi 55AW20 
tort = 1%in in BRR oft 2% in Bin BEDE 2 Yi 25 sein Sin 33 ps BBAW22 
15 tt 55CD83 15 tt 55CD41 50 ft 3 %e in 35 psi 55AW23 
55CE12 55CD69 10 ft 3 %e in 35 psi 55AW24 
20 tt 55CD84 0 tt 55CD42 - 25 ft 3 %e in 7 in 35 psi 55AW25 
55CE13 55CD70 50 ft 3 %e in 35 psi 55AW26 
25 ft 55CD85 95 ft 55CD43 10 ft 4%, in . 35 psi 55AW27 
ve 55CE14 55CD71 4 29 ft 4 Yin 10 in 39 PSI oOAW28 
1% in a 55CD30 3 tt 55CD93 50 ft 4 Yin 35 psi S5AW29 
55CD58 5 tt 55CD94 | ————_$_———___—————— 
" 53CD59 ‘Of 3%in —7in B8CD96 ; 
16 In In 7 Mi 
8 tt zeeDaz l 5 : 55CD97 Nutriflex PVC @ntinentals. Jw 
t 
ContiTech 
0h 1%ein 6in BCD 5, _ooTt ssco99 | BUIK Food & & 
epeDet 3 Bech44 B H 
55CD34 5 tt 55CD45 
55CD35 t in in 55CD47 7 
20 S50003 st sseba with Corrugated PVC Cover 
55 t 
26 ft 55CD64 05 ft 55¢D50 | Nutriflex PVC (polyvinyl chloride) bulk food and 
ng | beverage hoses have a corrugated PVC cover and 
Sr are designed for transferring dry foods and liquids in 
OD gravity-flow and vacuum-service applications. These 
hoses are more flexible than Nutriflo PVC bulk food 
Bulk Food & and beverage hoses with smooth covers. They are Pens s 
v Cue well suited for transferring raw and pasteurized milk 
Beverage oses and other dairy items with high water content. 
Noncontaminating hoses are constructed with FDA and USDA-compliant food Max. Working 
‘ . : ; ; Hose Hose Hose Pressure Item 
grade materials. Hose features static wire and is suitable for dry food transfer. LD. Length Outside Dia. Bend Radius @70°F Safety Factor _No. 
Heavy-duty hose is noncorrugated and has higher pressure. beat, ate 
Max. Working 2 100 ft — 4 in 40 psi oo 1ZLT5 
Hose Hose Hose Pressure Item 2 100 ft = 7 in 39 PSI 3:1 1ZLT6 
1.D. Length Outside Dia. Bend Radius @70°F Safety Factor No. Kuriyama 
Clear, PVC 1" 100 ft 1 2%a in 3 in 55 psi 3:1 55AU79 
of" 50 ft 76 in 3 in 115 psi ca 55AU70 il 50 ft 1 2%a in 3 in 55 psi Ba 55AU78 
I," 100 ft — 3 in 115 psi 44 45CW46 Tz 100 ft — 3 in 55 psi 4:4 45EE57 
V," 100 ft Te in 3 in 115 psi 3:1 55AU71 z 100 ft — 4in 50 psi 4:4 45EE58 
ih 50 ft 1 1¥%a in 2 in 55 psi 3:1 55AU72 2 v5" 100 ft — 8 in 65 psi 4:1 45CW99 
Ti 100 ft — 4in 50 psi 4:01 45EE62 2" 100 ft 2 3¥%a in 4in 40 psi 3:1 55AU81 
ik 100 ft 11% a in 2 in 55 psi A 55AU73 py 50 ft 2 3¥6a in 4in 40 psi 3:1 55AU80 
> 50 ft 2 13/62 in 4in 40 psi 3:1 55AU74 3" 100 ft 3 Va in 6 in 40 psi 3:1 55AU83 
Ph 100 ft 2 13/62 in 4in 40 psi 3:1 55AU75 a 50 ft 3 Va in 6 in 40 psi 3:1 55AU82 
3" 50 ft 3 4V¥a in 6 in 40 psi 3:1 55AU76 4" 100 ft — 8 in 45 psi 4:4 45EE60 
a 100 ft — 6 in 40 psi 44 45EE59 5" 20 ft — 16 in 30 psi 4:4 45CW48 
3" 100 ft 3 4a in 6 in 40 psi 3:1 55AU77 6" 20 ft — 25 in 40 psi 41 45CW47 
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HOSES 
Ducting, Blower & Vacuum Hoses 


Scan. Order. Done. (= 
Details on page A1. - 





HI-TECH 
DURAVENT 


Flexible Hose & Ducting 


Flexflyte 
Fiberglass 
Duct Hose 


Neoprene-coated fiberglass duct hoses are used to blow or exhaust hot air for 
pellet drying applications in the plastics-processing industry. These lightweight, 
flexible hoses are flame-retardant and self-extinguishing. They can handle 
fumes at low pressures and moderately high temperatures, but they are not 
recommended for applications with continuous flexing, liquids, or abrasives. 


Max. L-1 L-9 FLEXFLYTE FIBERGLA 
Working BLACK ORANGE G = 
tg ipso ah Fiesils ela _ = Temp. range: -75 
.D. Length Radius @ 70° ating 0. 0. to 500°F (L-9): -65° 
¥%in 12ft  0.7in 28 psi 28.00 inHg 2RY76 | 2RY61 a ra 
Tin 12ft 0.9in 28psi 28.00inHg 2RY77 2RY62 +‘ to 300°F (L-1) 
1“in_ 12ft_ 1.2in 26 psi_26.00 in Hg 2RY78 | 2RY63_ = Fiberglass reinforced, 
tin 12ft 1.5in 25psi 24.00 inHg 2RY79 | 2RY64 ah 
1%in 12 17in 24psi 22.00 inHg 2RY80  2RY65  Smoothbore 
= High temp. applications 
Flexible hose has helical 
support. L-9 hose has 


2in 12ft 1.9in 23psi 20.00inHg 2RY81 — 
2RY66 
2-ply silicone fiberglass; 


2in  12ft 1.9in 24psi 20.00inHg — 
2%in 12ft  2.2in 21 psi 19.00in Hg 2RY82 | 2RY67 
2RY68 

L-1 hose is 2-ply neoprene 

fiberglass. 


2 Yin 2.4in 20 psi 18.00 in Hg 2RY83 
3in 12ft 29in 19psi 16.00 inHg 2RY84 | 2RY69 
Zin 12ft 3.9in 6psi 13.00inHg 2RY85 2RY70 
5in 12ft 49in 14psi 10.00 inHg 2RY86 | 2RY71 
2RY72 
FLEXFLYTE VF 
PVC-COATED 
FIBERGLASS - GRAY 
= Temp. range: 


Gin 12ft 5.9in 11psi 7.00 in Hg| 2RY87 
2RY73 
-20° to 200°F 


Sin 12ft 7.8in 7psi 3.00inHg 2RY88 
10 in 9.8in 5psi 1.50inHg| 2RY89 | 2RY74 
2RY75 
Flexible material has 
PVC-coated wire helix. 


12 in 11.8in 4psi 1.00 in Hg| 2RY90 
Ideal for low-pressure air. 





Max. 25 FT. 
Working LENGTH 
Pressure Vacuum Item 
@ 70°F Rating No. 
9.00 inHg | 2TA60 
7.00 inHg | 2TA61 
4.00 inHg | 2TA62 
2.20 inHg | 2TA63 
psi 0./0inHg | 2TA64 
i 0.30inHg | 2TA65 
psi 0.20inHg | 2TA66 


Hose Hose Bend 
1.D. Length Radius 
3 in 25 tt 0.8 in 
4in 25 ft 
5 in 25 tt 
6 in 25 ft 
8 in 25 Tt 
25 ft 
25 tt 


HI-TECH 
DURAVENT 


Flexible Hose & Ducting No. 


Industrial Ducting Hose ae 


Reinforced PVC (polyvinyl chloride) ARD COMPRESSIBLE pvc. 
duct hoses are used for moving large = Temp. range: -20° to 180°F 
volumes of air in chemical fume- = Highly compressible 
removal, general fume-removal, and — Sturdy, flexible PVC wall construction 
solvent-ventilation applications in the reinforced with spring wire helix provides 
food-manufacturing, chemical-manu- an economical choice for positive airflow. 


facturing, pharmaceutical, industrial 
: HTR HEATER/DEFROSTER 
woodworking, and plastics-process = Temp. range: -40° to 225°F 


ing industries. These hoses can also = (aan recig 
be used for low-vacuum applications 
= Compressible for storage 


on dust-cleaning equipment. These 
a polypropylene wall, reinforced with 


and moisture, and they are made 
from transparent material that lets Polypropylene rod helix. An economi- 
cal choice for air, dust, and fume 


users see what's in the tube. The ue 
hoses are highly compressible, which @PPplications. 
saves space when transporting them. 









25 FT. 50 FT. 
LENGTH LENGTH 
Hose Max. Working Item Item 
1.D. Bend Radius Pressure @ 70°F Vacuum Rating No. No. 
ARD Compressible PVC - Clear 
For Air Applications 
6 in 4 in 7 psi 6.00 in Hg SAXY7 — 
8 in 6 in 7 psi 2.00 in Hg 3AXY8 — 
10 in 8 in 2 psi 1.75 in Hg SAXY9 —_ 
12 in 9.5 in 3 psi 1.25 in Hg 3AXZ1 — 
14 in 10.5 in 2 psi 1.50 in Hg 3AXZ2 _ 
16 in 11.5 in 1 psi 1.50 in Hg 3AXZ3 _ 
18 in 12.5 in 1 psi 1.50 in Hg 3AXZ4 —_ 
HTR Heater-Defroster - Black 
For Air Applications 
1 in 1.3 in 11 psi Not Rated 3AYG5 3AYH3 
1% In 1.8 in 10 psi Not Rated 3AYG6 3AYH4 
1 %in 2.3 In 10 psi Not Rated 3AYG7 3AYHS 
2 in 3.3 IN 10 psi Not Rated 3AYGS 3AYH6 
2 2 In 4 in 9 psi Not Rated 3AYG9 3AYH7 
3 in 4.5 in 8 psi Not Rated 3AYH1 3AYH8 
4 in 4.8 in 3 psi Not Rated 3AYH2 3AYH9 
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1PV-EP-HM Vinyl 

Blower Hose with 
Wear Strip 
No. 3WB42 


HI-TECH 
DURAVENT 


Flexible Hose & Ducting 


Blower Hose 


Neoprene-coated polyester duct hoses are used to blow or exhaust air for dehu- 
midification, enclosed space ventilation, portable air conditioner, preconditioned 
air, and general ventilation applications in foundries, municipalities, shipyards, 
and the aerospace and facility-service industries. These flexible hoses are 
flame-retardant and self-extinguishing. They also have an external vinyl-coated 
wear strip that protects the hose from abrasion when dragged. The hoses are 
highly compressible, which saves space when transporting them. 

1PN-EP-HM NEOPRENE BLOWER HOSE WITH WEAR STRIP 

= Operating temp. range: -40°F to 250°F 

1-ply, neoprene-coated polyester fabric material with a wire helix reinforcement 
and an extruded external wear strip. Suitable for heavy-duty positive airflow and 
for use in cooling, exhaust, and heating/temporary heating applications. 

Note: Hose and air mover sold separately. 

1PV-EP-HM VINYL BLOWER HOSE WITH WEAR STRIP 

= Operating temp. range: -20° to 180°F 

Hose is compressible from 15 ft. to 11". Vinyl-on-polyester fabric construction is 
protected with a vulcanized wear strip. Includes sewn cuff, belt, and buckle on 
each end. For positive airflow applications. 


1PV-EPW-HT HI-TEMP BLOWER HOSE 
= Operating temp. range: -65° to 325°F 
= Medium weight 

= Flexible and compressible 


Ideal for positive airflow applications in heating rooms, confined spaces, tents, 
and buildings. Durable ducting fabric uses a 100% heat-set fiberglass base 
substrate laminated to a specially formulated PVC alloy. 


Hose 








Hose Max. Working Item 


1.D. Length Bend Radius Pressure @ 70°F Vacuum Rating No. 
1PN-EP-HM Neoprene Blower Hose with Wear Strip - Yellow/Black 
6 in 15 tt 3.000 8 psi Not Rated 40ME/5 
6 in 20 ft 3.0 IN 8 psi Not Rated 92DE80 
8 in 25 it ° In 6 psi Not Rated 40ME7/8 
12 in 15 ft Zo in 3 psi Not Rated 40ME79 
12 In 20 ft 7.0 In 3 psi Not Rated 92DE82 
14 in 15 ft 8.5 In 2.0 PSI Not Rated 40ME80 
16 in 1h 9.5 in 2 psi Not Rated 40ME74 
16 in 20 ft 9.9 in 2 psi Not Rated 02DE84 
18 in 15 ft 10.5 in 2 psi Not Rated 40ME81 
18 in 20 ft 10.5 in 2 psi Not Rated 92DE85 
20 In T5it 12 In 1 psi Not Rated 40ME/7 
20 In 25 ft 12 In 1 psi Not Rated 52DE86 
1PV-EP-HM Vinyl Blower Hose with Wear Strip - /Black 
6 in 15 it 4 in 15 psi 2.90 In Hg 3WB42 
6 in 25-ft 3.0 IN 15 psi Not Rated 02DE87 
8 in Tat 6 in 13 psi 1.50 in Hg 3WB43 
8 in 25 ft 2 in 13 psi Not Rated 02DE88 
12 In 15 ft 7.3 in 10 psi 0.50 in Hg 3WB44 
12 In 25 ft 7.9.1n 10 psi Not Rated 92DE89 
14 in 15 ft 8.2 | in 10 bs! 0.50 in Hg 3WB45 
14 in 20 ft ce 10 psi Not Rated 92DE90 
1PV-EP- HM Vinyl Blower Hose with Wear Strip - Yellow/Black 
16 in 15 it 9.5 In 8 psi Not Rated 40ME82 
16 in 25 it 9.5 in 8 psi Not Rated 52DE91 
18 in 15 ft 10.5 in 9 psi Not Rated 40ME73 
20 In 15 ft 12 In 2 BS Not Rated 40ME76 
20 In 25 it 12 In Not Rated 92DE93 
1PV-EPW-HT Hi-Temp Blower Hose with Wear Strip - - Yellow/Black 
8 in 20 ft 4 in 6 psi 1.50 In Hg 3WB41 


FACILITY AUDIT 


The Grainger Energy Services 
Team is your resource to help 
identify and implement efficient 


energy solutions for your business. 
Schedule your facility audit to 
learn how much you can save with 
Grainger Energy Services. 


> Visit grainger.com/energyservices 
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; HI-TECH 
Ontinentals. DURAVENT 


ContiTech Flexible Hose & Ducting 


DT-30 for Wood Chips 


and Plastic Pellets 


= Temp. range: -60° to 180°F 
= Abrasion-resistant urethane 
= Severe service applications HI-TECH 


Hose Hese ate em | DT-45 URETHANE Thermoplastic PY8AVsNt 








No. 2RY31 























1.D. Length Bend Radius @ 70°F Vacuum Rating No. 
DT-30 Polyether Urethane Film Polyurethane Duct Hoses 
For Wood Chip Applications . 
3 in 25 ft 2.2 in 23 psi 10.00 in Hg 2TA13 
4in 25 ft 3.1 in 18 psi 9.00 in Hg 2TA14 for Metal Shavings 
2 in eo t i q psi ie in 7g te = Temp. range: -60° to 180°F 
in 6 in psi .00 in Hg ernie 
8 in 25 tt 6.1 in 11 psi 2.00 in Hg 2TA17 = Abrasion-resistant urethane 
10 in 25 ft 9in 10 psi 5.00 in Hg 2TA11 =» Severe service applications 
oe aot a2 : is ean Ha aa Hose has hard-drawn spring steel wire helical support. DT-45 hose features 
DT-30 Urethane medium-weight, 3-ply construction to withstand higher pressure and vacuum 
3 in 25 ft 2.2 in 23 psi 10.00 in Hg 3WB22 
4in 25 ft 3.1 in 18 psi 9.00 in Hg 3WB23 . mer Woy, Toe reas 
9 in 29 ft 4 in 14 psi £.00 in Fig 3WB24 LD. Length BendRadius @70°r Rating No. No. 
6 in 25 ft 4.6 in 14 psi 9.00 inHg ___ 3WB25 DT-45 Polyether Urethane Film 
SDH ae SEER a a al aie Eon aed Salhi appre alone 
3 in 25 tt 3.4 in 23 psi 24.00inHg | 2TA27 | 2TA20 
a aa 33 In eo psi on In + ae 4 in 25 tt 4.4 in 18psi_23.00inHg | 2TA28 | 2TA21 
: van a hi alll oy ps! 59.00 in Ha STE 5 in 25 ft 5.2 in 14 psi 18.00inHg | 2TA29 2TA22 
: van sO 1 ; oy pel 59.00 in Hie SAX] 6 in 25 ft 5.7 in 14 psi 14.00 inHg | 2TA30 2TA23 
os u pa ee ee 8 in 25 tt 7.3 in 11 psi 10.00 inHg | 2TA31 2TA24 
in et ell ets eo00an iG __SAM2 10 in 25 tt 9.3 in 10psi____5.00inHg | 2TA32__|_ 2TA25 
1% in 50 ft 4.3 in 27 psi 28.00 in Hg 3AXY2 on a5 Tt i03in 5 asi = 00in TASS ne 
2 in 25 tt 4.5 in 25 psi 27.00 in Hg 3AXX3 : P : 9 
2 in 50 ft 4.5 in 25 psi 27.00 in Hg 3AXY3 
2 Vein 25 ft 5.5 in 23 psi 24.00 in Hg 3AXX4 
2 Yin 50 ft 5.0 if 23 psi 24.00 in Hg 3AXY4 mi 
3 in 25 ft 6 in 19 psi 20.00 in Hg 3AXX5 TECH 
3 in 50 ft 6 in 19 psi 20.00 in Hg 3AXY5 
4in 25 ft 6.75 in 9 psi 15.00 in Hg 3AXX6 Riaxibie Hisse-ebuEtinG 
4in 50 ft 6.75 in 9 psi 15.00 in Hg 3AXY6 
UFD.020 Urethane - Clear VAC-U-LOC Vacuum Hose 
2 in 25 tt 2.0 in 25 psi 29.00 in Hg 3AXN5 
2 Vin 25 ft 2.3 in 25 psi 29.00inHg  3AXNG = Temp. range: -65° to 140°F 
tn 7a oa eae on a 
n n S : n : . : 
Sin OB ft 35 i eae 1700 in Hg BAXNG Flexible, moisture-resistant all-polyethylene EVA hose 
6 in 25 ft 4 in 13 psi 13.00 in Hg 3AXP1 has self-supporting interlocked construction. 
7 in 25 ft 5 in 13 psi 17.00 in H 3AXP2 
8 in 25 ft 5.5 in 11 DS 11.00 in Hg 3AXP3 Hose Hose Max. Working ; Item 
10 in 95 tt 6.5 in 7 psi 5.00 in Ha 3AXP4 1.D. Length Pressure @ 70°F Vacuum Rating Bend Radius No. 
12 in 25 ft 8 in 7 psi 3.00 in Hg 3AXP5 Vac-U-Loc - Gray _ 
UFD-AP Clear/Yellow Urethane Wall/ABS Helix | | For Dust Applications. 20 pa 20.00 in Ho ser — 
a aot aoe He Se aOa He ANE? 1 in 50 ft 16 psi 18.00 in Hg 4.0 in 2RY53 
1 in 50 ft 2.0 in 40 psi 28.00 in Hg 3AXL7 D7 OB ft 15 psi 18.00 in H 437 ORY55 
2 in 25 ft 2.3 in 34 psi 26.00 in Hg 3AXL1 an pel eae cll 
2 in 50 ft 23 in 34 psi 26.00 in Hg 3AXL8 2 Ya in 29 ft 14 psi 16.00 in Hg 4.6 in 2RY56 
2 Vin 25 tt 2.8 in 32 psi 26.00 in Hg 3AXL2 3 in 20 ft 9 psi 11.00 in Hg 9.1 in 2RY57 
2 in 50 ft 2.8 in 32 psi 26.00 in Hg 3AXL9 ——————— 55 SS 
3 in 25 ft 3 in 31 psi 26.00 in Hg 3AXL3 
3 in 50 ft 3 in 31 psi 26.00 in Hg 3AXN1 
4in 25 ft 4in 30 psi 22.00 in Hg 3AXL4 
4in 50 ft 4in 30 psi 22.00 in Hg 3AXN2 
6 in 25 ft 6.5 in 25 psi 10.00 in Hg 3AXL5 
6 in 50 ft 6.5 in 25 psi 10.00 in Hg 3AXN3 
8 in 25 ft 9 in 25 psi 9.00 in Hg 3AXL6 
UFD-SD Urethane - Clear 
For Wood Chip Applications 
2 in 20 ft 2.9 in 13 psi 29.00 in Hg 3AXU9 
2 in 50 ft 2.5 in 13 psi 29.00 in Hg 3AXV8 
3 in 25 ft 3.5 in 12 psi 29.00 in Hg 3AXV1 
3 in 50 ft 3.5 in 12 psi 29.00 in Hg 3AXV9 
4in 25 ft 4.5 in 10 psi 20.00 in Hg 3AXV2 
4in 50 ft 4.5 in 10 psi 20.00 in Hg 3AXW1 
5 in 25 ft 5.5 in 10 psi 15.00 in Hg 3AXV3 No. 3AYG2 
5 in 50 ft 5.5 in 10 psi 15.00inHg _ 8AXW2 HI-TECH 
6 in 25 ft 6.3 in 9 psi 13.00 in Hg 3AXV4 aoe 
gin Sut 63in— psi 130049 a3 | Urethane Airline Lavatory Hose 20RAYENT 
8 in 25 ft 8.8 in 7 psi 10.00 in Hg 3AXV5 
cae oak ieee cee = Temp. range: -60° to 160°F 
or Wood Chip Applications VAL : 
Yin 5 ft 07in 16 psi 98.00inHg  2RY31 = 44" |.D. urethane hose with cuffs 
1 in 25 ft 0.9 in 15 psi 28.00 in Hg 2RY33 = Translucent blue 
1% in 25 ft 1.2 in 13 psi 28.00 in Hg 2RY35 = ee feet 
7 ein Ti ‘ein 10 psi 6.00 in Ho ORY37 Urethane wall, nylon helix construction is crush-, kink-, and abrasion-resistant. 
2 in 25 ft 2.0 in 8 psi 22.00 in Hg 2RY39 Bend Max. Vacuum Item 
2 Yin 25 ft 2.0 in 7 psi 20.00 in Hg 2RY41 Length Radius Pressure Rating No. 
3 in 25 ft 2.9 in 6 psi 16.00 in Hg 2RY43 Urethane Industrial Ducting Hose 
4in 25 ft 3.9 in 5 psi 12.00 in Hg 2RY45 10 ft. 3AYG2 
5 in 25 ft 4.9 in 5 psi 10.00 in Hg 2RY47 12 ft. 9.0" 10 psi 10.00" Hg 3AYG3 
6 in 25 ft 5.9 in 4 psi 7.00 in Hg 2RY49 15 ft. 3AYG4 
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Ducting Hoses Details on page Al. 
Max. Working Max. Working 
Hose Hose Bend Pressure Vacuum Item Hose Hose Bend Pressure Vacuum Item 
1.D. Length Radius @ 70°F Rating No. 1.D. Length Radius @ 70°F Rating No. 
Santoprene Black and Blue Vac-U-Flex EHL Clear/Black PVC Helix 
For Exhaust Applications For Dust Applications 


gin 2oft 2./ in 28 psi 24.00 inHg 2RY94 1%in 25ft 1.1 in 20 psi 10.00 inHg 3AXK2 
4in oft 3.6 In 24 psi 18.00 in Hg 2RY95 1% in 25tt 1.4 in 18 psi 8.00 in Hg 3AXK3 
din 2oft  4.11In 20 psi 16.00 in Hg 2RY96 2in _2oft 1.7 in 18 psi 8.00 inHg 3AXK4 
6in 2oft 45In 18 psi 17.00inHg 2RY97) 2%in 25ft 20in 13 psi 6.00 in Hg 3AXK5 








Bin 25ft 59 in 12 psi 8.00in Hg 2RY98 3in = 25ft 24in 9 psi 4.00 inHg 3AXK6 
Win 25tt 7.11n 8 psi 5.50inHg 2RY99 3%in 25ft  3.0in 6 Bs 3.00 in Hg 3AXK7 
121i: 25Tt 8.3 in 6 psi 3.00 in Hg  2TA10 Ain 25ft 3.1in 6 psi 3.00 in Hg 3AXK8 
RFH- Plus Fabric Reiafarcou - Black Tac; U-Flex EHL White PVC Not Reinforced 
For Dust Applications Tin 100 ft 3/7 psi 29.00 inHg 4XR62 
2 In 20 ft 3.0 IN 20 psi 29.00 inHg SAYR1 White PVC Helix 
2in 50ft 3.5in 50 psi 29.00inHg S3AYU2 1%in 100ft — 37 psi 29.00 inHg 1ZLJ3 
2%in 25ft 4 in 36 psi 29.00 in Hg 3AYR3 White PVC Not Reinforced 
No. 2RY91 2%in 50ft 4 in 36 psi 29.00inHg S3AYU4 1%in 100ft — 34 psi 29.00 in Hg 4XR63 
3in 25ft 43in 29 psi 28.00 in Hg 3AYR4 2in  100ft — 30 psi 29.00 in Hg 4XR64 
3in =50ft = =—°4. 3 in 29 psi 28.00 in Hg 3AYU5 White PVC Helix 
Ain 25ft 48in 27 psi 28.00 in Hg 3AYR6 3in 100 ft — 30 psi 29.00 inHg 1ZLJ4 
4in 50ft 48in 27 psi 28.00 in Hg 3AYU7 4in  100ft — 27 psi 15.00 inHg 1ZLJ5 
HI-TECH 2 in aa g in 2 psi Be in af ate or ene nex Vinyl - Blue 
in i in psi .00 in Hg or Air Applications 
DERAVENT Gin 25ft  7.5in 18 psi 16.00 inHg 3AYT1 Zin 25ft 27in 23 psi 27.00 inHg 19RT26 
Flexible Hose & Ducting 6in d50ft 7.5in 18 psi 16.00 inHg 3AYV2 Ain 25ft 34 in 18 psi 25.00 in Hg 19RT27 
fin Zot 8.3.1n 15 psi 15.00 inHg 3AYT2 din 25ft < Qin 14 psi 18.00 in Hg 19RT28 
Duct Hose for Dust 8in  25ft Jin 13 psi 15.00 inHg 3AYT3 Gin 25ft 4.5in 14 psi 14.00 in Hg 19RT29 
: in 3. i i iF psi Fa in He aaa nar heK Brest PVC - Blue 
i in emit 0 in psi .00 in Hg 4 or Air Applications 
These thermoplastic rubber duct hoses have heavy, — -9;, sa —410in 40 psi 10.00 inHg SAYWS' «3 in D5 ft -2.7in 24 psi 22.00 in Hg 3WB3d 
thick walls. They provide excellent chemical resis- 1Oin 25ft —11.0in 8 psi 10.00 in Hg of MAE 4in a te in il psi fa in Hg ee 
j j 10in SOft 11.0in 8 psi 10.00 in Hg 2 In a] in psi .00 in Hg 
tance and good abrasion resistance, and they also Zin 25ft 13.0in 8 psi 8.00 inHg 3AYT6 Gin 25ft 5.1 in 8 psi 10.00 in Hg 3WB35 
resist moisture, ozone, and UV rays. They are used 12in 50ft 13.0in 8 psi 8.00 inHg 3AYV7 8in  25ft 7 in _/ psi 6.00in Hg 3WB36 
for cotton harvesting, fume removal, leaf blowing, RFA FDA - White CVD-AP Clear/Black PVE Hellx 
Me ace : : ee For Dust Applications For Dust Applications 
oil-mist collecting, seeding, solvent ventilation, and din 25ft 3.5in 17 psi 29.00 inHg  3AYAt 4 in 25 i 4 in 16 si 14,00 in Hg SMT 
iloti icati 3 in 20 ft 4.3 In 10 psi 28.00 inHg 3AYA2 in n) in psi .00 in Hg 
general ventilation applications. These hoses are Ain 25ft  —«6.5in 10 psi 25.00 inHg 3AYA3 bin 25ft 4.3 in 15 psi 12.00 in Hg 3AXJ2 
suitable for applications with a wide temperature bin 25ft Sin 9 psi 15.00inHg 3AYA4 Gin 25ft  58in 12psi.11.00inHg 3AXJ3 
range Gin 25ft 8.8in 8 psi 11.50 in Hg 3AYA5 7in 25ft 6 in 11 psi 6.00 inHg 3AXJ4 
; 8in 25ft 12 in 6 psi 5.50 in Hg 3AYA6 Bin 25ft 7.8in 10 psi 6.00 inHg 3AXJ5 
Max. Working ARH Blas Stay Plastic Helix TDHS PVC Laminated Polyester - Black and Orange 
Hose Hose Bend Pressure Vacuum Item Yin 20 1.5 ifn 38 PSI 29.00 inHg 3AYC8 For Exhaust Applications 
1.D. Length Radius @ 70°F Rating No. Yin 50 i 1.5 in 38 PSI 29.00 inHg 3AYD9 3 In 20 ft 1.5 in 28 psi 24.00 inHg 2TAS3 
Dura-Flex 9025TPR - Black Tin 25Tt = 2.3 in 34 psi 29.00 in Hg 3AYC9 Ain 25ft 2.0in 24 psi 18.00 in Hg 2TA54 
For Air Applications 1 in 20 ft 2.3 In 34 psi 29.00 inHg 3AYE1 2 In 20 ft 2.0 IN 20 psi 16.00 in Hg =2TA55 


Zin - 20 Tt 1.9 in 31 psi 28.00 in Hg 2RY91 1Y%in  25ft 2.0 In 28 psi 29.00 inHg 3AYD1 Gin 25ft 3.0 in 18 psi 17.00 in Hg 2TA56 
3in2oft 3.0 IN 28 psi 24.00 inHg SWB27 1%in 5SOft 2.0 In 28 psi 29.00 in Hg 3AYE2 Bin 2oft 4.0 in 12 psi 8.00 inHg 2TA5S/ 
4in_25ft 4 in 24 psi 18.00 inHg 3WB28 1'%In = 25fTt 2.8 In 23 psi 29.00 inHg 3AYD2 10in  25ft 9.0 in 8 bs! 9.00 inHg 2TA58 
oi 25 Tt 2 in 20 psi 16.00 inHg 3WB29 1%In dSOft 2.8 In 23 psi 29.00 in Hg 3AYE3 12in  25ft 6 in 6 psi 3.00 inHg  2TA59 
6 In 20 ft 9.9 In 18 psi 17.00 inHg 3WB30 1%in 2dft 3 In 18 psi 29.00 inHg 3AYD3 2PN Neoprene coated) Polyester - Black 

8 In 25 it 7 in 12 psi 8.00 inHg 3WB31 1% in  SOft 3 In 18 psi 29.00 inHg S3AYE4 For Dust Applications 


IO i — 25 Tt 7.1 in 8 psi 9.00 inHg 2RY92 2in 25 Tt 3.0 i 17 psi 29.00 inHg SAYD4 1%in = 25iTt 1.3 in 41 psi 29.00 inHg 3WB12 
12in = 25Tt 8.3 In 6 psi 3.00 inHg 2RY93 2in  _adtt 3.3 IN 17 psi 29.00 inHg 3AYES Zin 25 it 1.8 in 33 PSI 28.00 inHg S3WB13 
Vac-U-Flex TPE - Black 2%in 25 Tt 3.8 IN 16 psi 24.00inHg SAYD6 2%in 25Tt 2.3 in 2/ psi 28.00 inHg 3SWB14 
For Dust Applications 3 in 25 Tt 2 In 14 psi 19.00 in Hg S3AYD7 3 in 25 ft 2./ in 23 psi 27.00 inHg S3WB15 


Yin 25 tt 0.7 in 10 psi 28.00 in Hg 2RY11 3in 30 ft 9 in 14 psi 19.00 in Hg S3AYE8 4in 25 ft 3.4 in 18 psi 20.00 inHg 3WB16 
lin 25 Tt 0.9 in 10 psi 28.00 in Hg 2RY13 ; i 20 ft i in 11 psi 16.00 in Hg 3AYD8 Jin 25ft 3.9 in 14 psi 18.00 inHg 3WB17 


1%in  25tt 1.2 In 10 psi 28.00 inHg 2RY15 20 ft 11 psi 16.00 in Hg S3AYE9 6in  2oft 4.5 in 14 psi 14.00 in Hg 3WB18 
1%in  25tt 1.5 in 10 psi 28.00 inHg 2RY17 sae Vac-U-Flex - Gray 8 in 25 ft 5.5 in 11 psi 11.00 in Hg 3WB19 
2in 20 tt 2.0 in 10 psi 28.00 inHg 2RY19 1%in  d0ft 0.9 in 4S psi 27.00 inHg 2RV79 10in 25 Tt 6.8 In 10 psi 9.00 inHg 3WB20 


2%in 2oftt 2.0 IN 9 psi 28.00 inHg 2RY21 1%in  dOft 1.1 in 36 psi 26.00 inHg 2RV81 12in =25tt 9.4 in 8 psi 3.00 inHg 3WB21 
3 In 20 ft 2.9 in 7 psi 28.00 inHg 2RY23 2 In 20 ft 1.6 in 26 psi 29.00 inHg 2RV83 333 Clear Wall with Opaque Plastic Helix 
4 in 25 it 3.9 in 6 psi 28.00 inHg 2RY25 2%Iin 50ft 2.2 In 20 psi 24.00 inHg 2RV85 For Dust Applications 
Sif 25a 4.9 in 2 psi 18.00 in Hg 2RY27 3in 25 Tt 2.0 IN 20 psi 24.00 inHg 2RV87 2%in 2d5tt 9.3 IN 23 psi 24.00 inHg 3AYF2 
6in 25 Tt 9.9 In 4 psi 10.00 in Hg 2RY29 4in —_25tt 3.3 IN 14 psi 18.00 in Hg 2RV89 gin 25 it —#. 6.75 in 18 psi 18.00 inHg S3AYF3 
3in 2oft 8 in 12 psi 12.00 in Hg S3AYF4 
4in__25it 8.3 IN 12 psi 12.00 in Hg S3AYF5 
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* GRAINGER : 
APPROVED . 
HI-TECH No. 2TA48 
DURAVENT No. 3AYW1 No. 2RV91 
Va Hose & Ducting r c Po No. 3AYP9 No. 2TA34 
Outside Inside Item Outside Item 
Dia. (in.) Dia. (in.) For Use With No. Dia. (in.) For Use With No. 
Hose Cuff Ducting Hose Connector 
PVC 304 Stainless Steel 
1% In 1% In 3AXK -3AXN3, 3AXX1-3AXY6, 3AYC8-3AYE9 3AYV9 4in 4 in Ducting Hose 2TA34 
43/40 4 ihn 210100751525-10, 210104001550-10, 213106002650-10, 3AYW1 2 in 9 in Ducting Hose 2TA35 
213201502225-10, 213204002250-10, Mfr. No. 3AXK 6 in 6 in Ducting Hose 2TA36 
2 In 1% In 3AXK -3AXN3, 3AXX1-3AXY6, 3AYC8-3AYE9 3AYW2 8 in 8 in Ducting Hose 2TA37 
9 V4 in Din 210100751525-10, 210104001550-10, 213106002650-10, 3AYW3 10 in 10 in Ducting Hose 2TA38 
213201502225-10, 213204002250-10, Mfr. No. 3AXK 12 in 12 in Ducting Hose 2TA39 
3 V4 in 3 in 210100751525-10, 210104001550-10, 213106002650-10, 3AYWA 
‘ 213201502225-10, 213204002250-10, Mfr. No. 3AXK 
Screw Cuff Inside Item 
1% in 1% In For Ducting Hose No. 2RV79 2RV91 Dia. (in.) For Use With No. 
1 ¥% In 1% In Ducting Hose No. 2RV81 2RV93 Hose Quick Release Clamp 
2 %e in 2 In Ducting Hose No. 2RV83 2RV95 Galvanized Steel 
2 A In 2 2 in Ducting Hose No. 2RV85 2RV97 4 in 4 in Ducting Hose 2TA48 
3% In 3 In For Ducting Hose No. 2RV87 2RV99 6 in 6 in Ducting Hose 2TA49 
Y Connector 8 in 8 in Ducting Hose 2TA50 
Aluminum 10 in 10 in Ducting Hose 2TA51 
3 in 4 in BAYK3 - 3AYL3 3AYP9 12 In 12 in Ducting Hose 2TA52 
2612 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° | HOSES 
Find the ww. Find Solutions. Find Great Prices. PVC Suction Hoses, Tygon & Clear PVC Tubing 


PVC Suction and 


Transfer Hoses 


= Temp. range: 25° to 150°F 
= Vacuum to 29.9" Hg 

= Hardness: Shore A73 

= Clear color 

= 25-ft. length 


Spring spiral wire reinforcement prevents collapsing and kinking, and can also 
be used for static dissipation. Nonmarking, nontoxic, chemical-resistant hose 

















has a smooth interior wall that prevents product buildup. For food and water N pees 
dispensing, pure water systems, coolant lines, pneumatic systems, vacuum 
lines, and auto wash equipment. Formulation conforms to FDA requirements. 
Inside Max. Item SAINT-GOBAI 
Tube Hardness Dia. Outside Dia. Wall Thickness Pressure* No. cada 
Shore A: 73 Va" Vy" ¥," 210 psi@70°F 4CHR2 ™ 
Shore A: 73 He iA ve ‘a0psio70r aches | FYQGON S3™ B-44-3 and 
Shore A: 73 V5" 13/6" a0" 150 psi@ 70°F 4CHR4 ™ 7 
Shore A: 73 Zi is ye toopsi@7or —acurs | Tygon S3°" B-44-4X Tubing 
Shore A: 73 yf" 17; Vg" 100 psi@ 70°F 4CHR6 en : 
Shore A: 73 1" 195" a6 85 psi@70°F _ 4CHR7 = Temp. range: -32° to 165°F 
Shore A: 73 TV" 13" Va" 85 psi @ 70°F ame = Hardness: Shore A66 
Shore A: 73 17" ay Va" 85 psi@70°F  4CHR9 
Shore A: 73 2" OV, VA 70 psi@ 70°F 4CHT1 = Clear color 
Shore A: 73 OVA D9," yj; 50 psi@ 70°F  4CHT2 = 90-ft. length 
Shore A: 73 V5" ee Va" 50 psi@ 70°F  4CHT3 oe Z : 
Show Any} Bs @ 70° CHT 73 z ay Vi aT ae @70"E AGHA Tubing is taste-free, odor-free, nontoxic, and contains no BPA or phthalates. 





Compliant to FDA CFR Part 175.300, NSF-51, and 3-A sanitary standards. 


Beverage (B-44-3)—Flexible tubing has excellent nonwetting properties for 
a — complete drainage and simple flush cleaning. 


* Working pressure decreases as temperature increases. 














—___— = Food, Milk, and Dairy (B-44-4X)—Smooth, nonporous bore helps minimize 
bacterial growth. Resists harsh cleaners and commonly used sanitizers. 
APPROVED Beverage B-44-3 Food, Milk and Dairy B-44-4X 

Inside Outside Wall Max. Item Max. Item 

Cl PVC Ti bi Dia. Dia. Thickness Pressure No. Pressure No. 
ear uDiIng Veo He fe 100 2LPwo 
. IR oF (_fe ° he" i Yao" 70 psi 2LPR5 60 psi 2LPX1 
= Temp. range: 25° to 150°F (-4° to 65°C) Ve Hi i a aa cei SLPX? 

= Hardness: Shore A73 : Vi gi Ve — —_ 
This flexible, nontoxic tubing is ideal for use in most food and beverage e_Ye pe 43 psi 2LPXS 
applications. For a complete list of standards and specifications, go to A Vg! Yap! 34 psi OLPX4 
Grainger.com® and search for individual products. Ai Vi Ke 62 psi 2LPT1 60 psi 2LPX5 
; ao 2" Ao" Yao" 31 psi 2LPT2 28 psi 2LPX6 
Note: Tube support is recommended if used with push-to-connect fittings. ao" Yap! Vg! 50 psi OLPX7 
Inside Outside Wall Item Ae “a %e" 20 psi 2LPX8 
Tube Color Dia. _—~dDia. ~—‘Thickness ©‘ Max. Pressure* TubeLength _No. Yee" Vie" 43 psi 2LPX9 

Clear i VA Ve 65 psi @ 70°F 100 ft. 4HL96 Ve ye Yoo" = = 

Clear He vi Yao" 50 psi @ 70°F 100 ft. 4EGU4 Ae" Te i 78 psi 2LPT7 - = 

Clear He" Ae" He" 55 psi @ 70°F 100 ft. 4EGU5 Ys Ae" Yao 28 psi 2LPT8 — — 
Clear Ae" yf YQ" 60 psi @ 70°F 100 ft. 4EGU6 Ya ye Ye" 34 psi 2LPY1 
Clear i 3" He" 55 psi @ 70°F 100 ft. 4HL97 Ya Ae" Yao 47 psi 2LPY2 
Clear Vf Ae" a2" 58 psi @ 70°F 100 ft. 4EGU7 Ys Ai Ye 60 psi 2LPY3 
Clear Yj" A yf" 60 psi @ 70°F 100 ft. 4EGU8 “Ae Ae “e" 28 psi 2LPY4 
Clear He Ae" he" 50 psi @ 70°F 100 ft. 1PBK3 Ae" yp Yo" 41 psi 2LPU4 40 psi 2LPY5 

Clear Ae" Ai VQ" 55 psi @ 70°F 100 ft. 4EGU9 Ae" %e" yp" 52 psi 2LPU5 — — 
Clear Hs Ai He" 45 psi @ 70°F 100 ft. 4HL98 ¥" i Ye" 26 psi 2LPU6 25 psi 2LPY7 
Clear Ys Ae" VQ" 50 psi @ 70°F 100 ft. 4EGV2 ye %e Ys2" 34 psi 2LPY8 
Clear 3" 5" a 55 psi @ 70°F 100 ft. 4EGV3 ye" a y 44 psi 2LPY9 

Clear Ae Ae Ke" 35 psi @ 70°F 100 ft. 4EGV4 Ae Ve Ye = = 
Clear Ai if" He" 30 psi @ 70°F 100 ft. 4HL99 A ye Ve" 19 psi 2LPZ1 
Clear i THe" YQ" 40 psi @ 70°F 100 ft. 4EGV5 y, Me 2" 28 psi 2LPV2 27 psi 2LPZ2 
Clear i yh yi" 45 psi @ 70°F 100 ft. 4EGVG6 Ai ya" a 36 psi 2LPV3 34 psi 2LPZ3 
Clear A v1" Ve" 35 psi @ 70°F 100 ft. 4HMO1 Yo" Se" Yo" | psi 2LPZ4 
Clear yf" 136" V0" 35 psi @ 70°F 100 ft. 4EGV7 ye Sie" i a ee 23 psi 2LPZ5 
Clear i" 7A i" 40 psi @ 70°F 100 ft. 4EGV8 A 7 Y 29 psi 2LPZ6 
Clear yi" il ve 35 psi @ 70°F 100 ft. 4HM02 Ye He Yao" 35 psi 2LPZ7 
Clear yi" 1% He 40 psi @ 70°F 100 ft. 4EGV9 yA! 1 Ye 25 psi 2LPZ8 
Clear yi" 1h i 45 psi @ 70°F 100 ft. — 4EGW1 Yi 1% a 30 psi 2LPZ9 
Clear VA 1%" i 30 psi @ 70°F 100ft. ——- 4EGW2 yA! 1 i a ee 34 psi 2LRAt 
Clear 7, 1% Ve" 35 psi @ 70°F 100 ft. 4EGW3 ya 1v4' Y Je 43 psi 2LRA2 

Clear 1" Th i 25 psi @ 70°F 100 ft. 1PBK4 “i 1%" Ye = = 
Clear ik 13%" Ae 30 psi @ 70°F 100 ft. 4EGW4 7 14" Y' [eS | 22 psi 2LRA3 
Clear T" 1%" yj" 35 psi @ 70°F 100 ft. 4EGW5 1" 1%4' Y 20 psi 2LRA4 
Clear 1: 1% i" 20 psi @ 70°F 50 ft. 2LZD4 1" 1%" ~e" 28 psi 2LPV9 27 psi 2LRAG 
Clear 1% 1%" yf" 20 psi @ 70°F 100 ft. 1PBK5 il 1% Y' 36 psi 2LPW1 34 psi 2LRA7 
Clear i 15" Ve" 30 psi @ 70°F 50 ft. 4EGW6 1%" 1%" Y EEE 18 psi 2LRA8 

Clear Tv: 1%" yj 40 psi @ 70°F 50 ft. 4EGW7 1%" 1%" Y = = 
Blue 1%" 17% Ae" 20 psi @ 70°F 50 ft. 2LZD5 1%" 1%" “e" 23 psi 2LRAQ 

Clear iva Z i 30 psi @ 70°F 100 ft. 1PBK6 1M" 1! YA = = 

Clear 1%" a i 35 psi @ 70°F 50 ft. 4EGW8 1%" 17" “Ae 20 psi 2LPW5 = = 
Clear cy 21" Yj" 20 psi @ 70°F 50 ft. 2LZD6 1%" 2" Y" 26 psi 2LPW6 25 psi 2LRC1 

* Working pressure decreases as temperature increases. + Tinted blue color. 14! 244 Zs 23 psi 2LPW7 — 
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HOSES 
PVC, Lab & Fuel/Lubricant Tubing 


Scan. Order. Done. 
Details on page A1. 





GRAINGER 
APPROVED 


Reinforced PVC Tubing * 


= Hardness: Shore A73 PVC with Wire Helix—Spiral wire reinforcement PVC with Wire Helix and Yarn Reinforcement, 

= Clear color prevents kinking and collapsing; maintains full vacuum Flexible—For vacuum and/or higher-pressure applica- 
For a complete list of standards and speci- ratings. tions. Steel wire dissipates static; yarn reinforcement 
fications, go to Grainger.com® and search ® Temp. range: 25° to 150°F allows higher working pressure. 

for individual products. = Temp. range: 15° to 150°F 


» . Inside Outside Wall Tube Item Inside Outside Wall Tube Item 
PVC, Flexible ancl Spiraled Polyester Dia. Dia. Thickness Max. Pressure* Length No. Dia. Dia. Thickness Max. Pressure* Length No. 
Yarn—For use in potable water trans- se ae es Pvc cat nile Hae ie TO 70" — 80 — 20 
: : : : 2 16" 4 psl 4 64 16 psi 
fer lines, air and water lines, and dairy 9" ov" vi" 75 psi@ 70°F 50 ft. 2LZD9 ee psi@ 70°F 50 ft. 2LZE2 + 
processing. 400mm 9.00mm 2.50mm 250 psi@/0°F 100ft. 2LZE4 2" 2°%64" Vie. a0 psi@ /0°F = a0ft. 2LZE3 ft 
= Temp. ranae: 25° to 155°F 6.00mm_ 11.00mm 2.50mm 250psi@/0°F 100ft. 2LZE5 PVC with Wire Helix, Flexible 
p. ge: 8.00mm 13.50mm 2./5mm 250 psi@ /0°F 100ft. 2LZE6 Ya 199" Fea" 150 psi@ 70°F 100ft. 1PBL2 
10.00mm_16.00mm_ 2.50mm 225 psi@ 70°F 100 ft. 2LZE7 ¥e" 3%" Ve 100 psi@ 70°F 100ft. 1PBL3 
12.00mm_18.00mm_ 3.00mm 200 psi@ 70°F 100 ft. 2LZE8 Ai fa Ye 100 psi@ 70°F 100ft. 1PBL4 
19.00mm 26.00mm 3.50mm 150psi@70°F 100ft. 2LZE9 fa 1¥%2" 0.141" 70psi@/0°F 100ft. 1PBL5 
PVC with Spiraled Polyester Yarn, Flexible ik 1.297" 0.149" 7Opsi@ 70°F 100Tt. 1PBL6 
a a or la i a ee EO, Ya" “Ag ¥2" 350 psi@ 70°F 100ft. 4HMO03 PVC with Wire Helix and Yarn Reinforcement, Flexible 
‘hay *a*atete sta ate Ae ao" Fea" 250 psi@ /0°F 100ft. 1PBK7 Ai 29/30" 13/64" 250 psi@ /0°F 100ft. 4EGR3 
-) 5g" 0.594" 0.109" = 225psi@/70°F 100ft. 4HMO04 fa 1% 13/64" 225 psi@ /0°F 100ft. 4EGR4 
‘ Ai fa Ye 200 psi@ /0°F 100ft. 4HMO05 1" 1.464" 0.232" = 225 psi@/0°F 100ft. 4EGR5 
No. 4HMO5 %e' 0.891" 0.183" 200psi@/0°F 100ft. 1PBK8 1%!" 134" "fa" 175 psi@ 70°F  SOft. 4EGR6 
fa 1¥32" 0.141" 150psi@/0°F 100ft. 4HMO06 1%" 2 175 psi@ 70°F  SO0ft. 4EGR7 
ai ae mae 13 psi 3 ar 10 i ee 2 2°%6a" 1/6" 150 psi@ 70°F SO0ft. 4EGR8 
4 ye" Go: 2 psi @ 70° t, * i i 
1h 115/45 0.219" 100 psi @ 70°F 100 ft. 4PBL1 ; ae A pe decreases as temperature increases. 





(Containers not included) 





SAINT-GOBAIN * 
GRAINGER 








Tygon s3™ chia SAINT-GOBAIN 

E-3603 Lab Laboratory and Tygon® 

Tubing Chemical-Resistant F-4040-A Fuel GASOLINE 

= Temp. range: PVC Tubing d Lubri t 
-51° to 165°F = Clear color an : ubrican 

7 keene Shore A56 FDA Approved; meets CFR 21 175.300. Tubing 

: ae = ieptcnenicsiiene d smooth, | Laboratory—Highly flexible, high-strength = Max. temp.: 165°F = Yellow color 
eatures excellent chemical resistance and smoo tubing is an excellent alternative to latex and is | = Hardness: ShoreAS7 ~— = 50-ft. length 


polished inner wall construction to ease cleaning. 


Less permeable than rubber tubing and contains 
no BPA or phthalates. For use with desiccators, 


more cost-effective than silicone. Can be used 
in peristaltic pumping applications. Withstands 
autoclaving and repeated gamma sterilization. 


Handles most fuels and industrial lubricants; resists 
hardening and swelling caused by hydrocarbon-based 
fluids. Tubing is highly flexible and easy to install. 


incubators, and as gas and drain lines in general 











ses Ideal for medical devices and laboratory fluid Inside Wall Max. Item 
laboratory, beverage, and food applications. EU Food systems, as well as paint, pigment, and soap Dia. Outside Dia. Thickness Pressure No. 
Contact regulation. Meets FDA, Class IV, and NSF 51. : Yea" Ya" Yea 40 psi 12X199 
Additional sizes available on Grainger.com® alspensing. Yaz ie Yea oO psi_‘12X201 
ger. = Temp. range: -65° to 140°F Ye Zs “Ae 00 psi 12X202 
Inside Outside _— Wall Max. Tube Item Hard - Shore A55 A Ae" “ve 30 psi 12X203 
Dia. Dia. Thickness Pressure* Length No. = Haraness: ohore ya Ye “ve 30 psi 12X204 
Standard = 50-ft. length “6 Ae" “ie 25 psi 12X205 
Yap" Yao" Yao" 69 psi 50 ft. 22XH28 a us ie 20 psi 1X20E 
6" i" Yao" i i i i 
fe Bee | Chemical Reststant—Excellnt for pertatc | — "ff 
732 Tao" 7 47 psi 50 ft. 22XH33_ | PuUMping applications and works well with Wa Bf Ve 15 psi 12X209 
v4! us oe 36 psi_100 ft. 22XH84_ | barbed fittings, even with repeated use. Can be se zs e il BS aU 
re Yay Ve 30 psi 50 ft. 22XH36- | autoclaved or gas sterilized. For transferring, oA 1" VA 20 psi 12X242 
“%x" Vis’ 30. psi__100 ft. 22XH37_ | draining, and pumping chemicals, food prod- 
Ze 2, co psi __100 ft. 22X38 | cts, and corrosive materials such as bleach 
He" Ag Her 30 psi 10 ft. 22XH74 No. 
¥e" ¥32" 36 psi 50 ft. 22XH39 : Temp. range: -65° to 160°F 2DBZ2 
3%" Vg 
BSB = Harness: shore a sain COBAIN 
eat |” 100-Ft length Versilon™ 
2 8 | : 
V6" Ye" 732" 36 psi o0 ft. 22XH42 Inside Outside Wall Max. Item = 
VA 6 20 psi 10ft. 22XH77 Dia. Dia. Thickness Pressure* No. 2001 Tubing 
¥e" a Va" 47 psi 50 ft. 22XH68 Laboratory ; 
its | se kf gai ¢ Temp, range:-108" to 135°F = SO length 
” gan" 15 psi 100 ft. 22XH45 5" i" Vag 20 psi 4VUR2_ | ™ Hardness: Shore AG9 = Clear color 
aa ee a BS Sot SeNtiaS a a “8 it BS aYURS Plasticizer- and oil-free with low compression set 
me Ys" ao" 14psi_ 50 ft. 22XH47 x 7 i 20psi_ 4VUR9 | properties of thermoset rubber, but won't dry out and 
Ae We 18 psi__ 90 ft._22XH48 T es us 25psi__ 4VUT2_|_ crack. Longer service life with fewer tubing changes 
Ne Re 5/32" 12 psi 90 ft. 22XH50 Chemical Resistant ; ; ; 
1" 4 18 psi 10 ft. 22XH79 ii V' Ke" 62psi  4vUU8 | and reduced downtime. Superior flex life with peristaltic 
yp! Te V2" 17 psi 50 ft. 22XH51 Ae Ve Ye" 45psi__ 4VUV2 
1% Ag" 20 psi 50 ft. 22XH52 Yj" ys Ye 36 psi 4vuva | PUMPS. Ideal for soap and detergent dispensing, waler 
Be 1%" Ai 13 psi 50 ft. 22XH54 i Te a2" 49psi__4VUV5__| purification, food contact, and chemical transfer applica- 
Va" Y5" 1Spsi__10ft. 22XH80 Fs A Her 26 psi 4VUV8 
rt A ye 16 psi 50 ft. 22XH56 oe yet os 36 psi 4VUW4 tions. Meets FDA standards for food contact. 
ia Zs 20 psi o0 ft. 22XH57 37g" %s" Ye 45 psi 4vUW2 Inside Outside Wall Max. Item 
1%" 1%" Vie. 14 psi o0 ft. 22XH58 Ya %e" Yo. 20 psi 4VUW4 Dia. Dia. Thickness Pressure No. 
i 1%" yf" 10 psi 50 ft. 22XH59 Ai yh i" 36 psi 4VUWS5 He Ve er 45 psi @ 73°F 2DBZ2 
1" 2" Ai 14 psi 50 ft. 22XH62 ys 7B i 30 psi 4VUW6 bi 2 ts 30 psi g ea ae 
Metric 7h ih i" 26psi_  4VUW7 16" 16 46" psi @ 73° 
2.00mm 4.00mm 1.00mm  25psi  49ft. 22XH86 Th 1% Ag 28psi_ _4VUW9 us El ue v psi g a 2DBZE 
3.00mm 5.00mm 1.00mm 1.7psi 49 ft. 22XH87 ik TV" i 20psi_  4VUW8 16 16° 46" psi @ 73° 
4.00mm 6.00mm 1.00mm  1.4psi  49ft. 22XH88 ik 1%" i 36 psi 4VUX1 ¥ Ai Aer 12 psi @ 73°F 2DCA3 
5.00mm 8.00mm 1.50mm  1.6psi 49 ft. 22XH89 TVs" 13% Vg 24psi___ 4WUX2 ye i" 16 psi @ 73°F 2DCA5 
6.00mm 9.00mm 1.50mm  1.4psi 49 ft. 22XH90 1%" oa A 26 psi 4VUX3 ns i" 13 psi @ 73°F 2DCA7 
8.00mm 12.00mm 2.00mm 25psiat 73°F 49 ft. 22XH91 2" V5" i 20psi__ 4VUX4 ya i a 11 psi @ 73°F 2DCA9 
* Working pressure decreases as temperature increases. * Working pressure decreases as temperature increases. 1 1% Ae 13 psi @ 73°F 2DCB2 
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GRAINGER CHOICE” HOSES 
Find the ww. Find Solutions. Find Great Prices. Polyurethane & Polyethylene Tubing 


50-, 100-, and 250-ft. Polyurethane Tubing “Gy 
Strong, flexible tubing is 5 to 10 times more wear- and abrasion-resistant than rubber hose, and 


lighter weight. Use with push-to-connect fittings with no tube support. Nonmarking; resist algae 
growth. For air and water lines, robotics, carwash, and painting equipment. 





Translucent 





Black Green Light Blue Red Blue Yellow 
stg Outside Wall Max. Item Item Item Item Item Item 
Dia. Dia. Thickness Pressure” No. No. No. No. No. No. 
snore A: 98, Temp.: -40° to 160°F 
YA" ye" Ye 150 psi _— _ —_ 5MPV1 — 5MPVO 
24a" Ve 30" 150 psi _ _ _ 5MPV3 — 5MPV2 
2.0mm 4mm /omm 200 psi _ _ 5MPV6 _— 5MPV5 
omm 8mm 1.5mm 175 psi — oMPV7 — oMPV9 — oMPV8 
6.9mm 10mm 1.75mm 150 psi — oMPWO — oMPW2 — oMPW1 
6mm 12mm 2mm 150 psi — oMPW3 — oMPW5 —_ oMPW4 
snore A: 98, Temp.: -68° to 140°F 
50 ft. 
532" /32! Yoo" 200 psi — 2LZG8 2LZF2 2LZF7 — 2LZG3 
/32" Ya" 64" 180 psi — 2LZG9 2LZF3 2LZF8 — 2LZG4 
YA" Ye" Ye" 150 psi _— 2LZH1 2LZF4 2LZF9 — 2LZG5 
244" Vp" 332" 150 psi — 2LZH2 2LZF5 2LZG1 — 2LZG6 
100 ft. 
532" 7/32" Yo" 200 psi 1PBL9 2LZH4 _— 1CTF8 — 1CTG4 
/32" Ya ¥64" 180 psi — 2LZH5 — 1CTF9 _ 1CTG5 
Yq" Ye" Ye" 150 psi 1PBN2 2LZH6 _— 1CTG1 _ 1CTG6 
24a" Yn" 332" 150 psi 1PBN3 2LZH7 — era _ ee 
omm 200 psi _ _ _— — 
25mm = 4mm 75mm 200 psi 1PBR5 | — = as 
Imm 180 psi 1PBR7 — — 
4mm 6mm 4mm 200 psi |= — | -2LZN5 = = aoe = 
1.5mm 175 psi — _ — — — 
omm = 8mm 75mm 175 psi_| 1PBR92LZJ6 — 1CTH4 — ICTH3 


6.omm 10mm ___1./5mm 150 psi 1PBT2 2LZJ7 1CTH6 1PBT1 1CTHS 


8mm 12mm 2mm 150 psi 1PBT6 2LZJ8 1CTH8 1PBT4 1CTH/7 















250 ft No. 1PBN7 
a2" 32" Vo" 200 psi 1PBP6 2LZH9 — — 1PBN6 — 
%2" Ya" Yea" 180 psi 1PBP8 2LZJ1 — — 1PBN7 — 
YA" Je" Ve 150 psi 1PBR1 2LZJ2 — _— 1PBN9 — 
2M%a" y" 332" 150 psi 1PBR2 2LZJ3 — _— 1PBP2 — 
2.0mm 4mm omm 200 psi 1PBU1 _ — —_ 1PBT8 _— 
4mm 6mm 1mm 180 psi 1PBU5 _ _ _ 1PBU3 _ 
omm 8mm 1.5mm 175 psi 1PBU9 — — — 1PBU7 — 
6.9mm 10mm ss 1.75mm 150 psi 1PBV4 —_ — — 1PBV2 _ 
6mm 12mm 2mm 150 psi 1PBV8 — — — 1PBV6 — 
Shore A: 98, Temp.: -68° to 160°F 
100 ft. 
32" V4 Yea" 180 psi 1PBN1 — — — — — 
Temp.: -68° to 140°F 
Vie Ve" Va" 240 psi _— — — — 4HL93 — 
332" 32" Va" 200 psi — — — — 4HL95 — 
32" V4 6a" 180 psi — — — — 4HL92 — 
V4" ¥e" Vie 150 psi _— — — — 4HL94 — 
2Y%6a" Vy" 530" 150 psi — — — _— 4HL91 — 
* Working pressure decreases as temp. increases. 
Inside Outside ‘Wall Max. Item Inside Outside Wall Max. Item 
Dia. __ Dia. Thickness Pressure Tube Color Brand No. ne Dia. Thickness Pressure Tube Color Brand No. 
Og te 86, Tempe: 010 0 om tt yy" Ye 125 psi Black GA 2LZK3 
Vie. Ve" Veo" 110 psi Clear Blue £. James 1LLN1 Yn" Vie. 125 psi Blue GA 5MPT4 
330" 32" Yao" 86 psi Clear Blue £. James 1LLN2 Ya Ne 125 psi Green GA OMPTS 
i “Ye 190 psi Black E. James 1PCU5 ¥e" Ya Ne 125 psi Green GA 2LZL3 
Ye" Va" Vie 150 psi Clear Blue E. James 1LLN3 V;" Vie 125 psi _ Natural GA 2LZK2 
V4" Vie" 150 psi Natural E. James 1PCR3 V" Vie 125 psi Red GA 5MPT2 
S/n" Va" 1/25" 150 psi Natural E£. James 1PCR4 Vy" Vie 125 psi _‘Yellow GA 5MPT6 
Ya" Ne 150 psi Black E.James 1PCU4 1000 ft. 
Ae" “Ye 96 psi Black E.James 1PCU6 = %z' i 7a" 190 psi Green GA 2LZL1 
Ye" Ae" Ne 96 psi Clear Blue E.James 1LLN4 i ¥e" “Ye 125 psi Green GA 2LZL2 
Ae Ne 96 psi Natural E. James 1PCR5 Shore D: 55, Temp.: -50° to 140°F 
ye" Ne 73 psi Black E.James 1PCU/ 100 ft. 
Ya" ¥e" Vie 73 psi Clear Blue £. James 1LLNS V4" Ac" 150 psi Black GA 1PBZ4 
is / 6 73 psi Natural E. James 1PCR6 os iy fi 6 150 psi Blue GA 1PBY3 No. 1PCR3 
5g" 16 Ag 66 psi Clear Blue E. James 1LLN7 %2 V4 A 150 psi___ Natural GA 4HM13 
“6 Vie 66 psi Natural E. James 1PCR7 V4 Ve 150 psi Red GA _—-1PBW1 
¥;" Vie 53psi Clear Blue £E. James 1LLN8 Va" Vie 150 psi _—‘Yellow GA 1PBX2 
¥e" ¥;" Vie 53 psi Natural E£. James 1PCR8 ¥e" Vie 125 psi Black GA 1PBZ8 
%e" Vie 48 psi Clear Blue _E. James 1LLN9 ¥e" Vie 125 psi Blue GA 1PBY7 
VY" 7s" Vie 48 psi Black _E. James 1PCU9 Ya" ¥e" Vie 125 psi Red GA _—-1PBW5 
1" 1%" Vie 45 psi Natural E£. James 1PCU3 ¥e" Vie 125 psi _‘Yellow GA 1PBX6 
snore A: 93, Shore D: 45, Temp.: -50° to 140°F ee as, 130 psi vata a poli : 
100 ft. 9" 16" psi ac 
Ve" Va" Vie 456 psi _ Natural GA 2L2T1 Vy" Vie 100 psi Blue GA 1PBZ2 
/32" V4" Yea" 150 psi Green GA 2LZK6 ¥e" V;" Vie 100 psi Red GA 1PBW9 
Yea" YA" Yea" 260 psi _ Natural GA 2LZT2 Vy," Ve 100 psi _‘ Yellow GA 1PBY1 
Yee Ve 340 psi _ Natural GA 2LZT3 VY" Ve 125 psi _ Natural GA 4HM12 
ive 3" Ve 150 psi Green GA 2LZK7 4mm Yoo" 180 psi Black GA 2LZR5 
A oR Vis’ 272 psi Natural. GA 2Lz14. 2°" ram >" 180 psi Natural GA 2LZP9 
Ae As Ye 228 psi _ Natural GA 2LZT5 6mm Vo" 150 psi Black GA 2LZR6 
yp" V;" Vie 125 psi Green GA 2c7Kg. 4M eam Yoo" 150 psi _ Natural GA 2LZR1 vy 
: ¥;" Vie 194 psi _ Natural GA 2LZT6 Binh 8mm V0" 150 psi Black GA 2LZR7_ (5 GATT James) Arar GATT James) mes GRAINGER 
VY" 7%" Vie 151 psi _ Natural GA 2LZT7 8mm Vo" 150 psi _ Natural GA ein APPROVED 
Ye" 4" 16" psi atura mm Bo" 2 psi atura 
a" vA un 195 si Natural Ga 21201 om, 12mm Ve" _—*100 psi__ Natural GA 2LZR4 1 00-, 500- and 1 000-ft. 
" 8 5 psi atura 1 t. 
mg ge: ge me Polyethylene Tubing 
8 i 16" psi atura 4" 16" psi ue : : : : 
1% ve 152 psi Natural GA 2LZU5. 2" Ye. 180 psi__Red GA 1pBWs High-density polyethylene tubing (HDPE) is 
V4" Vy," Vg" 124 psi _ Natural A 2LZ Vy" Ve 1 Ww 4 ical-resi 
A A A 105 a ature a 527 Vy" Va" 130 a Natural GA 4HM14 chemical-resistant, Q nd engineered to be 
Ty" ve 91 psi Natural GA 2LZU8 3 vs’ 125 psi Black GA 1pcc1_ harder and less flexible than LDPE, with 
2" 24" ye" 80 psi Natural GA 2LZU9 ye" Ye 125 psi Blue GA 1PBY9 better physical and chemical properties. 
Ya" ¥e" Ve 125 psi Red GA _—1PBW7 With d ‘lization by boilina. Use for ai 
3a" ag" 125 psi Yellow GA 1PBX8 ithstands sterilization by boiling. Use for air, 
Ys “Ae. 150 psi__Natural GA _4HM16_ water, or chemical transfer. 
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HOSES 
Polyethylene & Nylon Tubing 


Scan. Order. Done. 
Details on page A1. 








Versilon™ C-210-A 
and C-544-A I.B. 


Polyurethane Tubing 


= Clear color 


Designed to handle 


the most demanding 


applications, includ- 


ing those that require 


a tight bend radius. 
Remains flexible in 


subzero temperatures. 
Excellent abrasion and 


tear resistance. For 

fluid transfer in food 
and beverage, envi- 
ronmental, chemical 


processing, industrial, 
peristaltic pump, semi- 
conductor processing, 


and similar applica- 
tions. Compliant to 


FDA 21CFR and Reach 


Compliant. 


C-544-A I.B. 
= Temp. range: 


-100° to 180°F 


= Hardness: 
Shore A85 


Tough braid reinforce- 
ments handle higher 


working pressures 


and allow greater flex- 
ibility than many other 


reinforced urethane 


tubings. Ideal for abra- 
sive and viscous slurry 


transfer. 


—_—_— == 


* GRAINGER 
APPROVED 


C-210-A 


No. 2DCG3 


SAINT-GOBAIN 


= Temp. range: -100° to 175°F 


= Hardness: Shore A82 


Chemical-, oil-, grease-, solvent-, and abra- 
sion-resistant with excellent wear properties. 


Inside Outside 





Dia. Dia. 
Braided 
C-544-A.1.B. 

Ye" 3" 
Va" YA" 
YA" 34" 
73" Us 

Yq" 16" 

1" 13; 

1Y;" 13," 
1¥;" cs 

2" 2" 

Unbraided 
C-210-A 

Ye oe 
Ya" us 
Vy Y," 
Y," 

Ye 6 
3/3" 

As" Vg" 
| u 8 
Wa i, 6 
y," 

Vie" "6 
Y," 

¥" Ae 
3" 

As’ 3" 
3" 

Yo" Tg" 
4" 

fy" 

Ye" 19/6" 
1" 

yy He 

1 1," 


Wall 


Thickness Pressure Length 











No. 2LZP7 


Max. 


420 psi 
2/9 psi 
205 psi 
195 psi 
175 psi 
150 psi 
120 psi 
95 psi 
80 psi 
70 psi 


70 psi 
45 psi 
74 psi 
34 psi 
96 psi 
70 psi 
49 psi 
28 psi 
42 psi 
08 psi 
70 psi 
36 psi 
34 psi 
45 psi 
04 psi 
40 psi 
26 psi 
36 psi 
46 psi 
24 psi 
32 psi 
38 psi 
26 psi 
33 psi 
28 psi 


Tube 


100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 


90 ft. 
90 ft. 
90 ft. 


100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 
100 ft. 


Item 
No. 


2D0G3 
2DCG4 
2DCG5 
2DCG6 
2DCG7 
2DC0G8 
2DCG9 
2DCH1 
2DCH2 
2DCH3 


2LRE1 

2LRE2 
2LRE3 
2LRE4 
2LRES 
2LRE6 
2NYW6 
2LRE7/ 
2LRE8 
2LRE9 
2LRF1 

2LRF2 
2LRF3 
2LRF4 
2LRFo 
2LRF6 
2LRF/ 
2LRF8 
2LRF9 
2LRG1 

2LRG2 
2LRG3 
2LRG4 
2LRG5 
2LRG6 





250- and 500-ft. Flame-Retardant 


Polyethylene Tubing 


= Temp. range: -50° to 140°F 


Flame-retardant tubing is engineered to help resist flames and 


prevent smoke in the event of a fire. 


Inside Outside 
Dia. Dia. 


250 ft. 
%32" Ya" 
%32' Za 
32" Za 
32" Ya" 
%32" Ya 
%32" Ya" 
732" Ya" 
Yq" 7" 
500 ft. 
¥32" 732" 


Wall 
Thickness 
Shore A: 93, Shore D: 45 


Ye" 
Yea" 
Ye" 
Ye" 
Ye4" 
Ye" 
Yea" 
Ye. 
Ye. 


Yao" 


GRAINGER. 


ITT 


Max. 
Pressure Tube Color 

100 psi Black 

100 psi Black with Blue Stripe 
100 psi _ Black with Green Stripe 
100 psi —_ Black with Orange Stripe 
100 psi Black with Red Stripe 
100 psi _ Black with Violet Stripe 
100 psi _—_ Black with White Stripe 
100 psi Black 

70 psi Black 

100 psi Black 





Tube Bend 
Radius 


2 in 
2 in 
2 in 
2 in 
2 in 
2 in 
2 in 
3 in 
4 in 


1in 


Item 
No. 


2LZN9 
2LZP9 
2LZP4 
2LZP3 
2LZP2 
2LZP6 
2LZP1 
2LZP7 
2LZP8 


2LZN8 





Blue 
No. 2VDT5 


* GRAINGER 
APPROVED 


ACTON James | 


50-, 100-, and 
250-ft. Nylon Tubing 


High-strength nylon tubing is engineered to help provide 
long, leak-free service, while requiring little maintenance. It 
resists chemicals, humidity, and abrasion. Use in industrial 
applications such as packaging, conveyors, automation 
machines, and robotics. 


Inside Outside 





Dia. Dia. 
Shore D: 60 
50 ft. 

¥39" Ye" 

5 ii 
i 
14" i 
vA 
5 ii 

19/4" ps, 

¥" 

Yo" ¥y" 

Ls 

9p" A 
100 ft. 

1 ii 

Yo" ie , 

Yea" Vie. 

YW" 
a 
1 ii 
"Yea" in 
YW" 
Yi 
5 ii 

19% 4" 7 z 

¥e" 

Yo" ¥e" 

¥e" 
1 ii 
6mm 
4mm emi 
8mm 10mm 
250 ft. 
V4" on 
Y39" ¥z" 


Shore D: 60 +3 
50 ft. 


%a" 732" 

Yea" Vie" 

Ta" Yi 

5 il 

16a" zn z 

39" Ve" 
100 ft. 

Y39" Ve" 
Ys" YA" 
4mm 6mm 
10mm 12mm 

250 ft. 

32" 

%a" 32" 

32" 

YW" 

1164" a 

YW" 

Vie. 

%q" He 

Vie. 

3 il 

Yo" if , 

3! ee 

Shore R: 121 

100 ft. 

Ye" Ya" 

330" Ye" 

5 ii 

Yea" Vie. 

32" Ya" 

1 iif 

Ae" y 5 

32" Ye" 

1%" He 

3 ii 

1%6q" 3 3 

¥g" YA" 
2.4mm 4mm 
3mm =5mm 
4mm 6mm 
6mm 8mm 
8mm 10mm 
10mm 12mm 


Find even MORE on Grainger.com® 


Wall 


Thickness 





¥Yq" 


Vo" 
Yo" 
YA" 





Y30" 
Yo" 
Yo" 
Yea" 
Yea" 
Yea" 


Yea" 
Ye" 
Yo" 
Yo" 


Yo" 
Yo" 
Yo" 
Yo" 
Yo" 
Yo" 
Yea" 
Yea" 
Yea" 
Yea" 
Yea" 
Ne 
Ve 





Yao" 
Yq" 
Yo" 
Yo" 
Yo" 


Yo" 
Ye. 
Yea" 
Yao" 
Yea" 
%a" 
Ye. 
0.65mm 
1.00mm 
1.00mm 
1.00mm 
1.00mm 
1.00mm 





Max. 
Pressure 


26/ psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
400 psi @ 68°F 
400 psi @ 68°F 
400 psi @ 68°F 
400 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
26/ psi @ 68°F 
26/ psi @ 68°F 


26/ psi @ 68°F 
26/ psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
26/7 psi @ 68°F 
400 psi @ 68°F 
400 psi @ 68°F 
400 psi @ 68°F 
400 psi @ 68°F 
400 psi @ 68°F 
400 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
26/ psi @ 68°F 
267 psi @ 68°F 
400 psi @ 68°F 
400 psi @ 68°F 
200 psi @ 68°F 


400 psi @ 68°F 
400 psi @ 68°F 
333 psi @ 68°F 


333 psi @ 68°F 
267 psi @ 68°F 
400 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 


333 psi @ 68°F 
26/ psi @ 68°F 
400 psi @ 68°F 
233 psi @ 68°F 


333 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
400 psi @ 68°F 
400 psi @ 68°F 
400 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
333 psi @ 68°F 
26/ psi @ 68°F 
26/ psi @ 68°F 


850 psi @ 70°F 
455 psi @ /0°F 
700 psi @ 70°F 
960 psi @ 70°F 
965 psi @ 70°F 
920 psi @ 70°F 
590 psi @ 70°F 
910 psi @ 70°F 
920 psi @ 70°F 
465 psi @ /0°F 
440 psi @ /0°F 
980 psi @ 70°F 
500 psi @ 70°F 
695 psi @ 70°F 
900 psi @ 70°F 
720 psi @ /0°F 
5/0 psi @ 70°F 
400 psi @ 70°F 
329 psi @ 70°F 


Tube 
Color 


Natural 
Black 
Natural 
Black 
Blue 
Natural 
Red 
Black 
Natural 
Black 
Natural 
Blue 
Black 
Natural 


Black 
Natural 
Black 
Natural 
Natural 
Black 
Blue 
Green 
Natural 
Red 
Yellow 
Black 
Natural 
Natural 
Black 
Blue 
Black 
Natural 
Black 
Natural 
Natural 


Black 
Natural 
Natural 


Blue 
Natural 
Yellow 

Blue 

Red 

Green 


Red 
Green 
Blue 
Clear 


Black 
Blue 
Red 
Blue 

Green 
Red 

Black 

Natural 
Red 
Blue 

Yellow 

Black 

Natural 


Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 
Natural 


Brand 


E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 
E. James 


Item 
No. 


2VDL5 
2VDK8 
2VDL6 
2VDL1 
2VDT6 
2VDL8 
2VDU3 
2VDL2 
2VDL9 
2VDL3 
2VDN1 
2VDT8 
2VDL4 
2VDN2 


2VDP1 

2VDN3 
2VDP2 
2VDN4 
2VDN5 
2VDP4 
2VDW3 
2VDX6 
2VDN6 
2VDW9 
2VDY3 
2VDPo 
2VDN7 
2VDN8 
2VDP6 
2VDW5 
2VDP7 
2VDN9 
2VDY8 
2VDZ4 
2VDZ6 


2VDR9 
2VDR2 
2VDR4 


2VDT9 
2VDL7 
2VDV6 
2VDT7 
2VDU4 
2VDV2 


2VDX2 
2VDX9 
A4HHF4 
2VDZ7 


2VDR/ 
4HHD6 
4HHD7 
4HHC7 
4HHD1 
4HHC8 
2VDT1 
2VDR3 
4HHE2 
A4HHES 
4HHE7 
2VDT3 
2VDR5 


4CHAS 
4CHAG 
4CHA7 
4CHAS 
4CHAY 
4CHC1 
4CHC3 
ACHC2 
4CHC4 
ACHCS 
4CHC7 
4CHC6 
4CHC8 
4CHC9 
4CHD1 
4CHD2 
4CHD3 
4CHD4 
4CHDS 


1-800-GRAINGER (472-4643) 


HOSES 
Nylon, PFA, PTFE & Buriable Tubing 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


* GRAINGER 
APPROVED 


50-, 250- and 500-ft. 
High-Strength Nylon Tubing 


= Temp. range: -60° to 200°F 

High tensile strength enhances coupling retention in 
high-pressure, -temperature, and -vibration environ- 
ments. Designed for use with machine tool systems, 
marine control systems, and oil/chemical process lines. 





No. 2VKR1 





* GRAINGER 
APPROVED 





Black Natural — 
Inside Max. Item Item 50 Ft. PFA Fluoro ol mer Tubin 
Dia. Outside Dia. Wall Thickness Pressure No. No. = Natural color p y g 
50 ft. 
Yap! 7A Yea 425 psi 2VKR2 2VKT5 = FDA Compliant resin, USP Class V1 Compliant, ASTM D.3307-10 
Yea" AL Yaz! 425 psi 2VKR4 2VKT7 Nonflammable, heat-resistant tubing helps protect against damage from most 
Ag / Yo 425 psi 2VKR6 2VKT9 ee 
15/oa" gi Yagi 425 psi OVKR8 OVKU2 chemicals and solvents. The translucent tubing features high flexibility and a 
is o is 425 psi 2VKT1 2VKU4 nonstick surface. Use PFA tubing for semiconductor, chemical processing, life 
Ye Ye a 375 psi ALA 2VKU6 science, food and beverage, environmental, and general industrial applications. 
250 ft. 
Ya2" Ye Yea 425 psi 2VKR1 2VKT4 Inside Tube Max. Working Item 
Ya" Ye" V0" 425 psi — 2VKT6 Dia. Outside Dia. Wall Thickness Bend Radius Pressure @ 70°F No. 
He Vj Yo" 425 psi 2VKR5 2VKT8 Shore D: 50 to 60 
1576" Ae Yea 425 psi 2VKR7 2VKU1 YA" ¥," Ye 1 Yin 320 psi 2VLV3 
V0" ye Yea 425 psi 2VKR9 2VKU3 rm Va" Ye %in 500 psi 2VLU8 
¥,' A Ve 375 psi 2VKT2 2VKU5 : Ae" Yo" ¥e in 320 psi 2VLU5 
500 ft. He ¥' Yo" ¥e in 500 psi 2VLU4 
Yea" He Yo" 425 psi 2VKR3 — ¥," a He 3 in 230 psi 2VLV6 
He" yy Yo" 7% in 230 psi 2VLU6 
Ye’ x Yo" 3 Vin 140 psi 2VLV2 
a2" yy Yea Tin 370 psi 2VLU7 
Ae" Va YQ" 4% in 100 psi 2VLV5 
- . : Shore D: 55 to 65 
74 Continental Industries, Inc. 5%" yp" Vag 2 Vain 230 psi 53XL50 
yf 7 Ve 4% in 140 psi 53XL51 
a2" yy Yea" % in 370 psi 53XL48 
<lDor 7, ik Ke 8 in 100 psi 53XL52 





Buriable Gas 
Fittings and Tubing 


TUBE FITTINGS 

= Max. pressure: 125 psi 

= Temp. range: -40 to 120°F 

Use with PGA gas pipe, tubing, and all gas, 
plumbing, and propane applications. No 
tooling necessary. Have a permanent leak- 
proof joint; fully-retained gasket prevents 





No. 4EHG7 


No. 4EHG4 


GAS TUBING 


Underground Natural and LP Gas i 
Tubing features polyethylene 9% papry GRAINGER 

construction and is ideal for use ArenevED 

in buried underground applica- PTFE Tubing 

tions for natural gas and major paren 

components, such as propane = Max. temp.: 500°F 








cold flow. Meet ASTM D 2513 ASME B31.8- and butane. Low friction coefficient allows higher flows and easier washdown; eliminates 
1995, DOT, NFPA, CSA, ICC, and IAPMO. process-contaminating residue. Flexible, chemical resistant, nonflammable, 
Material of Pipe Rain and heat resistant. Superior dielectric strength and inert to most chemicals 
Construc. Size Tube Size Connection Brand No. and solvents. For use in industrial, chemical processing, general laboratory, 
ine Comression Tee automotive, insulation, and food service applications. 
Polyamide 11 Yo" CTS ¥s' OD Tube Continental 4EHG3 Max. Working 
Ya" IPS Pipe Continental _ 4EHG4 Inside Wall Pressure Tube Bend Item 
90° Anodeless Riser Dia. Outside Dia. Thickness @ 73 F Tube Color Radius No. 
Steel yA yA IPS x MPT Continental 4EHJ6 Shore D: 50 to 65 
1 1 IPS x MPT Continental 4EHJ7 50 ft. 
Compression Elbow Ye" Ye" Veo" 290 psi Translucent Yin 53XL53 
Batvanidedi Yo" CTS ¥3" OD Tube Continental 4EHGS ¥30" 2" Yao" 220 psi Translucent % in 53XL61 
y Ya" IPS Pipe Continental 4EHG6 yf! Vie" Yao" 180 psi Translucent Ya in 53XL54 
Straight Female Adapter : Ya" Vie" 290 psi Translucent Y in 53XL56 
Zi ya" NPT x Pipe Continental 4EHH8 Ve! Yq" V0" 130 psi Translucent tin 53XL55 
ya" a NPT x Pipe Continental 4EHJ1 Ae Vie 222 psi Translucent in 53XL62 
Steel le 1" NPT x Pipe Continental 4EHJ2 yi! Ve Yeo" 100 psi Translucent 2 “% in 53XL57 
Ve ve NPT x Tube Continental 4EHHS : ¥e" Vier 180 psi Translucent tin 53XL59 
ya" ye NPT x Tube Continental 4EHH6 ie! Ye" Yo" 80 psi Translucent 2% in 53XL58 
Straight Full Coupling 6" Ye" 150 psi Translucent 2 Yin 53XL64 
Bolvanmide (4 Ya" IPS Pipe Continental 4EHF9 yg" As’ Vo" 70 psi Translucent 4 in 53XL63 
y 1" IPS Pipe Continental 4EHG1 : Vy" Ye" 130 psi Translucent 2 Yin 53XL60 
Steel ¥4" IPS Pipe Continental 4EHJ4 The! Vp" Vo" 60 psi Translucent 4 in 53XL65 
Yo" CTS %" 0.D. Tube Continental 4EHJ3 ” Ve" Vier 110 psi Translucent 2% in 53XL67 
Straight Male afapter = . yy! ve Ye" 90 psi Translucent 9 in 53XL66 
Ya 74 NPT x Pipe Continental 4EHH1 % “6 100 psi Translucent 3 in 53XL69 
3a" ii NPT x Pipe Continental 4EHH3 V6" 7s" Vo" 50 psi Translucent 9% in 53XL68 
Steel 1" 1 NPT x Pipe Continental 4EHH4 ¥e" Ne" Yao" 45 psi Translucent 6 Yin 53XL70 
Ve Ya" PE Sonnesion XMNPT Continental 4EHG7 Ne ya" V0" 40 a Translucent 6 Yin 53XL71 
5/4" Yo" PE Compression x MNPT Continental 4EHGS8 ya" 2/0" 1342" 45 psi Translucent 8 in 53XL72 
Tube Inside Overall Item 1" 1%a" Ye" 40 psi Translucent 17 Yin 53XL73 
For Use With Size (in.) Dia. Outside Dia. Length (in.) Brand No. Shore D: 55 to 65 
Tubing for Natural Gas/LP Gas Only 100 ft. 
Zz 0.445" %e" 150 ft. Endot 4EHF6 ye" Ya" Ye" 375 psi Natural ¥% in 1PCV4 
Natural Gas V2 0.445" %e" 500 ft. Endot 4EHF7 S32" Ya" 6a 275 psi Natural ¥% in 1PCV3 
Fittings Only 4 0.86" 1.05" 150 il, Endot 4EHF1 ACh Ya" Yao" 174 psi Natural ¥% in 1PCV2 
1 1.07" 1.315" 150 ft. Endot 4EHF3 V4" ¥e" Ve" 240 psi Natural ¥% in 1PCV5 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2617 





HOSES 
Neoprene Tubing, Tube Cutters & Solder 


Scan. Order. Done. 
Details on page A1. 









Cream 
No. 2LRC2 


SAINT-GOBAIN 


50-ft. Neoprene Tubing 


= Temp. range: -75° to 275°F 
= Hardness: Shore AG61 
Tubing is engineered to provide excellent resistance to heat, ozone, abra- 
sion, and inorganic fluid. It also resists damage from UV light, and offers 
longer service life than neoprene, EPDM, and other general-purpose 
tubing. Use in food and dairy processing applications, cosmetic production, 
hot beverage dispensing, water purification lines, sanitization delivery, 
soap dispensing, and pesticide and fertilizer delivery, as well as ink and 
toner feed lines and chemical transfer applications. Norprene tubing is 
heat-sealable, and can be joined without fittings. 


Thermoplastic A-60-G Tubing—Black, abrasion resistant, and compat- 
ible with cleaners and sanitizers. 


Norprene® A-60-F Tubing—Burst pressure: 1:5 ratio. Meets FDA food 
contact, 3-A sanitary standards, NSF-51. 


Norprene® A-60-Fl. B.—Ozone- and UV light-resistant. Burst pressure: 
1:4 ratio. Meets FDA food contact, 3-A sanitary standards, NSF-51. 


Thermoplastic 





No. 6ZFO3 
* GRAINGER (tubes not 
APPROVED included) 





Tube Fastening Clips 


= Temp. range: -40° to 212°F ; at = ar ' agin) item re. 
i ; ‘nhihi ia. (in. ia. (in. ole (in. 0. ty. 
= Polyacetal with ultraviolet inhibitors ie i 012 ile 
j j 4 16 ; 4 95 
Clips hold 1 or 2 lengths of material ef a aE oarna 2b 
with uniform spacing. Clips snap onto z YP 0.16 GZ 06 50 
hose, wire, pi r any circulatin /2 78 0.17 6ZFO7 50 
Gee Ne pe Deel eee ¥ 7, 0.20 62ZF08 25 
section item with Just a quarter turn. y, 7, 022 6ZF09 25 
Countersunk Countersunk mounting holes. = === —_@______1_29__62F1)_25_ holes. i 1 0.25  —«6ZF10_ 5 


* 


GRAINGER 
APPROVED 


Kwikcut™ Hose, 
Tubing, and Plastic 
Pipe Cutters 


High-carbon PTFE-coated steel blade 
slices easily through plastic tubing, rubber 
nonwire-reinforced hose, and Schedule 
40 PVC pipe. Poly construction, except 
Nos. 34A524 and 34A526 have aluminum 
body. No. 2NYZ2 is for heavy pipe and 


4H 30 


Saae 24 










Elastomer 
Norprene®, | Norprene®, | Norprene®, | conduit, including Schedule 80 PVC. 
A-60-G A-60-F A-60-F 1.B. 
Black Cream Cream Cutters 
Inside Outside Wall Max. Item Item Item Tube PVC Pipe Overall = Cutting Item Replacement 
Dia. Dia. Thickness Pressure No. No. No. Cap. (in.) Cap. (in.) Length (in.) Action No. Blades 
Ye Ve" Ye 34 psi @ 73°F 2DCC5 2LRC2 — 1 1 8% Manual 4HL90 Item 
yy" Vy" Vg" 19 psi @ 73°F 2DCC7 2LRC3 = 1% 1% 8 Spring 2NYY9 For Use With No. 
: 3" Ve" 34 psi @ 73°F 2DCC8 = = 1% 1% 7% Ratchet 34A524 Kwikcut™, For 4HL90 2NYZ4 
Vag! V6" Ye" 13 psi @ 73°F 2DCC9 2LRC4 — 1% 1% 9 Ratchet 34A526 Kwikcut™, For 2NYY9 2NYZ1 
ia 37g" 3/30" 19 psi @ 73°F 2DCD1 — — 1% 1% 10 Ratchet 2NYZ2 Kwikcut™, For 2TKV7 2TKV8 
3g" Ye" 10 psi @ 73°F 2DCD3 — — 2 1% 8 eS eee eee ee 2TKV7 Kwikcut™, For 2NYZ2 2NYZ3 
As’ 30" 15 psi @ 73°F 2DCD4 _ _ 
Ya" Y," Ye 19 psi @ 73°F 2DCD5 2LRC6 _ 
Y," Ye" 125 psi @ 73°F — —_ 2LRD4 * GRAINGER 
7e" Ye" 26 psi @ 73°F 2DCD6 _— _— APPROVED No. 
As Ye 8 psi @ 73°F 2DCD7 2LRC7 _ 4HL89 
et Yo" ‘12 psi @ 73°F 2DCD8 — — Tube Cutters 
13/6" Ya" 28 psi @ 73°F 2DCD9 _ _ 
h' Ve 7 psi @ 73°F ODCE1 OLRC8 = Slice easily through tubing materials 
ee | I ON LR 2DCE2 — = such as nylon, PVC, and polyethylene. 
oH 2 105 psi 73°F euGES ane No. 4HL89 uses replacement blade 
va Ve 6 psi @ 73°F ODCE5 = = No. 2TKV9 (sold separately in pkg. of 10). 
, Ye" 532" 8 psi @ 73°F 2DCE6 _— — 
ey ‘10 psi@ 73°F | _2DCET 2LRD1 = pean, tem | lade 
a %" 100 psi @ 73°F — — 2LRD6 Cap. (in.) Length(in.)| No. Item No. No. 
¥e" Re VY 8 psi @ 73°F 2DCE9 2LRD2 — Up to %' 3 4HL89 2TKV9 4DDV9 
ya" 1" Ye 7 psi @ 73°F 2DCF1 2LRD3 _ Ye to 2 Full 1DDV9 — 
: ® 
| a t HARRIS. K 
comm Oatey Ke) (ener NOKORODE: 
Solder, Flux, and Brushes 
Wire Melting Container Item 
Item Application Contents Dia. (in.) Range (Deg.) Size Brand No. 
No. 3THE3 No. 1UYJ6 Solder _ ji 
baad Fie General Plumbing and Potable Water Applications Tin, Copper, Silver 0.118 440 to 482 1lb. Worthington 1UYG8 
Solder General Plumbing and Potable Water Applications —_ Tin, Copper, Selenium 0.118 410 to 418 1 lb. Worthington 1UYK9 
For All Lead-Free Soldering Needs 95% Tin, 5% Antimony (0.117 450 to 464 1 Ib. Oatey 41GP10 
General Plumbing an Potable Water Applications 95% Tin, 9% Antimony (0.118 455 to 630 1 lb. Worthington 1UYG9 
Used For Small Diameter an . ; 
Tight Fitting Connections 95% Tin, 5% Antimony 0.125 452 to 464 8 02. Harris 3THF3 
Solid Wire Used Where Lead Bearing oovers are Prohibited Nickel 0.125  460to630 802. Harris 3THF4 
Solder Used For Jobs of 1° Diameter or Less, Joining ; 
Copper Pies Quickly in Potable Water Systems Nickel 0.125 450 to 555 1 Ib. Harris 3THF7 
sed For Joining Copper Pipes 
in Potable Water Systems Nickel 0.125 438 to 729 1 Ib. Harris 3THE3 
ae Non-Potable Water Applications 50% Lead, 50% Tin 0.125 4450500 11b. Worthington 1UYH2 
Solder Kit Plumbing Repair Kit Tin, Copper, Selenium 0.118 40z. Worthington 1UYG5 
Container Item Brush Overall Item 
Type Material Size Brand No. Item Brush Dia. Length Length Brand No. 
Soldering Flux, Working Range 40 to 120°F Brushes 
1d 02. 442Y43 Hand Held Applications 
4 oz. 442Y44 ae 1%" 1%!" ; 1UYJ6 
Lead Free Petrolatum Baz A42Y45 Fitting Brush 5 7" 3" Worthington 1UYJ3 
16 02. Nokorode 442Y46 Power Spiral Brush, for Cordless Drills 
Wat 2 02. 442Y47 Yn" 1" 54" 2ELZ5 
Solible Paraffinic Oil 4 oz. 442Y48 Spiral Brush Tool 3/a 1" 54" Weiler 2ELZ6 
16 02. 442Y49 il 1" 54" 2ELZ7 
No. 2ELZ4 Spiral Brush Tool Kit = 1%", %4", 1" 1" 5Y4" 2ELZ4 * 
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* Kit includes 1 each of Nos. 2ELZ5, 2ELZ6, and 2ELZ7, and a quick-connect chuck. 


1-800-GRAINGER (472-4643) 


PUMPS 
Submersible Sump Pumps 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 













@ JGLLE, 
FLINT & WALLING, INC. PUMP COMPANY LittleG@ IANT 110 Volt Eaiaitetad Pabst 
Plastic 
¥* . Steel Body Body 
g GOULDS | Dayton ssrule =<Sies io vues No. 1APP14 No. 1XHV7 


Submersible Sump Pumps 

= Single phase 110 Volt Stainless Steel 

= Nonclog impeller design Body—Feature a stainless-steel 
Models operate while completely body that’s more corrosion resis- 
underwater to cool the pump tant than cast iron and have a 














motors so they canrunlonger switch that starts and stops the 110 Volt 220 Volt 
without overheating, compared | pump motor. Unpainted finish. Cast-Bronze Body Cast-Iron Body 
: No. 2P548 No. 4NW37 
to upright/pedestal sump pumps 449 yolt Aluminum Body— 
sump pit. All 170V models are provides good corrosion resis- 
outlets and have a three prong/ 
Note: Float switches and control panels Feature cast-b one body that 7 _ — 
page 2627 and PVC pipe is on page cast iron and have a switch that (Protects Switch en, — iclacd 
2811. For primer and PVC cement, see _ starts and stops the pump motor. Arm and Float _ \ é 
page 2819. Unpainted finish. aera Ni 
2 ai, 
110 Volt Cast-Iron Body—The 220 Volt Cast-Iron Body— Switch ee } | em 
cast-iron body helps dissipate  _ Higher-voltage pumps allow = 
heat as the pump operates and _for larger motors that require Pump 
some models have a switch to —_less current than lower-voltage Float _—_ Motor 
start and stop the pump motor. _— motors and the cast-iron body 
The painted or powder-coated —_ helps dissipate heat when the : 
finish protects the body from pump operates. No. 5CZG4 has Discharge Cord, 
corrosion. a switch that starts and stops : palit 2 
; ase, rounde 
110 Volt Plastic Body—Plastic the ses ie All oo ie ae und 
body won't corrode. All models, er : : me : cae iat Inside 
except No. 3YU65 have a switch Wal! Ou ‘a ° ee ete reel : ae 110Voltt BF 
that starts and stops the pump 0! POwder-coated Tinisn to Water Cast-Iron Body 
motor protect the body from corrosion. Intake No. 2P550 
Flow Rate Min. Max. Max. 
@10Ft. Sump Cord Base Impeller Max. On Off Dia. Liquid Item 
HP Switch Actuation ofHead PitDia. Length Material* Material* Head Point Point Discharge Solids Temp. Brand No. 
110 Volt Cast-Iron Body 
Integral 
% Sensor 30.0 gpm IZ 10 ft. PL TPL 23.0 ft. — — 1%" FNPT ye" 104°F Flint & Walling 45HRO7 
Vertical Float 34.0 gpm 18" 9 ft. Cl Cl 19.0 ft. 7M a 1%" FNPT yy," 130°F Zoeller 2P549 
SA0 Vertical Float 34.0 gpm 1c: 9 ft. PP Pw/MI 19.0 ft. 7M cy 1%" FNPT yy," 130°F Zoeller 2P547 
Vertical Float 34.0 gpm 18" 10 ft. Cl Cl 19.0 ft. 7 cy 14" FNPT yy" 130°F Zoeller 436R35 
Diaphragm 29.0 gpm — 10 ft. PP N 18.0ft. 7" to 10" T"to4" 1%" FNPT y" 140°F Little Giant 3P639 
Diaphragm — — 8 ft. PP N 18.0 ft. — — 1%" FNPT y" 150°F Little Giant 24WN62 
V3 Vertical Float 35.0 gpm 12" 9 ft. TPL N 22.0 ft. 7M 3% 14" FNPT yy" 130°F Goulds Water Technology 462D15 
Vertical Float 42.0 gom 12° 25 ft. TPL N 22.0 ft. 7M 3% 1%" FNPT yy" 130°F Goulds Water Technology 462D16 
Vertical Float 50.0 gpm 18" 10 ft. PP N 28.0 ft. 8" to 11 2105 112 FNPT yy," 140°F Little Giant 53DH04 
Vertical Float 57.0 gpm 18" 10 ft. PP N 36.0 ft. 8" to 11 2'to5' 1%" FNPT yy," 140°F Little Giant 53DH06 
Vertical Float 61.0 gpm 18" 15 fc Cl PL 23.0 ft. gi" cy 1%" FNPT yy," 130°F Zoeller 2P550 
V2 Vertical Float 68.0 gpm 18" 15 ft. Cl TPL 26.0 ft. gi" 2M" 1%" FNPT yy," 130°F Zoeller 436R36 
Vertical Float 71.0 gpm 12" 15 ft. Cl N 26.0 Tt. By" 3 1%" FNPT Ya" 130°F Goulds Water Technology 462D17 
Vertical Float 79.0 gpm 18" 10 ft. Cl BZ, Cl 26.0 ft. 10" 2%" 1%" FNPT %e" 130°F Zoeller 2P551 
No Switch Included 
Y No Switch Included 30.0 gpm 12° 10 ft. PL TPL 23.0 ft. — — 1%" FNPT ye" 104°F Flint & Walling 45HRO6 
No Switch Included 34.0 gom 18" 9 ft. Cl Cl 19.0 ft. — — 1%" FNPT y;" 130°F Zoeller 5CZG5 
%10 No Switch Included 34.0 gom 18 9 ft. PP TPL 19.0 ft. — — 1%" FNPT yy," 130°F Zoeller 4NW36 
No Switch Included 34.0 gom 18" 20 ft. PL Pw/MI 19.0 ft. — — 14" FNPT yy" 130°F Zoeller 4HEY1 
No Switch Included 29.0 gom — 10 ft. PP N 18.0 ft. — — 1%" FNPT y" 140°F Little Giant 3P640 
y, —No Switch Included 43.0 gpm 12 10 ft. Cl Cl 30.0 ft. — — 1%" FNPT yy" 104°F Dayton 4HU68 
3 “No Switch Included 50.0 gpm 18" 10 ft. PP N 28.0 ft. — — 14" FNPT yy," 140°F Little Giant 53DH05 
No Switch Included 57.0 gom — 1D ft. Cl Cl 30.0 ft. — — 14" FNPT yy," 104°F Dayton 3BB73 
%o0 No Switch Included 42.0 gpm — 25 ft. PP PP 23.0 ft. — — 14" FNPT y" 140°F Little Giant 3P642 
No Switch Included 57.0 gom 12' 10 ft. Cl Cl 30.0 ft. — — 1%" FNPT yy" 104°F Dayton 4HU69 
y, No Switch Included 61.0 gpm 18" 15 iL. Cl PL 23.0 ft. — — 14" FNPT y;" 130°F Zoeller 4NW38 
* “No Switch Included 70.0 gpm — 15 ft. Cl Cl 32.0 ft. — — 14" FNPT yy," 104°F Dayton 3BB74 
No Switch Included 79.0 gom 18 10 ft. Cl BZ, Cl 26.0 ft. — — 1%" FNPT se" 130°F Zoeller 4NV97 
¥%, No Switch Included 101.0gpm — 15 ft. Cl Cl 37.0 ft. — — 1%" FNPT yy," 104°F Dayton 3BB75 
1 No Switch Included 80.0 gpm 18 20 ft. Cl TPL 50.0 ft. — — 14" FNPT 4" 130°F Zoeller 4Nw01 
Piggyback 
7 Tether Float 33.0 gpm IZ 10 ft. Cl Cl 21.0 ft. Variablet -Variablet = 1%" FNPT yy," 104°F Dayton 4HU67 
Diaphragm 57.0 gpm — 15 ft. Cl Cl 30.0 ft. 147" a 1%" FNPT yy" 104°F Dayton 3BB78 
Tether Float 43.0 gom — 10 ft. Cl Cl 30.0 ft. Variablet -Variablet = 1%" FNPT yy" 104°F Dayton 3BB68 
V3 Tether Float 57.0 gpm — 15 ft. Cl Cl 30.0 ft. Variablet -Variablet = 1%" FNPT yy," 104°F Dayton 3BB76 
Vertical Float 43.0 gom — 10 ft. Cl Cl 30.0 ft. 7M cy 1%" FNPT yy," 104°F Dayton 3BB70 
Vertical Float 57.0 gpm — 15 ft: Cl Cl 30.0 ft. 7M 2 14" FNPT yy," 104°F Dayton 3BB81 
Diaphragm 70.0 gpm — 15 ff. Cl Cl 32.0 ft. 147" y 14" FNPT yy," 104°F Dayton 3BB79 
Tether Float 57.0 gpm — 10 ft. Cl Cl 30.0 ft. Variablet -Variablet = 1%" FNPT yy," 104°F Dayton 3BB69 
Vp Tether Float 70.0 gpm — 15 fe Cl Cl 32.0 ft. Variablet -Variablet = 1%" FNPT yy," 104°F Dayton 3BB77 
Vertical Float 57.0 gpm — 10 ft. Cl Cl 30.0 ft. 7M ch 14" FNPT yy," 104°F Dayton 3BB71 
Vertical Float 70.0 gpm — 15 iL. Cl Cl 32.0 ft. 734" 3 1%" FNPT yy," 104°F Dayton 3BB82 
¥, Diaphragm 101.0gpm = — 15 ft. Cl Cl 37.0 ft. 147" iy 1%" FNPT y" 104°F Dayton 3BB80 
Vertical Float 70.0 gpm — 10 ft. Cl Cl 32.0 ft. 7% cy 1%" FNPT yy" 104°F Dayton 3BB72 
1 Tether Float 80.0 gpm 18" 20 ft. Cl TPL 50.0 ft. Variablet -Variablet = 1%" FNPT yA" 130°F Zoeller 19T426 
* BZ = bronze, Cl = cast iron, EP = engineered polymer, N = nylon, PA = polyamide, PC = polycarbonate, PL = plastic, Pw/MI = plastic with metal insert, 
PP = polypropylene, SS = stainless steel , TPL = thermoplastic. ¢ Variable is manually set by the length of the float cord and float. | CONTINUED | D> 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2619 














PUMPS Scan. Order. Done. 
Submersible Sump Pumps Details on page Al. 
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Flow Rate Min. Max. Max. 
@10Ft. Sump Cord Base Impeller Max. On Off Dia. Liquid Item 
HP Switch Actuation ofHead PitDia. Length Material* Material* Head Point Point Discharge Solids Temp. Brand No. 
110 Volt Plastic Body 
Integral 
Vi Sensor — — 24 tt. — N 15.01. — — 1%", 4"; 1" — 104°F Rule 3P994 
: Vertical Float 21.0 gom 10" 10 ft. PP PA 210 ii. 429/30" 14% a" 1¥%" MNPT Ye 104°F Dayton 3YU5/ 
V3 Vertical Float 28.0 gom g" 10 ft. PP PA 26.0 ft. AY 0" 1-77/100" 1%" MNPT Ye 104°F Dayton 3YU58 
Vp Vertical Float 36.0 gom 8 10 ft. PP PA 30.0) Tk. 429/30" 14% 4" 1%" MNPT Ye 104°F Dayton 3YU59 
No Switch Included 
me 5 »P Switch Included 23.0 gom 8" 10 ft. PP PA 22.0 ft. _— — 1%" MNPT Ye 104°F Dayton 3YU65 
iggybac 
V; Tether Float 11.0 gpm 12" 10 ft. PP PA 20.0 ft. 11%" 6" 1¥%" MNPT Ye 104°F Dayton 3YU66 
. Vertical Float 11.0 gom 10" 10 ft. PP PA 20.0 ft. 8" 3 1%" MNPT Ye 104°F Dayton 3YU69 
Tether Float 23.0 gom 12. 10 ft. PP PA 22.0 ft. 11%" 6" 1%" MNPT Ye 104°F Dayton 3YU67 
2 Vertical Float 23.0 gpm 10" 10 ft. PP PA 22.0 ft. 8" 3" 1%" MNPT Ye 104°F Dayton 3YU70 
y Tether Float 31.0 gom 12 10 ft. PP PA 25.0 ft. 114%" 6" 1%" MNPT Ye 104°F Dayton 3YU68 
: Vertical Float 31.0 gom 10" 10 ft. PP PA 25.0 TL: 8" 3" 1Y%" MNPT Ye 104°F Dayton 3YU71 
110 Volt Stainless Steel Body 
Integral 
iD Vertical Float 33.0 gpm 18" 15 ft. Cl 55 10.0 ft. 1%4" 1%a" 1%" FNPT 1%" 95°F EzZ-Flo 447P50 
Piggyback 
Dual Micro Reed 20.0 gpm 8 13 ft. Cl PC 30.0 ft. — — 1%" FNPT Re 104°F Dayton 1APP1 
V3 Tether Float 8.0 gpm 12" Tot: SS So 16.0 ft. 14" 14%64" 1%" MNPT ya" 104°F Dayton 3YU74 
Vertical Float 23.0 gpm 12" 10 ft. PP PA 22.0 ft. 61564" 2”6° 1%" MNPT Ya" 104°F Dayton 3YU72 
Dual Micro Reed 65.0 gpm 8 13 TL. Cl PC 30.0 Th. — — 2° FNPT ZR 104°F Dayton 1APP2 
Vp Tether Float 25.0 gpm 12 1 ft. SS SS 23.0 Th. 1D" 86° 1%" MNPT ya" 104°F Dayton 3YU75 
Vertical Float 35.0 gpm 12" 10 ft. PP PA 25.0 TL 61564" 2”6° 1%" MNPT YA" 104°F Dayton 3YU73 
Y4 Tether Float 34.0 gom 12” 15 ft. So SS 26.0 ft 154%4" By" 1%" MNPT ya" 104°F Dayton 3YU76 
110 Volt Aluminum Body 
No Switch Included 
Y% No Switch Included 46.0 gom 8 13 ft. Cl EP 29.0 ft. — — 1%" FNPT YA 104°F Dayton 1XHV6 
Y% No Switch Included 61.0 gom Tl: 10 ft. Cl EP 32.0 ft. — — 2° FNPT YA" 104°F Dayton 1XHV7 
110 Volt Cast-Bronze Body 
Integral 
v0 Vertical Float 34.0 gpm 18" 9 ft. PP BZ 19.0 ft. TY a 1%" FNPT VY," 130°F Zoeller 2P548 
“0 Diaphragm 42.0 gpm — 10 ft. PP PP 23.0 ft.  7"to 10" 1" to 4" 1%" FNPT Ye 140°F Little Giant 3P641 
220 Volt Cast-Iron Body 
Integral 
iD Vertical Float 61.0 gom 18" 15 ft. Cl PI 23:0 ft gy," ch 1%" FNPT Y," 130°F Zoeller 5CZG4 
No Switch Included 
¥ No Switch Included 34.0 gpm 18° 9 ft. Cl Cl 19.0 ft. — — 1%" FNPT yy 130°F Zoeller 4NW37 
'0 “No Switch Included 34.0 gom 18" 20 tt. Cl Pw/MI 19.0 ft. 5/4" 1%" 1%" FNPT VY," 130-6 Zoeller 191427 


* BZ = bronze, Cl = cast iron, EP = engineered polymer, N = nylon, PA = polyamide, PC = polycarbonate, PL = plastic, Pw/MI = plastic with metal insert, 
PP = polypropylene, SS = stainless steel , TPL = thermoplastic. ¢ Variable is manually set by the length of the float cord and float. 


* 
Pedestal Sump Pumps 


= 115V Cast-Iron Body—WMaterial efficiently 

= Single phase disperses heat. 

= Continuous-duty motors with TEFC 
enclosure, except Nos. 4KU60 to 4KU64 
have PSC motors with ODP enclosure 

= Stainless steel shaft, except No. 4KU64 is plastic Cast-Bronze Body—Durable and corro- 

Pumps have a long rod with a float on the end to sion resistant. 

turn the switch on and off. Three prong/grounded Plastic Body—ABS/plastic is lightweight 

power cord plug. and won't corrode. 


Note: A check valve is recommended, see page 2627, Additional 
float balls are available on page 2911. For replacement motors, 


Stainless Steel Body—Offer good 
strength and corrosion resistance. 


see page 26. 
Flow Rate Min. Max. Max. 
@10Ft. Basket Cord Impeller Sump On Off Max. Dia. Liquid Item 


HP of Head Dia. Length Material* PitDia. Point Point Discharge Head Solids Temp. No. 
Cast-Iron Body 











37.0gpm 25" 10 ft. SS 18" 13"-15" 5" 1%" FNPT 18.0ft. %'  140°F 4KU60 
rn Ys 440gpm 27" 8 ft. SS 12 11" 4" 14" FNPT 20.0 ft. “Ae" ~—200°F SURH7 
. 44.0gpm 38%" 8 ft. So 18 11" 4" 14" FNPT 20.0 ft. ‘“Ae' —200°F SURH8 
Cast-Iron Cast-Bronze Plastic 48.0gpm 25" ‘10 Ft. SS 18" 13"-15" 5" 1%" FNPT 22.0ft. %"  140°F 4KU61 
Body Body Body Y 72.0gpm 33" 8 ft. Cl 18 Ww 4! 2°FNPT 20.0ft. %' 200°F SURJ5 
No. 4KU60 No. 4KU63 No. 4KU64 72.0gpm 4d" 8 fit. Cl 18° 11 4" 2°FNPT 20.07ft. %" 200°F SURJ6 
Stainless Steel Body 
7 y, A4.0gpm 33" 8 ft. So 18 11" 4" 1M" FNPT «20.0 ft. “%e' 200°F SURJ1 
Stainless 3 "44.0 gpm 45" 8 ft. SS 18 11" 4" 1%" FNPT 20.0 ft. “%c" 200°F SURJ2 
Steel Body 58.0gpm 33" 8 ft. SS 18 11" 4" 1M" FNPT 22.0 ft. “Ace" 200°F SURJ3 
No. 5URU4 Yo 58.0gpm 45" 8 ft. SS 18 11" 4" 14" FNPT «22.0 ft. “Ac' 200°F 5SURJ4 
72.0gpm = 33" 8 ft. So 18 7" 4! 2°FNPT 20.0ft. %' 200°F SURJ7 
Cast-Bronze Body 
37.0gpm 25" 10 ft. SS 18" 13"-15" 5" 14%" FNPT 18.0ft. %' 140°F 4KU62 
Ys 440gpm 27" 8 ft. SS 18" "4" 1%" FNPT 20.0ft. “%s' 200°F 5URH9 
44.0gpm 38%" 8 ft. SS 18" 14 4" 1%" FNPT 20.0ft. “se  200°F 5URJO 
Yo 48.0gpm 25" 10 ft. SS 18" 13"-15" 5" 1%" FNPT 22.0ft. %'  140°F 4KU63 
Plastic Body 
Ye 37.0gpm 25" 10 ft. ABS 18" 13"-15" 5" 1%" FNPT 18.0ft. %' 120°F 4KU64 
Float Material of Item 
Item Dia. Construc. No. 
Float Balls and Float Switch 
Float Ball Float Switch = Copper 4KUG66 
Float Ball 4 Copper 4KU67 
No. 2UV53 No. 4KU68 q" Polyethylene 4KU65 
5 Stainless Steel 2UV53 
Float Switch = — 4KU68 
* ABS = acrylonitrile butadiene styrene, Cl = cast iron, SS = stainless steel. 
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Find the YW. Find Solutions. Find Great Prices. Battery Backup & High-Temperature Pumps 
Back-up and Primary Sump —_ =p 
Pump Combinations LittileG@IANT. libefty Pumps 


= 1%" discharge Back-up with Primary Pump—Systems come with a battery- 
Systems come with a battery-powered, back-up pump and often powered, back-up pump and a primary pump all contained in one 
include a back-up pump and a primary pump all contained inone —_—unit. Include a primary sump pump, back-up sump pump, controller, 
unit. For use in a basement sump pit and automatically sound an and battery case. 

alarm and activate a back-up sump pump when the primary sump 











: Back-up without Primary Pump—Models include a back-up With Primary 
pump malfunctions or when the main electrical power supply fails. sump pump, controller, and battery case Pump 
For indoor use only; battery sold separately. No. 49DE64 
Min. Max. 
Flow Rate@10 Sump Max. Body Liquid Cord Mfr. Item 
HP* Switch Actuation Ft. of Head (gpm)* PitDia. | Head (ft.)* Materialt Temp. Length (ft.)* Brand Model No. 
Back-up with Primary Pump 
Yio (P): ¥(S) Vertical Float 34.0 (P); 30.0(S) 18" 19.0 (P): 22.0 (S) Cl (P) 130°F 9 Zoeller 508-0010 49DE63 
%i0 (P); a(S) Vertical Float 34.0 (P); 30.0(S) 18° 19.0(P);22.0(S) CI(P);PL(S) 130°F 9 Zoeller 508-0018 54XM27 
¥ (P) Vertical Float 30.0 (P);16.0(S) 15"  21.0(P):24.0(S) A(P);ABS(S) 140°F 10(P);8(S) Liberty Pumps PC237-441 10V134 
V3 (P) Vertical Float 36.0 (P); 30.0 (S) 15" 23.0 (P):21.0(S) CI (P);PL(S) 104°F 10(P);8(S) Liberty Pumps PC257-442-10A-EYE 54TY48 
¥ (S) Vertical Float 30.0 (P); 30.0(S) 18" 22.0 ft. CI(P);PL(S) —_130°F — Zoeller 508-0017 54XM26 
¥3 (P); %4(S) Dual Micro Reed 46.2 (P);16.7(S) 12" 29.0 (P): 15.0 (S) Cl, CA (P); ABS (S) 104°F 10 Pro Series PS-C11 4CUK4 ( 
¥3 (P); %(S) Dual Micro Reed 46.2 (P); 30.9(S) 11" 29.0 ft. Cl, CA (P); ABS (S) 104°F 10 Pro Series PS-C22 4CUK3 S 3 
¥Y (P); %(S) Dual Micro Reed 50.0(P);40.0(S) 11" 30.0 ft. Cl, SS (P); ABS (S) 104°F 10 Pro Series PS-C33 4CUK2s aa ater 
Y (P) Diaphragm 57.0 (P):24.0(S) —  36.0(P);23.0(S) CI(P);PL(S)  120°F 10(P);6(S) Little Giant SPBS-12HF-10 —_ 48ZJ80 ce 
Y (P) Vertical Float 44.0(P);16.0(S) 15"  34.0(P):24.0(S) A(P);ABS(S) 140°F 10(P):8(S) Liberty Pumps PC457-441 10V135 Without Primary 
Y% (P); %3(S) Vertical Float 61.0 (P); 30.0(S) 18" 23.0 (P): 22.0 (S) Cl (P) 130°F 9 Zoeller 508-0011 49DE64 
V2 (P): ¥3 3) Vertical Float 61.0 (P); 30.0(S) 18" 23.0 (P):22.0(S) CI(P);PL(S) —_130°F 9 Zoeller 508-0019 54XM28 Pump 
Back-up without Primary Pump No. 48ZJ81 
¥ (P) Diaphragm 20.0 (P) 10" 20.0 (P): 20.0 (S) Acetal (P) 120°F 6 Little Giant SPBS-10HF 48ZJ81 
¥3 (P) Diaphragm 90.0 (P):20.0(S) — 28.0(P);20.0(S) CI(P); PL(S) —120°F 10 Little Giant SPBS-10HF-6 48ZJ79 
Ya (P) Diaphragm 24.0 (P) 10" 20.0 (P):; 23.0 (S) Acetal (P) 120°F 6 Little Giant SPBS-12HF 482ZJ82 


* (P) = primary pump, (S) = secondary pump. f A = aluminum, CA = cast aluminum, Cl = cast iron, (P) = primary pump, PL = plastic, (S) = secondary pump, SS = stainless steel. 


Battery-Powered Back-up Sump Pumps : Liberty Pumps 
= Max. liquid temp.: 104°F, except No. 2RXT7 is 130°F 

Provide additional hours of protection against flooding when the primary pump stops operating due to mechanical failure or an electrical 
power outage. They automatically start when the primary pump fails and don’t require corded electrical power. Pumps are suitable for use 
in most sump pits and ideal for locations where electric power is unreliable. Battery is not included. 





Flow Rate@ Min. Sump Max. Pump Body ' Cord Mfr. Item 
HP Switch Actuation 10Ft. of Head Pit Dia. Head Material Length Required Battery Brand Model No. 
11%" FNPT Discharge 
Y4 Dual Micro Reed 16.6 gpm 12" 0 ik: ABS 8 Tt. 4AYX8 PHCC Pro Series PHCC-1000 4NE46 
Y3 Dual Micro Reed 30.8 gpm eA 16.0 ft. ABS 8 tt. 4AYX8 PHCC Pro Series PHCC-1850 4NE45 
112" FNPT Discharge 
Y3 Dual Micro Reed 40.0 gpm 12 17.0 ft. ABS 8 tt. 4AYX8 PHCC Pro Series PHCC-2400 1APP3 
V3 Vertical Float 36.0 gpm 138" 20.0 ft. Cast Iron 5 it. 2RX18 Zoeller 989-0008 2RXT/ 
— No Switch Included 30.0 gom 16° 22.0 ft. ABS 6 ft. (2) Group 27 or 31 Batteries Liberty Pumps 442-25A-EYE _54JG90 
— No Switch Included 30.0 gpm 16° 22.0 Tt. ABS 8 ft Group 27 or 31 Battery Liberty Pumps 442-10A-EYE 54JG89 


7 . \y @ JUHLE, 
Sump Pump Batteries and Battery Acid ’ 
Batteries supply power to operate a backup pump during power Wet Cell—Cost-effective power supply for applications where 


outages or mechanical failures to prevent flooding or water damage. batteries will be regularly checked and maintained. They require 
filling with battery acid before installation. The acid will evaporate 











malonance foe ee eae alee onal over time and needs to be replenished to ensure proper operation a 
fluid levels to be checked and maintained, and are for use in instal- P ibe " wine 
lations where batteries won't be regularly monitored. Battery Acid—Sulfuric acid solution must be added to new wet cell 
batteries prior to installation and is used to replenish acid in existing 
installations. The acid ships separately from a battery. Pa al 
Continuous Mfr. Item 
Voltage Run Time Rating Capacity H W D For Use With Brand Model No. 
Maintenance Free AGM bic Nac PHRC 1000 PHCOATEES No. 4NE47 
. P : r NO. = ; 3 , j - 
12V DC 6.5 to 11 hr 90 Ah 8.75 in 6.5 in 9.3 in PHCC-2400, PS-C11, PS-C22, PS-C33 PHCC Pro Series B12-90 4AYX8 
7 DC 7 hr 100 Ah ‘10.0 in 75in 12.75 in Mfr. No. 585-0008 Zoeller 10-2362  2RXT8 
Wet Cell 
12V DC 6 hr 70 Ah 7.5 in 6.5 in 11.0 in 5WG11 PHCC Pro Series _B-1000 4NE48 
12V DC 6.5 to 11 hr 140 Ah 8.0 in 6.75in 12.75 in 5WG11 PHCC Pro Series _B-2200 4NE47 
Container Item 
Size For Use With Brand No. 
Battery Acid 
6 gt 4NE47, 4NE48 PHCC Pro Series 5WG11 No. 5WG114 
- z + @ /GHLE, —_ 
Intrinsically-Safe Sewage Ejector Pumps a 
= Max. liquid temp.: 104°F system won't work, such as in septic systems that are below the 
= 20-ft. power cord main sewer line. Models have no screen on the bottom of the pump 
Feature vertical float switch actuation and a nonsparking motor and a large outlet at the top to allow debris to flow through freely. 
that won't ignite flammable liquids. They transfer sewage contain-  Carbon/ceramic shaft seal. For use in sump pits with a minimum No. 
ing solids and flammable liquids from drains where a gravity 24" dia. FM Approved. ae 
Flow Rate @ Ft. of 
Max. Max. Dia. Body Impeller Base Rated Head Mfr. Item 
HP Discharge Head Solids Material* Material* Material Dia. Voltage Amps 10 20 Model No. 
%, TH"FNPT 56.0 ft. Ya in Cl BZ Cl 13%6 115VAC «15.50 | 93.0gpm 79.0gpm MX161 4HEX6 
%, 2°FNPT _ 40.0 ft. 2 in Cl Cl Cl 13%68 115VAC 15.00 |120.0gpm 87.0 gpm MX292  —_ 4HEX8 
1 2°FNPT _ 35.0 ft. 2 in Cl Cl Cl 13%68 230VAC_ —S«8.90 157.0 gpm 106.0 gpm) DX284 — 4HEX7 
2 2°FNPT 75.0 ft. 2 in Cl Cl Cl 13%6"  230VAC_—«-17.10 199.0 gpm 173.0gpm) DX295  4HEX9 


* BZ = bronze, Cl = cast iron. 
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Effluent Pumps Details on page A1. 
Effluent GOULDS *peyeyy Lex 
ayton ) fo Z 

Pumps PUMPS LitteG@IANT BARNES 
Use to drain treated water from septic tanks and 3-Phase, 200 to 480 Volt—Feature three-phase 
most can drain water containing small solids. motors that are more efficient than one phase, and they 

Goulds Dayton Barnes Little Giant Pumps have high heads (the height a pump can use a higher voltage that allows for larger motors that 

No. No. na No. lift water before there is no more flow) and high require less current than lower-voltage motors. 
2NUZ4 2JGA3 24PK71  24WN40 pressure, compared to sewage ejector pumps, to 


High-Head Filtered—Feature permanent split 


efficiently push treated water out to a drain field. capacitor (PSC) motors with stainless steel shafts 








ia Note: Float switches and control panels sold separately. and hardware, long-life mechanical Seals, and ball 
1-Phase, 110 to 120 Volt—Compatible with most earings. Design helps prevent problems with lockup, 
standard U.S. residential electrical wall outlets. abrasives, and running dry. For use in wastewater 


treatment, liquid transfer, dewatering, and flood control 
D\es 1-Phase, 200 to 240 Volt—Models use a higher a 





Dayton Dayton paclich a: : in commercial and industrial systems. Nos. 2EHP2 to 
No. No. a regen ee that aan for ita aie that require = SEHP4 have a removable built-in check valve. 
3BB85 4HU78 aries o. ess Current than lower-voltage motors. 
Min. Flow Rate @ Max. 
Switch Sump Cord Body Impeller Max. Liquid) Ft. of Head (GPM) Head Max. Diameter Mfr. Item 
HP Actuation Discharge 4H Dia. PitDia. Amps Length Material* Material* Temp. 10 20 40 60 (ft.) Solids Brand Model No. 
1-Phase, 110 to 120 Volt 
No Switch Incl. 2" FNPT 16° 117%" 18" 10.720 ft Cl Cl 140 °F 6b 33 — — 29 fa Goulds WE0311M 2NUZ6 
Ys No Switch Incl. 2" FNPT 15: 1154" 18" 10.720 ft Cl Cl 140 °F 10 2 —- — 26 fa" Goulds WE0311L 2NUZ4 
Tether Float 2° MNPT 1634" = 6%" 18" 9.16 20ft Do 30 13075 68 43° — — 28 1%" Dayton 4HDZ8 4HDZ8 
y,, No Switch Incl. 1% FNPT 12%" 10%2! 18" 8.5 20 ft Cl TPL 130 °F 61 44 — — 38 fa" Zoeller N152 5CZG2 
Tether Float 2° MNPT 16%" = 6%" 18" 11 20 ft SS SS 13075 70 02 —- — 32 12" Dayton 2JGA2 2JGA2 
No Switch Incl. 1%" 13: g" 18" 9.4 20 ft Cl Cl 104 °F 78.920 — 31 ya Dayton 4HU71 4HU71 
No Switch Incl. 1%" FNPT 12%" 10%2" 18" 10.5) 20 iL Cl TPL 13056 70 92) 11 — 44 fa Zoeller N153 5CZG3 
No Switch Incl. 1%" FNPT 19%6 1234" 24" 1e5°. 20:91 Cl BZ 130 °F 93 78 45 — 96 5/4 Zoeller N161 4Nw04 
No Switch Incl. 2" 14%6' «9% 18" 6.4 20 ft Cl Cl LiF 45 3/ 10 — 45 5/4" Dayton 4HU70 4HU70 
No Switch Incl. 2 1634" 12%6' 18" 11.9 20 ft Cl PP 104 °F 76 66 4/7 25 79 5/4 Dayton 4HU75 4HU75 
No Switch Incl. 2" 7%6'  13%6' 18" 11.4 20 ft Cl Pr 104 °F 92. (6 2 — 49 5/4" Dayton 4LE10 4LE10 
Yo No Switch Incl. 2" FNPT 16° 1154" 18" 145  20ft Cl Cl 140 °F 98 50 30 2 61 fa Goulds WE0511HH 2NVC1 
No Switch Incl. 2" FNPT 16° 1154" 18" 145  20ft Cl Cl 140 °F 78 60 10 — 46 5/4 Goulds WE0511H 2NUZ8 
Tether Float 1%" 13" g'A" 18" 9.4 20 ft Cl Cl 104 °F 78.920 — 31 a" Dayton 4HU73 4HU73 
Tether Float 2 16%" 12%" 18" 11.9 20 Tt Cl PP 104 °F 76 66 47 25 19 fa" Dayton 3BB83 3BB83 
Tether Float 2° MNPT 16%" 6%" 18" 11.7 20 ft Do SS 130 °F 8 64 — — 36 1%" Dayton 2JGA3 2JGA3 
Tether Float 2° NPT = 13%" = 12" 18" ils 20 ft Cl Cl 120°F [115 98 5/ — 63 fa Little Giant WS5QHAM-20 _5EAF4 
Vertical Float 1%" FNPT 19%6 1234" — 24" 1-20 iL Cl BZ 130 °F 93/9 45 — 26 fa" Zoeller M161 6JGW7 
1-Phase, 200 to 240 Volt 
No Switch Incl. 1%" FNPT 12" 10%" 18" 47 15 ft Cl TRL 130 °F 61 2 — — 23 Ai Zoeller E98 4NW39 
ys No Switch Incl. 2 1634" 12%6' 18" Bl 20 ft Cl PP 104 °F 76 66 4/7 25 719 fa" Dayton 4HU76 4HU76 
* No Switch Incl. 2"FNPT 18200" 12-4/25" ll 20 ft Cl PP. Do 104 °F 75  6/ 48 25 70 fa" Barnes STEP522DS_ —-24PK71 
Tether Float 12" 13" ge" 18" 4.3 20 ft Cl Cl 104 °F 78.9020 —- 31 5/4 Dayton 4HU74 4HU74 
34 No Switch Incl. 2" FNPT 16" 1134" 18" 10 20 ft Cl Cl 140 °F 93 838 45 10 67 5/4 Goulds WE0712H 2NVC3 
No Switch Incl. 2 1634" 12%6' 18" 8.3 20 ft Cl PP 104 °F 85 80 68 52 109 5/4 Dayton 4HU/7 4HU77 
No Switch Incl. 2° FNPT  16%2" 9°%4" 18" 9 20 ft Cl Cl 140 °F — — /0 30 81 fa Little Giant 16EH-CIM 24WN40 
{ No Switch Incl. 2° FNPT 182%" 12-4/25" 8.3 20 ft Cl PE oo 104 °F 84 80 48 52 100 5/4 Barnes STEP1022DS_ —_24PK72 
Tether Float 2" 1634" 12%6' 18" 8.3 20 ft Cl Pr 104 °F 85 80 68 52 109 ya Dayton 3BB85 3BB85 
Tether Float 2° NPT 13%" = 12%" 18" 13.3: 20 it Cl Cl 120°F (115 140 115 /6 90 5/4 Little Giant WS100HAM-12-20 5SEAF5 
Vertical Float 1%"FNPT 19%6 1234" 24" 10.220 ft Cl BZ 1307F 61 60 55 39 86 5/4 Zoeller D165 6JGW8 
1% No Switch Incl. 1%" FNPT 19%6 1234" 24" 14 20 ft Cl BZ 130°F | 140 128 103 71 91 ya Zoeller E188 2VJ62 
No Switch Incl. 2" FNPT 16" 1154" 18" To. 201 Cl Cl 140 °F 94 90 7/7 68 128 5/4 Goulds WE1512HH 2NVC5 
9 No Switch Incl. 172! FNPT 19%6 1294" 24" 14.5 20ft Cl BZ 130 °F 45 45 45 45 137 %e' Zoeller E191 4Nw20 
No Switch Incl. 2" 7%6' 13%6' 18" 10.9 20ft Cl PP 104 °F — — 100 62 86 ya" Dayton 4LE14 4LE14 
3-Phase, 200 to 480 Volt 
No Switch Incl. Z 1634" 12%6' 18" 2.8 20 ft Cl PP 104 °F 85 80 68 52 109 ya Dayton 4HU78 4HU78 
No Switch Incl. 2 1634" 12%6' 18" 9.6 20 ft Cl PP 104 °F 85 80 68 52 109 5/4 Dayton 3BB86 3BB86 
4 No Switch Incl. 172 FNPT 18%" 12%" 24" 4.6 20 ft Cl BZ 130°F | 140 128 103 71 91 fa" Zoeller G188 2VJ61 
No Switch Incl. 1%" FNPT 18%" = 1234" 24" 8.9 20 ft Cl BZ 130°F | 140 128 103 71 91 5/4 Zoeller F188 2VJ65 
No Switch Incl. 1%" FNPT 18%6 1234" 24" 6 20 ft Cl BZ 1380°F | 140 130 109 85 110 5/4" Zoeller G189 4NW19 
No Switch Incl. Zz 7%6'  -13%6 ~—s 18" —7.00/3.50 20 ft Cl PP 104 °F — — 100 62 86 ya Dayton 4LE13 4LE13 
Min. Flow Rate @ Max. 
Switch Sump Cord Body Impeller Max. Liquid) Ft. of Head (GPM) Head Max. Diameter Mfr. Item 
HP _ Actuation Discharge H_ Dia. PitDia. Amps Length Material* Material* Temp. 0 80 100 (ft.) Solids Brand Model No. 
High-Head Filtered Efluent Pumps 
1-Phase, 110 to 120 Volt 
No Switch Incl. 1%" FNPT 22%" 4" 4" 11 10 ft SS A 86 °F 14 13 “1S 230 Ye in Dayton ANY25 4NY25 
yy No Switch Incl. TM"FNPT 31" 4" — 10 10 ft SS C 104 °F 14 13 13 290 Clear Water Little Giant. WE10GO5P4-21 = 2EHP2 
No Switch Incl. 14" FNPT 31" 4" — 10 10 ft Sts) C 104 °F 22 18 20 160 Clear Water Little Giant WE20G05P4-21 = 2EHP3 
No Switch Incl. 14%" FNPT 31° 4" — 10 10 ft SS C 104 °F 28 23 14 115 Clear Water Little Giant WE30GQ05P4-21 2EHP4 


* A=acetal, BZ = bronze, C = Celcon®, Cl = cast iron, PP = polypropylene, SS = stainless steel, TPL = thermoplastic. 
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a 
ah fe Elevator Sump Pumps, Detection System, and Alarms 
i) ie Elevator Sump Pump with Oil Sensor—Pumps _— Oil Detection System and Alarms—Oil detection 
\ \ drain water from elevator sump pits and transformer systems provide pump control and alarm notifica- 
vaults while retaining necessary oil. They have an tions for potentially threatening water and oil levels 
iy oil detector that identifies when oil is present. The in pumping applications. The oil water switch senses 
‘\ pump only operates when water is present and the difference between oil and water to remove 
No. ay No. stops when oil is sensed to prevent the pumping of _ water from the tank, while preventing oil from being 
2WML9 . 2NRX1 oil into groundwater or sewage systems. pumped into the environment. Pump not included. 
Flow Rate Min. Max. Power Sensor 
Switch Switch @10Ft. Sump Cord Liquid Item Cord Cord Max. 

HP Actuation Type ofHead PitDia. Length Temp. Brand No. Switch Max. Length Length Temp. Item 
Elevator Sump Pump with Oil Sensor Voltage Alarm Type HP (ft.) (ft.) (°F) Brand No. 
115VAC Oil Detection System and Pump Control 

Yio Sensor Piggyback 34.0 gpm __18" 15 ft. —130°F Zoeller oCZF7 120VAC Audio/Visual = = 10 10 130° SJE-Rhombus 36K473 

iA) Sensor Sensor 3/.0gpm 14" 10 ft. 140°F Liberty Pumps 2WML9 Oil Guard System and Alarm 

“0 Sensor Piggyback61.0gpm ‘18° 20 ft. 130°F Zoeller 5CZF8 115 Audio 71 dB/Visual Piggyback %4 8 20 130 Zoeller 2NRX1 

Ya Sensor Sensor 59.0gpm 14" 10 ft. 140°F LibertyPumps 2WMN1 Oiltector® Pump Control and Alarm 
230VAC 1S Audio/Visual Piggyback 1 = = 130 Liberty Pumps 2WMN3 

2 Sensor Sensor 59.0gpm 14" 10 ft. 140°F LibertyPumps 2WMN2 230 Audio/Visual Piggyback 2 — — 130 Liberty Pumps 2WIMN4 
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Sewage Ejector Pumps 
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 TsuRUMI PUMP LittieGIANT. 
Sewage Ejector Pumps 


General purpose pumps remove sewage containing solids from drains 
where a gravity system won't work, such as in septic systems that are 
below the main sewer line. They have no screen on the bottom of the 
pump and a large outlet at the top to allow debris to flow through freely. 
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PUMP COMPANY 
















; ; Zoeller Goulds Tsurumi 
These sewage pump systems mount in a basin where wasie collects from se MRGT a ESA antics a 
a drain pipe and they're turned on and off by an attached switch or control 
panel. The wastewater is then pumped out of the basin and up to the main 
sewer or septic line. The 1-phase 110 to 120V pumps are compatible 
with most standard U.S. residential electrical wall outlets. The 1-phase 
200 to 240V pumps use a higher voltage that allows for larger motors 
that require less current than lower-voltage motors. All 3-phase pumps 
are more energy efficient than one-phase models. 
: : i if: : Dayton Little Giant 
Note: Operating pump outside of specified range may result in pump damage and/or 
Flow Rate @ ax. 
Switch Min. Sump Cord Body Impeller Max. Liquid Ft. of Head (GPM) Head Max. Diameter Mfr. Item 
HP Actuation Discharge H_ Dia. Pit Dia. Amps Length Material* Material* Temp. 10 20 40 60 (ft.) Solids Brand Model No. 
1-Phase, 110 to 120 Volt 
No Switch Incl. 2"FNPT 1434" 47" 18" 9.40 15ft Cl TPL 130 °F 6 — — — 18 2" Zoeller N264 4NW07 
Vertical Float 2" FNPT 1434" 11236a" 18" 9.40 10ft Cl TPL 130 °F 6 — — — 18 = Zoeller M264 4NW06 
yo _lether Float 2" MNPT 17%" 9%" 18" 11.00 20ft SS SS 130 °F 7 47 — — 25 2 Dayton  2JGA4  2JGA4 
No Switch Incl. 2°NPT 1634" 1034" — 12.00 20ft Cl Cl 104 °F 9 37 — — 25 2 Dayton _4HU79 _ 4HU79 
Tether Float 2° NPT 16%" 10%" = — 12.00 20ft Cl Cl 71°F 9 3/. — — — 25 2 Dayton _3BB87 _—-3BB87 
Vertical Float 2" NPT 1634" 162%" — 12.00  20ft Cl Cl = 77 Fr 9 37 — — 25 2" Dayton  4LE12  4LE12 
No Switch Incl. 2"FNPT 19" 12%" — 14.50 20ft Cl Cl 140° Inert 122 50 — —| 19 9" Goulds WSO511BF 5NXT7 
No Switch Incl. 2"FNPT 14%" 136" 18" 10.40 15ft Cl TPL 2 5 10 — —| 215 2" Zoeller N267 4NW10 
No Switch Incl. 2"FNPT 19" 12%" — 1450 20ff CI Cl (0 (Conia 110 62 —| 29 z Goulds WS0511BHF 4NE74 
No Switch Incl. 2"FNPT 21%6 12%" 24" 15.00 20ft Cl Cl 130 °F 120. 87 10 —/| 40 2 Zoeller N292 4NW21 
No Switch Incl. 2"FNPT 14%6" 9%e' 8" 5.80 32 ft T GFRP 104 °F 72 52 6 —| 4 25/64 Tsurumi 501M2.4S 20LR14 
Tether Float 2" FNPT 1434" 9%e' 8" 5.80 32 ft T GFRP 104 °F 72 52 6 —| 43 25/64" Tsurumi 50TMA2.4S 20LR15 
y, Nertical Float 2" FNPT 14%" 13%6" 18" 10.40 10ft Cl TPL 130 °F 8 10 — —| 215 z Zoeller M267 2P552 
Vertical Float 2" FNPT 19%6° 12%" 18" 15.00 20ft Cl Cl 140 °F 120.87 10 —J| 40 2 Zoeller M292 2P555 
No Switch Incl. S.ENGE 11%" abe, = — 950 20ft Cl TPEL 140 °F 95 30 — —| 2 0" Little Giant 10SN-CIM 4NY82 
Tether Float 2" MNPT 173%" 91" 18" 12.30 20ft SS SS 130 °F 80. 55 — — 32 2 Dayton  2JGA5  2JGA5 
Diaphragm 2" NPT 14%" 12" — 11.40 20ft ‘Ci COMP 104 °F 8 12. — — 22 2 Little Giant ES50D1-20 4NY85 
No Switch Incl. 2"NPT 1634" 1034" — 12.00 20ft Cl Cl 104 °F fit 43 — — 25 2 Dayton _4HU80 4HU80 
Tether Float 2° NPT 15%6" 10%" = — 12.00 20ft Cl Cl 104 °F 1 4 — — 25 Z Dayton 3BB88  3BB88 
No Switch Incl. 3°FNPT 2146 13%6 24" 10.30 15ft Cl Cl 104 °F 9% 34 — — 26 2" Zoeller N282 4NW30 
Vertical Float 3" FNPT 19%6 13%68 18" 10.30 10ft Cl Cl 140 °F 9% 34 — — 26 z Zoeller M282 2P553 
1 No Switch Incl. 2"FNPT 15" 136 18" 15.00 20ft Cl TPL 130 °F 101 56 — — 29 2 Zoeller N270  4NW14 
1-Phase, 200 to 240 Volt 
¥io No Switch Incl. 2"FNPT 14%" 131%" 18° 4.70 ft Cl TPL 130 °F 6 — — — 18 2" Zoeller E264 4NW08 
y, No Switch Incl. 2° NPT 1694" 1034" — 6.20. 20ft Cl Cl 104 °F Tit 4 — — 25 z Dayton _4HU81 —4HUS81 
* Tether Float 2° NPT 15%6 10%" — — 6.20. 20ft Cl Cl 104 °F 1 43 — — 25 2 Dayton 3BB89  3BB89 
Vertical Float 2" FNPT 19%6 13%68 18" 8.90  10ft Cl Cl 104 °F 157 106 — — 35 2" Zoeller D284 5CZG6 
Vertical Float 2" FNPT 19%6° 127%" 24" 10.20 20ft Cl Cl 104 °F — 11 51 — 51 2" Zoeller D293 4P020 
No Switch Incl. 2" MNPT 1734" 97%" 18" 920 20ft SS SS 130 °F 12696 — —]| 40 z Dayton  2JGA6  2JGAG 
No Switch Incl. 2"NPT 21%" 162340" — 8.30 20ft Cl Cl 104 °F 195 130 — — 36 2 Dayton 4LE20 —4LE20 
, No Switch Incl 2° NPT 19%6" 1256" — 10.70 20ft Cl Cl 104 °F — 13 70 — 52 2" Dayton 4HU83 4HU83 
Tether Float 2° NPT 19%6" 12%" = — 10.70 20ft Cl Cl 104 °F — 135 70 — 52 2 Dayton 3BB90  3BB90 
Vertical Float 2°NPT 21%" 16%" = — 8.30 20ft Cl Cl 104 °F 195 130 — — 36 z Dayton _4LB99 4LB99 
No Switch Incl. 3"FNPT 17% 14%"  — 11.00 20ft Cl Cl 140 °F 160 100 — — 35 2 Little Giant 16S-CIM 2EHN5 
No Switch Incl. 3°FNPT 21/46 13%6 24" 8.90 15ft Cl Cl 104 °F 157 106 — — 35 z Zoeller E284  4NW31 
Vertical Float 3" FNPT 19%6 13%68 18" 8.90  10ft Cl Cl 140 °F 157 106 — — 35 2 Zoeller D284 —-2P554 
No Switch Incl. 2"NPT 196 125%" = — 13.50  20ft Cl Cl 140 °F — 145 95 36 66 z Dayton _4HU85 4HU85 
Tether Float 2° NPT 19%6" 12%" = — 13.50  20ft Cl Cl 140 °F — 145 95 36 66 2" Dayton _4HU86 4HU86 
1% No Switch Incl. 3° FNPT 193%43"12'%e"  — 15.50  20ft Cl Cl 140 °F 160 137 84 15 64 2 Little Giant 18S-CIM 2EHN7 
No Switch Incl. 3°NPT 21%" 162340" — 16.00 25ft Cl Cl 104 °F 335 240 — — 39 20" Dayton  4LE16 4LE16 
Tether Float 3"NPT 21%" 162%." — 16.00 25ft Cl Cl 77°F 335 240 — — 39 20" Dayton 4LE22 — 4LE22 
No Switch Incl. 2"FNPT 21%6 12%" 24" 16.60 20ft Cl Cl 130 °F 199 173 124 66 75 2 Zoeller E295  4NW26 
Tether Float 2" FNPT 19546" 127%" 24" 17.10 20ft ‘Ci Cl 104 °F 199 173 124 66 75 z Zoeller WD295 4TR6/ 
No Switch Incl. 2°NPT 196" 1254" — 15.00 20ft Cl Cl 130 °F — 165 120 66 74 2" Dayton  4HU88 4HU88 
5 __letherFloat 2° NPT 19%6' 125" — 15.00 20ft Cl Cl 104 °F — 165 120 66 74 2" Dayton _3BB91 —3BB91 
No Switch Incl. 3" FNPT 1994312146" — 18.00 20ft Cl Cl 140 °F 205 168 120 58 77 z Little Giant 20S-CIM 2EHN9 
No Switch Incl. 3°NPT 21%" 162340" — 19.00 25ft Cl Cl 104 °F 375 290 8 —| 46 20" Dayton 4LE17 —‘4LE17 
Tether Float 3" NPT 2114" 16234." — 19.00 25ft Cl Cl 104 °F 375 290 8 —| 46 20" Dayton 4LE23  4LE23 
No Switch Incl. 4" Flanged 26" 16%" 36" 12.90 20ft Cl Cl 140 °F 269 184 — — 33 3" Zoeller E404 6JGV9 
3 No Switch Incl. 4" Flanged 26" 161%" 36" 19.00 20ft Cl Cl 140 °F 326 244 — — 38 a Zoeller E405 6JGW1 
3-Phase, 200 to 480 Volt 
No Switch Incl. 2"FNPT 14%" 136" 18" 150  15ft Cl TPL 130 °F 8 10 — —]| 215 2 Zoeller G267  4NW13 
% No Switch Incl. 2" FNPT 14%" 1368 18" 2.60 15ft Cl TPL 130 °F 8 10 — —| 215 2" Zoeller F267 4NW12 
No Switch Incl. 2"FNPT 19% 13%6 18" 3.60 15ft Cl Cl 130 °F 9% 34 — — 26 z Zoeller 282-0006 531Z18 
No Switch Incl. 2" MNPT 1734" 97%" 18" 2.60 20ft SS SS 130 °F 112,86 22 —| 46 2" Dayton 2JGA7 2JGA7 
No Switch Incl. 2°NPT 21%" 162340" — 2.40 20ft Cl Cl 104 °F 195 130 — — 36 2" Dayton  4LE15  4LE15 
, No Switch Incl. 2° NPT 2114" 16740" — 490 20ft Cl Cl 130 °F 195 130 — — 36 2" Dayton 4LE21 —‘4LE21 
No Switch Incl. 2"NPT 196" 125" — 3.70 20ft Cl Cl 104 °F — 13 70 — 52 z Dayton _4HU84 4HU84 
No Switch Incl. 2"NPT 196 125%"  — 7.50 20ft Cl Cl 104 °F — 135 70 — 52 2 Dayton 3BB93 —3BB93 
No Switch Incl. 3"FNPT 17% 14%"  — 6.30 20ft Cl Cl 140 °F 160 100 — — 35 2" Little Giant 16S-CIM 2EHN6 
1) No Switch Incl. 2° NPT 19%6 12%" — 490 20ft Cl Cl 140 °F — 145 95 36 66 2" Dayton _4HU87 —4HU87 
No Switch Incl. 3°FNPT 19%3"12'%6" — 11.50  20ft Cl Cl 140 °F 160 137 84 15 64 z Little Giant 18S-CIM 2EHN8 
No Switch Incl. 2"FNPT 21%6 12%" 24" 6.10 20ft Cl Cl 130 °F 199 173 124 66 75 2 Zoeller G295  4NW28 
No Switch Incl. 2°NPT 196 125" = — 6.00 20ft Cl Cl 104 °F — 165 120 66 75 2" Dayton  4HU89 4HU89 
No Switch Incl. 2"NPT 196 125%" = — 12.00 20ft Cl Cl 104 °F — 165 120 66 75 2 Dayton 3BB95  3BB95 
2 No Switch Incl. 3"FNPT 19%43"12'%4e — 12.60  20ft Cl Cl 140 °F 205 168 120 58 77 2 Little Giant 20S-CIM 2EHP1 
No Switch Incl. 3°NPT 21%" 162340" — 6.60 25ft Cl Cl 104 °F 375 290 8 —| 46 2" Dayton 4LE19 4LE19 
No Switch Incl. 3°NPT 21%" 162340"  — —_15.20/13.20 25ft ‘Cl Cl 104 °F 375 290 8 —| 46 20" Dayton  4LE1S8  4LE18 
No Switch Incl. 4" Flanged 26" 16%" 36" 5.20 20ft Cl Cl 140 °F 265 184 — — 33 a Zoeller G404 6JGWO 
3 No Switch Incl. 3" NPT 2672" 17" — _ 12.90/6.10 20ft Cl Cl 104 °F — 300 115 — 52 20" Dayton 3BB96  3BB96 
No Switch Incl. 4" Flanged 26" 16%" 36" 6.10 20ft Cl Cl 140 °F 326 241 — — 38 cl Zoeller G405 6JGW2 
5 No Switch Incl. 3"FNPT 26%" 16%" 18" 11.80  20ft Cl Cl 104 °F 505 450 295 60 64 2" Dayton 5RZP1 _5RZP1 
* Cl = cast iron, COMP = composite, GFRP = glass fibre reinforced plastic, SS = stainless steel, T = titanium, TPEL = thermoplastic elastomer, TPL = thermoplastic. 
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PUMPS 
Sewage Grinder Pumps 


Scan. Order. Done. 


Details on page A1. 










No. 5YU1 


Little Giant 
No. 4NY89 


Libery Pumps 


7 


Zoeller 
No. 6JGW4 


Zoeller 
No. 2MNE5 








Sewage Ejector 
Pump Systems 


= Max. dia. solids: 2" 


= Pump discharge: 2" dia. 


= Vent size: 2" 


Remove sewage containing solids from drains 
where a gravity system won't work, such as in 
septic systems that are below the main sewer 
line. Pumps have no screen on the bottom of 
the pump and a large outlet at the top to allow 
debris to flow through freely. They are mounted 
in a basin where waste collects from a drain 
pipe and are turned on and off by an attached 
switch or control panel. The wastewater is then 


pumped out of the basin and up to the main 


sewer or septic line. 


libefty Pumps 


@ [ELLER 


Little GIANT. 


110 Volt with Indoor Alarm—Feature an alarm that 
turns on when the water rises to a preset level in the 
sump basin. The alarm alerts that the pump has malfunc- 
tioned or is not able to keep up with the water flow. 
Compatible with most standard U.S. residential electrical 
wall outlets. 


110 Volt without Alarm—Compatible with most stan- 
dard U.S. residential electrical wall outlets. 


220 Volt with Indoor Alarm—Have an alarm that turns 
on when the water rises to a preset level in the sump 
basin. The alarm alerts that the pump has malfunctioned 
or is not able to keep up with the water flow. Pumps are 
compatible with most 220V U.S. wall outlets. 







Switch Max. Basin Pump Body Max. Liquid Cord Flow Rate @ Ft. of Head (GPM) Mfr. Item 
HP Actuation Head H Dia. Cap. Material*| Material* Amps Temp. Length 5 10 15 20 Brand Model No. 
110 Volt with Indoor Alarm 
Tether Float 21ft| 24in 24in 41.0gal PE PE 12 140 °F 10 ft 122 99 65 9 Liberty Pumps P382LE41 2WMP2 
Tether Float 21ft| 30in 21in 41.0gal PE PE 12 140 °F 10 ft 122 99 65 9 Liberty Pumps P372LE41/A2  5YU14 
%o  TetherFloat 21ft 24in 24in 41.0gal PE PE 12 140 °F 10 ft 122 99 65 9 Liberty Pumps P382LE41/A2  5YU17 
Vertical Float 18ft| 30in 18in 33.0 gal PE Cl 9.4 130 "F 15 ft 90 60 23 — Zoeller 910-0033 2MNE1 
Vertical Float 19ft| 30in 18in 33.0 gal PE FE 55 110 °F 15 Tt 82 5a 32 — Zoeller 912-0121 2MNE3 
Tether Float 24ft| 24in 24in 41.0gal PE PE 12 140 °F 10 ft 140 118 92 50 Liberty Pumps P382LE51 2WMP3 
Tether Float 24ft| 30in 21in 41.0gal PE PE 12 140 °F 10 ft 140 118 92 55 Liberty Pumps P372LE51/A2  5YU15 
Yo TetherFloat 24ft| 24in 24in 41.0gal PE PE 12 140 °F 10 ft 140 118 92 50 Liberty Pumps P382LE51/A2  5YU18 
Tether Float 21ft| 24in 24in 41.0 gal PE Cl 10.4 130 °F 10 ft 128 50 32 10 Zoeller 912-1117 6JGW6 
Vertical Float 21ft| 24in 24in 41.0 gal PE Cl 10.4 130 “F 10 ft 128 53 32 10 Zoeller 912-1116 6JGW4 
110 Volt without Alarm 
y,, —Jether Float_ 18 ft 30in__- 20 in__ 40.0 gal PE PE 13 120 °F 15 ft 80 50 16 — Little Giant 9S-SMPX-LG —_ 4NY89 
Tether Float 20 ft | 26%%4in 24in 41.0gal — FE 8.5 120 °F 20 ft 110 70 30 — Little Giant QUF2V2D 44ZH85 
220 Volt with Indoor Alarm 
%o Vertical Float 18ft |  30in 18in 33.0 gal PE Cl 47 130"F toi 90 60 23 — Zoeller 910-0034 2MNE5 
y, —lether Float 24 ff | 30in 21 in__ 41.0 gal PE PE 6.8 140 °F 10 ft 140 118 92 55 Liberty Pumps P372LE52/A2  5YU16 
Tether Float 24ft| 24in 24in 41.0gal PE PE 6.8 140 °F 10 ft 140 118 92 59 Liberty Pumps P382LE52/A2  5YU19 
* Cl = cast iron, PE = polyethylene. 
Zoeller * 
No. 49DE59 = @ JUHLE, a Berea 
payton eWage Grinder Pumps liberty Pumps 
; No. 114341 General purpose pumps feature a grinding 1-Phase, 110 to 120 Volt—Compatible with most 
mal plate on the bottom that shreds large parti- standard U.S. residential electrical wall outlets. 
No. 21TN69 cles into small fragments so the pump inlet 





1-Phase, 200 to 240 Volt—Use a higher voltage 
that allows for larger motors that require less 
current than lower-voltage motors. 


won't clog and the waste can be pumped 
into a sewage system. These models, 








Pegg tae also known as grinder pumps, are not for 

" use with septic systems since the small 3-Phase, 200 to 480 Volt—Have 3-phase motors 

4 particles will not be filtered out in the septic that are more efficient than 1-phase. Motors use 

cus Saal system’s drain field and will contaminate a higher voltage that allows for larger motors that 

No. 1XGC6 the groundwater. For control panels includ- require less current than lower-voltage motors. 
ing duplex control panels see page 2655. 
Flow Rate @ Ft. 

Min. Sump Cord Body Impeller Max. Liquid; ofHead(GPM) | Max. Max. Diameter Mfr. Item 

HP Switch Actuation Discharge H Dia. PitDia. Amps Length Material* Material* Temp. 10 20 40 60 | Head Solids Brand Model No. 
1-Phase, 110 to 120 Volt 

% Vertical Float TYainFNPT 17%" 1174" 18" 7.015 ft Cl EP 130°F | 31 22 — 35.0 ft 10 2%2 in Zoeller 803-0013 49DE59 

, Tether Float 2inFNPT 17%" 11" 24" 12 10 ft Cl Cl 140°F | 42 36 15 —/500ft 2 in Liberty Pumps PRG101A 21TN69 

Vertical Float Tin FNPT 17%" 117%" 18" 11.0 ‘15 ft Cl EP 130°F | 42 35 18 —/550ft 10 2%2in Zoeller 807-0012 49DE61 
1-Phase, 200 to 240 Volt 

% Vertical Float 1YinFNPT 17%" 1174" 18" 3.015 ft Cl EP 130°F | 31 22 — —/35.0ft 10 2%2in Zoeller 803-0014 49DE60 

1 4 No Switch Included 1V%4in FNPT 207%" 6.8" 24" 9 6ft SS DI 104°F | 26 25 20 15 | 980ft % in Dayton 114344 11A344 

*“ No Switch Included 1%in FNPT 201542" 7.8" 24" 9 16ft SS DI 104°F | 46 44 28 — | 650ft % in Dayton 114341 11A341 

Tether Float 2inFNPT 17%" 11" 24" 6 10ft Cl Cl 140°F [42 36 15 —|500ft 2 in Liberty Pumps PRG102A 21TN71 

Vertical Float TMinFNPT 17%" 1174" 18" 5.015 ft Cl EP 130°F | 42 35 18 —/550ft 10 2%2in Zoeller 807-0013 49DE62 

No Switch Included 1%inFNPT 185%" 1154" 24" 14 20 ft Cl EP 130°F | 46 46 46 43 107.0ft — Zoeller 820-0004  6JGX0 

No Switch Included 1%4inFNPT 191%" 9" 24" 15 25 ft Cl SS 140°F | 50 50 48 42 108 0ft 2 in Liberty Pumps LSG202M 10V104 

No Switch Included 1%inFNPT 21%" 7.8" 24" 11 16ft SS DI 104°F (47 46 38 20 820ft % in Dayton 114342 11A342 

No Switch Included 1%inFNPT 21%" 7.6" 24" 11 16 ft = SS DI 104°F | 42 40 38 25 | 980ft % in Dayton 11A345  11A345 

2 No Switch Included 1%4inFNPT 2354" 112140" 24" 17.2 «20 Tt Cl DI 130°F (45 45 42 30 (1040ft — Zoeller E840 4HEW7 

Tether Float 1VinFNPT 185" 115%" 24" 13.7 20ft Cl EP 130°F | 46 46 46 43 |107.0ft — Zoeller 820-0011 4HEWS5 

Tether Float TYinFNPT 19%" = — 24" 15 25 ft Cl SS 140°F | 50 50 48 42 1080ft 2 in Liberty Pumps LSG202A 5YU10 

Tether Float TYinFNPT 19%" 9% 24" 15 25 ft Cl SS 140°F | 39 39 39 39 185.0 ft 2 in Liberty Pumps LSGX202M 2WMN8 

Tether Float TVinFNPT 21" 8 He" 16" 15 20ft Cl Cl 77 FE 57 57 54 |100.0 ft — Dayton 3BB97 _—‘ 3BB97 

3 No Switch Included 2%4in Flanged 30%" 11" 2423.1 20ft Cl Brass 140°F | 93 89 65 30) 720ft in Dayton 127645 127645 

5 No Switch Included 2in Flanged 30%" 11" 24" 35.2 20ft Cl Brass 140°F | 99 99 99 98 130.0ft % in Dayton 127648 127648 
3-Phase, 200 to 480 Volt 

No Switch Included 1%inFNPT 191%" = — 24" «45.3 (10ft Cl SS 140°F | 50 50 48 42 (1080 ft 2 in Liberty Pumps LSG204M 1XGC7 

No Switch Included 1%4inFNPT 191%" 91%" 2445.38 Tt Cl SS 140°F | 39 39 39 39 185.0 ft 2 in Liberty Pumps LSGX204M 2WMP1 

No Switch Included 1%inFNPT 21°  81%e" 16" 4 20ft Cl Cl 77°F 57 57 54 |100.0 ft 3 in Dayton 3BB98 _ 3BB98 

5 No Switch Included 1% in FNPT 2394" 11?¥4o" 24" 12.320 ft Cl DI 130°F | 45 45 42 30 |104.0ft — Zoeller J840  4HEW8 

No Switch Included 1%inFNPT 24740" 11240" 24" 5.520 Tt Cl DI 130°F | 45 45 42 30 |104.0ft — Zoeller 840-0008 6JGW9 

Tether Float TYinFNPT 19%" 91%" 24" 10.6 = 25ft Cl SS 140°F | 50 50 48 42 1080ft 2 in Liberty Pumps LSG203M 1XGC6 

Tether Float TYinFNPT 19%" 9%" 24" 10.6 25ft Cl SS 140°F | 39 39 39 39 185.0 ft 2 in Liberty Pumps LSGX203M_ 2WMN9 

Tether Float TYinFNPT 2334" 117440" 24" 10.8 20 Tt Cl DI 104°F | 45 45 42 30 |104.0ft — Zoeller 840-0006 197428 

No Switch Included 1%inFNPT 21%" 7.8" 24" 9 6ft SS DI 104°F (57 54 49 38 | 91.0Tt % in Dayton 114343 11A343 

3 No Switch Included 2%in Flanged 30%" 11" 24" 7.15 20ft Cl Brass 140°F | 93 89 65 30) 720ft % in Dayton 127647 127647 

No Switch Included 2%in Flanged 301%4" 11" 24-143 =«20ft Cl Brass 140°F | 93 89 65 30) 720ft in Dayton 127646 127646 

5 No Switch Included 2¥ in Flanged 30%" 11" 24" 10.34 20ft Cl Brass 140°F | 99 99 99 98 130.0 ft Hin Dayton 127650 —_12T650 

No Switch Included 2%in Flanged 30%" 11" 24" 20.68 20ft Cl Brass 140°F | 99 99 99 98 130.0 ft in Dayton 127649 12T649 

7% No Switch Included 2% in Flanged 30%" 11" 24" 24.64 20ft Cl Brass 140°F | 99 99 99 99 155.0 ft Yin Dayton 127651 127651 


* Cl= cast iron, DI = ductile iron, EP = engineered polymer, SS = stainless steel. 
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No. 21TN73 


liberty Pumps é 
Sewage Grinder Pump s 
Systems with Alarm : 
Tether float switch actuated pumps feature an alarm that turns on when a 


water rises to a preset level in the sump basin to alert that the pump has 
malfunctioned or is not able to keep up with the water flow. Systems 
include grinder pumps, basins, pipe, control panels, and switches to 

turn pumps on and off. Pumps have a grinding plate on the bottom that 
shreds large particles into small fragments so the pump inlet won't clog 
and the waste can be pumped into a Sewage system. Systems are not 
for use with septic systems since the small particles will not be filtered 
out in the septic system’s drain field and will contaminate the groundwa- 
ter. The 110V pumps are compatible with most standard U.S. residential 
electrical wall outlets. The 220V models use a higher voltage for larger 


motors that require less current than lower-voltage motors. mean e ak aki laced One ree 
Flow Rate @ 
Switch Electrical No. of Min. Sump Cord Body Impeller Max. Liquid Ft. of Head (GPM) Max. Max. Diameter Mfr. Item 
HP _ Connection H Pumps Dia. Pit Dia. Amps Length Material* Material* Temp. 5 10 15 20 Head (ft.) Solids Brand Model No. 
1-Phase, 110 Volt 
Yohp — Piggyback 30" 1) 10%6" 18" 70A 15 ft Cl EP 104 °F 23 27 21 13 26 _— Zoeller 915-0005 19T429 
th Integral 24" 1 24% _— 12A 10ft Cl Cl 140 °F 44 42 39 36 50 2 in Liberty Pumps P382XPRG101 21TN73 
Pp Integral 24" 2 29%6" _ 12A 10ft Cl Cl 140 °F 44 42 39 36 50 2 in Liberty Pumps P682XPRG101 21TN75 
1-Phase, 220 Volt 
Piggyback 60" 1 11%' 24" 137A 20Tt Cl PP 130 °F 46 46 46 46 107 _— Zoeller 922-0005 4HEW6 
2 hp Integral 237%4 2 112%2" 86" 17.2A 20Tt Cl DI 130-75 45 45 45 45 104 _ Zoeller 923-0006 4HEX1 
Integral f2 2 42" _— 15A 25ft Cl $s 140 °F 50 50 50 50 108 2 in Liberty Pumps D3672LSG202-48 10V137 


* Cl = cast iron, DI = ductile iron, EP = engineered polymer, PP = polypropylene, SS = stainless steel. 


“ea 


Sludge Pumps 


No. 
= Pump discharge: 4" dia. Use to transfer a mixture of fluid, usually water and pulverized solids. They are attached to 12U566 
= Max. liquid temp.: 140°F a tank to drain the sludge that is noncorrosive and nonexplosive. Pumps are suitable for use 
= Include 20-ft. power cord in sewage treatment and industrial applications. Three-phase pumps have motors that are 


more efficient than one phase, and they use a higher voltage that allows for larger motors 
that require less current than lower-voltage motors. All models require a control panel, sold 


separately on page 2655. 
Flow Rate @ 
Overall Min. Sump Body Impeller | Ft. of Head (GPM) Max. Max. Mfr. Item 
HP Height Dia. Pit Dia. Amps Material* Material* 5 10 30 Head Diameter Solids) Model No. 
1-Phase 
7¥ehp 29%6in 16'%e 96 in 58.2 A Cl Cl 770 740 475 | 54.0 ft 3 in 12U574 ~=12U574 
3-Phase 
2 hp 28%in  15'%e 96 in 8.8 A Cl Cl goo 86-3000 25 32.0 ft 3 in 12U566  12U566 
3 hp 28%in  15'%e 96 in 13.2 A Cl Cl 482 420 130 | 40.0ft 3 in 12U569  12U569 
15 hp 33 % in 17%" 96 in 57.2 A Cl Cl 940 890 705 | 78.0ft 3 in 12U579 =12U579 


* Cl = cast iron. 


wy . 

@ /GHLE Dayton 

madaed 
Pump Guide Rail Systems 


Allow large and heavy pumps to be installed and removed from a sump pit without having to enter 
the sump pit. They use a guide rail and a chain or rope to pull sump pumps up and out of the 
sump pit for maintenance or inspection, then lower pumps back down into the sump pit. Systems 
come with a guide rail that is attached to the outlet pipe at the bottom of the sump pit. An adapter 
is mounted on the pump’s outlet and a flanged U-fitting is attached to the outlet pipe and check 
valve. The pump slides down the guide rails and when it reaches the bottom of the sump pit the 
adapter on the pump's outlet and the U-fitting on the outlet pipe come together for a proper seal. 
Pump Rail System Mfr. Item 
Discharge Discharge Material For Use With Brand Model No. 
Guide Rail System 
1%" Flange 1%"Flange  Ductilelron Series 803, 805, 807, 818, 819, 820,840 Zoeller 39-0156 463U34 
242" Flange 3" Flange Cast Iron 127645 to 121652 Dayton 20Y/787 20Y787 
3" Flange 4" Flange Cast Iron 12U565 to 12U580 Dayton 20Y788 20Y788 
Guide Rail Gasket Kit No. 


= = = 12U565 to 12U580 Dayton 20Y790 20Y790 20Y787 
== = = 127645 to 1271652 Dayton 20Y789 20Y789 
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Sink Drain Pumps & Sump Pump Systems Details on page A1. 
* . 
ibeffyPumps *HARTELL Figtec. \i::i-GIANT 
Sink Drain Pump Systems 
moat — — iperene = Max. dia. solids: ¥%" nonclogging stainless steel impellers. 
rg eae Pree iene No. 2P778 —»SsNo. 1GEK4 Allow for wastewater draining of sinks, Liberty Pumps® models feature a separate 
tubs, and washing machines where a access cover to ease switch maintenance 


gravity system won't work, such asina and a piggyback-style plug. Little Giant® 
basement that is below the main sewer | pumps have thermal overload protection. 
line. Pumps are connected near the area Nos. 36N560 and 36N561 are preassem- 


to be drained and allow automatic basin bled while No. 4NY91 is compact for tight 
draining when the basin is full. Dayton® = Spaces. Zoeller® models can be installed 





i = 


Flotec Hartell Little Giant Liberty Pumps systems have a vertical float switch with an internal trap to save space and 
No. 401278 No. 411M32 No. 4NY91 No. 2WMN6 while Nos. 12F739 and 12F740 have have no inlet filters or screens to clean. 
Switch Basin Inlet Basin Basin Basin Basin | Pump Body Max. Liquid Cord | Flow Rate @ Ft. of Head (GPM) | Max. Mfr. Item 
aC Actuation Amps Diameter Height Dia. Capacity (gal.) Material*| Material* Temp. Length 5 10 15 20 (Head (ft.) Brand Model No. 
11 
Diaphragm _—*9..4 1%" 10%" 12%" 9.0 PP Cl 130 °F lot | 72 61 45 20 23 Zoeller 131-0001 5CZG1 
y Vertical Float 4.9 TY" 13% 6.0 HDPE Cl 140 °F 10ft | 42 38 32 24 26 Dayton 12F740 12F740 
* “Vertical Float 4.9 1%" 13% 6.0 HDPE TPL 140 °F 10 | 55 21 46 39 28 Dayton 12F741 12F741 
Vertical Float 7.3 2 14%" 1394" a PO PP 122 °F 10ft | 48 44 39 32 34 LibertyPumps —_ 405 1GEK5 
Vertical Float 3.1 1%" 12%" 11%!" 9.0 TPL TPL 130 °F 10ft | 38 30 14 — 18 Dayton QVJ// — QNS77 
Vertical Float 4.0 TY" 141%" 15'S 6.0 oF SF 10°F 8 ft o1 40 28 11 22 Flotec FPZS33LTS 401278 
Vertical Float 4.1 1%" 13% 6.0 HDPE Cl 140 °F 10 ft | 36 30 20 iz 20 Dayton 12F738 12F738 
Ys Vertical Float 4.1 1%" 13% 6.0 HDPE TPL 140 °F 10 ft | 40 36 32 23 20 Dayton 12F739 12F739 
Vertical Float 5 1%" 11%" 1394" 43 PO PP 140 °F 10ft | 38 20 19 4 21 ~~ LibertyPumps _—_ 404 1GEK4 
Vertical Float 5.6 1%" 6'%e = 2.0 ABS PP 130 °F 8 ft 48 35 10 _ 16:5 Hartell LTS-1 411M31 
Vertical Float 9.7 1%" 10%" 12%" 5.0 PP Cl 130 °F 9 ft 43 34 19 10 19.2 ft Zoeller 105-0001 2P778 
Ys Vertical Float 5.0 1%" 6'%e 1.0 ABS PP 130 °F 8 ft 45 20 — _— 1? Hartell LTP-1 411M30 
Ve Diaphragm —.2.2 1%" — — 1.0 — ABS 140 °F 8 ft 28 10 _— — 11 Hartell LTA-1 411M32 
1/6 Diaphragm 3 12" 15%68°  — 9.0 PP — 120 °F 10 ft 15 iz 8 — 21 Little Giant WRS-5 36N560 
110VAC, 220VAC 
Diaphragm 9 We 10%" 14" 30 PP — 140 °F 10 ft | 46 29 13 — 18 Little Giant WRSC-6 4NY91 
: Diaphragm 9 Ve 16 — 9.0 PP — 120 °F 10ft | 46 29 13 — 18 Little Giant WRS-6 36N561 
208VAC, 220VAC 
Ye _Vertical Float 3.5 2" 14%" 13%!" 0) PO PP 122 “F 10ft_| 48 44 39 32 34 Liberty Pumps 405HV  2WIMN6 


* ABS = acrylonitrile butadiene styrene, Cl = cast iron, HDPE = high-density polyethylene, PO = polyolefin, PP = polypropylene, SF = structural foam, TPL = thermoplastic. 


Sump Pump 





em @ /GHLER 
Systems liberty Pumps LittieGIAl \T. eR 
<5 = Max. dia. solids: ¥%”, except electrical connections on the side of 
Nos. 5CZF9 and 6JGW5 are the basin allowing the top of basin to 
= Yo", No. 4HGH7 is 2” be flush with ground level. Nos. 5CZF9 
) Quickly remove wastewater where and 6JGW5 help eliminate water and 
gravity drain lines are not available. dampness, preventing damage, odors, 
Nos. 10V133 and 10V132 are foruse | and mold/fungus growth. All systems 
Liberty Pumps Little Giant Zoeller Zoeller in dewatering crawl spaces, base- include a pump, pipe, sump basin, and 
No. 10V132 No. 4HGH7 No. 5CZF9 No. 6JGW5 ments, and where water pooling sump basin cover suitable for a base- 
occurs. No. 4HGH7 has discharge and ment sump pump installation. 
Switch Basin Basin Basin Basin | Pump Body Max. Liquid Cord Flow Rate @ Ft. of Head (GPM) Max. Mfr. Item 
HP Actuation Amps Height Dia. Capacity (gal.) Material* | Material* Temp. Length +) 10 15 20 Head (ft.) Brand Model No. 
4/10 Tether Float 30" 20" 13.0 PE PE 120"F 20 tt 10 70 30 — 20 Little Giant | WCR-9SP_4HGH7 
Yo Vertical Float 7.5 15: ils (ei PE AL, PP 140 °F 10 ft 48 44 38 32 34 Liberty Pumps CSP-457 —_10V133 
Ys__Vertical Float 5.2 Ey 15: 52 PE AL, PP 140 °F 10 ft 38 18 20 48 21 Liberty Pumps CSP-237 —10V132 
%10 Vertical Float 9.7 22. 18 9.7 PP Cl 130 °F 9 ft 43 34 19 — 19 Zoeller 900-0002 6JGW5 
%io0 Vertical Float 9.7 | 10%" 12%" 9.7 PE Cl 130 °F 25 TL 43 34 19 — 19.2 ft Zoeller 108-0001 5CZF9 
* AL = aluminum, Cl = cast iron, PE = polyethylene, PP = polypropylene. 
e Pe TELLER 
Pump Replacement Parts/Accessories liberty Pumps LittteGIANT @ Lauer, 
Additional replacement parts are available on Grainger.com®. 
Mfr. Item 
Description For Use With For Use With Model No. 
Liberty Pumps 
MTSE Mfr. No. 237, 230, 233, 457, 450, 453, 257, 287 2WMJ9, 2WMK1-5, 5YE75, 5YE/7/ 4445000 _—_—iSYE79 
Little Giant 
Diaphragm Switch Repair Kit Mfr. No. RS-5-18, 6-CIA, 8-CBA, 10-CIA 2P353, 3P639, 3P641, 3P643 SPRK-2 4NXN6 
Garden Hose Adaptor 3P640 3P640 GH-3/4 4NXN2 
Housing/Switch 4XK40 4XK40 106396 4NXK5 
Housing/Switch 3P639, 4NY91 3P639, 4NY91 108049 4NXK8 
Impeller Mfr. No. 5SMSP-18 2P302 105310 4NXJ7 
Intake Screen Mfr. No. 506923 ANY91 113131 4NXL4 
Tank Mfr. No. 3-ABS, VCL-45S, VCL-14ULS, VCL-24ULS, VCL-24ULS-230, VCL-45ULS-230 2GZG2, 2P096, 3P731, 3P732, 4RLO5, 4RLO6 153502 4NXL5 
Volute Mfr. No. 1-AA, 1-A, 1-AA-18, PE-1 1P553, 1P939, 2P526, 3P/734 101375 4NXH8 
Volute Mfr. No. 2E-N, 2E-NYS, PE-2H 1P321, 4RK84, 4RK93 102332 ANXJ1 
Volute Mfr. No. 2E-38N, 2E-NDVR, 2E-38N-WG, 2E-38NY 1P372, 1P521, 4RK85, 4XK38 102375 4NXJ2 
Volute Base Mfr. No. 506951, 6GEN-CIM AXK40, 4XK41 106369 ANXK4 
Wide Angle Float Switch Mfr. No. WCR-9SP, 9S-SMPX-LG, 9SN-CIA-RF, 509925, 10E-CIA-RFS A4HGH7, 4NY89, 4NY90, 4RK90, 4RK91 RFSN-9 4NXN3 
Zoeller 
Arm and Seal 2P547 to 2P550 2P547-2P550 004704 2VJ66 
Cap & Switch Unit 2P547, 2P549, 2P550 2P547, 2P549 004702 2VJ75 
Capacitor Mfr. No. M292, N292, M3098 2P555, 4NW21, 4P023 003575 2VJ67 
Flange Kit Mfr. No. D284, M292, N292, G295, E284, J284 2P554, 2P555, 4NW21-4NW28, 4NW31, 4NW32 10-1305 2VJ76 
Mechanical Switch Mfr. No. M137, M267 2P5b1, 2P552 004740 2VJ71 
Mechanical Switch 2P554, 2P555 2P554, 2P555 004744 2VJ72 
Mechanical Switch Mfr. No. M53, M98, M264, M3098 2P547-2P550, 4NWO06, 4P023 004705 2VJ73 
Mechanical Switch 2P553 2P593 004755 2VJ74 
Power Cord Mfr. No. M53, M55, M57 2P547-2P549 004700 2VJ68 
Pump Stand Sump & Effluent Pumps Sump & Effluent Pumps 10-2421 SNXV7 
Relay 2P555, 4NW21 2P555, 4NW21 217092 2VJ69 
Relay Mfr. No. E191, E284 4NW20, 4NW31 217093 2VJ70 
2626 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 





GRAINGER CHOICE” _ . PUMPS 
Find the wi. Find Solutions. Find Great Prices. Intrinsically-Safe and Pneumatic Pumps & Check Valves 









No. 4HEX6 


@ JGLLE, 


Intrinsically-Safe Sewage Ejector Pumps 


= Max. liquid temp.: 104°F 

= 20-ft. power cord 

Feature vertical float switch actuation and a nonsparking motor that won't ignite flammable liquids. They 
transfer sewage containing solids and flammable liquids from drains where a gravity system won't work, 
such as in septic systems that are below the main sewer line. Models have no screen on the bottom of the 
pump and a large outlet at the top to allow debris to flow through freely. Carbon/ceramic shaft seal. For use 
in sump pits with a minimum 24" dia. FM Approved. 


Flow Rate @ Ft. of 


Max. Max. Dia. Body Impeller Base Rated Head Mfr. Item 
HP Discharge Head Solids Material* Material* Material* Dia. Voltage Amps 10 20 Model No. 
Vp 1%" FNPT 56.0 ft. ¥ in Cl BZ Cl 13%6 115VAC 15.50 93.0 gpm 79.0 gpm MX161 4HEX6 
Vp 2" FNPT 40.0 ft. 2 in Cl Cl Cl 13%6 115VAC 15.00 120.0gpm 87.0 gpm MX292 4HEX8 
1 2" FNPT 20.0 ft. 2 in Cl Cl Cl 13%6 230VAC 8.90 157.0gpm 106.0 gpm DX284 4HEX7 
* BZ =%ronze, Cl= EMMiron.__ 75.0 ft. 2 in Cl Cl Cl 13%6 230VAC 10 199.0gpm 173.0 gpm DX295 4HEX9 


Pneumatic Utility and Dewatering Pumps 


These self-priming and run-dry capable pumps operate at low speeds to handle mud, leaves, twigs, 
sand, sludge, trash-laden water, and soft solids without clogging or choking. They are powered by an air 
compressor and don't have an electric motor that produces sparks that may ignite flammable liquids. 
Pumps transfer moderate amounts of water on jobsites and accept an inlet hose so they don’t have to be 
placed in the water that needs to be drained. They are self-draining to prevent damage in below-freezing 
weather and have a continuous automatic lubricating internal oiler and an oil-batch-lubricated shaft seal. 
Nos. 5VD16 and 5VD15 have a screened inlet and an adjustable impeller and impeller cover to help main- 
tain peak performance. All models have a cast-iron, 2-vane trash-type impeller. CE Certified. 





= 
1 
| 


Air Inlet Max. Max. Diameter Body Impeller § Max. Liquid Flow Rate @ Ft. of Head Mfr. Item 

Pressure Head Discharge Solids Material* Material* Temp. 10 20 30 Brand Model No. 
80 psi 64,7 ft. 3 ENPT 1 Yin AL Cl 160°F 275.0 gom 210.0 gom 150.0 gpm SANDPIPER SMA3,6AM1. 6WY64 
90 psi 90.0 ft. 2%" FNPT Ya in Cl Cl 150°F 85.0 gpm 75.0 gpm 70.0 gpm Aro P237A1-EU 5VD15 
90 psi 240.0 ft. 2' FNPT Ya in Cl Cl 150°F 240.0 gom 230.0 gom 225.0 gom Aro P35A1-EU 5VD16 


* AL = aluminum, Cl = cast iron. 


* <> 
Dayton @ /GELLE, 1 Ney 
lihefty Pumps 


PUMP COMPANY 


Sump/Sewage Check Valves : 4 | Dp 


Prevent backflow of sump disposal lines, wastewater lines, sewage lift stations, and ejector systems. They 
are used in combination with piston, diaphragm and metering pumps and commonly use ball check valves 
that combine balls and seats in the same valve body for a leak-free shutoff. For additional sizes, go to 
Grainger.com® and search for “sewage check valves.” No. 12U355 No. 2P843 





Klunkless™, No. 1XHV8—A large “silencing air chamber” absorbs the clunking sound when the sump 
pump turns off. 








Connec. Material of Mounting Item 
Item Size Type Construc.* Position Brand No. 
Check Valve 1%" or 1%" Slip Union TPR Vertical Dayton 4UN79 
1%" Socket PVC Vertical Dayton 4RG92 
1%," Solvent PVC Vertical or Horizontal Zoeller 12U355 
CHEGS Sane MMM EAN ANGs— oe Socket PVC Vertical Dayton ARG93 
2 Solvent PVC Vertical or Horizontal Zoeller 12U356 
Check Valve with Ball 1%" Socket PVC Vertical or Horizontal Zoeller 5CZG9 
Valve and Union z Socket PVC Vertical or Horizontal Zoeller 5CZHO 
1%" Socket PVC Vertical or Horizontal Zoeller 5CZH1 
Snes raven ye) 2 Socket PVC Vertical or Horizontal Zoeller 5CZH2 
14" or 1%" Slip x Slip PVC Vertical or Horizontal Zoeller 2P843 No. 4UN78 
1%," Solvent Weld PVC Vertical or Horizontal Zoeller 6JGV5 
2" FNPT Cl Vertical or Horizontal Zoeller 2P845 
FUINHIOW Neen Uae 9" Slip x Slip PVC Vertical or Horizontal Zoeller 2PB44 
a Compression PVC Vertical or Horizontal Zoeller 5CZG8 
3" Solvent Weld PVC Vertical or Horizontal Zoeller 6JGV7 ff 
High Temp. Swing 1%" FNPT Cl Vertical or Horizontal Liberty Pumps 4DKK7 j 
Check Valve a FNPT Cl Vertical or Horizontal Liberty Pumps 4DKK8 
Klunkless Check Valve 1%" or 1%" Slip Union ABS Vertical PHCC Pro Series 1XHV8 f 
Screw-In Check Valve 144" or 14" MNPT TPR Vertical Dayton 4UN78 r 
Silent Check Valve 2" Solvent Weld PVC Vertical or Horizontal Zoeller 6JGV6 \ 
. 1%" Compression PVC Vertical Dayton 4RG88 
Swing Check Valve 2" Compression PVC Vertical Dayton 4RG89 
True Union Swing Waste 1%" Socket PVC Vertical Dayton ARG90 No. 4RG90 
Water Check Valve 2" Compression PVC Vertical Dayton 4RG91 
* ABS = acrylonitrile butadiene styrene, Cl = cast iron, PVC = polyvinyl! chloride, TPR = thermoplastic rubber. No. 4RG88 
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Sump & Sewage Float Switches 


Scan. Order. Done. 


Details on page A1. 
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Tether Float 
No. 3BY74 


Tether Float 
No. 3BY81 





Tether Float 
No. 4ZZF3 





Tether Float 
No. 6PNV7 








Little GIANT. liberty Pumps 
Sump and Sewage Float and Diaphragm Switches 


= Normally Closed: pump up for filling applications 


= Normally Open: pump down for dewatering applications 


Switches connect directly to the pump, or the pump's power cord is 
plugged into the switch to control electric power to the pump. 


Note: Use only with liquids compatible with switch construction. 


Tether Float—Activated by a float that is attached to the pump by 
a flexible tether that can be adjusted so the pump starts and stops 
automatically at preset levels. They require more space to operate 
compared to vertical float switches since the flexible tether moves in 
an arc as the water level rises and falls in the sump basin. 


PW BEE 


Diaphragm—Switches are activated by pressure within a diaphragm 


to start and stop pumps automatically when the water reaches a 
certain level. They have no moving parts, are compact so they take up 
little space, and require periodic cleaning since the diaphragm switch 


may get clogged with debris. Diaphragm switches connected to a 
tether are often adjustable so the pump will start and stop when the 


Vertical Float—Suitable for smaller-diameter sump basins since 

they use a float that moves a rod straight up and down to activate the 
switch. The switch starts and stops the pump automatically when the 
water reaches a preset level. 


Cord 
Nominal Voltage Length 
Tether Float 
Piggyback, Normally frosed 


10 ft. 
10 ft. 
10 ft. 
15 ft. 
15 ft. 
15 ft. 
20 ft. 
20 ft. 
20 ft. 
30 ft. 
30 ft. 
15 ft. 
20 tt. 
30 ft. 
Piggyback, Normally Open 

10 ft. 


10 ft. 
10 ft. 
10 ft. 
10 ft. 
10 ft. 
19 ft. 
15 fL. 
19 ft. 
15 it, 
20 tt. 
20 tt. 
20 tt. 
20 tt. 
20 ft. 
20 tt. 
20 tt. 
20 tt. 
30 ft. 
30 ft. 
30 ft. 
30 ft. 
30 ft. 
30 ft. 
30 ft. 
60 ft. 
10 ft. 
10 ft. 
19 ft. 


110 VAC 


220 V AC 


110 V AC 


220 V AC 


Wire Leads 
110 VAC, 220VAC 15 ft. 
Wire Leads, Normally Glosed 


10 ft. 
10 ft. 
10 ft. 
15 iL 
19 ft. 
15 ft, 
20 tt. 
20 tt. 
20 tt. 
20 tt. 
30 ft. 
30 ft. 
30 ft. 
30 ft. 


110 V AC, 220 V AC 


* PP = polypropylene, PC = polycarbonate. 
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Amps 


15A 


On Point 


45° Below Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Below Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 


45° Above Horizontal 


45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
14" Above Base 
14" Above Base 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 
45° Above Horizontal 


Adjustable 


1¥2" Above Base 
1¥2" Above Base 
45° Above Horizontal 
45° Above Horizontal 
1¥2" Above Base 
45° Below Horizontal 
45° Below Horizontal 
1¥2" Above Base 
1¥2" Above Base 
45° Below Horizontal 
45° Above Horizontal 
1¥2" Above Base 
1¥2" Above Base 
45° Above Horizontal 
45° Above Horizontal 


Off Point 


45° Above Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Above Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 


45° Below Horizontal 


45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
6" Above Base 
6" Above Base 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 


Adjustable 


12" Below Horizontal 
12" Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 
12" Below Horizontal 
45° Above Horizontal 
45° Above Horizontal 
12" Below Horizontal 
12" Below Horizontal 
45° Above Horizontal 
45° Below Horizontal 
12" Below Horizontal 
12" Below Horizontal 
45° Below Horizontal 
45° Below Horizontal 


Minimum Maximum 
Tether Tether 
Length Length 


3" 

32" 24" 
3" 
3" 24" 
3" 

oye 24" 
3" 

Jy 24" 


32 
3Y5" D4" 
3" 
3 
3 
3 
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Find even MORE on Grainger.com® 


water reaches a desired level. 


> Switch Accessories—No. 45JZ57 can mount up to 4 float cables. 
No. 45JZ58 seals off cables coming into an enclosure. Nos. 45JZ59 to 
45JZ61 can mount a float cable to PVC pipe. 


Max. Liquid 
Temp. 


140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 


104°F 
140°F 
140°F 
200°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
120°F 
120°F 
140°F 
200°F 
140°F 
186°F 
140°F 
140°F 
140°F 
140°F 
200°F 
140°F 
140°F 
140°F 
140°F 
140°F 
200°F 
140°F 
140°F 
140°F 
140°F 
200°F 
140°F 
140°F 
140°F 
140°F 
140°F 


140°F 


140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 
140°F 


Float 
Material* 


Brand 


Dayton 
SJE-Rhombus 
Dayton 
SJE-Rhombus 
Dayton 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
Dayton 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
Dayton 
SJE-Rhombus 


PHCC Pro Series 


Dayton 
Dayton 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
Dayton 
Dayton 
SJE-Rhombus 
SJE-Rhombus 
Little Giant 
Little Giant 
Dayton 
SJE-Rhombus 
SJE-Rhombus 
Dayton 
Dayton 
SJE-Rhombus 
Dayton 
Dayton 
SJE-Rhombus 
SJE-Rhombus 
Dayton 
Dayton 
SJE-Rhombus 
Dayton 
SJE-Rhombus 
SJE-Rhombus 
Dayton 
Dayton 
Dayton 
SJE-Rhombus 
Dayton 
SJE-Rhombus 
Dayton 
Dayton 
Dayton 


SJE-Rhombus 


SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 
SJE-Rhombus 


Item 
No. 


3BY74 


45JZ39 


386748 
6PNV6 
6PNU4 
45DV30 
45JY91 
45JY95 
6PNUS 
3BY82 
45JY92 
45JY96 
447J19 
442J35 
6PNU7 
45DV33 
45JY93 
3BY81 
6PNU9 
45JY97 
6PNV1 
3BY83 
45DV36 
A5JY94 
10A175 
6PNV3 
A5JY98 


o3CK41 


45JZ49 
45JZ48 
45JZ40 
45JZ44 
45JZ50 
45JZ41 
49JZ45 
45JZ52 
45JZ53 
45JZ42 
45JZ46 
45JZ55 
49JZ54 
45JZ43 
45JZ47 


| CONTINUED | } 
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Sump and Sewage Float and Diaphragm Switches 


Minimum Maximum 














Cord Tether Tether Max. Liquid Float Item 
Nominal Voltage Length Amps On Point Off Point Length Length Temp. Material* Brand No. 
Tether Float (Cont.) 
Wire Leads, Normally Open 
1mA @ dV, 
BC. Tae 20g eine pe 15° Below Horizontal 15° Above Horizontal 34 35" 140°F PP SJE-Rhombus 464P68 | 
to 0.1A @ 125V 
10 ft. oA 1'%" Above Base 1'%" Below Horizontal a 20" 140°F PP SJE-Rhombus  45JZ17 
10 ft. oA 1%" Above Base 1%" Below Horizontal 3 1A" 3 1A" 140°F PP SJE-Rhombus _45JZ16 
10 ft. 13A 45° Above Horizontal _ 45° Below Horizontal 3 18" 200°F PP SJE-Rhombus _45DV32 
10 ft. 138A 45° Above Horizontal 45° Below Horizontal a 24" 140°F PVC SJE-Rhombus 45JZ08 
10 ft. 15A 45° Above Horizontal 45° Below Horizontal 3" 24" 140°F PVC SJE-Rhombus  46JZ12 Vertical Float 
10 ft. 20A 45° Above Horizontal 45° Below Horizontal o 22' 120°F PVC SJE-Rhombus —_ 5AEPO No. 10A169 
15 ft. oA 1%" Above Base 1%" Below Horizontal ch 20" 140°F Pe SJE-Rhombus _45JZ18 . 
15 ft. oA 1%" Above Base 1%" Below Horizontal 3 ff" 3" 140°F PP SJE-Rhombus _45JZ19 
15 ft. 13A 45° Above Horizontal 45° Below Horizontal a 18" 221°F ABS Dayton 10A173 
15 ft. 13A 45° Above Horizontal 45° Below Horizontal 3" 24" 140°F PVC SJE-Rhombus 45JZ09 
gia 15A 45° Above Horizontal 45° Below Horizontal 3" 24" 140°F PVC SJE-Rhombus _45JZ13 
Toit, 20A 45° Above Horizontal 45° Below Horizontal J 22" 120°F PVC SJE-Rhombus _—_ 5AEP1 
20 ft. dA 1%" Above Base 1%" Below Horizontal 3" 3" 140°F PP SJE-Rhombus _45JZ21 
20 ft. oA 1%" Above Base 1%" Below Horizontal 3" 3" 140°F PP SJE-Rhombus _45JZ20 
410 VAC. 220 VAC 20 ft. 10A 25° Above Horizontal 10° Below Horizontal ch 18" 140°F ABS Dayton 10A172 
20 ft. 10A 45° Above Horizontal 45° Below Horizontal a 18" 140°F ABS Dayton 3BY79 
20 ft. ee fv’ 5° Above Horizontal 45° Below Horizontal 4" 6" 190°F ABS GE 427F3 
20 ft. 13A 45° Above Horizontal 45° Below Horizontal a 18" 140°F ABS Dayton 6PNV7 
20 ft. 138A 45° Above Horizontal 45° Below Horizontal 3 18" 200°F PP SJE-Rhombus 45DV35 
20 ft. 13A 45° Above Horizontal 45° Below Horizontal 3" 24" 140°F PVC SJE-Rhombus _45JZ10 
20 ft. 15A 45° Above Horizontal 45° Below Horizontal S 138" 140°F ABS Dayton 10A174 
20 ft. 15A 45° Above Horizontal 45° Below Horizontal 3 iA" 24" 140°F PVC SJE-Rhombus 45JZ14 
20 ft. 20A 45° Above Horizontal 45° Below Horizontal D. 22" 120°F PVC SJE-Rhombus _ 5AEP2 
30 ft. oA 1%" Above Base 1%" Below Horizontal 3 1A" 3 1A" 140°F PP SJE-Rhombus _ 45JZ23 Vertical Float 
30 ft. oA 1%" Above Base 1%" Below Horizontal oe 3 1A" 140°F PP SJE-Rhombus _45JZ22 No. 3VA90 
30 ft. 138A 45° Above Horizontal 45° Below Horizontal 3 13° 200°F PP SJE-Rhombus 45DV38 
30 ft. 13A 45° Above Horizontal 45° Below Horizontal 3A" 24" 140°F PVC SJE-Rhombus _45JZ11 
30 ft. 15A 45° Above Horizontal 45° Below Horizontal 3h" 24" 140°F PVC SJE-Rhombus _45JZ15 
30 ft. 20A 45° Above Horizontal 45° Below Horizontal a 22 120°F PVC SJE-Rhombus _—_ 5AEP3 
120 V AC 10 ft. 13A 8%" Above Base 3%" Above Base 2/4" Ay," 140°F PVC Liberty Pumps _38A978 
Wire Leads, Normally Open/Normally Closed 
120 VAC oft. 1 1%" 1%" 3A" 3ff" 140 Degrees F PP SJE-Rhombus 55KD99 
30 ft. 1 1%" 1" 3" 3" 140 Degrees F PP SJE-Rhombus _59KEO1 
20 ft. 10 Adjustable Adjustable _ — 122°F PP Flowline 49K046 
990 V AC 20 ft. 10 Adjustable Adjustable — — 176°F PP Flowline 49K048 
50 ft. 10 Adjustable Adjustable — _— 22°F PP Flowline 49K047 
20 ft. 10 Adjustable Adjustable = = 176°F PP Flowline 49K049 
Piggyback, Normally Open 
410 VAC 10 ft. 12A Adjustable Adjustable 104°F ABS PHCC Pro Series 49AX02 
10 ft. 12A Adjustable Adjustable — — 104°F ABS Dayton 1APP4 
Vertical Float 
Piggyback 
- iH 0 a i é tt. 10A Top Stop Bottom Stop _ = 140°F ABS Dayton 10A169 
iggyback, Normally Open i 
10 ft {0A Top Stop Bottom Stop = = 140°F ABS Dayton 10A170 petal a 
110 VAC 10 ft. 12A Adjustable Adjustable — _ 104°F PP PHCC Pro Series 49AX06 " 
10 ft. 15A Adjustable Adjustable _ — 104°F PP PHCC Pro Series 49AX01 
20 tt. 10A Top Stop Bottom Stop — = 140°F ABS Dayton 10A171 
110 VAC, 220 VAC 10 ft. 13 Adjustable Adjustable —_— —_— 110°F PVC Little Giant 3VA90 
Diaphragm 
Piggyback, Normally Open 
134L 13 Adjustable Adjustable — — 140°F PC Little Giant 3XY20 
110 V AC 18 ft. 10 Adjustable Adjustable _ — 110°F Nylon Little Giant 2P353 
18 ft. 10 Adjustable Adjustable 120°F Buna-N Little Giant 4RL50 
* PP = polypropylene, PC = polycarbonate. 
Item 
Description For Use With Brand No. 
Switch Accessories 
Float Bracket Floats with 18/2, 18/3, 16/2, 16/3, SJOW and SUTW Cords SJE-Rhombus 45JZ57 
Cable Weight Accommodates SJOW, SJTW, 18/2, 18/3, 16/2, 16/3, 14/2, 14/3 Wire and Cable SJE-Rhombus _45JZ56 
Cable Seal Accommodates SJOW, SJTW, 18/2, 18/3, 16/2, 16/3, 14/2, 14/3 Wire and Cable SJE-Rhombus _45JZ58 Diaph 
Cable Clamp 12 ga. Wire/Cable SJE-Rhombus _ 45JZ61 aaeeneen air 
Cable Clamp 14 ga. Wire/Cable SJE-Rhombus 45JZ60 No. 4RL50 
Cable Clamp 18 ga. and 16 ga. Wire/Cable SJE-Rhombus  45JZ59 
5 am @ (GELLER. 
liberty Pump s Little G IANT @L COMPANY *) 








Auto Dialer and High-Water Alarms 

Liberty Pumps® No. 4DKK5—Automatically Zoeller® No. 53MD94 and 2VJ64— 
calls up to 4 phone numbers to send a16-sec. No. 53MD94 indoor alarm has battery 
recorded warning. LED display. Unit requires a 9V backup and manual shutoff. No. 2VJ64 
battery (not included) for battery backup. Indoor __ is for indoor/outdoor use. 





No. 4NY92 





; | No. 4NE49 No. 2VJ64 

mounting only. , 

OH OMY Liberty Pumps® No. 54TY42— Power Cord Mfr. Item 

PHCC Pro Series No. 4NE49—Detects water § NightEye™ enabled so you can connect quoltate Amps Length Brand Model No. 

as shallow as 12" and sounds alarm for up to 72. to your wireless network and receive i 20 VAG Adapter a Battery Back Up Liberty Pumps ADC-1 — 4DKK5 
ee ' 

hr. on a new 9V alkaline battery (sold separately). Tea ee i real nC ea = PHCC Pro Series —PWA TEAS 

Little Giant® No. 4NY92—Audible and visual é Ys 115 AC — 6 ft Little Giant__HWAB_4NY92 

compact snap-on sensor float, and Level Alarm 

alarms operate on 9VDC battery backup if power 40-ft. float cord 115VAC 0.5 6 ft. _ Zoeller 10-4489 53MD94 

fails. Includes test switch and 6-ft. 18/2 power Guiaer Hak Wistay Alan EL SG 

cord. For indoor use. 115 AC — 6 ft. Zoeller 10-0682 2VJ64 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2629 


PUMPS 
Sump Basins, Portable Utility & Laundry Tub Pumps 


Scan. Order. Done. 
Details on page A1. 











* Dayton} @ JUHLLER 
—% ® 
No va Sump/Sewage Basins MN iticGIANT, =o 
Polyethylene basins and covers are seamless and corrosion-resistant. 
Mfr. Item 
Description Inlet Outlet Vent _‘ Material H Dia. Cap. Includes Brand Model No. 
N 1" 1¥%'and1%" 2" ‘Structural Foam 14" — 11.0 gal. Cover Dayton 4RK10 4RK10 
vs Sumo Basin —— Yo" Perforations — Polyethylene 22" 18° 18.0 gal. — Little Giant BP1822 2EHL9 
4NW29 p 17%" 3" Polyethylene 22" 18° 18.0 gal. Cover, Sealing Hardware, Flanges Zoeller 31-0249 4ANW29 
— —_ — Polyethylene 22" 18° 22.0 gal. _ Zoeller 31-0444 12U350 
4 — — Polyethylene 30° 18° 30.0 gal. 4" FG HUB Zoeller 31-0080 12U346 
Sewage Basin 4. = — Poly structural 36" 24° 65.0 gal. 4" Cl HUB Zoeller 31-0110 120348 
Sump Basin — Slotted — Polyethylene 1" 20" = — Zoeller 17-0135 12U351 
No. Cover — 2 — Polyethylene 2' 20%" — Hardware, Discharge grommne! Se srominet.. Sealing Tape Little Giant 14940654 21F469 
= ; 2 or Poly Structural 4. ardware Pack Includes (Screws, Washers, ? 
vee ae 2 Foam 20% Lid Seal, Pipe And Cord Grommets) Zoeller 17-0411 12U347 
— 2 2" Steel 1" 28" = Hardware Pack Zoeller 17-0806 12U349 










Portable Self-Priming §*poy55 


: @ /GALR a 
an liberty Pumps Littie GIANT 


33RW83 


Utility Pumps 


Pump repair kits for select models are 
sold separately. 


CENTRIFUGAL PUMPS 

No. 5PXYO—For irrigation, general 
water transfer, and other continuous- 
duty applications. Model has ball 
bearings and comes with a mechani- 
cal carbon ceramic/stainless steel/ 
Buna N seal. Open-type impeller. 
Nos. 4HEX4 and 33RW83—Use to 
water lawns, pump out flooded base- 
ments, and boost city water pressure. 


rubber feet; No. 33RW83 has ball bear- 
ings and replacement brushes. 


No. 5YU12—Provides high head and 
high pressures to move water quickly. 
On/Off switch and a large hand- 
tightened prime plug with internal funnel 
design to ease priming. Ball bearings, 
mechanical carbon/ceramic/Buna N 
seals, and a stainless steel retention 
plate helps extend seal life by retain- 

ing water on the shaft seal. Open-type 
impeller. 


No. 3YU61—Pump comes with ball bearings, Buna N 
lip seal, and a lightweight plastic housing. 

Nos. 5UXL8 to 5UXN6—Feature stainless steel shaft 
and ball bearings, except Nos. 5UXN4 to 5UXN6 have 
sleeve bearings. Each includes 2 impellers and gasket. 
Nos. 5UXL7 and 5UXL9 have thermally protected motors. 


SPRINKLER/UTILITY CENTRIFUGAL PUMPS 
Continuous duty pumps. 


No. 3YU60—Use to transfer water, run multiple lawn 
sprinklers, or boost city water pressure. Ball bearings 
and mechanical carbon/ceramic/Buna N seal. Model has 
overload protection and an On/Off switch. 


No. 5YU12 





No. 3YU60 


Intermittent duty with mechanical 
carbon/ceramic seals. No. 4HEX4 has 
permanently lubricated shielded ball 


FLEXIBLE IMPELLER PUMPS 


Ideal for transferring liquids and empty- 
ing bowls, sinks, tanks, bilges, and have 


No. 4CUK6—Suitable for transferring liquids and 


emptying bowls, sinks, tanks, and bilges. Dual inlet 











bearings, external brush holders, and 


and outlet. Has ball bearings, stainless steel shaft, and 


a dual inlet and outlet. Intermittent duty. echanical carbon/ceramic seal. 


sella GPM of Water @ Total Ft. of Head* | Max. Max. Max. 
Amps Motor Motor Inlet/ Body Head Suction Liquid Mfr. Item 
Impeller HP Voltage AC Encl. Type Cord Outlet (in.) Materialt; 5 10 20 40 (ft.) Lift (ft.) Temp. (°F) Brand Model No. 
Centrifugal Pumps 
Aluminum 1% 115V y) ODP ee 8 ft. 1" NPT AL AY 38 32 6 46 — 180 Dayton 5PXYO 5PXYO 
Thermoplastic % T15V y) Nema 1 a 90 tt {NPT Cl 93. +295 O15 #418 115 — 120 Zoeller 314-0002 4HEX4 
ylon, ; _ ° 
Fiberglass 72 115V y) ODP Brick 10 ft. 1" NPT PPFG | 227 216 19 £142 | 118 120 Dayton 33RW83 33RW83 
Thermoplastic % 115V 2  NemaType3 puey 20 ft. 1" NPT CA 3 22 19 15 | 10 — 135 ae 331  5YU12 
Flexible Impeller Pumps 
Rubber 42 115V 2 ODP nen 10 ft. {"NPT p 55) O50 4 1 1/4 — 77 Dayton 3YU61 3YU61 
Buna-N  ‘%o 12VDC 6.5to10 Open DC 7 Ft ae NPB | 372 332 231 — |367 7 140 Dayton 5UXL8 5UXL8 
Buna-N  %o 12VDC 6.5to10 Open DC 7 Ft ee ss | 372 332 231 — |367 7 140 Dayton 5UXNO S5UXNO 
7 Totally Enclosed q Ya" Male GHT . . 
Buna-N Yo 12VDC 7.0 oY OBE DC Brush 12" Leads 1 34! NPT NPB = = = — | 46 7 120 —_LittleGiant 365 5UXN5 
1 Universal ¥% ID; ¥4 OD 
BunaN “Yo 115V 1.6 Open “ACDS 6 Ft Garden Hose NPB 52 443 305 — |373 7 140 Dayton 5UXL7 S5UXL7 
F niversa 8 1D} 74 = 
BunaN ‘Yo 115V 1.6 Open ACIDE 6 Ft GardenHose 8S 52 443 45 37.3 7 140 Dayton 5UXL9 5UXL9 
Open Ean vs male garden 
BunaN %%o 115V 1.6 Pale AC Brush 6 Ft hose thread NPB _ = = a= | 49 7 120 _LittleGiant 360 5UXN4 
5 and ¥" al 
? 1 pen Fan 6 Ft with NEMA 4" Male GHT = __ __ ; 
BunaN Yo 115V 1.6 Cooled, AC Brush ee ping 134° FNPT Ss 130 | 48 7 120 Little Giant 360S 5UXN6 
Sprinkler/Utility Centrifugal Pumps 
Plastic with 
Brass Insert Ye 115V y) ODP PSC 10 ft. 1" NPT p 10.3 99 96 Ao 94 = 90 Dayton 3YU60 3YU60 
ear Ring 
Thermoplastic % 115V y) ODP PSC 5 Tt. T NPT SS = = = = ide 90 Dayton 4CUK6 4CUK6 
Item 
For Use With Includes Brand No. 
Pump Repair Kits 
5UXL7, 5UXL8, 5UXL9, 5UXNO 2 Impellers, 2 Gaskets, Cam Dayton 5UXN1 
OUXL/, SUXL8, SUXLY, SUXNO 2 Impellers, 2 Gaskets Dayton 5UXN2 
Mfr. No. 360, 555909, 3605 (2) Impellers, (2) Gaskets Little Giant 6bEDW3 
Mfr. No. 360, 555909, 360S (2) Impellers, (2) Gaskets, (1) Viton U-Cup Little Giant 6EDW4 


* To convert to psi, divide total feet of head by 2.31. 


SS = stainless steel. 
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Seal, (1) Felt Washer, (1) Retainer Ring 
t AL = aluminum, CA = cast aluminum, Cl = cast iron, FG = fiberglass, NPB = nickel plated brass, P = plastic, PP = polypropylene, 


‘al 
Manually operated, straight centrifugal, gravity- 


feed pump is designed specifically for moving 
laundry water from tub to overhead sewer. Aluminum impeller. 


GPM of Water 


Laundry Tub Water Pump 


= Max. solids: /" dia. = Mechanical seals have 
= Max. viscosity: 31 SSU stainless steel, Buna N, 
= 1725 rpm carbon/ceramic parts 


Motor Housing @ 0 ft. of Head* Best Efficiency Max. Max. Liquid Item 
HP Voltage Amps _ Duty Type Inlet Size Outlet Size Material OF $5 10 RangeGPM@Head+ Head _ Temp. No. 
Y4 115V AC 4.5 Continuous Split Phase 1%4in NPT 1%in NPT Aluminum 25 18 4 4to23gpm@i0to2ft 11ft. 180°F 5PXX9 


* To convert to psi, divide total feet of head by 2.31. + Best operating flow point on the pump curve. 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


PUMPS 


Electric Utility & Dewatering Pumps 








Little Giant 
No. 24WR34 





q 
Dayton 
No. 2VAN7 


Rule 
No. 3P993 


Tsurumi Pump 
Litie GIANT 


red ony ssrule 


* —— 
Payton Packard 


@ /UHLE, 


A WARREN RUPP PUMP BRAND 


Electric Utility and 
Dewatering Pumps 


Transfer moderate amounts of water 
On jobsites and accept an inlet hose 
so they don’t have to be placed in 
the water that needs to be drained. 
For a complete list of standards and 
specifications, go to Grainger.com® 
and search for individual products. 


110 to 120V Plug-In—Compatible 
with most standard U.S. residential 
electrical wall outlets. 


200 to 240V Plug-In—Have a high 
voltage that allows for larger motors 
that require less current than lower- 
voltage motors. 


Vehicle Battery-Powered— 
Powered by a vehicle battery and for 
use on jobsites where an electrical 
outlet is not available. Pumps receive 
battery power as long as they’re 
connected to a vehicle's battery 
(using the included battery clips) and 
the vehicle's engine is running. 





lihefty Pumps 


Red Lion 
No. 19T430 





Tsurumi 
No. 38H467 
Flow Rate @ Max. Max. Dia. 
HP 10 Ft.ofHead Discharge Head Solids 
110 to 120 Volt Plug-In 
Diaphragm 
%, 16./ gpm T"FNPT = 20.0ff. — 
16.7 gpm T"FNPT —s- 26.3 ft. = — 
No Switch Included 
17.5 gpm 1"MNPT 25.0 ft. yy 
%, 17.0 gpm T"FNPT —s- 26.0ff. — 
11.0 gpm 1%" 15.0 ft. % 
11.0 gpm 1%" MNPT — 20.0 ft. Ye" 
15.0 gpm TY" FNPT =20.0ft. =e" 
Y% 23.0 gpm 1%" MNPT 22.0 ft. Ye" 
13.0 gpm 1%" MNPT 23.0 ft. Ye" 
7 31.0 gom 1%" MNPT 25.0 ft. Ye" 
3 59.0 gpm 1Y%'"MNPT 32.0 ft.  “e' 
o/.0gpm = %4"-1 %" MNPT 30.0ff. — 
64.0 gom 1¥%"MNPT 35.0ft. %“e 
yk 47.0 gpm 2°FNPT 340f. — 
* ~~ 64.0 gpm 2'FNPT _—36.0 ft. Va 
94.0 gom 2'MNPT = 37.0 ft. “e' 
46.0 gpm 2'MNPT 39.0 ft. Ya" 
%, 5/.0 gpm 2'MNPT __ 39.0 ft. Ya 
9/.0 gpm 2'MNPT __ 39.0 ft. Ya" 
”0 — 2 38.0 ft. Ya" 
Ys 52.0 gpm 2'MNPT 43.0ft. 3%" 
82.0 gom 2'FNPT 49.0ft. %' 
{ 76.0 gom 2'MNPT 52.0 ft. Yq" 
7/.0 gpm 2'MNPT __59.0 ft. Ya" 
60.0 gpm 3° MNPT 62.0 ft. Ya" 
1% — 2" 50.0 ft. Ya 
9 108.0 gpm 3° MNPT 69.0 ft. Zi 
108.0 gpm 3°MNPT 69.0 ft.  “e' 
Sensor 
12.0 gpm 1%" 15.0 ft. — %2" 
Y% 22.0 gpm 1%" MNPT  20.0ft. = %2" 
22.0 gom 1%" MNPT 20.0 ft. 42" 
73 _-5/7.0 gpm 2'MNPT _ 39.0 ft. Ya 
1 77.0 gpm 2°'MNPT 59.0ft. ! 
Tether Float 
Y% 16.7 gpm 1"FNPT ~—26.0 ft. Ye 
Y% 46.0 gpm 2'MNPT 39.0 ft. Ya" 
1 60.0 gpm 3° MNPT 62.0 ft. Ya" 
Vertical Float 
% 39.0 gom 1Y%" NPT — 25.0 ft. i 
200 to 240 Volt Plug-In 
No Switch Included 
VA — 2 50.0 ft. Yq" 
3 200.0 gom 3°MNPT 59.0 ft. = “e' 
126.0 gpm 3°MNPT 85.0 ft.  “e' 
Vehicle Battery-Powered 
No Switch Included 
— 67.0 gpm a 22.0ft. Ve 
Y 34.0 gom 1%" FNPT 25.0ft. %' 


Little Giant 
No. 2P352 








Dayton 





No. 3YU54 














D 


10° 


Liberty Pumps 





Zoeller 
No. 6JGV8 


Sandpiper 
No. 6WY63 


Length 


—t| | 
[oc}fas) 


— 
o0| 0° 


Oadanaqga®’ 
cae aerate ata tata ae ates oes oS 


DNAAW ANN WAWUANMNNioNaANMas34tNi- 


DIO) OJIN) OG) OS O)| P| @/ PPO) | @)| EO 


olpol—|  loncoloan 
DO aomat® 


90 ft. 
32 ft. 


20 ft. 
30 ft. 


No. 56KD65 
Nominal Body Impeller Max. Liquid Cord 
Voltage Material* Material* Temp. 
110VAC AL N 120°F 
110 VAC AL — 120°F 
110 VAC ABS ABS 120°F 
110 VAC AL N 120°F 
110VAC VT GFN 150°F 
110 VAC PP PA 104°F 
110VAC SS So 104°F 
110 VAC PP PA 104°F 
110VAC SS PA 104°F 
110 VAC PP PA 104°F 
110VAC SS HS 104°F 
110 VAC PP — 104°F 
110VAC SS Do 104°F 
110 VAC PP Plastic 104°F 
110VAC SS 304 SS 104°F 
110VAC SS RBR 120°F 
‘H10VAC AL UR 104°F 
110VAC AL UR 104°F 
110VAC SS UR 104°F 
110VAC SS PU 104°F 
110VAC AL HC 104°F 
110VAC SS 304 SS 104°F 
110VAC SS DI 120°F 
110VAC AL UR 104°F 
"TWOVAC AL UR 104°F 
110VAC SS PU 104°F 
110VAC AL HC 104°F 
110VAC AL DI 104°F 
110VAC VT GFN 104°F 
110 VAC TPL TPL 104°F 
110 VAC TPL TPL 104°F 
110 VAC AL UR 104°F 
110 VAC AL UR 104°F 
110 VAC AL N 120°F 
110VAC AL UR 104°F 
110VAC AL UR 104°F 
—_— Cl TPL 140°F 
220VAC SS PU 104°F 
" 220VAC AL HC 104°F 
220VAC AL DI 104°F 
12VDC POM N — 
12VDC AL Cl 150°F 







Tsurumi 
No. 
38H468 


Brand 


Little Giant 
Little Giant 


Red Lion 
Little Giant 
Rule 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Dayton 
Packard 
Dayton 
Zoeller 
Dayton 
Little Giant 
Tsurum| 
Tsurumi 
Tsurumi 
Dayton 
Tsurumi 
Dayton 
Little Giant 
Tsurum| 
Tsurum| 
Dayton 
Tsurumi 
Tsurumi 


Rule 
Dayton 
Dayton 

Tsurumi 
Tsurumi 


Little Giant 
Tsurumi 
Tsurumi 


Liberty Pumps 


Dayton 
Tsurum| 
Tsurumi! 


Rule 
Sandpiper 





Mfr. Item 
Model No. 
5-ASP 24WP21 

5-ASP-LL 24WR34 
RL-MP16 = 19T430 
5MSP-18  2P352 
A53D 3P992 
3YU54 3YU54 
110685 110685 
3YU55 3YU55 
3YU64 3YU64 
3YU56 3YU56 
110686 110686 
SD300 442060 
110687 110687 
46-0005 6JGV8 
1XHV4 1XHV4 
FLS-400 5EAF8 
HS2.4S-62 38H471 
LB-480 38H466 
LSR2.4S-61 38H476 
4LA45 4LA45 
HSD2.55S-62 38H475 
1XHV5 1XHV5 
FS-750 5EAF9 
LB-800 38H468 
HS3.75S-62 38H473 
4LA43 4LA43 
LB-1500  38H470 
NK2-15 38H477 

Ad3S 3P993 

2VAN/ 2VAN7 
40GT80 40GT80 
LB-480A 38H467/ 
LB-800A 38H469 
5-ASP-FS 352923 
HSZ2.4S-62 38H472 
HSZ3.75S-61 38H474 
$37 56KD65 
4LA44 4LA44 
NK3-22L 38H481 
NK4-22 38H479 


EV8000-100 6PWA8 
SPA1 1/2E3_ 6WY63 


* 304 SS = 304 Stainless Steel, ABS = acrylonitrile butadiene styrene, AL = aluminum, Cl = cast iron, DI = ductile iron, GFN = glass-filled nylon, 
HC = high chrome, N = nylon, PA = polyamide, POM = acetal, PP = polypropylene, PU = polyurethane, RBR = rubber, SS = stainless steel, 
TPL = thermoplastic, UR = urethane rubber, VT = Valox®. ¢ Operation of pump in this range will result in reduced pump life and/or motor damage. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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PUMPS Scan. Order. Done. 
Engine-Driven Pumps & Suction Strainers Details on page Al. 





* GRAINGER 
APPROVED 


Engine-Driven Centrifugal Pumps 


Semi-open pumps are designed for landscaping, construction sites, 
golf courses, industrial applications, and any dewatering projects. 





Item 
Type Includes For Use With No. 
Seal Kit 
1 Mechanical Seal, 3 Adjusting 
Washer, 2 Plug Sets, 1 Check 11G226 24D040 
Valve, 2 O-rings/Gaskets 
NerECOS Buna 4 Mechanical Seal, 3 Adjusting ——1S2c9 anc btGhis ate 
, Washer, 2 Plug Sets, | Check 476935 137387, 240000240049 
No. 24D038 Valve, 3 O-rings/Gaskets 6CGH? 540053 
Solids GPM of Water @ Total ft. of Head Max. 
Engine Engine\ _Engine Tank Material of Impeller Mechanical Handling Max. Suction Item 
Brand Motor Type __ Size Outlet Cap. Construc.* _Material* Seal* Cap. 10 30 60 90 Head Lift No. 
General Purpose 
Gas 136cc 1% NPI 2.85 at. AL Cl Buna N. CRB/ Ve 90 82 90 33 141.0 ft. 26 ft. 6CGH1 
Koshin Gas 179cc 2° NPT 3.5 OL: AL Cl eMC. SS Vg 156 132 92 — 90.0 ft. 26 ft. 6CGH2 
Gas 179cc 3° NPT 3.8 gt. AL Cl ; Ve" 264 22/ 158 — 90.0 ft. 26 ft. 6CGH3 
sae hee G 179 2 NPT 3.8 AL SG Ductil 7 145.8 128.6 91 89.0 f 26 ft 24D038 
; as 79cc : 8 gt. uctile 4" 2: ; Wi — 9.0 ft. 4 
Koshin K180 Gas t79cc 3" NPT 3.8 qt. AL SG Ductile SIC. Buna N ai 299 1859 90.6 ——~85.0ft.26 ft. 240039 


* AL = aluminum, Cl = cast iron, CRB/CMC = carbon ceramic, SG = spheroidal graphite, SiC = silicone carbide, SS = stainless steel. 


Emergency Kits—Engine-Driven Pumps ef Dayton] 
All include Dayton® sewage trash pump, 20-ft. suction hose, 50-ft. discharge 
hose(s), connectors, and strainer. CAM AND GROOVE NPSM HOSE 








HOSE CONNECTION CONNECTION 
GPMof GPMof GPMof 1 Discharge | 2 Discharge |1 Discharge | 2 Discharge 
Solids Water Water Water Hose Hoses Hose Hoses 
Engine Tank Handling @10ft. @30ft. @60ft. Max. KitIncludes Item Item Item Item 
Size Outlet Cap. Capacity ofHead ofHead ofHead Head Pump No. No. No. No. No. 
163cc 2' Cam and Groove 0.95 gal. =e" 165 148 90 88.0ft. 116237 TAJ17 7AJ20 — — 
2' NPSM 0.95 gal. 'e 165 148 90 88.0ft. 116237 — — 7AJ11 7AJ14 
a Cam and Groove 1.60 gal. 1%’ 320 280 170 =90.0ft. 116238 7AJS18 _ _— _— 
249cc "NPSM 1.60 gal. 1%’ 320 280 170 =90.0ft. 116238 — — 7TAJ12 — 
3° NPSM 1.40 gal. 1% 320 280 170 =90.0ft. 116238 — — — TAJ15 
3° NPT 1.40 gal. 1%" oad 306 224 89.0ft. 116238 — 7AJ21 — — 
4" Cam and Groove 1./2 gal. 14’ 430 360 150 = 80.0ft. 116239 7AJ19 7TAJ22 — — 
30/CC 4" NPSM 1.73 gal 1%' 430 360 150 80.0ft. 11G239 _— _— 1AJS13 _— 
4" NPSM 1./2 gal. 1%' 430 360 150 =80.0ft. 116239 — _— _ 7AJ16 


HONDA 
PUMPS 


Engine-Driven Pumps 
Powerful 4-stroke, air-cooled, overhead valve (OHV) engine runs on regular gasoline—no 
need to mix with oil. Easy to prime and start. Pumps are suitable for a variety of water 


transfer applications. Nos. 6DLY4 to 6DLY6 are designed for jobsites and applications where 
high-volume trash water capacity is needed. 


Tank Material of Impeller Impeller Mechanical Solids Handling GPM of Water @ Total ft. of Head Max. Max Suction Item 
10 30 





Engine Engine 


Brand Size Outlet Cap. Construc.* Material* Type Seal Cap. 60 90 Head Lift No. 
General Purpose 
18cc_ 2'NPI 0.53 gal. AL Cl Open Silicon Carbide — 141 116 6/7 8 105.0 ft. 26 ft. 6DLY8 

Honda 163cc 3° NPI 0.82 gal. Cl Cl Open _ Silicon Carbide — 2903 197 90 —  800Tt. 267i. 6DLY9 
_ A49cc 1%" NPT 0.20 gal. AL AL — __ Carbon, Ceramic — 65 26 26 26 121.0ft. 26ft. 45KM64 
ras 

163cc 2’ NPT 0.82 gal. Cl Cl Trash Silicon Carbide THe" 174 149 98 25 85.0ft. 26 ft. 6DLY4 
Honda 2/0cc 3° NPI 1.40 gal. Cl Cl Trash Silicon Carbide Ye" 310 26/ 158 — 820. 26Tt. 6DLY5 

389cc 4" NPI 1.60 gal. Cl Cl Trash Silicon Carbide 1"e' 413 322 164 —  820Tt 26 ft. 6DLY6 





No. 6DLY4 * AL = aluminum, Cl = cast iron. 


* GRAINGER * 
APPROVED 


Suction Strainers Rome) Ng 
H ; Ais = i | 
and Wheel Kit : ipsi2 ey t 


No. 5RWL9 








Suction Strainers—Prevent large - paren ae / | ] 
particles of sediment, sewage, mud, — _— 4 
or solids from entering suction port of . net = Opening Dia. Brand No. ideo aponening ME Brand alt 
: . op Round Perforations, Stee ide Round Perforations, Stainless Stee 
drainage pumps. No. 1P931 has open- “Tyrypsy 340" GA SRWL9 2" NPSM % 6" GA 5RWNQ 
ings to fit trash and diaphragm pumps. shh - oe a shan a eae a c _ 5RWPO 
= ith sai 8 5 ottom Round Perforations, Stee 
. 16 ga. steel with ze Side Square Perforations, Steel ¥4" NPSM Ve. 4" GA 5RWN2 
with clear” plating 3"FNPT 112x114" 6" Dayton 1P931_ 1" NPSM %e——SC«A"~—S«GA—sSSRWNA4 
‘ . 4A"FNPT 1%x1%" 7" Dayton 2EHE8 9 1%"NPSM  %" 914" GA 5RWND 
Wheel Kit—Highly portable wheel Side Round Perforations, Steel 2" NPSM Ys" 9¥2" GA SRWNG 
, r ‘ 5 
kit has double ball bearings on airless = —+2"rpy 3 as ae fecniine and _ 
tires that can't be punctured. Wide- 1" NPSM _%" 2%" “GA SRWKO | Wheel Kit 
angle handlebars are made from SNPS Da BWR 19"Solid Purge 
; : ; 8 a " Soli urpose Engine 
large-dia. metal tubing. Adjustable 2% NPSM %_3¥e' =GA_SRWK4 = Rubber Driven Pumps to GA 6CGH7 
sliding axle system 3, eK oe fi Hayton oe Wheels 4" Engine Driven 
. 8 Trash Pumps 
Note: Pump sold separately. 4" NPSM Je" 7’ GA 5RWK7 : 
2632 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the fi. Find Solutions. Find Great Prices. Portable Engine-Driven Pumps 
! ! lef Dayton} * 
Portable Engine-Driven Pumps ada @® Tsurumi Pump APPROVED 
GENERAL PURPOSE HIGH-PRESSURE : 
Self-priming engines run cooler and cleaner for Dayton®—With O-ring casing seals, clog-resistant 43 
greater fuel efficiency. Provide clean water transfer —_gingle-stage impeller, cast-iron volute/diffusers, and 2 = Wille 
and handle solids up to 72" dia. cast-iron pipe nipples. Liquid temp. range: 40° to 180°F. 
AGRICULTURAL DEWATERING 
Self-prime 12 to 15 ft. Compact, heavy-duty models feature a rolled steel frame 





that helps protect the pump and engine, and eases 
handling and transport. : 
CENTRIFUGAL PUMP HEADS No. GANP1 
Self-priming pumps have a temp. range from 32° to 150°F. 


Pump Heads have 34" shaft. No. 210981 is complete and ready for attachment to gasoline engine; requires 
straight keyed shaft. No. 210982 has a %" flexible coupling. No. 210983 has a %" straight shaft coupling. 


No 


Polypropylene—With stainless steel components, . 
21C980 


replaceable volutes, and O-ring casing seals. 


Cast-lron—With 2 cast-iron nipples, gasket casing 
seals, steel bases, and T-handles. Mechanical seals 
have ceramic seats. Clog-resistant impeller. 


Engine/ GPM of Water Max. 

Engine Motor Engine Tank Material of Impeller Impeller Mechanical @ Total ft. of Head Max. Suction Item 

Brand Type _ Size Inlet Outlet Cap. Construc.* Material* Type Seal* 10 30 60 90 Head _ Lift Brand No. 
General Purpose 
HondaGX250OHV Gas  25cc 1'NPI 1"NPI 0.58 at. AL AL Semi-Open _—_ Ceramic, Buna N 29 25 19 9 106.0ft. 26ft. Dayton 11G226 
Honda GX120 OHV. Gas 118cc 2°NPI 2'NPI 2.11 qt. AL Cl Semi-Open _—_ Ceramic, Buna N 163 137 79 — 980ft. 26ft. Dayton 11G228 
Honda GX160 OHV Gas 163cc 3°NPI 3° NPI 3.28 qt. AL Cl Semi-Open _—_ Ceramic, Buna N 269 231 164 — 85.0ft. 26ft. Dayton 11G229 
quonda re OHV Gas 242cc 4"NPT 4'NPT  5.6qt. AL Cl semi-Open _ Ceramic, Buna N 363 318 216 29 102.0ft. 26ft. Dayton 116230 
gricultura 
Briggs & Stratton Gas 12/cc 2°FNPT 2°NPI_ 0./5gal. PP Pe Open CRB/CMC 200 180 140 10/7 120.0Tt. 12ft. Banjo O6ANP1 
Briggs & Stratton Gas 12/cc 2° FNPT 2°NPI  0./5gal. Cl Cl Open CRB/CMC 165 135 80 35 100.0Tt. 12ft. Banjo 6ANP4 
Honda Gas_ 160cc 2°FNPT 2°NPT 0.82 gal. PP PP Open CRB/CMC 200 180 140 10/7 120.0ft. 12ft. Banjo | 6ANP2 
Honda Gas_ 160cc 2°FNPT 2°NPT 0.82 gal. Cl Cl Open CRB/CMC 165 1385 80 35 100.0ft. 12ft. Banjo 6ANP5 
Briggs & Stratton Gas 208cc 2° FNPT 2'NPI 1.00 gal. PP PP Open CRB/CMC 200 180 140 107 120.0ft. 12ft. Banjo 6ANP3 
Briggs & Stratton Gas 208cc 2° FNPT 2°NPI 1.00 gal. Cl Cl Open CRB/CMC 165 135 80 35 100.0ft. 12ft. Banjo 6ANP6 


High Pressure 


Honda GX120 OHV Gas 163cc 2° NPT 1%" NPI 3.28 qt. AL Cl Semi-Open Ceramic, Buna N 104. 99 89 74 164.0ft. 26 ft. Dayton 116231 
moe GX160 OHV Gas 163cc 2° NPT 2'NPT 3.28 qt. AL Cl Semi-Open Ceramic, Buna N 113 104 = 91 74 187.0ft. 26ft. Dayton 116232 
ewatering 
Honda Gas 119cc 2'MNPT 2'NPI 0.66 gal. AL, Cl Cl Semi Open Silicon Carbide 125 120 8/ 25 115.0 ft. 26ft. Tsurumi 20LR08 
Honda Gas 242cc 4"°MNPI 4'NPT_ 1.59 gal. AL, Cl Cl Semi Open Silicon Carbide 432 342 175 45 95.0ft. 26ft. Tsurumi 20LR10 
Engine/ GPM of Water @ Max. Item 
Motor Material of Impeller Impeller © Mechanical Total ft. of Head Max. Suction Item Type For Use With Includes Brand No. 
jee ' infet Outlet Gonstruc.- Material* Type Seal* 10 30 Head Lift Brand No. Seal Assen, — 
entrifugal Pump Hea J, ; Dp ; 
Gas_2°NPT 2°NPT pp Pp Open EPDM. CRB/CMC 200175 50.0. 15 ft. Banjo 21¢980 EPDM 57134. 3P957, aTA8T O-Rings, Seat, and Cartridge Dayton 1R820 
as 2° " pen ; 5 130 50.0ft. 15 ft. Banjo 210981 . 3P703, 52124, 
Electric 2°NPT 2° NPT PP PP Open EPDM.CRB/CMC 200.175 50.0 ft. 15 ft. Banjo 21c982 © VON S7T96 57135 57736 Seal and Seat Dayton 2UV39 
Electric 2° NPT 2" NPT Cl Cl Open EPDM, CRB/CMC _ 150 130 50.0 ft. 15 ft. Banjo 210983 Seal an oa eee $ ore 
* AL = aluminum, Cl = cast-iron, CRB/CMC = carbon/ceramic, EPDM = ethylene lene di bber, an 1 Mechanical Seal, 3 4D04 
Pea palverapyiene, i ‘ Pinel Hamre ge eee ee rigged a 116231 Adjusting Washer, 2 Plug — GA 24D044 
116232 Sets, 1 Check Valve, GA 24D045 
116233 3 O-rings/Gaskets GA 24D046 


¥ , 
Dayton * 
 TsuRUMI PUMP APPROVED 
Portable Engine-Driven Solids-Handling Pumps 


Provide fast, efficient liquid transfer and dewa- Semi-Trash—lModels feature clog-resistant 
tering. Can be used in remote locations, above — impellers and are designed for dirtier water 

or below water level. applications. Durable impellers are abrasive- 
resistant for long life and reduced maintenance. 


Trash—Feature clog-resistant impellers and No. 3P582 includes 2 pipe nipples. 


can easily handle water containing stones, 
sticks, and other solids, up to 25% by volume Dewatering—Designed with a silicon carbide 
(including sewage and wastewater). Nos. 3P653 mechanical seal for long life. Pump and engine 








and 3P654 include 2 pipe nipples and a suction are mounted to a cage frame on rubber vibration No. 11G238 No. 11G235 
strainer. cushions to help buffer stress and wear. 
Engine/ Solids GPM of Water @ Max. 

Engine Motor Engine Tank Material of Impeller Impeller Mechanical Handling Total ft. of Head Max. Suction Item 
Tash Brand Type Size Inlet Outlet Capacity Construc.* Material* Type Seal* Capacity 10 30 60 90 Head _ Lift Brand No. 
ras 
Honda GX160 OHV Gas__163cc 2"NPI  2°NPI __ 3.28 qt. AL High Chrome Semi-Open _SiC/Buna N 1" 182 164 125 3/7 980ft. 26ft. Dayton 11G237 
Honda GX240 OHV Gas 242cc 3°NPI 3° NPI 5.6 q¢. AL High Chrome Semi-Open _SiC/Buna N 1%" 335 306 224 — 890ft. 26ft. Dayton 116238 
Vanguard Gas_ 4/9cc 4"MNPT 4" NPT 2.25 gal. AL Cl Trash SIC, Viton 2 930 520 325 120 102.0ft. 20ft. Dayton 3P653 
Honda GX390 OHV Gas _389cc 4"MNPI 4" NPT 1.60 gal. AL Cl Trash SIC, Viton 2 930 520 325 120 102.0ft. 20ft. Dayton 3P654 
gon ahs) OHV Gas 33/cc 4'NPT 4'NPT 6.45 at. AL High Chrome Semi-Open _SiC/Buna N 2 400 339 147 — 82.0ft. 26ft. Dayton 11G239 
emi-Tras 
Honda GX120 OHV Gas 118cc 2°NPIT 2° NPT 2.11 gt. AL SG Ductile Semi-Open SiC/Buna N 4" 148 124 82 25 95.0ft. 26ft. Dayton 11G234 
B&s Intek Gas _305cc_ 3'FNPI 3° NPI 1.00 gal. AL Cl Semi-Open BunaN, $s Ys" 300 «= 260 191 66 110.0ft. 20ft. Dayton 3P582 
HondaGX160 OHV Gas_163cc 3"NPI 3° NPI __ 3.28 qt. AL SG Ductile Semi-Open SiC/Buna N Yu" 226 «194 115 — 85.0ft. 26ft. Dayton 116235 
fone GX240 OHV Gas 242cc 4'NPT 4'NPT 5.6 qt. AL SG Ductile Semi-Open _SiC/Buna N Ys" «363 318 216 15 920. 26ft. Dayton 116236 
ewatering 
Honda Gas__163cc 2'MNPI 2"NPI 0.95 gal. AL, Cl Chrome lron_Semi Open SIC 1" 180 150 75 — 90.0ft. 26ft. Tsurumi 20LR11 
Honda Gas 242cc_ 3° MNPI 3° NPI 1.60 gal. AL, Cl Chrome Iron Semi Open SIC 1%" 350 290 180 20 90.0ft. 26ft. Tsurumi 20LR12 
Honda Gas _33/cc 4"MNPT 4"NPT_ 1.70 gal. AL, Cl Chrome Iron Semi Open SIC 1%" =520 400 225 20 950ft. 26ft. Tsurumi 20LR13 

Item 
Type For Use With Includes Brand No. 
Seal Assembly 
galtnaiicone Carbide 3P609, 3P653, 3P654, 3P955 Seal and Seat Dayton 2UV43 
eal Kit 
TODS Tay OTT 1 Mechanical Seal, 3 Adjusting Washer, 2 Plug Sets, 1 Check Valve, 3 O-rings/Gaskets a tte 
Buna 11G237 GA 24D050 
11G238 1 Mechanical Seal, 3 Adjusting Washer, 2 Plug Sets, 1 Check Valve, 5 O-rings/Gaskets GA 24D051 
116239 GA 24D052 


* AL = aluminum, Cl = cast iron, SG = spheroidal graphite, SiC = silicon carbide, SS = stainless steel. 
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GRAINGER For Cam and Groove Fittings, see page 2765 


* 
Water APPROVED 
Discharge Hoses 





Also known as water pump discharge PVC/Nitrile Hose Assemblies with Synthetic 
hoses, they can be connected to a pump Yarn Reinforcement—[hey are fire-resistant 
to move water away from a location or and are suitable for pumping and water-removal in 


source. Water discharge hoses typically lay construction, mining, and agricultural applications. 
flat when not in use and are suitable for The hoses’ tube is made from PVC and nitrile and has 
PVC Assembly, use in construction, mining, agricultural, limited oil and chemical applications. 


Cam and Groove C : ; Si asatkt 
and industrial water-removal applications. : ‘ 
x Cam and Groove E Hoses with fittings include a gasket. SBR/Natural Rubber Hose Assemblies with 





No. 52EE34 Polyester Jacket Reinforcement—Suitable 
HOSE ASSEMBLIES for use in open-end water discharge with fittings 
Hose assemblies have fittings installed installed on both ends for connecting the hose to 


on both ends for connecting the hose to compatible equipment. 
compatible equipment. Bulk hoses can BULK HOSES 

be cut to the desired length, and compat- 
ible hose fittings can be added to the 
ends of the hoses to create custom hose 
assemblies. 


Bulk hoses can be cut to the desired length, and 
compatible hose fittings can be added to the ends of 
the hoses to create custom hose assemblies. 





=. PVC Hose Assemblies with Synthetic 
PVC Assembly, PVC Assembly, Fabric Reinforcement—For use in Inside 


No. 45DT95 No. 45DU11 y 





service and have fittings installed on both 
ends for connecting the hose to compatible 


Fitting: Cam and Groove 

















equipment. C x Cam and Groove E, | Fitting: FNPSM x MNPSM, 
Max. Working Aluminum x Aluminum Aluminum x Aluminum 
Hose Temp. Pressure Hose Item Hose Item 
1.D. Fitting Size Range @ 70°F Hose Color | Length No. Length No. 
Hose Assemblies 
PVC with Synthetic Fabric Reinforcement, GA 
1%" 1%'x1v" -4°to 140°F 200 psi Yellow 20 ft 45DU14 20 ft 45DU15 
TY 1x1" _5° to 150°F 80 psi Blue 20 ft 45DU21 20 ft 45DT90 
1" 1%" x 1%" 5° to 150°F 80 psi Blue bu it 45DT91 20 ft 45DT92 
Tw 1x1" _5° to 150°F 150 psi Red 20 ft 45DU20 20 tt 45DU03 
TY" 1x 1%" 5° to 150°F 150 psi Red 20 ft 45DU04 20 ft 45DU05 
i 2" 2X2 -4°to 140°F = 200 psi Yellow 90 ft 45DU16 90 ft 45DU17 
2" oe 2 10 150°F 80 psi Blue 20 Tt 45DU23 20 ft 45DT93 
2 2X2 2 10. 150°F 80 psi Blue 20 ft 45DT94 20 ft 45DT95 
SBR/Natural Rubber Assembly, 2" Pee 5° to 150°F —-150 psi Red 25 ft 45DU22 25 ft 45DU06 
potelriesey a 
x Cam and Groove E : X33 -4" to 140° psi ellow 00 ft 49 t 
No. 1ZMT9 a. ooo 5° to 150°F 70 psi Blue 25 ft 45DU25 Zo it 45DT96 
. 3 Do. 2° to 150°F 70 psi Blue 20 ft 45DT97 20 ft 45DT98 
ch ie oe 9° to 150°F 125 psi Red 2d it 45DU24 20 ft 45DU11 
ol oxo 5° to 150°F 125 psi Red 50 ft 45DU10 — _— 
4" 4" x 4" -4°to 140°F —-150 psi Yellow 20 ft 52EE34 20 ft 92EE35 
4" 4" x 4" 2 10 130°F 70 psi Blue — _ 20 ft 45DT99 
4" 4" x 4" 3° 10 150"F 70 psi Blue 20 ft 45DU26 20 ft 45DU02 
4" 4" x 4" 9° to 150°F 70 psi Blue 20 ft 45DU01 = —_ 
4" 4" x 4" 9° to 150°F 100 psi Red 20 ft 45DU12 20 ft 45DU13 
6" 6" x 6" -4°to 140°F —-150 psi Yellow 90 ft 52EE36 20 ft 52EE37 
68" Sto 180°F 82 psi Red 80 B2EE32 80 B2EE33 
"X 6" 5° fo. 150° psi e t 
patie es PVC/Nitrile with Synthetic Yarn Reinforcement, GA 
No. 3JT48 Tw" 14x 1%" -5° to 175°F 250 psi Yellow 50 ft 45DU28 50 ft 45DU29 
Z 2 <2 -6°to1/75°F 250 psi Yellow 20 ft 45DU31 20 ft 45DU32 
a. oxo -0°to1/5°F = 250 psi Yellow 20 ft 45DU34 20 ft 45DU35 
4" 4" x 4" -9 to1/5°F —200 psi Yellow 20 ft 45DU37 20 ft 45DU38 
6" 6" x 6" -0° to 1/75°F = 200 psi Yellow 20 ft 52EE39 20 ft 52EE40 
Fitting: Cam and Groove 
C x Cam and Groove E, |Fitting: MNPSM x FNPSM, 
PVC Bulk Max. Working Aluminum x Aluminum Aluminum x Brass 
No. 45DT75 Hose Hose Temp. Pressure Hose Item Item 
I.D. Fitting Size Length Range @ 70°F Color No. No. 
Hose Assemblies 
SBR/Natural Rubber with Polyester Jacket Reinforcement, GA 
1Ye! Ye" x1¥2' SO ft -22° to 180°F 125 psi White 1ZMT8 1ZMT4 
2" 2 oe, D0 ft -22°to180°F 125 psi White 1ZMT9 1ZMT5 
3. a XS: a0 ft -22°to180°F 125 psi White 1ZMU1 1ZMT6 
4" 4" x 4" a0 ft -22°to 180°F 125 psi White 1ZMU2 1ZMT7 
Hose Hose Max. Working Item 
1.D. Length Temp. Range Pressure @ 70°F Hose Color No. 
Bulk Hoses 
EPDM with EPDM Cover with Spiral-Plied synthetic Fe Fabric Reinforcement, CONTINENTAL 
PVC Bulk 1%" 100 ft 125 psi Black 3JT48 
No. 45DT80 2 100 ft 125 psi Black 3JT49 
PVC/Nitrile with Polyester Fabric Reinforcement, GA 
6" 20 ft 5° to 1/5°F 200 psi Yellow 52EE38 
PVC with pyathetle Fabric Reinforcement, GA 
300 ft 5° to 150°F 80 psi Blue 45DT7/5 
A 300 ft 5 to 150"r 150 psi Red 45DT80 
QV" 300 ft 5° to 150°F 80 psi Blue 45DT7/7 
2" 300 ft 2° to 150°F 150 psi Red 45DT82 
Z 300 ft 5” to 150°r 80 psi Blue 45DT/6 
2 300 ft 5. 10 150"F 150 psi Red 45DT81 
‘ a. 300 ft 2° to 150°F 70 psi Blue 45DT78 
—_ SBR/Natural rf 300 5°10 180° 70 psi Blu 450179 
atura ; 5° to 150" psi ue 
2 " —_ Rubber Bulk 4" 300 ft 5 19 150'r 100 psi Red 45DT84 
No. 1ZMU4 6" 100 ft 9° to 150°F 90 psi Blue 52EE46 
SBR/Natural Rubber with Polyester Jacket Reinforcement, GA 
1%" 100 ft -29° to 180°F 125 psi White 1ZMU3 
a 100 ft -22° to 180°F 125 psi White 1ZMU4 
2 100 ft -22° to 180°F 125 psi White 1ZMU5 
4" 100 ft -22° to 180°F 125 psi White 1ZMU6 
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Water Suction and ©inental® prem 


Discharge Hoses 


Have a rigid reinforcement that helps the hose keep its 
shape when not in use and prevents it from collapsing 
in suction applications. Used to vacuum (suction) or 
pump (discharge) water from one location to another in 
construction, mining, agricultural, and industrial appli- 
cations. Hoses with fittings inlcude a gasket. 


HOSE ASSEMBLIES 


These hose assemblies have fittings installed on both 
ends for connecting the hose to compatible equip- 
ment. Bulk hoses can be cut to the desired length, and 
compatible hose fittings can be added to the ends of 
the hoses to create custom hose assemblies. 


EPDM Hose Assemblies with EPDM Cover with 
Spiral-Plied Synthetic Fabric and Wire Helix 
Reinforcement—Used with engine-driven dewa- 
tering and trash pumps for transferring water from 
tanks, trucks, and pits or other places where water 
may accumulate. Suitable for medium- to heavy- 
duty construction, mining, agricultural, and industrial 
applications. 


EPDM Hose Assemblies with Spiral-Plied 
Synthetic Fabric Reinforcement—The EPDM 
(ethylene propylene diene monomer) material provides 
excellent resistance to ozone and abrasion as well as 
good resistance to heat and chemicals. Suitable for use 
in pumping water in quarries, mines, construction sites, 
and other abrasive environments. 


ContiTech 


Polyethylene Hose Assemblies with 
Polyethylene Double Helix Reinforcement— 
Assemblies are for use in vacuuming or pumping 
water in waste-evacuation, septic-pumping, and 
sewer-cleaning applications. 


PVC Hose Assemblies with Rigid PVC Helix 
Reinforcement—Suitable for use in septic-tank 
Cleaning operations and for general industrial and 
agricultural applications that require a hose with 
mild chemical resistance. 


PVC Hose Assemblies with Synthetic Braid 
and PVC Helix Reinforcement—Hoses feature 
a smooth interior that helps keep material from 
building up in the hose. The PVC material also 
provides good resistance to chemicals. 


Thermoplastic Rubber Hose Assemblies 
with Polyethylene Helix Reinforcement— 
Thermoplastic rubber hoses stay flexible in cold 
weather and resist most chemicals used in the 
agricultural and sanitation industries. For use in 
vacuuming or pumping water in waste manage- 
ment, construction, agricultural, marine, and 
manufacturing applications. 


BULK HOSES 
Bulk hoses can be cut to the desired length, and 


compatible hose fittings can be added to the ends 


of the hoses to create custom hose assemblies. 





Inside 
Hose Dia. Fitting: Cam| Fitting: Fitting: Cam| Fitting: | Fitting: 
and Groove | Cam and | and Groove | FNPSM x | MNPSM x 
Cx Cam and; Groove C | Cx MNPT, MNPSM, | FNPSM, 
Groove E, | X MNPT, | Aluminum Aluminum | Aluminum 


Max. Aluminum | Aluminum | x Carbon X X 
Working X Aluminum x Aluminum) = =Steel Aluminum Aluminum 

Hose Fitting Hose Temp. Pressure Item Item Item Item Item 
1.D. Size Length Range @70°F HoseColor Brand No. No. No. No. No. 

Hose Assemblies 

EPDM with EPDM Cover with Spiral-Plied Synthetic Fabric & Wire Helix Reinforcement 

14" 1%" x1" 20Tt_-25° to 200°F 150 psi Black _ Continental) 4YLN6 _ 1ZNA5 3P5/2 _ 
2 2x2'  20ft -25° to 200°F 150 psi Black Continental) 4YLN7 _ 1ZNA6 3P573 _ 
3° 3'x3" 10 ft -25° to 200°F 150 psi Black _ Continental) 4YLN8 _— 1ZNA7 3P583 _ 
Oo 39 Xo  _20Tt -25° to 200°F 150 psi Black Continental) 4YLN9 _— 1ZNA8 3P634 —_ 
4" A x4 20 ft -25° to 200°F 150 psi Black _ Continental; 4YLP1 —_ 1ZNAQ 3P69/7 _ 

EPDM with Spiral-Plied Synthetic Fabric Reinforcement 

Te Te x1 25 1t =25° to 200°F 125 psi Black _ Continental; 1ZMW1 _ —_ 3P574 _ 
2°) 2'x2' 25 Tt -25° to 200°F 125 psi Black —_ Continental} 1ZMW2 _— _ 3P5/5 _— 
ooo Xo ott =20° to 200°F 125.p6l Black _—_ Continental} 1ZMW3 _— _— 3P584 _— 
4" A x4 25 Tt -25° to 200°F 125 psi Black _ Continental) 1ZMW4 —_ —_ 2P086 —_ 

Polyethylene with Polyethylene Double Helix Reinforcement 

1A" 1%" x12" 20tt -40° to 140°F 26 psi Black, Yellow GA 45DV20 _ 1ZNB4 1ZNB1 _ 
2° 2'x2' 20 ft -40°to 140°F 1/psi Black, Yellow GA 45DV21 _ 1ZNB5 1ZNB2 _ 
3° 3'x3" 20 ft _-40°to 140°F 12psi Black, Yellow GA 45DV22 _ 1ZNB6 1ZNB3 _ 

PVC with Rigid PVC Helix Reinforcement 

1A" 1%" x1" 20ft O°to158°F 89 psi Green Continental 4YLN2 _ 1ZMW5 2P566 _— 
2 2'x2'—20ft = O°to158°F =/9psi Green _Continental, 4YLN3 — 1ZMW6 2P567 — 
2 2X2. 25tt Oto 1s 79 psi Green _Continental, 55CG43 00CG44 —_ _— 99CG45 
2 2x2 -50T Oto tbe 7 9ipsi Green _ Continental, 55CG46 00CG47 — _ 90CG48 
oO  oXo -20T Oto 156% 6 psi Green _Continental. 4YLN4 — 1ZMW7 2P568 _— 
3 oXo —-25Tt Oto 158° 65 psi Green Continental; 55CG55 59CG56 _— _ 595CG57 
o.- oxo -50it— 0" to 158° F — 65psi Green Continental; 55CG58 59CG59 _ _ 55CG60 
4" 4x4" 20Tt. =O0°to158°F =o psi Green _ Continental) 4YLN®5 — 1ZMW8 2P569 — 
4" Axa" 25 ft =O0°to158°F 5d psi Green Continental; 55CG6/ 59CG68 _ _ 90CG69 
4" 4x4" = 50ft = O°to158°F 55 psi Green _Continental; 55CG70 99CG/1 _— _ 599CG72 

PVC with Synthetic Braid & PVC Helix Reinforcement 
"x20 ft -10° to 130°F 90 psi Clear, White GA 45DU39 _ 45DU40 _ _— 

1M" 1%" x 1%" 20 ft -10° to 130°F 90psi Clear, White GA 45DU42 _— 45DU43 | 45DU44 _ 

1%" 1%" x1%" 20ft -10° to 130°F 90psi Clear, White GA 45DU45 _ 45DU46 | 45DU47 _ 
2). 2x2’ 20 ft -10°to130°F /0psi Clear, White GA 45DU48 _ 45DU49 — _ 
2 2x2’ 20ft -40°to150°F 90psi Blue, Clear Kuriyama | 45DU71 _ _ 45DU72 _ 
3 3'x3" 20 ft -10°to 130°F 55psi Clear, White GA 45DU51 _ 45DU52 | 45DU53 _ 
3° 3'x3" 20 ft -40°to 150°F 65psi Blue, Clear Kuriyama | 45DU73 _— _ 45DU74 _ 
4" 4x4" 20 ft -10°to130°F 50psi Clear, White GA 45DU54 _ 45DU55 | 45DU56 _ 
4" 4x4" 20 ft -40°to 150°F 5Sopsi Blue, Clear Kuriyama | 45DU75 —_ _ 45DU76 _ 
6" 6x6" 20 ft_-13° to 140°F 70 psi Clear, Orange Continental; 52EE45 _ _ _ _— 

Thermoplastic Rubber with Polyethylene Helix Reinforcement 

1%" 1%" x 1%" 20ft -40°to 180°F 50 psi Black, Green Continental — — _— 1ZMY3 — 

TY" 1" x1" 25 ft -40° to 180°F 50 psi Black, Green Continental; 1ZMZ8 —_— —_— 1ZMY7 —_— 

1%" 1%" x 1%" 50 ft -40°to 180°F 50 psi Black, Green Continental, 1ZNA2 —_ — — _— 
2) 2x2’ = 20 ft -40°to 180°F 50psi Black, Green Continental — _— 1ZMZ2 1ZMY4 —_— 
2° 2'x2' 25 ft -40°to 180°F 50 psi Black, Green Continental) 1ZMZ9 _ 1ZMZ6 1ZMY8 _ 
2° 2'x2" a0 ft -40°to 180°F 50 psi Black, Green Continental) 1ZNA3 — — —_ = 
3° 3'x3" 20 ft -40° to 180°F 45psi Black, Green Continental — — 1ZMZ3 1ZMY5 — 
3° 3'x3" 25 ft -40°to 180°F 45psi Black, Green Continental, 1ZNA1 — 1ZMZ7 1ZMY9 — 
3° 3'x3" a0 ft -40° to 180°F 45 psi Black, Green Continental, 1ZNA4 _— — — — 
4" 4x4" 20 ft -40°to 180°F 40 psi Black, Green Continental — — 1ZMZ4 1ZMY6 — 
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For Cam and Groove Fittings, see page 2765 





EPDM with EPDM Cover with Spiral-Plied 
Synthetic Fabric & Wire Helix Reinforcement, 
Cam and Groove C x MNPT 
No. 1ZNA5 





EPDM with Spiral-Plied Synthetic 
Fabric Reinforcement, 
FNPSM x MNPSM 
No. 3P574 


Polyethylene with 
Polyethylene 
Double Helix 

Reinforcement, 
Cam and 
Groove C 

x MNPT 
No. 1ZNB4 





PVC with Rigid PVC Helix, 
Cam and Groove C 
x Cam and Groove E 
No. 4YLN2 


i PVC with Synthetic 
> Braid & PVC Helix 
° Reinforcement, 
Cam and Groove C 
x Cam and Groove E 
No. 45DU39 








Thermoplastic Rubber, 
FNPSM x MNPSM 
No. 1ZMY4 





Thermoplastic Rubber, 
Cam and Groove C x Cam and Groove E 





No. 1ZMZ9 


| CONTINUED | / 
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Water Suction & Discharge Hoses Details on page A1. 
(Es Water Suction and Discharge Hoses G@ntinentals *peyycrancer YY 
; APPROVED 
ContiTech 
Max. Working 
Hose Hose Pressure Item 
1.D. Length Temp. Range @ 70°F Hose Color Brand No. 
Bulk Hoses 
EPDM with Spiral-Plied Synthetic Fabric Reinforcement 
1M 100 ft -29° to 200°F 125 psi Black Continental 1ZLJ1 
vA 100 ft = 125 psi Black Continental 3JT44 
2 100 ft _ — _—i125 psi Black Continental 3JT45 
2" 100 ft -25° to 200°F 125 psi Black Continental 1ZLJ2 
o 20 ft -20° to 200°F —- 150 psi Black Continental 55AX67 
3 100 ft = 100 psi Black Continental 3JT46 
a 100 ft = 125 psi Black Continental 3JT50 
Polyethylene with Polyethylene Double Helix Reinforcement 
1" 20 ft “40° to 140°F 26 psi Black, Yellow GA 1ZNB7 
F Z: 20 ft -40°to 140°F —17 psi Black, Yellow GA 1ZNB8 
. : ; : _. 3 20 ft -40°to 140°F — 12 psi Black, Yellow GA 1ZNB9 
EPDM with Spiral-Plied PVC with Rigid PVC with PVC Helix Reinforcement 
Synthetic Fabric Reinforcement PVC Helix ns it Me to Se ie psi flue wee urvama eT 
. : . -10° to 130° psi ear, White 
saben pean 1" 100 ft 0° to 158°F 106 psi Clear, White Continental 41ND36 
Ya 100 ft -10°to 130°F —_- 90 psi Clear, White GA 45DU58 


Ya 100 ft = -10° to 130°F 90 psi Clear, White GA 45DU59 
: 100 ft —-40° to 150°F 90 psi Blue, Clear Kuriyama _ —— 49DU66 


2 
Z 100 ft  -10°to130°F = /0psi Clear, White GA 45DU60 
o 100 ft  -10°to130°F 55 psi Clear, White GA 45DU61 
4" 100 ft -10°to130°F 50 psi Clear, White GA 45DU62 
PVC with Rigid PVC Helix Reinforcement 
1" 100 ft 15° to 198°F 89 psi Green Continental 1ZLW1 
2" 100 ft 15° to 158°F 79 psi Green Continental 1ZLW2 
3 100 ft 15° to. 1587F 65 psi Green Continental 1ZLW3 
Thermoprastic Rubber with Polyethylene Helix Reinforcement 
1% 100 ft -40° to 180°F 00 psi Black, Green Continental 1ZLP9 
1 20 ft -40° to 180°F 20 psi Green Continental 55AX29 
1" 100 ft -40° to 180°F =O psi Black, Green Continental 1ZLR1 





20 ft -40° to 180°F 50 psi Green Continental 55AX32 
2 100 ft -40° to 180°F 90 psi Black, Green Continental 1ZLR2 

; ‘ 3" oOft 40" to 180°F_ 45 psi Green Continental SSAX35 _ 
Polyethylene with Polyethylene Thermoplastic cy 100 ft -40° to 180°F_ 45 psi Black, Green Continental 1ZLR3 
Double Helix Reinforcement Rubber 4" 20 ft -40° to 180°F = 40 psi Green Continental 55AX38 
No. 1ZNB7 No. 1ZLR1 4 100 ft  -40°to180°F = 40 psi Black, Green Continental 1ZLR4 


Suction/Discharge *rey-yorancee 
El ose Kits APPROVED 


Include 20-ft. green PVC suction hose, suction hose strainer, 
50-ft. blue PVC lay-flat discharge hose, and gaskets. 

Pump Hose Kits have a brass swivel. 

Quick-Coupling Pump Hose Kits have aluminum cam- 
and-groove quick couplings for pump connections. 


QUICK COUPLING 
PUMP HOSE KITS PUMP HOSE KITS 























Hose Inside Dia. (in.)/ Item Item 
Connect, Size (in.) i se 
2 
1ZNC2 6YZE8 
No. 1ZNC2 No. 6YZE7 : aes oye 
Hex Hex 
For Head Nipple Item For Head Nipple Item 
Hose !.D. Fitting Size Size Grip Type No. Hose !.D. Fitting Size Size Grip Type No. 
Barbed Combination Nipples Polypropylene, 90° Elbow, BANJO 
316 Stainless Steel, Straight, GA Ya" Ya in x Yin Yin Hex  8DTL9 
¥;" Yin x % in Yin Knurled 3LZ83 x ¥%inx*in Yin Hex  3DITN8 
¥y,' Hinx¥in Yin Knurled 93LZ91 H' ¥%inx%in ‘ein Hex 3DIP8 
ii Tin x1 in Tin Knurled 3Lz84 ¥;" inx%in ‘ein Hex  3DIP7 
TH" T%sinxt“%in 1%in Knurled 3LZ85 7," Hinx%in 1¥%in Hex  3DTT1 
1%" 1%inxt%in 1%in Knurled 3LZ86 Hj" ¥inx%in ‘ein Hex 3DTP9 
ml Din x 2 in din Knurled 93LZ87 yj" ¥inx%in 1¥in Hex  3DITR9 
* ; a ; gina in 3in Knurled 3LZ89 a a ae in a ex aor 
teel, Straight ; inx Yin 8 In ex 
printaha yy" Yo inx in vein Knurled 3LZ92 ik Tinxtin.1%in Hex 3DTT8 
yj" %inx¥in  %in Knurled 3MCOt 1%" T%inxtvin  2in Hex  3DTV6 
oe T Tin xin Tin Knurled 3LZ93 1%" t%inxthin 2%in Hex 3DTW3 
Barbed Rigid Barbed i é , 
: : 7 a 1% 1Y%inx1V%in 1¥%in Knurled 3LZ94 2 2inx2in 2 Yin Hex 3DTW2 
x Combination Nipple Hose Fitting 1%" hinxt%in 1%in Knurled 3LZ95 ey 3inx3in  3%in Hex 3DIWG 
CORPORATION No. 3LZ87 No. 3DTT9 2 2 in x 2 in 2 In Knurled 3LZ96 roryprenyiene: Straight, BANJO 
Ser 2%" 2%inx2%I1n 2%I1n Knurled 3LZ97 Ya Ya in x Yin ¥4 in Hex  3DTL4 
Multipurpose Barbed Hose Fittings ar 3 inx3in 3in Knurled 3LZ98 Vj; Yeinx Vin ‘Hein Hex  3DTP2 
4" 4inx 4 in 4 in Knurled 3LZ99 Ze" x | in x Wa I in Ya | in Hex 3DTL5 
= Hose barb x MNPT connection Rigid Barbed Hose Fittings ye" % in x ¥ in Yin Hex _3DTN4 
oe 316 Stainless Steel, Straight, GA 78" Yoinx¥in Mein Hex _ 3DTP3 
Designed for low-pressure suction and discharge service in trans- a van X in in Em in i “ULE - a X dE in 1% in Hex SOE 
: : : : : 8" gin x Yin 30 in ex 5" >in xX ¥% in 4 in ex 
porting air, water, and chemicals. Threaded end is same size as hose. va APE ZA Hex 3DTNO vA in x ein 1% in Hex 3D TPA 
inati i V7," Yinx Yin 2%oin Hex  3DTL8 7," ¥inx%in 1¥ein Hex  3DTR4 
Barbed combination nipples have raised ridges (or barbs) on one a gee ae Fe —S0TNT wi Poe ie he STR 
end that grip the inside of hoses to hold them in place. Rigid barbed i Hinx in 2742 in Hex 3DTR1 A %inxwein Hein Hex 3D TP5 
ine iia a AES eal res eM. al 
hose fittings connect hoses to pipe in multipurpose hose assem- A ein x 3 in Spit Hex ali ny an xr z in Wee ralie 
8 gin x Yin 39 In ex 3 4 4 in x ¥% in 8 in ex 3DTT5 
blies. 316 stainless steel fittings have multiple barbs that provide 3" %yinx in 27/0 in Hex 3DTP6 stg Tinx % in 1% in Hex 3DTR7 
a positive hose clamp seal. For fluid handling applications, includin Ya “Ainx“in 1 %ein Hex __ 3D1T3 i Tinxtin  1%in Hex 3DTT4 
pC ne p g PP g yj" %inx¥in 1v%in Hex  BDIT6 ii Tinx 1% in 2 in Hex  3DIV3 
fertilizers, herbicides, acids, some solvents, liquid waste, saltwater, |" Tinx % in 1% in Hex 3DTR8 TH Twinxi“in 1% in Hex 3DTU3 
and cooling water. Steel fittings are plated to resist corrosion. il Tinxtin 1 %6in Hex _ 8DTU2 1% Vwinxi%in _ 2in Hex _ 3DTV4 
g ae g P ; TVs" T¥%sinxtV¥in 1%in Hex  3DTV1 1%" hinxt¥%in 2V%ein Hex 3DIV2 
Polypropylene fittings have chemical-resistant glass-reinforced 1% t%inxtvin 2Vcin Hex 3DTV8 1%" 1%inx1%in 2%in Hex 3DTW1 
hose barb fittings have. Can be used in fertilizer, herbicide, and insec- a 2inx2in  2%”in Hex _3DTW4 a 2inxtin 2%ein Hex 3DTVs 
cide Handi g licati efor iiductiial licati 3" 3inx3in 38%in Hex  3DIW7 9" 2inx2in 2%in Hex  3DIV9 
Iclaeé Nanaiing applications, as we as Tor Indus ra applications, a 3 in x3 in 3 29/3 in Hex 3DTW5 
such as waste, saltwater, and cooling water handling. A" 4inx4in o%in Hex 3DTW8 
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Find the wf. Find Solutions. Find Great Prices. Portable Diaphragm Pumps & Test Pumps 
i ‘al 
Portable Diaphragm Pumps 
= Liquid temp. range: 40° to 180°F Electric Motor—1 15/230V, 8/14A, 60 
= Pump fluids with abrasive solids from %" to 1%" Hz plug with 20-ft. power cord. Single- 
= Self-priming to 25 ft. phase TEFC capacitor-start, capacitor-run 
Extra-heavy-duty pumps easily handle fluids motor. Equipped with NEMA S6C frame, 
mixed with sand, silt, mud, sewage, and waste. ball bearings, keyed shaft, and weather- 
Integrated tubular handle and wheels offer easy proof On/Off switch mounted on conduit 
mobility to pump out ponds, trenches, excava- box. For use in clean, dry locations only. 
casing, thermoplastic rubber diaphragm, and codes. Features manual start, electronic 
neoprene check valves. Heavy-duty guard covers ignition, and muffler for low-noise opera- 
moving parts. Suction line strainer and 3° NPT tion. For use in well-ventilated areas only. 
suction and discharge pipe nipples included. 
Tank Max. Pump Flow Rate @ Total ft. of Head Item 
Nominal Voltage Cap. HP Head Mechanism Discharge 10 20 No. No. 
Electric Motor 2uUV48 
: 10 : AC, 220VAC — 1% 25.0 ft. Diaphragm 3"FNPT —58.0gpm 42.7. gpm __3P682 
as Engine 
== 0.82 gal. 5% 25.0 ft. Diaphragm 3° FNPT 75.0 gpm 60.0 gpm  4TA8&8 
Item 
Item Type For Use With No. 
Replacement Parts @ ae ® 
Diaphragm Thermoplastic 3P613, 3P681, 3P682, 4TA88 2UV48 No. No. 4TA88 
Flap Valve Assembly Polyurethane 3P613, 3P681, 3P682, 4TA88 2UV52 2UV52 


Hydrostatic Test Pumps CREX> 


Hand-Operated— Electric and Gasoline—(deal for certifying 
Lightweight and suitable the integrity of newly installed commercial 
for testing water lines and sprinkler systems, pressure vessels, water 
pressure testing boiler, solar, — lines, and sewer lines. Include 10-ft. pressure 
small tank, and sprinkler output hose, except Nos. 45EJ59 to 45EJ72. 


systems. Include shutoff valve 
and outlet hose. No. 6GDU9 
has 2.6-gal. integral tank. 


Electric models have a built-in pressure 
regulator. Nos. 6GDV7 and 6GDV9 have a full- 
perimeter cage. 


No. 44A746 


Pneumatic—Pumps have an 


Gas models have an inlet strainer and a 
automatic pressure regula- 


2-wheeled cart with pneumatic wheels. Models 


ie No. 
ee a also have an automatic bypass and quick- 45EJ59 
eicel ince iaieendiclcar disconnect fittings for inlet and discharge 
Holl, Piahsnreesiire all hoses, except Nos. 45EJ64 to 45EJ72. 
alga a a gare built-in, NOS: 6GDV1 and 6GDV2 can handle a 10% 
g "chlorine solution. Include 10-ft. suction hose. 
Max. Mfr. Item 
Max. Mfr. Item Type Inlet Hose Outlet GPM Pressure Model No. 
Pressure (psi) Inlet Outlet Model No. Pneumatic Test Pump 
Hand Operated Hydrostatic Test Pump Racinrocating Plunder Ya" GHT" Yo" NPT 5 1500 32150 44A746 
300 psi ¥4' Female GH Ys" MNPT From 10 Ft. Output Hose 29200  6GDU4 P g g 54" GHT34" Yo'NPT 0.5 3000 32300 44A747 
8/0 psi 2.6 gal. Integral Tank = _%4" MNPT From 10 Ft. Output Hose 29900 6GDU9 Hydrostatic Test Pump 
1000 psi Ya" Female GH Ya" MNPT From 10 Ft. Output Hose 29201  6GDU5 Reciprocating Pump = %4" FemaleGHT =" MNPT 1 10,000 psi 32450 45EJ62 
Engine Engine Max. Mfr. Item Mfr. Item 
Type HP Inlet Outlet Brand RPM Phase Voltage GPM Pressure Model No. For Use With Includes Model No. 
Electric Rebuild Kit 
Triplex Piston, 1% ¥e' NPT 36" NPT — _ 3450 1 115 22 1000psi 47100 45EJ59 6GDU9 (4) O-Rings 29950 6GDVO 
eae cnet 1% — ¥% NPT ¥4' NPT — 3450 1 200 1. 2000psi 47102 45EJ60  6GDV1,6GDV2 (3) OIC 36345 6GDV3 
Twin Piston, Yo Ya" Female GHT “%e'-18 JCIF Male = — 1725 1 119/230 4 300psi 39300 6GDV5 (2) Piston Cap Screws, (2) 
Positive 1 %'FemaleGHT %'FNPT Swivel — 1725 1 115/230 3 500psi 35100 6GDV7 6GDV7 ashers, (4) O-Rings, (2) 36361 6GDV8 
fistacement 1 %4"Female GHT =" FNPT Swivel — 1725 1 115/230 1 1000psi 33100 6GDV9 (ay Ut Ke ION seal oy 
asoline -Cups, -Rings, 
Roller Pump, 5% i Wh Honda 600 — — 54 300psi 463010 45EJe5 °ODV9 Seal Rings, (2) Back-Uo Rings 36389 GGDWO 
Variable : ‘ . creen Retainer, Overloa 
Displacement 6% ys % 9.4 600 — ZZ 0-4 300 psi 46301 45EJ65 Mfr. No. 29200. 29201 SPting, *e" Stainless Steel ooo5q gEpus 
Triple Diaphragm, 51% 34" Female GHT 3/4" MNPT Honda 550 — — 10 500 psi 465010 6GDV2 ati pal (2) ea ) ye" 
Positive ; n ; tainless Steel Balls 
Displacement 6% %" Female GHT 3/4" MNPT B&S 550 — — 10 500psi 46501 6GDV1 Mir. Item 
ave pean ov 1" ¥4" NPT Honda 590 _— —_ 15 300psi 466000 45EJ70 Description Connec. Size (in.) Model No. 
ump, Positive : : _ _ ; Accessories 
Displacement 8 1% 34" NPT Honda 550 26 250psi 468000 45EJ72 Output Hose, For Use 
Triplex Piston, With Mfr. No. 39300, Ya" MNPT x “6-18 3917 19C695 
Positive 8% Yo" NPT 3" NPT Honda — — — 3.5 3000psi 373080 45EJ64 35100, 33100, 29200, JICF Female Swivel 
Displacement 29201, 29900 
aan ie 52 Ya" NPT 4" NPT Honda 600 — — 10 400 psi 464530 45EJ68 Suction Hose, 
ump, Positive 4 ' __ _ For Use With Mfr. ¥4" Male Garden Hose 34550 6GDU8 
Displacement 6% 34" NPT 4" NPT B&S 600 10 400psi 46453 45EJ67 46501. 465010 
- WHEELER 
Fire Hose Testers CREXD 
= Can test single or multiple lines; = Max. pressure: 500 psi Safely test fire hose lines to help a 
independently controlled = For municipal fire hose, fire prevent using damaged lines. Meet 
= Mounted on swivel casters for easy mobility hose, and nozzles, go to NFPA guidelines, except No. 45EJ63. 


pages 1817, 1818, and 1819. 
Mfr. Item 
Type Inlet Outlet L WH Model No. 
2-Outlet, Positive Displacement 2%" NOT Swivel Female Quick Fill (2) 2/2" NST Male Connection With Individual Ball Valves 38" 30" 24" 363020 6GDW1 
4-Outlet, Positive Displacement 2" NoT Swivel Female Quick Fill (4) 22" NST Male Connection With Individual Ball Valves 38" 30" 24" 363040 6GDW2 7 
Piston Pump, Positive Displacement 2%" NST Female Swivel Coupling 24%" NST Male Coupling 40" 48" 32" 363060 45EJ63 No. 6GDW1 
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Compact & Parts Washer Pumps 


Scan. Order. Done. [= 
Details on page A1. 





No. 
1P322 





Compact Submersible 
Centrifugal Pumps 


Great for fountains, statues, water gardens, coolant 
systems, evaporative coolers, wet saws, and air 

conditioners. All pumps are continuous duty, except 
Nos. 2HNN9, 2HNP1 and 1P521 are intermittent duty. 


Mild Corrosive Applications—Engineered ther- 
moplastic motor housing handles water with higher 
mineral content. Small dimensions allow use in 
limited space. Nos. 2P495, 4RLO1, 2P016, and 2P017 
have glass-filled nylon housings and are oil filled. 


w i‘ 
Dayton 
Little GIANT eee 





Water and Mild Fluid Applications—Can 
be operated in open air, in-line, or submerged. 
No. 1P521 can pump water or machine oils when 


submerged, when pumping weak acids. 


submerged, but should only be used in-line, not 


Water Applications—Pumps have epoxy-coated, 
cast-aluminum motor housing (except No. 1P321 


is aluminum only) for added protection and oil- 


filled motors for extra cooling and durability. 


GPM of Water @ 


FullLoad Housing Impeller Seal Cord Total Ft. of Head Max. Mtr. Item 

HP Features Voltage Amps Material* Material* Material* Length Inlet Type Outlet 1 5 10 Head L W H Brand Model No. 
Mild Corrosive Applications 
Yo50 Tore cue che 15V OO ABS POM —  6ft. Smooth %or¥'lD. 1 — — 26ft 2% 1%" 3%" LittleGiant PES-70  4RK99 
60 Submersible 115V.— OS N N Nitrile 6ft. Screened %'(M)NPT 2 — — 46ft. 4" 3" 4"  LittleGiant P-AAA  2P495 
Yeo Submersible 115V 05 N N Nitrile 15 ft. Screened %'(M)NPT 2 — — 46ft. 4° 3" 4"  LittleGiant P-AAA-WG 4RLO1 
50 = 115 = N N Viton  6ft. Screened %"(M)NPT — 2.5 — 10.2ft. 4%" 4%" 4%6' LittleGiant NK-1 2P016 
Vos tee. Enea Encarsileted 115V 06 Pp PP — Nitrile. +15 ft. © Screened + %'(M)NPT 3 1.7 — 7 ft. 41%" 2%" 314" Little Giant PE-1F-WG 4RK97 
Hos Submersible 115V 0.6 PP PP Nitrile 6ft. Screened %'(M)NPT 3 1.7 — 7ft. 3%" 2% 354" LittleGiant PE-1 | 3P734 
Yh25 = 115V.— «1.3 POM POM Viton 6ft. Screened %4'(M)NPT 4 3 1.9 — 417%." 254" 42%." Dayton | 2HNN4  2HNN4 
Ys = 230V 0.64 POM POM Viton  6ft. Screened %'(M)NPT 4 3.3 2.0 — 41%" 254" 42%." Dayton 2HNN5  2HNNS 
0 = 115V. 15 POM POM Viton 6ft. Screened %(M)NPT 6 51 4 + — 4%" 27%" 5%" Dayton | 2HNN7  2HNN7 
10 = 115V. 15 POM POM ‘Viton 20ft. Screened %(M)NPT 6 51 4 4— 4%" 27%" 5%" Dayton 2HNNG  2HNNG 
¥r0 = 230V 0.8 POM POM Viton 6ft. Screened %(M)NPT 6 56 4.1 — 4%" 27%" 5%" Dayton 2HNN8  2HNN8 
Yq = 115V.— «1.3 POM POM Viton 6ft. Screened %'(M)NPT 4 3 1.9 — 417%" 254" 4274." Dayton | 2HNN3  2HNNB 
Ya Submersible 115V 0.8 N N Viton  6ft. Hooded ‘“"(M)NPT 5 4 2.2 12.2ft. 41740" 254" 42740" LittleGiant PE-2H  4RK93 
Ya - 115 = N N Viton  6ft. Screened “%"(M)NPT — 4.5 21 12.3ft. 4%" 4%" 4%c' LittleGiant NK-2  2P017 
Vag = 115V 2.73 POM POM Viton 6ft. Screened ‘%"(M)NPT 9 7.8 6.6 — 5%" 4%" 4%" Dayton | 2HNN9 2HNNQ 
Ya = 230V. 14 POM POM Viton 6 ft. Screened ‘%"(M)NPT 9 7.8 6.6 —  5%2" 4%" 4%" Dayton 2HNP1 2HNP1 
a eae 15V 1.4 PP N Viton 6ft. Smooth 3(M)NPT 8 66 34 13.4ft 4% 27%" 5% LittleGiant PE-2.5F  4RK94 
Water and Mild Fluid Applications 
Yao = 115V 0.77 POM POM Viton 6ft. Screened 4" (M)NPT — — — Al" 95% 42742 Dayton 2HNN2 2HNN2 
Yro0 Oil filled 115V 14 POM a Nitrile 6 ft. %"NPT/Screen %"(M)NPT 5 36 — — 4%" 47%" 434" Dayton 12U595 12U595 
Yon Oil filled 115V 14 POM cee Nitrile 6 ft. ¥%"NPT/Screen vs" (M)NPT 6.3 4 — — 4%' 47%" 4%" Dayton  12U596 12U596 
Yeq Oil filled 115V 15 POM ee Nitrile 6 ft. 34"GHT/Screen 36(M)NPT 8.1 5.2 — — 4%" 47%" 434" Dayton  12U597 12U597 

submersible when 
Yo pumping water or 115 = AL N Viton 6ft. %"(F)NPT %"(M)NPT — 34 1.2 11.8ft. 5%" 3%" 4%" LittleGiant 2E-NDVR 1P521 

machine oils only. 
%o Oil filled, Screened 115V. «5.2 Zinc Alloy Zincalloy Nitrile 6 ft. %4’GHt/Screen %(M)GHT 16.2 143 126 — 6%" 4%" 47%" Dayton  12U598  12U598 
Water Applications 

Bottom Pump Inlet 
Yoon has Snap-Off Screen 115V 1.1 Pp Pp Nitrile 18ft. Smooth v%'(M)NPT 3 1.7 — 7ft. 4%" 4%" 4%" LittleGiant 1-AA-18  2P526 

for Easy Cleaning 
Yoon = 115V 1 PP PP Nitrile 6ft. Smooth %'(M)NPT 3 17 — 7ft. 4% 4%" 4% LittleGiant 1-A 1P939 
%50 In-line or Submersible 115V 1.1 N N Nitrile  6ft. %'(M)NPT %(M)NPT 3 2 — 7.4ft. 4%" 4%" 4%" LittleGiant 1-42  3P733 
Yo In-line or Submersible  115V 1.7 N N Nitrile 15 ft.  %"(F)NPT %'(M)NPT 5 34 1.2 11.8ft. 5%" 3%" 434" Little Giant 2E-38N-WG 4RK85 
Vag Submersible 115V.—o.7 N N Nitrile 6ft. Hooded %'(M)NPT 5 34 1.2 11.8ft. 5%" 3%" 434" LittleGiant 2E-N | 1P321 
Yo In-line or Submersible  115V 1.7 N N Nitrile  6ft.  %6"(F)NPT %'(M)NPT 5 3.4 1.2 11.8ft. 5%" 3%" 434" LittleGiant 2E-38N  1P372 
Vag Oil Filled 230V. 0.7 N N Nitrile 12ft. %"(F)NPT “%'(M)NPT 5 3.4 1.2 11.8ft. 5%" 3%" 434" LittleGiant 2E-38NY  4XK38 
%s In-line or Submersible  115V 3.2 N N Viton 15 ft. 4" (F)NPT %"(M)NPT 8 5.6 3.5 17.3ft. 7" 4%" 5%" LittleGiant 3E-12N-WG 4RK86 
%s In-line or Submersible  115V 3.2 N N Viton  6ft. 4" (F)NPT %"(M)NPT 8 5.6 3.5 17.3ft. 7° 4%" 5%" LittleGiant 3E-12N  1P323 
%s In-line or Submersible 230V ‘1.4 N N Viton 12ft. ‘"(F)NPT ‘%"(M)NPT 10 86 7.0 21ft. 7’ 4%" 5%" LittleGiant 3E-12NRY 4XK39 
ho Submersible 115V. 335 N N Ys" (FYNPT e"(M)NPT 14 12.4 10.2 24.5ft. 7° 4%" 5%" LittleGiant 4E-34NR 1P322 


Viton 6 ft. 
* ABS = acrylonitrile butadiene styrene, AL = aluminum, CI = Cast Iron, POM = acetal, N = nylon, PP = polypropylene. 


Submersible Parts 
Washer Pumps 


Suitable for circulating unheated 
Stoddard solvent, deodorized kerosenes, 
and other UL Classified parts-cleaning 
solutions. Viton® seal on stainless steel 
motor shaft, nylon volute and impel- 

ler, and polyethylene integral strainer, 
except No. 24W1T11 has a nylon screen. 
Yq" MNPT discharge. 6-ft., 3-conductor 
SJTO cord outlet. 115V, 60 Hz thermally 
protected motor. Metal standpipe or 
conduit (not included) must be attached 
to builder's fitting to protect cord 


Littie GIANT 


from solvent attack or damage. Go to 
Grainger.com® for Coil Cleaning Kit 
No. 4RLO9. 


Polyester Housing—Pumps are epoxy 
encapsulated and housing is corrosion 
resistant. Suitable for pumping aqueous 
parts cleaning solutions up to 140°F, 
except No. 24WT11 is up to 120°F. 


Die-Cast Aluminum Housing—Motor 
housing is unpainted. Can pump aqueous 
parts cleaning solutions up to 100°F. 





Amps Cap. Cap. Cap. Shut L W H Mfr. Item 
HP AC GPH1ft. GPH3ft. GPH5ft. Off PSI (in.) (in.) (in.) Model No. 
Polyester Housing 
Yio (0.6 180 135 90 6.0 28 4% 3 5% PE-1YSA  4RK95 
Yo 0.8 300 270 240 120 53 5% 3 5% PE-2YSA  4RK96 
Die-Cast Aluminum Housing 
Yiso 1.1 205 168 120 75 32 4% 4% 4% 1-YS 1P929 
Yo 1.7 300 299 205 «#118 51 5% 3% 4% 2E-NYS  4RK84 
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PUMPS 


Pond & Fountain Pumps 





_ ‘BARNES 
Oase’ sond boss" Litie GIANT. 


* ; 
D : 
sidsanl Laing Thermotech 


Pond and Fountain Pumps 


Corrosion-resistant materials. 


POND AND WATERFALL PUMPS 


Suitable for high flow, low head height, low pressure, and 
solids handling capability with fewer clogs. Pumps provide 
a high flow rate per watt for energy-efficient continuous 
operation, and are safe for fish and plants. Ideal for filtration 
systems, water courses, and waterfalls. 


ABS—Continuous-duty water gardening pumps have a PSC 
motor in an ABS housing. 


FOUNTAIN PUMPS 


Suitable for high head pressure and high height clean water 
applications. Small fountain pumps can be used for bubbling 
stones, decorative, and statuary decorative fountains. Higher 
head pressure pumps are ideal for demanding fountain 
applications, larger water features, and spray nozzles. Pond 
Boss models have an automatic low water shut-off to help 
prevent pump damage. 


Brass—Designed for fountains, coolant systems, evapora- 
tive coolers, masonry wet saws, and other liquid-moving 
applications. Continuous-duty PSC motor has thermal 
overload protection. Discharge rotates in 90° increments. 
Mechanical seal has Buna N, stainless steel and carbon/ 
ceramic parts. Horizontal mount. 


Note: Brass models are not safe for fish and plants. 


Nylon, Glass Fiber—Feature a nonclogging vortex impeller 
and can move large volumes of water in decorative fountain, 
water display, and waterfall applications. Carbon, ceramic, 
nitrile butadiene rubber seal and 304 stainless steel screen. 
PSC motor is continuous-duty rated with thermal overload 
protection. Horizontal or vertical mount. Strainer acts as the 
pump stand when unit is vertically mounted. 


Polypropylene—Oil-free direct-drive pumps produce 
greater starting torque and flow pressure for continuous 
operation. Innovative dual discharge for waterfall and stream 
effects. Noryl® impeller and nitrile shaft seal. CSA Certified. 


NONSUBMERSIBLE FOUNTAIN, NORYL® 


Compact size eases vertical or horizontal installation. The 
electronically commutated motor (ECM) is up to 40% more 
efficient than a standard motor, continuous-duty rated, and 
overload protected. Smart Pump technology provides run-dry 
protection. Pump operates quietly and is water-lubricated, 
requiring no shaft or shaft seal, with only the impeller as a 
moving part. Suitable for water circulation, liquid transfer, 
ozone treatment, and general-purpose pumping. 


WATER GARDEN PUMPS 

No. 13L283 features a non-clogging vortex impeller and an 
auto reset thermal overload to help prevent pump and motor 
damage. Pump can pass solids up to 16" dia. 


AUTO FILL VALVE 

For permanent and temporary installations to automatically 
maintain water levels in a skimmer vault or other pond 
equipment. Includes 1" PVC slip and 94" garden hose 
adapters. 





No. 38EF20 





No. 4RK89 


GPH of Water 


@ Total ft. of Head 










Max. 


Cord 





No. 5RWG1 


No. 
5JKH3 
H Brand 
5" Oase 
" 6Y," Oase 
5" Oase 
6" Pond Boss 
Q" Oase 
" 64" Oase 
6" Pond Boss 
7%e6' Little Giant 
5" Oase 
" 6%" Oase 
6" Pond Boss 
8" Little Giant 
7" Oase 
6" Pond Boss 
ile Oase 
8" Little Giant 
2" Pond Boss 
2" Pond Boss 
2¥%3' Pond Boss 
2%3' Pond Boss 
5 Oase 
3" Dayton 
8" Dayton 
3" Dayton 
8" Dayton 
8%s6 Barnes 
8" Dayton 
8%" Dayton 
8%" Dayton 
6%" Dayton 
6%" Dayton 
7¥%" Dayton 
7¥%" Dayton 
8%" Little Giant 
8%" Little Giant 
» Lain 
91716 harmctach 


6'%6' 146" Little Giant 


HP Outlet Voltage 5 10 20 30 Head Length L 
Pond and Waterfall Pumps 
ABS 
%64 2"(M)NPT 120VAC 1200 0 — — 9.5ft. 20ft. 11’ 
%4 2"(M)NPT 120VAC 1200 0 — — 10ft. 20ft. 13% 
342 2"(M)NPT 120VAC 540 O — — 8ft. 20ft. 11’ 
30 1%" 120VAC 600 120 — — 14 ft. 16 ft. 9%" 
Ye 2" (M)NPT 120VAC 1740 300 — — 11ft. 20ft. 11° 
¥%4 2"(M)NPT 120VAC 1620 240 — — 11ft. 20ft. 13% 
Yea 1%"  120VAC 1860 0 — — i6ft. 16ft. 9%’ 
¥e 1.5" MNPT 120VAC 2095 961 96 — 14.9ft. 20ft. 10° 
1364 2" (M)NPT 120VAC 2640 1140 — — 13ft. 20ft. 11" 
a2 2" (M)NPT 120VAC 2520 900 — — 13ft. 20ft. 13% 
"4 Z 120VAC 2880 1560 120 — 18ft. 16ft. 10%" 
¥32 2" MNPT 120VAC 2897 1922 — — 18 8ft. 20ft. 13%" 
1% 4 1%" 120VAC 1980 1380 — — 20ft. 20ft. 14° 
¥ a 120VAC 3540 1680 320 — 22ft. 16ft. 10%" 
47%4 2"(M)NPT 120VAC 660 4998 950 — 25ft. 20ft. 17’ 
Ye 2° MNPT 120VAC 5929 4664 2042 — 28ft. 40ft. 13%’ 
Fountain Pumps 
ABS 
Yea ¥e" 120VAC — — — — 41 ft. 16 ft. 3%’ 
Yea ¥e" 120VAC — — — — 4.1 ft. 16 ff. 3%’ 
64 Se" 120VAC — — — — 9A4ft. 16 ft. 4% 
Yea ¥e" 120VAC — — — — 9QA4ft. 16ft. 4% 
Ye 1 120VAC 846 2 — — 10.2ft. 16 ft. 7° 
Brass 
Yi 1" (F)NPT 120VAC — 3720 2820 1320 34 ft. 12ft. 15%’ 
Yo 1"(F)NPT 120VAC — 4680 3840 2760 43ft. 12 ft. 15%’ 
¥4 1" (F)NPT 230VAC — 5880 5100 4080 50ft. 12 ft. 15%" 
¥4 1"(F)NPT 120VAC — 5880 5100 4080 50ft. 12 ft. 15%" 
Ya — 120VAC — 5700 5100 4080 — i12ft. 1534" 
1 1"(F)NPT 230VAC — 6300 5580 4800 55ft. 12 ft. 15%" 
1% 1%" (F)NPT 230VAC — 6900 6120 5400 6Oft. 12ft. 1534" 
2 1%" (F)NPT230VAC — 7920 6720 6180 68ft. 12ft. 1534" 
Nylon, GlassFiber eee 
Y% 2" (F)NPT 120VAC 3250 2695 — — 19ft. 10ft. 12" 
Y% 2" (F)NPT 120VAC 3884 3250 1110 — 23ft. 10ft. 12%" 
Yo 2" (F)NPT 120VAC 4518 4280 2616 — 26ft. 20ft. 13° 
1 2" (F)NPT 120VAC 5786 5469 4042 1662 36ft. 20ft. 13" 
Polypropylene 
% 1Y"  120VAC 1250 785 — — 20ft. 16 ft. 9°%a' 
% 1%" ~—=120VAC 4000 3500 2200 — 30ft. 16ft. 11’ 
Nonsubmersible Fountain Pump 
Noryl 
% 1%" 230VAC 35 21 — — 10.5ft. 4ft. 5% 
Water Garden Pumps 
Cast Iron 
¥4 2" (F)NPT 120VAC — 4345 — — 36ft. 19ft. 
Material Includes 
Auto Fill Valve 
Plastic Yo" PVC Slip and 4" Garden Hose Adapters 
Cord 

Description Length 
Accessories 
Pond Vacuums 
PondoVac 3, Pond Vacuum, 2 Chambers, 120VAC 40 ft 
PondoVac 4, Pond/Pool Vacuum, 2 Chambers, 120VAC 
Pond Filter/Clarifiers 
BioSmart Gravity Filter, 93W UV Clarifier 1500, 120V 
Vitronic 18W UV Pond Clarifier, 110V 16 ft. 
Vitronic 36W UV Pond Clarifier, 110V 
SwimSkin Floating Surface Skimmer/Air Injector, 110V 15 ft. 
Aquaskim In-Pond Surface Skimmer 
Lighting 
LunAqua 20W Halogen Light 12V 5 ft 
LunAqua 3W LED Light 12V 
1 LED Accent Light Kit 12V 16 ft. 
3 LED Accent Light Kit 12V 26 ft. 
* Includes LED light. 


Brand 
Little Giant 


Brand 


Oase 
Oase 


Oase 
Oase 
Oase 
Oase 
Oase 


Oase 
Oase 
Pond Boss 
Pond Boss 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


No. 
38CD20 


Mfr. 
Model 


97620 
97499 
40347 
52351 
57621 
97500 
92352 
F20-2700 
9/7623 
97501 
92353 
F30-4000 
5/7096 
52359 
50296 
F70-7300 


52341 
92335 
92342 
92343 
0/7617 


ORWG1 
oRWG2 
ORGVS 
ORWG3 
SFU71-GIS 
oRWG4 
ORGV6 
ORGV7 


6LUP3 
6LUP4 
6LUP5 
6LUP6 


WGP-65-PW 
WGP-95-PW 


E14-NSTNNN2W-10 


WGFP-75 
Mfr. 
Model 


AFV-GH 


Mfr. 
Model 


50409 
37230 


40353 
56455 
40350 
50040 
97395 


57010 
56463 
52368 
52369 


Item 
No. 


38EF21 
38EF22 
38EF20 
38EF30 
38EF23 
38EF24 
38EF31 
36N479 
38EF25 
38EF26 
38EF33 
36N480 
38EF32 
38EF34 
38EF27 
36N481 


38EF35 
38EF36 * 
38EF37 
38EF38 * 
38EF40 


oRWG1 
oRWG2 
ORGVS 
SRWG3 
32ZN58 
oRWG4 
oRGV6 
oRGV7 


6LUP3 
6LUP4 
6LUP5 
6LUP6 


4RK88 
4RK89 


SJKH3 


13L283 
Item 
No. 


2EHN4 


Item 
No. 


38CD18 
38CD19 


38EJ47 
38EJ50 
38EJ51 
38EJ52 
38EJ53 


380D20 
38CD24 
380D26 
38CD27 


2639 








PUMPS 






No 16A129 


Pond Fountain and Aeration Systems 


= 1750 rpm for long seal life 
= Saltwater compatible 


Systems contain the pumps and hard- 
ware needed to enhance landscape and 
aquaculture ponds. Fountains add visual 
interest to a commercial or residential 
setting. Aeration helps improve water 
quality, keeps fish alive, and adds oxygen 
for overall pond health. All systems feature 
submerged pumps with a top water intake. 
2-yr. manufacturer’s warranty on 1 to 1 
HP; 3-yr. manufacturer’s warranty on 2 

HP and larger. Lights and adapter kits are 
available on Grainger.com®. All models are 
C-ETL and UL Listed, CSA Certified. 


Aerating Fountain Systems— 
Economical fountains are aesthetically 
pleasing and deliver acceptable oxygen 
transfer. Provide an attractive V display 
while aerating the water. Include float with 
screen, mooring ropes, power cord, and 
control panel. Minimum water depth for 
operation is 15" (38cm). 


Pond Fountains/Aerators & Bilge Pumps 


Decorative Fountain 
Systems—Fountains pass 
water through deflectors for less 
clogging, have 5 to 7 built-in inter- 
changeable spray patterns, and 
include an assortment of nozzles. 
Come complete with power 
control center that is compatible 
with Fountain Lighting Systems 
(sold separately). Include mooring 
lines, float, and bottom screen. 
Minimum water depth for opera- 
tion is 17.5" (44.5cm). 


Surface Aeration Systems— 
They agitate high volumes of 
water at the water surface to 
create maximum air exposure 
and high oxygen transfer. Provide 
up to 3 Ib./oxygen/HP/hr. into the 
water for commercial fish farms, 
retention ponds, and industrial and 
municipal wastewater applica- 
tions. Minimum water depth for 
operation is 15" (38cm). 





Pond Fountain Pump Systems 


Pumps operate in a minimum of 5 ft. of water and draw water from below the 
pond surface; a 6" PVC screen filters mosquitoes, algae, and other vegetation to 
improve aeration and extend motor life. All parts are plastic and stainless steel 
for maximum corrosion resistance. Include foam-filled flotation system and 3 
nozzles for different fountain patterns. 100-ft. cord. Preassembled for simple 


installation. 


Nos. 2VAN2 to 2VAN4 feature a lockable, rainproof control center with internally 
mounted ground fault interrupter, adjustable 24-hr. timers and heat shrink splice 


kit for the motor cable. 


Fountain Lighting Systems—Stainless steel housings with clear lenses can 
be easily installed onto the float to create dramatic nighttime displays. Include 3 
white LED flood lamps, waterproof splice kit, and mounting hardware. 


Full 
Load Spray 
HP Voltage Amps Pattern 


Pond Aerating Fountain Systems 
15V 12 (3) Spray Patterns Sky Cannon 
% F 15 ft. High, Trumpet 13 ft. 
High, Water Lily 15 ft. 

(3) Spray Patterns Sky Cannon 
35 ft. High, Trumpet 20 ft. 
High, Water Lily 22 ft. 

(3) Spray Patterns Sky Cannon 
41 ft. High, Trumpet 22 ft. 
High, Water Lily 24 ft. 


230V 


Ys  230V 8 


1 230V 9.8 


No. of 
Lamps 
Fountain Lighting Systems and LED Light Sets, 120V, 120 Lamp Watts 


Description 


Fountain Lighting System, 100 ft. Cord 
Light Set w/GFI, 100 ft. Cord 

LED Light Set, White 

LED Light Set, Blue 

LED Light Set, Red 

LED Light Set, Green 


2640 GRAINGER. 


ITT 


G9) G9) G9) GO) GO) GO 





Max. Max. 
Spray Spray Item 
Width Height L H No. 
30 ft. 15ft. 14%" 32" 2VJ23 
30 ft. 15 ft. 14%" 32" 2VAN2 
o2ft. 15ft. 20" 34" 2VAN3 
46 ft. 15ft. 20" 39" 2VAN4 
Item 
For Use With No. 
2VAN2, 2VAN3, 2VAN4 3CPW1 
2VJ23 6CCU6 
3CPW1, 6CCU6 3CPV9 
3CPW1, 6CCU6 3CPW2 
3CPW1, 6CCU6 3CPW3 
3CPW1, 6CCU6 3CPW4 


‘ma 





Scan. Order. Done. [= 
Details on page A1. = 


— 


Max. Max. 
Cord Spray Spray Spray Mfr. 
HP Voltage Amps Length Pattern Width Height Model 
Pond Aerating Fountain Systems 
y, 120V__5.6 50 Tt. 15' 5 ft. 2400VFX050 
120V 56 100 ft. 15' 5 ft. 2400VFX100 
4 2073 100 fi 51 —b ft. S400VPX100 
4 i: ia t. 
240V 3.7 100 Tt. V Shaped Pattern 21° 6 ft. 3400HVFX100 
1 120V 11.3 100 ft. 26° 8ft. 4400VFX100 
2 240V 11 100fFt. 32° 8ft. 8400VFX100 
5 240V 20 200Tt. 34° Oft. 5.1VFX200 
Pond Decorative Fountain Systems 
y, 120V_ 6.5 tt. 20' /ft. 3400JF050 
120V 6.5 100ft. 5 Changeable Spray Patterns: 20' /ft. 3400JF100 
120V. 11 =100ft. Linden, Cypress, Willow, 25' 10ft. 4400JF100 
1 240V 5.5 100Tt. Juniper, Sequoia 25' 10ft. 4400HJF100 
120V 11 150Tt. 25 10ft. 4400JF150 
240V 10 100Tt. 46' 22 ft. 8400JF100 
2 240V 10 150ft. 6 Changeable Spray Patterns: 46° 22 ft. 8400JF150 
240V. 10 200ft. 46' 22 ft. 8400JF200 
Linden, Willow, Juniper, 
240V 13.4 100 ft. Redwood. Soriice. Biren 48' 24ft. 3.1JF100 
3  240V 13.4 150 ft. sO PIUE, 48' 24 ft. 3.1JF150 
240V 13.4 200 ft. 48' 24ft.  3.1JF200 
240V 20 100ft. / Changeable Spray Patterns: 90' 26tt 9.1JF100 
5 240V 20 150ft. Linden, Willow, Juniper, Redwood, 50' 26ft 9.1JF150 
240V 20 200Tt. Spruce, Sequoia, Birch 50’ 26ft.  5.1JF200 
Pond Surface Aeration Systems 
y 120 5 50 ft. 4' 1 ft.6" 2400AF050 
120V. 5 100 Ft. 4' 1 ft.6" 2400AF100 
120V. 6.7 50ft. 4' 6" 1 ft.9" 3400AF050 
"oa Pee onn 
240V. 3.4 100ft, ‘9M Flow Of Surface Agitation —A-¢r + g* 3400HAF100 
4 120V_ 11.3 50 ft. 5 2 ft. _4400AF050 
120V_ 11.3 100 ft. a 2 ft. _4400AF100 
2 240V 9  100Ft. 6 3 ft. _8400AF100 
5 240V 18 100ft. 7 3 ft 5.1AF100 


12V Shower 
Drain System 
and Bilge Pumps 


Efficient compact pumps have 
run-dry capability. Plastic housing. 
Use in fresh or salt water. 


Shower Drain System— 
Compact and automatic 12VDC 
system includes 800 gph 
submersible pump with strainer 
and mercury-free float switch, 
plus 1'%-gal. basin. Can connect 
up to 3 hoses. 


Automatic On-Off Bilge— 
Continually sense for the presence 
of water and need no separate 
float switch. Pump impeller oper- 
ates for approximately 1 sec. 
every 2.5 min. If water is present 
the pump runs until all water is 
removed. 





Item 
No. 


137402 
131403 
137404 
13T405 
16A129 
131406 
137410 
137412 


131388 
131389 
13T390 
131391 
16A124 
13T392 
13T393 
13T394 
13T395 
13T396 
131397 
13T398 
13T399 
13T401 


13T413 
137414 
13T415 
137416 
131417 
137418 
131419 
137420 
13T421 
137422 


ssrule 





No. 4P014 





2GWK5 


Nonautomatic Bilge Pumps—Require 
pump control switches (sold separately). 


Bilge Pump Float Switches— 


Environmentally friendly, mercury-free 
switches. Turn on at 2" water level; off 

at 3%". Ignition protected with no battery 
drain. ABS plastic construction with 26"L 
abrasion-resistant wire leads. Nos. 2GWK5 


and 2GWK7 have removable bases. 


No. 2GWK7 has an integral switch cover 


with self-test feature. 


Hose GPMof Max. Hose GPMof Max. 
Outlet Water@0O Head Mfr. Item Outlet Water@0O Head’ Mfr. 
(in.) ft. of Head (ft.) Model No. (in.) ft. of Head (ft.) Model 
Shower Drain System Nonautomatic Bilge 
Ya REC 12.5 98A-GRA 2GWK8 6.0 12 24DA 
Automatic 0n-Off Bilge V4 8.3 11 20DA 
Ya 8.3 11 205A  406R84 13.3 144  20F 
1 18.3 10  27SA 406R86 25.0 10.2 2 
1% 330: 200 D385 4P014 1% 33.3 20.0 10 
33.3 16.0 12 
11% 61.7 235 14A 
63.3 25.0 117A 
2 66./ 26.5 56D 
Wire Mfr. 
Voltage For Use With Gauge Model 
Bilge Pump Float Switches 
Bee neoag — apaaeoanis —— 1 a0 
T2VAC to 24VAC to 32VAC “Tage "No. 14 A, 56D,17A 14 37A-GRA 


Find even MORE on Grainger.com® 


Item 
No. 


406R85 
406R83 
4NX13 
4NX11 
3P998 
4NX12 
3P999 
4P016 
4P012 
Item 
No. 


2GWK9S 
2GWK7 
2GWK6 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” PUMPS 





Find the wf. Find Solutions. Find Great Prices. Pool/Spa Pumps & Pool Filters 
Jetted Tub, Spa, and Swimming Pool Pumps af Dayton] ee GIANT 
= 115/230V Self-Draining Jetted 2-Speed Spa Pumps—Allow low-flow circulation for Little ® 


= Max. liquid temp.: 100°F Tub Pumps—linclude 2 prolonged periods or for high water movement. For use inspas Swimming Pool Cover Pump— 
= ODP motor enclosure sets of each: union collar, and hot tubs. Include 2 sets of each: union collar, adapter, and © Automatic pump removes water from 











= NEMA 56 frame motor adapter, and 0-ring. O-ring. all types of pool covers. 
= 3450 rpm, except cena bet : | 
otal ft. of Head* ax. tem 
Nos. SPXG1 to SPXG3 HP Amps Inlet Outlet 10 20 30 40 Head L W  H_ Brand No. 
are 3450/1725 rpm Above-Ground Pool Pump, Capacitor Start 
% 9.6/4.8 1%" 1% 60 47 29 — 36 1816 63140" 10'%42" Dayton 5PXG4 
Assedcudn {hues tg 1s fp 085 of_1ae_eipe 02, Povton Seas 
corrosion-resistant O/T. 2 1 7 Ye 6°32 10'%2__Dayton 9 
| fal inf 1% 17.3/9 1%" 1%" 77 70 55 38 45 20% 63¥42" 10'%40" Dayton 5PXG7 
blend of glass-reinforced Self-Draining Jetted Tub Pump, Capacitor Start 
thermoplastic. Y~ 8.1/4.5 1%" 1%" 63 49 29 — 34 17%6" 6142" 9%" Dayton 5PXF7 
Vs 1.45.8 1%" 1%" 76 65 51 — 40 173%" 617A." 9%" Dayton 5PXF8 
: 1 145/73. 1%" 1%" 94 77 64 44 43 18%6' 61%." 9%" Dayton 5PXF9 
Above-Ground Pool 1% 7.6/8.9 1%" 1%" 102 92 78 65 51 191%" 617A." 9%" Dayton 5PXGO 
Pumps—lnclude a 4" inte- ‘2:Speed Spa Pump, Capacitor Start/Capacitor Run No. 5PXF9 
; %-Ve 11.5/5,8-3.5/1.9 1%" 1%" 82 68 53 18 41 1632" 61%" 9%" Dayton 5PXG1 +t 
gral hair and lint strainer. 1-% 150/75-391.9 1% 1%" 98 8672 56 46 16%" 614." 9%" Dayton 5PXG2+ 
1%- V6 15.3/7.6-4.4/2.2 1% 1%" 103 91 74 62 51 176" 61%" 9%" Dayton 5PXG3t 
GPH of Water @ 
Operation/Thermal Total ft. of Head* Item 
HP Protection Amps 4) 10 20 L W H Brand No. 
Swimming Pool Cover Pump 
% Automatic 22 1500 1150 216 12" #12” 8%" LittleGiant 4RU62 


* To convert to psi, divide total feet of head by 2.31. f Based on 3450 rpm. 


Commercial Swimming Pool Pumps lf Dayton] 


= Self-priming Cast-lron—Nos. 5PXC2 to Thermoplastic— Item 
= ODP motor enclosure 5PXC5 include a built-in over- Feature an integral a 
=» 3450 rpm sized suction trap and integral hair and lint strainer. SPXC6, SPXC7, pyro 
Finn hacl erwin Closed 5PXC8, 5PXC9 
Bronze—Semiopen strainer basket with easy-access = Close . 5PXD0, 5PXD1 ~~ SPXF3 
bronze impellers. For lid. For optional strainers to thermoplastic SPXD2, SPXD3,  Epyeg 
optional strainers, see NOS: SPXC6 to SPXC9, 5PXDO, impellers (except Exe aD 
and 5PXD1, see Pump Strainer No. 5PXE7 5PXD8, 5PXD9 _-OPXFS 


Pump Strainer table on 








this page table on this page. is Noryl®) SEAED, EAE SERS 
Inlet/ Max. 
ree 4 gts GPM of Water @ Total ft. of Head* qo eueuen aoe 7 " ‘ 
otor ea ift emp. tem 
A ts Voltage Amps (in.) Type Frame 20 30 40 50 60 70 80 (ft.) —_(ft.) (°F) (in.) (in.) (in.) No. 
% 115/230 92/47 1%x1% Cap. Start 56Y 43 298 141 — — — — 43 6 180° 131%46 6'%6 8'%46 5PXD2 
cz 115/230 11.558 1%x1% Cap. Start 56Y 547 416 257 — — — — 48 6 180° 14% ~=61%6 81%6 5PXD3 
1 115/230 145/773 1%x1% Cap. Start 56Y 648 531 388 182 — — — 51 6 180° 15% 6%6 81%6 5PXD4 
1% 115/230 19/9.5 TAx1% Cap. Start SOY 048 717 551 331 — — — 56 6 180° 1646 6'%6 8146 5PXD5 
2 115/230 19.5/9.7 2x2 Cap. Start/Cap.Run 56Y 112 99 82. 503 — — — 60 6 180° 1646 61%6 846 5PXD6 
2 208-230/460  6.6-6.2/3.1 2x2 3-Phase 56Y 112 99 82. 58.3. — — — 60 6 180° 16%6 6'%6 846 5PXD7 
3 208-230/460 9.8-9.3/465 2x2 3-Phase 182Y 137.2 127.7 107.8 853 543 26 — 77 6 180° 16'%46 10% 12 5PXD9 
3 230 14.5 2x2 Cap. Start/Cap.Run 182Y 137.2 1277 1078 853 543 26 — if 6 180° 1846 10% 12 5PXD8 
5 208-230/460  15.8-15/75 3x3 3-Phase 182Y 257.9 243.2 2261 2058 182.3 153.3 1241 100 6 180° 20.~=— 10% ~#=812 5PXE1 
ie 230 21.5 3x3 Cap. Start/Cap.Run 182Y 257.9 2432 2261 2058 182.3 153.3 1241 100 6 180° = 20.~=6 10% + #12 ‘5SPXEO 
ast-lron 
% 115/230 94/48 1%x1% Cap. Start 56Y 442 316 155 — — — — 43 20 160° 19 6% 10% 5PXC2 
Ys 115/230 11.558 1%x1% Cap. Start 56Y 51.8 41.5 26 48 — — — 51 20 160° 195% 6% 10% 5PXC3 
1 115/230 16/8 TAx 1% Cap. Start 56Y 62.3 53.5 423 281 92 — — 63 20 160° 20%6 6% 10% 5PXC4 
1% 115/230 19.510 1%x1% Cap. Start 56Y 695 614 517 401 266 59 — 71 20 160° 21 ~S «6% ~=—* 105% ~—s BS PXC5 
2 115/230 22/11 2x2 Cap. Start/Cap.Run 182Y 141.2 1257 1109 938 758 524 — 73 25 104° 21S 9% ~=— 12% = PXC6 
2 208-230/460 7.0-6.6/3.3 2x2 3-Phase 182Y 141.2 125.7 110.9 938 758 524 — 73 25 104° 19S 9% = 12% += PXC7 
3 208-230/460 9.8-9.3/46 2x2 3-Phase 182Y 1768 1648 151.9 1381 1226 1059 865 93 25 104° 1954 «9% = 12% += PXC9 
3 230 16 2x2 Cap. Start/Cap.Run 182Y 1768 1648 151.9 1381 1226 1059 865 93 25 104° 21S 9% ~=— 12% = BPXC8 
5 208-230/460  15.8-15/75 3x3 3-Phase 182Y 217.8 210.2 198.7 1883 175.1 162.5 148.3 123 25 104° 22%" 9% ~—«12% ~—«SPXD1 
230 22.3 3x3 Cap. Start/Cap.Run 182Y 217.8 2102 1987 1883 1751 1625 1483 123 25 104° «22% ~=—«9% = 12% += PXDO 
Thermoplastic 
% 115/230 96/49 1%x1% Cap. Start 56Y 45 39 316 236 #812 — — 60 10 102° 23%6 10 141%6 5PXE2 
Ys 115/230 11.558 1%x1% Cap. Start BOY 59.3 53 454 381 #283 — — 65 10 102° 24-—S ss 10~—1413%46 ~=SPXE3 
1 115/230 18.8/99.5  1%x1% Cap. Start 56Y 79 745 678 52 42 28 — 81 10 102° 245% ~=10 141%6 5PXE4 
1% 115/230 19.4/9.7 1%x1% Cap. Start 56Y 90.9 822 726 612 #47 32 — 2 10 102° 255% 10 141%46 5SPXE5 
2 115/230 20.6/10.2 2x2 Cap. Start/Cap.Run 56Y 1018 933 839 732 601 396 — 73 15 102°. 255 10 11.75 5SPXE6 
2 208-230/460  6.6-6.2/3.1 2x0 3-Phase 56Y 1018 933 839 732 601 396 — 73 10 102° 261%6 10 141%6 5PXE7 
3 208-230/460 9.8-9.3/465 2x2 3-Phase 182Y 155.7 1528 141.7 1294 1141 983 813 96 10 102° 29%6 11%6 155% 5PXE9 
3 230 16 2x2 Cap. Start/Cap.Run 182Y 1557 1528 141.7 1294 1141 983 813 96 10 102° 30% =#11%6 155% 5PXE8 
5 208-230/460 151-1417 3x3 3-Phase 182Y 217.3 215.5 213.2 205 190.9 175.9 158.2 127 10 102°. 30% =#11%6 155% 5PXF1 
5 230 22.3 3x3 Cap. Start/Cap.Run 182Y 217.3 2155 2132 205 190.9 175.9 1582 127 10 102° 32% «#11%6 15% 5SPXFO 
* To convert to psi, divide total feet of head by 2.31. 
Pool Filters action allows selection of valve operation. Top diffuser ¥& D r 
ensures even water distribution over the sand bed. ayton 
ieolaias vert one = Max. pressure: 28 psi, except No. 4VMP3 is 36 psi 
x. water temp.: 
: “ el aa “for maintaining a clean and sani. REPLACEMENT CARTRIDGE FILTER ELEMENTS 
asy to install and ideal for maintaining a clean and sani- _. 
ee g ; Filter out dirt and particles, easy to clean. Even pleats Replacement 
tary swimming pool and spa environment. Resist UV light allow better filtering Cartridge 
and suitable for indoor or outdoor use. Filter 
Pool Filter Filter 8-hr. Inlet/ Sand Elements 
Cartridge—For residential and commercial pools and Cap. Height Dia. Area Total Turnover Outlet Required Item Item 
(gal.) (in.) (in.) (Sq. ft.) (gpm) (gal.) (in.) — (Ib.) No. No. 
spas, from 9000 to 65,000 gal. Easy-to-read pressure Cartridge Filters 
gauge. 9.000 20% 8% 49.8 50.2 24092 1% —  4VIN4)  4VMP5 
; ve 3516 8% 75.3 748 35,927 1% — 4VMNG 4VMP6 
= Max. pressure: 40 psi g5.000 42% 8% 101.0 100.8 48,396. 2 = — —4VMN7|_ 4VMP7 
, a ae m~ 49% 8% 147.6 1471 70,587 2 — ~~ 4VMN8)4VMP8 
Sand—Easily maintained filters for residential in-ground ‘Sand Filters 
16,000 33% 20% 24 47.5 22800 1% 187 4VMP1 — 
and above-ground pools, from 16,000 to 48,000 gal. io 37% 24"%6 3.3673 32.304 1% 320 4VMP2,__ — 
Filter rotates 360° for easy installation. Simple lever 48,000 43 28% 44 888 42600. 2 474 +4VMP3) — No. 4VMN4 No. 4VMP2 
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PUMPS 
General Centrifugal Pumps 





= 3450 rpm motors; NEMA 56J frames 
= Max. temp.: 200°F 

= Max. viscosity: 100 SSU 

= 4-position rotation 


Pumps have continuous-duty motors for high- 
flow or high-head applications, with mechanical 
seals and side and bottom housing drain plugs. 
Designed for general transfer, boiler feed, 
condensate return, water circulation, irrigation, 
cooling towers, filtration, and pressure boosting. 
1-phase motors are capacitor-start and have 
internal thermal protection. 3-phase units do not 
have overload protection and require a pump 
control box, sold separately. 

Pedestal pumps can be driven by pulley or 
directly coupled to a motor. 





GPM @ Head ft. Max. 
HP Max. Best* Head (ft.)T 
High Flow Performance 
V3 41 @10 0 @ 26 
Yo 67 @ 10 38 @ 2/ 
72 @ 10 47 @ 36 
75 @ 38 
72 @ 44 
70 @ 52 
95 @ 5/7 


GPM @ Head ft. 
HP Max. Best* 
High Head Performance 
Y 42 @ 10 29 @ 47 
Yq 93 @ 10 33 @ 59 
34 @ 70 
04 @ 7/0 


04 @ 70 
10 @ 72 


10 @ 40 
10 @ 40 
22 @ 50 
29 @ 50 
40 @ 60 
10 @ 70 
39 @ /0 


4 
1 88 @ 10 


99 @ 10 
94 @ 10 
94 @ 10 
107 @ 10 


1% 119 @10 
2 122 @ 10 
3 170 @ 10 





eee: 
Straight Centrifugal Pumps and Pedestal Pumps 





Scan. Order. Done. 
Details on page A1. 


Wil 





HOUSING MATERIALS 


Cast lron—High-flow pumps have cast-iron housing and 
impellers, with Buna N, carbon, ceramic, and stainless steel 
mechanical seals. High-head pumps have Viton®, carbon, 
ceramic, and stainless steel mechanical seals. 


Bronze—High-flow pumps have bronze housing and 
impeller, with Buna N, carbon, ceramic, and stainless steel 
mechanical seal. High-head pumps have bronze housing, 
Stainless steel impeller, and Viton®, carbon, ceramic, and 
stainless steel mechanical seals. 


Stainless Steel—Stainless steel housing and impeller, with 
Viton®, carbon, ceramic, and stainless steel mechanical seals. 


Cast Iron, Brass Impeller—Cast-iron body with brass 
impeller. Seals are made from Viton®, carbon, ceramic, and 
Stainless steel. 


Max. Shaft Max. Min. Item 
Head (ft.)T Seal Material Size (in.) Temp. (°F) Temp. (F) _No. 
Replacement Pump Shaft Seals 
Buna, Carbon, Ceramic %e 160 -20 3ACE6 
Viton, Carbon, Ceramic 78 250 40 3ACE7 
Viton, Silicon Carbide %e 250 40 3ACE8 


STRAIGHT CENTRIFUGAL PUMPS 


PEDESTAL PUMPS, NO MOTOR 











Cast-lron Bronze Stainless Steel Cast Iron Bronze Stainless Steel 
Item Item Item Item Item Item 
dts: Ej Motor Enclosure Voltage Amps Inlet Size Outlet Size No. No. No. No. No. No. 
igh Flow 
Ys Open Dripproof 115/230V AC (5/38 TinNPT %inNPT | 2ZWN9 — — 2ZWX3 — — 
V3 Open Dripproof 120/240V AC 1.5/3.8 TinNPT = %4in NPT — 2ZWR4 2ZWT8 — 2ZWY1 2ZWY8 
Y Open Dripproof 120/240V AC 8.4/4.8 1%inNPT 1 in NPT 2ZWP1 2ZWR5 2ZWT9 — 2ZWY2 2ZWY9 
V2 Open Dripproof 208 to 240/480V AC 1.8-1.7/0.9 1%inNPT 1 in NPT 2ZWP2 + 2ZWR6 it 2ZWU1 ft — 2ZWY2 + 2ZWY9 + 
a Open Dripproof 120/240V AC 11.3/5.6 1%inNPT 1 in NPT 2ZWP3 2ZWR/ 2ZWU2 2ZWX5 2ZWY3 2ZWZ1 
4 Open Dripproof 208 to 240/480V AC 2.7-2.5/1.2 1¥%inNPT 1 in NPT 2ZWP4 ¢ 2ZWR8_ it 2ZWU3_ t 2ZWX5 t+ 2ZWY3 2Z2WZ21 + 
1 Open Dripproof 120/240V AC 14.4/7.2 1%inNPI 1%inNPI| 2ZWP5 2ZWR9 2ZWU4 2ZWX6 — 2ZWZ2 
1 Open Dripproof 208 to 240/480V AC 3.7-3.2/1.6 1%inNPT 1%inNPI, 2ZWP6 + 2ZWT1 + 2ZWU5 +t 2ZWX6 ot — 2Z2WZ2 + 
1% Open Dripproof 120/208 to 240V AC 17.0/9.0-8.5 1%inNPI 1%inNPI| 2ZWP7 — — 2ZWX7 — — 
1% Open Dripproof 208 to 240/480V AC 4.4-3.9/2.0 1%inNPT 1%inNPI, 2ZWP8 + 2ZWT3 + 2ZWU7 +t 2ZWX7 + 2ZWY5 + 2Z2WZ3 + 
1% Open Dripproof 120/208 to 240V AC 17/9.0-6.4 1 %inNPT 1%in NPT — 2ZWT2 2ZWU6 — 2ZWY5 2ZWZ3 
2 Totally Enclosed Fan-Cooled 120/208 to 240V AC 16.6/9.4-8.3 1%inNPT 1%inNPT | 2ZWP9 2ZWT4 2ZWU8 2ZWX8 2ZWY6 2ZWZ4 
2 Totally Enclosed Fan-Cooled 208 to 240/480V AC  6.0-5.8/2.9 1¥%inNPI 1%inNPTI| 2ZWR1 + 2ZW15 + 2ZWU9 ft 2ZWX8 + 2ZWY6 + 2Z2W2Z4 + 
a] Totally Enclosed Fan-Cooled 240V AC 12.5 2inNPI 1%inNPT,| 2ZWR2 — — 2ZWX9 — —— 
3 Totally Enclosed Fan-Cooled 208 to 240/480V AC  8.3-7.6/3.8 2inNPT 1%inNPT| 2ZWR3 + 2ZWT7 + 2ZWX2 + 2ZWX9 + 2ZWY7 + 2ZWZ5 + 
3 Totally Enclosed Fan-Cooled 240V AC (12.5 2inNPT 1 %inNPT — 2ZWT6 2ZWX1 — 2ZWY7 2ZWZ5 
STRAIGHT CENTRIFUGAL PUMPS 
Cast-Iron 
Cast-Iron Brass Impeller Bronze Stainless Steel 
Item Item Item Item 
atch Head Motor Enclosure Voltage Amps Inlet Size Outlet Size No. No. No. No. 
igh Hea 
Vp Open Dripproof 120/240V AC 8.4/4.8 1 Y% in NPT 1 in NPT 2ZXJ1 2ZXL7 2ZWZ6 2ZXK4 
Yo Open Dripproof 208 to 240/480V AC 1.8-1.7/0.9 1 Y% in NPT 1 in NPT 2ZXJ2_—st¢ 2ZXL8_ + 2Z2WZ7 + 2ZXK5_ ot 
Sa Open Dripproof 120/240V AC 11.0/5:6 1 Y% in NPT 1 in NPT 2ZXJ3 2ZXL9 2ZWZ8 2ZXK6 
4 Open Dripproof 208 to 240/480V AC 2./-2.5/1.2 1 Y% in NPT 1 in NPT 2ZXJ4_¢ 2ZXN1_ + 2ZWZ9 + 2ZXK7_ st 
1 Open Dripproof 120/240V AC 14.4/7.2 1 Y% in NPT 1 in NPT 2ZXJ5 2ZXN2 2ZXA1 2ZXK8 
1 Open Dripproof 208 to 240/480V AC 3./-3.2/1.6 1 Y% in NPT 1 in NPT 2ZXJ6—¢ 2ZXN3_ st 2ZXA2_ t 2ZXK9_ + 
1% Open Dripproof 120/240V AC 13.5/6.4 1% in NPT 1 Y% in NPT 2ZXJ7 2ZXN4 2ZXA3 2ZXL1 
1% Open Dripproof 208 to 240/480V AC 4.4-3.9/2.0 1% in NPT 1 Y% in NPT 2ZXJ8_ ¢ 2ZXN5- t+ 2ZXA4_ ft 2ZXL2_¢ 
2 Totally Enclosed Fan-Cooled 120/240V AC 16.6/8.3 1% in NPT 1 Y% in NPT 2ZXJ9 2ZXN6 2ZXA5 2ZXL3 
2 Totally Enclosed Fan-Cooled 208 to 240/480V AC 6.0-5.8/2.9 1% in NPT 1 Y% in NPT 2ZXK1_ + 2ZXN7_ + 2ZXA6_ tf 2ZXL4_ + 
3 Totally Enclosed Fan-Cooled 240V AC -/12.5 1% in NPT 1 Y% in NPT 2ZXK2 — 2ZXA7 2ZXL5 
3 Totally Enclosed Fan-Cooled 208 to 240/480V AC 8.3-/.6/3.8 1% in NPT 1 Y% in NPT 2ZXK3_—t¢ 2ZXN9_ + 2ZXA8_ t 2ZXL6—t¢ 
] Totally Enclosed Fan-Cooled 240V AC 12:5 1% in NPT 1 Y% in NPT — 2ZXN8 — — 
* Use "Best gom @ Head ft." for optimum performance. f To convert to psi, divide total feet of head by 2.31. Performance data at 3450 rpm. f 3 phase. 
Pump Repair Kits for Straight Centrifugal and Pedestal Pumps lef Dayton| 
Kits contain O-ring, seal, impeller with shim kit, washer, screws, nuts, and lock washers to maintain the centrifugal pumps specified. 
Item Item Item 
For Use With No. For Use With No. For Use With No. 
2ZWN9Y 211G36 2ZWX1, 2ZWX2 211G73 2ZXA3, 2ZXA4, 2ZXA5, 2ZXA6 21TG96 
2ZWP1, 2ZWP2 211G37 2Z2WX3 211G75 2ZXA/, 2ZXA8 21THO1 
2ZWP3, 2ZWP4 211G39 2ZWX5 211G77 2ZWZ6, 2ZWZ/ 21THO3 
2ZWP5, 2ZWP6 217TG41 2ZWX6 211G78 2ZWZ8, 2ZWZ9 21THO5 
2ZWP7/, 2ZWP8 2171G43 2ZWX/ 211G79 2ZXA1, 2ZXA2 21THO7 
2ZWP9, 2ZWR1 21TG45 2ZWX8 21TG80 2ZXJ/, 22X38, 2ZXJ9, 2ZXK1_ —-21THO9 
2ZWR2, 2ZWR3 211G47 2ZWX9 211G81 2ZXK2, 2ZXK3 21TH13 
2ZWR4 21TG49 2ZWY1 21TG82 22XJ1, 22X32 21TH15 
2ZWRb, 2ZWR6 21TG50 2ZWY2 211G83 22XJ3, 2ZXJ4 21TH17 
2ZWR/, 2ZWR8 217TG52 2ZWY3 21TG84 22XJ5, 2ZXJ6 21TH19 
2ZWR9Y, 2ZWT1 211G54 2ZWY5 211G86 2ZXL1, 2ZXL2, 2ZXL3, 2ZXL4_—-21TH21 
2ZW12, 2ZW13 21TG56 2ZWY6 211G87 2ZXL5, 2ZXL6 21TH25 
No. 21TG39 2Z2W14, 2ZW15 217TG58 2ZWY7/ 211G88 2Z2XK4, 2ZXK5 21TH27 
2ZWI16, 2ZWT/ 21TG60 2ZWY8 21TG89 2ZXK6, 2ZXK/ 21TH29 
2ZW18 21TG62 2ZWY9 21TG90 2ZXK8, 2ZXK9 21TH31 
2ZW19, 2ZWU1 21TG63 2Z2WZ1 21TG91 2ZXL9, 2ZXN1 21TH34 
2ZWU2, 2ZWU3 21TG65 2Z2WZ2 21TG92 2ZXN4, 2ZXN5, 2ZXN6, 2ZXN/_ 21TH35 
2ZWU4, 2ZWU5 211G67 2Z2W23 21TG93 2ZXN8, 2ZXN9 21TH39 
2ZWU6, 2ZWU7 21TG69 2ZWZ4 211TG94 2ZXN2, 2ZXN3 21TH42 
2ZWU8, 2ZWU9 211G71 2ZWZ5 21TG95 2ZXL/, 2ZXL8 21TH44 
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PUMPS 


General Centrifugal & Center-Discharge Pumps 





@GOULDS 


WATER TECHNOLOGY 


Centrifugal Pumps 


= 3500 rpm TEFC motors; 


NEMA 56J frames 
= Max. temp.: 212° 


HP 
% 


Ys 
1 
1% 


Se ee ee ee ee ee a a a 


— — 


3 


5 


Ya in NPT 
Yin NPT 
Yin NPT 
Ya in NPT 
Yin NPT 
Ya in NPT 
Yin NPT 
Ya in NPT 
Yin NPT 
Y in NPT 
2 in NPT 

Ya in NPT 
Yin NPT 
2 In NPT 





1% in NPT 


2 In NPT 


Inlet Size Outlet Size 


1 in NPT 
1 in NPT 
1% in NPT 
1 in NPT 


1 in NPT 
1% in NPT 
12 in NPT 


1% in NPT 
1% in NPT 
1% in NPT 
1% in NPT 


Compact design mounts horizontally or vertically to fit into tight spaces. Corrosion- 
resistant 316 stainless steel housing with silicon carbide, Viton®, and stainless steel 


seals. Casing and adapter have NPT centerline connections with easily accessible 
drain, prime, and vent connections with stainless steel plugs. Designed for air scrub- 
bers, chillers, filtration, liquid transfer, pressure boosting, spray systems, and water 


circulation applications. 


Best Efficiency 
Range GPM @ Head* 

17.9 to 37.5 gom @ 66 to 39 ft 
20 to 40 gom @ 81.5 to 53 ft 

48 to 68 gom @ 42 to 32 tt 
22.9 to 42.5 gom @ 96 to 68 ft 

98 to /8 gom @ 50 to 44 ft 
25 to 45 gom @ 113 to 82 ft 

62 to 82 gom @ 69 to 56 ft 
28 to 48 gom @ 132 to 100 tt 
28 to 48 gom @ 132 to 100 tt 

65 to 85 gom @ /5 to 64 ft 
84 to 104 gom @ 60 to 92.5 tt 
28 to 48 gom @ 132 to 100 ft 

73 to 93 gom @ 92 to 81 ft 
95 to 105 gpm @ 74 to 66.5 ft 
82 to 102 gom @ 114 to 101 ft 
114 to 134 gpm @ 94 to 88 ft 


Max. 
Headt 
(9 tt 


110 ft. 


Voltage 
120/240V AC 
120/240V AC 
120/240V AC 
120/240V AC 


TDO/P40V AC 


1-PHASE 


136768 
184792 
087104 


Mfr. 
Model 
1ST104E4 
1$11D4D4 
1ST1E4C4 
1ST1F4B4 


TSTIGAA 


Item 
No. 
6NZL6 
6ONZL7 
6NZL8 
6NZL9 


6NZNO 


Voltage 
208 to 240/480V AC 
208 to 240/480V AC 
208 to 240/480V AC 


308 to DA0/4S0V AC 
508 to P40/480V AC 
508 to P40/480V AC 


208 to 240/480V AC 
208 to 240/480V AC 
208 to 240/480V AC 
208 to 240/480V AC 
208 to 240/480V AC 
208 to 240/480V AC 
208 to 240/480V AC 
208 to 240/480V AC 


No. 6NZL6 


— — 





ABO 
RO 
“yp 


PRR WWOO  [poprir 


sd bed 
oon 


LSD 
WWOWMIMM WANO |amiv 


GI GIOKOKODD|G) |GYOVA) | eoco/n 
DIN PPD DDD 
— —t CO CO 00) GO) GOD 


DX) oD) on A A 


oOo 
~~ 


Mfr. 
Model 
1ST105E4 
1$11D5D4 
2911F9JS4 


OSTIEOEA 


1ST1F9B4BM 


201 1F9D4 


1ST1G9A4 
2911G9F4 
3911G9C4 
1STTH9A4 
201 1H9D4 
391 1H9C4 
2911J9G4 
3511J9C4 


6NZN2 
92XG28 


52XG29 
5 XG26 
5 XG30 


o21W78 
o2TW79 
921W80 
92XG2/ 
92XG31 
92XG33 
92XG32 
92XG34 


* Use "Best Efficiency Range GPM @ Head" for optimum performance. ¢ To convert to psi, divide total feet of head by 2.31. Performance data at 3500 rpm. 


‘a 


High-Volume, Straight Center-Discharge Pumps 


= 3-phase, except Nos. 4ZA37 and 4ZA51 are single phase 

= 3450 rpm motors, except Nos. 4ZA37, and 4ZA51 are 3500 rpm 

= TEFC motor enclosures 

Pumps feature continuous-duty motors with enclosed impellers, 4-position port rotation, 
replaceable case ring, and easy-access housing drain plugs. Suitable for process applications, 
dewatering, irrigation, chemical transfer, decorative water features, and other industrial applica- 
tions. Pumps do not have overload protection and require a pump control box, sold separately. 
Replacement seals are available on Grainger.com®. 


Cast-Iron Wetted Materials—Cast-iron housing; bronze impeller. Seals are Buna N, stainless 
steel, carbon, and ceramic. 






No. 12A056 
Stainless Steel Wetted Materials—Stainless steel housing and impeller. Seals are Viton®, 
Stainless steel, carbon, and ceramic. 


Naval Bronze Wetted Materials—Naval bronze housing with naval bronze impeller. Seals are 
stainless steel, Buna N, carbon, and ceramic. 


STAINLESS; NAVAL 

CAST-IRON | STEEL BRONZE 
Best Efficiency Max. Item Item Item 
HP Voltage Amps Frame Inlet Size Outlet Size Range GPM @ Head* Head+ No. No. No. 
1 120/240V AC 14.8/7.4 A8Y 1% NPT 1 NPT 23 to 48 gpm @ 98 to 54 ft 113 ft. 4RU78 _ _ 
D 208 to 240/480V AC 0.6-0.2/2.6 145JM 2% NPT 2 NPT 83 to 120 gpm @ 53 to 41 ft 63 ft. 12A056 12A057 _ 
208 to 240/480V AC 0.6-0.2/2.6 145JM 2 NPT 1% NPT 83 to 120 gpm @ 53 to 41 ft 63 ft. 12A054 12A055 _— 
2% 208 to 240/480V AC 1.0735 o6Y 2 NPT 1% NPT 90 to 65 gom @ 115 to /5 ft 142 ft. 4RJ68 _ _ 
208 to 240/480V AC 8.2-7.4/3.7 182JM 2 ¥% NPT 2 NPT 97 to 131 gpm @ 72 to 62 ft 84 ft. 12A062 12A063 _ 
208 to 240/480V AC 8.2-7.4/3./ 182JM 2 NPT 1% NPT 97 to 131 gpm @ 72 to 62 ft 84 ft. 12A058 12A059 _ 

3 208 to 240/480V AC 8.2-7.4/3./ 182JM 2 Y2 Flange 2 Flange 97 to 131 gpm @ 72 to 62 ft 84 ft. 12A060 t | 12A061 _ 
240V AC 12.5 o6J 2 ¥2 NPT 2 NPT 100 to 160 gpm @ 78 to 60 ft 87 ft. 4ZA37 _ _— 
240V AC 12.5 o6J 2 Yo NPT 2 NPT 100 to 160 gpm @ 78 to 60 Tt. 87 ft. _ 4ZA51 _ 

208 to 240/480V AC 13.4-12.6/6.3 184JM 2 Y2 Flange 2 Flange 123 to 188 gpm @ 90 to 68 ft 110 ft. 12A068 t | 12A069 _ 
5 208 to 240/480V AC 13.4-12.6/6.3 184JM 2 NPT 1% NPT 123 to 188 gpm @ 90 to 68 ft 110 ft. 12A066 12A067 _ 
208 to 240/480V AC 13.4-12.6/6.3 184JM 2 Flange 1% Flange 123 to 188 gpm @ 90 to 68 ft 110 ft. 12A064 12A065 _ 
208 to 240/480V AC 13.4-12.6/6.3 184JM 2% NPT 2 NPT 123 to 188 gpm @ 90 to 68 ft 110 ft. 12A070 12A071 12A072 
208 to 240/480V AC 18.8-17.8/8.9 184JM 2 NPT 1% NPT 110 to 136 gpm @ 138 to 102 ft 150 ft. 12A073 12A074 _ 
7% 208 to 240/480V AC 18.8-17.8/8.9 184JM 2% NPT 2 NPT 110 to 136 gom @ 138 to 102 ft 150 ft. 12A075 12A076 _ 
208 to 240/480V AC 18.8-17.8/8.9 184JM 3 NPT 2% NPI 210 to 315 gpm @ 82 to 64 ft 94 ft. 12A077 12A078 _— 
10 208 to 240/480V AC 25.6-24.4/12.2 215JM 2% NPT 2 NPT 147 to 171 gpm @ 138 to 101 ft 190 ft. 12A079 12A080 _ 
208 to 240/480V AC 25.6-24.4/12.2 215JM 3 NPT 2% NPT 22/ to 333 gpm @ 102 to 82 ft 112 ft. 12A081 12A082 12A083 
19 240/460V AC 34.6/17.3 215JM oNPT. 2% NPT 221 to 380 gpm @ 133 to 99 ft 140 ft. 12A084 12N805 _ 


* Use "Best Efficiency Range GPM @ Head" for optimum performance. + To convert to psi, divide total feet of head by 2.31. t Requires standard 125 psi cast-iron flanges. 


* ; 
Pedestal Pumps for Direct or Pulley Drives 


= Max. casing pressure: 150 psi Pumps are suitable for use in chemical processing, liquid transfer, pressure boosting, 
= Max. liquid temp: 180°F (except and circulating heated or chilled water. 
Nos. 10X669 and 10X670 are 200°F) 


Pumps operate at speeds up to 4000 


Housing Material 


STAINLESS 
STEEL (CAST-IRON 





GPM of GPM of GPM of BRONZE 
rom. Feature durable, permanently lubri- Hil ee Se @ Ue a @ “6 aon @ “s Max. item _ _ 
N_ ai eq. Inlet Outlet ft. ofHead+ ft. ofHead+ ft. ofHead+ Hea 0. 0. 0. 
cated, sealed ball bearings, /a"-dia. 316 “y7—Fyj5— #3 55.7 49.5 37.6 103 ft.| 410X667 140X669 | 10X671 
Stainless steel shaft, and Type 21 Viton® 5 1h TK 104 96 82 135 ft. | 10X668 | 10X670 | 10X672 
mechanical seals. Motor sold separately. + To convert to psi, divide total ft. of head by 2.31. Performance data at 3450 rpm. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2643 





PUMPS 
General Centrifugal Pumps 


Scan. Order. Done. 
Details on page A1. 





Inlet 
Size 
3 1%in NPT 1 in NPT 
1%in NPT 1 in NPT 
1% in NPT 1% in NPT 
Y 1 %inNPT 1 Yin NPT 


HP 


1%in NPT 1 


Outlet 
Size 


in NPT 


1% in NPT 1% in NPT 


% Thin NPT 1 


in NPT 


1% in NPT 1% in NPT 


1 Vin NPT 4 
1 in NPT 1 % in NPT 
TVin NPT 1 


1% 


in NPT 
in NPT 


2 1 %in NPI 1% In NPT 


2 In NPT 
3 _2inNPT 
3 In NPT 
5 —2!n NPT 
3 In NPT 
2 In NPT 
3 In NPT 


72 


Y% in NPT 
Yin NPT 
Y% in NPT 
Yin NPT 
Y% in NPT 
Yin NPT 
¥% in NPT 


NANAINA 


4 in Flange 3 in Flange 
2iInNPT 1 %in NPI 

10 3inNPT 2 %in NPT 
4 in Flange _3 in Flange 


15 45 


2inNPT 1% in NPT 
in Flange 3 in Flange 





20 2inNPT 1 Yin NPT 


Inlet 


HP _ Size 


Outlet 
Size 


yy) “in NPT 1 in NPT 
1% in NPT 1in NPT 
1% in NPT 1 in NPT 
Ya 1% in NPT 1 %4 in NPT 
1% in NPT1 % in NPT 
1% in NPT 1 in NPT 
1 1% in NPT1 %4 in NPT 


2 in NPT 


1 in NPT 


1% in NPT 1in NPT 
412 in NPT1 % in NPT 


1% in NPT1 % in NPT 90 


2 in NPT 


1 in NPT 


1% in NPT 1 in NPT 
2 1% in NPT1 % in NPT 


2 in NPT 
2 in NPT 
2 in NPT 
3 2 in NPT 
2 in NPT 
2 In NPT 
3 in NPT 
2 in NPT 
2 in NPT 
5 2 in NPT 
2 in NPT 
2 in NPT 
3 in NPT 
2 in NPT 
2 in NPT 


es 70 NPT 


1 in NPT 
1 in NPT 
1 in NPT 
1 in NPT 
1% in NPT 
1 2 in NPT 
2 Yin NPT 
1 in NPT 
1 in NPT 
1 in NPT 
1 in NPT 
1% in NPT 
2 Y2 in NPT 
1 in NPT 
1% in NPT 
2 Ya in NPT 


4 in Flange 3 in Flange 


2 in NPT 
2 in NPT 
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= 300 series stainless steel 
shaft and sleeve 
= Mechanical shaft seal with stainless 
steel, Buna N, carbon/ceramic parts 
= Max. liquid temp.: 212°F (100°C) 
Pumps have continuous-duty motors to 
handle liquid transfer, water circulation, 
booster service, irrigation, spray system, 
jockey pump, and other general-purpose 
pumping applications. Close-coupled design 
has back pull-out for easy maintenance. 
Vent and drain plugs in all positions. Piping 
is female thread (NPT), except for 3" outlets 


Straight Centrifugal Pumps 


= Cast-iron housing, bronze impeller 


Z 


GOULDS 


WATER TECHNOLOGY 


3- to 20-HP motors: Max. case working 
pressure is 175 psig; max. suction pressure 
is 100 psig; discharge can be rotated in 90° 
increments. Renewable bronze wear ring. 
Blue baked-on electrocoat paint finish. 


Y3- to 2-HP motors: Max. case working pres- 
sure is 125 psig, except as noted below; 
discharge can be rotated in 45° increments, 
except as noted below. Motors are 3500 
rpm with NEMA 56J frame, except ODP 

No. 3CCV8 is 3500/2900 rpm, 90° incre- 
ments; TEFC Nos. 49UU60, 2VRU5, 49UU50, 
and 2VRU1 are 3450 rpm with NEMA 143 
frame, 4 position increments; and TEFC 


Oy Eee which are 12516 ANSI flat-faced flanges. No. 3CCV7 3500/2900 rpm, 90° increments. 
3-phase pumps do not have overload Note: Nos. 1N497, 53DL78, 3CCU7, and 49UU50 have 
protection, which must be provided in starter a high head impeller. 
units, sold separately. Pump control box sold 
separately. 
1-PHASE, ODP (OPEN DRIPPROOF) 3-PHASE, ODP (OPEN DRIPPROOF) 

Max. GPM Min. GPM Best Efficiency; Max. Mfr. Item | Max. Mfr. Item 
@ Head @ Head GPM @ Head*| Headt Voltage Amps Model No. |Headt Voltage Amps Model No. 
29@20ft. 10@37ft. 20@30ft. | 40ft.  120/240V AC 10.8/5.4 _-1BF40312 1N524) 40 ft. 208 to 240/480V AC 2.0-1.9/0.95 1BF40334 1N523 
37 @20ft. 10@48ft. 22 @40ft. | 52ft. —120/240V AC 10.8/5.4 _-{BF10312 1N544) 52 ft. 208 to 240/480V AC 2.0-1.9/0.95 1BF10334 1N543 
60@i7ft. 20@28ft. 42@22ft. | 20ft. 120/240VAC —*10.8/5.9-5.4 2BF40512 1N502) 29 ft. 208 to 240/480V AC 2.6-2.4/1.2 2BF40534 1N507 
66@20ft. 20@34ft. 50@30ft. | 36ft  120/240VAC —-10.8/5.9-5.4 2BF10512 1N520/ 36 ft. 208 to 240/480V AC 1.8-1.8/85 2BF10534 3CCV8 
43 @20f. 10@57ft. 25@47ft. | 6O0ft  120/240VAC  —*10.8/5.9-5.4 1BF10512 1N542| GO ft. 208 to 240/480V AC 2.6-2.4/1.2 {BFI0534 1N541 
80@ 30ft. 20@52ft. 55@45ft. | 52ft. 120/240VAC —-14.0/7.5-7.0 2BF10712 1N518) 52 ft. 208 to 240/480V AC 3.7-3.6/1.8 2BF10734 1N517 
50@30ft. 10@s0ft. 32@65ft. | 83ft.  120/240VAC 14.0/7.5-7.0 1BF10712 1N540) 83 ft. 208 to 240/480V AC 3.7-3.6/1.8 1BF10734 1N539 
84@40ft. 20@60ft. 60@53ft. | 61 ft 120/240VAC 17.4/9.0-8.7  2BFI1012 1N516) 67 ft. 208 to 240/480V AC 4.4-4.2/2.1 2BF11034 1N515 
S5@40ft. 10@106ft. 35@85ft. | 108ft 120/240VAC 17.4/9.0-8.7 1BF11012 1N538) 108 ft. 208 to 240/480V AC 4.4-4.2/2.1 1BF11034 1N537 
96 @50ft. 20@78ft. 66@70ft. | 79ft.  120/240VAC  21.2/11.1-10.6 2BF11512 1N514) 79 ft. 208 to 240/480V AC 6.0-5.8/2.9 2BF11534 1N513 
58@40ft. 1O@116f. 37@95ft. | 118ft 120/240VAC 21.2/11.1-10.6 1BF11512 1N536) 118 ft. 208 to 240/480V AC 6-5.8/29 1BF11534 1N535 
100 @66 ft. 20@101ft. 75@85ft. | 102ft 120/240VAC  —_26.0/13.8-13 2BF12012 1N512/ 102 ft. 208 to 230/460V AC 6.8-6.4/3.2 2BF12034 1N511 
140 @25 ft. 40 @132 ft. 87 @ 104 ft. | 139 ft. 120/208 to 240V AC 28/14.7-14 3BFTHTAOH 1N497| 139 ft. 208 to 240/480V AC 9.5-9.0/4.5 3BFIHBAOH 53DL78 
155@35ft. 40@110ft. 110 @85ft. | 113 ft. 120/208 to 240V AC 28/14.7-14  3BFIH1CO 3CCT9) 113 ft. 208 to 240/480V AC 9.5-9.0/4.5 3BFIHBCO 53DL79 
190@45 ft. 50 @60ft. 125@55ft. | 61 ft 120/208to 240VAC 28/14.7-14 4BFIH1KO 1N483) 67 ft. 208 to 240/480V AC 9.5-9.0/4.5 4BFIHBKO 53DL77 
180 @66 ft. 40@146 ft. 125 @ 115 ft. | 150 ft. 120/208 to 240V AC —.27.4-27 3BFIJ1AO 1N494/ 150 ft. 208 to 240/480V AC 12/6 3BFiJBAO 49UU52 
2200@65ft. H50@85tt. 150@78ft | 89ft. 208 to 240VAC 27.4-27 _ 4BFIJiHO 1N481| 80ft. 208to 240/480VAC 12/6  4BFIJBHO 49UU46 
210@63ft. 50@160ft. 130@ 140ft. | 165 ft. 240V AC 37 5BFIK1HO 3CCU1| 165 ft. 208 to 240/480V AC 17.2/8.6 5BFIKBHO 49UU37 
250 @ 90 ft. 50@118ft. 195 @ 103 ft. | 125 ft. 240V AC 42 ABFIK1FO 1N479) 125 ft. 208 to 240/480V AC 17.2/8.6 4BFiKBFO 49UU45 
450@30ft. 100@90ft. 300@73ft. | 91 ft. 240V AC 37 6BFIK1EO 3CCU2) 91 ft. 208 to 240/480V AC 17.2/8.6 6BFIKBEO 49UU31 
230 @90ft. 50@200ft. 150 @170ft. | 200 ft. 240V AC 46 5BFIL1CO 3CCU4) 200 ft. 208 to 240/480V AC 25/12.5 5BFILBCO 49UU39 
290 @ 110 ft. 100 @ 148 ft. 220 @ 128 ft. | 149 ft. 240V AC 46 4BFIL1DO 3CCU3) 149 ft. 208 to 240/480V AC 25/12.5 4BFiLBDO 49UU48 
500 @ 35 ft. 100@ 110 ft. 325 @90ft_ | 110 fi. 240V AC 46 6BFIL1CO 3CCUS) 110 ft. 208 to 240/480V AC 25/12.5 _ GBFILBCO 49UU33 
255 @ 160 ft. 50@260ft. 180 @220ft_| — — -- — — _ | 260 ft. 208 to 240/480V AC 35/17.5 _ 5BFIMBBO 49UU38 
580 @ 55 fi. 150@ 157 ft. 400 @ 125 ft. | — — — — — _|160 ft. 208 to 240/480V AC 35/17.5 _ 6BFIMBBO 49UU32 

gpm gpm - = = = _ 
© 200 ft @ 295; 180 @ 240 Tt. 275 ft.  240/460VAC 45.0/22.5 5BFINBAO 429H98 
Bi 1-PHASE, TEFC (TOTALLY ENCLOSED FAN-COOLED) 3-PHASE, TEFC (TOTALLY ENCLOSED FAN-COOLED) 
iciency 
Max. GPM Min. GPM GPM Max. Mfr. Item | Max. Mfr. Item 
@ Head @ Head @ Head* _Headt Voltage Amps Model No. Headt Voltage Amps Model No. 
20 @ 20 ft. 10@37ft. 20@30ft. | 40ft. —120/240V AC .0/5.2-5.0 1BF50512 1N522) 40 ft. 208 to 240/480V AC 2.8-2.7/1.35 1BF50534 1N521 
37 @ 20 ft. 10@48ft.  22@40ft. | 52ft. —120/240VAC —-10.0/5.2-5.0 1BF20512 1N534) 52 ft. 208 to 240/480V AC 2.8-2.7/1.35 1BF20534 1N533 
43 @ 20 ft. 10@57ft. 25@47ft. | 60ft.  120/240VAC —-12.8/6.7-6.4 1BF20712 1N532) GO ft. 208 to 230/480V AC 3.7-3.6/1.8 1BF20734 1N531 
60 @ 17 ft. 20@28ft. 42@22ft. | 29ft.  120/240VAC —-10.2/5.3-5.1 2BF50712 3CCV7 29 ft. 208 to 240/480V AC 3.7-3.6/1.8 2BF50734 1N499 
66 @ 20 ft. 20@34ft. 50@30ft. | 36ft. 120/240VAC  12.8/6.7-6.4 2BF20712 1N510) 36 ft. 208 to 240/480V AC 3.7-3.6/1.8 2BF20734 1N509 
50 @ 30 ft. 10@80ft. 32@65ft. | 83ft —120/240V AC 15/8.3-7.5 1BF21012 1N530° — — — — — 
80 @ 30 ft. 20@52ft. 55@45ft. | 52ft. 120/240VAC —15.0/8.3-7.5 2BF21012 1N508 — — — — 
55 @ 40 ft. 20@56ft. 35@50ft. | 65ft.  120/240V AC {4.0/7.0 22BF1E4KO 2VRU1 190 ft. 240/460V AC 4.4-4.2/2.1 22BF1EQKO 49UU59 
55 @ 40 ft. 10@106 ft. 35@85ft. 108 ft. 120/240VAC  —-20/11-10.0 1BF21512 1N528) — — — — — 
84 @ 40 ft. 20@60ft. 60@53ft. | 61ft.  120/240VAC  20.0/11.0-10.0 2BF21512 1N506| — — — — — 
gpm @ 35 ft. 12gpm @62 ft. 60@55ft. | — = — | 62 ft. 208 to 230/480V AC 4.5-4.8/2.4 2BF81534 429H99 
65 @ 50 ft. 20@74tt. 45@65ft. | 85ft. 120/240V AC {8.0/9.0 22BFiF4HO 2VRU3/190 ft. 240/460V AC 5.6-5.4/2.7 22BF1FOHO 49UUG0 
58 @ 40 ft. 10@ 116 ft. 37 @95ft. 118 ft. 120/240VAC —22.8/11.7-11.4 1BF22012 1N526 | 118 ft. 208 to 240/480V AC 4.4-4.2/2.1 1BF82034 52TW77 
96 @ 50 ft. 20@78ft. 66@70ft. | 79ft.  120/240V AC 24.2/12.1 2BF22012 1N504 79ft. 240to480VAC 4.4-4.2/2.1 2BF82034 52TW76 
70 @ 67 ft. 20@94ft. 55@80ft. | 95ft.  —120/240V AC 24.2/12.1  22BF1G4FO 2VRUS 95 ft.  240/460VAC —4.4-4.2/2.1  22BF1G9FO 49UU61 
70 @75 ft. 20@105ft. 65@80ft. | — — — — — |270ft. 240/460VAC —_—7.9-7.2/3.6 9BFIHOHO 49UU64 
70 @ 90 ft. 20@120ft. 60 @100ft. | 100 ft. 120/208 to 240VAC 29/145 — 9BFIH4GO 2VRV2 — — — — — 
8 @100ft, 20@137f. 7O@115ft. | 145 ft.  120/240V AC 29/14.5  22BF1H4CO 2VRU7 190 ft.  240/460VAC _—7.9-7.2/3.6 22BF1H9CO 49UU62 
130@30ft.  40@120ft. 85 @95 ft. | 125 ft. 120/208 to 240V AC 28/14.7-14 3BFIH4BOH 3CCU7 125 ft. 208 to 240/480V AC 7.9-7.2/3.6 3BFiHOBOH 49UU50 
150 @ 20 ft. 20@92ft. 100@75ft.| 95 ft.  120/240VAC  28/14.7-14 3BF1H4D0 3CCUG 95 ff. 208 to 240/480V AC 7.9-7.2/3.6 3BF1H9DO 49UU51 
180 @ 45 ft. 77@55ft. 130@55ft. | 61 ft. 120/208 to 240VAC 29/15-14.5 4BFIH4KO 3CCU8 125 ft. 208 to 240/480V AC 7.9-7.2/3.6 4BFIH9KO 49UU42 
83 @120ft. 20@160ft. 70@135ft. | 160 ft. 240V AC 21 OBFIJ4FO 2VRV4 — — — — — 
86@135ft. 20@180ft. 76@145ft.| — — — — — |270ft. 240/460VAC —-12-11.8/5.9 SBFIJ9EO 49UU65 
9 @135ft. 20@165f. 77 @136 ft. | 165 ft. 240V AC 21 22BF1J4B0 2VRU8) — — — — — 
100@130ft. 20@185f. 82@150ft.| — — = — — |190ft. 240/460VAC —-12-11.8/5.9 22BFIJ9A0 49UU63 
170 @58ft. —- 20 @ 131 ft. 120 @ 105 ft. 134 ft. 208 to 240V AC 21 3BF1J4B0 3CCU9) 134 ft. 208 to 240/480V AC 12-11.8/5.9 3BFIJ9B0 49UU49 
210 @ 58 ft. 50@75tt. 140@70ft.| 75 ft.  208to 240V AC 21.0 4BF1J4J0 1N473/180 ft. 208 to 240/480V AC 12-11.8/5.9 4BF1J9J0 49UU41 
9 @180ft. 30@220ft. 84@190ft. | 225 ft. 240V AC 33 QBFIK4CO 2VRV6 270 ft. 240/460V AC 19.4-18/9 9BFIK9CO 49UU66 
195 @50ft. 50@140ft. 125 @ 120 ft. 140 fi. 240V AC 21 5BFIK4D0 3CCV1/ 140 ft. 208 to 240/480V AC 19.4-18/9 5BFIK9DO 49UU34 
20@75ft. 50@105ft. 180@90ft. | 109 ft. 240V AC 37 ABFIK4GO 3CCV2/ 109 ft. 208 to 240/480V AC 19.4-18/9 4BFIK9GO 49UU40 
260@65ft. 180@88ft. 250@70ft. | 90 ft. 240V AC 37 6BFIK4EO 3CCV5\130 ft. _240/460V AC 19.4-18/9 6BF1K9EO 49UU68 
110 @ 210 ft. 30 @ 280 ft. 90 @ 235 fit. | 285 ft. 240V AC 40 QBFIL4A0 2VRV8270 ft. _240/460V AC 23.6/11.8 9BFIL9A0 49UU67 
210@80ft. S50@170ft. 140 @ 145 ft.| 170 ft. 240V AC 46 5BFIL4GO 3CCV4/170 ft. 240/460V AC 23.6/11.8 5BFIL9GO 49UU36 
270@95 ft. 50@125ft. 210 @ 110 ft.| 130 ft. 240V AC 46 4BFIL4EO 3CCV3) — — — — — 
50@125ft. 240@105ft. 320@95ft. | 110ft 240V AC 46 6BFIL4CO 3CCV6) — — — — — 
500@ 35 ft. 240@105ft. 320@95ft.| — _ — — — 130 ft. 208 to 240/480V AC 23.6/11.8 6BFIL1D0 49UU69 
145@110ft. 50@215ft. 150@190ft) — — — — — |215ft. 240/460V AC 34.2/117.1 5BFIM9FO 49UU35 
320@ 130ft. 50@173ft. 250@ 150f., — — — — — |125ft. _240/460V AC 34.2/17.1 4BFiM9CO 49UU43 
600 @ 42 ft. 280@150ft. 350@ 125 ft.) — — — — — |130ft. 240/460V AC 34.2/17.1 6BFiM9BO 49UU70 
230@184ft. O@276ft. 187@234f. — — — — — (295 ft.  240/460V AC ne 9  SBFINQAO 52XF11 


* Use "Best Efficiency GPM @ Head" for optimum performance. f To convert to psi, divide total feet of head by 2.31. 
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GRAINGER CHOICE” PUMPS 












Find the yi. Find Solutions. Find Great Prices. Straight Center-Discharge & Self-Priming Pumps 
GPM of GPM of 1-PHASE 115/230 3-PHASE¢ 208-230/460 
Inlet Outlet Max. Water Water 
Size Size Liquid Best Efficiency @ 30ft. @ 40 ft. Max. Mfr. Item Mfr. Item 
LF NFT) (NPT) Temp. Range GPM @ Head* of Head of Head Head+| Amps Model No. Amps Model No. 
ast Iron 
y, AV 1" 212°F 18to40@ 62 to 35 ft. 44 35. ~71ft. 110.2/5.1 1MCIC1EO 4XW69 = = = 
17" t" 210°F 18to40@62to35ft. 44 36. 71ft. | 94/47 IMCIC4EO 4XW71 | 2.7-2.6/1.3 1MCIC5EO 4XW72 
y, 1M 1 212°F 18to 42 @ 75 to 42 ft. 48 43-84 ft. 112.2/6.1 1MC1D4D0 4XW75 — = == 
Ty" t"  910°F 18to42@75to4?ft. 48 Bo nit — = — 9.7-2.6/1.8 1MC1D5D0 4XW76 
{" TV" 212°F 241032 @60to50ft. 42 i= = = 3.5-3.4/1.7_ 1MC1E9EO 415J05 
1 TT" 919°F 30 to 34 @ 80to oft. — 52 100ft. — — — 3.5-3.4/1.7_ 1MCTE9CO 415J04 No. 
TVs" r D10°F 29 toa 2 900 55 ft = 59 te ft 15.2/7.6 1MC1E4C0 4XW79 PTDIOT-AMCIEBO-AHGI0G 53DL86 
{" TY" 212°F 3? to to 90ft  — — L| — — 4-4.9/9. 415 
12 HF" 949°F 97 to 49 @ 110 to ft — —~ 423 ft. 14.4/8.7 1MC1F4B0 4XW83 — — — @GOULDS _ 
TV" ft" -912°F 39 to 50@ 122 to 90 ft. — —~ {42 ft.; 10.0 1MC1G4A0 3CCT3 = = — 
2 Te TORO LL UCT Gana eRe 
Ty" TY 212°F 551085 @ 78too2t. — = t. 5 1-6.0/3. 5 H _ 
a ae a ML CE Straight Center 
Th" TH" DPF 65 to 100 iOvoiL. = = t. aa = = = . 
3 —or—+" ~~ 65 to 165 @ 82 10 48. 190 175—S SS = — | 96-8.6/4.3 3MC{HOAO 52XG36 Discharge Pumps 
1H" DPF 80to 150 @80tooor. — 175 87ft. 13.8 3MCTH4A0 3CCT5 ** — — = 
Stainle ih Steet 250°F 16 to 39 @ 6/ to 38 ft 37. «62 ft. |9.4/4.7 IMSIC4E4 4UB56 | 2.7-2.6/1.3 1MS1C5E4 4UB54 = an Cast De Swe Pe 
‘4 g 0 0 : — ; 4/4. .(-2.6/1. 
yy Ty" tT 950°F 1710 45 @ 85 to 50 fl. — —95 ft 119.267 1MS1D4D4 4UBG0 | 27-2 6/13 1MS1D5b4 4UB5a. «= ~+TEFC motors (Nos. 4XW69 
TV" 1" 250°F_ 19t045@ 101 to 62 ft. — —~_114 ft. |15.2/7.6 1MS1E4C4 4UB64 _ — — and 4XW94 are ODP) 
Ty" t" 21°F 29to37@88 tosdt. — = ie), — = — 3.5-3.4/1.7_ 1MS1E7C4 415J07 ; 
1 TATE 22°F 25 to 30 @ 55 to 50 ft -98 85 68 Tt. ae 3534/17 2MS{E7E4 415J08  Continuous-duty motors and drain plugs. 
17" 1%" 250°F 38 to 98 @ 6? to 34 ft. 97 85 6oft. |15.2/7. 4UB7 — — — 
17" 2" 919°F 70to80@44to40ft. 110 77 ~=6©50ft | — — = 3.5-3.4/1.7 3MSiF7G4 415J09 WETTED MATERIALS 
D" 175" 950°F 60 to 105 @ 43 to 28 ft. 104 76. 50ft. 15.2/7.6 3MS1E4E4 4UB86 = = — 
iy JY" 1" 250°F 21 to 46 @ 119 to 80 ft. — — 136 ft. 114.4/8.7 1MS1F4B4 4UB68 Tt — — _ 316 STAINLESS STEEL IMPELLER. 
2 T5" T" 912°F 38 to 2@ x 05 to sai = a 135 ft.) — = — q. £ 4 aoe : Msi F7B4 iL 
17%" TY" 250°F 40to 11 to55ft.  — = = = — 7. 7F4 5 -lron— inl 
2 Tih" TV" 950°F 40 to 118 @ 83 to 55 ft. — 118  90ft | 10.0 2MS1G4F4 4UB80 ** — — = Cast-Iron—seals are Buna N, stainless 
TV" 1" 250°F 20to 47 @130to 100 ft. — — 457 ft.| 13.8 1MS{H4A4 4UB72 ** 0.6-8.6/4.3 1MS1H7A4 52xG1e Steel, carbon, and ceramic. 
3 1%" TH" 250°F 53t0116 @ 100to 70ft — —~ 110 ft.) 13.8 2MSTH4A4 4UB92 **) 9.6-8.6/4.3 2MS{H7D4 52XG19 . 
2" 1%" 250°F 60to137 @ 82to5oft. — —~~ 87 ft. | 13.8  3MS1H4A4 4UB90 **) 9.6-8.6/4.3 3MS1H7D4 52xG20 Stainless Steel—Seals are Viton®, stain- 
* Use “Best gpm @ Head ft.” for optimum performance. + To convert to psi, divide total feet of head by 2.31. ** 1-phase 230V. ¢ 1-phase less steel, carbon, and silicon carbide. 
115/208-230V. ¢ 3-phase units do not have overload protection and require a pump control box, sold separately. 
Self Priming Pumps WETTED MATERIALS Dayton 
= TEFC motors with 300 Close-coupled pumps 


Cast-Iron—Impellers with Buna N, stainless 


stainless steel motor shaft self-prime to 6 ft. Feature clog- 
steel, carbon, and ceramic mechanical seals. 





= Max. case working resistant open impellers, 11/2" 
pressure: 75 psi inlet/outlet ports, and drain Bronze and Stainless Steel—Stainless 
= Max. temp.: 200°F plug. 1-phase motors have steel impeller. Seals are Viton®, stainless 
= Max. viscosity: 100 SSU thermal overload protection. steel, carbon, and ceramic. 
= Max. solids: %" dia. CAST-IRON HOUSING| BRONZE HOUSING (316 STAINLESS STEEL HOUSING 
Best Efficiency Max Item Item Item 
HP Phaset Voltage Range GPM @ Head* Headt| Amps No. Amps No. Amps No. 
% 1 115/208 to 230VAC_ 34 to 14 @ 20 to 36 ft. 45 ft. | 8.0/3.5-4.0 5WXU4 | 8.0/3.5-4.0 5WXU6 | 8.0/3.5-4.0 5WXU2 
% 1 115/208 to 230VAC_ 38 to 12 @ 23 to 44 ft. 50 ft. | 8.6/4.0-4.3 5WXU5 | 8.6/4.0-4.3 5WXU7 | 8.6/4.0-4.3 5WXU3 
y, 1 115/208 to 230VAC_14 to 52 @ 45 to 20 ft. 52 ft. |10.7/5.2-5.3 22XP1_|10.7/5.2-5.3 2ZXP9 | 10.7/5.2-5.3 2ZXR8 
3 208 to 230/460VAC 14 to 52 @45to20ft. 52ft. | 2.5-2.4/1.2 2ZXP2 | 2.5-2.4/1.2 2ZXR1 2.5-2.4/1.2 2ZXR9 
,; 1 115/208 to 230VAC 21 to 62 @ 45 to 22 ft. 52 ft. |12.2/6.3-6.1 2ZXP3_|12.2/6.3-6.1 2ZXR2 | 12.2/6.3-6.1 22X71 
3 208 to 230/460VAC 21 to 62 @ 45 to 22 ft. 52 ft. 3.3-3.2/1.6 2ZXP4 | 3.3-3.2/1.6 2ZXR3 3.3-3.2/1.6 22X12 Seal Material (°F) (F) No. 
11 115/208 to 230VAC_28 to 73 @ 45 to 25 ft._52 ft. | 13.5/7.6-6.7 22XP5 | 13.5/7.6-6.7 22XR4 | 13.5/7.6-6.7 22X13 Buna, Carbon, Ceramic. 140-25 SACF4 
3 208 to 230/460VAC 28 to 73 @45to 25 ft. 52 ft. | 4.5-4.6/2.3 2ZXP6 | 4.5-4.6/2.3 2ZXR5 45-4 6/2.3 27X14 Viton, Carbon, Ceramic. 180.40 3ACF5 
D 1 115/208 to 230VAC 26to 99 @60to 30ft. 63ft. |16.6/9.4-8.3 2ZXP7 — — 16.6/9.4-8.3 22X15 Viton, Silicon Carbide 500 40 3ACF7 
3 208 to 230/460VAC 26 to 99 @ 60 to 30ft. 63 ft. | 6.0-5.8/2.9 2ZXP8 | 6.0-5.8/2.9 2ZXR7 6.0-5.8/2.9 2ZXT6 PTFE. Carbon. Ceramic. 250.40 3ACF6 


* Use "Best gpm @ Head (ft.)" for optimum performance. ¢ To convert to psi, divide total feet of head by 2.31. £ 3-phase units do not have 
overload protection and require a pump control box, sold separately. 


No. 
4UA72 


* 
Self-Priming Pumps and Pedestal Pumps 


Pumps with 1" NPT port self- Pedestal Pumps—Seals = Require 3450 rpm motors 


prime to 7 ft.; pumps with 1%", are BunaN, stainless steel, = 1 and 2 HP models have %" shaft, CAST- | STAINLESS 


IRON STEEL 














2", and 3" NPT ports self-prime carbon, and ceramic. 3 HP model has %" shaft HOUSING | HOUSING 
igh- " a AND AND 
to 20 ft. For high volume indus Inlet Outlet Max. IMPELLER) IMPELLER 
Sli aru atte area HP Phase Voltage (VAC) A Enel. F (NPT) NPT) solid R we GPM @ He, d Head ‘ ine No No 
iqui ase Voltage mps nel. Frame olids ange ead* ea emp 0. 0. 
including liquid and chemical y —I 115/230 7.5/3.8 ODP 56) "OB to AH gpme@s5tos2ft. 41 ft. 200°F | — 5GUPO 
salable on Grangercome. |} east 6a — tbr 381 ahr le soar Toe ar | AT a 
® Ya ° Al4. 2 o 1% Ve to 38 gpm to40ft. —_/8 Tt. " 4 
carton ecanalscas 4) aehees 3G Oe a Ve Tey Be eerew eee Br ae yer aa 
i _ V4 3 _ 208 to 2.011, oD o> 1% Ve to 50 gpm to 50 it. i 4UA64 _ 
Cast-lron—Mechanical seals 3208 to 230/460 2.7-2.5/1.2 ODP 56). 1%" 1%" %" 38to 55 gpm @ 63 to 49 ft. 82 ff. 200°F | — | SGUP1 
are carbon, ceramic, and Buna ; T1230 Ware OOF a 7 re uA 3 to a gpm G 1 to 38 il a0 ft 200TF aa 5GUP2 
i i ; ° All, 4) 1 ie to 52 gom @ /0 to 60 tt. i _ 
N. Semiopen impellers. Stainless = 1 —3—nog ¢'930/4603:7-3.2/16ODP56 112" 115" 39.10 BT gpm @ 70to Saft 90 200° | — | SGUP3 
steel shaft, except Nos. 12N810, 3 208 to 230/460 3.7-3.2/1.6 ODP 56) 1% 1%" % Af{tod52qgpm@70tocdft. 90ft. 200°F | 4UAG66 — 
42N812. and 12N814 have a 3-208 to 230/460 4.4-3.9/20 ODP 56) 1% 1%" %  4ito6/gopm@s0toodbftt. Y96ft. 200°F | 4UA73 _ 
nance 11 115/208 to 230 17.0/9.0-8.5 ODP 56J iv" 1%" eT AT to 67 gpm @ 80to Soft. 96 ft 200°F | AUATI = 
steel with stainless steel shaft 1 115/230 13.5/6.4 ODP 56J 1% 1% % A{to6/gpm@s0tosoft. ft. 200F| — 4UA72 
and built-in check valve 3 230/460 3.9/2.0 ODP 56) 1% 1%" %  41to6/gpm@80todoft. I6ft. 200F  — 4UA74 
} | gain rey estos tor eel eo — lanes en tensor CaN | oe 
P 2 3 208 to 0.9202) 2.0 a] : Ys’ __-58 to gpm to46ft. /2 Tt. J 4UA77 — 
Stainless Steel—Mechanical 3208 to 230/460 5.9-5.2/2.5 ODP 56) 2” 2” "64 t0 90 gpm @ 60 to 49 ft. 72 ft. 200°F | ~— | 5GUP4 
seals are carbon, ceramic, and 3. 38  208to 230/460 8.2-7.4/37 TEFC 182M 3° 3° %° 99to155gpm@51to37ft. O5ft. 180°F | 12N810 | 12N811 
, ; 5 38 208to 230/460 13.4-12.6/6.3 TEFC 184JM 3° 3° % 105to142gpm@69to59ft. Ooft. 180°F | 12N812 | 12N813 
Viton®. S I 
HON”. OP MIOPET MPENELS: 7h 3 208to 230/460 18.8-17.8/8.9 TEFC 184JM 3" 3"  %" 129to18/gpm@ 86to/1ft. 110 ft. 180°F | 12N814 | 12N815 
Stainless steel shaft, except ce : : 7 Side parsiin Sai ee Efficiency item 
eq. earing Type nle utle ax. Dia. Solids ea 0. 
Nos. 12N811, 12N813, and Pedestal Pumps (No Motor Included); Cast-Iron Housing & impeller 
12N815 have a steel with stain- , peated cal i i” 2 i g 36 ft SEXX7 
a ealed Ba 2 0" 8 : 
less steel shaft and built-in check 3 Sealed Ball mi mi %, 60 @ 75 tt GPX KS 
valve. * Use "Best gom @ Head (ft.)" for optimum performance. f To convert to psi, divide total feet of head by 2.31. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2645 





PUMPS Scan. Order. Done. 
Self-Priming Pumps Details on page Al. 





Self-Priming Sewage and Trash Pumps Payton] 
= Temp. range: 40° to 160°F 

= TEFC motor enclosure 

Pumps have continuous-duty motors and internal check valves to handle high volumes of liquids containing sewage 
and other solids, up to 8% max.; self-prime to 20 ft. They are close-coupled for simple installation and can be truck- 
mounted. All include a suction strainer. Nos. 12N807 to 12N809 feature a cleanout with 2 twist knobs for easy access. 
Provide support to such applications as process, liquid transfer, irrigation, clear or gray water, and sewage treatment 
in industrial and commercial facilities. Replacement seals are available on Grainger.com®. 









Best 
Efficiency 

Inlet Outlet Max. Dia. GPM Max. Item 

HP Size Size Phase Voltage Amps} Frame MaxHead Solids @Head* Headt No. 
3 2 NPT = 2° NPT | 208-230/460 8.3-/.6/3.8 56J 60 ft. 1 55 @ 39 ft. 60 4YU36 
A] 2) NPI 2° NPT 1 230 12.3 56J 60 ft. 1 55 @ 39 ft. 60 4YU37 
a 2 NPT = 2° NPT 3 208-230/460 13.4-12.6/6.3  184JM 105 ft. 1 93 @66 Tt. 105 12N806 
No. 4YU36 io. 3 NPT 3 NPT 3 208-230/460 18.8-17.8/8.9  184JM 9? ft. 1% 218 @39ft. 92 12N807 
10 3° NPT = 3" NPT | 208-230/460 25.6-24.4/12.2 215JM 109 ft. 1% 250@55ft. 109 12N808 
15 AYNPT = 4° NPT | 230/460 34.6/17.3 215JM 120 ft. 1% 410@49ft. 120 12N809 


* Use "Best gpm @ Head (ft.)" for optimum performance. f¢ To convert to psi, divide by 2.31, at 0 gom. # Amps may vary by motor manufacturer. 


Self-Priming Lawn efDayton} . 





Sprinkler/Booster Pumps eae 
= Cast-iron housings GOULDS 

Pumps hold prime for efficient water transfer. = Max. fluid temp.: 140°F 
DAYTON® =» Max. casing pressure: 125 psi 

= Max. fluid temp.: 180°F 1-phase capacitor-start models 


= Max. casing pressure: 150 psi have built-in overload protection 


—— Feature an easy clean-out design with a front drain a es 
lug and enone re aceatie cast-iron volute/ sleet i aiichaiialctaA acount als 
No. 5RWG5 plug ee require a pump control box, sold 
diffusers and adapters. 1-phase pumps have built- 
separately. 
in thermal overload protection. 
Best 1 PHASE 1 PHASE 3 PHASE 
Efficiency 115/208-230 115/230VAC 208-230/460 
Motor GPM Max. Mfr. Item Mfr. Item Mfr. Item 
HP Encl. Inlet Size OutletSize @Head Head Brand Amps Model 0. Amps Model No. Amps Model 0. 
Ye TEFC 1¥%"NPT 1%"NPT 33@55ft. 64 ft. Dayton | 10.5/5.8-5.3  5RWH6 5RWH6 — — — 3.8-3.5/1.8 5RWH7 _5RWH7 
¥% ODP  1%"NPT 1%"NPT 40@60ft. 104ft. Goulds 14.8/7.4 GT07 1N441_ f — — — 3.7-3.6/1.8  GT073__ 6MR22 
¥,  TEFC 1%" NPT 1¥%"NPT 26@46ft. 83 ff. Dayton | 14.2/7.8-71  5RWG5  5RWG5 — = — 5.2-5.0/2.5  5RWHS 5RWH8 
1 ODP 14"NPT 1" NPT 50@55ft. 118ft. Goulds 16.2/8.1 GT10 1N440__ — — = 4.4-4.2/2.1 GTi03_ 6MR23 
1 TEFC  1%"NPT 1" NPT 32@69ft. 101ft. Dayton — — — 19.2/96  5SRWG6 SRWG6 | 7.0-6.5/3.3 5SRWHO  5RWH9 
1% ODP 14"NPT 1%"NPT 50@92ft. 122ft. Goulds 21.4/10.7 GT15 1N439_— tf — — — 6.0-5.8/2.9  GT153  6MR24 
1% TEFC  14"NPT 1%" NPT 35@69ft. 104ft. Dayton — — — 19.9/99  5RWG7  SRWG7 | 7.5-7.2/36  5SRWG8 5RWG8 
2 ODP 1% "NPT 1%'NPT 65@97ft. 125ft. Goulds 12.9 GT20 1N438 — — — 6.8-6.4/3.2 _G1203_—_—«x1N437 
2. TEFC 1%"NPT 1%°NPT 42@80ft. 118FT. Dayton | 26.2/13.6-131 5RWG9  5RWG9 — = — 97-9.1/46 5RWJO  5SRWJO 
2. TEFC 1%"NPT 1%"NPT 40@105ft. 147ft. Dayton | 22.8/12.5-114 5RWHO 5RWHO — — — 10.6-9.7/4.8 5RWH{i _5RWH1 
3. ODP 1% 'NPT 1%"NPT 70@102ft. 129ft. Goulds 13.3 GT30 1N436 * — = — 9.6-9.4/47 _GT303_—-1N435 
3. TEFC 1%"NPT 1%"NPT 38@119ft. 169FT. Dayton | 28.8/14.8-144 5RWH2  5RWH2 — — = 12.0-10.6/5.3  5RWH3 _ 5RWH3 
5 TEFC  2°NPT  2°NPT 63@105ft. 16/ft. Dayton — — — — — — 14.7-13.4/6.7__ 5RWH4 _ 5SRWH4 
7% TEFC 2°NPT  2"NPT 85@117ft. 180ft. Dayton — — — — — — 20.6-18.8/9.4 5RWH5 5RWH5 


* 230V only. f 115/230V only. 


Self-Priming Thermoplastic Pumps * pon 


= Max. operating temp.: 140°F Fiberglass-reinforced pump bodies are specially fitted to resist 

= Max. suction lift: 20 ft. seawater and saltwater. Durable and corrosion-resistant with 

= Heavy-duty TEFC, 3450 rpm motors _ stainless steel fasteners, inserts, and shafts. 1-phase pumps have built-in thermal 
overload protection. 





1 PHASE 3 PHASE 
115/208-230 208-230/460 
Best Efficiency Max. Item Item 
HP Inlet Size Outlet Size GPM @ Head Head Amps No. Amps No. 
2 2" NPT 1%" NPT 30 @ 46 Tt. 64 ft. 9.4/4.3-4.7 SUPW3 3.6-3.2/1.6 oUPW4 
V4 2’ NPT 1%" NPT 32 @ 60 Tt. 97 tt. 16.5/9.1-8.3 ORWP3 §.2-5.0/2.5 SUPW5 
1 2" NPT 1%" NPT 31 @ /0 Tt. 106 ft. 12.0/6.0 ORWP4 7.0-6.4/3.2 oUPW6 
No. 5RWP3 1% 2’ NPT 1%" NPT 39 @ 85 FI. 115 ft. 18.4/9.5-9.2 ORWPOS = _ 
2 2" NPT 2" NPT 47 @ /0F I. 134 ft. 23.0/12.0-11.5 oUPW1 9.0-8.8/4.4 oUPW8 
3 2" NPT 2" NPT 90 @ 90 tt. 141 ft. 28.9/14.8-14.2 oUPW2 17:2-10.6/5.3 oUPW9 
@GOULDS 
WATER TECHNOLOGY 





Self-Priming Prime Line® Pumps 


= Max. fluid temp.: 160°F All require a balanced impeller keyed to the motor shaft; replaceable silicon wear 


No. 1XLY9 





= Max. solids: %" dia. ring and shaft sleeve help extend pump life. Pull-out back and tapped connections 
= Suction lift: 25 ft. allow easy maintenance. Required check valve (sold separately) retains liquid for 
= 115/230V fast, reliable priming and automatic repriming if suction is lost. Use in high-flow 


applications such as lawn irrigation, dewatering, liquid transfer, and plot irrigation. 


ODP, 3 TEFC, 3 
ODP, 1 PHASE, |TEFC, 1 PHASE,, PHASE, PHASE, 
115/208-230 115/230 208-230/460 | 208-230/460 


Best Efficiency Max. Item Item Item Item Item 
HP Inlet Outlet Range GPM @ Head Head No. No. No. No. Fits Pump No. 
i] 2° NPT 1%" NPT 80 to 120 gom @ 108 to /5 ft. 138 ft. 1XLZ8 1XLZ9_** — 49UU56 Check Valve, Flanged 
a 22" NPT 2° NPI 100 to 140 gom @ 90 to 69 Tt. 105 ft. 1XLY9 1XLZ1_—** _ 49UU53 2’ Inlets 1XMA7 
5 22" NPT 2" NPT 100 to 140 gom @ 138 to 104 ft. 165 ft. 1XMA3_ * 1XMA4_ f 49UU5/ 49UU58 2 2" Inlets 1XMA8 
° 3 NPI 2%" NPT 120 to 160 gpm @ 120 to 90 ft. 148 ft. 1XLZ4_* 1XLZ5_— oT 49UU54 49UU55 3. Inlets 1XMA9 
* 230V only. f TEFC 230V only. ** TEFC 115/230V only. 
2646 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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PUMPS 
Transfer, Chemical Resistant & Utility Pumps 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





‘aa 


Cast-lron—Cast-iron housing 
and impeller. Suitable for 
chemical transfer; not for use 
with perchloroethylene or 


Transfer Pumps 
= Max. fluid temp.: 180°F 

= Suction lift: 25 ft. 

» 115/230V 

= ODP, 3450 rpm motors 





No. 4YKP1 


=» NEMA 56Y mounting face trichloroethylene. 
a al Aluminum—Aluminum iP Pines: Anne tile; ou «Se ea wo ONO 
Centrifugal pumps have a p : 
impeller that resist oe eeu ae son ous A TY"NPT 1%"NPT 35 33 21 17 «6 16%" 7%6" 10" AYKP5 
semi-open impeller that resists ; 5! 5! — — Ou He 10 
| oP Dj ‘ ies in for chemical transfer; not for 1 8.6/4.3. T"NPT 1"NPT 4743.37.27. 10 — — 16%" 76" 10" AYKP6 
Clogging. Viscnarge rotates IN use with perchloroethylene or %, 1 9.0/4.5 1"NPT T%"NPT 60555146. 29S «7 7%" 10" AYKP7 
so rroments Metanicaltinorothyee ae ee ee ee 
seal with 304 stainless steel Alumi ne : ots 
; 5 : uminum Housing 
Viton®, and carbon/ceramic Stainless Steel—Siainless % 17.085 TA NPT TANT 35 33 21 17 6 — 16 Vie" 7% 10" 6GPGA 
pars. bran plug easly steel ousng andi 
accessible. Motors are capacitor er. Suitable for transferring a ic 14.6/7.3 1% NPT T"NPT 69 65 61 55 43 22 — 17" 7%" 10° 4YKP3 
erchloroethylene and other tainless Steel Housing 
start/capacitor run, continuous P ' 7 au % 1 7.03.5 1%°NPT 1%°NPT 35 33 21 17 6  — — 16'Vc’ 7%e 10° 6GPG3 
duty rated, with ball bearings  onflammable liquids. ht 8.6/4.3 T4"NPT TY" NPT 47 43 37 27. 10 — — 16%" 7%c" 10" 4YKNO 
are 9 11 14.677.3. T%'NPT 1%" NPT 6965 6155. 43.~«22 ~~ — 16%" 7%e" 10" 4YKNG 
and stainless steel motor shafts. Te 1 16.9/8.6 1%"NPT 1%NPT 86.83 8075. 66.52 32 1815" 7546" 10" 4YKNO 





+ To convert to psi, divide total feet of head by 2.31. 


Chemical-Resistant 


Centrifugal Pumps 


= Motors are 3450 rpm with 
NEMA 56J frame 

= Max. temp.: 140°F 
polypropylene, 180°F Noryl® 

= Max. viscosity: 100 SSU 

= 1%" ports 

Close-coupled pumps feature continu- 






‘a 


WETTED MATERIALS 


No. 
feo tone ean Polypropylene—Glass-filled polypropylene housing — 
; . : : Max Min. tem 
housing has seal flush ports to decon- and impeller. Buna N, stainless steel, and carbon/ Seal Material For Use With Temp. fc F) Temp. (°F) No. 
ceramic mechanical seals. Replacement Pump Shaft Seal 
taminate the seal and seat elastomers. . . . . Viton, Carbon, Ceramic Poly Pumps _180 40 3ACF3 
Note: 3-phase units require a pump control box, | Noryl—Glass-tilled Nory! housing and impeller, with ee a ae ee — a0 i __ahGhe 
sold separately. Viton®, Noryl, and carbon/ceramic mechanical seals. Viton’ Silicon Carbide  Nory! Pumps 180 10 ACE 
POLYPROPYLENE HOUSING, WIMOTOR NORYL HOUSING, W/MOTOR HP Housing Item 
Max. GPM Best Efficiency Min. GPM Max. Motor Item Motor Item Reg. Material No. 
HP Phase @ Head GPM @ Head* @ Head Head |Encl. _Voltage Amps No. Encl Voltage Amps No. Pedestal Pump, No Motort 
% 1  22gpm@i0ft. 18gpm@30ft. 2qpm@6ott. 62ft.| ODP 115/230 7.5/3.8 2YER2 | TEFC 115/208-230 8.0/3.5-4.0 2YEV4 ¥ 2YEU8 
yy —1 26 gpm @ 10 ft. 20 gom @ 35 ft. 9 gpm @ 60ft. 68 ft. | ODP 115/230 8.4/4.8 2YER3 | TEFC 115/208-230 8.6/4.0-4.3 2YEV5 1 9YEUS 
326 gpm @ 10 ft. 20 gom @ 35 ft. 9 gpm @ 60 ft. 68 ft. | ODP _208-230/460_1.8-1.7/0.9 2YER4 | TEFC 208-230/460_1.7-1.6/0.8 2YEV6_ 435 poipropviene ~~ 2YEVI 
y, —1 37 gpm @ 10 ft. 24 gpm @ 41 ft. 6 gpm @ 65 ft. 72 ft. | ODP 115/230 17.3/5.6 2YER5 | TEFC 115/208-230 10.7/5.2-5.3 2YEV7 5 ypropy SYEVD 
3 3/gpm@i0ft. 24gpm@41ft_ 6apm@b6dft. 72 ft.| ODP 208-230/460 2.7-2.5/1.2 2VER6 | TEFC 208-230/460 2.5-2.4/1.2 2YEV8 
; —1 55 gpm @ 10 ft. 38 gpm @ 50 ft. 14 gpm @ 70 ft 79ft. | ODP 115/230 4.4/7.2 2YERT | TEFC_115/208-230 12.2/6.3-6.1_ 2YEV9 3 2YEV3 
355 gpm @ 10 ft. 38 gpm @ 50 ft. 14gpm @ 70 ft. 79 ft. | ODP 208-230/460 3.7-3.2/1.6 2VYER8 | TEFC 208-230/460 3.3-3.2/1.6 2YEW1 Ye 2YEWS 
1 —1 85 gpm @ 10 ft. 55 gom @ 55 ft. 21 gpm @ 80 ft. 84 ft. | ODP _115/208-230 17.0/9.0-8.5 2YER9 | TEFC 115/208-230 13.5/7.6-6.7_ 2YEW2 1 naa 2YEX2 
3 85 gpm @ 10 ft. 55 gpm @ 55 ft. 21 gpm @ 80 ft. 84 ft_| ODP 208-230/460 4.4-3.9/2.0 2YEU1 | TEFC 208-230/460 4.5-46/2.3 2VEW3 1% y 2YEX3 
> 1 96. gpm @ 10 ft. 58 gpm @ 60 ft. 31 gpm @ 80 ft. 91 ft. |TEFC 115/208-230 16.6/9.4-8.3 2YEU2 | TEFC 115/208-230 16.6/9.4-8.3 2YEW4 3 OYEX5 
3 9 gpm @i0ft. 58 gpm @ 60 ft. 31 gpm @ 80 ft. 91 ft_| TEFC 208-230/460 6.0-5.8/2.9 2YEU3 | TEFC 208-230/460 6.0-5.8/2.9 2YEW5 
3 | 123 gom @ 10 ft. 80 gpm @ 60 ft. 48 gpm @ 80ft. 95 ft. |TEFC 230 12.5. 2YEU4 _| TEFC 230 2.5. 2YEW6 
3 123 gpm @ 10 ft. 80 gpm @ 60 ft. 48 gpm @ 80 ft. 95 ft. | TEFC 208-230/460 8.3-7.6/3.8 2YEU5 | TEFC 208-230/460 8.3-7.6/3.8 2YEW7 


* Use "Best gom @ Head (ft.)" for optimum performance. t Suggested HP for pump heads at stated performance. 


General Utility Pumps MOYNO® 


= Cast-iron housing Compact pumps have a rugged design for pulsation-free transfer 
= Mechanical seal with carbon, _ of slurries and fluids. Models feature a rubber stator for quieter 
ceramic, and nitrile parts operation. You can easily calibrate the pump since flow is consis- 
= Max. liquid temp.: 180°F tent and proportionate to the pump speed. Allow suction lifts up to 
= Max. viscosity: 20,000cP 26 ft. Ideal for transferring abrasive slurries, coatings, feed addi- 
tives, industrial waste, lubricants, and swimming pool water. 





No. 30EK54 







Req. HP Flow Rate @ 

Min. Max. @ Higher| Min. RPM Max. RPM Min. RPM Max. RPM L Mfr. Item 
ATR OSIVAC RPM | andOPS! and OPSI and 90 PSI and 90 PSI) Inlet/Outlet(in.) (in.) (in ) fie ) Model No. 
115 

VY 0.471 gpm 4./gpm 0.21 gpm__2.45gpm_ | %4 NPI, %4NPT 192342 6% 7% 33259 30EK54 
— 1750. % 0.835 gom_ 9.4 gpm — — YaNPT34NPI 19242 6% 7% 33359 30EK55 

2 1.483 gom_ 15.0 gom — — YaNPT NPT 19% 6% 7% 34459 30EK56 
208/230/440VAC 
— 1/750 1% |2.139gpm_ 24.0 gom — — TY NPT IYNPT 25%2 6 8%6 35651 30EK5/ No. 30EK50 
Non-Motorized 

Ve 0.471 gpm 4./gpm 0.21 gpm__2.45gpm_ | %NPI%NPT 12% 4% 5% 33201 30EK50 
150 1750 Yo 0.835 gpm 9.4 gpm — — YaNPT¥4NPT 12% 4% 5% 33301 30EK51 

Yo 1.483 gom_ 15.0 gom — — YaNPT¥4NPT 12% 4% 5% 34401 30EK52 

1% (2.139 gpm_ 24.0 gpm — — TY NPL AIYNPT 17% /%6 86 35601 30EK53 

For Use With Mfr. Item 
Includes Grainger Item Number Model No. No. 30EK58 
Pump Repair Kits 
SEKB1" 3OEKS5 3119029000 30EKSS : 
ae 90 
a 30EK52, 30EK56 3119031000 30EK60 2 yf 
30EK53 3119033000 30EK61 

Stator, Flexible Joint, Seal, Pin for Motor, Pin for Rotor 30EK5/ 3119123000 30EK62 ad 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2647 


PUMPS 
Chemical-Resistant & Magnetic Drive Pumps 


Scan. Order. Done. 


Details on page A1. 








HP Voltage Amps Phase __ Inlet 
304 Stainless Steel Housing, ODP 
% 115/230 6.0/3.0 14" NPT 
yy 115/230 7.2/3.6 14" NPT 
* ~~ 230/460 2.6/1.3 3 Ys NPT 
y, —115/230 8.2/4.4 11" NPT 
* 230/460 3.0/1.5 3 1a" NPT 
, —_115/230 14.0/7.0 11" NPT 
230/460 4.8/2.4 3 1%" NPT 
1% —115/230 17.0/8.5 11" NPT 
2 230/460 5.8/2.9 3 1%" NPT 
9 115/230 21.6/10.8 1 2" NPT 
230/460 8.4/4.2 3 2" NPT 
9 230 15 12" NPT 
230/460 17.6/5.8 3. 2" NPT 
304 Stainless Steel Housing, TEFC 
% 115/230 6.8/3.4 1%" NPT 
| yy 115/230 7.5/3.8 1%" NPT 
208-230/460 3.0-2.8/14 3 %' NPT 
¥* , No. 4UMV2 y, 115/230 9.0/4.5 11%" NPT 
Dayton 208-230/460 3.8-34/1.7 3. 1%"NPT 
; 415/230 13.0/6.5 11" NPT 
11523015078 1198 NPT 
= = { : é 2 
High-Volume Chemical- ** “208-230/460_—7.0-6,6/3.3 31 NPT 
it it 2 iT 
208-230/460 9.6-9.2/46 3 2° NPT 
Resistant Centrifugal 208-230/460 11.5-10.8/5.4 3 2° NPT 
P | P EH | 230 14.5 12" NPT 
umps an ump @a Ss 316 Stainless Steel Housing, TEFC 
; % 115/230 6.8/3.4 14" NPT 
= Max. case working pressure: 150 psi Vp 04 1 31230 3 re 513.8. ; I v iat 
. ° ° - /y 
= Temp. range: 40° to 200°F y, 115/230 9.0/4.5 11s" NPT 
= Max. viscosity: 31 SSU : Au See LL SERA 3 i 
7 O° | 5 0/6. 2" 
7 Discharge ports rotate in 90 | Increments 1 —998-990/460 53-5025 TY NPT 
Designed for continuous-duty high-flow applica- 1% oF a ABO any ; Ve NpY 
tions, including chemical processing, liquid transfer, > 115/230 +8 0/9 0 1 a PT 
cooling, and circulating. Pumps are straight centrifu- een joes : A eT 
gal and feature a 304 stainless steel impeller and 3 530 145 + -—orNPT 
impeller nut. Other wetted materials include carbon, HP Best Efficiency Max. Item 
ceramic, and Viton®. 1-phase motors are capacitor- Req. Inlet Outlet GPM @ Head* Headt No. 


start, with automatic thermal reset protection and 
ball bearings. Pump heads require a NEMA 56J 
motor or 56J pump pedestal with appropriate motor. 1 


Notes: Not recommended for trichloroethylene. TZ 


3-phase units require a pump control box, sold separately. 


MD Series 
No. 2P875 





Pump Heads, 304 SS Housing 


% 
% 
4 


2 
3 


Wy Ve 
fy" fy" 
(AE 7 
1 Yo" 1 VW" 
1% 
2" | Yo" 
2.1 


10 @ 26 


65 4JMY4 
65 4JMY5 
68 4JMY6 
81 4JMY7 


Outlet 


Ye" NPT 
Ya NPT 
Ya NPT 
Ya NPT 
Ya NPT 








1%" NPT 
1%" NPT 
1% NPT 
1%" NPT 
12" NPT 
1%" NPT 
12" NPT 
1%" NPT 





Max.GPM _ Best Efficiency 
@ Head GPM @ Head* 

21 gpm @ ott. 10 gpm @ 26 Tt. 
38 gpm @ oft. 28 gpm @ 22 Tt. 
38 gpm @ Sft. 28 gpm @ 22 ft. 
98 gpm @ ott. 30 gpm @ 41 Tt. 
98 gpm @ ott. 30 gpm @ 41 Tt. 
90 gpm @ ott. 48 gpm @ 40 Tt. 
90 gpm @ ott. 48 gpm @ 40 Tt. 
116 gpm @ oft. 50 gpm @ 48 Tt. 
116 gpm @ oft. 50 gpm @ 48 Tt. 
130 gpm @ dft. 55 gom @ 50 Tt. 
130 gpm @ oft. 55 gpm @ 50 tt. 
150 gpm @ 5 ft. 90 gom @ 48 Tt. 
150 gpm @ 5 ft. 90 gom @ 48 Tt. 
21 gpm @ ott. 10 gpm @ 26 Tt. 
38 gpm @ ott. 28 gpm @ 22 tt. 
38 gpm @ ott. 28 gpm @ 22 tt. 
58 gpm @ 5ftt. 30 gpm @ 41 ft. 
98 gpm @ ott. 30 gpm @ 41 tt. 
90 gpm @ 5ft. 48 gpm @ 40 ft. 
90 gpm @ ott. 48 gpm @ 40 Tt. 
116 gpm @ oft. 50 gpm @ 48 tt. 
116 gpm @ oft. 50 gpm @ 48 tt. 
130 gpm @ oft. 55 gpm @ 50 tt. 
130 gpm @ oft. 55 gpm @ 50 Tt. 
150 gpm @ 5 ft. 90 gom @ 48 Tt. 
150 gpm @ 5 ft. 90 gom @ 48 Tt. 
21 gpm @ ott. 10 gpm @ 26 Tt. 
38 gpm @ oft. 28 gpm @ 22 Tt. 
38 gpm @ Sft. 28 gpm @ 22 Tt. 
98 gpm @ ott. 30 gpm @ 41 tt. 
98 gpm @ Sft. 30 gpm @ 41 Tt. 
90 gpm @ ott. 48 gpm @ 40 Tt. 
90 gpm @ ott. 48 gpm @ 40 Tt. 
116 gpm @ oft. 50 gpm @ 48 Tt. 
116 gpm @ oft. 50 gpm @ 48 tt. 
130 gpm @ oft. 55 gpm @ 50 Tt. 
130 gpm @ dft. 55 gom @ 50 ft. 
150 gpm @ 5 ft. 90 gpm @ 48 Tt. 
150 gpm @ 5 ft. 90 gom @ 48 Tt. 

For Use With 


Pump Shaft Seal Kit 


4JMV2-4JMV9, 4JMW1-4JMW9, 4JMX1-4JMX9 mt 


Min. GPM Max. Item 
@ Head Headt No. 
1 gpm @ 40 ft. 48 ft. 4JMV2 
9gpm @ 40Tt. s0Tt. 4JMV3 
Sgpm@ 40ft. 50 ft. 4JMV4 
3gpm @ 60Tt. 62Tt. 4JMV5 
3gpm@ovdrt. 62 Tt. 4JMV6 
8gpm @ 60Tt. 6oTt. 4JMV/ 
8gpm @ 60Tt. 6oTtt. 4JMV8 
13 gpm @ 60 ft. 6d ft. 4JMV9 
13. gpm @ 60 ft. 65 ft. 4JMW1 
24gom @60Tt. 68Tt. 4IMW2 
24gom @60Tt. 68Tt. 4IMW3 
38 gom @ /0Tt. 81ft. 4JMW4 
38 gom @ /0ft. 81 ft. 4JMW5 
1 gpm @ 40 ft. 48 ft. 4JMW6 
5gpm @ 40ft. 50 ft. 4JMW7 
5gpm @ 40ft. 50 ft. 4JMW8 tT 
3gpm@o60ftt. 62 ft. 4JMW9 
3gpm@ 60ft. 62 ft. 4JMX1 { 
8gpm @ 60Tt. 6dTt. 4JMX2 
8gpm @ 60Tt. 6dTt. 4JMX3 
13 gpm @ 60 ft. 65 ft. 4JMX4 
13 gom @ 60 ft. 65 ft. 4JMX®5 
24gom @60Tt. 68ft. 4JMX6 
24gom @60fTt. 68ft. 4JMX7 
38 gom @ /Oft. 81 ft. 4JMX9 
38 gom @ /Oft. 81 ft. 4JMX8 
1 gpm @ 40 ft. 48 ft. 5WXR9 
ogpm @ 40 ft. 50 ft. S5SWXT0 
ogpm @ 40ft. 50 ft. SWXT1 
3gpm@ 60ft. 62 ft. S5WXT2 
3gpm @ 60Tt. 62ft. SWXT3 
8gpm@60tt. 65 ft. S5WXT4 
8gpm@ 60it. 65 ft. SWXT5 
13 gom @ 60 ft. 65 ft. 5SWXT6 
13 gom @ 60 ft. 65 ft. 5SWXT7 
24gopm @60Tt. 68ft. SWXT8 
24gopm @ 60fTt. 68ft. SWXT9 
38 gom @ /Oft. 81 ft. S5WXU1 
38 gom @ /0ft. 81 ft. SWXUO 
Seal Item 
Material No. 
on, Carbon, 
Ceramic 4JMY8 


* Use "Best gom @ Head (ft.)" for optimum performance. ¢ To convert to psi, divide total feet of head by 2.31. 


MD Series—For Mildly Corrosive Chemicals—Pumps handle mild acids 
and alkalis such as photographic and plating solutions. Glass-filled polypropyl- 
ene pump housing and impeller. Nitrile O-ring gasket. 3-ft., 3-conductor SUT 
cord. No. 2P875 has epoxy-encapsulated motor for submersible use. 


MD-SC Series—For Semicorrosive Chemicals—Pumps handle mild acids, 
mild alkalis, and saltwater. Polypropylene pump housing and impeller, nitrile 
O-ring gasket. Encapsulated ceramic magnet. Ceramic shaft and thrust bear- 
ings. All have 6-ft., 3-conductor SJT cords with 3-prong plugs. Open-fan-cooled 
motors, except No. 4RL36 has epoxy-encapsulated motor for submersible use. 


MD-HC Series—For Highly Corrosive Chemicals—Pumps handle liquids 

such as photographic and plating solutions, acids, alkalis, brines, and distilled 
water. Ryton® pump housing and impeller, Viton® O-ring gasket, and encapsu- 
lated ceramic magnet. Motors have 6-ft., 3-conductor SUT cords with 3-prong 


plugs, except Nos. 4RL34, 4RL35, and 2P044 must be field-wired. 









i GPM of Water 
mp St Senas Motor @ Ft. of Head+ Max. Temp. Mfr. Item 
No. 4RL30 HP Voltage Inlet Outlet Encl. 3 9 Head @Opsig Model No. 
MD Series—For Mildly Corrosive Chemicals 
Yoo 115 %'0.D. %'0.D. Open 21 — 5.5ft. 150°F 1-AA-MD  2P037 
Yo 115 40D. 40D. Sub 175 — 5ft. 150°F 1EUAA-MD 2P875 
Yo 115 %'0D. %'0.D. OPFC 50 — 7 ft. 150°F | 3X-MDX  2P580 
Ys sce. #00 %' 0.D. ore 70 60 19ft. 150°F | 3-MDX  2P579 
e MD-SC Series—For Semicorrosive Chemicals 

Little GIANT % 115 "MPT “%'MPT Sub 5.0 2.7 12.8ft. 150°F PE-1.5-MDI-SC 4RL36 
- i Ys 115  %'FPT "MPT OPFC 7.7 5.5 14.6ft. 150°F 2-MD-SC  4RL30 
Magnetic Drive v2 115 Ye" FPT_" MPT_OPFC 11.810 21.9 ft. 150°F _3-MD-SC__2P038 
. Yo 115  1°FPT ‘'FPT OPFC 135 11.8 24.3ft. 150°F | 4-MD-SC 2P041 
Corrosives- % 115 ~1"FPT %'MPT OPFC 165 14.0 27.5ft. 150°F | 5MD-SC  2P042 

MD-HC Series—For Highly Corrosive Chemicals 
Handlin Pum S Yo 115  %"FPT %'MPT OPFC 75 5.5 14.6 ft. 180°F | 2-MD-HC  4RL31 
a) p %s 115 "MPT %"MPT OPFC 7.6 5.9 16.2ft. 180°F 3-MD-MI-HC 2P039 
vf sty: is Ys 115  %'FPT “MPT TEFC 9.1 6.5 16.3ft. 180°F TE-3-MD-HC 2P040 
« Max. specific gravity: 1.1 MD-HC Series vo 115. 1"FPT "MPT TEFC 13.2 11.8 24.3ft. 180°F TE-4-MD-HC 4RL32 
= Max. viscosity: 100 SSU No. 2P043 % 115/230 TFPT %'MPT TEFC 19.2 17.0 29.3ft. 180°F TE-5-MD-HC 2P043 

os Pere . . 1 " fh" — S = ‘a a 

Eliminate seal-caused friction loss, wear, contamination, and leakage. All i et i ual apy eee — ea a aa ee jets 
are nonsubmersible, except No. 2P875 can be used submersed or inline. Y,_ 115/230 1%" FNPT ("MPT TEFC 51.0 46.5 58.9ft. 180°F TE-7-MD-HC 2P044 


Mount horizontally. 


2648 GRAINGER. 
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+ To convert to psi, divide total feet of head by 2.31. 
Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





GRAINGER CHOICE’ —— _ PUMPS 
Find the wy. Find Solutions. Find Great Prices. Magnetic Drive & Hazardous Location Pumps 





FINISH THOMPSON INC. 





Magnetic Drive, 


Corrosives-Handling Pumps 


= TEFC motors 

= Max. temp.: 180°F (polypropylene); 220°F (PVDF) 
Sealless mag-drive design eliminates the need for 
mechanical seals; prevents shaft leaks and reduces 
maintenance costs. 

Polypropylene units feature polypropylene impel- 
lers and Viton® O-rings. Carbon bushings permit 
extended run-dry capability. 

PVDF units mount horizontally and feature PVDF 
impellers, Viton O-rings, and PTFE bushings. Not 
capable of running dry. 


FLOODED SUCTION 


Close-coupled to standard NEMA motors for installa- 
tion flexibility. High-efficiency impeller design allows 
a smaller pump to be used in many applications. 
Max. viscosity: 100 cps. 5-yr. warranty. 


SELF-PRIMING 


Can self-prime to 25 ft. of suction lift, based upon ; No. 3AZR3 
1.0 of specific gravity. Max. viscosity: 50 cps. 






No. 3AZN4 


No. 3AZL7 





POLYPROPYLENE HOUSING PVDF HOUSING 
GPM of GPM of Max. 115V 115/208-230V | 208-230/460V 115V 115/208-230V | 208-230/460V 
Water@3 Water @ 24 Max. Specific Item Item Item Item Item Item 
HP Inlet Outlet _‘ft. of Head+ ft. of Head+ Head Gravity Series No. No. No. No. No. No. 
Flooded Suction 
Ve 1" FNPT Yo" MNPT 15 _— 21 it: 1:2 DB3 5FZV9 _ _— 5FZW2 _— _ 
2) 1" FNPT Yo" MNPT 18 8 29 ft. 1.2 DB4 5FZWO _ _ 5FZW3 _ _ 
2) 1" FNPT Yo" MNPT 19.5 12.5 oo TL 1.2 DB5 5FZW1 _ _ 5FZW4 _ _ 
Vs 1" FNPT 1" MNPT 39 23 33 ft. le DB6 _ 3AZN4 3AZN5 _ _— _ 
2 1" FNPT 1" MNPT 42 33 53 ft. 1.2 DB6H _— 3AZN6 _ _— _ _— 
Vp 1" FNPT 3/4" MNPT 30 17 29 ft. 1.8 DB5.5 15R528 _ _— 15R532 _ _ 
Self-Priming 
1 1" FNPT 1" MNPT 55 46 50 ft. 1:2 SP10 _— 3AZL5 3AZL6 _— 3AZL9 3AZN1 
2 = 1¥%"FNPT 1%" MNPT 105 100 68 ft. 12 SP11 _ _ 3AZL7 _— _ 3AZN2 
3) TY" FNPT = 1%" MNPT 120 120 90 ft. 12 SP15 —_ _— 3AZL8 _— _ 3AZN3 
Straight 
Y 1" FNPT 1" MNPT 42 33 53 ft. 1.2 DB6H _— _ 3AZN7 _— _ _— 
Yo 1%" FNPT = 1%" MNPT 69 50 go It 1.2 DB7 _— 3AZN8 3AZN9 _ _ _— 
2 1" FNPT 1" MNPT 39 23 oo It. 1.6 DB6 _ _ _ _ 3AZR1 3AZR2 
Yo 1%" FNPT — 1" MNPT 61 50 45 ft. 1.5 DB8 _ 3AZP1 3AZP2 _— 3AZR5 3AZR6 
Ya 1" FNPT 1" MNPT 46 42 67 ft. 2 DB9P _— 3AZP3 3AZP4 _ _ _ 
Yo 1%" FNPT = 1%" MNPT 69 50 33 Tt. 1.6 DB7 _ _ _ _ 3AZR3 3AZR4 
1 1%" FNPT = 1%" MNPT 95 85 52 it. 1:1 DB10 _ 3AZP5 3AZP6 _ _ — 
1% =1¥"FNPT 1%" MNPT 95 85 52 ft. 1.5 DB10 _ _ _ _ _ 3AZR7 
2 2°FNPT = 1%" MNPT be Hts 73 tt. ez DB11 _ _ 3AZP7 _ _ 3AZR8 
3 2°FNPT = 1%" MNPT 130 130 96 ft. 1.1 DB15 _ _ 3AZP8 _ _ _ 
3 2°FNPT = 1%" MNPT 128 128 90 ft. 1.2 DB15 _ _— _ _ _ 3AZR9 
10 2" FNPT 2" MNPT 202 202 158 ft. 1.2 DB22 _— _ 3AZP9 _— _ 3AZT1 


+ To convert to psi, divide total feet of head by 2.31. 


‘a 


Chemical-Resistant, Hazardous Location Pumps 


= Stainless steel impeller and shaft 
= Mechanical shaft seal with Viton® and carbon/ceramic parts 
= Max. liquid temp.: 250°F 


Pumps have a continuous-duty motor to handle liquid transfer, circulation, chemical process- 





5 | a vf = Ve 








ee 
ing, cooling, and pressure boosting applications. Discharge can be rotated 360° in 90° x bea P27 SY 
increments. UL Listed for Class | Groups C and D; Class II Groups E, F, and G. ~~ aar eee 
Best 
Efficiency 
GPM of Water @ GPM of Water @ GPM @ Motor Item 

HP Phase Voltage Amps Inlet Outlet 20 ft. of Headt 70 ft. of Headt Head* Encl. No. 
316 Stainless Steel Housing 

1% 3 208-230/460 4.09-3.72/1.86 1%" NPT 1 Vs" NPT 88 3 42 @ 50 ft. TEFG 5WXU8 

2 3 208-230/460 5.06-4.60/2.30 2" NPT 1%" NPT 106 2 49 @ 50 ft. TEFC 5WXU9 

3 3 208-230/460 7.28-6.62/3.31 2" NPT 1%" NPT 122 42 75 @ 60 fi. TEFG 5WXVO 


* Use “Best Efficiency gom @ Head (ft.)” for optimum performance. ¢ To convert to psi, divide total feet of head by 2.31. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2649 








PUMPS Scan. Order. Done. 
Booster Pumps Details on page A1. 








For more pumps, go to Grainger.com® and search for multistage booster pumps. 


Booster Pump Selection Guide 
(1) Determine pressure boost required above existing pressure. Example: You have 20 psi supply. You require 40 psi at 10 gpm. Your boost 
(2) Determine gpm to be pumped. requirement is 20 psi. 
(3) Read across top of specification column "GPM of Water @ Discharge Read across pressure boost column to 20 psi. Read down vertical column to 
@ 


Pressure in psi+" for pressure boost required. gallons required (10 gpm) or next larger size. 
(4) Read down column to gpm required. Correct pumps are Nos. 45MW68, 45MW69, 45MW85, and 45MW86. 









* . G 
EM e) OFIIW. 
FLINT & WALLING 
Zoeller Family of Water Solutions” 


Multistage ‘ 





No. 22W709 







No. 45MW84 









For Use With Item 
Booster Pumps Grainger No. No. 
Dayton, Booster Pump 
= Max. fluid temp.: 140°F Bowls have 300 stainless steel rabbit lock for positive alignment with Rerrer Carnitine heseatiies 
= Max. case pressure: 300 psi no gaskets needed. Mechanical seal with carbon/ceramic and Viton® 45MW66 41TK76 
= 65°C temp. rise motors parts; stainless steel spring. Pumps are self-priming to 10 ft. when the —424wee—gerwgo—ayTky8 
= ODP motor enclosure pump housing and suction line is filled with water and a foot valve is ee seNNW73 47TK80 
: , ; 5MW74, 45MW75 4 
Use to increase pressure from city mains, or pump water from used. UL and C-UL Listed. A5MW78. 45MW7941TK83 
isterns and private ponds to ensure the proper operation of 4oMW80, 4MW81_ 41TK84 
iain ; i, ace P peer FLINT & WALLING® A5MW82, 45MW8341TK85 
aa Pumps feature continuous-duty dual-voltage motors with shielded sone autho 
45MW85, 45MW86_41TK87 
DAYTON® ball bearings. Replaceable pump cartridge has 304 SS radial bearing 45MW87, 45MW88_ 41TK88 
The multistage design helps provide steady, quiet, and and Noryl® and Delrin® impellers and diffusers. 1-phase units have eMWOe EMWee te 
vibration-free operation. Cast-iron housing is ideal for general thermally protected capacitor-start motors. Cast-iron housings feature ~45MW93, 45MW94_41TK91 
service, stainless steel for filtration applications. Feature an cast-iron suction and discharge; mechanical seal uses Buna N and O-Ring. Buna wad TKO 
O-ring casing seal for reliable, high-pressure sealing with carbon/silicon. Stainless steel housings feature 304 SS suction and 0-Ring, Viton 
easy disassembly for repair or maintenance. Diffusers are discharge. All are suitable for pressure boosting, pressure cleaning, Wechanizel Seale Bae 
glass-filled engineered composite material with a fixed impel- _ Mist systems, evaporative cooling, reverse osmosis, and water circula- ~ 45MW66 to 45MW94 41TK94 
ler design and high resistance to abrasion and corrosion. tion. CSA Certified to UL standards for U.S. and Canada. Mechanical Seats, Viton as 
No. of Housing GPM of Water @ Discharge Pressure in psi+ Max. Item 
pages HP Voltage Amps Phase Inlet Size Outlet Size Material* 10 20 40 60 80 100 120 140 Pressure No. 
ayton 
7 Y; 120/240VAC 7.5/3.4 1 Ye NPT _%4' NPT Cl 93 78 68 51 29 — _— _90psi_ —_ 45MW66 
3 % 120/240VAC 7.8/3.9 i Ye NPT 4" NPT Cl 96 8 7 57 4 2. —  —  120psi  45MW67 
% 120/240VAC 7.8/3.9 1 Ye NPT 4" NPT SS 96 8 7 57 4 2. —  —  120psi 45MW84 
7 120/240VAC 11.1/5.5 1 Ye NPT 3%" NPT Cl 13.7 128 110 106 94 74 47 O9 14ipsi  45MW68 
7 120/240VAC 17.1/5.5 1 Ye NPT %" NPT SS 13.7 128 110 106 94 74 47 09 141psi  45MW85 
7 208 to 240/480VAC 3.9-3.6/1.8 3 Ye NPT 4" NPT Cl 13.7 128 110 106 94 74 47 O09 14{psi 45MW69 
7 208 to 240/480VAC 3.9-3.6/1.8 3 Ye NPT 4" NPT SS 13.7 128 110 106 94 74 47 09 141psi 45MW86 
g 2 208 to 240/480VAC 7.1-6.8/3.4 3 T NPT T NPT Cl 31.4 301 27.9 259 238 203 162 — 134psi  45MW79 
2 208 to 240/480VAC 7.1-6.8/3.4 3 NPT 1 NPT SS 31.4 301 279 259 238 203 162 —  134psi 45MW92 
2 240VAC 10.2 1 1" NPT 1" NPT Cl 31.4 301 27.9 259 238 203 162 —  134psi  45MW78 
2 240VAC 10.2 1 1" NPT 1" NPT SS 31.4 301 279 259 238 203 162 —  134psi  45MW91 
3 208 to 240/480VAC 10.1-9.2/4.6 3 1" NPT 1" NPT Cl 440 431 41.8 379 311 239 —  —  {20psi  45MW81 
3 240VAC 14.5 1 1" NPT 1" NPT Cl 440 431 41.8 379 31.1 239 — —  {20psi 45MW80 
i 120/240VAC 13/6.3 { Ye NPT 4" NPT Cl 154 148 146 #135 11.7 11.5 10 85 ‘7{psi  45MW72 
12 { 120/240VAC 13/6.3 { Ye NPT 4" NPT SS 54 148 146 135 11.7 115 10 85 ‘7{psi 45MW87 
1 208 to 240/480VAC 43-4/2.0 3 Ye NPT 34" NPT Cl 54 148 146 135 11.7 11.5 10 85 ‘7{psi 45MW73 
1 208 to 240/480VAC 4.3-4/2.0 3 Ye NPT 34" NPT SS 54 148 146 135 117 11.5 10 85 71psi 45MW88 
Th 120/240VAC 18.4/8.4 1 Ye NPT" NPT Cl 155 153 143 13.3 122 102 96 83 194psi  45MW74 
1% 120/240VAC 18.4/8.4 1 Ye NPT 34" NPT SS 155 153 143 13.3 122 10.2 96 83 194psi 45MW89 
iWZ 208 to 240/480VAC 5.7-5.4/2.7 3 Ye NPT 4" NPT Cl 155 153 143 13.3 122 10.2 96 83 194psi  45MW75 
13 1% 208 to 240/480VAC 5.7-5.4/2.7 3 Ye NPT 4" NPT SS 155 153 143 13.3 122 10.2 96 83 194psi  45MW90 
3 208 to 240/480VAC 10.1-9.2/4.6 3 NPT T NPT SS 32.5 31.2 298 275 261 243 21.2 17.5 172psi  45MW94 
3 240VAC 10.1-9.2/4.6 1 1" NPT 1" NPT Cl 32.5 31.2 298 275 261 243 21.2 17.5 {72psi  45MW82 
3 240VAC 14.5 1 1" NPT 1" NPT Cl 32.5 31.2 298 275 261 243 21.2 17.5 {72psi  45MW83 
3 240VAC 14.5 1 1" NPT 1" NPT SS 32.5 31.2 298 275 261 243 21.2 17.5 172psi  45MW93 
Flint & Walling 
8 i, 120/240VAC 8.6/4.3 1 Ye NPT 4" NPT Cl 102 96 83 65 43 — —  —  96psi  22W709 
12 % 120/240VAC 13.0/6.5 1 Ye NPT 4" NPT Cl 10 96 83 71 6 4-23 — 132psi_ _—‘ 22W710 
Vs 120/240VAC 14.0/7.0 1 Ye NPT 3%" NPT Cl 14.134 122 109 95 89 7 446 158psi 22W711 
i 120/240VAC 18.0/9.0 1 Ye NPT 4" NPT Cl ii t 145 134 123 112 98 8 183 psi 22W715 
14 3 208 to 240/480VAC 9.8/4.9 3 NPT NPT SS i t+ 33 315 298 279 256 228 187psi  22W737 
3 240VAC 13.5 i 1 NPT 1 NPT Cl t ft 33 315 298 279 256 228 187psi  22W723 
7 120/240VAC 14.0/7.0 1 YeNPT 34" NPT SS 99 95 87 8 73 65 58 48 ‘175psi 22W713 
16 1% 120/240VAC 21.0/10.5 1 Ye NPT 3%" NPT Cl t t 15 147 131 121 11 82 212psi  22W717 
1% 208 to 240/480VAC 5.7/2.85 3 Ye NPT 4" NPT SS i t 15 147 131 121 11 82 212psi 22W733 
* Cl = cast iron, SS = stainless steel. + To convert to feet of head, multiply psi by 2.31. t Operating pump in this pressure range is not recommended. 
2 5 ter P Dayton} 
= Max. case pressure: 75 psi For boosting water pressure in a home water system. 2-stage impeller design 
= TEFC motor enclosure increases pump performance. Stainless steel body and thermoplastic impellers 
resist corrosion. Suction lift up to 25 ft. 
GPM GPM@~ GPM GPM GPM GPM@ Max. Item 
HP Amps Inlet Outlet @15psi 20psi @25psi @30psi @35psi 40 psi Pressure No. 
% 49 ik ig 13.4 10.8 7.7 2.9 — — 32.8 psi 4HFA6 
7 6.1 ik il 15.0 12.7 10.5 74 1.8 — 36.7 psi 4HFA7 
* 1 77 il ih 18.5 16.5 14.4 12 91 5.3 45.3 psi 4HFA8 
2650 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


PUMPS 


Pressure Booster Pumps 





High-Volume Pressure Booster Pumps 


= Max. fluid temp.: 200°F 

= Max. fluid viscosity: 31 SSU 
= 65°C temp. rise motor 

= ODP motor enclosure 

= Cast-iron housing 


= Inlet/outlet NPT: 14%" and 114" 


Non-self-priming pumps can lift water up to 25 ft. with 


‘= 


foot valve and pump suction line/piping filled with water. Continuous- 
duty motors can boost pressure for high-flow applications. 1-stage 
models include a discharge port on the pump housing that can be 
adjusted 90°. The 2- and 3-stage models are equipped for applications 
that require higher pressures. All pumps are UL and C-UL Listed. 






No. of GPM of Water @ Discharge Pressure in PSI+; Max. Item 
Stages HP Voltage Amps Phase} 15 20 25 35 |Pressure No. 
V3 120/240VAC 7.5/3.4 1 38 28 20 — —_ 27 psi 45MW11 
Vp 120/240VAC 7.8/3.9 1 48 40 2/ — — 30 psi 45MW12 
7) 120/240VAC 1155 1 60 52 or 19 — 33 psi 45MW13 
¥, 208 to 240/480VAC  — 3.9 to 3.6/1.8 3 60 52 or 19 — 33 psi 45MW14 No. 
{ 1 120/240VAC 13/6.3 1 66 59 52 44 35 42 psi 45MW16 45MW11 
1 208 to 240/480VAC 4.3 to 4/2.0 a 66 59 52 44 05 42 psi 45MW17 
1%  208to 240/480VAC 5.7 to 5.4/2.7 3 — 75 70 61 47 44 psi 45MW21 
1% 240VAC 8.4 1 — 75 70 61 47 44 psi 45MW20 
2 208 to 240/480VAC 7.1 to 6.8/3.4 3 — — 78 65 55 42 psi 45MW25 
2 240VAC 10.2 1 — — 78 65 55 42 psi 45MW24 
1 120/240VAC 13/6.3 1 — — 35 a2 29 60 psi 45MW18 
D 1 208 to 240/480VAC 4.3 to 4/2.0 3 — — O58 a2 29 60 psi 45MW19 
1%  208to 240/480VAC 5./ to 5.4/2.7 3 — — of o6 a2 65 psi 45MW23 
1% 240VAC 8.4 1 — — ed 35 32 65 psi 45MW22 For Use With Item 
2 208 to 240/480VAC = 7.1 to 6.8/3.4 3 _ _— of 34 33 88 psi 45MW29 Description Grainger Item Number No. 
3 2 240VAC 10.2 1 — _— of 34 33 88 psi 45MW28 Replacement Parts 
3 208 to 240/480VAC 10.1 to 9.2/4.6 3 = = 4 39 38 92 psi 45MW31 Mechanical Seal, Buna N 45MW11 to 45MW31 41TK74 
3 240VAC 14.5 1 —_ — 44 39 38 92 psi 45MW30 Gasket, NBR 41TK75 


+ To convert to feet of head, multiply psi by 2.31. 


Vertical Multistage Booster Pumps 


paver 
= Max. fluid temp.: 248°F The inline design allows pump to also be installed horizontally in locations 
= Max. fluid viscosity: 100 SSU where suction and discharge connections are in the same plane and have 
= Max. case pressure: 362 psi the same pipe sizes. Closed stainless steel impeller with silicon carbide, stainless steel, and 
= 3450 rpm with EPDM seals. Pumps feature high-pressure performance at low flow, making them suitable for 
NEMA 56C frame use in pressure-boosting systems, boiler feed applications, ultra filtration and reverse osmosis 
= TEFC motor enclosure systems. Compact size allows installation in tight spaces. Continuous-duty motor. Flange Kits are 
= Inlet/Outlet Flanged: sold separately on Grainger.com® and include a gasket, companion flange, 4 nuts, and 4 bolts. 
14%" and 1%" No. 21R871 is for stainless steel models, No. 21R870 is for cast-iron models. All pumps are UL 
and C-UL Listed. 


STAINLESS 
STEEL CAST-IRON 
No. of GPM of Water @ Discharge Pressure in PSI+ Max. Item Item 
Stages HP Voltage Amps Phase; 10 20 40 1 0 |Pressure No. No. 
Vp 120/208 to 240VAC 8.6/4.0-4.3 1 21 #12 — — — — — | 27psi | 5SUWK1 — 
D 2 208 to 240/480VAC 1.7-1.6/0.8 ] 21 #12 — — — — —| 27psi — 5UWH6 
V4 120/208 to 240VAC 10.7/5.2-5.3 1 40 20 — — — — — | 27psi | 5UWK3 _ 
V4 208 to 240/480VAC 2.5-2.4/1.2 ] 40 20 — — — — —| 27psi — 5UWH8 
) V4 120/208 to 240VAC 10.7/5.2-5.3 1 tT 199 — — — — — | 40psi | 5UWK5 5UWH9 
1 120/208 to 240VAC 12.2/6.3-6.1 1 ii Tr & — — —)| 66psi | 5UWK7 _ 
5 1 208 to 240/480VAC 3.3-3.2/1.6 3 Tt tT 17 6 — — — | 66psi | 5UWL3 5UWJ7 
2 120/208 to 240VAC 16.6/9.4-8.3 1 Tt T 35 14 — — —| 7/0psi _ 5UWJ5 
3 1% 120/208 to 240VAC 13.5/7.6-6.7 1 Tt t 22 19 14 5 — | 108 psi _ 5UWJ2 
1% 208 to 240/480VAC 4.5-4.6/2.3 3 Tt t:..22. ‘19 14 5 — | 108psi | SUWL4 5UWJ8 
9 3 240VAC 25 1 25 + £42 «35 Stainless Steel 25 — | 127psi| 5UWL2 — 
14 2 120/208 to 240VAC 16.6/9.4-8.3 1 Tt Tt Tt _22 19 16 4 | 148 psi | S5UWK9 5UWJ3 
2 208 to 240/480VAC 6.0-5.8/2.9 3 i it t 22 19 16 4 | 148psi | SUWLS5 5UWJ9 
17 3 208 to 240/480VAC 8.3-7.6/3.8 3 Tt Tt Tt Tt Tt 22 18 | 230psi| SUWL6 5UWKO 


+ To convert to feet of head, multiply psi by 2.31. ¢ Items with this symbol are not recommended for operation in this range and may result in motor damage. 


Horizontal Multistage Booster Pumps 


= Max. fluid temp.: 194°F 
= Max. fluid viscosity: 100 SSU 
= Max. case pressure: 150 psi 


= 3450 rpm with NEMA 56J frame 


= ODP motor enclosure, except 


Nos. 5UXF9 and 5UXG4 are TEFC 


= Cast-iron housing 


Feature continuous-duty motors for 
high-flow applications. Closed stainless steel impeller 

with carbon/ceramic, Buna N, and stainless steel seals. 
Pumps are not self-priming. Wet moving parts made of 
304 stainless steel for longer life. Can be used with thin, 





‘a 


clean, nonaggressive and nonexplosive liquids without 


solid particles or fibers. Suitable for increasing water 


pressure from city mains or private water systems, 


rinsing or spraying cooling equipment, and lawn sprin- 
kling. UL and C-UL Listed. 





No. 5UXF3 





No. of GPM of Water @ Discharge Pressure in PSI+ Max. Item 
Stages HP Voltage Amps Phase Inlet Size Outlet Size 10 20 40 60 100 Pressure No. 
3 120/240VAC 7.9/3.8 1 34" NPT 4" NPT 20 18 12 = — = 58 psi 5SUXF3 
3 1 120/240VAC 14.4/7.2 1 1%" NPT 1" NPT 50 43 27 — — — 59 psi 5UXF6 
1 208 to 240/480VAC 3.7-3.2/1,6 3 1%" NPT 1" NPT 50 43 27 — — — 59 psi 5SUXG1 
Ye 120/240VAC 8.4/4.8 1 Ya" NPT 34" NPT 20 19 16 10 = — 77 psi 5SUXF4 
4 1% 120/240VAC 17/8.5 1 1%" NPT 1" NPT 52 48 38 23 1.9 — 81 psi SUXF7 
1% 208 to 240/480VAC 4.4-3.9/2.0 3 1%" NPT 1" NPT ay 48 38 23 1.9 = 81 psi 5SUXG2 
Sa 120/240VAC 11.3/5.6 1 ¥4" NPT 4" NPT 20 19.5 175 13.5 7 — 93 psi 5UXF5 
5 4 208 to 240/480VAC 2,172.0) 1.2 3 ¥4" NPT 4" NPT 20 19.5 17.5 13,5 7 — 93 psi 5UXGO 
2 120/240VAC 20/10 1 1%" NPT 1" NPT 5g 49 A} 31 17 — 100 psi SUXF8 
2 208 to 240/480VAC 5.9-5.2/25 3 1%" NPT 1" NPT 53 49 A} 31 17 — 80 psi 5UXG3 
6 3 208 to 240/480VAC 8.3-7.6/3.8 3 1%" NPT 1" NPT 04 51 45 38 29 if 121 psi 5SUXG4 
3 240VAC 125 1 1%" NPT 1" NPT 04 1 45 38 29 17 121 psi SUXF9 
+ To convert to feet of head, multiply psi by 2.31. 
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PUMPS 
Centrifugal, Constant Pressure & Turbine Pumps 


Scan. Order. Done. 
Details on page A1. 





FLINT & WALLING 


Zoeller Family of Water Solutions 


High-Volume, Straight Centrifugal Pumps 


= Max. liquid temp.: 200°F 2-stage, low-lead brass, closed impellers provide high pressure for 

= ODP motor enclosure water boosting applications. Cast-iron housing. Stainless steel, Buna 

= 1.25 motor service factor, §N, and carbon/silicon carbide mechanical seals. Wetted materials are 
except No. 22W755is 1.3 __ brass, Buna N, carbon, cast iron, silicon carbide, and stainless steel. 








GPM@ GPM@ Item 

HP _ Phase Voltage Amps Inlet Size Outlet Size Frame 25 psi 50 psi No. 
No. 1% 3 208 to 240/480VAC 5.7/2.85 1%" NPT 1%" NPT NEMA 56J 46 44 22W/59 
22W755 D 1 120/240VAC 29.0/12.5 1%" NPT 1%" NPT NEMA56J Oo 48 22W/57 
3 208 to 240/480VAC 743.7 1¥2"NPT 1%" NPT — NEMA 56J 93 39 22W/59 


@GOULDS 
a 4 g WATER TECHNOLOGY 


Constant Pressure/Variable Speed 
Booster Pumps 


Pumps include everything needed to maintain constant pressure in domestic water applica- 
tions. Great in multipath homes, small apartments, condos, penthouses, residential irrigation 
systems, and restaurants. For indoor use. 

3500-rpm motor in TEFC enclosure is rated for continuous duty; 50/60 Hz. Max. liquid temp.: 
250°F. Stainless steel housing; seals are carbon/ceramic/rubber. 

Pumps include tank and controller. Check valves, unions, ball valves, and breakers not 
included. 

Note: Pumps need to operate at minimum gpm flow to maintain operation. 





No. 48GP22 











Tank Max. PSI Boost Max. PSI Boost Max. PSI Boost Max. Mfr. Item 
Stages HP Voltage Phase Amps Inlet Outlet (gal. ) @0-10GPM @10-20GPM @20-30GPM Pressure Model No. 
3 1 115 1 3. 1M oT 45 45 40 35 100 psi_ 1751AB25HM03 48GP52 
1 230 1 3.1% ~ 6T 45 45 40 30 100 psi 1AB25HM03 48GP25 
4 1 230 1 3 1 {" 2 oD Not Rated Not Rated 100 psi 1AB21HMO04 48GP22 
1 115 1 3 {" il 2 a0 Not Rated Not Rated 100 psi 1151AB21HM06 48GP51 
6 1 230 1 3 T" {" 2 55 Not Rated Not Rated 100 psi 1AB27HM06 48GP23 
2. 230 1 42 1 i 2 80 60 Not Rated 100 psi 2AB23HM06 48GP24 
2 230 1 Ace WV TAD 90 80 70 100 psi 2AB25HM06 48GP28 


Turbine Pumps 


= Liquid temp. range: -20° to 230°F 
= 3450 rpm motors 
= Bronze impellers 
= Max. specific gravity: 1.0 
=» Mount on NEMA 56J frames, 
except 56C on 300 psi 
max. pressure models 
= 300 psi max. pressure models 
handle vapors up to 20% by 
volume, to minimize vapor lock 
Feature Type 21 mechanical seals 
and an easily accessible drain plug. 
Ball bearings on shaft for longer life. 
Suitable for industrial and commercial 
applications, boiler feed, condensation 
return, pressure service, water treat- 
ment, reverse osmosis filtration, spray 
equipment, and liquid transfer. 





‘ane 


Notes: A suitable relief valve, such as No. 2X318 (on 
page 2895), should be installed to assure maximum 
psi is not exceeded; otherwise, electric motor/pump 
may be damaged. 


Use only with nonflammable liquids compatible 
with pump materials in nonexplosive/nonflammable 
atmospheres. 


Bronze Housing—Wetted materials are 
bronze, carbon, ceramic, Buna N, and 
stainless steel. 


Cast-Iron Housing—|mpellers have 
balancing holes to help eliminate side 
wear and reduce the need for external 
adjustments. Include cast-iron motor 
bracket with replacement bronze sleeve. 
Wetted materials are cast iron, bronze, 
carbon, ceramic, and Buna N. 


Note: Not for use with viscous or abrasive liquids. 


1-PHASE 3-PHASE 
Max. GPM @ GPM @ GPM @ Item GPM @ GPM @ GPM @ Item 
HP Motor Encl. Inlet Outlet Pressure Voltage 10 psi 50 psi 100 psi No. Voltage 10 psi 50 psi 100 psi No. 
Bronze Housing 
Vy ODP 4" NPT Ya" NPT 120 psi 115/230 2.0 13 0.7 53EA94 — _— — _ _ 
Y ODP ya" 5/4" 120 psi — — — — — 208-230/460 6 of 1.1 4JPD6 
VY ODP 4" NPT Ya" NPT 120 psi 115/230 6.0 of 1.1 53EA95 _— —_ — — _— 
Ya ODP 1¥%" FNPT 1" FNPT 120 psi 115/230 7.6 6.4 48 53EA96 208-230/460 7.6 6.4 4.8 53EA97 
1 ODP i ils 120 psi 115/230 11.2 8.6 3 4JPE2 ~* _ — — — _ 
1% TEFC 1%" FNPT 1" FNPT 140 psi | 115/208/230 9.7 7.8 9.6 53EA98 230/460 9./ 7.8 5.6 53EA99 
2 TEFG 1%" FNPT 1" FNPT 100 psi =| 115/208/230 22.5 18.3 — 53ECO1 230/460 22) 18.3 — 53EC02 
Cast-Iron Housing 
Y ODP a" NPT Ya" NPT 140 psi 115/230 3.8 2.6 1.0 53EC03 — — — — _ 
Ya ODP 144" FNPT 1" FNPT 120 psi 115/230 7.6 6.4 48 53EC04 — _ — — _ 
1 ODP 1 VY" FNPT 1" FNPT 120 psi 115/230 V1.2 8.6 3.0 53ECO5 _ — _ — _ 
3 TEFG 1Y%" FNPT 1" FNPT 120 psi — — — — —_ 230/460 18.4 16.0 12.6 53EC06 
Cast Iron with Nickel Plating Housing 
Vs DP Ya" sf 140 psi 115/230 25 15 0.7 4JPF1 *t — _ —_ — _ 
ZZ ODP 1%" ilk 120 psi — — — — — 208-230/460 3.8 2.6 ue 4JPF4_ + 
2) ODP 1M" il 120 psi — — — — — 208-230/460 7.6 6.4 4.8 4JPF6 + 
1 ODP 1%" il 120 psi — — — — — 208-230/460 11.2 9.7 7.6 4JPF7 + 
1% TEFG 1%" il 140 psi | 115/208-230 9.7 7.8 9.6 4AJPF8 + | 208-230/460 9./ 7.8 9.6 4JPF9 + 
2 TEFG 1%" cl 100 psi | 115/208-230 22.0 18.3 _ 4JPG1 + | 208-230/460 225) 18.3 _ 4JPG2_ tf 
Item Item 
Item For Use With No. Includes No. For Use With No. Includes No. 
Replacement Shatt Seal Kits and Seals RapIacemcH Shaft Seal Kits and Seals (Cont.) 
O Ring Kit, 131 Mech Seal A4UP50, 4UP51 Seal, Seat, and Pump O-Rings 26KJ17 Shaft Seal Kit UP52-4UP58 Seal, Seat, and Pump O-Rings 2WV89 
O Ring Kit, 151 Mech Seal 4P913-4P916, 4UP59-4UP66 Seal, Seat,and Pump O-Rings 26KJ18 Shatt Seal Tc 4UP51 Seal and Seat 2WV87 
4P913-4P91 6, 4UP52-4UP66 Seal and Seat 2WV86 


* 150/230V only. £ Cast-iron housing with nickel plating. 
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No. 1D873 
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Convertible Well Jet Pumps 


Eliminate the need to connect to a municipal water source and are for use 

in shallow wells (up to 25-ft. deep) or deep wells (greater than 25-ft. deep) 
depending on the ejectors used. Pumps are mounted above ground for repair 
and maintenance compared to submersible well pumps that are installed in the 
well and need to be removed from the well for inspection. Jet pumps are not 
subject to pump twisting found in submersible pumps that causes them to strike 
against and damage the sides of the well casing. Pumps are connected to an 
ejector, tank, and control panel to automatically supply water as needed. 


Cast Iron—Adaptable to single-pipe Thermoplastic—All wettable parts 
shallow well or double-pipe deep well —_ resist corrosives and abrasives found 


installations. in most wells. 
Flow 
Rate @ Max. 
50 Ft. Lift Ejector Suction Item 
HP Amps @40PSI Included Includes Lift Inlet No. 


Cast Iron Body, ¥" NPT Discharge 
% 13.0/6.5 — Yes 
Cast Iron Body, 1" NPT Discharge 


Y 10.8/5.5 4.6gpm No 


Motor, Pressure Regulator, Pressure ' 
Switch and Pressure Gauge 40 ft. 1%" NPT 1D877 


Requires Ejector Sold 
Separately (See accessories 
™ depending on application} 
otor, Pressure Regulator, Pressure 
14.0/7.0 4.69pm Yes Switch and Pressure Gauge 22 Ft 
4 Requires Ejector Sold 

18.0/9.0 8.6gpm No Separately (See accessories 
depending on application) 
Motor, Pressure Regulator, Pressure 50 ft 
Switch and Pressure Gauge ji 
Requires Ejector Sold 
Separately (See accessories 
depending on application) 
Motor, Pressure Regulator, Pressure 60 ft 
Switch and Pressure Gauge 
Requires Ejector Sold 
Separately (See accessories 
depending on application) 


100 ft. 1%" NPT SUXK3 
1%" NPT 1D875 
110 ft. 1%" NPT 5UXK4 


18.0/9.0 54gpm Yes 1%" NPT 1D873 


20.0/10.5 11.1gpm No 140 ft. 1%" NPT SUXKS 


21.0/10.5 7.5gpm Yes 1%" NPT 1D879 


1% 


2 
21.5/11.0 14.00gpm No 140 ft. 1%" NPT 5UXK6 


Thermoplastic Body, 1" NPT Discharge 
% 10.0/4.8 2.5 gpm No 
¥4_ 10.8/5.5 3.6 gpm No 
1 17.0/8.5 9.2 gpm No 
1% 19.0/9.5 11.9gpm No 


Jet Pump Li Da ton} 
Ejectors 


Ejectors consist of a nozzle and a 
venturi attached to a compatible jet 
pump to create a vacuum that draws 
water up the well. Shallow-well jet 
pump ejectors connect to compat- 
ible shallow-well jet pumps for wells 
less than 25-ft. deep. The deep- 
well models connect to connect to 
compatible deep-well or convertible 
well jet pumps for wells more than 
25-ft. deep. All ejectors are commonly 
used in residential well applications. 


60 ft. 
80 ft. 


1%" NPT 4HEZ4 
1%" NPT 4HEZ5 


Pressure Gauge 
Pressure Gauge 
Pressure Gauge 
Pressure Gauge 


110 ft. 1%" NPT 4HEZ6 
110 ft. 1%" NPT 4HEZ7 







No. of Item 
Pipes For Use With Includes No. 
Shallow-Well 

3 5UXK3 to 5UXK6, 5UXLO to 5UXL3 Gasket, Nozzles, Venturis, Bolts 5UXL4 

4 4HEZ4 to 4HEZ7, 4HFA4, 4HFAD5 Check Valve, Nozzle, Venturi 4HFC1 
Deep-Well 

F 4HEZ4 to 4HEZ7, 4HFA4, 4HFAD, Check Valve, Nozzle, Venturi, AHFC2 

SUXK3 to 5UXK6, SUXLO to 5ULX3 raarVA Packer Cup Type seals 5 
oot Valve, Nozzle, Venturi, Plastic Suction 
ri 4HEZ4 to 4HEZ7, 4HFA4, 4HFA5 Pipe Adapter, Foot Valve Pipe Nipple 4HFA9 
8  5UXK3 to 5UXK6, 5UXLO to 5UXL3 Gasket, Nozzles, Venturis, Bolts 5UXL5 
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® 
FLINT & WALLING, INC. 


Shallow-Well 
Jet Pumps 


Supply water from wells up to 25-ft. deep and eliminate the need to connect to 
a municipal water source. They are mounted above ground for maintenance and 
repair compared to submersible well pumps that are installed in the well and 
need to be removed from the well for inspection. Pumps are not subject to pump 
twisting found in submersible pumps that causes them to strike against and 
damage the sides of the well casing. They are connected to an ejector, tank, and 
control panel to automatically supply water as needed. 








Flow Rate 
@10FtLift Ejector Max. Case Shut Off Item 
HP Amps @40PSI Included Pressure Pressure Brand No. 
¥q" NPT Discharge 
Yy 8.6/4.3 8./ gpm Yes (2 Pol (2 Pol Dayton 1D881 
13.0/6.5 12.2 gom Yes 69 PSI 69 PSI Dayton 1D876 
¥ 13/6.5 12.0 gom Yes 150 PS! 65 PSI ‘Flint & Walling 24PR52 
13.0/6.5 12.2 gpm Yes 74 PSI 74 PSI Dayton 1D880 
1" NPT Discharge 
9.0/4.5 2./ gpm Yes 160 PSI 59 PSl Dayton 4HEY8 
3 10/4.8 3.3 gpm Yes 140 PSI 63 PSI Dayton 4HEY3 
10/4.8 4.5 gpm No 123 Pol 66 PSI Dayton 5UXJ8 
9.6/4.8 3.9 gpm Yes 160 PSI 60 PSI Dayton 4HEY9 
Yo 10/4.8 4.4 gpm Yes 140 PS! 63 PSI Dayton 4HEY4 
10/5 7.3 gpm No 123 PSI 67 PSI Dayton 5UXJ9 
10.8/5.5 9.6 gpm Yes 140 PSI 63 PSI Dayton 4HEY5 
¥ 10.8/5.5 11.5 gom No 123. Pol 64 PSI Dayton 5UXKO 
14.0/7.0 13.9 gom Yes 69 PSI 69 PSI Dayton 1D874 
15.6/7.8 11.9 gom Yes 160 PS! 64 PSI Dayton 4HEZ1 
15.6/7.8 12.3 gom Yes 140 PS! 63 PSI Dayton 4HEY6 
{ 18.0/9.0 17.1 gpm Yes 160 PS! 84 PSI Dayton 4HEZ2 
18.0/9.0 18.4 gpm Yes 70 PSI {0-Pol Dayton 1D872 
20/10.5 17.8 gom No 123 PSI 69 PSI Dayton 5UXK1 
17.2/8.8 = 21.1 gpm Yes 140 PS! 63 PSI Dayton 4HEY7 
1% 20.3/10.4 17.6 gom Yes 160 PS! 72 PSI Dayton 4HEZ3 
21.0/10.5 20.4 gpm Yes 7/ PSl ff Pol Dayton 1D878 
21.90/11 23.6 gpm No 123 PSI 64 PSI Dayton 5UXK2 
No. 24PR57 


No. 4HEZ9 
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FLINT & WALLING, INC. 
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Jet Pump 
Systems 


Pump systems are centrifugal end suction pumps that use a jet pump ejector 
to generate a vacuum which helps draw water up the well. They come with 

a booster tank to ensure the pump will maintain a more consistent water 
pressure and supply water to homes or facilities without having to connect 
to a municipal water source. Jet pumps are installed above ground for repair 
and maintenance, and they eliminate damaging pump twisting common with 
submersible well pumps that causes them to strike against and damage the 
sides of the well casing. 


' 
= 


al 





Flow Rate@10 Tank Max. Shut Off Item 
HP Amps FtLift@40PS!I Cap. Suction Lift Pressure Brand No. 
Convertible Jet Pump Systems 
1"-NPT Discharge 
iy 10.8/5.5 11.4 gom 17.0 gal 100 ft 66 psi Dayton SUXL1 
10.8/5.5 11.4 gpm 30.0 gal 100 ft 66 psi Dayton 5UXLO ~ 
Ya 18/9 14.9 gpm 17.0 gal 1107t 69 psi Dayton oUXL2 
1 17.0/8.5 18.4 gpm 17.0 gal 110it 66 psi Dayton 4HFAS 
20/10.5 17.8 gpm 17.0 gal  80ft 79 psi Dayton SUXL3 
Shallow Well Jet Pump Systems 
¥4"-NPT Discharge 
Ya 8.6/4.3 9.2 gpm 8.ogal  2oft 60 psi —_—- Flint & Walling 24PR57 
Ya 13/6.5 9.6 gpm 14 gal 20 ft 65 psi _—_— Flint & Walling 24PR58 
1"-NPT- Discharge 
5 10/4.8 3.3 gpm 2.0gal 2oft 63 psi Dayton 4HEZ8 
10/4.8 4.5 gpm 2.0 gal 25 ft 63 psi Dayton 5UXK7 
9.6/4.8 3.0 gpm 6.0gal 25ft 60 psi Dayton 4HFA2 
Vp 10/4.8 4.4 gpm 6.0 gal 20 ft 63 psi Dayton 4HEZ9 
10.8/5.5 11.4 gpm 6.0 gal 25ft 64 psi Dayton oUXK8 
10.8/5.5 9.6 gpm 6.0gal 25ft 63 psi Dayton 4HFA1 
¥y — 19.6/7.8 11.9 gpm 6.0 gal 25ft 64 psi Dayton 4HFA3 
18/9 14.9 gom 6.0gal 25ft 65 psi Dayton 5UXK9 
* Standard tank. 





- 


PUMPS Scan. Order. Done. 
Submersible Deep-Well Pumps Details on page A1. 
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Submersible * po 


Deep-Well Pumps eiDayton| 

= Max. operating temp: 86°F, except Nos. 7YT16 to 7YT29 are 130°F Deyion 

Provide a constant supply of water even during dry seasons and don’t require . 
priming since they are submerged in water. They are buried within a well deep in Submersible 
the ground and push water up through a pipe that is connected to one end of the Deep-Well 
pump. Models are connected to a tank to keep water pressure more consistent. 

2-Wire—Require no control box since the motor controls wire directly to the Pump Heads 


= Max. operating temp.: 130°F 
Stainless steel pump heads 
consist of a pump body and impel- 
ler (without motor) that allows 
replacement of a defective pump 
head without having to replace the 


water system pressure switch or power supply. Not for use where abrasives or 
heavy-water scale are present. 


3-Wire—Require an above-ground control box (sold on page 2655) that connects 
between the pressure switch and pump motor. Motors have a high starting torque 
that can help loosen mineral deposits which may adhere to the pump’s moving 


parts. Discharge Head Material nee 
Flow Rate Stainless Steel Thermoplastic existing pump motor. They must be 
No.of @100Ft. Nominal) Max. Item Max. tem j 
HP Amps Stages @40psi FlowRate| Head No. Head No. connected to a compatible motor 


for proper operation in a deep well. 
The long, cylinder-shaped pumps 





2-Wire, 1 Phase, 110V AC 
12.0 6 8.0 gpm 10 gpm _| 231 ft 1LZR4 


Stainless Steel Yo hp ie ‘5 8.0 gpm 7gpm | oo0ft 1LZX8 430 ft 3TNY3 





a ae . 6.0gpm  5gpm | 304ft  1LzP8 | 364ft  1LZT8 provide a constant supply of water 
" 2-Wire, 1 Phase, 220V A j ’ 
6.0 6 8.0gpm  10gpm | 231ft  1LZR5 | 231ft  1LZU5 even during dry seasons and don't 
Y% hp 6.0 $ 8.0 gpm 7 gpm 580 ft 2x7 430 i STNY2 require priming since they are 
.0 gpm 9 gpm t i 
8.0 8 11.0gpm  10gpm | 291ft  1LZR7 | 291ft  1LZU7 submerged in water. Pumps are 
% hp 8.0 19 9.0 gpm 7 gpm 310 tLzv2 250 i STNY4 buried within a well deep in the 
8.0 18 7.0 gpm ogpm | 5 028 ft 
i 9.8 10. 180gpm  20gpm | 221ft  1LzT4 | 300ft  ‘1Lzv4 ground and push water up through 
P 9.8 11 13.0gpm  10gpm | 284 ft uit 264 i ZU a pipe to the surface and are 
9.8 15 14.0 gpm 10 pr 399 ft 1LZ i 
‘2h 43444 94.0 gpm 20qpm | 288ft  1Lz16  390ft  1LzV6 connected to a tank to keep water 
3-Wire, 1 se cD cay Box Required) = — pressure more consistent. They 
gpm gom | — — t 
“np 7999 80gpm 7gpm | 310ft  1LZY1 | 250tt  3TNY5 are more effective for deep wells 
3-Wire, 1 eee sie nn Box Sane oa ee ee sate and go down several hundred feet 
gpm gpm t t mpared to jet pumps that have a 
‘hp — 6.0 9 8.0gpm 7gpm | 310ft  1LZX9 | 375ft  3TNY6 compared to jet pumps that ha 
6.0 13 6.0 gpm 5-apm 364 1L2P7 364 i iLzt7 depth of up to 120 ft. Pump heads 
8.0 8 11.0 gom gpm t t j j 
*whp 8.0 12 90gpm 7gpm | 310ft  1LzY3 | 375ft  3TNY7 No. 1LZP1 eonohinence? seapole i 
8.0 18 7.09pm 5gpm 528 ft i1ZRt 528 ! t12u1 motor. Order motor separately, by 
9.8 10 18.0gpm_ 20 gpm t hor wer. on thi 
‘hp 98 11 13.0gpm  10gpm | 284ft  1LZR8 | 284ft  1LZU8 cr ee Ce oa 
thn 11S 14 21.0 gpm 20 gpm 288 ft 1LZ15 | 390ft  1LZV5 Flow Rate Flow Rate 
aE Ao 15 14.0gpm__10g 399 ft 1L211 399 ft 1L2ZV1 Req. No.of @100Ft. @100Ft. Max. Item 
ales 3 Phase, 220 vie (Control | Box Required) 490% YT MotorHP Stages @ 40 psi @50psi Head No. 
; gpm = = 2 10 290gpm 25.0gpm 288 ft. 1LZP1 
ae al ae ae = 2 12 29.0gpm _-28.0gpm 350 ft. 1LZN9 
5, ee = 89 se oe = = 3 8 43.0gpm 32.0gpm 265 ft. 1LZP3 
oo any 0 TL A = = 3 eT 41.0 gpm 350 ft. 4LZP2 
: 3-Wire, 3 Phase, 480 V AC (Control Box Require J gpm ‘J gpm 
Ti : 34 10 35 gpm | 470 ft 7YT17 = — ° 12 70.0 gpm 70.0 gpm 285 ft. 1LZP6 
ermoplastic 48 14 = 45 gpm | 283ft  7YT25 = — 5 13 65.0 gpm 60.0gpm  425ft. 1LZP5 
No. 3TNY3 5 8.0 13 = 60 gpm  390ft  7YT29 an = 5 18 54.0gpm  52.0gpm 5/5 ft.  1LZP4 
a KFA. ® Franklin Electric 
Submersible Deep-Well Pump Motors PLT WALLING NC 
= Max. ambient temp.: 86°F 1-Phase—For water systems that utilize a 


pressure switch. Built-in lightning protection. 
Capacitor-start motors require a control box, 
sold separately on page 2655. Automatic 


Deep-well pump motors can help draw water up from groundwater sources as deep as 
400 ft. below the surface. They have a stainless steel shell with encapsulated, hermeti- 
cally sealed stator and a splined stainless steel shaft. Lubricant-replenishing, filtered 








Pea check valve and pressure-equalizing diaphragm. Replaceable lead wire assemblies pale sea eo aa ee 
include ground wire. Motors have hydrodynamic thrust bearings and CCWSE rotation. gnele 
Continuous duty in 86°F water at /% ft. per sec. /2-HP to 2-HP models include 48" lead 3-Phase—Require motor starter and over- 
length; 3-HP to 7%2-HP models include 100" lead length. load relay, sold separately on page 170. 
Motor 
No. of Service Motor Full Load Max. SF_ Thrust Control Mfr. Item 
Dia. HP Voltage Wires RPM Range Factor Design Amps Amps_ Rating Box Req. Brand Model No. 
1-Phase 
3%in % 115 2 3001-3600 1.6 Split-Phase 10.0 12.0  700\|b — Flint & Walling 137412 422X50 
3%in % 115 3 3001-3600 1.6 Split-Phase 10.0 12.0  700lb — Flint & Walling 137426 422X55 
3%in % 230 2 3001-3600 1.6 Split-Phase 5.0 6.0 700 Ib — Flint & Walling 137414 422X51 
3%in % 230 3 3001-3600 1.6 Split-Phase 5.0 6.0 700 Ib — Flint & Walling 137428 422X56 
4in 1 230 2 3001-3600 1.4 Split-Phase 8.2 9.8 650 Ib No Franklin Electric  2445089003S 1CXB6 
4in 2 230 3 3001-3600 1.25. Capacitor-Start 10.0 132  650lb 1LZW4_ FranklinElectric 22430192045 1CXB9 
4in 3 230 3 3001-3600 1.15 Capacitor-Start 14.0 17.0  900lb 1LZW3 _ FranklinElectric 2243022604  1CXC1 
4in 5 230 3 3001-3600 1.15  Capacitor-Start 23.0 27.5 1500lb 1LZW8 ~ FranklinElectric 2243038602 1CXC2 
No. Motor Overload Overload 
1CXC3 No. of Service FullLoad Max.SF Thrust Starter Overload Relay Relay Max. Mfr. Item 
Dia. HP Voltage Wires RPMRange Factor Amps Amps Rating Req. Relay Reg. Amp Setting Amp Setting Model No. 
3-Phase 
4in 1% 200 3 3001-3600 1.3 5.8 6.8 650lb  3DY20 3EA46 6.3 6.8 23450492038 1CXC3 
4in 1% 230 3 3001-3600 1.3 5.0 5.9 650lb  3DY20  3EA46 5.5 5.9 23451492038 1CXC4 
4in 1% 460 3 3001-3600 1.3 25 3.0 650lb  3DY20 3EA44 2.8 3.0 23452494038 1CXC5 
4in 2 200 3 3001-3600 ~—- 1.25 7.7 9.3 650lb  3DY28  3DY99 8.6 9.3 2343059204S 1CXC6 
4in 3 230 3 3001-3600 ~—- 1.15 9.5 10.9 900!b  3DY28  3EA10 10.1 10.9 2343162604 1CXD1 
4in 3 460 3. 3001-3600 ~—- 1.15 4.8 5.5 900!b  3DY20 3EA45 5.1 5.5 2343262604 1CXD2 
4in 5 230 3 3001-3600 ~—' 12.15 15.9 17.8 1500 Ib  3DY36  —3EA11 16.6 17.8 2343178602 1CXD4 
4in 5 460 3 3001-3600 ~—- 1.15 8.0 8.9 1500lb  3DY20  3DY99 8.3 8.9 2343278602 1CXD5 
—— 4in 7% 460 3. 3001-3600 ~—- 1.15 11.5 13.2 1500!b 3DY36  —3EA11 12.3 13.2 2343288602 1CXD7 
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Submersible Deep-Well Pumps and Control Panel Kits 





. » QRO Flow 
=» Max. operating temp.: 86°F, except pata @ Neininal Max, 
Nos. 7YT18 to 7YT30 are 130°F No.of 100Ft. Flow Head Item 
Control panel kits regulate the start/stop = qyov AG’ S Wie et). 
operation of submersible deep-well pumps hp i 7 7.0gpm 8gpm 290 ft 2EHR4 
that are buried within a well deep in the 220V AC, 3-Wire 
ground and push water up through a pipe ‘ie 6.08 g 3opm » gpm ant SEH? 
that is joined to one end of the pump. The =" Gag 5.0 gpm 6 gpm 364 2EHP7 
long, cylinder-shaped pumps can provide a aa é ye gpm @ gpm sunt ae 
a constant supply of water even during BOA 127.0 gpm 8 gpm 528 ft 2EHPB 
dry seasons. They don’t require priming 1 hp 3 bf i ie gpm a gpm ne i SEHR 
since they are submerged in water and are s9qyac.3Wies : 
connected to a tank to keep water pressure 5 10.0 if aa gpm 5 gpm soot Ae 
.0 gpm 32 gpm 
more consistent. Pumps are more effective 14.0 8 32.0 gpm 60 gpm 630 ft 7YT20 No. 2EHR4 
for deep wells and can go down several ipa , aE ! gpm e gpm gut ne 
gpm 90 gpm 
hundred feet compared to jet pumps that 5 23.0 13 60.0 gpm 60 gpm 375 ft 7YT27 
have a depth of up to 120 ft. 23.0 18 52.0 gpm 45 gpm 283 ft 7YT26 No. 7YT24 
. Franklin Electric 
Submersible Motor and Pump Control Boxes © 
These 1-phase Type 3R enclosures have prepunched holes for pole or aL ai (in) rm fin) pom ALLE | i 
: - ump oltage i In, 8 ox lype oae 0. 
wall mounting, indoors or outdoors. CSIR Control Boxes have a start 7 115 A135 216 810 CSIR 5801024915 4LZW9 
capacitor, but no run capacitor. CSCR Control Boxes have both a start 230 an ALE a mal ZayTOS49T3 TI 
. . Aen . 16 16 16 
capacitor and a run capacitor. Easy wiring, box-type terminal lugs that —y, 530 416 216 Bg CSCR 2824055015 AL 2X3 
accept up to #10 AWG wire on - to 1-HP boxes and up to #2 AWG A qos oes oe cen geo UE LV 
Yo- = 16 16 16 
wire on 1'%- to 10 HP boxes. All boxes are recommended for water ys 530 16 O16 Be Csig 2801074915 A LZva 
systems that utilize a pressure switch and safety relief valve. 1 230 41%6 2%6 8/6 CSCR _—- 2824085015 1LZX5 
a a a AL ot als 267108415 1L2ZV7 
IR itor-Start, Induction-Run)—Box ick-di - p 516 9%6 823008110 1LZX6 * 
CSIR (Capacitor-Start, Induction-Run)—Boxes are quick-discon ; 5 3 at ane Ae —asanTs10 ALIS 
anaes 5308 Bie 99g CSCR 2823028110 1LZW7 
2 2 : a'%6 9%6 LZW7 
CSGR (Capacitor-Start, Capacitor-Run)—WModels provide greater 3 230 8  51%6 9%6 DeluxeCSCR 2823028310 1LZW3 
- 230 8 5i%6 I%e CSCR 2821138110 1LZW5 
electrical efficiency and longer pump life. Deluxe CSCR boxes contain 5 530 3 5i%_ 16 Deluxe CSCR-2891139310 4LZW8 
a magnetic contactor. 7% 230 8 51% 16 DeluxeCSCR 2822019310 1LZW1 No. 1LZV7 
10 230 8 51% 16 DeluxeCSCR 2822029330 1LZW2 
* Thermal overload in motor only. 
Pum Models are wall-mounted boxes with relays, switches, and breakers for controllin > i 
p y 9 | Dayton @ GLE, 
Control the start and stop cycling of sump and sewage pumps and attached alarms. These © 
pump control panels use wiring to connect to the pump and allow for automatic or ——— 
Panels manual pump operation depending on the application. 
Nominal Voltage Encl. Mfr. Item 
Phase (V AC) Amps For Use With Type Brand Model No. 
Number of Pumps Controlled: 1 
110 40 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE  GE-VYN115PCP40 4FNY6 
110, 208, 220 Oto 20 — NEMA 4X Dayton 2PZG2 2PZG2 
110, 208,220 Oto20 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE GE-1240V0020S 4FNY7 
110, 208,220 7 to 15 — NEMA 4X Dayton 2PZG4 2PZG4 
110, 208,220. 7to16 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE GE-1240V0716S 4FNY8 
; 110, 208, 220 15 to 20 — NEMA 4X Dayton 2PZG5 2PZG5 
110, 208,220 15to20 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE  GE-1240V1520S 4FNY9 
110, 208,220 20to25 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE GE-1240V2025S 4FNZ1 
110, 208, 220 20 to 30 — NEMA 4X Dayton 2PZG3 2PZG3 i 
220 20 4HEW7 NEMA 4X Zoeller 10-2582 4DMG5 or 
220 32 — NEMA 4X Dayton 2PZF8 2PZF8 Jf 
220 481065 Panel Fits Sludge Pump 12U574 = Dayton 20VD40 20VD40* GE = 
208, 220,480 1.6to2.5 Submersible Pump w/No Switch UL Type 4X GE  GE-3480V0103S 5GUT6 on Ds 
208, 220,480 2.5t04 Submersible Pump w/No Switch UL Type 4X GE _GE-3480V0204S 5GUT7 No. 4FNY6 is ayton 
208, 220,480 4106.3 — NEMA 4X Dayton 2PZH1 2PZH1 Nn 
208, 220,480 4t06.3 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE  GE-3480V0406S 4FNZ6 _ 
208, 220,480 6 to 10 — NEMA 4X Dayton 2PZH2 2PZH2 
208, 220,480 6.3t010 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE GE-3480V0610S 4FNZ7 —_—_—_—_—_—_—_—_———. 
3  — 208,220,480 9t013 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE  GE-3480V0913S 4FNZ8 Dayton 
208, 220,480 9to14 — NEMA 4X Dayton 2PZH3 2PZH3 No. 2PZG2 
208, 220,480 13 to 18 — NEMA 4X Dayton 2PZH4 2PZH4 le 
208, 220,480 14to20 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE  GE-3480V1420S 4FNZ9 
208, 220,480 23 to 32 — NEMA 4X Dayton 2PZF9 2PZF9 
220 23 to 32 — NEMA 4X Dayton 2PZG1 2PZG1 
220, 480 20 4HEW8 NEMA 4X Zoeller 10-0353 4DMG6 
Number of Pumps Controlled: 2 
11 0 to 12 — NEMA 1 Zoeller 10-0804 3GVK2 
110, 208, 220 0 to 20 — NEMA 4X Dayton 2PZG6 2PZG6 Zoeller 
110,208,220  Oto20 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE  GE-1240V0020D 4FNZ2 No. 3GVK2 
110, 208,220 7 to 15 — NEMA 4X Dayton 2PZG8 2PZG8 oe 
1 — 110,208,220 7to16 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE  GE-1240V0716D 4FNZ3 
110, 208, 220 15 to 20 — NEMA 4X Dayton 2PZG9 2PZG9 
110, 208,220 15to20 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE  GE-1240V1520D 4FNZ4 
110, 208, 220 20to 25 Submersible Pump w/No Switch UL Type 4X,NEMA4X GE GE-1240V2025D 4FNZ5 
110, 208, 220 20 to 30 — NEMA 4X Dayton 2PZG7 2PZG7 
208, 220,480 1.6to 2.5 Submersible Pump w/No Switch UL Type 4X GE  GE-3480V0103D 5GUT8 
208, 220,480 2.5to04 Submersible Pump w/No Switch UL Type 4X GE GE-3480V0204D 5GUT9 a F] 
208, 220,480 4106.3 — NEMA 4X Dayton 2PZH5 2PZH5 
208, 220,480 4t06.3 Submersible Pump w/No Switch UL Type 4X, NEMA4X GE  GE-3480V0406D 4FPA1 @ @ 
3 _208, 220, 480 6 to 10 — NEMA 4X Dayton 2PZH6 2PZH6 GE 
208, 220,480 6.31010 Submersible Pump w/No Switch ULType 4X, NEMA4X GE  GE-3480V0610D 4FPA2 
208, 220,480 9t013 Submersible Pump w/No Switch ULType 4X, NEMA4X GE GE-3480V0913D 4FPA3 No. 5GUTS 
208, 220,480 9to 14 — NEMA 4X Dayton 2PZH7 2PZH7 
208, 220,480 13 to 18 — NEMA 4X Dayton 2PZH8 2PZH8 ans ! 
208, 220,480 14to20 Submersible Pump w/No Switch UL Type 4X, NEMA4X GE  GE-3480V1420D 4FPA4 —- ina 


* Thermal overload in motor only. 
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PUMPS Scan. Order. Done. [= 
Well Water Tanks & Well Accessories Details on page A1. a 





sy : 
Well Water Tanks 


Act as a reservoir to store water and keep the pressure 
consistent to reduce the start/stop cycling of the pump. 
Tanks keep the water pressure constant with an air 
bladder system that is precharged (a set amount of air is ; a . 
pumped into the bladder) when the tank is assembled at Ductile-Iron—For use with high-flow submersible 


| & 
the factory or charged with an air compressor just before mA well pumps and have no leaded components. “a 


* : ge 
ECampbell Bredy* 
Spring Check and Foot Valves 


Prevent backflow or loss of prime. 


volume control to maintain air pressure for a consistent and screen; nitrile seal. Lead-Free Brass Check PVC 
water flow. All tanks when used with pumps require a Fiberglass Body Valves have a nonspin acetal poppet. Lead-Free No. 4RG64 
relief valve sold on page 2890. pes en Bronze Foot Valves have an Enviro-Check® body. 


Low-Lead Brass Check and Foot Valves have bronze 


Fiberglass Body—Rust-, dent-, and scratch-resistant 
seat. 


high-density polyethylene composite is half the weight of 
Steel. Base rotates 360°. Chlorine-resistant butyl air cell 
allows easy maintenance and will not affect water purity. 





PvC—Stainless steel spring and raised-radius valve 
seat for positive seal. 


Low-Lead 
Acetal Resin Copolymer—Convert to check valves sella 


by removing the strainer; convert to check/foot valves No. 36Y052 
by removing the spring. Lead-free components. 


Steel Body—All-welded steel tanks have a butyl 
diaphragm system and are for use indoors or out. Models 
are for both residential and commercial water and 
booster systems, except Nos. 3P556, 3P556, and 3P272 














: ‘ae Material of Max. Item 
are for use in domestic-use cold water applications. Construc. Size Connec. Type ‘Temp. L Brand No. 
ini Steel Bod Spring Check Valve 
Tanks are coated epoxy inside, blue polyester outside. — py See rane MNPTX ENP 180° Dayton 4RK7A 
Precharge Max. ; 3 MNPT x FNPT 180°F — Dayton 4RK7/0 
Body Tank Drawdown Pressure Tank Water Overall Item ya" FNPT 180°F o Campbell oYMO04 
Material Cap. @ 30-50 PSI __—(psi) Orientation Temp. Inlet Dia. Height No. aadeeree il FNPT 180°F 32" Campbell 5YM05 
Nonpressurized Brass 1M" FNPT 180°F 3/4" Campbell oYM06 
40.0 gal 9.0 gpm _ Vertical 120°F 1%' 16° 56%" 5PFW2 1%" FNPT 180°F 4" Campbell 5YMO7 
Fiberglass 80.0 gal 18.0 gpm _— Vertical 120°F 1%" 21" 62" 5PFWO Z FNPT 180°F 2" Campbell 5YMO8 
120.0 gal 26.0 gpm _ Vertical 120°F 1%" 24" = 72%"  5PFW1 ya FNPT loo F 2. Campbell 36Y047 
12.0 gal 1.2 gpm _ Horizontal 120°F %' = 12" 13%" 3P556 iaucledd 1" FNPT 158°F 3h" Campbell 36Y048 
Steel 30.0 gal 3.0 gpm _ Horizontal 120°F %' 16° 17%" — 3P557 Brass 1%!" FNPT 158°F 34" Campbell 36Y049 
42.0 gal 4.3 gpm — Vertical 120°F 1%" 16° 538%" 3P272 1%!" FNPT 158°F 4" Campbell 36Y050 
Precharged 2" FNPT 199 FE 2" Campbell 36Y051 
14.0 gal 4.5 gpm 40 Vertical 120°F 1° 16" 28% ~—16X845 Vy" FNPT 120°F 4 "5%" Dayton 4RG64 
20.0 gal 6.1 gpm 40 Vertical 120°F 1° 16" 34%" ~~: 16X840 ya FIPT 120°F 4% Dayton 4RG65 
30.0 gal 9.1 gpm 40 Vertical 120°F 1° 16° 46%" ~—16X846 fa SLIP 120°F 41%" Dayton 4RG71 
40.0 gal  12.5gpm 40 Vertical 120°F 1° 16" 59" 116X847 ig alal 120°F oy" Dayton 4RG66 
Fiberglass 48.0 gal 14.6 gpm 40 Vertical 120°F 11%" 21" 435" 16X848 PVC ile SLIP 120°F oy" Dayton 4RG7/2 
60.0 gal 18.5 gpm 40 Vertical 120°F 1%" 24" 445%" 16X842 1%" OLIP 120°F 6%" Dayton 4RG73 
80.0 gal 24.6 gpm 40 Vertical 120°F 1%" 21" 65%" 16X849 WA FIPT 120°F 634" Dayton 4RG68 
85.0 gal 26.8 gom 40 Vertical 120°F 1%" 24"  5/%6' 16X843 1%" SLIP 120°F 634" Dayton 4RG74 
119 gal 37.0 gpm 40 Vertical 120°F 1%" 24" 75%" 16X844 2" FIPT 120°F 7% Dayton 4RG69 
2.1 gal 0.6 gpm 30 Vertical 140°F %' 8" 12° 3GVT3 2. SLIP 120°F s/o Dayton 4RG/5 
9.0 gal 1.8 gpm 30 Vertical 120°F %4' 10%" 16%6' 5PFT9 Spring Foot Valve 
9.3 gal 1.4. gpm 30 Horizontal 140°F 34° 11'%2" 17%"  3GVT4 fa" FNPT 180°F 4290" Brady 2A646 
6.0 gal 1.8 gpm 40 Vertical 120°F %' 12" 16%"  5PFV1 Acetal Resin 1" FNPT 180°F o%" Brady 2A647 
14.0 gal 3./ gpm 30 Horizontal 140°F %' 16%6' 20°V6s" 3GVT5 Copolymer 14" FNPT 180°F 6%" Brady 2A648 
Steel 19.0 gal 9.8 gpm 40 Vertical 120°F 1° — 20° 21" _‘ SPFVO 1%" FNPT 180°F 7% Brady 2A649 
20.0 gal 9.4 gpm 40 Vertical 140°F 1° 16" 29"  3GVT6 ya" FNPT 180°F 3 3%a" Campbell 5YMO9 
26.0 gal 7.0 gpm 40 Vertical 140°F 1° 16° 34%" 3GVT7 taadeeiee il FNPT 180°F 4%" Campbell 5YM10 
440gal 12.0 gpm 40 Vertical 140°F 1%" 21° 36%" 3GVT8 Bronze 1%!" FNPT 180°F 4%" Campbell 5YM11 
62.0 gal 16.7 gpm 40 Vertical 140°F 1%" 21" 48" —_ 3GVT9 1%" FNPT 180°F 2" Campbell 5YM12 
81.0 gal 21.8 gpm 40 Vertical 140°F 1%" 21" 62"  3GVU1 2 FNPT 180°F 3 Campbell 5YM13 
119.0 gal 32.1 gpm 40 Vertical 140°F 1%" 26° 59%" 3GVU2 fa FNPT loo F 34" Campbell 36Y052 
Pressurized owebead ily FNPT 198°F 4%" Campbell 36Y053 
40.0 gal _ _ Vertical 120°F 1%" 16° 61" 5S PFV3 Biase 1%!" FNPT 158°F 4%" Campbell 36Y054 
Fiberglass 80.0 gal — — Vertical 120°F 1%" 21" 60" —_—SPFV4 1%" FNPT 158°F 2 VA" Campbell 36Y055 
120.0 gal _ — Vertical 120°F 1%" 24" = 72%"  5PFV2 2" FNPT 158°F 2 Campbell 36Y056 
Item 
I | Item Brand No 
® null . 
f<Campbell =| Brady Well Seals, ABS Body, PVC Gasket 
= 1" Drop Pipe Dia., 1" Cable Hole Dia., 6" Casing I.D. Campbell 5YM64 
Well Accessories 1" Drop Pipe Dia., 34" Cable Hole Dia., 4" Casing I.D. Campbell _5YM62 
ih un pe vee i walle noe Hee J uasing a camppe! aye 
i iat - 4" Drop Pipe Dia., 2" Cable Hole Dia., 4" Casing I.D. ampbe 5 
Use only with nonflammable liquids compat 1%", 1" Drop Pipe Dia., 4" Casing |.D. Campbell 5YM59 
ible with pump component materials and in Well Caps 
i ABS Body, Rubber Gasket, 6" Casing |.D. Campbell 2NRE6 
nonflammable/nonexplosive atmospheres. Cast Iron Body, 654° Casing LD. Campbell 2NRF1 
- Well Points, Galvanized Steel, Stainless Steel Body 
24" L, 1% in 0.D., 60 Gauze Campbell 5YM69 
24" L, 1% in 0.D., 60 Gauze, 400 Max. Press. Simmons 482A38 
30" L, 1% in 0.D., 60 Gauze Campbell 5YM/1 
36'L, 1% in 0.D., 60 Gauze Campbell 5YM73 
48" L, 2 in 0.D., 80 Gauze Campbell 5YM7/0 
Pitcher Pump 
Cast Iron, 15" H, 1% in Inlet Dia. Simmons  482A52 
Cast Iron, 17%" H, 1 % in Inlet Dia. Campbell 5YM61 
Barbed Hose Fitting 
Well Seal Well Cap Pitcher Pump nd XO ose. pare or camppee ayNES 
"xX 1", Hose Barb x ampbe 
mone na2e no; eneee mos emmer 17x 1s, Hose Barb x NPT Campbell 5YM54 
: 1%" x 1%", Hose Barb x NPT Campbell 5YM55 
——— Se Se oe Be p2. Hose Barb x NPT Campbell _ 5YM56 
: itless Adapter 
pag abel 1" inlet/Outlet, 100 PSI Max., Low Lead Brass Campbell 38635 
o Well Tank Accessories 
Ya" Comp. Tank Port, 4" Comp. Suction Port, 20 to 60 psi, Zinc Body Brady 3A421 
1%"MPT Tank Port, 1/%4"MPT Suction Port, 20 to 100 psi, Zinc Body Campbell 29AH95 
1000 ft. Rope, 700 Ib. Tensile Strength Campbell 2NRE9 
Drive Cap, Malleable Iron Body, 1 % in O.D. Campbell 5YM57/ 
Hose Barb Drive Cap, Malleable Iron Body, 2 in 0.D. Campbell 5YM58 
No. S5YM55 Drive Coupling, Galvanized Steel Body, 1% in 0.D. Campbell 5YM/6 
. . : Drive Coupling, Galvanized Steel Body, 2 in 0.D. Campbell 5YM/7 
Heat Shrink Splice Kit =~“ Feat Shrink Splice Kit, 14 to 10 AWG Campbell _5YM50 
No. SYM50 Torque Arrestor PVC, Stainless Steel Body, 1" to 2" Drop Pipe, 4" to 8" Casing |.D. Campbell 5YM80 
2656 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Circulating Pumps 





Bell and Gossett Hydronic Circulating Pumps 





in (Bell & Gossett 


= Flange connection 














Best . ° 
Face Efficiency Operating axylem brand = Max. temp.: 22°F, 
HP Ph Voltage (VAC) 0 tt t Mi Shut-Off ae ts Material Di neat "@itead. ra ieal. @ Head ‘i nei Mod: l Ne wea espe 
ase oitage utlet oIZe ul- peeds ateria imension Ga ea ead* psi ode 0. ° 
—_ a — Y= 1; 8 f 1 Cast | 6% 9@8t 32@iff i17@6ft 125 100 NFI 4RD16 capbinaisocaliel 
42 5 4'- 1 ¥" if ast Iron g" t i j j 
1 115 7-15" 48tt t+ Castlron 8%" 13@ 15 20@1t 18@12ft 125 pR ——arcat Maintain a watertight seal 
% 1 115 T 1%" ip ft Cast ron By 13 @ 1 it 39 g f 28 g 8 f 125 HY AF 4RC93 with pipe flanges connected 
1 115 2. 1 ast Iron 0" 5 t 7 5 " 4RC95 i i 
ye—1 115 ay" 16ft 1 Castlron 10" 17@15ft 10@25ft 65@iift 125 ove" ——ancor 10 hydronic system plumbing. 
— 5/3 pet test ron eet eee ee ee tea esignes Tor use in closed 
Bd 115/230 = 18 ft ast [ron tc? t 5 4 
1 115/230 ey 23ft 1 Castlron 1 42@20ft 115@8f 80@15ft 125 PD35S  4RD13 loop heat pOCavely and 
7 a 115/230 cl 30ft. 1 Castlron 12” 60@25ft 135@11ft 85@21ft 125 PD37S_4RD14__—*hydronic systems in industrial 
e-90 Series i i icati 
y, 1 115/208 to 230 1" i9ft — Bronzefitted 11°  7@4ft 41 @ 13 ft 28@ 16% 175 E9001S 3as7g 2/0 residential applications. 
. 4 115/208 to 230 TVs" 18ft ..—  BronzeFitted 11" 9@4t 63@7ft 35@16ft 175 E9004S 341J82 
1 115/208 to 230 TVs" 18ft ..— BronzeFitted 11" 12@6f 78@13ft 46@24ft 175 E9006S 341J84 
% 4 115/208 to 230 1 26ft .— BronzeFitted 11%"  14@6ft 97@9f 54@22ft 175 E9009S  341J87 
1 115/208 to 230 = 18% ft — BronzeFitted 11%" 18 @4f 128@9ff 71@18ft 175 E9012S 341J90 
1 115/208 to 230 1% 28ft .— BronzeFitted 11%"  15@6ft 101@10ft 57@24ft 175 E9010S 341J88 
4 — 115/208 to 230 a 22 ft —  BronzeFitted 12" 26@4f 185@8it 103@i7ft 175 E9017S  341J95 
3 208 to 230/460 1% 28ft —  BronzeFitted 11%" 15@6ft 101@10ft 57/@24tt 175 E90101  341K14 
3 208 to 230/460 a 22 ft .—  BronzeFitted 12" 26 @4f 185@8it 103@i7ft 175 E90171  341K19 
ti 115/208 to 230 va 30ft — BronzeFitted 11%" 25 @6ft 160@14ft 99@25ft 175 F9014S _347J92 
1 3208 to 230/460 i 70ft .— BronzeFitted 11" 3@i5ft 73@46ft 52@6Tt 175 E9021T  341K22 
3 208 to 230/460 TVs" 56ft .—  BronzeFitted 11" 12@14ft 109@24ft 49@54ft 175 E90251  341K25 
T 3 208 to 230/460 ey 30ft .— BronzeFitted 11%"  25@6ft 160@14ft 99@25ft 175 E90141  341K17 
3 3 208/230/460 1% 83 ft — Bronze Fitted 166 @ 32 Tt E90311  341K31 
3 208 to 230/460 ea 57ft .— BronzeFitted 11%" 26@13ft 215@27ft 104@53ft 175 E90341  341K34 
a . 3 208 to 230/460 3" 72ft — BronzeFitted 11%" 51 @4ft 315@33ft 20@56ft 175 E90371  341K37 
eries 
Yo 1 115 Ya'= 1" 8 tt 1 Castlron 6%" 7@3ft 107@1ft 5@48ft 150  NRF-9F/LW 4YM17 
Yes 1 115 Y-1%" 15ft 1 Castiron 6%" 10@8ft 26@i1ft 10@8tt 150 NRF-22 4RD04 
Ms 1 115 y- 1%" 18%ft 3 Castiron 6%" T@ist 24@ift @8tt 150 NRF-25  3NVG3 
no 115 Ys 1%" 32 %tt 3  Castlron 6% 13@25ft 35.75@1ft 20@185ft 150 NRF-36  3NVG4 
: 2 1 115 T1%"  27%ft 3  Castiron 8%" 5@25ft 44@1ft 25@14ft 150 NRF-45  3NVG5 
PL Series 
wo 1 115 Y'-1%"  24ft 1  Castiron 6%' 7@20ft 30@1ft 15@13ft 150 PL-30  4JA83 
1 115 Ye-1%" 37ft 1 ~~ Castiron 6%" 7@35ft 38@1ft 20@22ft 150 PL-36  4JA84 
% 4 115 11%" i7ft. 1  Castiron 8% 20@15ft 58@1ft 35@12ft 150 PL-50  4JA86 
1 115 11%" 30ft. 1  Castiron 8% 13@30ft 49@1ft 25@18ft 150 PL-45  4JA85 
* To convert to psi, divide total feet of head by 2.31. Use “Best Efficiency GPM @ Head” for optimum performance. 
(Bell & Gossett 
a xylem brand 
Bell and Gossett Potable Water Circulating Pumps 
g Pp Best Max. 
Inlet/ Face Efficiency Operating 
Outlet Connection No. of Housing toFace Min.GPM Max.GPM GPM@ _ Pressure Max. Mfr. ltem No. 5JPD9 
HP Phase Voltage (VAC) Size Style Shut-Off Speeds Material Dimension @Head @Head Head* (psi) Temp. Model No. 
3-Piece Oil-Lubricated Booster 
V2 1 115 Y'-1¥2" Flange 8 ft 1 LeadFreeBronze 6% 5@8ft 32@1ft 17@6ft 125 225°F 100BNFI 5JPD9 
1 115 y'-1%" Flange  18ft 1  LowLeadBronze 8%" 13@15ft 29@1ft 18@12ft 125 225°F PR-AB  5JPD3 
% 1 115 T-1%" Flange 12ft 1 + LowLeadBronze 8%" 15@i11ft 39@1ft 28@8ft 125 225°F HVBNF 5JPD4 
1 115 by Flange 10ft 1  LowLeadBronze 8% 35@9ft 71@1ft 40@8ft 125 225°F 2BNFI 5JPD5 
4 115 2%" Flange 16ft 1  LowLeadBronze 10° 17@5ft 110@2ft 6O@1ift 125 225°F 2W%AB  5JPD6 
oy 115 3" Flange 16ft 1  LowLeadBronze 10°. 1/@5ft 110@2ft 65@1ift 125 225°F LD3AB  5JPD7 
B14 115/230 3" Flange 18ft 1  LowLeadBronze 10° 19@18ft 115@4ft 60@13ft 125 225°F HD3AB  5JPD8 
1 115/230 a Flange  23ft 1  LowLeadBronze 12" 42@20ft 115@8ft 80@15ft 125 225°F PDB-35S 5JUPF1 
a i ~_ 115/230 ck Flange 30ft 1  LowLeadBronze 12” 60@25ft 135@11ft 85@21ft 125 225°F PDB-3/S  5JPF2 
e- eries 
y, —1 115/208 to 230 1" Flange  18ft 1 Bronze i" 10@18ft 40@1ift 26@i6ft 175 250°F Be601S 422W62_ Eat re wetted 
1 115/208t0 230 1% lange 19ff 1 Bronze 1" 10@19ft 55@i1ft 36@i6ft 175 250°F Beo04S 422W59 
% 1. 115/208to 230 1% Flange 24ft 1 Bronze 1 10@24ft 65@12ft 40@20ft 175 250°F Beo05S 422W63 surfaces that are lead 
1 115/208to 230 1%" lange 24ff 1 Bronze 1A 15@ 24 ft BO@ 13 52@20ft 175 —250°F —Be608S_422W60_— ga and egntain not 
% 1 115/208to 230 2" Flange  24ft 1 Bronze 1%" 25@24ft 1200@9f 78@14ft 175 250°F Beol10S 422W64 
3 208to 230/460 1% Flange 24ft 1 Bronze 11%" 15@24ft 80@13ft 52@20ft 175 250°F Be6081 422W65 more than 0.25% of 
y, —1 115/208 to 230 2" Flange  24ft 1 Bronze 114" 25@ 24 ft 130@ 15 ft 85@21ft 175 250°F Be611S 422W61_— aad by weight. so 
=: 208 to 230/460 2" Flange  24ft 1 Bronze 11%" 25@24ft 130@15ft 85 @21ft 175 250°F Beolll  422W66 y Welg x i 
NBF Series umps are suitable 
Yo 1 115 Y'-1%" Union 12ft 1 Bronze 6% O5@iiff 1i8@ift 7@7ft 150 225 °FNBF-12U/LW 5JPA9 ie a aipolable 
Vos 115 Y-1%" Flange 15ft 1 Bronze 6% 1@145ff 22@1ft 11@75ft 150 225°F NBF-22  5JPCO potal 
=] 115 Ys- 1%" Union 15ft 1 Bronze 6% 52@20f 206@1ft 10@8ft 150 225°F NBF-22U  5JPC1 water applications. 
Vs 1 115 Ys- 1%" Flange 18%ft 3 Bronze 6% 1@18ft 24@ift 5@8ft 150 225°F NBF-25 5JPAG Ganstricted Gevirain 
4 — 115 Y- 1%" Flange 32ft 1 Bronze 6%"  13@25ff 35.75 @120@185ft 150 225°F NBF-36 5JPA7 g 
4 115 T-1%" Flange 27%ft 3 Bronze 8%" H5@25tt 44@1ft 2@4f 150 225°F NBF-45  5JPA8 lead free alloys and 
PL Series not recycled or post- 
Yo 1 115 y'- 1%" Flange  24ft 1  LowLeadBronze 6% /@20ft 30@ift 15@i3ft 150 225°F PL-30B 5JPC2 y p 
1 115 Y- 1%" Flange 37ft 1  LeadFreeBronze 6%"  4@35ft 38@1ft 20@22ft 150 225°F PL-36B  5JPC3 consumer scrap alloys 
% 4 115 T-1%" Flange 17ft 1  LowLeadBronze 8%" 20@15ff 58@1ft 35@12ft 150 225°F PL-50B  5JPC5 atmay containhich 
1 115 11%" Flange 30ft 1  LowLeadBronze 8% 5@27ft 49@1ft 25@18ft 150 225°F PL-45B  5JPC4 y g 
* To convert to psi, divide total feet of head by 2.31. Use “Best Efficiency GPM @ Head” for optimum performance. levels of lead. 
Bell and Gossett Hot Water Circulating Pumps  {3eel! & Gossett 
Inlet/ Face a xylem brand No. 
Outlet Housing toFace Min.GPM Max. GPM Best Efficiency Mfr. Item 422W67 
HF gase Voltage (VAC) Size Shut-Off Material Dimension @Head @Head GPM @Head* Model No. 
GE eries 
y, 1 115/208 t0 2301" 18 ft___Cast Iron 11 10@i8f 40@11ft 26@16ft  e601S 422W57 
1 115/208 to 230 1%"  19ft Cast lron 1 10@19f 55@11ft 36@16ft 0604S 422W68 : 
% 1 115/208to 230 1%" 24ft Castlron 1!  10@24f 65@12ft 40@20ft e605S 422wW58 = Max. operating pressure: 175 psi 
1 115/208 to 230 1%" 24 ft Cast iron 11" 15 @ 24 ft BO@ 13 ft 52@20ft 2608S 422W67 ws Max. temp.: 250°F 
% 1 115/208to 230 2" 17ft  Castlron 11%" 20@17ft 120@9ft /78@14ft  e610S 422W56 sae 
3 208 to 230/460 1%" 24ft  Castlron 11%" 15@24ft 80@13ft 52@20ft e081 422W71 = Flange connection 
1 119/208 to 230 1%" 33 ft Cast Iron 13%" 20@ 33 ft MH @19ft 60@20ft 6135 422W70_ ww {-sneed 
% 1 115/208to 230 2 24ft Castlron 11%" 25@24ft 130@15ft 85@21ft  e611S 422W69 . 
3 208 to 230/460 Hi zat Cast ron H # 25 g zat 130 erst 85 g z1 f zl i u aoe These 2-piece, maintenance-free pumps have perma- 
to 9" ast Iron Yo" t e@ : : : : 
1 3-908 to 230/460 2" 32 ft Cast Iron 14” 25 @ 32 135 @ 18 ff 100 @ 26 ft e624T 422w76_ ently lubricated ball bearings, flexible couplings, 
1% : a to 230/460 es 46 i Cast fic 18% 7 g 46 0@ Soft sr@ _ Gi al Aeew73 and bronze impellers. They deliver quiet, smooth, and 
to : ast Iron : e : : : : : 
2 3008 to 230/460 2" 45ft Castlron. 14". 30 @ 45 ft 160 @ 29 ft 105@40f e619T 422w74_ consistent performance in hydronic heating and cooling 


* To convert to psi, divide total feet of head by 2.31. Use “Best Efficiency GPM @ Head” for optimum performance. 
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No. a xylem brand 
4YM22 
Mfr. Item 
— For Pump No. Model No. Power Packs 
eal Bearing 
3CFE9, 4RC93, 4RC95, 5JPD4, 5JPD5 189165LF 4RD82 Mtr. Item 
4RC91, 4RC97, 4RC99, 4RDO2, 189105LF ARD80 HP Voltage Phase For Pump No. Model No. 
5JPD3, 5JPD6, SJPD7, 5JPD8 He 115 1 4RD16, 5JPD9 111034 3CFE7 
4RC93, 4RC95, 5UPD4, 5JPD5 189166LF 3CEY9 * Vf 115 1 4RC91, 5JPD3 111031 3CFE8 
4RD13, 4RD14, SUPF1, SUPF2 186863LF 4RD78 V% 115 i 4RC93, 4RC95, 5JPD4, 5JPD5 111061 3CFE9 
4RD15 185260LF 4RD75 Yj 115 1 4RC97, 4RC99, 5JPD6, 5JPD7 (111040 — 3CFD8 
4RD16 1e64ate acEYT : ¥3 115/230 1 4RD02, 5JPD8 111042 3CFE1 
5 JPD9 189034LF 3CEV8 : 208-230/460 3 422W73, 422W77 169237  3CFE6 
5JPD9 189161LF R079 : 2 208-230/460 3 422W74 169238 _ 3CFF1 
em 
Description No. 
Graduated Oil Tube FLANGE GASKET 
Used with Nos. 4RC91 to 99, 4RDO2, 4RD16, and 4RD17. 1% Oz. 4YM22 Pipe Mir. Item | Mir. = Item 
Used with Nos. 4RD13 to 14 and 4RD35 to 46. 2% Oz. 4YM23 Size (in.) |___Model No Model No. 
ar Circulating Flanges 
* Comes with impeller. Low-Lead Bronze 
% Sweat | 113203LF | 5JPE2 | 118368  3CFAG 
ZNPT | 113202LF —BJPE1 118368 3¢FAG 
- = No. 4 5 
Circulating ARD26 4 ¥, Sweat 113201LF  5JPEO | 118368 3CFAG 
(Bell & Gossett | 1 NPT 101212LF 5JPDO | 118368  3CFAG 
Pump Couplers lem brand | LNPT_|101209LFSJPC7__/ 118373 3CFA7 
Say lem Gran 1VANPT | 101210LF  5JPC8 | 118368  3CFAG 
Shaft Coupling Mfr. Item 1VANPT | 101213LF 5JPD1 | 118373 3CFA7 
4RC91, ARCS, ARCOS. ARDS See eee re eee wee | ENT IOSTILEBuBCO 118373 SCFAY 
5, p 5 7 7 
5JPD3, 5JPD4, 5JPD5, 5JPD9 Axle Cast-Iron 118705 4RD81 | ~Gast-Iron 
4RC97, 4RC99, 4RDO2, 5JPD6, 5JPD7, 5JPD8 “xi Cast-Iron 118724 3CEZ2 7 101201 4RC77_| 118368  3CFAG 
4RC97, 4RC99, 4RDO2, 5JPD6, 5JPD7, 5JPD8 x4 Cast-Iron 118723 4RD27 1 101202 4RC78 | 118368  3CFAG 4 
4RD13, 4RD14, 5JPF1, 5UPF2 x Vp Castlron 118474 3CEZ3 { 101205 4RC81_ 118373 3CFA7 Bell & Gossett 
4RD13, 4RD14, 5UPF1, 5UPF2, 422W57, 1V% 101203 4RC79_ | 118373 3CFA7 ee 
422W58, 422W59, 422W60, 422W61, gh Cast-lron 118473. ARD26 1% 101206 4RC82 118368 3CFAG anes ia 
422W62, 42263, 422W65, 42266, 422W67, ““*” 1% 101204 4RC80 | 118373 3CFA7 - . 
422W68, 422W69, 422W71, 422W72 1% 101207 4RC83_ | 118368 3CFAG Circulating 
4RD13, 4RD14, 5JPF1, 5JPF2 %¥x%  Cast-lron/Spring 118709 4YM24 | [Isolation Flanges 
4RD15 5 x Vp Cast-Iron 186410 4RD77 | Brass Pump Flanges 
4RD15, 422W56, 422W61, 422W64, 422W66, s,. , Jinc/Rubber 185330 5YN78 Y%NPT | 101221LF  4JA91 | 118368  3CFAG 
422W69, 42270, 422W72, 42275, 422wW76 78% : 1 NPT 101222LF AJAQ2 | 118368 3CFAB nt tran me nseisore 
4RD15, 422W76 Sex Steel/Rubber 186004 4RD76 1/NPT | 101223LF  4JA93 118368  3CFAG anges COME IN Sets OF c. 
422W73, 42274, 422W77 Y¥sx%  Steel/Rubber 186003 4YM27 % Sweat | 101226LF  4JA96 | 118368  3CFAG 
Ren t Part (Bell & Gossett 
a xylem brand 
eplacement Parts xy — 
For Pump No. Model No. 
Aquastat Control 
¥;" Aquastat 113224 4RD23 
¥," Aquastat 113223 4RD22 ; 
Automatic Timer Kit 3CEZ5 No. 3CFC2 No. 3CFC3 No. 4RD24 
TC-1 Timer 113210 4RD21 
Bearing Mfr. Item 
Various Sizes P7/063 6JHG2 For Pump No. Model No. 
Bearing Assembly Gasket Set 
— 189163LF6JHGO 4RC97, 4RC99, 4RDO2, 4RD13, 4RD14, 4RD15, 118129 3CFAQ 
Body Gasket 5JPD6, 5JPD7, 5JPD8, 5JPF1, 5JPF2 
4RD16 P04080 3CFA3 4JA85, 4JA86, 4RC93, 5JPC4, 5JPC5, 5JPD4, 422W60, 


Fastener Pk 118373 3CFA7 


g 
4JA83, 4JA84, 4RC91, 4RD16, SUPC2, SUPC3, 5UPD3, SUPDY, 341J79, 


422W65, 422W67, 422W70, 422W71, 422W73, 422W75 


Impeller 
34TJ80, 34TJ81, 34TJ82, 34TJ83, 34TJ84, 347/97, 34798, 3499, ARDO2, 5JPD8 118439LF 3CFC2 
34TK01, 34TKO2, 34TK03, 34TK04, 347TK11, 34TK12, 34TK21, P64910 3CEZ5 ARC97, 4RC99, SUPD6, 5JPD/ 118440LF 3CFC3 
84TK22, 34TK23, 34TK24, 34TK25, 34TK26, 34TK27, 34TK28, 4RC91, 5JPD3 118612LF 3CFC4 
42257, 422W58, 422W59, 422W62, 422W63, 422W68 oJPF2 118626LF 3CFC5 
ARC93 P64930 3CEZ6 4RD14 118629 3CFC6 
4JA85, 4JA86, 4RC93, SJPC4, 5UPC5, SUPD4, 347485, 341J86, 341J87, 4RD13 118630 3CFC7 
34TJ88, 34TK05, 34TK06, 34TKO7, 34TK13, 34TK14, 34TK29, 34TK30, 34TK31, P64940 3CEZ7 A4RC93 118668 3CFC8 
34TK32, 422W60, 422W65, 422W67, 422W70, 422W71, 422W73, 422W75 4RD02 1186/75 3CFC9 
ARC95, SJPDS P65030 3CEZ8 4RC97, 4RC99, 4RDO2, SJPD6, SJPD7, 5JPD8 118676 3CFD1 
ARO95, 341J89, 347490, 34TU91, 347/92, 34TK08, 34TKO9, 347K15, 4RC91, 5JPD3 118830 3CFD2 
34TK16, 34TK17, 34TK33, 34TK34, 34TK35, 422W56, 422W61, P65031 3CEZ9 4RC93, 4RC95, SJPD4, SJPDS 189128LF 3CFD3 
42264, 422W66, 422W69, 422W72, 422W74, 422W76, 422W77 AJA83, 4JA84, 5JPC2, SJPC3 1891 /70LF 3CFD4 
4RD13, 4RD14, 4RD15 P09540 3CFA2 4RD15 108709 3CFD6 
4RC97, 4RC99, 4RDO2, 4RD13, 4RD14, SUPD6, SJPD/, 4RD16, 5JPD9 189132LF3CFD7 
SJPD8, SJPF1, SUPF2, 34793, 34TU94, 347/95, 34TJ96, P65130 3CFA1 4JA85, 5JPC4 189171LF3CFD5 
34TK10, 34TK18, 34TK19, 34TK20, 34TK36, 34TK37 Motor Mount Ring 
Flange Gasket Set 4RD16, 4RC93, 4RC95, SJPDY, 4RC94, 4RC96, 4RC91, 4RC92 118223 4RD24 
AJA83, 4JA84, 4RC91, 4RD16, SJPC2, 5JPC3, SJPD3, SJPDY, 118368 3CFAG 4RC97, 4RC99, 4RDO2, 4RD13, 4RD14, 5JPD6, S5JPD7, SUPD8, SJPF1, SUPF2 = 118228 4RD25 
42257, 422W58, 422W59, 422W62, 422W63, 422W68 Seal Kit 
Front Bearing Gasket AJA83, 4JA84, 4JA85, 4JA86, SJPC2, 5JPC3, SUPC4, SJPC5 189144LF 3CFF3 
3CEY7, 4RD16, 4RD17, 5JPD9 P80815 6JHF8 4RD15 186499LF 3CFF4 
Gasket 4RC91, 4RC93, 4RC95, 4RC97, 4RC99, 4RDO2, 4RD13, 118681LF 3CFF5 
4RC97, 4RC99, 4RDO2 P05800 3CFA4 4RD14, 4RD16, 5JPD7, 5JPD8, 5JPD9 
ARD15, SYN73, 422W73, 422W74, 422W75, 422W7/6, 422W/7 P5//00 3CFAS 422W73, 422W 7/7 180014 6HKZ8 
4RC93, 4RC95, 4RD82, 4YM28, 5JPCO, 5JPD7, 5JPD8 P04890 3CFA8 Shaft 


4RD13, 4RD14, 34TJ79, 341/80, 34781, 347/82, 34783, 347/84, 4RD16, sJPD9, 4RC91, 4RC92, 4RC93, 4RC94, 4RCI/, 


34TJ85, 347J86, 34TJ87, 347J88, 34189, 347490, 347/91, 347492, 4RC98. 4RC99. 4RDO1, 4RDO2, 4RDO3 189035LF SCFF7 
347 J93, 34TJ94, 34TJ95, 347/96, 347J97, 34798, 34799, 34TKO1, 4RD15, 4RD75, 4RD78, 5YN79, 5YN80 118469 3CFF8 
34TK02, 34TK03, 34TK04, 34TKO5, 34TKO6, 34TKO7, 34TKO8, 34TKO9, Shaft Kit 

34TK10, 347K11, 34TK12, 34TK13, 347K14, 34TK15, 347K16, 34TK17, Scenic ate = 185024LF 6HKZ9 
B3A4TK18, 347K19, 34TK20, 34TK21, 347K22. 34TK23, 347K24, 34TK25, Strainer 

3A4TK26, 347K27, 34TK28, 34TK29, 347K30, 34TK31, 347K32, 34TK33, = 118036 6HLAO 
34TK34, 347K35, 34TK36, 347K37, 422W56, 42257, 422W58, Switch Assembly With Float 


422W59, 422W60, 422W61, 422W62, 422W63, 422W64, 422W65, 
422W66, 422W67, 422W68, 422W69, 422W70, 422W71, 422W72 
All 1%-4 BC sizes 
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4RD29, 4RD31, 4RD32 
Water Slinger 
Domestic Pump® 
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Find the yf. Find Solutions. Find Great Prices. Circulating Pumps 
Taco Hydronic Circulating Pumps Cc 
= 1-phase Suitable for hydronic heating, domestic hot water """""""" 
= Flange connection recirculation, solar thermal heating, and heat recov- 
In-line pumps are maintenance-free with a ery systems. Pumps are not for use in potable water 
cast-iron housing and feature a removable, systems. 00 Series has motors that are impedance- | 
spring-loaded Integral Flow Check (IFC) design protected. 2400 Series has a ¥2" carbon/silicon-carbide 
that prevents gravity flow and eliminates mechanical seal, permanently lubricated ball bearings 
the need for a separate in-line check valve. with 12" stainless steel shaft. Wet rotor. 
Face Max. 
Voltage Shut- No.of to Face Min. GPM Max.GPM_ Best Efficiency Operating Max. Mfr. Item 
Nin (VAC)  Inlet/Outlet Size Off Speeds Dimension @ Head @ Head GPM @ Head* Pressure (psi) Temp. Model No. 
eries 
y 115 Ya'- 12" 9 ft 1 656" 5 @8 tt 18 @1 11 @5tt 125 230 °F 005-F2 5P427 
= — a0 Ya 12" 9 ft 1 656" 1@s5ft 185@1ft 9@6tt 125 230 °F 005-F4Y 131284 
115 Ya- 10" Bvt 1 656" 3 @ 10 ft 16 @1 ft 8 @ GT 125 240°F _O007-F5-71FC —— 4JB22 
Ys 115 Ye 1" 10ft 1 63." 4@ 9 ft 22 @1ft 12 @7 Tt 125 240 °F 007-F5 4PC90 
115 Y= 1" ft 1 65," 1@i5ft 145@1ft 9@ 9Tt 125 230 °F 008-F6 4PC92 No. 4PC90 
Yo 115 Y= 17" 10ft 3 636" 3 @ 10ft 32 @1ft 15 @7 Tt 125 230°F 0010-MSF2-IFC 2KGX8 
115 Y= 1H" 9 ft 1 656" 7@10ft 2@ift 14@65ft 125 230°F 0010-F3-1IFC  4JB26 
115 Y= 1" 10ft 1 636" 4@10ft 305@1ft 18 @7 Tt 125 230 °F 0010-F3 4PC77 
115 Y= 19" 3ift 1 6%" 65@25ft 30@1Tt 16 @ 17 ft 125 230 °F 0011-F4 4PC78 
% 115 Yy'- 1%" 22ft 1 6" 3 @ 20 ft 30 @ 1 ft 16 @ 12 ft 125 230 °F 0014-F1 4PC84 
115 Ya- 12" 35ft 656" 2 @ 30ft 10 @1 fi 6@ 18 ft 125 230°F _O09-F5-IFC_ —— 4NB24 
115 Y= 12" 35ft 636" 25@30ft 10@1ft 6 @ 20ft 125 230 °F 009-F5 4PC94 
115 a 14ft 8" 2@10ft 50@1ft 24 @ 10 ft 125 230°F _—-0012-F4-1 4PC80 
% 115 Ya 12" 34ft 6%" 5 @ 30 ft 33 @ 1 Tt 20 @ 17 ft 125 230 °F 0013-F3 4PC82 
2400 Series 
Yo 115 Ya'- 175" 23ft 1 654" 4@22ft 18@95f 1i12@i7ft 150 225°F _-2400-10-3P —_ 5CHJ9 
y%, —115 Ya- 10" 2oft 1 636" 6 @ 29 ft 32 @7 ft 25 @ 15 ft 150 225°F _2400-20-3P_ —_— SCHK1 
115 iW 2oft 8" 10@25ft 38@i0f 30@i7ft 150 225°F _2400-30-3P _ SCHK3 
y 115 Ya'- 12" 46ft 1 636" 6@46ft 38@19ft 35@26ft 150 225°F _2400-50-3P _ SCHK7 
e715 eM 5 | 8" 10@22ft 90@1ift 70@18Tt 150 225°F _2400-70-3P _ SCHK9 No. 5CHK9 


* To convert to psi, divide total feet of head by 2.31. Use “Best Efficiency GPM @ Head” for optimum performance. 


Taco Potable Water Circulating Pumps 
= 1-phase = 1-speed 

Maintenance-free, in-line pumps have a low-lead bronze housing for use on open, domestic hot water recirculation systems, or a 
stainless steel housing for potable water systems. 00 Series has motors that are impedance-protected. 2400 Series has a 2" carbon/ 
silicon-carbide mechanical seal, permanently lubricated ball bearings with 12" stainless steel shaft. Wet rotor. The Hot-Link® System 
No. 44ZD50 is for domestic hot water recirculation, and can save up to 12,000 gal. of water per year by providing instant hot water to 





Comfort @ Solutions® 








faucets and showers. All pumps meet NSF 372 for < 0.25% lead content. Best Max 
Face Efficiency Operating 
Voltage Inlet/ Connection Shut- toFace Min.GPM Max. GPM GPM Pressure Max. Mfr. Item No. 3GZW3 
Ne (VAC) _ Outlet Size Style Off Housing Material Dimension @ Head @ Head @ Head* (psi) Temp. Model No. 
eries 
115V AC Yo in Sweat 4.5 ft Low Lead Bronze 4% 15@4ft. 6@1ft. 4@3ftt 125  220°F  003-BC4 4YVF4 
115V AC Yin Sweat _9.5 ft Low Lead Bronze 4% 2@9ft. 105@1ft. 6@65ft. 125 220°F 006-B4-14 4YVF8 
115V AC %4 in Sweat 4.5 ft Bronze 4% 3@10ft. 3@3ft. 15 @7 ft. 125~_220°F 003-B4 4PC85 
Yoo 115V AC %4 in Sweat _9.5 ft Low Lead Bronze 4% 2@9ft. 105@1ft. 6@65ft. 125  220°F 006-B4-15  4YVF5 
115V AC % in NPT 9.5 ft Stainless Steel 2@9ft. 11@1 ft. 6 @ 6 Tt. 125  —220°F_ ~=—006-ST4-1 3GZW3 
230V AC Yin Sweat 10 ft Bronze 4% 1@8f. 105@1ft. 7@odft. 125 220°F 006-BC8Y 13L286 
230V AC ¥4 in FNPT 10 ft Stainless Steel 4 1@8f. 105@1ft. 7@odft. 125  =230°F 006-ST8Y  13L287 
Ys 115VAC %into1 “%in Flange 9 ft Stainless Steel 6% 3@8sft. 185@1ft. 11 @7 ft. 125  =220°F = 005-SF2 = 3GZW2 
115VAC “%into1“%in Flange 9 ft Stainless Steel 6% 2@8ft. 16@1 ft. 8 @ 6G Tt. 125  —230°F = 007-SF5-IFC 3GZV2 
115VAC “%into1“%in Flange  10ft Stainless Steel 6% S@Oft. 22@1ft. 12 @/7'ft. 125 = 230°F 00/7-SF5 = 3GZV9 ; 
Ys 115VAC “%into1 “in Flange 15 ft Stainless Steel 6% 1@15f. 145@1ft. 10 @$tt. 125 230°F_ ~=—s-<008-SF6 = 8GZW5 No. 3GZV9 
115V AC %4 in Sweat 16 ft LowLead Bronze 6% 1@15ft. 145@1ft. 9@9ft. 125  230°F  008-BC6 4YVF6 a 
230VAC %into1%in Flange 15ft Stainless Steel 6% 1@15f. 14@1ft. 8@10ft. 125  =230°F 008-SF7Y  3GZV5 
115VAC %into1%in Flange 9 ft Stainless Steel 6% 8@sft. 2@1f. 14 @6ft. 125  —230°F_ 0010-SF3-IFC 3GZV4 
115VAC %into1%in Flange 22ft Stainless Steel 6% 4@20ft. 31@1ft. 16@12 ft. 125  230°F 0014-SFi  3GZV8 
Ye 115VAC %into1 in Flange 35ft Stainless Steel 6% 4@25t. 105@1ft. 6@18 Tt. 125. 230°F =009-SF5-IFC 3GZV3 
115VAC %4into1 Yin Flange 35ft Stainless Steel 6% 0@2oTft. 105@1ft. 6@20Tt. 125. 230°F_ ~=—s(<009-SF5 = 8GZW1 
115V AC 1 %in Flange 14 ft Stainless Steel 8% 8@i3ft. 50@1f. 24@10Ft. 125  230°F 0012-SF4 3GZV6 
um ine AC %into1%in Flange 33 ft Stainless Steel 6% 11@25ft 335@1ft. 18@ 19 ft. 125  230°F 0013-SF3 3GZV7 
400 Series 
7; 115VAC “%into1%in Flange 49 ft Stainless Steel 6% 8@46ft. 32@7t. 24@33 Ft. 150 = 225°F =2400-20S-3P 5CHK2 
5 115V AC 1 %in Flange 29 ft Stainless Steel 8% 10@25ft. 38@10ft. 30@17 ft. 150  —225°F = 2400-30S-3P 5CHK4 
Ye 115VAC %into1 “%in Flange 22.5 ft Stainless Steel 6% 16@23ft. 38@19ft. 50@19.5 ft. 150 225°F 2400-50S-3P SCHK8 





Hot-Link® System 
Yoo 115V AC Ya in NPT 10 ft Steel 4 1@95f. 105@1ft. 6@6ft. 125 — HLS-2 44ZD50 











* To convert to psi, divide total feet of head by 2.31. Use “Best Efficiency GPM @ Head” for optimum performance. Be SCS 
ths For Use With Mfr. Item 
Ly ms Grainger Item No. Model No. 
Comfort’ Solutions” No. = 24-hr.Timer & Temp. Aquastat 
—e) ) “areca pins ee 
r ' ' aco 00 Circulating Pumps - 
Circulating Pump ) Replacement Cartridges 
= 2KGX/ QOR-002RP  4AYX6 
Accessories 2KGX8 0010-034RP  4AYX7 
38GZV2, 3GZV9, 4JB23, 4PC89 007-045RP 4AYV9 
Note: Flange gaskets are not for use No. 4AYV8 38GZV3, 3GZW1, 4JB25, 4PC93 009-022RP 4AYW4 
with any other manufacturer’s pump. 3GZV4, 4JB27 0010-022RP 4AYW7 
3GZV5, 3GZW5, 4PC91 008-045RP 4AYW3 
Mfr. Item Pkg. 3GZV6, 4PC79 0012-012RP 4AYW9 
Pipe Size (in.) Fits Pump Model No. Qty. 3GZV7, 4PC81 0013-008RP 4AYX2 
Flange 3GZV8, 4PC83 0014-003RP 4AYX4 
34 NPT 2KGU9, 2KJG8, 2KGV3, 5P427, 4P795, 110-251F-1 2KGW2 2 38GZW2, 3GZW3, 3GZW4, 4JB21, 4PC87, 4PC88, 5P431, 5P432, 
1 NPT A4PC90, 4JB22, 4PC92, 4PC77, 4JB26, 4PC78, 110-252F-1 2KGW3 2 13L285, 13L286, 13L287, 30K904, 30K905, 30K906, 30L046, 005-020RP  4AYV8 
1% NPT 4PC94, 4JB24, 2KGX7, 4PC82, 4PC84 110-254F-1 2KGW5 2 30L050, 386R91, 386R97, 386R98, 386187, 386U51, 3GZW2, 
2 NPT 2KGV4, 2KGV5 185-086C 2KGW8 2 46E491, 46E492, 46E493, 4JB21, 4P976, 4YVF7, 5P428 
1% NPT 4PC79, 2KGV8, 2KGV9 194-1542SF-1 3GZV1 2 4JB22, 4PC90 007-042RP 4AYW1 
34 NPT 110-251SF-1 3GZU5 1 4JB24, 4PC94 009-021RP 4AYW5 
1 NPT All Taco Bronze or Stainless Steel 00 and 1400 110-2525F-1 3GZU6 1 4JB26, 4PC77 0010-021RP 4AYW6 
1% NPT Series except Nos. 4PC79, 2KGV8, 2KGV9 110-2535F-1 3GZU7 1 4PC78 0011-009RP 4AYW8 
1% NPT 110-254SF-1 3GZU8 1 4PC80 0012-011RP 4AYX1 
Flange Gasket A4PC82 0013-007RP 4AYX3 
= 2KGV4, 2KGV5 1400-009RP 4DZP3 2 4PC84 0014-004RP 4AYX5 
_ 2KGV8, 2KGV9, 3GZV6, 4PC79, SCHK4, SCHK6 007-007RP 4DZP2 2 4PC92 008-044RP 4AYW2 
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PUMPS 
Circulating Pumps, Reducing Valves & Air Separators 


Scan. Order. Done. 
Details on page A1. 





Armstrong Hydronic Circulating Pumps ARMSTRONG @ 


Designed to pump glycol and water solutions up to 50% No. 32UN20—Offers up to 70% greater energy efficiency 

in domestic and light commercial closed loop hydronic compared to other standard circulators. Model has an automatic 

heating systems. Also for use when deoxygenated or chem- mode that can "learn" usage patterns over time and adjust 

ically treated water will pass through the pump. Cast-iron performance for greater energy efficiency. The included integral 

housing. Nos. 32UM80 and 32UM81 include 2 flanges. check valve is for use in systems using hydronic zoning, and is 
easily removed if not needed. Includes 2 gaskets. 


Face Max. 
Inlet/) Shut- No.of toFace Min. GPM Max. GPM Best Efficiency Operating 


“il Pump 









Voltage Max. Mfr. Item 
uli hase (VAC) Outlet Size Off Speeds Dimension @Head @Head GPM @ Head* Pressure (psi) Temp. Model No. 
stro Series 
Ye 4 115 1%" =18f =—3 6% O@18ft 18@1Tt 8 @ 10 ft 150 230 ASTRO 230C1 32UN13 
1 115 1%" 3ift 3 6%" O@3lft 32@0ft 16@18ft 150 230 °F ASTRO 280C1 32UN04 
Ae 1 1b 1%" =14ft 3 8%" O0@14t 64@0ft 28@10ft 150 230 °F ASTRO 290C1 32UN08 
1 230 1% 31. 3 64" 0@31f 32@0f 16@18Tt 150 230 °F ASTRO 280Cl 230V 32UN05 
Compass Series 
ie 1 115 1" 20ft 8 6%" O@20ft 20@0ft 10@10ft 150 230 °F COMPASS 20-20H Cl 32UN20 
E-Series 
Ye 1 115 1%" 27ft 4 8%" O@27t 38@5ft 20@18ft 150 230 °F E10.2 32UN21 
4, 1 115 1" 22ft 8%" O@22t 112@5ft 60@i7 Tt 150 230 °F E30.2 32UM88 
1 115 1%" 35 ft 8%" O@35ft 76@5ft 42 @25ft 150 230 °F E20.2 32UM84 
H-Series 
y, — 115/230 1%" 45ft 1 138%" 15@44ft 62@13ft 40@37ft 125 225. H-64-1 32UM80 
43 208/230/460 1% 45ft 1 13%" 15@44ft 62@13ft 40@37ft 125 225 °F H-64-3 32UM81 
* To convert to psi, divide total feet of head by 2.31. Use “Best Efficiency GPM @ Head” for optimum performance. 
_ Armstrong Potable Water Circulating Pumps ARMSTRONG @ 
Best Max. 
Inlet/ Face Efficiency Operating 
Voltage Outlet Shut- Housing No.of toFace Min.GPMMax.GPM GPM@ Pressure Max. Mfr. Item 
ae \\. HP Phase (VAC) Size Off Materialt Speeds Dimension @Head @Head  Head* (psi) Temp. Model No. 
wk No. "2 Astro Series 
u u fe) ASTRO 32UN16 
No. 32UNOo6 °22UN17 Yao 1 115 1%" 6 ft oo 3 6 0O@6ftt I5@0Tt 4@3tTt 150. 230 °F 590SSU050S-TA 
% 1 115 1%" 13ft SS 3 6" O@13ft 144@1ft 8 @8ft 150  230°F ASTRO 225SSU 32UN12 
Suitable for use in open systems such % 1 115 1" 18it S$ 3 6% 0O@18tt We@i1tt 8 7 ! : at a i tile ais SHEL 
Ye 1 115 1%" 24ft SS 3 6%" O@24Ttt 18@2t 8 t 5 7 5 
as domestic hot water recirculation or 115 1M 31 SSCS CBI 32 @OTt 16@ 18ft 150 230 °F ASTRO 280SS 32UNO6 
pressure boosting, and where the use oe 115 1%" 14ft SS 3 8%" O@14t 644@0ft 28@10ft 150 230°F ASTRO 290SS 32UN09 
of low-lead bronze or stainless steel is 1 -230'sM#’OB1ft «SS BH. CO@ 31 ft 32@0tt 1e@istt 150 230°F MOIR ABOSS s0yNg7 
desired to avoid corrosion. E-Series 
Ye 1 115 1%" 27ft —LFB 1 8%" O@27ft 383@5f 20@18ft 150 230°F E10.2B 32UN17 
No. 32UN16—Use to automatically 1 115 1%" 35 ft LFB 1 8A 0@35tt 76@S5ft 42@25ft 150 230°F _E23.2B_ 32 UM86 
circulate water through domestic hot eee 115 2° 22ft  LFB 1 8% 0@22ft 112@5ft 60@17ft 150 230°F E30.2 B 32UM90 
water distribution pipes. Includes timer, 4%, —! 115/230 1%" 45ft  LFB 1 138%" 15@44f 62@13f 40@37ft 125 225°F H-64-1LFB 32UM82 
3 208/230/460 1%" 45ft  LFB 1 138%" 15@44f 62@13ft 40@37ft 125 225°F H-64-3LFB 32UM83 


aquastat, 2 gaskets, and 6-ft. power 
cord to ease installation. 


* To convert to psi, divide total feet of head by 2.31. Use “Best Efficiency GPM @ Head” for optimum performance. ¢ SS = stainless steel. 
LFB = lead free bronze. 











Flanged Kits—For use where there are 
no existing fittings for installation. Each kit 


Union Kits—Replacement kits 
include 2 unions and 2 gaskets. 





ARMSTRONG includes 2 flanges, 2 gaskets, and hardware. 
ARMSTRONG @ N Pipe Mfr. Item 
us Size (in.) For Pump No. Model No. 
Armstrong aanxe Cast Iron 
%,NPT _32UN13, 32UN04, 32UN05, 32UN20 FLANGE CI 0.75" NPT FS2+HWKIT  32UM92 
Circulatin 1 NPT 32UN13, 32UNO04, 32UN05, 32UN20 FLANGE Cl 1" NPT FS2+HWKIT _32UM93 
g 1% NPT 32UN13, 32UN04. 32UN05, 32UN20 FLANGE Cl 1.25" NPT FS2+HWKIT  32UM94 
Pumps Flange 1% NPT 32UN13, 32UNO04, 32UN05, 32UN20 _ FLANGE Cl 1.5" NPT FS2+HWKIT AST 32UM95 
ump G WENT oo ee Sonn conta FLANGE Cl 1.5"NPTF2+HWKIT  32UM96 
and Union Kits 2NPT 32UM88, 32UM89 FLANGE Cl2"NPTF4+HWKIT _ 32UM97 
Lead Free Bronze 
Pipe Mfr. Item ¥,NPT  32UN10, 32UN11, 32UNO6, 32UNO7 FLANGE LF BRZ 0.75" NPT F2+HWKIT 32UM98 
Size (in.) For Pump No. Model No. 1 NPT 32UN10, 32UN11, 32UN06, 32UNO7 _ FLANGE LF BRZ 1" NPT FS2+HWKIT 32UM99 
Flanged Kits 17 NPT 32UN10, 32UN11, 32UN06, 32UNO7 FLANGE LF BRZ 1.25" NPT F24HWKIT 32UNO1 
1 32UN10, 32UN11, 32UNO6, 32UNO7 FLANGE LFBRZ 1" NPT F2+HWKIT  33RX35 TANPT 32UN09, S2UNI7, s2UMB7 32UM86 FLANGE TF BRZ 1 5° NPT f2sHWKIT S2UN02 
32UN08, 32UN21, 32UN84, + 
V1 SOUNSE. 32UN88, 35UN89 FLANGE Cl 1.25" NPT F24HWKIT  33RX34 inion Kits 
TV; 32UM86 FLANGE LF BRZ 1.25" NPT F2+HWKIT 33RX36 Lead Free Bronze a ree 
32UN17, 32UN86, 32UN87, ; » Sweat 5, A 
1% 32UN90, 32UN91 FLANGE LF BRZ 1.5 NPT FS2+HWKIT 33RX37 00 a ENT 32UN15, 32UN12 LF 9%" FNPT UNION HARDWARE KIT 32UN14 
{3 Bell & Gossett 
a xylem brand 
B 
Water Pressure {ip Bell & Gossett 
R al is a xylem brand 
eaucin : 
g Enhanced Air Separators 
Valves . = Max. pressure: 150 psi 
= Max. pressure: 125 psi =» Max. temp.: 250°F 
. ° . .% r i 
= Max. temp.: 225°F Remove 99% of entrained air in hydronic heating systems. 
Use to control and protect 
' Material of Max. Flow H W Mfr. Item 
plumbing systems by reduc- Construc. (gpm) Inlet Outlet (in) (in) eT ee 
: ing the downstream pressure. 39 Tye NPT 12 8 AY “1.5 
ee g the downstream pressure Cast-Iron 50-2" NPT 2" NPT 8% 414 1AS-2 ETT? 
They decrease the psi of 75 2%" NPT 2%" NPT 10% 6% ve SEITE 
water entering buildings from 6 Ya NPT Ya NPT 6% 3% : 4 
Pipe Mir. tem “ater entering buildings from — 12 "NPT 1"NPT 6% 3%  EASB-1JR  4JB12 
Size L Material Mode! oll municipal water mains to avoid 20 TV" NPT 1%" NPT 7% 4% TCRRICE HHL aE 
3%68° Brass B-3 4 ruptured pipes and damaaed 30. 1%"NPT 1%NPT 7% 4% EASB-1-1 4JB17 
* eaten 8 OL OR ee —_%'MNPT  — 3%. 1% 67 6LFCt 
Bie Brass F-3 6LFA5 fixtures in commercial, indus- No. 4JB11 Brace 3° MINPT, rr r aoe 
yr 3" Brass B7-12 6LFA3 trial, or institutional facilities. Yo" FNPT aia 
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GRAINGER CHOICE” PUMPS 
Find the Wy. Find Solutions. Find Great Prices. Condensate Removal Pumps & Return Systems 


Boiler Feed Pump System and Hrafimau 
Condensate Removal Return Systems 














=» HP Continuous-duty replacement pumps fit most heating systems. Feature cast- 
= Max. liquid temp.: 210°F iron volute with bronze impeller and wear ring. Float-operated internal water 
» 115/230VAC makeup feeder has 2" NPT connection. Water-level gauge with protective brass 
= Motor enclosure: ODP rods and shutoff valves. Receiver has 2" NPT low return inlet port, 2" NPT vent 
= ¥4" NPT discharge port line port, 2" NPT overflow port, and /%2" NPT drain port. 4-bolt flange mounting. 
Pump Discharge Receiver 
No.of Flow Pressure Size Tank EDR L W H Mfr. Item 

Type Pumps (gpm) (psi) (gal.) Material fRating* Voltage in.) (in.)  (in.) Model No. 
Boiler Feed Pump 

Simplex 1 15 20 50 Welded Steel 7000 115/230 33% 27 30% 50VBFS-B 4RD34 
Duplex 2 15 20 50 Welded Steel 15,000 115/208-230 39 24%6 24146  5OHBFD-1520 SDPY9 
Duplex 2 15 20 100 Welded Steel 15,000 115/208-230 52% 30% 30's 100HBFD-1520 5DPZO 
Watchman Condensate Return System 

Simplex 1 12 21 Cast-Iron 8000 115/230 16% 22% 121% WC8-20B 4RD31 
Simplex 1 18 20 14 Cast-Iron 12,000 115/230 22% 22% 121% WC12-20B 4RD32 
Simplex 1 18 20 14 Welded Steel 12,000 115/230 22% 23% 12'%6 | WCS12-20B —_ 4RD29 
Duplex 2 18 20 14 sCast-lron 12,000 119/230 22% 22% 12'%6  WCD12-20 B-MA__4RD33 
Duplex 2 18 20 14 Welded Steel 12,000 115/230 22% 22% 121% WCSD12-20B-MA 4RD30 No. 4RD34 


* EDR = equivalent direct radiation. 


Hollman 
Replacement Condensate Removal Pump 


= '4-HP Efficient pump returns condensate to the WARNING: Use only with nonflammable 
= Motor enclosure: ODP __ boiler in nongravity situations. Fits most —'!quids compatible with pump component 


= %" NPT discharge port systems, but may require an adapter. Se. billig! 














Full Load Amps GPM of Water GPM of Water GPM of Water Max. L W H Mfr. Item 
@115/230V @30ft.ofHead @40ft.ofHead @50ft.ofHead Head (ft.) (in.) (in.) (in.) Model No. 
7.2/4.0 33 26 i2 26 9% 6% 12% 609PF 4RD6/ 
. . WYIWATTS 
Expansion Tanks and Accessories REGULATOR 
= Factory precharged to 12 psi Butyl rubber diaphragms. Brass Schrader valve with O-ring seal. 
= Max. liquid temp.: 240°F Corrosion-resistant finish. Not for use in potable or open-loop 
= Max. pressure: 100 psi systems. 5-yr. manufacturer’s warranty. 
Tank H Dia. Connec. Mfr. Item 
(gal.) (in.) (in.) (in.) Brand Model No. 
Expansion Tank 
2.1 12% 8 YM Flexcon HTX 15 3GVU5 
4.5 14 11 YM Flexcon HTX 30 3GVU6 
6.0 17'%4 11139 YM Flexcon HTX 60 3GVU7 
19.0 21% 16 “aM Flexcon HTX90 2P670 
20.0 28.8 16 LF Flexcon SXHT40 2P6/1 
Expansion Tank with Fill Valve 
Zl 12% 8 YM Flexcon HTX 15FV 3GVU3 
4.5 14 11 YeM Flexcon HTX 30FV 3GVU4 
Material of Mfr. Item 
Item Inlet Construc. Brand Model No. 
Tank Accessories 
Automatic Dual Air Vent Valve Ye" MNPT Brass Watts Ye DUO-VENT NPT SEJF7 
Enhanced Air Separator 1" NPT Cast Iron Watts 1 AS-M1 T 3EJG5 No. 3GVU6 
Enhanced Air Separator 1%" NPT Cast Iron Watts 11/4 AS-M1 T 3EJG6 
Automatic Vent Valve Ye" MNPT Brass Watts FV-4-1/8 4A820 
Automatic Vent Valve Ya" MNPT Brass Watts FV-4-1/4 4A821 


PlenumPlus™™ é HARTELL No. 48PX21 
Condensate Removal Pumps , 


Use to collect and automatically remove Small Reservoir—Suitable for installation in tight 
water produced from an air conditioner spaces and include a built-in check valve. 
evaporative coil and/or a gas-condensing 
furnace. Ideal for use in plenum spaces 
since the pump, in the event of a fire, 
won't distribute smoke throughout the 
plenum. Models feature an auxiliary safety Nos. 48PX15 to 48PX20 feature an inlet and discharge 
switch and thermal overload protection. that rotate to ease piping and tubing installation. 

UL Recognized (Std. 2043, Third Edition). 


Large Reservoir—No. 48PX14 has a rugged, cast- 
aluminum reservoir and maintenance-free ball bearings. 
Design allows you easy wire access. 









Reservoir Max Max. Max. Mfr. Item 
HP Voltage Capacity Discharge Size Head Temp __ Pressure Model No. 
Small Reservoir 
115V ¥e in Barb 18 ft 212-6 7.8 psi KL-1DG-115 48PX21 
V0 230V AC Y gal 3g in Barb 18 ft 212°F 7.8 psi KL-1DG-230 48PX22 
2/1 AC ¥e in Barb 18 ft 212°F 7.8 psi KL-1DG-277 48PX23 
Large Reservoir 
ho 115 to 230V AC ¥e in FNPT 20 ft 150°F 8.5 psi A2-X-1965 48PX14 
115V AC ¥e in Copper Tube 30 ft 212°F 13 psi A3X-115 48PX15 
Y 115V AC Yo in Copper Tube 60 ft 212°F 26 psi AdX-115 48PX18 
Y20 115V AC (gal ¥e in |. D. 22 tt 110°F 9 psi PABX-115 411M28 
Yio 208 to 230V AC g Yo in Copper Tube 30 ft 212°F 13 psi A3X-230 48PX16 
Y 208 to 230V AC Yo in Copper Tube 60 ft 212°F 26 psi AdX-230 48PX19 No. 48PX18 
Yo 2//V AC Yo in Copper Tube 30 ft 212°F 13 psi A3X-2/7 48PX17 
Yo 380 to 460V AC Yo in Copper Tube 60 ft 212°F 26 psi AdX-460 48PX20 
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PUMPS 
Condensate Removal Pumps 


Scan. Order. Done. 
Details on page A1. 





' { | } Low Profile 
Pump, Small 
1 : Reservoir 


No. 3P730 





Condensate Pump, 
Small Reservoir 
No. 3EUD4 


litt 


No. 2P351 










Condensate Pump, 
Large Reservoir 
No. 2P096 


In-Pan Pump, 


No. 2GZG1 


In-Pan Pump, 
Large Reservoir 
No. 2GZG2 





In-Pan Pump, No Reservoir 
No. 2GZG4 


= 





Mini-Split Pump, No Reservoir 
No. 12J044 
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Condensate Pump, 
Medium Reservoir 


Medium Reservoir 








Condensate 


Removal Pumps itticGIANT. 


= Thermal overload protection 


Use where gravity drainage is not available 
to remove condensation in high-efficiency 
gas furnaces, condensing boilers, air 
conditioning units, and other no-gravity 
applications. All except Mini-Split have a 
6-ft. power cord with 3-prong molded plug. 


Low Profile Pumps, Small Reservoir— 
Compact design allows use in limited-space 
installations where the incoming drain line 
is too low for Medium Reservoir units. 


Condensate Pumps, Small Reservoir— 
Oil-resistant tank has removable check 
valve; for simple service with no water 
spills. Rubber feet absorb vibration on 
hard-surface installations. Include overflow 
switch assembly, 20 ft. of vinyl tubing, and 
mounting bracket. No. 3EUD6 has a foam 
tank sleeve to help prevent water damage. 


Condensate Pumps, Medium 
Reservoir—Have a high-impact polymer 
pump base, stainless steel shaft, and ABS 
plastic tank cover and switch housing. 
With fan-cooled motor, integral sump tank, 
control float, check valve, and overflow 
switch. All models include 20-ft of tubing 
except Nos. 45LV97, 2P350, 45LW07, and 
2P351. 


Condensate Pumps, Large Reservoir— 
Larger tank with galvanized steel tank 
cover can accommodate higher-flow drain 
periods or cycling. Include low-voltage 
overflow switch (except Nos. 45LW04, 
45LW01, and 45LW05). 


Reservoir Max 

HP Voltage Capacity Discharge Size Head 
Low Profile Pumps, Small Reservoir 

Y30 _ 120VAC Y gal. Ye" Barb 20 ft. 
Y30  230VAC Y% gal. ¥e" Barb rain 
Condensate Pumps, Small Reservoir 

Yo 115VAC ¥ gal. ¥e" Barb 21 ft. 
Yo _115VAC ¥ gal. ¥e" Barb 21 ft. 
Y30 _-115VAC ¥3 gal. ¥e' Barb 21 ft. 
Y30  230VAC ¥3 gal. ¥e' Barb 19 ft. 
Condensate Pumps, Medium Reservoir 

Yoo 115VAC ¥2 gal. ¥e' Barb aie 
Ys0 _ 120VAC Ye gal. Ye" Barb 15 ft. 
Y30 _115VAC ¥2 gal. ¥e' Barb 20 ft. 
Y30__115VAC Ye gal. ¥e' Barb 20 ft. 
Y30 _ 115VAC Ye gal. ¥e' |. D. 20 ft. 
Y30 _-115VAC Ye gal. Ye" Barb 20 ft. 
Y30 _ 230VAC Ye gal. ¥e' Barb 17 ft. 
Y30 _ 230VAC Ye gal. ¥e' Barb irae 
Y30 _ 230VAC Ye gal. Ve le Ds irae 
Y30  230VAC Ye gal. ¥e' Barb We ik 
Condensate Pumps, Large Reservoir 

Y50 _ 120VAC 1 gal. Ye" Barb 14 ft. 
Yis_ _ 115VAC 1 gal. ¥e' Barb 24 ft. 
Yis_ _115VAC 1 gal. ¥e' Barb 24 ft. 
Yis_ —_ 230VAC 1 gal. Ye" Barb 24 ft. 
Yis_ —_ 230VAC 1 gal. Ye" Barb 24 ft. 
YW 115VAC 1 gal. _%" Copper Tube 46 ft. 
% 120VAC 1 gal. %' Copper Tube 46 ft. 
YW 230VAC 1gal. _%' Copper Tube 46 ft. 
W% 230VAC 1 gal. %' Copper Tube 46 ft. 
In-Pan Pump, Medium Reservoir 

Yoo — 120VAC Y gal. Ya" MNPT 12 i. 
In-Pan Pump, Large Reservoir 

Yio 120VAC 1 gal. Yo"MNPT 26 ft. 
In-Pan Pump, No Reservoir 

Yiso 120VAC  NoReservoir  %4" MNPT 10 ft. 
Mini-Split Pumps, No Reservoir 

— 110 to 240VAC — Ys" 0. D. 60 ft. 
— — %32" Barb 29 ft. 
Accessories 


Auxiliary Condensate Switch 
Auxiliary Safety Switch 
Check Valve For Use With 2P095 and 4RLO3 


Check Valve For Use With Mfr. No. VOC-20ULS, VCMA15ULS-554914, VCMA-20ULS, 
3P73, VEL-24ULS, VCL-24ULS-230, VCMA-20ULS-230, VCC-20ULS-230 

Check Valve For Use With Mfr. No. VCC-20ULS, VCMA15ULS-554914, VCMA-20ULS, 
VCL-14ULS, VCL-24ULS, VCL-24ULS-230, VCMA-20ULS-230, VCC-20ULS-230 
Check Valve For Use With Mfr. No. VCL-458, VCL-45ULS-230 


t Contains a fully submersible pump unit. 
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* parr MOVINCOOL 


In-Pan Pump, Medium Reservoir—Can be used 
in or out of supplied tank. Molded plastic volute, 
impeller, 


and screen. Epoxy-coated aluminum, oil-filled motor 
housing and a float-operated 


mechanical switch. 


In-Pan Pump, Large Reservoir— Larger tank 
with galvanized steel tank cover can accommodate 
higher-flow drain periods or cycling. 


In-Pan Pump, No Reservoir—Can be used in or 
out of supplied tank. Molded plastic volute, impeller, 
and screen. Epoxy-coated aluminum, oil-filled motor 
housing and a float-operated mechanical switch. 


Mini-Split Pumps, No Reservoir—Designed for 
wall-mount ductless mini split air conditioners. The 
fully automatic pump has a Clear, oversize reservoir. 
Water-cooling jacket draws heat away from motor 
for quieter operation. Features an overflow shut- 
down switch (wiring included). Kit includes wiring 
cables, connecting tubes, positioning template, 
installation hardware, and a cover that can blend 
into any decor. Power cord sold separately. 


Condensate Overflow Detection Switches— 
Switch immediately shuts unit off or activates 

an alarm switch if an air handling unit becomes 
clogged or a condensate reservoir is filled to 
capacity. 

Auxiliary Condensate Switch No. 3XY17 has 6-ft. 
leads and 18 AWG wire. 


Auxiliary Safety Switch No. 4NY29 Installs in drain 
line to detect downstream clogs and includes 6-ft. 
leads and 24 AWG wire. 


Max. Item 
Temp Amps L W H Brand No. 
120°F 1.5 12’ 5 5 Little Giant 3P730 
120°F 0.5 12" 5 5 Little Giant 4RLO8 
140°F 31.5 10'%a"  45%4" 6%" Little Giant 3EUD4 
140°F 1.5 10'%6a" 4°%4" 6%" Little Giant 3EUD7 
140°F 1.5 10%6 5%s' 6°%6s' Little Giant 3EUD6 
140°F 0.6 101%" 4°%s" =6%" —LittleGiant 3EUD5 
140°F 1.0 Ww 5 T' Dayton 45LV97 
140°F 1.0 10%! 5 fe Little Giant 2P350 
140°F_ 14.2 ae 5 i Dayton 45LW07 
140°F 1.5 11" 5 ie Dayton 45LWO03 
140°F 1.5 11" 5 t Movincool 5AE91 
140°F 1.5 10%!" 5 oe Little Giant 2P351 
140°F 0.5 iW 5 ia Dayton 45LW06 
140°F 0.5 11" 5 (a Dayton 45LW08 
140°F 0.5 11 5 ia Movincool 36P698 
140°F 0.5 10% 5: v' Little Giant 4RLO7 
110°F 1.0 12" 6" 9s" Little Giant 3P731 
110°F 2.5 12" 6" 10%" Little Giant 3P732 
120°F 2.5 12" 6" 10%" Dayton  45LV96 
120°F 1.1 12" 6" 10%" Little Giant 4RLO5 
120°F 1.2 TZ’ 6" 10%" Dayton 45LW04 
20°F 3.5 12 6" 10%" Dayton 45LW01 
110°F 3.5 12’ 6" 10%" Little Giant 2P096 
120°F 1.0 12" 6" 10%" Little Giant 4RLO6 
120°F 1.0 12’ 6" 10%" Dayton 45LW05 
120°F. 1.7 g" A4x%q" 4%" Little Giant 2GZG1 
120°F 3.5 12’ 6" 6%"  LittleGiant 2GZG2 t 
120°F 1.1 1/6 3/4" 4%6' Little Giant 2GZG4 


120°F 018 4% 17! 248" 
1204 844" 8%" 32 


Little Giant 45LW02 
Little Giant 12J044 


Little Giant 3XY17 
Little Giant_ 4NY29 
Little Giant 4RL37 


Little Giant 4RL39 


Little Giant 4RL40 
Little Giant 4RL38 
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Air-Operated Double Diaphragm Pumps 
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Diaphragm Pumps—Housing Materials 


Groundable Acetal—For use in solvent transfer. 
Metallic fibers in the resin renders the material 
conductive to eliminate static charge buildup. 
Kynar®—High-performance fluoropolymer 

resin has good chemical resistance at higher 
temperatures. 


Aluminum—Lightweight and can transfer 
paints, petroleum products, and oils. 


Polypropylene—Resists many caustics and a wide 
variety of nonaggressive water-based liquids. 

PVDF (Polyvinylidene Fluoride)—Low thermal conduc- 
tivity and highly resistant to acids, bases, and solvents. 
Stainless Steel—High corrosion and chemical resis- 
tance and ideal for use with acids, caustics, and solvents. 


Cast-lron—For heavy-duty industrial appli- 
cations and abrasive products. 





Dayton® Nonmetallic Air-Operated Double Diaphragm Pumps 


= Self-priming to 15 ft. wet, 10 ft. dry Portable, intrinsically safe models resist overheating and are suitable for acids, 
= Run-dry capability caustics, and solvents, to high-viscosity shear sensitive liquids including paints, 
inks, and adhesives. Ideal for general pump transfer, recirculation, dispensing, 
spraying, and filling. 
FLUID END) AIR END 
REPAIR 








REPAIR 
Max. PUMP KIT KIT 
Inlet/ Connection AirInlet Flow Max. Diaphragm Ball Check Seat Max. Dia. Manifold | Item Item Item 
Outel sie Style Size (gpm)* Temp Material Material Material Solids Connectiont| No. No. No. 
cetal Housing 
. Yai i Yain FNPT 3.25 180°F PIE PIFE Acetal Clear Liquid —_ Single 6PY38 6PY61 | 6PY77 
ynar® Housing 
Ya in NPT Yin FNPT 3.25 212°F PTFE PUre Kynar® Clear Liquid Single | 3HJV7 6PY61 | 6PY77 
Yin NPT  YinFNPT 15 212°F PIFE PIFE Kynar® Vag" Single _| 3HJV8 6PY62 ~~ -6PY/8 An 4 A 
a NPT %inFNPI 30 = 212°F PTFE PURE Kynar® Ace Single | 3HJV9 6PY64 §22A610 
- : Ni YsinFNPT 49 212°F Santoprene® EPDM Kynar® Ae Single |3HJW2 6PY60  22A610 
olypropylene Housing 
Yin NPT “in FNPT 3.25 180°F PIFE PTFE Polypropylene Clear Liquid __ Single 6PY37 6PY61 | 6PY77 
ein NPT  YinFNPT 15 180°F PTFE PTFE Polypropylene Vo" Single 6PY39 6PY62  6PY78 
e NPT  ‘“%inFNPT 15  180°F Santoprene® PIFE Polypropylene Yao" Single 6PY34 6PY58 | 6PY78 ’ 
%/ in NPT YinFNPT 21  180°F PIFE PTFE __ Polypropylene Ye Single 6PY40 6PY63 §22A610 
. NPT “%inFNPT 28 180°F Santoprene® EPDM _ Polypropylene Ye Single 6PY35 6PY59 | 22A610 No. 
1 in NPT %inFNPT 35 180°F PIFE PTFE Polypropylene AGH Single 6PY41 6PY64 |= 22A610 6PY34 
1% In Flange YinFNPT 120 180°F PTFE PTFE Polypropylene ¥32" Single |3HJW3 | 22A612 | 6PY80 
1 in NPT %inFNPT 49  180°F Santoprene® EPDM _ Polypropylene V6" Single 6PY36 6PY60 | 22A610 a all 
1 Yin Flange YinFNPT 115 180°F Santoprene® EPDM _ Polypropylene 932" Single (3HJW5 | 22A613 | 6PY80 = j = 
2 In Flange %4inFNPT 160 180°F Santoprene® EPDM Polypropylene V6" Single (3HJW6 | 22A616 | 6PY80 —_ 


* Flow rate depends on air pressure and fluid viscosity. t Single = 1 inlet and outlet. 


ARO® Nonmetallic Air-Operated Double Diaphragm Pumps 


= Self-priming to 15 ft. wet, 10 ft. dry Lightweight, easy-to-transport pumps are air operated to reduce exhaust and spark hazards. 


= Run-dry capability 


Inlet/ Max. Max. PUMP REPAIR KIT/REPAIR KIT 
Outlet Connection AirInlet Flow Max. Diaphragm Ball Check Seat Dia. Manifold Mfr. Item Item Item 
pre THe Size (gpm)* Temp Material Material Material Solids Connectiont Model No. No. No. 
cetal Housing 
NPT  YinFNPT 10.6 180°F Hytrel Hytrel Acetal Ye —_ Multiport = PDO3P-AES-DCC |2CAU5 | 33RM97 oXB26 
% in NPT YinFNPT 10.6 180°F Hytrel Hytrel Acetal Ye Single PDO3P-ADS-DCC | 2CAU4 | 33RM97 oXB26 
NPT YinFNPT 10.6 180°F PTFE PIFE Acetal Ye. Multiport =PDO3P-AES-DTT | 2CAU3 9XB20 9XB26 
NPT  YinFNPT 10.6 180°F PIPE PFE Acetal Ye Single PDO3P-ADS-DTT | 2CAU2 oXB20 9XB26 
> in NPT  YinFNPT 14  180°F PIFE PTFE Acetal 332" Multiport_ PDO5P-AES-DTT-B | 5XA68 oXB24 9XB26 
Al he Yain FNPT 14 180°F Santoprene® Santoprene® Acetal 330" Multiport_ © PDO5P-AES-DAA-B | 5XA69 oXB23 oXB26 
uminum Housing 
1 Vein PT  YinFNPI 80  180°F Nitrile Nitrile Aluminum yy Single 66M150-122-C | 3FPX9 3FPZ5 _ 
NPT ‘“%inFNPT 80 225°F Santoprene® Santoprene® Aluminum ya Single 66M150-1EB-C | 3FPY1 — 2TV35 
Din NPT %4inFNPT 156 180°F Nitrile Nitrile Aluminum ya" Single 66M250-122-C | 3FPY2 3FPZ2 4CWJ3 
NPT %inFNPT 156 225°F Santoprene® Santoprene® Aluminum ya" Single 66M250-1EB-C | 3FPY6 3FPZ1 4CWJ3 
3 in NPT %4inFNPT 21/7 180°F Nitrile Nitrile Aluminum il Single 66M300-122-C | 3FPY4 3FPY8 4CWJ3 
. © Waask ¥Y4inFNPT 21/7 225°F Santoprene® Santoprene® Aluminum kg Single 66M300-1EB-C | 3FPY5 3FPZ1 4CWJ3 
ynar® Housing 
YainFNPT 10.6  200°F PTFE PIFE Kynar® Ye. Multiport PDO3P-ALS-KTT | 2CAU7 o0XB20 oXB26 
¥% in NPT  YinFNPT 10.6 200°F PTFE PIFE Kynar® Ye Single PDO3P-AKS-KTT | 2CAU6 9XB20 oXB26 
NPT “in FNPT 10.6 200°F Santoprene® Santoprene® Kynar® Yio Multiport PDO3P-ALS-KAA | 2CAU9 oXB21 9XB26 
Yin NPT  ‘inFNPT 14 200°F PTFE PTFE Kynar® 332" Multiport PDO5P-ALS-KTT-B | 5XA64 oXB24 oXB26 
Polypropylene Housing 
NPT Yin FNPT 95.3 225°F PTFE PTFE Acetal Ye Single PDO1E-HDS-DTT-A 19RU84 _ _ 
hin NPT Yin FNPI 9.3 220°F PTFE PTFE Kynar® Ye Single PDO1P-HKS-KTT-A |19RU85 _ _ 
: NPT Yin FNPT 95.3  225°F PIFE PIFE Polypropylene Ye Single PDO1P-HPS-PTI-A 19RU81 _— _ 
NPT/BSP Yin FNPT 5.3  225°F Santoprene® Santoprene® Polypropylene c° Single PDO1P-HPS-PAA-A |19RU82 — — 
NPT  YinFNPT 10.6 150°F PIF PURE Polypropylene “ie Single PDO3P-APS-PTT | SXA66 9XB20 9XB26 
¥e in NPT “in FNPT 10.6 150°F Santoprene® Santoprene® Polypropylene “se —Multiport © PDO3P-ARS-PAA | 2CAU1 oXB21 9XB26 
NPT  ‘“%inFNPT 10.6 150°F Santoprene® Santoprene® Polypropylene ‘“e' Single PDO3P-APS-PAA | 5XA65 oXB21 9XB26 
NPT  YinFNPT 13  150°F PTFE PFE Polypropylene %%2" —_ Multiport 66605J-344 2CAP5 § 4RM99 4RNO3 
NPT YinFNPT 13  150°F PTFE PTFE Polypropylene 92" Single 666053-344 2CAP6 | 4RM99 4RNO3 
NPT “%inFNPT 13 150°F Santoprene® Santoprene® Polypropylene %2' = Multiport 66605J-3EB 5U669 4RNO02 4RN03 
NPT M“%inFNPT 13 150°F Santoprene® Santoprene® Polypropylene %2" Single 666053-3EB 5U663 4RN02 4RN03 
an NPT “%inFNPT 13 150°F Urethane Polyurethane Polypropylene %2' = Multiport 66605J-388 5U668 4RNO1 4RN03 
NPT  “%inFNPT 13 150°F Urethane Urethane Polypropylene %2" Single 666053-388 2CAP4 4RN01 4RNO3 
NPT  YinFNPT 14  150°F Nitrile Nitrile Polypropylene %%2" —_ Multiport_ ~PDO5P-ARS-PGG-B 5XA63_  6WU23 9XB26 
NPT  ‘“%inFNPT 14  150°F Polyurethane Polyurethane Polypropylene %2" Multiport PDOQ5P-ARS-PUU-B | 5XA5/ oXB22 9XB26 
NPT YinFNPT 14  150°F PTFE PIFE Polypropylene %%2" —_ Multiport ~=PDO5P-ARS-PTT-B | 5XA59 oXB24 oXB26 
NPT  “%inFNPT 14 150°F Santoprene® Santoprene® Polypropylene %2" —Multiport ©PDO5P-ARS-PAA-B | 5XA58 oXB23 oXB26 
4 in NPT YinFNPT 15  150°F PTFE PTFE Polypropylene _¥" Single PDO/P-APS-PTT | 2UV60 oXB24 oXB26 
NPT “%inFNPT 15 150°F Santoprene® Santoprene® Polypropylene  %%' Single PDO/P-APS-PAA | 2UV59 oXB23 oXB26 
4 44 Flange “%inFNPI 4/7  150°F PTFE PTFE Polypropylene %" Flanged 6661A3-344-C | 2P774 4RN04 4RM92 
Flange “inFNPT 4/7  150°F Santoprene® PRE Polypropylene %" Flanged 6661A3-34B-C | 5U667 | 33RM98 4RM92 
re Flange %inFNPT 100 150°F Neoprene Neoprene Polypropylene 1%" Flanged 6661U3-311-C §5U675 | 26JX73 4RM92 
Flange ’inFNPI 100 150°F PTFE PTFE Polypropylene 1%" Flanged 6661U3-344-C | 5U674 4RNO7 4RM92 
NPT  YinFNPT 4/7 —150°F Nitrile Nitrile Polypropylene _%" Single 6661AU-322-C | 4GY44 4GY43 4RM92 
Tin NPT  YinFNPT 4/7  150°F PTFE PURE Polypropylene %" Single 6661AU-344-C | 4GY45 4RNO04 4RM92 
NPT  ‘inFNPT 47  150°F Santoprene® Santoprene® Polypropylene  %' Single 6661AJ-3EB-C | 4GY48 4RN05 4RM92 
Din Flange 2inFNPT 139 150°F Neoprene Neoprene Polypropylene 1%" Flanged 6662B3-311-C | 5U680 | 26JX73 4RM92 
Flange inFNPT 139  150°F PFE PTFE Polypropylene 4" Flanged 6662B3-344-C | 5U679 4RNO7 4RM92 








Suitable for pumping thick, solids-laden liquids and slurries in applications such as mining 


and dewatering. 





* Flow rate depends on air pressure and fluid viscosity. t Single = 1 inlet and outlet; Multiport = 3 inlets and 2 outlets, use only 1. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


FLUID END) AIR END 





PUMPS 
Air-Operated Double Diaphragm Pumps 


Scan. Order. Done. |= 
Details on page A1. 








For an explanation of diaphragm pump housing materials, see page 2663. 


SANDPIPER 


A WARREN RUPP PUMP BRAND 


Sandpiper® Nonmetallic Air-Operated 
Double Diaphragm Pumps 


= Self-priming to 15 ft. wet, 20 ft.dry —_Ideal for pumping solvents, slurries, and high-viscosity liquids such as paints and inks. Feature 
= Run-dry capability all-bolted construction and abrasion- and corrosion-resistant materials. Free-standing support 
base is useful in portable applications. FLUID END! AIR END 























Inlet/ Max. Max. PUMP (REPAIR KIT|REPAIR KIT 
Outlet Connection AirInlet Flow Max. Diaphragm Ball Check Seat Dia. Manifold Mfr. Item Item Item 
Size Style Size (gpm)* Temp Material Material Material Solids Connectiont Model No. No. No. 
Acetal Housing 
yj" NPT Y'FNPT 4 = 220°F PILFE PTFE Acetal Vo" Single PB Y%4,TT3CA. | 29AU45 39L597 39L598 
NPT Ya"FNPT 4 275°F —Santoprene® _Santoprene® Acetal Yeo" Single PB '4,TS3CA. | 29AU44 391596 39L598 
ye NPT oWENPT «14 220°F PITE ue PTFE zs % Single  SO5B2G2TXNSO00 |29AU51 | 39L602 = 
NPT Ya'FNPT 14 275°F — Santoprene® = Santoprene® — Ve Single S05B2G1TXNSO00 | 29AU50 39L599 — 
Polypropylene Housing 
yj" NPT Y'FNPT 4 = 220°F PIFE PIFE Polypropylene 2" Single PB %,TT3PP. |12W413 39L597 39L598 
‘ NPT Ya'FNPT 4 275°F —Santoprene® _—Santoprene® Polypropylene 12" Single PB %4,TS3PP | 12W412 391596 391598 
NPT Ya" FNPT 14 = 190°F Buna Buna PTFE Yr Multiport SO5B2PBTPNIO00 |12W415 39L601 39L605 
ve" NPT oY FNPT «14 2209F FIFE Baier PTFE PTFE Ys" Multiport SOSB2P2TPNIOOO |12W416 | 39L602 | 39L605 
NPT Ya" FNPT 14 220°F = Santoprene® = Santoprene® PTFE Yr Multiport SO5B2P1TPNIOOO |12W414 39L599 39L605 
ye NPT WENPT 23 180°F PITS Pe PTFE Polypropylene 3/20" Single © SO7B1P2PPNSOOO |12W418 | 39L604 | 39L605 
NPT Ya"FNPT 23 180°F Santoprene® — Santoprene® Polypropylene 3/20" Single S07B1P1PPNSO000 |12W417 39L603 39L605 
NPT ‘Y"FNPT 53 = 180°F Buna Buna Polypropylene 1%" Multiport S1FB3PBPPNIO00 |12W420 _ 39L609 
1" NPT = %"ENPT 53 180°F PTFE ae PTFE Polypropylene 4"  Multiport © S1FB3P2PPNI000 |12W421 | 39L608 | 39L609 
fo Ps NPT Yo"FNPT 53 180°F Santoprene® —_Santoprene® Polypropylene 1%" Multiport S1FB3P1PPNIO00 |12W419 391606 39L609 
yyr Flange «%"FNPT 100 180°F TTF a PTFE Polypropylene %' Single  S15B3P2PPASO00 |15U532 | 39L618 | 391621 
Flange %4'FNPT 100 180°F  Santoprene® —Santoprene® Polypropylene 4" Single $15B3P1PPASO000 | 15U531 39L617 39L621 
>» Flange 'FNPT 150 180°F PITS ue PTFE Polypropylene ¥%" Single © S20B3P2PPUS000 |15U534 | 39L620 | 391621 
Flange %4'FNPT 150 180°F Santoprene® Santoprene® Polypropylene 4" Single S20B3P1PPUS000 | 15U533 39L619 39L621 
PVDF Housing 
yj," NPT Y'FNPT 4 = 220°F PTFE PIRE PVDF Yo" Single PB %4,TT3K. 29AU47 39L597 39L598 
NPT Ya"FNPT 4 275°F —Santoprene® _Santoprene® PVDF Yao" Single PB %4,TS3K. 29AU46 391596 391598 
ye NPT Ye FNPT «14 20°F PTFE Sad PTFE = Ys  Multiport SO5B2K2TPNSO0O 29AU49 | 39L602 | 39L605 
NPT Ya'FNPT 14 220°F  Santoprene® —_Santoprene® — % Multiport SO5B2K1TPNSO00 | 29AU48 39L599 39L605 
No. 12W417 yy «NPT «= YFNPT «23 220°F PIre ae PTFE PVDF Ya" Single  SO7B1K2KPNS000 |29AU53 | 39L604 | 391605 
NPT Yo"FNPT 23 250°F  Santoprene® = Santoprene® PVDF Yq" Single S07B1K1KPNS000 | 29AU52 39L603 39L605 
» Flange M'ENPT 23 220°F PTFE ue PTFE PVDF 3/20" —s Single ~+~—« S1OB1K2KPASO00 |29AU55 | 39L604 | 39L605 
Flange ‘'FNPT 23 250°F  Santoprene® = Santoprene® PVDF 3/20" Single S10B1K1KPASO00 | 29AU54 39L603 39L605 
* Flow rate depends on air pressure and fluid viscosity. ¢ Single = 1 inlet and outlet; Multiport = 2 inlets and 2 outlets, use only 1. 
Versa-Matic® Air-Operated Double Diaphragm Pumps Vitt>—. 
Standard-duty band clamp construction eases maintenance. Interchangeable with Wilden Original Series pumps. VERSA-MATIC 
eee aie ® Ai : : 
Self-priming and feature the Elima-Matic® Air Valve System for no stalling, lube-free performance. FLUID END! AIR END 
Inlet/ Max. Max. PUMP |REPAIR KIT|REPAIR KIT 
Outlet Connection Airinlet Flow Max. Diaphragm Ball Check Seat Dia. Manifold Mfr. Item Item Item 
Size Style Size (gpm)* Temp Material Material Material Solids Connectiont Model No. No. No. 
Aluminum Housing 
NPT ¥e'FNPT 12 180°F Buna N Buna N Buna-N Ye Single E5AP2R229C 20LR16 | 30YF23 22A481 
yy" NPT ve ENPI 12. 220°F PTFE PTFE — Ye Single E5AP5T559C 20LR18 | 30YF25 22A481 
NPT ¥e"FNPT 12 300°F Santoprene® Santoprene® Santoprene®  Me' Single EDAP6X669C 20LR17 30YF24 22A481 
NPT ¥e'FNPT 49 180°F Buna N Buna N Buna-N Ve Single E1AA2R229C-ATEX |20LR25 | 30YF29 30YF44 
1" NPT ¥e'FNPT 49 220°F PTFE PTFE — Ve Single E1AA5T559C-ATEX |20LR27  30YF31 30YF44 
NPT ¥e'FNPT 49 300°F Santoprene® Santoprene® Santoprene® % Single E1AA6X669C-ATEX |20LR26 30YF30 30YF44 
NPT Yo"FNPT 70 = 180°F Buna N Buna N Buna-N cae Single E4AA2R220 4GGG3 331029 22A483 
1%" NPT Yo"FNPT 70 220°F PIFE PTFE Aluminum = 16° Single E4AA5TSA0 4GGG4 331030 22A483 
No. 4GGF9 NPT Y"ENPT 70 300°F_Santoprene® Santoprene® Santoprene® %e' Single E4AA6X660 4GGG5_—_ 337028 | 22A483 
NPT Yo"FNPT 155 180°F Buna N Buna N Buna-N V4" Single E2AA2R220C-ATEX | 4GGF2 331039 22A484 
2. NPT Yo"FNPT 155 220°F rire PTFE Aluminum Yq" Single E2AA5TSAOC-ATEX | 4GGF3 331031 22A484 
NPT Yo"FNPT 155 300°F Santoprene® Santoprene® Santoprene® =" Single E2AA6X660C-ATEX | 4GGF4 331038 22A484 
NPT Yo"FNPT 230 180°F Buna N Buna N Buna-N Ye" Single E3AA2R220C-ATEX | 4GGF7 331033 22A485 
ca NPT Yo"FNPT 230 220°F PTFE PTFE Aluminum Ye" Single E3AA5TSAOC-ATEX | 4GGF8 331034 22A485 
NPT Yo"FNPT 230 300°F Santoprene® Santoprene® Santoprene® %' Single E3AA6X660C-ATEX | 4GGF9 331032 22A485 
Polypropylene Housing 
NPT Ye" FN 10. 175°F PTFE PIFE — Ye“ Multiport E5PP5T5T9C 20LR24 | 30YF28 22A481 
Y," NPT Ye FNPT 11 = 1/75°F Buna N Buna N Buna-N Ye ——- Multiport E5PP2R229C 20LR22 | 30YF26 22A610 
NPT ¥e"FNPT 11 175°F Santoprene® Santoprene® Santoprene® Me' Multiport E5PP6X669C 20LR23 30YF27 22A481 
NPT Ye FNPT 45 1/75°F Buna N Buna N Buna-N Ve Single E1PA2R229C 20LR31 30YF35 30YF44 
1" NPT ¥e'FNPT 45 1/75°F PTFE PIreE — Ve Single E1 PAST5T9C 20LR33 | 30YF37 30YF44 
NPT ¥e"FNPT 45 175°F Santoprene® Santoprene® Santoprene® % Single E1PA6X669C 20LR32 | 30YF36 30YF44 
Flange Yo" NPT 2 Wor Buna N Nitrile Nitrile V6 Single E4PA2R229 20LR34 | 30YF38 22A483 
1%" Flange Yo"FNPT —/2 ——1/5°F PTFE PIF — 6 Single E4PA5F519 20LR36 | 30YF40 22A483 
Flange Yo"FNPT 72  1/75°F Santoprene® Santoprene® Santoprene® “eo Single E4PA6X669 20LR35 30YF42 22A483 
Flange Yo"FNPT 177 1/5°F Santoprene® Santoprene® Santoprene® = %' Single E2PA6D669C 20LR38 30YF42 22A484 
2" NPT Yo"FNPT 177 = 175°F Buna N Buna N Buna-N Yq" Single E2PA2D229C 20LR37 | 30YF41 22A484 
NPT Yo"FNPT 177 = 220°F PIFE PTFE — Yq" Single E2PA5F5T9 20LR39 _ 22A484 
Stainless Steel Housing 
NPT Ye FNPT 12 # 180°F Buna N Buna N Buna-N Ye Single E5SP2R229C 20LR19 | 30YF23 22A481 
Y," NPT Ye FNPT 12 220°F PTFE PTFE PTFE Ye Single E5DoP51559C 20LR21 30YF25 22A481 
No. 4GGF5 NPT ¥"FNPT 12  300°F Santoprene® Santoprene® Santoprene®  ‘e' Single E5SP6X669C 20LR20 | 30YF24 22A481 
a NPT ¥e'FNPT 49 180°F Buna N Buna N Buna-N Ve Single E1SA2R229C-ATEX |20LR28 | 30YF32 30YF44 
ie NPT ¥e'FNPT 49 220°F PTFE PTFE — Ve Single E1SA5T559C-ATEX |20LR30 | 30YF34 | 30YF44 
NPT ¥"FNPT 49 300°F Santoprene® Santoprene® Santoprene® % Single E1SA6X669C-ATEX |20LR29 30YF33 30YF44 
1)! NPT Yo"FNPT 70 220°F PTFE PTFE Stainless Steel %e' Single E4SA5T5S0 4GGE9 331035 22A483 
: NPT Yo"FNPT 70 300°F Santoprene® Santoprene® Santoprene® %“e' Single E4SA6X660 4GGF1 331028 22A483 
9" NPT Yo"FNPT 155 220°F PIFE PTFE Stainless Steel 1%" Single E2SA5T5SOC-ATEX | 4GGF5 331036 22A484 
NPT Yo"FNPT 155 300°F Santoprene® Santoprene® Santoprene® = %' Single E2SA6X660C-ATEX | 4GGF6 331038 22A484 
3" NPT Yo"FNPT 230 220°F PIFE PTFE Stainless Steel 46" Single E3SA5T5SOC-ATEX | 4GGG1 22A479 22A485 
NPT Yo"FNPT 230 300°F Santoprene® Santoprene® Santoprene® %' Single E3SA6X660C-ATEX | 4GGG2 331032 22A485 


* Flow rate depends on air pressure and fluid viscosity. t Single = 1 inlet and outlet; Multiport = 2 inlets and 2 outlets, use only 1. 
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Air-Operated Double Diaphragm Pumps 
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Dayton® Metallic Air-Operated Double Diaphragm Pumps 


Self-priming pumps can run dry and are capable of pumping slurries, solvents, and high-viscosity liquids, such as paints 
and waste oils. Spring-assisted air valve has proprietary seal rings and never requires lubrication. Nos. 22A592 and 22A593 
are CSA Certified for operation using natural gas. 


FLUID END | AIR END 











Inlet/ Max. Max. PUMP /|REPAIR KIT |REPAIR KIT 
Outlet Connection Airlinlet Flow Max. Diaphragm Ball Check Seat Dia. Manifold Item Item Item 
Size Style Size (gpm)* Temp Material Material Material Solids Connectiont| No. No. No. 
316 Stainless Steel Housing 
Ya in NPT YainFNPT 12  212°F PIE PTFE Stainless Steel 12" Single | 6PY51 6PY72 6PY78 
% in NPT YainFNPT 21 — 212°F PTFE PTFE Stainless Steel ie" Single | 6PY53 6PY73 6PY79 
NPT Yain FNPT 28  212°F Santoprene® EPDM __ Stainless Steel %e' Single | 6PY47 6PY70 6PY79 
‘ia NPT YainFNPT 30 212°F PIFE PTFE Stainless Steel ‘/e' Single | 6PY55 6PY74 6PY79 
NPT YeinFNPT 49 212°F Santoprene® EPDM __ Stainless Steel “e' Single | 6PY48 6PY7/1 6PY79 
Aluminum Housing 
NPT YainFNPT 12 180°F Buna N Buna N Aluminum 32" Single | 6PY42 6PY65 6PY78 
VY in NPT YainFNPT 12 — 212°F PTFE PTFE Aluminum 2" Single | 6PY49 6PY72 6PY78 
NPT YainFNPT 12 212°F Santoprene® EPDM Aluminum 32" Single |3HJW7 | 22A611 6PY78 
NPT YainFNPT 21 = 212°F PIR PIFE Stainless Steel e' Single | 6PY52 6PY73 6PY79 No. 6PY55 
NPT YainFNPT 2/7 = 212°F PTFE PTFE Stainless Steel ie Single |34TJ41 6PY73 6PY79 
¥% in NPT YainFNPT 28  180°F Buna N BunaN Stainless Steel Ye" Single | 6PY43 6PY66 6PY79 
NPT Yain FNPT 28  212°F Santoprene® EPDM __ Stainless Steel ‘“e' Single |3HJW8 6PY70 6PY79 
NPT YainFNPT 32  180°F Buna N Buna N Aluminum Ye" Single |22A592 | 6PY66 6PY79 
NPT YainFNPT 35  212°F PTFE PTFE Stainless Steel “e' Single | 6PY54 6PY74 6PY79 
NPT YeinFNPT 41 212°F PIFE PURE Stainless Steel “e' Single |341J42 | 6PY74 6PY80 
1in NPT YeinFNPT 46 180°F Buna N Buna N Aluminum 416 _— 22A593 | 6PY6/ 6PY79 
NPT YeinFNPT 49  180°F Buna N BunaN Stainless Steel “6° Single | 6PY44 6PY6/ 6PY79 
NPT YeinFNPT 49 212°F Santoprene® EPDM ___ Stainless Steel “e' Single | 3HJW9 6PY7/1 6PY79 
1% In NPT YeinFNPT 50 180°F Buna N Buna N Aluminum 16° Single |22A594 | 6PY67 6PY79 
NPT YeainFNPT 100  212°F PTFE PTFE Aluminum 2" Single | 6PY56 _ 6PY80 
1 %in NPT YeinFNPT 115  180°F Buna N Buna N Buna-N ¥32" Single | 6PY45 6PY68 6PY80 
NPT Yoin FNPT 115 212°F Santoprene® EPDM Santoprene® 932" Single | SHJX1 22A614 6PY80 
NPT YainFNPT 120  212°F PIE PIE Aluminum 6° Single | 6PY57 6PY76 6PY80 
510 NPT YainFNPT 150  180°F Buna N Buna N Buna-N : Single |341J47 | 34TJ48 6PY80 
NPT ¥4inFNPT 160 180°F Buna N Buna N Buna-N V6. Single | 6PY46 6PY69 6PY80 
NPT ¥YainFNPT 160 212°F Santoprene® EPDM Santoprene® %e' Single | 3HJX2 | 22A617 6PY80 
3 in NPT YainFNPT 215 180°F Buna N Buna N Buna-N 139" Single _|22A595_| 22A619 22A618 
NPT ¥YainFNPT 215 212°F Santoprene® Santoprene® Santoprene® 1%" Single (|22A596 | 22A620 22A618 
Cast-Iron Housing 
1 %in P Yoin FNPT 107 212°F Santoprene® Santoprene® Santoprene®  %z2" Single |22A598 | 22A614 6PY80 
2 In NPT Yasin FNPT 164 212°F Santoprene® Santoprene® Santoprene® “o' Single |22A599 | 22A617 6PY80 
3 in NPT Yain FNPT 215 212°F Santoprene® Santoprene® Santoprene® 1%" Single |22A601 | 22A620 22A618 
Stainless Steel Housing 
Yin NPT YainFNPT 14  212°F Santoprene® Santoprene® Stainless Steel 12" Single |22A597 | 22A611 6PY78 
4 ian Flange  inFNPI 90  212°F PFE PIE PIFE 732" Single _|34TJ43 _— 6PY80 
: Flange  YinFNPT 102 180°F Santoprene® Santoprene® Santoprene®  %2" Single |341J44 | 22A614 6PY80 
9 in Flange  %4inFNPT 150 212°F PIE PTFE PIFE Ae. Single |341TJ45 | 6PY/6 6PY80 No. GPY45 
Flange %4inFNPT 160 180°F Santoprene® Santoprene® Santoprene® ‘“e' Single |341J46 | 22A617 6PY80 


* Flow rate depends on air pressure and fluid viscosity. t Single = 1 inlet and outlet. 


ARO® Metallic Air-Operated Double Diaphragm Pumps 





Flap Valve—Durable, multipurpose pump features thick-hinged flap Aluminum, A RO 
check valves and thick-wall construction for higher solids handling. Split Manifold—Designed with dual 

inlets to pump and blend antifreeze 

and water to a 50/50 mixture. 


Self-priming pumps are capable of 
running dry and can easily handle slur- 
ries, solvents, and other high-viscosity 
liquids. Constructed of highly fatigue- and 
abrasion-resistant materials. Air-pressure 
air valve design helps prevent stalling. 


Fuel—Identical inlet/outlet manifolds allow variable, interchangeable, 
and reversible installation. Suitable for use with gasoline, aviation fuel, 
diesel fuel, fuel oil, Kerosene, and water. Meet UL Specification 79. 


FLUID END| AIR END 














Inlet/ Max. Max. PUMP /|REPAIR KIT| REPAIR KIT 
Outlet Connection AirInlet Flow Max. Diaphragm Ball Check Seat Dia. Manifold Mfr. Item Item Item 
Size Style Size (gpm)* Temp Material Material Material Solids Connectiont Model No. No. No. 
Aluminum Housing 
NPT Ya" FNPT 12 = 150°F Nitrile Nitrile Polypropylene %2" = Multiport PDO5R-AAS-PGG-B | 5XA61 6WU23 oXB26 
Yn" NPT Ya" FNPT 12 200°F PTFE PIFE Stainless Steel %2" = Multiport PDO5R-AAS-STT-B | 5XA62 oXB24 oXB26 
NPT Ys'FNPT 12 150°F Santoprene® Santoprene® Polypropylene %32"  Multiport PDO5R-AAS-PAA-B | 2CAP9 oXB23 oXB26 
5/y" NPT  'FNPT 14 150°F Hytrel Hytrel Polypropylene 2" Single PDO/7R-AAS-PCC | 2UV61 6WU23 5XB26 
NPT Ya" FNPT 14 150°F PIFE PTFE Polypropylene %2" Single PDO/7R-AAS-PTT | 2UV62 5XB24 5XB26 
NPT Ys" FNPT 35 = 150°F Nitrile Acetal Polypropylene 1%" Single 666100-362-C | 2P598 4RM94 4RM92 
1" NPT Ys'FNPT 35 150°F Santoprene® Santoprene® Polypropylene  ° Single 666100-3EB-C | 2CAV1 4RM95 4RM92 
NPT Ya" FNPT 35 200°F PIrE PURE Stainless Steel 1%" Single 666100-244-C | 5U664 4RM93 4RM92 
NPT = Y'FNPT 90 150°F Nitrile Acetal Polypropylene =" Single 666150-362-C | 2P599 4RM97 4RM92 
1%" NPT Yo"FNPT 90 150°F Santoprene® Santoprene® Polypropylene = ¥%' Single 666150-3EB-C | 2CAV2 4RM98 4RM92 
NPT  %'FNPT 90 200°F PTFE PTFE Stainless Steel 1%" Single 666150-244-C | 5U671 4RM96 4RM92 
9" NPT %4"FNPT 172 180°F Nitrile Nitrile Nitrile V4" Single 666250-G22-C | 3FPR1 3FPP4 4CwJ3 
NPT %4'FNPT 172 200°F PTFE PTFE PVDF Yq" Single 666250-444-C-G | 3FPP9 3FPP5 4cwJ3 
Aluminum Housing, Flap Valve 
2" Ya" FNPT 160 200°F Santoprene® Santoprene® Stainless Steel 2" Multiport PF20A-AAS-SAA-B | 4RN43 33RM99 4RNO9 
Aluminum Housing, Fuel Pumps 
Yn" TY" FNPT 12 180°F  Viton® Viton® Aluminum 2" Single 670042 2UV63 2TV40 —_— 
1 NPT Ya"FNPT 29 180°F  Viton® Acetal Kynar® Ve Single 650717-C 3P785 — 4RM92 
12" NPT YY" FNPT 75 180°F  Viton® Acetal Kynar® V4" Single 650718-C 2CAV3 — 4RM92 
2" NPT 'FNPT 75 180°F  Viton® Acetal Kynar® Yq" Single 650719-C 2CAV4 _ 4RM92 
Aluminum Housing, Split Manifold 
5a NPT YY" FNPT 35 150°F Nitrile Acetal Polypropylene %" Single 650715-C 5XA67 4RM94 4RM92 
Cast Iron Housing 
1" Ys"FNPT 35 200°F Santoprene® Santoprene® Stainless Steel Single 666102-2EB-C | 4RN27 4RM95 4RM92 
1%" NPT Yo"FNPT 90 200°F Santoprene® Santoprene® Stainless Steel 1%" Single 666152-2EB-C | 4RN28 4RM98 4RM92 
ch NPT %'FNPT 23/7 200°F Santoprene® Santoprene® Stainless Steel %' Single 66630C-8EB-C-G | 3FPR/ 3FPP8 4cwJ3 
Stainless Steel Housing 
yo" NPT Ya"FNPT 12 200°F PIE PTFE Stainless Steel %2" — Multiport PDO5R-ASS-STT-B | 5XA60 oXB24 oXB26 
NPT Ys"FNPT 12 200°F Santoprene® Santoprene® Stainless Steel %32" Multiport PDOSR-ASS-SAA-B | 2CAP8 oXB23 oXB26 
" NPT Ys" FNPT 35 200°F PTFE PTFE Stainless Steel 1%" Single 666111-244-C | 5U665 4RM93 4RM92 
NPT Ys"FNPT 35 200°F Santoprene® Santoprene® Stainless Steel 1%’ Single 666101-2EB-C | 5U666 4RM95 4RM92 
44" NPT YY" FNPT 90 200°F PIFE PTFE Stainless Steel 1%" Single 666161-244-C | 5U672 4RM96 4RM92 
NPT Yo" FNPT 90 200°F Santoprene® Santoprene® Stainless Steel 1%" Single 666151-24B-C | 5U673 4RM98 4RM92 
9" NPT  %4"FNPT 172 200°F PLFE PIRE PVDF Yq" Single 66625B-444-C | 3FPR5 3FPP5 4cwJ3 
NPT  %4°FNPT 172 200°F Santoprene® Santoprene® Santoprene® 1%" Single 666251-EEB-C |3FPR2 | 3FPP6 | 4CWJ3 No. S5XAGO 
a NPT %4"FNPT 237 200°F PLFE PRE Stainless Steel 3" Single 66630B-244-C | 3FPR4 3FPP7 4CwJ3 


* Flow rate depends on air pressure and fluid viscosity. t Single = 1 inlet and outlet; Multiport = 3 inlets and 2 outlets, use only 1. 
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PUMPS Scan. Order. Done. 
Air-Operated Double Diaphragm Pumps Details on page A1. 





For an explanation of diaphragm pump housing materials, see page 2663. 





SANDPIPER 


A WARREN RUPP PUMP BRAND 


Sandpiper® Metallic Air-Operated Double Diaphragm Pumps 


Pumps are designed for intermittent/on-demand and portable applications handling moderately abrasive fluids and suspended solids. 
FLUID END! AIR END 













Inlet/ Max. Max. PUMP REPAIR KIT | REPAIR KIT 
Outlet Connection AirInlet Flow Max. Diaphragm Ball Check Seat Dia. Manifold Mfr. Item Item Item 
Size Style Size (gpm)* Temp Material Material Material Solids Connectiont Model No. No. No. 
Aluminum Housing 
NPT  “'FNPT 15 180°F Buna N Buna UHMW Polyethylene %"  Multiport SO5B1ABWANS000.|12W423 | 33TC13 — 
Yo" NPT  ‘%'FNPT 15 180°F —Santoprene® Santoprene® UHMW Polyethylene %' = Multiport SO5B1A1WANSOOO. | 12W422 _ _ 
NPT 4" FNPT 15 220°FPTFE oie PTFE PTFE Ys’ Multiport +SO5B1A2TANSOOO. 12W424 | 33TC14 = 
No. NPT ‘4 FNPT 45 180°F Buna N Buna UHMW Polyethylene 1%" Single  S1FB1ABWANSO000. | 12W426 — — 
12W423 {" NPT = %' FNPT 45 ~=180°F_ _Santoprene® = Santoprene® UHMW Polyethylene 4" Single — STFBTATWANSO00.|12W425 | 33TC15 = 
NPT  %'FNPT 45 220°FPTFE-Santoprene® = tre PTFE Vs" Single + S1FB1A2TANSOOO. |12W427 | 33TC16 = 
Backup 
NPT 4" FNPT 106 180°F Buna N Buna UHMW Polyethylene 1%" Single S15B1ABWANS000.|15U521 | 39L610 | 391613 
41/3" NPT %4'FNPT 106 180°F —Santoprene® 5 Santoprene® UHMW Polyethylene 4" Single $15B1A1WANSO00.|15U522 | 39L611 39L613 
NPT  %'FNPT 106 220°FPTFE-Santoprene® = bree PTFE Ys’ Single  S15B1A2TANSO00 | 15U523 | 39L612 | 391613 
Backup 
NPT 3%" FNPT 150 180°F Buna N Buna Buna-N i Single  S20B1ABBANS000.|15U526 | 39L614 | 39L613 
9" NPT  %4'FNPT 150 220°F —Santoprene® . Santoprene® EPDM Yq" Single S20B1A1EANSO00. | 15U527 | 39L615 39L613 
NPT  %'FNPT 150 275°FPTFE-Santoprene® = ore PTFE Ys’ Single | S20B1A2TANSO00. | 15U528 | 39L616 | 391613 
Backup 
Cast-Iron Housing 
NPT Y%'FNPT 45 180°F Santoprene® : santoprene® UHMW Polyethylene 1%" Single SIFBIITWANSO00. | 29AU56 = 33TC15 _ 
| NPT  1"FNPT 45 2209 PTFE et PTFE = Vs" Single + S1FB1I2TANSO00. | 29AU57 | 33TC16 = 
No NPT %'FNPT 106 180°F eantoprene” 7 Santoprene® UHMW Polyethylene 1%" Single S15B111WANSOOO. | 29AU58 | 39L611 39L613 
: 1%" n oc PIFE - Santoprene _ n 
12w426 NPT  %'FNPT 106 220°F Backup PTFE 7 Single | S15B1I2TANSOOO |29AU59 | 39L612 | 391613 
» NPT %FNPT 150 220°RP ITE a PTFE = Ys’ Single.  S20B1I2TANSO0O. |29AU61 | 39L616 | 391613 
NPT  %'FNPT 150 275°F  Santoprene® —Santoprene® EPDM Zs Single S20B1I1EANSO00. |29AU60 | 39L615 391613 
Stainless Steel Housing y 
yy NPT Y' FNPT 15 220°RP TE et ia PTFE PTFE Ys" Multiport S05B1S2TANSOOO. 12W430 | 33TC14 = 
NPT Ya'FNPT 15 2/75°F —_ Santoprene® Santoprene® UHMW Polyethylene ¥%' Multiport SO5B1S1WANSOOO. | 12W428 — — 
NPT  ‘%"FNPT 45 180°F Buna N Buna | UHMW Polyethylene 1%" Single  S1FB1SBWANSO000. | 12W432 — — 
i NPT %"FNPT 45 180°F Santoprene®  Santoprene® UHMW Polyethylene 1%" Single  S1FB1S{WANS000.|12W431 | 33TC15 — 
1 PTFE - Santoprene® 
NPT  %%'FNPT 45 220°F p PTFE PTFE Y' Single | S1FB1S2TANSOOO. |12W433 | 33TC16 — 
Backup ; 
yy OC NPT «—«@FNPT 106 220°R PTFE eae PTFE PTFE Ys’ Single. + S15B1S2TANSOOO. | 15U525 | 39L616 | 39L613 
NPT %'FNPT 106 2/5°F Santoprene® ea rene UHMW Polyethylene 1%" Single = S15B1S1WANSO000.| 15U524 | 39L615 39L613 
> Flange %'FNPT 150 220°RPTFE prety alle Santoprene® PTFE vs" Single. © S20B1S2TANSO00. 15U530 | 39L616 | 39L613 
ackup 
No. & NPT  %'FNPT 150 2/75°F  Santoprene® —_Santoprene® EPDM Ya Single S20B1S1EANSO00. | 15U529 | 39L615 39L613 
15U527 * Flow rate depends on air pressure and fluid viscosity. t Single = 1 inlet and outlet; Multiport = 2 inlets and 2 outlets, use only 1. 
A WARREN RUPP PUMP DPIPERs 
Sandpiper® Heavy-Duty Air-Operated Double Diaphragm Pumps 
Heavy-Duty Ball Valve—Have thick-walled construction Heavy-Duty Flap Valve—Feature hinged-flap check valves to handle 
that contains up to 30% more material than similar pumps. abrasive slurries, suspended and unsuspended solids, and line-size solids 
Ideal for highly viscous and small solids-laden fluids. in horizontal and vertical manifold connections. Have bottom discharge 


Bottom discharge porting helps eliminate issues caused by ports. Dry prime up to 24 ft. of water. 
settling solids. Freestanding base helps ease pump rebuild. 





FLUID END) AIR END 








No. 6WY85 Inlet/ Max. Max. PUMP /REPAIR KIT|REPAIR KIT 
Outlet Connection AirInlet Flow Max. Diaphragm Ball Check Seat Dia. Manifold Mfr. Item Item Item 
Size Style Size (gpm)* Temp Material Material Material Solids Connectiont Model No. No. No. 
Heavy Duty Ball Valve 
Aluminum Housing 
{" NPT  Y'FNPT 42 220°F PTFE - Neoprene Backup PIE RIFE i Single SB1,SGNSA. | 6BWY83 6XA25 6XA16 
NPT ‘%'FNPT 42  275°F Santoprene® Santoprene® Santoprene® = 4" Single SB1,590A. | 6WY84 6XA26 6XA16 
419" NPT  %"FNPT 105 220°F PTFE - Neoprene Backup PIIFE PTFE i Single HDB1 '2,SGN8A.| 3CCW5 =| 33TC19 6XA18 
NPT %'FNPT 105 275°F Santoprene® Santoprene® Santoprene® = 4" Single HDB1 2,5S8A. | 3CCW4 6XA28 6XA18 
Cast-Iron Housing 
9" NPT  %4'FNPT 135 220°F PTFE - Neoprene Backup PTFE PIFE 3g" Single HDB2,DGN4CI. | 6WY90 6XA29 6XA18 
NPT %"FNPT 135 220°F Santoprene® Santoprene® Santoprene®  %' Single HDB2,DS4Cl. | 6WY91 6XA30 6XA18 
Stainless Steel Housing 
il NPT  Y'FNPT 42 220°F PTFE - Neoprene Backup PTFE PIrE i Single SB1,5GN5SS. | 6WY85 6XA25 6XA16 
No.ewy7s 1._—CNPT.-«—«.Y'FNPT 105. 220°F PTFE-Neoprene Backup PTFE PIFE =a’ Single yy kaniggg © SCCWS = -33TC19 —GXATB 
3 Flange %'FNPT 260 220°F PTFE - Neoprene Backup PEPE PTFE Re Single HDB3,DGN4SS. | 6WY93 6XA31 _— 
Heavy Duty Flap Valve 
Aluminum Housing 
aj — LAS, 1" NPT ‘%'FNPT 70  190°F Buna N Buna Buna-N 1 Single HDF1,DB2A. | 4YPL8 331023 6XA16 
y 9 NPT  %"FNPT 140 190°F Buna N Buna Buna-N 2 Single HDF2,DB6A. | 6WY/5 331020 6XA18 
NPT  %'FNPT 140 275°F Santoprene® Santoprene® Santoprene® 2 Single HDF2,DP6A. | 6WY/6 — 6XA18 
3" Flange %4'FNPIT 260 190°F Buna N Buna Buna-N 3 Single HDF3,DB/7. | 6WY81 6XA22 6XA18 
Flange %4'FNPI 260 2/5°F Santoprene® Santoprene® Santoprene® 3" Single HDF3,DS7. | 6WY80 6XA21 6XA18 
Cast-Iron Housing 
9 Ya" FNPT 140 190°F Buna N Buna Buna-N 2 Single HDF2,DB6l. | 6WY77 331020 6XA18 
NPT %"FNPT 140 275°F Santoprene® Santoprene® Santoprene® 2 Single HDF2,DP6l. | 6WY78 — 6XA18 
3. Flange %4'FNPI 260 2/5°F Santoprene® Santoprene® Santoprene® 3 Single HDF3M,DS2il. | BbWY82 6XA23 —_— 
_ Stainless Steel Housing 
No. 6WY80 2" NPT %'FNPT 140 350°F Viton® Viton® Viton® 2 Single HDF2,DV6S. | 6WY79 331022 6XA18 
* Flow rate depends on air pressure and fluid viscosity. ¢ Single = 1 inlet and outlet. 
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PUMPS 
Air-Operated Double Diaphragm Pumps 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Find an explanation of diaphragm pump housing materials on page 2663. 





No. 6CCL6 No. 6CCLO 


ARO 


ARO® Air-Operated Double Diaphragm Pumps—EXP Series 


Provide stall-free, ice-free operation. Pumps feature Quick Dump™ exhaust valves that divert cold exhaust air from ice-prone components 
to help prevent freezing. Unbalanced air valve design helps avoid stalling issues associated with other pumps. Suitable for wastewater 
treatment, recirculating plating solutions, bulk transfer, and chemical formulation applications. Flanges are standard ANSI 150# flanges. 
5-yr. manufacturer’s warranty. 





No. 4RN14 


FLUID END! AIR END 
PUMP |REPAIR KIT REPAIR KIT 
Inlet/ Connection AirInlet Max. Max. Flow Diaphragm Ball Check Seat Max. Dia. Manifold Mfr. Item Item Item 
Outlet Size Style Size Temp —_(gpm)* Material Material Material Solids Connectiont H Model No. No. No. 
Aluminum Housing 
NPT Ya" FNPT —180°F 52 Nitrile Nitrile Nitrile Y Multiport 126 — PDI0A-AAP-GGG_ | 6CCK8 6DMC9 6DMA6 
4" NPT Ys" FNPT — 200°F be PTFE PHEE Aluminum v% Multiport = 12 Ae" PD10A-AAP-FTT 6CCK7 6DMDO 6DMA6 
NPT Ya"FNPT = 200°F 52 Santoprene® Santoprene® Santoprene® Y," Multiport 12/6 PD10A-AAP-AAA 6CCK6 6DMC8 6DMA6 
NPT Yo" FNPT — 200°F 60 Viton® Viton® Aluminum Yr Single 16%" PW10A-AAP-FVV | 6CCK4 6DMD1 6DMA6 
41/4" NPT Yo" FNPT — 180°F 60 Nitrile Nitrile Nitrile Vr Single 16%" —=PWI10A-AAP-GGG | 6CCK5 6DMC9 6DMA6 
NPT We ENPT — 200°F 60 Santoprene® Santoprene® Santoprene® Ve Single 16%" PW10A-AAP-AAA | 6CCK2 6DMC8 6DMA6 
NPT Yo"FNPT = 180°F 123 Nitrile Nitrile Nitrile YA" Multiport 19%" PD15A-AAP-GGG | 6CCNS 6DMC2 6DMAS 
41" NPT Yo" FNPT —200°F 60 PTFE PTFE Aluminum Ye Single 16%" PW10A-AAP-FTT | 6CCK3 6DMDO —_ 
NPT Yo" FNPT — 200°F 123 PTFE PTFE Aluminum Ya" Multiport 195%" PD15A-AAP-FTT 6CCN4 6DMC3 6DMAS 
NPT Yo"FNPT = 200°F 123 Santoprene® Santoprene® Santoprene® VY," Multiport 195%" PD15A-AAP-AAA 6CCN3 6DMC1 6DMAS 
NPT Ya"FNPT — 180°F 1/2 Nitrile Nitrile Nitrile YA" Multiport 26%" PD20A-AAP-GGG-B | 6CCP8 4RN13 6DMA7 
2 NPT Ya" FNPT = 200°F 172 PTFE PTFE Stainless Steel YA" Multiport 26%" PD20A-AAP-STT-B | 6CCN6 4RN14 6DMA7 
NPT Ya" FNPT = 200°F 172 Santoprene® Santoprene® Santoprene® YA" Multiport 26%" PD20A-AAP-AAA-B | 6CCP6 4RN12 6DMA7 
NPT Ya" FNPT = 180°F 215 Nitrile Nitrile Nitrile ¥e" Single 32" PD30A-AAP-GGG-C | 6CCR8 6DMAS 6DMA7 
ay NPT Ya" FNPT —200°F 2/9 PTFE PUrE Aluminum 37" Multiport 32 PD30A-AAP-FTT-C | 6CCP4 33RN28 6DMA7 
NPT Ya" FNPT = 200°F Zio Santoprene® Santoprene® Santoprene® 3g" Single 32" PD30A-AAP-AAA-C | 6CCR7 4RN10 6DMA7 
Cast-Iron Housing 
" Ya"FNPT = 200°F 52 Santoprene® Santoprene® Santoprene® Ye" Multiport 12/6 PD10A-ACP-AAA 6CCL1 6DMC8 6DMA6 
1%" NPT Yo" FNPT = 200°F 123 Santoprene® Santoprene® Santoprene® YA" Multiport 19%" PD15A-ACP-AAA | 6CCN8 6DMC1 6DMAS 
2. NPT Ya" FNPT = 200°F 172 Santoprene® Santoprene® Santoprene® Ya" Multiport 26%" PD20A-ACP-AAA-B | 6CCR1 4RN12 6DMA7 
a NPT Ya" FNPT = 200°F 2/9 Santoprene® Santoprene® Santoprene® 3" Single 32" PD30A-ACP-AAA-C | 6CCTO 4RN10 6DMA7 
Polypropylene Housing 
NPT Ya"FNPT — 150°F 8./ Hytrel Nitrile Polypropylene Ye Single 9%6 PDO3P-APS-0JC 6CCJ9 6DMD2 oXB26 
3" NPT Ya" FNPT —150°F 8.7 PIrE Viton® Polypropylene Ye Single 9%6 PDO3P-APS-OLT 6CCKO 6DMD5 5XB26 
NPT Ya"FNPT —150°F 8.7 Santoprene® Neoprene Polypropylene Ye Single 9%6 PDO3P-APS-ONA 6CCK1 6DMD3 5XB26 
Flange Ya"FNPT = 150°F 93 PTFE PTFE Polypropylene Ye" Flanged 14%6 = PDIO0P-YPS-PTT 6CCNO 6DMC7 6DMA6 
Flange Ya"FNPT = 150°F 53 PTFE PTFE Polypropylene Yr Flanged 16° PD10P-FPS-PTT 6CCL8 6DMC7 6DMA6 
{" Flange Ya" FNPT = 150°F 53 Santoprene® Santoprene® Polypropylene Ye" Flanged 14%6" PD10P-YPS-PAA 6CCL9 6DMC6 6DMA6 
Flange Ya"FNPT = 150°F 93 Santoprene® Santoprene® Polypropylene Vp Flanged 16° PD10P-FPS-PAA 6CCL/ 6DMC6 6DMA6 
NPT Ya"FNPT = 150°F 03 PTFE PTFE Polypropylene Vv Single 14156" == PDI0P-APS-PTT 6CCL6 6DMC7 6DMA6 
NPT Ya" FNPT —_150°F 53 Santoprene® Santoprene® Polypropylene % Single 14'%6' | PD10P-APS-PAA 6CCL5 6DMC6 6DMA6 
Flange Yo" FNPT — 150°F 123 PEPE PIFE Polypropylene VY," Flanged 24/6 PD15P-FPS-PIT 6CCP1 6DMC5 6DMAS 
417" Flange Yo" FNPT — 150°F 123 PUFE PTFE Polypropylene Ya" Flanged 24%6 PDISP-YPS-PTT 6CCP3 6DMC5 6DMAS 
Flange Yo" FNPT — 150°F 123 Santoprene® Santoprene® Polypropylene YA" Flanged 24/6 PD15P-FPS-PAA 6CCPO 6DMC4 6DMAS 
Flange Yo" FNPT — 150°F 123 Santoprene® Santoprene® Polypropylene YA" Flanged 24/6 PD15P-YPS-PAA 6CCP2 6DMC4 6DMAS 
9" Flange Ya" FNPT = 150°F 184 PTFE POPE Polypropylene YA" Flanged 31 PUZOP-FPS-PIi 6CCR5 6DMCO 6DMA4 
Flange Ya" FNPT = 150°F 184 Santoprene® Santoprene® Polypropylene YA" Flanged a1 PD20P-FPS-PAA 6CCR4 6DMA9 6DMA4 
Stainless Steel Housing 
NPT Ya'FNPT — 200°F D2 PTFE POrE Stainless Steel Ve Multiport  12%6' — PD10A-ASS-STT 6CCL4 +| 6DMDO 6DMA6 
" NPT Ya" FNPT — 200°F oe PTFE PIiFE Stainless Steel Ye Multiport 12/6 PD10R-ASS-STT | 6CCN1 +| 6DMDO 6DMA6 
NPT Ya'FNPT — 200°F De Santoprene® _Santoprene® _Santoprene® Ve Multiport 12/6 PD10R-ASS-AAA 6CCL2 +| 6DMC8 6DMA6 
NPT Ya" FNPT — 200°F 02 Santoprene® _Santoprene® _Santoprene® Vg Multiport  12%6' —PDIOA-ASS-AAA | 6CCLO +| 6DMC8 6DMA6 
4" NPT Yo"FNPT = 200°F 123 PTFE PTFE Stainless Steel VY" Multiport 19%" PD15A-ASS-STT 6CCN9 6DMC3 6DMAS 
NPT Yo" FNPT —200°F 123 Santoprene® Santoprene® _Santoprene® YA" Multiport 19%" PD15A-ASS-AAA 6CCN2 6DMC1 6DMAS 
9" NPT Ya" FNPT — 200°F 172 PIFE PTFE Stainless Steel YA" Multiport 26%" PD20A-ASS-STT-B_ | 6CCR2 4RN14 6DMA7 
NPT Ya" FNPT —200°F 12 Santoprene® Santoprene® Santoprene® VY," Multiport 26%" PD20A-ASS-AAA-B | 6CCN7 4RN12 6DMA7 
3" NPT Ya" FNPT = 200°F 275 Pare PTFE Stainless Steel ¥e" Single 32 PD30A-ASS-STT-C | 6CCP7 33RN28 6DMA7 
NPT Ya" FNPT = 200°F 275 Santoprene® Santoprene® Santoprene® 3g" Single 32" PD30A-ASS-AAA-C | 6CCP5 4RN10 6DMA7 


* Flow rate depends on air pressure and fluid viscosity. t Single = 1 inlet and outlet; Multiport = 3 inlets and 2 outlets, use only 1. Nos. 6CCL4 and 6CCLO are 14"W. 


Nos. 6CCN1 and 6CCL2 are 8%6" W. 


Dayton® Food-Grade Air-Operated 
Double Diaphragm Pumps 


FDA-compliant elastomers with sanitary clamp fittings. Built for applications requiring FDA approval. 


FLUID END| AIR END 


‘= 


Can handle a variety of fluids and are designed for food ingredients, cosmetic, and pharmaceutical processes where 
3A Sanitary certification is not required. Feature 316 stainless steel construction with passivated satin finish, and have 








Inlet/ Max. Max. PUMP (REPAIR KIT REPAIR KIT 
Outlet Connection Air Inlet Flow Max. Diaphragm — Ball Check Dia. Manifold Mfr. Item Item Item 
Size Style Size (gpm)* Temp Material Material Seat Material Solids Connectiont Model No. No. No. 
316 Stainless Steel Housing 
Tri-Clamp Y"FNPT 14 212°F  Hytrel PTFE 316 Stainless Steel 12" Single 22A602 | 22A602 22A621 6PY78 
4" Tri-Clamp Y%"FNPT 14 212°F ~— PTFE PTFE 316 Stainless Steel 12" Single 22A603 | 22A603 6PY72 6PY78 
Tri-Clamp Y"FNPT 32 212°F _ Hytrel PTFE 316 Stainless Steel Vie" Single 22A604 | 22A604 22A622 22A610 
Tri-Clamp Y%"FNPT 32 212°F — PIFE PTFE 316 Stainless Steel Vie Single 22A605 | 22A605 6PY73 22A610 
49" Tri-Clamp %"FNPT 46 212°F  Hytrel PTFE 316 Stainless Steel ‘“c' Single 22A606 | 22A606 22A623 22A610 
Tri-Clamp %"FNPT 46 212°F — PIFE PTFE 316 Stainless Steel ‘“c' Single 22A607 | 22A607 6PY74 22A610 





* Flow rate depends on air pressure and fluid viscosity. t Single = 1 inlet and outlet. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Air-Operated Double Diaphragm Pumps Details on page A1. 


Find an explanation of diaphragm pump housing materials on page 2663. 


aa > aaa 


Standard Pump® 
Food-Grade Air-Operated 
Double-Diaphragm Pumps 


= Sanitary and FDA Compliant pumps are for food 
processing and pharmaceutical applications, and 


PUMPS Scan. Order. Done. =k 















| = — a 
No. 39N546__ No. 39N544 can be quickly disassembled for cleaning (COP) 
PUMP 
Connection Max. Flow Diaphragm Ball Check Seat Max. Manifold Mfr. Item 
Inlet/Outlet Size _—Style * Material Material Material Connectiont Model 


316 Stainless Steel Housin 















___ Tri-Clamp- Yo" NPT _ 41 _ 180°F Santoprene® —_— Santoprene® u16:9.0. VY Single SPFG10SSS_ = 454U32_— 

1%" Tri-Clam Yo" FNPT 51 220°F PTFE PTFE 316 5.5. ¥" Single SPSN15NPT 39N546 
Tri-Clamp Yo" FNPT 86 215°F Santoprene® Santoprene® 3169.0. ¥s" Single SPSN15NPS 39N547 

Tri-Clamp Yo" NPT 120 180°F Santoprene® Santoprene® 31D o.0; He" Single SPFG15SSS 454U34 

2 Tri-Clamp Yo" NPT 120 180°F PTFE PTFE 310 5.0: Ye" Single SPFG15SST 454U35 
Tri-Clamp Yo" FNPT 147 220°F PTFE PTFE 310 G0. yf" Single SPSN20NPT 39N548 

Tri-Clamp Yo" FNPT 150 2(5°F EPDM -—— 316 SS. 2" Multiport SPPP30SSE 53WA92 

a Tri-Clam Yo" FNPT 180 220°F PTFE PTFE 3165.5. 34" Single SPFP30NPT 39N544 
Tri-Clam Yo" FNPT 234 21a F Santoprene® Santoprene® Santoprene® 3" Single SPFP30NPS 39N545 





* Flow rate depends on air pressure and fluid viscosity. ¢ Single = 1 inlet and outlet. 


7. 


VERSA-MATIC* 


Versa-Matic® Food-Grade Air- 
Operated Double-Diaphragm Pumps 


3A Sanitary—Feature a leak detection system, clean-in-place (CIP) 
design, and removable ball cages to ease cleaning. 32 ra surface 
finish. Models include a rotating pump stand for drainage. 


FDA—Constructed of FDA-compliant materials and feature the 
innovative Elima-Matic® air valve system that virtually eliminates 
stalling, icing, and the need for lubrication. Pumps have an internal 
and external electro-polished finish, tri-clamp connections to ease 
disassembly, and nickel-plated or non-metallic chemical-resistant air 





No. 22A406 No. 22A399 No. 22A401 









sections for washdown. 

FLUID END! AIR END 
<a et REPAIR KIT REPAIR KIT 
Inlet/ Connection Air Max. Flow Diaphragm Ball Check Seat Max. Manifold Item 

Outlet Size Style Inlet Size (gpm)* Max. Temp Material Material Material Dia. Solids Connection No. 





3A Sanitary, Stainless Steel Housing 





17" Tri-Clamp 2" FNPT 86 220°F_ PTFE PTFE ‘Stainless Steel 94" Single E4SJ5F5S0-3A | 22A406 | = — | 22 A483 
| 2" Tri-Clamp Yo" FNPT 147 220°F PTFE PTFE Stainless Steel ye" Single E2SJ5F5SOC-3A | 22A407 #+2| — | 22A484 
FDA, Stainless Steel Housin 

A Tri-Clamp _%'ENPT 12 220°F____—~PTFE PTFE Stainless Steel__V/e' Single ESSP5F559C-FP__| 22A398 | 22A475 | 22481 

A _Tri-Clamp__-%" FNPT AG 220°F PTFE PTFE Stainless Steel" Single E1SP5F559C-FP_ | 22A399_ | 22476 | 22A482 — 

1¥" Tri-Clamp Yo" FNPT 71 220°F PTFE PTFE Stainless Steel He" Single E4SJ5F5S0-FP —22A401 s,s 22A477 =| «22A483 

2" Tri-Clamp Yo" FNPT 185 220°F PTFE PTFE Stainless Steel Va" Single E2SJ5F5SOC-FP-ATEX | 22A402 | 337C18 | 22A484 

3" Tri-Clamp 2" FNPT 234 220°F PTFE _—s~PTFE __ Stainless Steel 4" __ Single E8SJ5TS5SOC-FP-ATEX | 22A403 | 22A479 | 22A485 — 





* Flow rate depends on air pressure and fluid viscosity. f Single = 1 inlet and outlet. 
FLOJGT WARREN 
RUPP 
IBEX 


Air-Operated Double-Diaphragm Pumps 


Single Manifold—Feature a stallproof shuttle valve design and plug-in port 
fittings for easy installation. 


Multiport Manifold—Can be run dry without damage. Capable of dead- 
heading against a closed discharge. 



















































Inlet/ Air Max. Check Max. Self- Self- 
Outlet Connec. Inlet Flow Max. Diaphragm Ball Seat Dia. Manifold Priming Priming Mfr. Item 
Size Style Size m)* Tem Material Material Material Solids Connec. Dr Wet Brand Model No. 
Acetal Housin a 
¥" Hose Barb =" Barb 2.5 120°F Viton® Polypropolyne _ Viton® Ye" Single 28 ft. 32 ft Flojet N5100020G 12W294 
Kynar® Housin 
¥" NPT Ya" FNPT 6.8 220°F PTFE PTE PTFE 0.1" Multiport 8 ft. 10ft. | Warren-Ru WR10KP5BKK9. 2ERY9 
Polypropylene Housing ee ee ee es ts ee a ae eos 
V Hose Barb 4" Barb ‘) 120°F _Santoprene® Santoprene® Ye" Single 15 ft. 20 ft. Flojet G575215Z 4YD53 
ve Hose Barb "Barb 5 120°F__—Viton® —Viton® —Viton® Single 15 ft 20 ft. Flojet__———G5732152 2XE84 
¥" NPT Ya" FNPT a 275°F _Santoprene® Santoprene® Santoprene® 0.1" Multiport 8 tt. 10 ft.  Warren-Rupp — WR10PP6XPP9 2ERY7 
3" NPT Ya" FNPT 6.8 220°F PTFE PTFE PTFE 0.1" Multiport 8 ft. 10 ft. | Warren-Rupp —_WR10PPOBPP9. 2ERY8 
* Flow rate depends on air pressure and fluid viscosity. 
2668 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE” PUMPS 
Find the wy. Find Solutions. Find Great Prices. Sprayer & Fuel Transfer Pumps 





> PENTAIR 


SHURFLO 
LitteGIANT fLOJGT 


Sprayer Pumps 
= Thermally protected motors (except No. 4UN19) 
= Sealless design 


Pumps can run dry without damage (except No. 11W067). 
Pressure demand switches automatically turn pumps off 
when the outlet is closed. Sealless design eliminates trou- 
blesome shaft seals and potential leakage into the motor. 


Note: Not for use in potable water systems. Not for use with gasoline. NOS. 4UN55 AND 4UN56 


AIR-DRIVEN INJECTION sane se valve isl 
= Max. air inlet pressure: 60 psi or en TOM bile ei a 
= Suction lift (wet): 25" Hg when pump Is mounted up to 4 Tl. below 


tank liquid level. UL List A 
2-chamber double-diaphragm pumps can be used for a eign Meee eranaee 


chemical transfer, soap dispensing, or to inject liquid 





fertilizer. Pumps operate with CO., nitrogen, or clean, NOS. 4UN18 TO 4UN20 

filtered, compressed air. Performance varies with liquid Pumps come with 1 straight barb swivel 

viscosity. fitting and one 90° elbow barb swivel § NO. 2P796 

Note: Always check for chemical compatibility of elastomers prior to fitting. Use with SHURflo® brand fittings Housing features port locations that can be rotated in 90° 
installation. only. UL Listed and CSA Certified. increments to simplify installation. 

Inlet/ Max. Pressure Pressure Diaphragm Check L W H Mfr. Item 
Outlet (in.) Voltage Flow On Off Max. Temp Housing Material Material Valve (in.) = (in.) —(in.) Brand Model No. 
Air-Driven Injection 

— 0.6 gpm — — 130°F Polypropylene Buna Buna 5.80 3.80 6.75 Shurflo 166-200-46 4UN13 

34" HB — 0.6 gpm — — 130°F Polypropylene EPDM EPDM 5.80 3.80 6.75 Shurflo 166-200-56 4UN14 

0.6 gom = = 130°F Polypropylene Santoprene® Santoprene® 5.80 3.80 6.75 Shurflo 166-200-57 4UN15 
— 0.6 gpm — — 130°F Polypropylene Viton® Viton® 5.80 3.80 6.75 Shurflo 166-200-36 4UN12 
Centrifugal Carpet Cleaner Pump 
¥" HB 120VAC 2.8 gpm — — 120°F Nylon — No 6.9 4 2.9 Little Giant 39-0M 11W067 
Diaphragm Pump 
24VDC 1.6 gpm 40 60 140°F Polypropylene Buna Buna 7'%6 4 3% Flojet D3231B5011A  10H913 
¥e" FNPT 120VAC 1.1 gpm 85 100 130°F Nylon Santoprene® Viton® 8.40 400 4.30 Shurflo 8000-811-288 4UN56 
120VAC 1.6 gpm 85 100 130°F Nylon Santoprene® Viton® 8.40 400 4.10 Shurflo —8000-813-238 = 4UN55 
12VDC 3.0 gpm 20 45 130°F Polypropylene Santoprene® Viton® 8.60 5.00 4.40 Shurflo 2088-343-135 4UN19 
Yo'-14MSPT = 12VDC 3.6 gpm 25 45 130°F Polypropylene Santoprene® Viton® 980 5.00 4.40 Shurflo  2088-313-145 4UN18 ~* 
120VAC 3.2 gpm 20 45 130°F Polypropylene Santoprene Viton 8.60 5.00 4.40 Shurflo —2088-394-154 4UN20 
Electric Sprayer Pump 
Ya" FNPT 120VAC 1.6 gpm 80 100 160°F Nylon EPDM Viton® 7.65 3.24 3.63 Flojet 02130571G 2P796 
¥" HB 12VDC 1.0 gpm 20 oo 110°F Polypropylene Santoprene® Viton® 6.37 3.94 2.38 Flojet LF182201D 2XE85 
12VDC 1.0 gpm 20 oo 110°F Polypropylene Santoprene® Viton® 6.37 3.94 2.36 Flojet LF112301G 2XE86 * 
12VDC 2.0 gpm 40 60 140°F Polypropylene Santoprene® Viton® 8.92 3.96 3.66 Flojet 03501-503A 2XE88 
¥e" FNPT 12VDC 2.1 gpm 40 60 140°F Polypropylene Santoprene® Viton® (65° 3.24 3.63 Flojet D21X005A 2XE87 
120VAC 1.6 gpm 40 60 140°F Polypropylene Santoprene Viton® io ~ 3.24 3.63 Flojet 02100953G 2P795 
Yo" HB 12VDC 5.0 gpm 29 40 140°F Polypropylene Santoprene® Viton® 9.24 319 3.70 Flojet 04300-528A 2XE89 


* Motor has a heavy-duty heat sink to help keep it cool. 









” 





~~ 





DC Fuel 7 
Transfer Pumps Se 
= Self-priming 


For use with gasoline, gasohol (up to E15), 
diesel fuel, biodiesel (up to B20), and kerosene. 


‘i 
AC Fuel oS 
Transfer Pumps iia 


No. 53KH35 


Inlet Outlet Hose Housing Nozzle Item 
=» 115VAC ee HP GPM Size Size Metered Length Material Type No. 
i ci ear 
= Seli-priming Yo 8 i i No 10ft Aluminum ‘Manual __53KH35 
Ideal for use with gasoline, gasohol (up to E15), diesel fuel, Ys Me r a ‘2 5 i quorum peanut bait 
. . 0 . uminum anua 
biodiesel (up to B20), and kerosene. T" yj" No 10 ft. Aluminum Manual 53KH40 
Inlet Outlet Hose Housing Nozzle Item ih Ya No 12 ft. Aluminum Automatic _ 538KH39 
HP GPM Size Size Metered Length Material Type No. VDC 15 1 % No 12 ft. Aluminum Manual o3KH41 
Gear i ya No = Aluminum = 93KH43 
7 34" No —~Aluminun ~~ _-53KH36 TENPT 94° FNPT No = Aluminum = BATY41 
iy 12 Ee No 12ft. Aluminum Automatic 53KH37 r a ie a aun Ay eae 
TY No 12 ft. Aluminum Manual 53KH38 - - 
13. 1% No 12ft. Aluminum Manual 12F726 % 18 i T No 12 ft. __ Aluminum Manual __53KH45 
Rotary Yane 7 ; % No 12 Aluminum Manual 12F733 
Al 7 4 0 uminum anua 
i 4 ‘2 12it___Cast Iron_Automatic SéKHS5 OAVDC 15 i 7 No 12 ft. Aluminum Manual 53KH47 
o — __ Castiron __—_53KH56 % A No = Aluminum = 53KH48 
Ya 20 le 1" Yes 18 ft. Castlron Automatic 53KH57 Rotary Vane 
1% No 12ft. Castiron Manual 53KH58 y : 
. - Yq 12 a 4 No 13 ft. Aluminum Manual 40M293 
vo” Yes___12 ft. __Cast!ron__ Manual __53KH59 7 T" No 1? tt. Cast Iron Automatic  53KH49 
1A" No 12 ft. CastIron__ Manual _ S3KH60 %o ~=—S-20 i 1" No 12 ft. Cast Iron Manual __ 53KH50 
a No 12 ft. Castlron Automatic 53KH61 12VDC {" {° No _ Cast Iron == 53KH51 
Y%y 30 um *1' Yes 12 ft. Castlron Automatic 53KH62 {" {" No 18 ft. Cast lron Automatic 53KH53 
i/o No — Cast Iron — 53KH63 % 25 1 1" No 18 ft. Cast Iron Manual 53KH52 
YM" 4 Yes — Cast Iron — 53KH64 ile 1" No — Cast Iron — 53KH54 
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PUMPS 
Fuel Transfer Pumps & Flowmeters 


Scan. Order. Done. 
Details on page A1. 





No. 
30J092 


FILL-RITE. 


AC Fuel 
Transfer Pumps 


These rotary vane, self-priming 
pumps let you dispense B20, 
diesel, E15, gasoline, and 
kerosene, except Nos. 32GG92, 
326694, 32GG95, and 32GG93 are not compatible with gasoline. For use on 
construction sites and farms. With internal bypass valves, Viton® O-rings, heavy- 
duty switch, and permanently lubricated ball bearings. The permanent magnet 
motors can operate continuously for up to 30 min., are ntrinsically-safe, and 
have thermal overload protection. Models with nozzle are lockable. Pumps can 
be mounted to a standard 2" NPT opening with included bung adapter. 

Note: Find Fill-Rite Pump Repair Kits at Grainger.com®. 


Inlet Outlet Hose Housing Seal Nozzle Mfr. Item 

HE GEM Size Size Length Material Material* Type Metered Model No. 
115VA 

17 1%" MNPT 1'FNPT 12ft. Castlron Carbon Manual Yes FR/02VR 2GMP8 

1%" MNPT 34"FNPT 12 ft. Castlron Carbon Manual Yes FR/01V 5TXG6 

5 1%" MNPT 4° FNPT 12 ft. Castlron Carbon Manual No _FR/00V_ 2GMP5 

tra 
1%" MNPT 1"FNPT 18 ft. Cast lron Carbon he Flow Yes FR711VA 30J091 
utomatic 
13 1°MNPT 34'FNPT 10 ft. Castlron  C/C Manual No SD602H 3KZD9 
% 15 T"MNPT %4"FNPT 12 ft. Castlron  C/C Manual No FR610H 4RP94 


1" MNPT 
115/230VAC 
1%" MNPT 


Y"FNPT 12 ft. Castlron  C/C Automatic No  FR610HA 30J093 


il —  Castlron Carbon — No FR310VN 32GG92 

30 1%" MNPT 1" 18 ft. Castlron Carbon Automatic Yes FR311VB 32GG94 
1¥%4" MNPT ‘I: 18 ft. Castlron Carbon Automatic No  FR810VB 32GG95 

YW 1Y4" MNPT ily —  Castlron Carbon — Yes FR311VN 32GG93 


Ultra 
High Flow Yes 
Automatic 


35 4y"MINPT 1"FNPT 18 ft. Castlron  C/C FR319VB 30J092 


* €/C = ceramic/carbon. 





2 TO 20 GPM 





to 1000 gal. Weatherproof. 


Fuel Flowmeters 


Inlet and outlet ports can be rotated in 
90° increments to ease installation. All 


a flash point of 100°F or less. 






Compatible Fluids 


Diesel, Gasoline, Kerosene, 
E15, Biodiesel up to B20 | 1@YDC “hp __8 


Can be calibrated without dispens- 
ing fluids to measure ounces, pints, 
quarts, liters, or gallons to +0.5% 
accuracy. Resettable totalizer counts 


Note: Not for use with gasoline or fluids with 


DC Fuel Transfer Pumps 


Self-priming, rotary vane, and 
allow you to dispense B20, 
diesel, E15, gasoline, and kero- 
sene, except Nos. 38NH81 and 
38NH82 are for biodiesel, diesel, 
and gasoline; No. 38NH83 is 

not compatible with gasoline. 
For use on construction sites 
and farms. With internal bypass 
valves and heavy-duty switch. 
Motors can operate continuously 
for up to 30 min., are intrinsically-safe, and thermal overload protected; except 
Nos. 38NH82, 38NH83, 38NH87, and 429J10 are not intrinsically-safe and have 
no thermal overload protection; No. 48YA42 is not thermal overload protected; 
Nos. 416K59 and 416K60 are not intrinsically-safe. Nos. 45KM61 to 45KM63 
have reconfigureable flanges. Note: Find Fill-Rite Pump Repair Kits at Grainger.com®. 


Inlet Outlet Hose Housing Seal 


No. 1P894 





Nozzle Mfr. Item 


HPGPM Size Size Length Material* Materialt Type Metered Model No. 
12 to 24VDC 
goog VA ENPTA'FNPT — Cl Buna-N No Soup Aooue 
a 20 
1¥' FNPT 1"FNPT 18 ft. Cl Buna-N Automatic No yacne a, 429u12 
12vDC 
13. 1°MNPT %FNPT 10ft. Cl C/C Manual No SD1202H 3KZH7 
{"MNPT %"FNPT 12 tt. Cl C/C Manual No FR1210H  1P894 
17 MNPT 1" FNPT 12 ff. Cl C/C Manual Yes FR1211H 30J088 
ioe y' — Cl Buna-N— No FR1204H 38NH81 
T ys 12 Cl Buna-N Automatic No FR1210HA 38NH82 
TFNPT Y%"ENPT 12 ff. Cl C/C Manual Yes FR1219H 416K59 
” NPT 9@°NPT 12f—Cl_—Carbon_Automatic No FRIZTOHAT 4BYAA2 
tra 
{"MNPT 94" FNPT 18 ft. Cl C/C HighFlow No FR4210HBFQ 4FY15 
Automatic 
20 4" MNPT TFNPT 12 ff. Cl C/C Manual No FR420H  4RP93 
17 MNPT 1 FNPT 12 ff. Cl C/C Manual Yes FR4211H 30090 
1" 1’ — I Buna-N _— No FR4204H 38NH87 
TFNPT %"FNPT 12 ff. Cl C/C Manual Yes FR4219H 416K60 
fo. % Ys .— Cl HNBR — No FRI612 38NH83 
i 7° NPT Ys NPT — AL Buna-N— No RD1212NN 45KM61 
5 49 3%" NPT ¥%"NPT 8 ft. AL Buna-N Manual No RD1212NH 45KM62 
pe NPT_YeNPT Bit. AL ——Buna-N Manual No RD1212NP_4SKMe3 
24VD 
vs 15 1°MNPT TFNPT 12 ft. Cl C/C Manual Yes FR2411H 30089 


* Cl = cast iron, AL = aluminum. ft C/C = ceramic/carbon. 


FILL-RITE. 
Portable DC Fuel Transfer Pumps 


Low-profile and self-priming with configurable flanges that allow you to position the inlet and outlet 
to fit your needs. Intrinsically-safe motor with thermal overload protection, cast-iron housing, and 
Buna-N seal. No. 36NL24 comes with a suction hose, discharge hose, and nozzle. No. 36NL26 
comes with hose, nozzle, and bung adapter. All models include a quick connect battery cable. 


Inlet Outlet Hose Nozzle Mfr. Item 
Voltage HP GPM __ Size Size Length Type Metered Model No. 
8 ¥'MNPT %' — Manual No RD812NN 36NL25 
Yq" MNPT 4" 8 ft. Manual No RD812NH 36NL24 
8 ¥s'MNPT  %' 8 ft. Manual No RD812NP 36NL26 
5 TO 20 GPM 6 TO 40 GPM 
Resettable flowmeters with Nos. 3XNL1, 3MMP5, 4RP92, and 5P232 


nonresettable 100,000-gal. 
totalizer. +1% accuracy. 
Nos. 24KJ09 and 3KMR1 
can be field calibrated. 
Note: Do not use for liquids 
thicker than diesel fuel. 


measure flow to 1000 gal. +2% accuracy. 
Nonresettable master totalizer: Nos. 3XNL1, 
3MMP5, and 4RP92 count to 1,000,000 
gal., No. 5P232 counts to 100,000 gal. 


Note: Do not use for liquids thicker than diesel fuel. 


Resettable 
models are UL and C-UL Listed, except Flow Flow Connec. Cumulative Max. Mfr. ltem 
eae a ‘ Material Display _ Seal Material Range Size _Totalizer Pressure L W UH Model No. 
Nos. 24KJ d 3XNL1. Nos. 1P951 
OS. 09 and 3XNL1. Nos. 1P95 Diesel, Water, Kerosene Digital, LCD Viton® and Buna 210 20 gpm 9999 aa. 100 psi By By 2 1) ; ARP95 
and 5P232 have nickel-plated aluminum echanica = oto20 gpm 4" gal. o0psi 8 6 6 
housi dT 303 a tee| Gasoline. Diesel. B20 Mechanical = 6to40gpm_—si1' 1000 gal. SO0psi 9%" 6%" 5%" 901CMK4200 3MMP5 
ousing and lype StaINl€Ss Slee a eee Mechanical ion 5 to a gpm Y in gal 20 psi : a a ait 1 ie 
shaft. Nos. 3XNL1, 24KJ09, 3MMP5, Mechanical Viton® and Buna 5 to 20 gpm : gal. 90 psi " : : i 4 
3KMR1. 4RP91 d 4RP92 h Mechanical Viton® and Buna 6to40 gpm 1%" 1000gal. S50psi 9%" 6%" 5%" 901015  4RP92 
if , and ave COMO- “Gasoline, Diesel, B20, Mechanical — 5to20gpm %" 100 gals. 50psi_ 8" 6" 6’ S807 24K 
sion-resistant aluminum housings. All E15, Kerosene ____ Mechanical — 6to40gpm__—sit' 1000 gal. Ss0psi 9%" 6%" 5%! 9010 3XNL1 
models are not for resale measuring use. Bevel ao Eto earone. Mechanical  Viton® 6to40gpm 1%" 1000gal. 50psi 9% 6% 5%" 9QO1CN1.5  5P232 
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PUMPS 
Fuel Filters, Fuel Nozzles & Hoses 





4 ; 
Dayt 
Fuel Filters pe FILL-RITE. 


Can be used with gasoline, diesel fuel, ethanol blended 
gasoline (E1 to E85), and biodiesel (up to B20), except 
Filter Elements Nos. 40M298, 40M299, 12F729, and 
12F734 are only for use with gasoline and diesel fuel, 
and Fill-Rite models are not for use with aviation fuel. 


WARNING: Use only with liquids compatible with pump 
component materials. 





Flow Rate Head H 
Size (gpm) Material Includes (in.) Brand 
Fuel Filter Housings 
i 10 Micron 
v4" NPT 20 Contaminant Filter 10% Dayton 
Carbon Steel Screw 
On 30 Micron 
40 Filter Canister, 12% Fill-Rite 
1" Street Elbow, 
Aluminum — 47" Pipe Nipple 
— 20 10 Micron 10% Dayton 
Contaminant Filter ‘ 
20 10 Micron Filter =7'%46 Dayton 
10 Micron Water 
20 Block Filter 7%e Dayton 
CF, 
Cen 
FILL-RITE. QUIDYNA MICS” 


Drum Pump Nozzles—Nos. 45NC01 to 45NC03 
and 45NA99 are suitable for use in dispensing 
diesel exhaust fluid (DEF). All nozzles have a 
hang-up hook, except for Nos. 45NC01 to 45NC03, 
1DLU2, and 1DLU4. 


Fuel Nozzles—For use with electric fuel pumps 
and feature a heavy-duty, die-cast aluminum body. 


Auto models have a thermoplastic and protective 
vinyl grip guard. 


Manual Nos. 5URH3, 5URH4, and 5URH6 have a hose 
swivel at the inlet for greater maneuverability and ease 
of use. Nos. 40M288 and 40M289 have a digital meter 
which can measure fuel in gallons, liters, pints, and 
quarts. 
= Include hang-up hook, except Nos. 45NC01 

to 45NC03, 1DLU2, and 1DLU4. 


Fuel Hose—Antistatic and can be used with gravity 
feed, electric- or hand-operated pumps to safely trans- 
fer flammable media. 

= Max. pressure: 50 psi 

= Temp. range: -22° to 130°F 


Multi-Plane Hose Swivels—Permit the best flow 
rates and prevent fuel transfer hose from binding, 
twisting, and kinking during fueling. 


Dayton®—Use with Fuel Transfer Pumps Nos. 4RP93 and 4FY15 on 
page 2670. 


Fill-Rite®—Aluminum-Head Filter No. 4FY23 is for use with Transfer 
Pump No. 4RP93 on page 2670. 


Replacement Fuel Filter Canisters and Elements—Screw onto 
existing filter housings. Buna N gasket. 
= Filter down to 10 microns, except No. 4FY24 is 30 microns 





Mfr. Item Mfr. Item 
Model No. Description For Use With Brand Model No. 
Hepacement Fuel Filter Canisters and pements F700 aR TIO 
ilter = ayton i 7 
Verre7 WaF?27) —Fiter Kit = Dayton 40302 40M302 
Filter Wrench Fuel Filter Dayton 40M291 40M291 
r. No. 
311KTF7029GR 4FY23 . 311KTF7029, “WD: 
Fuel Filter AFY23 Fuel Fill-Rite F4030PMO 4FY24 
Filter Housing 
42F728 12F728 Fuel ale Element JOMeo8 jel Biter Dayton 40M301 40M301 
40M298 40298 Fuel Filter Element 452759 Fye| Filters Dayton 12F734 12F734 
40M299 40M299 No. 4FY23 













No. 10J823 


pat 


No. 
22W965 


Spout Inlet Max. Operating Mfr. Item 
Metered Connection Type Size Inlet Type Wetted Materials Pressure Brand Model No. 
Drum Pump Nozzles 
Automatic Shut-Off 
No Hose Barb ya" BoP Stainless Steel 20 psi Fill-Rite FRNSO75A 6XGW7 
No Integral to Nozzle 94” FNPT = talnieS 120 psi Liquidynamics Inc. 100389AG 45NCO1 
Polypropylene, 
No Integral to Nozzle 34" Hose Barb EPDM, Stainless 120 psi —_ Liquidynamics Inc. 100389PA 45NC02 
Steel No. 2RB96 
Polypropylene, 
Yes Integral to Nozzle 34" Hose Barb EPDM, Stainless 120 psi = Liquidynamics Inc. 100398 45NC03 
Steel 
Manual Shut-Off - 
No Hose Barb 9%" Hose Barb GOYbTOpyene, 5 pe: Fill-Rite  KITHA32VMN 6XGV5 No. 24UY36 
Polypropylene, 
No Integral to Nozzle 34" Hose Barb EPDM, Stainless 120 psi — Liquidynamics Inc. 100389M 45NA99 Mfr. Item 
, Steel Dia. s L Brand Model No. 
i uminum, Hose with Static Wire 
No Integral to Nozzle 1" Hose Barb Nitrile Rubber 32 psi Dayton 1DLU5 1DLU5 yj" 50) Fill-Rite FRHO7520 3MMN2 
No Integral to Nozzle 1" Hose Barb POWRrOpylene, 39 pg Dayton 1DLu2 tLuU2 20 Fill-Rite FRH10020 3MIMN4 
No Integral to Nozzle 1° Hose Barb PVDF, Viton 32 psi Dayton 1DLU4 1DLU4 Hf," 12' Fill-Rite 700F3135 2RB96 
Mfr. Item a 12 Dayton 12F731 12F731 
Application Inlet Outlet L __Brand Model No. i? T2' Dayton 12F/32 12F732 
Fuel Nozzles il 14' Fill-Rite FRH10014 2RB98 
Automatic Shut-Off — 12' Fill-Rite 300F7773 24KJ12 
Diesel 1" FNPT Steel 6" Dayton 10J823  10J823 _ 12' Fill-Rite FRH07512GR 2RB97 
Diesel and Gasoline 4" ENPT Steel 7" Dayton _10J822 10/822 ~=—_ Discharge Hose 7a 
For Refined Petroleum Liquids Ya" FNPT Unleaded Spout 14’ Fill-Rite NO75UAU10 4FY19 ya 96 Fill-Rite KITHA32V 6XGV3 
For Refined Petroleum Liquids 1" FNPT — 14’ Fill-Rite N100DAU13 22W965 ; ee — fem 
For Transfer of Gasoline, Diesel, or Kerosene to Large ,, a "Cap; escription ode ran 0. 
Fuel Capacity Farm, Fleet, or Construction Equipment ! NPT { 16° Fill-Rite N1OODAU12G 45DV39_— Breakaway Fittings & Hose Swivels 
Manual Shut-Off Breakaway Fitting, 14", 1%" Dia. B100F475 __ Fill-Rite 48YA74 
. \ Spout Length ; Breakaway Fitting, 34", 44" Dia. BO/75F350 — ‘Fill-Rite 48YA79 
Diesel ACNE! Bate 14° Dayton =SURH6 = SURH6 =~ yuiti-Plane Hose Swivel, %" NPT,4%"L__S075H1314_Fill-Rite 24UY36 
Diesel 1"FNPT Aluminum 16-%e' Dayton 40M289 40M289 Multi-Plane Hose Swivel, 1" NPT, 5° L $100H1315_ Fill-Rite 24UY37 
Diesel and Gasoline ¥4"FNPT Aluminum  16-%6 Dayton 40M288 40M288 rfisce“aneous Accessories __ eaaP MG HIER ey55 
; ; ; Spout Length ; gpm Particulate Spin On Filter ill-Rite 4 
Diesel and Gasoline YA' FNPT "6m! 14° Dayton = SURH4 = SURH4 = 48 Gom Hydrosorb Filter w/Head Kit 1210KTF7019 Fill-Rite 3MMNG 
; Spout Length ; 18 gpm Particulate Filter w/Head Kit 1200KTF/018 Fill-Rite 4FY21 
Diesel and Gasoline Ya FNPT oT 6546" 14° Dayton = SURH3 = SURH3 = 49 gpm Particulate Spin On Filter, 10 Micron F4010PMO _Fill-Rite 3MMP3 
Bc u Diesel/Leaded i JEHLB Filter Head, 1" 7OOACCF/017 Fill-Rite 3MME1 
For Refined Petroleum Liquids VENPT “spout 14° Fill-Rite FRHMN1005 3MMG9_— —siiction Pipe, Telescoping Steel, 20"x 349%" 1200KTG9099 Fill-Rite 24KJ40 
Refined Petroleum Liquids ¥4" FNPT Unleaded Spout 14’ Fill-Rite FRHMNO/75S 3MMC7 Vent Cap with Base, 2" FRICB Fill-Rite 24UY35 
Diesel Nozzles Vented Replacement Cap FRTC Fill-Rite 8EYE2 
Automatic Shut-Off Replacement Fuel Filter Canisters and Elements 
For most Agriculture, Construction, and Industry Fleet 94" NPT — 14’ Fill-Rite NO75DAU10 8YJL1 40 gpm Hydrosorb Spin On Filter, 30 Micron F4030PMO Fill-Rite 4FY24 
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PUMPS 
Oil & Grease Drum Pumps 


Scan. Order. Done. 
Details on page A1. 










No. 3ACA4 
Cord 
Length 
Voltage Amps (ft.) 
Pumps 
115VAC 2.0 10 
12VDC (a 1.0 
12VDC (ee 7.8 
Systems 
12VDC L5 7.8 
12VDC (e 1B: 
on 
No. 12F735 


No. 5P233 





For "How to Choose the Right Drum Pump," go to grainger.com/drumpump 


L W H GPM of Water 
(in.) (in.) (in.) @ Oft. of Head 
6% 44 3% 4.0 

6 4¥4 3% 4.0 
71% 434 3% 4.0 
13% 8%4 21 4.0 
11% 11% 15% 4.0 


Oil Pumps 


Note: For combustible-rated liquid transfer tanks, see page 753. 


DAYTON® 


Pumps have aluminum, cast-iron, nitrile butadiene rubber 
(NBR), nylon, polypropylene, PVC, steel, and zinc wetted 
parts for transfer of antifreeze, bulk oils, and hydraulic 
fluids. Internal bypass valve operates when discharge pres- 
sure exceeds bypass valve setting. Pumps can transfer 
viscous fluids at low temps. Thermally protected motor. 
Include bung, 8-ft. discharge hose with dispensing nozzle, 
34" suction pipe, and 2" bung adapter for mounting pump 
on drums or tanks. 


FILL-RITE® 


Diesel—An internal bypass valve prevents the motor from 
stalling when the pump is running and no liquid is being 


Oil Change Pumps and Systems 


Self-priming and feature 4000 rpm thermally protected motors. 





‘aa 


Pumps—Plastic pumps have flexible nitrile impellers and lip seals, to provide fluid transfer with no 
metal-to-metal contact. 4" MGHT input/output ports. TEFC motors, except No. 3ACA4 is ODP. 


Systems—Complete with 12VDC pump and suction and discharge tubing. No. 3ACA8 includes a 4-gal. 
container. No. 3ACA7 includes a 3'-gal. container. 





Max. Suction Max. Temp. Item 
Head (ft.) Lift (ft.) Viscosity Range (F) No. 

40 fo 3000 SSU 185 3ACA4 

40 io 3000 SSU 185 3ACA5 

40 10 3000 SSU 185 3ACA6 

40 7.9 3000 SSU 185 3ACA8 

40 7.9 3000 SSU 185 3ACA7 

lef Dayton : 
FILL-RITE. 


dispensed. With Buna N seals. No. 4RZJ4 is a portable pump 
that includes an inlet strainer, hose barbs, hose clamps, 
battery clips, in-line fuse, and polypropylene nozzle. 


Transfer—Diaphragm pumps have polypropylene, stainless 
steel, and Philcon wetted parts for safe transfer of heavy 
industrial fluids and chemicals. Dual diaphragms optimize 
flow rate. Adjustable outlet port for easy installation. “4-HP 
permanent magnet motors have thermal overload protec- 
tion. For nonpotable water applications and particulate fluids 
to Yio". Include 1" x 12-ft. Buna N hose, 1" manual nozzle, 
and telescoping suction pipe. 


Note: Not for use with gasoline or fluids with a flash point of 100°F or less. 
REBUILD KIT 


Allows pump No. 4RZJ4 to be quickly and easily rebuilt and 
repaired in the field. Includes all vanes and seals. 


Hose Nozzle _ Self- Max. Mfr. Item 
Voltage HP Pump Design Application Length Type Priming GPM Viscosity Includes Model No. 
Dayton 
. Diesel, Kerosene, Mineral And Synthetic Oils, Pump, Suction Tube, Discharge 
MOVAG “6 Centrifugal Heating Oils, Antifreeze, Water, Emulsions Etc. Bit. Manual No = 10.5 500 SSU Hose, Nozzle, Hose Clamp GHKVS = GHKVS 
Oils, Synthetic Oils, Antifreeze, Used Oil, Hydraulic 
115VAC % — Fluids, Cutting Oils, Oil based Herbicides, Non — — Yes 40 = sa Ue he 12F735 12F735 
Flammable Oil Based Solvents, Liquid Soap etc. pening 
Fill-Rite 
_ ¥" Plastic Nozzle, 8 ft. PVC Suction and 
12VDC % Rotary Vane Diesel and Light Oils sft. Manual Yes 10  sossu Discharge oe ea on FR1614 4RZJ4 
Fuse, (2) Hose Barbs, and (4) Hose Clamps 
Double For Transferring Fluids Such As Ethylene Glycol, Diesel 1" x12 Feet Buna hose, 1" Manual 
12vDG % Diaphragm Fuel, Grease, Hydraulic Oil, Kerosene, Motor Oil, Water (2ft. Manual — Yes 13 3000 CP Nozzle and Telescoping Suction Pipe FRAT0B  5P233 
. . . 1" x 12 ft. Hose, 1" Manual Nozzle 
Double For Transferring Fluids Such As Ethylene Glycol, Diesel ae 
115VAC % , i . 12 ft. Manual Yes 13 3000 CP 6 ft. Power Cord with USA Plug, FR450B 4FY18 
Diaphragm Fuel, Grease, Hydraulic Oil, Kerosene, Motor Oil, Water Telescoping Steel Suction Pipe 
Mfr. Item 
For Use With Includes Brand Model No. 
Rebuild Kit 
FRSA120800, FRSD120800, FR1614 Vanes and Seals Fill-Rite KITFR1612 4RZJ6 





Basic Pump 
with Discharge 
Hose 
No. 19XH31 


2672 GRAINGER. 
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Grease Pumps 





i 


LINCOLN 
*wiswarn > ge ARO 





Hand-operated pumps are used to manually transfer or dispense high-viscosity grease from containers, 
il drums, or self-contained reservoirs. They have few moving parts which makes pumps simple to use and 
maintain. They don't need to be connected to a compressed air supply making them more portable than 
air-powered models. Grease pumps are commonly used on farms and construction sites. 


Item 
Item For Container Size Max. Flow Rate Brand No. 
Basic Pump with Discharge Hose 
16 gal. 2.8 OZ. per stroke Westward 19XH31 
Hand Operated Drum Pump 55 gal. 2.8 oz. per stroke Westward 19XH30 
Basic Pump with Spout 
59 gal. 2.8 OZ. per stroke Westward 19XH29 
Te ea 55 gal. 8.70 oz. per stroke Westward 19XH39 
Item 
Item Fits Container Size Volume per Stroke Brand No. 
Grease Pump Operation Foot Pedal 
Grease Pump with Container 22 |b. 0.07 oz. Westward 15F220 
Grease Pump Operation Lever 
Grease Pump Grease Gun Filler Pump 35 Ib./5 gal. 2.10 OZ: Legacy 42138 
Operation Grease Pump 35 Ib./5 gal. 0.303 oz. Lincoln 6Y859 
Foot Pedal Grease Pump Operation Lever and Grease Gun 
No. 15F220 Grease Pump 99 gal. 1.9 02. Aro o3RJ81 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


PUMPS 
Electric Drum Pumps 





Electric Drum Pumps oD 


Motor-driven devices are powered directly from an electrical outlet or by 
an internal rechargeable battery to draw fluids out of a container. They 
generate consistent flows at a higher rate than hand drum pumps while 
dispensing moderate to large amounts of fluid. 


Acid, Base, and Solvent—Made with corrosion-resistant materials that 
withstand a range of acidic and basic chemical concentrations. They are 
used to dispense and transfer moderate to large volumes of substances 
and solutions in laboratories and chemical processing plants. 


Agricultural—Typically run on DC voltage so they can be powered by 
farm equipment batteries for use in the field or where an electrical outlet 
is not available. They're commonly used when dispensing, transferring, 
and applying large amounts of agricultural chemicals in farming, garden- 
ing, and landscaping applications. 


Automotive Fluids, Fuel, and Oil—For dispensing and transferring 
moderate to large volumes of fluids such as diesel fuel, coolant, washer 
fluid, power steering fluid, transmission fluid, and engine oil in automo- 
tive service and fleet maintenance. Pumps operate without generating 


sparks or may include a grounding kit to prevent the ignition of combusti- 


ble vapors or liquids and allow use with fuels and other flammable fluids. 


Diesel Exhaust Fluid (DEF) Electric Pump Carts—Combine a motor- 
driven pump and a wheeled frame for mobile dispensing and transferring 
of large volumes of DEF. Carts are used specifically with DEF to maintain 
purity when filling the reservoir of a diesel engine's Selective Catalytic 
Reduction (SCR) system. 
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SOTERA 


SYSTEMS 


Diesel Exhaust Fluid (DEF) Stationary— 
Used specifically with DEF to maintain purity 
when filling the reservoir of a diesel engine's 
Selective Catalytic Reduction (SCR) system. 
These pumps are certified to ISO standards 
that regulate the handling, transportation, and 
storage of DEF. They are used for dispensing 
and transferring moderate to large volumes of 
DEF when servicing late model vehicles and 
SCR-based stationary industrial systems that 
Operate on diesel fuel. 


Food and Sanitary—Comply with specific 
sanitary standards of the food and drug industry 
to minimize the risk of product contamina- 

tion. They are commonly used for dispensing 
and transferring moderate to large volumes of 
syrups, juices, oils, and soaps in food, bever- 
age, and pharmaceuticals production. 


General Purpose—Designed for water trans- 
fer and pumping fluids other than food, fuels, 
or corrosives. They're used to dispense and 
transfer moderate to large volumes of fluid in 
general manufacturing and processing applica- 
tions where a specialized pump isn't needed. 


Motor Max. Max. Suction Max. Max 
HP _ For Container Size Flow Rate Viscosity Wetted Materials* Tube Length Fluid Temp. Head Brand 
Acid, Base & Solvent 
110VAC Basic Pump with Discharge Hose 
iA) 00 gal 17 gpm —_300cP 316 SS, FKM, PTFE, ETFE 40" 212°F 20 ft__Finish Thomp. 
iA) 90 gal 17 gpm —_300cP PP, PIFE, FKM, 316 SS and PVC 40" 150°F = 20 ft__ Finish Thomp. 
3 00 gal 17 gpm —_300cP PP, PIFE, PVDF, FKM, 316 SS and PVC 40" 160°F = 20 ft__ Finish Thomp. 
Ys 90 gal 40 gpm 500 cP PP, PTFE, PVDF, FKM, 316 SS and PVC 40" 160°F = 80 ft__ Finish Thomp. 
Ys 00 gal 40 gpm 500 cP PP, PTFE, PVDF, FKM, Alloy 625 and PVC 40" 160°F = 80 ft__ Finish Thomp. 
5 90 gal 40 gpm 500 cP 316 D0, PTFE, FKM, PVC 40" 220°F — 80 ft Finish Thomp. 
Ys 2/9 gal 40 gpm 500 cP Pee ire. PVDF. FKM, 316 SS and PVC 48" 160°F = 80 ft__ Finish Thomp. 
%5 2/9 gal 40 gpm  500cP PP. PTFE, PVDF, FKM, Alloy 625 and PVC 48" 160°F = 80 ft__ Finish Thomp. 
110VAC Metered Dispensing with Manual Shut-Off 
1%o 90 gal 13. gpm  300cP CG, CER, Halar, Hastelloy C-276, PP, PVC, PVDF, V 39" 130°F —s 336 tt Dayton 
110VAC Unmetered Dispensing with Manual Shut-Off 
1 90 gal 32 gpm 1500cP CG, CPVC, Hastelloy C-276, PP, PVC, PVDF, V 39" 75°F. “36 Tt Dayton 
1%o 90 gal 15 gpm 1500 cP CG, Hastelloy C-276, PP PVC, V 39" 130°F ss 336 Tt Dayton 
1%o 59 gal 15gpm 1500cP_ (CG, Hastelloy C-276, PP. Polyethylene, PVDF, V 39" 175° Fr 36 ft Dayton 
220VAC Metered Dispensing with Manual Shut-Off 
1%o 90 gal 13. gpm  300cP CG, CER, Halar, Hastelloy C-276, PP, PVC, PVDF, V 39" 130°F —s 336 Tt Dayton 
220VAC Unmetered Dispensing with Manual Shut-Off 
1%o 90 gal 15gpm 1500cP (CG, CPVC, Hastelloy C-276, PP, PVC, PVDF, V 39" 175" __ 36 Tt Dayton 
Agricultural 
12VDC Basic Pump without Discharge Hose 
Ya 90 gal 13. gpm 3000 cP PP. F So, SP — 130°F ss 34 tt Sotera 
110VAC Basic Pump without Discharge Hose 
4 90 gal 3gpm 3000 cP PEF On, OF — 130°F = 34 it Sotera 
Automotive Fluids, Fuel & Oil 
12VDC Basic Pump with Discharge Hose 
2 gal 1.4 gpm  500cP PP, Polyacetal, PVC,Polyethylene, Steel 13 140°F — Dayton 
Diesel Exhaust Fluid (DEF) Electric Pump Carts 
110VAC Metered Dispensing with Automatic Shut-Off 
Yo 90 gal, 2/75 gal, 330 gal 8gpm 10 cP EPDM, SS, PP 48" 104°F = 48 ft Liquidynamics 
110VAC Metered Dispensing with Manual Shut-Off 
Yio do gal, 2/5 gal, 330 gal 8gpm 10 cP EPDM, SS, PP 48" 104°F 48ft Liquidynamics 
Diesel Exhaust Fluid (DEF) Stationary 
12VDC Metered Dispensing with Automatic Shut-Off 
Yo 90 gal, 2/75 gal, 330 gal 8gpm 10 cP EPDM, $5, PP 48" 104°F 48 ft Liquidynamics 
12VDC Metered Dispensing with Manual Shut-Off 
Yoo do gal, 2/75 gal, 330 gal 8gpm 10 cP EPDM, SS, PP 48" 104°F = 48 ft Liquidynamics 
110VAC Metered Dispensing with Automatic Shut-Off 
Yo 90 gal, 2/75 gal, 330 gal 8gpm 10 cP EPDM, SS, PP 48" 104°F = 48 ft Liquidynamics 
Yo 90 gal, 2/5 gal, 330 gal 8 gpm 10 cP EPDM, SS, PP 48" 104°F = 48 ft Liquidynamics 
1%o 90 gal 10 gpm —300cP CB, C, PP, PIFE, $S316 39" 130°F 2 Tt Dayton 
1%o 2/9 gal 10 gpm  300cP CB, C, PP, PIFE, $S316 20" 130°F ss /2 tt Dayton 
110VAC Metered Dispensing with Manual Shut-Off 
Yo 90 gal, 2/5 gal, 330 gal 8 gpm 10 cP EPDM, SS, PP 48" 104°F = 48 ft Liquidynamics 
110VAC Unmetered Dispensing with Automatic Shut-Off 
is) 90 gal ogpm  300cP PP, PIFE, FKM, 316 SS and EPDM 40" 150°F = 20 ft__ Finish Thomp. 
%5 00 gal 10 gpm 500 cP PP, PTFE, PVDF. FKM, 316 SS and EPDM 40" 160°F = 80 ft__ Finish Thomp. 
Ys 2/9 gal 10 gpm 500 cP PP. PTFE, PVDF FKM, 316 SS and EPDM 48" 160°F = 80 ft__ Finish Thomp. 
1%o 90 gal 11 gpm 300cP CB, C, PP. PTFE, $5316 39" 130°r 2 Tt Dayton 
1“o 275 gal 11 gpm —300cP CB, C, PP, PIFE, $5316 90" 130°F) 72 tt Dayton 
Food & Sanitary 
110VAC Basic Pump without Discharge Hose 
1%o 00 gal 2gpm_ 10,000 cP 316 Sd, 06,PIFE V 3g 175°F 200 Tt Dayton 
1%o 00 gal 30 gpm 1000 cP 316L So, PTFE 39" 175 “36 Tt Dayton 
1%o 90 gal 30 gpm 1000 cP 316L So, PTFE 39" 175°F~ - 82 it Dayton 
220VAC Basic Pump without Discharge Hose 
1“o 90 gal 30 gpm 1000 cP 316L So, PTFE 39" 175° F— - 36 Tt Dayton 
General Purpose 
110VAC Basic Pump with Discharge Hose 
i) 0 gal 7gpm 400 cP SS, Brass, PTFE 40" 150°F 10 ft Finish Thomp. 
i) 90 gal 10 gpm 400 cP oo, PIFE 40" 150°F 10 ft Finish Thomp. 


* € = carbon, CB = carboblue, CER = ceramic, CG = carbon graphite, CPVC = chlorinated polyviny! chloride, EPDM = ethylene propylene diene monomer rubber, 
ETFE = ethylene tetrafluoroethylene, F = fluorocarbon, FKM = fluoroelastomer, PP = polypropylene, PTFE = polytetrafluorethylene, PVC = polyvinyl! chloride, 
PVDF = polyvinylidene fluoride, SC = silicon carbide, SP = santoprene, SS = stainless steel, V = 
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Acid, Base 
& Solvent 
No. 5FZU5 








Agricultural 
No. 6XGW4 





Automotive 
Fluids, Fuel & Oil 
No. 38Y794 


Item 
No. 


15R526 
9FZUS 

oFZU7 

oFZV1 

oFZV3 

oFZV9 

oFZV2 

oFZV4 


1DLR3 
1DLP4 
1DLP8 
1DLR1 
1DLR4 


1DLP5 





DEF Electric 
Pump Carts 
No. 45NA82 


6XGW4 
6XGW2 


38Y794 





DEF 
Stationary 
No. 45NA86 


A5NA82 
45NA83 








45NA86 
45NA87 


45NA78 
45NA80 
6GKR3 
6GKR2 


45NA79 


9FZU3 
oFZT9 
oFZU1 
6GKR1 
6GKRO 


Sanitary 
| No. 3PXu9 


1DLT1 
3PXJ9 
3PXK1 


3PXJ8 


3DYK2 
3DYK1 






General 
Purpose 
No. 3DYK2 


26/3 


PUMPS 
Drum Pumps 


scan. Order.Done. =|. 
Details on page A1. Hic 





Acid, Base 
& Solvent 
No. 53JU96 









Diesel Exhaust Fluid 
No. 5FZU2 


Automotive 
Fluids, Fuel & Oil 
No. 5UWG8 


General Purpose 





‘Gai ARO “@-— 


Pneumatic Drum Pumps 


Allow more precise flow control than electric 
drum pumps and generate higher flow rates 
than hand drum pumps to dispense or trans- 
fer moderate to large amounts of fluid. They 
are powered by a compressed air supply to 
draw out fluids from a container and are suit- 
able for use in facilities with air compressors 
or compressed air systems. 


Acid, Base, and Solvent—Constructed 

of corrosion-resistant materials that with- 
stand a range of acidic and basic chemical 
concentrations. Pumps are used to dispense 
and transfer moderate to large volumes of 
substances and solutions in laboratories and 
chemical processing plants. 


Automotive Fluids, Fuel, and 0il— 
Suitable for dispensing and transferring 
moderate to large volumes of fluids such 


~, 


Wh Wit. ‘- 
VERSA-MATIC* 


pump, they are commonly used during 
automotive service and fleet maintenance to 
drain fuel tanks and remove spent fluids from 
vehicles and engine-powered machinery. 


Diesel Exhaust Fluid (DEF)—For use with 
DEF to maintain purity when filling the reser- 
voir of a diesel engine's Selective Catalytic 
Reduction (SCR) system. These pumps are 
certified to ISO standards that regulate the 
handling, transportation, and storage of DEF. 
They're typically used for dispensing and 
transferring moderate to large volumes of 
DEF when servicing late model trucks and 
SUVs as well as SCR-based stationary indus- 
trial systems that operate on diesel fuel. 


General Purpose—Designed for water 
transfer and pumping fluids other than food, 
fuels, or corrosives. They're used to dispense 


No. 5UWG1 
as diesel fuel, coolant, washer fluid, power and transfer moderate to large volumes of 
steering fluid, transmission fluid, and engine _ fluid in general manufacturing and process- 
oil. Sometimes called an air-operated oil ing applications where a specialized pump is 
transfer pump or a pneumatic fuel transfer not needed. 
For Suction Max. 
Container Max. Air Tube Max. Fluid Max. Item 
Size Flow Rate Inlet Size Wetted Materials* Includes Length Viscosity Temp. Head Brand No. 
Acid, Base & Solvent 
Basic Pump with Discharge Hose 
12.5 gpm Yin FNPT Santoprene ae Cuneta We Dip 401s" 15000cP 180°F 281 ft. Dayton 53JU96 
14.4 gpm % in FNPT PP, Polyurethane 10 Ft Discharge Hose, 2 PC Bung Adapter, Filter/Regulator 38°" 200 cP — = Aro 1ZRZ2 
15gpm  %in MNPT 316 SS, FAM, PTFE, ETFE ry ramp. Motor Hose, ame 5 40" 300 cP 212°F 17 ft. Finish Thompson 15R527 
é Ball Valve, Bung Adaptor Assembly, Dip i ° 
15gpm = % in FNPT Hytrel Tube, Grounding Strap, Hose 39%6 15000cP 225°F = 231 Tt. Dayton 53JU98 
15gpm  “%inMNPT PP PIFE, FKM, 3168S & PVC Pump, Motor, Hose, Clamp 40" 300 cP 150°F_ =5to1/ft. Finish Thompson 5FZU6 
5 gal 45. gpm v4 in MNPT alloy 625 & PVG. Pump, Motor, Hose, Clamp 40"  300cP  160°F 5to17ft. Finish Thompson 5FZU8 
16gpm %4 in MNPT CPVC, PIFE, Alloy 625 Motor, Hose and Clamp 40" 1500 cP —-150°F 30 ft. Finish Thompson 3DYJ7 
16gpm  %in MNPT SS, Brass, PTFE Motor and Static Kit 40" 2000 cP —-150°F 10 ft. Finish Thompson 3DYK4 
22gom Yin MNPT PP, PIFE, PVDF, Viton, Alloy 625 Motor, Hose and Clamp 40" 330 cP 160°F 38 ft. Finish Thompson 3DYJ2 
22gpm Yin MNPT PP, PIFE, PVDF, Viton, SS Motor, Hose and Clamp 40" 330 cP 160°F 38 ft. _ Finish Thompson 3DYH/ 
22gpm Yin MNPI PVDF PTFE, Viton, Alloy 625 Motor, Hose and Clamp 40" 330 cP 120°F 38 ft. Finish Thompson 3DYJ5 
22gopm Yin MNPT SS, PIFE, Tefzel, Viton Motor, Hose and Clamp 40" 330 cP 22U'F 3st. Finish Thompson 3DYJ9 
16gopm = %in MNPT Do, Brass, PIFE Motor and Static Kit 40" 2000 cP —-:150°F 10 ft. Finish Thompson 3DYK®5 
275 gal 22gpm “%inMNPI PP, PIFE, PVDF, Viton, Alloy 625 Motor, Hose and Clamp 48" 330 cP 160°F 38 ft. Finish Thompson 3DYJ3 
22gopm Yin MNPT PP, PTFE, PVDF, Viton, SS Motor, Hose and Clamp 48" 330 cP 160°F 38 ft. Finish Thompson 3DYH8 


Basic Pump without Discharge Hose 


4gpm = % in FNPT Carbon Steel, PTFE _— 33'Ve' 1000 cP _— _ Aro 3ZA80 
4gpm “in FNPT Carbon Steel, PTFE Suction Tube, 3" Diameter Air Motor 11432" 4000 cP — — Aro 3P961 
4gpm —% in FNPT SS, Polyethylene = 19%" 1000 cP — = Aro 3ZA78 
4gopm = % in FNPT So, PTFE _ 33'Y%e 1000 cP _— —_ Aro 3ZA79 
59 gal 10 gpm = % in MNPT 90, PIFE Motor and Clamp 40" 7000 cP 200°F 90 ft Finish Thompson 3DYL1 
11 gpm ¥% in FNPT PP, Buna Air Filter/Regulator 29%6  1000cP  180°F — Versa-Matic 40XD28 
11 gpm = ¥% in FNPT PEP IFE Air Filter/Regulator 29%6  1000cP  180°F — Versa-Matic 40XD29 
11 gpm ¥%e in FNPT PP, Santoprene Air Filter/Regulator 29%6  1000cP  180°F = Versa-Matic 40XD30 
12gpm = %in FNPT 316-39, PTFE _— 393%4" 200 cP — —_— Aro 1ZRZ4 
Automotive Fluids, Fuel & Oil 
Basic Pump without Discharge HOSE. - ' uA 5 = Bung Ad — 
; teel, Brass, Aluminum, Nitrile ump with Bung Adaptor, Nipple for i ° 
3.7gpm = %4 in FNPT Rubber, Polyurethane, Turcite ponnecting Al rier suction {ube 37% 850 cP 140°F 26 fi. Dayton SUWGS 
; Steel, Brass, Aluminum, Nitrile Pump with Bung Adaptor, Nipple for " ° 
4.76gpm Y%inFNPT ‘Rubber, Polyurethane, Turcite Connecting At iter, Suction Tube 37 1750cP 40°F 26 Tt. Dayton 4AYD6 
55 gal ; 2' Bung Adapter, Air Line Coupler, Connector ; __ _ 
9 gpm Yq in FNPT Carbon Steel, Buna and Needle Valve, 2" Air Motor 34% 200 cP Aro 2P529 
. Steel, Brass, Aluminum, Nitrile Pump with Bung Adaptor, Nipple for , ° 
10.6 gpm = in FNPT Rubber, Polyurethane, Nylon Connecting Air Filter, Suction Tube 37 440 cP 140°F 26 ft. Dayton SUWG6 
12gpm %in FNPT Aluminum, Hytrel — 39°%4" 200 cP — —_— Aro 1ZRZ5 
Diesel Exhaust Fluid (DEF) 
Basic Pump with Discharge Hose aI Vahie- Bung Ad kK SD 
all Valve, Bung Adaptor Assembly, Dip ; ° 
55 gal 12.5gpm % in FNPT PTFE Tube, Grounding Strap, Hose 39%6 15000cP 212°F = 231 Tt. Dayton 53JU97 
14.4gpm  % in FNPT PP, Santoprene 10 Ft Discharge Hose, 2 PC Bung Adapter, Filter/Regulator 38" 200 cP — — Aro 1ZRZ3 
Unmetered Dispensing with Automatic Shut-Off 
8gpm Yin FNPT PTFE Gaibephon Pump ia << 41"  450cP. —«130°F_~—S «40 Tt Dayton 6GKR5 
; Pump, Motor, Hose, Clamp, S. i ° ai 
55 gal 15gpm %inMNPT PP, alee ssi Automatic Nozzle Sealed Adapter 40 300 cP 150°F 5to17ft. Finish Thompson 5FZU4 
; ump, Motor, Hose, Clamp, 8. i ° 7 
22gpm Yin MNPT 316SS & EPDM Automatic Nozzle, Sealed Adapter 40 300 cP 160°F 10 to 38 ft. Finish Thompson 5FZU0 
Ye in FNPT Soe eo ae Pump Package 53" 450cP. = 130°F_~—S «4 tt. Dayton 6GKR4 
275 gal PP, PTFE, PVDF, FKM Pum 
; p, Motor, Hose, Clamp, $.S i ° ai 
22gpm Yin MNPT 316SS & EPDM Automatic Nozzle, Sealed Adapter 48 300 cP 160°F 10 to 38ft. Finish Thompson 5FZU2 
General Purpose 
Basic Pump without Discharge Hose 
55 gal 10.6gpm vinFNPT > Zinc, Nitrile Rubber, Nickel 2" Bung Adapter 22%" 1500cP 140°F —‘10ft. Dayton 5UWG1 





Plated Steel, Aluminum 


* GPVC = chlorinated polyvinyl chloride, ETFE = ethylene tetrafluoroethylene, FKM = fluoroelastomer, PP = polypropylene, PTFE = polytetrafluorethylene, PVC = polyvinyl chloride, 
PVDF = polyvinylidene fluoride, SS = stainless steel. 
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General 


= lef Dayton} Burpes® 
Ep) wo No. 1DLK6 


Drum Pump Motors 


Used to drive the impeller of a drum pump to draw 
fluids out of a container. Motors typically have 
a threaded connection on their base for attach- 





Pneumatic 





















































































































ing a drum pump tube to form a complete pump No. 3DYN8 
assembly. Commonly used to replace or upgrade an 
existing motor and can be paired with a compatible 
drum pump tube to allow one motor to be used with General 
different container types or sizes. Purpose 
; ' No. 5FZV6 
General Purpose Electric—Draw power directly from an electrical outlet or from 
an internal rechargeable battery to drive the impeller of a pump. They transfer a 
range of nonflammable fluids in everyday environments and deliver a steady supply 
of power for more consistent and accurate flow rates than pneumatic motors. 
Pneumatic—Operate on a compressed air supply to drive the impeller of a pump 
and have less risk of ignition than general purpose electric motors so they can be 
used with a wider range of fluids. Their air-powered design provides precise control BinGuiatie 
of motor torque and operates without straining or overloading an electrical system. No. 5UWF2 
Nominal Motor Full Load Housing Item 
Voltage HP Amps _ Duty Cycle Material Includes" Brand No. 
General Purpose Electric aoe See 
; INIS 
| Vv 10.8 Continuous Nylon 230V Charger, Wall Hanger Thompson 48P656— 
Finish 
12V DC v% 10.8 Continuous Nylon 12V Car Charger Thompson 40P657 . 
% 10.8 — Continuous Nylon Cordless Motor and Battery Pack Thompson ! 40P658 
- 1 8.5 Intermittent Anodized Aluminum — Dayton 1DLK8 Motor Air Air Motor Max. Air Item 
4 8.5 Intermittent Plastic = =pavion 1DLK6 — pe Consumption InletSize RPM Pressure Brand No. 
INIS neumatic 
a Oreos 0 ___ Thompson" ~27cfm__ Yin FNPT 10,000 80 psi___Dayton 112376 
Va 5.8 Intermittent —___—Plastic = Dayton SUWFT 7? Yin MNPT 3°01 s00 psi prise, SFZVT 
45 5.6 Continuous Nylon “Motor, 12 ft. Power Cord, Plug 5FZV8 — si, PS Mompson 
ns —_ Thompson 32 cim — y4in MNPT 9000 100psi +,“'"'S" ~~ snyng 
.90VAC - 1 4) Intermittent Anodized Aluminum _ —_Dayton 14DLK9 | @100 psi_ ee SHOMPSON. 
ape 1 a Intermittent. Plastic = Dayton 1DLK7 % 15cfm  ‘%inFNPT 8000 90psi Dayton  SUWF2 — 
Drum Pump £4) FINISH THOMPSON INC. Day ton 
Aluminum 
Tubes Suction Tube 
aa No. 53RU60 
Have a rigid intake shaft and an impeller for drawing fluid out of a 316 Stainless 
container. Also called a barrel tube, these tubes attach to a pump motor Steel Suction 
and fit through the opening of a container to dip into the fluid within. The Tube 
impeller rotates when driven by a pump motor to move fluid through the No. 15R523 
shaft and up to the outlet of the pump. Drum pump tubes can replace 
a damaged tube on an existing drum pump assembly or be paired with 
a separate motor to create a custom pump assembly. They can also be cPvc 
swapped out to adapt a drum pump for compatibility with different fluids. Suction 
No. 1DLL1 
Suction Max. Max. 
Tube For Flow Max. Fluid Item 
Length Container Size Rate Viscosity Wetted Materials* Temp. Brand No. 
ao Stalless _ Suet Tube 300 CPS 316 SS, FKM, PTFE, ETFE 212°F Finish Th 15R523 _ 
; 5 gal 7gpm ; °F Finish Thompson 15R5 
"35%" 55 gal 24 gpm 750 CPS 316 SS. Aluminum. PTFE ~200°F ‘Dayton. ~~ SUWF5 nolvpropytone 
40" 30 gal, 55 gal_10gpm 15000 CPS SS, PTFE. ~ 200°F Finish Thompson 3DYN5 Suction 
40" 30 gal,55 gal 16gpm 2000CPS SS, PTFE 150°F Finish Thompson 3DYN2 — No. 5FZU9 
~ 40" 30 gal,55gal_ 17 gpm 300CPS 316SS, FKM, PTFE, ETFE 212°F Finish Thompson 15R524 _ 
40" 30 gal, 55 gal 40 gpm 2000CPS SS, PTFE, Tefzel, Viton 220°F Finish Thompson 3DYL6 
48" 55 gal, 275 gal_16gpm 2000CPS SS PTFE 150°F Finish Thompson 3DYN3 
48" 55 qgal,275gal 17 gpm 300CPS 316 SS, FKM, PTFE, ETFE 212°F Finish Thompson 15R525 
Aluminum Suction Tube Material r 
— 39" 55gal_ 35 gpm 1500CPS Aluminum, Carbon Graphite, PTFE, 316 SS TS" F _ Dayton — 538RU60 | 
47" — 27/5gal = 35gpm 1500 CPS “Aluminum, Carbon, PTFE, 316 SS iWews Dayton 53RU61 | 
CPVC Suction Tube Material | 
35%" 55 gal 24gpm 750CPS_  CPVC, Aluminum, Hastelloy C, PTFE, Viton 140°F Dayton SUWF4 | a 
39" 55gal_ 35 gpm 1500 CPS CPVC, Carbon Graphite, Hastelloy C-276, PTFE, PVDF 175°F Dayton 1DLL1 
~ 40" 55 gal, 275 gal 16gpm 2000CPS CPVC, PTFE, Alloy 625 150°F Finish Thompson 3DYN4 
Kynar Suction Tube Material a ee 
3512" 59 gal 24gpm 750CPS_ Kynar®, Aluminum, Hastelloy C, PTFE 165°F Dayton  SUWF6 
PVDF Suction Tube Material 
39" 55 gal. 35 gpm 1500 CPS Carbon Graphite, Hastelloy C-276, PTFE, PVDF 1/5°F Dayton —- 1DLL3 
40" 30 gal,55 gal 40 gpm 2000CPS PVDF, PTFE, Viton, Alloy 625 — 120°F Finish Thompson 3DYL7 | 
48" 55 qgal,275gal 40 gpm 2000CPS PVDF, PTFE, Viton, Alloy 625 120°F Finish Thompson 3DYL8 
Polypronylene Suction Tube Material 2oSe 
16" —sS gal 17 gpm 300CPS PP FKM, PTFE, 316 SS 150°F Finish Thompson 15R521_ 

16" “5 gal 17 gpm 300CPS PP PVDF FKM, PTFE, ETFE, Alloy 625 150°F Finish Thompson 15R522 _ Polypropylene 
35%" 55 gal 24gpm 750CPS_ PP Aluminum, ‘Carpenter 20, PTFE, Viton | 130°F | Dayton SUWF3 Item Suction Tube 
39" 55 gal. 35 gpm 1500 CPS — Carbon Graphite, Hasteloy C-276, PP. PTFE 130°F —~ Dayton =—S 1DLL2_~—_—sé*Descrription Brand No. No. 3DYL2 

40" 30 gal,55 gal _17gpm 300CPS PP PTFE, FKM, 316 SS —160°F Finish Thompson 5FZU9 Accessories : 
40" 30 gal, 55gal_17gpm 300CPS PP PTFE, PVDF FKM, Alloy625 {60°F Finish Thompson 5FZVO = Suction Dayton SUWF8 
40" 30 gal,55 gal 40 gpm 2000CPS PP PTFE, PVDF, ‘Viton, Alloy | 625 160°F Finish Thompson 3DYL4 _ Strainer 
40" 30 gal, 55 gal 40 gpm 2000 CPS PP. PTFE; PVDF. Viton, SS, -160°F Finish Thompson 3DYL2 — Bung Adapter Dayton 5UWGO ~ 
— 48" 55 gal, 275 gal 40 gpm 2000 CPS PP PTFE, PVDF, Viton, ‘Alloy ¢ 625 160°F Finish Thompson 3DYL5 Drum Pump Dayton 5UWF9 
— 48" 55 gal, 275 gal 40 gpm 2000 CPS PP. PTFE, PVDF. Viton, SS, 160°F Finish Thompson 3DYL3  _Nozzle_ a ares 


* C = carbon, CPVC = chlorinated polyvinyl! chloride, ETFE = ethylene tetrafluoroethylene, FKM = : fluoroelastomer, PP = polypropylene, 
PTFE = = polytetrafluorethylene, PVDF = polyvinylidine difluoride, SS = stainless steel. 
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<9 General ° nO 
S Purpose, Hand Drum Pumps ssrrule * peyon prickeyia 
Basic Allow pumping where there's no els ~; 
Pump with access to a power source and ideal aia 
Discharge for erie and transferring small | °°//DYNAMICS L_ ILL-RITE. 
gs N aaa amounts of fluid. These manually powered devices, Diesel Exhaust Fluid (DEF)—Designed for use 
\* : sometimes called a manual or rotary drum pump, are —_— with Diesel Exhaust Fluid (DEF) to maintain purity 
operated by a crank, lever, or other mechanism to draw _ when filling the reservoir of a diesel engine's 
fluids out of a container. Selective Catalytic Reduction (SCR) system. They 
: General Purpose—General purpose hand drum pumps ©2" draw small volumes of DEF out of a container 
Gouna are designed for water transfer and pumping fluids other 24 allow pumping where there's no access to a 
Purpose, than food, fuels, or corrosives. They're used to dispense  POWer source. For use when servicing late mode! 
Basic Pump and transfer small volumes of fluid in general manufac- {Tucks and SUVs as well as SCR-based stationary 
belagplil 2 turing and processing applications where a specialized "dustrial systems that operate on diesel fuel. 
; pump isn't needed. Automotive Fluids, Fuel & Oil—Manually 





operated by a crank, lever, or other mechanism 
they allow pumping where there's no access to 
a power source and can dispense and transfer 


Cleaning—Manually powered devices are operated 
by a lever or other mechanism to dispense and transfer 











Cleaning, small volumes of soap, detergent, degreaser, wax, Or ; 

Basic other cleaning solutions used in janitorial and sanitation. Sal! volumes 2 fluids such as see 
Pump with They allow pumping where there's no access to a power C00lant, washer fluid, power steering fluid, 
Discharge source and include an adapter that allows the shaft of transmission fluid, and engine oil. Pumps and are 
ie pene the pump to be mounted through the bung hole of a rae used ee seein and 

drum or other container. Pumps are made of materials a Saadenan: i ie a ae aaa 
that withstand the potentially corrosive effects of clean- seein BIS OT Nene ae ence wee 
ing products. a CHIneLY- 
Food and Sanitary—Comply with specific sanitary sea Base, ms eee a by e lever 
standards of the food and drug industry to minimize the °° eh aa eer Het oe , es a 
risk of product contamination. Also called food grade illest ae Oe tam deh wuss ceaeedaeannaeon aeertan 
drum pumps, they allow pumping where there's no laboratories and chemical processing plants. They 
Cleaning, access to a power source. Pumps are typically used to allow fluid transfer where there's no access to a 
Basic Pump with Spout (jicnense and transfer small volumes of syrups, juices,  POWer source. Pumps have corrosion-resistant 
No. 3KUL5 Daud: gee 
oils, and soaps in food, beverage, and pharmaceuticals  ©"struction that withstands a range of acidic and 
production basic chemical concentrations. 
Action Max. Item 
Type For Container Size Max. Flow Rate Viscosity Wetted Materials* Brand No. 
General Purpose 
Basic Pump with Discharge Hose 
Food and Piston 99 gal 160 oz. per stroke 1cP ABS, Buna-N Rule 4P018 
: Basic Pump with Spout 
meee Piston 1 gal 1 oz. per stroke 1000 SSU PE, PP Dayton  5UWG4 
: Piston 1 gal 1 0z. per stroke 1000 SSU PESPE Dayton  SUWG3 
Pump with Piston 55 gal 22 oz. perstroke 1000SSU _N, PTFE,Viton, SS, Cork, Nitrile Dayton 5UWH3 
Discharge Piston 55 gal 22 oz. per stroke 1000SSU_ PP PTFE,Viton, SS, Cork, Nitrile Dayton 5UWH4 
Hose Rotary 55 gal 10 gpm @ 120 strokes 2000 SSU S, Cl, and Buna Rubber Dayton 7P071 
No. 49XY67 Rotary 59 gal 27 gpm @ 120 strokes 5000 SSU S, Cast AL, Cl, NRB PE Dayton 7P085 
Cleaning 
Basic Pump with Discharge Hose 
Piston 15 gal, 30 gal, 55 gal 28 oz. per stroke 1500 SSU PVG. PE Action Pump 494P32 
Piston 15 gal, 30 gal, 55 gal 28 oz. per stroke 1500 SSU PVC, PE Action Pump 494P33 
Basic Pump with Spout 
a Food & 8, 10 or 12 oz. 
Sanitar Lever 15 gal, 30 gal, 55 gal 1000 cP PP, 304 SS, Viton Action Pump 3KUL5 
: ¥s per stroke 
marvendtand Lever 15 gal, 30 gal, 55 gal 8,10 or 12 02. 4999 cP PP, Carbon $ Action Pump 3KUL3 
with Spout per stroke 
No. 21YL49 Food and Sanitary 
Basic Pump with Discharge Hose 
Siphon 5 gal 2 OZ. per stroke 300 cP PE, SS GA 49XY75 
Siphon 15 gal, 30 gal, 55 gal 5 Oz. per stroke 420 cP PE GA 49XY67 
= Diesel Basic Pump with Spout 
Exhaust Lever 59 gal 10 oz. per stroke 2200 cP PP, SS GA 21YL49 
Fluid, Piston 9 gal 16 0z. per stroke _—_ 8000 cP Fe, FE GA SAZV1 
Basic Piston 55 gal 8 oz. per stroke 8000 cP PP. PE GA 8AZV4 
: Piston 55 gal 15 oz. per stroke 8800 cP PP. PE Action Pump 49XY73 
cone Diesel Exhaust Fluid (DEF) 
Discharge Basic Pump with Discharge Hose 
Hose Lever 15 gal, 30 gal, 55 gal 17 oz. per stroke 1000 SSU PT, PP, PE, Viton, PVC Dayton 5UWG7 
No. 4HA27 Piston 5 gal, 15 gal, 30gal,55gal § 8oz.perstroke 4000 SSU PVC, Glass, Viton Dayton 3BY43 
Piston 15 gal, 30 gal, 55 gal 22 0z. per stroke 4000 SSU PVC, Viton, Glass Dayton 3BY44 
Piston 59 gal 5 gpm @ 120 strokes 500 SSU FE. Pe Dayton 4HA27 
Piston 59 gal 7 gpm @ 120 strokes 500 SSU PE,-PP Dayton 4HA28 
Basic Pump with Spout 
Lever 15 gal, 30 gal, 55 gal 10 0z. perstroke 1500SSU _ Polyphenylene Sulfide, PVDF, SS Dayton 5XA54 
Lever 15 gal, 30 gal, 55 gal 10 0z. per stroke 1500 SSU PVDF, SS Dayton 5XA55 
Lever 15 gal, 30 gal, 55 gal 12 0z. per stroke 2000 SSU 304 SS, PTFE Dayton  38Y792 
Piston 5 gal, 15 gal, 30 gal, 55 gal 8 oz. perstroke 4000 SSU PVC, Viton, Glass Dayton 4HA32 
Piston 5 gal, 15 gal, 30 gal, 55 gal 8 Oz. per stroke 5000 SSU So, PIFE Dayton 4HA31 
Piston 15 gal, 30 gal, 55 gal 20 oz. per stroke 2000 SSU cpealis Dayton 3BY48 
Diesel Piston 15 gal, 30 gal, 55 gal 22 oz. per stroke 4000 SSU PVC, Viton, Glass Dayton 4HA33 
Exhaust Rotary 15 gal, 30 gal, 55 gal 8 0z. perstroke 5000 SSU Glass Filled PP 304 SS ,Ryton,PTFE Dayton  38Y790 
Fluid Rotary 15 gal, 30 gal,55 gal 12 gpm @4120 strokes 2000 SSU 304 SS, PTFE, PVDF Dayton 38Y793 
Basic Pump Rotary 15 gal, 30 gal,55 gal 12 gpm @120 strokes 2000 SSU PTFE,304 SS, PVDF Dayton  38Y791 
with Spout Siphon = 5 gal 2 gpm @ 120 strokes 900 SSU PE Dayton 38Y789 
No. 38Y789 ABS = acrylonitrile butadiene styrene, AL = aluminum, BR = brass, EPDM = ethylene propylene diene monomer rubber, N = 
: nylon, NBR = nitrile butadiene rubber, NR = nitrile rubber, NRB = nitrile Buna-N rubber, PE = polyethylene, POM = acetal, PP = 
polypropylene, PPCP = polypropylene co-polymer, PPS = polyphenylene sulfide, PT = polyacetal, PTFE = polytetrafluorethylene, 
PVC = polyviny! chloride, PVDF = polyvinylidene fluoride, S = steel, SS = stainless steel, 
TP = thermoplastic polyurethane. » 
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Hand Drum Pumps APPROVED =| (Quibynamics’ FFILL-RITE. 
Action Max. Item 
Type For Container Size Max. Flow Rate Viscosity Wetted Materials* Brand No. a 


Diesel Exhaust Fluid (DEF) (Cont.) _ 
Unmetered Dispensing with Automatic Shut-Off 








Lever 55 gal,275gal,330 gal © 100z.perstroke  10cP EPDM, SS, PP Liquieynamics 4oxx26 
Lever 55 gal,275gal,330 gal  100oz.perstroke  10cP SS, PE, Viton Liquieynam'cs agqpqg 
Lever 55 gal,275gal,330gal © 10oz.perstroke  10cP Viton®, PP HIGUICYAMICS: SOLCGE 
Unmetered Dispensing with Manual Shut-Off 
Lever 55 gal,275gal,330 gal © 100z.perstroke  10cP EPDM, SS, PP HOE OAITIGS AOKNOT 
Lever 55 gal,275gal,330gal © 10oz.perstroke  10cP SS, PE, Viton Liquieynam'cs 4gqpq7 
Lever 55 gal,275gal,330gal © 10oz.perstroke  10cP Viton®, PP Piquinytamic> soveed 
Automotive Fluids, Fuel and Oil Automotive Fluids, Fuel & Oil, 
Basic Pump with Discharge Hose Basic Pump with Discharge Hose 
Lever 55 gal 4.4 gpm @ 120 strokes 1680 SSU PT, TP. S5,-PVG Dayton 4AYD5 No. 4AYD5 
Piston 1L 0.14 oz. per stroke 3000 SSU PE, AL, NR Buna-N, S, PVC Dayton 2UY12 
Piston 15 gal, 30 gal, 55 gal 8 Oz. per stroke 3000 SSU PVC, PP, Viton Dayton 2UY14 
Piston 30 gal, 55 gal 3.3 OZ. per stroke 500 SSU BR, NRB PPCP, Aluminium, N Dayton SUWHO 
Piston 30 gal, 55 gal 8.5 0z. per stroke 500 SSU BR, NRB PPCP, Aluminium, N Dayton 5UWG9 
Rotary 15 gal 10 oz. per stroke 900 cP Ryton®, Viton®, SS, PTFE Action Pump 49XY79 Y 
Rotary 15 gal 10 oz. per stroke 900 cP Ryton®, Viton®, SS, PTFE Action Pump 49XY76 
Basic Pump with Spout 
Lever 15 gal, 30 gal, 55 gal 10 oz. per stroke 700 cP S, Viton Dayton 4AYD4 
Lever 15 gal, 30 gal, 55 gal 15 0z. per stroke 4000 cP Zinc Alloy, Plated S, PE, PP, NBR Dayton 3BY42 | 
Lever 15 gal, 30 gal, 55 gal 16 0z. per stroke 1500 SSU AL, S, PE, Buna Dayton 4HA26 Automotive | 
Lever 99 gal 11 0z. perstroke 50 SSU PP, Fluorocarbon Fill-Rite —_ 30J077 Fluids, Fuel 
Piston 5 gal, 15 gal, 30 gal, 55 gal 8 Oz. per stroke 4000 SSU PE. PE Dayton 3BY45 & Oil Acid, Base 
Piston 5 gal, 15 gal, 30 gal, 55 gal 8 Oz. per stroke 5000 SSU 5; PE Dayton 4HA30 Basic P : & Solvent 
Piston 5 gal, 15 gal, 30 gal,55gal 160z.perstroke 4000 SSU PP, PE Dayton  3BY46 pene ibsaae a ees 
Piston 15 gal, 30 gal, 55 gal 20 oz. per stroke 2000 SSU S, PE Dayton  3BY47 with Spout esa 
Piston 55 gal 11 0z. per stroke  50SSU PP, Fluorocarbon Fill-Rite  6XGV2 No. 4AYD4 Pump with 
Piston 55 gal 14 oz. per stroke 8000 SSU N,.PP. SS, PTFE Dayton 2RUK1 Discharge 
Piston 99 gal 14 oz. per stroke —_ 8000 SSU PP, S, Viton Dayton _ 2RUJ9 Hose 
Piston 55 gal 25 0z.perstroke 1500SSU AE, Buna’, FIFE Resin, Fill-Rite  3KUE7 No. 494P34 
Rotary 15 gal, 30 gal, 55 gal 8 gpm @ 120 strokes 2000 SSU PVDF, 304 SS Dayton 3BY41 
Rotary 15 gal, 30 gal,55 gal 10gpm@4120 strokes 2000SSU_ CI, S, Graphite, POM, NRB Paper Dayton 4VCR2 
Rotary 15 gal, 30 gal,55 gal 15gpm @ 120 strokes 2000 SSU S, Cl, Buna Dayton 4HA38 
Hand Pump Only . Acid, Base 
Rotary 5 gal, 15 gal, 30 gal, 55 gal 10 gom @ 120 strokes 2000 SSU S, Cl, Buna Rubber Dayton 4HA34 & Solvent 
Rotary 5 gal, 15 gal, 30 gal, 55 gal 27 gom @ 120 strokes 1500 SSU S, Cast AL, Cl, NRB PE Dayton 4HA35 Basic 
Metered Dispensing with Manual Shut-Off Pump with 
Rotary 15 gal, 30 gal, 55 gal 10gpm@120strokes 2000Ssu ©!:S: Graphite, POM, NRB Paper, = avion §=—s G HKVA Disch 
Aluminium, Buthil Tereftalat y eo 
Unmetered Dispensing with Manual Shut-Off Hose 
Lever 15 gal, 30 gal, 55 gal 2/7 oz. per stroke 1500 SSU AL,S, SS,PT,NBR Dayton 2RUK2 No. 494P35 
Piston 5 gal 2 oz. per stroke 5000 SSU N, Rubber, S, PVC, BR, AL Dayton 5XA53 
Piston 55 gal 25 02. perstroke 1500SSU Mh Buna, FIFE Resi, Fill-Rite  1P892 aan 
Rotary 55 gal 13 0z. perstoke 1500SSU Cl, Buna-N, 301 SS, Zinc-Plated S Fill-Rite 1P893 Item Wetted Materials* Brand No. 
Rotary 59 gal 13 0z. perstoke 1500SSU Cl, Buna-N, 301 SS, Zinc-Plated S Fill-Rite 4FY14 General Purpose Hand Drum Pumps Accessories 
Acid, Base and Solvent Bung Adapter Polypropylene Dayton 1DLT4 
Basic Pump with Discharge Hose Fume Barrier Polypropylene/Viton Dayton  1DLT6 
Piston 15 gal, 30 gal, 55 gal 28 oz. per stroke 1500 SSU PVC Action Pump 494P34 Suction Strainer Polypropylene Dayton 1DLT8 
Piston 30 gal, 55 gal 28 Oz. per stroke 650 cP PVG, PE Action Pump 6PFL1 Suction Strainer Kynar Dayton 1DLU1 
Piston 30 gal, 55 gal 36 02. per stroke 650 cP PVC, PE Action Pump 6PFLO Quick Disconnect Polypropylene Dayton 1DLU7 
Siphon 15 gal, 30 gal, 55 gal 4 oz. per stroke 1000 SSU PVC Action Pump 494P35 Drum Pump Bracket 3048S Dayton 1DLU6 


* ABS = acrylonitrile butadiene styrene, AL = aluminum, BR = brass, EPDM = ethylene propylene diene monomer rubber, N = nylon, NBR = nitrile butadiene rubber, NR = nitrile rubber, NRB = 
nitrile Buna-N rubber, PE = polyethylene, POM = acetal, PP = polypropylene, PPCP = polypropylene co-polymer, PPS = polyphenylene sulfide, PT = polyacetal, PTFE = polytetrafluorethylene, PVC = 
polyvinyl chloride, PVDF = polyvinylidene fluoride, S = steel, SS = stainless steel, TP = thermoplastic polyurethane. 













QB 
Digital Hydronic Manometers & 


Meters help balance hydronic heating and cooling entered. Meter also calculates brake power, heat flow, Cv (Kv) 
systems and check pump performance. factors, and impeller sizing. Stores up to 1000 data points for 
No, 5LB25—Meter displays differential, high-side, and later recall or download to a PC using the USB interface. Also 


low-side pressures simultaneously, without having to includes interface cable and software. 

change hose connections or instrument valve settings. Nos. 48GC43 to 48GC48—Feature a field-adjustable 
Features a backlit display. Includes a carrying case, damping function that lets you choose the level of display aver- 
hose set, batteries, and an AC adapter. aging rate corresponding to the fluctuation level. Models also 
No. 5LB24—Has all the same features as No. 5LB25, [ve a ih ae Ha and ener arias all 
plus displays volumetric flow when a Cv (Kv) factor char fae aa : anni a : ; i rhe a i cee 
is programmed, Up to 100 Cv (Kv) factors can be provides auxiliary illumination for low-light conditions. 


Pressure Pressure Pressure Operating FlowRange Power Mfr. Item = _ 
Range _ Resolution Accuracy Temp. Range (gpm) Source Battery Life Brand Model No. 





+/-2068 kPa, 0.001 psi, 4 4° to 45°C, 4 AA Cell Minimum HM 675 5LB25 
4/-300 psi_ 0.01 kPa #1 OfTdD gqetg 113° 9 10.9999 Batteries 12 hrs. ‘PS! Alnor ~Hir gas SL B24 
0 to 15 psi 490A-1 48GC43 
Oto 30 psi 0.01 psi 490A-2 48GC44 
Oto 50 psi ; ' ; QV Alkaline 490A-3  48GC45 
Oto200 psi 0.1 psi 490A-6  48GC48 
0 to 500 psi 490A-5 48GC47 
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Liquid Level Switches 





Scan. Order. Done. 
Details on page A1. 





— Sensing Solutions since 1959 
¥ | Vertical-Mount Liquid Level Switches 
These float switches mount in the top and/or bottom of a tank or vessel to actuate High/Low alarms, control 
— 4 relays, PLC’s, or other low power devices. Encapsulated, magnetic dry contact reed switches can deliver 
Seas No. more than 5 million switching cycles at rated electrical loads. 
No. ~  4YM31 On select models, operation can be changed to be Normally Closed or Normally Open (dry, empty tank 
nail conditions) by removing and flipping the floats. 
During installation, Adjustable Vertical models can be set lower by up to 2", or higher by up to 69". 
Tank Operating Max. 
Connection VA Temp. Pressure Switch Overall Float Float Float Stem Stem Mfr. Item 
Item Size Rating Range (psi) Function Length Material Length Dia. Material Length Model No. 
Vertical Open Tank 
30 221°F Max. 150 OpenOnRise 32.94" Buna N 1.25" 0.90" Brass 32.00" M4168-2 2ZY50 
” “i Brun Ciauid 30 221°F Max. 150 Selectable 32.94" Buna N 1.25" 0.90" Brass 32.00" M4168-3 2ZY51 
eval Sure 34 NPT 30 302°F Max. 150 CloseOnRise 2.94' Stainless Steel 1.59" 0.90" Stainless Steel 2.00" M4169-1 2ZY52 
30 302°F Max. 150 OpenOnRise 32.94" Stainless Steel 1.59" 0.90" Stainless Steel 32.00" M4169-2 2ZY53 
f| j 30 302°F Max. 150 selectable 32.94" _ Stainless Steel 1.59" 0.90" Stainless Steel — 32.00" M4169-3 2ZY54 
cs — 30 221°F Max. 50 OpenOnRise 4.06" Buna N 1.00" 1.00" Brass 4.06" M3782 11K183 
No. 15 221°F Max. 50 OpenOn Rise 1.85" Polypropylene 0.63" 0.58" Polypropylene 129° M3326-NPT 5DYC4 
2ZY89 15 221°F Max. 50  CloseOnRise 1.85" Polypropylene 0.63" 0.58" Polypropylene 1.25" M3326-NPI-NO 5DYC3 
15 221°F Max. 100 Open On Rise 1.41" Polypropylene 0.44" 0.78" Stainless Steel 0.75" M4035 oDYC6 
30 221°F Max. 15 Selectable 220° Kynar 1.00" 1.00" Kynar 1:63. M9000 2ZY35 
) 30 221°F Max. 15 Selectable 2.20" Kynar 1.00" 1.00" Kynar 1.63" MS9000 2ZY45 
~I Ye NPT 30 221°F Max. 100 Selectable 225° Polypropylene 1.00" 1.00" Polypropylene 1.63" M8000 2A5904 
Ss 30 221°F Max. 100 CloseOnRise 2.25" Polypropylene 1.00" 1.00" Polypropylene 163° Ms000-NO  S5DYC9 
30 221°F Max. 100 Selectable 225 Polypropylene 1.00" 1.00" Polypropylene 1.63" MS8000 2ZY43 ft 
ET? 30 221°F Max. 150 Selectable 2.20" Buna N 1.00" 1.00" PBT 1.63 M7000 4YM35 
30 221°F Max. 150 Selectable 2.20" Buna N 1.00" 1.00" PBT 1.63" MS7000 2ZY42 + 
| 30 392°F Max. 300 Selectable 2.25" Stainless Steel 1.19" 1.13" Stainless Steel 16a" M5000 4YM31 
60 221°F Max. 100 Selectable 3.38 Polypropylene 2.00" 1.50" Polypropylene 2.63" M8800 2A592 
aiid bevel 60 221°F Max. 100 Selectable 3.38" Polypropylene 2.00" 1.50" Polypropylene 2.63. MS8800 2ZY44 
Saiich 60 221°F Max. 150 Selectable 3.00. Buna N 200° 125° Brass 2.63" M4300 2A553 
V4 NPT 60 392°F Max. 200 Selectable 3.38" Stainless Steel 2.00" 2.13" Stainless Steel yasKY M5600 2A501 { 
60 482°F Max. 200 Selectable 3.02 Stainless Steel 2.10" 2.13" Stainless Steel 2.63" M5917 2ZY27 
| 60 482°F Max. 200 Selectable 3.00" Stainless Steel 2.00" 2.13" Stainless Steel 2.63" MS5917 2ZY41 t 
100 221°F Max. 100 Open On Rise 300° Polypropylene 2.00" 1.50" Polypropylene 3.00" Mé8800-PR S5DYD1 
100 392°F Max. 500 Selectable 3.38 _ Stainless Steel 2.00" 2.00" Stainless Steel 2.63" M5600-PR 4YM33 
| 15 221°F Max. 50 Open On Rise 185: Polypropylene 0.63" 0.58" Polypropylene je M3326 4YM29 
¥e-16 UNC 15 221°F Max. 50 CloseOnRise  1.85' Polypropylene 0.63" 0.58" Polypropylene Ilo M3326-NO 4YM30 
os 30 221°F Max. 100 Selectable 225° Polypropylene 1.00" 1.00" Polypropylene 1.63" Ms000B oDYC7 
ci 30 140°FMax. 50  OpenOnRise 1.99" Polypropylene 0.75" 0.88" PVC 1.55" M8000-C —-2zY91 
60 221°F Max. 150 Selectable 12.00" Buna N 2.00" 1.25" Brass 10.50" M4302-7807-1 2ZY87 
E% 9 NPT 60 221°F Max. 150 Selectable 72.00" Buna N 2.00" 1.25" Brass 70.50" _M4302-7807-6 2ZY88 
No. 4 60 392°F Max. 200 Selectable 12.00" _ Stainless Steel 2.00" 2.13" Stainless Steel 10.50" M5602-7808-1 2ZY89 
2ZY87 f 60 392°F Max. 200 Selectable 72.00" _ Stainless Steel 2.00" 2.13" Stainless Steel 70.50" M5602-7808-6 2ZY90 
Ya NPT 30 221°F Max. 100 Open On Rise 7.90" Polypropylene 1.00" 1.00" Polypropylene 6.75" M8085 3VU46 
a YeNPT 60 392°F Max. 200  OpenOnRise 8.25" __Stainless Steel 2.00" 2.13" Stainless Steel io M5605 3AY51 
~ Multi-Level 60 221°F Max. 100 — Selectable hae Polypropylene 2.00" 1.50" Polypropylene Adjustable  ML8888  3VU49 
iquid Leve 
ii Switch 2NPT 60 221°FMax. 150 Selectable fey BunaN 2.00". 1.25" Brass Adjustable  ML4444 © 3¥U48 
2s 60 392°FMax. 200 — Selectable tera Stainless Steel 2.00" 2.13" Stainless Steel Adjustable  ML5555  3VU47 
= 30 221°F Max. 25 OpenOnRise — 2.20' Polypropylene 1.16" 1.88" Polypropylene 1.63" — M8000-ULL-NC 2ZY74 
= 30 221°F Max. 25 CloseOnRise 2.20" Polypropylene 1.16" 1.88" Polypropylene 1.63" — M8000-ULL-NO 2ZY75 
4 Ultra Low 30 221°F Max. 25 OpenOnRise 2.20" Polypropylene 1.16" 1.88" Stainless Steel 1.63" — M8020-ULL-NC 2ZY76 
Level Liquid NPT 30 221°F Max. 25 Close On Rise 220° Polypropylene 1.16" 1.88" — Stainless Steel 1.63" M8020-ULL-NO 22ZY77 
Switch q : 30 221°F Max. 25 CloseOnRise 2.25" Buna N 1.16" 1.88" PBT 1.63" _M/000-ULL-NO 2ZY63 
No. 30 221°F Max. 25 OpenOnRise 2.25" Buna N 1.16" 1.88" Stainless Steel 1.63" _M4400-ULL-NC 2ZY60 
3AY51 30 221°F Max. 25 CloseOnRise 2.25" Buna N 1.16" 1.88" Stainless Steel 1.63" _M4400-ULL-NO 2ZY61 
30 221°F Max. 25 CloseOnRise 2.25" Buna N 1.16" 1.88 Brass 1.63" M4500-ULL-NO 2ZY65 
a Vertical 
— Industrial 
ee = — 100 — 20.88" Polypropylene 2" 1%" 316 Stainless Steel 18%" 4651-12802 54JJ30 
Transmitter 
= t Rated explosion-resistant. ¢ Includes slosh shield. 
Reciee 


Sensing Solutions since 1959 


Tethered-Mount Liquid Level Switches 


Switches are designed to provide inexpensive, efficient, reliable level 
detection in large open vessels, water tanks, reservoirs, Sumps, and 
ponds. A microswitch inside a molded polypropylene float detects fluid 
level change and generates a Start/Stop, Open/Close, or alarm actuation 
signal. Paddle-shape No. 2ZY80, oval-shape No. 11K185, and bulb-shape 
Nos. 11K187 and 11K188 have a contact rating of 16A at 250V. 61-ft. 
cable, except No. 11K188 cable is 321 ft. long. 





No. 2ZY80 





Float 
Max. Max. Switch Overall Float Float 
VA __ Liquid Pressure Contact Length Float Length Dia. Mfr. Item 
Rating Temp. (psi) Form (in.) Material (in.) (in.) Model No. 
8A _158°F 14.7 SPDT 9.63 Polypropylene 5.63 — M4546 11K185 
8A 158°F 14.7 SPDT 6.5 Polypropylene 6.50 4 M4548 11K187 
onthe poe Lilet i6A— 147 SPDT 5.95 Polypropylene 5.95. — M4189 27Y80 
16A 158°F 14.7 SPDT 6.5 Polypropylene 6 4 M4549 11K188 
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Liquid Level Switches, Controllers & Leak Detection Alarms 
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Sensing Solutions since 1959 
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These encapsulated, dry contact reed switches can deliver more than 5 million switching cycles at rated electrical y 
loads, and are suitable for controlling relays, PLC’s, or other low power devices. You can set switches for High or 
Low alarm points, or Pump Up to Pump Down operation when mounted into the side of a vessel or tank. Also can be 

mounted outside of a vessel or tank using an NPT coupling, or from the inside using a bulkhead fitting (UNC/UNF) and 

gasket. Models with dual NPT threads are indicated in the table with the mounting thread first (outside mount). Most 

switches can be set Normally Open or Normally Closed by rotating them 180°. 


Side-Mount Liquid Level Switches eS 








Tank Operating 
Connection VA Temp. Max. Switch Overall Float Float Float Stem Stem Mfr. Item 

Size Rating Range Pressure Function Length Material Length Dia. Material Length Model No. No. 2ZY20 
Ye" NPT 30 392°F Max. 50 psi Close On Rise 5.12" Stainless Steel 1.00" 1.54" Stainless Steel 2.74" 382/7-3NO 2ZY23 
Ye" NPT 30 392°F Max. 50 psi Open On Rise 5.12" Stainless Steel 1.00" 1.54" Stainless Steel 3.50" M3827-3  2ZY22 rite 
Ya" x Yo" NPT 30 221°F Max. 100 psi Selectable 3.70" Polypropylene 1.75" 1.00" Polypropylene 2.75" M8710 2ZY34 
Ya" x Yo" NPT 30. —392°F Max. 300 psi Selectable 4.60" Stainless Steel 2.00" 0.63" Stainless Steel 4.60" M5910 2ZY26 Tt 
¥e-16 UNC 15 221°F Max. 50 psi Selectable 1.85" Polypropylene 0.63" 0.58" Polypropylene 1.24" M3326-SM  11K182 Nee J 
¥e-24 UNF 30 = 221°F Max. 100 psi Selectable 2.96" Polypropylene 1.00" 1.00" Stainless Steel 2.96" MS8010 SDYD2 a 
¥e-24 UNF 30 221°F Max. 150 psi Selectable 2.96' Buna N 1.00" 1.00" Brass 2.96" M4010 2ZY24 
¥e-24 UNF 30 392°F Max. 300 psi Selectable 2.96" Stainless Steel 1.19" 1.13" Stainless Steel 2.96' MS5010 = 2ZY40 + : 
¥e-24 UNF 30 392°F Max. 300 psi Selectable 2.96" Stainless Steel 1.19" 1.13" Stainless Steel 2.96" M5010 4YM32 =... & 
Yo" NPT 30 221°F Max. 100 psi Selectable 2.75" Polypropylene 1./5° 1.00" Polypropylene 2./9' M8750 5DYC2 anal " . 
Yo" NPT 30 266°F Max. 100 psi Selectable 2./5' PBT 2.11 U60: PBT 2.10. M7750 2ZY31 —* sa i. 
Yo" NPT 30 266°F Max. 100 psi Selectable 2./5' PBT 21060: PBT ‘WE, M7725 2ZY29 * —_— «= 
Yo" NPT 30 392°F Max. 50 psi Close On Rise 5.12" Stainless Steel 1.00" 1.54" Stainless Steel 2.74" M3827-2NO 2ZY21 No. 2XC13 4 
Yo" NPT 30 392°F Max. 50 psi Open On Rise 5.12" Stainless Steel 1.00" 1.54" Stainless Steel 3.50" M3827-2 2ZY20 ° 
Yo" x Va"NPT = 30 = 392°F Max. 300 psi Selectable 5.00" Stainless Steel 0.75" 0.65" Stainless Steel 5.00" M3727 oDYC8 i. 
Yo" x Yo! MNPT 30 221°F Max. 100 psi Selectable 2.75' Polypropylene 2.11° 0.65° Polypropylene 2./5' M8s700 2XC13 a - 
Yo" x Yo" NPT __ 30. ~—-266°F Max. 100 psi Selectable 2.75" PBT 2.11 U6o: PBT 2:1). M7700 4YM36 ge 
Yo" x Yo" NPT 30. —-221°F Max. 100 psi Selectable 2.75" Kynar 2.11 U5" Kynar vey M9700 2ZY36 ~ — - 
Yo" x Yo" NPT 30. ~—392°F Max. 300 psi Selectable 4.60" Stainless Steel 0.75" 0.13" Stainless Steel 4.60" M5920 4YM34 T 
Yo'x ¥' NPT 30. -221°F Max. 100 psi Selectable 2.25" Polypropylene 2.06" 0.50" Polypropylene 2.25' = M8/00-C_ _—2ZY93 
Yo" x 1" NPT 30 = 221°F Max. 100 psi Selectable 4.00" Kynar 2.11" 0.65" Kynar 2.84" M9705 2ZY37 
Yo" x 1" NPT 30 221°F Max. 100 psi Selectable 4.00" Polypropylene 1.75" 1.00" Polypropylene 2.96' M8705 2ZY33 t 
Yo" x 1" NPT 30 _392°F Max. 300 psi Selectable 4.60" Stainless Steel 2.00" 0.63" Stainless Steel 4.60" M5900 2ZY25 Tt 
Yo-13 UNC 30 392°F Max. 100 psi Selectable 3.19" Stainless Steel 1.00" 1.00" Stainless Steel 3.19" M5970 2ZY28 
%-11 UNC 30 221°F Max. 100 psi Selectable 4.02" Polypropylene 1.75" 1.00" Polypropylene 2.96' M8790 4YM37 
%-11 UNC 30 221°F Max. 100 psi Selectable 4.02" Polypropylene 1./5" 1.00" Polypropylene 3.31" M8/90-14/4184 2ZY83 No. 4YM37 
%-11 UNC 30 _266°F Max. 100 psi Selectable 4.02" PBI 2.11 069° PBT 2.96" M7790 2ZY32 
1" NPT 100 221°F Max. 100 psi Selectable 4.43° Buna N 3.00" 0.92" BunaN 4.43" M4190-BU 2ZY86 ' 
1" NPT 100 302°F Max. 150 psi Selectable 5.81" Stainless Steel 4.00" 1.00" Stainless Steel 5.81" M4190 2ZY84 
1" NPT 100 302°F Max. 900 psi Selectable 3.98" Stainless Steel 2.04" 2.04" Stainless Steel 3.98" M4190-HP 2ZY85 ——p 
1%" NPT 200 257°F Max. 100 psi Selectable 5.50" Stainless Steel 3.00" 1.50" Stainless Steel 5.50" M4065 2ZY92 
—_ 60 221°F Max. 100 psi Selectable 3.89" Polypropylene 2.00" 1.50" Polypropylene 2.50" MSB8800 2ZY48 ~* ws i eas 

Oo. 


* 4" spade connector. t Rated explosion-resistant. ¢ Includes slosh shield. **Vertical open tank mounting. 
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Level Controllers 
= Temp. range: -40° to 

149°F, except No. 12U422 

is -40° to 158°F 
Use with an ultrasonic or pres- 
sure level transmitter to provide 
the liquid level in a tank or sump 
container. Can provide local relay 
control, or transmit output signal to another device or controller. Easy-to-read 
display is simple to configure with push-button display module. Nonvolatile 
memory. LED display. % DIN panel mount, except No. 12U422 is 35mm DIN rail. 
Polycarbonate enclosure, except No. 12U422 is polypropylene. NEMA 4X (IP65) 
rated faceplate, except No. 12U422. Models include 4-20mA repeater, except 
No. 12U424. 







No. 
11K221 


No. 12U422 





A of : vi ; ag a a rane He 
= igits ource Voltage nput ype Relays td. ode 0. 
Leak Detection and 4 120/240 VAC Field Selectable — SPDT 2 CE _LC52-1001 12U422 
Se eee 85 to 265VAC T15VAC_ — 0 CE,UL,cUL LI55-1001 12U424 

Alarm/Shutoff Systems a a ec 6 85 to 265VAC 115VAC SPDT 2  CE,UL,cUL LI55-1211 12U425 
85 to 265VAC T15VAC_ SPDT 4. CE,UL,cUL LI55-1411 12U426 


= Temp. range: 14° to 112°F 

Initiate an audio alarm and automatically shut off water flow when leak is 
detected, except Nos. 11K230 to 11K232 have an audio alarm only. Excellent 
for dwellings that may be unoccupied for days or weeks. 120VAC, except 

No. 11K230 is 9VDC. All have a 12-ft. power cord and an 8-ft. sensor cord. 
No. 11K221 is for use with water tanks and water heater tanks. Nos. 11K230 
and 11K231 are for use with beakers, dishwashers, frozen pipes, leaky drains, 
sinks, Sump pumps, and tabletop containers. 


MOTOR & PUMP UPGRADE Projects 


The Grainger Energy Services Team is your 
resource to help with auditing, specifying, 





Pipe Size - Max. No. of Mfr. Item i i i ‘meIAr 

watery tem. Valves Pressure Sensors Model No. easy oe ae seat 

ater Heater Leak Detection : -094- verifying energy-efficient motor and pum 
and Alarm Shutoff System Va 80 psi 1 RS-094-3/4 11K221 ; des | ca pump 
To x¥e' 80 psi 1 RS-090-E 490Wg99 ils le aka 
Condensate Pan Overflow _ _ { RS-097  11K232 > Visit grainger.com/energyservices 
Audible Alam ystems 
Battery Operated Audible _ _ 
Water Alarm System _ | RS-095 — 11K230 
Audible Water Alarm with _ _ ; RS-096 11K231 


Security System Tie In 
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No. 36Y076 





No. 36Y075 


+GF+t 


Flow Transmitters 


= Power input: 12 to 24VDC, regulated 


Convert flow sensor signal into a 4-20mA signal for long-distance transmission. 
Great for flow control and monitoring, filtration or softener regeneration, and 





No. 36Y077 


Flow Transmitters, Totalizers, Sensors & Level Sensors 








Scan. Order. Done. 
Details on page A1. 









No. 
5NFK7 


+GPF+ 
Battery-Powered 
Flow Totalizers 


Digital display indicates flow rate and totalized 
flow volume simultaneously. Include 1 sensor input. Great for water treatment 








feed pump pulsing. ROHS compliant. 


systems, filtration systems, and process flow monitoring. Nos. 5NFK7 and 
5NFK8 feature display, adapter, and flow sensor. Nos. 5MXR7 and 5MXR8 are 


_ Flow Power Output Mfr. Item ee 
Description Range Req. Type ieee sits j display-only units. No. 5MXR7 is field mounted; No. 5MXR8 is panel mounted. 
ield-Moun - - 
Panel-Mount °'99999gpm = 12-S2VDG_— 4/20mA_——3-9900-1P __ 36Y075 Connec. Flow Power Mir. Item 
Mtr. Item Size Range Req. Model No. 
Description For Use With Model No. Y2" to 4" 0.95 to 793 gom 2 AA Size 3.6V Lithium Thionyl Chloride Batteries 3-8150-PO 5SNFK7 
Angle Adapter 3-9900.396 36Y078 ¥2" to 8" 0 to 3000 gpm 3.6V Battery, AA (2) 3-8150-1 5MXR7 
Battery Module Assembly Mfr. No. 39900-1P 3-9900.393 36Y076 Ya" to 8" _0 to 3000 gpm 3.6V Battery, AA (2) 3-8150-1P_ SMXR8 
Mounting Kit 3-8050. 36Y077 5"to 8" 62 to 3100 gpm 2 AA Size 3.6V Lithium Thionyl Chloride Batteries 3-8150-P1 5SNFK8 
Flow Sensors +GFt 






er Se, wig iy 


ag ey SS 


No. 332920 


Insertion Tee 


No. 5MXT3 


+GF+ 
Insertion Tees and 


2-Pc. Clamp On Saddles 


= Max. temp.: 140°F 

= Schedule 80 

= PVC construction 

Insertion Tees feature a slip 
connection. Clamp On Saddles are 
2-pc. and have a max. pressure of 
180 psi and EPDM gasket material. 
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Nos. 5MXP5 and 5MXP6 have the widest range of flow rate 
and volume measurement in plastic pipes, from 1 gpm in 1" 
pipe to 3,100 gpm in 8" pipe. Open-cell rotor construction 


Paddlewheel Repair Kits Nos. 332920 and 332921 include 
paddlewheel rotor, pin, and 2 O-rings. 






ensures linear, repeatable output up to 20 fps, with linearity For Mfr. Item 
0 x . Description Pipe Size Flow Range Std. Model No. 
of +1% of full scale. 25-ft. cable is Standard; transmits up to 0.95 to 793 gpm P51530-P0 SMXP5 
200 ft. without amplification. Rated for 220°F at 25 psi, 70°F pa iaIeUne 9" 0.28to793 gpm CE,UL,  3-2536-PO 5MXP7 
at 200 psi. 62 to 1247 gom CUL, ROHS P51530-P1 5MXP6 
Nos. 5MXP7 and 5MXP8 are great for low-flow or high elec- Sto 8 18 to $118 gpm —— — 
tronic noise applications. Insertion-type paddlewheel sensor Heseriition Type Model Vy 
generates an open-collector (Hall effect) pulse output propor- pa udiewnee! Repair Kit Red Cap P51550-4 332920 
tional to flow rate as low as 0.3 fps. Designed for systems Blue Cap __3-2536.321-1_ 332921 
' . . Wl " H 1 M Mf . It 

ranging in size from /% to 8 , with max. velocity of 20 fps. Description Presenre Model No. 
Feature +1% full-range linearity and +0.5% repeatability. Flectronic Flowmeter 180 psi @ 68°F P31536 5MXP9 

PL ne 

EchoPod® Ultrasonic 

Level Sensors 

= Max. pressure: 30 psi 

= Temp. range: 20° to 140°F 

Sensors measure liquid height in a specified range, then No. 

12U415 





transfer data to an external device such as a controller, 
indicator, PLC, or telemetry device. Great for inventory 
control or process monitoring. Easy to configure—without 
the need for an input card—using free WebCal software 
and included USB key fob. Narrow 2" or 3" mounting 
band allows use in tight spaces. Input: 24VDC (loop), 
except 12-24VDC/AC for No. 12U418 and 12-28VDC for 
12U419. Type 6P enclosure. Corrosion-resistant PVDF 
(polyvinylidene fluoride) material with Viton® gasket 

and polycarbonate enclosure. FM Approved for U.S. and 
Canada. CE Certified. ROHS compliant. 2 


Clamp On Saddle 
No. 5MXU2 


Dead Beam Mfr. Item 
Pipe Pipe Mounting Range Accuracy Res. Band Width Output Model __No. 
Size - Size - 49.3" 0.125" 0.019" 2" 2 dtoD0mA, 2-Wire DL10-01 12U414 
Pipe Fitting Item Pipe Fitting Item f n ay «  4to 20mA and : 
Fitting Length No. Fitting Length No. 49.2 0.125 0.019 2 2 (4) SPST Relays DL14-01 12U415 
Insertion Tee erg ae On aes {"NPT 9.8ft +0.2%ofRange 0.039" 4° 2" (4) SPST Relays DL24-01 120416 
ye 14" STA 3° 5" 5MXU4 49.2" 0.125" 0.019" 2" 2 (4) SPSTRelays DS14-01 12U418 
"47" 5MIXT5 4° 5" 5MIXU5 ; pr pe 0 t0 5V, Oto 10V 
124" 5MXT7 6" 5" 5 MXU6 hes ree 0.019 2 or 976 to 2000Hz DAI0-01 12U419 
rr O"NPT 18 ft. +0.2% ofRange 0.079" 8" 3" (4) SST Retas DL34-01 120417 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Multipoint Ultrasonic 
Level Switches 


= Max. pressure: 30 psi 

= Temp. range: -4° to 140°F 
= Output: 4-20mA, 1 SPDT relay, 2 SPST (NO) relays 
EchoSwitch® general-purpose sensors provide continu- 
ous noncontact level detection up to 26.2 ft. (8m), 

with 3 programmable relays for level switch or control 
functions and 4-20mA signal output. The sensor is No. 
programmed by an integrated push-button display 12U446 
module. Each relay can be configured on a single 

set point (high or low level alarm) or latched on 2 set 

points for automatic fill/empty in simplex (1 pump or 

valve), duplex (2 pumps), or triplex (3 pumps) level 

control modes with selectable time delay and fail-safe 










logic. Embedded level controller can reduce costs by iounting Range Voltane acura Aas art pHi HE ” 
replacing external control hardware. Noncontact sensor =: ,py7 _9.8ft. 12-28 VDC +0.2% of Range 0.079" 4" 2" LU80-5107 120448 420443 
is excellent for corrosive, sticky, or dirty liquids, and is oo Sete Pa ae i — Sr — Fear abd 

broadly selected for pump lift station, sump, and dry NPT —,18.ft. 95-250 VAC = — 8's LU 74-5004 120442 

tank level applications. CE Certified. ROHS compliant. BO eee nant oa 


EchoSonic® Ultrasonic Level Sensors «s_- ~=*£Giwain= 


= Max. pressure: 30 psi Automatic adaptive signal filters allow plug-and-play operation with 
= Temp. range: optimized obstacle recognition and output signal filtering. General- 
-4° to 140°F purpose sensors have a corrosion-resistant polyvinylidene fluoride 


= Output: 4-20mA, 2-wire (PVDF) transducer with Viton® gasket and NEMA 4x polycarbonate 
enclosure—good for corrosive, ultrapure, sticky, or dirty liquids. 
Included USB key fob simplifies configuration using free WebCal soft- 
ware. Automatic temperature compensation. FM Approved for U.S. and 
Canada. CE Certified. ROHS compliant. 







Input Dead Beam Mfr. Item 
Mounting Range Voltage Accuracy Res. Band Width Model No. 
1" NPT 9.8 ft. 0.019" 4" ; LU27-01 12U437 No. 
16 ft. 24 VDC +0.2% of 0.039" 3 3. LU23-01 12U438 12U437 
2" NPT 26.2 ft (loop) Range 0.079" 3S ch LU28-01 12U439 
32.0. 0.079" oi oh LU29-01 12U440 


row ae 


Point Level Sensors 


= Max. pressure: 150 psi at 77°F (25°C) 

= Temp. range: -40° to 176°F (-40° to 80°C) 

= Accuracy: +1mm in water 

Use in applications where single or multiple alarm activation points are required, such as in low-level 
reorder or high-level alarm. Sensors can detect dry or liquid at specific points inside a tank and signal an 
alarm or control a pump or valve. Compatible with controllers, devices, or PLCs that accept dry contact 
input. 3%" NPT. No. 12U435 has a failsafe feature that alerts when unit requires maintenance or replace- 





- No. 
died 12U430 


ment. Nos. 12U432 and 12U433 are rated intrinsically safe. Contact is SPST relay, except No. 12U434 is J 
SPDT reed. Universal mounting for installation through top, side, or bottom of tank. Thermoplastic construc- yr 
tion resists corrosion. Include 10-ft. cable. 
Input Contact Mfr. Item 
Item Repeatability Material Voltage Rating Output Std. Model No. 
Optic Leak Detector +0.5mm in Water Polypropylene 12-36 VDC 60VA, 1A max. 4 or 20 mA or relay CE LO10-1305 12U430 
Ultrasonic Level Switch +0.5mm in Water Polypropylene 12-32 VDC 60VA, 1A max. 4 or 20 mA or relay CE, CSA LU10-1405 12U432 
Ultrasonic Level Switch +0.5mm in Water PFA 12-32 VDC 60VA, 1A max. 4 or 20 mA or relay CE, CSA LU10-2405 12U433 
Vertical Buoyancy Switch +1mm in Water Polypropylene 120VAC/VDC 15 VA, 0.25A Max. Reed CE LV10-1301 12U434 
Vibration Level Switch +0.5mm in Water Ryton 12-36 VDC 60VA, 1A max. 4 or 20 mA or relay CE LZ12-1405 12U435 
Capacitance Level Switch +0.5mm in Water Polypropylene 12-36 VDC 60VA, 1A max. 4 or 20 mA or relay CE LP15-1405 12U436 


Piww ae 


Level Indicator 


General-purpose indicator requires no programming and can repeat the eet 
measured value, display the relay status, and the set point configuration of the Shyer tie 
attached sensor. Model features 6-digit LCD with 4 relay indicators and a panel 
mount enclosure. NEMA 4 (IP65) faceplate. 

No.of Source Temp. Encl. Mfr. Item 


Type Digits Voltage Range Relays _ Material Model No. 
Local Display _6 24VDC__-4° to 140°F 4 Polycarbonate LI40-1001 49K028 
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Details on page A1. 


PUMPS 
Flowmeters/Totalizers 


wx , 
FLIQGMEC 


Flowmeters/Totalizers 
DIGITAL WATER METERS 









= Battery included; order replacement 32ZN69 
No. 1YEC4 on page 2683. 
Display 2 totals (cumulative and batch) and 
rate of flow; press display button to toggle 
between readings. Register up to 999,999 x 
100. Nos. 4TJR4 to 4TJR8 have slip-on spigot 
connections that fit Schedule 40 pipe and No. 
Schedule 80 fittings. 36WJ95 
Fluid 
ELECTRONIC METER jHousing Gone boniies: El Display eee Temp. Mfr. Item 
jac j aterial* ize ype ange % ressure Range Wetted Materials* Brand Model No. 
= 2AAA batteries included Digital Water Meters, Magnetic Sensor, Max. Viscosity: 530 SSU 
For use with urea, AdBlue®, Yo" Spigot 1to 10 L/L 3.0 225psi 32° to 140°F jugs econ Great Plains Industries TM050 4TJR4 
DEF. windshield fluids, b pigo 0 10 gpm gal. +3. psi 0 ungsten a e, Great Plains Industries 
sisal Mee Sa Sip (Male 5 to 80 apm gal C28. — 208 psi 3910 140°F Great Plans Industries TM100—aTJRB 
; +3. r ustri 
media. Not for use with fuel 1" Slip Male {0 to 100 gpm gal_/L +3.0 295 psi 32° to 140°F Great Plains Industries TM1504TJR7 
and oils. Features resettable 2 Slip (Male) 20 to 200 gom gal./L +3.0 220 psi 32" to 140°F 316 SS, Ceramic, Great Plains Industries TM200 4TJR8 
batch total and nonreset- Ya FNPT to 10 gpm gal./L +3.0 220 psi_ 32° to 140°F PVC, PVDF, Great Plains Industries TM0o0-N_4TJR9 
d ya FNPT 2 to 20 gpm gal./L +3.0  225psi 32° to 140°F Tungsten Carbide Great Plains Industries TMO/5-N 4TJT1 
table batch totalizer. PVC TT FNPT 5 to 50 gpm gal./L +3.0  225psi_ 32° to 140°F Great Plains Industries TM100-N 4TJT2 
1%" FNPT 10 to 100 gpm gal./L +3.0  225psi 32° to 140°F Great Plains Industries TM150-N 4TJT3 
LUBE METER z FNPT 20 to 200 gpm gal./L #3.0 225 psi_ 32° to 140°F Great Plains Industries TM200-N 4TJT4 
Batteries included 2 Spigot 40 to 400 gpm _gal., cu. ft.,cu.M,L  +3.0  225psi 32° to 140°F Great Plains Industries TM300 6XGN4 
corned, pasties defi | OO cena ee en OO i ee 
: - - : to gpm gal., cu. ft., cu. M, +3. psi 32° to 140° reat Plains Industries 7 
Flange 
ment meters are designed q Spigot 60 to 600 gpm gal., cu. ft..cu.M,L +3.0  225psi 32° to 140°F Great Plains Industries TM400 6XGN7 
for engine oils or transmis- 4 FNPT 60 to 600 gpm _gal., cu. ft..cu.M,L +3.0  225psi_ 32° to 140°F Florocarbon Great Plains Industries TM400-N 6XGN8 
, 150 Ib. ano oc _ Acetal, Ferrite, ; ; 
sion fluids. Measure batch, 7 ; 4 7 Flange 60 acca gal., cu. ft.,cu.M,L +3.0 225psi 32° to 140°F PVC. PEEK, SS Great Plains Industries TM400-F 6XGN9 
ectronic Meter, Max. Viscosity: 
reset total, and nonreset ylon f° FNPT  1.3t032qgpm gal.L.pt. qt. +1.0 145 psi 14°to 122°F Nylon, SS Dayton 327N69 32ZN69 
total. Oval gear rotors. Lube Meter, Max. Viscosity: 1000cP ; 
FUEL AND WATER METERS ‘“luminun % = FNPT 0.26to7.8qpm gal.,L, pt, qt. #051500 psi 23° to 131°F “VRC HIRAM: Great Plains Industries LM51DN 36WJ95 
‘ Fuel Meters, Max. Viscosity: 40 SSU 
° ee 1" FNPT 3 to 30 gpm gal. +5 300 psi_14° to 130°F 316 SS, Aluminum, Great Plains Industries O1A31GM 1YEF6 
ne y In- sae a Aluminum 4" ENPT ~~ 10 to 100 Ipm i +5 300 psi 14° to 130°F cere ane Great Plains Industries 01A31LM 1YEF7 
' atteries include Water Meters, Max. Viscosity: 40 SSU 
Provide low-flow measure- ili FNPT _ 38 to 30 gpm gal. +0 100 psi_ 14° to 130°F 31655, Ceramic, Great Plains Industries 113255-4 1YEF8 
ments with a resettable Nylon 4" FNPT 10 to 100 Ipm L 150 psi 14°to 130° Nylon. Tungsten Great Plains Industries 113255-5 1YEF9 


4-digit electronic display. 


* 316 SS = 316 stainless steel, LCP = liquid crystal polymer, PEEK = polyether ether ketone, PVC = polyvinyl chloride, PVDF = polyvinylidene fluoride, 
SS = stainless steel. 





No. 





No. 
20YC27 20YC37 
Fluid 
Housing Power Connec. Flow Accuracy Max. Temp. Wetted Mfr. Item 
Material* Req. i Range (%) Pressure Range Materials* Model No. 


Size 
Electronic Flowmeters, Reed Switch and Hall Effect Sensor, Max. Viscosity: 4600 SSU 





20YC13 3.6V Battery (Incl.) 14" 3t09.5gph 0.5 495psi 5°to 140°F 316 SS.C, PTFE  OM004S513-826R7G20YC13 

Loop Powered Ye 0.13t09.5gph 0.5  495psi 5°to 140°F  316SS.C, PTFE _OM004S513-820G6 20YC14 

3.6V Battery (Incl.) 4" 0.5to27gph 0.5 495psi 5°to140°F  3165S.C,PTFE OM006S513-820G5 20YC15 

n> : 316L SS — 3.6V Battery tt % 4to145gph 0.5 495psi 5°to140°F 316S5S,C, PTFE OM009S513-826R7G20YC16 

FLO QOMEC 3.6V Battery (Incl.) 4" 0.2610 10.6gpm 0.5 990 psi 5°to 140°F 316 SS, PPS PTFE OM015S003-826R7G20YC17 

3 GV Battery (Inol) 18" 4 to 66 gum 0.8435 pst =4° 10 260°F — 316 86. PPS PTFE —OM0408003-826R/G20YC19 

attery (Inc 2 to 66 gpm 5 9 psi -4° to 250° : ff 

Oval Gear Flowme+ters —Pes36vBatterytinc) — t* 2.6 to 40. gpm 0.573 psi -4° to 250°F PPS, PTFE OM025P003-820G5 20YC20 

3.6V Battery (Incl. % 0.13 t09.5gph 0.5  220psi -4°to 250°F 316SS, AL,C, Viton OM004A511-826R7G20YC21 

= FNPT connections, except Nos. 20YC27 3.6V Battery (Incl. YA 0.5 to 27 gph 0.5  220psi -4° to 250°F 31655, AL, C, Viton OM006A511-820G5 20YC22 

d 20YC28 are fi d aL __3:6V Battery (Incl. % 0.26t0 10.6 gpm 0.5 580psi -4°to 250°F AL, PPS, Viton | OM015A001-826R7G20YC23 

an are Tange 3.6V Battery (Incl. | 1" 2.6to40gpm 0.5 580 psi -4° to 250°F AL, PPS, Viton OM025A001-822G5 20YC24 

= Nos. 20YC14 and 20YC34 3.6V Battery (Incl.) 1%  4to66gpm 0.5  435psi -4°to 250°F AL, PPS, Viton OM040A001-822G5 20YC26 

deA-90 mA OUTDLT 3.6V Battery (Incl. 2° 8to120gpm 0.5  285psi -4°to 250°F_ AL, PPS Viton _OM050A001-846R7G20YC27 

provide &-2U MA OuIpU 3.6V Battery (Incl) 2" 8 to 120 gom_0.5 285 psi -4° to 250°F 316 SS, PPS, PTFE OM050S003-84265 20¥C28 

Rotating-gear design offers accurate low- 316. SS Hr Efact B/oavDG V4 6.51027 gph 0.8 408 pst 4°10 80°F 31688-C. PTFE OMO068513-20220YC30 

Foe eae ole cedrat e ete ec ACHES RONDE — feo et Go — ee — Set et ao pepe — ar Se ACC Vion — SHOE TT 909 DOVE 

i ini i a ect 5 9" .26 to 10.6 gom Oo psi -4° to 250° _ AL, C, Viton 5A511-222 20YC32 

and chemicals. The 8 digit to 3 decimal 316L SS _3:6V Battery nc) % 0.26to 10.6 gpm 0.5 990 psi -4° to 250°F 316 SS, G PTFE OMO015S513-829G5 20YC33 

point display can provide batch total 3.6V Battery (Incl. Ye" 0.26 to 10.6 gom 0.5 990 psi_-4° to 250°F 316 SS, C, PTFE OM015S513-822G6 20YC34 
and rate of flow. Also can provide a pulse ea - 40° to Acetal, AL, Buna N 

tout Ao ail ' AL — 1 , to40 gpm —#0.25  S0psi_ yo5er Neodymium, PPS, SS 139121-06  407L04 

SHIP Of d is AO Maed Mer eal Mechanical Flowmeter, Max. Viscosity: 4600 SSU 
communicate with batch controllers, data AL 1" 261040 gpm 1 580psi -4°to 250°F_ _—AL, PPS. Viton OM025A001-820M4 20YC37 


loggers, and PLC’s. Display is NEMA 4. 


2682 GRAINGER. 
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* 316 SS = 316 stainless steel, AL = aluminum, C = carbon, PPS = polyphenylene sulfide, PTFE = polytetrafluorethylene. 
Find even MORE on Grainger.com® 
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Find the wy. Find Solutions. Find Great Prices. Flowmeters/ Totalizers 
Turbine Flowmeters/Totalizers and Accessories “ZQMEC [G77 
= FNPT connections ACCESSORIES External Power Module— 

Self-contained units can be field serviced. Display Adapter Kit— Use with Pulse Access 

Select PVDF housing for water and chemi- sit seaaen reading of Module No. 1YEB9 to provide 

cals; aluminum for petroleum products; vertical meters. meters with an external 7 to 

brass for water; and 316 stainless steel for ; 30VDC power source. 

water, petroleum products, and corrosive dete KitAssembly— = ansmitter, 

chemicals. For extended selection, go to Allows remote monitoring : me sata. 
; 4-20mA—Transmits indus 

Grainger.com®. or meter readout for high- ha Sandan analea Cigna 

temperature and specialized y aes ies 
TURBINE FLOWMETERS/TOTALIZERS applications. from meter to interface. 





Display 2 totals (cumulative and batch) and Battery Kit—Includes 2 


Pulse Access Module— 





rate of flow; press display button to toggle batteries = 
oie No. 1XPR8 
between readings. Register up to 999,999 x le ats bah a 
100. Read in gallons and liters. Run approxi- if ie ae ore) ' 
mately 5 yr. on 2 lithium batteries (included). Oe! Compatible equipment. 
Fluid 

Housing Power Connec. Flow Accuracy Max. Temp. Wetted Mfr. Item 
Material* Reg. Size Range (%) Pressure Range Materials* Model Brand No. 
Turbine Electronic Flowmeters, Magnetic Sensor, Max. Viscosity: 530 SUS 

AL Yin 1to10gpm_ _+1.5 300 psi G2A05NO9GMA Flomec 1YEA2 

AL ¥in 2to20gpm  +/-1 300 psi 316 SS, G2A07NO9GMA Flomec 1YEA3 

AL Tin 5to50gpm  +/-1  300psi AL, CER, G2A10NO9GMA Flomec 1YEA4 

AL T%in 10to100 gpm +0.75 300 psi PVDF, WC G2A15NO9GMB Flomec 1YEA5 

AL 2in 20to200gpm +0.75  300psi G2A20NO9GMB Flomec 1YEA6 

BR Yin 1to10gpm +1.5 300 psi G2BO5NO9GMA Flomec 1YEA7 

BR ¥in 2to20gpm  +/-1  300psi 316SS, G2BO7NO9GMA Flomec 1YEA8 

BR 9 Tin 5to50gpm  +/-1 —300psi Brass, CER, G2B10NO9GMA Flomec 1YEA9 ' 

BR ithium 1210 10to 100 gpm +0.75 300 psi_ 0°to + PVDF,WC G2BiSNO9GMB Flomec 1YEB1 , No. 1XPT6 

BR patteries_2 in 20 to 200 gpm +0.75 300 psi_ 140°F G2B20NO9GMB Flomec 1YEB2 

PVDF Yin 1.2to12gpm +1.5 100 psi CER, | G2PO5NO9GMA Flomec 1YEB3 
. Fluorocarbon, 

PVDF tin 5to50gpm 4/1 100 psi PVDF G2P1ONO9GMA Flomec 1YEB4 Mfr. Item Mfr. Item 
HS) Yin 1to10gpm  +1.5 1,500 psi G2S05NO9GMA Flomec_ 1XPR3 Description Model __No. Description Model __ No. 
SS Yin 2to20gpm _ +/-1_ 1,500 psi 316 SS. CER G2S0/7NO9GMA Flomec_ 1XPR8 Turbine Flowmeter Accessories, Turbine Flowmeter Accessories, 

SS Tin 5to50gpm +/-1__ ‘1,500 psi PVDE WC G2SI0NO9GMA Flomec 1XPT6 GREAT PLAINS INDUSTRIES GREAT PLAINS INDUSTRIES 

tS) 1%in 10to100 gpm +0.75 1,500 psi G2S15NO9GMB Flomec 1XPW2 . . : External Power 7 

SS 2 in 200 200 gpm 20.75 1.900 psi G2S20NO9GMB Flomec 1YEA1 _(PSPlay Adapter Kit 125260-01 1YEB7 | \qqquie 125070-1 1YEC1 
Turbine Electronic Flowmeters, Max. Viscosity: 530 SU Remote Kit _ . ; 

AL Tin O.3t03gpm #15 300psi 4,04, 316SS,AL, 03A30GM  Flomec 13K554_ _ Assembly Eee eee | ee ow ee 

AL — Qin 30to300gpm #15 300psi 140°r CER, Ferrite, qgnaoqq Flomec 13K556 Pulse Access 125060-1 1yeB9 | Battery Kit 113520-1 1YEC4 + 


Nylon, WC Module Power Source 
* 316 SS = 316 Stainless Steel, AL = Aluminum, BR = Brass, CER = Ceramic, PVDF = Polyvinylidine Difluoride, SS = Stainless Steel, WC = Tungsten Carbide. ¢ Also for use with digital water meters. 


Sensors & Controls 








Flow Sensors, 
Monitors, and 
Indicators 
TURBINE FLOW SENSORS, 4ALZ1 
FT-110, FT-210, AND FT-330 
SERIES SPADE 
=. MEX Die SSure: 2) Bs Connec Pulses Flow Eee Accuracy a viene: 
= Max. operating temp.: 21 2°F Size (in.) per Gal. Range (gpm) Range t® F) (%) No. No. 
nylon, 176°F Noryl® FLOW RATE MONITORS, RFO SERIES Sensors, FT-110 Series, Nylon 12 Housing 
= 0.5% repeatability, except = Max. operating temp.: 180°F 174000131020 ALZs | —4Az3 
7 
+5% No. 19H256 polypropylene case, 212°F brass case 4 MNPT — 34000 0.26 to a 919 3 1ALZ7 tALZ2 
= 24V max. = Compact panel-mount housing 3800 0.261066 {AMIB4 {ALZ5 
= 3-ft. cable High-visibility rotors and solid-state 26,200 _0.13to1.3 1ALZ6 = 
c l di . ; ; ; : Sensors, FT-210 Series, Nylon 12 Housing 
= Can replace dispensing electronics provide visual confirmation YMNPT 83.200 0.026 to 0.65-4°F to 212°F 3 — 19H256 
timer systems of accurate flow rate pulsed output for Sensors, FT-330 Series, ory! Housing «RRC 
Compact, economical sensors water purification/dispensing systems YeMNPT —a9343-—02t020 410176 +2 ZARKO = 
for OEM applications that require and coolant systems. 4" and 2" units BRASS CASE 
low-flow liquid monitoring. These include low-flow adapters for 0.1 to 1.0 erie BUNA dale 
hall-effect turbine sensors provide | and 1.5 to 12 gpm ranges, respectively. NO-RING$ | 0-RINGS4 
accurate pulsed-output meter- Max. viscosity: 200 SSU. “Sie Volts _perGal Range (%o) | Now Now 
ing despite changes in system Monitors, RFO Series, Max. psi* 100PP, 200 Brass 
a i: = filt FLOW INDICATORS, RFI SERIES i 24 2200 O0.5to5gpm _+/ 1AMB8 1AMD1 
pressure caused by aging MIters. = Max. operating temp.: 180°F A od 610 4to20gpm #15 {AMB9 {| 1AMD2~ + 
Standard power and output polypropylene body, 212°F brass body vA 24 366 5to30gpm_ _—+10 = 1AMD3 
ficat 1 trofittina t 24 178 8to60gpm +15 1AMD4 
specilications allow retroritting to = Either port may be used Indicators, RFI Series, Max. psi* 100PP, 200 Brass 
existing controllers. Max. viscos- for incoming flow a — — ue tg ; gpm — AND ult 
Bias 2 — — 0 20 gpm — 
ce oe to 70 Bright orange rotor provides simple, “ = = to 3 gpm = = a 
direct visual flow confirmation on heat ae a 
FT-330 Series—Designed for exchangers and plastic injection molding . Item For Use With No. 
i i ccessory 
water and beverage dispensing equipment. Remove bayonet mounting DIN Connector With Cable and Pull-up Resistor 19H256 19H257 
applications. lens for quick cleanout. Low-flow adapter * Pressure limit stated for 70°F, and is lower at higher temperatures. ¢ Accuracy is +7% when 
= NSF 61 listed included. Max. viscosity: 200 SSU. using the low-flow adapter. # See optional Rate Meter/Totalizer No. 1MEW7 on Grainger.com®. 
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Flowmeters Details on page Al. 
For 
Pipe Connec. Connec. Flow Mfr. Item 
N Size Size ‘Type Range Wetted Materials Includes Model No. 
Pease Disc Series Engineered Polymer Housing 57-PaNat — 
' : , Polyethylene, oca : “DA. 
yy" -& NPT 0.5t0259pM — Norv Nvion, SAN Register _+-M25-750PNPB-RA-GAXX — 29FJ90 
Disc Series NSF 61 Low Lead Brass Housing 
Ys" 5%" =~ NPT 0.5 to 25 gpm Nol Nelow, SAN ea M25-625LNPA-RA-GAXX  29FJ91 
ya NPT 0.5 to 25 gpm Thermal Plastic i Local M25-750LNPB-IS-GAXX _20CL48 
37,0 37, ransmitter : Te. 
ST Re ae v/s a NPT 0.75 to 35 gpm pe eienvere, Raqister en Es 20CL49 
Vs NPT 0.75 to 35 gpm soca] 35-751 [NPB-RA-GAXX — 29FJ92 
No. ia pT NPT 1.2510 70.90 eet Non” Register = M70-100LNPC-RA-GAXX  29FJ93 
29FJ96 {NPT 1.25 to 70 gpm Local _ M70-T00LNPC-TS-GAXX  20CL50 
4 1%" Flange 2.5 to 120 gpm NEE M120-150LNSF-TS-GAXX 20CL51 
— 11" 
Em in r d p [ mer 1%' NPT 25t01209pm —_By7_ polyethylene cee M120-150LNSF-RA-GAXX 29FJ94 
g as e y : Badger Met Noa non, 2a T at M170-200LNSG-TS-GAXX 20CL52 
aagger Wvieter 2 Flange 2.5 to 170 gpm ransmitter 70- -1S- 5 
and Lead-Free 9 Register 
Brass Flowmeters 2" NPT 2.5to170 gpm Reciter M170-200LNSG-RA-GAXX 29FJ95 


Turbo Series NSF 61 Low Lead Brass Housing 


= Fluid temp. range: Use to measure water flow in resi- 


32° to 80°F dential and commercial potable water 7 
= Max. pressure: 150 psi systems, medical systems, desali- 6" 
= Accuracy: +1.5% nization equipment, and in water 
= Mechanical dial display treatment and distribution systems. 10" 


se m6) 2A es 


AFrULJIAT LEVEE 


Lead-Free Brass 











Bronze, Thermal Plastic, 





a Flange 5 to 550 gpm Stainless Steel RT-O300BRNPNSX-TS-GAXX 29FJ96 
4" Flange 10 to 1250 gpm cone ner nee . Local RI-O400BRNPNSX-TS-GAXX 29FJ97 
Ff assivate tainless Transmitter 
6 Flange 20 to 2500 gpm Steel, Thermoplastic Register RT-O600BRNPNSX-TS-GAXX 29FJ98 
8 Flange 30 to 4500 gpm_ Bronze, Thermal Plastic, RT-O800BRWPNSX-IS-GAXX 29FJ99 
10" _ Flange 50 to /000 gpm Stainless Steel RT-1000BRNPNSX-TS-GAXX 29FKO01 
ModMAG 






Electromagnetic Flowmeters 


o No. 
Inline Flowmeters = Fluid temp. range: = Accuracy: +0.25% eoPFOs 
= Fluid temp. range: 35° to 105°F ° 2 

M P ae : No. 22UM71 0° to 178°F 

= Max. aha ps! Feature no moving parts in the flow stream and are 

= Accuracy: +1.5% oe suitable for use in beverage, chemical, food, pharma- 

= 6-digit display, except No. 22UM64 is 5-digit ceutical, water, and wastewater applications. 

Mechanical flowmeters feature a multi-jet chamber to help assure For 

accuracy over a wide range of flows with low head loss. The load is ae eg oe. care aad a 

equally distributed on the impeller to help prevent weal and maintain he" Yh" 0.08 to 34 gpm M20-TE-005-F15-S-AC-XX-MM-XX-VAC-GR-XX 49DF02 

accuracy. Ideal for use in car washes, water chlorination, water treat- 0.21 to 84 gom M20-HR-010-F15-S-AC-XX-MM-XX-VAC-GR-XX 49DF03 

ment in cooling tower and boiler systems, and other applications that ye ie ree 2 aap aah M20-HR-020-F15-8-AC-KXCMMEXX-VAC-GR-XX “9DF05 

require proportional control. 3° 3" 150 lb. 2.21 to 883 gpm M2-030-R1-A-MWW-S-XXGF-STD 49DF06 
4" 4" ‘Flange ‘3.30 to 1320 gpm M20-HR-040-F15-S-AC-XX-MM-XX-VAC-GR-XX _49DF07 

For Connec. Connec. Mfr. Item 7 - 

Pipe Size Size Type Flow Range Model No. 6 6 7.85 to 3141 gpm M20-HR-060-F15-S-AC-XX-MM-XX-VAC-GR-XX 49DF08 
3" 3" NPT 0.25 to 20 gpm MTR104-G 22UM64 8 8 15.69 to 6278 gpm M20-HR-080-F15-S-AC-XX-MM-XX-VAC-GR-XX__49DF09 
hi {" NPT 0.75 to50 gpm -MTR304-G _22UM70 10" 10 25.05 to 10021 gpm _M20-HR-100-F15-S-AC-XX-MM-XX-VAC-GR-XX 49DF10 
TH" TH NPT _1.5t0100 gpm MTR404-G _22UM71 i 33.61 to 13445 gpm _M20-HR-120-F15-S-AC-XX-MM-XX-VAC-GR-XX 49DF11 

For 

Pipe Connec. Connec. Flow Max. Chamber Mfr. Item 

Size Size Type Range Pressure Material Model No. 
ee ans B110-375-1/2 _ 6NZR9 

8 2 = a 

Hp" 7" 0.6 to 3 gom B1i0-379 GNzT2 

A Ai B110-500-1 

yA Ai B110-750- 

ys 1" NPT 2to 1S gpm 5000 psi 216 Stainless ~""'B 170-750 6NZT4 

—— sEaan ae — SE 

® il : 9 to 50 gpm - 

H@ ; : 

Blancett Ve ie 15 to 180 gpm arto aval 
- z Py 40 to 400 gpm B111-120 6NZT9 
Turbine ue — i 5 to 50 B132-100 6NZU0 
2 : : to 50 gpm : 

TH" 15 to 1 . 316 Stain B132-150 6NZU1 

Flowmeters and Accessories a > Wafer Ag 400 gpm 3705 psi eee SS — 8435-900 NUD 
Flowmeters—Rugged construction features tungsten carbide 3 3 60 to 600 gpm B133-300 ™ aes 
rotor shaft for demanding industrial applications. CSA Certified. For Use With Model _—No. 


Turbine models are compatible with corrosive or abrasive 
fluids; for pipelines, production/injection fields, and mining. For 
Blancett® 3A/Sanitary turbines, go to Grainger.com®. 


Item 
Monitor Displays (Required) 
Advanced Flow Monitor Display 


6NZT4 thru 6NZT9, 6NZUO thru 6NZU3 
6NZT4 thru 6NZT9, 6NZUO thru 6NZU9, 6NZVO thru 6NZV2 
6NZT4 thru 6NZT9, 6NZUO thru 6NZU3 
Mir. No. B110-750, 6NTZ5, 6NTZ6, 6NTZ7, 6NTZ8, B111-120, 


B30AM-CS 6PZU1 
B30AR-CS_6PZU3 
B30BM-CS 6PZU0 


j _ ° ° Basic Flow Monitor Display B132-100, B132-150, B132-200, B133-300, B16C-003A-0BA, iy 
= Fluid temp. range: -150° to 350°F B16C-005A-OBA, B16C-007A-OBA, B16C-105A-OBA, B16C- BS0BR-Cs 6PZU2 
= Accuracy: +1% of reading 107A-OBA, B16C-108A-0BA, B16C-110A-OBA, 6NZV1 6NZV2 

a one 0 Accessories 

= Repeatability: +0.1% Cable 10 ft GNIZTA thru BNZT9, BNZU0 thru BNZUS B00-221 GPZU4 

‘ 7 . 51- 
Monitor Displays—Allow greater contro! of your flow operations 6NZT0, 6NZT3 B951-105 6NZV9 
and feature advanced connectivity design that lets you connect 6NZT1, 6NZT4 B251-108 eNZWo 
meters to your network for remote monitoring and for process Sas PAC TA 

tomation capabilti Turbine Flowmeter eNZt7 GNZTE 5251-116 6NZWS 

automation capabilities. Ki : 

i | | | | MELE Heals 6NZT9 B251-120_6PZT9 
Accessories—Repair Kits are designed for easy field repair of ona BSEe oT ae 
damaged flowmeters; no need to replace the entire unit. Kits are 6NZU2 B253-290 GNZV6 
factory calibrated to help provide accurate output. 6NZU3 B293-330_6NZV7 
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GRAINGER CHOICE® PUMPS 
Find the wy. Find Solutions. Find Great Prices. Flowmeters 
Aluminum Air and = =jHedland Water Hedland’ 
Gas Flowmeters Flowmeters 
= Fluid temp. range: Read in standard cu.-ft./min. Variable-area Standard 
-20° to 240°F (scfm); compensate for system meters are offered = Fluid temp. range: 
= Max. pressure: 1000 psi pressures between 40 and 130 with a direct- -20° to 240°F 


= Accuracy: +2%, 
except where noted 
= Viton® seals 


psi. Anodized aluminum body, 
piston, and cone. Install in any 
position, at any angle, even after 
90° elbows; no need for special | 
turbulence-reducing fittings. 


reading scale. Install 
in any position, even 
after 90° elbows, 
with no need for 


= Accuracy: +2% (except 
where noted) 

EZ-View® 

= Fluid temp. range: 32° to 





For special turbulence- 
Pipe Connec. Connec. Flow Mfr. Item reducing fittings 250°F (except where noted) 
Size Size Type , Range Length a_lodel No. = Accuracy: +5% 
.o too scfm 71A-005 4 * _ 
Vr Ya 21020 scfm 41%6' H271A-020 4NNC2 * For No. 4NMZS_ No. 4NNF4 
3 to 30 scfm H271A-030_4NNC3* No. 4NNC1 Pipe Connec. — Connec. Flow Mir. Item 
FNPT —3t0.29 scfm H671A-025 4NNC4 Size Size Type Range Length Model No. 
Yr" 5to50scfm 6%" H6/1A-050 4NNC5 Standard 
40 to 100 scfm tara aes Brass Housing, 3500 psi Max., Viton® Seals : 
sn 95 to 250scim /*"° ~H77iA-250 4NNC8 “i Wy oe ean giv HOBBES ANI 
* +7% accuracy. 0.2 to 2 gpm H205B-020 4NMZ/ ~ 
beet Seo MN 
= ° Ff ; .o t0 5 gpm ' oB-005 4 
Aluminum Water- Hedland ee 7 {tot0gpm 5 ~He05B-010  4NNAA 
— uo 7086-008 4NNA3 
.o t05 gpm 705B-005 4 
Based Flowmeters a ie 1 to 10 gpm H705B-010  4NNA4 
”4 ‘ 2 to 20 gpm H705B-020  4NNA5 
= Fluid temp. range: -20° to 240°F Direct-reading scale AGEN Ti 7%" 588-090 — ANNA 
=» Max. pressure: 3500 psi and guard can be 1" {" 1 to 10 gpm H799B-010 __ 4NNAZ 
= Accuracy: +2%, except where noted rotated 360°. Install Stalnless Steel Housing, S000 psi Wax Viena gon AEST Ee 
= Viton® seals in any position. = v -_ : FNPT 2 to 20 gpm 7%6 _H755S-020 4NNAQ 
For i : = . 
, Polysulfone Housing, Brass Fitting, 325 psi Max., Buna N Seals 
Pipe Connec. Connec. Flow Mfr. Item 
Size Size Type Range Length Model No. 0.5 to 4 gpm H624-004 __4NNE7 
« ip 44 1 to / gpm 37, H624-007 4NNE8 
0.1 to 1 gpm H213A-010 4NMY6 Vy > FNPT 77010 7H H624-010 ANNES 
an’ 0.2t02 gpm 41%6" H213A-020 4NMY7 * , a 15 gpm HeO01 6 ANNET 
0.5 to 0.50 gpm H213A-005 4NMY5 * oe oem : 
= 0.5 to 4 gpm H625-004 4NNF4 
0.2 to 2 gpm H613A-002 4NMY8 a HeO5-007-——2NNEE 
ue oayeS”C*WN#PT. «0.5 to 5 gpm a5, _H613A-005 4NMY9 o£ 2pm - 
> Vp {to 10 gpm ©" —He13A-010--ANMIZ1 Ya Ys MNPT {to 10 gpm BV H625-010  4NNF6 
- {to 16 gpm H625-016  4NNF7 
{to 15 gpm H613A-015 4NMZ2 Ts HeO5-098 ANNES 
ay 2 to 20 gpm 3, _H713A-020 4NMZ3 . opp — 0.29 OPM : 
Ys Ys 30 30 apm TAS 7431-030 4NMZ4 Polysulfone Housing, Polysulfone Fitting, 325 psi Max., Buna N Seals 
a 0.5 to 4 gpm H621-004  4NNE1 
+7% accuracy. ; fo 7 gpm H621 -007  4NNE2 
- a to 10 gpm 5 Y4" 621-010  4NNE3 
3 "Hedland { | MNPT “+4016 gpm 4 H621-016  4NNE4 
ee ae os Ne 
to 28 gpm - 4 
Flowmeters Polysulfone Housing. PVC Fatima, Buna 4 Seals a erent Ned 
' : : : ocket to m : - 4 
= Fluid temp. range: -20° to 240°F Have a direct- Radel® Housing, 325 psi Max., Buna N Seals e 7 t 
= Max. pressure: 3500 psi reading 360° os 08 to gam H621-004-R a 
= Accuracy: +2%, except rotatable scale and 4NMV1 '" 1 MNPT Tto 10 gpm 5/4" H621-010-R _ 6KEY1 
where noted guard. Install in any te 18 gom HET ee ores 
= Specific gravity: 0.876 position without 4 to 28 “Ti H621-028-R  6KEY4 
Viton® seal ifici ; Radel® Housing, Brass Fitting, 325 psi Max., Buna N Seals 
7 ° seals sacrificing accuracy 05 bdoam ee £0) ER Jp 
or Q —_— " u to 7 gpm " - {- 
Pipe Connec. Flow Mtr. Item 2 2 FNPT 1 fo 10 gpm 1" “H94-010-R  BJFXA 
Size Size Range Length Model No. 1 to 16 gpm H624-016-R _ 6JFX5 
FNPT Connections 0.5 to 4 gpm H625-004-R__ 6KEW7/ 
0.05 to 0.5 gpm H201A-005  — 4NMV1 {to 7 gpm H625-007-R _ 6KEW8 
yy" Ya 0.1 to 1 gpm 413; ¢" H201A-010  4NMV2 5) 5/" MNPT {to 10 gpm gy;  H625-010-R_ 6KEWS 
0.2 to 2 gpm H201A-020 _ 4NMV3 {to 16 gpm H625-016-R _ 6KEXO 
0.1 to 1 gpm H601A-001 4NMV8 3 to 18 gpm H625-018-R__ 6KEX1 
0.2 to 2 gpm H601A-002  4NMV9 4 to 28 gpm H625-028-R _ 6KEX2 
yp" 1" 0.5 to 5 gpm 65," H601A-005 4NMW1 0.5 to 4. gpm H620-004-R_ _ 6JFYO 
rea Shs — a fei enor One 
to gpm = 5 4 " " " " to gpm " 0-01 0-R 6J Y 
0.5 f0 5 gpm H701A-005  4NMWE M1 a, | Sweat = ——+t9 6 gom TA" “H690-016-R  BJFY3 
5)" 5/! {to 10 gpm H701A-010  4NMW9 3 to 18 gom H620-018-R  6JFY4 
2 to 20 gpm H701A-020  4NMX1 4 to 28 gpm H620-028-R _ 6JFY5 
3 to 30 gpm H701A-030  4NMX2 T to 7 gpm H615-075-R  6KFC8 
Tto 10 gpm 76" H761A-010  4NIMX5 13" 1" 2 to 25 gpm H615-025-R  6KFC6 
2 to 20 gpm H761A-020 4NMX6 : ; 5 to 50 gpm H615-050-R _ 6KFC7 
4 to 40 gpm H761A-040 4NMX8 Tto 7 gpm © “H617-025-R  6KFD4 
gp H801A-050  4NND5 7 to 75 gpm H617-075-R  6KFD6 
14" 14 10 to 75 gpm 10%" H801A-075 4NND6 10 to 100 gpm H617-010-R  6KFD3 
10 to 100 gpm H801A-100 4NND7 Radel® Housing, PVC Fitting, Buna N Seals 
10 to 150 gpm H801A-150 4NND8 0.5 to 4 gpm H629-004-R 6KFA3_ 
SAE Hydraulic Connections 1 to 7 gpm H629-007-R_ _6KFA4_ ft 
0.2 to 2 gpm H600A-002 4NMV4 MNPT {to 10 gpm H629-010-R 6KFA5 + 
yp" 10 0.5 to 5 gpm 654" H600A-005  4NMV5 {to 16 gpm H629-016-R 6KFA6 t+ 
1 to 10 gpm H600A-010 4NMV6 3 to 18 gpm H629-018-R 6KFA7_ + 
T to 15 gpm H600A-015  4NMV7 1 1 4 to 28 gpm 37,  H629-028-R6KFA8 tf 
0.5 to 5 gpm H700A-005 4NMW4 0.5 to 4 gpm : H628-004-R 6KEZ1__‘+ 
5) 42 1 to 10 gpm H700A-010 4NMW5 {to 7 gpm H628-007-R _6KEZ2__‘+ 
2 to 20 gpm 75/¢! H700A-020 4NMW6 {to 10 gpm H628-010-R _6KEZ3_‘t 
3 to 30 gpm H700A-030  4NMW7 {to 16 gpm H628-016-R _6KEZ4_‘+ 
1 16 2 to 20 gpm H760A-020 _ 4NMX3 Sucker 3 to 18 gom H628-018-R 6KEZ5 ‘t+ 
5 to 50 gpm H760A-050 _4NIMX4 4 to 28 gpm H628-028-R 6KEZ6 ‘t+ 
3 to 30 gpm H800A-030 4NND1 {to 10 gpm H619-010-R 6KFE1 + 
1M 20 tom — — 12%" —Hygac075 AND 2 2" stotsepm— 1%" “Hetg-050:R —BkFES + 
10 to 100 gpm H800A-100 4NND4 4 to 28 gpm H619-075-R  6KFE4 ‘+ 
* +7% accuracy. * +7% accuracy. t 32° to 140°F. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2685 
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Flowmeters Details on page Al. 
Portable Ultrasonic Flowmeters Dynasonics 
Designed for quick, non- UFX Doppler 
invasive troubleshooting and Flowmeter Kit—Full- 
verifying system performance pipe only. LCD display. _ Mfr. Item 
during commissioning and/or as Great for concrete slur- Description Model No. 


DXN Flowmeter Kits w/ Case & Clamp- 
part of a scheduled routine/audit. ries, dredging primary — On Transducers & Cables 




















DXN Flowmeter Kits—50 sludge, and waste- ae DXNP-ABS-NN 49DE96 
activated sludge. All Transit Time, 12" to 120" DXNP-ATS-NN 49DE97 
samples per second; full-pipe only, Eli Hvbrid- Transit Time V"to 2" and 
No. 49DE96 ANSI/Copper. Color touch screen ae ee 2" t0.20" Doppler 2" to 120° ans OXNP-AHS-NN 49DE98 
with built-in data logger. sADGUraeN 23% Tee ee ee veins ATare DXNP-AES-NN 49DE99 
= Fluid temp. range: -40° to 350°F filleaeala: - Full, Transit Time %' to 120°; 
= Accuracy: +1% of reading aso G sncoa Ts lector pipe -DXNP-AFS-NN 49DF01 
No. = Transit time = clean fluids can aio range Wall AIRES Gauge Kit with Case-Tyansé 
- _ H H . oppier Fiowmeter Ait Wi ase, iransaucer, 
ai Doppler = solid particulates Acoustic Couplant & 4 AA Batteries 
and/or bubbles Hand Held, 1" Pipe and Above DUFX1-D1  5XPL9 
Doppler = Dynasonics 
Ultrasonic No. 
49DE95 
Flowmeters 
= Accuracy: +2% full scale DFX Flowmeter 
= Flow velocity range: Transmitters—Each 
0.15 to 30 ft./sec. transmitter allows 
Non-invasive meters measure UP to 4 meters to be 
full-pipe flows of liquids interconnected. 
containing suspended particles = Ambient temp. range: E C 
or aerated liquids such as -40° to 185°F No. 5XPNO pynasonics: al 
sewage, mud slurries, and Flowmeter ‘ 
DFX Flowmeter Systems— for most plastic and Design provides non-invasive, TFX Flowmeter Remote-Mount 
Systems include transmitter metal pipes. bi-directional, clean liquid Transmitters—Clamp-on meters require 
and transducer. » Ambient temp. range: measurement with full pipe. Use Transducer No. 49DE94, sold separately. 
=» Ambient temp. range: -40° to 194°F to measure clean fluids with small = Accuracy: +1% of reading 
-40° to 185°F No. 5XPN2 amounts of suspended solids or 


peak agi DTTR Transducer—Strap-on transducer 
aeration in energy monitoring, 











Power Mfr. Item is mounted and wired directly to the 
Source Includes Model No. HVAC, power generation, and water amote-mounted TFX transmitter 
DFX Flowmeter Systems (Transmitter and Transducer) treatment applications. Totalizer ; s si 
115 VAC. —ltansducer For Pipe Size 1" and Above - 5xPN2 — 7HU43 oy = Fluid temp. range: -40° to 250°F 
Transducer For Pipe Size 1 1"- SXPNS — 7HUad options include forward, reverse, =. wenan gypg7 
; Transducer For Pipe Size 1° and Above - 5 = 7HU45 _4- : 
12-28 VDC "Transducer For Pipe Size *" to 1" - 5XPN3 = 7HUA6 and net total. 4-button keypad 
DFX Flowmeter Transmitters Flow 
115 VAC — DDFXD2-ANNA-NN _5XPNO For Meter 
9-28 VDC — DDFXD2-ENNA-NN 5XPN1 Display Housing Flow Pipe Pipe Power Mfr. Item 
Mfr. Item Type Type Material Range Size Type Req. Model No. 
Description For Use With Model No. TFX Flowmeter Remote-Mount Transmitter 
Flowmeter Transducers Backlit 0.00612 to 95-264 
Pipe Size mn 1 and above 5XPNO. 5XPN1  —D194-020-NOOO-N_5XPN2 Ultrasonic “Fay. Aluminum 1,410,000 — — “Van DTFXE-ZN-AKPB-NN 49DE95 
Pipe Size (In.): 0.25 to 1.00 DT95-020-NO00-N 5XPN3 gpm 
Modules DTTR Transducer 
4-20 mA Output Module D020-1045-100 5XPN4 PRT Glass 009792 to 2in any 
Rate Pulse Output Module, 0-2,500Hz 5XPNO, 5XPN1 D020-1045-207 5XPN5 Transducers 9 — Filled 940,420 to Conner —  DTTR-020-NOO0-N 49DE94 
Control Relay Module-Two Form C D020-1045-102 5XPN6 gpm 98 invOPP 
gy impelier <> 
For 
Transmitters Pine Flow Wetted Mfr. Item 
BTU FNPTC AI 4 Materialst Model No. 
owmaters, n-One 
ata reg ccm SSO aD 
No. tn 70 to gpm z 4 
For use in water/wastewater aunn {Vin 4.66t069.93 gpm Brass, PEEK  ~380212000-1202 49DF14 
treatment, irrigation, industrial, Le in ake to o5.18 gpm S802 15000-1202 aS0FI5 
di i ‘ in 49 to 15/7. m - 
and HVAC/building automation —_ Brass Flowmeters—Each sensor comes with 20-ft., "Brass tusertion Flcwmeten 
applications. 2-conductor 20 AWG shielded UL type PTLC 221°F 3 in -_ Tuagaten, UHMWPE 920BR0005-1211 49DF24 
Flow Transmitters—Can (105°C) cable. Brass T Flowmeters, FNPT 7 a 
i 7 -Q° ° 2 In to gpm 
receive sensor data and convert Flutd temp. range: 0° to 221°F Fin 0.41 to 20.6 gpm 250BR0705-1211 49DF20 
it to the desired output that = Accuracy: +1 Tin 0.73 to 36.7 9M pace EPDM. Nylon, -2o0BR1005-1211 49DF21 
represents the flow rate ; : Tin 1.14t0 57.3 gpm ye UHMWPE 250BR1205-1211 49DF22 
p Stainless Steel Insertion Flowmeters—Suitable Tin 1.65 to 82.6 gpm‘ UNgsten, 250BR1505-1211 49DF23 
— 2 in 5.00 to 300 gpm 228BR2005-1211 49DF17 
BTU/Flowmeters—Measure for use in flow control and batch type applications. 5V5in 7°65 to 459 gpm SOSBRI505-1017 JODE18 
flow and temperature differential = Fluid temp. range: 14° to 150°F Stainless Steel Insertion Flowmeters (NEMA 4X Enclosure) 
ica = Accuracy: +1% 1 into 10in 5.50 to 4896 gpm SDI1D1N00-0200 49DF25 
ieee oa 7 "D2 into 36 in 362 t0 63.452 aon SDI1D2N00-0200- 49026 
applications. Output is scaled Mfr. Item into 36 in 352 to 63,452 gpm : 4 
He RS-4 P Modb d Description Model No. 12 into 36in 352to 63,452 gpm _ 316 Stainless Steel, SDI7D2N11-0200 49DF27~ 
pulse and RS-485 (Modbus and Fjgw transmitters 12 in to 36 in 352 to 63.452 gpm Brass, PPS Tip, PEEK SDITD2N10-0200 49DF28 
BACnet). Analog Signal, 9-35VDC 310-00  49DF35 {2into 36 in 352 to 63,452 gpm SDIOD2N00-0200 49DF30 
Fluid t ; BACnet and Modbus Signal, 12-24VAC _340BN/MB-00 49DF34 12 into 36 in 352 to 63,452 gpm SDIOD2N11-0200 49DF31* 
= Fluid temp. range: Lon Works Signal, 12-24VAC/DC 340LW-00 49DF38 12 in to 36 in 352 to 63,452 gpm SDIOD2N10-0200 49DF32 
20° to 260°F sae oe Signal Ae ANAL SON TOpESe * ct display. ee propylene Hy monomer rubber, san ee 
. p ES z olyetheretherketone, = po enylene sulfide, = Ultra-high-molecular- 
= Accuracy: +2% Relay Signal. 12-28VAC 330-00 49DF37_ weight polyethylene. a ale ? 
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TUTE 





GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


PUMPS 
Flowmeters & Flow Switches 





BROOKS 


INSTRUMENT 


Acrylic Variable-Area Flowmeters 


= Max. operating pressure: 100 psi Dim: (in) es No. 
. . ° im. (in. enter-to-Center 
= Max. operating temp.: 150°F Model Accuracy WH _ OD _ Fittings* Inserts aaa 
=» Max. viscosity: 16.4 CST 25 Se 1% 
2020 +38% 1% 6% 3% 
Clear acrylic meters have stable, 9530. +3% 1% 6% 3% 
easy-to-read floats with English or | 49¢0__#2%__1%4_10°%s2 42 
: ' * Back connection mounting. 
metric scales. They are integral- 
valved to permit individual flow 
control in air-sampling equipment, desalinization equipment, medical systems, 
water treatment and distribution systems, swimming pools, and aquaculture ia 
systems. Back-mounted meters (see Model-Accuracy-Dimensions chart) have Connec. Flow Fitting 
standard 10-32 brass inserts for quick installation. uve. —Rangel____Size 
Center- 0.2to25gpm 95.9 
Center 1 to 10 gph O20 
Connec. Flow Fitting Mfr. Item 1 to 10 gph oO: 
Size Ranget Size O-Ring Fitting Includes Model No. 1 to 10 gph Dio. 
me one Val 1025 qph 55 
; 5 ne Valve to 25 gp a 
.04 to .5 Ipm 3° Buna-N Brass on Inlet. 20 OA2A12BVBN 16X850 9 to 25 gph 55" 
.1 to 1 Ipm 3° _Viton Stainless Steel Valves 2510A2A13SVVT 16X851 4 to 40 gph a 
.1 to 1 lpm 3° _ Buna Brass _ Flowmeter Only2510A2A13BNBN 16X852 4 to 40 gph ch 
0.3to3scim 5.5’ Viton Stainless Steel Valves —-2520A4A3/SVVI 5P364 4 to 50 ccm uy 
0.3to3scim 5.5’ Nitrile Brass Valves _- 2520A4A3/BVBN 5P348 Y," 4 to 50 ccm 0° 
4 to 5 lpm 3° _ Viton Stainless Steel Valves 2510A2A14SVVT 16X853 6 to 60 gph Do 
Vy" 4 to 5 |pm 3. _ Buna Brass _ Flowmeter Only2510A2A14BNBN 16X854 6 to 60 gph D0. 
. 2 to 25 lpm 3 _ Viton Stainless Steel _ Valves 2510A2A16SVVT 16X855 10:t0:120.cem: - 5:5 
2 to 25 Ipm 3. _ Buna Brass _ Flowmeter Only2510A2A16BNBN 16X856 20to 240ccm _—3' 
10 to 100 Ipm 3 __ Viton Stainless Steel _Valves 2510A2A18SVVT 16X857 20to 240ccm _—3' 
10 to 100 scfh 5.5’ _Viton_ Stainless Steel Valves 2020A4A34SVVT 5P361 Zotozz20 ccm 3.0" 
10t0 100 scfh 5.5' Nitrile Brass Valves __- 2520A4A34BVBN 5P345 40to400ccm 5.5 
11 to 100 Ipm 3. __ Buna Brass __ Flowmeter Only2510A2A18BNBN 16X858 40 to 660ccm _5.9" 
20to 200 scfh_ 5.5’ _Viton Stainless Steel Valves =» 2520A4A36SVVI_ 5P363 100 to 1500 ccm _ 5.5' 
20to 200 scfh 5.5’ Nitrile Brass Valves 2020A4A36BVBN_ 5P347 200 to 3000 ccm 5.9 
0.5to5scfm 5.5’ Viton Stainless Steel _ Valves 2530A4A6/7SVVT 4UN01 0.25 to 2.5gpm__5.5' 
Vp! 0.5to5scim 5.9’ __Nitrile Brass Valves _ 2530A4A6/BVBN 4UM99 Vp! 0.25to2.5gpm 5.0 
1 to 10 scfm 5.0 _Viton_ Stainless Steel Valves 2530A4A65SVVT 4UM98 0.4to5gpm 5.9 
1to10scim _5.5' _Nitrile Brass Valves _ 2530A4A65BVBN 4UM97 0.5to5gpm _9.5' 
3to25.sctm _8.5' _Nitrile PVC — 2040A5A50PS_ _4UN06 0.4 to 5 gpm — 
1" A4to50scfm  _8.5'_ Nitrile PVC — 2040A5A51PS_ 4UN07 1" 1 to 10 gpm — 
10t0 100 scfm — Nitrile PVC — 2040A5A52PS 4UN08 2 to 20 gpm — 











( Crt 








Pt ia mi 
| _ 20 
No. 
| 4UM99 =" 
=e : No. 
a rt 4UNO6 
+ Giir 
fs . s° " 
. ~ . 
Mfr. Item 
O-Ring __ Fitting Includes Model No. 
Nitrile Brass — 2520Z-001021 5P321 
Viton Stainless Steel Valves 2520A4L45SVVT 5P349 
Viton Stainless Steel Valves 2510A2L20SVVT 16X863 
Nitrile Brass Valves 2D20A4L45BVBN 5P333 
Buna Brass _ Flowmeter Only2510A2L20BNBN 16X864 
Viton Stainless Steel Valves 2520A4L48SVVT 5P350 
Nitrile Brass Valves 2520A4L48BVBN 5P334 
Viton Stainless Steel Valves 2510A2L22SVVT 16X865 
Buna Brass _ Flowmeter Only2510A2L22BNBN 16X866 
Viton Stainless Steel Valves 2520A4L38SVVT 5P353 
Nitrile Brass Valves 2520A4L38BVBN 5P337 
Viton Stainless Steel Valves 2520A4L46SVVT 5P352 
Nitrile Brass Valves 2520A4L46BVBN 5P336 
Viton Stainless Steel Valves 2520A4L56SVVT 5P354 
Viton Stainless Steel Valves 2510A2L11SVVT 16X861 


Buna Brass _ Flowmeter Only2510A2L11BNBN 16X862 
Nitrile Brass Valves 2520A4L51BVBN 5P339 
Viton Stainless Steel Valves 2520A4L50SVVT 5P356 
Viton Stainless Steel Valves 2520A4L52SVVT 5P357 
Viton Stainless Steel Valves 2520A4L53SVVT 5P358 
Viton Stainless Steel Valves 2520A4L54SVVT 5P359 
Viton Stainless Steel Valves 2530A4L64SVVT 4UN03 
Nitrile Brass Valves 2530A4L64BVBN 4UN02 
Viton Stainless Steel Valves 2530A4L66SVVT 4UN05 
Nitrile Brass Valves 2530A4L66BVBN 4UN04 
Nitrile PVC — 2540A5L56P| 4UN11 
Nitrile PVC — 2D40A5A5/PI 4UNO09 
Nitrile PVC — 2D40A5A58PI 4UN10 


ft ccm = cubic centimeters per min. (metric); gph = gal. per hr. (English); gom = gal. per min. (English); lpm = liters per min. (metric); scfh = standard cu. ft. per hr. 


(English); scfm = standard cu. ft. per min. (English). 


Air and Liquid Flow Switches 


= Single-pole, double-throw snap switch 

= Sensitivity flow adjustment screw 

= 120/240VAC operation 

= Full load amps: 7.4 at 115V, 3.7 at 230V 
Additional flow range information is available 
on Grainger.com®, or call 1-800-GRAINGER 
(472-4643). 


Air Flow General-Purpose—for applications 
with medium- and high-velocity requirements. 
Paddle fits 8" minimum duct size (trim to fit 6" 
duct). Sensitivity flow adjustment screw. 


Liquid Flow General-Purpose—Start or stop 
electrically operated equipment such as signal 
lights, alarms, motors, automatic burners, and 


stainless steel paddles that fit 1", 2", 3", and 6" 
pipe; paddle can be trimmed to fit incremental 
pipe sizes. 


applications that need instant switching such 
as water treatment systems, electronic circuit 
cooling systems, compressors, booster pumps, 
and bearings. 


Operating Velocity Max. Material 
Range, Horizontal Operating of Switch Mfr. Item 
(fpm) Velocity (fpm) Construc. Enclosure Model No. 
Air Flow General-Purpose; Air Temp 32° to 300°F 
910 to 1610 2900 Vane: Steel/Brass, Seal: Steel/PTFE NEMA 1 AF-1 4RC76 
Max. 

Min. Flow Max. Flow Wetted Pressure Switch Connection Mfr. Item 
Rate (gpm) (gpm) Materials (psi) Enclosure _ Size (in.) Model No. 
Liquid Flow General-Purpose; Max. Fluid Temp. 32° to 250°F 

9.8 131 Brass, SS, EPDM 160 NEMA 1 1 MNPT F251 2RUL3 

1.5 15 Brass, EPDM, BUNA 150 NEMA 14 ¥4 FNPT FSo-3/4  4RC6/ 

10 1D Brass, EPDM, BUNA 150 NEMA 14 1 FNPT FS5-1 1RF63 
Liquid Flow General-Purpose; Max. Fluid Temp. 30° to 250°F 

5.6 131 Brass, SS, EPDM NEMA 4 1 MNPT FS254  ~=2RUL4 
Liquid Flow High-Sensitivity; Max. Fluid Temp. 32° to 225°F 

0.12 Brass, SS, Viton 100 NEMA 1 ¥4 FNPT FS6-3/4  1RF64 

0.12 2.5 Brass, SS, Viton 100 NEMA 4X ¥4FNPT FS6-W-3/4 1RF65 

0.12 2.5 Brass, SS, Buna-N, Viton 100 NEMA 1 1 FNPT FS6-1 4RC68 

0.12 2.5 Brass, SS, Buna-N, Viton 100 NEMA 4X 1 FNPT FO6-W-1 4RC69 


Liquid Flow industrial/Reavy- Duty Liquid Flow, Max. Fluid Temp. 32° to 300°F; Nos. 4RC72 and 4RC73, -65° to 300°F 
4.8 


Brass, SS, Bronze, PTFE 
Liquid Flow iS aS: Duty, Max. Fluid Temp. 32° 
43 ms oo, PTFE 


48 Lf Brass, SS, Bronze, PTFE 
48 mi SS, PTFE 
48 7.1 Brass, SS, Bronze, PTFE 
T For Use With 
Paddle Kits 
Stainless Steel 2RUL3, 2RUL4 
Bronze 4RC70 to 4RC74 
Stainless Steel 4RC70 to 4RC74 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


300 NEMA1 1 4 MNPT FS7-4  4RC70 


to 300°F; Nos. 4RC72 and 4RC73, -65° to 300°F 

1000 NEMA 1 1% MNPT FS7-4S  4RC71 
300 NEMA 4X = 1 % MNPT FS7-4W ~=4RC72 
1000 NEMA4X 1%MNPT  FS/-4SW  4RC73 
300 NEMA 7,9 1% MNPT FS7-4E 4RC74 
Item 

Includes No. 
1 Each of 1°, 2°, 3°, and 6° Paddles 2RUL5 
1 Each of 1%" and 6" Paddles 2RUL6 
1 Each of 1%" and 6" Paddles 2RUL7 


Liquid Flow Industrial/ 


McDonnell & Miller 
a xylem brand 


VY 


Heavy-Duty—Designed for 

large pipe applications, including heating and hydronic systems, 
metering devices. Nos. 2RUL3 and 2RUL4 have 4 air conditioning, refrigeration, and process work. Paddles can 
be trimmed to suit. Fit 2" to 16" pipe with flow rates up to 998 


gpm. 


Paddle Kits—Designed to replace damaged paddles and 
Liquid Flow High-Sensitivity—For heavy-duty return flow switches to original flow-sensing capability. 
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to piped systems. Replacement 
tube assemblies are available on 
Grainger.com®. ETL Listed to U.S., 
Canadian, and CE standards. NSF 61 
Approved. 


Adjustable-Rate—A timing circuit 


No. ig 
3SHHF1 — 





$e m6) 2A 
AF ULIAr LEVER 





(=) CHEM-TECH is adjustable in 1% increments from 
‘Urrmmerenein 1" 5% to 100% of rated flow for a 
Sila asia an 7 Adjustable- 20:1 turndown ratio. No mechanical 
Mea oO. a 1 
ponies si and Fixed-Rate ee nee 
= = | - — | 
i jus apie Peristaltic control with LCD allows manual or 
Diaphragm Pumps Metering Pumps automatic output adjustment with a 
= Self-priming ae 4-20mA signal. 100:1 turndown ratio. 
Seer eeerde Have chemical-resistant Norprene® Rate Pressure __ Model No. 
0 115V ze Adjustable Rate 
tubing and PVC fittings for flow up to 7.00 gpd 125 psi_XPOO7LAHXG19 3HHF1 


Adjustable single-head metering pumps have a 
double-ball check valve and leak-free sealless 
liquid end. Powered by a high-quality fin-cooled solenoid. Wetted parts: PTFE- 





300cP, even with outgassing (offgassing) eo at He psi SO eLAHNede ree 
nes 00 gp psi 
liquids. Rugged ABS enclosure, control 3900 god 80 psi XPO30LAHXG19 3HHF4 


cover, and rain shield that allows for Fixed Rate 


faced CSPE diaphragm, ABS body, ceramic ball, PTFE seals and O-rings, and PVC/ horizontal/vertical mounting. PVC head ea apd ie B eee SHHES 


polyethylene tubing. Each includes foot valve/strainer assembly, backpressure assembly has toolless design, and ajog 45.00 god 110 psi XPOTSLFHXG19. 3HHF7 


injection valve assembly, 4-ft. suction tubing, 8-ft. discharge tubing, and 4-ft. , ‘qn 30.00 gpd 80 psi XPO30LFHXG19 3HHF8 
bleed valve tubing. Models with PVDF construction are NSF 61 compliant. ee eee Variable-Speed 


strainer, 15 ft. of %" PE suction and 8 00 

: ; 00 god 125 psi XPOO8LVHXG19 4RZK1 

A Plus Series—Allow you to adjust the stroke length and stroke rate. Pumps are discharge tubing, injection quill with 7 17.00 god 110 psi XPO17LVHXG19 4RZK2 

internally dampened to reduce noise and are water-resistant for outdoor use. 33.00 gpd 100 psi_XPO33LVHXG19 4RZK3 
y damp psi backpressure, and extra pump tube. 5599 gnd—80 psi -XPOSSLVHXG19 4R7KA 


C Series—Manual control lets you adjust the stroke length. Models are internally | /%4" MNPT PVC fitting eases connection 100.00 gpd 25 psi XP100LVLXG19 4RZK5 
dampened to help reduce noise. ——_———_— 





E Plus Series—Feature Off/Manual selector switch, indicator lights, and built in ” PVC injection fitting, polypropylene 

circuit protection. 4 4 > strainer with weight, and 15-ft. polyethyl- 
- 2P305 os 

MP Series—Pumps have automatic control, fully scalable 4-20mADC, a ene tubing. Max. viscosity: 300cP. 

20-4mADC, or external pacing. Relay output and stop input. 16-character LCD is &) A VSP Series, Variable Speed—Adjust 

programmable in 4 languages. a AEC, output via an internal knob that varies the 

Note: Tubing is %" 0.D. for Max. Flow to 44 gpd, 2" 0.D. for Max. Flow 96 gpd and higher. = 


ge eee) 2 Af 
AFrULIAr CLEVE 


Wat motor speed. Adjustable from 13 to 100% 


Replacement 5-Function Valves—Easy-to-install, corrosion-resistant of rated capacity. 8:1 turndown ratio. 








valves have a chemical-resistant wetted end, with recessed screws. i : : , , 
PUMPS. |REPAIR KITS Multipurpose Dolphin Series, 10-Min. Cycle Time— 
sfay: Mfatiag sare fan at Peristaltic Adjust output via a solid state current 
Max. Flow Pressure Reproducibility Material Model No. No. - interrupter that cycles power On and Off. 
A Plus Series, 100:1 Turndown Ratio For A Series : 0 
6.00 gpd 150 psi 43.0% GFPPL  LBO2SA-PTC1-G19 | 4UP25 4UP12 Metering Pumps Adjustable from 10 to 100% of rated 
6.00 gpd 150 psi +3.0% PVDF _LBO2SA-KTC1-G19 | 6KYG6 23LY06 = Self-priming to 15 ft. Capacity. 10:1 turndown ratio. 
{2.00 gpd 150 psi +3.0% GFPPL _LBO3SA-PTC1-G19 | 4UP26 4UP13 = 120VAC ; 
{2.00 god 150 psi +3.0% PVDF  LBO3SA-KTC1-G19 | 6KYG7 6KYH5 Replacement Tubes—Include 9'L 
24.00 gpd 100 psi +3.0% GFPPL _LBO4SA-PTC1-G19 | 20LX58 4UP14 Nonclogging, adjustable output, 
94.00 god 100 psi +3.0% PVDF  LBO4SA-KTC1-G19 | 20LX59 | 6KYH6 ies a : ae ar eaical snd Norprene tubing (diameter varies). 
30.00 gpd 100 psi +3.0% GFPPL  LB64SA-PTC1-G19 | 4UP27 4UP14 SS pump Max. Flow Max. Mtr. Item 
30.00 gpd _ 100 psi +3.0% PVDF _LB64SA-KTC1-G19 | 6KYG8 til corrosion-resistant and for use state Pressure, : Model No. 
98.00 god ‘100 psi +3.0% GFPPL LBS4SA-PTC1-G19 | 20LX56 i : i i eries—Variable Spee 
Se emma a ATEN 200570 | 2 rycrogn ptonide and chore, JA SUSR 25 08) WSDL 
C Series, 10:1 Turndown Ratio : .00 gp 
6.00 gpd _80 psi +3.0% GFPPL _LCO2SA-PTC1-G19 | 20LX67 4UP12 Compatible with liquid chlorine, Dolphin Series—10 Min. Cycle Time 
12.00 gpd 80 psi +3.0% GFPPL  LCO3SA-PTC1-G19 | 20LX68 4UP13 panies He fe Hn) 13.00 gpd _ UDTO-XA-LSAUGTS 20LX53 
24.00 gpd 80 psi +3,0% GFPPL LCO4SA-PTC1-G19 | 20LX69 AUP14 Weak acids, detergents, polymers, 60.00 gpd_ 25 psi UB eee retU eta ee 
30.00 gpd 80 psi +3.0% GFPPL  LC54SA-PTC1-G19 | 20LX70 |  4UP14 and wetting agents. Polycarbonate —_-2/.00. gpa UD/S-KA-LSAUGII 20LK9 
E Plus Series, 100:1 Turndown Ratio ForE Series | poaq N 9 se ai tubi Replacement Tubes 
500 gpd 250psi +2.0% GFPPL  LPB2SA-PTC1-G19 | 20LX60 |  4UP12 Cae NOI IS NE PEnStae IOI; aro 2ES0e —_ {013397 WH422 
5.00 gpd 250 psi +2,0% PVDF  LPB2SA-KTC1-G19 | 20LX61 23LY06 Wan: {eehnGliay orovidcs Sanne 
{2.00 gpd 150 psi +2.0% GFPPL __LPB3SA-PTC1-G19 | 20LX62 4UP13 seme career: echnology provides 
12.00 gpd 150 psi +2.0% PVDF _LPB3SA-KTC1-G19 | 20LX63__| 6KYH5 ee nee long life even 
24.00 gpd 100 psi +2.0% GFPPL __LPB4SA-PTC1-G19 | 20LX64 4UP14 
24.00 gpd 100 psi +2.0% PVDF _LPB4SA-KTC1-G19 | 20LX65 6KYH6 ©) CHEM-TECH with continuous- 
41,00 gpd 250 psi +2,0% GFPPL __LPH4SA-PTC1-G19 | 4UP30 4UP14 si duty evcles. 10:1 . 
41.00 gpd 250 psi +2.0% PVDF _LPH4SA-KTC1-G19 | 6KYH1 6KYH6 Chemical t oh ti h 
44.00 god 100 psi +2.0% GFPPL  LPE4SA-PTC1-G19 | 4UP28 4UP14 . urndown ratio. —— 
44.00 gpd 100 psi +2.0% PVDF __LPE4SA-KTC1-G19 | 6KYGS 6KYH6 Metering PVC/polyethylene — 
96.00 gpd 100 psi +2.0% GFPPL __LPG5SA-PTC3-G19 | 4UP29 4UP15 tubing with CSPE =— 
96.00 gpd 100 psi +2.0% PVDF _LPGS5SA-KTC3-G19 | 6KYHO 23LX66 Pumps 
[Sibi tobbs eb Finite aa ne men son 
00 gp psi +2.0% -KTC3- ee and O-rings, exce 
240.00 god 35 psi +7.0% GFPPL  LPH7SA-PTC3-G19 | 4UP32|  4UP17 = Self-priming to 4 ft. seaace g 4 
240.00 gpd 35 psi +9.0% PVDF _LPH7SA-KTC3-G19 | 6KYH3 | 23LX96_—*| = 115VAC egassing models 
600 00 gpd el psi ; 2.07% GFPPL  LPH8SA-PTCB-G19 | 20LX66 42EU79 Compact, chemical-resistant are hypalon. Max. viscosity: 300 cps, except 20 
eries, 1000:1 Turndown Ratio ; Z : iar 
5.00 gpd —_250 psi +2.0% GFPPL LMB2TA-PTC1-G19 | 20LX71 4UP12 pumps provide depend- cps for degassing models. Include injection back 
12.00 gpd 150 psi +2.0% GFPPL  LMB3TA-PTC1-G19 | 20LX72 4UP13 able metering performance, Pressure valve, bleed valve, foot valve strainer 
24.00 gpd 100 psi £2.0% GFPPL  LMB4TA-PTC1-G19 | 20LX73 4UP14 5 dels h "with weight, and tubing. ETL Listed. 
‘400 od —100 pet 29.0% GFPPL—LMEATA-PTCH-G19-[20LX78| AUP | a deqassing valve for use Ma. Flow Max Mir item 
00 gp psi £2.0% -PICT- a degassing valve for use 
96.00 gpd 100psi___+2.0%  GFPPL_ LMGSTA-PTC3-Gi9_20LX76_ 4UP1S | « . 9 simical Kalas able Wartunt Vis Sake Lewathe ue 
120.00 gpd 100 psi +2.0% GFPPL_ LMH6TA-PTC3-G19 | 20LX77__|  4UP16 In Of-gassing chemicals. 3.00 gpd X003-XA-AAAAGI9 33860 
240.00 gpd 35 psi +2.0% GFPPL _LMH7TA-PTC3-G19 | 20LX78 4UP17 All models have a sealed 7.00 gpd X007-XA-AAAAG19 _33M886 
904.00 gpd 20 psi +2.0% GFPPL_ _ LMH8TA-PTCB-G19 | 20LX79 a gearbox and eccentric cam 15.00 apd 100 psi Rolo MacNAGt S3ME59 
tem ; ‘ .00 gp -XA- 4 
= = - Tubing Connec. (in.) No. for reliable dosing, easy 130.00 gpd X030-XA-AAAAG19 33861 
eplacement 5 Function Valves = egassing 
Ys 4UP22 flow rate control and turn 15.00 gpd 499 pj —X015-XA-BAA8-G19___4AKE8 
Vp AUP23 down. Motorized-diaphragm ~30:00 gpd PSI|_ —X030-KA-BAA8-G19 2VE50 
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PUMPS 
Chemical Metering Pumps 





Peristaltic STENNER PUMPS 


Metering Pumps 
= Self-priming to 25 ft. 

= Reproducibility: +2% 

= 120V 


For injecting solutions into commercial swim- 
ming pools, spas, well water, municipal/ 


industrial waste water, cooling tower/boiler 
water treatment, animal health, and various 
industrial water processing applications. 


Wet-end materials include Santoprene™, PVC, 
polypropylene, and polyethylene. Max. viscos- 


ity: 300cP. Include 20-ft. polyethylene tubing, 
spare tube, weighted strainer, and injection 


check valve (100 psi models) or injec- 


tion fitting (25 psi models). UL Listed, CSA 
Certified, and conform to ANSI/NSF STD61. 
Adjustable and fixed rate pumps tested by 


ETL to conform to ANSI/NSF STD50. 


Adjustable-Rate—fFeed rate control adjusts 
from 5% to 100%. Snap-fit components ease 
disassembly/service. 20:1 turn down ratio. 





Fixed-Rate—Can be used with ORP/pH 
controllers and with proportional meter- 
ing systems. Include 20-ft. polyethylene 
tubing, 3 ferrules, 3 connecting nuts, 
weighted strainer, injector fitting, and 
spare tube. 





No. 4NA14 





Variable-Speed—Digital interface with 

multiple operation modes, plus analog No. 
and digital inputs/outputs with advanced 52XH65 
programming, control, and construction. 

Have tube leak detection, brushless DC Service Kits/Tubing—No. 4VZG8 provides a visual confirmation 
motor, and NEMA 4X rating. 100:1 turn that fluid is pumping when used with 4" 0.D. polyethylene discharge 
down ratio. tubing. 


Quick-Pro Pump Assemblies— No. 4VZG9 has 4 settings to operate pump when used in conjunction 
Polycarbonate head with collapsible roller with a dry contact water meter. 

design permits quick, easy tool-free tube 
change. 4" tubing connection. 1-pc. peri- 
staltic pump tube construction for greater 
durability and long life. 


Chemical Solution Tanks—Translucent polyethylene tanks have a 
large fill opening, spill containment basin, and level indicators. Include 
mounting hardware. Compatible with all single-head Stenner® pump 


models. 
Tubing ADJUSTABLE FIXED RATE VARIABLE SPEED avon 

niax Flow Connae, Max. Mitr. sata Mir. tea Mir. iain Tank Mixers—Encapsulated impeller design enhances safety and | 

Rate _(in.) Pressure Model No. Model No. Model No. eliminates dead spots around tank perimeter. For applications that mix 
AAA — —— EMER SUC ave — —— powdered or granular solids into aqueous solutions or viscous liquids. 
6.00 apd vA 10 psi | S5MJHTA1STG1 4NAT1 SoMEHTATSUGH wv262 S3001AA101NG152XH64_ +‘ Must be used with matching size Stenner tank. Tank-mounted and 

.00 gp Y4 psi = _ o 4 = _— : 
17:00 gpd Ye 100 psi |BSMJHZATSTGT 4NA12 |85MIFHOATSUGT 4VZG4 S3002AAT0INGT52xHes Secured with safety screws. 6-ft. power cord. Rated for indoor use only. 
40.00 gpd %  100psi |85MJH7A1STG1 4NA13 |S85MFH7A1SUG1 4VZG5 |S3007AA101NG152xH66 Not for swimming pool or marine use. UL and C-UL Listed. 
50.00 gpd % 25psi |45MJL5A1STG1 4NA14 |45MFL5A1SUG1 4VZG6 — — = Max 3600 rpm 
85.00 gpd %  25psi |85MJL5A1STG1 4NA15 85MFL5A1SUG1 4VZG7 (S3005AA101NG1 52XH68 
Dual Head = 1/30-HP motor; 115V/60Hz 
170.00 gpd %  25psi | 170JL5AiSTG1 4NA16 — — — — 

Mfr. Item Mfr. Item 
For Use With Includes Model No. Description Includes Model __No. 

Te cee wih IN A021 4VZG2 . me UOT 1 Lifter, 1 Index Plate, 1 0z. Tube of A 

or Use Wit ; ; eed Rate Contro ifter, 1 Index Plate, 1 oz. Tube of Aqua 
4NA17, 4NA21, 52XH64 EeOrIy ANN. Service Mit Shield®, 3 FRC Screw A, 1 Variable Cam oe ees 
Pee ee etewNete oe UCCP2FD 4NA26 “Beal Case Service Kit, Metal Reduction Gear, 1 oz. Tube of Aqua GSK45A 2MWF5 
4NA18, 4NA22, 52XH65 (2) Ya" Santoprene Tubes, 45 and 100 Series Shield® Phenolic Gear with Spacer. Motor Shaft 

For Use With 4NA14, 4NA15, 4NA16, 4VZG6, ~— (4) Ferrules, (2) Duckbills Gear Case Service Kit, vat’ pace, 

For Use With 4NA13, 4VZG5, 4NA19, 2 Wire Nuts, Coil, 2 Coil Screw G with Lock 
4NA23, 121292, 52XH66 SSA Washer, Coil Ground Screw E, Rotor Assembly with MSK120 2MWF7 
Quick-Pro Pump Assemblies Bearings, Brackets, Tolerance Rings and Fan 
ANADY AVZG1, 4VZ00 Santoprene® Pump Tube, P101-161 136534 Poe Tene - Stenner Suction/Discharge Tubing, 20 ft., *"0.D. | AK4002W 2MWF3 
For Use With 4NA12, 4VZG3, Duckbills, Ferrules - %4" QP102-1G1 13G535 Flow Indicator, Polymethylmethacrylate, 
4VZG4, 4NA18, 4NA22 Flow Indicator Tubing Connection - 14", Max Flow 85 gpd, AK600 4VZG8 


For Use With 4NA14, 4NA15, 4VZG6, 


Santoprene” Pump = Qpo55-1G1 136536 


Max Pressure 100 psi, Vertical Mounting 


4VZG7, 4NA24, 4NA20, 12L291 Tube, Ferrules - 4" Pump Control Module PCM5 _4VZG9 

For Use With 4NA13, 4VZG5, Santoprene® Pump Tube, QP107-1G1 13G537 . 

4NA19, 4NA23, 12L292 Duckbills, Ferrules - 1%" Tank — Tubing Mfr. Item ForUse L Mfr. Item 
Quick-Pro Pump Head Service Kits (gal.) Connec. (in.) Model No. Size With (in.) Model No. 

For Use With 52XH64 Pump Tube. Roller S3101K —_52XH/6 Chemical Solution Tanks Tank Mixers 

For Use With 52XH65 Pees Connectin $3102K = 52XH/7 7.9 Ys STS7N-02G1__ 3CCR6 7'’2gal. 3CCR6 7 SMS/5AG1 19H372 

For Use With 52XH66 Nuts Hes tones S3107K _52XH78 15 % STS15N-02G1 1DLW8 15 gal. 1DLW8 12% SMS15AG1 19H373 

For Use With 52XH68 $3105K 52XH80 30 2) STS30N-02G1 1DLW9 30 gal. 1DLW9 24% SMS30AG1 19H374 
General Purpose Silt SS 


Metering Pumps 


= Self-priming to 25 ft. 

= 120VAC, except Nos. 481H74 
and 481H75 are 115VAC 

Compact, adjustable, and 

feature an innovative 

"Quick-Release" head for 

simple and fast tube change. 





Peristaltic Livestock Medicator Pumps 
= Self-priming up to 25 ft. = 1:128 injection ratio 

= 120V 

Suitable for injecting solutions such as disinfec- 
tants, medications, nutrients, and sanitizers into 
water for treating livestock. Injection is directly 

into the water line so the solution does not A 
contact any moving parts and avoids fouling and | ff 








Santoprene™ peristaltic tubing No. | water flow restrictions. Polycarbonate body with 
is FDA-approved and requires 35PF94 Buna N seals and O-rings. Pumps have adjust- 
no adjustment or lubrication. able pulse rate settings and can connect toan_ | 
iaht- icati existing pulse water meter. No. 33TH67 includes | 
Ideal for light-duty applications jay. Flow Mtr item : g a be afamnice ii cetisn chad 
such as injecting chlorine, : (apd) Max. ee Model No. eae a a S, its ES, INJec os 
_ Econ VX Series, Peristaltic Metering Pumps valve, weighted suction line strainer, 20-ft. 
weak acids, and alkaline solu- "729 gpd 25 psi_ E10VXAA1S6G1 35PF94_ | cane ae bi fib No. 33TH67 
tions. Max. viscosity: 100cP. 14.00 gpd 25 psi E10VXBA1S6G1 35PF95 antoprene = tubing, and spare pump tube. nen ak 
jac | 14.00 gpd 80 psi E10VXHA1S6 481H7/4 eplacement Tube Kits 
Accessories included. Pump = —sxr op 80 psi E20VXHA1S6G1481H75 Max. Mir. Item Item 
Tube Replacement Kits include ~~24.80 gpd 25psi___ E20VXBA1S6G1 35PF96 . Max, Flow Bale Pressure Model No. No. 
38.80 gpd 25psi_ _ E20VXCA1S6G1 35PF97 con Stennicator 
2Santoprene tubes and 4 = en aaSSTS ESSERE 2.7 oz/min 80 psi E20MH81S6G1 _33TH67 33TH68 
ferrules. Pumps are UL and For Use With No. 35PF94 _EC30A-2G1 _35PF98 M128 | 
C-UL Listed. For Use With No. 35PF95, 35PF96__EC30B-2G1__ 35PF99 3.5 oz/min 100 psi MO71JG1 40YU14 4NA28 
For Use With No. 35PF97 EC30C-2G1 35PG01 8.4 oz/min 25 psi MO51JG1 45YU13 4NA27 
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PUMPS 
Chemical Metering & Circulator Pumps 








7 standard gear ratios 
for multiple flow rates 


Powder-coated, 
cast-aluminum, heavy 
wall pump housing 


Adjustable 
shims 


304 stainless 
steel drive shaft, 
18-8 stainless 
steel fasteners 


















316 stainless 
steel investment 
cast hose fittings, 
Yo" NPT 


Ball bearing 
supported, 

stainless steel 

rollers 


Stainless steel 


No. 45YRO5 foot bracket 


—- 


oo 


Peristaltic Chemical 
Metering Pumps 


= Max. pressure: 125 psi 

= Self-priming to 30 ft. 

Durable, cast-aluminum pumps can 
handle abrasive slurries and aggressive 
chemicals in most metering, dosing, and 
transfer applications. No moving parts 
come into contact with the chemical being 
metered. Feature stainless steel rollers 
supported by sealed ball bearings that 
compress the hose in a more efficient 
design than frictional shoe-type pumps. 
Models are positive displacement-style 
that require no valves to operate and have 
a Stainless steel drive shaft, foot bracket, 
hardware, and hose fittings for long life. 
The premium, heat-treated and ground 
hypoid gearing provides greater efficiency 
and more reliable performance. The gear 
motor includes a hollow shaft that allows 
you to remove the roller assembly if 
required. Pumps are reversible and can 
be used to clear blocked lines. Include 
shim kit and hose lubricant. Hardwired 
installation required. UL and C-UL Listed, 
CE Certified. 

WARNING: Use only with nonflammable liquids 


compatible with pump component materials and 
in nonflammable/nonexplosive atmospheres. 


115V, 115/230V, 230V, 230/460V, 115V, 115/230V, 230V, 230/460V, 
1 Phase 1 Phase 3 Phase 3 Phase 1 Phase 1 Phase 3 Phase 3 Phase 
Flow Tubing Pump Item Item Item Item Flow Tubing Pump Item Item Item Item 
Rate Material RPM No. No. No. No. Rate Material RPM No. No. No. No. 
Pumps 0.16 gpm/0.60Lpm Tz 45YP90 45YR12 45YR33 45YR54 
0.16 gpm/0.60Lpm 17 45YR05 45YR26 45YR47 45YR68 0.20 gpm/0.80Lpm 21 45YP89 45YR11 45YR32 45YR53 
0.20 gpm/0.80Lpm 21 45YR04 45YR25 45YR46 45YR67 0.27 gom/1.00Lpm 28 45YP88 45YR10 45YR31 45YR52 
0.27 gom/1.00Lpm 28 45YR03 45YR24 45YR45 45YR66 0.32 gom/1.20Lpm Rubber 34 45YP87 45YR09 45YR30 45YR51 
0.32 gom/1.20Lpm EPDM 34 45YR02 45YR23 45YR44 45YR65 0.40 gom/1.50Lpm 42 45YP86 45YR08 45YR29 45YR50 
0.40 gpm/1.50Lpm 42 45YR01 45YR22 45YR43 45YR64 0.53 gom/2.00Lpm 56 45YP85 45YR07 45YR28 45YR49 
0.53 gpm/2.00Lpm 56 45YP99 45YR21 45YR42 45YR63 0.80 gpm/3.00Lpm 84 45YP84 45YR06 45YR27 45YR48 
0.80 gpm/3.00Lpm 84 45YP98 45YR20 45YR41 45YR62 Material of Item 
0.16 gopm/0.60Lpm 17 45YP97 45YR19 45YR40 45YR61 Description Includes Construc. No. 
0.20 gpm/0.80Lpm 21 45YP96 45YR18 45YR39 45YR60 Accessories 
0.27 gpm/1.00Lpm 28 45YP95 45YR17 45YR38 45YR59 Hose (2) Hose Clamps Natural Rubber 45YP79 
0.32 gom/1.20Lpm __ Nitrile 34 45YP94 45YR16 45YR37 45YR58 Hose (2) Hose Clamps Buna Nitrile 45YP80 
0.40 gpm/1.50Lpm 42 45YP93 45YR15 45YR36 45YR57 Hose (2) Hose Clamps EPDM 45YP81 
0.53 gpm/2.00Lpm 56 45YP92 45YR14 45YR35 45YR56 Lubricant, 0.25 Gal. — Glycerin 45YP82 
0.80 gpm/3.00Lpm 84 45YP91 45YR13 45YR34 45YR55 Shim Kit — Stainless Steel 45YP83 








Laing Thermotech 


Plastic-Body Permanent Magnet Circulator Pumps 


= 1-phase 

= 60/50 Hz, continuous-duty motor 
Small footprint and lightweight 
construction allow easy instal- 
lation for water circulation and 
liquid transfer. Semiopen impeller. 
Ceramic bearing system. Each 
includes a 4-ft. power cord. 


NORYL® 


Have a shaftless, sealless elec- 
tronically commutated motor (ECM). 
Energy-efficient ECM/permanent 
magnet technology saves up to 
68% on electricity. Noryl impel- 

ler. Nos. 5JKG2 and 5JKG6 

max. working pressure: 50 psi; 
100-240V. No. 5JKF8 max. working 
pressure: 29 psi; 115V. 


NORYL/ALUMINUM 


Pump motor has a stainless steel 
shaft and screw, with EPDM 
O-ring seal. Nylon and 316 stain- 
less steel impeller. Max. working 
pressure: 29 psi. 115V. 


Max. 
GPM of Water @ Total Ft. of Head+ Max. Liquid Item 
4 Hr Amps Inlet Outlet 5 Head L W Temp. No. 
ory 
V5 0.24 ¥4HB = 4" HB 2 _— _— _— 13 ft, 6" a 140°F 5JKG2 
Va5 0.40 Ya" HB %4" HB _ 5.8 _— _— 14 ft. 6" ao 140°F 5JKG6 
No. Vas 0.6 ¥4HB = %4" HB 10.1 7.3 46 id 22.5 Tt. 6" 4%6'  140°F 5JKF8 
38L996 Noryl/Aluminum 

V5 0.52 Ya" HB %4" HB 10.5 8.2 5 — 18.7 ft. 6" 4%6'  140°F 38L995 
V5 0.56 Ya" T Yq" T 10 8 55 — 18.7 Th 6" 4%6'  140°F 38L996 
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+ To convert to psi, divide total feet of head by 2.31. 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” PUMPS 








Find the yf. Find Solutions. Find Great Prices. Electric Diaphragm, Displacement Pumps & Coolant Pumps 
Electric-Operated Diaphragm Pumps FLOJET 
= Polypropylene housing Water System Pump with 
= Sealed motor with Valve—Features quick- ar eae ia sedi 7 
run-dry capability disconnect plug-in ports, Inline Strainers _ 
i % Barb  2gpm 01740003G 4YD31 
12VDC, WATER-BASED _-Du!IIt-in bypass valve,and = ys pr —p om 017403750 4YD36 
pressure switch. Barb 4gpm 01740002G 4YD30 
Permanent magnet ball- % NPT 4gpm 01740004G 4YD32 
bearing motors. 12VDC, PETROLEUM-BASED —%" Barb 7 gpm_01740000G__4YD29 
Saat Inlet/ Pressure Pressure Max. Diaphragm Mfr. Item 
Automatic Demand Suitable for liquid transfer, Description Outlet Flow On Off Pressure Material Model No. 
_ dewatering circulation, oil 12VDC, Water-Based Applications 
Pumps—Max. water temp.: changing (warm), and diesel ¥ HB 1 gpm 25 35.35 psi LFP122201K 4YD54 
160°F. Meet U.S. Coast Guard ging Automatic Demand Pump 9%" FNPT 2.3 gpm 20 3030 psi 02100-12C  2P366 
SCC) electrical fuel transfer. Meet USCG, ISO ¥'HB 2.9 gom 30 50 50 psi R3526144A 2XE90 
(USCG) electrical standards. 8846 for diesel fuel transfer Complete Water System Ys HB 4.5 gpm _ 30 40 40 psi_ Santoprene _ 02840100G _4YD37 
‘ Washdown Pump fa" 4.5 gpm 30 40 40 psi 043251435 4YD42 
Complete Water 115VAC. WATER- AND Water System Pump ¥' HB {gpm 25 35 35 psi LFP122202K 4YD55 
System—Includes pump and PETROLEUM BASED aa Sper anti wae 5 Yo" HB 3.3 gpm yA) 30 39 psi 044051435  4YD43 
. - etroleum-Base ications 
precharged 1-gal. pressurized Sasiedipressiredemand Bilge/Sump Pump - y;" 5 gpm — — 2 psi a et iG 4038 
i i 4" 3.3 gom _— — 2 psi eolast D 4 
bladder tank with air valve. ewitch. Ul Listed. UL General-Purpose Pump yj," 5 gpm — — 25 psi 044955020 AYD40 
FDA-approved materials. i? Oe aa 115VAC, Water-Based Applications 
Mmm... FPL 2 apm-——40 6060 psi EPDM 3835 1B011A2XEO4 
ashdown Pump—Meets gi gpm psi 
P INLINE STRAINERS Automatic Demand Pump =r ENPT—9 gom 40 6060 psi Viton D3835V5011A 2X91 
USC electrical standards. 3" FNPT 2 gpm 80 100 100psi_ EPDM D3835E7011A 2XE92 
Water System Pump—NSF applications. Demand Pump Y"HB 3.5 gpm 30 45 45 psi Santoprene 04300501G + 4YD41 
Certified for potable water. 1 Gallon Water Boost System %'HB 1.59pm 40 to 60 8/ 95 psi 028300510 49EK26 


Centrifugal and Positive *pey7 
Displacement Pumps VIN ta 


Dayton®, Centrifugal—Pumps are suitable for use 
in liquid transfer and irrigation. They have semiopen 






No. 
5PXXO 


: + ant : GPM of Max. 
impellers and are not self-priming, except No. SPXXo is Water@0 Max. Liquid Impeller Seal Housing Mfr. Item 
self-priming up to 4.5 ft. voltage : inlet ft.of Head Head Temp. L H Material Material Material Model No. 
ayton, Centrifuga 
Ports for Nos. SPXW8 to SPXX1 and SPXX4 can be aA Carbon/Ceramic 
. ; : : 4 in NPT 13 17 ft. 180°F 7%" 3%" Brass . . Brass 5PXX4 5SPXX4 

rotated in 180° increments, No. 5PXX5 in 90° incre- | Vion, Starnes see! 
ments. No. 5PXX3 has a totally enclosed fan-cooled DG NEY OP TASS Viton, Staniless sical’ Phe? _ OP. SES 
(TEFC), capacitor-start induction motor. 3/, in NPT 13 17ft. 180°F 7%" 3%" Stainless Carbon/Ceramic, Stainless 5PXX0 5PXX0 

int ittent dut t No. 5PXX3 i tin Steel Viton, Stainless Steel — Steel 
7 

NS HINTS UU EXGEDE INO: iS POnMNnONS SinNPT 13  17ft 180°F 7% 3%" Brass ,,carbon/Ceramic, == Brass SPXWS8 SPXWB 


Viton, Stainless Steel 


° ; . otainless Carbon/Ceramic, Stainless 
Meziere, Centrifugal and Positive Displacement— a ee oo 2 ~ Steel ___Vilon, stainless Steel Stee! seu 
Centrifugal models are suitable for use with 50% water/ °6V0C “in NPT 13 T7ft. 180° 774! 3%! Brass Viton Stainless Stee! _®f@SS_ SPXW9_ SPXWS 
glycol mix. Designed to provide high flow at low head 115V AC % in NPT 9 145ft 180°F 10° 6%" Brass ,,cafbonGeramic, = Brass SPXX3 SPXX3 


; ; ; Viton, Stainless Steel 
pressure. Brush motor is housed in open dripproof (ODP) “Meziere, Centrifugal 
enclosure 4 in NPT 25 12.4 ft. 250°F 3's /%6 Aluminum __Carbon/Ceramic __ Aluminum_WPX/50_21C952 
: 12V DC 1% in NPT 55 12.2 ft. 250°F 4% 6%6 Aluminum __Carbon/Ceramic — Aluminum WPX/53 210954 
a 12.2ft. 250°F 4% 6%6 Aluminum Carbon/Ceramic Aluminum WPX/55 210955 


= HP 24V DC 








No. 21 C949 Positive Displacement Pump has d preset Meziere, Positive Displacement, 2 Stage 
pressure relief valve, steel gerotor, and double-lip seal. 12V DC % in NPT 2.09 Q2ft. 185°F 4° 5%6 Steel Viton Aluminum WPX702 210949 
Suitable for use with Dexron® II or equivalent oil on ne, in a nm 
ul : q : Dia. (in.) Size Pressure For Use With Brand Model No. 
aE omunuous Guy ina easter {" NPT 100 210953 Meziere WPX807 210962 
. zler 
= %e HP, except No. 210952 is % HP TV, 1" NPT 100 Mfr, No. WPX752, WPX753, WPX755 Meziere WPX815 21C970 
Evaporative Cooler/Machine Coolant Pumps LittieGIANT. *peye 
EVAPORATIVE Polystyrene—Used in evaporative coolers, displays, Brass/Bronze—Used in evaporative coolers, displays, 
COOLER PUMPS laboratories, and similar water transfer applications. laboratories, and similar water transfer applications. 
Used in evaporative coolers, = Max. temp.: 122°F = Max. temp.: 200°F . 
displays, laboratories, = Max. viscosity: 50 SSU =» Max. viscosity:500 SSU = COOLANT PUMPS, 
and similar water transfer § = 3000 rpm motors = 1725 rpm TEFC motors CAST IRON 
applications. = Brass pump body, =» Max. temp.: 200°F 4 al 
bronze impeller = Max. viscosity: 7 
Inlet GPM of Water @ ft. of Head Shut- Max. 500 SSU 
Motor Cord Outlet Off Immersion Mfr. Item 
HP Voltage Type* (ft.) CFM (in.) 1 3 5 9 12 (ft.) (in. (in) Depth (in.) Brand Model _No. = 1750 rpm, TEFC 
Evaporative Cooler Pump, Polystyrene } 
Voy —115 4 5000-7500 45% % 51 44 35 066 — 95 4% 9 4 Little Giant CP1-115 3CB58 motors 
—— A shaded tT Te Sse 3 TE Brcticoeeeg © 304 stainless steel 
5 ade 7500-15, Ye V4 Of. — 4 ittle Giant - : 
%0 930 Pole 47500-15000 % 4 83 73 61 291 — 11 4% 9 4 Little Giant CP2-230 3cBe1 _‘'mpeller, carbon steel 
Vg —115 4 15,000-21,000 %% 93 85 76 478 — 12 4% 9 4 Little Giant CP3-115 4NY30 shaft (Nos. 4JPH3 
at D00 4 15,000-21,000 %% 93 85 76 478 — 12 4% 9 4 Little Giant CP3-230 4NY31 d 4JPH4 h 
Evaporative Cooler and Coolant Pump, Brass/Bronze an : ave 
Vs psc A] — 71 66 55 — (8 5% 12% 6 Dayton —  4JPG4 stainless steel shaft) 
> 230 3 — ; 71 66 55 — — 78 5% 12% 6 Dayton —_4JPG5 - 
a { se can % 125 11.3 98 46 10 5i%6 146 6% D 4JPH3 ee aaa 
i] — 4 a = o'V6 16 8 ayton = j 
* ~-930 = I, 193 113-98 46 — 10 3%e 14% 6% Dayton — apa [Wricants, coolants, _ 
Vi230/460 = 1% 55.5 54 52 465 38.2 ars f 21% BY Dayton = 4JPG9 flushing, and circulation. 
Ys 230/460 3 Phase — 2 57.6 56 54 47. 16 3 ayton —~__4JPG7 
ve 930/460 = {te Th 72.3 70.3 64.8 50.3 26.2 11°25 12 Dayton gpa Mounting brackets (sold 
yi 230/460 . = 1% 83.5 82 80.2 747 68.7 27.9 111%6251%c 12% Dayton .— 4JPH6 Separately) clamp to 
ounting Bracket i 
For Use With 4JPG6 to 4JPG9, 4JPHS to 4JPH8 Dayfon gpa PUMp column at desired 
For Use With 4JPH3, 4JPH4 Dayton —  4JPH2 position for optimal 
* PSC = permanent split capacitor. pump depth. 
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PUMPS 
Coolant Pumps & Tanks 


Scan. Order. Done. |: 
Details on page A1. 


FO * 
IPC Fuji Electric 


Coolant Pumps 


= 3450 rpm motors 
= Cast-iron bodies and volutes 


Circulate coolant and spray cutting oil. 
Replacement filters on Grainger.com®, search 
for coolant pump filters and cartridges. 


SUCTION 


Mount above liquid level in all locations. 
Pumps require initial priming. Feature 
mechanical seals with carbon/ceramic shaft 
seal, Buna N elastomers, and steel springs. 
For all types of machines, except grinders. 










Suction 
No. 3GRU6 






Suction 


No. 3P726 IMMERSION 


= No bearings, seals, or packing 

= Have outlets only 

Ideal for pumping liquids with fine 
contaminants and can be run dry. For 
all types of machines, including grind- 
ers, and for applications with higher 
temperatures. 


Fuji—For use with cutting oil only. Install 
where ambient temp. range is -20°C to 
40°C. 

= Max. fluid temp.: 200°F 

= Max. viscosity: 683 SSU 


Dayton®—Pump motor is not suitable 
for immersion in liquid. Mount pump 
upright only. 

= Max. fluid temp.: 180°F 

= Max. viscosity: 500 SSU 


Fuji—For use with cutting oil only. Install 
where ambient temp. range is -0°C to 40°C. 
For indoor use only. 

= Max. fluid temp.: 104°F 

= Max. viscosity: 340 SSU 

= Max. suction lift: 2.3 ft. 


Dayton®—Mount pump upright only. Pump 
motor is not designed for immersion in liquid. 
= Max. fluid temp.: 180°F 

= Max. viscosity: 500 SSU 

= Max. suction lift: 2 ft. 


Immersion 
Immersion No. 3GRV5 


No. 3P744 


Max. 
H Immersion Bolt Circle 











Impeller Inlet/ GPM of Water @ Total ft. of Head Shut- L Mfr. Item 
HF Phase Voltage Amps Material* Outlet(in.) 5 10 15 20 30 40 Off(ft.) (in.) (in.) Depth(in.) Dia. (in.) Brand Model No. 
uction 
Yo 3 230/460 0.27/0.135 Plastic 1/4 a ae eee eee ee 511 Fuji Electric VKN-043A-42  3P726 
Yo 3 230/460 0.35/0.175 CB 3/8 8.3.5 7. = i ee 5D Fuji Electric VKN-053A-42  3P727 
% 3 230/460 0.50/0.25 CB 38 171144106 = — = 218% 8 5D Fuji Electric VKN-O63A-42  3P728 
% 1 115/230 .7/.35 Plastic 3/8 8 a ee ee eee 55 Dayton 3GRU6 3GRU6 
% 3 230/460 32/19 Plastic 3/8 8 =| =| = =—={ ©. 632 62 2 55 Dayton 3GRU7 3GRU7 
3 930/460 1/05 CB 1/2 = ms. oan, oe 6.3 Fuji Electric VKN-073A-42  3P741 
%, 1 115/230 3.0/1.5 Plastic 3/4 0 20. 1714. +5. — 32 7%—~«*@?*: = 7.35 Dayton 3GRU8 3GRU8 
v3. 230/460 ~/4 Plastic 3/4 2 20 417 14 + +2=+5  — 32 7% 9 = 7.95 Dayton 3GRU9 3GRU9 
% 3 930/460 1.5/0.75 Plastic 3/4 54. 47. 36.285 ~ 220. += — 34. + +9% 9% — 6.3 Fuji Electric VKN-083A-42  3P742 
% 3 930/460 2.4/1.2 CB 1 a a | ey Os Pi 7.09 Fuji Electric VKN-093A-42  3P743 
v1 115/230 5/25 AL 3/4 32. 92 30. 26. 18 5 42 7%s 12% — 8.06 Dayton 3GRV1 3GRV1 
3 930/460 1.8/1.2 AL 3/4 30 ~~-30~—~ SSCS 8.06 Dayton 3GRV2 3GRV2 
%, 3 930/460 2.6/1.6 AL 1 43.43. 43.4335 8 62 Dayton 3GRV3 3GRV3 
1 3 930/460 3.2/1.9 AL 1 48.48.4848. 40.. 30. 60... 8 «14 = 8.62 Dayton 3GRV4 3GRV4 
Immersion 
Yo 3 230/460 0.27/0.135 CB 1/4 72. 59 #38 — — — 19 11% 11% 5% 512 Fuji Electric VKP-043A-42  3P744 
Yo 3 230/460 0.35/0.175 CB 3/8 83 59 47 — — — 19 12% 12% 6 mee Fuji Electric VKP-053A-4Z  3P745 
% 3 230/460 0.50/0.25 CB 38 171 144 106 — — — 21H 12% 12% 5% cae Fuji Electric VKP-063A-4Z  3P746 
% 1 115/230-7735 Plastic 3/8 es EZ) 6 5 Dayton 3GRV5 3GRV5 
% 3 230/460 32/19 Plastic 3/8 9 ———— a a ee G 5 Dayton 3GRV6 3GRV6 
% 3 230/460 1/05 Plastic 1/2 — 32 25 2 1 #%— 34 14% 14% +7 ee Fuji Electric VKP-073A-4Z  3P747 
yt 115/230 30/15 Plastic 1) 020.17. 14—~OSOSBD—SHSSSCS 7 6.37 Dayton 3GRV7 3GRV7 
wy, 3230/4604 Plastic 1/2 0.20. 17 14.——~5 82S 6.37 Dayton 3GRV8 3GRV8 
% 3 230/460 1.5/0.75 CB 3/4 54 47)s—i‘« HSC‘ KK! OC ~SCtC«OCiC‘T@—«dA'T'TZG—~=Cs«*OHA cae Fuji Electric VKP-083A-4Z  3P748 
hy 3 930/460 2.4/1.2 CB 1 62 59 55 51 405. 24. 40 21% 21% 71 7.09 Fuji Electric VKP-093A-42  3P749 
% 1 115/230-5/2.5 AL 3/4 35.35.30.” 26”~CdBS”SC~SSS*SDSSC=<~“ ‘NHHSOC*dC‘S SCY 6.75 Dayton 3GRV9 3GRV9 
3 930/460 1.8/1.2 AL 3/4 35. 35.~-30.”-26”~CBSC~SSSCDSSC=OHSCATB SCO 6.75 Dayton 3GRW1 3GRW1 
%; 3 230/460 2.6/1.6 AL 1 45 45 45 43. 95. 25 55 6 20% 11 7.83 Dayton 3GRW2 3GRW2 
13 930/460 3.2/1.9 AL 1 5050-50 48SCSSB0—SGOSCS THT 7.83 Dayton 3GRW3 3GRW3 
* AL = Aluminum, CB = Cast Bronze. 

Littie GIANT 
No. = . . . . 
2P345 Machine Coolant Polyethylene Pump/Tank Combinations—Flexible discharge 


hose has flow control valve. Removable screen and chip collector. 
= Max. temp.: 120°F 
Inlet/ GPM of Water @ 


Outlet Tank | Total ft. of Head 
HP VoltsAmps (in.) (gal.)) 1 3 5 10 


Tanks and Pump/ 
Tank Combinations 


; ; Shut- Dim. (in.) — Item 
For use on small drill presses, tool grind- 


Off(ft.) L WH No. 





ers, tapping machines, cut-off saws, and _Tanks 
—- — — — 5 |—~ — — —| — 11 15% 8 2P344 
small lathes. SS ee = 0 
a Polyethylene Pump/Tank Combinations 
Tanks—Include chip collector baffle, flex “yo s15 44 ~~~ «(13498 2 —) 75 11 15% 8 7PO78 
nozzle, and brass control valve. 5-gal. Meo 115 11 % 5 (35 3 25 02) 101 11 15% 8 7P079 
tank is polyethylene and includes 6-ft. Yo 115V 1 “% 1 |171413 —| 14 12 6 9% 41A082 
, . Yo 115 17 “% 5 |54 5 45 —) 123 11 15% 8 7P080 
plastic hose. 10-gal. tank is steel and has —7 445-39 m5 837.2556 35/173 11 15% 8 7PO81 
4-ft. neoprene hose with brass nuts and %s 115 32 % 10 (837.2556 3.5) 17.3 10 25 11% 7P083 
deflector plate. Pump not included. % 115 5 1 10/21 20 18 17| 26 10 25 11% 7P084 
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GRAINGER CHOICE”° PUMPS 
Find the we. Find Solutions. Find Great Prices. Roller & Triplex Pumps 


‘alah 


Intermittent-Duty Roller Pumps 


= 4-roller models are coupled to a 12VDC motor 
= Self-priming suction lift up to 3-ft. head 

= Max. fluid temp.: 140°F 

= ¥," FNPT inlet and outlet side ports 


Pumps are designed for agricultural and lawn/garden chemical spraying, as 
well as various chemical transfer applications with nonflammable liquids, 
such as liquid fertilizers, insecticides, herbicides, and soil fumigants. They 
won't swell in water and they maintain performance with chemical carri- 
ers such as xylene. Counterclockwise pump rotation (facing pump shaft) 
can be easily reversed for gas engine drivers. (Gas engines must be gear- 
reduced or belt-driven down to desired pump speed.) Ni-Resist alloy offers 
better corrosion resistance than cast iron, while SilverCast™ custom alloy 
provides corrosion resistance with harsh chemicals such as herbicides. 6-Roller 
All pumps have Super Rollers, Viton® shaft seals, and double-sealed, ati 
heavy-duty ball bearings. 4-roller models also include drivers. 6- and 

8-roller models adapt to tractor power take-offs. Nos. 3YB55 and 3YB56 










4-Roller 
No. 3YB60 


have polypropylene rollers. PTO quick couplings are sold separately on Item 
Grainger.com®. For Use With Rollers Type No. 
OY SGO_SYBGI 4 S Roll 3YB59 
; uper Roller i] 
ROLLER KITS 3YB42, 3YB95 6 Super Roller _ 3YB40 
Roller replacement kits are for intermittent-duty roller pumps listed on this 3YB43, 3YB44, 3YB56 8 Super Roller 3YB41 
age. Include rollers, 2 Viton® shaft seals, and one O-ring for end plate 3YB42, 3YB55 6__Fovpropyene_3¥B9/ 
page. g plate. 3YB43, 3YB44, 3YB56 8 Polypropylene 3YB58 
Performance with Water @ Required Amps 
0 psi 10 psi 15 psi 25 psi 35 psi 45 psi 50 psi L W H Housing Item 
Type Voltage gpm amps) gpm amps| gpm amps! gpm amps. gpm _ HP _| gpm _ HP _| gpm __HP | (in.) (in.) (in.) Material No. 
4-Roller 12VDC (Battery) Engine Off 6.3 100] 58 125] 56 13/7] 52 16/1 48 203] 44 241] 42 257] 12 5 5 Ni-Resist 3YB60 
4-Roller —13.5VDC (Alternator) Engine Running 79 104] 66 130] 64 142] 60 1/4] 56 209] 52 243] 50 261] 12 5 5 Silver Cast 3YB61 
Performance with Water @ Required Motor HP 
0 psi 50 psi 100 psi 200 psi 300 psi L W H Shaft Housing Item 
Type RPM gpm HP gpm HP gpm HP gp HP gpm HP (in.) (in.) (in.) Dia. (in.) Material No. 
540 9.7 0.08 8.0 0.38 ia 0.68 9.6 1.29 43 1.91 Cast-Iron 3YB42 
6-Roller 800 14.5 0.13 12.7 0.55 12.0 0.98 10.5 1.86 9.1 217 5'¥2 6 5% % SiverGast 3YB55 
1200 21.8 0.30 20.1 0.90 19.1 15) 17.3 2.84 15:7 4.17 
240 12.0 0.33 W4 0.74 10:3 1.25 8.6 2.26 a 3.30 Cast-lron 3YB43 
8-Roller 800 18.3 0.89 175 1.26 16.9 1.95 155 3.40 13.7 490 |6'%6 6% 5'%6 16 Ni-Resist 3YB44 
1000 22.5 1.56 22.0 1.78 21.3 250 20.0 4.2 18.0 6.10 Silver Cast 3YB56 
Flow Capacity HP Required @ Various Pressure (psi)* Shaft Inlet Discharge L W HUH Item 


gpm) RPM 500 1000 1500 2000 2500 3000 3500 4000 5000 Dia. Port Port  ((in.) (in.) (in.) Brand No. 
Belt-Drive, Electric Motor or Gasoline Engine 
1750 


25 09 17 26 34 43 — — — — 24mm WF %'F 72 7.9 49 Dayton 4WXW6 
3 1750 10 21 31 41 51 — — — — 24mm WF %F 72 79 49 Dayton AWXV7 
35 1750 12 24 36 48 60 — — — — 24mm “F  %F 72 79 49 Dayton AWXVS 
4 1450 14 27 41 55 69 82 96 110 137 24mm “FF  %F 13.3 97 73 Dayton AWXX1 
4 1750 14 28 42 55 69 83 — — — 24mm %F %F 88 86 5 Dayton 5ZNT5 
4 1450 14 28 42 55 69 83 — — — 24mm WF 3% F 88 86 5 Dayton 5ZNU1 
4 1750 14 27 41 55 69 82 96 110 — 24mm “WF  %F 99 76 49 Dayton 4MCX9 
421750 14.29 43 58 72 85 — — — 2dmm “F %'F 99 77 4.9 Dayton 1MDB3 + 
48 1750 16 33 49 66 82 99 115 132 — 24mm “WF  %'F 99 7.6 49 Dayton 1MCX7 
5 1526 17 41 61 82 102 123 143 164 — 24mm WF  %F 99 76 49 Dayton 4WXWS 
55 1450 1.9 38 57 75 94 11.3 132 151 18.9 24mm “WF  %'F 122 97 5.8 Dayton 1MCY1 
6.6 1750 23 45 68 91 11.3 13.6 159 181 — 24mm %F  %'F 122 97 5.8 Dayton 1MCX8 
79 1000 27 54 81 108 13.6 16.3 19.0 21.7 271 35mm SF YF 22.7 18.4 9.4 Mi OTN qwyya (PD) MERE 
8 1750 27 55 82 11.0 137 165 19.2 — — 24mm %F  %F 122 97 58 Dayton 1MCY2 Tine ie ates 
9 1750 3.1 62 93 124 154 185 — — — 24mm %F  %F 12.2 97 7.0 Dayton 4WXW9 ¥ 
11 1450 38 75 113 151 — — — — — 24mm %F 9% F 122 97 58 Dayton 1MDB1 * GRAINGER 
18 1000 6.2 12.4 18.5 24.7 30.9 37.1 43.2 49.4 — 35mm1¥'F TF 22.1 18.1 9.1 “OTN qwyyg APPROVED Pen 
AR. North 
36 800 12.4 247371 — — — — — — 35mm1¥%'F TF 224 181 94 Orth aWXx3 - 
America = 
Direct-Mount, Electric Motor High Pressure 
1750 07 14 21 27 34 — — — — % WF %§F 77 72 55 Dayton 4WXW2 
2 3450 1.0 21 31 41 5.1 5 WF %'F 7.7 72 55 Dayton 4WXW3 Triplex Pumps 
3 1750 1.0 20 31 41 52 — — — — % WF %F 89 7.0 5.5 Dayton  1MDB? f : ies 
3.1750 102.1 31 41.51. — — — — % WF %F 777255 Dayton 4wxw4  ™ Max. fluid temp: 140°F 
3 3450 1.0 21 31 41 51 — — — — % WF  %F 77 72 5.5 Dayton 4WXWS5 = Concentric ceramic plungers 
3 1750 10 21 31 41 51 62 — — — 1% WF %F 96 77 68 Dayton AWXX5 , 
351750120436 48 60 8B TT 8B Dayton 4WeKE " CONtinuously lubricated seals 
. cu BIER 28 42 55 69 83 — — — 1% YF YF 88 87 68 Dayton 5ZNT9 Suitable for high-pressure water applications, 
rec oun asoline Engine j j 
2 3400 0.9 17 26 34 43 — — — — ¥%" ¥"GH 22mm 72 68 6 Dayton impag# — cluding car wash, pressure wash, sewer 
2.5 3400 11 22 33 44 56 — — — — YF YF YF 72 75 49 Dayton 4WXV9 jetting, and cooling misting. Forged brass 
95 3400 11.22 33 44 56 65 — — —  % %WGH 22mm 715.5 6 Dayton AWXW7# : ah, 
5 3400 1122-33 44-56 = "HGH 22 mm 63926 Dayton awxxg¢=* Manifold has high-grade head bolts for added 
3 3400 10 21 31 41 51 — — — — YF VWF ¥%'F 72 75 49 Dayton 4WXW1 protection and strength. Feature a precision die- 
3 3400 1.0 21 31 41 51 62 — — — Ww %F WF 97 67 5.7 Dayton 4WXX7 t crank nd stainless steel valves. ol 
3 3400 11 21 31 42 52 62 72 — — 1 “WF WF 88 95 65 Dayton 5ZNTG cast crankcase and stainless steel va he 
3.5 3400 12 24 36 48 60 72 84 — — ff YF X%F 88 95 65 Dayton 5ZNT7 oversize bearings and connecting rods for heavy 
RE a iB — ed cuore Nos. WES and 2 
1 41 61 8. 2 12.3 143 164 — j ; 7 94 66 Dayton tan® 
4 3400 21 41 61 82 10.2 123 143 104 — 1" WF %F 88 95 6.5 Dayton 5ZNUO have 316L stainless steel manifold and Viton 
Item Seals. Direct-Mount, Electric Motor Pumps have 
Material For Use With Dim. Brand No. e i 
Pump Rail Kit standard C-face mounting. 





Dayton Plunger Pump Models 1MCX4, 1MCX5, 1MCX6, 1MCX7, 1MCX9, 1MDB3, 4WXV7, ; ‘ : See page 1591 for pressure washer accessories. 
Steel“ 4WXV8, 4WXWE, 4WXW8, 5ZNTS, 5ZNU1 and AR North Pump Series XMandRK | @7* HX14'Wx62'L_ GA AYNP7 Rage Sos noter oo 
New installations require a Pump Rail Kit 


* HP required for belt drive is based on electric motor. ¢ Stainless steel manifold. No 4WXX2 is rated up to 7250 psi. : 
# Includes unloader valve and chemical injector. ** For vertical gas engine mounting. No. 4YNP7, sold separately on this page. 
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PUMPS Scan. Order. Done. = 


Flexible-Impeller Pumps & Accessories Details on page A1. —— |= 
NEMA GPM of Water Max. Max. Max. 
Inlet/ Motor Impeller Total ft. of Head Head Pressure Suction SSU@ Mfr. Item 
HPt Voltage Amps Outlet (in.) Frame Seal Material 10 30 = (ft.) = (psi) —_Lift (ft.) 1725 rpm* Brand Model No. 
Pump w/Motor 
304 Stainless Steel 
% 115/230 9.4/4.7 VeNPTXx34GHT 56YZ 71 61 76 329 10 5000 Dayton 3ACC4 3ACC4 
% 115/230 11.2/5.6 ¥% NPT BOYZ = ie 11.9 96 80 346 10 5000 Dayton 3ACC5 3ACC5 
% 115/230 14.0/7.0 1 NPT 56YZ iia Nitrile 206 17.8 80 346 10 5000 Dayton 3ACC6 3ACC6 
1 115/230 14.4/7.2  1%NPT  56YZ 25 22 85 36.7 10 5000 Dayton 3ACC7 3ACC7 
1% 115/230 186/93 1%NPT  56YZ 28 22 92 398 10 5000 Dayton 3ACC8 3ACC8 
Brass 
% 115/230 9.4/4.7 VeNPTx34GHT 56YZ 71 61 #76 329 10 5000 Dayton 3ABZ4 3ABZ4 
% 115/230 135/67 NPT S6YZ Nitrile yy, 23.0 207 86 37.2 4p 500) 5000 Dayton 3ACC1 SACI 
1 115/230 14472  1%NPT  Sevz /P 25 22 85 36.7 10 5000 Dayton 3ACD3 3ACD3 
1% 115/230 186/93.  1%NPT  56YZ 28 22 92 398 10 5000 Dayton 3ACD4 3ACD4 
Bronze 
16-20 
% 115/230 7.2/3.6 YNPTx%GHT 56YZ .... 96 68 50 21.6 Wet,20- 5000 Dayton 3ACB9 3ACB9 
Nitrile Nitrile 22 Wet 

% 115/230 11.2/5.6 ¥ NPT 56yzZ. iP 11.9 96 80 346 10 5000 Dayton 3ABZ5 3ABZ5 
% 115/230 14.0/7.0 1 NPT 56YZ 206 17.8 80 34.6 10 5000 Dayton 3ABZ6 3ABZ6 
Epoxy 
hw 115 82 (NPT 566 — Nitrile 113 90 48 21 42590 2500 Jabsco Za50° quisa 





Inlet/ GPM of Water@ GPMofWater@ Max. Max Max. SSU Mfr. Item 
HPt Outlet(in.) Seals Impeller 10 ft. of Head 10 ft. of Head Head (ft.) pisesiire ‘(psi) @ 1725 rpm* Brand Model No. 
Pump Head, Close Coupled 
Bronze and Brass 


‘al 





% VNPT a 55 4.8 70 30.3 5000 Dayton 3ACA9 3ACA9 
_Drimi % 4 NPT Nitrile 11.5 10.6 80 34.6 5000 Dayton 3ACB1 3ACB1 
Self Priming i ANP a 19.6 18 85 36.7 5000 Dayton 3ACB2 3ACB2 
7 * Pedestal flow based at 1725 rpm, at stated horsepower. t Recommended HP. 
Flexible-impeller P dah 
em em 
Pumps For Use With Brand No. For Use With Brand No. 
; Replacement Flexible Impeller Replacement Impeller/Sleeve Assembly 
= Replaceable impellers Jabsco®—Replaceable Viton® impel- EPDM Neoprene 
No metal-to-metal contact. Excellent for fluid lers handle more-corrosive liquids. Neoprene Jabsco _2xeso ee aon ACA2 
transfer, spraying, lawn/garden applications, filter = Max. temp.: 176°F 316 Mfr. No. 30510-7000 Jabsco 2XE55  3ABZ6 Dayton 3ACA3 
systems, water drainage, and machine/equipment stainless steel and stainless Mfr. No. 30520-7000 Jabsco 2XE57 3ACB9 Dayton 3ACE1 
lant i steel, 180°F epoxy Viton® 3ACC1 Dayton 3ACE2 
coolant recyciing. 4UL37 Jabsco 2XE56 — 3ACD3 Dayton 3ACD7 
Nictec Netto bextuniinadey condition = 1750 rpm 316 stainless steel, 3000 “Mfr. No. 17430-7000 Jabsco 2XE54 Nitrile 
rpm epoxy and stainless steel Mfr. No. 30520-7000 Jabsco 2XE59 — 3ABZ4 Dayton 3ABZ7 
Dayton®—Can be used with nonabrasive fluids in Hleplacarant Impel le ee aaion oe 
es Neoprene 3ABZ6 Dayton 3ABZ9 
a wide range of commercial, industrial, and agricul- 3ACA9 Dayton 3ACB6 3ACB9 Dayton 3ACC2 
tural applications. Bronze pedestals can be easily 3ACB1 Dayton 3ACB7 — 3ACC1 Dayton 3ACC3 
installed with a capacitor-start electric motor with SACB2 Dayton 3ACB8 = _ SACC4 Dayton 3ACES 
ee Nitrile 3ACC5 Dayton 3ACE4 
sufficient starting torque. 3ACA4, 3ACA5, SACA6, po 4on gacpg _3ACC6 Dayton 3ACC9 
= Max. temp.: 180°F 3ACA7, 3ACA8 5 y SACS 3ACC7 Dayton 3ACD1 
3ACA9 ayton 3ACD3 Dayton 3ACD5 
=» 1725 rpm motors (Nos. 3ACA9 to 3ACBI Dayton 3ACB4 
3ACB2 do not include motors) 3ACB2 Dayton 3ACB5 
Inlet Water Filter—Machined aluminum filter No. 1MDA2 fits pumps Nos. 4WXX5, 4WXX6, 5ZNT5 to 


assures a Clean water stream for any high-pressure 5ZNT7, 5ZNT9, 5ZNUO, and 5ZNU1. 
pump. Filter is 50 mesh. Nos. 1MDA3 and 1MDA4 feature a %" accessory port. 


Safety Valve—For use as a secondary safety device 
to help keep pump and system pressure from reaching 
dangerous levels; must always be used with a pressure 
regulator or unloader. Adjustable range: 1000 to 4000 


iMDAs Regulating Pressure Relief Valve—Bypasses 


the required amount of water to maintain constant 
system pressure at all times, whether spray gun 

is open or closed. Brass and 300 stainless steel 
construction with Buna N seals. 


Dayton 
NORTH 
AMERICA 
First Choice When Quality Matters 





i No. 1MCZ7 psi. %" hose barb discharge. Brass and 400 stainless 
High-Pressure Regulating Valves—Protect pumping systems steel construction with Delrin® seals. 
P from excess pressure. Brass bodies. Wetted materi- —_Maintai 
Pump Accessories , als: brass, stainless steel, Buna N, plastic, and steel en mane aise eae wale) 00a 
: . . , 140°F to protect pump from possible heat damage while 
Adjustable Chemical Injectors—in-line, on valves with male outlets; brass, stainless steel, in bypass mode. Brass construction with Buna N seals 
corrosion-resistant injectors can be mounted Buna N, and steel on valves with female outlets. 


Water Check Valves—Brass and stainless steel 
construction with Buna N seals. Can be mounted in a 
vertical or horizontal position. 


downstream, after the pressure pump and regulat- 
ing valve, to inject liquid detergents or cleaning 
agents. Intended for use with a double lance, 
rollover nozzle, or quick-connect nozzle. Brass, 


Nos. 1MDA1 and 1MDA2 have a bolt-on design 
with internal bypass system. No. 1MDA1 fits pumps 
Nos. 4WXV7 to 4WXV9 and 4WXW1 to 4WXW6. 





: : . : Outlet Port Bypass Flow Range Max. Pressure H Max. Fluid Item 
stainless steel, and ceramic construction with Description Inlet Port (in.) (in) Port (in.) (gpm) (psi) (in. ) Temp. (°F) Brand hes 
; ; 4 4g = to Dayton i 
Buna N seals. fea Chemical % M a — : tod #500 200 Dayton iMez8 
P P 8 8 = 100.9 ayton 
High-Pressure and Regulating Unloader High Pressure eIMNPT——YENEUIMT HETENPT U5 fo 2000S; 14 Meche 2OFVS7 
Valves—Protect pump and system components Unloader Valve , VY) (F)NPT V~ NPT(H) V YF NPT 2.5 to 26.4 4800 8%4 194 Mecline 20FV58 
from surge shock damage that can occur when Inlet Water Filter %4 Garden Hose Thread 12M V4 F 8 100 219 Dayton 190694 
, Hedulaing /fessute %F *F %F o0t063 4060 4% 194 AR North ogy 
spray guns are shut off at high pressure. Brass Relief Valve woaderVal _ ar - > 3650 ov Arnerica ala 
egulating Unloader Valve 6 8 — 07. 4 ayton 
and stainless steel construction with Buna N seals. HE %M — 0103 5600 7,490 Dayton 1MDAt 
Max. Water Item VAs ¥e M — 3 10.9.0 3650 8% 190 Dayton 1MDA2 
Size Flow Pressure L W  Brand_ No. Regulating Valve ¥e F ¥e' F BEAL: 0 to 10.5 3650 6% 190 Dayton 1MDA3 
Water Check Valve 3g F ¥e F 2)%F Oto 10.5 4500 6% 190 Dayton 1IMDA4 
Ys" 6.6gpm 4500psi 2%"  %'  Mecline 20FV59 6 F 4M ¥e F 0 to 9 5000 8% 190 Dayton 1MDA5 
¥s' 10.5gpm 5800psi 274" 1%6 Mecline 20FV60 — Safety Valve ¥e M —_— _ 0to6 4000 2 200 Dayton 1MDA7 
Yo" 21 gpm _5800psi 3%" 112" Mecline 20FV61 — Thermal Valve YM — — — 200 1% 140 Dayton 1MDA6 
2694 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” PUMPS 
Find the wy. Find Solutions. Find Great Prices. Vacuum & Pedestal Gear Pumps 


Vacuum Pump and af Dayton] 


Portable Container 
PUMP 


Air-operated aluminum-body pump handles cutting fluids, waste oil, paint 
sludge, contaminated liquids, etc. Automatically shuts off when receiving 
container is full. 


CONTAINER 


Smooth, seamless polyethylene drum has 2" NPT bung opening and a 34" 
opening. With carrying handle for easy transport. 








Construc. Body Item 
9 5 ralad descreree Act oTKh Material qyateral Wis 
acuum rump, INCIUGES oUCTION HOSE, Air LONNECTION KI —_— uminum ize 
15-gal. Container, 1476 0.D. x 267" H HDPE —_ 5UWG5 t No. SUWGS 
. ¥* : 
Pedestal Gear Pumps—intermittent-Duty Dayton P 






= Max. temp.: 210°F, except 230°F on Nos. 4KHJ4 to 4KHJ9 ~=©BRONZE 


= Max. viscosity: 500 SSU at 1725 rpm Bronze spur gears are great for water-based liquids. 
= Max. pressure: 100 psi Wet-end components: 303 stainless steel, bronze, 
= Self-priming brass, PTFE, and carbon graphite. 

intermittently transfer nonabrasive or nonparticulate viscous = ang T_pon 

liquids with a near-pulseless flow. Not for use in pulley drive 
systems that do not have a pillow-block shaft assembly. 
Bidirectional rotation. 


Note: Higher viscosity liquids (100,000 SSU) must be transferred with more 
horsepower at reduced speeds. 


Steel spur gears are great for oil-based liquids. 
Wet-end components: cast iron, steel, and Viton® 
on Viton-seal models; steel, cast iron, and PTFE on 
PTFE-seal models. 


BRONZE W/ CAST IRON 
(4) BUSHINGS BRONZE W/ W/PTFE, 

BRONZE W/| (2 LONG AND CARBON KEVLAR® 
BRONZE | 2SHORT), | BRONZE | GRAPHITE PACKING 


BUSHING (4) THICK |W/CARBON) BUSHINGS |CAST IRON SEAL AND 
AND ZERK | WASHERS, (8) | GRAPHITE) W/RELIEF |W/VITON®| ZERK 


GPM@ HP @ HP @ FITTINGS THIN WASHERS|BUSHINGS| VALVE — LIP SEAL | FITTING 

Port Shaft Shaft Free Free GPM@ FreeFlow Suction Item Item Item Item Item Item 
Size Dia. Height Flow  Flow* 100 psi @1725rpm __Lift No. No. No. No. No. No. 

0.5" 1% 2:2 % 1.9 % 2.5 ft. 4KHG4 — — 4KHH7 4KHJ4 4KHK1 
My" 0.5 1% 1/6 % 1.9 M% 2 Tt. — — 4KHH1 — — — 

0.5" 2464" 4.8 Vp 44 Vp 3.5 ft. 4KHG5 — 4KHH2 4KHH8 4KHJ5 4KHK2 
0.625" 2% id 7) 6.5 V4 7.9 ft. — 4KHH3 — — — — 

¥" 0.625" 298" id V4 6.6 V4 7.9 ft. = — — 4KHH9 4KHJ6 4KHK3 
0.63" 2%' 1 7) 6.6 7) 7.9ft.  4AKHG6 — — — — — 

Vp" 0.625" 2%' 10.8 V4 10.2 V4 12.3 Th — — 4KHH4 4KHJ1 4KHJ7 4KHK4 
0.63" 2% 10.8 7) 10.2 V4 12.3 ft., 4KHG7 — — — — — 

Ys" 0.625" 3%6 20.6 1% 19.8 1% 15.2 ft.| 4KHG8 — 4KHH5 4KHJ2 4KHJ8 4KHK5 
{" 0.625" 3%6 24. 1% 23.1 1% 19.5 ft.| 4KHG9 — — — — — 

0.625" 3%6 24.8 1% 2a 1% 19.6 ft. — — 4KHH6 4KHJ3 4KHJ9 4KHK6 





* Flow is based on pumping 10-weight oil at 70°F at 1725 rpm. See page 13 for optional motors. 


Pedestal Gear Pumps fDayton] 


= Max. viscosity: 500 SSU at 1725 rpm BRONZE 

= Max. pressure: 125 psi = Max. temp.: 210°F 

= Mechanical seals Fortron® polyphenylene sulfide (PPS) spur gears 
= Self-priming transfer water-based liquids with no metal-to- 
Transfer nonabrasive or nonparticulate liquids with a metal contact; good chemical compatibility. Buna 
near-pulseless flow. Pumps are bidirectional with posi- N mechanical seals with carbon/ceramic faces. 


tive displacement. All have keyed shafts and a seal flush Other wetted materials are bronze, brass, Fortron, 
chamber. Shaft ball bearings allow use with pulley-drive and carbon graphite. 
systems. Cast-iron and bronze models have pressure relief 316 STAINLESS STEEL 


valves. = Max. temp.: 280°F 


Note: Higher-viscosity liquids (100,000 SSU) must be transferred with Fortron® polyphenylene sulfide (PPS) spur gears 
more horsepower at reduced speeds. : . ‘ 
handle viscous-based fluids and operate quietly 
CAST-IRON with no metal-to-metal contact; good chemical 
= Max. temp.: 280°F resistance. Viton mechanical seals with carbon/ 
Steel spur gears handle oil-based fluids. Viton® mechanical ceramic faces. Other wetted materials are 316 
seals with carbon/ceramic faces provide good resistance __ stainless steel, carbon graphite, and Fortron. 


to compatible chemicals. Other wetted materials are cast 


iron and steel. CAST-IRON | BRONZE W/ |316 STAINLESS 
W/STEEL CARBON STEEL W/ 
SPUR GRAPHITE CARBON 





GPM@ HP@ GPM @ HP @ GEARS BUSHINGS BUSHINGS 
Port Shaft Shaft Free Free 125psi@ 125psi@ Suction Item Item Item 
Size Dia. Height Flow Flow* 1725RPM 1725 RPM Lift No. No. No. 
3g" 0.5" 298" 43 VE 4] 1 ewe 4KHF8 4KHF3 _ 
3g" 0.5" oY 438 % 4] i 3.5 ft _ _ 4KHP1 
VY," ¥" 298" 7 V4 6.1 1% 7.9 ft. 4KHF9 _ — 
Yn" 0.625" 2%" 7 V4 6.1 1% 7.9 ft. _ 4KHF4 — 
Y," 0.625" 3%32" 10.8 1% 9.7 1 12.3 ft. _ _ 4KHP2 
5/4" 0.625" 2% 10.8 V4 9.7 1% 12.3 ft. 4KHG1 4KHF5 — 
1" ya" 3%6 20.6 1% 19.2 3 15.2. 4KHG2 — — 
iW 0.750" 3%6 20.6 1% 19.2 3 15.2 Tt _ 4KHF6 — 
1" 0.750" 316 24.8 1% 23.3 3 19.5 ft _— —_ 4KHP3 
1%" 0.750" 3%6 24.8 1% 23.3 3 19.5 ft. 4KHG3 4KHF7 _ 





* Flow is based on pumping 10-weight oil at 70°F at 1725 rpm. See page 13 for optional motors. 
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PUMPS 
Pressure Relief Valves & Rotary Gear Pumps 


Scan. Order. Done. 
Details on page A1. = 





‘a 


= Operate in any position 
= Max. temp.: 180°F 


Pressure can be set to maximize discharge 


Adjustable Pressure Relief Valves 


WARNING: For use with positive displacement pumps only. Not 
designed for complete shutoff. Not for hot water heaters, boilers, or 
steam service. Install only on pressure side of pump to relieve pressure. 
Using valves under or over rated pressure will cause valve to leak. 


performance. Some bypass may occur. 


= Max. operating pressure: 100 psi 

= ODP motor enclosures 

= Mechanical seals 

These pumps are self-priming and have 
a pressure relief valve. Bidirectional 
(reversible) motor drive with thermal 


= Max. temp.: 280°F 


Designed for oil-based fluids. 
Steel spur gears and shafts with 
Viton® seals. Other wetted mate- 
rials are cast iron, 303 stainless 
steel, carbon, and ceramic. 


Max. Flow Pressure Body Wetted Inlet Outlet Item 
(gpm) Range (psi) Material Materials* Port (in.) Port (in.) No. 
6 00 to 600 Bronze oh Yo (M)NPT Yo (F)NPT 4KGZ8 
6 300 to 600 Bronze SS ¥4 (M)NPT Ya (FYNPT 4KGZ7 
13 0 to 150 Nylon Nylon ¥4 (M)NPT Ya (FYNPT 4KGZ9 
22 0 to 250 Nylon Nylon a Net Y4 ana 4KHA3 
20 0 to 300 Bronze Do Ya (M)NPT Ya (FYNPT 4KHA1 
40 0 to 400 Bronze SS 1 (M)NPT Ya (FYNPT 4KHA2 
* SS = stainless steel. 
Intermittent-Duty Rotary Gear lef Dayton| 
Pumps—Carbonator-Mount 
= Max. viscosity: 500 SSU at 1750 rpm CAST-IRON BRONZE 


= Max. temp.: 210°F 


Handle water-based fluids. Carbon 
graphite bushings and Buna N 
seals. Other wetted materials are 
bronze, brass, Buna N gasket, and 
303, 17-7, and 18-8 stainless steel. 


No. 4KHP8 overload protection. 
CAST-IRON | BRONZE 
Port GPM @ HP @ GPM @ HP @ Suction Item Item 
Size Free Flow Free Flow* 100 psi 100 psi Lift No. No. 
Pump Only 
Yq" 2.2 V3 1.60 Ys 3.2 ih. 4KHR1 4KHP8 
ye" 4.4 Ya 3.60 Yo 3.6 ft. 4KHR2 4KHP9 
CAST-IRON | BRONZE 
Amps Port GPM @ GPM @ Suction Item Item 
HP Voltage AC Size (in.) Free Flow 100 psi Lift (ft.) No. No. 
Pump with Motor 
3 115/230 9.6/2.8 2) 2.2 1.3 3.2 41TK24 411K25 
% 115/230 $213.0 ¥e 44 3.0 3.6 41TK26 411K27 


No. 41TK24 


No. 








Rotary Gear Pumps— 
Close-Coupled 


= Max. viscosity: 500 SSU 

= Max. pressure: 125 psi 

= Mechanical seals 

= Self-priming 

Can be mounted on NEMA C-face motors 
to provide a near pulseless flow with easy 
maintenance. Feature ball bearings and 
keyed shafts. 


CAST-IRON 

= Max. temp.: 280°F 

= ODP motor enclosures 

Steel spur gears handle oil-based fluids. 
Viton® carbon/ceramic seal with cellulose 
gasket. Other wetted materials are cast iron 


| and steel. With pressure relief valve. 


BRONZE 
= Max. temp.: 210°F 
= ODP motor enclosures 


eure Fortron® PPS spur gears have a linear 
polymer structure for greater strength, 
and transfer water-based liquids with no 
metal-to-metal contact; good chemical 
316 STAINLESS 
CAST-IRON, BRONZE, STEEL, 
STEEL FORTRON PPS | FORTRON PPS 
SPUR GEAR | SPURGEAR | SPUR GEAR 
Port Motor GPM@ HP@ GPM@ HP@ Suction Item Item Item 
Size Frame Free Flow Free Flow 125 psi 125 psi __Lift No. No. No. 
Pump Only 
vf 56C 48 % 44 {3.5 ft.|  4KHC5 4KHA9 — 
ye 56C 4.8 % 44 Toot. — — 4KHN7 
ye 56C 7 Ys 6.1 1% 7.9ft.| _ 4KHC6 4KHC1 = 
A 560 10.8 Ys 97 1% 12.3ft.| 4KHC7 4KHC2 4KHN8 
1" {82TC/184TC 24.8 WZ pe] 3 19.5 ft.| 4KHC9 4KHC4 4KHN9 


2696 GRAINGER. 
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* Flow is based on pumping 10-weight oil at 70°F at 1725 rpm. 


‘a 


compatibility. Ryton® PPS gears have a cross-linked polymer 
construction and can resist a variety of solvents and corrosive 
chemicals. Carbon/ceramic/Buna N seal and carbon graphite 
bushings. Other wetted materials include bronze and brass. With 
pressure relief valve. 


316 STAINLESS STEEL 
= Max. temp.: 280°F 
=» TEFC motor enclosures 


Fortron® PPS spur gears are a linear polymer construction for 
added strength, and operate quietly with no metal-to-metal 
contact; good chemical resistance. Viton® seal. Sealed flush 
chamber increases pump efficiency. Other wetted materials 
are 316 stainless steel, carbon graphite, Graphoil® gasket, and 
ceramic. 


Port Gear Motor GPM@ GPM @ Suction Item 
HP Size (in.) Material Frame Free Flow 100 psi Lift (ft.) Voltage No. 
Pump with Motor 
Cast Iron 
1 4 96HC 48 4.4 3.0 119/230 41TK05 
4 96C 48 44 3.0 230/460 41TK13 
4g Steel 96HC £ 6.5 7.9 115/230 41TKO9 
1% 4g Soir 96C 7 6.9 7.9 230/460 41TK16 
Y p S6HC 10.8 10.2 12.38 115/230 41TK10 
Y 96C 10.8 10.2 12.3 230/460 41TK18 
3 1 1821C/1841TC =. 24.8 23.9 19.5 230/460 41TK21 
Bronze 
{ 4 56HC 48 4.4 3.9 119/230 41TK06 
Y4 96C 48 44 3.9 230/460 41TK14 
3¥g___ Fortron S6HC £ 6.5 7.9 115/230 41TK08 
1%) 5g PPS 96C 7 6.5 7.9 230/460 41TK17 
Y Spur 56HC 10.8 10.2. 12.38 115/230 41TK11 
Y 96C 10.8 10.2 12.3 230/460 41TK19 
3 1 1821C/184TC —.24.8 23.9 19.5 230/460 41TK22 
316 Stainless Steel 
{ 8 S6HC 48 44 3.9 119/230 41TKO7 
Ye ___ Fortron 96C 48 4.4 3.0 230/460 41TK15 
1y—2 PPS 56HC 10.8 10.2 12.38 115/230 41TK12 
Y 96C 10.8 10.2 12.3 230/460 41TK20 
3 1 1821C/184TC — 24.8 23.9 19.5 230/460 41TK23 
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GRAINGER CHOICE ° PUMPS 
Find the wi. Find Solutions. Find Great Prices. Rotary Gear, Hot Oil & Filtration Pumps 


CHEMSTEEL” 


Rotary Gear Pumps—High Temperature 





= Max. temp.: 450°F Magnetic Drive—These sealless pumps 
= Max. viscosity: 100 SSU, except Pedestal are 500 SSU _— are used to transfer harsh and aggressive 
= Metering accuracy +0.5% chemicals in environmentally sensitive or 
= Self-priming regulated areas. 

Quietly transfer highly corrosive liquids at higher pres- = Max. pressure: 110 psi 

sures and temperatures. Pumps have a 316 stainless steel jyechanical Seal—Type 9T stainless 
housing and feature Waukesha 88® nongalling helical steel and PTFE mechanical shaft seals 
gears. With heavy-duty 1-pc. combination bearing and handle many harsh chemical liquids. 





full-size carbon bearing wear plate; sized to match the full =. yay. pressure: 150 psi 
gear diameter. Pump housings have through-bolt construc- (No. 2ERAQ is 110 psi) 
tion with PTFE-encapsulated silicone O-ring housing seals 

and a seal flush chamber. Other wetted materials include 

316 stainless steel, W88 helical gears, PTFE, Kalrez®, 

ceramic, and carbon. Bidirectional rotation. 


Magnetic Drive 
No. 2ERE7 


MAGNETIC |MECHANICAL 
NEMA GPM @ GPM @ DRIVE SEAL 








Port Motor Free Flow 1725 rpm Suction Item Item 
HP Voltage Amps Size(NPT) Frame @1725rpm_ 100 psi* Lift (ft.) No. No. 
Rotary Gear Pumps 
V3 115/230 6/3 Va 56C 0.6 0.37 1.5 2ERE/ 2ERA9 
V3 119/230 6/3 2 96C 15 TZ 2 2ERE8 2ERC1 
V3 13230 6/3 Yo 96C 2 1.6 q 2ERE9 2ERC2 
Ya 115/230 8/4 Yo 96C 3 2.2 4 2ERF1 2ERC3 
V4 115/230 8.4/4.2 Yo 96C 4 3 5 2ERF2 2ERC4 
1 115/230 12.8/6.4 Yo 96C 5.6 0.20 6 2ERF3 2ERC5 
1% 230/460 O20 Yo 96C 8 ia 8 2ERF4__t| 2ERC6 Tf 
1% 230/460 9/2.9 4 96C 10 9.25 9 2ERF5 t| 2ERC7 Tf 
3 230/460 8.3/4.15 124 182TC 14.9 12.4 10 2ZERF6 {| 2ERC8 { 
3 230/460 8.3/4.15 1% 182TC 20 17.6 12 2ERF/ {| 2ERC9 f{ 
a 230/460 13.2/6.6 1% 182TC 20 20.1 15 2ZERF8 {| 2ERD1 f{ 
5 230/460 13.2/6.6 1% 182TC 30 2/ 17 2ZERF9 {| 2ERD2 f{ 
Mechanical Seal 
NEMA No. 2ERC3 
Recommended _ Port Motor FreeFlow GPM@ GPM @ Max. Mfr. Item 
MotorHP Size(NPT) Frame (gpm) 40 psi* 50 psi* Pressure _ Suction Lift Model No. 
Rotary Gear Pump Heads, Mechanical Seal 
V3 YA 56C 0.6 oD 5 110 psi 15 it. R10216CA 6KXR2 . : or > 
V3 Ya 56C 1.4 13 1.3 150 psi 2 ft. R10316CA 6KXR3 rar  ——_— 
V3 VY," 960 2:1 1.9 1.8 150 psi 3 ft. R10416CA 6KXR4 
Y yy," 96C 2.8 2) 25 150 psi A ft. R10616CA 6KXR5 
A) VY," 56C 4.4 4.2 4.2 150 psi 5 it, $20716CA 6KXR6 
1 yy" 96C 6.2 9.9 BE: 150 psi 6 ft. $21016CA 6KXR7 
1% Ya 96C 8.6 8.3 8.3 150 psi 8 ft. 521416CA 6KXR8 
1% 5/4" 96C 10.5 10.1 10.0 150 psi 9 ft. $41716CA 6KXR9 
3 1%," 182TC 14.9 13.9 13.7 150 psi 10 ft. 592316CA 6KXTO 
3 1%" 1821C 19.6 18.8 18.6 150 psi 12 ft. 593016CA 6KXT1 
5 1%" 1841C 22.4 21.6 21.4 150 psi 15 ft. $93516CA 6KXT2 
5 1%" 184TC 29.5 28.6 28.4 150 psi 17 tt. 594616CA 6KXT3 | a: 

Close Coupled Motor Adapters rr = Rotary Gear 
For Use With Pump Models R102 thru R106 — 2012 6KXT4 a Pump Head 
For Use With Pump Models $207 thru $214 _— REY 6KXT5 P 
For Use With Pump Models $417 — 9811 6KXT6 No. 6KXR2 


For Use With Pump Models $923 thru $946 — 9809 6KXT7 


* To convert to feet of head divide by 2.31. ¢ 3-phase models are inverter-duty rated and meet NEMA MG 1 Part 31.4.4.2 in 
constant- and variable-torque applications with a 20:1 turndown ratio; see page 157 for AC Adjustable Frequency Drives. 


“ae 


Hot Oil and Filtration Pumps 


= Max. temp.: 375°F Rotary Gear Pumps, 

= Max rpm: 1725 Carbonator Mount 2 | 
Bidirectional pumps feature all cast-iron = Max. viscosity: 100 SSU 
construction and provide a near-pulseless ~~ Rotary Gear Pumps, 

flow in intermittent-duty commercial hot Close-Coupled—Include 

oil transfer applications. Nonclogging relief valve. 

pumps have spur gears, and are able to = Max. viscosity: 100 SSU 

pass nonabrasive particulates and reduce 

oil shear. Suitable for use in commercial | Rotary Gear Pump Heads, 

fat fryers, filtration processes, and cooking Garbonator Mount 


No. 6DHJ1 











oil waste removal. Not for use with water- = Max. viscosity: 100 SSU . 2 
based fluids. Include motor with ODP 4 
enclosure, except Nos. 6DHH7 and 6DHH8. , " 
GPM Pumping 7 | g, 
Cooking Oil @ 300°F Max. 
Port FreeFlow GPM@ GPM@ __ Suction Pressure Item ° , a 
HP __ Voltage Amps Size (NPT) (gpm) 40 psi 50 psi Lift (ft.) (psi) Seal No. 
Rotary Gear Pumps, Carbonator Mount 
Ye =115/230 ~—~«6..0/3.0 Vo 4.1 3.4 — 51 40 Viton® Lip 6DHH9 
Y 115/230 8.4/4.2 Yo 5.2 4.4 — 6.2 40 Silicone Lip 6DHJO 
Rotary Gear Pumps, Close-Coupled 
Y% 115/230 8.8/4.4 Yo 6.7 5.8 55 7.9 60 Viton® Mechanical 6DHJ1 
¥, 115/230 11.6/5.8 V4 9.9 8.1 7.7 12.3 60 Viton® Mechanical 6DHJ2 No. 
Rotary Gear Pump Heads, Carbonator Mount 6DHH7 
Vp — — Vo 5.2 4.4 — 6.2 40 Viton® Lip 6DHH7 
V3 — — Vo 4.1 3.4 — 5.1 40 Viton® Lip 6DHH8 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2697 


Scan. Order. Done. 
Details on page A1. 


PUMPS 
Rotary Vane Pumps 





PROCON’ 


Products 


Carbonator-Mount Rotary Vane Pumps 


= Max. fluid temp.: 158°F internal bypass valve eliminates the need for an external 
= Max. operating pressure: 250 psi relief valve on all models except Nos. 6XE92 and 6XE95. 
= NSF rated, except Nos. 6XE82 and 6XE84 [(Nos. 6XE82 and 6XE84 have internal solid-brass bypass 


These positive displacement pumps run quietly, have low _ Valves. Brass and stainless steel also available on all 
vibration and pulsation characteristics, and are virtually other models; call 1-800-GRAINGER (472-4643).] 
maintenance-free. They can handle many liquids with Pumps work with carbonated, deionized, or distilled water 
low lubricating characteristics at relatively high pres- and moderately aggressive liquids—such as fire-resistant 
sures. Flow remains constant over entire pressure range. _ fluids, hydraulic oil, lubricants, coolants, insecticides, and 
Most models are self-priming (except Nos. 6XE92 and soap. For use in dispensers, espresso machines, sprayers, 
6XE95). Metal-to-metal contact is eliminated, resulting filtration and water purification processes, team-cleaning 
in low starting torque. 303 stainless steel shaft, stain- and car-washing machines, pressure boosters, atomizing/ 
less steel rotors, and built-in relief valve. Pumps mount misting humidification systems, circulation systems, labo- 
on NEMA 56C frame motors (adapter kit sold separately) ratory pumps, pilot plants, boiler feeds, textile machines, 
for a coupling drive, or can be attached to a NEMA 48YZ and fire jockey pumps. 

motor with a V-band clamp. High-temperature plastic 











BRASS STAINLESS STEEL 
Inlet/Outlet Max. Min. Flow Filter | 100 psi | 200 psi | 250 psi Mfr. Item Mfr. Item 
NPTF (in.) Flow (gph) Rate (gph) Strainer | gph HP |gph HP |gph HP Model No. Model No. 
25 19  100Mesh 25 % | 21 %|19 % | 111A025F11CA 250 _6XE97 — = 
30 1 — 20 %|21 % {19 % |) 112A025F11CA 250 _6XE96 113A025F31CA 250  5JKD4 
30 19 100Mesh 25 % | 21 %/|19 % |) 141A025F11CA 250  5JKE2 ~* — — 
48 29 — 35 4%} 31 % | 29 % | 112A035F11CA 250 —_ 6XE79 113A035F31CA 250 6XE86 
48 29 100Meshi 35 4% | 31 % | 29 % | 111A035F11CA 250 —_6XE78 — — 
48 29 100Meshi 35 4% | 31 % | 29 % | 141A035F11CA 250  5JKD8 * — — 
ia 04 _— 60 %|56 % | 54 % | 112A060F11CA 250 _6XE80 113A060F31CA 250 5JKD1 
‘3 94 _100Mesh| 60 % | 56 % | 54 % | 111A060F11CA 250 6XE81 — — 
73 04 _100Mesh| 60 4% | 56 % | 54 % | 141A060F11CA 250 5JKD9 * — — 
¥ 82 64 — 70 %/|66 %|64 % — — 113A070F31BA 250 _6XE87 
: 112 94 — (100 %4|96 % | 94 % | 102A100F11PA 250 6XE82 113A100F31BA 250 6XE88 
112 94 — |100 4/96 4/94 &% — — 103A100F31RA 250 5JKD2 
112 94 _100Meshi100 % | 96 % | 94 % | 111A100F11AA 250 —6XE83 — — 
Ta? 94 100Meshi100 4% | 96 % | 94 % | 141A100F11AA 250  5JKEO * — — 
131 121. =100Mesh\126 % (122 % |120 % | 141A125F11AA 250  5JKE1 * — — 
154 130 — (141 % |137 % (135 % | 102A140F11PA 250 —_—6XE84 — _ 
154 135 — |141 % {13/7 %/|94 % — — 113A140F31BA 250 _6XE89 
154 135 — {141 % {13/7 % {135 % — — 103A140F31RA 250 5JKD3 
154 135 100 Meshi141_ 1% |137 % (1385 % | 111A140F11AA 250 _ 6XE85 — — 
154 135 100 Mesh) 141% (137 %4 1135 % | 141A140F11AA 250 5SJKE3_* — _— 
210 178 — |190 % |182 % (178 % | 114B190F11BA 250 _ 6 XE93 115B190F31BA 250 _6XE90 
260 228 —  |240 % |232 % (228 1 | 114B240F11BA 250 _ 6XE94 115B240F31BA 250 5 JKD6 
ve 2/5 201 — [263 % [209 1 [25/ 1% — — 115B265F31BA 250 _6XE91 
346 326 — {330 % [327 1 |326 1% 114B330F11XX 6XE95 — — 
346 326 — {330 % [32/7 1 [326 1% — — 115B330F31XX 6XE92 
* Low lead. 

i —_ j Shaft Mfr. Item 
Bronze Couplings—Couplings absorb most of the wear usually Sales wi Dia. {in.) Shaft Type Model a 
inflicted upon pump and motor shafts to protect both in the event ‘Bronze Couplings 
of misalignment, extending pump/motor life. Can be easily and Mfr. No. 115B190F31BA 250, 115B265F31BA 250, 115B330F31XxX, 5/, Double Flat/Slot 1143 4Mcx2 


114B190F11BA 250, 114B240F11BA 250, 114B330F11XX 


inexpensively replaced as needed. Use only with slotted rotors. Mir No. 3540 % Double Flat/Slot 1143-4 4MCX3 





No. 34TL23 
No. 34TL14 





MEM. Fluid-o-Tech’ 


No. 34TLO3 





No. 34TLO4 Rota ry Van e Pumps & POWER THE FLOW 
LOW-LEAD BRASS STAINLESS STEEL = Max. temp.:158°F «= Max. pressure: 290 psi 
Inlet/ Min. Flow Mfr. Item Mfr. Item iqh- i iq 
ugk (apm | liseses. Mounting Model = sNG anil Na These high pressure pumps provide a steady liquid flow and feature 
0.4 PBOO71ANCNNOOO0 34TLO7 = = a rugged 303 stainless steel rotor and a graphite vane. Suitable for 
0.4 PBOO/1XNANNOOOO 34TLO8 * — — in bever ir teurizing, liquid transfer, machin lant 
0.5 PBOTO1XNANNOOOO S4TL11 *| POOTOTBNCNNOOOO aaTLia “°° be eee dairy pasteu 9; auc. eee 
05 PBOTOTANCNNOOOO ~34TL12 = = reverse osmosis, and water boosting applications. You can mount 
eee P8020 TXNANNO000 aTLi8 * | P00201BNCNNOO00 34TL20 all carbonator mount pumps to any NEMA 48Y frame motor. Shaft 
16 Yes Carbonator | PBO30TTNANNOOOO a4TK96 *| POOSOTBNCNNOOOO a4Tk9a aver No. 34TL24 (sold separately) installs between the motor 
1.6 PBO301ANCNNOOO0 34TK97 — = hub and pump to help reduce wear on the motor and pump shaft. 
23 Se ankes Se NNOOOD Sate ee Includes 2 clamps, collar, and coupling. Pumps are NSF compliant 
31 PBOGO1ANDNNOOOO 34TLO3 | POOSOTBNENNOOOO 34TLo4__ and suitable for use in potable water applications. 
YoFNPT 4 PBOSOTANDNNOOOO 34TLO5 | POO801BNENNOOOO0 34TLO6 Body Mfr. Item 
55 PB1001ANDNNOO00 34TLO9 | PO1001BNENNOO00 34TL10 Description Material Mounting Model No. 
THNPT ‘6.6 — — LO1200CNONVO000 34TL14 ~—s"f{ecessories 
i — — LO1400CNONVO000 34TL15 Adapter Plastic Flange and Clamp 22388-K _34TL23 
8.8 No Flange — = LOT600CNONVO000 34TL16 ‘Shaft Saver Kit_Glass Encapsulated Nylon Clamp _92-01-04-DK 34TL24 
PONE oe = = OSSNONYOOOOeaTLaT—V-Band Clamp ——Stainless Steel mg 94-80-01 34TL25 
12.1 — — LO2200CNONVO000 34TL22 «Strainer included. 
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Find the wf. Find Solutions. Find Great Prices. Compression Packing Seals 
. 2 GFO® 
Compression Packing Seals Palmetto’ = No. 4RTL4 
Packing materials are calendared and oven-dried to help make the packing more dense so that 
fewer adjustments are required. Lubricated seals keep the packing from spinning with the shaft Aramid 
during break-in. Can be cut and formed into individual rings to act as a seal in pumps or valves. No. 4RTA1 





See chart for pump and valve performance limits. 


Max. Max. Max. Max. Max. 
Temp. in Press. Press. Press. Shaft 


Palmetto Temp. Steam (psi) (psi) (psi) Speed pH 
Key Style Description Range (°F) (°F) Pumps Valves Steam (ft./min.) Range 
GENERAL SERVICE General service for water pumps & light- to medium-duty 
A 1030AF General water pump service, composite packing w/ graphite, Novoloid & aramid. Dull gray. -400 to +600 NR 200 1200 NR 2000 ooo 
B 1347AF — General service, white synthetic packing w/ PTFE -10 to +450 NR 900 NR NR 2300 2 to 12 
C 1392S — General service, composite packing w/ PTFE. Brown. -10 to +400 NR 400 NR NR 1200 2 to 12 
GENERAL SERVICE+ PTFE/graphite packings for general service w/ faster shaft speeds and/or light slurry 
D 1 Expanded PTFE w/ graphite for corrosive chemicals & slurry service. Dull black. -400 to +550 NR 300 NR NR 3800 0 to 14 
E 1389 100% GFO® expanded PTFE w/ graphite for corrosive chemicals & slurry service. Dull black. -400 to +550 NR 300 NR NR 4300 Oto 14 
ABRASIVE / SLURRY Abrasive/slurry packing for demanding applications in mining, dredging, oil sand, asphalt & wastewater 
F PE1000 __Black graphited aramid w/ lube for high pressure reciprocating & abrasive slurry. Dull black. -400 to +550 NR 800 NR NR 2000 1 to 13 
G 1350 Yellow para-aramid for high pressure & abrasive slurry applications -10 to +500 NR 900 NR NR 2900 3 to 11 
H 1359 Expanded PIFE w/ graphite, aramid corners extrusion resistant slurry packing. Dull black. -10 to +500 NR 700 NR NR 2/00 3 to 11 
I inval White meta-aramid for high pressure, abrasive slurry, paper mill applications -10 to +550 NR 500 NR NR 2000 1 to 14 
5 ft. 10 ft. 25 ft. 5 ft. 10 ft. 25 ft. 5 ft. 10 ft. 25 ft. 5 ft. 10 ft. 25 ft. 5 ft. 10 ft. 25 ft. 
Square; Item Item Item Square, Item Item Item Square; Item Item Item Square; Item Item Item Square, Item Item Item 
(in.) No. No. No. (in.) No. No. No. (in.) No. No. No. (in.) No. No. No. (in.) No. No. No. 
(A) 1030AF Novoloid/ (C) 1392S Novoloid/ (E) 1389 100% GFO™ Expanded (G) 1350 Para-Aramid (lI) 1371 Meta-Aramid 
Aramid with Graphite Aramid with PTFE PTFE with Graphite Ye__| ARTA1 | 4RTA2 | 4RTAS Ye __| 4RRX1 | 4RRX2_ | 4RRX3 
Ve 4RTV4 | 4RTV5 | 4RIV6 Vg A4RTY4 | 4RTY5 | 4RTY6 Ve 4RTL4 | 4RTL5 | 4RTL6 Yio | ARTA4 | 4RTAS | 4RTAG Ye | 4RRX4 | 4RRX5 | 4RRX6 
Ye | 4ARTV7 | 4RTV8 | 4RTV9 Yis_ | 4RTY7 | 4RTY8 | 4RTY9 Ye | ARTL7 | 4RTL8 | 4RTL9 4 ARTA7 | 4RTAS | 4RTAS Ys | 4RRX7 | 4RRX8 | 4RRX9 
Ys | ARTW1 | 4RTW2 | 4RTWS3 Ya 4RTZ1 | 4RTZ2 | 4RTZ3 Ys | ARTN1 | 4RIN2 | 4RINS Ye | 4ARIC1 | 4RTC2 | 4RIC3 %6 | 4RRY1 | 4RRY2 | 4RRY3 
%e | 4RTW4 | 4RTW5 | 4RTW6 Ye | 4RTZ4 | 4RTZ5 | 4RTZ6 Ye | 4RIN4 | 4RINS | 4RTNG 4s 4RTC4 | 4RTCS | 4RIC6 Ys | ARRY4 | 4RRY5 § 4RRY6 
Ye | ARTIW/ | 4RTW8 | 4RTW9I ¥e 4RTZ7 | 4RTZ8 | 4RTZ9 ¥e__| A4RIN/ | 4RIN8 | 4RINI ”~e_| ARTC7 | 4RTC8 | 4RTC9 Y/”e | 4RRY7 | 4RRY8 | 4RRYO 
”e__| 4RTX1 | 4RTX2 | 4RTX3 Ye__| 4RUA1 | 4RUA2 | 4RUA3 Y/”c__| 4RIP1 | 4RTP2 | 4RTP3 Y% | 4RTD1 | 4RTD2 | 4RTD3 Yo | 4RRZ1 | 4RRZ2 | 4RRZ3 
iD 4RTX4_ | 4RIX5 | 4RTX6 Yo __| 4RUA4 | 4RUADS | 4RUAG Y 4RTP4 | 4RITP5 | 4RTP6 Y%_| 4RTD4 | 4RTDS | 4RTD6 %. | 4RRZ4 | 4RRZ5 | 4RRZ6 
% 4RTX7 | 4RIX8 | 4RTX9 %__| ARUA7 sRuAg 4RUAY %e ante 4RTP8 | 4RTP9 Y4__| ARTD7 | 4RTD8 | 4RTD9 Ys | ARRZ7 | 4RRZ8 | 4RRZ9 
YA 4RTY1 | 4RTY2 |) 4RTY3 Ys __| ARUC1 | 4RUC2 | 4RUC3 Ys | ART 4RTR2 | 4RTR3 (H) 1359 Expanded PTFE with 
8) ASaTE re ea (D) 1382 Expanded PTFE Fy pele Graphite Aramid Graphite and Aramid Corners 
4RUC4 | 4RUC5 | 4VKE9 with Graphite 4RRP8__4RRPY Y4__| 4RRU7 | 4RRU8 | 4RRUI 
vs 4VKF1 | 4VKF2 | 4VKF3 Ys | ARTR4 | 4RTRS | 4RTRO a aRRRI 4RRR2_ | 4RRR3 Ye | 4RRV1 | 4RRV2 | 4RRV3 
2 4VKF4 | 4VKF5 | 4VKF6 Ye | 4RTR7 | 4RTR8 | 4RTRI Ys _| ARRR4 | 4RRRD | 4RRRG ¥e__| ARRV4_ | 4RRV5_ 4RRVE 
Ye | 4VKF/ | 4VKF8 | 4VKF9 V4 4RTT1 | 4RTT2 | 4RTT3 %6 | 4RRR7 | 4RRR8 | 4RRRI Yc | ARRV7 | 4RRV8 | 4RRVI 
Ys | AVKG1 4AVKG2 | 4VKG3 Ye | ARTT4 | 4RTT5 | 4RTT6 ¥s | ARRT1  4ARRI2 | 4RRTI3 Y% | ARRW1 | 4RRW2 | 4RRW3 
”c_| 4VKG4 | 4VKG5 | 4VKG6 4g 4RTT/ — 4RTT9 ”e | 4ARRT4 | 4RRT5 | 4RRI6 ¥. | 4ARRW4 | 4RRW5 | 4RRW6 
Yo | AVKG7 | 4VKG8 | 4VKG9 Y“”ce | 4ARTU1 | 4RTU2 | 4RTU3 Y% | ARRT7 | 4RRT8 | 4RRT9 ¥4 | ARRW/7 | 4RRW8 | 4RRWI 


% | AVKH1 | 4VKH2 | 4VKH3 Yo__| ARTU4 | 4RTUS | 4RTU6 %__| ARRU1 | 4RRU2  4RRUS 
Y4__| AVKH4 | 4VKHD | 4VKH6 % | ARTU7 | 4RTU8 | 4RTU9 Y4__| 4ARRU4 | 4RRUS | 4RRUG 
Ys__| ARTV1 | 4RTV2 | 4RIV3 





Compression Packing Seals = Palmetto 


Can be cut and formed into individual rings, to act as seals in pumps or valves. 
See chart for pump and valve performance limits. 


Graphite 
No. 4VLE4 





Max. Max. Max. Max. 
Press. Press. Press. Shaft 


Palmetto Temp. Max. Temp. (psi) (psi) (psi) Speed pH 
Ke tyle Description Range (°F) inSteam(°F) Pumps Valves Steam (ft./min.) Range 
FOOD /CHEMICAL White TFE-based packing for food, chemical or other applications needing a white or non-staining packing w/ a wide pH range 
1367FS — FDA compliant PTFE white packing w/ mineral oil lubrication -400 to +500 NR 200 NR NR 1200 Oto 14 
13675 PTFE white packing w/ lubrication (MIL-P-24396, Type A) for corrosive chemicals, pumps, & mixers -400 to +500 +900 200 NR NR 1200 Oto 14 
HIGH SPEED / TEMP racking tor high shaft speets and/or high-temp. meta. ' 
raphite filament packing w/ graphite for high-temp Ign- 2 
C 1555 sneed applications w/ good sealability. Dull gray color. 45010 +800 +1200 ih ed a ea 
D ow Carbon Is good for high temps. & high shaft speeds -450 to +650 1000 900 2000 2500 4000 Oto14 
E 1578 Carbon/PTFE for high temps. & high shaft speeds -450 to +650 1200 900 2000 NR 4000 Oto 14 
F 9000 Braid flexible grapiite packing w/ no wire tor nigh sheed : temps. Shiny gray color. -450 to +650 +1200 200 2000 2500 4000 Otol4 
exible graphite packing w/ carbon corners for high speed & temps. F 
G 5080 provides for low leakage in pumps & valves. Shiny gray color. 400 to +650 +1200 500 3000 3000 4000 Oto 14 
— FTE a ki hout lub (MIL-P-24396, Type B) used w/ 
white packing without lubrication ype B) used w : 
H 1367 valves in corrosive, pressure-resistant non-steam applications 400 to +500 NR NR 2000 NR NR Oto 14 
I S000W Flexible graphite packing w/a small amount of Inconel wire for steam valves. Shiny gray color. -100 to +650 +1200 NR 3900 3500 NR 1to 14 
5 it. 10 ft. 25 ft. 5 ft. 10 ft. 25 ft. 5 it. 10 ft. 25 ft. 5 ft. 10 ft. 25 ft. 5 ft. 10 ft. 25 ft. 
Square; Item Item Item Square, Item Item Item Square; Item Item Item Square; Item Item Item Square; Item Item Item 
(in.) No. No. No. (in.) No. No. No. (in.) No. No. No. (in.) No. No. No. (in.) No. No. No. 
(A) 1367FS PTFE (C) 1555 Graphite Filament (E) 1578 Carbon Packing with (G) 5080 Flexible Graphite (I) 5000W Flexible Graphite 
Ye __| 4RTH1 | 4RTH2 | 4RTH3 with Graphite PTFE (Continuous Filament) Packing with Carbon Corners Packing with Inconel Wire 
Yis_| ARTH4 | 4RTH5 | 4RTH6 Ve 4VLE4 | 4VLE5 | 4VLE6 Ye __| 12N804 | 12P726 | 12P727 Y4__| 4VKR1_| 4VKR2 | 4VKR3 % 4VLL4 | 4VLL5 | 4VLL6 
Ys __| 4RTH/ | 4RTH8 | 4RTHO Ye | 4VLE7 | 4VLE8 | 4VLE9 Ye | 12P728 | 12P729 | 12P730 Ye | 4VKR4 | 4VKR5 | 4VKR6 Ye | 4VLL7 | 4VLL8 | 4VLL9 
Ye | ARTJ1 | 4RTJ2 | 4RTJ3 2 AVLF1 | 4VLF2 | 4VLF3 Ya __| 12P731 | 12P732 | 12P733 Ys | AVKR/ | 4VKR8 | 4VKR9 2 4VLN1 | 4VLN2 | 4VLN3 
4 4RTJ4 | 4RTJ5 | 4RTJ6 Ye | 4VLF4 | 4VLF5 | 4VLF6 Ye | 12P734 | 12P735 | 12P736 Y~e_| 4VKT1 | 4VKT2 | 4VKT3 %e | 4VLN4 | 4VLN5 | 4VLN6 
Ye _| ARTJ7 | 4RTJ8 | 4RTJ9 ¥~ A4VLF7 | 4VLF8 | 4VLF9 Ys | 12P/37 | 12P/738 | 12P739 2 4VKT4 | 4VKT5 | 4VKT6 3, 4VLN7 | 4VLN8 | 4VLN9 
i 4RTK1 | 4RTK2 | 4RTK3 ”ce | A4VLG1 | 4VLG2 | 4VLG3 Y”~e__| 12P740 | 12P741 | 12P742 % 4VKT7 | 4VKT8 | 4VKT9 “”e | 4VLP1 | 4VLP2 | 4VLP3 
8 4RTK4 | 4RTK5 | 4RTK6 i 4VLG4 | 4VLG5 | 4VLG6 Yo | 12P743 | 12P744 | 12P745 Ya | AVKUT | 4VKU2 | 4VKU3 Yo 4VLP4 | 4VLP5 | 4VLP6 
V4 A4RTK7 | 4RTK8 | 4RTK9 % 4VLG7 | 4VLG8 | 4VLG9 %6 | 12P746 | 12P747 | 12P748 (H) 1367H PTFE % 4VLP7 | 4VLP8 | 4VLP9 
1 4RTL1 | 4RTL2 | 4RTIL3 V4 4VLH1 | 4VLH2 | 4VLH3 % | 12P749 | 12P/50 | 12P751 Ve A4VLR4 | 4VLR5 | 4VLR6 Va 4VLR1 | 4VLR2 | 4VLR3 
(B) 1367S PTFE (D) 1575 Carbon Packing with Ya | 12P752 | 12P7/53 | 12P754 Ye | 4VLR7 | 4VLR8 | 4VLR9 
Ys__| ARTE | 4RTE2 | 4RTES  _—_ Graphite (Continuous Filament) (F)§ i Flexible Graphite % | 4VLTi | 4ViT2 | 4VLT3 
Yie__| 4RTE4 | 4RTES | 4RTEG Ye | 12N773 | 12N774 | 12N775 4VKU4 | 4VKU5 | 4VKU6 Ye | AVLT4 | 4VLT5 | 4VLT6 
VA 4RTE7 | 4RTE8 | 4RTES Yie__| 12N776 | 12N777 | 12N778 i 4VKU7 | 4VKU8 | 4VKU9 Ve AVLT7 | 4VLT8 | 4VLT9 
Mie | ARTFI | 4RTF2 | 4RTFS Yo | 12N779 | 12N780 | 12N781 Ys \ 4VKV1_| AVKV2 | 4VKV3 ”Ae__| 4VLU1 | 4VLU2 | 4VLU3 
¥g 4RTF4 | 4RIFS | 4RIF6 %e | 12N782 | 12N783 | 12N784 Ye | 4VKV4 | 4VKV5 | 4VKV6 2 4VLU4 | 4VLU5 | 4VLU6 


“c_ | ARTF/ | 4RTF8 | 4RTF9 ¥% | 12N785 | 12N786 | 12N787 ¥ | 4VKV7 | 4VKV8 | 4VKV9 ¥% | 4VLU7 | 4VLU8 | 4VLU9 
Ye | 4RTG1 | 4RTG2 | 4RTG3 7s | 12N788 | 12N789 | 12N790 7s | 4VKW1 | 4VKW2 | 4VKW3 ¥, | 4ViV1 | 4VLV2 | 4VLV3 
% | 4RTG4 | 4RTGS | 4RTG6 | 12N791 | 12N792 | 12N793 | AVKW4 | 4VKW5 | 4VKW6 
%,__| ARTG7 | 4RTG8 | 4RTGO %6 | 12N794 | 12N795 | 12N796 % | 4VKW7 | 4VKW8 | 4VKW9 

% | 12N797 | 12N798 | 12N799 Ys | 4WKX1 | 4VKX2 | 4VKX3 

% | 12N801 | 12N802 | 12N803 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2699 











PUMPS 














Extraction/Insertion Tools & Seals 


Scan. Order. Done. 
Details on page A1. 








Blade A 
No. 6FLHG Palmetto 


Compression Packing 
Extraction and 
Insertion Tools 


Extractors remove compression packing rings from 


pumps and valves for replacement. Interchangeable 
> —eo—— corkscrew and woodscrew tips allow removal of 


both fibrous and hardened packing. Flexible shafts 











Extractor Tip Pane make it easier to remove hard-to-reach packings. 
No. 4VLV4 = No. 4VLWS5 " Tamping Tools are used to install packing rings into 
the stuffing box. 
aged Overall Packi It 
vera acking em 
ee eee Size Length Spaces No. 
Solid Shatt Packing Extractor/Pick, Pick Tip 
P-/ 10° va and Up 4VLW2 
P-8 10" Yio and Up 4VLW3 
P-9 10" %16 and Up 4VLW4 
Flexible Shaft Packing Extractor, Removable Tip 
F-1 Va Ya" and Up AVLV4 
F-2 idk Ys" and Up AVLV5 
F-3 {47" ¥2" and Up AVLV6 
Flexible Shaft Packing Extractor, Non-Removable Tip 
F-0 6Y" Ye" and Up AVLV7 
F-4 79" 73 ard Up AVLV8 
F-9 23° Ys" and Up AVLV9 
F-6 30" T" and Up 4VLW1 
Overall Item 
Size Length No. 
Packing Extractor Replacement Tip, Corkscrew 
C-7 Ty," LW5 
C-2 Zz AVLW6 
C-3 2A" 4VLW7 
Packing Extractor Replacement Tip, Woodscrew 
W-1 1" AVLW8 
W-2 2" 4VLW9 
W-3 2p" AVLX1 
Packing Tamping Tools 
Ya" 7%" 12N763 
3" 10" 12N764 
yy 16° 12N765 
Packing Injection Gun 
— 23 12N769 * 
Packing Injection Gun Fittings 
vy" 12N770_ * 
ye" {" 12N771_ * 
yy" il 12N772 * 
* Injection packing available at Grainger.com®. 
Item 
Type No. 
Packing Cutters 
Guillotine A4VLX4 
Hand Held AVLX5 
Blade 6FLH6 
Knife 6FLH5 
: ee 
2 escription ize 0. 
Extractor Tool Kit Set C Packing Cutter Replacement Blades 
No. 6FLH7 For 4VLX4 1" x 4" 366238 
For 4VLX5 i: Xo. 366239 
Item 
Tip Includes No. 
Packing Extractor Set A 
Corkscrew (2) 4VLV4, (2) AVLV5, (1) 4VLW5, (1) 4VLWE6, (1) 4VLW2, (1) 4VLW3, (1) 4VLW4, (1) Wrench, (1) Toolbox AVLX2 
Packing Extractor Set B 
(2) 4VLV4, (2) 4VLV5, (2 } AVLVE6, (1) 4VLW5, (1) 4VLWE6, (1) 4VLW7, (1) 4VLW8, (1) 4VLW9, 
ee a Woodscrew (1) 4VLX1; (1) 4VLW2, (4) 4VLW3, (1) 4VLW4, Wrench, Toolbox AVLXS 
Tool Kit Set 
(2) 7¥2" Flexible Extractors With Tips, (2) 11" Flexible Extractors With Tips, (2) 14%" Flexible Extractors With Tips, (2) 6" Stiff Extractors, (2) 
- 10" Stiff Extractors, (2) 14" Stiff Extractors, 10" Pick Ys" And Up, 10" Pick %46" And Up, 10" Pick %s' And Up, (2) 6" O-Ring Extractor, (5) 1%" 6FLH7 
Cork Screw Tips, (5) 2" Cork Screw Tips, (5) 2%" Cork Screw Tips, 12" Wood Screw Tip, 2" Wood Screw Tip, 21" Wood Screw Tip, LG1 
Lantern Ring Extractor, LG2 Lantern Ring Extractor, B1 Brush, B2 Brush, Wrench, 5" Packing Knife With Leather Sheath, Plastic Too! Box 
Pal tt Size {i a ml ) hep ag 
aimetto ize (in. ore (in. ickness 0. 
Vs 35% 4 190 in 12N746 
[> kin S | 4s Vea 0.250 in 12N747 
aCKiIng seals Vs 1 0.250 in 12N748 
' os 115% 0.375 in 12N749 
= Standard industry seal 981 7, 17a 0.375in _12N750 
1 13% 4 0.375 in 12N751 
s Pkg. of 6 — . 1%; 15a 0.375 in 12N752 
Self-adjusting, shaft-mounted axial lip seals are designed to deflect 1% 274 0.375in _12N753 
dust, dirt, mud, and water away from shafts and prevent lubricant i Saye yee ee 
loss. Flexible, hinged lip needs no special machining to fit tightly to ap ale 0.375 in 12N756 
i i : 2 Yea .500 In 137 
shaft. Seals automatically vent excess grease during regreasing. 5%) 3254, 0.500 in 12N758 
Resilient nitrile rubber (NBR) material stretches over shaft obstruc- 3 3°74 0.900 in __12N799 
; ae oe ; 3% 3°%64 0.500 in 12N760 
tions for easy installation; its natural tension holds the seal in place 31) AV/s4 0500in 1 2N761 
while the shaft turns. 4 48764 0.000 in 12N762 
2700 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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PUMPS 


Pump Shaft Seals and Eductor Jet Pumps 





Pac-Seal Replacement 
Pump Shaft Seals 


= Buna elastomer temp. 
range: -40° to 225°F 
= Viton® elastomer 
temp. range: 
-25° to 400°F 
= PTFE elastomer temp. 
range: -350° to 500°F 
= 2cc P80 lubricant 
is included with 
every seal 


Types 81T/9T—High- 
quality, positively driven 
multispring pusher style 
for industrial and severe 
chemical applications. 
The rotary unit is set- 
screwed to the shaft for 
positive drive. Rotaries 
feature replaceable seal 
rings. O-ring mount. 


Types 21/31—Offer 
dependable sealing in 
mechanical pumps up 
to 250 psi. Hex-shaped 
outer shell reduces 
stress on components. 
Type 31 O-ring mount. 
Nos. 1R316, 5NCO5, 
1R307, and 1R301 need 
no spring retainer. 
= Replace US Seal Type 

C, Crane Type 21, 

and Sealol Type 43 


Types 
51/52—Convolution in 
seal bellows allows for 
greater axial movement 
and shaft deflection 
than Type 21. Narrow 
cross-section for ANSI 
and DIN 24960 seal 
bores. 
= Replace US Seal 
Types E, D, and Crane 
Types 1 and 2 


\% 


Type 8T/9T Type 16 


Type 68—Designed 
for use in pool and spa 
pumps. Install with the 
spring-loaded portion 
pressed into the pump housing and the 
mating ring rotating with the shaft. 

= Replace US Seal Type B and Crane Type 6A 





Type 21/31 


Type 51/52 


_— 
FLOWSERVE 
— 


Pac-Seal 





Type 68 


: MATERIAL CONTENT 
Rotary units have = Replace Crane Type Elastomer (1st Letter) Seal Ring (2nd Letter) Shell (3rd Letter) Seat (4th Letter) Spring (5th Letter) 
crimped head to with- 8 and 9, respectively B = Buna C=Carbon _ F = Stainless Steel J = Ceramic F = Stainless Steel 
V = Viton® M = Molded Plastic R = 316 Stainless Steel F = Stainless Steel R = 316 stainless Steel 
stand higher pressures = Tyne 16—Offer greater Q= PTFE X = Silicon Carbide X= Silicon Carbide 











and shaft speeds; K = Ni-Resist 
stay in-place durin pressure and speed Nom. Material Nom. Material 
Stay In-p g capabilities. Unitized Shaft Working Content Std. Shaft Working Content Std. 
installation and protect rotary seal incorporates Size Length Seat Seat (see Industry Item Size Length Seat Seat (see Industry Item 
against being dislodged ; (in.) _(in.) Bore Thickness above) SealNo. No. (in.) _(in.) Bore Thickness above) SealNo. No. 
crimped-head design Seal Type 21 Seal Type 31 
by foreign material. and hex-torque drive Y 0.750 _0.934" 0.237 in _BCFJF 392 _ 5NC03 Ys 0.718 1.3875 0.406 in VXFXF — 5NC20 
Hex-torque drive system j Y 0.812 1.000" 0.312in_ BCFJF 168,1002 5NCO2 Ys 0.8/5 1.3/5 0.406in_ VXFXF  265VSC_ _5NC19 
= Replace US Seal Type % 0.718 1.250" 0.406in BCFJF 10619 5NCO6 —=% 0.937 1.500" 0.406in VXFXF  250VSC 5NC21 
provides longer seal life A, Crane Type 6, and % 0.8/5 1.250" 0.406 in BCFJF — 1R304 1% 1.062 1.875" 0.473 in__VXFXF — 5NC23 
and helps reduce wear : a % 0.8/5 1.250" 0.406 in BCFJF 908 __-1R316 1% 1.125 2.125" 0.473 in VXFXF  939VSC _5NC24 
Sealol Type 60L % 0.875 1.250" 0.375in BCFKF 732,734 5NCO4 ‘Seal Type 51 
on shaft. % 0.8/5 1.250° 0.406in_ VCFJF 309V _ 5NCO7 % 1.312 1.3/5 0.406in VCRJR — 5NC26 
% 1.312 1.148 0.312in VCRJR 800 _5NC05 % 1.3/5 1.500" 0.406in VCRJR — 5NC27 
Nom. Material % 1.3828 1.141 0.313 in  BCFJF — 1R307 1 1.562 1.625" 0.437in VCRJR  /54V _5NC28 
Shaft Working Content Std. Ys 0./18 1.375 0.406 in BCFJF — 1R308 1% 1.625 1.750" 0.437in VCRJR  204V _5NC29 
Size Length Seat Seat (see Industry Item Y, 0.8/5 1.375 0.406in_ VCFJF = 1R309 1% 1.625  1.8/75' 0.437 in VCRJR 301V _5NC30 
(in.) _ (in.) Bore Thickness above) SealNo. No. %e_0.93/ 1.500" 0.406in BCFJF 309,703 5SNCO8 1% 1.687  2.000° 0.437 in VCRJR 304V —_SNC31 
Seal Type 8T 4 1.000 1.625" 0.437in BCFJE 230, 380, 5NCO9 1% 1.687 2.125" 0.437 in VCRJR_ 305V, 899V 5NC32 
1 1.000 1.625" 0.437 in VCRJR — 5NC50 813 1% 2.000 2.500" 0.500in VCRJR  205V  5NC34 
Seal Type 9T 1 1.000 1.625" 0.437 in _VCFKF 248V _ 5NC10 1% 2.125 2.625" 0.500in VCRJR  523V _5NC35 
Y  _0.93/ _1.375' 0.406 in QCRJR — 5NC55 1% 1.062 1.750" 0.437 in BCFJF — 1R301 2 2.125 2./50' 0.500in VCRJR  479V  5NC36 
a 1M Rss nano in see — ate 1% 1.062 1.750" 0.437 in VXFXF ; — 4P974 ae eA 3.125 0.562 in VCRJR — 5NC38 
4 1, 8/5 (0.437 In — 1 ; ; 06, eal Type 5 
a meat 1.187" 0.343 in BMFJF 100 R311 ae Recall ae 86 _ iv, +069 17 0437 A vGRIR = NGA 
8 ve i eee in 1 i ; 0, /86, f 8/5 (0.437 in = oNC4 
0.118 1.250" 0.406inVCFJF 200V 516v 1n300, «14 «1.062 )=—1.875' 0.437 in BUFF t45qq' IRAS9 ty, 4495 —9'195" 0.437 in VCRJR — 5NC43 
% 0./18 1.250" 0.406 in BMFJF 516 —_—-1R303 1% 1.062  1.875° 0.437 in VCFJF 185V, /86V 5NC12 Seal Type 68 
% 0./18  1.250° 0.406 in BMFJF 200 _1R312 1% 1.625 1.875' 0.437 in BCFJF 361-21 5NC13 % 0.615 1.078 0.210in BMFJF 80611 1R302 
% 0.812 1.250° 0.406in BMFJF 501,909 1R315 1% 1.125 2.000" 0.437in_ BCFJF 1//7,491 5NC14 % 0.615 1.250° 0.406in BMFJF 668  _1R317 
Y 0.718 1.375' 0.406 in VCFJF 201V, 851V 1R245 1% 1125 2195" 0.437in BCFJE 798, 382, 5NC15 % 0.615 1.250" 0.406in BMFJF RS 1000SS 1R318 
Y 0./18 1.375 0.406 in BMFJF 851 1R299 eo 11504 % 0.615 shaftmtd 0.225in BMFFF 80613  1R306 
Y 0./18  1.375' 0.406 in BMFJF 201 1R313 1% 1.312 2.500" 0.500in BCFJF 237,446 5NC16 % 0.615 shaftmtd 0.225in VCFFF  80613V__1R324 
Y 0.812  1.437° 0.406 in BMFJF 101 1R319 1% 2.000 2.500" 0.500in BCFJF 205-21 5NC17/ % 0.615 shaft mtd 0.213 in BMFJF — 5NC45 
1 0.812 1.625" 0.437 in BMFJF 360 _5NCO01 2 1.500 2.750" 0.500in BCFJF 267,445 5NC18 % 0.615 shaftmtd 0.213 in BCFJF — 5NC46 
316 SS BRONZE CAST IRON PVC > 4 ° 
Suction Sizing Item Item Item Item Dayton 
Inlet Discharge Factor L Brand No. No. No. No. 
Liquid Operated 
¥e'NPT %4inNPT 0.20 5%' Dayton | SNAR8 5NAP4 — _— * GRAINGER 
¥zinNPT 0.20 5%' Dayton | 5SNARQ 5NAP5 5NAN1 — APPROVED 
Yo"NPT 1inNPT 0.34 6%' Dayton — — — 5NAU3 
1inNPT 0.34 7%' Dayton | 5SNATO — _ _— 
; 1Y%in NPT 0.61 9" Dayton |_5NAT1 5NAP7 5NAN3 — Eductor Jet Pumps 
NET {Min NPT O61 9Yie" Dayton — TA = SNANs Pum high-pressure liquid or steam to create strong suction within 
hes 1%inNPT 1.00. 11° Dayton _ SNAPS _— __ umps use high-pressu € quid or steam to C Ca € stro g SU 
1%inNPT 1.00 11%." Dayton — — — 5NAU5 the pump body. The suction draws a second liquid or gas into the pump 
444° NPT IO NPT 1.82 13%e" Dayton — = — SNAU6G and then forces it out, under pressure, through the discharge. Suitable for 
2inNPT 1.82 14%6' Dayton | 5SNAT3 — 5NAN5 _— xina fluid t d feriieesiinal 
ye NpT_ZinNPT__2.85 13%6" GA — = _ SNAU7 mixing fluids, vacuum pumping water, and seawater desalination. 
Sand 2 vel 2.85 147/46’ Dayton | SNAT4 SNARO SNAN6 = Temp. range: -40° to 230°F, except liquid-operated PVC is -40° to 70°F. 
eam Operate ; oP ee nee ae eee 
YWNPT YsinNPT 0.12 4% Dayton | SNATS — _ = Max. head: 40 ft. Max. suction lift pumping liquids: 27 ft. liquid operated 
Yo NPT %inNPT 0.20 5%' Dayton — 5NAR2 — = models, 20 ft. steam-operated models. Inlet pressure pumping liquids: 35 
Ya" NPT 7 mt vr a ae pavton ONAT7 SAG SNANS = to 150 psi, except 15 to 200 psi liquid-operated with 316 SS and bronze 
" 4 in ayton — — — ; © icact ; 
VNPT a oNPT 1007 AT Dayton | SNAT9 NARS — — inlet and 15 to 100 psi liquid operated with PVC inlet. Steam-operated 
1%" NPT 2inNPT 2.85 14%c6' Dayton | 5SNAU1 5NAR7 5NAP3 — models inlet pressure pumping gases: 20 to 80 psi. 
For Liquid-Operated Pumps* 
Liquid Suction (gpm) 
5-ft. Lift 15-ft. Lift 25-ft. Lift 
Discharge Head, ft. 25 psi Water 75 psi Water 200 psi Water 25 psi Water 75 psi Water 200 psi Water 25 psi Water 75 psi Water 200 psi Water 
0 32 gpm 38.9 gpm 41 gpm 20 gpm 34 gpm 3/ gpm 10 gpm 24 gpm 29 gpm 
10 15.1 gpm 38.9 gom 41 gpm 9.4 gpm 34 gpm 3/ gpm = 24 gpm 29 gpm 
20 — 38.9 gpm 41 gpm — 34 gpm 3/ gpm = 24 gpm 29 gpm 
30 — 33 gpm 34.8 gpm — 28 gpm 31 gpm — 17.8 gpm 21 gpm 
40 = 21 gpm 22.0 gpm = 17 gpm 18.59 gpm = 8 gpm 9.6 gom 
For Steam-Operated Pumps* 
Liquid Suction (gpm) 
5-ft. Lift 10-ft. Lift 20-ft. Lift 
Discharge Head 50 psi Water 100 psi Water 150 psi Water 50 psi Water 100 psi Water 150 psi Water 50 psi Water 100 psi Water 150 psi Water 
0-40 93 gpm 48 gpm 30 gpm 46 gpm 40 gpm 22 gpm 28 gpm 21 gpm 8 gpm 
Gas Suction (cfm) 
Suction Pressure 30 psi Steam, Max. Outlet 0 psi 60 psi Steam, Max. Outlet 0 psi 90 psi Steam, Max. Outlet 0 psi 
Atmos. 36 cfm 30 cfm 28 cfm 
long 6 cfm 13 cfm 8 cfm 
* Charts show suction flow based on a 1%" suction/discharge pipe size. To determine the suction flow for other pipe sizes, use the sizing factor shown in the table as a multiplier. 
For example, a pump with a 40-ft. discharge head, 5-ft. lift, and 200 psi water pressure, has a suction flow of 22.5 gpm (based on 112" suction/discharge). For the suction flow of 
a pump with a 1%" suction/discharge, multiply 22.5 gpm by the 0.61 sizing factor to get 13.7 gpm. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2/01 





PLUMBING 
Water Softeners, Salt & Test Kits 


Scan. Order. Done. 
Details on page A1. 





\/ ory 36UP55 


Hardi-Cube® Water 
Softener Salt 


= 99.8% pure salt = Ship in pallet quantity 
Has an innovative shape for extra hardness, 
and is specially formulated to resist bridging 
and mushing in the brine tank. Helps keep 
your softener clean and trouble free. 





Item 
Series Form Size No. 
Hardi-Cube Tablet 50 Ib. 52ZX54 
Hardi-Cube Cube 50 lb. _ 36JP55 
lron Fighter Pellets 40 |b. o3WX15 
lron Fighter Pellets 50 Ib. 45CL36 wt 
Bright & Soft Pellets 40 |b. _42DA14 50 LB 122.7 gl 
Bright & Soft Pellets 50 lb.  42DA15 
Solar Naturals Crystals 90 Ib. 52ZX55 
fF, 
Agua-ure’ 
Reverse Osmosis 
Drinking Water 
System with Faucet 
= Max. pressure: 125 psi 
= Max. temp.: 100°F 
= Max. influent TDS: 1200 mg/L No. 54TL24 


» Includes tank 





This under-the-sink unit helps provide cleaner and better tasting water. Model 
features multi-stage filtration with separate sediment and chlorine taste and 
odor filters for membrane module protection. Unit also has a sanitary, encapsu- 
lated reverse osmosis membrane, and carbon block post-filter for superior flow 


from a dedicated faucet. System is powered by residential line pressure and 


requires no electricity. NPT connections. Meets NSF/ANSI 58. 


Pipe Output Cartridges H W L Mfr. 
Description Size (in.) (gpd) Req. (in.) (in.) (in.) | Model 
Reverse Osmosis System Ya i 3 16 11%6 17% 04-04506 54TL24 


RO Replacement Sediment/Carbon Prefilter, for use with Mfr. No. 3MRO301 
RO Replacement Post Carbon Block Filter, for use with Mfr. No. 3MRO301 


=LaMotte Linta , 


Water Analysis Test a 
Strips and Kits 


TEST STRIPS 

Monitor water without 
reagents or full field kits. 
Use for drinking water, food/ 
beverage processing, and 


WATER ANALYSIS KITS 
On-site kits use 
EPA-based methods to 
test tap water safety in 
private or public systems. 


pool/spa water monitoring. | Laboratory certified. . 
Testing Parameter Range Brand 
Test Strips 
Bromine 0 to 10 ppm LaMotte 
Chlorine 10, 50, 100, 200 ppm LaMotte 
Chlorine Dioxide 0, 10, 25, 50, 100, 250, 500 ppm LaMotte 
Chlorine Dioxide Low Range 0.0.25, 0.5, 1,3, 5; 10 ppm LaMotte 
Free Chlorine 0, 0.5, 1, 3, 10 ppm LaMotte 
Free Chlorine 0,50, 100, 250, 500, 800 ppm LaMotte 
Hardness Low Range 0, 30, 60, 120, 180 ppm LaMotte 
Hydrogen Peroxide 0, 15, 30, 50, 90 ppm LaMotte 
Hydrogen Peroxide, Low 0,1, 3, 10, 30, 50 ppm LaMotte 
Nitrate 0,5, 10, 25, 50 ppm LaMotte 
Peracetic Acid 0, 10, 20, 50, 85, 160 ppm LaMotte 
Peracetic Acid Low Range 0,5, 10, 30, 50 ppm LaMotte 
pH 3, 4, 5, 6, 7, 8, 9, 10 pH LaMotte 
QAC 200, 400, 600, 1000, 1500 ppm LaMotte 
QAC 90, 100, 200, 400 ppm LaMotte 
Range pH 4,5, 6, 7, 8, 9,10 pH LaMotte 
Total Chlorine 0, 0.5, 1, 3, 5 ppm LaMotte 
Total Chlorine 0, 0.25, 0.5, 1 ppm /3 to 10 ppm LaMotte 
Testing Parameter Brand 
Water Analysis Kits 
Copper and Lead Purtest 
For Bacteria, Lead, Pesticide, Iron, Chlorine, Copper, Purtest 
Nitrate, Nitrite, Alkalinity, pH, and Hardness 
For E. Coli, Coliform Bacteria, Nitrates, and Nitrites Purtest 
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Item 
No. 


4EVZ6 
4EWC7 
4EVX3 
4EVZ8 
4EVZ5 
4EVX4 
4EVU5 
4EVU6 
3UEE2 
4EVU9 
4EVX2 
4EVZ9 
4EVT9 
4EVZ3 
4EVU1 
4EVU2 
4EVU3 
4EVZ4 
Item 
No. 


9UZ80 
5UZ83 
9UZ79 


Item 
No. 


3MROP310 54EJ89 
3MROP316 54EJ90 


1 





No. 490R03 


Water Softeners 


Long-lasting softening resin has a 
higher hardness holding capacity than 
standard resins to condition water 
more effectively, and to help lengthen 
the time between regeneration cycles. 
Models have a 10-yr. limited manu- 
facturer’s warranty on resin and salt 
tanks, 3-yr. limited manufacturer’s 
warranty on electronics. 


Note: We recommend that water be analyzed 
before selecting water treatment equipment. 


CABINET 


Have AutoSense™ technology 

that monitors your water usage to 
determine the optimal regeneration 
frequency and to help minimize water 
and salt consumption. High-flow valve 
for optimal water pressure and a low 
salt monitor that lets you know when 
the softener is getting low on salt. 

No. 490R05 features a self-cleaning 
sediment filter so there are no messy 
filters to replace. 


2-, 3-, AND 4-TANK 
During the regeneration cycle the resin 
bed is cleaned in the opposite direc- 


tion of the service flow in order to lift 
the hardness minerals up and out of 





WATER CONDITIONING 








No. 5ZFW9 


PRO PRODUCTS uc 


the tank while reducing your salt and 
water use. The high-flow backwash 
design helps ensure proper bed clean- 
ing and allows you to customize the 
backwash duration based on your 
softener application. The high-pressure 
resin tanks and durable salt storage 
tanks are designed for long life. 


NO. 25FL87 


Makes it easy for you to clean and 
restore resin beds to peak efficiency 
and help maintain water softener 
performance. 


RUST PREVENTER AND INHIBITORS 


Help remove and prevent rust stains 
caused by irrigation on cement, 
concrete, driveways, masonry, pavers, 
exterior walls, and most exterior 
surfaces. No. 39AP36 is suitable 

for use where the pH is less than 

6. Nos. 39AP34 and 39AP37 are 
dispensing systems for use with Rust 
Preventer and Inhibitor, sold separately. 


NO. 5ZFW9 


Removes iron and rust buildup that 
coats the resin bed in a water softener. 


Star’ 


Service Pipe Salt Storage No. of North Star 
Max. FlowRate Size Capacity Brine 4H W D Mfr. Item 

GrainCap. (gpm)  (in.) (Ib.) Tanks (in.) (in.) (in.) | Model No. 
Cabinet 

22,500 7 1 200 1 48 16 20 NSC22 | 490R03 

30,200 7 1 200 1 48 16 20 NSC31 | 490R04 

39,000 10 1 200 1 48 1/7 21 NSC42 | 490R05 
2-Tank 

71,000 19 1 340 1 64 41 Lf PAO/1S | 490R11 

99,000 20 1 1000 1 68 4/7 24 PA101S | 490R07 

132,000 20 1 1000 1 68 4/7 24 PA131S | 490R12 

132,000 40 2 1000 1 73 41 24 PA132S | 490R09 

165,000 90 2 1000 1 8/ 4/7 24 PA162S | 490R10 
pe 65 2 1500 1 8/ 60 31 PA322S | 490R06 

-Tan 

71,000 15 1 340 1 64 7/78 T/ PAQ71D | 490R13 

132,000 20 1 1000 1 68 94 24 PA131D | 490R14 

132,000 40 2 1000 1 73 (8 ~~ 24 PA132D | 490R15 
fn 69 2 1500 1 8/ =694_—C 331 PA322D 490R16 

-Tan 

994,000 60 2 1500 Z 8/ 13331 PA192T | 490R08 

Pro 
Products 
Item 
Description No. 

Dispensing Systems 

Feeder Dispenser 25FL87 

Injection Feeder System, Opaque, 30 gal. 39AP34 

Irrigation Feeder System, Blue, 30 gal. 39AP37 
Rust Preventor and Inhibitors 

Extreme, Blue, 30 gal. 39AP36 
Opaque, 30 gal. 39AP39 
Water Softener Cleaners 

Res Care Liquid Resin Cleaning Solution 5ZFX1 
Rust Out®, Removes Rust and Iron Buildup oZFW9 
Softener Mate All-Purpose Water Softener Cleaner 5ZFXO 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 
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Find the wy. Find Solutions. Find Great Prices. Filter Cartridges & Drinking Water Systems 
: : —— 
Replacement Filter Cartridges » PENTAIR 
= Max. pressure: 125 psi No. 
= Max. temp.: 100°F 34D338 


All filter cartridges are certified for use in potable water applications. NSF Certified under NSF/ANSI 42, 
except No. 53GK21 is NSF Certified under NSF/ANSI 42 and 53. 


Filter Cartridges—Help reduce scale buildup caused by dirt and dissolved minerals. Improve the taste of 
fountain drinks and coffee. . —e 


Replacement Filter Cartridges—Can reduce fine particles and dirt from drinking water and help keep 


your equipment running and lower your maintenance costs. i) | 
Micron Filter Filter Service Item ih 
Rating Filter Reduces For Use With H Diameter Flow Rate Life No. H), 
Filter Cartridge . 4) 
5 Chlorine Taste, Odor Most 10" Bowls 93" 2% 1.67gpm 6000gal. 34D337 No Mi 
5 Chlorine Taste, Odor Most 20" Bowls 20" 2% 3.34 gpm 12,000 gal. 34D338 53GK2 1 A) 
Replacement Filter Cartridge i 
0.5 Chlorine Taste, Cyst, Odor, Scale, Sediment Everpure Systems 93" 2% 1.70gpm 6000 gal. 53GK21 i 

5 Chlorine Taste, Odor, Sediment Everpure Systems 93/," 2% 1.70gpm 6000gal. 53GK19 Hy 

5 Chlorine Taste, Odor, Sediment Everpure Systems 20" 2% 3.30 gom 12,000 gal. 53GK20 —— » 


3M 
Drinking Water Systems Agua Pune 3M ‘vila 











=» Max. pressure (systems): 125 psi, NO. 352834 
except No. 25CA78 is 90 psi Helps reduce lead and cysts while provid- 
. ° . . 
= Max. temp. (systems): 100°F ing one of the highest flow rates for r. i 
j wo : : ‘ —_* 
= Polypropylene housing and head systems in its class without installing a = 
= Cartridge and installation hardware included dedicated faucet. Ideal for drinking water za 
Carbon block filter media helps provide better tasting drinking fountains and under sink applications. i 
water. No. 5PR95 is a dual-stage system with a multicomposite = | 
media filter and automatic shutoff meter that indicates when ‘e 
filter cartridge needs replacing. All systems are NSF Certified. 
Micron Mfr. Item Pkg. 
Rating Reduces For Use With Brand Model No. Qty. 
Replacement Filter Cartridge 
0.5 Chlorine, Taste, Odor, Dirt, Rust, Lead, and Cyst Mfr. No. AP Easy LC 3M Aqua-Pure 5618046 1MZU6 1 — 
0.5 Chlorine, Taste, Odor, Dirt And Rust Mfr. No. APDWS750 3M Aqua-Pure 5584408 4LW41 1 No. 5PR95 
0.5 Chlorine Taste, Odor, Sediment EVP H-100 Series 3M Aqua-Pure 5631610 1WXR8 1 = < 
0.5 Chlorine Taste, Odor, Sediment EVP H-104 and H-200 Series 3MAqua-Pure 5631611 1WXR9 1 ia aeeaes 
Asbestos, Chloramines, CTO, Cyst, te _ Oo. 
5 Lead. MTBE, TTHM, VOC Mfr. No. H-300 3M Aqua-Pure § 5631616 49X991 1 
5 Chlorine, Taste, Odor, Dirt, Rust and Scale Reduction Mfr. No. AP510 3M Aqua-Pure AP51711 3P781 1 Replacement 
—_- — 5PT08, Two Cartridges 3M Aqua-Pure 5631201 5PTO7 2 Systems Cartridges 
Overall Service Mfr. Item Mfr. Item 
Microns Reduces Connection Cartridges Req. Height Life Brand Model No. Model No. 
Drinking Water Systems with Faucet 
0.5 Chlorine, Taste, Odor, Dirt, Rust, Lead, Cyst, VOC's, and MTBE 1%" Push Connect Mfr. No. APDWS 80/90 1534" 625 gal. 3M Aqua-Pure 5583101 5PR95;} 5585102 5PR97 
0.5 Chlorine, Taste, Odor, Dirt, Rust, Lead, Lead and Cyst Ys" Push Connect Mfr. No. C-LC 10%" 500 gal. 3M Aqua-Pure|AP EASY LC COOLER 1MZU8| 5618046 1MZU6 
3 Sediment, Chlorine, Taste and Odor Ys" Quick Connect Mfr. No. WFQTC30001 1134" 2000 gal. Dupont WFQT130005 — 25CA78 WFQTC30001 25CA81 
Drinking Water Systems without Faucet 
Taste, Odor, Chlorine, Chloramine, Sediment, Lead, : ‘ 
0.2 Cysts, MTBE, VOCs, TTHM and Asbestos ¥6" NPT 1 22%" 1000 gal. 3M 3MDW311 54EJ86| 3MDW311 54EJ87 
0.2 Chlorine, Taste and Odor, Lead, Cysts, Select VOC's Dirt and Rust ¥e" NPT Mfr. No. 3MFF101 16" 6000 gal. 3M Aqua-Pure 5616318 352834) 5613432 352835 
0.5 Sediment, Chlorine, Taste and Odor, Cyst ¥e" Push Connect Mfr. No. C-Cyst-FF = 15%2" 2000 gal. 3M Aqua-Pure 5609223 5DREE6, 5610428  5SREE7 
4) Chlorine, Taste, Odor, Dirt, and Rust ¥" NPT Mfr. No. AP217 91346" 2000 gal. 3M Aqua-Pure 5528901 2P075 5578604 2P076 
—_—_— | 
- Y yal 
No. Maintain Water 
1ECZ8 ‘ No. ae : 
0. 6XUV2 Purification and 
1EDB5 ‘ : 
Filtration Systems 
Le Centrally installed water purification 
— and water filtration systems are an 
> = = ‘ i F 
» PENTAIR 4 ideal way to bring clean, good-tasting 
Re lacement drinking water into any building. Help 
: [p i keep your employees healthy by regularly 
Filter Cartridges maintaining all of your plumbing strainers 
inas pra 1os eal and filters. Choose from our selection 
a Ei . ‘ 
a ones Deh of filter cartridges that help reduce rust, 
For use with any brand quick-change sediment, scale, odors, and chlorine taste. 
filter system. NSF Certified, except 
No. 1EDB6. Filter . . 
Micron Filter Flow Service Max. Item Find more water filters at Grainger.com® 
Rating Filter Reduces For Use With H Diameter Rate Life Temp. No. and search for Water Filter Cartridges. 
0.5 Chlorine Taste, Odor Mfr. No. 158667-75, 158682-75, 158691-75 8%" 2%4' 0.50 gpm 500 gal. 125°F 1ECZ8 





50 Chloramine, Chlorine Taste, Odor Mfr. No. 158719-75, 158720-75 127%" 2%" 0.50 gpm 500 gal. 125°F 1EDB5 
— Chlorine Taste, Lime, Odor, Scale Mfr. No. 158723-75, 158724-75 8%" 2¥s" 0.75 gpm 1700 gal. 125°F 1EDB6 
— Chlorine Taste, Odor Mfr. No. QC10-GAC 9%" 2%6' 0.75 gpm 2500 gal. 100°F 6XUV2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2/03 


PLUMBING 
Filtration Systems 


Scan. Order. Done. 
Details on page A1. 











Filtration Systems 


All systems and replacement cartridges 
are certified for use in potable water 
applications. 


INSURICE® FILTRATION SYSTEMS, 
NOS. 5WFG3 AND 5WFG4 


Reduce problems in ice machines 
caused by scale buildup from dirt 

and dissolved minerals. The Micro- 
Pure® II media inhibit bacteria growth 
and reduces chlorine taste and odor, 
and other contaminants. No. 5WFG4 
features a water shutoff, flushing valve, 
and outlet pressure gauge. 


INSURICE® SINGLE PF- 
12000, NO. 6XWT9 


Ice machine filter system reduces 
scale buildup from dissolved minerals 
and dirt, and helps reduce clogging of 
distribution lines, evaporator plate, and 
pump. Reduces chlorine taste and odor 
and other contaminants. Micro-Pure® II 
media help inhibit bacteria growth. 


KLEENSTEAM® Il SINGLE 
SYSTEM, NO. 5WFG5 


Delivers filtered water with scale inhibi- 


KLEENSTEAM Ii TWIN 
SYSTEM, NO. 6XWU2 


System delivers high-quality filtered 
water for steam applications, and 

has scale inhibitors and deliming 
capabilities. Dual cartridge design is 
suitable for low- or high-flow capacity 
steamers. Improves the performance 
and helps extend the life of steam 
equipment. Reduces chlorine-induced 
corrosion. 


SR-X SCALE INHIBITOR FEEDER 
AND DELIMING SYSTEM, NO. 5WFH3 


Provides scale reduction for steam 
applications as well as deliming capa- 
bilities. Include clear SR-X housing, 
SS-10 cartridge, dip tube assembly, 
and 2.2-lb. package of ScaleKleen™ 
for scale removal and deliming. 


COLDRINK® 2-MC2 
SYSTEM, NO. 6XWUO 


Improves the taste of fountain bever- 
ages and helps retain the beverage's 
carbonation. Reduces chlorine taste 
and odor and other contaminants. 





> PENTAIR 


QL3-BH2 COFFEE FILTER, NO. 6XWU1 


Provides premium quality filtered water for 
coffee and beverage applications. Activated 
carbon media reduces chlorine taste, odor, 
and other contaminants. Reduces scale 
buildup and prevents lime scale from forming 
in brewers. Micro-Pure® II media help inhibit 
bacteria growth. 


KLEENWARE® HTS-11 
SYSTEM, NO. 5WFH4 


Inhibits mineral deposits and provides corro- 
sion protection. Helps extend the life of 

food service equipment. Suitable for use in 
commercial glassware washers, dishwash- 
ers, and warewashing booster heaters. 


QC7I FILTER HEAD ASSEMBLY 
NOS. 5WFG6 AND S5WFG8 


Include a built-in water shutoff valve, pres- 
sure gauge, and mounting hardware. Accept 
many Everpure® specialty cartridges includ- 
ing cartridges for ice, coffee, espresso, and 
fountain beverage machines; see replace- 
ment filter cartridges on this page. 


SCALEKLEEN™ SCALE REMOVER/ 
DELIMER, NO. 5WFHO 





Shean, ae vias Micro-Pure® II media help inhibit . 
tion and deliming capabilities. Dual , / Can be fed into the water system without the 
No. bacteria growth. Protects beverage cee 
cartridge system allows for low- or use of hazardous chemicals or special piping 
ae high-flow capacity steamers and allows SYStem seals, pump, tubing, and small | 
for future expansion of water needs. orifices from abrasive wear, clogging, REPLACEMENT FILTER CARTRIDGES 
and corrosion. = Max. pressure: 125 psi 
Flow Max. Max. Overall Overall Overall Mfr. Item 
Description Microns Rate Connection Temp. Pressure Height Width Depth Std. Model No. 
Insurice® 2000 Single System 0.5 1.67 gom ¥e' NPT 100°F —- 125 psi 264" 8" 5%" NSF 42 and53  EV932401-75 SWFG3 
Insurice® 2000 Twin System 0.5 3.34 gpm Ya" NPT 100°F =: 125 psi 20 V4" 16%" 5" NSF 42 and53  EV932402-75 5SWFG4 
Insurice® Single PF-i2000 0.5 1.67 gpm = %4'x%' NPT  100°F —s125 psi 28" 20 6" NSF 42 and53  EV932421-75 6XWT9 
KleenSteam® || Single System i] 2.0 gpm Ya" NPT 125°F 125 psi 250" 2012" i NSF 42 EV9/9/21-75 SWFG5 
Kleensteam® II Twin System 3 9 gpm Ya" NPT 100°F —- 125 psi 25 V2" 20%" ie NSF 42 EV9/9/22-75 6XWU2 
SR-X Scale Inhibitor Feeder and Deliming System = 6 gpm Ya" NPT 125°F 125 psi 12%" oY" 5 NSF 42 EV9/9/20-75 SWFH3 
SR-X Feeder, 6 gpm, 1212'H, 5%2" Dia. 05 6.0 gpm Ya" NPT 100°F —-: 125 psi 122" oY" 5" NSF 42 EV9/9845-/5 53GK34 
Coldrink® 2-MC2 System 0.5 3.34 gpm Ya" NPT 100°F —- 125 psi 20 V2" 21%" 6" NSF 42 and53  EV932802-75 6XWUO 
QL3-BH2 Coffee Filter 0.5 0.5 gpm Ya" NPT 100°F_ —- 125 psi 16%" 3Y4 4" NSF 42 and53 = EV927200-75 6XWU1 
Kleenware® HTS-11 Scale Control Hot Water System = 15 gpm ¥4" NPT 170°F 200 psi 12%" 45/a" 45" NSF 60 EV9/9911-75 SWFH4 
Material of Mfr. Item Mfr. Item 
Description Construc. Size Connection Std. Model No. Description Function For Use With Model No. 
aC singe Fifer Head my cf NPT NSF 42 EV927241 WFG6 Seale Remover/Delimer Mfr. No. EV979 
71 Single Filter Hea astic 8 7241-75 5 ™ r. No. 19/- 
Twin Filter Head Assembly SCALEKLEEN Reduces Scale 91, EV9797-20 EV979835-75 5WFHO 
QC7i Twin Parallel Head Plastic 5/4 NPT NSF 42 EV92/7222-75 5SWFG8 
Micron — Filter Filter Max. Mfr. Item 
Description Reduces Rating Flow Rate Diameter H Temp. For Use With Std. Model No. 
Replacement Direct Connect Filter Cartridges 
Claris “ XL Replacement Cartridge Taste and Odor 9 1.00gpm  52%4" 18%6' 86°F Mfr. No. EV4339-23 NSF42 —_EV433913-75 34D334 
Claris ™ XXL Replacement Cartridge Taste and Odor D9 1.00gpm 65%" 18%6' 86°F Mfr. No. EV4339-23 NSF42 —_EV433914-75 34D335 
4C Replacement Cartridge Taste and Odor, Cyst 0.5 0.50 gpm 3 14%" 100°F NSF 42 & 53 EV960100-75 SWFF7 
AC Replacement Cartridge Taste and Odor, Cyst 0.5 0.50 gpm 3 10%" 100°F Mfr. No. EV9272-41, SFWJ1 NSF 42 & 53 EV960112-75 SWEFF8 
ESO 7 Replacement Cartridge Scale,Taste, and Odor 5 0.509pm 3" 21" 100°F ~—gygazn og evgocg.oa Evasapd1 NSF 42 & 53 EV960725-75 SWFG7 
4H Replacement Cartridge Sediment, Chlorine, Taste, Odor, Cyst 0.5 O0.50gopm 3%" 14%" 100°F Everpure systems NSF 42 & 53 EV961100-75 53GK23 
120002 Replacement Cartridge Scale, Taste and Odor, Cyst 0.5 1.67 gpm a 21° 100°F evabeaes A cessed CuGGoA GT EveaDa oo NSF 42 & 53 EV961227-75 SWFE8 
140002 Replacement Cartridge Scale, Taste and Odor 0.5 1.67 gpm oh 25%" 100°F a ee ahieommatteree NSF 42 & 53 EV961237-75 SWFFO 
BH2 Replacement Cartridge Scale, Taste, and Odor 0.5 0.50 gpm 3° 14%" 100°F Mfr. No. EV9272-41, 5FWJ1 NSF 42 & 53 EV961251-75 SWFF1 
MC2 Replacement Cartridge Taste and Odor, Cyst 05 1.67qpm 3° 21" 100°F —_gygsn on Evgosg-o4 EvOaa6 11 NSF 42 & 53 EV961255-75 5WFEQ 
MH2 Replacement Cartridge Scale,Taste, and Odor,Cyst 0.5 1.67gpm 3° 21" 100°F 907295 EV9D50- 4 Evoa96-4t NSF 42 & 53 EV961326-75 5WFF4 
XC2 Replacement Cartridge Taste and Odor, Cyst 0.5 167gpm 3° 25%" 100°F Mir. No. EV9¢ 72-41, EVO2 2-22, NSF 42 & 53 EV961397-75 5WFF3 
P 9 Bes een EV9272-23, EV9259-24, EV9336-11 
4CB5 Replacement Cartridge Chlorine Taste and Odor 9 _1.6/ gpm 3 3° 100°F Mfr. No. EV9259-24, EV9272-41 NSF 42 EV961716-/5 6TFD4 
A4CB5S Replacement Cartridge Scale, Taste and Odor, Chlorine 5 _1.6/ gom 3° 12%" 100°F Mfr. No. EV9259-24, EV9272-41 NSF 42 EV961726-75 6TFD5 
OCS? Replacement Cartridge Scale, Taste and Odor, Chlorine 0.5 0.50 gpm 3 0 -100°F Mfr. No. EV9259-24, EV9272-41 NSF 42 & 53 EV96180/-75 6TFD6 
7CB5 Replacement Cartridge Taste and Odor 5 25000 8 St G00 EO ee assets evarar ot NSF 42  EV961816-75 SWFF2 
OW200L Replacement Cartridge Scale, Taste and Odor, Chlorine, THM 0.5 0.50 gpm 3 3 100°F Mfr. No. EV9259-24, EV9272-41 NSF 42 & 53 EV961906-75 6ITFD/ 
OW2-Plus Replacement Cartridge Taste and Odor, Cyst 0.5 0.50 gom a 10%" 100°F Mtr. No. EV9272-41, SFWJ1 NSF 42 & 53 EV963406-75 SWFF6 
OW4-Plus Replacement Cartridge Taste and Odor, Cyst 0.5 0.50 gpm 3 14%" 100°F Mfr. No. EV9272-41, SFWJ1 NSF 42 & 53 EV963506-75 SWFFS 
Replacement Pre-Filter Cartridges 
ECP1 10" Prefilter Cartridge Sediment 1 5.00gpm 2%" ~— 9%" 80°F Mfr. No. EV9795-80 NSF 42  255481-43-75 5WFH8 
EC210 20" Prefilter Cartridge Sediment 10. 8.00gpm 2%" 20%' 80°F Mfr. No. EV9795-90 NSF 42  EV953420-75 5WFG2 
EC110 10" Prefilter Cartridge Sediment 10. 8.00gpm 2%" 934" 80°F Mfr. No. EV9795-80 NSF 42 EV953440-75 5SWFG1 
7S| Replacement Cartridge Scale 0.5 3.50 gpm 3° 20%" 100°F Mfr. No. SWFG6, SWFG8, SWEJ1 NSF42/53 EV960601-/5 32UL48 
ASI Replacement Cartridge Scale 0.5 200gpm 3%" 14%" 100°F Mfr. No. SWFG6, SWFG8, S5WFJ2 NSF42/53 EV960651-/5 32UL49 
7S0 Replacement Cartridge Hardness — 0.50gpm 3%" 20%" 100°F Everpure systems —_ EV960704-75 53GK22 
E10 10" Coarse Prefilter Cartridge Sediment 10 8 gpm 944" 12%" 100°F Mfr. No. EV9534-40, EV9534-12, 255481-43 NSF 42 EV979580-75 5WFH1 
E10 20" Coarse Prefilter Cartridge Sediment 10 8 gpm 944" 22V2" 100°F OWFG2, SWFH7, SWFHY NSF 42 EV979590-75 5WFH2 
SS-10 Replacement Cartridge Scale — 2.00gpm 1%6 10" 150°F Mfr. No. EV9797-21, EV9797-20 NSF 42 & 53 EV979902-75 SWFGO 
HT-10 Replacement Cartridge Scale — 15.00gpm 2%" 934" 150°F Mfr. No. EV9799-11 NSF 42 EV979922-75 5WFH5 
SS-IMF Replacement Cartridge Scale — 200gpm 1%68 8%" 150°F Mfr. No. EV9795-80 NSF 42 EV979932-75 5WFF9 
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GRAINGER CHOICE’ PLUMBING 
Find the wy. Find Solutions. Find Great Prices. Food Service Water Filtration Systems 
3M Healthcare 
Beverage, Coffee, and ae of ” L ela 
= = artridges iltration eaves Chlorine 
Flow Service Required System |Cartridge In Water) 
Ice Filtration Systems Rate Life OverallOverall (Sold Mfr. Item Item Item 
= Max. pressure: 125 psi CORTE Reduces. ellicrons (gpm) (gal.) Height Width Separately) Model No. No. No. 
. ° old Beverage Filtration Systems 
sapien sediment, Chlorine, 05 5 14,000 21% 4% 1  5616101| 54EKO2 | 54EKO3 = 
= For commercial use only Cysts, Taste, and Odor ‘ ‘ 
5 en {il Sediment, Chlorine, 
= Connection: /2" inlet/outlet Bacteria, Bacteriostatic, 0.2 1.67 25,000 14%" 5% 1 5616201| 54EKO1 | 54EJ72 = 
Effective, easy-to-install solutions that meet Cysts, Taste, Odor — 
the volume, water clarity, and maintenance Sediment, Chlorine, 02 3.34 35,000 Te we 1 5616301| 54EK14 | 54EK15 — 
expectations in most food service applica- Cysts, Taste, and Odor a 7 sae sa ti ae ci saa = 
; ; ediment, Chlorine, of Q — 
tions. Healthcare Cartridges Nos. 40XA65 to Taste and’ Odor 33.34 54.000 2315" 415" 1 BEV195 | 54EK27 | 54EK28 = 
40XA69 help control bacteria in ice makers. Ice Water Filtration Systems 
All systems and cartridges are NSF Certified. poe cee 05 15 9000 17° 4 1 5616003) 23NY88 | 23NY98|  40XA69 
Gold Beverage leo Water Fitton vn, s.onn 15 — BS yy} a 
. . eet ee , ; 2 
Forte ae cece, _ostendSeae "| ES —pha Ran a ec — 
rovide quali reduce corrosion, e" 40XA65 
eee { 15 10,000 17 4 1 5616004| 23NY89 | 23NY99 | 40XAG9 No. 

carbonated and noncar- sediment, and scale | 324 25.000 14%" 415" + 5616204| 23NY91 | 23NZ02 | 40XAG8 23NY90 
bonated beverages in inmostcommercial Taste Odor and Scale 33.34 35,000 17%" 8" 15616304) 23NY93 | 23NZ04 |" 40XA66 
sinehBOSEeTibcaveiamie.. Gilbareand takers aes 3 5 54,000 23%" 8" 1 5616404| 23NY95 | 23NZ06|__40XAG5 

p y 3.6.68 70,000. 18" 167%" 2 5624504| 23NY97 | 23NZ04 | 40XA65 


Hot Beverage 


Water Filtration Filtration system helps reduce problems associated with chlorine taste and odor and 
scale build-up in commercial coffee and tea brewers. NSF Certified. 





54EK04 — 




















System Filtration 
Flow Service System (Cartridge 

. j Rate Life Overall Overall Mfr. Item Item 
" Hin ee pel Reduces Microns (gpm) (gal.) Height Width Model No. No. 
= Max. teMp.: Sediment, Chlorine, Cysts, Taste, Odor and Scale 0.2 5 9000 15%" 4%" 5616001 | 54EK04 | 54EK05 
Multiple Equipment Water Filtration Systems Vi 
= Max. pressure: 125 psi Saiee a pc Hane ‘i ja 

3 ervice ow ystem art. embrane 
=» Max. temp.: 100°F - ' ae a al hel out ae item Item Item -— = 
i educes icrons (gal.) (gpm) Height Widt eq. ode 0. No. No. . = 

Systems operate with 2 separate Chlorine, — 29% 16% 2 5636204 | BAEJTA |54EJ76| 54EJ77 54EK29. 
streams exiting the manifold, with 1 Chloramines, ce 
stream adding a scale inhibitor from a Sediment, TDS, = == — 22% 16% 3 5636203 54EJ75 = 54EJ76 —_ 

; : Lead, Cysts “— 
dedicated cartridge, the second stream ~Sediment, ] 
supplies cold beverage dispensers chioramings, 5 60,0005 «= 244' 23%" «1 «= 624204 | SHEK35 |54EK36)  — 
and includes no added scale inhibitor. Odor and Scale 

Sediment, 0.2 54000 5 24%" 17%" 7 5624301 | 54EK29 |54EK30;  — 
Nos. 54£J74 and S4EJ75 are designed — Cricrine, Bacteria, 0270000 6.68 18" 2314" 13605501 | BAEK33 (B4EK34/——— 
to provide water for combi-ovens and _Bacteriostatic, 02 108000 10 24%," 23%" 4 5624201 | 54EK31 54EK32,. — 
steamers. All systems are NSF Certified. fysts Taste, 2 462,000 15 24%’ 29% 1 5624102 | SMEK37 |54EK38)  — | j 
Food Service Replacement Cartridges for Older Systems mc: |) ie 
= Flow rate: 1.5 gpm Service Overall Mfr. Item J 
= Max. pressure: Application Includes Microns Life Height Model No. No. 
Water Filter System = 1RWJ7 
125 psi Coffee, Hot/Iced Tea, Espresso & Ice Machines Mfr. No. CFS8112-S Cartridge 1 10,000 gal. 14%" 5581906 RW] 
= Max. temp.: 100°F Mfr. Item 
= Connection: Application For Use With Filter Reduces H Model No. 
af. ; Enhancement Cartridges 
Ys" NPT Commercial Foodservice 3M STM/TSR150 Systems Chlorine Taste 12" 5631305 54EJ71 
Feature quick- Reduction Cartridges 
3M STM/TSR150 Systems Chlorine Taste, Odor 1z 5631301 54EJ67 
change design to omnia Clee oaselNiee 3M STM/TSR150 Systems Sediment 12" CTGS for STM/TSR150 54EJ70 
reduce contamina- Replacement Filter Cartridges 
tion durin tri Beverage Mfr. No. MODEL 2-2H Chlorine Taste, Odor, Sediment 127%" 5581705 4NY63 
: du ae age Fond Senies Cold Water Mfr. No. CFS7812, CFS6812 Chlorine Taste 17' 5601103 1RWK6 
change-outs. Mfr. No. CFS7720, CFS6720 Chlorine Taste, Odor, Sediment 18° 5631905 1RWK7 
Preactivated carbon Food Service Hot Mfr. No. CFS7812-S, CFS6812-S Cyst, Scale if 5601101 1RWK4 
block filter media Water and Ice Mfr. No. CFS6720-S, CFS7720-S Scale, Sediment 13° 5631904 1RWK5 
; Food: Gervice Ida Maker Mfr. No. CFS6000, CFS7000 Series Systems — Chlorine Taste, Cyst, Odor, Scale 11" 5601105 49Y025 
protect equipment Mfr. No. CFS6000, CFS7000 Series Systems Scale, Sediment 20" 5672003 497023 
and provides better- __Ice Machine Mfr. No. IA1-1, IA2-1, |A3-1 Chlorine Taste, Odor, Scale, Sediment 127%" 9981708 ANY64 

Replacement Membrane 
tasting water. FDA Commercial Foodservice 3M STM/TSR150 Systems Chlorine Taste, Odor, Sediment, TDS = 12" 5598725 54EJ69 
CFR-21 and NSF Water Filter Cartridges 
compliant materials. _ Commercial Foodservice Everpure Systems Scale, Sediment 15" CFS9110-S 54EKO7 
Commercial Food Service Filler Service | > 
R t fit Cc rt id Bene ae sg car) i ae sei , om 

ating gpm gal. ia. ode 0. 
eronl a rl ges 1.50 9000 143%" 3%" 5631608 5PT01 
= Max. pressure: 125 psi = Max. temp.: 100°F 0.5 1.50 9000 14%" =~ 3%" 5631609 5PTO2 
. ; ; ae — 14,000 185% — 5631710 4DY61 
For Everpure® systems and for use as single cartridges or in combination 1.50 10,000 14%" 39%" 5631605 5PTO3 
systems. Effectively reduce sediment, chlorine, unpleasant taste and odor, { 1.50 ett ie 36 CREO MOET ies 
cyst, and scale. The 0.5-micron units for cyst reduction, 1-micron units for = 12,600 1854 5631702 ADY57 
normal municipal water, and 5-micron units for heavy dirt loading such as 1.90 4800 14%8 38 9631603 oPT0S 
sae y g 1.50 4800 143%" 3%" 5631602 5PT06 
well water applications. Nos. 5PT02, 4DY61, 4DY57, 5PT06, and 4DY59 = 5500. 18% — 5631706 ADY59 


include Scale Inhibitor. For cold water commercial use only. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


PLUMBING Scan. Order. Done. ils 
Filter Cartridge Housings Details on page A1. 





Point-of-Use Inline 3M TR 
Filter Systems »» PENTAIR Agua-Pure’ LO I sexecro BCE NUG 


= Max. pressure: 125 psi 


: ae | ae 
’ ! IL-1 pigs imal Pi can aii Mi Filt Filt Mf It 

- ge Ipe onnection Icron ter wer I. em 

; = — NSF Certified. Application Size Type Rating Flow Rate H _ Diameter Brand Model No. 
“3 — = @ EPI. 20 0.75gpm__ 10" 2. Pentair/Pentek 155083-75 4PAX2 
= Pentair®/Pentek®—Reduce rust, FPT 20 0.75gpm 10°. 2°  Pentair/Pentek 155656-75 4PAX1 
— 3 sediment, and come with either FPT yj" FPT 5 0.50 gpm_ 10" 2 Pentair/Pentek 255631-75 1EDB1 
=o connections or John Guest® push-fit SO eT Pena Penta Deseae7STEDES 
———— = connections to ease installation. Push 5 1.00gpm 10° 2°  Pentair/Pentek 255579-75 1EDA8 
, —— oo oi — FPT 90.50 gpm__10" a Pentair/Pentek 255632-75 1EDB2 
= 3M™ Aqua-Pure™—Inline filters se FPT 5 1.00gpm 10° 2" Pentair/Pentek 255576-75 1EDA7 
— remove sediment, dirt, rust, and chlorine push a io gpm a S, penta Pentek ene ee 

oe us .00 gpm : : entair/Pente Z 

taste and odor. Install on cold water line; — pei ceratori FPT 5 0.50 gpm 8% 2%" 3M Aqua-Pure AP717  3P782 

= not for use with hot water. No. 3P782 Ice Maker Yy' Push 5 0.50gpm 10%6 2%  3MAqua-Pure 5617202 1ZKK3 

No. 3P782 No. 1ZKK3 ic includes a scale inhibitor. Water Coolers NPT 5 0.50gpm 10" 214" Selecto 10 2P816 
Plastic Filter Cartridge Housing Systems } PENTAIR 


= Include 1 cartridge 
Systems help to deliver high filtration efficiency and sediment capacity, while helping to protect against pressure surges and water 
hammer. Suitable for drinking and cooking water and all food applications. 


Note: Cartridges should be replaced every 3 to 4 months, or when a noticeable drop in pressure occurs. : 
Repl. Cartridge 


Housing Max. Max. Overall Overall Mfr. Item Item 
Reduces Material Microns Color Pressure Temp. Connection Height Width Model No. No. 

Housings for Small Dia. Cartridges 
Sediment Polypropylene 5 Blue and Black 125psi 125°F %' NPT 1% 4%" 158581-75 1ECR5| 3FRU1 


Sediment, Chlorine Taste and Odor Polypropylene 5  BlueandBlack 125 psi 125°F %4'NPT 12%" 5¥' 1950522-75 1ECR3| 3FRI9 
Housings for Large Dia. Cartridges 
Sediment, Chlorine Taste and Odor Polypropylene 25  BlueandBlack 100psi 100°F 1°NPI 13%" 7%" 150518-75 1ECR2) 3FRI8 








No. 1ECRS Sediment Polypropylene 50 Blue and Black 100 psi 100° 1%"NPT 13%" 714" 151084-75 1ECR4|  4BA87 
ao Plastic Filter Cartridge Housings AguaPure* *}y PENTAIR 
7) = Cartridges sold separately Max. Max. 
~~ ay Grainger.com® Description Natori Color ane vor Size (in) ain) Brand Model No 
= . Refer to filter cartridge Hsing fae Small Dia. Cartridges ; 2 : a ‘i 
sean add for Button ea ase SAN Plastic Clear © 125 -«« 100 4" FNPT 13'%6 4%s 3MAqua-Pure 5529902 3BU37 
ern anecalyee Polypropylene Blue 125 125. Ya" NPT 12% 5%  Pentair/Pentek 150067-75 1ECP4 
. Eni Polypropylene Blue 125 125 ¥%' NPT 23% 5% Pentair/Pentek 150069-75 1ECP5 
read Raa alse peusing Waleace Polypropylene Opaque 125 125 ¥ NPT 121%’ 54° Pentair/Pentek 150150-75 4BA78 
wiinanta’y operated Styrene, 125. 125 %4"NPT 12% 5% Pentair/Pentek 150435-75 1ECP8 
Dice e eh UE Onae eeve Valve-in-Head Aosta isoplact wat 125. 100 i FNPT _ im aed 5530008 1ZKK5 
: : alve-in-Hea cetal/Isoplas ear 4" 16 qua-Pure 
internal line pressure and Valve-In-Head Plastic Clear 125. 100 %'FNPT 14% 4% 3MAqua-Pure 5530002 2P275 
simplify cartridge replacement. “Housings for Large Dia. Cartridges 
Meets NSF Standard 42. High Flow w/ Polypropylene Blue 90 100 1 NPT 23% 7% Pentair/Pentek 150233-75 4BA77 
Pressure Release Polypropylene Blue 100 100 =1"NPT 13% 7%  Pentair/Pentek 150237-75 4BA76 
= No. 2P275—Internally actuated Polypropylene Blue 90 100 %" NPT 23% 7% Pentair/Pentek 150467-75 1ECP9 





Housing w/ Polypropylene Blue 90 100 1%" NPT 23% 7% Pentair/Pentek 150235-75 1ECP6 





No. 1ZKK ili 
° 5 No. iecp7 Pp CSSure relief valve facilitates pressure Release Polypropylene Blue 100 100 94’ NPT 13% 7/4 Pentair/Pentek 150469-75 1ECR1 
cartridge replacement. Polypropylene Blue 100 100 1i"NPT 13% 7%  Pentair/Pentek 150239-75 1ECP7 
No. ai 
49Y028 
Water Filter Systems AguaPure~ JM 
Sanitary Quick Change (SQC) design lets you easily change out the cartridge without a filter wrench. onl 
F epi. 
Include 1 cartridge. Cartridge 
Housing Max. Max. Overall Overall Overall Mfr. Item Item 
___Reduces ___Material Microns Color Pressure Temp. Connection Height Width Depth Model Brand No. No. 
eo aerate Ue CTe Plastic -«5S-~—=Ss« Blue 125 psi 10°F + 1"NPT 25%’ 4%" «4% 5621104 3M Aqua-Pure 49v028 | 10U924 
10U924 Particulate, fust, Chlorine plastic —««§—=SsBlue 125 psi 100°F ~1"NPT + 25%" 44" 44" 5621102 3M 2MHW7 | 10U923 
seciment, Farticulate, Plastic 5 Blue 125psi 100°F 1"NPT 25%" 4%" 444" 5621101 3M 2MHW6 | 2MHWS8 
304 Stainless Steel Single-Cartridge Filter Housings > PENTAIR 
Housings only; cartridges sold separately. 3M™ AQUA-PURE™ 3M 
PENTAIR®/PENTEK® 7 316 stainless steel head | 
= 304 stainless steel construction Housings withstand unusually high pressures Agua-Fure” 


and are easy to install on incoming water lines. 
Design allows quick cartridge replacement. 
Include mounting bracket. 


Feature cast-brass/nickel-plated head and accept a 
complete range of standard double-open end (DOE) 
cartridges; see page 2709. Include cap and sump. 





Max. Pressure Max. H Dia. Mfr. Item For Use Mfr. Item 
Size (psi) Temp. (°F) (in.) — (in.) Brand Model No. Description With Brand Model No. 
34" NPT 250 275 12% 4%  Pentair/Pentek 156017-75  4PCC1 Mounting ST Series Pentair/ 156037-75 APAX3 
No. 4PCC1 No. 6YJ19 Ya" NPT 300 200 12%2 4% 32 3M Aqua-Pure 9592001 6YJ19 Bracket Housings Pentek 
2706 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


PLUMBING 
Water Filter Cartridge Housings & Cartridges 





Cast-Iron and Steel Housings 
and Micro-Klean RT Cartridges 


HOUSINGS CARTRIDGES 

= Max. pressure: 150 psi = 2.6" 0.D.; 1" I.D. 

= Max. temp.: 250°F = 15 psid at 176°F (1.0 bar at 80°C) 
Center-post construction = 29 psid at 140°F (1.7 bar at 60°C) 
and a 3-pc. housing that = 60 psid at 68°F (4.1 bar at 20°C) 
is easy to disassemble | = Double open end (DOE) 

for cleaning. 


Note: Not for use with potable 
water applications. 


Outside ig 
Cartridges Dia. H Mfr. Item Micron — Filter Mfr. 
Reg. Size (in.) (in.) Model No. Rating Flow Rate Model 
Housings Cartridges 
3 1%" 7% 19% 3AL1 3P/69 1 
6 2) 9% 20% 6AL1 3P/7/0 > 
20 
90 
75 


3M 
Filter Cartridges AgucPurc’ 


= Max. pressure: 125 psi 

Fit most filter housings. Flow rate 
doubles when filter is used in a 
2-high sump. 

Note: For proper operation, water must be 
microbiologically safe. 
POLYPROPYLENE 

Progressive porosity cartridges are 
rated for long life under extra-heavy 
dirt loading. Nonfiber-shredding 
construction withstands high pres- 








Thermally bonded filter cartridges provide 
low operating pressure drop and longer 
service life, allowing higher flow rates 

per 10" length. The rigid structure resists 
compression and unloading at higher pres- 
sure differentials. Ideal for use in general 
industrial, water, and food and beverage 
applications. FDA 21 CFR compliant, NSF 
42 and 61 certified. 


No. 
| 3P769 


No. 
2MJF8 





Height 
Mfr. 
Model 


40" 
Mfr. 
Model 


Mfr. 
Model 


Item 
No. 


Filter 
Flow Rate 


Item 
No. 


Filter 
Flow Rate 


Item 
No. 


Filter 
Flow Rate 


Item 
No. 


10.00 gom_ RI10Y16G20NN|2MJF8 20.00 gom RI20Y16G20NN \2MJG5 30.00 gom RI30Y16G20NN \2MJH2 40.00 gom RI40Y16G20NN |2MJH8 
10.00 gom RI10B16G20NN|2MJF9 20.00 gom RI20B16G20NN |2MJG6 30.00 gom RI30B16G20NN 2MJH3 40.00 gom RI40B16G20NN 2MJH9 
10.00 gom RI10C16G20NN\2MJG1 20.00 gom RI20C16G20NN |2MJG7 30.00 gom RI30C16G20NN 2MJH4 40.00 gom RI40C16G20NN 2MJJ1 
10.00 gom_ RI10F16G20NN |2MJG2 20.00 gom_ RI20F16G20NN |2MJG8 30.00 gom RI30F16G20NN 2MJHS 40.00 gom RI40F16G20NN 2MJJ2 
10.00 gom_ RI10L16G20NN |2MJG3 20.00 gom RI20L16G20NN |2MJG9 30.00 gom RI30L16G20NN 2MJH6 40.00 gom RI40L16G20NN | 2MJJ3 
10.00 gom RT10Q16G20NN/2MJG4 20.00 gom RI20Q16G20NN|2MJH1 30.00 gom RI30Q16G20NN/2MJH7 40.00 gom RI40Q16G20NN|2MJJ4 


Nylon Filter Cartridge Housings ‘> PENTAIR 


—— | «= Max. pressure: 125 psi 
= Max. temp.: 165°F No. 
= Cartridge not included 4BA75 


Withstand higher temperatures than standard 
polypropylene (plastic) housings. Economical 
alternative to stainless and carbon steel hous- 











sure drops. Conform to all public 
health requirements for water purification. FDA CFR 21 compliant materials, 


; : ; No. 
ings. No pressure relief. No. 4BB50 has a slim 4BB50 
design that saves space. 
Cartridges H Dia. Flow Rate Item 
Size Req. (in.) (in.) (gpm) No. 
NPT 1 11% «4% 8 4BB50 
YNPT 1 12% 5% 8 4BA74 
P Ye NPT 1 22% 5% 20. 4BA75 
No. 1P754 = 
Stainless Steel 3) PENTAIR gs 


except for No. 2LMU1. 


CARBON 
Feature radial flow design that provides very low pressure drop. 





Multicartridge 3m 
Filter Housings AguaPuc 


Easy to install on incoming water lines. Models 





Micron Filter Max. Filter Mfr. Item Pkg. j j j 
Filter Reduces Rating FlowRate Temp. H Diameter Model No. Qty. with 316L stainless steel construction offer 
Polypropylene greater corrosion resistance and longer life than 
Chlorine Taste, Odor 5 8.00gom 1/0°F 9%" 2%" 5620404 1P753 2 
20.00 gpm {00°F 9%" 496" 8618002 4LW37 1 304 stainless Steel housings. Filter cartridges for 
er E 45.00 gpm 100° 20 4% 5618903 4RP83 all housings are available on this page. 
ust, Sediment a .00 gpm i 4" | 4 
05 45.00 gpm 10°F 20" 457 5618905 4RP84 | baa re at on the 
eaimen : m 2 
sarah T 2 10.00 100°F_ 9%" AY 602719 1ZKX3 1 dir epi ies sent 1 : 
orine Taste, i] .00 gom ii 4" 2" 56027 . j 5 ts cael 
dor, Sediment 2520.00. gpm 100° 20" 414" 5602721 1zKK2t | ™ Max. pressure: 125 psi see aici 
Odor, Rust, Sediment 5 3.00gpm  100°F 9%" 3" 5541731 1P754 2 = Max. housing temp.: 300°F : 
Feature a band clamp closure that makes cartridge change-outs quick and easy. 
avi Suitable for a wide variety of commercial and industrial applications. 
Agua-Pune” 3M™ AQUA-PURE™ 
a = Max. pressure: 150 psi 
Scale Inhibitor = Max. temp.: 250°F 
Systems and = A single housing clamp and locking hand knob on the internal center rod 
. Avon Fiver if | help simplify cartridge changes. For use in high-temperature/high-pressure/ 
Cartridges =e === | high-flow-rate industrial applications, hotels, offices, schools, restaurants, 
= Max. pressure: NO. 3P776 laundromats, and commercial buildings. Nos. TZKK6 to 1ZKK8 feature an elec- 
125 psi » tro-polished exterior finish that provides a mirror-like appearance and a high 
P Media compound prevents ; — level of corrosion resistance 
= Max. temp.: scale buildup in residential  _ AP” : 
100°F = —— Cartridges Flow Rate 4H Dia. Mfr. Item 
‘ies and small commercial water S = < — Size Req. (gpm) (in.) —(in.) Brand Model No. 
Inhibit hard water heaters. Ideal for tank and —= 304 Stainless Steel 
scale in water tankless water heaters. = TE, 3 — 33% _6'%ie__Pentait/Pentek _ESC3202NB410-75 _ 38FHS1 
neater systems, Easy-to-intal unt does not i ee ee eee 
boilers, and impart any taste or odor. 7 — 44¥%2-95¥%4 Pentair/Pentek  ESC7302NB410-75 38FH59 
pooung ele: poe any aan p Once: a Staess steel 335%4 75Yea  Pentair/Pentek ESC5202NB6L10-75 38FH55 
Micron _ Filter Overall Overall Mir. = tem O"FNPT 5 — 43118 75% Pentair/Pentek  ESC302NB6L10-73 38FHS7 
Description Rating Flow Rate Connection Height Depth Model No. 7 — 341%, 95Ve,  Pentair/Pentek ESC7202NBGL10-75 38FH58 
Anti-Scale Fist System —  10.00gpm %'NPT 10%" 2%"  AP43011 3P776 EUSERTGIET SINE EGGS = OTE Cle 
t Filt 
Cartridge for No. 3P776. ~— +~—«'12000pm ss — g 2%" APA3111 SPT77 «| ty NPT 4 32-19% 8 3M Aqua-Pure 4808713 1ZKK6 
Graded Density Filter _ ‘ ‘ ; 8 64 29% 8 3M Aqua-Pure 4808714 1ZKK7 
Cartridge, Pkg. of 2 5 _ 8.00 gpm gv 2%’ = 9560907 BPT75 | NPT ——45 96.39% 8  3MAqua-Pure 4808715 1ZKK8 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2/07 








PLUMBING 
Filter Cartridges 


Scan. Order. Done. 
Details on page A1. 








No. 4BA69 ( ) No. 3ANY8 





No. 5REF6 


> PENTAIR Agua-Pure 
Filter Housing Accessories 


Additional O-rings, bag filter magnets, and strainer 
baskets are available on Grainger.com®. 





Item 
Item For Use With Brand No. 
Mounting Brackets 
Y and %" Polypropylene Housings __Pentair/Pentek 4BB49 
F ¥4" Polypropylene Housings Pentair/Pentek 4BA69 
Mounting Bracket Kit ¥4" Polypropylene Housings Pentair/Pentek 4BA84 
BB Polypropylene Housings Pentair/Pentek 3ANY8 
0-Ring for 3M Housings 
O-Ring 1ZKK6, 2P518, 1ZKK7, 1ZKK8, 2P520 3MAqua-Pure 5REF6 
Spanner Wrenches 
Yo" Polypropylene Housings Pentair/Pentek 4BA71 
¥4" Polypropylene Housings Pentair/Pentek 4BA72 
Housing Wrench 10" BB Housings Pentair/Pentek 4BA73 ss asi 
20° BB Housings Pentair/Pentek 4BAG8 o. 4BA68 
> PENTAIR 
No. 4PCA2 
™T™ 
Versaflex’’ Melt Blown 
= 2%" 0.D. 
= Max. temp.: 180°F 
= Double open end (DOE) 
100% pure polypropylene cartridges are manufac- 
tured with FDA-listed materials. A thermal bonding 10" Height 20" Height 
process seals the melt blown media to the endcaps. 5.00 gpm Flow Rate | 10.00 gpm Flow Rate 
Graded-density matrix traps and holds dirt. Suitable Rating Pi 
for finish machining, food and beverage handling, {| 555055-75 4PCA2 | 555056-75 4PCA6 
itrati 5 | 555245-75 4PCA3 | 455894-75 4PCA7 
oils, parts washers, RO system prefiltration, seal sy BBBAaI-7eAPCAL | GRSD55-75 —APCAG 
protection, solvents, and spray nozzle protection. 25 | 555217-75 4PCAS | 555442-75 4PCA9 


KeepStock 


Inventory Management 


TAKE CONTROL OF YOUR STUFF 


What if there were an easier way to ensure you have 
the right parts in the right place at the right time? 


Put Grainger’s expertise to work for you. It’s almost 
like managing your inventory on autopilot. 


Inventory managed. Space organized. 
Time and money saved. 


> Learn more at grainger.com/keepstock 
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No. 1LPA8 






ee unter 
String-Wound Filter Cartridges 


= 2%¢' 0.D., 1" I.D. 
= Pkg. of 6 


Single-piece construction eliminates spacers and bypassing. 
Fulflo® Honeycomb depth cartridges trap the solid particles 
on and within the depth of the entire cartridge. Fit all similar 
competitive housings. Can be used in many fluid applications 
including oxidizing agents, concentrated alkalies, potable 
liquids, dilute acids, and alkalies. Also suitable for use with 
mineral acids, organic acids, solvents, petroleum oils, photo 
solutions, amines, and water. Filter media selection is appli- 
cation dependent. 


10" Height 

Micron Filter Item Filter Item 

Rating FlowRate No. | FlowRate No. 

FDA Cotton, Polypropylene, Max. Temp.: 120°F 
1 


20" Height 30" Height 
Filter Item 


Flow Rate No. 


3.00 gpm 3P811 | 6.00gpm 5P254  9.00gpm 5P259 

5 4.00 gpm 3P812 | 8.00 gpm 5P255 | 12.00 gpm 5P260 
10 5.00 gpm 3P813 | 10.00 gpm 5P256 | 15.00 gpm 5P261 
20 6.00 gpm 3P814 | 12.00 gpm 5P257 | 18.00 gpm 5P262 
50 6.00 gpm 3P815 | 12.00 gpm 5P258 | 18.00 gpm 5P263 
TS 6.00 gpm 1LPA8 | 12.00 gpm 1LPA6 | 18.00 gpm 1LPA4 
100 | 6.00gpm 1LPA9 | 12.00 gpm 1LPA7 | 18.00 gpm _ 1LPA5 

FDA Cotton, Stainless Steel, Max. Temp.: 250°F 

1 3.00 gpm 3P802 | 6.00 gpm 1LPH4 | 9.00 gpm 3P807 

4] 400 gpm 3P803 | 8.00 gpm 5P271 | 12.00 gpm 3P808 
10 5.00 gpm 3P804 | 10.00 gpm 5P290 | 15.00 gpm 3P809 
25 6.00 gpm 3P805 | 12.00 gpm 5P291 18.00 gpm 3P810 
50 6.00 gpm 3P806 | 12.00 gpm 5P270 | 18.00 gpm 5P292 
15 6.00 gpm 1LPB5 = — = — 
100 | 6.00gpm 1LPB6 | 12.00 gpm 1LPB4 | 18.00 gpm _ 1LPB2 

FDA Cotton, Steel, Tin, Max. Temp.: 250°F 

1 3.00 gpm 3P795 | 6.00gpm 5P283  9.00gpm 3P799 

5 400 gpm 5P282 | 8.00 gpm 5P284 | 12.00 gpm 3P800 
10 5.00 gpm 3P796 | 10.00 gom 5P285 | 15.00 gpm 5P288 
20 6.00 gpm 3P797 | 12.00 gpm 5P286 | 18.00 gpm 3P801 
50 6.00 gpm 3P798 | 12.00 gpm 5P287 | 18.00 gpm 5P269 
15 6.00 gpm 1LPA2 | 12.00 gpm 1LNZ9 — _ 
100 | 6.00gpm 1LPA3 | 12.00 gpm 1LPA1 | 18.00 gpm _ 1LNZ8 

FDA Polypropylene, Max. Temp.: 120°F 

1 3.00 gpm 1LPF1 | 6.00gpm 1LPF8 | 9.00gpm _ 1LPG6 

5 4.00gpm 1LPF2 | 8.00 gpm 1LPF9 | 12.00 gpm 1LPG7 
10 5.00 gpm 1LPF3 | 10.00 gpm 1LPG1 | 15.00 gpm 1LPG8 
20 6.00 gpm 1LPF4 | 12.00 gpm 1LPG2 | 18.00 gpm 1LPG9 
50 6.00 gpm 1LPF5 | 12.00gpm 1LPG3 | 18.00 gpm 1LPH1 
15 6.00 gpm 1LPF6 | 12.00gpm 1LPG4 | 18.00 gpm 1LPH2 
100 | 6.00gpm 1LPF7 | 12.00 gpm 1LPG5 = _— 

Glass Fiber, Max. Temp.: 750°F 
0.5 5.00 gpm 4NUX4 | 10.00 gpm 4NUY3 — — 

1 9.00 gpm 4NUX5 | 10.00 gpm 4NUY4 — — 

5 5.00 gpm 4NUX6 | 10.00 gpm 4NUY5 — — 
10 5.00 gpm 4NUX7 | 10.00 gpm 4NUY6 = — 
20 5.00 gom 4NUX8 — — = = 
40 5.00 gpm 4NUX9 | 10.00 gpm 4NUY8 — _ 
100 | 5.00gpm 4NUY1 — — — — 
150 | 5.00 gpm 4NUY2 | 10.00 gpm 4NUZ1 —_— — 

Polypropylene, Max. Temp.: 120°F 

1 3.00 gpm 3P786 | 6.00gpm 5P264 _— _ 

5 4.00gpm 3P787 | 8.00 gpm 5P265 | 12.00 gpm 3P791 
10 5.00 gpm 3P788 | 10.00 gpm 5P266 15.00 gpm 3P792 
25 6.00 gpm 3P789 | 12.00 gpm 5P267 | 18.00 gpm 3P793 
50 6.00 gpm 5P297 | 12.00 gpm 5P268 | 18.00 gpm 3P794 
15 6.00 gpm 1LNZ5 | 12.00 gpm 1LNZ3 | 18.00 gpm _ 1LNZ1 
100 = 6.00gpm 1LNZ6 | 12.00 gpm 1LNZ4 | 18.00 gpm 1LNZ2 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” PLUMBING 
Find the wt. Find Solutions. Find Great Prices. Wound & Pleated Filter Cartridges 





SR fori MicroKlean™ D Series Blanket-Wound Si 


hunter : ' 
Large-Diameter String-Wound F —— 








Filter Cartridges Suitable for food and beverage and other regulated applications. Allow for very low pressure drops, 
= AY" 0.D., 1" 1D. high flow rates, longer filter life, and more cost-effective filtration. Ideal for potable water, food 
= Pkg. of 6 processing, electronics, and electroplating applications. Components are CFR 21 compliant. 
1" iar li 97" Height 1914" Height 2914" Height 
These 472" 0.D. cartridges offer superior life 5.00 gpm Flow Rate 10.00 gpm Flow Rate 15.00 gpm Flow Rate 
and performance to most 2.5" dia. cartridges. Micron Mtr. Item Mtr. Item Mfr. Item 
Cotton and polypropylene material are FDA —_ coe a ee a ra: 0 No. Model No. 
listed as acceptable for potable and edible eee CCS) PUD 2 — — 
liquid contact according to CFR Title 21. 1 DCCSY1 2PWX7 | DCCSY2 2UDJ3 DCCSY3 2UDL5 
974" Height | 20" Height 3 DCCSA1 2UDG2 — — DCCSA3 _—- 2UDLE 
8.00 gpm 16.00 gpm 5 DCCSB1 2UDG3_| DCCSB2 2UDJ5 DCCSB3 _—«2UDL7 
Flow Rate Flow Rate 10 DCCSC1 2UDG4_ | DCCSC2  2UDJ6 — — 
Item Item 25 DCCSF1 2UDG5 DCCSF2 2UDJ7 DCCSF3 2UDL9 
Micron Rating No. No. 50 DCCSL1 2UDG6 DCCSL2 2UDJ8 DCCSL3 2UDN1 
FDA Cotton, Max. Temp.: 250°F 75 — — — — _| 7010314624 2UDN2 
1 — 4NVP1 100 DCCSV1 2UDG8 — — DCCSV3 —- 2UDN3 
5 4NVN5 4NVP2 350 DCCSW1  2UDG9 | DCCSW2 2UDK2 — — 
10 — 4NVP3 Polypropylene, Max. Temp.: 150°F 
20 4NVN7 4NVP4 0.5 DPPPZ1 2UDH1 DPPPZ2 _ 2UDK3 DPPPZ3 _ 2UDN5 
50 4NVN8 4NVP5 1 DPPPY1 2UDH2 | DPPPY2 2UDK4 | DPPPY3  2UDN6 
100 — 4NVP6 3 DPPPA1 2UDH3 — — DPPPA3 —_ 2UDN7 
Polypropylene, Max. Temp.: 120°F 5 DPPPB1 2UDH4 | DPPPB2 2UDK6 DPPPB3  2UDN8 
1 4NVL1 4NVL7 10 DPPPC1 2UDH5 | DPPPC2  2UDK7 DPPPC3 _ 2UDN9 
5 4NVL2 4NVL8 25 DPPPF1 2UDH6 DPPPF2  2UDK8 DPPPF3  2UDP1 
10 4NVL3 4NVL9 50 DPPPL1 2UDH7 DPPPL2 _ 2UDK9 DPPPL3 —_ 2UDP2 
20 4NVL4 4NVN1 No. 4NVL14 75 DPPPQ1 _2UDH8 — — — — 
50 4NVL5 4NVN2 100 DPPPV1 2UDH9 — — DPPPV3  2UDP4 
100 4NVL6 4NVN3 350 — = DPPPW2  2UDL3 | DPPPW3  2UDP5 
—= 
> PENTAIR 
Filter Cartridges 
= Double open end (DOE) No. 1ECZ5 features Endurawrap™ design, an innovative polyolefin bilaminate 


= Fit most manufacturers’ housings _ prefilter that can increase cartridge life by trapping sediment that typically 
plugs carbon block cartridges. Suitable for under-sink installation. 





Micron — Filter Max. Filter Item 
Series Filter Reduces For Use With Rating Flow Rate Temp. H_ Diameter Std. No. 
Filter Cartridge 
— Oil 20" Big Blue Housings — 10.00gpm 125°F 20" 4¥" —  4BB22 
C2 Chlorine Taste, Odor, Sediment 5" Housings 5 2.00gpm 125°F 4%" = 2%" —  6RKE9 _ 
CBC-5 Chlorine Taste, Odor, Dirt, Sand, Sediment 5" Housings 0.5 1.00gopm 180°F 4%" 21h" —  4pcc9 No. 6RKE9 No. 4BA89 
CBR2 Chlorine Taste, Odor, Sediment 10" Housings 0.5 O0.60gpm 165°F 9%" 2%" NSF42 1ECZ5 
CC-10 Chlorine Taste, Odor, MTBE, VOC 10" Housings 20 = 1.00gpm 125°F 9%" 2%" NSF42 4BA89 : 
Chlorine Taste, Odor, Sediment 10" Housings 0.51.00 gpm 180°F 934" 27%" NSF 42 GRKES a) 
CFB Chlorine Taste, Odor, Sediment 10" Housings 10 1.00gpm 180°F 9%" 2%" NSF 42 6RKE6 Bs 
Chlorine Taste, Odor, Sediment 10" Housings 10 1.00gpm 180°F 9%" 2%" NSF42 6RKE7 
Chlorine Taste, Odor, Sediment 20" Housings 10 2.00gpm 180°F 20° 2%" NSF42 G6RKE8 
Chlorine Taste, Odor, Sediment 10" Housings ) 1.00 gpm 180°F 9%" 2%" NSF42 4PCC2 
CFB Plus Chlorine Taste, Odor, Sediment 10" Big Blue Housings 5 2.00 gpm 180°F 9%" 4%" NSF42 6RKE3 
Chlorine Taste, Odor, Sediment 20" Big Blue Housings 5 400gpm 180°F 20" 4%" NSF42 6RKE4 
CREC-BB Chloramine, Sediment 10" Housings 1 0.50 gpm 125°F 994" 27%" NSF 42 1EDA3 
Chloramine, Sediment 20" Big Blue Housings 25 2.50gpm 125°F 20" 4%" NSF 42 1ECZ9 
EP Chlorine Taste, Odor, Sediment 10" Big Blue Housings 5 2.00 gpm 180°F 9%" 45%" NSF 42 4PCD1 
Chlorine Taste, Odor, Sediment 20" Big Blue Housings 5 400 gpm 180°F 20" 4%" NSF 42 4PCD2 
EPM Chlorine Taste, Odor, Sediment 10" Housings 10 1.00gpm 180°F 9%" 2% NSF42 4PCC8 
Chlorine Taste, Odor, Sediment 20" Housings 10 2.00gpm 180°F 20" 2%" NSF 42 4PCD3 
GAC Chlorine Taste, Odor 10" Housings — 1.00gpm 125°F 9%" 2%" NSF 42 53DP69 
RFC Chlorine Taste, Odor, Sediment 10" Housings 70 = 2.00gpm 125°F 994" 4Y" NSF 42 53DT17 wh fi 
Chlorine Taste, Odor, Sediment 20" Housings 70 400gpm 125°F 20" 4" NSF 42 53DT20 _— 
Thermally Bonded Filter Cartridge 
PolyDepth® Dirt, Rust, Sand, Scale, Silt 10" Housings 5 200gpm 175° 9% 2%" NSF42 1ECZ7 No. 4PCD1 No. 1EC2Z7 
> PENTAIR 9" Height 20" Height 
meine 7 Filter <i att oo ei it ti 
7 7 ating Diameter| Flow Rate 0. ow Rate 0. 
Pleated Filter Cartridges Polyester, Max. Temp.: 125°F 
2%" |10.00gpm 4BA85 |10.00 gpm 4BB20 
= Double open end (DOE) 30 474 40.00 gpm 4BA88 20.00 gpm 4BB21 
Pleated design increases surface area for better dirt-holding 59 —27 {10.00 gpm 4BA86 | __ — = 
capacity and longer filter life AS BT a = 
; Cellulose, Polyester, Max. Temp.: 125°F 
_ a en eee 2%" | 10.00 gpm 4PAX4 | 10.00 gpm 4PAX6 
Polyester—Bacteria- and chemical-resistant. No. 4BA87 meets 1 47" 120,00 gom4PAY1 120.00 gpm 4PAY4 
NSF 42. 5 __2/&' | 10.00 gpm _4PCC5 | 10.00 gpm 4PAX7 
—_ 4¥%" | 20.00 gpm 4PAY2 | 20.00 gpm 4PCC4 
Cellulose Polyester—Resin-impregnated cellulose/polyester - 27° | 10.00gpm 4PCC6 10.00gpm 4PAX8 
fiber blend provides higher wet strength than regular cellulose AY" | 20.00 gom_4PCC3 | 20.00 gom_4PCC7 
cartridges. Offer high flow rates and dirt-holding capability, while eo te.00 gpm PAX ah aon ‘ieee 
maintaining extremely low pressure drops. 4%" | 20.00 gpm 4PAY3 (20.00 gpm 4PAY5 








: : : . : Cellulose, Max. Temp.: 145°F 
Cellulose—Economical prefilter for dirt and sediment reduction 11g! 060 gom 53DP12 


in applications with chlorinated water. 20 aK — (10.00 gpm _4BA91 Ose ree een 
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PLUMBING 
Filter Housings & Filter Bags 


Scan. Order. Done. 
Details on page A1. 





= Max. temp.: 160°F 





> PENTAIR 


DGD Series 
Dual-Gradient-Density 
Cartridges 


a 4Y," 0.D. 

= Max. temp.: 145°F 

= Double open end (DOE) 
100% pure polypropylene construction has high chemical compat- 
ibility. Combines selective final filtration with appropriate prefiltration 
for up to 3 times the dirt holding capacity of similar-sized sediment 
cartridges, and even greater capacity than standard spun or string- 
wound cartridges. NSF Certified. 


No. 4BA93 


974" Height 20" Height 
Item Item 
Micron Rating Filter Flow Rate No. Filter Flow Rate No. 
1 10.00 gpm 4BA94 20.00 gpm 4BA95 
5 10.00 gpm 4BA92 20.00 gpm 4BA93 
25 10.00 gpm 4PCD4 20.00 gpm 4PCD5 








No. 4NVC8 






No. 4NVC6 


GRAINGER. 


ITT 


2710 





Pleated Polypropylene Filter Cartridges 


Bag Filter 
Housings and 


In-Line Filter 


NOS. 4NVC8 AND 4NVC6 

= Max. pressure: 175 psi 

= Max. temp.: 250°F 

Single O-ring closure for 
positive cover sealing. Cover 
stays attached when opened; 
swing bolts for easy operation. 
Closure bolts and adjustable 


tions. 2" NPT connection. 
Find even MORE on Grainger.com® 


domnick 
hunter 


= Double open end (DOE) 10" Height 20" Height 

Micron Filter Item Filter Item 
POLYFLOW®-G Rating | Flow Rate No. Flow Rate No. 
Thermally bonded 100% virgin polypropylene ensures clean filtrates and excel-  -Polyflow®-G, 2% 0.0. 

y o Virgin polypropy Clean Titrate | EXCE 0.2 5.00gpm  4NVU4 | 10.00gpm  4NVU7 
lent chemical/thermal compatibility. Ideal for solvent filtration, liquid clarification, 0.5 5.00gpm _ 4NVU5 =| 10.00 gpm _4NVU8 
recirculation, general water filtration, reagent-grade chemicals, and DI/RO 30 __| 10.00gpm__4NVU6_| 20.00 gpm__4NVUS9 

refiltration Abso-Mate™ Absolute Rated, 2c" 0.D. 

p ; 0.2 10.00gpm  4NVJ5 | 20.00gpm _4NVK3 
: T™ 0.45 10.00gpm 4NWJ6 | 20.00gpm 4NVK4 

ABSO-MATE™ ABSOLUTE RATED 1 10.00 gpm 4NVJ7 20.00 gpm 4NVK5 

All-polypropylene construction is compatible with most chemicals, acids, bases, ° 10.00 gpm__—ANWJ8 = = 

and solvents. Backwashable. 1-pc. construction eliminates bypass. Ideal for Bee SO avi = = 

membrane prefilter and chemical-handling applications. FDA Listed. 40 10.00 gpm 4NVK2 | 20.00gpm  4NVKQ 

> PENTAIR 


Metallic Bag 
Filter Housings 


Feature a standard O-ring seal to help 
prevent bypass while removing dirt, 
pipe scale, and other contaminants 
from your process liquids. Bottom 
outlets and FNPT connections. Ideal for 
commercial and industrial applications, 
and includes a strainer basket and 
adjustable legs which can be bolted 
down. 


BAND CLAMP CLOSURE 
STAINLESS STEEL 


Suitable for high flow/high capacity 
use and feature a band clamp closure, 
EPDM seals, and a polished finish. 


SWING BOLTS CLOSURE 
STAINLESS STEEL 

Ideal for higher pressure use and 
feature a swing bolt closure, EPDM 
seals, and a polished finish. 





No. 38FH45 





No. 38FH50 


Housing Material 


Filtration 


Filter Max. 304 Stainless Steel 316L Stainless Steel 
Bag Flow Max. Water Housing Mfr. Item Mfr. Item 
Size Rate Connection Pressure Temp. 4H Dia. Model No. Model No. 
Band Clamp Closure 

1 90gpm 2°NPT ~ 125psi 300°F 27'%2" 8%" | ES12NA410-75 38FH43 _ _ 

2 200gpm 2°NPT~ 125psi 300°F 411%" 8%" | ES22NA410-75 38FH45 |ES22NA6L10-75 38FH46 

3 25gopm 1"NPT~ 125psi 300°F 1516" 4%" | ES31NA410-75 38FH47 |ES31NAG6L10-75 38FH48 

4 50gpm 1"NPT~ 125psi 300°F 21'%s" 4%" |ES41NA410-75 38FH49 ES41NA6L10-75 38FH50 
Swing Bolts Closure 

1 90gopm 2°NPT~ 150psi 300°F 28'%2" 8%" |ES12NA415-75 38FH40 _— 

2 200gpm 2"NPT 150psi 300°F 42%4" 8%" | ES22NA415-75 38FH41 — — 

2 200gpm 3'NPT 150psi 300°F 42%" 8%" |ES23NA415-75 38FH42 — 

NOS. 2P695 AND 2P696 


= Max. temp.: 250°F 

= Filters down to 20 micronsw 

Single-bolt design for quick filter changes. Includes drain and vents. 
Bottom seats provide a positive seal. Buna N gasket. Cartridge 

sold separately. Ideal for petrochemical, coolant, hydraulic oil, and 
solvents. Use stainless steel for water. 


Cover Filter Housing Flow Housing Mfr. Item 
Type Bag Size Material Rate H_ Dia. Model _ No. 
Bag Filter Housing 
Swing Bolts 1 304 Stainless Steel 80gpm 25" 7%" CBG1S2T 4NVC8 
Closure 1 Carbon Steel 80gpm 25" 7%" CBC1S2T 4NVC6 
Filter Inside Outside Item 


Fuel Type H W L Dia. _ Dia. No. 
Fuel Filter, For Cartridge Vessel (Cartridge Not Included) 


legs resist corrosion. Integral Diesel, Gas 12%" 4%e" ‘Takes a9%'to 10'filter 3%" 356" 2P695 
basket support design provides Filter Micron Max. Inside Filter — Item 
a smooth interior. Include vent For Use With Flow Rate Rating Pressure H Dia. Diameter No. 
and clean/dirty drain connec Te ere 

y Mit, No. B10-3/4SD Sg gpm 20 +«©=—150psi 10" 1" 9%"  2P696 


Fuel Filter Housings 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 





Polypropylene Bag Filter Housings and Filter Bags > PENTAIR 


= Initial pressure drop: less than 0.5 
psi for max. rated flow at 68°F 
= Max. temp.: 100°F 


Lightweight housings include gauge, 


wrench, and %" drain valve. FNPT 
connections. Use to filter water, 
acids, plating solutions, corrosive 


chemicals, food products, and more. 


Note: Maximum flow rates for filter bags are 

guides only and are dependent on variables such 

as fluid viscosity, temperature, amount and type of 
contaminants, type and size of filter bag, and micron 
rating. The maximum rates (gpm water at 68°F) are 
normally only achieved under ideal conditions. 


PLUMBING 
Filter Housings & Filter Bags 











: : ; Filter Size 
Filter Bag Dia. Height Area 410 420 
Size (in.) (in.) (ft.?) Item Pkg.) Item Pkg. 
410 4 8.25 0.69 Microns No. Qty. No. Qty. 
420 4 18 1.28 Filter Bags 
Filter Flow Max. Housing Mfr. Item 1 4BA96 20 4BA97 20 
Bag Size Rate Pressure Connection H Dia. Model No. i) 4BA98 20 4BA99 20 
Bag Filter Housings 10 4BB10 20 4BB11 20 
410 20 gpm 100 psi (F)NPT 1834" 714" 150360-75 4BA80 25 4BBi2. 20 | 4BBI3 20 No. 4BA96 
410 20gpm 100psi 1% (ONT 18% 7" 150338-75 4BA82 50 4BB1i4. 20 | +4BB15 20 
420 40 gpm _90 psi " “TFINP 28%" 7" 150367-75 4BA81 100 4BBi6 20 | 4BBI7 20 
420 40 gpm 90psi 1% BENET 28%" 7" 150337-75 4BA83 200 4BBi8 20 | 4BB19 20 
Heat-Welded Felt Fiber Bags 
= a ™ 
with Quik-Seal Filtration _ Item 
a ; Filter Size Microns No. 
= Max. temp.: 275°F Polyester felt bags feature a top-sealing plastic ring that provides 2 1 4NVEG . 
= Max. flow: 160 gpm _ positive sealing in standard vessels. Glazed surface effectively 5 2;— er No. 
= Pkg. of 10 keeps fibers from migrating into filtered product. 7" dia., 312'L. 2 200 4NVF3 4NVEG 
. . PENTAIR 
High-Flow Felt Filter Bags » 
= Initial pressure drop: less than 0.5 Single-layer bags are ideal for high flow rates. Handle and ring sewn in at top 
psi for max. rated flow at 68°F allow easy filter changes. Heat-welded seams. Glazed finish for low fiber migra- 
= Pkg. of 20 tion, good depth filtration, and good solids-holding capacity. For use with alkalies, 
organic solvents, petroleum and vegetable oils, and organic and mineral acids. 
Microns 
1 5 10 25 50 75 100 200 
Max. Item Item Item Item Item Item Item Item 
Filter Size Flow No. No. No. No. No. No. No. No. 
Polyester Felt/Galvanized Carbon Steel Ring, Max. Temp.: 250°F 
1 55 gpm TYBC7 4BB64 4BB66 4BB68 4BB70 TYBC8 4BB72 TYBC9 
2 120 gpm TYBC4 4BE10 4BE12 4BE14 4BE16 TYBC5 4BE18 TYBC6 
3 15 gpm TYBD4 | 1YBD5 TYBD6 TYBD7 TYBD8 | 1YBD9 TYBE1 TYBE2 
4 30 gpm TYBD1 4BE57 4BE59 4BE61 4BE63 TYBD2 4BE65 TYBD3 
12 150 gpm TYBG6 | 1YBG7 TYBG8 TYBG9 TYBH1 — TYBH3 TYBH4 
Polypropylene Felt/Galvanized Carbon Steel Ring, Max. Temp.: 200°F 
1 55 gpm TYBE6 4BB74 4BB76 4BB78 4BB80 TYBE7 4BB82 TYBE8 
2 120 gpm TYBE3 4BE20 4BE22 4BE24 4BE26 TYBE4 4BE28 TYBE5 
3 15 gpm TYBF3 TYBF4 TYBF5 TYBF6 TYBF7 TYBF8 TYBF9 TYBG1 
4 30 gpm TYBE9 4BE67 4BE68 4BE69 4BE70 TYBFi 4BE71 TYBF2 No. 1YBC7 
12 150 gpm TYBH5 | 1YBH6 TYBH7 TYBH8 TYBH9 TYBJ1 TYBJ2 TYBJ3 
High-Flow Nylon Monofilament and Polyester Filter Bags »> PENTAIR 
= Pkg. of 20 Single-layer bags have sewn seams. 
Microns 
75 100 150 200 250 300 400 600 800 
Max. Item Item Item Item Item Item Item Item Item 
Filter Size Flow No. No. No. No. No. No. No. No. No. 
Nylon mesh /aalvanized Carbon Steel Ring, Max. Temp.: 250°F 
70 gpm 1YBN5 — — — — — — — — 
} 150 gpm TYBN6 — — — — — — — — 
3 20 gpm TYBL4 TYBL5 TYBL6 TYBL7 TYBL8 TYBL9 TYBN1 TYBN2 TYBN3 
4 35 gpm TYBN4 — — — — — — = — 
12 190 gpm TYBK3 TYBK4 — TYBK5 — TYBK6 TYBK7 TYBK9 TYBL1 
Nylon Monofilament Mesh/Galvanized Carbon Steel Hing, W Max. Yemp.i 250°F 
1 60 gpm — — — — — — 4BB98 
1 70 gpm — ABB84 4BB86 4BB88 4BB90 4BB92 4BB94 4BB96 — 
2 150 gpm — 4BE30 4BE32 4BE34 4BE36 4BE38 4BE40 4BE42 4BE44 
4 35 gpm — 4BE72 4BE73 4BE74 4BE75 4BE76 4BE77 4BE78 4BE79 
Polyester Mesh/Galvanized Carbon Steel Ring, Max. Temp.: 250°F No. 1YBN 
12 190 gpm 1YBJ4 = TYBJ5 — TYBJ6 1YBJ7 TYBJ9 TYBK1 ada 5 
High-Efficiency Filter Bags > PENTAIR 
= Initial pressure drop: 0.8 psi or less for max. rated flow at 68°F 
Multiple-layer bags have a composite construction of microfiber, felt, and spun-bonded materials to hold 3 to 4 times more dirt than 
standard bags. All-sewn construction. For use with oxidizing agents, organic solvents, petroleum and vegetable oils, and organic and pan 
mineral acids. 
Microns 
1 5 10 25 50 75 100 
Max. Pkg. Item Item Item Item Item Item Item 
Filter Size Flow Qty. No. No. No. No. No. No. No. 
Polyester Material/Stainless Steel Ring, Max. Temp.: 250°F 
1 40 gpm 4BE88 4BE90 — 4BE92 4BE93 4BE94 4BU13 
2 80 gpm 5 4BU14 4BU16 4BU17 4BU18 4BU19 4BU20 4BU21 
4 20 gpm 20 4BU31 — — — — = — 
4 5 gpm 20 — 4BU33 4BU34 4BU35 4BU36 4BU37 4BU38 
Polypropylene Material/Stainless Siod Ring, Max. Temp.: 200°F 
1 40 gpm 10 4BE80 4BE82 4BE83 4BE84 4BE85 4BE86 4BE87 
2 80 gpm 5 4BE95 4BE97 4BE98 4BE99 4BU10 4BU11 4BU12 y 
4 20 gpm 20 4BU23 — = — — — — 
4 25 gpm 20 = 4BU25 4BU26 — 4BU28 4BU29 4BU30 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2/11 


PLUMBING 
Electric Water Heaters 





Commercial Electric Water Heaters 


= ¥/," NPT water connection, except 
Heavy-Duty models are 112" 

= Include T&P valve 

= 3-yr. limited manufacturer’s 








Light-Duty—Use in applications requiring 
moderate quantities of hot water. Feature 
innovative upper and lower resistored 
elements. Max. temp. setting: 180°F. 


- 


Scan. Order. Done. 
Details on page A1. 


Wii 


Bat’ 
RUUD 


® cus 


location, and status of each element. Multiple 
screw-in type stainless steel elements resist 
burn out and corrosion. Include a full port/full flow brass drain valve. 
All 3-phase models are field convertible to single-phase. 








warranty on tank and 1-yr. limited Tank Overall Jacket °O 100. Total faa tom ety 
Heavy-Duty—Models provide high hot ( 
manufacturer’s warranty on parts ae a Capacity Height __ Dia. FRise Watts | No. No. No. 
water recovery in applications requiring Light-Duty, 3-Phase, 2-Element 
Point-of-Use, 1-Phase—Provide hot water at large quantities of hot water. The System 29% = ay S607 eee 
the consumption point and help reduce costly Sentinel feature provides a diagnostic panel 30.0 gal. gq 22 = 4500. — — ~~ 38UN82 
temperature loss due to long piping runs. with LEDs that correspond to the number, = OU SORE = = 
Tank Overall Jack RO 10. T | tom tom ian en si ea a e0o0_pauNsT | — UP 
an verall Jacket otal) Item tem tem tem 18qph 4 N92 = P01 
Capacity Height Dia. F Rise Watts) No. No. No. No. ; anh sab aN = aero 
Point-of-Use, 1-Phase, 1-Element 40.0 gal. 48" 20" 24 qph 6000 38UN94 (38UN95 = 
6. gph 1500 /31CD83_ | _— — = = 36-gph 9000 38UN96~- — — 
7 e 8 gph 2000 3CFF9 31CD84. | —  31cD86 ‘ 5 sg = 
Ogal. 15% 70gal. 32 26% 12,000 |38UN88 38UN89 
12 gph 3000} 6UT08 6UTO9 —_— 6UT10 18 gph 4500 38UP05 — 38UP08 
ey ae On saypoL a eS = 50.0gal. 58%" 20%" ~ 24gph 6000 |38UP02 38UP03 38UP04 
8gph 2000|31CD87 31CD88 | — |31CD91 Te 1,000 SaurS __— ae 
10.0 gal. 227' 12 gph 3000) 6UTO1 | 3CFGi 31CD90 | 3CFG2 65.0 gal. 59%" = 22%" —Fe anh 49.000 | — ——38UP15 
{8 gph 4500; — \31cD89 | — — 
24gph 6000} —  |6UT02 | — | 6UTO4 80.0 gal. 59%" 2394" eh a000 Sa0P2> ee 
Point-Of-Use 6 gph EO) eure = ——$tyaseng 49 gph 12,000 38UP21 | —  38UP20 
gp — — Tf" Vf" — = 
No. SCFFO 15 0 gal. 24%" 1754" 42 gph 3000 31CD93_|31cD94_|_— 31CD97 LE ER Rese EE ea ee 
18 gph 4500) —  (31CD95 | — = Tank No.of Overall Jacket @100 ‘Total | Item Item Item 
24 gph_ 6000, _— __31CD96 | — — Capacity Elements Height Dia. FRise Watts | No. No. No. 
6 gph_ 1500 |21XP27 | — = = Heavy-Duty, 1-Phase 
8gph 2000/31CD98 31CD99 = — — 3 26¥%""  25gph 6000 |3CFH1 | — — 
19.9 gal. 25%" 19%" 12gph 3000 3CFG3 | 3CFG4 — 3CFG5 50.0 gal. a 43%" 26%"  74gph 18000 — OVRE1 | 2VRE5 
18gph_ 4500) —  (31CE01 | — __ (31CE04 6 26¥s"  74gph 18,000 |3CFH2 | — — 
24gph 6000/ — | G6UTO5 |31CE03 | 6UT06 3 28v"°  36gph 9000 |473N41 | — — 
S0.0gal. 82" 224° —= 8000 = 3BUNT7 = = ; BTR 74 of E000 ——~2VRE2 NRCG 
u 4 F — 
Recovery 208 240 277 —« 8.0 gal. —g 57°18" ng," 74 gph 18,000 [21XP38. | — =a 
Tank Overall Jacket @100 Total ltem Item Item 6 284%" 112gph 27,000 | — — 21XP19 
Capacity Height Dia. FRise Watts No. No No. 6 28V;°  149gph 36,000 — 6E744 |21XP20 
Light-Duty, 1-Phase, 2-Element 3 30%" 74gph 18000) — 6E745 (21XP21 
30.0 gal. 30" 22 V4" — 4500 | 38UN79 — _ 6 30%" 74 qh 18.000 | 3CFH3 = = 
— 4500 | 38UN85_ | — = 6 30%" 99 seh 24000 | — —~_|24XP22 
38.0 gal. 31%!" 23 = 6000 | 38UN83 = i po 6 30%" 112 gph 97 000 = = 21XP23 
qo — 00 — ome a a eee 
40.0 gal. 48%" 20 gph___9000_| 38UN93 = = 9 3008 293 gph 54,000 | — — | 3CFH6 
ae 20%" — 24gph 6000 | 38UN90 — — 150.0 
32 gph 8000 | 38UN91 = = gal. 9 30%" 223gph 54,000 | 3CFH5 — —_— 
50.0 gal. 58%" 18 gph 9000 — 38UP07 = Heavy-Duty, 3-Phase 
20 gph 5000 | 36UP14 — — 3 28%"  25gph 6000 |31CE37 
65.0 gal. 59%" 22%" — 41 gph 10,000 | 38UP11 — — 85.0gal. 9  57%e" 28%" 149 gph 36,000 31CE38 | — — 
Light-Duty 49 gph 12,000 | 38UP13 — — 9 28%"  223gph 54,000 |35Z886 
No. 38UP11 80.0 gal. 59%" 23%" {8gph 4500 | 38UP19 — — 119.9 
119.9 gal. 62/4" 2814" 41 gph 10,000 | 38UP23_ | — = gal. 3 67% 30%" = a5 gph ~—-6000_-/SiCES9 | — = 





Classic Point-Of-Use—Can fit under cabi- 
nets, counters, or mop sinks. One resistored 
Stainless steel element to help prolong anode 
and tank life. 6-yr. limited manufacturer’s 
warranty on tank and parts. 


Classic—The resistored copper upper element 
and resistored stainless steel lower element 


application have limited lifetime 
tank warranty, 6-yr. limited parts 
warranty when registered online 
within 90 days of installation. 
Commercial applications have 
5-yr. limited tank warranty, 1-yr. 
limited parts warranty. 


Table Top—ldeal for installa- 
tion in kitchens or other work 
spaces. Model has an acid- and 
heat-resistant baked enamel top, 
4" backsplash, and rear plumb- 
ing connections. 6-yr. limited 
manufacturer’s warranty on tank 


Classic 
Point-Of-Use help prolong anode and tank life. Include an acwoan tintin and parts. 
No. 38UN65 EverKleen self cleaning device. 6-yr. limited Jat Total @ 30 Energy Overall Jacket Mir. tem 
manufacturer’s warranty on tank and parts. apacity Watts ise Factor Height Dia. ode 0. 
y patty Classic Point-Of-Use, 120V, Side Connection 
Classic Tall i Rag 6.0 gal. 15%" 15%"  PROE61RHPOU 38UN65 
aa aunas rane fo jeuieleraliiee re 10.0 gal 33" 459."  PROE10 1 RH POU 38UNG6 
, pper and lower elements to neip prolong 15.0 gal. 2000 9.0gph 24" 17%"  PROE15 1 RHPOU 38UN67 
Rheem anode and tank life. Have System Sentinel LED cE: oat _ av er muita TERT sees 
: 0 gal. ; 4 
; : : see system es ps a bel Classic, 240V, Top Connection 
Residential Electric § ‘ement operation. Include Everkleen sett Boe 0.92 A719 PROE30 12 RH9S— 3BUNAS 
cleaning device. 8-yr. limited manufacturer’s 9a. ; } 
Water Heaters fe ge 36.0 gal. 4500 21.0 gph 31%" 24%" PROE36S2RH95 38UN43 
warranty on tank and parts. 40.0 gal. 0.93 484" 20%" PROE4O M2 RH95_—38UN46 
37. 50.0 gal. 58%" 20% | PROES5012RH95  38UN47 
= 4" NPT water connection Marathon—The seamless, blow-molded Classic Plus, 240V, Top Connection 
= 1-phase The durabl ded calveiil ' 50.0 gal. . 58%" 20% PRO+E50 12 RH95 EC1 38UN52 
: rust. Ine durabdie, Molded polyethylene outer Marathon, 240V, Top Connection 
= Low-lead compliant shell resists dents, salt air, and scratches. 40.0 gal. 61%" 21%" MR40245C —38UN55 
85.0 gal. 400 21.0 gph 60" 28V6 MHD85245  38UN56 
Include full flow brass drain valve, Include a thermally-fused upper element, and “tafe Tapy 240) Top Connection 
except for Classic Point-Of-Use models. titanium lower element. Models ina residential 40.0 gal. 4500 21.0gph 081 36° 24° 88H-40D 38UN69 
H Eemax’ 
Electric Hot Water Auto Booster @ Eemax 
Compact unit only operates when hot water is required Eco modes. Model has an external temperature display, rugged stainless steel 
and provides up to 45% more hot water capacity. Booster heat exchanger, and a field serviceable element. Accuracy: +1°F. ETL Listed. 
nearby wall, and features programmable Vacation and Connec. Range  @1.5gpm @2.5GPM Voltage Watts  _ Model No. 
Ys NPT 80°to140°F 32°F 19.7°F 240 7200 HATBO0/240 52CE26 
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Find the yy. Find Solutions. Find Great Prices. Electric Tankless Water Heaters & Elements 
a. 2 
@ Eemax 
Hot Water Solutions Made Easy af? Bement | 
No. 2E768 ©) BOSCH No. 


14U450 


Electric Mini-Tank 
Water Heaters 


Rheem 


* GRAINGER == 





APPROVED SZANCUARD y = Factory-installed T&P valve 
7 Simply plug into a standard wall 
Electric Water Heater Elements outlet and set thermostat control, 
All models include a gasket. except Nos. 21EW70 and 5AE45 are 





Insert It li 
cau: Hien Watts Style Voltage* ‘enath (ln) Na hardwired. All have glass-lined tank 


Watts Style Voltage* Length (in.) No. ee UT ei : with titanium inside, stainless steel 
High-Watt Densit , Nickel Base Alloy Sheat r 

GA, Copper Sheath 2000 Screwin 240 9% —veTes | Neating element, and 30" grounded 
1500 BoltOn 120 7%, 2E491 3500 ScrewIn 240 137%, 9E766. | 16/3 cord. 120V. Eemax MiniTank 
1500 Screw In 120 7% EAST 1900 Screw in 240 16% E673 | models have a 5-yr. limited manu- 


1500 Screwln 240 7% 2E460 9000 Screwln 240 19% _2E/6/ ; 
9000 Screw In 240 75) F756 6000 Screw In 240 795, 9E768 | facturer’s warranty. Bosch heaters 


2500_Screwin 240 9% __2E757/ © _Thteaded have up to 98% thermal efficiency pt 
3000 Screw In 240 10%s_2E758 = _RHEEM, Copper Sheath da 6-ve limited f ; 
3500 Screw|n 240 12%6 _ 2E759 000 plraiait 60 ie 15526 and a 6-yr. limited manufacturer's 
4500 Screw In 240 13%s ~~ 2E760 oldbac 16 , 

Low-Watt Density 4500 Straight 240 13% 15529 lola UL wa and ne | 
eset Sih — i | Cate rcpt amex ret 
750 ScrewIn 240 79, DEA5S oldbac , os — . 
iT ee «| ~8000 Foldback 480 14% —teneye | ETL Listed, CSA and UL Certified. 





1500 BoltOn 120 7'%6  2E102 Threaded, 12" Tank Water Total Amps Temp.  OverallOverall Overall Mfr. Item 
1500 ScrewIn 120 7%, 2E295 VANGUARD, Copper Sheath Cap. Connec. Watts Voltage AC Range Height Width Length Brand Model No. 
1500 Screwln 240 7% 2E298 4500 Foldback 240 13% 15A531 Mini-Tank Water Heaters 
1650 Screwln 120 916  2E754 RHEEM, Titanium Sheath 1.5 gal. %'"NPT 1440 120 12 50°to 140°F 15%" 9%" 10° Eemax EMT1 14U450 
2000 ScrewIn 240 1016 _ 2E299 4500 foldback 240 1672 19A533 | 25 gal." NPT 1440 120 12 50°to 140° 17° 11° 11%" Eemax EMT2.5 21EW68 
2500 ScrewIn 240 776 2E300 Item 2.7 gal 2" NPT 1440 120 12 65° to 145°F 13%" 1334" 1034" Bosch ES2.5 4JY89 
SBnb aorew In ob iy ate RHEEM commerce No. A gal. NPT 1440 120 12 50°to 140°F 18%" 1214" 13" Eemax EMT4 21EW69 
rew 16 i Agal. “NPT 1440 120 12 65° to 145°F 13%" 1354" 13%" Bosch ES4 4JY90 
4500 Screw In 240113 2E303 Element, 6000W, 480V, 19.2".  2XE69 6 gal UF NPT 1440 190 13-50" to 14071 i ema EMTS DIEWTO 
* 240V elements can be used to replace 208V elements, resulting in a 25% lower recovery rate. 7gal. %'' NPT 1440 120 12 65°to 145°F 17%" 17%" 14%" Bosch ES8  5AE45 
= = = 
Chronomite® Electric Tankless Water Heaters == Gironomn === 


Laboratories, Inc.° 


Up to 99% efficient and provide unlimited hot water on demand. Feature vandal-resistant aluminum 
housing and include compression fittings and faucet controls. Nos. 54EL15 to 54EL18 have user adjustable 
temperature and water flow (0.35 to 5.0 gpm). Nos. 10G720, 6DXT1, and 6DXT2 are designed for low-flow, 
handwashing applications and are cold water feed only. All models are certified for use in potable water 


cen 








applications. ADA compliant; UL and IAPMO Listed; HUD. Temp. Temp. 
Water Amps Min. Flow Rise @ Rise @ Mfr. Item 
Connec. Watts Voltage AC Activation Temp. Range H W_ D_ 0.5 gpm 1.5 gpm Model No. f na] 
1800 120VAC 15 0.35 gpm 80° to 120°F 6%" 9%” 234” 25°F — — §R-15L/120 HTR-I 10G720 € .* 
2400 120VAC 20 0.35 gpm 90° to 120°F 6%” 9%" 234” 33°F — — §R-20L/120 HTR-I 6DXT1 , 
3600 120VAC 30 0.35 gpm 90° to 120°F 6%” 9%" 234” 49°F — — §R-30L/120 HTR-I| 6DXT2 
ve 4150 277VAC 15 0.35 gpm 80° to 120°F 6%" 9%" 234” 57°F — __ SR-15L/277 HTR-I 19C803 
Compression 4160 208VAC 20 0.35gpm 80° to 120°F 6%” 9%" 234” 57°F — — §R-20L/208 HTR-I 10G722 
5940 277VAC 20 0.35 gpm 80° to 120°F 6%" 9%” 234” 76°F — — §R-20L/277 HTR-| 10G723 
6240 208VAC 30 0.65 gpm 80° to 120°F 6%" 9%" 2%" = — 28°F SR-30/208 HTR-| 10G725 
8310 277VAC 30 0.65 gpm 80° to 120°F 6%” 9%" 2%" — 38°F = SR-30/277 HTR-| 10G724 No. G6DXT14 
8320 208VAC 40 0.65 gpm 80° to 120°F 6%” 9%” 2%" = — 38°F SR-40/208 HTR-| 19C804 . 
11,520 240VAC 48 0.35gpm Ambient Plus Temp Rise 9%" 10%" 4%" = — 52°F R-48L/240  54EL15 
¥%4"MNPT 13,920 240VAC 58 0.35 gpm Ambient Plus Temp Rise 934" 10%" 44%" = — 63°F R-58L/240 54EL17 
18,000 240VAC 75 0.35 gpm Ambient Plus Temp Rise 954" 10%" 4%"  — 82°F R-75L/240 —_54EL18 
BOSCH 
Bosch E] ectri c Note: Pay careful attention to unit selection. Temperature and volume of water are dependent on the kilowatt rating of heater. - 
The higher the kilowatt rating, the greater the volume of hot water. Max. outlet temp.: 135°F. These heaters are not designed 
Tanki ess to be used as boosters or preheaters. Install without a temperature/pressure relief valve (refer to local codes) close to the 
faucet or tap to eliminate long pipe runs. 72" NPT inlet and outlet. ead = 
W t [HI t Temp. Temp. Temp. No. 2KJH5 
ater neaters oo ite: Woll tages eee . a. ie Pe Pa ye ani ih 
: : onnec. Watts oltage Ctivation Temp. Range .J gpm* 1.5 gpm* 2.5 gom* Mode 0. 
Mount under sinks in 3400 110/120VAC 29 O0.50gpm 135°F 6% 1234 3° 46°F 14°F °F  US3 4JY93 + 
any direction. Meet 6000 277VAC 22 0.50gpm  135°F 6%" 1254" 3" 82°F 2T°F 16°F US6 4JY92 
National Appliance Energy Yo" NPT 7200 220/240VAC 30 0.75gpm — 135°F 6%" 12%" 3" 95°F 32°F 20°F US7 4JY94 
Conservation Act. UL and 9500 208/240VAC 40 0.75gpm = 135°F 6%" 1254" 3" — 126°F gor 26°F US9 4JY91 
: 12,000 240VAC 50 O0.60gpm  135°F 6%" 1254" 3" — 159°F 55°F 33°F US12 2KJH5 
C-UL Listed, are low lead, jy" NPT 12,000 220VAC__60_0.60 gpm 100° to 140°F 12%" 15%" 4¥6" 140°F 75°F 45°F WH17 53XL95 
and certified for use in ‘ 27,000 220VAC 120 0.80 gpm 100° to 140°F 12%" 15%" 4%" 140°F  119°F 71°F WH27 53XL96 
otable water applications * °F at gpm. Gal. per min./minimum water pressure 15 psi/max. water pressure 150 psi. { Recommended where ground water ff bal 
p Pp *  femperatures exceed 60°F and flow rates are less than 1 gpm. No. 53XL95 
Sanitizing Commercial Water Heaters Rea 1} we rT 
= ASME T8P valve included — * | No. 
= Max. temp: 190°F Tadd | 6E769 
= Water connections have 1%" NPT dielectric nipples i : 
These 240V, 3-phase electric units provide 180°F sanitizing rinse water to comply with NSF and all Recovery 
federal, state, county, and local department sanitation codes. Screw-in type heating elements. LED Tank Total Overall Overall Overall @100°F Mfr. — Item 
diagnostic panel signals any nonoperating element. Glass-lined storage tank. 6" stainless steel legs Cap. Walls Height Width Length Rise (gph) _Model__No. 
: : : 10 gal.12,000 23° 21%" 21% 50 E10-12-G 6E769 
150 psi working pressure. Fused 120V control circuit. 3-yr. manufacturer’s warranty on tank. 10 gal. 18,000 23" 2194" 21”! 74___E10-18-G 6E770 
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Electric Tankless Water Heaters Details on page A1. 
™ Hy 
Eemax'” Electric Tankless Water Heaters @ Eemax 
Compact, energy efficient, and LavAdvantage™’—ldeal for point-of- | Series Two™—Thermostatic models suitable 
instantly heat water as needed use handwashing and emergency eye for commercial and residential applications up 
and can provide endless hot wash fountain applications. to 4 gpm. 
a lee Lal AccuMix Il""—Meet UPC 407.3 Three Phase™’—Commercial-grade for up to 
Hae requirement with integrated ASSE 5 gpm in 3-compartment sink and hot water 


venting. Have field serviceable 


1070 mixer set not to exceed 110°F. process applications. 
elements and are ideal for use in 











No. commercial, industrial, residential FlowGo"™’—ldeal for point-of-use SafeAdvantage™’—ANSI Z358.1-compliant, 
481R30 and safety applications. All models § handwashing applications. commercial-grade models for use emergency 
le ie pa 372 compliant ProSeries™—Commercial-grade for drench shower and eye/face wash applications. 
al Eee: applications requiring up to 8 gpm. SpecAdvantage™—WModels are commercial- 
Can accommodate point-of-use and grade and designed for low, duty cycle 
multiple fixture use. applications where precise temperature control 
a is needed. 

Water Min. Flow Temp. Rise Temp. Rise Mfr. Item 
Connec. Watts Voltage _ Activation Temp. Range H W D @ 0.5 gpm @ 1.5 gpm Temp. Rise @ 2.5 GPM Model No. 
LavAdvantage™, Thermostatic, For Use With Emergency Eyewash 
54' Comp, 10000 277 0.20 gpm 70° to 90°F 974" 5" ei 136°F 45°F 21°F SPEX100T EE 451G52 
é Wiel 9500 240 0.20 gpm 70° to 90°F | t/a a 130°F 43°F 25°F SPEX95T EE 451670 

ccuMix II" 

3500 120 0.30 gpm 105° to 110°F 13%" 5" 4" 48°F 16°F 10°F AMO004120T 481R29 
4800 240 0.30 gpm 105° to 110°F 13%" 5" 4" 66°F DOr TOF AM005240T 481R30 
6500 240 0.30 gpm 105° to 110°F 13%" 5" 4" BOF 30°F 18°F AMO007240T 481R31 
54" Comp. 9200 240 0.30 gpm 105° to 110°F 13%" 5" 4" BOF 43°F 26°F AMO010240T 481R32 
P- 47,500 240 0.30 gpm 105° to 110°F 13%" 5" 4" BOF BOF 31 F AM012240T 481R33 
4100 277 0.30 gpm 105° to 110°F 13%" 5" 4" BOF 19°F 11°F AM004277T 481R34 
8000 exe 0.30 gpm 105° to 110°F 13%" 5" 4" BOF 36°F DOF AM008277T 481R35 
Flowe 10,000 277 0.30 gpm 105° to 110°F 13%" 5 Y" 4" BOF 46°F 21°F AMO010277T 481R36 
owCo™ 
2400 120 0.25 gpm 82° to 130°F 97" 5" oF 33°F 11°F tid: SPEX2412 485A93 
3000 120 0.25 gpm 82° to 130°F 97" «5 a 41°F 14°F 8°F SPEX3012 485A94 
3000 208 0.25 gpm 82° to 130°F Oy" 5" ey 41°F 14°F 8°F SPEX3208 485003 
3500 120 0.30 gpm 82° to 130°F A ki 48°F 16°F 10°F SPEX3512 485A95 
3500 240 0.30 gpm 82° to 130°F e/a) > 48°F 16°F 10°F SPEX35 485A96 
4100 208 0.40 gpm 82° to 130°F 97" 5" 3" 56°F 19°F TIF SPEX4208 485004 
4100 277 0.40 gpm 82° to 130°F | 3" BDF 18°F TIF SPEX4277 485007 
4800 240 0.40 gpm 82° to 130°F dy 3" 66°F DOr TOF SPEX48 485A97 
54" Comp, 0200 240 0.70 gpm 82° to 130°F 974" 5" cd 89°F 30°F 18°F SPEX65 485A99 
P-~9000 277 0.70 gpm 82° to 130°F 974" 5" a iPM 41°F 25°F SPEX90 485010 
9500 240 0.80 gpm 82° to 130°F 974" 5A" ei 130°F 43°F 26°F SPEX95 485002 
5500 240 0.50 gpm 82° to 130°F 974" 5A" cy Tor OOF 15°F SPEX55 485A98 
7500 240 0.70 gpm 82° to 130°F 9% 5A" a 102°F 34°F 20°F SPEX75 485001 
8300 208 0.70 gpm 82° to 130°F 974" 5" 3" 113°F 38°F DOF SPEX8208 485005 
3000 277 0.25 gpm 82° to 130°F 974" 5A" cd 41°F 14°F 8°F SPEX3277 485006 
6000 277 0.70 gpm 82° to 130°F 974" 5" > 82°F 20°F 16°F SPEX60 485008 
8000 277 0.70 gpm 82° to 130°F 974" 5A" a 109°F 36°F DOF SPEX80 485009 
— 10,000 277 0.80 gpm 82° to 130°F 9%" 5" = 137°F 46°F 27°F SPEX100 485011 
roSeries™ 
%" Comp. 13,000 240 0.30 gpm 80° to 140°F 11%" 8 35/4" 178°F * 59°F 36°F PR013240 52CE29 
ala 18,000 240 0.30 gpm 80° to 140°F 17" 14 354" 24°F * 82°F 49°F PR018240 52CE30 
eries Two™ 
20,000 277 0.70 gpm 100° to 140°F 10" 10%" 4" — 91°F 54°F EX200TC 6FCA0 
¥ Comp. _ 20,000 277 0.70 gpm 180°F 10" 10%" 4% — 91°F 54°F EX200TC S 6FCA1 
16,600 208 1.50 gpm 50° to 90°F fo" 10%" 4" — 75.6°F 43.7°F EX1608T2 EE 21HT78 
Ys" NPT 19,000 240 1.50 gpm 180°F fo" 10%" 4" — 86.5°F BOF EX190T2 S 21HT81 
Three Phase™ 
24,000 208 0.70 gpm 100° to 140°F {2%y" 154" 4" — 108°F 66°F EX240T2T 6FCA2 
32,000 480 0.70 gpm 100° to 140°F {2v" 15" 4" — 146°F 87°F ED032480T2T 6FCA3 
%' Comp. _ 18,000 208 0.70 gpm 100° to 140°F 12%" 15" 4" — sich 49 2°F EX180T2T 21HT79 
20,000 480 0.75 gpm 100° to 140°F f2v%" 15" AY — — 54°F ED020480T2T 29PH83 
32,000 480 0.70 gpm 180°F f2y" 15" 4H" — 97°F 87.4°F ED03248012T S —-21HT75 
SafeAdvantage™ 
72,000 480 2.50 gpm 60° to 90°F 24" 30" 14" — — 90°F AP072480 EFD N4 —_30UL23 
1%" NPT — 64,000 208 2.50 gpm 60° to 90°F 24" 30" 14" — — 90°F AP064208EFDN4 30UL14 
126,000 ——-208 2.50 gpm 60° to 90°F 24" 30" 14" — — 90°F AP{26480 EFD N4_—— 30UL50 
SpecAdvantage™ 
48,000 480 1 gpm 100° to 140°F 172%a" 17%" 10%" — 218°F 131°F AP048480 30UK90 
1%" NPT — 64,000 208 2.50 gpm 100° to 140°F 172%ea" 26160" 10%2" — — 140°F AP064208 30UL12 
000 «480 2.50 gpm 100° to 140°F 1727s" 26160" 10%2" — — 140°F AP108480 30UL36 
SpecAdvantage, Sanitation 
4 Ve NPT —32:000 208 1 gpm 0° to 180°F 172%ea" 2616s" 10%2" — 145°F 87°F AP032208 S 30UK69 
54,000 208 1.50 gpm 0° to 180°F 1727s" 2616s" 10%2" — 245°F 147°F AP054208 S 30UL03 


* Temperature rise at maximum output of unit. 





Professional Classic Electric Tankless Water Heaters Ree 








No. 
53UJ81 or 
Energy-efficient water heaters only heat water when you need it. Compact models can save energy, water, and are 
ideal for delivering unlimited hot water in commercial and residential applications. Require no venting, T&P valves, or 
drain pans to help ease installation. Include durable brass or stainless steel heat exchanger and a field serviceable 
element. Nos. 53UJ81 and 53UJ82 feature an external temperature display and control, and self-modulating power 
technology. All models are UL Listed and CSA Certified. 
Temp. Temp. Temp. 
Water Amps Min. Flow Rise@ Rise@ Rise @ Mfr. Item 
Connec. Watts Voltage AC Activation Temp. Range 4H W D O5gpm 1.5gpm 2.5GPM _ Model No. 
No. 3500 120VAC 29 0.30gpm 59°to140°F 57% 10%" 2%" 48°F — — RTEX-04 53UJ81 
53UJ87 5500  208/240VAC 29 0.30gpm 59°to140°F 57% 10%" 23%" 75°F — — RTEX-06 53UJ82 
Y" NPT 8000 208/240VAC 33 0.30gpm 59°to140°F 12% 8% 3%" — 36°F 22°F _RTEX-08 53UJ83 
11,000 208/240VAC 46 0.30gpm 59°to140°F 12% 8% 3%" — 50°F 30°F _—SaRTEX-11 53UJ84 
13,000 208/240VAC 54 0.30gpm 59°to140°F 12%" 8% 3%" = — 59°F 36°F —~RTEX-13 53UJ85 
18,000 208/240VAC 75 0.30gpm 59°to140°F 18% 14%" 3%" — — — 49°F RTEX-18 53UJ86 
; 5)" NPT —24:000__208/240VAC_ 100 0.30 gpm 59° to 140°F_ 18%" 14%" 3%" — — 66°F RIEX-24 53UJ87 
27,000 208/240VAC 112 O0.30gpm 59°to140°F 18%" 14%" 3%" = — — 74°F _-RTEX-27 53UJ88 
_— = 36,000 208/240VAC 150 0.30gpm 59°to140°F 18%" 21% 3% = — — 98°F _ RTEX-36 53UJ89 
2714 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Commercial & Residential Gas Water Heaters 





Commercial Gas (@) suue 
Water Heaters 


Standard Hot Water Recovery—Multiflue tank has top, front, and rear 
inlet/outlet water connections. Multiple magnesium anode rods resist corro- 
sion. Spark-to-pilot ignition system, fiberglass insulation, and the innovative 
System Sentinel™ diagnostic system with LEDs that verify heater status. 


Draft Recovery Height to 








Tank Hood @100 TopofVent Jacket Mfr. Item 
Cap. Vent Type BtuH Size FRise Connection Dia. Model No. 
Standard Hot Water Recovery, Natural Gas, Limited 3 yr. Tank 
and 1 yr. Parts Warranty, 80% Thermal Efficiency 
65 gal. Standard 360,000 8°  349gph 10'V6 26% _G65-360A _6E/38 
7? qal Standard 250,000 6° = 242. gph 16° 26%  G/2-250A 2VRD6 
gal. “Standard 300,000 8" 291 gph (al 26%  G/2-300A  15A517 
7ogal. Standard 125,000 5° 121 gph 65" 264" G/5-125  5AU61 
76 aal Standard 180,000 6° 1/5gph 638'6 260% G/6-180 _3CFH8 
gal. “Standard 199,900 6" 194 gph 68'e 264" G/6-200 2VRD/ 
82 gal. Standard 156,000 6° 151gph 68'6. 20% G82-156 —5AU62 
85 qal Standard 300,000 8’ 291 gph 18/6: 26%" G85-300A  2VRD8 
gal. “Standard 399,900 10" 388 gph 18'V6. 26%" _G85-400A_ _ 352883 
90 gal. Standard 715,000 10" 693gph 14¥" 30" GX90-715A _3CFJ3 
Qigal. Standard 199,900 6' 194gph 16%6 26% G91-200 6E743 
Standard 80,000 4°  /8gph 69%" 284" G100-80 15A518 
100 gal. Standard 199,900 6° 194gph 13/6 30%" _G100-200 _5AU63 
Standard 270,000 8' 262gph 13% 30%"  G100-270A  6UT21 
LoNOx Natural Gas, 40ng/d Limited 3 yr. Tank and 1 i; Parts Warranty, 80% Thermal Effeciency 
72gal. Standard 250,000 6° 242gph 716 26%" _GN/2-250A 352884 
75 al Standard 75,100 4° /3gph 64" 26%"  G/5-75N-3  2VRE3 
gal. “Standard 125,000 9 121 gph 65" 26%" GN/5-125  3CFJ4 
90 gal. Standard 550,000 10" 533qgph 14y 30" GX90-550A_ _—_ 3CFJ2 
Q9igal. Standard 199,900 6' 194gph 16%6 26%" _GN91-200  3RA88 
Standard 76,000 4° /4gph 69%" 28%" _G100-80N _2LAD2 
400 aal. Standard 199,900 6' 194gph 13“6' 30%" _GN100-200 3CFJ5 
g Standard 270,000 6° 262 gph (375. 30%" GN100-270A_ 15A519 
Standard 399,900 8' 388gph 76° 30%" GN100-400A 3CFJ6 
Ultra LoNOx Natural Gas, 14ng/J, Limited 3 yr. Tank and 1 
yt. Parts, Warranty, 80% Thermal Effeciency 
75 aal Standard _ 79,100 '___ /3 gph 64% 264" G/5UN 31CE46 
9a'. “Standard 125,000 121 gph 652" 26%  GNU/5-125 352887 
76 gal. Standard 199,900 6° 194gph 68116. 26% GNU/6-200 352888 
98 gal. Standard 7/5100 4° /3qgph 6/4 2148 GIO0UN 31CE45 
Standard 199,900 6° 194gph 13%6 30%" GNU100-200 352889 
100 gal. Standard 250,000 6 242 apn 134 30%" GNU100-250A 21XP16 
Standard 399,900 8'  388gph 76" 30%" GNU100-400A 352885 
High Efficiency, Ultra LoNOx Natural Gas, 14ng/J, Hmited s. yr. Tank and 1 yr. Parts Warranty 
ower ' ntake ; 
119 gal. Direct Vent 199,000 3° 229gph Exhaust 91" 2i HE119-199 5AU66 


High Recovery, LP, Limited 3 yr. Tank and 1 yr. Parts Warranty, 80% Thermal Efficiency 


79 gal. Standard 79,100 4°  /3gph 64" 26%" G/5-76LP  38UP25 

76 gal. Standard 199, 900 6 194gph 68116" 26%"  G/6-200LP  3CFJ7 

91 gal. Standard 199,900 6" 194 gph 16%6 26%"  G91-200LP  6E/40 

100 gal. Standard 199,900 6° 194gph 73V“6' 30%" _G100-200LP_ _3CFJ8 
Tank 

Motor Mfr. Item Tank Heighttotop Dia. Max. Working Mfr. Item 


Amps Voltage Model No. 
Power Venter Kits 


(gal.) of Tank (in.) (in.) Pressure (psi) Model No. 
Storage Tanks, 5-yr. Tank Warranty 


1.26 115 AP11646 5AU6/ 80 o8%6e 24% 6 150 ST80_15A520 
1.51115 AP11645 SAU68 115 09% 28% 150 91120 6UT22 
1y5 67% 32% 150 911/5A 31CE48 


Note: Not for use in mobile 
homes. Conversion kits 
are not available. For 
SCAQMD-compliant 
heaters for California, 
call 1-800-GRAINGER 
(472-4643). 


Residential Gas (> 
Water Heaters | 


= Max. pressure: 150 psi 
= Factory-installed T&P valve 
= ¥," FNPT water connections 


Heaters feature the innovative Everkleen™ 
system that helps reduce sediment build up. 
Models have a piezo igniter, glass-lined tank, 
enhanced flow brass drain valve, and anode rod. 
Suitable for natural gas, except Nos. 38UN64 
and 38UN63 are LP gas compatible. All have an 
Eco-friendly burner and Low NOx design that 
meets 40ng/J limit. All water heaters are built 
and shipped for standard-altitude areas, but will 
perform at a derated value in higher altitudes. 
All heaters are AHRI and CSA Certified. 


: No. 38UN58 
Draft Height to 
Tank Hood Top of Vent Jacket Mfr. Item 
Vent Type Cap. BtuH _Size Connection Dia. Model No. 


Limited 6 yr. Tank and Parts Manufacturer Warranty 


Pawar 40 gal. 2'or3' «67% 1934" | PROG40-40N RH6/7 PV 38UN72 
0 gal. 42,000 2'or3"  66%' 21%" —PROG50-42N RH67 PV = 38UN73 
29 gal. 32.000 3'or4" 9%" 16%" PROG29-32N RH63 _—_— S8UN58 
40 gal. 36,000 3'or4" 63%! 19%" PROG40-36P RH62  _—_—s38UN64 
40 gal. 38,000 3'or4" 61%! 19" PROG40-38N RH62  38UN59 
Standard 40gal. 40,000 2'or3" 68%" 1934" PROG40-40N RH6/ PDV 38UN70 
0 gal. 36,000 3'or4" 61%! 201%" PROG50-36P RH60 _—s38UN63 
0 gal. 38000 3'or4" 61%! 20%" PROG50-38N RH60 _ 38UN60 
0 gal. 40,000 2°or3" 67%" 21%" PROG50-40N RH67 PDV 38UN71 

Limited 8 yr. Tank and Parts Manufacturer Warranty 
Power Vent 75 gal. 75,100 3'or4" 72' 26%" ~~ PRO+G/5-76N RH PV 38UN62 
Standard /ogal. 75,100  4' 64" 26%" PRO+G/5-/6N RH 38UN61 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Altitude certifications vary 
according to model and gas 
type. 80% thermal efficiency on 
98,000 to 399,900 Btu models 
with 180°F max. temp. 


Low NOx—Power assist 
enclosed burner design with 
stainless steel multiport burner 
tubes. Universal multiflue tank 
design with high limit tempera- 
ture cutout. 


Ultra Low NOx—Power assist 
burner design has stainless 
steel multiport burner tubes for 
longer Ultra Low NOx perfor- 
mance, <14ng/J. 


High Efficiency Ultra 
LoNox—Up to 95% efficiency 
direct-vented heater has self- 
diagnostic electronic control 
with digital water temperature 
readout. Unit draws combustion 
air from outside the building, 
eliminating negative air pressure 
issues. 


High Recovery—No. 38UP25 
has an innovative, high- 
temperature, porcelain/enamel 
coating for corrosion resistance. 
Automatic control system 
shuts off gas supply if pilot 

is extinguished. Anode rods 
are magnesium construction 
for long tank life. Nos. 3CFJ7, 
6E740, and 3CFJ8 have 
innovative System Sentinel™ 
diagnostic system with LEDs 
that verify heater status. 





No. 5AU66 
Power Venter Kits—Allow venting up to 50 


ft. away from a side wall where no chimney 
exists. Aluminum vent terminal with heat 
shield allows installation through combusti- 
ble or noncombustible surfaces. Kit includes 
vibration isolators. 

Note: Compatible with Rneem-Ruud commercial gas 
heaters from 98,000 Btu to 400,000 Btu. Not for use 
on Low Emission water heaters. 

Storage Tanks—Have 2 heavy-duty 
magnesium anode rods, 1" FNPT relief valve 
opening, and %4" NPT thermometer and 


aquastat openings. 


Note: Not ASME compliant. 


Triton™ Ultra High Efficiency 


Commercial Gas Water Heater 


= Max. temp.: 185°F 
= Water connections: 112” (top), 2” (side) 


Feature up to 98% thermal efficiency and 

the LeakSense™ integrated leak detection 
system that can catch leaks as small as 

a grain of sand. EcoNet® technology can 
provide performance updates and alerts via 
mobile devices and a full-color LCD display. 
Nos. 455C80 to 455C83 add the LeakGuard™ 
system with an innovative auto shut-off valve 
that allows no more than 24 oz. of water to 
escape the tank in a vacuum lock. All models 
provide ongoing monitoring of vital compo- 
nents to help detect and alert of potential 
issues, plus the innovative built-in conden- 
sate neutralizer helps reduce water acidity 
for safe drainage. Power vent or power direct 
vent. CSA Certified and ASHRAE compliant. 








Recovery Height ua. ao2012 
Tank Draft @ 100 to Top Mfr. Item 
Capacity BtuH HoodSize FRise of Heater Jacket Dia. Model No. 


Triton™, Limited 3 yr. Tank and 1 yr. Parts Manufacturer Warranty 

100.0 gal. 199,900 3" 229 gph (ia 26%" —GHE100SU-200 455C72 
300,000 3 338 gph vk 26%" GHEI00SU-300A 455074 

Triton SS™, Limited 5 yr. Tank and 1 yr. Parts Manufacturer Warranty 





199,900 3" 229 gph TT 26%" _ GHE100SS-200 455080 
100.0 gal. _ 250,000 3" 291 gph Tf 2644" _GHE1005S-250A 455082 
00,000 3" 338 gph fe 2644" _GHE1005S-300A 455083 
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PLUMBING 
Replacement Parts & Gas Tankless Water Heaters 


Scan. Order. Done. 
Details on page A1. 








Mfr. Item 
Description Brand Model No. 
Pilot Assembly Replacement Kit, Natural Gas Rheem SP13422 _15A544 
Pilot Sensor Rheem-Ruud SP10/64B 2XE64 
Pressure Switch Rheem SP14197B _15A603 
Pressure Switch Rheem SP14197C _15A604 
Replacement Gas Control Thermostat, Natural Gas Rheem SP20164 _15A536 
Replacement Gas Control Thermostat, Natural Gas Rheem SP20166A _15A534 
Replacement Gas Control Thermostat, Natural Gas Rheem SP20166B _15A535 
Replacement Lower [hermostat, Electric Rheem SP11695 —_-15A527 
Replacement Thermocouple Rheem SP63/9R_ _15A580 
Replacement Thermostat, Electric Rheem SP11234 _15A565 
aa xe Replacement Thermostat, Electric Rheem SP11699 15A563 
RUUD GRAINGER Replacement Thermostat, Electric Rheem SP13410 _ 15A566 
—y APPROVED Replacement Thermostat, Electric Rheem SP213600 15A525 
Replacement Thermostat, Electric Rheem SP8260 _15A564 
Replacement Parts and Accessories epracement pLenmostal Rect ¥ Rheem SP8295 _—-15A567 
eplacement Upper Thermostat, Electric, 
ai fan Iwo Eement Non-Smutaneous Rheem  SP11698 15A524 
Description Brand Model No. DF, ee eee een GA 40-SWHP 13G662 
Blower Assembly Rheem _AM39729 _15A595 2.9'H, for Weights up to 379 Ib. 
Blower Assembly, High Performance Rheem SP13416 _15A541 Suspended Water heater Platform, Steel, GA 50-SWHP  13G664 
Blower Assy/Pressure Switch Upgrade Kit Rheem SP20165C _15A601 2.9°H, for Weights up to 600 Ib. 
Blower Assy/Pressure Switch Upgrade Kit Rheem _SP20165E _15A599 Thermostat, Electric Rheem-Ruud _SPii231 2X67 
Burner Assembly Rheem AM39189 15A590 Thermostat, Electric _ Rheem-Ruud  $P8293 2XE7/5 
Burner Assembly Rheem AM39732 15A591 Thermostat, Gas, Commercial, High Limit Rheem-Ruud SP11/98B —_2XE65 
Gas Control Thermostat. LP Rheem SP14260A 15A549 Thermostat/Burner Assembly Retrofit Kit, Natural Gas Rheem SP201/0A__15A538 
Gas Control Thermostat, Natural Gas Rheem AP14732A 150585 Thermostat/Burner Assembly Retrofit Kit, Natural Gas Rheem SP201/0B_ _15A539 
Gas Control Thermostat, Natural Gas Rheem _SP13845A _15A550 Wall Mounted Water reater Platform, Steel, GA 40-SWHP-W 13G663 
2.5'H, for Weight to 375 Ib 
Gas Control Thermostat, Natural Gas Rheem SP14270F _15A546 0 OT etn Up tO : 
Gas Control Thermostat, Natural Gas Rheem _SP14270G__15A547 Wall Mounted Water Heater Platform, Steel, GA 50-SWHP-W  13G665 
2.5'H, for Weight to 600 Ib 
Gas Control Thermostat, Natural Gas Rheem SP14339B  15A548 fomaral SUG eee ea — 
Gas Control Thermostat, Natural Gas Rheem _ SP14904A15A551 Water heater Pan, Aluminum, 20° dia. GA QP-20 136666 
Gas Control Thermostat Kit, Natural Gas Rheem SP20161A _ 15A540 Water Neater Pan, Aluminum, 22° dia. GA QP-22 136667 
Gas Valve Rheem-Ruud SP10063D  2XE62 Water Heater Pan, Aluminum, 24° dia. GA QP-24 13G668 
Gas Valve, LP Rheem SPTO0O63E  15A588 Water Heater Pan, Aluminum, 26° dia. GA QP-26 13G669 
Gas Valve. Natural Rheem SP{9541B  15A582 Water Heater Pan, Aluminum, 28° dia. GA QP-28 13G670 
Gas Valve, Snap Open, Natural Gas Rheem SP12543  15A583 Water heater Pan, Aluminum, 30° dia. GA QP-30 136671 
Gas Valve, Snap Open, Natural Gas Rheem _SP12866N 15584 Water heater Pan, Plastic, 22° dia. GA = 3VUS9 
Igniter, Hot Surface Ignition (HSI), Natural Gas Rheem _SP14218A__15A557 Water Heater Pan, Plastic, 30_dla. GA = SVU61 
Igniter, Hot Surface Ignition (HSI), Natural Gas Rheem SP14218B _ 15A556 Water Heater Stand, tor Tanks Up to 50 gal. GA = 3VU62 
Igniter Pilot Burner Rheem SP{9937  15A606 Water Heater Stand, Steel, 16°H, for Weights up to 1200 Ib. GA 40-S-24-U 13G659 
Ignition Control Rheem-Ruud SP107630  2XE63 Water Heater Stand, Steel, 16'H, for Weights up to 1200 Ib. GA 40-S-30-U 13G660 
[WD Element Rheem SP{3409BM 15A579 Water Heater Stand, Steel, 16"H, for Weights up to 600 Ib. GA 40-S-22-U 13G658 
Piezo Igniter and Bracket Rheem SP14410 150555 Water Heater Straps, for Tanks Up to 120 gal. GA QS-120 _-18G6/2 
Pilot Assembly, LP Rheem SP107640  15A605 Water Heater Straps, for Tanks Up to 80 gal. GA QS-50 13G673 
Pilot Assembly, Natural Gas Rheem SP19560B  15A545 Water Heater Straps, for Tanks Up to 80 gal. GA QS-50-P_ —_-13G675 
Pilot Assembly Replacement Kit, Natural Gas Rheem SP13418 _15A543 * Meets National Fuel Gas and City of Los Angeles Codes regarding water heater installation. 





& poscy 
Bosch® Gas Tankless Water Heaters BOSCH 
= ¥," gas and water connections 
= Electronic ignition 
All heaters are CSA Certified. Nos. 2KJG9 and 2KJH1 are Energy Star® Certified. Nos. 2KJG9, 2KJH1, 
and 2VRE8 meet ANSI Z21.10.4. 
Find list of included hardware with each heater at Grainger.com®. 
Natural Gas Liquid Propane (LP) 
Input = Energy H W D GPM@ GPM@ Mfr. Item Mfr. Item 
(Btu) Factor (in.) (in.) (in.) | 45F Rise 90°F Rise Model No. Model No. 
0.80 30% 17% 11% ia 3.7 — — 940ESLP 2KJH1 t 
199,000 (0.83 30% 17% 11% is of 940 ES NG 2KJG9 +t — — 
0.95 30% 17% 11% 8.3 4.2 — — C1050ES LP 2VRE8 
~ — 30% 17% 11% 9.4 4.7 C 1210 ES NG 6FZP2 + — — 
ae oa — 30% 17% 11% 9.4 4.7 C 1210 ESC NG 6FZP4 — ~~ 
+ i § 225,000“Go4_ 30% «17% ~~ «11%~~~SC«*S A 47 = — (C1210 ESC LP 6FZW5 
! 0.94 30% 17% 11% 9.4 4.7 — — C1210ESLP 6FZP3 t+ 
t 15-yr. limited manufacturer's warranty on heat exchanger; 5-yr. limited manufacturer's warranty on parts and 
No. 2KJG9 1-yr. manufacturer's warranty on labor. 


Rheem® Commerical Gas Tankless Water Heaters 


= ¥," gas and water connections 
= Electronic ignition 
Featuring up to 97% thermal efficiency these tankless water heaters have 185°F built-in maximum temperature and common 
venting for up to 10 units with Rheem® polypropylene header kit. Design allows a variety of room air intake configurations. 
Nos. 459W41 to 459W44 have a manifold featuring a factory-installed translator that can connect up to 20 units in a daisy chain 
via included cable. All models have 5-yr. limited manufacturer's warranty on heat exchanger and parts, 1-yr. limited manufac- 
turer's warranty on labor. AHRI, CSA, and Energy Star® Certified. 
Liquid 
GPM | Natural Gas) Propane 





Energy H W OD GPM @ @90°F, Item Item Mfr. Item 

BtuH Factor (in.) (in.) (in.) 45F Rise Rise | No. No. Description For Use With Model No. 

Indoor Accessories 

199,900 0.96 27% 18% 9% 84 4.2 \459W37 \459W39 EZ Link Cable Connector Rheem Tankless RTG20040 GFZN4 

199,900 0.96 27% 18% 9% 84 4.2 |459W41 459W43 (Connects 2 Units) Water Heaters 

Outdoor Venting for Rheem Tankless Heaters* 

199,900 0.96 27% 18% 9% 84 4.2 |459W38 459W40 Horizontal Vent Termination Kit 3° Rheem Tankless Heaters SP20286 21HD68 
No. 459W37 199,900 0.96 27% 18% 9% 84 4.2 |459W42  |459W44 + For additional venting options, call 1-800-GRAINGER (472-4643). 
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Find the yy. Find Solutions. Find Great Prices. Appliance Connectors & Expansion Tanks 
Stainless Steel Gas Appliance Connectors iueaace 
Use with natural gas, LP gas-air mixtures, | Connectors comply with ANSI Z21.24 CSA 6.10, ANSI Z21.75/CSA 6.27, 
or LP gas systems. Additional lengths are and NY MEA #376-92M. 
available; call 1-800-GRAINGER (472- Note: Code requires that a manual shutoff valve be installed on the gas line ahead of the 
4643). Certified for indoor and outdoor use. connector. A new connector must be used on all new or moved appliances (ANSI Z21.24). 
24" Length 36" Length 48" Length 60" Length 
Outside |Connector Item Connector Item (Connector Item |Connector Item 
For Use With Connection Dia. (in.) |Flow (Btu) No. |Flow (Btu) No. \Flow(Btu) No. (|Flow (Btu) No. No. 18D830 
10 Series 
Gas Log Sets and Space Heaters ¥e" MIP x 3%" FIP* ¥~ — — 33,400 18D821, — — — — 
Natural, Manufactured, LP Gas ‘ ; _ _ = 
Air Mixtures or LP Gas Systems Yo" MIP x ¥2" MIP % — 106,000 3VU97) 93,200 3VU98 
20 Series 
Yo" MIP x ¥2" FIP Yo 85,000 1PX46| 71,100 1PX47) 60,500 1PX48 — — 
Gas Dryers and Gas Water Heaters ‘%" MIP x %" FIP* Yo — — — — 60,500 18D826; 53,200 18D828 
Yo" MIP x 3%" FIP* Yo — — — — — — | 53.200 18D829 
Natural, Manufactured, LP Gas Yo" MIP x ¥" FIP Yo — — — — | 60,500 3VU94) 53,200 3VU95 
Air Mixtures or LP Gas Systems Yo" MIP x V2" FIP Vp — — — — — — 53,200 3VU93 
30 Series ) 
Yo" FIP x Y" FIP* %e 150,000 18D830) — — — — — _ ~ No. 1PX 
V2" FIP x V2" FIP % 150,000 14PX50) 125,000 1PX51 — — — — i iia 
Yo" MIP x ¥2" MIP* % — — | 125,000 18D831; — — | 93,200 18D836 
Gas Ranges and Gas Furnaces Yo" MIP x Yo" MIP ¥ —_— — | 125,000 1PX49 — _ —_— _ 
Yo" MIP x 34" FIP* % — — — — — — | 93,200 18D837 
Ys" FIP x ¥4" FIP* %e — — — — | 106,000 1PX53 — — 
Ys" FIP x 4" FIP* % — — — — | 106,000 18D835) — — 
Yo" MIP x V2" FIP %e 150,000 6CNC7| 125,000 6CNC8 — — — _ 
Range, Furnace Yo" MIP x Yo" MIP ¥. 150,000 6CNC2 — _ _— _ = — 
4" MIP x 34" MIP % 150,000 6CNA6 — — — — — — 
40 Series 
Tankless Water Heaters and Boilers %" MIP x %" FIP 1 290,900 2GMF2 — _— — _— — — 
41 Series, PVC Coated 
Tankless Water Heaters and Boilers %" MIP x %" FIP 1 290,900 2GMF3) 255,900 2GMF4 — _ = _ 
* Yellow safety shield coating. No. 2GMF3 
DOrmont No. 
A WATTS Brand 3GVU8 ; 
Food Service Gas Sy eLexcN i 





The Reliable Source 


Connectors and Kits, Quick 





Disconnects, and Fittings Pressurized 
ANSI and CSA Certified. Expansion 
Gas Connector Kits, Nos. 4XR86 and Tanks 


4XR87—Include 48" hose with antimicrobial PVC 
coating, SnapFast® quick disconnect, restraining 
cable, and mounting hardware. Comply with ANSI 
Z21.69/CSA-6.16, ANSI Z21.41/CSA 6.9, and ANSI 
Z22.1NFPA 54. 


SafetyQuik® Quick Disconnect Shut Off 


= Max. pressure: 150 psi 

= Max. temp.: 200°F 

= Precharged to 40 psi; 
field adjustable 


Diaphragm-style tanks are 
designed to control pressure 





Valves—Gas connector cannot be disconnected Wins buildup in open water systems. 
until the gas flow is shut off or opened until the No. Steel tank construction with 
gas connector is reattached. Safety thermal shutoff aanee flexible double butyl diaphragm. 
stops the flow of gas when the internal temperature NSF/IAPMO compliant. 

exceeds 350°F. Inlet/ 


Tank H_ Dia. Outlet Item = 
(gal.) (in.) (in.) NPT (in.) No. - 
2.1 11°%4 8 4M = 3GVU8 
48 14% 11 %M_ = 3GVU9 
9 182932 12% %M 3GVX1 


SnapFast® Quick Disconnect Couplings—Safety 
thermal shutoff stops flow of gas when internal 
temperature exceeds 350°F. 





SwivelMax® Swivel Fittings—Allow complete 
360° multiplane movement. 


L Btu Mfr. Item 

Size (in.) Cap. Model No. 
Blue Hose Gas Connector Kits 
Yo" 48 8,000 1650BPQR48  4XR86 





yj" 48 180,000 1675BPOR48  4XR87 ! 
Blue Hose Gas Connectors R EG ISTER N OW! 
i" 48 106,000 1650BP48  2GMF5 : 
74" 48 995 000 1675BP48 2GMF6 Enjoy These 


48 451,000 16100BP48  18D838 


{" 
Blue Hose Gas Safety Kits 
¥;" 36 77,000 _1650BPQR36 _18D839 
fa" 36 218000  1675BPQR36  18D840 No. 4XR90 
1" 36 379,000 16100BPQR36 18D841 
il 48 334,000 16100BPQR48 18D842 
satefyaun Quick Disconnect Shut Off Valves 
11,000 CF-50 4XR90 


Features & More! 





[VM Access your pricing 
[Wf View order history 





es = 937 000 CF 7E AXR91 [VM Save favorites to your personal lists 
il — 360,000 F-100 18D844 . ; me 
Snaprast” Quick Disconnect bt Coupling 10 auRE [vf Check real-time product availability 
ve = = A75 4XR89 | > Sign in or register on Grainger.com® today! 
1" — — A100 18D843 
SwivelMax® Swivel Fittings 
Ya" — 190,000 SM50 4XR96 No. 4XR96 
¥4" — 229,000 SM7/5 4XR97 
ae — 457,000 SM100 18D845 
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PLUMBING 
Stop Valves, Connectors & Drinking Fountains 


Scan. Order. Done. 
Details on page A1. = 





r 








if 
Sy =. 
_ ae 
No. 4EEU5 No. 4EET4 
No. 
30PTO8 
Kissler Zorn - 
¥* \ q. No. 
GRAINGER | 39AP74 
APPROVED . 
Water Supply ‘@ 
i 
Stop Valves — 
= Max. pressure: 125 psi 
= Temp. range: 40° to 180°F 
All models are IAPMO, UPC, and SA Listed; except 
Nos. 30PT08 to 30PT18 meet CSA B125.1, B125.2. 
Angle Quarter-Turn 
Supply Stop Supply Stop 
Outlet Outlet Item Item 
inlet Sizelnlet Type Size Typet Finish Brand No. No. 
3-Way 
Yn" FNPT ye" Comp. _ Chrome Plated Kissler _ 4EEUS 
a4 Comp. Ye" Comp. _ Chrome Plated Kissler _ 4EEU6 
Angle 
Ya Comp. %e" Comp. Chrome Kissler 39AP74 _ 
FNPT ¥e" Comp. _ Chrome Plated Kissler _ 4EET4 
3," IPS Ye IPS Chrome Zum 30PT08 _ 
IPS ye" IPS Chrome Zum 30PT13 _ 
IPS 3g" IPS Chrome Zurn 30PT14 
CPVC Ya Comp. Chrome Kissler 39AP78 — 
CPVC Ye" Comp. Chrome Plated Kissler — 4EET8 
CTS ¥e" CTS Chrome Zurn 30PT10 _ 
CTS ye" CTS Chrome Zurn 30PT15 _ 
Yo" CTS Ye" CTS Chrome Zurn 30PT16 _ 
Fie Zs Comp. Chrome Kissler 39AP76 — 
FNPT Yn" Slip Chrome Plated Kissler —_— 4EET5 
PEX Ye" Comp. _ Chrome Plated Kissler _— 4EET7 
Sweat ye" Sweat Chrome Zurn 30PT17 _ 
Sweat ye" Sweat Chrome Zurn 30PT18 _— 
Comp. ye" Comp. Chrome Kissler 39AP79 — 
9" Comp. Ye" Comp. _ Chrome Plated GA _ 5LYF3 
Comp. es Slip Chrome Plated Kissler — 4EET6 
Straight 
Ye" FNPT Ye" Comp. _ Chrome Plated Kissler 4EET9 
CPVC Ye" Comp. _ Chrome Plated Kissler 4EEU4 
FNPT Ya Slip Chrome Plated Kissler 4EEU1 


Y," NPT Ye" Comp. _ Chrome Plated GA 401K23 
PEX Ye Comp. _ Chrome Plated Kissler 4EEU3 
Sweat Ye" Comp. Chrome Plated Kissler 4EEU2 


t Comp. = compression fitting. 


KeepStock: 


Inventory Management 


TAKE CONTROL OF YOUR STUFF 


What if there were an easier way to ensure you have 
the right parts in the right place at the right time? 


Put Grainger’s expertise to work for you. It’s almost 
like managing your inventory on autopilot. 


Inventory managed. Space organized. 
Time and money saved. 


> Learn more at grainger.com/keepstock 
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Braided Connectors 


= Max. working pressure @ 70°F: 250 psi 
= Temp. range: 40° to 180°F 

Flexible, corrosion-resistant connec- 

tors install without tools, washers, rings, = 
inserts, or sleeves; no cutting required. x 
Stainless steel hose cover, PVC hose 
tube. Nuts and barb made from high- 
quality brass. Can be used for hot and 













No. 
45RC42 





cold potable water. All models are IAPMO 
Listed and NSF Certified. 

Hose Inlet Outlet Hose Item 

1.D. Size (in.) Inlet Type Outlet (in.) Type Length No. 
Faucet 

Ve" ¥ Compression ¥ Compression 20 45RC29 

V6 Va FIP Yo FIP 20" 45RC26 
Ice Machine 

Ve" 2) Compression 2) Compression 10 ft. 45RC22 
Toilet Supply Line 

V6" ¥ Compression UE FIP g" 45RC24 
Washing Machine 

Ve" V4 FIP Ya FIP 48" 45RC25 
Water Heater 

V6" V4 FIP V4 FIP i 45RC42 

Ve Ya FIP V4 FIP Ee 45RC43 

i ae 
} ' ? 
No. 


4XR84 


Drinking 
FOUNTAINS eee 7c. 


= Non-refrigerated 


WALL-MOUNT 


Durable, sturdy, virtually 
maintenance-free and 
feature a self-closing stop 
and an Exclusive Double 
Bubbler™ projector with 
antisquirt groove. Can be 
installed with remote chill- 
ers, Sold separately. Go to 
Grainger.com® and search 
for water chillers. 


PEDESTAL-MOUNT 


Rugged fountains are 
constructed of cold-rolled 
steel with weather-resistant, 
forest green Endura finish. 
Feature a vandal-resistant, 
2-stream bubbler and an 
access panel secured with 
vandal-resistant screws. 
Ideal for indoor and outdoor 
applications where strength 
is needed. 


Indoor / No. of Dispenser ADA Mfr. Item 
aut nor Levels Operation Inlet Compliant H WO Model No. 
all 
Indoor/ 1 Front Push Button %%' IPS Yes 6%" 12%' 17%" 7433003683 4XR84 
Outdoor 1 Front Push Button %' IPS No 6" 12%" 12%" 7433003783 4XR85 
1 Lever Handle ¥3" IPS No 5Y" 10" 11° 74045405001 2KLE4 
Pedestal ea 
1 Front Push Button ae Yes 34". 11" 26" 74047102000 4XR74 
Outdoor 1 Front Push Button See No 36" 41" 7" 74047152000 4XR75 


Yes 38%" 11" 26" 74047202000 4XR76 


2 Front Push Button eee 


1-800-GRAINGER (472-4643) 
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Find the wy. Find Solutions. Find Great Prices. Bottle Filling Stations & Replacement Parts 
Bottle Filling Stations and Retrofit Kits =<. 
BOTTLE FILLING STATIONS RETROFIT BOTTLE q Single Water 
Cold water capacity of 8 gph. For indoor use and ADA FILLING STATIONS corler 
compliant. AND FILTER Bottle Filling 
CARTRIDGE Station 


With Recessed Mount—Suitable as stand-alone No. 6XUZO 


units, or can be paired with Elkay Soft Sides®, 
SwirlFlo®, or Halsey Taylor OVL-lI™ drinking fountains mle ane 
to create a high-end water station. No. 5WNV7 is for Elkay 


With Water Cooler, Wall Mount—Fill quickly with EZ models; No. 6XUY8 


Convert an existing 









Water Cooler 


one-handed, touchless, sanitary operation. Include for Halsey Taylor HAC pee. 

WaterSentry® Plus 3000 gal. cap. filtration system. models. Filter Cartridge ps pain 

LED indicates when filter replacement is required. The No. 11U265 reduces No. 6XUZ2 

Green Ticker™ counts the number of plastic bottles lead, chlorine, sedi- 

saved from landfills. Key components have integrated ment taste and odor . P Retrofit 
silver ion antimicrobial to protect against mildew from drinking water. ee POs 2UUraN 
growth. GreenSpec® Listed. NSF/ANSI 42 and 53 certi- 3000 gal. service life. 

fied for chlorine, taste and odor, and lead reduction. 31%" outside dia. 

Drain Refrigerated / No. of Compressor Full Load Mfr. Item 
Connection Non-Refrigerated Levels Dispenser Operation Color (HP) Amps H W D Brand Model No. 
Bottle Filling Stations, Recessed Mount 

41/' Refrigerated 1 Eleciranie Sensor Stainless Steel V5 oA 406 1994" 3 Ve Elkay LZWSM8K 5LXY8 
Non-Refrigerated 1 Stainless Steel — 4A 4016 = 19%" 3% Elkay LZWSMDK 5LXY9 
Water Cooler with Bottle Filling Stations, Wall Mount 
Refrigerated 1 Light Gray Granite v5 4.2A 39%6 18% 19° Elkay LZS8WSLP 39AM86 
Refrigerated 1 Electronic Sensor (Bottle Filler), Platinum VW 4A 398 18° 18%8 _ Halsey Taylor | HTHB-HAC8PV-WF __6XUZ0 
41/4" Refrigerated 1 Front and Side Pushbar (Fountain) __ Stainless Steel ve 4.2A 39%6 18% 19° Elkay LZS8WSSP 39AM89 
Refrigerated 1 Stainless Steel V5 4A 39 Ve" 18" 18%" _ Halsey Taylor = HTHB-HAC8SS-WF —6XUZ1 
Refrigerated ; ee Bien oui Stainless Steel Vs 5A. 39%e" «18% 19" Elkay LZS8WSVRSK _34K037 
1 Refrigerated 2 Light Gray Granite V5 4.2A 39% 36% 19" Elkay LZSTL8WSLP 39AM87 
1%" Refrigerated 2 Electronic Sensor (Bottle Filler), Platinum V5 4A 45%" 36" 18%" Halsey Taylor HTHB-HAC8BLPV-NF 6XUZ2 
1 Refrigerated Z Front and Side Pushbar (Fountain) __ Stainless Steel Y 4.2A 39%) 36%" 19° Elkay LZSTL8WSSP 39AM88 
1%" Refrigerated 2 Stainless Steel V5 4A 45%" 36" 18%3' _ Halsey Taylor HITHB-HAC8BLSS-NF 6XUZ3 
Mfr. Item 
Includes For Use With Brand Model No. 
Retrofit Bottle Filling Station 
3000 Gallon Filter, EZH20® Station with Basin Elkay 115V/60HZ Pushbar Activated EZ Style Single, Bi-Level and Bi-Level Reverse Water Coolers Elkay LZWSRK SWNV7 
Fil ae Gal. Filter, Hydroboost® Station with Basin HAC Model Water Coolers Halsey Taylor HTHB-HAC-RF 6XUY8 
ilter Cartridge 
Filter EZH20® Bottle Fillers Elkay 91300C 11U265 


Water Cooler 
Replacement Parts | aa +. Push-Button 
and Repair Kits EL KAY Halocy Taylor, he y a Assembly Kit 


— le No. SWNVS 
GOOSENECK GLASS FILLER KIT WATER FILTRATION KITS, enero @ 
= Replacement 
Filter 





Gooseneck faucet makes it easy to NOS. 2XJ47 AND 4YK10 
fill glasses from a water cooler. Field- | Reduce lead, chlorine, sediment, and 













installable (requires %4" hole punched taste and odor from drinking water. beads 
in basin); includes fittings. 1500 gal. service life. 3%" outside dia. ie 
Mfr. Item 
Description Model Brand No. 

Replacement Parts for Elkay and Halsey Taylor Water Coolers | 
Regulator Mounting Bracket 23003C Elkay SWNK5S 
gompressor Pyetload Relay aor8 Bee a OLL _ ne 

ensor Assembly ay 4) . . ve 
Gold Control Thermostat 31513C Elkay 2XJ49 eas preericolidaaad Kit 

old Control Thermostat, Includes Co " 
Control and Sensor Wire Assembly 358390 Halsey Taylor SWMU2 Mfr. Item 
goo wontol Thermostat, 2%'L ae Elkay SWNL7 ; r | Description Model Brand No. 

olenoid Valve 5981C Elkay 1WYC6 ompressor Electrical Components 
Sleeve-Push Button Guide 45663C Elkay S5WNP7 —_for EM65HHR Compressor 987496 Elkay = 15W928 
Integral Bubbler Assembly with Push Button, ¥2" -18 NSPM 45703C Elkay 5WNP8 Compressor Electrical Components for 98755C Elka 15W930 
Regulator Mounting Bracket 99880C Elkay 5WNR2 KIT-FFL12HBX Compressor y 
Strainer 90996C Elkay 2XJ02 Fan Motor Assembly 987795C Elkay  15W931 
Polytubing, 72'L 96092C Elkay SWNR8 Compressor Water Cooler Compressor Mounting Kit 9877/C Elkay 15W932 
Cartridge Regulator 60290C Elkay 3EMZ4 Fixed Pin Spanner Wrench 36158000 Elkay SWNU9 
Lock Nut 70012C Elkay 2XJ53 Push Bottom Assembly 601451151550 Elkay SWNT3 
Tee Quick Connect Coupling 70682C Elkay 5WNT7 Replacement Parts for Elkay Water Coolers 
Straight Union Quick Connect Fitting 70683C Elkay OWNTS Upper Shroud, for Elkay EZ Series Water Coolers 96228C Elkay OWNTO 
Quick Connect Stem Elbow, ¥" x ¥" 70818C Elkay 5WNUO Upper Shroud Assembly, for Elkay EZ Series Water Coolers 56229C Elkay 5WNT1 
Superseal Fitting, 8° 70823C Elkay OWNU2 Drinking Fountain Head 92715¢ Elkay 1WYC8 
Cartridge Holder 92450c Elkay 1wYC7 Replacement Parts for Halsey Taylor Water Coolers 
Vandal Resistant Bubbler Replacement Kit 97446C Elkay 15W917 ~—- Replacement Filter Cartridge, 1550 Gal. 9989/C Halsey Taylor 5WMU5 
Drain Replacement Kit for Water Cooler, EZTL 97969C Elkay 15W918 — Push Bottom Assembly 92776C Halsey Taylor 5WMU1 
Drain Replacement Kit for Water Cooler, EZ 97970C Elkay 15W919 Chrome Bubbler Kit 98533C Halsey Taylor 5WMU7/ 
Solenoid Valve Regulator Assembly Kit 98466C Elkay OWNUS Drain Plug, 3° OD 102639931640 Halsey Taylor SWMUO 
O-Ring and Fitting Repair Kit 98532C Elkay OWNV2 Diaphragm Repair Kit 600805051550 Elkay oWNT2 
Overload, Relay and Cover Kit for EMI7OHNR Compressor 98535C Elkay oWNV4 Right Hand Cold Water Supply Assembly 601480051550 Elkay SWNT4 
Push-Button Assembly 98536C Elkay OWNV5 Right Hand Right Hand Flow Valve and Regulator 602622951550 Elkay OWNTS 
Push Bar Repair Kit 98537C Elkay OWNV6 Integral Bubbler Assembly with Push Button, %' A488 1 Halsey Taylor SWMU6 
Bottle Filler Bottle Filler Components Kit 98549C Elkay 15W920 Glass Filler Kit (For Use with Water Cooler 
Gasket Kit 98677C Elkay 15W921 Nos. 1CVX1, 2KLD5, 2KLD7, 2KLD8, 2W188 & 2W191) 
Bottle Filler Regulator Kit for Outdoor Bottle Fillers 98678C Elkay 15W922 Gooseneck Glass Filler Kit 96852CA __ Halsey Taylor 4XR77 
Evaporator Kit 98724C Elkay 15W923 Water Filtration for Water Coolers 
Regulator Kit, for Elkay and Halsey Taylor 98731C Elka 15924 Replacement Filter Cartridge, For Use with No. 4YK10 51299C Elkay 2XJ47 
Pushbutton-Activated Models, Except SCWT y WaterSentry® Water Cooler Filter, 12%'L EWF1/2 Elkay 4YK10 
Regulator Kit, for Elkay and Halsey Taylor 98732C Elka 15925 Drain Service Kit for Halsey Taylor HAC Models 
Pushbar-Activated and SCWT Models y Drain Service Kit, Incl. Drain Gasket, 98856C Halsey Taylor 15W933 
Regulator Kit for Freeze-Resistant Boxes 98733C Elka 45w926 Plug, Elbow, Nut and Washer epee raya 
and Outdoor Bottle Fillers y Wiring Harness Service Kit for Halsey Taylor HTV Models 
EZ Pushbar Activations 98734C Elkay 15W927 Wiring Harness Service Kit 98869C Halsey Taylor 15W934 
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Water Coolers Details on page Al. 
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Fim Water Coolers 


= Inlet connection: ¥4" 0.D. tubing = Capacity of 50°F drinking 
= Refrigerant HFC134A (CFC free) water based upon 80°F inlet Haleey Taylor, 
= 115VAC water and 90°F ambient 


Premium-quality coolers have a waterway system with stain- 

less steel tanks, copper components, and lead-free materials; an 

easy-to-clean strainer traps particulates before they enter the cooler. Units feature 
permanently lubricated compressor and fan motor, a refrigeration system dryer, 
and preset temperature control that only requires altitude adjustment. All models 
have a splash-resistant stainless steel basin. In-line flow regulator (except for 
Nos. 34J988 and 491426) maintains constant stream height at line pressures of 20 
to 105 psi. Removable front panels for maintenance. P-trap not included; see page 
2/22. Units with a push bar can activate a stream of water during a power outage. 
Nonpressurized cooling tank on single-level units (except for Nos. 34J988 and 
497426) minimizes water damage in case of rupture. 









ELlKAY 


No. 1MCE5 


Wall-Mount, High-Efficiency, No. 3EMZ3—GreenSpec® Listed; uses less energy 
and less water than standard models. 


Wall-Mount, Electronic Sensor, Nos. 2KLF4 to 2KLF7—Feature sanitary, hands- 
free operation. WaterSentry® filter reduces lead, chlorine, and particulates; LED 
display (except for upper unit on Bi-Level models Nos. 2KLF6 and 2KLF7) indicates 
when filter needs replacing. Quick-connect with auto shutoff for easy filter cartridge 
changing (use No. 2XJ47, see page 2719). 





Cold Full 
Drain Refrigerated / Water No. of Comp. Load Mfr. Item 
Connec. Non-Refrigerated Cap. Levels Dispenser Operation Color HP) Amps H W D Brand Model No. 
Wall-Mount, Indoor 
11/4! Ref 7.6 1 Top Push Button Platinum VW 4A 28" 18%" =14%" ~Halsey 8203080041 2W188 
; 135 7 Top Push Button Platinum Ya 7.5A 28" 18%" 14%" Halsey 8203140041 2W191 
Wall-Mount, High Efficiency, ADA-Compliant, Vandal Resistant, Indoor/Outdoor 
144" Ref. 8.0 1 Front Push Button Stainless Steel Ye 2.8A 20%" 18%6' 18%6' Elkay VRCGRN8 3EMZ3 
Wall-Mount, ADA-Compliant, With Filter Monitor, Indoor 
11/4! 8.0 1 Electronic Sensor Light Gray Granite % 4A 19'%6' 18%" 19" Elkay LZO8L 2KLF4 
8.0 1 Electronic Sensor Stainless Steel Ws 4A 19%" 18%" 19" _ Elkay LZO08S 2KLF5 
os 8.0 2 ‘Front Pushbar Light Gray Granite % 4A 2556" 36%" 19" Elkay LZOSTL8LC 2KLF6 
114" Electronic Sensor 
80 2 "Side Pusher Stainless Steel 1% 4A 25546" 3634" 19" Elkay LZOSTL8SC  2KLF7 
ountain 


Wall-Mount, ADA-Compliant, Vandal Resistant, Indoor/Outdoor 


8.0 1 Front Push Button Stainless Steel VW 4A 19%6' 18%" 18%" Halsey 8250080083 2KLD9 
1%" 8.0 1 Front Push Button —_ Stainless Steel WS SA 20%" 18" 18%" Elkay VRC8S 2KLF3 
Ref. 8.0 i Front Push Button _—_ Stainless Steel Ye AA 20%6' 18%6' 20%6' Elkay VRCHD8S  6XUY7 
41" 8.0 2 Front Push Button Stainless Steel VW 4A 27%" 36%" 18%" Halsey 8751080083  2KLE1 
8.0 2 Front Push Button _ Stainless Steel VW SA 27%" 36%6' 18%6' Elkay VRCTL8SC 2KLE9 

Wall-Mount, ADA-Compliant, Indoor 
8.0 1 Front & Side Pushbar Stainless Steel WY 4A 20%6' 18%" 18%" Halsey HAC8SS-NF _1CVX1 
No. 3EMZ1 8.0 1 Front & Side Pushbar Platinum Ye AA 20%" 184%" 18%" Halsey HAC8PV-NF_ _2KLD6 
8.0 1 Front & Side Pushbar Light Gray Granite % DA 20%" 18%6' 18%" Elkay EMABF8L 2KLF1 
8.0 1 Front & Side Pushbar Light Gray Granite % 4A 23%" 18" 18%" _ Elkay EHFSA8L1Z 1MCE5 
8.0 1 Front & Side Pushbar Light Gray Granite % 4A 19'%6' 18%" 19" _ Elkay EZS8L 1PX54 
Ref. 8.0 1 Front Pushbar Stainless Steel VW 4A 406" 19%" 18" Halsey 8634083683 2KLE2 
8.0 1 Front Pushbar Platinum Vinyl! Ye AA = 19'%6" 18%" 19" Halsey HTVZ8PV-NF 46FT82 

0 1 

0 1 

0 1 

{ 

{ 








1Y" 8. Front Pushbar Platinum Vinyl! V5 4A _19'%e' 18%" 19" Halsey HIVZ8PV-WF 46FT83* 
8. Front Pushbar Stainless Steel V5 4A 19'%e' 18%" 19" Halsey HIVZ8SS-NF 46FT84 
8. Front Pushbar Stainless Steel V5 4A _19'%e' 18%" 19" Halsey HIVZ8SS-WF 46FT85* 
il 0 Front & Side Pushbar Stainless Steel V5 4A 19'%e' 18%" 19" _ Elkay EZS8S 34J988 
Front Pushbar Platinum Vinyl! V5 1A _19'%6" 18%" 19" Halsey HIVZDPV-NF 46FT90 
Non-Ref 1 Front Pushbar Platinum Vinyl! V5 1A __19'%6" 1832" 19" Halsey HIVZDPV-WF 46FT91* 
; 1 Front Pushbar Stainless Steel VW 1A 19'%e" 18%" 19" Halsey HTVZDSS-NF 46FT92 
1 Front Pushbar Stainless Steel V5 1A __19'%6" 18%" 19" Halsey HIVZDSS-WF 46FT93* 
j 2 Front & Side Pushbar Stainless Steel V5 4A 27%" 36%" 18%" Halsey HAC8BLSS-NF 2KLD7 
i 2 Front & Side Pushbar Platinum V5 4A 27%" 36%" 18%" Halsey HAC8BLPV-NF 2KLD8 
. 2 _ Front & Side Pushbar Light Gray Granite % 4A 27" 36%" 18%" Elkay EMABFTL8LC_ 2KLF2 
; 2 _ Front & Side Pushbar Light Gray Granite % 4A _25%6' 36%" 19" _ Elkay EZSTL8LC  1PX55 
414" Ref. 2 Front Pushbar Stainless Steel Ye AA 40'%e' 38%" 18" Halsey 8634084883 2KLE3 
2 Front Pushbar Platinum Vinyl V5 4A _25%6' 36%" 19" Halsey HIVZ8BLPV-NF 46FT78 
2 Front Pushbar Platinum Vinyl V5 4A _25%6' 36%" 19" Halsey HTVZ8BLPV-WF 46FT79* 
2 
2 


90) C9} 09) CO CO} Co! CO 
fan) fan) (a>) (an) (as) a>) o>) (o>) 


ioe) 


Front Pushbar Stainless Steel 5 4A _25%6' 36%" 19" Halsey HTVZ8BLSS-NF 46FT80 





8. 0 Front Pushbar Stainless Steel Ye AA 25%6' 36%" 19" Halsey HIVZ8BLSS-WF 46FT81 * 
Non-Ref. 2 Front Pushbar Stainless Steel V5 1A 25%6" 36%" 19" Halsey HIVZDBLSS-NF 46FT88 
Free-Standing, With Water Cooled Condenser, Indoor 
1%" Ref. 16.0 1 Top Push Button LightGray Granite % 65A 41%" 18° 14%" Elkay EFW16L1Z 4CE98 
Free-Standing, With Cold-Water Glass Filler, Indoor 
1%" Ref. 8.0 1 Top Push Button LightGray Granite “% 4A 41%" 18° 14%" Elkay EFA8L1110P 3EMZ1 
Free-Standing, Indoor/Outdoor 
14%" Ref. 13:5° 1 Top Push Button Stainless Steel % 7.5A 40" 16" 18%" Halsey 8226143383 4XR82 
Free-Standing, Indoor 
30. = 4 Top Push Button Platinum Ye 2.5A 37" 1244" =1244' Halsey 8205020041 2W154 
30 4 Top Push Button _LightGray Granite — 3.5 38' iz 12" Elkay FD7003L1Z 34K001 
5.0 = 1 Top Push Button Platinum Ye 2.5A 37" 124" 1244" Halsey 8205050041 2W155 
80 (1 eee Light Gray Granite % 4A 41%" 18" 14%' Elkay  EFASLP1Z 3EMY8 
1%" Ref. 8.0 1 Top Push Button _LightGray Granite % 95A 41%" 18" 41%" Elkay EFHA8L1Z _ 4CE97 t 
98 61 Top Push Button Platinum Yo 5.8A 37" 1244" =12¥4' Halsey 8205100041 2W156 
135.. 1 Top Push Button Platinum Vinyl Ye 7.240" — 18%" — 14%" Halsey 8226140041 491426 
140 1 es Light Gray Granite % 7.2A 41%" 18" 14%' Elkay  EFAI4LP1Z 3EMY9 
No. 34K001 20.0 1 Top Push Button _LightGray Granite % 7.2A 41%" 18" 14%" Elkay EFA20LK1Y 3EMY7 
* Includes filter. | Hot/cold water unit. 
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PLUMBING 
Water Dispensers 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 





Certified 


Bottled Water Dispensers 
and In-Line Dispensers 


Feature a stainless steel reservoir for cold water and hot water (on models with hot water 
capability). Bottled Water Dispensers Nos. 29NT99 to 29NU05 feature a WaterGuard® system 
that helps reduce spills during bottle changes and reduces the chance for dirt and dust to enter 
the cooler reservoir. Nos. 39ANO02 and 447J85 allow you to bottom-load a 5-gal. water bottle, 
while No. 39AN02 also lets you connect the unit to a water line and eliminate the hassle of 
bottle changes. Nos. 29NU06 and 29NU07 have removable plastic reservoirs. In-Line Dispensers 
Nos. 34TG61 to 34TG64 are bottleless and have a dual-float system with a built-in safety float to 
help prevent overflowing. Models dispensing hot water feature a child-resistant hot water faucet. 
All dispensers have a 3-yr. limited manufacturer’s warranty. UL Listed and Energy Star® rated. 
Nos. 29NT99 to 29NU07 and 447J85 are also C-UL Listed. 


35 
OASIS. | WEENG 


ts . . 
Water Friendly Solutions Women's Business Enterprise 








Dispenser Dispenser H W D Amps Mfr. Item 
Design Dispensing Temp. Color (in.) (in.) (in.) Voltage AC Model No. 
Bottled Water Dispenser, 3 to 5 gal. Bottle Size 
Cold, Hot Black 43% 13 121%. 120VAC 5  BPOISHS 29NU03 
Cold, Hot Black 43% 13 12'%s6 120VAC 5 BPD1SHS 33KF09 
Cold, Hot oe 35% 12 12% 120VAC 5  BTSAISHS 29NU05 
Cold, Hot White 38/6 12% 12% 120VAC 55  BPDISHS  46KL44 
Cold, Hot White 38% 13% 13 120VAC 1.2 BiRRHS 29NU07 
Free-Standing Cold, Hot White 43% 13 121%. 120VAC 5 BPO1SHS  29NU02 
Cold, Hot Room Temp. Black 44s 14% 147% T15VAC 5.4. BAEBISHSK 447J85 
Cold, Room Temp. ep tke 43% 13 12'%6 120VAC 1.2 BPD1ISK _29NU01 No. 29NUO1 No. 34TG64 
Cold, Room Temp. Stee) 80% «= 12,—«12% «= 120VAC- «1.2 =: BTSAISK —.29NU04 
Cold, Room Temp. White 38% 13% 13  120VAC 12 BTRRK  29NU06 
Cold, Room Temp. White 43% 13 12's 120VAC 1.2 BPD1SK  2QNT99 
Inline Water Dispenser 
Cold, Hot Black 43% 13 29% 1{20VAC 1.2 POUDISHS 45DL39 a ] 
. Cold, Hot oe 42% 12 12% 120VAC 5.5 PSWSA1SHS 34TG64 a 
Free-Standing Cold, Hot White 437% 13 121%6 120VAC 5.5 POUDTSHS 34TG62 
Cold, Hot, Room Temp. Silver 46 13. #&«2=+‘17 + 120VAC 5.5  POU2LRHK 39ANO03 
Cold, Room Temp. White 43% 13 121%6 120VAC 1.2  POUDISK  34TG61 
Water Dispenser 
Free-standing _ Cold, Hot, Room Temp. Black 44 13 13 120VAC 5.5 MIR3811D-3 39AN02 x ‘3 
For Use With Mfr. ltem 
Grainger Item Number Color Size Model No. 
Faucet Assemblies 
DONUO2, 2ONT99, 341G61, 341G62, 46KL44, 2ONU06 29NUO7 White/Blue 6" FNPT 032135-104  33KL05 
DONT99. 341G61, 29NU06 White/White 34" FNPT 032135-106  33KL06 
29NU02, 29NT99, 347G62, 46KL44, 29NU07 Safety fled ¥5" FNPT 032135-114  33KLO7 —_ 
DONUOT, 2ONU04, 2ONUOS, 33KF09, 347G64. 2ONUO3. 45DL39 Black/Blue _¥%" FNPT 032135-121  33KL08 < 
DONUOT, 29NU04 Black/White 6" FNPT 132135-122  33KL09 
29NU05, 33KF09, 347G64, 29NU03, 45DL39 Safety Hed Ys"FNPT  132135-123  33KL10 
DONU06, 2ONUO7 White/Blue %"MNPT  133552-002  33KL11 
S9ONU06 Wivte/White ¥%"MNPT 033552-001  33KL12 
ite 7 
29NU07 Safety Red 6° MNPT =—--033552-003  33KL13 
cup ee DONU02, 29NU06, 29NUO 
| J | he H u 
5 33KF09, 2ONU13, 2ONUO4, : ; 
OONU13, 45DL39, 347664, 39AN02, 39AN03 Black 1672'L 038820-002 — 33KL20 
Water Guards 
nt SAE SS ano dss ors Hint 5.) — SR 
J 1 5 5 D: ac 5" iz KL22 
S9NUOG, 29NUO/ White 5" 033963-010  33KL23 mor Sstaet No SIRNUS 
Purlagix, 
No. 
a 39AP24 


Electronic Water Dispensers 


= Multistage filtration 


UV in-tank disinfection protects the integrity of the purified water while it is 
being chilled or heated. Feature a large-capacity stainless steel reservoir and 
hot tank, push-button electronic dispensing, and hot switch with LED indicator 
on front panel. Easy access to replace factory-installed internally mounted 
filter cartridges (replacement cartridges sold separately). 


Dispenser 
Dispenser Design _Voltage Color 
Inline Water Dispenser, Cold, Hot 


H W D 
(in.) (in.) — (in.) Model No. 


Mfr. Item 


Free-standing 120VAC White 49% 13 15%  BluV-MPW = 39AP24 
Free-standing 120VAC Black 49% 13 15% BluV-MP 39AP25 
Counter Top 120VAC Black 17% =13 = 142% IPC2U 39AP28 
Fits Mfr. Item 
Item Brand For Use With Model No. 
Accessories 
Water Cooler Filter, Sediment Purlogix BluV-MPW, BluV-MP PL1100-0001 2YMY6 
Water Cooler Filter Purlogix aaa eee PL1100-0006 2YMY7 
r. No. BluV- 
Replacement Filter Purlogix MPW, BluV-MP PL1100-0005 39AP26 
Replacement Filter Interpure —_- Mfr.No.|PC2U —_ENIN1100-0001 39AP27/ 
Replacement Filter Purlogix Mfr. No. IPC2U —_ ENIN1100-0008 39AP23 a 
Mercury Vapor Ultra Violet Bulb Purlogix BluV-MPW, BluV-MP — PCMO001A 2YMY8 





No. 39AP28 
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PLUMBING 
Drain Components 


Scan. Order. Done. 
Details on page A1. 





No. 1PNK9 = 
==> 
— 
* GRAINGER P | > 2 
APPROVED = | No. ey 
Lavatory/Kitchen | — 
P-Traps, S-Traps, 
and J-Bends Brass, Brass, | White/Plastic, 
17 Ga. 22 Ga. | Polypropylene 
Pipe Dia. L Item Item Item 
Description -Drains (in.) | Connection No. No. No. 
Kitchen 
J-Bend 11" 5% Slip 1PNK4 —_1PNL9 — 
J-Bend 17" 5% Slip x FNPT 1PNK5 | 489W07 — 
J-Bend 17" 5% — Slip x Solvent — — 1PNX4 
J-Bend 11" 5% Slip x FNPT — 489W15 — 
J-Bend 17" 53% Slip x FNPT | 489W21 — — 
J-Bend, w/Clenaout 1," 54 Slip 1PNK7 — 
P-Trap 17" 1% Slip 1PNL1 | 1PNN5 — 
P-Trap 1" 11% Slip — — 1PNX6 
P-Trap w/Clenaout, ; = _ 
Slip Nuts And Washer 1% 11% Slip TPNLS 
S-Trap Ty" 20 Slip 489W06 _— _— 
Lavatory 
J-Bend 14" 5% Slip 1PNK3___-1PNL8 1PNW8 
J-Bend, w/Clenaout 1%" bY Slip 1PNK6 — — 
P-Trap 1" 11% Slip 1PNK9 | 1PNN4 — 
P-Trap 1" 11% Slip — — 1PNX5 
P-Trap, w/Clenaout 1%" 11% Slip 1PNL2 — — 
S-Trap 1" 19% Slip 489V99 _— _ 
S-Trap 1" 20 Slip — 489W10 — 
S-Trap 11" 19% Slip — — 1PNX9 
S-Trap, w/Clenaout 1" 20 Slip 1PNL6 — — 
Lavatory/Kitchen 
J-Bend, 5%'L 11" 5% Slip x FNPT — — 1PNX1 
J-Bend, 5%'L 1" 5% Slip x FNPT — — 1PNX2 
P-Trap TY xiy" — Slip 4FEX2 | 4FEW1 — 
P-Trap TY"x 1%" 11% Slip — — 1PNX7 
P-Trap, Flexible 17" 12 Slip — — 1PPC5 
Repair Trap yore — Slip — 1PNP1 —_ 
TRUEBRO. —— 
= Fit most undersink piping 
= Easy installation—no tools required 
Cushion and provide thermal protection in No. 
handicapped-accessible lavatories to assure ADA ‘A™TP4 
compliance. Easy-to-clean molded vinyl resists 
impact, stains, and chemicals. Conceal piping, 
electronic faucet connections, mixing valves, and 
trap primers. 
LAVATORY SHIELD, NO. 1ATD4 ’ —, ~ 
aa P . . . ~ 
Rigid, high-impact PVC shield includes wall . re 
anchors and stainless steel screws. UV protected. : 
Pipe Dia. Item Item 
Description - Drains No. Description No. 
P-Trap, Valves and Piping Covers Shield and Guards 
P Trap And Two Valve Covers 1%" or 142" _ 1ATB9 Lavatory Shield 1ATD4 
P-Trap Pipe Cover 1%" or 1%" 1ATD2 Undersink Pipe Guard _15W937 
Offset Pipe Cover TY" ori’ 1ATD3 Basin Guard, 36'L 15W938 
Angle Valve And Supply Cover 1%" ori" 1ATD1 Basin Guard, 42'L 15W939 


STUDOR. No. 
IPS CORPORATION 


Air Admittance Valves = 


= Use as individual, branch, circuit, or stack vents 
Allow air to enter DWV systems to equalize pressure 
when water drains out of the system; eliminate the need 
for costly roof penetrations and vent piping. Nos. 1ATD5 
and 1ATD6 meet ASSE 1050/1051 and NSF 14. a 





Pipe Dia. Color/ Materialof tem 
Type For Use With - Drains Finish Construction _No. 
Venting Single Fixture, Individual 
MAXI-VENT® Branch, Circuit Vent Or Stack 3'to 4" ~~ White ABS 1ATD5 
Type Application Up To 500 DFU 
Venting Single Fixture, Individual 
MINI-VENT® Branch, Circuit Vent Or Stack 1%" to 2" White ABS 1ATD6 
Type Application Up To 160 DFU 
MAXI-FILTRA™ Filtering Sewer Gas 3'or4' __ Black ABS 15W940 
MAXI-CAP™ Maxi Vent® —_— Silver Aluminum __ 15W941 
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No. 
1PPA2 
} 
iN 
* GRAINGER 
APPROVED 
Extensions, Couplings, 
7 H No. 1PPA4 
Tees, and Tailpieces 
Chrome/Brass\Chrome/Brass|) — White/ 
- 20 Ga. -22Ga. Polypropylene 
Pipe Dia. L Item Item Item 
Item Connection - Drains _(in.) No. No. No. 
45 Degree, Lavatory/Kitchen 
Fibow Slip wor 1%" 4 — — 1PPA2 
Slip TY" or 1M" 4% — 1PNU2 — 
90 Degree, Lavatory/Kitchen 
elie Slip wor 1%" 3 — — 1PPA1 
Slip wor 1%" 4 — 1PNP8 — 
Dishwasher . 
Direct Connection i 
Tailpiece x Slip 1% 8 489W22 1PNV1 — 
Slip x Barb 1%" 8 — — 1PPA9 
Kitchen 
Direct Connection WES 16 — 489W03 — 
Center Outlet sae ele 1%" BY = 489V96 = 
Slip 1%" 6% — ae — 
Direct Connection ee 16 —_ 7 _ 
Center Outlet -5; 
Waste Tee ee cIh 1%" 16 = = 4PNY4 
Tales Slip x Barb 1% —-8Y% = = AFEY8 
Direct Connection i 
End Outlet or Slip iz 16 — = TPNY2 
Waste Tee Slip 1%" 6% _ 1PNP3 _ 
Slip 1%" 16 — 1PNR6 — 
MNPT x MNPT 1%" 6 — 489W19 — 
MNPT x MNPT 1%" 12 — 489W24 — 
Extension Slip 1%" 6 — 1PNU1 4FEY5 
Slip 1%" 8 — — 1PNZ5 
Slip 1%" 12 — 1PNP6 1PNZ6 
Flanged 1%" 4 — — 1PNZ1 
Flanged 1%" 6 — 1PNR9 4FEY4 
Tailpiece Flanged 1%" 8 — — 1PNY8 
Flanged 1%" 12 — 1PNP2 1PNY9 
Flanged x FNPT 1%" i — 489W04 — 
Wall Tube Slip 1%" 8% — Hae = ; 
Slip 1%" — 4 4 
Waste Arm Sli 1%" 15 = 1PNP7 1PNY1 
Kitchen End Outlet 
End Out ; ; 
Double Bow! Piect Connection ty 4g = = AFEY9 
Installation Kit p 
Kitchen Flexible 
Tailpiece Direct Connection 1% 12 — — 1PPC6 
Lavatory 
Fine Thread 1%" 12 — 1PNT2 — 
MNPT x MNPT 1%" 6 — 1PNT1 — 
Extension Slip 1%" 6 — 1PNT9 1PNY6 
Slip 1%" 8 — — 4FEZ1 
Slip 1%" 12 — 1PNP5 1PNZ2 
Wall Tube Slip 1%" 6% — 1PNN8 — 
Lavatory/Kitchen 8; War OY {PAPO 
; ip 5" or 1%" 8 — — 
Pouning Slip TA oriv 3% | — — 1PPAS 
one Slip 1%" or 1¥%"' 6% = = 4PPC9 
Tee Slip TY" or 1%" 3% — — 1PPA4 
Lavatory Flexible 
Extension Slip 1%" 8 —_— — 1PPC7 
=. No. 
Sweet f\ir 32V293 


Vent Stack Odor Eliminator 


Activated carbon (included with filter) helps stop offen- 
sive odors, including hydrogen sulfide gas, produced 
in commercial and residential drain pipes and septic 
systems. Unit easily attaches to vent stack pipes. 





Pipe Dia. Color/ Material of Item 

Description - Drains Finish Construction _No. 
Vent Stack Filter w/8 Oz. Activated Carbon Charge _3'or4" _ Black __—_— ABS 32V293 
Replacement Carbon — = — 32V294 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


PLUMBING 


Drain Components 








wy e 
CPlrreroven Kissier 
Drain Accessories 


Description 
Escutcheons 
One Piece, Brass 
One Piece, Steel 
Two Piece, 430 Stainless Steel 


Two Piece, Stainless Steel 


Two piece, Stainless Steel 


Faucet Covers and Drain Plunger 

Drain Plunger, Plastic 

Faucet Hole Cover, Bolt In, Plastic 

Faucet Hole Cover, Bolt In, Stainless Steel 
Faucet Hole Cover, Snap In, Stainless Steel 
Flange 

Kitchen, Box Flange, Steel 
Stoppers and Chains 

Disposal Stopper, Rubber 

Kitchen Sink Stopper, Flat, Rubber 


Stopper, for Sinks, Basins, Laundry Tubs 
and Other Drain Openings, Rubber 


Stopper Chain, 15'L, 

Stopper With Chain, for Sinks, Basins, Laundry 
Tubs and Other Drain Openings, Rubber 
Strainers and Baskets 

Basin Drain Strainer, Plastic 


Catch-All Drain Strainer, Stainless Steel 


Flat Drain Strainer, Aluminum 

Kitchen, Mesh Strainer, Stainless Steel 
Lavatory, Mesh Strainer, Stainless Steel 

Post Design, Sink Basket, Stainless Steel 
Sink Strainer, Brass 

Sink Strainer, Stainless Steel 

Sink Strainer, Top Tighten, Plastic, Stainless Steel 
Sink Strainer, Twist and Lock, Stainless Steel 
Sink Strainer Assembly, Stainless Steel 

Tub, Mesh Strainer, Stainless Steel 

Universal Style, Sink Basket, Stainless Steel 
Supply Lines 

Faucet Connector, Inlet ¥s", Outlet 12", 
Compression, Stainless Steel Braided 
Washing Machine Connector, Inlet 94", 

Outlet %4", Hose, Stainless Steel Braided 
Washers, Gaskets, Nuts, and Trap Vent 
Assortment, Washer, Polyethylene 

Gasket, for Pop Up Drains, Rubber 

Gasket, for Pop-up Drains, Rubber 

Kitchen, Slip-Nut, Zinc 

Kitchen, Slip-Nut And Washer, Polypropylene 
Kitchen, Tailpiece, Washer, Polyethylene 
Kitchen, Tailpiece, Washer, Rubber 

Kitchen, Washer, Polyethylene 

Kitchen, Washer, Rubber 

Lavatory, Slip-Nut, Zinc 

Lavatory, Slip-Nut And Washer, Polypropylene 
Lavatory, Washer, Polyethylene 

Lavatory, Washer, Rubber 


Lavatory/Kitchen, Slip-Nut And Washer, Zinc 


Lavatory/Kitchen, Washer, Polyethylene 
Lavatory/Kitchen, Washer, Rubber 
Rubber Washer Assortment, Rubber 
Slip-Nut, Brass, %" L 


Slip-Nut, Brass, 1%2" L 


Slip-Nut, Brass, *¥ea" L 

Slip-Nut, Brass, °%4" L 
Waste Connectors 

Kitchen Waste Connector, Slip x FIP, Brass 
Kitchen Waste Connector, Slip x MIP, Brass 
Waste Connect, Slip x MIP, Brass 


* Kissler brand. 


No. 31XJ53 
Pipe Dia. Item 
- Drains No. 
1%," 489w05 
1Y%," 1PNV6 
1" 1PPE4 
Ye" 1PPE1 
yA" 1PPE2 
3/4" 1PPE3 
1%" 4FEZ2 
1/2" 4FEZ3 
1Y%4" 1PPH8 
1/," 1PPJ6 
1/2" 1PPJ5 
1%," 1PPJ7 
1/2" 4FEX5 
3¥%'to4%e 4FEW6 
5. 4FEW5 
1¥%3"to1%"  1PPH3 
1%'to1%"  1PPH4 
1%3"to 13%"  1PPH5 
— 1PPH2 
1" to 1%" 1PPJ1 
114" to 2" 1PPJ2 
1" 1PPG1 
15%" 1PPG4 
17%" 1PPG5 
2 1PPG6 
3%" 1PPG9 
1Y%," 1PPG7 
2 1PPF9 
3%" to 4" 1PPF4 
3," 1HEG4 
3%" to 4" 1PPF7 
3%" to 4" 1PPF6 
1/2" 4FEW4 
1%"to1%" 1PPG8 
31964" 1PPF8 
— 31XJ53 
_— 31XJ61 
Assorted 1PPB5 
1%" 1PNV5 
1/2" 4FEX4 
1%" 1PNW5 
1%"or1%" 1PPB7 
1/2" 1PPC2 
1/2" 1PNV9 
1/2" 1PPB3 
1," 1PNW1 
14" 1PNW4 
1V4" 1PPB6 
14%" 1PPB2 
1V%," 1PNV8 
1%4"to1¥%" 1PNW6 
2" 1PNW7 
1Y%4"to1¥%" 1PPB4 
1M%"to1¥%" 1PNW2 
1Ys"and1%" 1PNW3 
1," 489V83 
1%" 489V79 
1," 489V80 
1/2" 489V81 
1V%4" 489V82 
14" 1PNU8 
1/2" 1PNU6 
1Y%4" 489W18 


—) —t) O/C) OC Co — | 


em fm |) | ek | eek | ek | ek | ek | ek | dk | dk | | 
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IPS CORPORATION 


GRAINGER 
APPROVED 


WATCO 


[F] Gatey 


JAY R. SMITH MFG. CO. 


Member of Acorn's Family of Companies 


Bathtub, Sink, and 
Shower Drains 


Description 


Bathtub Drains 


Bath Waste, Finish Kit, 
1-hole, Push&Lift 

Bath Waste, Full Kit, 
1-hole, Push&Lift 

Bath Waste, Full Kit, 
2-hole, Push&Lift 

Bath Waste, Half Kit, 
2-hole, Push&Lift 

Bath Waste, Halt Kit, 
2-hole, Touch Toe Stopper 
Bath Waste, Trim Kit, 
Classic Push& Lift 

Bath Waste w/Plated 
Brass Strainer 

Drain Easy Touch 

Foot Actuated Tub Closure 
Foot Actuated Tub Closure 


Foot Actuated Tub Closure 
Lift & Turn Tub Closure 
Lift & Turn Tub Closure 


Nufit® Lift & Turn 

Tub Closure 

NuFit® Push Pull 

Push Pull® Tub Closure 
Push Pull® Tub Closure 


Push Pull® Tub Closure 


Push Pull® Tub Stopper 
Stopper & Drain, Push 
Pull®, ¥8 & %s" Combo Pins 
Stopper & Drain, Push 
Pull®, % & “s" Combo 
Pins & Grid Strainer 
Stopper & Drain, Push 
Pull®, w/1/4"-20 Pin 
Stopper & Drain, Push 
Pull®, w/10-24 Pin 

& Grid Strainer 

Stopper & Drain, Univ., 
Foot Actuated, w/10-24 
Brass Pin Adapter 

Stopper & Drain, Univ., 
Foot Actuated, w/3/8 to 16" 
Combo Brass Pin Adapter 
Stopper & Drain, Univ., Foot 
Actuated, w/Grid Strainer 
Trip Lever Finish 

Kit w/Strainer 

Trip Lever Linkage w/ 

out Overflow Plate 

Waste & One Hole 
Overflow Half Kit 

Waste & Overflow Half 

Kit, Rough In Only 


Shower Drains 


Floor Drain Grid Drain cover 
General Purpose 

Drain, Black Finish 

General Purpose 

Drain, White Finish 

General Purpose 

Drain, White Finish 
Shower Drain, PVC/ 

SS Finish 

Shower Drain, Stainless 
Steel Finish 

Shower Drain, Stainless 
Steel Finish 

Shower Drain, Stainless 
Steel Finish 

Shower Drain, White Finish 
Shower Drain, White Finish 
Shower Drain, White Finish 
Shower Drain Grid 

Shower Drain Strainer 


Sink Drains 


Lavatory Flexible Pop Up 
Litt Rod Assembly 

Sink Drain w/Stopper, Chain 
Sink Strainer, Heavy Duty 
Stink Stopper Quad 

Close Trap Seal 





Push Pull® : 


General Purpose Drain 


Tub Stopper 
No. 6GAVK7 
Pipe Dia. 
Drain Material - Drains Connection 
Brass 1%" Screw 
Sched 40 PVC 1%" Solvent Weld 
Brass 1%" Screw 
Sched 40 PVC 1%" Solvent Weld 
Sched 40 PVC 1%" Solvent Weld 
Sched 40 ABS 1" Screw 
PVC 11%" — 
Polypropylene 12 Slip 
Chrome-Plated Brass ‘ Vie Brass Pin 
Chrome-Plated Brass 2% 13-16 Fine Thread 
Chrome-Plated Brass  274' VATTVe 
Coarse Thread 
Chrome-Plated Brass 2% 1% -16 Fine Thread 
Chrome-Plated Brass 274' VAT A2 
Coarse Thread 
Brass 2' Silicone Adhesive 
Brass 2 Silicone Adhesive 
Chrome-Plated Brass 2% 1%-16 Fine Thread 
Chrome-Plated Brass 2% 1% -16 Fine Thread 
Chrome-Plated Brass  274' TAT 2 
Coarse Thread 
Crome: Flate Brass 2. Ys & Yie Brass Pin 
tainless Steel i ,; 
and Plastic 2% Pin Adapter 
Plastic, Stainless Steel 2/' Pin Adapter 
Plastic, Stainless Steel 274’ Pin Adapter 
Plastic, Stainless Steel 274’ Pin Adapter 
Plastic, Stainless Steel 274 Pin Adapter 
Plastic, Stainless Steel 274’ Pin Adapter 
Plastic, Stainless Steel 27’ Silicone Adhesive 
Chrome-Plated Brass — Screw 
Brass 1%e' — 
Sched 40 PVC 1%" Solvent Weld 
Sched 40 ABS 1%" Solvent Weld 
Stainless Steel 9. __ opring Like Prongs 
ABS 2' or 3" Solvent-Weld 
PVC 2' or3" Solvent-Weld 
PVC 3" or 4" Solvent-Weld 
PVC 2' to 3" Solvent 
Plastic 2" Compression 
Plastic 2" Solvent-Weld 
ABS 2" Solvent-Weld 
Plastic 2. Compression 
Plastic 2. Solvent-Weld 
Stainless Steel 2. Solvent-Weld 
Stainless Steel Ay," Snap-In 
Zinc 1%" Threaded 
Plastic 1%" Slip 
Steel — — 
Brass 1%" — 
Stainless Steel 32" to 4" MNPT 
Elastomeric ce — 


Grid material: * = Stainless steel. ¢ = Brass. t = PVC. # = Plastic. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








No. 4FRU2 
L 
(in.) Brand 
2%" AB&A 
2%" AB&A 
2%" AB&A 
2%" AB&A 
2%" AB&A 
— AB&A 
— GA 
12 GA 
2.66 Watco 
1.25  Watco 
1.25  Watco 
1.25  Watco 
1.25 Watco 
— Watco 
— Watco 
1 Watco 
1.25  Watco 
1.25  Watco 
2 Watco 
— Watco 
— Watco 
— Watco 
— Watco 
— Watco 
— Watco 
— Watco 
— AB&A 
— Watco 
2%" AB&A 
2%" AB&A 
— GA 
— Oatey 
— Oatey 
— Oatey 
5M GA 
4Y," GA 
4Y," GA 
4Y," GA 
4Y" GA 
4Y" GA 
2 Oatey 
4" GA 
1%" GA 
11% GA 
— GA 
— GA 
4% GA 


Item 
No. 


38R069 * 
38R064 * 
38R071 
38R066 * 
38R067 * 
38R073 * 


489V91 # 


1YHD3 
6AVK6 
6AVLO 


6AVL4 
6AVK9 
6AVL3 


6AVLS * 


6AVLE * 
6AVL1 
6AVKS 


6AVL2 
6AVK7 
40L396 * 


40L397 * 
40L398 * 


40L399 * 


40L405 * 


40L404 * 


40L402 * 
38R070 

6AVLO 

38RO068 * 
38R072 * 
1PPE6 * 
4FRU2 * 
4FRU1 * 
AFRU3 * 
1RLV2 * 
1RLU7 * 
1RLU9 * 


1RLV1 * 


1RLU6 ft 
1RLUS # 
OKAVE * 
TRLV6 * 
TRLV5 * 


1PPD1 

1PPH9 
489W12 
38W328 


JR Smith 24E549 


2723 





Scan. Order. Done. |= 
Details on page A1. 


PLUMBING 
Drain Components & Roof Flashings 





Cast-Brass P.O. Plugs ZURN 


= 17-ga. cast-brass 


Slip joint connection. Include cast-brass locknut and tailpiece. 
No. 4WDF4 includes cast-brass elbow. 


ZURN. 
Premium Basket Strainers 


= Stainless steel basket and strainer. 




































Pipe Dia. L_ Item Threaded connection. Extra-long shank. 
Item Includes - Drains (in.) No. 
144" 5 4WDF1 Pipe Dia. L Item 
Pull Out Plu Cast Brass Locknut 1%" 6 AWDF2 Item - Drains _(in.) No. 
g and Tailpiece 1% 8 AWDF3 Basket Strainer L/TPC Long Shank = 1%" 3% _AWDC5 
17" 6 +4WDE7 Basket Strainer L/TPC 1%" «276 AWDCE No. 4WDC5 
Lavatory Strainer Cast Brass Elbow Ty" 8% 4WDF4 Cant Skip Lock Nut : i 
Waste cial 
Connection Brass Tubular ZURN * reyryoranen 
No. 4WDG4 H — APPROVED 
Drain Components, 17-Ga. 
Material of Pipe Dia. L Item 
Description Construction Connection - Drains (in.) Brand No. 
Extension Tube w/Nut Brass Slip 1%" 12 Zurn 4WDK7 
Extension Tube w/Nut Brass Slip 1" 12 Zurn 4WDJ2 
Female IPS Waste Connection Cast Brass Compression x IPS 1%"x1%" — Zurn 4WDG4 
E= J-Bend Brass Compression x Direct Connection 11%" — Zurn 4WDK6 
Low Inlet P Trap Zinc Compression 1%" 11" Zurn 40D764 
Low Inlet P Trap Zinc Compression 1%" 12% Zurn 40D765 
P-Trap w/Cleanout Cast Brass Slip 1%"  =7% Zurn 4WDE3 
nO: aE P-Trap w/Cleanout Cast Brass Slip 1%" 8% Zurn 4WDE1 
= &. F P-Trap w/Cleanout Cast Brass Slip 1%" 7% Zurn 4WDE6 
P-Trap w/Cleanout and Brass Nuts Cast Brass Slip 1%" 9 Zurn 4WDE4 
‘ — yy P-Trap w/Clenaout, Slip ; a 
yy Nuts And Washer Brass Slip 1%" 11% GA 1PNL3 
P-Trap with Flange Brass Slip 14%" GA 444J28 
Sink Trap, Meets Los Angeles ; op 
Code Requirements Brass Slip x IPS 1% 5% Zurn 4WDJ8 
TAH eee a Brass Slip x Sweat 1x 1%" 7% Zurn 4WDK1 
Swivel Sink Trap for Copper w/Cleanout Brass Slip x Sweat 1%," — Zurn 4WDL4 
Threaded Tailpiece, Straight Flanged Brass Flanged x Slip 1 6 Zurn 4WDH9 
Tailpiece Tailpiece, Straight Flanged Brass Flanged x Slip Le 12 Zurn 4WDH7 
No. 4WDH3 Tailpiece, Threaded One End Brass MNPT x Slip 14" 8 Zurn 4WDH4 
Sink Trap Tailpiece, Threaded One End Brass MNPT x Slip 14" 12 Zurn 4WDH3 
No. 4WDus Wall Bend Cast Brass Beaded x Slip 1%" 8% Zurn 4WDG9 
Wall Bend Cast Brass Beaded x Slip 1%" 15 Zurn 4WDG8 
Wall Bend Cast Brass Beaded x Slip ve 15 Zurn 4WDH1 
Waste Arm Slip Joint Connection Brass Slip we 15 Zurn 4WDK9 
® a Oatey, Zurn, 
ate ZURN, | TEST«TITE. Cleanout Plug,, Oatey, (Countersunk) Test-Tite, 
— Recessed Cleanout | Cleanout | Pipe Plug, 
= Head, Brass |Plug, Brass} Plug, ABS Plastic 
Cleanout Repair Plugs Nom. Item ltem ltem ltem 
Size No. No. No. No. 
Test-Tit Hold as much as 50 ft. of backpressure. Test- 1%" | 3NWD1 SNWC4 | 4WDN1 = 
Cor Nine Tite® model f t-iron fitti 2 3NWD2 3NWC5 4WDN4 3EJN7 
Pipe Plug, Plastic Ite™ Models are Tor use In Cast-Iron TICtINgS 2%" | 3NWD3 3NWC6 | 4WDN2 — 
No. 3EJN7 where threads have been damaged. 3 SNWU8 SNWC7 | 4WDNS 3EJN8 
oy 3NWU9 3NWC8 4WDN3 3EJN9 
4" 3NWX1 3NWC9 4WDN6 3EJP1 
no. .«» Drain Sumps, Trench Pan Drain, and Trench Pans ZURN. &.TUFTITE 
32V288 77) % = Wheel load water. For use in Material of Mfr. Item Material of Mfr. Item 
ty rating: Class C Color Construction W L OD _ Brand Model No. Color Construction W LOD _ Brand Model No. 
g: landscape or hard- | Floor ee i a seinen Si Trench - Drainage System 
Compatible with various scape draina n uctile lron 5% 20° 1% Zurn = 1 lastic 42" 36° 6" —_—Tuf-Tite TPAN-36 32V287 
. pe . . TT P ge d Ductile lron 5" 20° Us Zurn P6-DGC 22F3/9 Gray P| ti 634" 36" 5" T f-Ti TR1- 32288 
pipe sizes including 4" below downspouts. Polyethylene 596" 20" 34" Zurn P6-HPP 22F383 ase: 2s ui-Tile GRAY 
ia pipe. Drain Sum Trench Pan Drain Stainless 5a,» ggr 444" ; Area Drain 
dia pipe. Drain Sumps Trench Pan Dra eT Steel 78 40) 1A" Zurn PO-RFSC S8KL73— Black” Plastic 11" 11" 5" Tuf-Tite AD1 32V289 
with Grate feature a and Trench Pans Wel —ctainless =yi4e 2 fum peenpse aaKigs. Se 
universal snap-in pipe _ are for use in Steel : = _ wily Pe Black Plastic 16° 16° 2" Tuf-Tite B4-DG 32V304 
; Two Hole Drain Sump with Grate Trench Pan 
seal andacontoured _concrete, linear Plastic ° 14 9 TufTite HDS-2B2AWATA Black Plastic 6" 4%" 12" Tuf-Tite TPAN-12 32V290 
bottom that directs all surfaces includin astic_ 9° 14 = 9° Tur-Tite 2405-26 24WA1S 
h ; fl g Black Plastic = 11"_~+11" 15%" Tuf-Tite 2HDS-1B 24WA11 
water to the drainto —_ driveways, floors, Plastic 11° 11" 1514" Tuf-Tite 2HDS-1G 24WA12 
help eliminate standing and truck docks. Plastic _16° 16° 14/2 Tuf-Tite 2HDS-4B 24WA13 
Thermoplastic Roof  gnreys¢s ba 
Flashings and Sealant Supply Chain Services HeRcuLes® 
ROOF FLASHINGS ROOF AND FLASHING 
Pipe Size (in.) el Beard fe = Approved for Type B installations SEALANT 
ipe Size (in. ode ran 0. ‘ : 
Roof Flashing = Accommodate a single vent pipe Waterproof, will not separate, 
: Haid patey NEE No-caulk, slips over stack and under and requires no stirring. 
Mi tem Shingles for a watertight seal. For roof Apply to cold or wet surfaces; 
Root Size ; Model Brand No. pitches up to 45°. Nonfading, noncrack- withstands the stress of 
oof and Flashing Sealant i i i iecim| i 
10.3 oz Cartridge 25403 Hercules  4FRT7 ing thermoplastic base with rubber collar. dissimilar expansion rates. 
T Quart Can 25405 Hercules 4FRT8 For concrete, roofing, metal, 
Se wh vai ance 1 Gallon Can 20410 Hercules 4FRT9 tile, and masonry. 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


PLUMBING 
Floor/Roof Drains, Tubs & Laboratory Sinks 





SMITH 


JAY RR. SMITH MFG. Co. 


Member of Acorn's Family of Companies 


Floor Drains 
and Grates 


LJ 
Nickel-bronze floor drains are for use in Hoo 
kitchens, restrooms, and other foot traffic WOO 

LLL 
ae\a 
asa 
WLC) 


ZURN 





areas. No. 11U236 flashing collar drain 
body can be used for on-grade areas 


No. 
where a waterproofing membrane is ee 11U229 
required. The strainer can be adjusted up i BU FS 
to 2" above from the top of the drain body. 

Adjustable Floor| Cleanout | Sanitary 
Drain Strainer | Cover Floor Drain 
Pipe Dia. Material of Item Item Item 
- Drains _ Connection__Construction Brand No. No. No. 
: No Hub Cast Iron JR Smith — — 38VC44 
ch MNPT Nickel Bronze JR Smith 11U245 — — 
ch No Hub Cast Iron JR Smith — — 38VC45 
4 NPSM Cast Iron JR Smith 11U246 11U244 — 
a8" Screw Nickel Bronze JR Smith _ 24E559 _ 
Pipe Dia. Overall L Item 
Item - Drains _ Connection Dia. (in.) Brand No. 
Round Commercial, Silver/Polished Nickel 
Adjustable Floor 3/4" IPS oO. — JR Smith 11U231 
Drain Strainer 3/4" alts ay — ui mith ee 
. — crew 16. = mit 
Floor Drain Grate = Screw 51%" ———~JR Smith 110228 
Round Strainer Grate, Bronze/Nickel 
Grid Strainer 3" — — 6 Zurn 45NC91 
Square Commercial, Silver/Polished Nickel 
Adjustable Floor 3/4" IPS — a JR Smith 110233 
Drain Strainer 3/4" gli? — a iB emth Pires 
; _ crew _ 8 mit 
FIO! Dtata Glas = Screw = 5% JR Smith 110230 
Square Strainer Grate, Browe/lckel s : AENCO 
— — um 
Grid Strainer 315 = = 6 Zurn 45NC92 
Pipe Dia. Overall Material of Item 
Item - Drains Dia. Connection Construction Brand No. 
Floor Drain Body a g" No-Hub JR Smith  11U236 
Cleanouts 4" 5 Ye" No Hub Cast Iron Zurn 38UK39 
Floor Cleanout 4" 5 No Hub Zurn 38UK40 
Material of Pipe Dia. H L Item 
Item Type Construction Connection - Drains (in.) (in. ) Brand No. 
Full Floor Drain Grate — Cast lron Drop In = Y 8% Zurn 22F398 
Half Floor Drain Grate = — Cast lron Drop In — Yo 8% Zurn 22F401 
Floor Grate 8' Dia. _ Cast Iron Drop In = — Zurn 24X182 
Floor Clean Out Cover = — Bronze Screw ov %¥% — Zurn 41J464 
Grid Strainer Round Nickel — 3%" — 6 Zurn 45NC91 
Grid Strainer Square Nickel — 3%"  — 5 — Zurn 45NC90 
Grid Strainer Square Nickel — 3Y"  — 6 Zurn 45NC92 





SMITH’ 


JAY R. SMITH MFG. CO. 
Member of Acorn's Family of Companies 


CUSTOMER 
DRIVEN 


Roof Drains 


Protect connected piping and drain sump from 
debris. For use on flat roofs. 


JR Smith—Nos. 11U241 and 11U242 include 
flashing collar and mounting screws. No. 11U240 
retrofits most existing roof drains to accept a Jay 
R. Smith dome. 


Watts—No. 1WXC4 includes flashing clamps with 
integral gravel stop and self-locking poly dome. 


Zurn—Nos. 22F375 and 22F376 include a combi- 
nation membrane flashing clamp/gravel guard. 
Nos. 22F405 and 22F406 feature a a drop-in 


WWATIS ZURN 


REGULATOR 


No. 11U241 





connection to ease installation. No. 11U238 
Item 
Description Color Material Connection Brand No. 
Roof Drains w/Domes 
2 In Pipe Dia. Yellow Cast Iron No Hub JR Smith 11U241 
3 In Pipe Dia. Yellow Cast Iron No Hub JR Smith 11U242 
4 in Pipe Dia. Blue Cast Iron No Hub Watts 1WXC4 
Roof Drain Domes 
4 % in" H, Cast Iron Grid Blue Cast Iron Screw Zurn  22F376 
4 % in" H, Plastic Grid Blue Plastic Screw Zurn 22F375 
Dome, 11%" Dia. Black Polyethylene Clamp  JRSmith 11U239 
Dome, 11° Dia. Yellow Cast lron Clamp JR Smith 11U238 
Dome, 11 e' Dia. Gray _Ductilelron Clamp Watts 1WXC6 
Dome, 12%" Dia. Gray Plastic Clamp Watts 1WXC5 
Roof Drain Collars 
Roof Drain Collar, Univ. Retrofit, 13%" Dia. Yellow Cast Iron Screw JRSmith 11U240 
Drain Domes 
2 ‘Ye in" H, Aluminum Grid Silver Aluminum Drop In Zurn  22F405 
2 '“e in’ H, Plastic Grid White Plastic Drop In Zurn  22F406 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


PRODUCTS 


Laundry Tubs 


Floor-mount sinks have heavy- 
gauge metal legs (Nos. 5NFL6 
and 5NFL8 are white enamel) 
with adjustable levelers. 
Wall-mount models have 
heavy-gauge steel mounting 
bracket and hardware. Go to 
Grainger.com® for the included 
accessories and the standards/ 





aioe No. 5NFL8 
specifications for each item. 
With Faucet 
/Without Mounting Overall Dim. Bowl Drain Mfr. Item 
Faucet Type L WH __ BowlSize Depth Opening Brand Model No. 
Laundry Tub 
Floor 24° 20° 34° 20% x1/% 13% 2 Flat FL/100 SNFL6 
Without Floor 24 40 34 24x20 614% ~~ 1%“ Mustee 2/F_ _ 4ARZ3 
Salicat Wall 24" 20° 13% 20% x1/% 13% 2 Fiat L/100 SNFL/ 
Wall 24" 20" 34" = 24"x 20" 14%" = 1%" Mustee 19W  4ARZ2 
Wall 24" 40" 34° = 20°x20" = 14%" = 1%" Mustee 2/W  4ARZ4 


With Faucet Wall 24" 20" 13%" 20%' x 17%" 13%" 2" Fiat L/TG100 SNFL9 


Laundry Tub Kit 
With Faucet Floor 24° 20" 34° 20%'x1/%4' 13%’ zs Fiat FL/TG100 5SNFL8 
Utility Sink 

Without Drop-In 22" 25° 1334" 21%" x 1594" 134%" 1%" Mustee 10 4ARZ6 
Faucet Floor 24" 20° 34° 24'x20' 13. 1%"  Mustee 19F  1RLN7 
With Faucet Floor 24" 20° 34°  24"x 20" 1a 1%" Mustee 19CF 1RLN8 






13G619 


Laboratory Sinks _bura-ware 

= Drain opening: 11" NPT Wall mount design with seamless 
welded construction and deck with an 

ORION® 


integral self-draining soap dish. Satin 
Easy-to-install and clean sinks are finish. No. 491917 includes a faucet. 
constructed of virgin polyethylene and _ Item 
resist intense chemical environments. Description No. 


ight ORION® Waste Assemblies for 
Integral flange permits either above- or _Orion Laboratory Sinks 


Lab Sink Overflow, Slip 4AYH8 
below-counter mounting. Gray color. Waste Assembly, 174" IPS, 47%'L  4AYJ7 
Meet ASTM D1248 (except cup sinks). _ Waste Assembly, 12" IPS, 475¢a'L 4 AYJ6 

Waste Assembly, 12" IPS, 41%2'L_ _ 4AYJ9 
Overall Dim. Bowl Mfr. Item 
L H Bowl Size Depth Model No. 
DURA-WARE, Lavatory Sink, Stainless Steel 
18 In 15 in 7in 14%inx9%in  6in 1950-1-CSS 491917 
18 in 22 in 8 in 14%inx12in — din 1953-1-09-GT-H34 497916 
ORION®, Laboratory =n, porroston Resistant Polyethylene (Rear Corner Waste Assembly 
14%in 14 %in Tin 12 inx 12 in 8 in ARLS 11 
18 %in 18 %in H in 16 in x 16 in sin ARLS 13 aAYGB 
20%in 17%in  15in 15 in x 18 in 12 in ARLS 15 4AYH1 
23 “in 20%in 12in 18 in x 21 in 10 in ARLS16 4AYH2 
209%in 22%in 14%in 18inx23in 12 in ARLS 17 4AYH3 
2/7 vin 17%in  13in 15 in x 25 in 10 in ARLS 18 4AYH4 
ORION®, Laboratory Sink, Corrosion Resistant Polyatiiviens: 
ADA- -Compliant (Rear Corner Waste Assembly) 
20%in 17 %in 15in 15 in x 18 in 6 in ARLS15ADA 4AYH7 
ORION®, Laboratory Cup Sink, Polyethylene (Center Waste Assembly). 
6 in 6 in 3 in 5 in x 51 3 In 3 6X3 4AYJ5 
6 in 6in 3 %in 4 1%6 in x 4 %e in 3% in cs? aX TAPER 4AYJ4 
7in 3’in 6 in 6 inx 3 in 4 in CS1-6x3x4 4AYJ2 
Just®, Drop-In Sink with Faucet Ledge, Satin Blend 
21 in 19in 7 %in 18 in x 14 in 7%in _SL-1921-A-GR-3-316 — 13G619 
22 in 22in 7 in 19 in x 16 in 7% in SL-2222-A-GR-3-316 13G620 
25 in 22in 7 in 22 inx 16 in 7%in SL-2225-A-GR-3-316 —13G621 








PLUMBING 
Lavatory, Washfountain & Multi-Fount Sinks 


Scan. Order. Done. 
Details on page A1. 





Lavatory Systems 
and Decks 


Chemical-, stain-, burn-, and impact- 
resistant solid Terreon® surface is easily 
repaired. 






No. 3FLZ7 


Terreon® RE—Wall-hung decks with 
52" deep bowls are recycled Terreon RE 


; People Operation L W H Mfr. Item 
solid surface material (25% preconsumer served _ Color Type in.) (in.) (in.) Model No. 
recycled content and 8% rapidly renew- _—_Terreon® RE Lavatory Decks 
able material). Include mounting bracket, ———“oonaust 0 8 ono egoo SEZ 

; . 9 Oat _ 60 22 —6 945-2459 SFLZ2 
attached 3" coved backsplash, and 3 Moondust 6 945-2460 3FLZ3 
integral front and side aprons. tencon® Seta 20 $__Stsretbe _SFLZ9 
= Single-hole faucet mounting Sand Infrared 26 $93-725 4G6KK21 
Terreon® SafeCare™—Ligature-resistant ite San nfrare -/2f A 

' g White Sand Battery Infrared 26 $93-/28 46KK24 
design with the molded sprayhead nee = ful Lavatory Systems = cm : 
securely attached and flush to the lavator mpire Gray 4 93-723 46KK19 

y ¥Y—5—Empire Gray _‘[Mfrared = “gn 27% ~4q—R98-754-ABKK20 
bowl to reduce ligature points. No. of ita 
Terreon® ELX Series —Lavatory ets ELX Coton Bow! Size __W _ He. 
systems include electronic faucets, soap ; play 22 x A e ad aR ef, Hane 
dispensers, and feature a personal space Write 55" a oa 30" 66" 07"  48NU30 
design, plus an innovative mounting plate , gray Bee x a a7 + sy 6, pe 
to ease installation in retrofit or new Write 85 x m4 oa 94" 30" 97"  48NU33 
construction. Seamless bowl design helps Mfr. Item 

inati Description Model No. 

reduce mold and delamination. Repair Pars rar $8 Series Lavatory SEL aed ae 
NM iiti_hai olenoid Valve, , Closed Body 7-067 9 
Frequency®—Multi-height fixture is Solenoid Valve, 24VAC, Through body S07-067AS _ 3FMAG 
accessible by adults, children, and those vensar/Acaptive short 3 Lead a S0eHP ie 

. oh iliti : indow Express Assembly : 

with disabilities. Include battery-operated = transformer Assembly 83-159 3FMCS 
faucet. Aerator Assembly 05-180 3FMC3 

a Y," nominal supply and People Operation L W H Item 


Type Served _ Color Type 
Frequency® Lavatory Systems 


1%" drain connections (in.)_(in.}_(in.)_No. 


= Flow rate: 0.5 gom High On Left 2 Riverstone cane 62.75 29 17 3FLZ7 
Terreon® MG-Series—A free-spinning A Richt 3 Riverstone eine 92.88 29 17 3FLZ9 
collar helps protect aerator from vandal- 
. : Basin Basin 
ism. The infrared sensor shuts off water _ people Operation Depth Heigh 


ght ltem 
Served Color Type (in.) —_(in.) L(In.) W(in.) H(in.) No. 


flow after 30 to 45 sec. if user attempts Sewer eee 






to trigger constant operation by covering “9 Empire Infrared 22 4 «5422 «9% ~—-2OHPOS 
the sensor. 3 Gray Sensor 22 4 84 22 9% 20HP04 

- SEE 
Washfountains | 
= 1" supply and 2" drain Bradstone®—Thermoset poly- No. 4DU59 





connections, except Shallow 
Bowl models have 4" supply 


ester bowl has durable stainless 
steel scuff base and standard 


ol 





and 11" drain connections foot control. 
= Flow rate: 1.25 to 5 gpm, except . — 
Shallow Bowl models are 0.5 gpm ae to . , _ : 
= Working pressure: 20 to 80 psi SAU Tints, with @ pedestal Scull Dase 


. and standard foot control. 
Low-water consumption fountains 


come with 1 set of water supplies 
and 1 valve set for easy installation 
and cleanup. Liquid soap dispenser 
also included. UPC® Certified. 


Drain type A is an off-line vent with 
water supplies from below. Drain 
type B has central rising vent and 
water supplies from above. 


Stainless Steel Shallow Bowl— 


Washfountains have individually SS = 


activated sprayheads. ADA-compliant, except for Foot Control model. 


Terreon® Deep Bowl—ADA-compliant fixtures have chemical-, 
stain-, burn-, and impact-resistant solid surfaces. NAHB-approved 
materials and hands-free infrared control mechanism. 


Bradstone®, | Bradstone®, Shallow Bowl 


Carbon Color | Sandbox Color 

Drain | Drain | Drain | Drain 
Basin Overall) Type A Type B| Type A | Type B 
Height People 4H Item = Item | Item | Item 
(in.) Served (in.) | No. No. No. No. 


Drain | Drain 


Overall Width/ People 4H Item | Item 
Description Served (in.) | No. No. 
Foot Control Hold-Open Air Valve 


Overall Width/ 
Description 


36" Circular 29% 5 42% }IMEV3 1MEV4 4DU55 4DU56 WA oH 1 = 
36" Semicircular 28 3 50% | — | — | — /4DU52 Wend Caatrel Metaiae cer 
36" Semicircular 291% 3 42%. AMEU8 1MEU9 4DU51 — 95%" Semicircular 3 43% \3FLX6 | 3FLX7 
54" Circular 29 8 46 {MEV5 |) — — — Infrared Sensor 
54" Circular 29% 8 46% | — 1MEV6 4DU57 4DU58 25%" Semicircular 3 43% | 3FLV6 | 3FLV7 
54" Semicircular 29% 4 46% }IMEV1 AMEV2 4DU53 |4DU54 25%" Semicircular 4 43% \3FLW1 3FLW2 
Stainless Steel, Polished, Terreon® Deep 
Basin Height 28" Bowl, Empire Gray, 
Overall) Drain Type A} Drain ee Basin Height 34" 
Overall Width/ People 4H Item Ite Drain Drain 
Description Served (in.) No. No. Overall; TypeA Type B 
36" Circular 5 45% | 4DU63 4DU64 Overall Width/ People H Item Item 
36" Semicircular 3 42% | A4DU59 4DU60 Description Served _(in.) No. No. 
94" Circular 8 45% | ADU65 4DU66 36° Semicircular 3 03% | 2YB10 = 
54" Semicircular 4 42% | 4DU61 4DU62 04" Semicircular 4 90% | 2YB11 2YB12 


2726 GRAINGER. 


ITT 








Stainless Steel, 
Basin Height 34" 
Overall) Type A | Type B 


Find even MORE on Grainger.com® 





No. 2NY93 
Washfountain 
Replacement Parts 

Model Description No 


Replacement Parts for All Washfountains 


S09-010A Powdered Soap Valve 2NY95 
S09-007S Liquid Soap Valve Repair Kit 2NY94 
$10-004 Soap Filler Hole Cap 2NY96 
545-051 ~Sprayhead Repair Kit 2NY99 
Replacement Parts for Bradstone® and 
Stainless Steel Washfountains 
110-005 Tail Piece Nut 2NY/5 
124-001AF Tail Piece Washer, Fiber 2NY/6 
129-009 Foot Valve Tail Piece 2NY82 
129-007 Unplated Tail Piece 2NY81 
135-001W Foot Lever Spring for 54" Bowl 2NY83 
143-027 Foot Lever for 36" Bowl Wash Fountains 2NY85 
143-025 Foot Lever 2NY84 
152-026 Foot Lever Pivot Pin 2NY86 
159-019 erating 21088 or Siaraard 2NY87 
- ashfountain Leg for Standar 
193-002 Felght stainless, sleel Models SFMD1 
ernatherm™ Valve, Incl. Valve, 
$01-525S Tailpieces, Nuts, Washers - 2NY89 
: anual Mixing Valve, Incl. Valve, 
501-0385 Tailpieces, Nuts, Washers 2NY88 
$02-045 Volume Control Valve 2NY90 
507-066 Foot Valve Assembly 2NY93 
$14-00/7 Operating Rod Assembly 2NY97 
$45-198 Volume Control Valve Repair kit 2PA11 
$45-197 Manual Mixing Valve Repair Kit 2PA10 
545-050 Stop Strainer, Check Valve Repair kit 2NY98 
$60-003 Stop Strainer, Check Valve Kit 2PA12 
$65-230 Foot Valve Repair Kit 2PA13 
S65-001A_ Repair Kit 3FMD3 
Replacement Parts for Bradstone® Washfountains 
125-011 Support Tube Gasket 2NY80 
Replacement Parts for Circular Models Only 
124-020C Sprayhead Grommet 2NY77 
S05-054 Sprayhead Assembly 2NY91 
Replacement Parts for Semicircular Models Only 
124-020D Sprayhead Grommet 2NY/8 
$05-054B Sprayhead Assembly 2NY92 


Replacement Parts for Stainless Stee! Washfountains 
125-008 Support Tube Gasket 2 





Quadra-Fount™ 





Multi-Fount™ 
Washfountain 


= 4" nominal supplies and 1%" drain connections 
= Flow rate: 0.5 gpm 
= Working pressure: 20 to 80 psi 


Accommodate multiple users in the space of a 
single-head sink; spray heads are individually 
controlled by separate infrared sensors. Solid 
Terreon® surface is chemical-, stain-, burn-, and 
impact-resistant; easily repaired. Empire gray color. 
With 304 stainless steel pedestal frame and access 
panels. 24VAC. ADA compliant; UPC Certified. Meet 
GREENGUARD Certification for indoor air quality. 


People Overall Overall Overall Item 
Served Length(in.) W (in.) H (in.) No. 
Washfountain 
4 46 26 40 1MEV8 
Mfr. Item 
Item Model No. 
Repair Parts 
Closed Body Solenoid Valve, 24VAC 507-0685 3FMA3 


Through Body Solenoid Valve, 24VAC $0/-068AS 3FMA4 
Sensor/Adaptive 269-1608 3FMC1 
Window-IR Sensor 269-1190 3FMC7/ 
Replacement Part for Terrazzo Multi-Fonts 

Repair Kit $65-084 3FMD4 


1-800-GRAINGER (472-4643) 
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Find the Ww. Find Solutions. Find Great Prices. Sinks & Washfountains 
tmerican Standard Faucet Overall Dim. W 
ADA’ Mounting Back Mfr. Item | 
Olwartena Care” Description Compliant Centers L W H Bowl Size Brand Splash Model No. 
Pry "e aye om ~ — me “ Y arin i 16" x 10 Amer. Std. _N 0476028.020 1VNW8 
= = qualyn es 1% 8 18 "X10" mer. Std. 0 i ; 
White Vitreous Rondalyn® Yes 7 19%" 19%6" 71/6 15"x 12%" Amer. Std. No 0491019.020 1VNW7 ay ~<+* 
Chi L Vadermount Mount (Includes Cut- “Out Temprate. and Mounting Kit) Kit) a x SN saooTCOIN TN 
valyn" es = 4 16 ie: mer. otd. 0 4) 
ina avatory Ovalyn™ Yes — 17%" 21%" 7%" __-19"x 15%" Amer. Std. No 0497221.020 1VNW6 
Sink Wall Mount (Includes Wall Hanger) i — 
. Beclyn’ Noa 17°18 "10" 4400 x TO Amer. id. No 0821026.020 — 2NILS 
=» 1%" drain opening, except eclyn’ 0 : fe 2" 3 4"x 10%" Amer. Std. No 
/s P 5 9 P Declyn™ No — 17" 18%" 10" 14%" x 10%" Amer. Std. No _0321075.020 45W821 
No. 386427 is 1%6 Decorum™ Yes FBV" 20" 7" {37% e"x 12176" Amer. Std. No 9024000EC.020 49JM60 eae area 
= No. 380427 includes faucet _Lucerne™ Yes 4" 18%" 20%" 127%" 15"x 10" Amer. Std. 4" ~—-0355012.020 1VNW3 ms 
Lucerne” Yes 8" 184" 20%" 127%" 15"x 10" Amer. Std. 4" ~—_—‘0356015.020 1VNW4 
Stainless Steel Washfountains 
= 4" supply connection For heavy-duty use in commercial and industrial applications. Have 1 waste 
= Flow rate: 0.5 gpm connection and 1 pressure balancing mixing valve. Preassembled and tested to sx. 95x 
= Working pressure: 30 to 120 psi help save installation time. Infrared sensor models are hard-wired. 
Connec. Overall Basin Basin Foot Pushbutton Infrared Sensor 
People Drain Length Height Depth Mfr Item Mfr Item 
Description Served (in.) DrainType  (in.) in.) (in.) Model No. Model No. No. 
Elliptical 2 1% Wall Outlet = 27% 34. AK 3402-2-F-VPB-MXTP 10A312 3402-2-SO-VPB-MXTP 10A313 10A316 
Corner 3 1% _ Wall Outlet SY 34 89; 3563-2-F-DV-VPB-MXTP _ 10A314 3963-2-SO-DV-VPB-MXTP 10A315 
3 1% _Wall Outlet 38 345% | 3543-2-F-DV-VPB-MXTP _ 10A316 3943-2-SO-DV-VPB-MXTP 10A317 
Samnicieular = 1% _ Wall Outlet 38 34. 5% — — 3423-ADA-1-SO-DV-VPB-MXTP _10A324 
4 1% _ Wall Outlet 38 34 5% | 3544-2-F-DV-VPB-MXTP —_10A318 | 3424-ADA-1-SO-DV-VPB-MXTP _10A325 
4 1% Wall Outlet 38 34. 5% — — 3544-2-S0-DV-VPB-MXTP 10A319 
Girealar 6 2 Floor Outlet 38% 34 6% _| 3506-3-F-BO-DV-VPB-MXTP 10A320 | 3506-3-SO-BO-DV-VPB-MXTP _10A321 
8 2 Floor Outlet 54 34 6% _| 3508-3-F-BO-DV-VPB-MXTP 10A322 | 3508-3-SO-BO-DV-VPB-MXTP —_10A323 
Acorn Mfr. Item Pkg. Mfr. Item Pkg. 
Model Description No. (Qty. Model Description No. Qty. 
WwW hf t — 0316-018-000 _Tinnerman Nut 190766 1 2066-022-000 Air Control Push Button 19C795 1 
aSsnrountain 1451-010-001 Soap Dispenser Assembly 19C768_ 1 —2566-010-001 Foot Button Assembly 190773 1 
Est. 1954 2062-3/3-001 Eye Sensor Assembly, 9V 190771 1 2998-212-001 Nozzle Assembly, 20° Up-Down Elbow _19€810 1 
Replacement 2562-335-000 Electronic Eye Sensor, 24VAC 1907701 2998-200-001__ Nozzle Assembly, Straight 190809 1 
2563-326-001 Latching Solenoid, 9V 1907/2 1 2998-01/7-000 Vandal Resistant Spray Nozzle, Female 19C7/76 1 
Parts 2063-305-001 Solenoid Assembly, 24VAC 19C807 1 2998-016-000 Vandal Resistant Spray Nozzle, Male 190775 1 
2563-008-001 Orifice Plate Spring 19€793 10 ST/0-12 Tempering Valve 30VX83 1 


2966-025-001 Air Control Push Button Assembly 190796 1 


White Vitreous China 
Lavatory Sink Packages ZURN. — 








—_ 
= 1%" drain opening Complete, ready-to-install wall mount lavatory sink packages help " ff a) 
= ADA compliant reduce installation time in hospitality and other commercial appli- {=} 
cations. Nos. 10J136 and 10J138 have vandal-resistant handles. uw 
No. 10J137 has a vandal-resistant aerator. All meet ANSI A117.1. Ba na ata ae 
Faucet Faucet Mounting Overall Dim Bowl Bowl Back Item 
Operation Centers L W H | Shape Bowl Size Depth Splash Includes No. 
; ln. : Wall Hanger, Z812B4-XI, Widespread, Polished Chrome Gooseneck 
Ae | 4 in 20in 18% in 10 in|D-Shape 16 %inx10“%in 6% in 2% in Faucet, Grid Drain, Cast Trap and ADA Trap Wrap 10J134 
Handle 4 in 20in 18% in 10in|D-Shape 16 %inx10%in 6%in 2%in Wall Hanger, Z81101-XI Polished Chrome (2) Handle Manual Faucet, Grid Drain and Cast Trap _10J138 
8 in 19%in 17 ¥%in 7in| Oval 15%inx10%in 7in 1in Wall Hanger, Z831B4-XI, Widespread, Polished Chrome Gooseneck Faucet, Grid Drain and Cast Trap 10J136 
Sensor 4 in 19 Yin 17 Yin 7in D-Shape 15 “%inx10%in 7in in Wall Hanger, Z6915-XI Polished Chrome Battery Powered, Grid Drain and Cast Trap 10J137 
Single 
Manual 4 in 19%in 17 ¥%in 7in| Oval 15%inx10%in 7in~= 1in Wall Hanger, Z7400-XI Single Handle Polished Chrome Faucet, Grid Drain and Cast Trap 10J133 
Handle 


Fy iV 


Low-Lead 304 Stainless Steel &S 
Washstations and Scrub Sinks SANI-LAV as 


Washstations are constructed of 16-ga. and scrub sinks of 14-ga. 304 stainless steel and include 10" and Q! back- 
splash, basket strainer, and connecting tube and fittings. Electronic models have an AC- or battery-powered sensor 
to activate water flow and a mixing check valve. Go to Grainger.com® for additional models with 0.5 gpm or other 
flow rate, and with included faucet. Certified NSF 2 for food equipment and NSF/ANSI 372, except Nos. 36LH82 to 
36LH91 are NSF only. 








Single Valve- Double Valve- Electronic Electronic 
Activated Activated Manual | Faucet—AC Faucet— Without 
Faucet Faucet Faucet Powered _—_ Battery Powered | Faucet 
No.of Overall Overall Bowl Drain Item Item Item Item Item Item 

Stations Length Width Depth Opening No. No. No. No. No. No. 
Wash Station, Floor Mount am No. 

2 40 in 20 in 8 in 2 in 23PH37 40D723 400724 | 400725 40D726 5LYA2 23PH37— 

g 60 in 20 in 8 in 2 in 23PH38 40D731 40D732 | 400733 40D734 5LYA3 Mfr bh Item 

4 80 in 20 in 8 in 2 in 23PH39 40D739 400740 40D741 40D742 5LYA4 Description Model No. 

5 100 in 20 in 8 in 2 in 28DV86 28DV87 28DV88_ | 28DV89 28DV90 46CF12 Valves & Replacement Parts 

6 _120in 20 in 8 in 2 In 23PH40 40D747 40D748 4TAH6 40D750 5LYA5 Single Knee Pedal Valve {19L 40D763 
Wash Station, Wall Mount : Double Knee Pedal Valve T11L_ 400758 

y 40 in 20 in 8 in 2 In 23PH41 40D727 400728 | 40D729 40D730 5LYA6 Double Foot Pedal Valve 105L 40D759 

3 60 in 20 in 8 in 2 in 23PH42 40D735 400736 | 40D737 40D738 5LYA7 OEM Floor mounted Double 

4 80in  20in  8in 2in | 23PH43 400743 400744 | 400745 400746 SLYA8 Foot Pedal Valve 101L 400762 

5 100 in 20 in 8 in 2 In 28DV81 28DV82 28DV83 | 28DV84 28DV85 46CF11 Mixing Check Valve, 474"W x 29H O01L 40D761 

6 120 in 20 in 8 in 2 In 23PH44 40D751 40D752 | 40D753 40D754 5LYA9 Replacement Kit for all Sani-Lav Valves 1061L40D760 
Wash Station, Wall Mount, ADA Compliant Splash Mount Swivel Spout, 

1 30in 20in Sin —_2in — — 48PY08 | 48PY06 48PY07 48PY10 Splash Mount 12°H 20038L_ 40D755 

2 A8 in 20 in 5 in 2 in — _— 46CF13 | 28DV73 28DV74 46CF15 Duo Basket Strainer 1010 5WNH6 
: : sink aad in - 20in Sin 2 in — — 46CF14 | 36LH80 — 46CF16 Liquid Soap Dispenser, 32 oz 568 5WNH8 

crub Sink, Floor Mount ar it z 
25in 20in 10 in 3%in | 36LH82 36LH83 | 36LH84 | 36LH85 36LH86 AGCF17 Foe SRT eam eee 
seu Sink, Wall Mount | | SANI-LAV Floor Mount Sinks 1 itd 
25 in 20in 10%in 3%in — — 28DV77_ | 28DV75 28DV76 46CF19 Strainer Assembly for Most 
| 31in —20in. 10%in 3%in — — 28DV80 | 28DV78 28DV79 46CF20 fidustrial Senib-Sinks 1011 46CF21 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2/21 





PLUMBING 
Stainless Steel Handwashing Sinks 


- 


Scan. Order. Done. 
Details on page A1. 
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No. 48PY28 No. 


40D701 





LO; 
SANI-LAV yw 
Low-Lead 

Stainless Steel 
Handwashing Sinks 


= 2" drain opening 

Hands-free, 1-station sinks reduce the 
threat of cross-contamination and feature 
a corrosion-resistant, electropolished 
finish that enhances cleanliness. Include 
connecting tube and fittings, and strainer 
with basket. Single Valve models come 
with a mixing check valve. Wall Mount 
models include a wall-mounting bracket. 
Electronic models have an AC- or battery- 
powered sensor to activate water flow 
and include a mixing check valve. For a 
complete list of standards and specifica- 
tions, go to Grainger.com® and search for 
individual products. 


No. 40D694 


Single Valve- | Double Valve- | Manual |Electronic Faucet—|Electronic Faucet— Without Item 
Activated Faucet Activated Faucet) Faucet AC Powered Battery Powered | Faucet Description No. 
Side Overall Overall Overall Bowl Item Item Item Item Item Item Valves & Replacement Parts 
Splash Length Width Height Bowl Size Depth No. No. No. No. No. No. Double Knee Pedal Valve 40D758 
Floor Mount Single Knee Pedal Valve 40D763 
19in 18in 41 %in17inx14in 7in 23PH34 40D701 40D702 40D703 40D704 5LYAO Double Foot Pedal Valve 40D759 
No 21in 20in 41 %in 19inx16in 10in 23PH36 40D713 40D714 40D715 46CF08 5LYA1 OEM Floor mounted Double 400762 
23in 20 %in46 Yin 20inx17in Qin 48PY28 48PY29 48PY30 48PY31 48PY32 48PY33 Foot Pedal Valve 
Yes 19in 18in 41 %in17inx14in 7in 23PH35 40D705 40D706 40D707 40D708 5LYCO Mixing Check Valve, 44"W x 294'H 40D761 
Wall Mount Replacement Kit for all Sani-Lav Valves _ 40D 760 
16in 15 Yin 13 in Minx in 5in 40D716 46CF09 40D717 40D718 40D719 18D857 ange a ne Spout, 400755 
in X ; plash Mount 12" 
19in 16in 15in yous, Gin 48PY35 48PY36 48PY37 48PY38 48PY39 48PY40 Duo Basket Strainer 5WNHG 
No 19in 18in 16%in17inx14in 7in 23PH31 40D692 40D693 40D694 40D695 5LXZ7 Liquid Soap Dispenser 5WNH7 
21in 20in 19 %in 19 in X16 in 10in 23PH33 40D709 40D710 400711 40D712 5LXZ9 moc aU pate epal et aanyes 
; ; ; in x ; _ _ _ ot Faucet Valve Repair Kit 
22in 19in 14in yey, j, Sin 48PY42 48PY43 48PY44 Single Foot Operated Valve for pore 
23in 20 %in19 Yin 20inx17in Qin 48PY21 48PY22 48PY23 48PY24 48PY25 48PY26 SANI-LAV Floor Mount Sinks 
Vos 16in 15 Yin 13in 14inx11in 5in 40D720 46CF10 — 400721 40D722 — Strainer Assembly for Most AGCF21 
19in 18in 16%in17inx14in 7in 23PH32 40D696 40D697 40D698 40D699 5LXZ8 Industrial Scrub Sinks 


No. 
11U397 








Drain Overall Overall Overall 
Description Opening Length Width Height Bowl Size Depth 
Corner Bathroom Sink 
Sensor Faucet, Mixing Valve, & Drain Zi 1294' 12%" g 10"-dia a 
Single Handle Faucet, Drain z: 12%" 12%" g" 10"-dia a 
Hand Sink 
ape pomptant ' : 1 19" 24 16% 14x16 6" 
ompliant, Electronic Faucet, i i ’ i ' i i 
Deck Mount Liquid Soap Dispenser 2 20 24 1" 14x16" 5 
Deck Mount Lever Handle Faucet ye a ee 13 10" x 14" ° 
Dual 12" Splash Guards, Lever 
Operated Drain, Removable Utility BY" 174%" 15%" 7 10" x 14" 5 
Shelf, Lever Handle Faucet 
Dual Splash Guards 1%" 12" 18° 1444" 138%" x 994" 654" 
Dual Splash Guards, Lever Handle Faucet 14%" 18% 14%" 16" 13%"x9%" 634" 
Dual Splash Guards, Lever Handle Faucet 3%" 17%" 15%" _ 13" 10" x 14" ih 
Dual Splash Guards, Lever Operated 
Drain, C-Fold Paper Towel & Soap BY" 17V" 154%" 26%" ~— 10" x 14" 5 
pispenser Lever Handle raveet ; 
ual Splash Guards, Lever Operate 1/," 1," 1," ; ‘ : 
Drain, Lever Handle Faucet BTA Aw 18 10'x 14" 
ual Splash Guards, am ahs , ; , , , 
Wristblade Handle Faucet 1% 187 14 14 182 X9H' 6% 
Pectronic Eve Faucet 7 1% 18% 144%" 16 18% x 9%" 6" 
ectronic Faucet, Tow! Dispenser, ‘ps 1 fF ; 1 1 : 
Liquid Soap Dispenser 3% 174%" 15%" = =26%" = 10"x 14 5 
Knee Activated Valve Faucet, Apron TY" 144%" 18% 12%" 13Y" xX 9%" 654" 
Knee Activated Valve Faucet, Apron BY 21% 1M 1% 14 x 160 6" 
Lever Handle Faucet Ty" 17%" 16%" 13: 10" x 14° a 
revel panale Faucet 1%" 184%" 1434" 1444" 138" x 994" 654" 
ever Operated Drain, 1%," 1," 17," a a s : 
Lever Handle Faucet 82 TA A 18 10x14" 8 
Soap Dispenser 14" 24%6 23" 16" 19%4"x 15%" 8%" 
Space Saver sink 1%" 12 18° 1444" 138" x 994" 654" 
Space saver sink 32 16° TZ” 13° 9" x 9" at 
Tubular Wall Support TY" 184%" 143" 144%" 138" x 994" 654" 
Wristblade Handle Faucet 1%" 184%" 43a" 144" 1384" x 994" 654" 
Hand Sink/Eye Wash 
3% 17%" 15% 13: 10° x 14° ab 


Eye Wash Faucet Attachment 
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Bowl Back Splash 
Height 


4" 
4" 
84" 
TY" 
Ty! 


12: 


6" 
1%" 
Ty! 


21 


8" 


7%" 
WA 
21%" 
373" 
EA 
EA 
7 
8" 
WA 
7 
8" 
7% 
7 


yt 
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Stainless Steel 


Handwashing Sinks 


= NSF Listed, except Nos. 13G652 and 13G651 


All-welded, heavy-gauge, wall mount sinks have deep-drawn 
bowls and include faucet. 


Mfr. Item Just—Tlop, bowl, and apron are 
Brand Model No. 18-ga. 304 stainless steel. Underside 
Just A-35929-S 13651 ‘|S Coated to insulate for sound and 
Just A-35929-T _13G652_ reduce condensation. 
Eagle Group HSAP-14-FW-IF1 4NNH3 Advance Tabco—1-pc. sink bow! 
Adv. Tabco —7-PS-26 110387 gesign. A keyhole bracket provides 
Adv. Taboo __/-PS-20__W1U391 _—gacier installation and greater 
Adv. Tabco 7-PS-76  11U388 _ Stability. No. 3LMR4 features a lever- 
Fagle Group HSAN-10-F-LRS” 11261 operated drain and built-in overflow 
Eagle Group HSA-10-F-IF1-LRS 4AVG6 __—rwith plastic overflow tube and spring 
Adv. Tabco 7-PS-66 11398 
clamps. 
Adv. Taboo PS87 110384 Eagle—Have a positive drain bowl: 
ha. Tohen 7-Ps-40 -gAxeg _—« [verted "V" rim prevents spillage. 
Nos. 11U261 and 11U262 are 304 
Eagle Group HSA-10-FW-LRS 4AVG9 tain taal, 
Eagle Group _HSA-10-FE __ 1XUD2 
Mfr Item 
Eagle Group = HSA-10-FKP_ —_11U262 Accessories for Advance Tabco Sinks 
Adv. Tabco 1-PS-30 11U385 Bolt On Side Splash for 
Adv. Tabco 7-PS-60 11397 14" x 10" Bowl Hand Sink 7-PS-27-X 11U393 
Eagle Group — HSA-10-F-IF1 |= 4NNH2 w/ aa Backsplash 
_pe. Bolt On Side Splash for 
Adv. Tabco = 7-PS-60  SLMR4— gg" Bowl Hand Sink 7-PS-27A 11U394 
Eagle Group HSAN-10-t—aavG7— ~Boit On Side Spas 
agle Group -10- 4AVG7 olt On Side Splash for _pe. 
EGC HS AWS aM ~foyuesren ane «5 uncauom 
agle Group -10- 4 eplacement Handle for » a4eyqy 
Eagle Group —_HSA-10-FW_4AVG8___ Splash Mount Faueets K-316-LU-X11U390 
eplacement Cartridges: ‘ 
Adv. Taboo 7-PS-55 110392 _1-Hot/t-Cold R-QOA. -SEGEES 
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Find the yf. Find Solutions. Find Great Prices. Handwashing Stations, Utility Sinks & Mop Sinks 
‘ No. > 
3HEU2 —_ 
Portable | hs 
Handwashing Stations PoLyJOHN 
Freshwater stations have GrandStand™—Compact and Applause™—No. 3HET9 connects via garden hose to both water 
linear low-density polyethylene have a built-in handle and rubber supply and drain. 
construction; dark granite treaded wheels to ease transport. acute —JGcaraitl ea at 
: W m 
color. Foot pump-operated No. 36Y046 adds a heater to Deseription Stations L WH  BowlSize Depth No. 
and include soap and towel dispense warm water. Handstand 16 gal. cap. I 8 18 62 ek x ve 4 SHEUZ 
] j randstand™ j : " "xX 10" i 45 
clspenser. Faucets not included. Bravo™—No. 3HET7 heats water _ Grandstand™ Heated 1-23-18" —«62" —«16"x 10" 6° 36Y046 
™__ ° Bravo™, 21 gal. cap. 2 26%" 21%" 62" 18'x7%" 5% 3HET6 
Handstand"”—Complete to 105°F and includes low-water —72\0"'Heated- 21 gal. cap. 2265" D1" 6" 18"K 70" Ve SHETT 
mobile unit on heavy rubber shutoff and heater indicator light. ~ Applause”, 60 gal. cap. 2 50%" 21%" 471%" 15%" x 8%" 414" 3HETS 
wheels with built-in handle. Requires 120V, 15A, 3-prong oar Gon ap 2 50%" 21%" 47%" 15%" x 8%" 4%" 3HET9 
extension cord with GFI. Wash Station” 20 gal. cap. 4 2216" 2215" 58" 12%"x 6%" 4%" 3HEUT 
= TR 
H HH H — o s GRAINGER 
Stainless Steel Utility Sinks iSeeleia SANI-LAV Soy APPROVED 
No. of Overall Overall Overall Item : i 
Bowls BowlSize Length Width Height Brand No. Constructed from 16-ga. 430 stainless steel, except Drainboards 
With Faucet Nos. 11U350 to 11U352 are 18 ga., and Utility Sinks Nos. 48PY19 


18'x 18" Bowl 19%" 22" 39%" Eagle 4AVH2 ; sake 
1 "18x21" Bowl 19%" 25" 39%" Eagle ANNE and 48PY20 are 14 ga. Sinks feature galvanized legs with adjust 


24° x 24" Bowl 25%" 08" 3015" Eagle 4AVH3 able, corrosion-resistant bullet feet (except Nos. 48PY19 and 
18° x18" Bowl 37% 22" 39% Eagle 4AWH4 A8PY20 are all 304 stainless steel and have non-adjustable 


2 _18'x 21" Bowl 37%" 25" 39%" Eagle _1XUD1 ; 
4" x 24" Bowl 49% 28" 391" Eagle AAVH5 bracket-type legs) mounted directly underneath the bowls for 





Without Faucet max. support. 
18"x 18" Bowl 18° 21%" 41" Advance 11U342 
18°x 18" Bowl 21° 21%" 45%  Sani-Lav 48PY19 Overall Overall Overall Item 
21'x 24" Bowl 24° 24%" 41" ___ Advance _3LMR6 Item Length (in.) W/(in.) H (in.) Brand _No. 
1 21°x36'Bowl 36° 24%" 41" GA 9E048 Drainboards 
24" x24’ Bowl 24° 27%" _ 39" ~~ Advance_11U343 Detachable Drainboard 18 21 34 Eagle 1JYR®5 
24"x 24" Bowl 27" 27%" 45% Sani-Lav 48PY20 18 18 2 Advance 11U350 
24"x 36" Bowl 36° 27%" 41" Advance _11U344 18 18 344 Eagle 4AVH6 ¥ No. = 
D 18'x 21" Bowl 36° 24%" 41" Advance SRNF2 Drainboard 18 21 2 Advance 11U351 Ho 
24"x 24" Bowl 48" 27%" 39" Advance _11U346 24 18 cEZ Eagle 4AVH7 4AV 
3 18'x 21’ Bowl 94" 242" 41" Advance_11U349 24 24 2 Advance_11U392 ¥ 
it it fy 
304 Stainless Steel Scrub Sinks No. of Overall Overall Overall Bowl Item 
= Wall mounted = No. 45ND44 is ADA compliant Stations Length Width Height Bow! Size Depth Brand No. : 
: ain x : : 
Designed for health care use and feature a hands-free, sensor faucet. Durable, | %27 23in 26in_ 55 Yein fain, “potub- Wale ASnDAl 
16-ga. seamless welded construction with a sloping bottom to help minimize 1 36in 23 %in 32%in |?.5!!" 14 96 in Scrub-Ware 45ND44 
splashing. Satin finish. Removable front panel allows access to water control > 60in 23in 26in 17 Ya in x 41in  Scrub-Ware 45ND42 
valves, waste connections, stops, and strainers. Include gooseneck spout(s) eae 





with removable spray head and temperature/pressure balancing mixing valve. 2 999-23 in. 26 in gg yin 11 In Scrub-Ware 45ND43° No, 45ND414 
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ICN 
ADVANCE TABCO. 


SMART FABRIGATION™ 


All TIG-welded 304 stainless steel construction. 31%"-dia. stainless steel basket drain. 


Utility Sinks Overall Dim. 









Mfr. ltem 
Material Includes L W H Bowl Size Bowl Depth Model No. 
= Wall mounted io 1778 32%" ~—«*14"x 18" 2" WSs-14-71 110336 
" : ; Basket Drain, S.S. 70" 9%" 30%" 6" x 20" ie -16-25 
= 8" faucet mounting centers Stainless Steel Tyhular Wall Brackets. ~~ 23" 1916" DOA ax 18 10” FS-WM-2219 11340 No. 
= Faucet not included O71" 31%"  T6"x 22" irs FS-WM-2721 11U341 


11U339 


Mop Sinks and FIAT a= «Floor Nos. 1RLN4, 11U263, and 


mounted 11U264 have 1-pc. molded 











Accessories > BRODUCTS. ASVANGE TaBCa basin of impact-resistant / 
Body Overall Dim. Mfr. Item Durastone® structural fiberglass 
Material L W H_ BowlSize Includes Brand Model No. with molded drain and drain 
Op oiN iT j f 
ood A TO" 2d x 24 Drain Seal and Stainless Steel Strainer__Mustee 63M iRLNA Seal a 3 ie deere ; 
Durastone® geu nyu 4am ny ae rain Seal and Stainless Stee pipe. All models mee No. 
36" 24" 10" 24" x 36 Mustee 65M 11U263 , 
Mop Sink Kit Strainer with Recessed Shelf [APMO, and are CSA Certified. 41RLN4 item 
Drain Seal, Stainless Steel Strainer, Description Brand No. 
Durastone® 24" 24" 10" = 24"x 24" Hose and Holder, Mop Service Dual Mustee 63CM 11U264 Accessories 
Handle Faucet and Hanger 31'L Rubber Hose and Stainless Steel Hanger Fiat Products 11U260 
Fiberglass Integral Drain,Stainless Steel Strainer wal d uards, tain ess zlee. saa 1 an . iste Jane 
Reinforced oy» 54 4pm ; » Plate, 830AA Dual Handle Wall Mounted Fiat op Hanger, Stainless Steel, 24°W x 3%" iat Products 
Polyester 24" 24" 10" 23%" x 23% Faucet, 832AA Hose and Holder Products MSBIDTG2424100 SNFNO Mop Sink Utility Shelf, Stainless Steel, 24°L x 8"W Advance Tabco 11U336 
Resin Combination and 889 CC Mop Hanger Mop Sink Utility Shelf, Stainless Steel, 36'L x 8'W Advance Tabco_ 11U337 
Terrazzo Mop Service Basins F [AT Overall Dimensions 
aE 24"L x 24"L x 36"L x 
Made of portland cement and PRODUCTS o4'W x12"D | 36°Wx12"D | 36"Wx12"D 
marble chips; suitable for commer- ; Bow! ae tts SaiG liom aie ttpm 
cal i ‘ta fini escription epth Bowl Size No. BowlSize No. BowlSize No. 
cial installations. Black/white finish. With Stainless Steel Capped Curb 20" x 20" SNFN1 | 20" x 32" 11U257,; — _ 
Integral stainless steel drain eases =~ With Plain Curbs 20° x 20° 5NFN2 | 20°x 32" 110258 — — 
installation. Stainless steel caps With 6" Drop Front and Stainless Steel Capped Curb 20" x 20" SNFN3 | 20" x 32" 11U251,  — — 
; With 6" Drop Front and Stainless Steel Threshold 10" | 20" x 20" SNFN4 20" x 32" 11U252, — _ 
help protect against heavy use. Neo Corner with 6" Drop Front and Stainless Steel Threshold 90°x 20" SNFN5) — | — |32"x 32" 110250 
Nos. SNFN1 to SNFNS meet ANSI, Neo Corner with Stainless Steel Caps 20°x 20" 11U253 — | —  32°x32" 11U254 
IAPMO, and UPC; CSA Certified. Neo Corner with Plain Curbs 20" x 20" 11U255, 9 — — §32'x 32" 11U256 
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PLUMBING Scan. Order. Done. 
Stainless Steel Scullery Sinks Details on page Al. 










& +> A 
wee ————— 
we 
| 11U316 : 
. No. 11U317 11U311 
BEEAGES  scvance Tapco J 
With i Be me Right : 
No Drainboards' Drainboards rainboar rainboar a = 
No. of Bowl Bowl Overall Overall|Overall Item |Overall Item (Overall Item |Overall Item Stainless Steel Scullery Sinks 
Stations Size Depth Brand Height Width |Length No. (Length No. |Length No. (Length No. 
14 pallde. Deep Draven Bowls, 18° Drainboards a S808 TTC HR TE ACI Sinks come with a backsplash, faucets not included, except 
X agle Group 2 2 = —_ _— —_— 8 8 : ' ‘ 
14 Gauge, Fabricated Bowls, 18" Drainboards : Nos. 3JDU1 and 3JDU5. NSF Listed. For stainless steel tables with 
y ieee i age aroup nee Ae 23° WYT2 ew —__ integrated sink, search for "work table sink" on Grainger.com®. 
Xx agle Group 2 — _ — — — — 
318 x20 14 Eagle Group 4472 2/7 | SS | 96 WTA | — =O | ss — __—s Eagiie™—14-ga. sinks have fabricated bowl and stainless steel 
16 pane, Deep Drawn Bowls, 18" Drainboards 
16 x2 es Advance Taboo 2 30 —  — f-— = 60) 3JbU1 60" 3JDT8 cross-braced legs. 16-ga. sinks have deep-drawn bowls and 
“x 20°12" Advance Tabco : : = = = = : = = 
Fea Ee eee enme. 
“x 20° 14° Eagle Group B: | = 4 = _— — _— ®—TIr_ BAN_di 
16x 20" 14" Eagle Group 4415" 97"|— | 90" 4JYR8| — | — Advance Tabco* TIG-welded construction. 178"-dia. stainless 
16 Gauge, Fabricated Bowls. 18" Bowls have 18" Drainboards; 24" Bowls have 24" Drainboards steel legs with 1" adjustable stainless steel feet. Satin finish. 
18"x 18" 14" Advance Tabco 43" 24" | 23" 11U359| 54" 110362) 38%" 11U360| 384" 110361 


24" 24" 14" Advance Taboo 43°30" 29" 110363) 72" -11U366) 507" 11U364\ 50%" 41U3e5 Drains and basket strainers included, except Nos. 3JDUT, SUDT8, 
18"x 18" 14" Advance Tabco 43" 24" | 41" 11U367| 72" 11U370| 5612" 11U368| 561" 11U369 and 3JDU5. 16-ga. models have bowl with 34" coved corner 
ge nO IS ee ie eS (except Nos. 3JDU1, 3JDT8, and 3JDUS5) and 2 rolled rim edge Tor 


16"x 20" 14" Advance Tabco 43" 26" | —  — | 84" 110375) — — | — paeeuaees 
18"x 18" 14° Advance Taboo 43 24 59" 11U376 £0 110379 74¥3"_ 110377) 747" 110378 strength. 18-ga. models have bowl with 3" radius and stainless 
18" x 24" 14" Advance Tabco : ; = = : = = = = 

>0"x 30" 44" Advance Tabco 43" 35" 400" 140383, SS Steel legs with gussets and channels. 


ay Boop Da ee aPC eae —|_120__110382)_—_—_|_—__—__ Eikay®—Welded construction. Feature bow! with 34" coved 
Trt ie vance Tabeo Be ef a eee oF oF AHT 46" aes ie te radius and 11%" edge rim design. Drainboards are die-stamped 
; vance Tabco a ae oe mi 
16"x 20" 12” Advance Tabco 42" 27" | 44" 11U357/ 85" 9GD14\_ 64" 8TNO9| 64" savos_ tO ensure positive drainage. 3/2"-dia. drain with included basket 
24 x24 12 Advance Tabco 42° 31 101" 9DNM2| 80" 8WU54) 80" 9NLD6_ strainer. 15" galvanized steel legs with 1" adjustable feet. 
16"x 20" 12” Advance Tabco 42" 27" 103" 8UTJ9 | 83" 9HV22) 83" QWCP7 


20"x 28" 12" Advance Tabco 42" 35" 115" 11U355| 95" 110353) 95" 110354 Ty = th 91/50 | 
94” x 24" 12" Advance Tabco 42" 31" (27° OCEVi | 107" SHv23 107" -oweeg !Wwist Handle Waste Valves—for use with 372° scullery sink 


18 


09) N93) 4) A eg BS) BS) 09) 09) C9 DODO) 3! 1 gg Go) G9) G9) G9) Go| DO DO) 4! 4! eg Go| DS) 3! SG 







16"x 20" 12" Advance Tabco 42" 27" 122" 9R730 101" 9W671| 101" 9Rz31 rains. Item 
24" x 24" 12° Advance Tabco 42° 31 154" 9GD12) 133" 8AW52| 133" SCEV2 Description Brand No. 
18 Gauge, Fabricated Bowls. 16" Bowls have 18" am poares: 24" Bowls have 24" Drainboards Twist Handle Waste Valves 
16"x 20" 12" Elkay 459s" 25%," | 21" 110309 — — | 36%" 11U310| 36%" 110311 — Without Overflow Tube and Head. T&S Brass 6MT90 
24" x08 12" Elkay 459s" 2934" | 290" 110312, —  — | 50%" 11U313) 50%" 110314 — Cast Bronze, 2" MNPT Connection 
16"x 20" 12" Elkay 459s" 25%," | 39" 110315) 70" 110316) — — | — — With Overflow Tube And Head. Cast Bronze, T&S Brass 6MT91 
16"x 20" 12" Elkay 459s" 25%" | 57" 11U317| 88" 110318) — — | —  — FNPT 1 1/2 Or MNPT 2" Connections 
l stitut ona Sta less Steel Scullery Si S Sus 
304 stainless steel construction with corners. '/46" front and rear horizontal C me. 
backsplash. Faucets or side splashes not _ radius inside bowl. Include adjust- 
No. included. able stainless steel angle legs with 
ish. hav 
13G597 Suet 1A ba—Foatire- Stainless steal angle frame, leveling bolts, and soap dish. Interior surfaces have 


legs with adjustable feet. Interior surfaces a polished, nonporous finish. Exposed exterior surfaces have a 


have a polished, nonporous finish. brush finish. 
os Exposed exterior surfaces have abrush §Elkay®—Backsplash with 45° sloped top and 11"W inward 
_ a > finish. Meet NSF Standard 2. sloping top channel rims. Exposed surfaces have a satin finish. 
: ‘ a] Noakes Include stainless steel legs with cross braces and adjustable feet. 
‘ " r 14-ga. models have %" radius coved corners. 16-ga. models 
~i% 


Just Government Type—Feature 
have seamless drawn 3%" radius coved corners. NSF Listed. 


16"-deep bowl with square vertical 


With Dual 
pen eee No Drainboards Drainboards With Left Drainboard |With Right Drainboard 
No. of Bowl Overall Overall Overall Item Overall Item Overall Item Overall Item 


Stations Bowl Size Depth Height Width Brand Length No. Length No. Length No. Length No. 
14 Gauge, -y aicated Bow: Drainhoards are 24" 


1 21 Ve Just 2f° 136594 19" 13G597 1" 13G595 oT 136596 
24" x 24" 14" 44" AM Elkay Zi 11U286 (Es 11U287 — _ — — 
- 15" x 24" 12" 48" 27 V2" Just 33" 136598 81" 13G602 of 13G599 Ya 13G601 
15" x 24" 14" 44" 27 V2" Elkay 33" 11U288 78" 11U289 = = = = 
} 2 18" x 24" 12" 48" 21" Just 39" 13G603 87" 13G604 = = = = 
‘ 24" x 24" 12 48" 21 V2" Just a1 13G605 CEM 13G608 {9 13G606 {9 136607 
24" x 24" 14" 44" 21 Vo" Elkay ot" 11U290 96" 11U291 = = = 
15" x 24" 12" 48" 21 V2" Just 48" 13G609 96" 13G610 = = = = 
15" x 24" 14" 44" 21" Elkay 48" 11U292 93" 11U293 = = = = 
3 18" x 24" 12" 48" 21 V2" Just oi 136611 105" 13G612 = = = _ 
24" x 24 12" 48" 21 V2" ey {3° 136613 123" 136614 = = = = 
24" x 24" 14" 44" ote 75" 11U294 120" 11U295 = = = = 


Government- ‘ype (In Accordance with WWP-541h), 14 ea Fabricated Bowl. Drainboards are 24" 

/ 1 24" x 16" oe 2/' Just 39" 13G617 61%" 13G618 

11 u296 16 Gauge, Deep - Bowls. Drainboards are 18" 

1 18° x 24" 12%!" 42" 29%" Elkay 27" 11U296 Zt 11U297 
24" x24" 12%" 42" 29%" Elkay Jo 11U298 63: 11U299 

9 18° x 24" 12%!" 424" 29%" Elkay 47 V4 11U301 114" 11U302 
24" x24" 12%!" 42a" 29%" Elkay 59%" 11U303 89%" 11U304 

3 18°x 24" 12%" 42 V4" 29%" Elkay 671A" 11U305 971A" 11U306 
24" x24" 1294" 42" 2994" Elkay 89" 11U307 | 115%" —11U308 
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Find the yf. Find Solutions. Find Great Prices. Stainless Steel Sinks 
No.of ADA Bowl Overall Overall No. of Mfr. Item 
Bowls Compliant Bowl Size Depth Length Width Holes Gauge Brand Model No. 
Drop-In Sink 
; Yes 16x1iv" 5%" 19° 18" 3. 18 Elkay LRAD1918553 11U324 
Yes 21°x 15%" 6%6 25" —-22" 4-23 Elkay K125224 11U319 
2 Yes 14"x 15%" 598" 33" 21%" 42 Elkay GE233214 11U326 
Drop-In Sink with Faucet Ledge 
Yes 12°x10" 5% 15" 15" 2 23 __ Elkay K115152 3AEG1 
Yes 12"x 12" 5%" 5" 18" 3. 18 Just SL-ADA-1815-A-GR-3,5.5,DCR 13G622 
No {2*x 12". 7%" 5" 18" 3 18 Just SL-1815-A-GR-3 136639 
No {2"x12" 7% 15" 17%" 3 {8 Elkay LR15173 2KLF8 
No 13%'x16" 10% 17" 22° 3. 18 Elkay DLR1722103 3AEF7 
No 14"xf0" 7% {7 16" 2.18 Elkay LR17162 1JYU4 
Yes 15%" x21" 6%6 25° 22" 3.22 Elkay D125223 3AEG3 
Yes 16°x 13%" 5%" 19%" 79" 3. 18 Elkay LRAD1919553 11U325 
Yes 16"x 16" 5%" 9" 22" 318 Just SL-ADA-2219-A-GR-3,5.5,DCR 13G624 
No 16x13% 7%" 19%" 19° 3. 18 Elkay LR19193 3AEF5 
No 16x11“ 7% 19 17%" 3 18 Just SL-17519-A-GR-3 13G640 
No 1ox11% 7% 19 18" 3. 18 Elkay LR19183 4YKi2 
No 16"x 16" 7% 19%" 22" 3. 18 Elkay LR20223 3AEG2 
No 16'x13%" 10%" 19%" 19" 3. 18 Elkay DLR1919103 4YJ90 
1 No 16"x 16" 10%" 19%" 22" 3. 18 Elkay DLR2022103 3AEF9 
No 1ox11% 10% 19 17%" 3 {8 Just SLX-17519-A-GR-3 13G629 
Yes 18"x 14" 5%" 2" ——«" 3. 18 Just SL-ADA-1921-A-GR-3,5.5,DCR 13G623 
No 18"x 14" 7%" oT" ST" 3. 18 Just SL-1921-A-GR-3 136641 
No 18"x 14" 7%" 22" 9%" 3ST EE kay LR22193 4YK13 
Yes 21°x 15%" 5%" 25" 21%" 3 22 Elkay GE125213 110321 
Yes. 21° x 15%" 5" 25" Tw" 4 18‘ Elkay CRAD2521554 3AEG8 
No 21°x 15%" 8% 25" 22" 3. 18 Elkay LR25223 4YK14 
No 24"x 15%" 8% 25" 22" 4-18 Elkay LR25224 4YK15 No. 
No 24°x 15%" 10%" 25" 22" 3.20 Elkay DSE125223 SAEF6 § 4 3G635 
No 24°x 15%" 10%" 25" 22" 3. 18 Elkay DLR2522103 3AEG4 
No 21"x 15%" 12%" 25" 22" 3. 18 Elkay DLR2522123 3AEG6 
ves 28°x 16" 5A" 81" 2" 418 Elkay LRaba 22564 ——3ae69 Drop-In Stainl 
es X16 ae y : ay = 
— a rec nl: eee irlmane 
0 x16 7% " y ust -2228-A-GR- 
ee anki ecageg Stool Sinks 
0 X12) 1% : i ay uN : : 
So ria Ss feature bow a 
0 x16" 81% 4 ; ay 4YKi7 7 “D\ ninial bean 
9 Yes 14°x 16" 5%" 33" 0" 3. 18 Just DL-ADA-2233-A-GR-3,5.5,DCR 13G625 Sinks feature bow! drawn from 18 ga., ee 8) nickel bear Ing 
Yes areary by 33 19 3 18 dust DL-ADA-1933-A-GR°3.5.5,0CR 136627 stainless steel with coved corners having 1%4" vertical and hori- 
es "X 15% 16. : : ay ij i i 
No x18 By a 2 ' 2 Elkay DSE233224 SAFE zontal radii, except for 300 series stainless steel models. 
0 “X 1342) 8 : : ay —_ ® ai 
No 16'x 16" 40%" 3750" 3-48 Just DLX-0997-A-CR-3 430632 Elkay Lustertone sinks Nos. 1JYU4 and 4YK14 to 4YK17 
cal No ik i We : 1 22 Vth ete ous DL-2243-A-GR-3 136631 feature a satin finish and include sound deadening material 
ull spray sides and bottom; Installation Hardware for %4" Thick Countertop : a ee : : : : : 
zs No. : B"x 16" 10% 33" 99" 3 18 Elkay DERS3329103 3arg7_ Which minimizes sound and vibration for quieter sink operation. 
ndermount Sin : 
° one igrxi8 a zr is 0 ig Just : SALE ae 136633 Just—Fully undercoated to insulate for sound and reduce 
1 Yes X16 2 ust -ADA-1824-A, 5.5, ndensation. Grip Rim helps r installation tim t 
No 22°x16 7%" 24" 18" 0 18 Just US-1824-A 136634 ne “a Grip oe Sa eae? A aa 
; Yes 14"x 6" 5%" 32" 18" 018 _Just___ UD-ADA-1832-A, 5.5,.DCR 136637 90%. Interior and top are polished to a nonporous finish wit 
No 14x16 7/2 3218 OQ 18 Just UD-1832- 136635 highlighted bowl rim. Include mounting hardware. 


CHICAGO =, 
FAUCETS = 


a Geberit company 


Stainless Steel 
Sink Packages 


= Classroom Sinks have 3’4"-dia. drain opening 





Drop-in Sink with Faucet, No. 4YJ89—Includes 20-ga. 304 stainless steel sink, 
5" gooseneck faucet, classroom bubbler, and 312" basket strainer. 


Classroom Sinks, Nos. 11U323 and 13G638—Feature 18-ga. 304 stainless steel 
sink. No. 11U323 includes a 2-handle high-arc faucet with restricted swing spout, 
classroom bubbler, and 32" basket strainer. No. 13G638 includes vandal-resistant 
faucet, bubbler, and drain. 









No. 
13G638 





Classroom Sink, No. 13G653—16-ga. 304 stainless steel top and enclosure, 
18-ga. bowl. Includes concealed vandal-resistant faucet, vandal-resistant bubbler, flat 
grid strainer, p-trap, and wall clip. 


Bar Sink/Faucet, No. 3H330—Gooseneck faucet has swing spout and 2 handles. 
5 Ye" deep compartment. Satin-finish sink is sound-deadened on bottom. Includes 
strainer basket. 23-ga. 


Bar Sink, No. 4¥J88—Includes high-swing spout faucet and strainer basket. 18-ga. 


Deck Mount Bubblers—Low-lead, chrome-plated fittings. No. 5JC22 has a mouth 
guard that flexes on impact and a built-in adjustable flow control. 








ADA Mounting Overall Overall Bowl Mfr Item 

Item __—-Compliant___Type__ Length Width Bowl Size Depth Brand Model No. 
Hea Countertop 25" 17" 15%'x14" 6%" Elkay CDKAD251765C 4YJ89 

ee 

assroom 

CRA-ADA- 
Sink Package Dropin 31" 19" 22"x 16" 5%’ Just 1931-A-GR-3- 13G638 

w/Vandal 15.5 DCR-T 

Resistant Yes 59.9, 

Faucet Connec. Mfr. Item 

Drop-In ltem _(in.)Size Type Includes Brand Model No. 
Classroom Top Mount 25" 17") 16"x13¥%" 5" Elkay DRKAD251750C 11U323 Deck Mount Bubblers 
Sink Package rinking Self Closin 

n _ g Push-button 
Sint package Wall 25" 24" 16"x 14" 6" Just «= CWH2524 136653. (fpuntain 12° NPT Control, Bul-In Adjustable ey ue Tanne 
u u u u u Li 4 0 ume ontro an H 

Drop-In Bar Countertop 15 15 12'x 10" 5%6' Elkay KP211515C —_ 3H330 Drinking > NPSM One Handle Chrome Plated Fittings Chicago 748-665ABCP 3TFH6 


Sink Package No Countertop _15' 15" 12'x 9%" 7%" Elkay _BLRI50C _—_—4YJ88 Fountain Faucets 
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Non-Metering 


PLUMBING 
Waste Disposers, Hot Water Dispenser & Grease Interceptors 


Paras, 


Scan. Order. Done. 

















= Quiet Dura-Drive® split- 
phase induction motors have 
permanently lubricated bearings 

= Quick Lock® mounting system 
for easy installation 

= Intermittent-duty, except 


Food Waste Disposers 





Details on page A1. 
in WD erator 
ESSENTIAL XTR 


Features SoundSeal® technology for quiet 
operation and MultiGrind® technology that 
provides 2 grinding stages versus 1 stage in 
many standard disposers. Includes a SinkTop 
Switch™ accessory with button and power to 



















er > ae Commercial models are ease activation. 
rinding j = 
Connection Overall Chamber Manufacturers Mfr. Item continuous-duty COMMERCIAL FOOD SERVICE EQUIPMENT 
HP _Drain _ Phase Voltage Height Capacity Warranty Model No. 1725 rpm, 60 Hz, with overload protec- , 
Badger and Evolution Series ti d | t = 1-yr. manufacturer’s warranty 
1 120 11%" 2607. Tyr. BADGER 1 5H502 lon and manual reset. Aiaaii : 
7 BADGER 4 Note: New installations require a mounting adapter, 
1 120 11%" 26 072. 1 yr. witHcorp 3!EE1IS BADGER® SERIES sold separately on this page or go to Grainger.com® 
1 120. 12%" 2602. 2 Vr. BADGER 5 _5H8/7 © ata} and search for "disposer, mounting adapter." 
ys ; ae ae es a BADGER 5 gare4e Include two 360° stainless steel swivel 
in: a WITH CORD impellers, dishwasher drain connec- LC-50 
‘ i volution i i : : . . 
1 120 12% 35 OZ. Ayr. Compact™ 2YB94 tion, stainless steel sink flange, and Automatic reversing motor provides longer 
Ya 1 120. 12% 26 02. 3 YI. Badger a Ae 2YB90 self-service wrench. Nos. 31EE15 and life and trouble-free operation. Stainless 
| 120 12% A0 oz. Ayr. Septic Assist™ 2YB95 31EE16 include a power cord. steel grind chamber. Disposer mounting 
1 1 120 13%"  400z. 7 yr. oer 2YB91 EVOLUTION™ SERIES included. 
Essential XTR Series i i . 
yi 1 120 12%" 3507. éyr Essential XTR 640c92_ lainless steel grind components SS Series 
aca overs auiting ; si pirat see Triple-lip motor seal protects motor from 
onnection vera amber I. em igri = = . . 
HP__ Drain _ Phase Voltage Height Capacity Model _No. : es as 3 a S Aas en water damage while a secondary spring- 
emer Food Sonics Eaulpment _ : TT ANTES sound-reducing Insulation. oINk Dalle = —|gaded oil seal provides double protection 
0 5 4" 50 oz. -50- 4PL5 included : 
11" 1 115/208-230 17" 85 oz. $$-100-28 29NZ57 against water and loss of grease. Cast 
3 208-230/460 a 85 0z.___§$ 100-47 29NZ58_ Sentic Assist™, No. 2YB95 nickel-chrome alloy stationary and rotating 
2 2 3 208-230/460 1876 111 0z._$$200-35 3DVA2 Shraddineielements provide lana lite and 
3 3 208-230/460_ 2374" 31702. $S-300-25 29NZ61__ Bio-Charge® technology injects a Ing ere p 9 
3 3 208-230/460 31% 317 02. 85-300 _3DVA3—icrooraanism-rich solution that breaks COrosion resistance and are designed for 
2 S$ 208-2s0/400 av #1702. 88-00-30 2ONZB2 sect nea a reverse-action grinding. Feature overload 
: Material of Sink/Bowl Mir. item down and liquefies waste for safe : ee | 
For Use With Construc. Hole Dia. (in.) Model No. handling in a septic tank protection and stainless steel grind chamber. 
anWaste Ki ———— AV: 11327-A PL3 , i | COMMERCIAL MOUNTING ADAPTERS 
aste King p {- APL35 ™ 
gst wa : OTK ae ia Use to mount commercial food waste 
Bis Boy Steel ne Hase4 ipLag—_ YaM-Sensor® circuit automatically F ths 
Salvajor 65, 11599-H 4PL41_ increases motor torque up to 500%. POSEN Ty eH 
 papryGRAINGER Hot Water Dispensers ,@)-.i.. @£emax 
Orne — a /," IPS water connection, except ; 
in Derator C) No. 485A91 has 3" compression 
. Swivel spout, provide near-boiling water 
— instantly, and preset at 200°F (No. 485A91 is 
Disposer WH vvo. sovas_| instantly, and preset at 200°F (Ns 
A = S.No. preset at 140°F). In-Sink-Erator include power F No. 
ccessories ‘4FE91 Sy ' cord and mounting hardware. All meet ASSE ~~ 93NU44 
em : 
Description Brand No. and C-UL Listed, except No. 485A91 meets 
Coupling, Black Rubber, 3%" L GA 1PNV3. | NSF/ANSI 372, ETL Certified. é 
Disposal Splash Guard GA 4FEW7 
Stopper, Stainless Steel/Plastic, 34%" 0.D. GA 1PPJ4 Dispenser _ Hole Dispenser Amps Item 
Bio-Charge™ Refill Cartridge, For Use with No. 2YB95 In-Sink-Erator 4PL47 Thermostat_ Tank Size Faucet Finish Dia. Voltage Watts AC H W__ No. 
Deluxe Mounting Gasket For Use with Evolution™ Series Disposers In-Sink-Erator 1WXB9 In-Sink-Erator 
Flexible Discharge Tube, 11" In-Sink-Erator 1WXC2 Agee 0.70gal. Chrome 1%4"to1%" 115VAC 750 6.25 5%" 6" 23NU44 
Mounting Gasket For Use with Nos. 3DVA1, 3DVA2, seeps : : TTT 
3DVA3, SH973, 5H974, and 5H975 In-Sink-Erator 3DVA4 anon 0.70gal. Chrome 1*%a'to1% 115VAC 750 6.25 6% 61% 54DC93 
On/Off Sink Top Switch In-Sink-Erator 4FE91 f 160° : 13a" ta 114" Va" RY 
Sele Set Cock Lack® Mount SEG a WBS ne 0.70 gal. Brushed Nickel 11364" to 1%" 115VAC 750 6.25 6%" 614" 54DC94 
Stainless Steel Sink Flange In-Sink-Erator 1WXC1 Eemax 
Standard Mounting Gasket In-Sink-Erator 1WXB7 Adjustable _ 0.17 gal. Chrome Plated ae 240VAC_ 13,000 54 12" 7’ 485A91 
Cd . Pipe 
Ula Material of Dia.- Overall Overall Overall Item 
¢ rence tc creane Capacity Construction* Drains Height Width Depth Brand _ No. 
ae anon 2 16.305" 17.447" 12542" End 0D9 
a 305" 17.447" so" Endura 40D974 
YYIWATTS ZURN 20 Ib. PP 2" 16.306" 17.444" 1234." Endura_40D975 
REGULATOR A 30 Ib GES 2" 14" to 10%" Watts 1WXD7 
. PP 216.316" 17.446" 12542" Endura 40D976 
Grease and Lint 10 b CFS 3" 21%" 24%" 36" Zurn _38UK33 
PP 216.304" 17.502" 17.5" Endura 40D977 
int "7 t ir 50 Ib CFS 3 17" «19% 12%" Zurn _4WPJ7 
erceptors we 10.94 23.5" 7" Endura 400979 
, = *, F 4" 18% 22%" 14%" Zurn AWPJ8 
Endura® models have 1-pc. plastic tank with an airtight silicone seal, easy-to-open latching Pp 765" 18.5" Endura 40D978 
system, and an innovative removable baffle design. Nos. 40D985 and 40D986 have a removable 70 Ib. ne : 18.3 ye oy pneu aNpaae 
dual-screen filtration system with coarse and fine screens. Watts models are epoxy-coated steel Pp 474935" f9%" Endura 40D982 
with removable baffle and deep seal trap with cleanout. Recessed or floor mounted. Zurn® grease aa ue - ane ae i - eun iti 
interceptors have a Dura-Coated steel body, flow diffusing baffle, integral trap, and external pp a" 93 5" 935" 78%" Endura 40D984 
vented inlet flow control. The Lint Interceptor No. 38UK34 separates out solids such as buttons, Lint Interceptor. 3-—4B 1" 49" 19 ra 
lint, stones, and string, and can handle up to 3 washing machines. Unit features an acid-resistant — "Solids Interceptor 
coated interior and exterior, a non-skid secured cover with removable lift handle, aluminum lint Sallis Mnteroautar Basket 16.31 17.439" 12%2  Endura_40D989 
intercepting secondary screen assembly, and permanent primary straining baffle with %" dia. = pp a" 4439" 43704" 11140" Endura 40D986 


perforated holes. Model has a high inlet and low outlet. 
Find even MORE on Grainger.com® 
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* PP=Polypropylene. 


CFS=Coated Fabricated Steel. 


1-800-GRAINGER (472-4643) 


PLUMBING 
Bathroom Faucets 


Scan. Order. Done. 
Details on page A1. 


Faucet Spout Shapes 


Low-Are—Short spout 
sits close to sink basin and 
reduces splashing. 


Mid-Arc—laller than low- 
arc-spout with a curve under 
spout with space for filling 


Angled Straight—Spout = 
extends straight out and points Gooseneck—Tallest spout 
down into the sink atan angle. extends high above counter and 


Straight—Spout 
extends straight out 
from faucet body. 














bigger vessels. curves to point directly into sink. 
CHICAGO — ld 
FAUCETS = G2JS45K" QIMOEN 
a see what Delta can do” 
Sma. AlmericanSlondard KOHLER; 
= \ 
Single-Hole Deck-Mount : 
Bathroom Faucets i | Sooseneck- 
: ; Low-Arc-Spout Mid-Arc-Spout Straight-Spout 4 ms J Spout 
Faucets install into one hole on a flat surface Chicago Faucets American Standard Grohe | Kohler 
such as a sink or counter. Chrome finish. No. 26Y238 No. 448M96 No. 448N48 <a» No. 55VF49 
Faucet Faucet Body Flow Flow Spout Spout ADA Mfr. Item 
Brand Series Handle Type Material Rate Outlet Type Drain Style Length Height Compliance Model No. 
Low-Arc-Spout 
700 Cross Cast Brass 2.20 gpm Aerated — 398" 2%' Yes 700-HOTABCP 26Y222 * 
Ghicaay cause 700 Cross Cast Brass 2.20 gpm Aerated _— 398 2%" No 700-COLDABCP 26Y301 fT 
g 701 Cross Cast Brass 2.20 gpm Aerated — 398" 2% No 701-HOTABCP 26Y238 * 
701 Cross Cast Brass 2.20 gpm Aerated — 398" 28" No 701-COLDABCP 26Y290 Tf 
Delta Classic Joystick Brass 1.50 gpm Aerated —_— 4" 9.88 Yes 9/0LF-WF 41H852 
Moen M-Dura Joystick Brass 2.20 gpm Aerated — Ae 3/4" Yes 8417 4NEJ3 
Fina Aquaspec Cross Brass 0.50 gpm Spray _ 34" 2% No Z82702-XL-3M 45K796 
Aquaspec Cross Brass 2.20 gpm Aerated — 3/4" 2% No Z82702-XL 45K797 
Mid-Arc-Spout 
geinericay Standard Colony Pro Joystick Metal 1.20 gpm Aerated Drain with Pop-Up Rod 4% 3%6° Yes 7075100.002 448M96 
traight-Spout 
American Standard Berwick Joystick Cast Brass 1.20 gpm Aerated Drain with Pop-Up Rod 43g" 2%" Yes 7430101.002 48UL12 
Grohe Concetto Joystick Brass 1.20 gpm Aerated Drain with Pop-Up Rod 3'%e 2-8/16" Yes 3427000A 448N48 
Eurosmart Joystick Zinc 1.75 gpm Aerated — 8/6 5 Yes 30306000 448N55 
Gooseneck-Spout 
Triton Bowe™ Lever Brass 1.00 gpm Aerated — O68 Yes K-1001T70-4AKA-CP 493K06 
Kohler Triton Bowe™ —_Wristblade Brass 1.00 gpm Aerated — o"6. Yes K-100T/70-5AKA-CP —493K07 
Triton Bowe" —__Wristblade Brass 1.00 gpm Laminar Drain Not Included a4" 11%" Yes K-100T70-5AKL-CP 55VF49 
Valve type: * Hot cartridge. f Cold cartridge. 
CHICAGO = 
ZimeicanStandand FAUCETS = QJMOEN ZURN. —— 


a Geberit company 


Metering-Handle Deck-Mount Bathroom Faucets 


Metering handles allow users to push handle down to activate the faucet. No gripping 
required allowing those with limited mobility to operate faucet. Handle controls the start of 


7 ~e 
” SS 


Low-Arc-Spout 





Low-Arc-Spout 















water flow, but not the duration. Water flow shuts off automatically to save water in public Low-Arc-Spout Moen Moen 
or high-traffic restrooms. Deck-mount installs on a flat surface such as a sink or counter. American Standard No. 4NEF3 No. 3RA70 
Chrome finish. ADA Compliant. No. 19T386 
Faucet Body Flow Flow Temperature Spout Spout Mfr. Item 
Brand Series Material Rate Outlet Type Control Length Height Model No. 
Low-Arc-Spout 
1-Hole 
American Standard Metering Cast Brass 0.5 gpm spray No 5% In 2 In 1340M119.002 191386 
333 Cast Brass 1.0 gpm __ Aerated No 3% in 2% in 333-665PSHABCP 3TFH2 = Low-Arc-Spout 
Chicago Faucets 308 Cast Brass 2.2 gom Aerated No 3 ¥% In 2% In 333-336PSHABCP 26Y224 7urn 
807 Cast Brass 2.2 gom Aerated No 4 Vin 2% in 807-E12-665PAB 26Y183 
Moen M-Press Brass 0.5 gpm Aerated No 4% in 3 in 8884 ANEF3 f No. 4JPD1 
Aquaspec Brass 0.5 gpm Aerated Yes 4 4 in 1% in Z86100-XL-CP4.0001  46CE18 
Aquaspec Brass 0.5 gpm Spray No 3 Y4 in 1% in Z86100-XL-3M 29VM05 
Zurn Aquaspec Brass 0.5 gom Spray Yes 3 4 in 1% In Z86100-XL-3M-MY 48UL48 : 
Aquaspec Brass 1.0 gpm Aerated No 3 Y4 in 1% in Z86100-XL 4JPC8 = 
Hol Aquaspec Cast Brass 0.5 gom Laminar No 3 In 9 ¥% In Z80300-XL 24A612 | — ; 
“hole | 
American Standard Metering Cast Brass 1.0 gpm Aerated No 4% In 2 Vein 1340225.002 1FYB7 | | Straight-Spout 
3400 Cast Brass 0.5 gom Laminar No 4 4 in 3 In 3400-ABCP 3TFH3 : Chicago Faucets 
Chicago Faucets 3600 Cast Brass 0.5 gom Spray No 6 % In 4 ¥% in 3600-E2805AB 52CE54 e| te \ g 
802 CastBrass _1.0gpm __ Aerated No 4in 2%, in 802-V665ABCP 3TFJ1 No. 29RR62 
Moen M-Press Brass 0.5 gom Aerated No 4 4 in 3% In 8886 3RA7/0 
rhe Aquaspec Brass 1.0 gpm Aerated Yes 3 Yin 1% in Z86100-XL-CP4 4JPC9 
+ Hot Aquaspec Cast Brass 0.5 gom Aerated Yes 4% in 3 Yin Z86500-XL-3M 29VL91 
-Hole 
Chicago Faucets 404 Cast Brass 1.0 gpm Aerated No 9 in 2% in 404-V665ABCP 4KTK8 
k hice vast Brass ie gpm erated ie 5 Hn ; - in FRR SHI ae 
quaspec rass 0 gpm erate 0 8 In 4 In 7RO-XL- 4 Gooseneck-Spout 
Zurn AquaSpec Brass 1.0 gpm Aerated Yes 5 in 3 Vs in 2Z867R0-XL 4JPD1 Chicaao ee 
Straight-Spout 3 
3500 Cast Brass 0.5 gom Spray No 4 in 3% In 3500-E2805ABCP 29RR59 . 
Chicago Faucets 3901 Cast Brass 0.5 gom Spray No 4 in 3% In 3501-E2805ABCP 29RR61 , 
3502 Cast Brass 0.5 gom Spray No 4 in 3% In 3502-E2805ABCP 29RR62 \ 
Gooseneck- Spout j , 
2-Hole ; | 
Chicago Faucets 895 Cast Brass 1.0 gom Aerated No 3 “in 9 % In 895-665ABCP 5SUTV3 
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PLUMBING 
Bathroom Faucets 


Scan. Order. Done. 
Details on page A1. 
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a 
e 
— - 
Low-Arc-Spout Low-Arc-Spout Mid-Arc-Spout Mid-Arc-Spout Mid-Arc-Spout Straight-Spout Straight-Spout 
Rubbermaid Sensorflo American Standard Chicago Faucets Toto American Standard Kohler 
No. 19T379 No. 55MJ12 No. 4THG4 No. 5UTX1 No. 53CH69 No. 41H809 No. 493J89 
. 
e } f Gooseneck-Spout Gooseneck-Spout 
e I American Standard Zurn 
= No. 41H846 No. 30PT27 
Straight-Spout Straight-Spout Angled Straight-Spout Angled Straight-Spout 
Kohler Sloan Sloan Sloan 
No. 493J90 No. 5YJP3 No. 23MF35 No. 23MF31 
Rubbermaid CHICAGO 
ubbermai SS. , 
meas) SENSORFLS’ SLOAN. ZURN. AsnericanStendad "ces> KOHLER. TOTO. 
Sensor Single-Hole Deck-Mount Bathroom Faucets 
Hands-free touchless sensor starts or stops the flow of water to help reduce the spread of germs. Automatically turns off after a preset time. 
Presetting water temperature required. Deck-mount faucets install into one hole on sink or counter. Chrome finish. ADA Compliant. 
Faucet Body Flow Flow Power Temperature Spout Spout Mfr. Item 
Brand Series Material Rate Outlet Type Source Control Length Height Model No. 
Low-Arc-Spout 
Milano Auto Faucet Brass 0.50gpm _ Aerated (4) D Alkaline Batteries Yes 6%" 3.96" 1782742 191379 
Aubhennaid Milano Auto Faucet Brass 0.50 gpm _ _ Aerated (4) D Alkaline Batteries Yes 6%" 3.96" 1818966 35LX87 
Pommetcial Milano Auto Faucet Brass 0.50 gpm __ Aerated (4) D Alkaline Batteries Yes 6%" 4.73" 1818967 35LX88 ** 
Products Milano Auto Faucet Brass 0.50 gpm _ Aerated (4) D Alkaline Batteries Yes 6%" 4.73" 1782743 197380 TT 
Milano Auto Faucet Brass 0.50 gpm _ Aerated (4) D Alkaline Batteries Yes 6%" 4.82" 1782744 191381 
Verona Auto Faucet Brass 0.50 gpm __ Aerated (4) D Alkaline Batteries Yes 6%" 4,99" 1903281 35LX91 
SENSORFLO® Brass 0.50 gpm Spray AC Powered No 6%" 5Y2" SF-8800 55MJ12 
Saneaeiia SENSORFLO® Brass 0.50 gpm Spray AC Powered No 7" 4YVe" SF-9800 55MJ27 
SENSORFLO® Brass 0.50 gpm Spray Battery No 6%" 5Y" SF-8700 55MJ09 
SENSORFLO® Brass 0.50 gpm Spray Battery No £ 4," SF-9700 55MJ25 
Optima Brass 0.50 gpm —_ Laminar Battery Yes Ay," 3%" _ EBF-615-4-BAT-TEE-CP-0.5GPM-MLM-IR-FCT 491G78 
Sloan Optima Brass 0.50 gpm —_ Laminar Battery Yes 51" 5%" _ EBF-187-4-BAT-TEE-CP-0.5GPM-MLM-IR-FCT 491G77 +t 
Optima Brass 0.50 gpm Laminar Battery Yes oe 9%" _ EBF-85-4-BAT-TEE-CP-0.5GPM-MLM-IR-FCT 491G80 
Optima Brass 0.50 gom Laminar Plug-In Yes oY," 5%" _ ETF-80-4-PLG-TEE-CP-0.5GPM-MLM-IR-FCT 491G84 
Zurn Aquasense Brass 0.50 gpm Laminar (4) AA Batteries No 6%e =—« BH Z6913-XL-CWB-F 52JJ04 
Mid-Arc-Spout 
American Selectronic Brass 0.50 gom Laminar Lithium Battery No 5Y" 5 Ve" 6055105.002 4THG4 
Standard Selectronic Cast Brass 0.35gpm Aerated Lithium Battery No 3%6 5 Ye" 6055104.002 24X048 
Selectronic Cast Brass 1.50gpm Aerated Lithium Battery No 36° 5 Ye" 6055102.002 41H818 
EQ Curved Cast Brass 0.50 gpm Laminar 6V Lithium CRP2 No 4V," 5% EQ-A11A-11ABCP 48TFO7 tT 
EQ Curved Cast Brass 0.50gpm __ Laminar 6V Lithium CRP2 Yes Ay," 5%" EQ-A11A-13ABCP 48TFO9 {+ 
EQ High Arc Cast Brass 0.50gpm Laminar 6V Lithium CRP2 No Ay," 6%" EQ-C11A-11ABCP 48TF13 + 
E-Tronic Cast Brass 0.50 gpm ___Laminar 6V Lithium CRP2 No 5%" 6% 116.606.AB.1 SUTP4 
E-Tronic Cast Brass 0.50 gpm ___Laminar AC Powered No 5%" 6% 116.706.AB.1 SUTP5 
HyTronic Cast Brass 0.50gpm ___Laminar 6V Lithium CRP2 Yes oY," 6%" 116.211.AB.1 SUTWS 
Chicago Faucets HyTronic Cast Brass 0.50 gpm __ Laminar 6V Lithium CRP2 Yes 5Y" 6%" 116.221.AB.1 5UTXO 
HyTronic Cast Brass 0.50gpm Laminar 6V Lithium CRP2 Yes oY," 6%" 116.201.AB.1 6XAE7 
HyTronic Cast Brass 0.50 gpm Laminar 6V Lithium CRP2 Yes oe 7¥" 116.212.AB.1 SUTW9I 
HyTronic Cast Brass 0.50 gpm __Laminar 6V Lithium CRP2 Yes 04," 7¥" 116.222.AB.1 SUTX1 
HyTronic Cast Brass 0.50gpm ___Laminar AC Powered No oe 6%" 116.101.AB.1 SUTN7 
HyTronic Cast Brass 0.50 gpm ___Laminar AC Powered No 514" 7%" 116.112.AB.1 SUTPO 
HyTronic Cast Brass 0.50gpm ___Laminar AC Powered Yes oY," 6%" 116.111.AB.1 SUTNI 
Kohler Kinesis™ Brass 0.50 gpm __ Aerated Battery No 47" 6 '%e' K-104B76-SANA-CP 5OVFS1 
_ Brass 0.50 gpm _ _— Aerated 6VDC Plug-In Power Converter No 3%" 4V" SF2100-4 5UVA1 
= Brass 0.50 gom_ Laminar 6VDC Plug-In Power Converter No Ay 6" SF2400-4 SUVA4 
Sinan = Brass 0.50 gpm Laminar Battery No oe 4V" SF2150-4 SWHW8 
— Brass 0.50 gom Laminar Battery No 4V," 6" SF2450-4 5WHX1 
Optima Brass 1.50 gpm _ Aerated Battery Yes Ry Ae 6%" EAF150-ISM 5YJP2 
Optima Brass 2.20 gpm __ Aerated Hardwired Yes 5%6" 6%" EAF100-P-ISM dYJP1 
Tel101 Brass 0.18 gpc Aerated Hydropower No 31%6e 4" TEL101-D10E#CP 53CH66 
Tato Tel105 Brass 0.09 gpm _ Aerated Hydropower No 31%6 AY" TEL105-D10EM#CP 53CH69 
Tel105 Brass 0.19gpm _ Aerated Hydropower Yes 31%6e AY" TEL105-C20E#CP 53CH71 
Tel155 Brass 0.19 gpc Aerated Hydropower No 31%6' 9%" TEL155-C20E#CP 53CH80 
Aqua-Fit Brass 0.50 gpm __ Aerated (4) AA Batteries No 6Y" 5 VA" Z6950-XL-S-F 45NC94 
Aqua-Fit Brass 0.50 gpm —_ Laminar (4) AA Batteries Yes 6%" OO Z6950-XL-S-F-LL 46CD90 
Zum AquaSense Brass 0.50gpm _ Aerated (4) AA Batteries Yes 634" 6 ¥%' Z6913-XL-F 41J525 
AquaSense Brass 0.50 gpm Laminar (4) AA Batteries Yes 6%" 6%" Z6913-XL-CP4-F 41J526 
AquaSense Brass 1.50 gpm _ Aerated (4) AA Batteries Yes 6Y" 6 ¥' Z6913-XL 38ZL50 
* Integrated base body faucet. ¢ Grid strainer. Drain with pop-up rod. # Includes (2) AAA batteries. ** Thermostatic mixing valve. ft SST mixing valve. #4 Includes metal throat plate. 
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a Geberit company 


Sensor Single-Hole Deck-Mount Bathroom Faucets 












Faucet Body Flow Flow Power Temperature Spout Spout Mfr. Item 
Brand Series Material Rate Outlet Type Source Control Length Height Model No. 
Straight-Spout 
oe Moments Selectronic CastBrass 0.50gpm Laminar Lithium Battery No o a 2506155.002 41H809 
Kaniar Insight Brass 0.50 gpm __ Aerated _ No a _ K-13461-CP 493J89 # 
Insight Brass 0.50 gpm _ Aerated = No a = K-13463-CP 493J90 
Sisan Optima Brass 0.50 gpm ___ Aerated Battery Yes ANVao" 6140" EAF250-ISM 5YJP3 + 
Optima Brass 0.50gpm Aerated _ Solar and Battery Powered Yes AlYn" — §1Y40" EAF275-ISM 5YJP4 
Angled Straight-Spout 
BASYS Cast Zinc 0.50 gpm Laminar Battery No 5/2" 6 1%2" EFX250.000.0000 23MF26 
BASYS Cast Zinc 0.50 gpm Laminar Battery No 4" a EFX350.000.0000 23MF35 
BASYS Cast Zinc  0.50gpm Laminar Battery No 4" 7 EFX650.000.0000 23MF42 * 
BASYS Cast Zinc 0.50gpm Laminar Battery No 4" a EFX650.010.0000 23MF44 
BASYS Cast Zinc 0.50gpm Laminar Battery Yes 6V6 10" EFX150.500.0000 23MF17 
BASYS Cast Zinc 0.50 gpm Laminar Battery Yes 4" oO. EFX350.110.0000 23MF38 
BASYS Cast Zinc 0.50 gpm Laminar Electronic Yes 4" 2 EFX300.500.0000 23MF34 
BASYS Cast Zinc  0.50gpm Laminar Self Sustaining No 4" 7 EFX380.010.0000 23MF41 
ian BASYS Cast Zinc  0.50gpm Laminar Self Sustaining No 4" 5 EFX680.010.0000 23MF47 
BASYS Cast Zinc 0.50gpm Laminar — Solar and Battery Powered No 52" 615%" EFX275.000.0000 23MF27 
BASYS Cast Zinc 0.50gpm Laminar Solar and Battery Powered No 4" D. EFX375.000.0000 23MF40 
BASYS Cast Zinc 0.50gpm Laminar — Solar and Battery Powered Yes 5i2" 61542" EFX277.500.0000 23MF31 
BASYS Cast Zinc 1.50gpm _ Aerated Battery No 4" 5 EFX350.012.0000 23MF37 
BASYS Cast Zinc 1.50gpm _ Aerated Battery No 4" a EFX650.002.0000 23MF43 
BASYS Cast Zinc 1.50gpm _ Aerated Battery No 4" a EFX650.012.0000 23MF45 * 
BASYS Cast Zinc 1.50gpm Aerated Solar and Battery Powered No a2" 6192" EFX275.002.0000 23MF28 
BASYS Cast Zinc 1.50gpm Aerated Solar and Battery Powered Yes 52" 61542" EFX277.502.0000 23MF32 
BASYS Cast Zinc 1.50gpm _ Aerated — Solar and Battery Powered Yes 6Ye" 10" EFX175.502.0000 23MF19 
Gooseneck-Spout 
American Selectronic Cast Brass 0.35 gpm Spray Lithium Battery No 2. i 6055164.002 41H846 
Standard Selectronic Metal 0.50 gpm Laminar Lithium Battery No a 7' 6055165.002 4THG5 
Hy Tronic Cast Brass 0.50 gpm ___Laminar 6V Lithium CRP2 No 5%" _—«11%%' 116.203.AB.1 SUTW6 
Hy Tronic Cast Brass 0.50 gpm Laminar 6V Lithium CRP2 Yes 5Y" 113%" 116.432.AB.1 6XAG6 
Hy Tronic Cast Brass 0.50 gpm Laminar 6V Lithium CRP2 Yes 5%" _—«11%%' 116.213.AB.1 SUTP3 
Chicago Faucets Hy Tronic Cast Brass 0.50 gpm Laminar AC Powered Yes BY" 11%" 116.429.AB.1 6XAE8 
Hy Tronic Cast Brass 0.50 gpm Laminar AC Powered Yes 5%" 11%" 116.113.AB.1 SUTP1 
Hy Tronic Cast Brass 1.00 gpm Laminar 6V Lithium CRP2 No 5M" 11%" 116.430.AB.1 6XAG4 
Hy Tronic Cast Brass 1.50gpm Laminar 12VAC Transformer No 5M" 11%" 116.427.AB.1 21FD43 
Koniar Insight Brass 0.50 gpm ___ Aerated _— No 66" — K-13475-CP 493J96 
Insight Brass 0.50 gpm __ Aerated — No 6%e6' = K-13473-CP 493J95 # 
Rubbermaid 
Ue Venetian Auto Faucet Brass 0.50gpm Aerated (4) D Alkaline Batteries Yes 54%" 10.284 FG750355 4FRP5 
roducts 
Sansarla SENSORFLO® Brass 0.50 gpm Spray AC Powered No 87," 8" SF-9200 55MJ20 
SENSORFLO® Brass 0.50 gpm Spray Battery No 87%" 8" SF-9100 55MJ15 
= Brass 2.20gpm Laminar 6VDC Plug-In Power Converter No 54" 10" SF2200-4 SUVA2 
= Brass 2.20 gpm Laminar Battery No 5 YA" 10" SF2250-4 5WHW9 
Sloan | i ea ETF-700-4-PLG-TEE-CP- 
Optima Brass 2.20gpm Laminar Plug-In Yes 8/6 12% 9 9GPM-LAM-IR-S-ECT 491682 
Aichi AquasSense Brass 0.50 gpm Laminar (4) AA Batteries Yes 61" 12" Z6920-XL-F 46CD93 
AquaSense Brass 1.50 gom Laminar (4) AA Batteries Yes 5%" iz: Z6920-XL 30PT27 
* Integrated base body faucet. f Grid strainer. Drain with pop-up rod. # Includes (2) AAA batteries. ** Thermostatic mixing valve. ft SST mixing valve. #4 Includes metal throat plate. 
| 
No. No. No. 
5UTW7 46CD94 468D23 
« i 
oo. = 
‘eo 7 
CHICAGO = a 
Faucerts= SLOAN. ZURN 
a Geberit company > ———— 
Gooseneck-Spout Sensor Single-Hole Wall-Mount Bathroom Faucets 
Hands-free sensor eliminates the spread of germs and starts/stops water flow without touching faucet. Tall gooseneck-spout extends above 
counter and curves to point straight down into sink. Single wall-mount hole installation saves counter space. Chrome finish. ADA Compliant. 
Flow Flow Power Mfr. Item 
Brand Series Faucet Body Material Rate Outlet Type Source Spout Length Spout Height Model No. 
Chicago Faucets HyTronic Cast Brass 0.50 gpm Laminar 6V Lithium CRP2 5x" 12 116.204.AB.1 5UTW7 
Sloan Optima Brass 2.20 gpm Laminar Electronic, Plug in Transformer 10%" 101%" ETFa00-P 5YJRO 
Fin AquaSense Brass 0.50 gpm Laminar Battery 61" 12" Z6922-XL-F 46CD94 
AquaSense Cast Brass 1.50 gpm Laminar Hydrogenerator 59" 12" Z6922-XL-GEN 468D23 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2/35 
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Low-Arc-Spout Low-Arc-Spout Low-Arc-Spout Low-Arc-Spout Mid-Arc-Spout 
Moen Rubbermaid Sloan T&S American Standard 
No. 40D657 No. 35LX90 No. 491G79 No. 443V42 No. 4THG6G 
See , _ 
Mid-Arc-Spout Mid-Arc-Spout | | Gi = 
Sloan Zurn ——— el 
No. 5UVA3 No. 45ND30 
Gooseneck-Spout Gooseneck-Spout Gooseneck Spout 
Sloan Speakman Speakman 
No. 491G83 No. 46AE77 No. 46AE63 


QIMOEN Bee SLOAN. ZURN. UprericonStindad SPEAKMAN’ 
Sensor Two-Hole Deck-Mount Centerset Bathroom Faucets 


Hands-free touchless sensor controls the flow of water and stops the spread of germs. Water shuts off automatically after a preset time to 
save water costs. Presetting water temperature is required. Two-hole centerset deck-mount faucets install onto sinks that have two centered 
holes that are 4" apart when measured from center-of-hole to center-of-hole. Chrome finish. ADA Compliant. 


Faucet Body Flow Flow Power Temperature Spout Spout Mfr. Item 
Brand Series Material Rate Outlet Type Source Control Length Height Model No. 
Low-Arc-Spout 
Moen Commercial M-Power Brass 0.50 gpm Laminar (4) AA Batteries No a Ay," CA8301 40D657 
Rooper a oducts Milano Auto Faucet Brass 0.50. gpm Aerated (4) D Alkaline Batteries. Yes 6Y" 4.82" 1818968 35LX90 
Sloan Optima Brass 0.50 gpm Laminar Battery Yes 4/6" 3%" EBF-650-BAT-TEE-CP-0.5GPM-MLM-IR-FCT 491G79 
Optima Brass 0.50 gpm —_ Laminar Plug-In Yes A 6" 3%" ETF-600-PLG-TEE-CP-0.5GPM-MLM-IR-FCT 491G81 
T&S Brass Checkpoint Brass 2.20gpm _ Aerated (2) AA Batteries Yes 47f = EC-3103 443V42 
Mid-Arc-Spout 
Innsbrook Selectronic Cast Brass 0.35 gpm Spray Lithium Battery Yes 3%6" 39/4" 6055204.002 41H847 
American Standard Innsbrook Selectronic Cast Brass 0.50gpm Laminar Lithium Battery No 3%6 39/4" 6055205.002 4THG6 
Innsbrook Selectronic Cast Brass 1.50 gpm Laminar Lithium Battery No 3%6" 39/4" 6055202.002 41H820 
pe = Brass 0.50 gpm Aerated «= OVDU Fig In Power No A3%a" 45/6 SF2300 5UVA3 
_— Brass 0.50gpm __ Aerated Battery No 43% q" 445%" SF2350 5WHXO 
Aqua-Fit Brass 0.50 gpm Laminar (4) AA Batteries Yes 634" 5 4 Z6955-XL-S-F-LL 46CD91 
Fina AquaSense Brass 0.50gpm ___ Aerated (4) AA Batteries No oY ALS Z6915-XL-F 41J524 
AquaSense Brass 0.50 gpm _ Aerated (4) AA Batteries No 634" 5 As Z6915-XL-CWB-F 45ND30 
AquaSense Brass 1.50 gpm __ Aerated (4) AA Batteries Yes 634" A eAls Z6915-XL 41J523 
Gooseneck Spout 
Sloan Optima Brass 2.20 gpm Laminar Plug-In Yes 6" 10%" — ETF-770-4-PLG-TEE-CP-2.2GPM-LAM-IR-FCT 491G83 
Sensorflo Metal 0.50gpm Aerated AC Powered Yes 5/6" 12" $-9228-CA-E 46AE77 
Speakman Sensorflo Metal 0.50 gpm _ Aerated Battery No Ry ALe 12" $-9127-CA-E 46AE64 
Sensorflo Metal 0.50 gpm _ Aerated Battery Yes Re Ae 12" $-9122-CA-E 46AE63 


Rubbermaid 





SLOAN, GHz 
Automatic Hand Soap Dispensers 


Hands-free automatic counter dispensers release a premeasured amount 
of hand soap to help prevent waste. Infrared sensors detect the presence 
of hands so users don't have to touch the handle or dispenser opening. 






No. 2VEFi « No. 8ZH89 
— Hygiene Refill Dispenser Mfr. Item 
Hygiene Series Form Size Color Material 4H W D Brand Model No. 
Automatic Hand Soap Dispensers, ADA Compliant 
HEALTHMINDER Liquid 800mL Black Brass 4%" 1'%e6" 5%" Sloan  ESD250 2VEF1 
GOJO Foam 1500mL__ Silver Brass 4%" pa 94%" Sloan ESD-1500 468A77 
Hygiene Hygiene Dispenser Mfr. Item 
Includes Series Form Refill Size Color Brand Model No. 
‘i 9 Automatic Hand Soap Dispenser and Refill Kit 
oO. oO. Lotion Soap, ce Rubbermaid 
5XTH5 5XTH7 (4) D Batteries ‘ONE Shot —_ Liquid 800mL = Chrome ~— Commercial Products *G°00894 — 82H89 
Mfr. Item 
Size Hygiene Series Hygiene Form Packaging Type Brand Model No. 
Replacement Soaps, Unscented 
800mL Sloan Liquid Cartridge Sloan ESD217 SXTHS 
1000mL Universal Foam Cartridge Sloan $JS1751-3 — 5XTH7 
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For information on faucet spout shapes, see page 2733. 


Single-Hole Wall-Mount Bathroom Faucet 


Faucet installs into one hole in a wall or on a vertical surface to save counter space in tight or busy bathrooms. 
Single, low-arc-spout delivers both hot and cold water and sits close to the sink basin. Chrome finish. 





Faucet Faucet Body Flow Flow Mfr. Item 
Brand Handle Type Material Rate Outlet Type Spout Length Model No. 
T&S Brass Cross Brass 6.25 gpm Laminar 39%a" B-0706 4XKJ5 


ck fe 
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Low-Arc-Spout Low-Arc-Spout Low-Arc-Spout Low-Arc-Spout Low-Arc-Spout 
Gerber Chicago Faucets Moen Trident Ez-Flo . | om a 
No. 499C85 No. 29RR63 No. 52RP89 No. 48LX71 No. 444J03 U) & 4 
. / 
e pan ; " Gooseneck-Spout Gooseneck-Spout 
am Ag Me Chicago Faucets Delta 
: u! b\ Alte No. 26Y221 No. 4NLL3 
Low-Arc-Spout Low-Arc-Spout Mid-Arc-Spout Mid-Arc-Spout Mid-Arc-Spout 
Encore Zurn American Standard Dominion Faucets Speakman 
No. 20HK61 No. 29VL96 No. 448M89 No. 45L021 No. 455D74 
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BY SPEAKMAN’ *TRIDENT’ Dominion FAUCETS EE ESO Encore’ KOHLER. 
Two-Hole Deck-Mount Centerset Bathroom Faucets Gooseneck-Spout _ Gooseneck-Spout 


BY KISSLER & CO. INC. by Com 








Faucets install onto bathroom sinks that have two centered holes that are 4" apart when measured from center-of-hole yee! peels 
; ; ; No. 493H38 No. 55VF52 
to center-of-hole. These one-piece units have a spout and one or two handles on a single base for easy installation. 
Faucet Body Flow Flow Spout Spout ADA Mfr. Item 
Brand Series Faucet Finish Material Rate Drain Style Outlet Type Length Height Compliance Model No. 
Low-Arc-Spout 
Dome Lever Handle 
Chicago Faucets 802 Chrome Cast Brass —_—(0.50 gpm _— Laminar 4" 24" Yes 802-VIO00E66ABCP 48YD92 
Gerber 43-431 Chrome Brass 1.20 gpm _ Drain with Pop-Up Rod __ Aerated oe" 1%6 Yes G0743431 499085 
aire Aquaspec Chrome Brass 0.50 gpm = Aerated 0/4 3%" Yes Z81103-XL-3M 46CD98 
Aquaspec Chrome Brass 2.20 gpm _ Aerated AV" 398" Yes Z81103-XL 29VM06 
Joystick Handle 
Colony Pro Chrome Metal 1.20 gpm _ Drain with Pop-Up Rod __ Aerated AV" 36° Yes 7075000.002 448M87 
American Standard Monterrey Chrome Cast Brass 1.20 gpm_ Drain with Pop-Up Rod _ Aerated 4% 28 Yes 6114111.002 48UK56 
Reliant 3 Chrome Cast Brass 1.20 gpm_ Drain with Pop-Up Rod _ Aerated 47 2% Yes 7389047 .002 48UK78 
2201 Chrome Cast Brass = 2.20 gom__ Drain with Pop-Up Rod _ Aerated 45/a" 4" Yes 2201-4ABCP 26Y214 
Pisano taucsts 420 Chrome Cast Brass —_—*0..50 gpm _ Spray 4%" 34" Yes 420-E2805ABCP 29RR63 
g 420 Chrome Cast Brass ——- 1.50 gpm = Laminar 4 34" Yes 420-ABCP oUTTS 
420 Chrome Cast Brass 1.50 gpm Drain with Pop-Up Rod Laminar 4%" 34" Yes 420-POABCP 6XAH3 
Classic Chrome Brass 1.20 gpm _ Drain with Pop-Up Rod _ Aerated 5! 6.56 Yes 900-DST 4NLK1 
Delta Commercial Chrome Brass 1.20 gpm _ Drain with Pop-Up Rod Aerated ay 6.56 Yes 901LF-HDF 10N781 
Delta Delta Commercial Chrome Brass 1.50 gpm = Aerated oa" = Yes 220131 4NLK8 
Delta Commercial Chrome Brass 1.50 gpm — Aerated 5: 4.88 Yes o20LF-HDF 10N782 
Delta Commercial Chrome Brass 1.50 gpm _ Drain with Pop-Up Rod _ Aerated oy" = Yes 220331 4NLK6 
Chateau Chrome Brass 1.20 gpm _ Aerated 43" 2" Yes L4605 52RP89 
Moen Chateau Chrome Brass 1.20 gpm _ Drain with Pop-Up Rod Aerated 43" t Yes L4621 52RP90 
M-Dura Chrome Brass 1.20 gpm — Aerated (a 34" Yes 8413F12 46KK56 
M-Dura Chrome Brass 2.20 gpm = Aerated ay 34 Yes 8413 4NEJ2 
T&S Brass —_— Chrome Brass 2.20 gpm _— Aerated 4" _— Yes B-2/11 ONRE3 
Knob Handle 
Delta Delta Commercial Chrome Brass 1.50 gpm = Aerated 3/6 34 Yes 2002LF 6NRG1 
Delta Delta Commercial Chrome Metal 1.20 gpm Drain with Pop-Up Rod _ Aerated 5%" 3% No 2002LF o2HP82 
Heminiancatceis Silver Chrome Cast Brass 1.20 gpm = Aerated 4" = No 77-1009 45L014 
Silver Chrome Cast Brass 1.20 gom__Drain with Pop-Up Rod _ Aerated 4" = No 71-1106 31XJ38 
Nonmetallic Collection Chrome Plastic 1.2 gpm == Aerated 3 ae No 10252 444J06 
Nonmetallic Collection Chrome Plastic 2.00 gom_ Drain with Pop-Up Rod __ Aerated a ie No 10256N 444J18 
EzZ-Flo Prestige Collection Chrome Brass 1.20 gpm = Aerated a” 34" No 10120LF 444J17 
Prestige Collection Chrome Brass 1.20 gpm _ Drain with Pop-Up Rod __ Aerated 5 34" No 10119LF 444J16 
Traditional Collection Chrome Metal 1.20 gpm = Aerated Be 1% No 10281LF 444J99 
Trident — Chrome Brass 1.20 gpm — Aerated 31/6" 2% No A8LX71 48LX71 
Lever Handle 
Agierican’Standard Colony Pro Chrome Metal 1.20 gpm _ Drain with Pop-Up Rod __ Aerated AV" 34 Yes 7075200.002 448M99 
Colony Pro Brushed Nickel Metal 1.20 gpm _ Drain with Pop-Up Rod Aerated 4V" YA" Yes 7075200.295 448N13 
Chicago Faucets 802 Chrome Cast Brass 2.20 gpm — Aerated 4" 2/4" Yes 802-VXKABCP 26Y302 
Delta Delta Commercial Chrome Brass 1.50 gpm Grid Strainer Aerated 04" 3% Yes 210333 4NLK7 
EZ-Flo Impressions Collection Brushed Nickel Metal 1.20 gpm _ Drain with Pop-Up Rod __ Aerated 0! 194" Yes 10191 444J03 
Moen M-Dura Chrome Brass 1.20 gpm = Aerated ae 4V Yes 8210F12 46KK53 
T&S Brass _ Chrome Brass 2.20 gpm _— Aerated 3/4" —_ Yes B-0871 5NRE4 
Wristblade Handle 
American Standard Monterrey Chrome Cast Brass —- 1.50 gpm _ Aerated 39/4" 194" Yes 9500170.002 4THP9 
Prien Fugees 802 Chrome Cast Brass —_—- 1.00 gpm _ Aerated 4" 24" Yes 802-V317E64ABCP 48YD89 
g 802 Chrome Cast Brass 2.20 gpm — Aerated 4" 2/4" Yes 802-V31/7ABCP 26Y186 
Delta Delta Commercial Chrome Brass 1.50 gpm _— Aerated o%4" 398" Yes 210132 4NLL1 
Encore KL83 Chrome Brass 0.50 gpm _— Aerated 4" a. Yes KL83-4104-CA4 20HK61 
Kohler Triton Bowe™ Polished Chrome Brass 0.50 gpm Drain Not Included Laminar 3'%6 1%" Yes K-400T20-4ANL-CP 55 VF60 
Moen M-Bition Chrome Brass 1.20 gpm — Aerated 4" 3%6° Yes 8800 52RP91 
Moen M-Dura Chrome Brass 2.20 gpm = Aerated 51" Ay" Yes 8215 4NEJ1 
T&S Brass = Chrome Cast Brass = 2.20 gom__ Drain with Pop-Up Rod _ Aerated 3/4" Yes B-0891 4XKJ7 
Zurn Aquaspec Chrome Cast Brass —_—*0.50 gpm _— Aerated AY" 35 Yes Z81104-XL-3M 29VL96 
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Faucet Body Flow Flow Spout Spout ADA Mfr. Item 
Brand Series Faucet Finish Material Rate Drain Style Outlet Type Length Height Compliance Model No. 
Mid-Arc-Spout 
Lever Handle 
American Standard Delancey Polished Chrome Brass 1.20 gpm ___Press and Seal Drain Aerated AI 6" 5%" Yes 7052207.002 559DM06 
Portsmouth Brushed Nickel CastBrass 1.20gpm_ Drain with Pop-Up Rod _ Aerated 49% 2 Yes 7415201 .295 48UK86 
Dominion Faucets Silver Chrome Cast Brass 1.20 gpm _ Drain with Pop-Up Rod _ Aerated 4" = Yes 77-1190 45L021 
Speakman Chelsea Chrome Brass 1.20 gpm Drain with Pop-Up Rod Aerated 3" 2°>%a" Yes SB-1/711-E 455D74 
Straight-Spout 
Lever Handle 
Kohler Triton Bowe™ Chrome Brass 1.00 gpm — Aerated 3'A6 — Yes K-4001T20-4AKA-CP  493J97 
Gooseneck-Spout 
Dome Lever Handle 
Chicago Faucets 1895 Chrome Cast Brass 2.20 gpm — Aerated 32" 3 Yes 1895-ABCP 26Y221 
Lever Handle 
Delta Delta Commercial Chrome Cast Brass —- 1.50 gpm _— Aerated 4V" — Yes 2/04843 4NLL3 
Archer Chrome Brass 1.20 gpm Drain with Pop-Up Rod _ Aerated 4" 6%" Yes K-11075-4-CP 493H38 
Kohler Triton Bowe™ Chrome Brass 1.00 gom _— Aerated Ry Ate _— Yes K-400T70-4AKA-CP  493J99 
Triton Bowe™ Polished Chrome Brass 0.50 gpm Drain Not Included Laminar oe 134" No K-4001T70-4ANL-CP — 55VF52 
Triton Bowe™ Polished Chrome Brass 1.00 gpm Drain Not Included Laminar AeA 134" Yes K-400T70-4AKL-CP —_5OVF51 
Aquaspec Chrome Brass 0.50 gpm _ Aerated AY" 10 “Ae Yes Z812A1-XL-3F 46CD99 
at Aquaspec Chrome Brass 0.50 gpm = Aerated 6%" 11 “%e Yes Z812B1-XL-3F 46CE01 
Aquaspec Chrome Brass 2.20 gpm — Aerated 3%" 10 “Ae Yes Z812A1-XL 29VL99 
Aquaspec Chrome Brass 2.20 gpm = Aerated 0% 11: “e Yes Z812B1-XL 38VC59 
Wristblade Handle 
Kohler Triton Bowe™ Polished Chrome Brass 1.00 gpm Drain Not Included Laminar O68 134" Yes K-400T70-5AKL-CP —_—SOVF53 
rh ‘ . _ ‘ 
= '_, ™ Brushed Nickel Chrome - , ‘ Chrome a / s att 
= se | i Straight-Spout Low-Arc-Spout Low-Arc-Spout ‘ 
i | ' Speakman Chicago Faucets Kohler - Chrome 
' No. 46AE09 No. 48YD59 No. 493H40 Low-Arc-Spout 
Zurn 
ze 2 No. 46CE14 
iL’ 4 ur 
ai fie 
) = Chrome Chrome Chrome Legacy Bronze 
? Mid-Arc-Spout Straight-Spout Low-Arc-Spout Low-Arc-Spout 
Ez-Flo Grohe Moen American Standard 
No. 444J04 No. 448N50 No. 40D691 No. 55DM91 
CHICAGO = i Peete 7 ia. 
» FAUCETS®= OEN EZ-FLO ——— > = 
AneritonStoded SPEAKMAN F2°2tS= KOHLER: (JMOEN ZURN > le 4. 
Three-Hole Widespread Deck-Mount Bathroom Faucets ahem ee 
Faucets install into a sink, counter, or horizontal surface with three holes where the outermost holes are 8" apart Kohler 
when measured from center-of-hole to center-of-hole. Hot and cold water supplies are combined inside the spout. No. 55VF58 
Faucet Faucet Body Flow Flow Spout Spout ADA Mfr. Item 
Brand Handle Type Series Material Rate Drain Style Outlet Type Length Height Compliance Model No. 
Brushed Nickel Faucet Finish 
Low-Arc-Spout 
Aineriean Standard Lever Colony Pro Metal 1.20 gpm Drain with Pop-Up Rod Aerated o a Yes 1075802.295 448N17 
6 Wis Lever Town Square S Brass 1.20 gpm Drain with Pop-Up Rod Aerated Ry Ale 276 Yes 7455801.295 90DM92 
traight-Spout 
Lever Caspian Brass 1.20 gpm Drain with Pop-Up Rod Aerated 5 8%" Yes SB-1221-E-BN 46AE09 
Speakman Lever Kubos Brass 1.20 gpm Drain with Pop-Up Rod Aerated 5 49/a" Yes SB-2421-BN 455D80 
Lever Neo Brass 1.20 gpm Drain with Pop-Up Rod Aerated 42Vao" 6/4" No SB-1021-E-BN 46AD95 
Chrome Faucet Finish 
Gooseneck Spout 
Kohler Lever Alteo Brass 1.20 gpm Drain with Pop-Up Rod Aerated Ay," 6%" Yes K-45102-4-CP 493H42 
Lever Forte Brass 1.20 gpm Drain with Pop-Up Rod Aerated oY 34" Yes K-10272-4-CP 493H44 
Low-Arc-Spout 
Lever Colony Pro Metal 1.20 gpm Drain with Pop-Up Rod Aerated 3 a Yes 7075800.002 448N03 
American Standard Lever Monterrey Brass 1.50 gpm — Aerated 24" 24" Yes 6500140.002 20CK73 
Wristblade Monterrey Cast Brass 0.35 gpm Laminar 4ve° 24" Yes 6500174.002 41H850 
Lever 404 Cast Brass 0.50 gpm _— Laminar 5 2%" Yes 404-E70ABCP 48YD59 
Chicago Faucets Lever 404 Cast Brass 2.20 gpm = Aerated ay 2% Yes 404-ABCP SUTT/ 
g Wristblade 404 Cast Brass 0.50 gpm —_ Laminar 5" 2% Yes 404-E/70-317ABCP  48YD57 
Wristblade 404 Cast Brass 2.20 gpm Aerated 5 2% Yes 404-317ABCP 6XAF1 
Kohler Lever Coralais Brass 1.20 gpm Drain with Pop-Up Rod Aerated 4"e' 4" Yes K-15261-4RA-CP —_ 493H40 
Lever Devonshire Brass 1.20 gpm Drain with Pop-Up Rod Aerated 6%" 45" Yes K-394-4-CP 493H41 
Moen Wristblade M-Dura Brass 2.20 gpm — Aerated oO. 43/6" Yes 8228 40D652 
Speakman Wristblade Commander Brass 0.50 gpm _— Aerated 4" 8 Yes SC-3044-LD-E 46AD75 
Lever Aquaspec Brass 0.50 gpm _— Aerated 6%" a. Yes Z831R1-XL-3M 46CE14 
Fai Lever Aquaspec Brass 2.20 gpm _ Aerated bY" a Yes Z831R1-XL 29VM07 
Wristblade Aquaspec Brass 0.50 gpm _— Aerated 6%" a Yes Z831R4-XL-3M 46CE15 
Wristblade Aquaspec Brass 2.20 gpm = Aerated 5 a Yes Z831R4-XL 29VL93 
Mid-Arc-Spout 
Ez-Flo Lever Impressions Collection Brass 1.20 gpm Drain with Pop-Up Rod Aerated 6%" on Yes 10192 444J04 
Speakman Lever Chelsea Brass 1.20 gpm Drain with Pop-Up Rod Aerated oO: of" Yes oB-1721-E 46AE17 
Straight-Spout 
Grohe Lever Concetto Brass 1.20 gpm Drain with Pop-Up Rod Aerated OAs 3%" Yes 20572001 448N50 
Moen Lever 90° Metal 1.20 gpm Drain with Pop-Up Rod Aerated 4" 4ve Yes 186720 40D691 
Speakman Lever Caspian Brass 1.20 gpm Drain with Pop-Up Rod Aerated we 8s" Yes oB-1221-E 46AE08 
| CONTINUED | } 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE° PLUMBING 
Find the yf. Find Solutions. Find Great Prices. Kitchen Faucets 








«Enc For information on faucet spout shapes, see page 2733. | 
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a Geberit company Buy it for looks. Buy it for life* 


Three-Hole Widespread Deck-Mount Bathroom Faucets 


Faucet Faucet Body Flow Flow Spout Spout ADA Mfr. Item 
Brand Handle Type Series Material Rate Drain Style Outlet Type Length Height Compliance Model No. 
Legacy Bronze Faucet Finish 
Low-Arc-Spout 





American Standard Lever Town Square S Brass 1.20 gpm Drain with Pop-Up Rod Aerated a6 26. Yes 7455801.278 55DM91 
Mid-Arc-Spout 

American Standard Lever Edgemere Brass 1.20 gpm Drain with Pop-Up Rod Aerated 4s/a" 4M"e: Yes 7018801.278 90DM28 
Polished Chrome Faucet Finish 

Gooseneck Spout 

Kohler Wristblade Triton Bowe™ Brass 0.50 gpm Drain Not Included Laminar Rye 1%6° Yes K-8001T70-5ANL-CP 55VF58 
Low-Arc-Spout 

American Standard Lever Town Square S Brass 1.20 gpm Drain with Pop-Up Rod Aerated 2/6 26 Yes 7455801.002 99DM90 
Kohler Lever Triton Bowe™ Brass 0.50 gpm Drain Not Included Laminar oY" 116" Yes K-8001T20-4ANL-CP 55VF89 
Mid-Arc-Spout 


American Standard Lever Delancey Brass 1.20 gpm Press and Seal Drain Aerated A's/6" a4" Yes 7052807 .002 v9DM09 





i tates FAUCETS = 
a Geberit company see what Delta can do” 

















1 } , 
ers fe] sto) "13 wv. L ; J 
ZURN. fee TRIDENT BY Yh  - 
= E =  ————— P xr 
Single-Hole Deck-Mou nt Kitchen Sink Faucets Low-Arc Spout Low-Arc-Spout Low-Arc Spout 
Faucets install into one hole on a new or existing kitchen sink or counter. Hot and cold water flows Chicago Faucets Delta Zurn 
through a single spout. These aerated faucets may be used with cover plates that cover extra ee enre Mo: SNAG mOsweavot 
predrilled holes in a sink. Chrome finish, except No. 493J35 is stainless steel. ADA Compliant. = 
ead : Faucet Body Flow Spout Spout al | tem a 
ran eries ateria ate engt eight ode 0. . een ‘a a 
Low-Arc-Spout } *| ——— we ' 
Joystick Handle “Te sie 
American Standard Colony Pro  CastBrass 1.50 gpm 8" 4.9" 7074010.002  448N18 A 
Chicago Faucets 430 Brass 1.50 gpm g" 6" 431-MPABCP —_29RR7/0 Se ‘ 
Delta NA Brass 1.50gpm 8's" 7.81" 101LF-HDF 6NRG2 am | ar 
git Bescon Aquaspec Brass 0.50 gpm 10 11% Z82300-XL-3M  52JJ07 Straight-Spout Straight-Spout Straight-Spout 
Terstlck Handle American Standard Grohe Trident 
American Standard Reliant + Cast Brass 2.20 gpm QV" 6" 4205104.002 4THR4 No. 4THR4 No. 448N51 No. 5DJD3 
Grohe Concetto Brass 1.50 gpm /'%e' 4V" 31453001 448N51 
Trident — Brass 1.80 gom 9V6 {" oDJD3 5DJD3 
Gooseneck-Spout G 
Lever Handle ooseneck-Spout 
Chidane Faucets — Cast Brass 2.20 gpm 5 YA" 131%" 50-ABCP 4KTK9 Kohler 
g — Cast Brass 2.20 gpm 5M" 13%" 50-XKABCP 26Y303 ( No. 493J34 
Side Joystick Handle t) 
American Standard Colony Soft CastBrass 2.20gpm  8'%e' 8" 4175300.002  24PR01 “= 
Chicago Faucets 390 Cast Brass = 2.20 gpm 5 YA" 13" 390-ABCP SUTT4 , 
Wristblade Handle } 
Chicago Faucets 50 Cast Brass 2.20 gom 5/4" 13%" 90-317XKABCP  5UTU3 “ o 
Gooseneck Pull Out Spout : — 
Sie Joystick Randle Simpl B 1.50 9 9% K-596-CP 93J3 : 
implice rass .50 gpm i Ye" -596- 4 4 ! Joint. 
Kohler Simplice Brass 1.50gpm 9" 996" K-596-VS 493/35 Gooseneck-Spout ee aes 
Double-Joint-Spout Chi F 
Lever Handle icago Faucets = No. 4XKL1 
T&S Brass — Brass 5.23 gpm 18" 10%" B-0590 4XKL1 No. SUTT4 
FrLIrmraArhhnrs a LH“ . ~ 
CHICAGO = * . * 
FAUCETS +” ZURN. DOMINION FAUCETS spares es TRIDENT | 
Two-Hole Centerset Kitchen Sink Faucets y LL 
Faucets install onto kitchen sinks that have two centered holes that are 4" apart when 
Low-Arc-Spout Low-Arc-Spout 


measured from center-of-hole to center-of-hole. They can cover an unused middle hole on . 

Chicago Faucets T&S 
sinks with a three-hole centerset pattern. These one-piece units have a spout and one or No. 26Y242 No. SNRE7 
two handles on a single base. Deck mount, except No. 26Y192 is wall mount. Chrome finish. 








Faucet Flow i , 
Body Flow Outlet Spout Spout ADA Mfr. Item & i ame 
Brand Series Material Rate Type Length Height Compliance Model No. 4 o 
Low-Arc-Spout = 
Dome Lever Handle eS 
Chicago Faucets 1100 Cast Brass 2.20gpm Aerated  8' 6%" Yes 1100-XKABCP 26Y242 
Zurn Aquaspec _ Brass 0.50 gpm Aerated 8 6'%e Yes Z8/1G3-XL-3F 46CE25 Low-Arc-Spout 
Aquaspec Brass 2.20gpm Aerated 8" 6'Y%e Yes Z8/1G3-XL 45K792 Zurn ' 

Joystick Handle hs i 
T&S Brass — Brass 2.20gpm Aerated 9" 7®V%a" Yes B-2731 5NRE7 No. 468D40 — 
Zurn Temp Gard Cast Brass 1.00 gpm Aerated 8%" 7%’ Yes Z78/2C-XL-SO 468D40 Straight-Spout 
Lever Handle Dominion Faucets 

02/ Cast Brass 2.20gpm Laminar 6%" 7%" Yes 02/-ABCP 26Y235 No. 45L018 

895 Cast Brass 2.20 gpm _ Aerated 12° ch Yes 895-L12ABCP  5UTV4 
Chicago Faucets 1100 Cast Brass 2.20 gpm Aerated 8 6% Yes a | De 3TFG9 S of 

W4D Brass 1.50gpm Aerated 9%" f Yes 369AB 41N763 =e 

w4D Brass 6.00 gom_Laminar 9¥2 a Yes _ W4D-L9E1-369AB_ 41N765  §traight-Spout 
Straight-Spout Ad Tab 
Knob Handle vance tanec 
Dominion Faucets Silver Cast Brass 1.75gpm Aerated 8" — No 77-4891 45L018 No. 3LMR7 
vever Mane H D B 1.50 Aerated 12 N K1-GR 3LMR 

eavy Duty rass 00 gpm_ Aerate ; 2) ) : 4 z 

Advance TabcO “Heavy Duty Brass 2.00 gpm Aerated 14" 91" No K-111 B-2201 3LMR8 aaah Sata! ' 
Gooseneck-Spout oon a 
Chicago Faucets 521 Cast Brass 12.00 gpm Laminar 5%" = 6%" Yes _521-GN2AE1ABCP 26Y192 No. SDJD6 
Trident _— Brass 1.80 gpm Aerated 3%" 10%' Yes oDJD6 5DJD6 





Sign in to Grainger.com® to see YOUR Pricing and MORE 


PLUMBING 
Kitchen Faucets & Pre-Rinse Faucets 


Scan. Order. Done. 
Details on page A1. 





Low-Arc-Spout 
Chicago Faucets 


No. 26Y226 
Ch 


Straight-Spout 
Dominion Faucets 
No. 45L026 


Ch 


| 








Low-Arc-Spout 
Chicago Faucets 





| 


Low-Arc-Spout 
American Standard 





Straight-Spout 
icago Faucets 
No. 26Y196 





Double-Joint-Spout 


icago Faucets 
No. 26Y184 


- 


No. 26Y234 No. 448N19 
=) 
ra 4 
£1 
Low-Arc-Spout iu "_, Low-Arc-Spout 
Delta : = —— Kohler 
& No. 4NLK3 “i ~ Sadi 
| | 
: i 
Oe 1 p 
CC —- < ; . = - i 
i dan . ‘| 
— at } 
Low-Arc-Spout Straight-Spout Gooseneck-Spout 
Moen Moen Zurn 
No. 4NEH8 No. 40D673 No. 468D46 
I 
r —— 





Low-Arc-Spout 
American Standard 
No. 448N21 





Low-Arc-Spout 
Delta 
No. 4NLK4 





Deck-Mount Wall-Mount 
T&S Encore 
No. 5WMY2 No. 20HK67 
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Low-Arc-Spout 
Chicago Faucets 
No. 29RR69 


Gooseneck-Spout 
Trident 
No. 12U344 


Dei 


“eee 


— 


Wall-Mount 
T&S 
No. 5WMX8 


Find even MORE on Grainger.com® 


For information on faucet spout shapes, see page 2733. 
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a Geberit company 


Two-Hole Widespread 
Wall-Mount Kitchen Sink Faucets 


Faucets install into walls or vertical surfaces that have two centered holes that are 8" apart 
when measured from center-of-hole to center-of-hole. Wall-mount faucets save counter space 
in tight or busy kitchens. All faucets are aerated and include lever handles. Chrome finish. 


Domimion FAUCETS 


BY RISSLER & CO. INC. 





Faucet Body Flow Spout Spout ADA Mfr. Item 
Brand Series Material Rate Length Height Compliance Model No. 
Low-Arc-Spout 
Chicago Faucets 445 CastBrass 2.20 gpm 8" We Yes 445-L8ABCP 26Y226 
Straight-Spout 
Chicago Faucets 040  CastBrass 2.20 gpm 12" 5 Yes 040-LDL12ABCP _26Y196 
Dominion Faucets _ Silver —_ Brass 2.20 gpm 3" — No 77-8600 45L026 
Double-Joint-Spout 445  CastB 2.20 13 AY; Y 445-DJ1i3ABCP —26Y250 
. ast Brass .20 gpm . 0" es F 
Chicago Faucets = —“q45~Cast Brass 2.20gpm 18" 41" Yes 445-DJ18ABCP _26Y184 


CHICAGO™ An crican Standard CGN KOHLER. (JIMOEN 


a Geberit company see what Delta can do” 


Three-Hole Widespread 
Deck-Mount Kitchen Sink Faucets 


Faucets install into a sink, counter, or horizontal surface with three holes where the outermost 
holes are 8" apart when measured from center-of-hole to center-of-hole. All faucets are 
aerated and have a chrome finish. ADA Compliant. 


ZURN. 





Faucet Body Flow Spout Spout Mfr. Item 
Brand Series Material Rate Length Height Model No. 
Low-Arc-Spout 
Dome Lever 
Hesse Faucets 1888 Cast Brass —- 2.20 gpm gy," 6%" 1888-ABCP 26Y234 
oystic 
American Standard Colony Pro Cast Brass 1.50 gom By" 4,9" 7074000.002 448N19 
Delta NA Brass 1.80 gpm —s-8'""e' 8.38" 100-DST 4NLK3 
Kohler Coralais Metal 1.50 gpm 8" 64" K=15171-F-GP 493J33 
Moen Chateau Brass 1.50 gpm QV" 6'"e 1425 4NEH8 
c Chateau Cast Metal 1.50 gpm 9" By" 67425 40D685 
ever 
Chicago Faucets 201 Cast Brass =. 2.20 gpm gy," 8" 201-AABCP 6XAE9 
Straight-Spout 
Wristblade 
American Standard Monterrey Cast Brass 1.50 gpm 1% 1%" 6405170.002 24PR20 
Moen M-Bition Cast Metal 1.50 gpm 8/4" 12/3" 8/99 40D673 
Gooseneck-Spout 
Lever 
Zum Aquaspec  CastBrass = 2.20 gpm of g 1" Z831A1-XL 468D46 
. CHICAGO = 2 " 
American Standeud FESS CYTWS *tRIDENT 
Faucets install onto kitchen sinks or counters and require three holes for the faucet unit 
with the outermost holes being 8" apart. A fourth hole is also required for the handheld 
sprayer. All faucets are aerated. 
Faucet Body Flow Spout Spout ADA Mfr. Item 
Brand Series Material Rate Length Height Compliance Model No. 
Low-Arc-Spout 
Joystick 
American Standard Colony Pro CastBrass 1.50gpm 8%" 4.9" Yes 7074040.002 448N21 
Chicago Faucets Brass 1.50 gpm g" 6" Yes 432-ABCP 29RR69 
Delta Classic Brass 1.80gpm 8'Ve' 8.38" Yes 400-DST 4NLK4 
Knob 
Trident — Brass 1.80 gpm 9'%6' 10%" No 12U343 12U343 
Gooseneck-Spout 
Lever 
Trident = Brass 1.80gpm 8%6' 10%e6 Yes 12U344 12U344 


by Component Hardware 


Gooseneck Pre-Rinse Faucets 


Sprays water for dishwashing, food processing, and washdown applications. Gooseneck 
extends above counter and curves to point directly into sink basin. Install on deck or wall, into 
sinks, counters, or horizontal surfaces that have two centered holes that are 8" apart when 
measured from center-of-hole to center-of-hole. Chrome-plated finish with lever handles 


No. of Faucet Body Flow Spout Mfr. Item 
Brand Series Holes Material Rate Length H Model No. 
Deck-Mount 
1 Brass 1.42 gom TZ. 40%" B-2338 SWMY2 
T&S Brass — 1 Brass 1.42 gom 14%e6' 3816" B-2250-B SWMY1 
— 1 Brass 1.42 gom 14%e6' 42" B-0113-B SWMX7 
Wall-Mount 
Encore KL53 3 Brass 1.60 gom 16%' 30. KL53-1000-BR 20HK6/7 ~ 
T&S Brass — 2 Brass 1.42 gom 14%6' 33%6" B-0133-B SWMX8 


* ADA Compliant. 
1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


PLUMBING 


Glass Filler, Bar Sink, Laundry and Eyewash Faucets 
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- For information on faucet spout shapes, see page 2733. 
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FAUCETS = i ™ ; 
a Geberit company : \ P 
Single-Hole | D Chicago Metering T&S 
H Faucets Chicago Faucets No. 5NRF4 
Wall-Mount Glass Fillers as sees ue pevaae 
Glass fillers install into one hole on a vertical surface bs 
h wall. They provi narrow stream of water 
ete! ae a ia . ey pe de a : Faucet Handle Faucet Body Flow Flow Spout Spout ADA Mfr. Item 
for filling drinking glasses or water bottles. Straight- Brand Series mata weet ; aoe Gulls Type Length Height Enmipiiniies eel Lae 
t f ts extend straight out from th of ; 312 eta ast Brass gpm aminar 8" 2" es 41N7 
= POuh ance ents ds alUneeut ie e body ie 324 Metal Cast Brass (0.25 gpm Laminar 4" 12" Yes 324-665PSHABCP 26Y282 
the faucet. Glass-activated push lever handles except aucets 779 Metal CastBrass 1.00gpm Aerated 4" —‘9%c" No 712-ABCP _41N759 
No. 26Y282 is metering requiring users to push to start, _ Plastic Brass —_-(0.25-2.25 gom_—_ Laminar — — 48%" Yes B-1205 5NRF4 
4 eg ‘ ; a P Ss = Plastic Brass 0.25-2.25gpm Aerated 3%" 9?Vea"__Yes B-1210 _5NRF3 
shuts off automatically. Chrome finish. Plastic Brass 0.25-2.25gpm Aerated 4%" 4374s" ‘Yes B-1200 2MCU2 
Gooseneck Bar GHIGAGO = 
FAUCETS = 





NUY, BS WMO OEN & 


a Geberit company see what Delta can do~ 


Sink Faucets 
Bar sink faucets are compact with a tall spout. Install on small sinks in tight areas where food is prepared or 
beverages are served, such as bars and restaurants. Feature metal faucet handles, aerated flow spouts and 
chrome finish. Single-Hole Faucets install into one hole on a bar sink or counter. Two-Hole Centerset 
Faucets install onto sinks, counters, walls or other vertical or horizontal surfaces that have two centered 
holes that are 4" apart when measured from center-of-hole to center-of-hole. Three-Hole Widespread 
Faucets install into a sink or counter with three holes where the outermost holes are 8" apart when 
measuring from center-of-hole to center-of-hole. 


Flow 
No. of FaucetBody Flow Outlet Spout Spout ADA Mfr. Item 
Brand Series Handles Material Rate Type Length Height Compliance Model No. 
Single Hole Deck-Mount 
Lever Handle 
Chicago Faucets 90 2 Cast Brass 1.50gpm Aerated 5%" 13%) Yes 90-E35-XKABCP 48YD70 
T&S Brass — 2 Brass 8.6/ gpm Aerated 9%" 13%!" No B-0300 4XKK7 
Two-Hole Centerset Deck-Mount 
Wristblade Handle 
Moen M-Bition 2 Cast Metal 1.2 gpm Aerated 4%" 8%' Yes 8948 6MPT6 
M-Bition 2 Metal 1.50 gpm Aerated 4%6 10%" Yes 8938 4NEJ5 
Two-Hole Centerset Wall-Mount 
Lever Handle 
T&S Brass 2 Brass 13.80 gom Laminar 10%" 6% ' Yes B-0341 100480 
Two-Hole Off Center-Right Deck-Mount 
Joystick Handle 
Delta Classic 1 Brass 1.50gpm Aerated 5° 10" Yes 1903DST 4NLK5 
Three-Hole Widespread Deck-Mount 
Wristblade Handle 
Moen M-Dura 2 Brass 1.50 gpm Aerated 5%" 10%! Yes 8248 o2JN02 
M-Dura 2 Brass 1.50 gpm Aerated 38 13%! Yes 8220smf15  46KK59 
Moen M-Dura 2 Brass 2.20gpm Aerated 8 13%" Yes 8225 6MPT7 


Two-Hole Laundry ee. —— 
Sink Faucets 7 seis 


Faucets provide water for washing laundry and fabrics in commercial and residential laundry facilities. These 
chrome-finish faucets have a short low-arc-spout and two handles. Genterset Faucets install onto horizon- 
tal (deck-mount) or vertical (wall-mount) surfaces with two centered holes that are 4" apart when measured 
from center-of-hole to center-of-hole. Widespread Faucets install into walls or vertical surfaces that have 
two centered holes that are 8" apart when measured from center-of-hole to center-of-hole. ADA Compliant. 


Faucet Faucet Body Flow Flow Spout Spout Mfr. Item 
Brand Series Handle Type Material Rate Outlet Type Length Height Model No. 
Centerset Deck-Mount 
American Standard 7/0/74 Lever Cast Brass 1.50 gom Laminar iA 4.6" 7074240.002 448N36 
Lever Brass 2.20 gpm Aerated 6" — B-1120 ONRE8 
— Lever Brass 2.20 gpm Aerated 6" 6%" B-1110 oNRES 
T&S Brass — Lever Brass 2.20 gpm Aerated 3" 64" B-1121 4XKJ9 
— Lever Brass 18.39 gom_ _ Aerated 12" 10" B-0221 4XKK5 
= Lever Brass 18.39 gpm _ Aerated 18" 2" B-0220 4XKK6 
— Lever Brass 23.09 gpm __ Aerated 6" 3" B-0222 4XKK4 
Centerset Wall-Mount 
T&S Brass — Lever Brass 2.20 gpm Aerated 6" RY ATs B-1115 SNRFO 
Big-Flo Cross Brass 44.27 gpm _ Aerated 12: 8 Ye B-0290 ONRF2 
Widespread Wall-Mount 
T&S Brass = Lever Brass 2.20 gpm Aerated 6" — B-0230-01 ONRF1 
— Lever Cast Brass 23.09 gpm _ Aerated 12" ie B-0231 ONRFO 
Zurn Aquaspec Lever Brass 0.50 gpm Aerated gy" 6%" —- Z843J1-XL-3F 46CE16 


Service Sink Faucet with Eyewash SPEAKMAN’ 


Eyewash (No. 2WLL7) is attached directly to faucet's cold water integral stop port. Faucet and 
eyewash can operate independently. Includes eyewash, drench hose with twin plastic spray 
heads, and wall-mount bracket. Chrome finish. 


Flow Faucet No.of Mounting Hole Spout Mfr. Item th 
Series Rate Spout Shape Connection Holes Centerto Center Length Model No. f my 1 
Service Sink Faucet with Eyewash lw 
Eyesaver 2.66 gpm Straight Yo" FNPT 2 8" g" SEF-9000 2WLL7 I) 
Mfr. Item = 
Description Model No. 
Accessories 
Eyewash Spray Head Assembly (SEF1800's) RPG38-0388 4NGX7 
Flip Top Dust Covers RPGO/-0104 3HER1 
Sprayhead Assembly (SEF-490/495) RPG38-0390 3HEP9 
Seal Replacement Kit for SEF-1800 RPG49-0003 4NGX4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 












Single-Hole 





Chicago Faucets ‘~~ ry | ‘ 
No. 48YD70 | os 
i 
Two-Hole Deck-Mount 
Moen 
Two-Hole No. 6MPT6 
Wall-Mount . 
T&S 
No. 10C480 
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Three-Hole 
Moen 
No. 52JNO2 & Two-Hole 
- Off Center 
 —_ i Delta 
rT, =, No. 4NLK5 
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Poms “= 
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Deck-Mount Deck-Mount 
American Standard T&S 
No. 448N36 No. 5NRE9 
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T&S 1) _ 
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Zurn 
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PLUMBING 
Service Sink & Multipurpose Faucets 








Low-Arc-Spout 
Chicago Faucets 
No. 26Y233 


Pp Ay 


we Se 
ey ~~Hh 
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Straight-Spout 
Moen 
No. 40D653 


*) 


c\ 
- ‘? “ 


Straight-Spout 
Zurn 
No. 24A613 


Low-Arc-Spout 
T&S 
No. 4XKK1 





Straight-Spout 


American Standard 


No. 41H839 


- = - 4, 
a ‘j r *% os “ 
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Straight-Spout 
Speakman 
No. 6MPF5 





Gooseneck-Spout 
Chicago Faucets 


No. 26Y275 
_ - \ 
| 
rx . i 
4 i 
« 


American Standard 


No. 4THR1 


Gooseneck-Spout Hi 


Delta 


No. 4NLL4 






woe h a) 
~OoF 


Gooseneck-Spout 
Advance Tabco 


No. 3KJU8 






Zurn 
No. 4JPC6 


i 





Gooseneck-Spout | 





Straight-Spout 
Chicago Faucets 
No. 26Y239 


-" 
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Scan. Order. Done. 
Details on page A1. 





For information on faucet spout shapes, see page 2733. 
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ETS < tmeritanStandead §PEAKMAN ZURN. 
Two-Hole Wall-Mount Service Sink Faucets 


Faucets are used for frequent, heavy use in maintenance areas for filling buckets and other maintenance tasks. 
Install new faucets or replace existing faucets. Widespread Faucets install into walls or vertical surfaces that 
have two centered holes that are 8" apart when measured from center-of-hole to center-of-hole. Centerset 
Faucets install into walls or vertical surfaces that have two centered holes that are 4" apart when measured from 
center-of-hole to center-of-hole. Chrome finish. 


wy) Buy it for 


looks. Buy it for life® 











a Geberit company see what Delta can do™ 





SMART FASRIGATION™ 


Faucet Faucet Max. Mounting 
Handle Body Flow Hole Center Spout Spout ADA Mfr. Item 
Brand Series Type Material Rate Distance Length Height Compliance Model No. 
Low-Arc-Spout 
Widespread 
qziicage Faucets 445 Lever Cast Brass 2.20 gpm 8" 12" 5%" Yes 445-L12ABCP 26Y233 
enterset 
Moen Chateau DomeLever Brass 2.20 gpm 4" YA 6%" Yes 74998 4ZF68 
Straight-Spout 
Widespread 
8344 Lever Brass 16.00 gpm 8" 10%" — Yes 8344212.004 29RT22 
American Standard 8350 Lever Cast Brass 15.00 gpm a 634" _— Yes 8350243.004 41H839 
8351 Lever Cast Brass 15.00 gpm 8 1¥A" _ Yes 8351076.004 41H840 
—_ Lever Cast Brass 12.00 gpm 8 2 Ye" _— Yes 305-RCF 5E962 
= Lever Cast Brass 12.00 gpm 3 298" 47, Yes 305-VBRRCF  2P946 
Chicago Faucets _— Lever Cast Brass 12.00 gpm 8 oy" AV," Yes 897-RCF 2P954 
_— Lever Cast Brass 12.00 gpm 8 5%" 5%" Yes 886-CP 2LYP2 
— Lever Cast Brass 2.20 gom 8 6" _ Yes 445-ABCP —3TFH5 
Moen M-Dura Lever Brass 2.20 gpm 8 4" — Yes 8230 40D653 
Speakman Commander __ Cross Brass 14.00 gpm 8 g" _— No SC-5811-RCP 6MPF5 
Zum Aquaspec Lever Brass 0.50 gpm 8 6Y," AY," No Z843M1-XL 24A613 
Gooseneck-Spout 
Centerset 
Chicago Faucets _— Lever Cast Brass 1.50 gpm 4" 348 1%" Yes 220-ABCP  26Y275 
CHICAGO = TV] 
tmeritanStended Faucers> GSR ZURN. 


Multipurpose Faucets 


Simple two handle faucet designs are used in many different types of locations, including kitchens, bathrooms, 
break rooms, and hospitals. Chrome finish. Two-Hole Centerset Faucets install onto sinks, counters, walls, 

or other vertical or horizontal surfaces that have two centered holes that are 4" apart when measured from 
center-of-hole to center-of hole. lwo-Hole Widespread Faucets install into walls or vertical surfaces that 
have two centered holes that are 8" apart when measured from center-of-hole to center-of-hole. Three-Hole 
Widespread Deck-Mount Faucets install into a sink, counter, or horizontal surface with three holes where the 
outermost holes are 8" apart when measured from center-of-hole to center-of-hole. 


Faucet Body Flow Flow Spout Spout ADA Mfr. Item 
Brand Series Material Rate Outlet Type Length Height Compliance Model No. 
Two-Hole Centerset Deck-Mount 
Low-Arc-Spout-Spout, Lever Handle 
T&S Brass _ Brass 2.20 gpm __ Aerated 12" Bye" Yes B-1123 4XKK1 
— Brass 2.20gpm__ Aerated 8 64" Yes B-1111 4XKJ8 
Gooseneck-Spout, Wristblade Handle 
American Standard Monterrey Cast Brass 1.50gpm _ Aerated 5 64" Yes 75001 70.002 4THR1 
894 Cast Brass 2.20gpm_ Aerated 32" 9%" Yes 894-317ABCP 26Y232 
Chicago Fauceis 895 Cast Brass 1.50gpm Laminar 5'%' 11% Yes 895-31/7GN2FCAB 26Y188 
g 895 Cast Brass 2.20gpm_ Aerated 3" 9%" Yes 895-31 /7ABCP 3TFJ3 
1100 Cast Brass 2.20gpm__ Aerated oY" 12%" Yes 1100-G2E3-317AB 26Y191 
Delta Delta Commercial CastBrass 1.50gpm _ Aerated AV" Yes 2/C4842 4NLL4 
T&S Brass _— Brass 2.20gpm__ Aerated 394" gy" Yes B-0892 ONRES 
Aquaspec Brass 0.50 gpm __ Aerated bY" 12 Yes Z8/1B4-XL-3F 46CE23 
Aquaspec Brass 0.50 gpm __ Aerated 8 13 9" Yes Z8/1C4-XL-3F 46CE24 
Zum Aquaspec Brass 0.50gpm Laminar 3%" 10% Yes Z812A4-XL-FCO.5 48UL49 
Aquaspec Brass 2.20gpm Aerated 11'%6' 11 %e' Yes Z812B4-XL 4JPC5 
Aquaspec Brass 2.20gpm__ Aerated 5x8" 12% Yes Z8/71B4-XL 41J488 
Two-Hole Centerset Wall-Mount 
Low-Arc-Spout-Spout, Lever Handle 
T&S Brass = Brass 2.20 gpm __ Aerated 12" 1% Yes B-1128 4XKK2 
_ Brass 23.09 gpm_ Aerated 6 ove Yes B-0232 4XKK3 
Gooseneck-Spout, Lever Handle 
Advance Tabco Heavy Duty Brass 0.50 gpm __ Aerated 3Y" 8¥8" No K-59 3KJU8 
Two-Hole Widespread Wall-Mount 
Straight-Spout, Lever Handle 
Ghicsau Faucets 940 Cast Brass 2.20 gpm _ Aerated 6" 2" Yes 940-LDXKABCP 26Y239 
g 40 Cast Brass 2.20gpm_ Aerated 6" 2" Yes 940-LDABCP 26Y304 
Gooseneck-Spout, Wristblade Handle 
Phicano Pauceis 631 Cast Brass 1.50gpm _ Aerated 32" 84 Yes 631-E35RABCP  48YD73 
g 631 Cast Brass 2.20gpm _ Aerated 32" 84 Yes 631-ABCP 26Y198 
Three-Hole Widespread Deck-Mount 
Gooseneck-Spout, Wristblade Handle 
Monterrey Cast Brass 1.50gpm _ Aerated 5 6y2" Yes 65401 70.002 5SUTL2 
American Standard Monterrey Cast Brass 1.50gpm _ Aerated 8 8" Yes 6409170.002 24PR24 
Monterrey Cast Brass 1.50 gpm Laminar 3 3" Yes 6409180.002  24PR25 
786 Cast Brass 1.50 gpm _ Aerated 04 11%' Yes 786-HGN2AE35AB 48YD83 
786 Cast Brass 1.00 gpm Laminar 5%! 11%" Yes 786-GN2FCABCP —3TFH9 
Chicago Faucets 786 Cast Brass 2.20 gpm _ Aerated 3%" 10 -1/8" Yes 786-GN1IAE3ABCP 3TFH7 
g 786 Cast Brass 2.20 gpm__ Aerated 04 11%" Yes 786-E3ABCP 3TFH8 
786 Cast Brass 2.20gpm Laminar 5%! 11%' Yes 786-E29ABCP 6XAF5 
786 Cast Brass 2.20 gpm ___ Laminar 8" 11%" Yes 786-GN8AE29ABCP 5UTVO 
= Brass 2.20 gpm __ Aerated o%4" 10!" Yes B-2867-04 SNRE6 
T&S Brass _— Brass 2.20gpm _Spra 10%" = 10'e' No B-2865-04 4XKK9 
_ Brass 2.20gpm Spray 10'%6' 10%’ Yes B-2866-04 2MCT1 
Zum Aquaspec Brass 2.20gpm Aerated 11'%6 11" Yes Z831B4-XL 4JPC6 


* Drain with pop-up rod. 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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PLUMBING 
Laboratory Faucets & Washdown Nozzles 
























For information on faucet spout shapes, see page 2733. 











Gooseneck- 
Spout Faucet Faucet Flow 
No.of Handle Body Flow Outlet Spout Spout ADA Mfr. Item 
Watersaver Brand Handles Material Material Rate | Type LengthHeight Compliance Model No. 
Faucet Single-Hole Deck-Mount 
No. 2DCK1 Gooseneck-Spout, Cross Handle , 
ast ee , ; 
Chicago Faucets 1 Metal Brace 1.00gpm Nozzle 5%" 13 Yes 969-CTF 41N758 
1 Plastic Plastic 1.00gpm Nozzle 6° 13%' Yes 869-BPVC 41N/57 
*. 1 Brass Brass 2.00gpm Nozzle 6° 12%! No L614VB = 2DCH7 
m= 1 Brass Brass 2.20gpm Nozzle 6° 12%' No L694 2DCK2 
we ee Watersaver Faucet 1 Plastic Brass 2.20gpm Nozzle 6° 12%! No L684 3CWK4 
- 2 Brass _ Brass 2.00gpm Nozzle 6° 12%!" No L414VB—s 2DCVJ1 
= 2 Brass Brass 2.20gpm Nozzle 6° 12%! No L414 2DCH9 
Gooseneck-Spout, Knob Handle 
Gooseneck- Watersaver Faucet 1 Plastic Brass 1.10gpm Nozzle 6" 10%" No L7833 2DCK3 
Spout | Gooseneck-Spout, Lever Handle 
Gooseneck- Watersaver 1 — Brass 1.10gpm Nozzle 6° 10%" Yes L7833SC  2DCK4 
Spout Faucet Straight-Spout sie Sie pass pass oe gpm qoute c ite vas OEE Sena 
; Zurn atersaver Fauce rass rass_ 2.60 gpm _ Aerate : 4 es : 
ayy rc No. 2DCJ1 sis aeecar 2 Brass Brass 3.00 gpm Aerated 6" 12%" Yes L414VB55LE 3CWJ9 
eo: . 2 Brass Brass 3.20 gpm Aerated 6° 12%! Yes L414-55LE 2DCH5 
CHICAGO = ZURN fle ——_ He ‘i Brass 0.50 gpm Aerated 6%" 13%%' Yes Z826B1-XL-3F 46CE08 
= WaterSaver ; raight-Spout, Lever Handle 
FAUCETS — — ns 1 — Brass 0.50 gpm Aerated 7° 47% Yes Z25F1-XL-3F 46CEO7 
2 — Brass 0.50 gpm Aerated /' 5%’ Yes Z826F1-XL-3F 46CE09 
Laboratory Faucets Two-Hole Centerset Wall-Mount 
i, ; a Gooseneck-Spout, Cross Handle 
Faucets are used for rinsing, cleaning, or filling glassware and aE ie “a : LES: Brass 3.20gpm Aerated 6" 13° No L214-55WSA 3CWK2 
a he ree-Hole Widespread Deck-Mount 
vessels in laboratories in schools, hospitals, and research facili Gooseneck-Spout, Wristhlade Handle 
ties. Chrome faucet finish, except No. 41N757 is PVC. aire aiaacacet Brass Brass 3.00gpm Aerated 6" 107' Yes L2224VB 3CWK3 
2 Brass Brass 3.20gpm Aerated 6° 11%’ Yes L2224 2DCK1 
Mfr. Item Mfr. Item 
Item For Use With Model Brand No. Item For Use With Model Brand No. 
Replacement Parts for WaterSaver Faucets Replacement Parts for WaterSaver Faucets (Cont.) 
Cold Cartridge Left hand thread BNV200LH-90 Watersaver Faucet 3CWL7 Hot Cartridge Right hand thread BNV200-90 Watersaver Faucet 3CWL6 
Foot Pedal Valve ee BSCO11  Watersaver Faucet 3CWK8 —_—Spout eared LO84-55WSA Watersaver Faucet 2DCJ4 
Foot Pedal Valve le ene L3050  Watersaver Faucet 2DCJ3 Spout | LO74-55WSA Watersaver Faucet 2DCJ5 
Hot/Cold Cartridge Faucets with four-arm handles BNV200  Watersaver Faucet 3CWL5 Vacuum Breaker Kit Repair Kit for L100, L101, L103 RK100R ~~ Watersaver Faucet 3CWL3 
> {y i No. No. No. = 
Gs |SANI-LAV]® 24PR62 413441 = 31 TT28 a oe 
Ly 





Washdown Nozzles 
and Fittings 

= Rated at 150 psi, up to 200°F 
Designed for use in food 
processing and food service 
applications. Variable spray is 


trigger controlled and shuts 
off instantly when trigger is 






No. 
 31TT30O 


WASHDOWN HOSES 
Tube and cover material is EPDM and textile 
reinforcement. 34" GHT stainless steel female 
inlet and 34" swivel male on other end. 


released. Rated at 300 psi. Flow 
Max. Construction Rate Mfr Item 
Item Pressure Connection Color Material* (gpm) Model No. 
Large Nozzles 
Hot/Cold 150 psi 34" GHT Female Inlet Black Brass/S.9. 8.9 N8B20 31TT30 
Spray Nozzle 150 psi %4" GHT Female Inlet Safety Orange _Brass/S.S. 8.9 N820 3171729 
pray 150 psi 34" GHT Female Inlet = White Brass/S.9. 8.9 N8W20 311731 
Spray Nozzle 150 psi Ya" GHT White Brass/S.9S. 8.9 N&W 28DV91 
Water Nozzle 150 psi Ya" GHT Black Brass/S.9. 8.9 N8B  24PR63 
150 psi Ya" GHT Safety Orange _Brass/S.S. 8.9 N& 24PR62 
Large Low-Flow Nozzles 
Spray Nozzle 150 psi Ya" GHT White Brass/S.9. 0.3 N8iW 28DV92 
Water Nozzle 150 psi Ya" GHT Black Brass/S.9. 0.3 N81B  24PR65 
100 psi Ya" GHT Safety Orange _Brass/S.S. 9.3 N81  24PR64 
Water Saver 150 psi %4" GHT Female Inlet Black Brass/S.9. 9.3 N81B20 31TT33 
Soe neal 150 psi %4" GHT Female Inlet Safety Orange Brass/S.S. 5.3 N8120 317732 
Mid-Sized Nozzles 
150 psi Ya" GHT Black AL, Brass/$.S. 7 =NIAB  41J439 
150 psi Ya" GHT Black 0.0. 7 NISSB_ 41J442 
150 psi Ya" GHT Black Brass/S.9. 7  NITB  41J445 
150 psi Ya" GHT Safety Orange AL, Brass/S.S. 7 NIA  41J437 
150 psi Ya" GHT Safety Orange 9.0. 7  NiSS  41J440 
Spray Nozzle 150 psi Ya" GHT Safety Orange _Brass/S.8. 7 NiT  41J443 
pray 150 psi Ya" GHT White AL, Brass/$.S. 7 = NIAW 41J438 
100 psi Ya" GHT White 5.0. 7 NiSSW 41J441 
150 psi Ya" GHT White Brass/S.9. 7  NiITW_ 413444 
150 psi 34" GHT Female Inlet —_ Yellow Brass 7 N1Y  46CF30 
150 psi %" GHT Female Inlet —_‘ Yellow 9.0. 7 NISSY 46CF32 
150 psi %" GHT Female Inlet —_-Yellow Brass 7 NITY 46CF33 
100 psi Ya" GHT Black Brass/S.9. 7 _NiB_ 18D869 
Water Nozzle 100 psi Ya" GHT Safety Orange _Brass/S.8. fi N1 6XUV8 
100 psi Ya" GHT White Brass/S.9. 7 _N1IW _ 18D868 
Small Industrial Nozzles 
00 psi %4" GHT Female Inlet Black Zinc, Brass/S.S. 6.5 N2B 311123 
100 psi 4" GHT Female Inlet Blue Zinc, Brass/S.S. 6.5 N2BL 311125 
Spray Nozzle 100 psi %4" GHT Female Inlet — Green Zinc, Brass/S.Ss. 6.5 N2G  31TT27 
pray 100 psi 34" GHT Female Inlet Red Zinc, Brass/S.s. 6.9 N2R 311126 
100 psi %4" GHT Female Inlet = White Zinc, Brass/S.S. 6.5 N2W 311124 
100 psi %4" GHT Female Inlet —_Yellow Zinc, Brass/S.S. 6.5 N2Y 311128 
Water Nozzle 100 psi Ya" GHT Safety Orange Zinc, Brass/S.S. 6.5 N2 3NVD9 
Reinforced Small Industrial Nozzles 
Insulated _— ¥4" FGHT Black Zinc, Brass/S.S. 6.5 N2SB 41J429 
Spray Nozzle — Ya" GHT White Zinc, Brass/$.S. 6.5 N2SW 41J428 
Water Nozzle 100 psi Ya" GHT Safety Orange Zinc, Brass/S.S. 6.5 N2S  18D877 


* $.S. = Stainless Steel. AL = Aluminum. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





—_ 
Description 
Large Nozzle Repair Parts 
Handle Repair Kit 
Barrel Cartridge Replacement 


Mfr Item 
Model No. 


N8HR 28DV96 
N8BR 28DV97 









oe et oe 


No. 18D871 


Insulated Cover, Safety Orange NOC 28DV93 ot keene 
Insulated Cover, Black N8BC 28DV94 Mfr Item 
Insulated Cover, White N8WC 28DV95 Description Model __No. 
Mid-Sized Nozzle Repair Parts Foamers and Sanitizers 
Handle, Stainless Steel N1HR 18D871 —Foamer, 48 oz. Capacity N2F48 41J430 
Barrel Cartridge Repair N1BR 18D870 Foamer, 96 oz. Capacity N2F 18D865 
Kit, Stainless, Brass Sanitizer, 48 oz. Capacity N2FS4 41J432 
Barrel Cartridge Repair N1BRS 28DV98 Sanitizer, 96 oz. Capacity N2FS 413431 
Kit, Stainless Steel Replaceable Coupler N2FC 413433 
Nozzle Replacement N1OC 414447 Foamer Lid Assembly, 48 oz. N2F48L_ 41J435 
Insulation Cover, Orange Foamer Lid Assembly, 96 oz. N2FL 18D866 
Nozzle Replacement NAWC 41y449 Replaceable Metering Tip Kit N2FM 18D867 
Insulation Cover, White Hot and Cold Water Mixing Station 
Garden Hose Washer W12 46CF29 Brass w/Gate Valves Mi = 18D876 
Brass Stainless Steel Brass and Stainless Steel 
Mfr Item Mfr item fr Item 
Description Connection (in.) Model No. (Model No. Model No. 
Swivel Hose Adapters 
Yo" Hose Barb x %2" MNPT| — — |N25S 53PZ68 — _ 

Y% Hose Barb, %4MGHT | — — __| N383S 53PZ71 — — 
360° %s' Hose Barb x ¥2" MNPT, — — | N26S 53PZ69 — _ 
Swivel ¥s Hose Barb, 74 MGHT | — — _ | N34S 53PZ72 — — 

¥4" Hose Barb x 2" MNPT, — — | N27S 53PZ70 _— — 
¥4 Hose Barb, ¥4 MGHT | — — _ | N35S 53PZ73 — — 
Sivivel Yo" Hose Barb x ¥%2" MNPT| — _— — — N21 24PR66 
Ya" FGHT x %4" MGHT | — — |N1/S 46CF39 — — 
Yo" Hose Barb x ¥2" MNPT| — — | N21S 24PR67 — — 
%s' Hose Barb x ¥2" MNPT, — — |N22S 24PR69 N22 24PR68 
Swivel Ya" FGHT x ¥e" MNPT =» N12 18D882| N1i2S 46CF38 — — 
Trigger Ya" GHT x Yo" NPT — — |N11S 18D881 — — 
Lock Rin ¥4" Hose Barb x Y2" MNPT, N15 18D883)| Ni5S 18D884 — — 
9%" Hose Barb x 4" MGHT N20 18D887| N20S 18D888 — — 
Ya" FGHT x Yo" MNPT | N11 = 18D880) — — _ — 
Ya" FGHT x 44" MGHT | Ni7 6XUWO); — — — — 
Non-Swivel Hose Adapters 
Yo" MNPT x %4" Hose Barb) N14 28DWO1 N14S 46CF41 _— _ 
Ya" FGHT x Yo" MNPT =» N13 28DWO2| Ni3S 46CF40 — — 
Non-Swivel %4"FNPT x34" MGHT | N31 53PZ64| N31S 53PZ65 — _ 
34" MGHT %4" MNPT — — | H26S 53PZ74 — — 
Ya" MGHT x 34" MNPT | H26 46CF27, — — — — 
Hose Accessories 
On/Off Ya" FGHT x ¥4" MGHT | N16 6XUV9 | N16S 28DWO3 — _ 
Yo" MNPT x 34" FGHT = N18 46CF42 > N18S 46CF43 _ _ 
Quick Yo" MNPT x 34" FNPT | N24 46CF46| N24S 46CF47 — — 
Connect / Ya" FGHT x 4" MGHT | N19 18D885|N19S 18D886 — _ 
Disconnect %4"FGHT x34" MNPT | N28 53PZ75) N28S 53PZ/6 — — 
¥4" MGHT x 4%" FNPT | N23 46CF44| N23S 46CF45 — _ 
Safety Orange White 
Pipe Mfr Item Mfr Item 
Size L Model No. Model No. 
Washdown Hoses, -20° to 200°F 
Ria H253 53XV12 H25W3 53XV16 
4 V4" 50 ft. H503 53XV13 H50W3 53XV17 
(ene H/53 53XV14 H/5W3 53XV18 
100 ft. H1003 53XV15 H100W3 53XV19 





PLUMBING 
Sill Faucets, Supply Stops & Showerheads 


Scan. Order. Done. |: 
Details on page A1. 








Straight-Spout 
No. 2LYJ3 


Low-Arc-Spout 
No. 2LYP9 








For information on faucet spout shapes, see page 2733. 


CHICAGO = 
FAUCETS = 


a Geberit company 


Single-Hole Wall-Mount Inside Sill Faucets 


Faucets install at about windowsill height on the inside of a building. Hoses can be 
attached for washdown applications. Cast-brass body with chrome finish, laminar 
flow outlet, and one blade handle. 











Water Inlet Faucet 
Connection Handle Flow Spout Spout ADA Mfr. Item 
Brand Size Material Rate Length Height Compliance Model No. 
Low-Arc-Spout 
Chicago Yo in Metal 7.00 gpm 298 4" No 952-12CP  2LYP9 
Faucets ¥4 in Metal 7.00 gpm 2%" 4" No 952-CP 2P955 
Straight-Spout 
Phicaue Yin Metal 7.00 gpm 1%" _ No 293-CP 5 E963 
Eaucats Ya in Metal 7.00 gpm 1%" — Yes 293-RCF — 2LYJ3 
_ Yan Metal 7.00 gpm_ 1% = No 387-CP___2LYJ8 
CHICAGO = 
FAUCETS® 


a Geberit company 


Water Supply Stops and Pedals 


Water supply stops shut off water supply to faucets, toilets, etc. Foot pedals allow 
hands-free faucet operation. Tempering valve controls water flow, pressure, and 
temperature from a faucet spout. 


“ Conn. Mfr. Item 
Description (In.) Model No. 
Water Supply Stops 
Straight Stop Fitting Yo FNPT 45-ABCP 26Y299 
Straight Stop Loose Key Fitting Yo FNPT 45-LKABCP 26Y284 
Multi-Turn Supply Stop — Ye FNPT 442-LKABCP 5UTU 
Angle Stop Fitting Loose Key Yo" FNPT/3/8" Compression 1013-ABCP 6XAE5 
Angle Stop Fitting w/Supply Tube Yo" FNPT/3/8" Compression 1017-ABCP 6XAE6 
No. Angle Stop Fitting w/Supply Tube Yo" FNPT/1/2" Compression 1006-ABCP 6XAE4 
eee "SUS Rigid/Swing Gooseneck 
2'L" Rigid/Swing Goosenec { : 
Spout, 1.5 gpm, Deck Mount Yo NPSM 626-FCABCP 6XAF3 
Foot Pedals 
Foot Pedal, Single Yo FNPT 628-ABCP 5UTU7 
Foot Pedal, Double Yo FNPT / 3% FNPT -625-ABCP 5UTU6 
bi Knee-Activated Valve Assembly Yo FNPT, 3% FNPT 745-VOABCP 26Y204 
-s Combination Pedal Box Yo FNPT / 3% FNPT 834-EPABCP 26Y246 
: Tempering Valve 
Tempering Valve, ¥s" Compression ¥e" Compression 131-ABNF 6XAH7 
Faucet Sprayer Pre-Rinse Hose Reels 
Pull hose out to desired length and it stays in position; reel automatically 
retracts with a slight tug. With %" FNPT inlet, heat-resistant handle, and 
adjustable hose bumper. FNPT connection. 
Reel Connec. Flow Mfr. Item 
Length Size Rate Includes Model No. 
Multifit Bracket for Wall, Ceiling or 
15 ft. ye" 3.70 gpm — Under Counter Mounting, Heatresistant B-7212-01 6MT85 
Handle and Adjustable Hose Bumper 
30 ft. Je" 4.28 gpm 7 Spray Valve B-/222-C01 100483 
35 tt. 3p" 3.89 gpm Multifit Bracket, Hose, Heat Resistant B-7232-01  6MT84 


Handle and Adjustable Hose Bumper 


J MOEN 


Buy it for looks. Buy it for life® 


m * ; 
OONZE AnericanStanded SPEAKMAN [TRIDENT 


Wall Mounted Showerheads and Accessories 
Fit standard 2" water supply (MPT). 











Flow Material of Item 
Description Finish Rate Construc. Brand No. 
Wall-Mount Showerheads 
3 Function, WaterSense Approved Chrome 2.0 gpm Brass Danze 29VL03 
4 Function, WaterSense Approved Chrome 2.0 gpm Brass Danze 29VL06 
* 9° Function Chrome 2.2 gpm Cast Metal Moen 132944 
¥ 9 Function Chrome 2.0 gpm Brass Danze 29VL05 
= —oFunction Chrome 2.5 gpm Brass_ Danze _29VL08 
0.0) © Function, WaterSense Approved Chrome 2.0 gpm Brass Danze 29VL07 
ge) One Spray Setting, Standard Plastic Nozzle White 1.75 gpm Plastic Trident 48LX76 
o Shower Head Brushed Nickel 2.0 gpm Plastic Speakman 45W766 
Ee Spotclean Showerhead for Reliant Chrome 2.0 9pm Metal, Plastic | American Standard 6NWH/7 
Material of Item 
Description Finish Construc. Brand No. 
Wall-Mount Shower Arms 
6" with Flange Chrome Stainless Steel Trident 6PE23 
9" Shower Arm Chrome Brass Trident 6NU13 
Accessories 
09" Hose Brushed Nickel Stainless Steel + PVC (inner hose) Trident 6PE13 
99" Hose Chrome Mylar+ Brass Trident 6PE12 
99" Hose White PVC Trident 6PE11 
72° Hose Brushed Nickel Stainless Steel + PVC (inner hose) Trident 6PE16 
72' Hose Chrome Mylar Trident 6PE15 
72" Hose White PVC Trident 6PE14 
No. GNWH7 6PE13 Right Angle Bracket, Arm Mount Chrome Plastic Trident 6PE20 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 





GRAINGER CHOICE” PLUMBING 
Find the ww. Find Solutions. Find Great Prices. Showerheads, Shower & Tub Faucets 
Showerheads “TRIDENT: SY MOEN, ~?reuconSiiind SPEAKMAN SUDAN Faucets = 


Chicago Faucets—Solid ZURN. EXD) amp Encore? 


brass construction with see what Delta can do- —_%”onrenentorwe 
chrome-plated finish. Fixed 
and adjustable heads. 


Zurn—Nos. 6RKG7 and 
6RKH2 are self-cleaning; 
No. 6RKH2 adds a flow 
compensator to maintain a 


American Standard—Turbine spray Sloan—Each features 
has a flow rate of 1.5 gpm, to reduce _ spring-loaded spray disk 
water use by up to 40%. to prevent particle clog- 
ging. Nos. 5E548 and 
AFEZ4 have a thumb- 
screw volume control. 
No. 5E547 features an 
adjustable spray direction 
and mounting plate with 


= Chrome finish, 
except Encore 
items are white 


Trident°— 
Showerheads are solid 
brass and meet ANSI 
A112.18.1M. 


Moen—Nonmetallic 


Encore—SaniShower® with 
SANIGUARD® antimicrobial 
product protection utilizes a 
patented, inorganic silver-ion 
technology to inhibit the growth 
of non-public health bacteria, 


Speakman—Deliver a fully- 
customizable shower experience. 
The pressure-compensating plunger 
system helps optimize low water 
pressure for more efficient perfor- 


mance. Nos. 2WLN7 and 6MPG1 have 


spray face and shell 
Eiay lower flow rate to conserve water. 


with a brass swivel ball 


vandal-resistant screws. 


constant flow rate. No. 6RKG5 
is vandal resistant. 


molds and mildews that can cause 
odors, staining and product dete- 





see what Delta can do” 


assembly Sonica: Dk a 7 a sae tem ‘oration on the treated surfaces 
Description Connection Type Compliant (gpm) Dia. Construc. Brand Model No. of the product itself, and to keep 
qhowerneads the treated surfaces cleaner and 
Five Spray Settings, Massage Setting WAGNPT — No 1.75 3%" Plastic Trident 48LV01__4sLvoi__ fresher between routine cleanings. 
Moen Commercial® Handheld Showerhead a — Yes 1.50 3%6 Plastic Moen __8349EP15_15A829" This product is not a disinfectant 
Water Saving, Hand Showerhead yp" NPSM Yes 150 — ee Amer. Std. 1660766.002 448N46 and does not protect the user 
Wall Mounted r other inst f -born 
3-Function Showerhead yy" IPS No 1.75 4" __ Plastic Moen 3233EP  4NEF1 abies aga st food bo ° 
5-Jet Fixed Showerhead A NPT No 2.50 4%" Plastic Speakman $-3011 15F374 __ Illnesses or disease-causing 
o-Jet Fixed Showerhead ee NPT No 2.00 9%’ Plastic Speakman  $-3010 15F343~—s actteria. viruses. or germs. Alwavs 
Anystream® 4-Jet, 32 Spray Adjustable yy NPT No 1.75 2%" Plastic Speakman S-2253-E1/5 2WLN7 hvai pry : y 
Anystream® 5-Jet, 50 Spray Adjustable w/Massage va NPT No 250 4% Plastic Speakman S-2005-HB 2WLN5  USe proper hygiene and cleaning 
Anystream® 6-Jet, 48 Spray Adjustable, Solid Brass VA NPT No 2.00 2'%6' Plastic Speakman $-2252-E2 6MPG1 procedures. 
Anystream® 6-Jet, 48 Spray Adjustable, Solid Brass yy NPT No 2.00 2'%6' Brass Speakman $-2252 6MPGO 
Cone within Cone Self-Cleaning Showerhead, Cast Brass Yo MIPS No 2.90 2% Brass Sloan AC11-2.5 5E548 Delta. No. 4NLN2—H.Okinetic 
Cone within Cone Self-Cleaning Showerhead, Cast Brass Ya" NPT No 2.00 2%" Brass Sloan AC11-2.0 4FEZ4 Tach . | : ® t 2 
FloWise® Single Function Water Saving vis NPT = No 1.50 17%" M22’. Amer. Std. 1660710.002 3KTDT * feereeeniee aang ees 
0 
FloWise® Single Function Water Saving, Vandal Resistant yy" NPT No 1.50 1%" mee Amer. Std. 1660711.002 6NWE4 * water than standard showerheads. 
Moen Commercial®, 5-Function Showerhead Yy" FNPT Yes 2.00 4" _ Plastic Moen 3809EP 49AU87 
Showerhead with Ball Joint, Brass Y FNPT No 2.00 1%" Brass Chicago 620-CP 4KTH®d G22%s% 0 
Temp-Gard® Institutional Showerhead Yo" FNPT No 2.50 %' Ht Zurn —-Z7000-I2 6RKGS * te 
Temp-Gard® Showerhead w/Volume Control ys"  FNPT No 2.50 1%' a Zurn Z7000-S6__6RKG7 ff wae -+* / 
Wall Showerhead Y;" NPT No 2.00 5%" Plastic Speakman $-3010-E2 22FD/6 / me osete? / 
Water-Efficient Showerhead Y," = No 1.60 3%" Brass Delta RP46384 4NLN2 Q, ox \ 
Water Saver Showerhead Yi FNPT = No. 1.50256" il@SS. urn 7000-9 GRKH2 S.: > o/s 
showerneads and Accessories with SANIGUARD® Product Protection ™, } 
andhe = 
Handheld Showerhead without Shutoff Yo'-14_ — MNPS Yes 2.00 2'%6' Plastic Encore $S10-0100 2YDV7 
Handheld Showerhead with Shutoff Yo"-14 ~=MNPS Yes 2.00 2'%6' Plastic Encore $S10-0200 2YDV8 No. 2WLN5 
wetititional showerheads No 
all Mounte . 
Institutional Self-Cleaning Showerhead, Vandalproof, Cast Brass 4" MIPS No 2.50 4% Brass Sloan AC450-2.5 5E547 2YDV7 
Institutional Showerhead, Cast Brass Y" FNPT No 2.00 1%" Brass Chicago 621-CP 5UTU5 
Ligature-Resistant, Wall Mount, 60 Spray Y NPT No 2.50 2 Brass Speakman  S-2460 2WLN8 
* EPA WaterSense certified. 
WMOEN * CHICAGO = 
Shower and Tub Faucets Buy it for looks. Buy it for Life® D E LTA TRIDE NT FAUCETS _ POWERS” 





a Geberit company 





Chicago Faucets— 
Temperature limit stop protects 
against fluctuations in water 
pressure and temperature to 
prevent scalding. 


changes to be made to the shower 
at any time, without altering behind- 
the-wall plumbing. 


For a complete list of standards and 
specifications, go to Grainger.com® 
and search for individual products. 


Bradley—Positive shutoff of hot 
supply when cold supply is shut off. 
Adjustable set point within tempera- 


Moen—Each features adjustable 
temperature limit stop. No. 4FA79 
includes handheld shower, 30" slide 





Powers—/hermostatic valves Valve w/Stop 





; No. 4FA84 
bar, drop ell, dual check valve, 69" —_ ture range. Dirt and lime resistant. | respond almost instantly to i 
rare U9 dant®—to,GPE38incudes a Sa ESS CS 
showerhead, arm, flange and tub fes-maaitenancean me a F sa 
Delta—The 3-function Multichoice spout, and an extra acrylic knob. on 4ZMG8 
Universal valves allow process 
Flow ADA’ Connec. Handle Material of Mfr. Item 
Item Description Rate Compliant (in.) Type _Construc. Brand Model No. 
Pressure Balancing Rough-In Valves (Valve Only) 
Tub and Shower Valve Valve w/Stops No _— Vp None Brass Moen 20/0 4FA84 
Shower Valve Valve Less Stops No No Vp None Brass Delta R10000-UN 4NLL6 
Shower Valve Valve w/Stops No No Yp None Brass Delta R10000-UNWS 4NLL5 
Pressure Balancing Tub/Shower Valve with Trim Kit 
Shower Head Kit Valve with Shower Trim Kit 2.00gpm Yes Solder Lever Brass Trident 6PB34 6PB34 
Shower Head Kit Valve with Tub/Shower Trim Kit 2.00gpm _‘Yes Y2NPT Lever Brass Trident 6PB38 6PB38 
Shower Head Kit Chateau® Posi-Temp® Valve w/Shower Trim Kit, Chrome 2.00gpm Yes ‘Solder Lever Brass Moen L2352 4ZF99 
Shower System w/Handheld Showerhead 
Shower Head Kit rlessute pevancing shower valve witarche shower system 2.00gpm Yes Solder lever Brass Moen 8346 4FA79 
; niversal Shower Trim w/Slidebar, Hand Shower Gra 
= Shower Head Kit Bar Combo, & Vandal Resistant Handle (No Valve) 1.50gpm Yes Vp Lever Brass Delta T13H152 =6NRF8 
rim Kits 
Tub and Shower Trim Monitor® Scald-Guard® Valve Trim Only No Yes = Lever Brass Delta 713020 4NLL9 
Shower Head Kit Monitor® Scald-Guard® Shower Trim Kit 2.00gpm _—‘Yes — Lever Brass Delta 113220 4NLL8 
Tub/Shower Valves (Do Not Include Showerhead or Tub Spout) 
Tub and Shower Valve Thermostatic Shower Valve w/Stops 450 gpm __Yes YeNPT Lever Bronze Bradley $99-2005 1ZMG8 
Thermostatic/ Pressure Balancing Valve Thermostatic/Pressure-Balancing Tub/Shower Valve w/Stops No _ YoFNPT Lever Brass Chicago Faucets 2500-VOCCP 2LYJ1 
Tub and Shower Valve Exposed Thermostatic/Pressure-Balancing Shower Valve No — YoNPT Lever Brass Powers E423-0000 4KUF8 
Tub/Shower Valve with Trim Kit 
Shower Head Kit Pressure-Balancing Valve with Shower Trim Kit 460 gpm Yes YeNPI Lever Brass Powers P910Gk1  2ZMN5 
; Pressure-Balancing Valve w/Shower Trim Kit, Handheld Showerhead - 
Shower Head Kit w/Metal Hose and Wall Hooks, Diverter, and Vacuum Breaker 2.50gpm _=—*Yes YoNPT Lever Brass Powers P910GK1-5YW 2ZMN6 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2745 





PLUMBING 
Showers, Curtains, Rods, & Benches 


Scan. Order. Done. 
Details on page A1. 





Showers and 
Shower Floors 





Individual Freestanding Shower 
Wall Showers, Stall—Knockdown 
Preassembled— construction allows 


Pivoting wall showers 
feature a hinge design 
for easy installation 
and maintenance. 1" 
NPT. No. 1MEWS is 


easy portability. Includes 
shower valve, curtain, 
self-draining soap dish, 
and shampoo container. 
Slip-resistant floor 








SPEAKMAN’ FIAT. 


PRODUCTS 
Commander® Shower Head Terrazzo Shower Floors— 
Kit—Has chrome-plated, Terrazzo material is precast marble 
vandal-resistant 4-arm chips cast in white portland cement. 
handles with color-coded Include a stainless steel drain body, 
indexes. Reversible valve galvanized steel flange, and a 
body and %4-turn ceramic removable stainless steel strainer 
cartridges. Galvanized goose- _ plate. No. GNWU7 is ADA compliant 
neck with support strap. and meets ASME and ANSI. 





; ; Ww H OD Item 
barrier free. includes drain. Mold- Description Connection(in.)(in.)(in.) | Brand No. 
No and mildew-resistant. Showers, Shower Head Kit 
4MEW2 aa Freestanding Stower Stal, £2 gpm (M)NPT 32 74% 32 Mustee 4ARZ/ 
tem ommander ower Head Kit, 6° i 
no: Description W 4H D Brand No. Centers, ADA Compliant, 2.0 gom 2 8% 23% 774 Speakman 4NGWS 
4ARZ7 individual Wall Showers, Preassembled, Stainless Steel Terrazzo Shower Floors 
Wall Mounted Showerhead, 2.50 gom_ 6%4" 22%" 3%" Bradley 1MEW2 Showerhloor Sinale Threshold 2'Drain 36 4 32 Fiat Products 6NWU8 
Handheld Showerhead, 2.50 gpm 6%" 37%" 3%' Bradley 1MEW3 , SING 2'Drain 36 4 36 Fiat Products 6NWU7 
Hookless® Hcookless: * GRAINGER) ® 72"L 
Shower Curtains _ APPROVED = Include aluminum grommets 
[= == ~~ | Feature innovative Flex-On® rings that allow shower Shower “' Saree ent ; 
curtain installation or removal in less than 1 min. Curtains ny ne - Oy es Nene 
Polyester material is water-repellent with ultrasonic = abe op aete lia 
bottom hem. PEVA material is an alternative to i 36" | 42" | 72" | 108" 
iti Wide | Wide | Wide | Wide 
traditional vinyl, Item Item Item | Item | Item 
manufactured Color Material W L_ No. 7 Color Material No NOE No. Oe 
j j Polyester 71" 74° 1ATTS ranslucent iny A4EEXS | 4 4EEX7 |4 
without chlorine. Beige Polyester with Vinyl 71" 77" 4ATT6 Cotton Duck |4EEY7| 4EEY8 4EEY9 | — 
No. 46Y262 RePET material Bubble Look Window Nylon AEEY4 | 4EEY5 | 4EEY6 | — 
. is made from RePET 71" 77° 46Y258 White flylon vin 4EEZ5 2MWG3|2MWG4) 4EEZ6 
eee PEVA 71" 74° 46Y259 olyurethane 
water bottles. Vinyl 42" 74 46Y263 Vinyl 4EEX9 4EEY1 | 4EEY2 | 4EEY3 
a Terry: ~ = Include mounting hardware, except Nos. 23MF96 and 23MF97. APPROVED 
~, Rod Rod or Track Item FranklinBross 
f of Rod or Track Material Finish* Dia. Length Brand No. cai 
| a f— . Slower Rots cP.’ 36 GA 4EEWw2 Finish” W Brand Nov Oly: 
y * ; in 4 tem inish* ran 0. ty. 
=o || » _ Brass, 304 Stainless Steel —Cp——y" 49 in GA 4EEW3._ | Shower Curtain Hooks 
\ rd 8 CP. 7 60 in GA _2VAL9 — Shower Curtain Hooks SS 1% GA __1ECL1 13 
j ’ “i # Seinlege Steal al 72 in GA _2WVAN1 — Shower Curtain Hooks w/Roller Balls CP 1%' GA  4EEW6 13 
( 7 , BSS 60 in Franklin29WJ37 — Shower Curtain Hooks w/Wheels AP 1%" GA 4EEW7 13 
} ’ BSS 1 72in___Franklin29WJ38 Rod Flanges 
d ) No. 4EEW7 Aluminum B 1 60in Taymor 23MF96 _ Rod Flanges CP 2%" GA 4EEW8 2 
a be. B 1" 72in Taymor 23MF97 Adjustable Rod Flanges PC 2%" Taymor 23MF98 1 


















* AP=anodized plated, B=bright aluminum, BSS=bright stainless steel, CP=chrome plated, PC=polished chrome, SS=stainless steel. 





* id a # 1 No. 
: GRAINGER No. — 24VT80 
Winelts APPROVED DML 1GYB2 
SE Weight Item 
Me mee Description Frame L W H Cap. Brand No. 
Bradley a HealthSma rt. Benches and Seats = 
7 ADA Portable Tub Bench, White Phenolic Stainless Steel 26 Yin 15in rae 250 lb Winglt 15E829 
Shower Accessories Bench, Aluminum, Plastic, Textured, White Aluminum, Plastic 19in 39iIn 23 in 400 |b Dmi 525147 
Wall Mountable Benches and Seats, White Phenolic 
Benches and Seats—Backrests and ADA L-Shape Reversible Shower Seat Stainless Steel 26 in 22 Yin 1/ in to 19 in 800 lb =Winglt 15E825 
armrests are both reversible for right or left ADA L-Shape Reversible Shower Seat Stainless Steel 28 in 22 Yin De 800 lb Winglt 24VT8&2 
: _ : : ADA L-Shape Reversible Shower Seat Stainless Steel 32in 22 '%in1/into19in 800 lb Winglt 15826 
side. Chrome-plated aluminum frame with — —A5p-Rectangular Shower Seat Stainless Steel 4in 15in 17into19in 800 lb Winglt 15E827 
white polyethylene bench and backrest. ADA Rectangular Shower Tub Seat, Fold Down, End Mount_ Stainless Steel 29in 15in 2%in 250lb Winglt 15E828 
ADA Wall Mounted Shower Seat, Reversible, Hinged Satin Finish Stainless Steel — 34 in — 250 lb Bradley 1GYB2 
Wall Mountable Benches and Seats— ADA Tub Seat, Rectangular Rear Mount with Skis Stainless Steel 29in 18%in 4%in 250lb Winglt 24VT81 
. ADA Tub Seat, Rectangular Rear Mount Stainless Steel 29in 18%in 2%in 250lb Winglt 24VT80 
Hinged seat folds up and out of the way Tub and Shower Seat 
when not in use. Aluminum, reget Textured, White Aluminum, Plastic 21in  211In 23 In 900 Ib HealthSmart 52JT54 
Retractable Clothesline 
110" Nylon Cord — — — — — GA 1ECP1 
STRIDENT: men *Psy-youancen — see 
smNcEIo44 : escription ran 0. 
———$————— APPROVED ccgeer= Miscellaneous Repair Parts 
Faucet Re air Parts _ =, peplacement Pu bout Chrome For Use with Nos. 6PB38 & 6PB44 yeoent awvan 
ee aucet and Valve Grease arvey 
[2 is Assorted Faucet O-Ring Kit, Nitrile Rubber, 200-Pc. Kissler 3FLY6 
and Accessories oo) Assorted Faucet Washer Kit, Flat Rubber, 200-Pc. Kissler__3FLY8 
es Item Assorted Faucet Washer Kit, Beveled Rubber, 160-Pc. Kissler 4EEU7 
Description Brand No. Overflow Faceplate w/Screws, 31%" dia., 2 Hole, Chrome Kissler 4EEU8 
Cartridges Assorted Bibb Screw Kit, Brass, 180-Pc. Kissler 4EEV1 
Cold Water Cartridge, Ceramic, Brass, 2" H, fits Price Pfister/Pfister Kissler 45L044 Universal Stopper and Splashguard Kit Kissler 4EEV3 
Hot Water Cartridge, Ceramic, Brass, 2" H, fits Price Pfister/Pfister Kissler 45L045 Faucet Gasket Kit Harvey 9SPA61 
Cartridge, Plastic w/Seat Washers, fits American Standard Kissler 45K999 Grid Drain, 1%", Chrome GA _—6PB68 
Handles and Handle Kits Cartridge for Symmons Faucets, Replaces TA-10 GA __—SPZF2 
Handle, Cast Metal, w/Index Buttons and Screws, 1%" H, fits American Standard Kissler 45L006 Stems 
Handle, Cast Metal w/Set Screw, fits Delta Kissler 45L013 Hot Water Stem, w/Aquaseal Washer, Low-Lead Brass, fits American Standard _Kissler 45L009 
Handle, Cast Metal, w/Set Screw, fits Moen Kissler 45L042 Faucet Stem, Plastic, Single Lever, fits Gerber Kissler 45L030 
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1-800-GRAINGER (472-4643) 


PLUMBING 
Shower & Faucet Repair Parts 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





POWERS" 
™ —— 
Powers’ Tub and Shower ¥ oats 
Repair Parts \ 
Mfr. Item we 
Description Model No. 
"IPS Type A Straight Check Stop 141-176 4KTZ8 





141-000 4KTZ7 i 

290-060 26W689 e 

990-054 26W715 XN | 
= No. GREK9 


Repair Kit 
Hot/Cold Cartridge 
Sleeve, 2/6 L 





No. 4KUE5 





Handle, Zinc 220-050 26W698 

Repair Kit to Replace Check Valve 230-132 4KUA9 \ | 
E-Type Angle Stops w/ : \ 
Strainer - Rough Bronze 230-046 4KUA4 Mfr. Item | 
Balance Chamber Extractor Assembly Kit 401-202 26W706 Description Model No. | 
Stem and Plate Repair Kit 401-176 4KUD4 420 Lever Handle Kit 420-243 4KUE5 + —— 


Balancing Cartridge Kit 401-175 2ZMN1 
Handle 410-448 26W696 
Dial Assembly Repair Kit 410-445 26W697 
Bonnet Repair Kit 410-396 26W/11 
Stem and Plate Replacement Kit 410-378 4KUD7 


Dial Kit for HydroGuard® Type H 
Hot/Cold Cartridge, 26° L 

Wax Element Repair Kit 

Valve Cartridge Assembly 

Retrofit Kit for 427 Standard Temp. 


420-182 4KUE3 
420-139 26W7/14 
420-024 26W7/02 
420451 2ZML8 
427-200 4KUG3 


Cartridge Kit for HydroGuard® 410-183 2ZML9 Bonnet Assembly 427-019 4KUG2 
Series 400, Models 1-3 Motor Repair Kit 480-270 26W7/12 
Shower Valve Repair Kit Powers P410 410-182 6REK8 Overhaul Kit 800-163 4KUG6 


Hot/Cold Cartridge 420-616 26W713 
Handle 420-495 6REK9 
Plastic Knob Kit 420-481 4KUF7 
Cartridge Seal Kit 420-456 4KUF6 


800-036 6REL1 
900-259 4KUH6 
900-240 26W699 
900-050 4KUHS 


Lever Handle Repair Kit Powers P900 
Balance Chamber 

Balance Chamber Repair Kit 

Check Stop Repair Kit Model 3 





Bonnet Assembly 420-454 4KUF5 Check Stop Repair Kit 900-049 4KUH4 
Wax Element, Standard 420-453 4KUF2 Handle 900-036 26W692 
Cartridge Assembly 420-452 4KUF1 Series 900 Internals Kit 900-032 4KUH3 


Upgrade Kit, High Capacity Model 9 420-451C 4KUE7/ 
Full Upgrade Kit, High Temp., Mod 1 to 10 420-451H 4KUE8 
Full Upgrade Kit, Low Temp., Mod 1to11 420-451L 4KUE9 
Handle 420-336 26W690 


900-031 4KUH1 
900-031A 4KUH2 

900-028 4KUG8 

800310C 26W707 


Balance Chamber, Model 2 

Balance Chamber, Model 1 

Soft Components Repair Kit, Model 3 
Internal Repair Kit 


Dial Assembly Repair Kit 420-335 26W693 — HydroGuard® High-Temperature HT115  2ZMN7 No. 2ZML8 
Graphic Insert Display, Mylar 420-308 26W695 — Shutoff Device 
CHICAGO = 
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Chicago Faucets Repair Parts 


Description Model No. 


1020-034KJKABNF 6XAHO 
E2JKRCF 3JAR1 
E3JKABCP 2FPL2 
E3-2JKABCP ——SJAR3 


E3VPJKABCP 2HXY7 
E4JKABCP 26Y256 


Aerators and Outlets 

Pressure Balancing Flow Control 

Ys" Hose Thread Male Outlet w/ '%6'-24 Female Inlet 

'S6'-24 Female Pressure Compensating Outlet, 2.2 gom 

¥8'-18 Male Pressure Compensating Aerator w/Adapter, 2.2 gom 

1¥6'-24 Female Pressure Compensating 

Outlet, 2.2 gom, Vandal Resistant 

¥e'-18 Male Rose Outlet, 1.5 gom 

Laboratory Serrated End Outlet, ¥2'-18 Male E7JKCP 3JAR9 

'%6'-27 Male Pressure Compensating Outlet, 2.2 gom E12JKABCP 2HXY5 

'%6'-27 Male Pressure Compensating Outlet, 2.2 gom, Vandal Resistant E12VPJKABCP 2HXY8 

Inline Vacuum Breaker Outlet, 3s" NPT Female Outlet; ¥e' NPT Male Inlet E22JKCP 3JAL9 

'%6'-27 Male Pressure Compensating Laminar Flow, 2.2 gpm E32JKABCP 3JAR2 

gs ae pessue pompensating erator Outlet, 1.5 gom E34JKABCP 3TEE1 

16.-2/ Male Pressure Compensating Aerator 

Outlet, 1.5 gpm, Vandal Resistant ES4VPJKABCP — STEES 

'\6'-24 Female Pressure Compensating Aerator Outlet, 1.5 gom E35JKABCP 3TED6 

1Y6'-24 Female Pressure Compensating Aerator E35VPJKABCP  3TED8 
E36JKABCP 3JAR4 





No. 26Y291 No. 5UTW1 


Description Model No. 
Chicago Faucets Master Repair Kits (Supplied in Compartmentalized Steel Boxes) 
Naiad 1 Minute Repair Kit, Includes 192 Components for 


Outlet, 1.5 gom, Vandal Resistant 
'\6'-24 Female Pressure Compensating Laminar Flow, 1.5 gom 
1Y6'-24 Female Pressure Compensating Laminar 


Flow, 1.5 gpm, Vandal Resistant ES6VPUKABCP — 3JARS Maintaining Faucets with Naiad Push-Button Cartridges 820-ABNF 267298 
'6'-2/ Male Pressure Compensating Laminar E37VPJKABCP  3JAR7 Quaturn™ 1 Minute Repair Kit, Includes 4 each of Nos. 5UTV5 & 

Flow, 1.5 gpm, Vandal Resistant 5UTV6, 1 each of Nos. 5UTW2 & 5UTW1, and 365 Components 1273-ABNF 26Y 254 
'%6'-27 Male Pressure Compensating Outlet, 0.5 gom E2605JKABCP 3JAM2 for Maintaining Quaturn™ and Slow Compression Cartridges 

'%6'-24 Female Pressure Compensating Outlet w/Adapter, 0.5 gom E2605-5JKABCP 3JAM1 Quaturn™ Junior Repair Kit, Includes 1 each Nos. 

1346'-27 Male Pressure Compensating Outlet, 0.5 gom, Vandal Resistant E2805JKABCP 3JAM5 9UTV5 & SUTV6 and 152 Components for Maintaining 1276-ABNF 26Y205 


1Yi6'-24 Female Pressure Compensating Outlet w/ 


: Quaturn™ or Slow Compression Cartridges 
Adapter, 0.5 gpm, Vandal Resistant E2805-SJKABCP  SJAM4 


Drains 


Female Outlet Spout Adapter, ¥2'-18 Female Outlet; '3/6'-24 Female Inlet K1JKABCP 26Y287 = =1'%4' 0.D. Grid Strainer Waste 32/-XCP 9E994 
Male Inlet Spout Adapter, '16'-24 Male Outlet; ¥2'-18 Male Inlet K2JKABRCF  26Y228 1'4'0.D. Pop-Up Waste 1222-KJKCP  —- 3FZT5 
Male Outlet Spout Adapter, °%4"-27 Male Outlet; '3416'-24 Female Inlet K4JKABCP 26Y288 Handles 


317-COLDJKCP _ 3JAA8 
31/-HOTJKCP — 3JAA9 
317-PRJKCP —2FPL1 
319-PRJKCP SACS 
369-COLDJKCP 3JAD4 
369-HOTJKCP — 38JAD5 
369-PRJKCP 2 PK7 


4" Blade w/Cold Index 
4" Blade w/Hot Index 

4" Blade, Pair 

6" Blade, Pair 

2% Lever w/Cold Index 
2¥3 Lever w/Hot Index 


Cartridges 

Control-A-Flow Cartridge, LH, Short Stem 
Ceramic % Turn, LH, Short Stem 
Quaturn™, LH, Short Stem 

Control-A-Flow Cartridge, RH, Short Stem 
Ceramic % Turn, RH, Short Stem 


1-100-245JKABNF 26Y264 
1-100XKJKABNF SUTV8 
1-100XTJKABNF SUTV6 
1-099-245JKABNF 26Y291 
1-O99XKJKABNF SUTV7 
1-O99XTJKABNF SUTVS 


Quaturn™, RH, Short Stem 

Slow-Compression, LH, Short Stem 
Slow-Compression, RH, Short Stem 
Control-A-Flow Cartridge, RH, Long Stem 
Slow-Compression, LH, Long Stem 
Slow-Compression, RH, Long Stem 

Fast Cycle Time Closure Push Button, Push Index 
Slow Closing Push Button, Cold 

Slow Closing Push Button, Push Index 

Slow Closing Tip-Tap Push Button 
Control-A-Flow Cartridge, LH, Long Stem 
Control-A-Flow Cartridge, RH, Long Stem 
Quaturn™, LH, Long Stem 

Quaturn™, RH, Long Stem 

Slow Closing Tip-Tap Push Button (Concealed Bodies) 
Pedal Valve, Wall Mount 

Pedal Valve, Floor Mount 

MVP™ Metering Actuator Assembly 

MVP™ Actuator Assembly and Metering Valve Cartridge 
MVP™ Metering with Inline Filter 

Cam Type Knee Valve 

Klo-Self, Short Stem 

Cartridge Repair Kit 

Quaturn™ Repair Kit 

Metermix Actuator and Unit, for Metering Faucets 


217-XTLHJKABNF SUTV9 
21/7-XTRHJKABNF SUTWO 
274-X245RJKABNF 26Y263 
2/74-XTLHJKABNF 26Y216 
274-XTRHJKABNF 26Y296 
333-XPSHJKABNF 26Y203 
333-XSLOCJKABNEF 26Y253 
333-XSLOPJKABNF 26Y209 
330-XJKABNF — 26Y208 
3/77-X245LJKABNE 26Y223 
3/7-X245RJKABNF 26Y236 
3/7-XTLHJKABNF SUTW1 
3/77-XTRHJKABNF SUTW2 
409-XJKABNF 26257 
625-XJKABNF  26Y194 
628-XJKABNF 26Y248 
665-190KJKABNF 26Y193 
667-080KJKABNF 2HXY2 
671-XJKABNF —_ 2EU68 
745-XJKABNF  26Y218 
826-XJKABNF  26Y289 
849-DAB 2FPK6 
1277-DAB 2FPLo 
3300-103KJKABNF 41N766 


2¥8' Lever, Pair 

3", 4-Arm Cross w/Cold Index 

3", 4-Arm Cross, Pair 

MVP™ Metering, Single Handle 

22" 3-Wing, Pair 

2° Canopy, Pair 

Miscellaneous Parts 

Stem Packing for XT Style Cartridges 
Cartridge O-Ring for XT Style Cartridges 
Cartridge Cap Nut for Exposed Caps 
Packing Assembly for X Style Cartridges 
Spout Ring 

Rubber Seat Washer 

Swing Spout Repair Kit 

Cartridge O-Ring 

Valve Body Locknut 

Laminar Inlet 

Rigid/Swing Spout O-Ring and Washer 
44" Prerinse Hose and Handle Assembly 
Bell/Widespread Escutcheon 

Cartridge Cap Nut Concealed Installation 
Slow Dashpot Assembly 

Handle 
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633-COLDJKCP —_ 3JAF9 
633-PRJKCP —_3JAH3 
665-PSHJKCP —_ 2FPL8 
950-PRJKCP ——2FPK9 
1000-PRJKCP —2FPK8 


1-519JKABNF —3FZT9 
1-219JKABNF —3FZT4 
1-214JKCP 3FZT3 
1-119JKABNF — 4KTG5 
1-104KJKABNF — 6HKX2 
1-021JKABNF  4KTG4 
1-O04KJKABNF — 2HXY9 
2-043JKABNF — 3FZU4 
49-004JKRBF — SJAES 
90-043KJKABNF 6HKX1 
90-035KJKABNF 3JAE6 
83-44ABNF —26Y261 
290-180JKCP_ —_—SUTTO 
2/74-004JKRBF  3FZU6 
333-073KJKABNF 3JAC6 
336-403KJKCP — SUTT3 
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PLUMBING Scan. Order. Done. 
Faucet Repair Parts Details on page A1. 





«E500 Chicago Faucets Repair Parts Ciicace= 


a Geberit company 





Mfr. Item Mfr. Item 
Description Model No. Description Model No. 
Miscellaneous Parts (Cont.) Spouts, Chrome Finish 
Celcon Washer 340-O004JKABNF 3JAD3 6%" Rigid/Swing Double Bend Spout DB6AJKABCP = 26Y237 
Escutcheon Nut 422-113JKCP — 3JAE2 13" Double Jointed Swing Spout, '6'-24 UNS Female 2.2 gpm Aerator DJ13JKABCP  26Y243 
Cartridge Sleeve, Chrome 433-042JKABRBF 26Y280 17%" Double Jointed Swing Spout, 'e'- DJ18JKABCP 26199 
Stilt Washer 000-313JKNF — 3JAF1 24 UNS Female 2.2 gpm Aerator 
Pedal Bracket 625-060JKRCF  3JAF4 3/4" Rigid/Swing Gooseneck w/ '6'-24 Female 2.2 gpm Aerator GN1IAE3JKABCP 26Y217 
Handle Index Button, Plain 633-223JKNF — 3JAF8 3/4" Rigid/Swing Gooseneck GN1IAJKABCP —_26Y220 
Handle, Metering 665-RKPABCP 6XAF4 5" Rigid/Swing Gooseneck w/ '6'-24 Female 2.2 gom Aerator GN2AE3JKABCP 26Y212 
MVP Bubbler Unit 672-XJKABNF 3JAH7 0%" Rigid/Swing Gooseneck GN2AH8JKABCP 26Y277 
Male Thread Shank Assembly, 2" NPT x %" NPSM x 3%'L 748-002KJKABRBF 26Y283 = 5%" Rigid/Swing Gooseneck GN2AJKABCP 26Y197 
Spray Assembly, 4" - 14 UNS Male Inlet 7/7-021KJKCP  3JAJ4 9" Flow Control Rigid/Swing Gooseneck Spout GN2BFCJKABCP 6XAG7 
Vacuum Breaker Assembly Kit 892-402KJKABNF 6HKW8 = 5%" Rigid/Swing Gooseneck GN2BJKABCP —26Y293 
Vacuum Breaker Repair Kit 892-302KJKABNF 6HKW7 = 584" Rigid/Swing Gooseneck w/Laminar Control, 1.5 gom GN2FCJKABCP 26Y215 
Vacuum Breaker Cover and Screw Kit 892-254KJKCP 6HKX3 8" Rigid/Swing Gooseneck w/ '16'-24 Female 2.2 gom Aerator GN8AE3JKABCP 26Y219 
Vacuum Breaker, 12" (F)NPT 892-ABCP 2FPK5 8" Flow Control Rigid/Swing Gooseneck Spout GN8AFCJKABCP 6XAG8 
Wall Mounted Atmospheric Vacuum Breaker, 2" (F)NPT 892-GABCP 26Y252 ~~ 8" Rigid/Swing Gooseneck GN8AJKABCP 26Y210 
Pipe Support 902-MJKCP 3JAT2 8" Rigid/Swing Atmospheric Vacuum Breaker Gooseneck Spout GN8BVBJKABCP 26Y247 
Male Thread Shank Assembly, 2" x 3°L 932-001KJKABRBF 26Y268 10" Swing Only Gooseneck GN10ASWGJKABCP 26Y240 
Diverter Valve 1103-O006JKABNF 3FZT1 8" Spout, w/ '46'-24 Female 2.2 gpm Aerator HA8AE3JKABCP 26Y251 
Basin Cock Washer 1797-114JKNF —3FZU2 2%" Atmospheric Vacuum Breaker Cast Swing Spout w/ 34" Hose Outlet LOVBJKCP 3JAV7 
Retrofit Kit for 2200 Marathon 2200-200KJKABCP 4KTG7/ 8" Cast Swing Spout w/ '6'-24 Female 2.2 gom Aerator L8JKABCP 3JAVE 
Offset Arm Check Valve with 2" Inlet GCJKABCP 26Y244 9'%'L Type Swing Spout w/Quixtop Screen Outlet LOEIJKABCP = 26Y273 
Offset Inlet Supply Arm, 2" Inlet HJKABCP 26Y259 = 9'%'L Type Swing Spout w/ '%16'-24 Female 2.2 gom Aerator LOJKABCP 3JAW1 
Offset Inlet Supply Arm with Integral Stop and Check Valve, 2" Inlet RCJKABCP 26Y294 14° Swing Spout w/ '%6'-24 Female 2.2 gom Aerator L15JKABCP 3JAV6 
Offset Inlet Supply Arm with Integral Stop, 1%" Inlet RJKABCP 26Y281 6° Cast Swing Spout w/ '%6'-24 Female 2.2 gpm Aerator S6JKABCP 3JAW4 
Mfr. Item 
Description Model No. 
Escutcheon Plate 
4" Cast Brass Escutcheon Plate, Chrome 605P400.002 1FYB6 
8" Cast Brass Escutcheon Plate, Chrome 605P800.002 1YHY5 
Handles and Repair Parts 
, Wrist Blade Handle for Monterrey Lavatory 051217-0020A 2CYU9 
a {meritan Standard Handle Kit for Seva Lavatory 060327-0020A 2CYW9 
Handle Adapter for Ravenna and Azimuth 918049-0070A 6NWP8 
American Standard Handle Screw for Hampton and Williamsburg 918428-0070A 6NWP9 
Handle Adaptor for Hampton and Williamsburg 923002-0070A 6NWF4 
iF t d Sh Index Buttons for Town Square M907024-0020A 6NWR2 
auce an ower Long Handle Adapter for Town Square M918025-0070A 6NWR3 
. Metering Handle Kit M962390-0020A 2CYV3 
Repair Parts Kitchen Faucet Repair Parts 
spray Hose Wieght Kit for Reliant 050448-0070A 6NWG7 
Description Pull Out Spray for No. 4THR4 M952237-0020A 2ZHL1 
Aerators Handspray and Hose for No. 4THT3 M953667-0020A 2ZHK7 
Regular Flow, 2.0 gpm, '%e' Male 066070-0020A 2CYV1 Handspray and Hose for No. 4THR9 M953670-0170A 2ZHK2 
Pressure-Compensating, 0.5 gpm, Vandal-Resistant, °%%4" Female 066074-0020A 2ZHR4 Spray Hose and Seal for No. 4THR4 M962368-0070A 2ZHL3 
Regular Flow, 2.2 gpm, 4" Female 066111-0020A 2CYV9 Miscellaneous Parts 
Pressure-Compensating, 0.5 gpm, Vandal-Resistant, '%6' Male 066508-0020A 2ZHR3 Spacer Disk and Seal Kit 060343-0070A 5SUTJ9 
Regular Flow, 2.2 gom, Vandal-Resistant, '%6' Male 078481-0020A 5UTLO Mounting Nuts 065800-0070A SUTL4 
Pressure-Compensating, 1.0 gom, Vandal-Resistant, '%6' Male M922996-0020A 4THJ1 Valve Rebuild Kit 066298-0070A 4THK2 
Pressure-Compensating, 1.0 gom, Vandal-Resistant, °%4" Female M922997-0020A 4THJ2 Actuating Unit 068470-0070A 6NWP5 
Cartridges Repair Parts for Shower Valves, Trim Kits, and Handheld Shower Systems 
Thermostatic Mixing Valve for Selectronic” and Metering Faucets 605XTMV1070 29VL77 —_— Tub Diverter Spout Repair Kit 012653-0020A 45A212 
Valve for Prison Lavatory 004466-0070A 45A206 Diverter Tub Spout 022635-0020A 6NWG2 
Valve Cartridge for Metering Faucet 012690-0020A 4THJ3 Pressure Balance Cartridge for Reliant 051091-0070A 6NWN8 
Ceramic Disk Cartridge for Seva Nos. 4THP5 and 4THP6 023529-0070A 2CYX3 Screw Stop Assembly for Nos. 2TGW5 and 2TGW/ 051122-0070A 2ZHN3 
Ceramic Disk Cartridge for Heritage 028610-0070A 2CYX4 Shower Cartridge, Ultra-Mix 051337-0070A 6NWN9I 
Aquaseal Cartridge, Right Hand 072991-0170A 5SUTK2 Shower Cartridge 066269-0070A 6NWP4 
Aquaseal Cartridge, Lett Hand 072992-0170A SUTK3 Pressure Balance Valve, Ultra-Mix 077171-0070A 6NWP7 
Ceramic Disk Cartridge for Monterrey 5500/6500/7500 Lavatory 951764-0070A 2CYV2 Shower Hose 8888035.002 5UTNO 
Ceramic Disk Cartridge for Colony Soft Nos. 4THP4, 4THT4, and 4THH3 = A951470-0070A 2CYW7 Wall Supply 8888037.002 SUTN1 
Drains and Repair Parts Cartridge for R110SS Rough Valve Body A954440-0070A 2ZHN2 
Stopper Assembly 066116-0020A 5UTKO Pressure Balancing Unit for Nos. 2TGW5 and 2TGW/ M952100-0070A 2ZHN4 
Pivot Rod Kit 066118-0070A 5UTK1 Tub Diverter Spout Repair Kit M962106-0020A 45A218 
Sink Drain 2411015.002 5UTK4 Spouts and Repair Parts 
Speed Connect™ Cable M952430-0070A6NWGO Spout 012124-0020A 45A216 
Speed Connect™ Cam Assembly M962430-0070A 2CYW2 Spout Seal Kit for No. 4THT3 060366-0070A 2ZHK6 
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ie Faucet Repair Parts and Accessories **" Kissler 








Moen Genuine Part Kissler Non-OEM Kissler Non-OEM 
Mfr. Item Mfr. Item Mfr. Item 
Description Model No. Model No. Description Model No. 
Cartridges Tub Spouts 
Cartridge Retainer Removal Tool for 2 Handle Cartridges 14272 6WA6/ = _ Tub Diverter Spout, Die Cast Steel 82-0021 39AP75 
Cartridge Puller for 1200, 1222, & 1225 Cartridges — _ 08-0423 2FGT4 Tub Diverter Spout, Brass 82-0012 39AP81 
Ceramic/Plastic Disc Cartridge for 1 Handle Faucets 1255 — 4XKZ7 — _— Tub Diverter Spout, Plastic 82-0010 39AP82 
Ceramic/Brass Disc Cartridge for 1 Handle Faucets 121549 4NEH6 _— — Moen Genuine Part 
Ceramic Disc Cartridge for 2 Handle Faucets, Hot 92000  4NEF5 = — Mfr. Item 
Ceramic Disc Cartridge for 2 Handle Faucets, Cold 92001 4NEF6 = = Description Model No. 
For 1 Handle Faucets 1225  2P318 46-0014 2FGR4 Handles 
For 2 Handle Roman Tub Faucets 1248 IRYH4 = — Adapters, Widespread Wing Handle, Pair 90274 4NEG5 
For 2 Handle Faucets (Hot or Cold) — _ 46-0024 2FGR3 Handle Adapter Kit for Single Handle Kitchen (Except Legend and Manor) 100429 6WAS7 
For 1 Handle Faucets, Brass, Shower — — 46-0012 2FGR/ Handle Adapters 94746 4NEG7 
For 1 Handle Posi-Temp Valves — — 46-1222 2FGR6 Handle for Shower, Chrome 100657 4NEE9 
For 1 or 2 Handle Metering Faucets — _ 46-0040 2FGR5 Lever Handle Assembly 94740 4NEG6 
Aerators Lever Handle Kit 14732 ANEF4 
5%4'-27 Female, 0.5 gom, Vandal Resistant 92603  4NEG1 — = Single Handle Retainer Clip for Posi-Temp Tub/Shower 96914 1RYJ4 
s%4'-2/7 Female, 2.2 gom 3924  6WA66 = = Single Lever Handle Mechanism Kit for Lavatory Faucet, Villeta 102568 1WXL6 
‘6-2/7 Male, 0.5 gpm, Vandal 52602  4NEF9 _ = Wrist Blade Handle, Cold 14838 1RYH9 
Resistant, Incl. Spanner Wrench __ Wrist Blade Handle, Hot 14834 1RYH8 
1%6'-27 Male, 0.5 gom, Vandal-Resistant 16350  1RYJ1 = = Miscellaneous Parts and Accessories 
'%e'-27 Male, 1.5 gpm 101010 4NEH3 = = 1%" Chrome Grid Strainer Waste 14750 4ZD99 
1%6'-27 Male, 1.5 gpm, Vandal Resistant 92610  4NEG3 _— = 1" Handle Extension Kit, Posi-Temp 1 Handle 96945 1RYJ5 
'%6'-27 Male, 2.2 gom 3919 6WA64 — = Balancing Spool for Moentrol 1H Tub/Shower 1423 6WA65 
Male Thread, 2.2 gpm — — _ |AB83-6010 29FJ56 Diverter Tub Spout, 2" Slip Fit, 5/2" Length 3931 6WA62 
Tub and Shower Handle Kits Drain Plug 12314 1RYH7 
Single Knob Tub/Shower Handle Kit, Chateau 98039 1WXL1 46-6797 2FGT2 Electronic Circuit Board 104434 1WXL8 
Single Knob Tub/Shower Handle Kit, Posi-Temp 100710 1WXL4| 46-6884 2FGR9 Faucet Service Kit, 1 Handle Lever 101310 4NEH4 
Single Knob Tub/Shower Handle Kit, Less Insert, Posi-Temp| 94514 6WA60 — — Mixing Valve 104424 4NEH5 
Deck Plates and Escutcheons Stop Tube, Posi-Temp 1 Handle 96987 1RYJ6 
Escutcheon Plate 96885 4NEG9 — = Tub and Shower Stop Tube for Legend and Chateau 10089 1RYH6 
2748 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” PLUMBING 
Find the yi. Find Solutions. Find Great Prices. Faucet Repair Parts 
Mfr. Item 
Description Model No. 
10%" Gooseneck Swivel Spout 133X 100482 
342" Rotary Waste Valve Strainer 010386-45 4KRC1 
10" Swing Nozzle 061X 4XKP6 
12" Swing Nozzle 062X 4XKL3 Swing 
14" Swing Nozzle 063X 100477 Nozzle 
16" Swing Nozzle 064X 4XKL4 
18" Double Joint Swing Nozzle 068X 4XKL5 
18" Swing Nozzle 065X 100478 
3" Gooseneck Swing Nozzle 132X 4XKL6 é& 
3" Rotary Waste Valve Strainer 010385-45 4KRA9 
ae ange Ait BS As AYERS 
" Swing Nozzle a) 4XKP95 
8" Swing Nozzle 060X AXKL2 Master 
Bell Escutcheon 001257-40 _10C471 Faucets 
Bonnet 002856-40 4KRA2 Repair Kit 
Bottom Gasket, Pkg. of 25 001022-45 4XKN9 
Se ee — ; 
artridge, Hot 4 
Cartridge Assembly, Cold 006477-40 100474 T&S Faucet Repair Parts ies 
Cartridge Assembly, Hot 006478-40 100475 Mfr. Item 
Cartridge Cold 238AC 4XKL9 Description Model No. 
Cartridge Spindle, Cold 67L 100469 Metering Valve Cartridge 238A 4XKL7 
Ceramic Cartridge & Washer, Cold 011277-45 100459 Non-Splash Aerator, %64'-27 FNPT, 2.2 gpm B-0199-01 4KRD7 
Ceramic Cartridge & Washer, Hot 011276-45 100458 Non-Splash Aerator with Flow Control, °%4'-27 FNPT, 1.2 gom B-0199-01F12 4KRD8 
Cold Cartridge 66L 4XKN3 Non-Splash Aerator with Vandal Resistant B-0199-06 4KRD9 
Cold Index Button 001660-45 4KPZ7 Key, °%a"-27 FNPT, 2.2 gom 
Cold Spindle Assembly w/Spring 002711-40 4KPZ9 Nozzle O-Ring, Pkg. of 25 001074-45 4XKP1 
Coupling Nut, Pkg. of 25 001019-45 4XKN8 Parts Kit Eterna Inserts (Incl. Right and Left Hand Spindle Insert) B-13K ONRF8 
Eterna Cartridge Replacement Kit (Incl. Right and B-21K 5WMYX3 Pedal Valve Bonnet Assembly 005312-40 4XKP3 
Left Hand Removable Insert Assemblies) Push Button Metering Cartridge 238AB 4XKL8 
Eterna Cartridge Spindle Kit (Incl. Right and B-11K 5WMX2 Quarter Turn Spindle Assembly 007947-40 100457 
Left Spindle Inserts, Screws, Washers) Repair Kit for Glass Fillers B-1255 4XKP7 
Eterna Cerama Cold Stem Assembly 011279-25 100461 Rigid Gooseneck Spout B-0520 100467 
Eterna Cerama Hot Stem Assembly 011278-25 100460 Spindle Assembly 006482-40 100456 
Eterna Spindle Assembly, Cold 006009-40 100472 Spindle Assembly 005960-40 4KRA5 
Eterna Spindle Assembly, Cold 2/13-40 4KRC7 Spindle Assembly, Left Hand Hot 009754-25 4KRA8 
Eterna Spindle Assembly, Hot 006010-40 100473 Spindle Assembly, Right Hand Cold 009753-25 4KRA7 
Eterna Spindle Assembly, Hot 2/14-40 4KRC8 Spindle Insert, Left Hand 000812-25 4XKN7 
Eterna Spindle Assembly, Left Hand Cold 005959-40 4KRA4 Spindle Insert, Right Hand 000811-25 4XKN6 
Eterna Spindle Parts Kit B-6K ONRF6 Spindle Parts Kit for Workboard Faucets (Incl. Right B-12K 5NRF7 
Faucet Cartridge, Hot 002983-40 100453 and Left Hand Spindle, Screws, Seal Washers) 
Garden Hose Outlet B-GFE 2MCU8 Spray Valve Repair Kit B-10K 5WMX1 
Glass Filler Arm, Lexan 001145-45 100451 Spring Checks Parts Kit (Incl. Right and Left B-23K 5NRGO 
Glass Filler Repair Kit, Lexan 015550-45 = 100462 Hand Eterna Spindle w/Spring Check) 
Handle Assembly, Cold 006089-45 100454 Supply Connector Kit B0230-K 4KRD1 
Handle Assembly, Hot 006090-45 100455 Twist Handle Assembly 010393-45 4KRC2 
Hot Cartridge 64L 4XKN2 Vacuum Breaker B-0968 100463 
Hot Index Button 001661-45 4KPZ8 Vacuum Breaker B-0969 100465 
Hot Spindle Assembly w/Spring 002712-40 4KRA1 Vacuum Breaker Repair Kit BO968RK01 100464 
Lever Handle, Cold 001636-45 4XKP2 Vacuum Breaker Repair Kit B-O969RK01 4KRD2 
Lever Handle, Hot 001637-45 4KPZ5 Valve Handle 001120-45 4KPZ4 
Lever Handle, Plain 001638-45 4KPZ6 Waste Valve Plunger 010388-45 —- 100476 
Lever Handle Assembly 010394-45 4KRC3 Waste Valve Repair Kit B39K 4KRD4 
Lever Handle Kit (Incl. Right and Left B-9K 4DYE6 Workboard Parts Kit B-20K ONRF9 
Handle, Index Buttons, Screws) Wrist Blade Replacement Handle - Blank B-WH4 2MCU6 
Master Faucets Repair Kit B-/K 4KRD5 Wrist Blade Replacement Handle - Cold B-WH4C 2MCU7 
Metering Barrel Assembly 014152-40 4KRC6 Wrist Blade Replacement Handle - Hot B-WH4-H 4KRD6 
if 
Lavatory Shower yi 
Delta Genuine Part Kissler Non-OEM Cartridge . 
Mfr. Item Mfr. Item = a periaes 
Description Model No. Model No. 
Cartridges 
Cartridge Assembly RP46074 4NLN3 — — oe 
Faucet Ball Assembly RP212  INNY4| PB212S 2FGU2 a, 
Faucet Ball Assembly — = PB70S_ _ 2FGU3 Es, 
For Lavatory — _ 46-6399  2FGT9 
For Lavatory, Brass RP25513  1NNY8 | KRP25513 2FGT8 
For Lavatory or Kitchen, Resin RP1/740 =1NNX9| PB1/45 = 2FGT7 
For Single Handle 1500/1700 Tub/Shower RP32104  10N719 _ — 
For Single Handle Faucets RP50587 6NRGO — _— 
For Single Handle Tub/Shower Reo ee INNS 46-9804  2FGU1 - So 
ermostatic Cartridge 7 4NLN5S — — e — 
Handles, Include Set Screw Q) D E LTA. Kissier ene cere 
Acrylic Handle (500 Series Faucets) RP2389 10N7/22 — — GENUINE PARTS ‘ Stem 
poy c rand ey series ingle Lever Tub/Shower) Mater ee 5 Wie oFGLIE Faucet Re air Parts aanke . 
crylic Lavatory, Knob Handle Pair 5 aif elta Genuine Part 
Acrylic Lavatory Single Knob RP1/449_  1NNY2 _— _ iY Mfr. Item 
Kitchen Handle (100, 200, 300, 400 Series) RP2393 INNY7 — — Description Model No. 
Kitchen Single Handle (100 & 400 Series) RP90 1INNX5 — _ Miscellaneous 
Lavatory and Shower Handle for 600 Series RP1/7443 1INNY1| 46-1132 2FGU5 Aerator Wrench RP6420 _48RF16 
Miscellaneous Faucet Stem Extender for 2 or 3 Handle Tub/ Shower Faucets RP1862/ _10N/24 
Acrylic Tub and Shower Single Knob RP2392 1INNY6| 46-9392 2FGU7 Faucet Stem for No. 6P959 RP24096_ _10N718 
Adapter and Plumbers Hook Universal Valve RP46463  4NLN4 — — Filter O60909A 48RFO2 
Aerator, Male, 2.2 GPM, Vandal Resistant RP246 1NNZ5 — Flange 060906A 48RFO9 
Aerator, Male '%16-27", 2.2 GPM RP330  —_10N731 — — Gasket RP6142 48RF18 
Battery Module Assembly 060681A 48RF22 — — Gasket RP30522 48RF21 
Diverter Tub Spout, Pull Down RP17453 —10N732 — — Hot/Cold Cartridge, Plastic Pkg. of 6 RP1/40MBS 10N728 
Diverter Tub Spout, Pull Up RP5834 10N729 — — Laminar Outlet 061203A  48RF20 
Faucet Adapters for DST Faucets RP63263 10N/17 — — Lavatory Cap RP950 INNX7 
Faucet Bonnet Nut RP22734 10N/25 — — Nut RP608/  48RF08 
Faucet Handle Buttons, Hot and Cold RP19659 ~—10N737 — — Nut RP6140  48RF17 
Faucet Handle Buttons for 1300/1400 Tub Faucets, Pkg. of 10 RP20542 10N/23 — — O-Ring Repair Kit for 100,200,300,400 Series Single Handle Faucets} | RP25 10N714 
Faucet Handle Buttons for Acrylic Lavatory RPB21915  10N721 _ _ Pop-Up Drain Assembly P5651 ~—-10N730 
Faucets, Cold, Pkg. of 10 Push Button Diverter Stem for Single Handle Tub Faucets RP5649 _10N716 
Faucet Handle Buttons for Acrylic Lavatory RPB21912 10N720 _ _ Seat RP1806 48RF24 
Faucets, Hot, Pkg. of 10 Shower Head, Push Clean, Brass, Plastic RP28599 10N733 
Faucet Hose Quick Connect Clip RP32522 10N/36 _— — Single Handle Repair Kit RP63138 1INNY9 
Faucet Repair Kit RP3614  1NNZ1| PB3614 2FGU9 Solenoid Valve 060908A_  48RF15 
Faucet Repair Kit — _ 540-7270 2FGU8 Spout O-Ring Repair Kit for 2 Handle non-DST Kitchen Faucets RP2055 _10N713 
Faucet Repair Kit—Seat and Seals RP4993 1INNX8| PB4993 2FGV2 Spout O-Ring Set RP22934  1NNZ4 
Faucet Seats, Pkg. of 24 RP1806MBS_ 10N726 = _— Spout Retainer RP21463 —1NNZ3 
Faucet Sink Spray Head & Hose Assembly RP6011  ~=—10N735 _— — Spray Diverter Assembly for 2 Handle Kitchen Faucets w/Spray RP63135 10N/15 
Faucet Springs, Pkg. of 24 RP3427MBS_ 10N727 _— _ Transtormer RP32508 48RF19 
Nut RP36203 48RF14 — — Transformer RP32856 _48RF10 
Transformer 060683A  48RF12 — — Tub and Shower Cover Plate RP2982/ _1NNZ7 
Trim and Cover Plate RP30528 48RF11 — — Vessel Bowl Grid Strainer RP6346_ _ 48RF13 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2749 
























PLUMBING 
Faucet Repair Parts & Faucet Aerators 
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Zurn Faucet Repair Parts <URN 























Mfr. Item 
Description Model No. 
Cartridges 
Short Stem Ceramic Cartridge, Cold 59517005 4JPA3 
Short Stem Ceramic Cartridge, Hot 99517006 4JPA4 
Long Stem Ceramic Cartridge, Cold 59517007 4JPA5 
Long Stem Ceramic Cartridge, Hot 59517008 4JPA6 Aerator Cross Handle 
Spouts Repair Kit 
Spout Assembly, Rough Chrome Vacuum Breaker _—G60555 SUNT] | SPEAKMAN’ Faucet 
"Aerator 37 Male 16 ap P6900-20E  4UZN9 ’ & a 
erator, 'Vie- ale, 1.5 gpm : 4 
pan eee oyu | Speakman 
erator, 6-27 Male, 0.5 gpm : 4 =“ f=] V wi Bionitcr 
Aerator Wrench pégoo-21 —erkeo | Faucet © ie enemies 
Miscellaneous Repair Parts SECOOCRE p07 Re air Pa rs \ © . 
“ Deck Plate - 4 
8" Deck Plate P6900-CP8 _—4JPC3 iY “ 
Foot Pedal Valve Assembly G66001 5UNT5 _ Mfr. ltem 
Handles, 4" Wristblade, 1 Pair G60504 5UNRY Description Model No. 
~ Handle Assembly, Metering G60522 5UNTO 0.5 gom BOCA Outlet/Vandal Resistant Flow Control RPGO09-0733-PC _4NGY2 
Handle Assembly, Metering, 1 Pair G61830 5UNT3 6° Gooseneck Assembly RPG18-0213-CA _4NGX6 
Handle Mount Assembly G60561 4JPA7 Aerators (SEF-1800's) RPGOS-1177 __ 4NGV9 
Mixing Valve P6900-MV-XL  6RKG9 Cold Cartridge, Includes Valve, Sleeve Extension, Screws (4), Bushing RPGOS-0035-CA__SNPV1 
a? Repair Kit, Vacuum Breaker JP1996-SF-VB-RK 5UNT7 Cross Handle Repair Kit___ RPG04-0323-PC  SHER4 
. — Slow Close Metering Cartridge G61754 4JPC1 Easy Push Replacement Unit : G05-0441-RPR___4NGX5 
4 a ForSensor Faucets Faucet Module, 6VDC, Includes Batteries RPG66-0160_ _ SHEP 
Be: ( Control Box P6900-B-L  5UNU2 Faucet solenoid Repair Kit RPG/6-0039 —_ 3HEP7 
Mixing Tee, Brass P6900-MT-1-XL 30PT30 Medium Perfect Valve Red RPGO5-0534-CA 32WT27 
Mixing Valve P6900-ADM-XL 33KJ84 Repair Kit, Includes Handle Insert, Set Screw RPGO5-0523  5SNPT9 
Power Converter P6900-ACA  5UNU1 Repair Kit, Includes Handle Only RPGO4-0296-PC 5NPT8 
Mixing Solenoid Rebuild Kit P6900-SRK 4UZP3 Repair Kit, Includes Spindle, O-ring (2), Washer (2) RPG03-0259-RCP 5NPT7/ 
Valve Spout Assembly, Brass P6920-XL-1 30PT20 Seat Washers and Screws, Chrome RPG45-0033 _ SHER2 
Spout, Brass, Plastic, Copper P6913-XL-1__ 30PT79 | _Vacuum Breaker Repair Kit RPGOS-0520___ SHER? 
Spout Base, Brass, Plastic, Copper P6915-XL-1 30PT26 Widespread Standard Trim Repair Kit RPG10-00/70-PC _4NGX8 
Thread Thread 
Thread Size Flow Item Pkg. Thread Size Flow Item Pkg. 
Size _ Type Rate Std. No. (Qty. Size Type Rate Std. No. Qty. 
Threaded Faucet Aerators & Flow Restrictors, Chrome Finish Male 1.00 gpm WaterSense, NSF61 4XGF3 = 1 
Aerated Aerated Male 1.20 gpm WaterSense, NSF61 46CF56 1 
Female 1.20 gpm WaterSense, NSF61 46CF70 1 Male 1.20 gpm WaterSense, NSF61 46CF61 1 
¥'-97 Female 1.50 gpm WaterSense, NSF61 4XGH1 1 Male 1.50 gpm WaterSense, NSF61 4XGF4 1 
Female 1.80 gpm NSF61 46CF74 1) '%e'-27 Male 1.50 gpm WaterSense, NSF61 4XGH8* 1 
Female 2.20 gpm NSF61 4XGH2__i Male 1.80 gom NSF61 10N175 1 
; Female 1.20 gpm WaterSense, NSF61 46CF71 1 Male 1.80 gpm NSF61 10N178* 1 
=. i= 13/624 Female 1.50 gpm WaterSense, NSF61 4XGH3 1 Male 2.20 gpm NSF61 4XGF6 1 
Unthreaded Threaded Faucet _ Installation amg i gpm vere te tan Male 2.20 gpm NSF61 AXGH9* 1 
emale 2.20 gpm aminar 
Bo STOE* NouaeCr7e Paka Pago Male 1.20 gom WaterSense, NSF61 46CF69 1 134-24 Female 1.80 gpm NSF6A AGCF76 1 
‘ mprer oO: 134¢!-97—Male__1.50 gpm WaterSense, NSF61 4XGG8_— 1 %5,"-27 Female 1.50 gpm WaterSense, NSF61 4XGG1 1 
NEOPERL No. 20K845 Male 1.80 gpm NSF61 46CF73_—s 1 15, Dual 1.50 gpm WaterSense, NSF61 4XGG6 1 
Male 2.20 gpm NSF61 4XGG9 1 ~ ~Dual 1.50 gpm WaterSense, NSF61 4XGN3 6 
Faucet Aerators & Outlets Female 1.00 gpm WaterSense, NSF61 4XGF8 1 g5f'n’n7 Dual 1.50 gpm WaterSense, NSF61 5UUZ9* 40 
Female 1.20 gpm WaterSense, NSF61 46CF57 1 Dual 1.50 gpm WaterSense, NSF61 5UUZ8 50 
= OEM quality 5Y4'-27 Female 1.50 gpm WaterSense, NSF61 4XGF9 1 ‘/e'-27 Male 1.50 gpm WaterSense, NSF61 4XGF5 ‘1 
Female 1.80 gpm NSF61 10N176— 1 Spray 
Connect to the end of a faucet spout to direct the water pammale 2.20 gpm = Si ls poms : 5 gpm Nore! anna 
eee ses ad : ua .00 gom_ WaterSense, 37,1. emale 0.35 gpm . 
stream, minimize splashing in sink basins, and reduce Dual 1.00 gpm WaterSense, NSF61 4XGN1 6. “~<’ Female 0.50 gpm NSF61 10N183 1 
water use. These parts are added to faucets for flow- am 1.00 gpm MESES — UNA 40 SA 7 0 gpm iis us 
tak ua 00 gom_ WaterSense, ale 0.35 gpm 
control applications and used as replacements for Dual 1.20 gpm WaterSense, NSF61 46CF58 1 y,...57 Male 0.35 gpm NSF61 10N184* 1 
aerators that block water flow, cause the water stream to -_ 1.20 gpm WaterSense, NSF6! aberor u _ 7 0 gpm — LILLY 
bo ua .20 gpm WaterSense, ale 0.50 gpm . 
sical aie tania bul 1 im Waerense SPSL ASG 42 se.o7 Fie Oop gone) _ 
ua .20 gpm WaterSense, 4 3 emale 0.50 gpm 4XGF7 
Unthreaded Faucet Aerator Inserts and Flow Dual ie gpm iatereense eis atts L Dual a 5 gpm NSF61 10N172.. 1 
Restrictors—Easily fit into faucet spouts. 154". —Dual__1.50 gpm _ WaterSense, 4 ‘ ual 0.35 gpm NSF61 10N174" 1 
af, —pual Leap Wares A Dual 0:35 yom NSF6110N19440 
i —_ 55/1 ual 1.90 gpm _ WaterSense, 7 15/ al ual 0.35 gpm 4* 
Threaded Faucet Aerators and Flow Restrictors -27~ Dual 1.50 gpm WaterSense, NSF61 4XGN6 50%" — Dual _0.35 gpm NSF6t 10N193 50 
Thread onto faucet spouts. Dual 1.80 gpm NSF61 TONT77 1 gggin’57 Dual 0.50 gpm NSF61 4XGG3_—s 1 
Dual 1.80 gpm NSF61 10N179* 1 = Dual 0.50 gpm NSF61 4XGJ1* 1 
Faucet Outlet Adapters—Allow the faucet spout to be nua ey oom it aeetee é im + apm iad te £ 
: : : : ua .80 gpm * ua .00 gpm id 
fitted with different types of aerators and adapted to suit Dual 1.80 gpm NSEG1 AGCF66 50 Dual 0.50 gpm NSEGi 5UUZ4 50 
different applications. Dual 2.20 gpm NSF61 4XGG7 1 Male 0.35 gpm NSF61 10N170 1 
Dual 2:20 gom——NeFet axa —6-°%*"27 Male 0:50 dpm NSF61 4X2 
i ——=/i( | j 3 ua .20 gpm 4 ale 0.50 gpm 4 
Faucet Aerator Installation Tools—Aid in the instal pial 200 agin NSF SUVA 20 ale O50 apm SFB AKC 
lation and removal of clogged faucet aerators. Tools fit a Dual 2.20 gpm NSE61 4XGN7 50 
compatible aerator and faucet without causing damage. Thread Thread Item — Pkg. 
Flow Item Pkg Size Connection Size Type Finish Std. No. Qty. 
ae ae No. __Qty._Faueet Oufiet fhanters Large Diameter, 94” MGHT Mal Unfinished  NSF6t  4XGJ9 1 
4" arge Diameter, 34" ale nfinishe 
Hab detrei lea THg'-24, Sha"-27 1946-04 Female x 4-27 Male Dual Chrome NSF61 20K845__1 
Aerated , 19/6"-27, S5/e4'-27 — Male Acetal NSF61 10N197 1 
1.20 gpm : 1346'-27, 5Y%4'-27 1% 6-27 and 5%64-27 Dual Chrome NSF61 20K848 1 
WaterSense, NSF61 46CF68 1 Mal 
WaterSense, NSF61 aXGL4 1 = ae pectal vert ee 
1.50 gpm WaterSense NSEG1 AXGL7 { 5%4"-2/ 3 Sleeves Small Opening x %4'-27 Male Male Chrome NSF61 20K850_ 1 
NSEG1 AGCF64 1 Multiple Thread Sizes = Dual Chrome NSF61 20K851_—s 1 
Le0'gom NSF61 AGCF72__1 . Item 
090 NSF61 4XGL6 1 For Use With No. 
ey Opin NSF61 AXGL8 1 Faucet Aerator Installation Wrenches 
Laminar 10N170 to 10N172, 4XGF2 to 4XGF9, 4XGG1 to 4XGG9, 10N175 to 10N177, 10N180 4XGK1 
1.50 gpm WaterSense, NSF61 4XGL5 1 to10N183, 4XGH1 to 4XGH6, 10N194, 4XGN5, 5UUZ6, 5UUZ7, 5UUZ9, 5UVA0 
Spray 10N184 to 10N187 10N198 
0.35 NSF61 10N188 1 10N173, 10N174, 10N178, 10N179, 4XGH7 to 4XGH9, 4XGJ1 to 4XGJ3, 10N192, 40N199 
on NSF61 10N189 1 10N193, 4XGL9, 5UUZ4, 5UUZ5, 4XGN1 to 4XGN4, 4XGN6, 5UUZ8, 4XGN7 
0.50 gpm NSF61 4XGL2 1 * Vandal resistant. 
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Find the wy. Find Solutions. Find Great Prices. Plumbing Tools, Plungers & Automatic Flush Valves 
Plumbing AN) Gy *reyrycraincer | 
Specialty Tools Superior tool Bay APPROVED ee 

i ® Nipple Caddy — 
em ; 
Description Brand No. _oSeoree Water Key 
Brush Item No. 1WJT1 

4 |n 1 Pipe Cleaning Brush Superior 1LNX4 Description Brand No. Item 
Caddies Keys Description Brand No. 

Nipple Caddy, for 12" Nipples Harvey 4NDN2 Combination Street Key, 30°L GA 1WJU2 Wrenches 

Nipple Caddy, for 34" Nipples Harvey 4NDN1 Combination Water GA 1WJT9 Tight Spot Wrench, 1%" Cap. Superior 1LNY4 
Plumbing Specialty Tools Meter Key, 12"L Tight Spot Wrench, 1%" Cap. Superior ILNY3 

Drain Stick Superior 1LNY2 Four Way Water Key GA 1WJ11 Adjustable Wrench, 1 To 3° Cap. Superior 2GWK4 

Faucet Reseater Kit Superior 1LNY6 PEX Tool Water/Gas Shutoff Wrench Superior 2GWK3 

Tub Shower Valve Sipenok 4LNX5 Pex Crimp Tool Superior 4XLF3 Tub Drain Wrench GA 34A506 

Socket Set 5 Piece p Pullers Drum Tap Wrench GA 2GWK2 

Tub Drain Tool Remover Superior 45W755 Compression Sleeve Puller Superior 1LNX7 Universal Faucet Wrench Superior 45W7/54 

Plumbers Multi Tool Superior 45W757 Riser Removal, 2 & 94" Cap. Superior 6CXE2 Drain Wrench Superior 45W7/58 

Hose lap Thread Cleaning Tool Superior 39AN53 Faucet Handle Puller Superior 1LNX9 Wrench, 1% Cap., 9%'L Superior 39AN50 


korky GX, @> 
Plungers and ahr. = 
Drain Flushers *rayyorancen 5 


el. 
Clog-Buster®—Unclog drain onuaee 
pipes in seconds without 
harmful chemicals. Attach to standard 3" garden 





hose fitting. 
Plunger Cup Handle Handle Item 
Item Material Dia. Length Material Brand No. 
Plungers 


Plunger Rubber 6" 16%" Plastic Korky 48H4/4 
Plunger Rubber 6%" 21° Wood Korky 29VM26 


Plunger With Premium 53, 4614" Plastic Korky 2XLD4 






Drip Tray Rubber A {menicar (Standard 
coe Cup ee 8" Wood GA 1RLV7 
unger ubber SLOAN 


Plunger 
Forced Cup Durable 


4 
Forced Cup pubber ~=s5". 19" += Wood GA 1LNX3 
6 
7 





Plunger Rubber A " joes 
Plunger Plastic 12" Plastic GA  STF30 Washing 

Clog-Buster® mes 
Clog-Buster® Drain opener, 1" to 3" Cherne 3NWA4 Systems 

Clog-Buster® Drain opener, 4" to 6' Cherne 3NWA5 No. 48H474 


=» ADA compliant with —~ 
vandal resistant 
stop cap, except 
American Standard® 

Sloan® has exposed 

diaphragm-type, closet 












Toilet Supports 12G702 | flush valve for floor- S=% No. 3EPv4 
Plunger Splash Guard—Clear splash mount or walentn ce fn 
guard helps keep water from splashing bowls with a 172° top Description Model No. 
out of the toilet bowl spud. All have 1-pc. Bedpan Washer Flush Valves, SLOAN 
: ; ‘ body to keep spra 1.6 gpf, 262" Rough-In, Diaphragm Royal BPW 1100-1.6 6UYN6 
= Fits most round or elongated toilets _— y tO Keep spray 3.5 gpf, 3434" Rough-In, Diaphragm ROYAL BPW 1000 4LW44 
Toilet S rts—U in + wall arm upright. Include Peal aa ne SENECA STAAnERE —_ 
oilet Supports—Use with most wall- to 80 psi Press. Range, 114" Inlet 7800. 4PR45 
t af ; foagi : = valve body, stop body, —~59 +0 80 psi Press. Range, 1/4" Inlet 6047815.002  24PR46 
igo 1 ets fo Increase capacity up No. j diverter body, and Repair Parts, SLOAN 
0 : : ; Bedpan Washer Retrofit 
- ‘ | bataiel 12G703 a diverter pivot, except Kit, for Bedpan Washer DV100 4LW53 
= FIL FOUN OF ClONgaled TOllets American Standard has ~ Bedpan Washer Retrofit Kit, 
Mtr Item far Sloan Bednan Wash DV130 3EPV7 
, no valve. For informa- —2,e-Gan cetpan Masters 
ltem Rated Life Material Size Model No. Toilet Valve Bodies DV1 SEPV4 
Plunger Splash Guard Disposable sich Plastic AES Adjustable ae . axaro tion on standards, go to _ Diverter Valve Kit DV50A 2XU45 
; __ igh Impact se RTE : it ‘ ® Pivot Replacement Kit DV1003A 2XU44 
Toilet Support Steel, Flexible PVC 7%'x 14" 612011919 126702 | Grainger.com®. Spray Arm Repair Kit DV32AA 2VEE2 
Sloan®—Sensor-activated with exposed, Zurn—Include actuator, control i 2 
SLOAN. ZURN. diaphragm-type flushing system. 3-Sec, delay. Stop, internal seals, piston kit, No. 
Courtesy Flush™ override button on toilet type only. | sensor, and vacuum breaker. 16T986 
Automatic Fixture Gal. per Spud Inlet Basic Power Mfr. Item = 





Type Flush Rough-In Coupling Size Source Finish Model No. 
Flush Valves American Standard Selectronic® 
: 11 11% 1% 1" Battery Chrome 6065111.002 _31AA30 
cri hited aot eha Toilet “ng tte Batteny Chrome 8088121.002 16798) 
oilet Ad " " attery rome 5121, 7 
Touchless Sensor models 1.28 474" 41" 4" Battery Polished Chrome 6066121.002 48ZK06 
debe errole melt ah 18 i —— 9 9 Battery Chrome 8063013.002 167990 
‘ani sa 0" 4 4" attery rome 
proximity sensor for hygienic Urinal oe tte "Battery Polished Chrome _6064013.002___482K13 
hands-free operation with 05 rye ye Ya Battery Chrome 6063051 002 167989 
i i 7 Q" 4 4 attery rome 
mechanical override. Self Sloan Royal? 
cleaning piston helps prevent >i, 1.28 11% 1%" Electric Chrome Royal 111-1.28 ESS 6UYN2 
sloauind andradices wane 16. 11%" 1% 1" Electric Chrome Royal 111 ESS 4FEU5 
gging Urinal 1.0. 11%" ys Ye Electric Chrome Royal 186-1 ESS 4FEU6 
eae aun 17 iv 1 2B Ch ZTRE200EV _—-22LU02 
i a. a : attery rome 
volume can be adjusted Toilet 1:28 44%" "1" Battery Polished Chrome ZERGOOOAV-HET-CPM 46CE26 
manually or with Remote 348 Hib : Battery ome ralGLSeAIASE a 
leo a 4 : attery rome : 
Control No. 24X050, sold Urinal 05 11%" % _Y"~_ Battery Chrome Z7TR6203-EWS _22LU05 
separately on Grainger.com®. 10. 11%" Ys  ¥% Battery Chrome Z7TR6203-WS1 _22LU04 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








PLUMBING Scan. Order. Done. 
Automatic & Manual Flush Valves Details on page A1. 
SLOAN. 

4 Gal. Batt Sol 
Automatic Flush Valves Brand fal Spud Mtr. = Item Mfr. au Item 
= 11%" rough-in EC0S®/G2—Install exposed, battery-powered, sensor- #illat Actamatie Ficah Valea Tabi 1 IES No. Model No. 
= Include 4 AA batteries operated flush valves on floor-mounted or wall-hung top eee 141/16 1%" ECOS 8111. -2VEF7 = = 
For information on standards, Spud bowls to help meet ADA requirements. Features 1.28. 1%" | G28111-1.28  2VED5 = = 
go to Grainger.com®. include 3-sec. flush delay, manual override button, unit Sloan G2 x2 a as ait see = = 

reset, and unit shutdown. 3-yr. warranty. Urinal models | T1164 A = = " soli BTA G/L 3ETX8 
have courtesy flush 24 hr. after last flushing cycle. Full Sloan Solis 1.28 1% = —__| Solis 8111-1.28 _ 3ETX6 


1. ye 
Urinal Automatic Flush Valve, Inlet: yi IPS 
Sloan %" |ECOS 8186-0.13 OR 6UYL5 + 


Solis 8111-1.6 3ETX7 


units include valve body, tailpiece, and control stop. 





SOLIS®—Automatic, sensor-operated flush valves use rCOS® 0.25. %" ECOS 8186-0.25 OR 5XTG3 = = 
photovoltaic technology to convert just about any natural 73 oh ECOS 5 86-05 OR Sara : = = 
or artificial light source into power; no need for electricity. _ SloanG2_ 45 ys G28186  3UU63t 
3s indi 05 — — Solis 8186-0.5 5XTG6 
Include LED low-battery indicator, instructional wall plates, Sloan Solis 1:0 — = Solis 8186-1 SETX9 
vandal-resistant stop cap, and manual override. 15 hh — — Solis 8186-1.5 3ETY4 
Battery Life Battery Solar 
Dual Flush Brand and Gal. per Flush Year @ Flushes Mfr. Item Mfr. Item 
Retrofit Kit Series For Use With Flush Mode* per Month Model No. Model No. 
Toilet Automatic Flush Valve Retrofit Kit, Sensor Range: 15" to 30" 
No. 2VEF9 Sloan Exposed Flushometers 1.6/1.1 SF 6 years EBV1004A  3ETV5 — — 
Toilet Automatic Flush Valve Retrofit Kit, Sensor Range: 22" to 42" 
j einai Sloan OPTIMA Flushometers 16 SF  6yr.@4000 — — | EBVi007A 4FEZ7 
Dual-Flush—Detect user presence and aa Sloan em lushomelers en * a on as unre EBV1005A  4FEZ5 
duration to determine more-efficient effective  _ECOS® . aust r aa a yt eas am ee _ = 
flush volume—reduced cycle for liquid waste: oa an a a ane oe a au - 38 = ; 
full cycle for solid waste. Split-button design - passat ea ate oh casa : - _ RESS-C-1.28 
allows manual activation of either cycle. Include Late Sloan Exposed Closet Flushometers 1.6 SF 6 yr. @ 4000 — RESS-Co1 6 3ETY2 
control module, flex tube diaphragm, installa- Sloan Exposed Closet Flushometers 1.6/1.1 DF 6yr @ 4000 = — feces rey 1 SETVS 
tion str ap wrench, screwdriver device, and 2 Urinal Automatic Flush Valve Retrofit Kit, Sensor Range: 15" to 30" 
instructional wall plates. Sloan Royal®, Regal Pro® and Regal® Flushometers 0.25 SF  3yr.@4000 G2 RESS-U-0.255XTG5 — — 
Sloan G2 Sloan Royal®, Regal Pro® and Regal® Flushometers _0.5 SF 3 yr. @ 4000 | G2 RESS-U-0.5 5XTG4 = _— 
Retrofit Kits—Top mount kits fit all Sloan® Sloan Exposed Urinal Flushometers 10/15 SF 3 yr. @ 4000 G2RESS-U 3UU60 Sol — 
: : OS 
valve assemblies and do not include valve body, Sloan Royal®, Regal Pro® and Regal® Flushometers 0.25 SF 6 yr.@4000 ma = RESS-U-0.25 OXTG9 
tailpiece, or control stop. They allow a flushom- Solis Sloan Royal®, Regal Pro® and Regal Flushometers 0.5 SF 6 yr. @ 4000 — eee + eMIGs 
eter to be converted from manual to automatic — Sloan Exposed Urinal flushometes 101.5 DF  6yr. @ 4000 = — | Solis RESS-U 3ETY3 
j : j rinal Automatic Flush Valve Retrofit Kit, Sensor Range: 22" to 42" 
operation for hands-free flushing. Include a full Sloan Sloan OPTIMA Flushometers 1.0 SF  6yr.@ 4000 — — | EBVi006A 4FEZ6 


diaphragm assembly. * DF = double flush. SF = single flush. ¢ Include 4 AA batteries. 


=» Recommended operating pressure: = 1114" rough-in 
20 psi (flowing), 80 psi (static) 
7) Feature self-cleaning brass piston with integral wiper spring 


that helps prevent clogging and reduce maintenance. Nonhold- 











Piston-Type — 







Toilet 
SLOAN. rl fe erea1 open handle, chloramine-resistant EPDM seals. Valves include 
ZURN 2VEH8 Flush Valves sweat solder kit, cover tube, and wall flange. ADA compliant. 
Descripti or sh Inlet Si count Model No 
: escription uS niet olze Gouplin ode 0. 
stmenican Standard Toilet 1" IPS in 6047121.002 161984 
A ft ti 1.6 TIPS 1%" ——«6047161.002 ——-16T985 
0.125 YWIPS vi 6045013.002 161981 
u omatic = Urinal 05  %WiPS % 6045051.002 161982 
Side-Mount L 1.0 Ya" IPS Ya" 6045101.002 161983 
Flush Valves 


Manual Dual Flush Valves and Dual Flush 
Valve Handle—Handle converts existing flush 
valves to water-conserving units that allow 
either full or partial flushes: lift handle for liquid 
waste; push down for solid waste. Handle has a 
green-colored antimicrobial coating. Include 2 
instructional wallplates. 


= 11'4" rough-in Royal Flush 


Battery powered valves can be used with 
floor-mounted or wall-hung top and spud 
bowls. Suitable for left- or right-hand supply; 
include valve body, tailpiece, control stop, and 
4 C batteries. User-friendly 3-sec. delay. 5-yr. 


UP for liquid waste 











manufacturer's warranty, except Zurn models Fixture Gal. per Inlet Spud Rough- Flush Valve Mfr. Item 
are 3 yr. only. ADA compliant when properly Type Flush Size Coupling _In Design Model No. 
installed. All models meet ASSE 1037, ANSI/ Manual Flush Valve 
installed. All models mee 037, 0, A IPS % in 11 Vin Piston CROWN _111-1.2 2VED4 
ASME A112.19.2, except Zurn models. 1/16 (IPS 1%in 11% in Diaphragm WES111 2XU40 
P 1.28 1"IPS 1¥%in 11 %in Diaphragm Royal 111-1.28 1EPE2 
Gal. per Spud Mfr. Item OWNGseaanawmst 1.28 IPS 1%in 24in Diaphragm  Royal115-1.28 6UYN3 
Flush Coupling Brand Model No. = aie Toilet —1-6 TIPS 1 %in 114 in Diaphragm Royal 111 4LW39 
Toilet Automatic Flush Valve, inet tin IF Dual-Flush Handle 78 , tes re 1 WA in paohragm REAL it ve 
n al No. 2XU39 : 21n in Diaphragm oya 4LW4 
1.28 ae = ere Me eon aati . 35 TIPS Tin 11 Yin Diaphragm Royal 10 SP009 
2" Zurn -HET-CPM 5 St ein 11 %in Diaphragm REGAL110 XL 2VEC8 
16 1%" Sloan| Sloan 117 DFB SMO 2LRZ4 Manual SLOAN. 3.5  1IPS 1%in 27in Diaphragm Royal116 5 PO11 
1%" Zurn |ZER6000AV-WS1-CPM 2VEH9 0.125 %4 IPS  %in 11%in Diaphragm  Z6003PL-ULF 46CD88 
35 1% Sloan) Sloan 110 DFB SMO 2LRZ5 Flush Valves 0.13% IPS %in 11 %in Diaphragm Royal 186-0.13 6GUYN5 
1%" Zurn | ZERGOOOAV-CPM  2VEH8 0.25 %4 IPS  %in 11%in Diaphragm Royal 186-0.25 5X1G1 
a a Eg | [xvas avs have ree-pnning Se re Bate ie eR 
" “U. . a 4 4 | 2 | | ragm “U. 
ee DFB SMO SXTGO_ | _vandal-resistant stop caps. Integral Urinal 1.0% IPS %in 11 %in Diaphragm Royal 186-1 4LW43 
Z | /2in_Di i 
ive | sous ane atwe_| vacuum breaker helps prevent back eee eh 2 asvaae RE 
10 %4 Sloan Sloan 1865 Ore silo 2tRZ6 siphoning. ADA-compliant oscillating, 18 4 IPS it in H Yin Diaphragm REGAL 186 XL 2VED2 
4" urn -WS1- nonhold-open handles and an adjust- 9 4 in 2in_ Diaphragm Royal 180 6 P012 
0.125. %" Zurn | ZERGOO3AV-ULF-CPM 6RKG8 ble tai re ear iifoniial 35 (IPS tin 11%in Diaphragm REGAL180 XL 2VED1 
15 Ys Sloan} Sloan 186 DFB SMO 2LRZ7 adle taliplece. For information on Dual Flush Handle, For Use With Royal and Regal Flush Valves 
Ys" Zurn | ZERGOO3AV-CPM _—‘2VEJ1 standards, go to Grainger.com®. = WES212A _-2XU39 
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Find the yf. Find Solutions. Find Great Prices. Flush Valve Retrofit Kits & Flush Valve Repair Parts 





is{t]e)el-lanat-lie| 


AAmericonStindad YOMOEN ZURN BRB SLOAN. 
Automatic Flush Valve Retrofit Kits 





‘ae La 
| e Over-Handle 


ADA compliant, except for Sloan® and Zurn® flush valves. Side-Mount — @ 
Nos. 448N68 and 448N69. All No. 448N69 is for American ——— 
include 4 C batteries and installa- Standard® and GEM® flush valves. 
tion tools. Nos. 2TET9, 2TEU1, and 1GAB3 ivaee mili Soucey cin 
F allow you to slide the unit over the Brand and Series Flush Type Mounting Type Range No 
Side-Mount—Install without é 
flush valve handle and tighten for | Automatic Flush Valve 
water shutoff. Adjustable sensor ' American Standard Selectronic® 1.28 Toilet — 15%" to 314" 161987 
: : : true mechanical override. Moen Commercial 16 Toilet Top Mount 1"to 18" —_ 40D676 
Valve body, supply stop, or vacuum Zurn AquaSense® E-Z Flush™ 1.0 to 3.5 yovet Tina , sii Mount 12"to 44" 2VEJ4 
i = — i ; ; _— ollet/Urinal Over the Handle Mount 12'to48" 2TET9 
breaker not included, except Top-Mount—No. 4006/6 is Rubbermaid Commercial ————Jpilet/Urinal- Over the Handle Mount-42"to 48" OTEU1 
No. 20CM32 comes with a valve all-metal construction with easy Sloan — font Ha ; _ Mount, i 5 to 42 20¢M32 
— ollet/Urinal Over the Handle Mount Toe: 
body. No. 24PR18 has a valve that —_—battery access. Nos. 25CH55 and = 7 nquasense®E-ZFlush™ 1.0 to 3.5 ~Toilet/Urinal Top Mount 6"to 40"  25CH56 
automatically closes upon loss 25CH56 have a chrome-plated ‘ American SET me — Lainie Side Mount 8"to 48" 448N68 
in FE ® it wi merican Standard®, — oilet/Urina Side Mount 8' to 48"  448N69 
of power or water pressure and plastic E-Z Flush® sensor unit with "pir nermaid Commercial —Toilet/Urinal Side Mount 8"to 48" 2TEU2 
requires no reset. No. 448N68 is for 3-yr. battery life. Sloan — Toilet/Urinal Side Mount 8"to 54" —- 1GAB2 


SLOAN. 


Manual Flush Valve Repair Parts and Kits 
For additional parts, call 1-800-GRAINGER (472-4643). For an even larger 



































assortment of repair parts and kits, go to Grainger.com®. 
Mfr. Item 

Key Description Model No. 
A Flush Valve Cover, Royal A/2 2XU43 

Outside Cover, Regal R10 3ERD6 
B Inside Cover AZ 2XU12 
Reliet Valve, White, Toilet A19AC 2XU10 
C _ Relief Valve, Black, Urinal A19AU 2XU11 
Relief Valve, Green, Toilet/Urinal A19ALC 2VEG9 
D___ Molded Disc A1ldA 2XJ98 
E Disc, Black Rubber A156A 2XJ96 
Guide Assembly, 1.6 GPF, Toilet A151A 2VEG5 
F Guide Assembly, 3.5 GPF, Toilet A152A 2VEG6 
Guide Assembly, 4.5 GPF, Toilet A163A 2XJ99 
Guide Assembly, 1.0 GPF, Urinal A155A 3EPU5 
Diaphragm Assembly, 1.28 gpf, High Efficiency Toilet A1045A 4FEU7 
Diaphragm Assembly, 1.6 GPF, Toilet, Royal Al041A 4FB32 
Diaphragm Kit, 1.6 GPF, Toilet, Regal A41A 4LW51 
Diaphragm Kit, 2.4 gpf, Toilet, Royal A1044A 3EPU2 
Diaphragm Assembly, 2.4 gpf, Toilet, Regal A44A 3EPU/ 
Diaphragm Kit, 3.5 GPF, Toilet, Royal A1038A 4FB31 
Diaphragm Kit, 3.5 GPF, Toilet, Regal A38A 9P213 
G Diaphragm Kit, 4.5 GPF, Toilet, Regal A36A 5P211 
Diaphragm Assembly, 0.25 gpf Toilet, Regal A1047A 5XTF6 
Diaphragm Kit, 0.5 GPF, Urinal, Royal A1043A 2VED7 
Diaphragm Kit, 0.5 GPF, Urinal, Regal A43A 2VED6 Complete Control Stops 
Diaphragm Kit, 1.0 GPF, Urinal, Royal A1042A 4FB33 Vandal-Resistant, 74°, Adjustable H700A 2VED9 
Diaphragm Kit, 1.0 GPF, Urinal, Regal A42A 4LW52 Vandal-Resistant, 1°, Adjustable H700A 2VED8 
Diaphragm Kit, 1.5 GPF, Urinal, Royal A1037A 4FB30 Adjustable Screwdriver Control Stop for H-710-A 2VEC2 
Diaphragm Kit, 1.5 GPF, Urinal, Regal A37A 5P212 y —Redgal Closet Flushometers, 1" 

Handles Control Stop for Regal Closet Flushometers, 7° H/10A 2VEC3 
H Gasket, Pkg. of 48 A311 QVEG7 Adjustable Screwdriver Control Stop for H790A OVEC4 
| __ Handle Packet, Pkg. of 12 B39 2VEH2 Regal Closet Flushometers, 1° 
J Handle Coupling A6 2XU42 Control Stop for Regal Urinal Flushometers, 3" H/90A 2VEC5 
k —Handle Repair Kit Bo1A 2XU13 Miscellaneous Parts 

Handle Repair Kit Bo0A 5E545 Hydraulic Actuator Cartridge Assembly HY32A 2VEA5 
[L Handle Kit, ADA B/3A 5E544 Hydraulic Actuator Assembly Hy83A 2VEE8 
Handle Kit, ADA, Antimicrobial B/3A-sG 2VDZ9 Super Wrench A50 2VDZ8 
V___Handle Grip Sub Assembly, ADA B/4A 3EPU8 Wheel Handle Stop Repair Kit H541AWH 2VEE1 
W___ Socket Assembly B/A 5XTH2 Disc AD6AA 2VEG8 
Vacuum Breakers Washer Set Repair Kit A156AA 2XJ97 * 
yy —Yacuum Breaker Repair Kit, Regal VSO1A JE546 Repair Kit, 1° Connection, w/Stop H1006A OXTH3 
Vacuum Breaker Repair Kit, Royal V651A 2XU35 Slip Joint Coupling, 1%" F2AT 2VEA2 
High Back Pressure Vacuum Breaker Assembly, 4° x 9° V600AA % X 9 6NB11 Slip Joint Coupling, 1%", Pkg. of 2 F2AA 2VEA4 
High Back Pressure Vacuum Breaker Assembly, 12° x 9° V600AA 12 X 9 6NB12 Spud Coupling Assembly, 11% x 3" F56A 2VEA3 
High Back Pressure Vacuum Breaker Assembly, 1% x 9" V600AA 1% x 9 2VEG2 Spud Coupling Assembly, 44" F54A 3ERA6 
Vacuum Breaker Assembly, 11" x 13%" V600AA 1 %X13% 3ERF2 Handle Assembly B32A 2VEH1 
Vacuum Breaker Assembly, 1" x 212" V600AA 1% X21 % 3ERF3 Spud Coupling Assembly, 12" A1010A 3EPU1 
Vacuum Breaker Assembly Assembly and Pipe, 1% x 15° V500AA 1% x 15 2VEA6 Toilet Valve Bodies A3A 3EPU6 
Vacuum Breaker Assembly Assembly and Pipe, 12x 24%" = V600AA 12x 24% —2VEC6 Push Button Assembly C70A 3EPU9 

N Vacuum Breaker Assembly, 94" x 9° V500AA  %4X9 3SERE3 Stop Cap H5/3A 3ERC6 
Vacuum Breaker Assembly, 44" x 102" VS500AA%4X10% 3ERF1 Stop Cap H582 3ERC7 
Vacuum Breaker Assembly, 1" x 9° VS500AA  1%X9 3ERE2 Friction Ring, 1%" x 114", Pkg. of 24 G44 4AYE5 
Vacuum Breaker Assembly, 12" x 9° V500AA 1%2X9 SERE4 Gasket, 1%", Pkg. of 48 VBF511/2 4AYE9 
Vacuum Breaker Assembly, 1%" x 101" V500AA 1%X10% 3ERES Inside Cover, Old Style (pre 1971) Alt 3EPU3 
Vacuum Breaker Assembly, 11" x 131" V500AA 1%X13%  3ERE6 Piston Assembly CN1002A 3EPV1 
Vacuum Breaker Assembly, 1%" x 211" V500AA 11%2X21 %  3ERE7 Piston Assembly CN1003A 3EPV2 
Vacuum Breaker Assembly, 1%" x 241" V500AA 1% X 24% 3ERE8 Stop Cover Bonnet H622 3ERC9 
Vacuum Breaker Assembly, 1/2" x 32" V500AA 1 2 X 32 3ERE9 Wheel Handle Control Stop, 1° H/30A 3ERD1 
Spud Coupling Assembly, 34" FoAW 2XU30 Manual Flush Valve Locking Devices, Pkg. of 12 H552 4AYE7 

0 Spud Coupling Assembly, 11%" FOAU 2XU29 Gasket, 114", Pkg. of 48 VBF511/4 4AYF1 
Spud Coupling Assembly, 12" FAT 2XU28 Dual Filtered Diaphragm Kitt; Standard Diaphragm Kitt 
Friction Ring, 1% Royal and Regal, Pkg. of 48 F3 4AYE1 Mfr. Item Mfr. Item 

Tailpiece/Stop Repair Type GPF Model No. Model No. 

P Tail Piece Assembly H550 2VEH6 Master Repair Kits for Sloan Royal & Regal Flushometers 
Tail Piece Assembly, 26’, Adjustable H551A 2XU33 (Incl. Individual Pieces of G, K, M, & R) 

Q _ Tail Piece Assembly, 3%6° Ho91A “6 3ERC1 0.5 A1106A 2XU37 R1011A 6UYNO 
Tail Piece Assembly, 4c" H551A 4/16 3ERC2 Urinal 1.0 A1107A 2XJ95 R1005A 2VEE7 

R__Q-Ring, Pkg. of 24 H593A 2XU34 iB A1108A 2XU38 R1002A 2VEE4 

S Vandal Resistant Stop Cap, 44" H1009A 4LW58 1.6 A1101A 2XJ94 R1004A 2VEE6 
Vandal Resistant Stop Cap, 1° H1010A 4LW59 Toilet 2.4 A1103A 3EPU4 R1012A 6UYN1 
y —Control Stop Repair Kit, 7" H543ASD 2XU32 3.0 A1102A 2XU36 R1003A 2VEE5 
Control Stop Repair Kit, 1° H9541ASD 2XU31 4.5 — _ R1001A 2VEE3 


* Includes D, E, H, | individual pieces, not full package quantity as noted in table. {Kits include diaphragm, handle repair kit, and vacuum breaker. 
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Flush Valve Repair Parts 
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Mfr. Item 
Key __ Description For Use With Series Model No. 
Z6000, Z6001, Z6003,26200, 
ControlStop ——FHig003, ZEM6000, ZEMS6001| 
2 ee ZEMS6003, ZER6000, ZER6001, POOUUGOUGR Sankey 
ZER6003, ZTR6200, ZTR6201, 
ZTR6203, Z6200PEV, ZTS6200EV, 
Cap, Vandal ZER6000, ZER6001, ZER6003, Z6200PEV, 
P Resistant, ZEMS6000AV-IS, ZEMS6003AV- P6000-VC 4HCY3 
¥4 and 1" IS, ZH6000, ZH6001, ZH6003 
Flush Valve Vacuum Breaker Repair Parts 
Ye a iat vie 
a ea ae ZEMS6000, ZEMS6001, ZEMS6003, coer: seatiee 
: 10P ZTR6200, ZTR6201, ZTR6203 
gee ZEMS6000 PG000-A-AA-CP  4HCU2 
Flush Tube/Vac. 
Breaker, 1 x 9" ZTR6201, ZTR6203, POUT. aHNe 
Flush Tube/Vac. ZEMS6001, ZEMS6003 “AAA. 
Breaker, 34 x 812" P6003-A-AA-CP 4HCY5 
Flush Tube/ 
S | R War. Breaker ZEMS6000 P6000-2-A-AA-CP 4UZN3 
a Flush Tube/ 
ZURN, © Vac. Breaker, ZER6000 P6000-30-A-AA-CP 5WYHO 
————— d Bay For 2VEH8 
ZEMS6000AV-HET, ZEMS6000AV- 
Flush Valve a as HET-IS, ZEMS6000AV-WS!, P6000-3-A-AA-CP 4HCUt 
. —_—s ZEMS6000AV-WS1-IS 
Repair Parts sft. Breaker Nut. 7TR6200, ZTR6201, ZTR6203 P6000-AA-CP  4HCU3 
Flush Valve Spud Coupling Assemblies and Friction Rings 
Key Description For Use With Series Model No Escutcheon 
Manual Flush Valve Outside and Inside Covers oe 26000, 26014, 26096 P6000-H 4HCX3 
Outside Brass T Foote hoon 
Inside Cover, P6000-L 4HCX6 Ye 
B Plastic Mfr. Item 
Flush Valve Relief Valves Descriptor For Use With Series Model No. 
Closet Reliet Toilet & Urinal Flushometer Rebuild Kits 
Valve 26000, 26010, 26014 P6000-EC13 = ACV Toilet, 1.28 gpf P6000-ECA-HET-RK 46CD58 
Valve Toilet, 1.6 gpf 76000. 26010.26014. 26096 P6000-ECA-WS1-RK 4HCV4 tf 
Flush Valve Diaphragm Repair Parts Toilet, 3.5 gpt P6000-ECR-WS-RK 4HCV9 * 
D guide pss P6000-EG 4HCW1 yet 3 apt EEC ae ae Su t 
oilet Kit, cea. ollet, 4.5 gp -ECA-FF- 4 
1.28 gpf PEOO0-ECA-HET — 25CH53 Urinal, 1.0 gpf P6000-EUR-WS1-RK 4HCX1 * 
Toilet Kit, 1.6 gpf Z6000, Z6010, 26014 P6000-ECR-WS1 4HCV7 * Urinal, 1.0 gpf 76001. 26003. 26017. 26099 P6000-EUA-WS1-RK 4HCW6 tf 
Toilet Kit, 1.6 gpf P6000-ECA-WS1 4HCV3 Tf Urinal, 1.5 gpf P6000-EUR-WS-RK 4HCX2 * 
Toilet Kit, 3.5 gpf P6000-ECR-WS  4HCVE6 * Urinal, 1.5 gpf P6000-EUA-WS-RK 4HCW7 ft 
ae it a2 gpt P6000-ECA-WS  4HCV2 fT Flush Valve Repair Tools 
oilet Kit, Water eRe Hex Wrench ZERK-CCP, ZERK-CP, ZERK-CPM PERK6000-W-TC 5WYF6 
E Save, 3.5 gpf ZR6000AV PR6OO0-EC-WS — 4UZP6 Automatic Flush Valve Sensor and Cover Repair 
Toilet Kit, 4.5 gpf Z6000, Z6010, 26014 P6000-ECA-FF 4UZL5 Oval Style Metal Cover ZR6000, ZR6001, ZR6003 PR6000-MC-OB-G3_ 4UZN2 
Urinal Kit, 1.0 gpf P6000-EUR-WS1 4HCW9 * Metal Cover, For ZER6000, ZER6001, ZER6003, PERK6000-L-CPMCR 5WYF2 
Urinal Kit, 1.0 gpf P6000-EUA-WS1 4HCW5 t+ 2VEHB8, 2VEJ1, 2VEJ4 ZERK-CPM, ZERK-CPM-LY 
Urinal Kit, 1.5 gpf Z6001, Z6003, Z6017 P6000-EUR-WS 4HCW8 * Batiany Drawer kor ZER6000, ZER6001, ZER6003, 
Urinal Kit, 1.5 gpf P6000-EUA-WS  4HCW4 ft OVELIA. VES OVEJA ZERK-CPM, ZERK-C, ZERK- PERK6000-BD 5WYF5 
Urinal Kit, 3 gptf P6000-EUA-FF 4UZL6 , CCP, ZERK-CPM-LY 
Flush Valve Handle Repair Parts Sensor Module. For ZER6152, ZER6195, ZER6000, 
r Handle Nut Z6000, Z6001, 26003, P6000-M1-CP AHCX9 OVEHS. 2VEJ1. OVEJ4 ZER6001, ZER6003, ZERK-CPM, PERK6000-SR 5WYF7 
Coupling 26200, Z6201, 26203 ZERK-C, ZERK-CCP, ZERK-CPM-LY 
ne eS adh age OT OE ens, THERON EI” PENSION US 
j j 3 3 3 = 7 “lo, = 3 . +) 
jeans 26200, 26201, 26203, 26210 P6000-M-ADA  4HCY1 PUSconangousals 
a Hand’e Flunger PERK6000-RK  5WYF8 
Flush Valve Tailpiece and Stop Repair Parts Repair Kit. ZERK-CCP, ZERK-CP, ZERK- 
nee 761 00AV, 26011, 26140, 26142, P6000-C30 4HCUS Sarna ce GEM: CEISMP et PERK6000-MRK © SWYF9 
Sed Ring ge 26143, 26144, 26150, 26152, 26154, re 
K With a cece Z6155, Z6190, Z6195, 26196 P6000-C31 4HCU6 H Aailic Aciuater PH6000-HYA11 5WYG5 
p y ZH6003AV, ZH6611AV-MBP 
ap ae a ae PH6000-HYM 5WYG6 
oupling, “pag: unger Assy. 
L Use With 26000, 26001, 26003 pOUneeur:  Anbyt Stop Valve 76003-EWS-YB-YC, Z6003- er acy 
Control Stop Repair Kit, 34" WS1-YB-YC, Z6003-YB-YC 
Tailpiece ZER6000, ZER6001, ZER6003, Z6200PEV, : Ground Joint Control 5 
M Assy. 2%" ZEMS6000AV-IS, ZEMS6003AV-IS P6000-J1 4HCX4 Stop Adapter 26000,26200 P6000-J10 4UZN4 
Control Stop Z6000, Z6001, 26003, 26140, 26142, Chemical Resistant 
N Repair Kit For 26143, 26144, 26150, 26152, 26154, P6000-D-SD 4HCU8 Toilet Diaph. Repair Z6000, Z6010, 26014, P6000-ER15 4HCW2 
1 and 34" 26155, Z6190, Z6195, 26196 Kit, 1-3.5 gpf 
* Zurn AquaFlush. ¢ Zurn AquaVantage. 
7 Mfr. Item Mfr. Item 
Automatic SLOAN. Description Model No. . Description Model No. 
No. Flex Tube Diaphragm Kit, verride Button Assembly, 
Flush Valve 4FB36 Toilet, Green/White EBV1020A 4FB36 Includes Screws/Hex Wrench EBVISOA 2XU19 
R 2 p rt Flex Tube Diaphragm Kit, 2.4 gpf Toilet EBV1021A 6UYL4 Button Cover Assembly WES23A_ 3ETY7 
Flex Tube Diaphragm Kit, Lens Window Cover EBV131 2VEA/ 
epalr Farts Mfr. Item Urinal, Black/Green EBV1022A 4FB37 Cover Assembly EBV142A 2XU49 
Ha Wrench Description Monel ati Flex Tube Ulaphrag Kit, Urinal, Green EBV1023A 2VEE9 2olenole poser Toilets and Urinals EBV136A 2XU20 
ex Wrenc 4 Diaphragm Assembly, 0.25 olenoid Assembly, Toilets 
Push Button Assembly EBV123A 5XTHA gfp, High Efficiency Urinal EBV1025A SXTF8 and Urinals, Old Style EBVI44A 2XU21 
Inside Cover Assembly, Incl. Solenoid EBV145A 2XU50 Flex Tube Diaphragm Kit, 1.28 olenoid Assembly for Exposed 7 
G2 Sensor Assembly, Toilet EBV146A-C 2XU22 gpf, High Efficiency Toilet EBV1024A 4FEU8 Hardwired Valves EL124-2 SEPYS 
a2 Sensor Assembly, Urinal EBV146A-U 2XU23 pvettige Button EBV1042A 3EPX3 2olenole actuator vartridge Assembly EL128A 2XU56 T 
oupling Ring EBV14  3EPX/ over Assembly, Electronic olenoid Assembly for Concealed : 
Inside Cover Assembly, Incl. Solenoid EBV21A 2XU52 Dual Flush, for Solis EBVSTTA 4FEUS Hardwired Valves EL138-2 3EPY4 
Strap Wrench EBV22  3EPX8 Cover Assembly, Single Flush, for Solis EBV309A 4FEV1 Override Switch EL141A 3EPY5 
Metal Cover EBVoO0A_ 3EPY1 Electronic Module, Toilet, for Solis EBV312A-C 4FEV2 Sensor Repair Kit, Urinal EL1500 2XU24 
Metal Cover with Override Button EBV60A 2XU54 Electronic Module Dual Flush, Toilet WES33A 4FEV4 Sensor Repair Kit, Toilet EL1500-L 2XU25 
Cover Gasket EBV6/ _2VEH3 Cover Plate EL201  4FEV5 Sensor Replacement Kit, Lavatory EL1500-LL 3EPY6 
Volume Regulator, White, Pkg. of 6 EBV102-1 2XU48 G2 Electronic Module, Toilet EBV129A-C 2XU17 Solenoid Shaft Assembly EL163A 2VEA1 * 
Inside Cover EBV1010A 5XTF/ G2 Electronic Module, Urinal EBV129A-U 2XU18 Solenoid Coil EL165-2 3EPY/ 
Handle Cap EBV1017A 3EPW9 Sensor Assembly EBV138A 3EPX6 Sensor Assembly EL3500A_ 3EPY8 


* Includes gasket, plunger, plunger spring, and solenoid shaft. f Includes spring, O-ring, plunger guide, solenoid valve seat, and valve piston assembly. 
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Find the yi. Find Solutions. Find Great Prices. Elongated Tankless Toilets & — Toilets & Tanks 
Elongated Tankless Toilets 2@:!S@< ZURN SLOMAN. 
= White, vitreous china Floor-Mount with Top Spud & Bottom Outlet— 


Tankless toilets draw on high-pressure water supplies lop spud connects to flushometer and has unblocked 
to deliver forceful flushing in a single flush. They work access during maintenance. Bottom outlet connects to 
with a flush valve (flushometer) sold separately, see floor waste line. 

Grainger.com®, that connects directly to wall or floor Wall-Mount Tankless Toilet Kits with Flush Valve 


plumbing line. High-pressure flush reduces water use & Top Spud, Back Outlet Bowl—Flushometer sits =” 
and reduces chance of clogs or backups. Tankless toilets atop rear rim of bowl for unblocked access. Top spud 





have a louder flush, but refill faster and cleaner. connects to the flush valve and back outlet connects sciebeouil 
Wall-Mount with Top Spud and Back Outlet-—Top —_to wall waste line. No. 20HK93 j 
spud works with exposed flush valve for unblocked Floor-Mount Tankless Toilet Kits with Flush Valve 
access. Back outlet connects to wall waste line. & Top Spud, Bottom Outlet Bowl—Flushometer sits 
Wall-Mount with Back Spud and Back Outlet— atop rear rim of bowl for unblocked access. Top spud 
Back spud works with a concealed flush valve to prevent connects to the flush valve and bottom outlet connects Saige 
i to floor waste line. mor rst 
tampering. Back outlet connects to wall waste line. No. SNFL4 
Gal. per ADA Spud Rim Mfr. Item 
Toilet Product Type Flush Compliance Brand and Series Connection Size Height Rough-In Model No. 
— Y Am. Std. Afwall® Mill FloWise® ia 15 Wall H 2633101.020 20HK94 
; ; mae es m. Std. Afwa illennium™ FloWise 2 In : all Hung 
Bedpan Holding Toilet Bowl —y"774-¢ Yes Am. Std. Afwall® Millennium™ FloWise® Tin 15 Wall Hung 3352101.020 20HK97 = 
1.1/1.6 Yes Am. Std. Afwall® Millennium™ FloWise® 1 in 15" Wall Hung 2257101.020 20HK93 
Toilet Bow! 1.1/1.6 Yes Am. Std. Afwall® Millennium™ FloWise® Tin 15" Wall Hung 3351101.020 20HK96 * 
1.28 to 1.6 Yes Am. Std. Afwall® FloWise® ADA Retrofit Tin 161%" Wall Hung 2294011EC.020 1YHY6 * 
1.6 Yes Am. Std. Rapidway™ 1 in 1514" Wall Hung 3445J101.020 49JM58 
Wall-Mount with Back Spud & Back Outlet 
1.1/1.6 Yes Am. Std. Afwall® Millennium™ FloWise® 1 in 15" Wall Hung 2634101.020 20HK95 
Toilet Bowl 1.1/1.6 Yes Am. Std. Afwall® Millennium™ FloWise® 1 in 15" Wall Hung 3353101.020 20HK98_ * 
1.6 Yes Am. Std. Rapidway™ 1 in 1514" Wall Hung 3445L101.020 49JM59 
Floor-Mount with Top Spud & atom, Outlet 
Bariatric Toilet Bow! 28 to 1.6 Yes Am. Std. Right Width™ FloWise® ADA 1 in 177%" 10" or 12" 3641001.020 4TMH7 
Bedpan Holding Toilet Bowl “ iM 6 Yes Am. Std. Madera™ FloWise® 1% In 16%" 10" or 12" 3462001 .020 38R062 * 
1.1/1.6 No Am. Std. Madera™ FloWise® 1 in 15" 10" or 12" 3451001.020 TYHZ1_* 
Toilet Bow! 1.1/1.6 No Am. Std. Madera™ FloWise® 1 in 15" 10" or 12" 2234001.020 1ZKZ4 
1.1/1.6 Yes Am. Std. Madera™ FloWise® Tin 1614" 10" or 12" 3461001.020 1YHZ2  * 
1.1/1.6 Yes Am. Std. Madera™ FloWise® 1 in 1614" 10" or 12" 3043001.020 1ZKZ3 
Wall Mount Tankless Toilet Kits with Flush Valve & Top Spud, Back Outlet Bowl 
1.1 Yes Am. Std. Atwall® Millennium™ FloWise® = 15° Wall Hung 2806111.020 38UP32 * 
1.1 ‘e Zurn One® — 15" 5% or7V%a"to 9%" for ADA —_25615.272.01.78.00  46CD73 
Flush Valve Toilet 1.1/1.6 Yes Sloan Efficiency® — Wa 117%" WETS2052.1201 BNFL5 tf 
1.28 us Sloan Efficiency® — iva 117%" WETS2050.1041 5NFL4 
1.28 Zurn One® — 15" 5% or7Vs'to 9%" for ADA —_Z5616.213.00.00.00  46CD75 
Floor-Mount Tankless Toilet Kits with Flush Valve & Top Spud, Bottom Outlet Bowl 
1.1 Yes Am. Std. Madera™ FloWise® — 1614" 10" or 12" 3461511.020 38UP38 * 
Flush Valve Toilet 1.1/1.6 No Sloan Efficiency® — 15" 10" or 12" WETS2002.1201 5NFL3 ft 
1.28 Yes Zurn One® — 15" 10" or 12" Z5655.213.00.00.00 46CD80 


* EverClean® surface. f Double flush. 


Elongated Gravity Toilet 


merican Standard GERBER 
Bowls and Tanks < 

= White vitreous china Floor-Mount Toilet Bowls—loilet bowls pair with a gravity 
Toilets draw water from their attached tank tank to form a two-piece toilet. These fixtures fasten to the floor 
to supply a quieter, low-pressure flush in for stability and have mounting holes for attaching a tank. 


low-traffic settings (20 to 30 flushes per day). gravity Toilet Tanks—Tanks pair with a gravity-style bowl 
These fixtures rely on gravity to move water tg form a two-piece toilet. These fixtures house the flushing 








from the tank into the toilet bow! for flush mechanism and other working parts of the toilet. They have 
ing. Separate bowl-and-tank design allows — mounting holes for attaching a bowl and a cover for keeping 
components to be replaced individually dust and debris out of the tank 
during installation and maintenance. Spud 
Gal. per ADA Connection Rim Mfr. Item Toilet Bowl 
Flush _ Compliance Brand and Series Size Height Rough-In Model No. No. GNWD7 
Floor-Mount Toilet Bowls 
1.0/1.6 No Am. Std. H2Option® Right Height™ ¥e in 16%" 12" 3/05216.020  6NWD7 — 
14/16 Yes Gerber Maxwell® Dual Flush Ergoheight™ = 2 in 16%" 10 or 12 21-128 29VL47 
eee Yes Gerber Maxwell® Dual Flush Ergoheight™ —2 in 16%" 10" or 12" 21-128 29VL48 
1.8 Yes Am. Std. Champion® PRO™ % in 16%" 1Z 3195A101.020 161992 
Yes Am. Std. Heritage™ VorMax™ ¥e in 161" 12" 3870A101.020 45NC84 
ves an. Sid champion ai s in 16% _ ; 2" 4 SE ) epee 
es erber Viper™ Ergoheight™ in v "12", or 14° -21-5 5 . 
1.28 to 1.6——“Vag Gerber Avalanche™ Ergoheight™ Din 17” 10"or 12" AV-21-828  29VL16 poner tanh 
Yes Gerber Viper™ Ergoheight™ 2 in 17" 10", 12", or 14" “VP-21-528 29VL31 Top Button 
1.6 No Am. Std. Champion® PRO™ ¥e in 15° 12" 301/7C101.020 161997 No. 29VL45 
Gal. per ADA Mfr. Item Shipping 
Flush Flush Handle Compliance Brand and Series Model No. Qty. 
Toilet Tanks 
14/16 Top Button No Gerber Maxwell SE® DF-28-190 29VL45 1 
“a Top Button No Gerber Maxwell SE® DF-28-190 29VL46 6 
Left Hand Trip Lever No Gerber Avalanche® WS-28-890 29VL13 1 
Left Hand Trip Lever No Gerber Avalanche® WS-28-890 29VL21 6 
Left Hand Trip Lever No Gerber Viper” WS-28-590 29VL30 1 
Left Hand Trip Lever No Gerber Viper™ WS-28-590 29VL36 6 7 
1.28 Left Hand Trip Lever Yes Am. Std. Cadet® PRO™ 4188A104.020 167998 1 * | 
Left Hand Trip Lever Yes Am. Std. Cadet® PRO™ 4188B104.020 16U001 1 / 
Left Hand Trip Lever Yes Am. Std. Champion® PRO™ 4225A104.020 167993 Te : k 
Left Hand Trip Lever Yes Am. Std. Heritage” VorMax™  4270A104.020  45NC85 L = Toilet Tan 
Right Hand Trip Lever No Am. Std. Cadet® 4188A105.020 16T999 1 Left Hand 
Right Hand Trip Lever Yes Am. Std. Champion® PRO™ 4225A105.020 167994 1 * Trip Lever 
Left Hand Trip Lever No Gerber Avalanche® AV-28-890 29VL14 1 No. 29VL13 
16 Left Hand Trip Lever No Gerber Avalanche® AV-28-890 29VL22 6 | 
Left Hand Trip Lever No Gerber Viper™ VP-28-590 29VL28 1 f 
Left Hand Trip Lever No Gerber Viper™ VP-28-590 29VL34 6 4 


* Includes EZ-Install tools. 
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Pressure-Assist Toilets, Flappers & Flush Valves Details on page Al. at 





Toilet Bowl 
No.sntwi. Pressure-Assist Elongated Toilets and Tanks 


Toilets provide a strong flush like tankless toilets without requiring Floor-Mount Toilet Bowls with Bottom 

a high-pressure water supply. They're typically used in high-traffic | Outlet—Bottom outlet fastens to the floor and 
settings where water pressure is too low for a tankless toilet. These has a bottom connection to a floor waste line. 
fixtures have a pressure vessel within their water tank that pres- 





Toilet Tanks—House the pressure vessel, 


aL surizes air and releases it with the water for a high-powered flush. flushing mechanism, and other working parts of 
Toilet Tank Floor-Mount Toilet Bowls with Back Outlet—Back outlet the toilet. These fixtures have mounting holes for 
No. 29VL39 fastens to the floor and has a back connection to a wall waste line. attaching to a pressure-assist toilet bowl. Cover 
keeps dust and debris out of the tank. 
Gal. per Mfr. Item Shipping 
Flush Rough-In ADA Compliance Spud Connection Size Rim Height Brand and Series Model No. Qty. 
Floor-Mount Toilet Bowls with Back Outlet 
14/16 Oin or 12 in Yes ¥e in 1D. Am. Std. Yorkville™ 3701001.020 SNTW2 1 
sues 10 in or 12 in Yes 1 Yin 16%" Am. Std. Yorkville” Right Height™ 3703001 .020 5NTW1 
Floor-Mount Toilet Bowls with Bottom Outlet 
12 in No ¥6 in Ley Am. Std. Cadet® FloWise® Right Height™ 3481001.020 4TMG9 1 
10 in, 12 in, or 14 in No 2 in 141%" Gerber Ultra Flush® 21-3/2 29VL49 1 
14/16 10 in, 12 in, or 14 in No 2 in 141%" Gerber Ultra Flush® 21-3/2 29VL50 6 
ia 12 in Yes ¥ in 16%" Am. Std. Cadet® FloWise® Right Height™ 3483001 .020 4TMG8 1 
10 in, 12 in, or 14 In Yes 2 In Pa Gerber Ultra Flush® Ergoheight™ 21-3// 29VL43 1 
10 in, 12 In, or 14 In Yes 2 in 17' Gerber Ultra Flush® Ergoheight™ 21-377 29VL44 6 
1.28 10 in, 12 in, or 14 in No 2 in 15: Gerber Ultra Flush® HE-21-372 29VL12 1 
12 in or 14 in Yes 2 in ia Gerber Ultra Flush® Ergoheight™ HE-21-377 29VL19 6 
Gal. per Mfr. Item Shipping 
Flush Flush Handle ADA Compliance Brand and Series Model No. Qty. 
Toilet Tanks 
1.1 Left Hand Trip Lever Yes Am. Std. Yorkville” Cadet® 4142100.020 4TMH1 1 
1.28 Left Hand Trip Lever No Gerber Ultra Flush® HE-28-380 29VL09 1 
Left Hand Trip Lever No Gerber Ultra Flush® HE-28-380 29VL17 6 
16 Left Hand Trip Lever No Gerber Ultra Flush® 28-380 29VL39 1 
Left Hand Trip Lever No Gerber Ultra Flush® 28-380 29VL40 6 
° Mfr. Item 
SLOAN. FLUSHMATE Item For Use with Series Model No. 
Pressure Assist Flushing Systems 
Flushmate® System 503 Series M-101526-F31_3ETV1 


900 Series, 501 Series, 501-A 7 
Pressurized flush eliminates double flush and clogs and Pressure _ Series, 501-B Series, F3B series M-101526-F3B  SOKES7 





: : : Assist 503 Series, 504 Series K-100101 2VRN9I 
saves water. Fewer moving parts extends service. If toilet Flushing +—503 Series W-101596-F31K 52VG57 
tank includes a flush handle, Handle Replacement Kit System as cee acer M-101526-F32_ 29FJ05 

eries, eries, 901- : : 
No. 30KE38 is also required. Flush Cartridge No. 1ATP5 is Series, 501-B Series, F3B series M-101526-F3BK 39AP14 
a replacement part for most Flushmate systems. Replacement Parts _ . 
Flush Val 500 Series, 501 Series, 
Note: Flushmate system is not sold as a retrofit component for a ae i ff V@ 501-A Series, 501-B Series, C-100500-KIT 1ATP5 
gravity-fed toilet. ; i | - 503 Series, 504 Series 
nti-Siphon : 
Intelli-Flush™ No. 2VRN9—Enables touchless, valve ae cil icc 
~~ *—! electronic sensor operation of existing Flushmate units Eero 503 K-4404 ST100500 152025 
to reduce the spread of bacteria and recurring odors. Wrench 
nO: aN ae P g Gasket 503 Series, 504 Series E-205288 152026 


Include wall-mounted sensor, flush module, battery pack, ——Handle 


batteries, override button, and chrome trim. Assembly _°08 Series eee Sere 





* GRAINGER korky & {y Mitr. Item 
APPROVED ais Brand Model No. 
‘ Ga ra GA 22UR91 22UR91 
H ; ollet Trip Lever 
@ Fluidmaster. afmericanSlandord Classic Trip Lever Korky 6050GR  48UL46 
a” Right Hand. Tip Ley “ihm Std. 78494-0020 454208 
ight Hand, Trip Lever m. St : 

«dae ad HydroClean Kissler Trip Lever Am. Std. 738899-0020A _ 45A205 
ee ‘ Trip Lever, Chrome Am. Std. 738903-0020A —_ 45A203 
— Trip Lever, Satin Am. Std. 138995-2950A 45A202 

Tn Trip Lever Assembly Plast Am Std. 04794-0200 45A210 
— ® rip Lever Assembly, Plastic m. Std. : 

@Ferrico ZURN. [2 Daley Euro Style Toilet Trip Lever, Euro Style GA 22UR90 ___ 22UR90 

oF cue: B. Flush Valves and Flush Valve Repair Parts 
Dual Flush Converter Kit Danco HYR2/0 4NWC9 
= = = Flush Valve, Black, for Lexington Tanks Am. Std. 047250-0070A 6NWT4 

Gravity Toilet Repair Flush Valve, Bolted, for Champion® 4 Am. Std. 3280.040-0070A  6NWT6 

= is Flush Valve, White, for Cadet® 3 Am. Std. 738921-100.0070A 6NWU5 

Parts and Toilet/Urinal Flush Valve Gasketfor Champion® 4 Am. Std. 7301111-0070A _ 6NWT8 

Plastic Dual Flush Valve, Toilet Am. Std. —_ 7381091-400.0070A 20XU42 

Installation Parts sala 

Antisiphon w/Leak Sentry™ Fluidmaster 400LSG 1TLZ4 
Fill Valve, Anti-Siphon Fluidmaster 400A 1APG7 
Fill Valve w/Brass Shank Fluidmaster Pro 45B 1APJ4 
No. 1APG7 Fill Valve w/Calibration to Reduce Water Usage HydroClean HC550 4NWC5 
. Fill Valve w/Cleaning Tube, Calibration to Reduce Water Usage and Leak Alarm HydroClean HC660 4NWC7 
PRO GRADE® Fill Valve Fits 1.28, 1.6 & 3.5 GPF Toilets Korky 928PRO 48H472 
QuietFill® Fill Valve Korky 928 15W944 
Ultraquiet Operation Fluidmaster Pro 45 1APJ1 
WaterWi$e™ Leak Detecting Fill Valve Korky 520L 4KTF7 * 
4 Canes Rene Al 3" Fl ), Fits All 
" Universal Fit (Repl. "Flappers), Fits 
Brands, Red Chlorine Resistant Rubber Korky 3060BP GKVX9 
Blended Vinyl, Chlorine Resistant, Red, Most Toilets Fluidmaster Pro 54 1APJ5 
eee aE Ce Hesislant, net w/Fdlustab’e Float Fluidmaster Pro 59 1APJ6 
asyFix® Flush Valve Repair Kit, Incl. Premium Flapper, 
Repl. Flush Valve Seat & Silicone Sealant Korky 2003BP 340330 
Red Chlorine Resistant Rubber, Fits Older Style Brass Flush Valves Korky 2000BP 34D328 
* Valves help protect against flapper leaks and hang-ups. t No. 1RLU5 has a flow adjustment screw to regulate or shut off 
hot water flow. 
ED 
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D. Flappers & Seals: 
Releases water into the 


Gravity Toilet Repair Parts and Toilet/Urinal bowl (common styles) 
Installation Parts 




































































Rubber Black, Universal Fit y LC8 
Toilet Flapper, Adjustable, ABS Blue GA 22UR93 22UR93 
Toilet Flapper, Adjustable, Black GA 22UR8/ 22UR87 
Toilet Flapper, PVC GA 22UR86 22UR86 
role ral per, uber Black EER _ GA 22UR92 22UR92 
niversal Fit, Adjusts for 1.28, 1. .5+ gpf Toilets, 
Fits All Brands, Red Chlorine Resistant Rubber Korky 100BP 48H473 
Universal Fit, Red Chlorine Resistant Rubber Kork 2001X 2XLC9 B. Flush Valve: 
Universal Fit, Red Chlorine Resistant Rubber, Pack of 3 Kork 2001TP 6KVX7 A. Tank Lever: Lifts Guides water from 
Universal Flapper and Chain with Float Am. Std. 7381129-200.0070A_45A204 flapper to flush toilet 
Universal w/Adjustable Float, Red Chlorine Resistant Rubber Kork 2004BP 2XLD2 tank to bowl 
3" Universal, Flush Valve Seal Kit, Red Chlorine Resistant Rubber, 
Fits Kohler® Class Five™ & Six™, American Standard Champion® 3, Korky 435BP 34D325 
American Standard Seal; 738651-0070A & Kohler seal; GP1059291 
Genuine Toto® Flapper by Korky®, Replaces all 3° Toto Flappers Kork 2023BP 38UF95 TANK 
ris american sandal pacer” 3 ae pet ree Un onne Resistant Rubber Kork 3040BP 2XLD3 
its American Standar ampion ush Valve Seal, 
Eljer® & Titan® 4, Red Chlorine Resistant Rubber Korky 450BP GKVY4 
Fits Mansfield® 210/211 Flush Valve Seal Kork 427BP 48H475 
Flapper for Cadet® 3, White Am. Std. 738920-0070A 6NWU4 
Silicone Toilet Flapper, Toilet Am. Std. 7381008-400.0070A 20XU61 
E. Tank to Bowl Gaskets and Hardware 
Rubber Tank to Bowl Gasket, Toilet Am. Std. 034602-0070A  20XU5/ 
Closed Couple Tank Kit for Champion® 4 Am. Std. 738756-0070A 6NWUO 
Tank-Bowl Coupling Kit for Cadet® 3 Am. Std. 7301021-0070A 6NWT7 
Tank to Bowl Kit GA 22UR82 22UR82 
Tank to Bowl Kit GA 22UR83 22UR83 
2. Tank to Bowl Gasket & Hardware Kit Kork 464BP 29VM27 
3" Tank to Bowl Gasket & Hardware Kit Kork 481BP 29VM28 
F. Spuds il E. Tank-to- 
“Hes Ra ae oe hes — ot fon 08 — —— 
rass Reducing Urinal/Toilet Spu x 4" m. Std. - : < 
Brass and Rubber Toilet Spud, 2"x 1%" GA SP-250 BLXZ4 i. in rey & Hardware 
Reducing Spud, Fits be ei "Urinal and Toilet GA 22UR68 22UR68 eee 
rass Toilet Spud, m. Std. 7005-007 4 & bowl with 
Brass Toilet Spud, 1% : 1% Am. Std. 047007-0070A 4THJ7 water 
Spud Gasket, Toilet, 1%" GA 22UR/5 22UR/5 
Spud Gasket, Toilet, 11" GA 22UR/3 22UR73 
Spud Gasket, Toilet, 134" GA 22UR/4 22UR74 
Toilet Spud, 1%" GA 22UR/2 22UR/2 
Toilet Spud, 1%" Kissler 57-0520 23YV78 
Toilet Spud, 1% x 1%" Dearborn Brass 4028 20JX51 
Toilet Spud, Fits 1%" x 1%" Toilet GA 22UR67 22UR6/ K. Bolt Caps 
. Toilet to Floor Seals ; 
Reinforced Wax Ring, No-Seep® No. 3 w/Polyethylene Flange and Bolt Set Harvey 004309 5PA59 G. Toilet-to- 
Wax-Free Seal Kit, Universal Toilet to Floor; Wax Alternative With Hardware Kork 6000BP 38UF93 Floor Seal 
Wax Ring GA 22UR/6 22UR76 (common 
Wax Ring, Fits 3" and 4" Waste Lines GA 22UR/0 22UR/0 \ 
Wax Ring Kit, Fits 3" and 4" Waste Lines GA 22UR71 22UR71 styles) 
Wax Ring Kit, w/Flange Kit GA 22UR// 22UR/7 
G. Toilet to Floor or Wall Seals it. 
Wax Free Toilet Seal for 4" Waste Lines Fernco FIS-4 2ZU24 A 
Wax Ring, Bol-Wax® No. 5 Reinforced Wax Gasket, Wall or Floormount Bowls Harvey 011003 2WY63 | 
. Toilet to Wall Seals \. ig 
Expanded Closed Seal Neoprene Gasket, for Wall Mount Toilets Zurn Ale eaeg 41H972 3 
H. Urinal Seals Wax 
Sponge Rubber Urinal Gaskets, 3° 0.D. x 2%' |.D. x ¥%" Thick, Pkg. of 6 Harvey 070093 2VRN6 
Wax-Free Seal, Fits 3" OD Urinals GA 22UR66 22UR66 
Wax Ring, Bol-Wax® No. 6 Reinforced Urinal Gasket Harvey 011308 2WY62 
Wax Ring, Fits 2" Outlet GA 22UR69 22UR69 I. Bowl-to-Floor 
1. Bow! to Floor Hardware Wax-Free Hardware 
Johni-Bolt XL % x 3%" Hercules 90154C 5NRX2 
Johni-Bolt XL %6 x 3%" Hercules 90174C 5NRX1 URINAL 
Toilet to Floor or Toilet Flange Bolt Set, %4 x 2%" GA 22UR/8 22UR78 
aa to Floor or Toilet Flange Bolt Set, %6 x 214" GA 22UR/9 22UR79 
. Flanges 
3 or 4" Easy Tap® Closet Flange, PVC, w/Stainless Steel Ring Oatey 43553 4KMN8 
PVC Twist-N-Set Closet Flange for 3" Waste Lines Oatey 43654 S3NWX2 
PVC Twist-N-Set Closet Flange for 4" Waste Lines Oatey 43651 1VNH8 
K. Miscellaneous Toilet/Urinal Repair Parts and Accessories 
Cap Nuts and Washers Zurn P1203-FINISHTRIM 5WYG9 ' 
Conical Sponge Washer for Urinals Am. Std. 034638-0070A _ 3KTE1 K. Mounting a 
is 5 aa anger ounting ees i america oe Urinals Am. Std. 047058-0070A 3KTE2 Brackets 
oilet Tank Antisweat Valve, Brass ay Insta ation (2 : 
Thread, %" Solder 9%" 0.D., 4" Comp. %" 0.D. GA 109-503 TRLUS tf 
Beehive Strainer Assembly for Urinals Am. Std. 047517-0020A 4TMJ2 


Toilet Stabilizing Shims, Pkg. of 8 Kissler 757-5105 4EEV6 

Urinal Strainer for Washbrook Am. Std. 047068-0070A_ _ 6NWR8 H. Seal —_— 
ater Control Valve m. otd. 7136-007 45A207 
owl Caps 

Bolt Cap Kit, Cover, White Am. Std. 034783-0200A 6NWR7 Ee 

Bolt Cap Kit, Toilet Am. Std. 7381251-200.0200A 20XU38 J. Flange 

Metal Tank Cover Locking Device, Toilet Am. Std. 603111-0030A 20XU58 

Toilet Seat Hardware GA 22UR81 22UR81 

Gravity Toilet Repair Kits 

Flush Valve Kit, Fits Most Toilets GA 22UR89 22UR89 





F. Urinal Spud F. Toilet Spud 


Flush Valve Kit, Incl. Adj. Flush Valve, Premium 3" Adj. 





Flapper Tank-to-Bowl Gasket 8 Hardware Korky 5030BP 48H476 

ush Valve Kit, Incl. Adj. Flush Valve, Premium 

Flapper, Tank-To-Bowl Gasket & Hardware Korky 4030PK 340326 
Flush Valve Kit w/Adjustable Flapper, Bolts, Gaskets Fluidmaster Pro 5/K 1APJ8 
Flush Valve w/Adjustable Flapper Fluidmaster Pro 5/ 1APJ7 
Fill Valve w/Adjustable Flapper Fluidmaster Pro 45C 1APJ2 
QuietFill® Fill Valve and Premium Flapper Kork 818BP 15W943 
Water é beak Uetectin Fill Valve and Premium Flapper Kork 8182 A4KTF8 * 

ush Valve, Bowl Gasket, Hardware or 

inal Fill alle Flush Valve Bowl Gasket, Bolts, Tank Lever Fluidmaster Pro 45K 1APJ3 








* Valves help protect against flapper leaks and hang-ups. t No. 1RLU5 has a flow adjustment screw to regulate or shut off 


hot water flow. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2757 


Scan. Order. Done. 
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No. 
2P888 . —_ Va (AG)08) 
Toilet Seats BEMIS. 5 American Standard 
Bolt onto a toilet bowl and can be lifted on their hinges for Ghild—Smaller seats and typically found in schools, pediatric 
cleaning and full access to the bowl. Oval or circular rings hospitals, and daycare facilities. 
sere ih eae oa seal Slaven Elongated Safety-Arm—Elongated (oval) seats with support arms 
No. P for people to lift or lower themselves when using the toilet. Arms 
23PD06 Standard Elongated—tElongated or oval seats are about attach to the underside of the seat and extend from the sides to 
2" longer from back to front than standard round bowls. provide grab bars for lifting and balance. Used in rehab facilities, 
Extra space improves comfort for adults and helps reduce _ hospitals, nursing homes, and senior-living centers. 
drips and mess around bowl. Round Lift—Taller than standard round seats to help people get 
Standard Round—Fit round toilet bowls and are gener- _—on and off the toilet. Designed to assist people with mobility issues, 
f Wa ally more comfortable for smaller users. Seat help prevent inflammatory conditions, and arthritis. 
SUP and cops: Oversized Toilet Seats for Round or Elongated Bowis— 
= Elongated Lift—Taller than standard elongated seats to _—sUniversal fit with a higher weight capacity to support heavy 
: ™~ make it easier for people to lower and lift themselves off users. The wider-than-standard surface area fits any bowl shape. 
\ \) toilet. Assists people with mobility issues, inflammatory Commonly used on toilets for bariatric patients in hospitals and 
No. 2P893 conditions, and arthritis. medical facilities. 
Seat Overall Bolt to ADA Item 
Color Hinge Material* Hinge Design Height Width Seat Front Features Compliance Brand No. 
Standard Elongated 
Closed Front, Includes Cover: Yes 
White Plastic External Check Hinge 1'%e6in 14in 18% in 300 Ib Cap., Easy to Remove Seat, High Traffic, STA-TITE(R) Bolts, Yes Bemis  5AV12 
White Plastic External Check Hinge 1% in 13 'A6in 18% in 300 Ib Cap., High Traffic, Std. Bolts Yes Bemis 23PD0/ 
White Plastic External Check Hinge 2in 14%in 18% iIn_| 300 |b Cap., Easy to Remove Seat, High Traffic, Non-Corrosive Posts, Std. Bolts Yes Bemis 46W156 
White Plastic External Check Hinge 2%6in 14in 18%iIn 200 Ib Cap., High Trattic, Std. Bolts Yes Bemis _2P890 
White Plastic Lift-Off Hinge 1%in 14in 184 in 300 Ib Cap., Low Traffic, Non-Corrosive Posts, Std. Bolts No Centoco 4FTJ7 
White Plastic Lift-Off Hinge 1% in 14in 18%in 300 Ib Cap., Low Trattic, Non-Corrosive Posts, Std. Bolts No Centoco 4FITJ8T 
White Plastic Lift-Off Hinge 1%in 14VY%in 18 2%2 in 300 Ib Cap., Low Traffic, Non-Corrosive Posts, Std. Bolts No Centoco 4FIK1 
White Plastic Slow Close Hinge 1'%6in 14in 18% in 200 Ib Cap., High Traffic, STA-TITE(R) Bolts Yes Bemis 23PD09 
White Plastic Slow Close Hinge 2¥%in 14’in 18% in 300 Ib Cap., High Trattic, Non-Corrosive Posts, Std. Bolts No Centoco 20G112 
White Plastic w/S.S. Posts —_ External Check Hinge 16 in 14 Ye in 18 %e in 200 Ib Cap., High Traffic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis 26X099 
White Plastic w/S.S. Posts —_ External Check Hinge 2¥%in 14in 18%in (500 lb Cap., Antimicrobial, High Traffic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis 5AV30 
White Plastic w/S.S. Posts —_ External Check Hinge 2%6in 14in 18%In |500 lb Cap., Antimicrobial, High Traffic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis 21R415 
White 5.9. External Check Hinge 1'%6in 14% in  19in 00 Bab. align Tratie, Non-borros.ve costs, oid, Bolts No Centoco SXTE/ 
7 i 154-3 , : ap., Antimicrobial, Fire Retardant, Hig 
White Sc: Self-Sustaining Check Hinge /1'%6in 14%4in 19 in Traffic, Non-Corrosive Posts, Std. Bolts No Centoco 5XTF3 
; ; ; ; ; High Traffic, 500 Ib Cap., Antimicrobial, Sanitary Seat Lift Tab, 
White oo: Slow Close Hinge 2in 14%in 18in Easy to Remove Seat, Std. Bolts, Non-Corrosive Posts No Amer. Std. 454196 
Open Front, Includes Cover: No 
Black Plastic w/$.S. Posts _ External Check Hinge 2%in 14%in 18%e6in 200 Ib Cap., High Trattic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis 2P889 
Black Plastic w/ S.S. Posts Self-Sustaining Check Hinge| 2%in 14 '%in 18 %ein 200 Ib Cap., High Trattic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis 46W158 
White Plastic w/S.S. Posts _ External Check Hinge 2%in 14%Iin 18 %ein 900 Ib Cap., High Trattic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis _2P888 
White Plastic w/S.S. Posts _ External Check Hinge 2%in 14%Iin 18%6in | 500 lb Cap., Antimicrobial, High Traffic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis 9SAV25 
White Plastic w/S.S. Posts —_ External Check Hinge 2% in 14%6in 18 “ein 900 ea, ae Trafic, jon-Lorrosive poate oe) Bolts Yes Bemis 29JU46 
; . . ; . igh Traffic, 5 ap., Antimicrobial, Fire Retardant, ; 
White Plastic w/$.S. Posts — External Check Hinge 2%in 14%in 18%ein STA-TITE(R) Bolts, Non-Corrosive Posts Yes Bemis 6MPR4 
White Plastic w/ 8.8. Posts Self-Sustaining Check Hinge} 1%2iIn 14%in 18 ein 900 Ib Cap., High Trattic, Non-Corrosive Posts, Std. Bolts Yes Bemis 46W159 
White Plastic w/ 8.8. Posts Self-Sustaining Check Hinge} 2%in 14 %in 18 %6in 200 Ib Cap., High Trattic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis 46W155 
White Plastic w/ S.S. Posts Self-Sustaining Check Hinge} 2% in 14%6in 18 “ein 900 ea, we Trafic, von-Lorrosive posts, ay Bolts Yes Bemis 29JU47 
; ic a . . . . igh Traffic, 5 ap., Antimicrobial, Fire Retardant, . 
White Plastic w/ $.S. Posts Self-Sustaining Check Hinge) 2%in 14%in 18 %ein STA-TITE(R) Bolts, Non-Corrosive Posts Yes Bemis 6MPR5 
White 3.0: External Check Hinge Tin 14%in  18iIn 900 Ib Cap., Easy to Remove Seat, High Traffic, Non-Corrosive Posts, Std. Bolts No Amer. Std. 4TMH8 
White 9.0. Self-Sustaining Check Hinge, Jin 14%in 1/7 “in 300 Ib Cap., High Trattic, Non-Corrosive Posts, Std. Bolts No Centoco 29TJ04 
White $.5S. Self-Sustaining Check Hinge) 2%in 14%in 18%6iIn | 500 lb Cap., Easy to Remove Seat, High Traffic, Non-Corrosive Posts, Std. Bolts No Amer. Std. 49JM37 
White 9.0. Slow Close Hinge Tin 14%in 18% in 300 Ib Cap., High Trattic, Non-Corrosive Posts, Std. Bolts No Centoco 19R1T10 
Open Front, Includes Cover: Yes 
White Plastic External Check Hinge 2%in 14in 18%e6in 200 Ib Cap., High Traffic, Std. Bolts Yes Bemis 2P891 
White Plastic w/S.S. Posts _ External Check Hinge 1/6 in 14 “ein 18 'e in 200 Ib Cap., High Traffic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis 46W154 
White Plastic w/S.S. Posts _ External Check Hinge 2%in 14in 18%6in | 500 lb Cap., Antimicrobial, High Traffic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis _5AV29 
White os External Check Hinge 1'%6in 14%in 18% in 300 Ib Cap., High Trattic, Non-Corrosive Posts, Std. Bolts No Centoco SXTE9 
Standard Round 
Closed Front, Includes Cover: Yes 
White Plastic External Check Hinge 1'%e6in 14%in 16% in 300 Ib Cap., Easy to Remove Seat, High Traffic, STA-TITE(R) Bolts Yes Bemis 5AV14 
White Plastic External Check Hinge 1%in 14%6in 16 ein 300 Ib Cap., High Traffic, Std. Bolts Yes Bemis 23PD06 
White Plastic External Check Hinge 2in 14%in 16%in 300 Ib Cap., Easy to Remove Seat, High Traffic, Std. Bolts Yes Bemis 45ND60 
White Plastic Lift-Off Hinge 14%in 14%in 16 “in 300 Ib Cap., Low Traffic, Non-Corrosive Posts, Std. Bolts No Centoco 4FTJ5 
White Plastic Lift-Off Hinge 1% in 14%1in 16%in 300 Ib Cap., Low Traffic, Non-Corrosive Posts, Std. Bolts No Centoco 4FTJ9 
Open Front, Includes Cover: No 
White Plastic w/S.S. Posts —_ External Check Hinge 2%6in 14%in 16 %ein 200 Ib Cap., High Traffic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis 2P886 
White Plastic w/S.S. Posts —_ External Check Hinge 2%6in 14%in 16 %6in |500 lb Cap., Antimicrobial, High Traffic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis 5AV26 
Open Front, Includes Cover: Yes 
White Plastic External Check Hinge 2%in 14%in 16 %in 200 Ib Cap., High Traffic, Std. Bolts Yes Bemis 2P88/ 
White Plastic w/S.S. Posts —_ External Check Hinge 2%in 14%6in 16 %in (500 lb Cap., Antimicrobial, High Traffic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis 5AV27 
White 9.0. External Check Hinge 1'%e6in 14%in 16% in 300 Ib Cap., High Traffic, Non-Corrosive Posts, Std. Bolts No Centoco SXTE8 
Elongated Lift 
Closed Front, Includes Cover: No 
White — — 2'%ein 14 Yin 19 Yin 900 Ib Cap., High Traffic, STA-TITE(R) Bolts Yes Bemis 5AV16 
Open Front, Includes Cover: No 
White Plastic w/ $.S. Posts External Check Hinge 3%6in 19%in 18%6in | High Traffic, 300 lb Cap., Antimicrobial, STA-TITE(R) Bolts, Non-Corrosive Posts Yes Bemis 2P892 
White Plastic w/S.S. Posts —_ External Check Hinge 4%6in 14%in 18%6in | High Trattic, 300 lb Cap., Antimicrobial, STA-TITE(R) Bolts, Non-Corrosive Posts Yes Bemis 5AV17 
White os Slow Close Hinge 2%6in 14%in 18% In 300 Ib Cap., High Traffic, Non-Corrosive Posts, Std. Bolts Yes Centoco 19RT15 
eran’ Sc: Slow Close Hinge 3 A2iIn 14%in 18% In 300 Ib Cap., High Traffic, Non-Corrosive Posts, Std. Bolts Yes Centoco 19RT16 
hild 
White Plastic w/S.S. Posts —_ External Check Hinge 2%in 13 “%6in 15 %in |500 lb Cap., Antimicrobial, High Traffic, Non-Corrosive Posts, STA-TITE(R) Bolts Yes Bemis  SAV11 
Elongated Safety-Arm 
Open Front, Includes Cover: No 
White Plastic w/S.S. Posts —_ External Check Hinge 2% in 14%6in 18 “sin | High Traffic, 250 lb Cap., Antimicrobial, STA-TITE(R) Bolts, Non-Corrosive Posts Yes Bemis _2P893 
Round Lift 
Closed Front, Includes Cover: No 
White — — 2'%ein14%e6in 17 Yin 900 Ib Cap., High Traffic, STA-TITE(R) Bolts Yes Bemis 5AV15 
Oversized for Round or Elongated Bowls 
Open Front, Includes Cover: No 
White 9.0. Slow Close Hinge 2%in 14in 1/7 %2In 1200 Ib Cap., High Traffic, Std. Bolts Yes Big John 39AP83 
White 2.0% Slow Close Hinge 2%Iin 19%6in 20 “ein 1200 |b Cap., High Traffic, Std. Bolts Yes Big John 12G706 


* $.S. = Stainless Steel. ¢ Sold in package of 8. 
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Find the ~. Find Solutions. Find Great Prices. Urinals & Grab Bars 
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a ™~ 

\ 
No. 
s zi FP | 2PPR5 No. 4FB39 
< ch 
_—_—_ No. 442635 a 


f. 


oS = ail = 
No. 49JM66 4 


WATERLESS.com 


the innovative brand since 1991 


SLOAN. - 
Wall-Mount Waterless Urinals 


Conserve water by eliminating liquid waste without flushing. They connect to a wall 

« White vitreous china SLOAN. ZURN. waste line and rely on gravity to direct urine into the drain, so there's no need for a 

= Flush valve sold separately, see Grainger.com® flushing mechanism. These water-free urinals use a trap or cartridge with a layer of 
f ; sealant that blocks odors from rising out of a waste line while allowing urine to pass 


Wall-mount flush-valve urinals with top spud are off-the-floor fixtures ~ through. Use to reduce water consumption in dry climates and other areas where 
that allow thorough cleaning, connect to a wall waste line, and work with water is scarce. WaterSense Certified. 


an exposed flush valve for unblocked access during maintenance. These 





a —_ No. 


34TE11 
No. 2PPR4 


Urinals SreucanStandard _———_* 









. ; ADA Mfr. Item 
fixtures have a lower weight capacity than floor-mounted fixtures, but Urinal Material Compliance Brand and Series Model No. 
provide a streamlined look and full access for cleaning the floor and urinal | Waterless Urinal a3 waisilss Sanaa 0d sURWa 
surfaces. Includes back opening for waste line and a spud atop the fixture otigh Performance Yes press Anza 2005 Z3PC28 

j omposite/Fiberglass es aterless Del Casa 
for connecting to a flush valve (flushometer). Meet all ANS! and ASME ven Wataless Sato naar FaPOoT 
water conservation requirements. Gears China Yes Sloan WES1000 4FB38 

Gal Spud Yes Waterless Baja 2104 4427635 

Per ADA Connection Mfr. Item Shipping eh Brand Ae 
Fish Com wane alld Sees: uli ao. aty. Waterless Urinal Cleaners and Accessories 

95 Yes ¥% in Amer. Std. Decorum 6042001EC.020 49JIM66 * 1 Cleaner Cartridge Green Clean Liquid Concentrate Sloan SETX5 
0.125 a . Cleaner Cartridge Includes: Cartridge Key, Sealant Sloan 4FB39 
to 05 Yes ¥4in Amer. Std. Pintbrook 6002001.020 52WU81 1 Package, Protective Glove, Disposal Bag 
0.195 Measuring Cup Waterless 2VRW5 
to 1.0 No ¥.in Amer. Std. Maybrook 6581001EC.020 45NC88 *t 1 Trap Insert sas Rates OdaT Waterless 2VRW2 

Trap Insert Includes: (2) 16 oz. Bottles Odor Barrier 
cee Wes YWi0 — Wachnrey eiowigg 6590001.020 16U006* 1 Liquid, (2) Drain Inserts, (2) Insert Removal Tools oe ee 

0.125 Amer. Std Trap Insert Removal Tool Waterless 2VRW3 
to 1.0 Yes Ya in Washbrook FloWise® O020001EC.020 45NC87 *t 1 Urinal Cleaner 1 qt. Waterless 6XKC5 
0.125 Amer. Std. : Urinal Cleaner Includes: (1) 32 oz. Bottle, (1) Trigger ican 3ETX4 
toi0. Yes %iN Washbrook FloWige® ©290001PL.020 15W678 6 Sprayer and (1) Green Clean Concentrate 

|. 0 Yes 1i%4in Amer. Std. Lynbrook 6601012.020 5NTV9 1 Urinal Cleaner Includes: BlueSeal® Liquid, EcoTrap® Tool And Waterless OVRWT7 

Washout Urinal with Automatic Flush Valve Measuring Cup, 1 Kit Is Good For Up To 5 Urinal Start-Ups 
0.125 Yes 3, in Sloan WEUS1000.1401 2PPR4 * 1 Urinal Flange Kit Required for all new construction Waterless 6XKC4 
0.125 Yes Hin Zurn 75755.205.00 45NC89 * 1 Waterless Urinal Sealant, 1 qt. Waterless 2VRW1 
0.25 Yes Ya in Sloan ECOS® =WEUS1002.1401 5NFL2 * 1 SS —_——BSQQ—oeECWOCCCCCCC——<—<<<——<—@_@&° 

Washout Urinal with Manual Flush Valve 
0.125 Yes %s in Sloan WEUS1000.1001 2PPR5 * 1 Wineclts: * reyryonanaen 
0.125 Yes Yin Wachnreh et viggs 6590503.020 38UP27* 1 APPROVED 
0.25 Yes Ya in Sloan Royal® |= WEUS1002.1001 5NFLO * 1 SEP. 

Siphon Jet Urinal <<S 

125 No % in Zurn 25755-U_—‘34TE11 * 1 nNCcoVve’ SANIGUARD. be 

@ by Component Hardware THE POWER OF SILVER 
eins Yes Ya in Amer. Std. Allbrook 6550001.020 38W399 1 _— No. 2YDV2 


1.0 Yes %in Amer. Std. Trimbrook 6561017.020 1ZKZ1 1 Grab Bars 


Materoense Fertiied..¢ Uiranigi eiiclenty, Bars help provide a better grip for improved safety. Stainless steel 
with mounting hardware and concealed screws. 











a 
* ‘é e Length 
GRAINGER (—_ 12" | 16" | 18" | 24" | 36" | 39" | 42" | 45" | 4g" 
APPROVED —eycomponent oraware Weight Item Item) Item | Item Item | Item | Item | Item | Item 
= Type Cap. Brand) No. | No. | No. No. No. No. No. No. No. 
Specialty Grab Bars 17D, 
Contemporary 800 lb.* Winglt| — | — /|19D074)19D07519D082, — |19D077; — |19D084 
Mount to walls to offer a fixed rod that people can hold Contemporary 800 Ib.” Winglt| — | — |19D080/19D081/19D076 — 19D083) — |19D078 
onto to maintain their balance and lower or lift themselves. Seeth ——B00 1 Wing | enGGa | BRIS | eRGIe| —— | eRad7 +t} 
Stainless steel with stainless steel mounting hardware. qentiey 250 lb. GA 4WMNS — 4WMN7 — | — | — (4wMP1 — 4wmp2 
ur 
ji a ee en ) 1%" Dia. 
escription ia. ran 0. Concealed || Sais = _ = = 
Smooth Surface Wall Mount 1200 Ib. Bradley 29RU58 29RU59 
iL traont rap pal exbosed screws te a soar ‘ ares 200 lb. Encore) — | — |4TLJ8| — _ _ —_ —_ _ 
" Straight Grab Bar, Exposed Screws Yn" e J olyester * Ah = _ = _ 
32" Straight Grab Bar. Exposed Screws "GA 3P919 = eu Painted SOO MNO HERS Seene | enees euene sina 
12" x 12" Boomerang Grab Bar 1y GA  4WMG6* | Smooth 800 Ib.* Winglt) — — 6RGGS 6RGG6 | 6RGG7) — 6RGGS — _ 
30° L x 5" W x 33" H poorto at rege Hand ee af aye i | | Smooth w/ E 
30" L x 5" W x 33" H Floor-to-Wall, Left Han Ya" 4 ‘ SANIGUARD = = 
30°. x 24" W x 33" H Wheelchair Toilet Bar +7 GA 4WMH4* Produict 250 Ib. Encore| 4TLJ5 |4TLJ4 2YDU7 2YDU8 | 2YDV1 2YDV3 2YDV5 
30" L x 6" W x 8"H Tilt-Up Safety Arm 1Y%" GA 4WMH6 Protection 
30° L_ Straight Grab Bar 1 Encore 2DUS | ap Textured Ww) 
L-Shaped 30" L x 30" W Y;" ncore _ _ _ 
TaTHaSUTaCe ee Product 250 lb. Encore} 4TLJ6 4TLJ7 ATLJ9 | 2YDV2 2YDV4 ATLK1 
Floor-to-Wall, Right Hand 30°L x 5"Wx 33"H 1%" GA 4WMG9~ No. Protection 
Floor-to-Wall, Left Hand 30°L xo Wx33'H 17% GA 4WMH2" awmas | *800-/b. weight capacity when installed using Winglts® Grab Bar Fastener, No. 6UTC7 (4"L) sold 
* Meets ADA requirements when properly installed. separately on page 2169. 
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Restroom Accessories & Prison Toilets Details on page A1. 





Est. 1954 ita C are’ SLOAN. 


Prison and Ligature-Resistant 
Toilet and Sink Combination Units 


= For institutional showerheads, go to Grainger.com® 


Ligature-resistant sinks, toilets, and urinals withstand damage 

and prevent vandalism, abuse, or potential for self-harm or suicide 
No. 4EEX4 3 | in correctional and mental health facilities where antiligature or 

: security products are needed. Sinks have push-button controls 
that provide hot and cold water at 0.5 gpm, and a penal bubbler. 
Metering valves can be set for 5- to 60-sec. operation and cannot 
be held open. These specialized toilets and urinals include enclosed 
flush valves, so they can't be used to tie off cords or fabric strips. 























hq 
aymo Arysranaen rade SEE iF ALL Spud No. 49T884 
Gal. per Rough- Rim ADA Flush Valve Connection Item 
4 r A Flush In Height Compliance Location Size Brand No. 
es room ccessories Prison Toilet, Elongated 
Floor Mount 
Bar : Overall Overall Overall Item 1.6 or Less AV" 18" Yes Concealed 17" Acorn _5ZXF7 
Length Material Finisht Height Depth Length Brand __ No. 1.28 or1.60r3.5 4%" 16" Yes Exposed 1" Acorn 491884 
: : : 1.28 0r1.60r3.5 10° 16%! Yes Concealed 14" Acorn 491885 
ig —79:8.__PO 1-0/6" sie 20" Taymor 10184 | og ort6or3.5 10° 16%" Yes Exposed 1% Acorn 497886 }* 
Zamac_ PO 2% 3% AT CGA ODFA06 | 1 58or1.6or3.5 10° 17 Yes Concealed TVA Acorn 491887 | 
5.9. PC 1-9/6" S%6 26%" Taymor _10G185 1.6 12" 15" No Concealed 1" Acorn 1JZL5 
Zamac_ PC 2%" 3" 27" GA _15F407 | ~Wall Mount 
eq" _gamac_ OPUS OA GA _10F887 | Togoriéorao 4 16%" Yes Exposed 17" Acorn 49882 
famac__ FG 2g Se _taymor T0GI2 | y28orieora5 4" ir" Yes Concealed 11" Acorn 49883 
Zamac_ SN 2% 3% 26% GA__19F402 1.6 co — Yes Concealed 1" Acorn 1JZL4 
Material of Item 1.28 o0r1.6o0r3.o0 12) 15° Yes Concealed iA Acorn _26CT94 No. 1JZL6 
Construc. Fastener Type H W Thickness No. 1.28 0r1.60r3.5 12" 15: Yes Exposed 1%" Acorn 26CT93 : 
GA, Folding Shelf Prison Toilet and Sink Combination Unit, Elongated 
Zamac Theft Resistant 5¥8" 15%" 32" 4WMJ7 Floor Mount 
Ring Ring Overall Overall Item 1.6 ies 15 No Concealed 1%," Acorn 1JZL9 
Material Finisht Height Width Height Depth No. Ligature Resistant Toilet, Elongated ’ | 
GA, Towel Ring Floor Mount 
6" 6" 7" 15" 4WML1 1.6 Te 15" No Concealed 1¥;" Bestcare 380428 
Zamac PC 6" 6" 63%" 198° 15F405 1.6 or 1.28 12” 15" No Concealed 1%" _Bestcare 380429 
Item 1.6 or 1.28 T2" 18 Yes Concealed 1¥;" Bestcare 38VC64 r) 
Material* Finisht H W D No. Flow ADA Drain Overall Overall Overall Item 
Bradley, Framed Mirror Rate Compliant Opening BowlSize Width Length Height Brand No. & “| 
S. 5" id 93,"  23MU61 Penal Bathroom Sink 
S.S., Clear Acrylic S il r 3156" 23MU62 | Wall Mount 3 
Steel and Glass BSS 36" 13" 3, 29RU66 0.5 gpm No TY" 9%" x 14%" 12%" 18" 14%" Acorn 1JZL6 ———— 
GA, Soap Dish 0.5 gpm Yes "9x 14%" 18" 18" 12%" Acorn 1JZL7 
5.0: — 244 5 a 1ECN7 Gal. per Flush ADA Spud Item 
Metal 1%" 3% 3¥ 2VAL8 Flush Handle Compliance Connection Size Brand and Series No. 
GA, Toilet Paper Holder, a Roll Capacity Prison & Ligature Resistant Urinals 
Polished 24" 1%” 398" 15F409 Washout Prison Urinal 
Zamac Polished 278° 1% 3 Ye" 15F411 1.0 to 1.5 Wall Button No Yq" Acorn Dura-Ware® 5RMD8 
S 2V2' g" 34%" 15F408 1.0 to 1.5 Wall Button No Yq" Acorn Dura-Ware® 5SRMD9 
See-All, Dual-Sided Wall Mirror Washout Ligature Resistant Urinal a 
Metal C 13" ill 3 30AC28 0.125 Top Button No ya" Whitehall BestCare® 380421 7 s - 4 
Overall Item Washout Ligature Resistant Urinal with Manual Flush Valve 
Material* Finisht Height Overall Depth Brand No. 0.125 Top Button Yes Ya Whitehall BestCare® 491906 
Hooks Waterless Ligature Resistant Urinal y , 
Bathroom Hook 0 — No V4" Whitehall BestCare® 38C422 
5.5. S 1a 2 GA 4WMK8 | Flush Valve Gal. per Spud Inlet ‘Flush Valve Brand Item 
Metal C Ve 12 GA 2VAL4 Location Flush Rough-In Coupling Size Design and Series No. Eo; perme 
S 3A 1/6 Bradley 1GYA7_ | ‘Prison Flush Valves 
5.5. S 3 3/4 GA _1ECN4 | Concealed 1.6 20%" 1% 1"IPS_~— Diaphragm Sloan Royal® — 3ETX2 
S 3 374 GA ___1ECL8 Concealed 3.5 2014" 1%" 1" IPS Diaphragm ‘Sloan Royal® —_3ETX1 SC 
c 1%" 2" GA 4WMK7 W H item ) 
ry Ve Taymor 106182 Description L_(in.) (in.) _Dia. Brand No. - 
damac _FU 12 ae Taymor 10G183_ | “Security Washroom Accessories, Stainless Steel 
oN 242 ao GA _15F392_| Grab Bar 24, ~=— 1% Bradley 1GYC4 
| ss oe GA 15F398_| ~Grab Bar 36,  — 1%" ‘Bradley  1GYC5 
Zinc CP 9% 276 GA__SXTE1_ | ~ Grab Bar 4 — — 1% Bradley 1GYC6 |» ) 
Coat Hook and Bumper Security Framed Wall Mirror — mH Th — Bradley  1GYB8 —Z 
Zamak = CP = GA__1ECL2 | “Toilet Paper Holder = 7 7 — Acorn 5RME4 . 
Collapsible Hook Book Shelf w/Clothes Hooks — 10% 10% — Acorn 5RME1 No. 1GYB8 
5.5. Ss 4%" 1’ Collapsed, 3° Extended GA __1ECL9_ | “Clothes Hook Panel with 1 Hook —_ 4 4h Acorn 5RME3 
Hook : Clothes Hook Panel with 4 Hooks  — 5% 5% = — Acorn _ 5RME2 
Ss S 6 2 GA 4WMK9 
a S 91%" 3%6' x 26'L GA _1ECL3 
Security Hook 
0.9. S 4%" 2%" Collapsed, 2%" Extended GA  1ECN1 
” , Finisht shape Toa ia 7 
aterial* inis eight ept ran 0. 
Shelves w) ft Care. 
Towel Shelf y , k EEN 
: on 
38, —— Ligature Resistant pitt 
SS. C 4" WZ GA 2VAL7 oO. 
Steel Wire C 111%" AYA GA 5x103 | bathroom Faucets 
Zamac PC 62" By" Taymor 106186 ; ; ; gmuees 
Utility Shelf Cone-spout faucets are shaped like a rounded triangle, or cone. Their shape makes it difficult to use 
e 2 ye > 2 awh — | the faucets as a ligature point or a point of self-harm, making them suitable for hospitals, prisons, 
S AV AiR GA 4WMK5 | and mental health settings. These dual-metering-handle two-hole centerset deck-mount faucets have 
SS. 3 a ar 2 ——a1Fee— | two handles that users push down on to start the flow of water. Each handle is operated separately to 
Utility Shelf with Backsplash control the hot and cold water supplies. Metering-handle faucets let users control the start of the flow 
SS. 2 aM a a AWM | Of Water but not the duration, as the water flow shuts off automatically. Chrome faucet finish. 
Utility Shelf with Mop Holders Faucet Body Flow Flow Spout Spout Item 
9.9. S 68 gs" GA 1ECL7 Series Material , Rale Outlet Type Length Height brand No. 
* $.S. = Stainless Steel. ¢ B = Bright, BN = Brushed Nickel, C = Chrome, WH3377 rass 30 gpm pray estcare 455 
CP = Chrome Plated, PC = Polished Chrome, S = Satin, SN = Satin Nickel. WH3374 Brass 0.70 gpm Spray 2 2 Bestcare 380415 
2760 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° PLUMBING 
Find the wi. Find Solutions. Find Great Prices. Institutional Fixture Parts & Security Bathroom Accessories 
Institutional 
Fixture Repair Parts = Toilet/Tissue 
Mfr. Item Holder 
Model Description No. No. 23MU49 
Ta mete hi 
-012- crews, 8-32" x 1%", Pkg. o = 
0296-020-000 Hex Wrench, 92 2EVNG Security Bathroom 
0326-100-001 U-key, Pig, of 10 0 2EVNG i 
-100- -Key, Pkg. 0 — 
BaD Ces es a ie Coe 
-124- -RINgS, 174 X16. X 32, PKG. O 7 i i j j i i 
O401-117-001 O-Ring. 134e"x 1x Ya Pkg, of 10 37WN7 ‘Resistant Accessories are designed to be stylish, functional, and for use in behavioral/ 
0401-026-001 O-Rings, 14" x 1%" x Ve", Pkg. of 10 2EVP6 Scrawse mental health facilities where security or antiligature products are required. 
0401-016-001 O-Rings, Ye" xX Ya" X Ne, Pkg. of 10 2EVP5 No. 2EVN1 Item 
0401-015-001 O-Rings, Vie x "fe x Ze. Pkg. of 10 2EVP4 Description Material w HOD Brand No 
0401-014-001 O-Rings, "x %"x Vict, Pkg. of 10 2EVP3 WAN TaUWEINenet cette 
0401-012-001 O-Rings, 3/8" |.D. x 1/2" 0.D. x 1/16 Thick, Pkg. of 10 2EVP2 Bookshelf Stainless Steel 90" 7 Siz" Bestcare 491898 
0401-011-001 O- -Rings, 5/16" |.D. x 7/16" 0.D. x 1/16" Thick, Pkg. of 10 2EVP1 Flush Valve. Manual. 1.28 aoh __ = ma — Bestcare 380425 
OT OUT ONT O-Rings, 732 Xe Xe eg OF 10 Ba Flush Valve: Manual’ 1.6 gph — — = = Bestcare 380424 
0421-019-001 Gaskets, 7/16" I.D. x 23/32" 0.D. x 1/8" Thick, Pkg. of 10 2EVR2 Ligature Resistant Flush Valve 7 
0431-023-001 Bonnet Gaskets, 13/16" aad 2EVR3 Cover, Stainless Steel, Left pales Bradley = 20MU41 
D4G5-095-000 Gasket D5 GPM g.0 SEVRE Ligature Resistant Mirror Stainless Steel 13° 17° %e _Bestcare 380411 * 
(469-005-000 Gasket 05 CPM EVRA Ligature Resistant Mirror Stainless Steel 13" 23%" Ye __Bestcare 380412 * 
0715-060-001 Control Modul 37WN8 Ligature Resistant Mirror Guard Aluminum 24" 1%" ~—%' ~—Odd Ball Ind. 38R020 
754-007-001 che ae No a ST ISUnT SEVRG Ligature Resistant Soap Dish Stainless Steel 7" 7° 2%’  Bestcare 497902 
1544-002-001 Sh ae are aia Wy LM oF SEVRT Ligature Resistant Soap Dish Stainless Steel 7" 7° 234°  Bestcare 380413 
en Recessed Shelf 304 Stainless Steel 18" 7" 4%c"_Odd Ball Ind. 38R014 
tee a Noe wompression Nuts, 716, aU er nd: O10 CENT? Security Hook 304 Stainless Steel 41" 4%" 74" Odd Ball Ind. 38R016 
1895-450-001 Nylon Compression Nuts, %16--24 UNFI, Pkg. of 10 2EVT1 Security Hook Stainless Steel q" 4" OVA" Bradle . 23MU46 
1895-012-000 Nylon Male Connector, 1/4" 0.D. Tube x 3/8° NPT 2EVR9 E Security Hook Stainless Steel 5" 5" TV; Bradley 23MU53 
1e20-0U2-000_ Nylon Male Connector, 4 x 4 NET 2EVRE O-Rings Security Hook Strip Stainless Steel 18" 5" 1" Bradley 23MU47 
oe tag —subing, Red, 120 seve «= No 2EWN | Security Shelf Stainless Steel 18" 7" 4" Bradley 23MU48 
480-010-109 Tubing, Cleat, 120° DEVTG Towet Paper Dispenser, 304 Stainless Steel 7%’ 7% 4" Odd Ball Ind. 38R015 
2199-010-000 SS Braided Supply Hose, 2" NPS X67 : 2EVT7 Taitee Pater Holder Stainless Steel 7° 7° 3'%6 Bradley : 23MU49 
Ze DU SU = Iz auinioge W UAro me -aleclotamt, Ease oval Seve Toilet Paper Holder, Recessed Stainless Steel 7" 7" ~—S«44''~—SsBestcare 49903 
2260-001-002 _Flo-Cloz” Cartridge Top Assembly, Plastic Seat 2EVUI Toilet Paper Holder, Recessed Stainless Steel 1114" 7%" 3%"  Bestcare 497904 
2260-001-001 Flo-Cloz® Cartridge Assembly, Plastic Seat 2EVI9 ; 
280-000-199 Flo-Cloz® Bonnet Cap, Brass 2EVU3 (in. (in) (in. sana a fn (in) (in) — a 
SaaS TO aRS eae Hadi Grab Bars, Stainless Steel Grab Bars, Powder Coat 
2302-000-002 Meter-Matic® Cartridge Assembly SEVU5 Shower Nozzle 18 3% 3 Bestcare 380430 24 5% 3%2 OddBallind. 38R008 
2) 3 Bestcare 380431 42 5% 3%2 OddBallind. 38R011 
2302-000-001 Penal-Matic® Cartridge Assembly, Fluid Metering 2EVU4 Assembly a! ! 
PIO Carte Kesh EINE wo zevee |— 91 Sea SSC mm ge Ne 
2304-000-001 Penal-Trol® Cartridge Assembly, Self-Closing 2EVU7 1 : 7, estcare = ie alt Ind. 
2312-003-001 Flow Control Assembly, Toilet and Lavatories 1KAA2 i oo 3 Bestcare _ 380434 
2315-000-001 Push Rod Adjusting Cup 2EVL9 : Sa Bestcare _ 380435 
2415-002-001 Compression Spring Assembly, Pkg. of 10 2EVX2 m *With white powder-coated finish. 
2415-000-001 Check Stop 2EVX1 
2437-110-001 Safti-Trol® Cartridge Assembly 3ZWP2 
2437-100-001 _Safti-Trol® Cartridge Assembly 3ZWP1 rer 
2437-001-001 _Safti-Trol® Cartridge and Diaphragm Assembly 2EVX4 
2437-000-001 Safti-Trol® Cartridge Top Assembly EVX3 
2560-015-001 Water Chamber Assembly 2EVX5 
2563-305-002 Solenoid, 24V 3ZWP3 
2063-130-002 Reset Valve 2EVZ6 
2063-121-001 Diaphragm Assembly 2EVZ5 
2563-108-001 Spring Assembly, Pkg. of 10 2EVZ4 
2063-103-001 Diaphragm Assembly 2EVZ3 : 
2563-100-002 Reset Valve 2EVZ2. Cartridge 
563-081-001 Bonnet Pl EWS No ae’, 
-081- onnet, Plastic 
5563-080-001 Reset Valve 71 lt 
2563-024-000 Cover Plate, Delayed Acting 2EVY/ 
2063-023-001 Metering Air Diaphragm Springs, Pkg. of 10 2EVY6 
2003-022-000 Metering Air Diaphragm 2EVY9 Door Panel Headrail 
2063-021-001 Metering Magnet Cup Assembly 2EVY4 No. G3328 No. G3388 No. i1FBX1 
863-020-001 Metering Servamotor Assembly without 2EWY3 
-020- etering Servomotor Assembly without Seat = = 
2563-019-001 Servomotor Plate DEW Individual Bathroom 
2063-010-001 Diaphragm Assembly, and Lavatories 1KAA3 meses GL OBA L 
ses 0 Oot Diaphragm Assembly ant Partition Components Teena 
-002- ervomotor Cup 7 
2563-000-002 _Servomotor 2EVX6 . = For technical help with partition design § Pilasters—Come with type 304 
2564-000-001 Metering Timer Assembly 2EVZ7 Metering d material li ue P : 9 ein foal inish yp d 
2566-310-012 Push Button Assembly, Hot and Cold 2EWA2 Diaphragm and material lists Tor your unique project, stainless steel trim snoes an 
2066-302-008 Actuator Assembly Push-Button Diaphragm 3ZWP6 No. 2EVY5 contact our technical product experts an anchor kit that attaches the 


2066-095-199 
2966-052-001 


Diaphragm Assembly Side Outlet 
Push Button Assembly, Cold 














at 1-800 GRAINGER (472-4643). 











pilaster to the floor. 





2566-051-001 Push Button Assembly Hot ; 
2966-000-001__Push Button Assembly, Single Temp.. Partition Type W H Thickness ts ak 
25/0-105-001 Flow Control Elbow, Plastic ADA Compliant Door 36in 58 in Tin 63311 
29/0-061-000_ Inside Cover, Plastic Valve 94 in 58 in Tin G3309 
29/0-045-001__Single Temperature Tee, 0.5 GPM Door % in 58 in Tin 63310 
29/0-042-000 Mixing Tee Adapter 2) in 58 in Tin 63385 
29/0-040-001 Mixing Tee, Hot and Cold, 0.5 GPM pan ieckion 34 in 58in Tin Aaawnek Black Ghareaal Dank 63386 
25/0-028-001 O-Ring, Male x Male 2EWC4 s utto Panel 55in 58 in Tin Khaki ae Khaki Pe “ aaa G3312 
29/0-027-000__ Valve Body, Plastic 2EWC2 Assy. 58 in 58 in Tin , Ulay, , Fepp st, 63313 
20/0-026-000 Valve Body, Plastic 2ZEWC1 = wo, 2Evz9 60 in 58in Tin Royal Blue, Sandy Beach, White G3314 
25/0-025-000 Valve Body, Plastic 2EWAS 3in 82 in 1 tin G3315 
20/0-015-199 Prison Toilet Control Stop Stems 4in. 82in 1 Vin 63316 
25/0-014-000 Prison Toilet Control Stop Stems, Plastic Bin 82in 1 Vin 63317 
25/0-013-000 Prison Toilet Control Stop Seats, Plastic 6in 82in. 1 %in G3318 
29/0-012-000 Stop Bonnet Almond, Black, Charcoal, Dark 
2970-011-001 Prison Toller Control Stops Zin 70in 1%in Khaki, Khaki, Pepper Dust, Royal © G3387 
25/0-000-001 Prison [oiler Control Stops ZEWAS Inside Cover Blue, Sandy Beach, White 
2580-000-001 Valve Seat Assembly 2EWD1 Pilaster 7in 82in 1 %in G3319 
2590-203-001 Metering Valve Assembly, Single Temp.,2.5GPM  2EWD5 No. 2EWC8 Bin 82 int Vein 03320 
2090-051-001 Metering Valve Assembly, Plastic 2EWD4 10in  82in  1%in 63321 
2990-000-001 Non Metering Valve Assembly, Nonmetering H & C 2EWD3 12in 82in  1in Almond, Black, Charcoal, Dark G3322 
2590-003-001 Valve, Shower, Single-Temp., 2.5 gpm KAA co 18 in 82in 1 ¥%in Khaki, Gray, Khaki, Pepper Dust, _G3323 
of20-004-00T rina’ strainer 2zEWD7 22 in 82in 1 %in  RoyalBlue, Sandy Beach, White _G3324 
2/25-004-000 Urinal Strainer ZEWD6 in 82 in 1 in 63325 
2/99-000-001 Prison Toler Control Stops ZEWD8 Urinal Partitionw/ 18in 42 in Tin 63326 
4016-100-001 Push Button Assembly 2EWE2 Control Stop out Pilaster 24 in 42 in Tin G3327 
4025-051-001 Bubbler Assembly, Hemispherical ZEWE5 No. 2EWA7 
4025-011-001 Bubbler Assembly 2EWE4 od 
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PLUMBING 
Bathroom Partition Components & Accessories 


Scan. Order. Done. 
Details on page A1. 








qT PCHOOSE: item 
ae Bathroom Partition Type W H Thickness Color No. 
Individual Bathroom Solid Plastic Polymer (Cont.) 
mie 3 In 82 in 1 in G3334 
Partition Com onents GLOBAL Ain 82 in Tin G3335 
p PA AR ¥ i} + i] oO N Ss : in Be in in 63330 
Bathroom > CHOOSE: Item In in In 7 
Partition Type W H Thickness Color No. , um ct Li In aaa 
Plastic Laminate Pilaster 3 Ml 55 In In Black, Blue, e37%0 
ADACompliant Door 36in 58in Tin G3368 ion 35 In In Charcoal, asai0 
i 24in 58in Tin G3366 5 In In In Cream, Gray 
26in 58in 1 in G3367 in___82 in Tin G3341 
22 in 58in  1in G3394 18in 82 in tin G3342 
34in 58in in G3395 22in___82 in tin G3343 
Panel 55in 58in in G3369 3 in a in in aaa 
58in 58in Tin G3370 Urinal Partition w/out Pilaster. —py77 i“ ut 
60 in 58in tin G3371 in___42 in tin G3346 
3in 82in 1 %in G3372 Stalnless Steel . . | 
4 in 89 in 1% in 63373 ompliant Door 36 In 58 in 1 In 2EHH6 
Bin 82in 1 vin Aion Saad G3374 Door i. in___98 in tin 2EHH4 
Gin 82in 1 in G3375 in___98 in Tin 2EHHS 
7in. 70in 1 %in G3396 oo in___98 in Tin 2EHK3 
7in 82in 1 vin G3376 Panel o8in 98 in tin 2EHK4 
Pilaster Bin 82in 1 Yin G3377 60in 58 in Tin 2EHKo 
{0in 82in 1 %in G3378 gin 82 in 1 in 2EHHS8 
12in 82in 1 %in G3379 4in 82 in 1 /in 2EHHS 
18in 82in  1%in G3380 sin 82 in 1 Zin 2EHJ1 
99 in 89 in 1% in G3381 6 In 82 In 1% in Satin 2EHJ2 
24in 82in 1 in G3382 Zin 82 in 1% in 2EHJ3 
Urinal Partitionw/ 18in 42in  1in G3383 Pilaster E in ee in Aa a 
out Pilaster 24in 42in Tin G3384 Qin 82in Yin Jo 
; ; 12 in 82 in 1 Yin 2EHJ6 
Por Black, Blue, Charcoal, G G3330 aa 721 a oe 
ADA Compliant Door -35'y, in 53 in. Tin ee ream 3830 2A 2EHJB 
D 24in 55in in 63328 7 in es in 1 fin in aie 
oor : : : : ae ; in in in 
34in 55in Tin G3389 Item 
Panel 58 in 5d5in in Black, Blue, Charcoal ee Tama Rea a Finish For Use On W H Thickness No. 
58in 55 in in uminum/Brushed Finis 
60in 55in. tin Ck, Blue, Charcoal, Cream, Gray § 9993 Headrail Steel Partition 98" 191" 21" 1FBX1 
= = Satin 
Bathroom Partition Kits * GRAINGER Bathroom Overall Dim. Item Almond | Sand 
APPROVED PartitionType § W H D No. Bathroom Overall Dim. Item Item 
= Include all necessary components and hardware Stainless Steel Material Partition Type W H_ OD No. No. 
Single Compartment 36 82° 60° | /7AOA1 Plastic Laminate Material 
Urinal Partition v 70° 24° | 7A0A4 Urinal Partition 7° 70° 24" | 7AG29 | 7AW53 
w/Pilaster ra 70° 36 | 7AOAS w/Pilaster 7 70° 36' | 7AG30 | 7AW55 
Dove Folkstone Graphite Neutral | Silver 
Almond Black | Gray | Celesta | Grafix | Glace | Gray 
qa HEADRAIL Overall Dim. | Item Item Item Item Item Item = Item 
\ Bathroom Partition Type W H OD No. No. No. No. No. No. No. 
rheaalie Material 0" 24 AW33 | 7AW2 AW32 AW30 | 7AW29 | 7AW34 |7AW31 
FH F aa : 7’ 70" "| 7 7 7\7 7 7 7 4/7 
SSS wA Urinal Partition w/Pilaster_ >" —~79" 36"; 7AW43 | 7AW37 | 7AW42 | 7AW40 | 7AW39 | 7AW44 7AW41 
t) Dark Pepper| Sandy 
Overall |Almond) Black | Blue |Charcoal) Khaki | Gray | Khaki) Dust | Beach | White 
vy Bathroom Dim. Item | Item | Item Item Item | Item Item => Item | Item | Item 
Partition Type W H OD No. No. No. No. No. | No. | No. | No. | No. | No. 


Baked Enamel Steel Material 

Pape ane 36" 82" 60"| 7YP86 | 7AW61|7AW64) 7AWS7 7AWG60) 7YP78 | 7AWS9 7AWG3) 7AWG62\7AW58 
Urinal Partition 7” 70" 24°| 7Y¥P81 | 7AW85 | 7AW88 7AW81 | 7AW84) 7YP89 | 7AW83 7AW87) 7AW86 | /AW82 
w/Pilaster T_ 10" 36°) 7YP94 | 7AW93|7AW96) 7AW89 | 7AW92| 7YP96 | 7AW91|7AW99) /AW94 | 7AW90 


WALL PILASTER 











Black Blue | Charcoal | Cream Gray 
PANEL gy Overall Dim. Item Item Item Item Item 
Bathroom Partition Type W H No. No. No. No. No. 
Page salld Peastie Feber materia 70° 24" 7AV92 | 7AV89 | 7AV90 7YP93 | 7YP85 
[~ eno easter Urinal Partition w/Pilaster_ —7r———~79r ge |—~7ayigg | 7AV93_| 7AV94_| 7YP97_| 7YP95 
GLOBAL For Baked Enamel For Plastic 
& Stainless For Solid For Phenolic Laminate 
oo Steel Partitions | Plastic Partitions Partitions Partitions 
[> rti ti [-] d [> k Material Material 
a l ion ar ware aCG ages of Item |Material of Item Material of Item of Item 
= Use For Construc. No. | Construc. No. | Construc. No. |Construc. No. 
and Accessories Partition Hardware Packages oe 
: ttachment of Mid Pane . tainless 
Packages include all brackets and fasteners needed to assemble to Wall and Pilaster Zamac(FBXG| Aluminum TFBYS) " cieg) ‘12¥401) Zamac  SPELS 
iti ® i Attachment of End Panel to ; 
partition components. Fasteners are Torx® head screws that require Wall and Pilaster for Floor Zamac 1FBX5 | Aluminum 1FBY2 oe 12V399| Zamac 3PEL2 
a 125 Torx Power Bit, sold separately on page 702. For Toilet Mount Urinal Partitions Be 
Partition Folding Shelf, order No. 4WMJ7 on page 2760. No Sight Kit Attachment of Pilaster to Wall | Zamac~ 1FBX7 | Aluminum 1FBY4) “'3IN@SS 4ayqg2) Zamac  3PELA 
No. SJME1 helps block the sight line between the door and pilasters aime i Panel Jamac  1FBX4 eae 1FBYi1/  — — | Zamac 3PEL5 
of the compartment for added privacy. to las dal ing ral ee 
Ftd Pier” Aluminum 1FBX3 | Aluminum 1FBX3| Aluminum 1FBX3 Aluminum 1FBX3 
REPLACEMENT SHOES r____ } StainSS 
: . Item For Wall Mount Urinal Partitions) Zamac 3PEK8}| Aluminum 3PEL1 Steel 12V398| Zamac 3PEK9 
Replace damaged trim shoes without ——. ee 
H No. No Sight Kit, Aluminum Aluminum 5JME1 —— — — — — — 
dismantling the entire compartment. Stainless Steel Replacement Components 
Shoes for Baked Enamel and Stainless Stainless Stainless Stainless 
Stainless Steel Pilasters Flat Stop and Keeper Steel 2EHK8 Steel SPENS Steel SPEN9 Steel SPENS 
ch ch 5JMC9 Stop and Keeper, Universal Zamac _2EHK9 — — — — — — 
4" a oJMDO Stop and Keeper, Inswing Door _— _— Zamac_ _3PEN/ Zamac  12V405 | Zamac_3PENd 
a: a oJMD1 Stop and Keeper, Outswing Door,  — _ Zamac_ 3PEN8 Zamac  12V406  Zamac_ 3PEN6 
6" 3 5JMD2 Bumper and Coat Hook Zamac 2EHL1| Zamac  2EHL1 — — Zamac  2EHL1 
i 3 5JMD3 Door Pull Zamac 2EHL2|; Zamac  3PEN2 — _— Zamac  3PEN1 
SIN 73" 5JMEO** —ADAConcealed Latch Knobs | Zamac_2EHL3|__~— | — | — = 
8" 3 5JMD4 Concealed Latch Knobs Zamac  2EHL4 — — — — — — 
Hh 10° aid 5JMD5 Slide Latch — — Zamac  3PEN4 — — Zamac  3PEN3 
yo wp WB ies 2 5JMD6 Inswing Door Set Zamac 2EHL5 |) Zamac  3PEL/| Zamac 12V396| Zamac  3PEL6 
13° ch 5JMD7 Pursuing Door pat ’ — SEHLE — — Zamac  12V397 — — 
Ze. a: 5JMDS utswing Adder amac — — — — — — 
caretion Barware 54" 3" 5 JMD9 ADA Outswing Door Set — |} ~Zamac3PEL9| —~\7amac 3PEL8 


No. 1FBX6 


2762 GRAINGER. 


ITT 





** For floor-mounted urinal screen pilasters. 
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GRAINGER CHOICE” PLUMBING 
Find the Ww. Find Solutions. Find Great Prices. Acoustical Ceiling Tiles 





Acoustical Ceiling Tiles @™*"°"? se saan RENN Gh 
= White color Be NR ae aeaahy Se Ei Spray See Pals ee gen. 
A variety of edge types and surface textures to help you create the look you want. All tiles are ‘< a ger gee ts = : 
durable, sag resistant, and have a Flame Spread Index 25 or less. Smoke Developed Index 50 ieee Sige 

or less. Include a 30-yr. limited system warranty against visible sag, mold/mildew, and bacterial = peaiae 
growth (excludes Fissured, Cortega, and Designer products). Mineral fiber construction, except Moric aoa 
No. 32WN11 is ceramic, mineral fiber and Nos. 6EJL6 and 5UTNS are fiberglass. All tiles have eR Seen 

Class A Fire resistance, according to ASTM E84 and CAN/ULC $102 surface burning characteristics. 






Noise os 3 
Reduction Recycled Mfr. Item Pkg. a 
L W Thickness EdgeType Coverage Coefficient Resistant To Content Model No. Qty. No. 5NGJ4 
Fine Fissured 
1212, Se" Concealed 40 sq. 0.55 Sag, Mold, Mildew, Bacteria 56% 746 36N476 40 . . : 
Ys" Angled Tegular 48 sq. 0.70 Sag, Mold, Mildew, Bacteria, Scratch-Resistant_ 55% 1820A 132992 12 Fine Fissured—Provide excellent sag 
94" 7" Angled Tegular 64 sq. 0.30 Sag, Mold, Mildew, Bacteria 55% 1/32 6YLP9 16 resistance. 


Ys _ Beveled Tegular 64 sq. 
94" %" Square Lay-In 64 sq. 


0.55 Sag, Mold, Mildew, Bacteria 90% 1/34 6YLR4 16 


0.55 Sag, Mold, Mildew, Bacteria 43% 1728A 5NGKO 16 Fine Fissured Second Look—Feature an 


; : Sag, Mold, Mildew, Bacteria, Scratch- 0 ; 
ate * — = d is Sq. i hesitant, Fire Guard = : se ua innovative look where the panel is scored to 
4" quare Lay-In Sq. ag, Mold, Mildew, Bacteria % : : : 
5" Square Lay-In 96 sq. ft. 0.55 Sag, Mold: Mildew, Bacteria 43% 1729 5NGJ3 12 [00k like a2 ft. x 2 ft. panel. Compatible with 
Fine Fissured Second Look standard suspension systems. 
- 24" 4 Sa" Angled Tegular 80 sq. U5 Class A Fire Retardant 32%  1/61C 22XJ42 10 
issure Fissured—Economical panels come with 
78" Angled Tegular 64 sq. 0.50 Class A Fire Retardant 34% (059A S5NGK3 16 ; : : ; p 
24" 54" Square Lay-In 64 sq. 0.55 Class A Fire Retardant 34% 756A 5NGJ716. directional, fissured visual offers standard 
4 UK Square Lay-In 64 sq. Fire Guard 41% _ 896 ~=19H050 16 =§=©acoustics. 
4g" Se" Square Lay-In 48 sq. 0.55 Fire Guard 41% 895A 34CY61 6 
%e" Square Lay-In 96 sq. 0.55 Class A Fire Retardant 34% 7/908 SNGJ2_ 12° Dyne and Dune Second Look— 


Dune and Dune Second Look 

78" Angled Tegular 64 sq. 
24" Y%s' Beveled Tegular 64 sq. 

D4" Ye" Square Lay-In 64 sq. 

73" Angled Tegular 64 sq. 
48" 4" Angled Tegular 80 sq. 

7s" Square Lay-In 64 sq. 
Cirrus® 

y4 Angled Tegular 48 sq. 
24" 24" Ya" __ Beveled Tegular 48 sq. 

ya" Square Lay-In 48 sq. 
Cirrus® Second Look 


0.50 Sa Mold, Mildew, Bacteria, Bor. pofatcn-nesista 43% 1774 oe 16 Nondirectional appearance helps reduce 
0.50 ag, Mold, Mildew, Bacteria, Soil, Scratch-Resistant 36% 1//5 6YLP8 16 j; i i _raci 

0:50 Sag, Mcld, Mildew, Bacteria, Scratch-Resistant 43% 1772 13z990 16 '"stallation time. Durable, scratch-resistant 
0.50 Sag, Mold, Mildew, Bacteria, Scratch-Resistant 38% 1/76A 34CY63 8 surface. 

0.50 Sag, Mold, Mildew, Bacteria, Scratch-Resistant 91% 2/12A 36N4/74 10 2 

0.50 Sag, Mold, Mildew, Bacteria, Scratch-Resistant 38% 1773A 34CY62 8  Cirrus®—Offer a medium-textured appear- 


0.70 Sag, Mold, Mildew, Bacteria 63% 5848 5UTN5 12 ance with excellent noise reduction, sag 
0.70 Sag, Mold, Mildew, Bacteria 63% _589B_ SNGK4 12 resistance, high light reflectance, antimicrobial 
0.70 Sag, Mold, Mildew, Bacteria 63% 5/748 6YLR6 12 treatment. and no added formaldehyde 


Oo 
O1 
OT 


sie Sag, Mold, Mildew, Bacteria, Soil, . . : i , 
48°24" "~~ Beveled Tegular 48 sq. ft. 0.65 Scratch: Resistant, Impact Resistant 62% 513A 32WM80 6 Cirrus® Profiles - Classic Step™—Medium- 
Cirrus® Profiles - Classic Step™ SAG NIGAM TER THIGaEE RESTA textured appearance with edge details carved 
24" 24" Ys" Beveled Tegular 48 sq. ft. 0.65 9, Serich Resistant Soil 62%  9S91B 22XJ44 12  jnto the panels. Compatible with standard 
Ultima® suspension systems. 

; Sag, Mold, Mildew, Bacteria, Soil, 
% Beveled Tegular 48sq. ft. 0.8 Soratch-Resistan impact Resistant 77%  1911A 5NGK1 12 iiiinra®—Oiiecexceligntncieeteducion-sa9 
, ag, Mold, Mildew, Bacteria, Soil, . . . Lae 
mw Beveled TeguiarAesa.f. 0.6 Scratch-Resistant, Impact Resistant 71% 19124 SUING 12 resistance, high light reflectance, antimicrobial 
24", 4 Beveled Tegular 48sq.tt. 0.8 weg Tarerne Cen coat ea 76%  1936A 42EM55 12 treatment, and no added formaldehyde, in a 
i : Sag, Mold, Mildew, Bacteria, Soil, high-impact, scratch-resistant, washable, and 
%s' Square Lay-In 48sq.ft. 0.75 Soratch-Resstan iinpact Resistant 77%  1910A 132995 12 Se AGaRotic 
, 7 ag, Soil, Mold, Mildew, Bacteria, ; 
% Square Lay-In 48sq.ft. 0.75 Scratch Reeisiait: Imupact pes iste 77%  1935A 48WCO07 12 Fe ch cat aad Cian 
4g’ Ys" Square Lay-In 48sq. ft. 0.75 Sag, Mold, Mildew, Bacterla, Soll, 77%  1913A 132996 6 9 9 y 
oni : ssl alle Scratch-Resistant, Impact Resistant : Room VL—Unperforated Class 5 (Class 100) 
SOT coe ETN seen | =—— tiles offer high wash and scrubbability, and 
4g' 24" %%' Square Lay-In 96sq.ft — Sag, Mord, Mildew, Bacterta, Soll, 36% 793 SNG6 12) croc ; 
Geornian™ : : nial Scratch-Resistant, Impact Resistant : soil resistance. Impact and scratch resistant. 
georgian eames Meet USDA/FSIS guidelines for food processing 
24", 8 Square Lay-in 64sq.tt. 0.55 See eRe CUnt Wieden icahh 36%  764C 6YLR2 16 orang 

; ‘ ; Sag, Mold, Mildew, Bacteria, Soil, 

. aa Square Lay-In 96sq. ft. 0.55 Scrateh«Resistant. Iinnact Resistant 36%  763D GEJL5 12 Ceramaquard®—Nondirectional, smooth 
eramaguar : : 

4g 04" Square Lay-In_48 sq. ft. — Sag, Mold, Mildew, Bacteria 37% 605¢ 13z998 6 texture and resistant to chemical fumes. For 

Clean aa wu Square ae Pee: i 0.55 Sag, Mold, Mildew, Bacteria, Soil 37% ___ 608A _32WN11 6 high-moisture locations including shower areas 
ean Room nperforated) - Fire Guar ; é 

A 54___¥8__ Square Lay-In_48 sq. ft. 0.55 Sag, Mold, Mildew, Bacteria, Soil, Fire Guard 41% 8688 5NGK2 12 and indoor parking garages. 

48" %e' Square Lay-In 64sq. ft. 0.55 Sag, Mold, Mildew, Bacteria, Soil, Fire Guard 41%  8/0B 5UIN4 8 

Clean Room FL Clean Room FL—Unperforated Class 5 (Class 


24" 94" fq" Square Lay-In 48 sq. 
48" 73 Square Lay-In 64 sq. 
Cortega Fire Guard 
94" 8" Angled Tegular 48 sq. 
24" 78" Square Lay-In 64 sq. 
48" 7s" Square Lay-In 48 sq. 
Cortega & Cortega Second Look 
8" Angled Tegular 64 sq. 


0.55 Sag, Mold, Mildew, Bacteria, Soil 7/% 1/15B 6YLR5 = 12 i i ili a 
055 Sag, Mold, Mildew, Bacteria: Soil, Scratch-Resistant 30% 17218 36N475 ~~ 100) tiles feature high scrubbability and wash 
ability plus impact, scratch, and soil resistance. 


0.55 Fire Guard 41% 816A 36N477 12 Slat 
055 rire Guard Ho, 894 BYERS 16 Meet USDA/FSIS guidelines in food processing 


0.50 Fire Guard 41% 823A 34CY60 6 areas. 
0.55 Class A Fire Retardant 25% /04A 5SNGJ8 16 Kitchen Zone’™’—Easy-to-clean panels feature 


[an) 
O71 
o1 


24" % __ Beveled legular 64 sq. Class A Fire Retardant 41% 2195 132997 16 0 a 
7" Square Lay-In 64 sq. 0.55 Class A Fire Retardant 36% 770  5NGJ4 io UD to 20% more light reflectance than vinyl 
94" as alge Jequiat eo Sq. es Class A rie Retardant 34% SEBID aye 1 covered gypsum. The smooth surface meets 
a ngled Tegular Sq. ass A Fire Retardant % ‘dali : : 
48" 7" Angled Tegular 80 sq, ft. 0.55 Class A Fire Retardant 34% 27768 32wMi0 10 USDA/FSIS guidelines in food processing areas. 
Z) Angled Tegular 80 sq. U.50 Class A Fire Retardant 34% 2/65) 13A867 10 > si, cis 
= 54" Square Lay-In 96 sq. 0.55 Class A Fire Retardant 34% 769A 5NGJ1 12 Suspension Systems—SuperLock” clips 
asta allow fast and secure connections with accu- 
- a Fj 78" ‘ Square Lay-In 128 sq.ft. 0.70 Sag, Mold, Mildew, Bacteria 82% 2906 6EJL6 16 rate alignment. Rotary stitching adds strength 
andom Fissure : : 
“ichan fae Square Lay-In 128 sq.ft. 0.55 Sag, Mold, Mildew, Bacteria 1% 2911A SUIN3S 16 PeagkForm™ profile increases strength and 
24 54% Square Lay-In_64sq. ft. — Sag, Mold, Mildew, Bacteria, Soil, Scratch-Resistant_51% 673 20CA77 16  jid stability. Meet seismic requirements when 
48" %" Square Lay-In_96 sq. ff. .— _Sag, Mold, Mildew, Bacteria, Soil, Scratch-Resistant_ 51% 6/2 20CA76_ 12  jnstalled according to ICC ESR-1308. 
Load Carrying Mfr. Item 
Type (Ib. per Linear ft.) L W H Model No. 
Suspension Systems 
Prelude Wall Molding, 144'°L — 144" Ze Pe 7800RWH 5NHE4 Item 
Prelude Cross Tee, 24"L 40.45 24" Ye 198" XL/328RW 5NHES Description No. 
Prelude Cross Tee, 48°L 9.00 48" He 1A" XL/342 6EJL8 SuperCoat™ Touch-Up Paint 
Prelude Cross Tee, 48°L 8.31 43" Ye 198" XL/7348RW 5NHE2 Ceiling Tile Touch-Up Paint, 5NTW4 
Prelude Main Beam, 144'L 12.80 144" 6 1/6 7300XRWH 5NHE1 Brush In Cap, 8 0z., White 
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PLUMBING Scan. Order. Done. 











Underground Sprinkler Systems Details on page A1. 
Fee ei Drip Bubbler Conversion Kit Drip Emitter Conversion Kit Micro Bubblers (Nos. 2EMD7, 
ps iestapbuaaese No. 14U327—Converts a pop-up No. 14U326—Converts an existing © 2EMD8) and Micro Sprays 
onversion Kit ; . : : 
No. 14U326 spray into a water-saving micro pop-up spray head into a water- (Nos. 2EME2, 2EME3)—Low-flow 
bubbler zone. saving drip system with 6 spot watering heads with drip irrigation 
watering emitters. Ideal for larger systems. Adjustable flow and radius 
planting beds and gardens. and uniform emission patterns. 
Include stake and 14" fitting. 
Item Pkg. Item Pkg. For 4" Tubing For 72" Tubing 
%, Item No. Qty. ltem No. Qty. Item Pkg.) Item Pkg. 
360° Adjust Pattern Mister 14U330 2 Half Circle Micro Bubbler 2EMD8 4 Description No. Qty.| No. — Qty. 
360° Micro Bubbler 14U331 2 Half Circle Micro Spray 2EME3 2 Blank Tubing, oFME5 1 2EMAQ 1 
Drip Bubbler Conversion Kit 14U327 1 Landscape Drip Irrigation Kit 2EMA6 1 100 ft. 
Drip Emitter Conversion Kit 14U326 1 Mounting Clip 2EMD9 10 Emitter Tubing |2EMA8* 1 |2EMA7* 1 
Rain BIRD Emitter and Diffuser 14U329 5 Riser Connection Kit 2EME7 1 Barbed Tee_ __—(2EMC1 10 2EMC6 4 
Emitter Tool 2EMD3 1 Six Outlet Emitter 2EME1 1 Barbed outing 2EMC2 10 ade ; 
1 i 7 Faucet Connection Kit 2EME6 1 Spot Watering Emitters 2EMD1 10 arbed Elbow | — — 7 
Drip Irrigation Systems Full Circle Micro Bubbler 2EMD7 4 Spot Watering Emitters 2EMD2 10 Barbed End Plugi2EMC3 10) — = 
Deliver water directly to plant base to help —_ Full Circle Micro Spray 2EMEZ 2 end Closure} eee 2 


Tubing Stake |2EMC4 10 |2EMC9 _ 10 


* Deliver water directly to plant base to help 
conserve water and reduce costs. 


conserve water and reduce costs. 








f 
+4 Irrigation/ Impact Pop-Up Rotor 
1s) =< Sprinkler Sprinkler @ sprinkler 
L J | =o Timer Head Head 
— No. 4KEA1 No. 52285 No. 4JY64 
RAINY BIRD’ -_ ~ icin — 
= Description Spacing _No. Description Spacing _ No. 
Professional Undergrou nd Timers and Sensor Pop-Up Spray Heads with Nozzles, 12" Inlet, NPT Connection 
S = ki S f SL ee aoe 7 Days, _ AKEA1 242" Sure Pop® Quarter Circle 18 to 24 ft. 5Z288 
ain Delay Comman 2%" Sure Pop® Half Circle 20 to 41 ft. 52289 
prin er ys ems Electronic Hose End Timer, %4" Hose Thread — 38W346 2 V2" Sure Pop® Full Circle 19 to 32 ft. 52290 
Timers and Sensor—Use No. 4KEA1 to adjust pain Sensor ‘ax 3a BuO — _ 2EMF1__—_ 2." Sure Pop® Adjustable 11 to 15 ft. 3W971 
watering schedule for each area and the flow rate Valves, 125 pst Max., 24, 90/60 Hz "1804 Quarter Circle 19 to 32 ft. 52291 
Anti-siphon Valve, Professional _ 4" 1804 Half Circle 26 to 38 ft. 52292 
of each sprinkler. Has an auto rain shut-off to stop _ Grade, 9’ FNPT | 92297 +804 Full Circle 55 10 50 ft 57293 
operation during rain, and easily linked to existing Anti-siphon Valve, Professional _ 7998 4" 1804 Adjustable 8 to 15 ft. 3W972 
drip wateri tems. No. 38W346 h -t0- elspa Bal 4° 1802 Quarter Circle 8 to 15 ft. 6YPP1 
On ena aS €aSy“lO-USE “Automatic In-line, %", FPT —__92299 4° 1802 Half Circle 8 to 15 ft. 6YPPO 
controls, a LCD, and battery backup. No. 2EMF1 is Automatic In-line, 1", FPT — 5Z300 4" 1802 Full Circle 6 to 41 ft. BYPNO 
adjustable to varying amounts of rainfall Impact Sprinkler Heads, 12" Inlet 4" 1802 Adjustable 24 to 45 ft. 6YPNS 
; Brass, Adjustable 18 to 24 ft. 5Z285 6" 1806 Adjustable 11 to 15 ft. 2EMES 
Valves—Use antisiphon valves in above-ground Plastic, 20° to 340° Arc or Full Circle 24 to 45 ft. 1VHAS 49" 4812 Adjustable 3 to 20 ft. 2EME9 
licati Feat diustable fl trol and Pop-Up Impact Rotors, ¥2" Side and Bottom Inlets Pop-Up Spray Heads w/o Nozzles, 1" Inlet, NPT Connection 
appications. reature an a Jus able Tow contro: an 3" Mini Paw, Adjustable, 0° to 360° 18 to 24 ft. 52283 4" 1802 Without Nozzle 8 to 15 ft. 6YPP3 
help prevent wasteful misting when water PreSSUre 3" \faxi Paw, Adjustable, 20° to 360° 7 — 3W973 4° 1804 Without Nozzle 13 to 18 ft. 1YHB4 
is too high. Use automatic in-line valves in pump Mini Rotors Nozzles 
ian i Spray Head Nozzle, Quarter Circle 7to 15 ft. 1YHC1 
ae where backtlow protection is already 6" Pop-Up Rotor, %" Inlet, Full Circle 13 10 TS. 4KDZ7 —__ Spray Head Nozzle, Half Circle 7to 15 ft. 1YHB9 
' ; ; Spray Head Nozzle, Full Circle 7to 15 ft. 1YHB8 
2 1 
_. . . ola) EE ate a LL of 13 N28 “Rotary Sprinkler Nozzle, PVC, Quarter Circle 13 to 24 ft. 6YPNA 
Mini Rotors—Can be installed inthe same zone —_—_¢ Pop-Up Rotor, 4" Inlet, Quarter Circle 4" 18. qxnza Rotary Sprinkler Nozzle, PVC, Half Circle 13 to 24 ft. 6YPN3 
as large rotors. Lower flow reduces potential runoff, ~—§* Pop-Up Rotor # Inlet, Full Circle 8 to 15 ft. 4KDZ4 Rotary Ser haze a Full viele : 130 4 if GYENZ 
allowing more heads per zone to reduce overall 6" Pop-Up Rotor, 12" Inlet, Half Circle 8 to 15 ft. 4KDZ5 otary Sprinkler Nozzle, FV, Quarter Circle 13 to 24 tt 
: MD pine i Rotary Sprinkler Nozzle, PVC, Half Circle 13 to 24 ft. 6YPN6 
S stem com lexit and cost 6 Pop Up Rotor, ip Inlet, Quarter Circle 8 to 15 ft. 4KDZ6 : : 
y plexity Pop-Up Gear Driven Rotors and Nozzles Rotary Sprinkler Nozzle, PVC, Full Circle __13 to 24 ft. 6YPNS 
Dri = 4” Plastic, % Inlet, Adjustable Bio 15 ft. duye3 Center Strip 7to 15 ft. 1YHC2 
Pop-Up Gear-Driven Rotors and Nozzles 4" Plastic, 4" Inlet, Adjustable 26 to 38 ft. 4JY64 vide Strip 710 15 ft. TVHC3 
Design protects the easily adjustable rotors from 4" Stainless Steel, 4’, Adjustable 13 to 187t. 1YHAG_ ‘FRSessares 
dirt and debris. Mount on riser No. 1YHC6 to clear Nozzle Set, For Use with No. 4JY63 —~ 1 YHA7 ag eA a — 52303 
Nos. 52283, 3W973 
tall shrubs Nozzle Set, For Use with No. 4JY64 _ 1YHA8 Salenonl Reniacemenc lar 
; Shrubbery Spray Heads and Bubbler, Yo" Inlet for Nos. 567499 57300 — 1YHB2 
Pop-Up Spray Heads with Nozzles—The 4", 6", —Shrubbery Spray Head, Quarter Circle 8 to 15 ft. 52294 Diaphragm Replacement Kit 
d 12" 4 Serj head ffici Shrubbery Spray Head, Half Circle 8to 15 ft. 52295 for Nos. 52299. 5Z300 = 1YHB3 
an 800 Series spray heads are efficient at Shrubbery Spray Head, Full Circle 8to 15 ft. 52296 Spray Head Pull Up Tool, 5%" H —_ 1YHC5 
low pressures. Full-Circle Bubbler 11 to 15 ft. 1YHC4 Cut-Off Riser, 14" NPT X ra H _ 1YHC6 
Brass Irrigation el GA anos 
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Sprinkler Heads and Fittings 


Sprinkler . . St > se 
Professional-quality components for general landscape irrigation, nursery, 


Quick Head 











Coupling No. 4NDP5 and greenhouse applications. 
itd Item Item 
No. 4NDP1 Description Connection H W No. Description Connection No. 
Control Valve Keys Irrigation Fittings; Max. Pressure: 125 psi 
: i Valve Control Key, 30" L _ _ — ANDR1 ¥e" pipe on Through compressions, 4NDT3 
picasa ali Quick Coupling Key; Max. Pressure 125 psi Yo" FNPT on Branch Tee 
alve ; 3/4" MINPT 6" 1.1". 4NDP1 . Yo" pipe on Through compressions, 
No. 4NDN8 Quick Coupling Key 1" MNPT 9" 1.2" ANDP2 Compression Tee ¥" FNPT on Branch Tee 4NDT6 
Yo" pipe on Through compressions, ANDT4 
Pressure Item ¥4" FNPT on Branch Tee 
connection 5 Range Spacing H W___No. Garden Hose Wye Ys" NHT ANDT2 
Item prinkler Heads % x Vo" Swivel, i i 
Description Connection H  W_ No. v>'MNPT 25to55psi 30t045ft. 4° 4% 4NDP5 Double Female Ya" FGHT x ¥2" FNPT 4KG87 
Quick Coupling Valves; Max. Pressure 125 psi 1"MNPT 35to75psi 48to /76ft. 7's 8%" ANDP6 ¥4 x Ya" Double Male 4" MGHT 4KG82 
; 4" FNPT 4" 2" ANDN8 ¥e"MNPT 35to80psi 40to /0ft. 5%6' 5'%6' 4NDP7 Ya" MHT x ¥4" FNPT 4NDP3 
Quick Coupling Valve {"FNPT 5.2" 2.2" ANDNO ~~ %'MNPT 30to60psi 40to55 ft. 5%" 6%«" ANDPB —«(10S@ Swivel 3° x 1" MHT x EPT ANDP4 
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Cam & Groove Fittings 





Plastic Cam and Groove Fittings 


Fittings consist of a grooved male nipple (adapter) and a female cam (coupler or camlock) that tighten together to form a seal. 


Polypropylene—Lightweight thermoplastic material resists UV, 
weathering, corrosion, and ozone damage. Commonly used with 
treated water, corrosive solvents, and chemicals. 


Nylon—tFittings resists corrosion and changes in humidity, 
withstand higher temperatures than polypropylene, and won't 
scratch delicate surfaces. 


Polypropylene Nylon 


Coupling Thread Max. Working Item Max. Working Item 


Size Size Pressure @ 70°F No. |Pressure@ 70°F No. 
Type A 
No Locking Arm 
s/4 Y- 220 psi 1MJU9 150 psi DOEF69 
fa" Y4'-14 220 psi 1MJV1 150 psi DOEF/0 
i T-11% 300 psi 1DPJ8 200 psi DOEF/1 
I 1Y4'-11% 300 psi 1DPK6 = _— 
1%" 1Y4'-11% — _ 200 psi DOEF/2 
1%" 1Y'-11% 220 psi 1DPL3 200 psi DOEF/3 
2. 2-11% 220 psi 1DPN4 200 psi 5OEF/4 
24" 2-8 _ _ 225 psi DOEF/5 
ch 3'-8 100 psi 1MJT1 200 psi 55EF76 
4" 4'-8 79 psi 1MJU1 100 psi DOEF// 
Type B 
No Locking Arm 
fa Ya'-14 300 psi 1IMJV2 150 psi DOEF/8 
fa" Ya'-14 300 psi 1IMJV3 150 psi DOEF/9 
1" T-11% 300 psi 1DPJ9 200 psi DOEF80 
1" TY-11% 300 psi 1DPK7 — _ 
1Y%" 1Y4'-11% — _ 200 psi DOEF81 
1" 1%2'-11% 300 psi 1DPL4 200 psi DOEF82 
2" 2-11% 220 psi 1DPN5 200 psi DOEF83 
24" 24'-8 — _ 225 psi DOEF84 
a 3'-8 150 psi 1MJT2 200 psi DOEF85 
4 4'-8 150 psi 1MJU2 100 psi DOEF86 
Type D 
No Locking Arm 
5/4" Yr- 300 psi 1DPH7 150 psi DOEF96 
fa" Y4'-14 300 psi 1DPJ3 150 psi DOEF97 
1" 1"-11% 300 psi 1DPK2 200 psi DOEF9S 
He TY'-11% 300 psi 1DPK9 _ _ 
1%!" 1Y4'-11% _ _ 200 psi DOEF99 
1" 1%'-11% 300 psi 1DPL7 200 psi 99EG01 
Z 2-11% 200 psi 1DPN8 200 psi 90EGO2 
24" 2'-8 — — 220 Dsl 90EG03 
a 3'-8 200 psi 1MJT5 200 psi D0EGO4 
4" 4'-8 100 psi 1MJU5 100 psi 99EG05 
Type F 
No Locking Arm 
fa" Ya'-14 300 psi 1DPH9 = —_ 
fa Y4"-14 300 psi 1DPJ5 150 psi 90EG15 
1" T'-11% 300 psi 1DPK4 200 psi 90EG16 
1 TY-11% 300 psi 1DPL2 — _ 
1Y%" 1%"-11% _— _ 200 psi 99EG17 
1%" TA-11% 300 psi 1DPN1 200 psi 99EG18 
2" — 150 psi 5MLV1 _ _ 
= — 79 psi 5MLV3 _— _ 
z 2-11% 300 psi 1DPP2 200 psi 55EG19 
24" 2'-8 — _ 220 Dsl 99EG20 
3 = 79 psi 5MLV2 — _ 
a 3'-8 100 psi 1MJT7 200 psi 55EG21 
4" 4'-8 79 psi 1MJU7 100 psi d0EG22 
Type DA 
La rocking Arm 
"-9ocket ; 
X 2"-Plug —_ 200 psi 5MLVO —_— ca 


No. 4YLL8 








Glass-Filled Polypropylene—wses glass fibers for extra rein- 
forcement. This combination adds stability and strength to resist 
UV, weathering, and corrosion. 


Dust Caps and Plugs—Seal leaks and prevent debris or other 
materials from entering the connection. 


Hose Polypropylene Nylon 
Coupling Fitting | Max. Working Item Max. Working Item 
Size Size | Pressure@ 70°F No. Pressure @ 70°F _—No. 
Type C 
No Locking Arm 
ya" A 300 psi 1DPH6 150 psi DOEF8/ 
ya sa" 300 psi 1DPJ1 150 psi DOEF88 
1" i 300 psi 1DPK1 200 psi DOEF89 
1" 1%!" 300 psi 1DPK8 — _ 
1%" 1%" — _ 200 psi DOEF9O 
12" 1%" 300 psi 1DPL5 200 psi DOEF91 
a 2. 229 PSI 1DPN6 200 psi DOEF92 
2¥2" 2," — _ 220 psi DOEF93 
ch o 200 psi 1MJT3 200 psi 5DEF94 
4" 4" 150 psi 1MJU3 100 psi DOEF9S 
Type E 
No Locking Arm 
ya" ¥;" 300 psi 1DPH8 150 psi D0EG06 
fa" fa" 300 psi 1DPJ4 150 psi 90EGO7 
il 1" 300 psi 1DPK3 200 psi o0EG08 
1" 1%" 300 psi 1DPL1 — _ 
1%" 1%" — _ 200 psi 5OEGO9 
1%" 1%" 200 psi 1DPL9 200 psi 90EG10 
2 Z 200 psi 1DPP1 200 psi D0EG11 
2Y2" 2" — _ 225 psi 90EG12 
3 a 150 psi 1MJT6 200 psi 99EG13 
4" 4" 20 psi 1MJU6 100 psi o0EG14 
Glass-Filled 
Polypropylene | Polypropylene 
Max. Working Item Item 
Coupling Size Pressure @ 70°F No. No. 
Type DC, Dust Cap 
Includes Locking Arm 
Zz — — 4YLL3 
a — _ 4YLL5 
4" — — 4YLL7 
No Locking Arm 
ya" 300 psi 1DPJ2 — 
1" 300 psi 1DPJ6 _ 
1%" 300 psi 1DPL6 _ 
2 200 psi 1DPN7 _— 
2 100 psi 1MJT4 — 
4" 100 psi 1MJU4 — 
Type DP, Dust Plug 
No Locking Arm 
ya" 70 psi 1IMJV5 _— 
1" 300 psi 1DPJ7 _ 
1%" 225 psi 1DPN3 _ 
2 229 psi 1MJR9 _— 
ay _ _ 4YLL4 
3 150 psi 1MJT9 _ 
4" — — 4YLL6 
No. 34K329 


® 
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Glass-Filled Polypropylene 
Cam Arm Locks 


Locks fit around a coupler and hold cam arms in place to 
prevent tampering and avoid accidental uncoupling. Used 
in water treatment, waste/vacuum trucks, and chemical 
movement and storage. 


Overall Item 

Coupling Size Length No. 
2. 3/4" 4YLL8 
3 54" 4YLL9 
4" 6" 4YLN1 


Polypropylene Dry 
Disconnect Couplings 


Designed for connecting and disconnecting hoses 
and pipelines without spills or leaks. Couplings have 
a double ball valve design that allows maximum flow, 
but they cannot be uncoupled in an open position. 
FKM gasket. For use in pharmaceutical, chemical, 
and petroleum processing. 


Coupling Thread Max. Working 
Item Size Size Pressure @ 70°F 
Cam and Groove 2 z 100 psi 
Coupling with Valve 2' 2 100 psi 
Cam and Groove Adapter (a 2'--11-1/2 150 psi 
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Polypropylene 


Type A 
No. 1MJU9 





Nylon 
Type B 
No. 55EF78 





Polypropylene 


Type D 
No. 1DPH7 





Nylon 


Type F 
No. 55EG15 





Polypropylene 


Type C 
No. 1DPH6 





Nylon 


Type E 
No. 55EGO6 








Overall Item 
Length No. 
4/6 34K329 
6240" 34K328 
617/32" 34K352 
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Cam & Groove Fittings 


Scan. Order. Done. 
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304 Stainless Steel 


Type A 
No. 55EF37 





Forged Brass 


Type F 
No. 5CGD4 
Coupling Thread 
Size Size 
Type A 
Includes Locking Arm 
: "114% 
1%" 1H'-11% 
2 1¥'-11% 
2" 2-11% 
2" 3-8 
a 2-11% 
3 3 
a 4'-8 
4" 3-8 
4" 4'-8 
4" 6'-8 
6" 4'-8 
No Locking Arm 
Ai Ya'-14 
5/4 f4'-14 
fa V4'-14 
1" T"-11% 
1%!" 1Y'-11% 
1M!" 1¥ag-11-1/2 
1%" 1Y'-11% 
2" 1H'-11% 
2 1¥'-11-1/2 
2 2-11% 
QV" 2'-8 
2 V2" 2¥2'-8 
3 2-11-1/2 
cl 3-8 
3 3-8 
4" O78 
4" 4'-8 
5 0'-8 
6" 6'-8 
Type B 
Includes Locking Arm 
Ai V1 
fa Y4'-14 
ily T'-11% 
1" T-112 
1%" 1Y'-11-1/2 
1%" 12-11% 
2" 1¥'-11% 
2" 2-11% 
2 V2" 2'-8 
3. 2-11% 
3 3-8 
el Ree) 
3 4’. 
4" Yo'-14 
4" 3'-8 
4" 4'-8 
4" 4'-8 
a 0'-8 
6" 6'-8 
No Locking Arm 
Yn" V1 
fa J4'-14 
1" 1"-11% 
1%!" 1%'-11% 
12" T'-11% 
1%!" 1H'-11% 
2 1Y'-11% 
2" 2-11% 
2" 3'-8 
2'A" 2'A'-8 
3 2-11% 
a 238 
4" 3-8 
4" 4'-8 
oF 2-8 
6" 6'-8 
Type D 
Includes Locking Arm 
Yn" Ya'-14 
fa" J4'-14 
rT T'-11% 
1%!" 1¥%4"-11-1/2 
1%" 1H%'-11% 
: 1¥'-11% 
2" 2-11% 
2" 2-11% 
22" 2-11% 
2 V2" 2'-8 
a 2-11% 
ch 3-8 
ch 3-8 





316 Stainless Steel 


Max. 
Working 
Pressure 

@ 70°F 


200 psi 
200 psi 
200 psi 
290 psi 
125 psi 
125 psi 
125 psi 
100 psi 
100 psi 
100 psi 
79 psi 
79 psi 


150 psi 
150 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
150 psi 
220 psi 
125 psi 
125 psi 
200 psi 
100 psi 
100 psi 
79 psi 
79 psi 


150 psi 
200 psi 
200 psi 
200 psi 
290 psi 
200 psi 
200 psi 
200 psi 
150 psi 
125 psi 
125 psi 
250 psi 
100 psi 
150 psi 
100 psi 
100 psi 
250 psi 
79 psi 
79 psi 


150 psi 
150 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
200 psi 
125 psi 
220 psi 
125 psi 
200 psi 
100 psi 
100 psi 
79 psi 
79 psi 


150 psi 
200 psi 
200 psi 
200 psi 
200 psi 
210 psi 
290 psi 
200 psi 
150 psi 
150 psi 
125 psi 
125 psi 
250 psi 


Type B 
No. 55MV89 





Aluminum 


Type AA 
No. 26W655 
304 Stainless 
Steel 
Item 
No. 


743P19 
743P20 


743P21 
DOEF3/ 


7143P22 


743P23 
DOEF38 


743P24 


743P25 
DVEF39 
DUEF40 


743P26 
743P27 
743P28 
DOEF41 


743P29 
743P30 
55EFA2 
7A3P31 
743P32 


DOEF43 
DUEF44 
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These fittings are hose couplings 
that connect or disconnect pipe, 
tubing, or hose without tools. Also 
known as camlock couplings, they 
consist of a grooved male adapter 
and a female cam that tighten 
together to form a seal. 


304 and 316 Stainless Steel— 
Withstands pressure and high 


temperatures and resists corrosion 


Metal Cam and Groove Fittings 


when handling caustic chemicals, 
and other potentially corrosive 
fluids, oils, and gases. 


Aluminum—Lightweight and 
corrosion-resistant, aluminum is 
more susceptible to scratches and 
wear unless alloyed with other 
metals for strength. Commonly used 
with water, chemicals, hydraulic oil, 
and petroleum products. 





Forged Brass—Compatible with 
copper or zinc piping and maintains 
its durability at high temperatures, is 
highly conductive, and resists corro- 
sion. Commonly used with water, 
coolants, gasolines, hydraulic oils, 
and petroleum products. 


Dust Caps and Plugs—Seal leaks 
and prevent debris or other materi- 
als from entering the connection. 


_ 316 Forged Max. {304 Stainless 316 Forged 
Stainless Steel | Aluminum Brass Working Steel Stainless Steel | Aluminum Brass 
Item Item Item Coupling § Thread Pressure Item Item Item Item 
No. No. No. Siz Size @ 70°F No. No. No. No. 

4" 3'-8 100 psi _— _ 26W629 _ 

4" 370 120 psi _ _ oCGG9 = 
= = oCGC7 4" 4'-8 100 psi _ 55MW10 3LX65 oCGG2 
— — 5CGD5 ry 4'-8 250 psi — — 4YKW3 —_— 
= 26W621 i a 5'-8 79 psi — 5oMW11 soMV49 5oMH24 
= — oCGE3 6" 6'-8 79 psi _— 5oMH89 5oMG2 — 
= 26W622 = 6" 6'-8 79 psi _ soMW12 DoMV50 — 
_— 26W623 — No Locking Arm 
= — oCGF1 Ya" Ya'-14 150 psi 743P40 _— = — 
= 26W624 — 4" ¥4"-14 150 psi 743P41 _— = = 
— 26W625 = cl 1"-11% 200 psi 743P42 = = = 
_ — oCGF9 144" 1%"-11% 200 psi 5DEF49 = = = 
— 26W626 = 1%" T"-11% 200 psi —_ DOMF92 DOMF91 _— 
= 26W627 = 1" 1%'-11% 200 psi 143P43 = — = 

2 1%'-11% 200 psi _— DOMF98 DOMF97 — 

55MV57 55MU97 55MH34 oy "11% 250 psi 743P44 — — = 
— — — 2¥2" 242'-8 220 DSI dDEF5O —_ = = 
DdoMV58 5oMU98 55 MH62 ar 2"-11% 125 psi — 55MG07 —o _— 
3LW93 3LW92 — o 3'-8 200 psi 743P45 — == = 
= — ooMG64 4" 370 100 psi _ 55MG13 — _— 
DoMV59 v0MU99 = 4" 4'-8 100 psi 743P46 = = = 
3LX10 3LX09 = 5" 5'-8 79 psi D5EF51 — — _ 
DOMF95 — — 6" 6'-8 79 psi DDEF52 = — = 
— 55MV01 —_ Type F 
3LX27 3LX26 aoa Includes Locking Arm 
5oMV60 5oMVO2 5oMG91 vy 1%"-11%4 250 psi — — 26W632 _ 
—— =< — 2'-114% 125 psi — —_ 26W633 —_ 
5oMV61 doMVO3 — 5" 4'-8 100 psi — — 26W634 _— 
3LX43 3LX42 = 4" 3'-8 100 psi _ _ 26W635 — 
— = = No Locking Arm 
UMV62 ooMV04 — yy" Y"-1 150 psi 743P54 boMV82 5oMV22 5OMH55 
5oMV63 3LX59 = Yq" ¥4"-14 150 psi 743P55 = = = 
JUMV64 JUMVO5 ooMH18 4" ¥4"-14 200 psi —_ DdoMV83 doMV23 5oMH/7 
UMV65 ooMV06 = il T'-11% 200 psi 743P56 3LX08 3LX07 oCGD4 
14%" 1%"-11% 200 psi DDEF5/ — — 5oMG84 
14" 1%'-11-1/2 250 psi — soMV84 soMV24 — 
dUMV89 ooMV30 9oMH37 1%" 1%'-11% 200 psi 743P57 3LX24 3LX23 5CGE2 
SoMV90 5oMV31 voMG38 z 1%"-11% 250 psi _ ooMGO01 _ — 
3LW95 3LW94 doMG39 2" 1%"-11-1/2 250 psi —_ — doMV25 = 
= — oCGC8 2' 2'-11% 200 psi 743P58 3LX41 3LX40 5CGFO 
oUMV91 soMV32 _ 242" 2/'-8 150 psi — 5oMV85 55MV26 55MH10 
3LX12 3LX11 o6GD6 205" 2%'-8 225 psi 55EF58 — — = 
= 26W636 = a 2'-11% 125 psi —_ 5oMGO08 — = 
3LX29 3LX28 OCGE4 a. '=8 125 psi _— 3LX57 3LX56 oCGF8 
doMV92 DoMV33 55MG94 ih a0 200 psi 743P59 — _— = 
= 26W637 ae 4’ 3-0 100 psi _ 55MG14 soMV27 — 
3LX45 3LX44 oCGF2 4" 4'-8 100 psi 743P60 soMV86 3LX73 oCGG6 
—_ AYGC2 = 2 5'-8 79 psi 5DEF59 doMV87 doMV28 55MH32 
— 26W638 = 6" 6'-8 79 psi 55EF60 DoMV88 soMV29 — 
55MH78 — = 316 316 
— 26W639 = Max. Stainless Max. Stainless 
ooMV93 3LX61 s6GG0 Working | Steel | Aluminum Working | Steel | Aluminum 
— 4YGC3 = Coupling Pressure Item Item Coupling Pressure Item Item 
ooMV94 SoMV34 | SoMH20 Size @ 70°F No. No. Size @ 70°F No. No. 
55MV95 55MV35 — Type AA Type DA 
Includes Locking Arm saw {ncludes Locking Arm 
— = = " 20 psi _ 59 2" Socket _ 
= = Sc aoa | aoe 
= = — “x4 psi = " Socket 
— — = 2x3" 125psi_| 26W667 | 26W658 x3'Plug ‘Psi | 26W652 | 26W641 
SoMF89 | SSMF88 = 2" 250 psi_| 26W666 | 26W657 = 2" Socket yo) | = Ss wd 
ssMFE ears | awesn | sewees. Sec 
_ = 3 2 psi " Socket ; _ 
—_ — "X 6 75 psi _ 4 "Socket . 
a — = “ 100 psi — Z6W62 x2 Plug 125 psi | 26W653  26W643 
= — " 79 psi —_ 4) "Socket ; _ 
=m — — No Locking Arm urs x Hl Plug 100 psi 26W644 
_ — ay 20 psi_ | SoMF84 — " Socket _ 
— — = We 260 psi S5MGB5 — x2 Plug 100 psi 26W645 
— = = " 90 psi | 59 _ "Socket ; 
— = — : a 75 psi 55MG15 — x3 Plug 100 psi | 26W654 26W646 
ype " Socket ; _ 
Includes Locking Arm x 5" Plug fogs ae 
SoMWO6 | SSMV45 | S5MH43 "250 psi_| 26W680 | 26W677_4"Socket 7. — | o6weas 
soMWO7 OOMV46 | SOMH67 ey 125 psi_| 26W681 | 26W678 x 6" Plug P 
3LW99 3LW98 sCGDO 4" 100 psi_| 26W682 | 26W679_ = S*Socket 7, — o6W649 
55MWO8 55MV47 — No Locking Arm x 4" Plug P 
3LX16 3LX19 SCGD8 T 250 psi_| 55MF82 — 6"Socket 75 AG = o6W651 
~- 5CGG7 — TA" 250 psi 55MF85 | — x 4" Plug i 
3LX33 3LX32 oCGE6 6" 75 psi — 55MH57 No Locking Arm 
S5MWO9 Soha 55MG54 O° : Fee 
3LX49 3LX48 5CGF4 
= aYKW2 = | CONTINUED | ] 
Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yi. Find Solutions. Find Great Prices. Cam & Groove Gaskets & Hydrant Wrenches 
SS Ss 
‘ BANKS) *eyrycrancer 

GO: FP OR A T 1 Oo ON APPROVED 
316 316 Flat cam and groove gaskets fit in the grooves of the female 
Werting gag ania worring sae muita camlock or cam and groove couplings. The pressure of the 
Coupling Pressure | Item Item Coupling Pressure | Item Item fitting pushes against the gasket to create a tight seal. 
Size @ 70°F No. No. Size @ 70°F No. No. For 
aetades Locking Arm Intudes Locking Arm i ol yr ; poor em: ee: lias 
7A 150 psi_| SSMW43 | S5MV51 9! 250 psi | 26W686 | 26W683 Epo pee Thickness Code Stripe Brand No. Qty. 
Ya" 200 psi oOoMW14 = 55MV52 2 125 psi 26W687 26W684 Ye 7A 0.2" 1 White Banjo 1MJV4 | 
14" 250 psi 55MW15 55 MV53 4" 100 psi 26W688 26W685 T= 1%" 03" 1 White Banjo 1DPK5 | 
2 V2" 150 psi |= SSMW16 = S5MV54 No Locking Arm TH D6" 03" {White Banjo 1DPN2 1 
4" 100 psi soMW17 = i: 200 psi DOMF83 — eu 25h" 0.3" 1 White Banjo 1MJR8 | 
5 7opsi | SOMW18 | 55MV55 1%" 200 psi_ | SOMF87 — ai 3 23;5" 0.3" 1White Banjo  1MJT8 1 
6" 7o psi | SSMW19 | 55MV56 6" 75 psi | 55MG16 — FKM. Green i 
ie Type DP a 1% 0.22" None GA 41H42q_ 1 No. 41H424 
Includes Locking Arm No Locking Arm {" He 0.95" None GA 41H425. 1 

aX 125 psi | 26W675 | 26W670 Yn 150 psi | SSMV66  SoMVO7 TA" D6" 0.95" None GA 41H426 1 
2' 200 psi_ | 26W674 | 26W669 fa 200 psi | SOMV67 | 5SoMVO8 9H D5," 0.95" None GA 41H427. 1 

3° x 4" 100 psi — 26W6/2 1%" 250 psi | SOMV68  55MVO9 ah cE 0.95" None GA 41H428. 1 * 

3. 125 psi | 26W6/6 = 26W671 2)A" 150 psi | SOMV69 | SOMV10 4 47h 0.95" None GA 41H429. 1 
4" 100 psi — 26W673 4" 100 psi_ | 5oMV70 = Food-Grade Nitrile, White _ ‘ 
No Locking Arm 2: (és) psi 5oMV7/1 5oMV11 1" 16" 0.25" None GA 41H430 1 ™ 
11" 250 psi 55MF86 — 6" 79 psi 55MV72 | 55MV12 {iA 75/6" 0.25" None GA 41H431. 1 No. 41H430 
Max. 304 316 Forged 2 2%" 0.25" None GA 41H432_ 1 
Working — Stainless Steel Stainless Steel Aluminum) Brass 3 37a 0.25" None GA 41H433 
Coupling Hose Pressure Item Item Item Item z 4% 0.25 None GA _—41H434 
Size _ Fitting Size @ 70°F No. No. No. No. Nitrile, Black 
Type C Ja" 134" 0.22" 1 Blue GA 41H418 10 
Includes Locking Arm T Ihe 0.25" 1 Blue GA 41H419_ 10 
¥" A 150 psi — 5SMV96 55MV36 | 55MH40 1% 2/6 0.25 1 Blue GA 41H420_ 10 
3/4" 3" 250 psi — 55MV97 55MV37 = 2" 2%" 0.25" 1 Blue GA 41H421_ 10 
tT T 250 psi — 3LW97 3LW96 5CGC9 3" 394 0.25" 1 Blue GA 41H422 10 No. 41H418 
ik il 250 psi — — 55MG21 — 4" AiR" 0.25" 1 Blue GA 41H423 10 . 
1" 1" 250 psi — 5SMV98 5SMV38 | 55MG47 
17" 17" 250 psi — 3LX14 3LX13 5CGD7 = 
1" 17" 250 psi — — 4YGC5 _ —  —_ 
2 1" 250 psi _ — 55MV39 — — —— ad, ; 
Z 2" 250 psi — 3LX31 3LX30 5CGE5 = oa 
21" 21" 150 psi = 55 MV99 55MV40 | 55 G96 No. GAKCO No. 15Z087 
el 2 125 psi _ 55MWwo01 55MV41 — 
2 3" 125 psi _ 3LX47 3LX46 5CGF3 
ch cy 250 psi — _— 4YGC7 — 
4" 2 100 psi — 55MWO02 5oMV42 = Ee ee 
4" 4" 100 psi _ 55MW03 3LX63 5CGG1 
4" 4" 250 psi — _ 4YGC8 _— No. 3LX25 
>. 2. 75 psi _— eOMWTE oa 55MH22 * 
. i 75 psi _ 55 5 55MV44 _ 
No Locking Arm GRAINGER ELKHART@BRASS =—— : 
A A 150 psi 743P33 = = = APPROVED ; PT wi 
yj" yj" 150 psi 743P34 — — — re eat al 
1 1" 250 psi 743P35 — — _ 
1A! 1V4' 250 Hi SSEF45 — — — ANA MOONAmerican, Inc? merign connection No. 6CLV4 
1%" 1 250 psi _ 55MF90 _— _ 
1" 11" 250 psi 743P36 — _ _ 
2" Z 250 psi 743P37 — _ _— Hydrant Wrenches a a 
oe ae ao BS OEF4G SENGOO = = For use in lawn care, in-plant maintenance, and municipal hydrant applications. 
cl ch 200 psi 743P38 — = = No. 152087 can be used asaspanner No. 15Z086 can be used as a Spanner 
sn - 00S = SMG te + on pin lug couplings or rocker lug on pin lug couplings. 
ms 100 Bs 743P39 = = = couplings. | No. 152088 can be used as a spanner 
6" G" 75 a 55EF48 = = = No. 3LX25 is a spanner for pin lug and —_ on Storz couplings or rocker lug 
tpe 7 x rocker (sensible) leg couplings. couplings. 

o Locking Arm ,; : esi us 
ai 150 psi 743P47 55MV73 55MV13 | 55MH52 No. 20JP20 has spanner for pin or No. 6CLV4 is compatible with pin or 
fq" fa" 150 psi 743P48 — — — 
ot a 250 psi os SEMVTE SEMVId-1-S5MATS rocker lug couplings. rocker lug couplings. 5 pentagonal 
ib ih 250 psi 743P49 3LX06 3LX05 | 5CGD3 holes fit most hydrant nut sizes. 

TV" 1" 250 psi 55EF53 55MV75 5SMV15 | 55MG81 Head Handle lam 

17" ils 250 psi — 55MF93 — — ‘ , ‘ 

WA WA 950 psi 743P50 3LX22 31X21 5CGE ltem | Fits | ie Material Material Brand No. 
2 1" 200 psi — DOMF99 ooMV16 _ 1% in to 3 in Nut ‘a lron lron GA 6AKCO 
2 2" 250 psi 743P51 3LX39 3LX38 5CGE9 amo} 

2" 180 psi — B5MV76___|_S5MV17_| 55MHO7 Rocker Lue Conehinee Upto 13415'%8 wantenese Stainless Elkhart 457987 

acs Ars 229 psi SoEFo4 im an — in Pentagon Nut, 1% in Square Nut Bronze Steel —_ Brass 
o z 129 psi = SOMVi7 | SOMVI8 | 7% to 6 in Nuts and Pin, Rocker 4. pa: Plated Moon 
3: 3. 125 psi _— 3LX59 3LX54 oCGF7 or Navy Slot Lugs 4 to 4% in 19 in Painted Steel Steel American 6ANU9 
4 3 100 psi = ooMV78 ooMV19 = Hydrant Square Hydrant nuts. Spanner Moon 
4 s 125 psi a0 _ soMH16 _ Wrench Hook Fits Pin Rocker if Navy 18 in Steel Iron American SLX25 
4" 4" 100 psi 743P53 55MV79 3LX71 5CGG5 Slot Lugs 4 to 4% in 
a 5 79 psi 5D5EF59 5oMV80 5SMV20 | 55MH30 17 Tq Plated Moon 
6" 6 75 psi 5OEFD6 55MV81 5oMV21 _— Less than 1% in Pentagon Nut . Plated Steel 20JP20 
p in Steel American 
316 Stainless Steel Aluminum , Cast ; 
Max. Working Item Max. Working Item nee Dp ae 18 in Manganese Sa ae 152086 
, Gop ring Size Pressure @ 70°F No. Pressure @ 70°F No. pn eow Bronze 
ype DC, Dust Cap 4 or 5 in Storz Couplings, 2% to 5 Cast . 
Includes Locking Arm in Rocker Lug Couplings, Up to 1% ee Manganese a pied 152088 
1" 200 psi 3LX02 200 psi 3LX01 Adiustable in Pentagon Nut, 1% in Square Nut Bronze 
1%" 250 psi 3LX18 200 psi 3LX17 ears All Sizes of Square and 
s ae psi oreo ae psi oryeg Hydrant Pentagon Hydrant Nuts, Storz 
; 5 psi 5 5 psi 5 Hook Fits 4, 5 and 6 in Pin and Plated Moon 
3. = — 250 psi 4YKW7 Wrench Rocker Lug Fittings, Spanner 18 in Painted Steel Steel American GANVO 
4" = — 100 psi 3LX67 Hook Fits Pin, Rocker or Navy 
4" = — 200 psi 4YKW8 Slot Lugs %4 to 4% in 
Type DP, Dust Plug Five Hole 14 V4 Plated 
No Locking Arm Hydrant All Common Hydrant Nuts ‘a Plated Iron Iron Dixon 6CLV4 
1" 200 psi 3LX04 200 psi 3LX03 Wrench 
17" 250 psi 3LX20 290 psi 3LX19 igtai hese Thaniieia Nut. deta 
és aos aes aol Rte Adjustable in Rocker Lugs, 2t04%in 1°” plated tron Fla¥€4 Dixon GCLW2 
psi 3LX53 125 psi 3LX52 Hydrant Pin Lug. 1% in Square Nuts in Steel 
4" — — 100 psi 3LX69 Wrench 9; q 
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Black & Galvanized Iron Pipe Fittings Details on page Al. 
Black and Galvanized Malleable Iron Pipe Fittings—Class 150 * GRAINGER 
= For max. pressure see Pressure-Temperature Ratings GA Models — Black and Merchant Couplings— 
table, except %4" to 4" Anvil square head plugs Galvanized—Galvanized fittings | Steel couplings for use PRESSURE 
= Anvil domestic fittings are made in the U.S. resist rust and corrosion. with Schedule 40 pipe. TEMPERATURE RATINGS 
a e .- .- . 
Anvil Floor Flanges: not rated for pressure Service Anvil Domestic - Black and Anvil Square Head ee eer 
Black fittings are interchangeable with black cast-iron or —_ Galvanized—Fittings are suitable | Plugs—Cast-iron or steel -20t0 150/300 
steel. For low-pressure plumbing applications including air, fo, low-pressure plumbing applica- for use with Schedule 40 ae ae 
water, natural gas, and steam. tions including air, water, natural pipe. Max. pressure: 125 300 185 
For a complete list of standards and specifications, go to —_ gas, and steam. Galvanized fittings psi at 350°F. 350 150 
Grainger.com® and search for individual products. can resist corrosion and rust. 
Anvil Anvil Anvil Anvil 
GA GA Domestic | Domestic - GA GA Domestic | Domestic - 
Black (Galvanized) -Black Galvanized Black (Galvanized) - Black Galvanized 
Item Item Item Item Item Item Item Item 
Pipe Size - Pipe Fitting No. No. No. No. Pipe Size - Pipe Fitting No. No. No. No. 
Cap, FNPT Face Bushing, FNPT x MNPT 
ye 5P531 5P898 | 4WJU4 | 25CH04 1x 4" — — — 25CG75 
Yi 5P532 5P899 | 4WJU5 | 25CH05 1M" xT — — — 25CG77 
¥,' 5P533 5P900 | 4WJU6 | 25CH06 2"x 1%" — — — 25CG79 
Ya" 5P534 5P901 4WJU7 25CG45 Floor Flange, Flanged x FNPT 
ya 5P535 5P902 | 4WJU8 | 25CG46 y' 5P597 5P965 | 4WJG3 — 
1 5P536 5P903 | 4WJUS | 25CG47 x 5P598 5P966 — — 
1v' 5P537 5P904 | 4WJVi | 25CG48 Ai 5P599 5P967 | 4WJG5 | 25CG39 
1%" 5P538 5P905 | 4WJV2 | 25CG49 Y;' 5P600 5P968 | 4WJG6 | 25CG40 
2 5P539 5P906 | 4WJV3 | 25CG50 1" 5P601 5P969 | 4WJG7 | 25CG41 
2" 2WU79 | 2WJ67 | 4WJV4 | 25CG51 | 1V:' 5P602 5P970 | 4WJG8 | 25CG42 
3" 2wU80 | 2WJ68 | 4WJV5 | 25CG52 1%" 5P603 5P971 4WJG9 | 25CG43 
3y" — — 4AWJV6 | 25CG53 = 5P604 5P972 | 4WJH1 | 25CG44 
4" 2WU81 | 2WJ69 | 4WJV7 | 25CG54 eh 2WU82 | 2WJ70 — — 
5" — _ = 25CG55 Hex Bushing, FNPT x MNPT 
6" = — — 25CG56 Ya" x Ve" 5P507 5P874 | 4WJJ6 — 
Coupling, FNPT Ve" x Ve" 5P508 5P875 | 4WJJ7 — 
3 yi 5P549 5P916 | 4WHX3 — Ve" x Va" 5P509 5P876 | 4WJJ8 — 
yi 5P550 5P917_ | 4WHX4 | 25CF78 Ve x Ve" 5P510 5P877_ | 4WJJ9 — 
x 5P551 5P918 | 4WHX5 | 25CF79 Ye x Va" 5P511 5P878 — — 
a 5P552 5P919 | 4WHX6 | 25CF80 Ve x Va" — — 4WJK1 — 
Zi 5P553 5P920 | 4WHX7 | 25CF81 Yo x 3%" 5P512 5P879 | 4WJK2 — 
1 5P554 5P921_ | 4WHX8 | 25CF82 Va" x Ve" — — 4WJK3 | 25CG60 
v4 5P555 5P922. | 4WHX9 | 25CF83 Yai x Va" 5P513 5P880 | 4WJK4 | 25CG59 
1%" 5P556 5P923_ | 4WHY1 | 25CF84 Ya x 3" 5P514 5P881 4WJK5 | 25CG58 
2 5P557 5P924. | 4WHY2 | 25CF85 Va" x Vo" 5P515 — — — 
2" 2WU59 | 2WJ44 | 4WHY3 | 25CF86 Va" x Va" — 5P882 | 4WJK6 | 25CG57 
a 2WU60 | 2WJ45 | 4WHY4 | 25CF87 1x %' 34DC82 | 34DC85 | 4WJL2 | 25CG65 
4" 2WU61 | 2WJ46 | 4WHY5 | 25CF88 Tx v' 34DC83 | 34DC86 | 4WJL1 | 25CG64 
Cross, FNPT 1"x %'" 5P516 5P883_ | 4WJK7 | 25CG63 
¥,' — — 4WHV3 | 29JD32 xh" 5P517 5P884_ | 4WJK8 | 25CG62 
VA — — 4WHV4 | 29JD33 Tx %' 5P518 — — = 
¥,' — — 4WHV5 | 29JD34 x %4" — 5P885 | 4WJK9 | 25CG61 
Ai 6KJ34 5P985 | 4WHV6 | 29JD35 TVA" x Va 34DC84 — AWJL4 | 25CG70 
ya 6KJ35 5P986 | 4WHV7 | 29JD36 1Va" x 3% — — 4WJL3 | 25CG69 
1 6KJ36 6KJ40 | 4WHV8 | 29JD37 1Va" x 5P519 5P886 | 4WJL5 | 25CG68 
1 6KJ37 6KJ41 4WHV9 | 29JD38 1a" x %4' 5P520 5P887 | 4WJL6 | 25CG67 
1%" 6KJ38 6KJ42 | 4WHW1 | 29JD39 1%" x 1 5P521 5P888 | 4WJL8 | 25CG66 
z 6KJ39 6KJ43 | 4WHW2 | 29JD40 1x 5P522 5P889 — 29JD61 
2" 2WU56 | 2WJ41 | 4WHW3 | 29JD41 1x HA 5P523 5P890 — 29JD60 
Elbow, 45 Degrees, FNPT 1%" x1" 5P524 5P891 — 29JD59 
¥y' 5P466 5P830 | 4WGX2 | 25CF31 1A" x 1% 5P525 5P892 | 4WJL7 | 25CG71 
VY, 5P467 5P831_ | 4WGX3 | 25CF32 2" x 5P526 — — 29JD65 
ye 5P468 5P832 | 4WGX4 | 25CF33 2" x 5P893 — — — 
Ai 5P469 5P833_ | 4WGX5 | 25CF34 2" x ¥A' 5P527 5P894 — 29JD64 
Y;' 5P470 5P834_ | 4WGX6 | 25CF35 2x1 5P528 5P895 — 29JD63 
1 5P471 5P835 | 4WGX7 | 25CF36 2"x 1%" 5P529 — — 29JD62 
1v' 5P472 5P836 | 4WGX8 | 25CF37 2" x 1%" 5P530 5P897 | 4WUJL9 — 
1%" 5P473 5P837_ | 4WGX9 | 25CF38 2"x 1%" — — — 25CG72 
z 5P474 5P838 | 4WGY1 | 25CF39 2" x Vo" — 2WJ91 | 4WJN1 — 
2" 2WU24 — AWGY2 | 25CF40 20" x YA! — 2WJ92 | 4WJN2 — 
Eb 2WU25 | 2WJ11 | 4WGY3 | 25CF41 2%" x 1" 2WV15 — 4WJN3 — 
4" 2WU26 | 2WJ12 | 4WGY4 | 25CF42 2%" x 1%" 2WV16 — 4WJN4 — 
Elbow, 90 Degrees, FNPT 2%" x 1%" 2WV17 — AWJN5S — 
Ye 6P932 5P795 | 4WGN6 | 25CE95 2%" x 2" 2WVi8 | 2WJ96 | 4WJNG | 25CG73 
Ai 5P434 5P796 | 4WGN7 | 25CE96 3" x ¥4 = — 4WJN8 — 
x 5P435 5P797 | 4WGN8 | 25CE97 xT 2wU92 | 2WJ80 | 4WJN9 — 
a 5P436 5P798 | 4WGNS | 25CE98 3x 1%" 2WU93 | 2WJ81 | 4WUJP1 — 
y,' 5P437 5P799 | 4WGP1 | 25CE99 3"x 1%" 2WU94 | 2WJ82 | 4WJP2 — 
{ 5P438 5P800 | 4WGP2 | 25CFO1 3" x 2" 2WU95 | 2WJ83 | 4WJP3 — 
1v' 5P439 5P801_ | 4WGP3 | 25CF02 3" x 2%" 2WU96 | 2WJ84 | 4WJP4 — 
1%" 5P440 5P802 | 4WGP4 | 25CF03 3%" x 1%" — — 4WJP6 — 
2 5P441 5P803_ | 4WGP5 | 25CF04 3%" x 2" — — 4WJP8 — 
2" 2WJ97 | 2WE84 | 4WGP6 | 25CF05 3M" x 2%" = — AWJP9 — 
3" 2WJ98 | 2WE85 | 4WGP7 | 25CFO6 3%" x 3" — — 4WJR1 — 
3y" — — 4WGP8 | 25CFO7 Ax — 2WJ85 — — 
4" 2WJ99 | 2WE82 | 4WGP9 | 25CFO08 4"x 1" = — AWJR2 — 
aa — — — 25CF09 4"x 1% — 2WJ88 | 4WJR4 — 
6" — _ — 25CF10 4" x2" 2WV11 — — — 
Extension, FNP 4" x2" _ 2WJ89 4WJR5 _ 
Ai — = — 25CG35 4" x 2%" 2WVi2 | 2WJ90 | 4WJRG — 
ya — — — 25CG36 ee 2WU89 — — — 
1 — — — 25CG37 ee = 2WJ77 | 4WJR7 — 
4" x 3%" — — 4WJR8 — 
| CONTINUED | 
2768 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT! 





GRAINGER CHOICE” PLUMBING 




















Find the yw. Find Solutions. Find Great Prices. Black & Galvanized Iron Pipe Fittings 
q 
1% paps GRAINGER ANVIL: 
APPROVED Building Connections That Last 
Black and Galvanized Malleable Iron Pipe Fittings—Class 150 
Anvil Anvil Anvil Anvil 
GA GA Domestic | Domestic - GA GA Domestic | Domestic - 
Black Galvanized) -Black Galvanized Black (Galvanized) -Black Galvanized 
Item Item Item Item Item Item Item Item 
Pipe Size - Pipe Fitting No. No. No. No. Pipe Size - Pipe Fitting No. No. No. No. 
Hex Locknut, FNPT Reducing Elbow, 90°, FNPT 
Ya" — 5P977 4wJV9 25CG83 Ya" x Ye" 34DC075 — 4WGR1 —_ 
¥e" 6KJ23 5P978 4wJW1 25CG84 Ye" x Va" — 5P804 4WGR2 29JA86 
Y," 6KJ24 5P979 4wJW2 25CG85 Yo" x Va" 5P444 — 4WGR5 29JA89 
ya" 6KJ25 5P980 4wJW3 25CG86 Yo" x 3" — — 4WGR4 29JA88 
1" 6KJ26 5P981 4KUH7 25CG87 Ya" x Va" — _— 4WGR8 29JA92 
1%" — 5P982 4KUH8 25CG88 Ya" x Yo" 5P445 — 4WGR6 29JA90 
1¥," 6KJ28 5P983 4KUH9 25CG89 1"x %" — — 4WGT1 29JA94 
2" 6KJ29 5P984 4KUJ1 25CG90 "x %4' 5P447 5P809 4WGR9 29JA93 
2" — — 4KUJ2 — 14%" x Yo" 34DC77 — 4WGT5 29JA98 
oF _ _ 4KUJ3 — 1M" x Ya" 5P450 5P812 4WGT4 29JA97 
4" — — 4KUJ4 — 1a xT 5P449 — 4WGT3 29JA96 
Merchant Coupling, FNPT 1%" x Ya" _ _— _ 29JA99 
Ye — 2KME5 4WJE4 — 1%" x 34" 5P453 — 4wGT8 29JC02 
YA" 2KMD6 — 4WJE5 — 12 xT 5P452 _— 4WGT7 29JC01 
¥e" — — 4WJE6 — 1¥2" x 1%" 5P451 — 4WGT6 — 
Y," — — 4WJE7 — 2" x ¥4" 34DC78 _— 4WGU3 29JC06 
ya" — — 4WJE8 — 2er — — 4WGU2 29JC05 
1" 2KME1 — 4WJE9 — 2° x 1%" — — 4WGU1 29JC04 
1%" — —_ 4WJF1 — 2 Ae: 5P454 5P816 4WGT9 29JC03 
1%" — — 4WJF2 — 2V2" x 1%" — — 4WGU4 29JC08 
2" — — 4WJF3 — 2 exo — 2WE99 4WGU5 29JC07 
21" 4HVG7 2KMF5 4WJF4 — Oke — — 4WGU7 _ 
a 4HVG8 2KMF6 4WJF5 — 4" x 3 — — 4WGU8 29JC11 
3" — _— 4WJF6 _ Reducing Street Elbow, 90 Degrees, FNPT x MNPT 
4" 4HVG9 2KMF7 4WJF7 — Yo" x 3" — — 4wGW3 — 
Merchant Coupling, NPSC 4" x Vo" _— —_ 4wGw4 _ 
¥ 2KMD5 — — — "xv! — — 4wGW5 _— 
\ Ya" — 2KME6 — — 144" x 1" — — 4wWGW6 — 
¥e" 2KMD7 2KME7 — — 1%" x 1" — — 4wGw9 — 
Yy" 2KMD8 2KME8 _— — Te x1 —_ — 4wGws — 
5/4" 2KMD9 2KME9 — — 2°x 1%" — — 4wGxX1 — 
1" _ 2KMF1 _ _ Reducing Tee (run x run x outlet), FNPT 
1%" 2KME2 2KMF2 — — Ye" x Ye" x Va" — — 4WHC2 29JC14 
1%" 2KME3 2KMF3 — — Ye" x Ye" x Yo" — — 4WHD2 29JC23 
2" 2KME4 2KMF4 — — Vix x Va 5P485 — 4WHC7 29JC19 
Reducer Coupling, FNPT Ya" x Va" x 9/4" _— — 4WHE1 29JC30 
Ya" x Ve" 5P558 5P925 4WHY6 25CF89 Ya" x Vo" x 3/4" 5P489 — 4WHD6 29JC27 
Ye" x Ve" 34DC63 | 34DC69 4WHY8 25CF91 Ya" x Ya" x Va" 5P488 — 4WHD5 29JC26 
Ye" x Va" 5P559 5P926 4WHY7 25CF90 Ya" x Ya" x 7" 5P487 — 4WHD4 29JC25 
Yo" x Ve 5P563 5P930 4WHZ2 25CF94 Ya" x Ya" x Vo" 5P486 5P852 4WHD3 29JC24 
Yo" x Va" 5P562 5P929 4WHZ1 25CF93 Ya" x V4" x 1" — — 4WHF5 29JC43 
Yn" x ¥e" 5P561 5P928 4WHY9 25CF92 "x 44" x 1" 34DC87 — 4WHF4 29JC42 
4" x Ve" 34DC64 | 34DC70 4WHZ6 25CF98 Peet — — 4WHF1 — 
Ya" x Va" 5P566 5P933 4WHZ5 25CF97 1" x ¥4" x 34" 5P495 5P861 4WHE8 29JC37 
Ya" x ¥e" 5P565 5P932 4WHZ4 25CF96 "x1" x %!" — — 4WHE6 29JC35 
Ya" x Vo" 5P564 5P931 4WHZ3 25CF95 lie Se eg — — — 29JC34 
"x %!" 34DC65 | 34DC71 4WJA1 25CG03 x xe 5P493 5P859 4WHE4 29JC33 
1" x %" 34DC66 | 34DC72 4WHZ9 25CG02 "x 1" x 3%" 5P492 — 4WHE3 29JC32 
"x %" 5P568 5P935 4WHZ8 25CG01 VX Xe — — — 29JC94 
"x 3%" 5P567 5P934 4WHZ7 25CF99 1Y4" x Ya" x 1 YA" 34DC90 §34DD03 | 4WHG6 29JC53 
14%" x Yo" 5P571 5P938 4WJA4 25CG06 144" x 1%" x 3%" — — _ 29JC48 
1M" x Ya" 5P570 5P937 4WJA3 25CG05 144" x 1%" x Yo" 5P501 — 4WHF9 29JC47 
1%" x 1" 5P569 5P936 4wJA2 25CG04 14" x 1M" x 3%" 5P500 — 4WHF8 29JC46 
1%" x Yo" 5P575 5P942 4WJA8 25CG10 144" x 1%" x 1" 5P499 — 4WHF7 29JC45 
1%" x ¥4" 5P574 5P941 4WJA7 25CG09 1%" x Yo" x 1%" — — — 29JC74 
1%" x1" 5P573 5P940 4WJAG6 25CG08 1%" x Ya" x 1%" — — 4WHJ7 29JC72 
1%" x 1%" 5P572 5P939 4WJA5 25CG07 Vox T xT 34DC92 | 34DD05 4WHJ6 29JC71 
2" x V4" 34DC67 | 34DC73 4wJC4 25CG15 1%" x 1%" x ¥" 34DD08 | 34DD06  4WHH7 29JC63 
2" x 34DC68 | 34DC74 4wJC3 25CG14 1%" x 1%" x 9" 340093 34DD07 | 4WHH6 29JC62 
2e1 5P578 5P945 4wJC2 250G13 1¥"x 1%" x 1" 5P504 5P870 4WHH5 29JC61 
2" x 1%" 5P577 5P944 4wJC1 25CG12 1%" x 12" x 1%" — — 4WHH4 29JC60 
2'x 1%" 5P576 5P943 4WJA9 25CG11 2x Xe. 34DC094 | 34DD09 4WHL8 29JC91 
242" x 1" 2WU75 — 4wJC8 25CG19 2" x Ys" xX 2" 34DC095 | 34DD10 4WHL7 29JC90 
2" x 1Y%4" 2WU76 2WJ64 4wJC7 25CG18 2x1 x2 34DC096 | 34DD11 4WHL6 29JC89 
22" x 1%" 2WU77 — 4wJC6 25CG17 2°x 1%" x 1%" 34DC97 | 34DD12 4WHL5 29JC88 
27 x2" 2WU78 2WJ66 4wJC5 25CG16 2xX2xXV 34DC098 | 34DD13 4WHK7 29JC81 
ead 2WU64 — 4wJD4 25CG24 2" x2" xy" 34DC099 | 34DD14 | 4WHK6 29JC80 
3x 1%" 2WU66 2WJ54 4wJD2 25CG22 2 Xe X1- 34DD01 | 34DD15 4WHK5 29JC79 
oe. 2WU67 2WJ55 4wJD1 25CG21 2X2 x1 5P505 — 4WHK3 29JC77 
3° x 2%" 2WU68 2WJ56 4wJC9 25CG20 2V2" x 2" x Ha" 2WU51 2WJ36 4WHN7 29JC99 
a x2" — — 4WJD7 25CG27 o xe Xo — — — 29JD14 
4" x 1" 2WU69 — —_ _— oXS XY —_ — 4WHP9 29JD11 
4" x 1%" — 2WJ59 4WJE3 25CG32 a Xo X2 — — 4WHP5 29JD07 
4" x 2" 2WU72 2WJ60 4WJE2 25CG31 4" x 4" x2" — — 4WHR8 29JD19 
4" x 2%" 2WU73 — 4WJE1 25CG30 4" x4" x3" — — 4WHR6 29JD17 
4" x 3 2WU62 2WJ50 4wWJD9 25CG29 
Wx3% = = | awe | | CONTINUED | ] 
5" x 4" — _— _ 25CG33 
6" x 4" — — _ 25CG34 
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Black & Galvanized Iron Pipe Fittings & Flanges Details on page A1. 
(lo = 7 err * GRAINGER ANVIL 
Black and Galvanized Malleable Iron Pipe Fittings—Class 150 APPROVED =r 
Anvil Anvil Anvil Anvil 
GA GA Domestic | Domestic - GA GA Domestic | Domestic - 
Black (Galvanized) -Black Galvanized Black (Galvanized) - Black Galvanized 
Item Item Item Item Item Item Item Item 
Pipe Size - Pipe Fitting No. No. No. No. Pipe Size - Pipe Fitting No. No. No. No. 
Square Head Plug, MNPT Street Tee, FNPT x FNPT x MNPT 
Y" 5P540 5P907 | 4WJH2 | 25CHO07 A — — 4WHT2 | 25CF69 
A 5P541 5P908 | 4WJH3 | 25CHO08 x — — 4WHT3 | 25CF70 
x — 5P909 | 4WJH4 | 25CHO09 Ai — = 4WHT4 | 25CF71 
A — 5P910 | 4WJH5 | 25CH10 ya — = 4WHT5 | 25CF72 
ya 5P544 5P911 | 4WJH6 | 25CH11 ih — — 4WHT6 | 25CF73 
5P545 5P912 | 4WJH7 | 29JD55 1V' — — 4WHT7 | 25CF74 
14 5P546 5P913 | 4WJH8 | 29JD56 1%" — — 4WHT8 | 25CF75 
1%" 5P547 5P914 | 4WJH9 | 29JD57 = — — 4WHT9 | 25CF76 
= — 5P915 | 4WJJ1 | 29JD58 Tee, FNPT 
21%" 2WU86 == 2WJ74_ | ~4WJJ2 | 25CH12 Y" 5P475 5P841 | 4WGZ5 | 25CF54 
a 2WU87 | 2WJ75 | 4WJJ3 | 25CH13 A 5P476 5P842 | 4WGZ6 | 25CF55 
3%" — — 4WJJ4 | 25CH14 ¥e 5P477 5P843 | 4WGZ7 | 25CF56 
4" 2WU88 | 2WJ76 | 4WJJ5 | 25CH15 A 5P478 5P844 | 4WGZ8 | 25CF57 
Street Elbow, 45 Degrees, FNPT x MNPT ¥4" 5P479 5P845 4WGZ9 25CF58 
Y" 340052 34DC57 | 4WGY5 | 25CF45 i 5P480 5P846 | 4WHA1 | 25CF59 
A 340053 | 34DC58 | 4WGY6 | 25CF46 1V;' 5P481 5P847 | 4WHA2 | 25CF60 
He 340054 -34DC59 | 4WGY7 | 25CF47 1H 5P482 5P848 | 4WHA3 | 25CF61 
Ai 6KH97 5P839 | 4WGY8 | 25CF48 fy 5P483 5P849 | 4WHA4 | 25CF62 
Va 6KH98 5P840 | 4WGY9 | 25CF49 21" 2WU36 | 2WJ20 | 4WHA5 | 25CF63 
1" 6KH99 6KJ06 |= 4WGZ1 | 25CF50 ey 2WU37 | 2WJ21 | 4WHAG | 25CF64 
1V' 340055 | 34DC60 | 4WGZ2 | 25CF51 3%" — = 4WHA7 | 25CF65 
173" 340056 | 34DC61 | 4WGZ3 | 25CF52 4" 2WU38 | 2WJ22 | 4WHA8 | 25CF66 
ey 2WU32 | 34DC62 | 4WGZ4 | 25CF53 “> Union, FNPT 
3' 2WU34 | 2WJ18 — = ¥" 5P588 5P955 | 4WJR9 | 25CG91 
4" — 2WJ19 — — A 5P589 5P956 | 4WJT1 | 25CG92 
Street Elbow, 90 Degrees, FNPT x MNPT 3" 5P590 5P957 4WJT2 25CG93 
Y," 5P457 5P819 | 4WGU9 | 25CF11 Ai 5P591 5P958 | 4WJT3 | 25CG94 
A 5P458 5P820 | 4WGV1 | 25CF12 ya 5P592 5P959 | 4WJT4 | 25CG95 
ye 5P459 5P821 | 4WGV2 | 25CF13 Ya" x Vo" — — = 25CG96 
Ai 5P460 5P822 | 4WGV3 | 25CF14 1" 5P593 5P960 | 4WJT6 | 25CG97 
Ho" x 3%" — — = 25CF23 14 5P594 5P961 4WJT7 | 25CG98 
ya 5P461 5P823_ | 4WGV4 | 25CF15 11" 5P595 5P962 | 4WJT8 | 25CG99 
Va" x Vo" — — — 25CF24 oy 5P596 5P963 | 4WJT9 | 25CHO1 
ib 5P462 5P824 | 4WGV5 | 25CF16 21" 2WU83 | 2WJ71 | 4WJU1 | 25CH02 
1x 4" — — — 25CF25 3' 2WU84 | 2WJ72 | 4WJU2 | 25CHO03 
1A 5P463 5P825 | 4WGV6 | 25CF17 4' — 2WJ73 — — 
1%" x 1" — — — 25CF26 Waste Nut, FNPT 
13" 5P464 5P826 | 4WGV7 | 25CF18 ys — _ _ 25CG38 
iN 5P465 5P827 | 4WGV8 | 25CF19 Wye, FNPT 
2"x 1%" — — — 25CF30 A — — 4WHU3 = 
21%" 2WU27 = 4WGV9 | 25CF20 Ya — — 4WHU4 — 
ey 2wU28 | 2WJ14 | 4WGW1 | 25CF21 1" — — 4WHU5 — 
4" 2wU29 | 2WJ15 | 4WGW2 | 25CF22 14 — — 4WHU6 — 
1%" — — 4WHU7 — 
2 — — 4WHU8 — 
a — = 4WHV1 — 
4" — — 4WHV2 — 
* GRAINGER 
APPROVED 
= Max. pressure: 150 psi at 72°F; SLIP-ON 
150 psi saturated steam Flange slips over the pipe and is then 
| Bolt 2 flanges together with a gasket fillet welded. Excellent for fabricated 
to form a tight seal that still allows applications. 
Blind Slip-On Socket Weld Threaded easy access to the piping system. For SOCKET WELD 
Pike Fitting a ne Ha a use with air, water, oil, natural gas, Ginter tosh fl but a |i 
- = = = rata or steam (except where noted). Meet mn = 7 Pe an ae i ‘ : 
i 4TXD9 = aTWY9 ATXF3 ASTM A-197, ASTM A47, ASME B16.3 sn . base fF oe salt oe 
1%" = — — ATXF4 
and B16.4, UL Listed, FM Approved. 
oe A4TXE2 pe Wed aWEe PP fillet welded. Flange and pipe bore are the 
A rate naa az ae BLIND | same, to enhance flow characteristics. 
3' ATXE5 4TWY2 4TWZ5 ATXF8 Sometimes referred to as “blanking 
4" ATXE6 4TWY3 4TWZ6 é ATXF9 ” THREADED 
. flanges,” and are commonly used to ; 
5 — 4TWY4 4TWZ7 — mali Use with standard wall (Schedule 40) 
6 ATXES ATWY5 ATWZ8 : ATXG2 blank off pipelines, valves, and pumps, — annie nae eaanirad 
8" ATXES aTWY6 aTwzg9*|——«ATXG3 or as an inspection cover. Pee art rea ee ays eearalgp Heder 
* Not rated for steam. 
Flange Cover FlangeCover Max. Side Item Pkg. 
Flange Covers Inside Dia. Outside Dia. Thickness No. Qty. 
1.000 in 1.620 in 0.055 in 45FM21 300 
a VF ae 1.500 in 2.195 in 0.055 in 45FM22 180 
= Flexible fit en 2.000 in 2.695 in 0.055 in 45FM23__120 
= Yellow color for high visibility 2.500 in 3.180 in 0.055in _—45FM24__80 
These durable, easy-to-apply vinyl flange covers provide a snug fit for flanged and beaded tubes. 6 = ete = nite 7 aeenoe 0 
They help to seal out moisture and dust during shipment, and help to protect flange surfaces. 4.000 in 4.690 in 0.055 in 45FM27 50 
2770 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE” PLUMBING 
Find the wy. Find Solutions. Find Great Prices. Welded Steel Schedule 40 Pipe Nipples 


Welded Steel Aparyorancer (EET 
Schedule 40 Pipe Nipples TN nppRoven ) BECK 


= Max. pressure in accordance with ASME B31.1 or B31.3 for SCH 40 pipe 
= Domestic items are made in the U.S. 


All nipples have a weld bead inside and are NPT threaded at both ends. Black 








Nipple 


Close Thread Nipple 


nipples are interchangeable with black cast iron or steel. Galvanized nipples sat ee saineaiele aap sar era 
resist rust and corrosion. For low-pressure plumbing applications including air, Pipe Size Pipe Weld tem Pipe Weld Item (Pipe Weld Item Pipe Weld Item 


water, oil, natural gas, and steam. Certified for use in potable water applications. _(Nominal) | Type* No. Type* No. Type* No. Type* No. 
41%" Length (Cont.) 





For a complete list of standards and specifications, go to Grainger.com® and 1 if" FRW  5P722 FRW  6P859 CW 11X149 CW 29VH12 
search for individual products. 2 ¥" CW  34DD43' CW  34DD44' CW 11X183' CW  29VH54 
P vy ERW —«<5P737 ERW ‘6P874 CW 11X166) CW  29VH33 
GA GA BECK- BECK-Domestic > CW  34DD53' CW  34DD54| CW 11X197' CW  29VH74 
Black Galvanized Domestic Black Galvanized 4' CW 34DD66 CW 34DD67 CW 12U010 CW 29VJ13 
Pipe Size Pipe Weld Item |Pipe Weld Item (Pipe Weld Item (Pipe Weld Item 6" _— — _— — ERW ~=12U021 ERW 29VJ32 
(Nominal) | Type* No. Type* No. Type* No. Type* No. 5" Length 
Close Thread ¥" ERW  5P613 | ERW  5P995 | ERW  11X034' ERW  29VF51 
i" ERW  ~—s+5P605 ERW  5P987 | ERW  11X028| ERW  29VF43 Ys" ERW  5P627 + +ERW  6P764 CW 11X047' CW  29VF74 
Vs" ERW  —*5P619 ERW —*<6P756 CW +11X039 CW C29V/F66 Hf" ERW —«*5P641 ERW —*6P778 CW 11X060' CW  29VF97 
Hi ERW  —*5P633 ERW —‘6P770 CW. 11X052 CW C29V/F89 7," ERW  5P658 | ERW  6P795 CW. 11X074' CW  29VG21 
iy" ERW  —*5P650 ERW ‘6P787 CW C11X066 CW -29VG13 yy" ERW  5P675 | ERW  6P812 CW 11X090' CW 29VG45 
Ya" ERW —*5P667 ERW _‘-6P804 CW 11X084; CW  29VG37 ii ERW —«*5P691 ERW ‘-6P828 CW. 11X107' CW  29VG67 
T ERW  5P684 > ERW  6P821 CW 11X099; CW  29VG60 T 7 ERW  5P707.| ERW  6P844 CW. 11X129' CW  29VG89 
TV," ERW _‘5P700 ERW ‘6P837 CW. 11X22 CW -29VG82 17" ERW  5P723 | ERW  6P860 CW. 11X150' CW  29VH13 
17; ERW —«*5P716 ERW —‘«6P853 CW. 11X143 CW = 29VHO6 2 1 — — ERW 2WV37 CW 111X184) CW ‘-29VH55 
2 V' ERW  2WV63| ERW  2WV34 CW. 11X179 CWC 29V/H50 z ERW 5P738.| ERW  6P875 CW. 11X167' CW  29VH34 
a ERW —«*5P732 ERW _‘-6P869 CW 11X161 CW «C29V/H28 eh ERW  2WV74 ERW  2WV45 CW. 11X198| CW  29VH75 
3" ERW  2WV71. ERW  2wvd2 CW. C11X193 CW -29VH70 4" ERW  2WV81 | ERW  2WV52 CW. 12U011 CW 2914 
4" ERW  2WV79| ERW  2WV50 CW 12U007; CW  29VJ10 6" — — ERW  34DD82' ERW 12U022) ERW  29VJ33 
6" — — — — ERW  12U018| ERW  29VJ29 514" Length 
172" Length i ERW  5P614 | ERW  5P996 — — ERW = 29V/F52 
i" ERW  —+5P606 ERW  5P988 | ERW  11X029| ERW  29VF44 Vs" ERW  5P628 | ERW  6P765 CW 11X048' CW  29VF75 
Vs" ERW ‘5P620 ERW —*<6P757 CW +11X040 CW SC29V/F67 3" ERW  5P642 > ERW  6P779 CW 11X061 CW -29V/F98 
Hi ERW  5P634 | ERW  6P771 CW. 11X053 CW C29V/F90 7," ERW  5P659 | ERW  6P796 CW. 11X075' CW  29VG22 
i" ERW —*5P651 ERW —‘6P788 CW 11X067 CW 29VG14 x" ERW  5P676 ERW  6P813 — — CW. -29VG46 
Ys" ERW  ‘5P668 ERW —‘«6P805 CW C11X085 CW -29VG38 ii ERW  5P692 | ERW  6P829 CW. 11X108' CW  29VG68 
2" Length TV," ERW —*5P708 = — CW. 11X130' CW  29VG90 
¥" ERW  ~—«*5P607 ERW  5P989 | ERW  11X030| ERW  29VF45 17" ERW  5P724 | ERW  6P861 CW 11X151 CW -29VH14 
Vs" ERW —*5P621 ERW —*«6P758 CW. 11X041 CW C29V/F68 2 V3" CW  34DD45' CW  34DD46) CW 11X185| CW  29VH56 
Hi ERW  —*5P635 ERW «<6P772 CW 111X054; CW  29VF91 yy ERW —«<5P739 ERW ‘-6P876 CW 11X168) CW  29VH35 
iy ERW —*5P652 ERW ‘6P789 CW C11X068 CW. 29VG15 a CW  34DD55| CW  34DD56| CW  } 11X199' CW  29VH76 
¥," ERW  _‘5P669 ERW _‘-6P806 CW C11X086 CW -29VG39 4" CW 34DD68 = — CW 12U012; CW  29WJ15 
i ERW  —*5P685 ERW _‘6P822 CW ‘11X101 CW -29VG61 6" — = = = ERW  12U023' ERW 29VJ34 
TY; ERW —*SP701 ERW  _‘-6P838 CW. 11X123 CW -29VG83 6" Length 
17; ERW —s*O5P717 ERW _‘6P854 CW. 111X144; CW —SC29VHO7 Vf" ERW  5P615 | ERW  5P997 | ERW  11X035| ERW 29VF53 
272" Length i," ERW —‘5P629 ERW ‘6P766 CW 11X049' CW  29VF76 
i" ERW —+45P608 ERW  5P990 | ERW  11X031| ERW  29VF46 i" ERW  5P643 | ERW  6P780 CW. 111X062) CW  29VF99 
Vj" ERW  —‘+5P622 ERW —«6P759 CW 11X042 CW SC29V/F69 7," ERW  5P660 | ERW  6P797 CW. 111X076) CW  29VG23 
Hi ERW  —‘5P636 ERW —«<6P773 CW. 11X055 CW 29V/F92 fy" ERW  5P677 | ERW  6P814 CW 11X091 CW 29VG47 
yh" ERW  —*5P653 ERW _‘6P790 CW +11X069 CW -29VG16 ii ERW  5P693 | ERW  6P830 CW. 11X109' CW  29VG69 
Yj" ERW —‘+5P670 ERW _‘6P807 CW +11X087 CW = 29VG40 TY; ERW  5P709 | ERW  6P846 CW. 11X131 CW -29VG91 
il ERW  —‘5P686 ERW  _—‘«6P823 CW 11X102 CW -29VG62 17" ERW  5P725 | ERW  6P862 CW. 111X152) CW  29VHi5 
TV," ERW —‘+5P702 ERW _‘-6P839 CW. 11X124; CW  29VG84 2 1 ERW  2WV67 ERW  2WV38 CW. 111X186) CW  29VH57 
in ERW —«<5P718 ERW ‘6P855 CW. 11X145 CWC 29V/HO8 py ERW  5P740 | ERW  6P877 CW 11X169' CW 29VH36 
ny ERW —«<5P733 ERW _‘6P870 CW. 11X162) CW  29VH29 ey ERW  2WV75 | ERW  2WV46 CW «127994 CW -29VH77 
3" Length 4" ERW 2WV82 = 2WV53 CW 12U013; CW  29VJ16 
if" ERW —+45P609 ERW —«+5P991 ERW  11X032/ ERW  29VF47 6" ERW  34DD75| ERW 34DD83' ERW  12U024' ERW  29VJ35 
Ya" ERW —‘5P623 ERW _‘6P760 CW 11X043 CW C29VF70 672" Length 
Hi ERW —*5P637 ERW —«<6P774 CW. 11X056 CW C29V/F93 yy" CW  34DD16| CW  34DD17' CW 11XxX077! CW  29VG24 
7," ERW  5P654 > ERW  6P791 CW. 11X070 CW. 29VG17 in CW  34DD27' CW  34DD28' CW 11X153' CW  29VHi6 
Y," ERW —s*SP671 ERW _‘6P808 CW C11X088 CW 29VG41 fk CW 34DD18 — — CW. 11X110' CW 29VG70 
i ERW —‘5P687 ERW —‘-6P824 CW + 11X103 CW 29VG63 TV," CW 34DD22 — — CW. 111X132) CW  29VG92 
TY; ERW —‘*5P703 ERW _‘-6P840 CW. 11X125 CW -29VG85 a CW 34DD33 = — CW 11X170' CW  29VH37 
1; ERW —«+5P719 ERW ‘-6P856 CW 11X146 CWC 29V/HO9 2 1" — = = — — — CW «29VH58 
DV," ERW  2WV64' ERW  2WV35 CW 11X80 CW 29VH51 ch CW 34DD57 — — CW. C127995 CW. -29VH78 
ey ERW  5P734 | ERW  G6P871 CW C11X163 CW «C29VH30 6" = — — — ERW  12U025| ERW  29VJ36 
a ERW  2WV72| ERW  2WV43 CW. 11X194' CW  29VH71 7" Length 
6" ERW  34DD72' ERW  34DD80 — — — _ 34" ERW  5P644 | ERW  2WV58 — — CW =. 29VG02 
314" Length 7, ERW —«*SP661 ERW _‘6P798 CW. 111X078) CW  29VG25 
iV" ERW  —+5P610 ERW  5P992 | ERW  11X033| ERW  29VF48 3" ERW  5P678 | ERW  6P815 CW. 11X092' CW  29VG49 
i," ERW  5P624 | ERW  6P761 CW 11X044; CW  29VF71 TV" ERW  5P710 | ERW  2WV24 CW 111X133) CW  29VG93 
x ERW  —‘5P638 ERW —s«<6P775 CW 11X057 CW 29V/F94 ii ERW  5P694 > ERW  G6P831 CW. 11X11 CW. 29VG71 
iy," ERW  —*5P655 ERW ‘6P792 CW. 11X071 CW 29VG18 T 7 ERW  5P726| ERW  6P863 CW. 111X154; CW ~~ «-29VH17 
Ya" ERW —«*5P672 ERW _‘-6P809 — — CW 29VG42 2 V3" CW  34DD47' CW  34DD48' CW 11X187' CW  29VH59 
tT ERW  —*5P688 ERW —‘«6P825 CW. 11X104; CW 29VG64 va = — = 6P878 CW. 11X171 CW -29VH38 
TY; ERW  5P704 > ERW  6P841 CW. 11X126 CW -29VG86 ch CW  34DD58| CW  34DD59' CW 127996 CW -29VH79 
1; ERW —«*5P720 ERW —‘6P857 CW. 11X147 CW «C29VH10 4" CW 34DD70' CW  34DD71 CW 12U014; CW  29VJ18 
2 V3" CW. -34DD41 CW 34DD42; CW  11X181 CW 29VH52 6" = = = = ERW  12U026| ERW  29VJ37 
va ERW —«<5P735 ERW —*«6P872 CW 11X164; CW  29VH31 8" Length 
3 CW -34DD51 CW 34DD52; CW  11X195 CW. 29VH72 1" ERW  5P616 | ERW  5P998 | ERW  11X036| ERW  29VF57 
4" — — = — CW 12U008; CW } 29VJ11 Ti" ERW  5P630 | ERW  6P767 CW 11X050' CW  29VF80 
6" = = = — ERW  12U019' ERW  29VJ30 If ERW  5P645 > ERW  6P782 CW 111X063) CW  29VG04 
4" Length 7, ERW  5P662 | ERW  6P799 CW. 11X079| CW  29VG27 
iy" ERW —sCSP611 ERW  ~—-5P993 — — ERW = 29V/F49 ¥/4" ERW  5P679 | ERW  6P816 CW. 11X093' CW  29VG51 
A" ERW —*5P625 ERW ‘6P762 CW. 11X045 CW C29VF72 ii ERW  5P695 | ERW  6P832 CW. 11X113) CW  29VG73 
Hi" ERW —‘5P639 ERW —‘6P776 CW. +11X058 CW 29V/F95 TV," ERW—sOSP711 ERW ‘-6P848 CW. 111X134 CW  29VG95 
i ERW _‘5P656 ERW _‘6P793 CW. 11X072 CW -29VG19 1 7" ERW  5P727 |. ERW  6P864 CW. 11X155/ CW  29VH19 
Yq" ERW —«*5P673 ERW _‘-6P810 CW C11X089 CW -29VG43 2 Vr" ERW  2WV68| ERW  2WV39 CW 11X188' CW  29VH61 
ib ERW  —‘5P689 ERW  _‘6P826 CW 11X105; CW 29VG65 ny ERW  5P742 | ERW  6P879 CW. 11X173' CW  29VH40 
TY; ERW —«+5P705 ERW ‘6P842 CW. 11X127 CW. 29VG87 ch ERW  2WV76 ERW  2WV47 CW «127998 CW -29VH81 
17 ERW —*O5P721 ERW _‘6P858 CW C11X148 CW 29VH11 4" ERW  2WV83| ERW  2WV54 CW 12U015; CW 29VJ20 
DV" = — ERW  2WV36 CW. 11X82 CW 29V/H53 6" ERW  34DD76| ERW 34DD84' ERW  12U028| ERW  29VJ39 
py ERW —+5P736 ERW ‘6P873 CW 11X165! CW  29VH32 9" Length 
2 — — ERW 2WV44 CW. 11X196| CW  29VH73 1," ERW  5P663 | ERW  6P800 CW + 11X080| CW 29VG29 
4" FRW  2WV80| ERW  2WV51 CW 12U009; CW } 29VJi2 x" ERW  5P680 | ERW  6P817 CW. 11X094' CW  29VG53 
6" ERW  34DD73| ERW 34DD81' ERW 12U020| ERW  29VJ31 TV" ERW  5P712.| ERW  2WV25 CW. 11X136) CW  29VG97 
4%" Length il ERW  ‘5P696 — — CW. 11X115' CW  29VG75 
i" ERW  ~—s«45P612 ERW  ~=—-5P994 — — ERW 29VF50 T 7" ERW  5P728 | ERW  6P865 CW. 111X156) CW  29VH21 
Vs" ERW  —‘5P626 ERW _‘6P763 CW C11X046 CW C29V/F73 yy ERW —+5P743 — 2WV31 CW. 11X175| CW  29VH42 
x ERW  _‘5P640 ERW -«*6P777 CW. 11X059 CW 29V/F96 2 V7" CW 34DD49 = — CW 11X189' =CW ~+-29VH63 
7" ERW —«*5P657 ERW _‘6P794 CW. 11X073 CW. «-.29VG20 eh CW 34DD62 — — CW + 12U001 CW -29VH83 
ue a rere ay ci 1 a a 2ovG44 6" ERW  34DD77 — — ERW  12U030' ERW  29VJ41 
: ) 7 * CW = Contin weld. ERW = Electric resistance wel 
iy | ERW5P706. — = CW 41Xi28 Cw zavesg. «SY = Continuous weld eu iien lain hate | CONTINUED | } 
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PLUMBING 
Welded Steel Schedule 40 Pipe Nipples 


Scan. Order. Done. 
Details on page A1. 











* FEY GRAINGER () BECK 
Welded Steel APPROVED 
Schedule 40 Pipe — 
GA BECK- BECK-Domestic 
Black uiveniee Domestic Black Galvanized 
Pipe Size |Pipe Weld Item (Pipe Weld Item Pipe Weld Item Pipe Weld Item 
(Nominal) | Type* No. Type* No. Type* No. Type* No. 
10" Length 
Vr — — ERW 5P999 ERW  11X037| ERW  29VF61 
Vy ERW 5P631 ERW 6P768 — — CW 29VF84 ; 
3" ERW 5P647 ERW 6P784 CW 11X064 CW 29VG08 Nipple 
yy" ERW 5P664 — — CW 11X081 CW 29VG31 
ya" ERW 5P681 ERW 6P818 CW 11X095 CW 29VG55 GA GA BECK- BECK-Domestic 
1 ERW 5P697 ERW 6P834 CW 11X117 CW 29VG/7 Black Galvanized Domestic Black Galvanized 
1%" ERW 5P713 — 6P850 CW 11X138 CW 29VG99 Pipe Size Pipe Weld Item Pipe Weld Item PipeWeld Item Pipe Weld Item 
1" ERW 5P729 ERW 6P866 CW 11X158 CW 29VH23 ey Type* No. Type* No. Type* No. Type* No. 
2 ERW 2WV69 | ERW  2WV40 CW 11X190 CW 29VH65 12" Length 
2 ERW 5P744 ERW 6P881 CW 11X176 CW 29VH44 Y" ERW 5P618 ERW 6P933 ERW  11X038| ERW  29VF65 
a ERW 2WV77 | ERW  2WV48 CW 12U003 CW 29VH85 Vy" ERW 5P632 ERW 6P769 CW 11X051 CW 29V/F88 
4" ERW = 2WV84 | ERW  2WV55 CW 12U016 CW 29VJ24 3" ERW 5P649 — — CW 11X065 CW 29VG12 
6" ERW  34DD78 — — ERW  12U032) ERW  29VJ43 yy" ERW 5P666 ERW 6P803 CW 11X083 CW 29VG35 
11" Length ofa" ERW 5P683 ERW 6P820 CW 11X098 CW 29VG59 
Y" ERW 5P665 ERW = 2WV/19 CW 11X082 CW 29VG33 1" ERW 5P699 ERW 6P836 CW 11X121 CW 29VG81 
fa" ERW 5P682 ERW = 2WV/20 CW 11X097 CW 29VG57 1%" ERW 5P715 ERW 6P852 CW 11X142 CW 29VH04 
1%" CW s34DD31 CW  — 34DD32 CW 11X159 CW 2925 1" ERW 5P731 ERW 6P868 CW 11X160 CW 29VH27 
" ERW 5P698 — — CW 11X119 CW 29VG79 2 A" ERW = 2WV70| ERW  2WV41 CW 11X192 CW 29VH69 
1%" CW 34DD25 — — CW 11X140 CW 29VHO2 2 ERW 5P746 ERW 6P883 CW 11X178 CW 29VH48 
2" CW —s 34DD39 CW —s 34DD40 CW 11X177 CW. 29VVH46 a ERW 2WV78 | ERW  2WV49 CW 12U006 CW 29VH89 
2 A" CW —s34DD50 — — CW 11X191 CW 29VH67 4" ERW 2WV85 | ERW  2WV56 CW 12U017 CW 29VJ28 
a — — CW  34DD65 CW 12U005 CW 29VH87 6" ERW 34DD79| ERW 34DD85| ERW  12U036) ERW  29VJ47 
6" — = = = ERW -12U034 |) ERW 2945 * CW = Continuous weld. ERW = Electric resistance weld 
* GRAINGER 
APPROVED 
Welded Steel saan 
Black Steel aL 
= Black ack Stee ee 
Schedule 40 Pipe Pipe Size Item Item 
: . : (Nominal) No. No. 
=» Max. pressure: 150 psi CWP at 150°F 150 psi saturated steam; except 4ft.Length 
Nos. 40L305 to 40L310 are 150 psi CWP at 360°F ee Sey | —SaRD> 
Pipe is carbon steel with NPT threads. Black steel pipe is interchangeable with black cast-iron or black mallea- ay aio ne 
ble iron pipe. All pipe is for use in low-pressure plumbing applications including air, water, oil, natural gas, 1 5P783 6P920 
and steam. For a complete list of standards and specifications, go to Grainger.com® and search for individual 5 it Lemath 2" oP791 6P928 
products. Vp" 5P752 | 6P889 
ya" 5P760 6P897 
Galvanized Galvanized ile oP768 2WV23 
Carbon Carbon 1%" 2WV57 6P913 
Black Steel, Steel Black Steel Steel 1" 5P784 2WV30 
Pipe Size Item Item Pipe Size Item Item 6 ft. Length 
(Nominal) No. No. (Nominal) No. No. ¥" 9P753 6P890 
18" Length 2 ft. 6" Length Sa oP761 6P898 
VA 5P747 6P884 yy," 5P749 6P886 1" 5P769 6P906 
fa" 5P755 6P892 ya" 5P757 2WV21 1" 5P777 6P914 
1 5P763 6P900 1" 5P765 6P902 1 4" — 6P922 
1%" 5P771 2WV26 1 ¥" 5P781 2WV29 10 ft. Length 
1 5P779 2WV28 2. 5P789 2WV33 y," 5E550 5E556 
2 5P787 6P924 3 ft. Length fq" 5E551 5E557 
2 ft. Length y," 5P750 6P887 1" 5E552 5E558 
yy" 5P748 6P885 4" 5P758 6P895 1" 5E553 5E559 
fa" 5P756 6P893 1" 5P766 6P903 1%" 5E554 5E560 
1" 5P764 6P901 1" 5P774 6P911 2. 5E555 5E561 
1%" 5P772 6P909 1 ¥' 5P782 6P919 2 40L308 | 401305 
1" 5P780 6P917 2" 5P790 — ch 40L309 | 40L306 
ra 5P788 2WV32 4" 40L310 | 401307 
* GRAINGER 
APPROVED 


Welded Steel Schedule 40 
Pipe Nipple Assortment Packs 


= Max. pressure: 150 psi CWP at 366°F 
= NPT threads 


Maximum pressure in accordance with ASME B31.3 Process 
Piping Code. Threads conform to ANSI B1.20.1, material conforms 
to ASTM A-53 Type E Grade A, and manufacturing conforms to 
ASTM A-733. 





Welled Steel| Steel 
Pipe Size ; fein ’ iain No. 6KC72 
(Nominal) Includes No. No. 
Ya" 4PRV1 4PRV2 
3" (6) Close, (6) 1%", (6) 2", (6 ) 218 (6) 3 (6) 3%", | 4PRV3 APRVA 
A (6) 4", (6) 4%", (6) 5", (6) 5%", (6) 6 Nipples 6KC72 6KC78 
u KC7d—— BKCRD 
i (6) Close, Ny )) 2" , (6) 2%", (6) 3", (6) 3%", (6) 
17 oe oe GKC76BKCB2 
i 6 
: NG) 4ve (6) 5» (6) 892" (6) 6 Nipples waa — No. 6KC75 
2112 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the Wy. Find Solutions. Find Great Prices. Malleable Iron Pipe Fittings 
* GRAINGER ANVIL 
APPROVED sans cocina BSS Ua 
~ we eie NPS Pipe Size 
— Temp. °F |¥é"to 1"/1¥%4"to 2" 215" x 3" 
Malleable Iron Pipe Fittings—Class 300 NLT es Fa 
= Fittings max. pressure: see Pressure-Temperature Ratings table EXTRA HEAVY (XH) a ae a8 | 305 
= Unions max. pressure: 600 psi CWP at 150°F; 230 psi Steam at 550°F MERCHANT COUPLINGS 300 136010501735 
Thicker walls of Class 300 fittings withstand higher pressures than Class 150 fittings. XH Steel Couplings for use et we oh | an 
Suitable for air, water, oil, natural gas, and steam. For a complete list of standards and with Schedule 80 pipe. 450 795 600-475 


specifications, go to Grainger.com® and search for individual products. 500 510 | 450 | 385 
550 300 | 300 | 00 





Note: Fittings must be used with properly rated nipples. For more fitting sizes, go to Grainger.com®. 











ANVIL ANVIL 
GA Black (GA Galvanized) Domestic - Black GA Black (GA Galvanized) Domestic - Black 
Pipe Size Item Item Item Pipe Size Item Item Item 
- Pipe Fitting No. No. No. - Pipe Fitting No. No. No. 
Cap, FNPT Reducing Tee (run x run x outlet), FNPT 

YA" 1LBZ4 — 12G112 Va"xVo"xV4' — _ 12G051 

3" 1LBZ5 _ 126113 Sa'xVa'x V2" _ _ 12G052 

Vy" 1LBZ6 _ 126114 1"xT"x2" 5SPAL5 _ 12G054 

ya" 1LBZ7 — 12G115 1"x1"x3a" — _ 12G053 

il 1LBZ8 — 12G116 . 1%"x1 Y4'x1" 5PAL7 — — 
1%" 1LBZ9 _ 126117 1%"x1 Y2"x1" 5PAL8 _ _ 
1%" 1LCA1 _ 126534 2'x2'xfr' _ _ 12G059 

2" 1LCA2 1LBR6 12G535 2°x2'"xXY4" 5PANO _ 12G058 
2Y2" _ _— 126536 2x2 x1" 5PAN2 _ 12G057 

a. _ 5XTH8 126537 2"x2"x1 YA" _ _ 12G056 

Coupling, FNPT 2'x2'x1 A" _ _ 12G055 

Ya" 1LBY3 1LBN7 12G060 oxo XZ. 5PAK7 _ 

3" 1LBY4 _ 12G061 Square Head Plug, MNPT 

YY," 1LBY5 1LBN9 12G062 ye" 5PAV1 SPATO _ 

ya" 1LBY6 1LBP1 12G063 Yp" 5PAT1 _ 

1 1LBY7 1LBP2 12G064 fa 5PAVS 5PAT2 _ 
14%" 1LBY8 1LBP3 12G065 ig _ 5PAT3 _ 
1%" 1LBY9 _ 12G066 14%" 5PAV5 5PAT4 _ 

2 1LBZ1 1LBP5 12G067 1%" 5SPAV6 5PAT5 _ 
2¥2" — _ 12G068 2 5PAT6 _ 

a _ 1LBP7 12G069 Street Elbow, 45°, FNPT x x MNPT 

Cross, FNPT y4" 1XKR4 — — 
ye" 5PAU4 _ _ I 1XKR5 1XKU9 _ 
yp" 5PAUS _ — 144" 1XKR6 _ _ 
4" 5PAU6 _ — 1%" 1XKR7 — — 

il 5SPAU7 5PAR6 — Street Elbow, 90°, FNPT x MNPT 
14%" 5SPAU8 _ — Ya 1LBW3 _ 126020 
1%" 5SPAU9 _ — ye" 1LBW4 _ 126021 

Elbow, 45°, FNPT Yn" 1LBW5 1LBK9 12G022 
Ya" 1LBV2 _ 12G029 ya" 1LBW6 1LBL1 126023 
8° 1LBV3 _ 12G030 1" 1LBW7 _— 126024 
Ya 1LBV4 _ 126031 1%" 1LBW8 _ 12G025 
¥4" 1LBV5 _ 12G032 iA 1LBW9 _ 126026 

i 1LBV6 _ 126033 2' 1LBX1 _— 126027 
14%," 1LBV7 _ 126034 a _ — 126028 
1%" 1LBV8 1LBK3 12G035 Tee, FNPT 

2" 1LBV9 1LBK4 12G036 Ya" 1LBX2 _— 12G040 
2¥2" _ _ 126037 Ye" 1LBX3 _ 126041 

3" 1LBW2 _ 126038 VY" 1LBX4 1LBL8 12G042 

4" _ _ 12G039 ya" 1LBX5 1LBL9 126043 

Elbow, 90°, FNPT ili 1LBX6 1LBN1 12G044 
Ya" 1LBU1 1LBG5 12G009 144" 1LBX7 1LBN2 12G045 
3" 1LBU2 _ 12G010 1%," 1LBX8 1LBN3 126046 
yy" 1LBU3 1LBG7 12G011 2 1LBX9 1LBN4 126047 
4" 1LBU4 1LBG8 12G012 2\" _ _ 126048 

i 1LBU5 1LBG9 126013 a — _ 12G049 
1%" 1LBU6 1LBH1 12G014 4" _ _ 12G050 
iA 1LBU7 1LBH2 12G015 Union, FNPT 

2. 1LBU8 1LBH3 12G016 Ya 1LCA3 _ 126101 
243" 1LBU9 _ 12G017 ye" 1LCA4 _ 126102 

a 1LBV1 — 12G018 Y," 1LCA5 1LBT1 126103 

4" _ — 12G019 ya" 1LCA6 1LBT2 126104 

Reducer Coupling, FNPT il 1LCA7 1LBT3 126105 
¥3'x V4" 1XKR8 1XKV3 12G070 14%" 1LCA8 — 126106 
Yo"xV4" 1XKR9 _ 126072 1%," 1LCA9 1LBT5 126107 
Yo"xX¥e" 1XKT1 _ 126071 2 1LCB1 1LBT6 126108 
Ya'xV4" 5PAT9 _ 12G075 2y" 1LCB2 _ 126109 
Y4'x¥" 1XKT2 _ 12G074 2 1LCB3 1LBT8 12G110 
Ya'xVo" 1XKT3 1XKV7 126073 4" _ _ 126111 
"x" _ _ 12G079 
1"x3" 1XKT4 — 12G078 ANVIL 
1"x" 1XKT5 1XKV9 12G077 Domestic - Black 
1"x3" 1XKT6 1XKW1 12G076 Item 
VAX = — 12G082 Pipe Size - Pipe Fitting No. 
TAX” IXKT7 1XKW2 12G081 Extra Heavy (XH) Merchant Coupling, FNPT 
1x1" 1XKT8 _— 12G080 7 {4J821 
Ty'xy" — — 12G086 a" {43822 
Tx" 1XKU1 — 12G085 T {43823 
1v'xt" 1XKU2 = 126084 Ty {4J824 

1¥2'x1 4 1XKU3 1XKW7 12G083 TH" 143825 

2x 5PAK9 — 12G091 mi {4826 
2'xy4" 1XKU4 1XKW8 12G090 
2x0 1XKU5 1XKW9 12G089 
2°x1 4" 1XKU6 _ 12G088 
2x17 1XKU7 _ 12G087 
22'x1 V2" _ — 12G093 
2V2"x2" 5PALO _ 12G092 
ox _ — 12G096 
OX" 5PAL1 _ 12G095 
Oke _ _ 12G094 
4x2" _ _— 12G098 
4"x3" _ — 12G097 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2113 
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Black Steel Schedule 80 Nipples & Pipe Details on page Al. 
* GRAINGER 
Black Steel APPROVED 
Schedule 80 Welded Pipe Nipples Pipe Size Item Pipe ae ae i rey Ht 
inal No. Nomi l 
= Max. pressure: 300 psi CWP at 550°F ao a iu eee ae 2 
Extra-heavy nipples handle higher pressures and more rugged service. ve Ae we Ne ve ete 
NPT threads and electric resistance weld (ERW). For use in air, water, ik 1XLB8 i 1XLC2 il 1XLC5 
oil, and gas applications. Maximum pressure in accordance with ASME es ree es ey es ie 
B31.3 Process Piping Code. For a complete list of standards and speci- TXLH1 2 1XLH4 2" 1XLH7 
icati ® indivi 5%" Length 2" 1XLJ3 3" 1XLK5 
fications, go to Grainger.com® and search for individual products. i 4¥KY3 7 TRLKO 11" Length 
Note: Nipples must be used with properly rated fittings. a TRS 8" nenath avKVE ay ere 
2 
Pipe Size Item Pipe Size Item Pipe Size Item Pipe Size Item 1%" 1XLD7 Yq" 1XLA5 14%" 1XLE4 
(Nominal) No. (Nominal) No. (Nominal) No. (Nominal) No. ve 1XLF5 il 1XLC3 1% 1XLG2 
Close Thread 2" Length 3” Length 4" Length a 1XLH2 Tv" 1XLE1 vs 1XLH8 
i 1XKX3 A 1XKX5 yp" 1XKX7 Zi 1XKZ8 25" 1XLJ1 1% 1XLF8 25 1XLJ7 
Va 1XKZ2 VY" 1XKZ4 I, 1XKZ6 T" 1XLB6 3" 1XLJ9 Z 1XLH5 12" Length 
2" 1XLG4 T 1XLB2 T 1XLB4 Tv 1XLD4 6" Length ch 1XLK3 Ai 1XKZ1 
1%" Length Ti 1XLC9 Tv" 1XLD2 1%" 1XLF2 A 1XKY4 9" Length V, 1XLA9 
i 1XKX4 1% 1XLE7 1% 1XLE9 2" 1XLG8 VY," 1XLA3 yp" 1XKY7 ik 1XLC7 
Va 1XKZ3 2%" Length z 1XLG6 472" Length ik 1XLC1 Ys" 1XLA6 Tv" 1XLE5 
ih 1XLB1 Ai 1XKX6 314" Length Ai 1XKY1 Ti 1XLD8 if 1XLC4 1% 1XLG3 
15" Length VY," 1XKZ5 Ai 1XKX8 5" 1XKZ9 1% 1XLF6 1 1XLE2 2 1XLH9 
1%" 1XLC8 ih 1XLB3 Va 1XKZ7 ik 1XLB7 oN 1XLH3 1% 1XLF9 2V5 1XLJ8 
134" Length Ti 1XLD1 T" 1XLB5 Tv" 1XLD5 2V5 1XLJ2 2" 1XLH6 3" 1XLK7 
114" 1XLE6 1% 1XLE8 Tv 1XLD3 1%" 1XLF3 3" 1XLK1 2 TXLJ5 
2" 1XLG5 1%" 1XLF1 ay 1XLG9 eh 1XLK4 
Uh 1XLG7 
( \ Overall Pipe Length 
12" 3 ft. 6 ft 
Pipe Size| Item Item Item 
Black Steel Schedule 80 (No eal —saUNT | S2UKED SOU 
i 32UK81 | 32UK82 | 32UK83 
= H" 32UK84 | 32UK85 | 32UK86 
Welded Unthreaded Pipe Ve_| B2UK87_| 32UK88_|_32UK89 


¥s" | 32UK90 | 32UK91 | 32UK92 
= Max. pressure in accordance with ASME B31.1 or B31.3 for SCH 80 pipe ik 32UK93_| 32UK94 | 32UK95 
1%" | 32UK96 | 32UK97 | 32UK98 


Can be custom threaded to meet specific requirements, or welded for a 1%" | 32UK99 | 32UL01 | 32UL02 

-resi inj icati ith air. oi 2° | 32UL03 | 32UL04 | 32UL05 
strong, leak-resistant seal. Use in industrial applications with air, oil, natural 3 —-S5ULa 39007 UL 
gas, or steam. Meet ASTM Ad3 Type F Grade A for continuous weld pipe 3" 32UL09 | 32UL10  32UL11 
(CW) and A733. 4" 32UL12 | 32UL13 | 32UL14 





Note: Pipes must be used with properly rated fittings. 


vy 
cmos aaa 
Close Thread Black Steel Schedule 80 


ee Seamless Pipe Nipples and Pipe 


= Max. pressure for pipe nipples is in accordance with ASME B31.1 or B31.3 for SCH 80 pipe; max. 

pressure for pipe: 300 psi CWP at 550°F in accordance with ASME B31.3 Process Piping Code 
Seamless construction provides excellent protection against leaks. Thicker walls allow use in higher-pressure appli- 
cations than Schedule 40 nipples and pipe. For use in high-pressure applications with air, water, oil, natural gas, and 











Pipe steam. For a complete list of standards and specifications, go to Grainger.com® and search for individual products. 
Note: Nipples and pipe must be used with properly rated fittings. 
NIPPLE NIPPLE NIPPLE NIPPLE NIPPLE 
BECK BECK BECK 
GA Domestic GA Domestic GA Domestic GA Domestic GA Domestic 
Pipe Size Item Item Pipe Size Item Item Pipe Size Item Item Pipe Size Item Item Pipe Size Item Item 
(Nominal) No. No. (Nominal) No. No. (Nominal) No. No. (Nominal) No. No. (Nominal) No. No. 
Close Thread 212" Length 312" Length 41" Length 51" Length 
Ve" 1LLU4 20H641 Ye" 1LLU7 20H644 Ve" 1LLU9 20H646 Ve 1LLV2 20H648 VY," 1LLV4 20H650 
Ya 1LLW9 20H658 Ya" 1LLX3 20H661 Ya 1LLX5 20H663 V4 1LLX7 20H665 Vy" 1LLX9 20H667 
3e" 1LLZ5 20H675 e" 1LLZ8 20H678 ye" 1LMA1 20H680 e" 1LMA3 20H682 ye" 1LMA5 20H684 
Y" 1LMC1 20H692 Y;" 1LMC4 20H695 Vy" 1LMC6 20H697 Vy" 1LMC8 20H699 Y;" 1LMD1 20H702 
fa" 1LME6 20H710 4" 1LME9 20H713 ya" 1LMG2 20H715 4" 1LMG4 20H717 fa" 1LMG6 20H719 
il 1LMJ2 20H727 il 1LMJ4 20H729 1" 1LMJ6 20H731 1" 1LMJ8 20H733 ld 1LMK1 20H735 
1M" 1LML6 20H743 1M" 1LML8 20H745 1M 1LMN1 20H747 1M" 1LMN3 20H749 1 1LMN5 20H751 
1" 1LMR1 20H759 1" 1LMR3 20H761 1%" 1LMR5 20H763 1%" 1LMR7 20H765 1%" 1LMR9 20H767 
2 1LMU6 20H775 2" 1LMU7 20H776 2 1LMU9 20H778 2 1LMV2 20H780 2. 1LMV4 20H782 
24%" — 20H790 3" Length 24" — 20H792 24" — 20H794 2%" 1RJT6 20H796 
3 _ 20H805 ye" 1LLU8 20H645 3" — 20H807 ch — 20H809 3 1RJV2 20H811 
4" _— 20H819 Ya" 1LLX4 20H662 4" Length 4" — 20H821 4" _— 20H823 
5: — 20H831 ¥e" 1LLZ9 20H679 VY," 1LLV1 20H647 5 — 20H832 5 _— 20H834 
6" — 20H842 Vy" 1LMC5 20H696 Va 1LLX6 20H664 6" — 20H843 6" _— 20H845 
1%" Length 5/4" 1LMG1 20H714 ye" 1LMA2 20H681 5" Length 6" Length 
Ye" 1LLU5 20H642 1" 1LMJ5 20H730 Y;" 1LMC7 20H698 Ve" 1LLV3 20H649 VY," 1LLV5 20H651 
V4 — 20H659 1%" 1LML9 20H746 ya" 1LMG3 20H716 Ya 1LLX8 20H666 V4" 1LLY1 20H668 
56" 1LLZ6 20H676 1" 1LMR4 20H762 iM 1LMJ7 20H732 6" 1LMA4 20H683 ¥e" 1LMA6 20H685 
Y;" 1LMC2 20H693 2 1LMU8 20H777 1%" 1LMN2 20H748 Vn" 1LMC9 20H701 ¥;" 1LMD2 20H703 
fa" 1LME7 20H711 24" — 20H791 1%" 1LMR6 20H764 Zi 1LMG5 20H718 fa" 1LMG7 20H720 
2" Length cl — 20H806 2 1LMV1 20H779 i 1LMJ9 20H734 1" 1LMK2 20H736 
ai 1LLU6 20H643 2" — 20H793 1%" 1LMN4 20H750 1%" 1LMN6 20H752 
Ya 1LLX2 20H660 3 — 20H808 1%" 1LMR8 20H766 1%" 1LMT1 20H768 
e" 1LLZ7 20H677 4" — 20H820 2" 1LMV3 20H781 a 1RJR2 20H783 
Vj" 1LMC3 20H694 2%" — 20H795 2%" 1RJT7 20H797 
fa" 1LME8 20H712 a — 20H810 ey 1RJV3 20H812 
1" 1LMJ3 20H728 4" — 20H822 4" — 20H824 
1%" 1LML7 20H744 a _— 20H833 5 _ 20H835 
1%" 1LMR2 20H760 6" _— 20H844 6" — 20H846 
EID 
2774 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 
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Find the wy. Find Solutions. Find Great Prices. Black & Galvanized Steel Schedule 160 Nipples & Pipe 
(ica) GRAINGER () BECK 
Black Steel Schedule 80 APPROVED cie® 
. Thread 
Seamless Pipe Nipples and Pipe Nipple 
Pipe 
NIPPLE NIPPLE 
es : BECK oA : BECK Pile PIPE PIPE 
omestic omestic 
Pipe Size Item Item Pipe Size Item Item Pipe Size Item Pipe Size Item Pipe Size Item 
(Nominal) No. No. (Nominal) No. No. (Nominal) No. (Nominal) No. (Nominal) No. 
7" Length 10" Length 18" Length 3 ft. 5 ft. 
Ye" 1LLV6 | 20H652 Ye" 1LLV9_ | 20H655 A 1LLY8 VY; 1LLZ1 v; 1LLZ3 
A 1LLY2 | 20H669 A 1LLY5 _20H672 Fe 1LMB4 He 1LMB6 ye 1LMB8 
He 1LMA7 | 20H686 He 1LMB1 | 20H689 A 1LMD9 A 1LME2 A 1LME4 
A 1LMD3_ | 20H704 A 1LMD6 _20H707 7 1LMH5 Va 1LMH7 yp 1LMH9 
Va 1LMG8 | 20H721 Ty 1LMH2 | 20H724 hk 1LMK9 ib 1LML2 T" 1LML4 
il 1LMK3_ | 20H737 ic 1LMK6 | 20H740 Tv 1LMP4 Tv 1LMP6 Tv 1LMP8 
Tv 1LMN7 | 20H753 TV 1LMP1 | 20H756 iA 1LMT9 Tv" 1LMU2 Tv" 1LMU4 
1H" 1LMT2 | 20H769 1H" 1LMT6 | 20H772 a 1RJR9 P 1RJT2 e 1RJT4 
vy 1RJR3 — vy 1RJR6 | _20H787 2 v5" 1RJU5 2 V5" 1RJU7 2 Ve" 1RJUS 
215" 1RJT8 | 20H798 215" 1RJU2 | 20H802 3" 1RJW1 3" 1RJW3 3" TRJW5 
? mm STHBzS i ma SOHaze an. V 1LLY9 af ¥: 1LLZ2 of V: {LLZ 
" — 5 ! — 4" " " 4 
5" — 20H836 5" — 20H839 35" 1LMB5 ye 1LMB7 ys 1LMB9 
6" = 20H847 6" — 20H850 A 1LME1 A 1LME3 A 1LME5 
8" Length 11" Length ik 1LML1 ya 1LMH8 Ya 1LMJ1 
A 1LLV7_ | 20H653 A = 20H656 Tv TLMP5 ik 1LML3 T 1LML5 
A 1LLY3 | 20H670 A — 20H673 1" 1LMU1 Tv 1LMP7 Tv 1LMP9 
He 1LMA8 | 20H687 He 1LMB2 | 20H690 vl 1RJT1 nA 1LMU3 Tv" 1LMU5 
A 1LMD4 —-20H705 A 1LMD7__-20H708 2 V5" 1RJU6 uy 1RJT3 ea 1RJT5 
Ty 1LMG9_-20H722 Va 1LMH3_20H725 3" 1RJW2 2 V5" 1RJU8 2 V5" 1RJV1 
ik 1LMK4 | 20H738 ik 1LMK7 | 20H741 3" 1RJW6 
i 1LMN8 | 20H754 TV 1LMP2 | 20H757 
1" 1LMT4 | 20H770 1% 1LMT7_ | 20H773 
2" 1RJR4 __20H785 yy 1RJR7 | 20H788 
“tas —20HetA “bet Looking for 
5 4 = 7 
4" — 20H826 4" — 20H829 oo Ing TO \N-TEMPy, 
5 = 20H837 5 = 20H840 Pipe Thread | 2° pret tare “AQ 
: a ; = 20H848 : & = 20H851 ee ee genie DENS) 
i engt 12" Lengt é 
Ye" 1LLV8 | 20H654 Ye" 1LLW2 | 20H657 p 
LMA — DOH68B I — poner «| Pind them on page 2820, 
8 8 — * 
ip 1LMD5 | 20H706 ip 1LMD8 | 20H709 or for our full selection go 
LMS ~~ 201739 7 AMKe—p0rraz— | (0 Grainger.com® and 
5 7 74 : 
17a 1LMIN9 | 20H755 17; 1LMP3 _20H758 search for Pipe Thread 
1" 1LMT5 | 20H771 1" 1LMT8 | 20H774 Sealant Tapes. 
z 1RJR5 | _20H786 2" TRJR8 | 20H789 
215" 1RJU1 | 20H801 2V5" — 20H804 
3" TRJV6 | 20H815 cy TRJV9 | 20H818 
4" — 20H827 4" — 20H830 
5" — 20H838 5" = 20H841 
6 = 20H849 6 = 20H852 





. We PP-WGRAINGER 
Black and Galvanized Steel APPROVED 


Schedule 160 Pipe Nipples 
and Seamless Pipe 


NPT threads at both ends allow for easy connections. Use with air, water, oil, natural gas, and 
steam in high-pressure, high-temperature boiler applications. For a complete list of standards 
and specifications, go to Grainger.com® and search for individual products. 








Note: Nipples must be used with properly rated fittings. Pipe 
NIPPLE NIPPLE NIPPLE NIPPLE 
Galvanized Galvanized Galvanized Galvanized PIPE 
Black Steel; Steel Black Steel; Steel Black Steel; Steel Black Steel; Steel Black Steel 
Pipe Size Item Item Pipe Size Item Item Pipe Size Item ltem Pipe Size Item Item Pipe Size Item 
(Nominal) No. No. (Nominal) No. No. (Nominal) No. No. (Nominal) No. No. (Nominal) No. 
Close Thread 212" Length Ke Length 8" Length 18" Length 
Y;" — 1RKK1 yy 1RJX1 — yy 1RJX4 — yy" 1RJX6 _ fa 1RJZ5 
il _— 1RKL4 ya" 1RJY6 — y4" 1RJY9 — fa 1RJZ2 — il 1RKA9 
1%" 1RKB3 — 1" 1RKA1 — 1" 1RKA4 — 1" 1RKA6 — 1%" 1RKC4 
iva 1RKC7 — 1%" 1RKB5 — 1%" 1RKB8 — 1%" 1RKC1 _ vA 1RKD8 
2 1RKE2 — 1%" 1RKC9 — 1%" 1RKD3 — 1%" 1RKD5 — 2' 1RKF2 
2," 1RKF5 — 2 1RKE3 — 2 1RKE6 — 2 1RKE8 — 2¥2" 1RKG4 
4" 1RKH9 — 25s" Length 2¥2" 1RKF8 — 2¥," 1RKG1 — 3: 1RKH6 
1%" Length 2 1RKG7 _ ch 1RKH1 — ch 1RKH3 — 4" 1RKJ7 
Y," 1RJW7 — 3” Length 4" 1RKJ2 — 4" 1RKJ4 — 2 ft. Length 
1%" Length Y," 1RJX2 1RKK4 6" Length 10" Length Vy 1RJY1 
ya" 1RJY3 1RKK7 ya" 1RJY7 1RKL1 Vy" 1RJX5 1RKK6 Vp" 1RJX7 — ya" 1RJZ6 
14" Length 1" 1RKA2 1RKL6 ya" 1RJZ1 1RKL3 fa 1RJZ3 — 1%!" 1RKC5 
yy 1RJW8 1RKK2 1%" 1RKB6 1RKN2 1" 1RKA5 1RKL8 ill 1RKA7 — 1%" 1RKD9 
Ya" 1RJY4 1RKK8 1%" 1RKD1 1RKN7 1%" 1RKB9 1RKN4 1%" 1RKC2 — 2 1RKF3 
1" 1RJZ8 — z 1RKE4 1RKP2 1%" 1RKD4 — 1%" 1RKD6 — 2¥2" 1RKG5 
1%" Length 2¥2" 1RKF6 — 2 1RKE7 1RKP4 2 1RKE9 — 4" 1RKJ8 
1%" — 1RKL9 3 1RKG8 — 2¥2" 1RKF9 — 2¥" 1RKG2 — 3 ft. Length 
2" Length 4" Length a 1RKH2 — 4" 1RKJ5 — yy" 1RJY2 
yy 1RJW9 1RKK3 VY, 1RJX3 1RKK5 4" 1RKJ3 — 12" Length ya" 1RJZ7 
V4" 1RJY5 1RKK9 Ya" 1RJY8 1RKL2 Yn" 1RJX8 — 1" 1RKB2 
il 1RJZ9 1RKL5 1" 1RKA3 1RKL7 ya 1RJZ4 — 1%!" 1RKC6 
1%" 1RKB4 1RKN1 1%" 1RKB7 1RKN3 1 1RKA8 — 1%" 1RKE1 
1%" 1RKC8 — 1%" 1RKD2 1RKN8 1%" 1RKC3 — 2. 1RKF4 
2) — 1RKP1 2 1RKE5 1RKP3 1%" 1RKD7 — 2¥2" 1RKG6 
3 1RKG9 _ 2. 1RKF1 — o. 1RKH8 
4" 1RKJ1 — ZV," 1RKG3 _ 4" 1RKJ9 
3: 1RKH5 — 
4" 1RKJ6 _ 
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ee ve 
Forged Steel Black and Galvanized Pipe Fittings—Class 3000  (iNsran = AMIS 











= GA max. pressure: 3000 psi at 72°F —s Thick-walled fittings offer you a simple, economical installation and are ideal for use with Note: Fittings must be used 
= Anvil socket weld fittings max. water and oil in chemical, petrochemical, pulp, paper, shipbuilding, waste incineration, and with ae beste ee and 
pressure in accordance with ASME —_ semiconductor industry applications. For a complete list of standards and specifications, cor aera air 
B31.1 or B31.3 for SCH 80 pipe go to Grainger.com® and search for individual products. above 600 psi. 
= Anvil fittings are made in the U.S. 
GA ANVIL GA ANVIL GA ANVIL 
Black GA Black Black GA Black Black GA Black 
Forged Galvanized | Forged Forged | Galvanized | Forged Forged | Galvanized Forged 
Steel Forged Steel) Steel Steel Forged Steel Steel Steel Forged Steel Steel 
Pipe Size Item Item Item Pipe Size Item Item Item Pipe Size Item Item Item 
- Pipe Fitting No. No. No. - Pipe Fitting No. No. No. - Pipe Fitting No. No. No. 
= Bushing — Cross _ Half Coupling 
¥y NPT _ _FNPT f FNPT 
Va x Ve 1MNJ3 — — re % — — 29JE31 : % 1MNB3 — 29JE55 
¥' x Ve" 1MNJ4 — — Y' 1MMZ1 — 29JE32 ' 1MNB4 — 29JE56 
"x Va" 1MNJ5 — — x — — 29JE33 x 1MNB5 — 29JE57 
Bx Va 1MNJ6 — — i — — 29JE34 VA 1MNB6 — 29JE58 
Bx ¥' 1MNJ7 — — Ya" 1MMz4 — 29JE35 Yh" 1MNB7 1MPJ1 | 29JE59 
Ia" x ¥' 1MNJ8 — — i 1MMZ5 — 29JE36 il = — 29JE60 
Ya" x Vo" 1MNJ9 — — 1" 1MMZ6 — 29JE37 1H — — 29JE61 
1x % 1MNK1 — — 17" — — 29JE38 iA 1MNC1 — 29JE62 
x %4' 1MNK2 — — 2 1MMz8 — 29JE39 2" 1MNC2 — 29JE63 
1x T 1MNK3 — — 2V5' — — 29JE40 215 -— — 29JE64 
1A"x 1%" | IMINK4 — = 3" — — 29JE41 cl 1MNC4 — 29JE65 
XT TMNK5 — — 4" — — 29JE42 4" — — 29JE66 
2°x 14" 1MNK6 — — Socket Weld Socket Weld 
200" x 2" 1MNK7 — — % — — 29VE26 y;" IMNY4 — 29VE46 
| Cap yh" — — 29VE27 il — — 29VE47 
FNPT ld — — 29VE28 i — — 29VE48 
i 1MND8 — — 1 — — 29VE29 1" — — 29VE49 
Ya! 1MND9 — — 1H" — — 29VE30 2" — — 29VE50 
¥' 1MNE1 — — 2" — — 29VE31 215" — — 29VE51 
Ai 1MNE2 — — V5" — — 29VE33 ey — — 29VE52 
7 1MNE3 | 1MPK8 — ch — — 29VE32 4" — — 29VE53 
1" 1MNE4 1MPK9 — Elbow, 45° = Hex Bushing 
1H" 1MNE5 — — . _FNPT fs _ _FNPT x MNPT 
17" 1MNE6G — — ‘A \ i 1MMW3 — 29JD93 1 2x 1%" — 1MPP1 — 
2 1MNE7 1MPL3 — 7 Y' 1MMW4 — 29JD94 —“—“ MNPT x FNPT 
Socket Weld — x — — 29JD95 Ya x Ve = — 29VD11 
i — — 29VE54 7 1MMW6 = 1MPE3 —29JD96 Hx Ve" — _— 29VD12 
5 — — 29VE55 Sh" 1MMW7 = 1MPE4 —29JD97 He x Vai — 1MPN3 29VD13 
Hi = — 29VE56 i 1MMW8 = 1MPE5 —(29JD98 ex — — 29VD14 
yy — — 29VE57 i 1MMW9 — 29JD99 wx ¥' — 1MPN4 — 
Ys! — — 29VE58 1H" 1MMX1 — 29JE01 Ya" x Ve — — 29VD17 
T" — — 29VE59 py 1MMX2 | 1MPE8 —|29JE02 Ya" x ¥e' — — 29VD19 
1H" — — 29VE60 2V5' — — 29JE03 Ia" x Vo" — 1MPN5 — 
17 — — 29VE61 Z| — — 29JE04 "x ¥' — — 29VD23 
2" IMNW2 — 29VE62 4" — — 29JE05 Tx %' — 1MPN6 — 
21" 1MNW3 — 29VE63 Socket Weld 1A" x 3%" — — 29VD28 
cu TMNW4 — 29VE64 a — — 29VE02 1A" x V5" — 29VD29 
4" — — 29VE65 Ys — — 29VE03 TVA" x 34" — — 29VD30 
Threaded x — — 29VE04 1H" xT — — 29VD31 
a — — 29VC65 7 — — 29VE05 1A" x ¥" — — 29VD35 
i — — 29VC66 Yh" — — 29VE06 TA x H4' = — 29VD36 
¥' — — 29VC67 i 1MNNO — 29VE07 Thx 1% — 1MPN9  (29VD38 
Ye — — 29VC68 1" 1MNP1 — 29VE08 2x T" — — 29VD52 
5! — — 29VC69 1%" 1MNP2 — 29VE09 2" x 1% — — 29VD53 
1 — — 29VC70 2" 1MNP3 — 29VE10 2x 1%" — — 29VD54 
i — — 29VC71 — — 29VE11 215" x 2" — — 29VD55 
1 — — 29VC72 1MNP5 — 29VE12 3°x 1%" — — 29VD59 
2" = — 29VC73 — — 29VE13 3"x 14" — — 29V/D60 
21" — — 29VC74 3" x 2" — — 29VD61 
cy — = 29VC75 3" x 214" — — 29VD62 
4" — — 29VC76 1MMU1 — 29JD66 Ax 1%" — — 29VD65 
Coupling 1MMU2 = 1MPC3 = 29JD67 4"x 2" — — 29VD66 
)) FNPT 1MMU3 — 29JD68 Ax 21" — — 29VD67 
Ye 1MMZz9 — 29JE43 1MMU4 = 1MPC5 ~—29JD69 4" x 3" — — 29VD68 
. v7 1MNA1 1MPF8 — 29JE44 1MMU5 = 1MPC6 —29JD70 ~ Hex Head Plug 
x 1MNA2 — 29JE45 1MMU6 =| 1MPC7 ~—.29JD71 , MNPT 
yy 1MNA3 | 1MPH1 —s 29JE46 1 1MMU7 — 29JD72 % 1MNF2 — 29VC89 
7 1MNA4 | 1MPH2 ~— 29JE47 1%" 1MMU8 = 1MPC9 —29JD73 - i 1MNF3 1MPL4 —_29VC90 
iu 1MNA5 — 29JE48 a 1MMUS9 = 1MPDi ~—_29JD74 x 1MNF4 1MPL5 ~—s.29V/C911 
1%" 1MNA6 |= 1MPH4 —s 29JE49 25 — — 29JD75 A 1MNF5 1MPL6 — 
iv 1MNA7 | 1MPH5 ~— 29JE50 3" — — 29JD76 yp" 1MNF6 1MPL7 — 
a 1MNAS | 1MPH6 ~—29JE51 4" — — 29JD77 1" 1MNF7 1MPL8 — 
21" = = 29JE52 Socket Weld 1H 1MNF8 — 29VC95 
3" 1MNB1 — 29JE53 i — — 29VD89 iA 1MNF9 | 1MPN1 — 
4" — — 29JE54 Vy — — 29VD90 pa 1MNG1 1MPN2 — 
Socket Weld x — — 29VD91 2¥5' — — 29VC98 
i — — 29VE34 yy 1MNL4 — 29VD92 eu — = 29VC99 
Ai 1MNW7 — 29VE35 yh" TMNL5 — 29VD93 4" — — 29VD01 
x 1MNW8 — 29VE36 T 1MNL6 — 29VD94 Lateral, 45° 
' 1MNW9 — 29VE37 1H 1MNL7 — 29VD95 FNPT 
V5! 1MNX1 — 29VE38 17" 1MNL8 — 29VD96 A — — 29JD87 
T 1MNX2 — 29VE39 ey 1MNL9 — 29VD97 yh" — — 29JD88 
iA 1MNX3 — 29VE40 245 1MNN1 — 29VD98 il — — 29JD89 
1%" — — 29VE41 ey 1MNN2 — 29VD99 Z — — 29JD92 
a 1MNX5 — 29VE42 4" 1MNN3 — 29VE01 
25" TMINX6 — 29VE43 | CONTINUED | } 
3" 1MNX7 — 29VE44 
4" — — 29VE45 
2716 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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a ‘¢) [Download Available PLUMBING 
OL*4|GRAINGER.COM Forged Steel Black & Galvanized Fittings 
a 
5 : ee WGA GRAINGER ANVIL: 
Forged Steel Black and Galvanized Pipe Fittings—Class 3000 APPROVED |<? fesse 
GA ANVIL GA ANVIL GA ANVIL 
Black GA Black Black GA Black Black GA Black 
Forged | Galvanized | Forged Forged | Galvanized | Forged Forged Galvanized | Forged 
Steel Forged Steel Steel Steel (Forged Steel Steel Steel (Forged Steel Steel 
Pipe Size Item Item Item Pipe Size Item Item Item Pipe Size Item Item Item 
: - Pipe Fitting No. No. No. - Pipe Fitting No. No. No. - Pipe Fitting No. No. No. 
hax Reducer Reducing Coupling r Street Elbow, 90° 
y Ya" x Yar 1MNG5 — 29JE67 FNPT FNPT x MNPT 
Ye" x Ve" 1MNG6 _ 29JE68 4" x 1%" _ _ 29\VC61 . Yr _ _ 29JD78 
_ Ye" x V4" 1MNG7 — 29JE69 4" x 2" — _ 29VC62 7 Yq" — 1MPD2 29JD79 
Yo" x Ve" — — 29JE70 4" x 2V2" _ — 29VC63 Ye" IMMV5 + _ 29JD80 
Yo" x Va" 1MNG8 _— 29JE71 4" x3" — — 29VC64 Y;" 1IMMV6 + _ 29JD81 
Yo" x 3" 1MNG9 _ 29JE72 Socket Weld Ya" IMMV7 t _— 29JD82 
Ya" x Ve" — — 29JE73 Yo" x Va — — 29VF12 1" IMMV8 + | 1MPD6 + |29JD83 
Sa" x Va" — — 29JE74 Yo" x Va" — — 29VE66 1%!" IMMV9 + _ 29JD84 
Ya" x ¥e" 1MNH1 — 29JE75 Yo" x ¥e — — 29VE6/ 1%" 1MMW1 + _ 29JD85 
Sa" x Yo" 1MNH2 — 29JE76 Ya" x Vo" — _— 29VE68 2" IMMW2 t _ 29JD86 
"x %4 — — 29JE78 xy _ _ 29VE69 i rr Tees 
"x ¥' _ _ 29JE79 "x %4" — — 29VE70 FNPT 
"x 1MNH3 — 29JE80 1%" x V2" — — 29VE71 7 Vg" 1MMX6 _ 29JE06 
Tx! 1MNH4 — 29JE81 1%" x 1" — _— 29VE72 i 1MMX7 _— 29JE07 
1%" x 3" — — 29JE84 1%" x Ya" — — 29VE73 a Ye" 1MMX8 _ 29JE08 
1%" x Ya" — — 29JE85 1%" x 4" — — 29VE74 Y" 1MMX9 1MPF2 29JE09 
1%" x 34" — — 29JE86 14%"x 1" — — 29VE75 ya" 1MMY1 1MPF3 29JE10 
1%" x 1" 1MNH5 — 29JE87 TY" x 1%" — — 29VE76 il IMMY2 1MPF4 29JE11 
1%" x V2" — — 29JE91 2 x1 — — 29VE78 1%" IMMY3 — 29JE12 
1A" x 4" — — 29JE92 2° x 1%!" — — 29VE79 iv 1MMY4 1MPF6 29JE13 
1%" x 1" — — 29JE93 2°x 1%" — — 29VE80 2 IMMY5 1MPF7 29JE14 
1" x 1%" 1MNH6 — 29JE94 Ee @ — — 29VE86 2)/" 1MMY6 _ 29JE15 
2° xv — — 29JE99 2x14" — _ 29VE87 3 _ _ 29JE16 
2 1MNH7 — 29JF01 2x1" — — 29VE88 4" — _ 29JE17 
2x 1%" — — 29JF02 2X2: _— _ 29VE89 Socket Weld 
2x14 1MNH8 — 29JF03 3° x 1%!" — — 29VE96 Ye — — 29VE14 
22" x 1" — — 29JF09 ox — — 29VE97 Yq — _— 29VE15 
22" x 1M" _— — 29JF10 a xX2 — — 29VE98 ¥e" _ _ 29VE16 
2" x 1%" — — 29JF11 3x2 — — 29VE99 ai — — 29VE17 
2¥2" xX 2" 1MNH9 — 29JF12 A" x 14" — — 29VF08 Ya" — _ 29VE18 
3 x 1%!" — — 29JF19 4" xX 2" — — 29VF09 1" 1MNR3 — 29VE19 
oxy — — 29JF20 A" x 24" — _— 29VF10 1%" — — 29VE20 
oO X2 _— — 29JF21 4" x3" — — 29VF11 1%" 1MNR5 — 29VE21 
3° xX 2A" 1MNJ1 — 29JF22 Reducing Tees (run x run x outlet) Z 1MNR6 — 29VE22 
Reducer Insert FNPT 2¥2" 1MNR7 _ 29VE23 
Socket Weld Sa" x Ya" x Va _ — 29JE18 a 1MNR8 — 29VE24 
Yo" x Ye — — 29VF13 Ya" x Ya" x Vo" — — 29JE19 4" — — 29VE25 
Ya" x Va" — _ 29VF14 eS ee eg _ _ 29JE20 Threaded Union 
Sa" xe" _— — 29VF15 "x "x 94 — — 29JE21 FNPT 
Ya" x Yo" — — 29VF16 14" x 14" x V2" — — 29JE22 Yn" _ _ 29VD80 
Tx — — 29VF17 Tx 1x3 — — 29JE24 Ya" — — 29VD81 
"x %4' — — 29VF18 We x1 er — — 29JE25 ie — — 29VD82 
1%" x 3" — _— 29VF19 xt xiv" | — 29JE26 1% _ _ 29VD83 
1%" x YA" — — 29VF20 2° x2 x Va" — — 29JE28 1%" — — 29VD84 
1%" x 34" — — 29VF21 2X2 X%4 — — 29JE27 2. _ _ 29VD85 
1%" x 1" — — 29VF22 2X kA — — 29JE29 2Y." _ _ 29VD86 
1%" x Ya" — — 29VF23 2x2 x1” — — 29JE30 3. _ _ 29VD87 
1%" x ¥" _— _— 29VF24 Round Head Plug 4" _ _ 29VD88 
1 xT. — — 29VF25 MNPT Gz Union 
Tx THA = = 29VF26 ie" = = avooz “Egy FNPT 
2x — — 29VF28 YA — — 29VD03 ¥" 1MNC6 _ 29VD69 
ap Silk — — 29VF29 ¥" — — 29VD04 Yq" 1MNC7 — 29VD70 
2x14 — — 29VF30 yy — — 29VD05 ye" 1MNC8 — 29VD71 
2x 1%" — — 29VF31 ya" — — 29VD06 Y," 1MNC9 1IMPJ8 29VD72 
2 2 — — 29VF32 1" — — 29VD07 V4" 1MND1 1MPJ9 29VD73 
. Reducing Bushing 1%" — — 29VD08 i 1MND2 1MPK1 29VD74 
Socket Weld 12" _ — 29VD09 1%" 1MND3 1MPK2 29VD75 
a SS ——— HINES — ka — ae 
MNPT calms ZY" 1MND6 — 29VD78 
Ve" _ _ 29VC77 o _ — 29VD79 
Ya" _ — 29VC78 Socket Weld 
————oe ———er 
1%" _— — . — _— 
2 _ _ 29VC85 y;" 1MNU4 _ 29VF35 
2¥2" — _ 29VC86 ya 1MNU5 _ 29\VF36 
3 _ _ 29VC87 1 1MNU6 — 29VF37 
4" _ _ 29VC88 1%! 1MNU7 _ 29VF38 
1%" 1MNU8 _ 29VF39 
2" 1MNU9 — 29VF40 
oY" 1MNV1 — 29VF41 
oh IMNV2 — 29VF42 


t Not recommended for pressure above 600 psi. 
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Carbon Steel Flanges & Fittings 








-WELDBEND 

















Lap Joint- Slip On Raise Face- Threaded Raise Face- Flange- 
Pipe Slips Over Stub Weld Filler Weld Threaded On Lap Joint 
C [9 St | Fl Size - Pipe Max. Item Max. Item Max. Item Max. Item 
ar on ee anges Fitting Pressure No. Pressure No. Pressure No. Pressure No. 
re r Class 150 
= Temp. range: -20° to 100°F % 289 psi sOWHT : 285 psi s0WG53 285 psi sOWHOG rao psi Sat 
: : : oe +: 4" 9 psi 9D psi 04 9 psi 7 740 psi 
Suitable for use in chemical refineries, fertilizer and 7" 285 psi 30WH?21 285 psi 30WG55 285 psi 30WHO8 740 psi 30WJ22 
petrochemical plants, and in gas, oil, and water 17 285 psi 30WH22 285 psi 30WG56 285 psi 30WH09 740 psi 30WJ23 
transmission systems. Also suitable for use in LNG a at Psi tHE 242m | = = 
plants, nuclear power plants, and in thermal power im Ae psi a ANHSe Ae psi Brae oe psi Se ai psi a 
2 psi psi psi psi 
stations. Flanges meet ASME B16.5. 7 585 psi 30WH26 | 285 psi 30WG60 285 psi 30WH13 740 psi 30WJ27 
3h 285 psi 30WH27 285 psi 30WG61 285 psi 30WH14 740 psi 30WJ28 
4" 285 psi 30WH28 285 psi 30WG62 285 psi 30WH15 740 psi 30WJ29 
oO 285 psi 30WH29 285 psi 30WG63 285 psi 30WH16 740 psi 30WJ30 
6" 285 psi 30WH30 285 psi 30WG64 285 psi 30WH17 740 psi 30WJ31 
8" 285 psi 30WH31 285 psi 30WG65 285 psi 30WH18 740 psi 30WJ32 
Blind Raised Weldneck 
Pipe Face Flange- Raise Face- 
Size Bolted Pipe Circumferential 
-Pipe Max. Item Size Weld at Neck 
Fitting Pressure No. -Pipe Max. Item 
Class 150 Fitting Pressure No. Pipe Raised Face Flange Pipe Raised Face Flange 
Y 285 psi | 30WG92 Class 150 Size Socket Weld Slip On Threaded Size | Socket Weld Weld Neck 
ih" 740 psi | 30WH93 Yo. _289 psi 30WG66 -Pipe | Max. Item Max. Item Max. Item -Pipe | Max. — Item Max. Item 
¥) 085 pst 30WG93 Yq" «289 psi 30WG67 Fitting Pressure No. (Pressure No. (Pressure No. Fitting Pressure No. (Pressure No. 
a pe "285 psi 30WG68 Class 150 Class 300 
7" 740 psi | _30WH94 1" 285 psi_| 30WG69 i" — —__| 740 psi_ 30WH54 | 740 psi_30WJ07 %" | 740 psi_30WJ33 | 740 psi_30WH67 
1 285 psi | 30WG94 1%" __ 285 psi 30WG70 Ys" | 285 psi_ 30WH33_ 740 psi_ 30WH55 | 740 psi 30WJ08 %s" | 740 psi_ 30WJ34 | 740 psi_ 30WH68 
1" 740 psi | 30WH95 2" 285 psi 30WG71 1" | 285 psi_ 30WH34) 740 psi 30WH56 | 740 psi 30WJ09 1" | 740 psi_ 30WJ35 | 740 psi_ 30WH69 
1%" 285psi | 30WG95 2% _ 280 psi 30WG72 1%" | 285 psi_ 30WH35| 740 psi 30WH57 | 740 psi_ 30WJ10 1%" | 740 psi_ 30WJ36 | 740 psi_ 30WH70 
1%" 740 psi | 30WH96 3" 285 psi 30WG73 1%" | 285 psi_30WH36 740 psi_30WH58 | 740 psi 30WJ11 1%" | 740 psi_30WJ37| 740 psi_ 30WH71 
1%" 285psi | 30WG96 3%" _ 285 psi 30WG74 2' | 285 psi_ 30WH37| 740 psi_ 30WHS9 | 740 psi_ 30WJ12 2' | 740 psi_ 30WJ38 | 740 psi_ 30WH72 
1%" 740 psi 30WH97 4" 285 psi 30WG75 24" | 280 psi_ 30WH38 | 740 psi_ 30WH60 | 740 psi_ 30WJ13 2%" | 740 psi_ 30WJ39 | 740 psi_ 30WH73 
5" 985 psi | 30WGQ7 5" _285 psi 30WG76 3° | 285 psi 30WH39| 740 psi 30WH61 740 psi 30WJ14 3° | 740 psi 30WJ40) 740 psi 30WH74 
5 pe 6" 280 pS! 30WG/7 3 — — 740 psi 30WH62 | 740 psi 30WJ15 4’ 740 psi 30WJ41| 740 psi 30WH/6 
Se ee 8" 985 psi_|  30WG78 4" 985 psi 30WH40 740 psi 30WH63 | 740 psi 30WJ16 5", 740 psi 30WJ42| 740 psi 30WH77 
2%" 285 psi | 30WG98 Class Extra Strong 150 a — —__| 740 psi_ 30WH64 | 740 psi_ 30WJ17 6" — —__| 740 psi_30WH78 
2%" 740 psi | 30WH99 Yo" __285 psi 30WG79 6" — — — — 740 psi 30WJ18 : — — | 740 psi 30WH79 
= 285 psi | 30WG99 Ys" __(289 psi 30WG80 8 | 289 psi 30WH42 > 740 psi 30WH66 | /40 psi 30WJ19 Class Extra Strong 300 
3%" 285psi | 30WHO1 ill 280 PSI 30WG81 Class Extra Strong 150 Yo" | 7/40 psi 30WJ43 | 740 psi 30WH80 
3%" 740 psi | 30WJO2 TVs" 285 psi 30WG82 Yo" | 285 psi 30WH43| _ — — = — ys" | 740 psi 30WJ44 740 psi 30WH81 
4° 285psi | 30WHO02 1" 285 psi 30WG83 Ys" | 285 psi 30WH44,  — — — — 1" | 740 psi_ 30WJ45 | 740 psi_ 30WH82 
5° 285psi | 30WHO3 2' 280 psi 30WG84 1%" | 285 psi 30WH46) — — — — — 1%" _| 740 psi_ 30WJ46 | 740 psi_ 30WH83 
5 740 psi 30WJ04 242" 280 psi 30WG85 1%" | 285 psi 30WH47; — —_ = _— 1%" | /40 psi 30WJ47) 740 psi 30WH84 
. pst "285 psi 30WG86 2' | 285 psi 30WH48} — — — — 2" | 740 psi 30WJ48 | 740 psi 30WH85 
6’ __ 285 psi | _30WH04 3%" 285 psi_|  30WG8/ 25" | 285 psi 30WH49|_ — = = = 2¥5" | 740 psi 30WJ49| 740 psi 30WH86 
6’ 740 psi | 30WJ05 4" 285 psi_| 30WG88 3" | 285 psi 30WH50, — — — — 3" | 740 psi_ 30WJ50 | 740 psi_ 30WH87 
8 285 psi | 30WHO05 5" _ 285 psi 30WG89 4" | 285 psi 30WH51; — — — — gy — — | 740 psi 30WH88 
8" 740psi | 30WJ06 6" 285 psi 30WG90 6" | 285 psi 30WH52| — — — — 4" | 740 psi_ 30WJ51 | 740 psi 30WH89 
Class 300 8' 285 psi 30WG91 8" | 285 psi 30WH53); — — — — 9" | 740 psi_ 30WJ52 | 740 psi_ 30WH90 
3" 740psi | 30WJ01 6 = —__| /40 psi_ 30WH91 
4" 740 psi | 30WJ03 8 = —__| 740 psi_ 30WH92 
Carbon Steel (WELDBEND 
Ae . Concentric | Eccentric Concentric | Eccentric 
Fittings peseaaae = Pipe Size Reducer | Reducer Pipe Size Reducer | Reducer 
' ° ° ccentric - Pipe Max. Item Item - Pipe Max. Item Item 
= Temp. range: -20° to 650°F Reducer Fitting Pressure No. No. Fitting Pressure No. No. 
Ideal for use in for use in petrochemical plants, 6"x 2" 1506psi | 30WE81 3OWF88 3°x1¥%" 3178 psi | 30WF1I4 | 30WG21 
hemical refineries. fertili P r plants and is ter oil 6'x 2%" 1506 psi | 30WE82 | 30WF89 3°x1%" 3178 psi | 30WF15 | 30WG22 
chemical retineries, tertilizer plants and in water, ol, 6"x3"  1506psi | 30WE83 | 30WF90 3"x2" 3178 psi | 30WF16 | 30WG23 
and gas transmission systems. Also suitable for use 6"x 3%" 1506 psi | 30WE84 | 30WF91 3°x 2%" 3178 psi | 30WF17 | 30WG24 
6"x 4" 1506 psi | 30WE85 | 30WF92 3%" x 1%" 2932 psi | 30WF18 | 30WG25 
it BAL sy dean ite cee. plants ana 6x5" 1506 psi | 30WE86 | 30WF93 314"x 114" 2930 psi | 30WF19 | 30WG26 
In Plants, Fittings Mee w 8'x3" 1324 psi | 30WE87 | 30WF94 312'x2" 2932 psi | 30WF20 | 30WG27 
Concentric Eccentric Concentric Eccentric 8'x 3%" 1324 psi 3OWE88 30WF95 3%" x 2%" 2932 psi 3OWF21 30WG28 
Pipe Size Reducer | Reducer Pipe Size Reducer | Reducer 8'x4" 1324psi | 30WE89 | 30WF96 3%' x3" 2932 psi | 30WF22 | 30WG29 
- Pipe Max. Item Item - Pipe Max. Item Item 8'x5" 1324psi | 30WE9O | 30WF97 4"x 1" 2751 psi | 3OWF23 | 30WG30 
Fitting Pressure No. No. Fitting Pressure No. No. 8'x6" 1324 psi | 3OWE91 30WF98 4"x1%" 2751 psi 30WF24 | 30WG31 
Buttweld 3'°x 1" 2240 psi | 30WE59 | 30WF66 Class XS A"x 1%" 2751 psi | 30WF25 | 30WG32 
Class STD 3°x1%" 2240 psi | 30WE60 | 30WF67 ¥a"x Vo" 5709 psi | 30WE92 | 30WF99 4"x2" 2751 psi | 30WF26 | 30WG33 
Ya" x Yo" 4065 psi | 30WE39 3O0WF46 3°x 1%" 2240 psi | 30WE61 3OWF68 "x¥%" 5258 psi 30WE93  30WG01 4"x 2¥" 2751 psi | 30WF27 | 30WG34 
1"x %" 3800 psi | 30WE40 3O0WF47 3'x2' 2240 psi 30WE62 30WF69 1"x%" 5258 psi | 30WE94 | 30WG02 4"x 3" 2751 psi | 30WF28 | 30WG35 
1"x%" 3800 psi | 30WE41 3OWF48 3°xX 2¥2" 2240 psi | 30WE63 30WF70 1%" x Vo" 4373 psi | 30WE95 | 30WG03 4"x 3%" 2751 psi | 30WF29 | 30WG36 
1%" x Vo" 3124 psi | 3OWE42 30WF49 3%2"x 1¥s" 2041 psi | 30WE64 30WF71 1%"x¥%" 4373 psi | 30WE96 | 30WG04 5'x2' 2459psi | 30WF30 | 30WG37 
1%" x %" 3124 psi | 30WE43 3OWF50 3%2"x1¥2" 2041 psi  30WE65 3OWF72 1%" x1" 3969 psi | 30WE97 | 30WGO05 5" xX 2¥2" 2459 psi | 30WF31 30WG38 
1%"x1" 3124 psi | 30WE44 3OWF51 3%" x2" 2041 psi | 30WE66 3O0WF73 1%"x Vo" 3969 psi | 30WE98 | 30WG06 5'x3" 2459 psi | 30WF32 | 30WG39 
1%" x Vo" 2806 psi | 3O0WE45 3OWF52 3%" x 2¥2" 2041 psi 30WE6/ 3OWF74 1%"x%" 3969 psi | 30WE99 | 30WG07 5'x 3%" 2459 psi | 30WF33 | 30WG40 
1%"x¥%" 2806 psi | 30WE46 | 30WF53 3%" x3" 2041 psi | 30WE68 | 30WF75 1%'x1" 3969 psi | 30WFO1 30WG08 5'x 4" 2459 psi | 30WF34 | 30WG41 
1%"x1" 2806 psi | 30WE47 3OWF54 4"x 1" 1895 psi | 30WE69 30WF76 1%"x 1%" 3969 psi | 30WFO2 | 30WGO09 6'x2" 2374psi | 30WF35 | 30WG42 
1%" x 1%" 2806 psi | 30WE48 3OWF55 4"x 1%" 1895 psi | 30WE70 3OWF77 2°x "3422 psi =30WFO3 30WG10 6'x 2%" 2374psi | 30WF36 | 30WG43 
2'x Yo" 2360 psi | 30WE49 3OWF56 4"x 1%" 1895 psi | 30WE71 3OWF78 2'x¥%4" 3422 psi | 3OWFO4 | 30WG11 6"x 3" 2374 psi | 30WF37 | 30WG44 
2'x ¥s" 2360 psi | 30WE50 3OWF57 4"x2" 1895 psi | 30WE72 30WF79 2'x1"  3422psi | 30WFO5 |§ 30WG12 6'x 3%" 2374psi | 30WF38 | 30WG45 
2'x1" 2360 psi | 30WE51 | 30WF58 A"x 2%" 1895 psi | 30WE73 | 30WF80 2°x 1%" 3422 psi | 30WFO6 | 30WG13 6"x 4" 2374 psi | 30WF39 | 30WG46 
2'x 1%" 2360 psi | 30WED52 3OWF59 4"x3" 1895 psi | 30WE74 30WF81 2°x1¥%" 3422 psi | 3O0WFO7 | 30WG14 6"x 5" 2374psi | 30WF40 | 30WG47 
2'x1%" 2360 psi | 30WE53 | 30WF60 4"x 3%" 1895 psi | 30WE75 | 30WF82 2%" x4" 3591 psi | 30WFO8  30WG15 8"x 3" 2097 psi | 30WF41 | 30WG48 
2%" xs" 2583 psi | 30WE54 | 30WF61 5"x2' 1659 psi | 30WE76 | 30WF83 2%" x1" 3591 psi | 30WFO9 | 30WG16 8'x 3%" 2097 psi | 30WF42 | 30WG49 
2%2"x1" 2583 psi | 30WE55 3OWF62 5° x 2¥2" 1659 psi | 3O0WE77 3OWF84 2¥2"x 1¥s" 3591 psi | 30WF10 | 30WG17 8'x 4" 2097 psi | 30WF43 | 30WG50 
2%" x 1%" 2583 psi | 30WE56 | 30WF63 5"x 3° 1659 psi | 30WE78 | 30WF85 2%" x 1%" 3591 psi | 30WF11 | 30WG18 8"x5" 2097 psi | 30WF44 | 30WG51 
2%" xX 1%" 2583 psi | 30WE57 | 30WF64 5'x 3%" 1659 psi | 30WE79 | 30WF86 2%' x2" 3591 psi | 30WF12 | 30WG19 8"x6" 2097 psi | 30WF45 | 30WG52 
2%" x2" 2583 psi | 30WE58 | 30WF65 5'x 4" 1659 psi | 30WE80 | 30WF87 3'°x 1" 3178 psi | 30WF13 | 30WG20 COU » 


2778 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


PLUMBING 


Alo 
D load Availabl oe : f 
[Download Avaliable Carbon Steel Fittings and Ductile-lron Grooved Couplings 





WE LDBEN D 











Reducing 
Carbon Steel “= 
Fittings 
Reducing Reducing Reducing 
Tee* Tee* Tee* 
Pipe Size - Max. Item Pipe Size - Max. Item Pipe Size - Max. Item 
Pipe Fitting Pressure} No. Pipe Fitting Pressure} No. Pipe Fitting Pressure} No. 
Buttweld 4°x4"x 2%" 1895 psi |30WD40 = 2%4"x 214"x 1" 3591 psi | 30WD75 
Class STD 4x 4"°x3" 1895 psi 30WD41 = 217" x 214"x 1%" 3591 psi | 30WD76 of 
Ya x Va x Vo" 4065 psi|30WD06 4" 4°x 3%" 1895 psi |30WD42 = 24" x 2%"x 114" 3591 psi 30WD77 
Tx 1"x % 3800 psi | 30WD07 5'x5"x2  1659psi| 30WD43 = 2%4"x 2%" x2" 3591 psi 30WD78 Long Long Short 
Txi"x%' 3800 psi] 30WD08 == 5"x5"x 2%" 1659 psi | 30WD44 3"x3"x1" _3178 psi | 30WD79 Pipe Radius | Radius | Radius | Straight 
TV x 1%" x %" 3124 psi | 30WDO9 5°x5"x3"  1659psi|30WD45 —3°x3'x 1%" 3178 psi 30WD80 Size Cap | Elbow 45° | Elbow 90° | Elbow 90°, ~— Tee 
TV x TV x "3124 psi | 30WD10 5x 5"x3%" 1659 psi |30WD46 = 3"x3'x 1%" 3178 psi|30WD81 -Pipe Max. Item Item Item Item Item 
1%4"x 1%" x1" 3124 psi 30WD11 oxo x4 1659 psi | 30WD47 oxo Xe 3178 psi | 30WD82 Fitting Pressure No. No. No. No. No. 
Te" x 1%" x %" 2806 psi | 30WD12 6'x6'x2"  1506psi|30WD48 9  3°x3'x2%" 3178psi|30WD83 + —Buttweld 
Tx 1%"x %" 2806 psi|30WD13. 6" x 6'x 3%" 1506 psi| 30WD49 9 314"x3%"x 1%" 2932 psi 30WD84 Class STD 
1%'x1%"x 1" 2806 psi | 30WD14 6'x6"x3" 1506 psi| 30WD50 = 3%4"x 3%"x 1%" 2932 psi | 30WD85 %" 4989 psi | 30WE13 | 30WC53 | 30WC05 = 30WC79 
1'x1%"x 1Vs" 2806 psi) 30WD15 = 6x 6"x 3%" 1506psi 30WD51 + 314"x3%"x2" 2932 psi | 30WD86 ¥;° 4065 psi | 30WE14 | 30WC54 | 30WC06 = 30WC80 
2° x2'x %" 2360 psi | 30WD16 6'x6'x4" 1506 psi 30WD52  3%4"x 3%" x 2%" 2932 psi | 30WD87 1" 3800 psi | 30WE15 | 30WC55 | 30WCO7 | 30WC31 | 30WC81 
2" x 2'x ¥%s° 2360 psi | 30WD17 6'x6'x5'  1506psi|30WD53  —3%4"x3%"x3" 2932 psi | 30WD88 TV" 3124 psi | 30WE16 | 30WC56 | 30WCO8 | 30WC32 | 30WC82 
2"x2'x 1" 2360 psi | 30WD18 8'x8"x3" 1324 psi 30WD54 4"x4"x 1" 2757 psi | 30WD89 1s" 2806 psi | 30WE17 | 30WC57 | 30WCO9 | 30WC33 | 30WC83 
2"x2'x 1% 2360 psi|30WD19 8x 8'x3%" 1324psi|30WD55 3 = 4"x 4"x 1%" 2751 psi | 30WD90 2" 2360 psi | 30WE18 | 30WC58 | 30WC10 | 30WC34 | 30WC84 
2°x2'x 1%" 2360 psi | 30WD20 8'x8'x4"  1324psi|30WD56 9 = 4"x 4"x 1%" 2751 psi | 30WD91 2%" 2583 psi | 30WE19 | 30WC59 | 30WC11 | 30WC35 | 30WC85 
2%" x 2ve'x %s' 2583 psi | 30WD21 8'x8"x5' 1324 psi | 30WD57 4"x4"x2" 2757 psi | 30WD92 3" 2240 psi | 30WE20 | 30WC60 | 30WC12 | 30WC36 | 30WC86 
2%" x 2" x1" 2583 psi | 30WD22 8'x8"x6'  1324psi|30WD58 = 4"x 4"x 2%" 2751 psi | 30WD93 3%" 2041 psi | 30WE21 | 30WC61 | 30WC13 | 30WC37 | 30WC87 
2%" x 2¥o'x 1%" 2583 psi|30WD23 Class XS 4"x4"x3' 2751 psi | 30WD94 4" 1895 psi | 30WE22 | 30WC62 | 30WC14 | 30WC38 | 30WC88 
2%" x 2%" x 1%" 2583 psi|30WD24 "x Hx %" 5709 psi 30WD59 = 4"x 4"x 3%" 2751 psi | 30WD95 5" 1659 psi | 30WE23 | 30WC63 | 30WC15 | 30WC39 | 30WC89 
2%" x 2¥'x 2" 2583 psi | 30WD25 Tx 1"x%" 5258 psi | 30WD60 5'x5"x2" 2459 psi | 30WD96 6’ 1506 psi | 30WE24 | 30WC64 | 30WC16 | 30WC40 | 30WC90 
3°x3'x1" 2240 psi | 30WD26 Txt"x%" 5258 psi|30WD61 = 5"x5"x 2%" 2459 psi 30WD97 8" 1324psi | 30WE25 | 30WC65 | 30WC17 | 30WC41 | 30WC91 
3°x3'x1' 2240 psi 30WD27)1%4"x 1%4'x %" 4373 psi | 30WDE2 5'x5"x3" 2459psi|30WD98 — Class XS 
3°x3'x1%" 2240 psi 30WD28 1%4"x1%'x%' 4373 psi |30WD63 5x 5"x3%" 2459 psi | 30WD99 7 6942 psi | 30WE26 | 30WC66 | 30WC18 _ 30WC92 
3°x3' x2 2240 psi/30WD29. 1%" x1V%"x1" 4373 psi | 30WD64 5°x5"x4" 2459 psi | 30WE01 ¥;° 5709 psi | 30WE27 | 30WC67 | 30WC19 — 30WC93 
3'x 3"x 2%" 2240 psi 30WD30 = 1%4"x1%4"x 4" 3969 psi | 30WDE5 6'x6'x2" _ 2374 psi | 30WE02 1" 5258 psi | 30WE28 | 30WC68 | 30WC20 | 30WC42 | 30WC94 
3%" x 3v'x 1%" 2041 psi|30WD31 = 14"x1%"x%" 3969 psi | 30WD66 9 —6"x 6"x 2%" 2374 psi | 30WED3 Tv" 4373 psi | 30WE29 | 30WC69 | 30WC21 | 30WC43 | 30WC95 
3%" x 34'x 1%" 2041 psi|30WD32 = 1%"x1%"x 1" 3969 psi | 30WD67 6'x6'x3" 2374 psi | 30WE04 1%" 3969 psi | 30WE30 | 30WC70 | 30WC22 | 30WC44 | 30WC96 
3%" x 3x 2" 2041 psi | 30WD33_114"x1%"x 1% 3969 psi 30WD68 —_6'x6"x 314" 2374 psi | 30WE05 2" 3422 psi | 30WE31 | 30WC71 | 30WC23 | 30WC45 | 30WC97 
3%" x 34" x 2%" 2041 psi | 30WD34 2"x2'x 4" 3422 psi 30WD69 6'x6'x4" 2374 psi | 30WE06 2%" 3591 psi | 30WE32 | 30WC72 | 30WC24 | 30WC46 | 30WC98 
3%" x 34'x 3" 2041 psi | 30WD35 2"x2'x%' 3422 psi 30WD70 6'x6"x5" _2374 psi | 30WEO7 3" 3178 psi | 30WE33 | 30WC73 | 30WC25 | 30WC47 | 30WC99 
4"°x 4x1" 1895 psi | 30WD36 2"x2'x1" 3422 psi | 30WD71 8'x8'x3" 2097 psi | 30WE08 3%" 2932 psi | 30WE34 | 30WC74 | 30WC26 | 30WC48 | 30WDO01 
4°x4"x 1%" 1895 psi|30WD37 2" x 2"x 14 3422 psi| 30WD72 ~—s8"x 8"x 3%" 2097 psi 30WEO9 4" 2751 psi | 30WE35 | 30WC75 | 30WC27 | 30WC49 | 30WD02 
4°x4"x1%" 1895 psi | 30WD38 2" x 2"x 1%" 3422 psi | 30WD73 8'x8'x4" 2097 psi | 30WE10 5" 2459 psi | 30WE36 | 30WC76 | 30WC28 | 30WC50 | 30WD03 
4"°x4"x2" 1895 psi| 30WD39 = 2%" x 214"x %"_ 3591 psi | 30WD74 8'x8'x5" 2097 psi | 30WET1 6" 2374psi | 30WE37 | 30WC77 | 30WC29 | 30WC51 | 30WD04 
*Tees read: run x run x outlet. 8'x8"x6' 2097 psi | 30WE12 8" 2097 psi | 30WE38 | 30WC78 | 30WC30 | 30WC52 | 30WD05 
Ductile-Iron Grooved Couplings, , 
Flanges, Gaskets, and Lubricants 
Couplings and flanges meet appli- plastics, stainless steel, or , 
cable requirements of ASME B31.1, other brittle pipes. Meets the 
B31.9, and NFPA 13. Gasket material material requirements of ASTM wo. 2xEU4 No. 12G540 
roperties as designated in accor- A536 or A47. UL Listed. 
ae with ASTM 02000. eee 
. Flange and Roughneck® No. 2XFE1 
iE Bia Gaskets not for use in petroleum Gaskets—EPDM Grade E Roughneck® 
kets for use with alkali Nom. Max. Max. Pipe End Item Cam and | Cam and 
— ® agua pial eee Size Pressure Load Separation BoltSize Brand No. Groove Groove 
Standard and Rigidlok dilute acids, salts, and water. aris = Gaskets, | Gaskets, 
; Standard Couplings, Temp. Range: -40° to 250°F EPDM EPDM 
Couplings—Flexible, grooved-end —_—Not for use with gases, hydro- 2in 1000 psi 4,430Ib Ointo%in Yinx3in Gruviok 2XET1 ‘ie hain 
pipe joints help reduce noise and carbons, and oils. NSF certified. 2210 1000 psi 6,492 Ib Ointo%in inx3in Gruviok 2XET2 size | No. No. 
‘bration t ission. Ricidlok® 3in 1000 psi_9,621 lb Ointo%in  Yinx3in Gruviok 2XET3 Anvil, Flange and 
vibra lon ransmission. Igidlo Standard Coupling 4in 1000 psi 11,928 lb Ointo “vin %inx3%in Gruviok 2XET4  Roughneck® Gaskets 
couplings separate pipe ends and Gaskets—EPDM Grade EP 6in 1000 psi 34,472 Ib Ointo Win ¥%inx4¥in Gruviok 2XETS yy 46KK80 | 46KK72 
guide the coupling into position as aon cave Bin 800 psi 46,741 Ib Ointo Yin Zinx5¥%in Gruviok 2XET6 — 2%" | 46KK81 | 46KK73 
gaskets are for use with alka- Rigidlok(R) Couplings, Temp. Range: -40° to 250°F cl 46KK82_ | 46KK74 
bolts are tightened. lies. dilute acids. salts. and 2in 750 psi 3,323Ib Ointo Yin Yinx2¥in Gruviok 2XeET7 _ 4 | 4GKK83_| 46KK75 
panes 2%in 750 psi 4,869lb Ointo%in %inx2%in Gruviok 2XET8 2 46KK84 | 46KK/6 
Flanges—Connect Class 125 or water. Not for use with gases, 3in 750 psi 7.216lb Ointo Yin ‘%inx3in Gruviok 2XET9 6" 46KK85 | 46KK77 
Class 150 flanged components to hydrocarbons, and oils. Nitrile _4in 750 psi_11,928 lb Ointo in Yeinx3in_ Gruviok 2XEUL. —-® S20) S078 
grooved piping systems. Hinged, Grade T gaskets are for use on 790 pst 23,854 Onto an nee ae Grade EP, | Grade T 
' ; 8in 600 psi 35,056lb Ointo’%in %inx4%in Gruvlok 2XEU3 T , T ‘ 
interlocking halves are drawn with mineral oils, petroleum - An? ° emp. | lemp. 
Flanges, Temp. Range: -40° to 230°F Range: -40° Range: -20 
together by a latch bolt to ease products, vegetable oils, and air 2in 300psi 1,329 Ib — ¥% in x 2% in Gruviok 2XEU4 to 250°F | to 180°F 
: a = as 
assembly. Gasket and anti-rotation contaminated with petroleum = 710. 30 is 7386 Seen eee sie «|e tom 
tines provide a secure, leak-tight seal _ oils. Not for use in hot water 4in 300psi 4,771lb —  %inx2%in Gruviok 2XEU7 Gruviok®, Standard 
on both the pipe and mating flange. applications. NSF Certified. Bin 300 psi 10,341Ib) —  %inx2%in Gruviok 2XEU8 Coupling Gaskets 
sii os a 8in 300psi 17,528 Ib ¥%inx 2% in Gruviok 2XEU9 2 in 12693 39A24/ 
In psi F == 8 IN X 274 IN ruvio : 
Roughneck® Couplings— Silicone Lubricants— Pipa Siza - Max. ain 2 fine ae 
Innovative gripper action provides Waterproof and remain TO Rat eae Cauca , eg piside Dia. Hex Size__No. 4in_ | 126541 | 39A250 
a reliable and effective method effective at extreme tempera- pipe, ‘emp. Range a ieeice | AT ce 
for joining pipe in manifold piping, tures. Permit pipe ends to 2 in 750 psi 2% in %s in 4GKK65 item 
mining, oil service, and process reposition themselves. Nontoxic §—*37" BOO an ein ane Size _No. 
piping applications. Not for use on and not petroleum based. 4in 450 psi 4% in Jin 46KK68_ _—_—Gruviok® Silicone Lubricants, 
., , 5 in 350 psi 5 Mein 7 in 46KK69  _Temp. Range: -65° to 400°F 
than 150 Brinell, cast-iron, HDPE, 7 in 300 psi 8 %in in 46KK71 2.2 Ib. 2XFE1 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2/79 
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Ductile-Iron Grooved Fittings and Clamps 
= Clamp T fittings: max. pressure is 500 psi, temp. range is -40° to 230°F 








= Ductile iron fittings: max. pressure is 1000 psi, except 8" are i a a ae del 
800 psi; temp. range is limited by connecting gaskets Size No. No. No. No. 
Fittings provide a reliable joint that resists external forces without special supports or Fittings ey oxEVI oXEWA OXFCS 
expansion joints. Clamps attach at any location along the pipe to provide a quick and easy oe ae ae arewe eure 
outlet that maintains a leaktight seal under both positive pressure and vacuum conditions. OXEW OXEV4 OXEW7 OXFD1 
Can be used with water, diluted acids, alkali solutions, oil-free air, and other chemicals. a SyEWa Serve SrEG SNEna 
Meet applicable requirements of ASME B31.1, B31.9, and NFPA 13. 
Note: Not for use in petroleum applications. 
Clamp with Clamp with 
Grooved Branch FNPT Branch Reducing Tee* Concentric Reducer 
Nom Item Nom Item Nom Item Nom. Item 
Size No. Size No. Size No. Size No. 
Clamps Clamps Fittings Concentric Reducers 
4"x 2" 2XEY3 2"x 14" 2XEZ5 oa ke 2XEX1 21" x 2" 2XFAG 
Ax 2" 2XEY4 2%" x 1% 2XEZ6 3x 3x 2% 2XEX5 axe 2XFA7 
4"x 3" 2XEY5 3x 1h" 2XEZ7 aya 2. 2XEX2 3" x A 2XFA8 
6" x 2" 2XEY6 aXe 2XEZ8 BX A x 27" 2XEX6 we 2XFA9 
6x 27" 2XEY7 Ax 1%" 2XEZ9 A" x 4x3" 2XEX7 4x iA 2XFC1 
o Xs. 2XEY8 Les 2XFA1 BxXO XD 2XEX3 Luray 2XFC2 
6"x 4" 2XEY9 Oke 2XFA2 6x 6"x 3" 2XEX8 O xe 2XFC3 
8" x 2" 2XEZ1 6'x 214" 2XFA3 6"x 6" x 4" 2XEX9 oxo 2XFC4 
8" x 27" 2XEZ2 wees 2XFA4 8" x 8x 2" 2XEX4 6"x 4" 2XFC5 
8"X 3" 2XEZ3 8" x 215" 2XFA5 8" x 8" x 4" 2XEY1 8"x 4" 2XFC6 
8" x 4" 2XEZ4 8" x 8" x 6" 2XEY2 8" x 6" 2XFC7 
* Tees read: run x run x outlet. 
2 Pipe Bolt item Ductile-Iron Grooved Butterfly Valves 
Size Circle Dia. No. 
Lever Handle pe tem = Max. pressure: 300 psi LEVER-OPERATED GEAR-OPERATED 
hin Sie ORFS Gear Operated Handle ©» Temp. range: -40° to 230°F Have lever handles, With 2 internal switches: 
2%in  —  3DVX7 3 in 3DVX8 Corrosion-resistant stainless maintain aconstant leak- 1 is wired for supervisory 
vinnie Jin 3DVx9__steel stems have a secondary _ tight stem seal regardless service; the other is for 
Gin 3in 2XFD8 an 3DVY?2 seal that provides a lifetime of disc position. Meet use as an auxiliary switch. 
gin in eke lubrication chamber. With MSS SP-67, except Switches are rated for 11A 
10 in — _3DVvY4 EPDM liner and 4 bolt holes. Nos. 3DVX7, 3DVY3, and = at 125/150VAC; 0.5A at 
applications. FM Approved. UL Listed; FM Approved. 


Nicholson 


A CIRCOR Energy Brand 


Uniflex High-Pressure Steel 
Pipe Unions—Class 3000 








= Max. pressure: 3000 psig CWP; 1500 psi saturated steam Pine Fitting hk 

Uniflex unions feature a leak-proof design that won't leak like regular pipe unions. oe ate 
Forged carbon-steel unions have a leaktight gasket, flat-face design, and FNPT ib 2RUA5 
connections. Suitable for hot oil, steam, and other process fluids in high-pressure/ Sala 
high-temperature manifold applications. Meet ASTM A105 and MSS SP-83. el 2RUA8 


Carbon Steel Instrumentation Pipe Fittings 


= Temp. range: Elbows, tees, and crosses are machined from forgings; straight connectors are machined from bar stock. For process control 











-20° to 800°F and instrumentation connections in both gas and liquid service. Meet ANSI B31.1, B31.3, and B1.20.1. 
~ ae _ 
Pm m 5? >, : 
a ‘ . w a 

. Branch Tee, FNPT Street Tee, FNPT 

Hex Coupling, FNPT Elbow, 90°, MNPT Elbow, 90°, FNPT _— Street Elbow, 90°, MNPT x FNPT x MNPT Tee, FNPT X MNPT x FNPT 

Pipe Size Max. Item Max. Item Max. Item Max. Item Max. Item Max. Item Max. Item 

- Pipe Fitting Pressure No. Pressure No. Pressure No. Pressure No. Pressure No. Pressure No. Pressure No. 
iA 7000 psi 1DGD4 8000 psi 1DGG7 6000 psi 1DGH7 6000 psi 1DGJ9 6000 psi 1DGN9 6000 psi 1DGK9 6000 psi 1DGL9 
¥e" 9600 psi 1DGD6 7600 psi 1DGG8 9300 psi 1DGH8 9300 psi 1DGK1 — _ 9300 psi 1DGL1 9300 psi 1DGN1 
Yo" 9900 psi 1DGD9 6200 psi 1DGG9 4800 psi 1DGH9 4800 psi 1DGK2 4800 psi 1DGP2 4800 psi 1DGL2 4800 psi 1DGN2 

© @ & e e¢ © 
. Reducing Adapter, Hex Reducing Reducing ert 
Hex Head Plug, MNPT | Hollow Hex Plug, MNPT| Hex Nipple, yal FNPT x MNPT Coupling, FNPT MNPT x FNPT 

Pipe Size - Max. Item Max. Item Max. Ite Pipe Size - Max. Item Max. Item Max. Item 

Pipe Fitting | Pressure No. Pressure No. Pressure No. Pipe Fitting Pressure No. Pressure No. Pressure 0. 
Yr 9700 psi 1DGT7 9700 psi 1DGU7 — _ Ya" x Ya" 7000 psi 1DFZ2 7000 psi 1DGD3 6400 psi 1DGF4 
Yq 8000 psi 1DGT8 8000 psi 1DGU8 8000 psi 1DGB3 Ya" x Ve" _— _ _— _ 6800 psi 1DGF5 
Je" 7600 psi 1DGT9 7600 psi 1DGU9 7600 psi 1DGB4 Ya" x V4" 9600 psi 1DFZ3 9600 psi 1DGD5 9600 psi 1DGF6 
Ya" x Va — _ = _ 7000 psi 1DGB5 Yo" x Ya" 9900 psi 1DFZ5 9900 psi 1DGD7 7000 psi 1DGF8 
Ai 7000 psi 1DGU1 _— _ 7000 psi 1DGB6 Yo" x 3" 9900 psi 1DFZ6 9900 psi 1DGD8 4900 psi 1DGF9 
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Industrial Pipe Fittings 


304/L stainless steel resists corrosion, while 316/L stain- 
less steel has more nickel for better corrosion resistance. 


a 


Socket 
Weld Outlet 
Max. FSW 
Pipe Size- Pressure Item 


Pipe Fitting psi @100°F No. 
304/304L Stainless Steel 
yp" 3000 


20XZ07 
5/4" 3000 20XZ08 
1" 3000 20XZ09 
1%" 3000 20XZ10 
1%" 3000 20XZ11 
2" 3000 20XZ12 
20XZ13 
316/316L Stainless Steel 
20XZ56 
Sa" 3000 20XZ57 
1" 3000 20XZ58 
1%" 3000 20XZ59 
iA 3000 20XZ60 
2 3000 20YC11 
: 000 20YC12 
Fi1 Chrome Moly Steel 
D 20XZ88 
V;" 6000 20YA11 
fa" 3000 20XZ89 
ya" 6000 20YA12 
T" 3000 20XZ90 
1" 6000 20YA13 
1%" 3000 20XZ91 
1%" 3000 20XZ92 
1%" 6000 20YA14 
1%" 6000 20YA15 
2 3000 20XZ93 
2" 3000 20XZ94 
Za 6000 20YA16 
: 000 20YA17 
F22 Chrome Moly Steel 
20YA33 
Vy" 6000 20YA55 
fa 3000 20YA34 
5/4 6000 20YA56 
1" 3000 20YA35 
1" 6000 20YA5/ 
1 3000 20YA36 
iA 3000 20YA37 
iA 6000 20YA58 
iA 6000 20YA59 
2. 3000 20YA38 
2. 3000 20YA39 
" 6000 20YA60 
2 6000 20YA61 
F91 Chrome Moly Steel 
Y" 3000 20YA// 
fa" 3000 20YA/8 
fa" 6000 20YA99 
{" 3000 20YA79 
1" 6000 20YC01 
1%" 3000 20YA80 
1%" 3000 20YA81 
1%" 6000 20YC02 
1%" 6000 20YC03 
a 3000 20YA82 
2. 3000 20YA83 
2 6000 20YC04 
6000 20YC05 
LF2 ae Temperature Steel 
3 OXY52 
a 3000 20XY53 
1" 3000 20XY54 
1%" 3000 20XY55 
1%" 3000 20XY56 
pM 3000 20XY5/ 
2. 3000 20XY58 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Tee 
Max. FNPT | FSW 
Pipe Size- Pressure | Item | Item 
Pipe Fitting psi @100°F| No. No. 


304/304L Stainless Steel 
Y;" 3000 (20XY81 20XY76 
¥4" 3000 (20XY82 20XY77 
1" 3000 (20XY83\20XY78 
1 a 3000 (20XY84 20XY79 


3000 (20XY85 20XY80 
31 efaT6L Stainless Steel 
Y," 3000 


20YC06 20XZ31 

/4" 3000 _|20YC07 20XZ32 
1" 3000 _/20YC08 20XZ33 
1% 3000 _|20YC09 20XZ34 
Ze 3000 —_|20YC10 20XZ35 

LF2 Low Temperature Steel 

" 3000 | 20XY27\20XY22 
fa" 3000 | 20XY28|20XY23 
1" 3000 —_20XY29|20XY24 
1! 3000 | 20XY30\20XY25 
2 3000 | 20XY31|20XY26 


! 





Tee 
Max. FSW 
Pipe Size- Pressure Item 


Pipe Fitting psi @100°F No. 
F11 Chrome Moly Steel 


Y." 3000 20XZ73 
Ai 6000 20YA01 
s/4" 3000 20XZ74 
fa" 6000 20YA02 
|" 3000 20XZ75 
1" 6000 20YA03 
1%" 3000 20XZ/6 
1%" 6000 20YA04 
2. 3000 20XZ77 
2 6000 20YA05 

F22 Chrome Moly Steel 
Va 3000 20YA23 
Ve 6000 20YA45 
sa" 3000 20YA24 
ya" 6000 20YA46 
1" 3000 20YA25 
1" 6000 20YA47 
1%" 3000 20YA26 
1%" 6000 20YA48 
Fe 6000 20YA49 
3000 20YA27 

F91 Chrome Moly Steel 
20YA6/ 
B 6000 20YA89 
fa" 3000 20YA68 
fa" 6000 20YA90 
1" 3000 20YA69 
il 6000 20YA91 
1%" 3000 20YA/0 
1%" 6000 20YA92 
2" 3000 20YA/1 
2 6000 20YA93 
Se F 

45° Elbow 


Max. FNPT | FSW 
Pipe Size- Pressure | Item | Item 
Pipe Fitting psi @100°F| No. No. 


304/304L Stainless Steel 
Y," 3000 (20XY91 20XY86 
Ya" 3000 (20XY92 20XY87 
1" 3000 (20XY93 20XY88 
1" 3000 (20XY94 20XY89 
2 3000 (20XY95 20XY90 
316/316L Stainless Steel 
Yn" 3000 |20XZ41 20XZ36 
V4" 3000 |20XZ42 20XZ37 
1" 3000 |20XZ43 20XZ38 
TV 3000 |20XZ44 20XZ39 
Zi 3000 |20XZ45 20XZ40 
LF2 Low Temperature Steel 
Yn" 3000 (20XY37 20XY32 
Yq" 3000 (20XY38 20XY33 
A 3000 (20XY39/20XY34 
1¥" 3000 (20XY40 20XY35 
2 3000 (20XY41 20XY36 


F11, F22, and F91 chrome moly are stronger than carbon steel and resist rupturing. 
For a complete list of standards and specifications, go to Grainger.com® and search 
for individual products. 





. 
90° Elbow 
Max. FNPT | FSW 


Pipe Size- Pressure | Item | Item 
Pipe Fitting psi @100°F| No. No. 


304/304L Stainless Steel 
Y" 3000 (20XY71 20XY66 
4" 3000 (20XY72 20XY67 
il 3000  (20XY73/20XY68 
1 vs 3000 §(20XY74 20XY69 


3000 (20XY75 20XY70 
31 eT6L Stainless Steel 
Ya" 3000  |20X2Z26|20XZ21 


fa" 3000 —_|20XZ27|20XZ22 
1" 3000 —_|20XZ28|20XZ23 
Ty," 3000 _|20XZ29|20XZ24 
2. 3000 —_(20XZ30\20XZ25 
LF2 Low Temperature Steel 
Y;" 3000 —_|20XY17|20XY12 
/4" 3000 = |20XY18|20XY13 
1" 3000  |20XY19\20XY14 
Ty," 3000 |20XY20\20XY15 
Zz 3000 |20XY21\20XY16 





90° Elbow 
Max. FSW 
Pipe Size- Pressure Item 
Pipe Fitting psi @100°F No. 
Fi1 Chrome Moly Steel 
Ai 3000 





20XZ68 
Ya 6000 20XZ95 
ya" 3000 20XZ69 
fa" 6000 20XZ96 
il 3000 20XZ70 
1" 6000 20XZ97 
1 3000 20XZ71 
1%" 6000 20XZ98 
Zz 3000 20XZ72 
2" 6000 20XZ99 

F22 Chrome Moly Steel 
ye. 3000 20YA18 
yf" 6000 20YA40 
4" 3000 20YA19 
fa" 6000 20YA41 
il 3000 20YA20 
1" 6000 20YA42 
14" 3000 20YA21 
1%" 6000 20YA43 
Sn 3000 20YA22 
6000 20YA44 

F91 Chrome Moly Steel 
20YA62 
e 6000 20YA84 
ya" 3000 20YA63 
4" 6000 20YA85 
1" 3000 20YA64 
ili 6000 20YA86 
1%" 3000 20YA65 
1%" 6000 20YA87 
Zz. 3000 20YA66 
2" 6000 20YA88 

45° Elbow 
Max. FSW 
Pipe Size- Pressure Item 


Pipe Fitting psi @100°F No. 
F11 Chrome Moly Steel 
yy" 000 


20XZ78 

Ya" 3000 20XZ79 
1" 3000 20XZ80 

iA 3000 20XZ81 
Ee 3000 20XZ82 


Cnn 
MACHINE 
Since 1 ?31 





Ul 


oupling 
Max. FNPT FSW 
Pipe Size- Pressure | Item | Item 
Pipe Fitting psi @100°F| No. No. 


304/304L Stainless Steel 
Y;" 3000  (20XZ02/20XY96 
4" 3000  |20XZ03)20XY97 
1" 3000  (20XZ04/20XY98 
WA 3000  (20XZ05\20XY99 


3000 (20XZ06 20XZ01 
31 - 6L Stainless Steel 
Ya" 3000 §=|20XZ51|20XZ46 


fa" 3000 |20XZ52|20XZ47 
ilk 3000 —_|20XZ53/20XZ48 
172 3000 |20XZ54|20XZ49 
2 3000 —_|20XZ55/20XZ50 
LF2 Low Temperature Steel 
iA 3000 |20XY47|20XY42 
ya" 3000 |20XY48|20XY43 
1" 3000 |20XY49\20XY44 
WA 3000 |20XY50|20XY45 
2" 3000 —_|20XY51|20XY46 





Coupling 
Max. FSW 
Pipe Size- Pressure Item 


Pipe Fitting psi @100°F No. 
F11 Chrome Moly Steel 
Yn" 3000 


20XZ83 
VA 6000 20YA06 
s/4" 3000 20XZ84 
4" 6000 20YA07 
1" 3000 20XZ85 
ilk 6000 20YA08 
1%" 3000 20XZ86 
1%" 6000 20YA09 
2 3000 20XZ87 
20YA10 

F22 Chrome Moly Steel 
va 3000 20YA28 
Ve 6000 20YA50 
/4" 3000 20YA29 
fa" 6000 20YA51 
il 3000 20YA30 
1" 6000 20YA52 
A 3000 20YA31 
1%" 6000 20YA53 
Fe 3000 20YA32 
6000 20YA54 

F91 Chrome Moly Steel 
20YA94 
e 3000 20YA/2 
s/4" 6000 20YA95 
fa" 3000 20YA73 
1" 3000 20YA/4 
1" 6000 20YA96 
WA 3000 20YA/5 
Ty," 6000 20YA97 
z 3000 20YA/6 
2. 6000 20YA98 


Us 


Threaded Outlet 
FNPT 


Max. 
Pipe Size- Pressure Item 
Pipe ae psi @100°F No. 
304/304L Stainless Steel 
Ye 3000 20XZ14 
fa" 3000 20XZ15 
1 3000 20XZ16 
1%" 3000 20XZ17 
1%" 3000 20XZ18 
Z. 3000 20XZ19 
20XZ20 
316/316L Stainless Steel 
Ai 3000 20XZ61 
fa" 3000 20XZ62 
1" 3000 20XZ63 
1%" 3000 20XZ64 
1%" 3000 20XZ65 
a 3000 20XZ66 
3000 20XZ67 
LF2 ae Temperature Steel 
3 OXY59 
A 3000 20XY60 
ils 3000 20XY61 
1%" 3000 20XY62 
1%" 3000 20XY63 
ih 3000 20XY64 
2 3000 20XY65 





PLUMBING Scan. Order. Done. 
Stainless Steel Pipe Fittings Details on page A1. 
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Stainless Steel Threaded 
Pipe Fittings—Class 150 











Pipe Size| 304SS | 316SS Pipe Size| 304SS | 316SS 
= Max. pressure: 300 psi WOG; ; ae _ _ : rine item om 
: escription Fitting 0. 0. escription Fitting 0. 0. 
150 psi saturated steam Hex Reducing Bushing, MNPT x FFT 5 Square Head Plug, ano sence 
304 stainless steel has good corro- Pome 2X = 8. 

, { g | faa ~/ rx Vy — 1LUN2 4 A 1LTW7_ | 6JM15 
sion resistance. 316 stainless stee * Hy y Val = 1LUNA Vem {LTW8 2TY17 
has a higher nickel content for Ya X Va = 1LUNG FO 1LTW9 | 6JM46 

: ies PX FH = 1LUN8 ’ YA 1LTX2 | 6JM78 
better corrosion resistance. NPT Pipe Size; 3048S | 3168S Tx Vi, = 4LUP4 7! 4LTX4. | 6JK59 
; . - Pipe ltem Item vay AL 7 
. . . . 7 2 — 2 
schedule AO pipe nipples, with air, Half Coupling, yal aT = Tih x i = {LUP8 9" {LTY3 6JL24 
water, oil, natural gas, and steam. é7 =~ yj; qT J2 _ Li x ie = en aN hal 2TY19 
For a complete list of standards and rr > |} 3 Tae = 1x9 ALR Street Elbow, MNPT x FNPT 
specifications, go to Grainger.com® . A 1115 6JM68 12XT | = 1LUR7 am. WLIVS | 2TY12 
ean —_ 2" x VA" — 1LUR9 | ates i 1LTV4 | 6JM13 
and search for individual products. 1 1LTJ6 Oy 3H" = {LUT2 = @ yp {L1V5 | 2TY13 
a te xv" | — | 4LUTA vo" | 4LTV6 | 6JM42 
Pipe Size| 304SS | 316SS 1% 1LTJ8 | 6JK25 ay Ut — 4LUTG oA 4U1V7 6 IM74 
- Pipe Item Item 2 1LTJ9 — et} * 
al Mi Sri = 2x 1% 1LUT8 1 1LTV8 | 6JK55 
Description Fitting No. No. 22 2TV90 i x 115" — 4LUV1 A 1LTV9 oTY14 
Cap, FNPT | ax = ALU 1° ALT Wt 6JK31 
" i 1LRX2_ | 2TV59 Hex Bushing, MNPT x FNPT ir} +LUVS 5 4tTW2 6JL20 
-s i 1LRX3_| 6JL96 em _%' x Ve" | TLTCS | 6JM05 I DYE Pe 4LUV7 oi5 me oTY15 
7 1LRX4_| 2TV60 « x" | iLTC6 2 TV8I ayo" — +LUV9 3" 41 T WA — 
a Ai 1LRX5 | 6JM26 | s* ¥ex Vs" | ALTC7 | 27V82 Hex Socket Plug. MNPT rm +E TW — 
— Ya" 1LRX6 | 6JM58 “So x | 1118 — 7 ") -AWPKA — Tee. FNPT 
ea a a a a a >— | 4WPK2 | 4WPL2 : Y {LTY9 | 2TY20 
Ty" | 1LRX8_ | 2TV61 Ye" x¥%" | TLTE1 | 6JM34 © &@ aes aweL3 >» A 41172 6JM17 
T@ | TRAD | 6JRIS AX ve_| ALTEC = 2 | 4WPK44WPLA ye aa ve 
a a V8 he GS te v7 | AWPK54WPLS SP 16 | 6smas 
a cones MeL) ee ee ye —AWPK6 ~~ 4WPL6 i ye A178 6JMB0 
3! 1LRY3_ | 2TV63 Yi" x Vo" | 1LTES | 6JMG66 73 AWPK?7 “ 7 4LUAT ~~ 6JK61 
4" — 2TV64 T"x 4" | 1LTE6 — 
meee — 1% 4WPK8 | 4WPL8 1% 1LUA3_ | 2TY22 
Coupling, FNPT [x“ | ALES Locknut, FNPT 1%" | 4LUA5 | 6JK37 
7 i 1LRY5 | 2TV65 "x ¥% | 1LTE8 — oGhnt; fa +CUAT | GIL36 
> i 1LRY6 | 6JL98 "x 4" | 1LTE9 — —" v7 — 1LVG9 oF} LOAS aaa 
: 7 1LRY7 | 2TV66 1x ¥ | TL1F1 | 6JK47 | mr er +LUB2 = 
ee ee Veen | = 
vh' 1LRY9 A x % = pas ; , i 
"| 4LRZ1 | 6JKO9 1V"x "| 4LTRA | 2TV83 1%" | 1LULS | 1LVH8 “ er — THES GING 
Ti 1LRZ22_ | 2TV67 1Va"x %" | ALTF5 | 2TV84 Reducing Coupling, FNPT 3, 4LUE7 | 2TY25 
1%" 1LRZ3 | 6JK17 1V"x 1" | ALTF6 | 2TV85 Ya x Ve" | 1LTN7 | 6JM11 SJ mB 4LUE9 | 6JM52 
a 1LRZ4 | 6JK73 1"x Vi" | TLTF7 — % x Ve" | 1LTN8 | 1LUW4 * oA 4LUF2 ~~) 6JM84 
21" 1LRZ5 — 14" x %" | 1LTF8 — ¥x Vs" | LING | 2TV97 7} 4LUF4 ~~ 6JK65 
3" 1LRZ6 | 2TV69 1%" x 4" | ALTF9 — x" | ALTP1 | 1LUW6 175" 4LUF6 2 TY26 
4" 1LRZ7 | 2TV70 14" x %" | ALTG1 — x Ve | ALTP2 | 1LUW8 1" 4LUF8~ GIKA1 
Cross, FNPT T4"x 1" | 1LTG2 — x ¥ | 1LTP3 | 6JM40 5 4LUH1 ~~ 6JL30 
=n Ai — 1LVD6 14" x1v"| 1LTG3 | 6JK23 Ye x Vs" | ALTP5 | 1LUY3 31") ALU —s 
4 A 1LUB8 | 1LVD8 2"x Vs" | ALTG4 — Ye x% | ALTP6 | 1LUY5 3" 4LUH5 — 
a Ai 1LUC3_ | 1LVE3 2"x %' | ILTG5 — Ys x Vo" | ALTP7 | 6JM72 rm 4LUHT — 
Ys" 1LUC5 | 1LVE5 2"x 4" | LTG6 — Ya x Ve — 1LUY1 
ik 1LUC7 | 1LVE7 2°x Ye | ALTG7 — tx 4" | TLTP8 |‘ 1LUY7 
Tv" | 1LUC9 | 1LVE9 2"x 1" | iLTG8 | 2TV86 tx" | TLTP9 | 1LUY9 
ea 1LUD4 | 1LVF4 2°x 1%" | 1LTG9 — 1x ¥%" | 4LTR1 | 1LUZ2 
2%" | 1LUD6 | 1LVF6 2°x 1%" | i4LTH1 | 6JL12 tx 4" | 1LTR2 | 1LUZ4 
ey 1LUD8 | 1LVF8 2%" x 1%" ILTH2 — 1x %" | 1LTR3 | 6JK53 
4" 1LUE1 | 1LVG1 2%"x2" | 1LTH3 | 2TV87 1%" x %" | TLTR4 — 
Elbow, 45°, FNPT 3x1" | 1LTH4 — 1" x Va" | ALTRS — 
| Ai 1LTB2 | 2TV77 3°x 1%" | 1LTHS — 1%" x %"| 1LTR6 | 1LUZ8 
My i 1LTB3 | 6JMO3 3"x2" | 1LTH6 | 2TV88 1v"x %" | ALTRT | 2TV98 
7 1LTB4 | 2TV78 3"x 2%" | 1LTH7 — 1v"x %"| ATLTR8 | 2TV99 
= Ai 1LTB5 | 6JM32 4"x 2" | 4LTH8 — Tv xt" | 4LTR9 | 2TY10 
A 7 1LTB6 | ~6JM64 4"x 3" | 4LTH9 — 1%"x %" | ALTT1 | 1LVAt 
il 1LTB7 | 6JK45 Hex Head Plug, MNPT 14x "| ALTT2 | 1LVA3 
Ti 1LTB8_ | 2TV79 ae ¥" 1LTK4 — 14x %' | ALTT3 | 1LVA5 
1%" 1LTB9_ | 6JK21 | “in TLTK5 = 1%4"x 4") ALTT4 | 1LVA7 
z 1L1C1 | 6JL10 w 1% 1LTK6 — 1%4"x %"| 1LTT5 | 1LVA9 
3" 1LTC3 — = fears Ai 1LTK7 = 14 x1" | TLTT6 | 1LVB2 
4" 1LTC4 — Vh' 1LTK8 — 14"x tv" LTT? | -6JK29 
Elbow, 90°, FNPT il 1LTK9 — 2°x¥% | LTT’ | 1LVB4 
>. Ai 1LRZ8 | 2TV71 Tv 1LTN1 — 2°x % | ALTT9 | 1LVB6 
Yj 1LRZ9 | 6JMO1 1%" 1LTN2 = 2x ¥s' | 1LTU1 | 1LVB8 
7 1LTA1_| 2TV72 “y 1LTN3 — 2°*x1" | 1LTU2 | 1LVC1 
—— Ai 1LTA2 | 6JM30 Hex Plug, MNPT 2"x 1% | 1LTU3 | 1LVC3 
E ; VY," 1LTA3 | 6JM62 ae Ai — 2TV93 2"x 1%" | 1LTU4 | 6JL18 
ik 1LTA4 | 6JK43 se, — 6JM09 2%" x 1%" 1LTU5 — 
1" 1LTA5 | 2TV73 » — 2TV94 2%"x2" | 1LTU6 | 2TY11 
1%" 1LTAG | 6JK19 ‘ee Ai — 6JM38 ce Gh — 1LVC5 
a 1LTA7 | 6JL08 —_ 7 — 6JM70 3"x2" | 1LTU8 | 1LVC7 
215" 1LTA8_ | 2TV74 ik — 6JK51 3"x2%" | 1LTU9 | 1LVC9 
a 1LTAQ | 2TVW75 1% — 6JK27 4" x2" — T1LVD2 
4 1LTB1 — 2 — 6JL16 4"x3" | TL1V2 — 
, os a, _>~ 4s i : * 
; @ Nn Nie 2S GRAINGER 
> 4 Ww % = vat APPROVED 
& 3 S. oer ~—_— a 
Pipe Size = Elbow sa Elbow mene a th 31 6 Stainless Steel Socket 
- Pipe tem tem tem tem tem H He 
iting No. No. No. No. Nos, Weld Pipe Fittings—Class 150 
, = = = = 
ih — AN — AMI ZT 69 = Max. pressure: 300 psi WOG; 150 psi steam at 150°F 
Ty oTYA7 — = OTY63 oTY71 316 stainless steel has a higher nickel content to provide better corrosion resistance 
ie = AM ore aTV6S AME: than 304 stainless steel. For plumbing or welding applications with air, water, natural 
aii = OTYA2 = OTY66 = gas, or steam. Materials conform to ASTM-A-351. Dimensions conform to ANSI B16.5. 
3 = 2TY43 21Y39 = = Meet MSS-SP-51 Class 150LB for flange dimensions, pressure, and temperature. 
2782 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
TUTE 
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--|GRAINGER.COM Stainless Steel Flanges & Pipe 

* GRAINGER ) iF 

Stainless Steel Socket Weld Flanges—Class 150 APPROVED 4 

= Max. pressure: 275 psi Pipe Size- Outside —‘Item c " 

=» Max. steam pressure: 150 psi Pine Fitting _Dig,_Mn os bi " 

Allow easy access to piping systems by bolting 2 flanges together with a gasket to create a tight seal. A 3%0! TRUK3 | i] q 

Similar to slip-on flanges, but a lip supports the pipe while welding. Flanges are counter-bored to a i te = 

accept the pipe before being fillet welded. Flange and pipe bore are the same to enhance flow char- TH a 1RUK6 ro = 

acteristics. The forged 304L stainless steel construction offers very good corrosion resistance. Flanges ——o7 51s an 


{" 
TY 1RUK9 


are suitable for use with air, water, oil, natural gas, and steam. Meet ASTM-SA182 and ANSI B16.5. 3 


* GRAINGER 
APPROVED 


Schedule 40 Stainless Steel Pipe 


304 stainless steel resists corrosion caused by water, heat, saltwater, acids, minerals, and peaty 
soils. 316 stainless steel offers even better corrosion resistance. NPT threads on both ends. For a 
complete list of standards and specifications, go to Grainger.com® and search for individual products. 






304 Stainless Steel 316 Stainless Steel 304 Stainless Steel 316 Stainless Steel 
Pipe Size Max. Item Max. Item Pipe Size Max. Item Max. Item 
(Nominal); Pressure Temp. Range No. Pressure Temp. Range No. (Nominal); Pressure Temp. Range No. Pressure Temp. Range No. 
18" Length 4 ft. Length 
Th" 1 = ° ° H _ ° ° , . 
“ am : bs a0" to sat" 4TMR1 150 pS so" to 450 F 4TND4 yf" oo ae 20° to 650°F = ATMW1 eee 20° to650°F  4TNH4 
‘i eopr = Or Oe | ee eee Ne Vi 150 psi __-60°10450°F_4TMW2| 2184 psi __-20° to 650°F__ATNHS 
x ee ps! -20 to 650 F 4TMR3 +467 . D Dec _—= Z" 1920 psi -20° to 650°F 4TMW3 1856 Ir -20 oe ATNH6 
Vs Psi -20° to 650°F + ATMA pe OOTES. -ATNDT a cele 19 650°F 
. Gest F mG BOT a 8 Bao F 5 9 Sot F . TAI % 50 pS -60° to 450°F 4TMW4 Paes! -60° to 450°F —4TNH7 
4" psi -20° to 650° 4TMR5 263 psi -20° to 650° 4 ; 060 @ - _9n° ° psi _9n° ° 
7" = _ — 1403 psi 50° to 650°F  4TNDO a to 100°F 20° to650°F 4TMWS5 @ 650° F 20° to650°F 4TNH8 
1%" 150 psi -60° to 450°F 4TMR7 150 psi -60° to 450°F = ATNE1 a ip psi or to EOE LU = ” = - a : 
' 946 PSI @ -20 Degrees ene ° 4" 50 psi -60° to 450° 4 1 90 psi -60° to 450° 4 
1% 650°F to 650°F 4TMR8 150 psi 60° to 450°F 4TNE2 ; 339 PSI @ -20 Degrees aw) _ = = 
5" _ _ _ 808 psi @ -20 Degrees ATNE3 650°F to 650°F 
650°F to 650°F 3 — — — 150 psi -60° to 450°F  4TNJ5 
24" 1049 psi -20° to650°F  4TMT1 150 psi -60° to 450°F = 4TNE4 5 ft. Length 
: 705 psi @ _one ° — = _ Y" 150 psi -60° to 450°F 4TMX4 — — — 
? 650° F 20° to 650° = 4TMTS Ya" 2962 psi -20° to 650°F 4TMX5| = = 
2 ft. Length Ye" 1920 psi -20° to650°F 4TMX6 — — _ 
Ve" 150 psi -60° to 450°F  4TMT4 150 psi -60° to 450°F = ATNE7 ¥;" 150 psi -60° to 450°F  4TMX7 | 1838 psi -20° to650°F  4TNK1 
Ys" 2262 psi -20° to 650°F «ATMS | «LOT DSI «= -20 DegrsesaTNEB 5 ass! -20° to 650°F « ATMXB) ss — - = 
ye" ee psi -20° to650°F 4TMT6 a7 x = _ 1" — — — 150 psi -60° to 450°F = 4TNK3 
i psi _9n° ° 7 psi - egrees i 1145 psi @ agiie ° ; “ene ° 
: @ 650° F 20° to650°F 4TMT7 @ 650" to 660 sal 1V, 20 t 100°F 20° to650°F 4TMY2 150 psi 60° to 450°F ~ 4TNK5 
4 _— _— _ 963 psi -20° to 650° 4 : psi ane ° _9n° ° 
ih 1458 psi -20° to 650°F ATMT9| 1403 psi___-20° toG50°F__4TNF3 2 650° F 20" to 650"F  ATMYS| =(1009psi— -20" to GOOF = ATNKG 
1%" 150 psi -60° to 450°F 4TMU1 150 psi -60° to 450°F = 4TNF4 24" 150 psi -60° to 450°F 4TMY4 150 psi -60° to 450°F —4TNK7 
2 1049 psi -20° to650°F 4TMU3 — — — 3 150 psi -60° to 450°F 4TMY5 — —_— _ 
2" 150 psi -60° to 450°F 4TMU4 | 1009 psi -20° to650°F 4TNF7 6 ft. Length 
3 3° psi. -20° to 650°F  4TMU5 930 psi -20° to650°F 4TNF8 ua = 7 = - — 150 psi -60° to 450°F = 4TNL1 
: 705 psi _9n° ° ene ° 8" psi -20° to 650° 4 — = _— 
4 650° F 20° to650°T = ATMUG} = 150 psi 60" to450°F = ATNFS yp" 150 psi -60° to 450°F 4TMZ1 150 psi -60° to 450°F ATNLA 
ye" 3010 psi 99° 10 650°F = ATMU7, «Ss 150psi += -60° to. 450°F —4TNG1 @ 650°F to 650°F 
@ 650° F p iW 150 psi -60° to 450°F 4TMZ3 > 1403 psi -20° to650°F  4TNL6 
yj" 1808 PSI -20 Degrees ATMU8 = _ _ 1M" — — — 150 psi -60° to 450°F —4TNL7 
@ 650°F to 650°F 417" 946 psi @ 90° ° ; “ene ° 
- 3 to650°F 4TMZ5 150 psi 60° to 450°F 4TNL8 
3p" 1920 psi 20 Degrees 4TMUS __ __ _ 650° F 
@ 650°F to 650°F 2 — — — 150 psi -60° to 450°F 4TNL9 
Vp" 1526 PSI -20 Degrees ATMV1 1467 psi -20 Degrees A4TNG4 3: 150 psi -60° to 450°F = 4TMZ8 — — — 
@ 650°F to 650°F @ 650°F to 650°F 4" 150 psi -60° to 450°F 4TMZ9 150 psi -60° to 450°F  4TNN3 
ya" 1622 psi -20° to650°F 4TMV2 1563 psi -20° to650°F 4TNG5 10 ft. Length 
: T;i —— __ __ 7 a ° ° 
1" 150psi  -60°to 450°F «= a3) M408 PSI@ ooo ty g50°F © ATNGE As | 150 psi_-60" to 450°r _ATINN4 
20 to 100°F Vj" 2262 psi 909° ° 1761 psi 20 Degrees 
- 4 ° 0° to650°F 4TNC2 ° ° 4TNN5 
@ 650°F to 650°F p Ye" = — — 1856 psi -20° to650°F  4TNN6 
iy | SPS -20° to 650°F «ATMS | = — = Vs eS: «= -20° to 650°F —4TNC4 150 psi += -60° to. 450°F TNT 
a 1049 psi -20° to650°F 4TMV6 = _ _ ya" 1622 psi -20° to 650°F_ — 4TNC5 | 1563 psi -20°to 650°F 4TNN8 
D1" 150 psi -60° to 450°F 4TMV7 ee -20° to 650°F 4TNH1 1 1458 psi -20 to 650 F 4TNC6 OFF pee -60 to 450 F 4TNN9 
3 150 psi -60°to 450°F ATMVB| = = WA — 7 — g5g°F 20" to Ge0hr = ATNP I 
i 946 PSI @ -20 Degrees 1145 psi @ _9ne° ° 
Zz 150 psi -60° to 450°F  4TNC9 150 psi -60° to 450°F = 4TNP3 
2%" — — _— 150 psi -60° to 450°F 4TNP4 
cy 150 psi -60° to 450°F = 4TND2 — — — 
4" 150 psi -60° to 450°F_ = 4TND3 150 psi -60° to 450°F 4TNP6 
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PLUMBING 
Unthreaded Pipe & Stainless Steel Nipples 
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* GRAINGER 304 Stainless Steel 316 Stainless Steel 
GA APPROVED Pipe Size Max. Item Max. Item 
(Nominal) Pressure No. Pressure No. 
= 10 ft. Length 
Schedule 40 Stainless —“ = —~} 4096 psi @ 650°F 4RUL2 
. Ys | 2189 @-20to 100°F  15A816 2184 psi 15A824 
Steel Unthreaded Pipe — = —_ 3180 psi @ 650° 1RULA 
% 1908 psi@ 650°F _‘15A818 1838 psi 15A825 
304 stainless steel resists corrosion a 5 oe psi : ae ee psi a sell . : are 
. psi psi 

caused by water, heat, saltwater, acids, WA — — 1916 psi @ 650°. 2UEGB 
minerals, and peaty soils. 316 stainless Ty" 150 psi 15A822 | 1717 psi @ 650°F 2UE69 
a ry 1049 psi @ 650°F  _15A823 150 psi 15A828 
steel offers even better corrosion resis 215" | 458? psi @ 650°F  1RUP2 | 1582 psi @ 650°F  1RUL5 
tance. For use in natural gas, oil, steam, 3" | 1369 psi@650°F  1RUP3 | 1369psi@650°F  1RULG 
and water applications. Meet ASTM A-312. cH 1160 psi@ 650°F_ ss TRUP4 =| 1160psi@650°F —_TRUL? 


* 


GRAINGER 
APPROVED 


Schedule 40 Welded Stainless Steel Nipples 


= Max. pressure: 150 psi CWP at 150°F 

= Temp. range: -60° to 450°F 

= ¥" pipe size is seamless construction 

For use with Class 150 stainless steel threaded pipe fittings for applications with air, water, oil, natural 
gas, and steam. NPT threads on both ends. Meet ASTM A733. 304 stainless steel is an economically 
priced, chromium-nickel material that offers very good corrosion resistance. 316 stainless steel has a 
higher nickel content and contains molybdenum for even better corrosion resistance. 





304 316 304 316 304 316 304 316 
Stainless Steel | Stainless Steel Stainless Steel | Stainless Steel Stainless Steel | Stainless Steel Stainless Steel | Stainless Steel 
Pipe Size Item Item Pipe Size Item Item Pipe Size Item Item Pipe Size Item Item 
(Nominal) No. No. (Nominal) No. No. (Nominal) No. No. (Nominal) No. No. 
Close Thread 314" Length 514" Length 9" Length 
VY 1XAL1 1WZV4 Y 1XAL6 1WZV9 Y 1XAN1 1WZW4 Ye 1XAN5 1WZW8 
Zi 1XAN9 — YA 1XAP5 1WZX8 YA" 1XAP9 1WZY3 YA" 1XAR4 1WZY7 
Ye" 1XAR8 1WZZ2 Ye" 1XAT4 1WZZ7 Ye" 1XAT8 1XAA2 Ye" — 1XAA5 
Vy" 1XAU7 1XAA9 Vy" 1XAV3 1XAB5 Yn" 1XAV6 1XAB9 Vy" 1XAW1 1XAC4 
ya" 1XAW5 1XAC8 ya" 1XAX1 1XAD4 ya" 1XAX5 1XAD8 ya" 1XAX9 1XAE3 
14%" — 1WZP5 1" 1XAY9 1XAF3 1" 1XAZ4 1XAF7 1" 1XAZ7 1XAG1 
2. — 1XAJ3 14%" 1XBA6 1WZP8 14%" 1XBB1 — 14%" 1XBB5 — 
2 V2" 1XBF3 — 1%" 1XBC3 1XAG9 1%" 1XBC7 1XAH4 1%" 1XBD2 — 
o 1XBG3 — 2. 1XBD9 1XAJ6 2. 1XBE4 1XAK1 2. 1XBE8 — 
4" — 1WZU6 2¥2" 1XBF4 1WZR8 2¥2" — 1XAK9 2¥2" 1XBF9 — 
74" Length 3. 1XBG5 1WZT8 4" 1XBH4 — 10” Length 
i — 1WZX3 4" Length 6" Length Ye" — 1WZW9 
11%" Length Ve" 1XAL7 1WZW1 Ye" 1XAN2 1WZW5 Ya 1XAR5 1WZY8 
Ye" 1XAL2 1WZV5 Zi 1XAP6 1WZX9 i 1XAR1 1WZY4 Ye" 1XAU4 1XAA6 
i 1XAP1 1WZX4 Ye" 1XAT5 1WZZ8 Ye" 1XAT9 1XAA3 Vy" 1XAW2 1XAC5 
Ye" 1XAR9 1WZZ3 a 1XAV4 1XAB6 yy" 1XAV7 1XAC1 ya" 1XAY1 1XAE4 
Ya" 1XAU8 1XAB1 ya" 1XAX2 1XAD5 ya" 1XAX6 1XAD9 ia 1XAZ8 1XAG2 
ya" 1XAW6 1XAC9 1 1XAZ1 1XAF4 1 1XAZ5 1XAF8 1%" 1XBB6 — 
1" 1XAY4 — 1%" 1XBA7 1WZP9 1%" 1XBB2 1WZR2 1%" 1XBD3 1XAH9 
1%" Length 1%" 1XBC4 1XAH1 1%" 1XBC8 1XAH5 Z 1XBE9 1XAK6 
1%" 1XBA2 — 2 1XBE1 1XAJ7 Zz 1XBE5 1XAK2 11" Length 
1%" Length 22" 1XBF5 1WZR9 2¥2" 1XBF7 1WZT2 YA" 1XAR6 1WZY9 
1%" 1XBB8 1XAG5 ch — 1WZT9 a — 1WZU2 Ye" 1XAU5 — 
2" Length 4" — 1WZU7 4" — 1WZU9 Yn" 1XAW3 1XAC6 
Ve" 1XAL3 1WZV6 4%" Length 7" Length ya" 1XAY2 1XAE5 
YA 1XAP2 1WZX5 Ye" 1XAL8 1WZW2 Ve" 1XAN3 1WZW6 1" 1XAZ9 — 
ye" 1XAT1 1WZZ4 YA" 1XAP7 1WZY1 Ya" 1XAR2 1WZY5 1%" 1XBD4 1XAJ1 
Vy" 1XAU9 1XAB2 Ye" 1XAT6 1WZZ9 Ye" 1XAU1 1XAA4 Zz 1XBF1 1XAK7 
ya" 1XAW7 1XAD1 ai — 1XAB7 Vy" 1XAV8 1XAC2 12" Length 
1" 1XAY6 1XAE9 ya" 1XAX3 1XAD6 ya" 1XAX7 1XAE1 Ve" 1XAN8 1WZX2 
il — 1XAE7 il 1XAZ2 1XAF5 1" 1XAY5 1XAE8 YA 1XAR7 1WZZ1 
1%" 1XBA3 — 1%" 1XBA8 — 1%" 1XBB3 — Ye" 1XAU6 1XAA8 
1%" 1XBB9 1XAG6 ia 1XBC5 1XAH2 1%" 1XBC9 — yy 1XAW4 1XAC7 
Zz 1XBD6 — Zz 1XBE2 1XAJ8 Zz 1XBE6 — ya" 1XAY3 1XAE6 
212" Length Sh 1XBG6 — 8" Length il 1XBA1 1XAG4 
Ve" 1XAL4 1WZV7 5" Length Ye" 1XAN4 1WZW7 14%" 1XBB7 1WZR5 
Ya" 1XAP3 1WZX6 Ye" 1XAL9 1WZW3 Zi 1XAR3 1WZY6 1%" 1XBD5 1XAJ2 
Ye" 1XAT2 1WZZ5 Zi 1XAP8 1WZY2 Ye" 1XAU2 — 2 1XBF2 1XAK8 
Vy" 1XAV1 1XAB3 Ye" 1XAT7 1XAA1 Vy" 1XAV9 1XAC3 2¥2" 1XBG2 — 
ya" 1XAW8 1XAD2 Y," 1XAV5 1XAB8 ya" 1XAX8 1XAE2 a 1XBH1 — 
il 1XAY7 1XAF1 ya" 1XAX4 1XAD7 il 1XAZ6 1XAF9 
1%" 1XBA4 1WZP6 ily 1XAZ3 1XAF6 14%" 1XBB4 1WZR3 
1%" 1XBC1 1XAG7 14%" 1XBA9 1WZR1 1%" 1XBD1 1XAH7 
2 1XBD7 — 1%" 1XBC6 1XAH3 2. 1XBE7 1XAK4 
2¥2" — 1WZR6 2 1XBE3 1XAJ9 a 1XBG8 — 
2%" Length 2¥2" 1XBF6 1WZT1 
a — 1WZT6 a 1XBG7 1WZU1 
3” Length 4" 1XBH3 1WZU8 
Ve 1XAL5 1WZV8 
YA 1XAP4 1WZX7 
ye" 1XAT3 1WZZ6 
VY," 1XAV2 1XAB4 
ya" 1XAW9 1XAD3 
il 1XAY8 1XAF2 
1%" 1XBA5 1WZP7 
1%" 1XBC2 1XAG8 
2 1XBD8 1XAJ4 
2 — 1XAJ5 
2 V2" — 1WZR7 
3 1XBG4 1WZT7 
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| ]Bownload Availabe Stainless Steel Nipples & Fittings 








304 316 304 316 304 316 
Stainless | Stainless Stainless | Stainless Stainless | Stainless 
: Steel Steel Steel Steel Steel Steel 
+ : Pipe Size Item Item Pipe Size Item Item Pipe Size Item Item 
= i (Nominal) No. No. (Nominal) No. No. (Nominal) No. No. 
ts 1" Length 21" Length 4" Length 
¥,' 1XBH7 — ¥,' 1XBL2 — ¥,' 1XBP8 — 
Vj! 1XBH8 — Yj" 1XBL3 | 1XBW6 yj" 1XBP9 1XBY8 
7 1XBH9 — ¥,' 1XBL4. | 1XBW7 Hi" 1XBR1 TXBY9 
i" 1XBJ1 1XBU7 %' 1XBL5 — yy" 1XBR2 _ 
fe ¥,' 1XBJ2 1XBU8 7 1XBL6 | 1XBW9 ¥,' 1XBR3 1XBZ2 
GRAINGER No. 1XBL1 172" Length i 1XBL7 1XBX1 if TXBR4 1XBZ3 
APPROVED ¥,' 1XBJ3 — 1V%;' 1XBL8 1XBY3 1%," 1XBR6 1XBZ5 
a yj" 1XBJ4 1XBU9 1%" — 1XBX3 wy 1XBR7 1XBZ6 
Schedule 40 Stainless A 1XBJ5_ | 1XBV1 2" 1XBN1 | 1XBX4 A 1XBR8 = 
. ip" 1XBJ6 1XBV2 217" 1XBN2 — 5 1XBR9 1XBZ7 
Steel TOE Nipples 7 1XBJ7_ | 1XBV3 3 1XBN3_|1XBX5 4" 1XBT1 1XBZ8 
ig 1XBJ8 1XBV4 4" 1XBN4 1XBX6 6" Length 
= Max. pressure: 300 psi CWP; 150 psi steam at 150°F oe 1x89 aaa 3" Length aN # 1xBTzZ wavs 
' ° ° 2 8 = 4 
= Temp. range: -60° to 450°F | | 2" Length Vs_| 1XBN6_| _1XBX7 ye" | 1XBT4_| _1XCAt 
NPT threads on 1 end for easy connection; other end is Vf" 1XBK2 — x" 1XBN7 1XBX8 i" 1XBT5 1XCA2 
nonthreaded for welding or brazing. For use with Class 150 ih IRBs | INBYY z IRS OS | TABRY a a 
snes oe an Ye 1XBK4 — 7, 1XBN9 — 1 1XBT7 1XCA4 
stainless steel threaded pipe fittings for applications with all, 7 1XBK5 1XBV9 T' 1XBP1 1XBY2 1%" 1XBT8 1XCA5 
water, oil, natural gas, and steam. Meet ASTM A733. The 304 Ya" 1XBK6__| _1XBW1 1%" 1XBP2 — 1%" 1XBT9 — 
oe iB 1XBK7 — 1%" 1XBP3 1XBY4 2: 1XBU1 1XCA7 
Stainless steel is a chromium nickel material that offers very WA ayRKE 1 TXB WS mi 4\BP4 aYEVE WA yllp aa 
good corrosion resistance. 316 stainless steel has a higher 7A 1XBK9 = WA 1XBP5 = 3" 1XBU3 4XCA8 
nickel content and molybdenum for better corrosion resistance. 2" 1XBL1 1XBW5 3 1XBP6 — 4" 1XBU4 — 
i = = * GRAINGER 
Stainless Steel Threaded Fittings—3000 psi APPROVED 


= Max. pressure for fittings, except unions: (304 SS) 2570 
psi CWP at 100°F, 1965 psi at 400°F steam; (316 SS) 
3000 psi CWP at 100°F, 2810 psi at 350°F 

= Max. pressure for unions only: (304 SS) 2915 psi CWP at 100°F, 1905 psi 
at 400°F steam; (316 SS) 2915 psi CWP at 100°F, 2080 psi at 400°F 


304 stainless steel is a chromium nickel material that offers very good corrosion 
resistance. 316 stainless steel has a higher nickel content, as well as molybde- 
num, for better corrosion resistance. Use with Schedule 80 stainless steel pipe for 
applications with air, water, and natural gas. Threads conform to ASME B1.20.1, 
materials conform to ASTM A182, and dimensions conform to ASME B16.11. 














304 SS 316 SS 304 SS 316 SS 304 SS 316 SS 
Pipe Size Item Item Pipe Size Item Item Pipe Size Item Item 
Description - Pipe Fitting No. No. Description - Pipe Fitting No. No. Description - Pipe Fitting No. No. 
Cap, FNPT Half Coupling, Socket Weld 3° xX 2" 1RRX8 1LTZ7 
i 2UA42 2TY74 = 144" 1LVP5 1RTE6 Pe 4" x 1" 1RRY1 1LTZ9 
YA" 2UA43 2TY75 co SE 1%" 1LVP7 1RTE8 % , a 4" x 1%" 1RRY3 1LUA2 
3" 2UA44 2TY76 Wr ) 2" _ 1RTF1 iy a / 4"x 1%" 1RRY5 1LUA4 
Y," 2UA45 21Y77 | 4 2 V2" 1LVR2 1RTF3 ~ © 4" x 2" 1RRY7 1LUA6 
5/4 2UA46 2TY78 " 3" 1LVR5 1RTF5 SS 4" x 2%" 1RRY9 1LUA8 
1° 2UA47 2TY79 Hex Head Plug, MNPT 4" x 3" 1RRZ2 1LUB1 
144" 1LVL3 1RTB4 Ve" 1RRG4 1RTF7 Reducing Coupling, FNPT 
1%" _ 1RTB6 YA" 1RRG6 1RTF9 Ya" x Ya" 2UA78 2UA20 
2. 1LVL7 1RTB8 ¥e" 1RRG8 1RTH2 Ye" x Ve" 2UA79 2UA21 
2 V," 1LVL9 1RTD1 Nao Y;" 1RRH1 1RTH4 Ye" x V4" 2UA80 2UA22 
ci 1LVN2 1RTD3 5a 1RRH3 1RTH6 Yo" x Ya" 2UA81 2UA23 
Coupling, FNPT 1" 1RRH5 1RTH8 _— Vo" x Ye" 2UA82 2UA24 
i 2UA48 2TY80 144" 1RRH7 1RTJ1 Ya" x V4" 2UA83 _ 
Ya" 2UA49 2TY81 14," 1RRH9 1RTJ3 Ya" x ¥" 2UA84 2UA26 
, 7g" 2UA50 2TY82 2 1RRJ2 1RTJ5 Ya" x V2" 2UA85 2UA27 
pty iy" 2UA51 2TY83 2" 1RRJ4 1RTJ7 1" x 4" 2UA87 2UA29 
; 5/4" 2UA52 2TY84 3 1RRJ6 1RTJ9 1" x V3" _ 2UA28 
1" 2UA53 2TY85 4" 1RRJ8 1RTK2 Square Head Plug, MNPT 
1%" 1LVN4 _ Hex Reducing Bushing, MNPT x FNPT Ye" 1RRK1 1RTK4 
14," 1LVN6 1RTD7 Va" x Ya" 1RRN7 1RTP1 —_, Yq" 1RRK3 1RTK6 
2. 1LVN8 1RTD9 ~<—_ Ye" x Ve" 1RRN9I 1RTP3 , Je" 1RRK5 1RTK8 
2," 1LVP1 1RTE2 , a Ye" x V4" 1RRP2 1RTP5 fA Vy," 1RRK7 1RTL1 
cl 1LVP3 1RTE4 ad ‘ } V2" x Ve" 1RRP4 1RTP8 J ya 1RRK9 1RTL3 
Cross, FNPT ~~ Yo" x Ya" 1RRP6 1RTR1 at il 1RRL2 1RTL5 
Ye 1LVJ3 1RRZ4 we” Vo" x ¥" 1RRP8 1RTR3 1%" 1RRL4 1RTL7 
ae Ya" 1LVJ5 1RRZ6 4" x Ye" 1RRR1 1RTR5 12" 1RRL6 1RTL9 
; 37g" 1LVJ7 1RRZ8 Sa" x V4" 1RRR3 1RTR7 2 1RRL8 _ 
4 Yo _ 1RTA1 V4" x Ye" 1RRR5 1RTR9 242" 1RRN1 1RTN4 
5/4" 1LVK2 1RTA3 4" x Ya" 1RRR7 1RTT2 3 1RRN3 —_— 
ile 1LVK4 1RTA5 1" x ¥' 1RRRQ 1RTT4 4" 1RRN5 1RTN8 
14%" 1LVK6 1RTA7 1" x Y' 1RRT2 _ Street Elbow, 90°, MNPT x FNPT 
1%" 1LVK8 1RTAQ 1" x ¥%' 1RRT4 1RTT8 Y" 2UA66 2TY98 
2 1LVL1 1RTB2 1" x 34" 1RRT8 1RTU3 Yq" 2UA67 2TY99 
Elbow, 45°, FNPT xy — 1RTU1 3g" 2UA68 2UA10 
Ve 2UA60 2TY92 1%" x 4" 1RRU1 1RTU5 VY," 2UA69 2UA11 
Ya" 2UA61 2TY93 14" x Y" 1RRU3 1RTU7 3/4" 2UA70 2UA12 
\ \ 37" 2UA62 2TY94 1%" x 1" 1RRU5 1RTU9 ir 2UA71 2UA13 
' & Ve 2UA63 2TY95 1Y2" x Y4" 1RRU7 1RTW2 Tee, FNPT 
yf 2UA64 2TY96 1%" x 1" 1RRU9 1RTW4 ¥g" 2UA88 2UA30 
a 1” 2UA65 2TY97 1%" x 1%" 1RRV2 1LTX1 ie V4" 2UA89 2UA31 
Elbow, 90°, FNPT 2" x V4" 1RRV4 1LTX3 -, ¥e" 2UA90 2UA32 
-_— Ve 2UA54 2TY86 2" x 1" 1RRV6 1LTX5 Mh A Vy," 2UA91 2UA33 
Ya" 2UA55 2TY87 2" x 14" 1RRV8 1LTX7 ya 2UA92 2UA34 
3g" 2UA56 2TY88 2" x 12" 1RRW1 1LTX9 i 2UA93 2UA35 
Y," 2UA57 2TY89 2¥2" x 1" 1RRW3 1LTY2 Union, FNPT 
3/4" 2UA58 2TY90 2" x 14" 1RRW5 1LTY4 Ye" 2UA94 2UA36 
= 1" 2UA59 2TY91 2 V2" x 1¥2" 1RRW7 1LTY6 i , V4" 2UA95 2UA37 
Half Coupling, FNPT 3" x 1" 1RRW9 1LTY8 fr 3g" 2UA96 2UA38 
- VY" 2UA72 2UA14 3° x 14%" 1RRX2 1LTZ1 \) he Y," 2UA97 2UA39 
am Ya" 2UA73 2UA15 oh ye 1RRX4 1LTZ3 = ya 2UA98 2UA40 
\, : 2) 3" 2UA74 2UA16 3X2 1RRX6 1LTZ5 i: 2UA99 2UA41 
| A 2UA7S | 2UA17 
Ses 3" _ 2UA18 
1" 2UA77 2UA19 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2/85 








PLUMBING 
Stainless Steel Pipe & Nipples & Flanges 


Scan. Order. Done. 
Details on page A1. 
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GRAINGER 
APPROVED 


Schedule 80 
Stainless Steel 
Pipe Nipples 


= Max. pressure: 250 psi 
= Temp. range: -60° to 450°F 


Threaded on both ends. 304 stainless steel 
is a chromium-nickel material that offers 
very good corrosion resistance. 316 stainless 
steel has a higher nickel content, as well 

as molybdenum, for even greater corrosion 
resistance. For a complete list of standards 





and specifications, go to Grainger.com® and 


search for individual products. 


* GRAINGER 


APPROVED 


Schedule 80 
Stainless Steel 
Threaded Pipe 


= Max. pressure: 250 psi 
= Temp. range: -60° to 450°F 


For applications with air, water, natural gas, and steam. 
304 stainless steel is a chromium-nickel material that 
offers very good corrosion resistance. 316 stainless steel 
has a higher nickel content and molybdenum, for even 
greater corrosion resistance. NPT connections on both 
ends. For a complete list of standards and specifications, 





go to Grainger.com® and search for individual products. 


* GRAINGER 


APPROVED 


Stainless Steel Flanges and 
Weldable Outlets—Class 300 


For use with Schedule 40 or 80 
stainless steel pipe, in applica- 
tions with air, water, natural gas, 
and steam. 


FLANGES 
= Max. pressure: 720 psi 
= Steam pressure: 300 psi 


Forged flanges have a raised 
face. Meet ASTM-SA182, ANSI 
B16.5, except Nos. 4HVL4 to 
AHVP1 also meet ASME B1.20.1. 


Threaded—Threads conform to 
ASME B1.20.1 NPT. 


Lap Joint—Rotate for easy 
alignment with bolt holes. No 
fluid contact. For applications 
that require frequent disman- 
tling. Not for high-pressure or 
high-temp. applications. 


Socket Weld—Flange is coun- 
ter-bored to accept pipe before 
being fillet welded; a lip supports 
pipe while welding. 


2786 GRAINGER. 
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304 316 304 316 304 316 304 316 
Stainless | Stainless Stainless | Stainless Stainless | Stainless Stainless | Stainless 
Steel Steel Steel Steel Steel Steel Steel Steel 
Pipe Size Item Item Pipe Size Item Item Pipe Size Item Item Pipe Size Item Item 
(Nominal)| _No. No. (Nominal)| _No. No. (Nominal)| _No. No. (Nominal)| _No. No. 
Close Thread 21" Length 4" Length 8" Length 
Ve 4TNP7 4TPN2 Ve 4TNU2 4TPR6 Yr 4TNX2 4TPV6 Ve 4TPA2 4WJY9 
VA" 4TNP8 4TPN3 VA" 4TNU3 4TPR7 Yq" 4TNX3 4TPV7 Yq 4TPA3 4WJZ1 
Ye" 4TNP9 — Ye" 4TNU4 4TPR8 Je" 4TNX4 4TPV8 Je" 4TPA4 4wWJZ2 
VY," 4TNR1 4TPN5 yy" 4TNU5 4TPR9 Y, 4TNX5 4TPV9 Y 4TPA5 4WJZ3 
5/4" 4TNR2 4TPN6 4" 4TNU6 4TPT1 fa" 4TNX6 | 4WJW4 fa" 4TPAG 4WJZ4 
i 4TNR3 4TPN7 {" 4TNU7 4TPT2 Ir 4TNX7 | 4WJW5 1 4TPA7 4WJZ5 
14%" 4TNR4 4TPN8 14%" 4TNU8 4TPT3 1%" 4TNX8 | 4WJW6 1Y%" 4TPA8 4WJZ6 
1%" 4TNR5 4TPN9 142" 4TNUS 4TPT4 1" 4TNX9 | 4WJW7 1" 4TPA9 — 
‘ 4TNR6 4TPP1 2. 4TNV1 4TPT5 2. 4TNY1 | 4WJW8 2 — 4WJZ8 
1" Length 3" Length 5" Length 10" Length 
7g" — 4TPN4 Ve 4TNV2 4TPT6 Vg 4TNY2 | 4WJW9 Ve 4TPC2 4WJZ9 
1%" Length VA" 4TNV3 4TPT7 Yq" 4TNY3 | 4WJX1 Yq" — 4WKA1 
Ve 4TNR7 4TPP2 Ye" 4TNV4 4TPT8 Ye" 4TNY4 | 4WJX2 Je" 4TPC4 | 4WKA2 
VA" 4TNR8 4TPP3 yy" 4TNV5 4TPT9 yj" 4TNY5 | 4WJX3 Yj" — 4WKA3 
7g" 4TNR9 4TPP4 a" 4TNV6 4TPU1 fa" 4TNY6 | 4WJX4 fa" 4TPC6 | 4WKA4 
VY 4TNT1 4TPP5 1" 4TNV7 4TPU2 il 4TNY7 | 4WJX5 1" 4TPC7 | 4WKADS 
5/4 4TNT2 4TPP6 1%" 4TNV8 4TPU3 1M" 4TNY8 | 4WJX6 1Y%" 4TPC8 | 4WKAG 
2" Length 1%" 4TNV9 4TPU4 1%" — 4WJX7 1%" 4TPC9 — 
Ve 4TNT3 4TPP7 2. 4TNW1 4TPU5 Z. 41NZ1 4WJX8 2. 4TPD1 — 
Zs 4TNT4 A4TPP8 312" Length 6" Length 12" Length 
57g" 4TNT5 4TPP9 Ve 4TNW2 | 4TPUG6 Ye 4TNZ2 4WJX9 Vg — 4WKA9 
VY; 4TNT6 4TPR1 VA 4TNW3 | 4TPU7 Yq 41NZ3 4wWJY1 Yq" 4TPD3 | 4WKC1 
5/4" 4TNT7 4TPR2 Ye" 4TNW4 | 4TPU8 Je" 4TNZ4 4wWJY2 Je" 4TPD4 | 4WKC2 
1" 4TNT8 4TPR3 Vy" 4TNW5 | 4TPUS Yj" 4TNZ5 4WJY3 Yj" 4TPD5 | 4WKC3 
1%" 4TNT9 4TPR4 fa" 4TNW6 | ATPV1 ya" 4TNZ6 4WJY4 fa" 4TPD6 | 4WKC4 
1%" 4TNU1 4TPR5 ik 4TNW7 | 4TPV2 i 4TNZ7 4WJY5 il 4TPD7 — 
1%" 4TNW8 | 4TPV3 1M" 4TNZ8 4WJY6 1M" 4TPD8 | 4WKC6 
1%" 4TNW9 | 4TPV4 iA 4TNZ9 4WJY7 iA 4TPD9 — 
2. 4TNX1 4TPV5 2" 4TPA1 4WJY8 2. 4TPE1 4WKC8 
304 316 304 316 304 316 304 316 
Stainless |Stainless Stainless Stainless Stainless Stainless Stainless Stainless 
Steel Steel Steel Steel Steel Steel Steel Steel 
Pipe Size Item Item Pipe Size, Item Item Pipe Size| Item Item Pipe Size| Item Item 
(Nominal) No. No. (Nominal); No. No. (Nominal); No. No. (Nominal); No. No. 
18" Length 3 ft. Length 5 ft. Length 10 ft. Length 
Ye" 4TPE2 | 4WKC9 VA" 4TPG3 — VA" 4TPJ3_ | 4WKH1 Yq" 4TPL3 | 4WKK1 
Yq" 4TPE3 — ¥e" — 4WKF2 ¥e" — 4WKH2 y;" 4TPL5 — 
Yj" 4TPE5 — Y;" 4TPG5 — Y," 4TPJ5 — ya" 4TPL6 — 
fa" 4TPE6 | 4WKD4 ya" 4TPG6 a 4TPJ6 — il — 4WKK5 
1" — 4WKD5 ily 4TPG7 ily 4TPJ7 — 1%" 4TPL8 | 4WKK6 
1%" 4TPE8 — 1%" 4TPG8 — 1%" — 4WKH7 1¥," 4TPL9 | 4WKK7 
1%" 4TPE9 — 1%," 4TPG9 | 4WKF7 2. 4TPK1 | 4WKH8 
2 4TPF1 | 4WKD8 Z 4TPH1 — 6 ft. Length 
2 ft. Length 4 ft. Length Ve 4TPK2 — 
Ye" 4TPF2 | 4WKD9 Ye" 4TPH4 | 4WKG2 VA" 4TPK3 | 4WKJ1 
ye" 4TPF4 | 4WKE2 Y," 4TPH5 — ¥e" 4TPK4 | 4WKJ2 
y;" 4TPF5 | 4WKE3 ils — 4WKG5 yy 4TPK5 | 4WKJ3 
ya" 4TPF6 | 4WKE4 1%" 4TPH9 — ya" 4TPK6 — 
1" 4TPF7 | 4WKE5 2" 4TPJ1 | 4WKG8 1%" 4TPK8 | 4WKJ6 
1%" — 4WKE6 1¥," 4TPKO | 4WKJ7 
1%" — 4WKE7 2 4TPL1 — 
2" — 4WKE8 
(a ti ; if 
[- ie ~~ to) 
(2 1 = J 
\a 9 ‘1 4 ‘py 
Threaded Flange _|Lap Joint Flange} Socket Weld Flange Weld Neck Flange 
Forged 304 | Forged 316, Forged 316 Forged 304 Forged 316) Forged 304| Forged 316 
Stainless | Stainless Stainless Stainless | Stainless | Stainless | Stainless 
pines ive re ete A Fp i ithe 
ipe Size - em em em em em em em 
Weld Neck— <pipe Fitting Outside Dia. | —_No. No. No. No. No. No. No. 
anges 
Circumferentially welded My 3/4" 4HVL4 4HVN4 — 4HVT4 4HVU4 4HVX4 — 
allow easy radiographic. —— 47M -—ing — arg 08-9 a 
llow radiographi ; WB 4 4 4 4 4 = 4 
a head eu ang : : 1%" 54" 4HVL7 4HVN7 4HWA7 4HVT7 — — 4HVY7 
weld integrity inspection. 1" 6," 4HVL8____4HVN8 4HWA8 4HVT8_ 4HVU8 | 4HVX8 | 4HVY8 
Ideal for use in critical 2. 6" 4HVL9 4HVN9 4HWAQ 4HVT9 — 4HVX9 4HVY9 
licat 22 1" 4HVN1 4HVP1 — 4HVU1 4HVX1 4HVY1 4HVZ1 
applications. a gy" 4HVN2 — — 4HVU2 | 4HVX2 | 4HVY2 | 4HVZ2 
- : 10" 4HVN3 — — 4HVU3 4HVX3 4HVY3 4HVZ3 
Slip-On—Easy installation 
in fabricated applications; a 7 
slip flange over the pipe % J 
and fillet weld. KL a 
ag ee 
Blind : Sometimes called Slip-On Flange Blind Flange Threaded Outlet Weldable Outlet 
a blanking flange; use to : Forged 304 Forged 316 Forged 304/Forged 316 site| sted bee Steee | gtett® 
ineli ipe tainless | Stainless | Stainless | Stainless ipe tainless | Stainless | Stainless | Stainless 
blank off pipelines, valves, Size Steel Steel Steel Steel Size Steel Steel Steel Steel 
and pumps, or as an Hane a item item item _ vue Outside item item item item 
: itting Dia. 0. 0. 0. 0. itting Dia. 0. 0. 0. 0. 
maps — 3/4" 4HVP4 4HVR4_ | 4HWC4 “r ee SHWES 4HWF3 | 4HWG2 | 4HWH1 
2 4 = 4 
WELDABLE OUTLETS : 1" 41h" 4HVP6 4HVR6 4HWC6 | 4HWD6 Ye 1%" | 4HWES | 4HWF4 | 4HWG3 | 4HWH2 
ee eee a aa aHVPS HVR8 HWC8 HWD8 B 15 aus HWE HWG HWH3 
p" 8. 4 4 4 4 Q" 8 — 4 5 | 4 4/\4 
Use for making side 2" 6%" | 4HVP9 | 4HVRO | 4HWCO | 4HWD9 %" 1%" | SS — — | 4Hwe5 | — 
connections to pipe. oe a aR aT aot awe a to 4HWE7 aHWES — 4HWH4 
: y | A 4 4 4 : 64" — 4HWF7 — — 
Forged construction. Meet —j-——jo—\qHvR3|4HVT3|_4HWD3 | 4HWE3 1" 2%" | 4HWES | — | 4HWG6 | 4HWH5 
MSS SP-97. Yar «AR — = 4HWC5 | 4HWD5 1%" 2%" | 4HWES | 4HWFS | 4HWG7 | 4HWHG 
1%" 2°%a" | AHWF1 | 4HWF9 | 4HWG8 |) 4HWH7 
2. _32%a' | AHWF2 | 4HWG1 | 4HWG9 | 4HWH8 
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PLUMBING 
316 Stainless Steel Instrumentation Pipe Fittings 





316 Stainless Steel Instrumentation Pipe Fittings 


= Temp. range: -425° to 1200°F 


The 316 stainless steel has a higher nickel content, as well as molybdenum for better corrosion resistance. Use with water, steam, natural 
gas, hydraulic oil, and cryogenic gases. Meet ANSI B31.1, ANSI B31.3, and ANSI B1.20.1, except Nos. 5UNG6 to 5UNJ4 only meet ANSI B31.1. 


Pipe Size - Max. Item 
Pipe Fittin 


Description Pressure No. 


Adapter FNPT x MNPT 







Ye 6400 psi SUNG7 





Ye 5500 psi 5UNH4 
Ya 5600 psi 1DGN3 
¥e" 5000 psi 1DGN4 
Yn" 4500 psi 1DGN5 
Cap FNPT 
¥," 6400 psi 1DGP9 
Ya" 6600 psi 1DGR1 
¥" 5300 psi 1DGR2 
Vy" 5200 psi 1DGR3 
Close Pipe Nipple 










9100 psi @ 100°F 
7500 psi @ 100°F 
7200 psi @ 100°F 


Ye" 
Va" 
¥e" 
yp" 6600 psi @ 100°F 


ya" 6400 psi @ 100°F 


SUNHS 

1DFX2 

1DFX3 

1DFX4 
14M043 






















Cross FNPT 


Ya 5600 psi SUNG9 


ye" 5000 psi SUNHO 


Yo 4500 psi SUNH1 








3500 psi 14M057 


9100 psi 
7500 psi 
7200 psi 











5800 psi 
Hex Coupling FNPT 
Ve 6400 psi SUNH3 
Ya 6600 psi 1DGB8 
¥e" 9300 psi 1DGC1 
33" x V4" 9300 psi 1DGB9 
Yn" 9200 psi 1DGC4 
ya 4300 psi 14M053 
a" x Yo" 4300 psi 14M052 
Ve 9700 psi 1DGR8 
Ya 8000 psi 1DGR9 
3g" 7600 psi 1DGT1 
Vp" 7000 psi 1DGT2 
ya" 6400 psi 14M061 
Hex Long Nipple MNPT 
Ya 7500 psi 1DFV6 * 
Ya 7500 psi 1DFV7 
Ya 7500 psi 1DFV8 
37g" 7200 psi 1DFV9 * 
3g" 7200 psi 1DFW1 
3g" 7200 psi 1DFW2 
Y," 6600 psi 1DFW3 ~* 
eA 6600 psi 1DFW4 
Ya" x V4" 6400 psi 14M048 ** 
Sa" x Yo" 6400 psi 14M049 # 
Ya" 6400 psi 14M050 * 
ya 6400 psi 14M062 
Hex Nipple MNPT 
Ve 9100 psi SUNH7 
Zi 7500 psi 1DFZ8 
Va" x Ya" 7500 psi 1DFZ7 
3g" 7200 psi 1DGA1 
38" x V4" 7200 psi 1DFZ9 
Yn" 6600 psi 1DGA4 
Yo" x Ya" 6600 psi 1DGA2 
Vo" x %" 6600 psi 1DGA3 


*2'L. £2.5°L. £3"L. #1.48'L. **1.78'L. 
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Pipe Size - Max. Item 
Description Pipe Fittin Pressure No. 
Hex Reducing Coupling FNPT 
=e, Ya" x Vf" 6600 psi 1DGB7 
te Yo" x Va" 5200 psi 1DGC2 
a 4 Yo" x Ye 5200 psi 1DGC3 
a Va! x V4 4300 psi 14M051 
Hollow Hex Plug MNPT 
Ye" 9100 psi 1DGU2 
YA" 7500 psi 1DGU3 
Ye" 7200 psi 1DGU4 
Reducing Adapter FNPT x MNPT 
Ya" x Ve" 6600 psi 1DFX8 
Ye" x Ve" 5300 psi 1DFX9 
Ye" x Va" 5300 psi 1DFY1 
yi 5200 psi 1DFY2 
Yo" x Va" 5200 psi 1DFY3 
VY" x ¥e 5200 psi 1DFY4 
¥4" 4300 psi 14M047 
Ya" x Va" 4300 psi 14M044 
Sa" x Ye" 4300 psi 14M045 
Sa" x Yo" 4300 psi 14M046 
Reducing Bushing MNPT x FNPT 
Ya" x Ve" 6000 psi 1DGE1 
Ye" x Ve" 6400 psi 1DGE2 
Ye" x Va" 5300 psi 1DGE3 
Yo" x Ve" 6600 psi 1DGE4 
Yo" x Va" 6400 psi 1DGE5 
Yo" x ¥ 4600 psi 1DGE6 
Ya" x Va" 6400 psi 14M054 
Ya" x Ye" 5300 psi 14M055 
Ya" x Yo" 4900 psi 14M056 
Street Elbow MNPT x FNPT 
Ya" 5600 psi 1DGJ2 
¥e" 5600 psi 1DGJ3 
Ve: 4500 psi 1DGJ4 
Street Elbow, 45° FNPT x MNPT 
Ve 5500 psi 5UNJ1 
YA" 5600 psi 5UNJ2 
aR 9, 5000 psi 5UNJ3 
Street Elbow, 90° MNPT x FNPT 
Ve 5500 psi 5UNJO 
¥4" 3500 psi 14M058 





Street Tee FNPT x MNPT x FNPT 














5600 psi 
¥" 5000 psi 
4500 psi 
¥4" 3500 psi 
5500 psi 


1DGL4 
1DGL5 
14M060 















Tee FNPT 









5500 psi 
Ya" 5600 psi 
34" 5000 psi 
4500 psi 
3500 psi 


1DGK3 
1DGK4 
1DGK5 
14M059 









Tee MNPT 
Ya" 8000 psi 1DGP3 
3," 7600 psi 1DGP4 
YA" 6200 psi 1DGP5 





PLUMBING Scan. Order. Done. 
Sanitary Stainless Steel Fittings, Clamps & Hangers Details on page A1. 





&) VNE 
Sanitary Stainless Steel Tube and Clamp Fittings 


Clamp connections allow easy assembly and disassembly of process lines and equipment. 180 Grit 1.D./150 Grit O.D. surface finish. 
Unions connect with heavy-duty clamps and sanitary gaskets. 3-A Certified. Gaskets sold on page 2789. 














T304SS | 1316L SS T304SS | T316L SS 
Item Item Item Item 
Description Tube Size No. No. Description Tube Size No. No. 
Concentric Reducer, Clamp Hose Barb Adapter, Clamp x Hose Barb 
1%" x 1" 11P821 11P832 : Yj" — 11L947 
2 1 11P822 11P833 a, ya" — 11L948 
2" x 1%" 11P823 11P834 - / y il 11L941 11L949 
20" x 1¥" 11P824 11P835 . 1%" 11L942 11L950 
242" x 2 11P825 11P836 _= a 2" 11L943 11L951 
a x1 11P826 11P837 —— 24." 11L944 11L952 
o x2 11P827 11P838 3 11L945 11P765 
oxen 11P828 11P839 4" 11L946 11P766 
4" x 2" 11P829 11P840 Long Tank Ferrule, Clamp 
4" x 2V" 11P830 11P841 _ ilk 11L929 11L935 
4" x 3" 11P831 11P842 ~S =a ie 11L930 11L936 
Elbow, 45°, Clamp : r 2" 11L931 11L937 
1" 11D024 | 11D030 e i 22" 11L932 11L938 
1%" 11D025 11D031 = 4 3 11L933 11L939 
2" 11D026 11D032 4" 11L934 11L940 
2V" 11D027 11D033 Male Adapter, Clamp x MNPT 
a 11D028 11D034 —s 1" 11P767 11P773 
4" 11D029 11D035 oy = 1%," 11P768 11P774 
Elbow, 90°, Clamp S97 | 2' 11P769 | 11P775 
— 1" 11D012 11D018 a 3, 24." 11P770 11P776 
’ 1%" 11D013 11D019 ‘s a 11P771 11P777 
\ 2 11D014 | 11D020 “= 4" 11P772 11P778 
2," 11D015 11D021 Roll-On Ferrule, Clamp 
® a 11D016 11D022 I 11L890 11L896 
4" 11D017 11D023 1%" 11L891 11L897 
Elbow, 90°, Clamp x Butt Weld 2 11L892 11L898 
, 1" 11P867 11P873 2¥2" 11L893 11L899 
1%" 11P868 11P874 o 11L894 11L901 
2 11P869 11P875 4" 11L895 11L902 
2," 11P870 11P876 Short Ferrule, Clamp 
a 11P871 11P877 — Y," — 11L909 
4" 11P872 11P878 A “SS 5/4" — 11L910 
1" 11L903 11L911 
1" 11D036 11L870 1%" 11L904 11L912 
1%" 11D037 11L871 2" 11L905 11L913 
2" 11D038 11L872 \ -_ 22" 11L906 11L914 
2V" 11L867 11L873 . a. 11L907 11L915 
a 11L868 11L874 4" 11L908 11L916 
4" 11L869 11L875 Solid End Cap, Clamp 
Female Adapter, Clamp x FNPT Ya" xX Yq" _— 11P797 
1" 11P779 11P785 "x 1%" — 11P798 
&> : 1%" 11P780 11P786 4 1%," 11P791 —_— 
—s y/ ~— 2" 11P781 11P787 2 11P792 11P799 
a wey 2V" 11P782 11P788 2V2" 11P793 11P801 
\. 3 11P783 11P789 : a 11P794 11P802 
4" 11P784 11P790 —— 4" 11P795 — 
Ferrule, Clamp 6" 11P796 _ 
ee 1" 11L876 11L884 
aa 1%" 11L877 11L885 
és ‘4 Zz 11L878 11L886 
| 2V2" 11L879 11L887 
wy a 11L880 11L888 P 
Heavy Wall Tank Ferrule, Clamp 7 qT aaa For our full selection of Sanitary 
7A 41L918 111924 Stainless Steel Tubing and 
2" 11L919 | 111925 Spools go to Grainger.com®. 
2V2" 11L920 11L926 
a 11L921 11L927 
4" 11L922 11L928 


5 a Y 617 » 








T304 Stainless Steel Hex Hanger Hex Hanger 
3-Piece with Grommets, with Insert, 
@ VNE Segment Heavy High-Pressure For 1304 SS/Alcryn 1304 SS/PVC 
Clamp Duty Clamp Clamp E-Line Clamp Tube Item Item 
Sanitary Stainless Steel = wesc tonne Hot angers _ 
ube oIze 0. 0. 0. 0. angers 
y Clamps ys" 11R108 11R116 
Clamps and Hangers Yo" and 4" = 11P804 11P815 = i 11R109 11R117 
"and 1%" | 11P810 11P805 11P816 11P985 1" 11R110 11R118 
Clamps are 0.D. polished to a smooth finish and z 11P811 11P806 11P817 11P986 i 11R111 11R119 
; en eae 215" 11P812 11P807 11P818 11P987 e 11R112 11R120 
are used with 3-A Certified fittings. Hangers have 3" 11P813 11P808 11P819 11P988 Dip" 11R113 11R121 
hexagonal shape with either Alcryn® grommets or 4' 11P814 11P809 11P820 11P989 3" 11R114 11R122 
polypropylene inserts. A" 11R115 11R123 
2788 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
100 


















g ‘> |Download Available . PLUMBING 
OL*2/]GRAINGER.COM Sanitary Gaskets, Butterfly & Ball Valves 
No. 
12N559 
Rubber Fab No. 12N574 No. 5PYJ3 No. 5PYJ9 No. 38RO089 
Sanitary Gaskets 
Tri-Clamp®—Gaskets are used to seal clamp connections Tri-Clamp® Screen—Help eliminate particulates to protect Sock Screen—Extended sock- 
in sanitary pipe lines. For use in the beverage, biotech, fill and finish sterile products, spray balls, and spray nozzles. shaped mesh gaskets are inserted 


into the inside of stainless steel 
tubing and provide filtration for 

a greater soil retention. Offer up 

to 300% more open area for 300% 


dairy, food, pharmaceutical, and other sanitary process 
applications. Buna N material does not meet USP Class VI 
and is not ADI free. 


Orifice Plate—Allow flow rate adjustment, backflow 
balance, and back pressure equalization during sterilizing in 
place (SIP) procedures. 

Tri-Clamp® Detectomer® Metal Detectable/X-Ray 





Inspectable—Allow metal and x-ray detection equipment ore haraleaat att rip ae en een pany than 
to instantly locate and reject products contaminated with 
industries. 
displaced gasket material. a a aa 
a - Tuf-Flex®—Innovative unitized gasket has high standards 30 to 200° 
ss a . Ae . EPDM -30t OF 
ait is ee meee Pee roel a a he en for flexibility, performance, and purity. Specifically designed PTFE re 1 NRE 
dey Gall, Pp ‘for critical requirements in biotechnology, pharmaceutical, SEA it to ae 
a . z . = to ° 
ultrapure water, and WFI (water-for-injection) applications. Tuf-tiex® 50 to 300°F 
Platinum 
EPDM BUNA PTFE Silicone FKM BUNA EPDM FKM Silicone TUF-STEEL® 
Item Item Item Item Item Item Item Item Item Item 
Tube Size No. No. No. No. No. Tube Size No. No. No. No. No. 
Tri-Clamp® Gaskets Tri-Clamp® Detectomer® Metal Detectable/X-Ray Inspectable Sanitary Gaskets 
Yo" 5PXY1 5PXZ0 5PYC7 5PYA8 5PXZ9 1" 12N554 112819 112827 12N562 12N570 
34" 5PXY2 5PXZ1 5PYC8 5PYA9 5PYA0 1¥," 12N555 112820 112828 12N563 12N571 
1 5PXY3 5PXZ2 5PYC9 5PYCO 5PYA1 2" 12N556 112821 112829 12N564 12N572 
1¥," 5PXY4 5PXZ3 5PYD0 5PYC1 5PYA2 2¥2' 12N557 112822 112830 12N565 12N573 
2° 5PXY5 5PXZ4 5PYD1 5PYC2 5PYA3 a 12N558 112823 112831 12N566 12N574 
22" 5PXY6 5PXZ5 5PYD2 5PYC3 5PYA4 4" 12N559 112824 112832 12N567 12N575 
3 5PXY7 5PXZ6 5PYD3 5PYC4 5PYA5 
4" 5PXY8 5PXZ7 5PYD4 5PYC5 5PYA6 
6" 5PXY9 5PXZ8 5PYD5 5PYC6 5PYA7 
BUNA-Flat| BUNA-BSB | TUF-STEEL® BUNA BUNA w/Stainless Plate PTFE | TUF-STEEL® PTFE/EPDM 
Tube Item Item Item Item Tube Item Tube Item Item Tube Item Tube Item 
Size No. No. No. Tube Size No. Size No. Size No. No. Size No. Size No. 
Bevel Seat Tri-Clamp® Screen Gaskets Orifice Plate I-Line Tuf-Flex® Gasket Q-Line 
1" 5PYD6 5PYK5 — 1" 5PYJ3 il 5PYJ9 1" 5PYL1 — Vp" 38R086 4" 35YX26 
1%" | 5PYD7 5PYK6 35YX27 1¥," 5PYJ4 1¥," 5PYKO 1¥," 5PYL2 — Yq" 38R087 
2" 5PYD8 5PYK7 35YX28 2 5PYJ5 2 5PYK1 2" 5PYL3 35YX31 i 38R088 
2%" | 5PYD9 5PYK8 35YX29 22" 5PYJ6 2V2" 5PYK2 22" 5PYL4 35YX32 1%" | 38R089 
a 5PYEO 5PYK9 35YX30 a 5PYJ7 a 5PYK3 a 5PYL5 35YX25 2 38R090 
4" 5PYE1 5PYLO — 4" 5PYJ8 4" 5PYK4 4" 5PYL6 35YX24 242" | 38R091 
a 38R092 
4" 38R093 
6" 38R094 
BUNA-10 SS Mesh BUNA-16 SS Mesh | EPDM-10SS Mesh | EPDM-16 SS Mesh FKM-10 SS Mesh FKM-16 SS Mesh_ | Silicone-10 SS Mesh | Silicone-16 SS Mesh 
Item Item Item Item Item Item Item Item 
Tube Size No. No. No. No. No. No. No. No. 
Sock Screen Gaskets 
1¥ 38R184 38R186 38R188 38R190 38R192 38R194 38R196 38R198 
Z 38R185 38R187 38R189 38R191 38R193 38R195 38R197 38R199 


v 
Sanitary Stainless Steel APPROVED 


2-Way Ball Valves 


= Temp. range: -65° to 320°F 
Design allows for unrestricted flow 
through valve. Can be serviced 
without complete removal from 
line. 316 stainless steel construc- 
tion with PTFE seats. 20 Ra |.D. 
finish. Full port style. Blowout- 

q: proof stem. Pad lockable handle is 
= AISI-304 stainless steel. Seats in 
compliance with FDA Regulations. 


* GRAINGER 
APPROVED 


Sanitary 
Stainless Steel 
Butterfly Valves 2 = 


= Max. pressure: 145 psi 

= Temp. range: 15° to 266°F 
Feature 32 Ra |.D. surface 
finish, silicon seats, and 
clamp-style connection. 






Body & Disc Material 


, ‘ Pipe Overall Item Pipe Overall Item 
rile “ueral T304 ara Steel T316L aa Steel Size Length No. Size Length No. 
Size Length No No Clamp x Clamp Butt Weld x Butt Weld 

Trigger ; ; Y," 3Y," 11A421 Y;" 3Y," 11A429 
: 9 5/4" 4" 11A422 ya" 4" 11A430 

1 2'¥. T94 1 
ie oe rahe eae ? WA 11A423 1" WA 11A431 
5 3" 53CT96 53CU03 1%" 5," 11A424 1%" 6%a" 11A432 
WA 3540" 53C197 53CU04 2" 6%a" 1 1A425 2" 6%a" 1 1A433 
3" 354g 53CT98 53CU05 2%" 1¥4" 11A426 2V," 734" 11A434 
i ao" 3" g" 11A427 a Q" 11A435 
4 4% 53CT99 53CU06 ru 976" 44428 rk 5570 TAA 
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Red Brass & Lead-Free Brass Fittings Details on page A1. 
Red Brass Fittings—Class 125 YW PF=WGRAINGER 
= Max. pressure: 125 psi Resist corrosion from water, heat, saltwater, acids, minerals, and soils. Ideal for use with APPROVED 
= Temp. range: -20° to 400°F, except air, water, natural gas, and steam. For a complete list of standards and specifications, go 
Raised Square Plugs are -20° to 300°F to Grainger.com® and search for individual products. 
Pipe Size Item Pipe Size Item Pipe Size Item 
Description - Pipe Fitting No. Description - Pipe Fitting No. Description - Pipe Fitting No. 
Cap, FNPT Flange, FNPT Reducing Tee (fin X run X outlet FNPT 
Vai 1VFF9 Ai 4TJJ7 Yo" x Vo" x Va 2CFG8 
Ya 1VFG2 1 4TJJ9 Ve x Vo" xX 3% 2CFG7 
x 1VFG4 TVs" ATJK1 Ya x Sa x Vo" 2CFH1 
VA 1VFG6 1% ATJK2 Tx tx %' 2CFH2 
Ys 1VFG8 z ATJK3 Txtx 2CFH4 
T 1VFH1 Hex Bushing, MNPT x FNPT TA x Th" x %' 2CFH7 
is 1VFH3 Ya" x Ve" 1VFV3 TA x14" x T" 2CFH8 
TR" 1VFH5 We x Ve" TVFV5 2" xX 2" x V4" 2CFH9 
Z 1VFH7 Ye x Va" 1VFV7 3° x 3" x 2" 2CFJ2 
20" 1VFH9 Ye x Ve 1VFV9 Solid Plug, MNPT 
3" 1VFJ2 Yo" x Va 1VFX2 


Cored Plug, MNPT 


i {VFPG 
BX {VEX4 vA {VFP8 
A 4VFR3 AX {VEXG 
vA {VFR5 mx V5" {VEX8 
© i {VFR7 ELS {VEY % 1VFR1 
1 Yq" Wl W 






























1VFR9 Sa" x Va 1VFY3 
17" 1VFT2 "x % 1VFY5 Street Elbow, 45°, MNPT x FNPT 
2 1VFT4 "x ¥%' 1VFY7 Yq" 1VEX5 
24" 1VFT6 "x 1VFY9 Ya" 1VEY2 
a 1VFT8 "x ¥4" 1VFZ2 1" 1VEY4 
Coupling, FNPT 1%" x VA" 1VFZ4 
Ve" 1VFD3 1M" x 1" 1VFZ6 ; 
A 1VFD5 TAXh' 1VFZ8 . 2CFKS 
3" 1VFD7 Tx 1" 1VGA1 
A 1VFD9 VX 1VGA3 Street Elbow, 90°, MNPT x FNPT 
ya" 1VFE2 2" xX Ya 1VGA5 % 1VEV6 
ile 1VFE4 2'x 1" 1VGA7 Vy 4VEV7 
TY" 1VFE6 2° x 1%!" 1VGA9 val 1VEV9 
1%" 1VFE8 2" x 1%" 1VGB2 vA {VEW2 
2 1VFF1 2%" x 2" 1VGB4 yy" 1VEW3 
2%" 1VFF3 oe 1VGB6 1" {VEW4 
3 1VFF5 aXe 1VGB8 Ti" 1VEW6 
Cross, FNPT 4" x 3' 1VGC1 Ty" {VEWS 
i 1VFB5 Raised Square Head Plug, MNPT oy 1VEX1 
¥e" 1VFB7 14" 1RLV9 Tee, FNPT 
Ya 1VFB9 1%" 1RLW1 iA" 1VEY6 
Ya" 1VFC2 2" 1RLW2 yy" 1VEY8 
ily 1VFC4 aye. 1RLW3 3h" 1VEZ1 
Elbow, 45°, FNPT a 1RLW4 ys 1VEZ3 
Ye" 1VEU7 4" 1RLW5 3/4" 1VEZ5 
Ys" 1VEU8 Reducing Coupling, FNPT T' 1VEZ7 
fa 1VEU9 Ya" x Ve" 1VGC3 Ty; 1VEZ9 
ily 1VEV1 eo" x Va" 1VGC5 1%," 1VFA2 
1%" 1VEV2 Yo" x Va" 1VGC9 mr 1VFA4 
1%" 1VEV3 ' Vo" x 3" 1VGD2 a 1VFA8 
2" TVEV5 a" X YB 1VGD6 Union, FNPT 
Elbow, 90°, FNPT Ya" x Ya" 1VGD8 A" 1VFJ6 
Ve 1VER5 rx 1VGE1 A" 1VFJ8 
YA 1VER6 Tx 34 1VGE3 3h" 1VFK1 
7g" 1VER7 14" x Ya" 1VGE5 yA 1VFK3 
¥;" 1VER8 1M" x 1" 1VGE7 a 1VFK5 
fa" 1VER9 TY" x 1" 1VGE9 1 4VFK7 
ili 1VEU1 1" x 1%" 1VGF2 TV" 1VFK9 
1%" 1VEU2 rae a 1VGF4 1" 1VFL2 
1%" 1VEU3 2 ke 1VGF6 Oy {VFL4 
z 1VEU4 2° x 1%" 1VGF8 D1" 1VFL6 
2," 2CFJ3 22" xX 2" 1VGG1 a 1VFL8 
eu 2CFJ4 ox 2CFL5 
Lead-Free Red Brass Fittings—Class 125 W paymy GRAINGER 
= Max. pressure: 125 psi Resist corrosion from water, heat, saltwater, acids, minerals, and heavy soils. Ideal for use with air, water, APPROVED 
= Temp. range: -20° to 400°F _ natural gas, and steam in commercial and residential buildings. For a complete list of standards and 
specifications, go to Grainger.com® and search for individual products. 
Pipe Size- Item Pipe Size- litem Pipe Size- Item Pipe Size- Item Pipe Size- Item 
Description Pipe Fitting No. Description Pipe Fitting No. Description Pipe Fitting No. Description Pipe Fitting No. Description Pipe Fitting No. 
Bushing, MNPT x FNPT Countersink Plug, MNPT Elbow, 45°, FNPT Plug, MNPT Street Elbow, 90°, MNPT x FNPT 
Ya'x Ve. 22UL34 Ai 22UL64 Ya 22UL02 Vg 22UL32 Ye 22UL05 
Ye x Ys 22UL35 1" 22UL66 Je" 6RCT/ TY 22UL33 Ya" 6RCX5 
Ye x Ys" — 22UL36 TY 22UL6/ Y" 6RCT8 Reducing Coupling, FNPT 3 22UL06 
Yo'x Vs 22UL37 . 22UL68 4" 6RCT9 Ya'x Ve 22UL46 ¥;" 6RCX6 
Ya" x Ya" 22UL39 = Coupling, FNPT ily 22UL03 Yo'x Ys" _ 6RCY7 fa" 6RCX7 
Ya'x Ye 22UL40 Ve 22UL23 14" 6RCUO Yo'x¥ __ 6RCY8 il 6RCX8 
"x" 22UL41 Ya" 6RCV4 1%" 22UL04 Ya" x Va" 22UL49 1Y" 22UL07 
"x ¥%' _ 22UL42 Ye" 6RCV5 2 6RCU1 Ya" x Ye — 22UL50 1¥" 22UL08 
1%" x %4' — 22UL43 ¥e' x Ys" _22UL47 __— Elbow, 90°, FNPT a" x Yo. __ 6RCY9 2" 22UL09 
2x%' _ 22UL44 Y;" 6RCV6 i 22UK98 1"x %" _ 6RCZO_—i Tee, FNPT 
2°x1°  — 22UL45 fa" 6RCV7 Ya 6RCU2 "x %" —_ 6RCZ1 Ve 22UL16 
Cap, FNPT il 6RCV8 Je" 6RCU3 2'x1' _ 22UL55 V4" 6RCZ6 
VY," 22UL24 1%" 6RCV9 A 6RCU4 2x 1%" _22UL56 3" 6RCZ7 
Ya" 6RCX9 TY" x 34" — 22UL51 4" 6RCU5 2:x1%'  22UL57 Y" 6RCZ8 
Ye" 6RCYO 1%" x1" 22UL52 1 6RCU7 Reducing Tee (run x run ya" 6RCZ9 
Y" 6RCY1 1%" 6RCWO 14%" 22UK99 __x outlet), FNPT ilk 6RDA1 
Sa" 6RCY2 1%'x 1" 22UL53 1%" 6RCU8 Yo" x Vai x Ys" 22UL60 1% 6RDAO 
1" 6RCY5 1%" x 14%" _22UL54 2 6RCU6 & Sa" x Vo" x Ys" 22UL61 iA 6RDA2 
1Y%" 6RCY3 2 6RCW1 Hex Bushing, MNPT x FNPT a x wa" x Yo" 6RCZ2 5" 6RDA3 
1 6RCY6 Cross, FNPT "x Ys" __ 6RCW2__ Solid Plug, MNPT Union, FNPT 
2" 6RCY4 Va 22UL18 Yo'x¥ _ 6BRCWS3 Vy 6RCZ4 Yq 6RDA4 
Cored Plug, MNPT Ye" 22UL19 Ya" x Yo. __ BRCW4 er ye 6RCZ5 ye" 22UL26 
Y;" 6RCU9 Y;" 22UL20 1x2 6RCWS_ Street Elbow, 45°, MNPT x FNPT Y" 6RDA5 
4" 6RCVO fa" 22UL21 "x %' _ 6RCW6 Ai 22UL11 fa" 6RDAG 
il 6RCV1 ill 22UL22 1%" x Ya" _ 6RCW7 ye" 22UL12 ik 6RDAY 
TVs" 6RCV2 TV" x1" GROWS VA 22UL13 1A 6RDA/ 
Z 6RCV3 1¥'x1" _ 6RCW9 4" 22UL14 1/2 6RDCO 
1%" x 1¥4" _ 6RCX0 1" 22UL15 2" 6RDAS 
2x1¥%' _ 6RCX1 1" 22UL62 
2x12 _ 6RCX2 1V" 22UL63 
2790 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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* GRAINGER 
Schedule 40 Red Brass Threaded Nipples and Pipe APPROVED 
= Max. pressure: 125 psi Resist corrosion from water, heat, saltwater, acids, minerals, and soils. Have MNPT connections and are suitable 
= Temp. range: -20° to 400°F _ for air, water, oil, natural gas, and steam applications. For a complete list of standards and specifications, go to 
Grainger.com® and search for individual products. 


Nipples Nipples Nipples Nipples Pipe 
Pipe Size Item Pipe Size Item Pipe Size Item Pipe Size Item Pipe Size Item 
(Nominal) No. (Nominal) No. (Nominal) No. (Nominal) No. (Nominal) No. 
Close Thread 3" Length 6" Length 9" Length 18" Length 
¥ in 1VGG3 ¥ in 1VGH2 Yin 1VGJ1 ¥ in 4GTC5 ¥ in 4GTH8 
Ya in 1VGJ3 Yq in 1VGK2 Ya in 1VGL1 Ya in 4GTC6 Ya in 4GTH9 
¥e in 1VGL3 ¥e in 1VGN2 ¥ in 1VGP1 ¥e in 4GTC7 ¥e In 4GTJ1 
Yin 1VGP3 Ya in 1VGR2 Yo in 1VGT1 Yin 4GTC8 Yin 4GTJ2 
4 in 1VGT3 4 in 1VGU2 Ya in 1VGV1 4 in 4GTC9 1 in 4GTJ4 
3 in 1VHD8 1 in 1VGV9 1 in 1VGW8 1 in 4GTD1 1% In 4GTJ5 
4 in 1VHE4 1% in 1VGX7 1% In 1VGY6 1% In 4GTD2 2 ft. Length 
1%" Length 1% In 1VGZ7 1% In 1VHA7 1% In 4GTD3 Ye in 4GTJ9 
Ye in 1VGG5 2 in 1VHB4 2 in 1VHC3 2 in 4GTD4 Ya in 4GTK1 
Ya in 1VGJ5 2 “in 1VHC7 2 Yin 1VHD6 10" Length ¥ In 4GTK2 
¥e in 1VGL5 3 in 1VHD9 3 in 1VHE3 ¥ in 4GTD8 Ye in 4GTK3 
Yin 1VGP5 4 in 1VHE5 612" Length Ya in 4GTD9 Ya in 4GTK4 
4 in 1VGT5 31" Length Ye in 4GRX5 ¥e in 4GTE1 1 In 4GTK5 
1 in 1VGV3 Ye in 1VGH4 Ya in 4GRX6 Yin 4GTE2 1% In 4GTK6 
1%" Length Yin 1VGK4 ¥ in 4GRX7 4 in 4GTE3 1% in 4GTK7 
1% in 1VGX1 ¥e in 1VGN4 Ya in 4GRX8 1 in 4GTE4 2 In 4GTK8 
1%" Length Yin 1VGR4 1 in 4GRY1 1% In 4GTE5 3 ft. Length 
1% In 1VGY8 Ya in 1VGU4 1% In 4GRY2 1% In 4GTE6 Ye in 4GTL1 
2" Length 1 in 1VGW2 1% In 4GRY3 2 In 4GTE7 Ya in 4GTL2 
¥ in 1VGG7 1% In 1VGX9 2 Yin 4GRY5 2 “in 4GTE8 ¥ In 4GTL3 
Ya in 1VGJ7 1% in 1VHA1 3 in 4GRY6 3 in 4GTE9 Ye in 4GTL4 
¥e in 1VGL7 2 in 1VHB6 7" Length 11" Length 1 in 4GTL6 
Yin 1VGP7 2 in 1VHC9 Ye in 4GRY8 ¥ in 4GTF2 1 Yin 4GTL/ 
4 in 1VGT7 4" Length Ya in 4GRY9 Ya in 4GTF3 1% In 4GTL8 
1 in 1VGV5 Ye in 1VGH6 ¥e in 4GRZ1 46 in 4GTF4 2 In 4GTL9 
1% In 1VGX3 Ya in 1VGK6 Yo in 4GRZ2 Ya in 4GTF5 4 ft. Length 
1% In 1VGZ1 ¥e in 1VGN6 Ya in 4GRX9 4 in 4GTF6 Ye in 4GTN2 
2 In 1VHA9 Yo in 1VGR6 Yin 4GRZ3 1 in 4GTF7 Ya in 4GTN3 
21%" Length 4 in 1VGU6 1 in 4GRZ4 1% in 4GTF8 Ye in 4GTN5 
Ye in 1VGG9 1 in 1VGW4 1% In 4GRZ5 1% In 4GTF9 Ya in 4GTN6 
Ya in 1VGJ9 1% In 1VGY2 1% In 4GRZ6 2 Yin 4GTG2 1% In 4GTN8 
¥e in 1VGL9 1% In 1VHA3 2 In 4GRZ7 12" Length 5 ft. Length 
Ya in 1VGP9 2 In 1VHB8 3 in 4GRZ9 Ye in 4GTG5 Ya in 4GTP4 
4 in 1VGT9 2 Yin 1VHD2 8" Length Ya in 4GTG6 Ya in 4GTP7 
1 in 1VGV7 3 in 1VHE1 Ye in 4GTA2 46 in 4GTG7 1 In 4GTP8 
1% In 1VGX5 5" Length Ya in 4GTA3 Yin 4GTG8 2 In 4GTR2 
1% In 1VGZ4 Ye in 1VGH8 ¥e in 4GTA4 4 in 4GTG9 2 Vain 4GTR3 
2 In 1VHB2 Ya in 1VGK8 Yo in 4GTAS 1 in 4GTH1 6 ft. Length 
2 Yin 1VHC5 ¥e in 1VGN8 Ya in 4GTA6 1% in 4GTH2 Ye in 4GTR4 
Yo in 1VGR8 1 in 4GTA7 1% In 4GTH3 Ya in 4GTR5 
Ya in 1VGU8 1% In 4GTA8 2 in 4GTH4 ¥e In 4GTR6 
1 in 1VGW6 1% In 4GTA9 2 Yin 4GTH5 Ya in 4GTR8 
1% In 1VGY4 2 in 4GTC1 3 in 4GTH6 Tin 4GTR9 
1% In 1VHA5 2 Ya in 4GTC2 1% In 4G1T1 
2 In 1VHC1 3 in 4GTC3 1% In 4GTT2 
2 Vain 1VHD4 2 In 4GTT3 
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Chrome-Plated Brass Fittings—Class 125 APPROVED 
= Max. pressure: 125 psi Generally used in hospitals, schools, commercial bathroom installations, and other plumbing applications 
= Temp. range: 60° to 250°F where yellow brass cannot be used. NPT connections. Meet ANSI B16.24 and ANSI B16.15. 
Pipe Size - Item Pipe Size - Item Pipe Size - Item Pipe Size - Item 
Description Pipe Fitting No. Description Pipe Fitting No. Description Pipe Fitting No. Description Pipe Fitting No. 
Cap, FNPT Elbow, 90°, FNPT Reducing Coupling, FNPT Street Elbow, 90°, FNPT x MNPT 
a 2UEG7 i 2UEC9 - Ya" x Ve" 2UEL6 = a 2UEK9 
= Ys 2UEG8 of Ya" 2UED1 oN Ve x Va" 2UEL7 i Ya 2UEL1 
” x 2UEG9 x 2UED2 . Ye x Ve" 2UEL8 ~ x 2UEL2 
hse % 2UEH1 Sy VA 2UED3 Ve x Va" 2UEL9 a VA 2UEL3 
= Ys 2UEH2 & Ya" 2UED4 \ Vx % 2UEN1 al ," 2UEL4 
‘ if 2UEH3 1" 2UED5 Ya x Va" 2UEN2 ih 2UEL5 
Coupling, FNPT Hex Bushing, FNPT x MNPT V4" x 3" 2UEN3 Tee, FNPT 
7 Va 2UEA9 Va" x Ve" 2UEH8 Va" x Vo" 2UEN4 Va 2UED6 
VA 2UEC1 —— At x Va 2UEH9 1x ve" 2UEN5 J ~~ i 2UED7 
A ' 2UEE9 Kx Va" 2UEJ1 Tx 7%" 2UEN6 x ' 2UED8 
\ _- VA 2UEF1 | e ) Ax 2UEJ2 Square Head Plug, MNPT VA 2UED9 
© Ys 2UEF2 . x Va" 2UEJ3 VAI 2UEC2 se Ys 2UEE1 
T 2UEF3 4 ABEL 2UEJ4 Ya 2UEC3 = ik 2UEE2 
Cross, FNPT Ya x Ve" 2UEJ5 ¥' 2UEH4 Union, FNPT 
i 2UEE3 Ya x Va" 2UEJ6 Ai 2UEH5 Va 2UEF4 
, Ya 2UEE4 Ya x He" 2UEJ7 7 2UEH6 S Ya 2UEF5 
ost, ry x 2UEE5 Ya x Va" 2UEJ8 i 2UEH7 -* x 2UEF6 
\ a % 2UEE6 Tx 2UEJ9 Street Elbow, 45°, FNPT x MNPT \ “ VA 2UEF7 
"=> Ys 2UEE7 Tx 2UEK2 : Ai 2UEN7 ag Ys 2UEF8 
ik 2UEE8 Hex Bushing, MNPT x FNPT { “A i 2UEN8 T" 2UEF9 
Elbow, 45°, FNPT : nee aaa "x Z" 2UEK1 os aa 
8" ocknut, % 
—. vA 2UEG2 i" 2UEK3 ' & 71" 2UEP2 
[* x 2UEG3 Ya 2UEK4 " 
= 4" 5 0" 
1 2UEG6 Ya 2UEK7 
ft" 2UEK8 
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Chrome-Plated Brass Nipples & Red Brass Nipples & Pipe Details on page Al. 











Pipe 


* GRAINGER 
APPROVED 


Schedule 80 Red Brass 
Threaded Nipples and Pipe 


= Max. pressure: 250 psi 














* GRAINGER = Temp. range: -20° to 400°F 
APPROVED Resist saltwater, heat, acids, minerals, and soils. 
Schedule 40 Chrome- MNPT connections. For use in water, oil, natural gas, oe 
i and steam applications. For a complete list of stan- 
Plated Brass Nipples dards and specifications, go to Grainger.com® and 
» Max. pressure: 125 psi search for individual — 
. ° ° 
7 Temp. range: 60° to 250°F Pipe Size Item Pipe Size Item 
Lead-free brass construction and feature a high-gloss, chrome-plated finish a (Nominal) No. 5" Lena (Nominal) No. 
that’s easier to clean than regular brass. Nipples have high corrosion resistance ose rem . ADRAQ aie hin ADRK 
and are easier to work with than steel fittings. MNPT connections. Suitable for % in 4DRC1 % in 4DRL1 
icati ¥% in 4DRC2 ¥% in 4DRL2 
use in potable water appieauens: mee ANSI B16.24 and ee ie 5. on qDRGS a aOR 
Pipe Size Item Pipe Size Item Pipe Size Item ¥% in ADRC4 %/, in ADRL4 
(Nominal) No. (Nominal) No. (Nominal) No. 1 thin ADRC6 Tin ADRL5 
Close Thread 31" Length 6" Length 1%" Length | A in 4DRL6 
% in 2UEP4 ¥% in 2UEP8 ¥% in 2UER3 _ ADRCS ay aR 
Yain 2UER7 Yain 2UET2 Yain 2UET6 ae at 
% in 2UEU1 % in 2UEU5 % in 2UEU9 “4 in 4DRD1 2 in 4DRL8 
% in 2UEV4 in 2UEV8 in 2UEW3 ¥% in ADRD2 8" Length 
Yin 2UEW7 % in 2UEX2 Yin 2UEX6 hin 4DRD3 % in 4DRN1 
Tin 2UEY1 Tin 2UEY4 Tin 2UEY8 4 in 4DRD4 % in 4DRN2 
- “a im 2UEP5 " -_ 1 2UEP9 - -_ 1 2UER4 Lun ADRES on aHENT 
8 In 3 In 8 In RA VA j 
Yin 2UER8 Yin 2UET3 Yin 2UET7 be engin in ADRC7 oe eee 
% in 2UEU2 ¥% in 2UEU6 ¥% in 2UEV1 > Length an ADRNG 
% in 2UEV5 % in 2UEX3 Yin 2UEW4 vA ADRD5 aA ADRN7 
7% in 2UEWS Tin 2UEY5 7a in 2UEX7 oi iat 
2" Length 4%" Length Tin 2UEY9 Ya in 4DRD6 1 in 4DRN8 
¥% in 2UEP6 ¥ in 2UER1 10" Length ¥% in 4DRD7 2 in 4DRN9 
% in 2UER9 Yin 2UET4 ¥% in 2UER5 % in 4DRD8 10" Length 
% in 2UEU3 ¥% in 2UEU7 Yin 2UET8 Yin 4DRD9 ¥% in 4DRP2 
% in 2UEV6 Yin 2UEW1 ¥% in 2UEV2 Tin 4DRE1 Yin 4DRP3 
Yin 2UEW9 Yin 2UEX4 Yo in 2UEW5 1 ~in ADRE2 % in ADRP4 
, 1 in 2UEY2 , 1 In 2UEY6 Yin 2UEX8 1 in ADRE3 % in ADRP5 
3" Length 5" Length 1 in 2UEZ1 in ADRC8 Tin ADRP7 
¥% in 2UEP7 ¥% in 2UER2 12" Length PUES wT ADRP8 
% in 2UET1 % in 2UET5 Ya in 2UER6 2 Senge ; am 
% in 2UEU4 % in 2UEU8 Ya in 2UET9 7s in 4DRE4 V2" Length 
in 2UEV7 in 2UEW2 ¥% in 2UEV3 Ya in ADRES ¥% in 4DRR3 
% in 2UEX1 % in 2UEX5 Yin 2UEW6 ¥e in 4DRE6 Y% in 4DRR4 
Tin 2UEY3 Tin 2UEY7 Yin 2UEX9 Yin 4DRE7 in 4DRR6 
Tin 2UEZ2 in 4DRE8 % in 4DRR7 
a Tin 4DRE9 Tin 4DRR8 
+ 1 Vin 4DRF1 1 in 4DRT1 
GRAINGER 1 in ADRF2 2 in 4DRT2 
APPROVED 2 in 4DRF3 Pipe 
aia 3" Length Pipe Size Item 
Brass Fittings—Class 250 fi aDRFS (Nominal) No. 
Ya in 4DRF6 18" Length 
= Max. pressure: 400 psi at 72°F; 250 psi at 400°F steam ein DRE! Ya in 4DRT5 
“1° ° 2 in ¥% in 4DRT6 
= Temp. range: 0° to 400 F | _ Jin ADRES ar ADRT7 
Class 250 fittings have thicker walls to handle higher pressures. For use in air, 1 in 4DRG1 ¥Yy in 4DRT8 
; — 1 in 4DRG3 2 in 4DRU3 
water, oil, natural gas, and steam applications. Meet ASME B.16.15 and B1.20.1. Din aDRGA RaLawaT 
Pipe Size - Item Pipe Size - Item 3%" Length Yin ADRU5 
Description Pipe Fitting No. Description Pipe Fitting No. Ye in 4DRG6 3¥% in 4DRU6 
Cap, FNPT Elbow, 90°, FNPT % in 4DRG7 in 4DRU7 
i" 4WEW1 i 4WEN5 ¥ in 4DRG8 ¥% in 4DRU8 
Zi 4WEW2 ¥H' 4WENG % in 4DRG9 Tin 4DRU9 
i 4WEW3 Ai 4WEN7 in 4DRH1 1% in 4DRV1 
TVA" 4WEW4 Zi 4WEN8 Tin 4DRH2 3 ft. Length 
i 4WEW5 t 4WENS 1 in 4DRH4 ¥% in 4DRV4 
Coupling, FNPT TH 4WEP1 2 in 4DRH5 % in ADRV5 
Yj" 4WER7 1%" 4WEP2 4" Length % in 4GRN9 
He 4WER8 2 4WEP3 ¥% in 4DRH7 4 ft. Length 
Ai 4WERS Tee, FNPT % in 4DRH8 % in 4GRP6 
Sh 4WEU1 ys" 4WEP4 ¥% in 4DRH9 ¥% in 4GRP7 
ik 4WEU2 i" 4WEP5 hin 4DRJ1 % in 4GRP8 
TVA 4WEU3 vf; 4WEP6 Yin 4DRJ2 % in 4GRP9 
1% 4WEU4 1" 4WEP7 Tin 4DRJ3 1 Vin 4GRR2 
z 4WEU5 TVA 4WEP8 1 Yin 4DRJ4 5 ft. Length 
Cross, FNPT 114" 4WEP9 1% in 4DRJ5 YW in 4GRR6 
Ya" 4WER2 2 4WER1 2 in 4DRJ6 % in 4GRR8 
e T 4WER3 Union) FNPT 5" Length yin AGRR9 
TVA 4WER4 Vj 4WEU6 ¥% in 4DRJ8 6 ft. Length 
1% 4WER5 ys 4WEU7 % in 4DRJ9 % in 4GRT5 
Ph AWER6 8) VY" 4WEU8 ¥e in 4DRK1 1 in 4GRU1 
Elbow, 45°, FNPT © 7 4WEUS Zin 4DRK2 9 in 4GRU4 
yj" 4WEV5 i 4WEV1 Yin 4DRK3 
: 1 4WEV6 1" 4WEV2 Tin 4DRK4 
1 4WEV7 1%" 4WEV3 1 Vin 4DRK5 
1%" 4WEV8 ey 4WEV4 1 Bin 4DRK6 
2" 4WEV 2 in 4DRK7 
2192 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Brass Pipe Fittings and — APPROVED —Darker 















































= Temp. range: -65° to 250°F desta Fitt de in the US 
. i a v0. 
Nipples are built with MNPT connections. For usein = ® Max. pressure: 1200 psi : sndieiaa i ee Gani nm 
water, oil, natural gas, and steam cosa Meet SAE, ASME, and ASA. srrnes » Max. pressure: 1000 psi 
Pipe Pipe er : 
Size Pipe Fitting | GA Parker Size Pipe Fitting | GA Parker ‘Feature high-impact strength and resist mechanical 
__ 7 Pipe Connection | Item Pkg.) Item —PPkg.. _ > Pipe Connection | Item —_— Pkg. om Pkg. shock and vibration. Can be used with brass, copper, 
me Fitting Type No. Qty.) No. Qty. Forel Fotnate Elkow pe No. Qty.| No. Qty. and iron tubing. For use in aggressive and general 
Ys" FNPT x MNPT|6AYX2 1 /13Y817tT 1 industrial environments and are compatible with 
FNPT x MNPT| 13¥818 TT 1 ve fe ENE 137699 | many fluids. Parker male threads include Loctite® 
FNPT x MNPT 6AYX3. 7 | — ; oe 
FNPTx MNPT 6GAYX4 1 -43Y822-1~—~CO«@r orgeedd cea Union uh = a Vibra-Seal® thread sealant. All fittings meet SAE 
FNPT x MNPT| 6AYX tT) — 8 = 
saree i vi" FNPT | — i3veg2 7 —« J 80 and J531. 
FNPT |6AZCO 1 (13865 1 as FNPT = 13¥893_ Pipe FITTINGS 
A FNPT | 6AzZC2 ¢ 7 | — Forged Union Elbow, 90 Size Pipe Fitting GA Parker 
vA FNPT |6AZct + 1) — % FNPT = 13Y884 -Pipe Connection | Item Pkg.| Item —— Pkg. 
Yj" MNPTXFNPT) — T3Y868 + 1 GB A FNPT = 13Y885___|_—Description Fitting Type No. ty.) No. Qty. 
Yj," MINPT x FNPT| — 13Y867 + 1 % FNPT as 13Y886_ ss |_—S Street Elbow, 90° 
7%," NPT  |6AZC3— 1 Hex Head Plug Ye" FNPTx MNPT| — 13Y829 1 
¥" MNPT x FNPT)  — 13Y869 we MNFT | GAZAS 10 |13Y807 Ye" MNPTXxFNPT GAYU1 10 | — 
A FNPT |6Azc4 7 | — “a MNPT (| 6AZA6 10 /13Y808 1 Yi MNPTxFNPT|6AYU2 10) — 
%" MNPTxFNPT) — 13Y870 1 % MNPT | 6AZA7_ 10: (13Y809_ Yi FNPT x MNPT|  — 13Y830 
9%” MNPTxFNPT| — 13Y866 a MNPT | 6AZA8_ 10 (13Y810_ Ys MNPTxFNPT|6AYU3 10 13Y831 1 
Ys" MNPTXFNPT) — 13Y871 1 YA MNPT  |6AZA9_ oS |13Y817 ¥" FNPTXMNPT) — 13Y832 
1" MNPTxFNPT) — 13¥872. 1 ~— Locknut Ye" x V"FNPT x MNPT  — 13833 
Branch Tee Ys FNPT — W3V878 % MNPTxFNPT GAYU4 10 | — 
ye FNPTXFNPT] 43Y855 1 a FNPT | GAZC6 1 13Y879 Bx %"FNPT x MNPT)  — 13Y834 
° x MNPT is FNPT = Svat yi" MNPTXFNPT GAYUS 5 | — 
ye FNPTXFNPT Gavye = |gaye56 1 yz NPT 3Y88 Street Tee 
xX MNPT Male Elbow, 90 Vg" FNPT x MNPT GAYWO 10 113860 { 
yy FNPTXFNPT) 43v857. 1 i" MNPT |6AYT2 1 (13Y835 1 8 x FNPT 
: x MNPT Ai MNPT |6AYT3 1 13836 1 ye FNPTXMINPT| ova 49 lavas 4 
yy FNPTXFNPT) gave 4 l4gyese 1 7 MNPT |GAYT4 1 13837 1 : x FNPT 
2 i 
y,  FNPTXENPT) 437859, Male Tee : x FNPT 
x MNPT yj" MNPT |6AYV2 77) — yy FNPTXMNPTi eye = 4 43y863 4 
We MNPT |6AYV3 1) — ; x FNPT 
i" FNPT |6AYZ2 1 |13Y907 ‘1 yp" MNPT |6AYV4 7) — yj, FNPTx MNPT) 43Y864. 1 
yj" FNPT |6AYZ3 1 |13Y908 ‘1 Ti MNPT |6AYV5 7) — . x FNPT 
¥5 FNPT |GAYZ4 1 |13Y909 1 ‘Reducing Adapter 
A FNPT |6AYZ5 71 |13Y910 1 Ys" x Ve'FNPT x MNPT| 6AYX6 10 /13Y819 —1 Ai FNPT |6AYY3 71 |13Y882 ~~ ‘1 
yi" FNPT |G6AYZ6 71 (13Y911 1 Ye FNPTxMNPT)  — 13v820 ye FNFT  |GAYY4 i 13Y883 
Countersink Plug 95° x Ve"FNPT x MNPT 6GAYX7 31 | — VA FNPT |6AYY5 1 |) — 
yf" MNPT |G6AYZ7 1 (13Y812 ~~‘ 9° x Vs" FNPT x MNPT GAYX8 10 |13Y821 1 7 FNPT |6AYY6 1 | — 
Ai MNPT |6AYZ8 1 (13Y813 "x Vs FNPT x MNPT| 6GAYX9 1 =+(13Y823~— Pipe NIPPLES 
ye MNPT | G6AYZ9 1 ~#(13Y814 ~— Hx ¥%' FNPT x MNPT 6AYYO 10 |13Y824 1 Size GA Parker 
Yo" MNPT 6AZA0 1 (13Y815 | Yo" FNPTxMNPT) — 13Y825 1 -Pipe Overall Item Pkg. | Item Pkg. 
Yq" MNPT — 13Y816 1 Ya" x ¥e'FNPT x MNPT| — 13Y826 1 Description Fitting Pipe Length} No. Qty. | No. Qty. 
Coupling Ya x YFNPT x MNPT GAYY1 1 +(13Y827 ~~=1 +~©=—" Close Nipple 
i" FNPT |6CTE6 10 |13Y873 1 Ys" FNPTxMNPT) — 13¥828 ¥% in y;' 6AZD5 10 |13Y770 1 
vj FNPT | 6CTE7 10 |13Y874_ 1 ‘Reducing Bushing 4 in 7 6AZD6 10 |13Y771 1 
Fe FNPT | 6CTE8 10 (13Y875 1 Ya" x Ye"MNPT x FNPT/6AYW5 10) — ¥ in {" 6AZD7 10 |13Y772 1 
A FNPT | 6CTE9 10 |13Y876 1 Tix Vs" MINPT — 13Y754.— % in Hi" — 13Y773_ 1 
yj FNPT |6AYRO 5 |13Y877 ‘1 95" x YVe"MNPT x FNPT 6AYW6 1 | — % in Tv" |6AZD8 ~=10 | — 
Cross 95° x Va" MINPT x FNPT 6AYW7 10 | — 7a in THe — 13Y774_ 1 
yf" FNPT — 13Y902 5x Ve" MINPT = 13Y755 Jain 1% | 6AZD9 5 — 
Ai FNPT |6AYY8 71 |13Y903 1 5" x Vs" MNPT — 13Y756 1 (Pipe Nipple 
ye FNPT |6AYY9 71 |13Y904 1 wx %" MNPT — 13Y757_—«1 % in 1" 6AZEO 10 |13Y775 1 
eR FNPT |6AYZ0 71 |13Y905 1 x Vs MINPT x FNPT 6AYW8 10 | — ¥% in uy 6AZE1 10 13Y776 1 
yh FNPT = 13Y906 1 x Ys" MNPT x FNPT 6AYW9 10) — % in 215" — 13Y777__1 
Extruded Female Elbow, 45° BX Vs" MNPT — 13Y758 1 % in a — 13Y778 1 
Bx 9" MINPT — 13Y759 % in 375" — 13Y779__1 
Yo" x 1" FNPT x MNPT|  — 13Y764 yin 1 6AZE2 10 13Y780 1 
os _ »yy« NPTMalex |) __ Ya in E GAZE3 10 (13Y781 1 
Vs FNPT 13Y901 1 Sa" XV" NOT Faaie 13760 = 1 rin oF — 43V789 7 
Js" x Ys MINPT x FNPT GAYXO. 1 | — Ya in 3" — 13Y783 1 
a" x Ve"MNPT x FNPT 6GAYXT 5 | — yin 375" — 13Y784_ 1 
Extruded Female Tee Ix ¥3" MNPT — 13Y761 Fe in iA 6AZE4 10 13Y785 1 
a yf" FNPT |6AYU6 10 |13Y894_—s 1 J" x Ve" MNPT = 13Y762. 1 ¥e in ey 6AZE5 10 13Y786 1 
ot. FNPT |6AYU7 10 |13Y895 1 Ji x 1" MNPT — 13Y763_— ¥e in 215" — 13Y787 1 
BEA FNPT 6AYUS8 10 13Y896 1 Reducing Coupling ¥e in 3 —_— 13Y788 1 
, A FNPT |6AYU9 10 |13Y897 —1 "xe ENPT [6AYR1 10 /13Y912_ 1 Fe in 3%" = 13Y789 1 
7h FNPT |6AYVO 5 |13Y898 1 xe FNPT |6AYR2 71) — Yin iA 6AZE6 10 13Y790 1 
Extruded Street Elbow, 90° ah FNPT |6AYR3 10 \13Y913 1 Yin 2 6AZE7 10 13Y791 1 
Ye" FNPT x MNPT| — 13Y839 * 1 xe FNPT (6AYR4 71 | — Yin DV; — 13Y792 1 
¥" FNPT x MNPT)  — 13Y847 * 1 xv" FNPT  |6AYR5 10 (13Y914 ~~ Yin ey = 13Y793 1 
yi" FNPT x MNPT) — 13Y848 * 1 x%s FNPT |6AYR6 10 13Y915 1 Yin 37" = 13Y794_ 1 
yj," FNPT x MNPT| — 13Y841 * 1 x95" ENPT — 13Y916 ain iA GAZES 5 = 
Yi" x Ve"FNPT x MNPT)  — 13Y840 xv" FNPT |6AYR7 1 (13Y917 ~~ 1 Ya in ny GAZE9 5 — 
Ys FNPTxMNPT) — 13Y849 * 1 ‘Square Head Plug NIPPLES 
¥s FNPTxMNPT) — 13Y843 * 1 i" MNPT — 13Y765 1 Pipe Size GA Parker 
Ye" x Va"MNPT xFNPT) — 13Y842 | Ya" MNPT — 13Y766 1 - Pipe | Fitting Item Pkg.| Fitting Item Pkg. 
Yo" FNPTXMNPT) — 13Y844 x MNPT = 13Y767 Description Fitting | Length No. Qty.|Length No. Qty. 
y;" FNPTxMNPT) — 13Y846 A MNPT — 13Y768 1 ~=s | Hex Nipple 
Ya" xX Vo"FNPT x MNPT); — 13Y845 1 Yq" MNPT — 13Y 7/69 1 vA 146’ 6AZD0 101 240" 13Y795 1 
Extruded Union Elbow, 90° Street Elbow, 45° Ya" 1%" 6AZD1 10, 1%° 13Y796 1 
i" FNPT — 13Y887 1 %e" MNPTxFNPT|6AYR8 10) — 7 Tis’ GAZD2 10 | 1°20" 13Y798 1 
Ya" FNPT _ 13Y888 1 Ye" FNPTXMNPT, — 13Y850 1 YF 1.6 6AZD3 10 | 11% 13Y802 1 
Ye" FNPT — 13Y889 1 Ya" MNPTXFNPT|6AYR9 10, — ¥4" 116 6AZD4 5 | 1%. 13Y805 1 
| Yo" FNPT _ 13Y890 1 Ys" FNPTXMNPT) — 13Y851 1 Reducing Nipple 
Female Elbow, 90° 95" FNPTx NPT) — 13Y852 Vax Ve") 1" 6AZF1 10) 1%" 13Y797 1 
yp" FNPT |6AYT6 10) — ¥° MNPTXFNPT|6AYTO 10 | — ex Ve" | Te" GAZFO 1 170" 13Y799 1 
Ai FNPT | 6AYT7 10) — %* MNPTxFNPT| 6GAYT? 10) — Ye x Ve | 1V4" ~~ GAZF2 10 11340" 13Y801 1 
75" FNPT | 6AYT8 10) — Ye FNPT x MNPT) — 13Y853 ex vi" | 16 6AZF3. 1 | 134° 13Y803 1 
Ai FNPT | 6AYT9 10) — 3%" FNPT x MNPT)  — 13¥854_ WN ex 35" | 1%" GAZFA 10 155° 13Y804 1 
7 FNPT (6AYUO. 71) — Ys" MNPTXFNPT|6AYT5 7 | — Yi'x Vo" | 1%6° GAZF5 1 | 1'%o" 13Y806 1 





tt No. 13Y817 is 7/8"L, No. 13Y818 is 1-3/4"L. # No. GAZC2 is 1"L, No. 6AZC1 is 1-1/2"L, No. 13¥868 is 15/16"L, No. 13Y867 is 1-1/2'L. 
*No. 13Y839 is 5/8"L, No. 13Y847 is 21/32"L, No. 13Y848 is 1-5/64"L, No. 13Y841 is 29/32"L, No. 13Y849 is 31/32"L, No. 13Y843 is 1-1/4"L. 
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Lead-Free Brass Fittings & Nipples Details on page A1. 
Lead-Free Brass Fittings papa GRAINGER =—_ 
i APPROVED Pipe Si Pipe Fitti It 
and Nipples Description - Pine Fittin Connection Ty e No. 
= Max. pressure: 1200 psi Ideal for use in plumbing and industrial appli- Street Elbow, 45° 
= Temp. range: -65° to 250°F —_ cations where lead-free fittings are required. i aNePaNee ‘nae 
Certified for use in potable water applications 
and are NSF-61 Annex G Listed. 
FITTINGS , 
Pipe Size Pipe Fitting Item “ MNPT x FNPT 46M431 
Description - Pipe Fittin Connection Type No. 
Street Elbow, 90° 
ys MNPT x FNPT 46M467 
Y' MNPT x FNPT 46M466 
ys MNPT x FNPT 46M453 
¥3 MNPT x FNPT 46M465 
yp MNPT x FNPT 46464 





Tee (run x run x outlet) 
¥," FNPT 46M491 ¥" FNPT 46M509 


: Ye FNPTxMNPT x FNPT | 46M430 
7, FNPT 46490 7a MNPT A6M424 
3 FNPT 46489 a FNPT st pte 
VA FNPT x MNPT x FN 464 
Vp FNPT 46488 Vi MNPT 46M423 
yA" FNPT 46487 # FNPT 46M507 
A FNPT 46M506 
EountersingiRltg — a FNPTxMNPTxFNPT | 46M428 
% MNPT 46472 Ve FNPT 46M505 
Ya MNPT 46471 Union 
ye" MNPT 46M470 = Va FNPT 46495 
Y," MNPT 46M469 fa Niece 3/a" FNPT 46M494 
y" MNPT 46468 | ne 


yp" FNPT 46M493 





Coupling 


Ye" FNPT 46M501 ayn 

Yi MNPT x ENPT A6M457 ‘i FNPT 46M492 
Y,' FNPT 46M499 

V4" MNPT x FNPT 46M455 NIPPLES 
¥" FNPT 46M498 Pipe Size Pipe Fitting Fitting Item 
Yr" FNPT 46497 Description - Pipe Fittin Connection Type Length No. 
A FNPT x MNPT 46450 Hex Nipple 

¥4" FNPT 46M496 . ‘ 


























% MNPT 1 46443 
Cross 
YA! MNPT 1136" | 46442 
os | 
Vy FNPT 46M504 ) ya" MNPT 11Y% 4" 46M441 
VY" FNPT 46M503 y" MNPT 11%" 46M440 
yj" MNPT 13%" | 46439 
yf" FNPT 46502 
: NIPPLES 
Elbow, 90 . Pipe Size Thread Overall Item 
% FNPT 46M513 Description Nominal Type (Pipe) Pipe Length No. 
i MNPT 46427 Close Nipple 
is FNPT 46M512 Ye in MNPT x MNPT 1349 in 46M479 
1 u 
a al ae Ya in MNPT x MNPT % in 46M478 
A MNPT 46425 % in MNPTxMNPT  494in. «|: 46477 
— ni FNPT 46M510 Yin MNPTXMNPT 5¥%sin | 46M476 
ex busnin 
4 Vy" x Ve" MNPT x FNPT 46M486 ¥ in MNPT x MNPT 1 %4 in 46M475 
Ye" x Ve MNPT x FNPT 46M485 Nipple 
He" x Va" MNPT x FNPT 46M484 - Ya in MNPT x MNPT 1 Yin 46M474 
a ‘ Ya in MNPT x MNPT 2 in 46M473 
ae vee ia pai ainx %in MNPTXMNPT 1 Yin | 46M438 
a ¥Yinx Vein MNPTXMNPT 1 in 46M437 
"ax % MNPT x ENPT 46M481 ¥% inx Vin MNPTxMNPT 1 in | 46M436 
Ya’ x Vo! MNPT x FNPT 46M480 inx Vein MNPTXMNPT  1'%ain | 46M435 
Hex Head Plug finx%in MNPTXMNPT 1 ‘%2in | 46M434 
— Ye MNPT 46448 %inx in MNPTxMNPT 1%in | 46M433 
V4! MNPT 46447 
yp" MNPT 46446 
yp" MNPT 46445 ee toc 
y}" MNPT 46444 K pS kK: 
Reducer Inventory Management 
WI rupTxwneT | 46as6_ | TAKE CONTROL OF YOUR STUFF 
Hy" x Va" , ' 
—— ee eins What if there were an easier way to ensure you have 
— ~ ET aan mae the right parts in the right place at the right time? 
— Put Grainger’s expertise to work for you. It’s almost 
hy" y Yo" . . . . 
faaudag Cacpiin — eeu etd like managing your inventory on autopilot. 
Ya" x V4" FNPT 46463 Inventory managed. Space organized. 
Ye" x Ye FNPT 46M462 Time and money saved. 
V5" x Va" FNPT 46461 
Yat x Ve FNPT 46M460 > Learn more at grainger.com/keepstock 
Ya" x Va! FNPT 46459 
Ya" x Vo" FNPT 46458 
2794 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
TUTE 
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O GRAINGER.COM Brass Pipe Fittings & Kits & Wrot Copper Fittings 
Brass Pipe Fitting Kits Kesacrancer VEowewemees 
APPROVED = \ uu — 
= Max. pressure: 1200 psi = Temp. range: -65° to 250°F Meet SAE, ASME, and ASA. fern oe 
Description Sizes Incl. No. 
42-Pc. Kit (3 Each) ¥8' and 2" Hex Nipples, Female Tees, Couplings, Street Elbows, Close Nipples, and Hex Plugs, 2" x %" Bushings, /2 x %' Reducers _6AZF8 
70-Pc. Kit (5) Ys" Hex Nipples, Female Tees, Couplings, Street Elbows, Close Nipples, Hex Plugs, 45 Degree Straight Elbows, % x GAZF6 
Ye" Reducers, 4 x Ys" Couplings, % x Ye" Hex Nipples, % x Ys" Bushings, ¥% x 4" Bushings, 2 x ¥%" Bushings 
444-Pc. Kit (10 Each) ¥8° and 12" Hex Nipples, Close Nipples, and Hex Plugs (3 Each) 8° and 2" Female Tees, (5 Each) 4° GAZF9 
and 1" Street Elbows, (10) %" Couplings, (5) 2" Couplings, (10 Each) 2 x ¥%" Bushings and Reducers 
140-Pc. Kit (10) %4" Hex Nipples, Female Tees, Couplings, Street Elbows, Close Nipples, Hex Plugs, 45° Straight Elbows, % x Ye" GAZF7 
Reducers, 4 x Ys' Couplings, “4 x Ys" Hex Nipples, % x %" Bushings, % x 4" Bushings, 2 x %" Bushings No. 6AZF6 
Brass Instrumentation-Grade Fittings —Darker 
Machined to an exceptional tolerance level, with rolled threads for increased strength. — aoe lian 
For instrument air, gas, and liquid service. Meet ANSI B31.1, B31.3, and B1.20.1. Pipe Size- Max. | Item Description Pipe Fifting Pressure| No. 
Description Pipe ving Pressure, No. Reducing Male Hex Nipple, MNPT 
Pipe Size- Max. Item Pipe Size- Max. | Item Male Hex Nipple, MNP Ys" x Ya" 4100 psi | 1DGA5 
Description Pipe Fitting Pressure No. Description Pipe Fitting Pressure} No. vi 4100 psi | 1DGA6 ¥e' x Ys' 4000 psi 1DGA7 
Cap, FNPT Hollow Hex Head Plug, MNPT yi" 4000 psi |1DGA8 Yo" x Ys 3900 psi | 1DGA9 
Ve" 4000 psi 1DGR4 V4" 5600 psi 1DGU5 Yo" x Ys 3900 psi | 1DGB1 
%" 4300 psi | 1DGR5 P Yo __ 3900 psi | 1DGB2 Reducing Street Elbow, 90°, MNPT x FNPT 
Ye" 3600 psi 1DGR6 Vs" 4100 psi 1DGU6 Reducing nae FNPT x MNPT 
yp" 3600 psi | 1DGR7 p Ya' x Ye 4300 psi 1DFY5 Ve" x. Ys" 2900 vsi | 1DGJ5 
Female Elbow, 90°, FNPT Male Branch Tee, FNPT x FNPT x MNPT Ye x Vs ___ 3900 psi 1DFY6 Tee pel 
Ys" 3000 psi | 1DGH4 Ys" 3000 psi | 1DGN6 % X 743900 psi | IDFY7 
7 VAL Yo x Ye _ 3600 psi | IDFY8 Street Elbow, 90°, MNPT x FNPT 
Y," 2500 psi 1DGH6 Y;" 2500 psi | 1DGN8 Yo'x ¥% 3600 psi | 1DFZ1 7 5700 Ps 1DGJ7 
Hex Coupling, FNPT Male Elbow, 90°, MNPT Reducing Bushing, MNPT x FNPT . pel 
V4" 4300 psi |1DGC6 Vy" 4100 psi /1DGG4 ue Xx 4s, 3600 psi 1DGE/ Yo 2500 psi | 1DGJ8 
% 3500 psi |1DGC8 a 4000 psi |1DGG5 re ees a 
Y," 3600 psi 1DGD2 Yo" 3100 psi }1DGG6 "x %" 3900 psi | 1DGF1 7 9700 P 4DGL7 
Hex Head Plug, MNPT Male Hex Long Nipple, MNPT Yo" x Ys" 3900 psi | 1DGF2 7 psi 
i" 9600 psi | 1DGT3 Ya 4100 psi |1DFW5 * Yo'x ¥% 2800 psi | 1IDGF3 % 2500 psi | 1DGL8 
YA 4100 psi | 1DGT4 Ya" 4100 psi |1DFW6 * Reducing Coupling, FNPT Tee, FNPT 
ye" 4000 psi | 1DGT5 Ai 4100 psi 1DFW7 ~ Ya" x Ya" __ 4300 psi | 1DGC5 V4" 3000 psi | 1DGK6 
¥;" 3900 psi | 1DGT6 Ye" 4000 psi iDFW8 sx Ys" _ 3000 psi | 1DGC7 7 5700 psi 1DGK7 
* No. 1DFW5 = 2"L, No. 1DFW6 = 2.5"L Y," 3900 psi | 1DFW9 * Yo" x Ys" _ 3600 psi 1DGC9 pal 
No. 1DFW7 = 3"L, No. 1DFW9=2"L, — Ya 3900 psi | 1DFX1 * Yo'x ¥% 3600 psi 1DGD1 Yo 2500 psi | 1DGK8 


No. 1DFX1 = 3'L. Pipe Size Pressure) Item 
Description (Nominal) (psi) No. 
Male Close Nipple, MNPT x MNPT 


Yin 4100 | 1DFX5 
“Ss Yin 4000 | 1DFX6 
| Yein 3900 | 1DFX7 


Wrot Copper Fittings BA em 

















_ MUELLER Description Tube Size Outside Dia. No. 
= Max. pressure, Ys" to 1%" 0.D.: 500 psi - a Item FTGxC 
= Max. pressure, 11/4" to 21%" 0.D.: 364 psi a Tube Size Outside Dia. No. : Yo" 5," 5P068 
Wl iT] . 1 ows | 
= Max. pressure, 2%" to 3%" 0.D.: 317 psi Cxc 5/4" yj" 5P069 
= Max. pressure, 4" to 4%" 0.D.: 293 psi 1" i" 1VMB1 | ¥;" 7h! 5P070 
= Temp. range: -20° to 400°F 2" 25" 1VMB3 re ie SPOT 
99.9% pure copper, seamless tubing forms a 3 sas WMAS 90° Elbows—Long Radius 
permanent, leaktight connection and resists ns atk Gre 
corrosion and scaling. Ideal for drinking water, air aE Ve 5P048 a ae ae 
conditioning, and refrigeration applications. For a Ai ¥ 5P049 Vi yp" 5P084 
complete list of standards and specifications, go to Ye Ye SP050 "6 Ae 5P085 
Grain ® and search for individual product # 7h rae % f dat 
ger.com® and search for individual products. yj" 7A 5P053 oa va 5P088 
C = Female Solder Cup. 1" 1" oP054 yi" A 5P089 
Ti" 1H" 5P055 73 i" 39R608 
Item 1y2" 1%" oP056 T 11%" 5P090 
Description Tube Size Outside Dia. No. 2" 24%" 5P057 11," 134" 5P091 
45° Elbows 2 25%" oP058 11" 154" 5P092 
CxC 3" 3%" 39R719 2" OV, 5P093 
a A 1VLX7 5" bv 39R711 9% 2v4 39R585 
Ya" Ye" 5P036 6" 6%" 39R680 3" 31%" 39R593 
a A 5P037 FTG x C 4 AV, 39R752 
A A 5P038 vA a 5P062 FIGxC 
if Li 5P039 at iH A 5P063 A Vi 1VMB5 
yj 7 5P040 23 A A 5P064 A 7 5P072 
t" ia 5P041 —~ yi" 7 5P065 7H" A 1VMB6 
TH" ik 5P042 1" 1%" 5P066 A 7 5P074 
iA 1%" 5P043 Th 134 5P067 573" 77 5P075 
Dh 2V8' 5P044 iA 15 1VMA6 yj" 7A 5P076 
2V0" 298 1VLX8 2 208 1VMA7 {" 1% 1VMB7 
ch 3 Ve 1VLX9 210" 2%" 1VMA8 WA 13, 5P078 
4" AVe 1VLY1 2 3h" 1VMA9 1H 15, 4VMB8 
6" Gis" 39R747 4 Ave 39R704 3 2 V5 1VMB9 
FTG x C FTG x FTG DV" 295" 1VMC1 
A a IVLY2 A a 39R590 ch 314" 1VMC2 
Hi A IVLY3 yj" 7 39R576 FTG x FTG 
YA" 7" 5P045 1" 14," 39R714 Vy" 34" 39R620 
a yi" 1VLY4 Thi 134 39R726 3H" vA 39R592 
3/4" Us 5P046 1¥;" 1%" 39R727 VY" 54" 39R595 
1" 14%" 5P047 2" 2 Ve" 39R745 5/" 3/4" 39R596 
1%" 1%" 1VLY5 90° Elbows—Intermediate Radius 3/4" i 39R607 
iA 1%," 1VLY6 CxC t" 1¥3" 39R677 
2" 2 Ye" 1VLY7 yy" 3" 5P079 1" 134" 39R652 
2V0" 298 1VLY8 . i yi" 5P080 WA TH 39R742 
3" 3 V8 1VLY9 | yj" 7 5P081 
t Mueller Industries brand. t Tz oP082 eal ||) 
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Wrot Copper Fittings Details on page Al. 
| CONTINUED | ~~ : Item 
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oe eal NIBCO eset dion Tube Size Outside Dia. No. 
Wrot Copper Fittings == 
Item Item 

















Description Tube Size Outside Dia. No. Description Tube Size Outside Dia. No. 
apter a 
X 



























































Wt 8 ii ii 
2, 

TY," 1%" 39R670 Ty" 154" 5P125 

" 15%" 5P021 a 2K" 5P 126 

17" 1H" 39R570 27," 29" 1VMG6 

2" 2 Ve" { VLU5 3" a Va" 1 VMG7 

vy 2%" x 2" 39R567 q" 4%," 1VMG8 

2," 2%" 1VLU7 x 

5 : ys! 5p! 5UGE7 + 
4 8 X /4 
4 8 X 2 u u 
, EY: ¥% Vp 5UGE8 t 
: eee oupling, Dimple Sto 
2 8 X /2 X 
4 8 X Y4 " iy" 5U ! 
—).—$§$__ i _—_- Ve" x 4 iVLW2 AG" AG" 5UGA 
iii : X 2 iT) 4" 8" 5U ! 

1 134" x 1% TVLW6 , , GAZ 
TR YX TV" B39RE33 ; ; E7C 
TRY TA" AVL i 

, x2" 5035 Tea 
" 8" X 2Ye" 5 , lH 
ee (| Ol 

1" 13" 39R548 | / |; 

11" 15" 39R504 2" 278 {VLK3 
a aazts 4d7n 46st 49/1  @9SMDEEW cy BY ’ {VLK6 

Vo" x 1% 15%" x 1% 39R551 : i 
ouplin olled Tube Sto 
X 
















Yo" 5" y Yo" y 5a 
9" D4! 39R609 Vp 7/3" x Vo" x ¥% 39R542 
4" Us 39R594 

o" g" 54 

: : 5 



























































TR BP 208 
TR BP209 
YR AYER 
4-7 enturi 
2 8 IG ===) 
1% 1% 39R693 er 
a ee ee ts @ 7 % 39R715 
2% 2% TVLR4 ——— 
1%" 1%" x 19" 39R541 8 TWERS Item 
4" 4" 39R692 Description Rod Size No. 
oupling with Stop, Rolled Tube Sto ube Stra 
1%" x11" 156"x1%"  39R691 x yp 4y- ———agpqg— L 89RD 
ae 80619 2 Z sorsss 
x 4" 3" 4 Item 
16" Ag" 544 Description Tube Size Outside Dia. No. 
Vy" oe" 39R489 i educing Tee (run x run x outlet) 
1%" 39R682 B" A 4 X 
4" B" 4 4’ Xx Va" X Ve" 8" x ¥3" Xx V4" 5UGA5 
7A" T 39R550 x Ya" Xx Va" "xX V3" X 3" 5UGD4 
1" 1%" 39R492 8 x ¥8 xX VB 2" x Yo" x V4" 5UGGE 
17%" 134" 39R501 8 xX Ye xX Ya" 2" x Vo" Xx 3s" alt i 
u u Ty" 1%" 39R509 9" Xx Yo" X Vg" 8" x 8 X V4" 5UGD7 
1%'x 1% 39R730 — 7729p Eg a Uary Val a BAI Uh BUGDE 
a 2" 39R531 2" xX Yo" X YB" 8 xX Ys X Yo" 5UGD5 
2 Ve" 2/6" 39R615 4X 2 XB 8 xX YB xX 2" 5UGEO 
1%" x 1%" 39R571 327 FZ30RG600 4" xX Ys" x ¥" 8" x Ye Xx Ya" 5UGDS 
31," 35%" 39R694 cera exe x HU 
6" 6%" 39R698 4X1 XV gx 13 xX 48 UGE4 
ush Bushings 2X1% X 8 xX1%8 xX 1¥% U 
Ys" 47 X ax xyv% BxX1%3 xX UGEE 
i "x V% Hex Vi 1VMG9 x2 xh a x 2%" x % UGG4 
Hex Vy "x ¥% 1VMH1 X2X1% 8 X24 X1% U 
2 xX V4 8 xX Xx2 x1” 8X2 X1% U 
YX HORT TH VMAS 
8 xX V2 4X8 
4X Vo 8 XB 
4X8 8 xX V4 
"x Ya" 8° X Ye" 5 
Tx %4" TH" x 7" 1VMH8 
TH" xT TH" x TV" 1VMH9 
TH" x 17" T5" x 134" 1VMJ1 
"x 1%" 28" x 1%" 1VMJ2 
yy," yf," 39R695 
EE 34" 7, 39R731 
t Mueller Industries brand. | CONTINUED | 1 
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JGRAINGER.COM Wrot Copper Fittings 
| CONTINUED: mal 
Wrot Copper Fittings wee INIBCO 
Item Item ; Item 
Description Tube Size Outside Dia. No. Description Tube Size Outside Dia. No. Description Tube Size Outside Dia. No. 
90° Reducing Elbows—Close Rough Reducer Fittings (Cont.) Reducing Tee (run x run x outlet) (Cont.) 
Cx FTG x C (Cont.) C x € x C (Cont.) . 
ya" x Ya" Yo" x 9" 39R/60 8" x Ya" Ya" X Ye" 5P199 Ya" X Ya" X Ye" "xX Va" x Va! 39R/57 
Yo" x 3" Ye" x VA" 1VLZ1 4" x Va" RX V3" 1VLN1 a" Xx Vo" x Yo" RX Ys" X Ye" 5P100 
%s xX Ve" Yq" Xx V2" 39R658 Ya" X Ye" "x V2" 1VLL9 Ya" X Ya" X Ye" RX Sa" xX Ya" 39R740 
Ya" x Vo" PB xX Ye 1VLZ2 Ya" x Vo" R' xX Ye" 5P200 Ya" xX Ya" X Ye" RX Ye" Xx V2" 39R539 
Ya" Xx Ye" Ps x Sa" 39R/50 Ya" X Ye" Rx Ya" 5P201 Ya" x Ya" X Ve" "x Ye" xX Va" 39R705 
1" x ¥%" 143" x ¥%" 1VLZ4 1" x ¥%" 16" x Ye" 5P202 Ya" x Ya" x V4" RX Ze X Ye" 39R589 
"x 34" 14%" x 7" 1VLZ3 lie ey 16" x 34" 1VLN2 Ya" Xx Ya" X Vo" RX Ve" X Ye" 5P102 
144" x 1" 13%" x 1%" 1VLZ6 1" x 34" 14%" x %" 5P203 Ya" xX Ya" X Ye" xX Va Xx V4" 39R674 
TV" x 1%" 1%" x 198" 1VLZ8 14%" x Ya" 1%" x Ye" 1VLN4 Ya" Xx Ya" X 1" Pe" x Ze X 1%" 5P104 
2x 1%" 2¥8' X 1%" 1VMA1 14" x 34" 16" x 7" 1VLN3 "x x 1¥e' x ¥%' x %" 39R613 
90° Reducing Elbows—Long Radius 1%" x 1" 1%" x 1%" 5P204 Wx Vx y' 1%" x ¥8' x 39R632 
CxC 1%" x 1" 1%" x 1%" 5P205 PX RT 1%" x ¥" x 1¥8" 1VMC7 
Ya" x Ve" ¥e" x V4" 39R/38 tx 1 1%" x 19" 5P206 "x 94" x V2" 1%" x %' x ¥%' 39R546 
? Yo" x YA" ¥s' X ¥8 1VMB2 2.x" 28 xX ¥ 1VLP1 "x %4" x 3%" 1%" x %' x 5P105 
Ya" x ¥e" Ys" X Vo" 39R586 2X" 248 x 1%" 1VLN9 "x 4" x 1" 1%" x “4x 1¥%' 5P106 
Ys" X Vo" ya" x Ye" 39R/61 2x 1%!" 2V8' x 138" 1VLN8 "x1" x' 1%" x 1%" x %' 39R654 
Ya" x Vo" PB xX Ye" 39R562 2XVe 2¥8' xX 1%" 1VLN7 TXT Xe 1%'x1¥%"'x1%" 39R718 
Ys" X 8" PB x Va" 39R644 2V2" X 2 2%8 X22 1VLP2 xT x 1%" x 1¥3" x ¥' 5P107 
1" x 94" 14%" x 7" 39R618 3 Xe. 38 x2 1VLP4 VxTxy' Tix 1¥3 x % 5P108 
oe 146" x 34" 39R/07 aXe 3Y8' X 2%" 1VLP3 "x 1" x %' 1%" x 1¥%8'x1%"  39R685 
14%" x 1" 13%" x 1%" 39R636 4" x 2" AV" x 2V8' 1VLP7 Ya" x Ya" xX 1Vs" 1%" xX %'X 1%! 1VMD1 
v neducing Elbows—Short Radius A" x 2 4M" x 29%" 1VLP6 144" x Ya" x Vo" 1%" x %' x ¥%" 39R7/41 
4"x 3" AV" x 3 V8" 1VLP5 144" x Ya" x Va" 1%" x %' x ' 39R564 
Reducer Flush Bushings 144" x Ya" x 1" 13%"x %'x1¥%' — 39R625 
C x FTG 14%" x Ya" x 14" ie X Lm e Jansan 
Yo" y 3A" 5" y Wo" ’ ' ; 1M%4" x 1" x V2 B' xX 1¥%' x ¥% 
ae noe mee 1A x 1% 14x 1% 39R756 TXT XAT TIX TYE XA 3QR543 
x "xT" 37" : : 
2 xtv' ix 1% 30R601 Fe AVE t96 xt 96 x196 AMC 
Reducer Couplings FTG x FNPT TXT EX I 196 X16 Je 9BR745 
ve my — TA XTX PA XTA XS 5 
Vex Ae BEL 5UGCO + yo" 57" x Vi 39R522 VAXTA XT Ve XV xT ort 
Tas x Ve Ts x Ve 39R628 V2ZXA XA Vex x SaRo08 
He" x Va" "x 5UGCI i peda cing Adapter 1 2 X /4 X 1 ; 1 /e X Pe 1 /s 39R688 
Hl x 1A" hry Yi" 39R630 Cx 1A" x 4" x 1 Ya 1% X Pe X 14s 39R696 
HX Ve! ABEL 5P185 TAXAXTA VAX x17 IVMDS 
vy i 5B x Ve iVLG7 100" x9! 154" x 74" 5UGC5 + Pe a A, — as 
eX Ve a XI 5P186 ZXT XA 1% x18 xe ___ Sans 
AEC aA 5P187 1 V2 X | a 1%8 a s x in 39R555 
WA AREY +VLHA Cx FNPT TVX T XIV 196 x16 x 1%" 39R679 
aaa WX 5P188 A Vi 1VLR7 TVX Tx 1%" 196" x 1x19" TMS 
met eX Vi iVLG9 Vi % 1VLR9 THX TV XA 156" x 1%" x 1%" 1WMID2 
Wy y Vy That y 3A" 4VLH4 ¥g Ya" xX ¥ 1VLT3 TA" x 1%" x 1%" x 1%'x% 39R686 
yr ya Trak y V5" 1VLH3 Ye" Ya" x Ye 1VLT2 TAX xy" 1%" x 1%' x Z' 39R599 
Wry V5} Va XH 5P189 A ne 5P014 Tx tVixt Tx 1%'x 1%" 39R602 
veya WX Ve 5P190 A Ax 5P210 TV" x 178 x17" 1%" x 1%" x1%" —39R587 
1 34" When 39R622 A A x7 5P016 TXT xB TA XT x" 5PI14 
yy" Tis x 5P191 a Sax e" 1VLT5 TXT XH" TAXA XA SPI 
a Wray 4VLH7 a Vi" x7 1VLT4 Tx TAxt” 1% x1%'x1%" — 5P116 
ay Tax 75" 5P192 Ja Bx ¥ 5P017 Tx 1" x 1%" 19%" x 1% x 1%" 39R554 
Th" xv 134" xd 39R573 Yq" Zz 1VLT6 TY" x Ya" xX 12" 2¥,' 39R597 
1" x 133" x Va 39R657 1" 1¥" 1VLT8 2' x Yo" x 2" 23" xX ¥3' xX 2V8" 39R637 
WAREZ 13" x Th 5P193 al 1% 1VLT9 2.x %' xX 2° on X as X ZY" . 1VMD8 
Tux 1 1345" x1" 5P194 1a 1% 1VLU1 2x i x 1" US X 18 X1 a 39R645 
TAY Ye 154" x 5 39R583 1 Ya 1% 1VLU2 2x 1 X 2 of X “ x ay 1VMD7 
1h" x Hh" 158" x 39R532 1 1% 1VLU3 2x1 /4 X ! UES X X 1 39R755 
ABET 15a x Th 5UGC2 t 1% 1% 1VLU4 2x1 x ivi 2%'x1%'x 1%" 39R655 
THA" x T 1x1 1VLJ5 2: 2 Ve" 1VLU6 2x1%4"'x1"% 2¥3' xX 1%3'x 1% 39R732 
1H" x 1H 153" x 194" 1VLJ4 C x FTG 2'x 1" x2 23" X 14s xX 2% 1VMD6 
2x QV x56" ALK? Hi x! Wi x Va 5UGC3 + 5 XV XB SAAB, SORT 
aX i" oe" x th 39R578 2 x 1 /2_X 3/4" us X Ld xX 4 39R646 
xt" Ox 1% 1VLK1 1"x 94" 1¥6" x Yo" 5UGC4 + 2xie xt 20 x1 x1 39639 
x1 dif" x 13% 1VLJ9 2 xin xi“ US x 1% X 1% 39R667 
a Th" a4 X15 {VLI8 C x MNPT Zz — 2x TE XAY 2x19" oh 30R580 
7 ot mee yo ut mm ee me} 
200" x TV 256" x 1% 39R716 i rea es GEA, 
WV AREW A 5" x 154 30R611 7 ZX 1VLV3 2X2 Xx fa 2Y8' xX 28 xX ‘AZ 5P118 
Di" xD" D8 x DV TVLK5 vy “8X J 1VLV7 2 x 2 a 2Y8' xX 2Ve' x1 5P119 
"x 1% 318" x 15% 39R649 Yo 78 X 78 5P027 2° x2" x iby ALS X ALS x1 /8 39R540 
37D 31/4" x DVa 1VLK9 " %" x % 5P028 2x2 x 1h 2% x 2¥%'x1%' 39R530 
3" DV5" 314" x 05, 4VLK8 Yo" 8X 1" 1VLV6 AVX X2Y" 2B X BX 2% 39R681 
A" x0" aig" x Vp 4VLL5 7s" 4" xX Vo" 1VLV9 24 XT" xX2" 2%' x 1%' x 2% 39R759 
qx oy Ai," x 2% 1VLL4 Ye" Ya" x V4" 1VLV8 2X2 X14 2% X 2¥8' X 1%" 39R748 
A" x3" Avg" x 34" 4VLL3 Yq RX V2" 5P029 22 Xe Xe. 2%. X2¥8 X2¥%3 39R690 
FTGxc y4" Ze xX 1" 5P031 2M x2 X2Y2 298 X2¥8 X2%8 39R/37 
EA I x Ve" 39R557 1" 16" x 34" 1VLW5 2M xX 2V2 xX Vo" 2%" X 2K X 39R605 
Tis x Ye 15h" x 5A" 30R569 1" 1¥6" x 1%" 1VLW3 M2 X2Y2' XV" 2%" X 2% X VB 39R558 
i" y HA" 15h" x 7A" 39R520 1" 1%" x 1%" 1VLW4 2M xX 2Vv" x1" 2%" xX2%'x1¥%'  1VME4 
ay 9H, V9" x Th" 30R552 14%" 1%" x 1" 1VLW8 22" xX 2¥2"xX1%4' 2%" x 2% X1¥%' ~—1VMES 
ARE 5," x 114" 30R659 1%" 1%" x 1%" 1VLW7 22" xX 2Y2"xX1%"  2%'x 2% xX1%'  1VME2 
Di x 1H" 5," x 194" 30R662 1%" Pax’ 1VLX1 2M xX 2V" x2) 2% xX 2% X2%  1VME1 
Dip" x4 VF 5," x 154" 30R614 1%" 1%" x 1% 1VLX2 3° xX %4' X 3" 3" xX ZX 3B" 39R708 
3x 1% 3¥"x 19%" 39R734 Ve ee XE XE SUE KE SOR TOT 
SAEs 3x3 39R758 AG ean xoutlet) BAUER BIA TA BOREDA 
Redicer Coupling with Stops, Ro'led Tube Stop Te XIX Vs VX VX Ve 39R515 Fx 3x1" 3x 3%'x 1" 1VMGI 
; : 38" X YB" X Ve Yo" x Yo" x Ae 39R744 3X3 x1! 3%' x 3%'x1%" _1VME9 
1% 1% 39R640 BX Viv x % Ys x¥s'x V5" 39R764 3 xaxth" 3%" x3ve'x1% _1VMEB 
f 1" 154" 39R526 WX 8 x Hs" 7s" x Vox Vo" 39R563 Bx3xX2 BV" x3%e"x2%e" _ 1VME7 
Ya" x Ye" Xx Ya" ¥e" x Yo" x Ye" 1VMC5 a XS X24 3Y¥8' xX 3¥%e'x2%3  1VME6 
2x1% 28" x 1%" 39R623 Ya" x Ye" x Ya" ¥%e" X V2" xX ¥e' 39R/10 4"x 4x 34" AV" x 4V8" x A" 39R/17 
Reducer Fittings WX Vo" XH" 5" x Va" x Uh" 5P099 Ax 4"xT 4%" x 4%"x1¥s" _39R749 
FIG xC Ya" x Vo" x Ya" %" X Ye" X Ye" 39R519 "x4" x1” AVs' x 4Ve'x 1%  39R724 
a" x VA" Hl" x 1h" 5P195 Yo" x Ya" x ¥ %" x Ye" x Vo" 39R528 4" x 4" x 2" 4Vs' x 4¥e' x 2¥e =1VMG5 
ya" x Ye" Yo" x Ya" 1VLL7 WY ¥" X Ye" X Ya" 39R579 4"x 4x2" Avs" x 4V¥e'x 2% 1VMG4 
3a" x VA" ih" x 3h" 5P196 a" x Vo" X fe) oe ¥ oe. Xx uA sonaee 4"x 4" x3" AVe' x 4¥' x 3%  1VMG3 
Ya x Ya Ha" x Vs" 5P197 8" x V8" x 7" A" x Ya" x V3" i 
area rae oPige Ary Ay Ue ARE BETY 30R702 t Mueller Industries brand. 
BA" x V4" 4" x Fe" 1VLL8 Ye" X Ye" X Ye" Ya" xX Ya" xX Va 39R610 
8 
Sa" x Ve" x Ya" 7 x Vo" x 39R706 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2197 
































































PLUMBING Scan. Order. Done. 
DWV Wrot Copper Fittings & Cast Copper & Bronze Fittings Details on page A1. 
ww. Pipe Fitting Pipe Fitting 
; Connection Tube Item Connection Tube Item 
wuuR « MNIIBCO Description Type Size Outside Dia. No. Description Type Size Outside Dia. No. 
INDUSTRIES DWV Elbow, 45° <r r ry SORE DWV Long Radius Elbow, 90° 
= X 4" 3" 4 
TH" ys" F 
ey oe — Vent ‘ . : A 154 ane t \ Cxe 11" 154" 39R566 
rot Copper Fittings pat 5a 
PP g cx S0R6 Ty ducing Ta 
Pipe Fitting CxFig 1” 1%" 39R675 CxGxe Ne. PORe® .gons5s 
Connection Tube Item CxFIG 1%" 15" 3OR524 i spree 
Description Type Size Outside Dia. No. CxFIG vy A 5UGF6 Tt CxCxC ye i . ‘ 5 39R672 
it) 1 ii) 
———— canbe aaa aes CxFIG 3 314" B0R998 exexe <7 7 x0 ones 
: : DWV Elbow, 60 DWV Street Elbow, 45° 
CxSJ 114" 1%"  5UGH1 t ; 
a ex NZ ie eanTS & CxFIG = 1%" 1% 5UGF5 + 
oset riange 
DWV Elbow, 90° : 
a ; X TVA 1%" 39R545 A 
C 4"x3"  4¥ex3¥%' 39R733 exe A 19° BUGFI F ; : x : rahe a autre t 
: x : i i ie ieee . CxCxc 1%" 15%" 39R537 
¥ X 8 i} 1 il 
; X cd 3%"  39R664 
CxC 1% 1% SUGES + C X ET Te 198 3aR699 aD Cxe 1p" 5/3" 5UGF8 + 
X Ay 75" 547 
Cxe > 21," 5UGFO Cx FIG 2" 28 39R5/9 1" 5/4" 
y CxFIG 3" "x 3%" 39R736 eee ee 
t Mueller Industries brand. 
NiBCO Tube Pipe Max. 
Cast Copper and * O am ga Alt uae Al er) fataldtulies dean ie 
— ese escription at. onn. ize ize (psi @ ° utside Dia. Bran 0. 
Bronze Fittings ARPROVEN Brain Coupling 
5 : CxC Ys" — 577@200 %' Nibco 36N484 
= Temp. range: -20° to 400°F, except Nos. 1WLH5 to 1WJL1 Cast Bronze 
are 0° to 400°F and No. 36N483 is 40° to 100°F sis ee ee 
Feature higher pressure ratings than most wrot copper fittings. GA Dwr a5 Wye ae ss gai age  Aliee SENG 
models are compatible with wrot copper fittings. All models are for use Ce ne ae , : za 
in nondrinking water and air applications. Meet ANSI B16.18, except CxCxC 2° — 466@200 2%" Nibco 36N548 
Nos. 36N483 to 36N559 meet ASME B16.26. DWV Adapter 
ve - sais CxMNPT 1%" 1%" 395 @200 15'x1¥%' Nibco 36N544 
Fitting Fitting Tube Pipe Press. Item Cast Bronze C x MNPT Le 1%" 577 @200 1%'x1%" Nibco 36N540 
Description Mat. Conn. Size__ Size (psi @ °F) Outside Dia. Brand _No. C x MNPT 9" 2" 577 @200 2%'x2" Nibco 36N545 
ye DWV Fitting Cleanout 
CxCxC % — 466@200 %"  Nibco 36N538 ee 1%" — 395@200 154"x1%" Nibco 36N553 
Cast Bronze 
eae AION a npg 2 351.@200 2%'x2"  Niboo 36N554 
CxCxC 1" — 395@200 1% Nibco 36N539 —spwy Flush Adapter 
90° Drop Ear Elbow 
ma Oxe %"  — 722@100 %' Nibco 5P158 Cast Bronze CxMNPT 1% 1%" 466@200 1%'x1%" Nibco 36N541 
ast VOPPerCXFNPT.  -% + 722@100 9% +Nibco 5P154 
Sf" — T/o" j 
ee -NPT 1 295 2000 iy Nib 36N50G ee 
90° Elbow - : ae 4 — CXCKE 1%" — 291@200 1%"  Nibco 36N551 
ast Bronze 
Cast Bronze Cx FNPT ye v5" 577 @200  —%" Nibco 36N499 5” 354 @D DV ON N 
CxFNPT 5" "799 @100 4" Nico 5P150 = EVEN sou eeee : ee See 
Cast Copper _C x MNPT yw" 722 @100 %'x%" Nibco 5P156 DWV No Hub Soil Pipe Adapter 
; c x FNPT wy" Fs" 582@100 %"x%" Nibco 5P151 , 
ast Bronze xX MNPT 1" 1" 395 @200 1% x1" Nibco 36N505 i Fas 
Cast Copper Cx FNPT 74494 @ 100 144" Nico BP152 Cast Bronze CxNoHub 2" — 466@200 2%'x2" Nibco 36N546 
90° Reducing Drop Elbow 
CxFNPT  % %' 722@100 5*'x% Nibco spigg «= DW PeTrap , — 
ea cus — CxC 1%" — 466@200 1% Nibco 36N558 
ast bronze 
* C x FNPT Ys" Yo" 582@100 %'x%" Nibco 1WLH3 CxC 2" — 395@200 2%"  Nibco 36N559 
90° Reducing Elbow DWV P-Trap with Clean Out 
C x FNPT yy" 466 @200 %'x%" Nibco 36N501 
ee C x FNPT 3/4" 1" 395@200 %'x1%' Nibco 36N502 Cast Bronze CxG 1% — 577 @200 1% Nibco 36N557 
CxC 1%"x%" — 351@200 1%"x7%%' Nibco 36N497 
CxC 1%'x1" — 327@200 1%'x1%' Nibco 36N498 = DWV Return Bend 
90° Union Elbow 
1" —_ 5a" j 
ae i 4s aepaone. a aes GeneuA Cast Bronze CxC 1% 291@200 1% Nibco 36N556 
a C x MNPT %  ¥%" 466@200 %'x3s" Nibco 36N506 pw Threaded Fiece 
° = —— —_ CxMNPT 1% 1%" 466@200 1%'x1%' Nibco 36N542 
ast Bronze 
adapter CxMNPT 1%" 1%" 395@200 1%'x1%" Nibco 36N543 
Fitting Union 
ny 5a" y V5" NI C x MNPT yy _-¥" 623 @200 %"x%'  Nibco 36N5d2 
O Cast Copper Cx MNPT Yo" Ye" 722@100  %'x%" Nibco 5P147 ERT eee bo eon Nibee SEES? 
C x FNPT yj" ¥5" 466@200 A" Nibco 36N528 
C x FNPT tT" 395 @200 1%"  Nibco 36N529 
Baseboard Tee (run x run x outlet) C x MNPT 1" 1" 395@200 1%'x1" Nibco 36N533 
Cast Bronze-—C YY NPT 1a" 1%" 351 @200 194"  Nibco 36N530 
1Vex Var CxMNPT 1%" 1% 351 @200 1%'x1™% Nibco 36N534 
Cast Bronze CxXFNPTxC 1" =’ 395@200 "7," -"  Nibco 36N493 CxMNPT 1%" 1%" 327@200 1%"x1%" Nibco 36N535 
C x FNPT 2" 9" 991 @200 2%"  Nibco 36N591 
C x MNPT a” 9" 991 @200 2%"x2" Nibco 36N536 
CONTINUED] } 
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Ole. : 
~<ae bi Download Available P LUMBING 
OL*2/GRAINGER.COM Cast Copper & Bronze & Lead-Free Cast Bronze Fittings 
| CONTINUED | Tube Pipe Max. 
q Fitting Fitting Tube Pipe Press. Item 
Sa Description Mat. Conn. Size Size Outside Dia. (psi@°F) Brand No. 
GRAINGER Reducing Wye 
NIBCO APPROVED 3" 9" 24" x 2V,! 
Cast Bronze CxCxC ve ese ~—- 395 @200 Nibco 36N549 
Cast Copper and Bronze Fittings ais _ 
fi - ” Special Drop Adapter 
ube ipe ax. i i i : 
Fitting ~=—=«itting” «= Tube Pipe ===. —_ sast BronzeoxeNet_ % 577 @200 Nibco 36N489 
Fesegtion Mat. Conn. Size Size Outside Dia. (psi@°F) Brand No. C x FNPT Ye" 1/3! 466 @200 Nibco 36N490 
C x Flange 1 — 13° 105 @ 100 Nibco 1WLH5 Tee 
C x Flange TV 198" 105 @ 100 Nibco 1WLH8 Cast Bronze CxFNPIxC % YB" 5// @200 Nibco 36N520 
| Cast Copper C x Flange Ty — 1%" 100 @ 100 Nibco 1WLH9 Cast Copper CxCxFNPT  %' Yo" 3X Ye" 722@100 GA 24W589 
ppel Cx Flange : — A 100 @ 100 Nibco 1WLH6 Cast Bronze CxFNPIxC 4% Ze 466 @200 Nibco 36N521 
CxFlange 2% — 2x8. 100 @100 Nibco 1WLJ1 CastCopperC xCxFNPT 3% %' Us 982 @ 100 Nibco 5P160 
Flush Ad C x Flange 2 —_— ove 95@100 Nibco 1WLH/ Tube Nut 
ush Adapter 
, Cast Bronze — 1 — 175 Nibco 36N483 
Cast Copper Cx MNPT yr YA" Ye" 722@100 GA 24W566 
Union 
Hose Adapter Cx Ye Ye" 912 @100 Nibco 1WLJ2 
% CxC aa vA 779@ 100 Nibco 1WLJ3 
u 7 5 u bi 
a Cast Bronze CxHose % — %'x%"  577@200 Nibco 36N491 O as es hs ays 
C x MNPT Vy" Vf," Ye" x Yo! 722 @100 Nibco 5P168 
—— exe 880 @ 100 GA 24870 
yr = 577 @200 Nibco 36N525 x _— * , of 
Cx Sa —_ R 582 @ 100 Nibco 5P163 
4 Cast Bronze as — Ike Ga Nitcn SEGRE Cx MNPT__4"_ 7 582 @ 100 GA 24W565 
C x MNPT a PBX Ss 982 @ 100 Nibco 5P169 
: — me 
Reducing Adapter : = Cast Copper CxC 1 = 1 4s, 494@100 Nibco 5P164 
FIGxFNPT “%" 4" = %"x%' 577 @200 Nibco 36N487 Cx¢ i 1% 494 @100_GA__24W971 
Cast Bronze FIGXFNPT %  % Wx  466@200 Nibco 36N488 KA 13 aS tae oe 
C x FNPT 1/2 1%" x 7" 351 @200 Nibco 36N486 Cx i TA" 405 @100 GA 24W573 
Reducing Tee (run x run x outlet) Cx iw 1%" 408 @100 Nibco 5P166 
CxCxFNPr YW YH 4 x%'x¥%' 5// @200 Nibco 36N513 Cx 2. _ 28 364 @100 Nibco 5P167 
CastBronzeCxCxFNPT “ww vw YX x 466 @200 Nibco 36N512 Cx 2. = 2 Ye 364@100 GA 24W57/4 
CXFNPTxC YY YY 'x%'x%' 466 @200 Nibco 36N522 Cx 24 2% 336 @ 100 Nibco 1WLJ4 
Cast CopperC xCxFNPT 3% BX A 982 @100 GA 24W594 Cx 240 — 2a 336 @100 GA 24W575 
GXENPIxG 1 Yr 1% x¥ x1¥% 395 @200 Nibco 36N524 Cx Sh — 3s 31/@100 Nibco 1WLH2 
CXCxENPI 17 Yo" 1% x 1%8' x % 395 @200 Nibco 36N515 Cx 2 — 38 31/@100 GA 24W576 
CXFNPIxC 1° Yr 1% x %X1¥% 395 @200 Nibco 36N523 Vent Elbow 
ae enone LE XENPT Je 2-136" x 196" "351 @200_Nibco”a6NS17 a a eC 
4 2 8 8 2 0 0 F 
CxCxFNPT 1%" T3"x1%"x He" 351 @200 Nibco 36N516 Cast Bronze__ Ox a = a ee ee eae 
CxCxFNPT 1%" % 1%"x1%"x%" 327 @200 Nibco 36N518 CxC 1 = 1% 395 @200 Nibco 36N496 
NiBCO Pipe Fitting | Tube Pipe Size - Max. Item 
ache Description Connection Type Size Pipe Fitting Outside Dia. Pressure No. 
; C x FNPT Yo" 3 Ye Xx Yo" o// psi  40F210 
= Temp. range: -20° to 200°F CxFNPT 1" A "x 7s" 5/7 psi 40F209 
Meet NSF/ANSI 61 Annex G, except Nos. 40F183 to 40F268 meet ASTM B584 SF ar 2 a, OY SA 
. ‘et C x FNPT 4 2 PB X Ve 466 ps! 40F213 
Alloy C87850, Third-Party Certified To NSF/ANSI 61 Annex G, and ASME B16.18. C x MNPT Va" WA 7x 9s"  466psi  40F220 
ifj i icati C x FNPT fa" ig Pex 1Ve 466 ps! _40F212 
Certified for use in potable water applications. Cx ENET r A ie x 5%" 385 psi 40F215 
Pipe Fitting Tube Pipe Size - Max. Item x — i axe 389 psi_ 40F214 
Descrioti F ; i iti i ia. ; Cx 144" x % = 1¥%8' xX #4 301 psi  40F205 
15° We ion Connection Type Size Pipe Fitting Outside Dia. Pressure No Cxe 1x4" — 15"x 115" 327 psi 40F 206 
CxCxC Vo" = 7 577 psi 40F252 eine 
CxCxC V4" —_ RI 466 psi 40F253 CxC Yr" __ 5/, 623 psi A0F226 
CxCxC 1" — 1% 395 psi 40F254 
90° Drop Ear Elbow TENET 7 7 ey Adapter 
Xx 2 8 axe o// psi _ 40F 187 1" 7 "x 114" 
CxFNPT v2" A Vex Ve" 577 psi_ 5EFW3 pe i oe es ae 
AL +7l AREAL 4 2 8" X Ve 466 psi SEFV4 
C x FNPT 74 Vp 7 X Vo 466 psi 5SGEV3 _— Cx ENPT 7" A Ane EFV 
Cx FNPT 7 71" 7a" x Ys" 466 psi 5GEV?2 —— x 4 sx 74395 psi SEFVS 
aa Cx FNPT i 1V'x 1  395psi  5GEV4 Baseboard Tee 
° Elbow 
C x FNPT Ya YA" 3B" 729 psi 40F207 C x FNPT yf" Ye — 466 psi 40F188 
C x FNPT ye ye" Yo 623 ps! 40F208 
C x MNPT x Zs Ya 623 psi___ 40F222 Class 150 Companion Flange 
C x FNPT Yo" Yo" ¥s xX Yo" o// psi _ 5EFWO C 1" = AV; 395 psi _40F256 
C x MNPT Vy" Ai %8' Xx Yo" 0/7 psi 5GEV6 C 144" — 4%," 351 psi 40F257 
C x MNPT Ya" Yo ¥ o// psi _40F223 C 1¥" — 2 32/ psi 40F258 
C x FNPT ya" Yq 73" xX 4" 466 psi 5SEFW1 C > = 6" 291 psi 40F259 
C x MNPT Yq" Yq Ps xX V4 466 psi 5GEV7 C Dy" = 7 269 psi 40F260 
C x MNPT Yq" Yq" Us 466 psi 40F224 C ey = 7H 254 psi 40F261 
C x FNPT 1" : 1a XT: 395 psi _5SEFW2 C ny — 9" 235 psi _40F262 
C x MNPT 1" : 1%" x 1" 395 psi _—5GEV8 C 5" = 10" 215 psi 40F263 
C x MNPT 1 ili 143" 380 ps! 40F225 C 6" —= {t" 201 psi 40F264 
C x FNPT 1" V4" 1¥e 301 psi__ 40F216 Class 150 Threaded Companion Flange 
C x FNPT 1%" 1A" 1%" 32/ psi _ 40F217 C 2. — 28. 291 psi _40F265 
C x FNPT Ze a 2/4 291 psi__ 40F218 22" — 278° 269 psi _40F266 
C x MNPT 2 2 24 291 psi 40F221 G 3 — 38 204 psi _40F26/7 
90° Elbow, HY Set : : G 4" — AV, 230 psi  40F268 
CxC Vs = y= s577 psi. «SGEw3 -—=«- faim Coupling | 
CxC Y," — 3" 5/7 psi 40F193 
C x FNPT Vp" YA" Ys" x Vo" 577 psi 5GEV5 ; Cx 3/4" — 7A" 466 psi 40F185 
90° Elbow, Sink Flanged Drop Ear Tee 
7 CxCxFNPT %" Yo" HX H"x%" 577 psi 5GEX6 
C x FNPT ve Ye Ye x Vo" «S77 psi SGEWS CxCxFNPT =" Yi ——TA"XTA'XY' ACC psi SGEX7 
Drop Tee 
90° Elbow, Vent | 
Cx Vo" _ 5a" 577 psi 5EFV8 CxCxC Y," _— ye" 5/7 psi 40F234 
CxC 4" = i 466 psi 5EFV9 
CxC i — 1%" 395 psi 40F204 i 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2/99 


PLUMBING 
Copper Press Tools & PEX Press Jaws 


Scan. Order. Done. 


Details on page A1. 


















qt Pipe Fitting Pipe Size - Max. 
NIBCO ‘ Destrption Connection Type Tube Size Pipe Fitting Outside Dia. Pressure 
mi Med pecial Drop Adapter 
Lead-Free Cast Bronze Fittings a ee eegee eee 
Pipe Fitting Pipe Size - Max. Item ; 5 Sasa 
Description Connection Type Tube Size Pipe Fitting Outside Dia. Pressure No. C C x FNPT Ya Ys BX 466 psi SEFV7 
Fitting Union Tee 
' , , Cx C x FNPT yy" Ya" % x % x Ys" _5// psi_ SGEW7 
«se ere i fe us Hee Sune Cx Cx FNPT a VX 9x Ye" __577 psi_5GEW6 
2G ii i a ae ieee: 
3A" 3f" Yo" Xx Xx my ay 8 psi 
a idl di . ‘ ioe seks CxCxFNPT 7p" J" 5X XT” 577 psi 40F235 
Reducing Adapter Cx Cx FNPT fa" Ya" ex%e x ¥ _ 466 psi 5GEW9 
C x Cx FNPT y4" y4" Pex%s x¥s  Ab66psi 5GEWS8 
C x FNPT x C ya" a" Ye x Ys x %s ‘A466 psi 5SGEX8 
) C x FNPT 4" ¥e" 7" x Va" 466 psi 40F195 FNPT x FNPT x C ya" a" Ye 466 psi 40F228 
= FNPT x MNPT x C ya" a" Ye. 466 psi_ 40F232 
a Cx Cx FNPT 1" A 1M x 1¥e' x Yo" 395 psi 5GEX2 
Reducing Cross Cx Cx FNPT 1" fa 1%" x 1%' x %4" 395 psi 5GEX1 
C x FNPT x C il ya" 1M" x ¥a'x 1¥8' 395 psi 5GEYO 
Cx C x FNPT 1" ile 1%" x 1% x1" 395 psi 5SGEXO 
CxCxCxC yy" — ¥" 577 psi 40F251 C x FNPT x C 1" ill 1%" x 1"x1¥%' 395 psi_ 5SGEX9 
Cx C x FNPT 1%" Yn 136'x 1%" x Yo" 351 psi 5GEX4 
Cx Cx FNPT 1%" id 1%'x1¥%' x1" 351 psi_ 5GEX3 
Reducing Male Adapter Ui Cx Cx FNPT ve 1 1%'x 1%" x1" 32/7 psi 5GEX5 
nion 
C x MNPT Ya Ya" Se" 729 psi 40F249 
C x MNPT ya" 1%" Rh x 1%' 466 psi 40F197 @ C x MNPT Ye" Ye" Ya 623 psi 40F250 
QO C x FNPT VA VA Se x Ve" 577 psi_ 5GEY3 
a C x MNPT Yn" YA" eX V2. 0// psi 5SGEY8 
Reducing Tee (run x run x outlet) C x FNPT y4" ya" PX Sh 466 psi 5GEY4 
Cx C x FNPT Vy," Ye" %e x ¥e Xx Yo _5// psi 40F236 C xX MNPT ya" ya" Pe x Ya 466 psi_ 5GEY9 
C x FNPT x C Y" VoaxVex Vo %'x Va x% _5// psi 40F202 C x FNPT 1" il 1%" x 1" 395 psi_ 5GEY5 
FNPT x FNPT x C iA Ya" x Vo! se X%¥ XY  _5// psi 40F231 Cx 1%! — 19" 351 psi 5GEY1 
FNPT x FNPT x C yy" fa" Re x%e x¥ _9// psi 40F229 C x FNPT 1/4" 1/4" 138° x 14" 301 psi 5SGEY6 
C x FNPT x C Y;" fa % x %ex¥e _5// psi 40F244 C x MNPT 1%! 1%! 138° x 14" 351 psi 5GEZ1 
Cx C x FNPT fa" 5" Px % x Y" _ A466 psi_ 40F237 Cx 1" — 15%" 32/ psi_ 5GEY2 
C x FNPT x C fa" Ve: Rx ¥ x _ A466 psi 40F245 C x FNPT 1%" 1%" 1% x 1%" 32/ psi_ 5SGEY7 
FNPT x FNPT x C ya" Y'x Ve  Yexv¥ex%  A66psi 40F230 C x MNPT TY" WA 1% x 1" 32/ psi 5GEZ2 
C x FNPT x C ili Ve TY" x Ya'x1¥s' 395 psi 40F203 Cx Zz — 2¥8 291 psi 40F184 
C x FNPT x C il VA TY x¥e x1¥s  395psi 40F246 C x MNPT 2 Zz yas 291 psi 40F183 
CxCxG Wwaxvxt  — 138'x ¥e x1¥s 391 psi 40F233 C x FNPT 2" 2 a 291 psi 40F186 
Cx C x FNPT 1%" Sa) 13%8'x1¥%x% 391 psi 40F238 Cx 2V2 — 2% 269 psi 40F189 
Cx C x FNPT 1%" fa" 1%'x1%x%  32/psi 40F239 C x MNPT 22 22. 2% 269 psi 40F191 
C x C x FNPT 2 a" 2% x2¥%e xX %e 291 psi 40F241 C x FNPT 2V2 22. 2%. 269 psi 40F192 
Cx C x FNPT 2" {" 248 x2% x1% 291 psi 40F240 Cx a. — 3B 204 psi_ 40F190 
Copper Press Tools and PEX Press Jaws RIDGID 











No. 
22XH23 


L) 
af No. 


Use to securely join Type K, L, or M copper 
tubing, with no flames, solder, or flux. Designed 
for /2" to 4" applications, with interchangeable 
jaws and rings. For use with potable and chilled 
water, hydronic heating, compressed air, and air 


vacuum (29.2" Hg max. at 68°F). 


Compact Cordless Pressing 
Tool Kits—Compact and 
lightweight for tight spaces 
and overhead work, these 
press tools feature Bluetooth® 
connectivity to manage infor- 


Viega® MegaPress™ 
Jaws Kits—Nos. 34TC11 
and 34TC10 include 2" to 
1" press jaws and a carry- 
ing case, No. 34TC10 adds 
1%" to 2" press rings and 








2TE27 ; 
Brass Tool mation such as battery life actuator. 
Jaw/Pipe Battery Crimping Tool Mfr. Item and cycle count. The hand 
Description Capacity Voltage Capacity _ Force Length Model No. LED i ht ig ideal for low ia Compact Cordless 
Compact Cordless Pressing Tool Kits g g Pp ing Tool, Short 
| i ressing Tool, Sho 
Pistol Grip Tool "to 1/4 12.0 2.5Ah _1.2tons 13% RP-240  426J87 conditions and the battery can Th iahiweidhtand 
Pistol Grip Tool % to 1" 12.0 2.5Ah _1.2tons 13%" —s&RP-240 —«426J88 provide up to 140 crimps per row—Lignhtweignt an 
In-Line Design Ato 1s" 12.0 2.5Ah_ _1.2tons _—*15%" RP-247 426389 é low-profile tool is ideal for 
In-Line Design, 4%" 1" Jaws "to 1° 12.0 25Ah  1.2tons 1574 RP-241  426J90 charge. The included carrying working in tight and hard- 
Ram Crimp case eases transport to and 
For Pipe Amps Force Time  L H Mfr. Item fam the lobsit P to-reach spaces. Model 
: sbactrintion _ gsize (in.) Voltage AC (lb.) (sec.) (in.) (in.) (in.) Model No. rom the joosite. allows one-handed opera- 
ordless Pressing Tool Kit : ; 
6 Jaw Kit ; % to 2 18 — 7200 5 16% 6% 25% 43358 22XH23 Cordless Pressing Tool tion that leaves your second 
Pressing Tool Kit Kit—Portable tool has arotat- hand free t rtan 
6 Jaw Kit %to2 120VACor230VAC 15 7200 5 16% 6% 25% 43373 22XH24_ ands ae ees es and ia p SuppO a 
sernes an a ee 19 4 13 Z 12 ee oe A for reaching tight spaces. LED light allows use in low 
an b} 0 ‘4 — — — — b} 9 . . 1 . ope 
DexH23 and 22XH24 1% fo 2 = BI TT 3% 27498 2GMIES a kit eres pr an light conditions. 
Viega® MegaPress™ Jaws Kits ool, 2 batteries, charger, an . 
Press Jaws for %'to 1" ‘to 1 an —————S—=~*S'F?'s—Cié‘TH~SC«*SC«SBHH MTCC 9 Press Tool Accessories— 
Press Jaws for 4" to 1” % to 2 = —_ 8148 SSC«*B5HZBATCIO =: CASE. Press Tool Pipe Cutter 
Battery Press Tool Jaw/ Tool Crimping Approximate Mfr. Item . . 
Included/Bare Tool _Pipe Capacity Voltage Length Force  CycleTime Model No. Pressing Tool Kit “Alerts Attachment No. SKAY4 
Compact fordless Pressing Tool Kit, Short Throw a aT user when recalibration is eases cutting of cast-iron 
are 100 z tol 0 Ono tons Seo OO ign ~«Needed, and a shutoff switch _soil pipe. Simply connect 
: Description For Use With Voltage (in.) (in.) (in.) Model No. disables the tool if jaw pin unit to press tool, wrap 
atteries and Charger : : : : 
Li-lon 18V Rechargeable Battery Nos. 22XH23, 4FRA1, 39C415, 4PCE3. 18 5% 4 5¥ 44699 22xH25  _'S Not locked into place. ; chain around the pipe, and 
Advanced 4.0 Li lon Battery 6DNY1, 6PFD9, 6PFE2, 4NCV2, 18 5% 4 Sv 44698 _22XH26 Rotating barrel swivels 270 press. No ratcheting or 
pavanced Fon Battery Charger oP Fe 3 ee OR and Nae —eatga— tO help reach into tight spaces. additional tools required. 
z ; : Ya" 3," TT V," a" i H ; H 
ee te Crimps  PEX-One Tools _— _ — — 55493 54HT33 Includes %", %",1",1%", 1%" Compatible with all Ridgid 
r ne : 
and 2" jaws and carrying case. standard press tools. 
= ForPipe L W H_ Mfr. Item For Compact|Standard ying P 
Description Size (in.) (in.) (in.) (in.) Model No. Pipe Pressing Ring Kits—Use PEX Press Jaws— 
Press Tool Accessories Size L W H Mfr. | Item | Item é, é 
Press Tool Pipe tvto4 9 17 3 34403R SkAY4 Li.) (in.)(in.) (in.) Model) No. No. with battery-powered or corded Designed for use with 
Cutter Attachment PEX Press Jaws pressing tools to connect Viega® system fittings. 
Press Tool Carrying Case — 9% 17% 6 34678 5KAY5 Yo 4 6 1% 1/7008|10E717; — epaten ; 1 
Compact MegaPress® Jaw V5 1%2 4¥5 516 46433 45307386 3% 22603 | TOETZ0 copper tubing in tight spaces; | Compact jaws are 4 
ompact MegaPress® Jaw % i] 2 48438 453D74 Yo 6 4 1 1/7013) 10E718) — 
X-LC MegaPress® Booster — 20 14 4 60658 453D75 Yo f (1% 2 22663) — _ | 10E7/21 a swivel actuator allows the smaller than Standard ; 
X-LC MegaPress® Jaw I BV, 2% 9% 60643 453076. 1 6 4 1 17018|10E719, — tooltobeoriented+90° tothe models and are for use in 
X-LC MegaPress® Jaw 3. 8% 2% 9% 60648 453D77 1 7 7h 2% 22668) — | 10E722° tubing. tight spaces. 
X-LC MegaPress® Jaw 4 8% 2% 9% 60653 453D78 1% 7 7% 2% 22673| — | 10E723 
X-LC MegaPress® Jaw Kit 2%to4 27 17 8% 60638 453D79 1% 7 71% 2% 22678| — | 10E724 


2800 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





=, Download Available PLUMBING 
OL*2/GRAINGER.COM Copper Press Fittings 


Copper Viega ProPress® Fittings |viega | 
= Max. pressure: 200 psi; tested to 600 psi = 
= Temp. range: 0° to 250°F 

ProPress® offers a quick, flameless, environmentally friendly way to join standard K, L, or M copper tubing with 

Viega Smart Connect® feature, and to identify unpressed fittings. No flux, solder, or gas required. Use with copper 

press tools, sold separately on page 2800. For compliance and standards information, go to Grainger.com®. 









































_.__ Tube Material of Pressure Temp. Item Item Item 
pescri tion Size Construc. si Range No. Description Tube Size No. Description Tube Size No. 
GASKETS Coupling No Stop Street x Press 
Ys" Viton 900 Oto 284°F 10N770 ‘Press x Press Va" x Vo" 1RPW4 
¥s Viton 200 Oto 284° F 10N768 XR ARGS 1x” 1RPWS 
8 —— yw u u u 3 u 
1 Viton 200 Oto 284°F 10N769 OO a= 
1%" Vit 200 0 to 284° F 10N773 UES ani eee Laid 
4" iton 0 284° arn TMX he" ——”:*«CSAT RP 
je 1 | 
1%" Viton 200 0 to 284° F 10N772 i ite 1% x 1" 1RPW 
ee ee ee : 1h xt 1RPH4 ele z 
2" Viton == 200 = 0 to. 284° F 10N771 ory" SS”CSARPB i Thee 
NN 1%" x 1" 1RPX3 
Item Coupling with stop 4%" x1" ”CRPX4 
Description Tube Size No. Press x Press eS 2 Le 
a a 22 sacs ee - z , ‘ TaExE 
ah ARPLQ yal XA iRPG1 TP 
4" x Va" 48RH43 "x1" 1RPG2 Tee (run x run x outlet) 
xt" ABRH44 1%" x 1%" 1RPG3 Press x Press x Press 
x nk Ys" x Val x Ve TRRAI 
1A" x 1%" A8RH45 a SL Se WHT 1RPZ7 
1h x18 ARH IE eae wares ee RR 
a'x2' 48RH47 Press x Press Tx Vat x 7A TRRA4 
Press x Street "x "x1" 1RRA5 
Th th" ”S”™”~*~”:CM Vr" y 14" er LnVay Ava) Lr 7 >) > 7) 
Vy" x Yo 4RPN4 Vax Ve 1RPH9 x %' x 1RRA6 
Va! x i" A8RH48 $$ ___—__—— XA XY ARRAT 
Saad TX YX 1RRA8 
oT 48RH49 WX IRPJ1 Txt xv 1RRAQ 
1M" x 1V%4"' 48RH50 ‘ElbowStubOutwStraa=S=Sé“‘SOSCO;O;!;~™” Ux tx 4" 1RRB1 
1%" x1%" ss 4BRH51—ss*#FTG EX xt A TARRB2 
i hh oo TH x Ha x Ya" 10N759 
a" 9 48RH52 XS XT 10N758 
° El a TU" x Ve xX TVs 10N756 
ae aoe ne 4RCH7 1 Ve X ; X 7a 10N760 
a TV xt x ¥' 1RRB4 
Txt xt IRRB5 
f f Extended Coupling No Sto Mx 1%" x Ye" 1RRB6 
Cue mee Press x Press TW AV x Ve 1RRB7 
Vp" x 1" 5ULX2 1V4" x 1%" x 1" 1RRB8 
SEE TEST TREE TTT ETE TU x 1% x 1% 1RRB3 
Va" x 5! 48RH53 x - ae —T%"x 14x14  4RRBO 
TET ASRH54 “<q AB XT XT 1RRC4 
u u 1 a u 1 7 
1a x1V4" ABRH55 1a" x1%4 SULX5 a 
1X1 48RH56 ee cb TX TYE XT ARRCT 
BRB 9" x 2" 5ULX7 TA x1 x %' 1RRC8 
pce Se OO —  ReducorSS”~—~—CSC—OTT..C TA'xT¥"xy%"  TRRCO 
Eigse x oueet OTF aRPKg~OCOC*éPressx Press (‘é‘ ‘:éCS;OW!#!#!WOOWOOOOO~C~™ 14 xiv'xt" __—sTRRD1 
——— hry WBRHBBC(‘<‘CSO”;*;*;‘C C;é;‘(<‘CS;;O;™”S!!!!!CX CARP TAX TA XT 1RRD2 
FX" ABRH59 "x 3" 1RPV2 2 x2"x2" ss ARRD3 
FH x TV _*ABSRH60 Tx Hs" 1RPV3 x 1v xv" 1RRD7 
4%" x1" _—*ABRHG1 — V'x¥yS*«SRPSS XT xv 1RRD8 
9" x 2" 48RH62 mee UXT TRPV5 ere we a 4RRDO 
Ca TWxy  1TRPV6 ox Thx 1% 1RRE1 
Press Tx 1 ~4ARPV8 ox 1x 1%" 1RRE2 
TA {RPES a" x VA TRPV9 ox 1%" x2" 1RRE3 
Al TRPFi ~~ ox" ——CST RP "x 2" x Yh" TRRE4 
T 1RPF2 ox 1% TRPW2 oxo" x%y  TRRES 
iA 1RPF3 — Sere TRPW3 yO KT TRREG 
1% TRPF4 ~~ TKxXT TRPV7 xo" x1v¥s 1RRET 
2 1RPF5 OO C—O x2 x1%' 1RRE8 


Need to Find Easy-to-Install Press Connection Ball and Check Valves? 


See our selection of Apollo XPRESS® Ball Valves, Viega ProPress® Ball Valves, and Viega ProPress® Check Valves on page 2862, 
or go to Grainger.com® and search for "press ball valves" or "press check valves". 


No. 36N581 No. 20XW46 





Sign in to Grainger.com® to see YOUR Pricing and MORE 2801 





PLUMBING 
Bronze & Copper Press Fittings 


Scan. Order. Done. 
Details on page A1. 
























Zero Lead Bronze viega| Doscrintion Tube Size Fipe Fitting No. 
7 ee apter Flanges, Press x Flange 
Viega ProPress® Fittings = rot suMT 
=» Max. pressure: 200 psi 1A 1%" SUMJ8 
= Temp. range: 0° to 250°F 1%" 1%"  5UMJ9 
Create a strong, reliable, and watertight seal in seconds. Viega ProPress® a 2"-4  5UMKO 
system allows joining of wet connections. Meet CRN, CSA, FM, IAPMO, ICC, Adapters, Press x Female Pipe Thread 
NFPA 13, 13D and 13R, NSF/ANSI 61, NSF/ANSI 372, PHCC, and UL Listed. Br BUS 
Item Pipe Size- Item x’ Ye x%4__ SUMDS 
Description Tube Size No. Description Tube Size Pipe Fitting No. xv 4 Xi __ SUMD6 
Unions, Press x Press 90° Elbows, Press x Female Pipe Thread Ya xye Ya X Ys" SUMD7 
Area "x 3%" "xX" 5UMH1 x 1" x 2" SUMD8 
Yo" x Vo 5ULZ0 Bry Ye x %" 5UMH2 "x 3%" "x 4" aT 
eyare Bx 7" Vo"x ¥s" 5UMH3 Txt 1x tv" SUM 
Ya xp 5ULZ1 DIE WK BUMS 1Vi'x B17" x 5" 5UME2 
oa as Tx 7%" 1"x %" 5UMH6 WYa"x 1" 1%" x1" ~5UMES 
"x1 SULZ2 6 x4™ 4a 1 BUM TVs x 178" 1" x 17" BUME4 
Va x1Ve 7 . Txt 1 aL’ 5UMH8 TV" x 1¥2" 1%" x 1%" 5SUMES 
VAxt% SULZS Tx th" 14x 1%" 5UMH9 Le W 
ee 2x2" 2x2"  BUMJO ex Te Te xh 
—— — Sees Ehow, hatisily Adapters, Press + Male Pipe Thread —_ 
9" y 9" 5ULZ5 _Plate, Press x Female Pipe Thread , ey hy ¥5 BUMAG 
Unions, Press x Female Pipe Thread eh, 2 x Va. 2 X va 5UMA7 
5! Yo" 5UMK1 YoxYa Ya x Yr SUMAS 
ee Yo"x Yo" "x Yo" 5BUMAS ay we SUMAG 
Ya x7 SUMK2 Tex Fe x BUM 
ama x %" Tx %" __ 5UMC2 
90° Drop Elbow, w/ Wall Plate, aS - xT Si XT SUMC3 
1 Va" x16" 5UMK4 _Press x Female Pipe Thread Y i 5 a 1 vA " 71 BUNCE 
: , ' nner Wiryty tity 1 
aye Tax TV" TH"x Tv" 5UMC8 
21x2 SUMK6 un aoe Tx Te" Thx 1%" 5UMCS 
Unions, Press x Male Pipe Thread ids WX! YX Sa" 200419 2x1" 2'x 1%" 5UMD1 
Vegi SUMK7 x2" "x2" 5UMD2 
eA Adapter, Street x Female Pipe Thread Adapters, Street x Male Pipe Thread 
Sas ag Wx vex %" 5UMGO Wx %" vo" x ¥s" SUMO 
aX Ta! SUMK8 Bx" "x ve" 5UMGI Bx" "x Vo" 5UMF 
SMI Bx i" vo"x %4" 5UMG2 xy" Vo" x ¥4" _ BUMF2 
Ta" x Yo" rw SUMG3 Js" x Ve" Ys" x Vo" SUMS 
x Vy" "x Ye 5UMGA4 Wx Js" Ys x Ys" 5BUMFA 
3-33/54" x 1a" x 1%" SUMLO xt. xt SUMGS 1x %" 1x %" _ 5UMFS5 
xe Tx 5 Txt" x1" 5UMF6 
Vix 172 SUML1 Tx" Tv'x B 5UMG7 TVET VE TVET VE BUMET 
eT =e Tax TV" TV" x 1%," SUMGS Txt Thx 1%" SUMFE 
X Tax th" Thx 1%" 5UMGS 2x2" 2x2" BUMP 
a Description 


Viega ProPress® Copper XL Press Fittings 

= Max. pressure: 200 psi; tested to 600 psi 

= Temp. range: 0° to 250°F 

Offer a quick, flameless, environmentally friendly way to join K, L, or M copper tubing, without flux, 
solder, or gas. Must be installed with Viega ProPress XL-C rings (Pressing Ring Kit No. 2TE27 sold 





Pipe Size - 








separately on page 2800). For a complete list of stan- Pipe Fitting Item 
dards and specifications, go to Grainger.com® and Adasor Fea Tube Size Connection Type __No. 
search for individual products. DV" Press x Flange 1WNY8 
ts , Pipe Fitting Item & a Press x Flange  1WNY9 
aoe ephtion Tube Size Connection Type No. 4" -8 Press x Flange 4WNZ1 
2 Yo" x 216" Press x Press 1RPN1 Cap : 
3" x 3" Press x Press 1RPN2 2% Press 1RPF6 
4" x 4" Press x Press 1RPN3 Ei 3" Press 1RPF7 
45° Street Elbow 4" Press 14RPF8 
2" x 22" Press x Street 1RPP1 Coupling No Stop 
“ aX. Press x Street 1RPP2 = OV" x 21" Press x Press 4RPH6 
4" x 4' Press x Street 1RPP3 arg Press x Press 1RPH7 
90° Elbow 4" x 4" P P 1RPH8 
DV" x 29" Press x Press 1RPK1 * Ae a 
a aK Press x Press 1RPK2 cone with Stop <a 
Ay a Press x Press TRPK3 2" Xx = Press x Press 1RPG6 
90° Extended Street Elbow 3x3 Press x Press ——-1RPG7 
4" x 4' Press x Press 1RPG8 
Reducer 
22 X17" Press x Press 31EJ62 
¥4" x 34", 6" Press x Street 4RCK5 22x 1Y%" Press x Press 31EJ63 
242 X2 Press x Press 31EJ64 
3x1" Press x Press 31EJ65 
AK 2. Press x Press 31EJ66 
stat ow helene, — ane 
2M" x 2Y2" Press x Street 1RPL1 i T 
22x 1% Street x Press 4RCJ7 
7 oko Press x Street 1RPL2 OV" x 1h" Street x Press {RPY1 
4" x 4" Press x Street 1RPL3 2a X2. Street x Press 1RPY2 
Adapter o X14 Street x Press 4RCJ8 
22" xX 22" Press x FPT 4RCJ9 3x1 Street x Press 1RPY3 
; ce ed Press x FPT 4RCK1 o xX 2. Street x Press 1RPY4 
o) 4" x 4" Press x FPT 4RCK2 3X27 Street x Press 1RPY5 
22 Xx 2V2" Press x MPT 1RPA5 4" x2" Street x Press 1RPY6 
oo. Press xX MPT 1RPA6 4" x A Street x Press 1RPY7 
4x4 Press x MPT 1RPA/ eh Street x Press 1RPY8 
2802 GRAINGER. Find even MORE on Grainger.com® 


ITT 





Item 


Description 


Pipe Size - 
Tube Size Pipe Fitting 


Di-electric Unions, Press x 
Female Pipe Thread 


i A 





Reducers, Street x Press 





Ya" x Yq" a" KX a" 
"x 1" 1"x 1" 
TY" x 1" 1a" x 1%" 
"x 1" 1" x 1%" 
2X2 Va a 
V2" x Ya" 1a" x Va" 
2xXY 2x 
2" x Ya 2" x 4 


Tailpiece, Press x Female Union 





Tees, Press x Press x Female Pipe 
Thread (run x run x outlet) 


+, 


Ya" x Ya" a" KX a" 


x A" x Vv" 
Ya" x1" 1%" x 1%!" 
x ¥" x ¥" 
"x 1%" 1%" x 1%" 
xX ¥%" xX ¥" 
Wx 1%" 1%"x 1%" 
xX ¥%" xX ¥" 


Vent Elbows, Press x Press 
x Female Pipe Thread 





Tube Size 
Tee (run x run x outlet) 

22" xX 2V2' xX Ya" 
22 xX 22 X2. 


3X3 XM 
3X3 X2 
4" X 4" xX fq" 
4" x 4" x2" 
22 X V4 X 2Y2" 
242 X 1 X22" 


22 X1V4' X22" 
242" xX 12" x 22" 


242 X2 XY" 
242! X2'x 1" 
242! xX 2 X12" 
242" X2'X 2" 
22" X2 X22 
22 X22 Xx Vo" 
22 X2V2 XA" 
22! X 22! X 1 


22 X2Y2 X14 
242" xX 242 X12" 


22 X22 X2 


272X242 X 272 


3X22 X2 
3 X2%2 X22 
3X2 XS 
3X3 XM 
3X3 XT 
3X3 X14 
3X3 X12 
oX3X2 


Ya" x Va" Yo" x VA" 
x Ye" x VY" 
34" Xx Yq" %4" x Yq" 
x Ye" x 

Pipe Fitting 


Connection Type 


Press x Press x FPT 

Press x Press x FPT 

Press x Press x FPT 

Press x Press x FPT 

Press x Press x FPT 

Press x Press x FPT 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 


Item 
No. 


SULZ7 
SULZ8 
SULZ9 
SUMAO 
SUMA1 


SUMP1 


SUMP2 


SUMP3 


SUMNS3 


200420 
SUMLS 
SUML6 
SUML8 


SUMES8 


SUMJ5 


Item 
No. 


TWNV1 
1WNV2 
TWNV3 
1WNV4 
TWNVS5 
1WNV6 
31EJ71 
31EJ68 
31EJ70 
31EJ69 
ARCJ1 

ARCJ2 

1RRF1 

1RRF2 
ARCJ3 

1RRF3 
1RRF4 
1RRF9 
1RRF6 
1RRF7 
1RRF8 
1RRE9 
31EJ81 
31EJ72 
31EJ74 
31EJ73 
31EJ79 
31EJ76 
31EJ77 
31EJ78 
31EJ79 
31EJ80 
1RRG1 

1RRG2 
1WNR8 
1WNR9Y 
1WNT1 
IWNT2 
1RRF9 
31EJ82 
31EJ83 
31EJ84 
31EJ895 
ARCJ4 

ARCJS 

1WNT4 
1TWNTS 
1WNT6 
1WNT7 
1TWNT3 


1-800-GRAINGER (472-4643) 


Q 
<x Download Available 
O GRAINGER.COM 


PLUMBING 
Stainless Steel Press Fittings 





Viega ProPress® 


Stainless Steel Fittings 
= Max. pressure: 200 psi_ = Max. temp.: 250°F 


Feature the Smart Connect® design that allows identification of unpressed 
connections and allows you to create a gas and liquid-tight seal. 


Tube Item 
Description Size Pipe Fitting Connection Type No. 
45° Elbow 
ts ; Yo" x VY" Press x Press 45CF39 
= Sa" Xx Ya Press x Press 45CF43 
‘@ (i Press x Press 45CF45 
90° Elbow 
Yo" x Va" Press x Press 45CF51 
Ya" x 4" Press x Press 45CF57 
ae, Press x Press 45CF41 
Adapter 
=— Ve xX Vo Press x Female Pipe Thread 45CF35 
IPQ, Ax Ho" Press x Male Pipe Thread 45CFA7 
. Ya" xX V4" Press x Female Pipe Thread 45CF60 
Ya" x 9/4" Press x Male Pipe Thread 45CF48 
4 1x, Press x Female Pipe Thread 45CF53 
: . 1x1: Press x Male Pipe Thread 45CF33 
ap 
Yn" Press 45CF52 
i Va Press 45CF61 
aN 1" Press 45CF40 
¥ by Press 53UC27 
2¥2" Press 53UC15 
a 3. Press 53UC16 
4" Press 53UC17 
* No stop. 


Viega MegaPress® 
Stainless Steel Fittings 


= Max. pressure: 200 psi 

= Temp. range: 0° to 250°F 

Provide clean, flameless connections that can withstand high temperatures, 
pressures, and corrosive cleaning materials. System allows you to make secure, 
consistent connections without diminishing the pipe wall by threading. Suitable 
for use from potable water in commercial projects to corrosive chemicals in 
industrial applications. Meet ASTM A312/A403, IAPMO, ICC, NSF/ANSI 372, and 
TSSA/ASME B31.1/B31.3/B31.9. 






304 SS | 316 SS 






Pipe Fitting Item Item 
Description Tube Size Connection Type No. No. 
45° Elbow 
Yo" x Yo" Press x Press 531Z88 | 53UA81 
AX Ya" x Ya Press x Press 531289 | 53UA82 
‘e Txt Press x Press 531Z90 | 53UA83 
| LAE RTE Press x Press 531Z91 | 53UA84 
i} 2x2" Press x Press 531292 | 53UA85 
45° Street Elbow 
Ya" x VA" Press x Street 531TZ93 | 53UA86 
V4" x V4" Press x Street 531294 | 53UA87 
1"x 1" Press x Street 537TZ95 | 53UA88 
1%"x 1%" Press x Street 531TZ96 | 53UA89 
ae es Press x Street 531Z97 | 53UA90 
90° Elbow 
Ya" x YA" Press x Press 531TZ53 | 53UA46 
| V4" X V4" Press x Press 5371254 | 53UA47 
1"x 1" Press x Press 537TZ55 | 53UA48 
1w"x 1%" Press x Press 531TZ56 | 53UA49 
2X2" Press x Press 531TZ57 | 53UA50 
90° Street Elbow 
dg Yo" x Yo" Press x Street 531TZ58 | 53UA51 
=i V4" x V4" Press x Street 537TZ59 | 53UA52 
xT Press x Street 53TZ60 | 53UA53 
1%"x 1%" Press x Street 531Z61 | 53UA54 
4 2°Xx2' Press x Street 537TZ62 | 53UA55 
Adapter 
Yo" Xx Ya" Press x FPT 531Z27 | 53UA20 
YX V4" Press x FPT 531228 | 53UA21 
eT Press x FPT 531Z29 | 53UA22 
_ 1A" x 1% Press x FPT 531Z30 | 53UA23 
i ; 2X2. Press x FPT 531Z31 | 53UA24 
é Yo Xx Va Press x MPT — 53UA14 
Yq" X Yo" Press x MPT — 53UA15 
Yq" X V4: Press x MPT — 53UA16 
Por Press x MPT — 53UA17 
Txt Press x MPT — 53UA18 
: 2X2. Press x MPT 531Z26 | 53UA19 
ap 
Yo" Press 53TZ98 | 53UA91 
} ¥4" Press 53TZ99 | 53UA92 
1" Press 53UA01 | 53UA93 
* 1¥" Press 53UA02 | 53UA94 
4 a Press 53UA03 | 53UA95 


Meet ABS: America Bureau of Shipping, CRN 13492.5 A/B/C, ULC/ORD 213: 
Underwriters Laboratories (Y2"to 2"), UL 852, ULC/ORD C1998. 


Note: Connections are only designed for use with Viega ProPress® for stainless steel pipe. 


Description 
Coupling w/Stop 


»> 


<@ 


Reducer 





Tee (run x run x outlet) 


Description 
Coupling No Stop 


Coupling With Stop 


Flange 
L*] 
¢® 
Reducer 


— Fi fi 


Tee (run x run x outlet) 


—. 


To 


Tube 
Size 


Yr" x A" 
Yr" x Yr" 
fy" x Yq" 
fy" x V4" 


Taxi 
Ve X12 
ayo" 
4" yx 4" 
fq" xX Yr" 
1"x Yr" 
"x" 
1y%"x 1" 
o"x Yr" 
ax x!" 
2" X 1 


Ya" x Yr" x Yr" 


Ya" X Ya" xX Ya" 


CxTxt 
x 1"x 2" 


1" x12! x 1" 


2X2 X2 


ax Ax 1H 


Yr" x A" 

fy" x V4" 

1 X ik 
TA x1 


Tube Size 


Yr" x Yr" 
fy" x Yy" 
1"x i 
TY" xX 12 
"yx 2" 


Yr" x Yr" 
Sy" x Va" 
1"x 1 
TA" x17! 
a" yx 2" 


Yo" 
Yj" 
1" 


172 
2 


Ya" xX Va" 
Vx v4 
TA x 1 
2x1 
Ya" X Va" 
Tx 
Tx 
TY" x V4" 
Vix 
Zo 
2X12 


Ya" xX Ya" Xx V2" 
Ya" Xx Ya" xX Ya" 
xT xe 
VX xv 
12x12 oe 
TA" xX 12" Xx 4 
Ve 12 eT 
2° xX 2) x Ya" 
2X2 X%4 


Sy" x Vy" XK Yo" 
Sy" x Vy" x Yh" 
Txt xy 
xxx 
Wx" x 
TY" x 1%" x Ve 
V2" xX 1 xX 4 
Vx 1 x1 


12" X12" x 12" 
TY x 1x 12" 


2" x 2" x Vo" 


Yr" x Yr" 
fy" x Yq" 
1"x A 
TY" x 12" 
"x 2" 


Pipe Fitting Connection Type 


Press x Press 
Press x Press 
Press x Press 
Press x Press 
Press x Press 
Press x Press 
Press x Press 
Press x Press 
Press x Press 
Press x Press 


Street x Press 
Street x Press 
Street x Press 
Street x Press 
Street x Press 
Street x Press 
Street x Press 


Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 


Press x Press 
Press x Press 
Press x Press 
Press x Press 


Pipe Fitting 
Connection Type 


Press x Press 
Press x Press 
Press x Press 
Press x Press 
Press x Press 


Press x Press 
Press x Press 
Press x Press 
Press x Press 
Press x Press 


Press 
Press 
Press 
Press 
Press 


Press x Press 
Press x Press 
Press x Press 
Press x Press 
Press x Street 
Press x Street 
Press x Street 
Press x Street 
Press x Street 
Press x Street 
Press x Street 


Press x Press x FPT 
Press x Press x FPT 
Press x Press x FPT 
Press x Press x FPT 
Press x Press x FPT 
Press x Press x FPT 
Press x Press x FPT 
Press x Press x FPT 
Press x Press x FPT 
Press x Press x FPT 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 
Press x Press x Press 


Press x Press 
Press x Press 
Press x Press 
Press x Press 
Press x Press 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


304 SS 
Item 
No. 


931248 
931249 
931290 
931Z91 
931292 


931232 
931233 
931234 
931239 
931236 


J3UA04 
J3UA0S 
J3UA06 
J3UA07 
J3UA08 


931244 
931245 
931246 
931247 
931237 
931238 
931239 
931240 
931241 
931242 
931243 


931263 
931264 
931269 
931266 
931267 
931268 
931269 
931270 
93 1Z71 
931272 
931273 
931278 
931274 
931279 
931280 
931279 
931Z81 
931282 
931283 
931276 


931284 
931289 
931286 
931287 
9312/7 


I3UA09 
93UA10 
93UA11 
93UA12 
93UA13 


Item 
No. 


ASCF37 * 
ASCF58 
45CF44 
ASCF49 
ASCFS6 * 
A5CF99 
93UCT1 
93UC12 
93UC13 
93UC14 


ASCFo4 
ASCF36 
ASCF34 
93UC0/ 
93UC08 
93UC09 
93UC10 


ASCF46 
ASCF90 
A5CF62 
93UC21 
93UC22 
93UC20 
93UC23 
93UC24 
93UC25 


ASCF38 
ASCF59 
ASCF42 
93UC26 


+ 


316 SS 
Item 
No. 


93UA41 
I3UA42 
J3UA43 
93UA44 
o3UA45 


93UAZ5 
93UAZ6 
93UA2Z7 
93UAZ8 
93UAZ9 


J3UA96 
J3UA97 
J3UA98 
J3UA99 
93UC01 


93UA37 
93UA38 
93UA39 
93UA40 
I3UA30 
93UA31 
93UAS2 
I3UA33 
93UA34 
93UA39 
93UA36 


93UAD6 
J3UAS7 
I3UAD8 
93UAD9 


93UA74 
93UA79 
93UA76 


93UA69 
O3UAT7 
93UA78 
93UA79 
93UA80 
93UA70 


93UC02 
93UC03 
93UC04 
93UC05 
v3UC06 
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PLUMBING 
Press Fittings 


Scan. Order. Done. 


Details on page A1. 





Viega MegaPress®G [itl 
Carbon Steel | 
Press Fittings 


= Max. pressure: 125 psi 

= Temp. range: -40° to 180°F 

Install fittings without completely shutting down the 
system and reduce installation time by up to 60% 
with no threading or cutting oils. Fittings include 
the Viega Smart Connect® feature and a durable 





hydrogenated nitrile butadiene rubber (HNBR) seal 
that resists chemicals, heat, and oil. Can be installed 
with ASTM A53 Schedule 5 to Schedule 40 black 
iron pipe. Suitable for use in compressed air, and in 
fuel oil and natural gas applications. Meet ANSI LC4/ 


CSA 6.32, IAPMO, ICC, IFGC, NFPA 54 and 58. 








Pipe Size - Pipe Fitting Item 
Description Pipe Fitting Connection Type* No. 
45° Elbow 
Yo" x Vo" PxP 36N787 
Ya" x V4" PXxP 36N788 
"x1" PxXxP 36N789 
1" x 1%!" PxP 36N790 
1%" x 1%" PxP 36N791 
2"x2° PxP 36N792 
90° Elbow 
7 Yo" x Vo" PxP 36N781 
Ya" x 3/4" PxP 36N782 
| "x1" PxXP 36N783 
\ 1a" x 1%" PxP 36N784 
C) 1%" x 1%" PXP 36N785 
i 2" x2" PxP  36N786 


*P = Press 


Description 
Adapter 





_ 





Ce 


Coupling No Stop 
— 





Coupling With Stop 


aw 





Pipe Size - 
Pipe Fitting 


Ye" x Vo" 
Ya" x V2" 
Ya" x Ya" 
xe 
Vx va 
x1" 
1%" Xx Ya" 
14" Xx a" 
1/4" x 1" 
TY x 1%! 
12 Xe 
1A! x7" 
12" x 1" 
Yo" xX 14" 


— 
4! 


a" yx 2" 
Yn" x Yr" 
Sy" x V4" 
TXT 
My" x 1" 
Yn" x 1" 
a" x 2" 


Yo" x Yr" 
Sy" x Yq" 
{"x ilk 
VY" x 11" 
Wo" X 1%" 
a" x 2" 


Yo" x Yr" 
Sy" x Yq" 
{"x {" 
1M" x 14 
1 x1 
2" x 2" 


1 
1 


1 
1 





Viega MegaPress® Carbon Steel Fittings 


Description 
45° Elbow 


y 
cas 


45° Street Elbow 






90° Elbow 


— 





90° Street Elbow 


- 





Adapter 


—_—=. 


1. 


*P = Press 
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Pipe Size - 
Pipe Fitting 


Ya" x Yr" 
Sy" x Va" 
1"x ib 
14 xX 14 
Ve xX 12 
a" y 2" 


Ya" x Yr" 
fq" XV" 
1 x 1" 
14 x14 
TY" x 1%" 
a" x 2" 


Yr" x Yr" 
Y x V4" 
1 X A 
14" x 1%" 
12" X12" 
a" yx 2" 


Yr" x Yr" 
Vy" x 4" 


"x1 
TVs" x 1%" 
1¥2" x 12" 

3D" X 2" 


Yo" x Yo" 
Sy" xX V4" 
{"x Yr" 
ee 


1 
1%" x Yo" 
14" x Yq" 
14" x 1" 
1%" x 1%" 
TY" x Ya 
TA" x ¥4" 
1" x 1 
TY" x 1%" 
Te xiv 
2x Vo 
2x %4" 

2X1 
2x1% 
2X1 

2X2 

Yo" x Ya" 
Ya" X V4" 

x1 
1%" x 1%" 
TY" x 12" 

Ze. 





Pipe Fitting 


Connection Type* 


Px 
PxP 
PxP 
Px 
PX 
PxP 


P x Street 
P x Street 
P x Street 
P x Street 
P x Street 
P x Street 


PxP 
PxP 


P x Street 
P x Street 
P x Street 
P x Street 
P x Street 
P x Street 


P x FPT 
PXEPL 
PXEPL 
P x FPT 
P x FPT 
P x FPT 
PXEPL 
P x FPT 
EXEPT 
P x FPT 
P x FPT 
P x FPT 
P x FPT 
P x FPT 
PXEPL 
P x FPT 
PREP. 
P x FPT 
PXEPL 
EXEPT 
Px MPT 
Px MPT 
Px MPT 
Px MPT 
Px MPT 
Px MPT 


GRAINGER. 


ITT 


Item 
No. 


49EU31 
A9EU32 
A9EU33 
A9EU34 
49EU35 
49EU36 


49EU37 
49EU38 
49EU39 
49EU40 
49EU41 
49EU42 


49ET81 
A9ET82 
A9ET83 
A9ET84 
A9ET85 
A9ET86 


49ET87 
A9SET88 
A9ET89 
A9ET90 
49ET91 
A9ET92 


A9ET32 
A9ET33 
49ET39 
49ET40 
A9ET34 
49ET41 
A9ET42 
A9ET43 
A9ET35 
A9ET44 
A9ET45 
49ET46 
A9ET47 
49ET36 
A9ET48 
A9ET49 
A9ET50 
A9ET91 
ASET52 
A49ET37 
49ET26 
A9ET27 
A9ET28 
A9ET29 
A9ET30 
49ET31 


Find even MORE on Grainger.com® 


= Max. pressure: 200 psi 

= Temp. range: 0° to 250°F 
Can reduce installation time up to 60% compared to 
welded connections. Fittings use cold press technol- 
ogy with no risk of smoke/fire, and connections are 


Description 
Cap 


Coupling No Stop 


Coupling With Stop 


Extended Coupling No Stop 


wp 


Flange 





Reducer 


ree 


Pipe Size - 
Pipe Fitting 


Yn" 
¥" 
fh 
1%" 
1" 
a" 


Yo" x Yr" 
Sy" x Yq" 
{"x ik 
14" x 1%" 
12x14 
a" x 2" 


Yo" x Ya" 
Sy" x Ya" 
1"x 1" 
1M" x1 
12 Xe 
2" x 2" 


72" x V2" 
Ya" X74" 


xT 
Wy" x 1" 
Yo" x 11" 
a" yx 2" 


Y" 
yy" 
1" 
TY" 
1%" 
vy 





— —t 


Ya" x Ye" 
Lx 
Vx Y4 
1Y4' x 1 
12" x V4" 
14 X71. 
TY" x 1%" 
ZX 1 
2x 1%" 
2x1 


Pipe Fitting 
Connection Type* 


P x FPT 
EXEPT 
P x FPT 
P x FPT 
P x FPT 
P x FPT 
PEP L 
P x FPT 
P x FPT 
P x FPT 
PXEPL 
P x FPT 
PXEPL 
P x FPT 
EXEPT 
P x FPT 
P x FPT 
Px MPT 
Px MPT 
Px MPT 
Px MPT 
Px MPT 
Px MPT 


PxXP 


Pipe Fitting 
Connection Type* 


VIX TUVUVU 


VITVUVUVU 


Street x P 
Street x P 
Street x P 
Street x P 
Street x P 
Street x P 
Street x P 
Street x P 
Street x P 
Street x P 


36N7958 
36N797 
36N759 
36N760 
36N7/61 
36N762 


Item 
No. 


36N775 
36N819 
36N776 
31XK08 
36N820 
36N777 
31XKO9 
31XK10 
36N821 
36N778 
31XK11 
31XK12 
31XK13 
36N822 
36N779 
36N823 
36N780 
36N769 
36N770 
36N771 
36N772 
36N773 
36N774 


36N763 
36N764 
36N765 
36N766 
36N767 
36N768 


Item 
No. 


A9EU43 
A49EU44 
A9EU45 
49EU46 
49EU47 
49EU48 


A9ET75 
49ET76 
ASET77 
A9ET78 
49ET79 
49ET80 


A9ET53 
A9ET9S4 
49ET5S5 
49ET56 
A9ETS7 
A9ET58 


49ET69 
49ET70 
A9ET71 
ASET7/2 
A9ET73 
49ET74 


A9EU49 
49EUS0 
A9EU91 
A9EUS2 
A9EUS3 
49EUS4 


A9ETS9 
A9ET60 
49ET61 
A9ET62 
49ET63 
A9ET64 
A9ET65 
A9ET66 
49ET67 
49ET68 


Description 
Reducer 





Tee (run x run x outlet) 
Ya" x Ya" Xx Vo" 
xX Ya" xX Ya" 








Pipe Size - 
Pipe Fitting 


Ya" X Vo" 
Vx 72 
Vx Ya 
1%" x 1" 
12 Xx ¥a" 
1A xT 
Ty" x14 
2x1 


2x1" 
2X12 


34" 
xt x 2" 
x1 x Hi" 


> 


14" x 14" x 
1 Xe Xe 
TAT XT x 
ir X o X Yn" 
ir X oy X yf" 
Ys" X Ys" X Yo" 
yy" X Yq" X Yr" 


eRe) 


Sy" x Hy" x ¥" 


Wx "x yw 
Txt xy 
1X0 eT 


Tat x 1a" x 1 
Ta x14 x1 
TY" xX 12 x Ye 
VY X12 xv 
TY" x 1%" x 1" 
TV" xX 12" xX 1% 
1" x 1%" x 12! 
2X7 XW 


1 X 1 
14" x14 
12" x 12" 

Zz xX 2" 


Pipe Fitting 
Connection Type* 


Street x P 
Street x P 
Street x P 
Street x P 
Street x P 
Street x P 
Street x P 
Street x P 
Street x P 
Street x P 


PXPXEPT 
PXPXEPT 
P x P x FPT 
PXxPXEPL 
PxP Xx EPT 
PxPXEPT 
PXPXEPT 
P xP XEPL 
PxPXEPT 
PYPXP 
PXPXP 
PXEXP 
PXPXLE 
PXEXE 
PxPxP 
PXEXP 
PXPSE 
PXPXP 
PXPXP 
PXPXP 
PXP XP 
PXPXP 
PxPxP 
PXEXP 
PXYPXE 
PxPxP 
PyYPXP 
PXPXP 


PXP 
PxP 
PxP 
PxP 
PxP 
PxP 


36N830 
36N831 
36N832 
36N833 
36N834 
36N836 
36N835 
36N837 
36N838 
36N839 


36N812 
31XK06 
36N813 
36N814 
31XKO7 
36N815 
36N816 
36N817 
36N818 
36N793 
36N799 
36N794 
36N801 
36N802 
36N795 
31XK05 
36N796 
36N803 
36N804 
36N805 
36N806 
36N797 
36N807 
36N808 
36N809 
36N810 
36N811 
36N798 


36N824 
36N825 
36N826 
36N827 
36N828 
36N829 


not contaminated with thread cutting oil or metal 
filings. Ideal for black, painted, and powder-coated 
pipe (seamless and welded). Have a durable corro- 
sion-resistant, zinc-nickel coating and are ideal for 
repair or expansion of steel pipe installations. Meet 
FM, IAPMO, ICC, NFPA 13, 13D and 13R, TSSA/ASME 
B31.1/B31.3/B31.9, and UL Listed. 


Description 


Pipe Size - 
Pipe Fitting 


Tee (run x run x outlet) 


+ 
>> 


=f 


Ya" xX Ya" Xx V2" 
Ya" X Ya" xX Ya" 
TXT x” 
Vx tx 4 
TY" xX 14" x 2" 
1a" x 14" x 4" 
1a x14 x1" 
TY" x 12" x Ve 
VY" X12 xX" 
TY" x 1%" x 1" 
TY" X12 xX 1% 
2X2 X72 


Yo" x Vo" Xx Va" 
Ya" X74" X Yo" 
Ya" XY" X YA" 
Wx Tx! 
1x1 x”! 


Vx xt 
TY" x 1Y4 x Yo 
VY xX tVax ya 
Tat x 1a" x 1 
Ta x14 x14 
TAX 12 x Ye 
VY X12 xX 
Tix i xT 
Te x12 xiv 
12" x 1%" x 12! 

2X2 xa 

2X2 xX 

2X2 xX 

2X2 X1%4 
2x2 x17 
2X2 x2. 


Yr" x YA" 
¥Y," x V4" 
{" X T 
14" x14 
12" x 12" 
a" x2" 


Pipe Fitting 


Connection Type* 


PXPXEPT 
PXPXEPT 
P x P x FPT 
PXP Xx EPT 
P x P x FPT 
PxXPXFPI 
PxPXEPT 
PXPXEPI. 
PxXPXEPL 
PX POCEPT 
PxPXEPL 
PxXP xX EPI 
PxXPXEPT 
P x P x FPT 
P xP XxEPT 
P x P x FPT 
PxPxP 
PXPXP 
PXPXe 
PXPXP 
PyYPXP 
PXPXP 
PXEXP 
PXPXE 
PREXE 
PxPxP 
PXPEXP 
PXPXE 
PXPXP 
PXPXP 
PXPXP 
PXPXP 
PXPXP 
PxPxP 
PXPXP 
PXPXE 
PxPxP 


PxXP 
PxP 
PXE 
PxP 
PxP 
PxXP 


Item 
No. 


A9ET93 
49EU06 
A9ET94 
A9ET95 
49EU07 
49EU09 
49EU08 
A9ET96 
49ET97 
A9ET98 
A9ET99 
49EU01 
A49EU02 
49EU03 
49EU04 
49EU05 
49EU10 
49EU16 
49EU11 
A9EU17 
49EU18 
A9EU12 
49EU28 
49EU29 
49EU30 
A9EU13 
49EU19 
49EU20 
49EU21 
A9EU22 
49EU14 
A9EU23 
49EU24 
A9EU25 
49EU26 
A9EU27 
A9EU15 


49EUS9 
49EU56 
A9EUS7 
49EU58 
49EU59 
49EU60 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” PLUMBING 
Find the YW. Find Solutions. Find Great Prices. PEX Fittings, Tools & Manifolds 





ZURN. ° 
Lead-Free PEX Crimp Fittings wixins 





= Max. pressure: 80 psi, except PEX Easily install without flame, flux, or solder. Require no bonding agents, glue, or solvents. Fittings resist corro- 
Ball Valves are 160 psi at 73°F, 100 sion, mineral buildup, rust, and freeze damage. Suitable for new or retrofit construction and for hot or cold 
psi at 180°F, and 80 psi at 200°F water distribution. Clamps Nos. 40PRO9, 40PR11, and 40PR12 feature a narrow band for more concentrated 
= Temp. range: 33° to 200°F compression and have a tamper-detectable design. Nos. 40PRO9 and 40PR12 hold in place while crimped to 
= Fittings are Zurn brand, except Nos. 40PR09, ease installation. Fittings are certified for use in potable water applications. For a complete list of standards 
40PR11, and 40PR12 are Oetiker brand and specifications, go to Grainger.com® and search for individual products. 
Zurn PEX Zurn PEX Zurn PEX 
Item Item Item 
Description PEX Size No. Description PEX Size No. Description PEX Size No. 
Coupling, PEX PEX and Pipe Adapter, PEX x Female Swivel Reducing Tee (run x run x outlet), PEX 
¥;' 10A588 ya 10A541 1x Va x H' 48UH65 
Ai 10A589 & Ya 10A542 Txt x %' 48UH66 
Ya 10A591 _ 10A543 Txt x! 48UH67 
ib 10A593 1%" x1" x %" | 10A524 
1v%;' 10A510 1M x 1V' x 3%" | 10A525 
1%" 10A512 PEX and Pipe Adapter, PEX x FNPT Nonswivel 12" x 12" x Ya") 10A527 
Py 10A514 Yh" 10A583 1" x 1%" x 1" 10A528 
Crimp Clamp Ring, Clamp 34 10A585 2x2 x1 10A530 
Ai 10A573 ik 10A586 
ya" 10A574 1; 10A532 
io 10A575 17, 10A533 ei 
| TV" 10A503 PEX and Pipe Adapter, PEX x MNPT V2 10A606 
1%" 10A582 





1% 10A504 . 
3" 10A505 Ya 10A584 
Drop Ear Elbow, 90°, PEX x FNPT 1 10A587 Stubout, PEX with Flange 
vA 10A580 TV" 10A518 j 
V4" 10A581 1 fe 10A519 ' 1" 


PEX and Sweat Adapter, PEX x Female Sweat Sy 


Elbow, 90°, PEX 10A598 Tee, PEX 
¥," 10A603 10A601 V" 10A594 
Yj" 10A604 yf" 10A595 
i 10A605 (i: 10A596 
1%" 10A515 1%" 10A526 
1%" 10A516 17" 10A529 





















a 10A517 = 10A531 
Elbow, 90°, PEX x Female Swivel PEX and Sweat Adapter, PEX x Sweat 7 Transition Coupling, PEX 
2 TOASS7 ie" 10A544 
ut a 4) Hi 10A545 
i qaaess 1 10A507 sy 
: 1%" 10A508 ~ 
oe 10A506 
Nom. Oetiker 
Plug, PEX : 
Elbow, 90°, PEX x MNPT Vj" Size W Closed - Item 
, 30’, 1% 10A521 Descrinti ee ( 
TiA' 10A522 escription Connection (in.) (in.) Open (in.) No. 
2 10A523 nexGiamp | 
yp" 40A602 «< PEX Crimp % 0.276 0.563-0.689 | 40PR12 
‘ PEX Crimp % 0.354 0.791-0.917 | 40PR09 
Ss : ( » PEXCrimp 1 0.394 1.039-1.165 | 40PR11 
Elbow Stubout, 90°, PEX Reducing Coupling, PEX 
¥,' 10A608 Ya" x Yo" 10A590 
Ai 10A607 "x 74" 10A592 
Ai 10A609 1%" x 1" 10A509 
7 10A610 TA" x 1% 10A511 
1" 10A611 2" x 1%" 10A513 
ZURN. ° 
Manual PEX Tools and PEX Manifolds wixns RIDGID GIS | 
MANUAL PEX TOOLS item Fos 
Item Size PEX Size Includes Brand No omee 
Nos. 10A618 and 10A619 apply the correct pres- SeNAPERTIN |S 
sure to create a leak-free crimp connection. Use = A = Zurn PEX 52DD79 
with annealed copper crimp rings, Qick/Sert1® or etn — as — Zurn PEX 52080 
; ™ fies ; amp = " = urn 5 
QickSert CR’ fittings, and Zurn PEX tubing. | Ring — 7 — Fm PEX-59DD82 
No. 10A622 is used to make a copper crimp ring — 1%" — Zurn PEX 52DD83 
i i 1A" 414" " "4A" 5h Crimp Ring Removal Tool 
connection. For use with 1%", 17/2", and 2" Zurn Pex Crimp ¥ r We _— “and Go. No Go Gauge, Zum PEX 52DD87 
PEX copper crimp rings on Zurn PEX DZR and Zurn Nylon Carrying Case 
PEX XL insert fittings. Vs = Crimp Gauge Zurn PEX _10A618 No 
Ya — Crimp Gauge Zurn PEX 10A619 . 
Nos. 40PR13 and 40PR14 used with ear clamps ae Sockat Hex Wrench 10A618 
; PEX Tool 11%4',1%",2" — Crimp G > Zurn PEX 10A622 
will not release until the clamp is fully closed to j va ange 
help ensure a leak-free connection. Nos. 52DD79 to Yet — A arger—-Ridgid » S2RW33 
52DD83 meet ASTM F1807. Item 
Description Material Type Brand No. 
QUICK PORT MANIFOLDS Ratchet Pincers am 7 
: ' : Ratchet Pincer Forged otee PEX Fitting etiker 40PR13 
= Max. working pressure: 100 psi Ratchet Pincer with Handle Forged Steel PEXFitting Oetiker 40PR14 
= Temp. range: 33° to 200°F Pipe Fitting 
j j in li Inlet Outlet Connection Overall Mounting Item 
Use to supply different fixtures from a main line and Sra. ee Tyne lenoth Hole Size ‘Brand ie 
feature controllable water distribution, increased Quick Port Manifolds : 
inli itti ile Vp" MNP 2658" 0.25" Zurn PEX _ 10A633 
water flow, and no inline below-floor fittings. . i ONES Ser nae urn PEX 1046367 
Certified for use in potable water applications. Meet {" vA MNPS a7 I ¢ 0.95" Zurn PEX 10A638 + 
ASTM F877 F1807. t No. 10A636 includes (24) 3/8" ball valves. No. 10A638 includes (36) 3/8" ball valves. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2805 





PLUMBING 
DZR Fittings, & Push-Fit Accessories 


Scan. Order. Done. 
Details on page A1. 





Lead-Free Push-Fit DZR Brass Fittings 


= Max. pressure: 200 psi 
= Max. temp.: 200°F, except No. 19F918 is 
150°F, Nos. 49EL56 and 49EL58 are 250°F 


VE 


SharkBite 
CASH ACME 


Push-fit connection requires no clamps, glue, soldering, tools, or unions to help ease installation. 
Use with hydronic heating and potable water; approved for underground and behind-wall systems 
without access panels. For residential and commercial whole-house installations, water heater 
repairs, and sillcock or water filter replacement. Certified for use in potable water applications. 


Item 
Description Tube Size No. 
Female Hy-Ear Elbow, 90°, Push-Fit x FNPT 


Item 
Description Tube Size No. 


Coupling, Push-Fit 












V4" 19F906 
He 31LC79 
fe 31LC71 * Yo" 19F896 
A 19F852 z 
Vp 31LC70 * 
a ape Female Reducing Adapter, Push-Fit x FNPT 
Drop Ear Elbow, 90°, Push-Fit is 19F899 
@*# yp! 19F895 
y" 19F881 7 19F916 
= Fitting Reducer, Push-Fit 
Elbow, Push-Fit x GHT 1" x 9%" 19F898 
Ys" x ¥4"GHT — 31LC77 @” x 2! 19F905 
2 Male Adapter, Push-Fit x MNPT 
Elbow, Push-Fit Vp 19F859 
Qs Yq" 19F858 
re % 31LC90 i 19F874 
Male Elbow, 90°, Push-Fit x MNPT 














Elbow, 90°, Push-Fit 
Va" 19F919 i 
7 x3" 19F909 we lela 
YA" 19F854 
yj" 19F855 
1" 19F865 Male Reducing Adapter, Push-Fit x MNPT 
End Stop, Push-Fit , Ya" 19F917 
yp" 19F856 a 19F883 
a r, 9 19F897 
i Lecce : i 19F887 
1" 19F870 Pressure Gauge, Push-Fit 
Female Adapter, Push-Fit x FNPT 
vs 19F866 10 yi 49EL57 
Vy" 19F872 
P 1" 19F882 Reducing Coupling, Push-Fit 
Female Elbow, 90°, Push-Fit ¥e" x YA" 49EL55 
Yq" x Yo" 19F873 
@ a ve" 19F879 1"x 9" 19F877 








Disconnect Disconnect and 
Disconnect Clip, Plastic Tongs, Stainless Steel Gauge Clip, PVC 
Tube Item Item Item 
Size No. No. No. 
YA" 1DJC4 52JR56 45RF69 
4" 1DJC6 52JR57 45RF70 
1" 1DJC8 52JR58 45RF71 





| PEX Stiffener, 
Copper Deburring 
Pipe Size - Item Tool, Plastic 26-Pc. Push-Fit 
Pipe Fitting No. Item Kit, DZR Brass 
1" 20XW38 Tube Size No. Item 
1" 20XW39 Va", Ye", Va", 1DJD1 Tube Size No. 
2 20XW40 ye", Ya", 1" Assorted 19F868 


2806 GRAINGER. 
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Item 
Description Tube Size No. 
Reducing Elbow, 90°, Push-Fit 























Pia 3A" XY" -19F 878 
Reducing Tee, Push-Fit 
Ya" x Yo" xX Ys" 19F 885 
Ya" x Yo" x Vo" 19F 880 
Ys" x Ys" x Yo" 19F 867 
"xt"x%" = 19F 893 
Slip Coupling, Push-Fit 
Yp" 45RF57 
Vp" 19F871 
Yq" 45RF58 
¥4" 19F869 
1" 45RF59 
1" 19F888 
Slip Tee, Push-Fit 
Yy" 45RF60 
Yy" 31LC86 
¥4" 45RF62 
Yq" 31LC88 
i 45RF64 
Swivel Elbow, 90°, Push-Fit 
ot ys 19F884 
Tee, Push-Fit 
Ya 19F908 
Y" 19F860 
34" 19F864 
1" 19F886 
Temperature Gauge, Push-Fit 
my Y" 49EL56 
al ¥4" 49EL58 
Transition Coupling, Push-Fit 
Y," 45RF66 
2p} Ys 45RF67 
, 1 45RF68 





Es ol 


SharkBite 
CASH ACME 


Item 
Description Tube Size No. 
Water Heater Installation 
Kit, Push-Fit x FNPT 








G <@ Y"x Ys —— 19F901 
am Ys" xs" 19F910 

Pipe Size Item 

Description - Pipe Fitting No. 

Male Adapter 

Y," 45RF54 
23 yp" A5RF55 
1" 45RF56 

Hose Fitting Item 

Description Length Type No. 


Flexible Hose Assembly, Brass 3/4" FIP 
X Brass 3%" F Push-to-Connect 


. 12° 19F891 
ie . , i FIP x 
fi 18" prea ta 19F892 
24" 19F894 
Item 
Description Pipe Size No. 


Flexible Hose Coupling, Push-Fit 


a 


—_ 
oy yi18" ——AQELS4 


Item 
Description Size L Ww No. 
Check Valve 


Ya" 31a" 12Ve4" 19F918 





* Connects Polybutylene Pipe to CPVC, 
PEX or Copper. 


Push-Fit Accessories 


Allow you to easily install and disas- 
semble SharkBite® fittings and valves 
without the need for glue, solder, 

or clamping. For a complete list of 
standards and specifications, go to 
Grainger.com® and search for indi- 
vidual products. 


DISCONNECT CLIPS AND 
DISCONNECT TONGS 

High-density plastic clips and stainless 
steel tongs for removal and installation 
of SharkBite fittings and valves. 


Find even MORE on Grainger.com® 


PEX STIFFENERS 

Help to stiffen PEX tubing for an easier 
push-fit connection. 

DEBURRING TOOL 


Use to smooth the rough edges on cut 
pipe and can also be used to mark 
pipes for accurate installation. 


26-PC. PUSH FIT KIT 


Comes with commonly used push-fit 
fittings and tools. See the full list of kit 
contents on Grainger.com®. 


1-800-GRAINGER (472-4643) 
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Find the yf. Find Solutions. Find Great Prices. Push-Fit Valves, Supply Stops & PEX Tubing 
7 P Pipe Bod Item 
Lead-Free Instant Push-Fit ys a Matera! 
on. " €ad-rree Nava 
Brass Ball Valves Y sharkBite ‘ g i 5 Brass, Arsenical eo 
i 2" Standar ead-Free Brass 
= Max. pressure: 200 psi CWP y; Ful)  Lead-Free Naval ygrac7 
= Max. temp.: 200°F Brass, Arsenical 
: ; ; ; i ead-Free 
Easy-to-install connection requires no clamps, glue, soldering, tools, or unions. Lead-free brass ya Standard =~ ZR Brass «BALE ZS No. 
stem and ball, and EPDM seals. Certified for use in potable water applications. Meet cUPC®, 1" Full peace Fiee Naval 49F876 19F862 
UPC®, IAMPO, and IPC; except No. 49EL59 meets ASSE 1061 and is NSF 61 Certified. 1" Standard Lead-Free Brass 31LC89 
Lead Free Require no clamps, glue, or soldering; can be rotated after assembly to ease installation in tight 5 i 
Compression spaces. Easy to disconnect. Use with flexible service lines and fixtures such as dishwashers, V7 sharkBite 
and Push- faucets, icemakers, toilets, etc. Certified for use in potable water applications. For a complete list = 
of standards and specifications, go to Grainger.com® and search for individual products. 
Fit Brass Body Inlet Outlet Outlet Item 
Body Style Material Size Size Inlet Type Type No. 
Supply Stops Quarter-Turn Supply Stop a 
: 1 omp Angle 
= Max. pressure: 200 psi Angle ee Stop __‘19F889_— EX Tube Fitting Pipe Fitting tem 
wre Straight Brass Ve: ¥e' _ Compression Compression 19F890 Size Material ConnectionType __No. 
= Temp. range: 40 Tube _— Pipe Fitting Item Tee* Stop Valves . 
to 180°F, except : Description Tube Fitting Material Size Connection Type No. Yo! y Va" m Push x pompression Ane 
onnectors rome ush x Pus 
Connectors are 0° to Stop Adapter DZR Brass ix ¥"____ Push-Fit 19F913_— "x %" Plated DZR Push x Compression 45RF73 
200°F, and Tee Stop Ballcock Connector Chrome Plated DZR Brass 4" Push-Fitx FNPT 19F914_ 9% x % Brass Push x Compression 45RF/4 
Val 32° to 200°F Ballcock Elbow Chrome Plated DZR Brass 4" Push-Fit 19F915 4 xX % Push x Compression 45RF75 
aves are 0 Faucet Connector Chrome Plated DZR Brass" Push-Fitx FNPT 19F904 + Tees read: run x run x outlet. 
PEX Tube Inside Outside Tube Mfr. Item 
Size Color Dia. Dia. Length Model No. 


Blue *%ea" Ss ss 100 ft. Q4PC100XBLUE 10A667 
Blue *%ea" Ss" 300 ft. Q4PC300XBLUE 10A652 
Blue “%a" "O00 Tt. Q4PCOOOXBLUE 10A668 
Blue ‘Ye %'  10ft. QB4PS10XBLUE 30VX41 
No. Red  *%6a" S's 100 ft. Q4PCI00XRED 10A661 
10A660 Yu Red 4%" 300 ft. ~=Q4PC300XRED 10A662 
Red *%a' "00 ft. Q4PCS00XRED  10A663 
Red ‘Ye — 4" 10 ft. ~QB4PS1I0XRED 30VX40 


* GRAINGER 
APPROVED 


PEX Nonbarrier Tubing 

















=» Max. pressure: 100 psi, except PEX Tube Inside Outside Tube Mir Item White we uN 300 if 04PC300K TOAG54 
j Size Color Dia. ia. Lengt ode 0. ite 64. We = 300 Tt, a 00 
Nos. S0VX36 to SOVX44 ae 160 psi Ye" White "4" ‘100 ft. QOPC100 _10A671 White ‘ce’ %" 10ft.  QB4PS10X  30VX39 
= Temp. range: 33° to 180°F, except Blue Yi" "100 Tt 03PC O0XBLUE 10A666 Blue rh Et ‘Of QBSPSi OxBLUE S0VX44 
° ° Blue 1%" 1%"  10ft. QB3PS10XBLUE 30V ue ¥%a" 1%" t 05 
Nos. 30VX36 to 30VX44 ate 35 to 180°F Blue 1%" 94" 500 ft. Q3PC500XBLUE 10A651 Blue °¥%a" 1%" 300 ft. Q5PC300XBLUE 10A670 
ie tesa ae a 
: : : : @ 64" 8" 5 : e 64" Yer t. 
tensile strength, and is chlorine resistant. ye Red You" 9" 300 ft. Q3PC300XRED 10659 Red Sea" 114" 300 ft. Q5PC300XRED  10A665 
Suitable for cold and hot water distribution. Red Te 7 500 it OSPCSOOXRED 1OAGEO White sae ay {Of OB5PS1 0x S0Vx42 
: £: e 30" 8" ite 64" Ya t. 
For a complete list of standards and specifi- White 4" 94" 100 fi. O3PC100X 10A645 White 554s" 114" 500 ft. OSPC500X 10657 
cations, go to Grainger.com® and search for White %4"  %" 300 ft. Q3PC300X  10A653 TV" White 1%s" 1%" 100ft.  Q6PCT00X  10A642 
aqaudiar onde White 1%" %" 10ft.  OB3PS10X  30VX36 TV" White 1% 1%" 100ft. Q7PCTO00X  10A643 
p White 142" %" 500ft. Q3PC500X  10A646 2" White 1%" 2%" 100ft.  Q8PCT00X  10A644 
- i = Le da if? Pipe Fitting Item 
CTS Twist and Lock Fittings JG Super Speedfit __ Description Tube Size Connection Type No. 
=» Max. pressure: 160 psi = Max. temp.: 200°F Slip Connector 
Create a leakproof connection with copper, CPVC, and PEX tubing. Toolless installation is good in tight spaces. Z Tube = 161726 
Suitable for cold and hot water distribution, potable water distribution, and hydronic heating systems. Meet e yp" Tube 161728 
ASSE 1061, 1GC 188; ASTM F876, F877; ICC; NSF/ANSI 14; UPC®; and are CSA B137-5 Certified. Slip Tee Connector 
Pipe Fitting Item Pipe Hitting om a Tube 161727 
Description Tube Size Connection Type No. Description Tube Size Connection Type No. , 
Coupler Male Connector % Tube 161729 
Y" Tube 161737 a ee X al were Stackable Tee (run x run x outlet) 
u 2 U e Xx 1 iM 
Wie uy Ua LE v7 i Tube x MNPT_ 161760 aa UT LL 
1" Tube 167739 il Tube x MNPT 161761 “4 Tube 161753 
Female Ballcock Connector il Tube x MNPT 161762 ‘ 4" x Yq" x Ya" Tube 161752 
Male Fixed Elbow, 90° Stem Elbow, 90° 
%o" x 74" to 1%e" Tube xUNS 161757 yp" Tube 161745 
© 1" Tube x NPT 161767 \ 2 
Female Ballcock Elbow, 90° S 4 Zi Tube = 16746 
Pipe Insert Test Cap 
% —, Vo" x Ve" to 15/46" Tube x UNS 161755 y," Tube 161768 —_ yn" Tube 161764 
—“o .@ ai Tube 167769 uF = Hi Tube 161765 
Female Connector - 1" Tube 161770 | = i Tube Slim 161766 
— Reducer Union Elbow, 90° 
) Se ya! Tube x FNPT 167763 Va" x Yo" Tube 161740 a Tube 161734 
5 ae Yj" Tube 161735 
Female Drop Ear Elbow, 90° Ux” Tube 161744 e t" Tube 161736 
Reducing Coupler Union Tee 
a 4 Yo" Tube x FNPT 161774 Ya" X Vo" Tube 161742 us Tube 161731 
= yj Tube 161732 
Female Swivel Connector a TOCA ie 1S a ie Tube 161733 
= Reducing Elbow, 90° Tube Fitting Item 
( . Vy" Tube x ENPT 161756 7 Description Material Tube Size No. 
— Ya" x Yo" T 161744 Pipe Clip 
Noe oe ube é PEX A 161771 
Female Swivel Elbow, 90° Fed Tet let) DEY vl {61772 
e ucing ee (run x run x outlet ; 
= | Ho" x Vo x HY" Tube 161749 PEX 1 161773 
Yo" Tube x FNPS 161754 _ Ya X Yo X 72 Tube 161748 Pipe Clip Spacer 
P 4 . ZA x es X ZA, Tube 161750 


. 
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7 yr. i 
ABS DWV Pipe WX PaPAWGRAINGER 
d Fitti APPROVED MUELLER 
an il ings STREAMLINE 
= Temp. range: -40° to 180°F Pipe Size Item 
Recommended for indoor use in residential and light commercial buildings. Nominal) brani Ng. 
Ait : Pipe - 10 ft, Non-Threaded 
Not recommended for pressure. Black color. All fittings and toilet flanges are 1 Zin GA 2DGF9 can 
Mueller pale ant For a complete list of standards and specifications, ae ah epee! vapela Connection No. 
to Grainger.com® and search for individual products. 4 in x 3 in, Plastic 
g0 to Graing ‘ zal GA___2D663 Adjustable Tolet Flange Hut Wie 
Pipe Size - Pipe Fitting Item , 9A ina Fitti Adjustable Toilet Flange U 5 
Description _ Pipe Fitting Connection Type No. Description Pine Fitting ontecton inp ae Adjustable Toilet Flange Spigot 1WHR6 
222° Elbow Closet Bend Adjustable Toilet Flange Spigot 3GUP8 
1¥;" Hub x Hub 1WJB3 Toilet Flange Hub x Spigot 1WHT1 
@ 2" Hub x Hub 1WJB4 Toilet Flange Hub 3GUM7 
as Hub x Hub UAE 4" x 3" Spigot x Hub 3GUP2 Pipe Size - Pipe Fitting Item 
9 4 Hub x Hub IWJF7 Description Pipe Fitting Connection Type No. 
2272° Street Elbow , Reducing Closet Bend 
1% Hub x Spigot 1WJF8 
a 2 Spigot x Hub WAFS 17) Hub x Hub 1WJD6 
pigot xX nu 2' Hub x Hub 1WJD7 Payee 
4 Spigot x Hub 3GUP7 QO 3 Hub x Hub {WDB i; ee nD uD me 
ry CGB HGB TWH 4" Hub x Hub 1WJD9 
e ub x Hu Double Fixture Wye ; : 
mH Hub x Hub {WJA2 y 0” Hub x Hub x Hub x Hub  3GUP5 Reducing Double Sanitary Tee 
4 Hub xHub-1WIAa xT 
ub x Hu 4 2 
45° Street Elbow 1%" x1 HubxHubx Hub x Hub 1GNTS 4" x 4" x 2"x 2" Hub x Hub x Hub x Hub 3JWE3 
1¥;" Hub x Spigot 1WJA5 a Hub x Hub x Hub x Hub 3GUR6 
2' Spigot x Hub 1WJA6 Double Wye 
a Spigot x Hub 1WJA7 Reducing Sanitary Tee (run x run x outlet) 
4" Hub x Spigot 1WJA8 1/" Hub x Hub x Hub x Hub 5REA6 2x2 x1 Hub 1WHU1 
2X eI Hub x Hub x Hub 1WHU3 
1," Hub x Hub 1WJA9 4" Hub x Hub x Hub x Hub ~=5REA7 Oy 1h" yD Hub x Hub x Hub {7WHU2 
oko XT Hub x Hub x Hub 1WHU5 
Female Adapter man oi 
op Hub x Hub 1WJB1 P WA Hub x ENPT {4WHY4 3° X 3° X 2" Hub x Hub x Hub 1WHU4 
a! Hub x ENPT 1WHX5 4" x 4" x2 Hub x Hub x Hub 1WHU6 
90° Double Elbow oh Hub x FNPT 1WHX6 : 4"x 4" x 3" Hub x Hub x Hub 1WHU7 
1%" Hub x Hub 5REA4 4 Hub x FNPT TWJN1 Reducing wie. aT ao x Hab x Hub --"aWHVa 
Female Trap Adapter with Nut and Washer xox ea eS a! 
2 Hub x Hub 5REAS oko KT Hub x Hub x Hub 1WHW1 
1%" Hub x Slip Joint TWJL6 puree Hub x Hub x Hub _ TWHW2 
OEP ae al ac 1% x1 ~—— HubxSlip Joint =~ 1WJL7 qx 4"x 2" Hub x Hub x Hub _TWHW3 
90° Elbow 4" x 4" x 3" Hub x Hub x Hub 1WHW4 
| i Hub x Hub 1WHZ2 2" Hub x Slip Joint 3JWD9 Reducing Wye with 45° Bend 
% és We : Hee ae Female Trap Adapter with Poly Nut 2"x2'x1¥%" = HubxHubxHub —1CNT9 
4" Hub x Hub 1WHZ5 . 1¥%" Hub x Slip Joint 4CNV4 ooo ee Hub x Hub x Hub 1WHW5 
90° Elbow with Low Heel Inlet 3" x 3" 2" Hub x Hub x Hub 4WHW8 
1" x 1Y%!" Hub x Slip Joint 1CNV7 , 4" x 4" x2" Hub x Hub x Hub 1WHX2 
oxo Xe. Hub x Spigot x Hub 3GUR3 Flush Bushing A" y 4" x 3" Hub x Hub x Hub 4WHX3 
1% X 1A Spigot x Hub 1WJB7 Sanitary Tee 
90° Long Sweep Elbow 5 x ie CAD. NIKE 14" Hub x Hub x Hub ~—- 1WHT6 
ve Hub x Hub 1WHX7 By Tih! Spigot x Hub 4WJB9 2" Hub x Hub x Hub 1WHT7 
ie Hub x spigot ao 3" x2" Spigot x Hub 1WJC1 3" Hub x Hubx Hub 1WHT8 
3° Fax {WHX9 ax 3" Hub x Spigot ___1WJC2 4° Hub x Hub x Hub 1WHT9 
ee 4" x 2" Spigot x Hub 1WJC3 5 Tee with Left Side Inlet 
3 Spigot x Hub SGUME Flush Cleanout Tee anitary Tee with Left Side Inle 
ub x Hu 
90° Long Sweep Elbow with Low Heel Inlet 12! Hub x Hub x FNPT  3GUM8 , ae 
3" 3" x 1%" THe eats 3GUP6 9" Hub x Hub x FNPT 1CNV9 3"X 3" x3" x 2" Hub x Hub x Hub x Hub 3GUR4 
a Hub x Hub x FNPT 1CNW1 
3" X3" x 2" Hub x Hub x Hub 1WJG9 Male Adapter Sanitary Tee with Right Side Inlet 
3 14" Hub x MNPT 1WJD2 
90° Street Elbow mm na S5 AWHTS 1% Spigot x MNPT 1WJL9 
x ee get qWHZ? 3 Hub x MNPT 1WJD3 3"x 3" x 3"x 2" Hub xHubx Hub x Hub 3GUR2 
eines i Spigot x MNPT 1WJL8 
3, Spigot x Hub a 3 Hub x MNPT 1WJD4 
0° Veut Elbow Hub x spigot 1WHZ9 4" Hub x MNPT 1WJD5 =| Socket Cap 
i a Male Trap Adapter with Nut and Washer 1%" Hub 1WJF2 
igot x Slip Join 
" Hub x Hub 1WJH2 : ee 3" Hub 1WJF4 
i ' \ ae 4" Hub 1WJF5 
3 Hub x Hub 1WJH3 1" x 1% Spigot x Slip Joint 1WJN2 Threaded Cap 
Adapter Coupling Male Trap Adapter with Poly Nut 
1¥," FNPT 1WJG3 
4" x 3" Sewer/Drain Hub x Hub 1WJF1 4 1%" Spigot x Slip Joint 1CNV6 
Two Way Cleanout Tee 
Cleanout Adapter Pipe Reducer or Increaser y 
1%" Spigot x FNPT 1WJC6 2° xX 1% Hub x Hub TWJES 
, ox nub x Hub TWO 4" Hub x Hub x Hub = 1WHRQ 
2" Spigot x FNPT 1WJC7 3X2. Hub x Hub 1WJE7 
3" Spigot xFNPT 1WJC8 fae Heats A WIES 
Cleanout Adapter with Plug | P-Trap with Solvent Weld Joint Vent Tee 
1 Spigot x FNPT ante 1%" Hub x Hub 1CNT6 1% Hub x Hub x Hub 3JWE2 
rm Spigot x FNPT b) 2 Hub x Hub 3GUM3 n 
7 So ENPT ae af” a Hub x Hub aes 2 Hub xHubx Hub —- 1CNV8 
4" Spigot x FNPT 1WJG8 4" Hub x Hub 3GUR7 a Hub x Hub x Hub 3GUP9 
Cleanout Plug ri SaNPT TWIT P-Trap with Union Wye 
2 1/5" 1%," Hub x Hub x Hub 1WHV5 
Ye 2 uta TWiIEZ YY” Le uo TY ihe ae 9" Hub x Hub x Hub 1WHV6 
i " 3" Hub x Hub x Hub 1WHV7 
4 MNPT TWJE4 : ouala plciua 4" Hub x Hub xHub _ 1WHV8 
Cleanout Tee with ae P-Trap with Union, Nut and Washer Wye with 45° Bend 
pup x Aub x ENET ee 1%" Hub x Hub x Hub 1WHW7 
& é Hub x Hub x FNPT 1WJG6 1%" Hub x Slip Joint 3GUM5 s ope sub x Bu HWE 
4" Hub x Hub x FNPT 3JWD7 4" Hub x Hub x Hub {1WHX1 
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PVC DWV Fittings ea 519. | 
MUELLER : i : : 
“19° ° Pipe Size Item Pipe Size Item 
: Temp. na 0° to 140°F ees Description - Pipe Fitting No. Description _- Pipe Fitting No. 
These fittings are recommended for indoor use in residential and light commer- Fee wan Adapter with Nut and Washer a with Union 
: na : ; X 
cial buildings. Not recommended for pressure. White color. For a complete list : ; Z 
.¢8 . . ® . 8 1 WY 1WKU2 i 1 Y," 1CNW3 
of standards and specifications, go to Grainger.com® and search for individual 1. 
products \ £ 1%'x 1% = AWKU3— 
be | , it 2" 3GUR9 
Pipe Size Item Pipe Size Item 5 2 3JWF3 = 
Description - Pipe Fitting No. Description - Pipe Fitting No. Female Trap Adapter with Poly Nut Reducer 
Adapter Double Sanitary Tee Hub x Socket Hub 
Hub x SD Hub Hub ; Xx +4 iD 
; 1%" 1WJR7 . X | #2 
4 1WKK3 7 1 WJRS & yo 1%" 1cnxg9 i ti(itisd 3x2 1WKJ3 
eos eee 4 TwoT4 Fist Bushing 6x4 1WKV5 
; uD X opigo Reducing Wye 
Hub x SD Spigot Apuile Wye | Thx 3JWF6 Hub g Wy 
vA TWIWi | 6 — Ae 2x 2"x 1%" AWAU7 
4" x 3" 1WKL6 i Xx ts 3°x3'x1y 1WJU9 
y “hh \ A WaWe & 2 3x2! 1WKF5 Bes, ax o'K2 iWJV2 
ft q 3GUU8 = 4 X a TWKF7 4'x4"x 1% 1WJV8 
Bushing or 6" 3JWG5 * Xx ss a 4" x 4" x2 1WJV4 
Spigot x SD Hub i X 4"x 4" x3 1WJV6 
pig Ht Sanitary Tee (run x run x outlet) Flush Cleanout Plug Repair Coupling 
ca 1WKL4 MNPT Hub 
>; . 17 1WKK4 
Nal 4" 1WKLS5 | Ax4a'x tit AWJRS 4" 4WKT1 ¥ 2 1WKK5 
Cleanout Adapter Elbow 2375" = ~ _l = 3GUR8 
FNPT x Spigot Tn Flush Clean Out Tee 4 3GUT3 
17" 1WKF9 u on FNPT x Hub x Hub Sanitary Street Tee 
a TWKG1 Vv 1WKEsS ve Hub x Hub x Spigot 
: 9 1WKE7 1% 5REC3 
, 3 1WKG2. A REG ~ ' 
' 4" 1WKG3 ’ Ff 
= 6 3JWEB SN a TWKL2 2 1CNY2 » 114" 5RECI 
Cleanout Adapter with Plug : 6 3GUV3 4" 3GUT6 
FNPT x Spigot Hub x Spigot y 
WAR {WKR6 ub Adapter Increaser Spigot x Hub x Hub 
Be 9" 1WKR7 < : Cl Spigot X Hub . \ 
r ar 1WKR8 1 4 4 1WKL3 » 2 5REC2 
—" . ene b 2"x1%5" = 1WKK1 
. 6 1WKV6 =Eibow, 45° xX @ 3 3GUU3 
Cleanout Plug Hub i 
MNPT TV {WKB8 Spigot x Hub Sanitary Tee (run x run x outlet) 
1¥2" 1WKH6 {iA {WKC1 Hub 
ily 1WKH7 & 3 4WKC3 WA TWIPS 
ch 1WKH8 " i ' 4" x 3" 1WKJ9 \ : 
"i ‘wk = eee 4 "= x1 x2 1CNWE 
~ 6" 1WKW5 " {WKVS 2°x2"x 1%" 1WUP7 
Cleanout Tee with Plug Elbow, 60° Male Adapter 3 1WJPS 
Hub x Hub x FNPT Hub Hub x MNPT 3x3'x 1%" 1WJP9 
WA 3JWEY 11" 1WKD8 14 1WKG9 Oko Xe 1WJP8 
z 1CNX7 s Ni 12" 1WKG5 3X3" xX1%'x1¥%2" 1WJT6 
" ey {WKL7 - 2 1WKE1 ,) 1%" x 1% 1WKG4 3°X3'X2'x2'  3SJWEF7 
, 4" 1WKL8 ’ a 1WKE3 .= 2" 1WKG6 4" 1WJP6 
Closet Bend \ 4" 1WKL4 oS. 1WKG7 4"x 4 x2! 1WJR1 
Hub = 4" 1WKG8 4"x 4x3" 1WJR2 
ha 90 MNPT x Spigot 4x 4"x2"x 2" TWJNG 
7 n 6" x 6" x4 1WKV3 
4x3) 1WKT9 1% 1WdZ7 mM TWKUS | sanitary Tee) Double Reducing 
1h" 1WJZ9 Hub 
2! 1WKA2 2 =e a 
cies Flange sn Wiehe ~ 3" 3UWF4 
il ‘ " " 1fo"" 1/y" 
: \ 6" 1WKV8 Male Trap Adapter with Nut and Washer é een Ae 
3" 3GUV1 Socket x Spigot . 
} 4" 3GUT4 —_—_ Elbow, 90°, Long Sweep 1%" 4WKUS Peak Tee with Left Side Inlet 
‘ Hub . u 
u i | 1 u 1 " 
Closet Flange, Adjustable, Metal Ring l 2 1WJY8 . £ Kes ne _ 
i : a \ 2" 3JWF1 atx 4"x 4" x2" 3JWES 
i. ie Te 
4" x 3" 1CNW5 O nud xX hu ip Joi 
Elbow, 90°, Low Heel Inlet oie golnt Hat 
Closet Fl Knock a y 2° 1WKJ6 
oset ange, noc out u " 1/5" | 
Hub 3" x3'x1h% 1IWKT2 A ) 1%" 1WJP2 
3hx 3x2! 1CNX8 P-Trap LA Pattern ‘ 
4"x 3! 1CNW7 4" x 4" x 2" 3GUU7 Hub x Socket aaieaae Cap 
. Elbow, 90°, Side Inlet - u on 
Closet Flange, Offset, Metal Ring Hub 1” 3GUT7 i RK 
Hub ‘\ < a 1WKK8 
? "3"x 1%" P-Trap with Cl ‘ =a He 
eo ine api oxo X18 1WKT3 - rae with Cleanout e 4WKV7 
Street Elbow, 22'2° 
A Elbow, 90°, Vent € 1%" 3GUT2 Hub x Spigot 
Cains Hub 1%" 1CNX4 
u VY" u 
ivi {WKH1 is ee e : we: 6 6 2" 1CNX5 
1 u W . . 
y i a wens ' — Elan with Solvent Weld Joint \ 3" 4CNX6 
, o 1WKH4 i : 
" (AWK Fema neat oe [CONTINUED] ) 
6° IWKW3_ENPT X Hub 0" 1CNW4 
8 3GUV2 Ty 1WJY2 
Double Reducing Wye wh 1WJY4 ‘~‘ ou 1CNW6 
nub ) th 1WJY6 Hub 
3°x3'x1%'x1%" SRECS * 4" oRECO 
ye \ ee 6 {1WKWE 
3X3 X2 Xe 5REC6 4" 3GUT9 
4"x 4"x2"x 2" ~~ SREC7 i 
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YT continues na 
oh MUELLER 
PVC DWV Fittings = streamine 
Pipe Size Item Pipe Size Item 
Description - Pipe Fitting No. Description - Pipe Fitting No. 
Street Elbow, 45° Street Elbow, 90°, Long Sweep 
Hub x Spigot Spigot x Hub 
1A 1WKC9 1%" 5REA8 
2" 1WKD2 
& 3 1WKD4 B 2 oad 
‘ 4" 1WKD6 ; 4" 3JWE7 
Hub x Spigot Spigot x Hub x Hub 
é 6" 1WKW1 3 3GUU1 
Street Elbow, 90° Street Elbow, 90°, Vent 
Hub x Spigot ee a WKAS Hub x Spigot 
2 u" 
5 4WKB1 1% 1WKT7 
3 1WKB3 _ 
ry {WKB6 7 2 Lhd 
ia 6" 1WKV4 ‘ cu 3JWEG6 
G PRODUCTS 


PVC Drain and Waste Fittings 


= For cold water drainage only 

Ideal for outdoor or buried installations. 3" fittings meet ASTM D2729 and 
D2949, except No. 20LU75 meets ASTM D3034 and No. 20LU80 meets 
D2852. 4" and 6" fittings meet ASTM D3034, except No. 20LU77 meets 





Pipe Size Item 
Description - Pipe Fitting No. 
Two Way Cleanout Tee 
Hub 
3 1WJN7 
b 4" 1WJN8 
Vent Tee 
Hub 
i 1 1WKU8 
Pipe Fitting 
Pipe Size - Connection Item 
Description Pipe Fitting Type No. 


Fitting Cleanout Body 
} a 
Yor 


Floor Strainer 


Spigot x FIP 20LU58 





For ABS Solvent Cement, see page 2819. 


Pipe Size Item 
Description - Pipe Fitting No. 
Wye 
Hub 
oe 
3 ‘y 1WJU3 
/ 4" 1WJU5 
2 6 1WKW2 
6" x 4" 3GUT8 
Wye and 45° Elbow 
Hub 
1%" 1WJX1 
2 1WJX5 
2x2 xX1% 1WJX9 
2 1WJW8 
3'X3'X2 1WJX3 
Nw “a 3x3 x1 3JWF9 
‘ 4" 1WJX7 
4" x 4" x 2" 1CNX2 
6" x 6' x 4" DREC4 
Pipe Fitting 
Pipe Size - Connection Item 
Description Pipe Fitting Type No. 
Short Turn Elbow, 90° 
4" Hub 20LU49 


4 


Short Turn Street Elbow, 90° 


ASTM D2665. Reducing fittings meet ASTM D2852, except Nos. 20LU42 and 3" Hub  20LU75 
20LU74 meet ASTM D2729 and D2949. Pipe Fitting = 4" Hub x Spigot 20LU71 
re Pipe Size - Connection Item \ ae 
os Ale a , Description Pipe Fitting Type No. > 4 Hub = 20LU76 
ipe Size - Connection em ouplin , ; 
Description Pipe Fitting Type No. — No Hub Adapter . 6 Hub x Spigot 20LU72 
Adapter 3" Hub = 20LU35 , 
"| * Spigot 
3" x 4"x 4" Sewer Hub 20LU74 e 4" Hub °20LU36 4" Hub x Spigot 20LU77 
4" Hub oOLUG! g" Hub o0LU41 ai 4 Spigot x Hub 20LU45 
. Cross 3" MIP 20LU80 
Adapter Bushing Street Elbow, 45° 
i i Sewer i 
es oN" ‘Soigotx Hub o 4 Hub 20LU73 4" MIP -20LU62 3’ Hub x Spigot 20LU64 
a y Sewer Downspout Adapter - 
PAR g ENE ip 2OLUTI 6 MIP. 20LU63 \ 4" Hub x Spigot 20LU65 
— Reducing Bushing 
Bull Nose Tee , "y gry gn 
2"x3"x 3" Sewer Hub 20LU81 G> Hub x Spigot 20LU66 
" S 
: nub 200058 selhow, 22%" = 3 3x1% soicctx Hub 20LU42 Street Elbow) 90°) Long Sweep 
f ‘ Elbow, 90° . 
6 Hub  20LU57 a 6 Hub  20LU50 —-‘Sanitary Elbow, 90 4" Hub x Spigot 20LU70 
Cap 3 Hub  20LU67 ‘ 
Elbow, 45° 
3 Hub 20LU38 3" Hub o0LUAG 4! Hub o0LUGS Two Way Cleanout 
4 Hub  20LU39 \ 4" Hub  20LU47 ‘ 6" Hub  20LU69 4" Hub  20LU59 
‘ as ar g' Hub 20LU48 Sanitary Tee (run x run x outlet) 
3 Hub  20LU53 Wye 
Cleanout Body Female Adapter 
a 4° Hub x FIP 20LU43 ii pip. aed : a eee 
, 6" Spigot x FIP 20LU60 2 
—it : 6" Hub  20LU44 6" Hub 20LU55 6" Hub  20LU52 
PVC Schedule 40 Clear = *prryyerannczr \ | } CO. —— : 
7 "252 APPROVED : ad \ip “a 
Pipe and Fittings \ Ay I | (> @ CC Ta. 
= Max. temp.: 140°F PIPE ae yxy SS S&S 
: Ipe ¢ Elbow, 45°/Elbow, 90° Tee eraehng Male ee Female a 
Transparent material Can also serve as a (Rigid) Pipe Max. | (Solvent | (Solvent (Solvent x (Solvent | (MNPT x FNPT Cap 
allows visual moni- secondary containment (Nomina Pee ia tte aay X se X anton) ina xX Solvent) x Pe aren X ee gerne 
: ii a inn -Pipe (psi tem tem tem tem tem tem tem 
toring of liquid flow system (pipe-in-pipe). 300 psi |4AAZ4 Fitting @73°F | No. | No. No. No. No. No. No. 
and color. For use FITTINGS % 240 psi | 1AAZS_ 5" 360_| 2CEY3 | 2CEX3 2CEW3 2CEZ3 2CFC3 2CFA3 2CFD3 
with PVC-compatible 1220 psi_| 1AAZ6_ "280 | 2CEY4 | 2CEX4 2CEW4 2CEZ4 2CFC4 2CFA4 2CFD4 
NP Meet ASTM D.1784, 1% 180 psi SREWS ~{"270 | 2CEY5 | 2CEX5 2CEW5 2CEZ5 2CFC5 2CFA5 2CFD5 
cleaners, primers, NS14-14. FDA 1' 170 psi | WAAZT 47%" 220 — 2CEX6 2CEW6 2CEZ6 — — — 
and splvent.cements 5 2 __140 psi | 1AAZ8_ 47%" 200 — 2CEX7 2CEW7 2CEZ7 2CFC7 2CFA7 2CFD7 
* Regulations 175.300, 2%! 150 psi |SREW4 9" 470 | 2CEY8 | 2CEX8 2CEW8 2CEZ8 2CFC8 2CFA8 2CFD8 
178.2650. 178.3790 3" 130 psi 1AAZ9_ 2%" 180_—| ~2CEY9 | 2CEX9 2CEW9 — 2CFC9 — 2CFD9 
: Paeed : 4 110 psi_| 1ABA1 3 155 | 2CEZ1 — — 2CFA1 — — 2CFE1 
NSF 61 Rated. 4" {30 | 2CEZ2 | 2CEY2 2CEX2 2CFA2 _ 2CFC2 — 
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Find the wy. Find Solutions. Find Great Prices. Schedule 40 PVC Pipe & Fittings 
Schedule * Pipe S at Pipe S cee 
ipe Size tem ipe Size tem 
. GRAINGER Description - Pipe Fitting No. Description - Pipe Fitting No. 
40 PVC Pipe APPROVED Elbow, 45°, Socket x Socket Reducer, MNPT x Socket 
. Ai 22FJ66 Ye XH" 22FM32 
and Fittings LASCO ya 22FJ69 Vex Ye 22FJ26 
Fittings, Inc. Wi sores eee ade 
-4AN° 4 J63 xh 22FL22 
= Max. temp.: 140°F 1% 22FJ62 Tx 1Ve BRIS 
= Pipe is GA brand, fittings are Lasco brand j Z 22FJ67 Tua" x1" 22F514 
P aa 21" 22FJ64 TA"x1Vs" _ 22FI11 
Ideal for lower pressure use in irrigation and other a 22FJ68 ~~ TH" x 2" 22FJ23 
outdoor cold water applications. For a complete list r eee ) aE: vs Setting 
of standards and specifications, go to Grainger.com® ' : 8" 22FM06 axe: 22FM34 
Ati Elbow, 45°, Spigot x Socket 3 x4 22FM35 
and search for individual products. Reducer, Socket x FNPT 
GA bo 2" °°FM11 Yo" x 9/4" 22FL25 
; me aH item & a Yi" x 1" 22FL21 
: escription omina 0. : wer 22FL23 
Pipe, 10 ft . chow, 20, Far x re +f = Reducing 90° Elbow, Slip x Slip 
Yin __ 5AFJ2 2 J74 
%in  _ 5SAFJ3 7a 22FJ97 — 
Tin BAFJ4 1%" 22FL93 1%" x 1 22FL35 tT 
1% in BAFJ , 1," 22FL94 ‘ 
i) | i} 
Tin SAFJ6 e 2 22FL95 Reducing Bushing, MNPT x FNPT 
in BAFJ7 Elbow, 90°, Socket x FNPT , Hy" x V;" 2°FM60 
2%in  5AFJ8 yp" 22FJ88 Ye x Hi" 22FM61 
a 3in  5AFJ9 Ih 22FJ99 Jax Vi" 22FM62 
4in 5AFKO i 22FJ83 Ia" x V5" 22FM63 
Gin 22FR48 1 22FJ79 Ya" x VA" 22FK66 
Sin _22FR49 \ 1% 22FJ76 Tx 7 22FK44 
LASCO a 22FJ92 = 1x %4' 22FK47 
Pipe Size Item : 3 22FL89 : Tx V5" 22FM64 
Description - Pipe Fitting No. Elbow, 90°, Socket x Socket : 1a" x 7" 22FK39 
Bushing, MNPT x FNPT % 22FL82 TVA x T 22FK34 
Ai 22FJ91 tons Tx 7 22FM66 
= a eons 1" x 7 22FK29 
TA 'xT 22FK24 
ne 22F M59 iA 22FJ73_ tf TV" x1" 22FK23 
i 22Fd72 1A" x 2' 22FM65 
~ wy ere ZX 22FK58 
Cap, FNPT a 2x 1V 22FM67 
° Ai 22FJ33 ~ 3 22FJ96 2"x 1%" 22FK53 
ya 22FJ39 | 4 22FK04 3" x 2" 22FM68 
T" 22FJ31 o 22FL83 Reducing Bushing, Spigot x FNPT 
iA 22FJ29 6 22FK0S Yo x 22FM52 
1%" 22FJ27 = 8 22FL84 A" x 3" 22FM53 
DH 99FI36 Elbow, 90°, Side Outlet, Socket x Socket x FNPT Wry Ve 2°FK67 
215 22FM71 " Tx % 22FK45 
a 22FM72 Vp" 22FL28 x 9% 22FK42 
4 22FM73 . THe x 22FK37 
Cap, Socket Elbow, 90°, Side Outlet, Socket x Socket x Socket 14 x% 22FK40 
Ai 22FJ34 ; ul x 1 22FK35 
va 22FJ40 ' a x Ve" 22FK27 
i 29FJ32 we 1% 22FM04 1H"x 3%" 22FK30 
TV 22FJ30 ioral Thx T 22FK25 
1" 99FJ28 Female Adapter, Slip x FNPT Ti" x1 9°FK32 
2" 22FJ37 D» 2"x 22FK59 
2%" 22FJ35 4} ys 22FJ24 \ 2" x i 22FK60 
3! 22FJ38 S 4 : E 22FK62 
— 4 22FJ41 Female Adapter, Socket x FNPT ; “XT” 22FK56 
5 22FM69 : yy °F J18 2"x 174" 22FK54 
6" 22FJ42 il 22FJ16 2%"x 1 22FM54 
8" 22FM70 TVs" 22FJ12 205"x 1%" 22FK51 
Coupling, FNPT x FNPT — 115" °F J09 2%" x 1Ve"  22FM55 
¥," 22FJ47 SS 9" 29°F I21 2 V2" x 2 22FK48 
Va 22FJ52 Dif 2OFM26 3x 1" 22FM56 
’ Ya" x Ya" 22FM24 5" 22FM27 3x 1% 22FMo/ 
D) ik 22FJ45 6" 2OFM28 3" x2" 22FK69 
‘ "x 34" 22FM25 3" 22FM29 3X 2% 22FK64 
: 2 22FM23 Long Socket Coupling, Socket x Socket 4x2 22FM58 
Coupling, Socket x Socket 11%" °°FM12 A" x 2% 22FK7/1 
x 22FM14 7 4"x 3" 22FK72 
YA" 22FJ48 “ 2" 22FM13 Reducing Bushing, Spigot x Socket _— _— 
ya" 22FJ93 Male Adapter, MNPT x Socket 2X Ye 
ih 22FJ46 . — - AAT Six Vo" D9FKGB 
" 1% 22FJ44 : va 22FJ25 Tx 22FK46 
h 1%" 22FJ43 — f' 20FJ17 Tx 22FK43 
. a 22FJ50 > TVs" 22FJ13 TVs x 22FK38 
215" 22FJ49 1%" 22FJ10 TV xh 22FK41 
cd 22FJ51 2" 22FJ22 1" x 1" 22FK36 
4 22FJ04 Dif" 22FM30 12" x 22FK28 
5 22FM15 6 22FM31 12" x Ya" 22FK31 
6" 22FJ55 Plug, MNPT 14x T 22FK26 
8" 22FM16 yh OOF K10 Tx Tv" 22FK33 
Cross, Socket x Socket x Socket x Socket yy" 22FK12 ax YA 22FK61 
Ai 22FJ59 T" 22FKO09 2"x 1" 22FK63 
Ya 22FJ61 Tvs" 22FK08 ‘ 2x1 22FK57 
ib 22FJ58 1" 22FKO7 = 2a 22FK55 
iA 22FJ57 a OOFK11 ¥ 2" x vp 22FM37 
. 1%" 22FJ56 V5" 22FM76 ~ 14 | 215" x Ya" 22FM38 
o 2 22FJ60 3" °°FM77 q " 2%" x1 22FM39 
215" 22FM07 4" o°FM78 —— 205"x 1%" 22FK52 
a 22FM08 Plug, Spigot 2" x12" 22FK50 
4" 22FM09 yh oOFK16 2%" x 2" 22FK49 
Deep Socket Coupling, Socket x Socket ya" 22FK18 3x % 22FM40 
11%" 22FM93 ik 22FK15 oxi 22FM41 
\4 cy 22FM94 1 22FK14 3x 174 22FM42 
. 4 22FMI95 ; 17" 22FK13 ox 22FM43 
5 or 22FM74 3X2 22FK/0 
Elbow, 2212°, Socket x Socket : 3" 1" OOFK65 
in 22FM8/ 4 cerns 4"x 25" 22FM44 
mF oOFM88 P-Trap, Socket x Spigot X C72 
; 5'x4 22FM45 
\ 3 22FM89 & % 22FK19 nae 
\ . SoFMO0 : 6x2 22FM46 
i“ Yr" 22FK91 * 6"x3" 22FM47 
* No. 22FK19 is 3.83"L, No. 22FK91 is 5"L. t No. 22FJ73 is 6" x 5" 22FM48 
3.10"L, No. 22FL35 is 3.45"L. 8" x 4" 22FM50 
8" x6" 22FM51 
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Schedule 40 & CPVC CTS Fittings Details on page A1. 
a LASCO LASCO 
i Pipe Size ltem Pipe Size ltem 
GRAINGR LASCO Description - Pipe Fitting _No. Description - Pipe Fitting _No. 
APPROVED Fittings, Inc Reducing Tee (run x run x outlet), Socket x Socket x Socket Street Elbow, 90°, Spigot x Socket 
. . Ya" x Yo" x Yo" 22FLA2 Ya 22FJ90 
S h d | 40 PVC Ya" x Vo" xX Ya" 22 FKBS 5/4" 22FK02 
cnedauie YEX YE x Vo" 22FKB9 t" 22FI85 
= =5g0 eee a 22FL43 1%" 22FJ81 
Pipe and Fittings sa Bele 
"X Ya x Ya 45 : 4 
oe LASCO 1x 1"x ie" _ 22FK80 X WA 22FL96 
-_ Pipe Size Item Tx1"x 3" 22FK81 2 22FL97 
Description - Pipe Fitting _No. Tx t"x 1%" 22FL46 Tee, FNPT x FNPT x FNPT 
Reducing Coupling, Socket x Socket == TVs" x TH" x Jr" 22FK78 i" 22FL01 
MAX __e2F R22 1" x1Vi"x 1" 22FK76 Va 22FLO7 
1A XT ___2eEMit 1x 1"x Yi" 22FK74 id 22FK97 
. T2x1A _ 22RMis Tx 1"x 1" 22FK82 Ne iva 22FL80 
S 2 xt 22FM19 TAX TAX TVs" 22FL47 1" 22FL81 
3X2 22FK21 aa 14x 1"x 2" 22FL48 Tee, Socket x FNPT x Socket 
4° 3" 22FM20 ~ @& Ox 2"x1Vs" 22FLAG 
6" x4 22FM21 o" D0" x 114" 92FKB5 Vp 22FL79 
8x6 22FM22 205" x Ve" x Vi" 22FL50 
Reducing Elbow, Socket x FNPT an OV x 2%" x 1"  22FL51 dy 3/4" 22FL39 
YA" x Ye 22FL30 216" x 25" x 1" 22FL52 
"x % 22FL31 OV" x25" xD"  99FL53 Tee, Socket x Socket x FNPT 
1x3" 22FL32 3°x 3" xd DOFLBA yp" 22FL03 
1%" x 1" 22FL90 ary ory Te 9°FL55 5/4" 22FL09 
1%" x 1" 22FL91 axa x1 2°FL56 ld 22FK98 
| ie a 22FL92 a" 3"x 1% 9°FL57 ‘N " 14%" 22FK96 
pie aes 22FL29 3"x 3"x 2 2°FL58 Le 22FK94 
Reducing Elbow, Socket x Socket A"y 4" x Ye «DOF L59 Z 22FL66 
Ya" x Vo" 22FL33 Ay 4'xT OOFLOO Tee, Socket x Socket x Socket 
1x 7" 22FL34 ad" DOF L6A 57" 22FL40 
"x 34" 22FL36 4" x 4" x 3" o°FL62 ue 22FL02 
Oe 22FL85 B"x6 xm 2°FL63 Sa 22FL08 
\ 2x1 22FL86 6"x6'x 3" 2°FL64 ili 22FK99 
2° x 144 22FL87 6" x 6" x 4! 2°FL65 1%" 22FK99 
Ya" Xx Yo" 22FL38 Ds 2" 22FL04 
bal A 22FK06 i 2OFLIO 
" 1 u J 2 Wl 
all 1"x % 22FL37 . &) 4 aaa 
Reducing Tee (run x run x outlet), S0enet X sogret 0 a Sort s 
4" Xx Ya" Xx Vo" e : 
nie? 23 Union, FNPT x FNPT 
Txtx%" — 22FK84 Ye 22FJ87 ip" 22FM79 
TVs" x10" x Vo" 22FK77 5) 22FJ98 Ty 22FM80 
1a" x 1M" x 4" 22FK79 1" 22FM81 
1a" x 1¥a' x1" 22FL68 . 1" 22FJ82 1%" 22FM82 
12" x 1%" x Yo" 22FK73 ~*~ 1%" 92FM03 i 22FM83 
1" x 1%" x 4" — 22FKI5 : — 2" 22FM84 
P a 2x2 xX%' 22FK86 Street Elbow, 90°, MNPT x Socket Union, Socket x Socket 
: , Fi 2°x2'x1%4' ——-22FL69 yr 22FJ89 yp" 22FL14 
2°x2'x 1%" 22FL/0 3/4" 22FK01 ya" 22FL19 
28" x 215" x Ve" D2FLTA 7: OOF 184 i 22FL13 
2" xX 2" x a" 22FLI2 A 92°F J80 ; i 1%" 22FL16 
2x DV x1" 22FL73 % eal if 1%" 22FL15 
212" x 206" x 1%" 22FL74 % 1% 22FsT7 wA 2" 22FL17 
3X3 xX 74 22FL/5 = 2 22FJ93 == 3 22FL18 
3°x3"x 1" 22FL76 Street Elbow, 90°, Spigot x FNPT -" OOFL20 
3X3 X2 22FK8/ Vo" 22FL98 Wye, Socket x Socket 
4" x4" x3" 22FL// 
: yf 22FL99 
~@ 114" 22FM02 : erm 


CPVCCTSFittingsandPipe——i(‘“s; ee 


Material resists mineral buildup for long life. Suitable for use in potable hot and cold water distribution, and prinetbe 

designed to help prevent energy loss. FlowGuard Gold® pipe adds up to 80% greater resistance to impact 

fracture compared to regular CPVC pipe. It won’t corrode, pit, or scale and is immune to chlorine degradation. Can be used in condensate drains and under slab 
plumbing. All fittings and pipe are easy to connect using CPVC primer and solvent cement sold on page 2819. For certifications go to Grainger.com®. 











Pipe Size - Pipe Fitting Max. Max. Item Pipe Size - Pipe Fitting Max. Max. Item 
Description Pipe Fitting Connection Type Pressure Temp. Brand No. Description Pipe Fitting Connection Type Pressure Temp. Brand No. 
Fittings 
YA" MNPT X CTS Socket Hub 100 psi 180°F GA 2GKA1 =”, ' ° 
(  Neeanter 7" MNPTXCTS Socket Hub 100 psi 180°F GA 2GKA3 > Tee R CTS Hub 100 psi 180°F GA  2GKES 
1" MNPT X CTS Socket Hub 100 psi 180°F GA 2GKA5 J PSXCTS Hub 700 ES oDEXSS 
; 7 7 " U — °F Spears 
Cap 7) CTS Hub 100 psi 180°F GA 2GKF2 ' y Bonin 3" IPS X CTS Hub = 220 °F Spears 22EX86 
1" CTS Hub 100 psi 180°F GA 2GJY7 1 IPS X CTS Hub 100 220 °F Spears 22EX87 
& Coupling ya" CTS Hub 100 psi 180°F GA 2GJY8 — Transition ne FNPTXCTS Hub pci@zgor 180 °F Spears SUECE 
1" CTS Hub 100 psi 180°F GA 2GJZ1 @ ne A FNPT X CTS Hub — 180 °FSpears 5UEC7 
Ye Socket CTS x FNPT Brass 200 psi — GA _23NY84 i FNPT X CTS Hub —__180 °FSpears SUEC8 
a cPVC ee NE ess oh — ah ae . Transition 1" MNPTXCTS Hub 100 psi 180 °F Spears 5UED1 
to Brass J" Socket CTS x MNPT Brass 200 psi — GA 23NY82 7. eae 
Adapter TF tae CTS ENPT Brose 00 bat Adapter 7 MNPT X CTS Hub — 180 °FSpears 5UEDO 
psi — GA 23NY86 
1" Socket CTS x MNPT Brass 200 psi — GA 23NY83 yp" CTS Hub 100 psi 180 °FSpears 5UEA8 
a 7 3 i} 1 ° 
ee . pre ih 100 psi 180°F GA 2GKes inion /4 CTS Hub 100 psi 180 °FSpears 5UEA9 
ON, y be ) 1" CTS Hub sia 3°F 180 °FSpears 5UECO 
omina ressure Temp. Bran 0. 
nau Y," CTS Hub 100 psi 180°F GA 2GKC9 Pipe, 10 ft : 
ow,90° 37," ° Va 470N67 
CTS 5/4 CTS Hub 100 pS 180°F GA 2GKD1 rs Geneve FLowGuarp cow 7," IAG 180°F Genova 470N69 
1" CTS Hub 100 psi 180°F GA 2GKD2 il 470N71 
Fl Id® Pipe, 10 ft 
Reducing "x4" CTS Spigot x CTS Hub 409, 180 °F Spears SUEG2 sian a : 7 ar 470N68 
Bushing il pigeh* UD psi@73°F peels No. 470N68 my @ 1go°r 180°F Genova a7ON7D 
2812 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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PLUMBING 
PVC Insert & Corrugated Drain Pipe 


LASCO’ 


Fittings, Inc. 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


PVC Insert Fittings 


= Max. temp.: 140°F Ideal for use in irrigation, pools, pumps, spas, wells, and other outdoor cold water applications. Fittings insert into 
flexible polyethylene pipe and secure with worm drive clamp (sold separately on page 2532). For a complete list of 
standards and specifications, go to Grainger.com® and search for individual products. 
























































Pipe Size - Item Pipe Size - Item Pipe Size - Item Pipe Size - Item 
Description Pipe Fitting No. Description Pipe Fitting No. Description Pipe Fitting No. Description Pipe Fitting No. 
Adapter Elbow, 90° Male Adapter MNPT x Insert 
Insert x MNPT Insert y TaN Insert x MNPT 
yp" 6MM79 2 6MM/1 : 1%" 22FN32 
yi" 6MIM72 : eae 
A 6MM80 ih 6MIM73 2 22FN33 ee SAREE 
ff 6MMa1 1, Se 3" 22FN88 
a i SoFNOG  -Mlale Adapter Tee Reducing Tee (run x run x outlet) 
1% 6MM8&2 3" 59FN70 Insert x Insert x MNPT Insert 
Insert x SPG/Slip Insert x FNPT yy" 22FN67 Ys_x Vo x Yo 22FM98 
Y;" 22FNO7 ; Ya" x Ya" X Yo" _22FN44 
yj OOFNOS Ys 22FN68 "xy" xi 22FNO1 
ty SoENi1 Malle Elbow, 90° TVs" x 174" x Fs" 2OFNAO 
Coupling 5 SOFN{? __-lnsert.x MNPT Tx 1" x 1" 22FNO3 
Insert Insert x MNPT y," 22FN13 1 Lex 1 £2 x “4 22FNSO 
Sane rao 1" 22FN15 EAL ee 
Ya" xX Vo" 22FN20 1%" 22FN16 : 2xX2X1% 22FN52 
T i Ya OOF 9" 22FN18 a! 22FN17 aa eu 
1x 3%" 22FN22 Reducing Elbow, 90° ZB 22FN34 
pny —BMIM78. Female Adapter insert Vi’ 22FN35 
TT 2OFNDS | — RET 7. —99FN26 ae een Nel oT 
1¥%'x1" —- 22FN24 yj D9FN27 1h 9°FN38 
ThA"x 1%" — 22FN86 y D9FN28 
2. 22FN19 Ty 22FN29 Tx 4" 22FN72 2 22FN39 
2:x1%" _ 22FN25 TH" 2°FN30 Tee 
3 22FN81 : 22FN31 Insert x FNPT Insert 
: 4’ 22FN82 Female Adapter Reducing ¥4" Xx Vo" 22FN73 Y," 6MM67 
Insert x Double Helix Tee (run x run x outlet) "xs" 22FN74 yp" 6MM68 
si Soriieg Insert x Insert x FNPT XT OORT "x ¥" 22FN75 1" 6MM69 
TX" Var DOENBB Re Ae 1¥' __ 6MM70 
1x "x 6" 22FN59 a a 1%" 22FM96 
Tx Tx" 22FNGO eS a 
1 22FN84 ARAB ARS) A Reducing Male Adapter } 2 22FM97 
TUT x 1V"x Ve" 22FNG1 : 
Ti" x 1" x 4" 22FNG2 Insert x MNPT — 3 22FN41 
TV x1 XT DOENG3 "x 22FN90 Insert x Insert x Double Helix 
Insert Tih" x 11h" x 1%" 22FNG4 "x1%"  22FN99 
Vx AR Ya 22FN65 1%" x1" = 22FN94 22FN43 
ad 22FN79 Female Adapter Tee eee I ; ie aaa 
Insert x Insert x FNPT MNPT x Insert eee : oOFNAS 
ue 22FN53 
yj OOFN54 1% x1” 22FN96 
zehnee 1" 22FN59 
TA 9°FN56 1%"x 1%"  22FP01 
. Wall Pipe Outside Pipe Item 
Corru ated Drain Description _Perforations Type Dia. Dia. Length Material* No. 
G Pomgated Drainage Pipe 
= a = 2-Hol . : i 
Pipe and Fittings Solid Drain Pipe Fittings—Rugged, single Sid Triple 4in 4%" 10ft PE  45FNO9 
ing use in foundation/edge, downspout, applications. Basen’ dlin ivi Single 4in_— 12ft PE 49ETO4 
culvert, and sub-drainage applications. Description Diameter No. sc asFNd5 ame eal ne “Teh it Pent 
Bend-a-Drain™ pipe Nos. 49ET04, 49ET07, Concrete and Pipe Fittings, PVC, SBR Rubber Perforated Single 4in 43%s" 100 ff PE  45FNO5 
ingle 6in 6% 100ft PE  4dFN1/ 
49ETOS, and 45FM97 lets ie expand SDR35 to Concrete : Single 6in 8%" 10ft PE 45FN20 
the pipe lengthwise and adjust it into the Pipe Adapter 4in 45FN47 Single 15 in 176s" 20ft PE 45FN30 
desired angular position. Suitable for use in No. 49ET07 Te 1B nee aot FAN? 
above and below ground downspout drain- 4in  45FN46 Single 3in 3%"  70ft PE‘ 45FN16 
age, low spot drainage, and in french drain SDR39 to SDR35 = single 3in_ 372 100 ft PE 45FN14 
eae Pipe Fitting Single 4in —  12ft PE _49ETO5 
applications. Gin 45FN49 Single qin = 25 ft 2 eli 
: are ingle 4in 4%" 10ft P ASFNO7 
Concrete and Pipe Fittings—Inserta : —e = anatiach iy No. 45FN114 Solid Single 4 in 4” 100 ft FE 45ENO4 
® AVAL Es Z escription aw Dia. eeth per Inc 0. : ingle 6 in : 
Tee compression style fittings are a 3 pC. Hole Saws for Corrugated Pipe Single 6in 8% Ott PE 45FN19 
connection system consisting of a stainless 4 Vin 5 ASFN52 Single 15 in 15%" 20 ft PE 45EN31 
steel band, rubber sleeve, and PVC hub. singe Tein cUyz ait Ft GorNs3 
: 6 4 in F 45FN53. +~No. 45FNO8 Triple 3in 3%  10Tt BE 45FN11 
System allows you to connect into the cored Triple 4in 4%" 0ft 45FNO8 


wall of a mainline and requires no adhesive 
or special tools for installation. 


Hole Saws for Corrugated Pipe—Allow 
you to core fast, clean, and smooth holes. 
Cutting teeth are rugged, high-speed steel 








* PE = polyethylene, PP = polypropylene. 





Sera 








. Corrugate Drain Corrugated Corrugated Corrugated Corrugated Downspout 
for long life. Internal Coupler | Drain Wye Drain Elbow Drain Tee Drain End Cap Adapter Flexible Pipe 
Item Item Item Item Item Item Item 
Pipe Dia Wall Type Material No. No. No. No. No. No. No. 
Solid Drain Pipe Fittings 

3 In Single Polyethylene 45FN25 45FN21 45FN24 45FN22 45FN23 49ET08 — 

4 in Single Polyethylene _ 45FM99 45FNO1 45FNO2 45FN03 49ET09 49ET06 
6 In Single Polyethylene 45FN26 45FN27 — 45FN28 45FN29 — — 
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Schedule 80 PVC Pipe & Fittings Details on page A1. = 

7 sa" GRAINGER 
Schedule 80 PVC Pipe and Fittings SERINE 4+ GF+ 
= Max. pressure: 246 psi Nontoxic, lightweight fittings resist corrosion, chemicals, and rust. Feature a WARNING: Thermoplastic piping products should not be used 
=» Max. temp.: 140°F higher pressure rating than Schedule 40 fittings and are suitable for use in cold _ fr systems to transport or store compressed air or gases, 


nor should these products be tested with air or gases in 


potable water applications. Compatible with PVC primer and solvent cement above= or below-ground locations. 


sold on page 2819. For a complete list of standards and specifications, go to 

























pipe. _—-Grainger.com® and search for individual products. Pipe FITTINGS, Pipe |FITTINGS, 
GA ; Size +GF+ Size +GF+ 
10 ft Pipe |FITTINGS, Pipe |FITTINGS, Pipe |FITTINGS, = Pipe | Item = Pipe | item 
Length Size +GF+ Size +GF+ Size +GF+ Description Fitting; No. Description Fitting | No. 
Pipe Size | Item -Pipe | Item - Pipe | Item -Pipe | Item Reducing Coupling Transition Adapter 
Description (Nominal) No. Description Fitting | No. Description Fitting | No. Description Fitting | No. FNPT x FNPT — FNPT x SPG 
Pipe Elbow, 45 Flange Reducing Bushing (Cont.) 78" x Va 22JY62 , 
— vein [6MV20 FNPTXFNPT FNPT MNPT x FNPT (Cont.) Vx Vi'| 22SY63 + 4%" | 220218 
%,in | 6MV21 V4 22JY48 Ye 6MV78 : 1%" | ewives Yo" x %e"| 22564 
tin | 6MV22 ¥s"| 22549 xs’ | 6MV79 x Ya Ya" x Vo") 22565 ii 
1%, in| 6MV23 %" | 6NG42 1" | 6MV80 1v4'x 1" 2PMJ8 1"x %'| 22Jy66 _Union 
1% in | 6MV24 %y" | 6NG43 1%" | 6MV81 1%" ewivea "x %'| 22567 FNPT x FNPT 
Din | 6MV25 1" | 6NG44 1%" | 6MV82 x Ya" TVA" | oo yes "| 11W266 
>in | 1VFA3 1%" | 3TNT2 2" | 6MV83 1% x1 2PMJ9 x % va" | 11W267 
3in | 4VEV4 1%" | 6NG46  — Socket 1%" | atnua 1%"x 1" 22JY69 1" | 11W268 
fin) 1VEAS 2" | 6NG47 1%" | 2PMK5 A 2"x 1%" 22JY70 1%" | 11W269 
Gin 122FR52 3" | 1VFG1 2" | 6ND38 2x2" GMV70_ “Socket x Socket 1%" | 11270 
8 in |22FR53 4" | 1VFG3 4" | 3TNV5 ax“) GMT ya" x Yo"|_ 2PMEG 2° | 11271 
> FITTINGS, Socket x Socket 6 | 22JY91 eS 1"x "| 2PME7 —Socket x Socket 
Pipe GS, Vj," 22JV44 3" 22JY92 2°x1%' 6MV73 1"x%'| 2PME8 yy" 11W260 
Size +GF+ an 2°x 1%" 3TNUS Wx | %" | 11W261 
-Pine.|’ ‘Hert Ys’ | 225Y45 — Spigot x17 1x1" 3TNT3 
Description Fitting | No Yo" | 6NG29 Ye | 22595 Sx 2 | IWVENZ 172" | p2uy54 Loe BE 
Blind Flange y° | 6NG30 ys" | 22JY96 4x 2" | IVEN4 x Vo" 1%" | 11W263 
Flanged 1" | 6NG31 "| 220Y97_ —__ 4'x3' | IVFNG 1%" | opur4 12" | 11W264 
7 14" 6NG32 1" 22JY98 Spigot X FNPT x ¥%" 2" 11W265 
1" __| 2PML4 76° | 6NG33 1%" | 22gy99 "x Va"| 2PMG1 1%" x1" 2PMF2 3" | 1VGB5 
Lo : Ve" x ¥s'| 2PMG2 A 
2° | 6NG34 2" | 223201 "x 4" | 1VGB7 
1%" | 2PML6 eee | 2PMF3 
25" | 3TNVG 210" | 1VFF4 2%" | 225202 %4' x Ya'\ 2PMGS 1% Van-Stone Flange 
2 om 1VFF6 a 22JZ03 Ys" x Yo"| 2PMG4 2' x Yo"| 2PMF4 FNPT 
socnet "xf 2°x %s" | 2PMFS Be 
4" | 1VFF8 4" | 22JZ04 1x Yi) 2PMGS 5" | 2PMIN5 
2" | 1VFP9 aT 20 NVae 3° 99706 1"x %"| 2PMG6 2"x 1" | 2PMF6 %" | 2PMING 
3’ | IWVFR2 8" | 22JY47  |HexHead Plug 1%" | opmie7 2°x1%| 2PME7 1" | 2PMN7 
4" | 1VFR4—Efhow, 90° x Ye" 2'x 12! 2PMF8 1%" | 2PMN8 
Cap FNPT x FNPT Vi | 1KAG3 1%" | 2PMG8 272X | oPMEQ 1%" | 2PMING 
NPT Ve | 22dV42 ye" 2NU95 ESL ae 2" | 2PMPt 
¥%" | 6ND23 %' | 22JY43 %* | 2NU96 ee re ene ce x aE 2Ye" | 2PMP2 
" m 2 X17 o 
a eet ee ee Lin 
i" | 6ND26 1" | 6NG20 iv | 3TNVB eT SEMIS 3x27) 22NV56_ “Socket 
1%" | 6ND27 tv" | 6NG21 1%" | 2NU99 {| 2PMH4 : xe ve "| 2PML7 
1%" | 6ND28 1%" | 6NG22 2" | 2NV10 5 yx "| 2PMH5 — wy" | 2PML8 
2° | 6ND29 ip" ei 6x 4" | 22dY57 "| 2PML9 
2 6NG23 2% 3TNV4 2" x 3"| 2PMH6 ae 
Socket OV" | IVFE7 3" 1VFP5 8" x 4" | 22JY58 1%" | 2PMN1 
: 2’°x1' | 2PMH7 8°x6" | 22JY59 TA 
Ya" | 3TNU6 3" | 1VFE9 4" | 1VFP7 "1A : 1¥2'_| 2PMN2 
Ye" | 3TNUT 2x14) 2PMH8 _ "Solid Flange 2” | 2PMN3 
= 4 1VFF2 Male Adapter 2" x FNPT : 
Yo" | 6ND11_ FNPTx Socket MNPT x Socket qs | 2PM 2¥o' | 2PMNA4 
= ¥4 6ND12 vo" | 2PMD8 ih" 6MV35 V5" x2" 2PMJ2 po 2%" | 2PMK8 3 1VFR6 
1" | 6ND13 re 2PMD9 | 6MV36 3°x 2") VFLS 2PMK9 a HB 
14" | 6ND14 2PME1 1" | 6MV37 3"x 214" 2PMJ3 Spigot 
1%" | 6ND15 ve 2PME2 1%" | 6MV38 4"x2" | 1VEL7 2PML1 am 6" 22JZ05 
2’ | 6ND16 we 2PME3 1%" | 6MV39 4" x3" 14VFL9 Socket : 
2%" | 1VFN8 2PME4 2' | 6MV40_ Spigot x Socket %" | 2PMK1 
3" | _1VFP1 2PMES5 2¥0" | 1VFK2 i ve" x Vs"! BMV44 %y" | 2PMK2 
4’ |_1VFP3 Socket x Sooket 3" | 1VFK4 Ye" x %'| 30NT7 1" | 2PMK3 
6" | 22JY83 Vi" | 22JSY38 4" | 1VFK6 "x %" 6MV45 1%" | 2PMK4 
8" | 22JY84 Ys" | 22JY39 —_—- Reducer Tee (run x Tx %" 6MV46 2%" | 2PMK6 
Coupling Yo" 6NGO05 run x outlet) 1"x%"| 6MV47 a 2PMK7 
FNPT x FNPT Ys" | 6NGO6 _ Socket x Socket x Socket TA | atte Tee 
Ys" | 22JY61 i" | 6NGO7 WX syeng x ih" FNPT x FNPT x FNPT 
—) Ye | 6NG65 iv | 6NGOS x Ys 1 | auvag vs’ | 3TNRQ 
¥q" 6NG66 1%" | 6NGO9 1x 1 " 4VEB2 x ¥4" 3g" STNT1 
a eee 2" | 6NG10 a a 1" x1" 6MV49 "| 6NF93 
a 2%" | 1VFE1 el 1%" Ys’ | GNF94 
‘7 6NGES a | AWFEI ¥% 1VFB4 x 6MV51 1 6NFOS 
a 6NG70 4" | 4VFE5 aA a 1VEBG 1¥' x1" 6MV52 1; | 6NF96 
2%" | 1VFH8 6" | 22JY40 es 12"X | gvs3 1" | 6NF97 
iM fm 1 Yr" VV " 4) " 
3’ | WFJ1 8" | 22JY41 x1" | IVEBS hoe 2 6NF98 
4" | 1VFJ3__ | Female Adapter ern ee 21" | 1VFD4 
Socket x Socket FNPT x Socket TB x 2’ x "| 6MVS5 3" | 1VFD6 
_— % 22JY51 Y;" | 3TNT5 41" 4", 1WFCI 2 X 6MV56 4" 4VFD8 
EN Ye | 6NGS2 ¥% | 3TNT6 DD" 2°x 14" 6MVS7 “Socket x Socket x FNPT 
%" | 6NGS3 >" | 6NG76 x1" | IWFC3 oe 1%" 6MV58 A 2TVH8 
1" | 6NG54 ¥' | 6NG77 2" x2" 2X | 3TNT9 ys’ | 2PMD4 
17" | 6NGSS 1" | 6NG78 x1 | TWFCS oe a "| 2PMD5 
1%" | 6NGS6 1%" | 6NG79 3°x3"| avec Z ue 7 2PMD6 
2" | GNGS7 14" | 6MV30 x2 eee 2" | 2PMD7 
21 | 1VFGS 2° | 6MV31 BxP | ecg 3 Fees te Socket x Sooke x Sockat 
3" | AVFG7 2" | 1VFJ5 x2 xe Yi" | 3TNR7 
4" | 1VFG9 3" AVEJ7 Axa") ayens 4"x 3" | 1VFL3 7° | 3TNR@ 
6’ | 22dY52 4" | 4VFJ9 x 3 %" | 6NF80 
8 22JY53 a es yj 6NF81 
x 1" | 6NF82 
Vix Vil 2PMA 1v" | 6NF83 
a oe aries 1%" | 6NF84 
a x V4 2° | 6NF85 
Ys" x Yo"| 2PMJ5 3" 22JY29 
1"x %" | 6MV66 6" 22JY30 
1"x Ye" 2PMJ6 8" | 22JY31 
1"x %" | 2PMJ7 
17" 
x yor | GMVGE7 
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PLUMBING 


Schedule 80 CPVC Pipe & Fittings 





Schedule 80 CPVC Pipe and Fittings 


= Max. pressure: 246 psi 
= Max. temp.: 210°F; Nos. 3TNW6 to 
3TNX7, 3TPV1, and 3TPV2 are 200°F 


These nontoxic, lightweight fittings resist corrosion, chemicals, and rust. 


Chlorine is added to allow higher temperatures than PVC, and the CPVC material 


has broader chemical resistance. Suitable for hot water and corrosive liquids. 
Use with CPVC primer and solvent cement sold on page 2819. Meet ASTM 
D1784 and NSF-14 compliant, except Nos. 22JZ30 to 22JZ69 are NSF only. 


* GRAINGER G F 

[era Vamaoven + + 
WARNING: Thermoplastic piping products 
should not be used for systems to transport 
or store compressed air or gases, nor 


should these products be tested with air or 
gases in above- or below-ground locations. 




































PIPE, GA 
10 ft FITTINGS, FITTINGS, FITTINGS, FITTINGS, 
Length +GF+ +GF+ +GF+ +GF+ 
Pipe Size Item Pipe Size - Item Pipe Size - Item Pipe Size - Item Pipe Size - Item 
Description (Nominal) No. Description Pipe Fitting No. Description Pipe Fitting No. Description Pipe Fitting No. Description Pipe Fitting No. 
Pipe Socket x Socket Reducer Bushing Reducing Coupling ee 
= 6MZ10 i 6ND82_ MNPT x FNPT FNPT x FNPT FNPT x FNPT x FNPT 
% in 6MZ11 vi GND83 Vex Ve | 3TNX5 om ex Vs | 225748 i 3TNW6 
Tin 6MZ12 1" 6NDs4. ie" x 3° | 3TNXG ie x 9s | 225249 3h 3TNW7 
tvin | 6MZ13 1 6ND85 y x | BMW98 Vi" x Vo" | 225750 i 6ND55 
twin | 6MZ14 1H" 2PLL3 : 1"x "| 3TNX7 "x" | 224251 i 6ND56 
2 in 6MZ15 2" 6ND87 "x% | 6MW99 ive'xt" | 224752 ik 6ND57 
2%in | 1VGD9 Di 1VGJ8 1v'x 1" | 6MXO1 17" 6ND58 
3 in 1VEV8 3" 1VGK1 1¥0"x Ye | 2PLU5 x ¥ | 2PLL9 1%" PLUVI 
4 in 1VEW1 4" 1VGK3 1v'x1" | 3TPV2 "x" | 2PLNI 2" 2TWIA 
6 in 22FR50 6" 22J736 1%" x1" | 6MX02 "x%" | 2PLN2 3" 1VGH3 
8 in 29FR51 8" 22J237 xT" 2PLUG 1x | 2PLN3 Socket x Socket x Socket 
FITTINGS, | Elbow, 90° 2°x tv" | 2PLU7 1Vo"x% | 2PLNA ip 6ND42 
+GF+ | FNPT x FNPT x 1%" | 6MX03 1¥"x1" | 2PLN5 vi 6ND43 
Pipe Size- | Item i 224732 Spigot x FNPT 1v'xtv" | 2PLNG ik 6ND44 
Description Pipe Fitting No. Ye" 22JZ33 Vo" x VA" 2PLR3 2x 2PLN7 14" 6ND45 
Blind Flange i 6ND76. of vo" x ¥ | 2PLRA Dx 1" 2PLNG " 1%" 6ND46 
Socket a Ws 6ND77 q y eee ox 1% | 2PLPA 3" 6ND47 
t" OPLY1 : 1" 6ND78 : 3° x %" | 2PLRG "x1" | 2PLP2 Di 1VGE2 
Te 2PLY3 TV 6ND79 1"x "| 2PLR7 2% x 1%" | 2PLP3 3" 1VGE4 
9" 1VGT8 15" 6ND80 1"x% | 2PLR8 3" x 2" 1VGL4 4" 1VGE6 
WA 2PLY4 5% 2PLL1 Tv" x >" | 2PLR9 4" x 2" 1VGL6 6'x6'x4" | 223226 
3" 1VGU1 3 1VGJ4 ix %° | 2PLTA 4" x 3" 1VGL8 8°x6" | 220227 
4" 1VGU3 4" 1VGJ6 14%" x 1" 2PLT2 Reducing Tee (run x run x outlet) Union 
6" 22JZ69 FNPT x Socket 1Y2" x 34" 2PLT4 Socket x Socket x Socket Socket x Socket 
Ca ; ih" x 7" ay" x Va" x Vo" 
FNPT z ue el Ve oPLTE + 5 ra Gr 3 vGy1 
Vi 22,3265 5) 3TNWS 2° x Ve" | 2PLT7 TXT xh" | AVGFS 
3 2PLUQ ox; | 2PLTB TV x TV" x1") TWGF5 4" 1VGY3 
7 OPLV1 1" 3TNX1 ox 1" 2PLT9 1)" x 1" x Vo" 224225 
Ye PL? pe 2x 1ve | 2PLUI Txt x%| IGF? pau Stone Flange 
ip 2PLV3 A SNDES 2x1" | 2PLU2 1x1" x1") 1VGF9 ee vm >PLYS 
ee Se 2 eee ee 
2 OPLVG ! Sea 3°x 2" | 1VGR5 3x 3x2 | 1VGG6 : Ann 
Vs 6ND66 AS ae 1%" 2PLY8 
Socket 1%" 6ND67 4x2 1VGR7 4"x4"x2 1VGG8 vA 
| 6MX04 7 ——|-enpeg- Spigot x Socket a x4"x3" | 1VGHI is ale 
5/4 6MX05 OWA 1VGH7 —— Vo" x Ya 6NF33 Solid Flange OV" oPLZ2 
1" 2PLU8 za TWEHS « exe | 1VGP2 NPT i iucie 
A 6MX07 , | & 3x Ve" | 6NF34 : 7A 2PLWS 
1% 6MX08 * ao TX | BNF35 V1 opiwo Wve 
2 6MX09 - "x" | 6NF36 ? OPLX1 «Saket 
aA 1VGT2 : aad 1Vi' xB | 3TNX2 1A OPLX2 Us ae 
3 vcr, =e ivexye | oPLPa 1A OPLX3 ys . Gy 
ri iveTe WPT X Socket Vx | 6MWB2 77 2PLXA oe Ne 
5 i 3TPV1 Sie ; 3" 1VGY9 
Coupling > i ive" x Ys | 6MW84 Di 2PLX5 
FNPT » a sie 1x1" | 6MW85 3} OPLXG s a 
7 fz 6NF21 aoa 3 22794 
_ ys 1%" x1" | 6MW86 n 2PLX7 
- fy 22JZ47 . 1 6NF22 xT 4 1VGZ2 
a a 2°x vs" | 6MW87 Socket — 
1% 6NF23 en a 4"x2 22JZ95 
® { 6NF16 ae Ox 2PLRI i, 2PLVB Xe 
= 1% 6NF24 st ae Z Soy 4° x3 22796 
- 1% | 2PLP4 - oon 2x ivr | BMW90 i 2PLW1 o sere 
: ven x1" | 6MW91 Ty ___| 2PLW2 e aT 
FNPT x FNPT 4 1VGN7 x1 4 6" xd" 223298 
7 2% x 1% | 3TNX3 1H" 2PLW3 
a Yo 6NF14 Socket x FPT ——— i 
ahi 6NF15 2"x2 3TNX4 2 2PLW4 
A OPLP5 6" 22J753 3" x 2" 1VGP6 A 2PLWS5 
5H 6NF18 3" x 2" 1VGP8 3" 2PLW6 
3" 4VGN1 3" 22)Z54 4" x2" 1VGR1 4' 2PLW7 
+ 1VENS Hex Head Plug TXS mers 
ig 6nrog4. - MINPT a ae 
TVA 6NFO5 an 
DV" 1VGK7 j)——_# GMX24 
4" 1VGL2 fe GMX25 
6" 225742 ec 6MX26 
—eR 1 aMn27 KeepStock 
Socket x Socket a 6X29 Inventory Management 
| Vi 22,1246 
i 6NFO2 ae TAKE CONTROL OF YOUR STUFF 
aH" 
is PNeoe Male Adapter What if there were an easier way to ensure you have 
2" BNFO7_- “mw x SOcKet _ R SED the right parts in the right place at the right time? 
Siiow-ag°——" WOKS Ye | 6NF29 Put Grainger’s expertise to work for you. It’s almost 
5 " ' ' ' . 
FNPT x FNPT r a like managing your inventory on autopilot. 
Vi 22J738 1% GNFS1 
4 a 6ND94 ie ore Inventory managed. Space organized. 
a - OTT 3" 1VGNO Time and money saved. 
a ub 2PLLS “Socket x MPT : eee 
1 2PLL6 > Learn more at grainger.com/keepstock 
z pier 6" 22JZ55 
- 8" 22J756 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2815 


PLUMBING Scan. Order. Done. 
Schedule 80 Fittings & Hose Barb Fittings Details on page A1. 





+GF+ [SI 


Schedule 80 PVC and CPVC Pipe Nipples 


= Max. pressure: 420 psi at 73°F 


These nontoxic, lightweight gray nipples resist corrosion, chemicals, and rust. For PVC primer and solvent 
cement, see page 2819. Meet ASTM and NSF compliant, except Nos. 22JZ85 to 22JZ89 are NSF only. 


WARNING: Thermoplastic piping products should not be used for systems to transport or store compressed air or gases, nor 
should these products be tested with air or gases in above or below ground locations. 


Note: All items are GF brand unless indicated otherwise in table. 


PVG@—Have higher pressure rating than schedule 40 fittings. For cold potable water applications. 
= Max. temp.: 140°F 


CPVG—Chlorine is added to allow for higher temperatures than PVC. For hot water and corrosive liquids. 
= Max. temp.: 210°F 








Close 
Thread 2" 2V" 3" 4" 5" 6" 8" 10" 12" 
Pipe Size Item Item Item Item Item Item Item Item Item Item 
(Nominal) No. No. No. No. No. No. No. No. No. No. 
PVC 
Y," 3TNV7 6MV88 — 6MV89 6MV90 — 6MV92 6MV93 6MVv94 6MV95 
¥4" 6MV96 6MV87 — 6MV98 6MV99 _— 6MWw02 6MW03 —_— 6MW05 
1" _— 6MWw06 —_ 6MW07 6MWwo08 — 6MW10 6MwW11 6MW12 6MW13 
1" _ 22EX93 * _ _— — _ _ _ —_ _ 
1," 6MW14 22EX94 * _ 6MW17 6MW19 — 6MW21 3TNV8 3TNV9 6Mw24 
PVC 1%" — 22JZ07 —_— — — _— — — — — 
1 6MW25 6MW26 _— 22JZ08 6MW27 —_ 6MW29 6MW30 3TNW1 6MW32 
1%" _ 22EX95 * _— — _— — _— — — _— 
2 _— 22EX96 *| 6MW33 6MW34 6MW35 — 6MW37 6MW38 3TNW2 6MW40 
2V2" 1VFT5 1VFT7 _ 22EX97 *| 1VFT9 _ 1VFV4 1VFV6 22JZ09 1VFX1 
3 1VFX3 1VFX5 _— 22EX98 *| 1VFX7 _ 1VFY2 1VFY4 1VFY6 1VFY8 
4" 1VFZ1 1VFZ3 _ 22EX99 *| 22EY01 * — 1VFZ7 1VFZ9 1VGA2 1VGA4 
6" —_— — —_ _— 22EY02 * — 22EY03 *| 22EY04 *| 22EY05 *| 22EY06 ~* 
CPVC 
ea 3TPV4 6MX60 —_ 6MX61 6MX62 6MX63 2PLZ7 — 22EY18 *| 22EY28 ~* 
¥4" 6MX65 6MX55 — 6MX66 6MX67 2PLZ8 6X69 — 22EY19 *| 22EY29 * 
1" 6MX70 22EY07 * _— 6MX72 6MX73 2PLZ9 6MX74 _— 22EY20 *| 22EY30 ~* 
1" _ 22JZ85 —_ — —_ — —_ —_ — — 
1," 2PMA2 22EY08 * _ 2PMA3 2PMA4 2PMA5 2PMA6 _ 22EY21 *| 22EY31 * 
1%" _ 22JZ86 — —_— — — — — —_ _— 
Ae 22JZ87 22EY09 — 6MX82 6MX83 2PMA7 2PMA8 _ 22EY22 *| 22EY32 * 
1%" _ 6MX81 _— — — —_ _— — _— — 
2" 2PMA9 22EY10 *| 22JZ88 2PMC1 2PMC2 2PMC3 2PMC4 — 22EY23 *| 22EY33 * 
2 V2" 1VGU9 1VGV2 _ 22EY11 *| 1VGV4 —_— _ 22EY15 *| 22EY24 * — 
o 1VGW1 1VGW3 —_ 22EY12 *| 1VGW5 _ 1VGW9 22EY16 *| 22EY25 *| 22EY34 * 
4" 1VGX2 _ _— 22EY13 *| 22EY14 * _ 1VGX8 22EY17 *| 22EY26 *| 22EY35 * 
4" _ _ — — 22JZ89 _— — _— _— _— 
6" _— — —_ — 22EY37 * — 22EY38 *| 22EY39 * | 22EY40 *| 22EY36 * 


All items are GF brand unless indicated otherwise in table: * Spears brand. 


Schedule 80 Polypropylene Pipe Fittings 


= Max. pressure: 150 psi at 70°F 

= Temp. range: -20° to 150°F 

Impact-resistant, glass-reinforced polypropylene has excellent chemical resistance. Can be used in fertilizer, herbicide, and insecticide 
handling applications, as well as for industrial applications, such as waste, saltwater, and cooling water handling. 














ya" ¥," ¥q" i 1%" 1%" 2" 3" 4" 
Elbow, 90° -_ Item Item Item Item Item Item Item Item Item 
7 Item Pipe Fitting Connection Type No. No. No. No. No. No. No. No. No. 
No. 1MJY4 Cap FNPT 5MLU8 | 1MJW2 | i1MJW3 | 1MJW4 | 1MJW5 | 1MJW6 | 1MJW7 | 5MLU9 — 
Class 150 Flange FNPT — — —_ 1MJV6 — 1MJV7 1MJV8 1MJV9 iMJW1 
Coupling FNPT x FNPT 1IMJW8 1MJW9 1MJX1 1MJX2 1MJX3 1MJX4 1MJX5 1MJX6 — 
Elbow, 90° FNPT x FNPT IMJY4 1IMJY5 1MJY6 1MJY7 1MJY8 1MJY9 1MJZ1 1MJZ2 — 
Plug MNPT 5MLU6 1MKA1 1MKA2 1MKA3 1MKA4 1MKA5 1MKA6 1MKA7 — 
Street Elbow, 45° FNPT x MNPT — — 1MKF5 1MKF7 1MKF9 1MKG2 1MKG4 5MLU5 — 
Street Elbow, 90° FNPT x MNPT 1MKF3 1MKF4 1MKF6 1MKF8 1MKG1 1MKG3 1MKG5 1MKG6 —_ 
Tee (run x run x outlet) FNPT x FNPT x FNPT 1MKG7 1MKG8 1MKG9 1MKH1 1MKH2 1MKH3 1MKH4 1MKH5 — 
Reducing Reducing | Reducing Hex Nipple Nipple 
Plug Bushing | Reducing Coupling | Bushing | Reducing (MNPT Overall (Threaded on Both Ends) 
No. 1MKA4 (MNPT Nipple (FNPT (MNPT Nipple ee x MNPT) Pipe Size Pipe Item 
: XFNPT) | (MNPT) XFNPT) | xFNPT) | (MNPT) Pipe Size - Item (Nominal) Length No. 
Pipe Size - Item Item Pipe Size - Item Item Item Pipe Fitting No. YA" 3" 3DTJ5 
Pipe Fitting No. No. Pipe Fitting No. No. No. Ya" 3DTJ4 aya 4" 3DTJ6 
5" x Vi" | TMIKA8 — 1"x%' | 1MKD3 — — a 1MJZ3 "4 6" 3DTJ7 
Yo" x Va" 1MKA9 _ 1%" x 1" _— 1MKC1 1MKE6 Yo" 1MJZ4 \ 4" 3DTJ8 
% x ¥" | 1MKB1 | 1MKE1 TA" x Vi — 1MKC2 — yj 1MJZ5 { 6 3DTJ9 
Va" x Vs" | 1MKB2 — 1x1" | 1MKD4 | 1MKC3 | 1MKE7 {" 1MJZ6 - 4 3DTK1 
3a" x Va? | -1MKB3 = vo" x1v% | 1MKD5 | 1MKC4 | 1MKE8 4 1MJZ7 1A 3DTK2 
Vi" x Ys" | 1MKB4 — 2" x 3! = 1MKC5 ~— WA 1MJZ8 ch 3DTK3 
i" x ¥" | 1MKB5 | 1MKE2 2x1" | 1MKD6 | 1MKC6 — 2 1MJZ9 a 3DTK4 
Class 150 Flange t"x 4" | 1MKB6 — 2°x1¥%" | 1MKD7 | 1MKC7 | 1MKE9 3" 3DTL2 1% 5" 3DTK5 
No. 1MJW14 1x4" | 1MKB7_ | 1MKE3 2°x1%" | 1MKD8 | 1MKC8 | 1MKF1 6" 3DTK6 
"x %" | 1MKB8 | 1MKE4 3°x 1%" — 1MKC9 — re 3DTK7 
1%" x 3" 1MKB9 1MKE5 3x2’ 1MKD9 1MKD1 1MKF2 2 6" 3DTK8 
4" x 3" —_ 1MKD2 _— ; 4" 3DTK9 
: 6 3DTL1 
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PLUMBING 
Kynar & Bulkhead Tank Fittings 





@ 





Chemtro 


dof NIBCO 


Kynar® Pipe Fittings and Valves 


= Temp. range: 73° to 280°F, except Nos. 38AP77 
to 38AP83 have a max. temp of 210°F 


Resist salts, strong acids, dilute bases, and organic solvents. Use 
with PVDF pipe that conforms to ASTM D3222, Type 1, Grade 2. Meet 









ASTM D3222, except Nos. 38AP77 to 38AP83 meet ASTM F1970, 


NSF/ANSI 14 and 61, Annex G. 


Tee 


No. 1CRG4 


Ball Check Valve, 
True Union 
No. 1CRT3 


TRUE UNION VALVES Ball Valve, 
Can be removed without disrupting connected piping. iti 


TRU-BLOC® BALL VALVES 
Provide minimum flow restriction with lowest possible pressure drop. 









True-Bloc® 
No. 38AP82 


Pipe Size - Pipe Fitting 
1in 





Y in ¥% in 1% in 2 in 
Max. Max. Max. Max. Max. Max. Max. Max. Max. Max. 
Pipe Fitting Thread Socket Item Thread Socket Item | Thread Socket Item Thread Socket Item § Thread Socket Item 
r Description Connection Type Pressure Pressure No. Pressure Pressure No. Pressure Pressure No. Pressure Pressure No. |Pressure Pressure No. 
ittings 
Adapter lal Xx ooeret 290 psi 580psi 1CRD1 230 psi 4/0psi 1CRD2 210psi 430psi 1CRD3 160 psi 326 psi 1CRD4 a0, = TCHS 
ocket x _ _ _ — — _ — — _ — — _ psi psi 
Blind Flange Socket =. — — = — — — _ 480 psi 10RJ7 — _326psi_1CRJ8 — _2/0psi_1CRJ9 
Cap FNPT 290 psi — _1CRU9 230 psi — _1CRH2 | 210 psi — _1CRV1 160 psi — _1CRH3_ 140 psi — _1CRV2 
Coupling FNPT x FNPT 290 psi o80psi _1CRC5 230 psi 4/0 psi 1CRC6 | 210 psi 430psi 1CRC7 160 psi 326psi 1CRC8 | 140 psi 270 psi 1CRC9 
Socket x Socket = 980 psi _1CRB9 — 470 psi 1CRC1 = 430 psi 1C0RC2 = 326 psi 10RC3) — 2/0 psi 1CRC4 
Elbow. 45° FNPT x FNPT 290 psi — 1CRE2 230 psi — 1CRE3 210 psi — 1CRE4 160 psi — __1CRES_ 140 psi —__1CRE6 
Socket x Socket — 5980 psi 1CRD6 — 470 psi 1CRD7 — 430 psi 1CRD8 — 326 psi 1CRD9,) = — 2/0 psi 1CRE1 
Elbow. 90° FNPT x FNPT 290 psi — 1CRF3 230 psi — 1CRF4 = 210 psi — 1CRF5 160 psi — 1CRF6 | 140 psi — 1CRF7 
Socket x Socket — 980 psi 1CRE7 — 470 psi 1CRE8 — 430 psi 1CRE9 — 326 psi 1CRF1 — 2/0 psi 1CRF2 
Plug MNPT 290 psi — 1CRU6 230 psi — 1CRG9 | 210 psi — 1CRU7 160 psi — _1CRH1 | 140 psi — 1CRU8 
: CNPP PROTSCENPT 290 psi — 1CRG4 230 psi — 1CRG5 | 210 psi — 1CRG6 = — — 140 psi — 1CRG8 
ee Xx Xx — — — — _— — — — — psi — — — — 
Socket x Socket x Socket = 080 psi _1CRF8 = 470 psi 1CRF9 = 430 psi 1CRG1 — 326 psi 1€RG2, — 2/0 psi 1CRG3 
Ginion FNPT x FNPT 290 psi — 1CRP9 230 psi — 1CRR1 | 210 psi — 1CRR2 160 psi — _1CRR3 | 140 psi — 1CRR4 
Socket x Socket — 580 psi 1CRP4 — 470 psi 1CRP5 —_— 430 psi 1CRP6 _— 326 psi 1CRP7) — 2/0 psi 1CRP8 
True Union Valves 
Ball Check Valve Slip Socket 150 psi 150psi 1CRT1 150 psi 150psi 1CRT2 | 150psi 150 psi 1CRT3 — — — — — — 
Ball Valve FNPT 150 psi 150 psi  1CRT7 150 psi 150 psi 1ORT8 | 150psi 150psi 1CRT9 —= = _ — —= _— 
Overall Pipe Length 
Thread 2 3 4 5 6 
rea UW UW UW u UW 
Pipe Size Max. Item Item Item Item Item Item Pipe Size - Pipe Fitting 
(Nominal) Pressure No. No. No. No. No. No. Yq" x Yo" "x 4" Wx" | 1¥"x 1" 2"x 1" 2" x1" 
Nipples, Threaded on Both Ends Pipe Fitting Max. Item Item Item Item Item Item 
Ya" 1CRK1 — 1CRK6 | 1CRK5 | 1CRK4 — Connection Type Pressure No. No. No. No. No. No. 
ya" 1CRK7 | 1CRK8 | 1CRL3 — 1CRL1 | 10RK9 Reducing Bushing 
ik 1360 psi | 1CRL4 | 1CRL5 | 1CRL9 | 1CRL8 | 1CRL/7 | 1CRL6 FNPT x MNPT 1CRJ1 1CRJ2 1CRJ3 1CRJ4 1CRJ5 1CRJ6 
1%" 1CRN1 | 10RN2 | 1CRN6 | 1CRN5 | 1CRN4 | 1CRN3_ Slip Socket x Spigot 1360 psi — 1CRH5 1CRH6 — 1CRH8 — 
z 1CRP3 _— 1CRN7 | 1C0RN8 | 1CRN9 | 1CRP1 Spigot x Socket CRH4 — _— 1CRH7 — 1CRH9 
Pipe Size - Pipe Fitting Pipe Size 
Pipe Fitting yA" 4" 1" 1 Y," a" YY" xy," 1" 1 y" 1 yY" a" 3" 
Connection Max. Item Item Item Item Item Max. Item Item Item Item Item Item Item 
Type Pressure No. No. No. No. No. Connec. Type _ Pressure No. No. No. No. No. No. No. 
Flange True-Bloc® Ball Valves 
Socket 1360 psi | 10RR5  1CRR6 | 1CRR/7 | 1CRR8 | 1CRR9 FNPT xX FNPT 150 psi CWP | 1CRU1 1CRU2 1CRU3 — 1CRU4 1CRU5 — 
Socket x FNPT 150 psiCWP|38AP77 | 38AP78 38AP79 38AP80 |38AP81 | 38AP82 — 
Socket x Socket 150 psi CWP | 1CRT4 1CRT95 1CRT6 _ _ _ 38AP83 
EPDM Gasket 
CPVC - FNPT | CPVC - FNPT |CPVC - Socket) PVC - FNPT | PVC - FNPT | PVC - Socket | Polypropylene nour 
x FNPT X Socket X Socket x FNPT X Socket xX Socket | - FNPT x FNPT 
Pipe Required Item Item Item Item Item Item Item Disa 
Size _L Hole Size No. No. No. No. No. No. No. Mi) 
EPDM Gasket Material 
Yo" 294" 13" — 13L964 — 13L945 13L944 — 13L977 
Yo" 3" 13" 3CDN8 3CDN7 3CDN9 3CEC4 — 3CEC6 3CDH7 
Ya" 2 1%" — 13L965 — 13L947 13L946 — 13L978 
Ya" 3°%ea" 1%" 3CDP2 3CDP1 3CDP3 3CED1 3CEC8 3CED3 3CDH8 EPM Gasket 
2%" 17" — 131966 — 13L949 13L948 — 13L979 oO HAYWARD biadcions 
wv vee y ie 3CDP5 3CDP4 3CDP6 Sore Scene 3CED9 Sco No. 3CDL3 
4" . gi — — — 5 5 _ 
ya" 2%" | 3CDP8__|SCDP7___—SCDP9__| _3CEE3 3CEE1 3CEE5 3CDJ1 CPVC. PVC. and 
a SCDR2 SCDRY— —3CDR3 ScEES——3CEET SCEF2 30d 
2 32 
as soos ae Polypropylene Bulkhead 
2 AY 34" 3CDR5 4 4 “355 
7 34" 48 = 13L969 = 13L957 13L956 = 131983 Tank Fittings 
3 42a" AY," 3CDR8 3CDR/ 3CDR9 3CEG3 3CEG1 3CEG5 3CDJ4 ; , 
qr By" bY" 3CDT2 3CDT1 3CDT3 3CEG9 3CEG7 3CEH2 3CDJ5 = Max. pressure: 150 psi 
ERM Gastat Matsa. gen TS ante scar ails Nain SIHailE SHI: Use as an inlet or outlet for valves, pipes, tanks, and 
us a a — 131958 a : 31931 131930 oWYXS t 31970 totes. Each fitting consists of a body, gasket, and 
i mn P locking nut with wrench flats. Features left hand 
Ys" 2% 1% — 13L959 — 13L933 13L932 — 13L971 ' 
_ eh 3CDK2 3cOKt 3CDK3 2wyve 2WYY7 2WYZ7 3c0G8 threads to ease installation and is available in short 
” Vg" 7 e — — a i 
1 387" 17" 3CDK5 3CDK4 3CDK6 2WZA7 2WZAG 2WZA9 3CDG9 and long pattern designs. 
ay 2% — — — 13L937 13L936 — 13L973 cPvc 
yy" 22 V0" 3CDK8 3CDK7 3CDK9 2WZC5 2WZC4 2WZC9 3CDH1 
1 3 2%" — 13L961 —_ 13L939 13L938 — 13L974 = Temp. range: 40° to 190°F 
Ty 4 22 V0" 3CDL2 3CDL1 3CDL3 2WZF5 2WZD9 3CDF3 3CDH2 
a3) aes) aed ace acbrs——acbra——acore——acong— PVC 
: 4" 4" 5 4 5 4 Ano ° 
coe ee — co —— ee 
3) 42a" 9" 7 7 4 
4" 59° 59" 3CDN2 3CDN1 3CDN3 3CDG2 3CDG1 3CDG3 3CDH5 POLYPROPYLENE 
6 8" 8Vie" 3CDN5 3CDN4 3CDN6 3CDG5 3CDG4 3CDG6 3CDH6 = Temp. range: 40° to 180°F 
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PLUMBING 
Bulkhead Tank Fittings, Adapters, Couplings & Clamps 


Scan. Order. Done. 
Details on page A1. 





Polypropylene and Stainless Steel 
Bulkhead Tank Fittings 





LD) iN 
| ‘ o 
Liquid Handling Products 





=» Max. pressure: 150 psi nue feared , item i rb : _ 
. Ize Hole oIZe 0. Ize Hole olZe 0. 
= Temp. range: -20° to 150°F 316 Stainless Steel aa Polypropylene pa 
. . V4" 198" 1 27/49" " 5 e" /y" 
Use as an inlet or outlet for faucets, pipes, 3 a v.15 HMI? 
and spigots. Each fitting consists of a body, ~{%" 91%" 9%" ({MKJ3 1 2%" 2%e6" |AMKH9 
1 3" MKS TK" OM" Hy" AMKJ2 
gasket, and locking nut with wrench flats. = —Sur-MKIy | te —HMIKIa 
Can be mounted in walls, tanks, or panels. 3" 43" D270" | 4 MKJO 2" 3 1 TMKJ6 
EPDM gaskets. FNPT connections. SAR A | MKS 


CPVC and 
PVC Bulkhead 
Tank Fittings 





Connection Type 
FNPT x FNPT FNPT x Socket 






Connection Type 
FNPT x FNPT FNPT x Socket 


> 


a Ht lt : ah : aah A i tl ' ah i Hath 
i Ize nole olze 0. 0. Iz@ HO oIZe 0. 0. 
= Max. pressure: 150 psi cPVvc PVC 
= Temp. range: 0° to 73°F ve Ve 3FMz9_ — | — Yo 1%" -3"_‘(3FMY2~—3"_—«| 3FMY9 

yy 1%" — | — 3" (3FNAG 3%" = 1%" 3" 3FMY3 3" —| 3FMZ1 
Fae ene ae kT Sate SRIAL abe ghe Se See SS 

i i : a 3 4" 3" 30" 4) 32" 
drum or tank drainage and TVs" 215" 310" SFNAS 31%" | SFNAQ 115" 295" 31%" | SEMY6_3°%2" | SFMZ4 
filling. Can be used as outlets 917%’ aN set sua a Lath : a ah ale SFMZ5 
Fetrihi tian | ‘ni : Cs 8" 5 ce : 16 a 1A 
for distribution into a piping "by EZ 
system. Neoprene gasket. 6" 8" — | — 5" +|3FMz8 
~% > 

oe 5 ‘ 
LASCO’ ~ , 
Fittings, Inc. co 4 r), | . 

No. No. ' 
1WJX4 ‘i 
* GRAINGER NE 21TF15 No. Sk" Way 
APPROVED 22FP27 No. 
1wsvs “S 


Compression Couplings and Repair Couplings 


Designed for temporary repair of new or existing pipelines. Include metal friction rings, iron nuts, and Buna N rubber gaskets. 


GALVANIZED STEEL 

= Pressure rating: 125 psi 
= Max. temp.: 210°F 

= IPS slip connections 








Pipe Fitting Pipe Fitting Item Item Item Item Pipe Outside Material of Item 
Item Connection Type Material L No. No. No. No. Size Dia. Construc. No. 
Compression Couplings Gaskets 
IPS and CTS Galvanized Steel — 1RLW6 ** | 1TRLW/ *“* | 1RLW8 ** _ : 1%6' _ Styrene Butadiene Rubber) 22FP20 
Compression PVC — 1WJU4 ** | 1WJU6 ** |) 1WJU8 ** | 1WJV1 ** 1%" 2%a4 Styrene Butadiene Rubber, 22FP21 ft 
Couplin Compression CPVC — 1WJW4 ** | 1WJW7 ** | 1WJX2 * — 2 2¥s Styrene Butadiene Rubber| 22FP16 { 
ny Compression Low Lead Brass 3.04" |  — 211F18 * — = 2Vo" _3¥4" Styrene Butadiene Rubber) 22FP19 t+ 
Compression Low Lead Brass _ 3.94" — — 211TF16 * 211F17 * : "Styrene Butadiene Rubber 22FP17 ft 
Compression Low Lead Brass _ 3.98" — 211F15 =~ — — 4 oY ‘Styrene Butadiene Rubber| 22FP18 ft 
EZ Span Repair Coupling Solvent x Solvent PVC _ 1WJX4 * 1WJX6 * 1TWJX8 * 1WJY1 * 
Pipe Size - Pipe Fitting 
yo" yy" 1" 1 yy" 1 yy" 2" 3" 4" 
Pipe Fitting Pipe Fitting | Item Item Item Item Item Item Item Item Item 
Item Connection Type Material No. No. No. No. No. No. No. No. No. 
Repair Couplings 
Coupling Compression PVC — _ —_ _ TWJV3 ** | 1WJV5 ** | TWJV7 ** ) IWJV9 *“* | 1WJW2 ** 
EZ Span Repair Coupling Solvent x Solvent PVC _ _ _ _ 1WJY3 * 1WJY5 * TWJY7 * TWJY9 * 1WJZ2 * 
Repair Coupling Socket x Socket PVC 22FP32 { | 22FP29 t | 22FP27 ¢ | 22FP31 ¢ | 22FP30 ** | 22FP28 { — — — 
* Mueller brand. ¢ Lasco brand. ** GA brand. 
Single- Single- 
— Strap CC | Strap IP 
=3 Outlet, Outlet, 
bag Nitrile Nitrile 
Smith- Blain Single- Outlet Gasket Gasket 
cae Strap CC Pipe Pipe Item Item 
D bi B | d Double-Bale | Single-Strap Outlet, Size _ Size No. No. 
ounie-baie an ZFNPT Outlet, | FNPY Outlet, | Nitrite vi SLGPA | SLGP3 
a una N Gasket | Buna N Gasket asket : i] oLGP5 
Single-Strap Pipe Outlet | Item Item Item gi 1 | SLGP7 — 
Double-Bale Size Pipe Size No. No. No. 1%" | 5SLGP8 — 
FNPT Outlet Saddle Clamps  ¥ — 3ETY8 5LGL8 1%" | 5LGRO | 5LGP9 
No. 3EUA9 445" Sa" 3EUA6 SETY9 5LGL9 am — 5LGR1 
= Max. pressure: 300 psi ike 3EUA7 3ETZ1 5LGNO ya" 5LGR3 5LGR2 
“Pp - 9UU p Mi 3EUA8 3ETZ2 = "| 5LGR5 | 5LGR4 
= Max. temp.: 180°F 9" Tr 3EUA9 3ETZ3 5LGN2 8" 1%" | S5LGR7 | 5LGR6 
eee 1%" 3EUC1 3ETZ4 5LGN3 1%" 5LGR9 5LGR8 
Use to tap into and tee off of existing Th 3EUC2 3ETZ5 = om = 5LGTO 
ines: fa" 3EUC3 3ETZ6 5LGN5 5/a" 5LGT2 5LGT1 
pipes; fully entrappe d gaskets hold 3" ile 3EUC4 3ETZ/ 5LGN6 1" 5LGT4 5LGT3 
tee tightly In place in the tapped Th SEUCE SEIZE BLGN7 10" i BLGTS BLGTS 
r r 1%" 3EUC6 _— 9" 5 5LGT7 
cavity. Wide band spread prevents yi" | 3EUCT 3EUAt BLGNS 2 — | 5LGT9 
; Dire on oy wh tale a Se ae 
Single-Stra ile i with stainl teel 0 1A 9 | 9 o 
setae Out! . Ductile iron body Cy eae 4 1%" 3EUD1 3EUA4 5LGP2 12". 1%" 5LGU5 5LGU4 
utle straps. Meet ASTM-A536 and AWWA al 3EUD2 3FUA5 = 1%" 5LGU7 5LGUG 
eToEles C800; NSF61 Certified. 2%" | 3EUD3 — — Z — SLGUS 
2818 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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PVC COUPLINGS (COLD WATER) 
= Pressure rating: 160 psi at 73°F 
= For cold water only 


Y" 


CPVC (HOT WATER) 
= Max. pressure: 100 psi at 80°F 


Pipe Size - Pipe Fitting 
4" 1" 


LOW-LEAD BRASS 

= Pressure rating: 125 psi 

= Max. temp.: 210°F 

= Compression connections 


1 yy" 








Certified for use in potable water applications. 


PLUMBING 
Cements & Cleaners 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


ChristyS EZTWELD) Oatey 


Solvent Cements and Cleaners 


Application temp.: 32° to 110°F, (pipe cleaners and purple 
primers are -10° to 110°F). All meet max. VOC limits SCAQMD 
method 1168-316A or BAAQMD method 40. For a complete 
list of standards and specifications, go to Grainger.com® and 
search for individual products. 


WARNING: These cements and cleaners are extremely flammable; 
handle and use them in accordance with manufacturer's instructions. 


ROOT-BAN™ DRAIN PIPE ADHESIVE 

Bonds pipe connections with a strong, flexible, and leakproof 
seal that inhibits root intrusion. For use on HDPE, polyethylene, 
polypropylene, and styrene drain pipe up to 6” dia. Not for use 








TET 


[WELD ~ ON) 






Solvent Cement 
Can Opener 
No. 415C76 


on pressurized piping systems. 


SOLVENT CEMENT, RED HOT BLUE GLUE® 


Nos. 45RF96 to 45RF98 are a fast-setting, pipe cement for 
flexible and rigid PVC plastic pipe and fittings in potable water, 
conduit, drain duct, DWV, and sewer in both pressure or non- 
pressure applications. Suitable for use in dry, humid, or wet 


conditions. 


738™ HOT 'N FAST, NOS. 3NZW7 AND 3NZW8 
For use in wet and dry conditions when quick pressurization 


is desired. 
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724" CPVC 
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No. 29FH94 No. 6KWR9 
-709™ Material of Item 
P 70 PRIMER, NOS. GKWUA, GRWUS, AND GKWUG For Use With Type _ Size Construc. Brand No. 
Premium industrial-strength primer for use on Schedule 80 Solvent Cement Can Opener a ) 
and larger pipe sizes. Excellent in cold weather applications. Solvent Cements and Primer vans = Twist 7% Staines Steel sees Atnere 
Mfr. Item Mfr. Item Mfr. Item 
Description For Use With Type Color Model No. Model No. Model No. 
Christy's 
Pa ee Non-Pressure Exterior Landscape Drainage Systems Multipurpose Green — — 34639  45RF94) 34640  45RF95 
Solvent Cement, Red Hot __ PVC Pipe and Fittings Medium Bodied Blue _|RH.RHBV.HP36 45RF96|RH.RHBV.PT.10 45RF97| RH.RHBV.QT6 45RF98 
Oe imide Bonds PVC Materials Multipurpose Clear 34664 45RG01 sas * = as 
Ez Weld 
ABS Cement ABS Pipe and Fittings Up To 6 in — Black 21002 5E537 EZ21003 5E538 21004 3NZD7 
CPVC Cement CPVC Fittings, CPVC Pipe — Orange 20702 3NZD9 20703 3NZE1 20704 3NZE2 
Flowguard Gold™ CPVC Pipe and Fittings ae 4 — Yellow 22/02 1RG63 22/03 1RG64 22/04 3NZD8 
3 PVC Pipes and Fittings, Schedule 40 an ; _ _ _ a 
Heavy-Duty PVC Cement 80 Pipes and Fittings Up To 6 in oo Medium Bodied Gray 20603 5E529 
t PVC Pipes and Fittings, Schedule 40 an ; ; = = 
Heavy-Duty PVC Cement 80 Pipes and Fittings Up To 8 in on Medium Bodied Gray 20602 5E528 20604 3NZD5 
; ABS, CPVC, PVC, Schedule 40 an = __ = _ = 
Multipurpose Cement Pipes and Fittings Up To 6 in Amber 20803 5E533 
ABS Pipe and Fittings, CPVC Pipe and 
Multipurpose Cement Fittings, PVC Pipe and Fittings, Schedule — Amber 20802 5E532 _— _ 20804 5E534 
40 and 80 Pipes and Fittings Up To 6 in 
Pipe Cleaner Fittings Plo Ping so Fittings ipe and = Clear 21402 56523 21403 56524 21404 3NZD4 
Primer Fittings, Pipes — Clear 21102 3NZE3 21103 3NZE4 21104 3NZE5 
Primer CPVC Fittings, CPVC Pipe, PVC Fittings, PVC Pipe  — Purple 21202 5E520 21203 5E521 21204 5E522 
PVC Cement Schedule 40 PVC Pipe and Fittings Up To 4 in _ Clear 20502 5E525 — _— 20504 DE527 
PVC Wet/Dry Cement i ae ee = Blue 99902  5E530/ 22203 5E531| 22904  3NZD6 
tate Wet/Dry Cement Schedule 40 PVC Pipe and Fittings Up To 4 in — Clear — —_ 20503 9E526 — _— 
atey | 7 | 
Pipe Cleaner Fittings PYG Ping so Fittings pera ABS, CPVC, PVC Clear 30782  29FH96 30795 29F02, = — = 
Pipe Cleaner CPVC Fittings, CPVC Pipe, PVC Fittings, PVC Pipe PVC and CPVC Clear — — — — 30774 41GP14 
Primer Fitings PVG Pipe wr Fittings ipe and CPVC, PVC Purple = = 30757  - 29FJ01 - — 
Primer CPVC Fittings, CPVC Pipe, PVC Fittings, PVC Pipe =PVC and CPVC Clear = _ = _— 30753 41GP11 
Primer CPVC Fittings, CPVC Pipe, PVC Fittings, PVC Pipe = PVC and CPVC Purple — — 30770 41GP12 30771 41GP13 
Primer CPVC Pipe and Fittings, PVC Pipe and Fittings CPVC, PVC Purple 30756 29FH95 — —_ — _ 
Solvent Cement ape pilings, Ae ne ue 5 ; ape teen podied Black 30889 29FH94 30892 49K211 = _— 
ipe and Fittings, ipe an , Medium __ _ __ _ 
Solvent Cement Fittings, PVC Pipe and tings Bodied, PVC Clear 30834 49K209 
ABS Pipe and Fittings, ipe an ; , Medium “Lay. _ _ __ = 
Solvent Cement Fittings, PVC Pipe and Fittings Bodied, PVC Milky-Clear 30821 29FH91 
Solvent Cement CPVC Fittings, CPVC Pipe CPVC, Extra Heavy Bodied, Hot —_ Orange = — 32167 20CM26 — — 
Solvent Cement CPVC Fittings, CPVC Pipe CPVC, Medium Bodied Orange 31129 29FH93 31130 49K213 31131 41GP21 
Solvent Cement CPVC Fittings, CPVC Pipe CPVC, Low VOC, Medium Bodied Yellow 31911 29FH92 31912 20CM23 — _ 
Solvent Cement PVC Pipe and Fittings Hot, Medium Bodied, PVC Blue 32161 20CM24 32162 20CM25 = —_ 
Solvent Cement PVC Pipe and Fittings Medium Bodied, PVC Blue 30891 29FH90 30893 49K212 — _— 
Solvent Cement PVC Pipe and Fittings Heavy Bodied, PVC Clear 30863 29FH97 30876 29FJ04 — _— 
Solvent Cement PVC Pipe and Fittings Medium Bodied, PVC Clear 31018 29FH89 31019 29FH99 — —_ 
Solvent Cement PVC Pipe and Fittings Medium Bodied All-Weather, PVC Clear — _ 31132 29FJ03 = _ 
Solvent Cement PVC Pipe and Fittings PVC, Regular Bodied Clear 31013 29FH88 31014 29FH98 — _ 
porven Cement PVC Pipe and Fittings Heavy Bodied, PVC Gray 31094 41GP15 — _ — _ 
Weld-On 
700™ PVC PVC Pipe Regular Bodied Clear 13970 6KWR3 13969 6KWR4 13968 6KWR5 
705™ PVC PVC Pipe Medium Bodied Clear 13973 6KWT8 13972 6KWT9 13971 6KWUO 
711™ PVC PVC Pipe Heavy Bodied Gray 13976 6KWU1 13975 6KWU2 13974 6KWU3 
714™ CPVC CPVC Pipe CPVC Orange 13979 6KWT5 13978 6KWT6 13977 6KWT7 
724" CPVC EL A reales Pipes cPVC Gray = = 14184 29JA200 — = 
738™ Hot 'N Fast PVC Pipe and Fittings PVC Blue 13987 3NZW7 13986 3NZW8 _— — 
790™ Multipurpose Cement PVC Pipe Multi Purpose Clear 13990 6KWR6 13989 6KWR7/ 13988 6KWR8 
P-64™ Primer/Conditioner _ CPVC Pipe, PVC Pipe PVC and CPVC Purple 13999 6KWX1 13998 6KWX2 13997 6KWX3 
P-68™ Primer CPVC Pipe, PVC Pipe PVC and CPVC Purple 13993 6KWR9Y 13992 6KWTO 13991 6KWT1 
P-70™ Primer CPVC Pipe, PVC Pipe PVC and CPVC Purple 13996 6KWU4 13999 6KWU5 13994 6KWU6 
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PLUMBING 
Sealants, Pipe Dope & Thread Sealant Tape 


Scan. Order. Done. 
Details on page A1. 





anTISEIZE gas, refrigerants, ammonia, fuel oils, and _— water, all common refrigerants, 
hydraulic oil. Max. pressure: 10,000 psi natural gas, propane, and gasoline. 
ee fxs No. (liquid); 2600 psi (gas). Max. pressure: 10,000 psi (liquid); 
PE ncuvens — eGAnOre" 405 Oatey —**22) TFE™ Pipe Thread Sealant w/PTFE— 700 PS! (gas). 


Meets FDA requirements. NSF registered 
and UL Classified for fire protection sprin- 
kler systems. Max. pressure: 10,000 psi 
(liquid); 2000 psi (gas). 


TUF-SET™ Pipe Thread Sealant—Sets 
firm; resists vibration, shock, and thermal 
expansion; allows disassembly. Nontoxic 


AST-PUT™ Plumber's Putty— 
Mold and mildew resistant. Meets 
Fed. Spec. TT-P-1536A. 


Pro Dope® Thread Sealant—fFor 
use with air, brine, diluted acids, 

gas, hydronic heating, natural gas, 
steam, and sprinkler systems. Max 


Sealant, Pipe Dope, 
and Plumber’s Putty 


Note: POLY-TEMP® and SLICKON® are registered 
trademarks of Anti-Seize Technology. 

Gasket Sealant—Forms a flexible seal which 
will not harden, crack, crumble, or shrink. 





Pipe Thread Sealant 
(Hercules)—Won't harden or 
separate. Nonflammable and 





requires no cure time. Max pres- 


and corrosion-resistant. Use with potable 





pressure: 250 psi (liquid). 





. Item 
Leak Detector—For use on pressurized sure: 12,000 psi (liquid). Description Size Brand No. 
plumbing and gas lines. Pipe Thread Sealant = 
SLICKON® GTS GOLD™ _ppn™ le Di 8 0z., Brush Top Can Anti-Seize Technology 4UJ94 
AST-PPD™" Plumber's Pipe Dope 4697" Brush Top Can Anti-Seize Technology  4UJ95 
Megaloc® Thread Sealant—will not harden, Sealant w/PTFE—Nontoxic, Seah : 4 oz. Brush Top Tan Hercules ay o0CM11 
crack or become brittle; requires no cure noncuring, solvent-free paste ipe Thread Sealant 8 , Bush Top Can oo Hercules | ZUCMT2 
: a eee ; : ; oz., lube nti-Seize Technology 
time. Max. pressure: 12,000 psi (liquid). is suitable for use with potable —stickoN® GTS GOLD" w/PTFE — 8 0z., Brush Top Can _Anti-Seize Technology — 2TE5O 
Nontoxic, no lead or silicone. Use with all SOF-SET™ Pipe Sealant—Use 16 02, Brush Top Can Anti-Seize Technology 4UK04 
metal pipe and valves. Max. pressure: 1000 on metal, PYC, and ABS pipe for FE" Poe head gor. Brith op Can An Sze Tomolog)— N22 
psi (gas); 2000 psi (liquid). water. steam. LP and natural 16 oz., Brush Top Can Anti-Seize Technology _4UJ90 
: ; 3 0z., Tube Anti-Seize Technology _2KFZ6 
Item TUF-SET™ Pipe Thread Sealant 8 oz., Brush Top Can Anti-Seize Technology 2KFZ/ 
Gaskets Description Size Brand No. pimabersP 16 oz., Brush Top Can Anti-Seize Technology 2KFZ8 
asket Sealant umbers Putty 
All Purpose Hercules 20CM10 AST-PUT™ Plumber's Putty Anti-Seize Technology 4UJ96 
All Purpose, High Performance 4 0z., Brush Top Can Hercules 20CM13 TTP-1536A Plumbers Putty 14 0z., Tub Oatey A9K215 
Leak Detector Pro Dope® Thread Sealant 
eo Blue 32 0z., Spray Bottle Hercules 41GP16 9, Gal. Pall petcules aa 
egaioc read Sealant ., Fadl e€rcules 
saMepuaiace Geant 8 oz., Brush Top Can Hercules 20cM14 Pro Dope® Thread Sealant 8 oz., Brush Top Can Hercules 20CMO6 
p 16 0z., Brush Top Can Hercules 200M15 16 0z., Brush Top Can Hercules 20CM07 
+ E 
Pipe Thread aur SE Gas Liquid 
Pressure Pressure Item 
Sealant Tapes FR Material , eY L_ Range (psi)Range (psi) Color _Density No. 
-400° to 550° 
° 5 Copper Filled ,,u j ; : 
and Valve no, Penoroe¥ fy: mith PTE ¥s' 600" 0-300 0-10,000 Copper 1.2 to 1.5sq 2TE42 
7 i eramic Filled 4.0 eqn 
Stem Packing 3AB55 auth PTFE Ys" 600" 0-300 0-10,000 Cream 1.2to1.5sg 2TE46 
ieee POLY-TEMP® Thread Sealant Tape— opper Filled 3/6 gqq: 9. : 
For a complete list of standards and specifications, P ; with TRE. Oe OD AD DUO Oppel tee ty ieasg. eles 
; “ ee No. 2TES2 is for use in sealing and preventing Ceramic Filled ,,. c. 
De MSE ECON ane sea cao eine seizing in stainless steel and stainless steel Ta aa i a aC EEA ol 
pec alloy pipe threads —— i ° 560" mirc 10,000 Yellow 1.2 to 1.5sq 4UK05 
. ae . 2" “__0- -10, ellow to 1.5sg 
Low-Density Thread Sealant Tape—Virgin PTFE, POLY-TEMP® VSP Valve Stem Packing— PTFE —%" 520" 0-2250 _0-10,000 Yellow 1.2 to 1.5sg 4UKO6 
compatible with most pipe materials, and forms a inert Fy ee ar nae everett — cr aii 0-2250 0-10,000 Yellow 1.2 to 1.5sq 4UK07 
permanent seal for the life of the connection. ee ee eee Note A , 
ae vibration and severe corrosion. Can conform Yo" 260" 0-300 0-10,000 Nickel 1.2to1.5sg 2TE52 
POLY-TEMP® Antiseize Thread : with PTFE 
to worn stuffing boxes and valve stems. Max. V5" 260" 0-2000 _0-10,000 Pink 1.2to15sg 2TE53 
Seal Tape—Eases assembly/ ressure: 500 psi Ys" 260" 0-2000 _0-10,000 White 0.7to0.8sq 4X227 
disassembly of threaded fasten- P ae ae ae Tob ata nite ig to nase a 
' Gas Liquid “s = _0- -10, ite 0.7 to 0.8sg 
ers, connections, and helps prevent . Pressure Pressure Item etre 2920" 0-2000 0-10,000 White 0.910 1.1sq 3PDL1 
seizing and galling. Nos. 2TE4G ard gigs feari sad salalHa any ans tr v4" 800" 0-20000-10:000-White 0:7 to 0.8suBX584 
2TE47 are non-toxic and for use in "-400° to 550°F %° 520" 0-2000 _0-10,000 White 0.9to 1.1sg 3PDL3 
icati % 260" 0-300 _0-10,000 White 0.35 to 0.5sg 3PDL5 Ys" 520" 0-2000 _0-10,000 White 1.2t01.5sg 3PDL4 
food handling applications. prre 520" 0-300 __0-10,000 White 0.35 to 0.5sg 3AB55 1" 520" 0-2000 _0-10,000 White 1.2 to 1.5sq 34D502 
POLY-TEMP® Gas Line Sealant Ys" 520" 0-300 _0-10,000 White 0.35 to 0.5sq 3AB56 Body Item 
—_ : 1" 520" 0-100 —_0-10,000 White 0.35 to 0.5sg 34D503 Material Size Temp. Range No. 
Tape—txira-dense thread sealant — spory-tempe Antiseize Thread Seal Tape POLY-TEMP® VSP Valve Stem Packing 
for use on most metal or plastic -450° to 550°F PTFE 32 x 20 ft. -400° to 500°F 4X773 
pipe connections Nickel Filled 1%" 600" 0-300 _0-10,000 Nickel 1.2to1.5sq 2TE44 PTFE 32 x 120" -400° to 500°F 5X585 
with PTFE %" 600" 0-300 _0-10,000 Nickel 1.2to 1.5sq 2TE45 PTFE Ae x 84" -400° to 500°F 5X720 
* GRAINGER = PTFE material Joint Sealant Tape—General purpose economy 
APPROVED For a complete list of standards and specifications, go to grade sealant. 
_ . e petes 
J Gas Liquid general purpose, economy grade sealant tape. Nos. 211F32, 
Thread Sealant Pressure Pressure tem — 21TF40, and 21TF41 are for use with stainless steel threads. 
J 
d V St Pe § L Range (psi) Range (psi) Color Density No. aah 
an a ve em oint Sealant Tape as iqui 
-450° to 600°F Pressure _‘ Pressure Item 
Packing Tapes 400°to600°F ee Ny esd Os00 White 0.38 to 048g ZAIN 

- = = | : : 

Ys 600" _0-3000 0-3000 White — 21TF47 =v 520" 0-2000_—0-10,000 White —O0.9to1.1sg 21TF26 
es. “ % 180" —_0-3000 0-3000 White — 211F49 520° 0-2000  0-10,000 White  0.7to0.8sg 21TF30 
es Ys 180" —_0-3000 0-3000 White — 21TF50 520° 0-2250  0-10,000 White  1.2to15sq 21TF36 

| Tread Seatant Tape a et 0 pee 0-10,000 White 1.2101.5sg 21TF37 

-400° to 550° -400° to 1800° 

Ys" 520" ‘0-100 0-10,000 White 0.7to0.8sg 21TF28 %" 600"  0-2250 0-2250 Copper 0.9to1.isg 21TF38 

260° 0-300 0-10,000 White 0.35to0.5sg 211F19 -400° to 2400°F 
260° 0-300 0-300 Yellow 1.2to1.5sg 21TF22  % 600°  0-2250 0-2250 Yellow 1.2to1.5sqg 21TF42 

260°  0-2000  0-10,000 Gray  O0.9to1.1sg 21TF32 -400° to 2600°F 
No. 21TF50 J 260°  0-2000  0-10,000 White 0.7to08sg 21TF27  % 600"  0-2250 0-2250 Nickel  O0.9to11sg 21TF40 
TTY Ys" 260" 0-2250 ~—-0-10,000 White 1.2to15sg 21TF34 % 600°  0-2250 0-2250 Nickel O.9totl.isg 21TF41 

ain 920" 0-300 0-10,000 White 0.35t00.5sg 21TF20 Valve Packing Tape 

520° 0-2000  0-10,000 White  O0.9to1..1sg 21TF25  -400° to 500°F 
No. 21TF20 520° 0-2000  0-10,000 White  0.7to0.8sg 21TF29  %2" 240° 0-500 0-2250 White — 211F44 
520°  0-2000  0-10,000 Yellow 1.2to1.5sg 211TF23 %2" 120° 0-500 0-2250 White — 21TF45 
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GRAINGER CHOICE” PLUMBING 





Find the wf. Find Solutions. Find Great Prices. Flexible Fittings & Pipe Repair Products 
WX PP=WGRAINGER 
Feérrico APPROVED 


Flexible Fittings 


= Max. pressure: 4.3 psi PVC couplings flex to fit for easy hookup; resist corrosion, rot, 

= Max. temp.: 140°F and degradation from sunlight and chemicals. To quickly install 
No Hub couplings, use cordless No Hub Coupling Drill Driver 
No. 5HXN2, sold on page 684. 





Pipe Size- __ Fitting Mfr. Item 
Description Pipe Fitting Length Brand Model No. 
Corrugated Pipe Couplings oa 4" Fernco 1070-33 22J89 
4'x 4" 4" Fernco 1070-44 22590 
6"x 6" 6" Fernco 1070-66 3HDD2 ™ 
Pow- R" Pipe 

Drain and Trap Connectors 1%" 24" Fernco TC-150 2Z2U14 — 
SR xT 2H"—Femco vre-is0___- 2202 | Repair Products sae ana 





= Nos. 2KUT3 to 2KUT5 are EPA-approved 
for use on drinking water lines 
= Gray color 


Hand-workable epoxy cures as hard as steel to create permanent, 
industrial-strength repairs. Simply apply putty, soak wrap, wrap 
pipe, and tighten for about 15 min. Holds tight, even under water. 
Kits include gloves and instructions. For use on fluid-bearing pipes 


made from copper, plastics, PVC, rubber, fiberglass, galvanized, 


2" x 1M 2 YA" Fernco DTC-215 2ZU13 


Flexible P- Traps 


Flexible Wye Tap Saddles = 


1%" 93%" — Fernco FT-150 2ZU11 


12 Fernco TSW-4 3HDFS 








_ ; Full Line Performance Item 
No Hub Couplings 1 2h GA DXNH156-150 22079 Pow-R Wray" Pipe Repair Settm Cure Pressure Temp. Range _ No. 
5 a ae Wa qa For Pipe Upto1'Dia. 2"x4 ft. 30min. 600psi Up to425°F 2KUT3 
7 sV4! CA ORT eed 9799 For Pipe 1% to 3' Dia. 3'xi1ft. 30min. 600psi Upto425°F 2KUT4 
At : 06- For Pipe 3 to 6" Dia. A"x 21 ft. 30min. 600 psi Upto425°F 2KUTS 
a1 6" S GA DXNH156-66 3HDC2 Pow-R Pack® Universal Plumbing, Pipe and Hose Repatr Kit 
Plastic Socket Couplings Plastic 24% 4" Xx 21932" 32%" Fernco 1059-22 3HDC4 “nig 2X4 ft. Wrap, ee j 
Socket to Plastic Pipe 3x3" q* Fernco 1059-33 3HDC5 eee ern oe a ee 
4" Fernco 1059-44 3HDC6 
OD dee 
Plastic Socket Couplings Plastic a x ie 4" Fernco _ 1060-150 3HDC7 TTilla Nhe fe vyeyd se 
Socket to Plastic Socket 4" Fernco 1060-22 3HDC8 rg N 
3 4" Fernco 1060-33 3HDC9_— | AEE ores 
a 


a 4" Fernco 1060-44 SHDD1 : = TM 

eae | porn 
Be : ernco = + 

“pr by Femnco 3001-22 22188 Fiberglass 
ZX a 2v"  Fernco 3001-215 SHDE2 


xe 2V"Fernco 3001-33 SHDE3 Repair Wrap 


ax q" 2V"  Fernco 3001-44 3HDES , 
Proflex™ Shielded Couplings for 1¥2" 278 Fernco 3000-150 22J83 = For indoor or outdoor use MANDENS 


Proflex™ Shielded Couplings for Cast 
lron, Plastic, or Steel to Copper 














Cast Iron to Plastic or Steel el 2V5" Fernco 3000-22 27)84 . . neste a oe 
2x 1Vi 2¥%e"Fernco 3000-215 HDD4 | High-strength fibers and an gi De igi 
‘ oe —_remco __3000-33__ 22485 __| innovative resin for quick and Peete 
4" 2% Fernco 3000-44 22586 Wi Sav waar 
a ms rerno uns liane easy repairs. Just activate the a peeselt 
16" ernco - ‘[ % : 
Qwik Caps TH TV’ Fernco OC-101 27ui5 | Material in water, then wrap it . 
2 ve Fereo sen ala tightly around the broken object. Repair Wrap 
8" ernco - 
‘ oc OC-104 5718 Nos. 36VT52 to 36VT54 and 429J31 help seal 
5 2 Femnco 06-105 SHDAG water leaks in hoses or small pipes. Heat Wrap 
: : ernco - i ; : 
Owik Ells = 90° WA 4964" —Fernco OL-450 97,197 No. 36VT55 can repair leaks in hot water pipes. 
2" 3 —__Fernco _ OL-200 27598 Repair Wrap No. 429J31 and Pipe Repair Kit 
3 (ys Fernco__QL-300 22J99 | No. 445L01 can cure as strong as steel in just 
+ 9°%a"  Fernco = QL-400 2ZU10 5 min. For a list of the accessories included 
Qwik Tees - 90° Wa oe Femnco gi 50 27193 with each kit, go to Grainger.com® and search No. 36VT55 
64" ernco - . 
7 70" —Fernco AT-300 57,195 for the Item number. 
j It 
+ 13%" Fernco QT-400 2ZJ96 Description Size Full Cure ae Tani Rae Color No. 
Reducing Flexible Couplings for Cast [ron, TY" x 1" 32" Fernco 1056-150/125  4P004 1" x 40" ae _ -30° to 300°F Black 36VT52 
Plastic, Copper, Steel, or Lead to Cast 2X14 32" Fernco 1056-215 4P006 10 to 15 60 psi 
lron, Plastic, Copper, Steel, or Lead 3 X12 4" pernico Teele sues fie 2" x 50" minutes -30° to 300°F Black 36VT53 
Xe ernco : rap "x50" thr  200psi -30°to 300°F Black 420J31 
ax 12" 4" Fernco 1056-415 B3HCY7 
a x2" a" ——Fernco 1056-42 3HCY8 axeo (UNIS _ -30°to300°F Black + 36VT54 
aX, 4——remco _ 1006-43 A010 Heat Wiap PTO RS —Up ts BBO Sienna Brown 3OVTSS 
5x 3" 4" Fernco. 1056-63 3HCZ1 Be P 
Bry 4" q" Fernco 1056-54 3HCZ2 Res sir Kit Clear 445101 
5x 5" 4" Fernco 1056-55 3HCZ3 P 
6"x 2" 6" Fernco 1056-62 3HCZ4 
6" x 3" 6" Fernco 1056-63 3HCZ5 
6" x 4" 6" Fernco 1056-64 3HCZ6 
fone 
"xX 6 : ernco leis 
ioe" 6" Fernco—1086-10-8— SHDAS FIND MORE ONLINE 
Straight Flexible Couplings for Cast Iron, Ya" xX Ys" 298° Fernco 1056-075 22391 — : 9 
Plastic Copper Steel o Lead t Cast eal 278 Fernco 1056-100 2282 Can’t find it here? 
ron, Plastic, Copper, Steel, or Lea 4° xX 14%" a ernco 96- . ® 
Ws - i: v5" ay Fernco 1086-150 4PO05 Go 7 ieennepe today to see 
x 2___Fernco 26- 4 r full selection ver 1.7 million 
3 C8: 4" Fernco 1056-33 4P009 OUTIL Serecrlon.Ore 2 ° 
4 cm : Femco ee lal products and the services and 
oxo. i ernco 06- . . 
Bry 8" G" Fernco” 1056-88 3HDA? solutions to help you get it done! 
1 <0" 6" Fernco 1056-1010 SHDA4 
2" x 12" 6%  Fernco 1056-1212  3HDAG 
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PLUMBING 
Pneumatic Test Plugs 


Scan. Order. Done. 
Details on page A1. 








TEST«TITE. 


Pneumatic Test Plugs 


Note: Always block plugs when conducting air tests. Consult manufacturers’ safety instructions 
before installing product. 


Cherne® Big Mouth® Flow-Through Plugs—Feature an interchangeable 
bypass flange that allows the same plug to be used for different applications. 
Removable tire valve allows for easy replacement. 


Cherne® Muni Ball Plug, No. 53MH31—Has a full bypass so that you can 
both test and monitor your piping system. Ideal for use in the installation and 
repair of commercial or residential piping applications, including sanitary and 
storm sewer pipe systems. 


Cherne® Test Ball Plug, No. 53MH28—Model features Rupture Disc design 
that helps prevent over inflation of the pneumatic plug. For pressure testing and 
blocking of residential drain, waste, and vent (DWV) systems during installation 
and repair of municipal infrastructure including storm and sanitary sewer piping 
systems. 


Required 
Nom. Max. Back Inflation Item 
Size Min. Dia. Max. Dia. Pressure* Pressure No. 


Cherne® Single- and Multi-Size Test Ball® Plugs, Natural Rubber 
with 12" Removable Zinc-Plated Steel Chain and Over-Sized Ring 

















%4 to 1%" 075° 1.31" 40 ft. of Head 45 psi 2HCD7 
WMto1y" 1.11" 1.75" 30 ft.of Head 40 psi 1VNE8 
1% to 2" 1.25" 2.10" 40 ft.of Head 40 psi 5NRV6 
Z 1.90" 2.25" 30ft.ofHead 40 psi 1VNE9 
2 to 3" 1.90" 3.10" 40ft.of Head 35 psi 5NRV7 
2V" 2.34" 2.75' 30ft.ofHead 35 psi 3NVY8 
3" 211 3.25" 30ft.of Head 35 psi 1VNE7 
3 to 4" 2.80" 4.10" 40ft.ofHead 40 psi 5NRV8 
4" 3.41" 4.25" 30ft.ofHead 30 psi 1VNF1 
a 4.60" 5.25° 30ft.of Head 30 psi 1VNF2 
6 to 8" O20 8.25" 40ft.of Head 35 psi 5NRT9 
6" 5.44" 6.25" 30ft.ofHead 30 psi 1VNF3 
8 to 12" 7.00" 12.25" 25ft.ofHead 20 psi 5NRT8 
8" 7.00" 8.25" 40ft.of Head 17 psi 3NVY9 
10" 9.00" 10.25" 40ft.of Head 25 psi 3NVZ1 
12 10.50" 12.25" 40ft.of Head 25 psi 3NVZ2 
Cherne® MS2® Long Test-Ball® Plugs, Natural Rubber with Nylon Strap and Handle, 
and Integrated Relief Valve for Waste Stack Testing 
==» 2103" 175" 3.25" 30 ft.ofHead 40 psi  2HCEA 
3 to 4" 210° 4.25" 30ft.of Head 40 psi 2HCE5 
4 to 6" 3.00" 6.25" 30ft.ofHead 30 psi 3NVY4 
Test-Tite® Test Plug, Rubber, for DWV Plumbing Systems and Seal for Pipe 
1%" 1.49" 1.50" 13 psi 45 psi 442X98 
2. 2.05" 2" 13 psi 40 psi  442X99 
3" 3.07" 3. 13 psi 35 psi 442Y01 
4" 4.00" 4" 13 psi 30 psi 44202 
Test-Tite® Multi-Size Test Plugs, Rubber, for DWV Systems 
To Seal Round And Out Of Round Pipe 
att 1% to 2" 1.18" 2.25' 30ft.ofHead 40 psi 3EJK7 
oe 3 to 4" 2.63" 4.25" 30ft.ofHead 35 psi 3EJK8 
Vs y A 4 to 6" 3.41" 6.25" 30ft.ofHead 30 psi 3EJK9 
4 to 8" 3.70" 8.25" 30ft.of Head 30 psi 3EJL1 
8 to 12" 7.09" 12.25" 40ft.of Head 30 psi 3EJL2 
a 10 to 16’ 8.92" 16.25" 40ft.ofHead 30 psi 3EJL3 
vw a 
od ( 
4 y A 12 to 24" 11:95" 24.25" 12ft.of Head 21 psi 3EJL4 
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Required 
Inflation Item 
Pressure No. 


Nom. Max. Back 

Size Min. Dia. Max. Dia. Pressure* 
Cherne® Big-Mouth® Flow-Through Plugs, Rubber and Aluminum, 
Equipped with Removable %2" Eye Bolt, for Gravity Bypassing or Bypass Pumping 








8 to 10" Lao 10.25" 25ft.ofHead 35psi SNRW2 

e 12 to 15" 10.62" 15.25" 25ft.ofHead 30psi 5SNRW3 
Cherne® Single- and Multi-Size Muni-Ball® Plugs, Natural Rubber, 

for Blocking Sewer Flow or Conducting Sewer Air Tests 

1%," 1.49" 1.88" 50 ft.ofHead 40 psi 2HCD3 

2 1.88" 2.25' O50 ft.ofHead 40 psi 2HCD4 

Cc 4" B20 4.25" 50ft.ofHead 40psi 1VNH2 

ae 6" 4.50" 6.25" 30ft.ofHead  35psi 2HCD5 

@s 8 7.00" 8.25" 30 ft.ofHead 35 psi 2HCD6 

10" 9.00" 10.25" 30ft.ofHead 35 psi 3NVZ4 

12° 10.50" 12.25" 30ft.ofHead 35 psi 3NVZ5 

15 to 16" 14.00" 16.25" 30ft.ofHead 35 psi 3NVZ6 

18" iy 50° 19.5" 30ft.ofHead 25 psi 3NVZ7 

21" 18.85" 21.38" 30 ft.ofHead 25 psi 3NVZ8 

24 to 48" =. 20.50" 50" 23 ft.ofHead 22psi SNRWO 


Cherne® Ball Plug, Natural Rubber, for Block Water Flow or Back Plug for Sewer Air Testing 











43Y%6q" 3.97" 6 AO ft. of Head — 53MH31 
Cherne® Test Ball Plug, Zinc Plated Chain, Rubber, for Block 
Water Flow or Back Plug for Sewer Air Testing 
43Y%6q" 3.97" 6" AO ft. of Head — 53MH28 

Cherne® Clean-Seal® Plugs, Natural Rubber Body with High-Impact ABS Threads, 

for Stack Testing of DWV Plumbing Systems 

1%" — 30 ft. of Head = 30 psi 3NVZ3 
2" — 30 ft. of Head §= 35 psi 2HCE1 
3 — 30 ft. of Head = 35 psi 2HCE2 
4" — 30 ft. of Head §= 35 psi 2HCE3 
Item 
Description No. 

Cherne® Accessories 

3-ft. Air Test Ext. Hose, 6° ID 3NVY5 
5-ft. Air Test Ext. Hose, “6 ID 1VNH4 
10-ft. Air Test Ext. Hose, 346" ID 3NVY6 
20-ft. Air Test Ext. Hose, “6° ID 3NVY7 
6-ft. Remo Pole 5NRV1 

Air Loc Fan o3MH29 
Air-Loc Hi-Flow Vacuum Generator 600 53MH30 
Air-Loc Male NPT Plug Kit 53MH32 
Air Max Pro Test Pump, Large Barrel oNRUI 
Air Max Test Pump 1VNH3 
Jet-Ball Cleaning Ball, Eye Bolts At Each End, 10L o3MH40 
Jet-Ball Cleaning Ball, Eye Bolts At Each End, 6L o3MH39 
Remo Pole sorte Ya" x MNPT) oONRV2 
Rupture Disc for TB/AL Plugs o3MH38 
Test Ball Plug 52RW16 
Test Gauge 0-100 psi Press. Range 2HCE8 
Test Gauge 0-15 psi Press. Range 2HCE9 
Test Gauge 0-30 psi Press. Range 2HCE6 
Test Gauge 0-60 psi Press. Range 2HCE7 
Test Pad Replacement 53MH44 
Test Pump 53MH35 
Vacuum Test Gauge 53MH42 


* For max. back air pressure, divide max. ft. of head by 2.31. 


SMALL PART, BIG PROBLEM 


Your job just got easier. Whether it’s routine 


> 


maintenance or an emergency repair, our > 


repair parts center has the parts you need to 
get back on the job. 


> Get started today at grainger.com/repairparts 
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GRAINGER CHOICE ° PLUMBING 
Find the ww. Find Solutions. Find Great Prices. Mechanical Test Plugs & Expansion Plugs 


Nom. Max. Back Item 
Size Min. Dia. Max. Dia. Pressure* No. 
Cherne® Original Gripper® Plugs: Inside-of-Pipe, Glass Reinforced ABS Plastic 
with Natural Rubber O-Ring 





Mechanical Test Plugs 














4 3.80" 4.06" 40ft.ofHead 1VNF8 
Note: Always block plugs when conducting air tests. IPS CORPORATION (ie 
6" 5:11 6.08" 40 ft. of Head 1VNF9 
Nom. Max. Back Item 
Size Min. Dia. Max. Dia. Pressure* No. 
Cherne® Econ-0-Grip® Plugs, Galvanized Steel w 8" 7.70" 8.03" 40 ft.of Head 2HCD9 
Fa : : 
e ae vee 2 it a eae Wee Cherne® Hub-Fit Gripper® Plugs, Glass Reinforced ABS Plastic with Natural Rubber O-Ring 
) 3" 2.86" 3.25°  5ftofHead  1VNGG 2" 2.20" 2.45" __ 30 ft. of Head _ 3NVX4 
4 3 78" 4.50" 5 ft of Head 1VNG7 o 3.44" 3.53" 30 ft. of Head = 3NVX5 
- 3 4.62" 9.30" 2ft.of Head _1VNG8 4" 4.41" 4.53" 30 ft. of Head = 3NVX6 
6" 5.62" 6.40" 2ft.ofHead  1VNG9 
Cherne®, Petro Econ-0-Grip®, Stainless Steel and Chemical-Resistant Nitrile Rubber Cherne® Clean-Out Gripper® Plugs (with American Threads), Glass Reinforced ABS Plastic 
114" 1.44" 1.65" 5 ft.ofHead  3NVX7 with Natural Rubber O-Ring 
5" 1.96" 995" 5 ft. of Head 3NVX8 2 2.16" 2.20" 40 ft. of Head 3NVX2 
| ch 2.86" 3.25" 5 ft. of Head  3NVX9 3 3.23" 8.75" 40 ft.of Head 1VNG2 
t 4" 3 78" 430" 5 ft. of Head 3NVY1 32" 310 4.25" 40 ft.of Head 3NVX3 
5" 4.62" 5.30" 9 ft. of Head 3NVY2 4" 4.22" 4.60" 40 ft.of Head 1VNG3 
6" 5 62" 6.30" 9 ft. of Head 3NVY3 Cherne® Monitor-Well Locking Plugs, Chemical and Petroleum-Resistant Estaloc™ Plastic 
Cherne® Sure-Grip Plugs, Polypropylene with Nitrile O-Ring, to Seal all Schedule 40 Pipet 
ih 1.89 2.09" 50ft. of Head 3NVUS a uel ME al 
3" 2.89" 3.09°  30ft.ofHead  3NVUG6 - ae oa 2 iN at ber TS 
4" 3.87" 4.09  30ft ofHead  3NVU7 : ae 5a ee aT 
Cherne® Kwik 'N Sure® Plugs, Natural Rubber 7 76" 8 03" 15 ft. of Head 5NRW7 
0.39" 0.38" AS" 428 ft. of Head 5SNRVO 1 


Cherne® T-Handle Aluminum SiGe Plugs (Nonbypass), 











yp" 0.50" 0.56" 415 ft. of Head 2HCF4 : ; F Di 
vs 0.72 087 115 ft of Head 2HCF3 Heavy-Duty Aluminum with Neoprene 0 An say" wie AWA 
1 0.86 1.02 92 ft. of Head 2HCF' 10" 9.80" 10.30" 40 ft.ofHead 3NWA8 
14%" 1.24" 143° 258 ft. of Head 2HCF5 
1¥," 1.43" 1.53" 203 ft. of Head 2HCF2 12° 11.40" 12.30" 30 ft. of Head 3NWAS 
2" imey 2.06" 258 ft. of Head 2HCF6 
2M" 2.30! 2.78' «166 ft. of Head 2HCF7 Cherne® T-Handle Gripper® Plugs (With Baath: Heavy-Duty Aluminum with Neoprene O-Ring 
a 2.43" 3:20" 65 ft. of Head 3NVU8 6" 6.30" AO ft. of Head  3NWC1 
4" 32 4.50" 55 ft. of Head 3NVU9 : 3" at 8 30" AO ft. of Head  3NWC2 
a 4.80" 9.19" 18 ft. of Head 3NVX1 10" 9.80" 10.30" 40 ft. of Head 3NWC3 
Test-Tite® T-Cones Test Plugs, Plastic 12" 11.70" 12.3" 30 ft. of Head 5SNRW8 
V2 1.48" 165° _— SO ft. of Head __ SEWN ., 15" 14.80" 15.3" 30 ft.ofHead S5NRW9 
e3 2 1.90" 2.17 50 ft. of Head 3EJN2 18" 17.70" 13.3" 20 ft. of Head 5NRXO 
3" 2.80" 3.1 0” O0 ft. of Head _ 3EJN3 Cherne® Mechanical Expansion Plug, for Water or Air Testing or Blocking, Mechanical 
6" 5ST 6.08" 30 ft. of Head 3EJND5 ‘ T 
3 2.94 3 75 ft of Head 53MH37 
8" Lao: 8.03" 30 ft. of Head 3EJN6 if 4" 3 97" rm 18 ft. of Head 53MH36 
Cherne® Original Gripper® Plugs: End-of-Pipe, Glass Reinforced ABS Plastic 
with Natural Rubber O-Ring 54 12" 11.95" 12" 6 ft. of Head 53MH33 
14" 1.48" 1.65" 40 ft. of Head = =1VNF4 
Cherne® Mechanical Expansion Plug, for Water or Air Testing or Blocking, T-Handle 
2 1.90" 2.1f° 40 ft. of Head = =1VNF5 
Nis 3 2.80" 3.10" 40 ft. of Head = 1VNF6 
4" 3.80" 4.06" 40 ft. of Head 1VNF7 | u i i 
6" 577" 6.08" 40 ft. ofHead 1VNG1 rs ° oe ° na eimeee amen 
Cherne® Plug, for Underground, T-Handle 
8" TO: 8.03" 40 ft. of Head 2HCD8 a 
-t | 6" 5: fT: 6" 40 ft. of Head 53MH27 
* For max. back air pressure, divide max. ft. of head by 2.31. t Meet all EPA requirements for locking plugs. 
Expansion as im [Siu 
ated Steel, Steel, 
a ae Neoprene Neoaeie eC 
Neoprene |Neoprene Rubber | Rubber 
Rubber | Rubber Nom. Min. Max. Max. Back Item Item Snap-Tite Turn-Tite Hex-Nut Wing-Nut Bypass Turn-Tite 
Nom. Min. Max. Max. Back Item Item ais Dia. Dia. - Pressure No. No. No. No. No. No. No. 14M039 
Size Dia. Dia. _ Pressure* No. No. VA" 1.06" 1.166" sft. of Head | 14M005_| —  6VFR1 =GVFL9_ (14M037 14M028__| Zinc Plated Steel 
Snap-Tite 1%" 1.21" 1.35" 12 ft.of Head} 6VFN2 6VFP3 Neoprene Rubber 
Ys" 0.38" 0.405" 25ft.ofHead| 6VFR1 | 6VFT2 1% 1.32" 1.478 Oft.ofHead | 14M006 a Nom. Max. Back Item 
te’ 0.41" 0.4725" 25 ft. ofHead) 6VFR2 | 6VFT3 1% 1.44" 1.62" 12ftofHead) 6VFN3 | 6VFP4 Size Min. Dia. Max.Dia. _ Pressure* No. 
%" 0.47" 0.540" 25ft.ofHead)| GVFR3 | GVFT4 1% 1.50" 1.736 Sft.ofHead | 14M007 — Wing-Nut 
%e" 0.55" 0.6075" 25 ft. ofHead) G6VFR4 | 6VFT5 1% 1.70' 1.89" 12ft.ofHead| GVFN4 | 6VFPS Y! 0.48" 0.538 _—-10 ft. of Head 14M028 
% 0.61" 0.675" 25ft.ofHead| 6VFR5 | 6VFT6 1% 1.81 2.027 Sft.ofHead | 14M008 = 1" 0.94" 1.049 5 ft. of Head 14029 
3%" 0.72" 0.810" 25 ft.ofHead| 6VFR7 6VFT8 2° 1.93" 2.16" 12 ft. of Head) 6VFN5 6VFP6 1%" 1.44" 1.613 5 ft. of Head 14M030 
7" 0.85" 0.945" 25 ft.ofHead| 6VFR9 6VFVO 2/4" 2.22" 2.43" 12 ft.of Head) 6VFN6 6VFP7 2 1.93" 2.162 5 ft. of Head 14M031 
1" 0.97" 1.08" 12ft.ofHead|  6VFT1 6VFV2 242" 2.44" 2.70" 12 ft. of Head| 6VFN7 6VFP8 Aluminum, 
1%" 1.19" 1.333 5ft.ofHead | 14M015 = 2%s' 2.63" 2.97" 12 ft.of Head) 6VFN8 6VFP9 Stainless Steel, 
1%" 1.38 1.545 5ft.ofHead| 14M016 |14M025 _3 2.92’ 3.24" 12ft.ofHead| G6VFN9 | 6VFRO Neoprene Rubber 
1%" 163 1.826 5ft.ofHead | 14M017 = 34%" 3.13" 3.506 5ft.of Head | 14M009 — Hale we ae Lea ah 
2” 1.95" 2.184 Sit.ofHead | 14M018 | 14M026 3 3.41 3.853 Sit.ofHead | 14M010 | — Thumb Nut. ; 
2yi 2.25" 2.520 Sit of Head | 14MO19 eo Oe te He’ 0.29" 0.3375" 24 ft. of Head | __ 6VFVA 
2%" 247" 2766 5ft.ofHead| 14M020 = 4" 3.97" 4446 10 ft. of Head} 14M012 —_— A 036" 0 405" 5A ‘t area 6VEV5 
2%s' 2.69 3.013 5 ft. of Head 14M021 —_— Zinc Plated Steel, vf" 0.43" 0.540" a4 ft of Head 6VFV7 
3" 2.94 3.293 5 ft. of Head 14M022 14M027 Neoprene Rubber 6" 0.53" 0 6075" 94 ft of Head 6VFV8 
3¥2" 3.38" 3.786 5ft.ofHead | 14M023 — Nom. — Max. Back Item Brass. Zinc 
4" 394" 4413 5ft.ofHead | 14024 ss Size Min. Dia. Max. Dia. Pressure No. Plated Steel 
Turn-Tite nex Neoprene Rubber 
Yo 0.48" 0.54" 24ft.ofHead| 6VFL9 | G6VFPO a 0.48" 0.538 __10 ft. of Head 14M032 Nom. Min. Max. Max. Back Item 
5% 0.56° 0.629 10ft.ofHead|) — | 14M013 7a 0.72" 0.805 __10 ft. of Head 14M033 Size Dia. Dia. _Pressure* No. 
% 0.56’ 0.630 10ft.ofHead) 14M003 | — L 0.94" 1.049 _6 ft. of Head 14M034 Bypass TurnTite 
"0.72" 0.81" 24ft.ofHead| 6VFNO | 6VFP1 hs Lai 1.355 __9 ft. of Head 14M035 % 0.48" 0.537 _10 ft. of Head 14M039 
7% 0.81" 0.909 10ft.ofHead| 14m004 | 14014 LZ 1.44" 1.613 _5 ft. of Head 14M036 1" 0.94" 1.0495 ft. of Head 14040 
1" 0.94" 1.08" 12ft.ofHead) 6VFN1 | 6VFP2 1% 1.70" 1.904 _5 ft. of Head 14M037 > 1.44" 1.6135 ft. of Head 14041 
* For max. back air pressure, divide max. ft. of head by 2.31. Ls z.1be pI of Lead saose 1.93" 2.122 5 ft_ of Head 14M042 
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PLUMBING 
Steel, Clevis & Loop Pipe Hangers 


Scan. Order. Done. |=" 
Details on page Al. = 
















No. No. 
49XK92 49XK96 No. 
| 53MH55 

siiaaial . rai iT Hi 7 ad ib.) no 

H ize (in.) Tube Size Loa : 0. 
Steel Pipe Hangers Pipe Wenger 

2 2 
= and Stud Guards PVC Ye 50 SMA 
No. 4HXRG , % % 50 53MH48 
Durable powder-coated finish allows use in BPC. va" 50 _53MH49 
ieati % PVC il 50 _53MH47 
indoor or outdoor applications. 4, PVC i 593 MHS0 
Pipe Hanger—Innovative design can hold i Ve > aan 
and secure cast-iron, copper, and PVC pipe. 1% 2 50 A9xko2 
SZ _tn_] : ; 2 

ANVIL: nent , Easy-to-install hanger can be reused if the pipe ——> A 50 JOXK93 
ANVIL ~ location needs to be changed. 16-ga. construc- —2 270 50 53IMH54 
: No. 1RVP4 tion, except Nos. 53MH45 to 53MH50 are 18 : 5; — ee 
Clevis Hangers ga., and 49XK94 to 49XK96 are 10 ga. 6 6" 400 49XK96 

: a = W H L Item 

Recommended for suspending stationary, noninsulated pipelines. Stud Guard—Designed to help protect wiring  (in.) —(in.) ~—s(in.) ~—_—sNo. 
LIGHT-DUTY HEAVY-DUTY and pipes from nails or screws. 16-ga. spring Sate oy — eas 
Steel construction. 1% Yea 5 _53MH56 


Carbon Steel-Copper 


Finished (for Copper Pipe) 


Comply with Federal 
Specifications WW-H-171 
(Type 12). 

Carbon Steel-Zinc Finish 
= Max. temp.: 450°F 


For steel pipe but better 
for corrosive environ- 


ments. Comply with Federal 


Specification WW-H-171E 
(Type 12). 


Carbon Steel-Plain Finish 


= Max. temp.: 650°F 


Carbon Steel (for Wastewater Pipe) 

= Max. temp.: 650°F 

Suitable for wastewater applications and where 
ductile iron or cast-iron pipe is used. Comply 
with Federal Specifications A-A-1192 (Type 1). 


WW-H-171-E (Type 1), and MSS-SP-69 (Type 1). 


Carbon Steel - Plain Finish 

= Max. temp.: 650°F 

For steel pipe. Meet A-A-1192A (Type 1), WW-H- 
171-E (Type 1), ANSI/MSS SP-69, and MSS 
SP-58 (Type 1). 

Carbon Steel-Zinc Finish 

= Max. temp.: 450°F 


304 Stainless Steel 


Meet Federal Specifications 


WW-H-171 (Type 12). Meet Federal Specification WW-H-171 (Type 1), 


MSS SP-58 and SP-69 (Type 1). 











Carbon Steel- 


Copper Finish Carbon Steel- Carbon Steel- 
(for Copper Pipe) Plain Finish Zinc Finish 
Pipe Max. Item Item Item 
Size (in.) Rod Size Load (Ib.) No. No. No. 
Light Duty, Adjustable, Anvil® 

VY, ¥e" 150 4HXR6 4HXT7 4HXU7 
Va ¥e" 150 4HXR7 — — 

Sa ¥e" 200 — 4HXT8 4HXU8 

1 ¥e" 250 4HXR8 4HXT9 4HXU9 

1% Ye" 250 4HXT1 4HXU2 4HXV2 

2 3g" 250 4HXT2 4HXU3 4HXV3 

2” 3g" 350 4HXT3 4HXU4 4HXV4 

) 3g" 350 4HXT4 4HXU5 4HXV5 

4 ¥e" 400 4HXT6 4HXU6 4HXV6 


Carbon Steel (for 


Carbon Steel- 


Carbon Steel- 


Wastewater Pipe) Plain Finish Zinc Finish 
Pipe Max. tem Item Item 
Size (in.) Rod Size Load (Ib.) No No. No. 
Heavy-Duty Adjustable, Anvil® 
Yo-% Je" 610 _ 4HXW8 4HXV7 
1 Je" 730 _ 4HXW9 4HXV8 
1% ye" 730 _ 4HXX1 4HXV9 
1% ye" 730 _ 4HXX2 4HXW1 
2 Ye" 730 _ 4HXX3 4HXW2 
22 Ve. 1350 —_ 4HXX4 4HXW3 
3 ya" 1350 _ 4HXX5 4HXW4 
4 ¥e' 1430 5LWX5 4HXX6 4HXW5 
6 5/4 1940 5LWX6 4HXX7 4HXW6 
8 fa" 2000 5LWX7 4HXX8 4HXW7 
10 Ye 3600 5LWX8 —_ — 
12 Ze 3800 5LWX9 _— —_ 
304 
Stainless Steel 
Max. tem 
Pipe Size (in.) Rod Size Load (Ib.) No. 
Heavy-Duty, nVent Caddy 
Yo 3g" 610 1RVP4 
4 3g" 610 1RVP5 
1 3g" 610 1RVP6 
1% 3g" 610 1RVP7 
1% 3g" 610 1RVP8 
2 3g" 610 1RVP9 
2% Y," 1130 1RVR1 
3 YO 1130 1RVR2 
3% Yn" 1130 1RVR3 
4 %e' 1130 1RVR4 
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—_ Pipe Rod Max. — Item 
No. 1RUY2 Size (in.) Size Load (Ib.) No. 
304 Stainless Steel, 
_ oa 610  1RVN6 
4 8 
poe tee 134" 610 4RVN7 
1% % 610  1RVN8 
Aya 1% % 610  1RVN9 
© i 2% 610 1RVP1 
ANVIL VIL. nvent 2% v5" 970 1RVP2 
uilding Connections That Last 3 Yr" 970 1RVP3 
L EI Carbon Steel-Copper 
oop nangers Plated, Finish Anvil® 
%-1% %' 300 _4HXX9 
Recommended for suspension of stationary nonin- 1% %' 300 _4HXY1 
sulated pipelines. For a complete list of standards sr $8 qe 
and specifications, go to Grainger.com® and search 3. % 525  AHXY4 
Slit 4%" «650 ~—«SHXY6 
for individual products. Electro-Galvanized Steel, 
P = J Style, nVent Caddy 
304 Stainless Steel Hex nut (not included) is > ¥ 400 AUEG3 
recommended for use with hanger. 6  %" 1000 4UEG8 


Carbon Steel-Copper Plated—Copper colored for 
ID purposes. Swivel, adjustable band. 


Electro-Galvanized Steel, J-Style—Can be 
suspended by hanger rod or attached to wall. 


Carbon Steel-Zinc Plated Finish—Can be 
suspended by hanger rod or attached to wall. T-slot 
in hanger permits side bolt to be installed after pipe 
installation and setting. 


Swivel, Adjustable Band with NFPA Rod 
Sizes—Manufactured to use the minimum rod size 
permitted by NFPA for fire sprinkler piping. Electro- 
galvanized steel. Swivel, adjustable band. 


Carbon Steel-Zinc Plated Finish—A retained 
insert nut helps keep the loop hanger and insert nut 
together. Swivel, heavy-duty adjustable band. 12" to 
2" have rounded edge for use with CPVC. 


J-Style, Felt Lined—Help prevent electrolysis 
when used with copper tubing lines. Felt lining 
reduces noise in pipes. Electro-galvanized steel. 


Carbon Steel-Zinc Plated 


Finish, J Style, Anvil® 
1 y= 


00 4HXZ7 
1% ¥' 400 4HXZ8 
1% ¥' 400 4HXZ9 
2 ¥3' 400 AHYAT 
3 Yo" 500 = 4HYA3 
4 % 550 4AHYA4 
5 %; 9550 4HYADS 
6 Ys" 600 4HYAG 
Swivel, Adjustable Band w/ 
NFPA Rod Sizes, nVent Caddy 
2%. Ys 525 1RUX7 
3 Ys = 4525 ~~ TRUX8 
4 Ys"  ~=650 ~=—91 RUX9 
3] Yo" 1000 4UEF6 
6 Yo" 1000 1RUY1 
8 Yo" 1000 1RUY2 
Carbon Steel-Zinc 
Plated Finish, Anvil® 
Yo-1 ¥3 300 AHXY7 
1% ¥% 300 4AHXY8 
1% ¥ 300 4AHXY9 
2 ¥' = =300 AHXZ1 
2%. =e ~=§=69525~—S AHXZ2 
3 Ys 525) AHXZ3 
4 Ys ~=s650)~3=— AHXZ4 
J Style - Felt Lined, 
nVent Caddy 
2 ¥ 400 1RVB2 
2%. Vo 800 1RVB3 
3 Yo" 800 ~=—s 1RVB4 
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PLUMBING 
Pipe Hangers, Support Blocks & Clamps 


INTERNATIONAL 
Building Connections That Last 


Pipe Clamps 


= Max. temp.: 750° (plain steel); 450°F (galvanized) 


























nvent ( Carbon steel construction and for use in suspending cold or hot pipelines, 
CADDY _ where no insulation is required. Meet Federal Specification A-A-1192A (Type 
¥* GRAINGER n s 4), WW-H-171-E (Type 4), ANSI/MSS SP-69, and MSS SP-58 (Type 4). UL, ULC 
~*~ No. a ; : : CAL TT 
APPROVED — Taina -% A Listed and FM Approved (Sizes %" to 8"). - 
Split Ri [-] = ooEeST He ot Di 
ot-Dip 
[2 l ing angers Pipe Plain | Galvanized 
Use for suspending stationary, noninsulated pipelines. Allow for piping fing Load tib ) (in ) ah nae 
runs close to ceiling or walls. Bolt and rivet are carbon steel. Meet Federal ~ 500 at 650°F 3%, | 4HYL3_|_ 4HYN7 
ificati ne " 7 500 at 650°F 3716 | 4HYL4 | 4HYN8 
Specification WW-H-171 (Type 25), MSS SP-58 (Type 12). , POO ar BBOrE 39,--| AHYLS 1 AHYNG 
Material Ty 500 at 650°F 4% | 4HYL6 | 4HYP1 i | 
Copper Copper Electro 1% 800 at 650°F 4%6 | 4HYL7 4HYP2 4 F 
Electro Plated Electro- | Galvanized 2 1040 at 650°F, 930 at 750°F 5% | 4HYL8 4HYP3 y 
Plated | Malleable | Galvanized) Malleable 22 1040 at 650°F, 930 at /50°F 62 | 4HYL9 | 4HYP4 i 
Cast Iron | Cast Iron Iron Cast Iron Iron 3 1040 at 650°F, 930 at 750°F fi 4HYN1 4HYP5 | . 
Pipe Max. Item Item Item Item Item 32 1040 at 650°F, 930 at /50°F 7¥%_| 4HYN2 | 4HYP6 } | 
Size (in.) Load (lb.) Brand No. No. No. No. No. 4 1040 at 650°F, 930 at /50°F 8% | 4HYN3 | 4HYP7 i . 
For %" Rod 5 1040 at 650°F 930 at 750°F 9% | 4HYN4 | 4HYP8 - 
2% nVent Caddy) 1RVE2 — — 1RVE1 — 6 1615 at 650°F 1440 at 750°F_ 1114 | 4HYN5 | 4HYP9 No. 4HYL3 
3 300 nVent Caddy) 1RVE4 — — TRVE3 — 8 1615 at 650°F, 1440 at 750°F 1334 | 4HYN6 | 4HYR1 
4 nVent Caddy, 1RVE6 — — TRVE5 — 
For 32" Rod 
%, nVent Caddy! 1CWE3 | 1CWG7 — 1RVD4 — ~ 
% GA — — 22FP62 — 22FP57 jn-at 
74 nVent Caddy| 1CWE4 | 1CWG8 — — — sy . 
7 GA — — 22FP63 — 22FP58 e 
1 nVent Caddy) 1CWE5 | 1CWG9 — TRVD6 — 
1 180 GA — — — — 22FP59 
ry nent Caddy GWE? 1¢WH2—|— =| 1RVD8~| = | 
1h nVent Caddy 7 = = H -On > 
1% GA = = = — | 22FP60 bea } 
2 nVent Caddy} 1CWE8 | 1CWH3 — TRVD9 = | : 
2 GA — — — — 22FP61 4 
For 34-16 UNC 2B Rod . ae 
7 180 _nVentCaddy) _— = = TRVD5 — — 
oa No. 1RUZ3 No. 1XJR7 
i : oe toe eae 
nven O. — ize ize oa tem 
= te” 1CWH4 Tube and Pipe (in.) (in.) (Ib) No. 
' Cl Superklip whe and Pipe Clamp 
Pipe Support amps =~, 33 Ruz 
Blocks No. 15E509_ =| SUPERKLIP TUBE AND PIPE CLAMPS eS ARDZ 
: 2 — 

; ; Push the tube into the clamp to close and lock the ~— Ia 48 1RUZ7 
Pyramid 25—Innovative design won't pipe into place. Fasten with wood screw, dual- A _—_3¢_}ings 
damage roof membranes. No tools or Recycled Rubber—100% recycled | threaded screw with or without collar, nail with ty, 67 ARV 
fasteners needed. Handle up to three her is UV resistant, won’t pene- collar, or %4" threaded rod. Nonmetallic construc-_ 12 _80)_tatilg 
Yo" two ¥4", or one 1" pipe or conduit. tion is UV resistant and suitable f td 2 

trate roof material, and can accept ion is UV resistant and suitable for outdoor — 2 90 1RVA4 
Pyramid 50—14-ga. steel top screw fasteners for securing acces- _| applications. White color. a 82 ne 
aches ae oT pipe ae (not a ae soaps ve HAMMER-ON STRAP HANGER CLIPS rae tad tip No. 
- ed). Elec i _ steel. rays, conduits, “ ucts, = pipe. Clips support pipe or duct from flange with Angle Cl = +RVGH 
aX. I. tem 7" ammer On, Straight Clip 
Load (Ib.) _(in.) (in.) (in.) Brand Model No. banding or strapping. Accept strap up to 1% Straight Clip {RVG2 
il 25 = - - seagate SusSsTi am T TT wide. No. 1RVG1 is for pipe runs perpendicular to ere _ 
i] o'"6 16 8 vent Caddy ; ; ipe Size (in. 0. 
Os DT Ai 5%, Nvent Caddy PPRPS25H61cWH5 ~ | eam. No. 1RVG2 is for pipe runs parallel to beam. -qre piece Pipe Clip 
Pyramid 50 2 
50 10% 5 6 Nvent Caddy  RPS50H6EG 1RVH6 | 1-PC. PIPE CLIPS vs TXURB 
Recycled Rubber i i i i 
500 18 5 5 Dura-Blok DBS 46F508 Use for vertical and horizontal installations. 1% 4X ITD 
500 96 6 5 Dura-Blok DB10 15E509 Copper-plated steel construction. 1 1XJT3 
6 1 Pap-y GRAINGER —— 7 
nvent APPROVED Channel Nut _— — 
CADDY With Spring L 
No. 1XJP4. ~~ 
Strut Channel Washers, = 
€ » Strut Nut 
Clamps, and Nuts Ra No. 1XJL9 
SQUARE CHANNEL WASHERS STRUT CHANNEL NUTS f 
. : se el 3 Channel Nut 
machin —— With Top Spring 
Grooved to stay in place during ———h No. 1XJR1 
channels ina variety of support —si. —_ 
ae installation. Square Channel Channel 
system applications. } ; ; Channel Washer Nut Without | Channel Nut | Nut With 
STRUT-TO-STRUT CLAMP With Spring and Top Spring Size tin ) Vay os oe a Spring “ Spring Top Spring Sanne 
: : j : . rea em e 
Provides a welding alternative Pring holds nut in place during a 1XINA Size (in.) _(in.) _(in.) | _No. No. No. No. 
aul oo rao rod installation. % JXINB %20 v i —s — eee 
alf-slot strut. Quickly assemble trut To ws = 2FP78 * = = 
saat macncrs mi Sallie Strut Nuts Strut Clamp Y16 —% Ye | 1XIPB__|  1XJP5 1XJR2 = 
, , 1-pc. design provides fast : mee m us is UPS UPS — TXJN1 
attachment of threaded rod and oad (Mh) |__ Ne, Y13 ye = = = 4XINO 
hardware. No washer required. * GA brand. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2825 





Scan. Order. Done. 
Details on page A1. 


PLUMBING 
Strut & Cushioned Pipe Clamps 





Pipe Fits W Insulation Item 
a * GRAINGER Size iin} The Size (in.) Thickness No. 
eC =i APPROVED Anvil®, Klo-Shure® Insulation Coupling 


Carbon Steel / High Strength TPO Plastic 

















. ae % - 29JF53 
Cush-A-Clamp® Strut Clamps ww 4p 
1 cl 
= Temp. range: -50° to 275°F ; Hi iw oh aired 
Clamps absorb shock and vibration; reduce unwanted sg ti Sate No. 
noise and galvanic corrosion in multiple-line runs. 195," DO IF55 1RVJ5 
Thermoplastic cushion resists most oils, chemicals, and y Yo" re ie ete 
industrial cleaning compounds. Sizes up to 134" have a4 29 G05 
Controlled Squeeze™ design, which eliminates over- TR 29596 
Tv  29JF66 
tightening and rotation. 5/, OU, ye 9QJF81  '% ANVIL 
Material 2% i" 29JF92, nVent arse 
Electro | Stainless Electro 3%, 1%"  29JG06 CADDY i 
ie: - se : a and Galvanized : , 1% Ld 29JF5/ 
ube Pipe Max. 0 ype i, s/4" 1% Vn" 29JF67 H 
pie pie fins fin in) pani a ae Gold 0% iq" 20 JF82 Strut Cushion Clamps 
in. in. .)* (in. in ran 0. 0. No. 22FP75 1% YB" 29JF58 = 
— Ve 1000 *% Zsi | 4MUZ5 | 4MUZ6 D 3 —rores and Insulation 
—_ ¥% 1000 1% 1 Zsi_| 4MVF6 | 4MVF7 1, ih" DF" 99 JF 83 - 
—_ % 1000 13% 1% Zsi | 4MVF2 — 3 tT" _ 29JF93 
— {1 1000 14%, 1% Zsi | 4MUY8 — 4 1" 29JG07 Couplings 
— 1% 2200 21% 1% Zsi | 4MVA2 | 4MVA3 . 1h %  29JF59 ee 
———~5 3600 6% 1% Zsi_| AMVJ3 4MVJ4 1 "9% ——% —99IF69 Absorb shock and vibration, reduce 
— 6 3600 7%+ 1% Zsi | 4MWJ9 | 4MVK1 2 ¥ _29JF60 unwanted noise, and prevent galvani 
— 1% 2200 22% 1% Zsi — 4MVC7 2%, vs"  29JF70 a ee haa tits 
a — 1000. % 1% 2si| 4MUZ7 | 4MUZ8 1% 1% 9% % —99Jre4 COrrosion. Fit standard 1%" W strut 
¥% — 1000 %%4 1% Zsi | 4MVF8 | 4MVF9 3% {"_29JF94 channel. Design helps ensure the 
% — 1000 %s 1%  Zsi | 4MUZ3 | 4MUZ4 \\=a" 4%, 1%"  29JG08 hi oo ‘ , 
yA % 1000 '%6 1% GA 22FP75 — ; rV/, 3, 20 JF61 cusnion remains In place. Corrosion- 
% — 1000 1% 1% £4xZsi | 4MW5 | 4MVWJ6 : 95 %" _29JF71_—_ resistant steel with elastomer cushion. 
% — 1000 11% 1% Zsi | 4MVF4 | 4MVF5 1% 1%' ~3 Yi" 29JF85 a “ih hi 
yy ye 1000 13% 15% ZI = AMVE3 30) +*——9g9)F95 Anvil items are carbon steel with high- 
% Yo 1000 1%6 15% Zsi | 4MVK6 | 4MVK8 4%, 1%" 29)G09 strength TPO plastic. 
7% Ys 1000 11% 1% GA | 22FP76 — 2% %'  29JF62 
% — 1000 1% 1% Zsi | 4MVK5 — 29, vs"  29JFT2 Pipe W 4H Item 
1 — 1000 1% 1%  Zsi | 4MVA4 — 1% 15" 3, ¥s  20JF86  Size(in.) TubeSize(in.) (in.) (in.) No. 
1 — 1000 i%6 1% Zs! 4MUZ1 4MUZ2 3% ik 29JF96 nVent Caddy, Strut Cushion Clamp 
1" 1 1000 14%4 1% Zsi — 4MUY9 45/4 1%" 29JG10 ~—_—Electro-Galvanized Steel with 
1%"  — 1000 1°%4 1% Zsi | 4MVA6 = Staini 3 %' __29JF63_ ~—_ Polypropylene Cushion 
1% — 1000 15% 15% Zsi — 4MVA7 say leaded 3,"  20JF73 = 562 — 1RVKS 
1% — 1000 1% 1% Zsi — 4MVA5 Steel Type 2% 2% 3% Ys" 29JF87 Ys Copper Tube 1.562 —  RVWJ5 
1% — 1000 15% 15%  Zsi | 4MVC1 | 4MVC2 304 4% {" _29JF97 % Copper Tube 1.562 —  1RVWJ8 
1% — 2200 1°%4 1%  Zsi — AMVA1 No. 4MUY9 5% 1%" 29JG11 1 Copper Tube 1.562 —  1RVK2 
1% — 2200 2%4 1% Zsi | 4MVC3 | 4MVC4 33%,"  29JFT4 _ 2 Copper lube 1.562 —  1RVK8 
1% 1% 2200 224 15  Zsi | 4MVC5 — 954 25% —4%, 34" 99 JF88 2% Copper lube 1.562 — 1RVK9 
2. — 2200 22% 1% Zsi | 4MVD2 | 4MVD3 8 ay, {" _ 29JF98 3 Copper Tube 1.562 — 1RVL1 
2. — 2200 25%4 1% GA | 22FP77 — 6% 1%"  20JG12 4 Copper lube 1.562 — 1RVL2 
2% — 2200 23/4 1% Zsi | 4MVD6 | 4MVD7 ayy «A _'_ 29JF75 vy; = 44 11Y32 80UK59 
2% 2 2200 25%, 1% Zsi | 4MVD8 | 4MVE1 3% 5 TH," 29JF89 ; % Copper Tube 1.502 —  1RVWJ6 
2%  — 2200 3%4 1% Zsi | 4MVE3 | 4MVE4 5M {" _ 29JF99 Is % Copper Tube 1.562 — 1RVJ7 
2% 2% 2200 32% 1% Zsi | 4MVE5 | 4MVE7 43, 5" 99 JF 76 ys" —¥%4" Copper Tube 1.562 —  1RVWJ9 
3. — 2200 33%4 1% Zsi | 4MVE9 | 4MVF1 35% 3% 5% %"  29JF90 7 1.562 — 1RVK1 
3% 3 3600 3°% 1% Zsi | 4MVG1 | 4MVG3 5y4 tT" _ 29JG01 1 _ 1.562 — 1RVK3 
4% — 3600 43%, 1% Zsi | 4MVH9 | 4MVWJ1 vy aye 24 ve 29NF77 = 1% Copper 1% Copper Tube 1.562 — —1RVK4 
4% 4 3600 4% 1% Zsi | 4MVH5 | 4MVH7 : 5 5% 9%"  2QNF91 — 1% Pipe 1Copper lube 1.562 — 1RVKG6 
o% — 3600 59% 1% Zsi 4MVJ7 = Carbon Steel 1% 21%32 11%2 30UK60 
6  — 3600 63%4 1% Zsi | 4MVK2 = Ys ye 3% %  20JG02 2 = 3 11%2 30UK61 
* Maximum pullout load from industry standard 12-ga. strut channel. ~ yr 3% ¥%' __ 29JG03 4 0'%64_1'%32_30UK62 
~ No. 
GRAINGER aca ie 1RVB7 
Me APPROVED Superfix 
nvent ANVIL ; | 
CADDY aa ee 
ca Cushioned — BS 
Strut Pipe Clamps Pipe Clamps Me Galvanized Gold Stainless Steel 
For securing pipe, tubing, and conduit = Temp. range: -58° to 230°F cay | Fo No. 4MVN3 


to strut channel. Nvent Caddy and Anvil models have 

a heavy-duty, 1-pc. break-apart design with captive 
combo head machine screw. GA models have a design 
to help ensure the cushion stays in place. 


Use for suspending stationary noninsulated 
steel and copper pipelines. Innovative hinged 
design eliminates the need to disassemble the 
clamp prior to installation. EPDM rubber sleeve 


Omega Series" 2-Hole 
Cushioned Clamps 





Pipe 
Size 
(in.) 
Vp 
4 
i 
1% 
1% 
1% 
2 


2% 
2% 
3 
Pipe 
Size 
(in.) 
Vp 
V4 
1 
1% 
1% 


2 
22 

3 

4 


* For Anvil® items the Max. Load (lb.) refers to max. pullout design load. 


Material 
ae Electro Plated Steel 


Di-Chromate Plated Steel 


Item 
No. 
22FP65 
22FP6/ 


22FP68 


22FP/0 


Item 
No. 
1RVR/ 
1RVR8 
1RVR9 
1RVT1 
1RVT2 
1RVIT3 
1RVT4 
1RVT5 
1RVT6 


ax. Item Max. 

Load (Ib.) Brand No. Load (Ilb.) Brand 
400 nVent Caddy 1RVF2 400 GA 
400 nVent Caddy 1RVF3 400 GA 
600 nVent Caddy 1RVF4 _ _ 

— _ _ 400 GA 
600 nVent Caddy 1RVF5 — 
600 nVent Caddy 1RVF6 — — 
800 nVent Caddy 1RVF/ — 
— _— —_— 400 GA 
800 nVent Caddy 1RVF8 — — 
800 nVent Caddy 1RVF9 — — 
Carbon Steel 304 Stainless Steel 
Max. Item Max. 

Load (lb.)* Brand No. Load (Ib.)* _ Brand 
650 Anvil _ 4HYD5 400 nVent Caddy 
650 Anvil _ 4HYD6 600 nVent Caddy 
650 Anvil _ 4HYD7 600 nVent Caddy 
950 Anvil _ 4HYD8 600 nVent Caddy 
1050 Anvil _ 4HYD9 800 nVent Caddy 
1350 Anvil __ 4HYE1 800 nVent Caddy 
1300 Anvil _ 4HYE2 800 nVent Caddy 
1150 Anvil _ 4HYE3 800 nVent Caddy 
1550 Anvil _ 4HYE4 1000 _nVent Caddy 
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provides an average of 20dBA noise reduction. 
Welded %" cap nut allows easy attachment 

to threaded rod. Corrosion-resistant electro- 
galvanized steel construction. Conform with 
Manufacturers Standardization Society (MSS) 
SP-58 And SP-69 (Type 12), Fire Rating 
according to DIN to EN13501-1:E. 


Pipe Tube Max. Item 

Size in) Size (in.) Load (Ib.) No. 
Ve 180 1RVB7 
2 ZZ 180 1RVB8 
= % 180 1RVB9 
2 4 180 1RVC1 
4 1 180 1RVC2 
1 1% 180 1RVC3 
1% 1% 180 1RVC4 
1% — 180 1RVC5 
— Z 180 1RVC6 
2 — 180 1RVC7 
_— 2% 300 1RVC8 
2% — 300 1RVC9 
a] = 300 1RVD1 
3% 4 300 1RVD2 
4 — 300 1RVD3 


Find even MORE on Grainger.com® 


= Temp. range: -50° to 275°F 

Attach with 2 standard fasteners to any flat 
surface to protect and provide uniform spacing 
for line runs. Thermoplastic elastomer cushion 
resists oils, chemicals, and most industrial 


cleaning compounds. Material 

Electro | Stainless 

Galvanized| Steel 
Tube Pipe Max. Gold Type 304 
Size Size Load L W Item Item 
(in.) (in.) (Wh: i (in.) (in.) No. No. 
% 22%4 4 | AMVZ5  4MVZ7 
4 20 2222 %4 | AMWAG | 4MWA8 
— % 30 2°Y4 4 | AMVX2 | 4MVX3 
1 90 3'%4 1%6 | 4MVN2 | 4MVN3 

1% — 30 3% 1% | 4MVP7 | 4MVP8 
1% 1% 400 4%4 1% | 4MVR8 | 4MVT1 
2 — 400 4% 1%) AMVT3 | 4MVT4 
2% 2 400 42% 1%6| A4MVT9 | 4MVU2 
2%. — 400 4%. 1%6| 4MVTI5 | 4MVT6 
2% 2% A400 5%2 1% | 4MVU6 | 4MVU8 
3% 3 400 5°%4 1%6 | AMVY1 4MVX1 
AY 4 800 /2%4 1%6 | A4MVY7 | 4MVY9 


* Maximum hanging load of clamp is dependent upon 
pullout of fasteners used and surface mounted to clamp. 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” _ PLUMBING 
Find the we. Find Solutions. Find Great Prices. Cushioned Clamps, Riser Clamps & Hanging Duct Straps 


s 

















Standard High Temp. 
i . No. 4HYH3 
oy \ 
asi ~ = 
i ab) 
H va q 
Cush-A-Nator® Cushioned Clamps —— 
.3 
= Temp. range: -50° to 275°F (Standard) ANVIL 7% 
= Temp. range: -65° to 340°F (High Temp.) shang anno toe No. 4HYu3 
Rugged steel clamps have a durable thermoplastic rubber cushion that resists Riser Clamps 
high heat and provides long life against vibration fatigue. Cushion is self- 
aligning and has a built-in squeeze control to help provide evenly distributed Use for suspending vertical steel pipe or copper tube risers. Slotted holes ease 
pressure around the pipe or tube for a secure fit. Clamps include hardware assembly. Bolts are accessible from the front; serrated washer head design 
and come with a standard or high temp. elastomer cushion. Meet MSS SP-58 means no wrench required on back side for tightening. For a complete list of 
and MSS SP-69 (Type 58). standards and specifications, go to Grainger.com® and search for individual 
304 316 products. 
i - Ba Steel aaa tes Steel ed Steel | Note: Copper-plated steel pipe size refers to nominal tube size for copper tubing. Clamp is fitted for 
Ms al Ww 4 a Non No steel pipe or copper tube and should be installed below a coupling or shear lug, with bolts torqued 
Stantare A (ot ee. 33KF73 33KG10 33KG46 iieiaiaeae 
=— 2 . : 
—_ i" 1.57" 2.08" 33KF74 33KG11 33KG47 ‘ at ae : igen eh fal eapeanieieelaeiainieicleh 
= 1" 1.76" 9 3A" 33KF7/5 33KG12 33KG48 opper Plated Finis Ip- Galvanized Finis arpon ofeel, Fiain Finis 
— 1% 2.32" 2.86" 33KF76 33KG13 33KG49 fe Max. Item Max. Item Max. Item 
— a" 580" 367" 33KF77 33KG14 33KG50 Pipe Size (in.)| Load (Ib.) No. Load (Ib.) No. Load (Ib.) No. 
—_ 2%" S50 4ir 33KF78 33KG15 33KG51 Yo 75 4HYH3 — _ — — 
— 2 3.95" 4.79" 33KF79 33KG16 33KG52 7, 75 4HYH4 — — 220 4HYJ5 
= 445" 5.11" 33KF80 33KG17 33KG53 1 120 4HYH5 — — 220 4HYJ6 
——— [ee | ae a 
4 = P ‘ 1 — — 
i 0.82" 1.13" 33KF47 33KF83 33KG20 ye 2 aay — — zr we 
yr — 0.94" 1.34" 33KF48 33KF84 33KG21 - anh AHYHS — — 700 rine 
———— 1.06" 1.54" 33KF49 33KF85 33KG22 : a ' iHYB 00 AHYKO 
i 1.20" 1.68" 33KF50 33KF86 33KG23 3 300 4HYJ 90 9 
7 — 1.31 1.82" 33KF51 33KF87 33KG24 4 300 4HYJ2 = = 790 4HYK3 
= 1.44" 7.95" 33KF52 33KF88 33KG25 5 — = — — 1500 4HYK4 
ihe — 1.57" 2.08" 33KF53 33KF89 33KG26 6 — — — = 1600 4HYK5 
TA 4 go 1080 33KF54 33KF90 33KG27 8 = — 2500 4HYJ4 2500 AHYK6 
wm — i" 1.82" 2.34" 33KF55 33KF91 33KG28 
ih — 1.95" 2.47" 33KF56 33KF92 33KG29 
SO 2.07" 2.6" 33KF57 33KF93 33KG30 
yr 0 Pio 33KF65 33KF94 33KG31 
Th — 2.32" 2.86" 33KF66 33KF95 33KG32 > 
———— 2.45" 3.04" 33KF67 33KF96 33KG33 —_ 
2" Dor oo 33KF58 33KF97 33KG34 = : 
27" — 2.82" 3.67" 33KF59 33KF98 33KG35 E . Fl ' 
27" — 2.82" 3.67" 33KF60 33KF99 33KG36 pe @&e* 
i 2.94" 3.79" 33KF68 33KG01 33KG37 ae 
2% 3.07" 3.92" 33KF61 33KG02 33KG38 
1 3.32" 447" 33KF69 33KG03 33KG39 No. 4NCC5 
_—— 3.57" 4.42" 33KF62 33KG04 33KG40 
3h 3.57" 4.42" 33KF63 33KG05 33KG41 
3%" 3.95" 4.79" 33KF70 33KG06 33KG42 
———— 445" 5.11" 33KF71 33KG07 33KG43 
— 457" 5.54" 33KF64 33KG08 33KG44 
— 4.95" 5.92" 33KF72 33KG09 33KG45 
High Temp. 
— a 33KG82 33KH19 33KH55 
—_ ¥' 1.57" 2.08" 33KG83 33KH21 33KH56 
= 1.76" 2.34" 33KG84 33KH22 33KH57 
—_Th Va 33KG85 33KH23 33KH58 
= on oor 33KG86 33KH20 33KH59 
—_ oh 3.30" 447" 33KG87 33KH24 33KH60 
a0 3.95" 4.79" 33KG88 33KH25 33KH61 
——_ 3h 445" 5.11" 33KG89 33KH26 33KH62 * 
—4 4.95" 5.92" 33KG90 33KH27 33KH63 GRAINGER 
Vi — 0.62" 0.98" 33KG55 33KG91 33KH28 APPROVED No. 4NCD7 
——— 0.82" 1.13" 33KG56 33KG92 33KH29 
—— 1.08" 1:54 33kes8 sakes ——33k431— | Hanging and Duct Straps 
8 = : P 
yi 1.20" 1.68" 33KG59 33KG95 33KH32 ; . i | 
i — rt j 182 33kG60 33KG96 33KH33 Hanging Straps—Have alternating 6" nail holes and 4" bolt holes for 
— 1.57" 2.08" 33KG62 33KG98 33KH35 multiple mounting options. 
Vr — 1.62" 148, 3-21 .__ 330s SIKH SIKH? Duct Strapping—Use for hanging ductwork in HVAC applications. 
wh — 1.95" 2.47" 33KG65 33KH02 33KH38 ancl — 
tre 207 20 33KG66 33KH03 33KH39 tae Seenrln 
— 5:39" —)'g6"| 33kG68 | 33kH05 | 33KHA1 L item L tem 
Us = 2. 86" 7 . 
= 2.45" 3.04" 33KG69 33KH06 33KH42 Material W  (ft.) Gauge | _No. Material _W ft) Gauge ncn 
2 hi EE 33KG70 33KH07 33KH43 1020 fT ANCCT yc ilegs tN 
—h 2.82" 3.67" 33KG71 33KH08 33KH44 304 Stainless 10 24 | 4NCD2 eet ESS 7—a719 30 ANCDO 
275" — ono” oor 33KG72 33KH09 33KH45 Steel 100. 20 | ANCC8 7—119 54-1 NCES 
22 — 2.94" 3.19 33KG73 33KH10 33KH46 100 94 4NCD3 49 50 ANCD6 
2%" — 3.07" 3.92" 33KG74 33KH11 33KH47 Copper 95 | BP 127 ++ —S4—| ANCE 
27 — Soo ar 33KG75 33KH12 33KH48 Copper 94’ IONE Galvanized “T0020 TNC 
os $b eae EAE sons Plated Steel 10024 | 4NCD5 Steel 110024 ANCE? 
3h 3.57" 4.42" 33KG77 33KH14 33KH50 10 0 ANC ;—+ 99 —36—| NEE 
3h 3.95" 4.79" 33KG78 33KH15 33KH51 . 40 3 NE 
4 — 4.45" 5.41" 33KG79 33KH16 33KH52 Galvanized 10 24 | _4NCC9 2 
———————— 457° 5.54" 33KG80 33KH17 33KH53 Steel 100. 20_—|_«ANCCE 
—— 4.95" 5.92" 33KG81 33KH18 33KH54 100. 24 | 4NCD1 
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Hanging Straps & Pipe Couplings 


* 





GRAINGER 
APPROVED 


AWWA Pipe 
Couplings 

= Max. pressure: 250 psi 
= Temp. range: -20° to 180°F 
= Nitrile gasket 

= Vacuum rating: 28" Hg 

Can join pipes with up to 1.65" of pipe differential using a single 
flange and gasket. Couplings are heavy cast ductile iron and 


epoxy coated to resist corrosion. ¥" bolts. Meet AWWA C219, 
ANSI A21.11, NSF 61, ASTM A-536, ASTM 633-78. 


Item 

Pipe Size - Pipe Fitting No. of Bolts Fitting Length No. 
1°%4 to 2' ea" Z 4 SENH2 
2°¥6a" to 22/32" 2 4" 5ENH3 
2°¥64 to 3'32" 2 4" oSENH4 
3°%a" to 41564" 4 2. 5ENH5 
42%4" to. 9'932" 4 pve SENH6 
612" to /4¥6a" 4 6" 5ENH7 
8'2" to 92/2" 4 6" oENH8 
10*%6a" to 12'%6a" 8 7 5ENH9 
12/4" to 14192" 8 1% JENJO 


= 
“3 
Swnith-Blain 


A S@NSUS COMPANY 


Ductile-lron 
Couplings 

= Temp. range: -20° to 180°F 
Join pipe with no special preparation required. Allow limited 


pipe expansion and contraction; also dampen vibration. Meet 
ASTM A307, ASTM A536, NSF 61, and ASTM A53C. 


Fitting Length 
Ay" 5" ii 12" 
Item Item Item Item 
Pipe Size - Pipe Fitting No. No. No. No. 
Yq 4NWX2 _ _ 4NWX3 
1" _ 4NWX4 _— 4NWX5 
1%" _— 4NWX6 _ 4NWX7 
2" _ 4NWX8 4NWX9 4NWY1 
a: _ 4NWY2 4NWY3 4NWY4 
4" _ 4NWY5 4NWY6 4NWY7 
straub = 
Es SS ee 
the right connection 


Grip and Wrap- 
Around Pipe 





Couplings Grip-L _ Open-Flex 
=» Max. pressure: 232 psi le 


= Temp. range: -4° to 212°F, 
except Nos. 452Y10 to 


- Pipe No. of Fitting Item 
Fitting Bolts Length No. 
ar L Pipe Coupling, EPDM Gasket 


452Y20 are -4° to 180°F 1564" SMTAS 
=» Vacuum rating: 28" Hg 1 , ye. anita 
Join plain-end pipes without 12" 21%a2" SMTA 
special preparation or special oa 9 sg en 
tools, and create a leaktight seal. 3" 34%a" _ SMTCI 
Reusable couplings dampen zs Sb ounce 
vibration and handle pipe 6 a suate 
j : 64 
misalignment. Meet ASTM 1476, or L Pipe Coupling, Peri pasta 
TY2, CL2, CL3; 116" Y10 
? 1He" 150V1 
GRIP-L 1 21%" 45212 
; 1H 21%" 45213 
Couplings create a pull-out resis- eM 3" 452Y14 
tant seal. Couplings and bolts are —*/2 237, ABZ V5 
316 stainless steel. 4" 34%a"  A52Y17 
it 456° 452Y18 
OPEN-FLEX 6" 4% 452Y19 


8" 5°%4" 45220 
Open Flex Wrap-Around Pipe 
Coupling, EPDM Gasket 


3048S casing with split gasket 
design allows coupling to be 


ae 173" 3" SMTC6 
installed without pipe disassembly. —9« 7 BMT C7 
Not pull-out resistant. Couplings ars 3’ __ SMTC8 

Pp einiec ciel ai 9 "2 34%a" SITES 
are 304 stainless steel, bolts are 4" 3540"  5MTDO 
alvanized steel. 5" 4i%a"_ SMTD1 
: 6 41%4"  SMTD2 
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Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 
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GRAINGER 
APPROVED 


Pipe Straps 
ELECTRO-GALVANIZED STEEL, 1-HOLE/2-HOLE 


Recommended for supporting horizontal runs 
of piping from the face of a structural member. 
Fastening hole in strap may be above or below pipe. 


GALVANIZED STEEL, 2-HOLE 


Use to secure CPVC pipe in a horizontal position on 
the bottom of structural wood beams, or on steel 
with hanger tab in the upward position. Can also be 
used as a guide to limit movement of a vertical CPVC 
pipe with tab in the vertical position. 


HEAVY-DUTY AND COPPER, 2-HOLE 


Help secure tubing to walls, studs, etc. and help form 
a rigid system. 12" to 2" straps are 10 ga.; 212" to 
4" straps are 3 ga. Zinc-plated finish is more corro- 
sion resistant than plain steel; 304 stainless provides 
better corrosion resistance than zinc-plated. Copper 
straps sold 5 per pack, all others sold each. 







No. 1CWC8 


No. 4KJV8 


No. 5P128 


Electro- Galvanized Heavy-Duty Heavy- |Heavy-Duty 
Galvanized Steel,| Galvanized | Steel, Single (304 Stainless) Duty Plain |Zinc-Plated Copper 
Pipe; 1-Hole/2-Hole (Steel, 2-Hole|Hole Wrap Strap| Steel 2-Hole |Steel 2-Hole| 2-Hole 2-Hole 
Size Item Item Item Item Item Item Rod Item 
(in.) No. No. No. No. No. No. Size No. 
¥ 1CWC8 _ _ _ _— _— Ver 5P128 
Vp 1CWC9 _ _— 4NCA5 4KJV8 4KJW8 VA" 5P129 
Ys 1CWD1 4HYC9 4HYC4 4NCA6 4KJV9 4KJW9 ye" 5P130 
1 1CWD2 4HYD1 4HYC5 4NCA7 4kKJW1 4KJX1 Yn" 5P131 
1% 1CWD3 4HYD2 4HYC6 4NCA8 4kKJW2 4KJX2 Ya" 5P132 
1% 1CWD4 4HYD3 4HYC7 4NCA9 4kKJW3 4KJX3 ill 5P133 
2 1CWD5 4HYD4 4HYC8 4NCC1 4KJW4 4KJX4 1%" | 5P134 
re eA ee eee 
is — — 4 4 * 9. 
4 > aNCAd = = ANGCA | —4KJW7 | aKIX7 70/8 Straps. 
* GRAINGER 
APPROVED 


Hanger Plates 
and Brackets 


For a complete list of standards and 
specifications, go to Grainger.com® and 
search for individual products. 

CEILING OR WALL PLATES 

Structural attachments to support hanger 
rod from a ceiling or wall. 

EYE SOCKET ROD HANGER 


Structural attachment used to join hanger 
rod to a structure. 





HINGE ROD HANGER PLATE No: tRUR? nonin 
Hinge type hanger plates are suitable for 44 Max. ian 
attachment to ceiling or wood beams. Size Material Load (Ib.) No. 
Ceiling or Wall Plate 
IRON SIDE BEAM BRACKET ie Electro-Galvanized Cast Iron 180 4UEG9 
. . Cast Iron 180 4UEH1 
Use for attaching pipe or conduit to steel ceiling or Wall Rod Hanger Plate 
Ys" _ Copper Plated Malleable 180 4HYK7 
or wooden beams. He Malleable Iron 180 AHYK8 
vere 
OFFSET EYE SOCKET ROD HANGER = “1° —_S@'vanizee Stee! 180 ATK 
~ 3s" pred | 180 1RUY9 
Structural attachments join hanger : ated Last iron 
. ; ¥s" Electro-Galvanized Cast Iron 180 1RUZ1 
rods to a structure with full vertical rod i Cast Iron 80 TRUZ2 
Eye Socket Rod Hanger 
nena = 
2" re-Galvanized Stee 
SIDE BEAM ROD HANGER Hinge Rod Hanger Plate 
Prethreaded structural attachment a ‘ area ia mi 1 ae 
fastened to wall or the side of ajoistto “onside Beam Bracket 
support hanger rod. Two #43 wood drive — 1 Malleable Iron ee ee | 4HYL1 
screws are necessary for proper support. 780 wiLag Screw, 
3" Malleable Iron °160 w/Bolt to Steel 4HYL2 
Note: Follow fastener manufacturer's recommended 
Offset Eye Socket Rod Hanger 
shear and pull-out strength when fastening to the %,"  Electro-Galvanized Steel 50 {RUT2 
structure. Side Beam Rod Hanger 
Steel 250 1RUY8 


1-800-GRAINGER (472-4643) 


PLUMBING 
Beam Clamps & Pipe Repair Clamps 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 








os : = 
1S = = he = 
nvent GRAINGER ANVIL’ sae = 
CADDY APPROVED eee = _ Lie 2 . | 
Beam Clamps ours yy Uy Sy 
Note: Setscrews must be tightened and except Nos. 4HYG6 to 4HYG9 are —— y 
torqued onto the sloped side of the I-beam. 1546", Meet Fed. Spec. A-A-1192A | j j 
UNIVERSAL (Type 19 and 23), WW-H-171-E Se ies ming ee cerry sage 
Structural attachment for top or (Type 23), ANSI/MSS SP-69, ANS/ _BeamGlamps on amen 


MSS SP-58 (Type 19 and 23), UL and QniversalBeam Clamps 


bottom of metal beams, purlins, 
C-UL Listed, FM Approved; except Ya" Electro-Galvanized Steel 


channels, or angle iron. Hardened Ta CLS TS a 


nVent Caddy 1XJR3 









Ya Electro-Galvanized Steel Top of Beam 500 and Bottom 250 —_—snVent Caddy 1RUY3 
steel setscrew. Max. flange size: 34". Nos. 4HYG6 to 4HYG9 meet Fed. =. 4804 Stainless Stee va ot Boar Seoea Batam ogy ett Gacy TRVRS 
Meet Fed. Spec. WW-H-171 (Type SPEC.IT1A2A (ye 38 tale ra ee ei 
Saree etal here ® and ANSIMSS SP-56 (Type 19)” 7 Enog Gaaab 0 ee 

a - - : 2 ectro Galvanize alleabie tron 
pe are eae oe yp mca ine wan gos calvanized Stee Top of Beam 950 and Bottom 760 nVent Caddy 1RUY4 
WI =“OFr-Dy. -1Q- amps with Setscrew 
CHANNEL-TO-BEAM Ye 1% Malleable Iron 400 Anvil 4HYF8 
C-CLAMPS WITH SETSCREW Attaches to beam and supports strut. %" 1% Malleable Iron 400 Anvil 4HYG1 
5a! 2 Malleable Iron 440 Anvil 4HYG2 
Attach to W and M beams. Hardened MULTIFLANGE a: Malleable Iron 440 Anvil 4HYG3 * 
steel setscrew. Meet Fed. Spec. Structural attachment to bottom ——_:-Clamps'with Sétscrew and Locka i” eee 
A-A-1192A (Type 23), WW-H-171-E of nurlins and beams to support 2.2 Electro Galvanized Malleable Iron 400 GA 22FP81 
T 23) ANSI/MSS SP-69. and : 1%6 Ductile Iron 200 at Top, 250 at Bottom Anvil 4HYE5 
(Type 23), alt threaded rod. Swivel feature for i" 1% Malleable Iron 400 Anvil 4HYF7 
ANSI/MSS SP-58 (Type 23). UL sloped roofs. UL Listed for fire 1% Malleable Iron 400 Anvil 4HYF1 * 
and C-UL Listed. 3" size is FM . eee : 2% Carbon Steel 230 Anvil 4HYH1 
Approved protection applications (max. 3 o avail Lea 950 at Top, 760 at Bottom i aE 
. i i 4 alleable Iron nvi * 
schedule 40 steel pipe). R 16 Ductile Iron 950 at Top, 760 at Bottom Anvil 4HYE6 
C-CLAMPS WITH SETSCREW PURLIN 2% Carbon Steel 380 Anvil 4HYH2 
AND LOCKNUT 5a —2 Malleable Iron 440 Anvil __ 4HYF3 
Attaches to lower flange of metal 2 Malleable Iron 440 Anvil 4HYF4 
For structural attachment to top or ~~ heams or purlins with 45° flanges =" 5 Malleable Hon 500 _ ae . 
bottom of metal beams, purlins, up to 2" long and 90° flanges up Wide Mouth C- clamp with Satsoraw and Locka a ~ oem 
channels, or angle iron. Hardened to 1%"H. Hardened steel setscrew x" 1% Ductile iron 500 at Top, 250 at Bottom Anvil 4HYE8 
steel setscrew. Meet Fed. Spec ade : Yo" 1% Ductile Iron 950 at Top, 760 at Bottom Anvil 4HYE9 
e oper: Meets Fed. Spec. WW-H-171 (Type sy _ 2 Ductile Iron 1200 Anvil 4HYG6 
WW-H-171 (Type 23) and MSS ANSI/ 23) and MSS ANSI/MSS-SP-58 (Type 2 Ductile Iron 1200 Anvil 4HYG7 * 
a ype 2 Ductile Iron 1600 Anvil 4HYG8 
MSS-SP-98 (Type 19 and 23); install 49 ang 23): install in accordance ae: Ductile Iron 1600 Anvil 4HYG9 * 
in accordance with ANSI/MSS-SP- with ANSI/MSS-SP-69 Channel-to-Beam Clamp _ | 
69. 34" size is FM Approved : 3% Electro-Galvanized Steel 1200 Per Pair nVent Caddy 1XJR4 
78 Pp BEAM CLAMP STRAPS Fa pe eotro Galvanized Stee 1200 GA 22FP82 
ultiflange Beam Clamps 
WIDE-MOUTH C-CLAMPS AND SLIP LOCK STRAP vai 3% Electro-Galvanized Steel and Z Purlins 200 and Flat Flanges 160 nVent Caddy 1RVG3 
Use under roof installations with bar Retainer straps for universal clamps. Purlin Clamp Electro-Galvanized Steel _— Cand Z Purlins 200 and Flat Flanges 160 nVent Caddy 1RVG4 
joist-type construction; or attach to —_Fjelg bend and use jam nut over 5p" 2 ‘ Gast ron an — pauity : Lines 
i fie alleable Iron 
vertical hanger rod offset from the —_ of flange to determine min. strap % 8 Pre-Galvanized Steel = nVent Caddy 1RUR6 
flange edge ; ; or 10 Pre-Galvanized Steel = nVent Caddy 1RUR7 
length. Slip lock strap is for retrofit % 12 = Pre-Galvanized Steel = nVent Caddy 1RUR8 
. — icati ; trip Lock Strap 
With Setscrew and Locknut— appicauons ye" 12 Pre-Galvanized Steel — nVent Caddy 1RUR5 
Max. joist or flange thickness: 1/4", * Zinc-plated finish. 
* 3 f va +? ! : 
, = 
304 Stainless Steel as — > 


Pipe Repair Clamps 
For safe repair of cold and hot water lines. 
Clamps provide a positive seal and have Bolt Item 






plated malleable iron lugs and a neoprene ypeSte (in), lassi (in.) No. 
gasket, except 3- and 4-Bolt Clamps have 73 oWMPO ; 
a gridded Buna N gasket. All models are “4 he = naleiBolt 
g Ail oi : it ¥ awe No. 247944 Two Bolt 
tagged with pipe size. i OHM No. 24T954 
Pipe Bolt Item Z 5WMR2 
Size (in. Size (in.) No. 2 oWMR4 
Single Bolt - 3" Length 3 OWMRS 
¥; 241944 31% 5WMR6 
% 241945 4 Ag 5WMTO 
Yn 4x3 241946 5 5WMT2 
1 : 241947 6 5WMT6 
TV, 241948 7 5WMT5 
TV, 247949 8 5WMT8 
2 241950 Four Bolt - 12" Length 
ap yd 247951 > 5WMP1 
3 : 247952 Yj 5WMP3 
4 241953 1 ¥p 5WMP5 
Two Bolt - 6" Length 1% 5WMP7 
v% 241954 1% 5WMP9 
yj 247955 a 5WMR1 
1 ¥% x3 241956 dV 5WMR3 
iy oreea : anise Three Bolt 
2 4195 7 ) No. 5WMPO 
9 241959 5 AG 5WMTA Four Bolt 
av, shy A 247960 6 5WMT3 No. SWMR9 
3 : 247961 7 5WMT4 
4 241962 8 5WMT7 
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PLUMBING 
Pipe Repair Clamps & Supports 


Scan. Order. Done. 
Details on page A1. 














| 
= = Redi-Clamp® 
Pipe Repair Clamps 13 | 3"Length | 6"Length | 9"Length | 12"Length 
es ; ; ; Pipe Item Item Item Item 
Use to repair pipe without dismantling h-Elain Size No. No. No. No. 
connections and to join pipes without ASeNs coma it |__ANWE2 ANGI? = = 
threaded connections. Have 304 stainless steel band 1 ye aNWP4 an ANWPe ANWPS 
and Nitrile gasket. | Full Circle 3 4NWR1 ANWR2 ANWR3 ANWR4 
: Bees Redi-Clamp® 4" 4NWRS5 4NWR6 4NWR7 4NWR8 
Redi-Clamp®—Use for repairing pinhole leaks, punc- oe peated No. 4NWT8 = —=-/—4NWRG ANWTA ANWT? ANWT3 
tures, and splits. Drop-in bolts allow easy installation. 8 4NWT4 4NWTS 4NWT6 ANWT/ 


Full Circle, Fabricated Stainless Steel Lugs 


Ductile iron lugs and carbon steel nuts and bolts. Full Circle, Single Band Ductile Lugs 

















3 7 Length a Length br a Length ee Length ee a 
. F F ipe tem tem tem tem tem tem 
Full Circle—Fabricated stainless steel lugs can be Size No. No. No. No. No. No. 
installed in tight spaces and may be used to join plain fe ae Lee ANTS aNWNT BLGK 4NWN2 
pipe of the same diameter. 304 stainless steel stud ry ANWU3 BE GIS ANWU4 ANWN5 5LGK9 ANWNG 
bolts. Single-band clamps have 360° gasket seal for a is 5LG9 ANWUG 4NWN7 SLGLO 4NWNE 
support, anda | keeper bar" that helps close clamp 10" 5LGK1 5LGK2 5LGK3 5LGL2 5LGL3 5LGL4 
during installation. Steel nuts and bolts. iy 5LGK4 5LGK5 5LGK6 5LGL5 5LGL6 5LGL7 
FOR TUBE 
ol, enaenensantte Item 
Single, Weld | ey Tube Size L WwW H No. 
Plat Twin, Weld Mounting Rail Twin, Weld Plate 
“ Plate Steel Hardware 
No. 2UKP6 iio: mui No. 2UKWS A 145" 1.69" 2UKR9 
oe FOR HOSE yea 1.69" UKTI 
os Of item 2 16° We 
Si : %, 2.16 1.71 2UKT3 
bs Ae Md L ALE i 275° 1.20" — 2.14 2UKT4 
= Smooth Bore, Single, Weld Plate 7 775" 744" SUKT5 
Weld-Plate and Rail-Mount Steel Hardware OB" oT sURWS T 975" 514" OUKTG 
Vibrati Reducti Cl 0.93" 1.96" , ter 2UKW9 i as oot cURT? 
Ipration HeEGUCTION VIAaMPS — 455 ——r53—_1.20" 445 ING iv 4°33 2.81 2UKTS 
= Max. pressure: 1500 psi Nae £19. FOR TUBE ars else bite Item 
= Temp. range: -22° to 194°F iter Pipe Size L W H No. 
Easy-to- Tube Size L W H No. single, Weld Plate 
y-to-assemble clamps are welded in place or rail —sgingie, Weld Plate Steel Hardware 
mounted to secure hoses, piping, and tubing. Ribs in Steel Hardware ie oan ier sas 
clamp bore and polypropylene cushioning reduce wear. ——7} ap 159, SUN i 2.83" 1.20" — 2.52" 2UKR6 
due to vibration, rubbing, and chafing. Meet ASSE A 1.65" 1.54" 2UKP3 bes 2.83" 2.02, 2UKR7 
oe 765" "5 SUKPA 1% 3.46 2.83 2UKR8 
standards. yh 2.04 oy 1.61" 2UKP5 Stainless Steel Hardware ak SUKNS 
Thi i : i 2 ‘ " “ 
Smooth Bore, Single—Chamfered, smooth core ; snd ter atts sacs umecRaricd hey 700) 2UKN9 
helps to reduce wear and extend the life of hoses. i 2.83" 2.50 2UKPS a eer lal 
; ; e ae Sai Va 2.04" 1.61" 2UKV9 
Single Clamps—Recommended for systems without 4 3.56 2.83 2UKR1 Fj 5°36) 783" UKW1 
; Stainless Steel Hardware T r " T 
dynamic loads. H, 1.41" 125" 2UKL9 T cOg 1.20" ee aU 
m "65" or SUKN2 1H 2.83 2.52 2UKW3 
; _— r— 1.20 17" 3.46" 2.83" 2UKW4 
Twin Clamps—'deal for general-duty applications Va 2.04" Lor 2UKN4 Twin, Weld Plate : 
subject to moderate levels of shock and vibration. Single Line; Rail: Mount 18! my Steel Hardware = = 
: . . . teel Hardw a mii lta 
Single Line, Rail-Mount—Use with steel mounting "22, tare a SUKUS i i! 2UKU3 
rail No. 2UKW | rately) to install multip| Ya 2.04 1.61 2UKV1 Item 
all No. 2UKW5 (sold separately) to install multiple r 2.04" 1.20" T61" 2UKV3 L W H No. 
clamps side-by-side. Once mounted, clamps can be TVs" 5.93" 2.50" SUKVS Mounting Rails 
slid along rail for proper alignment. 2" 3.46" 2.83. 2UKV6 3g 26mm Timm 2UKW9 
Pipe BEHRINGER 
Clamps and Supports FOR TUBE FOR TUBE 
Tube Item Tube Item 
Use to secure tubing and __ For high-purity Size ot & WH __ No. Size - We H No. 
; . . ouble, Stacking — ingle, Rail Mount — 
pipe, while reducing noise and washdown Santoprene™ Insert Polypropylene Insert 
and vibration. applications. 316 Stainless Steel Hardware 304 Stainless Steel Hardware 
Single, Bot Plat oe eee ee 
No. 4TKW1 Bolt Plate Mounting— Single Clamps 5.00" 1.22" 438" ATLAd 5°95 1.69" 4WEFR8 
Include a base plate with with Polypropylene 2 5.00 438 aTLAG % 2.25 7 1 69 aweTi 
bolt holes to secure clamp. Insert—Heavy-dut 9.00" 38" 4 4 2.79 1.25" 2.19" 4 
P ; y y Single, Bolt Plate — fe 2.75 2.19" AWFT6 
Double, Rail Mounting—Can be clamps withstand Santoprene™ Insert 1" 2.75" 9.19" 4WFT7 
Stacking shock and vibration 316 Stainless Steel Hardware 1%" 3.34" 2.69" 4WFU1 
Neate mounted rect f0 a SIG of hydraulic systems Hie Se A eS _ 2a 
EHenDeY Teng taints, up to 5000 psi. 3.50" 163" 4TKW1 2%" 4.50" |’ 3.83" 4WFV3 
Weld Plate Mounting— A 4.88. 2.88 aTKW7 0mm 75 ar 2.19" AWFTS 
i i 78" 88" 88" 4 arbon Steel Hardware 
. ; Clamps include weld plate Twin Clamps with Ys 3.50" 1.63" 4TKW2 Ys" 2.25" 1.69" 4WFG9 
Single, Rail Mount for weldina directly to the Polypropylene 7° 4.88" 288° 4TKW9 2" 2.25" 1.69" 4WFH2 
No. 4WFR8 g , Insert—Use to 7 4.88" 2.88" A4TKX2 4° 2.75" 2.19" 4WFH6 
support structure. . "3.50" 1.22" 1.63" 4TKW4 — %" 2.75" 1.25" 2.19" 4WFH 
manage multiple age 2.88" ATKX3 1" 2.75" 2.19" 4WEJ1 
y Single and Double lines; withstand tae ooo ae La 5 oe AWE |G 
= Clamps with shock and vibration 3 4°98" 589" ATKY4 28 4.50 3.88) aWEK2 
Santoprene™ Insert— x. 650 4.63" 4TKY2 a" 4.50" » 3.88" 4 
S Ai ve ' of hydraulic systems | 7.339 463° ATKYA _ 21%" 4.50" |-/ 3°89" AWEKS 
mooth bore helps prevent to 1500 psi. 3° 6.50" 4.63° ATKY6 2% 4.50 > 3.88 AWEK6 
bacteria and debris from 4" 7.19" 5.05" 4TKY8 "6.00" 2.25" 5.13" 4 
: ees 20mm 2.75" 1.25" 2.19" 4WFH7 
Single, Weld Plate collecting; also dampens 
No. 4WFL4 and absorbs vibration. | CONTINUED | } 





Twin, Weld Plate 
No. 4WFZ3 
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GRAINGER CHOICE ° PLUMBING 
Find the wy. Find Solutions. Find Great Prices. Anti-Corrosion Tube Clamps, Cushioned U-Bolts & Spray Shields 
«EI 
Pipe Clamps and Supports BEHRINGER 
FOR TUBE FOR TUBE FOR TUBE FOR PIPE FOR PIPE 
Tube Item Tube Item Tube Item Tube Item Tube Item 
Size L W H No. Size L W H No. Size L W H No. Size L W H No. Size L W H No. 
Single, Weld Plate — Carbon Steel Hardware Twin, Rail Mount — Double, Stacking — Single, Weld Plate — 
Polypropylene Insert Vy" 2.88" 2.00" 4TLC1 Polypropylene Insert Santoprene Insert Polypropylene Insert 
304 Stainless Steel Hardware ¥" 2.88" 2.00" 4WFD5 Zinc-Plated Steel Hardware 316 Stainless Steel Hardware 304 Stainless Steel Hardware 
Yr 2.88" 2.00" 4WFL1 "2.88" 2.00" 4WFD7 yy" 2.19" 1.25" 4WFX4 Yr 3.34" 2.63"  4TKZ3 Yer 2.88" 2.00"  4WFL3 
% 2.88" 2.00" 4WFL2 % 2.88" 2.00" 4WFD9 2.19" 1.25" 4WFX5 (MEY 2.63"  4TKZ8 Yr 2.88" 2.00"  4WFL5 
Yo" 2.88" 4 5, 2.00" AWELA Ys" 3.38" 1.25" 1.50" 4WFE2 "2.19" 1.25" 4WFX6 TH" 3.34" 1.22" 263"  ATLAI ¥ 2.88" 1.25" 2.00"  4WFL7 
Ys" 3.38" °°? 71.50" 4WFL8 A 3.38" 1.50" 4WFE5 Ye 2.19" 1.25" 4WFX8 2" 5.00" 4.38" ATLAS Tt 400" 3.00"  4WFN7 
T. 3.38: 1.50" 4WEN3 T0000" 1.50" 4WFE6 Ys" 2.69" 1.19" 1.75" 4WFX9 314" 5.00" 4:38" ATLAS TH" 4.00" 3.00" 4WFNS 
1%" 4.00" 3.00" 4WFNG 1%" 4.00" 3.00" 4WFES 1" 2.69" 1.75" 4WFY3 Single, Bolt Plate — 2%" 7.38" 5 55» 9.00. 4WFPS 
174" 5.88" 4.25" 4WFP1 1%" 4.00" 3.00" 4WFF2 1%" 3.19" 2.00" 4WFY5 — Santoprene™ Insert 31%" 7.38° “<° 5.50" 4WFR2 
2. 5.60" 1.75" 4.25" 4WFP3 1%" 5.88" 4.25" AWFF4 1%" 4.06" 2.50" 4WFY6 316 Stainless Steel Hardware Carbon Steel Hardware 
25 5.88" °° 4.25" AWFP4 2" 5.88" 4.25" 4WFF6 1%" 4.06" 2.50" 4WFY8 3.50" 1.63" 4TKW3 Ys" 2.88" 2.00" 4WFD8 
2%" 5.88" 4.25" 4WFP5 2s" 5.88" 1.75" 4.25" 4WEF8 Twin, Weld Plate — 4.88" 2.88"  4TKX1 ¥ 2.88" 2.00" 4WFE1 
294" 7.38" 5 55» 9.00" AWEP8 215" 5.88" 4.25" 4WFG1 Polypropylene Insert 1.05" 4.88" 1.22" 2.88"  4TKX4 "3.38" 1.25" 1.50" 4WFE4 
3" 7.38" "5.50" 4WER1 274" 9.88" 4.25" 4WFG2 304 Stainless Steel Hardware 1" 488" 2.88"  ATKX6 1" 4.00" 3.00"  4WFF1 
10.00" 3.00" 7.63" 4WFR3 3" 7.38" 5 5» 5.00" AWFG4 L 1.44" 4WFZ2 TH" 4.88" 2.88"  4TKX9 1%" 4.00" 3.00" _4WFF3 
20mm 3.38" 4 55» 1.00" 4WFL9 302" 7.38" 5.50" 4WFG5 "9-19" 1.19" 1.44" 4WFZ3 Single, Rail Mount — 1" 5.88" 4 75 4.25" 4WEFS 
30mm 3.38" °° 1.50" 4WFN5 AV" 10.00" 3.00 7.63" 4WFG7 ¥y" 9.69" 1.94" AWFZ6 Polypropylene Insert i 9.88" j 4.25 AWFF9 
20mm_ 3.38"; 55» 1.90" 4WFES Zinc-Plated Hardware 304 Stainless Steel Hardware Twin, Rail Mount — 
30mm_ 3.38" “** 1.50" 4WFES8 Vy" 2.19" 1.44" 4WFV7 2.25" 1.69" 4WFR7 Polypropylene Insert 
Single, Weld Plate — % 2.19" 1.44" 4WFV8 Y;* 9.95" 1.25" 1.69"  AWFR9 Zinc-Plated Hardware 
Santoprene™ Insert he" 2.19" 1.44" 4WFV9 vy 1.69" _4WFT2 Ya" 3.19" 4 4g 2.00" AWFY4 
316 Stainless Steel Hardware 3° 2.69" 1.94" 4WFW3 2" 4.50" 1.75" 3.88"  4WFV1 1" 4.06" °'% 2.50" 4WFY7 
Yo" 3.34" 2.88 ATKT7 7%" 2.69" 1.19" 1.94" 4WFW5 Carbon Steel Hardware Twin, Weld Plate — 
%' 3.34" 2.88. ATKT8 1" 2.69" 1.94" 4WFW6 Ye 2/5 2.19°  AWFH8 Polypropylene Insert 
I" 3.34" 2.88° 4TKT9 1%" 3.19" 2.19" 4WFW8 a 2.15" 4 on» 2.19" 4WE2 Zinc-Plated Hardware 
1 3.34" 2.88 ATKU3 1%" 4.06" 2.69" 4WFW9 1 3.34" °° 960" 4WFJ5 Yr 2.19" 1.44" 4WFW1 
Th" 3.34" 2.88° 4ATKU7 1h" 4.06" 2.69" 4WFX2 TH" 3.34" 2.69"  4WFJ7 2.69" 1.94" 4WFW4 
2" 3.34" 1.22" 2.88" ATKVI TV" 4.50" 5 755 3.88" AWFIO Ys 3.19" 1.19" 2.19 4WFW7 
2" 5.00 4.63" ATKV2 2" 450" ''° 3.88"  4WFK4 Tt" 4.06" 2.69"  4WFX1 
21" 5.00" 4.63" 4TKW4 TH" 4.06 2.69" 4WFX3 
3" 5.00" 4.63" 4TKV6 
3%" 5.00" 4.63" 4TKV7 
4" 577 5.05" 4TKV8 
eoTALIEE = Max. pressure: 2000 psi Item 
STAUFF Tube Size oL W H No. 
== = Temp. range: -13° to 194°F Anti- -Corrosion Weld Mount Twin cae 
H H Vix Vs" 14 49AG4 
Anti-Corrosion Feature corrosion-resistant 316 Wa Tae ae 1 BAGGY 
Tube Clam S Stainless steel material with a pce at at RES ae 
’ 4 X Y4 . : : 
p clamp body that's flame-retardant, Pani xT" 976" 9-76" 073" 4OAG56 
— : ” : La UV-stabilized construction. Designed Bs , : : item ,Gxémm 146 _ _ 49AG45 
ube vIze 0 ; ube vize 0 xi2zmm E : : 
Anti-Corrosion Strut Mount Standard Clamp to reduce the effects of pipe corro- Anti-Corrosion Weld Mount Standard Clamp 14x14mm_ 2.17" 2.17" 1.73" _ 49AG51 
Fane ee ARS ae hee —eap—tanas 2B nn 278278218 
Ae 1.54" 1.54" 1.40" 4 yi Ae 4G" 4 x20mm_ 2.76" 2.76" 2.13" 
% +54" 154" 1.40" 49AG24 aid in water dispersal. Meet API RP % +46" 1.46" 1.46" A9QAF99 Pipe Item 
bs Ui ts 16s 49A627 552, NACE SP 0108-2008, dimen- pe 1.65 1.65 1.69 49AG03 Nee L. W J , Ne. 
16. Jt 14 1,63" 4 : : 16. .69 .69 69" 4 +) nti-Corrosion Strut Mount Standard Clamp 
17" 177 1.63" 49AG31 sional standards to DIN 3015-1, and 5" 1.65" 1.65" 1.69" 4QAGO7 ve CO«i4" 1.54" 1.40" 49AG25 
Ys" 2.05" 2.05" 1.75" 49AG33 fully interchangeable. Ya! 1.97" 1.97" 1.81" 49AG09 2.05" 2.05" 1.75" 49AG35 
1" 2.05" 2.05" 1.75" 49AG37 Item T 1.97" 1.97" 1.81" 49AG13 Yq" 2.32" 2.32" 1.99" 49AG38 
T 2.32" 2.32' 1.99" 49AG39 Tube Size L W H No. TH" 2.80" 2.80" 2.68" 49AG17 1V%s" 2.80" 2.80" 262° 49AG44 
1%" 2.80' 2.80" 2.62" 49AG41 Anti-Corrosion Strut Mount Twin Clamp 1%" 2.80 2.80" 2.68" 49AG19 Anti-Corrosion Strut Mount Twin Clamp 
Ty" 2.80" 2.80" 2.62" 49AG43 Ya'x Va" 1.42" 1.42" 1, 49AG58 6mm 1.46" 1.46" 1.46" 49AF96 i 1.42" 1.42" 1.55" 49AG60 
6mm 1.54" 1.54" 1.40" 49AG21 ¥'x¥s 1.42" 7.42" 1.55" 49AG59 {2mm __1.46" 1.46" 1.46" 49AG02 VA 2.64" 2.64" 2.01" 49AG67 
12mm 1.54" 1.54" 1.40" 49AG26 Bx %" 2.09" 2.09" 1.61" 49AG62 14mm 1.65" 1.65" 1.69" 49AG04 ane poe Mount Standard Clamp 
14mm _1.77"__1.77" 1.63" _49AG28 Ys xs 2.64" 2.64" 2.01" 49AG65 15mm 1.65" 1.65" 1.69" 49AG06 1.46" 1.46" 1.46" 49AG01 
15mm__1.77" 1.77" 1.63" 49AG30 "xt" 2.64" 264" 201" 49AG68 18mm 1.65" 1.65" 1.69" 49AG08 A 1.97" 7.97" 1.81" 49AGT1 
8mm 1.77" 1.77" 1.63" 49AG32 6x6mm 1.42" 71.42" 7.55" 49AG57 20mm 1.97" 1.97" 1.81" 49AG10 Ya" 2.36" 2.30' 2.05" 49AG14 
20mm 2.05" 2.05" 1.75" 49AG34 T2xt2mm_ 1.42" 71.42" 1.55" 49AG61 25mm 1.97" 1.97" 1.81" 49AG12 TVs" -2.80" 280" 268" 49AG20 
25mm 2.05" 2.05" 1.75" 49AG36 14x14mm_ 2.09" 2.09" 1.61" 49AG63 28mm 2.36" 2.36" 2.05" 4QAG15 Anti-Corrosion Weld Mount Twin Clamp 
30mm. 2.32" 2.32" 7.90" 49AG40 18x18mm 2.64" 2.64" 201" 49AG64 30mm 2.36" 2.36" 2.05" 49AG16 a 1.46" 1.46" 1.61" 49AG48 
35mm 2.80" 2.80" 2.62" 49AG42 20x20mm 2.64" 2.64" 201" 49AG66 35mm 2.80" 2.80" 2.69" 49AG18 VA 2.76 2.76 2.13 49AG55 
7 ™ 7 = —. 
Alpha Series™ Cushioned U-Bolts —_Si 
inc- ef Electro- 316 Stainless Electro- 316 Stainless | 
Zinc plated steel, tull-contact Galvanized Steel Steel Galvanized Steel Steel 
hangers provide total load For in Inside Item Item For — item item 
istributi imi ife- Pipe Size Load (lb.) Width No. No. Pipe Size Loa (in) Widt 0. 0. 
distribution and eliminate knife A 485 12364" 4MWES 4MWF1 21" 394 4MWG3 4MWG4 
edge loading. Bolts prevent yi" 485 1356s" 4MWG7 aMWas ch 5580 cu aMWas AMWG6 
T' 485 15 Va" 4MWE5 4MWE6 314" 2260 Q 4 4 
later al movement and provide a TV 1220 2%e' 4MWF4 4MWF5 q' 2260 5" 4MWH2 4MWH3 
positive lock. Ty" 1220 276" 4MWF2 4MWF3 5" 2260 6/6" 4MWH4 4MWH5 No. 4MWES 
2 {220 2%e' 4MWG1 — 6" 3620 732" 4MWH6 4MWH7 sole 
2 1220 _ 28%6q" — 4MWG2 8" 3620. 9/2" 4MWJ1 4MWJ2 
H ~ 
Safety Spray Shields 
= ANSI Class #150 PVC il +H 
Totally enclose flange for complete spray protec- = Max. temp.: 170°F ib ___| PTFE | PVC |Polyethylene 
; : . . ; wes Pipe Item | Item Item 
tion. Shields are UV and chemical resistant. Install Constructed of reinforced yellow poly- Size, No. | No. No. 
with hook-and-loop fasteners and drawstrings. vinyl chloride cloth, white polyester thread, and 77, aettD pois aan 
PTFE drawstring. Include pH indicating patch. 1" |3KHN3|3KHN2| 3KHN1 
1%" 3KHN6 | 3KHN5)  3KHN4 
= Max. temp.: 450°F POLYETHYLENE 2 SKHNO SKHN SKHN7 
Constructed of 3-ply multilayered reinforced =» Max. temp.: 170°F 4” |\OMJU2)| 3KHP5 3KHP4 
PTFE-coated glass cloth, PTFE thread, and draw- _— Constructed of transparent reinforced poly- 6. anne anurs aKHe 
string. PTFE stiffener lines the inside for additional ethylene cloth, white polyethylene thread, and ~-4o";3KHR6 3KHR5|~ 3KHR4 
protection. Include pH indicating patch. drawstring. 12° | SKHR9| 3KHR8)  SKHR/ 
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Pipe Supports & Pipe Insulation Details on page Al. 

Adjustable Cradle and support pipe during and after installation; also provide § Galvanized and Black—Include cast-iron 

Pi S ddl = support for stationary pipe during vertical adjustment (approxi- saddle, locknut nipple, and cast-iron reducer. 
ipe a € mately 412"). Adjustable supports meet Fed. Spec. A-A-1192A 


Cast Iron with Steel Yoke—Include cast-iron 
saddle, steel yoke and nuts, locknut nipple, and 
cast-iron reducer. 


Su orts (Type 38) and WW-H-171-E (Type 39), MSS SP-69, and MSS SP-58 
PP (Type 38). Insulation shields meet Fed. Spec. A-A-1192A (Type 40), 
WW-H-171-E (Type 41), MSS SP-69, & MSS SP-58 (Type 40). 





\\ Cast Iron Cast Iron W/Steel Yoke Insulation Protection Shields Help distrib 
P ne ys — james gerical tem — aac! oe Item ute loads to keep the vapor barrier intact and 
ize oa inis j. Min. Adj. Max. No. inis j. Min. Adj. Max. No. i i i i 
og te Bek 7 BTW uit aL ~: to keep outside foam and fiberglass insulation 
be | 215" Galvanized _—8" 13" 4LVD5 — — — = from being crushed. Galvanized carbon steel. 
\ l 3" 1800 Ib. — Black Bi" 13%" 5LWT2 = = = — 
a | 2 Galvanized 81" 13¥,"  4LVD6 — — — = 
> 3" Galvanized 8" 13%" ALVD7 — — — — Insulation 
eels q Black gif," 14" 5LWT3 | Black 9% 14" 5LWT9 Protection Shields 
— 4" Galvanized 91%" 14" ALVD8 —_ _— _ _— Pipe Insulation Item 
No. 4LVD5 ot Black 10° 14%" _ 5SLWT4 Black 10% 14%" _SLWUO Size Thickness Gauge Type No. 
No. 5LWT9 5" 3800 Ib.| Galvanized 10° 14¥," 4LVD9 = = — — tt wt 18 TA ALVA9 
; 6" Black 10%" 15%" 5LWT5 | Black 10% 15%" 5LWUT Htoty" Wty 18 2A ALVC1 
6" Galvanized 10%" 15%"  4LVEt = —_ — — Rito” Veto 18 3A ALVC2 
8" Black 1%" 16%" 5LWT6 = — — — Hto2w" Wwtrty 18 #£z4A ALVC3 
8" 3800 Ib. — — = — Black 12% 16% 5LWU2 Lio T to 2" 18 7A ALVC6 
No. 8" Galvanized 11%" 16%" 4LVE2 = = — — TH to 4" 1 to 2" 16 8A ALVC7 
10" 3800 Ib.! Black 13%" 18%" 5LWT7 | Black 133%" 18%" 5LWU3 I”hto4" Thto” 16  °#OA ALVC8 
4LVA9 ie Black 15" f9%" 5LWT8 | Black 14%" 19%" 5LWU4 6-8" T to 2" 16 128 4LvD4 
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Rance Fiberglass Pipe Insulation APPROVED 
GA Pipe Fitting Insulation—Preformed fiberglass Owens Corning® ASJ Max Fiberglas™ Pipe Insulation— 
insulation for 90° elbows and tees eases installation Cleanable, encapsulated paper jacket doesn't support mildew 
and provides for greater thermal performance. Includes or mold growth. Jacket resists moisture during intermittent, 
<= matching PVC cover. Installs with 1" Pipe Fitting short duration precipitation exposure during installation (with 


Insulation Tape No. 6WXE4, sold separately. Use 3" Pipe joints sealed per installation guidelines). SSL® Max closure 
Insulation Tape No. 4LFJ3 to seal butt joints. Insulation | system provides a tight, reliable seal without glue or staples. 





meets ASTM C547 and C300 Series. Certified by SCS Global Services to contain a minimum of 53% 
= Application temp. range: 0° to 450°F recycled glass content, 31% pre-consumer and 22% post- 
= White color consumer. GREENGUARD Gold Certified. Meets UL 723, ASTM 
Owens Corning® Fiberglas™ Pipe Insulation—The eae ae — peor Un apere nhueeonn aac mneLING, 
pressure sensitive adhesive system features a self- ae le " 
sealing flap to ease installation. GREENGUARD Certified. ™ >‘ lengths -_ a 
= Service temp. range: 0° to 1000°F (with heat-up schedule) 
No.emRc3 = 3". lengths = White color 
= Service temp. range: 0° to 1000°F 
iis = White color jacket Owens Corning® 3"'-Wide Pipe Insulation Tape—Seals 
A4LFC9 end joints and completes the closure systems. 


= Service temp. range: 25° to 110°F (ambient) 


= Service temp. range: -20° to 150°F 
MINIMUM QUANTITY OF 3" WIDE ASJ TAPE ROLLS REQUIRED 











on ite or Copper No. of Sortions No. isa = White color jacket 
ube Size (in. er 25-ft. Ro er 150-ft. Ro : . . wade ‘ 
to ft ) : up to 10 : up to 60 Owens Corning® 1"-Wide Pipe Fitting Insulation 
eto i 08 up ioe Tape—Vinyl pressure-sensitive tape for joining pipe and fitting 
Example: 15 sections of 1.0" nominal pipe size would require insulation. 
two 25-ft. rolls of tape. = White color jacket 
Wall Thickness - Insulation 
Fits Pipe Fits Insulation y," ig 1%" 2" 
Size - Pipe Tube Nominal Item Item Item Item 
Insulation _Size 1.D. No. No. No. No. 
) Owens Corning°—Fiberglas® Pipe Insulation 
ya" 1% 1%a" 40PP22 _— _— — 
No. 4LFu3 1" 1%" 12%a" 40PP32 _ — — 
1Y 1%" 11"¢6" 40PP33 = _— = 
90° Elbow Tee 12" 28" 2/32" 40PP is — _— _— 
Copper Wall Thickness - Insulation Wall Thickness - Insulation 3 3 V2. 3132 = 40PP20 
Tube Size Copper Tube Fits Pipe 1" 12" 2" 1" 1%" 2 Owens Corning®—ASJ ao Fiberglas™ Pipe Insulation 
Insulation (Nom.1.D. Size (0.D. Size-Pipe| Item Item Item Item Item Item Ve YB ALFG6 | 4LFH2 = 
Nominal !.D. Plumbing) HVAC/R) Insulation | No. No. No. No. No. No. Ya Ye 7 —= ALFC9 | 4LFE2 ALFF4 
GA—Pipe Fitting Insulation Ya" Te 1%a" — 4LFD1 ALFE3 ALFF5 
VA — — YA" 6WYC7 | 6MPW7 | 6MPX7 | 6MRC3 | 6MRD3 | 6MRE3 il 14s 12%64 = 4LFD2 ALFE4 4LFF6 
A Be Fe 6MPY7 | GMPZ6 | — | 6MRF3 | 6MRG2 — Ty TN Te" — | 4LFD3 | 4LFEO | ALFF? 
A — — Ya" 6WYC8 | 6MPW8 | 6MPX8 | 6MRC4 | GMRD4 | 6MRE4 17" = 15%a" = ALFD4 | 4LFE6 | 4LFF8 
7 Va" VE 6MPY8 | 6MPZ7 — 6MRF4 | 6MRG3 | 6MRH1 = 2¥e 2732 — ALFG7 | 4LFH3 | 4LFH7 
Ze ya" Ze T" — — 6MRA5 — — — 2" — 2'%2" _— 4LFD5 4LFE7 ALFF9 
|" — — 1" 6WYC9 | 6MPW9 | GMPX9 | 6GMRC5 § 6MRD5 | 6GMRES = 278" Zar _ 4LFG8 4LFH4 4LFH8 
1" 1 1%" 6MPY9 | 6MPZ8  6MRAG | GMRF5 | 6GMRG4 | 6MRH2 22 = pe = 4LFD6 ALFE8 ALFG1 
TY" — — 1%" 6WYDO  6MPXO | 6MPYO | 6MRC6 | GMRD6 | 6GMREG = 3 332" = 4LFG9 4LFH5 4LFH9 
19" TY" 15" 6MPZO | 6MPZ9 | 6MRA7  G6MRF6 | 6MRGS | 6MRH3 3° = 31732" = 4LFD7 4LFE9 — 
WA — — ili — 6MPX1 | 6MPY1 | 6MRC7 | 6MRD/ | GMRE7/ — Ave 4Y32" — 4LFH1 4LFH6 ALFJ1 
WA — — 1" 6WYD1 — — — — — 4" — 41/9" — 4LFD8 4LFF1 4LFG3 
1%" Ty," 1%" 6MPZ1 | 6MRAO | 6MRA8 | 6MRF/ | 6MRG6 | 6MRH4 o = o*%e4" _ 4LFD9 ALFF2 4LFG4 
2. — — Z 6WYD2  6MPX2 | 6MPY2 | 6MRC8 | GMRD8 | 6MRE8 6" — 64*%a" — 4LFE1 4LFF3 4LFG5 
2 Ve" 2 as 6MPZ2 | 6MRA1 | GMRAS = 6MRF8 | 6MRG7 | 6MRHD 10" = 10" — — ALFG2 = 
2," — — 242 6WYD3 — — — — _— ltem 
2V2 — — : — 6MPX3 | 6MPY3 | 6MRC9 | 6MRD9 | GMRE9 Description Temp. Range No. 
278" 2V2 278 6MPZ3_ | 6MRA2 | 6MRCO  G6MRF9 | 6MRG8 | 6MRH6 Owens Corning®—3"-Wide Pipe Insulation Tape 
ch — — a 6WYD4 | 6MPX4 | 6MPY4 | 6MRDO | GMREO | 6MRFO 3" X 190-ft. Roll 0 to 150°F 4LFJ3 
3s ch oY 6MPZ4_ | 6MRA3 | 6MRC1  6MRGO | 6MRGS | 6MRH/ Item 
4 — — 4 6WYDS | 6MPXS | 6MPYS  6MRD1 | GMRE1 | 6MRF1 Description Temp. Range No. 
AV 4" a4 6MPZ5 | 6MRA4 | 6MRC2 | 6MRG1 | GMRHO | 6WXE3 Owens Corning”—1"-Wide Pipe Fitting Insulation Tape 
oF — 2. 6MPW6 | 6MPX6 | 6GMPY6 | GMRD2 | 6MRE2 | 6MRF2 1" x 108-ft. Roll 0° to 150°F 6WXE4 
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a 
No. oats a 
6TEEO | No. ae 
; \ Da No as 
JM Johns Manville wi : f 
= = wih : Fits 90° Elbow; End Cap Tee Fits 
a Max. Approx. Item Item Item Max. Item 
Fiberglass Pipe Insulated Fitting “ Oo: Ate | ohare Tkness ha 
- iberglass Insulated Fitting Covers nsulated Pipe Jacket 

Covers and Insulated Jacketing ie BTEEO | 6TEFO | 6TECi 2  GTEHB 
“l 6TEE1 | 6TEGO | 6TEC2 DV," 6TEH9 
# White color FIBERGLASS INSULATED 21 6TEE2 | GIEG1 | 6TEC3 3 6ZKJ1 
Easily fit around pipe to create a protective barrier. FITTING COVERS : 5a ores _|_GTEAZ | STE. 30? re 
Suitable for indoor or outdoor use on chilled water, hot = Temp. range: -32° to 150°F 3 GTEES | GTEG4 | GTEC6§ 4/2 62KJ4 
water, steam and other piping systems in commercial, = R-value: 3.5 ee grees _|_G Tene | GTEC 0.02 — patel 
industrial, and institutional applications. Insulated Fit over bare pipe elbows; include # 6TEES | 6TEG7 | 6TECS e 6ZKJ7 
Fitting Covers, when combined with Insulated Jacketing insert. PVC and fiberglass construction. He 3.5 aS arene ore ot are 
and PVC solvent cement (sold on page 2819), can form 55 6TEF1 | 6TEHO | 6TED2 8%" 6ZKKO 
; ( ea ) _ PVC INSULATED PIPE JACKET WA 6TEF2 | 61EH1 | 6TED3 97," 6ZKK1 

food, beverage, and pharmaceutical facilities. Comply Temp. range: -30° to 150°F ws GTEr4 STEHS STEDS 

. . . eh 

with ASTM D257, D638, D790, D792, D1784, D3679, Fits over bare pipes and pipe insulation. 8% 6TEFG6TEHS GTED7 

E84, E136; USDA, ICBO, SBCCI, and BOCA. ; 95," 6TEF7 | 6GTEHG | OTED8 

PVC construction. 10392" 6TEFS | 6TEH7 | 6TED9 

INSUL-TUBE® 


¥" Wall Yo" Wall ¥" Wall 1" Wall 
Thickness | Thickness | Thickness | Thickness 









Insulation Fits Pipe Size Item Item Item Item 
Nominal 1.D. Fits Tube Size - Pipe Insulation No. No. No. No. 
Pipe Insulation - Unslit 
5" 55" ye" 3F399 | 3F404 | 3F409 | 1WZF3 
yj yp A — {wzcs | 1WZE1 | 1WZF4 
7 73" y" 3F400  3F405 | 3F410 | 1WZF5 
Tv 1V3" yy 3F401 3F406 | 3F411 | 1WZF6 
i i on oe oe et res aay 
A A ‘4 4 4 4 : 
2} = 1 — —\4wzeo | 1WZE2 | 1WZF9 anes ) (Double Seal) 
2 VA 2 V5" = = {WZD1 | 1WZE3 | 1WZG1 No. 3F399 No. 40PN68 
Dy, = 7 = 1WzD2 | 1WZE4 | 1WZG2 
25, 295 = = 1WZD3_ | 1WZE5 | 1WZG3 
UE = OV" = 1WzD4 | 1WZE6 | 1W7ZG4 
314" 318 = = 1WZD5 | 1WZE7 | 1WZG5 
315" — 3 - 1WZD6 | 1WZE8 | 1WZG6 7 
395" 375" 3" = 1W2ZD7_| 1WZE9 | 1WZG7 90° Elbow 
AV" AV, 315" = 1WzD8 | 1WZF1 | 1WZG8 Insulation 
AV" = q" = 1wzD9 | 1WZF2 | 1WzG9 No. 4NPY6 


INSUL-LOCK® DS (DOUBLE SEAL) 
Yo" Wall Thickness | 3%" Wall Thickness | 1" Wall Thickness 











Insulation Fits Fits Pipe Size - Item Item Item 
Nominal |.D. Tube Size Pipe Insulation No. No. No. Tee, 
Pipe Insulation - Pre-Slit/Pre-Glued with Overflap Insulation 
5" 5" ys" 40PN71 40PN75 40PP15 lux} K-FLEX USA 
7 V4" {" 40PN84 40PN98 40PN89 No. 4NRE9 
i 7 Ai 40PN93 40PP13 40PN79 si 
1%" 1%" i AOPN95 AOPN9G 40PN73 Flexible 
13%" 13%" 1" 40PN82 40PN83 40PP09 a Insul-Tube® 
ie ie in qaenee =e 40PN69 Elastomeric = Temp. range: -297° to 220°F 
; as & 
2" — 1%" — 40PN70 — = MIL-P-15280, for tubing 
z 1% 1%" — — 40PP12 ( ) ane 
yA yA f 40PP10 — A0PN78 Rubber Unslit tubing can be slit length- 
of 218 > 10PPTt 40PP08 = Closed-Cell wise and fit over existing pipes. 
9," 5 5 = 40PN = H + Seal with No. 3F417 contact 
So i a aPUT? =e 40PN90 Pipe Insulation adhesive, see page 2835 
7 7 Us 40PN7 — = 
298 298 t — 40PN85 aopN77____- PIPE INSULATION Insul-Lock® DS (Double Seal) 
27" 11% 215" 40PP01 40PP14 40PN74 = 6-ft. lengths Ae 6 
3 1%," 3174" f" — 40PN87 = = Temp. range: -70° to 220°F 
WA 317," = 40PN86 — — Elastomeric material retards heat Preslit, preglued tubing has 
us os of = = vi lidia tt loss, prevents condensation, and meek 
3% 3% 3 40PN99 40PP03 40PN92 factory-applied pressure- 
35/4" 354" 1" 40PP06 40PN94 40PP05 provides effective moisture vapor eensitiveadhesiie-on ihesseani 
ave aye 37 40PNO7 AOENTO AOE NGS resistance. Environmentally 
AV" AV" 4" 40PP04 40PP07 40PN91 " plus flexible PVC overlap tape 
90° ELBOW TEE friendly and CFC-free. Mold- and 


ve" Wall | 94" Wall | "Wall | "Wall | %"Wall | 1"Wall — mildew-resistant, fiber-free, with acrylic adhesive for added 





Fits Pipe | Thickness | Thickness | Thickness | Thickness | Thickness | Thickness : security. 
Insulation Fits  Size-Pipe | Item Item Item Item Item Item and nondusting. Can be used in 
Nominal l.D. Tube Size Insulation No. No. No. No. No. No. underground applications above FITTING INSULATION 
Fitting Insulation, Black __. = ——4nrb27 = ——— the water table. Seal before = Temp. range: -297° to 220°F 
A A ye 4NPY6 | 4NRA4 | 4NRD3 | 4NRES | 4NRG5 | 4NRJ2 -filli _Fit® 
on on 7 ANPY7—|4NRAS—|—4NRD4—1—4NREL—T-aNRGe—1— NRT back-filling. Meets ASTM C K Fit prefabricated insulation 
bi Ui = aNPYS 4NRAG 4NKDS ANRF2 4NRG NRA 411,C 534 Type 1,D1056-00- __ is easier to install and provides 
8 8 4 rT] . _ 
a era au ANP] ANRAS—{INRD]—1_INREI-(ANRGo TANTS 2B1, and E 84 2" 25/50 tested a cleaner appearance than field 
18 1%" Ty 4NPZ2 4NRAQ 4NRD8 ANRES aNRH ANAM? according to UL 723 and NFPA constructed insulation. Designed 
— 2" 4 4 4 4 4 4 - | 
oF A 2 INP71—| NRG? ——ANRET—1—2NRET—1_INRHG—1ANRT9 200. CAN/ULC S1 02 M88, FMRC _ to fit over elbows and tees with 
aN = vi 4NPZ5 ANRC 4NREZ ANRES NRHA AWLN4 2006 Approval Guide Chapter no additional cutting or molding. 
7 7) — 4 4NRC4 | 4 4 4NRH5 | 4WLN5 
ST =8 oe ANP77—|—ANRCE—{_ANRET—\_ANRGT {ANF = 14, NFPA 90A Sect. 2.3.3, and Can be used for hot/cold water, 
34 37; = 4NPZB ANRC ANRE5 NRG? 4NRH7 | 4WLEN7 FM Approved. Meets UL 94-5V chilled water, refrigeration, and 
2 — 4 4NRC7 — 4 = = Flammability Classification air conditioning applications. 
5" 5 =_ — — a 
We es 5° — INRA) —ANRES— —ANRES—-—aNR@a——ANEHe——awena— (Recognition No. E300774) and Meets UL 94 and GREENGUARD 
472. = 4 4NRA3 | 4NRD1 | 4NRE8 = 4NRJi_| 4WLP1 UL 181 Sections 11.0 and 16.0. _ Certified. 
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Protective 
Pipe Jacketing 
Insulation 
Tape Noise 
Absorber 






Noise Barrier 


Elastomeric Pipe Insulation (Gj x-Ftex usa 
K-FLEX® PIPE INSULATION TAPE plants, and in marine applications. Nos. 45AT25 and 45AT35 are 











' ' oe : ; : ; Noise Reduction Item 
No. 45AT32 is cork-filled and a mutt ply, laminate jacketing constructed of a PVG backing, and Thickness Coefficient (NRC) W ‘Includes Temp. Range No. 
rubber-based while No. 45AR72 ig aluminum foil coated with a white protective polyester film. The K-FLEX Duct® Liner 
a closed cell, flexible elastomeric | puncture and dent-resistant jacketing has an outer film that is dirt 25 ft. Length ie 59°75 OT 
; j : 4 0 = 0 
foam. Nos. 45AT32 and 45AR72. and chemical resistant, and ideal for washdown and cleanroom a7" Roll -297° to 220°F 45AR96 
have a pressure-sensitive adhe- applications. , cae ae Ral af. to ZT a5AT16 
4" 0 “207” 10.220" 
sive and are ideal for insulating K-FONIK® AB NOISE ABSORBER 59) Roll "507° to 200°F A5AT29 
short pipe runs or valves where — uw Temp. range: -40° to 185°F 60" Roll with PSA -297° to 220°F 45AR70 
ing i ion i . . 35 ft. Length 
deel arate ee ‘ This flexible, open-cell sound absorber is made from recycled, a ee Raa 
3 re a borin se ane closed-cell foam particles bonded together. Use to decrease trans- 461" Roll with PSA -40° to 200°F 45AT13 
— seg , — 47" Roll _-297° to 220°F 45AR95 
surface thats easy to clearvand is mission noise on large pipes in most industrial applications. 47" Rollwith PSA ~40° to 200°F 45AR43 
) ) . . Item , " oll wit -40° to A 
tant. Nos. 52JR59 and 52JR60 are This fiber-free, LW’. Matelial’ ‘Color Temp: Range. No. Ls 0.55 56%" Roll -297° to 220°F 45AR49 
ideal for outdoor use. closed-cell, flexible Clad Insulation Seam Seal 26 Roll wi PSA 0" 200" 45ARSS 
elastomeric foam insu- 2" Polymeric Beige -297° to 220°F 45AR52 : 0 2 ee 
K-FLEX® MOUNTING lation features sound 75 -2__Polymeric_ Gray -297° to 220°F 45AT12 59" Roll -297° to 30°F 45AR18 
ACCESSORIES ft. 4" Polymeric Black -297° to 220°F 45AT49 60 Roll _-297° to 220°F 45AR63 
absorption, moisture 4" Polymeric Gray -297° to 220°F 45AT23 60" Roll -40° to 200°F 45AR73 
Adhesives help provide a perma- resistance, low thermal |K-FLEX® Pipe Insulation Tape 50 ft. Length : ; 
nent flexible bond over a wide a 2" Cork/Rubber Black -20° to 190°F 45AT32 0.5 0.10 47 Roll _-297° to 220°F 45AT41 
conductivity, and does 30 5 “40° 9 : 46V;° Roll -40° to 200°F 45AR79 
yarieiwot subsivatae- No: 45ARG7 a , 2° NBR/PVC Black -40° to 220°F 45AR72 
apes ealatae iat not need additional "2" NBR/PVC Black -40° to 220°F 45AT38 * 47 Roll __-297° to 300°F 45AR26 
is for use with Nos. 45AT25 and facing. Its ideal for 45 6° Aluminum Silver -20° to 150°F 45AR57 ir Roll with PSA Ao’ t 200°F 45AR47 
. . ; ft. T F F ~9n° 7) 0 2 716 ° 
49AT35 Jacketing. No. 45AR61 use as an acoustical/ 5 ee oe TE aes 48" Roll with PSA -40° to 200°F 45ATO6 
is for use with Nos 45AR89 and : ‘ 2" Aluminum Silver -20° to 150°F 52JR59 ; - 
eee thermal insulation 100 2". PVC White -20° to 150°F 52JR61 1 0.55 56%4' Roll -297° to 220°F 45ARS1 
45AT1 8 jacketing. liner in industrial and ft. 4" Aluminum Silver -20° to 150°F 52JR60 ee Roll an PSA a e oon s pe 
4" PVC — White -20° to 150°F 52JR62 0 -297° to 220° 
K-FLEX CLAD® PROTECTIVE commercial HVAC 159 3-_Aluminum Silver -31° to 176°F 45AR23 59° Roll with PSA -40° to 20°F 45AT36 
JACKETING ducts. f 3. Aluminum Silver -31° to 248°F 45AR45 60’ Roll___-297° to 220°F 45AT30 
= Temp range: -40° to 220°F ‘ 4" Aluminum Silver -31° to 176°F 45AT17 <a0 Tic Leaaih 60" Roll with PSA -40° to 200°F 45AR99 
* No. 45AR72 is 1/4" thick. No. 45AT38 is 1/8" thick. - Leng 
Nos. 45AR89 and 45AT18 are a eee ete eee ee moa teen 46¥;" Roll with PSA -297° to 300°F 45AR25 
; ; Curing Temp. Item 47" Roll with PSA -297° to 300°F 45AR28 
flexible, nonmetallic, polymeric Description Material Time Color Range No. i 5 5 
ive j K-FLEX® Mounting Accessories a Roll eer soe20 FE SSAl0! 
(CPE/PVC) protective jacketing that a Silane: - 48" Roll with PSA -40° to 200°F 45AR54 
resists acids, chemicals, corro- Adhesive, 10 oz. Terminated 24 hr. White Saaee 45AR67 —s 5" 0.10 aA Beco ps 
ii Polymer 4 0 -40° to 200° 
sion under insulation, humidity, | ; 30° to 59" Roll -297° to 220°F 45AR76 
moisture vapor intrusion, oils, and Adhesive, 1 at. Polychloroprene jin Gay dopep 45AR81 59" Roll with PSA -297° to 300°F 45AR16 
ial is j Brush Can, 10 oz. ASATS7 60" Roll -297° to 300°F 45AR30 
salt ap dy. Material 6 ideal for Brush, For Use With No. 45AT5/ Can 45AR69 60" Roll with PSA -297° to 300°F 45AR14 
paper and pulp mills, industrial Caulk, 10 oz., For Use With Clad WT Jacketing A5AR87 owojse panier 
L W Thickness Color Material No 0 ft. Length 
Insulation —_ Fits Insulation Insulation Item K-FONIK® AB Noise Absorber 25 tt. Length ae euee a eee 
Length Max. 0.D. Thickness Color Jacket Material No. 99" : Black PVC/NBR A5AR11 ; 49" Sheet “40° to 158°F 45AR32 
K-FLEX CLAD® Protective Jacketing 59” 1" Black PVC/NBR 45AR22 0.15" ne 40° to 158° A5ARB 
39" 0.03 Black Polymeric 45AR89 o.co. 4» piney  NBRIPVC Based granny eet__-40" to 158°F 45AR85 
75 tt 40" 0.03 Gray Polymeric 45AT18 Elastomeric 50 ft. Length . : 
48" 0.03 White PVC/Mylar_45AT25 = 5, SCNBRIPVC Based geapgg 0.07 48 Sheet __-40° to 158°F 45AR34 
48" 0.03. White  PVC/Mylar 45AT35 Elastomeric 0.10" 48" Sheet -40° to 158°F 45AT24 
' = No. 3/4" Wall Thickness 
Flexible, Halogen lux) K-FLEXUSA ig Insulation Fits Fits Pipe 90° Elbow| Tee 
7 Nominal Tube Size - Pipe) Item Item 
Free Elastomeric 1.D. Size Insulation) No. No. 
R bb Pi d Fitti I | ti are ais Pipe Fitting yswaron 
H : ul 8 8 8 n— 
(Rubber) Pipe and Fitting Insulation | Fits Pipe | ¥4' Wal —%%, 6, 76. 4NRKI | 
‘ e Insulation Size | Thickness 7! 7! ANRK3 — 
= Green color 1.D. Tube Size Insulation} —_No. 135! a 
une a" 4NRK5 | 4NRN3 
K-Flex ECO™ Pipe Insulation C/E WY RK 
an . : ; wit . cae 5a" Al Ya" 4NPV4 8 8 al 4N 6 4NRN4 
K-Flex ECO™ Pipe Insulation—Will not K-Flex ECO™ Pipe Fitting and Sheet 7A vA it ANPVS 2 ey | ANRKT | ANRNG 
contribute to stress crack corrosion on  Insulation—Prefabricated fittings are a ee oy 2 AR _ANRNG 
high-temperature stainless steel applica- easier to install and provide a cleaner ea 296298 NRL ANNE 
tions. Can be used in solar hot water, appearance than field-constructed 19" 17" | ANPVS Sag | NR 
low-pressure steam, food processing, ~_fittings. Designed to fit over elbows oa yg ANP 82 SAN | ANR 
cleanroom, and marine applications. and tees with no additional cutting or 2%" — a anpw3 44 4% 3 __| ANALG | — 
bes , Dif," — yA ANPW4 Vo" Wall | %" Wall | 1" Wall 
Complies with IMO and Solas specifica- _—_ molding. Can be used for hot/cold water, —37 = zi ANPW5 ___ | Thickness | Thickness Thickness 
tions. Meets stringent testing for U.S. chilled water, refrigeration, and air condi- LA 3 Ve 4NPW6 eee a ae a 
Navy combat ships, as described inthe __ tioning applications. ECO™ Sheets can be —*” = 4 ANPW? Flex ECO™ Sheets : : 
36"x 48" | 4NPW8 | 4NPW9 | 4NPX1 
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Polyolefin Pipe Insulation 


= 6-ft. lengths 

Help prevent heat gain and condensation 
or frost formation on water and air condi- 
tioning lines. Use with 320 or 620 contact 
adhesive or other approved sealing system. 
Polyethylene construction. Meet ASTM C 
1427. 


PRE-SLIT, BLACK 

= Temp. range: -160° to 200°F 

Quickly slide over pipe or tubing. Slit length- 
wise when applying to existing tubes. 


PRE-SLIT/PRE GLUED, BLACK 

= Temp. range: -160° to 200°F 

Preslit, self-sealing tubing has factory- 
applied adhesive and built-in release tabs. 
Can be pushed around P-traps and elbows 
up to and including 1" copper tube size. 
Mitering is recommended for complex joints. 


PRE-SLIT/PRE GLUED, WHITE 

= Temp. range: -330° to 210°F 

= FlowGuard Gold compatible 

Ideal for use in cleanrooms, hospitals, 
and any application where pipes are 
exposed, and aesthetics are important. 
ASTM C 1427; ASTM E 84; ASTM E 84, 
25/50 flame and smoke rating. CAN/ 
ULC $102.2-M88. City of LA Report 
RR8316. Dade Co. FL Acceptance 
95-1215.08. NYC MEA 305-93. 


INSULATION SHEETS 

= Temp. range: -330° to 210°F 

Closed cell design and flexibility is 
ideal for wrapping large pipes, tanks 
and vessels. GREENGUARD certified for 
use in hospitals and schools. ASTM E 
84, 25/50 flame and smoke rating. 






Pre-Slit, 
Black 







Pre-Slit/Pre 
Glued, Black 





Pre-Slit/Pre 
Glued, White 


Insulation 
Sheet, Black 


¥e" Wall | Yo" Wall | %" Wall 1" Wall ¥e" Wall | Yo" Wall | %4" Wall 1" Wall 
Thickness | Thickness | Thickness | Thickness Thickness | Thickness | Thickness | Thickness 
Insulation Fits Pipe Size - Item Item Item Item Insulation Fits Pipe Size - Item Item Item Item 
Nominal!.D. Fits Tube Size Pipe Insulation No. No. No. No. Nominal!.D. Fits Tube Size Pipe Insulation No. No. No. No. 
Pre-Slit, Black 2 — 12 2CKF8 2CKH6 2CKK8 2CKP1 
eB" 78° ¥3" 2KUC5 2KUD8 2CKA9 _ 2 V8 28 — 2CKF9 2CKH/ 2CKK9 2CKP2 
ya" y4" Ya — 2KUD9 2CKC1 2CKD/ 298 — 2" 2CKG1 2CKH8 2CKL1 2CKP3 
Us Us Ya 2KUC6 2KUE1 2CKC2 _— 248. 248° — 2CKG2 2CKH9 2CKL2 2CKP4 
1%" 1 Yq" 2KUC/ 2KUE2 2CKC3 _ 2/8 — 22 2CKG3 2CKJ1 2CKL3 _ 
13" 138° 1" —_— 2KUE3 2CKC4 _— 38 3 _ 2CKG4 2CKJ2 2CKL4 2CKP6 
1%" 1%" 14" 2KUD1 2KUE4 2CKC5 _— 32" _— cd _ 2CKJ3 2CKL5 2CKP7 
2' — 1%" 2KUD2 2KUE5 2CKC6 2CKD8 3%" 3%" 3 _ 2CKJ4 _— — 
28 2V8. _— 2KUD3 2KUE6 2CKC7 2CKD9 AVe" 4YVe" 32 _ 2CKJ5 2CKL7 2CKP9 
248° — iM 2KUD4 2KUE7 2CKC8 2CKE1 AY," — 4" _ 2CKJ6 2CKL8 2CKR1 
248° 298: — 2KUD5 2CKA2 2CKC9 2CKE2 Yo" Wall 1" Wall 
Pre-Slit/Pre Glued, Black Insulation Fits Pipe | Thickness | Thickness 
3" ye Ve 2CKE7 2CKG5 2CKJ7 2CKL9 Nominal Fits Size-Pipe item Item Wall Item 
Vy" Yn" Ve" 2CKE8 2CKG6 2CKJ8 2CKN1 1.D. Tube Size Insulation No. No. Sheet Size _‘ Thickness No. 
8 78. ye 2CKE9 2CKG/ 2CKJ9 2CKN2_ | Pre-Slit/Pre Glued, White Insulation Sheet, Black 
ya" V4" Ai 2CKF1 2CKG8 2CKK1 2CKN3 %e" /e" Ye" 4DHN3 4DHN9 36" x 48" Vy" 4NLN6 
Pe Ye Yo" 2CKF2 2CKG9 2CKK2 2CKN4 Zs Ps Ya" 4DHN4 4DHP1 36" x 48" fa 4NLN7 
1%" 1%" ya" 2CKF4 2CKH2 2CKK4 2CKN6 1%" 1%" ya" 4DHN5 — 36" x 48" 1" 4NLN8 
1%" 1%" il 2CKF6 2CKH4 2CKK6 2CKN8 1%" 1%" 1%" 4DHN7 4DHP4 
1%" 1%" 1%" 2CKF7 2CKH5 2CKK7 2CKN9 2¥e' 2¥e" — 4DHN8 _— 
(i) K-FLEX USA 
Insul-Sheet® 


$2S Insulation 


= Temp. range: -297° to 220°F 

= Environmentally friendly; CFC-free 
Insulates ductwork, pipes, fittings, and 
tanks. Highly flexible with a durable skin 
that resists solvents and chemicals. 
Smooth surfaces improve adhesive coverage. 


PSA BACKING 


Peel-and-stick backing allows fast installation; eliminates adhesive-related 


spills, VOCs, and odors. 








(Gi) K-FLEX USA 


Contact Adhesives 


Air dry to form a resilient, moisture-resistant 
bond in 3 to 4 min. under normal conditions. 
Excellent for joining seams and butt joints of 
Insul-Tube® and Insul-Sheet®. No. 3F417 can 


No. 3F415 


Danan al 
1g WEG Extrorrouby FMT ith 
agit Fa 


Sty Coase Pla! 





No. 3F417 


Backing |Two'siges | also be used with Therma-Cel®. 
Wall Thickness Insulation Insulation Item Item 

- Insulation Sheet Size Approx. R Value No. No. Temp. Mfr. Item 
ye 36" x 49" 200 AVZR5 3F414 Color Size Range (F) Model No. 
Yq" 36" x 48" 3.00 4VZR6 3F415 Amber 1 pt. Up to 200° 800-320-PTB 3F417 
il 36° x 48" 4.00 4VZR7 3F416 Black 1 pt. Up to 200° 800-620-PTB 4VZR8 

(Uj) K-FLEX USA | | 
Wall Insulation Fits Pipe Insulation 





. = = Thickness Nominal Fits Size-Pipe Approx. tem 
Aluminum Pipe Insulation -Insulation 1.D. Tube Size Insulation RValue No. 
He Ah Ye 3.00  1WZL2 
= 3-ft. lengths ys" ys" Yy' 3.00 _1WZL3 
- 907° ° ' 7 7B Ai 3.00  1WZL4 
7 Temp. range: -297° to 220°F Y% ii A vA 590 AWZL5 
= Silver color 155° «+158 11; 2.90  1WZL7 
K-Flex Clad® aluminum insulation is adhered to an outer a a i ce wate 
. . . 8 8 8 . 
polypropylene sheet, and laminated to an aluminum foil 7A 7A" vA 7.00 1WZN3 prince chil 
cladding that provides resistance to acids, alkali, salts, oil, 1%" 1% ys 6.60  1WZN4 ae 
fats, and aliphatic hydrocarbons. Impermeable to gases { a es mu 7 ae Wee 
and moisture. Protects against abuse, impact, and UV rays. 5 = Tip" 6.30 4WZN7 
21% 21," — 6.10 1WZN8 
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PLUMBING Scan. Order. Done. 
Pipe & Fitting Insulation Details on page A1. 














No. 
19NF34 .. = 
No. \ ] 
19NF19 Childers: 
sTVINSULATIONSYSTEMS “ we 
Pipe Insulation and Aluminum Jacketing No. 19NFO2 — Ol as 
PIPE INSULATION JACKETING ALUMINUM ELBOWS _ INSULATED PIPE JACKET a eae =a 
. . . . . ——~ ie Sentieg pute “== = 
= Temp. range: -297° to 300°F Help protect insulation and Aluminum material helps protect a 
: . . . . : . Wir —— uA 
EPDM rubber-based elastomeric underlying pipe or vessel from mechanical insulation systems includ- RES, : 
material is flexible, lightweight, UV corrosive atmospheres, physical ing equipment, pipe, and vessels. 
resistant, and requires no outdoor damage, UV exposure, and water. Features a 3-mil thick polysurlyn mois- No. 19NF32 
weather protection. Insulation is Feature a 3-mil thick polysurlyn ture barrier laminated to the inside 
noncorrosive to copper or stainless moisture barrier laminated to the surface to help prevent corrosion of 45° Elbow | 90° Elbow 
steel, requires no vapor barrier, and inside surface to help prevent the jacketing and the underlying equip- a ae ee a ay 
is paintable. Can be used on hot corrosion of the underlying metal ment, metal pipe, or vessel. Ideal for | Jacketing Aluminum Elbows 
liquid heating systems, cold water pipe. Suitable for standard outdoor —_ use on all standard outdoor pipe, verti- 3 _ i ae A ONERE 
plumbing, and chilled water and use on horizontal tanks, pipe, and cal tank insulation systems up to 8-ft. ri ITW | 49NF21 | TONFO8 
refrigeration lines to control conden- __ vertical tank insulation systems. dia., and all horizontal tanks. Meets sf Me ee TRUE 
sation formation. Meets ASTM C534, Meets ASTM C1371, C1729, and ASTM C1371, C1729, and E84. WAL ITW | 49NF24| 1 ONFT1 
C692, D635, E84, and E96. E84. oo a WaNEse PSE 
os ; oo Approx. R ae ” at Be a ee RIES 
1054" ITW. | 19NF29 | 19NF16 
Insulation Wall Wall Wall Wall +719;" TW {9NF30 {9NF17 
Nominal Insulation Thickness Item (Insulation Thickness Item Insulation Thickness Item (Insulation Thickness Item EVA ITW {9NF31 {ONF18 
1.D. Brand | Length -Insulation No. Length -Insulation No. | Length - Insulation No. Length -Insulation No. Fils 
Pipe Insulation : : 
Ys" ‘eroflex) 6 ft ¥  19NF34| 6 ft Ys 19NF53| 6 ft ys 19NF77, 6 ft TF 19NGO2 Description ene ae foe ae 
¥ Aeroflex) 6 ft. ¥ _ 19NF35| 6 ft. Yo" TONF54) CG ft. Ys‘ 19NF78| 6 ft. 1 19NG03 "insulated Pipe Jacket 
Yo" Reroflex| _ 6 ft. Ys‘ 19NF36|__G ft. Yo 19NF55\_—sOG ft. Ys 19NF79| 6 ft. 1" 19NGO04 Vapor 
%  Aeroflex| 6 ft. Ys‘ 19NF37| 6 ft. Yo" TONF56) «CG ft. Ys 19NF80| 6 ft. {"_ T9NG05 Barrier, —* 
J Reroflex| 6 ft ys 19NF38) 6 fi. ve  19NF57| 6 ft. yi 19NF81| 6 ft. Tf 79NG06 ‘Smooth 9@ SWE MOTE. NTN 
7 Aeroflex) 6 ft. Ys‘ 19NF39|__ 6 ft. Yo T9NF58) CG ft. Ys 19NF82| 6 ft. 1" 19NGO07 Finish 
1%" Aeroflex| 6 fi. ¥ _ 19NF40| 6 ft. Yo T9NF59|_—sCG ft. Ys —_ 19NF83| 6 ft. t"_ T9NGO8 Vapor 
1%" Aeroflex} 6 ft. 3g" 49ONF41|) 6G ft. Yo" JONF6O!_ CG ft. 3%" {9NF84) CG Tt. 1 19NGO09 eu 36" Silver 25 ft. ITW 19NFO2 
1% Aeroflex| 6 fi. Ys 19NF42| 6 ft. Yo TONF61|_—sOG ft. Ys 19NF85| 6 ft. {"_ 19NG10 Finish 
17% Aeroflex| 6 fi. ¥ _* 19NF43| 6 ft. Yo TONF62)—sCG ft. Ys 19NF86| 6 ft. 1" 19NG11 WanGr 
2% Aeroflex) _ 6 ft. ¥ _* 19NF44) CG ft. Yo 19NF63)_—sCG ft. Ys 19NF87|__G ft. 1 19NG12 Barrier, ana 
2% Aeroflex| 6 ft. ¥  19NF45) CG ft. i TONF64| 6 fi. y'  19NF88) «OG ft. 1 19NG13 Stucco 107%" Silver = 10 ft.) FTW 19NFOS 
25° Aeroflex) 6 ft. ¥ _‘ 19NF46| 6 ft. Yo T9NF65|_—CG ft. Ys 19NF89| Gf. {"_ 19NG14 Finish 
27%" Aeroflex) _ 6 ft. Ys‘ 19NF47|_G ft. Yo 19NF66) OG ft. Ys 19NF90| 6 ft. 1" 19NG15 vapor 
3%" Aeroflex) _ 6 ft. ¥ _* 19NF48| CG ft. Yo T9NF67|_—sOG ft. Ys 19NF91| 6 ft. {"_ 19NG16 arriet, 4934 oi 95 ft. TW 19NF04 
3%" Aeroflex! 6 ft %°  49NF49 6 ft ve 4ONF68 6 ft J" 49NF92) 6 Tt {"49nGi7 Stucco 12% Silver 25 ft 
35" Aeroflex) _ 6 ft. ¥ _ 19NF50| 6 ft. Yo T9NF69| Gf. Ys 19NF93| 6 ft. 1 19NG18 Finish 
4%" Aeroflex) 6 ft. Ys 19NF51|_ 6 ft. Yo 19NF70|_ Gf. Ys 19NF94| 6 ft. 1" 19NG19 Paine Size — ae 
4%" Aeroflex) 6 fe. ¥ _‘19NF52| 6 ft. Yo 19NF71\_—sOG ft. Ys 19NF95| 6 ft. 1" 19NG20 Wastic : 
5%" Aeroflex)  — — — 6 ft. Yo" TONF72)_—OG fi. Ys 19NF96| 6 ft. 1" 19NG21 White 1 gal ITW 4 9NF32 
6%" Aeroflex) =— — = 6 ft. Yo" T9NF73)__ 6 fi. Ys" __19NF97|__ Git. 1 19NG22 White 2 gal. ITW 19NF33 
65" Aeroflex)  — — — 6 ft. Yo" 19NF74| 6 ft. ys 19NF98| 6 ft. {"_ 19NG23 
Super Firetemp® 
_ ROXUL ‘ 


The Better Insulation Industrial | Insulation Group, LLC 


ees 194 Temperature 





Mineral Wool/ 
Foil Backing 





Board in i ion 
Approx. Item Approx. Item Su at 0 ; 
R Value L W __ Thickness Brand No. R Value L W___ Thickness Brand No. =» Durable and noncombustible 
Mineral Mootrou Backing Board, Dark Brown Color Super Firetemp® Board, Calcium Silicate 
Mineral Wool/Foi BER Board, _ waist ; oe mee me Color, Extra Strengm IG 19NE59 si aainieeciddaseae atesdpioee 
IN a grant material is ig, 
: OXU 5 ; p" j j in| j ini 
19 48" 54° 3" —Roxul  19NE84 0.59 48" 96" iA iG -t9nE62 _L'ghttweight material ts rigid, water repellent, and 
oa = ig - 24" = 4" Roxul  19NE85 O77 ies iv 2 ue TORESS ideal where compressive resistance is required. 
ineral Wool Board, Green Color i : 4. 4 i i i 
1 48" 5A 7! Roxul-19NE76 0°77 13" 18" 7! 1G +ONE65 Insulation has excellent thermal resistance, is 
6 48" ai ive Roxal TONE?7 0.77 4g" 96" Ya" IG TONE66  +~=~=noncorrosive, and chemically inert. Suitable for use 
8 48" : : OXU | 1.03 12 12" T IG T9NE67 sin ij ications i 
12a" 3" Roxul 1 9NEZ9 10324" m———tanees— "high temp. applications including drying oven 
5 ie ; 10 R Cala sil ; wee ut weeso 1.03 48 48 t it TONES equipment, petrochemical and power generating 
uper Firetemp” boar alcium Silicate Materia ite Golor d ij j " j 
0.59 73! vA iG {9NE43 ar 75% SY UA iG +ONE71 equipment, and storage tanks. Meets ASTM C612 
0.52 24" 8 Ai IG 19NE44 1.54 24" 48" 1" IG T9NE72. Type 1VB, E136, E84, C665, and C795. 
0.52 48" 48" Ai IG 19NE45 1.54 48" 48" TH IG 19NE73 
0.52 it 26 p i Ee 1.54048" 96" vA iG 19NE74_-«-« SUPER FIRETEMP® BOARD 
: : t ra Item = Temp. range: 0° to 1700°F 
ed oe ie oh Ha eNEAG Material Strength Temp. Range Color Brand No. P. g _— ; 
a9 8 ae oi ie 4ONESO High Temperature Insulation | Inorganic material is essentially dust-free and can 
103 +9" 9" {" IG {ONE51 Adhesive Strong 0° to 1700°F_ White IIG___19NE75_~—s—- be machined into a variety of shapes or sizes. Ideal 
1.03 aa 48 T IIG T9NES2 for very high temp. applications including furnace 
1.03 48" 48" il IG TONE53 7 y nig | p=ahP df . ai ick 
1.08 48) 96) i NG TONES4 wall structural supports and for use be : He ric 
9 2 to help prevent thermal spalling. Meets ASTM C656, 
{24 ages 9 149 2’ Bees C79 "ED F119, £84 E136 UL 263, UL 1479, and 
1.54 48" 48" 1v" IG 19NE57 J, Efe, , E84, , an 
1.94 48" 96" ibe IIG T9NES8 UL 1709 Listed. NFPA 251 compliant. 
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PLUMBING 
Duct, Pipe, Hose & Valve Insulation 


(Frost King YM Johns Manville TV/\NSULATIONSYSTEMS 


DUCT INSULATION WRAP — JOHNS MANVILLE 
= Temp. range: -32° to 250°F 
= 48"W x 25"L 
For HVAC systems that operate below ambient 
temperatures, and where temperature control 
and a vapor barrier are required. Insulation 
comes with a vapor barrier and a 2" stapling tab. 
Meets ASTM C411, C553, C665, C1104, C1136s, 
C1290, C1338, E84; NFPA 90A; UL, C-UL Listed. 
DUCT INSULATION BOARD — JOHNS MANVILLE 
= Temp. range: -32° to 450°F (unfaced 

side), -32° to 150°F (faced side) 
For systems that operate below ambient temper- 
atures and where a vapor barrier is required. 
Insulation has square corners for a finished 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Fiberglass and Cotton 
Duct Insulation 


For use in commercial and industrial 
heating, air conditioning, and power 
and process equipment applications. 


DUCT INSULATION — FROST KING 

= Temp. range: 35° to 150°F (cotton), 
35° to 250°F (fiberglass) 

= 16"W x 48"L" (cotton), 12"W 
X 15 ft. L (fiberglass) 


Easy-to-install insulation helps insulate, 
reduce vibration, and can be installed 
on air conditioning or heating ducts. Foil 
jacket. No. 48H491 is a natural cotton 
insulation made from recycled denim 
and meets ASTM E408. No. 48H490 





appearance on duct and equipment 
systems. Cuts easily with a utility knife 
and can be secured with mechanical 
fasteners or adhesive. Meets ASTM 
C612, Type IA; C612 Type IB; C553 
Type Ill, HH-I-558C, HH-I-558B; E-84; 
C795; C1136. Mil. Spec. |-24244C. 
NFPA255. NRC 1.36. UL Listed. 


HIGH TEMPERATURE INSULATION — ITW 

= Temp. range: -297° to 297°F 

a 24"W x 48"L 

Lightweight, moisture-resistant polyisocyanurate material has excel- 
lent thermal performance. Insulation features low moisture vapor 
permeability and good compressive strength. Density: 2#. Meets 
ASTM D1622, C518, E96, E84 at 1", D2126 Dimensional Stability. 






No. 
6ZKK3 


meets NFPA 90A, NFPA 90B, and ASTM Jacket Material Item 
C1136 Type Il All Service Foil Thickness Approx. R Value Facing No. 
; Foil Jacket |Scrim Kraft High Temperature Insulation, ITW 
Duct Insulation Item Item Item Plain 19NE86 
Thickness Density Approx. R Value Material No. No. No. 1" 0.0 FSK 19NE91 
Duct Insulation, Frost King ASJ 19NE96 
ile 4 Cotton 48H491 — — Plain 19NE87 
2. 6 Fiberglass 48H490 _ _ 1%" 7.9 FSK 19NE92 
Duct Insulation Board, Johns Manville ASJ 19NE97 
1" 3 Ibs. 43 — 6ZKK8 6ZKK5 Plain 19NE88 
1" 6 Ibs. 45 — 6ZKL4 6ZKL1 2" 10.5 FSK 19NE93 
1" 3 Ibs. 6.5 Gheralics _ 6ZKK9 6ZKK6 ASJ 19NE98 
1%" 6 Ibs. 6.8 g — 6ZKL5 6ZKL2 Plain 19NE89 
2 3 Ibs. 8./ — 6ZKLO 6ZKK7 ch 15.8 FSK 19NE94 
zi 6 Ibs. 9.1 _ 6ZKL6 6ZKL3 ASJ 19NE99 
Duct Insulation Wrap, Johns Manville Plain 19NE90 
1%" ¥4 Ibs. 4.2 Feralas _— 6ZKK3 4" 211 FSK 19NE95 
1%" 1 Ibs. 47 g — 6ZKK4 As 19NFO1 
Temp. Item 


L_W Thickness Rating No. 
Insulated Throw Blankets 


Pipe, Hose, and 


Unity 














. 12° 1" 2000°F 340203 
Valve Insulation 236°" 9000°F 482X05 
: 121" 2000°F 340202 
Insulated Throw Blankets and Pipe Jackets— 24" 24" t"2000°F 34CY98 No. 34CZ03 
Can reduce heat loss and insulate barrels, dies, 30. t Soe sete 
extruders, hoses, and pipe. Removable and is 36°24 __ 1" 2000°F 34CY97 
reusable. Insulated Throw Blankets require a strap 38. ‘i Soe sate 
and buckle Nos. 34CY92, 34CY91, or 34CY90, sold 12 ik 2000°F 34cy99 ae Temp. item 
ratel low. 1 24 : °F 34 ickness Rating No. 
onion ee ee 
a —_ W Ll} fo} Ul} i} fo} 4 
Accessories Nos. 34CY92, 34CY91 , and 34CY90 Insulated Pipa Jackets 543 —n 00°F 340733 
are durable fiberglass straps for installing insu- jo 18' 3" 200°F_482X52 6" 1" 2000°F 340234 No. 
lated throw blankets. Feature steel roller buckles 5 ee aT ooo ange cen" 
for easy adjustment and help ensure a secure fit. 4" 1" 2000°F 34CZ05 12" 1" __—-2000°F 34C237 
5 1" 2000°F 34CZ06 14" 1" 2000°F 340238 Temp. Item 
Nos. 34DA19 and 34DA20 allow you to measure 6" {" 9000°F 34C207 16" 1" 2000°F 34CZ39 LW Thickness Rating No. 
high-temperature surfaces and are ideal for use 13" ti r 20007 SACZ0E z t"__ 2000°F SaCZA0 1" 2000°F ACzET 
when installing insulation. i " is 40209 " 1" 2000°F 340241 4" i: 2000°F 34C268 
121" 2000°F 340210 5” 1" 2000°F 340242 51" 2000°F 340269 
cs a; . 141" 2000°F 340211 6° 1°  2000°F 34CZ43 6° 1° 2000°F 34CZ70 
Ceramic Fiber Blankets—Aluminum silicate fiber 16" 1" 2000°F 34¢Z12 38".8" 1" 2000°F 3407244 56"8" 1" 2000°F 34CZ71 
material is ideal for insulating pipes that transport jg J8 3" 200°F 482X560" i" 2000°F 340745 = 10" i" 2000°F 840772 
high-temp. materials. Include hold-in-place straps ee age none eager 8 
on the inside and feature a top flap you can open to qr 2000°F 340Z714 6" i" 2000°F 340z48 6" 1 2000°F 340775 
release heat if needed. Meet UL 723. 5 ee tt Cr Ot 18 OE ee No. 34DA15 
= Max. temp.: 2300°F, except 19"8" 1" 2000°F 34CZ17 51" 2000°F 34CZ51 4" t"__2000°F 340277 
0 10°" 2000°F 340218 6° 1" 2000°F 34CZ52 51" 2000°F 34CZ78 
tease Ht ieatees “1 aur Mess nar ane 
Valve Insulation—Reusable valve covers feature 7 ih : : SOOT aca e 1" 2000°F 340755 fo" 1" —«2000°F 34c761 
|-laver mineral wool and fiberalass insulation ‘o_o oF 4 "1" 2000°F 340256 2" 1" 2000°F 340282 
dual-laye ee d be oe ee a {"_ 2000°F 340222 6" 1" 2000°F 340257 14" 1" 2000°F 340283 \ 
plus a durable silicone-coated fiberglass cloth q" T" D000°F ates 43" T9" 3" 00°F aT 76 | nh 9000°F sre La 
jacket. Included adjustable draw cord and lacin 9 1 2000°"F 340224 21 2000°F 346298 21 2000°F 346285 a 
anchors fora tight secure ft og ee ee = 
<j u W Ll} fo} W W fo} 5" W fo} 4 
= Max. temp.: 900°F 10" 1" 2000°F 340227 61" 2000°F 34CZ61 6" 1"  2000°F 34CZ88 
P 12" 1" 2000°F 340228 50°8" 1° 2000°F 34CZ62 68"8" 1° 2000°F 34CZ89 
= 3" thickness ia" 1" 2000°F 34¢229 ~=«s 10". {"~~~-2000°F 34C763 «= 10". 1" ~~-~2000°F 340290 
. 16" 1" 2000°F 340230 fo" 2000°F 340264 «= 12" +1" ~~~ 2000°F 34CZ91 
Flange and Valve Insulation—Reusable insula- 18" 3" 200°F 482x644" i" 2000°F 340265 «= 14" 1” -2000°F 34Cz92 © No. 340294 
Silicone-coated fiberglass material is suitable for a AeceR For Use With/Function No. 
variety of flange and valve sizes. Straps with Buckles, 2a iW insulation Throw Blankets 3acyae 
: ° traps with Buckles, 36°Lx 1° nsulation Throw Blankets 34CY91 
= Max. temp.: 900°F Straps with Buckles, 48'Lx 1'W Insulation Throw Blankets 34CY90 
Ceramic Fiber Insulation—Aluminum silicate Colloidal Silica Rigidizer Ceramic Fibers 34DA15 





; eae ; ; : Tape Measure Used for Measuring Applications That Have A Very High Surface Temperature 34DA19 
fiber material is ideal for insulating pipes that trans- Magnetic Tip Tape Measure Includes Magnets, Used for Metal Applications That Have A Very High Surface Temperature 340420 
one acing Set ook Needed to Lace Jacket Shut 
port high temp. materials. Meet UL 723. : : Lacing Wire Wire Used to Lace Through Hooks 23AR/1 
= Max. temp.: 2300°F, except No. 54TP62 is 2400°F —CRings Clamps Through Insulation Jacket to Keep Contents Inside 23AR73 
Sign in to Grainger.com® to see YOUR Pricing and MORE 283/ 


PLUMBING Scan. Order. Done. 












Pipe Insulation Details on page A1. 
C tern) Pipe, Hose, and Valve Insulation Approx. Valve 
: : . : ; UNi RM R Value Circumference Range  L 
Insulation Approx. Insulation Insulation Insulation Wall Thickness Item en Valve Insulation Heater 
R Value @ 1000F Length Width Density - Insulation No. Item 0" to 7" 42" 18" 48ZX16 
Ceramic Fiber Blanket Fits Max.0.D. L Thickness No. 7 tO 1a 18" 18" 487X20 
1.06 20 IL. 43" 6 cu. ft/Ib. ill 34DA11 —_— Insulated Elbow Pipe Jacket 13" to 19" 04" 8" 487X24 
1.06 12% tt. 24° 6 cu. ft/lb. 2 34DA12 U'to 2 Z. 48ZY42 Ss 9. 48 19" to 25" 30" 18" 487X228 
1.06 12% ft. 43" 6 cu. ft/lb. 2" 34DA13 2 to4’ 4 3 48ZY44 55" to 31" 36" 18" 487X32 
O.f9 hie 24" 8 cu. ft./Ib. i 34DA14 4" to 6" 6 48ZY 46 31" to 37" 40" 48" 487X36 
Approx. Valve Item Insulation Approx. Insulation Insulation Wall Thickness _—Item 3/° to 42° 43" 18° 486ZX40 
R Value Circumference Range LW Thickness No. R Value @ 1000F Length Width - Insulation No. Valve Insulation 
Flange and Valve Insulation Ceramic Fiber Insulation 0" to 7” 12° 18° 48ZX88 
6" 2' _ 23AR54 Aft 2" 24" a 54TP56 7’ to 13" 18" 18" 48ZX92 
4" to 6" 54" 12 2' _23AR55 48" Z 54TP58 6" 340294 
18" 2' _23AR56 24" Yn" 54TP60 13" to 19" 94" 12" 34CZ95 
24" 2' _ 23AR5/ 24" 1" 54TP52 18" 34CZ96 
6" 2' _ 23AR58 5 ft. 24" i 54TP62 24" 340297 
8" to 10" 36" 12. 2' _ 23AR59 48" Yn" 54TP61 19°10 25° 30" 24" ~48ZX97 
24° 5° — D3ARet ue De 7 —~P3ARB2 i>" 340709 
24" 2° " 5 i i WW " 4 
‘ ; «12 2' _ 23AR63 : : 5 " 34 
ee oe _—_—# Fes arity 
24" 2' _ 23AR65 ; 9" 4 : ‘ : " 34DA04 
: . ee Py 2' _ 23AR6/ , : " 54TP5/ " 34 
i a ee Sips rare 
24" 2' __ 23AR69 : ; 54TP5 , , , "34 
att ag" ik 54TP55 ay 1098 60" 48" 34DA09 
20 ft. 24" 1" 23AR48 24" 34DA10 
pati Melamine Preformed Pipe 1 =CHLIT= 
379 No. Insulation and Sheets 
Series Series 4NNX4 : sides , 
No. No. = Temp. range: -40° to 350°F 879 Series—High-gloss semirigid 20-mil 
4NNZG6 4NPC8 = Pipe insulation is 4-ft. long PVC outer jacketing has excellent antibacte- 
ane Fiber-free insulation system is rial and low-mold properties. Approved for 
379 | 879 |ASJ79| 079 Series & produced from ozone-friendly severe washdown requirements of sanitary 


Insulation Fits Fits Pipe Series | Series | Series | Series 
Nominal Tube Size- Pipe Item | Item | Item | Item No. 

1.D. Size Insulation No. | No. | No. | No. 4NNV4 
Preformed Pipe Insulation, 1" Thickness 


TechLite® melamine foam. Include processes. Ideal for food and beverage, clean 
ship-lap joints and/or relief cuts room, and biopharm applications. White color. 


ve __—CLANFATLSTGJSVANRYSHNNWS Insulation — Wall [079 Series : oe se betty ASJ 79 Series—Covered with a fiber- 

8 = . aed HE He reform ions fit pi n ee 

an Ye" (4NPAS|/4NPC8/4NNX4 4NNV2 — Size -Insulation| _No. ' : ‘ fi ' id : : aia reinforced, paper-and-foil lamination; an 

Seen eee ee nap Un ni eine excellent choice for interior applications. True 

TT ANPAGATGU5 ANNY7 2NNWE5 7 ANNpa- 0" ductwork and large vessels. {gj parrier has very low vapor permeability. 

1% bs r aNNZg aga ANNX6 ANNVA 24" x 48" ie aNNPS ee de dele ve Outer cover is paintable or can be covered 
8 8 ellular Melamine 

15" 14" 117" 4NNZ9 4TGH5 4NNX7/4NNV5 3" ANNP7 : ; with a secondary jacket if used in outdoor 

Pg TTT FANE COTATI SNNW? am 29/50 Rating. applications. White color. 

te — TA" |4 4 4 4 4 : 

2" ov —___|4NPC3/4TGJ8/4NNZ1 4NNW8 24'x96" 17" 4NNR1 379 Series—Covered with a Joe—Plain |i 

ie ene aN AN SHAME reinforced PVC outer acketng. Sei’ amar teh cals cand eats 
— 0" 4 Ai 4NNR4 it with si 

378 3% a" ANPAA 4TGH9 ANNY2 ANS 48" x 96" 1" ANNRG aporoved Gromer ies Can be layered or mitered to fit nonstandard 
6 g — [4 4 4NNZ4\4 ey 4NNR7 

4%" Ay —__|4NPC7|4TGK3 | 4NNZ5 | 4NNX3 ine glue in place. 

45%" — 4" |4NPA6G | 4TGJ2 |4NNY4 4NNW2 Original shape. White color. 


Self-Fusing EK item 
=a0 TAPE Thickness LW Color _ No. 
Silicone Tape rT Rectangle Self-Fusing Tape 


Black _32XV39 













= Operating temp.: -130° to 500°F 0.020" 432" 2" Gray 32XV37 
aoe Protective overwrap is adhesive-free. For use in ET IORTT CEA EL: 
insulating electrical connections, protecting pipe p 7 Bac 4 svi ‘i 
threads, friction wrap for handle grips, tension i"— Clear 32X40 =o gpxus 
5 0.020" 144" ii 
wrap for bundles of wires and hoses, temporary ih Gray PALE 
hose repairs, and corrosion protection. Cures in 24 S 
{White 32XV41 fam 
hr. and creates a permanent seal. Nos. 32XV29 to ik Black 3DXU8 thickness LW Color No. 
32XV34 have a triangular shape that helps assure /—Clear—bprHg, -Wianale Self-Fusing Tape 
a smooth and uniform wrap over difficult shapes oT Gray __ 6PFHS "Black/Blue 32XV33 
20 mil 432" —4"—~Green__ 6PFH2 
such as bus bars, cable harnesses, coils, and 8 0.020" 1" Gray/Blue_32XV32 
’ T_Red Oxide_6PFHO 432", Red Oxide/ 
splices. No. 32XV43 includes 1 roll of black tape i" White 6PFH1 Billig Sones 
and 1 roll of red tape. All items meet Mil. Spec. — ae ee 2 white Blue soe 
CID A-A-59163 and are UL 510 Recognized. 
PIPE WRAP INSULATION ( Jrrost King 
i fF Bay baed Pope pl one a = = 
, eee fi~ Approx. Item 
eae ay | Pipe Insulation Wraps | Te oie 
i q : ~ ta sn z = Temp. range: 0° to 250°F Fiberglass “Fiberglass a pariter Overwrap : B k 33 ishass 
~~ ila Foam and Foil, Self-Adhesive : 5 ft. 48H494 
~~ — Help cut heat loss on hot water pipes and help keep Cotton and Foil, No-ltch 3 — 20 TL 4 48H492 
cold water pipes from sweating. Meet UL 723. 
2838 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 

















GRAINGER CHOICE” . PLUMBING 
Find the yf. Find Solutions. Find Great Prices. Ring Gaskets & Sheets 
* GRAINGER 
APPROVED 
Rubber Flange Gaskets—Full-Face No. No. 
= ANSI sized to fit 150-Ib. flanges FLUOROELASTOMER 
NEOPRENE BLEND (BLACK) cae ane , 
= Temp. range: -20° to 190°F -10° io A00°F Neoprene Blend| SBR Blend FDA Nitrile |FKMFluoroelastomer| Silicone 
i Max. Max. Max. Max. Max. 
Have moderate resistance to ozone, Excellent resistance to Pipe Inside Outside Bolt Pressure Item |Pressure Item |Pressure Item | Pressure Item  |Pressure Item 
ce | 
oxidation, water, hydraulic silicate, Bile ficlecchlonnaiad Size Dia. Dia. Holes) (psi) No. | (psi) No. | (psi) No. (psi) No. (psi) No. 
and oil. 2p" 3" 4 — — —  _— | 250 4CYT9| 250 4CYV2 250  4CYW4 
solvents, hydrocar- Ys" 1Vie' 3% 4 150 1TUR8| 150 1TUT8! 250 4CYU1) 250 4CYV3 250 4CYW5 
SBR BLEND (RED ids, 1 1% 4%" 4 150  1TUR9| 150 1TUT9) 250 4CYU2| 250 4CYV4 | 250 4CYW6 
= Temp. ran . oe to 180°F pons, ane: STrong acids 1%" 12%" 5" 4 150. 1TUT1} 150 1TUV1) 250 4CYU3| 250 4CYV5 250 4CYW7 
Ptalie: SILICONE (RED) 2” 2% 6 4 | 150  1TUT2| 150 1Tuv2, — — | — = = 
Good heat resistance for low-pressure , Temp. range: 2 2%" 6 4 | OU | UC SCM | S50 SACU) «250 = ACYVG =| «(250 ~=AC YW 
hot and cold water applications nae oe 2%" 2% TA 150  1TUT3| 150 1TUV3) 250 4CYU5| 250 4CYV7 250 4CYW9 
-80° to 400°F 3° bs TKO 150  1TUT4| 150 1TUV4) 250 4CYU6| 250 4CYV8 250 4CYX1 
7 47 4y 8B 150 1TUT5| 150 1TUV5) 250 4CYU7| 250 4CYV9 250 4CYX2 
det ow i dane Excellent pertor 5 5% 10" 8 | —  ~— | —  — | 250 ACYU8| 250. 4CYW1 | 250 4CYXx3 
= Temp. range: -25° to mance in extreme 6 6% 11 8 | 150 11UT6| 150 1TUV6) 250 4CYU9| 250  4CYW2 | 250  4CYX4 
Made with FDA-approved ingredients. temperatures. 8" 8% 13% 8 150 1TUT7| 150 1TUV7) 250 4CYV1| 250 4CYW3 | 250 4CYX5 
* GRAINGER ene insIds oun ear im 
APPROVED ize ia la oles 0. 
F il F d Ri SBR Blend (Styrene Butadiene Rubber) 
2" 25," 6' 4 5WLY9 
Ul ace an . ing 2%" 2h" a 4 5WLZO 
a 3% OT 4 5WLZ1 
Gasket Kits with Bolts —— 
: 6" 65," ii 8 5WLZ3 
= ANSI sized to fit 150-Ib. flat face flanges a EVA 3 SWLZ4 
Grade A zinc-plated carbon steel bolts. 10" 10%" ~—«* 16" 12 5WLZ5 
12" 12%" 19" 12 5WLZ6 > , 
= Max. temp: -20° to 170°F Z oe ie = SWLZ7 La 
= 210°F tensile strength = 500 psi ay erie AIL ZB i | ' 
3 35, 5%, 5WLZ9 =F PS 
ARAMID FIBER WITH NITRILE RUBBER Mi a oe = ella i+ i3 _! -! 
= Max. temp: 750°F (continuous max. temp.: 460°F) | a a No. SWLY9 
= Max. pressure: 1595 psi (continuous max. pressure: 725 psi) 8" A 11" — _ 5WMA3 
Cn rSA5 (1 
* reer INGER (CThermoseal WyIEANT Garlock 
APPROVED An Independent Klinger Company Sealing for a Safer and Greener Tomorrow 


SEALING TECHNOLOGIES*” wa << 


PTFE and Fiber Ring Gaskets and Sheets (iy ‘iy 
| | 


= Ring gaskets are ANSI sized to fit 150-lb. (©. Microcellular PTFE Garlock 3545 


flat-face and raised-face flanges 
RING FLANGE GASKETS 


A. Virgin PTFE 

= Max. pressure: 150 psi 

= Temp. range: -450° to 500°F 
High-purity gaskets provide a low-stress 
seal with high chemical compatibility. 


B. Inorganic Fiber Garlock IFG 5500 
= Max. pressure: 1200 psi 
= Temp. range: -100° to 800°F, 

550°F continuous 
Thermally stable gaskets resist aliphatic 
hydrocarbons, gasoline, saturated steam, 
inert gases, and most refrigerants. 


A.GA 
Virgin PTFE, White 


Thickness 
Ye" yg" 
Pipe Inside Outside Item Item 
Size Dia. Dia. No. No. 
Ring alate Gaskets 

Yn" 21/39" 1%" 1TVD6 1TVC5 
¥4" 1"e' 2 V4" 1TVD7 1TVC6 

i 1%6" 2% 1TVD8 1TVC7 
14s" 12%" a 1TVD9 1TVC8 
1%" 12% 2" BH" 1TVE1 1TVC9 

2" 298" AV," 1TVE2 1TVD1 
2," 2% 47f — — 

a 3Y" 5%" 1TVE3 1TVD2 

4" 4Y," 6%" 1TVE4 1TVD3 

6" 6%" 85/4" 1TVE5 1TVD4 

8 89" 11" 1TVE6 1TVD5 


= Max. pressure: 1200 psi 
= Temp. range: -450° to 500°F 
Resist strong acids, caustics, and 


hydrocarbons. Se ea Fc ae 1 © 
D. Flexible Graphite with 316SS Insert nook? 
= Max. pressure: 2000 psi 
e s C. Garlock Microcellular 
= Temp. range: -400° to 850°F No. 1TUV8 


Seal effectively during thermal cycling, 
resist corrosive chemicals, and are for use 
in critical sealing applications. 


E. PTFE with 304SS Insert 

= Max. pressure: 800 psi 

= Temp. range: -250° to 450°F 
Void-free, virgin PTFE. 


B.Garlock C.Garlock 
Inorganic Fiber Microcellular 
Garlock IFG 5500, Gray PTFE, White 
Thickness Thickness with 316SS Insert, 
Ve" ye" Ve" ye" Black, Thickness V6" 
Item Item Item Item Pipe Inside Outside Item 
No. No. No. No. Size Dia. Dia. No. 
Ring Flange Gaskets 
_— 38VP96 — — Y," 21/39" 1%' 4CYL1 
1TUX8 38VP97 1TUV8 1TUW8 ya 16 2Y4" 4CYL2 
1TUX9 38VP98 1TUV9 1TUW9 i 1%6 248" 4CYL3 
— —— — — 1%" 12% 2" 3H" 4CYL4 
1TUY1 38VP99 1TUW1 1TUX1 2" 2% 4 Ve" 4CYL5 
1TUY2 38VR01 1TUW2 1TUX2 2V" 2%" 4i/' 4CYL6 
1TUY3 38VR02 1TUW3 1TUX3 a 3" 5¥e" 4CYL7 
1TUY4 38VR03 1TUW4 1TUX4 4" 4V," 67%" 4CYL8 
1TUY5 38VR04 1TUW5 1TUX5 5: 5/6 1¥4" 4CYL9 
1TUY6 38VR05 1TUW6 1TUX6 6" 6%" 854" 4CYN1 
1TUY7 38VR06 1TUW7 1TUX7 8 85" ile le 4CYN2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





No. 38R341 
Gasket Sheet 


GA 


D.Flexible Graphite 
D.Flexible Graphite | with 316SS Insert, 


E.PTFE with 
304SS Insert, 
White, Thickness 32" 


Black, Thickness 


Ya" 


Item Item 
No. No. 
38VR07 4CYJ8 
38VR08 4CYJ9 
38VR09 4CYK1 
38VR10 4CYK2 
38VR11 4CYK3 
38VR12 4CYK4 
38VR13 A4CYK5 
38VR14 A4CYK6 

— 4CYK7 
38VR15 4CYK8 
38VR16 4CYK9 

ED 





PLUMBING 
Ring Gaskets & Sheets 


Scan. Order. Done. 
Details on page A1. 





ae * < TEADIT 
. 2 GRAINGER , ; 
PTFE and Fiber Ring Gaskets and Sheets (iN irroven Thermoseal wv UI". Garlock 


F. Expanded PTFE Gore™ Style GR and UPG Style 800 |. Synthetic Fibers with Nitrile Binder 

= Max. pressure: 3000 psi (Thermoseal Klingersil® C-4401) 

= Temp. range: -450° to 600°F General-purpose gasket material features good 
Dimensionally stable and resist creep and cold flow. sealability, chemical resistance, and good creep 
Provide low stress-to-seal for applications using plastic relaxation. 


and glass-lined flanges. Resist many aggressive chemi- ‘ et ein case 
cals. Nos. 4CYR7 to 4CYR9, 4CYT1 to 4CYTS are cut from ayer tats ne 


sheet material. Nos. 38R343 to 38R353 are molded = Temp. range: -100° to 1000°F 


gaskets. a eee 
This high-temperature gasketing minimizes cold 
G. Aramid Fiber with Nitrile Binder Garlock 3000 flow and has reduced creep relaxation. 


= Max. pressure: 1000 psi 
= Temp. range: -100° to 700°F, 400°F continuous K. Expanded PTFE = 
= Max. pressure: 2900 psi 


Help reduce fluid loss, maintenance, energy consumption, | Temp. range: -400° to 599°F 


and inventory costs. can 
Compresses easily to minimize creep and cold flow. 


. PTFE with Aluminosilicat . : 
hiblahsiet Garlock Gyion® 3504 L. PTFE with 304 SS Reinforcement Core 
= Max. pressure: 150 psi, except 


= Max. pressure: 800 psi 
= Temp. range: -450° to 500°F No. 161714 is 125 psi 
= Temp. range: -400° to 500°F 


Suitable for use with some caustics and moderate es ei 
concentrations of hydrocarbons, hydrogen peroxide, Used for pipeline blocking, this pipeline gasket has 
a handle to ease installation. 


refrigerants, and solvents. 


M. SYNTHETIC FIBERS WITH A PROPRIETARY 
RUBBER BINDER GARLOCK 3760 

= Max. pressure: 500 psi 

= Temp. range: -100° to 400°F 

Create their own low-pressure load with propri- 
etary rubber binder. Material won't degrade when 
in contact with oils and is conformable to irregu- 
lar flanges. 


GASKET SHEETS 


Expanded PTFE, Nos. 38VP92 to 38VP95 
Softer and more flexible than conventional 
PTFE so it can easily conform to rough and 
irregular surfaces. Minimal creep at elevated 
temperatures. 


PTFE with Glass Microspheres Garlock 
3504, Nos. 161703 to 161706 

Improved performance over PTFE. Suitable for 
use with some caustics, moderate concentrations 
of acids, hydrocarbons, refrigerants, and solvents. 





H.Gylon 
F.Gore F.Gore G. Garlock PTFE with | .Thermoseal J.Garlock K. Teadit 
Cut Expanded Molded Expanded; Aramid Fiber with Aluminosilicate Synthetic Fibers with | Graphite with Nitrile | Expanded 
PTFE, White PTFE, White Nitrile Binder, Blue Microspheres, Blue | Nitrile Binder, Green | Binder, Mahogany | PTFE, White 
Thickness Thickness Thickness Thickness Thickness Thickness Thickness 
yg" Ye" Ya" Ve" Ye" yg" Ye" Ye" Ye" yg" yg" 
Pipe Inside Outside Item Item Item Item Pipe Inside Outside Item Item Item Item Item Item Item 
Size Dia. Dia. No. No. No. No. Size Dia. Dia. No. No. No. No. No. No. No. 
Ring Flange Gaskets Flange Gaskets 
Yj" 20" 17" 4CYR7 38R343 4CYP5 4CYN3 Vy" 270" 17% | 38VR17 | 38VR27 | 38VR41 | 38VR51 | 38VP34 | 38VP44 38VP82 
5/4" Me 24" 4CYR8 38R344 4CYP6 4CYN4 J/4" M6 = 2%" + | 38VR18 | 38VR28 | 38VR42 | 38VR52 | 38VP35 | 38VP45 38VP83 
1" 1%6 29%" 4CYR9 38R345 4CYP7 4CYN5 il 1%6 =. 2%"_—|s« 38VR19 | 38VR29 | 38VR43 | 38VR53 | 38VP36 | 38VP46 38VP84 
1%)" 12%" BH" 4CYT1 38R346 4CYP8 4CYNG 1%" 12%" = 334" | 38VR20 | 38VR30 | 38VR44 38VR54 | 38VP37 = 38VP47 38VP85 
2" 2% = «AY 4CYT2 38R347 4CYP9 4CYN7 a 2% =64¥" | 38VR21 | 38VR31 | 38VR45  38VR55 | 38VP38  38VP48 38VP86 
Vee U9 4CYT3 — 4CYR1 4CYN8 2%" 2% Av’ | 38VR22 | 38VR32 | 38VR46 | 38VR56 | 38VP39 | 38VP49 38VP87 
a 3%" 5 4CYT4 38R348 4CYR2 4CYN9 a 3%" 53%" | 38VR23 | 38VR33 | 38VR47  38VR5/7 | 38VP40  38VP50 38VP88 
4" 4Y" 6% 4CYT5 38R349 4CYR3 4CYP1 4" 4y" 6% | 38VR24 | 38VR34 | 38VR48 | 38VR58 | 38VP41 | 38VP51 38VP89 
a 5%e V4" 4CYT6 — 4CYR4 4CYP2 6" 6%' 834" | 38VR25 | 38VR35 | 38VR49 38VR59 | 38VP42  38VP52 38VP90 
6" 6%" 8%" 4CYT7 38R350 4CYR5 4CYP3 8" 8%" Tt 38VR26 | 38VR36 | 38VR50 | 38VR60 | 38VP43 | 38VP53 38VP91 
8" 8%" WT 4CYT8 38R351 4CYR6 4CYP4 
10° 10%" 133%" — 38R352 — — 
12°. 12%" 16%" — 38R353 — — 
Thickness 
Max. V0" Ye" Ye" 
L.GA Material of Pressure Temp. Mfr. Item Item Item 
PTFE With 304SS L W Construction Color (psi) Range (F) Model Brand No. No. No. 
dispels LI Core, White Gasket Sheets 
IcKNess ' ' —_ ; 800 -330t0500  8764V12062 GA — 167698 — 
: 2 eo Se White 800-330 to 500 8764V12125 GA =~) eT 701 
Aaa quisiaeitiia. a Aramid Fibers with Blue 1000-100 to 400 3000 Garlock | — | 5MRT3  |5MRTA 
Paddle Gaskets/Pipeline Blockers 2900 -400 to599 —_24SH-15062 Teadit — | 38VP94 — 
1" 2%" 167709 Expanded PTFE White 5900-450 to 500 24SH-15125.~‘Teadit | — | —  |38VP95 
1 378 161710 Graphite with ~~ yap 2000 -100 to1000 9900-15062 Garlock | — | 38VP56 — 
2" 48 ter711 Nitrile Binder "°99Y" 5000-100 to 1000 9900-15125 Garlock | — | —  38VP57 
- ee 161713 15" 15 Inorganic Fibers with Gray 1200-100 to 550 5500 Garlock | — |5MRT7 |5MRT8 
6" 834" 161714 Microcellular PTFE = White 1200  -450 to 500 3545 Garlock — |5MRU1  |5MRU2 
M. Garlock PTFE with Glass Blue 800 —-450 to 500 3504-15062 Garlock — 167703 — 
Synthetic Fibers with Microspheres 800  -450 to 500 3504-15125 Garlock _ _ 161705 
_ a Proprietary Rubber Synthetic Fibers Blue and 500 ~=-100 to400 3/760U-15062 Garlock — |38vPs0 tt) — 
eee with a Proprietary off-White 500 -100 to 400 3760U-15125 Garlock | — | — — |38VP81tt 
Vg" Ye" 193%' 193" _ Flexible Graphite Black 2000 -400 to 850 FLEXIGRAF-19062 GA — | 6PFJ2 — 
Size Dia. Dia. No. No. " " «nt -330 to — — 
Ring Gaskets a ee One White 899-330 to 500 8764V24125 GA = — ferme 
Yj" Vy" 17% 40PP41 40PP39 Aramid Fibers with 
vA vA ay, tTUYS AOPPAD a Nitrile Binder Blue 1000 -100 to 400 3000 Garlock — | 5MRT5-~ |5MRT6 
i 1" 05," 1TUY9 40PP37 ; 2900 ~=-450 to 500 24SH-30062 Teadit — |38VP92 _ 
WA WA ay +TUZ4 AOPP44 Expanded PTFE =» White. 5999-400 to 599 24SH-30125.~CTeadit. |= — ~|=~«S— + 138VP93 
on a AV," 1TUZ2 40PP46 Graphite with Nahogan 2000 -100 to1000 9900-30062 Garlock — (38VP54 — 
WA OV" Ai," 1TUZ3 A0PP43 Nitrile Binder 9aNY~5900 -100 to 1000 9900-30125 Garlock —_— _ 38VP55 
3 3 O78" 1TUZ4 40PP42 30" 30’ Morganic Fibers with Gray 4900-100 to 550 5500 Garlock | — |5MRT9 |5MRUO 
4 4 67" 1TUZ5 40PP45 a Nitrile Binder 
6" 6" 83; 1TUZ6 40PP36 Microcellular PTFE White 1200 -450 to 500 3545 Garlock — | 5MRU3 5MRU4 
8" 8" 11: 1TUZ7 A0PP38 PTFE with Glass Blue 800-450 to 500 = 3504-30062 Garlock —__ 161704 = 
Microspheres 800 = -450 to 500 3504-30125 Garlock _ _ 161706 
Synthetic Fibers Big ang 000-100 to 400__ 3760U-30062 Garlock — |38VP78{t; — 
with a Proprietary Off-White 500 -100 to400 3760U-30125 Garlock | — | — — 38VP79tt 
BO. 30" Synthetic Fibers rach 600 0 to 400 C-4401 Thermoseal| 38R340, — 38R342 
30" 30° with Nitrile Binder 600 0 to 400 C-4401 Thermoseal} — |38R341 _ 
391" 391" Flexible Graphite Black 2000 -400to 850 FLEXIGRAF-M062 GA — | 6PFJ3 —- 
with 316 SS Insert 2000 -400 to 850 FLEXIGRAF-M125 GA — — 6PFJ5 
tt NSF 61 Certified. 
2840 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” PLUMBING 





Find the wf. Find Solutions. Find Great Prices. Ring & Flange Gaskets 
Flange Gaskets and Spiral Wound Metal Gaskets = Thermoseal 
FLANGE GASKETS SPIRAL WOUND METAL GASKETS 
(KLINGERSIL® C-4401) = Max. pressure: 150 psi 
= Max. pressure: 150 psi = Temp. range: 0° to 932°F 
= Temp. range: 0° to 750°F Suitable for use on raised face and flat face flanges. Type CR gaskets feature a 





Feature greater sealability, chemical solid metal outer ring that functions as a centering device and a compression 
resistance, and good creep relaxation. stop. Type CRIR gaskets feature solid metal outer and inner rings that help 





protect the inner windings of the gasket element from high temperatures. pee aero pare 
Pipe Inside Outside Item Pipe Inside Outside Item Pipe Inside Outside Item 
Size__ Dia. _ Dia Type No. Size _ Dia. Dia. Type No. Size _ Dia. Dia. ype No. 
Flange Gasket, Ye" Thick Spiral Wound Metal Gasket, 36" Thick Spiral Wound Metal Gasket, 3c" Thick eont ) 
Synthetic Fiber with Nitrile Binder 304SS and Flexible Graphite 304SS and Flexible Graphite (Cont.) 
(n/7 9 17 A5CE38 "YH 17" CRANSIClass 150 45CE37. 6" 79%! 8% CRIR ANSI Class 150 _45CE06 
ya The 20 45CD97, i" 17" CRIR ANSI Class 150 45CD81 8" 99/4" if’ CR ANSI Class 150 _45CD92 
fT 1%" 45CD95 yr 2VA" CRANSI Class 150 45CE47. 8" —«9%e" 11" CRIR ANSI Class 150 _ 45CD99 
1" 1-26/32" 394" A5CEAQ) 38" 2%" CRIRANSI Class 150 45CE23 10"  11%« 13%"  CRANSIClass 150 _45CE42 
gr 25" we 450073, i" TH 25; CRANSIClass 150  45¢D98 10"  11%c" 13%" _CRIR ANSI Class 150 45CD76 
x73" 5y6" ASCENT "7s 254" CRIRANSIClass 150 45CEO9 12" 13%" 16%" CRANSI Class 150  45CD78 
qr 4 67 ASCE21 fy" OH" 355" CRANSIClass 150 45CE43. 12" 1334" 16%" CRIR ANSI Class 150 _45CD94 
6 6% 874 C-4401 ANSI Class 150 45CD83 1/2" 243. 3%" CRIR ANSI Class 150 45CD74 14" 14%" 1/¥4 CR ANSI Class 150 45CE46 
gr 854" ina A5CE20, 3" 957 Av, CRANSIClass 150  45¢D69. 14" _—‘14%4' 17¥"  CRIR ANSI Class 150 45CD90 
10" 1034" 735%" A5CEO4 =" DY av" CRIR ANSI Class 150 45CE07_ 16" 16%" 20%"  CRANSIClass 150  45CD85 
12" 12% 16%" ASCEA4 DY BY," AT CRANSI Class 150 45CD87_ 916" 1656" 2074" Care anici clagg 159 ABCEN9 
1414 179A" A45CD82_ 3%" 37 47%" CRIR ANSI Class 150 45CE22. 18" 18%" ‘2194 45CD80 
ig" 48" 21%" 45CE39 3" 5ys"  CRIRANSI Class 150 45CE48 20" 20'%e’ ——«22374" A5CE34 
20" 20" 2378" 45CD79. 4" 67%" CRANSIClass 150 45CE33. 20" 207/e" 2374" CRIRANSIClass 150 _45CE15 
24 24 28% 45CES2 4" J 6% CRIR ANSI Class 150 45CD89 24" 244" 284 CR ANSI Class 150 45CE13 
6" 1/6 8/4" CR ANSI Class 150 45CE50 24" 244" 284" CRIR ANSI Class 150 45CE24 


Wrepacraincer Y,4,H 
Garlock “(Sse = Luitalc... 
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Metal-Reinforced Spiral-Wound Ring Gaskets 





Meet ANSI B16.20. GARLOCK RWI FLEXITALLIC CGl 

GARLOCK RW = Temp. range: -320° to 500°F = Temp. range: -150° to 842°F 

= Temp. range: -320° to 842°F 304 stainless steel inner ring protects sealing 304 or 316 stainless steel windings with 

With 304 stain| tee! wind- elements from process media. 304 stainless steel flexible graphite filler. Include inner ring. 
dea orale alil winding, PTFE filler, and carbon steel centering rings. Suitable for use with flat face and raised 


ings, flexible graphite filler, and a 
cation tel cern cg, GA SPRAL- WOUND ene echo fae 

For hydrocarbon oe = ep tale: ed eee corrosive carbon steel centering materials N 
and refining, pulp and paper, 304 stainless steel windings, with flexible graphite = 











. nti i ; ; are present. 38R293 
and oil and gas applications. _filler and carbon steel centering rings. P 
GARLOCK RW GA SPIRAL-WOUND 
to Fit 180:Ib to Fit 300:Ib 300/400/600-Ib. | Flat/Raised Face | —_Fit 300/400/600-Ib dertolimnetibets 
0 Fi -Ib. 0 Fi -lb. -Ib. at/Raised Face i -Ib. . ° ° 
. _ Flat/Raised Face yet a a Face sre lial Face eee Flange — Flat/Raised Face eae = Temp. range: -150° to 842°F 
ipe Inside tem tem tem tem tem i indi i i 
Size Dia. | Outside Dia. No. | OutsideDia. No. | Outside Dia. No. | OutsideDia. No. | Outside Dia. No. 316 stainless steel windings with flexible 
A w 1 A TTUZB = = 21 TTB 1 A SeUU38 21 SBUU49 graphite filler. Feature an external ring that 
4" 4" — — 8" 4" g" 5 j 
TY! 278° 1TVA1 — — 2% 1TVB4 2x8: 38UU40 2/3 38UU51 centers the carbon steel centering gasket 
Te V7 3" iTVA2 = = 3% TTVB5 = = = = on the flange face. Provides additional 
Yo" OVE 398° TVA3 — — 3%" 1TVB6 398" 38UU41 33/4" 38UU52 j 
or 59s avs" TTA = = ay" tTWB7| 45" 38042 a5! 3a0Us3-  “adial strength to help prevent gasket 
ay ay ws TTVAS = = 58 TTVB8 wh S8UUd3 5% 38UU54 blowout and acts as a compression stop. 
: : 58: — — 5 bye" 44 5 55 j 
4" ah 6% 1TVA/ 1% 1TVC1 — — 6% 38UU45 1% 38UU56 General purpose gasket suitable for use 
5” 6 73" {TVA8 81," {TVC2 = = 7H" 38UU46 Sih" 38UU57 with raised face and flat face flanges. 
6 /%6e 84" 1TVA9 9/3" 1TVC3 — — 874" 38UU4/ 9/3" 38UU58 
8 9%6 ih 1TVB1 12 V3" 1TVC4 — — 11: 38UU48 12 V3" 38UU59 
GARLOCK RWI FLEXITALLIC CGI 
ANSI Sized ANSI Sized ANSI Sized to Fit 3048S and Flexible Graphite 3168S and Flexible Graphite 
to Fit 150-Ib. to Fit 300-Ib. 300/400/600-Ib. ANSI Sized ANSI Sized to Fit ANSI Sized ANSI Sized to Fit 
Flat/Raised Face | Flat/Raised Face | Flat/Raised Face to Fit 150-Ib. 300/400/600-Ib. to Fit 150-Ib. 300/400/600-Ib. 
Flange Gasket Flange Gasket Flange Gasket Pipe Inside | Outside Item Outside Item Outside Item Outside Item 
Pipe Inside |Outside Item Outside Item Outside Item Size _ Dia. Dia. No. Dia. No. Dia. No. Dia. No. 
Size _ Dia. Dia. No. Dia. 0 Dia. No. yy" Ne 1% 38R2/1 28. 38R282 1% 38R293 as 38R305 
Ya" Ve 1%" 4CYX6 — — 2 V8. 4CYY8 Yq He 24 38R2/2 278. 38R283 24" 38R294 278° 38R306 
Yq" 136" 24" 4CYX7 — — 2% 4CYY9 i "Ye 278° 38R2/3 248. 38R284 278 38R295 2/3 38R307 
1" Y6 | 2% 4CYX8 a _— 2%. 4CYZ1 yy" 1¥ Sh 38R274 3 V4" 38R285 3s 38R296 34" 38R308 
1¥" 13/4" 348 4CYX9 — — 374" 4CYZ2 TY" 1%" 348° 38R2/5 3V4" 38R286 3¥8° 38R297 374" 38R309 
2 2%6 | 4Ye 4CYY1 — — 4Ye" 4CYZ3 2 2/6. 4Ve" 38R2/6 4Ye" 38R287 4Ve" 38R298 43%" 38R310 
2Y2' 278° 47," 4CYY2 — — 5 Ye 4CYZ4 2% 2% 4," 38R2/7 5Ye" 38R288 47" 38R299 5 Ye 38R311 
3. S76 5 Ye" 4CYY3 = — 5% 4CYZ5 ch 3/16. 5Ye 38R2/8 5% 38R289 58" 38R301 5 38R312 
BBR Pu ABSA FLEXITALLIC CG 
6" 66 SH" ACYY6 07%" ACYZ8 — — 304SS and Flexible Graphite 3168S and Flexible Graphite 
9" Bi" 1 ACYY7 {oy ACYZ9 —= —_ ANSI Sized ANSI Sized ANSI Sized ANSI Sized 
to Fit 150-Ib. to Fit 300-Ib. to Fit 150-Ib. to Fit 300-Ib. 
Pipe Inside | Outside Item Outside Item Outside Item Outside Item 
FLEXITALLIC CG Size Dia. Dia. No. ia. No. ia. No. ia. No. 
ANSI Sized to 4" 46 6% 38R2/9 1% 38R290 6% 38R302 1%" 38R313 
ANSI Sized to Fit 150-Ib. Fit 300/400/600-Ib. 6" 66. 8/4" 38R280 9/3" 38R291 84" 38R303 9/73" 38R314 
Pipe Inside Item Item 8 BY." 11" 38R281 12 V3" 38R292 uk 38R304 12 V3" 38R315 
Size Dia. Outside Dia. No. Outside Dia. No. 

Ya" 4" 1%" 38R316 28 38R328 FLEXITALLIC CG 
Yq" 1" 24" 38R31/ 278° 38R329 ANSI Sized to Fit 150-Ib. ANSI Sized to Fit 300-Ib. 

1 1%" 278° 38R318 2/3 38R330 Pipe Inside Item Item 
14" 1%" 3 38R319 34" 38R331 Size Dia. Outside Dia. No. Outside Dia. No. 
1¥" 2V8° 348° 38R320 374" 38R332 4" ll 6%" 38R324 1%" 38R336 

2. 274" AV," 38R321 43" 38R333 oO 6 Ys" 134" 38R325 BY." 38R337 
22 34" 47," 38R322 5 Ve 38R334 6" 1/6. 84" 38R326 9/73" 38R338 

ch 4" bye" 38R323 5 38R335 8" 9/6 1 38R32/ 12V3' 38R339 
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PLUMBING 


Lead-Free Dielectric Unions & Hose Assemblies 





POLY-TEMP® PTFE/ 


Tareas, 


Scan. Order. Done. 
Details on page A1. 





a 
TECHNO aS, 


UHF Joint Sealant 









Performance Item 
wet Temp. Range No. 
No. Pliable instant flange gasket resists common chemicals and will not deterio- oe tt mile i sai arte 
4UKO1 rate. 100% expanded PTFE UHF material. Max. pressure: 3000 psi. Meet FDA 5" 180" 450° to BOO" BELA 
21 CFR 177.1550 and 21 CFR 175.105, and CSA Recognized Component. Ys" 180" __-450° to 600°F 9E143 
YYIWATTS 
REGULATOR 
) Lead-Free AP) Par 
| Solde FIP : FIP : 3003 FiP x FIP 3003 FiP x FIP Malle va 
= = = older X X X X alleable 
| Dielectric Unions Brass, | Solder | Solder | FIPXFBP | Brass, | FIPXFIP Galvanized) 3004 Iron, 
No. ; Malleable | Brass, Copper, Brass, | Malleable| Brass, | Malleable | FIP x FIP | Galvanized 
5SDMGS = Max. pressure: 250 psi, Iron Steel Iron Steel Iron Steel Iron Iron Steel 
, " nj Pipe Size - Item Item Item Item Item Item Item Item Item 
except 3” and 4" PIPE Pipe Fitting No. No. No. No. No. No. No. No. No. 
sizes are 179 psi A 5DMGO — — — — 26X169 = = 5DMH3 
=» Max. temp.: 180°F Wx = = 26X172 = = = = = = 
. yi" 5DMG1 — — 26X170 — — — — 5DMH4 
Installed between pipes made Uy x Ve _ 5DMG8 = = = = = = = 
from dissimilar metals to help 1" 5DMG2 — — — — 26X171 — -- 5DMH5 
inra- iA 5DMG3 — — — — 25CC90 — 26X174 — 
prevent accelerated deteriora- 7 aaMGA = = = S6X173 ie oecEni a = 
tion and corrosion. Include union 5 5DMG5 — = — 26X163 = a — = 
Hie Lan DECeS On eek MIP x Sold FIP x FIP FIP FIP 3006 FIPS, il FIPS, 3100 3110 
F F x oolaer X X xX oo0laer xX oolaer 
No. 26X172 Ideal for use in air and water Pipe Brass, Black Galvanized FIP x FIP Lead Brass, FIPx Solder | Solder 
conditioners, hot water storage te ee Iron ne Iron saa Iron ica Iron — Brass sins Iron sa Iron ries 
— : - Pipe tem tem tem tem tem tem tem tem 
Tae tanks, processing tanks, and Fitting) __No. No. No. No. No. No. No. No. 
goa wedali steam, gas, and water piping. y aul = — 50082 z6x 62 — — — 
Cw ad . 4 —_ — — — — 
ast ts — Certified for use in potable water —7: = = = o5C C84 6X1 75 = = = 
applications. Meet ANSI B16.39;  _ 17 = — = 256093 = = — — 
No. Federal Specifications for 1 = Fee __ gs = = SD MHEG = = 
Aone ae | Tensile Strength and Thread End _ 272" — — = = = = 26X166 | 25€C87 
Connections. ‘ = = = = = = POXT67 __250088 


g = & See, 





No. 4FJN7 









GAT HOSE MASTER Inc. 


Metal Hose Assemblies (Hex 
MNPT x Hex MNPT Fittings) 


= Max. temp.: 1200°F 


Feature 304 stainless steel braid material with hydroformed 321 stainless steel 
hose. Flexible with an enhanced bend radius to minimize connection misalign- 
ment. Ideal for use wherever vibration may be a concern. 


GIT HOSE MASTER Inc. 


Metal Hose Assemblies (Hex 
MNPT x Union FNPT Fittings) 


= Max. working pressure at 70°F: 300 psi 


Hydroformed 321 stainless steel hose with 304 stainless steel braid mate- 
rial. Enhanced bend radius and flexibility minimizes connection misalignment. 
Suitable for use wherever vibration may be a concern. 









MNPT x MNPT 
MNPT x FNPT 321 Stainless Steel Hose w/304 Stainless Steel Braid 
321 Stainless Steel Hose w/304 Stainless Steel Braid Static 12°L 18"L 24"L 36"L 
Static 12"L 18"L 24"L 36"L Min. Max. Max. Max. Max. 
Min. Max. Max. Max. Max. Bend | Working Working Working Working 
Bend | Working Working Working Working Dia. Radius} Pressure Item Pressure’ Item /|Pressure' Item | Pressure Item 
Dia. Radius|Pressure Item | Pressure Item (Pressure Item | Pressure item (in.) (in.) | @ 70°F No. @ 70°F No. @ 70°F No. @ 70°F No. 
(in,) (n.) Git anne BOO hie B00 i ahtia R00 Pare % 0.9 |1800psi 4FJU3 | 1800 psi 4FJU4 | 1800psi 4FJU5 |1800psi 4FJU6 
4 psi | | | 3 1 i 4F 1 i 4FJV1 
3% 1.0 | 1558 psi 4FJP2 | 1558 psi 4FJP3 | 1558 psi 4FJP4 | 1558 psi 4FJP5 2 i ee a EN eee at aciva ee = icv ee a acy 
| | | | 
12 |1186psi 4FJP6 (1186 psi 4FJP7 | 1186 psi 4FJP8 |1186psi 4FJP9 y, +7 1-898 si JEIVG | 898 osi ~-AFJV7 1-898 osi ~ 4EJV8 1898 vsi4FJV9 
% 1.7 | 898psi 4FJR1 | 898psi 4FJR2 | 898psi 4FJR3 | 898psi 4FJR4 — 34 a iF IW es iF IW? ae FW art awa 
1214 | 718psi 4FJR5 | 718psi  4FJR6 | 718psi  4FJR7 | /18psi 4FJR8 : psi ee pel pel 
1% 2.5 | 645psi_ 4FJR9 | 645 psi 4FJT1 | 645 psi 4FJT2 | 645psi 4FJT3 1% 2.5 | 645 psi 4FJWS | 645 psi 4FUW6 | 645 psi 4FJW7 | 645 psi 4FJW8 
1% 3.1 | 53tpsi 4FUT4 | 531 psi 4FUTS | 531 psi 4FJT6 | 531psi 4FJT7 1%__3.1_| 531 psi__ 4FJW9 | 531 psi 4FJX1 | 531 psi___4FJX2_| 531 psi__ 4FUX3 
2 40 | 449psi 4FJT8 | 449psi 4FJT9 | 449psi 4FJU1 | 449psi 4FJU2 2 40 | 449psi 4FUX4 | 449psi 4FJX5 | 449psi 4FJX6 | 449psi  4FJX7 
j= SSS. HM OO 698A iL RY " HOSE MASTER Inc. 
re opapanaeee: Annuflex Flexib! 
sce PEE nnuriex Fiexipie 
Metal Hose Assemblies 
MNPT x F JIC MNPT x F JIC ji r 
i at Pea: ee aiae ia ‘4 a ae Pte Geis with JIC Swivels 
ax. w/304 Stainless Steel Brai ax. w/304 Stainless Steel Brai . ° 
Static Working | 12"L | 18"L | 24"L | 36"L Static Working | 12"L | 18"L | 24"L | 36"L = Max. temp.: 1200°F - 
ria Min. ah iy item _ item _ a _ a pool _ item item tem = Fabricated by ASME IX Certified welders 
in.) Radius (in. 70° 0. 0. 0. 0. in.) Radius (in. 70° 0. 0. 0. 0. . 
Vs 1.0 1800 psi 4LMZ9 1LNA1 | 4FJY1 | 4LNA3 i 27 718 psi 1LNB7|4LNB8 | 4FJZ8 | 1LNC1 Hydroformed for long cycle life and can be bent 
Je 1.21888 pst HINA HLNABAEIVS ILNAT. “itd pst AEKAT INCE NGS (arkaa ‘(2 @ccommaodate difficult configurations. Resist 
8 ; 208 psi 4 9/4 4 ; psi . . . 
V 1.2 1558 psi | 4FJY3 | 4FJY4 | 1LNAG | 4FJY6 3A 645 psi. — | 4FKA2 | 4FKA3 | 1LNC4 permeation, abrasion, and overbending. Excellent 
PURE UME AL 135 STEM ARR EN chemical compatibilty teal for fl-vacur 
2 i) psi | 4FJY7 | 4 4 2 : psi | — ge ; ji 
7s 21 898 psi 1LNB3|4LNB4 4FJZ4 | 4LNB6 2 51 449 psi 4FKAS | 1LNC8 4LNC9 | 4FKC3 applications and where there is a potential for 
7 21 898 psi | 4FJZ2 | 4FJZ3 | 1LNB5 | 4FJZ5 i] 5.1 449 psi | — | 4FKC1  4FKC2 | 1LND1 catastrophic failure with rubber hose. 


2842 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” PLUMBING 





Find the yi. Find Solutions. Find Great Prices. Metal Hose Assemblies 
MNPT x FNPT MNPT x MNPT 
Hose Max. Working Dynamic Min. Hose Item | Temp. Max. Working Dynamic Min. Hose Item 


1.D. | Temp. Range Pressure @ 70°F Bend Radius (in.) Length} Brand No. | Range Pressure @ 70°F Bend Radius (in.) Length; Brand No. 2 
304 Stainless Steel x 304 Stainless Steel Fittings as Tr 














YA" | -325° to 1200°F 1800 psi 45 18° | HM 1CWB5) 1200°F 300 psi 5.0 12° | GA 482744, 
(200° 300 psi 5.0 12" | GA 482252) 1200°F 300 psi 5.0 18° | GA 482253 i a 
-325° to 1200°F 1186 psi 55 12° | HM 1LMV8) 1200°F 300 psi 5.0 24" | GA 48ZZ54 “«. Ag TFs, 
Yo" $25" to 1200°F 1186 psi 55 us alt are 1200°F 300 psi 5.0 36° | GA 48ZZ55 fy me. , 
-3820° to : psi 9.0 " — = = — — = ks 
-325° to 1200°F 1186 psi 55 36°. | HM 1LMW2|  — — = = aia, 
-325° to 1200°F 898 psi 8.0 12° | HM 1LMW3) 1200°F 300 psi 8.0 12" | GA 482256 . 

M355" 101200°F 898 ps 302d HM ALMWS1200°F300-bs 8036" GA 482789 
-325° to a psi ‘ Hy) a psi : 48225 
-325° to 1200°F 898 psi 8.0 36° | HM 1LMW6| — — — —{[— = 
-325° to 1200°F 718 psi 9.0 12° | HM 1LMW7) 1200°F 300 psi 9.0 12" | GA 482260 No. 1CWB5 

yx (825° to 1200°F 718 psi 9.0 18° | HM 1LMW8) 1200°F 300 psi 9.0 18° | GA 482261 
-325° to 1200°F 718 psi 9.0 24° | HM 1LMW9| 1200°F 300 psi 9.0 24° | GA 482262 

1200°F 300 | 10.0 a | Gh 487768 1200°F 300s ‘6.0 18" -GA 487764 We 
n i psi : 4 i) F psi : 482264 

BE Se TIRE aoe snp inate © Ea Apenoven 
-325° to ° 031 psi : 5 fF psi : 4 

11%" | -325° to 1200°F 531 psi 11.0 24° | HM 1LMX6; — = = —{[—— 

-325° to 1200°F 531 psi 11.0 36°. | HM 1LMX7|  — = = = i far 
-325° to 1200°F 449 psi 13.0 18° | HM 1LMX8) 1200°F 300 psi 13.0 18° | GA 482270 HOSE MASTER Inc. 

2" | -325° to 1200°F 449 psi 13.0 24° | HM 1LMX9) 1200°F 300 psi 13.0 24° | GA 482271 
: to psi psi 
325° to 1200°F 449 13.0 36°. | HM 1LMY1) 1200°F 300 psi 13.0 36° | GA 482272 

316 Stainless Steel x 318 Stain ess § Steel Fittings 74 I —aRRES 

" 5° t psi 55 : 4 — — i — — — a 

Ye" 395° to 1200°F 1186 psi 55 36" | HM 4FKF4 | — = = —_=—=— Assemblies 
-325° to 1200°F 898 psi 8 12° | HM 4FKF5 | 1200°F 300 psi 8.0 18° | GA 49AA41 

yj |=325°t0 1200°F 898 psi 8 18° | HM 4FKF6)  — = = — | — —_ Flexible metal hoses help 
“305° 10-1200°F 898 ps : 36° HM a KFS — = = Se ne onpon 

coe Tad) § IgA tre — SBS ERE Roproved aembles are 

"| -328° to 1200° 718 psi d 4 i psi 49AA46 =Approv mblies ar 
$25" to 1200°F a: psi 8 36 alt aFKGS 1200°F 300 psi 9.0 36° | GA 49AA47 eine ari 
“a2 10 is 2 psi : 4 = — — — —= _— ; 

1%" | -325° to 1200°F 645 psi 10 18° | HM 4FKG5| 1200°F 300 psi 10.0 12° | GA 49AA48 Hose Master Annuflex style 
-325° to 1200°F 645 psi 10 12° | HM 4FKG4) — = = = | = y 
-325° to 1200°F 531 psi 11 18° | HM 4FKG9 | 1200°F 300 psi 11.0 12" | GA 49AA52 assemblies are hydroformed. 

1%" | -325° to 1200°F 931 psi 14 36" | HM 4FKH2|  — — = = = = All hose assemblies have 
-325° to 1200°F 531 psi ik 12°| HM 4FKG8;  — — = = | —_ = ee 

o» | -325° to 1200°F 449 psi 13 12" | HM 4FKH3 | 1200°F 300 psi 13.0 12" | GA 49AA56 Comparable static minimum 

— — | —  — | 1200°F 300 psi 13.0 36 _| GA 49AAS9 bend radiuses and a 304 stain- 

Carbon Steel x Malleable Iron Fittings ; 

» |_32° to 850°F 1558 psi 5.0 24° | HM 1CVX8,  — = = — | — — _ [ess steel braid. Ideal for air 
32° to 850°F 1558 psi 9.0 36 HM _1CVX9 — = — _ — — compressors, liquid and vacuum 

yp |_32° to 850°F 1186 psi 55 18° | HM  1CWZ2) 850°F 300 psi 50 12" | GA 482223 P d q 
32° 10 80°F 898 pst 3012" HM 1eVZ 880° 300 bs TE a rterca lea s1é stain 

* to 850° psi ; d 9 | 850° psi ; : 4822727 = (ischarge lines. 316 stainless 

%" | 32° to 850°F 898 psi 8.0 24° | HM 1CVZ7| 850°F 300 psi 8.0 36° | GA 4822730 ate iorarwid 
32° to 850°F 898 psi 8.0 18° | HM 1CVZ6) 850°F 300 psi 8.0 24" | GA 48zz29 Steel hoses generally oler wider 
invere —Te 68 fei seo Sop 9956 azgcvTsion and iting resistance 

i ° to 850° 718 psi : 20° psi : 4 ; 

"539° to 850°F 718 psi 9.0 18" | HM 1CWA1) 850°F 300 psi 9.0 24° | GA 482233. than 321 stainless steel. 
32° to 850°F 718 psi 9.0 36°. | HM 1CWA3;)  — — — —[{[— — 
32° to 850°F 645 psi 10.0 36° | HM 1CWA6| 850°F 300 psi 10.0 36° | GA 482237 

1%" | 32° to 850°F 645 psi 10.0 18° | HM 1CWA4) 850°F 300 psi 10.0 18° | GA 482235 
32° to 850°F 645 psi 10.0 24° | HM 1CWA5| 850°F 300 psi 10.0 24° | GA 482236 

1 __32° to 850°F 531 psi 11.0 18° | HM 1CWA7) 850°F 300 psi 11.0 24° | GA 482239 
32° to 850°F 531 psi 11.0 24" | HM 1CWA8 — = = = 

" —— —— = ——— —- — 5 e psi . 4 4 

2" 132° to 850°F 449 psi 13.0 18° | HM 1CWB1) 850°F 300 psi 13.0 18° | GA 482241 

GA HM 

Hose; Temp. Max. Working Dynamic Min. Hose Item Hose Max. Working Dynamic Min. Hose _ Item 

1.D. | Range Pressure @ 70°F Bend Radius (in.) Length No. 1.D. | Temp. Range Pressure @ 70°F Bend Radius (in.) Length No. 

304 Stainless Steel x 304 Stainless Steel Fittings 304 Stainless Steel x 304 Stainless Steel Fittings 

va 43008 2400 ps BO ed aBzz98 © -308°t01200°F 1800 ps 4324 d2vaB 

: psi 5. "4 5 -325° to 7 psi 5 : 4 
OO AS 
g 5 psi * A9AA04 s" |-325° to 1200° 558 psi 5. 5 
a some @ 3. 
5 50 psi " A9AA07 » 325° to 1200° psi 55 55 
a a a 7 
‘ i 0/9 Dsl "4 4" |-325° to a psi " 4) ° 
is" pater —2£0 ol HOt AGART «~~ 308° t01200°F 648 ps 10-1 APIA i 
2 | : = | 

o» | 1200°F 525 psi 13.0 24" AQAA14 = 1%" -325°to 1200°F 645 psi 10.0 24" 2762 Metal Hose 

3416 Stainless Steelx 316 Stainless Steal Fittings 0, a 328° to1200°F 831 bs ‘1024 2zvea fh bli 

16 Stainless Steel x 316 Stainless Steel Fittings n loeo 10 el 931 psi : 4 

[ae — ee eee NPT x AN 

8! . = : 

Yo" | 1200°F 1175 psi 9.0 18" 49AA69 316 Stainless Steel x 316 Stainless Steel Fittings MNPT X MNPT 

Ys" | 1200°F 925 psi 8.0 12" 49AA72 -325° to 1200°F_ 1800 psi 45 12" 4FKH7 ; 

1 |1200°F 575 psi 10.0 18° 4QAA81 =’ “398°10 1200 1800 psi 45 18" 4FKHs hese flexible metal hoses can compen- 

1%" | 1200°F 531 psi 11.0 12" 49AA84 -325° to 1200°F 1800 psi 45 24° AFKH9 isali 

2" | 1200°F 525 ps 13.0 24" 49AA90 — %' |-325°to 1200°F 1558 psi 5 36° 4FKU5 sate for misalignment and absorb 

ik 1200%F : 335 05 19.0 18° AQAA95 ~ %" -325°to 1200°F 898 psi 8 36° _4FKK4 Vibration. Grainger Approved assemblies 

arbon Steel x Carbon Steel Fittings 1%" |-325° to 1200°F 645 psi 10 24" AFKL2 j j 

Ys" | 850°F 2400 psi 5.0 12° 49ACO2 ~— 2" |-325°to1200°F 449 psi 13 ie arkig le mechanically formed, while Hose 

Yo" ae He psi 20 its Hee varhan alee! x aon Stee allngs ; ” EMP39 Master Annuflex style assemblies are 
20° 79 psi o. A 4 to 85 psi 9 hydroformed. All h mblies hav 

Ys" | 850°F 925 psi 8.0 24" 482283 4. | 32° to 850°F 1558 psi 5.0 36° 22V31 ydroformed HNOSE dsee blies have 

Ye 850° 875 bs i —e—aey) [peo et tes Se eo livcas and 2 304 stainless eres 

4° | 850° 0/9 psl 4 * to 850° psi 9.9 4 _radiuses and a 304 stainless steel 
1%" | 850°F 531 psi 11.0 24° 482290 4" | 32° to 850°F 1186 psi 5.5 6¥"  6MP27 , 
2" | 850°F 525 psi 13.0 10%" 49AC21 32° to 850°F 1186 psi 55 12" 6mp28 braid. Hose assemblies are ideal for air 
Ya" | 32° to 850°F 898 psi 8.0 24" _2ZV36_ compressors, liquid and vacuum pumps 
y* [32° to 850°F 718 psi 9.0 8" 6MP33 rh disch i ae 
32° to 850°F 718 psi 9.0 12" 6MP34 aNd pump suction discharge lines. ine 
417" 36-10 be a ps i or Baty 316 stainless steel hoses generally offer 
3" 39° to 850°F 449 a 13.0 1014" 6MP42 wider corrosion and pitting resistance 
32° to 850°F 449 psi 13.0 18" 6MP43_ than 321 stainless steel. 
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PLUMBING 
Metal Hose Assemblies 


Scan. Order. Done. 
Details on page A1. 





COT HOSE MASTER Inc. 


Annuflex Metal Hose Assemblies with Fixed x Floating Flanges 





e he eo =» Max. pressure: 215 psi at 70°F aa M ep X eetue Flange M joe ita x paral Flange 
| MRR : atic ainless Steel Hose ainless Steel Hose 
U - coermrnanra} he s Max. temp.: 850°F Min. w/304 Stainless Steel Braid w/304 Stainless Steel Braid 

: P Pa peat ea aaa nee ren , Hydroformed flexible metal hoses absorb Bend 12°L 18"L 24"L 36"L 12"L 18"L 24"L 36"L 
i re ; aes Dia. Radius; Item | Item | Item | Item Item Item Item Item 
©” WNo.iLMY3 ~~ vibration and compensate for misalignment in.) (in.) | No. | No. | No. | No. No. No. No. No. 

i 1% 39 | ILMY2 | 1LMY3 | 1LMY4) 1LMY5 — — — — 
to oe hookup. Hose assemblies have 304 51 |1LMY6 1LMY7  1LMY8| 1LMY9| 4FKC4 4FKC5 4FKC6 4FKC7/ 
Stainless steel braid. 316 stainless steel 1 68 = —_ = = AFKD8 AFKC8 AFKCO AFKD1 
i i 3 7.8 | 1LMZ1 > 1LMZ2 > 1LMZ3|1LM2Z4| 4FKD9 4FKD2 4FKD3 4FKD4 
hoses generally offer wider corrosion and 98 | 1LMZ5 1LMZ6\1LMZ7|1LMZ8| 4FKE1 4FKD5 4FKD6 4FKD7 


pitting resistance than 321 stainless steel. 


GY HOSE MASTER Inc. 


= Max. temp.: 850°F 
= Hydroformed for long cycle life 
= Fabricated by ASME IX Certified welders 





No. 2ZV24 





Annuflex Metal Hose Assemblies with Fixed Flanges 


Flexible hoses have 2 fixed carbon steel 150-lb. flanges at each end. Absorb 
vibration and compensate for misalignment during hookup. Suitable for air 
compressors, vacuum pumps, and centrifugal pumps. 


Dia. L Max. Working Static Min. Item Dia. L Max. Working Static Min. Item 
(in.) (in.) Pressure @ 70°F Bend Radius (in.) No. (in.) (in.) Pressure @ 70°F Bend Radius (in.) No. 
1% 9 531 psi 3.9 27V24 4 9 299 psi 9.8 6IMP47 
D 9 449 psi 51 6IMP44 6 11 210 psi 148 6MP68 
3 9 346 psi 7.8 6IMP46 8 {2 250 psi 18.0 2725 
PTFE Flexible Hose Assemblies * FEV GRAINGER 
. 7 APPROVED 
with Stainless Steel Cover—MNPT 
= Temp. range: -65 to 450°F Static Length (In.) 
= Smooth bore Pipe Working Bend a‘ 7 7 | a 
j j in- Size Dia. Pressure Radius; Item tem tem tem tem tem 
PTFE tubing with 304 stain (in.) (in.) — (psi) (in.) | No. No. No. No. No. No. 
less steel braid is compatible npr y wnpT 
with 99% of fluids. Can be % %6 3000 2 | 4DXP5 | 4DXP6 | 4DXU4 | 4DXP8 | 4DXU6 | 4DXR1 
ve %6 3000 2 — — — |4DXU5) — — 
discharge, petrochemical %, %e 2500 4  |4DXR2 4DXR3 4DXV1 | 4DXR5 4DXV3 4DXR7 
plants, chemical and steam io 7 2500 4 ADXU8 | 4DXU9 | 4DXR4 — 4DXR6 | 4DXV4 
inati 4 Ve ) = = — 4 = = 
applications, food pre eslg ¥% 1342 2000 5.2 |4DXR8 | 4DXR9 | 4DXV7 | 4DXT2 | 4DXV9 | 4DXT4 
plants, and more. PTFE tubing “3% #34. 9000 +<5.2 | 4DXV5 4DXV6 4DXT1. — | 4DXT3 4DXW1 
meets FDA and SAE 100R14. _% ‘%2 2000 5.2 | — _ — (40xv8) — _ 
% % ~~ 1500 6.5 | 4DXT5 | 4DXT6 |4DXW4! 4DXT8 |4DXW6) 4DXU1 
%  % ~~ 1500 6.5 |4DXW2/4DXW3) 4DXT7| — | 4DXT9 |4DXW7 
%  % ~~ 1500 65 | — — — |4DXW5) — — 


PBR  s0se waster inc. 





No. : ° 
= Max. temp.: 1200°F 
er? » Unbraided 
INTERFLEX ROUGHBORE 


General-purpose hose is made from a single strip 
of metal that is profiled and locked onto itself. 
The interlocked sections can slide back and forth, 
allowing greater flexibility and durability. Coupled 
with 304 stainless steel Schedule 40 male nipples 





interlocked Metal Hose Assemblies 


welded at each end. Suitable for high-temperature 
ducting and as a hot air blower hose. 


ULTRAFLEX SMOOTHBORE (LINED) 

Constructed from two 0.018" 304 stainless steel 
Strips to form a durable armored hose with a 
smooth, abrasion-resistant metal liner. Suitable for 
bulk transfer of grain, wood chips, plastic pellets, 
and other abrasive materials. 


Static Static Static Static Static 
Dia. L Min. Bend — Item Dia. L Min. Bend = Item Dia. L Min. Bend = Item Dia. L Min. Bend — Item Dia. L Min. Bend ~ Item 
(in.) (in.) Radius (in.) No. (in.) (in.) Radius (in.) No. (in.) (in.) Radius (in.) No. (in.) (in.) Radius (in.) No. (in.) (in.) Radius (in.) No. 
Roughbore i2 161799 Smoothbore (Lined) 72 161842 iz 16T860 
72 161775 96 161801 72 161824 96 161843 96 161861 
96 161776 120 161802 96 161825 120 161844 120 167862 
120 161777 4 144 16 161803 120 161826 144 161845 144 167863 
1% 144 F 161778 168 167804 144 161827 3 168 14 161846 5 168 Zo 161864 
168 161779 192 167805 1% 168 8 161828 192 161847 192 167865 
192 167780 216 161806 192 161829 216 161848 216 161866 
216 161781 240 161807 216 161830 240 161849 240 161867 
240 167782 72 167808 240 161831 300 167850 300 161868 
te 161783 96 167809 300 161832 72 161851 72 161869 
96 161784 120 167810 72 161833 96 161852 96 161870 
120 161785 5 144 19 161811 96 161834 120 161853 120 161871 
D 144 3 161786 168 161812 120 161835 144 161854 144 161872 
168 161787 192 161813 144 161836 4 168 18 161855 6 168 27 161873 
192 161788 216 161814 2% 168 12 161837 192 161856 192 161874 
216 161789 240 161815 192 161838 216 161857 216 167875 
240 167790 72 161816 216 161839 240 161858 240 161876 
72 161791 96 161817 240 161840 300 161859 300 161877 
96 167792 120 161818 300 161841 
120 161793 F 144 53 161819 
3 144 40 161794 168 161820 
168 167795 192 161821 
192 161796 216 161822 
216 161797 240 161823 
240 161798 
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1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” PLUMBING 
Find the Wi. Find Solutions. Find Great Prices. Molded Expansion Joints 





* GRAINGER 
APPROVED 


Molded Expansion Joints 


= Max. pressure (Drilled): 225 psi at 72°F 
= Max. pressure (Flanged): 231 psi 


Flexible, nonmetallic joints absorb pipe movement/stress to reduce system noise and extend system life. Models can 
also absorb water pulsation and minimize water hammer. Single Sphere models help prevent piping system damage by 
absorbing contraction and elongation movement caused by temperature variances. The floating flanges ease installation. 
Double Sphere models help prevent piping system damage by absorbing greater contraction, elongation, and angular 
movement than single sphere models. Also act as a good electrical insulator. Corrosion-resistant plated carbon steel 
flanges rotate for quick installation. Neoprene connectors are tapped to ANSI 125/150 drilling. All joints are ideal for use 
in HVAC, petrochemical, industrial piping, power generating, marine service, pulp and paper, water and wastewater, and 
pollution control applications. 













Single Sphere Double Sphere 
PDM Neoprene EPDM Neoprene 

Pipe Outside Bolt BoltHole Flange Overall Item | Overall Item | Overall Item | Overall Item 
Size __ Dia. Holes Size Temp. Range Vacuum Thickness} Length No. | Length No. | Length No. | Length No. 
Drilled 

1" AY," 4 Y2'"-13 -50 to 230°F 26" Hg @ 72°F ) 55" 6 1CZD9 6 1€ZD2 | — — — — 
1%" 5 4 Y2"-13 -50 to 230°F 26" Hg @ 72°F 0:55" 6 1CZE1 6 1C€ZC9 7 1CZF8 ra 1CZE9 

2" 6" 4 ¥"-11 -50 to 230°F 26" Hg @ 72°F 0.63" 6 1CZE2 6 1CZD1 7 1CZF9 — _— « 1CZD5 

2" 6" 4 Yq" -50 to 230°F =—26" Hg @ 72°F 0.63" — — _— _ —_— _ ii 1CZF1 
2V," 7' 4 ¥'-11 -50 to 230°F 26'Hg @ 72°F 0.71" 6 1CZE3 6 1CZD3 7 1CZG1 7 1CZF2 

oF 7 V2" 4 ¥"-11 -50 to 230°F 26" Hg @ 72°F 0.71" 6 1CZE4 6 1CZD4 7 10ZG2 7 1CZF3 

4" g" 8 ¥'-11 -50 to 230°F 26'Hg @ 72°F 0.71" 6 1CZE5 6 1CZD5 9 1C0ZG3 9 1CZF4 

o 10" 8 ¥4"-10 -50 to 230°F 26" Hg @ 72°F 0.79" 6 1CZE6 6 1CZD6 9 10ZG4 9 1CZF5 

6" ble 8 ¥4"-10 -50 to 230°F 26" Hg @ 72°F 0.87" 6 1CZE7 6 1CZD7 9 1C€ZG5 9 1CZF6 

3 1 8 ¥4"-10 -50 to 230°F 26" Hg @ 72°F 0.87" 6 1CZE8 6 1CZD8 13 1CZG6 13 1CZF7 
Flanged 

i = 4 0.63" Lave 26" Hg @ 72°F 0.55 = —_ = _— = — 6 ADSRF83 

1" — 4 0.63" 210°F 26" Hg @ 72°F 0.55 — — = _— 5" 45RF85)| — — 
144" — 4 0.63" OC 26" Hg @ 72°F 0.63 — _— 6 45RF81; — —_— 6 45RF84 
144" —_— 4 0.63" 210°F 26" Hg @ 72°F 0.63 6 45RF82; — — 6 45RF86,) — — 
10" _— 12 il 170°F 10" Hg @ 72°F 0.91 8 A5RF77, — — _— 8  AD5RF87 
10" — 12 il 210°F 10" Hg @ 72°F 0.91 8 45RF79; — — 8 45RF89, — _— 
12" _— 12 1" 170°F 3" Hg @ 72°F 0.95 8 45RF78; — = —_— 8  ASRF88 
12’ —_— 12 il 210°F 3" Hg @ 72°F 0.95 8 45RF80, — —_ 8 45RF90) — —_ 

Short & Long 
Limit Rod 
Wide Threaded 
* GRAINGER Arch Union 
APPROVED 


Wide Arch and Threaded Union 


Molded Expansion Joints Y Gy 
Use to help reduce vibration and dampen sound WIDE ARGH THREADED UNION 





transmission. Meet ANSI B16.5. = Max. pressure: 150 psi = Max. pressure: 150 psi 
= Temp. range (EPDM): -50° to 240°F = Temp. range: - 50° to 194°F 
edn neer sree rods (tie rods) = Temp. range (Neoprene): -50° to 212.5°F = Vacuum: 26" Hg at 72°F 
y =» Vacuum: 15" Hg at 72°F Designed to absorb thermal movement, offset, and 


placed across an expansion joint from flange to 





flange to help prevent damage caused by excessive Feature a larger arch and allow for greater move misalignment in most piping systems, and to protect 
aa ; ment and lower spring rate than traditional piping from start-up vibration and system surges. 
pipe movement. Designed to only limit extension neon es 
' spool-type rubber expansion joints. Flanged The neoprene or EPDM body eliminates metal-to- 
movement. Flanged connection. 
connection. metal contact and helps prevent electrolytic action. 
Tapped holes connection. 
Short Long Wide Arch Threaded Union 
Bolt Limit Rod | Limit Rod Bolt EPDM Neoprene EPDM | Neoprene | Galvanized 
Pipe Outside Bolt Hole Flange Item ltem Pipe Outside Bolt Hole Overall Flange Item Item Pipe Overall Item Item Item 
Size Dia. Holes Size Thickness) No. No. Size Dia. Holes Size Length Thickness) No. No. Size _ Length No. No. No. 
1" 8% 2 %&' 0.43" | 45NE92 | 45NFO5 aaa | 4 ¥' 6 0.75° | 45NE58 | 45NE67 Ai 8' 45NE76 | 45NE84 = 
Ty" 9%" 2%" 0.43" | 45NEQ3 | 45NFOG ay" 7 4 Y¥ 6 0.87" | 45NE59 | 45NE68 y;' 8' 45NE77 | 45NE85 = 
1%" 9% 2% 0.48") 45NE94 | 45NFO7 3 7H 4 HH 6 0.93" | 45NE60 | 45NE69 il 8' 45NE78 | 45NE86 — 
2). 11%" 2 %' 0.43" | 45NE95 | 45NF08 4 Q' 8 CB 0.93" | 45NE61 | 45NE70 iA 8" 45NE79 _ 45NE87 
24%" 12%" 2%" ___—i0.43"_— | A5NE96 | 45NFO9 ae 8 CB 0.93" | 45NE62 | 45NE71 1%" 8' 45NE80 | 45NE88 — 
3° 13%" 2 %' 0.43" | 45NE97 | 45NF10 6 iT 8 fF 6 1" 45NE63 | 45NE72 2" 8 45NE81 | 45NE89 = 
4" 13%" 2%" 0.43" | 45NE98 | 45NF11 8 13%" 8 1.12" | 45NE64 | 45NE73 2%" 9.60" | 45NE82 | 45NE90 = 
5° 14%" 2% 0.43" | A5NE99 | 45NFI2 io" 16° #12 «7 ~~ §©68' 1.18" | 45NE65 | 45NE74 3" 9.60" | 45NE83 | 45NE91 — 
615%" 2 %' 0.43" | 45NFO1 | 45NF13 72 19 #12 «61 8 1.25" | 45NE66 | 45NE75 
sO 2 % 0.43" | 45NFO2 | 45NF14 
10" 21%" 2 1" —0.75"_ | 45NFO3 | 45NF15 
1727. — 2 1" _(0.75" | 45NF04 | 45NF16 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2845 


Scan. Order. Done. 
Details on page A1. 


PLUMBING 
Rotary Unions 












No. 1CVE6 


~ 
~ 


No. 










No. 1CVB2 





J i 35PP39 Body Item 
Rotary Unions, Cartridges, we as Rotapon , Flow Dia. No. 
7 = 5 eries Rotary Unions 
and Joint Elbows BP Duff:Norton vq belt Hand Single or Dual 1%" 35PP22 
; + ~~ Right Hand Single or Dual 1%6 3oPP21 
Transfer steam and fluids to rotating drums or rolls to control surface 3," Left Hand Single or Dual 176" 35PP23 
temperatures. Unions and elbows also transfer air or hydraulic fluid to a Tet Hand Sinai at De oa aePPI 
moving components, and add fluids to mixers while in motion. All models 2’ —Right Hand Single or Dual 26! 1CVE7 
have NPT connection, except Rotary Union Cartridges. Bid tens Richt hid ane of Plat oe ves 
Size Rotation Flow Dia. No. ; LeftHand Single or Dual 3%" 1CVF1 
9000 SERIES ROTARY UNIONS 9000 Series Rotary Unions "" Right Hand Single or Dual 314" 1CVF2 
= Max. speed: 700 rpm yj, —Left Han Single soFhz7 41/' Richt hd ane of Pua i aE 
‘ : , : Right Hand ingle 1¥4° | rUu 2 
Nos. 35PP27 to 35PP38 are 175 psi); 100 psi hot oil * Right Hand Single 1%" _35PP28 5» __ LeftHand Single or Dual 4% 35PP26 
= Max. temp.: 375°F water, steam, hot oil (except Nos. 35PP27 Pett Hand shale ee Serre Left Hand __single or Dual_9/s__38PP38 
: ee : . : : 4 eft Han ua 8" 
to 35PP38 are 378°F steam and 600°F hot oil) ” Right Hand Single 2% 1CVB3 a he OWieidaibla. a 
Bellows-type seal resists hangup in contaminated media. Dual-flow joints a ait. —S eV S000 Serfes Rotary Joint Elbows 
accept NPT threaded stationary pipe. yj," —Left Hand Dual 2/2 SoPP36 3! i 1CVG8 
Right Hand Dual 2¥2" 1CVC4 i Al 
/, Vs 1CVG9 
5000 SERIES ROTARY UNIONS Right Hand ae oa ae {i vj {CVH2 
= Max. speed: 1000 rpm NPT; 550 rpm air . . qs Left Hand Dual 3" 4ACVC5 eine i ate 
= Max. pressure: 750 psi water; 120 psi steam; 100 psi hot oil; 300 psi air fight Hae single x ate ! 7 35PP39 
= Max. temp.: 300°F water; 350°F steam; 395°F hot oil Gat __ Single 37 S5pP82 as em 
inn-reci i jai i i «Left Hand ingle or Dua 4 30PP37 or Use Wit 0. 
Corrosion resistant unions have 2 precision bearings with fluorocarbon 1Y' — ent Hand Dual 39." 1CVC7 Rotary Union Cartridges 
O-rings. Dual flow unions require rotary joint elbow. Right Hand Single 3%." 35PP31 For 9000 Series Rotary Unions 
Left Hand Dual A4Ve" 1CVC8 1CVB2 Rotary Union 1CVD3 
5000 SERIES ROTARY JOINT ELBOWS 1" Left Hand, Single or Dual a 35FF33 TCVBS, : evo Rotary Unions ; eves 
; i i : ; ight Han ingle 8. otary Union 
Max. pressure: 790 psi ie ater; 120 psi steam; 100 Right Hand Dual 4¥" _1CVC9 For 5000 Series Rotary Unions 
psi hot oil; No. 35PP39 is also 300 psi air Left Hand, ; Single. | of SoPP34 CVE Rotary Union {CVE 
a ° , ° . ° : ‘ ight Han ingle or Dua 8 30PP25 7 Rotary Union 
= Max. temp.: 300°F water; 350°F steam; 395°F hot oll 2" TRightHand—Single___57" 1CVB9 {CVE9 Rotary Union {CVGi 
Convert Duff-Norton Rotary Unions from single to dual flow. Right hand Dual o/s 1CVD1 1CVF2 Rotary Union 1CVG3 
ey Ade [ ff % Me . 3 
d i a is ‘ 
 ~ S JA A gee 
- No. a one 
No. WY, NG Ghee oes ee No. 40E973 
40F008 0. 40E990 ; 
: . tl iia 
Rotary Unions/ Swivels High Pressure Cleaning Technology 
Max. Max. Max. Body Item 304 stainless steel construction for maintenance-free performance and longer 
Size Temp. Pressure Speed __Dia.__No. life. Suitable for use in conveyor belt cleaning, pipe cleaning, spray parts 


Manual Rotation 


DGE 90 Deg Medium Single Bearing System Swivel, 0-Ring Seal washers, hose reels, tunnel wash systems, and high-pressure cleaning systems. 





Inlet YNPTF - Outlet “°NPTF 200°F 4000 psi 30 rpm ~=1.65° +40F008 
Inlet 34"NPTF - Outlet 4"NPTM 250°F 4000 psi 30rpm___1.97" 40F007 Max. Max. Max. Body Item 
DGE Inline Medium Single Bearing System Swivel, 0- ‘Ring Seal a Self Rotating Size Temp. Pressure Speed Dia. __No. 
Inlet 1 Ya'NPTF tlet 1 Ya'NPTM 36 4 
DGS Inline + 90° Dual Bearing System sibel: O-Ring Seo DGG, High RPM Triple Bearing System, W/Bulkhead Fitting Swivel, O-Ring Seal 
T/," - TV," ° H 7 i at 
HE ETE OUND TH 250°E aN a 3 Din erat ¥'F Inlet - Outlet G3/8" Male rpm po0"F 4000 psi 1000 rpm_1.1". 40E973 
Y'NPTF - 7" ° 86" 40E987 {30 Fr 
et PhTE ‘ putlet NBT E. SE aN a 3 a a aeaRa DGG 90° High RPM Triple Bearing System, W w/Bulkhead Fitting Swivel, O-Ring Seal 
3 3 i 98" 40E 
DGV Inline Single Bearing System, Live, Swi 0- Ring Seal’ sO rom _U.ge apres ¥e'F Inlet - Outlet G3/8" Male rpm 50°F 4000 psi 1000 rpm 0.98" 40E974 
Inlet 4" NPTM - Outlet 14" NPTE 250°F 4000 psi 30rpm__0.94" _40E997 ; . at 30. rpm 
Inlet 4" NPTM. - Outlet %@" NPTF 250°F 4000 psi 30 rpm 0.94" 40E994 DGL High RPM, Triple Bearing System Swivel, O-Ring Seal 
3" - f," ° 1 i} 
Le OEP MAM ETE PoE 1000 ct 30 om 0.94" -ADESGB- «Inlet - Outlet 69/8" Male rpm 250°F 4000 psi +~=« 1000 rpm_—‘1.1". 40E972 
Inlet 4° NPTM - Outlet 72" NPTF 250°F 4000 psi 30 rpm 0.94" 40E995 at 30 rpm 
Inlet 34° NPTM - Outlet 34° NPTE 50°F 4000 psi 30rpm 0.94" 40E996 DXF High RPM Triple Bearing System, ee pange Swivel, Ceramic Seal 
DKS Swivel Coupling, Live ¥s'F Inlet - Outlet G3/8" Male 40°F to 250°F 9500 psi 2000 rpm__—1.1° 40E977 
Inlet M22x1.5-F - Outlet V"NPTE 50°F 3600 psi 30rpm 1.34" 40E991 DXG High RPM Triple Weaica System, W/Bulkhead Fitting Swivel, Ceramic Seal 
Inlet M22x1.5-F - Outlet ¥6°NPTF 50°F 3600 psi 30rpm 1.34" 40E992 ¥e'F Inlet - Outlet G3/8" Male 40°F to 250°F 2000 psi 2000 rpm__2.36' 40E976 
VER Fittings DXL High RPM Triple Bearing System Swivel, Ceramic Seal 
Inlet M22 x 1.5 M- Outlet 4" NPTM = 7300 psi = — ~~ 40E993 ¥e'F Inlet - Outlet G3/8" Male 40°F to 250°F 2000 psi 2000 rpm_i1.1' 40E975 
WDBL 90° Dual Bearing System (Radial Ball Bearings) Swivel, 0-Ring Seal Dye High RPM Triple Bearing System, Reinforced, Carbide Seal : 
inlet 34°NPTE - Outlet ¥4°NPTM 50°F 4000 psi 200 rpm 1.26" 40E983 ¥3'F Inlet - Outlet G3/8" Male 200°F 9000 psi 2000 rpm__2.36' 40E980 
WDC 90 Deg Dual Bearing System Swivel, 0-Ring Seal DYF High RPM Triple Bearing System, WiFlange Swivel, Carbide Seal 
inlet 4"NPTE - Outlet 4'"NPTE 50°F 4000 psi 30rpm 1.77" 40F009 ¥e'F Inlet - Outlet G3/8" Male 200°F 4000 psi 2000 rpm_2.36' 40E979 
WDCL 90° Dual Bearing system (Radial Ball Bearings) Swivel, 0-Ring Seal DYG High RPM Triple Bearing System, wiBulkhead Fitting Swivel, Carbide Seal 
Inlet 'NPTF - Outlet 2°NPTF 250°F 4000 psi 200 rpm 1.77" 406985 78F Inlet - Outlet G3/3" Male O"F 4000 psi_ 2000 rpm__2.36" 40978 
Inlet "NPTF - Outlet %"NPTM 50°F 4000 psi 200 rpm 1.77" 406984 DYT 90° High RPM Quadruple Bearing system Swivel, Carbide Seal 
WDG 90° Swivel, 0-Ring Seal oT Heck NG os Mae saci ae F - 553009 ps 2000 rpm__2.36' 40E982 
vA : val 8 H ig uadruple Bearing Sys J aie arbide Sea 
niet AN Cute ae sad gp Ye Inlet - Outlet 63/8" Mle 250°F 5000 psi 2000 rpm 2.36" 40E981 
Inlet 94"NPTF - Outlet 16"NPTF 200°F —200°F, 400030 rpm 1.77" A0FO03——* Without snap ring. 
psi 
Inlet ¥e'NPTF - Outlet ¥e'NPTM 200°F 2200 psi 30rpm_ _—i1.//" ~+40F002 Item 
Inlet ¥s"NPTF - Outlet ¥s'NPTM 200°F 2200 psi 30rpm_—_—1.//7" 40F005 Size For Use With Includes No. 
Inlet G1/4"M - Outlet ¥s'NPTF 200°F 4000* ps! 30 rpm __-1.26° 40F001* Carbide Seal Kit 
WDRS High Flow 90 deg Dual Bearing System Swivel, 0-Ring Seal Vp! Ys" NW Mosmatic DY Series 2 - O-Rings, 2 - Carbide Seals, 2 - Spring Washers, 40E971 
Inlet 4"NPTF - Outlet ¥4"NPTM 40°F To 180°F 150-3000 psi 130rpm_ 1.97’ 40F010 Rotary Unions/Swivels 120); am | Thread Adhesive, And 1 - Seal Tool 
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~ No. 

res 2LKJ2 20 ft. | 50 ft. | 100 ft. 
MUELLER Outside Inside _ Wall Max. , Item Item | Item 

INDUSTRIES an. Dia. Thickness Pressure*| No. No. No. 
- ee en Ys 0.065" 0.030" 3074 psi| — | 2LKJ9 |SWME1 
Air Conditioning and Ye" 0.127" 0.030" 1935 psi, — | 2LKK1 SWME2 

2 2 2 vs — 0.030" 1406 psi, — | 3P669| — 

Refrigeration Copper Coils vs 0.190" 0.030" 1406 psi 2LKK2) — | — 
3 10ft. 4 0.125" 0.030" 1406psi| — | — 4WTA8 
and Straight Lengths Outside Inside Wall — Max. | Item _ %e" 0.249" 0.032" 1197 psi| — | 3P670 |4WTAQ 

7 i Dia. Dia. Thickness Pressure* No. ¥" 0.250" 0.032" 700psi | — |3P671| — 

= Temp. range: 32° to 400°F een "0.31" 0.032" 984 psi [aUKKS| — | — 
Copper refrigeration tubing easily connects air condition- B15" 0s 77 ps OLKIs, = —%2 0.250" 0.032" __984 psi | — | —_|aWTCt 
er aeiaceai ment iG rate 5 0800" 0.040" 6S ost aEKIa, «2 0.375" 0.032727 psi_ | — | 3P672 |AWTC2 
Ing and re rigera lon equipment, using Sweating or are 0605" 00d BT psi} LKI5 5% 0.500" 0.035" 618 psi | — | 3P673 |AWTC3 
fittings. Coils are nitrogen purged to reduce contami- 7" 0.750" 0.045" 582 psi 2LKJ6. "0.625" 0.035" 511 psi_| — | 3P674 |4WTC4 
nants. Meets ASTM B280. 1%" 1.000" 0.050" 494 psi_| 2LKJ7 Ze" 0.750" 0.045" 582 psi | — | 4P866 4WTCS 
1%° 1.250" 0.055" 439 ps! | 2LKJ8 1%" 1.025" 0.050" 494 psi — |4WTC6|5WME3 

Note: Prices subject to change without notice. Call 1-800-GRAINGER 1%" 1.500" 0.060" 408psi [5WMEO 1%" 1.265" 0.055" 439psi | — (4WTC7, — 


(472-4643) for current pricing. * Rated internal working pressure up to 100°F. 





Type K and Type L Copper Use Type K tubing to connect water mains and meters and to form heavy-duty — 
Ww t T lai Cc il underground vacuum pump lines. A high melting point helps maintain pressure when pe 
ater iu ing, OllS subjected to flames; ideal for fire sprinkler systems. Thick-walled, Type L tubing is MUELLER 


= Temp. range: 32° to 400°F designed for above- or below-ground water service and hydronic heater applications. INDUSTRIES 
40 ft. | 60 ft. {100 ft. All tubing meets ASTM B88 and building codes in all 50 states. 


ee Tar ce ee Pecan 7 La 7 Note: Prices subject to change without notice. Call 1-800-GRAINGER (472-4643) for current pricing. 





Type K 20 ft. | 60 ft. | 100 ft. 
Ys _ ¥% 0.3805" 0.035" 1074 psi 2LKK9| — Tube Outside Inside _‘ Wall Max. Item | Item | Item 
Ys" ¥8' 0.250" 0.035" _—-1074 psi — AWTC9 Size Dia. Dia. Thickness Pressure* No. | No. | No. 
Ye Ya" 0.402" 0.049" 1130 psi 2LKL1| — Type L 

ye" '" _0.375" 0.049" 1130 psi — AWID1T 4  %' 0.250" 0.030" 912 psi 4WTE4 — |4WTES 
Yo" _¥%8' _0.527" 0.049" _—891 psi 2LKL2| — Yy' _% 0.315" 0.030" —_912 psi 


— (3P665| — Whi) AY 
ve" 9" 0.500" 0.049" 891 psi a tWbz yer 0.375" 0.035" 779 psi_|2UKLS),—_AWTES | NAN 


Ha 
=> 
= 
—_| 
oO 
eo 
=> 
= 
=_ 
oS 
=> 


% 4 0.625 0.049" 736psi Ye _—(0.480" 0.085" 7/9 psi | — No. 
M4 %  0./40 0.065 —8d2 psi 4LW30) — Yo ¥% 0.945" 0.040" 722 psi_ (2LKN1|3P66/7| — 4LW30 \\') 
Yo 0./50 0.065 82 psi — |4WID5 %  % 0.500" 0.040"  /22psi | — — |4WTE7 \ 
11% 0.995 0.065 bdo psi 4LW31) — % 4 0.620 0.042)  631psi | — |4WTE8/4WTES 
"1%" _ 1.000" 0.065" 650 psi — AWID6 ”% *% 0./8 0.045" 582psi | — |3P668) — 
1%" 1% 1.250 0.065 532 psi AWTD7| — Ye 0./50 0.045 582psi | — — |4W1G1 
1" 1% 1.900" 0.072" 494 psi AWTD9) — 1" 1%" 1.000" 0.050" = 494 psi | — j4WTG2/4WI1G3 
2) 2% 2.000' 0.083" = 435 psi AWTE3S) — = TAt_1%' 1.250" 0.055" 4389 psi | — — (4WTGS 


* Rated internal working pressure up to 100°F. 


~wr, Note: Prices subject to change without notice. Call 1-800-GRAINGER (472-4643) 


Type K, L, and M Copper Water eal for current pricing. 








: . aie ok 2 Sf int 
Outside Inside a ax. tem tem tem 
Tubing, Straight Lengths TDURTEIES Tube Size _ Dia. Dia. Thickness Pressure No. No. No. 
= Rated internal working pressure up to 100°F Te} 3, 0.250" 0.030" 912 psi | 4WTG9 = AWTH?2 
= Temp. range: 32° to 400°F A ¥ Ys 0.030" 912 psi — 4WTH1 — 
le ; x VA 0.375" 0.035" 779psi | 4WTH3 — — 
Type K tubing is used to connect water main and meters, and to form yp Wy 0.430" 0.035" 779 psi = AWTH4 = 
: ick- a VA ye 0.035" 779 psi — — 4WTH5 
heavy-duty underground vacuum pump lines. Thick walled Type L tubing im vA 0.500" 0040" 72 psi | -AWTH6 —2LKLS 6K715 
can be used for both inside and outside applications. Thin-walled Type M 5 Al 0.625" 0.042" 631 psi | 4WTH7 | 4WTH8 | 4WTH9 
Ys! 7B 0.750" 0.045" 582psi | 4WTJ1 2LKL6 6KZ21 
is commonly used in homes, behind walls. Tubing meets ASTM B88 and am ive 1.000" 0.050" 404 pst | -4WTI2—|AWTI3 Me 
meets or exceeds building codes in all 50 states. , Tw" 1.025" 0.050" 494 psi = = 6KZ22 
TH" 1%" 1.265" 0.055" 439 psi — — 3ZA94 
2 ft. 5 ft. 10 ft. Th" 1%" 1.505" 0.060" 347 psi —— — 3ZA95 
Outside Inside Wall — Max. Item Item Item vy 2%" 1.985" 0.070" 309 psi — — 3ZA96 
Tube Size _ Dia. Dia. Thickness Pressure No. No. No. 2a 298. 2.000" 0.080" 336 psi _ — 22FC83 
Type K cy 3%" 3.000" 0.090" 270 psi — — 4WTK3 
i x 0.250 0.035" 1074 psi — 4WTN4 | 4WTN5 Type M 
x A 0.375" 0.049" 1130 psi) 4WTN6 | 4WTN7 | 4WTN8 x yy" ye 0.025" 570 psi — — 22FC79 
Va ye 0.500" 0.049" 891 psi | 4WTN9 | 4WTP1 | 4WTP2 Ai x 0.500" 0.028" 850 psi | 4WTK4 | 4WTKS — 
x" Ya 0.625" 0.049" 736psi | 4WTP3 | 4WTP4 — Ai x" 0.569" 0.028" 850 psi — — 6KZ24 
iF Vs 0.652" 0.049" 736 psi —- — 4WTP5 ¥e Ya" 0.625" 0.030" 494 psi -— — 22FC80 
Yq" 7 0.750" 0.065" 852psi | 4WTP6 | 4WTP7 | 4WTP8 Va 7 0.750" 0.032" 701 psi | 4WTK6 | 4WTK7 — 
i 1%" 1.000" 0.065" 655psi | 4WTP9 | 4WTR1 | 4WTR2 Ys Vi 0.811" 0.032" 701 psi — — 6KZ26 
TH 1%" 1.250" 0.065" 532 psi — — 4WTR5 iW 1%" 1.000" 0.035" 580 psi | 4WTK8 | 4WTK9 — 
Ty 1%" 1.500" 0.072" 494 psi _ — 4WTR8 iu 1%" 1.055" 0.035" 580 psi - — 6K227 tyne L 
a 2%" 2.000" 0.083" 435 psi — — 4WTT2 TH" 13%" 1.291" 0.042" 582 psi — — 3ZA97 P 
215" 25% 2.500" 0.095" 338 psi — — 4WTT5 iA 1%" —_-1.527" 0.049" 569 psi — — 3ZA98 No. 
ct 3%" 3.000" 0.109" 270 psi — — 4WTT8 a 2%" 2.009" 0.058" 514 psi — — 3ZA99 2LKLS 
4" 4%" 4.000" ——*0.134" 360 psi — — 22FC82 215" 25%" 2.500" 0.065" 471 psi — — 4WTL9 
a 3%" 3.000" 0.072" 435 psi — — 4WTN3 
4" 4" 4.000" 0.095" 257 psi — — 22FC81 





Rapid Pipe Repair Clamps \2°THENBERGER 
Compact repair clamps are simple to use and 
can easily repair a burst or leaking pipe. Once 
installed, they allow the pipe to function under 
normal temperatures and pressures until you can 





DWV Copper Tubing, MUELLER 
Straight Lengths Note: Prices subject to change without 


notice. Call 1-800-GRAINGER (472-4643) 


= Temp. range: for current pricing. complete a permanent repair. Non-toxic construc- 
32° to 100°F aie ours nee al ; Max. ne tion, reusable, and suitable for use with metal, 
. IZe la. la. Ickness Fressure 0. : : - 





For use in drain. wast 1%" 1%" 1.500" 0.042" 293 psi_22FC89 Pipe Max. Pressure 

or use in drain, ree "9 9.000" 0.042" 217 psi 22FC90 Size Fits Outside Dia. (psi) Temp. Range No. 

and vent systems. Meets —3-——3%4" 3000" 0.045" 159 psi 22FC91 VA 0.84" 87 32° to 185°F 53RF29 

ASTM B306. 4° 4%" 4.000" 0.058" 150 psi_22FC92 Va 0.84" 87 32° to 185°F 53RF30 
306 
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PLUMBING Scan. Order. Done. 
Stainless Steel Tubing Details on page A1. 





6-ft. Length 





No. 3CAE1 
304 316 
Stainless | Stainless 
Steel Steel 
Inside Outside Wall Max. Item Item 
Dia. Dia. Thickness Pressure No. No. 


Seamless Tubing - 6 ft. Lengths 

0.027" 0.049" 12014 psi @ 72°F, 3ACR9 
0.055" 0.035" 8582 psi@ 72°F | 3ACR8 
0.069" 0.028" 7140 psi@ 72°F | 3ACR7 


ENO 


0.084" 4" 0.083" 10375 psi@ 72°F, 3ACU1 | 5LVRO 
0.085" 0.020" 4904 psi@ 72°F | 3ACR6 
0.090" “e' 0.049" 8093 psi@ 72°F | 3ACT4 — 
0.093" 0.016" 3923 psi @ 72°F — 5LVP9 
0.118"  Ve' 0.035" 5780 psi@ 72°F | 3ACT3 — 
50-ft. Length 0.118" %' 0.020" 2500psi@ 72°F, — | 4NTL2 
—_— wo ats Stet ee ite 
20 @" .020" psi @ 72° — 4NTK7 
at a oe. oe gOS, fone psi & emi SACI? 4NTK8 
tee tee 132" Ae 028" 4747 psi @ 72° — 
¥& Inside Outside Wall Max. Item Item 0.132" Ve 0.035" 5780 psi @ 72°F _— 4NTL1 
GRAINGER Dia. Dia. Thickness Pressure No. No. 0.147" Ye 0.083" 8320 psi@ 72°F | 3ACUG - 
APPROVED Welded Tubing - 6 ft. Lengths 0.148" Ve 0.020" 3303 psi @ 72°F _— 3ACH3 
0.027" 0.049" 12014 psi@ 72°F) — 3ADK8 0.148" Ve 0.020" 3393 psi@ 72°F | 3ACT1 — 
304 and 31 (5 Stainless 0.055" 0.035" 8582 psi@ 72°F | 3ADD6 | 3ADK7 0.152" 0.049" 6125 psi@ 72°F 3ACT8 | 5LVR2 
0.069" 0.028" 7140 psi@ 72°F 3ADD5 | 3ADK6 0.152" %e' 0.035" 3508 psi @ 72°F 4NTL5 


0.085" 0.020" 4904 psi@ 72°F | 3ADD4 | 3ADKS 0.180" 4" 0.035" 4375 psi@ 72°F | 3ACT7 | 3ACH4 


Steel Tubing and Cotls— 590%. —o049—2093 ps: @ 72°F 3aDu6 0.183" %e" 0.065" 6515 psi@ 72°F 3ACUS | SLVR4 


0.093" 0.016" 3923 psi@ 72°F 3ADD3 | 3ADK4 0.194" 0.028" 3750 psi@ 72°F | 3ACT6 


Welded and Seamless 0.118 Ye" 0.035"5780psi@ 72°F, 3ADUS 3CAD2_ 0.209" _ 0.083" 6962 psi@ 72°F 3ACV4 | SLVRG 


0.120" 4" 0.065" 8125 psi@ 72°F | 3ADE2 | 3CAD9 0.210" = % 0.020" 2500 psi@ 72°F | 3ACTS = 
ANTL3 


Meets ASTM 269 0.132" He’ 0.028" 4747 psi@ /2°F | 3ADU4 | 3CAD1 0.210" 0.028" 3750 psi @ 72°F = 
| 0.152" V4 0.049" 125 psi'@-72°F BADE13CADE- 0.218" 0.016" 2000psi@72° — BLUE 
152"! .049" 9 psi @ 72° 218" " .016" psi @ 72° = oLVR3 
304 STAINLESS STEEL 0.180" 0.035" 4375 psi@ 72°F 3ADD9 | 3CAD7 0.230" 0.010" 1250 psi@ 72°F | SLVN8 — 
= Temp. range: -423° to 1500°F 0.183" Ve" 0.065" 6515 psi@ 72°F 3ADE7 | 3AFDS 0.243" Ve 0.035" 3508 psi@ 72°F | 3ACU3 


: : 0.194"! 0.028" 35/70 psi@ /2°F | 3ADD8 | 3CAD6 0.243" %' 0.028" 2380 psi@ 72°F. — ANTL6 

Fee ete coat Re eS er ae a A eerie pe Be |e 
inati “ 215" %e" 0.049" psi @ 72° 4 257" %6" 0.028" 2851 psi @ 72° BLVR5 

Steel grades, due to its combination of corro 0.218" 0.016" 2000psi@ 72°F  3ADU8 0.260" 2 0.120" 8020 psi@ 72°F | 3ACW2 | SLVTO 





sion resistance, formability, and ductility. 0.230" 4" 0.010" 1250psi@ 72°F | 3ADU7 | 5LVP3 0.272" ie 0.020" 2005psi@72°F| SLWNO | — 

0.243" %e 0.035" 3508 psi@ 72°F | 3ADE5 | 3AFD3 0.273" Ye’ 0.020 2005 psi@72°F| — | 3ACH5 
Welded 0.246; 0.068) 5452 psi @ 72°F SADES SADNI 0.277 6 0.048; 4110 psi@72°F| 3ACV2. — 

257° 6 0.028" 2851 psi @ 72° 4 OTT 049" 4110 psi@ 72°F, — | 5LVR7 
Less costly than seamless or welded-and- 0.273" %e" 0.020" 2005 psi@ 72°F 3ADE3 | 3AFD1 0.305" %" 0.035" 2936 psi@ 72°F | 3ACV1 | 5LVR8 
ran ub and reques ies stockremoval Ht SE AU RE ae Eft See ger a 
; ne eee 305" &' 035" psi g 319" .028" psi @ 72° — 
in machining applications. Can also be 0.319 %' 0.028" 2380psi@ 72°F | 3ADE9 | 3AFD7 0.334 4" ~——*0.083" 5547 psi@ 72°F | 3ACW1 | 3ACH8 
produced with extremely thin walls. 0.335" 34" 0.020" 1678psi@72°F| 3ADE8 | 3AFD6 0.335" 3%" 0.020° 1678psi@72°F| 3ACU8 | SLVR9 

0.370° % 0.065" 4344psi@72°F| 3ADF8 | 3ADNG 0.355" 3%" 0.010"  839psi@72°F | 3ACU7 | — 
Seamless 0.402" %" 0.049" 3275 psi@ 72°F | 3ADF7 | 3ADN5 0.370° % 0.005" 4344 psi@ 72°F | 3ACV9 | 5LVT1 


. . 0.430" 4" 0.035" 2339 psi @ 72°F 3ADF6 | 3ADN4 0.385" 5" 0.120" 6429 psi@ 72°F | 3ACW9 | 5LVT4 

Features Neavier wall thicknesses for mechan: he Ot Ser et TOE BADER SADNS “OABO"—V— ODS Ba00 a 72°F ARGV SAC 

‘ati 460" 020" psi : 430" 035" psi 7 7 7 

cal applications. Ideal for food and beverage, = 495" 5" 0.065" 3482 psi@ 72°F | 3ADG4 | 3ADP2 0.444" 1%" 0.028" 1785 psi@72°F | 3ACV6 | 5LVT3 

pharmaceutical, and chemical and petrochemi- 0.510" = %" 0.120" 5364 psi@ 72°F | SLVL6 — 0.4590" %' 0.083" 4446 psi@72°F | 3ACWS8 | 5LVT5 

palepae cecina anplieaiGns 0.527" % 0.049" 2625 psi@ 72°F | 3ADG3 | 3ADP1 0.460" 1%" 0.020" 1337 psi@72°F| 3ACV5 | — 

aan See Sie lg egr| muee | AA Se 
569%" 0.028" psi @ 72° = 510" _¥%" 0.120" 5364 psi @ 72° 5 

316 STAINLESS STEEL 0.584" 4" 0.083" 3710 psi@ 72°F SLVL7 | — 0.527" 54" 0.049" 2625 psi@ 72°F | 3ACWG | — 

= Temp. range: -325° to 1500°F 0.585" _%" 0.020" 10/1 psi@72°F| 3ADF9 | 3ADN7 0.527 %° 0.065° 3482 psi@72°F|  — | 4NTNA 

0.620" %° 0.065" 2906psi@ 72°F S3ADG7 | 3ADP5 0.555" 5" 0.035" 1875psi@72°F| 3ACW5 | — 


ls eee da naa La es" "0.49" 7190 psr@ 72°F 3ADGE | 3ADPA- —O'B84" 9." 0.083" 3710 psi@ 72°F BACXA 

iti 652" ¥4" 049" psi @ 72° 4 584" ¥%4" 083" 3710 psi @ 72° 4 — 

corrosion of any of the austenitic (300 series) 0.680" 0.035" 1565 psi@72°F| 3ADG5 | 3ADP3. 0.585" 5s" 0.020" 1071 psi@ 72°F | 3ACW3 | — 

stainless steels. Extremely ductile, with excel- O74 us 0.065 2483 psi g ai swvLg 5LVP4 0.620" a 0.065" 2906 psi g ai SACKS — 
Tl _ 049" 1879 psi @ 72° — 635" 7" 120" psi @ 72° J5 

lent strength at elevated temperatures. 0.805" % 0.035" 1342psi@/2°r,| 3ADG8 | 3ADP6 0.652" % 0.049" 2190 psi@72°F | 3ACX2 — 
Welded 0.834" 1" 0.083" 2787psi@/2°r_ SLVNO | 5LVP5 0.667" %" 0.083" 3710psi@/2°*| — | 4NTN7 
0.870" 1" 0.065" 2183psi@/2°r,| 3ADH3 | 3ADR1 0.680" 3%" 0.035" 1565psi@72°F | 3ACX1 | SLVT6 
Weld bead remains on the inside diameter. 0.902" 1" 0.049" 1646 psi@ 72°F | 3ADH2 = 0.745" 0.065" 2493 psi@ 72°F | 3ACX8 | 3ACJ4 
L ath | deand 0.930" 1" 0.035" 1175psi@/2°r,| 3ADH1 | 3ADP8 0.750" %" 0.065" 2906psi@72°*,| — | 4NTNG 
€ss expensive than seamless or weided-and- 1.010" 1%" 0.120" 3227 psi@ 72°F) 5SLVNi | 5LVP6 0.760" 1° 0.120° 4030psi@72°F| 3ACY5 | 3ACK1 
drawn tubing. 1.084" 1%" 0.083" 2232 psi @ 72°F | 5LWN2 0.777% 0.049" 1879psi@72°r | 3ACX7 | 3ACJ3 


1120" 1%" 0.065" 1748 psi@72°F| 3ADH6 | 3ADR4 0.805" 4" 0.035" 1342 psi@ 72°F 3ACX6_3ACJ2 

a a 1152" 1%" 0.049" 1318 psi@ 72°F 3ADHS | — 0.834" 1" 0.083" 2787 psi@ 72°F | 3ACY4 | 3ACJ9 
| | | 1180" 1%" 0.035" 941 psi@ 72°F | 3ADH4 | 3ADR2_ 0.870" 1" 0.065" 2183 psi@ 72°F 3ACY3_3ACJ8 

Seance wing canbe posuet wih eover 3 4) HR Se gee WS Se Re i 

: ; a 260" 1%" 120" psi @ 72° — 930° 1 035" psi @ 72° 

wall thicknesses for mechanical applications. 1277" 1% 0.049" 1199 psi@ 72°F SLVN4 | — 1.010" 1%" 0.120" 3297 psi@ 72°F 3ACZ1__3ACK7 
Ideal for hydraulic and instrumentation tubing 1.305" 1%" 0.035" 857 psi@ 72°F | SLVN5 — 1.084" 1%" ——*0.083" —- 2232 psi@ 72°F | 3ACY9 | 3ACK6 
1370" 15" 0.065" 1453 psi@ 72°F 3ADH9 | 3ADR7 1.120" 11%" 0.065" 1748 psi@ 72°F | 3ACY8 | 3ACK5 


in chemical, textile, and pulp and paper indus- 4499" 44" 0.049" 1095 psi@ 72°F 3ADH8. — 1152" tv" 0.049" 1318 psi@ 72°F — | 3ACKA 

tries, and in marine environments. 1.430" 115" 0.035" 782 psi@ 72°F | 3ADH7 | 3ADR5_ 1.180" 1%" 0.035" 941 psi @ 72°F | — | 3ACK3 
1.620" 1%" 0.065" 1246 psi@ 72°F 3ADJ3_| 3CAE1 1.194" 1%" 0.028" 714 psi@72°F | SLVPT | — 
1.652" 1%" 0.049" 940 psi@ 72°F | 3ADJ2_| 3ADRQ_ 1.260" 1%" 0.120" 2682 psi@ 72°F 3ACZB__3ACLA 
1680" 1%" 0.035" 671 psi@ 72°F | 3ADJ1| 3ADR8_ 1.277" 1%" 0.049" 1199 psi@72°%F | — | SLVT7 


1.760" 2" 0.120" 2015 psi@ 72°F | SLVN7 = 1.310" 1%" 0.095" 2123 psi @ 72°F = 3ACL3 
1.870" 2" 0.065" 1091 psi@ 72°F | 3ADJ6 | SCAE4 1.370" 1%" 0.065" 1453 psi@ 72°F | 3ACZ6 | 3ACL2 
1.502" 2 0.049" 823 psi@/72°F | 3ADJ5 | 3CAE3 1.402" 1%" 0.049" 1095 psi@ 72°F | 3ACZ5 — 

1.930" 2" 0.035" 588 psi@ 72°F | 3ADJ4 = 1.430" 1%" 0.085" 782 psi@ 72°F | SLVP2 — 
Welded Coil Tubing - 50 ft. Lengths 1.620" 1%" 0.065" 1246 psi@ 72°F | 3CAC1 | 3ACL6 
0.085" 0.020" 3923 psi@ 72°F 3ADC6  3ADJ7 1.652" 1%" 0.049": 940 psi @ 72°F — 3ACL5 
0.194" 4" 0.028" 30/70 psi@ /2°F | 3ADC8 | 3ADJ9 1.680" 1%" 0.035" 671 psi@ 72°F | 3ACZ9 = 

0.210" 4" 0.020" 2500 psi@ /2°F | 3ADC7 | 3ADJ8 1.760" 2" 0.120" 2015 psi@/2°F, 3CACS | 3ACL9 
0.319" 0.028" 2380 psi@ /2°F | 3ADD1 | 3ADK2 1.870" A 0.065" 1091 psi@ 72°F | 3CAC4 | 3ACL8 

2 





0.335" 0.020" 1678 psi@ 72°F 3ADC9 | 3ADK1 1.902" 0.049" 823 psi@/2°F | 3CAC3 _ 
0.460" 0.020" 1337 psi@ 72°F, 3ADD2 | 3ADK3 1.930" 0.035" 588 psi@ 72°F | 3CAC2 = 
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GRAINGER CHOICE” PLUMBING 
Find the wy. Find Solutions. Find Great Prices. Barbed Fittings, Tube Couplings & Tubing 





Aluminum and 316 Stainless Steel Instrumentation Tubing * piesa 


=» Seamless construction 316 Stainless Steel—Can be used with Aluminum 316 Stainless Steel 


Hamlet, Swagelok®, and Parker A-Lok® Outside Wall Max. Item Outside Wall Max. Item 


Aluminum—Features very good corro- Dia. Thickness Pressure No. | Dia. Thickness Pressure No. 


; . nat A metric fittings, with water, air, natural gi 5 

sion resistance and finishability, as ; cia aay 16 0.049" 4774 psi 4NTC6, 6mm 1.00mm_ 5100 psi 4NTJ6 
| lent weldabilit aH th (988: oil, and hydraulic fluid. Sterilize with %" 0.035" 580 psi 4NRZ9| 6mm = 1.00mm_ 4713 psi 4NTK1 

Well as excelent weidabiity. otreng steam. Use with metric instrumentation ¥° 0.049" 2431 psi ANTD5| 8mm _1.00mm 3545 psi 4NTK2 


approximates that of mild steel. Can be ; %" 0.065" 2428 psi ANTD9) 8mm _~—=—-1.50mm_5800 psi 4NTJ7 
fabricated by most common techniques. fittings, sold on page 2858. Meets ASTM %4' 0.065" 440 psi_4NRY9) 10mm —_1.50mm 4621 psi 4NTKS 
Meets ASTM B210 and WW-T-700/6. 4209: except Nos. 4NTK1 to 4NTKG meet __ 4" __0.049"_1222 psi 4NTE4| 10mm_2.00mm_6300 psi 4NTJ8 





DIN EN10216-5 Z* 0.049" 1049 psi 4NTE8| 12mm_2.00mm_5200 psi 4NTJ9 yy 

= Temp. range: -452° to 400°F oe - 1" 0.125" 2344 psi 4NTF4) 12mm__2.00mm_ 5415 psi 4NTK4 

= Length: 6 ft. = Temp. range: -325° to 1500°F 170.065" 975 psi_4NTF7| 16mm 2.00mm 4065 psi 4NTK5 No. 4NTCG6 
rT Length: 2m 1%" 0.035" 438 psi 4NTF8) 20mm 2.00mm_ 3258 psi 4NTK6 


Dubl-Barb® Brass Barbed Fittings —Darker 


= Max. working pressure: 150 psi (5/32" to 3/8"); 100 psi (1/2") Compact, 1-pc. push-on barbed fittings don't require any type of clamp. Use to quickly 
= Temp. range: -65° to 90°F (5/32" to 3/8"); -65° to 75°F (1/2") connect polyethylene tubing for use in environmental pneumatic controls and other 
low-pressure applications with water and air. 


& 


a & 





a %S 








Bulkhead Union, Union, 
90° Elbow Union Union Tee* Bulkhead Union Compress-Align Compress-Align Tee* Adapter Tee Solder Connector Plug 
Tube Item Item Item Item Item Item Item Item Item Item 
Size No. No. No. No. No. No. No. No. No. No. 
Barbed Fittings 
32" 2GUG8 2GUG5 2GUF4 _ _ — _— — _— _— 
Ya" 2GUG6 2GUF1 2GUF2 2GUJ6 2GUJ9 2GUJ8 2GUL2 2GUE9 2GUL6 2GUE5 
¥e" 2GUG9 2GUH2 — 2GUJ7 2GUK1 — — — — 2GUE7 
Ye" x 3" _— _ 2GUF6 _— _ — — —_ —_— 
VY," 2GUH1 2GUH4 2GUG1 — 2GUES 
90° Female Female Female Male Tube |Reducing Plug Adapter) Union Reducer 
Elbow 90° Male Elbow; Branch Tee* Connector Branch Tee* | Male Connector | Male Run Tee* Outside Item Item 
Tube Pipe Size - Item Item Item Item Item Item Item Dia. No. No. 
Outside Dia. Pipe Fitting No. No. No. No. No. No. No. Reducing Barbed Fittings 
Barbed Fittings Ya" and 932" 2GUE6 — 
Ye = = = = = = 2GUP2__—it = Ya" x 0" — 2GUF5 
/32" Ve _— 2GUJ1 2GUL5 2GUL8 _ 2GUP9 = Va" x Ye" — 2GUF7 
vA _ = = = — — 2GUP3 T = Ya" x Vo" — 2GUG2 
YA" — — — — — —_ 2GUP5 T — %" x YA" — 2GUH3 
Zi Ye — 2GUH6 — —_ 2GUK7 2GUP4 — 
Zi Ve" 2GUK2 2GUH7 2GUL4 2GUL7 2GUK8 2GUP6 2GUK4 
YA" Ya" — 2GUH8 — — — 2GUP7 — 
3" Ve" _ 2GUJ2 _ 2GUL9 2GUK9 2GUR1 2GUK5 
¥e" Ya" 2GUK3 2GUJ3 — 2GUP1 2GUL1 2GUR2 2GUK6 
Vy" Ya" — 2GUJ4 — — —_— 2GUR3 _ 
Vs 3" — 2GUJ5 — — — 2GUR4 _— 
VY," Vp" — — — — — 2GUR5 _ 


* Tees read run x run x outlet. ¢ For vinyl tubing only. 


White Acetal Push-Button Tube Couplings QcPCc 


= Max. pressure: 120 psi Chemical-resistant fittings let you connect and disconnect by hand. Couplers have built-in shutoff valves. 
= Temp. range: -40° to 180°F Use for engine system, biohazard detection, printing and ink, and cleanroom/sterilization, as well as in food/ 
beverage and chemical applications. Meet USDA, NSF, and RoHS compliant. 





Pipe Fitting Tube Pipe Fitting Tube Pipe Fitting Tube 
Connection Pipe Size- Inside Item Connection Pipe Size- Inside Item Connection Pipe Size- Inside Item 
Description Type Pipe Fitting Dia. Series No. Description Type Pipe Fitting Dia. Series No. Description Type Pipe Fitting Dia. Series No. 
Inline Couplers Inline Inserts Panel Mount Couplers 
Straight-Through Inline Coupler Straight-Through Inline Insert Shut-Off Coupling 
Ve Ve PMC 2YDG9 a Ve PMC 2YDH7 4 V4" Ya" PLC 2YDD6 
_— He" Ye’ PMC 2YDH1 >) Barbed Ya" Ya PLC 2YDA6 * ) Barbed Ae Ve" PLC 2YDD7 
oz) Barbed VY" V4" PLC 2YCZ9 VY," YA" PMC 2YDH9 ; ¥e" 3" PLC 2YDD8 
y Ya Yq" PMC 2YDH2 3" ¥e" PLC 2YDA8 err 
3" ye" PLC 2YDA2 Ve. — PMC 2YDJ3 | . Tube Yq" 1%4" PMC 2YDK3 
oa V4" = PLC 2YCZ1 y MNPT VY," — PLC 2YDC2 ¥ 
MNPT Ya" — PMC 2YDG1 YA" _ PMC 2YDJ4 
37" — PLC 2YCZ2 ¥e" — PLC 2YDC3 
Tube Ya" Yq" PMC 2YDG3 Shut-Off Inline Insert 
7" V4" PLC 2YCZ5 V Vg" PMC 2YDL8 
Shut-Off Inline Coupler Ye" Ye" PMC 2YDL9 
Ve Ve PMC 2YDL1 ‘a Barked Ya Zs PLC 2YDE6 
) Ve ie" PMC 2YDL2 q oe Ya Ys’ PMC 2YDN1 
ae Barhad YA" V4" PLC 2YDD9 Ae As" PLC 2YDE7 
4 Ya" Yq" PMC 2YDL3 3" 37g" PLC 2YDE8 
Ae pace PLC 2YDE1 € Ye — PMC 2YDN4 
3" ¥" PLC 2YDE2 MNPT YA" — PLC 2YDF2 
= Yr — PMC 2YDK1 Ya" — PMC 2YDN5 
MNPT VY" — PLC 2YDC9 : ¥e" = PLC 2YDF3 
~ ie) YA" — PMC 2YDK2 C YA" 1%" PLC 2YDE3 
37" — PLC 2YDD1 &> Tube Ya" 'Y4" PMC 2YDL4 
o YA" Ys" PLC’ -2YDE4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2849 





PLUMBING Scan. Order. Done. 





Push-In Fittings Details on page Al. 
Tube Pipe Size- Item Pkg. Item Pkg. Stem Tube Item —— Pkg. 
Description Size Pipe Fitting No. Qty. Description Tube Size No. Qty. Description OD __ Size No. Qty. 
JG Super Speecdfit’ Fixed Elbow, 90°, Tube x MNPT End Stop, Tube Tube to Hose Adapter, Stem x Barb 
-_ wh ¥" 4HN25 10 VY" 3ZLG3 «10 Ya" Va" 1WTE4 = 10 
Gray Acetal = a = CX ye awe 0 
= ys AHN27 10 | Rg Ts 37LG4 10 . 
Push-In Fittings = (@ re Ae. 
— Ye" 4HN29 10 Reducer Union, Tube Reducer, Tube 
= Max. pressure: 150 psi Male Adapter, Tube x MNPT vex  IWTC6 = 10 _ v7 Ys — IWRW7 10 
1 i} W 
= Temp. range: -14° to 167°F ee RSL _ eK Wes 10 > 7 TWRW 70 
(air); 33° to 140°F (water) ~— SO ao e 
eae cam v4 4HN12 10 Plug-In Elbow, 90°, Tube 
For use with PVC, polyethylene, nylon, ( @ ¥  AHN13 10 Reducing Elbow, 90°, Tube - ys — ~— 1WTD4 ‘10 
kl i 3p" 4HN14 10 = Vie x Ya" 3ZLF4 10 


polyurethane, brass, copper, and ¥ ¥s  ‘TWTD6~ 10 


Ye 4HN15 10 


mild Steel tubing. Fittings have nitrile Swivel Branch Tee, Tube x MNPT aE 37LF6 10 « i —% —_IwTb7 10 
O-ring seal, stainless steel teeth, YA vs ~— AWTA2 10 e Plug, Tube 

and can be used for potable water, ? Reducing Tee (run x run x outlet), Tube ~~ _ yr" AWRX3— 10 
food, chemical, pneumatic, reverse 7. ye AWTS 10 A ee 75" 3 WRXS 10 
osmosis, plumbing, and fiber optic @ ( OX XR SIL 40 | yr ye —AWRX6 10 
applications. FDA and NSF Approved. Swivel Elbow, wy Tube x Male BSPT ( 


Yay 1WRZ1 10 Item  —— Pkg. 


Tube Pipe Size- Item Pkg. € Union Adapter, Tube : aWwRU3—70 Description Size No. Oty. 
Description Size Pipe Fitting No. Qty. = 32 Check Valve, Push 
Adapter, Tube x Male BSPT ‘ ye wi" AWRZ4 10 He TWRU4 10 yj 2JFY8 1 
yj %e ~— 1WRR8 10 e Ae TWRUS = 10 
i ; Ae 2JFY9 1 
___%"_WRRO 10 -Siwivel Elhow, 90°) Tube x MINPT A (a Va 4HN22 10 4 " 
@ % Ya" WRT2 10 yj Ys" TWRY1 19 x 4HN23- 10 75H qwiGt 
\ a ye" 1WRT3 10 E\ Vy" 1WRY2 AHN24 10 
7 yj ve %" 1WRY4 10 3 
: z {WHS ia 7 1WRY5 {0 ONE a AHN 10 G 
: Ye" 1WRY6 10 = aan Inlet/ 
Adapter, Tube x MINFT _ 7 IWTP8 10 as i ee Outlet Item — Pkg. 
22 Ye WHLGS 10 e nz ¥s___ TWRY7_10 % 4HN20 10 Description Size Includes No. _ Qty. 
A ¥"  TWRRT 10 ve TWRY8 710 e vA 4HN21 10 Multi-Turn Supply Stop, Push 
Ae %e  WRR2 10 Item = Pkg. Union Tee, Tube ¥ Short 32ZLG8 1 
WA TWRR3 10 Description Tube Size No. Qty. — he 37LD1 10 5 Handle 
. ae — TR) «| See SSE Vi 4HNI6 10 ‘le 
* 4 | 
ne TWRR9 10 A Ve 1WTC2 = =—s10 \ %e anNT/ 10 - i C 7L { 
i” 9" —TWRRE 10 @ v5 qwrt} —15 (@ B 4HNI8 10 ~ jr 
Female Adapter, Tube x FXFT S710 Divider, 2-Way, Tube ae = { ‘e 
16 ? 
? r= «: Ve {WTDs 10 _ * ae SZzLHt 
4 e@ ¥ ye 3ZLG2 ~10 @ & Fp TWTET ~—-‘10 - 
— . ye TWTE2 10 
Polypropylene Push-in Fittings JG Super Speedfit’ 
= Max. pressure: 150 psi EDPM seal and stainless steel teeth provide reliable retention. Tube Item Pkg. Tube Item Pkg. 
= Temp. range: 9° to 150°F Just push on to connect. Use with LDPE, HDPE, and polypropyl- _ Description Size__No. _ Qty. Description Size __No. _ ty. 
ene tubing in potable water, food, cleaning, water purification, PmonElbow, 90°, tube Union Tee, Tuhe 
car wash, and fiber optic applications. FDA Approved. - Ye 1WTL4 10 ve ‘Guna. ae 
\ 3 ii) u 
-_ -_ Item Pkg. = Tube = Item Pkg. - ae 1 a ] : 
Description Tube Size Pipe Size - Pipe Fitting No. Qty. Description _Size No. Qty. Ys" 4WTL6 10 “: 
Elbow, 90°, Tube x MNPT Union Adapter, ibe —_— = Ye IWTK9 10 
_—t 2 M2 a 
is 4 3 Yo  1WTL2 10 
hs 7 IwTU7 __10 (0 7 IWTL9 10 Inlet Outlet Inlet Outlet Item Pk 
i i i g. 
“ 7 A IWTUS8 10 ye __IWIN1 10 Description Size Size Type Type No. Qty. 
= VY, ¥, 1wTu9 = 10 Reducing Union, Tube Quarter-Turn Supply Stops 
Faucet Adapter, Tube . ES i Ys" MNPT Push to Connect 4HN33 3 
“ ae we oe a one wane We ¥  — -¥%" Push MNPT 4HN34 5 
X. 8 8 uS 
9 V5" Ae 1wTU3=—s:10 
Bulkhead Adapter, ube vs Va" Push Push to Connect. 4HN35 ‘5 
Male Adapter, Tube x MNPT ; 4 TWTRS 70 = 
Ya" Ve iWTJ9 10 ( 7 —AWTRS—10 %'  ¥% Push_ PushtoConnect 4HN36 5 
Us as Item Pkg. 
’ rj 7s VA IWTKS 10 Description Stem OD Tube Size No. Qty. 
—> 7 7 IWTK4 10 Reducer, Tube 
Hi Hed La ae A A {WTN8 10 
Ai ¥ 1WTK6 —_—10 icy ae 
7 7 {WTK7 10 4 — Yo" xX ¥ 1WTN9 10 





Nickel-Plated Brass Push-To- “GLANS | | 
Connect Fittings and Chrome- cu —= = 








= = '. - 
Plated Mini-Ball Valves Male Adapter, |Male Elbow, 30" 1 ner Sat a 
: ; i Tube x MNPT | Tube x ube X X 
= Max. pressure: 250 psi MINI-BALL VALVES Tube Pipe Size - iain ani item Pipe Tube item Ham 
= Temp. range: 0° to 160°F Reduced port valves Size Pipe Fitting No. No. No. Size Size No. No. 

a eat tri ie i 22FR76 22FR84 — as 22F107 = 
Designed for use on all pneumatic circuits —_ feature nitrile rubber Vi = — — >OFRGA HH = DOFTOS 
and feature a quick connect/disconnect seals, PTFE seats, and A A oOFR77 22FR85 — Fi = 22FT09 
positive seal. Push-in design requires no brass stem. a a 22FR78 22FR86 = a. 

; V5" — — — 22FR65 oN 
special tools. For use with nylon, polyethyl- yi 7a >OFRA0 — — i’ 
ene, and polyurethane tubing and suitable 3, Va" 22FR81 22FR88 = 
for use in air, water, and oil applications. yi 22FR82 22FR89 = Bulkhead Union, Tube 

Ai Ai 22FR83 22FR90 = , Item 
Tube Size No. 
A 22FR6/ 
VA 22FR69 
2850 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the wy. Find Solutions. Find Great Prices. Push-To-Connect Fittings & Mini-Ball Valves 
™™ it it it 
Prestolok™ Nickel-Plated Brass Push-To-Connect Fittings —Darker 
= Max. operating pressure: 300 psi Compact, 1-pc., nickel-plated brass fittings are designed for low-pressure circuits, easy to 
= Max. operating temp.: 0° to 200°F (depending on tubing used) assemble, and for use with polyethylene, nylon, or polyurethane tubing. Support ferrules or 
= Pkg. qty.: 10 |.D. tube supports only required for thin-walled poly tubing. Vacuum applications depend 
= = = - - Dey 
z = hy Gm C2. on temperature 7 tubing type. 
ao ‘® Sail ; * @ & f a i ~ WARNING: For use only with air, water, oil, 
90° Male 90° Swivel Male Run | Swivel | Male ‘a * @ and nonreachve jases-00 NOt use whale 
Elbow w/ Male Elbow) Teew/ (Branch Tee! Connector; Male » . accidental separation of tube and fitting 
5 oe oe oe bain sl hal een EL yikes : thane could cause injury. Not recommended for 
Ipe ube ube ube ube ube ube ale ow, onnecior, i = i i i 
Size | xMNPT | xMNPT | xMNPT | xMNPT | xMNPT | xBSPP Pipe Size| Tube x UNF | Tube x UNF Conmimous: pressure cycing:appleations, 
Tube - Pipe; Item Item Item Item Item Item Tube ~- Pipe Item Item 
Size_Fittin No. No. No. No. No. No. Size Fitting No. No. 
ye Ve — TAJV1 Ye" 10/32" TAJG7 TAJN1 


Ye | TAJWS3 TAJNS 1AJX1 1AJT6 TAJY2 
yr — 1AJN4 — — TAJV2 
%2' _—s'_— | 1AJW6 1AJP3 1AJT1 1AJX7 1AAE6 


%2' 10/32" 1AJG8 1AJNS 
Ya" 10/32" 1AJG4 TAJN2 





& 








%2' a" | 1AJW7 1AJP4 — 1AAE7 

ve a — 1AJN6 — 1AJX4 1AJV3 —_ Female |Bulkhead Female 
Ye" — — — — TAJV4 C ~~ “ Adapter, Connector, 
4 Ve — — — — TAJV5 = ; e Pipe Size|Tube x FNPT| Tube x FNPT 
yy Ye | 1AUW4 TAJN7 TAJR8 1AJX5 TAJY3 1AJH3 ' @ Tube - Pipe Item Item 

Yar Va’ | TAJWS 1AJP1 1AJR9 1AJX6 1AAE4 1AJH2 ' Size Fitting No. No. 
Ye —_ 1AJP2 —_ — 1AAES 1AJJ5 90° Union Union Union, | Bulkhead Ye Ye 1AJL6 — 

Ye Ye | AJR TAINS 1AJT2 1AJT7 1AJV6 _ Elbow, Tube | Tee, Tube Tube | Union, Tube %2 1AJH7 — 

Ye a" ~| 1AJR4 TAIN 1AJT3 1AJT8 1AJV7 — Tube Item Item Item Item 2a 1AJH8 1AJL7 
ve _ — —_ _ TAJV8 _ Size No. No. No. No. Ye 1AJH4 _ 
ye — 1AJP5 — _ 1AAE8 — I TAJF9 1AAD7 1AJK2 1AJK9 Ya ¥ 1AJH5 — 

ys ' | 1AUW8 1AJP6 1AJT4 1AJX8 1AAE9 1AJJ7 %2" 1AJG3 1AAE1 1AJK6 1AJL3 Ya YA 1AJH6 1AJJ4 

% | 1AUW9 1AJP7 1AJTS 1AJX9 1AAF1 1AJJ8 Ae. — 1AAD8 1AJK3 —_ Ye 1AJH9 — 

Ys’ Ye" | TAURS TAJP8 —_ —_ 1AAF2 1AJJ6 YA 1AJG1 1AAD9 TAJK4 1AJL1 Ae 1AJJ1 _ 

yr Va —_— 1AJP9 — _— 1AJV9 — Ae. 1AJG2 1AAE2 1AJK5 1AJL2 x iA 1AJJ2 — 

Yo" | _1AJR6 1AJR1 1AJX2 1AJT9 1AJW1 1AJK1 x 1AJG5 1AAE3 1AJK7 1AJL4 ZB x" 1AJJ3 TAJL8 

Yor Ve | AAJR7 1AJR2 —_ 1AJY1 1AJW2 1AJJ9 UA 1AJG6 1AJF8 1AJK8 TAJL5 Y, x" — 1AJL9 


316 Stainless Steel Push-To-Connect Fittings SMC. 


= Max. pressure: 435 psi For use in washdown or caustic environments that require 316 stainless steel. 
= Temp. range: 23° to 302°F FKM seals. Compatible with FEP, PFA, nylon, soft nylon, polyurethane, and 

















Tube Pipe Size - Item a 
Description Size Pipe Fitting _No. polyolefin tubing. Grease-free fittings. ROHS compliant. 
mbe antes Tube Pipe Size - Item Tube Pipe Size - Item 
a0" a {9F709 Description Size__ Pipe Fitting No. Description Size__ Pipe Fitting No. 
fe ie Adare Bulkhead Union 
ch ae 1aENTD : %2' M5 x 5a" 19F 711 (Pe 2" — 19F704 
— ae / ie @ 3 ee 
ye" Al Ae Va 7 8° _— 107 
oe te vaesee Ae a" 19F723 @ 6mm — 19F705 
val 3h {9F730 6mm Vi 19F713 Straight Union 
7," vA {9F735 6mm Mo x°vea"__19F 715 = %32" = 19F710 
7 3" {9F736 6mm Yq" 19F714 ~ Ya" — 19F712 
7," Al {9F737 A, 10mm VA 19F7/27 / Ya - 19F716 
Male Branch Tee SAM 9 19 F732 -. Ae Yas’ 19F 720 
Ai =_ ye" — 19F728 
r a0 % {9F769 : 12mm Yo 19F/33 8 
a B2y Vr Ye" {9F770 Male Elbow, 90 - wel VY — 19F/34 
7; 7; {9F771 32 M5 x 5Y%a" _-19F742 10mm — 19F726 
Me | an i! {9F773 eb vA i 19F743 {2mm — 19F731 
he" VAL {9F774 a Vy" Ya 19F744 Union Elbow, 90° 
3a A {9F776 VA M5 x Ya" = 19F745 _, 32" — 19F741 
3, 7; {9F777 Ae ¥" 19F752 te. WA — 19F746 
si 3, {9F778 Ae VY," 19F753 As — 19F751 
7" 7," {9F780 Ae. cn 19F754 Q@ 7a = 19F760 
. 4 1340" A 19F758 yy" — 19F765 
ao" ye {9F739 2 TY9" yg 19F7/59 Union Tee 
0" A 19F740 BI “sy = 19F769 
vA 10/32" 19F747 | a — 19F 772 
Ya ¥" 19F748 o %s, — 19F775 
ue a WaEren TubexUNF Z = aa 
Va" 3" 19F75 
a A {9F755 Male Adapter 
Ae VA 19F756 : 
Ae. 3" 19F757 C) 2" 10/32" 19F708 
ie . 
8. 4" fi 6 
a y . {9F763 Male Elbow, % 
ee a ! oEsee % 2" 10/32" 19F738 
Ai Y" 19F767 * 
Chrome-Plated Brass LPHA 
Mini-Ball Valves kccdssornes 
= Max. pressure: 290 psi = Vacuum: 0 to 20 bar 
= Temp. range: 0° to 175°F = PTFE ball seat 
CC — Suitable for use with air, oil, 
{i} nonpotable water, and inert gas. , 
: i 
3-Way Angle : (Pa: 
FNPT x FNPT x FNPT FNPT x FNPT = 
Pipe Item Item Inline Inline 
Siz Features No. Features No. MNPT x Push Push x Push 
ie Gosed Center ae Yq Turn Shut-Off 1ZPJ4 Item Item 
a pen Center = — Tube Size Features No. No. 
th xosed (enter TERE Ys Turn Shut-Off 1ZPJ5 ¥," Ys Turn Shut-Off — 1ZPK1 
4" pen Center — = YA Ys Turn Shut-Off 1ZPJ7 1ZPK2 
. Closed Center 1ZPK6 Ya Turn Shut-Off 1ZPJ6 VA Ys Turn Shut-Off 1ZPJ8 — 
Ye" Open Center 1ZPK9 = — ye" Ya Turn Shut-Off 1ZPJ9 1ZPK3 
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Silicone-Free Nickel-Plated Fllegris s $5 


Brass Push-To-Connect Fittings 


Pipe | 90° Male Elbow, | 90° Male Swivel 


= Max. working pressure: 7 to 435 psi = Working temp. range: -4° to 302°F = FKMO-ring Size | TubexBSPP Elbow, Tube x BSPT 

ces : ; ; . ' ; : . Tube - Pipe Item Item 

Fittings are easy to install, connect, and disconnect. The high phosphorus chemical nickel plating resists abrasion, Size_ Fitting No. 0. 
chemicals, and corrosion. Fittings are ideal for aggressive environments such as in welding applications where pe es eet aie 

fittings must remain intact even if hit by weld spatter. FDA approved for use in food processing applications. Bag” M5 48E487 = 

%x2" 10/32" 18E488 — 

xo" ‘M6 18E489 — 

yr i" 18E490 — 

mn 18E491 — 

e 7" M10 18E492 — 

o> Yee 18E493 — 

' Ae 18E494 — 

Pipe 90° Swivel Male Male Connector, Ve" Ye 18E495 — 

(2 Sive Elbow, Tube x MNPT Tube x MNPT TH_q" VA" 18E496 

= Tube - Pipe Item Item 1Yeo" YQ 18E497 18E481 

Male Branch| Male Branch _ Size _ Fitting No. No. 2) Va" 18E498 = 
Pipe Female C Sie | xBSPT. | MaleBSPr 2c" Sau Scns em Ve = 32NRI 

ipe (Female Connector, ize X ale nn) mm %' — 
Size Tube x BSPP Tube - Pipe Item Item a a oe vib 8mm" _ 3ZNR8 
V4 Vf 3ZNT3 3ZNV2 Eas 

Tube - Pipe Item Size_Fitting No. No. ye YA 37NT4 37NV3 émm_ = 18E479 
Size_ Fitting No. Yr — 3ZNP3 aR ANT S7NVA 8mm — 18E480 
Vr Ve" 18E470 Var Va" = 3ZNP4 a 3ZNTS 10mm v4" = 3ZNR9 
yr Va 18E471 He ve" 18E499 — % 8 3ZNT6 3ZNVS f2mm__ 7%" — 18E482 
Ae" 18E472 Ae Va" — 3ZNP5 yy" % 3ZNT7 3ZNV6 {2mm 3%" — 18E483 
Ae VA" 18E473 Tao" Va" — 3ZNP6 yA" 3ZNT8 3ZNV7 12mm" — 18E484 





=" fe» 
wv Le 


Pipe | Male Connector, | Male Connector, 
Size Tube x BSPP Tube x BSPT 











Tube - Pipe Item Item 
4 Size Fitting No. No. 
¢ 32, Ve 18E451 3ZNU3 
é ue " ; 32) V4" 18E452 3ZNU4 
| @ oy . ! 2" Mb 18E453 — 
: s Ul of | | 52" 10/32" 18454 = 
90° Union Elbow,| Union Tee, Union, Straight Union, %32' M6 18E455 _ 
Tube x Tube | Tubex Tube | Tubex Tube | Tube x Tube Bulkhead Union, | Plug-In Adapter,| Adapter, %2" M8 18E456 _ 
Tube Item Item Item Item Tube x Tube Tube x Tube (TubexTube “% '%' 18E457 3ZNU5 
Size No. No. No. No. Item Item Item Yar Vy 18E458 3ZNU6 
32" — 3ZNL5 3ZNN3 — Tube Size No. No. No. Ya" Md 18E459 — 
Ya 3ZNK8 3ZNL6 3ZNN4 — 32" 18E474 — — Ya" M10 18E460 — 
V4" 3ZNL2 3ZNL9 3ZNN8 _— Va 18E475 — — Ae Ve 18E461 18E442 
Ae 3ZNK9 3ZNL7 3ZNN5 — Ya" x Ya" Adaptor — 3ZNT9 — 6 4 18E462 3ZNU7 
|} 32NLB | S70 = a Se a S7NUB 
32 —_ — 16 —+ = 32 4 
199" 18E501 18E502 — 18E503 %6 xX 10mm Adaptor — _— 18E505 "So" Ve" 18E465 18E444 
Ya 3ZNL4 3ZNN2 3ZNP1 — 139" 18E477 — — "So" Ya 18E466 18E445 
Metal Manifolds | PNEUMADYNE 
= Max. pressure: 1000 psi, except Simple tube run design and layout reduces ae eases troubleshooting, 
stainless steel are 3500 psi and provides the basis for orderly tube runs. FNPT connections. Models 
= Temp. range: -10° to 200°F, except with 90° port orientation allow manifolds to be configured and mounted in 
stainless steel are -100° to 500°F difficult applications. All are for use with air, water, and hydraulic oils, except 
= Mounting hole: Nos. 49AV63 to 49AV90_Dlack anodized aluminum are also for use with natural gas and gasoline. 
are 0.26", stainless steel are 0.20" ae 
Aluminum | Ports 
No. of Inlet Outlet Overall Overall Overall Item Item 
Outlets Size Size Length Width Height No. No. 
Black D TY Ys Ya 2%" | ADAVES — 
Black Anodized Ty 6" 2Ys' 2%" | AQAV70 — 
Anodized | Aluminum 1 Yor (" 2 V4" 2 V4" 49AV64 — 
Aluminum |w/90° Ports 3 1 Za ch 2A" 24" 49AV71 — 
No. of Outlet Overall Overall Overall Mounting Item Item 1 Yo" 5A" 2 V4" 2 V4" — 49AV77 
Outlets Inlet Size Size Length Width Height HoleSize No. No. 4 a | 7 24" 24" 49AV65 — 
Ya" Ve 15/4" i il 0.17" 2KGZ2 2KHA1 To 4 12 2% 2%" | AQAV72 — 
No. D Je" Ya a 1%! 1%" 0.20" 2KHA7 2KHC6 Ts! 6" 244 YA — 49AV84 
2KGZ9 y" Se" 2y4" 1%" 1%" 0.20" 2KHD4 2KHE3 c 1 Yo" 12’ 2%" 2%" | A9AV66 — 
y/4" a Ad," 1%" 1%" 0.20" 2KHH2 — 1 4% 15 2% 2%" | A9AV73 — 
Yq Ye 2/2 1" i 0.17" 2KGZ3 2KHA2 14M Ya" 2%" | AS AVE7 — 
3 ¥g" Ya 3 1%" 1M" 0.20" 2KHA8 2KHC7 F a Ay 6 a 37 — 49AV78 
Ve J/g" 3/4" 1%" 1%" 0.20" 2KHD5 2KHE4 TT 18" oY" Ys" _~ | AQAVTA — 
4" Se" ov4" 1%" 1 0.20" 2KHH3 — i 2s g" 2Yy OMA — 49AV85 
Ya Ye 34 1" T" 0.17" 2KGZ4 2KHA3 7 TY 6% Ys" 2%" | ADAVE8 — 
4 Se. Ya" 3Z 1%" 1%" 0.20" 2KHA9 2KHC8 a: 7 a be 244 2%" | AQAVT5 — 
VA Se. Ay" WA WA 0.20" 2KHD6 2KHE5 TY 18%" Ya" 2%" | AQAVED —— 
4" Ss. 6% 1%" 1 0.20" 2KHH4 — 3 ae | 2/2 — 49AV79 
Ya Ye 4 {" T" 0.17" 2KGZ5 2KHA4 i 2 244 24%" _~| AQAV76 — 
5 ye Ya Ay" 1%" 1%" 0.20" 2KHC1 2KHC9 Tv 12" 244 MA — 49AV86 
VA Se. v4 WA WA 0.20" 2KHD/ 2KHE6 10 1 Yo" i2 2Y4 OMA — 49AV80 
s/4" Je" 8" 1%" TY" 0.20" 2KHH5 — va 15 oY MA — 49AV87 
Ya" Ye Ay/" ily 1" 0.17" 2KGZ6 2KHAD5 49 1 Yor 14 2" 2% — 49AV81 
F 5s" Yq a” 1%! 1%" 0.20" 2KHC2 2KHD1 Tv 18 2Y4 MA — 49AV88 
Yn Je" 63/4" 1% 1 0.20" 2KHD8 2KHE/ 44 1 Yo" 16%" 2" 2 — 49AV82 
fa" Je" Q¥e" 1%" Ty" 0.20" 2KHH6 — 1 7A, al a o/4, of, — 49AV89 
, oe i 2/2, T i 0.17" 2KGZ/ — 16 il fe, 18% as o/s, = 49AV83 
8 V4 6% 1% 1% 0.20 2KHC3 — 1 74 24 24 24 49AV90 
i e697" 1° 0517) 2628 2KHAG “Steel 
4" 3" 4" ; " 7 tee 
8 Ye Ya 1% 144" 14 0.20" 2KHC4 2KHD2 No. of Inlet Outlet Overall Overall Overall Item 
Ai Je" 8/4" iA 1 0.20" 2KHE1 2KHE8 Outlets Size Size Length Width Height No. 
ii 19° 1" 057K 7 — B11} KHL 
Yq" Vg 1%" il 1 7 = g" 4" He 4" 4" 
10 Se" Ya gy" 1%" 1%" 0.20" 2KHC5 2KHD3 6 ae S38 yy" 1% 2KHL9 
VA Je" 1034" 1%" 1 0.20" 2KHE2 2KHE9 8 ye Vy —( yy" 1% 2KHN1 
s/4" Je" 13%" 1%" Ty" 0.20" 2KHH8 — 10 ye oy OY TY) 1% 2KHN2 
2852 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Brass and Lead-Free Brass 45° and Flare Fittings -Sarkor * Peppy orancen 


= Temp. range: -65° to 250°F APPROVED 








PSI Ratings 
= Pkg. qty.: 10, except where noted Tube = Max. Tube 
May be disassembled and reassembled repeatedly. Resist mechanical pull-out ye fe sae 
and are suitable for use with thin-wall tubing. Material and working pressure a 1900 0.030 
of tubing must be determined before using in a specific application. Suitable 1995 ne 
for use in refrigeration equipment, air compressors, and machinery. Can be i 1000 0.032 %o 
used with flareable copper, brass, aluminum, and welded steel hydraulic mn el ana 
tubing. UL Listed for flammable liquids. Meet SAE J512 and J513. Lead-free zy; 550 0.035 : i Ti ; one 
fittings are certified for use in potable water applications. 7440 0.035 jhe Petes need) en tem 
- Size Pipe Fitting Size No. No. 
Tube x Thread 
Vig! i" %-24 | 1VDZ6 1VDW8 
| Ys ¥-24 — TVDW9 
Extruded Female 90° Female % Ae-20\ 1VDZ7 2P178 
Flare | Male 90° Elbow, Connector (| 45° Male Elbow Elbow Male Branch Tee Male Run Tee ys" ia A~e-20| 1VDZ8 2P179 
Tube Pipe Size - Thread Item Item Item Item Item Item 3" “6-20 1VDZ9 1VDX1 
Size Pipe Fitting Size No. No. No. No. No. No. VY," /6-20 _ 1VDX2 
Lead-Free, MNPT x Flare Ye" Yo-20 1VEA1 1VDX3 
vf x — — — — — 20XN23 _—s tt: — Ae yA %-20 |  1VEA2 TVDX4 
ye VA — — — — — 20XN24 ‘t+ — x %-20 |  1VEA3 TVDX5 
Tube x Thread Ye %-18 1VEA6 1VDX7 
Ve va %-24 5WRW7 1VDV4 — — — — a %-18 | 2P193 2P180 
a Re Ae-20|  5WRWS 2P186 TVEC5 2P198 TVDY6 TVEB5 x x %-18 | 2P194 2P181 
a a e-20|  5WRWS TVDV5 TVEC7 2P199 2P204 TVEB6 VA %-18 |  2P195 2P182 
a x e-20 5WRXO TVDV6 — — — — Ys" %-18 — TVDX6 
He Re %-20 5WRX1 1VDV7 — = — — a ¥%-16 |  1VEA9 TVDX9 
Ae Ya" %-20 5WRX2 1VDV8 — 1VEB2 — — yp" ¥ %-16 |  1VEB1 2P183 
x Ai %-18 5WRX3 1VDV9 — — — — VA Y-16 |  2P196 2P184 
¥ ' %-18 5WRX4 2P187 1VEC9 1VEB4 1VDY8 1VEB7 Ys %-16 |  1VEA8 TVDX8 
x x %e-18 5WRX5 2P188 1VED2 2P200 2P205 1VEB8 Ys 7-14 — TVDW4 
¥ VA %-18 5WRX6 1VDW1 — 2P201 — — 5p" x 14 | 1VDZ3 TVDW5 
VA Ys Ys-16 — 1VDW2 — — — — VA 7-14 | 2P197 2P185 
VA x Ys-16 5WRX7 2P189 1VED4 2P202 1VDZ1 1VEB9 Ys 14 | 1WDZ2 TVDW3 
VA VA Ys-16 5WRX8 2P190 1VED6 2P203 2P206 5WRU7 sf VA THe-14)— 1VDZ5 — 
VA Ys Ys-16 — 2P191 — — — — 5/" yr 1% 6-14 — 1VDW7 
a x 7-14 — — 5WRY4 — — — Ya" THe-14|  1VDZ4 — 
ye A 7-14 5WRX9 2P192 1VEC3 — — 5WRUS sf Ys “16-14 — TVDW6 
Reducing Tee Union 
(run Xx run x outlet); Reducer 
Pipe Size - Flare Item Item © @ 
Tube Size Pipe Fitting Thread Size No. No. 





Lead-Free, Flare 











Adapter Ca Plu Union Tee Ye x V5" — — 20XN36 {tt| — Copper Copper 
Tube ‘Flare fiom ion iam Item Bx x — = 20XN37_ tt | — Flare Gasket| Seal Bonnet 
Size Thread Size No. No. No. No. Wx xy — = 20XN38 {jt — Tube) Item Item 
Tube x Tube Bx Vx x — = 20XN39 tt) — Size | __No. No. 
Yer «4-24 = 1VDY1 = 1VDY4 BXB xe  — = 20XN40 +t) — Tube x Tube 
Ti  Ae-20 TVDVi TVDY2 2P174 2P163 xB Xx — — 20xXN41 ti | — “vs | SWRWO = 
He —*¥-20 — TVDY3 — TVDY5 Tube x Tube Y' | SsWRW1 oWRV4 
ye" %-18 1VDV2 2P171 2P175 2P164 Ye" xX V4" %'-18 Y-18xX “6-20 — 1VDU5 “o' | SWRW2 SWRV5 
Yj" 4-16 1VDV3 2P172 2P176 2P165 ex Vie %'-18 %-18 x %2-20 — 1VDU6 ¥" oOWRW3 OWRV6 
7%" %-14 1VDU9 2P173 2P177 2P166 Vo" x Ya ¥a"-16 “6-20 — 1VDU7 Ve oWRW4 SWRV7 
5/4" Yie-14 5WRUS- it — — 5WRV1 st Vo" x Ye ¥a'-16 %e-18 _— 1VDU8 %e" 5WRW5 5WRV8 
Ja" 1%6-14 — 5WRV2 ft — — "xX Va" R-14 %-14x %-16 — 1VDU4 5/4" 5WRW6 — 
= * e Extruded 
Long Forged Nut Long Nut Short Forged Nut Short Nut Union Union Elbow, 90° Flare Reducers 
Tube ‘Flare Item Item Item Item Item Item Thread Pkg. Item 
Size Thread Size No. No. No. No. No. No. Tube Size Size ty. No. 
Tube x Tube Tube x Tube 
YQ" “6-24 — 1VDR7 — 1VDT6 — — Ye x Vo -%-18 =10 18E811 
Ae. ¥e-24 — 1VDR9 — 1VDT8 1VDU2 5WRVO tT | 2x% %-16 10 18E812 
Yq 6-20 2P147 2P143 2P155 2P151 2P159 2P167 Yo'x¥ V-16 10 18E813 
Ae Y-20 —- 1VDT2 — 1VDT9 1VDU3 1VEC2 %¥x% *-14 5 18E814 
Ye" %-18 2P148 2P144 2P156 2P152 2P160 2P168 
y" 54-16 2P149 2P145 2P157 2P153 2P161 2P169 
Se" %-14 2P150 2P146 2P158 2P154 2P162 2P170 
Ys" 1 Vi6-14 — 1VDR5 — — — — 
4" Ye-14 —— — — 1VDT4 1VDU1 — 
Female Flare 
90° Male Elbow Connector 
Tube Pipe Size - Item Tube Pipe Size - Item 
Forged 90° Size Pipe Fitting No. Size Pipe Fitting No. 
Extruded 45° Elbow Pipe Size Flare Swivel Elbow Lead-Free, Flare Lead-Free 
Tube Pipe Size - ltem Tube -Pipe Thread Pkg. Item i Zs 19H213 il YA" /e'-20 5KNHO Tt 
Size Pipe Fitting No. Size Fitting Size Qty. No. Zs Va. 20XN30 Tt 78 — OKNH2 T 
Tube x Threa Tube x Thread Ye" Yn 19H214 sf Ye Ae -20 5KNH1 t 
Yq" Ve" 18E815 YA" YA" ~e-20 10 18E821 Ye" Sa" 20XN31 tt 
Yq" YA" 18E816 7g" Ye" %-18 45 18E822 Y, Sa" 20XN32~—s tt 
Ye" Vy" 18E817 Ya Yr ¥s-16 5 18E823 78" A 20XN33_—s ft 
Ye" Ye" 18E818 7" %e" A144 = 5 18E824 7" Ja" 20XN34 
Ya" ye" 18E819 4" 4" M6-14 5 18E825 bead-Free, Ue Both aoe 
i — Vx 5KNG3 T 
t Sold in pkg. of 1. GA brand. ari" SKNGE + 
VY," Ye" 5KNG4 Tt 
er ¥ SKNGS tf | CONTINUED | } 
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«Ea 
Brass and Lead- Free Brass 45° and Flare Fittings 


% we 


Parker ag GA Sts 
APPROVED 


© 








Pipe Size) Male Connector Pipe Size Flare |Male Connector Flare | Male Union Plug Flare Cap Forged Nut Short Nut 

Tube = - Pipe Item Tube -Pipe Thread) Item Tube Thread} Item Item Tube Thread| Item Item Item 
Size __ Fitting No. Size Fitting Size No. Size Size No. No. Size Size No. No. No. 
Lead-Free, Threaded Lead-Free, Male Flare x MNPT Lead-Free, Male Flare Lead-Free, Female Flare 
Yn" Yq" 19H210 { Yq" Ye" “~e-20 | 46M522 tt Ys" Ae-20 | 46M525 tt — Ys" “e-20| 46M528 tt | 46M534 tt | 46M537 tt 
Lead-Free, Flare Yq Yq" ”~e-20 | 46M521 tt Ye" =—-%-18 | 46M524 t+ | 46M530 tt ¥e' = %-18  46M527 tt | 46M533 t+ | 46M536 tt 
Y" Je" 19H211__{ Yq" Yq" — 20XN48 tt Yo" Y-16 | 46M523 t+ | 46M529 tt Yo" = %-16 | 46M526 tt | 46M532 tt | 46M535 tt 
Yo" Yj" 19H212_ { Yq Ye" “~e-20 | 46M520 tt % '%-14 — 46M531 t+ — 

37g" YA" %-18 | 46M519 tt Lead-Free, Flare 

56" 56" %-18 | 46M518 t+ ¥e' = %-18 | 19H215 t+ — _ 


ye" yy," %-18 | 46M517 ft 
yo ¥7e ¥4-16 | 46M516 ft 
yp Ve ¥4-16 | 46M515 ft 
7" yy" ’-14 | 46M514 ft 





oe 


Swivel 
Connector Female ee Reducer ; 
Item em em 
Tube Size No. ‘ead Bee Size Connection No. Connection No. 
Lead-Free, Flare ead-Free 
Va" 20XN42 tt Ze Flare x Compression 20XN49 tt — — 
Va" x ¥e" 20XN46_ +t ¥a" x 9" = — Male Flare x Male Flare 20XN35 ft 
3," 20XN43 t+ 
¥%" x Yo" 20XN47 tt 
yy," 20XN44 tt 





7" 20XN45 tt 
t Sold in pkg. of 1. ¢ GA brand. 


316 Stainless Steel 37° Flare Tube Fittings a T* Peyny GRAINGER 








= Temp. range: -160° to 1200°F Suitable for chemical plants, food plants, Ais ay ice Cy APPROVED 
Superior chemical, water, and corrosion resistance for extreme appli- ‘hydraulic applications, manufacturing facili- 
cations. Good sealing reliability. Use as an adapter to hose assemblies, _ ties, water treatment plants, and beverage 
or as a tube fitting with flared stainless seamless or welded tubing. seal Meet SAE J514. z= 
| fi > “4 h eo SS 
nig 2 NPE Max. | 90° Elbow | Straight 
=" Hose Hose Working 
Male Male Male Male {Male v* Tube Thread Fitting Fitting Pressure) — Item Item 
Cap, Connector, | Elbow, 90°, | Elbow, 90°, | Plug, 37°, | Union, | Tube Nut, | Sleeve, Size ASize BSize @ 70°F No. No. 
JIC Flare x MNPT| Flare x JIC | Flare x MNPT| Flare x JIC | Flare x Flare JIC Flarex JIC GA 
Tube Flare Max. Item Item Item Item Item Item Item Item Ye"-27 Ys" 4,000 psi) 4HM24 — 
Size Thread Size Pressure No. No. No. No. No. No. No. No. Ye'-27 VA" Ya" 4,500 psi _ 4HM23 
Airway Ya'-14 A" ¥%" 3,000 psi — 4HM17 
% ——-e-20 6000 psi| 1LNT8 — 1LNT1 — 1LNU6 1LNK7 1LNV4 | 1LNW2 w'-18 %' Vs" 4500psi| 4HM22 | 4HM21 
He __%-20 6000 psi | 1LNT9 — TLNT2 — 1LNU7 TLNK8 TLNV5 | 1LNW3 W'-18 Vs" Ye’ 4,000 psii 4HM26 | 4HM25 
% _ %6-18 6000 psi| 1LNU1 — TLNT3 — TLNU8 TLNK9 TLNV6 | iLNW4 w'-18 Vs" %" 4000psi/ 4HM30 | 4HM29 
hy ¥-16 6000 psi | 1LNU2 — TLNT4 — 1LNU9 1LNL1 1LNV7 | 1LNW5 ¥'-18 %'  %' 4 000psi| 4HM28 | 4HM27 
% 14-5000 psi| 1LNU3 — 1LNT5 — TLNV1 1LNL2 1LNV8 | i1LNW6 ¥-18 %  %" 4 000psi| 4HM34 | 4HM33 
vi‘ 1Vie-12 4800 psi | 1LNU4 — TLNT6 — TLNV2 TLNL3 TLNV9 | 1LNW7 W144  %" "4.000 psi] 4HM32 | 4HM31 
1 1%6-12 3000 psi | 1LNU5 — — — — _ — — w'-14  %" 5" 3.000 psi) 4HM18 — 
1 1%6-12 3500 psi — TLNH3 TLNT7 1LNH4 TLNV3 1LNL4 1LNWi | iLNW8 W'-14 4 ——*%"—-3,000 psi. 4HM20 | 4HM19 
Poly-Tite Brass 
Compression Fittings 
= Max. pressure: 150 psi 
= Temp. range: 0° to 150°F 
= Pkg. qty.: 10 — Male Elbow, 90° Female Connector Male Connector Male Run Tee Male Branch Tee 
Preassembled body, nut, and sleeve Theses Pike Fiting i It ae Ae 
allow fast, convenient installation. An Vj; 7 TVPFA TVPG4 TVPG9 
exclusive sleeve grips plastic tubing up a rh IVP F2 IVPGS WPT 
to 150 psi. Nuts rotate around tubing as oa a TUPFS = +VPH? 
it tightens. Acetal copolymer sleeve with Ae Yi — — ~ 
brass nut (Nos. 1VPA8 to 1VPB2) resists a uh ee = LL 
7 Ai TVPF5 TVPG6 — 
creeping and compression stress. For Fe vA — — TVPH3 
ind j 7 7 Fe TVPF6 — — 
use with thermoplastic tubing in pneu oF TUBE = TBH 


matic and liquid applications. 





Acetal Sleeve Nut and Acetal Sleeve | Nut and Brass Sleeve Sleeve Union Union Tee Tube Size 
Item Item Item Item Item Item (Tube OD x 
Tube Size No. No. No. No. No. No. Wall Thickness) 
i 1VNZ5 1VPA8 1VPB3 1VPA2 1VPB9 1VPF9 Ye" x Yea" 
V6" 1VNZ6 1VPA9 1VPB4 1VPA3 1VPC1 1VPG1 Ye" Xx Yea 
ye" 1VNZ7 1VPB1 1VPB5 1VPA4 1VPC2 1VPG2 Ye" X Yea" 
Vp" 1VNZ8 1VPB2 1VPB6 1VPA5 1VPC3 1VPG3 
2854 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
TUTE 
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Brass Compression and Lead-Free Brass Fittings Barker * Peppy orancen 


= Temp. range: Parker items are -65° to 
200°F; GA items are -65° to 250°F 
= Pkg. qty.: 10, except Low-Lead items are pkg. of 1 
Eliminate the need to flare, solder, 
or otherwise prepare tubing before 


APPROVED 





a 




















assembly. Use with annealed eacniai nal cael oe a re - 
xtended Male emale emale ale ow, 45°, 
Copper, aluminum, and thermo- Elbow, 90° Connector Elbow, 90° Branch Tee |Male Connector|Male Elbow, 90°; Compression 
plastic tubing where excessive Pipe Size - Item Item Item Item Item ltem Item 
vibration or tube movement is not ae Pipe Fitting No. No. No. No. No. No. No. 
involved. UL Listed for flammable Ye % ores ube: Dd WDKt 2236 ‘WG — 
requirements, except Nos. 20XM26 us 2P249 2P229 2P245 TVDK3 2P237 TVDG6 TVDK9 
to 20XM99 and 20XNO1 to 20XN22 Vi oe ane CELL ret ULE te hee ae 
meet NSF 61 Annex G. Lead-free ya DH a — — DEA WDe9 — 
ss ; , — = = 
items are certified for use in potable 5/6! vA 4VDH9 4VDD2 — — 4VDEG 4VDHI — 
water applications. Hi — — — — — 1VDH2 — 
Ve 1VDJ1 1VDD3 — 1VDK5 1VDE7 1VDH3 
Tube Max. Tube TubeMax. Tube 3p" VA" 2P251 2P231 1VDJ4 1VDK6 2P239 1VDH4 1VDL2 
Size_psi_ Wall Lin. ) Size_ psi Wall Lin. ) Ye" 2P252 2P232 2P247 1VDK7 2P240 1VDH5 1VDL3 
% 400 0.0 ve" 200 032 Vy" — 1VDD4 — — 2P241 2P253 — 
Ye 400 0. ¥%° 150 7 035 VA" — 1VDD5 — — 1VDE8 1VDH6 — 
Ys" 300 ~ O2z ¥%" 100 0.035 Y," Ye" — 2P233 1VDJ6 1VDK8 2P242 2P254 1VDL4 
Ye 300 Oz 7% 75 0.035 VY — 2P234 5UNJ7 — 2P243 2P255 — 
¥%" 9200 0. 3" — — — — 1VDD7 1VDG1 
ye" Yo — 2P235 — — 2P244 2P256 — 
fa" — — — — 1VDD6 _— — 
yj" Y," — — — — 1VDD9 1VDG3 — 
: Va" — — — — TVDD8 1VDG2 — 
Acetal Union Tee (run 
90° Union Elbow | Copolymer Sleeve; Brass Sleeve Long Nut Nut Union X run x outlet) Insert Tube Support 
Item Item Item Item Item Item Item Item Tube Item 
Tube Size No. No. No. No. No. No. No. No. Size No. 
PARKER Lead-Free, PARKER 
Ve 1VDF6 — 1VCZ2 — 1VDA2 1VDB1 1VDE9 — Ve" 19H207 
Vie. 1VDF7 — 1VCZ3 — 1VDA3 1VDB2 1VDF2 _ Ve" 19H206 
VA 2P226 1VCZ6 2P211 1VDA6 2P215 2P218 2P222 2P207 Yq" 5KNG7 
Ae. 1VDF8 1VCZ7 1VCZ4 — 1VDA4 1VDB3 1VDF1 1VDC6 Ae" 19H209 
Ye 2P22/ 1VCZ8 2P212 1VDA7 2P216 2P219 2P223 2P208 Ye" 5KNG8 
YB X Ye" — — — — — 5UNK1 — _ Vy" 5KNG9 
Ye" x Va" x Va" — — _— — — — 5UNKO —_ 
Vy" 2P228 1VCZ9 2P213 1VDA8 2P217 2P220 2P224 2P209 
Ye" 1VDF5 1VCZ5 2P214 — 2P261 2P221 2P22o 2P210 
ya" 5UNJ8 — 1VCZ1 — 1VDA1 1VDA9 
< oa ’ le E Pipe Male Female Pipe Male Female 
Female Elbow, 90° Insert Union Tee Union Sleeve eee Adapter| Cap Size | Connector Connector Size | Coupling Coupling 
Tube Item Item Item Item Item Item Item Tube - Pipe Item Item Tube - Pipe Item Item 
Size No. No. No. No. No. No. No. Size Fitting No. No. Size _ Fitting No. No. 
Lead-Free, GA Lead-Free, GA Lead-Free, GA 
Ve" — 46M543 — 46M568 (46M581 — — Ye Va 20XN28 — Ye" Ve" 20XM46 | 20XM33 
Ve" — 46M542 — 46M567 (46580 — — Ye VB 46M555 — Vie" Ve" 20XM47 | 20XM34 
Ya 46M559 46M541 46M561 46M566 (46M579 — 20XM91 =%e OY 46M554 — Vie" Ya 20XM48 — 
Ae" — 46M540 — 46M565 (46M578 — 20XM92.  % OY 46M553 — Yq" Ve" 20XM49 | 20XM35 
Je" 46M558 46M539 46M560 46M564 (46M5/77 — 20XM93 46M552 46M557 Yq" Ya 20XM50 | 20XM36 
/”e — — — — 20XM26 — — yo 46M551 46M556 Yq" Ye" 20XM51_ | 20XM37 
Vy" — 46M538 — 46M563 (46576 — 20XM94 % OY," 46M550 — Ya" Vy" 20XM52_ ~~ 20XM38 
%e' — —_ — 46M562 (46M575 —_ 20XM95 YY 46M549 — /6" Ye" 20XM53 — 
Ya" x Ye" — — — — — 20XN08 _— Yo Va" 46M548 — 6 Vy" 20XM54 — 
Ze 20XM32 — — 20XM30 |20XM27 — — Ys 46M547 — ¥3 Ja 20XM55 | 20XN25 
Yo 20XN29 — Ae" Ya 20XM56 —_ 
/e Ye" 20XM57 — 
Yn" Ja 20XM58_ | 20XM39 
78" Ye" _— 20XM40 
%e" Ye" — 20XN26 * 
Ye. Sa — 20XM41 
Ye" Sa — 20XN27 * 
y4" Yn" — 20XM42 
- fa fa — 20XM43 
oe ee 
Reducer Reducing Elbow 90° Male Elbow | 90° Female Elbow Nut aan : ; 
Item Item Tube Pipe Size - Item Item Item FNPT x Flare connection. 
Tube Size No. No. Size Pipe Fitting No. No. Tube Size No. 
Lead-Free, GA Lead-Free, GA Lead-Free, GA 
Ya 20XM96 — Ve Ve 20XM62 20XM72 Ve" 20XN09 
V6" 20XM97 — V6" Ve" 20XM63 20XM73 V6" 20XN10 
¥8' Xx Ya" 20XM98 — V6" YA" 20XM64 — YA 20XN11 
Ye" xX Ye" — 20XN06 VA" Ve" 20XM65 — YA 46M5/2 
Ys" X V6" 20XM99 — YA" VA" 20XM66 20XM75 Ya" x Ye" 20XN20 Branch Tee (run 
Yo" x ¥ 20XN02 20XNO07 YA" Ye" 20XM67 — V6" 20XN12 X run x outlet) 
Yn" 20XNO1 — YA" Vy 20XM68 20XM74 Ye" 20XN13 Tube Compression Item 
ye" Ve _ 20XM76 Ya" x Yo" 20XN21 Size —_ Thread Size No. 
Ye" YA" 46M546 —_— Ye" 46M570 Lead-Free, GA 
Ye" Ye" 46M545 — Ae 20XM28 Ya" ie-24 x 6-24 20XM83 
Ye" Yn — 20XM77 Yn" 20XN14 YA" /6-24 20XM84 
Ya Ye" 46M544 — Yo" x ¥e 20XN22 Ve Vie-24 x Va-24 20XM85 
Vy ya" 20XM69 — %" 20XN15 Ve '/e-24 x Yo-24 20XM86 
Ye" Vy" — 20XM78 ya" 20XN16 Ya" 6-20 20XM87 
PB 20XN17 Ys" 'VYis-20 Xx 16-18 20XM88 
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Brass Fittings & PFA Compression Fittings 


Scan. Order. Done. 
Details on page A1. 





Compress-Align® Brass and Lead-Free Brass Fittings 


Bodies are interchangeable with standard compression fitting 


= Temp. range: -65° to 200°F 


These heavy-duty fittings align to seal even out-of-round tubing, so tubing does not require 
flaring, solder, or other preparation. Preassembled brass fittings have captive sleeves. 


% %& & 

















 & & 


bodies. For low- and medium-pressure tubing connections to 
copper, brass, aluminum, and thermoplastic tubing. Lead-free 


items are certified for use in potable water applications. 


Max. 
psi 


Tube 


Wall (in.) 





Tube 
Wall (in.) 











Pipe 90° Extruded 90° Forged 
Sie Male Elbow Male Elbow 90° Female Elbow | Female Connector | Male Connector an TRG eae 
Tube - Pipe Item Pkg. Item Pkg. Item Pkg. Item Pkg. Item Pkg. 1400 0.030 0.035 
Size Fitting No. Qty. No. Qty. No. Qty. No. Qty. No. Qty. 1900 0:03 0.035 
YQ" Vg" 6LG48 25 — — 1VDN3 10 6LH58 10 6LJ01 25 +000 0039 0.035 
ihe! Ye" 6LG49 25 6LGO01 10 — — 6LH59 25 6LJ02 50 : 
Ya" — — 6LG02 10 — — — — 6LJ03 25 
Yg" 6LG50 50 6LG03 50 6LG18 25 6LH61 25 6LJ04 100 
yj! V4" 6LG51 50 6LG04 50 6LG19 25 6LH62 10 6LJ05 100 
¥e" — — 6LG05 10 — — — — 6LJ06 10 
VY," — — — — — — — — 6LJ07 10 
Ye [ees 10 —[ aL 25 >is 0 ite 8 , 
4 = = j ° 
vA 6LG54 10 6LG09 0 — = = 610 55 ape 45° Male Elbow | Male Branch Tee | Male Run Tee 
5p V4" 6LG55 25 6LG10 25 6LG20 10 6LH66 10 6LJ11 100 Tube -Pipe Item Pkg. Item Pkg. Item Pkg. 
5" 6LG56 25 6LG11 25 6LG21 10 6LH67 10 6LJ12 25 Size Fitting No. Oty. No. Oty. No. Oty. 
A — — 6LG12 10 — — 6LH68 10 6LJ13 25 v,! Ye" — — 1VDN9 10 1VDN5 10 
Ya" — — 6LG13 10 _— — — — 6LJ14 10 Ye" — — — — 6LG24 10 
VY" 5" — — 6LG14 10 6LG22 10 — — 6LJ15 25 yj" Ye" 1VDP4 10 6LG31 10 6LG25 10 
Y;" — — 6LG15 10 5UNK4 5 6LH71 10 6LJ16 25 Yq" 1VDP6 10 6LG32 10 6LG26 10 
ya" 3/4" — — Jl 5 — — — — 6LH95 10 Yq" 1VDP8 10 6LG34 10 1VDN7 10 
li 5/4" — — — — — 6LH98 5 ¥e" — — 6LG35 10 
° 4 G @ Unequal Union Tee 
90° Union Elbow | Forged UnionTee | Tube Nut ae Union Reducer (run x run x outlet) Male Connector |Male Elbow, 90° 
Tube Item Pkg. Item Pkg. | Item Pkg. Item : Item Pkg. Item Pkg. Tube Pipe Size - Item Pkg.| Item Pkg. 
Size No. Qty. No. Qty. No. ty. No. tin Tube Size No. Oty. No. Qty. Size _ Pipe Fitting No. Qty. No. Qty. 
YQ 1VDL7 10 6LF77 10 |6LH14 100, 6LH24 25 Ya" x He" 6LH27 10 — —  Lead-Free 
Ae 1VDL8 10 _ — |6LH15 100} 6LH25 25 Ye" x Va" 6LH30 10 — — Yq Yq" 5KNF3 st — — 
Ya 6LF90 10 6LF78 25 |6LH16 100, 6LH26 50 8" x Ya" x Ya — — 5UNK6 10 ¥e" V4" 5KNF4 sf 5KNF2 = 1 
Ae 5UNK8 10 — — |6LH17 50 6LH28 50 Vo" x 36 6LH32 10 — — Je" ¥e" — — | 19H203 1 
6" 6LF92 10 6LF80 25 |6LH18 100, 6LH29 50 |" x Ya" x ¥%' — — 5UNK7 10 
Yj" 6LF93 10 6LF83 10 |6LH19 50 6LH31 25 %e" x Ye" 6LH21 10 — — 
5/4" 6LF86 5 5UNK9 6 — — | 6LH22 10 
it it it it 
Pargrip PFA Compression Fittings | | 
Reducing Elbow, 90° Straight Reducer Tee Connector 
= Temp. range: 0° to 266°F Tube Item Item Tube Item 
Virgin fluoropolymer materials provide highest purity and highest pts saks sais ae AGRE 
temperature capability of any thermoplastic material. Suitable for Yi" x Val 2CGE6 2CGE1 Ya 2CGD6 
high-purity lab and semiconductor applications, especially with eae gEGEY eee a are 
aggressive liquids and in highly corrosive environments. Can be vi 2 vA — OCGE4 
easily assembled without hand tools or the need to heat and flare 
tubing. FDA Approved materials. 
Straight Connector Cap Union Elbow 
Tube Item Item Item 
% , Size No. No. No. 
ra V4" 2CGD1 2CGF6 _ 
56" 2CGD2 2CGC6 
Yj" 2CGD3 2CGF8 2CGC7 
Female _ Male 5/4" 2CGC8 — 2CGC3 
Elbow, 90° Straight Adapter Straight Adapter 
Tube Pipe Size - Item Item Item 
Size Pipe Fitting No. No. No. _ 
Ve" Yq 2CFX1 2CFV6 2CFY5 | 
Vg 2CFX2 — 2CFY6 
yj" V4 2CFX3 2CFV8 2CFY7 ' it 
56" 2CFX4 2CFV9 2CFY8 
Yj" 2CFX5 2CFW1 2CFY9 
Ya" 2CFX6 2CFW2 2CFZ1 Ferrule Gripper Nut Nut Assembly 
x" Ze 2CFX7 2CFW3 2CFZ2 Tube Item Item Item Item 
Vy" 2CFX8 2CFW4 2CFZ3 Size No. No. No. No. 
Yq" 2CFX9 — 2CFZ4 Vg" 2CGH7 2CGH2 — 2CGG6 
Y," Ye" 2CFY1 — 2CFZ5 V4" 2CGH8 2CGH3 2CGG2 2CGG7 
Yj" 2CFY2 2CFW7 2CFZ6 ¥e" 2CGH9 2CGH4 2CGG3 2CGG8 
3/4" ya ees — 2CFY3 i 2CGJ1 2CGH5 — 2CGG9 
Ve Ye" 2CFV5 2CFY4 ya 2CGJ2 2CGH6 — — 
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GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


PLUMBING 
316 SS Instrumentation Tube Fittings 


CPI vs. A-Lok® 


CPI: Single-ferrule design creates a dynamic seal on tube and body, with close 
tolerance of nut and body dimensions for accurate tube alignment. 


A-Lok: Have a double-ferrule design that allows the front ferrule to create a 





316 Stainless Steel Instrumentation Tube Fittings 


= Temp. range: -425° to 1200°F 


Provide leaktight seals in gas or liquid service. Have a 4:1 safety factor with respect to working pressure 
capabilities of the tubing used. Compression design allows for easy assembly. Use with 304, 316, or 316L 
stainless steel tubing. For use in refineries, chemical processing, power generation, and instrument lines. 


Sy 
ah 





pressure seal on tube and body. 


Bing reassure Ratings Stainless Steel 


ale Female 
Straight Shape Straight Shape 
8 5 
4 15 & 

7 7 


8 
2 


Pipe 
Size (in. 


fi 
















A-LOK® cPI™ A-LOK® cPI™ A-LOK® cPI™ cPI™ 
Male Connector Male Connector Male Elbow, 90° Male Elbow, 90° Female Connector Female Connector Thermocouple Connector 
Tube Pipe Size - Item Item Item Item Item Item Item 
Size Pipe Fittin No. No. No. 0 0 No. 
f 4 
Ze 4 ES eee ee ee eee eee eee eee ee eee eee eee 4CXD 
8 | +: | a4 C: | 4 1: a | AY: = 
n 4 —TP2C9 | PZAS PED) PA RESP ACXD 
a 8 TP CPZDT CT PAA ee ee ACXD 
2 PC PZDZ | CPA ee ee ACXD4 
8 ee es ey 6: a i = 
A PADD PKK ee 
4 —TPZD6 | PKK YT 
R A — TPZDB | PAS PEA 
A KKK 
%" D —KKXT OW ee 
i 2 PKK 





ees 
A-LOK® 


A-LOK® 
Tube End Male Adapter} Tube End Male Adapter| Tube End ae Adapter Tube End Female Adapter | Female Branch Tee | Female Branch Tee | Male Branch Tee Male Branch Tee 


cPl™ 





cPI™ A-LOK® cPI™ A-LOK® cPI™ 


Tube Pipe Size - Item Item tem Item Item Item Item Item 
Size Pipe Fitting No. No. No. No. No. No. No. No. 
ube x Thread (Cont. 
u 8 | OUNDS | UNF ee NAB NT 5UNE7 
Ve 
A —_SUND4 | SUNGO UND eee ee NR — 
; 8 —_SUNDS UNG | UND2 Ne NS 5UNES 
a 4 — 4ACXLA CWS | XLS WTS | XT CWT | XPDZ2 5XN 
A eS 4h A OXNZ4 
¥e" 4 Sa a, a ee ee ee (en en (ee ee) ee ee eee eee KKWS 
s ACXL7 we —_ 4CXLs WU —_ ACXT9 ~~ 5XPD4—— | 5XNZ5 
Oe KK XPD — 
Yo" 2 —ACXNT ee AOXN2 AX XPD OXNZ7 
4 SS es (+) A = 
oy 2 a 40 ee = 
" 4 —AOXT ee OTT AUS XPD — 





A-LOK® cPI™ A-LOK® 
Female Elbow, 90° Female Elbow, 90° Male Run Tee 
Tube Pipe Size - tem Item Item 
Size Pipe Fitting No. No. No. 
ube x Thread (Cont.} 
% ; — SUNAB eee eee 
8 —SUNAS | NT 
Vy" A — _ = 
“4 8 ) ¢ 
D se SXPE6 |S OXPAT 
4 —___SXPE9 |S COXPCO |S XPED 
2 —SXPFD | XPO2 ee 
4 —XPF2 | XPOS | eee 
VY," 8 (id 
0 —_SXPF4 | XPOS XPES 
¥" 2 I) (id | 
4" 2 (i ee 





< a" 
™~e 
cPI™ 
Male Run Tee 


Item 
No. 


IN 
IN 





A-LOK® 
90° sate Elbow 
t 


YD 
y 


o1 01 
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90° Union Elbow 


Item 


No. 
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PLUMBING Scan. Order. Done. r 
316 SS Instrumentation Tube Fittings Details on page Al. ia 





S| coneriNUED] Find more information for comparing CPI” and A-Lok® Fittings on page 2857. 
316 Stainless Steel Instrumentation Tube Fittings — 


és @ @ > we & 


cPI™ A-LOK® cPI™ A-LOK® cPI™ A-LOK® A-LOK® cPI™ 








Union Union Tee Union Tee Tube Nut Tube Nut Tube End Reducer | Tube End Reducer Reducing Union Reducing Union 
Tube Item Item Item Item Item Item Item Item Item 
Size No. No. No. No. No. Tube Size No. No. No. No. 
ube x Tube (Cont.} ube x Tube (Cont.} 
@ |  SUNGS | SUNDO | CU — STUN 5UN 8X Ye | ACXUD ee = 
4) | IPZKS | PZFB PES |W WVK BX | AWTS = 
| IPZK4 | PZFQD | PZLA WVK aX Ve | ACXUF UNCS 4CW 
2) IPZKO | TPZGT PES | WVK " — ACXL6 ef ee = 
Y% |  ACWY6 | ACXPD | AXNS ACWX9 4X V6 XUS eee eee = 
a’ | ACWZ9 | KKZ1 ACXAT | ACP 4cW axys | ACXLO WU i — 
eK KZ2 | XR — aX Yo" | ACXV2 ee ee = 
BX | OC AWXS | — 
77 i a KKY 4CWU 
2X% | ACXVD eK KY 4cWx 
xY' | ACXVS = 
7” ree ee eee KKY & 4CWUS 
aXe eK KYB = 
Xx? ee AXE — 


va \' 
© 





>) 






































cPI™ A-LOK® cPI™ A-LOK® A-LOK® CPI™ 
Bulkhead Union Cap Cap Front Ferrule Plug Plug 
Item Item Item Item Item Item 
Tube Size No. No. No. No. No. No. 
ube x Tube (Cont.) 
8 UNA Ee UNA SUNOCO UNCE 5UNF4 
y" | PZF2 K6 —PZG2 | PG | 
@ | CCIPZFS K — P2GS PA PGP N 
2 | CPLA Ka Pp CP2GH PS PD N 
77”. a ee) a as ee ee a! HALE 
BE ——EEE——— — ACXND ee AON AXNG = 
a" ACXPS — ACXPS et AXP 4CXP7 4CXA 
5 _ ee, amet 
ls es & ‘ie a rd a 
oe * Wie @ 
xX . owe = * 
A-LOK® cPI™ A-LOK® A-LOK® A-LOK® 
Back Ferrule Ferrule Union Cross Male Connector Sanitary Flange 
Item Item Item Pipe Size - Item Item 
Tube Size No. No. No. Tube Size Pipe Fitting Hex Size No. Tube Size No. 
ube x Tube (Cont. ube x ube x Flange 
R UNA UNE ACXRS 8 16 ACXV4 Bx 4CXW3 
4 _—_1PZHT_ | TPZNS ACX Ya" 4 4 ACXV 
8 __1PZH2-— | TPZN4 ACX 2 16 ACX ut 
—_1PZH3— | PZND 4CX ; . 4CXV7 
a —_4ACXN6 | ACWYT = % ‘4 7g 4CXV8 
4 —_ ACXP5 | ACW = 2 a 16 ACXVS 
: — ACXRS = 
316 Stainless Steel Metric Instrumentation Tube Fittings (®) HAM-LET. 
= Temp. range: -425° to 1200°F ; 
LET-LOK® premium fittings are suitable for use wr, (ial iv EP : 
in high-pressure applications in heavy industrial : 
environments, such as petrochemical, fluid power, vi 90° unyah Elbow eulnnead Union = mn ate Tee pee Union 
. ube tem tem tem tem tem tem 


18866, and CE Certified. 








Front Ferrule | Back Ferrule Nut Plug Pipe Size) Female Connector | Female Elbow, 90° Pipe Size} Male Connector Male Elbow, 90° 
Tube Item Item Item Item Tube - Pipe Item Item Tube - Pipe Item Item 
Size No. No. No. No. Size _ Fittin No. No. Size _ Fittin No. No. 
- - X - x 
i) iJ h ‘ u ACML2 ~~ 4 
mm | aM | am yeas 
8mm 4 —__ACMRB 4CMT7 8 ACMA 
Zi DO — " —  ACML5 | 4 
10mm %" | ACMI — 6mm aC M6 4CN 
2 | ACMT2 = 2" == 
4" | ACMTS 4CMTS 4" | ACMLE 4CN 
12mm | SC ACMT4 = 8mm | SC ACMLO = 
As ~~ 4CMTI5  ~—s — " ACMNI | 4CMP4 
ii ~~ 4CMN2- 4CMP5 
10mm g | CC ACMNG = 
| ACMN4 4CMP6 
Zi ~  4CMN5 sis A4CMP7 
12mm | 4CMN6 | 4CMPé 
" VIN 4 ipa 
2858 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 





GRAINGER CHOICE’ _ _PLUMBING 
Find the yf. Find Solutions. Find Great Prices. Stainless Steel & Brass Instrumentation Tube Fittings 


LET-LOK® Compression Tube Fittings @)HAM-LET. i 





ADVANCED CONTROL TECHNOLOGY 


= Temp. range: -425° to 1200°F Feature LET-LOK fittings that both seal and grip the = 








= Pkg. qty.: 1, except tubing for a leak-tight assembly. Fittings are 316 stainless steel construction for — 
Nos. 31LC03 to 31LC07 corrosion resistance. Suitable for food processing, petrochemical, and pharma- OF Fam 
are 10 per pkg. ceutical applications. Meet ASME, ASTMA, MIL-F-18866, SAE, and CE Certified. =f ¢) oO 
Male 
Female Connector, Male Connector | Connector Elbow 
Tube Pipe Size-| Max. Item Max. Item Max. Item 
Size Pipe Fitting) Pressure No. Pressure No. Pressure No. 
—— ; to to 
Front and Back Ferrule Nut Straight Union Union Tee Union Elbow “ F700 — aiOD pS -— aioD BS ae 
i to to to 
Tube Max. Item Max. Item Max. Item Max. Item Max. Item ii % 10,300 psi 31LC29 10,300 psi dILC36 10,300 psi anette 
Size | Pressure No. Pressure No. Pressure No. Pressure No. Pressure No. “4 aa 4100 to 
ys | 249010 = g4rcgg | ,O90010  siicio} = — = = = = = di {10,300 psi S638) 
8550 t0 “ti0010. 4100 4100 4100 we 4100.0 311035 
‘ to to to to to — — 10,300 psi _ —_ 
7 10,950 Dsi 31LC05 10,300 psi 31LC09 19,300 Dsi 31LC14 10,300 psi 31LC22 19,300 psi 31LC25 7 p 335010 511 cop 
; to to to to to ~~ ~~ ™ | 6550 psi 
% 6550 psi 31LC07 6550 psi B1LC12) Erc9 psi 31LC16) Ecco psi 311623) Ercg psi 31LC27 7 3350 10 3350 10 EO 
ys | 265010 341693 | 26500 341698, 265010 341643 265010 341 G94) 265010 341694 ae __* _| 6550 psi 214680 6550 psi STLC4) E550 psi SILCM! 
6750 psi 6750 psi 6750 psi 6750 psi 6750 psi %s or 3350 to 3350 to 
yy | 410010 = s4icog | 242910 sated] 20910 srici5) = — — | 249010  s4ica6 . —_| 6550 psi SILC43) e550 psi SILCSS 
10,300 psi 5850 psi 5850 psi 5850 psi yp" 3350 to 31LC41 3350 to 31LC50 
cS jm | RU Seats 
fy @ n _ to to 
= -- P ‘ ™ u a to to 
P F Xe Femal je “— 2650 2650 10 ae 2650't0 —— 
ipe emale emale 1 , x to to to 
Size Run Tee | Branch Tee i 7 | 6750 psi SULE28) 6769 psi STLEST) G75 psi SILAS 
Tube - Pipe Max. Item Item ~ yp! __ | 2690 to 311033, — = 
Size Fitting Pressure No. No. Reducing Union Bulkhead Union : 6750 psi 
y; —/ 4100 to | S1LC97 31LC63 Tube Max. Item | Tube Max. Item 5/a" Yo" — | 299010 sy ¢q4q) = 
Ys" 10,300 psi} 31LC56 31LC62 Size Pressure No. | Size Pressure No. 3 _ 6050 psi 
yyr —L4 3350 to | 31LC58 31L064 Ya" x Ye" 4100 to 10,300 psi 31L018} 1%" 4100 to 10,300 psi 31 LC67 A — | 245010 gy ¢39) _ _ 
° %" 6550 psi | _31L059 31LC65 %" x Va" 3350 to 6550 psi 31L€20| %' 3350 to 6550 psi 31LC68 sy, 5850 psi 
yy: 4 2600 to | 31LC55 31L061 Yo'x ¥ 2690 to 6/50 psi 31LC17) %' 2650 to 6/50 psi_ 31LC66 Yq! — | 249010 si eq) _ 
Yo" 6750 psi | 31LC54 31LC60 Ya" x Yo" 2450 to 5850 psi 31LC19) — — — 5850 psi 


—Parker 
Brass Instrumentation Tube Fittings e, > €, &, 

















= Temp. range: -40° to 400°F ___ Pipe Pressure Ratings Brass (psi) A-LOK® A-LOK® CPI” A-LOK® A-LOK® cpr” 
Provide leaktight seals in gas Pipe Male Female Pipe| Male |CPI“Male| Female | Female Male | CPI™Male| Female | Female 
or liquid service Designed ain SIAN MUL Shape SIAIgnESHaDeGl| Tap Bo ae ee a ae ee tla ean ae 
; . ube - Pipe tem tem tem tem tem tem tem tem 
with 4:1 safety factor with é on au 1 ae | Size Fitting No. No. No. No. No. No. No. No. 
. 4 
respect to working pressure a 7000 4000 3500 2700 CA- a QQ- -B Ore 360, ASTM: -B16 Alloy 360, CA- 345, ASTM-B-453 Alloy 345 = = 
capabilities of the tubing used. | 29900 __3100 36002500 | ,/, nh TPN? TP2W 1PZR7 | 1PZY14CXW8 | 4CXE3 | 4CXX1 4CXE4 
. . f 8 — — — — — — 
Compression design allows easy assembly. For an explanation of the i") 4 PZNG 4PZW3 — = — = = = 
differences between CPI™ and A-Lok® fittings, see page 2857. For oe eae ea IPERS | APL Y2 1RVE— aE is at 
use in refineries, chemical processing, power generation, impulse iA" | 4PZP3 4PZW6 mae — = = a = 
lines. etc VA" 1PZP4 1PZW7 _— 4CXF5 — — — — 
, ; Yor x 1PZP5 1PZW8 — — — — — — 
Y," 1PZP6 1PZW9 1PZR9 1PZY3 4CXZ4 — — — 
5g" ¥3" 1PZP7 1PZX1 — 1PZY4 — — a — 
nA. 1PZP8 1PZX2 1PZT2 — — — — — 
Vy Yq" 4EUG2 4CXH3 4EUF9 4CXH4 4EUG5 _— — — 
il il SEUHY SURI SEUHo — — — — — 
Yor Yq" — — 4CXZ5 4CXG1 
A-LOK® A-LOK® 
A-LOK® Union CPI™ Union Bulkhead ‘Union Bulkhead Union A-LOK® Tube Nut) CPI" Tube Nut | CPI™ Ferrule Front Ferrule Back Ferrule A-LOK® Plug A-LOK® Cap 
Tube Item Item ah Item Item Item Item Item Item Item Item 
Size No. No. No. No No. No. No. No. No. No. 
CA-360, QQ-B 626 Alloy 360, ASTM-B16 Alloy 360, GA-345, ASTM-B-453 Alloy 345 
YA" 1PZT3 1PZY6 1PZT7/ 1PZZ1 1WVH8 1WVJ3 1RAA5 1PZV1 1PZV5 4CXX5 4CXX9 
¥3" 1PZT4 1PZY7 1PZT8 1PZZ2 1WVH9 1WVJ4 1RAA/ 1PZV2 1PZV6 4CXY7 4CXY9 
yy" 1PZT5 1PZY8 1PZT9 1PZZ3 1WVJ1 1WVJ5 1RAA9 1PZV3 1PZV7 4EUD6 4EUD7 
73" 1PZT6 1PZY9 1PZU1 1PZZ4 1WVJ2 1WVJ6 1RAC2 1PZV4 1PZV8 4EUE1 4EUE2 
y4" 4EUF8 4CXH5 — — 4EUF2 4CXG8 4CXG9 4EUF4 4EUF3 4EUF6 4EUF5 
ih 4EUJ1 4CXJ8 — — — 4CXJ2 4CXJ3 4EUH2 4EUH1 4EUH4 4EUH3 
CPI™ Flare Connector, 37° A-LOK® Tube End CPI™ Tube End A-LOK® CPI" 
a abe aut - neve ra Tube a Reducer Tube We Reducer dies Union dae Union 
ube Size ipe Fitting ex tem tem tem tem 
CA-360, QQ-B 626 Alloy 360, ASTM-B16 Alloy 360, CA-345, ASTM-B-453 Alloy 345 Tube Size No. No. No. No 
y Vi 7 i a qe EA-S60, QQ-B 626 any 300, ASTM-B16 Ao 360, CA-345, ASTM-B-453 Alloy 345 
4 Xx Ve YA a 4CXK4 " 4 4CXE5 — —- 
3" 8" es" 4 4" X Ye" = — — 4 
Ye" ¥8 Ye 4CXL2 Ya" x Yo" 4EUD5 4CXG2 — — 
Y," yy" 1Y6" 4CXK9 Ya" x Va" — — 4CXY2 4CXE7 
Yn" Y," 7 4CXL3 Ya" x Va" — — 4CXZ2 4CXF6 
Va" xX Ye" — — 4CXZ3 4CXF7 
Ya" x Vo" — — 4EUG1 — 
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PLUMBING Scan. Order. Done. 
Instrumentation Ball Valves Details on page A1. 








«eam ~—s Brass Instrumentation Tube Fittings —Darker 
A-LOK® A-LOK® A-LOK® Male CPI" Male A-LOK® Male 
Union Elbow (CPI™ Union Elbow Union Tee CPI™ Union Tee Union Cross |CPI™ Union Cross Elbow, 90° Elbow, 90° Branch Tee 
Item Item ra Item Item Item Tube Pipe Size - ae Item 7 
Tube Size No. No. No. No. No. Size __ Pipe Fitting No. 
CA-377, Q0-B 626 Alloy 377, ASTM-B-124 Alloy 377, soa C2122 CA-377, QQ-B 626 Alloy 377, “ASTM: B-124 Alloy 377, BS2872 cz 22 
vp 1PZU2 1P225 PZU6 1PZ29 4CXW7 4CXE2 Vj! a {PZP9 1PZX3 
¥ 1PZU3 1P226 1P2U7 1RAA1 ACXY3 4CXE8 5 1PZR1 1PZX4 ACXX7 
VA 1PZU4 1PZ27 1PZU8 TRAA2 — — 5 A 1PZR2 1PZX5 
¥ 1PZU5 1PZZ8 1PZU9 TRAA3 — — ‘ a 1PZR3 1PZX6 ACXY8 
Ya 4EUG4 ACXH2 4EUG7 4CXH6 — — yp" A — A4CXF4 — 
: A 1PZR4 1PZX7 4EUD8 
sf x" 1PZR5 — — 
: VA 1PZR6 1PZX9 — 
Ys Ys" 4EUG3 4CXH1 = 
il ik = 4CXJ4 — 
Stainless Steel and Brass Instrumentation Ball Valves —Darker 
= 6000 psi at 100°F Have excellent low-temperature performance and quick /%4-turn On/Off 
= Temp. range: -65° to 350°F (""B" Series); -54° to 400°F (Hi-Pro) control. Free-floating ball design extends seat life. Packing nut eases inline adjustment. 


Valves are panel-mountable, with fracture-resistant nylon handles. No. 4EUK3 meets 
ANSI/ASME B13.34 where applicable. 








_ ¢ - =a be a 
- Le ome ve » A 
Stainless Steel Stainless Steel Stainless Steel Brass Stainless Steel 
B-Series - A-LOK® B-Series - CPI™ B-Series - FNPT B-Series - FNPT Hi Pro - FNPT 
Item Item Item Item Item 
Tube Size No. No. No. No. No. 
V4 2KLA2 2KKZ8 2KLA5 2KLA8 — 
¥p" 2KLA3 2KKZ9 2KLA6 2KLA9 — 
Ya" 2KLA4 2KLA1 2KLA7 2KLC1 4EUK3 
Instrumentation Ball —Darker 
66 55 7 


% 
Yi 


= Factory preset to 1000 psig 
= Temp. range: -65° to 300°F 
Valves have a compact footprint and can be used for bidirec- 


J" 
ye 





Ws 
‘e 














: oe aa palit (ia aun a tional flow; handle indicates flow direction. PFA seats and a 
. “Pc. 3 “Way 7 : : : if 
No. 14RCH7 No. 1RAYG sec eae 1-pc. packing provide a leaktight seal. Can be panel-mounted. 
A-LOK® A-LOK® A-LOK® cPI™ cPI™ 
1-Piece, Angle 3-Way Inline, “% Turn Inline, % Turn 3-Way, “% Turn 
Tube Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Size Model No. Model No. Model No. Model No. Model No. 
316 Stainless Steel 
i" — 2A-MB2XPFA-SSP  1RCJ6 2A-MB2LPFA-SSP —_ 1RAY6 — — — — 
vi" | AR-MB4APFA-SSP RCH? 4A-MB4XPFA-SSP_—-1RCK1 4A-MB4LPFA-SSP _ 1RAY7 47-MB4LPFA-SSP  1WBL7 — — 
x — — 6A-MB6XPFA-SSP _1RCK5 6A-MB6LPFA-SSP _‘TRAY8 6Z-MB6LPFA-SSP  1WBL9 6Z-MB6XPFA-SSP  1WBK2 
VA — — 8A-MB8XPFA-SSP _ 1RCK9 8A-MB8LPFA-SSP _ TRAY9 — — — — 
A-LOK® A-LOK® cPI™ cPI™ cPI™ 
3-Way Inline 3-Way Angle Inline 
Tube Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
ize Model No. Model No. Model No. Model No. Model No. 
rass 
Ys" | 2A-MB2XPFA-BP —-1RAH7 2A-MB2LPFA-BP —«1RAF6 2Z-MB2XPFA-BP ——- 1RAK5 — — 2Z-MB2LPFA-BP 1RAJ4 
Ys" | 4A-MB4XPFA-BP —- TRAH9 4A-MB4LPFA-BP _—-TRAF8 47-MB4XPFA-BP __‘ 1RAK7 47-MB6APFA-BP _—«1RAK1 47-MB4LPFA-BP TRAJ6 
¥% | 6A-MB6XPFA-BP _—‘TRAJ2 6A-MB6LPFA-BP _‘1RAH1 6Z-MB6XPFA-BP __1RAK9 — _- 6Z-IMB6LPFA-BP TRAJ8 
Instrumentation @uameser Handle Type 
) i ocking 
Ball Valves ADVANCED CONTROL TECHNOLOGY Tube Pi Bod Bod we fe 
ube Fipe oay ody em em 
nee ae = =} = 1-pc., standard port 300 cu Connec. Type Material! No. No. 
: = ps 
= 300 PSI CWP, FKM SEALS Yi ngle ——MNPT xHINPT Brass 320X3 | — 
- Ane ° — % Inline X ik 
ef a = Temp. range: -40° to 400°F | | =~ Inline MINPTx MPT Brass | 32VX2) — 
Designed for normally closed and quick On/Off service. Moving te = pine poms. x come. ae Be ohh _— 
" handle 90° upward locks in open position. Moving handle 90° Inline ——Comp-x Comp 316 88 37ve 
re downward shuts off by spring return. ys" —— Inline Comp. x Comp. Brass | 3ZVU8 | — 
a | 2000 psi CWP 
2000 PSI CWP, PTFE SEALS Yq" _Inline MNPT x Comp. 31655 | — | 3ZVR3 
T --40° to 400°F — _%' Inline MNPT x Comp. 31650 | — | 3ZVR4 
a bis = ties — I np 
i i — %' Inline x Comp. — 
N Feature an explosionproof stem. Locking handle models can be © 7° Inline Fomp x Comb. eee TT APT 
s locked in both On and Off positions. Tight shutoff and low operating ~%" —~ Inline Comp. x Comp. 316SS | — | 3ZVP8 
~ torque Yo" _— __Inline Comp. x Comp. 31655 | — _ | 3ZVP9 
; Yq _— __Inline Comp. x Comp. 31650 | — _ | 3ZVRI 
~ 6000 PSI CWP, PCTFE (KEL-F) SEALS sno a ewe t¢$ vom xGomp._s16.89_|_—__32WR2 
sacking Ke = Temp. range: -20° to 280°F Ye" _— _ 3-Way Comp. xComp.x Comp. 316SS | 3ZVT6|  — 
Ya" _— _ _3-Way Comp. x Comp. x Comp. 3168S | 3ZVI7 | — 
Lever On/Off, straight-port valves have a 2-way pattern. 3-way valves can ~—7%*———‘hline Comp. x Comp. 3216S | 32V13) 
No. 32VP7 be used for diverter service. Tight shutoff and low operating torque. _% %" Inline Comp. x Comp. 316. SS | 32VT4 | — 
2860 omc Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” . _ PLUMBING 
Find the yf. Find Solutions. Find Great Prices. Instrumentation Valves & Mini Ball Valves 








-6000psiat11sF | Instrumentation Plug Valves “Sl 


—Darker ) a . ie oe PS! | Max. pressure: 3000 psig CWP rating is reduced to 150 psig when 
= ain = Temp. range: -10° to 450°F —_—_flow is opposite to the indicated direc- 





Designed for unidirectional | , . 

7 Y4-turn operation, compact, and tion. Fluorocarbon seats and seals. i 
Instrumentation eer ler ean blowout-resistant seat allows Compression connections. Meet ASTM ss o 
Check Valves, Sau sta acai forward flow throttling. Handle A479 Type 316, except Brass meets RLoKe 
coy ; indicates flow direction. Pressure ASTM B 16 Alloy C36000. No. 1RBB7 

C” Series back-stopped poppet 
duces sprina stress 316 Stainless Steel Brass 
Flow gpm @ re pring A-LOK® CPI® A-LOK® CPI® 
60°F w/1000 Item Valves offer heat code steel ; peel tom em _ _ 
ize psig Inlet Press. L No. ili : ube Size v eng 0. 0. 0. 0. 
Ss oyerokcpg _ taceability for mate Ved —«AB 1RBB7 iRBCH iRBCA iRBC7 
a 71 3° 2KLD3 rial certification. FNPT e 3.19 2.66" TRBB8 1RBC2 1RBC5 1RBC8 
A 12 3% 6" 2KLD4 connections. A 3.19 2.88" 1RBB9 1RBC3 = 1RBC9 


Instrumentation Needle Valves 
STAINLESS STEEL, GLOBE-STYLE 316 STAINLESS STEEL, HIGH-PURITY 
= Max. pressure: 6000 psi = Max. pressure: 6000 psig CWP 


A self-centering nonrotating spindle tip Stem packing below power thread 
provides bubble-tight shutoff; back- (PBT) prevents stem thread contamina- 





stop spindle prevents blowout and tion and potential lubricant washout. 
minimizes atmospheric contamination. 2-pc., nonrotating stem prevents 
PTFE gland packing. stem-to-seat galling. PTFE seals. Meets 
> GENERAL-PURPOSE ASTM A 182 Type F316. 
Packing above the stem thread (PAT) poo ereee 
provides bubble-tight shutoff. Cold- aoe F 7 a i ane ; Brass | 
: in- ube Pipe ax. ax. emp. tem emp. tem emp. tem 
formed body threads. Strain hardened Size Size Connection Stem Type Flow Height L Rating No. Rating No. Rating No. 
stem threads. PTFE seals. Tested in Stainless Steel, Globe-Style 
rdance with ISA S75.02. yj FNPT Stainless Steel 0.35gpm 31% 2%" |-65° to 450°F|4EUJ9 — — — — 
accordance Snot” 5 ae FNPT Stainless Steel O.35gpm 3% 2% |-65° to 450°F 4EUK1 = _ — _— 
i = j enerai-Furpose 
316 Stainless Steel—Packing Ys — _ A-LOK®/Compression Blunt 0.12 gpm Ya" 2¥e | —}-65° to 450°F| 1RAZ1 = = 
above the stem thread (PAT) provides =~" — ATOR Compression Blunt 0.43 gpm Sve" 27s! — oe HSRC LSA OOM 
- __ i bi," To" == a= . ° oO - fo) ° 
bubble-tight shutoff. Cold-formed = 5" —proKeicompression Blunt 0.73pm 37s 2076u"|— =| 8510. 480°F ARAL — 65° to 400°F TRBBI 
body threads. Strain-hardened stem = i : oKo Blunt 128 gpm aa ae — —_|-65° to 450°F | 2KLC8 SEAT HEE 
2 — A ompression unt 23 gpm 4%6 16. = — = — -69° to 400° 4 
threads. PTFE seals. : Ys" — _A-LOK®/Compression Blunt Needle PCTFE 0.45 gpm 36° 2%6' — —_ |-65° to 450°F| 1RAZ6 — _— 
= Max. pressure: 5000 psig CWP ¥e' Ys A-LOK®/Compression Blunt Needle PCTFE 0.80 gpm 3°%4" 23/4" = —_|-65° to 450°F | 1RAZ9 = — 
Yo" _— _A-LOK®/Compression Blunt Needle PCTFE 1.29gpm 4%6' 3%c' _ — _ |-65° to 350°F | 1RBA3 _ — 
rake aed icant z FAPT Needle 1.08 eon" 2% =| = -68" to 480F/2KLGO—| 
: + ee 3 eedle .05 gpm 64. 64. — —_|-60° to 450° = — 
thread (PAT) provides bubble-tight A FNPT PCTFE 0.80 gpm 33%" 174" | — —~ 65° to 350°F 2KLC4 |-65° to 350°F 2KLC7 
shutoff. Cold-formed body threads. y Ai ; OK Baio ' 2 gpm ws _ — — “65 to 50°F 2KLDi —— 
be 4 — A- ompression egulating A3 gpm 3/6 16. = —_|-60' to 450° -69° to 400° 
Strain-hardened stem threads. PTFE %° — A-LOK®/Compression Regulating 0.55 gpm 32%" 23740", —~'-65° to 350°F 1RAZ8 = = 
seals. a6 Sai A Whee Regulating 1.05gpm 4%6 3%6 — — | -60° to 450°F | 1RBA2 — _ 
: : 16 Stainless Steel, High-Purit 
= Max. pressure: 3000 psig CWP x — ALOKe/Compression Blunt Needle PCTFE 0.51 gpm 32Va0" 21%") — |-65° to 350°F 1RBWS — = 








No. 38EF84 
(Valve Only) 


c = at c * 
Nickel-Plated Brass Mini Ball Valves and Kits ities 
= Temp. range: -20° to 370°F, except kits are -40° to 350°F 


Ideal for use in tight spaces and can be used with air, gas, and liquids. Valve structure is 1-pc. and full port, except 
Y2" are standard port. 450 psi CWP valves have polycarbonate wedge handles and can be panel mounted. 600 

psi CWP valves have zinc, wedge handles. Kits Nos. 1PZA7 to 1PZB5 include wedge, lever, and T-style handles. 
Nos. 38EF92 to 38EF99 are lead free and certified for use with potable water and meet MSS SP-110. 


FNPT x FNPT FNPT x MNPT 
FNPTXFNPT | (Valve Only) | FNPTXFNPT | FNPTxXMNPT| (Valve Only) | FNPT x MNPT| FNPT x FNPT | FNPT x MNPT 
(Valve Only) | 450 psiCWP | (Valve Only) | (Valve Only) | 450 psiCWP | (Valve Only) | (Valve Kit) (Valve Kit) 
450 psi CWP | Lead-Free Brass | 600 psiCWP | 450 psi CWP | Lead-Free Brass | 600 psi CWP | 450 psiCWP | 450 psi CWP 





Pipe Item Item Item Item Item Item Item Item 
Size No. No. No. No. No. No. No. No. 
Ve 38EF84 38EF92 _ 38EF88 38EF96 38EG05 1PZA7 1PZB2 
Yq 38EF85 38EF93 38EG02 38EF89 38EF9/ 38EG06 1PZA8 1PZB3 No. 1PZA7 
Ye" 38EF86 38EF94 38EG03 38EF90 38EF98 38EG07 1PZA9 1PZB4 (Valve Kit) 
A 38EF8/ 38EF95 _ 38EF91 38EF99 38EG08 1PZB1 1PZB5 
ty =. No. 
GRAINGER \ 21VL78 
APPROVED 


Feature PTFE seats and packing, a blowoutproof stem, and a steel lever handle. 


Brass Mini Ball Valves For use with water oil, and gas. 


Lever Lever Lever Round Round Round Round 
FNPT x FNPT |FNPT x MNPT| Comp. x Comp. |FNPT x FNPT| MNPT x MNPT | Comp. x Comp. FNPT x MNPT 

Pipe Valve Max. Item Item Item Item Item Item Item 
Size Structure Port Pressure Temp. Range No. No. No. No. No. No. No. 
Vp" 1-Pc. Full 500 psiCWP  -35° to 300°F 21VL80 21VL78 _ _ — —_ — 
2-Pc. Full 1000 psiCWP -40°to300°F | 1WML2 1WML3 1WML4 1WMN2 1WMN1 — — 
Vp! i14P6. Std. 500 psiCWP -35°to 300°F | 21VL81 21VL79 _— _ _ _— _ 

2-Pc. Full 1000 psiCWP -40°to300°F 1WML6 1WML7 1WML8 1WMN6 1WMN5 1WMN8 1WMN7 
Ye ——so2- Pc. Full 1000 psiCWP -40° to 300°F _ _ 1WML9 _ _ 1WMN9 _ 
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PLUMBING 
Brass Ball Valves 


Scan. Order. Done. 
Details on page A1. 





With Insulating 









Tee Handle 
Tube Body Item 
Size Material No. 
Press x Press 
Brass Stem 
No. 34" Lead-Free Bronze| 36N597 
36N597 With Lever 
Handle 
Tube Body Item 
Size Material No. 
Press x Press 
Lead-Free Brass Stem 
Yo __Lead-Free Brass 36N581 
Ys" Lead-Free Brass 36N582 
1" Lead-Free Brass 36N583 
1%" _Lead-Free Brass 36N584 
yee oe 
: ead-Free Brass 
Lead- Free XPRESS® Forged Brass and Bronze Ball Valves 3’__Lead-Free Brass |" 36Ns88 
= Max. pressure: 250 psi 2-pc., full-port valves have press connections compatible with Rigid® press tools, and S16 Stainless Stee! Stem __. can 
= Temp. range: 0° to 250°F install in seconds. PTFE seats, plated brass ball, and Leak-Before-Press® feature. y" Lead-Free Brass |__ 36N591 
2' __Lead-Free Brass 36N595 


Zero Lead Bronze “= 




















fire) | Bronze and Brass viega 
Viega ProPress® soxwae ___ | Viega ProPress® =, v. 
Ball Valves I Ball Valves S3KF34 


= Max. pressure: 250 psi 
= Temp. range: 0° to 250°F 


= Max. pressure: 200 psi CWP 
= Temp. range: 0° to 250°F 
















2-pc., full-port valves have FNPT | Press Install these 3-pc., full-port valves in 
o . , XPress x Press ; 
silicon-bronze alloy body with Stem Item | Item seconds with flameless press tech- 
j j j ® Tube Size Material No. No. imi FNPT x Press | Press x Press 
innovative Viega smart Connect Te aa eee ase OUR WISE OX WA6 nology that allows you to eliminate He ad 
feature that allows installers A X es a 6 Stainless Steel —s 20xWs2 the need to sweat connections. The Tube Size aap a\Say 
j j - 4 Xx 4 ead Free Brass j ® 2 xX Yo" 
to identify unpressed eG Ys" x Ys" 316 Stainless Steel | — | 20XW53 Viega smart Connect feature lets yee Ya x Ys! 33KF41 33KF35 
tions during pressure testing. xT" Lead Free Brass S0XW60 20xW48 identify unpressed connections during / ryX r 33KF42 S3KF36 
in- "x1" 316 Stainless Steel | — | 20XW54 TV x TV — 7 
Blowoutproof stem and 316 stain RT ee ——\soxwag | Pressure testing. Blowoutproof stem EE = SaKFag 
less steel ball. TV" 1V:" 316 Stainless Steel | — | 20XW55 | and chrome-plated ball. AED = 33KF39 
Zero Lead Bronze Viega ProPress® 
Item 
Check Valves Size _No. 

; a oe He x Ye" 5ULX8 
= Max. pressure: 200 psi Viega Smart Connect® feature identifies unpressed connec- Wry Hh 5ULX9 
= Cracking pressure: 0.5 psi __ tions. Zero-lead bronze body and POM bubble-tight check ie x La ory 
= Temp. range: 0° to 180°F valve insert. EPDM sealing element. P x P connection. ary! 5ULY3 





WKpspycrancer Ploy 


APPROVED 
Brass Ball Valves 


2-pc. valves have PTFE seats and packing, steel 
lever handle, and brass ball and stem. For use in 
flow control applications with water, oil, and gas. 


‘by CONBRACO Industries 


MILWAUKEE VALVE 







No. 
20K890 





Body FNPT x FNPT MILWAUKEE VALVE MILWAUKEE VALVE 
Pipe Seal Ball Max. Item FNPT x FNPT, Sweat x Sweat, 
Size Material Materialt Pressure Temp. Range No. APOLLO Locking Lever, APOLLO Locking Lever, 
GA Max. FNPT x FNPT PTFE Body Seal Sweat x Sweat PTFE Body Seal 
Pare CPB. 600psiCWP 0° to350°F | 20K872 Pipe Ball Pressure Item Item Item Item 
PTFE CPB 600 psiCWP 0°to350°F | 20K880 Size Materialt psiCWP Temp. Range No. No. No. No. 
Ya" PIKE CPB. 600 psiCWP 0°to350°F | 20K909 Zs 600 0° to 400°F 1CKC8 3RCE6 —_ —_ 
PTFE CPB. 600 psiW0OG -40° to 360°F | 6GD11 ¥e" 600 0° to 400°F 1CKC9 3RCE8 — _ 
PTFE Brass 900 psiCWP O°to400°F | 32H969 es 600 0° to 400°F 1CKD1 3RCE7 1CKE1 3RCF7 
PTFE CPB. 600psiCWP -20°to 300°F | 6GD13 Yq" 600 0° to 400°F 1CKD2 3RCE9 1CKE2 3RCF8 
PIFE CPB. 600psiCWP 0° to 350°F | 20K873 il 600 0° to 400°F 1CKD3 3RCF1 1CKE3 3RCF9 
¥s" PTFE CPB 600 psiCWP 0° to 350°F | 20K881 14% 600 0° to 400°F 1CKD4 3RCF2 1CKE4 3RCG1 
PPrE CPB 600 psiCWP 0° to 350°F | 20K910 1%" CPB 600 0° to 400°F 1CKD5 3RCF3 1CKE5 3RCG2 
PTFE Brass 900 psiCWP O°to400°F | 32H971 2. 600 0° to 400°F 1CKD6 3RCF4 1CKE6 3RCG3 
PTFE CPB. 600 psiCWP -20°to 300°F | 6GD14 2" 400 0° to 400°F 1CKD7 _ 1CKE7 _— 
PIFE CPB 600psiCWP 0° to 350°F | 20K874 2Y2" 600 0° to 400°F — 3RCF5 = 3RCG4 
VY _PIFE CPB. 600 psiCWP 0°to350°F | 20K882 eh 400 0° to 400°F 1CKD8 —_ 1CKE8 _ 
PTFE CPB 600 psiCWP 0° to 350°F | 20K911 oh 600 0° to 400°F _ 3RCF6 — 3RCG5 
PIFE Brass 900 psiCWP O°to400°F | 32H970 4’ 400 0° to 400°F 1CKD9 _— 1CKE9 _ 
PTFE CPB. 600psiCWP -20°to 300°F | 6GD15 FNPT x FNPT, FNPT x FNPT, 
5p" PIFE Brass 600 psiCWP O°to400°F | 32H972 Body Max. Vented FNPT x MNPT Panel Mount Sweat x Sweat 
PTFE CPB 600psiCWP 0° to 350°F | 20K875 Pipe Seal Ball Pressure Item Item Item Item 
PTFE CPB 600psiCWP O0°to350°F | 20K883 Size Material Materialt psiCWP Temp. Range No. Temp. Range No. Temp. Range No. Temp. Range No. 
PTFE CPB 600 psiCWP -20°to 300°F | 6GD16 GA 
PTFE Brass 600 psiCWP O°to400°F | 32H973 PIrE CPB 300 | 0° to 350°F 20K893 * = = _ 
Tl” _PIFE CPB. 600 psiCWP 0°to350°F | 20K876 Ya" PTFE CPB 600 | 0° to 350°F 20K890 | 0° to 350°F 20K898 0° to 1 350°F 20K904 — _ 
PTFE CPB 600 psiCWP 0° to 350°F | 20K884 PTFE CPB 900 = — -40° to 400°F 6GD21 = = _— 
PTFE CPB 600 psiCWP 0°to 350°F | 20K912 PTFE CPB 300 | 0° to 350°F 20K894 * = — _ — —_ 
PTFE 3048S 600 psi CWP -20° to 300°F GD17 Ye" PFE CPB 600 | 0° to 350°F 20K891 | 0° to 350°F 20K899 — _ = _ 
PTFE Brass 600 psiCWP O0°to400°F | 32H974 PIE CPB 900 — _ -40° to 400°F 6GD22 — _— — _— 
1A" _PIFE CPB. 600 psiCWP 0° to 350°F | 20K877 Pire CPB 300 | 0° to 350°F 20K895 * — = _ 
PTFE CPB. 600 psiCWP_ 0° to 350°F | 20K885 Yo" _ PTFE CPB 600 | O° to 350°F 20K892 | 0° to 350°F 20K901 0° to 3: 1 350°F 20K906 — 
PTFE CPB. 600 psiCWP_ 0° to 350°F | 20K913 PFE CPB 900 = _ -40° to 400°F 6GD23 —__|-40° to 400°F 6GD26 


* = locking lever handle. 


t CPB = chrome-plated brass. 
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GRAINGER CHOICE® PLUMBING 
Find the yf. Find Solutions. Find Great Prices. Brass Ball Valves 
* GRAINGER WeRINUy 
Brass Ball Valves APPROVED P MILWAUKEE VALVE 
Body FNPT x FNPT FNPT x FNPT, FNPT x FNPT, 
Pipe Seal Ball Max. Item Body Max. Vented FNPT x MNPT Panel Mount Sweat x Sweat 
Size Material Materialt Pressure Temp. Range No. Pipe Seal Ball Pressure Item Item Item Item 
GA (Cont.) Size Material Materialt psiCWP Temp. Range No. Temp. Range No. Temp. Range No. Temp. Range No. 
PTFE 304SS 600 psiCWP -20°to 300°F | 6GD18 GA (Cont.) 
PIFE CPB. 600 psiCWP 0°to350°F | 20K878 PFE CPB 300 | 0° to 350°F 20K896 * 
1% _ PFE CPB 600 psiCWP 0°to350°F | 20K886 * ¥" PTFE CPB 600 — —_ 0° to 1 350°F 20K902 0° to 1 350°F 20K907 0° to 3  356°F 66027 
PUFE CPB. 600 psiCWP 0°to350°F | 20K914 Pure CPB 900 = _— -40° to 400°F 6GD24 — 
PIFE Brass 600 psiWOG O°to400°F § 32H975 ~ Pre CPB 300 | 0° to 350°F 20K897 * 
PTFE CPB 600 psiCWP 0°to350°F | 20K879 1: FIFE CPB 600 _ 0° to 1 350°F 20K903 0° to 7 350°F 20K908 -20° to ‘0 300°F 6GD28 
PTFE CPB 600psiCWP 0°to 350°F | 20K887 * PTFE CPB 900 — _ -40° to. 400°F 66025 = 
2° — PIFE CPB 600 psiCWP 0°to 350°F | 20K915 1%" PTFE CPB 900 — _ — — _|-40° to ‘0. 400°F 1PYP6 
PTFE Brass 600 psiWOG O°to 400°F | 32H976 * hi CPB 900 = _ = _— — — _|-40° to 350°F 1PYP7 
PTFE 3048S 900 psiCWP -20°to 300°F |  6GD19 2" — CPB 600 — _ — _ — — _|-40° to 350°F 1PYP8 
- ali: Rie a psi mle a to ei eoneue ae ae 600 — _— = _ — — _|-40° to 350°F 1PYP9 
9" rass psi ° to 400° 7 : _ orge _ _ _ _ _ Lane ° 
PTFE CPB 900 psi CWP -40° to 400°F | 6GD20 e Brass 190 i RL 
PTFE 304SS 600 psiCWP -20°to 300°F | 6GD12 
3S PRE CPB. 600 psiCWP 0°to350°F | 20K917 
PTFE Brass 600 psiWOG O°to400°F | 32H978 ~ 
4" _ PTFE CPB 600 psiCWP -40° to 350°F | 1PYT2 
* = locking lever handle. f CPB = chrome-plated brass. 
* GRAINGER Wwe 
Lead-Free Brass Ball Valves APPROVED — witwaukee VALVE 
FNPT x FNPT Sweat x Sweat 







= Max. pressure: 600 psi CWP, except Pipe Ball fail aoa 
Size Material* | Temp. Range No. | Temp. Range No. 


400 psi CWP (2%" to 4") 
2-pc., full-port valves with PTFE seats and packing GA, PTFE Body Seal 


No. 32J012 









0°F to 365°F 32H994 — — 
and brass stem. Milwaukee Valve items have combina- D 304 ss OF to 65°F 321095 — — 
; ; 2" -20° to 300° — — 
ton stem extensions and memory stops available on vj," 304 6& | 00° to 300°F 32H997 — — 
Grainger.com®. All valves are certified for use in potable — 71" 3045 | -20° to 300°F 32H998 — 
water applications Tv" 3045S | -20° to 300°F 32H999| -20° to 300°F 32J012 
. Paice ar sore DM OF sera 
FNPT x FNPT t t -20" to 300" ~F to 363°” 4 
Pipe Ball aa ae teal em Milwaukee Valve, PTFE Body Seal ad 
Size Material*| Temp. Range No. | Temp. Range No. AUB Up to 180°F__SEMR6 = = —, 
Apollo, EPDM Body Seal 7p CPB Up to 180°F SEMR7 = = | 
yy ~—SCPB = — | 32° to 250°F 20RE29 2 CPB Upto 180°F SEMR8) Upto180°F SEMT4 No. SEMRG 
vA CPB = _— 39° to 250°F 20RE30 Yq" CPB Upto 180°F SEMR9| Upto180°F SEMT5 . 
T CPB —= 39° to 250°F 20RE31 i: CPB Upto 180°F 5SEMTO, Upto 180°F 5SEMT6 
Apollo, PTFE Body Seal 1%" _ CPB Upto 180°F SEMTI1| Upto180°F 5SEMT7 
ye CPB -20° to 450°F 20RE06 — = 1," CPB Upto 180°F SEMT2) Upto 180°F 5EMT8 
vl CPB 90° to 450°F 20REO7 —_ = 2" CPB Upto 180°F 5EMT3} Upto180°F 5SEMT9 
%_ CPB__| -20°to 450°F 20RE08) 50° to 200°F 20RE17 FNPT x 
Ys CPB__| -20° to 450°F_20RE09) 50° to 200°F 20RE18 MNPT 
{CPB | -20° to 450°F_20RE10) 50° to 200°F 20RE19 Pipe Ball Item J No. 324015 
1%" 3168S | -20° to 366°F 20RE11 -20° to 366°F 20RE20 Size Material* Temp. Range | No. 
TH" 316 SS | -20°to 366°F 20RE12| -20° to 366°F 20RE21 GA, PTFE Body Seal 
2" 316SS | -20°to 366°F 20RE13, -20° to 366°F 20RE22 VA 32J015 
2%" 316SS | -20°to 366°F 20RE14) -20° to 366°F 20RE23 Je an4gg 20° to 300°F (32/016 
3" 3165S | -20°to 366°F 20RE15| -20° to 360°F 20RE24 T 32J017 
4" 316 SS _| -20°to 366°F 20RE16 — — ps O°F to 365°F (32J020 
* SS = stainless steel. CPB = chrome-plated brass. 
Pipe Max. Item * GRAINGER 
c Size Connec. Type Temp. Range Pressure No. APPROVED 
ever 
FNPT x FNPT -20° to 300°F 600 psi CWP 1PYT6 
ye ENPT x FNPT x FNPT 200° to 350°F 400 psi CWP 20RH40 Chrome-Plated 
: FNP MINPT -40° to 400°F 900 psi CWP 1PYX1 Br B ll Vv 
AE Female 0° to 350°F 600 psi CWP 20RH35 
" ale i -20° to 300°F za psi _ 1PYT7 aSs ba alVesS 
»  FNPTXFNPTxFNPT -200° to 350°F 00 psi CWP 20RH41 : 
¥ FNPT x MNPT -40° to 400°F 900 psi CWP 1PYX2 = Max. steam pressure: 1 50 psi SWP 
SAE Female 0° to 350°F 600 psi ay 20RH36 =» Vacuum service to 27" Hg 
FNPT x FNPT -40° to 400°F 900 psi CWP 1PYT8 : - 
ye ENPTXFNPTx FNPT -200° to 350°F 400 psi CWP 20RH42 2-pc. full-port valves with a vinyl grip No. 
FNPT x MNPT -40° to 400°F 900 psi CWP 1PYX3 and blowoutproof stem. PTFE seats. 20RH16 
SAE Female 0° to 350°F 600 psi CWP 20RH37 
FNPT x FNPT -40° to 400°F 900 psi CWP 1PYT9 Pipe Max. Item 
3p" FNPT x FNPT xX FNPT = -200° to 350°F 400 psi CWP 20RH43 Size Connec. Type Temp. Range Pressure No. 
FNPT x MNPT -40° to 400°F 900 psi CWP 1PYX4 Locking Lever 
SAE Female 0° to 350°F 600 psi CWP 20RH38 Vj! FNPT x FNPT -20° to 300°F 600 psi CWP 1PYU8 
FNPT x FNPT -20° to 300°F 600 psi CWP 1PYU1 FNPT x MNPT 0° to 350°F 600 psi CWP 20RH16 
jy  ENPTXFNPT x FNPT -200° to 350°F 400 psi CWP 20RH44 5 FNPT x FNPT -20° to 300°F 900 psi CWP 1PYU9 
FNPT x MNPT -40° to 400°F 900 psi CWP 1PYX5 : FNPT x MNPT 0° to 350°F 600 psi CWP 20RH17 
SAE Female 0° to 350°F 600 psi CWP 20RH39 yp" FNPT x FNPT -20° to 300°F 600 psi CWP 1PYV1 
iA FNPT x FNPT -20° to 300°F 900 psi CWP 1PYU2 FNPT x MNPT 0° to 350°F 600 psi CWP 20RH18 
i FNPT x FNPT -20° to 300°F 600 psi CWP 1PYU3 Ys FNPT x FNPT -20° to 300°F 600 psi CWP 1PYV2 
a FNPT x FNPT -20° to 300°F 900 psi CWP 1PYU4 il FNPT x FNPT -20° to 300°F 600 psi CWP 1PYV3 
Auto Safety Exhaust WX pany GRAINGER 
APPROVED Pipe Item 
Brass Ball Valves size No. 
Y; _ 6GD06 
= Max. pressure: 300 psi CWP He 6GD07 
= Temp. range: -40° to 350°F o — bene 
2-pc., full-port valves also have a %e6" Safety exhaust port, PTFE seats, and FNPT iy aco 
. . . ngs 4 
connections. Relieve downstream pressure when in closed position. Exhaust port +i" 4 PY7Z4 
complies with OSHA requirements 1910.147. 2" 1PYZ5 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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PLUMBING Scan. Order. Done. 





Brass & Bronze Ball Valves Details on page A1. 
* GRAINGER = No. SS 
APPROVED er 32J027 


MILWAUKEE VALVE 


Brass Ball Valves 
Brass_ |Nickel-Plated Brass with Memory Stop 


Brass Ball 
Valves, Full Port 









FNPT 






= Max. pressure: 400 psi CWP Pipe| Item Item sere wal 
= Max. steam pressure: 150 psi SWP Se Os No. Handle Pipe ‘Hem | item: 
= Temp. range: 0° to 356°F Ar | 324028 = = Max. pressure: 600 psi CWP Sie) Wo 
2-pc. with PTFE seals, brass ball, FNPT connec- -3-+-399030 = « Max. steam pressure: 150 psi SWP OBA ORGIE 
tions, and blowoutproof brass stem. 1 | 32J031 32J042 = Temp. range: 0° to 350°F VA IBAT) 3RCI7 
Memory stop can be set to any preset opening point. 2-pc., 7 bee shee 
BONnOMI full port. PTFE seats. Ideal for balancing HVAC systems in +7°+4JgBq—-3RCK4 
i iar ca aaa No. commercial and residential plumbing applications. 2" | 1JBB2 | 3RCK2 
A6CE30 A i eR i A a cere 


3-Way Brass 


Ball Valves—4-Pc. 3-Way Brass *peyycraincer 


Ball Valves rears 









= Max. pressure: 400 psi CWP No. 
= Max. steam pressure: 100 psi SWP =» Max. pressure: 600 psi CWP ae 
= Temp. range: -4° to 366°F =» Max. steam pressure: 100 psi SWP 
Feature 4-ball seats so that any port can be the pres- Standard | Standard | = Temp. range: -4° to 350° 
surized inlet. PTFE seats with O-ring backing for low Pipe ri Hear = FNPT connections 
operating torque. Brass body, ball, FNPT connections, Se ae aygeuege~ | 3-Way diversion valves with L flow pattern are ee em 
and brass blowoutproof stem. For a specific flow 95" -AGCE31 | 46cE39~ | ideal for tank selection and help simplify fluid vA APY 
pattern, remove the handle and reorient the valve stem ua sete pa transfers. The middle port is common and can % iPyz9 
to the desired flow path, then reattach the handle. L Port ~7\-ggce34-|-ascea2~ | divert to the left or right port. 2-pc., standard-port with PTFE seats, 37" -4PzA2 
models have a 90° flow pattern with off position. T Port 1 AOGES | A6CE4S | FNPT connections, brass body, chrome-plated brass ball and stem, 1, 1PZ3 
models have a 90° and 180° flow path. >'--AGCE3746CE45~ | anda steel lever handle with vinyl grip. Blowoutproof stem. >’ 4PZAG 
7 * GRAINGER 
Brass Ball Valves with T-Handle APPROVED 
= Max. pressure: 600 psi CWP; 150 psiSWP —_2-pc., full-port, brass-body valves have a twin-ear ee Pe ee 
= Temp. range: -4° to 250°F handle with shorter ears; ideal for use in tight Pipe) Item | Item 
spaces. With glass-filled PTFE seats, chrome- Se ter TW MHS 
plated brass ball, blowoutproof brass stem, and 5 | TWMG8 | tWMH4 
glass-filled PTFE packing. Vacuum rated to 29" Hg. -2--4Whin WII 


1" | 1WMH2) — 


Bronze and Lead-Free Bronze Ball Valves, 
Standard-Port 


No. = Max. pressure: 600 psi CWP; 150 psi SWP 

40D906 = Temp. range: -20° to 450°F 

= EZ-Solder® lead-free bronze 

Heavy-duty cast bronze 2-pc. design with RPTFE seats (except Nos. 6KK47 to 6KK54 are PTFE), zinc- 
plated steel handle, blowoutproof, and adjustable packing gland. Vacuum service to 29" Hg. All models 
are for use in steam, water, oil, and gas systems in commercial and light industrial applications. 








FNPT x FNPT, 

FNPT x FNPT, Brass Brass Stem, FNPT x MNPT, Brass |MNPT x FNPT, Brass| Sweat x Sweat, Brass Item 

Stem, Lever Handle | Locking Lever Handle | Stem, Lever Handle | Stem, Lever Handle | Stem, Lever Handle Size For Use With No. 
Pipe Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item Stem Extension Kits 
Size Model No. Model No. Model No. Model No. Model No. vy" Mtr. No. 94ALF-101-01A, 94ALF-102-01A 20VC37 
Bronze Body Ya! Mtr. No. 94ALF-103-01A, 94ALF-203-01A 20VC38 
Ys" | 7010101 6KK4/ = /01012/7 = 2EEJ1 — — 7080101 1MMP1 * = — 4" Mtr. No. 94ALF-104-01A, 94ALF-204-01A 20VC39 
¥s' | /010201 6KK48 | 7010227 2EEJ2 7080201 IMMP2 * — = i Mtr. No. 94ALF-105-01A, 94ALF-205-01A 20VC40 


7020301 2EEH4 


5" 7010301 6KK49 7010327 2EEJ3 | 7080301 1MMP3* | — — 1" Mir. No. S4ALF-107-O1A, S4ALF-108-01A, 20VC42 
Ya" | 7010401 6KK50 | 7010427 2EEJ4 7080401 1MMP4~* — — 7020401  2EEH5 94ALF-207-01A, 94ALF-208-01A 
1" | 7010501 6KK51 7010527 = 2EEJ5 7080501 IMMP5 * — — 7020501  2EEH6 22" Mtr. No. 94ALF-106-01A, 94ALF-206-01A 20VC41 
1%", 7010601 6KK52 | /01062/ 2EEJ6 7080601 1MMP6 ~ — — 7020601  2EEH7 9 V4! Mir. No. 94ALF-109-01A, 94ALF-100-01A, 20VC43 
1%") 7010701 6KK53 | 7010727 2EEJ7 7080701 IMMP7 ~* — — 7020701 2EEH8 . 94ALF-209-01A, 94ALF-200-01A 
2' | 7010801 6KK54 | 7010827 2EEJ8 — — — — 7020801  2EEH9 4" Mir. No. 94ALF-10A-01A, 94ALF-20A-01A 20VC44 
FNPT x FNPT, Brass FNPT x FNPT, 316 S.S. FNPT x FNPT, Brass FNPT x MNPT, Brass Sweat x Sweat, Brass Sweat x Sweat, 316 
Stem, Lever Handle Stem, Lever Handle Stem, Locking Lever Handle Stem, Lever Handle Stem, Lever Handle S.S. Stem, Lever Handle 
Pipe Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Size Model No. Model No. Model No. Model No. Model No. Model No. 


Lead-Free Bronze Body 





Vi 70LF-101-01  5FVZ7 * | 7OLF14i01  40D895 | 7OLF10127  31EE47 * me = — = = = 
— 70LFI0210  31EE48* | 7O0LFi4201 400896 = = = = 70LF-202-01  SFWAS * | 70LF24201  40n912 
% 70LF-102-01  5FVZ8 = = = = = = = = = = = 
me 70LFI0310  31EE50 * | 7OLF14301 400897 | 7OLF103207  31EE51 * | 70LF80301  31EE60 * | 7OLF-203-01  5FWAG * | 7OLF24301 400913 
”2 70LF-103-01  5FVZ9 * - = = = es = = = = = 
a 70LFI0410  31EE52 * | 7OLF14401 400898 | 7OLF10497  31EF53 * | 70LF80401 3161 * | 7OLF-204-01  5FWA7 * | 70LF24401  40D914 
4 70LF-104-01  5FWAO = = = = = = = = = = = 
rf 70LF-105-01  5FWA1 = = = 70LFI0527 31EE55 * = = = = = = 
70LF10510  31EE54.* | 7OLF14501 400899 | 70LFi0627 31EE56 * | 70LF80501  31EEG2 * | 7OLF-205-01  5FWA8 * | 7OLF24501 400915 
WA 70LF-106-01 5FWA2 * | 7OLF14e0t 40901 = = = = 70LF-206-01 5FWA9 * | 70LF24e01  40D916 
WA 70LF-107-01  5FWA3 * | 70LF14701 400902 | 70LF10727 31EE57* = = 70LF-207-01  5FWCO* | 70LF24701 400917 
70LFI0810  31EE58 * | 7OLF14801  40D903 | 70LF108°7 31EE59 * = = 70LF-208-01 5FWC1 * | 70LF24801 400918 
2 70LF-108-01  5FWA4 = = = = = = = = = = = 
WA 70LFI0901 400892 * | 7OLF14901  40p904 = = = = 70LF209 01 400909 * | 70LF24901  40D919 
3 7OLFIO00t 400889 * | 70LF14001 40894 = = = = 70LF20001 400906 * | 7OLF24001 40911 
ry 7OLFIOAO1 400893 * | 7OLF14A0T 400905 = = = = 70LFO0A01 400910 * | 70LF24A01 400920 
* Chrome-plated brass ball. 
2864 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° PLUMBING 
Find the yf. Find Solutions. Find Great Prices. Bronze Ball Valves 


Bronze and Lead-Free Bronze 
Ball Valves, Full-Port 


= Max. pressure: 600 psi CWP; 150 psi SWP 
= Temp. range: -20° to 450°F, except Nos. 2EEJ9, 2EEK1 to 2EEK9, and 2EEL3 are 77° to 500°F 
2-pc. valves have RPTFE seats and solid-ball design, blowoutproof stem, 








a 
No. 2EEJ9 ‘eae! 





: ; Item 
and adjustable packing gland. Brass ball, except Nos. 2EEJ9 to 2EEL3 =— For Use With No. 
i tem Extension Kit 
are bronze, Nos. 48XJ1 5 to 48XJ29 are 316 stainless steel. All valves are Mir No 77C Yeand V5" +RWL2 
for use with water, oil, gas, and steam. Meet MSS-SP-110. Mfr. No. 77C %" and 1" TRWK9 
Mfr. No. 77C 1% to 2" 1RWL1 
Bronze Body, Brass Lead-Free Bronze Body Lead-Free Bronze Body 
Bronze Body, Brass Stem, Lever Handle Bronze Body, Brass 316 Stainless Steel Lead-Free Bronze Body Lead Lead Free Brass Stem, 
Stem, Lever Handle w/Mounting Pads Stem, Locking Lever Handle Stem, Lever Handle Free Brass Stem, Lever Handle Locking Lever Handle 
Pipe Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Size Model No. Model No. Model No. Model No. Model No. Model No. 
FNPT x FNPT 
Ya" 7/C10101A 48XH87 7/10101 2EEJ9 7(C10127A 48XH88 7/CLF1I4101A = 48XJ15 7/CLF10101A 48XH93 7/CLF10127A = 48XJ32 
Ye" 7/C10201A 48XH89 7/10201 2EEK1 71010227A 48XH90 7(CLF14201A = 48XJ16 7/CLF10201A 48XH94 7(CLF10227A = 48XJ33 
Yo" 7/C10301A 48XH83 7110301 2EEK2 71010327A 48XH84 7/CLF14301A = 48XJ17 7/CLF10301A 48XH95 7/CLF10327A  48XJ34 
ya" 7/C10401A 48XH63 7/10401 2EEK3 71010427A 48XH64 7(CLF14401A = 48XJ18 7/CLF10401A 48XH96 7(CLF10427A = 48XJ30 
1 7/C10501A 48XH67 7/10501 2EEK4 71C10527A 48XH68 7/CLF14501A = 48XJ19 7/CLF10501A 48XH97 7/CLF10527A = 48XJ31 
14" 7/C10601A 48XH79 7/10601 2EEK5 7/010627A 48XH81 7/CLF14601A 48XJ20 7/CLF10601A 48XH98 7/CLF10627A 48XJ35 
vA 7/C10/701A 48XH75 7/10/01 2EEK6 71010727A 48XH76 7/CLF14701A = 48XJ21 7/CLF10701A 48XH99 7(CLF10/727A = 48XJ37 
Z 7/C10801A 48XH71 7110801 2EEK7 71010827A 48XH72 7(CLF14801A  48XJ22 7/CLF10801A 48XJ01 7/CLF10827A 48XJ36 
Bronze Body, Brass Lead-Free Bronze Lead-Free Bronze Body, 
Bronze Body, Brass Stem, Lever Handle Bronze Body, Brass Body, 316 Stainless Lead-Free Bronze Body, Lead Lead Free Brass Stem, 
Stem, Lever Handle w/Mounting Pads Stem, Locking Lever Handle Steel Stem, Lever Handle | Free Brass Stem, Lever Handle Locking Lever Handle 
Pipe Mfr. Item fr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item 
Size Model No. Model No. Model No. Model No. Model No. Model No. 
Sweat x Sweat 
ye" 7/C20201A 48XH91 — — 11020227A 48XH92 7(CLF24201A 48XJ23 7/CLF20201A 48XJ02 — — 
yy" 7/C20301A 48XH85 — — 71020327A 48XH86 7/CLF24301A  48XJ24 7/CLF20301A 48XJ03 7/(CLF20327A  48XJ09 
4" 7/C20401A 48XH65 7/20401 2EEK8 11020427A 48XH66 7(CLF24401A  48XJ25 7/CLF20401A 48XJ04 7(CLF20427A  48XJ10 
1" 7/C20501A 48XH69 7/20501 2EEK9 71020527A 48XH70 7/CLF24501A 48XJ26 7/CLF20501A 48XJ05 7(CLF20527A 48XJ11 
144" 7/C20601A 48XH80 — — 7/020627A 48XH82 7(CLF24601A 48XJ27 7/CLF20601A 48XJ06 7/(CLF20627A 48XJ12 
1¥," 7/C20701A 48XH77 — — 71020727A 48XH78 7(CLF24701A 48XJ28 7/CLF20701A 48XJ07 7(CLF20727A 48XJ13 
2" 7/C20801A 48XH73 7/20801 2EEL3 7/020827A 48XH74 7/CLF24801A  48XJ29 7/CLF20801A 48XJ08 7(CLF20827A 48XJ14 


Cast-Bronze Ball Valves, Full-Port NIBCO <> 


= Max. pressure: 600 psi; 150 psisteam 2-pc. design provides bubble-tight shutoff and features reinforced 

= Temp. range: -20° to 400°F PTFE seat ring, blowoutproof silicon bronze stem, and high chemical No. 41E349 
resistance. Valves are suitable for high-pressure applications including 
compressed air, hot and cold domestic water, HVAC, and low-pressure 
steam. Meet MSS-SP-110, except Nos. 41E357 to 41E359. 





Max. Max. 
Pipe Stem Handle Pressure Mfr. Item Pipe Stem Handle Pressure Mfr. Item 
Size Ball Material* Material Type (psi CWP) Model No. Size Ball Material* _‘ Material Type (psi CWP) Model No. 
FNPT x FNPT FNPT x Hose Cap 
Vs" 316 SS 316 SS Lever 600 1585/7066 %4 = ~=41E373 Yo" 316 55 316 SS Lever 600 T585/066HC % 41E385 
CPB Silicon Bronze Lever 600 1585/0 “% 41E349 CPB Silicon Bronze Lever 600 T585/70HC %  41E383 
Yp" 316 55 316 SS Lever 600 1585/7066 %  41E374 Yq" 316-59 316 50 Lever 600 1585/066HC 3% ©41E386 
: CPB Silicon Bronze Lever 600 1585/0 % 41E350 CPB Silicon Bronze Lever 600 T585/0HC 3% = 41E384 
316 SS 316 50 Lever 600 1585/7066 % 416375 Sweat x Sweat 
CPB Silicon Bronze Lever 250 T585/0UL % = 41E357 Yq CPB Silicon Bronze Lever 600 $585/0 %4 41E342 
Vp" CPB Silicon Bronze Lever 600 158570 2 41E351 Yo" 316 SS 316 SS Lever 600 $585/066 2 =41E367 
CPB Silicon Bronze Nib-Seal® 600 T585/0NS %  ~=41E362 CPB Silicon Bronze Lever 600 $585/0 41E343 
CPB Silicon Bronze __ Locking Lever 600 T585/70LL % _41E364 Yq" 316 55 316 55 Lever 600 5989/0664 _41E368 
316 SS 316 50 Lever 600 1585/066 %4 =§=41E376 CPB Silicon Bronze Lever 600 $585/0 %4 41E344 
GPB Silicon Bronze Lever 250 1585/0UL % = 41E358 {" 316.55 316 Do Lever 600 $585/066 1 41E369 
4" CPB Silicon Bronze Lever 600 1585/70 % 41E352 CPB Silicon Bronze Lever 600 $58570 1 41E345 
CPB Silicon Bronze Nib-Seal® 600 T585/0NS % = 41E363 1%" CPB Silicon Bronze Lever 600 $585/0 1-% = 41E346 
CPB Silicon Bronze _ Locking Lever 600 1589/0LL%4 —_41E365 1%" CPB Silicon Bronze Lever 600 $980/0 1-2 —_41E347 
316 SS 316 50 Lever 600 1585/066 1 41E377 9" 316 SS 316 50 Lever 600 $585/066 2 41E372 
" CPB Silicon Bronze Lever 290 T585/0UL 1 41E359 CPB Silicon Bronze Lever 600 Suda/U 2 41E348 
CPB Silicon Bronze Lever 600 1585/0 1 41E353 
CPB Silicon Bronze _ Locking Lever 600 1585/0LL 1 41E366 
41/' 31D 55 316-50 Lever 600 1585/066 1-4 41E378 
‘ CPB Silicon Bronze Lever 600 1585/0 1-% 41E354 
417" 316-55 316 50 Lever 600 1585/7066 1-%2 41E379 
: CPB Silicon Bronze Lever 600 158570 1-2 41E355 
9" 316 SS 316 50 Lever 600 1585/7066 2 41E380 
CPB Silicon Bronze Lever 600 158570 2 41E356 


* CPB = chrome-plated brass. 





Bronze 3-Pc. 
Ball Valves, 
Full-Port 


= Max. pressure: 600 psi 


with Steam Trim 
= Max. pressure: 600 psi CWP; 250 psi SWP 








CWP; 150 psi SWP = Temp. range: -20° to 500°F 
= Temp. range: -20° to 450°F FNPTXFNPT | Sweatx Sweat | 2-nc., standard-port industrial valves have MPTFE =—-~Pipe. = Mfr. Item 
Pipe Mfr. Item Mfr. Item , ; Size Model No. 
With RPTFE seats and seals. Chrome- —s size | Model _—NNo.. Model No. seats and a stainless steel ball with vented ball slot V° 7014164 5MU10 
ll and blowoutproof stem Ys" | 8210101 1CLC6 — — ion j ity. ¥" 7014264 5MU28 
plated ba and blo outproof ste HRT OS ACLOR 2507071 ACLS to relieve thermal expansion in valve body cavity te — a Age EMU 
with adjustable packing gland on y° | 8910401 4CLC9 8220401 1CLE1 With blowoutproof stem, MPTFE stem packing, and x" 7014464 5MU30 
chevron stem packing. For use with ab ad 1eEbD ceri eres adjustable packing gland. FNPT connections. For iy oaeed aes 
water, oil, gas, and low-pressure 7 ee ae 8220601 1CLeS use with high-pressure water, oil, gas, and steam. Tia" 7014764 aWUSg 
steam. Meet MSS-SP-110. 2" | 8210801 1CLD4 — _ Meet MSS-SP-110. 2" 7014864 5MU34 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2865 


PLUMBING Scan. Order. Done. 
Bronze Ball Valves Details on page A1. 











No. 6FXY8 
No. 6FXYO I> 





with Auto Drain 


= Max. pressure: 600 psi CWP, 150 psi SWP 


Pad Locking = Temp. range: -20° to 450°F, except Pad Locking 
; Lever models are 50° to 200°F 
Pipe = Mfr. Item 


Bronze Ball Valves | . 
Size Model No. Standard-port valves have 2-pc. B584 bronze body with B16 brass retainer 


= Max. eee. 600 psi CWP, 150 psi saturated steam A_19-101-01 GEXY8. | and RPTFE reinforced seats. Blowoutproof stem design with adjustable packing 
= Temp. range: -20" to 450°F 4" 75-103-01 6FXzo_ | gland and automatic drain. Handle is zinc-plated steel. FNPT connections. Meet 


2-pc. valves may be padlocked in open or closed position  ~%" 75-04-01 6FXz1_ | MSS SP-110 and ASTM B16, except Nos. 5LXUO to 5LXU7 only meet ASTM B16. 
with no change in hardware. RPTFE seats, chrome-plated 1" _75-105-01 6FXZ2 








: ‘i 1s" 75-106-01 6FXZ3 Lever Pad Locking Lever Locking Lever 
brass ball, and brass stem. Vacuum service to 29" Hg. Ta 7107-07 BEXZA Pipe Mfr. Item Mfr. Item Mfr. Item 
FNPT connections. Meet MSS-SP-110 and ASTM B16. >" 75-108-01 6FXZ5 Size Model No. Model No. Model No. 

Vi 70-101-41  6FXYO | 75-101-41  GFXZ6 701012741 BLXUO 

OO He 70-02-41 GFXY1 | 75-102-41  GFXZ7_| 701022741 SLXUT 

| Ve 70-103-41  6FXY2 | 75-103-41  G6FXZ8 | 701032741 SLXU2 

Bronze Ball Valves == ii 70-104-41  GFXY3_| 75-104-41  6FXZ9 | 701042741 SLXU3 

. T 70-05-41 GFXY4 | 75-105-41  GFYAO 701052741 SLXUA 
with SAE and = A 70-106-41 __ GFXY5 = = = = 

. / 2.» 1% 70-107-41  GFXY6 | 75-107-41  GFYA2 | 701072741  SLXU6 

Union Connections Boston ry 70-108-41  GFXY7 | 75-108-41  GFYA3 | 701082741 5LXU7 





= Max. pressure: 600 psi CWP 
= Temp. range: -20° to 450°F 
With RPTFE seats and blowoutproof 
stem with adjustable packing gland. 


'Apollog ae 
Meet MSS-SP-110. 


om No. 1CKH7 ——a 
Gas Shutoff 
SAE FEMALE 


2-pc., full-port valves are machined NPT UNION X FNPT BALL VALVE Bronze 


to accept an O-ring boss connec- _Pipe union permits quick installation and | Ball Valves 
tion. Drilled and tapped pad allows arrangement changes. Standard-port with 





= Max. pressure: 600 psi CWP; 250 psig for LP gas 


easy panel mounting. Viton® O-ring. Pipe Mfr. Item 
“ SAE FEMALE on UNION x FNPT BALL VALVE ee ee SF AaSOL TORE 
X %" 8010301 1CKH7 
Pipe Mir. Hem Mir. aii Standard-port valves have RPTFE seats and meet 7° 8010401 4CKH8 
Size Model No. Model No. stringent standards for a variety of gas shutoff applica- fT" 8010501 1CKH9 
Ya = = 7030101 1CKG8 ions, i i 1%" 8010601 1CKJ1 
a =790007 TERE 7030007 TCKGS tions, including flammable gases. Blowoutproof stem Har GnioeoT Tee 
TA 7790301 1CKJ7 7030301 1CKH1 with adjustable packing gland. FNPT connections. Meet —an1a801 CK 
y' 7790401 1CKJ8 7030401 1CKH2 MSS-SP-110; UL Listed for LP, natural gas, heated oils, 5%" 8010901 4CKI4 
il 7790501 1CKJ9 7030501 1CKH3 ‘aii 
iW 7790601 iCKKI TEU Gr 1CKHA and flammable liquids. 3" 8010001 1CKJ5 
1%" 7790701 1CKK2 7030701 1CKH5 
2 7790801 1CKK3 7030801 1CKH6 









3-Way Bronze Ball 
Diverter Valves = 
= Max. pressure: 400 psi CWP No. 1CKF9 | Marine Service 

= Temp. range: -20° to 450°F —— Bronze Ball Valves 


Combine the features of two 

2-way valves—larger ports Pipe Mfr. Item = Max. pressure: 600 psi CWP Ys 7010110 1DZJ5 

simplify tank selection and fluid Size Model __No. = Temp. range: 0° to 450°F ¥" 7010210 1DZJ6 
= Stainless steel lever and stem nut Y’_7010310 1DZH6 


7060101 1CKF9 
transfer. Drilled and tapped for = -3,7—7969907 GeKGA ¥;" 7010410 1DZH7 
2-pc. standard-port valves have bronze body, RPTFE "7010510 1DZH8 


panel mounting. L-port with % 7060301 1CKG2 
seats, chrome-plated ball, blowoutproof stem, and RPTFE 1" 7010610 1DZH9 


No. 1DZJ5 


Pipe Mfr. Item 
Size Model No. 


> 





— 


RPTFE seats and blowoutproof _”' 7060401 1CkKG3 
"7060501 1CKG4 





stem with adjustable packing 77" 7060601 1CKG5 stem and packing. Adjustable packing gland and FNPT i er an 
gland. FNPT connections. Meet 1%" 7060701 1CKG6 connections. Meet WW-V-35C, Type: Il, Composition: BZ, 74" 7010910A 1DzJ3 
MSS-SP-110. 2" 7060801 1CKG7 Style: 3, and MSS SP-110. 3" 7010010 1D2J4 
Ball Valves with Spring Return Handle 

Standard-port valves have a 316 STAINLESS STEEL CARBON STEEL Body Patera 


blowoutproof stem and adjustable = Max. pressure: 2000 = Rated: 2000 psi CWP (to 1"); 
packing gland. FNPT connections. — psi CWP (to 1"); 1500 1500 psi CWP (1%" and up) 


Stainless) Carbon 
Bronze | Steel Steel 





Meet MSS-SP-110. psi CWP (11%4" to = Temp. range: -20° to 500°F ae Item Item | Item 
i : ize) No. No. No. 

BRONZE : ); 150 psi SWP 2-pc. investment-cast valves have Vs \ACKF1 | 3EEZ3 | — 

= Max. pressure: 600 psi = Ton stanges zinc-phosphate coating; slot-vented Ye | ACKF2 | SEEZ4 | _— 
CWP; 150 psi SWP -50° to 500°F chrome-plated ball relieves thermal A yah Se 
= Temp. range: -20° to 500°F Stainless steel ball, with expansion. Stainless steel stem and {" 4CKF5. | 3EEZ7 | 1CKN6 
2-pc. valves have MPTFE seats PTFE seats and seals. multifill PTFE seats. Vacuum service : 1%" | 1CKF6 — | 1CKN7 
" u 1%" 1CKF7 | 3EEZ9 | 1CKN8 
Stainless steel lever components. to 29" Hig. 1CKF8 | 3EFA1 | 1CKN9 
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/ Locking Handle 
No. 1WMX9 


* GRAINGER 
APPROVED 


316 Stainless Steel Ball 


Valves with Handle Options 
= Temp. range: -25° to 450°F, except Nos. 20XL93 to 20XL98 are -20° to 425°F 


Stainless steel handle with vinyl grip. Bottom-loaded stem resists blowout. FNPT connections. 
Vacuum service to 29" Hg. 2-pc. construction and PTFE seats. Suitable for use with water, oil, 
and gas in most corrosive industrial environments. 


Full Port Full Port Full Port Standard Port Standard Port 
600 psi CWP 1000 psi CWP 1000 psi CWP 2000 psi 2000 psi CWP 
Lever Handle | Locking Lever Handle Locking Oval Handle) Locking Lever Handle | Locking Lever Handle 
Re a a ae tit om 
ize 0. 0. 0. 0. 0. 
Vi = TWMX9 = = TWMZ1 Oval: Mendle 
7 = 1WMY1 1WNAT = 1WMIz2 eb eyeee 
Vp" 20XL93 1WMY2 1WNA2 1WMZ3 — 
ya" 20XL94 1WMY3 — 1WMZ4 — 
ils 20XL95 1WMY4 — — 1WMZ5 
1" 20XL96 1WMY5 — — 1WMZ6 
1%" 20XL97 1WMY6 1WNA6 — 1WMZ7 
2" 20XL98 1WMY7 1WNA7 — 1WMZ8 
2¥" — 1WMY8 — — — 
3 _— 1WMY9 — — — 


















No. ‘aa, 
20K938 =» 20K932 
ay on 
| a 

316 Stainless Steel keen: ™ “a S, ‘ 

Ball Valves TA APPROVED | . 

n 2 FNPT x FNPT|FNPT x FNPT| — FNPT 
deel pri psi CWP up to 1"; 1500 psi oe 31 6 Stainless fee tacking x MNPT 
CWP 1%" and up; 150 psi SWP Handle | Lever Handle Lever Handle 

= Temp. range: -50° to 450°F Steel Panel Mount Fipe| Item item item 

Valves with investment-cast stainless steel components meet the fiPe Item Ball Valves Ys | 20K938  20K953 | 20K932 

most demanding industrial applications. Integral mounting pad Y;" TCKR6 : a 20K954 20K933 

with drilled and tapped holes, locking handles, and blowoutproof —1GKR7__| = Rated: SU CWP up to 1"; I atk a 

stem with adjustable packing gland. 2-pc., standard port valves —3;"—4¢KR9 1500 psi 1% and up; 190 psiSWP == 90K947 | 20K956 | 20K935 

with RPTFE seats, and FNPT connections. Vacuum service to 29" _1"_1CkT1 een: dk a i nis , >OK950 ae ea 

Hg. For use with water, oil, gas, and low-pressure steam in most —+7-—qexT3— | Viton® seals and stainless steel aT Ci EITC = 

corrosive industrial environments. Meet MSS-SP-110. 2° ickt4 | handle. Meet ANSI B1.20.1. 2" | 20K952 = = 

* GRAINGER 

Flanged Ball Valves APPROVED 

= Temp. range: 0° to500°F 316 STAINLESS STEEL CARBON STEEL 

= Class 150 flanges = Rated: 275 psi CWP; = Rated: 285 psi CWP rd Pe eaaae 

2-pc., full port valves with 150 psi SWP Carbon steel body and 316  _|Stainless Steel| Stee! 

TFM™ seats and flanged Adjustable stem self-compensates _ stainless steel ball and stem. ae ta il 

connections. Locking for wear, temperature, and pres- —_— For use with hydraulics, "| 4PPT5 = 

handles. Vacuum service to sure. For use with hydraulics, vacuum, oil, and low-pres- =-_12|_1PPT6 1PRB7 

29" Hg. Meet ASME B16.34. vacuum, chemicals, oil, gas,and sure steam in noncorrosive 3! yaa nee 

low-pressure steam applications. environments. 4" | 1PPT9 1PRC1 
——  PaymyGRAINGER 
. APPROVED 
No. v 
1JBW1 : 
. bard eo “< Soriss0 
APPROVED — mitwaukee vALVE "a ™ BECAUSE ARNS 

Fire-Safe Stainless i A aa mip eb ~ 

Steel Ball Valves ae Ve in ; millaukee B - pone S ee am aoe e ge 

= Max. pressure: 2000 psi CWP Full Port Port Standard Port el alves | Port Standard L Port 

= Temp. range: -20° to 450°F Pipe | Item Item Item = Max. pressure: 1000 psi CWP Pipe | Item Item 
. : : ; Size | No. No. No. Size No. No. 

Unibody design without endpiece allows y;- | 32979 — TJIBWA = Temp. range: -20° to 450°F 74 = 1JB78 

safe removal without exposure to a | Set80 ager RWG Use to isolate process or control flow in ye | — 1JBZ9 

ye" | — | 32H981 | 1JBW3 ( EMul ve — TCL 
potentially dangerous pressure release. yi | — | 32982 1JBW4 industrial corrosive applications. 2-pc. valves 30600 1 4yeL2 

RPTFE seats and FNPT connections. V | | $2983 | 1JBWo with RPTFE seats and body seals. FNPT i TICL3 

Meet ASME B16.34, except GA models = eee) eee : : ; 

04, p Tym") 7 30H085 | 1JBW7 connections and blowoutproof stainless steel 1% — 1JCL4 
also meet API 607. = — | 32H986 | 1JBW8 stem. Meet ASTM A351. 2' = 1JCL5 
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APPROVED 





FNPT x FNPT 
i 316 Stainless Steel 
2- and 3-Pc. Stainless and Pine em 
Ize 0. 
Carbon Steel Ball Valves 2Piece ap 
Handle can be locked in open or closed position. Z SDYGS 
: TT 4 
PTFE body seals. Vacuum service to 29" Hg. FNPT ‘ FMT Socket y Socket, 
meh miperbieayet p > sar ig Steel (sie aaa aig Steel (sel 
" ao aa soa 316 STAINLESS STEEL CARBON STEEL Size |__No. No. No. No. 
. : 3-Pi 
Haling-eaate For use with hydraulics, Carbon steel body with 316 ne SCFUS = ScFWi — 
vacuum, chemicals, oil, stainless steel ball and stem _%' | 3CFUS — 3CFW2 — 
3-PC. BALL VALVES gas, and low-pressure (17-4 PH stem for 2-pc. g| ee oe aces pda 
= Rated: 1000 psi CWP (/4" to 2"); steam in corrosive envi- valves). All valves are for 1" | 3CFv3 3CFX7 3CFW5 3CFY9 
600 psi CWP (2¥2" to 4") ronments. MeetASTM —__use with hydraulics, oils, 1a ae = eee sGF7 
= Temp. range: 0° to 450°F A351 CF8M. and low-pressure steam in 5" | —3CFV6 3CFY1 3CFW8 3CFZ3 
Full-port valves with RTFE glass-reinforced seats. medium-pressure applica- a soca = = = 
Blowoutproof stem. tions. Meet ASTM A216 WCB. —g—--—3¢FV9 = — = 


* GRAINGER 
APPROVED 


Low-Pressure Carbon 





——7 





et 
= a 





No. 
1AWT1 

Steel Ball Valves 
FNPT connections. 
GA 1-PC. DESIGN APOLLO 2-PC. DESIGN 
= Max. pressure: 2000 psi = Max. pressure: 2000 psi CWP (to 1"); 

CWP (to 1"); 1500 psi (1%" 1500 psi CWP (1%" and up); 150 psi SWP 

and up); 150 psi SWP = Temp. range: -20° to 450°F D O 7 
= Temp. range: -20° to 425°F —_ PTFE seats; zinc-phosphate coating with ynavuip 


PTFE seats; 202 stainless 
steel handle. For use in abra- 
sive air or liquid applications. 
Meet ASTM. 


chrome-plated ball, blowoutproof stem, 
and adjustable packing gland. For use with 
hydraulics, oils, and low-pressure steam. 
Meet MSS-SP-110. 





Carbon Steel Ball Valves 











GA GA GA Apoll 

GA 2-PC. DESIGN 1-Piece,| 1-Piece, |2-Piece,| 2-Piece, | DYNAQUIP 
= Max. pressure: 3000 sie eulpor pena Port a ser Port | Valves with SAE connection come with an O-ring boss. 

pst GWE 190 BST OE oe Sie | No. | No. No. | _No. MEDIUM-PRESSURE 
= Temp. range: -20° to 425°F V:" | 6GD36 _ 32H960 | 1CKK4 ; 

7 — = Rated: 3000 psi CWP; 150 psi SWP 
RPTFE seats; lever handle aE i 
sii Linvatioeetetatcar %e | — | 6GD38 32H962_ | 1CKK6 = Temp. range: -20° to 425°F 
; P cL a Zinc phosphate-coated body and adjustable stem packing. 2-pc., full-port 
use with petroleum-based 1 — | 6GD40 32H964 | 1CKK8 ; ath pei ; 
water/alycol and water/oil ty" | 6GD41 —_ 4CKK9 valves with RPTFE seats. For use in industrial applications with petroleum-based 
emulsion hydraulic fluids. ve = Bae = EDD water/glycol and water/oil emulsion hydraulic fluids. 
HIGH-PRESSURE 

= = i ("1 3,1). : 
High-Pressure Seal >, rT Tne arn al 
Weld Ball Valves 3MRD6 GRAINGER | « Temp. range: -20° to 175°F 


= Max. pressure: 3000 psi CWP 
= Temp. range: 0° to 200°F 





316 
Stainless Steel} Carbon Steel 







Full-port valves have Delrin® seats and Pipe | Item 

PTFE seals. With locking lever handle and are tong No. 

316 stainless steel ball and 17-4 PH stem. %,° | 3MRD7 3MRC8 
Antistatic design. Integral ISO actuator vi aE Swen 
mounting pad. FNPT connections. Meet 77-1 —3MRFI 3MRD2 
ASTM and NACE MR-0175 2002. | 3MRD5 
3-Way Stainless BOnOM! 
Steel Ball Valves No. 

= Max. pressure: 1000 psi CWP code 

= Max. steam pressure: 150 psi SWP a 

= Temp. range: -20° to 450°F eat Teal 
3-pc., full-port valves have 4 ball seats so that. any port can ee ri i 
be the pressurized inlet. RTFE seats with self-adjusting stem ~—7;"\46cE46/46CE54 
packing. 316 stainless steel body, ball, and stainless steel a. pata pa 
blowoutproof stem. Handle is 304 stainless steel with a vinyl ~-3;"46CE49\46CE57 
grip. NPT connections. L Port models have a 90° flow pattern _1 |46CES0)46CES8 


, i Yi" AGCE51|46CE 
with off position. T Port models have a 90° and 180° flow He ae pa 


path. Meet ANSI B1.20.1. 2" \46CE53/46CE61 


2868 GRAINGER. 


ITT 


Find even MORE on Grainger.com® 


Valves operate at full-rated pressure with no seat distortion. Bottom-loaded 
stems with maintenance-free nitrile rubber seals. 3-pc. (“%4" to 1"); 2-pc. (1%" 
and up); all are full-port with Delrin® seats, except Nos. 32H965 to 32H968 have 
RPTFE seats. For use with petroleum-based, water/glycol, and water/oil emul- 
sion hydraulic fluids. 


Medium-Pressure High-Pressure 


DynaQuip DynaQuip DynaQuip 
FNPT x FNPT FNPT x FNPT SAE x SAE 
Pipe Item Item Item 
Size No. No. No. 
Latching Lockout Handle 
Ya" 1AWT1 1AWU2 — 
Je" 1AWT2 1AWU3 — 
Vy" 1AWT3 1AWU4 — 
Sa" 1AWT4 1AWU5 — 
1" 1AWT5 1AWU6 1AXJ6 
Medium-Pressure High-Pressure 
DynaQuip DynaQuip Apollo DynaQuip DynaQuip 
SAE x SAE FNPT x FNPT | FNPT x FNPT SAE x SAE FNPT x FNPT 
Pipe Item Item Item Item Item 
Size No. No. No. No. No. 
Lever Handle 
Ya" 1AWC4 — — — 6CX22 
ye" 1AWC5 — — — 6CX23 
Y," 1AWC6 — 3RAU2 1AWV3 6CX24 
fa 1AWC7 — 3RAU3 — 6CX25 
1" — 4TL59 3RAU4 — 6CX26 
14%" — — 3RAU5 — 1AWC9 
1%" — — 3RAU6 — 1AWD1 
Zz _— — 3RAU7 — — 
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No. 
20RK44 











wwe Chice 
No. 32H954 No. 4YLJ7 oad 
PVC Compact *rey-ysrancer | PVC/CPVC Ball Valves 
Economy Ball Valves = Max. pressure: 14" to 2" are 235 psi CWP; 214" to 6" are 
. ° fe) ° ° 
Light-duty ball valves can be used with Schedule 40/80 pipe and " Temp. range: 40 to 140 F (PVC), 32° to 190°F (CPVC) a 
design that requires no ball/seat adjustment. All are suitable for use design, and a high-impact polypropylene handle. For a variety of chemical process and 
in light-duty water applications. Models with PTFE seats and socket industrial applications including vacuum service. Designed for horizontal installation, 
connections meet ASTM D2467: PTFE seats and ENPT connections but can be installed in a vertical up-flow only orientation. Meet ASTM F1970. 
meet ASTM D2464. PVC, PVC, PVC, CPVC, 
FNPT x FNPT Socket x Socket Socket Socket x Socket 
FNPT | Socket FNPT | Socket Pipe |BodySeal tem | BodySeal tem | BodySeal tem | BodySeal item 
XFENPT | x Socket ; XFNPT | x Socket Size | Material _No. Material _No. Material _No. Material _No. 
Sie _Ranye| _Nov_| No. Size Range | No. | No. ST EERE 2ORKOT EPDM 20RKO9 FKM _20RK26 
FPM Seal, PTFE Seat EPDM Seal, Santoprene Seat Ge EPDM 20RKO2 — EPDM >0RK10 FKM 90RK27 
VA 4YLG9 | 4YLG3 i = — 
a SHOSE 39H9d0 Ai A4YLJ3 4YLH6 iy Ee aM sone EPDM —Z0RKM i eOnnee 
i) 2. mz — —— ane! al —— 
ye 120% (~3Hos7 | He aYLi¢——AYLH7 a — EE 20k fe | RPO 
Th" 32H958 | 32H952 ih 4YLH2_| 4YLG5 r = = EPDM DORKI6 = = = = 
z 32H959 | 32H993 1’ 34°to | 4YLJS AYLH8 6" = = EPDM 20RK17 = — = = 
1%" 140°F | 4YLH3 4YLG6 PVC PVC CPVC CPVC 
a A4YLJ6 4YLH9 i ; : 
ti 7A AYLH4 AYLGT Socket x Socket Socket x FNPT Socket x Socket Socket x FNPT 
1% AYLJ7 | 4YLJ1 : auey 4 eoty any 
é Pipe Seal Item Seal Item Seal Item Seal Item 
2 4YLH9 4YLG8 Size; Port Material No. |Port Material No. Port Material No. Port Material No. 
2 4YLJ8 4YLJ2 Ball Valve 
True linian and PuC Rall Valuac /m | i Suncard_ fk 20nkad: === Standard FM ~20RK35,— === 
a Yo" \otandar 44, — = —_|otandar | — = —_— 
True Union and PVC Ball Valves 9" Standard EPDM 20RK45) Full EPDM 20RK54 Standard FKM 20RK36\Standard FKM 20RK66 
Typically used in on/off applications and ay Ful EPDM 20RK46 Ful EPDM 20RK5S Standard FKM  20RK37 Standard FKM 20RK67 
; ; “| Fu 47) Fu 56. — — — — — 
oe ee eee | GCF BIL IR FEI. anesbsardag_ria_zantaoSansed_ FAP 
; : : i U 49) Fu 98/Standar tand ar 
suspended solids. Suitable for use in ai — Eyl EPDM 20RK59° — = =~ “ 
chemical processing, mining, pool, power a —__ — _ |Full EPDM 20RK60\Standard FKM 20RKA2 — — — 
y, — — — |Full EPDM 20RK61, — — — — — 


plant, transportation, and water treatment 
applications. Find more Asahi® Ball Valves 
at Grainger.com®. NSF-61 Approved. 
COMPACT TYPE 27 

Omni® ball valve has a unibody construc- 
tion, low-profile design with %4-turn Compact 
handle, hyperbolic flow characteristics, 
low pressure drop, and reliable sealing. 


TRUE UNION DESIGN TYPE 21 


Tapered O-ring grooves help keep the 
end connector O-rings in place during 
installation. The PTFE seat design eases 





* GRAINGER 








field maintenance if needed. Flats on APPROVED 
sea A nace ie True Union Design True Union PVC and ePvc Ball Valves 
union nuts are tightened Pipe Body Seal Item Full-port valves have a lever handle and PTFE seats. Easy to disassemble by handle 
: fe eed , a nea arial 91 corey for less down time for replacement and maintenance. Connection type is socket/FNPT 
Sive Material ia Socket x Threat, 0 140°F ag x socket/FNPT. For use in chemical industry, swimming pool, wastewater, and other 
Compact Type 27 1" 4 corrosive applications. Meet ASTM F1970. 
Socket x Socket, 30° to 120°F e FKM AQFAS1 PP 
x EPDM 49E758 9! EPDM 49FA40 PVC CPVC 
Vs EPDM 49EZ59 FKM 49FA52 Temp.: Temp.: 
Ys! EPDM 49EZ60 1" EPDM 49FA41 32° to 140°F | 32° to 194°F 
1" EPDM 49EZ61 FKM 49FA53 Pipe Max. Item Item 
TV; EPDM 49EZ62 11%! EPDM 49FA42 Size Pressure No. No. 
TA" EPDM 49E263 FKM 49FA54 EPDM Seals 
2" EPDM 49EZ64 1" EPDM 49FA43 Ai 4PGA5 4PGC4 
Thread, 30° to 120°F FKM 49FA55 Vs! 4PGAG 4PGC5 
x EPDM 49E765 9" EPDM 49FA44 ft" 995 psi CWP 4PGA7 4PGC6 
VA EPDM 49E266 FKM 49FA56 i Pp 4PGA8 4PGC7 
Ya EPDM 49EZ6/ Thread x Thread, 30° to 120°F Ty" 4PGA9 APGC8 
: EPDM 49E768 20" EPDM 49FA48 e 4PGC1 4PGC9 
iA EPDM 49EZ69 ch EPDM 49FA49 3" 150 psi CWP 4PGC2 4PGD1 
TR" EPDM 49E770 4" EPDM 49FA50 4" P 4PGC3 4PGD2 
2 EPDM 49EZ71 True Union Design Type 21, 27" L FPM Seals 
True Union Design Type 21 Socket x Socket, 30° to 120°F yh" 4PGD3 APGE2 
Socket x Socket, 30° to 120°F 6 _FKM 49EZ84 Yq" 4PGD4 4PGE3 
95" EPDM 49FA45 True Union Design Type 21, Vent Holes 1" 995 psi CWP 4PGD5 4PGE4 
: FKM 49EZ81 for sodium hypochlorite applications 1%" Pp 4PGD6 4PGE5 
3" EPDM 49FA46 Socket x Thread, 30° to 140°F TR" 4PGD7 4PGE6 
FKM 49EZ82 TV" FKM 49EZ78 en 4PGD8 4PGE7 
4" EPDM 49FA47 1%" FKM 49EZ79 cd 150 psi CWP 4PGD9 4PGE8 
FKM 49EZ83 2" FKM 49EZ80 4" 4PGE1 4PGE9 
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TB and TBH Series Industrial True 
Union PVC and CPVC Ball Valves 


Ideal for corrosive industrial applications, these full-port valves have blowoutproof 
stems and reversible PTFE seats to ease valve repair. The double O-ring stem seal 
can provide up to twice the leakage protection of models with only a single stem seal. 


= Max. pressure: 250 psi CWP (4" 
to 2"), 235 psi CWP (2%" to 4") 





PVC CPVC 
EPDM FPM EPDM FPM 

Pipe; Item Item Item Item 

Size | No. No. No. No. 

TB Series 

FNPT x FNPT 

2%" | ATJCI — _— _ 

3° | 4TJD1 | 4TJF9 aa — 

4" |4TJD2 | 4TJG1 — — 

Socket x Socket 

22" | 4ATJD3 — 4TJE6 — 

3" | 4TJD4 — 4TJE7 | 4TJH6 
No. 4TJD4 4" | 4TJD5 — 4TJE8  4TJH7 


No. 1CMC3 






+GF+ 
Type 375 True Union PVC 
and CPVC Ball Valves 


= Max. pressure: 232 psi at 73°F 

2-way full-port valves permit radial installation and can be used with Schedule 
80 fittings and pipe. For use in chemical industry, swimming pool, aquarium, 
wastewater, and other corrosive applications. NSF 61 Approved. 


Body Material 
PVC CPVC 
EPDM Seals FPM Seals EPDM Seals FPM Seals 
Pipe Item Item Item Item 
Size Connec. Type No. No. No. No. 
i 1CMC3 6NC66 1CMD2 1VHA6 
VY 1CMC4 1VGZ8 1CMD3 1VHA8 
il Socket/FNPT x | 1CMC5 6NC68 1CMD4 1VHB1 
TVA Socket/FNPT | 1CMC6 6NC69 1CMD5 1VHB3 
1%" 1CMC7 6NC70 1CMD6 1VHB5 
z 1CMC8 6NC71 1CMD7 1VHB7 
cl 1CMC9 — — = 
rm Socket x Socket 4CMD1 = — = 
SELZ1 
Ging 
True Union PVC and 
- PVC, CPVC, 
CPVC Ball Valves with EPDM Seals | FPM Seals 
= Pipe Item Item 
Locking Handle Size No. | _ No. 
; Socket/FNPT x Socket/FNPT 
= Max. pressure: 235 psi at 73°F Yo" 3ELZ1 3EMA2 
= Temp. range: 73° to 140°F a ae ov 
Compact, %4-turn shutoff valves are for TVs 3ELZ4 = 
industrial and chemical processing applica- ue ae ee 
tions. Full-port style with PTFE seats and SqERGURSOEKGI 
locking polypropylene handles. ASTM F a 3ELZ7 3EMA8 
1970 and NSF Approved. 4 3ELZ8 = 
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© HAYWARD 


PVC CPVC PVC CPVC 

EPDM FPM EPDM FPM EPDM FPM EPDM FPM 
Pipe | Item Item Item Item Pipe| Item Item Item Item 
Size | No. No. No. No. Size | No. No. No. No. 
TBH Series TBH Series (Cont.) 
Flanged Socket x Thread 
Yo" \466H60 |466H48 466H84 (466H72 Yo" \466H59 |466H47 (466H83 |466H71 
¥4" \466H62 (.466H50 (|466H86 |466H74 ¥4" |466H61 466H49 (466H85 |466H73 
1" |466H64 (466H52 (466H88 |466H76 1" |466H63 (.466H51 (466H87 |466H75 
1%" |466H66 |466H54 (466H90 (466H78 1%" |\466H65 |466H53 |466H89 (466H77 
1%" \466H68 |466H56 (466H92 (466H80 1%" |466H67 (|466H55 |466H91 466H79 
2" \466H70 (|466H58 (|466H94 (466H82 2" |466H69 (466H57 |466H93 |466H81 
Socket Thread x Thread 
YA" — 466H43 — — VY," _ 466H44 — — 
37" _ 466H45 _ _— ¥e" _— 466H46 — — 


2KE46 


+GF+ 
Type 546 True Union 


Ball Valves 


= Max. pressure: 232 psi at 73°F 


2-way full-port valves can be radial 
installed and feature a breakaway stem. 
Can be used with Schedule 80 pipe and 
fittings. Valves can be actuated, and handle 
has a molded-in wrench for access to valve 
components. With chemical-resistant EPDM 
or FPM seals. Union connections. For use 

in the chemical industry and in swimming 
pool, aquarium, wastewater, and other corrosive applications. Polypropylene 
meet ASTM D 4101; PVC and CPVC meet ASTM 1970-01, ASTM D1784, USP 
Class VI, FDA, NSF 61. 








Polypropylene Polypropylene ; PVC CPVC 
Pipe Item Pipe Item Pipe Item Item 
Size No. Size No. Size No. No. 
FNPT x FNPT, EPDM Seals FNPTXFNPT,FPMSeals  Socket/FNPT x Socket/ 
7 4CLU8 Ve" 4CLV6 FNPT, EPDM Seals 
iv | 1CLv2 Je | (CLT a SA if 
1% | 1CLV3 T" iCLV8 fz | 2KEAT 2KES2 
2" 1CLV4 2" 1CLW2 vi 2hEaG 2erod 
T" 2KE49 2KE54 
1V;' = 3TNR4 
1h" 2KE50 3TNR5 
0" 2KE51 3TNR6 
6FXLO 
TBZ Series Industrial aie ia 
Pipe| Temp. Item Temp. Item 


Size Range (°F) No. Range (° F) No. 
Flanged, Max. Press.: 250 psi CWP 

0-160 466J69 
0-160 466J71 
0-160 466J73 


True Union PVC and 
CPVC Z-Ball Valves = = -0=140~aseiss 


1" | 0-140 466/61 


Ideal for sodium hypochlorite service, tiv"| 0-140 466363 0-160 466J75 
these valves feature a drilled ball for Ve 2 i 46665 o 180 se 
venting gases and keep inner valve aE x Socket, Max. Press.: 235 psi CWP 
surfaces wetted. Black handle acts DV"! 34-140 GFXJ7 | 34-180 GFXK9 


as an identifier. FPM seals only with x ss : i ae : oo ate 
PTFE seats and double O-ring stem Socket x Thread, Max. Press.: 250 psi CWP 
seal. Nos. 466J56 to 466J79 feature a Ys | 0-140 466J56 0-160 466J68 
lock-out/tag-out plate that can accom- a ° ; ia ae i e ae 
modate up to 4 locks. All models meet -77"~p-4a0 466362 | 0-160 466174 
NSF and ASTM, except Nos. 466J56 to 1%") 0-140 466/64 | 0-160 466J76 


466J79 meet NSF/ANSI 61. 2" | 0-140 466/66 | 0-160 466J78 
1-800-GRAINGER (472-4643) 
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Bolted Ball Valves & Actuated Ball Valves 





1-Pc. and 3-Pc. Polypropylene Bolted Ball Valves 


Fiberglass-reinforced bolted valves for heavy-duty industrial applications. PTFE seats allow free move- 
ment of self-aligning, diamond-tuned polypropylene ball for precise alignment. Self-lubricating PTFE 
stem, bushings, and ball seats won't stick or bind. With FKM seals. FNPT connections. For use in 
fluid-handling applications with fertilizer, herbicides, and insecticides, as well as with industrial acids, 
solvents, liquid waste, wastewater, and cooling water. 2-Way 3-Way Bottom Load| 3-Way Side Load 


. Pi Max. It Max. It Max. It 
2-WAY Full-port, right or Size Port pressine No. Preset No. Pressure No. 
= Max. temp.: 150°F 


left directional flow ve Standard 150 psi CWP 1MKK1 — 
= 3-pc. valve structure 


% Full — —_ {50 psi CWP 3DTF3 100 psi 1s CWP SDTFB 
1" Full (150 psi CWP 1MKK3 150 psi CWP 3DTF4 100 psi CWP 3DTF9 
3-WAY valves can be turned —y, 


valves. Bottom-load Ys" Standard|150 psi CWP 1MKK2| — — 
Full 150 psi CWP 1MKK4 150 psi CWP 3DTF5 100 psi CWP 3DTG1 


Off to stop flow. 1%" Full —____— _ 150 psi CWP 3DTF6 100 psi CWP 8DTG2 
« Max. pressure: 100 PSI cond valves 1%" Standard/150 psi CWP1MKK5)  — 
= Temp. range: * Full 150 psi CWP-IMKK7 100 psi CWP DTF7 100 psi CWP 3DTG3 


-20° to 150°F cannot be turned off. 


= 1-pc. valve structure 


Actuated Ball Valves 


= Valve temp. range: -20° to 400°F PNEUMATIC ELECTRONIC 

Compact, direct-mount valves = Actuator inlet pressure: 80 psi or greater = Actuator temp. range: -15° to 140°F 
provide accurate alignment. = Actuator temp. range: -4° to 176°F 
Anticorrosive coating. RTFE seats. — Excellent for continuous rapid cycling 
3-way models are ideal for diverter- or hazardous conditions. Hard anodized 
type applications; 3-pc. models aluminum housing. Integral 120VAC, 60 
permit easy in-line maintenance. All Hz, NAMUR-mount solenoid with three 1%" 
valves have NEMA 4X enclosures. —_ NPT ports. 


2’ Standard 150 psi CWP 1MKK6 
3 Full {100 psi CWP 1MKK8 = = — = 
4" Standard | 75 psi CWP 1MKK9 = — = _ 


do not have a manual override. 


Pneumatic Actuated Ball Valve 
Electronic Actuated Ball Valve 
Spring Return 


Double Acting | Spring Return | - Fail Close 120VAC 12-24VAC/VDC 
Pipe Max. Item Item Item Pipe Max. Item Item 
Size Pressure No. No. No. Size Pressure No. No. 
316 Stainless Steel, Full Port, 2-Piece, Inline, FNPT 316 Stainless Steel, Full Port, 2-Piece, 2-Way, FNPT x FNPT 
Ya" — 4TL09 — Ya" 4TL01 1AWF7 
Y," 4TLO6 4TL10 — Y," 4TLO2 1AWF8 
Sa 4TLO7 4TL11 == 4" 4TLO3 1AWF9 
T 1000 psi CWP /—arrgg ATL12 = " 1000 psicwPp | 4TLO4 AWG1 
1¥," 4YM64 4YM66 — 1¥," 4YM62 1AWG2 
2" 4YM65 4YM67 — 2 4YM63 — 
Brass, Standard L Port, 1-Piece, Three-Way, FNPT ig 1AWF6 — 
9 — — 1AWK9 316 Stainless Steel, Full Port, 3-Piece, 2-Way, FNPT x FNPT 
ya" — — 1AWL1 Ya" 1AWH2 — 
1" 1AWK2 — 1AWL2 Vp" 1AWH4 — 
14%," 400 psi CWP — — 1AWL3 ¥4" 1AWH5 — 
1%" — — 1AWL4 1" ; 1AWH6 — 
ry TAWKS = TAWLS 1 1000 psi CWP > AWH? = 
3" 1AWK6 — — 1¥," 1AWC1 = 
Bronze, Full Port, 3-Piece, Inline, FNPT 2" 1AWC2 _ 
Y," 3TPH3 — 3TPJ2 3: 1AWC3 — 
y4" 3TPH4 3TPJ3 _ Brass, Full Port, 2-Piece, 2-Way, FNPT x FNPT 
1" 600 psiCWP = 3TPH5 3TPJ4 — Y," 6CX16 1AWD4 
1¥," — 3TPJ6 — ¥4" 6CX17 1AWD5 
2 3TPH8 3TPJ7 — 1" 6CX18 1AWD6 
Forged Brass, Full Port, 2-Piece, Inline, FNPT 14%," 600 psi CWP 6CX19 1AWD7 
Vy" 6CX04 6CX10 — 1¥," 6CX20 1AWD8 
ya 6CX05 6CX11 — 2 6CX21 1AWD9 
T 600 psiCWP | 6CX06 — 6CX12 a 1AWD3 
1%" 6CX07 6CX13 — Brass, Standard L Port, 2-Piece, 3-Way, FNPT x FNPT x FNPT 
1%" 6CX08 6CX14 — Ya" — 1AWE8 
Lead Free Brass, Full Port, 2-Piece, Inline, FNPT ¥" _— 1AWE9 
Vy" 462612 462617 — Yo" 1AWE3 1AWF1 
ya 462613 462618 — ¥4" 1AWE4 1AWF2 
1" 462614 46Z619 — 1" 400 psi CWP 1AWE5 1AWF3 
1%" 600 psiCWP | 462615 — — 144" 1AWE6 1AWF4 
1¥," 462616 462621 — 1¥," 1AWE7 1AWF5 
2" 6CX09 6CX15 — 2" 1AWB8 — 
a 1AWJ5 — 1AWJ6 3 1AWB9 — 
Stainless Steel, Full Port, 3-Piece, Inline, FNPT Bronze, Full Port, 3-Piece, 2-Way, FNPT x FNPT 
Ya 1AWP1 — 1AWR1 vp" 3TPF5 — 
Ye" 1AWP2 — 1AWR2 ¥4" 3TPF6 — 
Vp" 1AWP3 — 1AWR3 1" 3TPF7 — 
V9 TAWP4 = TAWR4 1 600 psiCWP | —3TPFB = 
1" 1000 psi CWP | 1AWP5 — 1AWR5 1¥," 3TPF9 — 
144" 1AWP6 — 1AWR6 2" 3TPG1 — 
1¥," 1AWP7 _ 1AWR7 Lead Free Brass, Full Port, 2-Piece, 2-Way, FNPT x FNPT 
2" 1AWP8 — 1AWR8 Ya" 462622 46Z627 
3 1AWP9 — 1AWR9 4" 462623 462628 
Stainless Steel, Standard L Port, 1-Piece, Three- vat FNPT 1" 600 psi CWP 462624 462629 
Yn" 1000 psi CWP, 1AWL9 1AWN5 144" 462625 462630 
Sa" 195 “a Steam 1AWN1 — 1AWN6 1¥," 462626 462631 
il 1AWN2 — 1AWN7 
1%," 800 psi CWP, | 1AWN3 — — Item 
= 125 psi Steam) 1AWN4 — 1AWN9 Item Includes No. 
sik a apical 7 ain Valve Position Limit Switch Kit a narra 
ilo ressure mbien alv em Te ition Limit Swi 
PortSize Range Temp. Range Actuator / Return Voltage No. Limit Switch Kit : Pouring ee | 44F209 
sofenoid Air Control Valve _ : Solenoid Pilot Valve, 175VAC__Ready-to-Mount Pilot Soleniod 44F197 
Ys"NPT 3/7to150 psi 14°to122°F Solenoid/ Spring 12VDC 462648 Solenoid Pilot Valve, 24VAC Replacement Pilot A4F207 


Ya'NPT 2210116 psi 23° to 140°F  Solenoid/ Spring 24VDC 462647 Soleniod, Screws (4) 
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Liquid Handling Products 





DynaQuip 


Feature reversible motors, terminal strip, manual override, and a hardened 
precision gear train. /2" to 2" can be wired in parallel. 50% duty cycle. 3" have 
2 extra SPDT limit switches, 30% duty cycle. General cycle times: 2% sec. for 
Y" to 1"; 6% to 15 sec. for 2"; 15 to 22 sec. for 3". The 12-24VAC/VDC models 


SOLENOID AIR 
CONTROL VALVES 


Standard NAMUR direct-mounted 
pilot solenoids can provide 
electronic control of the inlet air. 
Solenoids efficiently pressurize 
and exhaust the pneumatic actua- 
tor piston compartments allowing 
the actuator to cycle. 


No. 462612 





No. 





PLUMBING 
Ball Valves & Solenoid Valves 


Scan. Order. Done. 
Details on page A1. = 





+GF+ 
PVC Actuated Ball Valves 


= Max. pressure: 230 psi CWP 
= Required air pressure for pneumatic 
valves: 60 to 100 psi 
= Temp. range: 14° to 140°F 
Full-port true-union valves have PTFE seats 
and EPDM seals. Socket/threaded connections. 
Electrically-actuated valves have a 40% duty cycle. 









Pneumatic— Electric— 
Spring Return - Fail Close 100-230VAC 
Pipe Item Item 
ee 36K) = 
2 4 — No. 3GXJ4 
Vp 3GXJ5 3GXL5 ooaee 
1" 3GXJ6 3GXL6 
1%" — 3GXL7 
iA 3GXJ8 — 
ie 3GXJ9 3GXL9 
@ HAYWARD No. 
26X037 


Electrically Actuated 
EATB and EAUTB Series 


True Union Ball Valves 


= Max. pressure: 250 psi CWP 

= Temp. range: 40° to 140°F 
Socket and threaded end connec- 
tions. Valve is PVC construction 
with PTFE seats. EATB Series has 
a 115VAC electric actuator. EAUTB 


; EPDM Seal | EPDM Seal | FPM Seal 
prewired terminal strip and 1 auxil- —_Pipe Item Item item 
iary limit switch. All valves meet NSF/ S72} he, | Mn 1} tg 
ANSI 372, PVC Cell Class 12454 per —3-/—26x029 26X04 | 26X039 
ASTM D1784, UL/CSA Listed Motor. L 26X030 26X039 

: > TH" | 26X031 26X036 26X041 
Thermoplastic NEMA 4/4X enclosure. i 26X032 26X037 26X042 


oo 


3-Way General-Purpose 


Solenoid Valves 


= Max. fluid temp.: 180°F 

= Buna N gaskets 

= Mount in any position 

Direct-acting valves are intended for air and water applications. All have 3 ports 
and 2 orifices that alternate between applying pressure to and exhausting pres- 
sure from actuators and cylinders. Rated for continuous duty. Meet Fluid Control 
Institute, Inc. and National Fluid Power Association (NFPA) standards. UL Listed 
and CSA Certified. 


WARNING: Not for use in explosive atmospheres. 


Max. Oper. 
Min. Oper. Press. Safe Working 
Coefficient Press. Differential Water Item 
Pipe Size Orifice Dia. of Volumet Differential Water Pressure No. 
Normally Closed, Brass Body 
Ve" Ye. 0.12/0.09 0 psi 160 psi 900 psi 2CZY8 
Ya 732" 0.22/0.17 0 psi 90 psi 900 psi 2CZY9 
Normally Closed, Stainless Steel Body 
Vj" Ye" 0.12/0.09 0 psi 160 psi 500 psi 3A426 
32" 0.22/0.17 0 psi 90 psi 900 psi 3A429 
Normally Open, Stainless Steel Body 
Vj" 0.12/0.09 0 psi 125 psi 900 psi 3A427 
an 0.22/0.17 0 psi 75 psi 500 psi 3A430 
Universal, Brass Body 
Yo" 0.05/0.06 0 psi 125 psi 500 psi 4A703 
Ya Ye 0.12/0.09 0 psi 100 psi 900 psi 2A194 
332" 0.22/0.17 0 psi AO psi 500 psi 4A704 


t Coefficient of Volume: the amount of water in gpm at standard connections (60°F, specific 
gravity = 1) which will pass through the valve with a 1 psi pressure drop and the valve in the 
full-open position. 
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® 
Liquid Handling Products 


Electrically Actuated 
Polypropylene 


Ball Valves 


= Max. pressure: 150 psi CWP 

= Temp. range: 0° to 150°F 

3-pc. valves have self-lubricating PTFE 
seats, EPDM seals, and 316 stainless 
steel ball, stem, and valve hardware. 
Include open/closed valve indicator. 





Chemical-resistant construction makes — ping Nee rit 
these valves ideal for fertilizer, herbi- Si Por No, ae 
‘ . os . 4 u 
cide, and insecticide handling, as well 7" Full BEL XA 3ELX9 
as for chemical and acid handling in 1%" Full 3ELX5 3ELY1 
2° Standard | 3ELX6 3ELY2 
many industrial, pulp and paper, and 7 an SEL SELY3 


process applications. FNPT connections. 


> 








No. 4A776 








No. 2CZZ6 





No. 2A199 


No. 2DAA1 


‘al 


2-Way Steam Solenoid Valves 


= Mount in any position 


High-temperature gaskets can be used in hot water or steam applications. 
Use with Class H insulation coils (sold separately). Meet Fluid Control Institute, 
Inc. and National Fluid Power Association (NFPA) standards. UL Listed and 
CSA Certified. 


WARNING: Not for use in explosive atmospheres. 


Max. Oper. Safe Safe 

Press. Working Working 

Pipe Orifice of Press. Differential Water Steam Steam Seal Item 
Size Dia. Volumet Differential Water Pressure Pressure Capacity Material No. 
Normally Closed, Brass Low Pressure Steam - Buna Gaskets - Max. Fluid Temp.: 250°F** 


Coefficient Min. Oper. 


Yer a" 0.48 0 psi 100 psi_ S00 psi_ 100 psi 47 lb/hr. =— 20226 
Je" 2.20 2 psi 200 psi 350psi 350 psi 216!b/hr EPM 2DAA2 
Ye 2.80 0 psi 100 psi + 300psi 15psi 129|b/hr EPM 4A776 
%e" 2.80 5 psi 100 psi + 300psi 15psi 129lb/hr. EPM 4A694 
A %e" 3.60 0 psi 100 psi 3800 psi_ 15 psi_ 165 lb/hr EPM _1A82 
Ye" 3.60 9 psi 100 psi__ 300 psi__ 15 psi_ 165 1b/hr. EPM 4A695 
5/q" yf" 5.00) 0 psi 100 psi__ 300 psi_ 15 psi 253 lb/hr. EPM _1A583 
5/4 5.90 5 psi 100 psi 300psi 15psi 253 lb/hr EPM 4A696 
morally ¢ Closed, Brass High Pressure Steam - PTFE Gaskets - Max. Fluid Temp.: 400°F** 
Vs" 0. 34 0 psi 150 psi__500 psi_500 psi_ 33.3 Ib./hr. PTFE 2A197 
a 0.48 0 psi 100 psi 500psi 500psi 47|b/hr PTFE 2CZZ4 
yg" ¥e" 2.20 2 psi 300 psi 350 psi 350 psi 594 lb/hr PTFE 4A715 
yy" 3.90 5 psi 150 psi 300 psi 300psi 864 |lb./hr. PTFE 4A702 
Yr VA 3.50 5 psi 150 psi 300 psi 300psi 864|b./hr PTFE 2A198 
fy" Va" 7.00 5 psi 150 psi 300psi 300psi 1729 lb/hr. PTFE 2A199 
lg i 13.00 9 psi 150 psi__300 psi_ 300 psi 3210 lb/hr. PTFE 2A200 
1%" = 1%" 16.00 : psi 150 psi__ 300 psi_300 psi_3951 Ib./hr. PTFE 2A201 
1%" 1%" — 25.00 5 psi 150 psi 300psi 300 psi 6174 lb/hr. PTFE 2A202 
Normally Closed, Stainless Steel High Pressure Steam - 
PTFE Gaskets - Max. Fluid Temp.: 400°F** 
Ya Yq" 0.05 0 psi 150 psi 500 psi 500 psi 11.8 lb/hr. PTFE 2DAA1 


t Coefficient of Volume: the amount of water in gpm at standard connections (60°F, specific 
gravity = 1) which will pass through the valve with a 1 psi pressure drop and the valve in the 
full-open position. ** Do not exceed temperature limitations. 
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Max. 
Min. Operating Safe 
Operating Pressure Working 
Pipe Orifice Cvof Pressure Differential Water Item 









Valve Coil 








é Size Dia. Volumet Differential* Air/Inert Gas Pressure No. 
Key A — Solenoid Valve Less Coil 
No. 6X542 vs Normally Closed, Brass 
Valve Coil a 0.05 Opsi 200 psi 200 psi 20773 
Key B / : 16. psi 900 psi —-500 psi 
ce ean Valve Coil ve Yo" 0.20 Osi 300 psi 500 psi_1A574 
: Key C ye 0.34 0 psi 150 psi 500 psi 2CZZ14 
No. 4A705 ¥2' 0.48 0 psi 100 psi 500psi 20225 
Yq" (0.22 0 psi 300 psi 500 psi 20228 
Ye 0.34 0 psi 150 psi  500psi 1A575 
yy" ~ Yo" 0.48 0 psi 100 psi 500 psi 20222 
Ys" (0.70 0 psi 20 psi 500 psi 20229 
Yar 1.20 2 psi 200 psi 300 psi 3A433 
yi" 1.20 2 psi 200 psi 350 psi 4A699 
3" 1.70 0 ps! 10 ps! 500 psi 20227 
yr 72.20 2 psi 200 psi 350 psi 4A700 
8 Be 3.50 5 psi 250 psi 300 psi_ 4A701 
% 2.80 0 psi 100 psi 300 psi 4A697 
¥ _—2.80 9 psi 150 psi 300 psi 1A5/6 
Yy" __ 3.50 9 psi 200 psi _300psi 3A435 
%' ~% 3.60 0 psi 100 psi 300 psi 3A434 
%' _3.60 5 psi 150 psi 3800 psi_ 1A577 
Ys" 5.50 0 psi 100 psi 300 psi 3A436 
B. C. ys" ~% 5.50 5 psi 125 psi 300 psi_1A578 
Junction Box 7/8" 1/4" Spade 1/2" Conduit i : psi = BS nb BS bance 
. 7 7 7 u . psi | | 
Dia. Conduit Hole Terminal Connection 1 +" 13°00 5 psi 950 psi 300 psi 3A438 
TH" 1%" 16.00 5 psi 250 psi 300 psi_1A580 
or aoc nl a rie ' a ps ' 200 psi 300psi 1A581 
, ormally Closed, Stainless Stee 
Dayton Ve’ O12 ~~ Osi 500 psi 500 psi 4A688 
yy 720.22 0 psi 300 psi 500 psi 3A423 
' ae ee 
32" psi psi psi 
Solenoid Valves uae %a" 0.05 Osi 500 psi 500 psi 4A691 
= No. 1A576 Ye 0.12 0 psi 500 psi 500 psi 3A425 
and Valve Coils Yar" 0.20 Osi 300 psi 500 psi 4A692 
; yy" ve" 0.34 0 psi 150 psi___500 psi_ 2A195 
Solenoid Valves—fFeature 2-way design and have Yee 0.48 0 psi 100 psi___500 psi_ 3A431 
Buna N gaskets (do not exceed temperature limitations). Solenoid Valve Coils—For use with 7 est B00 st SAAD 
To prevent backflow, add a check valve to the system Dayton® solenoid valves on this page only. Normally Open, Stainless Steel . . 
(sold separately on page 2900). Valves that have OPD Continuous duty coils, for Class F, H, and B vr 8, 30 Te a BS ab BS ee 
minimums beginning with 0 (e.g., 0 to 300 psi) are insulation with NEMA coil enclosure. Coils ose se aicialh 
direct-acting and will open and close when line pres- and valves, when assembled, are UL Listed. For steam Voltage Pipe SizeNPT VA VA ~ Watts. 
sures are within minimum and maximum psi ranges. valves, use Class H coil. 12 and 24VDC coils have integral Solenoid Valve Coils 
Valves that have OPD minimums starting at 2 or 5 (€.9., + pulse modulation circuit for the same OPD ratings as AC Lev Ny 54 A at 
5 to 150 psi) are designated pilot-operated and will open coils. CSA Certified, except Nos. 3PU19 and 3PU18 are UL 1/4" 28 199.0 
and close only if pressure differential between the inlet —_Listed only. V2OVAG 3/8 Ue 3 _ sf _13__8.2 
and outlet is within OPD ranges. Normally closed valves WaRNING: Not for use in hazardous atmospheres. ri, ae 23 iF 2.0 
will open when energized. Normally open valves will Voltage 4 50 1990 
close when energized. Meet Fluid Control Institute, Inc. , eal seve ee ene ee oo ene 208/240VAC_ 3/8", 1 me 3/4" 60 z 19.6 
: : fad nsulation| Item tem tem tem tem i 
and National Fluid Power Association (NFPA) standards. Key Class** | No. No. No. ti No. a yet 1990 
UL Listed and CSA Certified. Solenoid Valve Coils is 26 18 8.3 
; ; ene A F 3PU19 | 6X543 6X544 6X542 | 3PU18 : ; 
« Max. fluid temp.: 180°F AH =} 2204 | 2205 2A203— | — D4vAC 3/819" 3/4" 531675 
= Mount in any position B B — 3A440 3A441 — = ; vk a” ey 7 ie 
WARNING: Not for use in hazardous atmospheres. : E = aA/UG ae rane = AVC aT 48 4 40 
Note: Maximum suggested cycling rate is 10 times per min. t Coefficient of Volume (Cv): the amount of water in gpm at standard connections (60°F, specific gravity = 1) which will pass 


through the valve with a 1 psi pressure drop and the valve in the full-open position. * OPD—Operating Pressure Differential. 
**NEMA Class F (311°F), Class H (356°F), Class B (266°F). 


& ® 
. 7 : Dayton 
Solenoid Valve Rebuild Kits 


Replacement parts for Dayton® solenoid valves. All come with plunger assembly, gasket, spring, and instructions. 
See Grainger.com® for a complete listing of kit contents. 





Item Item 
Description For Use With No. Description For Use With No. 
3A434, 3A436, 44697 2DAA5 2DAA2 2DAB2 
1A5/76, 1A5/7 2DAA6 3A433, 44699, 44700 2DAB3 
1A582, 1A583, 44776 2DAC9 2A198, 4A702 2DAB6 
Diaphragm Assembly 1A5/8 2DAD1 2A199 2DAB/ 
ee ae a a att 
A694, 5 
4A696 DADA eae lg ae? VN ODACI 
3A426, 3A429, 2CZY8, 2CZY9  2DAA3 g 3A435, 4A/01 2DAC2 
1A574, 3A422, 3A423, 3A437 2DAC3 
4A688, 4A689, 4A690, 2DAA4 3A438 2DAC4 
2CZZ1, 20ZZ3, 2CZZ5 1A580 2DAC5 
ee a fal se 
: 7 4A715 7 
O-Ring, Spanner 14575, 2195, 2196, 3A425, on aag 
3A431, 44691, 4A692, 4A693 
3A432, 20222, 20228, 2CZZ9 2DAB1 
2A194, 4A703, 44/04 2DAB4 
3A427, 3A430 2DAB5 
3A424, 3A428 2DAC8 
2A197, 20224, 2DAA1 2DAD5 No. 2DAA3 
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Solenoid Valves Details on page A1. = 





= = 1-pc. molded epoxy coil 2-Way—Use high-flow valves for liquid, 3-Way—Have 3 pipe connections " 
2 and 3 Way enclosures have built-in 2" corrosive, and air/inert gas service and 2 orifices that alternately ASV4 


General-Purpose NPT conduit hubs with strain —_ applications, including car washes, air apply pressure to and exhaust Red-Hat. 
Solenoid Valves relief. For information on stan- compressors, pumps, laundry equipment, pressure from valve actuators and 





























dards, go to Grainger.com®. — and industrial water control. single-acting cylinders. 
110/120VAC 
Max. Operating Pressure Diff. 
Coil Insulation NEMA Max. Mfr. Min. Oper. Item 
Pipe Size Orifice Dia. Cv Class Rating Fluid Temp. Model Press. Differential | Air/Inert Gas Water Light Oil No 
2-Way/2-Position 
Normally Open, Brass Body - DIN Connection - NBR Gaskets 
A YB" 4 12 3.35.4 4X 180°F $C8210G034 0 psi 150 150 125 psi 4ELH/ 
ya" ya" D F iri Sak Shik Dis 180°F $C8210G035 0 psi 150 150 125 psi 4ELJ1 
Normally Open, Brass Body - FKM Gaskets 
a fa Rs F 1, 2,3, 39,4, 4X _180°F 8210G035V 0 psi 150 psi 150 psi 125 psi 4EKZ3 
120VAC 24VDC 
Coil Min. Oper. |Max. Operating Pressure Diff. Max. Operating Pressure Diff. 
: Pipe Orifice Insulation NEMA Max. Fluid Mfr. Press. Air/ Item Air/ Item 
No. 4ELF6 Size Dia. Cv _ Class Rating Temp. Model Differential) InertGas Water LightOil No InerttGas Water LightOil No 
2-Way/2-Position 
Normally Closed, 22mm, Brass Body, DIN Connection - FKM Gaskets 
Ye" Vie’ —«0..08 F 4, 4X 180°F = SC8256A002V 0 psi _ — _ _ 220 psi 220 psi 220psi 4ELC5 
Ye" Fa (0.19 F 4, 4X 180°F = SC8256B045V 0 psi — = — —_ 63 psi 63psi 63psi 4ELC4 
Normally Closed, Brass Body, DIN Connection - NBR Gaskets 
Ye" %e" (0.52 F 1,2,3,35,4,4X 180°F = $C08262H202E 0 psi 210 psi 200 psi 145 psi 6ZAK7 = = = —_ 
Ye" ¥%" 3.00 F 1,2,3,35,4, 4X — 180°F $C8210G093 0 psi 150 psi 150 psi Not Rated 4ELF6 — — — _ 
¥" ¥%' 3.00 F 1,2,3,35,4, 4X — 180°F $C8210G001 2 psi 200 psi 150psi 135 psi 6FAY8 = — = —_ 
yy %' 4.00 F 1, 2, 3,35, 4, 4X _ 180°F $C8210G094 0 psi 150 psi 150 psi Not Rated 4EKR5 — — — —_— 
y;" %' 4.00 F 1, 2,3, 35,4, 4X — 180°F $C8210G002 2 psi 200 psi 150psi 135psi 4ELG6 = — = — 
Y," ¥%" 4.00 c 1,2, 3,35, 4, 4X — 150°F 5C8210G094 0 psi — — — _ 40 psi 40psi Not Rated 4ELF7 
eq %" 4.00 F 1,2,3,35,4, 4X — 150°F $C8210G002 2 psi — — — _ 125 psi 100psi 100psi 4EKR7 
ya" Ya" 5.00 F 1, 2,3, 35,4, 4X — 180°F $C8210G009 © psi 125 psi 125psi 125psi  4ELH1 — = — _— 
ya Ya" 5.00 F 1,2,3,38,4, 4X — 180°F $C8210G095 0 psi 150 psi 150 psi Not Rated 4ELH3 = = — _ 
a Ya" 6.50 F 1,2,3,35,4, 4X — 180°F $C68210G003 2 psi 200 psi 150 psi 100psi 4ELG/ = = — — 
Sa Ya" 6.50 F 1,2,3,35,4, 4X — 150°F $C8210G003 2 psi _ — — _ 125 psi 125psi 125psi 4ELG8 
i 1" 13.00 F 1, 2,3,35,4,4X_ _180°F $C8210G004 2 psi 150 psi 150 psi 100psi 4ELG9 — — — _ 
1 113.00 i 1, 2,3,35,4,4X _180°F $C8210G054 0 psi 150 psi 125psi 125 psi 4ELF5 = — = _ 
TY" 144" 22.50 F 1, 2,3, 39,4, 4X 180°F $C8210G056 0 psi 150 psi 125 psi 125psi 6FAZO = = = — 
TY" 144" = 22.50 F 1, 2,3, 35,4, 4X _ 150°F $C8210G022 © psi — — _ _ 125 psi 250psi 125psi 6FAY9 
Normally Closed, Brass Body - EPDM Gaskets 
Ye" %' 3.00 F 1,2, 3,35, 4, 4X — 180°F 8210G001E 2 psi 200 psi 150 psi 135psi 6DYLO — — — —_ 
Vy; %' 4.00 F 1, 2,3, 35,4, 4X — 180°F 8210G002E 2 psi 200 psi 150 psi 135 psi 6DYL1 = = = — 
Normally Closed, Brass Body - FKM Gaskets 
Ye" ea" OO. F 4, 4X 180°F U8256A001V 0 psi = = = _— 360 psi 360 psi 330psi 4ELC2 
Ye" Vis —«0..08 E 4, 4X 180°F U8256A002V 0 psi — — — _ 220 psi 220 psi 220psi 4ELC3 
No. GWTUG6 Ye" He" (02.21 i 1,2,3;00,4,44 210°F 8262H011V 0 psi 900 =350psi 350psi 6ZAK2 = — = — 
Ye" Ha" (0.19 E , 4X 180°F U8256B045V 0 psi _— — = — 63 psi 63psi 63psi 4ELC1 
Ye" Ye" (0.21 F 1, 2,3, 35,4, 4X — 210°F 8262H021V 0 psi 900 350psi 350psi 6YEJ8 — = — — 
Ys" Re" (0.78 F 1, 2,3, 35,4, 4X _ 180°F 8262H208V 0 psi 100 psi 100 psi 100psi 6WIN4 —_ 
Ye" Fe" (0.78 F 1, 2,3, 35,4, 4X — 180°F 8262H013V 0 psi sopsi 54psi 40psi  6YEK1 = — = —_ 
VY" %' 4.00 F 1, 2,3, 35,4, 4X _ 180°F 8210G094V 0 psi 150 psi 150 psi Not Rated 4EKT2 — — — —_ 
Y" %' 4.00 F 1, 2,3, 35,4, 4X _ 180°F 8210G002V © psi 200 psi 150 psi 135 psi 4EKR9 — — = _— 
ya Ya" 5.00 F 1, 2,3, 35,4, 4X _ 180°F 8210GO095VH 0 psi 150 psi 150 psi Not Rated 4EKV2 — — — —_ 
ya Ya" 5.00 F 1, 2,3, 35,4, 4X — 180°F 8210G095V 0 psi 150 psi 150 psi Not Rated 6DYN8 = — = _ 
Ya" Ya" 5.00 i 1, 2,3, 35,4, 4X _ 180°F 8210G009V © psi 125 psi 125psi 125 psi 4EKV1 — — — _ 
1" 1" 13.00 F 1, 2,3, 35,4, 4X —_ 180°F 8210G054V 0 psi 150 psi 125 psi 125 psi 4EKP4 _ — — _— 
il 1" 13.00 E 1, 2, 3,35, 4, 4X _ 180°F 8210G004V © psi 150 psi 150 psi 100 psi 4EKP6 = — — _ 
Normally Closed, Brass Body - NBR Gaskets 
Ye" ea" OO. F 1, 2,3, 35,4, 4X _ 180°F 8262H001 0 psi 7o0 psi 750 psi /25 psi 6WINS — — — —_— 
Ye" He" (02.21 F 1, 2,3, 35,4, 4X — 180°F 8262H014 0 psi 3/0 psi 330 psi 190 psi 6WITP3 = = = — 
Ye" eo" (0.21 H 1, 2,3, 35,4, 4X 180°F 8262H014 0 psi — — = — 230 psi 160 psi 160psi 6WTU3 
Ve" Ye" 0.35 F 1, 2,3, 35,4, 4X _ 180°F 8262H002 0 psi 185 psi 180 psi 120 psi 6WTPO = = = — 
Va Ye" (0.35 H 1,2,3,35,4, 4X — 180°F 8262H002 0 psi _ — — _ 130 psi 110psi 95psi 6WTW5 
V4 4 0.06 F 1, 2,3,35,4,4X_ __140°F 8262H200 0 psi 1500 psi 1500 psi 1500 psi 6WTTO = = = —_ 
Va 4" 0.06 F 1, 2,3, 35,4, 4X __140°F $C8262H200 0 psi 1500 psi 1500 psi 1500 psi 6WTU6 a = — _ 
Va 332" 0.21 E 1, 2,3, 39, 4, 4X 180°F 8262H021 0 psi 200 psi 350 psi 2/0psi 6WTT5S = = — _ 
Va 332 0.21 i 1, 2,3, 35,4, 4X — 180°F 8262H020 0 psi 3/0 psi 330 psi 160 psi 6ZAK3 = — _ — 
Va 32" 0.21 H 1, 2,3,00,4,4% _180°F 8262H020 0 psi _— — =— _— 230 psi 160 psi 160psi 6ZAJ9 
V4 Ve" 0.35 F 1,2, 3,35, 4, 4X — 180°F 8262H232 0 psi 340 psi 300 psi 215psi 6WIN1 — — = — 
; Va ve" _0.35 H 1, 2,3, 35, 4, 4X _ 180°F 8262H022 0 psi — — _ _ 130 psi 110 psi 90psi 6ZAKO 
No. 6ZAK4 Yq" ve" 0.35 E 1,2, 3,35, 4,4X — 180°F 8262H022 0 psi 185 psi_ 180 psi 90psi 6WTP4 = = = _ 

. Ya" Ye" (0.35 F 1, 2,3, 35,4, 4X _ 180°F $C8262H232 0 psi 340 psi 300 psi 215 psi 6WTU9 — = — — 
V4 Ye" 0.35 H 1, 2,3, 35,4, 4X _ 180°F 8262H232 0 psi _ _ — _ 130 psi 125 psi 115 psi 6WTW4 
Va %2' 0.52 H 1, 2,3, 35,4, 4X _ 180°F 8262H202 0 psi _— — — _— 65 psi 63psi 63psi 6ZAK1 
Va %2' 0.52 F 1, 2,3, 35,4, 4X — 180°F SC8262H202 0 psi 210 psi 200psi 145 psi 6WTU7 = = = _ 
Va %2' 0.52 F 1,.2,3,00,4,4%  -180°F 8262H202 0 psi 210 psi 200 psi 145 psi 6WITP6 — — — _ 
Va 2" 0.13 F 1, 2,3,35,4,4X — 180°F SC8262H208 0 psi 100 psi 100psi 100psi 6WTU8 = = = _ 
Va Ro" 0.73 F 1, 2,3, 35,4, 4X —_210°F 8262H208 0 psi 100 psi 100psi 100psi 6WTP8 _ = — —_— 
Va Po 0.78 H 1, 2,3, 35,4, 4X _ 180°F 8262H208 0 psi _ — = —_ 30 psi 30psi 30psi 6WIW2 
Va %2" F 1.2, 300,444 140 Fr 8262H078 0 psi 20 psi 50 psi — 6ZAK4 = = — —_ 
Va %2' 0.88 F 1, 2,3, 35,4, 4X _ 180°F 8262H210 0 psi 65 psi /opsi 60psi 6WIV5 = = _ — 
Va %2" 0.88 E 1, 2,3, 35,4, 4X _ 180°F 8262H212 0 psi 90 psi 90psi Y90psi 6WTRO = = — _ 
Va %32" 0.88 F 1, 2,3, 35,4, 4X — 180°F 8262H090 0 psi 36 psi 36psi 33psi 6WTV2 = — = — 
Va %2" 0.88 H 1, 2,3,09,4,4% _180°F 8262H090 0 psi _ — _ _ 2/psi 23psi 21psi 6WTW1 
Va %2" 0.88 F 1, 2,3, 35,4, 4X  180°F $D8262H212 0 psi 90 psi 90psi 90psi 6WTVO = = = — 
Va Ae 1.20 F 1,2, 3,35, 4,4X — 180°F 8210B020 © psi 125 psi 125 psi Not Rated 3UK18 _ = = —_ 
¥~ %2" 0.88 F 1, 2,3, 35,4, 4X — 180°F 8263H210 0 psi 100 psi 85psi /O0psi 6WTNO = = = _ 
¥~ Ae 1.20 i 1, 2,3, 35,4, 4X _ 180°F 8210B021 5 psi 125 psi 125 psi Not Rated 3UK19 — — — —_ 
¥~ 3g" 1.50 F 1, 2,3, 35,4, 4X _ 180°F 8210G073 2 psi 150 psi 125 psi Not Rated 3ULO01 — = = —_ 
¥~ %' 3.00 F 1,2,3,35,4, 4X — 180°F 8210G001 2 psi 200 psi 150 psi 135psi 3UK48 = — — _ 
¥~ %' 3.00 i 1,2,3,35,4, 4X — 175°F 8210G006 2 psi 300 psi 300 psi 300psi S3UK64 = — = _— 
48 %' 3.00 F 1, 2,3, 35,4, 4X _ 180°F 8210G093 0 psi 150 psi 150 psi Not Rated 3UL10 = == — _— 
4 %' 3.00 F 1, 2,3,35, 4, 4X __150°F 8210G001 © psi — _— — _ 125 psi 100 psi 100psi 5LE97 
¥~ %' 3.00 F 1, 2,3, 35,4, 4X __150°F 8210G093 0 psi — — = — 40 psi 40psi NotRated 5LE96 

No. 3UL13 Ai ¥' 3.20 F 1, 2,3, 39, 4, 4X 200°F 8223G003 25 psi | 1500 psi 1500 psi 1500 psi 4KY38 — — — — 
VY" Ae 2.20 E 1, 2,3, 35,4, 4X _ 180°F 8210G015 2 psi 150 psi 125 psi Not Rated 3UK76 = = == — 
Yo" Ae 2.20 F 1, 2,3,00,4,4% _ 190°F 8210G015 © psi — — _— _ 40 psi 40psi Not Rated 4EKR8 
VY" %' 4.00 F 1, 2,3, 35,4, 4X _ 180°F 8210G002 2 psi 200 psi 150psi 135 psi 3UK51 = = = —_ 
Yo % 3.6 F 1, 2,3, 35,4, 4X —_ 125°F 8210G075 0 psi 90 psi _50 psi = 6DYN4 = = — —_ 
Yo %' 4.00 F 1, 2,3, 35,4, 4X — 180°F 8210G094 0 psi 150 psi 150 psi Not Rated 3UL13 = —= — _ 
Yo %' 4.00 E 1, 2,3,09,4,4% _180°F JKF8210G094 0 psi 150 psi 150 psi Not Rated 4EKR4 — — — _ 
Yo %' 4.00 H 1, 2,3, 35,4, 4X — 180°F HT8210G002 9 psi 200 psi 150 psi 135 psi 4ELE8 = = = —_ 
Yo %' 4.00 F 1, 2,3, 35, 4, 4X _ 150°F 8210G094 0 psi _ — = _ 40 psi 40psi NotRated 5LE98 
Yo %' 4.00 i 1, 2,3, 35, 4, 4X _ 150°F 8210G002 © psi —_ _— — _ 125 psi 100psi 100psi 5LU11 
Yo %' 4.00 i 1, 2,3, 35,4, 4X 1/5°F 8210G007 2 psi 300 psi 300 psi 300psi 3UK66 — — — —_ 
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Find the yf. Find Solutions. Find Great Prices. Solenoid Valves 
«(Eni : : 
2- and 3-Way General-Purpose Solenoid Valves ASV4O 
120VAC 24VDC 
Coil Min. Oper. (Max. Operating Pressure Diff. Max. Operating Pressure Diff. Red-Hat 
Pipe Orifice Insulation NEMA Max. Fluid Mfr. Press. Air/ Item Air/ Item 
Size Dia. Cv Class Rating Temp. Model Differential InertGas Water LightOil No InertGas Water LightOil No 


2-Way/2-Position (Cont.) 


Normally Closed, Brass Body - NBR Gaskets (Cont.) 
"4.00 




















NBR 

yr oR H_1,2,3,38,4,4X  180°F _H18210G094 Opsi | 150psi 150psi NotRated 4ELF3 — — — = 

yw % 400 F  1,2,3,38,4,4X 180°F  8210G094MO0  Opsi | 150psi 150psi Not Rated 6DYN7 — — — = 

yy % 400  F  1,2,3,38,4,4X 180°F  8210G002MO  S5psi | 200psi 150psi 135psi 6DYL2 — — = = 

yy %' 400 F  1,2,3,38,4,4X 180°F _ 8210G0020 5psi_ | 200psi 150psi 135 psi 6DYL3 — — — = 

yy 400 F  1,2,3,38,4,4X 180°F —_ 8210G094N Opsi | 150 psi 150psi Not Rated 4EKT1 — — — — 

yy ¥s' +500 $F 1,2,3,35,4,4X  180°F 8210G009 5psi_ | 125psi 125psi 125psi 3UK70 — — — = 

yy ¥s" ~+5.00 §F  1,2,3,38,4,4X 180°F JKF8210G009 Spsi | 125psi 125psi 125psi 4EKV4 — — — — 

yy -¥s' ~=+5.00 §F  1,2,3,35,4,4X  180°F 8210G095 Opsi | 150 psi 150 psi Not Rated 3UL19 _ — — — 

Ys Ys" —~+5.00  F  1,2,3,35,4,4X  180°F JKF8210G095 Opsi | 150psi 150psi Not Rated 4EKV5 -- = — — 

yy ¥y' 5.00 H  1,2,3,35,4,4X 180°F H18210G009 Spsi | 125psi 125psi 125psi 4ELF1 — = — — 

yy  ¥s' +500 F  1,2,3,38,4,4X 180°F 8210G009MO Spsi | 125psi 125psi 125psi 6DYL6 — — — — 

yy -¥s' 6.00 §F  1,2,3,35,4,4X  200°F 8210G026 Opsi | 350psi 300psi 200psi 5JC36 — — — — 

yy ¥ 6.50  F  1,2,3,38,4,4X _180°F 8210G003 5psi | 250 psi 150psi 100psi 3UK58 — — — — No. 4EKR3 
Ys Vs" 6.50 F  1,2,3,35,4,4X 180°F JKF8210G003 5psi | 250psi 150psi 100psi 4EKV3 — — — — 

yy  -¥s" 6.50 F  1,2,3,35,4,4X 180°F  8210G003B 5psi_ | 250psi 150psi 100psi 6DYL4 — — — — 

yy Vs" ~7.80 $F 1,2,3,35,4,4X  200°F 8223G005 25psi_ | 750psi 750psi 750psi 4KY39 — — — — 

x  ¥s 500  F  1,2,3,38,4,4X  150°F 8210G009 5 psi — — — — 100 psi 90 psi 75 psi SLU15 

yy  %s 500 $F 1,2,3,35,4,4X  150°F 8210G095 0 psi — — — — 40 psi__40 psi_ Not Rated 5LU14 

x  ¥s 650 $F  1,2,3,38,4,4X 150° 8210G003 5 psi — — — — 125 psi_ 125 psi 125 psi _5LU16 

TT 1300 F 1,2,3,35,4,4X  180°F 8210G004 5psi_ | 150 psi 150psi 100psi 3UK60 = — — — 

1 13.00 ~H -1,2,3,38,4,4X  180°F HT8210G004 —sSpsi_ | 150psi 150psi 100psi 4ELE9 = = = —_ 

1 13.00 FF Ss1,2,3,38,4,4X 180°F —_JKF8210G004  —Spsi_ | 150psi 150psi 100psi 4EKP7 = — = — 

1 13.00 FSs1,2,3,38,4,4X 180°F 8210GO04MO ~—sSpsi_| 150psi 150psi 100psi 6DYL5 = = — — 

1 13.00 ~H  1,2,3,38,4,4X  180°F _HT8210G054 ss Opsi_ | 150psi 125psi 125psi 4ELF2 — = = — 

tT 7 13.00 F  1,2,3,35,.4.4X  180°F 8210G054 Opsi | 150psi 125psi 125psi 5JC40 — — — — 

tT 1 1350 F  1,2,3,35,4,4X  200°F 8210G027 Opsi | 300psi 225psi 115psi 5JC38 — = = — 

1" 13.00 ~F 1,2,3,35,4,4X _150°F 8210G004 5 psi — — — — 125 psi 125psi 125psi  5LU18 

Tv" 1%" 15.00 F  1,2,3,38,4,4X  180°F 8210G008 5psi_ | 150 psi 150psi 100psi 4EKN7 — — — — 

1" 1%" 15.00 F  1,2,3,38,4.4X  180°F 8210G055 Opsi | 150psi 125psi 125psi 5JC44 — — — = 

tv" 1%" 15.00  F  1,2,3,384,4X  150°F 8210G008 5 psi — — — — 125 psi 125 psi 125psi  5LU19 

1H" 1" 2250  F  1,2,3,35,4,4X {80°F  8210G022M0  5Spsi | 150psi 150psi 100psi 6DYL9 — — — — 

14" 1%" 2250  F  1,2,3,38,4,4X 180°F 8210G022 5psi_ | 150 psi 150psi 100psi 3UK79 = = — = 

1H" 1%" 2250 HH  1,2,3,38,4,4X 180°F 8210B056 Opsi | 150psi 125psi 125psi 6DYK9 = — — — 

1" 1%" 2250  F  1,2,3,38,4,4X _180°F 8210G056 Opsi | 150psi 125psi 125psi 5JC46 — — = — 

14" 1%" 2250  F  1,2,3,38,4,4X 150°F 8210G022 5 psi — — — — 125 psi 125psi 125psi  5LU20 No. 4EKX4 
1A" 1%" 2250 4X 180°F 8210G056 24/DC OO psi — — — _ 135 psi 120 psi 120psi 53AY48 . 
2" 1%" 43.00 F  1,2,3,35,4,4X  180°F 8210G100 5psi_ | 150psi 125psi 90psi 3UL25 — — — _ 

2" 1%" 43.00  F  1,2,3,35,4,4X 150°F 8210G100 5 psi — — — — 50psi 50psi 50psi 4EMF4 

2%" 1%" 45.00  F  1,2,3,35,4,.4X  180°F 8210G101 5psi_ | 150psi 125psi 90psi 4KY37 — — — — 

Normally Closed, Brass Body - Nylon Gaskets 

¥ Ye 150 F  1,2,3,35,4,4X 200° 8223G023 10 psi | 750psi 750psi 750psi 4EKU4 _ — — — 

Normally Closed, Brass Body - PTFE Gaskets 

Yr" 052 FSO, 2, 3,38, 4, 4X 180°F 8262H202T Opsi | 210 psi 200psi 145 psi 6WTT6 — — — = 

yy 400  F  1,2,3,38,4,4X 180°F  JSF8210G002 5psi | 200psi 150psi 135psi 4EKR3 — — — — 

Normally Closed, Plastic Body Open Frame - NBR Gaskets 

ye 0.30~—SCOF SS, 2,3, 38,4, 4X 125°F — USM8260100 Opsi | 125psi — NotRated 4EKX4 — = = — 

Normally Closed, Stainless Steel Body, DIN Connection - NBR Gaskets 

ye 4.00 ~~ F Cad, 2,3,38,4,4X 150°F — SC8210G087 —_——OO psi — — — — 40 psi 40 psi__Not Rated 6FAZ1 

yy 400  F  1,2,3,38,4,4X 175°F SD8210G087_ —Opsi_ | 150psi 150psi 125psi G6FAZ5 — = — — 

Normally Closed, Stainless Steel Body - EPDM Gaskets 

yy ¥%' —-4.00 1,2,3,35,4,4X  175°F 8210G087E Opsi | 150psi 150psi 125psi 6DYN5 — — = = — 
Normally Closed, Stainless Steel Body - NBR Gaskets L) 
ye 035) F Sa, 2, 3,385,4, 4X 180°F 8262H006 Opsi | 185psi 180psi 120psi 6WTP1 — — — — m 
yy ¥ea" 0.06 ~=~6F ST, 2, 3, 38,4, 4X 180°F 8262H080 Opsi | 750psi 750psi 725psi 6WTV1 — — — — 

Vir Yo" 0.21 Hs, 2,3, 38,4, 4X 180°F 8262H086 0 psi — _ — — 235 psi 160psi 160psi 6WTR9 No. 6WTRS 
ye 0.35 SCOF CST, 2,3, 38,4, 4X 180°F 8262H007 Opsi | 185psi 180psi 90psi G6WTP2 — — — — 

ye 0.35 HSM, 2, 3,385, 4, 4X _-180°F 8262H007 0 psi — — — — 130 psi 110 psi 90psi 6WTR6 

Yr 2" 052 FF 1,2,3,38,.4,4X _180°F 8262H220 Opsi | 210 psi 200psi 145psi 6WTR2 = — — — 

Yo" 0.73 F  1,2,3,35,4,4X  180°F 8262H226 Opsi | 100psi 100psi 100psi 6WTR3 — — — — 

Yr %o" 088 F  1,2,3,35,4,4X  180°F 8262H230 0 psi 90 psi 90psi 90psi 6WTR4 — = = = 

¥  ¥' 150 $F 1,2,3,35,4,4X  180°F 8210G036 5psi_ | 150 psi 125psi Not Rated 3UK91 — — — — 

%  ¥' 150 F  1,2,3,38,4,4X  150°F 8210G036 5 psi — — — — 40 psi 40 psi_ Not Rated 6DYN1 
ye’ (2.20 =F sa, 2,3, 38,4, 4X 180°F 8210G037 5psi_ | 150 psi 125psi Not Rated 3UK93 — — — = 

yy 400 F  1,2,3,38,4,4X 175°F 8210G087 Opsi | 150psi 150psi 125psi 3UL05 — _ — = 

ye" 4.00~—~—COF Cid, 2,3,38,4,4X _150°F 8210G087 0 psi — — — — 40 psi 40 psi__Not Rated SLE99 
Ys’ «A450 FS, 2,3, 38,4, 4X 175°F 8210G088 Opsi | 150psi 150psi 125psi 3UL07 — — — — 

Ys 450  F  1,2,3,38,4,4X _150°F 8210G088 0 psi — — — — 40 psi 40 psi_ Not Rated SLU13 

TT 1300 F  1,2,3,35,4,4X 180°F 8210G089 Opsi | 150psi 125psi 125psi 5JC50 — = = = 

Normally Open, Brass Body - DIN Connection - NBR Gaskets 

14" 1¥" 2250 F  1,2,3,38,.4.4X 180°F SC8210D032 —5psi — = — — 125 psi 125 psi 125psi G6FAY7 

Normally Open, Brass Body - NBR Gasket 

ye ve 035 H  1,2,3,38,4,4X  180°F 8262H129 Opsi | 160psi 145psi 70psi 39P476 — — = = 

yy Yea" (0.06 ~=~—SOF ST; 2, 3, 38,4, 4X 18°F 8262H260 Opsi | 750psi 750psi 750psi 39P477 = — — — 

yy Ya" 0.06 =~ Sa, 2,3, 35,4, 4X 180°F 8262H260 0 psi — — — — 650 psi 650 psi 400 psi 39P478 
Yr 2" 0.21 HH 1,2,3,38,4,4X _180°F 8262H261 Opsi | 275 psi 230psi 180psi 39P479 — = = = No. 2LBH 
ye 0.35 H_ 1, 2,3, 38,4, 4X 180°F 8262262 0 psi ———— = — ___| 100 psi_100 psi__70 psi__39P480 o 7 
yr 0.385 ST, 2,338, 4, 4X 180°F 8262H262 Opsi | 160psi 145psi 125 psi 39P481 — — = = 

Yo" 054 FS, 2,3,38,4, 4X 180°F 8262H263 0 psi 90 psi 90psi 7Opsi 39P482 — — — = 

yy %" 096  F  1,2,3,38,4,4X  180°F 8262H265 0 psi 30 psi 30psi 30psi 39P483 — — — _— 

y'  %o" 0.96  H  1,2,3,35,4,4X  180°F 8262H265 0 psi — = — — 20psi__1/psi__1/7psi_ _39P484 

% F460 F  1,2,3,38,4,4X 180°F  8210G033VH _Opsi 15 psi — NotRated 4EKZ7 — — — — 

¥  ' 3.00 F  1,2,3,35,4,4X  180°F 8210G033 Opsi | 150psi 150psi 125psi 3UK85 — — — = 

ye" 3.00 =~ F Sd, 2, 3, 38,4, 4X 150°F 8210G033 0 psi — — — — 125 psi_ 125 psi 80 psi 2LBH6 

yy % 400  F  1,2,3,38,4,4X _ 180°F 8210G034 Opsi | 150psi 150psi 125 psi 3UK87 — — — = 

yy %' 400  F  1,2,3,38,4,4X _ 180°F 8210G012 5psi | 250psi 200psi 200psi 6DYL7 = — — — 

ye 400 F  1,2,3,38,4,4X _150°F 8210G034 0 psi — — — — 125 psi 125psi  80psi 2LBH4 

Ys Hs" +550 OF Sd, 2, 3, 38,4, 4X 180°F 8210G035 Opsi | 150psi 150psi 125psi 3UK89 — — — _ 

Ys ¥s" ~—~=6.50 F  1,2,3,35,4,4X  180°F 8210G013 5psi_ | 250 psi 200psi 200psi 6DYL8 — — — — 

ys ¥y 550 $F 1,2,3,38,4,4X 150° 8210G035 0 psi — = — — 125 psi_ 125 psi 80 psi_2LBHS 

TT 1 1300 F  1,2,3,35,.4,4X  180°F 8210B057 Opsi | 125psi 125psi 125psi 4KY35 — — — — 

1 13.00 F  1,2,3, 35,4, 4X _180°F 8210G014 5psi_ | 150psi 150psi 125psi 4EKY9 — — — — 

T 7 13.00 F  1,2,3,35.4,4X  180°F 8210D014 5 psi — — — — 125 psi 125psi 125psi 4EMF1 

tv" 1%" 15.00 F  1,2,3,35,4,4X  180°F 8210G018 5psi_ | 150psi 150psi 125psi 4EMF6 — — — = 

14" 1%" 2250  F  1,2,3,38,4,4X 180°F 8210B059 Opsi | 125psi 125psi 125psi 4KY36 = = = — 

1A" 1" 2250  F  1,2,3,38,4,4X _180°F 8210G032 5psi_ | 150psi 150psi 125psi 4EKY8 = — = = 

2" 1%" 43.00  F  1,2,3,35,4,4X 180°F 8210G103 5psi_ | 125psi 125psi 125psi 4EKY7 — — = — 

2%" 1% 45.00  F  1,2,3,35,4.4X 180°F 8210G104 5psi_ | 125psi 125psi 125psi 6DYPO = = = = No. 4EKY9 
Normally Open, Stainless Steel Body - NBR Gaskets 

ye 0.385 F Sa, 23,38, 4, 4X 18°F 8262H138 Opsi | 145 psi 145psi 125psi 39P485 — — = = 

yy % 3.00 $F 1,2,3,38,4,4X  180°F 8210G030 Opsi | 150psi 150psi 100psi 3UK83 — = — = 

ye 3.00F _1,2,3,35,4,4X 180°F _8210G038__Opsi_| 150psi_150psi 100psi_ 3UK95 | — | — = — | CONTINUED | } 
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PLUMBING Scan. Order. Done. 
Solenoid Valves Details on page Al. 





ASVO Red-Hat 
2- and 3-Way General-Purpose Solenoid Valves 





120VAC 24VDC 
Coil Min. Oper. Max. Operating Pressure Diff. Max. Operating Pressure Diff. 
Pipe Orifice Insulation NEMA Max. Fluid Mfr. Press. Air/ Item Air/ Item 
Size Dia. Cv _ Class Rating Temp. Model Differential) InertGas Water LightOil No InertGas Water LightOil No 
3-Way/2-Position 
Normally Closed, Brass Body - NBR Gaskets 
Ve Yes —(0.06 F 1,2, 3,35, 4,4X — 180°F 83206132 0 psi 200 psi 200 psi 200psi 24W635 — = — _— 
Ye" Vis’ (0.09 F 1, 2,3, 30,4,4% —_150°F 83206182 0 psi — — — _— 160 psi 160 psi 160 psi 24W643 
Ye" Vis’ (0.09 F 1,2, 3,35,4,4X — 200°F 83206182 0 psi 210 psi 225psi 225psi 44U295 = — — — 
Ye" Ye" (0.12 F 1, 2, 3,35, 4,4X_ _ 150°F 83206184 0 psi _ — _ _— 150 psi 150 psi 150 psi 24W628 
Ye" Ye" (0.12 F 1, 2,3, 35, 4,4X _ 200°F 8320G089 0 psi 110 psi 110 psi 110 psi 44U291 = 
Ys" Ye" (0.12 F 1, 2, 3,35, 4,4X_ _ 200°F 8320G184M0 0 psi 150 psi 150 psi 150 psi 44U296 — — — = 
Ys" Ye" (0.12 F 1,2, 3,35, 4,4X_ _ 200°F 8320G184MS 0 psi 150 psi 150 psi 150 psi 44U297 = — = — 
Ye" Ys 2.90 F 1,2, 3,35, 4,4X — 180°F 8316G054 10 psi 150 psi 125 psi Not Rated 24W665 — — — = 
No. 4ELF8 % 5% 2.50 $F 1,2,3,39,4,4X  180°F 8316G014 10 psi | 250 psi 250 psi Not Rated 44U286 = = — — 
Ve: %' 3.20 F 1, 2,3,35,4,4X_ _180°F 8316G064 10 psi 150 psi 125 psi Not Rated 24W630 — — — = 
VAs %' 3.20 F 1, 2, 3,35, 4,4X_ __180°F 83166024 10 psi | 250 psi 250 psi Not Rated 24W67/2 = — — — 
Ys" Vie’ 4.80 F 1,2, 3,35,4,4X — 180°F 8316G074 10 psi 150 psi 125 psi Not Rated 24W676 = — —= — 
iW Tt 12.50 F 1,2, 3,35,4,4X — 180°F 83166034 10 psi 150 psi 125 psi Not Rated 24W675 — — _ _ 
Normally Open, Brass Body - NBR Gaskets 
Ye" Yea" (0.06 F 1,2,3,35,4,4X _ 180°F 83206136 0 psi 200 psi 200 psi 200psi 24W633 — — — = 
Ye" Yea" (0.06 P 1,2, 3,35, 4,4X — 180°F 8320G136MS 0 psi 200 psi 200 psi 200psi 44U293 — — — — 
Ye" Vis’ (0.09 F 1, 2,3, 30, 4,4% _ 200°F 83206192 0 psi 230 psi 250 psi 250 psi 24W639 — — — — 
Ys" Ye" (0.12 F 1,2, 3,35, 4,4X_ —_ 200°F 83206194 0 psi 150 psi 140 psi 140 psi 24W634 — = — — 
Je" %' 2.50 F 1,2, 3,35, 4,4X — 180°F 8316G016 10 psi | 250 psi 250 psi Not Rated 44U287 — — — — 
Universal, Brass Body - NBR Gaskets 
Ye" Yea" (0.06 F 1,2, 3,35,4,4X — 140°F 83206130 0 psi 175psi_ 175 psi 1/75 psi 44U292 — — — _ 
Universal, Plastic Body - Buna-N Gas ets 
Vir Vig F 1, 2,3, 30,4,4X%  _130°F 8360G071 0 psi 100 psi 100 psi — 44U314 — — — _— 


Universal, Stainless Steel Body - NBR Gaskets 
Ya" Yap" 0.12 F 1,2,3,80,4,4%. _200"F 83206200 5 psi 100 psi 100 psi 100psi 4ELF8 — — — — 
Sake -Position, Universal, Brass Body - NBR Gaskets 


Yu" ¥%2" (0.12 F 1, 2,3,35,4,4X —_ 150°F 83206174 0 psi = = = = 60 psi 60psi 60psi 440294 


2-Way Normally Closed Dust Collector Solenoid Valves ASSA Red-Hat 


High-flow aluminum valves use a powerful pulse of air to separate dust and particulate from 





filters and bags. NBR gasket. Remote pilot valves require separate solenoid valves. Integral No. © 
pilot valves feature watertight type molded epoxy solenoid coils with 2" conduit hub. Coil 5SLU48 
included. Valves have NPT pipe connections (except No. 5LU48 is compression connection). 
Coil Min. Operating Max. Operating Max. 
Pipe Orifice Insulation NEMA Pressure Pressure Differential Fluid Mfr. Item : 
Size Dia. Cv _ Class Rating Differential Air/Inert Gas Temp. Voltage Watts Model No. No. 5LU53 
Dust Collector Solenoid Valve For Use With Mtr Item 
Y 1%" 15.00 F 1, 2, 3, 30, 4, 4X 5 psi 125 psi 150°F —120VAC 6.1 8353G052  5LU48 Grainger Item Number Model No. 
1" 1%" 20.00 F 1, 2, 3, 35, 4, and 4X 5 psi 125 psi 185°F_ — 120VAC_ _si6..1 8353G041  5LU50 Solenoid Valve Rebuild Kits 
12 2 «3.00 F 1.2.3, 35, 4,.4X 5 psi 125 psi 150°F =120VAC ‘10.1 8353J039 5LU52 5LU47, 3UK31 96875 5LU53 
Remote Piloted Dust Collector Valve 5LU52 399108 5LU54 
y4" ¥" 10.50 = — 5 psi 125 psi 185°F — — 83530033  5LU47 3UK32, 5LU49 900262 5LU55 
1" 1%" 20.00 — — 5 psi 125 psi 185°F — — 83530035 _ 5LU49 oLU48, 5LU50 316563 5LU56 
1%" 2" __—‘53.00 — _— 10 psi 125 psi 185°F — — 8353H038 _5LU51 5LU51 2/6886 5LU5/ 


2-Way Normally Closed Slow-Closing ASSA Red-Hat 
Solenoid Valves 


Min. Max. Operating 






= Max. fluid temp.: 180°F Coil Operating Pressure 
= Brass bod Pipe Orifice Insulation NEMA Pressure _ Differential Mfr. Item 
y ee ola: gt class Rating Differential Water Voltage Watts Model No. 

= j j low Closing Solenoid Valve 
_ Slow-closing design % Ne 3.00 5 psi 150 psi 120VAC 6.1 8221G001 3UL35 
reduces the pressure Vi" Ye" 3.50 F 5 psi 150 psi  120VAC 6.1 8221G003 3UL36 
spike and brings the Hi Hy" 550 F 1243 5 psi 150 psi 120VAC 6.1 8221G005 3UL37 
1 7 1150 =F a 5 psi 150 psi 120VAC 6.1 8221G007 3UL38 
water hammer to alevel = 4749-43590 —F 35: 4. 4X gj 150 psi 120VAC 6.1 8221G009 3UL39 
that eliminates the need 1%" 1%" 2400 °F 5 psi 150 psi 120VAC 6.1 8221G011 3UL40 
1%" 36.00 FF 5 psi 150 psi  120VAC 6.1 8221G013 3UL41 
for SUBD Geedh S or other Slow Closing Hot Water Solenoid Valve 

controls. Coil included. w Ye 350 —  1,2,3,  5psi = {20VAC 6.1 8221G003HW4EMD4 
17" 71.50 F  38,4,4X 5psi — 120VAC 6.1 8221G007HW 5LU30 


Low-Pressure Normally Closed and ASSA Red-Hat 
Normally Open Solenoid Valves 


Min. Max. Operating 


= Brass body with NBR gasket Coil Operating Pressure Max. , 
i ; i Pipe Orifice Insulation NEMA Pressure Differential Fluid Mfr. tem 
Ideal for dispensing, collating, Size Dia. Cv Class Rating Differential Water Temp. Voltage Watts Model No. 


gas shutoff, vacuum holding, and ‘Solenoid Valve, Normally Open 


tank draining. Normally open ye’ 2.20  ~—*&F i 0 psi 15 psi 200°F 120VAC 20.1 8030G071 2HTR4 
valves operate at low pressures = ys 550 F&F . a5 44x Psi 2 psi 180°F 120VAC 10.1 8030G083 2HTR5 
a 5 cali olenoid Valve, Normally Close 

with no minimum required; well ye 180 Fy 5 g Osi 5 psi 180°F 120VAC 6.1  8030G010 2HTP7 
suited for venting systems. Coil i) ve I 80 i 39. 4 AX 0 psi 15 psi 200° T2OVAG 10. 80306018 HTP 
i ifiac: 2 Ve al psi psi e ; 

included. CSA and CE Certified; He The’ 9.80 F 7 0 psi 15 psi. 200°F 120VAC 16.1 8030G017 2HTRI 
except No. 4EKU3 is FM x 4" 5.00 F 1,2,3,  Opsi 2 psi 200°F 120VAC 10.1 8030G003 2HTR2 
Approved UL Recognized and Ya Yq" 5.00 F 30) o X 0 psi 4 psi 180°F 120VAC Tl 80306043 2HTR3 





No. 


3 
4 

. va Medium Vacuum Solenoid Valve, Normally Closed 
oHTR2 COA Certified. 3 


¥" "1.80 F ae 7 yx Opsi — 180°F 120VAC 10.1 8030G013VM 4EKU3 
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12VDC, 24VAC, and 240VAC General-Purpose Solenoid Valves ASVA 


1-pc. molded epoxy coil enclosures have built-in 2" 
NPT conduit hubs with strain relief. Normally open 
valves close when energized. Normally closed valves 
open when energized. 


2-WAY 

High-flow valves for liquid, corrosive, and air/inert 
gas service in applications such as car washes, air 
compressors, pumps, laundry equipment, and indus- 
trial water control. 


oa Red-Hat. 


Have 3 pipe connections and 2 orifices that alter- 
nately apply pressure to and exhaust pressure from 
valve actuators and single-acting cylinders. 


3-WAY UNIVERSAL 


Can connect as either normally open or normally 
closed to select or direct fluids to different ports. 





Max. Oper. 
Coil Max. Min. Oper. Press. Differential 
Pipe Orifice Insul. NEMA Fluid Press. _Air/Inert Light Mfr. Item 
Size ___ Dia. Cv Class Rating Temp. Differential, Gas Water Oil Model No. No. 2HTXG6 


2-Way/2-Position, Normally Closed, Brass Body - FKM Gaskets 
24VAC 

Ye Ha" 1.19 F 4, 4X 180°F 0 psi 
2-Way/2-Position, Normally Closed, Brass Body - NBR Gaskets 
12VDC 


ye W035 4H 180°F 0 psi 
ye" 0.214 180°F 0 psi 
ye v0.35 _H 180°F 0 psi 
Ho" 021-4 180°F 0 psi 
——%" 3.00 F 150°F 0 psi 
¥%g ii ° H 
eS ee ae 
% 400 F 150°F 5 psi 
7° 500 F 150°F 0 psi 
yy" 3 500 F 150°F 5 psi 
vy" 650 F 150°F 5 psi 
ff" 43.00 F 150°F 5 psi 
24/60VAC 
Ve Ve" 0.36. F 1, 2,3,38,4.4X 180°F  Opsi 
2AVAC 
~~ "0.35 ~F 180°F 0 psi 
ye fe 0.73 F 180°F 0 psi 
To" 0.73 F 180°F 0 psi 
% %" 3.00 F 180°F 5 psi 
5% 4.00 F 180°F 0 psi 
. —%" 4.00 F 180°F 5 psi 
Yo he 9.90 -F 180°F 5 psi 
Al ° 
= errs ae 
7° 500 F 180°F 5 psi 
7+" _43.00 F 180°F 5 psi 
| tf" 13.00F 180°F  O psi 
im TH 15.00 F 180°F 5 psi 
vy lve 22.50 F 180°F 5 psi 
vi 9250 F 180°F 0 psi 
2 49" 43.00 F 180°F 5 psi 
240VAC 
ye 30 006 F {80°F 0 psi 
% 035. 4H 180°F 0 psi 
is’ 035. F 180°F 0 psi 
Va! Ya? 0.52 F 180°F 0 psi 
To" 0.73. F 180°F 0 psi 
x %" 3.00 F 180°F 5 psi 
se 4.00 Ff  1%3:38, 4, 4X Fenp 5 gi 
Vo! ~The’ 2.20-F 180°F 5 psi 
5% 4.00 F 180°F 0 psi 
hi 5.00 F 180°F 5 psi 
ys" 75.00 F 180°F Ops 
7" 43.00 F 180°F 5 psi 


2-Way/2-Position, Normally Closed, Stainless Steel Body - NBR Gaskets 


24VAC 
1" 1 13:00. . fF. 1,.2,3/35, 4.4%  180°F 0 psi 
a ea LY Normally Open, Brass Body - NBR Gaskets 
24VA 
Sa" Ys" 5.50 F 1,2,3,358,4,4X 180°F 0 psi 
3-Way/2-Position, Normally Closed, Brass Body 
24/60VAC 
YQ Vie 0.09 F 4 180°F 0 psi 
3-Way/2-Position, Normally Closed, Brass Body - NBR Gaskets 
12VDC 
yj! Yao" (0.02 F 
Vie 0.09 F 


140°F 0 psi 


1, 2,3, 35, 4, 4X 150°F 0 psi 


3-Way/2-Position, Normally Closed, Stainless Steel Body - NBR Gaskets 


24vVDC 

VY," ¥30" 0.12 F 1,2,3,38,4,4X 200°F 0 psi 
3-Way/2-Position, Universal, Brass Body - NBR Gaskets 
12VDC 


Yr es" 0.06 SF si, 2, 3,35, 4, 4X = 120°F 0 psi 


2AVAC 
ve Vie’ 0.09 F 1,2,3,38,4.4X 180°F  Opsi 
2aVDC 
Ki Ver 0.09 -F 120°F 0 psi 
Va Yoo? 0.12 F | 2 8: 38, 4, 4X FEE 9 gi 


Coil Min. Oper. Max. Oper. 
Pipe Orifice Insul. NEMA Press. Press. Differential Max. Fluid Temp. Mfr. Item 
Size Dia. Cv Class Rating Differential | Hot Water Steam Hot Water Steam Watts Model No. 
2-Way/2-Position, Normally Closed, Steam and Hot Water, Brass Body 


24VAC 


ya" ¥" 880 HH 1,2,3,35,4,4X Ops 190 psi 


240VAC 


ya" Ye" 880 H  1,2,3,35,4,4X Ops 190 psi 


135 psi 126psi 80psi | SC8256B045V 4ELA1 


130 psi 110psi 95psi 8262H002 6WTU2 
235 psi 160 psi 160 psi 8262H014 6WTU5 
130 psi 110psi 90psi 8262H022 = 6WITT7 
235 psi 160psi 60 psi 8262H020 6WTUO0 
40 psi 40psi NotRated| 8210G093 4EKU1 
125 psi 100psi 100 psi 8210G001  4EKT9 
40 psi 40psi NotRated| 8210G094 2HTX6 
125 psi 100psi 100 psi 8210G002 2HTX5 
40 psi 40psi NotRated) 8210G095 4EKU7 
100 psi 90psi /5psi 8210G009 4EKU8 
125 psi 125psi 125 psi 8210G003  4EKV9 
125psi 125psi 125 psi 8210G004 4EKP5 





185 psi 180 psi 90 psi 8262H022 6WITR7 No. 4EKV6 
185 psi 180 psi 120 psi 8262H002 6WIN2 
100 psi 100psi 100 psi 8262H208 6WTT9 
100 psi 100psi 100psi OFKF8262H208 6ZAK6 
200 psi 150 psi 135 psi 8210G001 4EKU2 
150 psi 150 psi Not Rated) 8210G094 2HTY1 
200 psi 150 psi 135 psi 8210G002 2HTX4 
150 psi 125 psi NotRated| 8210G015  4EKT/ 
150 psi 150 psi Not Rated; $C8210G094 6FAZ2 
150 psi 150 psi Not Rated; 8210G095 2HTX7 
125 psi 125psi 125 psi 8210G009 4EKV6 
150 psi 150 psi 100 psi 8210G004 4EKP1 
150 psi 125psi 125 psi 8210G054 6DYN2 
150 psi 150 psi 100 psi 8210G008 4EKN8 
150 psi 150 psi 100 psi 8210G022 4EKN4 
150 psi 125 psi 125 psi 8210G056 6DYN3 
150 psi 125psi 90 psi 8210G100 6DYN9 





750 psi 750 psi 725 psi 8262H001 6WIN3 No. GWTN3 
185 psi 180 psi 120 psi 8262H002 6WTU4 
185 psi 180 psi 90psi 8262H022 6WIR8 
210 psi 200psi 145 psi 8262H202 ~=6WTT1 
100 psi 100 psi 100 psi 8262H208 6WTT8 
200 psi 150psi 135 psi 8210G001 4EKU5 
200 psi 150 psi 135 psi 8210G002 4EKR2 
150 psi 125 psi NotRated| 8210G015 4EKT4 
150 psi 150 psi Not Rated; 8210G094 4EKT5 
125 psi 125psi 125 psi 8210G009  4EKV7 
150 psi 150 psi Not Rated) 8210G095 4EKU9 
150 psi 150 psi 100 psi 8210G004 4EKR1 


150 psi 125 psi 125 psi 8210G089  6DYN6 


150 psi 150 psi 125 psi 8210G035  6DYNO 


145 psi 145 psi 145 psi | SC8356A002V 44U336 


550 psi 600 psi 600 psi 8320A190 4ELC9 
160 psi 160 psi 160 psi 83206182 4ELD1 


115 psi 115 psi 115 psi 8320G202  44U301 


125psi 125psi 125 psi 83206130 4ELD3 
100 psi 100psi 100 psi 8320G001 4ELD2 


65psi 65psi 65 psi 8320G001 44U289 
60 psi 60psi 60 psi 8320G174 44U294 





125 psi} 210°F = 3538°F | 10.1 82206409 BWTV9 


No. 6WTV9 


125 psi) 210°F —-8538°F | 10.1 8220G4096WT WO 
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Intrinsically-Safe Solenoid Valves Details on page A1. 
ASUO Red-Hat 
2-, 3-, and 4-Way Pipe Orifice NEMA Fluid: Prose. ea — avon a Mtr. Item 
7 F = Size Dia. Cv Rating Temp. Differential |Inert Gas Water Oil Voltage Model No. 
intrinsically Safe 2-Way/2-Position, Normally Closed, 316L Stainless Steel Body - NBR Gaskets 
S | Th | Vv [ yy" Vs" (0.35 3, 3S, 4, 4X,6,6P,7,9180°9F Opsi | 185psi 180psi 90psi |120VAC EF8262HO07 6WTT2 
0 enol a ves 2- -Way/2- -Position, Normally Closed, Brass Body - FKM Gaskets 
i : i 1 13.00 180°F 5 psi | 150psi_ 150psi 100 psi |120VAC EF8210G004V_GFAX2 
= Coil insulation class: F, except Nos. 44U332, 1A" 1V%s" 22.50 1, 2, 3, 38,4, 4X, 7,9 180°F Opsi | 150 psi_ 125 psi as psi teu Sale it 
2° 1%" 43.00 180°F = 5psi 150 psi 125 psi psi 
6WIV8, and 4EMC9 are class H 2-Way/2-Position, Normally Closed, Brass Body - NBR Gaskets 
Coil enclosures have a built-in %" NPT conduit hub vf! a el Tae us| tt psi sas 3p psi +P URE ee aan 
with strain relief. Designed to contain internal explo- ve 0:35 A Ae he ee Oe Opsi 188 pS {80 psi 90 psi ~120VACEF8262H022~ 6WTPS 
sions without causing an external hazard for Type 7 yp —232_U.pe 8 180 Ost | 210 psi_200 psi_149 psi [20VAC Enedbenic02 BWI? 
Cass 1 Division 1 and 2, Groups A,B, Cand gases ar a ee eee 
or vapors. Type 9 Class 2, Division 1 and 2, Groups E, oe 1 Or 3 Ds! 1 psi 23 psi Not Rated A et penas ett 
it yi t Rate 
F, and G. Normally closed valves close when de-ener- i! ea a a PS ee oe 
psi | 200psi 150psi 135psi 120VAC EF8210G001 3UK50 
gized. Normally open valves open when de-energized. ¥" 3.00 175°F 5 psi | 300 psi 300psi 300psi |120VAC EF8210G006 3UK65 
Ae 2.20 180°F 5psi | 150 psi 125psi Not Rated |120VAC EF8210G015 3UK77 
_ wt fst EDI aE 0s needy fenkcEee lates SUL 
; . oes . . 2 a psi 90 psi 150 psi Not Rate 
Provide high-flow levels for liquid, corrosive, and air/ ¥% 4.00 180°F 5psi | 200psi 150psi 135psi (120VAC EF8210G002 3UK53 
inert cas service ¥ 4.00 175°F  5psi | 300psi 300psi 300psi |120VAC EF8210G007 3UK67 
g %° 5.00 3,4,4X,7,9  180°F 5psi | 125psi 125psi 125 psi |120VAC EF8210G009 3UK72 
3-WAY we a ee eee 
‘s "Sa" 2D 50° 5 psi 5 psi 5 psi 5 psi 
if; ys 6.50 180°F 5psi | 250psi 150psi 100psi 120VAC EF8210G003 3UK59 
Have 3 pipe connections and 2 orifices that alternately Fi" 6.00 200°F Osi 350 psi 300 psi 200 psi 120VACEF8210G026  5JC60 
apply pressure to and exhaust pressure from a valve + —1" 13.00 180°F 5psi | 150psi 150psi 100 psi eau aval uke 
i -acti i ick- 1" 13.00 180°F =O psi 150 psi 125 psi 125 psi 04 5JC4 
actuator or single-acting cylinder. For Quick-Exhaust/ Ti 178" 15.00 180°F 5 psi 150 psi 150 psi 100 psi _{20VACEF8210G008  3UK69 
Universal models air is exhausted through the exhaust 1%" 22.50 {80°F 5psi | 150psi 150psi 100psi |120VAC £F8210G022 a 
ifi 1%" 1%" 22.50 {80°F Opsi | 150psi 125psi 125psi |120VAC E 56  5JC4 
orifice to quickly shift control valves to 0 psi. 1V" 22.50 1, 2, 3, 38, 4, 4X, 7,9 180°F Opsi 150 psi 125 psi 125 psi 240VAC EF8210G056 _6FAX6 
4-WAY 2 TH ARS LOT ERE tps isos 125 psi_si.ast fea eGo ae 
4 ,4, 4X, 7,9 150° 5 psi 90 psi 50 psi psi 
r 2-Way/2-Position, Normally Closed, Stainless Steel Body - NBR Gaskets 
Have 4 pipe connections, 1 pressure inlet, and 2 Vs Ya0" 0.52 3, 35, 4, 4X, 6, OP, 7,9180°F  Opsi | 210 psi 200psi_ 145 psi |120VAC EF8262H220 6WTT4 
cylinder ports that provide pressure to a double-acting The’ 9.00 180°F 5psi | 150 psi 125 psi Not Rated T2ovAC £F8210G037 3UKM4 
j ASI Yo" %' 4.00 150°F =O psi 40 psi 40psi Not Rated | 2 79 
cylinder or actuator. A single outlet exhausts pressure ys" 400 %&44%,7,9 475° —Opsi | 150 psi 150 psi 125 psi 120VAC EF8210G087  3UL06 
from the cylinders. yr 4.50 175°F Opsi | 150psi 150psi 125 psi 120VAC EF8210G088 3UL08 
; us 4.50 {50°F 40 psi 40 psi Not Rated |24VDC EF8210G088 6FAX8 


0 bs 
T" 13.00 | 2:9, 35, 4, 4X, 7,9 48q°F “Osi 150 psi 125 psi 125 psi 120VAC EF8210G089  GFAX9 
2- Way/2- -Position, Normally Open, Brass Body - NBR Gaskets 


¥  % 3.00 180°F _O psi 150 psi 150 psi 125 psi 120VAC EF8210G033 3UK86 
Yo" %' 4.00 3, 4, 4X, 7,9 180°F OO psi 190 psi 150 psi 125 psi 120VAC EF8210G034 3UK88 
Yu" Ys" 5.90 180°F _O psi 150 psi 150 psi 125 psi |120VAC EF8210G035 3UK90 


1" 1"_13.00 1, 2, 3, 35, 4, 4X, 7,9 180°F —_ 5 psi 150 psi 150 psi 125 psi 120VAC EF8210G014 6FAX3 

2-Way/2-Position, Normally Open, Stainless Steel Body - NBR Gaskets 

Yo"  %' 3.00 3, 4, 4X, 7,9 180°F OO psi 150 psi_ 150 psi 100 psi 120VAC EF8210G030 4EKZ2 
%' 3.00 1,23, 2 4 4X, 7,9 180°F —_O psi 150 psi_ 150 psi 100 psi 120VAC EF8210G038 G6FAX4 





Ys"  %' 3.00 150°F _O psi 125 psi 125 psi 80 psi_|24VDC EF8210G038 6FAX5 
%' 3.00 3,4 7,9 180°F =O psi 150 psi 150 psi 100psi 120VAC EF8210G038 3UK96 
male Position, smal Closed, 2 516 Stainless Steel Bowy FKM Gaskets GC RGIST PAV EVES TRCN OaWEEO 
4 16 5 psi psi = ot Rate 
No. GFAX2 Ve" 5" 4.00 ° 95. 4, 4X, 6, OP, 7, 94309— —Q osi__ 130 psi. — Not Rated 24VDC EV8316G384 24W663 
3-Way/2-Position, Normally Closed, 316 Stainless Steel Body - NBR Gaskets 
ye Ae" 1.80 3. 3S, 4, 4X, 6, 6P.7,9 130°F OO psi 130 psi Not Rated |24VDC EV8316G382 24W642 
8 He" 3.97 140°F 15psi | 150psi —  NotRated |24VDC EVX8316G382 44U333 
3-Way/2-Position, Normally Closed, Brass Body - NBR Gaskets 
Vie 0.09 200°F ——Opsi 210 psi 225 psi 225 psi_ |120VAC EF8320G182 44U321 
Vie 0.09 150°F OO psi 160 psi 160psi 160psi |24VDC EF8320G182 44U322 
yy —¥32" 0.12 150°F OO psi 115 psi 115psi 115psi |24VDC EF8320G184 4ELC8 
+ ~¥%o" 0.20 180°F = 5 psi 150 psi 150psi 95psi |120VAC EF8317G035 3UL83 
%so" 0.12 3. 3S, 4, AX, 6, 6P.7, 9 200°F 0 psi 150 psi 150psi 150psi 120VAC EF8320G184 3UL96 
Ae 1.50 149°F OO psi 130 psi —  NotRated|24VDC EF8316H301 6YEK3 
Ae 1.80 140°F 15psi | 150psi —  NotRated|24VDC EF8316G302 44U317 
ye 8 0.80 180°F_ 10 psi | 200 psi 200psi 200 psi 120VAC_ EF8321G002 3UMO07 
8%" 2.50 180°F_ 10 psi | 150 Bs 125 psi_ Not Rated 120VAC EF8316G054 24W650 
% 2.50 180°F 10psi | 125 psi 125psi Not Rated |24VDC EF8316G054 44U315 
3-Way/2-Position, Normally Closed, Stainless Steel Body - NBR Gaskets 
ao" 0.12 150°F OO psi 115 psi 115psi 115 psi |24VDC EF8320G202 4ELC7 


Fe" 0.12 200°F Opsi | 150 psi 150 psi 150 psi 120VAC EF8320G202  4ELC6 
“Yi 0.25 * 98, 4, 4X, 6, BP, 7, 25QQ9F —“O psi 85 psi 85 psi 85 psi_120VAC FF8320G203 44U324 





Ye 0.25 150°F = OO psi 60 psi 60psi 60psi |24VDC EF8320G203 44U325 

3-Way/2-Position, Universal, 316 Stainless Steel Body - NBR Gaskets 
Ys" Vie 0.08 3, 35, 4, 4X,6,6P,7,9140°F Opsi 150 psi —  NotRated|24VDC EV8314G301 24W645 

3- Haye “Position, Universal, Brass Body - NBR Gaskets 
0.06 149°F OO psi 130 psi —  NotRated 24VDC EF8314H300 6YEH6 
ie 0.06 149°F sO psi 130 psi —  NotRated|24VDC EF8317H307 6YEK4 
Vie 0.09 200°F_ ——Opsi 130 psi 125psi 130 psi |120VAC EF8320G172 3UL90 
32" 0.12 200°F_ _——Opsi 100 psi 100psi 100psi (120VAC EF8320G174 3UL92 
Ys" 3%" 0.12 3, 38, 4, 4X, 6,6P,7,9200°F  Opsi 100 psi 100psi 100psi 120VACEF8320G174MS 44U319 
32" 0.12 200°F_ ——Opsi 50 psi 5Opsi d50psi 120VAC EF8320G176 44U320 
Ye" 0.25 200°F _O psi 50 psi 5Opsi d50psi 240VAC EF8320G176 4ELD4 
Ys" 0.49 176°F 0 bs 150 psi_ 150 psi__150 psi_120VAC_EF8327G041 44U326 
Ys" 0.49 176°F =O psi 150 psi 150psi 150psi |24VDC EF8327G041 44U327 
3- Sayl?- “Position, Universal, Stainless ta) Body - NBR Gaskets 
Ee 0. 140°F OO psi 150 psi_ — __NotRated 24VDC_ _EF8314G301 24W624 
No. 44U321 yj" ys 0.12 3, 3S, 4, 4X,6,6P,7,9200°F Opsi | 100psi 100psi 100psi |120VAC EF8320G200 4ELD9 
Ye" 0.25 200°F_ =O psi 50 psi 5Opsi d50psi |120VAC EF8320G201 44U323 
No. 6WTV8 4-Way/2-Position, Brass Body - FKM Gaskets 


¥ =e ~=0.70 3, 38, 4, 4X, 6, 6P, 7,9160°F OO psi 125 psi 125psi 125psi |120VAC EF8342G022 44U328 
4-Way/2-Position, Brass Body - NBR Gaskets 





Max. Oper. Ye" 0.09 180°F 10psi | 150psi 150psi 150psi 120VAC EF8345G001 3UM18 
Press. | Max. Fluid Vag" 0.09 180°F 10psi | 150psi— Not Rated 120VAC EF8345H003 3UM31 
Min. Oper. | Differential | Temp. Vj" 332" 0.09 180°F 10 psi 150 psi 150 psi 150 psi |120VAC EFHT8345G001 44U332 
PipeOrifice | NEMA Press. | Hot Hot Item | “ ~%e" 0.70 160°F Opsi | 125psi 100psi 100psi 120VAC EF8342G001 _ 5JC54 
Size Dia. Cv Rating Differential| Water Steam WaterSteam|Watts No. Ye 0.7/0 3, 3S, 4, 4X, 6, 6P.7 g 160°F 0 psi 125 psi 100 psi 100 psi 120VACEF8342G001MS 4ELD6 
2-Way/2-Position, Normally Closed, Hot Mater Steam, Brass Body oh pee i aie i dea pce 0 psi 13) psi 0a; Not Rated ae esac an3 aoe 
' ‘ ° ) ° ° 16 0.7 A psi 5 psi psi psi 5 
: fj ; 3 4) ° ° ye", 90° psi 5 psi 5 psi 5 psi 72 44 
M1 13.503, 7,9  SPSi | pg gj [21°F 953°F) 10.1 AEMCS |r ar 4-79 180°F 0psi | 150 psi 125 psi 125 psi 120VAC EF8344G074 3UM16 
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PLUMBING 
Combustion Shut-Off Valves 





ASVO Red-Haf 
2-Way Combustion Shut-Off Valves 


= Coil insulation class: F FUEL GAS SOLENOID WITH TEST PORT ea 
Typical combustible media include natural gas and For control of commercial and industrial gas 

oil. burners. /g" NPT downstream pipe tap with plug for 

Note: Units with Mfr. Models starting with JB have a junction box _ testing. 

connection. Mfr. Models starting with SC are DIN connection. FUEL OIL SOLENOID 


AIR AND FUEL GAS SOLENOID 

Lightweight, provide high flow, and ideal for low 
pressure applications. 

FUEL GAS SOLENOID 


For control of commercial and industrial gas 
burners; mount in any position. 


and heavy oils. 


Min. Oper. Max. Oper. 
Pipe Orifice NEMA Press. Press. Ambient 
Size _ Dia. Cv Rating BtuH Differential Differential Temp. Range 


Air and Fuel Gas Solenoid Valve, Normally Closed, Aluminum Body - NBR Gaskets 


Ye" 4" 3.4 183,000 0 psi 90 psi o2 10.129°F 
5/4" 4.4 238,500 0 psi 90 psi of t0 1256 

4" 4.4 238,500 0 psi 25 psi 32° to 104°F 

Vp" 4" 44 455 238,500 0 psi 90 psi 32° 10. 125°F 
34" 44 38,4,4X 238,500 0 psi 50 psi 32° t0 125°F 

yf! 4" 5.1 247,500 0 psi 50 psi 32° to 125°F 
4" 5.1 247,500 0 psi 25 psi 32° to 104°F 

{" 1%' 1 1,119,000 0 psi 25 psi 32° tO 125° F 

1% 21 { 1,119,000 0 psi 25 psi OZ 10 120° 

14" 1%' 32 _— 1,730,000 0 psi 25 psi 32° t0. 125°F 
414" 1%" 35 3S, 4 4X 1,900,000 0 psi 25 psi 32° 10. 125°F 
1%" 30 1,900,000 0 psi 25 psi 32° 10. 125° F 

2" 2332, 60 { 3,251,000 0 psi 20 psi 32 10 129°F 

22" o ies 5,821,000 0 psi 9 psi 32 t0 125°F 


3" 3" 138 7,430,000 0 psi 5 psi 32° to 129°F 


Air and Fuel Gas Solenoid Valve, Normally Open, Aluminum Body - NBR Gaskets 


ya" 3/4" 4.6 3S 4 AX 247,500 0 psi 125 psi 32° to 125°F 
" 1%" 22 1,191,750 0 psi 25 psi 32°10 125 F 
1%" 22 1,191,750 0 psi 25 psi 32” t0 120° F 
1%" —1%' 33 1,793,250 0 psi 25 psi g2° 10 125 'F 
1%" —- 38 1 1,793,250 0 psi 25 psi 32° t0 125°F 
ye 1%" Or 1,988,250 0 psi 20 psi oe 10 120-6 
9" 232" —+458 3,100,000 0 psi 25 psi 32” tO 125°F 
2%2" +58 3,100,000 0 psi 25 psi g2 10 129 F 
Fuel Gas Solenoid Valve, Aluminum Body - NBR Gaskets 
{" 7" 21 — 0 psi 20 psi 32° to 77°F 
1%" 21 — 0 psi 20 PSI 32. t0 //°F 
yw" 1%" 32 12.3, — 0 psi 25 psi 32° 10 77°F 
41" 1%" 35 =. 33S, 4, 4X — 0 psi 20 psi Be WO tr 
2 1%" 35 — 0 ps 25 psi 32° to 77°F 
Z 2%2' 60 0 psi 15 psi 32° to //°F 
Fuel Gas Solenoid Valve, Normally Closed, Brass Body - FKM Gaskets 
Ye" e016 A 4x 9000 0 psi 65 psi —-22° to 140°F 
Fuel Gas Solenoid Valve, Normally Closed, Brass Body - NBR Gaskets 
Yo" Ye 20 1,2, 3, Tod, 000 0 psi 8 psi 32” tO 129°F 
%e" 3.6 35,4,4X 281,000 5 psi 250 psi -20° to 125°F 


Fuel Gas Solenoid Valve with Test Port, Normally Closed, Aluminum Body - NBR Gaskets 


Ye" Ve" 1 53,700 0 psi 19 psi -40° to 125°F 
VA" Ae" 1.1 59,000 0 psi 15 psi -40° to 125°F 
¥e" Ae" Tz 64,400 0 psi 15 psi -40° to 125°F 
Yo" 5/4 4.4 heya: 238,500 0 psi 5 psi -40° to 125°F 
5/4" 5.4 38,4,4X — 291,000 0 psi 2 psi -40° to 125°F 
5/4" 5.1 247, 500 0 psi 5 psi -40° to 125°F 
5/4" 9.5 512,000 0 psi 2 psi -40° to 125°F 
ya" fa" 9.5 512,000 0 psi 2 psi -40° to 125°F 
1%" 11 593,200 0 psi 5 psi -40° to 125°F 
1%" il 593,200 0 psi 5 psi -40° to 125°F 
4" 19%" 21 1,132,300 0 psi 5 psi -40° to 125°F 
19%" 21 1 1,132,300 0 psi 5 psi -40° to 125°F 
1%" 1%" 32 1,725,500 0 psi 5 psi -40° to 125°F 
1%" 19%" 30 1,887,200 0 bs 5 bs -40° to 125°F 
2. 249 55 2,940,500 0 psi 5 psi -40° to 125°F 
Fuel Gas Solenoid Valve with Test Port, Normally Open, Aluminum Body - NBR Gaskets 
Y;" 5/4 4.4 ere? 206, 250 0 psi 5 psi 32° t0 125° F 
Yq" 5/4" 5.1 38,4, 4X 247,500 0 psi 5 psi -40° to 125°F 
19%" 11 659,000 0 psi 5 psi -40° to 125°F 
1" 1%" 21 1,179,000 0 psi 5 psi -40° to 125°F 
1%" 1%" 32 1 1,538,750 0 psi 5 psi -40° to 125°F 
TV" 19%" 35 1,615,250 0 psi 5 psi -40° to 125°F 
2. 2%2' 60 2,924,500 0 psi 5 psi -40° to 125°F 
Fuel Oil Solenoid Valve, Normally Closed, Brass Body - FKM Gaskets 
Y," V" 0 psi 110 psi 95° to 104° F 
Fuel Oil Solenoid Valve, Normally Closed, | Brass Body - Stainless Steel Gaskets 
Ye" Ya" ie { — 0 psi 110 psi 95° to 104° F 
Ya Ae" 1.8 = 0 psi 70 psi 95° to 104° F 


Max. 
Fluid 


Temp. 


Zar 
125°F 
104°F 
125°F 


125°F 


125°F 
104°F 
125° F 
129° 
W20°F 


125°F 


125°F 
120 Fr 
125°F 
120° 5 


120°F 


20°F 
25°F 
120 
125°F 
120°F 
125°F 
120° Fr 


104°F 
104°F 
104°F 
104°F 
104°F 
104°F 


180°F 


125°F 
1275 


1206 
125-6 
129°F 
125°F 
120°F 
129°F 
1205 
125°F 
1206 
12°F 
12a°r 
127 F 
125°F 
125°F 
125°F 


125°F 
120° F 
1256 
120°F 
25°F 
125°F 
125°F 


290°F 


200°F 
290°F 


Voltage 


120VAC 
120VAC 
12VDC 
120VAC 


24VAC 


120VAC 
12VDC 
120VAC 
120VAC 
120VAC 


120VAC 


120VAC 
120VAC 
120VAC 
120VAC 


120VAC 


120VAC 
120VAC 
120VAC 
120VAC 
120VAC 
120VAC 
120VAC 


24VDC 
12VDC 
12VDC 
12VDC 
24VDC 
24VDC 


24VAC 


120VAC 
120VAC 


120VAC 
120VAC 
120VAC 
120VAC 
120VAC 


120VAC 


120VAC 
120VAC 
120VAC 
120VAC 
120VAC 
120VAC 
120VAC 


120VAC 


120VAC 
120VAC 





Combustion valves are for the control of both light 


Watts 
10.1 


11.6 
10.1 


10.1 
10.1 
11.6 
15.4 


15.4 
15.4 
15.4 


28.2 


— —i 
PAD No 
Ss par peer 


—) 4) 4) 
eh] ek] ak! | a] 


10. 


15.4 
15.4 


Std. 


UL, FM, CSA 
UL, FM, CSA 
UL, FM, CSA 
UL, FM, CSA 
UL Listed for Safety Shutoff, 
CSA Certified and Meets 
Applicable CE Directives 
CSA 


UL, CSA 


UL and CSA for Safety Shutoft 
UL and CSA for Safety Shutoff 
UL and CSA for Safety Shutoft 
UL and CSA for Safety Shutoft 
UL and CSA for Safety Shutoft 
UL and CSA for Safety Shutoff 


CSA, NSF Certified, UL 


CSA, FM, UL 
UL, FM, CSA 


UL, FM, CSA for Safety Shutoff 
UL, FM, CSA for Safety Shutoff 
UL, FM, CSA for Safety Shutoff 


_ FM, CS 
UL, FM, CSA for Safety Shutoff 
UL, FM, CSA 
UL, CSA for Safety Shutoff 
UL, FM, CSA for Safety Shutoff 
UL, FM, CSA for Safety Shutoff 
UL, CSA for Safety Shutoff 
UL, FM, CSA for Safety Shutoff 
UL, CSA for Safety Shutoff 
UL, CSA for Safety Shutoff 
UL, CSA for Safety Shutoff 
UL, CSA for Safety Shutoff 


UL, FM, CSA 
U A 


UL, FM, CSA 


UL, FM, CSA for Safety Shutoff 
UL, FM, CSA for Safety Shutoff 
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Mfr. 
Model 


8215G010 
8215G020B 

8215G020 

8215G020 


$08215G020 


8215G030 
8215G030 
$C8215B050 
8215B050CSA 
8215B060CSA 


$C8215B070 


8215B070CSA 
8215B080CSA 
8215A090 CSA 
8215A040CSA 


8215G033 


82150053 
8215C053CSA 
82150063 
8215C063CSA 
8215C073CSA 
82150083 
8215C083CSA 


8215G050-24/DC 
8219G050-12/DC 
8215G060-12/DC 
8215G0/0-12/DC 
8215G0/0-24/DC 
8215G080-24/DC 


U8256A091V 


8030G069 
8210H106B 


8040H006 
8040H007 
8040H008 
82146020 
8040G022 
8214G030 
8040G023 
8040G023 
JB8214235VICSA 
JB8214235CSA 
JB8214250CCSA 
JB82142500SA 
JB8214260CSA 
JB8214270CSA 
JB8214280CSA 


82146023 
82146033 
JB8214037CSA 
JB8214053CSA 
JB8214063CSA 
JB8214073CSA 
JB8214083CSA 


8266D069V 


JB8266D023L 
JB8266D077L 


Item 
No. 


AKY40 
4ELZ3 
4EKT6 
AKY41 


6FAZ3 


AKY42 
4EKV8 
4EMC4 
AKY43 
AKY44 


4EMCS5 


AKY45 
AKY46 
4ELZ2 
AKY47 


AKY52 


4ELZ9 
AKY48 
4ELZ8 
AKY49 
AKY50 
4ELZ7 
AKY91 


38VC38 
38VC39 
38VC40 
38VC41 
38VC42 
38VC43 


4ELA6 


4EMC7 
6WTV6 


oLU21 
oLU22 
3UM33 
3UM27 
9LU23 
3UM28 
4ELZ5 
oLU24 
6YEK6 
6YEK8 
6YEK7 
6YEL2 
6YEL1 
6YEK9 
6YELO 


4EMA1 
3UM29 
4EMA2 
3UK43 
3UK44 
3UK45 
3UK46 


4EKT3 


2LBG6 
2LBG/ 
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PLUMBING Scan. Order. Done. 
Solenoid Valves, Cryogenic Valves & Piston Valves Details on page A1. 





Max. Oper. 
Coil Min. Oper. Press. Differential) Max. Fluid Temp. |Ambient 
Pipe Orifice Insulation Press. Hot Hot Temp. Mfr. Item 
Size Dia. Cv _ Class _ Differential) Water Steam Water Steam | Range | Voltage Watts Model No. 
Hot Water Solenoid Valve 
Normally Closed 
ya! % _ 3.00 E 0 psi 100 psi = — 210°F NotRated) — |120VAC 10.1 8210GO93HW  3UL11 
% _ 3.00 F psi 125 psi — 210°F NotRated|) — |120VAC 6.1 8210GO01HW  3UK49 
Yo" %' 4.00 F 0 psi 100 psi — 210°F NotRated|) — |120VAC 10.1 8210GO94HW  3UL14 
%s' 4.00 F psi 125 psi — 210°F NotRated|) — |120VAC 6.1 8210GO02HW  3UK52 
yp! Ya" 5.00 F 0 psi 100 psi — 210°F NotRated|) — |120VAC 10.1 8210GO95HW  3UL20 
Ys" 5.50 F 2 psi 190 psi — 210°F Not Rated) 125°F |120VAC 6.1 8221GO005HW  5LU28 


p 

Steam and Hot Water Solenoid Valve 
Normally Open 

Yq" ¥y => 00 H 5 psi 150 psi 125psi| 210°F 353°F | 125°F | 120VAC 16.1 8220G095 4EME4 

mormally Closed 











Fao" H Ops! | 210 psi 110psi| 210°  344°F | 131°F | 120VAC 10.1 8263H300  6YEJ9 
a" 0.52 4H Opsi | 200 psi 1{Opsi | 210°F 34d°F | (31°F 120VAC 10.1 8263H305  6YEK2 
yp 4.40 4 Opsi | 100 psi 50 psi | 210°F 300°F | 125°F  24VDC 15.6 8220G402  ANWZ3 
= a 440 Spsi | 150 psi 50 psi | 210° 300°F | 125°F 120VAC 6.1 8220G401  ANWZ1 
i 4404 5 psi 150 psi 125 psi | 210°F 353°F | 140°F 120VAC 10.1 8220G403 4NWZ2 
i 4704 Opsi | 150 psi 50 psi | 210°F 300°F | 125°F  24VDC 15.6 8220405 ANWZ6 
yy Ye 4.70 F 5psi | 150 psi 50 psi | 210°F 300°F | 125°F 120VAC 6.1 8220G404_ ANWZ4 
2 he 4704 5 psi 150 psi 125 psi | 210°F 353°F | 140°F 120VAC 10.1 8220G406  4NWZS5 
4704 Spsi | 150 psi 125 psi | 210°F 353°F | 125°F | 120VAC 10.1 SU8220G406  GWTV7 
7° 8.804 Opsi | 150 psi 50 psi | 210°F 300°F | 125°F 24VDC 15.6 8220G408  ANWZ9 
x" J —B.80F Spsi | 150 psi 50 psi | 210°F 300°F | 125°F 120VAC 6.1 8220G407  ANWZ7 
7° 8.80 4 5 psi 150 psi 125 psi | 210°F 353°F | 140°F 120VAC 10.1 8220G409  4NWZ8 
at _ i150 Ff 5psi | 150 psi 50 psi | 210°F 300°F | 125°F 120VAC 10.1 8220G410  4NXA1 
11.50 4H 5 psi 150 psi 125 psi | 210°F 353°F | 140°F 120VAC 10.1 8220G411_ ANXA2 
sy 115.00 F Spsi | 150 psi 50 psi | 210°F 300°F | 125°F 120VAC 10.1 8220G009  5LU31 
Tv" 15.00 H 5 psi 150 psi 125 psi | 210°F 353°F | 125°F 120VAC 10.1 8220G027  SLU44 
iP e220 5psi | 150 psi 50 psi | 210°F 00°F | 125°F 120VAC 10.1 8220G011 5LU32 
TVs" 99.50 4H 5 psi 150 psi 125 psi | 210°F 353°F | 125°F | 120VAC 10.1 8220G020  5LU45 
> 1%" 43.00 F 5 psi 150 psi 50 psi | 210°F 300°F | 125°F 120VAC 10.1 8220G013  5LU33 
Ty" 43.00 4 5 psi 150 psi 125 psi | 210°F 353°F | 125°F 120VAC 10.1 8220G031  5LU46 
Steam Solenoid Valve 
‘i Normally Open 
ASVA Red-Hat %  ¥%' 510 4H Opsi | — 30 psi | —  280°F | 125°F | 120VAC 16.1 98267G011  4EME7 
By 4504 0 psi 45 psi 50°F | 125°F | 120VAC 16.1 8267G015  4EME6 
i 9.704 0 psi ——“45 psi 250°F | 125°F | 120VAC 16.1 8267G023  4EMES 
2-Way Normally Closed —wormatyciosex 
yi -¥s"~«1.00 T psi ——425 psi] — _353°F | 125°F |120VAC_ 6.1 82226070 SLU34 
and Normally Open yyy 2.50 _# T psi ——495 psi) — 53°F | 125°F | T20VAC 6.1 8229G074  5LU36 
ya" 3.00 F Opsi | 150 psi 125psi| 210°F _353°F | 125°F |120VAC 10.1 8222G093  4EME8 
Steam and Hot Water ¥" 2.50 F T psi — 80 psi — 324°F | 125°F | 120VAC 6.1 8222G066 —_ 5LU38 
880s EAE DOV 16 89670007 EMD? 
| ‘ psi = psi — i e 
Solenoid Valves “ —h—3°60 _H D psi | — 125 psi | 353°F_| — | 120VAC 10.1 8222047 3UM24 
ya" 4.00 0 psi ——50 psi 300°F | 125°F | 120VAC 10.1 8229G004 5LUAO 
Bert pa 86H ps psf tO 89996040 3UM28 
Sr 9" psi = 2 psi — De — 4) 
= NEMA rating: 1, 2, 3, 35, 4, 4X ve 4.60 H 5S psi | — 200 psi| — 388°F | 125°F | 120VAC 10.1 98229G005  5LU41 
For high-temperature fluid applications involving ys ue zie , yes = Be psi_ | — aa Leo Whe e4 BE eae ey 
a 4" psi = psi = is Y 
steam or hot water. Coil included. 7 5.00 H Opsi | — 125 psi| — 353°F | 125°F |120VAC 17.1 8229G003  5LU43 
ASVO Red-Hat i y 
2-Way Cryogenic | No. 
= 6YEHS8 2HTN1 
Solenoid Valves 
= NEMA rating: 1, 2, 3, 3S, 4, 4X 
Normally closed valves are a, Gal ) at Min. Oper. Max. Oper. Press. Differential r ‘af ; 

o - ea rice nsuration ress. Ir, Ig ax. Ir. em 
ae ie Far tal Fine Size Material Dia. Cv Class __ Differential | Inert Gas Water Oil Fluid Temp. Voltage Model No. 
cryogenic TIUIGS, InciudINg IIquI rass Body 
acca avid anion ae rea SPIRES’ ———85 F 0 psi 155psi_ 155 psi___155 psi {50°F  120VAC  8263H240LT  6YEJ4 

gen, liq gon, q PTFE 4" 0.35 F 0 psi 155 psi 155 psi___155 psi 150°F  120VAC 8262H232LT  6YEUt 
onger Alarecegesed, ||. See ee 

" Bo psi psi psi psi ‘i 
cleaned, tested free of moisture, PTFE %o" 0.88 F 0 psi 40 psi 40 psi 40 psi {50°F  120VAC 8262H?10LT  6YEJ3 
and blacklight tested for hydro- NBR eo 0.88 E 0 psi i psi 18 psi — {50°F aavic 8261 7i0LT SZAKS 
a ; 30" psi psi — = i 
frozen {nod and craniaVoenetie yee 
rozen Ttood and cranlai/genetic Q — 8. psi psi — — i 
reservation a ications CSA IGKeiRlated PiaesibOuy 
p 1 app yy PTFE Ye 0.06 F 0 psi 1000 psi = = 20°F  120VAC  8264G009  2HTNS 
and CE Certified. : PTFE FQ" 0.20 F 0 psi 300 psi — — {20°F  {20VAC ~—«8264G010 ~—Ss 2HTN7 
ASVO Red-Hat EE — acane 
No. Pipe Orifice Press. Differential | Min. Pilot Max. Pilot Mfr. Item 
2-Way Normally Closed 426333 -Size_Dia. Cv _| Water Steam | Pressure Pressure Brand Model No. 
Yo" 1%" 52.0} 60psi _60 psi 60 psi 150 psi___Asco 8290A020 4ELY1 


1%! 92.0) 120 psi__120 psi |__60 psi 150 psi__Asco 8290A021 _ 3UK38 
9" a 68.0) 40 psi 40 psi 60 psi 150 psi__Asco 8290A024 _ AELY2 


Angle Body Piston Valves 
90 psi 90 psi 60 psi 150 psi __Asco 8290A025  3UK36 


7 , , , 2 
= Max. fluid temp.: 366°F, Auxiliary-piloted piston valves feature cold-rolled stain- "376L stainless Seal Body 








inq- T™ Ye % 2.3 | 240 psi 150 psi | 60 psi 150 psi Asco 8290A/91 2HTR8 
except, Nos. 42633 less ae shaft, spring loaded stem seal, and DuPont v3 —E4-}-480 psi-150 psi | 60 psi130 pst--Asco”8200A702 2HTR9 
to 426J38 are 356°F —-~Viton® shaft wiper. Require 120V, 60 Hz solenoid valve. =" i 5. us zap psi 150 psi 38 psi 150 psi ASc0 87008045 aELY8 
. 2D: psi 100 psi psi 00 psi SCO 4 
PTFE seals Designed to handle water, light slurries, and steam. yp 37690 psi 90 psi | 60 psi 150 psiAsco 82004793 2HTT2 
Max. Oper. Ys" 11.0) 240 psi 150psi | 60psi 150psi Asco 8290B048 _—_4ELY9 
Pipe Orifice Press. Differential | Min. Pilot Max. Pilot Mfr. Item {" " 19.0} 90 psi 90 psi 60 psi 150 psi Asco 8290A395 4ELY6 
Size Dia. Cv | Water Steam | Pressure Pressure Brand Model No. 1" 19.0} 150psi 150psi 60 psi 150 psi _Asco 8290B053 4ELZ1 
Bronze Body 1¥%" 1%" 52.0) 120psi 120 psi | 60 psi 150 psi _Asco 8290A064 4ELY3 
Yo" Yo" _9./ | 240 psi 150 psi | 38psi 150 psi__Asco 8290B002 _4ELY/ Z: 2 68.0) 90psi 90psI 60 psi 150 psi __Asco 8290A068 4ELY4 
Yo 9./ | 240 psi 150 psi | 60 psi 150 psi _Asco 8290A384 2HIR/ Stainless Steel Body 
Yq" Ys" 11.0) 150 psi 150 psi | 60 psi 150 psi _Asco 8290A385 _ 2HTR6 yo" We bo — 130 psi | 43.5psi 145 psi Parker PA15S1N4S050A 426J33 
Ys" 11.0) 240 psi 150 psi | 60 psi 150 psi __Asco 8290B005  1WG91 Yo 5.59 | 232psi 130 psi | 65.3psi 145psi Parker PAISSAN4S050A 426J36 
4" 1" 15.0, 90psi 90psi | 60psI 150 psi __Asco 8290A386 — 2HTT1 Yq" 2439 10.5 — 130 psi | 43.5psi 145 psi Parker PA2Z0S1N5S050A 426J34 
1" 19.0, 150 psi 150 psi | 60 psi 150 psi _Asco 8290B010 1WG92 2¥30" 10.5) 145psi 130 psi | 65.3 psi 145 psi Parker PAZOSAN5S050A 426J37 
yy," 14 32.0| 90psi 90 psi_| 60 psi 150 psi _Asco 8290A016 —_ 4ELX9 qr 1/6 18.7 — 130 psi | 43.5psi 145 psi Parker PA25S1N6S063A 426J35 
1%" 32.0) 180 psi 150psi | 60 psi 150 psi _Asco 8290A01/7 _—_ 3UK37 %e 18.7) 116psi 116 psi) 65.3psi 145 psi Parker PA2Z5SAN6S063A 426J38 
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Find the yy. Find Solutions. Find Great Prices. Solenoid Valves 


2- and 3-Way Next Generation Solenoid Valves ASWO Red-Hat 


= Max. fluid temp.: 180°F Can accept both AC and DC voltages; increase DC pressure ratings to AC levels. Feature lower power 
= Coil insulation class: H = operation, voltage ranging, and built-in surge suppression. Design helps eliminate AC hum. Coil included. 
= Seal material: NBR 








Min. Oper. | Max. Oper. Press. Differential | Max. 


Orifice NEMA Press. Air, Light Fluid Mfr. Item 
Pipe Size Dia. Cv Rating Differential | Inert Gas Water Oil Temp. Voltage Model No. 
2-Way/2-Position, Normally Closed, Brass Body -NBR Gaskets 
Ye" _0.35 0 psi 040 psi 395 psi_— 360 psi_| 180°F 100 to 240VAC/DC_8262R232 _—s6YEJ7 
Ya" ¥3  U.o? 0 psi 300 psi = 225psi 225psi | 180°F 100 to 240VAC/DC 8262R202 _6YEJ5 
Yap 3 0 ps! 125 psi 125psi 125psi | 180°F 100 to 240VAC/DC 8262R208 _6YEJ6 
Je" % 3.00 0 psi 150 psi 150psi Not Rated) 180°F 100 to 240VAC/DC 8210P093 _1ALA6 
ve Ys 4.00 12 3.35.4 4X 0 psi 150 psi 150psi NotRated| 180°F 100 to 240VAC/DC 8210P094 _1ALA8 
Sq" Ys 9.00 0 ps! 150 psi 150psi Not Rated) 180°F 100 to 240VAC/DC 8210P095 _1ALB3 
: 1" 13.00 2 psi 190 psi 150 psi 100 psi_| 180°F 100 to 240VAC/DC_ 8210P004 —_—«1ALB7 
1%" 1%" 15.00 9 psi 190 psi 150 psi 100 psi_| 180°F 100 to 240VAC/DC_ 8210P008 4 ELL4 
Ve 1%" 22.50 : ps 150 psi 190 psi 100 psi_| 180°F 100 to 240VAC/DC__8210P022 4 ELL6 


1%" 43.00 5 psi 150 psi 125psi 90psi | 180°F 100to240VAC/DC 8210P100  1ALB9 
2- Way/2: -Position, Normally Closed, Stainless Steel Body -NBR Gaskets 
Y' % 4.00 1,2, 3,38, 4, 4x 0 psi 150 psi 150 psi 125 psi_| 180°F 100 to 240VAC/DC_8210P087 _—1ALB1 
Ja" % 4.50 0 psi 150 psi 150psi 125psi | 180°F 100 to 240VAC/DC 8210P088  1ALB5 
2-Way/2-Position, Normally Open, Brass Body -NBR Gaskets 





x ¥ 3.00 0 psi 150 psi_ 150 psi 125 psi | 180°F 100 to 240VAC/DC 8210P033 4 ELL8 
Ai %" 4.00 1,2,3,38,4,4X __ Opsi 150 psi 150 psi 125 psi_| 180°F {00 to 240VAC/DC 8210P034 ——4ELN1 
Va Ys 5.50 0 psi 150 psi 150psi 125psi | 180°F 100 to 240VAC/DC 8210P035  4ELN3 
3-Way/2-Position, Normally Closed, Brass Body -NBR Gaskets 
Vj! Ya" 0.23 AX 0 ps 150 psi 150 psi 150 psi_| 194°F 100/240VAC ——-8320R184 —_ 53AY51 
%" 0.25 0 psi 90 psi  90psi  90psi | 194°F 100/240VAC —-8320R186 53AY49 
5 The" 480 1,2,335,.4.4X  10psi | 250psi 250psi NotRated| 180°F 100 to 240VAC/DC 8316P074 24W653 
3-Way/2- Position, Universal, Brass Body -NBR Gaskets 
Vj! Ye" 0.09 AX 0 psi 160 psi _160psi 160psi | 194°F 100/240VAC __—-8320R172 _ 53AY50 
Ya" 0.12 0 psi 100 psi _100psi  100psi | 194°F 100/240VAC _—*8320R174 —_ 53AY52 
3-Way Quick Exhaust normally closed—when the valve Normally Open—When the valve ASVA Red-Hat 
Solenoid Valves is de-energized, the pressure port is de-energized, the pressure port is 
is closed and the exhaust port is connected to the cylinder port and 
= Brass body connected to the cylinder port. When the exhaust port is closed. When Universal—Can be connected in either 
= Seal material: NBR the valve is energized, the exhaust __ the valve is energized, the pressure Normally Closed or Normally Open position. 
Have 3 pipe connections and 2 orifices. | portis closed and the pressure port port is closed and the cylinder port Can also be used to select 1 of 2 fluids, or 
Coil included. UL Listed and CSA Certified. is connected to the cylinder port. is connected to the exhaust port. to divert flow from 1 port to another. 
Min. Oper. | Max. Oper. Press. Differential) Max. 
Orifice NEMA Press. Air, Light Fluid Mfr. Item 
Pipe Size Dia. Cv Rating Differential |Inert Gas Water Oil Temp. Voltage Model No. 
Normally Closed 
¥" Ye" 0.09 0 psi 150 psi 125psi 125psi | 180°F 120VAC  8320G013 3UL87 


%2__0.12 4 9 3 36 4, AX 0 psi 150 psi 150 psi 150 psi | 200°F 120VAC  8320G184 3UL95 


Ys" 020 5psi | 150 psi 150 psi 95 psi_| 180°F 120VAC 8317G035  3UL82 
Yj" F990 5 psi | 150 psi 150 psi Not Rated) 180°F 120VAC 8317G023 44U288 

Yo" 0.20 ee Spsi | 75psi 30psi 30psi | 180°F 24VDC EF8317G035 44U318 
yi Yo" 0.80 1,2,3,35,.4 4X  1Opsi | 200psi 200psi 200psi | 180°F 120VAC 9321G002 3UMO06 





Normally Open 
YA" ¥32" 








' 0.80 1,2.3.35 4.4X  10psi | 200psi 200psi 200psi | 180°F 120VAC  8321G003 3UM08 No. 3UL95 
niversa 
i Ye’ 0.09 0 psi 125psi 125psi 130psi | 200°F 120VAC  8320G172 3UL89 ' 
WW —Fo'—V.12 |: % 9,35, 4, 4X ——nc—-400 psi 100 psi 100 psi 200°F  120VAC 8320G174  3UL91 3UMO06 
4-Way Solenoid Valves ASWVA Red-Haf 
= Coil insulation class: F Single-solenoid valves operate double-acting cylinders. Feature 4 or 5 pipe 
= NEMA rating: 1, 2, 3, 3S, 4, 4X connections: 1 pressure, 2 cylinder, and 1 or 2 exhausts. Mount in any position. 
= Coil enclosure voltage: 120VAC, except Coil included. 
Nos. 44U309 and 44U312 are 24VDC Note: 4-way valves have differential psi for water. 
Min. Oper. Max. Oper. Press. Differential 
Orifice Press. Air, Light Max. Overall Mfr. Item 
Pipe Size Dia. Cv Differential Inert Gas Water Oil Fluid Temp. Watts Length Model No. 
Aluminum Body -Polyethylene Gaskets 
v! Ye 0.10 0 psi 150 psi — 145 psi 130°F 17.1 11%" JSP8340G001 440334 
Yea" 0.10 0 psi 150 psi — Not Rated 130°F 17.1 1*%e" ——«8340G001 ~—«44U302 
Brass Body -NBR Gaskets 
Ye 0.09 10 psi 150 psi 150 psi 150 psi 104°F 17.6  2%e' —-8345G001 44312 
Ve 0.09 10 psi 150 psi 150 psi 150 psi 180°F 10.1 2%6  8345G001MO 440313 
Ve 0.09 10 psi 150 psi 150 psi 150 psi 180°F 10.1 cy 8345G001 3UM17_* 
Ve 0.09 10 psi 150 psi — Not Rated 180°F 10.1 3" 8345H003 3UM30 * 
vj! Ae 0.70 0 psi 125 psi 100 psi 100 psi 160°F 20.1 2'%6" 8342001 5JC52 
Ae 0.70 0 psi 125 psi 100 psi 100 psi 160°F 20.1 3% 8342G001MS 4ELD5 
Ae 0.70 0 psi 125 psi 100 psi 100 psi 160°F 16.1 256" 8342G020 24W661 
Aa 0.80 10 psi 150 psi 125 psi 125 psi {80°F 10.1 47%e"——«8344G070 —« 24 W664 
A 0.80 10 psi 150 psi 150 psi 125 psi {50°F 17.6 eA 8344G070 _ 440309 
V5 0.80 10 psi 150 psi 150 psi 125 psi {80°F 10.1 47s" 8344G070M0 440310 
6 0.70 0 psi 125 psi 100 psi 100 psi 160°F 20.1 2'%6 83426003 5JC56 
54! Ag 0.70 0 psi 125 psi 100 psi 100 psi 160°F 20.1 2% 8342G003P 24W662 
ye 0.80 10 psi 250 psi 250 psi 250 psi {80°F 17.1 4%e"_——«8344G001 —«-24W670 
He 1.40 10 psi 150 psi 125 psi 125 psi {80°F 10.1 6" 83446072 4ELD7 
x 1.40 10 psi 150 psi 125 psi 125 psi 80°F 10.1 3%6  8344G074 3UMi5 * 
yp" He 1.40 10 psi 150 psi 125 psi 125 psi {80°F 10.1 6%" 8344G074M0  24W659 
. x 1.40 10 psi 250 psi 200 psi 125 psi 180°F 6.1 6Vie 8344G082 —«44U31 
¥ 1.40 10 psi 250 psi 250 psi 250 psi {80°F VA 6Ve 8344G027 ~—«44U307 
Brass Body - zai paskels 
Ya" 0.70 0 psi 125 psi — Not Rated 160°F 20.1 2%e —-8342G501 «44303 
Stainless Steel Body -PTFE Gaskets 
yA" Ae 0.70 0 psi 125 psi 100 psi 100 psi 160°F 20.1 2%6 —-8342G701 440304 
x Ae 0.70 0 psi 125 psi 100 psi 100 psi 160°F 20.1 26  8342G703 —«44U305 


* A minimum operating pressure differential must be maintained between the pressure and exhaust ports. Supply and exhaust piping must be full area, 
unrestricted. Flow controls and other components must be installed in the cylinder lines only. 
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Solenoid Valves & Globe Control Valves Details on page A1. 
Coil Min. Oper. | Max. Oper. Press. Differential 
—— Pipe _ Orifice Insulation Press. Air, Light Mfr. Item 
as Size Dia. Cv Class _ Differential) InertGas Water Oil Watts Model 0. 
= 0.30 F Opsi | 185psi 180psi 120psi| 6.1  8262HOO2LF 120/60, 110/50 53AYO01 
" yy 0.30 F Opsi | 185 psi 180 psi 120psi_ | 6.1 8262HOO2LF 240/60, 220/50 53AY02 
> 0.30 H Opsi | 130psi 110psi 95 psi 10.6 B262HOO2LF 12/DC 53AY03 
; 0.30 H Opsi | 130psi 110psi 95 psi 10.6 B262HOO2LF 24/DC 53AY04 
2 0.18 F Opsi | 370psi 330 psi 160 psi | 6.1 8262HO20LF 120/60, 110/50 53AY05 
A sgt 0.18 F Opsi | 3/0psi 330 psi 160 psi | 6.1 8262HO20LF 240/60, 220/50. 53AY06 
0.18 H Opsi | 235psi 160 psi 160 psi 10.6 B262HO2OLF 12/DC 53AY07 
| 0.18 H Opsi | 235psi 160 psi 160 psi 10.6 8262 HODOLF 24/DC 53AY08 
No. 0.30 F Opsi | 185 psi 180 psi 90 psi | 6.1 8262HO22LF 120/60, 110/50 53AY09 
53AY01 vy) yy 0:30 F Opsi | 185 psi 180psi 90 psi | 6.1 8262H02LF 240/60, 220/50. 53AY10 
a 0.30 H Opsi | 130psi 110psi 90 psi 10.6 B262HODOLF 12/DC 53AY11 
. o. 0.30 H Opsi | 130psi110psi 90 psi 10.6 B262HODOLF 24/DC 53AY12 
ASVA R d H, of 53AY38 0.63 F 0 psi f00 psi _100psi_100psi_ 10.1 8262H208LF 120/60, 110/50 53AY13 
Ca-nat= gh 0:63 F Opsi | 100psi 100psi 100 psi | 10.1 8262H208LF 240/60, 220/50 53AY14 
0.63 H 0 psi 35 psi 35 psi 35 psi_| 11.6 B262H208LF 12/DC 53AY15 
Lead-Free 2-Way 0.63 H 0 psi 35 psi 35 psi 35 psi_| 11.6 8262 HP0SLF 24/DC 53AY16 
J 0.45 F Opsi | 210 psi 185 psi 100 psi_| 10.1 8263H200LF 120/60. 110/50 53AY17 
Normal Closed ye je. 2 F Opsi | 210 psi 185psi 100 psi_| 10.1 8263H200LF 240/60, 220/50 53AV18 
y en er 
7 psi psi psi psi 
Solenoid Valves 4.00 F 0 psi 40 psi 40 psi — | 116 82 10G094LF 12/DC 53AY27 
4.00 F 0 psi 40 psi 40 psi = Tate B210GO94LF 24/DC 53AY28 
Se ne ere FOO at TO et Te 8 BOC a SAYDA 
Su ; i psi psi psi psi 
seal nica a a 
psi psi psi — 
These durable solenoid valves feature 4.00 F Opsi | 200psi 150 psi 135psi | 6.1 8210GO02LF 120/60, 110/50. 53AY21 
a brass body and a rugged design that 4.00 0 psi 200 Dsi 180 psi 135 psi ot s2106002LF 240/60, 220/60 53AV22 
o: psi psi psi — ; i] 5 5 
provides long life and low internal leakage 500 Opsi| 40 psi 40 pst 40 pst) 11.6 80 10G095LF 24/DC 53AV36 
This normally closed, 2-way valve has 1 5.00 r Spsi_ | 100psi 90 psi /5psi_| 11.6 8210GO09LF 12/DC 53AY31 
inlet and 1 outlet pipe connection and Is ue = 00 F pps 135 a 35s oe er soTAGOOOE T SSG TOS aya 
tno ee me 
ized. Sui j ir | 2; psi 90 psi 90 psi _ i] ; 3 5 
energized. Suitable for use with air, inert gas, 500 Opsi | 150 psi 150 psi |) 10. t 82 10G095LE 240/60. 220/50 S3AV34 
dallas oo oman E00 0 STS Bt BOTOGOUATE 10760-1050 —— BAYS? 
a a 2 psi 20 psi psi 20 psi o 9 vi 
Note: See Mir. Model number for voltage that applies to = "3°00 F Spsi | 150 psi 100 psi 150 psi 61 82t0GO04LF 240/60, 220/50 S3AV38 
each solenoid valve. 13.00 F 5 psi {50 psi 100psi 150psi_ 11.6 8210GO04LF 12/DC 53AY39 
PLAST-@)-MATIC | © HAYWARD 
VALVES. INC. plunger design. Can 7 . 
PVC and renal tev dan SV Series True-Union 
or vacuum applications 
Polypropylene (3-way pressure only), PVC and CPVC 
S 1 id Val without pressure to aid Solenoid Valves 
o1enol aives |, na the val 
in opening the valve. « 120VAC 
= Max. fluid temp: 140°F Pilot-operated valves shay arpesnceobinsl 
PVC, 180°F polypropylene =— require a minimum ; ‘ha ae ih Psl 
Feature an innovative Fail Dry® differential of 5 psi. For No. 39P432 " akg . . 
design that provides a visual _use in severe service Socket/threaded connection operates with no 


pressure differential; made for operation in 


warning of seal malfunction. applications with most , i 
harsh, corrosive conditions. Easy-to-replace seal 


Bellows barrier-type dynamic __ liquids, including acids, 





seal helps prevent fugitive caustics, chlorine solu- cartridge and plunger assemblies allow quick field repair. Normally closed. 
emissions from leaking. tions, solvents, and Ae Body hg Body 
j = j ax. ax. 
Rugged thermoplastic body ultra pure fluids. Use Orifice Seal Fluid Item Seal Fluid bain 
resists corrosion and has no with Replacement Pipe Size Dia. Cv |Material Temp. No. Material Temp. No. 
wetted metal parts. Valves are Solenoid Valve Coils yp! cs — ores aH ree 
2-way and 3-way with spring Nos. 11K485 to 11K492, som 
5! sjgt 3:20 149°¢ —-3CDY7 EPDM jggop ~__SCEPS5 
return. Normally closed and sold separately on 3.20 | EPDM 3CDZ4 FPM 3CEN8 
No. 11K457 
direct-acting with a push-pull  Grainger.com®. " 1" 3H — ate Oy were 
Body Material - Valves 
Min. Oper. PVC Polypropylene 
Orifice Press. Safe Working Item Item 
Pipe Size Dia. Cv Differential | Water Press. No. No. 
Direct Acting, 2-Way/2-Position, Normally Closed 
Ae 0.50 0 psi 140 psi 11K455 — 


Ya" Ya" 0.80 0 psi 70 psi 11K456 11K460 7 

3" 1.20 0 psi 140 psi 39P432 39P434 Pneumatic Actuated 
Ae" 0.50 0 psi 140 psi 11K457 11K461 
hat Te ae — THK Globe Control Valves 


1" 








a ue) 0 psi 140 psi_|_ 39P433 39P435 = Max. steam pressure: 250 SWP 
g 2.00 0 psi 125 psi 39P436 39P439 fe 7 
VA TH" 3.20 0 psi 58 psi 39P437 39P440 = Temp. range: 0° to 400°F 
iis 29" 4.20 0 psi 15 psi 39P438 39P441 = 2-NC.; stainless steel seats 
Direct Acting, 3-Way/2-Position, Universal 
A Ve «0:52 0 psi 70 psi 39P445 aa Globe-style, severe-duty, high-capacity spring 
Ya 0.61 0 psi 40 psi 39P446 _ return valves work off increasing 20 psig max. 
A YA! 0.61 0 psi 40 psi 39P449 _ 
Pilot Operated, 2-Way/2-Position, Normally Closed control signal. Valves Ome with 4 pneumatic 
TA Ba" Ss«5 20 5 psi 140 psi 11K463 11K475 actuator and operate fail-close, air-to-open. 
cas ae 5 psi 140 psi 11K465 11K477 Bronze construction and FNPT connection. Use 
an a © psi UES sa BB LSE for heating or cooling with air, steam, water, and other liquids. Meet ANSI B16.15 
6 116" 28.00 5 psi 140 psi 11K469 11K481 
5 1156" 35.00 5 psi 140 psi 11K471 11K483 Class 250 or ANSI B16.1 Class 125. 
: 3 ) 80.00 ; 5 psi 140 psi 11K473 = Pipe Mfr. Item 
Pilot Operated, 2-Way/2-Position, Normally Closed - EPDM Gaskets Size Max. Input Air Pressure Model No. 
Y," 6364" 5.20 5 psi 140 psi 11K464 11K476 Ys 400 psi K110811-36RA TRXC3 
3" 83/6" 7.60 5 psi 140 psi 11K466 11K478 x4" 300 psi K11TD811-36RC 1RXC4 
1’ 6%" 9.50 5 psi 140 psi 11K468 11K480 ik 250 psi K1TE811-36RC TRXC5 
1%" 116" 28.00 5 psi 140 psi 11K470 11K482 Tv" 250 psi K1TF811-36RE 1RXC6 
2' 11%6" 35.00 5 psi 140 psi 11K472 11K484 1H" 275 psi K1TG811-60RH 1RXC7 
3' cl 80.00 5 psi 140 psi 11K474 — ey 175 psi K1TH811-60RH TRXC8 
2882 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Encapsulated Coil Kits & Valve Rebuild Kits 
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Item 
Description For Use With No. 
Mfr. No. 8342C00T, 8342C003, JB8214050CSA, 
NEMA 1, Class JB8214060CSA to JB8214083CSA, EF8210B27 ihicie 
F 120VAC 120/60 110/50, EF8342C001, EF8342C003, 8210B057, 
8210B059. JB8214035CSA, JB8214050CCSA 
NEMA 1.2.3.38 4, Wir. No. 82206021, 82206023, 82206025, 82636300, 
Hees isayag 82226047, 82226049, 82636305, 82206019, 1AKJ6 
: : 8229G005, 82206027, 82206029, 8220G031 
Coll Kit 120v/60Hz, Mir. No. 8210G030 120/60, 110/50, 8210G033, 8270G034, 
SO VEOHC Nena’ 8210G035, 82106038, 8210G093, 821 0G093HW, 82106094, 
ose 8210G094HW, 82106095, 8210G095HW, 82206003, 82206005, yay yy 
Me ee 8262G202, 82626208, 82626220, 82626226, 82624261, 7 
A curass 82626262, 82626263, 8314G6 120/60 110/50, 83176035, ASVA Red-Hat 
o_O CaS GL a 
r. No. 7 7 
8210G003, 8210G004, 8210G008, 8210G009, 8210GO09HW, Encapsulated Coil Kits 
NEMA 1.2.3.38, 4, 8210G015, 82106022, 8210G036, 8210G037, 82106073, 
Heese soavag 8210G100, 82106101, 8221G001 to 8262G001, 82624002 1AKJ8 _ Mtr. Item 
— 8316656 126/60 110/50, 8316G64 190/60 + 10/E0. OO on Notage Watts Move! No. Replacement parts for Asco® 
5 50, in . 
8316G66 120/60 110/50, 8210GO04LF 120/60, 110/50 Connector = — — 276983  6FAZ6 _SOlenoid valves. For a complete 


NEMA, 9, Class Mfr. No. EF8342G001, EF8342G003, EF8342G3 oHTTS «= —Kit list of kit contents, see 


ich os ine er BAG Tae OeeEED AHS Graingercom® 
1,2,5,.55,4, -004- 
4X. Class F 120vAc_ Mir. No. 82106026, 8210G054, 8210G055, 8210G056, 8210G089 2HTTE 1O0VAC 5 099216-001-D 44339 rs em 
NEMA 1, 2, 3, 35, 4, Mfr. No. 8210G087, 8210G002, 8210G088, 8210G095, oHTT7 T20VAC__15.4_099257-001-D 440340 Modal Na 
4X, Class F, 24VDC —8210G009, 8210G003, 8210G004, 8210G008, 8210G022 T20VAC_15.4_099257-001-G 440341 ESE Sri 
NEMA 7, 9, Class fr. No. EF8320G192 120/60 110/50, EF8320G200 120/60 110/50 2HTTS So et eee aoe ese Mount 
F 120VAC ne: D4VAC 30.0 230783-001-D 440343 Brack ih 038713-MB 44U356 
Mfr. No. EF8210G030, EF8210G033, EF8210G034, 24VAC  ~—6.1 238210-005-D 44U344 aT ; 
EF8210G035, EF8210G038, EF8210G093, EF8210G094, _ _ 240VAC 6.1/8.1 238210-058-D 44U345 ae 
NEMA7.9. Class  £F8210G095, EF8262G202, EF8262G208, EF8317G035, Solenoid _ 480VAC__6.1__238210-088-D 44U346 Screw and 100800-MB 44U366 
F 4D0VAC’ EF8320G172, EF8320G184, EF8320G186 120/60 110/50, 2HTT9 Valve Coil 120VAC 6.1/8.1 238212-032— 44U347 ec acihe 
EF8320G194 120/60 110/50, EF8344G70 120/60 110/50, DA4VAC 10.1 238610-005-D 440348 TRO7AS-OOE-ME 440373 
EF8344G72 120/60 110/50, EF8344G074, EF8345G001, 20810 494 938610-058-D 44U349 Mounting 54579-001-MB 4gU383 
EF8320G202 120/60 110/50, EF8345H003, EF8215G030 220/240VAC '~: Bracket 58a975-009-MP 44U388 
Mfr. No. EF8210GO001, EF8210G002, EF8210G003, EF8210G004, T20VAC 17.1 238610-132-D 440350 uarDIN 
EF8210G008, EF8210G009, EF8210G015, EF8210G022, T20VAC 10.1 238612-032— 440351 Lae ; 290414-001 44U391 
NEMA 7,9,Class  EF8210G036, EF8210G037, EF8210G073, EF8210G100, oHTUI T20VAC 17.1 238612-132— 440352 onnector 
F. 120VAC EF8210G101, EF8262G002, EF8262G022, EF8316G54 120/60 T20VAC 6.3 266763-902-D 44U353 
110/50, EF8316G64 120/60 110/50, EF8316G66 120/60 110/50, D4VAC 16.1 272610-005-D 44U354 
EF8316G74 120/60 110/50, EF8321G001, EF8321G002 T20VAC 20.1 272610-132-D 44U355 
.- . a For Use With 
Valve Rebuild Kits ASV4 Red-Hat Min, Mode Navibier nen MIE er ae 
Replacement parts for Asco® solenoid valves. For a complete list of kit contents, see Grainger.com®. 8210G10024/60DA, 8210G100 6DYN9. 3UL25 
; ; 120/60,110/50, 8210G101 
For Use With Grainger Item For Use With Grainger Item 120/60 110/50. 3UL28, 4KY37 
Mfr. Model Number Item Number No. Mfr. Model Number Item Number No. 8990G005 120/60.110/50 3UL30 TAKYS 
8210B021 120/60,110/50, 3UK18, 3UK19 1AKJ9 8210G03524/60DA, 8210G035 : 30134 {AKY9 


8210B020 120/60,110/50 JC 
8210G001HW 120/60,110/50, 
8210GO002HW 120/60,110/50, 
8210GO002HW 240/60,220/50 
8210G002 24/60, 8210G002 
24/60, 8210G001 24/60, 
8210G001 120/60,110/50, 


120/60,110/50, EF 8210G035 
120/60,110/50, SC 8210G035 
120/60,110/50240333-001, 
8210G03524/60DA, 8210G035 
120/60,110/50, EF 8210G035 
120/60,110/50, SC 8210G035 
120/60,110/50240333-001 


82206023 24/60, 8220G023 
120/60,110/50, 82206023 
240/60,220/50 

82206025 120/60,110/50, 82206027 
120/60,110/50, EF 8220G025 
120/60,110/50242905-001 


4EMD8, 3UL32, 4nu74 


3UK49, 3UK52, 3UL33, 4EMD9 


3UK55,4EMD5 'AKU1 6DYNO, 3UK89, 4 aKyg 


3UK90, 4ELJ1 
4EMCY, 5LU44 1AKZ2 


8210G002 120/60.110/50. DHTX4, 3UK48, 8221005 120/60, 110/50 10 a 4 aS dee Cane 
8210G002 240/60.220/50, 3UK50, 3UK51, 82216007 120/60,110/50 SU 8 Te Oo OO eoacco®  GDYN3, BDYKS, 1ALUA 
8210G002 480/60.440/50, 3UK53, 3UK54) 8221G011 120/60,110/50 SUO= —AAKVS®  gocanferooumcqsaeeoa 6FAZO, GFAX6 
8210G002 240/60.220/50, 3UK56, 3UK57. 82216013 120/60, 110/50 3UL41___ 1AKV4 : 


1AKU2 8342G001 120/60, 83426003 
120/60, EF 8342G001 120/60, 


EF 8342G003 120/60 
831/7G035, EF8317G035 


8210G001 240/60,220/50, 
$C8210G001120/60,110/50A, 
EF 8210G001 120/60,110/50, EF 
8210G002 120/60,110/50, HT 
8210G002 120/60,110/50, SC 


4EKR2, 4EKU2, 

4EKUS, 4ELE8, 

4ELG8, 4EKR3, 
6FAY8 


5JC52, 5JC54, 
5JC56, 5Uc58 VALUG 


3UM27, 3UM28 2HTUS 
2HTU6 


8215A090 CSA120/60,110/50, 
8215A040 CSA 120/60,110/50 
82626202, EF8262G202, 
8262G208, EF8262G208, 8262G208 
240/60 220/50, 8262G212, 


4ELZ2, 4KY47 1AKV5 


— 1AKV6 


srs eon oat pst ane ie ea =— aig 
HU 2) 3 3 — 
8210G003 120/60.110/50, EF 83456001 120/60,110/50 3UM17, 3UM18 1AKV7 8221G001, 8221G003, 8221G3 24/60 = 2HTU9 
82626220, 82626226, 82626230 2HTV1 
8210G003 120/60,110/50, SC 3UK58, 3UK59, saya -: 8222G047 120/60,110/50, 3UM24.3UM25 1AKV8 8321GO0T. EF8321G001 
8210G003 120/60,110/50, JKF 4ELG7, 4EKV3 82226049 120/60,110/50 = 2HTV2 
8321G002, EF8321G002 
8210G003 120/60,110/50 8345H003 120/60, 110/50, EF 3UM30.3UM31 1AKV9 8344G72. 20/60 110/50 
8210G004 24/60, 8210G008 8345H003 120/60,110/50 _ 
EF8344G72 120/60 110/50, 2HTV3 
24/60, 8210G004 24/60, 8210G054 120/60, 8210G055 
9JC40, 5JC42 8344G074, EF8344G074 
8210G004 120/60, 110/50, 3UK60. 3UK61 120/60, 8210G05424/60DA, HT BIC44" SIGS 8015BO50CSA 8215B060CSA 
8210G004 240/60,220/50, 8210G054 120/60, SC 8210G054 ’ TAKY1 = 2HTV4 
3UK62, 3UK63, 4ELF2, 4ELF5, 8215B070CSA 
8210G008 120/60,110/50, 120/60, EF 8210G054 120/60, 
3UK68, 3UK69 6DYN2 8215G010, 8215G020, = 
8210G008 120/60,110/50, EF 8210G055 120/60 2HTV5 
4EKN8, 4EKP1, 1AKU4 8215G030, EF8215G030 
8210G004 240/60,220/50, EF 8210G087 120/60,110/50, _ 
4EKN7, 4EKR1 8210B05/ 2HTV6 
8210G004 120/60,110/50, EF ALES: 4ELGO. 8210G088 120/60,110/50, 3UL05, 3UL06, 8910G037 EF8210G037 = OHTV7 
8210G008 120/60,110/50, HT AEKP7 $D8210G087120/60,110/S0A, 3UL07, 3UL08, 1AKY2 3UK20.3UK31 
8210G004 120/60,110/50, SC EF 8210G087 120/60,110/50, 6FAZ5 — 5JC36.5dcg0 2ATV8 
8210G004 120/60,110/50, JKF EF 8210G088 120/60, 110/50 3910G015. EF38210G015 
8210G004 120/60,110/50 8210GO093HW 120/60,110/50, = 2HTV9 
3UL11, 3UL14 1AKY3 8210G15 240/60 220/50 
8210GO09HW 120/60,110/50, 3UK71. 3UK74 8210G094HW 120/60,110/50 8910G006. EF8210G006 
8210GO09HW 240/60,220/50, ’ TAKUS 8210G094 24/60, 8210G094 = 2HTW1 
4EME1 8210G007, EF8210G007 
8210G009HW 240/60,220/50 24/60, SC8210G09424/60A, 8910073, EF8210G073. 8210G73 
8210G009 24/60, 8210G009 8210G093 120/60,110/50, 940/60 220/50. 3UL04 = 2HTW2 
24/60, 8210G009 120/60,110/50, —gix7q ay x79 8210G094 120/60,110/50, 2HTY1, 3UL10, 8300G184, EFS320G184 = oHTW3 
8210G009 240/60,220/50, 3UK73. 3UK75, 8210G094 240/60,220/50, 3UL12, 3UL13, = 3UL87.3UL88 2HTW4 
8210G009 240/60,220/50, EF 8210G094 480/60,440/50, 3UL15, 3UL16, 8320G174. EF8320G174 


4EKV6, 4EKV7, 1AKU6 


8210G009 120/60,110/50, HT 8210G094 240/60,220/50, EF 3UL17, 3UL18, 1AKY4 


8210G009 120/60,110/50, SC ee 8210G093 120/60,110/50, EF AEKR4, 4EKRS, See (nen Tanee ene 
8210G009 120/60.110/50, JKF 8210G094 120/60,110/50, SC AEKTS, 4ELFS, 83 SUCSO-SUCGU-OHTWE 
8210G029 24/60, 82100022 Bo10a004 {20601108086 = Sule? 2HTWs 
’ ’ o ) — 
120/60,110/50, EF 82106022 AEKN4. 3UK79. 4aKu7 8210093 120/60,110/50, JKF poesia oy BcboGtS $$ rre 
3UK80 8262G007 2HTX4 
120/60,110/50 8210G094 120/60'110/50 ae 
8210G033 120/60,110/50, 62106034 8210G09SHW 120/60, 110/50 UF. CM eA ee — ——2HTX2 
120/60,110/50, EF 82106033 8210G095 24/60, 82106095 SO ry aes 
120/60,110/50, EF 8210G034 24/60, 8210G095 120/60, 110/50, SE eS HED NDESEE HaUID . Bing 
120/60,110/50, SC 82106034 8210G095 240/60,220/50, 82106095 2HTX7, SUL19, ; 
3UK85, 3UK86, 440/50, 8262G002, 62626014 

120/60,110/50240332-001, SUBS, SUKEG, yg 480/60,440/50, 82106095 3UL22, 3UL23, aayve sua ae 
82106033 120/60,110/50, 8210G034 SUK87, SUKe8, 240/60.220/50, EF 8210G095 3UL24; 4EKUS, a 
120/60,110/50, EF 82106033 120/60.110/50, JKF 8210G095 AEKV5, 4ELH3 = De sees! OLED? 
120/60,110/50, EF 8210G034 120/60,110/50, SC 8210G095 CFSOTORODEAT 3 ee a3 
120/60,110/50, SC 82106034 120/60,110/50240358-001 
120/60,110/50240332-001 FCONTINUED | 
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PLUMBING 
Valve Rebuild Kits 


YTeontinven 
ASWVA Red-Hat 
Valve Rebuild Kits 








For Use With For Use With For Use With 
For Use With Grainger Item For Use With Grainger Item For Use With Grainger Item 
Mfr. Model Number Item Number No. Mfr. Model Number Item Number No. Mfr. Model Number Item Number No. 
— A4KY38 2LBD5 83206192 120/60,110/50, 24639 8210P033 24-99, 8210P034 4FLL8. 4ELL9 
— 4KY39 2LBD6 83206192 120/60,110/50, EF 3UL99. 3UM01 6DYA3 24-99, 8210P033 100-240, AFLN1. 4ELNO 6DYH4 
8210D89 120/60 110/50, = OLBD7 83206192 120/60,110/50 8210P034 100-240 
8210G089, EF8210G89 120/60 83206194 120/60,110/50, oAW634 8210P035 24-99, 8210P035 100-240 4ELN3, 4ELN4 6DYH5 
8210G030 120/60, 110/50, °OLBDO 83206194 120/60,110/50, EF 3UM02. 3UM03 6DYA4 8345P001 100-240 2HUA3 6DYH6 
EF8210G030, 8210G038, EF8210G038 83206194 120/60,110/50 82206403 120/60,110/50 DA, 
— 2HTW8 2LBE1 83206130 12/DC 4ELD3 6DYA5 82206406 120/60,110/50 DA, 4NWZ2, 4NWZ5, 6DYH7 
82626263 DC, 82626148 DC — 2LBE2 8320A190 12/DC 4ELCI 6DYA6 $U8220G406 120/60,110/50 A, 6WTV7, 6WTV8 
8210D014 24/DC, 8210G014 A4EMF1. 4EMF6 EF 8210B054 AC, EF 8210B055 AC — 6DYA7 EF8220G406 120/60,110/50 DA 
120/60, EF8210G014120/60DA, AEKYS. GFAX3’ 2LBE3 EF 8210B056 AC, EF FB X8210B056 = 6DYA8 82206409 24/60 DA, 82206409 BWTV9 
8210G018 120/60 240349-001 04672 AC,EF HT 8210B056 AC 240/60,220/50 DA, 8220G409 6WTWO. 4NWz8 6DYH8 
— 2HTX8, 2LBH4 2LBE4 EF 8210D089 AC, EF FB X8210D089 _ 6DYA9 120/60,110/50 DA 
— 2LBH5 2LBE5 V 04672 AC, EF HT 8210D089 AC 82206410 120/60,110/50 DA 4NXA1 6DYH9 
— 5LE92 2LBE6 8210B059 120/60,110/50 AKY36 6DYCO 82206411 120/60,110/50 DA ANXA2 6DYJ0 
— 5LE93 2LBE7 8210G022 24/DC, 8210G022 24/ 2HTY3, 5LU20, 6DYC1 82206407 120/60,110/50 DA 4NWZ/ 6DYJ1 
8210G093, 8210G094 — 2LBE8 DC, $C8210G02224/DCD 6FAY9 82206401 120/60,110/50 DA, ANWZ1. 4NWZ4 6DYJ2 
8210G001, 8210G002, EF8210G002 — 2LBE9 8210B056 24/DC 4EMF5 6DYC2 82206404 120/60,110/50 DA 
8210G095 — 2LBF1 8211A015 DC, HC 8211A015 DC — 6DYC3 83530033, X83530033 13470 
8210G009 — 2LBF2 8215G020 12/DC, 8215G030 12/ 4EKT6, 4EKV8, 6DYC4 AC, 83530003 AC, X8353C033 5LU47. 3UK31 6DYJ3 
8210G003 — 2LBF3 DC, EF8215G03012/DCDD 6FAY4 21322 AC, X8353C033 15435 AC, 
8210G004, 8210G008 — 2LBF4 8344070 120/60.110/50 24W664, 83530034 AC, 83530036 AC 
— 5LU17 2LBF5 8344G070 120/60.110/50. EF 3UM11, 6DYC5 8262G022LT 120/60 2HIN2 6DYJ4 
— 5LE94 2LBF6 8344G070 120/60 110/50 24W666, 8262G021V 120/60,110/50 2LBG4 6DYJ5 
EF8210G087, 8210G088 — 2LBF/ 3UM12 8210G094N 120/60,110/50 4EKT1 6DYJ6 
82626262, 82626263 — 2LBG2 8030G010 120/60 2HTP/ 6DYC6 8210G094V 120/60,110/50 4EKT2 6DYJ7 
83206184 24/DC. 83206182 24/DC 24W628, 8030G013 120/60 2HTP8 6DYC7 JB8266D023L 120/60,110/50 2LBG6 6DYJ8 
83906182 12/DC. EF 8320G184 24/DC 24W643, 4ELN5 8030G016 120/60 2HTP9 6DYC8 JB8266D077L 120/60,110/50 2LBG/ 6DYJ9 
4ELD1, 4ELC8 8030G017 120/60 2HTR1 6DYC9 8262G208V 120/60,110/50 2LBG5 6DYKO 
8222G070 120/60,110/50, 8030G003 120/60, 8030G043 120/60 2HTR2, 2HTR3 6DYDO 8221G005HW 120/60,110/50 5LU28 6DYK1 
82226074 120/60,110/50, 5LU34, 5LU36, A4ELNG 8030G071 120/60 2HTR4 6DYD1 8221G00/7HW 120/60,110/50 5LU30 6DYK2 
8222G066 120/60,110/50, 5LU38, 5LU39 80306083 120/60 2HTR5 6DYD2 0131204 — 6DYK3 
8222G076 120/60,110/50 826/7G019 120/60 4EMD/ 6DYD3 0131205 — 6DYK4 
8040C004CSA AC — 4ELN8 826/7G023 120/60 4EME5 6DYD4 0131206 — 6DYK5 
8040G023 24/60, 8040G022 A4ELZ5. 5LU23 8264G009 120/60, 8264G010 120/60 2HIND5, 2HIN/ 6DYD5 G131207 — 6DYK6 
120/60,110/50, 8040G023 5LU24 4ELN9 83216003 120/60,110/50 3UM08 6DYD6 C131208 — 6DYK7 
120/60,110/50 82226093 120/60,110/50, 4EME8. 5LU4O 0131209 — 6DYK8 
8210G002V 120/60,110/50 4EKRY 4ELP1 8222G094 120/60,110/50, 5LU42 6DYD7 X8003001 05337AC — 44U357 
8210G009V 120/60,110/50 4EKV1 4ELP3 82226095 120/60,110/50 8353C004VAC — 44U358 
$€8210D03224/DCD, 8210G032 GFAY7. 4EKY8 4ELP5 82226005 120/60,110/50 5LU41 6DYD8 — — 44U359 
120/60 240353-001 82226088 120/60,110/50 4EMD6 6DYD9 HV206720002AC — 44U360 
391061041 016004, 82106103 aca ating 82686 205LT 120/60 Se een a env FWD 2428001 KC 10382 
5 — 44 
120/60 240361-001 GDYPO, 4EKY7 4ELR2 = 963G906LT 120/60 2HTL7, 2HTLO GDYET = F576 164001 AC — 440363 
8210G106B 120/60,110/50 4ELZ4 4ELR3 8263G210LT 120/60, 8263G209LT 2HTNS, 2HIN4, 6DYE2 8222 AC — 44U364 
8215B070 CSA 12/DC, 8215B060 4EKNS. 4EKNO 120/60, 8263G209LT24/60DA 6FAX1 8210 AC — 44U365 
CSA 12/DC, 8215B050 CSA AEKP?. 4EKP3. 4ELR4 8222G002LT 120/60 2HTN1 6DYE3 826/ — 44U367 
12/DC, 8215B050 CSA 24/ AEKRG 8210G100 24/DC, AEMF4. GFAYO 6DYE4 8210B035 AC/DC — 44U368 
DC, 8215B070 CSA 24/DC EF8210G10024/DCDD 8210 — 44U369 
8215B080 CSA 24/DC 4EKN2 4ELR5 8220G029 120/60,110/50 5LU45 6DYE5 8030 — 44U370 
8215C063 120/60,110/50, 8220G007 120/60,110/50, 5LU29. 5LU31 6DYEG 8210 — 44U371 
8215C053 120/60,110/50, 4ELZ8, 4ELZ9, 8220G009 120/60,110/50 V043 002 — 44U372 
8215C053 CSA 120/60,110/50, 4KY48, 4KY49, 4ELR6 8220G011 120/60,110/50 5LU32 6DYE/ HV162818001DC — 44U374 
8215C063 CSA 120/60,110/50, 4KY50 8220G013 120/60,110/50 5LU33 6DYES8 8353C003V — 44U375 
8215C073 CSA 120/60,110/50 EF 83420001 AC, EF 8342C003 _ 6DYES V012 011 — 44U376 
8221G003HW 120/60,110/50 4EMD4 4ELT1 CSA AC, EF 8342C001 AC 8262 — 44U377 
82226002 120/60,110/50, 4EMD3. 5LU43 4ELT2 8030G069 120/60,110/50 4EMC7 6DYF1 8262 — 44U378 
8222G003 120/60,110/50 8030G079 120/60,110/50 4EMC8 6DYF2 MXX — 44U379 
8262G011V120/60,110/50DA 6DYP/ 4ELT4 8220G031 120/60,110/50 5LU46 6DYF3 8353E038 — 44U380 
8262G200 120/60,110/50, SC AFKW6. 4ELF9 4ELU2 X8262C002 120/60 13200 3UK26 6DYF4 $C8210G094MB 120/60, 110/50 — 44U381 
8262G200 120/60,110/50240664-001 82206095 120/60 4EME4 6DYF5 XV012 013 — 44U382 
8262G202T 120/60,110/50 4EKX3 4ELU3 831/G053 120/60,110/50 3UL84 6DYF6 — — 44U384 
EF 8215B060 120/60,110/50, AEKN6. GFAY2 4ELU9 MATO 246095-001-F MXX — 44U385 
EF8215B070120/60,110/50DA 8314G006 AC, 8314G041 AC, EF _ 6DYF7 8353 057 & 8353F038 — 44U386 
8215G033 120/60,110/50, AKY52. 4EKZ4 8314G006 AC, EF 8314G006 V AC 8353F038V & 8353F05/V — 44U387 
8215G023120/60,110/50DA, EF 6DYP5 4ELV2 8316G064 120/60.110/50 24W630, 8353A064AC — 44U389 
8215G033 120/60,110/50 83166054 120/60.110/50. 24W665, 8353A05/VAC — 44U390 
EF 8262G226V 120/60,110/50 4EKW9 4ELV3 8316G074 120/60.110/50 EF 34W676, X8263G6333T 05935AC — 44U393 
8262G232Q (AC) — 4ELV6 83166054 120/60.110/50. EF 24W650, 6DYF8 8262A152VAC — 44U394 
8320G200 120/60,110/50, 8316G064 120/60 110/50. EF 3UL72, 3UL73, EF8320G182AC — 44U395 
8320G200 120/60,110/50, EF 3UM19, 3UM20, AELV8 83166074 120/60.110/50 SUL #5, SUL/6, 8210D002EAC — 44U396 
8320G200 120/60,110/50, EF 4ELDY, 4ELF8 3UL79, 3UL80 8210D008EAC — 44U397 
8320G200 120/60,110/50 8316G066 120/60,110/50, 8210G088EAC — 44U398 
83206186 120/60,110/50, EF 3UL97.3UL98 4ELW2 8316G056 120/60,110/50 , 3UL74, 3UL77, 6DYF9 HV283290001AC — 44U399 
83206186 120/60,110/50 8316G076 120/60,110/50 , EF 3UL78, 3UL81 8215B080AC — 44U401 
8320B001 MS AC,EF 8320G001 MS 8316G066 120/60,110/50 8344A074MOAC — 44U402 
AC,GP 8320G001 MS AC,GP HB JB 8214 083 CSA120/60,110/50 3UK46 6DYGO 8340G001AC — 44U403 
8320G001 MS AC,HB 8320G001 EF 8314G301 24/DC, EV 24W624, All Prefix 8353G039 AC — 44U404 
MS AC,J KP 8320B001 MS AC,HB 8314G301 24/DC, EF 8314G300 24W645, 6DYG1 8321G001 DC, 8321G002 DC — 44U405 
8320B001 MS AC,J P SP 8320G001 24/DC, EF 8314G301 12/DC 2LBJ1, 2LBJ2 8210D009QAC — 44U406 
MS AC,J SP 8320B001 MS AC,EF EF 831/G307 24/DC 2LBJ4 6DYG2 8222B095MOAC — 44U407 
HB 8320G001 MS AC,OP KB — 4ELW5 EF 831/G308 24/DC 2LBJ5 6DYG3 U8210C076AC — 44U408 
8320G001 MS AC,MP SP 8320B001 EF 8316G301 24/DC 2LBJ3 6DYG4 8262C226EAC — 44U409 
MS AC,OP SP 8320G001 MS 8040H008 120/60,110/50, 3UM33. 5LU21 8262G220TAC — 44U410 
AC,8320G001 MS AC,J KB 8320G001 8040H006 120/60,110/50, 5LU22. 6DYG5 All prefix 8262G220V, 44U411 
MS AC,P 8320B001 MS AC,OF SP 8040H007 120/60,110/50 8262G226V, 8262G230V = 
8320G001 MS AC,P HB 8320B001 8210P093 24-99, 8210P094 OHUAS. 2HUAQ 8262D232EAC — 44U412 
MS AC,J P SP 8320G001 MS AC 24-99, 8210P093 100-240, +ALAG. 1ALAS’ 6DYG7 8262D232JAC — 44U413 
8342G001MS 120/60, 8342G003 4ELD5, 4ELD6, 8210P094 100-240 8262 153VAC — 44U414 
MS 120/60, EF 8342G003MS 24W648, 4ELW6 8210P095 24-99, 8210P095 100-240 2HUB1,1ALB3 6DYG8 FBX8262A22/V 06866 CSA AC, 44U41 
120/60, EF 8342G001MS 120/60 24W657 8210P087 100-240, 4ALB1.1ALB5 6DYG9 FBX8262B227V 06866 CSA AC = 5 
P2100094, P210C093 4ELE2, 4ELE3 4ELW7 8210P088 100-240 ; 8316G046AC — 44U417 
P210D009 4ELE4 4ELW9 8210P004 24-99, 8210P008 OHUB2. 1ALB7 HV266139001DC — 44U418 
— 4EKT8 4ELX4 24-99, 8210P004 100-240, AELL4 4ELL5 6DYHO OP8210G034EAC — 44U419 
8263G210 120/60, 8263G210 OHTT3. 4ELK9 6DXZ9 8210P008 100-240 8353G061AC — 44U420 
120/60,110/50 8210P022 24-99, 8210P022 100-240 4ELL6,4ELL7 6DYH1 X8353G054 18760AC == 44U421 
82626090 120/60,110/50 4ELK/ 6DYA0 8210P100 100-240 1ALB9 6DYH2 8222G405AC — 44U422 
8320G001 120/60,110/50, 24W632, 8320P184 100-240, OHUA1. 2HUA7 6DYH3 8210GO009AC — 44U423 
8320G001 120/60,110/50, 3UL85, 4ELD2, 6DYA2 8320P186 100-240 X8262H226AC — 44U424 
8320G001 24/60 242064-100 3UL86 
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GRAINGER CHOICE”° PLUMBING 
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Cast- and 
Ductile- MILWAUKEE VALVE 
lron Butterfly Valves 


= Max. pressure: 200 psi 

= Buna liner temp. range: 10° to 180°F 

= EPDM liner temp. range: -30° to 250°F 

= Viton® liner temp. range: -20° to 300°F 

For commercial mechanical and industrial 
processes, including hot and cold domestic 

water, HVAC, condenser and chilled water, and 
compressed air and vacuum services. Meet 
MSS-SP67, MSS-SP25, and API-609, except 
Low-Lead models only meet MSS SP-67, API-609. 


Cast-lron—Heavy-duty, low-torque valves are 
dead-end service rated at 150 psi; 200 psi for 
Buna and EPDM lug style. 





Ductile-Ilron—tHigh tensile and yield strength 


with positive shutoff. Bidirectional service to 200 No. 5MPC5 
psi max. Electric Actuated 115 VAC Pneumatic Actuated 
Cast-tron a Cast-tron} Ductile — Low Lead No. 1WDX1 No. 1WDX8 
ody, ast-lron | Body, |Iron Body,| Ductile- uctile- = 
Buna Body, Viton Buna Iron Body,| Ductile- | Iron Body, = = 
Liner, EPDM Liner, Liner, EPDM Iron Body,} EPDM Cast and Ductile Iron 
Nickel Liner, Nickel | Nickel Liner, Viton Liner, 
Plated Aluminum/| Plated | Plated |Aluminum/\Liner, 316|/Aluminum/ Actuated Butterfly Valves peep eee 
Ductile-| Bronze | Ductile-| Ductile- | Bronze | Stainless} Bronze ; : 
Bolt No. oflron Disc) Disc ron Disc|lronDisc| Disc Steel Disc) Disc =» Max. pressure: 200 psi CWP 
Pipe Circle Lug Bolt | Item Item Item Item Item Item Item rT Temp. range: -20° to 250°F 
Size Dia. Dia. Holes No. No. No. No. No. No. No. 


Lug Style, Gear Operated Handle Type = EPDM seats and liner, aluminum bronze disc 


6" 9%" Y%-10 8 | 1JBJ6 | 1JBE6 = = SMPC3 | SMPE3 39A304 = Lug style 
8" 11%" %4-10 8 | 1JBJ8 | 1JBE8 _ SMPDS | SMPC4 | SMPE4 39A305 


TV 5//ln 7 == — — 5MPCS 30A306 Use for industrial and domestic applications, including hot and cold domes 
2? i 9 12) — = = = = = 39A307 tic water, HVAC, condenser and chilled water, compressed air, and vacuum 
ae Style, Lever Handle we SIRO AUER EPC ENR SOG TSG service. Compatible with ANSI Class 125 and 150 flanges. Electrically actuated 
4 Yg- p : : 
ai BY Ht ad IBH3 | 1 JBD3 — | 5MPC8~ 5MPA8~5MPD7 ~~ -39A297 T1SVAG valves have a reversing motor that requires 50/60 Hz and include a 
3" 6" %11 4 |1JBH5 | 1JBD5 | 1JBN3 | 5MPC9 | 5MPA9 |5MPD8 | 39A298 switch that indicates whether the valve is open or closed. Close mount. Can 
x re oan é eu eu 1JBNS aot i pi ae be bolted directly to a single flange piping system. Pneumatic-actuated valves 
2 Y4- = i Si ; ; i 
6 9% ¥-10 8 | 1JBJ2 | 1JBE2 | 1JBN7 | 5MPD2 | 5MPC2 5MPE1 | 39A302 | ‘eduire a 80 psi air supply. Double-acting valves require air to open and close; 
8° 11%" %-10 8 | 1JBJ4 | 1JBE4 | 1JBN9 | 5MPD3 | 5MPAG 5MPE2 | 39A303 spring-return valves only require air to open. 
12° 17 #49 12) — — — — 5MPC6 | — — i 
Wafer Style, 10 Position Spring Locked Handle Type yey pete 
4" fh 11 2 = — = oMPF9 = = = 115 VAC | Double Acting | Spring Return 
5" 8%" %-10 2 — — _ 5MPGO _ — — Pipe Bolt No. of Item Item Item 
Wafer Style, Gear Operated Handle Type Size  CircleDia. Lug Dia. BoltHoles No. No. No. 
4" 7%" %11 2 — — — _ _ 5MPG8 _ Cast Iron 
5" 8%" Y10 2 | — — = = — _|5MPG9 = 2 43" %-11 4 1WDX1 1WDX8 1WDY6 
6" 9%" Y-10 2 | 1JBL6 | 1JBG6 — — 5MPF2 | 5MPH2 — 2% 51 %-11 4 TWDX2 1WDX9 1WDY7 
8 11%" %-10 2 | — | 1JBG8 — — 5MPF3 | 5MPH3 — ey 6' 11 4 1WDX3 1WDY1 1WDY8 
10° 14%" %-9 4 | — _ — — 5MPF4 | — — 4' 7h %-11 8 TWDX4 1WDY2 1WDY9 
12” 17 49 4 |) — — — — 5MPF5 | — — 5 Bi" Y-10 8 TWDX5 1WDY3 1WDZ1 
Wafer Style, Lever Handle Type 6" gy" ¥4-10 8 1WDX6 1WDY4 1WDZ2 
2" 4%" %-11 2 |1JBK1 | 1JBF1 — — 5MPE6 |5MPG5 — 8" 119" Y-10 8 1WDX7 1WDY5 1WDZz3 
2%" 5% Yi 2 | — 1JBF3 = — 5MPE7 | 5MPG6 — Ductile Iron 
3° 6 %11 2 |1JBK5 | 1JBF5 |1JBP8 | — 5MPE8 | 5MPG7 — 2' 4y' %-11 4 5MPP2 5MPNO 5MPN6 
4" 7%" %-11 2 | 1dBK7 | 1JBF7 — — 5MPE9 | — _ 2% 5 %-11 4 5MPP3 5MPN1 5MPN7 
5" 8%" 10 2 | — 1JBF9 = — 5MPFO | — = 3' 6' %-11 4 5MPP4 5MPN2 5MPN8 
6° 9%" %-10 2 |1JBL2 | 1JBG2 |1JBR3 | 5MPG1 | 5MPF1 | 5MPHO — 4" 7h %-11 8 5MPP5 5MPN3 5MPNQ 
8 11%" %-10 2 | 1JBL4 | 1JBG4 | — | SMPG4 —_|5MPH1 = 5 8h" Y-10 8 5MPP6 5MPN4 5MPPO 
8 113%" %-10 2 | 1JBL8 — — — — — — 6' gi" Y-10 8 5MPP7 5MPN5 5MPP1 
Handle Type 
I, Bolt No. of Gear | Lever 
Pipe Circle Lug Bolt Disc Item Item 
=) Size Dia. Dia. Holes Material*| No. No. 
ASAHI/AMERICA’ Lug 


3. 6" 11 PP _|442R86 |442R82 


4 
PVC and CPVC a 7 eli PP 442R87 |442R83 


6" 9%" = %-10 PP _|442R88 442R84 


Butterfly Valves cams 7-10 PP  |442R89 442R85 






Feature a spherical disc design for 9 gy —4 4 _ CPVC_|442R95 |442R90 
7 hj 4 PVC |442R68 |442R62 
greater durability and improved 1 5h Va 4 PVC |442R69 442R63 
Cv, while the full seat construc- Ys" 4 _ CPVC |442R96 |442R91 
tion helps isolate the body and oS Oe PP __\442R74 |442R78 
é hj 4 PVC |442R70 |442R64 bever Handle 

stem from the media and acts as Vy" 8 CPVC |442R97 442R92 No, 442R78 
mating flange gaskets. All gear 4" 7%" %-11 8 PP |442R75 |442R79 - 
handles come with a Plasgear™ a a AT 

; , 7’ 8  CPVC |442R98 |442R93 
operator designed with composite 6" 9%" %-10 8 PP |442R76 442R80 
plastic and a black urethane ih 8 PVC |442R72 442R66 
coating for rust and corrosion A i i anton 

8 11%" %-10 8 PP _|442R77 |442R81 o. 

resistance even when exposed to 7m «8 PVC |442R73 442R67 
harsh chemicals. * Polypropylene = PP. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2885 





PLUMBING Scan. Order. Done. 
Butterfly Valves Details on page Al. 











Carbon Steel Butterfly Valves 

. = Max. pressure: 285 psi = Temp. range: -20° to 400°F dicieieenaaianiats 
= Max. steam rating: 150 psi = RPTFE liner material Pipe han cai ge era prey 

eae nere = 316 stainless steel disc material Size Dia. Dia. Holes) No. | No. 

Use in throttling and positive shutoff applications, with hot water, Gear Operated handle ey 

cold water, and steam. A redundant seal prevents seat from being o 8% 4-108 |AGAM1)  — 
drawn into the flow stream, especially under high-velocity conditions. &yerMangle 
Bidirectional, with double dead-end service. Mount in any position. — 2 | |AGAMS 
Stainless steel spring. Meet MSS SP-68, ANSI B16.34, and API 609. 5 CAN HA 
PVC Butterfly Valves—Type-57P PVC Butterfly Valves— @ HAYWARD 










icanm~vee, | BYCS Series 


= Max. pressure: 150 psi 

= Temp. range: 40° to 140°F 
= EPDM liner material 

= PVC disc material 

= Wafer style 


PVC construction, 1-pc. body. Fully 
supported flanged bolt holes help 
prevent stressing on mating flanges. 
Blowoutproof, 410 stainless steel 
stem and full body liner with inte- 
grally molded face seal eliminates 
need for additional gaskets. Lever handle with lockout. 


= Max. water pressure: 150 psi 
= Temp. range: 30° to 175°F 

= EPDM liner material 

= Polypropylene disc material 
= Wafer style 


Feature a PVC body and poly- 
propylene disc for high chemical 
resistance and non-wetted 316 
Stainless steel shaft for long life. 
The spherical disc design helps 
provide increased Cv, maximum 
sealing, and a high cycle life. Molded body stops and a seat stress 
relief area help prevent seat overtightening. Self gasketing, no addi- 
tional gasket required. Meet ASTM D1784 Cell Class 12454A and NSF 






No. 


49FD21 No. 26X014 





Handle Type 


61 Certified. Find Asahi® Flange Gaskets at Grainger.com®. . Handle mie Saar Fever 
Pipe item item Pipe ee Item Item 
Size Bolt Circle Dia. No. of Bolt Holes No. No. sie Bolt Cirele Dia. No. of Bolt Holes |e anid 
as Bi ; = TaEDSD 215" 5%" 4 26X022 | 26X015 

Se 5 — 

4" A — 49FD24 — 

rn —ee i eee 

i 4 _ 2 =— 

10" 147" 12 49FD19 — 6" 9" 8 26X026 | 26X019 

i 17" 12 49FD20 = 8 113%" 8 26X027 | 26X020 
PVC and CPVC Butterfly Valves—BYV Series @ HAYWARD 
= Max. water pressure: 150 psi = Temp. range: 32° to 140°F (PVC Body); 32° to 190°F (CPVC Body) 





Wafer, 
Lever 
Handle 


Feature a 1-pc. body and 1-pc. 316 SS stem with threaded retaining gland. Optional 316 SS lugs can 
be molded into the body for added strength. Lever models have 19 lockable stop positions, and 360° 









Lug, Gear No. Interlock with Cv and percentage open indicators. For a complete list of standards and specifications, go to 
nace 36FP62 = Grainger.com® and search for individual products. For glass-filled valves go to Grainger.com® and search for 
oO. 
pee glass filled polypropylene butterfly valves. 
Handle Type Handle Type 
Gear Lever Gear Lever 
Pipe Bolt No. of Disc Liner Item Item Pipe Bolt No. of Disc Liner Item Item 
[ Size Circle Dia. Lug Dia. BoltHoles Material* Material No. No. W Size Circle Dia. Lug Dia. BoltHoles Material* Material No. No. 
ug afer 
PVC Body PVC Body 
s/4" 4 GP EPDM 36FP61 36FP63 ya 4 GP EPDM 36FP60 | 36FP62 
s/4" 4 GP FPM 36FP69 | 36FP/1 /4" 4 GP FPM 36FP68 | 36FP70 
9" 43/4" s/4" 4 GP Nitrile 36FP65 | 36FP6/ 9" 43" s/4" 4 GP Nitrile 36FP64 | 36FP66 
s/4" 4 PVC EPDM 36FN76 | 36FN78 /4" 4 PVC EPDM 36FN75 | 36FN/7 
s/4" 4 PVC FPM 36FN84 | 36FN86 s/4" 4 PVC FPM 36FN83 | 36FN85 
s/4" 4 PVC Nitrile 36FN80 | 36FN82 s/4" 4 PVC Nitrile 36FN79 | 36FN81 
s/4" 4 GP EPDM 36FP73 | 36FP75 s/4" 4 GP EPDM 36FP72 | 36FP74 
/4" 4 GP FPM 36FP81 36FP83 s/4" 4 GP FPM 36FP80 | 36FP82 
We 5 Vp" s/4" 4 GP Nitrile 36FP77 | 36FP/9 OWA 5 Vp" /4" 4 GP Nitrile 36FP76 | 36FP78 
s/4" 4 PVC EPDM 36FN88 | 36FN90 s/4" 4 PVC EPDM 36FN87 | 36FN89 
/4" 4 PVC FPM 36FN96 | 36FN98 s/4" 4 PVC FPM 36FN95 | 36FN97 
4" 4 PVC Nitrile 36FN92 | 36FN94 fq" 4 PVC Nitrile 36FN91 36FN93 
y/4" 4 GP EPDM 36FP85 | 36FP8/ y/4" 4 GP EPDM 36FP84 | 36FP86 
fq" 4 GP FPM 36FP93 | 36FP95 J/4" 4 GP FPM 36FP92 | 36FP94 
3" g' s/4" 4 GP Nitrile 36FP89 | 36FP91 3" 6’ s/4" 4 GP Nitrile 36FP88 | 36FP90 
s/4" 4 PVC EPDM 36FP01 36FP03 s/4" 4 PVC EPDM 36FN99 | 36FP02 
/4" 4 PVC FPM 36FP09 | 36FP11 /4" 4 PVC FPM 36FP08 | 36FP10 
/4" 4 PVC Nitrile 36FP05 | 36FP0/ ya" 4 PVC Nitrile 36FP04 | 36FP06 
24/34" 8 GP EPDM 36FP97 | 36FP99 wh 8 GP EPDM 36FP96 | 36FP98 
cH ay 8 GP FPM 36FRO6 | 36FRO08 24/34" 8 GP FPM 36FRO5 | 36FRO/ 
4" 7 Vp" 24/34" 8 GP Nitrile 36FRO2 | 36FR04 4! 7 V9" 24/34" 8 GP Nitrile 36FRO1 | 36FRO03 
. CH ay 8 PVC EPDM 36FP13 | 36FP15 : 24/34" 8 PVC EPDM 36FP12 | 36FP14 
27/34" 8 PVC FPM 36FP21 36FP23 24/34" 8 PVC FPM 36FP20 | 36FP22 
24/34" 8 PVC Nitrile 36FP17 | 36FP19 24/34" 8 PVC Nitrile 36FP16 | 36FP18 
CPVC Body CPVC Body 
s/4" 4 CPVC EPDM 36FR46_ | 36FR48 s/4" 4 CPVC EPDM 36FR45 | 36FR47 
z AY" s/4" 4 CPVC FPM 36FR54 | 36FR56 Z AY" s/4" 4 CPVC FPM 36FR53 | 36FR59 
s/4" 4 CPVC Nitrile 36FR50 | 36FR52 s/4" 4 CPVC Nitrile 36FR49 | 36FR51 
s/4" 4 CPVC EPDM 36FR58 | 36FR60 s/4" 4 CPVC EPDM 36FR5/ | 36FR59 
2" 5" s/4" 4 CPVC FPM 36FR66 | 36FR68 2%" 5" s/4" 4 CPVC FPM 36FR65 | 36FR6/ 
s/4" 4 CPVC Nitrile 36FR62 | 36FR64 s/4" 4 CPVC Nitrile 36FR61 36FR63 
s/4" 4 CPVC EPDM 36FR/70 | 36FR/2 s/4" 4 CPVC EPDM 36FR69 | 36FR/1 
<3 6" s/4" 4 CPVC FPM 36FR78 | 36FR80 oH 6" s/4" 4 CPVC FPM 36FR/77 | 36FR79 
s/4" 4 CPVC Nitrile 36FR/74 | 36FR/6 /4" 4 CPVC Nitrile 36FR73 | 36FR/5 
24/34" 8 CPVC EPDM 36FR82 | 36FR84 eat 8 CPVC EPDM 36FR81 36FR83 
4" 7%" 24/34" 8 CPVC FPM 36FR90 | 36FR92 4" 7¥2" 24/34" 8 CPVC FPM 36FR89 | 36FR91 
CHa 8 CPVC Nitrile 36FR86 | 36FR88 e/a 8 CPVC Nitrile 36FR85 | 36FR87 
*GP = glass-filled polypropylene. 
2886 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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MILWAUKEE VALVE 








Bronze Gate Valves 


Valves act as a positive shutoff and can be used fully open or fully closed. 
Bronze body, stem, and wedge. Malleable-iron wheel handle. Full port. For 
use in steam, water, and compressed air applications. Meet MSS SP-80. 
CLASS 125 CLASS 200 

= Max. water pressure: 200 psi CWP, 125 psiSWP i= Max. water pressure: 400 psi CWP, 200 psi SWP 
= Max. temp.: 406°F = Max. temp.: 550°F 


CLASS 150 CLASS 300 
= Max. water pressure: 300 psi CWP, 150 psiSWP == Max. water pressure: 1000 psi CWP, 300 psi SWP 
= Max. temp.: 406°F = Max. temp.: 550°F 


Nonrising Stem, FNPT 
No. 5JLU3 


Rising Stem, Solder 
No. 5MPJO 















Class 125 Class 150 Class 200 Class 300 
Inlet to Top of Inletto Top of Inletto Top of Inletto Top of Inlet to Top of Class 125 
Outlet Handle to Item Outlet Handle to Item Outlet Handle to Item Outlet Handle to Item Pipe Outlet Handle to Item 
Pipe Size} Length InletCenter No. Length Inlet Center No. Length InletCenter No. Length InletCenter No. Size _ Length Inlet Center No. 
Non-Rising Valve Stem Type, FNPT Non-Rising Valve Stem Type, Solder 
yj" 13" 35" 5JLU3 1" 35% 1WEB9 | 11% 4%, 4GCD9 116 4s 1WED1 Vs 1% 3%6 WEF1 
x 1/6 355" 5JLU4 1H 355" TWEC1 17% Ai, 4GCE1 TH AV 1WED2 fe i Ze se WET? 
Ai z 355" 5JLU5 2 354" TWEC2 2V;' 46 4GCE2 2V' 46  1WED3 4 2 4 
Va 21%" 49" 5JLU6 21%" 49" TWEC3 215" 476°‘ AGCE3 215" 476  1WED4 ha 2, a TWEF4 
ik 26 5 5JLU7 26 5 TWEC4 ch 5%6  AGCEA 3" 5316 1WEDS aa a2, TWEF9 
THE | 2%" Be BULUB | 2%" Ho" TWECS | 3% Ho AGCES | 39%" 5 5%c" WEDS Se a 
TH | 21%" 61%"  5JLUQ | 21%e" 61%."  1WECE 300" 6x 4GCE6 310" 6%"  1WED7 — | cas 1WEF7 
z 3/6 TA6" 5JLVO 3%e7”e_ 1WECT 3Y° 146" ‘SGCE7 3y 76 1WEDS a ae 1WEF8 
2% | A%c" 9%  SJLVI 4%6° 9%" 1WECB — — = — — — wick val ve r ee 4 IWEF9 
3 aS a — — — — — — Seas Brom TPB, 00 OO orn 
Rising Valve Stem Type, FNP i i i 
Ve | 1% 3%  SJLV3 | 4% 1%  SJLY7 1% 5%" 4GCC8 | 1% 5%  SJLZ7 hh es ame 
x 11/6 355" 5JLW4 THe" THe" 5JLY8 TH 5%" 4GCD1 1% 5," 5JLZ8 7 zi i SMPIG 
Va e 355" 5JLV5 43, ey 5JLY9 2V;' BY 4GCC9 2Vj;' 5" 5JLZ9 vA ay; 355" SMP 
VY" 21 43; 5JLV6 527/59" 24 5JLZ0 2V%' WA 4GCD2 2; 6; 5JMAO vA 35;! A SMP 15 
ile 2%6 5 5JLV7 2%6" 7%6 5JLZ1 275 7%6 4GCD3 ch 7H6 5JMA1 om We EWA SMPI6 
TV" | 2250" 56 5JLV8 225/59" D280" 5JLZ2 3V;' 8%6" 4GCD4 8%" 8%e" 5JMA2 ai A196 1a56 AGCES 
TH" | 21%," 612" 5JLV9 gy," 21546" 5JLZ3 VA 9% 6" 4GCD5 3%" 95" 5JMA3 3i E76 1654" AGCES 
cM 3% TA6 5JLWO 3% 11% 5JLZ4 394" 11%" —« 4GCD6 1%" 11%" MAG q 77," 1515" AGCHH 
2%" | 4x6 WA 5JLW1 4¥%6 145% 6° ~——«BJLZ5 455 14%" 4GCD7 — — — 
a 45, 10542" BJ LW2 45, 165%" 5JLZ6 5" 16%" 4GCD8 — — — 
a _— Rising Stem, Solder mist oC) 
Nonrising No. SEMW4 
Stem, FNPT ; ; Inletto TopofHandle Item Bronze Flat-Top 
No. 5EMUO Pipe Size Outlet Length to Inlet Center No. No. 6P964 
Non-Rising Stem, FNPT Gate Valves 
Ya 1" 356 5EMUO 
a ue 3%, ___SEMU1 _ | « Max. water pressure: 
, 2 6% 5EMU2 
if % oye 43 SEMUS 200 psi CWP 
MILWAUKEE VALVE 4% : 16. aa 5 4 ‘ ° 
= 7h Ser 57 ——S EMU : dase abe 200 : _— 
1%" 21546" 6142" BEMU6 eneral-purpose valves isolate 
Lead-Free as (he _SEMU7_ | flow in a tei piping systems 
B Non-Rising Stem, Solder fee oe ; 
ronze A 17} 3%"  5EMU9 | Dezincification-resistant. 
ily ch 5" 5EMV1 ‘oi 
Gate Valves WA 357! By! SEMV3 Nonrising stem. Bronze body 
2 Ay6' TAs SEMV4 and wedge, silicon bronze stem. 
= Max. water pressure: 300 psi CWP Rising Stem, FHFT 49°-—sevg— | Aluminum wheel handle. Meet 
4 4 8 
= Max. temp.: 180°F va Tie" AK 5EMV6 ASTM B-584. 
Valves act as a shutoff and can ue i an cae Note: Not recommended for use with No. 6P972 
4 8 32 
be used fully open or fully closed. 7! D6" 7V6' 5EMV9 hydrocarbons. 
Bronze body, stem, and wedge. We ie aie SEMWO FNPT | Solder 
-j 2 16 2 Inlet to Top of Handle | Item Item 
Malleable-iron wheel handle. 2 3/6" Hye SsEMW2 Pipe Size OutletLength tolnletCenter | No. No. 
Full port. For use in water and Rising Stem, one = nae Al 1136" WA 6P964 = 
icati ifj A Zs Ae SEMW4 Ys wy 2," 6P965 | — 
compressed air applications. Certified on A A SE MWS i wi Sop = spa7D 
for use in potable water applica- il 3" fa 5EMWG6 ik a6" 316" 6P966 — 
: TV" 3V;' 854" 5EMW7 Tv" 25," 3th 6" 6P967 | 6P973 
tions. Meet NSF/ANSI 61-8 and MSS 1% 354" VA 5EMW8 TH 29/4" 4H 6 6P968 | 6P974 
SP-80. 2" 39; 111° 5EMWw9 2" ME Ai 6P969 | GP975 
Lead-Free Brass ~S B Gate Val GRAINGER 
Gate Valves MILWAUKEE VALVE om FaSsS ual€ Valves 


= Max. water pressure: 200 psi CWP 

= Max. temp.: 200°F 

Feature a nonrising stem that is ideal for use in areas with 
limited vertical space. Brass wedge, stem, and threaded 
bonnet. Cast-iron wheel handle. Certified for use in potable 
water applications. Meet NSF/ANSI 61-8. 


Top of NPT Solder 
Handle to Inlet to Item Inlet to Item 
Pipe Size Inlet Center | OutletLength No. | OutletLength No. 
Yq" 221/32" 1%" 39A259 — — 
ye" 2°32" 1%" 39A260 1¥8° 39A26/ 
A 2°932" 16 39A261 12439" 39A268 
Yq" 3/6. 1232. 39A262 2076 39A269 
1" 3'%6" 2/6. 39A263 2°Pa2" 39A270 
14%" A1V30" 22/4 39A264 Sh 39A271 
12" 41%" 2/6. 39A265 32" 39A27/2 
2" 6 2" 2° a0 39A266 3°32" 39A273 





No. 39A259 


= Max. water pressure: 200 psi CWP, 125 psi SWP 

= Max. temp.: 212°F; Nos. 6BTWK1 to GTWK3 are 176°F 
Main shutoff valves must be used fully open or fully closed 
in water and compressed air applications. Nonrising stem 
can be used in limited vertical space. Brass disc, wedge, 
stem, and screw-in bonnet. Cast-iron wheel handle. Full 






port. FNPT connections. Meet NSF/ANSI 61. 


Pipe Size 
V4" 


3" 
Yr" 
¥" 
{" 
1Y," 
1%" 

2 


Inlet to 
utlel Length 


Top of Handle 
to Inlet Center 
2.44 


2.00 
2.0/ 
sg 
3./0" 
4.33 
4.92 
a4 
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Item 
No. 
6TWJ6 
6TWJ7 
6TWJ8 
6TWJ9 
6TWKO 
6TWK1 
6TWK2 
6TWK3 





No. 6TWJ6 
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Gate Valves 


Scan. Order. Done. r 
Details on page Al. } 








Socket 
Weld 









t Flanged 
1 No. 1PRG1 


FNPT 
No. 1PRJ4 






No. 1PRH5 ( 


* GRAINGER 
Forged Carbon Steel Gate Valves TAY sppRoven 
= Max. pressure: 1460 psi steam; 1975 psi CWP FNPT | Socket 


. - 850° Inlet t Top of Handle | It It 
Max. temp.: 850 F Pipe Size Outlet Length to Inlet Center No. No. 
Class 800 valves withstand high pressures and tempera- yi 3 7a" 6" 1PRG6 | 1PRH5 
,; 7 37a 6%" 1PRG7 | 1PRH6 
tures. Carbon steel body construction with 410 stainless m ams ar TPRGA-TIPRE 
steel rising stem and wedge, and carbon steel handwheel. ——3;7 2337/4" 6210" 1PRG9 4PRH8 
With outside screw and yoke and bolted bonnet. Meet API i jee aa ean ae 
4 32 16 
602, BS 5352, ASTM A105, and NACE MR-0175. vA 129 Og {PRH3| 4PRJ2 
vy 53%6a" 11%4" 1PRH4 | 1PRJ3 
Stainless Steel Gate Valves W Pay=WGRAINGER 
Ideal for refinery, CLASS 200 APPROVED 
chemical, and other = Max. pressure: 200 psi CWP Class 150 
process applications. = Max. temp.: 365°F Flange 
: ; : Inlet t Top of Handl It 
CLASS 150 FLANGED Corrosion-resistant constr uction Pipe Size Outlet Length to inlet Center No. 
= Max. pressure: with 316 stainless steel nonrising al mS Es ait 
150 psi steam; stem, bonnet, body, and wedge. a ai TTI" +PRG3 
275 psi CWP Aluminum handwheels. 3" 3" 161340" 4PRG4 
4" g' 20" 1PRG5 
= Max. temp.:450°F GLASS 800 Class 200 
Corrosion-resistant = Max. pressure: 1225 psi aie Top of Handle fa aa 
valves feature a flex- steam; 1600 psi CWP Pipe Size OutletLength _to Inlet Center No. No. 
ible gate to assure = Max. temp.: 850°F a a ee pes = 
proper placement; Forged 316L stainless steel 7" 9 56" 4.33 aVMW2 = 
valves can absorb bonnet and body provide excel- 1H 2.95" 5.12 4VMW3 _ 
pipe stress without lent corrosion resistance and ie sa a NAS a 
leaking. sok eeu withstand high pressures and up class 600 
is 316 stainless steel; — temperatures. Rising stem and ocket 
; ; oe Inlet t Top of Handl It It 
teat : an wedge are 316 stainless steel; Pipe Size Outlet Length 0 Inet Conte No, No 
ith bolted bonne carbon steel handwheel. Feature es oe am : 
and outside screw and outside screw and yoke and 7: a ate oR — BERG 
yoke. Meet API 603 and bolted bonnet. Meet API 602 and i 5" 732" 1PRJ7 1PRK4 
: 1H 85%" 1PRJ8 1PRK5 
ASTMA-351. ASTM A182. ove iPRJ9|1PRKG 


5" 
2 os 





No. 4HCK7 


No. 1JFL8 





No. 1WPD7 


2888 GRAINGER. 
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Aluminum and Cast- and 


NIBCO WWATS 


MILWAUKEE VALVE 


Ductile-lron Flanged Gate Valves 





MILWAUKEE, NO. 4HCK7 Steee 
. ising Stem 
= Double disc Pipe Inlet to Top of Handle Max. Water Valve Max. Item 
=» Bronze stem and wedge; sie Sulla! Length to Inlet Center Pressure - CWP Fluid Temp. No. 
: ilwaukee Valve 
aluminum handwheel 4" BY 14%" 125 psi {80°F AHCK7 
Meets TTMA and conforms to MIL-V- Class 125, 
Class 125, Class 125, Cast Iron, 
58039 Type 1. Cast Iron, Cast Iron, Non-Rising, 
MILWAUKEE. CLASS 125 Rising, Non-Rising, Stainless 
: , Brass Stem Brass Stem Steel Stem 
= Cast-iron bonnet, wedge, 7 on Top of Top of Top of 
nlet to ax. Water andle andle andle 
and handwheel Pipe Outlet Pressure- Valve Max. tolnlet Item tolnlet Item  (tolnlet Item 
Meet MSS SP-70. Size _ Length CWP Fluid Temp.| Center No. (Center No. |Center No. 
Milwaukee Valve 
dared ioe at oi Ty 200-ps— 36°F 1-16) A IFLO 13/2" BIMC3 13/4" SMHS 
“1 t p" 1" psi eee 9" 4" 5 4" 5 5 
= Ductile-iron bonnet, wedge, 3 8 200 psi 353°F 18%" 1JGL1 | 15" 5JMC4 | 15" 5MPH6 
and handwheel 4 9" 200 psi 353°F | 234%" 1GL2 | 1734" 5JMC5 | 173%" 5MPH7 
= ay 10" 200 psi B03°F | 28'%4" WGL3 | 20%" S5JMC6 | 20%" S5MPH8 
Low-lead and certified for use in 6" 10%" 200 psi 353°F | 321%" 1JGL4 | 23%" 5JMC7 | 231%" SMPH9 
potable water applications. MeetAWWA = 8 112 200 psi gor 1 3UP/s2 WGLo Ler Ms | 
C509. Class 125, 
‘ saa 
WATTS, CLASS 200 on-Rising Stem 
Cast : b t d Pipe Inlet to Top of Handle Max. Water Valve Max. Item 
= Las Se et , WEGGE, tae OutletLength _tolnletCenter Pressure - CWP Fluid Temp. No. 
nd handwheel 
enangwige : T° 10" 300 psi 160°F 1WPD4 
Suitable for throttling. Meet ASTM 2," 7 ye TT Ya 300 psi i ua 
i 3 12'%2" 300 psi 160° 1WPD6 
A126 Class B Iron, AWWA 909, FM, and ri 9! TVA 300 psi 160°F 4WPD7 
MSS-SP-70. UL and C-UL Listed. 6" TO" 17132" 300 psi {60°F TWPD8 
8" 11%" 20°%64" 300 psi 160°F 1WPD9 
WATTS, CLASS 250 aaecan 
= Cast-iron bonnet, wedge, Cast-Iron, Class 250, 
Non-Rising Stem Cast-lron 
and handwheel Inlet to Max. Water Top of Top of 
Epoxy-coated valve is used in fire Pipe Outlet Pressure- Valve Max. Handleto — Item Handle to Item 
protection applications. Suitable for sie Length cWP Fluid Temp. | Inlet Center _No. Inlet Center _No. 
throttling. Meet ASTM A126 Class B te ue Hb psi RoE aes es = = 
Iron, AWWA 509, FM, and MSS-SP-70. t 7 00 psi 140°F 1515" —-ARCYE = = 
UL and C-UL Listed. 22" 1 200 psi 140°F — — 16%" 1RCZ1 
ch 8" 200 psi 140°F — — 18%" 1RCZ3 
4" g" 200 psi 140°F — — 2274" 1RCZ4 
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PLUMBING 
Gate & Globe Valves & Pressure Regulators 





Bronze Globe Valves: risingstems —_» Malleable iron handwheels 

For use in HVAC and other general commercial and industrial utility applications with hot and cold water, steam, compressed air, and gas. 
Class 125 WOG has threaded bonnet, Classes 150 SWP and 300 WOG have union bonnet. All valves meet MSS SP-80. Body, screw-in and 
union bonnet, seat disc, disc holder, packing gland, and nut meet ASTM B-62. 


Class 125, FNPT, Max. Class 125, Socket, Max. Class 150, FNPT, Max. 
Water Press.: 200 psi, Water Press.: 200 psi, Water Press.: 300 psi, 
Max. Fluid Temp.: 406°F Max. Fluid Temp.: 406°F Max. Fluid Temp.: 406°F 


Class 200, FNPT, Max. 
Water Press.: 400 psi, 
Max. Fluid Temp.: 550°F 


Class 300, FNPT, Max. 
Water Press.: 600 psi, 
Max. Fluid Temp.: 550°F 


Pipe Inlet to Item Inlet to Item Inlet to Item Inlet to Item Inlet to Item 
Size Outlet Length No. Outlet Length No. Outlet Length No. Outlet Length No. Outlet Length No. 
Ye" 15%" 1JLB5 — — 2"e 1JLC7 2"6 4GCF4 — — 
V4" 15%" 1JLB6 — — 26 1JLC8 2"6 4GCF5 2" 1JLD9 
Ye" 115/46" 1JLB7 115/46" 5MPJ7 2" 1JLC9 2" 4GCF6 2M 1JLE1 
y," 276° 1JLB8 2/6 5MPJ8 2/6. 1JLD1 2/6 4GCF7 2/6 1JLE2 
ya" 2%6" 1JLB9 23%a" 5MPJ9 2'%6 1JLD2 2'6 4GCF8 2'/6 1JLE3 
ili 2'/6" 1JLC1 2'/6" 5MPKO 3/6 1JLD3 3/6 4GCF9 3/6 1JLE4 
14%" 338" 1JLC2 338" 5MPK1 3% 1JLD4 3% 4GCG1 3% 1JLE5 
1" 316" 1JLC3 316" 4GCF2 4y," 1JLD5 4y," 4GCG2 Ay," 1JLE6 
2" Ais 1JLC4 Ais 4GCF3 5x4" 1JLD6 54" 4GCG3 574" 1JLE7 
22" 534" 1JLC5 — — 6-/34" 1JLD7 — — — — 
a 6%" 1JLC6 — — 8" 1JLD8 8" 4GCG4 — — 
FNPT Socket Weld 
Forged Steel * GRAINGER Pipe Inlet to Top of Handle Item Item 
APPROVED Size Outlet Length to Inlet Center No. No. 
Globe Valves A 37/0" 6172" 1PRK7 1PRL6 
. ¥e" 3%4" 6172" 1PRK8 1PRL7 
= Max pressure: Include bolted bonnets and GraFoil® 7 37%" 6172" 1PRK9 1PRL8 
720 psi SWP, askets/packing. Nonrising stem. 7a 378" 6°%a" IPRL1 PRLS 
1975 psi CWP Class 800. Meet ASTM A105, BS y os ee oer yi 
psi dSS OUU. WEE TH 4279" 10%6' 1PRL3 TPRN2 
= Max. temp.:1000°F 5352, and NACE MR-0175. 12" 06764" 10%6 1PRL4 1PRN3 
Z 64%a" 1116" 1PRL5 1PRN4 





PVC and ABS 





Quick-opening valves provide unrestricted CHECK VALVES 
flow for low-pressure tank and drain appli- = Max. water pressure: 150 psi, except No. 35ZY65 is 75 psi 





na 


MILWAUKEE VALVE 


No. 1JLD9 


QATTERK 


Provide quiet operation and combine the benefits of a spring and a swing check 
valve. The full-flow design eliminates the restriction of a spring center poppet and 
allows up to 15% more flow than comparable spring check valves. PVC construc- 
tion with 316 SS spring. White color, except where indicated in the table. 


Size Connec. Type 
Check Valves 
yy! FPT x FPT 
2 7 ; 
Slip x Slip 
FPT x FPT 
FPT x FPT 
Slip x Slip 
Slip x Slip 
{" Slip x Slip 
Slip x Slip 
Slip x Slip 
Slip x Slip 
Slip x Slip 
Slip x Slip 
Union x Union 
Union x Union 


fy" 


1¥" 


Gate and cations with liquids, gases, dry/bulk solids, = Max. temp.: 73°F 
Check Valves and slurry. Quick shutoff in low-pressure 
or vacuum lines. Can disassemble for 
GATE VALVES onli ‘ai 
in-line servicing. Meet MSS SP-70. 
= Max. temp.: 167°F; Nos. 4HGE8 9 
and 4HGE9 are 205°F 
Max. Water Inletto Top of 
Pipe Body Pressure Outlet Handleto Item 
Size Connec. Type Material Wedge Material -CWP _ Length InletCenter No. 
Gate Valves 
qr —EIPT x MIPT PVC Polypropylene 45 psi 3%" a 4HGF3 
Slip ABS Polypropylene 45 psi 2/8 Oye. 4HGE8 
FIPT PVC _304 Stainless Steel _ 40 psi 3 1A" oe 4HGD7 
FIPT x MIPT PVC 304 Stainless Steel _40 psi ove WA 4HGD8 
2 Slip ABS Polypropylene 40 psi 3% Oe 4HGE9 
Slip PVC Polypropylene 40 psi 3 0/2" 4HGF4 
Spigot PVC Polypropylene 40 psi 3 oY2" 4HGF6 
FIPT PVC 304 Stainless Steel _30 psi Ay," 7¥32' ___ AHGE2 
3 FIPT x MIPT PVC 304 Stainless Steel _30 psi Ay," 7¥32' __ AHGES 
Slip PVC _ 304 Stainless Steel _ 30 psi Ay," 7%2 _ 4HGD9 
4 Slip PVC 304 Stainless Steel _ 20 psi IA6 9'%6 4HGES 
6" Slip PVC 304 Stainless Steel 10 psi 11%" 1622" _ 4HGE6 
8 Slip PVC 304 Stainless Steel _10 psi 1354" 1622" _ 4HGE7 
10 Slip PVC 304 Stainless Steel _10 psi 13%" 23% _ AHGF9 
12 Slip PVC 304 Stainless Steel _10 psi 15%" 23% 4HGG1 


* Clear color. 


Bronze Angle Globe Valves 


Suitable for throttling service and feature adjustable 
packing nuts for extended service life, full NPT thread 


MILWAUKEE VALVE 


depths, union bonnet, and malleable iron handwheels. RECO 
ae saan SP-80. MILWAUKEE Maco, MILWAUKEE 
5 ass ass ; ass 
= Max. pressure: = Max. pressure: pipe ee eae la 
125 psi SWP, 300 psi SWP _Size |__No. No. No. 
except No. 1JLE8 = Max. temp.: i tiles 4WPUS aya 
is 300 psi SWP 550°F Z 1JLFI PUG 5uY1 
. ° . 7 5 
= Max. temp.: 353°F "| 4JLF3 | 4WPUB | ~BULY3 
Tv" | 1JLF4 — 5JLY4 
1% | WJLF5 | TWPVi | ‘SJLY5 
2° | 1JLF6 — 5JLY6 
Bronze Cash Valve 
Pressure Regulators 
= Series B direct-acting regulators, eek ai 
except No. D6714 is Series A self- i <7 





ey «= * 
| oil 
ad “1 


3" Slip x Slip 


Bronze Y-Patiern upiTED 


Blowoff Valves 


= Max. pressure: 200 psi SWP 
= Max. temp.: 406°F 


For use with gas, oil, steam, and water. Rising 
naval brass stem, ductile iron handwheel, swivel 
disc holder with PTFE disc, and union bonnet. 
FNPT connection. Meet MSS SP-80. 


Pipe Inlet to Top of Handle Item 

. Size Outlet Length to Inlet Center No. 
Class 125, 1" 45/a" oY4 45A298 
FNPT 1Y4" 56 : 45A299 
No. 1JLE8 1%" 64" [ys 45A301 
ae a KA 874" 45A302 

Max. Max. 
> CHOOSE: Press.: 250 psi Press.: 400 psi 
Pressure Max. Temp.: 400°F| Max. Temp.: 180°F 


Adjustment Range 


Mounting 

Position L W 
Any 2%a" 2%" 
Any 2¥," 2Ve 
Any 2%6 2%6 
Any 2%6 2%6 
Any 2%6 26° 
Any 2%6 26° 
Any 2'A6" 216" 
Any 2136" 21316" 

Horizontal 3-13/34" 3-13/34" 

Horizontal 31342" 31%" 

Horizontal 4%" 4V," 

Horizontal 4%" 4V" 
Any AY" AY," 
Any 64" 3Y2" 
Any 53%64" 53%64" 


(psi) 
90 to 100, 20 to 60, 2 to 25, 50 to 150 


dae yr 375 Bye 50 t0 70, 2 to 30, 40 to 110-90 to 150 
actuating, No. 31LH28 is Series EB45 216A" 75 t0 125, 010 5, 100 10 250, 2 to 25, 20 to 60, 40 to 80, 75 t0 200 





Single-seated, diaphragm-type valves sa oe 
reduce high initial inlet pressures; ys 5vs 654 
maintain pressure within reasonably ve ae ae 
. F ‘4 ‘4 
close limits. FNPT connections, except ti" BY Bs" 
Qvr 12" 


No. 31LH28 has MNPT. 2 


0 to /0 


10 to 50, 2 to ov 30 to 125, 50 to 150 


10 to 35, 105 to 150, 2 to 20, 30 to /5, 50 to 110 

10 to 45, 20 to 60, 2 to 20, 55 to 100, 90 to 150 

10 to 30, 20 to 50, 2 to 15, 45 to 100, 90 to 150 

10 to 30, 20 to 50, 2 to 15, 45 to 100, 90 to 150 
10 to 60, 20 to 100, 2 to 20, 90 to 150 


Item 
No. 
D6/18 
D6719 


D6721 


D6/22 
D67/23 
D6/24 
D6725 
D6726 


Overall 


Item 


Height No. 


316" 
3564" 
4" 
4" 
4" 
4" 
BF 
42430" 
6%" 
6%" 
7a" 
7%a' 
10%" 
3" 
91340" 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


35ZY67 * 
35ZY58 
35ZY61 
35ZY69 * 
35ZY60 
35ZY68 * 
35ZY62 
35ZY70 * 
35ZY63 
30ZY71 * 
35ZY64 
30ZY72 
30ZY74 * 
35ZY73 * 
35ZY65 


Item 
No. 
D6/27 
D6/28 
D6/14 
D6/29 
31LH28 
D6/31 
D6732 
D6733 
D6/34 
D6735 


| 


Tete 
| iH 

1943 
- MAL 





Valve 


4HGE6 





45A298 





—e 


oo 
= =o @ 


rd 


Check 
Valve 
No. 
35ZY67 


No. 





No. D6723 


2889 


PLUMBING Scan. Order. Done. |= 
Pressure Regulators Details on page A1. = 























Water and No. 2 Oil 
WAITS 
Pressure Regulators WIWA&TS en rosie 
i Inlet Outlet Adjustment Item Inlet Outlet justment Item 
= Max. pressure: 300 psi SERIES LF263A, LEAD Size Size L 4H Range No. Size Size L 4H Range No. 
= Max. temp.: 140°F FREE BRASS BODY Series LF26A, Lead Free Bia Body = Reel ae EI — 
to 25 psi 5DMC7 "Ye" 2%" 434" 20 to 175 psi 40F295 
For use in water and No.2 AND SERIES 263A, Var Ya! 3 to 50 za SDMC8 Series LF263A, Lead Free Brass Body 
fuel oil pressure regulation in STAINLESS STEEL BODY {010 125 psi 40F291_ "4-2" 4%" 50 to 175 psi 26X106 
small, general-purpose piping 3-way valves feature an SEE, ESS ETRE 
No. SDMC8 system applications. FNPT aluminum spring cage,Buna "2% 4% 7010495 psi a0F292. ve Wh 310 50 psi 3AYZ4 
connections. Lead-Free regu- N stainless steel disc, rein- 50 to 175 psi 40F293 10 to 125 psi 3AYZ5 
lators are certified for use in forced BunaN diaphragm, tee, Tio 2 pst_SDMni ee pst ate! 
meen . Al 2 Vy 3 to 50 psi SDMD2 1 to 25 psi 3AYZ8 
potable water applications. handle adjustment, and % 10 to 125 psi 40F294 oye aye 310.50 psi SAYZ9 
low-pressure gauge port. Series LF263A, Lead Free Brass Body ys" 8 8 “40 to 125 psi_ 3AZA1 
SERIES LF26A, LEAD i OE 31050 psi SDMD4 20 to 175 psi 3AZA2 
FREE BRASS BODY SERIES SS-263AP, 10 to 125 psi 26X103 100 to 300 psi 3AZA3 
; STAINLESS STEEL BODY {to 25 psi 5DMD5 1to 25 psi 3AYY6 
2-way valves have brass _ % Woy gy 31050 psi_ 5DMD3 Yor 20 to 175 psi 3AYY7 
construction and an oversized Stainless steel body, spring 5 “8 “40 to 125 psi_26X104 100 to 300 psi 3AYY8 
orifice. cage, and adjusting screw. a ! to 25 psi SDMD7 Series SS-263AP, Saini ad Body = 
-e: "Yh" 0 50 psi i i in aie 0 50 psi 
a6 epibe Oversized orifice. 10t0125 psi 26xt05. 2 4" 4040 195 psi_IKDLI 
* GRAINGER ~— No. 30PT96 No. 1DMK5 
APPROVED 
WIWATTS 
REGULATOR 
Water Pressure 
Regulators 
FNPT connections, except No. 26X143 is pressure in the system. An innovative 
FGHT x MGHT. push-button fast fill engagement with 
auto-stop helps prevents over-pressuriz- 
devia ing th tem. Dial indicator eliminat 
« Max. pressure: 300 psi ing i e system. Dial indicator eliminates ~ 
= Max. temp.: 140°F need for pressure gauge. > Se 
Ideal for use in non-potable water and 4 LEAD-FREE BRASS SPENCE eee 
No. 2 fuel oil pressure regulation in small, = Max. pressure: 300 psi 
. 8 . . fe) 
general-purpose piping system applica- = Max. temp.: 140°F 
tions. NBR, EPDM seals andatT-handle Certified for use in potable water Pressure Regulators 
adjustment. Series 26A two-way brass _ applications. = Cast-iron body PILOT-OPERATED 
valves feature an oversized orifice. THERMOPLASTIC = FNPT connections, = Max. pressure: 250 psi 
Series 263A three-way brass valves = Max. pressure: 300 psi except Nos. 49AC45 to = Max. temp.: 450°F 
have a Buna N disc, Buna N reinforced = Max. temp.: 150°F 49AC76 are flanged Self-contained for steam line control 
diaphragm, an aluminum spring cage, a Fe ae ithi 
aa Mh caer aie A 9 Use in OEM irrigation and industrial PRESSURE REGULATORS ll 7 a se Bede ungel 
applications that require a constant = Max. pressure: 250 psi ven i se ae ; ic a 
BRONZE . downstream flow. Corrosion-resistant, = Max. temp.: 450°F si ne . ane ed) allows 
= Max. pressure: 100 psi molded plastic body with 300 Series For use in steam distribution and ines : ad ne : ane ee 
= Max. temp.: 212°F stainless steel and food-grade rubber pressure control in district heating A once a ae ae i ae 
Designed to fill boiler and system internal components. systems and steam plants. Suitable ° sae 3 are “ para ae ; in 
piping with water and to maintain water for single point or multiple use AGIs: ee i ‘age m 
Inlet Outlet Pressure Mtr. Item applications and can be used in g 
at Boi L H Adjustment Range Brand Model No. single-stage, 2-stage, and parallel 
Series 2-Way Brass reductions. Nos. 49AC45 to 49AC60 
T to 25 psi GA 30PT96 30PT96 
Vp 7 31050 psi ai SaPTOy sOPTS7 are Class 125, Nos. 49AC61 to 
yy SOCONSCSC*« KCC 1 to 25 psi GA 30PT98 30PT98 49AC76 are Class 250. All models 
$1 2 BS a saDuaS aap meet ANSI/FCI 70-2 Class IV shutoff, 
ve a 3 to 50 psi GA 30PV02 30PV02 FCI 70-3 Class VI shutoff, ASME/ANSI 
Series 3-Way Brass B16.1. 
i «ae T to 25 psi GA 30PV03 30PV03 
3 to 90 psi GA 3OPV04 30PV04 Pressure Adjustment Range 
ye Ya" 3 to 50 psi GA 30PV0/ 30PVO7 3 to 20 psi 5to50 psi | 10to 100 psi 20 to 150 psi 
24" 4%" 1 to 25 psi GA 30PV10 30PV10 Inlet Outlet Item Item Item Item 
yp" yp" 3 to 50 psi GA 3OPV11 3OPV11 Size Size L H No. No. No. No. 
10 to 129 psi GA 30PV12 30PV12 Pressure Regulator 
50 to 175 psi GA 30PV13 30PV13 21%" 2% 11° 14%" | 49AC45 49AC46 49AC47 49AC48 
Lee 2%" 2% 11" 14%" | A9AC61 49AC62 49AC63 49AC64 
i "41%" 16" | 49AC49 49AC50 49AC51 49AC52 
Yt 9 62 8 10. 21 psi Watts BD 11965 o4T P06 3 3 ita 16" AACE 49AC66 49AC67 49AC68 
ead Free Brass Body 4" 4" 443%" 20" | 49AC53 A9AC54 A9AC55 A9AC56 
3 W W 
O10 25 psi Was LESBO 05 PERT qr 14920" | A9AC69 49AC70 49AC71 49AC72 
“oo ! : : 6 6" 19%" 24%" | A9AC57 49AC58 49AC59 49AC60 
a yo BU ps! Ea SR 6° 6" 19%" 24%" | AQACTS AQACTA AQAC75 ASACT6 
tv" 2" 0 to 125 psi Watts %LF560 0-125  26X146 Pilak0 4 Posssure Recal 
rr 0 to 125 psi Watts %4LF560G 0-125 26X147 * Hot-Operated Pressure Regulator 
Ys Ys : Yr" AH" —-'125%" | IRWLA — 1RWN4 — 
0 to 125 psi Watts Ys F560 0-125 26X148 ‘ : : 
Series H5606 ivy" ‘AY 127%" | TRWLS = TRWN5 = 
ya" v1" 3" 2%" 10 to 60 psi Watts LFH560-G-3/4 _-26X143 * 1 1 5% 13% | IRWLE6 = IRWNG TRWP6 
Thermoplastic Body M4" 1%" 6%" 13%" | 1RWL7 _ 1RWN7 1RWP7 
Series P60 TA 1h" 7%" 14%" | ARWLB = iRWN8 = 
Vir __~Va / iE 0 to 125 psi Watts p-60 1DMK5 oo" 7%" 15" | TRWLY = {RWNO {RWPS 
* Includes pressure gauge. 
2890 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ETT | 
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Find the wy. Find Solutions. Find Great Prices. Temperature Regulators & Pressure Valves 
Self-Contained 7 
SPENCEs WWalls No 
Temperature Regulators enna 
Self-operated, 2-way regulators control REPLACEMENT Lead-Free 


temperature of water, steam, or other THERMOWELLS 
liquid systems without electricity. Thermal = Inlet connection: 
system assembly with gauge, 8" bronze 1" MNPT 
capillary. 1" NPT male union bushing. = Max. pressure: 250 psi 
Adjusting screw and calibration scale allow = Max. temp.: -25° 
easy setting. Bronze construction with steel to 400°F 

springs and seats. Direct-acting valves are Allow for removal of 
used for heating and are normally open; temperature probe 
reverse-acting valves are used for cooling without having to drain 
and are normally closed. Galvanized FNPT contents from tank. 
union end connections. Suitable for heat 

exchangers, kettles, building heat, bottle- 


Pressure-Reducing 
Valves—25 
AUB Series 


= Max. pressure: 300 psi 
= Max. temp.: 160°F 


Union inlet connection, integral stainless steel strainer, 
and temp.-resistant reinforced EPDM diaphragm for hot 
water. Certified for use in potable water applications. All 
meet ASSE 1003, CSA B356, and are IAPMO Listed, except 
No. 26X116 is IAPMO Listed only. Nos. 5DMA4 to 5DMAQ, 





washing machinery, plating tanks, heating = 5DMCO, and 26X116 meet Southern Plumbing Code and 
ducts, cooking vats, and parts washers. Mil. Spec. MIL-V-18146B Type I, except No. 26X116 meets 
7 va oa cok deste eeng , the Mil. Spec. only. Nos. 5D.MA4 to 5DMA8 meet CSA 
emperature heguiator temperature Heguiator F - 
Pipe Max. Sensor Overall Overall Mfr item Mfr item B356, Southern Plumbing Code, and Mil. Spec. MIL-V- 
Size Pressure Length Width Height Temp. Range| Model No. Model No. 18146B Type |. Nos. 5DMA4 to 5DMCO and 26X116 meet 
Yi 5" 12%6' 120° to 230°F 2010AC-GOK TRXN2 |2020AC-GQK TRXP5 


Ye" 250 psi BV 19%" 45° to 140°F | 2010AC-GOD ARXL5 | 2020AC-GOD 1RXN8 ANSI A112.26. 


Q" 
%4" 90 psi 13%" 92" 12%6'_ 120° to 230°F | 20101D-GQK_1RXN3_|2020TD-GQK 1RXP6 
: P 19° oY —12%6 49° to 140°F | 20101D-GQD 1RXL6 —§ 20201D-GQD 1RXN9 


Pressure Adjustment Range 
25to 75 psi | 75 to 125 psi 














1" 65 psi 13% 7%6e 15%" 120° to 230°F 2010TE-GQK TRXN4 | 2020TE-GQK 1RXP7 Pipe Item Item 
p 19 = /%e = 15%" ~=45° to 140°F | 2010TE-GQD 1RXL/ —_— — — Size Connec. Type No. No. 
1¥/" 40 psi 13% 8'%6 1516 120° to 230°F 2010TF-GQK 1TRXN5 | 2020TF-GQK 1RXP8 FIP — 26X116 
4 p 19°) 8'%6 1516 45° to 140°F | 2010TF-GQD 1RXL8 | 2020IF-GQD 1RXP2 Y" FNPT Union x FNPT 5DMA4 —_ 
115" 30 psi 13.7% _8™%e"_15'ie" 120° to 230°F | 2010TG-GOK 1RXNG — — — FNPT X ENPT 5CC96 = 
2 EPS! 49" BH 6" 1576" 45° to 140°F | 2010TG-GOD 1RXL9_|2020TG-GOD 1RXP3 ENPT Union x FNPT SDMA5 = 
2" 90 psi 13%" oe, 1378, 120° to 230°F) 2010TH-GQK 1RXN7 — —_—_ — Va FNPT X ENPT °5CC97 95CD03 
ir ar u ° ° = - 
19 8'%6 15'%6 45° to 140°F | 2010TH-GQD aeotion 2020TH-GQD fe 7" FNPT X FNPT 5CC98 5CD04 
Material Length No. 14" NE aT caer il ape — 
Replacement Thermowells ENPT Uni ENPT DMAQ 
B 10.5" 3EJJ6 414" nion x :) = 
rass 10.5" 3EJJ8 FNPT X FNPT 25CD01 — 
F 10.3: 3EJJ/ 7 FNPT Union x FNPT 5DMCO — 
316 Stainless Steel 12.5" 3EJJ9 2 FNPT X FNPT 25CD02 = 
No. No. 
6KJ91 26X107 ayo 


WWals 


A 
High- and Super-Capacity Water WIAs 





Pressure-Reducing Valves 


» Adjustable range: 25 to 75 PS|_ APOLLO, SUPER- Lead-Free, High-Capacity Water Pressure- 


= Preset pressure: 50 psi CAPACITY LEAD FREE Reducing Valves—U5B/127W Series 
Feature an enlarged diaphragm = ™ Max. pressure: 400 psi = Max. pressure: 300 psi Plumbing Code, except Nos. 25CC94, 
and orifice and a spring cage = Max. temp.: 180°F 25CC95, and 26X115. Meet ANSI A112.26, 


U5B Series—All have stainless steel 
strainer (except Nos. 25CC94 and 25CC95), except Nos. 256094 and 250095. 
and built-in thermal expansion bypass with 127W Series—Feature a high tempera- 


to handle high capacities. FNPT Use to reduce incoming water 
connections. Lead-Free valves are pressure to help protect plumbing 
certified for use in potable water | system components and reduce 





licati ae Aeeansrininancesauie bull check valve. Lead-free brass construc- ture-resisting diaphragm, interchangeable 
ap PUCAUONS: ines Sicien bypass, Meet | tion: Certified for use in potable water diaphragm chamber, and replaceable stain- 
APOLLO, SUPER-CAPACITY ASSE 1003 = A B356 ie d NSE / applications and meet CSA B356 and ASSE less steel seat and stem. Lead-free iron 
= Max. inlet pressure: 400 psi ANS| 372 1003. All models are IAPMO Listed, except construction, except No. 36JA73 is lead- 
= Max. temp.: 180°F No. 26X115. Meet Southern Standard free copper silicon alloy. 
With built-in thermal expansion WATTS . Pressure Adjustment Range 
bypass adjusting screws. nut cap = Max. pressure: 300 pSI 10 to 35 psi 25 to 75 psi 
: ‘ ’ = Max. temp.: 160°F Preset Preset 
bolts, and easy access for main- : p:: Pipe Pressure Max. Item Pressure Max. Item 
tenance/repair. Meet ASSE 1003, Meet ASSE 1003, ANSI A112.26.2, hee sents Connec. Type Settings Temp. _No. H_ Connec. Type Settings Temp. No. 
ANSI A112.26.2, CSA B356, and ~—IAPMO, Mil. Spec. MIL-V-18146B, : FNPT Union | 
Yo" | 57" FNPTXFNPT 30psi 180°F 250094 | 57’ 50psi 160°F 5DLZ4 
IAPMO. and CSA B356. ie : ae a ees 
APOLLO eaten ; al Meee J" 67%" FNPTXFNPT 30psi 180°F 25CC95 6 x FNPT 50 psi 160°F 5DLZ5 
S C ity | Super Capacit uper Capacit ; F 3 : a 
Nave Gag? |. Valence, | ValWetyoe:” Free Brass 1 | 7y TNE MON 20 psi 160°F 26x115 | 7%" TTT MON so psi 160°F SDLZ6 
. Bronze | Lead Free Bronze| Lead Free Brass Inlet Outlet) tem Ti" | 9%" FNPT 30 psi__160°F 38YJO9 8%" NPT —*‘50 psi {60°F 38YJ08 
Pipe| Item Item Item Size Size | No. TH" | 8%" FNPT 30 psi _160°F 38YJ11 12%" — ENPT 50 psi 160°F 38YJ10 
Size | _No. No. No. Water Pressure 2" | 9% FNPT 30 psi 160°F 38YJi2 | — = — — — 
Water Pressure Reducing Valve Regulator Valve 2" | 120" FNPT 30 psi 160°F 38YJ13 | — = — — = 
Ye 6KJ91 400793 oDMC1 Ye 72 26X107 Pressure Adjustment Range 
%i" | 6KJ92 400794 5DMC2 “_ 74_—| 26X18 20 to 100 psi 
1" | 6KJ93 400795 5DMC3 TL} 26x109 Pipe Preset Max. Item 
1%" | 6KJ94 400796 oDMC4 1% 1%) 26X110 Size H Connec. Type Pressure Settings _ Temp. No. 
TH" | 6KI95 400797 5DMC5 VA" Vr" | 26X11 127W Series 
2" | 6KJ96 400798 5DMC6 2' 2" | 26X112 3" 1872" FNPT 50 psi 160°F 36JA73 
OA = 400799 —= 24" 2%" | 26X113 oO: 197%" Flanged 50 psi 160°F 36JA7/4 
3! — 400801 = 3" 3" | 26X114 4" 2058" Flanged 50 psi 160°F 36JA75 
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PLUMBING Scan. Order. Done. 
Pressure-Reducing Valves Details on page Al. 





No oo WWATTS 
oe Pressure Regulators No. 


36JA81 
Provide a highly sensitive response to 

reduced pressure changes and can maintain 
fullest possible volume without appreciable 
reduced pressure drop. Allow in-line service 
and feature a sensitivity adjuster that helps 








No. 
36JA97 


PENG 


Direct-Acting 














Pressure- eliminate vibrating conditions. Stainless 
R d " V I steel seat and disc. FNPT connections. Ideal 
e ucing aives for use on autoclaves, oil lines, process : ae aalustment Range ’ 

: i i i ili to 5 to to to to to 
= Max. pressure: 200 psig lines, single radiators, sterilizers, steam 15 psi | 40psi | 30psi | 50 psi | 100 psi | 140 psi 
= Max. temp.: 400°F tables, and vulcanizers. Pipe Item | Item | Item | Item | Item | Item 

nee ™ Size L H No. No. No. No. No. No. 
Quick-response, pressure-reducing valves are suit- | PROCESS STEAM PRESSURE Process Steam Pressure Regulators 
able for air, water, and steam service. Cast-iron REGULATORS Gre oe ee ae + SR 
construction with internal stainless steel strainer, = Max. pressure: 200 psi 1" Te 9'%e" | S6JA87 | — | S6JABB | — | — | 3689 
adjustable pressure screw, and 5 spring ranges. = Max. temp.: 300°F ee eee snag ne or ee 
FNPT connections. Meet Class IV shutoff. For steam or liquid applications. Iron body. _2° 9° 14" | — | 36JA95|  — — | 36JA96 | — 
Pressure Adjustment Range 
> CHOOSE: STEAM PRESSURE REGULATORS 3to15psi | 10to50psi | 30 to 140 psi 
> CHOOSE: > CHOOSE: Pressure Item M - 300 psi Inlet Outlet Item Item Item 
Inlet Size Outlet Size AdjustmentRange L H_ No. = Wax. pressure: psi Size Size LH No. No. No. 
1v 1" 1 310.15 psi, 10 t0 30 Fy gi" wegag | # Max. temp.: 420°F Steam Pressure Regulators 
psi, 30 to 140 psi - —_ yr 68%" | 36JA97 — 36JA99 
io sae OCC, oh sauna For steam or liquid applications. Stainless 3", 9x" — 36JC02 36JC03 
a ea to 100 psi ‘ steel body. tT TT 6 8% — 36JC05 — 
No. No. a —~N 
40D788 45K833 ZURN. A pollog ee 





Lead-Free Bronze Water WILKINS 


Pressure-Reducing Valves 


= Max. pressure: 300 psi, except Nos. 40D776 to 40D792 are 400 psi 
= Preset pressure settings: 50 psi, except for No. 49EL62 
= Max. temp.: 140°F, except Nos. 40D776 to 40D831, 49EL62 are 180°F 


Feature a balanced piston design that allows valves to react in a smooth and responsive manner 
to changes in system flow demand, while also controlling inlet pressure changes. Nos. 22N570 to 
22N575 have a direct-acting bypass design to help prevent excessive pressure buildup caused by 
thermal expansion. Include a bypass check valve. All valves have a high-flow capacity and are suit- 


OVERBUILT IS AN UNDERSTATEMENT. 












No. 
45K834 © —_ able for use in industrial water lines and commercial irrigation systems. Find Repair Kit contents at 
O rss opel Grainger.com®. Certified for use in potable water applications. For a complete list of standards and 
a specifications, go to Grainger.com® and search for individual products. 
Pipe Press. Item Pipe Press. Item 
Size Connec. Type Adj. Range L H Brand No. Size Connec. Type Adj. Range L H Brand No. 
With Strainer Double Union FNPT 15to/5psi 54" 6 Apollo 40D792 
Vo: FNPT Union x FNPT 2Zoto/dpsi_ oo" 6%" Zum 22N9/0 Double Union FNPT 25to/opsi 6% 6-8/9" Apollo  40D822 
Double Union FNPT 20 to /9 psi 6 6" Zum 453U62 Double Union Solder 15to/opsi 9% 6" Apollo 40D/91 
Double Union FNPT Copper Sweat 25 to /5 psi 6" 6" Zurn _ 493U63 Double Union Solder 25to/opsi 6% 6-8/9" Apollo 40D828 
FNPT 20to/opsi 4%" WA Zurn 54EF55 FNPT 15to/75psi 3%" 6" Apollo 40D780 
ya" FNPT 20to/opsi 9%6 od" Zurn 54EF53 i FNPT 25to/opsi 4% 6-8/9" Apollo 40D810 
FNPT 2Zoto/opsi o%6 do” Zum o4EF94 Single Union FNPT 1oto/opsi 4% 6" Apollo 40D/86 
FNPT Union x FNPT 20to/opsi 5%6 5%" Zurn 22N5/1 Single Union FNPT 25to/opsi 5%" 6-8/9" Apollo 40D804 
Single Union FNPT 20 to /d psi 6" 6" Zum 453U61 Single Union Solder x FNPT 15to/opsi 4% 6" Apollo 40D7/85 
Double Union FNPT 25to/5 psi 5%’  6'e Zum 453U59 Single Union Solder x FNPT 25to/5psi 5%" 6-8/9" Apollo 40D816 
Double Union FNPT Copper Sweat 25to/5psi 5% 6'NVe' Zurn 453U60 Union x FNPT 2Zoto/dpsi de 6%" Zurn 45K828 
FNPT 2oto/opsi o%e /%' Zurn 54EF52 Double Union FNPT 20to/opsi /¥%' 8-8/9" _ Apollo 40D823 
" FNPT 20 to /9 psi 6 14 Zum 04EF50 Double Union Solder 2Zoto/opsi /%' 8-8/9' Apollo 40D829 
FNPT 20 to /d psi 6" 14 Zurn o4EF51 FNPT 20to/opsi 5% 8-8/9" _ Apollo 40D811 
FNPT Union x FNPT 20to/opsi 6%" 1" Zurn 22N5/2 1%" Single Union FNPT 25to/opsi 6%" 8-8/9" Apollo 40D805 
Single Union FNPT 20to/opsi 5%  6'%e Zurn 453U58 Single Union Solder x FNPT 20to/opsi 6% 8-8/9" Apollo 40D817 
Union x FNPT 20 to /d psi 10" 8 Zum 45K844 Union x FNPT 2Zoto/opsi 6%6 /% Zurn 45K829 
1% FNPT Union x FNPT 20to/opsi _/' oi Zurn 22N9/3 Union x FNPT 20to/opsi 13% 9%' Zurn 45K845 
1%" FNPT Union x FNPT 20to/opsi I 10" Zum 22N0/4 Double Union FNPT 20to/opsi /°%a' 8-8/9" _ Apollo _40D824 
2. FNPT Union x FNPT 25to/5psi 10%" iz: Zum 22N5/5 Double Union Solder 25 to /5 psi 8" 8-8/9" _ Apollo _—_40D830 
Without Strainer FNPT 20to/opsi 5% 8-8/9" _ Apollo 40D812 
Double Union FNPT 15to/7d psi 5%" 6" Apollo _40D788 ees Single Union FNPT 25to/opsi 6% 8-8/9" _ Apollo 40D806 
Double Union FNPT 20to/o psi 5% 5-8/9" Apollo  40D820 Single Union Solder x FNPT 2oto/opsi 6% 8-8/9 Apollo 40D818 
Double Union Solder 15to/opsi 5% 6" Apollo 40D787 Union x FNPT 20to/opsi 8%6 10" Zurn 45K830 
Double Union Solder 20to/opsi 5% 9-8/9 Apollo 40D826 Union x FNPT 2Z0to/opsi 1/¥ 11% Zurn 45K846 
FNPT 15to/opsi 3% 6" Apollo 40D776 Double Union FNPT 2Z0to/opsi 9% 11% Apollo 40D825 
Yo" FNPT 20 to /d psi ; 9-8/9" _ Apollo _40D808 Double Union Solder 2Zoto/opsi 10% 11% Apollo _40D831 
: FNPT 20to/opsi 4°%4' 9-8/9 Apollo  40D814 FNPT 2Zoto/fopsi /%  W1% Apollo 40D813 
Single Union FNPT 15to/7d5psi 4%" 6" Apollo 40D782 2" Single Union FNPT 25to/opsi 8%" 11%" Apollo 40D807 
Single Union FNPT 20to/opsi 4°%4' 5-8/9" —_ Apollo 40D802 Single Union Solder x FNPT 2Zoto/opsi 8% 11% Apollo 40D819 
Single Union Solder x FNPT 15to/7d5psi 4%" 6 Apollo 40D781 Union x FNPT 25to/opsi 9%" 10%" Zurn 45K831 
Union x FNPT 2oto/opsi 4% 6 Zum 45K826 Union x FNPT 2Zoto/opsi 18% 13% Zurn 45K847 
Union x FNPT 20to/opsi 84" £ Zurn 45K842 9 Vp" Union x FNPT 20 to /9 psi 10" 14%" Zurn 45K832 
Double Union FNPT 1oto /5psi 5% 6 Apollo 40D790 : Union x FNPT 2oto/dpsi 19% 1/%!' Zurn 45K848 
Double Union FNPT 20to/opsi 5% 9-8/9" Apollo  40D821 3" Union x FNPT 2Zoto/opsi 11% 16° Zurn 45K833 
Double Union Solder 15to/opsi oO” 6" Apollo 40D789 Union x FNPT 20 to /d psi 20. 19° Zurn 45K849 
Double Union Solder 25to/o psi 5%' 5-8/9" Apollo  40D827 For Use With ltem For Use With Item 
FNPT 15to/opsi 3% 6 Apollo 40D7/78 Size Grainger Item Number Brand No. Size Grainger Item Number Brand No. 
FNPT 25to/5 psi 3°%4' 5-8/9" Apollo 40D809 Repair Kits Valve Rebuild Kits 
ya" NPT 20to90 psi 5%"  8%%4" CashAcme 49EL62 Vy" 45K826 Zurn 49K834 ya D4EF53, 54EF54 Zurn 54EF57 
Single Union FNPT 15to/75psi 4%" 6" Apollo 40D784 Ja" 45K82/ Zurn 49K835 4" D4EF50, 54EF51, z 54EF56 
Single Union FNPT 20to/opsi 4°%4' 5-8/9" _ Apollo 40D803 1" 45K828 Zurn 45K836 D4EF52 un 
Single Union Solder x FNPT 15to/5psi 4%" 6" Apollo _40D783 1V," 45K829 Zurn 45K837 8", 10°, 7 54EF58 
Single Union Solder x FNPT 20to /opsi 4°%4' 5-8/9" _ Apollo 40D815 1," 45K830 Zurn 45K838 12" _ si 
Union x FNPT 25to/opsi 4%" 6 Zurn 45K827 2. 45K831 Zurn 49K839 
Union x FNPT 20to/opsi I TY Zurn 45K843 2 V2" 45K832 Zurn 45K840 
3" 45K833 Zurn 45K841 
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GRAINGER CHOICE”° PLUMBING 
Find the wf. Find Solutions. Find Great Prices. T&P Valves, Boiler Feed & Relief Valves 
a 
SS eee WAWATTS 
T&P Valves 
= Max. temp.: 210°F STANDARD SHANK 


Provide automatic tempera- No. 4P947 meets FHA 
ture and pressure protection requirements and Mil. Spec. 
for hot water heaters and = MIL-V-136-12D, Type 1. 


supply tanks. Test lever EXTENDED SHANK 


allows pressure checks 
during operation. ASME Use with water heaters 





Was 


174A Series—Meet Mil. Spec. 


Safety Relief Valves 


Nonmechanical seat-to-disc 












rated, CSA Certified, and Containing thick insulation. Standard Extended | alignment. FNPT connections, MIL-V-136-RD, Type Ill, as well 
meet ANSI 221.22. shank Shank | except No. 464979 is union solder as ASME, NB, and HV, except 
No. 2XLA3 No. 3EEX3 ; Nos. 26X179 to 26X19 ' 
Inlet Outlet Inlet Outlet Thermostat Body Factory Set Mfr. Item connection. 0S. 0 o mee 
tan ais ba = =o Se ee ee at =e ue FL AND RELIEF at ASME Section IV only. 
a3 ; 4" 9, 9 psi pollo = Max. water pressure: Si 74A Series—For ronz 
FNPT FNPT 27%" 5%e’ 1,912,000 150psi CashAcme FVX-3C  2XLA3 Max. t La P 3 Se re orged bronze 
Neier "9151890 hate AE EAE | uy acta 186348, Type, lass 3A St 
i Sa 00 psi_Cash Acme : l 18634B, Type |, Class 3A, Style A, 
ye ye MNPT_FNPT 3" 64" 105,600 125 psi Apollo 18C40229 SEX? Fully adjustable from 10 to 25 Ib. a cae YP ian ae 
NPT ENPT ‘ 31 100,000 150 psi Wats 7 os 4xS63 Include strainer screen. Cast-iron ronze Body, as well as ASME. 
: Oy 2, 3 psi atts 4 2 4 j - 
NBT ENPT aya" 6) 7.912.000 150 psi_Cash Acme FVMSC 2AM body, painted bronze. 740A Series—Expanded outlets. 
o : 619, 5 psi pollo ST lotZo j es 
FNPTFNPT6" 514" 670,000 150 psi Watts 1140-6 4pga7_ | SAFETY RELIEF Meet Mil. Spec. MIL-V-18634B, 
, MNPT FNPT 3 8%" 1,825,000 125 psi___Apollo___-18C5213125 3HFG3 | = Max. temp.: 250°F Type |, Class 3A, Style A, Bronze 
y» MNPTENPT 3 %e 6’ 2,155,000 150 psi_Cash Acme FVMX-3C_2XLA4 | ai coal eliminates water Body, as well as ASME, except 
MNPT  FNPT A, 6" 2,155,000 150psi CashAcme FVMX-5C — 2XLA5 
va Ab ipt theese no — ep ost — onto as-auree— | Tapping and sediment fouling, oe ee eee cecten 
: A 3.625, psi pollo 
os FNPT-FNPT 4" 119%6" 5.125.000 125 psi Apollo 18C3424125 Hae | Heat-resistant diaphragm isolates and 26X161 meet ASME Section 
qv" ENPT FNPT q' 11%6" 6,050,000 750 psi Apollo 18C5424150_3HFG7 | springs and working parts from IV only. 
MNPTFNPT 3" T1176" 5,125,000 125 psi Apollo 1805513125 3EEWS fer dit | B 
MNPT FNPT 3" 11%e" 6,050,000 150psi Apollo _18C5513150 sEEw9 | Waler during release. brass 
Extended Shank springs, Buna N disc. 
MNPT FNPT 24" 5v:" 105,000  150psi Watts LLL100XL  2XE96 
yyy MNPT_ENPT 2%" 634" 100,000 150 psi Watts LLT00XL  2XE95 Inlet Outlet Overall Overall Factory Set — Mfr. Item 
* 7% “VINPT FNPT : 7% 105,000 125psi Apollo 18C402X39 3EEX3 Size_ Size Length Height _BtuH _ Pressure Model No. 
MNPT_ENPT 4" 4" {00,000_150 psi Watts LT00XL-3 6LM08— | Filland Relief __ 
N WATTS “a ye oA 5716" if a ; 1a50F 164079 
7 Safety Relief Valve—174A Series 
Boiler Feed Valves 9 WEAIS is eee 
piso abeeagmekaraed oa : + 320,000 75 pst e174A-075 — 26X80 
= Adjustable pressure range: 10 to 25 psi yi -Y'—2Y5" BY" 855000 100 pst Yr 174A-100 26X18 
= Max. temp.: 212°F 2,070,000 125 psi _%4174A-125 — 26X182 
ee , 2,445,000  150psi %1/4A-150 26X183 
Cast-iron valves permit rapid system fill and sustained 1,470,000 50 psi__—_—-1.174A-050 —_ 26X184 
air purge flow. With strainer screen. Factory set at 15 psi. ‘ ; ey See ‘ea ; rer Aen 
Nos. 464967 and 46A968 feature a backflow preventer. 3,215,000  125psi_ 11744125  4UV70 
Inlet/ Mir fain 3,795,000 150psi_ 1 174A-150 —_ 26X185 
Outlet L H Connec. Type Model No. 1 ONG sp a acre ate 
3/2 978 PNET x NPT Toor __3A598 1vs" 1% ~~ 4%" ~——«Y%"- 399.000 100 psi 1 4 174A-100 26X188 
S72 978, MNFT Biioor__46A976 5.370.000 125 psi 1 4 174-125 26X189 
872 OA MNPT T156F-A 464975 6,340,000 150 psi1 4 174A-150 26X186 
. 4%" 5%" FNPT x Sweat Union Si1156F  4A824 ~—a 7 5 a! — 3-4 : 
y te Th 4% 9 7,630,000  150psi__1%174A-150 26X190 
4%" 3% FNPT TBI1S6F _46A977 3,815,000 30 psi 2174 3AZE2 
43" 5%" Female Solder SB1156F 46A974 | 5,575,000 50psi 2174A-050 26X191 
8% 9% FNPIandNPI Union 911-M3  46A967 : : 4 zs,» _1,110,000 75 psi 9174A-075  26X192 
84%" 5%" _FNPI x Sweat Union 911S-M3 46A968 2 2 6% 11% 9970000 100psi 2174A-100  26X193 
12,170,000 125psi 2 174A-125  26X194 
14,370,000 150psi_ 2 174A-150 26X195 
Safety Relief Valve—374A Series 
No. Bi Ea = BE 550,000 30 psi ¥,374A 3AZD6 
. 1CKX9 afety Relief Valve—7/40A Series 
ASME Section IV Steam Low- op5000— Sot 0 a 
ee, ee eee 
7 ,3386, 79 psi 4140-075 
Pressure Safety Relief Valves 1,300,000 30psi___1 740 3AZD2 
1" 1%" 8%" 7%" ~ 1,899,000 50 psi 1740-050 26X152 
= Pressure range: 5 to 15 psi; factory preset to 15 psi 2,649,000 75 psi 1740-075 —_ 26X153 
- 950° 2,105,000 30 psi 11/4740 3AZD3 
« Max. temp.: 250°F | | | 1% 1% 4% BY" 3.075000 50-psi_ 14 740-050 26X154 
High-capacity valves for medium- and large-size heating 4,285,000 75 psi 1% 740-075 —26X155 
boilers. Cast-bronze construction and MNPT x FNPT £900,000 30 psi__T ie /a0__snzbe 
Ollers. | : Nstructia . Inlet Outlet Overall Item 1v" 2" 54" QV" 4,937,000 50psi 1% 740-050 26X156 
connections. %" NPT side tapping for drain connection. Size Size Hetght ie aaa i psi Lee Arend 
. : : : ‘att 8 ,200, psi 
Suitable for industrial and commercial applications. Meet = —573-—ni° gy" 9K 2” 2y" ~—«B4"—S«1456". ~7'672.000 50 psi 2740-050 26X160 
ASME Section IV, CSA, and CRN. ch 3" 9%" ICKY2 10,700,000 75 psi 2740-075 _ 26X161 





ASME Section IV Safety Relief Valves 


= Pressure range: Protect against excessive water pressure due to failure of controls to regulate BTU input. High BTU capac- 
15 to 160 psig ity rating. Bronze body and cover. Corrosion-resistant with silicone seat. Fabric reinforced, molded diaphragm 
= Max. temp.: 250°F isolates spring from water at all times. FNPT connections. Designed for boilers, heating systems, and unfired 
pressure vessels. Meet ASME Section IV, CSA, and CRN. 


30 psi Preset Setting | 50 psi Preset Setting 75 psi a Setting | 100 psi Preset Setting | 125 psi Preset Setting | 150 psi Preset Setting 
Item tem 





Inlet Outlet Item Item Item Item 
Size Size BtuH No. BtuH No. BtuH No. BtuH No. BtuH No. BtuH No. 
yq" ¥4" | 827,000 1CKV5 1,209,000 1CKV6 1,686,000 1CKV7 2,162,000 1CKV8 2,639,000 1CKV9 3,116,000 1CKW1 
1" 1" |1,339,000 10KW2 1,956,000 10KW3 2,/28,000 1CKW4 3,500,000 1CKW5 4.272,000 1CKW6 5,044,000 1CKW7 
M4" =1%" |2316,000 6KJ72 3,384,000 1C0KW8 4,720,000 6KJ73 6,055,000 1CKW9 7,390,000 6KJ74 8,/25,000 6KJ75 
TY" = 1%" |3.151,000 6KJ76 4,604,000 1CKX1 6,421,000 6KJ77 8,238,000 1CKX2 10,054,000 6KJ78 11,871,000 6KJ79 No. 1CKV5 
2" 2° (5,193,000 6KJ80 7,989,000 1CKX3 10,583,000 6KJ81 13,577,000 10KX4 16,571,000 6KJ82 19,565,000 6KJ83 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2893 





PLUMBING Scan. Order. Done. 
Safety Relief Valves Details on page Al. 








Aquatrol® 
No. H7209 





Aquatrol® 
No. H7203 










Apollo® 
Spence? No. D4504 


' No. D6753 7 
ao 








KUNKLE 
WIWwars 
*- e+. a 
{ Low-Pressure Steam Heating 
5 Sei Boiler Safety Relief Valves 
" = Max. temp.: 250°F 
. All have top guiding seals and positive condensate drainage 
Inlet Outlet gate fait for extended service life. Cast-bronze construction, except 
Size_ Size Setting (psi) No. Kunkle models are cast iron. Raised EPDM discs and seats; 


Spence® with Plain Lever, ASME 


Section I, Steam - Bronze Body except Kunkle valves have bronze discs and brass seats, 




















Kunkle® | vo %’—- 9550, 100, 125, 150 D6753 Watts valves have PTFE discs and metal seats. All have 
coer © 74 7429, 00, 100, 125, 100 Dosog stainless steel springs except Kunkle models are steel 
Apollo yt" 95,50, 100, 125, 150 D6755 prings excep 
No. D4489 : ci 25, 20, | 00, 1 150 6756 MNPT x FNPT connections. Nos. 3EEY1, 3EEY6, and 3EEY7 
4 1 i i 1 ] ] 
r 1% i 14 25 50, 100, 125, 150 06758 have MNPT bottom connection and top outlet discharge. 
\y R/ 4" VY," J, , ; 2, ) 1 
SPENCE KUNKLE pollo : Aaquatrol 1%" 1%" = 25,90, 100,125,150 D6/61 Factory 
ue A a or tae Tae eb pe ree met ae Set onl oer si cana om 
7 OU, ize Size Pressure Length Height tu ran 0. 
ASME Section | Steam 2, -pe— 3 50100 125.150 Dovod — | Asie ection NV, Coded aeaniah 
‘ g 2V5" yi 9s" 15 psi__ 2%" 27" 440,000 Apollo 3EEY1 
and Section Vill POP ee ps ee Se eee toate 
. ection ir/Gas - Bronze Body a opsi 9% 16. ollo 
Safety Relief Valves ys 925,50, 100, 125, 150 __D6766 mA 15 psi 3%" 4¥2" 1,200,000 Apollo SEEY4 
ve 7 25, 20, 100, 1 150 06767 1H 2 i5psi___ 4" _~—«5%4" 1,900,000 Apollo 3EEY5 
Valves are factory preset and sealed to prevent tamper- 4» —4»—p3'80'-400'128' 180 D6769 oa Te at Se RVR 
ing. Not adjustable. MNPT x FNPT connections. TA" 25,50, 100, 125, 150__D6771 3738" Spsi 4" 8%" FKunkle Valve 31LH27 
i TA 1” 25, 50, 100, 125, 190__D6772 Inlet Outlet Factory Set Overall ‘Overall Item 
he SIGNET al set to other pressure settings, Le a so 2 ad 1 1 pei7 Size , Size Pressure Length Height —_Brand No. 
Ca = a a . 2 i Z H 1 onco e 
SPENCE® "9 —— 58 8-100-198'180 D676 Spsi____2¥e 274" Apollo 3EEY6 
"2" 25, 50, 100, 125, 5 psi 2-5/6" 3'V%e" Apollo 3EEY8 
1 “pPAndneee or 25" 95,50, 100, 125, 150_DB777— | 5, 4. 40 psi P¥ig" 074" Apollo BEEVT 
= lemp. range: U" to 215" 2¥5" 25,50, 100, 125,150 D6778 : : 10 psi 2-5/6'  3've" Apollo SEEY9 
Dual ring control for dependable pop action and seat SeEHeAil siese carte neni 1 ps 2% oe Watts ELA 
, : 7 ; 8 16 
tightness. Plain lever for valve testing. Protect against y Ys" ~—-25 50 100. 150, 200 D4476 Eos 53," DV" Apollo 3EEZ1 
yj" 1" 25,50, 100, 150, 200 D4477 {" i 10 psi By," 2%46° Apollo 3EEZ2 
overpressure in steam boilers, pressure reducing 1" Ti 95°50, 100. 150,200 4478 {5 psi 334" 314" Watts 36014 
stations, and air compressors. ASME Section | for use Tv" 1%" 25,50, 100, 150, 200 D4479 : 
1%" 2" 95 50, 100, 150, 200 D4481 
with steam boilers and steam systems. ASME Section 3° 997" 98° B0400 150-200 D448? 
Vill for use with air and nonhazardous gas. Kunkle® with Plain Lever, ASME 
Section VIII, Air/Gas - Bronze Body No. D4511 No. D4517 
KUNKLE® %' 25,50, 100, 150, 200 D4483 : ; 
- 60° ° yi" 1" 25.50, 100, 150, 200 D4484 
= Temp. range: -60° to 406 F _ 1" 1%" 95 50, 100, 150, 200 D4485 
Pivot between disc and spring helps correct misalign- Ty" 1%" 25,50, 100, 150, 200 D4486 
ment. ASME Section | has ethylene propylene seals: A PLO OR 
ylene propy ; 2" 97" 95.50, 100, 150, 200 D4488 


ASME Section VIII has Viton® seals. For air/gas compres-  ‘“Apollo® with Packed Lever, ASME Section VIII, 


Air/Gas, NB, CSA CRN - Stainless Steel Body 
sors, steam boilers, and generators. 7! y 60, 100, 150, 200, 300 D4508 


ve 50. 100-150-200" 300 D4509 Aquatrol 





APOLLO® 1 
; Apollo® with Screwed Cap, ASME Section = = 
= Temp. range: -320° to 800°F (stainless Vil, Air/Gas, UV, CSA CRN - Bronze Body ASME Section Vill Air and Inert 
steel), -320° to 406°F (bronze) Ge — 9 — 29 129, 190, 179, £00 _DAaB8 = 
ye 7 75, 125, 150, 175, 200 D4491 Gas Safety Relief Valves 
Full-nozzle design can be used in closed systems. oh a £8. ie ee ae a nates 
Metal-to-metal seating. Ideal for pressure vessels and J T9875. 195, 150, 175, 200 D4494 a TeSule fale Coecov Pel 
pressure piping systems. Packed lever allows manual 18. 125,150,175, 200 DAA | Max. temp.: 406°F 
. . . 4 2 ; ? ; F . . . 
operation/testing as required by ASME code for steam, iv 0 75° 425 150-175-200 D4498 Bronze valves have bronze discs, stainless steel springs, and 
air, and hot water above 140°F service. Screwed cap are _1%" 2’ 75, 125, 150, 175, 200_D4499 precision lapped bronze seats. Single-ring blowdown assures 


. . Ys" Yo" ‘ : . . 
not for use with air, steam, or water above 140°F, where Ve ae a 16 1 153 ob a quick, accurate reseating when opening/popping. MNPT x 








a packed lever must be used. S, ka 5 45; Jt. 1B re FNPT connections. For use in air compressors, pressurized 
' . . . 
AQUATROL®, ASME SECTION VIII Apollo® with Screwed Cap, ASME production lines, and tanks. Series 88 models feature valve 
° ° Section VIII, Air/Gas, UV, NB, CSA handle that allows field testing and simple cleanout. Series 
= Temp. range: -320°F to 406°F CRN - Stainless Steel Bod ; 
, ; ,; , y 89 models include sealed and closed hex cap. 
High-capacity, multipurpose valves with a dual lapped oe ‘ oy in ra sanr sb ee 
disc for improved seating tightness. Stainless steel disc "77 50-400. 150,200, 300 4506 seraeais ae TAGTOry Dleseh ane sealee to prevent Campenng: Nat 
and spring. {" 1%" 50, 100, 150, 200, 300 D4507 aie 
> CHOOSE: > CHOOSE: 
Outlet Preset Item Inlet Outlet Preset Item 
Inlet Size Size Setting (psi) No. Size Size Setting (psi) No. 
Aquatrol® with Closed Cap, ASME Section VIII, Liquid - Brass/Bronze Series 88 
VA Ya" 1 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7203 Yo 15, 25, 50, 75, 100, 125, 150, 175, 200, 225, 250 D4511 
Ys" T" 15, 25, 30, 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7204 Ys" 1" 15, 25, 50, 75, 100, 125, 150, 175, 200, 225, 250 D512 
id Ty" 15, 25, 30, 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7205 tT 1%" 15, 25, 50, 75, 100, 125, 150, 175, 200, 225, 250 4513 
Ty" 1%" 15, 25, 30, 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7206 Vr 1%" 15,50, 75, 100, 125, 150, 175, 200, 225, 250 4514 
1%" 1%" 15, 25, 30, 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7207 1H" 2" 15, 25, 50, 75, 100, 125, 150, 175, 200, 225, 250 D515 
z 2" 15, 25, 30, 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7208 2" 2" 15, 25, 50, 75, 100, 125, 150, 175, 200, 225, 250 D4516 
Aquatrol®, with Test Lever, ASME Section VIII, Air/Gas - Brass/Bronze Body Series 89 
A ya" 25, 30, 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7209 Yo Ya 15, 25, 50, 75, 100, 125, 150, 175, 200, 225, 250 D4517 
Ya" I" 15, 25, 30, 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7210 Ys" 1" ‘15, 25, 50, 75, 100, 125, 150, 175, 200, 225, 250 D4518 
ik inl 15, 25, 30, 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7211 tT 1%" 15, 25, 50, 75, 100, 125, 150, 175, 200, 225, 250 D4519 
iA 1%" 15, 25, 30, 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7212 TV" 1%" 15, 25, 50, 75, 100, 125, 150, 175, 200, 225, 250 D4521 
1%" 1%" 15, 25, 30, 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7213 14" 2" 15, 25, 50, 75, 100, 125, 150, 175, 200, 225, 250 D522 
a z 15, 25, 30, 40, 50, 60, 70, 80, 90, 100, 125, 150, 175, 200, 225, 250, 275, 300 H7214 2" 2" 15, 25, 50, 75, 100, 125, 150, 175, 200, 225, 250 D4523 
2894 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the wy. Find Solutions. Find Great Prices. Pressure Relief Valves 
CASH ACME No. 
QT 2XLA7 





OVERBUILT IS AN UNDERSTATEMENT. 


Hot Water Relief Valves ofan hs 
= Pressure range: 75 to 150 psi 
= Max. temp.: 250°F, except Nos. 2XLA7, 


31LH29, and 49EL60 are 210°F 
Fully automatic valves reseat themselves after relieving 
pressure. Cast bronze construction with stainless steel 
springs, except No. 31LH30 has a brass body. MNPT x FNPT 
connections. For tankless or closed-loop hot water systems. 


WIWATTS Agu 


REGULATOR /’/ff88 el tro INC. OVERBUILT IS AN UNDERSTATEMENT.” 


Calibrated Pressure and 
Vacuum Relief Valves 


Calibrated pressure and vacuum relief conditions that could siphon water from 
have a brass body and stainless steel the system. Silicone disc. For water 





ASME Section IV Certified, except, No. 49EL60 meets ANSI spring. Lead-free valves are certified heaters, supply tanks, unit heaters, 
, -f for use in potable water applications. | and low-pressure steam systems. NSF 
Z21.22 and is CSA 4.4 Certified. eet 
| nt outlet Factory Set A _ tem ee dailies +i ie and Listed and FDA Approved. 
t t ave metal-to-metal seat. 
pressure Only Relief Valve yi" —¥e" — 150 psi 500,000 Cash Acme ~2XLA7 LEAD-FREE VACUUM RELIEF 
vi" Yi" 30 psi__510,000_Cash Acme 31LH30| | CALIBRATED PRESSURE, VALVE, CASH ACME 
Safety Relief Valve ot 128 BS Saran coos aitieg | SERIES 530 = Pressure range: 0 to 200 psi 
, : . Ls Ls 150 psi__934,000 Apollo 3EEX9 = Pressure range: 50 to 175 psi = Temp. range: 0° to 210°F 
emperature and Pressure Relief Valve 4% 150 psi_900,000 Cash Acme 49EL60 | Temp. range: 0° to 180°F Ideal for protecting pressure vessels 
= 7 Protect against excessive pressure and hot water supply systems against 
Series 69 Relief Valves Aquatral buildup in systems that contain water, negative pressure. Silicone disc. 
= Max. temp.: 450°F oil, or air. Use for bypass thermal Suitable for use in many commercial 
Field-adjustable pressure is factory set to midrange for relief. Buna N disc. Lead-free, except and domestic systems. Meets ANSI 
minimal effect on flow capacity rates. Adjustment requires no No. 2X318. NSF Listed and FDA Z21.22 and is CSA 4.4 Certified. 


disassembly; simply remove hex cap. Closed bonnet, sealed 
hex cap, and lapped metal seating eliminate leakage. Stainless 
steel springs. MNPT x FNPT connections. For pressure relief, 
liquid relief, continuous bypass, and overprotection for 


Approved, except No. 2X318 meets LIQUID RELIEF, SERIES 55 


ANSI 221.22. = Pressure range: 0 to 100 psi 
Note: Not to be used as an operating control. = Temp. range: 0° to 450°F 





; some LEAD-FREE VACUUM Small valve can be adjusted in the 
pumping stations, tanks, hydraulics, fluid, and pipelines. = RELIEF, SERIES N36 | fc byroniguing tie heweap- crores 
Inlet Outlet m eese tem setting (esi) Pressure Range | = Max. pressure: 15 psi disc is lapped into position to minimize 
Size Size 4B ' _setting (osi) No. 30 eos cae 200 psi water leakage. For liquid relief lines, tanks, 
ronze DISC and Bronze sea ; : »no ° : P 
(ee SO 0. 76, 100,125. 150, 200-250-300 DASE7 oe a ig ey bs emp. range: 0° to 250°F sprinkler systems, and overprotection. 


ih le 15, 30, 50, 75, 100, 125, 150, 200, 250, 300 D4548 100 76 to 100 psi | Automatically vents closed system 


15, 30,50, 75,100, 125, 150, 200, 250, 300 D4549. 495 4 to 125 psi 
{Ve 17815, 30,50, 75, 100. 125, 150, 200-250, 300 DASBT ——180 12616 180 psr__| (© atmosphere. Prevents vacuum 





1%" = 1%" = 15, 30, 50, 75, 100, 125, 150, 200, 250, 300 D4552 200 151 to 200 psi Watts |Cash Acme Aquatrol 
2 2°19, 30, 90, 75, 100, 125, 150, 200, 250, $00 _D4ss3 200 201 to 250 psi Inlet Outlet Inlet Outlet | Item Item — Inlet Outlet Inlet Outlet Factory Set) Item 
> CHOOSE: 300 251 to 300 psi Size Size Type Type | No. No. Size Size Type Type Pressure | No. 
Inlet Outlet Preset Item Preset Calibrated Pressure, Series 530 Liquid Relief, Series 55 
Size _ Size Setting (psi) No. Setting (psi) Pressure Range Ys" Yo" _MNPT _ FNPT | 2X318 — Ya" M' 20 Dsl 3ERJ9 
316 Stainless Steel Disc and 316 Stainless Steel Seat 100 91 to 100 psi Lead-Free Calibrated Pressure, Series 530 Ys 2 wanpT ENpT —-20-Psi___ SETUS 
YA Yp 100, 150, 200, 250, 300, 400,600  D4554 150 101 to 150 psi Yo" Yo" _MNPT _FNPT |5DLZ1 — ¥ 20 psi__| 3ERK1 
Sa" Yq" 100, 150, 200, 250, 300, 400,600  _D4555 200 151 to 200 psi Ys _Yo2__ MNPT_FNPT | 5DLZ2 — Yr 00 psi__| SETU4 
ili ili 100, 150, 200, 250, 300, 400, 600  D4556 200 201 to 250 psi Lead-Free Vacuum Relief, Series N36 
1%! 1%! 200, 250, 300, 400, 600,100,150  D4557 300 251 to 300 psi YoYo MNPT_ MNPT |5DLZ3 — 
Ty" 1% 100, 150, 200, 250, 300,400,600  D4558 400 301 to 400 psi Lead-Free Vacuum Relief Valve 
2" a 100, 150, 200, 250, 300, 400,600 D4559 600 401 to 600 psi Yo" Yo" NPT Vented| — | 49EL63 
* GRAINGER 
GA APPROVED Steam Specialty No. 
= 6NPXO 
Metal Y-Type Strainers— 
NPT Connection 





Protect plumbing systems from dirt, rust, and debris. Stainless steel replacement 
screens are corrosion-resistant; suitable for high-temperature and high-pressure 
applications. ASTM A126 Class B (cast-iron); ASTM B584 (bronze); ASTM A216 








GR. WCB, Class 600 (carbon steel); ASTM A351CF8M (cast stainless steel). Lead- Free Bronze 
sc call screens a for a and ductile a 1-800-GRAINGER (472-4643). | Y-Type Strainers 
Ipe em Ipe em Ipe em tem . a P . 
Size No. Size No. Size No. Size For Use With No. a Max. pressure: 400 pSsI CWP at 210°F, 125 psi SWP; 
GA, Bronze Housing, Pe 20H623 Mueller, Cast Stainless = GA, 20 Mesh Replacement Screen except Zurn Wilkins models are 300 psi WOG 
SS Screen Sa 20H624 Steel Housing, 1" 6NPX1 6NPYO 
300 psi @ 210°F, 20H625 304 SS Screen GA, Replacement Screen Large volume design helps protect your meters, regula- 
125 psi @ 353 Fe ra nee piper gill Vi 20H621 20631 _ | tors, solenoids, and valves from dirt, pipe scale, and 
3 6NPX6 2" 20H628 mI TRNG4 Ya am us oe Bree pee rust. PTFE seal. The 304 stainless steel screen mate- 
400 psi @ 210°F, oe — snes ane a ri 50H623-20H633 | “ial resists corrosion, is removable, and self-aligning. 
125 pel © 383 Fa Mueller, Cast Carbon PES OE RHF ve and % 6NPW8, 6NPW9  6NPx8 | Certified for use in potable water applications. 
3" 6NPWS8 Steel Housing, Al {TRNF7 Ya" X 2/32" 20H624 20H634 Apollo Zurn Wilkins 
ye 6NPW9 304 SS Screen ; i" TRNFS il 20H625 20H635 Pipe Item Item 
Vs! 6NPXO 1480 psi @ 100°F WOG, 5 TRNF9 1" 20H626 20H636 Size Connec. Type No. No. 
T' 6NPX1 1010 psi @ 750°F WSP ik TRNG1 13" 6NPX2 6NPY1 Yi" FNPT x FNPT 400866 — 
ibs 6NPX2 es TRNDS 1" 1RNG2 1%" 20H627 20H637 7 FNPT x FNPT 400867 — 
1 us 6NPX3 ee Ns -_ Vp 1RNG3 1%" 6NPX3 6NPY2 Ve FNPT x FNPT 40D868 22N582 
6NPX4 Z, : Carbon Steel a" 90H628 20H638 74 FNPT x FNPT 40D869 22N583 
GA, Cast Iron, “4 TRNDS Housing, 304 SS Screen 5" 6NPX4 6NPY3 Ys MNPT x FNPT 400876 = 
Stainless Steel,PTFE Li TRNDS 3500 psi @ 100°F oP Ve T" FNPT x FNPT 40D870 22N584 
Housing, SS Screen tis eee % SCER7 Screen Size 20H629 20H639 Ei Luts X ia 00877 a 
eae ete z TRNE3 3CFR9 ZV 6NPX5 GNPY4 A FNPT x ENPT 100872 SoNSBE 
250 psi @ 406-F 3 20H630 _20H640 
ol 0H622 TV; 5NLEQ i 2 FNPT x FNPT 400873 22N587 
vA 3CFU4 3 6NPX6 6NPY5 2Ve FNPT x FNPT 400874 22N588 
vy 3CFU5 ch FNPT x FNPT 400875 22N589 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2895 


PLUMBING Scan. Order. Done. 
Y-Type, In-Line & Metal Basket Strainers Details on page Al. 





fry Steam Specialty” 


Metal Y-Type Strainers—Flanged Connection 









CAST CARBON 
i i CAST IRON HOUSING STEEL HOUSING CAST STAINLESS STEEL HOUSING 
Use in water, oil, gas, and steam Class 125, Max. | Class 125, Max. | Class 250, Max. | Class 150, Max. | Class 150, Max. | Class 300, Max. 
applications. Press.: 200 psi @ | Press.: 500 psi @ | Press.: 500 psi @ |Press.: 1480 psi @| Press.: 285 psi @ | Press.: 285 psi @ 
ree 150°F WOG, 125 | 150°F WOG, 250 | 150°F WOG, 250 | 100°F WOG, 1010 | 100°F WOG, 150 | 100°F WOG, 150 
Note: Replacement screens available; psi @ 450°F WSP | psi @ 450°F WSP | psi @ 450°F WSP | psi @ 750°F WSP | psi @ 565°F WSP | psi @ 565°F WSP 
Call 1-800-GRAINGER (472-4643). Pipe Item Item Item Item Item Item 
Size No. No. No. No. No. No. 
Z SNXK7 1RNH8 _ _ _ 1RNH1 
22. 1RNH6 _ 1RNH9 1RNF3 1RNG7 1RNH2 
ei 1RNH7 _ 1RNJ1 1RNF4 1RNG8 1RNH3 
4" 1RNY2 _— 1RNJ2 1RNF5S 1RNG9 1RNH4 
6 — —_ 1RNJ3 _ —_ 1RNH5 
PVC and CPVC Y-Type Strainers @ HAYWARD +GFt 
= Max. pressure: 150 psi at 70°F Mount vertically or horizontally. Clear PVC eases screen monitoring. 
sic Protect piping systems from debris, dirt, and rust. Hex FPM gaskets. Hayward models have 132" mesh, except 2" to 4" are 
3CEA4 cap permits easy removal of strainer screen for cleaning.  ”' mesh size. Georg Fischer models are #20 mesh. 
Note: Replacement screens available; call 1-800-GRAINGER (472-4643). 
Hayward Hayward Hayward Hayward 
Clear PVC Clear PVC Hayward CPVC Housing, Hayward Hayward PVC Housing, Georg Fischer 
Housing, Socket Housing, Threaded | CPVC Housing, Socket Threaded PVC Housing, Socket |PVC Housing, Threaded) Threaded, True Union | PVC Housing, Spigot 
Pipe Item Item Item Item Item Item Item Item 
Size No. No. No. No. No. No. No. No. 
Yo" 3CEF7 3CEF5 3CEP9 3CER2 3CEA6 3CEA4 3CEN1 1CLR4 
Sq" 3CEG2 3CEF9 3CER4 3CER6 3CEC1 3CEA8 3CEN3 1CLR5 
ilk 3CEG6 3CEG4 3CER8 3CET1 3CEC5 3CEC3 3CEN5 1CLR6 
Ti" 3CEH1 3CEG8 — — 3CEC9 3CEC7 3CEN7 — 
17" 3CEH5 3CEH3 3CET3 3CET5 3CED4 3CED2 3CENS 1CLR8 
Z. 3CEH9 3CEH/ 3CET/ 3CET9 3CED8 3CED6 3CEP2 1CLR9 
242" _— _ _ _ 3CEE4 3CEE2 3CEP4 _ 
a — — 3CEU2 3CEU4 3CEE8 3CEE6 3CEP6 1CLT1 
4" — — 3CEU6 3CEU8 3CEF3 3CEF1 3CEP8 — 


Polypropylene Y-Type Strainers, Gaskets, and Screens BANGS) 


= Max. pressure: 150 psi Protect piping systems from debris, dirt, and rust. Fiberglass-reinforced polypropylene strainers have 
a removable end cap and poly-ribbed 316 stainless steel screens. EPDM gaskets. FNPT connection. 



















20 Mesh | 30 Mesh | 40 Mesh | 50 Mesh | 80 Mesh Item 
Pipe} Item Item Item Item Item Size For Use With No. 
Size No. No. No. No. No. Gaskets Item 
Strainers 4/2 - 3/4" 3D1Z2, 3D1Z3, 3DIZ4, 3DTZ8 Type For Use With Strainers No. 
¥%" | 3DTZ2 — 3DTZ3 — 3DTZ4 3DTZ5, 3DTZ6, 3DTZ7 Screens 
¥;" | 3DTZ5 — 3D1Z6 — BDTZ7_— yy 4/4: 3D TZ9, 3DUAT, 3DUA2, gn yng 20 Mesh, For Y Strainer Mfr. No. LS100-20, LS125-20_ 3DUA4 
1 | 3DTz9 — 3DUAT — 3DUA2 3DUA5, 3DUA6, 3DUA7 90 Mesh, For Y Strainer Mfr. No. LS050-20, LS075-20 3DUE2 
TVs" | 3DUA5 — 3DUAG — 3DUA7 Mfr. No. LS150-30, LS150- 30 Mesh, For Y Strainer Mfr. No. LS150-30, LS200-30 3DUC8 
3DTZ2 {| — 3DUA9 — 3DUC1 | 3DUC2 =11/2-2" 50,LS150-80,LS200-30, 3DUC3 50 Mesh, For Y Strainer Mfr. No. LS150-50, LS200-50 3DUC9 
2" — 3DUC5 — 3DUC6 | 3DUC7 LS200-50, LS200-80 80 Mesh, For Y Strainer Mfr. No. LS150-80, LS200-80 3DUE1 
it it id (*) ial 
In-Line Strainer — and Screens DB aMiiad were 
=» Max. pressure: 150 psi POLYESTER HOUSING STAINLESS STEEL HOUSING 
= Max. temp.: 140°F sole relae ae Bae , ee Rs 
: es es es es es es 
= Filter screens Item Item Item Item Item Item 
sold separately Dia. For Use With No. No. No. No. No. No. 
4 Filter Screen 
Top and bottom O-rings Ys Mfr. No. 1-0701-1151-0000 | — — | 1PHP6 | — = = 
eliminate fluid bypass; . 7 “7 es ; Mfr. No. 1-0701-1151-0000 — 2P806 — — — — 

j ipe ow ousing I. em 1" 2P802 = 2P809 — — = = 
etlSnie complete fluid Size__ Rate Material Model No. . °P801 = = = = = 41PHP7 
filtration. High-pressure, "'Y Strainer “4901-7757. = = _ 

ia Ki wwe 010000-000010 2P801 Mfr. No. 1-1201-1151-0000 | 2P811 1PHP8 1PHP9 
noncorrosive body. 4 gpm ceta Mfr. No. 1-1601-1151-0000 |  — = — | 1PHR3 | — | 1PHR1 
ae Yr"  13gpm Polypropylene 010000-000012 2P802 2 
Minimal pressure drop. ai 30 gpm weet tal | 19002-00004 2P803 abana = so = — | 1PHR2 | — 
0" m olyaceta - 4 — — a = = 
No. 2P802 does nothave pica : y Mfr. No. 1-2221-2151-0000 | — = — | 4PHR6 — | 1PHR4 
a flush valve. 2" 110 gpm Polyamid/Glass Fibers 010006-000021 1PHP5 1PHP5 — — — — 1PHR5 — 
Mueller, Stainless SSI, Stainless Steel 
2A EE | EE ee 
psi °F, Buna-N Gasket °F, Viton Gasket tainless Steel Gasket 
[TERY steam Specialty” Pipe Item Item Item 
Size L No. L No. L No. 
Flanged 
No. “y 3NXF5 9" 3NXG2 155%" 3EJK1 
DV" 1 0" SNXF6 —— —— —— —— 
1RNK1 7/6" TRNK7 10" 3NXG3 1773" 3EJK2 
3" By" TRNK8 i ly 3NXG4 D034" 3EJK3 
if 3NXF7 = — — — 
4" if He TRNKS 15" 3NXG5 D795" 3EJK4 
a 5" — —— — — 
Metal Basket Strainers — — i aug = = 
Can reduce elie time iM applications Mueller, Cast-Iron | Mueller, Cast Stainless | Mueller, Cast Stainless | SSI, Carbon Steel Housing, SSI, Stainless Steel 
needing frequent maintenance and Housing, 200 psi@ | Steel Housing, 275 psi | Steel Housing, 275 psi) 700 psi@100°F, 304 | Housing, 700 psi @ 100°F, 
large-capacity straining such as in water 150°F, Buna-N Gasket) @ 100°F, Buna-N Gasket | @ 100°F, Viton Gasket | Stainless Steel Gasket | 304 Stainless Steel Gasket 
: f Pipe Item Item Item Item Item 
cooling, seawater, and hot water appli- Size OL. No. No. No. No. No. 
ri FNPT x FNPT 
cations. Cover and basket O-ring seals ar tga TANI TANT = = = 
eliminate particle bypass and reduce the nO = = = 3EJH3 = 
Hy" AVG TRNK2 TRNL2 — — — 
need for gasket replacement. SSI brand oe aRNKS TANS = = = 
meets ASME B1.20.1, except Nos. 3EJK1 1 Be" TRNKA TRNL4 ; — — — 
to 3EJK4 meet ASME B16.5. fo 616. TRNKS = RNLS == 
0 SEJ eet AS 6. TH" 19%6" — — — 3EJH6 3EJJ2 
Note: 304 stainless steel replacement baskets 2 BY" 1RNK6 1RNL6 — — _ 
available; call 1-800-GRAINGER (472-4643). 2 196 = = = SEJH/ 3EJJ3 
2896 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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PLUMBING 
Basket & In-Line Strainers 





[ Muelter| Steam Specialty” 
Metal Duplex 


Basket Strainers 
= Screen size: Ye" 


Divert flow from 1 basket to another for 
easy in-line cleaning or changeout; no need 
to disassemble or remove the strainer. 
Include two 316 stainless steel perforated 
baskets. Typically used in cooling water, 
compressor, condenser, chemical process- 
ing, and pump station service. 


Flanged Stainless Steel 


No. 3NXJ6 
Note: Replacement baskets available; call 
1-800-GRAINGER (472-4643). 
Flanged Flanged Threaded Threaded 
Cast-Iron Housing, Stainless Steel Cast-Iron Housing, Stainless Steel 
Class 125, Housing, Class 150, Class 125, Housing, Class 150, 
200 psi @ 150°F 275 psi @ 100°F 175 psi @ 150°F 275 psi @ 100°F 
Pipe Item Item Item Item 
Size No. No. No. No. 
ya" — — — 3NXJ1 
il — — — 3NXJ2 
1" 3NXH2 — 3NXG8 3NXJ3 
14" 3NXH3 3NXJ6 3NXG9 3NXJ4 
2 3NXH4 — 3NXH1 3NXJ5 


Thermoplastic Basket Strainers 


=» Max. pressure: 150 psi (PVC); 
100 psi (Eastar®) 





© HAYWARD 


Thermoplastic 
DB Series 
Duplex Basket 
Strainers 


= Max. pressure: 150 psi 

Divert flow from 1 strainer housing to the other with the simple turn of a handle; 
can remain online and in-service for basket cleaning. Help reduce downtime. 
True union piping, socket/threaded connection. FPM seals are standard. 





No. 3CDU3 


CPVC Housing PVC Housing CPVC Screen PVC Screen 

Pipe Item Item Screen Item Item 
Size No. No. Mesh Area No. No. 
Basket Strainer Replacement Basket 

Yn" 3CDV2 3CDU3 Yao" 37.03 3CDW9 3CDW5 
ya" 3CDV4 3CDU5 Ye" 86.44" 3CDX2 3CDW7 
il 3CDV6 3CDU7 

144" 3CDV8 — 

1¥," 3CDW1 — 

2 3CDW3 3CDU9 

©) HAYWARD 


Help remove particulates as process media flows through the perforated strainer basket, and are ideal for corrosive and sensitive 
media. Provide broad coverage of process chemicals in applications where the line can be shut down for basket cleaning. 






PVC PVC Housing, PVC |PVC Housing, PVC PVC 
Housing, Socket/. PVC Housing, Housing, Socket/ Housing, | Housing, |Eastar® Housing, 
Socket, Threaded, Threaded, Socket/ | Threaded, Socket, Threaded, Socket/Threaded, 
EPDM Gasket} EPDM Gasket |EPDM Gasket Threaded | FPM Gasket | FPM Gasket| FPM Gasket) EPDM Gasket PVC CPVC 
ee Po oo a oe rh tay em ath tak sj ea i 
ize 0. 0. 0. ize 0. 0. 0. 0. 0. ize 0. 0. 
smnlex Strainer aRyOOE Basket Stralner Replacement Basel rig 
2 —_ = 2 = = — —_ " 
Ya — 15V996 — 4 — 3CDT8 — — 3CDZ3 “tot 38W313 | 38W315 
ye 45998 | Fr et = seoz7 102" 3awat7- 3aW3t9 
1%" — 15V999 — 1%" — 3CEU9 — — 3CDZ9 38W320 | 38W323 
2 — 15W001 — 2. — 3CDU2 — — 3CEA2 21 to 4"| 38W321 | 38W324 No. 3CDU2 
“3 45W008 |= t3Wooa 3 = 2 2s = —— 
4" | 15W008 — 15W007 4" — — 3CDV5 3CDV3 — 
* GRAINGER Pipe Connec. Gasket a as eae Item 
APPROVED ae, ope Material H L No. No. = For Use With Mesh Dia. No. 
. ow Profile T-Line Strainers ilter Screens 
Nylon In-Line FNPT EPDM 276 3' — 6UJK2 Grainger SKU's 
Ya" MNPT EPDM 2%6 3° 6UJH7 — 6UJK8, 6BUJL2, 40 1%" 6UJJ7 
St z MNPT Viton 2%6 3° 6UJK5 — 6UJK9, 6BUJL3 
sanuanis ve tr — Eon ep 
. 8 16 = 5 3 3 
= Max. pressure: 100 psi at 125°F MNPT Viton 274c’ 3" | 6UJKG = 6UJJ1, BUJK7, BUJK2, 5) A546" By YYS 
= Max. fluid temp.: 125°F ye TNINPT—EPOM—97e—3— BUST «BUNK BUUKT. BULL, 
o Ae. —_— ; 
For use as drinking water prefilters MNPT Viton 27s" 3 6UJK7 — 6UJK9, BUSK6 
and in agricultural sprayers, floor  t4meStainas=> a RUKS BUULD. 50 1%" BUG 
scrubbers, pressure washers, Ya" NPT EPDM 2%e 3" | 6UJH8 - 6UJK9, BUJL3 No. 6UJJ4 
medical devices, and car wash # Er — EB Se —3 | = ea 50 2¥s" GUMS 
applications. Included 304 micron id FNPT Viton 58 3% 6UJL2 6UJK8 Grainger SKU's 50 2" BUN 
stainless ste! iter soreens canbe grper— fat Wie —Beh Sele gry tS SS ____T 
easily cleaned or replaced by remov- —_ 1" NPT Viton 67s" 5 6UJL4 6UJLO 6UJJ4, 6UJK4 : 
ing the bowl; no need toremove the 1° —ENET EPDM 7 6UdJS - 
FNPT Viton /% 5 6UJL1 No. 6UJJ6 
entire strainer from the line. 1%" FNPT. EPDM 8" —*D 6UJJ4 — . 


Polypropylene 
T-Line Strainers 


= Max. pressure: 150 psi at 70°F (black bowl); 100 psi at 70°F (clear bowl) 
Heavy-duty, glass-reinforced polypropylene strainers resist most mineral acids, salt 


solutions, and solvents. All come with 316 stainless steel screens and EPDM gaskets. 
FKM (Viton®-type) gaskets are also available; call 1-800-GRAINGER (472-4643). 








Liquid Handling Products 


Mesh 
30 | 50 | 80 Standard strainers include clean-out plug. ___ item 
Pipe Max. Bowl | Item | Item Item For Use With Size No. 
Size H Pressure Color| No. | No. | No. Item _—_T-Line Replacement Gaskets 
T-Line Strainer For Use With Size No. Mir. No. LST075-30, 
Yq" 150 at /O°F Black 83DTW9) — = — T-Line Replacement Screens LST075-50, LSTO75-80, 3, _ 4» anty¢ 
+ 81%46" 150 psi @ 70°F Black | — |3DTX1/3DTX2 _ Mfr. No. LS1075-30, LST100-30 %-1" 3DTY1 1ST100-30, LST100- 
: 150 psi @ 70°F Black |3DTX3|/3DTX4 3DTX5 — Mir.No. LS10/75-50, LS1100-50 =%4-1" 38DTY2 —50,LST100-80 
14%" 4417/6" 150 psi @ 70°F Black |3DTX7|3DTX8)3DTX9 — Mir. No. LST0/5-80, LST100-80 = %4-1" 3DIZ1 ~=Mfr. No. LST125-30, 
Ve "© "150 psi @ 70°F Black |3DTY3 3DTY4|3DTY5 _ Mfr. No. LS1125-30, LST150-30 1%-1%" 3DTY7 LST125-50,LST125-80, 1% - 3DTY6 
Mesh Mfr. No. LST125-50, LST150-50 1%-1%" 3DTY8 LST150-30, LST150- 1%" 
30 50 80 Mfr. No. LST125-80, LST150-80 14%4-1%" 3DTY9 — 50, LST150-80 
Pipe Max. Bowl | Item | Item | Item Item Item 
Size H Pressure Color | No. | No. | No. For Use With Size _No. For Use With Size No. 
Mini T-Line Strainer Mini T-Line Replacement Screens Mini T-Line Replacement Gasket 
yy" 100 psi@ 70°F Clear 8ELW6)3ELW7/3ELW8 — Mfr. No. LSTMO050-30, LSTMO07/5-30 % - %4" 3DUF3 = Mfr. No. LSTM050- 


150 psi @ 70°F 

4%6' 100 psi @ /0°F 

Ya" 100 psi @ 70°F 
150 psi @ /0°F 


Black | 3DUES|3DUE6|3DUE/ 
Black; — | — |3DUF2 
Clear SELW9 3ELX1; — 

Black 3DUE9|3DUF1| 3ELX2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Mir. No. LSTM050-50, LSTM075-50 1% - %4" 3DUF4 
Mir. No. LSTM050-80, LSTM07/5-80 12 - 74" 3DUFS 





30, LSTM050-50 es 
No. 3ELW7 


LSTM050-80, LSTMO75-¥2 - %4" 3DUE8 
30, LSTM075-50, 
LSTM075-80 


No. 3DUF3 
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PLUMBING Scan. Order. Done. 
Check Valves Details on page Al. 





* GRAINGER 














= Max. pressure: 200 psi CWP nonshock Note: For use only with fluids 
APPROVED Allow flow in 1 direction and prevent fluid backflow. Brass seals and seats, except Compatible with the valve 
FNPT ; materials of construction; not 
No. Nos. 6VDT3 to 6VDTS have PTFE seals. For use in plumbing and heating applica- iq use with reciprocating air 
6VDT3 tions. Multipositional models meet NSF/ANSI 372. compressor service. 
iittala Connec. Max. Cracking Item Connec. Max. Cracking Item 
Brass and Lead-Free Bras Size L Type Temp. __ Pressure No. Size L Type Temp. __ Pressure No. 
$ “ mai, ™ nN : 180°F 0.75a1 10F322 a oie Seer m6 F aan 12K652 
= a 16. a ./9 a1 psi a 32. older A V1 pSt +) 
Swing Check Valves ys" 93%" FNPT 180°F 0.75 a1 psi 10F323 yi" 3%' Solder 157°F 0.12 psi 12K653 
{" 227" FNPT {80°F 0.75to 1 psi 10F324 1" 32%" Solder {58°F 0.13 psi. 12K654 
Connec. Max. Cracking Item 1Y4" 32" FNPT 180°F 0./5to1 psi 10F325 1M" A%e Solder 109°F 0.14 psi 12K655 
Size L Type Temp. Pressure No. 1" 8' FNPT 180°F 0./5to1psi 10F326 1%" i Solder 160°F 0.15 psi 12K656 
GA, Horizontal 2° Aly FNPT {80°F 0.75a1psi 10F327 2° 6%" Solder {61°F 0.16 psi 12K657 
Yo" 2 FNPT 194°F 0.725 psi _ 6VDT3 Yo 2/6 Solder {80°F _0.75to 1 psi_10F328 Ye 2%" Threaded 150°F O.5psi _12K646 
YOK FNPT 194°F 0.725 psi 6VDT4 Ye 34 Solder {80°F 0.75to 1 psi_10F329 Ys" 256" Threaded 151°F O.6psi _12K647 
{" 216" FNPT 194°F 0.725 psi 6VDT5 {" 3%' Solder {80°F 0.75to 1 psi_10F330 {" 2%" Threaded _152°F _—0.7 psi —‘-12K648 
ty 3 FNPT {94°F 0.725 psi 6VDT6 THA" 42%" Solder {80°F 0.75to 1 psi_10F332 TV" 3%" Threaded 153°F —O.8psi_ _‘12K649 
1h" 3K FNPT {94°F 0.725 psi 6VDT7 25h Solder 180°F 0.75to 1 psi 10F333 1%" 3%" Threaded 154°F —0.9psi _‘12K650 
2° 3'%e' _—*FNPT 194°F 0.725 psi _ 6VDT8 2° 4%" Threaded 155°F 0.10 psi. 12K651 
Bronze and Lead-Free W PPAEGRAINGER ase qos BREED 
. APPROVED 
Bronze Swing Check Valves = Max. pressure: 125 psi SWP, 200 psi 
= Max. temp.: 406°F, except Lead-Free models are 200°F ~~ nonshock CWP, except Nos. 4EVH2 to 
Allow flow in 1 direction to prevent backflow. Bronze seats. wiwauxeevawve  4EVJ1 are 125 psi SWP, 200 psi CWP 
Mount vertical or horizontal. Use in plumbing and heating = Cracking pressure: 0.75 psi to 1 psi, except 
applications. Meet ASTM B62 and MSS-SP-80, except Lead-Free models meet Nos. 4EVH2 to 4EVJ1 are 0.50 to 0.75 psi 
NSF/ANSI 372. CLASS 150 PTFE DISC 
Note: Not for use with reciprocating air compressor service. = Max. pressure: 150 psi SWP, 300 psi nonshock 
niass 128 8honve D niacs 126 0honze D oy Milwaukee Valve Milwaukee Valve CWP; cracking pressure: 0.75 psi to 1 psi 
ass 125 Bronze Disc ass 125 Bronze Disc ass 125 Bronze Disc Class 125 Bronze Disc 
FNPT Solder FNPT Solder CLASS 150 BRONZE DISC 
Sic5 : ne : a : ta " ae = Max. pressure: 150 psi SWP, 300 psi CWP; 
YA 2%e 10F288 — — 2 V5 TJLY6 — — cracking pressure: 0.5 psi to 0.75 psi 
Hi 2%e 10F289 — — 205 1JLY7 21" 4EVH2 
i ei ut — — it TJLY8 2%6 4EVH3 LEAD-FREE BRONZE, CLASS 300 
4" P32" — — 7" 1JLY9 3/6. 4EVH4 ; : ; 
73 35/50 40F292 — — 304! +024 rt AEVH5 = Max. pressure: 300 psi nonshock CWP; 
a sie 10F293 — — 3% 1JLZ2 AV; 4EVH6 cracking pressure: 0.75 to 1 psi 
" : 55" " 1546" - : ee 
a ae 1 DEDaR w ESB iv iL “ae pratt Certified for use in potable water applications. Meet 
2 Ve" 5TA6" 10F296 — — 6" 1JLZ5 738 4EVH9 ANSI and NSF 372. 
a 6/6 10F297 TH 10F321 67 1JLZ6 By" 4EVJ1 
GA GA Milwaukee Valve Milwaukee Valve Milwaukee Valve Milwaukee Valve 
Class 150 PTFE Disc Class 150 PTFE Disc Class 150 Bronze Disc Class 150 PTFE Disc FNPT Sweat 
FNPT Solder FNPT FNPT Item Item 
Item Item Item Item Size L No. L No. 
Size L No. L No. L No. L No. Lead-Free Bronze, Class 300 
i 2%e 10F298 — — 2% AEVJ2 205 1JLZ7 Y' 2 5EMXO — — 
¥ — — — — 205" 4EVJ3 2 V3 1JLZ8 x 20," 5EMX1 2V4' 5EMX8 
Ai 205 10F301 26 10F307 2/6 4EVJ4 26" 1JLZ9 VA 2% 5EMX2 26" 5EMX9 
7 217/,9" 10F302 — — 258" 4EVJ5 258" 1JML1 Ys 25," 5EMX3 36" 5EMYO 
T 352" 10F303 — — 3V;" 4EVJ6 3 V4 1JML2 T" A 5EMX4 4" 5EMY1 
i 354" 10F304 — — 3%6" 4EVJ7 3% 6" 1JML3 Tv" 3%e 5EMX5 4; 5EMY2 
i 31546" 10F305 45/5 10F311 4" 4EVJ8 4" 1JML4 Th" 4" 5EMX6 5 5EMY3 
2' 4" 10F306 — — 4¥5 4EVJ9 4¥q 1JML5 = Le 5EMX7 6" 5EMY4 
CLASS 125 CLASS 150 CLASS 200 CLASS 300 
- =» Max. pressure: 125 psi = Max. pressure: 150 psi steam; = Max. pressure: = Max. pressure: 
SS. steam; 200 psi CWP 300 psi nonshock CWP 200 psi (steam); 300 psi steam; 
a FNPT i 
‘ No. = Temp. range: = Max. temp.: 406°F 400 psi CWP 600 psi CWP 
Pri diem a ’ AEVG1 -20° to 406°F Meet ASTM B62. = Max. temp.:550°F = Max temp.: 550°F 
IL A : 
sede eu = it, FNPT eee Sa _ 200, FNPT - slo FNPT 
— ass 125, racking ass 150, Solder racking racking Press.: 
Bronze Y Pattern Cracking a 0.5 psi Press.: a psi Cracking higa 0.5 psi| Press.: % a psi 0.75 to sae 
a tem tem tem tem tem 
Swing Check Valves Size | No. L No. L No. L No. L No. 
Ai 2Vh' 13N438 2V," 13N448 — — 2V4" 4EVG1 2VA TJLX5 
Y-pattern design permits easy maintenance. %, 274 13N439 a 13N449 = — as 4EVG2 274 1JLX6 
Feature a bronze body and ise and mtalto- 29 M2 
metal seating. Mount vertical or horizontal. For ii 3'%e _‘-13N442 3'%e _—*13N452 AV; 13N434 316 AEVGS 316 1JLX9 
; att TV" 4x 13N443 43% 13N453 5 13N435 49 4EVG6 4x TJLY1 
use in plumbing and heating applications. Meet iA" | 454" 43N4ad a5" 13N454_ 5%" 13N436 ay" AEVG7 454" 1 JLY2 
MSS SP-80. Z 575"  13N445 57s"  13N455 | 6%"  13N437 57%"  4EVG8 57" TJLY3 
sa a 20" 7' 13N446 — — — — is 4EVG9 i TJLY4 
Note: Not for use with reciprocating air compressor service. 3" 778 {3N447 — — — — 78 AEVHi 778 {JLV5 
SS Note: Not for use Carbon Steel—Feature 300 Class flange and hand-faced seal ring. Ideal 
Cast-Iron ee for gas, oil, steam, and water applications. Meet ASME B16.10, B16.34 
MILWAUKEE VALVE . 
No. and API 600. Cameron 
° N 
Newco 1JNL3— Cast-Iron—Bronze MMliwaukeo Valve Newco 
seats and disc Cast Iron, Max. Temp.: 350°F Cast Steel, Max. Steel. Max. 
€ CAMERON Cracking Press.: 0.75 to1 psi) Temp.: 1000°F @ 20 psi Temp.: 
Meet MSS-SP-71 ee Lie | Cracking Press.: 0.75 i psi 750°F 
ax. Steam ater tem tem i 
Flanged-End and ASTM B16.1. Size_L | Pressure Pressure No. (Max. Water Pressure No. Size Scand L ae 
7 Cast-Steel 2" 8" (125 psi WSP 200 psi 1JNL3 280 psi@100°F  4EVK1 2" 0.082 psi 454" | 332833 
Swing Check Valves ast-oleel— 22" 8 V5" 125 psi WSP 200 psi 1JNL4 | 285 psi @ 100°F 4EVK2_ 3" 069 psi 514" | 332834 
Cobalt/chrome 3" 9%" |125 psi WSP 200 psi 1JNL5 | 285 psi@100°F 4EVK3 4" 0.068 psi 5%" | 332835 
Allow flow in only 1 direction to prevent backflow; seats. Meet API 600 gS 452 BS ee Sb Bs Ne 60.057 bs Se Sar 086 
Mount horizontally, except cast-iron models and ASME B16.34. 6" 14" 125 psiWSP 200 psi 1JNL8 | 285psi@ 100°  4EVK5 10" 0.058psi2414"| 332838 
mount vertically or horizontally. 8 19%" — = — 289 psi@100°F 4EVK6 12" 0.065 psi 28" 332839 
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PLUMBING 
Check Valves 





* GRAINGER 
APPROVED 


316 Stainless Steel 
Swing Check Valves 


= Max. pressure: 200 psi es L_3 
=» Max. temp.: 353°F a -2 
Provide excellent corrosion i 





and chemical resistance. 


ee 


Horizontal mounting. 
For use in plumbing and No. 4VMT7 
heating applications. 
Socket 
NPT Weld 
Cracking Item Item 
Size Pressure L No. No. 
Ya 2%6' 4VMT7 — 
fh Ah La 4VMU9 
om 2”6- 4VMT9 — 
Vs 4.27 psi 35/0" | 4VMUT = 
T 3y4" 4vMU2 — 
Ti 4 4VMU3 — 
Ty 42H/a9" 4vmu4 | 4VMV5 
= 5 6 psi 51/49" 4VMU5 | 4VMV6 
215" oP 7¥ — 4VMV7 
ey 7% 4VMU7 — 
No. 
46CE62 





NORTH AMERICA, INC. 


316 Stainless Steel 
Check Valves 


= Max. pressure: 125 psi SWP 
= Cracking pressure: 0.5 psi 
= Max. temp.: 450°F 


Valves allow flow in only 1 direc- 
tion to prevent backflow, while 
the spring-actuated design 
allows fast seating action. FNPT 
connections. Dual guided stem 
and disc plus a soft PTFE seal for 


Item 


-ti Size L No. 
a bubble tight shutoff. The 316 i" D5i6" AGCEG? 
stainless steel body and spring Hr OV 6" 4GCE63 
"a 7%" D6" 46CE64 
are corrosion resistant and suit ji — 37h ABCEBS 
able for use with chemicals. {" 3%" 46CE66 


TH" 46" 46CE67 
Valves can be mounted vertically (4 A15;8 4BCEBO 
or horizontally. 2D" 6 46CE69 


* GRAINGER 
APPROVED 


Forged 

Steel Piston 
Spring- 
Loaded 
Check Valves 


= Max. temp.: 850°F 
= Max. pressure: 1975 psi CWP 


Class 800 valves feature a bolted cap and are 
intended for higher-pressure applications. Carbon 
steel body and bonnet, with 304 stainless steel 
spring. Vertical or horizontal mount. Ideal for use 
with pumps and in metering, blending, and steam 
trap applications. Meet ASTM A105, NACE MR-0175, 
API 598, and API 602. 





FNPT Socket 

Cracking Item Item 

Size Pressure L No. No. 
YA" 8 psi 3 Ye 1PPL2 1PPL8 
y4" 8 psi 31%32" 1PPL3 1PPL9 
1" 10 psi 4%" 1PPL4 1PPN1 
14" 24 psi 4239" 1PPL5 1PPN2 
1¥" 24 psi 6" 1PPL6 1PPN3 
2 43 psi 629/32" 1PPL7 1PPN4 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








Brass Body, Stainless Steel Body, 
Brass Seat Stainless Steel Seat 
Buna Viton® 
Seals Seals Buna Seals) Viton® Seals 
Item Item Item Item 
Size L Connec. Type No. No. No. No. 
Piston, Max. Pressure 500 psi 
Piston 1 Vc" FNPT x MNPT 4DHR5 | 4DHR6 | 4DHT4 4DHT5 * 
oro THe" FNPT x MNPT — — = 4DHT7_ * 
No. 4DHV8 yy Ve MNPT x FNPT 4DHR7 | 4DHR8 | 4DHT6 — 
¥* TK MNPT = — 4DHT2 | 4DHT3 
GRAINGER THe" MNPT x MNPT ——~}4DHR4 = = 
APPROVED iA FNPT 4DHR9 | 4DHTi | 4DHT8 4DHT9 
- VA MNPT 4DHU1 — 4DHU9 | 4DHV1 
Compact Spring 13" FNPTxMINPT | 4DHU3_| 4DHU4 | 4DHV2_| _ 4DHV3 
ya" 1%" MNPT — 4DHU2 — — 
Check Valves 154" MNPT x FNPT 4DHU5 | 4DHU6 | 4DHV4 | 4DHV5 
: ° : 16 X 4 4 — — 
=e enh: my F (Buna); yy 18 MNPT 4DHV8_| 4DHV9 | — = 
ee yy ae aps} apnWe-{aDaW7—{—aDqWe 
= Cracking pressure: 1 psi is 4DnWs | 4 40nW7 | 4 
1% FNPT x MNPT 4DHX2 | 4DHX3 — — 
Install in tight spaces to provide yr 172 MNPT x FNPT 4DHX4 | 4DHX5 — = 
backflow protection for a variety ats La aes ite — — 
of applications. First connection Poppet, Max. Pressure 500 psi 
listed is the direction of flow. Poppet, Max. pass tan - = = = 
Piston design provides a positive Yea rNT ADHEG 4DHE? = = 
8 4 — — 
slight vacuum. * Cap to Inset Center is 3'8/s2" for No. 4DHT5, 474/32" for 4DHT7. 
Bronze and Lead-Free 9% papny GRAINGER 
APPROVED 


Bronze Spring Check Valves 


Spring-actuated valves GA 
open and close by liquid = Max. pressure: 200 psi CWP 
flow and allow flow = Max. temp.: 250°F 


in only 1 direction to When mounted vertically, valves must be positioned 
prevent backflow. Bronze for flow up only. 


vertically orhorzontaly, MLWAUKEE VALVE 
= Max. pressure: 250 psi non-shock CWP 
Note: Check valves are not = Max. temp.: 353°F 


for use with reciprocating air 
Silent closing design to reduce water hammer. 


MILWAUKEE VALVE 







No. 
6AJY1 






compressor service. Ls a 
Certified for use in potable water applications. 
Note: Find more Milwaukee Valve items at Grainger.com®; No. 
search for "Milwaukee bronze swing check valves". SEMZ2 
GA, NPT GA, Solder Milwaukee, Lead-Free Threaded |‘ Milwauklee, Lead-Free Solder 
Cracking Item Cracking Item Cracking Item Cracking Item 
Size) Pressure —_L No. Pressure L No. Pressure L No. Pressure L No. 
¥e" — —- — — —- — 0.75 tot psi 1%2'  SEMY5 0./5to1 psi 1%2'  5EMZ2 
Yo" | 1.7 psi 2'%2" BAJY1 1./psi 2°%2 GAJY7 | 0./5 tol psi 1%2 _ SEMY6 0.75tol1psi 142" 5EMZ3 
Ys" | 3.5 psi 294" 6AJY2 3.9 psi 3'%2" BAJY8 | 0./5a1 psi Yn" 5EMY7 0.75 to 1 psi Yo" __ BEMZ4 
1" | 35psi 3%" 6AJY3 3.9 psi 4%32' BAJY9 | 0./5al1psi 17%" D5SEMY8 0.75 to1psi 12%2' 5EMZ5 
1%"| 3.5 psi 3%" BAJY4 | 3.5psi 4°52" GAJZO 0./5to1psi 2%2' SEMY9 0.75to1psi 2%2" 5EMZ6 
1%"| 4.3 psi 4" 6AJY5 | 43psi 4'%e GAJZ1 | 0./5tol1psi 2'%2' 5EMZO 0./5 tot psi 2'%2' _SEMZ7 
2' | 4.3 psi 5’ GAJY6 | 4.3psi 6%6' GAJZ2 | 0./5to1psi 3%"  5EMZ1 0.75to1psi 3%" 5EMZ8 


Bronze, Lead-Free Bronze, and 
316 SS Cone® Spring Check Valves 


= Max. pressure: 125 psi steam, 400 psig CWP 

= Cracking pressure: 1 psi 

Straight-through design assures minimum change in velocity and 
protects against reverse flow. Stainless steel springs. Reinforced 
RPTFE ball check. Nos. 40D878 to 40D885 have RPTFE seat, 

Nos. 40D886 to 40D888 have EPDM seat. All models mount vertically 
or horizontally. FNPT connections. Lead-Free check valves are certi- 
fied NSF/ANSI 372 and certified for use in potable water applications. 


Note: Not recommended for use with reciprocating pumps and similar applications 
that may induce repetitious vibrations. 





Bronze 
No. 1CKT5 





Bronze, Max. | Lead-Free Bronze, | Lead-Free Bronze, | Stainless Steel, 
Temp.: 406 °F |Max. Temp.: 250 °F/Max. Temp.: 350 °F| Max. Temp.: 350°F 
Item Item Item Item 
Size} L No. L No. L No. L No. 
Ys" | 2%6' 1CKTS — — 2%6 =©40D878 | 2%c' 1CKU6 
Ye" | 2¥e' 1CKT6 2%6 400886 | 2%" 40D879 | 2%" 1CKU7 
ie" | 256° 4CKT7 | 2%c°  40D887 | 2548.  40D880 | 25%’ 1CKU8 Lead-Free Bronze, 
Ys" | 2%" 1CKT8 2% 400888 2% 400881 | 2%" 1CKU9 Inline-Bubble Tight 
1" | 3%" 1CKT9 — — 3%" 400882 3%" 1CKV1 No. 40D886 
1%") 4%6' 1CKU1 — — 4/6 = 40D883 | 4%6' = 1CKV2 
1%") 4'%6" 1C0KU2 — — A4'%6" 40D884 |4'%c" 1CKV3 
2 s 1CKU3 — —_— 6" 40D885 6 1CKV4 
242" 1CKU4 — — — — = — 
ch a 1CKU5 — — _ = _ 


PLUMBING 
Check Valves 


Scan. Order. Done. 
Details on page A1. 












Glass-Filled 





















Polypropylene 
No. 4DJC4 
Buna Seal | Viton® Seal 
Item Item 
Size Connec. Type L No. No. 
Glass-Filled Polypropylene Seat 
* PT aD | a7 
é 4 4 
BONnNOMI!I No. 45RF27 prince ie’ FNPT 2%" | ADJC8 | 4DJC9 
NORTH AMERICA, INC. a milla DV" 4DJD1 4DJD2 
= ray PVC Seat 
Brass and Lead-Free Brass Check Valves | Plastic ie FNBT2°%5" | 4DHZ2 | 4DHZ3 
A Barb 317%" | 4DJA3 4DJA4 
= Temp. range: 10° to 210°F, Brass Lead-Free Brass | Gheck Valves ve FNPT 2%" [ADJA 4DJA2 
Connec Item Item Ya" FPTXMPI 22%" | 4DHZ8 _ 
except Nos. 45RF38 to Size Type | L No. | L No. = Max. pressure: 125 psi Vi NINPT2°%0" | 4DHZ4 | 4DHZ5 
45RF43 are 10° to 270°F Yai NPT | — 147%" ASRF2T_ | tay temp. 140°F Ys" MINPT x FNPT 22%." | 4DHZ6 | 4DHZ9 
; Ys NPT _14%a'45RF44)147%s" 45RF28 . temp. A Push 37/6 | 4DJA9 4DJC1 
= Max pressure: 400 psi CWP, Vs NPT [2% 45RF45| 21" 45RF29_ | ‘ealresi Ye Barb 37x" | 4DJA5 | 4DJAG 
4 alte ee eature good chemical resis- 2, aie 
except Nos. 45RF51 to "Sweat 25% ASRF38_ | a have ciainlese ical "Push 3%e | 4DJC2 | 4DJC3 
A5RF53 are 175 psi CWP ya" NPT 215" 45RFA6| 21" A5RF30 ance and have stainless stee % Barb 317%" | 4DJA7 4DJA8 
1 : ”" Sweat 3, 49RF39_ | ball and spring. Mount vertical Polypropylene Seat ___ 
= Cracking pressure: 0.5 psi 1 NPT —255%e"A5RFA7 25560" 45RF31 .; Vp Barb 1%" | 4DHX8 4DHX9 
{" Sweat — | 3%" 45RF40_ | or horizontal. Glass-filled poly- Ye" Barb 12%." | ADHY1_|__ 4DHY2 
Feature a soft seat for a bubble tight = 1" "NPT —/39%i" 45RF48|3%:" 45RF32_ | oropylene valves require 0.33 Vi" Barb 2" | 4DHY3 | 4DHY4 
| iv" Sweat 4° —aprr4i_ | PYOPY ieee White Nylon Seat 
shutoff and spring loaded for fast ee i crackina or re. Grav PVC e Nylo 
.; , 175" — NPT 3%" A5RFA9| 3c" 45RF33 PSI Cracking pressure. uray FV, 7%" Barb 1% _ 4DHY6 
seating action. Valves have a flow 1%" Sweat| — — |4%" 45RF42 polypropylene and white nylon i" Barb mm ADHY5 = 
pattern to minimize head loss and an a NPT |3%° 45RF50 378 45RF34 r ire 1 . r kina pressure Ae. Barb 1732. 4DHY7 4DHY8 
ig é 2" Sweat | — — /41%¢" 45RF43 equire | psi Cracking pressure. 7 Barb 2 4DHY9 4DHZ1 
innovative disc design to help prevent ~—974"-—\PT ~\ax%" @5RF51 43%" 45RF35 
side loading. a NPT | 4%" 45RF52) 47%" 45RF36 
4" NPT 52a" A45RF53/52%0" _45RF37 
Triple-Duty 
No. 1RXE3 
Be es, 
= & . 
No. 5AAT4 F ve FNiueller| ream persalty- 
oO. ss 
LCE+ ¥ Heavy-Duty Check Valves 
a F Polypropylene = Max. pressure: 200 psi aia pmael — 
HAYWARD No. 5AAX6 TRIPLE-DUTY = Max. teMmp.: 
Max. temp.: 212°F Class 125 valves prevent surge and water 
PVC cPVC : ; 
PVC, CPVC, and Item Item With spring-loaded silent check nals? Ue TOMO w tev ea a 
Size No. No. ; designed springs close discs before flow 
Polypropylene Hayward, SKT, Viton Seats and Seals ONS ea aoe reversal can occur. With stainless steel 
of 107g | ona DAAV2 shut-off valve. Center-guided B N M call 
Ball Check Valves 3’ ioe" | SAARI SAAVA Buna N seal disc ensures leak- __SPrings and Buna N seal. Mount vertically 


= Max. pressure: 150 psi, except 


Hayward, SKT/FNPT, EPDM Seats and Seals 
5AAW1 


A AR JAAR8 


free performance. For pump 


or horizontally. Designed to fit ANSI flanges. 
Suitable for liquid and gas service applica- 


Nos. 332876 to 332886 are 240 psi 9 —3y%"—4" BAAR BAAW? protection and HVAC chilled 
= Max. temp.: 140°F PVC; 190°F pe pAATO SAWS water installations. Meet ASME —_‘tons. Meet ANSI and FM Approved. 
CPVC, except Nos. 332882 18 53," BRATS SAAWS B16.1. SPRING-LOADED/DUAL-DOOR 


to 33Z886 are 210°F; 150°F 


8 


vAAW6 


= Max. temp.: 250°F (cast iron); 


nayware, SKT/EWP, Viton Seats and Seals SILENT e : 
polypropylene a i SAAS SANUS = Max. temp.: 300°F 600°F (stainless steel) 
True union design allows for easy 15a" BAAPS SAAUG ASME Class 125 wafer-style Hier detain - we een 50 
removal. Vertical mount, except ey ae oat valves prevent flow reversal: AIGO Vanes TIPE DICT! Tab taGe dll 
Nos. 332876 to 332886 are vertical or 5 3 SAAPS SRAVO eliminate water hammer and raised-face flanges; reduce water hammer, 


horizontal mount. Meet NSF 61, except 


system surges. EPDM seal and 


surge, and backflow in piping systems. Cast- 


CPVC : 
Nos. 332876 to 33Z886. (Puc and EPDM cPVvc O-ring. Vertical or horizontal iron models have bronze or stainless steel 
tem tem tem , guar . 
iG ae Sie Na Na. Na mount. For liquid service use in disc and stainless steel spring. 316 stainless 
Item Item Georg Fisher, Socket/Threaded, HVAC, power, process, chemi- _ Steel models have stainless steel disc and 
nize ' Ls ' Ne. seat No. : E pe Seals and Seals. Ss7NED eal aie waste indices spring. For use in liquid and air service in 
aywar ange ton seats and seals 8 8 a ) : ; : 
{* 734" = 5AAUZ vo" Ai" |} 337877 337883 industrial process, wastewater, and pulp and 
a We SAAR aN a pa) sorare $378 = paper industries. Cast-iron are FM Approved; 
8 64 — ‘ 
4" 17" | AARG BAAVO 1% 6% Ar" | 337880 = = stainless meet API 594. 
Hayward, FRET. EPDM Seats and Seals aa Flanged, EPDM Seats and Seals Loaded/ Loaded/ 
a oe aaare ae pee = SSI, Triple-Duty, SSI, Silent, SSI, Silent, Cast Mueller Sure | Dual Door, | Dual Door, 
q | a AAU SAAX3 "9%" | SAAUB — GAAXS Cast Iron, Cast Iron, | lron, Stainless | Check™, Cast | Cast Iron, Stainless 
7 Ie — Buna N Seat | Bronze Seat Steel Seat lron, Buna Seat) Buna N Seat} Steel Seat 
Hayward, FNPT, Viton Seats and Seals Pol Hem ein tem item iteini item 
La 3/6. DAPI — Maer oF Size No. No. No. No. No. No. 
Jean SAAVS Size No. 2 | ARXES iRXFa iRXG2 iRNPT | 1RXJ7_| 1 RXKG 
3" — TH! BAAR? BAAVD Hayward, FNPT, Viton Seats and Seals 24," — ae ne ite ee LO 
a 45, 5AAX6 ch TRXE5 4 
a KT EPPA ae ais and oni Hj" AY; 5AAX7 4" = 1RXF7 1RXG5 TRNP4 TRXK1 TRXK9 
O14" {06 | 5AATS BAAW? ir BV; 5AAX8 5" 1RXE7 — — TRNP5 TRXK2 — 
3 1075" BAAT? BAAWS Ty 6A" 5AAX9 6" TRXE8 TRXF9 1RXG7 TRNP6 TRXK3 TRXL2 
7 i 5AAU0 BAAX?2 = 7 5AAYO 8" TRXE9 1RXG1 1RXG8 TRNP7 TRXK4 TRXL3 
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PLUMBING 
Steam Traps 









No. 30YT87 


Armstrong’ 


Condensate Coolers, T-Line Strainers, and Float Type Air Vents 


CONDENSATE COOLERS 
= Max. pressure: 150 psig 
= Max. temp.: 180°F 


Use to mix hot water or hot condensate with a cold water supply 
to help reduce the temperature to an acceptable level. Can cool to 
a preset temperature of 135°F, or field set to a desired tempera- 
ture. Suitable for most plumbing systems. 


T-LINE STRAINERS 

= Max. pressure: 400 psi 

= Max. fluid temp.: 500°F 

Feature a larger open screen area and can trap particles that 
harm valves and other sensitive equipment in your steam or 
refrigeration systems. Corrosion-resistant stainless steel. 





No. 36Y304 


Cure 
Armstrong “"“" ‘a 


Thermostatic Steam Traps 





No. 30YT95 


FLOAT TYPE AIR VENTS 


Free-floating air/gas vents provide posi- 
tive venting of air/gases under pressure. 
Corrosion-resistant, stainless steel vents 
feature a positive-closing lever to help 
ensure a leaktight closing. Body and caps 
are welded together to form a permanently 
sealed, gasketless, and tamperproof unit. 


Cold 
Water Vent Condensate Condensate Item 
Inlet Outlet Inlet Outlet No. 
Condensate Coolers 
3" Yq" Yq" 1/4" 30YT83 
Yq" 1" 1," 1," 30YT84 
Pipe Item 
Size H L No. 
T-Line Strainers 
Ya" 5 4" 30YT85 
Yq" 66 4" 30YT86 





No. 405202 


Design allows trap to be inspected and serviced without breaking pipe connec- 


Operating Condensate Max. 


tions. Armstrong® models have one moving part, while Mepco® models feature Max. 
an innovative floating valve design and rounded seat to help prevent corrosive Pile Pipe Contig. (asi) 
elements and dirt from affecting trap operation. All models respond quickly Bronze 
to changing pressure and condensate loads and are suitable for use in many ee 50 
steam heating systems and steam process equipment. we In the Side Out the 
Max. End to Side, Straight Pattern 90 
(F)NPT Operating Condensate Max. End Item er Out 50 
Connections Pipe Config. (psi) Cap. lb./nr. Temp. Length Brand No. 3/4" in Th _ cnet 
304L Stainless Steel Side Steal Ht Se 90 
Yn" Horizontal or Vertical 400 1300 650°F — _ Armstrong 36Y304 Cast Iron g 
ya Horizontal or Vertical 400 1300 650°F — Armstrong 36Y305 (2) Pipe, (1) Inlet 
Brass ye 15 
Angle 25 1270 345°F 3%"  Mepco 405202 ©) Pie “1 Inet 
: Straight 25 1270 345°F 4%" — Mepco 405203 1 and (1) Outlet 15 
VARELA Vertical 25 1270 345°F 5%" | Mepco 405204 (2) Pipe, (1) Inlet 
ie Angle 125 1200 345°F 3%" | Mepco 405207 1% and (1) Outlet 15 
Angle 25 2450  345°F 3%" — Mepco 405Z05 - (2) Pipe, (1) Inlet 
9 Straight 25 2450  345°F 5%  Mepco 405206 1% and (1) Outlet 1 
Angle 125 1800 345°F 3%" | Mepco 405208 > (2) Pipe, (1) Inlet 15 
iy Angle 125 2500 345°F 3%" Mepco 405Z09 and (1) Outlet 





Max. Max. Working 


Temp. 


Inlet Outlet (in ) (in) (°F) 
Float Type Air Vents 

Cast Iron 

200° 
200° 
200° 
200° 
200° 
200° 
200° 
200° 


900° 
900° 
900° 
900° 
900° 
900° 


Yo" 


Ys" 3% 5% 


fy" 


Stainless Steel 


Yo" 


Yo" 2% 71% 


Vy" 


Pressure 
(psi) 


146 
173 
219 


Item 
No. 


30YT8/ 
30YT88 
30YT89 
30YT90 
30YT91 
30YT92 
30YT93 
30YT94 


30YT99 
30YT96 
30YT9/ 
30YT98 
30YT99 
30YU01 





No. 405210 


End to 
End 
Cap. Ib./hr. Temp. Length 


1700 = 400°F_ 2%" 
1700 300°F 4" 
1700 = =©400°F 92%’ 
1700 300°F = 4¥" 
2175 = 450°F_ 4% 
ra VAS) 450°F 47" 
2700 3 =6450°F = 5%" 
4075 =450°F 5%" 
11,750 450°F 7" 
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Brand 


Armstrong 
Armstrong 
Armstrong 


Armstrong 


Mepco 
Mepco 
Mepco 
Mepco 
Mepco 


Item 
No. 


36Y299 
36Y302 
36Y301 
36Y303 


405210 
405211 
405212 
405213 
405214 
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Steam Traps 


Inverted bucket steam traps feature a free-floating |. — Armstrong’ 
valve mechanism with no fixed pivots to wear out. 
They are low maintenance and designed to handle 


dirty steam for reliable service and long life. 


Armstrong—lnverted 
bucket steam traps feature 
an innovative leverage 














Mepco—Disc steam trap allows easy mainte- system that multiplies 
Bact lion nance, inspection, and a 1-pe. thermodynamic the force provided by the 
No. 405Y56 cartridge can be replaced without removing the bucket to open the valve 
Seuiciaes Stel trap from the line. Durable and can withstand the —_ against system pressure. 
No. 405Y95 effects of superheat, vibration, water hammer, and Design can provide reliable 
corrosive environments. operation and efficient 
Float and Thermostatic steam traps are not condensate drainage 
Cast Iron, with Integral Strainer _ affected by wide or sudden pressure changes, on most types of steam 
No. 36Y223 respond quickly to condensate load changes, and equipment. 
(F)NPT NPT NPT Max. Condensate’ Max. Endio End lem can function under high back pressure conditions. 
Connec. Inlet Outlet Operating (psi) Cap.lb./hr. Temp. Length Brand No. 
bast Iron (F)NPT Max. Condensate Max. End to Item 
vA TA An 600 1900 800°F 21/46" Mepco 405780 Cones Operating (psi) Cap.lb./hr. Temp. End Length Brand No. 
Float and Thermostatic 5 ,; Inverted Bucket 
“essays a 3 ee ene b> ——pponee Ane 30 1000 400°F 5 Armstrong 36Y192 
: a 3 p 80 700 450°F 5" Armstrong 36Y188 
p Q 1523 400 2, Mepco 405777 vs" 125 950 40°F 5 Armstrong 36193 
T/a9" 15 1129 450°F 5° Mepco 405Y72 : TG Sa iia 3: a 5 na sEy1aG 
Th 15 2175. 450°F_ 47%" ~—Mepco 405Y56 E rmstrong 
3" 30 1439 450°F 5 Mepco 405Y75 250 750 400°F 2 Armstrong _ 386194 
Yi" ye 30 2300 450°F 47%" Mepco__405Y61 30 1000 490°F _ Armstrong __86Y195 
fa" 19 1523 450°F J Mepco 405Y78 30 4000 400°F 1% Armstrong _ 386¥202 
va 75 1650 450°F 47%" ~—Mepco 405Y66 80 700 400°F 5" Armstrong 36190 
7 75 1650 450°F 4%" ~~ Mepco _405Y87 5)" 125 950 400°F 5" Armstrong 36196 
va 125 1650 450°F 4%" ~—Mepco 405Y91 125 4000 400°F (EL Armstrong 36203 
ih 15 1129 450°F 5" Mepco 405Y73 150 600 400°F 5" Armstrong 36191 
1 15 21795 450°F 4%" Mepco _405Y57 250 750 400°F 5 Armstrong 36197 
1 30 1439 450°F 0 _Mepco _405Y76 250 3800 400°F 795 Armstrong  36Y204 
Po ye LT 30 2300 40°F 4% —sMepco__ 409Y62 30 1000 400°F 5 Armstrong _36Y198 
ih 2 ee ae Rg ee a 30 4000 400°F 7% Armstrong _36Y205 
| lie a ¢—__Mepco 40s 30 9900 400°F 1074" Armstrong 36Y211 
is ik foot at ta epee _ ae 195 950 400°F 5" Armstrong 36Y199 
aa ep a Monee Hee 1" 195 4000 450°F 74" Armstrong 36Y206 
1%" TH 30 3000 450°F 5%"  Mepco 405Y63 130 11,000 400°F 10%" Armstrong 36Y212 
1¥4' 1 75 2400 450°F 5%" Mepco _405Y68 290 130 400°F 2 Armstrong __ 86201 
A 75 9700 450°F 474"  Mepco  405Y89 250 3800 40°F ka Armstrong 36Y207 
syn 2 125 2500 450°F 5%" ~~ Mepco 405Y93 200 7000 400°F 10% Armstrong _-36¥213 
116) Ai 30 4300 450°F 53%" Mepco 405Y64 30 7000 400°F 8 Armstrong 36208 
; Ai 75 2700. 450°F 5%" | -Mepco 405Y69 1%" 125 6900 450°F 8" Armstrong _ 36Y209 
e 30 12,500 450°F 7’ Mepco 405Y86 250 5900 400°F 8" Armstrong 36210 
o 30 12,500 450°F 8%" Mepco 405Y65 30 9900 400°F 10%" Armstrong 36214 
2 2 2 19 2000 450°F 7 Mepco__ 40570 11" 130 17,000 450°F 104" Armstrong _ 36Y215 
2 19 9000 450°F i Mepco _405Y90 250 7000 450°F 107%" Armstrong 36Y216 
tavertea Bucket 2 125 4900 450°F 7 _Mepco_ _405Y94 30 9900 400°F tOv%' Armstrong 36217 
ul [e} 1 TT 
B80 690 450° 5" Mepoo 405¥22 ° 250 "7000 400° 10,4" Armstrong. 36219 
_ 2 150 of2 40°F os Mepco 40528 40 50,000 400°F 13 Armstrong 36Y220 
me 250 fe 0 ene res 2Vp" 195 50.000 400°F 13" Armstrong 36Y221 
o L SC a a a TN 250 19.000 400°F 13" Armst 36222 
Ys 125 955 450°F 5" Mepco 405Y27 mm! rm stOng 
W 30 1000 450°F BT Mepco 405Y29 Gast Iron, with integral Strainer 
% 80 690 450°F 5° Mepco 405Y24 nverled BUCKE : 
W 195 955 450°F 5 Mepco 405Y30 30 1000 450°F : Armstrong 36Y223 
9" yy 2 150 572 450°F 5" Mepco 405Y25 30 2000 450°F 3 Zs Armstrong _ 36Y232 
3/," 250 765 450°F 5 Mepco 405Y31 Yo" 125 950 450°F hy) Armstrong 36Y224 
ya 250 3500. 450°F 734" Mepco 405Y37 125 2000 450°F 375" Armstrong _ 36Y233 
i 30 4000 450°F 734" Mepco 405Y35 250 750 450°F 5" Armstrong 36Y225 
r 125 3025. 450°F 7%" Mepco 405Y36 250 1300 450°F 37%" Armstrong 36234 
v 30 1000 450°F 5" Mepco 405Y32 30 1000 450°F 5" Armstrong _ 36Y226 
ya" 30 4000 450°F 7%" Mepco 405738 30 4000 450°F 7% Armstrong 36235 
yp 125 Joo 40°F 5's Mepco _405Y33 5/! 125 950 450°F a Armstrong 36227 
1 125 3925 450°F_ 7%4' __ Mepco _ 40539 : 125 4000 450°F TR Armstrong 36236 
T 290 5 __ a0 is __sMepco 405 v4 250 750 450°F 5 Armstrong 36Y228 
1 a su eye ee Mepco oo 250 3500 450°F WA Armstrong 36Y237 
. i Nese 30 1000 _450°F e Armstrong 36¥229 
ie ay geeo. = SOU ees a 30 4000 450°F 77" Armstrong 36Y238 
wie ys 1 125 6710  450°F g" —Mepco 405742 5 g 
3 ; 125 950 450°F 5 Armstrong 36Y230 
es _ 10.910 400 F 10%" Mepco__40ovo l 195 4000 450°F 77" Armstrong 36Y239 
ry4-——980 7000 480°F 0) —Mepoo — 408V46 250 750 450°F _—_5'__Armstrong_36Y231 
Te 30 9825 450°F 10%" Mepco 405Y47 290 3900 490°F The Armstrong 36Y240 
1%" 1%" 1%" 125 10,910  450°F 10%" Mepco 405Y48 30 4000 450°F Te Armstrong _ 36Y2411 
1%" 250 7000 450°F 10%" Mepco  405Y49 1%" 125 4000 450°F Th Armstrong 36242 
ea 30 9825. 450°F_ 10%"  Mepco 405Y50 250 3500 450°F TH Armstrong 36243 
Vs >? 125 10,910 450°F 10%" Mepco 405Y51 
ny 250 7000 450°F 10%" Mepco 405Y52 
2" 40 1800. 450°F_ ——- 13" ~=~Mepco 405Y53 
oe” ip 95 491000 a80°F 13" Mepoo 40BY5 
5 50° epco 405Y55 : 
Stainless Steel ; : ST EAM SYSTE M U PG RAD E Proj ects 
Disc : ; ; 
y ; a ben tity i als Mepco a The Grainger Energy Services Team is your 
" ‘" " ° /, 6. epco * . ope . . 
ip 600 7820 800°F 271" Mepco ~~ 405Y83 resource to help with auditing, specifying, 
oh oy +33 oe Ais 4 20e0 que supplying, installing and commissioning/ 
u u 4 16 e co . . . . 
7 600 1830. 800°F 21%" Mepco 40596 verifying energy-efficient steam system 
vy 600 1830 800°F 21% Mepco 405Y99 roiects 
600-3820 B00" 3946" Mepco 40BY85 ea 
. , . i 16" epco 405Y85 ic] i i 
il 600 2820. 800°F  3%6° Mepco 405201 * 
* Includes strainers. 
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Steam Traps, Backflow Preventers & Vacuum Breakers 





(F)NPT Max. Condensate End to Max. Item 
Connections Operating (psi) Cap. Ib./hr. End Length Temp. No. 
Same Side 

yy" 15 psi 1200 3B 303° @125 psig 36Y244 
30 psi 1400 345 303° @125 psig _36Y250 

15 psi 1200 3%e 303° @125 psig _36Y245 

Yq" 30 psi 1400 3%8 303° @125 psig _36Y251 
79 psi 1800 oe 3//°@1/d psig _36Y256 

175 psi 1150 oY 3//°@1/5 psig 36Y261 

15 psi 2100 47," 3//°@1/5 psig 36246 

" 30 psi 2300 AR 3//°@1/5 psig _36Y252 
79 psi 1800 aes 3//°@1/5 psig _36Y257 

175 psi 1150 oY 3//°@1/5 psig _36Y262 

15 psi 2000 AY," 3//°@1/5 psig _36Y247 

4/4" 30 psi 2800 AY" 3//°@1/5 psig _36Y253 
79 psi 2000 o'6 3//°@1/5 psig _36Y258 

175 psi 2000 oe 3//°@1/5 psig _36Y263 

15 psi 3100 Ys" 3//°@1/5 psig _36Y248 

41%" 30 psi 4000 oy 3//°@1/5 psig _36Y254 
79 psi 3100 1/6. 3//°@1/5 psig _36Y259 

175 psi 3100 1/6. 3//°@1/5 psig 36264 

15 psi 9000 198 3//°@1/5 psig 36249 

15 psi 34,000 6%" 690° @ 300 psig _ 36278 

30 psi 8900 19 3//°@1/5 psig _36Y255 

9" 79 sl 7900 93a" 3//°@1/d psig _36Y260 
79 psi 22,000 6%" 650° @ 300 psig _ 36279 

129 21,000 6%" 650° @ 300 psig _36Y280 Armstrong 
175 psi 7100 gy" 3//°@1/5 psig _36Y265 


Horizontal 
Same Side 
No. 36Y244 





Horizontal 
In-Line 
No. 36Y266 


ine oii pst _ts,000 8000S 15938 Cast-lron and Ductile Iron Float 














15 psi 1200 51" 353° @ 125 psig 36266 2 
30 psi 2100 5" 353° @ 125 psig _ 36V269 
, pe Seieese soyee and Thermostatic Steam Traps 
Tees 18 ae ae ¢ He: psa Bare = Cast-iron body, except Nos. 36Y278 to 36Y281 are ductile iron 
af 30 psi 1200 By" 353° @ 125 psig _ 36Y270 Feature stainless steel internals for long life in applications where contin- 
‘és 75 psi 1800 5% 377° @175 psig _ 36273 , Sih ain a! , Hay i , 
175 psi +100 A 377° @ 175 aia 36Y276 uous drainage with high air-venting capacity is required. Horizontal Same 
15 psi 9100 5 Ys" 353° @ 125 psig or savage Side models feature inlet connections on both sides of the body to provide 
a 377° @ 179 psig flexibility in pipin 
: el a eal “377° @ 178 Dsiq. alll Note: Steam -_ ne - for use in systems where excessive hydraulic or thermal shock 
7 i : : USE IN SY. W X Ive nydraull 
75 1800 BY: 377° @ 175 36Y274 
175 psi 1100 A 377° @ 175 Tig 36Y277 are present. 
QIWAITS 
REGULATOR Ss ? 
Carbonated Beverage Backflow Preventers A 
= Max. pressure: 150 psi wee 
= Max. temp.: 130°F, except No. 5AJ86 is 110°F on 
Dual check design and can install flow-up, flow-down, or horizontally. \ i 
PPO (POLYPHENYLENE OXIDE) 
Install permanently on water supply line to protect against copper poisoning \ , 
in carbonated beverage dispensing lines. Flare connection. Certified for use in No. 6KK22 
potable water applications. Meet ASSE 1022 and NSF 372. 
316 STAINLESS STEEL 
For use on post-mix carbonated beverage equipment and dispensing equipment 
for tea and coffee. SAE male flare connection. Certified to ANSI/NSF 18, Manual 
Food and Beverage Dispensing Equipment; all rubber compounds comply with 
FDA food additive regulations. No. 5AJ86 
No. 5AJ86 
Dual check valve meets ASSE 1032. Apollo Watts 
PPO Stainless Steel 
No. 5AJ88 Item Item 
; . =e : Size L No. No. 
Atmospheric port provides visual indication of the failure of the second check. i 32" 6KK21 — 
Wye pattern strainer model for water supply installations. Dual check valve with ss 7 : SRK amine 
atmospheric vent meets ASSE 1022. ¥;i Ay —_ 5AJ88 
Hose and Laboratory Wars Srseacrainccr ZURN. 
Connection Vacuum Breakers APPROVED WILKINS 
Prevent backsiphonage of contaminated water into water 
supply. No need for plumbing changes. Suitable for hot 
or cold water service. Single-check design. No. 5DMJ5 is : ae nae Pou rem bend aod) fem 
certified for use in potable water applications. Nos. 6KKO8 ‘Qual ¢heck Vacuum Breaker YP a 
and 6KKO9 have 2 independently acting soft-seated 3p" Chrome 125 psi ‘FIP =a Watts  36LFN9C-36" 5DMJ5 
checks. Nos. 6AJZ3, 6KKO8, and 6KKO9 come with a Lab Faucet Vacuum Breaker 
break-off attachment screw for permanent installation. All 3," __Chrome-Plated Brass__150psi_FNPT_ 80°F __Apollo 3850202 __ 6KK09 
models meet ASSE: except No. 5DMJ5 meets CSA only: ee Brass 150 psi MNPSM 180°F Apollo 3850201 6KKO8 
Nos. 6AJZ3, 6A766, 6LL80, and 6LL79 also meet ANSI; Brass 125 psi_ FIP x GHT_180°F GA 108-904 6AJZ3 
Nos. KKB, GKKOS, 6A765, 22NSBS and 22N567 also Bas 0s SH (°F Wats a eH766 
meet ; Nos. 6A7 and 6LL79 also meet a rass psi : atts 
Brass, Stainless Steel 125 psi. GHT _180°F Zurn Wilki BFP-9 _22N566 
UPC; Nos. 6KK08, 6KKO9, 6A766, 6LL80, and 6LL79 also Brass. Stainless Steel Ace 195 a GHT—180°F Zurn Wilkins BFP-6F ~~ 22N567 
meet CSA. Chrome-Plated Brass 125 psi GHT _180°F Watts 8BC 6LL79 No. 6KKO8 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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PLUMBING 
Steam Traps, Backflow Preventers & Vacuum Breakers 


Scan. Order. Done. 
Details on page A1. 


rey, 





Wwars <URN 
WILKINS 


Atmospheric-Type Vacuum 


= Max. pressure: 125 psi 


Prevent back-siphoning of polluted water into 
potable water systems and are corrosion-resistant 
forged-brass construction, except Nicholson® models 
help protect plant and process equipment against 
vacuum conditions typically associated with cooling 
applications. Nicholson models also promote better 
heat transfer efficiency, allow condensate to be 
drained from steam systems, and are for use in heat 
exchangers, jacketed kettles, steam mains, and other 





Breakers 


Apollo, Lead-Free Bronze and Lead-Free Bronze Rough Chrome— 
Nos. 40D832 to 40D836 are certified for use in potable water applications. 
All models meet ASSE 1001 and NSF/ANSI. 


Apollo, Rough Brass and Rough Brass Polished Chrome—Meet ASSE 
1001. 


Watts, Lead-Free Brass—Certified for use in potable water applications. 
Meet ASSE 1001 and ANSI A112.1.1, CSA B64 Certified; except Nos. 46A958 
and 46A957 meet ASSE 1001 and are CSA B64.1.1 Certified only. 


No. 6KKO3 Zurn Wilkins, Cast Brass and Cast Bronze—Certified for use in potable 
process equipment. water applications. Meet ASSE 1001 standards and CSA Certified; IAPMO 
Note: Only install in areas where water spillage will not cause Listed. 
damage. Not for continuous-pressure applications. 
Zurn Wilkins 
Apollo Apollo Cast Brass, Cast 
Apollo Lead-Free Bronze- Apollo Rough Brass- Watts Watts Bronze, Silicone, 
Lead-Free Bronze; Rough Chrome; Rough Brass; Polished Chrome; Lead-Free Brass; Lead-Free Brass; Ultem, Polypropylene; 
Max. Temp.: 212°F Max. Temp.: 212°F Max. Temp.: 212°F Max. Temp.: 212°F Max. Temp.: 180°F Max. Temp.: 33° to 180°F Max. Temp.: 180°F 
FNPT FNPT FNPT FNPT FNPT NPT FNPT x FNPT 
Item Item Item Item Item Item Item 
Size No. No. No. No. No. No. No. 
yj" 40D832 31EE40 6KJ98 6KJ99 46A958 29YL78 * _ 
— — — — — 29YL73 _ 
¥e" 40D833 31EE41 — 6KKO2 46A957 29YL79 7 — 
Vy" 400834 31EE43 6KK03 6KK04 — — 22N560 
¥4" 40D835 31EE45 6KKO5 6KKO6 — 29YL81 * 22N561 
1: 40D836 — — — — 29YL77 22N562 
1%" — — — — — — 22N563 
1%" — — — — — — 22N564 
2" — — — — — — 22N565 
* Polished chrome. 
Mid-West® ZURN 
WWATIS Instrument ZURN. 
WILKINS 


Backflow Test Kits 


= Accuracy: +2 psid (descending), except No. 34CU35 is +1 psid 
(descending), and No. 5AJ67 is accurate +1% of full scale 


For testing reduced pressure principle, pressure vacuum breaker and double check valve backflow prevention 
assemblies. Nos. 6AJV6 and 34CU33 to 34CU35 have soft-seated brass needle valves with replaceable valve 
seats and cleanable 90-micron filters that reduce plugging with scale, sand, and other contaminants. Capable of 
performing all known test procedures including those recommended by ASSE, AWWA, FCCC, HR-USC, and NEWWA. 
No. 34CU34 allows you to perform tests with the gauge mounted in carrying case, or gauge can be easily removed 
for added portability. Nos. 34CU33 to 34CU35 include 3 sets of brass fittings for hookup to all standard size test 
cocks. No. 20RJ62 fits %4" to 2" backflow preventers and includes three %" plastic quick test fittings and O-rings. 








Mfr. Item 
Item RaucadD For Use With Bach Kalba HG cayrest Va (Oy HOSE Ad Brand Model No. 
:; educed Pressure Principal Backflow nalog Test Gauge, (3) Test Valves, ose Adapters, : 
Backflow Preventer Test Kit, 3 Valve Preventers and Double Check Valves (3) 3 ft. Hoses, 16" Security Strap, Carrying Case Watts TK-9A — TKYB6 
Carrying Case, Analog test Gauge, Pressure Gauge, 
(3) 5ft Hoses, NPT Adapter Fittings (Set of 12), Clear Midwest 845-5 G6AJV6 
4 ft. Bleed Tube, Certificate of Calibration. 
Carrying Case, Analog test Gauge, Pressure Gauge, 
Grainger Items 34CU36, 34CU37, 34CU38, 34CU39, 34CU41 (3) 5tt Hoses, NPT Adapter Fittings (Set of 12), Clear Midwest 835 34CU34 
' 4 ft. pleed Tube, vec cate of pallbration. 
. arrying Case, Analog test Gauge, Pressure Gauge, 
Backflow Preventer Test Kit, 5 Valve (3) 5ft Hoses, NPT Adapter Fittings (Set of 12), Clear Midwest 847 34CU35 
4 ft. Bleed Tube, Certificate of Calibration. 
Carrying Case, Analog test Gauge, Pressure Gauge, 
Grainger Items 34CU36, 34CU37, 34CU38, 34CU40, 34CU41 (3) 5tt Hoses, NPT Adapter Fittings (Set of 12), Clear Midwest 830 34CU33 
4 ft. Bleed Tube, Certificate of Calibration. 
Pressure Vacuum Breakers, Anti-spill Vacuum Breakers, Analog Test Gauge, (3) Test Valves, (12) Hose Adapters, Watts TK-99E  5AJ67 
Reduced Pressure Zone Assemblies and Double Check Valves ; apres 16" secur stra and varying vase. ig 0704 3aCU137 
‘ ‘ 2 uick Connect x % Flare an pare O-Rings idwest 
Backflow Quick Connect Adapter Grainger sleet sais 34C0U35, 6AJV6 3 7" NPT Quick Connect ADPT x ¥%" Flare and 3 Spare O-Rings Midwest 110704 24038 
; rainger Item 34CU33 (3) Replacement Hoses idwest 4CU4 
Backilow Test Kit Replacement Hose Grainger Items, 34CU34, 34CU35, CAJVG (3) Replacement Hoses Midwest 110645 34CU39 
Bleed-Off Valve Assembly — Midwest _ 830-0001 6AJV7 
eee ocean oo Grainger Items 84CU33, 34CU34, 34CU35, GAVE (6) Replacement In-Line Hose Filters Midwest 98008 34CU41 
Mfr. No. 14-975XL, 38-975XL, 12-975XL, 34-975XL, 1-975XL, 
Plastic Quick Test Fittings ey eo aes ae ea (3) Fittings Zurn Wilkins RK14-QTP 20RJ62 
2-975XL2, 12-375XL, 34-375XL, 1-375XL, 114-375XL 
(3) Y" NPT Quick Connect ADPT x 4" Flare and 3 Spare O-Rings _ Midwest 110631 6AJWO 
Contains Three 4" NPT 90 Degrees Swivel Quick Connect ADPT 
x Y%" Flare, Three 2" NPT Quick Connect x %4" FNPT ADPT, Three Midwest 110706 G6AJW2 
¥4" NPT Quick Connect x 4" FNPT ADPT,and 3 Spare O-Rings 
Test Cock Adapter Kit Contains Three 4" NPT Quick Connect ADPT x %" Flare, Three 
Grainger Item 34CU33, 34CU34, 34CU35, GAJV6 Yo" NPT Quick Connect x %4" FNPT ADPT, Three 3%" NPT Quick Midwest 110617 6AJV9 
vonnect x V4" ENPT ADPT, a al come wath 3 ebare Pas 
ontains Three “4° NPT Quick Connect x Ya Flare ‘ 
90 Degree Swivel Fitting and Three Spare O-Rings Midwest 110705 GAJW' 
Verticle Tube kit One 15 x %" Diameter Tube/Test Cock Adapter Assembly Midwest 830-0003 G6AJV8 


and One 15 x %" Diameter Extension Tube 
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GRAINGER CHOICE’ PLUMBING 
Find the yf. Find Solutions. Find Great Prices. Backflow Preventers 
ZURN. . Watts 009 Series Watts 909 Series 










Zurn Wilkins 
975XL Series 
No. 6AVX6 


Wa WATTS WILKINS No. 5DMJO 


Reduced-Pressure Zone 
(RPZ) Backflow Preventers 


= Max. pressure: 175 psi 
= NPT connections, except Nos. 5DMJO to 
5DMJ4 have IPS, Nos. 15W053 to 15W055 
have flanged end 
= Find information on kit contents at Grainger.com® 


Help prevent the reverse flow of polluted water into 


t No. 15W048 


Watts Repair Kit 
for 909 Series 
No. GAUU4 


Zurn Wilkins 
375XL Series 








No. 45K857 
the potable water supply due to backsiphonage and a 
backpressure. Backflow ef = ) 
: . Preventers =? 4 
Watts 009 Series—No. 6A771 is the M1 version of = Body Max. Item —, 
the 009 Series. Nos. 429/28 to 429/30 meet ASSE, Size, Material, M_L_temp.___No. O 
CSA, and are 3-UL Classified. Nos. 5DMJO to 5DMJ4 sy’ AV" 59%" 45K850 
meet ASSE, AWWA, CSA, IAPMO Foundation for Cross- aay = eH 49 epee 
Connection Control and Hydraulic Research at USC. 1’ CastBronze ~ 5%" 13” '80°F —a5Kg53 
Nos. 6A770 and 6A771 meet ASSE 1013, AWWA 1 Bahia pep mere npasrtnens: a 
C-511 -92, CSA B64.4, and IAPMO. Nos. 26X125 to Zurn Wilkins 975XL Series oS om 
7 5Y" 12" 6AVX4 
26X140 meet ASSE, CSA, UPC, and USC. Bi 13 _ BAUXS alc 
Zurn Wilkins 375XL Series—Models have a tar Bronce ot. ra | 80NF oe Repair kit Seat 
pressure differential relief valve located between 2 2" 6%" 18%" BAVXE Item Item 
j inq- tem For Use With No. No. 
independently operated spring-loaded centers. Meet For Use With No. Watts Repair Kits for 009 Series 
ASSE 1013, IAPMO, CSA, and USC. NSF-61 Listed. Watts Repair Kits for 009 Series Watts Series 009, 4 to 14" 6AUP2 6AUT6 
; Mfr. No. 009QT, 2 SSOO9M3QT 5AJ57 Watts Series 009, % to 1" 6AUP3 6AUT7 
ee a 
No. QUS-MIT-UTs, atts Series KA 
end connections. Meet ASSE 1013, AWWA C-511-92, — Watts No. 0090T 5AJ60 Watts Series 009 M2. 1" 6AUP8 | 6AUUO 
CSA B64.4, except No. 26X122 also meets UPC and Mfr. No. 009QT oAJ61 Watts 009 M2, 1% to 1¥2' = 6AUU1 
USC Watts Series 009, 2% to 3" 6AUTO Watts Series 009 M2, 1% to 172" 6AUP9 — 
Watts Series 008 Mt t % to 2" oat Watts Series 009 M2 6AURO SAUL 
es - atts Series EA atts Series 009 M3, 34° _ 
Zurn Wilkins 975XL2 Series—Top entry allows Watts Series 009 MOT" 6AUT3 . Second 
easy access to internal components. Meet ASSE 1013, Item First Check, Check 
CSA Certified. IAPMO Listed d NSF-61 Listed A Size For Use With No. Valve Valve 
ertified, isted, an -O1 LISLE ANNEX Watts Air Gaps Repair Kit | Repair Kit 
G. Ya" to V2" Series 909, 4" to 2" 1KYE8 Item Item 
i to \, outlast to \, ee For Use With No. No. 
iki iac— 4 to3 erles 909, 1%" to 3° Watts Repair Kits for 909 Series 
Zurn Wilkins 975XL Series—Provide protection 2%5"t0 10° Series 957, 2¥"to 10"  4RCX9 Watts Series 909. 34 to 1" 6CUJ6 = 
where a potential health hazard exists. Meet ASSE 7 to 6" Series 909, 4" to 6" 1KYE4 Watts Series 909 M1, 1% to 2" 6CUK1 — 
Watts Caps/Adapters Watts Series 909, 2¥ to 3" 6CUJ7 6CUN3 
1013, IAPMO, CSA, FM, and USC. i — lati Sets = gauyt Watts Series 909, 4" 6CUJ8 | 6CUN4 
F —— Dey “TC, % Relief | Backflow 
Air Gaps—Provide an unobstructed separation — 7 Waite Canoe aie Valve |Preventer| Total 
between potable water supply discharge and receiv- SAF IC, 14 SAE Repair Kit Repair Kit Relief Kit 
is : u u atts a “T, tem tem tem 
ing vessel opening. Vp i 4 _ i to a NPT . si . For Use With : No. No. No. 
— ; : a atts Series SAE-TC, 4° atts Repair Kits for 909 Series 
Repair Kits—Include disc assemblies, O-rings, and =>" Watts Vent Elbows Watts seri 909.2% to 3" | GAUR2 ms 6AUU5 
diaphragm. = Watts Series 909 ELA__—s 6AUY9 Watts Series 909, 4" 6AUR3 = 6AUUG 
— Watts zones ne ane oe Watts Series 909 Wii, 4 to 8" 6AUR6 SAUT — 
—_ ili = atts Series atts Series 909, 6° 4 — 
Test Cocks : Use to facilitate backflow assembly — Watts Series 909 ELH BAUZ2 ian 
testing or as isolation valves for gauges or small Item For Use With No. 
equipment lines. Backflow For Use With No. Zurn Wilkins Repair Kits for 975XL Series 
Preventers Watts Repair Kits for 909 Series Zurn Wilkins No, 14-975XL, 38-975XL, 6CUNG 
Body Max. Item Mfr. No. $4 909QT, 1 909 QT 1RCW1 and 12-975XL6AVX1, 6BAVX2, 6GAVX3 
Size _ Material Ww L ‘Temp. No. Mfr. No. 11/4 909 QT, 11/2 909M1QT, 2 909M10T 1RCW3 Zurn Wilkins No. 114-975XL, 112-975xL, 2-975XL  6CUN8 
Watts 009 Series Mfr. No. 21/2 909 NRS, 3 909 NRS 1RCW4 Zurn Wilkins No. 34-975XL, 1-975XL 6CUN7 
yo» Copper Silicon — 1 4444 429)28 * Mir. No. 4 909 NRS 1RCW6 Item 
2 Alloy 2 Mfr. No. 957-OSY 21/2, 957-OSY 3", 957-OSY 4" 1RCY2 Description For Use With No. 
%" Lead Free Brass 49%" 10" 5DMJO Watts Series 909, % to 1 GAUR1 Zurn Wilkins 
Ya" Bronze 57 14" 6A770 Watts Series 909, % to 1" 6AUU4 Y4" Ball Type Test Cock Mfr. No. 14-860XL 20RJ65 
yj,» Copper Silicon — Fyn 442448 42929 * Watts Series 909, % to 1 6CUN2 ¥' Ball Type Test Cock Mfr. No. 18-860XL 20RJ66 
Alloy Watts Series 909 M1, 1% to 2° 6AURS Complete Baliek Mfr. No. 975 212, 
Ys Lead Free Brass 5" 1094" 5DMJ1 Watts Series 909 M1, 1% to 2" 6AUU8 Valve Repair Kit 975 213,975214, 20RJ58 
J ead Free Bronze 2/8, 10% 26X126 Item eon nae 975 215, 975 216 
Sq" 3/6 13'%6' 180°F 26X139 For Use With No. Low-Lead YA" Ball Mt N 18-860XLFT 20RJ67 
ik Bronze 6%" 20%" 6A771 Watts Test Cocks for 009, 909 Series Type Test Cock bcs 
y+ Copper Silicon yg» erage 429330 * Watts Series RK-SAE-TC, ¥%" SAE 6AUYO Mfr. No. 34-975XL2, opp y7q 
Alloy - Watts Lead-Free Test Cocks for 009, 909 Series Low-Lead 375 Series 34-375XL 
1" Lead Free Brass 5%" 1654" SDMJ2 Watts Series LF-RK-TC3, 21" 46A950 Vessel Repair Kits Mtr. No. 14-975XL 20RJ72 
1 ead Free Bronze 38 14%" 26X125 Watts Series LF-TC, 7%" 46A951 Mfr. No. 114-975XL2  20RJ73 
1" 3%6 18%" 26X140 Watts Test Cock Repair Kit 46A952 Mfr. No. 975 212, 
1" oad Free Brass ©, 17 5DMJ3 Watts Series LF-TC, 14" 46A953 Repair Kit 975 213, 975 214, 20RJ51 
z 7% 21% 5DMJ4 Watts Series LF-TC, %" 46A954 975 215, 975 216 
Zurn Wilkins 375XL Series Watts Series LF-NPT-TC, %' 46A955 Mfr. No. 114-975XL, opp yaa 
a 3%6" 87h 45K857 First Check) Second 112-975XL, 2-975XL 
5/4" 3%6 = B' 45K858 Valve (Check Valve Repair Kits for Mfr. No. 34-975XL, 20RJ39 
i Low Lead 4V"  11%6' 180°F 45K859 Repair Kit | Repair Kit 975XL Series 1-975XL 
1%" Cast Bronze 644" 147%" 45K860 Item Item Mtr. No. 14-975XL, 20RJ63 
1H" 6%" 151%" 45K861 For Use With No. No. 38-975XL, 12-975XL 
2 6%" 16° 45K862 Watts Repair Kits for 009 Series Mfr. No. 114-975XL, 20RJ35 
Watts 909 Series Watts Series 009, % to % in 6CUH6 6CUL3 112-975XL, 2-975XL 
yp" 10%" 17" 15w048 Watts Series 009, % to 1 in 6CUH7 | 6CUL4 Aubber Banal Mfr. No. 34-975XL, opp 3g 
ik 10%" 17" 15w049 Watts Series 009, 1% to 2 in 6CUH8 | _6CUL5 p 1-975XL 
Tv" Bronze 13%" 23%" 140°F | 15w050 Watts Series 009, 2% to 3 in 6CUH9 | 6CULG Mfr. No. 375, 37548, agp sg 
1H" 13%" 23%" 15W051 Watts Series 009 M1, 1% to 2 in 6CUJO 6CUL7 375A9, 375A10 
ey 13%" 23%" 15w052 Watts Series 009 M2, % in 6CUJ1 6CUL8 Seal Rin Mfr. No. 950XL34, o0RJ45 
a Da AD 10°F 1BWOS4 Watts Series 009 M2"1V4to- 174i 6CUN3 ~~ BCUND UE No, 34:975XL 
3 : 4! a 5W054 Watts Series 4to 1% In ; mise r. No. 34- : 
ge  Gastlron 575g 15W055 Watts Series 009 M2, 2 in 6CUJ4 | 6CUN1 Seal Ring Repair Kit 1-975XL 20RJ60 
4" 34%" 55%" 140°F | 26X122 Watts Series 009 M3, ¥4 in 6CUJ5 = * Press connection. 
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PLUMBING 
Backflow Preventers & Vacuum Breakers 


Scan. Order. Done. 
Details on page A1. = 





No. 
20RJ48 





RPZ Backflow Preventers with 
Composite or Ductile Iron Body 


= Max. pressure: 175 psi 

= Max. temp.: 180°F; except Nos. GAVY4 to 6CUN5 are 140°F 

= For kit contents, go to Grainger.com® 

Designed for installation on potable water lines to protect against both back- 
siphonage and backpressure of contaminated water into the potable water 
supply. Assemblies provide protection where a potential health hazard exists. 
Removable pressure vessel allows for easy repair and maintenance. Composite 
materials reduce the amount of bronze in the valve providing a built-in antitheft 
feature. Meet ASSE 1013, IAPMO, CSA, and USC. 


Item Item 
Size Connection No. Size Connection No. 
Reduced Pressure Zone Backflow Preventers Bronze Valve Body and Shut Off Valves, 
Bronze Composite Housing and Check Modules 
Y" 46KK25 Y4" 6A 
y4" 46KK26 il 6AVYO 
1" ENPT 46KK27 14%" FNPT XFNPT  6AVY1 
144" 46KK28 1 is 6AVY2 
1," 46KK29 6AVY3 
2 46KK30 Ean Coated Ductile Iron Body 
ee Flanged x oN 
i Flanged 
4 6CUN5 
Item 
For Use With No. 
Lead-Free Zurn Wilkins Series 375R Repair Kits 
Zurn No. 34-375, Lead Free 6CUNS 
Zurn No. 1-375, Lead Free 6CUPO 
Zurn No. 114-375, 112-375, and 2-3/5 6CUP1 
Zurn No. 212-375A and 3-3/75A 6CUP2 
Zurn No. 212-3/5A, 3-3/5A, 4-375A 6CUP3 
Item 
Description For Use With No. 
Repair Kits 
3/5 Inlet Ball Valve Repair Kit Mfr. No. 375-1 20RJ64 
3/5 series Repair Kit Mir. No. 375, 375A8. 3/5A9, 3/5A10  20RJ49 


Mfr. No. 2-375, 212-375A, 3-375A, 4-375A 20RJ48 
Mfr. No. 212-375A, 3-375A, 4-375A _ 20RJ42 
Mir. No. 212-375A, 3-3/75A, 4-375A —_ 20RJ41 
Mfr. No. 375, 375A8, 375A9, 375A10 — 20RJ43 
Mir. No. 212-375A, 3-3/75A, 4-375A —_ 20RJ40 

Mfr. No. 4-375A 

Mir. No. 2-375, 212-3/5A, 3-3/5A, 4-375A 20RJ46 


Complete Repair Kit, 212° to 6° 

Number 1 Check Assembly Repair Kit, 2%" to 4° 
Number 1 Check Assembly Repair Kit, 2%" to 6° 
Number 1 Check Assembly Repair Kit, 8° to 10° 
Number 2 Check Assembly Repair Kit, 2%" to 6° 
Number 2 Check Assembly Repair Kit, 4" to 6° 
Wilkins No. 212-375 Repair Kit 


RPZ Y-Shaped 
Backflow Preventers 


= Max. pressure: 175 psi 
= Max. temp.: 140°F 
= For kit contents, go to Grainger.com® 


Modular relief and check valves can be 
removed without the danger of spool substi- 
tution. Bronze construction. Use in industrial 
irrigation systems to protect against contam- 
ination from high-hazard (toxic) fluids. Meet 
ASSE 1013, AWWA C-511-92, CSA B64.4. 


No. 3AZF7 


Mfr. Item 
Size Connection W L Model No. 
Reduced Pressure Zone Backflow Preventer, Bronze 
Yq 4" 149%" V4 825 YA 3AZF7 
1 ENPT 4" 149%" 1 825 YA 3AZF8 
1¥," 10" oe: 825 YA 1 % 6AUX3 
2 10" 22 825 YA 2 6AUX4 
Reduced Pressure Zone Backflow Preventer, Lead Free Bronze 
Yq" 4Ve" 1 ¥4 LF8B25YA-QT RP 26X127 
1 NPT 4Ye" 1274" 1 LF825YA-QT RP 26X128 
1%" 5: 17" 1 % LF825YA-QT RP 26X129 
2. ay 1/Y4' 2 LF825YA-QT RP 26X130 
Item 
Description For Use With No. 
Repair Kits 
Check Valve Repair Parts Febco Backflow, % to 1" 15W038 
Febco Backflow, % to 1" 15W039 
es Febco Backflow, % to 1" 15Ww042 
neler ave epalrnt Febco Backflow, 11% to 2° 15w044 
Febco Backflow, 11% to 2" 15W047 
Febco Backflow, 3% to 1" 15w040 
uae Weal iat Febco Backflow, 1% to 2” 15045 
Fedco Backflow, % to 1" 15W041 
Single Check Kit Febco Backflow, 1% to 2” 15W046 
2906 GRAINGER. 


ITT 





20RJ44 





Find even MORE on Grainger.com® 








No. 
36Y566 






No. 40D853 


Lead-Free Reduced-Pressure 
Zone (RPZ) Backflow Preventers 


= Max. pressure: 175 psi Repair Kits—Use to Replacement 

= Max. temp.: 180°F replace all elastomer Test Cock—Use to 
= Bronze body parts in assemblies. facilitate backflow 
Top-mounted test cocks. Include O-rings, seat, and assembly testing or 
Backflow preventers are certi- diaphragm relief valve. as isolation valves 
fied for use in potable water for gauges or small 
applications Meet ASSE 1013, equipment lines. 
USC, FCCCHR, and ARRA; 
UL Classified when ordered 
without ball valves. 


Air Gap Drain 
Kits—Funnel minor 
relief valve discharges 
into the drainage system. 
Threaded connections. 





Mfr. Item 
Size Connection W L Model No. 
Lead Free Bronze Reduced Pressure Zone Backflow Preventers 
YA" FNPT 2 10%' 4ALF203A2F 40D852 
Yq" FNPT 3 1293" 4ALF204A2F 40D853 
1" FNPT 3" 14%' 4ALF205A2F 40D854 
14" FNPT bY 17%" 4ALF20612F 40D855 
1%" FNPT 5 18" 4ALF20712F 40D856 
2. FNPT 5 20 V8" 4ALF20812F 40D857 
Item 
For Use With No. 
Backflow Preventer Repair Kits 
Apollo No. 4020112, 4020212, and 4020312 2ZXY7 
Mtr. No. 4020412 2ZXY8 
Mtr. No. 4020712 2ZXY9 
Item 
Size For Use With No. 
Air Gap Drain Kits 
V4" 3/8", V2" Mir. No. 4020112, 4020212, 4020312 2ZXY5 
¥4" to 1° Mfr. No. 4020772 2ZXY6 
Yo Yq, 1 4A RPZ ¥2" to 1° 40D971 
1%", TA Yo" 4A RPZ 1%" to 172" 40D972 
Zz 4A RPZ 2° 40D973 
Test Cock, MNPT x FNPT 
Ya x Va" Testable Backflow Devices 36Y566 
"7 It3 
Geen ees ey | 
SE 
z No. 
29YL74 
Bronze and Lead-Free Brass WYIWATTS 


Antisiphon Vacuum Breakers 


= For kit contents, go to Grainger.com® Lead-Free Brass 288 Series— 
Protect the potable water supply against Ideal for low flow installations 
backsiphonage of contaminated water such as laboratory equipment 
in indoor point-of-use applications. NPT that use a small amount of water. 





connection. Meet USC, except Lead-Free Item 
288 Series meets ANSI A112.1.1 and Vacaum for Use Rabi is No. 
ASSE 1001; CSA B64 Certified. for Watts Series 008 
. Watts Series 008, %4 to 1 In 6AUV6 
Bronze 800 Series—Use for Watts Series 008 %to % in GAUVS 
health hazard continuous-pressure ralprree apheae Kits 
applications where the water enters Watts Series 800, to 1 in 6CUK2 
equipment at or below its flood rim. Watts Series 800, 1 to 1 in 6AUVO 
Watts Series 800, Y to 1 in 6AUV7 
Watts Series 800 M2, %2to1in 6CUK3 
Max. Temp. Mfr. Item Watts Series 800 M2, Yeto1in 6AUV1 
Size Pressure Range Model No. Watts Series 800 M2, to 1in GAUV8 
Bronze, Watts 800 Series Watts Series 800 M3, Yeto%in 6CUK4 
ff" 180 psi 33°to 800M40T3/4" 1RCZ6 Watts Series 800 M3, 2 to %4 in 6AUV2 
T" PS! 1480°F “800M4QT1-1° 4RCZ8 Watts Series 800 M3, % to %in GAUVS 
Lead Free Brass, 288 Series Watts Series 800 M4, %to% 6CUK5 
3" LF288A-3/8° 29YL74 Watts Series 800 M4. Yto ¥%in GAUV3 
Yi 125 psi 33°to LF288A-1/2" 29YL75 Watts Series 800 M4. Yto%in 6AUWO 
YA" PS! 4g9°F “LF288AC-1/2" 29YL80 * Watts Series 800 M4. 1 in 6CUK6 
Yq" LF288A-3/4" 29YL76 Watts Series 800 M4. 1 in 6AUV4 
* Polished-chrome finish. Watts Series 800 M4, 1 In 6AUW1 


1-800-GRAINGER (472-4643) 


PLUMBING 
Check Valve Assemblies & Valve Enclosures 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





WYWATIS 
Double Check Valve Assemblies 


= Max. pressure: 175 psi For cross-connections identified as for nonhealth-hazard 





Watts 007 Series Lead-Free Watts 007 Series 






= Max. temp.: 180°F applications. Include strainer. NPT connection. Meet ASSE Size aenel ha geal ri 
= Bronze body 1015 and AWWA C-510-89, except Lead-Free models meet " oo7MeaTs-3/8 6A767 4 ESHA 15W058 
ASSE 1015, AWWA C-510, CSA B64.5, and IAPMO PS31. °——O07MIOTS:-S 6A769 > TFOO7M1-OT-€  45WO060 


Lead-Free Double Check Valves Assemblies 


= Max. pressure: 175 psi 
= Max. temp.: 180°F 





oo, Mfr. Item 

Help protect potable water supply from contamination due to Size W L Model No. 

‘lia § Yo" 2%" 11" 4ALFI03A2F 400846 
reverse flow. Accessible internal components ease maintenance. 7, 3" 499; 4ALFIOAADE 400847 
Test cocks with SAE flare connection for faster testing. Stainless 137" 149%" 4ALFTOSA2F 400848 
steel handles and trim for long life. NPT connection. Certified for use 1% 4%" 18%4" 4ALFIOGAZF 400849 
le os TA" 4%" 18%" 4ALFI07A2 400850 
in potable water applications. Meets USC, IAPMO, and CSA Certified. a" 5x" 21%" 4ALFIOSA2F  40D851 





REGULATOR 
Dual Check Valves WIWATTS 
Protect against backpressure and 
backsiphonage contamination by Material of Max. Water Max. Mfr. Item 
nonhazardous liquids. All models oa Ky Connec. Type Construc. Pressure Temp. Brand Model No. 
ula eck Vaive 

meet ASSE 1024, except where yA! ress Brass 175 psi 250° Watts Regulator %9DM2-PRESS 429J17 
indicated in table. For a complete ol Check Valve a Aiea Vent . - ae areas eats 
: Wf adi 2 nion ronze — r atts -M3-1/2" 7 
list of standards and specifications, FNPT Union Bronze — 250° Watts QD-M2-3/4"_4A811 * 
go to Grainger.com® and search for %' FNPT Union Forged Brass 175 psi__250° Apollo 4A4A44AM __ 48UE76 * 
sndividuial products FNPT x MNPT Brass — 180° Watts 912-HP% —5AU89 * 

: | real rree = Dual APT Lead-Free B 180 W % LF7 U2-2  46A960 

. ead-Free Bronze — ‘ atts 4 - 

Nos. 4A810 and 4A811—With FNPT Lead-Free Bronze 175 psi_180° Apollo 4aLF3Ad4A 620047 
FNPT Lead-Free Bronze 175 psi id pollo 4 
integral strainer and durable Yq" MNPT x Union FNPT Lead-Free Bronze — 180° Zurn Wilkins 34MX34UF-700XL_ 22N553 No. 4A811 
rubber discs. SWV X NPT Lead-Free Bronze 175psi 180° Apollo 4ALF3S54A —_‘ 40D864 


Union FNPT x FNPT Lead-Free Composite 180° Zurn Wilkins = 34UFX34F-705 22N556 





No. 48UE76—2 independently Union FNPT x FNPT Lead-Free Bronze — _ Zum) Wilkins aU 700XL AY 
i ing- . i FNPT Lead-Free Bronze _— ig atts BLE 46A95 
acting, spring-loaded check valves; % FNPT Lead-Free Bronze 175 psi 180° Apollo ANLF3A22A  40D858 
corrosion-resistant housing. FNPT Lead-Free Bronze — 180° Watts 1LF7U2-2 _ 46A961 
FNPT Lead-Free Bronze 175 psi 180° Apollo 4ALF3A55A ——- 48WL17 
No. SAJBS—For nonhealthhazard, ys NSW XNPT__——Leae¢ Fee Bronze 178 psi 180° "Apollo. 4NLFSS65A — a0D868 
: : ead-Free Bronze psi pollo 
continuous-pressure use and ideal Union Female Meter x FNPT Lead-Free Composite — 180° ZurnWilkins 1UFMX‘F-705 22N559 
ee Union FNPTx ENT Lead-Free Bronze —=180"Zurn Wilkins 1UFX1F=700xL—22No84 
: F nion Xx €ad-rree bronze — rc urn WHKINS = 
areas. Ball valve design and inte- 4" Union Female Meter x FNPT Lead-Free Composite — 180° Zurn Wilkins 1UFMX34F-705 22N558 
gral stainless steel screen. Can be _Lead Free - Dual Check Valve w/ Atmospheric Vent No. 48UE76 
mounted vertically yy FNPT Lead-Free Brass 175 psi 250° —_— Apollo 4ALF4A33AM _ 406F53 = 
* Meet ASSE 1012. 
Valve Enclosures and Boxes iThiBox! NDS 
Valve Enclosures—Help protect 
backflow protection devices, 
valves, and pumps from freez- 
ing. The vandal-resistant access : A _ : _ : item 
sini : ; escription ateria olor 0. 
cover Is hinged; lockable. Drain Valve Enclosures, HOT BOX 
Openings accommodate maximum peated un za ue ese a i ' l g' ci 
: : Heated, Pipe Size: 1", Ins. Class: : : a 
RPZ discharge. 120V. Unit can be Heated. Pipe Size: 2" Ins. Class: R8 Fiberglass Beige 58°43" 39" BCHKA 
anchored to a concrete pad. Meets Heated, Pipe Size: 3", Ins. Class: R8 45" 26" ~—70" ~~‘ 6CHK3 
ASSE 1060 Heated, Pipe Size: 4", Ins. Class: R10 = Aluminum Gray 50%" 32" 90"  6CHK5S 
; Unheated, Pipe Size: ta is. lass. 8 a ne a eet 
eT Unheated, Pipe Size: 1", Ins. Class: : : ' 
Valve Boxes—Protect Ir igation Unheated, Pipe Size: 2", Ins. Class: R8 Fiberglass Beige 23° 13° 39" 6CHK2 
valve and the overlapping cover Unheated, Pipe Size: 3", Ins. Class: R8 45" 26" 70" 6CHK4 
Unheated, Pipe Size: 4", Ins. Class: R10 Aluminum Gray 504%" = 32" 90" 6CHK6 





keeps debris from between the body »walye Boxes, NDS 


and cover. Rugged PVC construction _ Oval, Pipe Size: 214" x 294" Polyolefin Green a a ig 1A one 
. . 1s " y 
with fade-resistant finish. For use in pectangular pyc _Black/Green 45 50" 13" 20RE35 


commercial, residential, and munici- Ractangular Pied Swe DV xO : Was sve 21a 2ORESB 
‘aati ectangular, Pipe size: 274 x 2% reen 4 8 8 
pal landscape applications. Rectangular. Pipe Size: 3° x 4° Polyolefin 10 va" 1394" 1914" 52XA08 


Round, 6%" Dia. 20RE32 
Meter Boxes—ldeal for protect- Round, wa Dia. PVG —-Black/Green 457° —4a7q" 20RE33 


ing underground water meters and —_Meter Boxes, NDS a 
constructed of rugged, injection 155" 10%" 1534" 52XA17 
molded, recycled structural foam 12" 1594" 211%" 52XA12 


ae feiss egies 12" 15%" 21%" 52XA13 
polyolefin material. UV inhibitors help Rectangular, Pipe Size: 215" x 3% 19° 46 v4" 01 a" BOXALS 


12" 16%" 21%" 52XA16 





prevent discoloration and crack- Polyolefin Black an 57x any —54 54" BOXAT4 

ing. The corrugated sidewalls help 1256" 15%" 2154" 52XA10 No 
rovide greater strength, while the V¥e2" 13%" 19%" S2XA18 ) 
be ee 9 Rectangular, Pipe Size: 3" x 4" 12" 20" 2534" 52XA19 rei Se 
reinforced covers keep out debris 12%" 19%" 26" 52XA20 

and can handle heavy loads. Round, Pipe Size: 24" x 234" g 8%" 8%" ‘52XA09 
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PLUMBING 
Mixing, Vacuum & Pressure-Reducing Valves 


Scan. Order. Done. 
Details on page A1. 





Warts 


[Sa WATER TEMPERATURE CONTROLS 








No. 20RH69 








an ‘* 
ZURN. ic =6CASH ACME 
WILKINS - Ww QAIWATTS 
OVERBUILT IS AN UNDERSTATEMENT. REGULATOR 
Lead-Free Point of Use Mixing Valves Pressure- 
Hot water temperature control valves are specifically designed for Reducing z 
mixing cold and hot water on hot water supply systems. Can be used to o. 
reduce the temperature of hot water from the system, and are ideal for Control Valves cane 
radiant heat and under-the-sink applications. All models are certified for = Operating temp.: 180°F No. 6CJP5 
use in potable water applications. = Adjustment range: 30 to 300 psi 
Inlet/Outlet Inlet/Outlet 7 Body : a lene. : Max. send am Ductile iron body and cover. Stem, _ Item 
wien Valves Oe eraaiond ae ange __Fressure Brand __No. spring, and nut are stainless steel; -_.,Description _For Use With _No. 
Comp. BR 0.5to2.5gpm 80°to120°F 150psi Watts 206110 trim is 316 stainless steel. Buna N . os Mfr. No. 263AP 6AKW1 
Comp. BZ 0.25 to5gpm__90° to 140°F_ 125 psi_ Leonard 152013 elastomer. Meet ASTM A536. NSF Pilot Rebuild Kit 6AKW9 6AKX1 
Comp. BZ 0.5to10 gpm 95°to115°F 145 psi Zurn 45K867 listed 6AKXO GAKX2 
3! FNPT BZ 0.5t0 3.10 gpm 95°to115°F 145psi Zurn 45K863 Pressure ATA ET on 
FNPT BZ 0.5t03.10 gpm 95°to115°F 145psi Zurn 45K864 — Reducing Pilot 6AKXO 
Comp. GFP 0.35 to 5.5 gpm 95" to 125°F 125 psi_Bradiey 40643 | Full Port—Throttles to reduce PraSSaTe REGU 
Comp. GFP__0.35t0 5.5 gpm 95° to 125°F_ 125 psi__Bradley 40D645 higher upstream pressure to eae 40F295 
TW atapm a tao opr be vgn | Comat lower oeam presi aot 
gpm a psi_80° to 120° psi atts ; ; 
Solder BR 0.5t023gpm 80°to120°F 150psi Watts 5DMFO Adjustable closing speed and Mir. No. 115-4 FL_6CJRO 
oo sa saa 
5 to 10 gom ° to 115° psi urn 7 ; sis Valve Rebuild Kit 
yp" FNPT BZ 0.5070 gpm 95° to 115°F 145 psi__ Zurn _45K866 Single Chamber—Fixed orifice oe a 
MNPT BZ 0.25t0 12 gpm 90° to 140°F_ 125 psi_ Leonard 152014 with nonadjustable closing speed GAKWG GAKX6 
Press CSA 0.5 to 12 gpm 80° to 120°F 150 psi Watts 429J22 and set oint 6AKW7 6AKX7 
Press CSA 0.5to23 gpm  90°to160°F 150psi_ Watts 429J19 point. 6AKWS8 6AKX8 
MNPT GFP__0.35t05.5 gpm 95° to 125°F 125 psi_ Bradley 40D642 Max. Max. 
MNPT/Sweat GFP 0.5to015gpm 59°to140°F 125 psi Bradley 40D644 Pipe Operating Continuous __ Intermittent Port Item 
PEX GFP 0.5to11 gpm 59°to140°F 125psi Bradley 40D648 Size Tonnes. Type Pressure Flow Rate Flow Rate Size No. 
FNPT BR 0.5 to 23 gpm__90° to 160°F_ 150 psi__Watts_SDMF3 Full Port ears 
PEX BR 0.5to23gpm 90°to160°F 150psi Watts 5DMF6 2 Threaded 400 psi 210 gpm 265 gpm xe x4 GAKW2 
PEX BR 20 gpmat 125 psi 80° to 120°F_150psi_ Watts 5DMF8 2 ___ Flanged 290 psi 210 gpm 265 gpm_ 2 x 2 x Y4__ GAKWS 
Solder BR 0.5to20gpm 80°to120°F 150psi_ Watts 5SDMF1 2¥a__ Threaded 400 psi 300 gpm 390 gpm ee 
Solder BR 0.5to23 gpm 90°to160°F 150psi Watts 5DMFS5 3 Flanged 250 psi 485 gpm 090 gpm LESS MBL 
¥/" MNPT BZ 0.5to13gpm 90°to 140°F 125psi Leonard 152015 : Flanged 290 psi 800 gpm __—*1000.gpm_ 2 x 2 x 7s GAKWE 
3 3 ie x V5" x %o"  GAKW7 
Press CSA _0.5to12gpm 80°to 120°F 150psi Watts 429/23 6 Flanged eat pst _18 50 api __.2000 gat ee Oe 
Press CSA _0.5t023gpm 90°to 160°F 150psi Watts 429J20 sale Chante ASLO AM LT RT ee AM 
3 3 ingle Chamber 
Ee arb re 15 09° to 140°F 125 psi_ Bradley 400646 “" Threaded 400 psi 93 gpm 115gpm Vex "x %e*  GCING 
toll gpm 59° to 140°F 125 psi_ Bradley 400649 AL VARVEVARPEYAL 
Socal GFP 05 to 15 59° to 140°F 195 Bradley 40D647 1% Threaded 400 psi 125 gpm 158 gpm Ya" x Vo" x Ye" — 6CJPO 
fasvonie jaa ‘Ouilat Body eee! aL 2 aan pst _prad’ey _ 2° Threaded 400 psi 208 gpm 250 gpm Wx Vi'x Ve 6CIPA 
2%" ‘Threaded 400 psi 300 gpm 370 gpm xv x¥% — 6CIP2 
; Size Type Material* Temp. Range Pressure Brand No. a Threaded 400 DSi 460 mi 570 “Th v7 X 74 X a 6CJP3 
Inline Hot Water Shut-Off sae | 3° Flanged 250 psi 460 gpm _5/0gpm "x ''x%'_‘6CJPA 
A NPT BR 117°to 185°F 145psi CashAcme 20RH71 F Flanged 950 psi 800 gpm 1000 gpm 4x 4x %"  6CIP5 
Mini Thermostatic Mixing Valve 6 Flanged 250 psi 1800 gpm 2300gpm “xix 6CJP6 
37" Comp. BZ 95°to118°F 230psi CashAcme 20RH70 
Thermostatic Mixing Valves w/Locking Mechanism = 
Yp" Push Fit BZ 85°10 130°%F 200 psi Cash Acme 2orHes | Al Release and 
3" Push Fit BZ 85° to 130°F 200psi CashAcme 20RH66 = Var ° 
ii NPT BZ 35°t0 130° 230 psi Cash Acme 20RH67 | AA Vacuum Valves AL MATIC 
4" NPT BZ 85° to 130°F 230psi CashAcme 20RH68 : ; 
Al NPT DZRBR 90°to 130°F 150 psi CashAcme 20RH69 = Max. temp.: 250°F Air Vacuum Valves—Have high/low 


* BR = brass, BZ = bronze, CSA = copper silicone alloy, DZRBR = DZR brass, 


= Vacuum pressure: 29” Hg 
GFP = glass-filled polysulfone. 


= FNPT connection 


pressure resilient seating. Full pipe size 
inlets and outlets help prevent clogging. 
For use in water distribution and trans- 


Cast-iron construction. Float and 
WIWATTS internal components are 316 stain- mission and vacuum protection. 
Automatic Air Vent less steel. Air Release/Air Vacuum Valves— 


Incorporate both an air release valve 
and an air vacuum valve into 1 compact 
unit. Suitable for all high points in a 
water distribution transmission system. 


Air Release Valves—Resilient seal 
for positive shutoff. Nonclogging 
design helps eliminate backwash. 
Releases pockets of accumulated air 
in a pressurized water system. 


Valves, Air Separators, 
and Boiler Feed Valves 


Automatic Air Vent Valves, Boiler Feed Valves with Backflow 
Brass—Provide automatic air Preventer, Cast-lron—Combination 

















venting for cold or hot water backflow preventer and feed water pres- i Infet Outlet | Min. Max. Max. Vent =item 
esta gs pplication Size Size Pressure Pressure Capacity No. 
distribution systems. Valve canbe — sure regulator in 1 pre-assembled unit. Air Release Valves : ae =e a 
j j Yo Va psi psi sctm at psi 5 
esseectibled sola Intenanes Max. Working Max. Item Ye" “5 psi_ 175 psi_6scfmat 150 psi 5LYL1 
Automatic Vents for Hot Water, _Inlet_Pressure (psi) Temp. (°F) ttt ) dn. ) No. Clean Water 1" %" 5S psi‘ 150 psi_ 55 scfm at 150 psi SLYL3 
: Automatic Air Vent Valves, Brass 1" %' _apsi —s t/a psi 6 sctmat 150 psi SLYL2 
Brass—Allows easy replace A 17; 3% 46K962 2" "5 psi 150 psi 55 scfm at 150 psi SLYL4 
ment cartridge installation without a 150 240° im ie sas . fd sea a ie 9 psi 2p psi_99 scim at tp psi awe 
d : 8 32 ! aste Water 3"  %" 5 psi 50 psi 55 scfm at 150 psi 
system shut down. Suitable for Automatic Vent For Hot Water, Brass 5LYLO g 4°" 5 psi_ 150 psi_55 scfm at 150 psi SWLY5 
automatic or manual air release on th 425 540° ig pate Air Vacuum ae ; aces _ 
. 4 2 oY psi psi = 
baseboards, convectors, radiators, Air Separator, Iron Clean Water." 5 psi__ 300 psi = 5WLYO 
and high points in piping systems. a ss sae : : HS 2 2 5 psi 300 psi — awLyt 
7 , 4 Sl Sl — 
Air Separators, lron—Designed ; VA "7 wax Flu 3 56 4aGng71 Air any ae valves Me : naee aoe ean 
j i ipe ax. ax. Flui em psi psi scfm at psi 
: rea all from water in Size _ Pressure Temp. L H_ No. Clean Water z opsi___ 300 psi_25 scfm at 300 psi SWLX6 
ydronic heating systems. Boiler Feed Valve w/Backflow | 5psi 300 psi_25 scfm at 300 psi SWLX7 
rators have tappings that Preventer, Brass, Bronze 4" 4 opsi_ 300 psi_ 25 scfm at 300 psi SWLX8 
Sepa ae nave (apple a Yo" 100 psi 212°F 8%" 514" 46A967 No. as Spsi___ 150 psi_ 25 scfm at 150 psi 5WLY6 
allow installation of an air vent and »Boiler Feed Valve w/Backflow Preventer, Cast Iron | SWLY6 Waste Water 2° 2 5psi 150 psi 29 scfm at 150 psi 5WLY7 
expansion tank. %" 100 psi 212°F 8%" 514" 46A968 3" 3 5 psi 150 psi 45 scfm at 150 psi SWLY8 
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GRAINGER CHOICE” PLUMBING 





Find the wi. Find Solutions. Find Great Prices. Mixing Valves, Hose Stations & Control Valves 
Mixing Valves Powers” WIWAITS 
Certified for use in potable water applications. control. Virtual shutoff if supply pressure fails. | Watts®—Uses a double throttling design = Max. pressure: 
Pawers—Festuepaain-based, advanced rt aay creneune eT  coyiotenied ater Meulesan «ene range 
Me ay ae aT OEE Sg eens ane acluet = Max. pressure: 125 psi adjustment cap with locking feature. 80° to 120°F 


outlet temperature for precise temperature = Temp. range: 90° to 160°F 


















Inlet Outlet —Inlet/ Flow Body Mfr. Item 
Size Size Outlet Type Rate Material Std. Brand Model No. 

Vs! FNPT 42 gpm Brass ASSE 1017, CSA B125 Powers ¥, LEMM431-1 15W074 No. 

yy 7 FNPT 64 gpm Brass ASSE 1017, CSA B125 Powers _%4x1LFMM432-1 15W075 45wo75 

il NPT o/ gpm at 45 psi_Lead-Free Brass KSEE von Bee. a aus 086 Powers LFSH1432 W/TP GAUGE 26X132 

TT u A . J 7 - 

1 1 PEX 20 gpm at 125 psi Brass & ASSE 1070CSA B125 Certified Watts 1 LF MMV-PEX 5DMF9 

Tv" FNPT 110 gpm Brass ASSE 1017, CSA B125 Powers 1%x1%LFMM433-1 15W076 

1¥%" 114" FNPT 144 gpm Brass ASSE 1017, CSA B125 Powers 1 %x1%LFMM434-1 15W077 

1%" NPT _127 gpm at 45 psi_Lead-Free Brass CSA B125, ASSE 1017 Powers LFSH1434 W/TP GAUGE _26X133 

oe FNPT 208 gpm Brass ASSE 1017, CSA B125 Powers 2 LFMM435-1 15W078 

2" NPT _ 201 gpm at 45 psi_Lead-Free Brass CSA B125, ASSE 1017 Powers LFSH1435 W/TP GAUGE 26X134 

Flow Mfr. Item 
Steam and Water LEONARD inlet Size Outlet Size Rate Model No. 
a on Beng ® hrome-Plated Lead Free Bronze 
Mixing Valves Pigg wer rerresureconreans yh W) 97 gpm TMS-25-CP 152016 
‘ if" " -50- 
+ Max. pressure: 80 ps |; Sn ee 
= Temp. range: 65° to 140°F 1" Ty" 60 gpm TMS-150-CP 152022 
ss er Lead Free Rough Bronze 
Lead free thermostatic mixing to maintain output water yj y;F 97 gpm TMS-25-RE {52017 
temperature for industrial steam mixing applications. yp" 1" 30 gpm TMS-50-RF 15Z019 
il i 32 gpm TMS-80-RF 152021 
FNPT connections. WA WA 60 gpm TMS-150-RF 152023 
it it it ® 
Lead Free Hot Water Distribution Systems 25 L£oO~4kD 

: Qi Mfr. Item 
™ Series (No. 29JA78): Single For Use With Includes Model No. No. 
valve is highly responsive to temp. “Rebuild Kits 29JA73 
changes. Bi-metal thermostat. Saaee Pea Tao onetae 
XL Series: Single valve for high and Pape Spring, Return, Thermostatic ia im ay ailiey 
low water flows. Wax thermostats 40PR85 Elements, Spacer, Shuttle, Element {rr-R7[Vo81 20RH49 Inlet Outlet — Inlet/ Mfr. Item 
with ball valve and dial thermometer. ~29JA73 Holder, O-Rings, Retaining Ring rT R/LV982 2ORH50 Size Size Outlet Type Temp. Range Model No. 
WV Series: Single vane master ayy RTRMeS ame sR — ae eee "eee 

: vi 3 4" wea eTO 130" -26-LF- 

ivi 29JA77 Cover Gasket, Thermostatic KIT R/M20 20RH53. 4" 3" Sweat _95°to 140°F _—_—LV-981A-LF-RF  40PR85 
mixing valve. Wax thermostat. 39JA78 Control Assembly KIT R/28 20RH54 i" NPT 60° to 200°F  TM-420B-LF-DT-RF 29JA79 
TM Hi-Lo System Series TM-50-AT-LF, KITB/50  20RH55 ih NPT 60° to 200°F TM-520B-LF-DT-RF_29JA80 
(Nos. 29JA79 to 29JA84): 2 valve THE ATT Flange, Port Sleeve, Nut, Pointer 1" ih ital a3 10 tee oe RE eas 
system for low and high water TM-150-AT-LF Bogs e-ning COlvereeve Ene 2 0nNDe 1%" NPT 60° to 20°F TM-820B-LF-DT-RF_29JA81 
demands. Bimetal themostet. "sas gg posure mise OEE I "Ne 

i j i Mfr. No. TA-300 Stud, Cover Gasket, Thermostatic Group, R/TA/M 34CU42 1%" 12° NPT 60° to 200° -1520B-LF-DT- 

All models ale ideal for industrial Port Sleeve Assembly and O-Rings 1%" NPT 95° to 135°F LV-983-LF-RF 29JA74 
and commercial applications. Port Sleeve Nut Assembly, Coil Sleeve TV; NPT 60° to 200° TM-$208-LE-DT RE 29JA82 

ifi j : Stud, Flange Packing, Pointer Rod 2 PI ° to ni - -LF-DI- 4 
Certified for use in potable water = Mfr. No. TM-800 yiith'Gear Rod O-Rings, Port Sleeve SOM = 34CU43_—y» —5r ——g rent —Q0° ty 135°F XL-200-SW-LE-BDT 20JA74 
applications and meet ASSE 1017. Assembly and Thermostatic Group 2” Sweat 95°to 135°F _ LV-985-SW-LF-RF 29JA76 

a +] ® i 

Hose Stations and Accessories RSLEONARD® Qa a 
Nos. 45K810 and 45K811 are specially Max. , 3 ' = 6G 

: : : Ipevonnec. Fiow emp. I em | i. 
designed for use with live steam and Size Type Rate L H Range Material Finish Model No. anf 
water, and have an automatic shutdown —_Hose Stations ane : = Seon ECR Vv Lk) 

. ae y ronze rome : - No. 
feature if cold water supply is inter- 10" 2415" Bronze Rough Bronze 3800-VBD-RF_45K811 i Fea 
rupted. Nos. 45K812 and 45K813 feature 6 gpm—0 25 Lead Free Bronze Chrome _ SW-75-EVBD-CP 45K814 Ha 
a thermostatically controlled valve that. «= Gu 4y—g8- Sone real a5 Bronze “eGhrome CW7S-VBDaskB16 
helps to maintain a constant temperature. 10" 25" Stainless Steel Stainless Steel ST-75-LF-ED 45K823 
Nos. 45K816 and 45K823 are manually 9 gpm 99 prone Rough Bronze THS-25-VBD-RF aBKBIS. |” 
blended models that can handle both hot “Adjustable Spray Hose Nozzles 
water or steam for blending. Hose stations %" FNPT or Fe SE ee a = Nee ee 
are for use in dairy, food processing, manu- ae i ERS ——— No 

: : : 4 X = ° and Steel Body/Brass Couplings —_ : 
facturing, and pharmaceutical plants and in yy Swivel 50 ft. — cane EPDM and Steel Body/Brass Couplings = 50HDH _45K821  45K817 
other industrial washdown applications. FGHT 75 ft. — EPDM and Steel Body/Brass Couplings — 7>HDH _45K822 
Float Valves BS KECKLEY Valve Angle | Globe \ sh 
Automatically open or close Type 27—Use for automatic _ Flow- Max. Rod Float Body | Item | Item au 
when liquid reaches a prede- control of liquid supply to an See Sarl ressure Lenoth Size Material No. __No. 
termined level. Can be used opentank, where dead-end %' 65 gpm 130psi 16" 7° Bronze |4PTV7 |4PTV1 Ne 

ali Seg ¥% 6.5 gpm 130psi 16" 7° Bronze |4PTV8 |4PTV2 
for filling control (close on closing is not essential and i"-13. gpm 100 psi16" 7" Bronze 4PTV94PTV3 y 
level rise) or drainage control where valve pressures are 1% 19gpm 80psi 16° 7" Bronze |4PTW1 4PTV4 : 
(open on level rise), in an open normal. Max. temp.: 406°F. ie 4 gpm 4 psi re f Bronze ae apie 

gpm ps! ron . 
oer en ea Type 77—Suitable where Valve Angle | Globe a 
cooling towers, and reservoirs. ticht-closi Flow- Max. Rod Float Body | Item | Item 
NPT connection. Float is 304 IgNt-Closing Valves are Size Flow (1) Pressure Length Size Material) No. | No. 
stainless steel construction ce Oured: Mane se wilh ere ees 16" 7" Bronze |4PTX3 |4PTW4 
; chemicals harmful to brass, A 94 om 150 a 16° 7" Bronze —  4PTW6 Ly ” pad Bd ae ae 

LC iat 4 Wy 5. i i A4PTX4 4PTW Ow - ax. 0 oat Body | Item tem 
Type 7 Suitable where tight- iron, neoprene, or leather. ‘ 2 apm i pS 16 b prance PIE s) Size Flow (1) PressuireLength Size Material, No. | No. 
Closing valves are required. Angle pattern will have a TV 15 gom 120psi 16" 7" Bronze 4PTX6 4PTW7 Type 77, Single Seat, Dead End Service 
Not for use with chemicals bottom inlet/side outlet. Max. 1%" 22 gpm 100 psi__16" 7" Bronze |4PTX7 4PTW8_ 2 619pm 200psi_16 7’ Iron (4PTYS |4PTY2 
armnfuliob t . 125 °F 2° 53 gpm 7opsi__ 16° 7" Iron |4PTX8 A4PTW9 2%" 95gpm 250psi_18 8 Iron _|4PTY6 |4PTY3 

armful to brass, iron, or emp..: 2%" 64 gpm 6Opsi 18" 8° ron 4PTX9 |4PTX1 3° 95gpm 250psi_ 18° 8 Iron _(4PTY7 |) — 
neoprene. Max. temp.: 125°F, 3 8/gpm 50psi 18 8 [ron |4PTY1 |4PTX2 3" 133gpm 250psi_ 18° 8 Iron | —  |4PTY4 
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PLUMBING Scan. Order. Done. 
Float Valves Details on page Al. 

















Max. Valve Flow Valve (Valve Flow’ Valve 
Connec. Rod Body Pressure) - Press. Flow- Flow - Press. Flow- Flow Item 
—— Size Type Thread Material Mounting (psi) | (1)(psi) (1) (gpm) | (2) (psi) (2) (gpm) | No. 
= rRmc™ % in -20 Brass Bulkhead 125 65 11.5 85 13 |48RJ95 * 
= ¥ in % in -20 Brass Pipe 125 65 11.5 85 13 |48RJ89 
Y% in -20 Lead Free Brass Pipe 125 65 1a} 89 13 30UN50 
Brass and Ya in -20 Brass Bulkhead 125 65 18 85 22 48RJ93 
Yin y in 20 TES Bali fieau ee 65 '8 a 22 ottiA: ; 
4 in - rass ipe 5 h) 3 4 
Lead-Free Brass ein NPTx Hin NPT MNPT ~7, in -20 Lead Free Brass Pipe 125 65 18 85 29 B0UN51 
sia SGUnaG % in -20 Brass Bulkhead 100 65 32.5 85 40 48RJ94 
Float Valves o. ae Ysin-20 Brass Bulkhead 100 65 32.5 85 40 48RJ97* 
a — 
ane is 5 | 
« Max. temp.: 180°F ¥, in NPT x 3% in NPT Hein -20 Tead res Brass Pipe 100 35 21 85 40 30UN52 
Feature an adjustable arm that allows you to 1% in “in-16 Brass Pipe 115 65 152 85 180 |48RJ98 
adjust water to the desired level and are suitable 1 in PNPT en ap sas Pine ie 2 136 e2 oe 
for a variety of agricultural and industrial uses. fas Yin-20 Brass _ Pipe 100 65 61 85 69 48RJ92 
Nos. 30UN54, 30UNSS, 48RJ98, 48RJ99, 48RKO1 + in pT xtin NPT sill a 50 ent ae tries Pine 125 30 at 38 80 SOUNES 
Ul use In Nl Urdu ICa- ; 8 In - rass ipe 
are suitable for use in high turbulence applica Din rupT in-16 _B Pi 115 65 152 85 180 _48RKO01 
Include locknut and gasket. 
Max. Valve Flow Valve Valve Flow Valve 
Rod Rod Connec. Pressure Max. | - Pressure Flow-Flow | - Pressure Flow - Flow Item 
Size eenath Thread _ Type (psi) Temp.) (1) (psi) (1) (gpm) (2) (psi) (2) (gpm) Brand No. 
5p! Y'-20 MNPT 125 35 9 85 i GA 471F70 
Y"-20 NPSM 165 50 14 100 21 Watts 2ZDN3_ * 
ys 10", 20 MNPT 125 35 {2 85 22 GA 47T1F71 
Y'-20 NPSM 165 50 20 100 31 Watts 2ZDN4_ * 
ys! Y'-20  MNPT 100 ager 35 vai 85 40 GA 4T1F72 
Y'-20 NPSM 165 50 40 100 60 Watts 2ZDN5_ * 
7 12 ¥ “46 _ 19 +80 a iT F/d 
hy : g' 471F74 
Ty" AIG FNPT 150 35 112 85 180 GA | ATIE7S 
2 %'-16 112 180 471F76 
Float Valve with Threaded Outlet 
Ye 4g = 20 NPSM 14 21 Watts | 46A983 
Ya" V'-20 M N PT | 25 | 80°F 50 20 | 00 31 Watts 46A984 
ee eat i hea 
i 4 - 5 atts 4 
Heavy Duty Float Valve 
iA ¥'-16 250 348 Watts | 46A987 
Ty" = =12" ~%'-16 FNPT 165 180°F 50 250 100 348 Watts | 46A988 
No. 46A987 2 ¥3'-16 200 348 Watts 46A989 
Max. Valve Flow Valve 
Rod Rod Pressure Max. - Pressure Flow - Flow Item 
pas Harv ct ene bars — 2! tome ().00) apna |e 
vs" Ya" NPT 180°F 30 GA 52WY27 
5" 16" 7" NPT 450°F GA 52WY41 
a faa Ee 0 BN 
A 50° 52WY4 
Mousemat 1" Ya" NPT 100 180°F 75 GA 52WY29 
A NPT 450°F GA 52WY43 
WGA GRAINGER YIWATIs “ . 18 FNP 450° ae _ GA) BOWYad 
APPROVED REGULATOR 417" Ya" NPT 180°F 425 GA 52WY31 
a ita 450°F Gh ava 
' : : 4" NP {80°F A 52WY32 
Bronze Float Valves 2 8 20 Ve NPT = 450°F 175 GA 5OWYAG 
= Brass rod 3° 9" 24 a NPT 150°F 400 a OW YAT 
6 : 4 
: Globe Float Valve with Threaded Outlet 
These heavy-duty float valves are ideal for the Vp VENPT {80°F ah CA 5OWY34 
reliable control of liquids in cooling towers, open 5" 16" re NPT 450°F GA 52WY48 
tanks, reservoirs, or vats. Models feature a float 9 ooNpY JERE 50 oe et 
arm that adjusts easily to control the water level. 1" Ya" NPT 100 80°F 75 GA 52WY36 
Ya" NPT 450°F GA 52WY50 
Nos. 52WY27 to 52WY54 include a float that can be - NPT 180°F CA SOWY37 
set anywhere in a 360° circle around the valve body. ua 6 18 Ya NPT 450°F 60 100 GA S2WYs1 
f \" 5 
Nos. 2ZDN3 to 2ZDN5 are bulkhead-mount and have 1% NPT A50°F 125 CA SOWY52 
a machined flange on inlet side with male straight 3" 3" 30" Ya" NPT 80°F 175 GA 52WY39 
. . Vj," (o) 
pipe threading for locknut. Nos. 46A987 to 46A989 : : : Tey 75 ir af ae eS 
can be tank wall mounted. 3 9 24 34" NPT 450°F 400 GA BOWY54 
* Include locknut and gasket. 
Max. | Valve Flow Valve Valve Flow Valve PTFE Seal Viton Seal 
Rod Connec. Pressure} - Pressure Flow - Flow) - Pressure Flow - Flow Max. Item Max. Item 
Sie Miread Type (psi) (1) (psi) (1) (gpm) | (2) (psi) (2) (gpm) | Brand) Temp. No. Temp. No. 
yf, FNPT 38 58 Bob | 550°F 23MJ74 | 450°F 23MJ71 
Ye yp. —FNPT 38 58 Bob | 550°F 23MJ72 | 450°F  23MJ69 
No. 5) FNPT 85 38 58 Bob | 550°F 23MJ73 | 450°F 23MJ70 
23MJ69 MNPT 35 38 85 58 Bob | 550°F 23MJ76 | 450°F  23MJ75 
_ \ iv FNPT rip ‘80 a BOF 3MIE3 TOF aM aD 
Tp ob | 550° 50° 
aaa yr #16 —eNpT— 490 112 180 Bob | 550°F 23MJ82 | 450°F 23MJ79 
* 2" FNPT die 180 Bob | 550°F 23MJ84 | 450°F  23MJ81 
GRAINGER Max. Valve Flow Valve PTFE Seal 
APPROVED Rod Rod Pressure Max. - Pressure Flow - Flow Item 
' I UES os i Ep 
I 
Stainless Steel vp! sf re Ye" NPT 100 30 GA | 52WY55 
Va! 100 50 GA 52WY61 
Float Valves ih - 18 Vi" NPT 100 450°F 60 75 GA 52WY62 
Ty 100 100 GA 52WY63 
= Stainless steel rod ey : 20" ¥" NPT 75 175 GA 52WY64 
; : ; : Globe Float Valve with Threaded Outlet 
High-capacity float valves are ideal for use with i ' j A 100 30 GA 52WY60 
io fly ean icati Vs 5 16 ve’ NPT 100 50 GA | 52WY56 
caustic fluids and in sanitary applications. Feature an A 100 A50°F 60 a an SOWYS7 
adjustable short arm for customizing water level. Pipe yy" 6 18° Ya NPT 
] g FIP 1% 100 100 GA 52WY58 
mounting. Bob branded items are NSF compliant. 2 8 20 Ye NPT fs 173 GA o2WY'9 
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GRAINGER CHOICE” 


Find the why. Find Solutions. Find Great Prices. 


PVC Float Valve 


AerichValve 


Hose Bibbs 


MANUFACTURER OF FLOAT VALVES & ACCESSORIES 


QUARTER TURN AND LOOSE KEY 


VALVE LOCK 


PLUMBING 
Float Balls, Hose Bibbs, Stem Keys & Radiator Valves 


* 


GRAINGER 


APPROVED 


Assemblies 
= Max. pressure: 100 psi BULKHEAD AND 
BULKHEAD MOUNTING PIPE MOUNTING 


No. 4DMD1 


Valves resist corrosion, have 
no diaphragms to clog, and 
are NSF-grade PVC. Seals 
are chemical-resistant, and 
hardware is 18-8 stainless 


MA models can be 
mounted vertically. M 
models have a 0.093" 
orifice with a free-flow 
outlet. Estimated flow 









= Max. pressure: 125 psi CWP 
at 100°F, except Nos. 6GXC5 
to 6GXC9 are 125 psi CWP 

= Max. temp.: 180°F 


Have chrome-plated brass ball, PTFE 
seats, and %4" GHT connections. 
Nos. 6GXC5 to 6GXC9 meet NSF/ 
ANSI 61-8, ANSI B1.20.1, B1.20.7, 





Protects hose bibbs 
from tampering 
and fits on most 
hose end valves. 
Zinc construction. 
Includes 2 keys V4 Turn 
and 1 serialized No. 6PDZ4 
lock. For keyed- 




















rate of 1.3gpmat40 _ Steel to resist corrosion. P»,. B16.18. No. 1APV8 is CSA Certified. alike locks, call 
psi. Polyethylene float Floats androds soldsepa- = “4 No. 1APY1 meets ANSI/NSF 61-9. 1-800-GRAINGER 
attached to valve. rately on Grainger.com®. (472-4643). 
Length and Valve Flow Valve Inlet Size 
Mounting Connec.|- Pressure Flow - Mfr. Item Yo" | yn 
Size _ Size Type (1) Flow(1)| Model No. Handle Item | Item 
Float Valve Kit, Bulkhead Mounting Design Inlet Type Material No. | No. 
Ys" _6A0'X 1° MNPT 40 psi 1.3 gpm M2S2 _4DMD4 Quarter Turn FE tLock 
Vs 6/70 x1" Tube | 40psi 1.3gpm| M252  4DMC9 FNPT Aluminum (6PDZ5\6Ppzg "cuCcethec 
Ya" 7'xt" Tube | 40psi 1.3gpm) MA252_ 4DMD1 FNPT Zinc 1APY2; — No. GAJYO 
% 6%"x1" MNPT | 40psi_ 1.3gpm| MA3P2  4DMD6 No Kink NPT 7inc — 4APY1 
% 6% x1 MNPT | 40psi_ 13gpm)  M3rP2  4DMD5 Solder Cup or MNPT Aluminum |6PDZ6 6PDZ9 Size: 34" 
Ye 6%0 X1_MNPT | 40psi 1.3gpm|  M0s2_ 4DMD2 MNPT Aluminun | — |1APV8 Temp. | Item 
Yo /¥e x1 MNPT | 40psi_1.3gpm| MA0s2 4DMD3 Standard Solder Cup or MNPT Aluminum (6PDZ4'6PDZ7 _Description Range| No. 
Float Valve with Threaded Outlet, Bulkhead Mounting Solder Cup or MNPT Zinc 1APV7| — Valve Lock 
Ye — MNP 60 psi 7.2 gpm | PT383818/ 4DMD7 Loose Key For Use with -20 to 
2 = MNPT | 60 psi__12.5 gopm| PT050525 4DMD8 No Kink FNPT Chrome Plated |6GXC76GXC8 == All Standard Sqaop | GAJYO 
eZ = MNPT | 60 psi__17 gpm) PT75LS _4DME3 on MNPT Chrome Plated 6GXC96GXC5 —_‘ Thread Hoses 
Ja" — MNPT | 60psi_ 37 gpm | PT/75SS__ 4DME1 
|" — MNPT | 60psi 69gpm_) PT100SS 4DME4 
Float Valve with Threaded Outlet, Pipe Mounting No No. 
a" — MNP 60 psi 1/7 gpm) PS/SLS_ 4DME2 
_—— MNPT | 60 psi 3/7 gpm | PS/5SS 4DMD9 1RLT7 —4RLT3 
Ty MNPT | 50psi_ 145 gpm) PS150SS_4DMES5 No. 
1RLT9S 
* GRAINGER 
APPROVED 
Pipe Body Item 
= Size Material Style No. 
W PP"WGRAINGER Radiator Valves Elbow and fallpiece 
F 2 
APPROVED = Max. pressure: 60 psi nonshock 7," Forged Brass Elbow 4RLUA 
Valve Stem and © CWP; 15 psiSWP Radiator Valve 
Street Keys Water Key = Temp. range: -40° to 350°F %" Cast Brass 1RLT2 
. . Y" Forged Brass 1RLT/ 
No. 1WJT1 For use in low-pressure steam or circulated hot 37 
4° Forged Brass TRLT3 
For use on water main valves. Stee! ; ' f water systems. Heavy-duty brass construction; a rorgen Crass Angle oe 
escription 0. lat 
construction. No. 1WJT1 is for use on Four Way Water Key WIT \ threaded tailpiece. Angle and straight valves +7" Cast Brass 4RLTS 
V4" Yo", Ae", and '¥40" square stems. Combination Street Key, 30°L 1WJU2 have heat-resistant handwheel. 1%" Cast Brass TRLT6 
Thread Item a 4 
Size Connection Size Brand No. WYwa GRAINGER 
Round WATTS * APPROVED 
Copper eee JG ATUCK 
Heavy-Duty 3" Dia. External 4-20" Naugatuck 4LTN1 Rectangle, 
1 Dia, _|nternal__'-20__ Watts 22DT6 ee erichValve Round, Polyethylene 
Float Balls -~ External 4-20" Naugatuck 4LTN4 == RMC™ _ Muracturer orrtearvaivesn AccessOnIs Plastic No. 4DMF5 
Copper—For use in water 5" Dia Internal 120 ; EA ; ial Siccd i ; bie | 
‘nati * _ Externa 4" augatuc rea em rea tem 
applications and open tank. External 4-20" Naugatuck 4LTN6 Size Connection Size Brand No. Size Connection Size Brand No. 
Not for pressurized or high- internal 4-50 Watts 4UV75 Polyethylene 700 —Kerick ADM aaa 
‘nati nternal 4'- 4 "Dia.__Interna (i eric 4 opper 
temperature applications. 6° Dia, Internal %e"-18 Watts 22DT8 8" Dia._Internal__%e"-18 _Kerick 4D MF9 SEE evra, Woe ce aE 
Operating temp.: 50° to 180°F. Internal 16 ; Watts ; z7DT9 Stainless Steel IH a xT g 
. xterna 4-20 Naugatuc la. _ Interna 4-20" Naugatuck 4 " Dia. Internal Vs'-20 Watts  2ZDT5 
Plastic—Nonelectrolytic Fxternd) rec he Naugatuck sy. — Internal %'-20 Naugatuck 4LTHS =~ 
. . . . 1 et u 
floats are highly corrosion- =, Internal_Yie-18 Watts 22DU1__— 3p, _ Tubed  — Naugatuck 405 x 7"p_External,-%-20" Naugatuck 4LTA7 
resistant. All injection-molded ’ External % Naugatuck 4LTP2 ‘Internal %'-20 Naugatuck 4LTH8 Plastic 
ivethv| tructi External %6-18 Naugatuck 4LTP1 3%" Internal  %4-20" Naugatuck 4LTH9 A" Dia. Internal %4'-20 Watts 2ZDU2 
polyetnyiene construction Internal %"-16 Watts 4UV76 Dia. — External 4-20" Naugatuck 4LTC1 x5"L_—_Internal 4-20 Bob 453034 
resists sunlight deterioration. 8" Dia. _ External ae Naugatuck 4LTP4 4" Dia Tubed — Naugatuck 4LTJ7 Polyethylene 
-16" iy We 
Nos. 2ZDU6 and 2ZDU7 have 2. -arn; External 16 Naugatuck 4LTP3 Internal f-20 Naugatuck 4LTJ1 4" Dia. Internal v4 20 _Kerick 4DMF/ 
9" Dia. _ External 7s’ Naugatuck ALTP5 Tubed Naugatuck 4LTK3 5". Internal ¥e° and Watts  46C005 
float balls attached together. Internal %-16 Watts  4UV7/1 5" Dia Internal 4-20" Naugatuck 4LTJ2 Ya" 
10" Dia. puemna 16 palgatuck ue extend on paugatucr alts Stainless Steel 
— Rac - i -16" tuck 4 xt -20" tuck 4LTC7 _ Vir 
Polyethylene—Resist Corro rae Internal 34-16 Watts —4UV72 Tubed ~~ —- Naugatuck ~4LTK6 ae ee aT ae TROIS 
sion and sunlight deterioration. “External %" Naugatuck 4LTP8 6" Dia, internal __4"-20_Naugatuck 415D16 . External 4-20" Naugatuck 4LRZ7 
Nos. 4DMF5 to 4DMF9 are Plastic en a SEXES a externa 50 paugatucr qt 4" Dia. External 4-20" Naugatuck 4LRZ8 
: : in nterna A" erna 4-20" Naugatuc x6"L_ External %-16' Naugatuck 4LTA3 
suitable for open tank service. ° '@. ~internal #'-20 Bob 453U35 Tubed  — Naugatuck 4LTL1 A" Dia. Eternal Vi-20" N or k ALRZ9 
No. 46C005 is unaffected Internal _/4'-20 GA SFXE2 7" Dia. _ External %" ~—s Naugatuck 4LTD2 T Me ee ee ote 
biealioand tic fluid _ Internal 4-20 Watts __ AUV73 External = %__—s Naugatuck 4LTDS { 5" Dia. _ External 4-20" Naugatuck 4LTA1 
y SaltS and Causuc MUIOS. 6" Dia. Internal Yi (Bob 45336 Tubed _ Naugatuck Aue ar External 3-16" Naugatuck 4LTA2 
All models have a 100°F nternal “Ye- atts nterna 87 augatuc quare 
spas Internal %-16 Watts _2ZDU6 * "nf; External Yo" Naugatuck 4LTE6 Polyethylene 
max. liquid temp., except Internal 4-20 Watts 22DU 8 Dia. ~ External ¥# Naugatuck 4HTE3 TA ace, Woe ean GINEE 
No. 46C005 is 140°F. nternal —4'- 0 External Ye Naugatuck 4LTE4 4" L 
8" Dia ema ae waits aaah External 3-16" Naugatuck 4LTE5 Rectanile 
i —Resi " __Internal__7'- atts : Internal 3-16 Naugatuck 415D18 Polyethylene 
pane = = eels Internal_“s-16 __Watts__ 4UW74 t = 10" Dia. External _%"_—_ Naugatuck 4LTF5 2'HX internal Ve'-20. Kerick  4DMFS5 
corrosion. Suitable for open Internal %-16 GA 3FXE3 External 4-16" Naugatuck 4LTF8 A" ‘ 
and closed tank use, and high- * 2ouble-float assembly. f No. 2ZDU7 is 3.27 0z., No. 4UV74 is 0.10 0z., No. 4LTD2 is 38.08 0z., No. 4LTDS is 23.52 02. 
pressure and high-temperature Float ; Valve Flow Valve Flow Valve Flow Valve Flow ltem 
oe Mat. Rod Mat. _ Float Rod L - Flow (1 -P 1 - Flow (2 -P 2 B No. 
applications. Operating temp.: *Fjeat fiat. Ki od Ma oat Size od ow (1) ressure (1) ow (2) ressure (2) rand 0 
-30° to 225°F. Polyethylene Brass 3'"Ne. oy" 1.3 gom 30 Dsl 2.3 gpm 80 psi Bobby 453U33 
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Hydrants & Water Gauges Details on page A1. 
WOODFORD 
Roof and Yard Hydrants 
= Outlet size: 4" hose FCampbell ® 
Campbell, Frost Proof, Lead Free Yard — Woodford, Frost Proof Roof Hydrant— 
ae Hydrants—Self-draining to prevent riser pipe —_— Provides water for most types of roof equipment 
scave and hydrant head freeze-up. Solid bucket hook —_even in subzero temperatures. Hydrant drains 
and oversized head and handle with snap lock, — when water is shut off, even with hose attached. 
1-pc. Buna N plunger, handle-to-head padlock = Must be piped to drain location. Large nitrate 
locators, and 16" steel rod in 1° galvanized plunger for positive shutoff. Graphite packing. 
riser pipe. Adjustable lever lock tension. Includes cast-iron 


roof support, flanges, mounting bolts, nuts, 
and washers. EPDM well seal boot seals tight 
between the hydrant support and hydrant pipe. 


Woodford, lowa® Frost Proof Yard 
Hydrants—Water flows even in subzero 
temps. and drains when water is shut off and 





Inlet Bury Overall Rod Max. Max. Mfr. Item 


Size Depth Length Dia. Pressure Temp. Model No. : : 
Campbell, Frost Proof, Lead Free Yard Hydrants hose removed. Large nitrate plunger for posi- Meets ASSE 1052. 
ee ai 39 i 20 a = VEAL OWNS tive shutoff. ee Pat king. Adjustable lever Description with Includes Model Ne 
. mt fi si Un 80 DSi = VH-4LF 2ZWN6 lock tension. ¥8" galvanized steel pipe operat- Woodford, Accessory _ Sabet 
oodtord, iowa rost Proof Yar "] rants j u j j j r. NO. od Stem ; 
Oe aes eee To a aveall Rol Mar Mix Mh vai gaat 
" : 2 8 | z nie vera 0 ax. ax. r. em ous -O, , FaCKINg 2 
eNpT dit. 84/4" 94" 125 psi_120°F 34-4 6CHV2 Size Length Dia. Pressure Temp. Model No. =‘ RePair Kit, vaq4’ 49401’ Support RK-Y34 BCHVS 
oft, 96%" % 125psi 120°F Y34-5 6CHV3 Woodford, Frost Proof Roof Hydrants Y34-5, Washer 10102, 
6ft. 108%" %° 125psi 120°F Y34-6 6CHV4 T"FNPT 48%" ¥e° 125 psi 120°F RHY2-1-MS 6CHX9 Y34-6 — Plunger 10105 


x = Max. pressure: 125 psi = Max. temp.: 120°F 


Commercial-grade wall hydrants are antisiphon vacuum breaker 
protected, and drain when shut off, even if hose is still attached. A 1-pc. 
valve plunger accurately controls both flow and drainage without the need 
for additional adjustments. Chrome-plated brass and copper construction. 
Solid brass operating rod. Hardened stainless steel stem resists damage. 


WOODFORD 


Backflow Protected VY 
Freezeless Wall Hydrants 








Recommended Mfr. Item i Ik 1 7 é 
Wall Thickness Wall Opening Model No. is eR 3," male hose thread. 34" FPT pipe connection. Include tee to operate 
Frostproof Wall Hydrant. sep-4 wT = ~—SOS=é«&~N.. KX hydrant. Nos. 6CHX1 to 6CHX3 and 6CHX5 come with a chrome-plated 
10" IX 37," 65P-10 6CHWS brass box. All hydrants meet ASSE 1019 Type B, IAPMO listed. 
12” 2" x 3%" 65P-12 6CHW9 Mfr. Item 
14" 2X34 65P-14 6CHXO Description For Use With Includes Model No. 
pose oup ed ig uk 4 65P-CC 6CHX4 Accessories 
rostproof Enclosed Wall Hydrant Tee Key Mtr. No. 65P-14, B65P-8, B6oP- 
8.000" BY x BY" B65P-8 6CHX1 = c' 12, B65P-14, 65P-CC, BESP-CC Tee Key 50010 SUI IEE REN GCRAG 
12 of, Xx a B65P-12 6CHX2 Stem Lock Woodford Models 65 and 67 Locking Nut, Cylinder Lock, 2 Keys, Tee Key SL-69 6CHZO 
i SaaS ee pe xg  ogdtord Mode! 60/60/6/ Tee Key 50009, Head Nut 50264, Stem Washer 50252, Stem 
Enclosed Wall Hydrant Repair Kit Chrome Commercial Screw 55062. C Washer 50251. Yoke Nut 51014. Plunger 50250 RK-65 6CHY5 
Close Coupled 5%'x6'%" B65P-CC 6CHX5 Wall Hydrants g 


PENBERTHY Center| Plain Glass Rod Kit! Red Line Glass Rod Kit 
to gu 4" i" x," 


Water Gauges and Tubular 





ry Ap ole’ 





H Center| Item Item Item Item 

Gage Glass and Rod Kits Length No. | No. | No. | No. 
Tubular Gage Glass and Rod Kits, Penberthy 

= Water gauges: AUTOMATIC For use with gagecocks __ 8" |11N041 (11N021_ (11N080_—/11N061 

MNPT ti , here liquid level 7 "~~ T1N042 11N022 11N081 —_11N062 

connection —_ Ball checks restrain where quid level Moni- —4o"~44N0O43_|11N023_|11N082 _ 11NO63 


ids j toring is required. Red 11" (11N044 |11N024 |11N083 |11N064 
STANDARD PATTERN fluids in the event that g q iH TNOde ANNs TANG — Tne 


Provide liquid level the glass should break. Line Glass allows easy = —+2—44Noag41NO26 1108S 1 1NO6G 
verification for a wide No. 2EEU3 is CRN viewing of fluid. Each 14° T1NO47_/11NO27_/11NO86—/11NO67 
variety of liquids. Registered. kitincludes 4 bronze = fe —iNnag—H1N029—HIND88 — [T1NOGS 
TUBULAR GAGE rod guards and 1 boro- 17" 44N050 |11N030.. — = 

HEAVY PATTERN GLASS AND ROD KITS | Silicate glass tube. Can 18" _|T1NO51_/11NO31_(71NO89_—_(71N070 
Have a heavier valve» Max. pressure: be used with a variety = —59,-paenee tTRs2 eso ee 
body pattern for 400 psi of fluids in chemical, 24° | — _|f1N033_|11N091 1 1NO72 
higher service ratings. - 28NN° etrochemical. and 26° |11N054 (11N034 |11N092  (11N073 

9 9S. = Max. temp.: 300 P 30" 11NO55 11NO35__|11NO93 _11NO74 


processing applications. —3¢*—41no56 /11N036 (11N094 /11NO75 
Meet ASME standards 38° |11N057 |11N037 (11N095  (11NO76 


meeee re 40" (11N058 (11N038 11N096  |11NO077 








and boiler codes. 42" 41N059_|11N039_|11NO97 _ 11NO78 
48" |11N060 11N040 11N098  (11N079 
Pipe Body Max. Glass Glass No. of Center to Item 
Size Material Max. Pressuret Temp.t Tube 0.D. Length Guard Rods Center Length Includes Gaskets Stem Packing Brand _ No. 
Standard Pattern Water Gauges 
yp" Bronze 300 psigat100°F 350°F 78 10° 2 11%!" Needle Drain Valve EPDM _ Apollo 2EER/ ~* 
Bronze 300 psig at100°F 350°F 8 10" 2 11%" Needle Drain Valve EPDM TFE Apollo 2EET1 
Bronze  _125psigat3o0°F 350°F ¥e' 12: 2 13% Needle Drain Valve EPDM TFE Apollo 2EET2 
Bronze 125 psig at3o0°F 350°F %e" 12 2 13% Needle Drain Valve and Ball Check Valves EPDM TE Apollo 2EET4 “* 
Bronze 125psigat350°F 350°F 78" 12" 2 13%! Needle Drain Valve and Ball Check Valves EPDM TFE Apollo 2EET5 {tT 
Yn" Bronze _125psigat350°F 350°F ¥e" i 2 13% Needle Drain Valve EPDM — Apollo 2EET3 {T 
Bronze 300 psigat100°F 350°F Ye" TZ. 2 13%: Needle Drain Valve EPDM — Apollo 2EER8 ~ 
Stainless Steel 250 psig at 406°F 350°F Ye" Te 2 14" Shutoff Valve and Drain Valve TFE with Hypalon — Apollo 2EER9 * ** 
Stainless Steel 500 psig at 450°F 450°F Ye" 12. 4 14" Drain Valve with Safety Handle TFE with Hypalon — Apollo 2EEV4 ** 
Heavy Pattern Water Gauges 
Bronze 200 psig at400°F 400°F %e° i 2 13% Needle Drain Valve EPDM TFE Apollo 2EET6 ** 
Yo" Bronze 200 psig at400°F 400°F %e' 12 2 13% Needle Drain Valve EPDM TFE Apollo 2EET/ tT 
Bronze 200 psig at400°F 400°F 78" 12 2 13%! Ball Check Valves EPDM TFE Apollo 2EEU1 ** 
Bronze 200 psig at400°F 400°F %e' 12" 2 13%!" Ball Check Valves EPDM TFE Apollo 2EEU2 tT 
yp! Bronze 200 psig at400°F 400°F fa 16° 2 We Needle Drain Valve EPDM TFE Apollo 2EET8 ** 
Bronze 200 psig at400°F 400°F fa 16" 2 1742" Needle Drain Valve EPDM TFE Apollo 2EET9 tT 
Automatic Water Gauges 
Bronze _ 400 psig at 100°F 400°F 8 iV’ 4 14" Needle Drain Valve In Lower Arm, Ball Check EPDM TFE Apollo 2EEUS 
Bronze 400 psig at100°F 400°F 78" 12. 4 14" Needle Drain Valve In Lower Arm EPDM _— Apollo 2EEU7 ** 
Vp" Bronze _ 400 psig at 100°F 400°F 8 12' 4 14" Needle Drain Valve In Lower Arm EPDM — Apollo 2EEU8 {tT 
Bronze _500 psig at 100°F 400°F %e' 12" 4 14" Ball Checks In Upper and Lower Arms —_TFE with Hypalon_TFE with ARAMID Apollo 2EEU3 
Bronze _900 psig at 100°F 400°F %e' 12' 4 14" Ball Checks In Upper and Lower Arms __T FE with Hypalon = Apollo 2EEU4 {Tt 
Stainless Steel 500 psig at 450°F 400°F Ye" 12" 4 14" Ball Drain Valve with Safety Handle TFE with Hypalon _— Apollo _2EEV5 tT 
* Expansion tank gauge. ft Pressure/temp. ratings are subject to the limitation of gauge glass length. ** Aluminum wheel. tf Plastic composition wheel. 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


PLUMBING 
Gagecocks, Flow Indicators & Water Hammer Arrestors 





No. 
11N015 








PENBERTHY 
Straight Pattern Gagecocks 


= -20° to 500°F 

= ¥4" FNPT drain connection 

= MNPT vessel connection 

For use where liquid level monitoring is required (use with Tubular Gage Glass 
and Rod Kits sold on page 2912). Gagecocks have an automatic ball-check 
shutoff that helps prevent rapid loss of fluid from accidental glass breakage. 
Needle drain valve, integral bonnet, and drain cock construction. Rigid vessel 
and stuffing box gage connections. 312” max. height. For use with a variety of 
fluids in heavy/light industrial, municipal, petrochemical, and utility applications. 
Meet ASTM. 


Gauge Vessel Max. Handle Body Item 
Connection Connection Size Pressure Material Material No. 
200 psi @ 100°F Steel Bronze 11N015 
¥s' OD Glass Y," 490 psi @ 100°F Steel Steel 11N017 
500 psi@ 100°F Stainless Steel Stainless Steel 11N019 
400 psi @ 100°F Steel Bronze 11N016 
¥s" OD Glass ¥4" 490 psi @ 100°F Steel Steel 11N018 
500 psi@ 100°F Stainless Steel Stainless Steel 11N020 


| lye | 






No. 





39E381 
PLAST Ce-MATIC No. 396373 
Gauge Guards Gauge _ 
= Max. pressure: 250 psi NPT(In) Material” Temp. Now 
=» Vacuum pressure: 30" HG PVC Body a0 —30rs72 
= Accuracy: +3% a Viton 140° 39E374 
Protect pressure or vacuum instruments =~ jt 70, 300373 
and help reduce instrument failures and _ Polypropylene Body ; 
system down time. Feature a durable PIE "180° 30877 
and flexible diaphragm that serves as a a Viton 180°F 39E378 
protective barrier between the process een 1 Sate 
fluid and instrument. FNPT connection. = Viton {80°F _ 39E380 


eye) 
Sight Flow 
Indicators 


= Max. pressure: 125 psig 
= Temp. range: 32° to 200°F : oo = 
Feature a rotating impeller and removable — 
tempered glass window to ease maintenance. 


i 


No. 21XL59 
Buna-N and fiber seals. FNPT connections. ‘ae 
Bronze Bronze | Stainless 
Body Body | Steel Body 
Pipe Sight Overall) Item Pipe Overall Item Item 
Size Dia. Length) No. Size _ Sight Dia. Length No. No. 
Single Window Double Window 
Yar 12Y%0" "| 21XL59 Ya" 120" 3 21XL67 21XL75 
¥ 1242" 3"_—| 21XL60 Je" 12Ye0" ch 21XL68 21XL76 
Yo" 2 V2" 4" | 21XL61 y;" 2 V0" 4" 21XL69 21XL77 
Yq" 230" 4" | 21XL62 4" 2 V2" 4" 21XL70 21XL78 
i 232" —4¥e' | 21XL63 1" 2 V2" Ase" 21XL71 21XL79 
1%" 2%2" 4%" | 21XL64 1%" 2 V0" AS/e" 21XL72 21XL80 
1%" 2'%6' 5 'Ve' | 21XL65 1%" 2'%6" Ts 21XL73 21XL81 
2) 2'%e' 5's’ | 21XL66 2. 2'%6" o'"6" 21XL74 21XL82 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Lead-Free Water WATTS 
Hammer Arrestors 


= Max. pressure: 150 psi 

= Temp. range: 33° to 180°F 

Control water pressure shock and prevent water 
hammer conditions. Install in new or existing plumb- 
ing systems at any angle. Ideal in dishwashers, 
clothes washers, and quick-closing faucets. Certified 
for use in potable water applications. Nos. 5DMD8 to 












: No. 
SDME1 and 11Y819 to 11Y822 are IAPMO Listed. 5DMD8 
Pipe Overall Mfr. Item 
Size Connec. Type Dia. Height Model No. 
Ye" MNPT 1Y%4 A ¥e LF 05 (NPT) oDMD8 
Yo" MNPT 1¥' oe LF15M2-A 26X569 
; MNPT 415/39" AN LF150A 26X56/ 
Ya" x Ya" Xx Yo" GHT x GHT X NPT 1%" 46 LFI50HA 26X568 
yf! Hose Zz 6% Y4LF05HM1 (Hose) SDME1 
: MNPT 19 8%6. ¥4 LFISM2-B 11Y819 
MNPT 1% 86 1 LFi5M2-C 11Y820 
{ MNPT ZY 96 1 LF15M2-D 11Y821 
MNPT 2¥B 12'Ve' 1 LF15M2-E 11Y822 
MNPT AS 11%2" LF15M2-F 26X5/0 
* GRAINGER 
APPROVED No. 
4GU27 


ee E-TeN 


Brass Saddle 





Valves and | oo 
Needle Valves «smu 
SADDLE VALVES Nonself-Piercing—Installed on 


= Temp. range: -30° to 250°F 

Provide a water supply for humidifiers, 
refrigerators, automatic ice makers, 
and similar applications. Valves come 
complete with fittings for “%" 0.D. 
copper tubing or 14" 0.D. plastic tubing, 
brass tubing inserts, and instructions. 
Brass valve, stainless steel pin. 


Yo" or ¥4" galvanized water pipe by 
drilling %" hole in pipe, installing 
pilot tube, and tightening. 


NEEDLE VALVES 

= Max. pressure: 150 psi 

= Temp. range: 0° to 250°F, 
except Parker brand valves 
are -45° to 250°F 


For use in hydraulic and pneumatic 
systems. Designed for automotive 
and industrial applications. Standard 
style, brass construction with steel 
handles. Valves come complete 

with nuts and sleeves. Parker brand 
valves feature metal-to-metal seats 
with fine thread screw down. 


Self-Piercing—Easily installed on 
38" to 134" 0.D. copper tubing. Not for 
iron pipe. 


Self-Piercing Kit—Quick and easy to 
use. Includes 25 ft. of %" 0.D. polyeth- 
ylene tubing, saddle valve, and brass 
adapters and inserts. 





Item Tube Max. Item 
Description Brand No. Size Connection Height L Brand _ No. 
sacle Valves Needle Valves, Straight 
elf-Piercing vy Compression to 44,0 443,00 
Saddle Valve | GA 4GU27 Va ‘Compression 1%" 11%" Parker 21VL55 
onself-Piercing a1 GCompressionX 45, 44,0 
Caddie Valve GA 4GU26 7g Compression 1%6 1%" Eaton 1VPV2 
; emale Pipe 1 A 
V4 to Male Pipe 1%" 1%6' Parker 21VL63 
Pipe Fitting Max. Item 
Size Style Connection Height L Brand No. 
Needle Valves 
Angled Compression to Male Pipe iy 1°%4" Parker _21VL52 
Ya" y. Va Angled Compression x MNPT Te 6 GA 6MM63 
ox 4 Straight Compression to Male Pipe TH" T32" Parker _21VL57 
Straight Compression x MNPT 1%" 1 GA 6MM61 
Straight Female Pipe to Female Pipe 1 1'¥32" Parker 21VL64 
Straight FNPT x FNPT 1°%6a" 1%" GA 6IMN29 
Y," Straight FNPT x MNPT 1%6 1%" GA 6IMN31 
Straight FNPT x MNPT 1%" 12%4' Parker 21VL62 
Straight Male Pipe to Male Pipe 1A" 1'¥32" Parker 21VL60 
Ya" x Ya" __ Angled Flare to Male Pipe 12 13/4" Parker _21VL46 
Angled Compression to Male Pipe 19" 1°¥%4" Parker ~ =21VL53 
Straight Compression to Male Pipe 1%" 11%" Parker 21VL58 
Straight Compression x MNPT 11932" 1°%64" GA 6MM62 
Straight Double Compression 1%6 16 GA 6MM66 
Straight Female Pipe to Female Pipe 138" 112" Parker 21VL65 
Ya" Straight Flare to Flare 1%" 11%" Parker 21VL48 
Straight Flare to Male Pipe ey 12%4' Parker _21VL50 
Straight FNPT x FNPT 6" 1°64" GA 6MN3O 
Straight FNPT x MNPT 19%" 1%' GA 6IMN32 
Straight Male Pipe to Male Pipe 13" 13%4" Parker 21VL61 
Straight MNPT 11%" 1%" Eaton 1VPW3 
¥e' x Y4"__ Angled Flare to Male Pipe 13" 19%4" Parker 21VL47 
Angled Compression to Male Pipe 13%" 1-46/64" Parker 21VL54 
¥" Straight Compression to Compression 13" 1344" Parker _21VL56 
Straight Compression to Male Pipe 19%" 1%6 Parker _21VL59 





PLUMBING Scan. Order. Done. 











Drain Cocks, Gas Cocks & Stopcocks Details on page A1. 
Seat Pipe Max. Overall Item 
Position Size Connec. Type Pressure Temp. Range Height No. 
pale Det we MINPT 150 65° to 250°F_ 1%" 1VPY3 
- a psi _-60° to 250° g 
Seat Drain Cocks A MNPT 150 psi -65° to 250°F 194" 4VPY4 
MNPT xHose 150 psi -65°to 250°F 27%"  1VPY5 
All feature sturdy brass MNPT X HOSE, Eel MNPT x Hose 150 psi -65° to 250°F 274" 1VPY6 
construction. NOS. 1VPY5 TO 1VPZ1 ¥' _MNPTxHose 150 psi -65° to 250°F_ 26" WPY7 
; MNPT xHose 150 psi -65° to 250°F 2'%6' 1VPY8 
INTERNAL SEAT POSITION Angled body style and ideal MNPTxHose 150 psi__-65°to 250°F 3" 1VPY9 
: : for venting or draining air and Ya" MNPT x Hose 150 psi -60" to 200°F 34%" 1VPZ1 
Designed for automotive or eres fies Sse Ea eee ees oe 
industrial use. Not intended for : pote 
MNPT 150 psi _-65° to 250°F_ 1% 1WPX5 
natural gas, LPG, or nuclear ANGLE BODY STYLE External 7 MNET 200 psi 0° to 200 f 6D910 
ati ; ; 8" psi ° to 200° Ae. 
applications. Designed for automotive and yA MNPT 200 psi 0° to 200°F 1%"  6D912 
imilar j : MNPT 150 psi _-65° to 250°F_ 1542" _1WPX6 
No. EXTERNAL SEAT POSITION =» Similar industrial water-handling ==" pT 180 psi—-65°t0- 50°F 1%" —1VPV2 
6D910 Used on air compressor receiv- applications. Hand tighten for Ya MNPT 150 psi -69° to 250°F_ =1%6  1VPX/ 
leak-free connection. _ MNPT 150 psi -65° to 250°F_ —11%2" _1VPX9 
ers, condensate separators, Long Inline Body Style . 
similar applications. Internal 4" MNPT 150 psi _-65° to 250°F 1%6" 1VPZ2 
Max. Pressure 
200 psig!) 1% psig 
Pipe Overall Item Item Max. 
, Size ‘I Length Connec. Type _BtuH No. No. Pressure 
Lever ever Handle 125 psig 
Vex Ve = 1%6 ~=FNPT x MNPT — 2EEY6 _ Pipe Overall Item 
ee Bronze Gas Cocks Var x Va" 1%6" FNPTx MNPT | 2EEY7| — Size Length Connec. Type _No. 
No. 2EEY6 = Temp. range: 32° to 125°F Wx" 2%6°_ FNPTXSAE 56,500 — | 2EEZi Flat Head Handle 
x 2%0" FNPTXMNPT — 2EEY8 | — Vix Vs" 26° FNPTXFNPT| 2EEX6 
Valves are designed for shutoff Va" x Vs" 229" ENPT x MNPT 56,500 QEEY9. "x" DVie" FNPTXFNPT| 2EEX7 
service in residential and commer- Va KX Ve 2¥2 FNPIXFNPI 800,000 2EEV6 Ya" x Ye 2%6 FNPIXENPI| 2EEX8 
ss ace leaione ia iaalal Ys x Hs" -21%6" FNPTxFNPT 1,310,000 2EEV7 1x tT" 2%6" FNPTxFNPT 2EEX9 
Clal applications tO Isolate Gas x1" 376" FNPTXFNPT 2,100,000 2EEV8 _— Lever Handle 


2EEV9 Ya x Ya" 12%30" FNPTXFNPT|  2EEY1 
2EEW2 Ye x¥e 1232 FNPITXFNPI) 2EEY2 
2EEWS Yo" x Yo" 2%ie FNPTXFNPT| 2EEY3 
2EEW4 Ya XY 2%6 FNPIXFNPT) 2EEY4 
2EEWo "x1" 2%6' FNPTXFNPT| 2EEYS 


appliances. Can be used with natural ea sae NPT ENPT 3,250,000 
and manufactured gases. Accepted —~9-%yr*—ryes—pupr < FNPT 7500000 


for use in New York Department of 2x2 o%e_ FNPTXFNPT 7,300,000 
2%"x 2%" 57%" FNPTXxFNPT 7,800,000 





Buildings MEA 45-90-M. Tee Handle Tee Handle 
F Vx Vs" 17" FNPTXFNPT 117,000 | — | 2EEW6 (4x i" 12i4" FNPTXFNPT) 2EEX1 
| 2 PSIG Ti" x Vs" 13%2" FNPTXMNPT _ — —~ | 2EEZ2_ "x 34" 1240" FNPTXFNPT | 2EEX2 
Tee Handle — Flat Head Meet ANSI Z21.15.CSA 9.1 require. —Z.X2@ —1te"_ENPT x FNPT 274,000 | — | 2EEW8_= "x Vo" 2 Vie" FNPT x FNPT|  2EEX3 
No. 2EEW6 Handle iad -1 req Yr x i" T7' _FNPTXFNPT 274,000 | — | 2EEW7) "x "256° FNPTXFNPT, 2EEX4 
No. 2EExe ments of % psig. Wx" 26" FNPTXFNPT 274,600 —___| 2EEWS xt" 2%" FNPTxFNPT| 2EEX5 


* GRAINGER 
Brass Ground Plug Valves med Cen N GRANGER 


= Max. pressure: 30 psi Ideal for use in automotive and industrial applications. GA valves feature a 
= Temp. range: -65° to 250°F, except —_ universal lubricant satisfactory for most common fluids. All Parker valves are 
Parker valves are 32° to 125°F manufactured from forged bodies or castings for greater strength. 

















GA, 
Compression 
Overall Item 
Tube Size Length No. 
GA, iA Ze 1VPZ7 
MNPT x FNPT Parker, GA, Ya" 2/6. 1VRA2 
Pipe Overall ltem Threaded Flare YA 2/6. 1VRA1 
Size Height No. Pipe Item Overall Item V6" 26° 1VRA3 
Ye 17% 1VRA6 Size No. Tube Size Length No. Ae 2/6. 1VPZ8 
YA 14% 1VRA7 YA 21VL66 Ya 1% 1VPZ3 Ae. 24 1VRA4 
YA" 16 1VRA8 Ve 21VL67 Ae. 17 1VPZ4 ye" 24" 1VPZ9 
YA 24 1VRA9 Ya" 21VL68 Ye" a 1VPZ5 7g" 2x8 1VRA5 
: : ‘ Nut eng 
ottom ottom 
‘4: oll rtninte Pipe Handle Max. Item Item 
Size Connec. Type Type _‘ Pressure Temp. Range No. No. 
Brass Air Sh utoff Sto cocks FNPT Hexagon Shoulder x FNPT Hexagon Shoulder Lever 200 psig -20° to 500°F | 2GMU3 — 
P MINPT Round ShoulderxFNPT cever 80 psig 20°10. 500° =~ 2EFFa 
: eit 1/0 oun oulder x ever psig -20° to 500° — 
Economical way to shut off compressed air lines. /’ —NINPT Round Shoulder x FNPT Lever 200 psig -20°to500°F | 2EFF8 | — 
MNPT Round Shoulder x Straight Nose Lever 80 psig -20° to 500°F _ 2EEZ9 
MNPT x FNPT Lever 80 psig -20° to 500°F _ 2EFG4 
FNPT Hexagon Shoulder x FNPT Hexagon Shoulder Lever 80 psig -20° to 500°F _ 2GMT9 
FNPT Hexagon Shoulder x FNPT Hexagon Shoulder Tee 80 psig -20° to 500°F _ 2GMT5 
FNPT Hexagon Shoulder x FNPT Hexagon Shoulder Tee 200 psig -20° to 500°F = 2GMT7 _ 
No. FNPT x FNPT Lever 80 psig -20° to 500°F _ 2EFE7 
2GMU3 FNPT x FNPT Lever 200 psig -20° to 500°F 2EFF2 _ 
FNPT x FNPT Tee 80 psig -20° to 500°F _ 2EFD2 
FNPT x FNPT Tee 200 psig -20° to 500°F | 2EFD6 _ 
MNPT Hexagon Shoulder x Bibb Nose Lever 80 psig -20° to 500°F _ 2EFC5 
Vj" MNPT Hexagon Shoulder x Bibb Nose Lever 200 psig -20° to 500°F 2EFC9 _ 
MNPT Hexagon Shoulder x MNPT Lever 80 psig -20° to 500°F — 2EFA/ 
MNPT Hexagon Shoulder x MNPT Lever _200 psig -20° to 500°F 2EFA9 — 
MNPT Hexagon Shoulder x Straight Nose Lever _200 psig -20° to 500°F | 2GMV3 — 
MNPT Round Shoulder x FNPT Lever 80 psig -20° to 500°F _ 2EFF5 
MNPT x FNPT Tee 80 psig -20° to 500°F _ 2EFE1 
No. MNPT x FNPT Tee 200 psig -20° to 500°F 2EFE5 _ 
2EFDG MNPT x FNPT Hexagon Shoulder Lever 80 psig -20° to 500°F — 2EFGS 
MNPT x FNPT Hexagon Shoulder Lever _200 psig -20° to 500°F 2EFF9 _ 
MNPT x FNPT Hexagon Shoulder Lever _200 psig -20° to 500°F =| 2GMT2 _ 
: 5p" FNPT x FNPT Lever 80 psig -20° to 500°F _ 2EFE8 
No. 2EFE7 MNPT x FNPT Tee 80 psig -20° to 500°F _— 2EFE2 
Ya MNPT Hexagon Shoulder x Straight Nose Lever 80 psig -20° to 500°F _— 2EFA3 
2914 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE® HVAC & REFRIGERATION 
Find the wi. Find Solutions. Find Great Prices. Industrial Cooling Fans 


Light-Duty Industrial Pedestal Fans 


= Ball Bearings Quiet-Design—Provides high- 
= QSHA-compliant wire guards velocity air flow in quiet settings 
These fans cool light manufacturing areas, Such as schools, libraries, churches, 
warehouses, and other dry, clean spaces. _ Offices, or other quiet environments. 












DAYTON® Adjustable-height pedestal included. 
Fan heads have locking tilt adjustment for AIRMASTER Peis 
directional air flow. Adjustable-height pedestal included. 


Foldable Pedestal—Fan head unfolds 
into upright position. Fully assembled fans 
feature pedestal with 2%" dia. plastic 
wheels for roll-about portability. 





Blade_ No. of Air Motor Motor Height Cord Assembly Mfr. Item 
Dia. Speeds Flow Voltage HP RPM Amps Encl. H Adjustment —_ Length Req. Brand Model No. 
Non-Oscillating 
18" 2 2460/3480 CFM 120VAC Y 1100/950 1.8/1.4 OPAO 65" 02 to 69' 9 ft Yes Dayton 6ALE6 6ALE6 
20" 2 8662/9183 CFM 120VAC % 1200/1000 2.0/1.5 OPAO rey 5/ to 75" 9 ft Yes Dayton 2LY96 2LY96 
94" 2 3800/5450 CFM 120VAC Ya 1100/900 2.9/2.0 OPAO i 60 to 77" 9 ft Yes Dayton 2LY97B 2LY97 
3 2460/3460/4400 CFM 115VAC 2) = = TEAO 96" = — = Airmaster Fan CA24APE 462424 
30" 2 4650/7250 CFM 120VAC Ya 1100/900 2.9/1.9 OPAO 79" 61 to 79" 9 ft Yes _ Dayton 1RWB5 1RWB5 
3 2/00/4400/6100 CFM 115VAC 2) — = TEAO 96" — = = Airmaster Fan CA30APE 2LBA5 
Foldable Pedestal 
24" 2 3800/5450 CFM 120VAC 2) 1100/900 2.9/1.9 OPAO 71%" _ Fixed Height 9 ft No Dayton 22YK16 22YK16 
oa 2 4650/7250 CFM 120VAC Ya 1100/900 2.9/1.9 OPAO 74%" Fixed Height 9 ft No Dayton 22YK18 22YK18 
scillating 
18" 2 4000/5700 CFM 120VAC Y 1100/925 2.0/1.5 TEAO 67 22" to 67" 9 ft Yes Dayton 13V398 13V398 
207 2 9100/6200 CFM 120VAC \% 1100/925 2.0/1.6 TEAO 14" 60" to 74" 9 ft Yes Dayton 13V399 13V399 
94" 2 3010/6400 CFM 115VAC Ya 1100/850 2.8/2.1 TEAQ 74%" 59 to 74%" 10 ft Yes Dayton 6ALE8 6ALE8 
3 2460/3460/4400 CFM 115VAC V3 — = TEAO 96" — = = Airmaster Fan CA240AP 20LP84 
30" 2 7260/8200 CFM 115VAC Ya 1100/850 4.2/3.5 TEAO 17/ 62" to 77" 10 ft Yes Dayton 6ALE9 6ALE9 
3 2/00/4400/6100 CFM 115VAC V3 = = TEAO 96 = —= = Airmaster Fan CA300AP 22UK97 
Foldable Pedestal 
24" 2 3480/6360 CFM 120VAC V4 1100/900 2.8/1.6 TEAQ 71%" Fixed Height 9 ft No Dayton 22YK15 22YK15 
Gi: 5 2 7200/8130 CFM 120VAC Va 1100/900 2.8/1.6 TEAO 74%" _ Fixed Height 9 ft No Dayton 22YK1/ 22YK17 
uiet-Design 
24" ] 2280/4320/5030 CFM 115VAC Va 1025/880/480 ——-2.0/1.6/0.6 ~~ TEAO 81" — 10 ft Yes Dayton 2RDZ6 2RDZ6 
30" ce] 3450/6090/7450 CFM 115VAC % 1010/860/530 = 2.2/1.6/0.6 —TEAO (o- — 10 ft Yes Dayton 2RDZ/ 2RDZ/ 





* _ 
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Standard-Duty Industrial Pedestal Fans 






= OSHA-compliant wire guards BIG ASS FANS® 

Used to cool heavy manufacturing areas and == Nos. 326VG2, 326VG7, and 326VH2 

other dusty or dirty environments. feature an occupancy sensor. 

DAYTON® AIRMASTER FAN 

= Ball bearings = Ball bearings No. 
Include mounting hardware. SCHAEFER 326VG2 
Quiet-Design—Provides high-velocity air = Sealed ball bearings 


flow in quiet settings such as schools, libraries, Include mobile cart with 8" pneu- 
churches, offices, or other quiet environments. matic casters. 
Adjustable-height pedestal included. 








Blade _No. of Air Motor Motor Cord Assembly Mfr. Item 
Dia. Speeds Flow Voltage HP RPM Amps Encl. H Length Req. Brand Model No. 
Non-Oscillating 
1g" 2 2900/4500 CFM 115VAC Ya 1075/700 L7/A6 TEAO 2a 10 ft No Dayton 7DC93 7DC93 
2 3055/4700 CFM 115VAC YA 1075 0.94/0.66 —TEAO 23° 10 ft No Dayton 7DC97 7DC97 
20" _ Variable — 120VAC 2Veq 1220 46 TEAO 69%" = Yes Big Ass Fans F-AE1-2001L11S34 326VF9 
Variable = 120VAC 2¥eq 1220 46 TEAO 691%" = Yes Big Ass Fans —_F-AE1-2001L11534V56 326VG2 
2 3800/6100 CFM 115VAC % 1075 3.30/2.29  TEAO 2/" 10 ft No Dayton 7DD01 7DD01 
94" 3 2820/4020/5520 CFM 115VAC V3 — = TEAO 88 2" — = Airmaster Fan UPI-24PA2A 15E706 
Variable = 120VAC 2Veq 1290 4.38 TEAO 1278 — Yes Big Ass Fans F-AE1-2401L11834 326VG4 
Variable = 120VAC V3 1290 43 TEAO 1278 = Yes Big Ass Fans —_-F-AE1-2401L11534V56 326VG7 
2 8/12/9704 CFM 115VAC Yo 1075 3./0/3.12 — TEAO oo: 10 ft No Dayton 7DD05 7DD05 
a 3415/5300/7185 CFM 115VAC % = = TEAO 60 to 92" = = Airmaster Fan UPI-30PA2A 15E708 
30" _ Variable — 120VAC % 1280 49 TEAO 75°92" — Yes Big Ass Fans F-AE1-3001L11S34 326VG9 
Variable = 120VAC 3 1280 4.9 TEAO 19°92, = Yes Big Ass Fans —_-F-AE1-3001L11S34V56 326VH2 
Gale Variable — 110-125VAC 4 Iie La-105 ODP = 10 ft Yes Big Ass Fans MP-YJ1-031018534 _744H98 
uiet-Design 
18° 3 1805/2113/2600 CFM 115VAC % 1125 1.41 TEAO  Adj60to 71" 15tt Yes Dayton 4PRW3 4PRW3 
20" 3 1657/2060/3100 CFM 115VAC VY 1120 1.65 TEAO Adj60to 71" 15tt Yes Dayton A4PRV8 4PRV8 
24" 3 3329/4556/5588 CFM 115VAC ¥Y3___1110/900/700 20 TEAOQ  Adj60to 96" 15 ft Yes Dayton 2WCG4 2WCG4 
wean 3 4463/6259/8402 CFM 115VAC Ys 1098/880/660 2.6 TEAO  Adj60to 96" 15ft Yes Dayton 2WCF9 2WCF9 
scillating 
18" 2 2900/4500 CFM 115VAC Ya 1075/700 Le AR: TEAO 23° 10 ft No Dayton 7DC95 7DC95 
20" Z 3059/4700 CFM 115VAC Ya 1075 2.20/0.51 —_ TEAO 23° 10 ft No Dayton 7DC99 7DC99 
94" 2 4460/6400 CFM 115VAC Yo 1075/600 = 4.65/3.31_ — TEAO 27" 10 ft No Dayton 7DD03 7DD03 
2 2820/4020/5520 CFM 115VAC V3 — = TEAO 882 = — Airmaster Fan |-24-OAP 15E710 
30" 2 86/74/9612 CFM 115VAC Yo 1075/600 = 4.06/2.61 ~~ TEAO 33" 10 ft No Dayton 7DDO7 7DD07 
eS] 3415/5300/7185 CFM 115VAC % = = TEAO 60" to 96" = = Airmaster Fan |-30-OAP 15E712 
36" 1 ,/00 CFM 115/230VAC Yo 825 1/35 TEAO is o ft Yes ochaeter VKO36-B-O 
1 11,700 CFM 115/230VAC Yo 829 7/3.9 TEAO £5: ° ft No ochaeter VKO036-0 
Quiet-Design 
18" 3 1805/2113/2600 CFM 115VAC Y 1125 1.41 TEAO  Adj60to 71" 15ft Yes Dayton 4PRW1 
20" 3 1657/2060/3100 CFM 115VAC YW 1120 1.65 TEAO  Adj60to 71" 15tt Yes Dayton A4PRV6 
24" a 3125/4356/5387 CFM 115VAC Yi 1070/850/628 20 TEAOQ  Adj60to 96" 15 ft Yes Dayton 2WCG6 
30" 3 4063/5859/7996 CFM 115VAC Yi 1045/789/561 29 TEAO  Adj60to 96" 15ft Yes Dayton 2WCG2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








HVAC & REFRIGERATION Scan. Order. Done. 
Industrial Cooling Fans Details on page A1. 





High-Visibility Industrial , 
Pedestal Fans 





= Non-Oscillating Safety-yellow finish attracts atten- : 
= 115VAC tion to help prevent accidental 2 
= Totally enclosed motors damage to the fan. Pedestal adjusts 
= Ball bearings from 412" to 59". Fans include an es 
= OSHA-compliant extension cord (15 ft. for No. 7DJ29 —~ 
wire guards and 14 ft. for No. 7DJ33) and a No. 2ATB9 
3-position drop cord switch. : 
rite hi 4 a gr pil , on ao fem Guards for Industrial te = 
ia. peeds ow mps eng eq. 0. = ayton 
24" 2 3800/6100 CFM ¥; 1075/750 ——-3.28/2.29 2 tt Y 7DJ29 eet 
30" 2 8712/9375 CFM 7 1075/750 3.7/3.12 2 tt Yes 7DJ33 Cooling Fans 


= QSHA-compliant polyester powder-coated wire guards 
Replacement guards that enclose fan blades to protect 
them from damage and prevent injuries from accidental 
contact. Guards mount to thru-bolts on yoke-mounted or 


e 
industrial Pedestal Washdown Fans rigid-base motors. Rear section of guard has 4 mounting 


slots to accommodate motor thru-bolts. 





= Non-Oscillating Can be hosed off or pressure washed 
= Totally enclosed non-ventilated motors during cleaning in areas that require Note: Cradle-type motors cannot be used. 
: = Ball rin reqular washdowns. ndarv safet Fits Fan Mounting Mounting 
enue all bearings egular washdowns. Secondary safety | gag ‘Blade Slot 0.C. Slot 0.C. Item 
= Hardwired cable included. Dia. Dia. Color | __A B For Use With _No. 
= j j 19 in 16in 2 “ein 4in _|48" Frame Motors 2ATB6 
= QOSHA-compliant wire guards oir se SATEy 
Blade No. of Air Motor Height Assembly Item 23 In 20in 2ATB8 
Dia. Speeds Flow Voltage HP Amps H Adjustment Reg. _No. Prin ain | pape gape | SO ee ONTDe 
20". 1 2670CFM  115VAC Vs 1.1 22%" FixedHeight Yes 216NV2 | 33in  30in : : 2ATC1 
24° 1 ~~+45220CFM 115/230VAC_ % 1.7/3.3 33" FixedHeight Yes 216NV3 | 39in 36in 2ATC2 
30°. 1  S8800CFM 115/230VAC % 1.9/3.7 33"  FixedHeight Yes 216NV4 | 33in 30in Yellow 1VCH4, 1VCH5 _1VCH7 





i icti © nt: * ayton| 
Industrial Pedestal Misting Fans Versdiyll ied 


= Non-Oscillating Versa-Mist—No. 4ARK3 has 10 gal. Dayton®—Fans include 
— # 115VAC reservoir for up to 5 hr. of run time. pedestal and mounting 
fe ee = Totally enclosed air-over motors No. 4ARK4 has 14 gal. reservoir for hardware. 
a 5 = OSHA-compliant wire guards up to 7 hr. of run time and includes = Ball bearings 
j _ © \.* Feature a misting hub that connects to a_ integrated wheels and handle. 
v cam water source for adding moisture to the = Sealed ball bearings 
| zs ’ air for rapid cooling. 
. SE . Blade No. of Air Motor Height Cord Assembly Item 
Qe : Dia. Speeds Flow HP RPM Amps H Adjustment Length Req. Brand No. 
s ; Versa-Mist, Industrial 
er 18" 3 1400/1800/2200 CFM ‘Vo 1000/1400/1570 1.5/1.3/1 42" — 25ft Yes _‘ Versa-Mist 4ARK3 
No. 216NT5 3 1400/1800/2200 CFM ‘io 1000/1400/1570 1.5/1.3/1 Adj53to72" = — 25ft Yes _Versa-Mist 4ARK4 





Dayton, Standard Duty 

20" 2 3080/4750 CFM % 1100/850 1.4/2.0 23" 41%" to 59" 10 ft. Yes Dayton 216NT4 
No. 4ARK3 24" 2 3850/6200 CFM % 1100/850 3.0/3.6 2/' 41%" to 59" 10 ft. Yes Dayton 216NT5 
ely 2 8800/9800 CFM Ye 1100/850 3.3/4.2 J 41¥2" to 59" 10 ft. Yes Dayton 216NT6 


% _ wy g ¥ f * i 
1ZCP4 1ZcP2 7DFO9 acca aazats 1zoPs | d trial F 
g ndustrial Fan 





3 Accessories 


For more industrial 
fan accessories, go to 


2S eb e es _ 





” 4 No. No. No. : ® 
nT Grainger.com®. 
1ZCP7 1ZCP8 ! 1VCHG eae one 
Item 
Description For Use With Includes No. 
Pedestals for Industrial Fans 
Open Pedestal Base, Adjustable 41" to 58%" Dayton Yoke-Mounted Fan Heads, Up Through 30" Assembly Hardware 1ZCP4 
Pedestal Base, Base Dia. 27", Adjustable 41/2" to 59" Dayton Yoke-Mounted Fan Heads, Up Through 30" Assembly Hardware 1ZCP2 
Pedestal Base, Base Dia. 27", Adjustable 412" to 59", Safety Yellow 1VCH4, 1VCH5 Assembly Hardware 1ZCP3 
Pedestal Base, Base Dia. 332", Open Base, Stainless Steel 1XUA1, 2LYW6, 2LYW5, 2LYW4, 22UK95 — 7DFO09 
Wheel Kit for Industrial Fans 
Closed Base, Galvanized 1ZCP2D, 1ZCP3D Wheels, Brackets, Mounting Hardware 40PR87 
Misting Kit for Industrial Fans 
Misting Ring, (6) Nozzles, (3) Plugs, 12 ft. Tubing, Hose 
Misting Hub Kit ed avec «Wea TONY 12CNB. SPECS Adapter, Shutoff Valve and Washer, In-Line Filter Screen 44ZE09 
and Washer, Nylon Zip Ties and Mounting Hardware 
Mounting Brackets for Industrial Fans 
Ceiling/Wall/Post, Gray ee ione: GLOCaIEIG er Gece na Mote Secondary Safety Support Cable 1ZCP6 
Heavy Duty, Ceiling/Wall/Post, Gray Ger heise oro cIEAgieR ite Coline aoa’ Secondary Safety Support Cable 3PEH3 
- Dayton Yoke-Mounted Non-Oscillating Fan Heads Up Through 30". 
Rafter or |-Beam, Gray Not intended t be used with Greenhouse oF Oscilating Fans. a Secondary Safety Support Cable 1ZCP7 
_ ayton Yoke-Mounted Non-Oscillating Fan Heads Up Through 30". 
I-Beam or Column, Gray Not intended to be used with Greenhouse or Oscillating Fans. Secondary Safety Support Cable 1ZCP8 
Switches for Industrial Fans 
Drop Cord Rocker Switch, 2-Speed, 3-Position, Yellow 1VCH4, 1VCH5 — 1VCH6 
Pull Chain Switch Dayton 6ALE8D, 6ALE9D, 6GALFOD, 6ALF1D, 13F045D, 1VCE7D, — 3.5" Chain, Silver Knurled Nut, 90° 346191 
1VCE8D, 1VCE9D, 3PEG9D, 13F047D, 1VCF2D, 1VCF3D, 1VCF4D Elbow, Extension String, Washers 
2916 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


TTT 

















GRAINGER CHOICE° HVAC & REFRIGERATION 
Find the yi. Find Solutions. Find Great Prices. Industrial Cooling Fans 
Blade No. of Air Motor Item 
¥* r Dia. _Spacds Flow Voltage Phase HP RPM Amps Includes No. 
on-Oscillating 
Dayton 2950/4550 ; 
18in 2 CEM 115V AC 1 Yahp 1100/850 2.0/1.4 13F045 
3080/4750 Mounting Bolts 
Stand ard Duty 20in 2 CEM 115V AC 1  VYahp 1100/850 2.0/1.4 1VCE7 
. 1 GOOO.CFM 208-230/460V AC 3 Yhp 1100 2.2-2.2/1.1 Mounting Boils, sycq7 
industrial 1 6050 CFM 208V AC {_Yehp 1100 23 Conduit Box. wees 
ounting Device, 
Fan Heads 24in 4 G050CFM  277V AG 1 hp 1100 18 eta Rafoty Tees 
= Totally enclosed motors Support Cable 
= Ball bearings 2 $eowe200  115VAC = 1 hp 100/850 3.6/3.0 Mounting Bolts 1VCE8 
= OSHA-compliant wire guards 1 9450 CFM 208-230/460V AG 3 Yohp 1100 2.2-2.2/1.1 Mounting Bolts, sega 
Provide cooling in heavy 1 9450CFM __277V AC i hp 1100 18 Conduit Box, 1VCG6 
manufacturing areas and other Te , at 
dusty or dirty environments. 4 9450CFM = 208V AC 1 Yhp 1100 23 secondary Safety 1VCG5 ae 
Fan heads tilt and lock to direct SSOC/EOO Support Cable oe \» | 
airflow. 115VAC units feature 2 CFM 115V AC 1 Yehp 1100/850 4.2/3.3 Mounting Bolts 1VCE9 ft ' 
2 Oscillating Pao ey Ye 
a pull chain switch and 10-ft. | ERIE ; By Mijr 
3-cond. power cord; others are 18 in 2 CFM 115V AC 1 V4 hp 1100/850 2/1.4 13F047 f ty rey Ui 
hardwired. 208VAC and 277VAC agin 2 SOMO tisvac = 1 Yep 100/850 2/1.4 ' sone vo gy, 
ounting Bolts a 
fans reduce amp draw andcan 5475 4500/6450 415VAC = 1 Yehp 110/850 4.2/3.3 1VCF3 s 
be wired with industrial lighting SRNDTaSOO « 
systems. 30in 2 CEM 115V AC 1  Yhp 1100/850 4.2/3.3 1VCF4 
High-Temperature = *pyz75 | High-Visibility lef Dayton} No 
Industrial Fan Heads Industrial Fan Heads - 
= Non-oscillating = Non-Oscillating = Ball bearings CSS 
= Ball bearings = 115VAC = OSHA-compliant wire guards oR 
= Hardwired Wipe & Have a safety-yellow finish that attracts 
140° ‘a A attention to help avoid accidental damage Blade No. of Air Motor Motor Cord Item 
a Max ambient temp Vad nO, ini to the fan at 4 15 ft. extension pie Dia. Speeds Flow HP RPM _ Amps Encl. Length No. 
= OSHA-compliant wire guards : ed chai : 242 3800/6100 CFM_4 _1100/850 3.6/3.0 TEAO 10 tt 1VCH4 
Provide a reliable source of A and a 3-position drop cord switch. 30" 2 8750/9400 CFM % 1100/850 4.2/3.3 TEAO 10 ft 1VCH5 
cooling in high ambient tempera- In rial Mistin ¥* j P 
tures that could burn out fan No. dustria st g Dayton A oe 
heads rated for standard temperatures. Fan  4VAc3 | Fan Heads five. § ON 
heads include conduit box and mounting bolts. = Non-Oscillating / Fr . A 
. : : i / No 
Blade No. of Air Motor Motor Item | = 115VAC = Ballbearings = OSHA-compliant wire guards yh 7DY63 
Dia. Speeds Flow Voltage HP RPM Amps Encl. No. Foti "When 
30’ 1 4700 CFM 115VAC Ye 1100 2.8 TEAO 4VAC3 Feature misting hub kit No. 44ZE09 (see plage No. of Air Motor Motor Cord ttem 
15500 CFM175/230VAC_% 1670 5.2/2.6 TEAO 4VAC6 Grainger.com® for kit contents). Misting Dia. Speeds Flow HP RPM Amps Enel. Length_No. 
2 Tar a AANA | fu kit connects toa water source for — ie 5 ROTTEN 1 Tea Te 
30°. 1 8900CFM 115VAC % 1100 4.2 TEAO4VAC5 | adding moisture to the air for rapid cooling. 30° 2 8712/9704CFM % 1075 3.7/3.12 TEAO 10 ft 7DY65 


Corrosion-Resistant 


Multifan & 
Industrial Fan Heads 


= Non-oscillating in greenhouses to optimize plant Blade Air 
= Sealed ball bearings growth and ventilating livestock p!@., Flow Voltage 
= Variable speed controllable buildings to prevent heat stress -- 5500 115VAC 
sepa 20 in CEM 240VAC 
=» Hardwired in animals and reduce the —s000 445VAC 
= OSHA-compliant wire guards buildup of moisture, manure 24 iN CEM 240VAC 
gases, pathogens, and dust 30 in 19,000 TISVAG 
These fan heads withstand sea ah CFM 240VAC 
exposure to water and mois- Outdoor uses include cooling 36 jn 12:000115VAC 
ture to allow operation in people in pool areas and other eM ean 
wet or humid areas without high-moisture locations. Optional an 


, , Speed Control 
include regulating temperature rackets are sold separately. ; 


Speed & Temp. Control 


BLACK |PLASTIC, WALL | CEILING 
POWDER|COATED) MOUNT | MOUNT 
COATED, WHITE BRACKETSBRACKETS 





Motor Motor, Item Item Item Item 
HP RPMAmps Encl.| No. No. No. No. 
Y% 1750 3.8 TEAO|44Z079 1DGY7 | 1DGZ1 1DGZ3 
Y 1750 2 TEAO)44Z075 1DGY6 | 1DGZ1 1DGZ3 
Y 1750 3.8 TEAO|44Z074 1DGY5 | 1DGZ1 1DGZ3 
Y% 1750 2 TEAO44Z085 1DGY4 | 1DGZ1 1DGZ3 
Y% 1000 6.7 TEAO 442081 1DGY9 | 1DGZ2  1DGZ4 
Y% 1000 3.1 TEAO 442087 1DGY8 | 1DGZ2  1DGZ4 
Y% 780 63 TEAO| — 1DGY3 | 1DGZ2  1DGZ4 
Y% 7/0 3.2 TEAO| — 1DGY2 | 1DGZ2  1DG2Z4 
Max. Mfr. Item 
Voltage Amps Model No. 
120/240 10 VFMVS-1S 1DGZ5 
120/240 10 VFSA-10S 1DGZ6 


High-Velocity Industrial Fan Heads ©) 


= Non-oscillating 
= Ball bearings 
= QOSHA-compliant 


Have a high-rpm motor and a tubular housing for pushing 
air at higher speeds over longer distances than fan heads 
with a standard open-grill design. 1-phase fans have 


@ PATTERSON 





THE AUTHORITY IN AIR MOVEMENT 


Mounting Yokes and Brackets—for ceiling-mount 
only, yoke is required without additional mounting bracket. For floor, wall, or 
dock mounting positions, additional mounting bracket is needed along with 


wire guards 12-ft. power cord; 3-phase fans are hardwired. yoke. Assembly hardware included. Brackets sold separately on Grainger.com®. 
FAN —_| REQUIRED 
ONLY /|MOUNTING 
Blade _ No. of Air Motor Motor Mfr. Item YOKE 
Dia. Speeds Flow Voltage HP Phase RPM Amps Encl Model No. Item No. 
14° 1 2600 CFM _115/208-230VAC 4 1 1725 _2.8/1.4-1.4 TEAO | HIP14A-CS 482V92 | GALHO 
1 2600 CFM _208-230/460VAC 4 3.1725 ~—*1.5-1.4/0.75 TEAO | HIP14B-CS 482V93 | GALHO 
18" 1 3800 CFM _115/208-230VAC_ 4 1 1725 6.0/3.0-2.9 TEAO | HIP18A-CS 482V94  GALH1 
1 3800 CFM _208-230/460VAC_ 4 3.1725 2.4-2.341.2  TEAO | HIP18B-CS 482V95 | G6ALH1 
99" 1 5570 CFM _115/208-230VAC_ 4 1 1725 6.0/3.0-2.9 TEAO | HIP22A-CS 482V96 | GALH2 
1 5570 CFM _208-230/460VAC_ 4 3.1725 ~2.4-2.3/1.2  TEAO | HIP22B-CS 482V97 | GALH2 
96" 1 7650CFM —_—-115/220VAC 1 1 1725 13.4/6.8-6.7 TEFC | H26A-CS  6ALF8 6ALH3 
1 7650CFM _—-230/460VAC 1 3.1725 3.6-3.5/1.8 TEAO | H26B-CS  6ALF9 6ALH3 
30! 112,000 CFM‘ 115/220VAC 1 1 1725 13.4/6.8-6.7 TEFC | H30A-CS  6ALGO 6ALH4 
1 12,000 CFM ——_—-230/460VAC 1 3.1725 ~—-3.6-3.5/1.8 TEAO | H30B-CS  6ALG1 6ALH4 
34" 117,000 CFM —_—-230/460VAC 3 3.1165 9.9-9.2/46 TEAO | H34B-CS  G6ALG2 6ALH5 


Sign in to Grainger.com 
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to see YOUR Pricing and MORE 


HVAC & REFRIGERATION 
Industrial Cooling Fans 


Scan. Order. Done. 
Details on page A1. 








airmaster 


Fans 


* ; 
Light-Duty Industrial Wall-Mount Fans 


= Ball Bearings Dayton® Quiet Design—Provide high-velocity air flow in 
= Unassembled quiet settings such as schools, libraries, churches, offices, 
= QSHA-compliant wire guards or other quiet environments. Bracket and secondary safety 


Fans cool light manufacturing areas, warehouses, and other support cable included. 


dry, clean spaces where floor space is limited. Airmaster—Nos. 2HYH1 through 2HYH3 feature pull chain 
speed switch and yoke mount which attaches to any surface 
with 1 bolt or lag screw. Other models include mounting 
bracket and safety cable kit. 


Dayton®—Fan heads feature locking tilt adjustment for 
directional air flow. Bracket and secondary safety support 
cable included. 








Blade No. of Air Motor Motor Fan Mounting Cord Mfr. Item 
Dia. Speeds Flow Voltage HP RPM Amps Encl. Location Length Brand Model No. 
Non-Oscillating 
1 3 1300/1550/1855 CFM = 115VAC Ye 1500 U5 ODP Ceiling, Wall 8 ft AirmasterFan  |-12YM = 2HYH1 
1g" 2 2460/3480 CFM 120VAC % 1100/950 1.8/1.4 OPAO Wall 9 ft Dayton 6ALE7 _ 6ALE7 
3 3346/3824/4550 CFM 115VAC  % 1600 1.65 ODP Ceiling, Wall 8 ft AirmasterFan |-18YM —2HYH2 
90" 2 2600/3700 CFM 120VAC % 1200/1000 2.0/1.5 OPAO — Ceiling, Wall 9 ft Dayton 2LY99 _—s 2LY99 
3 4387/5020/5950 CFM 115VAC % = = ODP Ceiling, Wall — _AirmasterFan_ |-20YM  2HYH3 
94" 2 3800/5450 CFM 120VAC 4% 1100/950 2.9/2.0 OPAO — Ceiling, Wall 9 ft Dayton 2MA10  2MA10 
3 2460/3460/4400 CFM 115VAC % = — TEAO Ceiling, Wall — _ AtrmasterFan CA24WC 462423 
30' 2 4650/7250 CFM 120VAC 4% 1100/900 2.9/1.9 OPAO — Ceiling, Wall 9 ft Dayton 1RWB4 1RWB4 
_— 3 2700/4400/6100 CFM 115VAC  % = — TEAO — Ceiling, Wall — _AirmasterFan CA30WC 2LBA6 
scillating 
18" 2 4000/5700 CFM 120VAC % 1100/925 2.0/1.5 TEAO Wall 9 ft Dayton 13V401 13401 
20" 2 9100/6200 CFM 120VAC 4 1100/925 2.0/1.6 TEAO Wall 9 ft Dayton 13V402  13V402 
94" Z 3010/6400 CFM 115VAC 4 1100/850 2.8/2.1 TEAO Wall 10 ft Dayton 6ALFO _‘6ALFO 
3 2460/3460/4400 CFM 115VAC % 1100 oe TEAO Wall 15 ft Airmaster Fan CA240W 22UK96 
30" Z 7260/8200 CFM 115VAC 4 1100/850 4.2/3.5 TEAO Wall 10 ft Dayton 6ALF1 _6ALF1 
Gale 3 2700/4400/6100 CFM 115VAC % — = TEAO Ceiling, Wall —_ ArlrmasterFan CA300W 462425 
uiet-Design 
24" 3 2280/4320/5030 CFM 115VAC %  1025/880/480 2.0/1.6/0.6 TEAQO Wall 10 ft Dayton 2RDZ8_ _2RDZ8 
30" 3 3450/6090/7450 CFM = 115VAC %  1010/860/530 = 2.2/1.6/0.6 TEAO Wall 10 ft Dayton 2RDZ9_ _—2RDZ9 
Standard-Duty Industrial MT pa ac 
Wall-Mount Fans escuazrer @ocassrans eka Cairmasier 


Fans cool heavy manufacturing areas and other dusty or dirty 
environments with limited floor space. 


Dayton®—Fan heads feature locking tilt adjustment for directional 
air flow. 115VAC models include 3-cond. power cord; others are 
hardwired. Bracket and secondary safety support cable included. 

= Ball bearings 

= OSHA-compliant wire guards 





Schaefer—Designed for agriculture, horticulture or indus- 
trial applications. Wall-mount units include mounting bracket. 
= Ball bearings 

= Zinc plated wire guards 


Big Ass Fans®—Nos. 55FF65 and 55FF67 have 360° 
rotation and 40° tilt. No. 744H99 features an EC motor and 
360° rotation. No. 326VG8 has an IP65 EC motor and an 
occupancy sensor. 


Dayton® Quiet Design—Designed to provide high-velocity air 
flow in quiet settings such as schools, libraries, churches, offices, 
or other quiet environments. Bracket and secondary safety support 
cable included. 


Airmaster Fan—Fans include a mounting bracket and secondary 














= QOSHA-compliant guards, except No. 55FF68 safety support cable kit. 
= OSHA-compliant wire guards 
No. 7DD02 Blade No. of Air Motor Motor FanMounting Cord Mfr. Item 
Dia. Speeds Flow Voltage HP RPM Amps _ Encl. Location Length Brand Model No. 
Non-Oscillatin 
12" Variable 1470 CFM 115/230VAC Mo 1725 1.3/0.65 TEAO Wall 5 ft Schaefer GVK12 6ALD4 
18" 1 — 115VAC ¥3 — — — Wall — __ Big Ass Fans F-SB1-0101L13S34 55FF65 
50! 2 3059/4700 CFM 115VAC V4 1075 0.94/0.66 TEAO Wall 10 ft Dayton 7DC98 7DC98 
Variable 5470 CFM 115/230VAC  —% 1725 3.8/1.9 TEAO Wall 5 ft Schaefer GVK20 6ALD5 
1 6000 CFM 208-230/460VAC % — 1.1/2.2 TEAO Ceiling, Post, Wall — Dayton 216NU3 216NU3 
1 6050 CFM 208VAC V — 2.3 TEAO Ceiling, Post, Wall — Dayton 216NU1 216NU1 
54! 1 6050 CFM 277VAC V — 1.8 TEAO Ceiling, Post, Wall — Dayton 216NU2 216NU2 
2 3800/6100 CFM 115VAC 3 1075 3.38/2.29 TEAO Wall 10 ft Dayton 7DD02 7DD02 
3 2820/4020/5520 CFM 115 VAC V3 — — __TEAO _ Ceiling, Wall —_ Airmaster Fan |-24W2A 15E707 
Variable 7860 CFM 115/230VAC  % 1725 4.8/2.4 TEAO Wall 5 ft Schaefer GVK24 6ALD6 
1 9450 CFM 208-230/460VAC % — 1.1/2.2 TEAO Ceiling, Post, Wall — Dayton 216NU6 216NU6 
1 9450 CFM 208VAC VY — 2.3 _TEAO Ceiling, Post, Wall — Dayton 216NU4 216NU4 
1 9450 CFM 277VAC VY, — 1.8 TEAO Ceiling, Post, Wall — Dayton 216NU5 216NU5 
30' 1 — 240VAC/480VAC _ 1 — — — Wall — __ Big Ass Fans F-SB1-0215L13S34 55FF67 
2 8712/9704 CFM 115VAC V 1075 3./0/3.12 TEAO Wall 10 ft Dayton 7DD06 7DD06 
3 3415/5300/7185 CFM 115 VAC ¥3 — — __TEAO _ Ceiling, Wall —_ Airmaster Fan I-30W2A 15E709 
Variable — 110-125VAC 1317 7.9-10.5 ODP |Beam, Wall 10 ft Big Ass Fans F-YJ1-0310L13S34 744H99 
Variable — 120VAC ¥3 1280 49 TEAO Wall — __ Big Ass Fans F-AE1-3001L13S34 326VG8 
No. 744H99 1 11,400 CFM 115/230VAC 825 7/3.5 _ TEAO Wall 5 ft Schaefer VK36 6ALD8 
36" 1 11,690 CFM 115/230VAC  —% 825 7/3.5 _ TEAO Ceiling 5 it Schaefer GVKC36 6ALEO 
1 12,600 CFM 208-230/460VAC % 1100 2.2-2.2/1.1 TEAO Ceiling, Post, Wall No Cord —_ Dayton 3PEH2 3PEH2 
2 8100/12,600 CFM 115VAC Y _1100/850 ~—4.2/3.9 TEAO Ceiling, Post, Wall 10 ft Dayton 3PEG9 3PEG9 
72 Variable = 115VAC Y — — — Ceiling — ___BigAssFans_ _F-PV2-0601834 55FF68 
Quiet-Design 
18" 3 1805/2113/2600 CFM —115VAC i 1125 1.41. TEAO Wall 15 Tt Dayton APRW4 4PRW4 
20" 3 1697/2060/3100 CFM —115VAC v5 1120 1.65 TEAO Wall 15 it Dayton APRVI 4PRV9 
24" 3 3325/4556/5088 CFM «115 VAC Ys _1110/900/700  =2.5 ~~ TEAO Wall Tot Dayton 2WCG5 2WCG5 
i ' 3 4463/6259/8402 CFM —115 VAC Ys 1098/880/660 2.6  TEAO Wall 15 ft Dayton 2WCG1 2WCG1 
scillating 
18° 2 2900/4500 CFM 115VAC Ys 1075/700 —_—*1.7/.1.6 TEAO Wall 10 ft Dayton 7DC96 7DC96 
20" Z 3055/4700 CFM 115VAC V4 1075 2.29/0.51 TEAO Wall 10 ft Dayton 7DD00 7DD00 
D4" 2 4460/6400 CFM 115VAC Ye 1075/6000 —_4.65/3.31 TEAO Wall 10 ft Dayton 7DD04 7DD04 
3 2820/4020/5520 CFM 115 VAC V3 — — __TEAO Wall —_ Airmaster Fan |-24-OlW 15E711 
30' 2 8674/9612 CFM 115VAC Ye 1075/600 —_4.06/2.61 TEAO Wall 10 ft Dayton 7DD08 7DD08 
3 3415/5300/7185 CFM 115 VAC 3 — — ___TEAO Wall —_ Airmaster Fan |-30-OlW 15E713 
Quiet-Design 
18" 3 1805/2113/2600 CFM —115VAC v5 1125 1.41. TEAO Wall 15° Dayton APRW2 4PRW2 
20" 3 1697/2060/3100 CFM —115VAC v5 1120 1.65 TEAO Wall 15 ft Dayton APRV7 4PRV7 
; 24" 3 3125/4356/5387 CFM 115 VAC Ys _1070/850/628 2.5  TEAO Wall 15 ft Dayton 2WCG7 2WCG7 
a 30" 3 4063/5859/7996 CFM —s115VVAC Ys _1045/789/561 2.9  TEAO Wall 15 ft Dayton 2WCG3 2WCG3 
2918 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 
Industrial Cooling Fans 





High-Visibility Industrial Wall-Mount Fans 


Safety-yellow finish attracts attention to help prevent accidental 
damage to the fan. Fans include a 15 ft. extension cord, 3-posi- 
tion drop cord switch, and mounting bracket. 


= Non-oscillating 


= 115VAC 
Blade No. of 
Dia. Speeds 
24" 
30" D 


= Ball bearings 


= QSHA-compliant 


wire guards 
Air 
Flow 
3800/6100 CFM 
3800/6100 CFM 
8712/9375 CFM 
8712/9375 CFM 


Motor 


HP 


RPM 
1075/750 
1075/750 
1075/750 
1075/750 


Amps 
3.28/2.29 
3.28/2.29 

Oulionle 
Oefioehe 


Motor 
Encl. 

TEAO 
TEAO 
TEAO 
TEAO 


Fan Mounting 
Location — 
IBeam, Post 
Ceiling, |Beam, Wall 
IBeam, Post 
Ceiling, |Beam, Wall 


"a 


Cord Item 
Length No. 
2 ft 7DJ28 
2 ft 7DJ27 
2 ft 7DJ32 
2 ft 7DJ31 





Industrial Wall-Mount Washdown Fans ef Payton) 


= Non-oscillating | Can be hosed off or pressure washed during cleaning in areas that require regular washdowns. 
= Ball bearings Fan heads tilt and lock to direct airflow. Secondary safety support cable included. 


= Hardwired — Painted Steel—Primer and white paint finish Stainless Steel—Approved by the USDA and 
= OSHA-compliant — on motor. Conduit box included. NSF for food zones. Motors comply with BISSC 
wire guards Standard for waterproof motors. 
Blade No. of Air Motor Motor Fan Mounting Item 
Dia. Speeds Flow Voltage HP RPM Amps Encl. Location No. 
Painted Steel ff 
20" 4750 CFM 115/230VAC 7 1100 2.9/1.5 TEAO Wall 1VCF9 
24" 1 6849 CFM 115/230VAC ¥; 1100 3.6/1.8 TEAO Wall 1vCG1 
30" 1 10,050 CFM 115/230VAC % 1100 4.3/2.3 TEAO Wall 1vVCG2 
Stainless Steel 
___ 20" i 2670 CFM _115VAC “As 16000 1.08 TENV Wall 2LYW4 
24" 1 5220 CFM 115/230VAC 7 1075 3.28/1.68 TENV Wall 2LYW5 
30" 1 8800 CFM 115/230VAC % 1075 3.7/1.88 TENV Wall 2LYW6 





Hazardous-Location Industrial Wall-Mount Fans jf Payton} 


= Non-oscillating Resist sparking to reduce the risk of ignition when cooling areas with flam- 
= Motors only are UL Listed (E29183) for mable or explosive vapors, gases, or dust. Designated for use in specific 
Class 1, Div. 1, Group D, and Class Il, Div. hazardous atmospheres as defined under Article 500 of the National 
I, Groups E, F, and G hazardous locations _—_ Electrical Code (NEC). Multi-position wall bracket and secondary safety 
= Ball bearings support cable included. UL Listed conduit box supplied for hard-wiring. 





= Hardwired WARNING: Fan not appropriate for use where paint residue can accumulate on motor 
= QSHA-compliant wire guards or blade. 
Blade No. of Air Motor Motor Fan Mounting Item 
Dia. Speeds _ Flow Voltage HP RPM Amps Encl. Location No. 
24" 1 5486 CFM 115/230VAC V4 1140 6.0/2.9 TEFG Wall 1VCH1 
30" 1 10,937 CFM 115/230VAC %4 1140 (0/35 JERG Wall 1VCH2 No. 1VCH14 
36" 1 12,500 CFM 115/230VAC 4 1140 1M TEFC Wall 1VCH3 o 


P : * 
Corrosion-Resistant Industrial Wall-Mount Fans 
= Non-oscillating Nos. 1ZCN7 and 1ZCN8 
Withstand exposure to moisture to allow operation in wet or humid areas without damage to feature OSHA-compliant 
the fan. Indoor uses include regulating temperature in greenhouses to optimize plant growth wire guards. Nos. 49YW49 
and ventilating livestock buildings to prevent heat stress in animals and reduce the buildup to 49YW51 feature wide- 
of moisture, manure gases, pathogens, and dust. They're also used as outdoor mountable spaced wire guards to help 
fans for cooling people in pool areas and other high-moisture locations. prevent clogging. 





Blade No. of Air Motor Motor Fan Mounting Cord Item 
Dia. Speeds Flow Voltage HP RPM Amps _ Encl. Location Length Includes No. 
+: S Hooks & 
18" 1 2875 CFM 115VAC Ys 1650 12 TEAO Ceiling 10 ft Mounting Chains 1ZCN7 
3 1500/1700/1850 CFM = 115VAC Yio 1900 0.9 759 Ceiling, Beam, Wall 9ft Mounting Accessory 49YW49 
20" 3 1850/1 700/1500 CFM 115/230VAC Yo 1700 1.0/5 100 Ceiling, Beam, Wall 9 ft. Mountina ocessory 49YW50 
+: ooks 
94" 1 6400 CFM 115VAC Y% 1100 2.8 TEAO Ceiling 10 ft Mounting Chains 1ZCN8 agree 
3 3450/3790/3850 CFM 115/230VAC % 1725 3.5/1.7 336 Ceiling, |Beam, Wall 9ft Mounting Accessory 49YW951 


@PaAr ERSON 
THE AUTHORITY IN AIR MOVEMENT 





High-Velocity Industrial Wall-Mount Fans 


= Ball bearings 


= OSHA-compliant 


Have a high-rpm motor and a tubular housing for pushing air at high speeds over long 
distances. 1-phase fans have 12-ft. power cord; 3-phase fans are hardwired. For a 75° 


wire guards sweep, add optional Oscillator Assembly No. 13F720 (see Grainger.com®). 
WITH MOUNTING WITH 
YOKE & WALL/ WITH MOUNTING 
CEILING CEILING YOKE & DOCK 
MOUNTING SUSPENSION MOUNTING 
BRACKET BOLTS BRACKET 
Blade No. of Air Motor Motor Item Item Item 
Dia. Speeds _ Flow Voltage HP Phase RPM Amps _ Encl No. No. No. 
10" 2 600/800CFM 115VAC % 1 1300/1550 ~=0.8 TEAO 349JV1 — — 
14° 1 2600 CFM_115/208-230VAC_ 1 1725 2.8/1.45-1.4 TEAO 7J700 73711 75722 
1 2600 CFM 208-230/460VAC % 3 1725 1.5-1.4/.75 TEAO 73701 73712 75723 
1° 1 3800 CFM_115/208-230VAC__¥% 1 1725 6.0/3.0-2.9 TEAO 7J702 73713 75724 
1 3800 CFM 208-230/460VAC % 3 1725 2.4-2.3/1.2 TEAO 73703 73714 73725 
op 1 5570 CFM 115/208-230VAC__ 1 1725 6.0/3.0-2.9 TEAO 7J704 73715 — No. 73700 
1 -5570CFM 208-230/460VAC % 3 1725 2.4-2.3/1.2 TEAO 73705 73716 . 
og" 1 7650 CFM_115/208-230VAC 1 1 1725 13.4/6.8-6.7 TEFC 7J706 73717 — 
1 7650 CFM 208-230/460VAC 1 3 1725 _3.6-3.5/1.8 TEAO 73707 73718 — 
39 1 12,000 CFM 115/208-230VAC 1 1 1725  13.4/6.8-6.7 TEFC 73708 7J719 — No. 7J722 
1 12,000 CFM 208-230/460VAC 1 3 1725 3.6-3.5/1.8 TEAO 7J709 73720 — 
34". -1~—« 17,000 CFM 208-230/460VAC 3 3 1165  9.9-9.2/4.6 TEAO 73710 73721 — 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Industrial Cooling Fans 


Scan. Order. Done. 
Details on page A1. 





‘ea 
Light-Duty Industrial Mobile Floor Fans 


= 115V Portable Tilt Carriage Kits for Light Duty Fans— 
= Ball bearings These carriage kits provide support for the fan head 
= QOSHA-compliant wire guards while allowing it to be angled for directing airflow. 


These fans cool light manufacturing areas, ware- They can be rolled between locations using the 
houses, and other dry, clean spaces. wheels or casters originally supplied with the fan. 


Ceiling Mount Kit for Light Duty Fans—This kit 
allows fan heads to attach to a wall, ceiling, or post 
for circulating air right where it's needed. 


No. 
39UK52 





Light Duty—These fans can move high volumes of 
directed airflow at low velocity. 





eee - Light-Duty Quiet Design—These fans provide 
high-velocity air flow in quiet settings. Fan head tilts 
to direct air flow. 
Blade __ No. of Air Motor Motor Cord Item Item 
Dia. Speeds Flow Voltage HP RPM Amps Encl. H W D Length No. For Use With No. 
Light-Duty Portable Tilt Carriage Kits for Light Duty Fans 
24" 2 4150/6200 CFM 115VAC 1100/850 3.6/3.2 OPAO 27%" 27%" 20" 10ft 39UK52 39UK52 39UK54 
30" Z 7070/9700 CFM 115VAC 850/750 5.2/4.2 OPAO 33%" 33" —s 21" —s 10 ft_ = 39UK53 39UK53 39UK57 
36" 2 9200/12,550 CFM 115VAC 750/650 5.2/4.9 OPAO 39" 38%" 20%" 10ft 39UK56 390UK56 39UK55 
42" 2 12,500/1688 CFM 115VAC % 850/750 7.9/6.0 OPAO 44%" 4434" 203%" 10ft 45LW12 A5LW12 A5LW13 
Light-Duty Aulet- -Design d : : Ceiling Mount Kit for Light Duty Fans 
24" 2280/4320/5030 CFM 115VAC % 1025/880/480 —=1.8/1.5/1 TEAO 28%" = 27 12 10 ft 6AGY9 39UK52, 39UK53, 39UK56, 45LW12 45LW15 
30" 3 3450/6090/7450 CFM = 115VAC = =—% ~—1010/860/530 =—-1.8/1.4/1 TEAO 36%" 33%" 12%" 8ft  6AGZ0 


* ; 
@aicassrans @ scvacrer Gpirmester 


Standard-Duty Industrial Mobile Floor Fans 
= OSHA-compliant wire guards BIG ASS FANS® SCHAEFER 
= Maintenance-free PSC motors 


These fans cool heavy manufactur- 
ing areas and other dusty or dirty 
environments. 


DAYTON® 
= Ball bearings 


Fans move high volumes of 
directed air flow and tilt 360°. 

Nos. 31XL41 and 31XL42 have 
maintenance-free Brushless DC EC 
(electrically commutated) motors; 
others have PSC. All fans include 
cord wrap, handle, and 7" rubber 


No. 55FF66—has 360° rotation 
and 40° tilt. It has ball bearings 
and a rolling pedestal mount for 
mobility. It's used in unconditioned 
spaces; areas with low ceilngs and 
obstructions; long, narrow aisles or 
rooms; and harsh environments. 


No. 699W08—has a quiet, 
energy-efficient direct-drive motor 
and double-sealed ball bearings. It 
fits through standard inside doors, 
has handles on both sides, and 


= Sealed ball bearings 


Drum-style fan has stacking tabs 
and cart with rubberized wheels 
and a grounded cord. 


AIRMASTER FAN 
= Sealed ball bearings 


Has a maintenance-free EC (elec- 
trically commutated) IP56 motor. 
It comes with a handle and cord 
wrap on each side, 8" rubber 
wheels, and locking casters. 





wheels. indoor/outdoor rubber wheels. 


Blade _ No. of Air Motor Motor Cord Mfr. Item 
ae 4 Speeds Flow Voltage HP RPM Amps Encl. H W D Length Brand Model No. 
elt-Drive 
36" 2 9000/14,000 CFM 120VAC 1 1100/800 7.9/6.0 OPAO 42" 46' 23° 9 tt Dayton 1YNW7 1YNW7 
bis 5 2 10,000/18,000 CFM 120VAC 1 1100/800 7.0/6.0 OPAO ATA 6 51%"e' 222" 9 ft Dayton 1YNW8 1YNW8 
irect-Drive 
18" 1 — 115VAC V3 — — — — — — — Big Ass Fans —_— F-SB1-0101L9$34 55FF66 
24" 2 3600/5800 CFM 120VAC V3 850/700 3.9/2.6 OPAO 28" 34% 17' 9 ft Dayton 1YNW3 1YNW3 
24" Variable 7000 CFM 115VAC iz 250/1200 0.1/3.1 TEAO 311432" 302932 13%" 9 ft Dayton 31XL41 31XL41 
30" 2 4700/6900 CFM 120VAC V3 860/725 3.9/2.5 OPAO 35%" 39" 20" 9 ft Dayton 1YNW4 1YNW4 
36" 2 8350/12,250 CFM 120VAC Yo 850/750 5.3/4.7 TEAO 40% 6" 46" 20%" 9 tt Dayton 1YNW5 1YNW5 
36" 2 10,900/16,600 CFM 115VAC Ya 1075/850 5.2/3.5 TEAO 3934" 40%" 1934" 12 tt Schaefer VKM36-2-B-O 33ID77 
36" ‘Variable 15,000 CFM 115VAC Vp 150/850 0.2/5.2 TEAO 45%" 42" 20" 9 ft Dayton 31XL42 31XL42 
42" 2 9000/15,000 CFM 120VAC Vp 825/600 5.5/4.9 TEAO 46%6" 51%" 20%" 9 ft Dayton 1YNW6 1YNW6 
42" Variable 1525/15,250 CFM ~—- 115 to 120VAC 1 466 45 TEFC 49" 45" 22. 10 ft Airmaster Fan EC42DD 205GD4 
6 ft. Variable — 110-125VAC 73 291 47 ODP — — — — Big Ass Fans F-BJ1-0601 699W08 


“Da @eicassrans 
Outdoor High-Visibility Industrial Mobile Floor Fans 


= Sealed ball bearings Dayton®—Fans move air in outdoor Big Ass Fans®—No. 699W07 is a 
= OSHA-compliant wire guards environments, such as construction sites, quiet, energy-efficient, high volume/ 
These water-resistant fans have a athletic fields, and open-air loading docks. low speed (HVLS) fan. It's typically 
safety-yellow finish that attracts atten- Water-resistant motors have automatic used for event spaces and work 
tion to help prevent accidental damage __ thermal overload protection. Equipped with areas. It has 360° head rotation 

to the fan. These air circulators are tubular steel frame, 8" dia. rubber wheels, with 16 selectable cage positions. 
commonly used for cooling high-traffic and sturdy tilting wheel kit for directing air This fan has a washdown design for 
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areas where forklifts and other vehicles 
are used as well as low-light areas 
where fans may be difficult to see. 


flow. Units feature 4" base feet, built-in 
cord wrap, and handle. Foot and wheel 
assembly is required. 


easier cleaning. 


Blade No. of Air Motor Motor Cord Mfr. Item 
Dia. Speeds Flow Voltage HP RPM Amps Encl. H W D___Length Model No. 
Dayton, Outdoor 
24" 2 3600/5800 CFM 120VAC Ys 890/725 = 3.4/2.2 ~~ TEAO Of ge 1D 9 ft 2RDZ1 2RDZ1 
30" 2 4700/6900 CFM 120VAC Ys 890/700 3.4/2.4 ~TEAO |: ae | a Eig 9 ft 2RDZ2 2RDZ2 
36" 2 8300/12,250 CFM 120VAC Yo 825/650 9.3/4.9 _TEAO 43" 43" ‘15° 9 ft 2RDZ3 2RDZ3 
42" 2 9000/15, 000 CFM 120VAC Y 890/700 5.3/4.6 TEAO 90" 50" 20" 9 ft 2RDZ4 2RDZ4 
Big Ass Fans®, Indoor/Outdoor 
8 ft. Variable — 110-125VAC % 180 12 ODP a — ___F-AG2-0801 699W07 
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“(ad Multitan & 
Corrosion-Resistant Industrial 
Mobile and Stationary Floor Fans 


= OSHA-compliant wire guards Dayton®—Fans feature nonskid legs, 
These fans withstand exposure to moisture  fubber wheels, and large handle. 

to allow operation in wet or humid areas = Ball bearings 

without damage to the fan. They have a totally 


Multifan—Models can also dry carpet. 
enclosed motor to keep out water and debris. 


= Sealed ball bearings 








Blade _ No. of Air Motor Cord Mfr. Item 
Dia. Speeds Flow Voltage HP RPM Amps_ H W D Length Model No. 
Dayton, Mobile 
36" 1 12,800 CFM 120VAC % 830 5.3 39" 38° 19%" 10 ft. 6ALES 6ALES 
48" 1 21,000 CFM 120VAC 1 G00. 6.7 52" 51" aT" 10 ft. 6ALE4 6ALE4 
Multifan, Stationary 
16" 1 3200 CFM = 120VAC % 1600 26 20%" 20%" 17%"  10ft. B4E4003M11100P 2FTZ3 
Variable 3/790CFM 115VAC % 1600 26 20%" 20%" 17%"  10ft. B4E40TRINC2  3NZW5 
90" 1 4800 CFM 120VAC % 1600 36 24%" 24%" 17%"  10ft. B4E5003M11100P 2FTZ8 
Variable S480CFM 115VAC % 1600 36 24%" 24%" 17%"  10ft. B4E50TRINC2  3NZW6 


High-Velocity Industrial Mobile Floor Fans 


= Ball bearings 1-Speed Fans—Fans include a mobile tilting 
= QOSHA-compliant wire guards pedestal with wheels (except No. 7J736 has a 


These fans have a high-rpm motor and a tubular housing _—_- pedestal base). 
for pushing air at higher speeds over longer distances than 
fans with a standard open-housing design. They provide 
more coverage than a typical industrial fan for cooling long 
aisles and large areas in warehouses and manufacturing 
plants. 115VAC models include factory-wired 12-ft. cord 
with plug. 3-phase models require hardwiring. 





3-Speed Fans—uUsed for people and process 
cooling and general air circulation. Units have 
6" casters and easy-to-grip handle. 





Blade Air Motor Motor Item 
Dia. Flow Voltage HP Phase RPM Amps Encl Ht No. 
1-Speed Fans with Mobile Tilting Pedestal 
44" 2600 CFM 115/208-230VAC 2) 1 — — TEAO 20° 20° — 77/26 
2600 CFM 208-230/460VAC 2) 3 — — TEAO 20° 20° — W727 
18" 3800 CFM 115/208-230VAC Ya 1 1725 _6.0/3.0-2.9 TEAO 24" 24 16" 73728 
3800 CFM 208-230/460VAC Va 3 — —_ TEAQ 24" = 24 — 19129 
99" 99/0 CFM 115/208-230VAC Va 1 1725 _6.0/38.0-2.9 TEAO 29" 29 16" 73730 
99/0 CFM 208-230/460VAC Ya 3. 1725-——2.4-2.3/1.2 TEAO 29" 29 16° 73731 
96" 7650 CFM 115/208-230VAC 1 1 1725 13.4/6.8-6.7_ TEFC 33" 33" 18%" 7J7382 
7650 CFM 208-230/460VAC 1 31/20 ~—3.6-3.0/1.8 TEAO 33 33° 18%" 73733 
30" 12,000 CFM 115/208-230VAC 1 1 1725 13.4/6.8-6./_ TEFC 37 3/ 22 13734 No. 
12,000 CFM 208-230/460VAC 1 3 1725 ~—-3.6-3.5/1.8 TEAO 37" 3/7" 22" ~~ 7735 13F723 
34" 17,000 CFM 208-230/460VAC 3 3 1165 9.9-9.2/46 TEAO 43%" 43%" 25%" 73736 * 
3-Speed Fans with 6" Semi-Pneumatic Casters 
30" 6200/6800/7500 CFM 115VAC Va 1 1725 5.8/5.25/5.2 ODP 37" 3/7" 15%" _ 13F723 
34" 8/00/9200/10,000 CFM 115VAC % 1 1725 =5.6/4.8/46 ODP 43%" 43%" 1454" 13F724 


* Pedestal base, no wheels. f Fan height, without mobile tilting pedestal. 


$9 BREEZER 


MOBILE COOLING 


Power Breezer® Portable 


Misting Coolers 


= 1HP,1750 rpm 

= Variable speed 

= Oscillating head 

= Integrated water tanks 

= OSHA-compliant wire guards 


Durable cooling fans can reduce heat-related injuries 
and improve productivity. Models can reduce tempera- 
tures by up to 27°F by circulating atomized water vapor 
without getting users or equipment wet. Can be used 
outdoors and in partially covered environments. These 
wheeled coolers have no evaporative pads to change 
out, but require regularly draining and cleaning the water 


~ 
7 





— No. 55MU73 
No. 44ZC63 


; : No. 55MU72 Ducting Only 
tank to prevent odors and clogging from sludge buildup. 
Blade Air Water Cord Mfr. Item 
cual Description Dia. Flow Voltage Cap. H W Length Std. Model No. 
oolers 
1000/14,000 cfm = 110VAC 85.0 gal 70" 29V2" 20 IL ETL US/CAN PB10-A-06-B 442C70 
Power Breezer® 23" 1000/14,000 cfm —_110VAC 85.0 gal 70" 29%" 20 It ETL US/CAN, Mil-STD-810G PB10-A-1B 442071 
1000/14,000 cfm = 220VAC 85.0 gal 70" 29¥2" 20 IL ETL US/CAN, CE, Mil-STD-810G PB20-A-1B 442063 
Power Breezer® Max 234" 14,000 cfm 110VAC 80.0 gal. 132" 299%" — — PB10-MAX-06-B 59MU72 
Mfr. Item 
Description Model No. 
Ducting 
For Power Breezer models PB10-A-06B, PB10-A-1B, PB10-A-BL PB20-A1B; Includes Reducer, 10 ft. of Ducting PB600-005-01 442ZE28 
For Mfr. No. PB10-A-06-B, PB10-MAX-06-B; Includes Mounting Straps 600-070-A 5oMU73 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2921 
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V/CANARM’ No. No. : No. 
\ 29NV26 7DX27 n 488V19 7~ 
VES 
“ ; - 
Dayton a 
baits ~ 
Industrial Ceiling Fans 
= 120VAC Canarm—4-speed VES—No. 488V20 includes Dayton®—Fans feature 
These fans combine a traditional ceiling fan appearance and an No. 38RJ57 includes a a 3-speed wall control. orward/reversing mode when 


industrial-duty build for circulating air in manufacturing plants and wall control. Standard-duty — Typically used in factories, used with optional Speed 
large commercial settings. These air circulators are made of heavier- Models are weather-resistant, garages, retail stores, and Control No. 5NRA4 sold sepa- 











gauge materials than decorative office or residential ceiling fans.A Suitable for high-moisture —_ warehouses. rately, this page. 
mounting bracket is included for attaching these fans to a ceiling. applications, and have = Plastic blades = Aluminum blades 
Optional adjustable fan controls sold separately, this page. heavy-duty motors. = 18" downrod = 6" downrod 
Max. 
Blade No. of Air Mounting Housing No. of Mfr. Item 
Dia. Speeds Flow RPM Amps Reversible _ Height Color Blades Brand Model No. 
Light-Duty Industrial Ceiling Fans 
36! Variable 7,100 CFM 380 0.8 Yes 11 ft Black 3 Canarm CP36BK 38RJ59 
Variable 7,100 CFM 380 0.8 Yes 11 ft White 3 Canarm CP36 29NV21 
48" Variable 13,000 CFM 320 0.8 Yes 15 ft Black 3 Canarm CP48BK 38RJ58 
Variable 13,000 CFM 320 0.8 Yes 15 ft White 3 Canarm CP48 29NV22 
Variable 20,500 CFM 310 0.9 Yes 21 ft Black 3 Canarm CP56BK 29NV27 
56" Variable 20,500 CFM 310 0.9 Yes 21 ft Brown 3 Canarm CP56BR 29NV26 
4 20,500 CFM 310 0.9 No 21 ft Chrome 3 Canarm CP56CH 38RJ57 
Variable 20,500 CFM 310 0.9 Yes 21 ft White 3 Canarm CP56S 29NV24 
Standard-Duty Industrial Ceiling Fans 
60" 3 46,000/27,400/19,200/12,300 CFM 258/154/108/80 0.97 No 30 ft White 3 VES INDC600DP 488V20 
is 6 9400/9000/8800/8200/8000/7500 CFM 123/110/95/80/65/50 0.5 Yes 7to20ft White 9 Dayton 7DX27 7DX27 
88" 6 9900/9700/9300/8900/8500/7900 CFM 88/79/71/64/57/50 0.5 Yes 7to20ft White 9 Dayton 7DX28 7DX28 
96" 6 10,500/10,100/9700/9300/8900/8500 CFM —«76/70/65/60/55/50 ~—0.5 Yes 7to20ft White 9 Dayton 7DX29 7DX29 
Standard-Duty Moisture- Resistant Industrial Ceiling Fans 
48" Variable 21,000 CFM 325 0.55 Yes 15 ft White 3 Canarm CP48HPWP 29NV28 
Variable 28.000 CFM 320 0.7 Yes 21 ft Black 3 VES INDB56MR4LPB «56FJ70 
56" Variable 28,000 CFM 320 0.7 Yes 21 ft White 3 VES INDB56MR4LP  —- 48819 
Variable 28,000 CFM 319 0.83 Yes 21 ft White 3 Canarm CP56HPWP 29NV29 
Variable 46,000 CFM 280 0.7 Yes 30 ft Black 3 VES INDB60MR4LPB 56FJ71 
60" Variable 46,000 CFM 280 11 Yes 30 ft White 3 VES INDB60MR4LP  —- 48824 
Variable 46,000 CFM 292 0.84 Yes 30 ft White 3 Canarm CP60HPWP 29NV30 
Ge 
No. 493Z85 
| — No. 
ei 55KR39 © 
shan . 
= 
: @)PATTERSON : 
— 7 No. 744H95 Industrial Low-Profile 
__-——— | Blower-Style Ceiling Fans 
OO oe = 12'"H x 35"W x 18%6'D = 60dBA 
——— a Quiet, compact fans require less room than other industrial fans and allow 
@oicassrans ~~ for more headroom in distribution and fulfillment centers. Double blower 
evenly distributes two columns of air to cool the area. Mounting bracket 
Industrial HVLS (High-Volume included; No. 55KR41 also features a 10-ft. pigtail. 
= No. of Air Mfr. Item 
Low Speed) Ceiling Fans Speeds Flow Voltage RPM Amps Model No. 
= Variable speed, reversible = Wall-mounted keypad ae ata LUCAS Toe Te : zit 9 DBA nck 
Eni 725 0/5 - 55KR4 
= Aluminum airfoil blades = Fire control panel integration 3075 CEM O77VAC 1795 4 DB-C B5KR41 


These fans feature long, specialized blades that move large volumes of air while rotat- 

ing at a low speed. They operate with minimal noise to avoid creating disruptions and | ®& Davtonk 

generate gentle airflow, making them ideal for cooling athletic facilities, retail spaces, QVES 
garages, and factories. Fans include a mounting bracket. Additional models available 


an Grainger.com®. Adjustable Fan Controls 


= 120V 
ae a ait , 
Basic 6®—Have sealed industrial-grade motor and gearbox to withstand harsh Used with Dayton® and other compatible 


conditions. Controller has onboard NEMA 4X VFD to eliminate RFI/EMI noise. : 
speed-controllable commercial and industrial 
Powerfoil X3.0°—IP43 motor with fully sealed drive enclosure resists corrosion and _ | ceiling fans. Controls fit single gang box. 





: . ; ; ; No. 
heat build-up. Up to eight fans can be linked and controlled. Integrates with lights, Note: When any solid-state motor speed control is used,a  29pp79 
security cameras, speakers, or other devices. Onboard VFD is housed in an ABS/ humming noise may be present in fan on low speed. This No. 
PVC-based enclosure with built-in heatsink to eliminate RFI and EMI noise. hum in no way affects fan operation and is acceptable in 5NRA4 
Max. most industrial installations. 
Blade Mounting Housing No. of Mfr. Item Max. Plate H W OD Item 
we ger geoilave Phase RPM Amps __ Height Color Blades Model No. Description Amps Color (in.) (in.) (in.) Brand No. 
asic eries Dual-Feature, Slide Fan Speed ; 
8 ft. 200to240VAC 3 191 5.0 10to45ft Gray 6  F-PF62-0803S34X2 403284 | Control & Lighting Switch 1 White = =4% 2% 1% Dayton 22PP79 
12 ft. 200 to240VAC 3 135 50 10to45ft Gray 6 F-PF62-1203834X2 493285 Rotary Fan Speed Control with F Silver F 3 9 VES  S5NRA4 
16 ft. 200t0240VAC 3 98 81 10to45ft Gray 6 F-PF62-1603S34X2 493286 Forward/Reverse Switch 
20ft. 200to240VAC 3 76 81 10to45ft Gray 6  F-PF62-2003S34S65X2 493287 3 Silver 4% 2% 1% Dayton 22PP72 
Powerfoil X3.0® Series Rotary Fan Speed Control 8 Black/Silver 4% 2% 1% Dayton 22PP73 
12 ft. 200to250VAC 3 139 25 27ft Gray 8 _F-PFX3-1203S34X2 744H95 12 Black/Silver 4% 4% 1% Dayton 22PP74 
16 ft. 200t0250VAC 3 99 25 29ft Gray 8 __F-PFX3-1603S34X2 744H96 Wireless Remote Control, 3°L x 14'W, For use with Davton 36WC87 
20 ft. 200to250VAC 3 78 30 4O0ft Gray 8 __F-PFX3-2003S34X2 744H97 7DX27, 7DX28, 7DX29 (Requires 36WC93) y 
2922 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 
Office & Desk Fans 





‘a 


Non-Oscillating 


Office Pedestal Fans 
=» 3-speed «= OSHA-compliant guards 
2 120VAC = 9-ft. power cord 


Have a fixed fan head to focus cooling on 
one area in clean, dry environments. The 
fan head can adjust to point in any direc- 
tion and will remain that way until manually 
readjusted. The pedestal has an adjustable 
height. Wheeled base provides portability. 





Blade Air Item 
Dia. Flow H W Color No. 
16" 1800/2100/2450 CFM Adj 48 to 58" 20" Black 2LY94 
20" 2700/3150/3650 CFM Adj 52 to 62" 24" Black 1ANZ7 





* Dayton} 


Office Floor Fans 
= 3-speed 

= 120VAC 

= OSHA-compliant guards 


Have a wide support base to resist 
tipping over, even when bumped. 
These cooling fans are also light 
enough to pick up and carry where 
needed. Heads can be tilted and posi- 
tioned to direct air flow. 


_— 


No. 2LY89 





No. 4CH68 Jf 


Floor or Wall-Mount—No. 3GXW8 
includes multifunction remote control. 
Nos. 3GXW8 and 4CH68 have a carry- 
ing handle with wall-mount option built 
into base. No. 19RR53 includes remote 
control and wall-mount plate. 


Floor, Wall-, or Ceiling-Mount— 
Fans include a wall and ceiling 


bracket. 
Blade Air Cord Mfr. Item 
Dia. Flow H W D Length Brand Model No. 
Floor or Wall-Mount 
20" 1570/2055/2470 CFM = 24%" 36%" — _ 6ft. Air King 9505 3GXW8 
20" 1570/2055/2470 CFM 24%" 6%" —_s 6 Ft._— Air King 9500 4CH68 
20" 2460/2590/2815 CFM 22" i — 6ft. Dayton 19RR53 19RR53 
Floor, Wall-, or Ceiling-Mount 
12 600/800/1050 CFM 14" 16" —s «6 ' 9ft. Dayton 2LY90 2LY90 
16" 1800/2100/2450 CFM 19" 22" 10" 9Qft. Dayton 2LY91 2LY91 
20" 2700/3150/3650 CFM 24" 24" 10" 9ft. Dayton 2LY89 2LY89 










e@ e 
Ventilation Products S ® f 


Office Box Fan 
and Stand 


Box Fan—Has a slim square housing that 
requires minimal floor space and a built- 
in handle for carrying and repositioning. 
Has chemical-resistant 5-blade propeller. 
Ships fully assembled. 

= 120VAC 

= OSHA-compliant guards 

= 6-ft. power cord 


Roll-About Fan Stand—Allows fan to be 
raised 26" or 28" off the floor. Locking tilt 
adjustment allows the fan head to rotate 
360° to direct air flow. Fan not included. 


‘ 
Ne 4 






(Fan & Stand 
Sold Separately) 


Blade Air Mfr. Item 

Description Dia. Flow H W L Model No. 
3-Speed Box Fan 20" = 1463/1900/2163 CFM 22%" 6%" 21%" 9723 4CH71 
Roll About Stand with 4" wheels 47" 20" 24" 9701 4CH70 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Ventilation Products ® 


Oscillating 


Office Pedestal Fans 

= 3-speed = OSHA-compliant guards 
= 120VAC = 6-ft. power cord 

Cool clean, dry environments using a No. 
pivoting fan head that turns 90° from 48PY05 
side to side to blow air over a wider area 
than non-oscillating fans. The fan head 
can also be locked in a fixed position 

for targeted cooling. Adjustable-height 
pedestal. Nos. 2EKZ1 and 2EKZ2 include 
remote control. 






Blade Air Mfr. Item 
Dia. Flow H W Color Model No. 
16" 1000/1345/1555 CFM 52. 18" Gray 9546 2EKZ1 
16" 1220/1420/1580 CFM = 53%" 18" White with Gray Accents 9126  4C945 
18" 1360/1680/1955 CFM 50%" 20%' White 9880 2EKZ2 
18" 1380/1680/1950 CFM 395334" = 20%" Black 9118  48PY05 
18" 1380/1680/1950 CFM 354%" 203%" White 9119 4CH63 


No 


- No 
2EKZ4 


: No 
2EKZ6 


2EKZ3 





oe 


@e @ 
Ventilation Products of ® 


Oscillating <§_F— 
Office Tower Fans These are tall, slender fans that can 


fit into corners and tight spaces 





so speed: = Don compllant quarts: ~ 4 rovide-cooling while taking t 

2 120VAC_ «=6-ft. power cord PI g g up 
‘ie ae jam minimal floor space. Wide-area 
Flow H W = Model No. oscillation for full-room cover- 

325/400/450 CFM 36" 1154" 9210 2EKZ4 age and includes multifunction 

250/280/325 CFM 38" 12" 9519 24Y862 _—_ remote control and electronic timer. 

430/485/540 CFM 43" 13" 9554 2EKZ5 

305/350/390 CFM 48° 13° 9820 2EKz6 Nos. 2EKZo and 2EKZ6 feature an 

220/310/390 CFM 53" 14%" 9535 2EKZ3 air-purifying ionizer function. 


‘a 


Mobile Office 






Floor Fans 
= No. 2MA11 
with Wheels 
= 3-speed = OSHA-compliant 
» 120VAC guards 
= Locking tilt = 9-ft. power cord 
adjustment 


These fans have wheels, so they can be rolled 
from one spot to another as cooling needs change. 
They have a wide support base that helps keep 
them from tipping over, even when bumped. 


Roll-About—Tiltable fan is positioned on included 
stand approx. 4 ft. off the ground for optimal air 
movement and mobility. Blade Air Item 


Flow H W D No. 


. . ; Dia. 
Mobile—Lightweight fan Roll-about Stand with 4" Wheels 


can be tilted 360° to direct 18" —_2050/2330/2650CFM 48" 26’ 25" 2LY93 
:; ‘ai 24°  —- 4200/4550/4950 CFM 52" 34" 29" 2Ly92 

air where it's needed. Mobile Tilt Carriage with 4" Plastic Casters 

Includes a carriage with 24"  4200/4500/4950 CFM 29" 30° 15° 2MA11 

handle for mobility. 30" 5050/5750/6200 CFM 36". 37"—« 15". 2MA12 








HVAC & REFRIGERATION 
Office & Desk Fans 


- 


Scan. Order. Done. 
Details on page A1. 
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= 
. ——— 


No. 1EFV9 





No. 1EFV8 












No. 38HX83 No. 53KJ55 
- Blade No. of Air 
a, Dia. Oscillation Speeds Flow 
—— Clip-On 
— 1% in Non-Oscillating 2 30/35 CFM 
_ 6in Non-Oscillating 2 90/190 CFM 
i 6in Non-Oscillating 2 200/342 CFM 
HWS Compact 
WAY 1%in — Oscillating 2 47/56 CFM 
OA” 3in Non-Oscillating 2 116/144 CFM 
3 Zin Non-Oscillating 1 32 CFM 
3 4Iin Non-Oscillating 1 32 CFM 
5in Non-Oscillating 2 235/153 CFM 
6in Non-Oscillating 2 90/190 CFM 
Qin Oscillating Z 410/490 CFM 
10 in Non-Oscillating 2 N/A 
Desk 
12 in Oscillating eS) 620/780/930 CFM 
16 in Oscillating 3 1330/1500/1710 CFM 
Pivoting 
Qin Non-Oscillating 2 369/435 CFM 
Qin Non-Oscillating 3 920/610/700 CFM 
12in Non-Oscillating 3 570/720/840 CFM 





No. 4CH69 


No. 35Z832 


Office Wall-Mount Fans 


= 3-speed, 120VAC 
= OSHA-compliant guards 
= 6-ft. power cord 


Have a bracket for securing to a wall in busy areas or tight spaces. 
These cooling fans have an oscillating head that circulates air 
throughout a room. Rotary knob and pull cord operation. Impact- 
and chemical-resistant polypropylene propeller. Nos. 406D83 and 
406D82 include a remote control. No. 2EKZ7 has push button and 
remote control and a 7-hr. timer. 


7, e if C 
Ventilation Products ® 


Blade Air Mfr. Item 
Dia. Flow H W Model No. 
12" 700/800/940 CFM 2034" 14%" 9012 40630 
16° 1000/1250/1350 CFM = 21%2"17'%6" = 9650 3=—s 40683 
16° 1140/1 340/1480 CFM 18" 18" 9046 2EKZ7 
16" 1190/1380/1510 CFM 2298 14" 9016 40631 
18" 1170/1520/1970 CFM 23° 1b 9018 4CH64 
i 1350/1540/1800 CFM 22%6' 204" 9850  406D82 


» 120VAC 


» Assembled 





No. 2ELA2 = 6-ft. power cord 


A a 
a a 
Pe e. 
Fae ae 1, 
Zé al *, 

F, al hs 





= Manual controls, 


Ventilation Products 


(| MiDa a) Ok 
. o2cooL 


Desk Fans 


CLIP-ON 


Air King®—No. 1EFV9 has a swivel-action base 
that allows pivot and tilt. Base is removable for 
desktop use. No. 6C507 has tilting head. 


= QOSHA-compliant guards 


Dayton®—No. 410095 can be used as a clip-on 


or table fan. 
COMPACT 
Air King® 


= OSHA-compliant guards 


02Cool®—Healthcare fan No. 53KJ55 is treated 
with an antimicrobial. Model tilts and folds. 

No. 53KJ57 operates with batteries or included 
AC adapter. Both are FCC and RoHS compliant. 





reversible 


= OSHA-compliant guards 


Fan Power 
Source 


Plug-In 
Plug-In 
Plug-In 


Plug-In 
Plug-In 
USB 
USB 


Battery Operated 


Plug-In 
Plug-In 
Battery Operated 


Plug-In 
Plug-In 


Plug-In 
Plug-In 


Plug-In 


* Batteries not included. t No. 38HX82 is white; No. 38HX83 is black. 









Office Window Fans 


zn Can be positioned to either bring outside air 
into a room or to exhaust odors, smoke, or 


Sli l d Tt é 


We carry Decorative Ceiling 


Decorative office ceiling fans have blade materials and housing 
finishes that provide an attractive alternative to industrial ceiling 
fans in offices, residences, and other light-duty settings. They 
provide cooling without taking up floor space and rotate at low 
speeds to regulate temperature without disrupting work areas. 
These cooling fans can mount flush to the ceiling using the 
included bracket, or they can be suspended from a downrod. 


GRAINGER 
APPROVED 


DESK 

= QOSHA-compliant guards 

Fans oscillate 90° or lock in posi- 
tion. Tilting head. 


PIVOTING 
= OSHA-compliant guards 
= Nos. 4TM65 and 352832 

can be wall-mounted 
No. 4CH69 has 360° rotating head; 
No. 4TM65 has cord wrap and 112° 
rotating head. No. 352832 includes 
a remote control. 





Cord Fan Mfr. ltem 
Length Voltage H W Brand Model No. 
6ft  120VAC 18%in 8in  AirKing 9406  1EFV9 
6ft 120VAC 11 %in 7% in AirKing 9145 6C507 
6ft 120VAC 10 in 7%in Dayton 410095 410C95 
6ft  120VAC 14%in 4 %in Air King 9400  1EFV8 
ft 120VAC 6 iin 5 %in AirKing 9904  2EKZ8 
aft. 5VDG bin 5%in. GA 38HX82  38HX82 7 
aft 5VDC_6in 5 %in GA 38HX83 38HX83 + 
NoCord 3VDC 6%ein 4 he Treva/O2Cool FD05805 53KJ55 * 
6ft 120VAC 9%in 7%in  AirKing 9146 4C796 
6ft 120VAC 16 %in 8 %in  AirKing 9154 4523 
——9VDC 12 %in 3%4in Treva/O2Cool FD10802A 53KJ57 * 
6ft 120VAC 19in we Air King 9102  4DA35 
6ft 120VAC 22%in 12in  AirKing 9106 4DA36 
6ft  120VAC 13in 5%in AirKing 9525  4CH69 
Bit 120VAC 13 %in 6 in — Air King 9530 4TM65 
6ft 120VAC 15 %in Dee Air King 9637 352832 
SM 7 
aS 
x => 7 
ey ew. 











o 


No. 45PD94 


Fans on Grainger.com® 


e @ 
Ventilation Products +g ® 


No. 2ELA2—Manually reversible twin fan has expander 
panels for a custom fit. Includes snap-on feet for table or 
floor use. 


No. 2ELA3—Manually reversible Air Director® window/floor 
fan has pivoting tilt. Fits in front of window screen. 


No. 2EJR6—Electrically reversible motor reverses with 


hf Ree. stale air from aroom the turn of a dial. Window can be closed behind fan during 
i _ eee . 

f (FN. inclement weather. 

What » Fits Fits 

oN Ue Blade No. of Air Window Window Mfr. Item 

SU ae Dia. Speeds Flow Height Width H W D Model No. 
i és y 506/560 CFM 12 in 99 in to 34 in 1077 2198 Ay; 91 37 ZELAZ 
14" 3 1080/1250/1385 CFM 18 %in 18 in or Larger pi : 7' 5 
No. 2ELA3 No. 2EJRG6 16" 3 1360/1700/2470 CFM 92 in 26 %into34%in 22° 18% 7 9155  2EJRG 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” HVAC & REFRIGERATION 
Find the wf. Find Solutions. Find Great Prices. Equipment Cooling Fans 


Guard- and Tubular-Mount a . 
Transformer Cooling Fans 








= Totally enclosed motors Guard-Mount—Have loops 
= Permanently lubricated sealed ball bearings that connect to a separate 
= QOSHA-compliant wire guards guard-mount mounting kit for 


These fans blow air onto a transformer radiator to attaching to a transformer. 

help regulate the temperature of an oil-cooled trans- Hot-dipped heavy galvanized 
former. They help prevent overheating and reduce Steel guards. No. 2ATY1 mount- 
wear of transformers by circulating air around the __ ing kit sold separately. 

radiator housing to speed cooling of oil within the Tubular-Mount—Have a 
radiator. Motor shaft with rust inhibitor treatment frame that mounts directly to a 
and shaft-end bearing slinger protect against dirt transformer. Zinc-plated wire 
and moisture. Cast-aluminum propellers. Fans guards. Mounting kit included. Guard-Mount 
include weatherproof 15-ft. UL-Recognized power 
cord, factory prewired for 230V operation. 


Blade Air Motor Dimensions Item 
Dia. Flow HP RPM Voltage Phase Amps A Min.B Max.B Min. C Max. C No. 
Guard-Mount 


















































































































































































































































































































































































































3100 CFM % 1140 115/230VAC 1 3.1/1.5 | 19" 119%" 1594" 1534" 19" 13F050 
16" 3100 CFM = % 1140 208-230/460VAC 3 1.3-1.4/0.7, 19" 11%" = 1534" 1534" 19" 13F056 
4590 CFM % 1725 115/230VAC 1 3.0/1.5 | 19" 11%" 1594" 1534" 19" 2ATX6 
4590 CFM % 1725 = 208-230/460VAC = 3_—si1..1-1.2/0.6) 19" 119%" = 1594" 1534" 19" 13F053 
4600 CFM % 1140 115/230VAC 1 3.1/1.5 | 23" 17%" 21M" 18%" = 18%" | 13F051 
50! 4600 CFM % 1140 208-230/460VAC 3 1.3-1.4/0.7, 23" 17%" 21M" 18%" 18%" | 13F057 
9000 CFM % ~=1725 =208-230/460VAC = 3_—s1.1-1.2/0.6) 23" 17%" 214%" 18%" = 18%" | 13F054 
6600 CFM % 1725 115/230VAC 1 4/21 | 23" 17%" 21%" 18%" 18%" | 2ATX7 
6800 CFM % 1140 115/230VAC 1 B.4/1./ | 27° 19%" 23%" 21%" 21%" | 13F052 
54 S800CFM 7% 1140 208-230/460VAC 3 1.5-1.6/0.8) 27 19%" 23% 21 212" | 13F058 
7000 CFM % 1725 208-230/460VAC 3 —1.4-1.5/0.8) 27" 19%" 23%" 21%" = 21%" | 13F055 
7900 CFM % 1725 115/230VAC 1 47/24 | 27° 19% 23%" 21%" 21%" | 2ATX8 
Tubular-Mount 
20" 6599CFM % 1725 115/230VAC 1 41/21 |— — — — — 2ATX9 
Guard-Mount Transformer Cooling Fan Mounting Kit 
For Use With 2ATX6, 2ATX/, 2ATX8, 13F050, 13F051, 13F052, 























13F053, 13F054, 13F055, 13F056, 13F057, 13F058 


Vehicle Bolt-On DC Cooling Fans § 922220005 


= Hardwired 

= Adjustable-position swivel 

= Base-mounted control switch 

Provide cooling for operators of trucks, forklifts, cranes, tractors, and other vehicles. 
Their base mounts directly to a dashboard or other surface inside a vehicle to aim airflow 
toward operators for personal cooling. These cooling fans can be used where there's 
access to a compatible DC power supply. Mounting hardware and gasket included. 


For portable vehicle fans, see page 950. 














Blade _No. of Air Mfr. Item 
od Speeds Flow Amps Guard Material Model No. 
1 
220/270 CFM 20 Chrome Plated Steel F-300012 45NY34 
140/210 CFM Lf Chrome Plated Steel F-100012 45PC81 
6Y," D 220/270 CFM 24 Black Painted Steel F-46/01/6 45NY36 No. 
220/270 CFM 26 Chrome Plated Steel F-920612 45NY38 45PC81 
sAVDE 220/280 CFM 2.//1.6 Chrome Plated Steel F-320212 40586 
4 
1 220/270 CFM Lo Chrome Plated Steel F-300024 45NY35 
614" 220/270 CFM 1g Black Painted Steel F-46/01/7 45NY37 
2 220/270 CFM 1.4 Chrome Plated Steel F-920624 45NY39 
220/280 CFM 1.8/1.0 Chrome Plated Steel F-320224 40587 


Vehicle DC Cooling Fans f.. 
= Vertical mount 

= Totally enclosed motors 

= Sleeve bearings 

= Max. ambient temp.: 200°F 

» 12VDC 


Champion Series low-profile electric engine-cooling fans provide higher performance 
than belt- or clutch-driven fans. Reduce drag for improved fuel economy and horse- 
power. Provide max. heat transfer during low speeds and engine idle. Sealed fan 
motors are dust- and waterproof. Fans feature quiet, reversible S-blade design and 
all glass-filled nylon construction. Each has four 90° mounting feet, 8 rubber spacers, 
and 9" mating locking pigtail connector. 12", 14", and 16" fans have concentric 
retainer rings to keep blades from flattening out at high speed, maximizing air flow. 


No. 3PDR2 
CFM @ 
Blade 0.000" Motor Full Load Mfr. Item 
Dia. SP RPM Amps Model No. 
Yea HP Motor 
10" 950 2600 to 3200 79 M103K 3PDR2 
12 1155 2600 to 3200 Te M123K 3PDR3 
¥32 HP Motor 
14" 1555 2600 to 3200 10.1 M146K 3PDR4 
16" 1810 2600 to 3200 12.3 M166K 3PDR5 
16 HP Motor 
12" 1595 — 18 M122K 32PF41 
16" 21/0 2600 to 3200 18 M162K 3PDR6 No. 32PF41 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2925 





HVAC & REFRIGERATION 
Equipment Cooling Fans 


Scan. Order. Done. 
Details on page A1. 





No. 4YD87 


Compact Axial Fan %j—7—- 
Guards and Filters 


These are fan attachments that block out debris to 
reduce the risk of damage to fans and enclosure compo- 
nents. They're sized to fit compact axial fans. 





Round Skeleton 


No. 3VU67 


Square 
No. 3LE77 


Oblong 
No. 4WT42 


Compact Axial Fans 


No. 2VUW6 
= All-position mounting 


‘a 
= Max. ambinet temp.: 158°F 


These fans cool equipment within enclosures. They have a housing that can mount into existing 
louvered vents or cutouts that match the shape of the fan. Single-speed fans are not speed-controllable. 
All AC units are rated at 60/50 Hz (50 Hz operation will decrease CFM by approximately 20%). UL and 
C-UL Recognized Component, and RoHS Compliant (IP55 fans are TUV compliant). 


Standard Square, AC—Driven with impedance- Standard Oblong, AC—Driven with thermally 
protected shaded pole or thermally protected PSC protected PSC motor; housing has two flat sides 
motor. and two curved sides. 


Fan Guards—These allow airflow while providing a 
protective barrier for the blades. Steel guards are nickel 
chrome-plated. 


Shielded EMF Fan Guards—lhese are tightly woven 
metal mesh guards that protect fan blades, filter out 
contaminants, and provide EMI-RFI shielding. 


Fan Guards with Filters—These fan guards combine 
a protective barrier for fan blades and filtering media for 
cleaning air. These plastic assemblies have a fan guard, 


Standard Square, D0—Driven with brushless replaceable filter media, and retainer. 


DC motor. 


Standard Round, AC—Driven with thermally 
protected PSC motor. 

Replacement Filters—These remove debris and 
contaminants from the air as it's pulled into a fan. 30 PPI 
media removes dust and contaminating particles; 45 PPI 
media is for heavy dust conditions. 


Wet-Location Square, DC—Motor is IP (Ingress 
Protection) rated to withstand water sprays. 


Standard Skeleton, AC—Require minimal space 
for installation; driven with impedance-protected 
shaded pole motor. 














CFM @ 
0.000" IP Housing Mounting Electrical Sound Bearing Item For Fan Size D rye OC Pa ie 
H D W Oia. SP _ Rating Material Eye 0.C. Voltage Connection Amps Watts Level Type _ No. Square Fan Guards em ; 
Standard Square, AC : son Tea" (4) 13142 Steel 3RP19 
m ae ; ; -EF0 ; Ag (4) 1156" 304 SS 31CC73 
23" 1" 2%" — 18/17.5 11%6"  115VAC Lead Wires 0.185/0.191 3.2/3.3 31/30 Friction 2RTE4 ‘Fag (4) 21%@ Ciel AYD9G 
PBT Plastic Ae 3M" Va (4) 27% 304 SS 31CC74 
3%" 1" 3% — 41/40 2c! 1TSVAC Lead Wires 0.11/0.11 3.6/8.6 39/82 Friction 2RTEB ar aya Fastic __3 1060 
I 5a" Vj; yi 
3% 1% 3% — 31/24 21%6" 115VAC Lead Wires 0.13/0.15 12/14 36.5/32 Ball 3LE75 a si ‘a of mee eae 
ae" 1" Ae — 75/72 4%" 115VAC Terminals 0.11/0.12 10/11 49/37 Ball 3LE77 Tag (4) 414" Sieel AYD87 
AN" 1% 4'%6 — 78//2 Cast 4¥" 115VAC Terminals 0.11/0.13 11/11 39/37 Ball 3LE/6 A1V4g" 7 (4) AV," 304 SS 31CC76 
Ave" 1¥2" 41%6" — 102/92 1P20 Aluminum 4%" 115VAC Terminals 0.18/0.22 14/16 48/45 Ball 3VU65 ie (a) a4" Plastic 31CC64 
Alvg' 1¥2" 41Y%6' — 107/87 4" 115VAC Terminals 0.18/0.21 18/20 50/45 Ball 6KD76 6x4" ¥," (2) 63" 304 SS 31CC77 
Ae" 1%" 46" — 117/97 4%" 115VAC Terminals 0.24/0.26 20/22 50/45 Ball 6KD75 Ve (4) B74" 304 ee 31CC78 
Ae" 1%" 41/6" — 124/112 Aluminum 4%" 115VAC Terminals 0.25/0.28 21/23 47/44 Ball 2RTK6 10" A (4) 674" Cipol AYD82 
416" 1%" 41%6" — 107/87 AI Le 4¥%" 230VAC Terminals 0.11/0.125 19/20 50/45 Ball 3LE74 | Round Fan Guards 
oe ote, : ahs i (2) 634" Steel 4YD91 
ae" 1%" 46 — 117/97 Aluminum —4@"_230VAC_ Terminals 0.12/0.14 21/22 50/45 Ball 2RTE1 6% wa (0) 696" Plastic SRP15 
Ave’ 1%" 416" — 99/87 Ay" 230VAC Terminals 0.10/0.11 146 48/46 Ball 2RTD8__ | » square Shielded EMF Fan Guards 
61%6" 312" 61%" — 355/315 ae 6" 115VAC Terminals 0.27/0.25 24/30 66/62 Ball 3VU66 31%" THa" (4) 2'°%c Aluminum 4YD77 
Standand’S a 354" THeq" 4) 3% Aluminum 2RTA8 
antare square, Fero At 6" "Yea" (4) AV" Aluminum _ 4YD78 
16" 3% 1%" — 11 1%6' 5VDC Lead Wires 0.23 12 26 Friction 2RTF2 | Satate Fan Guards with me \RET Pasig ——"F1 cess 
malt ae A (4) 21%6" Plastic 310063 
os cl 25764" (4) 216" Plastic 4YD95 
2% 1 2%  — 40 116 12VDC Lead Wires 0.45 5.4 45 Friction 2RTF9 “Ati6" 13/40" (4) 41," Plastic 31CC66 
If 7 7 
22% — 193 11st 24VDC Lead Wires 006 1330 Ball6KD71 Se ee oi Plasto JPG 
ero : 
2%" 1" 2H" — 315 11%" 24VDC Lead Wires 0.13 31 41 ‘Friction 2RTHA ‘ 5 ert PR Rating a 
31," T 3 — 37 ; o1%6° 12VDC Lead Wires 0.12 14 30 at 6KD68 Square Replacement Filters for Plastic Fan Guards with Filters 
3u" 17" 3%" — 74 _ |P20 PBTPlastic “six, 49VDC Lead Wires 0.53 6.4 51.6 Ball __ 2RTHS oo i 7 an 
3% 1% 3% — 84 21%¢" 12VDC Lead Wires 0.76 91 55.2 Ball 2RTH4 af a Polyurethane 30 310071 
3%" 1% 3% — 84 21%_" 24VDC Lead Wires 0.40 9.6 55.2 Ball 2RTH6 ise a Foam 30 310062 
3% 1%" 3%" — 75 21%6" 48VDC Lead Wires 0.14 6.7 51.5 Ball 2RTH8 170 om te s1CCEE 
3%" 1h" 3% — 84 21%¢" 48VDC Lead Wires 0.19 91 55.2 Ball 2RTH7 | <7 : 
3% 1" 3% — 48 3%" 12VDC Lead Wires 0.135 1.6 32 Ball 6KD69 304 SS = 304 Stainless Steel. 
3% 1" 3% — 45 3%" 24VDC Lead Wires _ 0.07 17 33 Ball 6KD73 
3%" 1% 3% — 123 3V"  24VDC Lead Wires 0.51 12.2 57.6 Ball 2RTJ3 
Ae" 1%" 4176 — 138 4%" 12VDC Lead Wires 0.83 6 48 Ball 6KD70 
Ave" 1% 41%" — 138 4%" 24VDC Lead Wires 0.383 9.2 48 Ball 6KD74 
Ae" 1%" 41% — 170 4%"  24VDC Lead Wires 0.57 137 51 Ball  2RTu7 No. 4YD79 
Wet-Location Square, DC 
Ave 1" 4i%e — 108 pss ppt plastic__4 _24VDC Lead Wires 0.207 5 445 Ball 31CC85 
Ae" 1%" 4% — 93 4%" 12VDC Lead Wires 0.241 29 37 Ball 31CC89 
Standard Oblong, AC ¥* - 
6%" 2" 5%" — 239/203 Cast 6%" 115VAC Terminals 0.22/0.23 25/27 58/51 Ball 4WT42 Dayton 
6%" 2" 54" — 239/203 jpoq Aluminum 6%" 230VAC Terminals 0.11/0.11 25/26 55/51 Ball 4WT43 Cord Sets 
a er ee et 
4" "9! — 8" o ead Wires 0. oO 99/5 a 1 ; : fi 
Standard Round, AC UL Recognized Component; CSA Certified Component. 
— 2 — 6%" 239/203 Gaui 6%" 115VAC Terminals 0.23/0.22 25/27 58/51 Ball 3VU69 | Plug Head NEMA Plug Item 
3%" — 10" 665/600 Alurinum 2148 115VAC Terminals —0.23/0.23 23/26 52/50 Ball 4WT44 Config. iL Voltage Config. No. 
— 3%" — 10" 665/600. jpop 916" 115VAC Lead Wires 0.23/0.23 23/26 57/54 Ball 3VU71 | |Cord Set With Plug 
— 3%" — 10° 800/870 Aluminum 946" 115VAC Terminals 1.1/0.83 88/120 70/68 Ball 2RTK9 45° 72 115VAC 1-15P 3RP14 
— 3%" — 10° 665/600 Autos 9°%e' 230VAC Lead Wires 0.13/0.15 30/30 52/50 Ball SVUG7 | ppeeey terres See TOW Ground ead STE 
Standard Skeleton, AC a5. 24" = 115/230VAC Hardwire 3RP10 
Ate’ 1%" 46° — 105/80 4%" 115VAC Lead Wires 0.18/0.21 18/20 47/41 Ball 2VUW6 45° 36" 115/230VAC Hardwire 3RP12 
Ae 1%" 4% — 110/92 Aluminum 4%" 115VAC Lead Wires 0.24/0.26 20/22 50/45 Ball 2VUW4 90° 24" 115/230VAC Hardwire 4YD79 
4/6 1%" 4%6° —_ 110/92 4¥e" 230VAC Lead Wires 0.12/0.14 21/22 50/45 Ball 2VUW8 * Includes integral 3" ground wire with ring terminal. 
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IP Housing Mounting Electrical Sound Mfr. Item 
H W Dia. Rating Material EyeO.C. Voltage Connection Amps _ Watts Level Model No. 
Standard Sara AC 
Bi 3% Be 978° 115VAC Terminals 0.58/0.7 64/80 61 W2E200-HK86-01 5AGC8 
874° 31%" 87%" — P44 CastAluminum 9/6’ 230VAC Terminals 0.29/0.35 64/80 61  W2E200-HK38-01  5AGC9 
coe. a = 11% 115VAC Terminals 1.42 175 73  W2E250-HJ32-01 5AGD4 
Wet-Location Square, A AC, Energy Efficient 
3%68 1h Be Fiberglass  2'%6° 115/230VAC Lead Wires 0.12 7.5 48  AC8300HU-008  5AFY6 
354" 1%" 354" POS Remmforced ~~ 3a’ —115/230VAC Lead Wires 0.18 11 55 — AC3200JHU.—SAFY7 
—s ’ Square 
Standard Square, AC, Energy Efficient No. 5AGC8 
Aig 1%" Aire — Fiberglass 4%" 1145VAC Terminals 0.082 4.4 42 ACI4410HH  40N384 o. 
Ave" 115" 4i%e_r —  |P20 polveeter 4%’  230VAC_ ‘Terminals 0.041 4.4 +42 + ~~ ACI4420HH ~— 40N385 
Standard Square, DC 
Ve 1 OY — 2 12VDC Lead Wires 0.3 35 43 622HH 5AFZ3 
ve i or — 3° 24VDC Lead Wires 0.15 36 43 624HH 5AFZ4 
3%e 1" 3-1/7 — Fiberglass  2'%«°  12VDC Lead Wires 0.93. 10 +55 8212JN BAFZ5 
3% 1" A/T Reinforced 21%6°  24VDC Lead Wires 042 10 55 B214JN 5AFZ6 
3% +1" 3 — Plastic 31," 12VDC Lead Wires 0.75 9 55 3212JH 5AFZ7 
3%; 1h" 35%" — 31/4" 24VDC Lead Wires 0.38 9 55 3214JH 5AFZ8 ee 
) 4 V3" 24VDC Lead Wires 0.5 12 +55 4414FNH 5AGAO 
AVo" 1%" 4" —_ pog 41" 12VDC Lead Wires 1.75 21 60 DV4112N 5AFZ1 No. 5AGDO 
a) rn ‘siinure ae 24VDC Lead Wires 1.25. 30 ~~ +67 4114NH4 5AGA2 
Aria" 115" Ayr — AV3" 94VDC Lead Wires 2.5 65. 73 4114NH6 5AGAA 
Aria" 115" Aye — —_ AV3" 24VDC Lead Wires 0.88 21 60 DV4114N 5AFZ2 
iberglass 
Ave 1 athe — Reinforced 4s" 12VDC_— Lead Wires. 10 12,55 agin ~=—ssarzgd. «= EDMpapst 
astic 
aie 1% 4%e — Ave" 72VDC Lead Wires 267. 32 ~~ 67 ATTONAA 5AGAT 
Ae" 1 Ae" — Aluminum = —ay——o4vpC Lead Wires 1.884570 4114NH5 SAGAS Compact Axial Fans 
874° 3%" 87% — P42 CastAluminum 976" 24VDC. ‘Terminals 2.6 55 60  WiG200-HH77-52 5AGA7 
Standard Square, DC, 3300N Series = All-position mounting 
35° 1i%e 35% — Bi; 42VDC Lead Wires  — 08 24 331 2NL 39RV73 = Ball bearings 
353° lie 35 — 31/4" 49VDC Lead Wires — 13. 29 3312NM 39RV76 . 
358" 11%" 35%"  — a 1306 Lead wee — 18 7 seal! soRv71 These are equipment-cooling fans that 
3% 11%" 3% — 4" ead Wires — : 
395" 11h" 354" — 3V"  12VDC LeadWires — 34 42 3312NHH 39Rv72 ‘egulate temperatures in enclosures. 
33° lite 35% — — Fiberglass 314 1avbC Lead Wires = 67 50 3312NH3 S9RV69 They can mount into cutouts that match 
3% 11%4' 3% — einforce 4 ead Wires — ; 5 7 ’ ; ate 
355" 1a" 395" — Plastic 3y"  D4VDC Lead Wires — 26 38 3314NH 3gnv75 the fan's shape or into existing louvered 
3% 1174" 355" — ss a Lead nies — 3.5 42 see sone vents. DC units are fully speed controllable 
3% 11%s' 3% — 4 ead Wires — at 5 5 ; ; 
354" 1a 3945" 3y;"  48VDC Lead Wires — 1.8 35 3318NN 39nves 2d reverse polarity protected. AC units 
395 1%a" 396" — A 48VDC Lead Wires = — 3.5 38 3318NH 39RV77__—sare thermal overload protected. For IP68 
tandard Roun : : ‘ 
SS OE YE aa pace niainnig= 2 115VAC Terminals _0.78 87 70  W2E208-BA86-51 5AGDO Proof) Axial Fans, see Grainger.com® using 
=e Oi," 97s" 230VAC__Terminals 0.39 8770 W2E208-BA20-51_5AGD1_—_— keywords “axial ip68” 
_ —e ie een 6%  115/230VAC Lead W 025 14 50  AC6200NMU-006  5AFY9 | 
ast Aluminum 8 ead Wires - “as 
299" — 69" 6%" 115VAC Lead Wires 0.38 24 +56 WiG130-AA49-01 40N3a6__ Energy-Efficient, Square and Round— 
= 2 — Oe Fiberalae@.— 230VAC Lead Wires _ 0.19 24 56 ~~ W1G130-AA25-01 40N387__— Driven with EC motor that saves energy and 
— 34" 97" P55 pn ASE 9%" —TTSVAC Lead Wires 0.11 8 42 W1G200-EC91-27 SAGE2 —avtands service life 
— 3%" — 97% Polvprovviene 278 115VACLead Wires 0.48 31_——=«55_— W1G200-EC95-47 5AGC4 
—_ 3%" — 97% verepy 9%6°  230VAC Lead Wires 0.07 8 42  W1G200-EC87-25  5AGC3 
31," — Qin" Qs" 230VAC Lead Wires 0.24. 31. +55 W1G200-EC91-45 5AGC5 Standard Square, DC—Driven with 
Standard Round, AC (Requires Capacitor) brushless DC motor to extend service 
Includes Discharge Grille . F 
= 3 = si ) riSvAC Lead Wires 074 77 62 W2E200-CHE6-70 SAGCE life. These fans also have electronically- 
— 4" 0 " Galvanized Ys" 5 ead Wires 4/7 ri 50- -/ 5 * j j j 
——4y" —q5%" |P44 "Steel 15" {18VAG-Lead Wires 1.26120 64 W4E315-¢S22-70Bagps » COMMmutated drives with electronic 
—_4y" 207 197"  230VAC Lead Wires 1.1 240 73  W4E400-CP02-70 5AGD7 * Protection against reverse polarity. Many 
Includes Inlet Grille 
— 34 — ie Galvanized 11%" 115VAC_ Lead Wires 1.48 16071‘ W2E250-CM08-70 _5AGD3 * fas can be opted on voltages up to 
— 4%" — 1554" 1P44 ibe 15" 115VAC Lead Wires 1.26 120 64  W4E315-CS22-71 5AGD6 * 90% lower and 25% higher than their 
Saal aK Te 197%" 230VAC Lead Wires 1.1 240 13 W4E400-CP02-71  SAGD8 * nominal voltage (see Voltage in table) to 
tandard Round, 
6%, BY «BY P20 Metal 76" 24VDC  LeadWires 1.67 40 65 DV6424 5AFzo ‘enable the air performance to be adapted to 
Includes Discharge Grille the cooling requirements. 
— 3%" — 11" oy Galvanized 974" 2AVDC Lead Wires 2.6 55. 60  W1G200-CH77-52 SAGAS ate 
ncludes Inlet Grille . ; 
— 3% — 11 yoyo Galvanized 974" 24VDC_— Lead Wires 2.6 «= 55-60. W1G200-CI77-52SAGAG a ie provide oe ee and 
35" 05%" Cast Aluminum 9%" 24VDC Lead Wires. 5.0105 70 W1G250-CI37-52 sAGAg -_‘@@UCed power Consumption than other 


* Not all-position mounting. compact axial fans. 


Compact Axial Fan Guards 


These wire guards enclose the fan's blades to help shield them from debris or accidental contact. 


ebmpapst 





For Fan Mounting Mfr. Item For Fan Mounting Mfr. Item 
Size D Eye 0.C. For Use With Model No. Size D Eye 0.C. For Use With Model No. 
Square Fan Guards Round Fan Guards 
2% — '¥%ea" (4) 120" DAFZ3/5AFZ4 LZ28 6KXZ7 6%" 1%" (2) 192" SAFZO LZ39 6KYA2 
eA A 4) 2'6 DAFZ5/5AFZ6 LZ22N 6KXZ8 644" '%4" (4) 6%" DAFY8/SAFY9 WAY 6KYA3 
1%" '%2" (4) 9%6' —5SAGA//SAGC8/S5AGCI 78128-2-4039 6KXZ9 6%" —'%4" (4) 6%" DAFYY LZ3/-2 6KYA4 
Qe Veo" (4) 112%" oSAGD4 9418-2-4039 6KYAO 6%" '%4" (4) 6%" DAFZO LZ38 6KYA1 
Oye" Mo" (4) 9%6" 9AGD0/S5AGD1 30138-2-4039 6KYA6 
9%" = (4) 9/6" 9AGDO/5AGD1 30139-2-4039 6KYA5S 


Find Compact Blowers and Equipment Rack 
Air-Distribution Fans on Grainger.com® 


Compact Blowers direct airflow at a 90° angle from the face of the fan for thorough coverage 
within an enclosure and have a slim profile for use in highly compact rack-mount servers. 
Equipment Rack Air-Distribution Fans fit into rack enclosures and distribute air to eliminate 
hot spots and regulate temperatures. 





Rack Air Fan 
No. 6PYD2 


Blower 
No. 32MY99 
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Agricultural Exhaust Fans Details on page A1. 

H r amea Mfr. Item 
Direct Multifan NY Description Model No. 
D H 7 Ae No. Thermostats 

deel a en ye mew 

= = mov -opee : 4) 
Corrosion-Resistant . 120VAC, | 230/460V | 240VAC, | 265/460V 
E i t F tee oe ot ; Sq. : ee aii 3-Phase : ce ei 3-Phase 

pening) Fu u u u 

X aus ans Blade 0.000" 0.050" 0.125", A B C D E Req. |Load Item Load Item (Load Item —§ Load _ Item 

= Totally enclosed motors Dia. SP* SP* SP* §(in.) (in.) (in.) (in.) (in.) (in) [Amps No. |Amps No. (|Amps No. |Amps_ No. 
: Medium-Performance 

= Sealed ball bearings 10in| 680840800 '13¥ie 14°%i6 107% T1¥ie 26 10% | 9 2IAOBT | — | 4 2tA82 | — 

- Speed controllable (except No. 21A080); in 19 70 |15%6 17%6 138% (Ae 3%6 138% | 1.0 21A087  .5/3 21A098 5 21A092 | — _ 

14in| 2160 2100 2025 17% 19%6 15% 7% 3% 15% | 1.7 21A088 9/5 21A099 9 21A093| — — 

1-phase fans accept Controller No. 1DGZ5, TBin/ 2930 2630 2710 19% 21% 17 ye THe 3%6 176 | 2.2 2IADBO 1.0/6 21A101 1.1 21Ad94 | — 

sold separately on Grainger.com® in| 375 5 3500 21%6 23% 19%6 7%6 3%6 19%6 | 3.3 21A090 1.2/.7 21A102 1.4 21A095 — — 

20 in| 4900 4740 4590 | 23% 2514 21% 7%6 3%6 21% | 3.3 21A091 | — — | 1.8 21A096 1.9/1.1 21A103 
= Horizontal or vertical mount zn 645061505950 25%0 276 23% 9% 4% 03876 AOS | 

in| 7250 7040 6265 | 28% 30% 26% 9% 4% 26% | 5.9 21A084 — | 28 21008  —  — 
= Polypropylene propellers . 24 in| 7650 7400 7100 | 28% 30% 26% 9% 4% 26% |) — —  24421N104 — — = = 
= Corrosion-resistant fiberglass venturi frames 28 in| 7900 7610 7370 31% 33% 29%6 9/3/044/1/08 29% |— — | — — | 3.0 21A086| —  — 
= OSHA-compliant intake guards 28 in 5/30 7285 6843 | 31% 3376 29%s 9% 4% 29% |— — 26/1521A10 — — = 

Ee es atk igh-Performance 
Engineered for continuous operation in highly 101i 1250 1190 1170 1346 14% 10% Pye AL 10% =a = = 10 21077 | — Ss — 

: : : in 5 50 |15%6 176 8 1%6 3%6 2 | — —_— — — 5 21A078 | — —_— 
corrosive environments, outdoors, and in wet 14 in| 2950 2920 2880 17% 19% 15% 7%s 3% 15%) — — | — — |19 21079; —  — 
applications. Noncombustible motor cap and a HEAL 19050 _ _ 26% 2% ae AE — — (6.1/3.5 31EG81 | 7.4 21A080  — — 

7 : ii : : : in 13, by) 8 336 16 4 8 2|;—- — = — — 7.8 21A106 
sound absorbing, antivibration cast aluminum * Performance shown is for installation Type A; free inlet, free outlet. Speed (rpm) shown is nominal. Performance is based on 
supports. UL Listed and CSA Certified. actual speed of test. Performance ratings do not include the effects of appurtenances (accessories). 

Agricultural Exhaust Fans discharge guards. For humid, corrosive, Belt-Drive—Nos. 7DZ45 and 7DZ46 include W Dayton} 
= Totally enclosed motors with sealed ball bearings nonexplosive, and nonhazardous envi- motor, pulley, belt and motor plate; assembly peyon 
« Heavy-gauge galvanized frame withstands ronments such as livestock and poultry required. Nos. 44YU10 and 44YU20 shipped 

houses. without motor, but include drive sheaves, belt and motor plate; 


corrosive farm duty applications 
ee Note: OSHA complying guards are required when fan assembly required. Recommended motors: for No. 44YU10 use 


All models have galvan ized steel venturi panels and is installed within 8 ft. of floor or working level, or No. 4WNZ5; for No. 44YU20 use No. 3RCW9; both sold sepa- 
propellers, and 1° x 2" galvanized mesh intake and within reach of personnel. rately on Grainger.com®. Optional belt tensioner No. 45KF12 





C = = : j ® 
; Direct-Drive—Shipped fully assembled.  S0!0 ee Grainger.com®. 
7 Belt Drive Only rop. u 
Dia. No. of CFM @ Static Pressure Shown CFM/Watt @ Static Pressure Shown Load Motor Fan| A- B_ Opening Reg.| Item 


(in.) Blades 0.000" 0.050" 0.100" 0.150"; 0.000" 0.050" 0.100" 0.150" Voltage Phase Amps HP RPM RPM ((in.) (in.) H (in.) W(in.)) No. 
With Motors 
Direct-Drive 

















24 3 9618 5192 4845 4505) 11.3 10.2 9.3 8.4 (115/230 1 5.6/2.8 % 1100 1143\29%14% 30 30 (44YU13 
36 3 {110/77 1021/7 9381 8557 | 21.1 18.6 16.4 14.5 (115/230 1 5.2/2.6 % 825 850 40% 14 40% 40% 44YU07 
48 2 | 18926 1/7481 15973 14256) 19.9 17.8 15.8 13.7 (115/230 1 11.0/5.5 1 850 857 52% 17 52% 52% 44YU08 
48 2 (19001 17507 16097 14625, 21.6 19 16.9 14.9 (230/460 3 46/23 1 850 863 52% 1/7 52% 52% 44YU15 
|_D (Diameter All Mounting Holes) Belt-Drive 
36 4 |11598 1075/7 10052 92/7 | 19.3 17 15 13.7 {115/230 1 7.2/3.6 % 1725 719 |40% 14 41 41 | 7DZ46 
48 3 {19,608 18,228 16,773 15,347] 21.6 19.5 ie) 15.4 (115/230 1 9.0/45 1 1725 608 52% 17 52% 52% | 7DZ45 
Without Motors 
Belt-Drive 
No. 36 4 |11,598 10,757 10,052 92/7 | 19.3 ld ites) 13.2 —_— — % 1725 719 |40% 14 41 41 44YU10* 
44YU10 48 3 | 19608 18228 16773 15347) 21.6 195 Tio 15.4 —_ _ — 1 1725 608 52% 17 52% 52% 44YU20** 
* CFM ratings are based on units tested with #4 HP motor and fan speed of 719 rpm. ** CFM ratings are based on units tested with 1 HP motor and 
fan speed of 608 rpm. 





= Totally enclosed motors with sealed ball bearings = Corrosion-resistant extruded aluminum shutter with quick-release latches BESS 


LAB 
Venturi panel, housing, and propeller are corrosion-resistant galvanized steel. Heavy-gauge galvanized Slant-Wall—Discharge guard 
frame withstands humid, corrosive, nonexplosive, and nonhazardous environments such as livestock and has 1° x 2" galvanized wire 

poultry houses. Vertical mount, flush to inside of building. Each includes fan in housing, intake shutter,and —= mesh. Shipped fully assembled. 

discharge guard. CFM ratings are based on units tested with intake shutters and discharge guards, as 
well as discharge cones where applicable. 





Cone—Discharge cone increases fan performance 
and efficiency. Assembly required 














Note: OSHA complying guards are required when fan is installed within 8 ft. of floor or working level, or within reach of personnel. = 2" corrosion-resistant circular discharge guard 
H CFM @ Static, CFM/Watt @ 
S| cont Prop. Pressure Static He a Full 
Dia. No. of Shown Show Load Fan L Opening Req.| Item 
(in.) Blades|0.000" 0. 4100" 0.000" 0. 100" Voltage Amps HP RPM (in, Vin (in. ) (in (in. (in. (in. (in. \(in. (in. (in. (in. ) (in.)|H (in.) W (in.)) No. 
Slant-Wall, Direct-Drive 
36 3 [10,770 9390 | 19.3 15.5 [115/230 5.2/2.6 % 839] 44 39'%245%40% 27 1644 4% 45% — — — — —| 42% 40% |44Yut7 
ad ae / 48 2 119,100 16,500! 18.1 148 | 115/230 11.0/5.5 1 855) 56 511425/453%429%415% 3 58% — — — — —| 65% 52% |44YU12 
roe Gimensions nduding ake ste. ™ Slant-Wall, Belt-Drive (Includes No. 45KF12 Automatic Belt Tensioner) 
36 4 |11,42010,170| 19.4 15.9 | 115/230 6.4/3.2 % 705) 44 39%45%40% 27 16% 4% 45% — 42% 40% |44YU09 


48 3 21,100 18,900 20.4 17.3 (115/230 8.6/4.3 1 613) 56 514%2574538%29%415% 3 58% — — — — —)} 95% 52% A4YU14 
04 3 (26,889 23,578) 22.3 18.2 (115/230 8.6/4.3 1 573 \62%%58%64%460134%19% 44% 66 — — — — —| 62% 59% | A4YU11 ~ 
Cone, Belt- Drive (Includes No. 45KF12 Automatic Belt Tensioner) 

36 12,20010,/20) 23 17.7 | 115/230 6.4/3.2 % 708) 44 391%245%440% 27 16% 4% 45934 31% 43% 45%252% 114) 42% 40% 44YU16 
48 3 (22,500 20,200) 22.9 19.1 | 115/230 8.6/4.3 1 609) 56 511425/453% 22 8% 1% 56% 34 46%59% 62 7% 55% 52% 44YU18 
04 3 33,300 30,200 22.9 189 | 230 6.4 1% 600 08% 08% 1% 1% — — 41 41 67 61 4 | 56% 56% A9YW54 
04 4 {29,500 26,500) 21.5 18.1 230 6.0 1% 476 62%58%64%4 60% 2854 13% 4% 6414 33%451'1266% 74%413% 62% 59% A9YW55 
04 3 27,3800 24,200) 23.6 19.2 |115/230 8.6/4.3 1 560 62%%58%64%4 60% 28%413% 4% 6412 335% 512 66% 741413% 62% 59% |44YU19 


* Not BESS tested. 





No. 44YU17 No. 44YU18 


High-Efficiency Multifan % 


Prop. CFM @ Volts Full Max. 
Cone Exhaust Fans Dia. No. of| Static Pressure Shown* | @ Load Fan | H  W_ Depth Opening Req.| Item 
No. (in.) Blades 0.000" 0.050" 0.100" 60 Hz Phase Amps Watts HP RPM | (in.) fin.) (in) H (in.) W (in.)) No. 





= Durable fiberglass frame 31HM66) jg 6 | 445042704070 | 240 1 1.5 314% 1680) 27% 27% 30% 23% 23% |31HM66 


4 4370 4170 | 24 1.51 i vy 27%, 30% 231 

= Polypropylene blades = PVC intake shutters 5770018807390 2401 3008S 8494 B46 88% 30% 30% STHMEB 
Feature stainless steel and aluminum hardware for 24 5 8170 7820 7420 240 1 2.4 544 Zs 1125 gay 3478 3074 30% 30% 31HM70 
maximum corrosion resistance, and include a housing, cone, ae 3 15800 11-500 11500 540 ; 38 73 v7, 35 SOY. SOY. Ov. an a s1HM72 
a nha scoen Nas STHMGG to STKM7S are drect © Sp EL 

: : 0 9 0 4 56% 56% 14 
drive; Nos. 31HM74 and 31HM/76 are belt drive with an 543 | 31,100 29400 27,500 240 1 5.76 1238 1% 520 |72% 72% 64% 64% 64% |31HM76 
integral belt tensioner. * CFM ratings are based on units tested with intake and discharge guards. 
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GRAINGER CHOICE® HVAC & REFRIGERATION 
Find the wi. Find Solutions. Find Great Prices. Commercial/Industrial Exhaust Fans 


“al 


Shutter-Mount Exhaust Fans 





= Mount: vertical only Fans are fully assembled with shutters and 
= Motors: totally enclosed, 115VAC, 60 Hz, thermally protected prepunched mounting holes; simply frame an 
= Max. inlet/ambient temp.: 104°F Opening and mount. UL and C-UL Listed. 


= 7" through 24" dia. propellers are aluminum; 30" 
and 36" dia. propellers are galvanized steel 
= QSHA-compliant gray polyester powder-coated wire guards 

















































































































CFM@ CFM@ Exhaust/ —‘ Full Sones@ Speed Square 
Blade 0.000" 0.125" Motor Supply Fan Load Bearing 0.000" Control Max. Opening No.of Item 
Dia. SP __——-SP__—_— RPM ___‘MotorHP Amps Type SP@Oft. ItemNo. H |W _ ODepth* Req. Blades No. 
Tin 250 = 1850 Yas 0.4 Ball 0.37 480172, 11%" 11% 8B Hin 5 AB 4X36 
10in_ _ 600 355. 1550 Yas 0.55 Ball 6.19 480172 13%" 13%" B10 in 5 484X387 
qin 75 475 1550s SO CBall = 5.9 4BC172 1514" 154’ BY 13 in 3 4B 4X38 
‘Win 1095 416 1550 oS .85 Ball, «= G.39 BC 172 19%" 19%" 13%" 17in 3 THLAS 
18in 1736 1108 1075, Ms 0.85 Ball = 74480172 21%" 21 14%" 19in 3 THLA4 
20in 2830 2255 1075 wi 275 Ball 11.3 48C172_ 2314" 23%" 12" Din 3 4BAXAB 
24in 4244 2676 1075 Va 2.15 Ball 7.0 480172 27%" =27%' = 16%" = 25 in 3 1HLB3 
1-Speed 
Win 259021901725 Hall «= 7.28 T2112" 19in 3 4B AXAT 
50 in 3950 2445 1725 Va 245 Ball 7.01 — 23V%8 = 23% 12" 21 in 3  484X42 
— 47003070 1725 4 3.3 Ball 8.1 — 28%" 23%" 13" atin ~— 3 4B 4X44 No. 484X38 
24in 4600 3040 1075 % 3.3 Ball La — 27%" 27%* 15" a5 in 3 4B AXAT ' 
30in 5090 3435, 825 % 3.3 Ball 7.01 — _ 38%" 33%" 16" 81 in 3 AB 4X49 
86in 8225 6485 825 Ye 6 Ball 8.24 — _—89%" 39%" 17" 87 in 3 AB 4X50 
2-Speed 
24 in 4610/3485 3525/1800 1075/9453 8.5 Ball, = 7.42/6.91 1DGZ9_ 27%! 27% 15" 25 in 38 4B AX4B 








* Max. depth does not include open louvers. 
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Fan Controls 


Nos. 486172 and 48€173—Can operate multiple direct-drive fans, if total amp draw 
does not exceed control's amp rating. Fit single gang box; mounting screws included. 


No. 1DGZ9—Mounts on standard 4" x 2" single gang box. SPDT (center off). 





No. 1DGZ9 














Max. Item 
__Description Voltage Amps —_ForUseWith SN. 
Rotary, Adjustable 115 —# —Dayton® & Other Compatible Speed Controllable Ventilators & Fans pee 
“Toggle, 2 Speed Switch 120 15 1HLB1 Shutter-Mounted Exhaust Fan & Other 2-Speed Applications 1DGZ9 me. aeC1t2 





‘aa 


Corrosion-Resistant Shutter-Mount Exhaust Fans 





= Mount: vertical only Constructed with fiberglass shutter and frame and stainless q 
= Motors: totally enclosed, 115V, 60 Hz, thermally protected steel hardware, for superior resistance to corrosive gases 
= Max. inlet/ambient temp.: 104°F and vapors. UL and C-UL Listed. : 
7 Fiberglass-reinforced polypropylene propellers Note: Not designed for laboratory hood exhaust or explosive atmospheres. 
= OSHA-compliant epoxy-coated wire guards 
Exhaust/ ‘ 
CFM@ CFM@ Supply Sones @ Sq. 
Blade 0.000" 0.125" Motor Fan FullLoad Bearing 0.000" H W Max. Opening No. of Item 
Dia. SP SP RPM MotorHP Amps Type SP@O5Oft.  (in.) (in.) Depth (in.) Reg. (in.) Blades No. ¥ 
10" 652 363 1645 Yoo 0.6 Sealed Ball 6.6 13 13 12156 10% 4 1BLH6 4 
12" 900 712 41625 1.3. Sealed Ball 6.8 115 15% 13 4‘ 1BLH8 
16" 2052 1,296 1625 % _——3_——Sealed Ball 7.1 18°%32__-18°%2 15%2 7 4 1BLJ1 
18" =. 2616 = 1,940 1075 Vs 2.7  SealedBall 7.2 21 #821 = 163% 19° 8  — 1BLJ3 No. 1BLH8 
20" 3800 2,920 1075 ¥3 2.8  SealedBall 7.2 222%/32 2224/0 17% 21 8 1BLJ5 
24" 5448 = 3,920 =: 1075 % 48  SealedBall 7.2 27%32 = -27%2 18% 25 8 1BLJ7 
] HVAC 


Hazardous Location Direct-Drive Exhaust Fans 


Vertical-mount fans require little maintenance and are easy to install. All models feature a totally enclosed, 
ball bearing motor with thermal overload protection. The fan blades are constructed of well-balanced, heavy- 
gauge aluminum. Designed with a rugged steel welded box housing that has a durable, powder-coated 
finish. The aluminum louver shutters are supported by long life nylon bushings. Heavy wire chrome-plated 
OSHA guards provide protection on intake side of fan. All fans are shipped assembled. 





CFM@ CFM@ Exhaust/ 
Blade 0.000" 0.250" Fan Supply Fan Motor FullLoad No. of Mfr. Item 
Dia. SP SP Voltage Phase MotorHP RPM Amps Blades Model _ No. 
8" 320 — SD08-XPF _‘31EE17 
10" 620 — SD10-XPF  31EE18 
12" 1640 1300S Vp 1725 6.6/3.3 3 SD12-XPF  23N613 
18° 3200 2920 SD18-XPF_23N614 _ 
24 5500 ___—5100 SD24-XPF__23N615 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Scan. Order. Done. |= 
Details on page A1. 


HVAC & REFRIGERATION 
Commercial/Industrial Exhaust Fans 
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Direct-Drive Venturi 
Exhaust Fans 


7 








amca 
CERTIFIED 
RATINGS 


PERFORMANCE 



























































No. 10D989 

















No. 10D963 
=» Mount: vertical With Intake 
Guards; vertical or horizontal 
: CFM @ Static Exhaust/ Sones @ 
Without Intake Guards = page] ABCC Pressure Shown* Fan Supply Fan Motor FullLoad 0.000"SP No. of Item 
= Motors: totally enclosed air _Dia. | (in.)_(in.) _(in.) _(in.) |0.000" 0.125" 0.250" 0.375"| ‘Voltage Phase MotorHP RPM Amps  @5ft.# Blades No. 
over, with Class B insulation aomnmnerelal ents ‘ 
= Ball bearings, except 8in| 12 5 2% 8% | 466 329 170 ~ #117 115 VAC 1 aq 1775 0.6 6.8 5 10D952 
sleeve bearings on f0in| 14. 5 2% 10%) 752 641. 431 207 115 VAC 1 V0 1650 0.6 94 5 100953 
Nos. 10D9 a 100956 f2in| 16 5% 2% 12% 912 753. 541 — 115 VAC 1 a9 1650 0.6 6 3 10D954 
0S. 194 to 9 i4in| 18 5 25% 144 | 1152-958 65261 115 VAC 1 Yo 1650 i 9.4 3 10D955 
= Max. ambient temp.:104°F (16in| 20. 5 2% 16% | 1334 1045 704 490 115 VAC 1 Yoo 1650 1 10.2 3 100956 
; | 22 7 3% 18% | 2652 2316 1837 1029 115 VAC 1 V, 1155 2.8 15.5 3. 100957 
= Aluminum propellers 18 in 55-7 "34814 | 3085 2880 2610 2306 115/230V AC 1 Vs 1750 3.3/1.7 175 3 100960 
= Nos. 10D952 to 10D959 20 in| 24 7 3% 20% | 3047 3280 2629 1781 115 VAC | 7 1150 vE: 15.3 3 10D958 
r n | 98. 7 3% 24% | 4240 2502 2919 2102 115 VAC 1 7 1150 9 8 17.2 3100959 
are speed controllable 24 in |~53-—-7 34, 941 | 4770 4198 3498-2764 | 115/230V AC 4 7; 1150 3.3/1.8 16.6 3 100962 
(No. 480172 sold Without Intake Guards 
separately on page 2955) {2in| 16 7 q 12% | 1589 1419 1150 765 | 115/230VAC 1 Vi, 1750. 28/15 64 4 100971 
at {6in| 20. 7 3% 16% | 2548 2329 2048 18001 115/230VAC 1 7 1620. 2.8/1.5 18.4 4 100972 
Galvanized frame and finish. UL W8in oe 234 18% | 3498 33503138 2841 | 115/230 AC 1 V3 1750. 3.3/1.7 20 3 100973 
and C-UL Listed. 92 7 93% 18% | 3477 3244 2968 2608 208-230/460VAC 3 73 1700 1.5-1.6/0.8 187 3 100974 
; 94. 7 3% 20% | 4240 3774 3223 2438 | 115/230VAC 1 7; 1172 33/8 19.8 3 100975 
Note: OSHA-complying guards 20in| 24 7% 5% 20% | 4495 4134 3562 2926 | 115/230 VAC 1 i 1150 5.4/2.8 18 3 100976 
(included with select models) are 94. 7% 5 20% | 4452 4134 3731 2926 208-230/400 VAC 3 % 1125. 21-232 149 3 100977 
required when a fan is installed within 28 8 4M, 24% | 9216 4622 3604 2968 115/230 V AC 1 V3 1100 30/10 18 3 10D978 
8 ft. of floor, working level, or within 24in) 28. 8 4% 24% | 5300 4791 4198 3286 | 115/230VAC 1 V% 1076. 5.4/2.8 19.1 3 10D979 
io 98. 8 4% 24% | 5088 4622 4028 3329 208-230/400VAC 3 V%, fio Ci23io 143 3 10D980 
reach of personnel. Review OSHA 30 in 3482 3% 30% | 9859 9223 8162 6906 | 115/230VAC 1 Vs 1150. 7.5/3.8 29 3 400981 
oe ‘a ao See Index 34. 8% 3% 30% | 9541 8799 7887 6678 1209-230/400 VAC 3 7 1150 3.6-3.8/1.9 27 3 100982 
under Guards, Fan. Industrial Units 
On Grainger.com®, search by Grainger ee beans 2%) 12% | 1450 1346 1219 1049) 115/230VAC 1 Va 1772 28/15 11.7 5 100963 
Item Number and look for Optional 16in| 20 7 9% 16% | 2883 2650 2417 2120 115/230V AC | 7 1750. 2.8/1.5 16.8 3 100964 
Accessories or Related Products. 18in| 22 7 2% 18% | 3201 2947 2650 2311 115/230 V AC 1 V4 1739 2.8/1.5 18.8 3 10D965 
Automatic shutters recommended. 94. 7 2% 20% | 3456 3074 2693 2205 115/230VAC 1 V, 1740 2.8/1.5 17.4 3 100966 
20in| 24. 7 2s 20% | 4134 3710 3329 2883 115/230VAC 1 V3 1710. aah? 20 3 10D967 
Commercial Units—Quietly 94. 7% 2 20% | 4558 4155 3753 3329 115/230VAC. 1 Vs 1724. 7.0/3.5 wy) 3 100968 
| 98. 7 dvs 24% | 4473 3043 3392 2799 | 115/230VAC 1 7; 1750 3.3/1.7 93 3 10D969 
sales eure . = 24 in 59 7s 9%, 24% | 6254 5767 5216 4558 | 115/230VAC 1 %, 1134 —*+5.4/2.8 91 6 100970 
reat for ventilating schools, Without Intake Guards 
, ve | 20 7% 2% 16% | 2803 2650 2375 2099 | 115/230VAC 1 7 1743 2-8/5 19.7 3 100983 
offices, storage facilities, and = 16 in |-5) “5-55, aa, 5906 06934170184 208-D30/460 VAC Vs 1747 15-1.6/0.9 179 3 40p984 
light manufacturing and assem- 18 in Loe 7 2% 18% | 3604 3307 2989 2587 115/230V AC | ¥; 1706 «3.3/1.7 ey 3 100985 
bly areas. 92 6% 2% 18% | 3680 3413 3138 2799 208-230/400VAC 3 V3 1725. 1.5-1.6/0.8 20 3. 100986 
90 in 24 82 2% 20% | 4855 453741983710 | 115/230VAC 1 Vs 1700. 7.0/3.5 93 3 100987 
Industrial Units—Exhaust o4. 7 2% 20% | 4601 4293 3922 3477 208-230/400 VAC 3 Va 1753 3.23316 21 3 100988 
| | t air at high 98. 8 2% 24% | 6403 5958 5491 4791 | 115/230VAC 1 %, 1132 -—«+45.4/2.8 wD) 6 100989 
arger volumes of alr at nigner = a4 in | 288 3% 241 | 7654 7081 6466 5724 | 115/230VAC 1 Va 1700 7.0/3.5 29 3 100990 
static pressures. For use in 98. 8 7 24% | 7102 6657 6170 5618 208-230/400 VAC 3 7 1702 32-33/16 28 3 100991 
; | 34. 8% 2% 30% | 9095 8353 7463 64660 115/230VAC 1 Vs 1128 ~«—«7:5/3.8 97 6 100992 
factories, foundries, and other 30 in 37 3, “9 394-9117 848176756678 208-230/460 VAC 3 yj 1138 3.6-3.8/1.9 26 6 100993 
industrial environments. 36in| 40. 8 2% 36% 112,742 11,237 9435 7420 |208-230/460VAC 3 Vs 1150 3.6-3.8/1.9 29 3 100994 


* Performance certified is for installation type A: free inlet, free outlet. Performance ratings do not include the effects of appurtenances (accessories). 
Speed (rpm) shown is nominal. Performance is based on actual speed of test. # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in 
a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A: free inlet hemispherical sone levels. 


Guard- and af Dayton] 

















ing-= CFM @ CFM@ Exhaust/ 
Ring Mount aa ce oo ay any a oe seang Tee i Hoe peace ea 
ia. otor mps ype Dept ia. HolesO.C. Blades No. 
Exhaust Fans Guard-Mount Fans with OSHA-Compltant Gray Polyester-Coated Guards sy 5 SANE 
: : : in 5 oo 25 a y e 1% 5 _484X5 
= Mount: vertical or horizontal i0 in| 615 490 1550 Vs 055 Ball 6" 1136" 8" 5 ABAX52 
= Motors: totally enclosed, 115V, fF in a5 Pt ps ae ve aT a 19E a : atte 
in 20 ; a 1h 1% 32" 5 
60 Hz, thermally protected 18 in| 3896 2132 | 1725 Vs 35 Ball 101%" 20% 15%e° 3 1HKLG 
No. = Max. inlet/ambient temp.: 104°F (20in) 3960 2360 | 1725 7; 35 Ball = 11" 22%" 16%" 3 1HKL7 
484X53 : 24 in| 4564 2356 | 1075 V3 3 Ball 11" 26 %' 199" 3 1HKL8 
Designed for low-pressure exhaust- a in SL sels - He 31 2a 13%" 33" 1834" x 28" 3. A5MX72 
ing and cooling applications. 6 in ( : 2 9.0 all 13%" 38%" — 22" x 23" 3 45MX73 
: : Ring-Mount Fans with Galvanized Steel Frame* 
Automatic shutter is recommended vn 119 == 15 Ves, ame 72 Ball 5" ie 11%" 5 12U117 
for guard-mount fans; go to g" | 305 —_ | 1550 Yas 0.74 Ball 2 9%" 14 D9 _12U118 
g ® g 12" | 665 _— 1550 ¥30 1.40 Ball 6%" 12%6' 13%" 5 12U119 
i Grainger.com® and search for fan 12" | 889. — | 1550. Vo 150. Ball 7% 16%" 1474" 3 120120 
No. shutters. UL and C-UL Listed. * OSHA complying guards are required when a fan is installed within 8 ft. of floor, working level, or within 
12U120 © reach of personnel. Review OSHA codes and UL standards. See Index under Guards, Fan. 
Lin Fonl : Dia. 
ay! on or Opening Item 
i Bl Dia. Requi No. 
Exhaust Fan Venturi Frames aul Mn Oe T0F4T7 
. : : 10 In 12/2 10F478 
a Mount: vertical or horizontal | i2in 14i5! 40E033 
Rigid galvanized steel frames have deep venturi and 1"W flanges. 3 0 130 ean 
. 7 2 
Nos. 10F477 to 10F479 include a zinc-plated guard; all others have 18 in 0 40£035 
slotted motor base and mounting bolts to accept 48 or 56 frame motors. ei f oat ae 
2 
: Note: Motors and blades are sold separately. For motors, see Index under Motors, Fan; 30 in 32/2 10E038 
No. 10F478 No. 10E033 for fan blades, see Fan Blades; for intake guards, see Guards, Fan. 36 in 38/2 10F480 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE° HVAC & REFRIGERATION 
Find the wy. Find Solutions. Find Great Prices. Commercial/Industrial Exhaust Fans 


Quiet-Design Direct-Drive Venturi Exhaust Fans lf Dayton] i 


= Mount: vertical or horizontal Galvanized frame and finish. For commercial and indus- 
= Motors: totally enclosed air trial applications. UL and C-UL Listed. 


over, with Class Binsulation —_ Note: OSHA-complying guards are required when a fan is installed within 8 ft. of floor, cai 

































































= Ball bearings working level, or within reach of personnel. Review OSHA codes and UL standards. See 
= 60 Hz Index under Guards, Fan. 
= Max. ambient temp.: 104°F For recommended accessories, go to Grainger.com®, search by Grainger Item Number and 
= Aluminum propellers look for Optional Accessories or Related Products. 
Exhaust/ Sones @ 
Blade; A B C D | CFM @ Static Pressure Shown* Fan Supply Fan Motor Full Load 0.000"SP No.of Item 
Dia. | (in.) (in.) (in.) (in.) | 0.000" 0.125" 0.250" 0.375" Voltage Phase MotorHP RPM Amps _@O5ft.# Blades No. 
12° | 16 / 3% 12%)| 1286 1145 962 669 115/230VAC 1 4 1742 2.8/1.5 11.2 3 _ 10E039 
16" 20 / 3% 16% 2044 2226 1929 1484 115/230VAC 1 Va TOU 2.0/1.5 18.5 3 _ 10E040 
20 / 3% 16%) 2459 2226 1929 1484 | 208-230/460VAC 3 4 1737 __1.5-1.6/0.9 15.8 3 10E041 
13" 22 / — 38% = 18%) 30382 2841 ~— 2587 2332 115/230VAC 1 V3 165/ 3.3/1.7 22 4 __10E042 
22 ff 8% «18% 3072 = 2860 = 2527 ~— 2223 =| 208-230/460VAC 3 V3 1590 1.5-1.6/0.8 22 4 _10E043 
28 8 6% 24%) 95658 5236 4/740 4295 115/230VAC 1 Va 1105 5.4/2.8 21 3 10E046 
24" | 28 8 /% 24%) 6208 5/780 5300 4780 115/230VAC 1 Sa 1150 7.5/3.8 19.0 3 10E047 
28 8% 24%) 6424 = 6042 =~ 640 = 4780 =| 208-230/460VAC 3 4 1150 _3.6-3.8/1.9 19.0 3 10E048 
30" | 34 8% 3 380%) 9371 8671 7993 7336 | 208-230/460VAC 3 2) 1150 3.6-3.8/1.9 24 3 10E049 
* Performance certified is for installation type A: free inlet, free outlet. Performance ratings do not include the effects of appurtenances (accessories). 
Speed (rpm) shown is nominal. Performance is based on actual speed of test. # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) = 


in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A: free inlet hemispherical sone levels. 


Hazardous Location Direct-Drive Exhaust Fans af Dayton] 


= Mount: vertical Fans ventilate spaces containing flamma- Note: OSHA complying 


































































































































































































or horizontal ble or explosive vapors, gases, or dusts a ddan ena 7 , (rn 
= Motors: explosionproof, (per NEC 500). For use with NEC Class |, 6/5) o- within reach of personnel. Not for use EEE 
ae evel, or within reach of personnel. Not for use 
fan-cooled enclosure Division |, Groups C and D; NEC Class Il, with hazardous location exhaust applications. Review OSHA 
with Class B insulation Division |, Groups F and G (No. 10E020 for codes and UL standards. See index under Guards, Fan. 
= Hazardous location Groups E, F, and G). Galvanized frame and Consutt local ventilation contractor or fire inspector for 
ball bearings finish. Spark-resistant aluminum propel- —_ local code requirements. Do not use where motor or Panel 
= Max. ambient temp.: 104°F lers. Motorized damper and shutters are _ blades will accumulate paint residue. Electrically ground all awe 
not recommended. UL and C-UL Listed. components in hazardous location system. 
Exhaust/ Sones @ 
Blade, A B C CFM @ Static Pressure Shown* Fan Supply Fan Full Load 0.000" Item 
Dia. pn) (in) (in.) (in. ) |0.000" 0.125" 0.250" 0.375" 0.500" Voltage Phase Motor HP Amps SP@Oft.# No. 
anel Exhaust Fans 
yor | 16 9% 3 12%) 1347 12621142947 604 115/208-230VAC 1 v% 4.2/2.1to2.0 13.4 32ZN53 
16 9% 3 12%) 1347 1262 1142 947 604 208-230/460VAC q V4 1.4-1.3/.65 13.4 10D996 
4g 20.9% 3% 16%2| 2476 2288 2061 1/69 1350 115/208-230VAC 1 4 4.2/2.1-2.0 14.1 10D997 
20 9% 3% 16%) 2476 2288 2061 1/769 1350 | 208-230/460VAC d V4 1.4-1.3/.65 14.1 10D998 
4g" 22 9% 3% 18%) 3168 2912 2612 2219 1599 115/208-230VAC 1 Ys 6/3.2-3 19.1 10D999 Ring Exhaust 
22 11 3% 18%) 3168 2912 2612 2219 1599 | 208-230/460VAC a V3 1.8-1.6/.8 19.1 10E001 g 
oor 24 112 3% 20%) 4557 4254 3919 3542 3101 115/208-230VAC 1 YW 1.4/3.9-3./ 23 10E002 Fan 
24 11% 3% 20%) 4557 4254 3919 3542 3101 208-230/460VAC 3 % 1.8-2/1 23 10E003 : 
28 11% 3% 24%) 5669 4946 4010 2963 1906 115/208-230VAC 1 Y 14/3.9-3.1 26 10E004 
94" 28 112 3% 2472) 6317 585153144729 4117 115/208-230VAC 1 2) 10.6/5.3 28 10E005 
28 11% 3% 24%) 5669 4946 4010 2963 1906 |  208-230/460VAC 3 % 1.8-2/1 26 10E006 
28. 12 3% 24%) 6317 5851 5314 4729 4117 | —208-230/460VAC q Sa B.2-3/ 1.5 28 10E007 
Ring Exhaust Fans with Prepunched Mounting Holes 
gor [16% 13% 2 12%) 1147 999803682 — 115/208-230VAC 1 v% 4.2/2.1to02.0 13.6 32ZN54 Panel 
16% 138% 2 12%) 1147 999 803 682 — 208-230/460VAC 3 V4 1.4-1.3/.65 13.6 10E009 Exhaust 
4g 204 13% 2 16%) 2193 1943 1713 1366__ 1125 115/208-230VAC 1 V4 4.2/2.1-2.0 17.0 10E010 Fan 
20% 13% 2 16%) 2153 1943 1713 1366 1125 | 208-230/460VAC q V4 1.4-1.3/.65 17.0 10E011 
4g" 224 13% 2 18%) 2371 2089 1756 14231088 115/208-230VAC 1 V4 42/2.1-2.0 21 10E012 
22% 13% 2 18%) 23/71 2089 1756 1423 1088 |  208-230/460VAC é V4 1.4-1.3/.65 21 10E013 
og 244 13% 2 20%2| 2429 20/4 1744 1341 1098 115/208-230VAC 1 V4 4.2/2.1-2.0 23 10E014 
24% 13% 2 20%) 2429 2074 1744 1341 1098 |  208-230/460VAC 3 YW 1.4-1.3/.65 23 10E015 
28% 13% 2 24%) 383/ 3305 263/ 19/0 — 115/208-230VAC 1 Ws 6/3.2-3 30 10E016 
og |28%4 13% 2 24%) 5669 4946 4010 2963 1906 115/208-230VAC 1 Y 7.4/3.9-3./ 26 10E017 
28% 13% 2 24%) 383/ 3305 2637 1970 — 208-230/460VAC 3 Ws 1.8-1.6/.8 30 10E018 
28% 13% 2 24%) 5669 4946 4010 2963 1906 |  208-230/460VAC 3 YW 1.8-2/1 26 10E019 
30" }34% 17% 2 30%) 8153 7515 6804 5957 4956 115/208-230VAC 1 4 9.2/5-4.6 28 10£020 Ring 
* Performance certified is for installation type A: free inlet, free outlet. Performance ratings do not include the effects of appurtenances (accessories). Exhaust 
Speed (rpm) shown is nominal. Performance is based on actual speed of test. # The sound ratings shown are loudness values in fan sones at 5 ft. Fan 





(1.5m), in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A: free inlet hemispherical sone levels. 


Reversible Direct-Drive Exhaust/Supply Fans if Dayton] a 


= Mount: vertical Versatile fans have reversing switch to quickly exhaust or supply air 



















































































or horizontal in demanding ventilating applications. Feature galvanized frame and 4-blade alumi- 
= Motors: totally num propellers, except 20" and 24"-dia. models have 3 blades. UL and C-UL Listed. 
enclosed air Exhaust) 115/230VAC | 208-230/460VAC 
over, with Class Exhaust/Supply CFM Supply (TAHASE MOTOR) 3-PHASE MOTOR Note: OSHA-complying guards are required when a fan is installed 
B insulation Blade @ Static Pressure Shown* Motor | Load Item | Full-Load Item within 8 ft. of floor, working level, or within reach of personnel. 
= Ball bearings Dia, 9-000" 0.125" 0.250" 0.375" HP Amps No. Amps No. Review OSHA codes and UL standards. See Index under Guards, Fan. 
1 d. 60 H 49" 1524/1463 1353/1378 1145/1230 729/886 | V4 1.5-1.6/0.9 10E027 
= | speed, OU hz 1526/1470. 1361/1343 1178/1033 636/742 |v |2.8/1.5 106021 — 
= Max. inlet/ 2027/1811 1755/1625 1370/1340 995/940 | % | 2.8/1.5 10E022 — RECOMMENDED ACCESSORIES 
hient 1g" 2226/1926 1993/1739 1654/1420 11814081) | — TS 1.6/0.9 10E028 Wall Weather Wall — Fan 
ambien 2587/2512 2438/2430 2226/2210 1781/1705, | — =| 1.5-1.6/0.8 106029 | Blade A Housing Hood Collar Guard 
temp.: 104°F 2737/2410 2493/2268 2190/2035 1616/1560) % {3.3/1.7 10E023 _ Dia. (Sq.) B" C" D"|ItemNo. Item No. Item No. Item No. 
= Motor rom: 1750, 18° (2422/2960. 3223/2862 2926/2739 2650/2490/ 4 |3.3/1.7 10E024 — 12" 16 412% 3FKF4 16D556 16D550 _1WBT8 
otor rpm: 3647/3138 3350/2989 3032/2820 2544/0578, | —  — |1.5-1.6/0.8 10E030 16" 20 29%, 1634 3FKF5 _16D558 16D552__ 1WBT9 
except 1140 rpm 59: | 3858/3477 3484/3190 3145/2955 2677/2570, 1.5-1.6/0.8 10£031 16" 20 3 16% 3FKF5 160558 16D552 _1WBT9 


on Nos. 10E026 3899/3471 _ 3477/3180 3180/2989 2756/26/71, 3} 3.3/1.7 10E025 oe — 18° 22 
: 94" (9029/4261 4473/3816 3731/3392 2540/2332) 2 — = 2.1-2.3/1.2 10E032 20" 24 3¥8 20% 3FKF/ —3FKF2 ~~ SFKF3.— 1WBU2 
and 10E032 9392/4516 4742/4071 3986/3604 2620/2703) 2 | 5.4/2.8 10E026 = — 24" 28 3% 242, SFKF8  IWBV9 IWBV1  1WBU3 


* Performance certified is for installation type A: free inlet, free outlet. Performance ratings do not include the effects of appurtenances (accessories). Speed (rpm) shown is nominal. Performance 
is based on actual speed of test. The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m), in a hemispherical free field calculated per AMCA Standard 301. Values shown are for 
installation type A: free inlet hemispherical sone levels. 
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HVAC & REFRIGERATION Scan. Order. Done. 
Commercial/Industrial Exhaust Fans Details on page Al. 


























Belt-Drive Supply Fans = Variable pitch, adjustable motor IDF \V(woyg)  |czartno 
= Mount: supply—vertical, exhaust—horizontal pulley optimizes fan performance 
= Regreasable pillow block ball bearings, Designed for commercial applications — 
except 60" blade dia. fans are regreasable requiring high volumes of air at low static 
cast pillow block; Nos. 3FKD4, 7CC26, and pressures. Air handling-quality bearings Standard-Duty— 
Nos. 7AC80 to 7AD15 have sealed pillow block eet a minimum of L10-100,000 hours. —_ Feature 6-blade 
= Max. inlet/ambient temp.: 104°F Motors, sheaves, bushings, and belts are —_galvanized-steel 
packed separately when complete fan propellers and rigid 
RECOMMENDED ACCESSORIES _ with drive package is ordered. More sizes grjve-frame rails 
Motorized : : . 
Wall Weather Wall Fan Galvanized  2Vailable on Grainger.com®. Fans are UL 
Dimensions Housing Hood Collar Guard Wall Shutter and C-UL Listed. Heavy-Duty—Feature 
B OD E F (Item No. Item No. Item No. Item No. Item No. 6-blade heavy-duty cast 
"19%" 4" 18%" 20%" 3FKF/  3FKF2 = 3FKF3) 1WBU2 =. 330726 Note: OSHA complying guards are required when a lumi T 
Bee VA 30a") SEKFSTWBWT TWBV2 IWBUd 30728 fan is installed within 8 ft. of floor, working level, or a ania a a 
2374 1 22% 36% ithi and heavy-duty drive- 
5g" D935 ABV"| SFKGZ AWBW4 AWBV5 TWBU7 3731 within reach of personnel. Review OSHA codes and 7 
"35%" 2" 33%" 61" | 3FKG5 1WBWo 1WBV8 1WBU9  3C733 UL standards. rame channels. 
Standard-Duty FANS COMPLETE WITH DRIVE PACKAGE** 
Open Dripproof Totally Enclosed Open Dripproof Totally Enclosed 
Exhaust/ 1-Phase Motor 1-Phase Motor 3-Phase Motor 3-Phase Motor FAN WITHOUT 
CFM Air Delivery @ Supply Sones 115/230V, 60Hz | 115/230V,60Hz | 208-230/460, 60 Hz /208-230/440V, 60 Hz; MOTOR & 
Blade Static Pressure Shown* Fan Fan @0.000" Max. Item Item Item Item DRIVE PKG. ** 
Dia. | 0.000" 0.125" 0.250" 0.375" |MotorHP RPM @O5ft.# BHPt No. No. No. No. Item No. 
Standard-Duty 
3581 3148 2469 1160 % 953 16.2 0.30 7AC80 7AC82 7AC81 7AC83 
20" 3904 3517 2954 2037 % 1039 17.2 0.40 7AC84 7AC86 7AC85 7AC87 3FKD4 
4587 4277 3873 3333 % 1221 20 0.60 7AC88 7AC90 7AC89 7AC91 
7096 6015 — — YA 621 13.2 0.30 70013 70014 7AC96 70015 
7713 6763 5160 — Va 675 14.6 0.39 70016 70017 7AC97 70018 
30" 8867 8036 6990 — % 776 17.8 0.60 70019 70620 7AC98 70021 1WDCE6 
10,078 9342 8560 7424 Ys 882 22 0.90 70622 70623 7AC99 70624 
11,061 10385 9736 8847 1 968 26 1.20 706025 70026 7AD00 70627 
10,484 «8176 — — % 477 12.5 0.39 70028 70029 7AD01 70030 
12,220 10,328 — — % 556 15.8 0.60 700631 70032 7AD02 706633 
36" 13,802 12,156 10,205 — Y, 628 18.7 0.90 70034 70035 7AD03 70036 1WDC7 
15,253 13,798 12,111 9875 1 694 21 1.20 70037 70038 7AD04 706639 
17,407 16,198 14,753 13,170 1% 792 28 1.80 70040 70041 7AD05 706042 
17,349 13,047 — — % 344 13.1 0.60 70058 70059 7AD10 70060 
19,995 16,655 — — Ya 393 16.4 0.90 7CC61 70062 7AD11 70063 
Ag! 21,827 18907 13,506 — 1 429 19.4 1.20 70064 70065 7AD12 7CC66 4woc9 
24.981 22,460 19,129 — 1% 491 22 1.80 70067 7CC68 7AD13 70069 
27,474 25,206 22,529 18,065 2 540 25 2.40 70070 70071 7AD14 70072 
31,442 29484 27,395 24703 3 618 29 3.60 — — 7AD15 7D530 
Heavy-Duty 
48,356 44215 39,274 — 5 485 35 5.75 — — 7AC72 7AC73 
60,918 57,628 54,364 50,737 10 611 54 11.50 — — 7AC76 7AC77 
69,692 66,816 63,943 61,110 15 699 74 17.25 — — 7AC78 7AC79 


* Performance certified is for installation type A: free inlet, free outlet. { Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values are for installation type A: free 
inlet sone levels. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. 


Standard-Duty Belt-Drive * Te ae 






RATINGS 





Note: OSHA complying 


guards are required Exhaust Fans 


when a fan is installed . _ : ae 
within 8 ft. of floor = Mount: exhaust—vertical, supply—horizontal 


working level, or within" 30" fans with drive package have sealed pillow block 








AND CONTROL 
ASSOCIATION, INC. 




















= reach of personnel. bearings; others have regreasable pillow block bearings 
— > | Review OSHA codes = Max. inlet/ambient temp.: 104°F 
No. 1WDC1 and UL standards. = Variable pitch, adjustable motor pulley optimizes fan performance 
RECOMMENDED ACCESSORIES ; Se os, ye 
Wall Shutters Designed for commercial applications requiring high volumes of air at low 
Wall static pressures. Fans feature 6-blade galvanized-steel propellers, rigid drive- 
Dimensi Wall Weath lar F lvanized Aluminum Fibergl , ; ae 
Blade ssiiauil Housing. Hood’ Coat an, Galvanized Aluminum Fiberglass frame rails, and 1-pc. motor/bearing plate. Air handling-quality bearings meet 
Dia. |A" B" C" D" E" F* Item No. Item No. No. Item No.| No No. No. a minimum of L10-100,000 hours. Motor, sheaves, bushings, and belts are 


"134 21% 5% 1 167430%| 3FKFO 1WBW1 1WBV2 1WBU4 | 1C05 PA cae 
36 ‘0 0964 16 36% EKG {WBW2 1WBV3 TRUE eee ae uate packed separately when complete fan with drive package is ordered. More 


42" \46 23% 6 2 171%42'4| 3FKG2 {1WBW3 1WBV4 1WBU6| 10210 3C311__5C219 _ sizes available on Grainaer.com®. Fans are UL and C-UL Listed. 
48" (54 23% 7 2 1614816) 3FKG3 1WBW4 1WBV5 1WBU7| 10211 3C312 _5C220 g 
FANS COMPLETE WITH DRIVE PACKAGE** 


Open Dripproof Totally Enclosed Open Dripproof Totally Enclosed | FAN WITHOUT 


Exhaust/ 1-Phase Motor 1-Phase Motor 3-Phase Motor 3-Phase Motor MOTOR 
CFM Air Delivery @ Supply Sones 115/230V, 60 Hz 115/230V, 60 Hz |208-230/460V, 60 Hz|208-220/440V, 60 Hz & DRIVE 
Blade Static Pressure Shown* Fan Fan @0.000" Max. Item Item Item Item PKG.** 
Dia. 0.000" 0.125" 0.250" 0.375" |MotorHP RPM  @O5ft.# BHPtT No. No. No. No. Item No. 
7096 6015 — — WA 621 13.2 0.30 70C85 70C86 TAD32 70087 
7713 6763 5160 — 3 675 14.6 0.39 70C88 70C89 7AD33 70C90 
30" 8867 8036 6990 — % 776 17.8 0.60 70C91 70C92 7AD34 70C93 1wDC1 
10,078 9342 8560 7424 V4 882 22 0.90 70694 70095 7AD35 70096 
11,061 10,385 9736 8847 1 968 26 1.20 70C97 70098 7AD36 70C99 
10,484 8176 — — V3 477 12.5 0.39 7CFO01 7CF02 7AD37 7CF03 
12,220 10,328 — — Vp 556 15:6 0.60 7CF04 7CF05 7AD38 7CF06 
36" 13,802 12,156 10,205 — V4 628 18.7 0.90 7CF07 7CF08 7AD39 7CFO09 1wDC2 
15,253 13,798 12,111 9875 1 694 21 1.20 7CF10 7CF11 7AD40 7CF12 
17,407 16198 14753 13,170 1% 792 28 1.80 7CF13 7CF14 7AD41 70F15 
14,712 11,980 — — Vp 426 WA 0.60 7CF16 TCF17 TAD42 7TCF18 
49" 16,646 14327 10,507 — V4 482 20 0.90 7CF19 7CF20 7AD43 7CF21 1wpC3 
18,408 16388 13,752 — 1 533 22 1.20 7CF22 7CF23 7AD44 7CF24 
20,998 19302 17,182 14193 1% 608 26 1.80 7CF25 7CF26 7AD45 7CF27 
17,349 13,047 — — Vp 341 13.1 0.60 7CF31 TCF32 7AD46 7TCF33 
19,995 16,655 — — V4 393 16.4 0.90 7CF34 7CF35 7AD47 7CF36 
4g" 21,827 18,907 13,506 — 1 429 19.4 1.20 7CF37 7CF38 7AD48 7CF39 4woc4 
24,981 22,460 19,129 — 1% 491 22 1.80 7CF40 7CF41 7AD49 7CF42 
27,474 25,206 22529 18,065 2 540 7o 2.40 7CF43 7CF44 7AD50 7CF45 
31,442 29484 27,395 24703 3 618 29 3.60 — — 7AD51 7D529 


* Performance certified is for installation type A: free inlet, free outlet. t Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values are for installation type A: free inlet 
hemispherical sone levels. ** Drive package consists of appropriate motor, belt, and sheaves to obtain performance listed. 
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GRAINGER CHOICE® HVAC & REFRIGERATION 
Find the Wi. Find Solutions. Find Great Prices. Commercial/Industrial Exhaust Fans 


Medium-Duty Belt-Drive » 
D CERTIFIED 
Exhaust Fans a 


= Mount: exhaust—vertical, supply—horizontal 

= Regreasable pillow block ball bearings, except 
20" blade dia. fans have sealed pillow block 

= Max. inlet/ambient temp.: 104°F 

= Variable pitch, adjustable motor pulley optimizes 
fan performance (except No. 1AHA7) 


Designed for commercial and industrial applications requir- 
ing high volumes of air at low static pressures. Fans feature 
5-blade reinforced galvanized-steel propellers, heavy- 

duty drive-frame rails, and 1-pc. motor/bearing plate. Air 
handling-quality bearings meet a minimum of L10-100,000 
hours. Motor, sheaves, bushings, and belts are packed 
separately when complete fan with drive package is ordered. 
Fans with motor and drive are UL and C-UL Listed. 

Note: OSHA complying guards are required when a fan is installed within 8 


ft. of floor, working level, or within reach of personnel. Review OSHA codes Air Flow 
and UL standards. See Index under Guards, Fan. 








RECOMMENDED ACCESSORIES 


Wall Shutters 


; : ; Wall Weather Wall Fan Galvanized Aluminum Fiberglass 
Blade Dimensions (in.) Housing Hood Collar Guard CFM @ Item Item Item 
Dia. A B C D E F Item No. Item No. Item No. Item No. 0.000" SPtt No. No. No. 
' < 5700 10745 40559 50214 
20 24 19% 3% 1 16% 20% 3FKF7 3FKF2 3FKF3 1WBU2 5 5700 — AFZH6 — 
; < 8300 10746 30308 50215 
24 28 18 4% 1% 13% 24% 3FKF8 1WBV9 1WBV1 1WBU3 5 8300 — AFZH7 = 
; < 13,630 10055 30309 50216 
30 34 20 5% 1% 14% 30% 3FKF9 1WBW1 1WBV2 1WBU4 513.630 — AFZH8 = 
; < 18,590 40521 30310 50217 
36 40 22 6 1 16 36% 3FKG1 1WBW2 1WBV3 1WBU5 518.590 — AFZHO _ 
< 25,630 10210 aGaT1 50219 
42" 46 2312 6 2 17% 42% 3FKG2 1WBW3 1WBV4 1WBU6 < 30,750 —_— 4FZJ1 —_— 
> 30,750 307304 — — 
, < 32,310 10211 30312 50220 
48 54 23V2 7 2 16% 48% 3FKG3 1WBW4 1WBV5 1WBU7 5 32.310 — AFZJO — 
: < 42,510 30115 30313 50221 
54 60 23 6% 2 16% 50 3FKG4 1WBW5 1WBV7 1WBU8 542.510 3C 7324 — 50094 
60" 66 26% 7% ” 18°%6 61 3FKG5  1WBWe  1WBV8 — 1wBug_- |} —< 2090 30116 SG314 30222 


> 50,990 307334 — — 
tt CFM states minimum air volume to operate shutters. Motorized damper. 


FANS COMPLETE WITH DRIVE PACKAGE** 
Open Dripproof Totally Enclosed) Open Dripproof ‘Totally Enclosed 
1-Phase Motor | 1-Phase Motor | 3-Phase Motor 3-Phase Motor FANS WITHOUT 


Exhaust/ Sones 115/230V 115/230V 208-220/440V | 208-220/440V MOTOR & DRIVE PKG.** 
Blade CFM Air Delivery @ Static Pressure Shown* Supply Fan Fan @0.000" Max. Item Item Item Item Item 
Dia. 0.000" 0.125" 0.250" 0.375" MotorHP RPM @O5ft.# BHPt No. No. No. No. No. 
4404 3672 — — WY 861 14.3 0.30 7AD52 7AD54 7AD53 7AD55 
50! 4844 4156 — — V3 947 16.1 0.40 7AD56 7AD58 7AD57 7AD59 3FKD8 
5550 4919 4269 — Yo 1085 17.9 0.60 7AD60 7AD62 7AD61 7AD63 
6348 5764 5o25 4479 V4 1241 22 0.90 7AD64 — 7AD65 7AD66 
6039 5142 — — V3 643 12.7 0.38 7M7V7 7M7W2 — 7M7W9 
6950 6216 4806 — YW 740 14.7 0.58 7M7V8 7M7W3 — 7M7X0 
24" 7927 7296 6514 — Y4 844 19.8 0.86 7M7V9 7M7W4 — 7M7X1 1AHA1 
8734 8173 7507 6279 1 930 27 1:15 7M7W0 7M7W5 7M7W7 7M7X2 
10,002 9518 8984 8344 1% 1065 46 Lis 7AR52 — 7AR53 — 
9829 8499 — — ) 594 15.4 0.58 7M7X4 7M7X9 — 7M7Y7 
11,169 10,067 8391 — V4 675 18.3 0.86 7M7X5 7M7Y0 — 7M7Y8 
30" 12,328 11,355 9977 — 1 745 21 1.15 7M7X6 7M7Y1 7M7TY4 7M7Y9 1AHA2 
14,098 13,279 12:271 10,859 1% G92 26 1.73 7M7X7 7MTY2 7M7Y5 7M7Z0 
15,488 14,742 13,891 12,735 2 936 31 2.30 7M7X8 7M7Y3 7M7Y6 7M7Z1 
12,492 10,112 — — YW 433 13.5 0.58 7M7Z2 7M7Z7 — 7M807 
14,223 12,197 — — V4 493 15.4 0.86 7M7Z3 7M7Z8 — 7M808 
36" 15,636 13,847 11,288 — 1 542 72 1.15 7M7Z4 7M7Z9 7M803 7M809 1AHA3 
17,973 16,501 14,678 11,697 1% 623 22 1.73 7M7Z5 7M800 7M804 7M810 
19,733 18,457 16,798 14,771 2 684 26 2.30 7M7Z6 7M801 7M805 7M811 
17,709 14,179 — —_— V4 380 155 0.86 7M813 7M817 — 7M827 
19,480 16,358 — — 1 418 18.3 1.45 7M814 7M818 7M822 7M828 
49" 22,022 19,801 16,803 — 1% 479 23 1.43 7M815 7M819 7M823 7M829 1AHAG 
24,419 22,147 19,318 14,534 = 524 26 2.30 7M816 7M820 7M824 7M830 
28,101 26,182 23,819 21,503 3 603 31 345 — 7M821 7M825 7M831 
ooeer 31,692 29,866 27,693 5 713 38 ase — — 7M826 7M832 
22.617 18,903 — — 1 351 15.0 1.15 7M833 7M836 7M840 7M845 
4g" 25,839 22,/67 17,182 — 1% 401 18.6 143 7M834 7M837 7M841 7M846 4AHAS5 
28,545 25,/97 21,971 — 2 443 21 2.00 7M835 7M838 7M842 7M847 
32,605 30,246 27,492 22,8/3 3 506 Zi 3.45 — 7M839 7M843 7M848 
30,129 26,014 — —_— 1% 343 17.3 1.73 7M850 7M852 7M855 7M860 
5A" 32,589 28,800 22,200 — 2 ofl 19.0 2.30 7M851 7M853 7M856 7M861 4AHAG 
37,683 34,407 30,466 — 3 429 25 3.45 — 7M854 7M857 7M862 
44 535 41,763 38,990 35,068 5 507 43 5/5 — — 7M858 7M863 
38,697 30,835 — — 2 290 19.7 2.00 7M865 7M866 7M868 7M873 
44,302 37,/36 — — 3 332 24 3.45 — 7M867 7M869 7M874 
60" 52,442 47,037 40,624 — 5 393 30 5.75 _— — 7M870 7M875 1AHA7 
60,048 55,356 50,229 43,743 7% 450 51 8.63 — — 7M871 7M876 
66,186 61,929 57,516 52 318 10 496 70 11.50 — — 7M872 7M877 


* Performance certified is for installation type A: free inlet, free outlet. t Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values are for installation Type A: free 
inlet hemispherical sone levels. ** Drive package consists of appropriate motor, belt, and sheaves to obtain performance listed. 
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HVAC & REFRIGERATION Scan. Order. Done. 
Commercial/Industrial Exhaust Fans Details on page Al. 





commercial and 


Heavy-Duty Belt-Drive Designed for {Dayton 





Exhaust Fans industrial applica- 
= Mount: exhaust—vertical, supply—horizontal tions requiring high volumes of air 
= Regreasable, cast pillow block ball bearings at low to medium static pressures. 
= Max. inlet/ambient temp.: 104°F Fans feature 6-blade heavy-duty cast- sinit 
= Variable pitch, adjustable motor pulley optimizes num propellers, heavy-duty drive-frame 
fan performance (except No. 1AHB5) channels, bearing plate, and motor plate. Air 


RECOMMENDED ACCESSORIES handling-quality bearings meet a minimum 
of L10-100,000 hours. Motor, sheaves, 
Wall Weather Wall Fan 


Blade P puenaiols (in. : Housing Hood Collar Guard bushings, and belts are packed separately 
ia. tem No. Item No. Item No. Item No. j j j 
a8 BAS A ABH DAT SERFS Wee AWRY tweUs- “en complete fan with drive package Is 
30 4 20 5M We 1454 am Seay WE Weve tweu4 ordered. Fan is UL and C-UL Listed. 
i 3 i ‘i 
a5" i 3655 : D ae or ae HBS EN yee Note: OSHA complying guards are required when a 
48" (54.98 7 2 Of 4814) 3FKG3  1WBW4 1WBV6 1WBU7 _ fanis installed within 8 ft. of floor, working level, or 
2 
2 





















































54" |60 33% 6% 2/55 | 3FKG4_ 1WBW5 1WBV/ 1WBU8 _ within reach of personnel. Review OSHA codes and UL 
60" |66 34 /%6 26%6 61 3FKG5 IWBW6 1WBV8 1WBU9 standards. See Index under Guards, Fan. 


FANS COMPLETE WITH DRIVE PACKAGE** 
Open Dripproof | Totally Enclosed Open Dripproof | Totally Enclosed) FAN WITHOUT 














Air Flow 





Exhaust/ 1-Phase Motor | 1-Phase Motor | 3-Phase Motor | 3-Phase Motor MOTOR & 
Supply Sones 115/230V 115/230V 208-230/460V | 208-230/460V | DRIVE PKG.** 
Blade CFM Air Delivery @ Static Pressure Shown* Fan Fan @0.000" Max. Item Item Item Item Item 
—_ Dia. | 0.000" 0.125" 0.250" 0.375" 0.500" 0.625" 0.750" MotorHP RPM @O5ft.# BHPt No. No. No. No. No. 
9608 4889 3679 = = = — 4) 814 14.2 0.38 7ARS4 7ARS5 — 7AR56 
94 in 6469 5867 4987 3648 1158 _ — Vp 939 Wf 0.58 7M878 7M882 _ 7M888 1 AHA8 
7357 =©6847) —s «6194s 8282 = 2339 -~Ss:« 1469 — V4 1068 21 0.86 7M879 7M883 _— 7M889 
8115 7669 7127 6375 5503 2475 1686 1 1178 24 1,00 7M880 7M884 7M886 7M890 
9474 = 7888 = _ = = — Ya 687 16.3 0.58 7AR5/ 7AR58 — 7AR59 
10,798 9474 7730 — — — _ V4 783 19.7 0.86 7M892 7M896 _— 7M8A5 
30in | 11,901 10,739 9276 — = = — 1 863 Zo 1.15 7M893 7M897 7M8A1 7M8A6 1AHA9 
13,6389 12,646 11,452 10,1412 — — — 1% 989 27 ee: 7M894 7M898 7M8A2 7M8A7 
14,990 14090 13,072 11,885 10489 — = 2 1087 31 2.30 7M895 7M899 7M8A3 7M8A8 
14,345 11,967 — = — — — Ya 620 20 0.86 7AR60 7AR61 — 7AR62 
15,803 13,762 — — = — 1 683 23 1.15 7M8B0 7M8B3 7M8B7 7M8C2 
36 in 18,117 16,453 14122 — = —= — 1% 783 28 173 7M8B1 7M8B4 7M8B8 7M8C3 1 AHB1 
19,922 18434 16,458 13,986 — — — 861 31 2.00 7M8B2 7M8B5 7M8B9 7M8C4 
22,791 21,529 19,987 18,080 — = _ 3 985 38 3.45 — 7M8B6 7M8CO 7M8C5 
26,979 25,947 24,763 23,368 21,737 20,121 — 5 1166 50 Df 0 _ _ 7M8C1 7M8C6 
18,024 14,838 — — = = — 1 928 17.8 1.45 7AR63 7AR64 7AR65 7AR66 
20,652 17,848 — — — — — 1% 605 21 lee: 7M8C7 7M8C9 7M8D2 7M8D7 
42in | 22,735 20,142 17,272 — aaa — = 666 24 2.30 7M8C8 7M8D0 7M8D3 7M8D8 1AHB2 
26,012 23,867 21,621 18395 — — on 2 762 31 3.45 — 7M8D1 7M8D4 7M8D9 
30,825 29.065 27,028 25,215 223/72 — = 903 41 BLfo — _ 7M8D5 7M8E0 
26,a/f 21,//3 ° — _ — — _ 1% 924 24 ite 7AR6/ 7AR68 7AR69 7AR70 
28,995 24803 — _ — = — 5/6 ia 2.30 7M8E2 7M8E3 7M8E5 7M8FO0 
48 in | 33,223 29,689 25,707 — — — — 4) 660 32 3.45 — 7M8E4 7M8E6 7M8F1 1AHB3 
39,364 36,499 33,176 29,728 — = — 3) 782 40 9.75 — _— 7M8E7 7M8F2 
45,053 42,635 39,778 36,972 33755 — — 7% 895 49 8.63 _ _ 7M8E8 7M8F3 
29902 25,255  — = = = = 419 22 2D TAR71 TAR72 TAR73 7AR74 
33,602 30,247 25975 — _ — — 3 480 ot 3.45 7M8F5 7M8F6 _— 7M8G1 
d4in | 39,833 37,674 33,796 30,011 — — 3) 569 37 ew gs) — — 7M8F7 7M8G2 1AHB4 
45,573 43,687 40,399 37,596 33,972 — — 7% 651 48 8.63 _— _— 7M8F8 7M8G3 
90,124 48408 45,926 42953 40,218 36437. — 10 716 09 11.50 _— _ 7M8F9 7M8G4 
40,/78 35,888 26,441 = — — — ) 409 27 3.45 TAR75 7AR76 TAR7T7 7AR78 
48,356 44.215 39,274 — = = — 3) 485 35 D.1D _— _— 7M8G6 7M8H1 
60 in 55,335 51,712 48,133 41,726 — — — 7% 555 45 8.63 _— — 7M8G7 7M8H2 1AHB5 
60,918 57,628 54364 50,737 43,055 — — 10 611 04 11.50 _— — 7M8G8 7M8H3 
69,692 66,816 63,943 61,110 57,579 50855 44,128 15 699 74 es) _ _— 7M8G9 7M8H4 


* Performance certified is for installation type A: free inlet, free outlet. t Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values are for installation type A: free inlet 
hemispherical sone levels. ** Drive package consists of appropriate motor, belt, and sheaves to obtain performance listed. 


Exhaust and Supply Fan Accessories “oa 


Wall Shutter 


Wall Housing 











W 
Galvanized steel accessories are for Egy Fan (in) aw For Fan (in.) Heth 
use with Dayton® belt- and direct- Dia. (in. (sq.) (in) Gauge _No. Dia. (in )(s0.) (in) Gauge No. 
drive exhaust and supply propeller oe oesings antares 
8 12% 21 18 16D560 8 12% 10% 20 16D548 
fans. Shipped unassembled; assem- 10.14% 2118 ~~ 16D561 10-14% =+11% 20 16D549 
ly harcware includ a oe 
; % 8 2 eh) 
; Note: For wall shutters, see page 2936. 16 20% 27 18 SFKFS 16-20% 12% 20 16D552 
\ | 18 22% 28 18  3FKF6 18-22% ~+12% 20 16D553 
Weather a PP Wall Housings—OSHA-compliant —3) 3h), BE 30 3tr)as 
8 8 2 
screen completely protects motor 30 34% 38 18  3FKF9 30 34% 19% 18 i1WBV2 
ve seo fan a a le 
; Vp 8 2 4 
me se! Le 48.54% 4416 ~~ FKG3 48-54% 23% ~=— 18 ~~ TWBV5 * 
ae Weather Hoods—Each includes 54-60% 5216 SFKG4 [Heavy Duffy Wall Collars 
an Guard bird screen. — Hoo 54 16~—«3FKG5 48 vy 23% ig ua i 
eather Hoods 4 2 7 
— 8 12% 11% 20 16D554 60 66% 23% 16 i1WBV8 
> Wall Collars Internal flange for 10 14% 12% 20  16D555 Fan Guards 
mounting shutters; external flange 12 16% 14% 20  16D556 8 12% 8% 20 16D545 
provides fashng fr wall opening. Hf fay) 7a A tee 
8 8 
Fan Guards—OSHA-compliant 00387 1B 18 BERR? 16 20% 1400 WT 
8 8 8 
screen completely encloses motor 24-28% =~ ~SCO8 SSC AWBVO 18-22% 14 20 TWBUT 
drive side of fan 38-10% 9818 WW 24986 21-18 WB 
. 8 8 
Note: OSHA-compliant guards are required 42 46% 33 18 1WBW3 30. 384% 21 18 1WBU4 
when a fan is installed within 8 ft. of floor, 48 9474 38 18 1WBW4 36 40% 27 18 TWBUS 
: ae 54-60% 44% 18 iWBW5 42-46% ~=30~=—«18~SS1WBUG6 
working level, or within reach of personnel. 60 66% 48% 18 1WBW6 48 Bd, 32 18 1WBU7 
Review OSHA codes and UL standards. See 54 60% 34 16 1WBU8 
index under Guards, Fan. 60. 66% 37 16 __—«TWBUS 
* Fits only Shutter Nos. 53DR15 
and 53DR19. 
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HVAC & REFRIGERATION 


Commercial/Industrial Exhaust/Supply Fans 





Belt-Drive Wall-Mount Cabinet Exhaust and Supply Fans 


Belt-drive fans are designed for commercial/industrial applica- 


= Fully assembled fan packages for 


through-the-wall installation 


= Motors: open dripproof 
= Regreasable cast pillow block ball bearings 


= Max. inlet/ambient temp.: 104°F 
= Variable pitch, adjustable motor 


pulley optimizes fan performance 


tions that require delivery of high volumes of air at low static 
pressures. Air handling-quality bearings meet a minimum of 


L10-100,000 hours. Features include galvanized steel fan 


panel, fabricated steel propeller, and bolted cabinets. Exhaust 
damper blade is top-pivoting gravity return; supply damper 

blade is bottom-pivoting spring return. Wall-mounting angles 
included. UL and C-UL Listed. 








‘aa = 
y 





CERTIFIED 
NGS 








Exhaust/ 
CFM Air Delivery @ Supply Sones @ 
Blade Static Pressure Shown* Fan Full Load Fan Max. Fan 0.125" SP Item 
Dia. | 0.000" 0.125" 0.250" Voltage Phase Amps  MotorHP BHPt RPM @D5Dft.# A B No. 
Exhaust Fans 
94 in 5,056cifm 4,097 cfm 3,100 cfm | 115/208-230VAC 1  8.0/4.0-40 ‘%hp O0.58hp 765 12.9 (28%in 34 %in 1AHB6 
9,/96cim 4950cfm 4,165 cfm | 208-230/460VAC 3 2.8-2.7/14 “hp 0.86hp 87/7 16.0 |28%in 34 %in 1AHB/ 
30 in 8,042 cim 7,110 cfm 5,297 cfm | 115/208-230VAC 1  11.0/5.5-5.4 “%hp 0.8/7hp 651 16.2 (34%in 34 %in 1AHB8 
9408 cfm 8 131cfm 6,633 cfm | 208-230/460V AC 3  3.5-3.6/1.8 Thp 1.18hp 717 18.9 |34%in 34 %in 1AHB9 
36 in 12,365 cfm 10,512 cfm 7,/12 cfm | 115/208-230V AC 1 13.0/7.0-7.0 ‘hp 1.16hp 534 16.3 (40 %in 34% in 1AHD1 
14,148 clm 12,611 cfm 10,527 cfm | 208-230/460V AC 3 4.6-4.2/21 1’%hp 1./3hp 611 21 40 Yin 34% in |1AHD2 
14,346 cfm 12,157 cfm 7,848 cfm | 115/208-230V AC 1 13.0/7.0-7.0 ‘hp 1.15hp 422 17.5 |46%in 34% in 1AHD3 
42 in 16,386 cfm 14,520 cfm 11,551 cfm | 208-230/460V AC 3 4.6-4.2/21 1’%hp 1./3hp 482 21 46 Yin 34% in |1AHD4 
20,669 cfm 19,312 cfm 17,640 cfm 208-230/460VAC 3 15.4-14.2/7.1 3hp 3.45hp 608 24 46 Yin 34% in |6LFC2 
24,4/7/ cfm 23,361 cfm 22,019 cfm 208-230/460VAC 3 13.6-12.8/64 5hp 5./5hp 720 62 46 Yin 34% in |6LFC3 
18,435 cfm 13,085 cfm 8,238 cfm | 115/208-230V AC 1 13.0/7.0-7.0 hp 1.15hp 354 14.8 |54%in 36% in 1AHD5 
48 in 23,1/4 cfm 19,870 cfm 15,154 cfm  208-230/460V AC 3  6.0-5.6/2.9 2hp 2.31hp 445 20 54 Y%in 36% in |1AHD6 
26,611 cfm 23,913 cim 19,100 cfm | 208-230/460VAC 3 15.4-14.2/7.1 3hp 345hp 4511 38 54% in 36 %in |6LFC4 
31,506 cfm 29,520 cfm 26,636 cfm 208-230/460VAC 3 13.6-12.8/6.4 5hp 5./5hp 605 53 54 Y%in 36% in |6LFC5 EXHAUST 
a or aa cfm 34,002 cfm 31,574 cfm | 208-230/460V AC 3 13.6-12.8/64 5hp 5.53hp 518 44 60 %in 39% in |1AHD7 
upply Fans 
24in| 4,988 cfm 4,206 cfm 3,321 cfm | 115/208-230VAC 1 8.0/4.0-40 “hp O0.58hp 778 13.6 |28%in 34 Yin | 1AJA7 
30 in| 9,403 cfm 8310 cfm 6,536 cfm | 115/208-230VAC 1 13.0/7.0-7.0 hp 1.15hp 720 19.3 |34%in 34 %in | 1AJA8 
36 In| 13,913 cfm 12,435 cfm 10,110 cfm) 208-230/460VAC 3 4.6-4.2/21 1%hp 1.73hp 619 21 40 Yin 34% in | 1AJA9 
48 in | 23,177 cfm 19,858 cfm 15,591 cfm | 208-230/460V AC 3  6.0-5.6/2.9 2hp 2.31hp 440 19.9 |54%in 36% in 1AJB1 
04 in | 36,830 cfm 34,067 cfm 31,251 cfm | 208-230/460VAC 3 13.6/12.8-64 5hp 5.65hp 520 42 60 %in 39% in |1RBD8 


* Performance certified is for installation type A: free inlet, free outlet. f Power rating (BHP) does not include transmission losses. Performance 
ratings include the effects of bird screen and damper in the air stream. # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in 
a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A: free inlet hemispherical sone levels. 


sy , 
‘ : Dayton 
Reversible Belt-Drive Exhaust/Supply Fans 


= Mount: vertical 

= Regreasable cast pillow block bearings 

= Max. inlet/ambient temp.: 104°F 

= Variable-pitch, adjustable motor pulley 
optimizes fan performance 


Designed for commercial and industrial applications requir- 
ing both supply and exhaust air. Fans feature 6-blade 
cast-aluminum propellers and rigid drive-frame rails. Motor, 
sheaves, bushings, belts, and reversing switch are packed 
separately when complete fan with drive package is ordered. 
Air handling-quality bearings meet a min, of L10-100,000 hr. 


Note: OSHA-complying guards are required when a 
fan is installed within 8 ft. of floor, working level, or 
within reach of personnel. Review OSHA codes and 
UL standards. See Index under Guards, Fan. 














Dimensions RECOMMENDED ACCESSORIES 
Wall Weather Fan Wall Motorized 
Blade Housing Hood Guard Collar Galvanized 
Dia. (A"(Sqg.)  B" Cc" D" E" F" —_|Item No. Item No. Item No. Item No. Item No. 
30" 34 21% 5% 1 16% 30% | 3FKFO9 1IWBW1 1WBU4 1WBV2 30728 
36" 40 22 6 1 16 36% | 3FKG1 1WBW2 1WBU5 1WBV3 = 30729 
48" 54 23% 7 2 16% 48% | 3FKG3 1WBW4 1WBU7 1WBV5 ~~ 30731 
FANS COMPLETE WITH DRIVE PACKAGE** FAN WITHOUT 
Open Dripproof Totally Enclosed | Open Dripproof Totally Enclosed MOTOR 
CFM Air Delivery @ Exhaust/ Capacitor Motor | Capacitor Motor | 3-Phase Motor 3-Phase Motor | & DRIVE PKG** 
Blade Static Pressure Shown* Supply Fan = Max. Fan 115/230V, 60 Hz | 115/230V,60Hz | 208/440V, 60Hz | 208-230/440V, 60Hz Item 
Dia. 0.000" 0.125" 0.250" 0.375" Motor HP BHPtT RPM Item No. Item No. Item No. Item No. No. 
7/80 5978 — — i) 0.38 714 7AP95 7AP96 7AP97 7TAP98 
8989 7614 — — % 0.58 825 7AP99 7AR00 7AR01 7AR02 
30! 10,221 9081 7219 — Ya 0.86 938 7AR03 7AR04 7ARO05 7AR06 4YGA3 
11,245 10,228 8817 — 1 116 1032 7AR07 7AR08 7AR09 7AR10 
12,901 12,043 10,999 9470 1% Ils 1184 7AR11 7TAR12 7AR13 7AR14 
14,165 13,400 12,516 11,379 2 2.0 1300 7AR15 — 7AR16 7AR17 
11,037 8967 — — % 0.57 659 7CK38 7CK39 7AR19 7CK40 
12,645 10,874 — — 7 0.85 156 7CK41 70K42 7AR20 7CK43 
13,901 12,316 10,429 — 1 a 830 7CK44 70K45 7AR21 7CK46 
36" 15,927 14,602 13,074 10,104 1% 1.79 951 7CK47 7CK48 7TAR22 7CK49 1WDN2 
17,519 16,359 14,955 13,436 2 2.26 1046 7CK50 7CK51 TAR23 7CK52 
20,131 19,149 17,957 16,757 3 3.45 1202 7AR24 7TAR25 7AR26 7AR27 
23,182 22,951 22,043 20,995 4] 5.fo 1420 — — 7AR28 7AR29 
19,105 13,420 — — 7 0.86 539 7AR30 7TAR31 TAR32 7TAR33 
20,913 16,100 — — 1 1:15 590 7AR34 7AR35 7TAR36 7AR37 
48" 23,678 19,795 13,596 — 1% 173 668 7AR38 7TAR39 7AR40 7AR41 AYGA4 
26,301 22,968 17,867 — 2 23 742 7AR42 TAR43 7TAR44 7TAR45 
30,022 27,229 23,404 18,372 a 3.45 847 7AR46 7AR47 7AR48 7AR49 
35,694 33,508 30,682 27,130 i] 5.fo 1007 — — 7AR50 7AR51 


* Performance is for exhaust fan installation type A: free inlet, free outlet. Supply fan performance is approx. 20% less for each horsepower (HP). t Power rating (BHP) does not include 
transmission losses. Performance ratings do not include the effects of appurtenances (accessories). The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a 
hemispherical free field. Values are for installation type A: free inlet sone levels. ** Drive package consists of appropriate motor, belt, and sheaves to obtain the performance listed. 
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Exhaust Shutters Details on page Al. 
Single- and Double-Panel Exhaust Shutters fDayton] 
vant Meoe™ | Exhaust only Front-Flange, Extruded Aluminum Frame— 
eS | Mount: vertical For cabinet fans and flush-mount wall exhaust 
ffm 112 lea} Max. velocity: 2500 fpm applications. Frame has G-90 galvanized steel tie rods and stain- 
Ss “pro! = 1%" flange less steel rivets and pivot pins. Mill-finish aluminum louvers with 
ee Efficient shutters for direct- or belt-driven exhaust fans galvanized steel reinforcement strip open easily and minimize 
noise ee ae socvew | ate designed to prevent air backflow when the fan is off. load on the fan. 


Counterbalanced louvers with felted edges (except fiberglass stainless Steel Frame—For applications that require extreme 
models) open easily and seal quietly. Units with 54° and 60" corrosion resistance. Frame, louvers, tie rods, and all fasten- 


galvanized and aluminum shutters have 4 additional tie rods rs are stainless steel. Frame depth: 2". Shutter motors not 
on the discharge side for smooth, quiet operation. available. 


G-90 Galvanized Steel Frame—For general purpose appli- Qptional Shutter Motors For Single-Panel Shutters—For 


cations. 26-ga. mill-finish aluminum louvers with galvanized — gyhgust installations on single-panel shutters only; vertical 
steel reinforcement strip. Stainless steel rivets. Frame depth: = oynt only. 634"H x 4"W x 434"D (installed depth from frame 





22" for 10" to 24" models, 3" for models 30" and up. back). Actuator includes end switch. 100-240V, 2.0/1.3A, 50/60 
Extruded Aluminum Frame—For areas where corrosion Hz. 

may be a problem. Aluminum louvers have white enamel Optional Shutter Motors For Double-Panel Shutters—For 
finish, galvanized steel reinforcement strip, and stainless ¢xhaust installations on double-panel shutters only; vertical 

steel rivets. mount only. Dimensions include installed depth from frame back: 


Fiberglass Frame—fFor use in areas where corrosion isa ig. 24N065: 614"H x 4"W x 614"D. 100-240V, 2.0/1.3A, 50/60 
known problem, such as chemical plants and poultry/swine —_7._ Actuator includes end switch. 


confinement operations. Heavy-duty fiberglass frame with F B ; 
stainless steel pins and bearings at pivot points. 3"-deep No. 40885: 974 Hx 5% W x i Det eres Ucoleln Ok 
frame and 14-ga. tie rod, except 10" and 12" models Hz. Includes 6" leads with junction box. 


have 16-ga. tie rod. Optional Shutter Motors Nos. 450683, — Optional Pull Chain Kits—Adapt single- or double-pane! 
450664, and 45C665 can be used without additional motor —_ exhaust shutters for manual operation. Each includes zinc-plated 
setup; sold separately on this page. S-hooks, return springs, and 4-ft. pull chain. 

G-90 GALVANIZED | EXTRUDED ALUMINUM | FIBERGLASS FRAME | FRONT FLANGE, EXTRUDED | STAINLESS 


STEEL FRAME FRAME AND G-90 AND STAINLESS ALUMINUM FRAME AND | STEEL FRAME 
Shutter Shutter Shutter AND TIERODS | GALVANIZED TIERODS| STEEL TIERODS | G-90 GALVANIZED TIE RODS| AND TIE RODS 











Fits Opening Overall Free Item Item Item Item Item 
Fan Dia. Required, A _ Size, B Area No. No. No. No. No. 
Gravity Operated, Single Panel 
10" 10%" x 10%" 13° x 13" _0.645 sq. ft. 20526 40555 5C210 3HHN4 4FZJ3 
40" 12%" x 12%" _15'x 15" __0.786 sq. ft. 10742 40556 5€211 3HHNS 4FZJ4 
14" x14V" 1x1 _0.927 sq. tt 53DR10 53DR12 _ 53DR16 — 
16° 16%" x16%  19'x 19" 1.436 sq. ft. 10743 40557 5C212 3HHN6 4FZJ5 
18° 18%" x18% 21° x21" 2.043 sq. fi. 10744 40558 5C213 3HHN7 4FZJ6 
50! 20% x 20%" 23° x23" 2.281 sq. tt. 10745 40559 50214 3HHN8 4FZJ7 
222 X22 29 X20 _ 2.919 SO, TL. 53DR11 53DR13 _ 53DR1/ _ 
24 24% x24 27 x2f_ 3.320 Sq. Tt. 10746 30308 50215 2FTW6 _ 
i ae 30" 30% x30%  33°x33' 5.452 sq. Tt. 10055 30309 5C216 2FTX1 _ 
Ras 36" 36% xX 36% 39° x 39° 7.436 sq. ft. 40521 30310 50217 2FIW/ _ 
' a. 39" xX 39%" 42" x 42" 8.995 sq. tt. _ 53DR14 _ 53DR18 _ 
Bias Gravity Operated, Double Panel 
| Ei 24" 24M" x24" 27" x27 _ 3.320 sq. ft. _ _ _ _ 4FZJ8 
= ee 30° 330% x30% 33" x33" 9.452 sq. tt. _ _ _ _ 4FZJ9 
= = 36" 36%" xX 36%" 39° x 39° 7.0/1 sq. Tt. 10209 40835 5C218 3HHN9 _ 
== 36%" xX 36%" 39" x 39" 7.436 sq. ft. _ _ _— _ 4FZK1 
a 42" 42%" x 422" 45" x 45" 10.253 sq. fi. 10210 30311 5C219 2FTW1 _ 
— 4g" ABV" x 48Y2" 51" x 51" 12.924 sq. tt. 10211 30312 5€220 2FTX3 _ 
— O14" x51" 54" x 54" 14.841 sq. ft. _— 53DR15 _ 53DR19 _ 
oe 04" 54%" x54" 5/7" x 5/7" _ 17.007 sq. ft. 30115 30313 5C221 3HHP1 _ 
60" 60%" x 60%" 63" x 63" 20.399 sq. ft. 30116 30314 50222 S3HHP2 _ 
Accessories 
Optional Shutter Motor For Use with Single-Panel Wall Shutters (Except Fiberglass) 24N064 
Optional Shutter Counterclockwise Rotation Motor For Use with Double-Panel Wall Shutters (Except Fiberglass) 24N065 
Optional Shutter Motor For Use with Dayton® Double-Panel Exhaust Shutters 54" to 60" (Except Fiberglass) 40885 
Optional Pull Chain Kit For Use with Dayton® Single-Panel Exhaust Shutters 2FTW3 
Optional Pull Chain Kit For Use with Dayton® Double-Panel Exhaust Shutters 2FTY2 


* 
High Velocity Single- and Double-Panel Exhaust Shutters 





EXTRUDED ALUMINUM 
« Exhaust only FRAME & STAINLESS 
= Mount: vertical oe Shutter Shutter Shutter ; STEEL TIE RODS 
ity: its Fan pening vera ree rame pen tem 
" duieat velocity: 3000 fpm Dia. Req. Size Area Depth Depth No. 
= 1%" flange Gravity eo Te _ ae ; . ai 
12" ox 1214" 5" x 15" 786 sq. ft. i i 4 

Designed to prevent air backflow in 16" 16%5"x 165" 19x 10" 1.436 sq.ft... 3" AFZH4 
high-velocity applications when the fan i 8 i By X i ae Al a Al : 2.0483 Sq. ft 3 yA aFZHS 
j iI_fini ; i ok a X23 ; Sq. Tt. : 4" 
Is off. Mill-finish extruded aluminum 24° DAV" x D4V5" D7"x 97" 3.320sq. tt..." AFZH7 
frame and louvers with stainless steel 30 307 X 0% 33 X 33. 5.452 Sq. ft 3 By sail 

i i E 2 X 2 X39" : Sq. Tt. i 4" 
tie rods and fasteners provide strength, Gravity Operated, Double Panel 
durability, and long-lasting corrosion 42 ae x aye 7 x 45 10.258 Sq. f 3 BM aFZJi 

; : ox 4814" BT x 51" 924 sq. ft. j A 4 
resistance. Prepunched mounting holes; 5g BA x 5415" 5/"x5/" 17.007 sq. tt... 3" A5C662 
installation hardware not included. 1 60" 60" x 60" 63" x 63" 20.399 sa. fit. a 6A" 450663 
ccessories 

Optional Pull Chain Kits—Adapt Optional Shutter Motor For Use with High-Velocity and 

P P Fiberglass Single-Panel Exhaust Shutters 10" to 36" 450683 
single- or double-panel exhaust Optional Shutter Motor For Use with High-Velocity and A5CEG4 
shutters for manual operation. Each Fiberglass Double Pane! Exhaust Shutters oe to 48" 
includes zino-plated S-hooks, return _ Perse DounePanl Exhaust shuts 481090 #50888 
springs, and 4-ft. pull chain. Optional Pull Chain Kit For Use with Dayton® Single-Panel Exhaust Shutters 2FTW3 

Optional Pull Chain Kit For Use with Dayton® Double-Panel Exhaust Shutters 2FTY2 
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Agricultural Wall ce 
Exhaust Shutt _ 
For direct- or belt-drive exhaust fans. Excellent 
for poultry and swine confinement operations and 
anywhere corrosion is a problem. Shutter Shutter Shutter 
; . : Fits Fan Openin Overall Free Flange Frame Blade No. of Item 
G-90 Galvanized Frame with Aluminum Dia. Red. : Size Area Width Depth Material Panels No. 
Louvers—Designed as replacement shutters for cone  _-90 Galvanized Steal Frame and re ne SR 3° GG NG _— 
: i 2" X 39 V2" "x 42" .995 sq. it. 2" , ill Finish Aluminum 
and slant-wall fans. Felted louvers with galvanized ia 51% x51%" 54"x54" 14.4159. ft. 1%" 3° Mill Finish Aluminum 2 2FTX8 
steel reinforcement strip open easily and seal quietly. 5A" x 545" 57V8 x 578 16.683 sq.ft. 11" 3" Mill Finish Aluminum 2 AGY95 
G-90 galvanized tie rods and stainless steel hardware. _Extruded Aluminum Frame an Zine Dichromate LE as = —— ann 
Max. velocity: 2500 fpm. %32" x 12" mounting holes. 16" amSKeE eek eae a es ae 
16%" x 16%" ——-19"x 19 1406 sq.ft. 1% Ty, White PVC 1 3HHP8 
. . —— 2490" x 24% 27x27" 3.417 sq.ft. 1%" 1H Black PVC 1 3HHP7 
Extruded Aluminum Frame with PVC Louvers = D498 x 249" 27x27  3.4t7sq.ft. 1%" 1%" White PVC 1 3HHP9 
Frame matches louver color. Yellow zinc dichromate 36%4"x 36%" 39°x39  7.100sa.ft. 1%" 1%" Black PVC 2 4GY96 
rods running through the louvers provide long-lasting 36" oe x ee oe x oe a ae Sq. i ra a Pe ie ; soe 
Ar oe 4 xX 4 x : Sq. Il. 2 2 ac 
stability. Max. velocity: 1500 fpm. 399i" x 30%  42"x 42" 9.885sq. ft. 114" 11," White PVC 2 2FTVG 
. . . 51%" x 51%" «54x 54" 16.734sq. ft. 114" TH Black PVC 3 2FTX9 
pnaes grestirdpiet eesnle ree ee Ags 51% x 519%"  54"x54 1673480. ft. 1% 1%" White PVC 3 2FTW2 
uvers— U Xtru uminu 54%" x 54%" 57"x 57" ——«18.884sq.ft. 114" 1H Black PVC 3 4GY97 
with roll-formed louvers and counterbalancing strips. csivadea Alum oat x 9474" it oF : o/'_—*18.884 sq.ft. 1%" 12! White PVC 3 4GY99 
. : : xtrude uminum Frame and tie hods 
Stainless steel fasteners provide excellent corrosion 36" 39%"x 39%"  42"x 42" —-10.253sq.ft. 114" 2¥s° Mill Finish Aluminum 2 45C666 
resistance in agricultural applications. Prepunched 48" 51%'x 51%" 54x54" 14.841 sq.ft. 1%" 2%" Mill Finish Aluminum —_—2 450667 
mounting holes. Max. velocity: 2500 fpm. 54" 541%" x 5414" oF Xx ar 16.683 sq. ft. 1%" 2%" — Mill Finish Aluminum 2 450668 


Xx ; 

Dayton 

a anid 
Economy Wall 


Exhaust Shutters 


Shutters open automatically when fan is activated. 
Frame is G-90 galvanized steel. 26-ga. mill-finish 
aluminum louvers are felted on leading edge for quiet F 
operation. Nylon bushings and stainless steel pivot pins. ; — 
Max. velocity: 2000 fpm. %2" x %2" mounting holes. ag 


Supply Fan 
Wall Shutters 


26-ga. aluminum louvers have G-90 galvanized 
reinforcement strip and felted edges to open 
easily and seal quietly. Frame is 0.062 mill-finish 











extruded aluminum. Stainless steel hardware aE IGS Tip waLiseaslicganicalalacnincadaliais No. 2C518 
with spring-assist closure. Max. velocity: 2250 
z Shutter Shutter Shutter 
ipm. See page 2932 for wall-mount supply fans. Fits Fan Opening Overall Flange Frame Free Item 
WARNING: Do not use with vaneaxial or tubeaxial fans. Dia. Req. Size Width Depth Area No. 
Sater rites Scat 10° 10%" x 10%" 13x 13" 1% 24" 0.650 sq. ft. 20517 
iz 12%" x 12%" 15" x 15" 1%" 24" 0.791 sq. ft. 20518 
ia ce en one Denti Death hee te 14° 140"x 140" 17" x 17" 1" 2V;' 1.254 sq.ft.  3HHP5 
04" 95" x 95" 269" x 06%e" -*115" 1%" 6" 3.021 sq. ft. AYNT7 a ea a _ eed alter! 
30° 31"x3t" 32" x32%" <1" —*1%" SB" —S«A:'779'sq. ft. SHHIT1 18 IB x 187 21 x21 eZ aL 2.051 sq. ft___20521 
36° X87 BMX BB 11%" 6" 6.629sq.ft.  4YN18 20" 20%2' x 20%" 23" x 23" 1 274! 2.289 sq. ft. 20522 
4" 43"x 43" 44" x 44H" TA" 11%9" 6" 9.744 sq. ft. 3HHT2 20" 22%" xX 222" __ 25" x 25" 12 24 2.027 sq.ft. _ 53DR20 
48" 490" x 490" 50%" xX 50%" 1 11%" 6" 12.323 sq. ft. 4YN19 24" 245" x 245" 27° x 27" 1% 24" 3.330 sq. fi. 20523 
* Dayton} EXTRUDED 
Louver Louver Louver Louver Flange Louver ALUMINUM STEEL 
Overall Overall Cutout Cutout Width Free Item Item 


Width Height Width Height  (in.) Area No. No. 
Door Louvers 10%" 10% 8% 8%  1%6 0.280sq.ft.| GWRK4 | 6WRHG 

i 12%;° 6% 10% 4% 1% 0.171sq.ft.| 6WRK5 | GWRH7 
Rugged metal construction is sayp 1012" 85" 1%6 0.361 sq. ft_| 6WRK6 | GWRH8 


tsuneo alow axes SH ree 
i , p 2 16 422 sq. ft. 

ment through doors while 104 “aK 1412" 1¥%6 0.638 sq.ft. 5NKL1 | 6WRJT 

maintaining privacy and secu- 47.10%" 160" 84" 1%5 0.482 sq. ft.| SNKL2 | 6WRJ2 

ity. Retrofit or use as original — stag ais 1261s 01802 56, | BNKLA | BWIA 
. . CAL /,"_ 4 8 2 2 16 . Sq. It. 

equipment in 178"- to 2% 12%" 20%" 10%"  1%.6 0.759sq.ft.| 5NKL5 | 6WRJS 

thick wood or metal doors. 14%" 200" 12%" 1%6 0.914sq.ft.| 5NKL6 | GWRJG 





Blades are inverted V-style, 45° 22%" 16%" 20%" = 14%" 1%6 §1.120sq. ft.) 5SNKL7 6WRJ7 
18%" 20%" 16%" 1%6 1.270sq.ft.| SNKL8 6WRJ8 


angle. Clear-finish aluminum 22% 20%" 2015"  1%6  1.580sq.ft.| 5NKL9 | 6WRJO No. 5NKK9 
or gray-painted steel. Each 14%" 24%" 12%" ~~ 1%6 ‘1.090 sq. ft.| 5NKNO | 6WRKO 
includes installation screws. 26 V4" 184" 241" 16%" 1%6 1.530 sq. ft. 5NKN1 6WRK1 


20%" 24%" 18%" 1%e_ 1.720 sq. ft. | SNKN2 6WRK2 
26%" 24%" 24h" 1%6 2.340 sq. ft. | SNKN3 6WRK3 
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Motorized & Backdraft Dampers Details on page Al. 
Motorized Dampers 


= Exhaust or supply 

= Mount: horizontal or vertical 
= Max. velocity: 3500 fpm 

= Motor includes end switch 
Stainless steel jamb seals help minimize light, air, and moisture. Feature center-pivoting 

louvers for a full 90° opening. Flanged frames for flush mounting to exterior or interior surfaces. 
Prepunched mounting holes. Welded-corner construction and factory-installed motors. Mill- 
Single-Panel, finish extruded aluminum models have 0.125"-thick frames, and 0.08"-thick louvers. G-90 


Front View galvanized steel models have 14-ga. frames, 16-ga. louvers. 
No. 30725 


HVAC & REFRIGERATION scan. Order. Done. =k 











Single-Panel, 
Rear View 7 
No. 3C315 











G-90 
EXTRUDED | GALVANIZED 
ALUMINUM STEEL 


Overall Sq. Frame Motor DAMPERS | DAMPERS 
For Fan Volts Square Opening Less Free Bracket Item Item 
Dia. 50/60 Hz A Req. Flange Area Extension” No. No. 


































































12" 100 to 240 13. 13 12 sq.in. 0.835 sq. ft. 6%' | 3HHP4 | 3HHP3 
16" 100 to 240 19" Fa 16 sq.in. 1.750 sq. ft. 6%" | 4C560 = 30725 
20" 100 to 240 23° 21 20 sg.in. 2.053 sq. ft. 6%" | 40561 | 30726 
24" 100to240 = 27" 20 24sqg.in. 3.585sq.ft. 6% | 3C315 | 3C727 
30" 100 to 240 J. 31 30 sg.in. 5.679 sq. ft. 10%" | 3C234 | 30728 
36° ~—- 100 to 240 39" ot 36 sq. in. 8.252 sq. ft. 10%" | 3C131 | 3€729 
42" 100 to 240 45" 43" 42 sq.in. 11.305 sq. ft. 10%" | 3C235 | 3C730 
48" 100 to 240 51 49" 48 sq.in. 14.836 sq. ft. 10%" | 30132 | 30731 
Double Panel, Power Open eturn 
Double-Panel, 5 it 
Front View " a8 


No. 3C732 


* From damper frame to end of bracket. 


Motorized Volume-Control Channel-Style Dampers af Dayton] 








= 100 to 240V = Exhaust or supply 
= 50/60 Hz with = Mount: horizontal or vertical Sq. Motor 
end switch = Max. velocity: 3500 fpm Overall Opening Free Bracket Item 
; ; : ; Square Req. Area Extension* No. 

Regulate airflow in medium- and low-pressure commercial FS ape ly Powwor/Upene Suny et gle Panel, Power Open, Spring Return 

ications. 1154" 12" 0.372 sq. ft. 117%" SNKK1 
applications TPV louver seals and stainless steel jambs 3599 4° 4s ste : a son eae nes SNRRD 
minimize leakage. Channel frames for installations inside 19%; D0! 7196 sa. tt. ThA 5NKK3 
walls or ductwork. 2394 24" 3.172 sq. ft. 11H" 5NKK4 

a4 , nee , 2954" 30" 5.107 sq. ft. 11%" SNKK5 

Actuator is internally installed. Mill-finish extruded alumi- a5Y 36 7°559 sq.ft. 114" BNKKG 
num frame (5" deep x 0.1" thick) and louvers (0.08" thick). 41%" 42" 10.490 sq. ft. 11%" ONKK7 


4734" 48" 13.900 sq. ft. 11%" 5NKK8 
* From damper frame to end of bracket. 


Backd raft af Dayton] Damper Overall Item 








Plated steel linkage and pivot pins. 





Dampers Size (in. Size (in. No. 
ooT- cunt, xhaust Backdraft ampers 
For belt-drive centrifugal roof and wall venti- 3p ie _______! 4242 _sleaa__ 
lators. Max. velocity: 2000 fom for models up = 7577x150 S47 x17” X65 
to 19" and no-flange, 2250 fpm for 23" and 3 irr EE 19 ar a Hees 
larger. ~~ 27x27. st~<“C«~s*‘;O;*;*;!S OX OG~~™~™~™~™~™~™!#«CAXG 
No. 4HX64 WARNING: Not for use with kitchen exhaust 33493 __giXgi_auege_ 
applications. ~——s BO 50.t—<“‘<‘i™SOSOSCOC™;*;*;*;*;*;*‘*‘*OSY SD AAXTT 
ROOF-MOUNT all- ount, aoe ackdraft ampers - , 
‘i ~~ 10x10 ———C—C“(iCS HK TDH%q_—— X73 
G-90 galvanized steel frame, 2" deep with [aa rrr 
1" flange. Aluminum louvers, stainless steel 12x12 14% x 14% 4HX74 
pivot pins, nylon bushings, and felted edge. [3 cea i care 
Prepunched conduit hole knockout. 15x 15 17% x 17% 4HX77 
17x 17 19% x 19% 5NKN4 
WALL-MOUNT 20 x 20 22% x 22% SNKNS 
fe 25 x 25 2794 x 2744 5NKNG 
16-ga. mill-finish extruded aluminum frame, Bo Rc i a see 
1%" deep with 136" flange. Mill-finish — 
aluminum louvers have galvanized steel rein- ~~ 11%xti% ———<Csés«si HXTT FTXA 
forcement strip. Spring close for positive seal. 130 __#0 3 __ 
— APYAXTTY TTX TTH TUS 
NO FLANGE, HORIZONTAL/ — — 46g rr CE 
VERTICAL MOUNT oy X oy oy X oy Aan 
TAX 2THSS—™~—~«ST XPT SSL 
For use in roof curbs, ductwork, and wall 599x999, 39% x 294 HE 
collars when using a fan or power roof Ko Flasns, Horizontal Mount Backdraft Exhaust Bampars Flange Hoctzontal Mount Backdraft Exhaust Bam as. 
: ventilator. G-90 galvanized frame is 2" deep. 3534 x 35%, ~SOSO*~<“‘«s~S*‘s~S*~*~*~:~:””:::S*OXBHY~~*~“‘«*C‘Cs*CS*:*~*S*«*SSC#N 
No. 2FTWs Mill-finish aluminum louvers. Stainless steel $s aici so 3% Bo 3% sae 
pivot pins and rivets, and nylon bushings. e/a 7/2 2 © / "|| | 
Prepunched conduit knockout. 389-59 5-9 5>$ ————— SKN — iy x iy iy x so —_ 6WIRKB 
Note: Models over 30" are horizontal-mount only. 59% X 59% 595% X 59% 5NKN8 
O14 X6I% ————<——:CSA HX GHT%Q=—— —————SsSWRRK) 
OPTIONAL SHUTTER MOTORS 68% G8Y% BH KEIM —NKNG 
H Ww D It 
| Motor packs expand options where standard Seiaaa oe in, in. a No. 
a 120/240 line voltage is not available. 60 Optional Shutter Motors 
aad x Hz, 1-phase motors simplify installation by ween ahaa ~ e Fk BANDE 
eer . : ‘ 2 2 4 
No. 2FTX6 eliminating the need for transformers orother “59g ———~“o 41 (installed) CCTV 
‘ adaptations. Not for use with 8" roof curbs. 460 0.11 8% (Installed 4%, 7%  2FTW4 
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GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 


Louvers 





Fixed-Height Adjustable-Width Intake/Exhaust Louvers 


Tabbed louvers lock securely into frame, providing smooth finish and clean appearance. 932" x /2" oblong 


mounting holes. Blades are set at a 45° angle, 4" spacing. Use multiple louvers when larger sizes are 
needed. Each includes 2"x 2" bird screen and fasteners. 


G-90 Galvanized Steel—4'"-deep G-90 galvanized steel frame has 2" flanges. 


3003 Aluminum—4" deep, 0.04" aluminum frame has 2" flange. 


Intake 
Louver 
Outside 
Height 


18 in 
22 in 
28 in 
34 in 
40 in 
46 in 
52 in 


Outside 
W (in.) 
16 to 22 
28 to 46 
22 to 28 
28 to 46 
22 to 34 
40 to 52 
25 to 40 
28 to 40 
40 to 52 
28 to 46 
28 to 40 
40 to 52 


Inside 
H (in.) 
14 in 


48 in 
48 in 


Intake 
Louver 
Inside 
Width 
12 into 18 in 
24 in to 42 in 
18 in to 24 in 
24 in to 42 in 
18 in to 30 in 
36 In to 48 in 
21 in to 36 in 
24 in to 36 in 
36 in to 48 in 
24 in to 42 in 
24 in to 36 in 
36 in to 48 in 


Min. Wall 


Opening (in.) 


14H x 12W 
14H x 24W 
18H x 18W 
18H x 24W 
24H x 18W 
24H x 36W 
30H x 21W 
36H x 24W 
36H x 36W 
42H x 24W 
48H x 24W 
48H x 36W 


Louver 
Max. 
Intake 
616 cfm 
1,565 cfm 
1,050 cfm 
2,010 cfm 
1,750 cfm 
3,030 cfm 
2,625 cfm 
3,150 cfm 
4,200 cfm 
4,290 cfm 
5,200 cfm 
5,600 cfm 


Louver 
Max. 
Exhaust 
8/75 cfm 
2,240 cfm 
1,500 cfm 
2,8/5 cfm 
2,500 cim 
4 330 cfm 
3,/50 cfm 
4.500 cfm 
6,000 cfm 
6,125 cfm 
6,000 cfm 
8,000 cfm 


G90 
GALVANIZED 

Louver STEEL 

Free Item 

Area No. 

0.360 to 0.550 sq ft 4F421 
0.740 to 1.310 sq ft 2FTV2 
0.730 to 0.980 sq ft 30972 
0.980 to 1.750 sq ft 2FTV5 
1.140 to 1.950 sq ft 30973 
2.390 to 3.150 sq ft 2FTY1 
1.620 to 2.830 sq ft 4F422 
2.390 to 3.570 sq ft 30974 
3.570 to 4.790 sq ft 30975 
3.160 to 5.610 sq ft 4F423 
3.230 to 4.900 sq ft 30976 
4.900 to 6.570 sq ft 30977 


3003 
ALUMINUM 

Item 

No. 
4F951 
2FIV4 
4F952 
2FTV9 
4F953 
2FTX2 
4F954 
4F955 
4F956 
4F957 
4F958 
4F959 


‘oa 


No. 
4F422 





= 


Hh 
NA 


Hi 


Mi 





VW 





Fixed Intake/Exhaust Louvers 


Modular units seamlessly fit together for custom Galvannealed Steel—Very fine matte 
openings. Channel style frame is 4" deep. Blades finish acts like a primer, easily accepts 
are positioned at approximately 45° and spaced paint, and provides corrosion-resistance. 
approximately 4" center to center. Each unit 
includes pre-installed bird screen. 


‘a 


Aluminum—Strong, lightweight, and corrosion-resistant. 




















Intake GALVANNEALED 
Louver Louver Louver Louver STEEL ALUMINUM 
Outside Outside Min. Wall Max. Max. Free Item Item 
Height W (in.) Opening (in.) Intake Exhaust Area No. No. 
1/72" 1/% 18H x 18W 744 cfm 1063 cim 0.622 sq. Tt. 4FZG3 4FZF3 
93,15" 23% 24H x 24W 1342 cim 1918 cim 1.384 sq. ft. 4FZG4 4FZF4 
35% 24H x 36W 2028 cim 289/ cim 2.1/5 sq. Tt. 4FZG/ 4FZF7 
29 V2" 29% 30H x 30W 2110 Cim 3022 cfm 2.234 Sq. Tt. 4FZG6 4FZF6 
23% 36H x 24W 2028 cfm 2897 cim 2.091 sq. ft. 4FZG5 4FZF5 
3512" 35% 36H x 36W 3063 cfm 4376 cfm 3.286 Sq. ft. 4FZG8 4FZF8 
47\2 36H x 48W 4099 cfm 5855 cfm 4.481 sq. ft. 4FZH1 4FZG1 
412" 41% 42H x 42W 38/6 cfm 5543 cfm 5.496 sq. ft. 53DR09 53DR08 
AT V5" 35% 48H x 36W 4099 cfm 5855 cfm 4.397 sq. ft. 4FZG9 4FZF9 
47\2 48H x 48W 5484 cfm 7834 cfm 5.996 sq. ft. 4FZH2 4FZG2 


Drainable Blade Fixed Louvers af Dayton] 
Louvers—Designed to Flange Kits—Flange kits speed installation by eliminating the need 

protect air intake and for site-fabricating flashing, while providing weather protection by 

exhaust openings in exte- —_ covering small gaps in installations. Presized aluminum extrusion construction with re 
rior walls. 4" deep channel —prepunched mounting holes; mounting hardware included. 


PeneTRATION 








LOUVERS 
style frame and 0.090" Intake LOUVERS | FLANGE | WITH 
thick extruded aluminum ——gitside Outside Min, Wall. = Max Max ree | ttem | stem |) item 
drainable fixed louver Height : (in, Opening (in-) intake Exhaust 73 Area : te 9 No. No. 
Q" 2 x cfm cfm 309 Sq. Tt. 45C675 20UA07 
blades channel water 17" 17% 18H x 18W 744 cfm 1063 cfm 0.885 sq. ft. 5NKJ2 | 33W754_ | 20UA08 
away from the blades and 9316! 23%  24Hx24W 1342 cfm 1918 cfm 1.878 sq.ft. | 5NKJ3 | 33W755 | 20UA09 
down the jambs, eliminat- 35%  24Hx36W 2028 cfm 2897 cfm 2.951 sq.ft. | 5NKJ6 | 33W758 | 20UA12 
Ab 2977" 29%  30Hx30W _—-2115cfm 3022 cfm 2.930 sq.ft. | 5NKJ5 | 33W757 | 20UAT1 
ing water cascading from 23%  36Hx24W 2028 cfm 2897 cfm 2.917 sq.ft. | 5NKJ4 | 33W756 | 20UA10 
blade to blade. Includes 351" 35%  — 36Hx36W _—3063cfm 4376 cfm _ 4.583 sq.ft. | 5NKJ7 | 33W759 | 20UA13 
a Hecke 47% 36Hx48W «4099 cfm 5855 cfm 6.216 sq.ft. | 5NKJ9 | 33W761 | 20UA16 
Yo" flattened aluminum ATH Ato 42H x 42W 3734 cim 4875 cfm __6.161 sq. ft. aSCETS saw7ez 20UA15 
birdscreen in removable ATV" 35%  48Hx36W 4099 cfm 5855 cfm 6.250 sq.ft. | 5NKJ8 | 33W760 | 20UA14 
an 47% 48H x48W —d5484 cfm 7834 cfm 8.477 sq.ft. | 5NKKO | 33W763 | 20UA17 
frame mounted on interior. 5315" 53%  54Hx54W 6511 cfm 8500 cfm 10.062 sq. ft.| 450670 | 45C676 | 20UA18 
591" 50%  60Hx60W  818/cfm 10,688cim 12.963sq. ft.| 45C671 | 45C677 | 20UA19 
Combination Louver Dampers 
, a LOUVERS 
Louvers—Designed to protect air intake and exhaust intake LOUVERS/FLANGE! | WITH 
openings from rain and weather while still providing Louver Louver Louver Louver KITS |FLANGE KIT 
excellent air flow. Mill-finish extruded aluminum drainable Height Wein Baaniiattn.) ee ena hee ee ee ea 
frame is 4" deep, 0.081" thick, and has 45° fixed louvers _1/s" 11% 12H x Taw" 431 cm 206 cim 0.297 sq. ft. | 450672 |45C675 |" 20UA20 
spaced on 4" centers, with pivoting dampers and PV 97" 3h) SRLS —tbcln eth Sst MSM Uke 
seals for weathertight closure. Includes 12" flattened bird- _ 35% 2th x Sew ai oe cfm ai 20 Sq. f a 33W758 20UA25 
: : : 4 VY X 724 cfm /5cim 2.203 sq. it.| 5 137 4 
screen in removable frame mounted on interior. Standard 93% 36H x 24W 1531 cfm 2406 cfm 2.330 sq. f.| 45C679 33W756) _20UA23 
manually-operated linkage kit for opening and closing. 35%" 35% 36Hx36W 2406cfim 3781 cfm 3.667 sq. ft.| 5NKH9 |33W759| 20UA26 
Optional motor kit sold separatel 47% 36Hx48W 3281 cfm 9156 cfm _5.000 sq. ft.| 450682 33W762) 20UA29 
p p y. 41%" 41% 42Hx42W —3413cim 4875 cfm 5.010 sq. fi. SNKA0 33W761, 20UA28 
‘ , , oes » 39% AB8Hx36W 3369cim  5294cfm 5.214 sq. ft.| 450681 (33W760| 20UA27 
Flange Kits—Flange kits speed installation by eliminat- 47" a7, ago x 48W__5027 ctm_ 7219 cim 7.109 sq. ft SNKIt 33W763)  20UA30 
ing the need for site-fabricating flashing, while providin 03/2 93% 4H xo4W 5950 cfm 9350 cfm 8.504 sq. ft.| 450673 (450676) 20UA31 
g , he, eee g 59%" 59% G6OHx60W 7481cfm  11,756cfm 11.165 sq. ft. 450674 |45C677, 20UA32 
weather protection by covering small gaps in installa- item 
tions. Presized aluminum extrusion construction with , Description No. 
; é ; ; ccessories 
prepunched mounting holes; mounting hardware included. “Or ticnal Actuator Motor, 100 to 240V, 50/60 Hz, For Use With 12° to 48” Dayton Combination Saien 
. : Louver Dampers, Includes Mounting Bracket, Linkage and 36" Leads With Junction Box 
Optional Motors—Optional actuators automatically close ~ Optional Motor Pack, 24 to 240V, 50/60 Hz, For 54" and 60" Models, cae 
damper if a power failure occurs. Includes Actuator, Mounting Bracket, Linkage and 36" Leads, No. 5NKPO 
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HVAC & REFRIGERATION Scan. Order. Done. 
Tubeaxial Fans Details on page Al. 











No. 7F961 
Shown 
with Drive 
Package 






Belt-Drive 
Tubeaxial Fans 


= Mount: vertical or horizontal 
= Permanently lubricated ball bearings 
= Max. inlet air temp.: 200°F 
= Max. ambient: 104°F 
= Precision-balanced, spark- 
resistant aluminum blades 
= Belt guards 
= AMCA Type B spark-resistant 
propellers (99-0401 -86) 
= Optional companion flanges are sold in pairs 


Streamlined belt tunnel ventilates the drive compart- 
ment with air from outside the fan. Steel housing 

is iron phosphate-processed for rust protection; 
baked enamel paint finish. Factory installed cast-iron 
sheave is assembled on fan shaft. Motors and belts 





REPLACEMENT|COMPANION| INLETOR | DISCHARGE| CURB ith dri 
FANBLADE | FLANGE \OUTLETGUARD) CAP | CAP. @"@ Packed separately when complete fan with drive 








Blade| Dim. Dim. Max. Shaft No. of Item Item Item Item Item package is ordered. 
Dia.| A B C D E |MotorH Dia. Blades No. No. No. No. No. : ; ; 
ID de oy Diu 1) Ae 9" oa 4 AC662 4C716 3DNX9 = —_ Note: These fans cannot be used if the environment surrounding 
16 ee i ee 1 ie ie x ie. : acee3 at soNN ayia ae them is not always free of flammable gases, vapors, or liquids; 
; 4 ; A he ; vee ; ; ; 
D4" | D374" 1634" 0115" 18" Ae") 10" 1" 6 AETG3 {LWNO 3DNY2 BJKF5 | 5JKF4 once se Panarand fe ieee hee 
D4" | 97" 163" 246" 18" e"| 10" 1" 6 AC664 30436 3DNY3 4YM56 |4YM48 wply al safety codes Including the 
30" 3354" 19%" 30%" 24" 7" 10" 3% 6 30418 30440 3DNY4 4YM57.4YM49 National Electrical Code (NEC) and the National Fire Protection 
34" | 3734" 2138" 3474" 29" Yo 10" 1% 6 30419 30441 3FHV3 4YM58 (4YM50 Act (NFPA). 
36" | 3934" 22%6 3614" 29" Yo 10" 1% 6 30420 30442 3DNY5 4YM59 =4YM51 a4 ca 
4a" 459%" 25%6' 42" 32" Yo") 12%" THe 6 30421 30443 3DNY6 4YM50.(4YM52.  $OSHAcomplying guards are required when fan is installed within 
fs 2 oh ene ah 30 as ee Vs : see ara ae aie ais 8 ft. of floor or working level, or within reach of personnel. Review 
" 4" DQ bade" " Yee g. 16 
60" 64a" 34%" CONS" 43%" Vol AO 118" 6 BJKE9 BJKE7 BJKF7 SIRES eK oues. and UL siangares. 
Sones COMPLETE WITH DRIVE PACKAGE** 
@ Totally Enclosed, Totally Enclosed, Hazardous Location, Hazardous Location, WITHOUT DRIVE 
CFM @ CFM @ CFM @ CFM @ CFM @ CFM @ 0.250" 1-Phase Motor, 115/230V3-Phase Motor, 230/460V| 1-Phase Motor, 115/230V \3-Phase Motor, 230/460V| PACKAGE** 
Blade! 0.000" 0.125" 0.250" 0.500" 0.750" 1.000") SP @ Motor Max. Fan Item Item Item Item Item 
Dia.| SP* SP* SP* SP* SP*  SP* |5ft.4 HP BHPT RPM No. No. No. No. No. 
1300 1170 990 — — — |197 % 0.25 1670 7F921 7TAF32 7TAF31 —_ 
49" 1767 1667 1561 — — — 34. % 0.24 2090 7F924 TAF33 7F925 7AF34 4C659 
1904 1812 1719 1429 — 42 = % 0.31 2253 7F927 TAF35 7F928 TAF36 
2432 2360 2287 2126 1905 — 59 % 0.60 2877 7F930 7AF37 7F931 TAF38 
23/9 2152 1820 779 — — 24 - % 0.20 19/0 7F933 TAF39 7F934 TAF40 
16 2727 «©2530 2288 1335 711 — 28 % 0.41 1800 7F936 7TAF41 7F937 7AF42 A4C660 
3365 3205 3045 2576 1685 1103} 34 % 0.69 2221 7F939 7TAF43 7F940 7AF44 
3859 3720 3580 3238 2744 1892 | 46 1 1.00 2547 7F942 7AF45 7F943 — 
3230 2976 2680 1254 — — 24. WY 0.34 1375 7F945 TAF47 7F946 TAF48 
3494 3261 2997 2192 794 — 24. % 048 1487 7F948 TAF49 7F949 7AF50 
18" | 4039 3841 3624 3112 1850 923 26 % 0.72 1719 7F951 7AF51 7F952 TAF52 40661 
4671 4504 4321 3914 3421 2163) 32 1 0.91 1988 7F954 TAF53 7F955 — 
5298 5152 4994 4460 4270 3803 | 38 1% 1.29 2255 7F957 7AF55 7AF56 ## 7F958 
3522 3106 — — — — |184 % 0.18 989 7TAH33 TT TAF61 7AH38 7AF62 
4042 3689 3266 — — — 22 Ye 0.26 1135 7AH34 7AF57 7AH39 7AF58 
21" | 4733 44388 4106 3224 — — 26 % 0.45 1329 7AH35 TAF59 7AH40 7AF60 3NXF4 
5407 5154 4885 4218 2357. — 32 1 0.67 1518 7AH36 7AF63 7AH41 7AF64 
6564 6357 6146 5678 5092 4187 | 45 1% 1.20 1843 7AH37 7AF65 7AH42 ## 7AF66 
5730 5300 4800 — — — 23 0=6% 0.42 1062 TAF67 TAF69 7TAF68 7AF70 
6470 6096 5678 4600 — — 29 % 0.65 1199 7AF71 7TAF73 7AF72 7AF74 
D4" 7085 6742 6371 5484 3164 — 34 1 0.98 1312 7F960 7TAF75 7F961 7AF76 30411 
7925 7626 7305 6562 5634 2914!) 39 1% 1.38 1468 TAF77 7F830 7AF78 ## 7F833 
9112 8856 8573 7983 7290 6445 | 43 2 1.98 1688 TAF79 7F831 — 7F834 
10,310 10,084 9850 9332 8769 8143) 50 3 2.77 1910 7AF80 7F832 — 7F835 
8940 8257 7468 — — — 24 % 071 841 TAF81 TAF83 7TAF82 7AF84 
9825 9211 8519 6695 — — 28 1 0.93 924 TAF85 7AF87 7AF86 7AF88 
30' 10,955 10,415 9815 8359 — — 31. 1% 1.40 1030 TAF89 7F840 7AF90 ## 7F844 30412 
12,190 11,710 11,180 9990 8485 — 41 2 1.90 1146 TAF91 7F841 — 7F845 
14,040 13,630 13,180 12,220 11,105 9740) 52 3 2.91 1320 TAF92 7F842 — 7F846 
16,495 16,150 15,785 14,995 14145 13190) 62 5. 4.72 1551 7TAF93 it 7F843 — 7F847 
14,430 13,760 13,020 11,285 7155 — 39 2 1.83 936 7AF94 7F851 — 7F854 
34" (16,560 15,985 15,350 13,965 12,305 7750} 50 3 2.78 1074 7AF95 7F852 — 7F855 30413 
19,290 18,800 18,280 17,150 15,880 14.445) 61 5 436 1251 7AF96 t 7F853 — 7F856 
12,520 11,511 10,323 — — — 2/ 1 0.96 687 TAF97 TAF99 TAF98 7AGO0 
14,285 13,420 12,456 9930 — — 32 1% 1.40 784 7AGO1 7AG03 7AGO2 ## 7AGO04 
36" (15,255 14,455 13,570 11,430 — — 33 2 1.82 837 7AGO5 7F860 — 7F863 30414 
17,570 16,890 16,135 14,450 12,345 — 47 3 2.79 964 7AG06 7F861 — 7F864 
20,650 20,080 19,460 18135 16,605 14.825} 60 5-453 1133. 7AG07 it 7F862 — 7F865 
17,460 16,144 14600 — — — 35. 1% 140 607 7AGO8 7AG10 7AGO9 ## TAG11 
19,275 18,095 16,770 13,300 — — 36 2 1.87 670 7AG12 7AG13 — 7AG14 
49" 21,465 20,430 19,275 16565 — ~ 38 3 2.76 746 7AG15 7F870 — 7F874 30415 
25,320 24,460 23,505 21,435 18,965 — 50 5 453 880 7AG16 t 7F871 — 7F875 
29,150 28,410 27,610 25,900 23,960 21,775) 66 7% 688 1013 7AG17 t 7F872 — 7F876 
33,005 32,355 31,670 30,185 28.620 26850! 82 10 9.98 1147 — 7F873 — 7F877 
31,260 30,070 28,745 25,810 22,170 — 64 5 5.00 731 7AG18 t 7F881 — 7F884 
48" |35,365 34,325 33,185 30,750 27,900 24390) 88 7% 7.25 827 7AG19 + 7F882 — 7F885 30416 
38,100 37,140 36,105 33,885 31,380 28550' 112 10 9.04 891 — 7F883 — 7F886 
34,793 33,166 31,540 27,453 — — 32 5 4.661 590 — 7AU03 — 7AU04 
54" |39,805 38,383 36,962 33,708 29,537 — 42 7% 7.153 675 — 7AU05 — 7AU06 5JKE4 
43,815 42,523 41,232 38.431 35,295 30641) 48 10 9.745 743 — 7AU07 — 7AVO00 
40,079 37,913 35,632 29,609 — — 37 5 479 493 — 7AU08 — 7AU09 
60" |45,933 44,043 42,153 37,684 30,620 — 48 7% 7.405 565 — 7AU10 — 7AU11 5JKE5 
50,567 48,850 47,133 43,254 38.441 — 60 10 9.449 622 — 7AU12 — 7AV01 


* Performance shown is for installation Type B: free inlet, ducted outlet. { Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation Type B: 
free inlet hemispherical sone levels. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. tt 115V only.  230V only. ## 208/230V only. 
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HVAC & REFRIGERATION 
Tubeaxial Fans 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 
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AIR FLOW 





> 4 : 
. . Dayton 
Direct-Drive 
Tubeaxial Fans 


= Totally enclosed ball bearing motors 

= Max. inlet/ambient air temp.: 104°F 

= Precision-balanced aluminum propellers 

= No. 1DGZ9 2-speed control is required for 2-speed 
models (except No. 4TM84); see Grainger.com® 


Designed to efficiently move air in medium-length ductwork. Motor, blades, 


amca 

CERTIFIED 

RATINGS 
sounp 


es 





RECOMMENDED ACCESSORIES 


mpanion Inlet 
and housing are shipped assembled and operate in any position. Steel eee. Outlet Guard 
housing is coated with baked enamel finish. 115V, except No. 4TM84 is he ie silt ; ' al ion 
230V, and Nos. 4TM85 and 2XZH2 are 200-230/460V, 3-phase. Tubeaxial 19" 191" 1376" 141%49" 14" 40716 3DNX8 
fan discharge caps and curb caps sold separately on Grainger.com®. All 1g ib te 1 a ick ac7i7 SDNX9 
; A" VA ; ‘ 4C7 
fans are UL Listed. 18" 18%" 197; a 16" 4C718 3DNY1 
WARNING: Not for hazardous location applications. ll 21%6' 221Y32" 2373" 16" 1LWN9 3DNY2 
94" D4," 2513/6" 267 18" 3C436 3DNY3 
a0 301%2" 32/6" 331%59" aT 3C440 3DNY4 
CFM @ CFM @ CFM @ CFM @ CFM @ Sones @ 
Blade 0.000" 0.125" 0.250" 0.375" 0.500" 0.250" Full Load Motor Max. Motor Item 
Dia. SP* SP* SP* SP* SP* SP @ 5 ft.# Amps HP BHP RPM No. 
2- Speed, 1-Phase 
12" 1627/1079 1465 1182 — _ 17.1/9.9 4/2 V4 0.14/0.04 1750/1160 ATM80 
16" 2763/1832 2595/1530 2388 — — 99/14.9 5.5/3.6 V; 0.36/0.10 1750/1160 4TM81 
18" 3938/2610 3724/2299 3521/1807 3323 3058 25/20 6.7/4.6 Vp 0.52/0.14 1750/1160 ATM82 
18" 4670/3095 4436/2738 4198/2266 3947 3653 30/22 11.4/6.7 Ya 0.80/0.21 1750/1160 4TM83 
of 6193/4105 5970/3760 5738/3341 5489/2167 5211 96/15.2 5/3 1 1.10/0.33 1750/1160 ATM84 
1- Speed, 3-Phase 
24" 8555 8105 7613 6998 — 20 4.1/4.2/2.1 1 1.02 1160 ATM85 
30" 14792 14208 13624 13036 12419 29 10/9.4/4.7 3 3.06 1160 2XZH2 


* Performance shown is for installation Type A: free inlet, free outlet. Performance ratings do not include the effects of appurtenances (accessories). # The sound ratings shown are loudness values 
in fan sones at 5 feet (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation Type A: free inlet hemispherical sone levels. 


Belt-Drive Stainless “toyz 
Steel Tubeaxial Fans = 


= Mount: vertical or horizontal 

= Permanently lubricated ball bearings 
= Max. inlet air temp.: 200°F 

= Max. ambient air temp.: 104°F 

= Precision-balanced, corrosion-resistant stainless steel blades 
= Belt guards 

= Optional companion flanges are sold in pairs 


Designed for food processing applications. Streamlined belt tunnel 
ventilates the drive compartment with air from outside the fan. 
Factory installed cast-iron sheave is assembled on fan shaft. 
Motors and belts are packed separately when complete fan with 
drive package is ordered. Tubeaxial fan discharge caps and curb 
caps sold separately on Grainger.com®. 


amca 
CERTIFIED 
RATINGS 












No. 4GXU5 


14 GA. 304 STAINLESS 


Note: These fans cannot be used if the environment surrounding them is not always STEEL TUBEAXIAL 
free of flammable gases, vapors, or liquids; combustible dust; or ignitable fibers or sd 7 sae inal sisi FLANGES 
flyings. Installation must comply with all local and national safety codes including ade ax. la 0.0 em 
the National Electrical Code (NEC) and the National Fire Protection Act (NFPA). om: oun. . ae 5 Ke 7 7 Motor 7 nn. Blas es ants 
OSHA complying guards are required when fan is installed within 8 ft. of floor or 30" 3398" 194%" 30%" 24" ”e" 10" 1%6' 6 4ETG1 
working level, or within reach of personnel. Review OSHA Codes and UL Standards. 48" O1¥4" 28% 6" 482 36" Ae" 12Y2' 1s" .) AETG2 
COMPLETE WITH DRIVE PACKAGE** 
Totally Enclosed, | Totally Enclosed, 
1-Phase 3-Phase WITHOUT DRIVE 
CFM @ CFM @ CFM @ CFM @ CFM @ Sones @ Motor, 115/230V | Motor, 230/460V PACKAGE** 
Blade 0.000" 0.125" 0.250" 0.500" 0.750" 0.250" Motor Max. Fan Item Item Item 
Dia. SP* SP* SP* SP* SP* SP @ 5 ft.# HP BHPt RPM No. No. No. 
5730 5300 4800 — — 23 i) 0.422 1062 7TAG32 7TAG33 
6470 6096 5678 4600 — 29 4 0.65 1199 7AG36 7AG38 
DA" 7085 6742 6371 5484 3164 34 1 0.98 1312 7AG40 7TAG42 AGXUS 
7925 7626 7305 6562 5634 39 1% 1.38 1468 7AG46 7AG44 
9112 8856 8573 7983 7290 43 2 1.98 1688 7AG49 7AG48 
10,310 10,084 9850 9332 8769 50 a 2.77 1910 7AG52 7AG51 
8940 8257 7463 — — 24 V4 0.718 841 7AG54 7AG56 
9825 9211 8519 6695 — 28 1 0.939 924 7AG58 7AG60 
30" 10,955 10,415 9815 8359 — 31 1% 1.40 1030 7AG64 7AG62 AGXUG 
12,190 11,710 11,180 9990 8485 44 2 1.90 1146 7AG65 7AG67 
14,040 13,630 13,180 12,220 11,105 52 a 2.91 1320 7AG70 7AG69 
16,495 16,150 15,785 14,995 14,145 62 5 4.72 1551 7AG71 7AG73 
31,260 30,070 28,745 25,810 22,170 64 5 5.00 731 7AG76 t 7AG75 
48" 35,365 34,325 33,185 30,750 27,900 88 7% (25 827 7AG79 + 7AG78 4GXU7 
38,100 37,140 36,105 33,885 31,380 112 10 9.04 891 — 7AG81 


* Performance shown is for installation Type B: free inlet, ducted outlet. t Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation Type B: 
free inlet hemispherical sone levels. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. # 230V only. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





HVAC & REFRIGERATION Scan. Order. Done. 
Bath Fans/Ventilators Details on page Al. 





BROAN 
ULTRA™ Series Fans 


ph ecuins » 120V Designed for easy installation in either new construction or 
nels = Ceiling-mount _ retrofit applications. Provide the quietest sound rating available. 
Deliver intermittent and continuous ventilation. 





CFM @ Sones @ 





0.100" 0.100" Duct Grille Grille Housing Housing Housing Foot- Mfr. Item 
Description SP SP @ 6 ft. Amps Dia. Length Width Height Length Width notes Model No. 
Fan 110 cfm 0.6 0.3 4 in 13 in 14 in 7% In 10 % in 11% In ine RB110 39ZU32 
Fan/LED Light, Dimmable 110 cfm 0.8 10 4 in 13%in 14%in 7/7 %in 10 % in 11% In Tye RB110L1 39ZU34 
Fan 80 cfm 0.3 0.3 4 in 13 in 14 in 7% in 10 % in 11% In 1,3 RB80 39ZU31 
Fan/LED Light, Dimmable 80 cfm 0.3 10 4 in 13 in 14 in 7% in 10 % in 11% In 1,2,.0 RB80L1 39ZU33 
Fan 110 cfm Less than 0.3 0.2 6 in 13 in 14 in 7% In 10 % in 11 9 In 1,2, 0,4 XB110 22CV88 
Fan/LED Light 110 cfm Less than 0.3 0.9 6 in 13in 13%iIn 7/7 %in 10 % in 11% In 1,2, 3,4 XB110L1 22CV90 
Fan 80 cfm ___Less than 0.3 0.1 4inor6in 13iIn 14 in 7% in 10 % in 11% In 1,2, 3,4 XB80 22CV87 
Fan/LED Light 80 cfm ___Less than 0.3 0.7 4inor6in 1i3in 13%in 7 %iIn 10 % in 11% In 1,2, 3,4 XB80L1 22CV89 
Multi-Speed Fan 110 cfm Less than 0.3 0.2 6 In 13 in 14 in 7% in 10 % in 11 % In 1,2,3,4 ZB110 22CV92 
Multi-Speed Fan with Humidity Sensing 110 cfm Less than 0.3 0.4 6 in 13 %in 14in 7% in 10 Yin 11% in 1,2, 3,4 ZB110H 22CV98 
Multi-Speed Fan/LED Light with Humidity Sensing 110 cfm Less than 0.3 1.0 6 in 13 %in 14 in 7% in 10 “in 11 % in 1,2,3,4 ZBI10HL1 22CW02 
Multi-Speed Fan/LED Light 110 cfm__Less than 0.3 0.9 6 in in 13%in 7 %in 10 %in 11% in 1,2, 3,4 ZB110L1 22CV94 
Multi-Speed Fan/LED Light with Motion Sensing 110 cfm Less than 0.3 0.4 6 In 13 %in 14iIn 7% in 10 Yin 11 % in 1,2, 3,4 ZB110M 22CV99 
Multi-Speed Fan/LED Light with Motion Sensing 110 cfm__Less than 0.3 1.0 6 in 13 %in 14 in 7% in 10 % in 11 % in 1,2,3,4  ZBI10ML1 22CW03 
Multi-Speed Fan 80 cfm Less than 0.3 0.1 4inor6in 13in 14 In 7% In 10 % In 11 ¥% In Iy2;0;4 ZB80 22CV91 
Multi-Speed Fan/LED Light 80 cfm ___Less than 0.3 0.8 4inor6in 1i3in 13%in 7 %In 10 % in 11% In 1,2, 3,4 ZB80L1 22CV93 
Multi-Speed Fan with Motion Sensing 80 cfm Less than 0.3 0.3 4inor6in 13 %in 14iIn 7% in 10 % in 11% In 1,2,3,4 ZB80M 22CV97 
Multi-Speed Fan/LED Light with Motion Sensing 80 cfm Less than 0.3 0.9 4inor6in 13 %in 14iIn 7% in 10 % in 11 ¥% in 1,2,3,4 ZB80ML1 22CWO01 


Footnotes: 1—ENERGY STAR qualified. 2—HVI Certified. 3—UL Listed. 4—ASHRAE compliant. 


InVent™ Series Fans BRGCAN 


= 120V These mid-range fans feature foldable mounting ears and a damper and housing design 
= Ceiling-mount that helps prevent air leaks. Suitable for new construction or room-side retrofit installations. 


’ Sones @ 
CFM@ _ 0.100" 
NS 0.100" SP@ Duct Housing Housing Housing Grille Grille  Foot- Mfr. Item 
No. 














Description SP oft. Amps Dia. Height Length Width Length Width notes Model No. 
45KAG8 Fan 90 0.5 0.2 4" 54" 10" gy" 12" 11%" 1,2,3,4  AE50 45KA68 
, Fan 80 0.8 0.3 4" 5/4" 10" gy," 12 11%" 1,2,3,4  AE80 45KA67 
Fan 80 1.5 0.3 4" 5%" 10" gy," IZ 11%" 1,2,3,4 AE80B 45KA70 
Fan 80 2.0 0.37 = 4 5/4" 10" gy" tz 11%" 2,0 A80 45KA/7 
Fan 80 2.0 0.37 4" 54" 10" gy" 12" 11" 23 A80HD 45KA79 
ee . Fan 110 13 0.3 4" 54" 10" VA 12 11%" 1,2,3 AE110 45KA75 
No fie Ny Fan 110 3 0.4 4" 5/4" 10" gy" 12" 11%" oe) A110 45KA74 
KA 1 Sa 7 Fan/Light 90 1.5 1.0 4" 4" 10" gy" 12¥ 112" RE) ADS0L 45KA78 
aa Fan/Light 70 20 12 4 5¥% 10" Ov 12% 11%" 2,3 A7OL  45KA73 
Fan/Light/Night Light 80 2.0 1.2 4" 54" 10" gy" 12¥e 112" mE] A80L 45KA/2 
Fan/Light/Night Light 110 1.8 1.2 4" 5Y4" 10" gy" 12% 11" 25 A110L 45KA71 
Footnotes: 1—ENERGY STAR qualified. 2—HVI Certified. 3—UL Listed. 4—ASHRAE compliant. 
y 
4% = A ® 
va QT Series Fans BROAN 
ane | . r 2 . ‘ 
: # 120V Designed with quiet motor engineered for continuous operation. 
_ — = Ceiling-mount — Fit 2" x 8" ceiling construction. 
CFM@ Sones @ 
No. 4LA32 0.100" 0.100" Duct Housing Housing Housing Grille Grille Foot- Mfr. Item 
. Description SP SP@O5ft. Amps Dia. Height Length Width Length Width notes Model No. 
Fan 80 0.3 0.200 6" 7%" 113%" 10%" 14" 13° -1,2;3,.4 QTXE080 4LA32 
Fan 110 0.7 0.3 6 1%" 113%" 10%" 14" 13" 1,2,3,4 QTXE110 4LA34 
Fan 150 1.4 05. 6 1%" 113%" 10%" 14" 13° 1,2..3,4 QTXE150 4LA36 
Fan/Fluorescent Light/Night Light 80 0.3 0.8 6 7%" 113%" 10%" = 13%" = 13" 1,2,3,4 QTXEO80FLT 4LA33 
Fan/Fluorescent Light/Night Light 110 0.7 1 6" 7%" 113%" 10%" = 138%" — 13" 1,2,3,4 QTXE110FLT 4LA35 
Fan/Heater/Incandescent Light/Night Light 110 0.9 146 6 7%" 17%" 11%" 20" 15° 2,3, 4 QTX110HL  4LA42 
Fan/Heater/Fluorescent Light/Night Light 110 0.9 135°. 6 1%" 17%" 113" 20" 15° 2,3,4  QTX110HFLT 5AFH2 
Quiet Bath Fan/Light/Night Light 150 1.4 1 6" 1%" 113%" 10%" = 138%" = 13" 1,2,3,4 QTXE150FLT  4LA37 
No. 4LA33 Footnotes: 1—ENERGY STAR qualified. 2—HVI Certified. 3—UL Listed. 4—ASHRAE compliant. 


A “ Tamea 
CERTIFIED 
Qw= RATINGS 





Ventilation Fans and Fan/Lights 
= 120V 
Feature a powerful centrifugal blower wheel with high-exhaust capacity with low sones. 


CFM @ Sones @ 


0.100" 0.100" Duct Mounting Grille Grille Housing Housing Housing Foot- Mfr. Item 

Description SP SP @O5Oft. Amps Dia. Location Length Width Height Length Width notes Model No. 
Deluxe Ceiling or Wall Fan 50 cfm 3.5 0.8 3in Ceiling or Wall Qin 9M%in 3%in 7%in 7%in 2.0 670 40375 
Ceiling or Wall Fan 70 cfm 6.0 1.15 3in Ceiling or Wall Qin 9M%in 3%in 7%in 7%in 2.9 671 40376 


Economy Ceiling or Wall Fan 50 cfm 40 0.9 3in Ceiling or Wall Qin 9M%in 3%in 7%in 7%in 2.3 688 40374 
Economy Ceiling or Wall Fan 60 cfm oo 1.5  3in Ceiling or Wall Qin 9%in 3%in 7%in 7%in 2,3,4 689 5C100 





be Sy Duct-Free Bathroom Fan _— _ 10 — Ceiling or Wall 8%in 8Y%in 3%in 7 Vein 7 Yin a 682 1UCF2 
No. — yy Accessory 
14UCF2 Ceiling Radiation Damper Kit; For Use With 5E831,5E832,40377,40772, 15J070, 15J071; Includes 3 RDJ1  15d078 


Grille, Radiation Damper And Duct Connector, Plastic Guard (with No Housing) 
Footnotes: 2—HVI Certified. 3—UL Listed. 4—ASHRAE compliant. 
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GRAINGER CHOICE° HVAC & REFRIGERATION 
Find the wy. Find Solutions. Find Great Prices. Bath Fans/Ventilators 


Silent Low-Profile Ceiling Fans af Dayton] — 
# 115V Compact fans quietly exhaust moisture, odor, and heat from bathrooms, showers, rec rooms, S 
= Ceiling-mount; adjustable meeting rooms, utility rooms, and offices. High-impact polystyrene grille securely fastens for rattle-free operation; 
mounting brackets included concealed screws. (Optional lighted grille kits sold separately.) Rigid 24-ga. galvanized steel housing has integral 
= 1-speed thermally-protected motor backdraft damper. Each includes electrical junction box and disconnect. For adjustable rotary speed controls, see 
page 2955. UL Listed for use above bathtubs and showers when connected to a GFCl-protected branch circuit. 









AND CONTROL 
ASSOCIATION. INC. 


CFM@ CFM@ Sones @ Sones @ 





0.100" 0.250" 0.100" 0.250" Full Load Motor Duct Grille Grille Housing Housing Housing  Foot- Item 
SP* SP* SP@5ft.¢ SP@5ft.+ Amps RPMt Dia. Length Width Height _Length Width notes No. ” ra 
og 40 1.4 2.0 0.50 625 o.0) 3DPE2 —— 
15 54 0.8 1.4 0.16 6/5 1,3,5 1UBH6 
81 62 0.9 1.3 0.16 900 1,3,5 1UBH7 
92 {2 1.0 1 0.18 700 6 147%" 13%" 7' 137" 11%" 1,3,5  5AE68 
114 97 ko 2.0 1.14 950 a0 1UBH8 
156 154 25 3.0 1.70 1050 3,5 5AE69 No. 
195 191 40 4.5 2.20 1100 0 3DPE3 5AE68 
Accessories 
LED Lighted Grille Kit, For Use With 1UBH6, 1UBH/, 1UBH8, 3DPE2, 3DPE4, 3DPE5, 3DPE6, 5AE68, 5AE69, 5AE/0, 5AE/1, 5AE72, 5AE/3, 5AE/4 52WX70 
Grille Kit, For Use With 1UBH6, 1UBH7, 1UBH8 , 3DPE2, 3DPE3 , 5AE68, 5AE69, 3DPE4, 3DPE5, 3DPE6, 5AE70, 5AE/1, 5AE/72, 5AE/73, 5AE/4 346192 SS 
Replacement Motor, For Use With 5AE69, 6WZN4 34G194 = we 
Ceiling Radiation Damper (For Nonlighted Units), For Use with 1UBH6, 1UBH7, 1UBH8, 3DPE2, 3DPE3, 3DPE6, 5AE68, 5AE69, 5AE/72, 5AE/73 and 5AE/4 3DPF8 iv, —— = 
Ceiling Radiation Damper (For Lighted Units), For Use with Nos. 3DPE2, 1UBH6 to 1UBH8, 5AE68, and 5AE69 3DPG1 /) vile 
* Performance certified is for installation Type B: free inlet, ducted outlet. Performance ratings include the effects of an inlet grille and backdraft damper. t Speed fiw 


(rpm) shown is nominal. Performance is based on actual speed of test. # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5 m) in a spherical — os 
free field calculated per AMCA Standard 301. Values shown are for installation Type B: free inlet spherical sone levels. a 


Footnotes: 1—ENERGY STAR qualified. 3—UL and C-UL Listed. 5—AMCA Sound and Air Certified. No. 52WX70 





Panasonic. 
Ventilation Fans fA. p Ne 
and Fan/Lights caares 
2 120V_ = Ceiling mount CFM@ Sones @ 
: : : ™ 0.100" 0.100" Duct Grille Grille Housing Housing Housing Foot- Mfr. Item 
Single fan with Pick-A-Flow™ Description SP SP @5 ft Amps Dia. Length Width Height Length Width notes Model No. 
oi deeel pele UT! a Facbervelins a SEMEL 0.3.0.3 0.3 0.07,0.11,0.18 4*or6’ 13° 13° 7% 10% 10% 123 FV-0511VQ1 448F55 

™ .0, U.9, U. : or 2 4 4 gly 7 
CFM, and SmartFlow™ technology = Fan 110/130/150 0.3,0.3,0.3 0.12.016.019 6" 13" 13" 7%" 10" 10" 1.2.3 FV-1115VO1 448F56 
allows optimum CFM performance. Fan ia a HEE 6 iy . Lies oe AEs 1 3 ee aie 
Powerful, quiet, and ideal for new Fan 580 50 0:99 8 Aes 17a 148i 18 es — 92/9" 12.3 —FV-A0V04—20NP 88 
construction or replacement. (paiLeD Light SOSO/TTO. 03, 03.0.4 0.07.0.11 0. 18 : o 6 13 +13" 7% 10%" 10%" 1.2 3 FV-O511VQL1 448F57 
ISpersense OtiOn sensor, HUMIGITy sensor ime Delay 

Nos. 490X05 to 490X07 have Fan 50/80/110 0.3, 0.3,0.3 0.07,0.11.0.18 4 ore’ 13° 13° 7% 10%" 10%" 1.2.3 FV-0511VOC1 448F59 
a Flex-Z Fast™ bracket to ease FanveO gn ; SC/SOGIEL 0:3) 0.3,0.4 0.07,0.11,018 4°or6" 13° iy 73" 10%" 10%" 1,23 FV-0511VQCL1 448F60 
isperFit ow-Profile Housing* 
installation, and a junction box for Fan 80.110 03,08 018,023 4'or3 13 13° 5% 10% 10% 1234 FV-08-11VF5 40GT21* 
Sci el aca ie FavMoton 80,110 03,08 018,023 4'or3" 13" 13° 5% 10%" 10% 1,2,3,4 FV-08-11VFM5 40GT20* 
are UL Listed for use over a tu ! 


; WhisperFit® EZ, Medium-Profile Housing 
shower enclosure when used with Fan/LED Light ny 4g 0.4, 1.0 017,023 4° 


i iit & Night Light 
a GFCI protected circuit. Can be WhisperGreen Select™ 


or3" = 13° 13" 59%" 10%" = =10%" 1, 2, 3, 4 FV-08-11VFL5E 55AD42 


used to comply with ASHRAE 62.2, Fan 50/80/110 0.3.0.3. 0.3 0.04 0.06,0.10 4°or6’ 13° 13° 7% 10%" 10% 123  FV-0511VK2 490X05 
LEED. IAP California Title 24 and Fan 110/130/150 0.3, 0.3,0.3 0.08, 0.10, 0.14 6" 13° 13" 1¥8" 10%" 10% 1,2,3  FV-1115VK2 490X06 

WAP, G Fan/Multi “Speed 50/80/110 0.3,0.3,0.3 0.04,0.06,0.10 4”or6" 13" 13" 7%" 10%" 10%" 1.2.3 FV-0511VKS2 490X07 
WA Ventilation Code. Footnotes: 1—ENERGY STAR qualified. 2—HVI Certified. 3—UL and C-UL Listed. 4—ASHRAE compliant. * Sone and Amp data are for 4” duct. 
Specialty Fans BRCAN 
a 120V 


The 744 Series Fan/Light units are UL Listed for use over bathtub or shower when connected to GFCI protected branch circuit. 

No. 1UMW2 includes a 14W fluorescent lamp and 4" round damper/duct connector. No. 22CW04 is a solution for installations where 
conventional ventilation won't fit. Excellent for multifamily settings with limited access behind drywall. Fits in a wall with 2 x 4 
studs. ENERGY STAR qualified and Title 24 Compliant. 


CFM @ Sones @ 





0.100" 0.100" Duct Mounting Grille Grille Housing Housing Housing  Foot- Mfr. Item 
Description SP SP@5ft. Amps _ Dia. Location Length Width Height Length Width notes Model No. 
Exhaust Fan/LED Light 110 1 0.5 4 Ceiling 12% = 12% 5" gy" 10" 2,3,4 /91LEDM 45JT69 
Recessed Fan/LED Light 70 15 0.55 4 Ceiling 7¥ Dia. /¥%s Dia. 6%" 1234" 8%" 1,2,3,4 /44LED 20JP19 
Recessed Fan/Light 70 15 12 4 Ceiling 7¥' Dia. /¥8' Dia. 6%" 84" 12% — 2,3, 4 744 4L A311 : 
Recessed Fan/Fluorescent Light 70 1.5 0./ 4" Ceiling 7¥3 Dia. 7¥s Dia. 6%" 8Y4 12% 1,2,3,4 /44FL 1UMW2 = 
Low Profile Fan 80 11 0.3 4'or3' Ceiling or Wall 14" 13. 4" 113% 10%" ~—1,2,3 _LP80 22CWw04 i 
Vertical Discharge Fan 60 4.5 1 6: Ceiling 6 Dia. 8'Dia. 5%" 6 dia. 6%'dia. 2,3 673 _ 4C050 No. 
Footnotes: 1—ENERGY STAR qualified. 2—HVI Certified. 3—UL Listed. 4—ASHRAE compliant. 22Cwo4 
Bath and Ventilation Fans BRCGAN 


=» 120V 4" ducting. No. 40378 is designed with a plug-in, permanently lubricated motor. Also 
= Ceiling-mount feature mounting ears for quick, sturdy installation. Fan/Heater/Lights add comfort- 








ing warmth to your bathroom and are operated by 2 or 3 function wall controls. snes 
: 4C378 
No. 56EC08 offers effective protection against bacteria, mold, and fungi growth. 
CFM@ Sones @ 
0.100" 0.100" Duct Heat Grille Grille Housing Housing Housing Foot- Mfr. 
Description SP SP@Oft. Amps Dia. Watts Length Width Height Length Width notes Model 
Fan, Low Profile 110 1.5 4" — — — — — 1,23 LP110  55VGO1 
Fan/Heater/Light 110 2.0 — 4 500 — — — 2,3 765H110LB 56EC20 
Fan/Heater/Light — — 2.1 — 250max. 10%" 10%" 6" 8% 8%" 2,3 161: 39W508 
Fan/Heater/Light — — 43 — 500max. 10%" 155%" 6" 8% 14%" 2,3 163 39W509 
Fan/Light 50 2.5 16 4 — 11%" 10%" 5%" 8" 8" 23 678 40378 
Fan/Light 100 45 2 4" — 16%" 10%" 5%" 14%" BM" 23 696 39W533 
Fan/Light 100 35 19 4 — 15Dia. 15Dia. 6" Q" Q" 23 751‘ 39W534 
Fan/Light/Antimicrobial Light 110 1.0 — — 12%" 124%" — — — __AR110LKVV_56EC08 
Heater/Fan, 1-Bulb 70 4.0 25. 2 250 10%" 10% 6% 8% 8% 2.3 162 40538 
Heater/Fan, 2-Bulb 70 4.0 45 4 500 15%" 10% 6%" 14%" 8% 2,3 164 40540 


Footnotes: 1—ENERGY STAR qualified. 2—HVI Certified. 3—UL Listed. 4—ASHRAE compliant. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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LoSone® Ventilators BRCGAN 
= Motors: low rpm, permanently lubricated res 


= 120V, except No. 4TR55 is 240V 
= Optional accessories sold separately 


Easy to wire from inside or outside of housing. Resilient motor mounts. Impact-resistant, balanced 
centrifugal blower wheel. UL and C-UL Listed, except In-Line Cabinet Ventilators are UL Listed only. 








Insulated—Feature acoustic insulation and built-in automatic backdraft damper. Convertible from 
horizontal to vertical ducting. Can be field converted to in-line ventilation (adapter kits sold separately). 





In-Line—Outlet duct connection includes dampers. Convertible from horizontal to vertical discharge. 
Same-size inlet and outlet ducts and removable access panel ease installation and service. 


In-line Cabinet—Large-capacity in-line ventilators have acoustic insulation. 








CFM @ Static Pressure Shown* Sones @ 0.100" Full Load Motor Housing Dim. Inlet Dim. {Discharge Dim.| Grille Dim. Speed Mfr. Item 
ae 0-128" 0.250" 0.375" 0.500"; SP@5fFt.** Amps Watts RPM H L W H W H W L Ww Control Model No. 
nsulate 
Polymeric Grille Material 
136 ~=—-: 109 93 65 0.8 1.10 8/ 640 | 1194" 12%" 12%" | — — 6 — 14" 14" L100 4TR42 
181 15/7. 141 132. = 124 1.4 i 100/10 | 11%" =124%" = =12%' | — — 6" — 14" 14" L150 4TR44 
231 210 196 186 1/7 1.8 1.80 12/7, -/40 | 11%" 124%" 12%" | — — 8 — 14" 14" | 40331 or 6E897 L200 4TR48 
2/2 209 8250 242 = 233 2.3 2.1 166 = =830 | 11%" = 124%" = 12%" | — — 8 — 14" 14" L250 4TR51 
ol2—- 8088038296 S28 2.9 2.60 212 =905 | 11%" «124% 12Y%" | — — 8 — 14" 14" L300 4TR53 
Metal Grille Material 
480 434 388 344 299 2.4 1.4 146 735 | 11%" 214%" 12%" | — — AV" 18%" | 23%" 14" 40331 or 6E897 L400 4TR56 
938 514 = 491 463 434 3.1 2.20 232 810 | 11%" 21%" 12Y%" | — — AV" 18%" | 23M" 14" L500 4TR58 
722 ‘701 66/ 640 607 4.6 2.90 313 = 960 | 11%" 21%" 124%" | — — AVY" 18%" | 23%" 14" L700 4TR60 
918 901 8// = 842_— 93 4.0 3.00 306 650 18" 22. 18" — — 8' 12" | 28%" 19%" | 40254 or 6E898 L900 4TR62 
ake 1513 = 1438) =61371 = 1285 8.4 5.00 468 955 18" 22 18" — — 8 12" | 23%' 19%’ L1500 4TR45 
n-Line 
121 106 97 93 86 0.7 1.10 8/ 760 | 11%" 12%" 12%" | 6Dia. — 6" — — — Li00L_  4TR43 
193 14/140) 1384 125 1.0 13 100 = 920 | 1134" 12%" = 12%" | 6Dia. = — 6" — — — Li50L 4TR47 
205 195 190 185 17/5 1.9 1.80 127. 86D | 1194" 12%" 12%" | 8 Dia. = — 8 — — — L200L  4TR50 
248 245 241 235 224 2.3 2.1 166 1005 | 1134" 12%" =12%" | 8Dia. = — 8 — —_ — | 4C331 or 6E897 L250L  4TR52 
300 = 293 285 274 259 3.0 2.60 212. = 1145 | 119%" 124%" 124%" | 8Dia.w = — 8 — — _— L300L_  4TR54 
450 406 360 313 2/1 1.6 1.4 146 = //5 | 11%" 124%" 214%" | 4% 18%" | 44" 18%" | — — L400L_  4TR5/ 
046 519 496 4/72 447 2.4 2.20 232 890 | 11%" 12%" 21%" | 4% 184%" | 4% 18%" | — — L500L_ 4TR59 
704 __—si681 656 ~—631 604 3.8 2.90 313 1090 | 119%" 12%" 21%" | 4% 18%" | 4%" 18%" | — — L700L_  4TR61 
930 894 853 80/7 7/54 3.8 3.00 306 ~—- 810 18" 22 18" 8 12" 8 12" — — | 40254 or 6E898 L9OOL 4TR63 
1275 1214 1152 1092 1029 6.8 5.00 468 1055 18" 22' 18" 8 de 8" 12" — — L1500L  4TR46 
In-Line Cabinet 
1891 1791 1657 1508 1347 9.8 5.80 990 965 | 14%" 38" 14%" | 12% 35%" | 734" 3394" | — — | 40254 or6E898 | L2000L  4TR49 
3605 3452 3278 3073 2893 14.8 9.40 1204 1105 | 16%" 45%" 16%" | 14% 43%" | 9%" 41%" | — — | Broan Model 75V | L3500EXL 4TR55 


Accessories 


Internal Unit-Mount, 3 Amp Adjustable Speed Control, Galvanized, For Use With Insulated and In-Line LoSone Ventilators 80L 2HYC2 
Replacement Motor For Use with Nos. Mfr. No. L200 and L200L 99080483 1AAD4 
Replacement Motor For Use with Mfr. No. L500, L500L, and L500K 99080487 1AAD3 


* Performance ratings include the effects of inlet grille and backdraft damper in the air stream. Speed (rpm) shown is nominal. Performance is based on actual speed of test. ** The sound ratings 
shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation Type B: Free inlet fan sone levels. 
Performance shown is for installation Type B: Free inlet, ducted outlet. 


LoSone® Kitchen Ventilators BRGAN (2 


Residential ceiling ventilators have built-in automatic backdraft dampers located in duct connectors. Resilient motor 
mounts and impact-resistant, balanced centrifugal blower wheel. Horizontal or vertical ducting. 8-way adjustable mount- 
ing bracket. No. 4YG82 has 14" x 14" painted white metal grille. No. 4YG83 is 14" x 23%". 120VAC. UL and C-UL Listed. 





ae 
CFM @ Static Pressure Shown* SP @ Housing Dim. (in.) | Discharge Dim. (in.) Mfr. Item 
0.000" 0.100" 0.125" 0.250" 0.500" 0.625" 0.750" | 5 Ft.** Amps Watts RPM | H L W H W__ Dia. Model No. 


286. 279 = eff 2 2B 203241 3.0 26. “212 — 790 11% 12% 12% | 8 L300KMG 4YG82 
006 =484 = =6481_— 460418 3389S 387 43 2.2 232 700) 11% 21% 12%) 4% 18% — LO00K 4YG83 





Accessories 
Replacement Motor L300 For Use with Mfr. No. L3OOKMG 99080485 1AAD1 
No. 4YG82 Replacement Motor For Use with Mfr. No. L500, L500L, and L500K 99080487 1AAD3 


* Performance ratings include the effects of inlet grille and backdraft damper in the air stream. Speed (rpm) shown is nominal. Performance is based on actual 
speed of test. ** The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 201. 
Values shown are for Installation Type B: free inlet fan sones levels. Performance shown is for Installation Type B: free inlet, ducted outlet. 


8 and 10" Ceiling and Ceiling/Wall Exhaust Fans BROAN 


= Motors: plug-in, permanently Ceiling, Vertical Discharge—Fans fit between 16" or 24" ceiling joists 
lubricated, thermally and feature easily accessible outlet box. Series 505 fans connect to 8" 
protected, 60 Hz round duct and include built-in backdraft damper. Series 504 fans connect 


Adjustable mounting brackets span to 10" or 8" round duct using No. 4C207 reducer/damper, sold separately. 


14" to 24". 9-blade polymeric propel- _ Ceiling/Wall, Side Discharge—Fans fit between ceiling joists or 2" x 
lers. Plastic grilles are white, paintable; 4" wall studs. Connect to 31/4" x 10" duct and include built-in backdraft 








No. sieel grilles are white, powder-coated. —gamper. 
4c701 UL Listed. 
CFM @ 
0.100" Sones Motor | Housing Housing | Grille Dim. (in.) Grille Mfr. Item 
Duct Dia. (in.) SP HVI Voltage Amps RPM | H(in.) Dia. (in.) L W Material Model No. 
Ceiling, Vertical Discharge 
8 180 6.5 120 io 1975 f 8% 11% 11% Plastic 905 4C701 
10 300 6.5 120 1.7 1600 i 10% ig 13% Plastic 904 4C700 
Ceiling/Wall, Side Discharge 
3% x 10 160 5.0 120 101/29 3% 11% 11% Plastic 903 40699 
3% x 10 2/0 8.0 120 1.7 1600 3% 13% 13% Plastic 902 40698 
No. Accessories 
4C699 Reducer/Damper, For Use with 40700, 50004 and SHYG4 472 40207 
Replacement Motor, For Use with Mir. No. 502, 504MG, 506, 508, 504MG, 506MG 99080596 1AAC7 
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Find the ww. Find Solutions. Find Great Prices. Ceiling/Wall & In-Line Cabinet Ventilators 
Insulated Acoustic insulation absorbs sound for quiet, high-performance ventilation of bathrooms, EC Motor Models— * Dayton} ance. 
Ventilators meeting rooms, utility rooms, and offices. White grille and spring-loaded backdraft Feature electronically Beye me 

damper operates rattle-free. Exhaust outlet can be rotated from horizontal to vertical commutated motors 
= Motors: 1-speed, discharge, except for No. 3DPE4. External electrical access reduces installation time. that provide up to 70% energy savings. 

thermally Galvanized steel housing with electrical junction box and disconnect. Power assembly — Potentiometer dial on motor allows a 

protected, 115V is removable. Adjustable rotary speed controls sold separately on page 2955. UL and wide RPM range to customize airflow. Optional 


= Adjustable mounting C-UL Listed for above tub/shower when connected to a GFCI branch-protected circuit. | EC Control Kits sold separately on page 2955. 
brackets included 





Sones@ _ Full 60 Hz 
CFM @ Static Pressure Shown* 0.100" SP Load Motor Housing Dim. Discharge Dim.| Grille Dim. Grille Speed | Item si 
0.000" 0.125" 0.250" 0.375" 0.500" |@5Ft.¢ Amps Watts RPMtT H L W H W L W Material | Control No. fa 
EC Motor, Insulated, Singlewide i — 
260 165 — — — 0.3 500 | a es 
416 300 269 — —_ 15 3.30 224 800 | 14%" 18" 14%" 8" 8" 19%" 16%" | Aluminum 36WGE64 + i aie 
557 501 439 392 325 45 1070 35YV94 : 
390 266 — — — 1.1 560 
564 498 396 — — 3.0 440 285 810 | 14%" 18" = 14%" 8" 10" | 19%" 16%" | Aluminum 36WG65 N 
152 701 653 588 486 6.0 1080 bi 
Insulated, Singlewide 3DPE4 
114-98 80 = = wee 3 0.15 169 870 | 9" 13% 10%'| 6° 6" | 14%' 13%" | Polystyrene 3DPE4 # 
190 1145 98 — — aa 73 0-16 194 950 | 9 13%" 105% | 6" 8 | 14%" 13%" | Polystyrene BAE70 # 
144 127 109 — — 0.4 0.19 23 1010 g" 13%" 10%" 6" 3" 14%" 13%" | Polystyrene 3DPE5 # = 
229 210 186 156 — 2.1 0.45 542 1400 g" 13%" 10%" 6" 3" 14%" 13%" | Polystyrene 5AE71 # _ 
26/ 242 224 199 162 2.0 0.47 06 900 | 11% 14 11% 3" 3" 14%" 13%" | Polystyrene 48C172 DAE/2 # a Y = 
294 2/1 200 230 201 2.5 0.56 6/7 1000 | 114% 14 11% 8" 8" 14%" 13%" | Polystyrene SDPE6 # —i = “am | 
315 28/ 20/ 231 207 25 0./2 81 1050 | 114 14 11% 8" 8" 14%" 13%" | Polystyrene 5AE73 ™ nn 
410 391 368 345 329 44 1.34 135 1300 | 114 14 11% 8" 8" 14%" 13%" | Polystyrene 5AE74 ee he 
443 405 gol 306 — 3.0 1.74 121 1000 | 14%" 18° 14%" 3 3" 19%" 16%" | Polystyrene 6WZN1 cee R= tu 
Jf 501 439 392 325 45 3.30 224 1070 | 14%" 18" 14%" 8" 8" 19%" 16%" | Polystyrene 5AE75 No mia 
{92 701 693 588 486 6.0 440 285 1050 | 14%" 18" 14%" 3" 10" | 19%" 16%" | Polystyrene 6WZN2 : 
812 {io 741 704 665 8.3 3.30 348 1600 | 14%" 18" 14%" 3" 10" | 19%" 16%6' | Aluminum 5AE77 SAE76 
Insulated, Doublewide 
Lat 123 700 679 649 5.0 3.20 350 1100 | 11% 23% =11% 819%" | 25% 13%" | Aluminum 48C172 5AE76 
955 896 841 £43 701 47 4.00 285 1050 | 14" 2354" 14%" 8° 18%" | 25" 16%" | Aluminum 5AE78 
1125 1043 ~—_—«964 885 796 ie 6.30 420 1095 | 14" 2354" 14%" 8° 18%" | 25" 16%" | Aluminum 5AE79 
1455 1404. 1353 1307 1262 9./ 7.40 _ 786 1450 | 14" 2354" 14%" 818%" | 25" 16%" | Aluminum | 480173 | 5AE80 
1607-1558 ~=1506 = =1449 1407 10.0 8.60 818 1610 | 144° 2354" 14%" 8° 18%" | 25" 16%" | Aluminum 5AE81 ROT 
Accessories emer: ~ 
LED Lighted Grille Kit, For Use With 1UBH6, 1UBH/, 1UBH8, 3DPE2, 3DPE4, 3DPE5, 3DPE6, 5AE68, 5AE69, 5AE/0, 5AE/1, 5AE/2, 5AE/3, 5AE/4 52WX70 te 
Grille Kit, For Use With 1UBH6, 1UBH/, 1UBH8 , 3DPE2, 3DPE3 , 5AE68, 5AE69, 3DPE4, 3DPE5, 3DPE6, 5AE/0, 5AE/1, 5AE/72, 5AE/73, 5AE/4 34G192 
Ceiling Radiation Damper (For Nonlighted Units), For Use with 3DPE4, 3DPE5, 5AE/0, and 5AE/1 3DPF/ No. 
Ceiling Radiation Damper (For Nonlighted Units), For Use with 1UBH6, 1UBH7, 1UBH8, 3DPE2, 3DPE3, 3DPE6, 5AE68, 5AE69, 5AE/2, 5AE/3 and 5AE/4 3DPF8 34G192 
Ceiling Radiation Damper (For Lighted Units), For Use with 3DPE4, 3DPE5, 5AE/0, and 5AE/1 3DPF9 
Round Duct Connector, Duct Size 6", Includes Backdraft Damper, For Use With 5AE70, 5AE71, 3DPE5, 3DPE/, 3DPE8 6WZP2 
Round Duct Connector, Duct Size 8", For Use With 5AE/2, 5AE/3, 5AE/4, 5AE/5, 3DPE6, 3DPE9, 3DPF1, 3DPF2, 3DPF3, 6WZN1, 6WZN6, 6WZN7 6WZP3 


* Performance Certified is for installation Type B: free inlet, ducted outlet. Performance ratings include the effects of an inlet grille and backdraft damper. t Speed (rpm) shown 
is nominal. Performance is based on actual speed of test. The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a spherical free field calculated per 
AMCA Standard 301. Values shown are for installation Type B: free inlet, spherical sone levels. Sones value for No. 36WG64 is <0.3/1.5/4.5. # ENERGY STAR qualified. 







Ventil ators cial, institutional, or industrial settings such as utility rooms and bathrooms. Feature electronically eee) 
Easy to wire with external electrical access cover. Spring-loaded backdraft commutated motors 
= Motors: 1-speed, thermally damper eliminates vibration. The exhaust outlet rotates from horizontal to verti- that provide up to 70% energy 
protected; open dripproof, — cal discharge, except Nos. 6WZN3 to 6WZN5. The wheel is polypropylene, except savings. Potentiometer dial on motor 


In-Line Cabinet Large-capacity, insulated fans provide quiet multiple-area ventilation in commer- EC Motor Models— * D ayton| anca 


PERFORMANCE 


IL 
ASSOCIATION. INC. 








except No. 5AE83 is aluminum on Nos. 5AE82 and 5AE83. Each includes electrical access knockouts, allows a wide RPM range to customize airflow. 
totally enclosed disconnect, junction box, and fan access panel. Adjustable rotary speed controls Optional remote-mount EC Control Kits sold 
= Mounting brackets included sold separately on page 2955. UL and C-UL Listed. separately on page 2955. 
Sones@_ Full 60 Hz 

CFM @ Static Pressure Shown* 0.100" SP Load Motor Housing Dim. InletDim. Discharge Dim. Speed | Item 
0.000" 0.100" 0.125" 0.250" 0.375" 0.500" 0.625", @5Ft.t Amps Watts RPMt| H L Ww H W H W |Control| No. 
EC Motor, Singlewide 
280 208 180 — —- — — 0.3 550 
407 366 355 276 —- —-— — 0.3 311 218 800 | 14%" 18 1436" | 13%" 16%" | 8 8" 36WG66 + 
545 514 506 464 405 324 — 2.0 1070 3594 
382 20 29 —-—- —- — — 0.3 560 
553 500 487 387 —- —-— — 0.4 440 333 810 | 14%" 18 1436" | 13%" 16%" | 8" 10" 36WG67 + 
737 698 688 635 567 475 334 2.5 1080 
Singlewide No. 
124 {1i2 #110 102 77 — — 08 062 20 950 | 9 13%" 105%" | 9%" 12" 6 8" 3DPE7 3DPE7 
215 202 198 180 159 121 — 15 1.10 55 1400 | 9" 13%" 10%" | 9%" 12" 6 8" 3DPE8 
254-231 +226 ~=S«203.~=S 178 ~=—«145~—S—«*109 04 043 58 900 | 11%" 14 11%") 10" 12%) 8 8" 6WZN6 
266 246 241 221 205 187 165 100.79 ~67 = 1000 | 11%" — 14" 11%" | 10" 12%" | 8 8" 3DPE9 
318 299 292 265 248 229 201 12. O71 80 1050/11” 14 1”! 10 12%"| 8 8" | 48¢172| SUPFI 
442-400 ~—«3397-~— 382363339 324 2.0 1.33 144 1350 | 11% 14 11%" | 10 12%") 8 8" 3DPF2 pe 
447 444403364817 —S 7 — 15 (1.87. 135 1000 | 14%" 18" 14%" | 13%" 16%" | 8" 8" 6WZN7 | : 
545 514 506 464 405 324 = — DA 3.11 217 1070 | 14%" 18" 14%" | 13%" 16%" | 8" 8" 3DPF3 Al | 
737698 688 635 56/ 475 334 2.5 440 325 1050 | 14%" 18 14%" | 13%" 16%" | 8 10" 6WZN8 : = 
813. 784 777 742 707 672 638 3.0 3.77 405 1600 | 14%" 18 143%" | 13%" 16%" | 8 10" 6WZN9 ; 
Low Profile ae 
103. 100 100 98 97 96 94 15 1.15 80 950 | 7 13%" 11%" | 3%" 10%" | 6'Dia. 6' Dia. 6WZN3 No. 
151 150 149 148 144 146 ~~ =142 2.0 1.70 129 1050) 7 13%" 11%" | 3%" 10%" | 6"Dia. 6" Dia. 480172) 6WZN4 6WZN3 
at 184 184 182181179175 3.0 2.20 173 1100! 7” 13% 11%" | 3%" 10%" | 6'Dia. 6" Dia. 6WZN5 
oublewiae 
766 755 752 739 726 702 6/8 1.93.20 350 1100_| 1156" 23%" 11%" | 10%" 22548" |B 1912" | 140475| 3DPFA 
908 852 841 782 715 631 — 1.4 49 328 1050 | 14%" 23%" 143%" | 13" 225%" | 8" 183%" 6WZP0 
1182 1110 1093 1013 922 832 743 2.4 6.65 455 1095 | 14%" 233%" 143%" | 13%" 225%" | 8" 18%" 3DPF5 
1584 1543 1533 1483 1439 «1395 1345 3.27.80 8221450 | 14%" 239%" 45a" | 132254" | BY 189" | 490479| SDPFE 
1672 1618 1604 1543 1484 1427 1367 45 9.00 830 1610 | 144" 23%" 143%" | 13%" 22%" | 8" 18%" 6WZP1 a 
2249 2175 2156 2044 1900 1701 1424 45 7.80 735 1050 | 14%" 35" 14%" | 13" 32%" | 6 28" 5AE82 1, 
3778 3653 3622 3460 3280 3091 2844 5.0  12/6.3 1330 1100 | 16%" 45%" 16%" | 14%" 43%" | Ti" 40" | — | 5AE83 | | 
Accessories ag 
Round Duct Connector, Duct Size 6", Includes Backdraft Damper, For Use With 5AE/0, 5AE/1, 3DPE5, 3DPE/, 3DPE8 6WZP2 i 
Round Duct Connector, Duct Size 8", For Use With 5AE72, 5AE73, 5AE74, 5AE75, 3DPE6, 3DPE9, 3DPF1, 3DPF2, 3DPF3, 6bWZN1, 6WZN6, 6BWZN7 6WZP3 No. 
* Performance certified is for installation Type D: ducted inlet, ducted outlet. Performance ratings include the effects of a backdraft damper. t Speed (rpm) shown is 5AE82 


nominal. Performance is based on actual speed of test. The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a spherical free field calculated 
per AMCA Standard 301. Values shown are for installation Type D: ducted inlet spherical sone levels. Ratings do not include the effects of a duct end correction. 
Ratings are based on 10 ft. of insulated duct. The AMCA Certified Ratings Seal applies to air performance only. Sones value for No. 36WG66 is <0.3/<0.3/2.0. Sones 
value for No. 36WG67 is <0.3/0.4/2.5. 
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In-Line Duct Fans 


No. 5C516 
#: fantech Be 
Centrifugal 


In-Line Duct Fans 


= Mount: horizontally or vertically 


No. 22N753 


No. 4YM43 


Scan. Order. Done. 
Details on page A1. 








= Bearings: ball 
= Speed controls, designer grilles, and 
dampers sold separately, this page 


Prewired fans have lower sound levels than 
comparable surface-mounted fans. Max. temp.: 
140°F. Mounting bracket included. All are UL 
and C-UL Listed, except No. 2GKG4 is CSA 
Certified and ASHRAE compliant. 
THERMOPLASTIC 

External wiring box with waterproof gasket. UV 
protected. ENERGY STAR qualified. 
GALVANIZED STEEL 

Externally mounted wiring box, 3"L x 3/2"W x 
1%"D. 

FG Series—Airtight housing. Backward curved 
impeller. 


FKD Series—Mixed flow impeller. Nos. 6KVY5 
to 6KVZ3 have sealed ball bearings. 

RADON FAN 

Higher pressure capabilities are designed for 
radon mitigation. 

FAN CONTROL 


Each has a 20-min. speed boost and 20-min. 
override. For Fantech fans only. 





Mfr. Item 
Description Model No. 
Fan Control 
Programmable Fan Speed VT 20M 2GKG4 


Control, 300W, 120V, White 


No. 
12K675 
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No. 6KVY5 

Fits 
Duct CFM @ Static Pressure Shown Voltage Max. Max. Housing Mfr. Item 
Dia.| 0.000" 0.200" 0.400" 0.600" 0.800" 1.000" @60Hz Amps Wattage Dia. L* Model No. 
Thermoplastic 

4" 151 120 94 63 20 — 120V O17 19 gy," 9¥," FR100 50516 + 

4" 187 168 150 128 112 95 120V 0.72 80 gy," gy" FR110 15W682 

6" 327 320 247 200 163 118 120V 0.59 62 1134" gy," FR150 50517 

6 345 295 252 197 157 135 120V 0.99 116 1134" gy" FR160 15W685 
Fits 
Duct CFM @ Static Pressure Shown Voltage Max. Max. Housing Mfr. Item 
Dia. |0.000" 0.125" 0.250" 0.375" 0.500" 0.750" 1.000" 1.500". @60Hz Amps Wattage Dia. L Model No. 
Galvanized Steel 
FG Series, EC Motors 

6" | 363 344 323 305 287 247 206 113 120V 1.00 74-13%" Q" FG6MEC 22N753 

8" | 428 405 380 357 334 285 239 121 120V 0.50 71 13%" 8 FG8EC 22N754 
10° | 513 482 448 418 388 335 283 ~~ 160 120V 0.65 94 =13%" 6% FGI0EC 22N755 
12° | 633 616 594 582 560 515 467 379 120V 0.95 136 16" 8'%6" FG12EC 22N756 
12° | 805 772 734 692 650 556 474 315 120V 1.16 166 16" 9%6" FG12XLEC 22N757 
FG Series, External Rotor Motors 

4" | 170 157 146 1385 126 ~ =§=90 86 40 120V 0.66 71 8%" OH" FG 4XL = 15W687 

6" | 418 388 356 320 292 195 186 101 120V 1.02 120 13%" 13%" FG6M 15W690 

8" | 461 429 395 355 323 204 191 97 120V 1.144 119 13%" 13%!" FG 8 15W692 

6" | 483 462 439 412 389 299 289 201 120V 1.48 153 13%" 13%" FG6XL  15W691 
10° | 513 492 471 446 425 334 324 216 120V 1.43 138 13%" 13%!" FG 10 15W693 
12° | 741 703 660 606 558 380 363 236 120V 1.87 181 16" 16" FG 12 15W694 
FG Series, Totally Enclosed Motors 

4" | 135 106 69 33 — — 120V 0.19 20 8%" BY" FG4 4YM43 

6" | 303 284 260 241 214 172 + 134 ~=#58 120V 0.68 72 =11%' = 6%" FG6 4YM44 

8" | 502 482 460 438 408 360 313 = 218 120V 145 142 = 133%" 8" FG8XL 4YM45 
10"| 589 570 553 538 517 480 441 355 120V 1.96 196 13%" 6%" — FGIOXL 4YM41 
12" | 940 903 865 834 783 689 596 425 120V 3 301 16" 8'1%6" = FG12XL 4YM42 
FKD Series 

8" | 8386 799 761 720 680 595 499 286 120V 2.99 327 12%" 15%" FKD8XL  6KVY5 
10° | 910 873 836 795 752 653 547 342 120V 3.01 — 329 12%" 15" FKD 10 6KVY6 
10" | 1266 1226 1187 1147 1100 1006 911 696 120V 4.84 529 14" 15" FKD10XL_ ~ 6KVY7 
12" | 1305 1266 1228 1189 1145 1054 948 712 120V 486 531 14", 12%" ~~ ~FKD12 6XZ77 
12" | 2016 1920 1832 1746 1649 1423 1066 — 120V 4.8 500 17%" 18%" FKD12XL 4YM40 
14" | 2156 2061 1965 1868 1764 1520 1193 — 120V 476 495 17% 17%"  FKD14 6KVY8 
14" | 2619 2517 2416 2303 2180 1936 1662 843 120V 712 = 738 = 19%" =20%" + FKD14XL ~~ 6KVY9 
16" | 2952 2831 2707 2580 2445 2144 1804 774 120V 6.39 742 19%" 18%" ~~ FKD16 6XZ78 
16" | 4274 4144 4014 3880 3743 3452 3137 2379 120V 12.4 1421 22%" 23%" FKD16XL  6KVZO 
18" | 4448 4992 4130 3991 3871 3583 3239 2380 120V. 12.04 1411 22%" §=215%4" ~~ FKD 18 6KVZ1 
18" | 6236 6115 5995 5874 5754 5500 5199 4909 | 230/460V 3.75 1873 22Ys" 27%" FKD18XL_  6KVZ2 
20" | 6291 6174 6054 5933 5829 5617 5307 4987 | 230/460V 3.75 2218 22%" 27%"  FKD 20 6KVZ3 
Fits 
Duct CFM @ Static Pressure Shown Voltage Max. Max. Housing Mfr. Item 
Dia.| 0.000" 0.500" 0.750" 1.000" 1.500" @60Hz Amps Wattage Dia. L* H D Model No. 
Radon Fan 

6 375 285 230 183 125 120V 1,3 152. 11%" 9.375" 9%" RN3 15W763 


* Lengths include mounting flanges. ¢ Accepts 4" and 5" duct. 


S,p) 





Mixed Flow 


In-Line Duct Fans 


= 120V, 60 Hz 

= Mount: horizontally or vertically 

= Motor: totally enclosed 

= Bearings: ball 

Motor-impeller assembly can be removed without 
interfering with attached ducting. UL and C-UL Listed. 
HVI Certified. ENERGY STAR qualified. 





Find even MORE on Grainger.com® 


TD-MIXVENT Series—Low-profile fans deliver 
excellent airflow-to-pressure ratio. Nos. 3CGA3 to 
3CGA7 have thermoplastic casings and ABS plastic 
propellers. Nos. 3CGA9 and 3CGC1 have metal 
casings with epoxy-polyester coating and metal 
propellers. 


TD-SILENT Series—Extremely quiet, low-profile 
fans have perforated inner skin with sound-absor- 
bent insulation. Rubber gaskets on inlet and outlet 
absorb vibration. Thermoplastic casings and ABS 
plastic propellers. 


Fits 
Duct CFM @ Static Pressure Shown Max. Max. Housing Mfr. Item 
Dia. | 0.000" 0.125" 0.250" 0.375" 0.500" 0.750" 1.000" 1.500" Amps Wattage Dia. L Model No. 
TD-MIXVENT Series 
4" | 101/97 85/81 3957/51 ~=19/16 — — — — |0.45 26/23 5%6 9%" TD-100 3CGA3 
6" | 293/218 273/193 250/163 227/128 206/105 131/24 30 — |0.54 65/54 7%' 8%" TD-150 3CGA6 
8" | 538/476 495/422 458/373 418/317 367/260 190/40 10 — | 08 184/139 8%" 9%" TD-200 3CGA7 
10" | 754/541 715/475 680/418 640/355 606/295 520/218 405/170 245/65) 2.2 241/162 10%" 11%" TD-250 3CGA9 
12" |1050/751 990/670 932/545 850/420 770/285 600/190 420/130 255/55) 2.3 335/208 13%" 14" TD-315 3CGC1 
TD-SILENT Series 
6" | 333/239 315/209 286/181 271/154 257/120 178/62 77/0 — |0.54 65 8'%6" 1016" TD-150S 12K675 
8" | 530/409 503/367 472/333 443/306 415/271 349/183 204/46 — |1.01 122 10%" 12%" TD-200S 12K676 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wh. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 


Room-to-Room Exhaust Fans & Duct Fan Heaters 





‘oat 


Centrifugal In-Line 















Duct Fans Fits CFM @ Static Pressure Shown Max. Max. Motor Housing Item 
Duct Dia. 0.000" 0.200" 0.400" 0.600" 0.800" | Amps Wattage RPM ia L No. > 
= 120V, 60 Hz 147119 75 45 + +«14 +038 + 43 + 2580 9" 9" 450Z04 an 
= Mount: horizontally or verticall 4" 150 107s 30 — |069 43 2580 9" 9" 450215 * . Aa 
Beards Hall y y 150 107 +61 30 — |069 83 2620 9° 9% 450205 ’ ff v7 ~~ 
= bearings: Da 179 144975418 087 4425209" 450206 '@/ 
= Speed controllable 5" 183. 130 73 37  — |069 83 2620 Oo 9" 450Z16 * f 
183. 130 73 #437 — |069 85 2750 9 9° 450207 
In-line design allows fan mount- 213.171. 108 63. 21 | 0.38 47 2300 9" 9° 450208 
ngaway from ream forquet FSF 318) tt eo ze 
; 3 7 27 7 i 5 "45 450Z04 
operation. Precision balanced 371298 189.113.370.884 250013" 10" 450210 
for vibration-free performance 8" a7 ie i 168 57 150 188 2550 18 19 450711 
a 57 5 b7 5 5 "45 
and have a quiet and efficient BC so” [630507319191 63 1.70 197 2470 13°10" 450712 
impeller. Durable, heavy-gauge, 630 507 319 191 63 |1.70 197 2550 13 10" 450220 * 
801 643 407 240 80 | 160 206 2450 16° 13° 450213 
drawn steel housing with an epoxy = 4-433 —g35-—97 309103} 2.40 312278016" 13" 40744 
finish, and motor has automatic 1038835527 309103 2.40 312278016" 13" 450219 * 
reset thermal overload protection. * Cord included. 
oes? 
ae fantech 
Remote-Mounted Premium Bath Fan Kits 
= 120V, 60 Hz Single Grille—Provide 1 vent in 1 bathroom. 
= Motors: totally enclosed, Each includes 1 centrifugal fan, collar and grille, 
thermally protected backdraft damper, and fan mounting bracket. 
z weeduinaeelaa Dual Grille—Provide 2 vents in 1 bathroom or 
sala pei y 1 vent in 2 bathrooms using 1 fan. Each includes 
centrifugal fan, 2 collar/grille combinations, 2 
Can be installed away trom backdraft dampers, fan mounting bracket(s), 
bathroom for quiet operation. and 1 Y-duct adapter to split duct to each grille. 
Galvanized steel housing. ENERGY No. 45TU14 has 1 lit and 1 unlit ceiling grille. No. 
STAR qualified. 6C509 
Fits CFM @ Static Pressure Shown Max. Max. Motor Housing Inlet & Mfr. Item 
staal eae etn Duct Dia.| 0.000" 0.200" 0.400" 0.600" 0.800" Amps Wattage RPM Dia. L Outlet Dia. Model No. 
ingle Grille 
4" 135 110 80 55 25 0.19 20 3000 By," gi" 4 PB110 60509 
bales mange 6 232200. 152 ~~~‘ 91 06 66.2450 ~~-*‘11%"~—~—S«S VA PB190 3796 
ual Grille 
300 260 229 196 160 0.56 70 2680 11%" 11%" 4 and6" _ PB 270L10-2 45712 
Dimmable Halogen Light 4and6" [300260229 196160} 0.56 702680 11%" 11%" 4 and 6" PB 270L10V-2  45TU14 
Without Lights. 1" Flange 303 260 229 196 160 0.68 72 2700 113," 8" 6" PB270-2 60510 
ars g 6" 418 370 317 268 224 1.02 120 2350 13%" 854" 6" PB370-2 3NYJ1 
BRCAN 
= Motor: plug-in, permanently lubricated, 60 Hz 
= Polymeric fan blades 
Built-in adjustable-speed switch has positive Off position. Adjustable housing installs in 
various wall thicknesses. Plastic grille is white, paintable. UL Listed. 
CFM @ ee See. ee 
0.100" Sones Motor Housing Dim. (in.) Grille Dim. (in.) Grille Mfr. Item 
SP HVI Voltage Amps RPM H L W L W Material Model No. 
100450120575 | 11% AS tim | BH 13% Plastic 511 40708 
: \ (oe 
. - ay 
In-Line Duct Fan Heaters “N\ = 


Heaters—lnstall in existing ductwork, providing individual room temp. control. Integrated 24V 
control board interfaces with supplied 24V heating/cooling thermostat, allowing unit to run indepen- 
dently of main heating equipment and to be used as a backup heating system. Cool by enhancing air 
flow during central air conditioning operation. ETL and C-ETL Listed. 


Boots—Easily join heater to ductwork. Flexible, rubberized canvas duct piece reduces noise. 71"L. No. 6LHG1 
Fits (CFM Air Delivery @ Static Pressure Shown Max. Heater BtuH Mfr. Item 
niet Dia.| 0.000" 0.100" 0.125" |Voltage Amps Watts Output L H Model No. 
eaters 
6" 130 90 40 120 8.383 1000/500 3413/1707 10%" 8%' HP6-1000120-2T 6LHG1 
8" 210 120 60 120 =12.0 1440/720 4915/2457 10%" 10%" HP8-1440120-2T 6LHG2 
Boots 
Silent Boot™ For 6" Rigid Duct Work SB-6 6LHG3 
Silent Boot™ For 8" Rigid Duct Work SB-8 6LHG4 
Wireless Thermostat 
White, 24VAC, Includes (2) AAA Alkaline Batteries, Remote Transmitter RFKIT-5 20HN59 No. 6LHG3 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2947 








HVAC & REFRIGERATION 
Exterior & Crawlspace/Basement Fans 


Scan. Order. Done. 
Details on page A1. 





No. 
4C702 


W 


BROAN 








r Duct CFM @ 

Exterior (in) oe ag ; ci ane ey Wane tin Win) Grille Mfr. Item 
in. mps ncludes in. in. in. in. in.) Material Model No. 

Wall-Mounted Fans Pull Chain-Operated 

8% 250 7.0 15 Pull Chain Switch 14% Adj4%to9% 14% 11% 11% Plastic 507  4C703 
= Motors: 120V/60 Hz 10% 470 80 17 PullChain Switch, WeatherHood 14% Adj4%to9% 14% 13% 13% Plastic 506 4C702 
= Optional controls sold separately Rotary Switch-Operated 
Adjustable housings and paintable grilles. 8% «1806.5 15) gatherrar Manne Polly = tay Adj4vto9% 14% 11% 11% Plastic 509  4C705 
All fans are UL Listed. Wall Switch-Operated 

_ 8% 180 65 15 Back Draft Damper 14% Adj4%to9% 14% 11% 11% Plastic 509  4C706 
Wall Switch-Operated—Models are 10% 270 6.0 1.7 BackDraftDamper, Weather Hood 14% Adj4%to9% 14% 13% 13% Plastic 508  4C704 
controlled by a separate switch, timer, or Accessories 


Replacement Motor, For Use with Mfr. No. 507MG and 505 


speed control remotely mounted on the Replacement Motor, 1.5A, 3000 rpm, 120V, For Use with Mfr. No. 509MG 


99080176 1AAC8 
99080180 1AAC9 
99080596 1AAC7 


wall. Replacement Motor, For Use with Mfr. No. 502, 504MG, 506, 508, 504MG, 506MG 
2s &fantech BRGAN 
naw = 
a oenaae 


= 120V/60 Hz 
= Motors: thermally protected 
= Permanently lubricated bearings 


No. 6C511 = Speed-controllable 





kitchen hoods. UL and C-UL Listed. 


Remove excess heat and odors via residential 


Exterior-Mounted Exhaust Ventilators 


Fantech—Attach to any side wall or gable 
end of roof to keep noise away from living/ 
working area. Max. inlet air temp.: 140°F. 
Paintable baked powder-coated finish on 
galvanized steel housing. 


No. 4YG73 Broan—Roof or wall mount. 
Fits Duct 

Dia. CFM @ Static Pressure Shown Housing Dim. (in.) Housing Housing Mfr. Item 

(in.) 0.100" 0.200" 0.400" 0.600" Amps H W D Material Finish Speed Control* Includes Brand Model No. 
4 122 113 81 36 049 13 10% 6 = Powder Coated = see ED Cann atl Brackets, Fantech PBW110L10 45TU17 
4 180 3172 =6154 S136 = 0.84. 13) 610% = =6 Galvanized Steel Powder Coated 1DGV1 — Fantech RVF4XL  6C511 
6 220 204 177 =150 63.840 13 «610% =6 Galvanized Steel Powder Coated = — Fantech RVF 6 15W795 
6 360 346 86315) = 285 = 1.46 317 «14% ~=6 Galvanized Steel Powder Coated 1DGV1 = Fantech RVF6XL 6C513 
8 410 392 348 312 142 417 #+14% 6 _— Galvanized Steel Powder Coated — — Fantech RVF8XL  15W796 
10 600 575 500 435 23 28% 24% 4% Brushed Aluminum — 40331 (Ivory) or 6E897 (White) Flashing Plate and Damper _ Broan 331H 4YG73 
10 900 875 810 750 57 28% 24% 4% Brushed Aluminum = 40254 (Ivory) or 6E898 (White) Flashing Plate and Damper _ Broan 332H 4YG74 
10 1200 1150 1075 975 3.00 29% 22 10 Brushed Aluminum — 4€254 (Ivory) or 6E898 (White) Flashing Plateand Damper —_ Broan 335 4YG75 


* Speed controls sold separately; see pages 2949 and 2955. 





No. 5GDU8 


[] TERNLUND 


No. 5GDVO 





Crawlspace and Basement Fans 


Reduce humidity, mold, mildew, odors, and wood rot in crawlspaces and basements, and help reduce 
radon concentrations by ventilating these areas. 


Crawlspace fans mount behind existing passive louvers and pull air from louvers on opposite walls. When 
using multiple fans, install to maximize cross-flow ventilation. Galvanized metal faceplate can be trimmed 
if necessary. All models include freeze protection thermostat and are ETL and C-ETL Listed for installation 
in damp locations. 

Basement Fan No. 6KXZO installs in cut-out of rim joist or wall. 2 reversible fans provide either air supply, 
exhaust or balanced air exchange. Includes adjustable dehumidistat, 6-ft. power cord, and all mounting 
hardware. Use No. 6KXZ1 Duct Take Off Kit to duct air supply/exhaust to other rooms. 





DETERMINE QUANTITY OF 

CRAWLSPACE FANS NEEDED 

Calculate cubic area of crawlspace by multiplying 
L x W x H. Divide by 15 to determine minimum cfm 


needed to fully ventilate space in 15 min. 


Example: 20W x 40L x 3 ft. H crawlspace = 
2400 cu. ft. 


2400 cu. ft. ~ 15 min. = 160 cfm of ventilation. 





Cutout Cutout Free Air Dehumid. Mfr. Item 

Description H W D H Area Flow Voltage Amps Thermostat Control Material Finish Model __No. 
Crawl Space Fan, Manual Hardwire 6%' 1436" 2 6 8 12sqg.in. 110cfm 120 0.3 Opens at 40°F No Galvanized Steel Aluminum V1  5GDU8 
Crawl Space Fan, Automatic Plug-In —_9" 18° 2 6 8 12sq.in. 110cfm 120 0.3 Opens at 40°F Yes Galvanized Steel Aluminum ViD 5GDU9 
Crawl Space Fan, Automatic Plug-In _9" 138° 2" 6" 15° 24sqg.in. 220cfim _120 0.6 Opens at 40°F Yes Galvanized Steel Aluminum  V2D  5GDVO0 
Basement Fan, Reversible Aye" 1444" 222" oY" 12%" = 180 cfm___—-120 0.6 No Yes Galvanized Steel Spangle __X2D _6KXZO0 
Duct Take Off Kit, For Use With Mfr. No. X2D, Includes Zip Ties — — — — — — Galvanized and Plastic _ Gray DT2-6 6KXZ1 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® HVAC & REFRIGERATION 





Find the yf. Find Solutions. Find Great Prices. Controls, Roof/Wall Caps & Booster Fans 
BRGAN * ; 
BROGAN ; Roof and Wall Caps 


For use on vent terminations. 


Roof Caps—Steel caps have black epoxy 
finish. Aluminum caps feature built-in 

flashing and long riser, and can be used on 
flat or slightly pitched roofs. Nos. 4CK03 No. 4YG76 


Speed Controls, 
Switches, andTimers —__¢°:, 


All models include matching switch plates 
and are UL Listed. 















— and 4CK05 have 134"H flanges. ag 
Speed Controls—fit single-gang box. Use 9 4cs49 
i Fits Duct Construc. Mfr. Item 
only with thermally protected shaded pole or | Size (in.) Flange Size (in.) Material Includes Brand Model No. 
permanent split capacitor motors. = | Roof Caps 
Note: Not for use with impedance protected motors. —— 3 in, 4 in 10%4x 11 Steel ene ue mie Broan 636 2C905 
Nos. 40254 and 6E898 feature constant voltage lead. Bird Screen. Built-In 
4Round 9% inx11%4 in Steel Backdraft Damper Dayton 45PE70 45PE70 
Switches—Use to control fans and lights. - ae Builtin Bird Screen wi 
ae ae 6 in 14% x 18% Steel Broan 634M 4YG79 
Fit single-gang box. No. 5C209 operates fan Cushioned Backdraft Damper 
and light together in On position, and can No. 6 Round 14%inx18%in Steel SoM Dayton 45PE69 45PE69 
continue fan operation up to 60 min. after SE830 | | Built-in Bird Screen, Built-in 
. . ; ; 8 in 15x 15 Aluminum . by: Broan 611 4CK02 
light is turned off. No. 5E830 is for use with = Flashing & Long Riser 
-a® ; Built-in Bird Screen, 
SensAire® ventilator No. 5E829. 8 in 15%x15% Aluminum Built-in Fashing, Long Broan 611CM 4CK03 
= Riser & 1% in Flange 
Timers—60-min. models have continuous = Built-in Bird Screen w/ 
aus 10 in 2744 x 18% Steel Broan 437 4YG76 
On position. Nos. 5C190, 6E902, 5C191, and | | eetrall anne 
6E901 fit single-gang box. Nos. 40544 and J 10%x10% 14% inx18%in — Steel Bapkdrafi Damper’ Dayton 45PE68 45PE68 
6E903 fit 2-gang box and are combination = . Built-in Bird Screen, 
mechanical timer/On-Off rocker switches 12 in 17% x17% Aluminum Ree ane Broan 612CM 4CKO05 
: ser 41n 
: . Built-in Bird Screen, Built-in 
a Bits — Hat anal i 12 in 20 x 20 Aluminum Flashing & Long Riser Broan 612 4CK04 
Speed Controls, 120V Wall Caps 
Ivory : Ivory Rotary, Adjustable 3 57V 4C331 3 or 4 Round 52%2 in x 5252 in Aluminum Built-In Backdraft Damper Dayton 45PE71 45PE71 
White White Rotary, Adjustable 3 57W 6E897 3 in, 4 in 6x6 Aluminum Built-in Backdraft Damper Broan 642 4C388 
ivory ivory Rotary, Adjustable 6 72 40254 3% x10% 5%6inx12%in Steel Bird Screen, Built-In avton 45PE72 45PE72 
White White Rotary, Adjustable 6 72W 6E898 aoa ame 
Switches, 120V 6 in 9x9 Aluminum Pee Bird Screen Per Broan 641 4C849 
Ivory Ivory Time Delay 8 64V 96209 ‘lt. 
White White Rocker, 4-Function 20 77DW 5E830 6 Round Qinx9in Aluminum eee cane Dayton 45PE74 45PE74 
White — Rocker, 2-Function — P2RW 55NMO01 altel 
: : 9 x 9 in, Built-in Backdraft 
White = Rocker, 3-Function = P3RW SONMO2 7 in 9x9 Aluminum Damper, Flange & Bird Broan 647  5E835 
Switch Timing Max. Mfr. Item Screen Shields Cap 
Color Type Range Amps Model No. 8 in 12%x13 Aluminum Built-in Damper Broan 643 4YG80 
Timers, 120/240V 8 Round 12°%4inx12%in Aluminum Built-In Backdraft Damper Dayton 45PE73 45PE73 
Ivory Adjustable Oto60 min. 20/10 o9V 90190 Steel With Gravity Dampers & 
White Adjustable Oto60min. 20/10 59W 6E902 10 in 13x13 Aluminum — collar w/ Bird Screen BfOan 441 «= 4YG77 
ivory Adjustable Oto15min. 20/10 61V 50191 Louvers Te uneuTeaar 
White Adjustable Oto15min. 20/10 61W 6E901 12 in 15x14% = Aluminum PUNE IN Dackorall Pamper Broan 613 4YG78 
& Bird Screen 
lvory Mechanical, w/ On/Off Switch 0 to 60 min. 20/10 63V 40544 
White Mechanical, w/ On/Off Switch 0 to 60 min. 20/10 63W 6E903 
BRGAN | \@ 
Ducting Accessories ~meenatere —— . sa 
Designed for 3" and 4" ductwork. Use to vent heat, moisture, and odors from Expandab e exib e Com- 
bathrooms, showers, and recreation rooms. —— Aluminum Ductwork Inside pressed (Mfr. tem 
Description REC nega ' 63 Model _No. = Internal/external temp. range up to 500°F a ae oe 
4" Dia. Metal Duct Connector, "Clamps, 4 to 3" : : i ; 
Roof Vert Kit, Reducer, 8 ft. Long x 4" Dia. Flexible Metal Ducting, RVKiA 3wegs | Made of strong, lightweight 0.005" aluminum gO tt 9513 5C201 
r cme No. 836 Root sack for Sg ous Da alloy. Can be installed within walls, wall chases, __& W2521 3XKO2 
; OT +: ili x . W5021 3XK03 
cut st Flexible Metal Ducting, Square Louvered Wall Vent WVK2A 3Wwege | OF Ceilings where inaccessibility requires a z 30° WHEqoe SKK 
TUAW we Rend Pe Rigid Pucting On Back, (2) Nylon Zip Ties ne 5COND durable duct. Use in ventilation equipment for —_— W5033 3XK05 
, : 
3 Vix 10"to 7" Round Transition Duct a{2H4MG71 | air and gas that is free of corrosive fumes or o W5041_3XK06 
4% x 18" Y to 10" Round Transition Duct 423 4TP55 | particles. UL Recognized (E60605). uth EEA 
8 x 12" to 12" Round Transition Duct 781212 5ZR17 12 W5057 3XK08 
Dryer Booster Fans Ft ar 
y | (eP) GERNLUND 2 fantech 
Use where dryer duct runs exceed 25 ft. equivalent. Fantech—Features a pres- a 


sure sensing switch, LED 
indicator display panel with 
50 ft. cable, temp. limit 
switch, mounting clamps, 
and 2 cleanouts for easy 
Tjernlund—dHandles up to 150 equivalent ft. of duct: straight duct installation and maintenance. 
length plus 5 ft. per elbow. Auto-syncs with clothes dryer. 6-ft. grounded 

plug. Horizontal or vertical duct connection. External motor and lintproof 

blower. ETL and C-ETL Listed, UL Listed. 





Soler and Palau—Feature totally enclosed motor with Class F insula- 
tion and backward inclined wheel to overcome extreme pressure in 
tough installations. No. 6XAR4 has attached pressure switch. No. 6XAR5 
has current sensor. Each includes mounting bracket. ETL Listed. 


; No. 
60JD36 





CFM @ Static Pressure Shown Housing Housing Duct Inlet Max. Mfr. Item 6XAR4 
0.000" 0.200" 0.400" 0.600" 0.800" 1.000" Voltage Dia. Height Dia. Dia. Watts Amps Brand Model No. 
153 cfm 130 114 97 84 80 115VAC 9%in 7%in 4in 4in 84W 0.7A Soler & Palau PV-100XPS 6XAR4 
153 cfm 130 114 97 84 80 115VAC 9Y%in 7%in 4in 4in 84W 0.7A Soler & Palau DBF-100XC 6XAR5 
160 cfm 140 120 114 105 87 |120VAC 14in 10%in 4in 4in 50W 0.53A — Tjernlund LB2 45EA67 
170 ~—-150 134 119 103 86 120 9'%ein 28%ein 4in — 83 0.75A  Fantech DEDPV-705 60JD36 
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HVAC & REFRIGERATION 
Replacement Fan Propellers 


Scan. Order. Done. 
Details on page A1. 





w ‘ 
Revo, Dayton 


REVOLUTIONARY AIR FLOW™ 


A/C Condenser Replacement Propellers B aurea 


= Rotation facing discharge 

= Embossed aluminum blades and spiders 
for strength and rigidity 

= Hub-type propellers have 2" bore and include _ 
set screws (hub on intake side) és: 

= Hubless propellers require interchangeable \ 
hex hubs (sold separately, this page) 

= For low static pressure applications 


For use with A/C condensers, heat pumps, heat exchangers, unit 
heaters, and power roof ventilators. OEM replacements for the 
aftermarket. Additional sizes available on Grainger.com®. For 
replacement condenser fan motors, see pages 44 and 53. 








No. 2RAU2 


CW ccW 
ROTATION | ROTATION 





CFM @ CFM @ 
Prop. Pitch Max. Min. 0. oar 0.300" Item Item 
Dia. (in. ) (Deg.) RPM HP SP No. No. 
Revoor Hub-Type Propellers with 12" Bore Dia. (Hub on Intake Side) 
ades 
14 36 1725 Va —_ 2022 2MTT2 — 
18 29 1140 % — 1565 2MIT7 2MTT8 
3 Blades 
18 20 1140 Ve — 1393 2MTV1 — 
18 2/ 1100 Ve 2204 _— 4DLJ2 4DLJ3 
20 26 1100 V5 2946 — 4DLJ7 _ 
22 20 1140 V3 — 3001 2MIV6 2MIV7 
22 Zi 1100 V3 4580 4DLK4 
24 1100 Sa 6341 — 4DLL5 — 
Revcor Hubless Propellers 
3 Blades 
18 29 1140 4 1998 2RAH/ — 
18 32 1140 Va _ 2148 2RAH9 2RAJ1 
24 24 1140 4 _ 0200 2RAL6 _ 
4 Blades 
10 33 1429 V5 — 920 2RAU2 — 
14 33 125 V3 — 1843 2RAX2 2RAX3 
16 33 129 a — 316/ 2RAY1 2RAY2 
22 23 1140 Ya — 3845 2RAZ6 2RAZ/ 
26 24 1140 1 _— 7099 2RCD2 
26 Zt 1140 1% —_— 7801 2RCD4 _ 
Dayton Hubless Propellers 
4 Blades 
18 33 1140 Va — 1834 4C890 40891 
20 29 1140 Va — 2934 40894 40895 
22 2/ 1140 2 — 3605 40898 4C899 
24 2/ 1140 Sa — DZif 40902 40903 
24 33 1140 1 _— 6066 40904 40905 
Bore No. of Item 
Dia. (in. Set Screws For Use With Includes No. 
Dayton Interchangeable Hex Hubs, Alloy Steel 
3 } Replacement Propellers for A/C Pretapped Holes with gas 
. Condensing Units 40886 to 40905 Mounting and Set Screws 
8 2 2A565 
Item 
Description No. 
Dayton Accessories 
Fan Blade/Wheel Puller, Fan & Wheel; Incl. 4 Jaws, Plastic Centering OPYL8 
Sleeve, Hardened Bolt, 4 Locking Bolts, Instructions 
Fan Blade Pitch Gauge 2PYL9 






No. 4M079 


No. 4YFF9 
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Shaded Pole C-Frame 


and Unit Bearing Motors 
= Max. ambient temp.: 40°C 


No. 
5JLL1 






No. 2PYP8 





Evaporator/Condenser 
Replacement Propellers 


= Propellers are individually retail packaged 
for easy identification and display 

= Rotation-facing discharge 

= For low static pressure applications 


Lightweight construction reduces wear on motor bearing and 
prolongs motor life. Additional sizes available on Grainger.com®. 


Propeller No. of Bore Recommended CFM@ Item 
Dia. (in.) Blades Dia. (in.) Motor HP 3000 rpm __iNo. 
Plastic Propellers, 200°F Max. Ambient Temp. 
CW Facing Discharge 
4 5 S16 Vo50 100 5JLL1 
° 4] A6 Yoo 150 SJLL/ 
CCW Facing Discharge 
4 9 V6 Y50 100 dJLL3 
CFM @ 
Propeller No. of Bore Blade Pitch 0.000" Reg. Item 
Dia. (in.) Blades Dia. (in.) Width(in.) (Deg.) SP  MotorHP_ No. 
Aluminum Hub-Type Propellers For Use with 3000 rpm C-Frame Motors 
CW Facing Discharge 
3 10 Si 2 24 60 Yoso _ 2PYP8 
4 10 S16 Va 30 300 Yiso _2PYNO 
9 10 Si % 30) 400 Yio. 2PYN/ 
Aluminum Hub-Type Propellers For Use with 1550 rpm STD Case Motors 
CW Facing Discharge 
7 5 V4 16 21 300 Yioo _2PYT5 
9 9 4 1% 20 500 Yio. _2PYT7 
10 i] 6 1% 30 600 Vo0 2MXY2 
12 D 6 2% 24 1000 Yoo 2MXX9 
14 2 2 3% a2 1400 V0 2MXX7 
CCW Facing Discharge 
10 9 6 1% 30 600 Yeo 2MXY3 
12 5 6 28 24 1000 Ve0 2MXY1 
Aluminum Hubless Propellers For Use with 1550 rpm Threaded Shaft Motors 
CW Facing Discharge 
9 9 Hubless 1% 20 900 Yios _—2PYT3 
CCW Facing Discharge 
8 J Hubless 1% 40 300 Yes _ 2PYT2 


“a 


For additional Shaded Pole C-Frame and Unit Bearing motors go to pages 38 and 39. 


C-Frame Motors—For use in small fans and blowers found in bathroom ventilators, range hoods, 
electric heaters, hair dryers, slide projectors, air cleaners, humidifiers, and refrigeration equipment. 
UL Recognized and CSA Certified. 


Note: This product is NOT SUITABLE for any unattended equipment (including built-in bathroom exhaust fans), unless the 


listed Thermal Protection is 1 Shot. 


Unit Bearing Motors—Use with commercial and industrial HVAC and refrigeration equipment, and 


other applications. 


Nameplate 

HP _ Motor Enclosure Design RPM 
C-Frame Motors, CWSE 
1/250 Open Air-Over 3000 
1/250 Open Air-Over 3000 
1/150 Open Air-Over 3000 
1/70 Open Alr-Over 3000 
1/70 Open Air-Over 3000 
Unit Bearing Motors, CWLE 
1/150 Totally Enclosed Air-Over 1550 
1/125 _ Totally Enclosed Air-Over 1550 
1/83 _ Totally Enclosed Alr-Over 1550 
1/83 _ Totally Enclosed Alr-Over 1550 


Motor Motor Length 
Thermal Mounting Shaft Shaft Less Item 
Voltage _ Protection Type Dia. Length Shaft No. 
Impedance with ‘ , ‘ 
115 One-Shot Backup Stud Ve 1 1% 4M068 
Impedance with 1 1 1 
230 One-Shot Backup Stud He 1 1% 4M069 
Impedance wit ; hf 1 
115 One-Shot Backup Stud Ve 1 1'V6 4070 
115 One-Shot Stud Vie" il iM 4M073 
120 One-Shot Stud Ve. 2 1%" 4079 
115 Impedance Rear/Double Foot 4" ¥;" 245 4YFF7 
115 Impedance Rear/Double Foot 4" Ve 298" 4YFF9 
115 Auto Rear/Double Foot 4" es 298" 4YFG2 
230 Auto Rear/Double Foot 4" Ya" 298" 4YFG4 


Find even MORE on Grainger.com® 
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GRAINGER CHOICE® HVAC & REFRIGERATION 
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* 
Air Circulator and Exhaust Fan 








= ~ 
Aluminum Replacement Propellers 4 
= No. of blades: 3 j err 
= CW rotation facing discharge : 2 ° 
= Embossed aluminum blades and spiders for strength and rigidity / 
= Hubs include set screws (hub on intake side) / | 
= Suitable for low static pressure applications 
Note: Air deliveries based on standard test codes of AMCA. When used in system over 0.250" SP, Required Required 
increase motor HP to next larger size. Prop. CFM @ HP @ HP @ Bore 
Dia. 0.000" RPM Higher RPM Lower Dia. Pitch Item 
Required Required (in.) SP High RPM Low RPM (in.) (Deg.) No. 
Prop. CFM@ HP @ HP@ __ Bore 3220/2128 1725 Y 1140 Ys %, 17 20365 
Dia. 0.000" RPM Higher RPM Lower _ Dia. Pitch — Item 99 3/66/2489 1725 % 1140 Ao %, 20 20368 
(in.) SP High RPM Low RPM (in.) _(Deg.) _No. 3220/2128 1725 Y 1140 As % 17 40462 
833/584 1550 Yao 1050 Foo Ae 25 20354 3766/2489 1725 % 1140 Ao % 20 20367 
42 928/629 1550 Ys 1050 Fo Ae 28 20356 3573/2361 1725 Vy 1140 Ya % 11 20370 
1087/737 1550 Yo 1050 Yeo %, 33. 20683 3908/2736 1500 Y, 1050 Az % 1440231 
1458/963 1725 % 1140 Yo %, 40 _—-40348 24 5723/3782 1725 % 1140 % % 18 «20372 
16 2390/1543 1725 % 1140 V7 Vp 2620359 3908/2736 1500 Y 1050 Az % 14 -4C464 
2335/1543 1725 ¥ 1140 47 % 26 4C460 5723/3782 1725 % 1140 % % 18 20373 
1g 3082/2037 1725 VY, 1140 Ap Y, 2320361 39 6122/4556 1075 % 800 7 % 20. 40457 
3408/2252 1725 Y; 1140 Ai % 2620363 7657 1075 Ys — % 2430380 * 


* 3/32 keyway. Hub is full arc welded to spider. 


Cast Aluminum *;=755 
Heavy-Duty 
Replacement Propellers 


Spark resistant and designed to exhaust 
combustible materials and fumes in agricul- 
tural or industrial hazardous locations. CW 
rotation facing discharge. Statically balanced 
propellers. 12" and 30" models are 1-piece 
castings. 16" to 24" models are multipiece 
construction. 2" bore has no keyway. %" and 
34" bores have %6'W x 342"D keyway. Max. 
temp.: 200°F. 





CFM@ Req. Yo" BORE | ¥%" BORE | %" BORE 
Propeller A B 0.000" Motor Max. No. of Item Item Item 
Dia. (in.) (in.) (in.) SP HP _ RPM_Blades No. No. No. 
16 15% 2% 2660 WA 125 4 3GTE8 3GTF6 





18 7% 2%6 2840 VA 1725 
7% 2%6 3410 Vs 1725 
19% 2%6 4580 2 1725 
234 2% 3990 ve 1725 


3GTE9 3GTF/ 
3GTF1 3GTF8 
3GTF3 3GTF9 
3GRE9 3GTG1 
3GTF4 3GTG2 


No. 10W884 


Rev Core, 


REVOLUTIONARY AIR FLOW™ 


oOohHBHHHALH 






24 23% 2% 5300 4% 1725 — — 3GRE8 
Heavy-Duty 303010030108 =— 36h 
Replacement 
Propellers * 
= CW rotation facing discharge 
= Galvanized steel blades with steel spiders No. 2MVX5 
Sick set screws Industrial/Commercial 
Designed for applications that require high air flow at low static pressures. Air Circulator 
COMMERCIAL & INDUSTRIAL Replacement 


For air conditioning, ventilation, air handlers, cooling towers, large unit heaters, Propellers 
and agricultural applications. 


Propeller Bore No. of Item 
Propeller Bore No. of Hub Item Dia. (in.) Dia. (in.) HP RPM Blades For Use With No. 
Dia. (in.) Dia. (in.) Pitch HP RPM Blades _ Location No. 18 ” he 1500 3 2LY93 2MVX5 
Belorive” 200 44195 3 ACHE aHz40 
Belt-Drive 8 4 
% Zo Vp 600 4 Discharge 4GMP2 Vp _— 1800 3 1ZCN8, 4VAC7 2ATW1 
36 1 Z2h.0° Vp 600 4 Discharge _4GMP3 Y 4 1075 2 30685 4HZ11 
1 32" Vy 600 6 Discharge 4GMP8 ~p Vy 1075 4 30215 4HZ05 
42 vf y 30 ae 3 jitake ie 24 x % 1725 2 40021 4HZ06 
4 % ¥; 825 3 1YNW3 23NU03 
48 4 26.9" 1 600 4 Discharge _4GMR1 oh ai 1725 9 30218 4HZ04 
; ih ; 800 ge ee a % 1100/9003 2LY97 & 2MAT0 2MVX8 
29 1 
Propeller Pitch Req. Max. 0.000" No. of Item ee - a3a ; ay ae SaHUTG 
Dia. (in.) (Deg.) Motor HP RPM SP Blades No. % y), 1075 D) 30686 4HZ03 
Commercial & Industrial 30 5 7) 1075 5 3C919 4HZ07 
Requires H Type Taper Lock Bushing a a 
24 38 294 1450 11,165 6 {owse4 8 3 800 3 TYNW4 23NU04 
99 { {14 304 4 {0W879 3 WY 800 3 2RDZ2 23NU10 
30 30 1 Hib aoa 4 ean 43/64 4 1100/900 3 1RWB4A & 1RWB5A 2MVX9 
38 3M 1140 16,701 6 10W885 = 1 890 3 TYNW7 23NU07 
36 38 24 850 18.417 4 10W882 36 Yo Ya 1100 3 3PEG9, 3PEH2 2ATBD5 
38 3% 850 21,250 6 10W886 % Vv 850 3 TYNW5A 23NU05 
48 38 8% 700 43,400 6 10W887 42 % V; 850 3 2RDZ4 23NU12 
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Disconnect | No. of Max. Item 
Switch Type; Poles HP No. 
NEMA 1 2 2  1H400 





Centrifugal fDayton] a. 


Belt-Drive 5 — HOB 

Upblast Exhaust Ventilators ee a 

des esgl ACCESSORIES 
=» Aluminum, backward-inclined, nonoverloading Shaft Nonkitchen | Ventilated UL 762| — Nonventilated 
centrifugal wheel design oe ae Dimensions Damperstt en hoot clits . ae : 

, . ee ee ixe j. ixe j. em 
aes a ae bia end A ec Size (in.) Item No. Item No. Item No.| ItemNo. ItemNo.| No. 
= Max. inlet air temp.: xhaust Ventilators Without Drive Package** 

Air handli i Bead t min. L10-100.000 h 11" 19" 247%" 25%" 173° | 12X12 4HX64 | 4HX54 4HX61 | 2RB75  27V82 |20FT14 
= Air handling quality Dearings meet min. LIU-1UY, Wve 19" 2474" 25¥8" 17%" | 12X12 4HX64 | 4HX54_ 4HX61 | 2RB75 —_-2Z2V82_|16D522 
Fy ip ral gh tear se eee eee ee a 

; ( : 2 8 8 8 

ei eae ae bape oe 134 09° OAT 95V— 1795" | 15x15  4HX65 | 4HX55  4HX61. + ORB76 22782 | 4YY15 

illow block for 181" wheel dia. and larger . | 4 599" 987%" 96%" 19%" | 15X15  4HX65 | 4HX55 4HX61 2RB76  27V82 16D524 
a Fe mibled units: sealed pill g 14% 96" 287% 26% 19% 19x19 4HX66 | 4HX56  4HX62 2RB77  27V83 | 4YY16 

ieee = re ‘ sai Seale ie ; 16% or za ais 19% 15X15  4HX65 | 4HX55  4HX61 | 2RB/6  27V82 |16D525 
ock up to 6" wheel dia., regreasable pillow : 6" es 19%" | 19x19 4HX66 | 4HX56 4HX62 | 2RB77 2ZV83 | 4YY17 
sige aee ry heel di ad ‘ah : P 18%" 30" 35%" 34%" 21" | 23x23 4HX67 | 4HX57 4HX62  2RB79  27V83 | 4YY18 

UL and C-UL 762 Listed Restaurant Exhaust Apol a a 
= UL and C- isted Restaurant Exhaus iances 0" ry o" 25%" | 27x 27 5 4 

PP soy | 1 Ad" 50" 40" 29" | O7 X27 AHX68 | — = 24860 2784 16D526 
Designed for use in restaurants, schools, and commercial and | 42" 50" 40" 29%" | 35x35 4HX69 | 4HX59 4HX63 | 2RB81 2785 AYY21 
industrial applications to exhaust contaminated air from kitchen 360 1% | AG 8% 4% 29%i6 | 39X39 _4HIX70 | 4HX60_ _4HX63 | 2RB82_ ——2ZV85_| AYY22 


High-Pressure Exhaust Ventilators Without Drive Package** 
range hoods up and away from roof. 1-pc. rolled aluminum wind- 443" 26" 28%' 26%' 19%" | 19x19 4HX66 | 4HX56 4HX62 | 2RB77 22V83 | 2RB66 
band is fully welded to base for virtually leakproof seal between 16% | 4 | 26° 28% 2678 19%" | 19x19 AHiX66 | AtiXo6 _A@HX62 | 2RB// __2ZV83_ | IMBFT 


, 181%" 30" 35%" 28%" 21" | 23x23 4HX67 | 4HX57 4HX62 | 2RB79  3C438 (52CD32 
the ventilator and the mounting surface. Internal steel support 21 A ; 30) 3576 aay ra 23 x 23 4HX67 4HX87 4HX62.| 2RB79. 27V83_ | 1MBF2 
p' : ; 4" 33%" 2514" | 27x27 X58 4HX63 | 2RB80 30438 52CD34 
braces and a Tully rolled windband dramatically increase the 30%" 40" 50" 36". ~=—- 29" '| 27x27 4HX68 | 4HX59 4HX63 | 2RB81 30438 52CD35 
Ce a acialiee _ = we 2474" 284" 17%" | 12x12 4HX64 | 4HX54 4HX61 | 2RB 2ZV82 | 20FT09 
H H Ue 4" f 8" X 5 15 
Motor, drive frame, and wheel are isolated from the mount it 99" 9474" 95V6" 1795" | 15x15 4HX65 | 4HX55 4HX61 | 2RB76 _22V82 | 1MBE7 
ing base by independent neoprene studs—no metal-to-metal 13% 22. oT zi re iE ie sins shes ae ate 282 IMBES 
H H " g" 8" 8" X 
contact, greatly reducing overall noise. Motor compartment en 26° 2874" 2696" 1996 | 19x19 4HX66 | 4HX56  4HX62 | 2RB77  22V83 | 3ATT9 
is isolated from the contaminated air stream and is cooled by 26 _ Ais a EG ee lines ee ii ae TAM 
H H H H H : 8" 8" 8" X 
outside air that is pulled in through an oversized breather tube 56" OB 74" OBI" 19%" 19x19 AHX6G- | AHX5SG AHX6DORB77~— 0783 1 MBEO 
by the spinning action of the wheel. Motors, sheaves, and belts 16%" | %' is 2878 isi i Ee aBX66 4HXS6 ih Ait Als sATU2 
; "2874" @' g" X 5 77 
are packed separately when unassembled ventilator with drive 30° 3534" 343" 1" 3x23 AHXB7 | AHX5S7 4HXG2 | ORB79O7V83 SATUA 
package is ordered. 181" 30" 35%" 34%" 21" | 23x23 4HX67 | 4HX57 4HX62 | 2RB79  2ZV83 | 3ATUD5 
30" 35%" 34%" 21" | 23x23 4HX67 | 4HX57 4HX62 | 2RB79 2ZV83 | 3ATUG 
Note: NFPA 96 requires the use of a ventilated roof curb, grease trap, clean-out 30" 35%" 34%" 21° | 23x23 4HX67  4HX57  4HX62 2RB79 97V83 | 5PVO7 
port, and hinge kit in restaurant applications; for NFPA 96 accessories, see page 30" 35%" = 34%" 21" | 23x23 4HX6/ | 4HX5/ = 4HX62 2RB/9 2ZV83 | 3ATU7 
2962. 214" 30" 35%" 34%" 21" | 23x23 4HX67 | 4HX57 4HX62 | 2RB79 2ZV83 | 3ATU8 
30" 35%" 34%" 21" | 23x23 4HX67 | 4HX57 4HX62 | 2RB79  2ZV83 | 5PVO8 
WARNING: Do not use a damper in any kitchen installation. 34" 42%" 39%" 25%" | 27x27 AHX68 | 4HX58 4 HX63 2RB80 2ZV84 | 3ATU9 
; i: . — 24 V5" 34" 4234" 39014" 25%" | 27x27 4HX68 | 4HX58 4HX63 | 2RB80 22V84 | 3ATVI 
High-Pressure—Specifically designed for applications that have | 84" Aaya" 39V2' 25%" | 27x27 4AHX68 | 4X58 4HX63 | 2RB8O_ __—-2ZV84_ | SGY73 
nigh static pressure 3014" 42" 50" 40". 29%" | 35x35 4HX69 | 4HX59 4HX63 | 2RB81 2ZV85 | 3ATV2 
Ign s p 42" 50" 40". 29%" | 35x35 4HX69 | 4HX59 4HX63 | 2RB81 2ZV85 | 3GY74 
COMPLETE WITH DRIVE PACKAGE, | COMPLETE WITH DRIVE PACKAGE, 
UNASSEMBLED** ASSEMBLED** WITHOUT 
Single-Phase Motors| 3-Phase Motors |Single-Phase Motors) 3-Phase Motors DRIVE 
Sones@| 115/208-230V 208-230/460V 115/208-230V 208-230/460V PACKAGE** 
Wheel CFM Air Delivery @ Static Pressure Shown* Motor Max. 0.250" SP Item Item Item Item Item 
Dia. | 0.000" 0.250" 0.500" 0.750" 1.000" 1.500" | HP RPM BHPt @5ft.# No. No. No. No. No. 
Exhaust Ventilators 
7" | 833 665 408 — — — % 1140 0.07 6.3 7DF66 — — — oOFTIA 
1260 1156 1041 918 759 — % 1725 0.25 134 7DF67 — 20FT09 — 
1413 = 1313«=«1189°=S«=«*1056~—S—=«CGT — % 1660 0.26 °# 12.0 7AX02.—s¢: — — — 160522 + 
sive 15491459 135012341106 — % 1820 0.35 13.4 7AX03—s ¢ — — — 
1413 -1313~«=«d1189~=S=«*1056~—S—~=«CCGT — % 1660 0.26  °# 12.0 7A593 — — — AYY14 
1549 1459 1350 1234 1106 — % 1820 0.35 13.4 7A594 — 1MBE7 —_ 
1665 1528 1398 1224 968 — % 1410 0.26 # 12.2 7AX04—s ¢: — — — 
12%" | 1824 1699 1580 1441 1262 — % 1545 0.34 14.0 7AX05 = ¢ — — — 160523 + 
2037-1923. 1816 =6 1710 = 1571S 1176 | % §=©1725 048 16.7 7AX06 = ¢: 7AX07__ t+ — — 
1790 1629 1458 1201 — — % 1305 «(0.26 ~=—«*13.9 7A615 — — — 
13%" | 1968 1822 1671 1479 1198 — % 1435 035 15.1 7A616 — — — AYY15 
2256 2128 2001 1864 1684 — % 1645 052 174 7A617 7A690 1MBE8 — 
2001 1793 1515 998 — — % 1105 0.26 #106 7AX08 —¢: — — — 
2192 2006 1773 1443 — — % 1210 034 11,7 7AX09—s ¢ — — — 
2518 2362 2174 #1949 1648 — % 1390 0.52 14.2 7AX10—s ¢ 7AX13 — — 160524 + 
2889 2757 2602 2430 2225 1568 | % 1595 0.79 18.5 7AX11—s ¢ 7AX14 t¢ — _ 
3125 3005 2865 2711 2539 2085 1 1725 1.00 22 7AX12_— ¢ 7AX15 — — 
14%" | 2001 1793 1515 998 — — % 1105 0.26 #106 7A618 — — — 
2192 2006 1773 1443 — — % 1210 034 11,7 7A619 — — — 
2518 2362 2174 1949 1648 — % 1390 0.52 142 7A620 7A691 3ATTS — AYY16 
2889 2757 2602 2430 2225 1568 | % 1595 0.79 18.5 7A621 7A692 5PV06 — 
3125 3005 2865 2711 2539 2085 1 1725 1.00 22 7A622 7A693 3ATT9 — 
3125 3005 2865 2711 2539 2085 1 1725 1 PD, — — — SATU 


* Performance certified is for installation type A: free inlet, free outlet. { Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A: 
free inlet hemispherical sone levels. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. Smaller base. ffNonkitchen dampers are not for use with 


any kitchen exhaust applications. | CONTINUED | > 
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Daytona: 
Centrifugal Belt-Drive ee 7 
Upblast Exhaust Ventilators [2 








COMPLETE WITH DRIVE PACKAGE, COMPLETE WITH DRIVE PACKAGE, 
ASSEMBLED** 


UNASSEMBLED** WITHOUT 
Single-Phase Motors | 3-Phase Motors | Single-Phase Motors) 3-Phase Motors DRIVE 
Sones @ 115/208-230V 208-230/460V 115/208-230V 208-230/460V PACKAGE** 
Wheel CFM Air Delivery @ Static Pressure Shown* Motor Max. 0.250" SP Item Item Item Item Item 
Dia. | 0.000" 0.250" 0.500" 0.750" 1.000" 1.500" | HP RPM _ BHPt @O5dft.# No. No. No. No. No. 
Exhaust Ventilators (Cont.) 
2019 «=21// = 1744 — — — 7 6/5 0.26 10.1 7AX16 + _ _— _— 
2774 =2477 = 2109 =~: 1584 = — % 965 0.35 11.5 TAX17 ft — _— — 160525 + 
3191 2941 2641 2297 #1770 — % 1110 0.54 14.2 7AX18 ¢ 7TAX21—¢ _ _— 
3636 3426 8=93172 = 2894 = 2583 — a 1265 0.79 id 7AX19 + TAX22¢ _ _ 
1614" 3996 = 3806 = 3584 3340) ~=— 3078 ~=—— 2394 1 1390 1.05 21 7AX20 $ 7AX23_—t¢ _ _ 
2015 =21// = 1744 — — — i) 8/5 ~—s-: 0.26 10.1 7YRO05 — — — 
2774 =2477 ~— 2109 =: 1584 = —= % 965 0.35 us 7A623 — — — 
3191 2941 2641 2297 #1770 — % 1110 0.54 14.2 7A624 7A694 _ _— 4YY17 
3636 3426 3172 82894 =. 2583 — Ya 1265 0.79 17 7A625 7A695 3ATU2 _ 
3996 =3806 = 3584 33840 = 3078 ~=—— 2394 1 1390 ~=—-:1.05 21 7A626 7A696 1MBE9 3ATU3 
2815 2448 1/63 — —= = i) 7450.26 8.1 7YR06 — — — 
3098 2759 2257 — — _ % 820 = 0.34 10.0 7A627 _ _ _ 
3551 = 3243, 2879 = 2363 = = 940 80.52 13.1 7A628 7A697 _ _ 
18%" | 4061 3786 3554 3141 2652 — Ya 1075 ~=—(0..78 15.8 7A629 7A698 3ATU4 — 4YY18 
4477 = 4224 = 4005S 3703) = 33336 = 1 1185 = 1.04 ie 7A630 7A699 5PVO7 _ 
91388 §=6 4918S 4710 = 4538242382 = 3587 1% 1360 1.58 22 7A631 7A700 3ATU5 3ATU6 
9648 5443 5254 5082 4921 4313 Pa 1495 2.10 27 _ 7A701 _ _ 
3403 26/5 = _ — _ 7) 605 = 0.26 6.7 TYRO7 _ _ _— 
3740 3096 2073 — = = % 665 0.35 8.1 7A632 _ — — 
4275 3718 3048 — — _ Vp 760 = 0.52 10.9 7A633 7A702 — — 
21%" | 4922 4439 3922 3240 = = Ya 875 ~—s 0.79 15.2 7A634 7A703 — _— 4YY19 
5400 4958 4508 3985 3169 — 1 960 1.04 17.7 7A635 7A704 3ATU7 _ 
6187 5798 85421 5006 4529 — 1% 1100 1.57 23 7A636 7A705 5PV08 _— 
6806 6451 6108 5748 5350 4289 2 1210: 2:10 20 —_ 7A706 _ 3ATUS 
4216 3188 = = = = i) 465 0.26 6.3 TYRO8 _— — — 
4623 3717 _ = — _ % 510 = 0.34 (3 7A637 _ _ _— 
9303 4540 3565 — = = ) 985 = 0.52 9.5 7A638 7A707 _ _— 
DAY" 6074 5461 4659 3524 — _ Ya 670 = 0.79 12.8 7A639 7A708 _ _— 4YY20 
6663 6133 5409 4618 = — 1 igo 1.04 15:9 7A640 7A709 _ _— 
7660 7184 46615 6002 5282 — 1% 845 1.0 18.6 7A641 7A710 3ATU9 _— 
8431 7985 7536 6953 6375 4324 2 930 2.10 23 — TA711 _— 3GY73 
9519 9107 8775 8267 7766 6672 3 1050 3.00 31 _ 7D491 _ 3ATV1 
6835 5660 — _ = = % 420 = 0.52 res TAX25 + TAX29— tf _ _ 
7811 6844 5440 = = = Ya 480 0.77 9.9 7TAX26 ft 7AX30—f _— — 
8625 7772 6636 — — — 1 530 1205 12.2 TAX27 + 7AX31— sf _— _ 
9845 9127 8226 7084 = = 1% 605 1.59 15.7 TAX28 a 7TAX32— of _— — 16D526 «t+ 
10,822 10,193 9411 8495 7271 =e 2 665 2.07 18.6 _— 7AX33— sf _— — 
12,449 11,904 11,273 10,554 9743 7352 3 foo. “2.15 23 _— 7AX34 sf _ _ 
14,727 14266 13,788 13,223 12,614 11,191 4] 905 5.21 32 _ 7AX35_ sf —_— — 
30%" | 5940 4464 = — — = % 365 =: 0.34 Df 7TYRO9 — — — 
6835 5660 = _ — _ Vp 420 ~=0.52 {a 7TA642 TA712 _— —_ 
7811 6844 5440 — — = Ya 480 0.77 9.9 7A643 TAT13 — — 
8625 7772 6636 — — — 1 530 1.05 12.2 7A644 7A714 _ _— AYY21 
9845 9127 8226 7084 —= — 1% 605 1.50 10.7 7A645 7A715 — _— 
10,822 10,193 9411 8495 7271 _ 2 665 2.07 18.6 _ 7A716 _ _— 
12,449 11,904 11,273 10,554 9743 7352 3 foo. 3.15 23 — TAT17 _— 3GY74 
14,727 14266 13,788 13,223 12,614 11,191 5 905 5.21 a2 _ 7A718 _ 3ATV2 
8631 6/55 — _ _ = Va 32. 0.52 6.0 TYR10 — — — 
10,789 9426 7575 _ — _ 1 400 1.02 11.1 7A647 7A720 _— —_ 
36" 12,408 11,281 9814 7809 = — 1% 460 130 15.8 7A648 7A721 _ _— AYY22 
13,621 12,602 11,359 9878 — — 2 505 = 2.06 19.8 — 7A722 _— _— 
15,644 14,769 13,783 12,597 11,287 — 3 980 =: 33.13 23 — 7A723 _— — 
18,611 17,884 17,115 16,236 15,243 12,985 5 690 5.26 28 _ 7A724 _ _ 
COMPLETE WITH DRIVE 
PACKAGE, UNASSEMBLED** 
Single-Phase Motors| 3-Phase Motors | WITHOUT DRIVE 
Sones @ 115/208-230V 208-230/460V PACKAGE** 
Wheel CFM Air Delivery @ Static Pressure Shown* Motor Max. 0.500" SP Item Item Item 
Dia. 0.500" 0.750" 1.000" 1.250" 1.500" 1.750" HP RPM BHPt @ 5 ft.# No. No. No. 
High-Pressure Exhaust Ventilators 
1016 920 798 642 = = 7) 1465 0.26 14.2 7M7U1 — 
443)" 1146 1063 965 846 704 — % 1605 0.34 15.2 7M7U2 — ORBGG 
1363 1292 1219 1137 1042 924 Vp 1845 O42 17.0 7M7U3 7M7U5 
1592 1536 1473 1409 1341 1262 V4 2110 0.78 19.8 7M7U4 7M7U6 
2053 1897 1724 1513 = = Va 1340 0.52 14.4 TYR13 TYR14 
16%" 2433 2301 2165 2015 1855 1638 Ya pao 0.74 18.1 7YR15 7YR16 1MBF1 
2722 2611 2488 2365 2228 2082 1 1690 1.05 21 7TYR17 7YR18 
2104 1688 — — _ — A) 1725 0.35 10.8 65DG57 — 
2581 2023 1933 — = — Vp 1725 0.53 14.1 65DG58 65DG62 
18 3063 2868 2626 — 1854 _ V4 1725 0.78 15.4 65DG59 65DG63 52CD32 
3441 3261 3075 = 2023 — 1 1725 1.04 19.0 65DG60 65DG64 
4035 3884 3728 — 3376 — 1% 1725 1.57 24.0 65DG61 65DG65 
4495 4369 4226 = 3945 —= 2 1745 2.08 28.0 _ 65DG66 
3397 3067 2637 - — — a 1010 0.79 14.5 7YR20 TYR21 
3851 3561 3242 2806 — _ 1 1110 1.04 16.9 TYR22 TYR23 
21%" 4558 4312 4055 3789 3433 2944 1% 1270 1.56 22 TYR24 7TYR25 1MBF2 
5110 4898 4674 4436 4195 3880 1400 2.09 24 _— 7TYR26 
9943 9779 9081 9385 9182 4971 3 1600 alld 29 _ TYR27 
3105 2405 — — — — YW 1725 0.01 9./ 65DG6/ 65DG71 
3902 3427 2716 — = — V4 ig2a 0.78 13.4 65DG68 65DG72 
24" 4459 4075 3578 — —_ — 1 1725 1.05 15,0 65DG69 65DG73 52CD34 
5281 4988 4642 = 3674 — 1 2a 1.57 19.1 65DG70 65DG74 
9920 9678 9390 — 4679 _ 2 1725 2.10 23.0 _ 65DG75 
3639 = = _ — = % 1f25 0.52 8.0 65DG86 65DG90 
4788 3651 — — — — V4 1725 0.78 10.5 65DG87 65DG91 
5949 4731 —= — = — 1 1725 1.03 12.6 65DG88 65DG92 
301%" 6741 6149 5390 — _ — 1% 1725 1:57 16.3 65DG89 65DG93 52CD35 
7613 7107 6535 = 4684 = 2 1725 2.09 18.8 — 65DG94 
9014 8603 8150 _ 7062 — 3 1725 om) 23.0 — 65DG95 
10,909 10,570 10,222 = 9455 = 5 1725 Dl? 36.0 _ 65DG96 


* Performance certified is for installation type A: free inlet, free outlet. { Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A: 
free inlet hemispherical sone levels. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. # Smaller base. f{fNonkitchen dampers are not for use with 
any kitchen exhaust applications. 
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amca 
CERTIFIED 
RATINGS 


Centrifugal Direct-Drive Ss 
Upblast Exhaust Ventilators : 


» Aluminum, backward-inclined wheel 
= Motor, drive frame, and blower wheel isolated from mounting base 
= Motor compartment isolated from contaminated air 
= NEMA 1 junction box in motor enclosure (Hazardous 
units have NEMA 7 & 9 disconnect switch) 
= UL and C-UL Listed 
Note: Additional sizes available on Grainger.com®. Speed controllers available for 115V units only; see page 2955. 


For kitchen application, check with local code authorities for minimum duct velocities. Do not use dampers in any 
kitchen application. NFPA 96. 














Roof-Mount 








EG Motor—Electronically commutated motor can provide up to 60% energy savings. 
Potentiometer dial on motor allows speed control down to 80%. Optional speed controls allow 
manual fan speed adjustment from remote location; see page 2955. 


3-Speed—Speed controllable on any RPM providing 30% useable turndown. UL 705 Listed 
for Power Ventilators. 


1-Speed—uUL 762 Listed Restaurant Exhaust Appliances (YZHW), except hazardous units. 





























Wall Opening 



































Wall-Mount (Round Mounting Plate Incl.) 








RECOMMENDED ROOF CURB 
Roof-Mount Dimensions | Ventilated UL Nonventilated 
Wheel 762 Kitchen 12"H Wheel Wall-Mount Dimensions 
Roof-Mount Item No. Dia. A B C D Fixed Item No. | Fixed Item No. Wall-Mount Item No. Dia. A B C D 
5DVN6* 5DVN8* BY" | 17% 18%" 13%" 113" — 2RB/5 5DVN7* 5DVN9* BY" | 1494" 18%" 13%" 11%" 1194" 
480179* ich 19") 21") 13%" 11%" — 2RB/5 480184* 1" [7A 21 138%" 114%" 15° 
5DVP0* 5DVP4* 4801 79* i 19° 21") 13%" 11%" — 2RB/5 5DVP1*,5DVP5* W171" 18%" 11%" 15" 
5DVP6* ill 19° 21") 15%" 133%" — 2RB/5 5DVP7/* 11 177% 21" 15%" 13%" 15" 
20F1T10,20FT11 ae 19" 24%" 284" 1738" 4HX54 2RB/5 20FT12,20FT13,20UD15 11" 19%" 24%" 22" 17%" — 16%" 
52CD36 ih 19" 247" 22" 1738" 4HX54 4HX46 52CD39 11" 19%" 24%" 22" 17%" — 16%" 
4HZ40,4HZ41 ,5DVR2 a 22° 24%" 22" 17%' 4HX55 2RB/6 4HZ42,4HZ43, 6KWHI,6KWJ3* = 11" | 19%" 24%" 22" 17%" — 16% 
480180 12%" | 19° 247%" 284" 173" 4HX54 2RB/5 480185 124%" | 19%" 24%" 28Ys" 17%" 16%' 
5DVP8 12%" | 22" 247%" 23%" 17%" 4HX55 2RB/6 5DVP9 12%" | 193%" 24%" 23%" 17%" 16%' 
480181,36WG/6 13%" | 19" 24%" 28V4" 173" 4HX54 2RB/5 480186,36WG80 13M%" | 193%" 24%" 28Y4" 17%" 16%' 
4HZ244.4HZ245 13M%" | 22" 247" 23%" 17%" 4HX55 2RB/6 4HZ46,4HZ47 13M%" | 193%" 24%" 23%" 17%" 16%' 
4HZ48,4HZ49, 5DVR3 36WG/7/ 1454" | 26" 28%" 24%" 19%" 4HX56 2RB// 4HZ50,4HZ51,6KWJ0,36WG81 91434" | 223" 28%" = 2434" 19%" 193" 
52CD3/ 1454" | 26" 28%" 24%" 1938" 4HX56 4HX48 52CD40 1454" | 22Y" 28%" 244s" 19%" 193! 
4HZ52,4HZ53,5DVR4,6KWH/,36WG/8 16%" | 26° 28%" 27%" 19%" 4HX56 2RB// 4HZ54,4HZ55, 6KWJ1,36WG82 = 16%" | 223" 28%" 2434" 19%" 19%" 
52CD38 16%" | 26° 28%" 27% 19%" 4HX56 4HX48 52CD41 16%" | 22%" 28%' 24%" 19%" 193%! 
480182 36WG/9 18%" | 30° 35%" 28%" 21" 4HX57 2RB/9 480187, 36WG83 18%" | 27%" 35%" 28% = 21" 25° 
4HZ56,4HZ57, 6KWH8 18%" | 30° 35%" 28%" 21" 4HX5/ 2RB/9 4HZ258,4HZ59 18%" | 27%" 35%" =28%' 21" 25: 
5DVRO 21%" | 30° 35%" 28%" 21" 4HX5/ 2RB/9 5DVR1 21%" | 279s" «35% = 28%" 21" 29° 
ROOF-MOUNT | WALL-MOUNT | ROOF-MOUNT | WALL-MOUNT 
Sones @ | 1-Phase Motor | 1-Phase Motor | 1-Phase Motor | 1-Phase Motor 
0.250" 115V 115V 208-230V 208-230V 
Wheel CFM Air Delivery @ Static Pressure Shown** Motor Max. SP @ Item Item Item Item 
Dia. 0.000" 0.125" 0.250" 0.375" 0.500" 0.750" 1.000" |MotorHP RPM BHP 5 ft.# No. No. No. No. 
EC Motor, Variable-Speed, For General Clean Air with Inlet Temps. up to 130°F 
450 324 — — — — — 860 0.02 — 
a li 596 505 395 — — — — % 1140 0.04 46 480179 480184 — — 
903 842 782 722 652 420 — 1725 0.12 9.4 
EC Motor, Variable-Speed, For Contaminated Air with Inlet Temps. up to 300°F 
132 625 481 — — — — 860 0.04 0.6 
1v 970 897 806 707 — — — WA 1140 0.09 6.5 5DVR2 6KWH9 — — 
1468 1422 1373 1315 1255 1129 970 1725 0.29 12.5 
419 350 — 1300 0.067 
11" — — — — 688 610 520 Vp 1900 0.21 — 52CD36 52CD39 — — 
977 929 878 2500 0.48 
1015 905 781 581 — — — 860 0.06 5.6 
12%" 1346 1261 1180 1091 981 — — Yp 1140 0.14 8.2 480180 480185 — — 
2037 1979 1923 1869 1816 1710 1571 1725 0.48 16.7 
1180 1057 914 675 — — — 860 0.08 7. 
13%" 1564 1471 1379 1280 1144 — — V4 1140 0.17 11.8 480181 480186 36WG76 36WG80 
2366 2305 2244 2183 2122 1994 1838 1725 0.60 18.4 
1902 1800 1680 1540 1372 — — 1050 0.22 9.8 
1454" 2355 2277 2186 2086 1979 1717 1269 v4 1300 0.43 12.8 5DVR3 6KWJO 36WG77 36WG81 
2808 2743 2671 2594 2509 2329 2110 1550 0.72 17.5 
833 700 492 1275 0.017 
1454" — — — — 1256 1178 1098 7 1725 0.43 — 52CD37 52CD40 — — 
1669 1617 1o07 2200 0.89 
1581 1303 — — — — — 550 0.07 — 
16%" 2472 2015 2126 1918 1680 — — v4 860 0.25 9.9 5DVR4 6KWJ1 36WG78 36WG82 
3277 3161 3035 2896 2745 2421 1983 1140 0.58 14.8 
1487 1252 — 1065 0.26 
16%" — — — — 2053 1897 1724 1 1340 0.521 — 52CD38 52CD41 a = 
2/87 2680 2560 1725 1.12 
2015 2617 2448 2143 1763 — — 745 0.26 8.1 
18%" 3249 3074 2922 2132 2474 — — 1 860 0.40 11.1 480182 480187 36WG79 36WG83 
3778 3625 3486 3362 3190 2738 — 1000 0.63 14.7 


* Not for use with any kitchen exhaust applications. ** Performance certified is for installation type A: free inlet, free outlet. Performance ratings do not include the effects 
of appurtenances (accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. 
Values shown are for installation type A: free inlet hemispherical sone levels. | CONTINUED | BD 
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Centrifugal Direct-Drive Upblast Exhaust Ventilators 


Wheel CFM Air Delivery @ Static Pressure Shown** 
Dia. | 0.000" 0.125" 0.250" 0.375" 0.500" 
3-Speed, For General Gira Air with Inlet Air Temps. up to 130°F 
BY" 165 126 70 — — 
197 164 128 — —_— 
290 171 — — — 
84" 309 255 152 —_ — 
369 325 269 160 — 
320 247 133 — — 
11" 403 343 272 173 — 
480 431 376 314 235 
549 451 306 — — 
11" 680 600 olf 391 — 
811 744 677 604 501 
711 9/0 381 —_ — 
i 880 774 641 484 199 
1049 964 861 747 616 — 
1-Speed, 3-Phase, For Contaminated Air with Inlet Temps. up to 300°F 
16%" 32/7 3161 3035 2896 2745 
18%" 4307 4173 4045 3927 3822 
214" 6412 6224 6036 9859 9674 
1-Speed, Hazardous Location, For Contaminated Air with Inlet Temps. up to 300°F 
11 1468 1422 1373 1315 1255 970 
11" 1260 1209 1156 1100 1041 
1-Speed, Single Phase, For Contaminated Air with Inlet Temps. up to 300°F 
11" 833 794 665 565 408 — 
11" 970 897 806 707 — 
11" 1260 1209 1156 1100 1041 
ii 1468 1422 13/3 1315 1255 
12%," 2037 1979 1923 1869 1816 
13%" 1180 1057 914 675 — 
13%!" 2366 2305 2244 2183 2122 
143%" 1558 1427 1264 1034 — 
1454" 2065 1973 1864 1745 1605 
16%" 24/2 2015 2126 1918 1680 
16%" 32/7 3161 3035 2896 2745 
18%" 3249 3074 2922 2/32 2474 
18%" 4307 4173 4045 3927 3822 
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Sones @ | ROOF-MOUNT | WALL-MOUNT 
0.250" 
SP @ 5 ft.# 


Item 
No. 


SDVNG6 


SDVNS 


SDVPO 


SDVP4 


SDVP6 


6KWH7 
6KWH8 
oDVRO 


20FT10 
4HZ40 
20FT11 
4HZ41 

oDVP8 
4HZ44 
4HZ45 
4HZ48 
4HZ49 
4HZ52 
4HZ53 
4HZ56 
4HZ57 


* Not for use with any kitchen exhaust applications. ** Performance certified is for installation type A: free inlet, free outlet. Performance ratings do not include the effects 
of appurtenances (accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. 
Values shown are for installation type A: free inlet hemispherical sone levels. 


Speed Controls 
For Direct-Drive 


Fans & Ventilators 


Nos. 480172 and 48C173 can operate 
multiple direct-drive fans if total amp 
draw does not exceed control's amp 
rating. No. 43Y140 includes trans- 
former and hardware. No. 35YV92 
allows fan to operate between 2 
speeds with SPDT switch or relay. 


Commercial Kitchen Exhaust Hoods 


= 430 stainless steel construction 


a 


Type 
Solid State Speed Controls 


Rotary 
Rotary 


EC Motor Speed Controls* 
Remote Dial Assembly 


Touch Remote with Countdown 


Timer and LED display 


2-Speed 


Temp./Humidity Monitoring and 
Automatic Speed Adjustment 


Max. 
Amps 


6 

10 
0.5/0.25 
0.5/0.25 


0.5/0.25 
0.5/0.25 


Voltage 


119 
115 
115/230 
115/230 
115/230 
115/230 


Plate 


Silver 
Silver 
Silver 
White 
Gray 


* Nos. 43Y140 and 35YV92 to 35YV94 can only be used with 
Dayton EC motor fans. 


Grease Hoods—Type | wall canopy hoods are used 
above grease-producing appliances such as fryers and 


griddles. Hoods feature integral 3" airspace for clearance 
to limited combustible materials. Each includes aluminum 


baffle grease filters, incandescent light fixtures, 2-pt. 

grease cup, hanger brackets, and exhaust collars. Rated 
for 600°F maximum cooking operation temperature. UL 
and C-UL 710 Listed. 


Condensation Hoods—lype || wall canopy hoods are 


used above moisture-producing appliances, such as dish- 


washers. Hoods include condensate baffles, gutter, /2" 
drain connection, hanger brackets, and exhaust collars. 


Heat Hoods—lype || wall canopy hoods are 


= Hoods are NSF Standard 2 Certified 


Item 
Color No. 


480172 
480173 
43Y140 
35YV94 
35YV92 
Cream 35YV93 


No. 480172 


‘a 


Air Supply Plenums—Introduce make up air to 
space near exhaust hood, minimizing the need to 
heat or cool make up air. Perforated panels evenly 
distribute airflow. 


End Skirts—Mount on the sides of the exhaust 
hood to improve hood capture performance. 


Digital Temp. Interlocks—Required by 
International Mechanical Code 507.2.1.1 on Type 
| grease exhaust hoods. Interlock automatically 
starts the exhaust fan when cooking occurs. 


Includes one temp. sensor. UL approved quick-seal 


for hood penetration and temp. controller. 


f 


| 












amca 
CERTIFIED 
RATINGS 


PERFORMANCE 


INC. 


Item 
No. 


SDVN7 
SDVNI 
SDVP1 
SDVP5 


SDVP7 


oDVR1 


6KWJ3 
20FT15 


20FT12 
4HZ42 
20FT13 
4HZ43 
oDVP9 
4HZ46 
4HZ47 
4HZ50 
4HZ51 

4HZ54 
4HZ55 
4HZ58 
4HZ59 





used above heat-producing appliances (without _ Item 
grease) such as ovens. Hoods include hanger Grcase Hood Aeceseuge ne No. 
brackets and exhaust collars. Ar Supply Plenum, For Use with Z0UD05 20UD13 a 
ir supply Plenum, For Use Wit . 
Item Air Supply Plenum, For Use With 6KWK8 6KWL2 yo atts 
Item LW _H_ No. Air Supply Plenum, For Use With 6KWK9 6KWL3 
L_W_H_ No. Condensation Hoods Air Supply Plenum, For Use With 6KWLO 6KWL4 
Grease Hoods 48° 48" 24" 20UD10_— "Air Supply Plenum, For Use With 6KWL1 6KWLS5 
48" 04" 24" 20UD05 60" 48" 24" 20UD11 End Skirts, Left & Right 6KWL6 : 
ey a on aE ney 24" 20UD12 Digital Temp. Interlock, For Use With SKIKE 6KWK9, 6KWLO 4aCi75 Grease Filters—Collect grease on the interior 
eau Digital Temp. Interlock, For Use Wit 480176 —_ walls of the filter and then drains into the kitchen 
96° 54" 24" OKWK9 48" 48° 24" 20UD07 Replacement Digital Temp. Interlock Sensor 48C177 ae " 
120" 54" 24" 6KWLO 60" 48" 24" 20UD08 ~~ Grease Filter, For Use With 6KWK8, 6KWK9, OKWL1, 20UD05 35PA91__-‘-*hood grease cup. Designed to remove up to 69% 
144" 54" 24" 6KWL1 72" 48" 24" 20UD09 ~~ Grease Filter, For Use With BXWK8, 6KWLO, BKWL1, 20UD06 35PA92 


of grease particles. 
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Centrifugal Belt-Drive Upblast Exhaust Ventilators * oo 











= Wall mount applications mounting plate included. Motor, drive frame, 

# Aluminum, backward-inclined, and blower wheel are isolated from the é 
nonoverloading centrifugal wheel design mounting base by the use of independent neoprene studs— 

= NEMA 1 junction box located in motor enclosure —_no metal-to-metal contact, greatly reducing overall noise. 

= Max. inlet air temp.: 300°F Motor compartment is isolated from the contaminated air stream 

= UL 762 Listed Restaurant Exhaust Appliances and is cooled by outside air pulled in through an oversized breather 














Designed for use in restaurants, schools, commercial, tube by the spinning action of the wheel. UL and C-UL Listed. 


and industrial applications to exhaust contaminated — Rgynd-to-Square Base Adapters—Designed to adapt a standard 
air from kitchen range hoods. 1-pc. rolled aluminum —_gynd fan base to an existing square installation. Allows an existing 


windband fully welded to the base creates a virtually installation to be used when replacing a ventilator. Constructed of 
leakproof seal between the ventilator and the mount- galvanized steel. Flange surface is 134". 


ing surface. Internal steel support braces; round 





























Non-Kitchen Round-to- 
Shaft Dia. Dimensions Damper+ | Square 
Item Wheel Wheel Item | Adapter 
No. Dia. End A B C D E Size No. | Item No. 
20FT16 11° y4" 19%" 247%" 25% 17% 16%' 12 x 12 4HX/4 
SDVL6 11%" y4" 19%" 247%" 25%8 17% 16% 112 x 12 4HX/4 6KWJS 
SDVL/ 12%" y4" 199%" 247%" 25% 17% 16%' 112 x 12 4HX/4 
5DVL8 13%!" y4" 1934" 247" 25% 17% 16% \12 x 12 4HX/4 
SDVLO 1434" Yq" 22¥%3 28% 20% 19% 19% 15 x 15 4HX// 6KWJG 
5DVNO 16%" y4" 22%8 28% 20% 19% 19% 15 x 15 4HX// 
5DVN1 18%" y4" 2/%4 30% 34% 21 20° 7 xt/ — 6KWJ7 
5DVN2 21%" 4" 2/¥4' 35% 349%" 21" 25" 7 xt/ — 
5DVN3 22%" 1" 3144" 4234" 392" 25%" 28%" 20x20 — 6KWJ8 
5DVN4 24%" ile 3144" 4234" 392" 25%" 28% 20x20 — 
SDVNd5 30%" il 3898 50" = 40" 29M" 3534" 25x25 — — 


(Round Sh cat io Incl.) ¢ Not for use with any kitchen exhaust applications. 
COMPLETE WITH 


DRIVE PACKAGE, 
UNASSEMBLED** 
Single- 3-Phase 
Phase 208- | WITHOUT DRIVE 





Motor Sones 115/230V | 240/440V | PACKAGE** 
Wheel CFM Air Delivery @ Static Pressure Shown* HP - Roof Max. @ 0.25" SP Item Item Item 
Dia. 0.000" 0.250" 0.500" 0.750" 1.000" 1.500" Ventilators RPM BHPt @ 5 ft. SP# No. No. No. 
1260 1156 1041 918 759 _ 2) 1725 0.25 13.4 7DF69 _ 
11% 1413 1313 1189 1056 861 = i) 1660 0.26 12.0 TAR99 — 5DVL6 
1549 1459 1350 1234 1106 — % 1820 0.35 13.4 7AR96 _ 
1665 1528 1398 1224 968 = 7) 1410 0.26 12.2 TAR97 — 
12% 1824 1699 1580 1441 1262 — % 1545 0.34 14.0 TAR98 _ SDVL7 
2037 1923 1816 1710 1571 1176 Vp 120 0.48 16.7 7AR99 7ATOO 
1790 1629 1458 1201 — — 7) 1305 0.26 13.9 TAT01 _ 
13% 1968 1822 1671 1479 1198 = v3 1435 0.35 19<1 TATO2 _— SDVL8 
2256 2128 2001 1864 1684 — Vp 1645 0.52 17.4 7TATO3 TATO4 
2001 1793 Wolo 998 = = i) 1105 0.26 10.6 TATO5 — 
2192 2006 178 1443 a — % 1210 0.34 Wf 7TATO6 _ 
145%" 2518 2362 2174 1949 1643 = % 1390 0.52 14.2 TATO7 TATO8 SDVL9 
2889 21at 2602 2430 2225 1568 Ya 1595 0.79 18.5 TATO9 7AT10 
3125 3005 2865 2711 2539 2085 1 1725 1.00 22 TAT11 7TAT12 
2015 21// 1744 — — — i) 8/5 0.26 10.1 TAT13 _— 
2774 2477 2109 1584 _ —= % 965 0:35 Ve TAT14 _ 
16%" 3191 2941 2641 2297 1770 — Vp 1110 0.54 14.2 TAT15 7AT16 SDVNO 
3636 3426 o1f2 2894 2583 — 4 1265 0.79 iid TATI7 7TAT18 
3996 3806 3584 3340 3078 2394 1 1390 1.05 21 7AT19 7AT20 
2819 2448 1/63 — — — Va 745 0.26 8.1 TAT21 _ 
3098 2759 220f —= — = i) 820 0.34 10.0 TAT22 _— 
3551 3243 2879 2363 — — Vp 940 0.52 13.1 TAT23 TAT24 
18%" 4061 3786 3594 3141 2652 = V4 1075 0.78 15,0 TAT25 TAT26 SDVN1 
4477 4224 4005 3703 3336 — 1 1185 1.04 el TAT27 TAT28 
5138 4913 4710 4532 4232 Soot 1% 1360 1.58 22 TAT29 7TAT30 
9648 9443 9204 9082 4921 4313 Z 1495 20 27 _ TAT31 
3403 2675 = = = = i) 605 0.26 6.7 TAT32 — 
3740 3096 2073 — — — v3 665 0.35 8.1 TAT33 _ 
4275 3718 3048 — — = Vp 760 0.52 10.9 TAT34 TAT35 
21%" 4922 4439 3922 3240 — _ Yq 875 0.79 Vo. 7TAT36 TAT37 SDVN2 
5400 4958 4508 3985 3169 = 1 960 1.04 ees TAT38 TAT39 
6187 5798 9421 5006 4529 — 1% 1100 Lor 23 7TAT40 TAT41 
6806 6451 6108 9748 9390 4289 2 1210 2.10 23 — TAT42 
3/84 2896 — — — — 7) 475 0.26 6.5 TAT43 _— 
4142 Sour = = — = % 520 0.34 7.6 TAT44 — 
4779 4124 3279 — — — Vp 600 0.52 10.0 TAT45 TAT46 
2254" 5457 4893 4234 3383 — = 4 685 0.78 13.4 TAT47 TAT48 SDVN3 
6014 5502 4944 4258 — — 1 {a0 1.04 16.3 TAT49 7TAT50 
6890 6443 5987 5453 4835 = 1% 865 1.57 19.3 TAT51 TAT52 
7607 7202 6799 6347 9844 4602 2 955 211 24 _— 7TAT53 
4216 3188 = — = = 4 465 0.26 6.3 TATS4 _— 
4623 3717 — — — — % 510 0.34 fo TAT55 _ 
9303 4540 3565 _ — = % 585 0:52 9.5 7TAT56 TATS7 
DAY" 6074 5461 4659 3524 — — Ya 670 0.79 12.8 TAT58 TAT59 5DVN4 
6663 6133 5409 4618 _ = 1 (30 1.04 19.5 7TAT60 TAT61 
7660 7184 6615 6002 5282 = 1% 845 Loy 18.6 TAT62 TAT63 
8431 7985 7536 6953 6375 4324 930 2.10 23 _— TAT64 
9519 9107 8775 8267 7766 6672 3 1050 3.00 31 — 7TAT65 
5940 4464 _ — — — V3 369 0.34 Of TAT66 — 
6835 5660 = _ — —= Vp 420 0.52 res TAT67 TAT68 
7811 6844 5440 — — — V4 480 0.77 9.9 TAT69 7AT70 
3015" 8625 iif2 6636 = — = 1 530 1.05 12.2 TAT71 TAT72 5DVN5 
9845 9127 8226 7084 — — 1% 605 iPals 15.7 TAT73 TAT74 
10,822 10,193 9411 8495 7271 = Z 665 2.07 18.6 _— TAT75 
12,449 11,904 11,273 10,554 9743 (302 3 765 om) 23 _— 7TAT76 
14,727 14,266 13,788 13,223 12,614 11,191 5 905 9.21 32 _ TAT/7 


* Performance certified is for installation type A: free inlet, free outlet. t Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A: 
free inlet hemispherical sone levels. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. 
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No. 
7 7 7 7 4YC64 
Centrifugal Direct-Drive Downblast Exhaust Ventilators 
= For general clean air exhaust = NEMA 1 junction box 
# Aluminum backward-inclined, nonoverloading centrifugal wheel design = Max. inlet air temp.: 130°F 
= Motor compartment isolated from air stream and cooled by outside air = UL-705 Listed for Power Ventilators 
EC Motor—Feature electronically commutated ar Recommantied Recommend 
0 i Imensions amper oor Uur 
(EC) motors for up to 60% energy savings. iat Size Item Fixed 12"H Adj. 12"H 
Potentiometer dial on motor allows speed No. AB ao D 5 fin ae item NO. item No. 
0 16D527, 16D529 17" 19%" 12%" 2x 9% 31Z50| 5 
control down to 80%. Optional speed control 16D531, 16D533, 16D534, 480180 | 17" 21%" 1454" 4" (9% x 9% 31250] 5ERJ2 22V89 
kits allow manual fan-speed adjustment froma —~5DVR5, 4YC64 19" 1978 a 3 | — — _| 2RB/5 278? 
; 5DVR7, 5DVR8 19° 21%" 1454" 4 —_ — | 2RB/5 670 
remote location, see page 2959. 4YC66, 4YC6/ 19" 21714%" 4 12x 12 4HXG4) RBS —22V82 
3-Speed—Fully controllable on any selected CB ED a86 ” mn saa ae eA SRaTe re 
speed. Speed control allows for 30% useable 16D537, 16D538, 480190, 38AX30 | 19" 2834" 23%" 4" 12X12 4HX64) 2RB75 «27/82 
turndown. BKWKE “YC68 260 aes 10 | 20" 2434" 23%" 4%" 15x15 4HX65| 2RB76 2282 
; 4YC71, 5DVT1, 38AX31 20" 28%" 23%" 4" | 15x15 4HX65| 2RB76 _27V82 
1-Speed—Class B insulation and single-speed ~59cp43 50" Oy aay," — | — — | 9RB76 40670 
motors are fully speed controllable at 115V only. nae Nese AG 26° 28% 2374 4 | 9X19 4riX66) 2RB7/ __2ZV83 
30" 35%" 28" 5%"| 23x23 4HX67| 2RB79 = 2283 


480192, 38AX32 
LARGER BASE |SMALLER BASE! 208-230V, 





Sones @ 115V, 1- Phase |115V, 1-Phase| 1- Phase 
Wheel CFM Air Delivery @ Static Pressure Shown* Motor Max. 0.250" Speed Item Item Item 
Dia. 0.000" 0.125" 0.250" 0.375" 0.500" 0.625" 0.750" HP RPM BHP SP @O5ft.# Control No. No. No. 
EC Motor, Variable-Speed 
426 298 — — — — — 860 0.01 — 
BY" 565 474 367 — — — — % 1140 0.03 46 43Y140 _— 480189 _ 
855 794 130 671 600 D242 406 1725 0.11 9.4 
129 623 473 — _— — _— 860 0.04 2.9 
Le 966 883 805 702 507 _— — 7) 1140 0.09 Oat 43Y140 5DVT2 _ _ 
1462 1405 1351 1298 1250 1193 1126 1f26 0.31 11.4 
342 190 — 1300 0.07 
11" — _— _— _— 697 569 521 Vp 1725 0.16 — 43Y140 _— 52CD42 _ 
1008 983 956 2500 0.48 
1043 932 796 980 — — — 860 0.06 52 
13%" 1383 1300 1213 1112 993 831 — Vp 1140 0.14 8.4 43Y140 5DVT3 _ _ 
2093 2038 1984 1928 1871 1810 1743 1725 0.50 17.0 
1221 1106 962 121 _ — — 860 0.07 6.3 
13%" 1618 1530 1444 1340 1211 1031 _— V4 1140 0.17 9.6 43Y140 _ 480190 38AX30 
2448 2393 2338 2281 2220 2159 2089 1725 0.60 16.7 
645 320 — 1020 0.08 
13%" — — — — i213 a 1132 V4 1725 0.39 _— 43Y140 — 52CD43 _ 
1623 1593 1562 2200 0.82 
1948 1833 1719 1590 1418 1164 _— 1050 0.24 9.0 
14%" 2412 2318 2228 2135 2033 1919 1777 V4 1300 0.46 12.9 43Y140 5DVT4 _ 38AX31 
2875 2797 2719 2644 2566 2487 2396 1550 0.79 17.4 
2839 2668 2469 2213 1882 _— — 900 0.26 1.2 
18/" 3150 2997 2832 2624 2019 2053 _ 1 810 0.35 Sf 43Y140 | 480192 _ 38AX32 
3500 3364 3219 3052 2858 2624 2347 730 0.48 10.9 
Sones @ Max. LARGER BASE | SMALLER BASE 
Wheel CFM Air Delivery @ Static Pressure Shown* Motor Max. 0.250" Operating Volts Speed Item Item 
, pia. , 0.000" 0.125" 0.250" 0.375" 0.500" 0.625" 0.750" HP RPM BHP SP@Oft.# Amps 60 Hz Control No. No. 
-Spee 
138 73 — — — _— — 1050 ~=—0.01 _— 0.68 
8% 170 125 — _— — _— — Yeo 1300 0.01 — 0.77 115 480172 | 5DVR5 16D527 
203 166 120 _ _— _ _— 1550 ~—-0.02 am 1 
293 179 — — — — 1050 ~=0.01 — 0.68 
8% 314 257 171 _— — _— _— ¥30 1300 0.02 2.6 OTF 115 480172 | 4YC64 16D529 
374 a2 274 190 _ _ _ 1550. 0.03 47 1 
339 249 134 — — — — 1050 0.02 4.2 1.25 
8% 415 348 212 174 — — — v0 1300 0.03 3.0 1ST 115 480172 | 5DVR7 16D531 
495 439 379 314 Zor _ _ 1550 0.06 fie 1.89 
520 420 293 — — — — 1050 += 0.02 4.2 1.48 
8Y% 644 565 478 oto — _— — V5 1300 0.05 5.5 1.82 115 480172 | 5DVR8 16D533 
768 701 633 oot 473 338 _ 1550 (0.08 7.4 2.44 
11¢ 9/0 389 _ — — — 1050 0.04 45 1.5 
10%" 888 780 640 493 184 — _— % 1300 0.07 6.4 2 113 480172 | 4YC67 16D534 
1059 969 863 745 623 474 — 1550 =—0.12 8.8 2. 
1-Speed, 1 Phase 
10%" 717 570 389 _— —_ _ _ v% 1050 0.04 45 2.6 115 4801/72 | 4YC66 _— 
11" 431 358 216 _ _ _ _— Vv 860 0.02 3.4 2A 115 4801/72 | 6KWK4 _ 
11" 0/1 Sie 460 396 283 _— _— % 1140 0.06 6.1 2.2 15 480172 | 6KWK5 _ 
11" 864 829 793 756 719 679 640 WA 1725. 0.19 12:3 9.0 115 480172 | 6KWK6 _ 
11" 966 883 805 702 507 _ _— % 1140 0.09 bf 2.2 115 480172 | 5DVR9 
iis 1462 1405 1351 1298 1250 1193 1126 WA 1725- 0.31 11.7 oO] 115 4801/72 | SDVTO 16D535 
13 1043 932 796 980 — _— _— v% 860 0.06 52 2.1 115 480172 | 4YC68 _ 
13 2093 2038 1984 1928 1871 1810 1743 V3 1725 0.50 17.0 6.0 115 480172 | 4YC69 16D536 
1394" 1618 1535 1444 1340 1211 1031 — % 1140 0.17 9.6 2.2 115 4801/72 | 5SDVT1 16D538 
13% 2448 2393 2338 2281 2220 2159 2089 Vp 1725 0.60 16.7 : 5 115/230 _ 4YC71 ** | 16D537 ** 
1694" 1813 1731 1648 1562 1471 1370 1257 V% 1140 0.29 10.4 47 9 480172 | 4YC72 — 
16%" 2540 2344 2145 1913 1596 — _— 7; 860 (0.26 9.6 9.0 115 480172 | 4YC73 _ 
181%" 3344 3202 3049 2863 2647 2386 2015 V3 860 (0.42 9.8 6.0 115 480172 | 4YC76 _ 
18/" 4433 4329 4216 4102 3980 3837 3684 V4 1140 0.98 16.8 ! 115/230 — 4YC77  ** _ 
1-Speed, 3 Phase 
18/" 4433 4329 4216 4102 3980 3837 3684 V4 1140 0.98 16.8 3. o : AS 208/230/460 _ 6KWK7 _ 


* Performance Certified is for installation type A: free inlet, free outlet. Performance ratings include the effects of a bird screen in the airstream. # The sound ratings shown are loudness values 
in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A: free inlet fan sone levels. ** 115/230V, speed controllable 
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Centrifugal Belt-Drive Downblast Exhaust Ventilators 


‘aan 
= Aluminum, backward-inclined, nonoverloading Designed to meet the general clean 
centrifugal wheel design air exhaust requirements for industrial 
=» NEMA 1 junction box located in motor enclosure and commercial buildings. Rugged and 
= Max. inlet air temp.: 180°F reliable construction makes fan capable of withstanding severe 
= UL-705 Listed for Power Ventilators exhaust conditions. Soun aluminum construction features a fully 
= Air handling quality bearings meet min. L10-100,000 hr. —_— rolled windband bead for increased stability and easy transport. 
= Bearings—units less motor and drive: sealed Fresh outside air is drawn in under the motor cover to maximize 
pillow block up to 16%" wheel dia., regreasable motor life. Drive frame is internally isolated from the rest of the 
pillow block for 1812" wheel dia. and larger unit through use of neoprene isolators for long life and quiet 
= Bearings—assembled units: sealed pillow Operation; no steel-to-steel contact. Motors, sheaves, and belts 
block up to 1812" wheel dia., regreasable pillow are packed separately when complete, unassembled ventilator 
block for 2112" wheel dia. and larger with drive package is ordered. UL and C-UL Listed. 


PERFORMANCE 





























Disconnect Type No. af Poles Max, HP Hem Mo. Disconnect Type No. af Poles Max, HP Hem No. 
ee 3 7% 1401 EMA 3 7% 1H409 
Recommended Damper Recommended Roof Curb 
Wheel Shaft Dia. Size Item Fixed 12"H Adj. 12"H Item 
Dia. Wheel End Dim. A B C D (in.) No. Item No. Item No. No. 
Centrifugal Belt-Drive Downblast Exhaust Ventilators (Without Drive Package**) 
11" Ja 19" 245%" 24/8" 45%" 12x12 4HX64 2RB/5 2ZV82 4YU92 
¥4" 19" 2458" 2473 45%" 12X12 4HX64 2RB/5 2ZV82 16D539 ¢ 
: Ya" 22" 2458" 247" 43/" 15x15 4HX65 2RB/6 2ZV82 4YU93 
13%" ¥4" 19" 245%" 24%" 45%" 12x12 4HX64 2RB/5 2ZV82 16D540 ¢ 
13%" Ya" 22" 245%" 247" 437" 15X15 4HX65 2RB/6 2ZV82 4YU94 
13%" Ja" 19" 2898. 20498 4 12x12 4HX64 2RB/5 2ZV82 16D547 + 
13%" Sa 22 2858" 2598" 4" 15% 15 4HX65 2RB/6 2ZV82 5EFH7 
1494" Ja" 22: 2898 20498 4 Tax 15 4HX65 2RB/6 2ZV82 16D542 ¢ 
1494" Sa" 26" 2898" 2598" 4" 19x 19 4HX66 2RB// 2ZV83 4YU95 
1694" Sa" 22. 2898 21 VA 4 1p x 1D 4HX65 2RB/6 2ZV82 16D543 + 
16%" Ja 26" 2858" 21 V4 4" 19x 19 4HX66 2RB// 2ZV83 4YU96 
18/2" ya" 30" 35 V2" 345" A 23X20 4HX6/ 2RB/9 2ZV83 4YU97 
21%" Sa aU 35 V2" 3458" 52" 23X23 4HX6/ 2RB/9 2ZV83 4YU98 
24V" 1" 34" 4253/4" 3858" 5/4" PE RZI 4HX68 2RB80 2284 5EFH8 
24%." 1" 34" 4254" 3898" 59/4" 2/x2/ 4HX68 2RB80 2284 4YU99 
26%" 1" 42" 50" 36" BY" 00 X30 4HX69 2RB81 2ZV85 5EFH9 
30/2 i 40" Ou: 36" BY" 2/x2/ 4HX68 24Y860 2284 16D544 ¢ 
3042" il 42" 50" 36" BY" JO X30 4HX69 2RB81 2ZV85 4YY10 
33/2" 14%" 46" 9854" 382" 8%" 39 x 39 4HX70 2RB82 2ZV85 5EFJO 
36" 14%," 46" 9854" 38 12" 8%" 39 x 39 4HX70 2RB82 2ZV85 4YY11 
42" 1%" 52" 654" 44" 93/4" 39 x 39 4HX70 SERS 2ZV86 DEFJ1 
50" 14%" 64" 83" 5094" 144%" 50 x 50 4HX71 2RB83 2ZV8/ 4YY12 
Centrifugal Belt-Drive Downblast Exhaust Ventilators (With Drive Package**) 
11" ¥4" 19" 245%" 247%" 43" 12x12 4HX64 2RB/5 2ZV82 2RB59 
: Ya" 19" 245%" 247 437" 12x12 4HX64 2RB/5 2ZV82 2RB60 
: Ja 19" 245% 247" 45%" 12X12 4HX64 2RB/5 2ZV82 2RB61 
: ya" 22' 2458" 24%" 45%" 19X15 4HX65 2RB/6 2ZV82 2RB62 
13%" Ya" Ze 245%" 24%" 45%" Tox 15 4HX65 2RB/6 2ZV82 2RB63 
143" Sa 26" 2858" 2548" 4" 19x 19 4HX66 2RB// 2ZV83 2RB64 
1494" Sa 26" 2898" 2598" 4" 19x 19 4HX66 2RB// 2ZV83 3HFL6 
16%" a 26" 2858 2714" 4" 19x 19 4HX66 2RB// 2ZV83 3HFL7 
18Y" ya" 30" 35 2" 345" 5 V2" 23X23 4HX67 2RB/9 2ZV83 3GY66 
18/2" Ja 30" 35 V2" 345" oY" 23% 23 4HX6/ 2RB/9 2ZV83 3GY70 
21%" Ja 30" 35 V2" 3458" 5 V2" 23X20 4HX6/ 2RB/9 2ZV83 3GY67 
21%" ya 30" 35 V2" 345" 5 V2" 23X23 4HX6/ 2RB/9 2ZV83 3GY71 
24%." il 34" 425" 3898" Ry Zi 21 X2¢ 4HX68 2RB80 2284 3GY68 
30%" il 42" 50" 36" BY" 30 X35 4HX69 2RB81 2ZV85 3GY69 
30%" I 42" 50" 36" BY" 30 X09 4HX69 2RB81 2ZV85 3HFL8 
36" 14%," 46" 5894" 38 2" 8%" 39 x 39 4HX70 2RB82 2ZV85 3HFL9 
COMPLETE WITH DRIVE COMPLETE WITH DRIVE 
PACKAGE, UNASSEMBLED** PACKAGE, ASSEMBLED** WITHOUT 
Sones @ | Single-Phase Motors | 3-Phase Motors Single-Phase Motors | 3-Phase Motors DRIVE 
Wheel CFM Air Delivery @ Static Pressure Shown* Motor Max. 0.250" SP 115/208-230V 208-230/460V 115/208-230V 208-230/460V PACKAGE** 
Dia. | 0.000" 0.250" 0.500" 0.750" 1.000" 1.250" HP $RPM BHPT @O5ft.# Item No. Item No. Item No. Item No. Item No. 
oie 300 292 246 198 — Ya 1710 0.18 11.0 — — 2RB59 — _ 
856 785 710 630 511 — Ya 1710 0.19 12.1 — — 2RB60 — — 
1062 920 167 567 — — 1/46 1401 0.14 10.0 7A547 — — — 4YU92 
41" 1296 1180 1062 934 785 — 2) 1710 0.25 13.2 7A548 _— 2RB61 — 
1386 1269 1162 1020 193 — Ya 1635 0.25 10.4 7AX36 ¢ _— — — 160539 + 
1526 1419 1321 1209 1065 793 Ys 1800 0.33 12.5 7AX37 t — — — 
1386 1269 1162 1020 793 — 7) 1635 0.25 10.4 7A549 — — — 4YU93 
1526 1419 1321 1209 1065 793 Vs 1800 0.33 12.5 7A550 — 2RB62 _— 
1692 Toor 1404 1214 907 — Ya 1395 0.26 12.3 7AX38 ¢ — — — 
1880 1759 1629 1475 1289 974 Vs 1550 0.36 14.3 7AX39 Ei — _— — 16D540 + 
43 1/' 2093 1984 1871 1743 1600 1426 % 1725 _0.50 17.0 7AX40 $ 7TAX41—s¢ — _— 
1692 1557 1404 1214 907 — 7) 1395 0.26 12.3 7A551 — _— — 
1880 1759 1629 1475 1289 974 Ve 1550 = 0.36 14.3 7A552 — _— — 4YU94 
2093 1984 1871 1743 1600 1426 % 1725. __0.50 17.0 7A553 7A649 2RB63 _ 
1866 1718 1545 1305 — — 7) 1318: --0.25 125 7AX42 £ — — — 
2044 1911 1759 Lor 1299 — A} 1440 0.35 15.1 7AX43 ¢ _ _— _— 16D541 + 
139%" 2391 2279 2158 2020 1857 1654 VY 1685 0.56 16.3 7AX44 z TAX45—¢ — _ 
1866 1718 1545 1305 — — 7) 11s. -0.26 12.8 7AU65 — — — 
2044 1911 1759 1571 1299 — Vs 1440 0.35 16.1 7AU66 — — — 5EFH7 
2391 2279 2158 2020 1857 1654 Yo 1685 0.56 16.3 7AU67 7AU68 _— _ 
1994 1771 1490 — — — 7) 1075 90.26 9.4 7AX46 zt — _ _ 
2170 1966 1734 1356 — — VA) 1170 0.34 10.8 7AX47 i _— — — 
2523 2347 2166 1943 1602 — Yo 1360 0.53 13.9 7AX48 £ 7AX51—s ¢ — — 16D542 + 
2866 2710 2556 2384 2177 1890 7) 1545 0.78 17.4 7AX49 ¢ 7TAX52 st — — 
443)" 3163 3020 2883 2739 2574 2370 1 1705. 1.06 20 7AX50 z 7TAX53 —s¢ — _— 
1994 1771 1490 — — — 7) 1075 30.26 9.4 7A554 — SHFL6 _ 
2170 1966 1734 1356 — — VA} 1170 0.34 10.8 7A555 _ _ — 
2523 2347 2166 1943 1602 — Yo 1360 0.53 13.9 7A556 7A650 2RB64 _ 4YU95 
2866 2710 2556 2384 2177 1890 a 1545 0.78 17.4 7A557 7A651 — — 
3163 3020 2883 2739 2574 2370 1 1705: “1.05 20 7A558 7A652 — — 


* Performance certified is for installation type A: free inlet, free outlet. {| Power rating (BHP) does not include transmission losses. Performance ratings include the effects of a birdscreen in the 
airstream. # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A, free 
inlet fan sone levels. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. Smaller base. ff 115/230V. 
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Centrifugal Belt-Drive Downblast Exhaust Ventilators 





COMPLETE WITH DRIVE COMPLETE WITH DRIVE 
PACKAGE, UNASSEMBLED** PACKAGE, ASSEMBLED** WITHOUT 
Sones @ | Single-Phase Motors | 3-Phase Motors Single-Phase Motors | 3-Phase Motors DRIVE 
Wheel CFM Air Delivery @ Static Pressure Shown* Motor Max. 0.250" SP 115/208-230V 208-230/460V 115/208-230V 208-230/460V PACKAGE** 
Dia. 0.000" 0.250" 0.500" 0.750" 1.000" 1.250" HP RPM BHP{T @b5Oft.# Item No. Item No. Item No. Item No. Item No. 
2555 82162 861624 — — — WA 865 0.26 9./ 7AX54 if — — _ 
2791 2434 2010 — — — Vs 945 0.34 11.5 7AX55 ¢ — — _ 
3249 2943 2615 2198 — — Vp 1100 0.53 14.1 7AX56 i 7AX59 = ¢ — _ 16D543 + 
3692 §=3422,— 3149S 2838 = 2444 — ¥4 1250 0.79 17.0 7AX57 a 7AX60 = =¢ — — 
169" 4062. 3815 ~— 3571 3304 3007 2609 1 1375 1.05 19.6 7AX58 t 7TAX61 —s¢ — — 
2555 82162 #81624 — — — 7) 865 0.26 9.7 TYR28 — — _ 
2791 2434 2010 — — — Vs 945 0.34 115 7A559 — — _ 
3249 2943 2615 2198 — — VY 1100 0.53 14.1 7A560 7A653 3HFL7 — 4YU96 
3692 §=3422,— 3149 »=—s_ «2838 = 2444 — Ya 1250 0.79 17.0 7A561 7A654 — — 
4062. 3815 ~— 3571 3304 3007 2609 1 1375 1:05 19.6 7A562 7A655 — — 
2839 2469 1882 — — — 7) 730 ~=—-0.26 i2 TYR29 — — — 
3150 2832 2875 — — — A) 810 0.35 8.7 7A563 — — — 
3655 3388 3052 2601 — — i) 940 0.54 12.0 7A564 7A656 — — 
18%" | 4102 3867 3596 3252 2811 — ¥4 1055. 0.77 14.9 7A565 tt 7A657 — — 4YU97 
4608 4401 4179 =3900 3575 3178 1 1185 1.10 17.8 7A566 7A658 3GY70 3GY66 
5191 5010 4814 4599 4344 4052 1% 335 1.57 21 7A567 tt 7A659 — — 
5677 = 5514. 553386 = 5155 = 4938 ~=—_- 4699 2 1460 2.05 24 — 7A660 — — 
3320 263/ — — — — Ya 600 0.26 i 7TYR30 — — _ 
3680 3085 2087 — — — 1) 665 0.35 8.5 7A568 — — — 
4261 3744 = 3141 — — — ve) 770~—s0..55 10.7 7A569 7A661 — — 
21%" | 4759 4289 3811 3085 — — ¥4 860 ~=0.77 12.9 7A570 tt 7A662 — — 4YU98 
53840 4927 4520 4015 3240 — 1 965 1.09 15.4 7A571 7A663 — — 
6032 5682 5301 4925 4450 3751 1% 1090 1.56 18.9 7A572 TT 7A664 3GY71 3GY67 
6640 6336 5969 5651 5274 4829 1200 2.09 23 — 7A665 — — 
3/99 = 33132 — — — — V4 500 =: 0.26 7.9 7AU69 — — _— 
4179 = 3629) = 2526 — — — % 550 ~=0.35 8.9 7AU70 — — — 
4863 4403 3702 — — — Y 640 0.55 12.1 7AU71 7AU72 — — 
5395 4990 4459 3633 — — 7) 710 ~~=—0.75 14.4 7AU73 7AU74 — — 5EFH8 
6079 5732 5326 4716 3929 — 1 800 = 1.07 16.1 7AU75 7AU76 — _— 
6801 6501 6142 5723 5122 4401 1% 895 ~=—«- 1.50 18.8 7AU77 tt 7AU78 — — 
7485 7212 6898 6568 6107 5548 2 985 2.00 23 — 7AU79 — — 
24%" | 4223 3188 — — — — Ww 460 0.26 oe 7TYR31 — — — 
4637 = 3/61 — — — — V3 oo. 0,35 6.9 7A573 — _ _— 
5371 4666 3562 — — — Vp 585 = 0.55 9.1 7A574 7A666 — — 
6060 5449 4636 3217 — — 7) 660 0.79 11.8 7A575 tt 7A667 — — 
6702 6158 5507 4568 — — 1 730. = 1.06 14.3 7A576 7A668 — — 4YU99 
7575 7092 6574 5901 5002 — 1% 825 = 1.54 ee 7A577 tt 7A669 — — 
8355 7916 7467 6933 6240 5388 910 2.06 21 — 7A670 — 3GY68 
8355 7916 7467 6933 6240 5388 3 910 2.06 21 —— 7D492 — — 
6005 5063 3745 — — — Vp 465 0.54 10.4 7AU80 7AU81 — — 
6716 5898 4869 3008 — — a 520 3=0.75 13 7AU82 7AU83 — — 
265" 7491 6775 5912 4826 — — 1 580 ~=1.04 13.0 7AU84 7AU85 — _— 5EFH9 
8588 7979 7274 £6474 £5465 3608 1% 665 = 1.57 15.8 7AU86 it 7AU87 — — 
9493 8938 8335 7649 6878 5916 2 730 3213 18.3 — 7AU88 — — 
10,874 10292 9794 9225 8606 7932 3 835 «3.12 22 — 7AU89 — — 
9912 4340 — — — — V3 365 0.35 of TAX62 $ — — — 
6803 5537 — — — — VY 420 ~=—s- 0.53 7.0 7TAX63 a TAX67—s¢ — — 
7694 6616 5095 — — — ya 4750.77 9.6 7AX64 ttt 7AX68 ¢+ — — 
8585 7640 6456 4195 — — 1 530. 1.07 12.2 7AX65 t 7AX69 = ¢ — — 160544 + 
9719 8907 7952 6721 — — 1% 600 =1.55 14.9 7AX66 ttt 7AX70 ¢ — — 
10,772 10,060 9228 8269 7025 — 2 665 = 2.11 17.7 — 7AX71—s¢ — — 
12,311 11,704 10,997 10,242 9369 8293 3 760 =. 3.15 21 — TAX72—s¢ — — 
3015" 14.416 13,898 13335 12,716 12,073 11,379 5 890 5.09 28 — 7AX73—s¢ — _ 
59912 4340 — — — — V3 365 0.35 Dif TYR32 — — — 
6803 5537 — — — — 420 = 0.53 7.0 7A578 7A671 — — 
7694 6616 5095 — — — ¥4 AS U.77 9.6 7A579 tt 7A672 — — 
8585 7640 6456 4195 — — 1 530. 1.07 12.2 7A580 7A673 — — 4YY10 
9719 8907 7952 6721 — — 1% 600 1.55 14.9 7A581 tt 7A674 3HFL8 — 
10,772 10,060 9228 8269 7025 — 665 2.11 va — 7A675 — — 
12,311 11,704 10,997 10,242 9369 8293 3 760 = 3.15 21 — 7A676 _— 3GY69 
14.416 13898 13335 12,716 12,073 11,379 5 890 5.09 28 — 7A677 — — 
10,024 8/13 7050 — — — 1 4151.07 113 7AU90 7AU91 — — 
11,232 10,087 8706 6966 — — 1% 465 1.51 14.0 7AU92 tt 7AU93 — — 
33%" | 12,319 11,294 10,085 8696 6472 — 2 510 ~=.2.00 16.6 — 7AU94 — — 5EFJO 
14,251 13,376 12,408 11,307 10,081 8536 3 590 = 3.09 21 _— 7AU95 — _ 
16,908 16,185 15,408 14564 13624 12,640 5 700 ~—*i5.17 2/ — 7AU96 — — 
8693 6756 — — — — Vp 325 0.56 6.8 TYR33 — — — 
9763 8109 — — — — 7) 365 ~=0.79 8.9 7A582 it 7A678 — — 
10,966 9558 7641 — — — 1 410s 1.12 11.9 7A583 7A679 — — 
36" | 12,304 11,085 9568 7096 — — 1% 460 1.59 14.8 7A584 tt 7A680 — — 4YY11 
13,507 12,431 11,096 9473 — — 2 505 = 2.09 1f3 — 7A681 — — 
15,513 14,614 13,523 12,289 10,813 — 3 580 ~=3.18 22 — 7A682 — — 
18,322 17,560 16,711 15,774 14,710 13,535 5 685 5.23 29 — 7A683 — 3HFL9 
17,925 16,540 14,790 12,502 — — 3 435 3.00 176 — 7AU97 _— — 
42" | 21,222 20,081 18,826 17,162 15,254 12,312 5 515 4.98 23 — 7AU98 — _— 5EFJ1 
24,725 23,765 22,709 21,621 20,104 18585 | 7% 600 7.87 30 — 7AU99 — _ 
17,245 12,242 — — — — 1 214 =: 1.04 8./ 7A585 7A684 — — 
19,743 15,481 — — — — 1% 245 =: 1.54 11 7A586 tt 7A685 — — 
21,677 17,857 — — — — 2 269 = 2.08 13.2 — 7A686 — — 
50" | 24,820 21,627 17,903 — — — 3 308 2.96 16.9 — 7A687 — — 4YY12 
29,494 26,834 23,831 20,688 — — 5 366 4.99 21 — 7A688 — _— 
33,/64 31,467 29,015 26,276 23,486 — 7% 419 7.78 2/ — 7A689 _— — 
37,068 34,991 32,805 30,342 27,917 25310 10 460 10.26 32 — TYR34 — — 


* Performance certified is for installation type A: free inlet, free outlet. ¢ Power rating (BHP) does not include transmission losses. Performance ratings include the effects of a birdscreen in the 
airstream. # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A, free 
inlet fan sone levels. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. Smaller base. tft 115/230V. 
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HVAC & REFRIGERATION Scan. Order. Done. 
Power Roof Ventilators Details on page Al. 















































in. ef Dayton 
==, Hazardous Location Centrifugal Belt-Drive . 
Exhaust Ventilators : 
Upblast = ——= Aluminum, backward inclined, UPBLAST VENTILATORS DOWNBLAST VENTILATORS 
‘a nonoverloading centrifugal wheel design = Motor only UL Listed for = Motor only UL Listed for 
= Air handling-quality bearings Class | Groups C & D and Class | Groups C & D and 
meet min. L10-100,000 hr. Class Il Groups E, F & G Class Il Groups E, F & G 
Designed to exhaust air in commercial hazardous locations hazardous locations 
and industrial applications with potentially © = Max. inlet air temp.: 300°F = Max. inlet air temp.: 180°F 
hazardous particles or fumes. Constructed = Bearings: sealed pillow = Bearings—sealed pillow 
with spark-resistant aluminum wheel and block up to 1612" wheel dia.; block up to 16%" wheel dia.; 
rub ring. Spun aluminum housing features regreasable pillow block for regreasable pillow block for 
rolled wind band to increase stability. 18%" wheel dia. and larger 181%" wheel dia. and larger 
Motor, drive frame, and wheel are isolated 
from the mounting base by independent sci ou ae ST Gane: 
neoprene studs—no metal-to-metal Item |Wheel Shaft Size Item Fixed 12"H Adj. 12°H 
contact, greatly reducing overall noise. fi dous Upblast Exhaust Vent ators- D | (In.) No. | Item No. Item No. 
Motor compartment is cooled by fresh BKWI9 | 114" =" | 29" D474" D514" 17%" | 15x15 4HX65| 2RB76 


eet ‘mai ; 33X834| 13ue" "| 9" ATAY 9014" 1734"| 15x15 4HX65| ORB7C = 
outside air, maximizing motor life. Motors, 33X835| 149" "| 6" BTA" B01" 1934"| 19x19 4X66) ORB77 = 
sheaves, belts, and conduit kit are packed 933x836; 46174" su") D6" 9874" 30%" 19%" | 19x19 4HX66) ORB77 = 





separately when unassembled ventilator 6KWK3| 185" "| 30" 3594" 343" 21" | 23x23 4HX67) 2RB79 
: . . Hazardous Downblast Exhaust Ventilators 
with drive package is ordered. 4YU92| 11°  %4' | 19° 24%" 2474" 43%" | 12x12 4HX64| 2RB75 2782 


. . . 4Y 1 y4" 22 24%" 24%" 4%" | 15x15 4HX 2RB/ 22V82 
Warning: Nonhazardous location ventilators are Hes 1317 7 59} oy OAT; 194! eae Ftxee aes sobs 
4" 








not interchangeable with hazardous location 4YU95 | 14%" "| 26" 28%" 25%" 19x19 4HX66| 2RB77 22/83 
ventilators. 4YU96 | 163%" "| 26" 2834" 27%" 4" | 19x19 4HX66| 2RB/7 22783 

4YU97 | 18%" "| 30" 351%" 34%" 514" | 23x23 4HX67| 2RB/9 27/83 
Note: Installation must comply with all local and 4YU98 | 2117" "| 30" 3514" 34%" 5%" | 23x23 4HX67| 2RB79  —_-27V/83 








national safety codes including the National Electrical _4YU99) 24%" 1 34" 4234" 3898" 5%" | 27x 2/7 4HX68) 2RB80 2ZV84 
Code (NEC) and National Fire Protection Act (NFPA). AYY10 | 30% 1 | 42 5038684 | 35X35 4HX69|) 2RBSI _2ZV84 











COMPLETE WITH DRIVE PACKAGE UNASSEMBLED** 








Single-Phase Motors 3-Phase Motors WITHOUT 
Sones @ 115/208-230V, 60 Hz 208-230/460V, 60 Hz DRIVE 
Wheel CFM Air Delivery @ Static Pressure Shown* Motor Max. 0.250" Item Item PACKAGE** 
Dia. 0.000" 0.250" 0.500" 0.750" 1.000" 1.500" HP RPM BHPt{ SP@O5ft.# No. No. Item No. 
Hazardous Upblast Exhaust Ventilators 
441%" 1413 1313 1189 1056 861 - Va 1660 0.26 12.0 THY41 — 6KWJ9 
1549 1459 1350 1234 1106 - V3 1820 0.35 13.4 — THY 42 
1790 1629 1458 1201 - - Ya 1305 0.26 13.9 THY43 — 
13%" 1968 1822 1671 1479 1198 - V3 1435 0.35 15.1 — THY 44 33X834 
2256 2128 2001 1864 1684 - Vp 1645 0.52 17.4 — THY 46 
2001 1793 1315 998 - - Ya 1105 0.26 10.6 THY47 — 
2192 2006 1773 1443 - - V3 1210 0.34 V7 THY48 THY49 
143" 2518 2362 2174 1949 1643 - Vp 1390 0.52 14.2 7THY50 7THY51 33X835 
2889 2757 2602 2430 2225 1568 7) 1595 0.79 18.5 — THY52 
3125 3005 2865 2711 2539 2085 1 1725 1.00 22 — THY53 
2915 21/7 1744 - - - Va 8/5 0.26 10.1 THY54 — 
2774 2477 2109 1584 - - A) 965 0.35 15 THY55 THY56 
16%" 3191 2941 2641 2297 1770 - VY 1110 0.54 14.2 THY57 THY58 33X836 
3636 3426 3172 2894 2583 - 4 1265 0.79 174 — THY59 
3996 3806 3584 3340 3078 2394 1 1390 1.05 21 — THY60 
2010 2448 1763 - - - Va 745 0.26 8.1 THY61 — 
3098 2759 2257 - - - V3 820 0.34 10.0 THY62 THY63 
3051 3243 2879 2363 - - Vp 940 0.52 131 THY64 THY65 
18%" 4061 3786 3554 3141 2652 - V4 1075 0.78 15.8 THY66 THY67 6KWK3 
4477 4224 4005 3703 3336 - 1 1185 1.04 17.1 THY68 THY69 
5138 4913 4710 4532 4232 3537 1% 1360 1.58 22 — 7HY71 
4 5082 4921 4313 1495 2.10 27 — THY72 
Hazardous Downblast Exhaust Ventilators 
34 785 = Va 1710 0.25 13.2 TAE89 — 4YU92 
a 1386 1269 1162 1020 193 - Va 1635 0.25 10.4 TAE90 —_ 4YU93 
1526 1419 1321 1209 1065 - V3 1800 0.33 12.5 — 7TAFO8 
431/' 1692 Toor 1404 1214 907 - Va 1395 0.26 128 TAE91 — 4YU94 
1880 1759 1629 1475 1289 - V3 1550 0.35 14.3 — 7AFO9 
449/' 1994 1771 1490 - - - Va 1075 0.26 9.4 TAE92 _— 4YU95 
2170 1966 1734 1356 = V3 1170 0.34 10.8 — 7AF10 
1694" 2990 2162 1624 - - - Va 865 0.26 9./ TAE93 — 4YU9G 
2791 2434 2010 = = - V3 945 0.34 11.5 — TAF11 
2839 2469 1882 - - - Va 730 0.26 (2 TAE94 — 
3150 2832 2300 - - - V3 810 0.34 8.7 7TAE95 TAF12 
18%" 3655 3388 3052 2601 - - Yo 940 0.54 12.0 TAE96 TAF13 4YU97 
4102 3867 3596 aen2 2811 - 7) 1055 0.77 14.9 — TAF14 
4608 4401 4179 3900 3575 2499 1 1185 1.10 17.8 — 7AF15 
3320 2637 - - - - Va 600 0.26 123 TAE97 — 
3680 3085 2087 - - - V3 665 0.35 8.5 TAE98 7TAF16 
21%" 4261 3744 3141 - - - Yo 770 0.55 10.7 TAE99 TAF17 4YU98 
4759 4289 3811 3085 - - 7 860 0.77 12.9 — TAF18 
5340 4927 4520 4015 3240 - 1 965 1.09 15.4 — 7TAF19 
4223 3188 - - - - Va 460 0.26 Bf 7AFO00 — 
4637 3761 - - - - V3 505 0.35 6.9 7AF01 TAF20 
DAY" 5371 4666 3562 - - - Yo 585 0.55 9.1 TAF02 TAF21 4YU99 
6060 5449 4636 ee - - Va 660 0.79 11.8 — TAF22 
6702 6158 5507 4568 - - 1 730 1.06 14.3 — TAF23 
7575 7092 6574 5901 5002 - 1% 825 1.54 17.7 — 7TAF24 
9912 4340 - - - - V3 365 0.35 wi TAFO3 TAF25 
6803 So0r - - - - VY 420 0.53 7.0 7AF04 TAF26 
8585 7640 6456 4195 - - 1 530 1.07 12.2 7AF06 TAF28 
9719 8907 7952 6721 - - 1% 600 1.56 14.9 TAF07 TAF29 
10,772 _ 10,060 9228 8269 7025 - 2 665 22 IZ — 7TAF30 


* Performance Certified is for installation type A: free inlet, free outlet. t Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A: 
free inlet hemispherical sone levels. ** Drive package consists of appropriate motor, conduit kit, belts, and sheaves to obtain performance listed. 


2960 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 
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Axial Direct-Drive Downblast Exhaust and Supply Ventilators “a 








= NEMA 1 junction box in motor enclosure = UL-705 Listed for Power Ventilators . 
= Max. inlet air temperature: 120°F = Units with 10" and 12" propeller diameter are wall- or roof-mountable == 4 


Recommended Provide steady exhaust or supply of clean air under low-to- 
Damper Recommended 


Dimensions (Exhaust Only) | Roof Curb moderate static pressures. Spun aluminum construction, with 
fg ahi ioe aon fully rolled bead on the windband, for stability and rigidity 


(in. A Be Size No. (Item No.ltem No, When lifting and transporting. Many models are speed- 


D 
i Ae ary oe Heke Tee sneoe soues controllable; Nos. 4YC52, 4YC54, 4YC60, and 4YC62 are only 
14" | 22" BAG WA 15" x 15" 4HX65| 2RB76__22V82 speed-controllable at 115V. UL and C-UL Listed. 
16,6. eae eee ae SRRog—oyg33- EC Motor—Nos. 39FV53 to 39FV56 feature electronically 
20" | 34" 42" 4705" 6%" |27" x 27" 4HX68) 2RB80_27V84_ commutated (EC) motors, providing up to 60% energy savings. 
24 | 94 42 17 6% |2/ x27 4hxb8| 2ABo0__22V84_— Potentiometer dial on motor allows speed control down to 80%. 
Disconnect No. of Max. Item |Disconnect No. of Max. Item . : ; 

Type Poles HP No. Type Poles HP No. Optional speed control kits let you adjust fan speed from a 


NEMA1 ——S—~4,-11400 \emag |2—.2 11408 remote location; see page 2955. 





<< 








3. 7% 1H401 3. 7% 1H409 
CFM Air Delivery @ Sones @ | STANDARD MOTOR, 1-Phase, 115V {EC MOTOR, VARIABLE SPEED, 1-Phase, 115V| STANDARD MOTOR, 3-Phase, 208-230/460V 
Propeller Static Pressure Shown* 0.250" Speed Motor Item Speed Motor Item Speed Motor Item 
Dia. |0.000" 0.250" 0.500" 0.750" 1.000") RPM SP @5ft.#| Control HP No. Control HP No. Control HP No. 
Exhaust Ventilator 
2/0 — — — — 860 — — — —_ — — — 
40" 358 = — — — — | 1140 — — — _ 43Y140 Va 39FV53 — — — 
542 3330 — — — | 1725 12.5 — — — — — — 
590 34/ 189 — — | 1750 13.2 480172 Ve 4YC86 — — — — — — 
765 — — — — 860 — — = = = — — 
40" 1014. 376 =—— — — | 1140 52 480172 % 4YC87 43Y140 Wa 39FV54 — — — 
1534 1263 647 354 — | 1725 8.6 — — — — — — 
1556 1291 6/2 386 — | 1750 8.9 480173 V4 4YC88 — — — — 
1207. 323 — — — 860 55 = = = = — — 
44" 1601 925 273 — — | 1140 8.4 480172 % 4YC89 43Y140 Vp 39FV56 — — — 
2422 2050 1541 1203 657 | 1725 157 — — — — — — 
2457 2093 1603 1244 716 | 1750 16.2 480173 VY 4YC90 — — — — — 
1508 598 — — — 860 6.0 = = = = = = 
46" 1999 1418 682 — — | 1140 8.4 480172 % 4YC48 43Y140 Vp 39FV55 — 
3024 2722 2280 1578 1206 | 1725 15.7 — — — — 
3068 2//1 2339 1686 1257 | 1/50 16.1 480172 Vp 4YC49 — — — — — — 
18" 2982 2264 12/6 499 — | 1140 11.4 480172 V3 4YC50 — — — — — — 
4578 4141 3660 2935 2327 | 1/50 29 — 1 4YC51_—t — — — — 1 6KWN7 
90! 38/1 3100 1925 — — | 1140 Tif 4801/2 Vp 4YC52  ** — — — — — — 
9943 5507 5007 4246 3295 | 1750 23 — 1% 4YC53_—st — — — — 1% 6KWN8 
D4" 5091 4277 3279 2252 1583 | 1140 13.6 4801/2 Vp 4YC54 ** — — — — — — 
6042 5137 4146 3136 2028 | 1140 20 — 1 4YC55 — — -— — 1 6KWN9I 
. : . 2 Sones @ STANDARD MOTOR, 1 Phase STANDARD MOTOR, 3 Phase 
Propeller, _ CFM Air Delivery @ Static Pressure Shown” 0.250"SP| Voltage @ Speed §_ Motor Item Voltage @ Speed Motor Item 
Dia. | 9-000" 0.250" 0.500" 0.750" 1.000" | Rpm @bit# 60 Hz Control HP No. 60 Hz Control HP No. 
Supply Ventilator 
40" 929 595 — — — 1750 14.3 115 480173 7) 4YC91 — — — — 
1444 1203 641 — — 1750 12.2 Tio 480173 2) 4YC92 — — — — 
44" 2041 1742 1380 1018 — 1750 15.9 1 480173 VA 4YC93 — — — — 
2986 21/6 1799 1380 — 1750 19.9 115 480173 iD 4YC94 — — — — 
16" 2303 2008 1597 1121 — 1750 19.6 115 480173 4YC56 — — 
2920 2602 2188 1693 1200 1750 20 115 4801/2 V4 4YC5/7 208-230/460 — 4 6KWPO 
48" 3906 3454 2990 2454 — 1750 2/ bls 4801/2 V4 4YC58 208-230/460 — 4 6KWP1 
4247 3846 3259 2/24 1779 1750 30 115/208-230 — 1 4YC59 208-230/460 — 1 6KWP2 
50! 3488 2/15 1847 — — 1140 18.4 115/230 480172 Vp 4YC60  ** — — — — 
D000 4886 4408 3830 oelZ 1750 34 115/208-230 — 1% 4YC61 208-230/460 — 1% 6KWP3 
D4" 4569 3841 2958 — — 1140 23 115/230 480172 iD 4YC62  —** — — — — 
5/42 4929 4131 3066 — 1140 24 115/230 — 1 4YC63 208-230/460 — 1 6KWP4 


* Performance certified is for installation type A: free inlet, free outlet. Performance ratings include the effects of a bird screen in the airstream. # The sound ratings shown are loudness values in 
oH pe a ? uae ra HH a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type A: free inlet hemispherical sone levels. ** Speed controls usable at 
5V/ only. 5/208 - é 


Axial Belt-Drive Downblast Exhaust Ventilators af Dayton] 


=» NEMA 1 junction box in motor enclosure — = Air-handling quality bearings are selected 












= Max. inlet air temperature: 120°F to meet a minimum of L10-100,000 hr. 
= UL-705 Listed for Power Ventilators = Regreasable pillow block bearings 
Recommended Backdraft |Recommended Roof Curb 
Provide steady exhaust of clean air under low- Propeller) Shaft Dimensions (in.) Damper Fixed 12"H Adj. 12"H 
to-moderate static pressures. Spun aluminum Dia-(in. .) Dia. din. ) A ay oy 2. Size (in) item No. item No. tem No. 
4 4 8 X 
construction, with fully rolled bead on the | oA 34 400, 99 AY, | OT KF AHX68 RBS D784 
windband, for stability and rigidity when lifting 30 1 | 42 AT 3d 4% | 35x35 4HX69 2RB81 27V84 
and transporting. UL and C-UL Listed. 36 1% 46 58% 41% 6% 39 x 39 4HX70 2RB82 2Z2V85 
COMPLETE W/DRIVE PKG. ** 
Single-Phase Motor 3-Phase Motor WITHOUT 
115/230V, 60Hz 230/460V, 60Hz DRIVE PACKAGE** 
Blade CFM Air Delivery @ Static Pressure Shown* Motor Max. Item Item Item 
Dia. 0.000" 0.125" 0.250" 0.375" 0.500" | HP RPM _ BHPt No. No. No. 
2742 ©2296 1725 960 — V4 795 0.26 7A398 _— 
50! 3018 2610 2109 1612 — % 875 0.34 7A399 7A415 4YU88 
3456 =. 3092 2743 2228 1795 % 1002. = (0.52 7A400 7A416 
3957 3625 3337 3012 _ 2532 Ya 1147 _—(0.78 7A401 7A417 
Sool 2663 ees — — V4 601 0.26 7A402 7A418 
3686 =: 076 2293 1352 — % 661 0.35 7A403 7A419 
24" 4221 3679 3045 2391 1488 % 157 O.a2 7A404 7A420 4YU89 
4834 4366 3894 3232 2688 Va 867 0.79 7A405 7A421 
5320 4905 4472 3946 _—- 3386 1 954 1.05 7A406 7A422 
9073 = 4292 3337 2349 — Vy 901 0.48 7A407 7A423 
5810 5139 4369 3571 2631 Va 631 0.80 7A408 7A424 
30" 6399 5792 5130 4327 3704 1 695 1.06 7A409 7A425 4YU90 Disconnect No. of Max. Item 
7320 ~=6788 6239 5618 4901 1% 795 1.60 7A410 7A426 Type Poles __HP No. 
8056 7572 7087 6559 ~—-5956 2 875 1.98 7A411 7A427 NEMA 4 2 2 __1H400 
8261 1052 9/29 = =94398 = 2580 7 493 0.79 TA412 7A428 3 7% _1H401 
36" 9082 7972 6861 5569 4405 1 542 1.06 7A413 7A429 4YU91 NEMA 4 2 2 __1H408 
10,406 9425 8502 7424 _ 6316 1% 621 157 7A414 7A430 3 7% _1H409 


* Performance certified is for installation type A: free inlet, free outlet. t Power rating (BHP) does not include transmission losses. Performance ratings 
include the effects of a bird screen in the airstream. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. 
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HVAC & REFRIGERATION Scan. Order. Done. 
Ventilators & Accessories Details on page A1. 


Supply Or Make-Up Air Ventilation 


The total amount of air supplied «= A slight negative pressure Untempered filtered supply Tempered direct-fired INSTALLATION 
is approximately 100% of the is desirable in a kitchen to ventilators are the most make-up air heaters provide NFPA 96 

air exhausted. Insufficient keep odors out of the dining economical solution if heating the best comfort in the 
make-up air in the kitchen can room (should not exceed or cooling is required and all kitchen. Supply tempered 
create hood capture problems. 0.02" static pressure) codes can be met. Untempered air through a source that 


= Intake must be a 
minimum of 10 
ft. from exhaust 
ventilator, 

Or 

» Exhaust ventilator 
discharge must be 
a minimum of 36" 
higher than intake 


Centrifugal Belt-Drive Filtered Supply Ventilators * Te ie 
= Max. inlet air temp.: 120°F 

= UL 705 Listed for Power Ventilators 

= Air handling-quality bearings meet min. L10-100,000 hr. 

= Bearings: sealed pillow block (2012" units are regreasable pillow block) 

Supply untempered, filtered makeup air to commercial and institutional buildings, or in commercial kitchen applica- 
tions. Heavy-gauge galvanized steel construction. Neoprene isolators, lifting lugs, and weather hood with removable 1" 
aluminum washable filters. Nos. 4YC82 and 4YC47 can be wall- or roof-mounted. Nos. 4YC83, 5AU56, and 5AU57 are 
roof-mount only. Motor, belts, and sheaves are packed separately when complete ventilator with drive package is ordered. 
UL and C-UL Listed. 


There are two general types = Make-up air must be supplied air should be supplied near the — will distribute air through- 

of make-up air, untempered at +10°F from air in the space hood at low velocities so itcan _ out the kitchen to increase 
and tempered. Here aresome «= Use non-directional perforated be exhausted quickly without comfort. Northern climates 
things to consider when select- __ diffusers (4-way diffusers mixing in the space, causing almost always require heated 
ing the supply portion of your are not recommended in discomfort and increasing make-up air. 

kitchen ventilation system. kitchen applications) heating/cooling costs. 




















SuoWER” a BLOWER OPENING RECOMMENDED ROOF CURBS 
OPENING Wheel Discharge Discharge Dimensions (in.) Fixed 8"H_ Fixed12"H Adj. 6%"H Adj. 12"H 
Disconnect No. of Max. Item Dia. (in.) | Length(in.) Width(in.) |A(sg.) B C D E Item No. ItemNo.  ItemNo. Item No. 
Type Poles HP No. 11% 11% 13% 30 21% 22 1% | 4HXx41 2RB/9 4C 454 22V83 
NEMA 1 2 2 @ 115/230V 1H400 13% 13% 15% 344%. 32 2/%2 29% 2 4HX42 2RB80 40455 2284 
3 7% @ 230V, 10 @ 460V 1H401 152 16 18% 3844%2 32-27% 29% 2 4HX42 2RB80 40455 2284 
NEMA 4 2 2 @ 115/230V 1H408 18% 19% 22% 42. 36 380% ~—32 2 4HX43 2RB81 30597 22V85 
3 7% @ 230V, 10 @ 460V 1H409 20% 20% 23 46 48 43% 36 2 A4HX44 2RB82 3059/7 22V85 
COMPLETE WITH DRIVE PACKAGE** 
Sones | Open Dripproof, 1-Phase {Totally Enclosed, 1-Phase|Open Dripproof, 3-Phase|Totally Enclosed, 3-Phase WITHOUT DRIVE 
Wheel @ 0.250", Motor, 115/230V, 60 Hz | Motor, 115/230V, 60 Hz | Motor, 230/460V, 60 Hz | Motor, 230/460V, 60 Hz | PACKAGE** 
Dia. | CFM Air Delivery @ Static Pressure Shown* |Motor Max. SP Item Item Item Item Item 
(in.) |0.125" 0.250" 0.375" 0.500" 0.750" 1.00" HP BHPt @5ft.# No. No. No. No. No. 
30 — — — — — % 0.04 — 7D493 THY73 — — 
1485 1106 — — — — % O18 11.3 7D494 THY74 — — 
1722 1472 1115 — — — M% 0.28 11.4 7D495 THY75 — — 
11% | 1949 1730 1471 1048 — — Y% 0.39 12.8 7D496 7HY76 _ _ 4YC82 
2293 2100 1899 1667 — — Y% 0.61 15.9 7D497 THY77 7D510 THY78 
2661 2485 2324 2140 1661 — % 0.92 20 7D498 THY79 7D511 7HY80 
2959 2804 2651 2500 2142 #1585) 1 1.24 24 7D499 7HY81 7D512 THY82 
2204 1/60 — — — — Yu 0.30 12.8 7D500 7HY83 — _ 
2714 2414 1916 — — — Y% 0.50 16.2 7D501 7HY84 7D513 THY85 
138% | 31389 2902 2562 2117. — — ¥% 0.75 21 7D502 7HY86 7D514 7THY87 4YC47 
3557 3353 «3119 2747 — — 1 1.06 24 7D503 7HY88 7D515 7THY89 
3948 3762 3565 3314 2607 — {1% 143 27 7D504 7HY90 7D516 THY91 
3102 2/08 2109 1065 — — Ye 0.54 11.2 7D505 7THY92 7D517 THY93 
3597 3280 2831 2293 — — % 0.81 15.8 7D506 7HY94 7D518 THY95 
15% | 4049 3760 3456 2985 1591 — 1 1,13 18.7 7D507 7HY96 7D519 THY97 4YC83 
4560 4304 4048 3719 2854 — | 1% 1.58 22 7D508 7HY98 7D520 7THY99 
5066 4837 4601 4371 3650 2681) 2 2.13 26 — — 7D521 7HZ00 
6220 5814 5296 4/740 3134 — | 1% 1.66 18.7 7D509 7HZ01 7D522 7HZ02 
181% 6874 6531 6075 5604 4431 — 2 2.20 23 — — 7D523 7HZ03 5AU56 
7926 7604 7275 6858 5995 4894, 3 3.30 29 — — 7D524 7HZ04 
9474 9168 8913 8643 7935 7218| 5 5.52 39 — — 7D525 7HZ05 
11,502 11,080 10,676 10,160 9004 7781 > 5 550 34 — — 7D526 7HZ06 
20% | 13,229 12,848 12,491 12,137 11,208 10,161) 7% 8.26 44 — — 7D527 7HZ07 5AU57 
14,602 14,255 13,920 13,597 12,841 11,952} 10 11.03 53 — — 7D528 7HZ08 
* Performance certified is for installation type B: free inlet, ducted outlet. t Power rating (BHP) does not include transmission losses. Performance ratings include the effects of a filter. 
# The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation in Type A: 
free inlet hemispherical sone levels. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. 
gi. NFPA 96 Required Accessories ef Dayton 
‘ r : Ventilated Roof Curbs—Ventilate hot Grease Collector Box—Diverts and collects heavy grease 
7: exhaust ducts in commercial kitchen applica- residue while protecting roof surface. Fastens directly to curb 
P [ tions, protecting buildings and roof members. underneath ventilator and includes connection from ventilator drain to Grease 
: Galvanized steel curbs allow for quick ventilator Box. Required for NFPA 96 and UL 762. 
> r installation and unifor mity throughout the job. Hinge Kits—Allow ventilators to swing back to expose the entire fan for 
a ' . Fixed curbs are 18 ga.; adjustable curbs are 16 


f ga. Flat-flashing flange mounts directly to roof cleaning and inspection, making maintenance easier. Includes retaining cable 


~ surface. Top flange surface is 1%" wide. For use and hardware kit. Upblast Hinge Kits are required for NFPA 96 and UL 762. 


se ies as with NFPA 96, UL 705, and UL 762 applications. Clean-Out Port Kit—Retrofits ventilator with a cleanout port for access to 
Curb Outside Inside Use w/Dayton Item the ventilator wheel through the windband. Required for NFPA 96. Includes 
Height (in.) Square (in.) Square (in.) _ Ventilators No. removable plug and hardware. Required for NFPA 96 and UL 762. 
Adjustable Ventilated Roof Curbs, 5" Flashing 
24 17¥’to22 14%to18 Sq. Base19to 20% 4HX61 H L W For Use With Dayton Roof- Item H L W For Use With Dayton Roof- Item 
24 24 to 29 21to26 Sq. Base 252 to 2/72" 4HX62 = in.) (in.) (in.) | Mounted Centrifugal Ventilators No. (in.) (in.) (in.) | Mounted Centrifugal Ventilators No. 
18 31 to 46 28 to 43 Sq. Base 322 to 44%" 4HX63 Grease Collector Box Hinge Kits - Downblast 
Fixed Ventilated Roof Curbs, 4" Flashing 6 12 «5 Upblast 480174 — 34 34 Downblast, 34" Sq. Base 20CK47 
24 17% 14 19" Sq. Base 4HX54_—s Hinge Kits - Upblast — 40 40 Downblast, 40" Sq. Base 20CK48 
24 20% is 22' Sq. Base 4HX55 _- —- = Upblast, 17 "to 30"Sq. Base 4HX79 — 42 42 Downblast, 42" Sq. Base 20CK49 
24 24% 21 26" Sq. Base 4HX56 — 34 34 Upblast, 34" Sq. Base 20CK53 — 46 46 Downblast, 46" Sq. Base 20CK50 
24 282 25 30" Sq. Base 4HX57 — 40 40 Upblast, 40" Sq. Base 20CK54 — 62 52 Downblast, 52" Sq. Base 20CK51 
18 32% 29 34" Sq. Base 4HX58 — 42 42 Upblast, 42" Sq. Base 20CK55 — 64 64 Downblast, 64" Sq. Base 20CK52 
18 40% od 42" Sq. Base 4HX59 — 46 46 Upblast, 46" Sq. Base 20CK56 Clean-Out Port Kit 
18 44% 44 46" Sq. Base 4HX60 {/_ — (/_ Upblast 3ATVI 
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a 


Nonventilated Roof Curbs 


Prefabricated, leakproof curbs provide compatibility 
between ventilator, curb, and roof opening on commer- 
cial and industrial buildings. Most include 1" insulation 
and integral damper tray. Adjustable curbs are shipped 
unassembled. 






; ; Increaser 
= For insulated and noninsulated metal, 


concrete, or wood roof decks 
= For rubber membrane and urethane 


Canted—For flat, noninsulated roof decks with thick foam roofing materials 














or rigid roofing material. 18-ga. galvanized steel body ne ck ; 12"H Wig pp 
construction with fully welded corners. Fixed curbs OD.(im)  LD.(in) Size (in,) Na * ~~ y A 
include 1/2" wood nailer. Fixed, Straight-Sided, 2" Flashing Flange Dayton} yy” Reducer 
F i lated tal t d f deck 15 11% 9%x9V 2RB74 
= For noninsulated metal, concrete, or wood roof decks 
15% 12% 9%x9% 5EFJ2 
= For built-up asphalt or coal tar roofing materials 17% 14% 19x19 ORB75 R f c b A d f 
' : , 20 17¥; 15x 15 2RB76 
Straight-Sided—For flat roof decks with up to 6" of aim TTT aPLTE 00 - ur apters 
insulation. Roll-formed with 18-ga. galvanized steel and 2402 2102 19x 19 2RB77 Allow existing roof curb to be used when 
1 welded side for added strength. Fixed curbs include a a ee | replacing a fan or ventilator. Adapt standard 
1%" lap-joint wood nailer. SRV; 55 i5 93x03 ORB79 fan base dimension to existing curb. Add no 
mane cone : hes = 39/5 9915 97x97 ORB80 height to the installation. Galvanized steel. 
urb Sq. urb Sq. amper tem tem 1 1 ie D1/"! 
0.D.(in.) _1.D.(in.) _ Size (in.) No. No. ae on SRB ate j Top and bottom flange surface is 2/2". 
Fixed, Canted, 1s" Flashing Flange 375 34% = 3AzZJ1.* Fan Curb 
15 NW, fee | she — 3815 3515 27X27 | 24Y860 Side Sq.Side Sq. 
17% 14% 12 x 12 4HX38 | 4HX46 39 236 3315 x 33% | BAZJ2 0.0. O.D. Item 
20% 17% 15 x 15 4HX39 | 4HX47 10V4 37h 35 x 35 ORBB1 (in.) —_(in.) Function No. 
24%, 21% 19x 19 4HX40 | 4HX48 = Increaser 
! 4315 40% 3AZJ3 : 
28% 25% 23 x 23 4HX41 4HX49 44V5 WMV 39 x 39 ORBB2 18% 21 19" Fan Base Fits 21"Curb 3AZK8 
32% 29% 27 x 27 4HX42 | 4HX50 45 49 301% x39% | 3AZJ4 21% 24 22" Fan Base Fits 24" Curb 6KWP5 
40% 37% 35 x 35 4HX43_ | 4HX51 49 16 = 3A7J5 > 21% 26 22' Fan Base Fits 26° Curb 3AZK9 
44%, 41% 39 x 39 4HX44_ | 4HX52 25% 30 26" Fan Base Fits 30° Curb _ 3AZL1 
50% 47V 39 x 39 5EFJ3 | 
55% 52% 50 x 50 4HX45 | 4HX53 53 50 47x 47%, | B3AZJS6 29% 34 30" Fan Base Fits 34°Curb  3AZL2 
62% 59% 50 x 50 4YY76 4YYT7 55 OA — 3AZJ7 > 33% 40 34" Fan Base Fits 40"Curb 3AZL3 
634"H 1234"H 59 56 53x53 | 3FLT6 40 44% ~—- 40%" Fan Base Fits 44%" Curb 3AZL4 
Curb Sq.  CurbSg. Damper | Item Item 621% 591% 50 x 50 2RB83 Reducer —_ 
0.D.(in.) _1.D.(in.) _Size(in.) | No. No. 65 62 59% x59% | 3AZJ8 gO TAD Fant Base Es 17 Cun) Seen! 
Adjustable, Canted, 11" Flashing Flange 71 68 — 3AZJ9 * 21” 18 22" Fan Base Fits 18° Curb _ SAZK2 
14% 023 10%to019 12t019Sq.| 4C453 | 4C670 Adjustable, Straight-Sided, 4" Flashing Flange 21” 2022" Fan Base Fits 20° Curb SAZK3 
23% 1032 19%t028 19to27Sq.| 40454 | 30437 14%t023 10%to19  12t019Sq. | 2zZV82 2572 22 26" Fan Base Fits 22° Curb _3AZK4 
32% 1041  28%t037 271039Sq. 40455 | 3C438 23% 1032 19%to28  19to027Sq. | 2ZV83 202 24 ___ 26 Fan Base Fits 24 Curb__GKWEB 
411049%  371045% 39to50Sq.| 30597 | 3C598 32%to41  —28%to37 27 t039Sq. | 2ZV84 29% 24 30" Fan Base Fits 24° Curb 6KWP7 
50t058%  46t054% 50x50Sq. 30216 | 30439 411049% 371045%  39to50Sq. | 2ZV85 29% 26 _30' Fan Base Fits 26° Curb _ 3AZKS 
64t0 72% 60 to 68% — — 1VN43_* 50t058%  46t054% 50x50 27V86 eo 30 tal Bae i ae 
* Does not include damper tray. 64 to 72% 60 to 68% = 9787 45% 42 46" Fan Base Fits 42" Curb 3AZK7 
Rooftop Accessories =“ rey-yerancze ‘ 
Rooftop Equi t Mounting Rail gala ~ 
ooftop Equipment Mounting Rail— a : 
an Pe eee PORTALSPLUS 4YN30 
Provides uniform mounting pedestals for 
various roof-mounted equipment. No. 
; 30F449 — 
Flat Roof Flashing—Flexible rubber cap fastens to seamless alumi- 
num base for secure, watertight seal. Stainless steel clamps included. Item 
2 : Description Pipe Size (in.) Brand Mfr. Model No. 
Shingle Roof Flashing—Galvanized base with elastomeric center Rooftop Equipment Mounting Rail, 3 ft. L = GA — 30F449 
collar for slopes up to 40°. Rooftop Equipment Mounting Rail, 4 ft. L = GA = 30F450 
Rooftop Equipment Mounting Rail, 6 ft. L = GA — 30F451 
Corrugated-Metal Roof and Wall Flashing—1-pc. weather-resis- at ae rast na. } Fee oe < ee _ pone Bs = YI 
P : . . : at HOOT Flasning, Ipes 8 10 1; 0 ortalS FIUS — 
tant EPDM flexible rubber flashing with integral aluminum base. Shingle Roof Flashing, 1 Pipe 1¥sto 1% Portals Pluc — AYN38 
= iim ni Shingle Roof Flashing, 1 Pipe 2 Portals Plus = 4YN39 
No. 4YN42 Includes carry box, seam tape to join pieces of rubber, Shingle Roof Flashing, t Pipe 3 Portals Plus = AYNAO 
adhesive-backed cover tape for repairing punctures and tears in Shingle Roof Flashing, 1 Pipe 4 Portals Plus — 4YN41 
membranes, and adhesive-backed flashing tape to repair corner Stee vetet pont ang a eso, ree “ ic oe easter ree a enteR aeESe 
: . P . . a Orrugated-ivietal HOOT an all Fiasning, Ipe 00/4 aster Flas 
molding and flashing. Also includes primer wash and applicator, Scis- ~Corrugated-Metal Roof and Wall Flashing, 1 Pipe 6% to 131 Master Flash SQ801GA  46E376 
sors, and seam roller. Single-Ply EPDM Rubber Roof Repair Kit — Portals Plus — 4YN42 
ten = ————_______ 
Description No. ETERNABOND 
Roof Repair Products Bram oa aNT nevat 
4 mil. Aluminum Backed Sealant Tape, 2" x 50 ft., 20 mil. 3GYH6 TECHNOLOGY (9 Semnraias . 
4 mil. Aluminum Backed Sealant Tape, 4" x 50 ft., 20 mil. 3GYE7 Roof Re air Ta es i 
Double Stick Sealant Tape, Gray, 2" x 50 ft., 60 mil. 3GYE8 
Tapa Ta ee ee ees i ae Seon fi 3GYG9 Pp 7 [P) d = , | A 
ite, 15 Rolls Black 2" x 4 ft., 65 mil. , an olls of 60 mil. Double-Side 
RoofSeal Tape, Black, 4" x 50 ft., 35 mil. 3GYF4 Fimers, an 00 © No 
RoofSeal Tape, White, 4" x 50 ft., 35 mil. 3GYG2 _ Item sava2 
RoofSeal Tape, Black, 6" x 50 ft., 35 mil. aGYFS. -E rae ER Hes Ey No. 
Rooted sae se eee am a seyEe —_-6°x 50-ft. RoofSeal, 2 x 50-ft. Double-Sided Stick, 4" x 50-ft. WebSeal, 
TO OE — 14-0z. Spray Can EternaPrime, 14-0z. Spray Can EternaClean, 2 
RoofSeal Plus Tape, Black, 4" x 25 ft., 65 mil. BGYF6 |) x 2.5" Curved End Steel Roller, Heavy Duty Scissors, Surface SGYE6 
RoofSeal Plus Tape, White, 4 x 25 ft., 65 mil. 3GYF8 = Preparation Pad, Seam Probe, Tool Bag, and Instructions 
RoofSeal Plus Tape, Black, 6" x 25 ft., 65 mil. 3GYF7 ‘"Gjeaners and Tools 
RoofSeal Plus Tape, White, 6° x 25 ft., 65 mil. . 3GYF9 = Primer, 1 qt., Covers 75 sq. ft., Aggressive Adhesive 3GYF1 
Paintable Woven Fabric-Coated Tape, Gray, 2" x 50 ft., 25 mil. 3GYJ1 and Surface Conditioner for MicroSealants 
Paintable Woven Fabric-Coated Tape, Gray, 4" x 50 ft., 25 mil. 3GYG4 Primer Spray, 14 oz., Aggressive Adhesive and 
Paintable Woven Fabric-Coated Tape, Gray, 6"x 50 ft., 25 mil. 3GYG5 Surface Conditioner for MicroSealants SGYF2 
Paintable Woven Fabric-Coated Tape, Gray, 12" x 50 ft., 25 mil. 3GYG8 Cleaning Spray, 14 0z., A Nonchlorinated Cleaner Formulated 3GYE9 
Roof Repair Tape Kit and Surface Prep Pads, White, 4" x 5 ft., 35 mil. 3GYH1 with Proprietary Mixture of Hot Solvents 
Roof Repair Tape Kit and Surface Prep Pads, Black, 4" x 5 ft., 35 mil. 3GYH2 Steel Roller, 8" L, Curved End with Handle 3GYH4 No. 3GYF1 
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‘a 
Hooded Axial Belt- 
Drive Roof Ventilators 


= Max. inlet air temperature: 104°F 


Designed for roof-mounted exhaust or supply of clean air in facto- 
ries, warehouses, and other large facilities. Heavy-gauge galvanized 
steel construction features hinged hood with bird screen, providing 
convenient access to motor and drives. Strong, weathertight hood 
is constructed of interlocking arched galvanized panels. Bird screen 

(Shown in and hood come preassembled (except 54" and 60" sizes). Base 
Service Position) requires field assembly with hardware provided. Housing, fan, and 
drive packages are shipped separately. Reversible exhaust/supply 
ventilators include wall-mounted reversing switch. 


Recommended Accessories 

















No. 7CF73 











Roof Curb Roof Curb Gravity Backdraft 
Propeller Dimensions (in.) Fixed 12"H Adj. 12"H Damper 
Dia. (in.) A B C D E F G H Item No. Item No. Item No. 
20 24% 44 48 38 22 16 11% 10% SELIO 22V83 3HHL6 
24 28/2 48 48 38 22 16 11% 10% 3AZH/ 22V83 2FIV/ 
30 34% Yd 60 38 22 16 11% 10% 3AZH8 2ZV84 3HHL8 
36 40% 68 60 38 22 16 11% 10% 3AZJ52 2ZV84 3HHN1 
42 46% 78 ie 40% 24% 16 10 14% 3AZJS4 2ZV85 6WRK/ 
48 04% 90 84 42% 26% 16 12% 14 3AZJ56 2ZV86 6WRK8 
04 60% 96 96 532 282 20 14 14% 3FLT6 2ZV8/ ONKN7 
60 66% 100 108 D4 30% 24 14% 16 3AZJ58 2ZV8/ 6WRKY 
COMPLETE WITH DRIVE PACKAGE** 
Open Dripproof Totally Enclosed Open Dripproof Totally Enclosed 
1-Phase Motor 1-Phase Motor 3-Phase Motor 3-Phase Motor 
115/230V, 60 Hz 115/230V, 60 Hz 230/460V, 60 Hz 230/460V, 60 Hz 
Blade CFM Air Delivery @ Static Pressure Shown Motor Fan Item Item Item Item 
Dia. 0.000" 0.125" 0.250" 0.375" HP RPM No. No. No. No. 
Exhaust Ventilators 
3080 2/07 2123 998 VA 953 7AD67 7AD68 7AD69 7AD70 
20" oo0L 3025 2540 1752 V3 1039 7AD71 7AD72 7AD73 7AD74 
3945 3678 ool 2866 Va 1221 7AD75 7AD76 7AD77 7AD78 
395/ 3536 2927 — 7) 923 7CF46 7CF47 7AE00 7CF48 
54" 4339 3961 3450 — ie) 1012 7CF49 7CF50 7AE01 7CF51 
5064 4747 4376 — Vy 1181 7CF52 7CF53 7AE02 7CF54 
5/97 5520 5220 4852 V4 1352 7CF55 7CF56 7AE03 7CF57 
5530 4698 — — VA 621 7CF58 7CF59 7AE04 7CF60 
6016 5275 4024 — ie) 675 7CF61 7CF62 7AE05 7CF63 
30" 6916 6268 5452 — i) 776 7CF64 7CF65 7AE06 7CF66 
7861 7287 6677 5791 4 882 7CF67 7CF68 7AE07 7CF69 
8628 8100 7594 6901 1 968 7CF70 7CF71 7AE08 7CF72 
7158 6050 4190 — i) 477 71CF73 7CF74 7AE09 7CF75 
9043 7643 6450 3880 Vy 556 7CF76 7CF77 7AE10 7CF78 
36" 10,213 8995 7552 6780 4 628 7CF79 7CF80 7AE11 7CF81 
11,287 10,211 8962 7308 1 694 7CF82 7CF83 7AE12 7CF84 
12,881 11,987 10,917 9746 1% 792 7CF85 7CF86 7AE13 7CF87 
10,151 8266 6550 — Vp 426 7CF88 7CF89 7AE14 7CF90 
49" 11,485 9885 7250 6420 4 482 7CF91 7CF92 7AE15 7CF93 
12,702 11,308 9489 8780 1 530 7CF94 7CF95 7AE16 7CF96 
14,489 13,318 11,856 9793 1% 608 7CF97 7CF98 7AE17 7CF99 
T1207 8481 6160 — Va 341 7CHO3 7CH04 7AE18 7CHO5 
12,997 10,826 10,010 — V4 393 7CHO6 7CH07 7AE19 7CHO8 
4g" 14,188 12,290 8779 7980 1 429 7CHO9 7CH10 7AE20 7CH11 
16,238 14,599 12,434 6725 1% 491 7CH12 7CH13 TAE21 7CH14 
17,858 16,384 14,644 11,742 2 540 7CH15 7CH16 7TAE22 7CH17 
20,437 19,165 17,807 16,057 3 618 _— — 7TAE23 7TAE24 
18,680 16,129 — — 1% 343 7AD79 7AD80 7AD81 7AD82 
54" 20,205 17,856 13,797 — 2 371 7AD83 7AD84 7AD85 7AD86 
23,300 21,002 18,889 — 3 429 — 7AD87 7AD88 7AD89 
27,612 25,893 24,174 21,742 5 507 — — 7AD90 7AD91 
28,530 26,087 23, 1/2 — 3 485 — — 7AD92 7AD93 
60" 32,648 30,510 28,398 24,618 7% 555 — — 7AD94 7AD95 
35,942 34,001 32,075 29,935 10 611 — — 7AD96 7AD97 
41,118 39,421 37,726 36,055 15 699 — — 7AD98 7AD99 
Supply Ventilators 
ola 2/59 2160 1015 VA 953 7AE25 7AE26 7TAE27 7AE28 
20" 3416 3077 2585 1782 V3 1039 7AE29 7AE30 7AE31 TAE32 
4014 3742 3389 2916 Vp 1221 7AE33 7AE34 7AE35 7TAE36 
4054 3622 2999 — VA 923 7CH18 7CH19 7AE58 7CH20 
54" 4445 4057 3534 — v3 1012 7CH21 7CH22 7AE59 7CH23 
5187 4863 4483 — Vp 1181 7CH24 7CH25 7AE60 7CH26 
9938 9655 5302 4970 V4 1352 7CH27 7CH28 7AE61 7CH29 
o/12 4842 — — VA 621 7CH30 7CH31 7AE62 7CH32 
6209 5444 4153 — ie) 675 7CH33 7CH34 7AE63 7CH35 
30" 7138 6469 5627 — % 776 7CH36 7CH37 7AE64 7CH38 
8113 7520 6891 5976 V4 882 7CH39 7CH40 7AE65 7CH41 
8904 8360 7837 7122 1 968 7CH42 7CH43 7AE66 7CH44 
8073 6296 3200 — V3 477 7CH45 7CH46 7AE67 7CH47 
9410 7953 4810 — Vp 556 7CH48 7CH49 7AE68 7CH50 
36" 10,628 9360 7858 5160 4 628 7CH51 7CH52 7AE69 7CH53 
11,745 10,624 9325 7604 1 694 7CH54 7CH55 7AE70 7CH56 
13,403 12,472 11,360 10,141 1% 792 7CH57 7CH58 7AE71 7CH59 
10,813 8805 5100 — Vy 426 7CH60 7CH61 7AE72 7CH62 
49" 12,235 10,530 7723 4280 V4 482 7CH63 7CH64 7AE73 7CH65 
13,530 12,045 10,108 6750 1 533 7CH66 7CH67 7AE74 7CH68 
15,434 14,187 12,629 10,432 1% 608 7CH69 7CH70 7AE75 7CH71 
12,144 9133 = = Ya 341 7CH75 7CH76 7AE76 7CH77 
13,997 11,659 7600 — 7 393 7CH78 7CH79 7AE77 7CH80 
4g" 15,279 13,235 9454 — 1 429 7CH81 7CH82 7AE78 7CH83 
17,487 15,722 13,390 5380 1% 491 7CH84 7CH85 7AE79 7CH86 
19,232 17,644 15,770 12,646 2 540 7CH87 7CH88 7AE80 7CH89 
22,010 20,639 19,176 17,293 3 618 — _— 7AE81 TAE82 
Drive Package consists of appropriate motor, belts, and sheaves to obtain performance listed. B 
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Hooded Axial Belt-Drive Roof Ventilators Dayton 
COMPLETE WITH DRIVE PACKAGE** 

Open Dripproof Totally Enclosed Open Dripproof Totally Enclosed 

1-Phase Motor 1-Phase Motor 3-Phase Motor 3-Phase Motor 

115/230V, 60 Hz 115/230V, 60 Hz 230/460V, 60 Hz 230/460V, 60 Hz 
Blade CFM Air Delivery @ Static Pressure Shown Motor Fan Item Item Item Item 

Dia. 0.000" 0.125" 0.250" 0.375" HP RPM No. No. No. No. 
Supply Ventilators (Cont.) 
20,036 17,299 — — 1% 343 7TAE37 TAE38 7TAE39 7AE40 
54" 21,672 19,152 14,798 — 2 ofl TAE41 TAE42 TAE43 7AE44 
25,059 22,881 20,260 — 3 429 _— TAE45 7AE46 7AE47 
29,616 21 iif2 25,928 29,320 5 507 — — TAE48 7AE49 
30,464 27,889 24,743 — 5 485 — _— 7AE50 7AE51 
60" 34,861 32,579 30,324 26,287 71% 550 — — TAE52 TAE53 
38,378 36,306 34,249 31,964 10 611 — — 7AE54 7AE55 
43,906 42,094 40,284 38,499 15 699 — — 7AE56 7AE57 
Reversible Exhaust/Supply Ventilators 

5991 4604 — — V3 714 7AU13 7AU14 7AU15 7AU16 
6922 5863 — — Ya 825 7AU17 7AU18 7AU19 7AU20 
7871 6993 5959 — Sa 938 7AU21 7AU22 7AU23 7AU24 
30" 8659 7876 6790 — 1 1032 7AU25 7AU26 7AU27 7AU28 
9934 9274 8470 7292 1% 1184 7AU29 7AU30 7AU31 7AU32 
10,908 10,318 9638 8762 2 1300 7AU33 — 7AU34 7AU35 
12,367 11,848 11273 10,619 3 1474 — — — 7AU36 
8494 6905 9034 3964 Yo 659 71CK23 7CK24 TAE83 70K25 
9737 8373 6494 5227 Va 756 7CK26 7CK27 7TAE84 7CK28 
10,704 9483 8030 6653 1 830 7CK29 7CK30 7AE85 7CK31 
36" 12,264 11,244 10,067 7780 1% 951 7CK32 7CK33 7TAE86 7CK34 
13,490 12,596 11,515 10,346 2 1046 7CK35 7CK36 7AE87 7CK37 
15,501 14,745 13,827 12,903 3 1202 7AU37 7AU38 7AU39 7AU40 
18,313 17,673 16,974 16,167 5 1420 — — 7AU41 TAU42 
14,711 10,334 — — oA) 539 7AU43 7AU44 7AU45 7AU46 
16,104 12,397 — — 1 590 7AU47 7AU48 7AU49 7AU50 
4g" 18,233 15,243 10,469 — 1% 668 7AU51 7AU52 7AU53 7AU54 
20,252 17,686 13,758 — 2 742 7AU55 7AU56 7AU57 7AU58 
23,117 20,967 18,022 14,147 3 847 7AU59 7AU60 7AU61 7AU62 
27,485 25,802 23,626 20,891 5 1007 — — 7AU63 7AU64 


** Drive Package consists of appropriate motor, belts, and sheaves to obtain performance listed. 


‘ae 


Low-Profile Gravity 
Roof Ventilators 








; oe Recommended 
Designed for exhaust or supply appli- Dimensions (in.) ‘ Hout Curb 
: : oat ixe 
cations on natural gravity or positive — 12"H | Adj. 12"H 
pressure systems. Low-profile hoods ios A. ; B £ & item No. ug No. 
eer i ; i 2 14 2 
tant construction. Integral birdscreen. Supe oe 5 ut 3% 2Rb76 782 
F < . ‘4 
Built-in curb cap with prepunched DRB79) 30 3575114 3% | ORB7O | D783 
holes for easy attachment to roof curb. 2RB73/ 34 38% 11 4 | 2RB80 | 2ZV84 
CFM/THROAT VELOCITY @ STATIC PRESSURE SHOWN Max. Intake 
Gravity Relief @ SP Shown Gravity Intake @ SP Shown CFM/Throat Item 
0.050" 0.100" 0.125" 0.200" 0.250" 0.050" 0.100" 0.125" 0.200" 0.250" Velocity No. 
258/697 365/985 408/1102 516/1393 576/1558 199/538 282/761 315/851 398/1077 445/1204 780/2102 2RB68 
370/650 524/919 586/1027 741/1299 8286/1453 312/548 442/775 494/866 624/1096 698/1225 1032/1801 2RB69 
523/638 740/903 828/1009 1047/1277 1171/1428 448/546 633/772 708/863 895/1092 1001/1221 1512/1848 2RB70 
973/671 1375/949 1538/1061 1945/1342 2175/1500 829/572 1173/809 1311/904 1658/1144 1854/1279 1812/1258 2RB71 
1435/638 2029/902 2269/1008 2870/1276 3209/1426 {226/545 1733/770 {938/861 2452/1090 2741/1218 2658/1188 2RB72 
2101/648 2971/917 3321/1025 4201/1297 4697/1450 1724/532 2438/752 2725/8411 3447/1064 3854/1190 2970/926 2RB73 


‘aa 
Hooded Gravity Roof Ventilators 


Designed for nonpowered ventilation or can be used in conjunction with 
powered exhaust, supply, or reversible fans. Strong, weathertight hood is 
constructed of interlocking, arched, galvanized steel panels. Bird screen 
and hood come preassembled (except 54" and 60" sizes). Base requires 
field assembly with included hardware. 


























Recommended Accessories 





Roof Curb Roof | Gravity 
Damper, Fixed Curb | Backdraft 
Item Dimensions (in.) Size 12"H_=|Adj. 12"H) Damper 
No. A C DE F_ G_H | (in.) | Item No. |Item No.| Item No. 
SFKE1 [24% 44 48 38 22 16 11%10%)21x21| 3FLI5 | 22V83 | 3HHL6 
1WDN3)28% 48 48 38 22 16 11% 10%| 25x25) 3AZH/ | 2ZV83 | 2FIV/ 
1WDN4/34% 57 60 38 22 16 11% 10%)| 31x31) 3AZH8 | 2ZV84 | 3HHL8 
1WDN5|40% 68 60 38 22 16 11%10%)| 37x37) 3AZJ2 | 2ZV84 | 3HHNI 
1WDN6)46% 78 72 40% 24% 16 10 14%| 43x43 3AZJ4 | 2ZV85 | 6WRK/ 
1WDN7|54% 90 84 42% 26% 16 12% 14 |49x49 3AZJ6 | 2ZV86 | 6BWRK8 
SFKE2 |60% 96 96 53% 28% 25 14 14%| 55x55) 3FLI6 — ONKN7 
3FKE3 |661 100 108 54% 30% 24 14% 16 |61x61} 3AZJ8 | 2Z2V8/ | GBWRKY 
CFM/THROAT VELOCITY @ STATIC PRESSURE SHOWN Max. Intake 

Blade Gravity Relief @ SP Shown Gravity Intake @ SP Shown CFM/Throat Item 

Dia. 0.050" 0.100" 0.125" 0.200" 0.250" 0.050" 0.100" 0.125" 0.200" 0.250" Velocity No. 

20" 1782/509 2020/720 2818/805 3060/1018 3985/1139 1599/457 2201/629 2461/703 3112/889 3480/994 9900/1571 3FKE1 

24" 2039/635 3991/898 4015/1004 = 5079/1260 ~=—_ 5678/1420 2443/536 3030/758 3388/84 7 4285/1071 4791/1198 _ 6069/1239 1WDN3 

30" 3646/583 9156/825 9/60/922 7292/1167 8153/1304 3153/504 4459/713 4985/798 6306/1009 = 7050/1128 ~~—8784/1301 1WDN4 

36" 9128/5/0 7201/806 8107/901 10,255/1139 —11,466/1274 | 4191/466 9926/658 6626/736 8381/931 9371/1041 —-11,634/1225 1WDN5 

42" 6229/509 8809/719 9849/804 —-:12,458/1017 —13,929/1137 | 5633/460 7967/650 8907/727 11,267/920 12,597/1028 15,476/1214 1WDN6 

48" 7695/4811 10,882/680 —12,167/760 —_'15,390/962 =—17,207/1075 | 300/456 10,324/645 —-11,542/721 —-14,600/912 —16,323/1020 20,/66/1240 1WDN7 

4" 12,094/509 —-17,103/720 —-19,122/805 —-24,188/1018 = 27,043/1139 | 10,851/457 ——-14,934/629 —-16,697/703 ——21,120/889 = 23,613/994 23. 550/992 3FKE2 

60" 14,716/509_ —-20,811/720 —-23,.268/805 —29,433/1018 —32,907/1139 | 13,204/457 —-18.172/629 —20,317/703 —25,699/889 28, 733/994 —-24.660/853 3FKE3 

Sign in to Grainger.com® to see YOUR Pricing and MORE 2965 





HVAC & REFRIGERATION Scan. Order. Done. |= 
Power Roof Ventilators Details on page Al. 








Dayton: 
= UL-705 Listed for Power Ventilators 

= Max. inlet air temperature: 120°F 

= Air handling quality bearings are selected to meet a minimum of L10-100,000 hr. 
= 24" propeller dia. units feature sealed pillow block bearings 

= 30" propeller dia. and larger units feature regreasable pillow block bearings 


For use in industrial and commercial buildings, including warehouses, manufacturing facilities, foundries, and 
laboratories. Units are highly weather resistant, with housings constructed of heavy-gauge galvanized steel, bolted 
seams, and reinforced edges for added strength. Drive frames are die-formed, galvanized structural steel, provid- 
ing a rigid platform for motors, shafts, bearings, and drives. Fabricated steel propellers have steeply pitched blades 
to generate low sound levels. Integral butterfly dampers prevent unwanted backdrafts and have magnetic latches 
to minimize damper flutter when not in use. Built-in lifting lugs speed installation; the windband is removable for 





































































































easy inspection. UL and C-UL Listed. 
Dimensions (in.) Recommended Roof Curb 
Blade Adj. 12" H Fixed 12"H 
Dia. A B C D E Item No. Item No. 
24" 36% 28% 16 26 31% 22V84 3AZH9 
30" 38% 32% 18% 30 3/% 22V84 3AZJ1 
36" 44% 382 7% 33 43 22V89 3AZJ3 
42" 90% 44 20 38 49% 22V86 3AZJ5 
48" 96% 30% 20% 40 26 2ZV86 SAZJ/ 
4" 66% 61% 28 45 62% 22V8/ 3AZJ8 
60" 712% 66% 26% 48 68% 22V8/ 3AZJ9 
COMPLETE WITH DRIVE PACKAGE** 


Open Open Totally 
Dripproof, Totally Dripproof, | Enclosed, 
1-Phase Enclosed, 3-Phase | 3-Phase 
Motor, 1-Phase Motor, Motor, 
115/230V, Motor, 230/460V, | 230/460V, | WITHOUT DRIVE 
Sones @ 60 Hz (115/230V,60Hz  60Hz 60 Hz PACKAGE** 


Blade CFM Air Delivery @ Static Pressure Shown* Motor Fan Max. 0.125" Item Item Item Item Item 
Dia. 0.000" 0.125" 0.250" 0.375" 0.500" HP RPM BHP{ SP @b5ft.# No. No. No. No. No. 

9934 4912 _ _— _— V3 706 0.40 13:5 7HZ09 7A890 7HZ10 7A895 

24" 6791 5985 — — _ Y 808 0.60 16.4 7HZ11 7A891 7HZ12 7A896 4YY23 
7766 7078 6127 _ _— 4 924 0.90 21 7HZ13 _ 7HZ14 7A897 
11,108 9534 7845 — _— V4 695 0.90 1/2 7HZ15 7A857 7HZ16 7A871 

30" 12,227 10,765 9434 _ _— 1 765 1.20 20 7HZ17 7A858 _ 7A872 AYY24 
14,001 12,739 11,566 10,270 — 1% 876 1.81 24 _ 7A859 _ 7A873 

15,408 14,272 13,148 12,089 _ 2 964 2.41 30 _— 7A860 7A874 _— 

13,858 11,600 _ = — V4 497 0.90 16.2 7HZ18 7A861 7HZ19 1A875 

36" 15,252 13,326 _— _ — 1 547 1.20 19.2 7HZ20 7A862 7HZ21 7A876 AYY25 
17,455 15,884 13,659 _— — 1% 626 1.80 24 7HZ22 7A863 7HZ23 7A877 
19.212 17,866 15,917 13,659 _ 2 689 2.40 29 7HZ24 7A864 7HZ25 7A878 
21,814 19,068 14,632 _ _— 1% 482 1.81 21 7HZ26 7A865 1HZ27 1A879 

49" 23,987 21,470 18,061 11,471 — 2 530 2.41 24 7HZ28 7A866 7HZ29 7A880 AYY26 
27,472 25,246 22,743 19,228 12,915 3 607 3.61 29 _ _ 7HZ30 7A881 
32,495 30,584 28,793 26,363 20,002 5 718 9.98 39 _— _ 7HZ31 7A882 
20,01f 22,306 17,815 _— _— 1% 399 1.81 19.8 1HZ32 7A868 7HZ33 7A883 

4g" 28,075 25,312 21,501 14,614 _— 2 439 2.40 18.8 7HZ34 7A869 7HZ35 7A884 AYY27 
32,104 29,829 26,528 23,376 16,326 3 502 3.61 24 — _— 7HZ36 7A885 
5 994 9.98 29 7HZ37 7A886 


37,987 36,154 33,838 30,758 28,240 _ — 
= = 366 2.61 17.0 7HZ38 7A900 7A904 


33,/88 28,/00 17,3/8 2 _— 

54" 37,655 33,239 25,221 — — 3 408 3.62 22 7HZ39 7A901 7HZ40 7A905 AYY28 
44,589 41,195 36,770 25,204 20,392 Q 483 2.97 29 — 7A902 + 7HZ41 7A906 
50,958 48,034 44,312 40,154 28,469 ae 952 8.98 39 _ 7A903_—t 7HZ42 7A907 
43,011 36,740 << = = 3 33/ 3.60 22 7THZ43 TA908 7HZ44 TA911 

60" 51,052 46,295 39,734 — = 5 400 6.00 25 = 7A909 tf 7HZ45 7A912 4YY29 
58,455 54,801 49,056 — i 1% 458 9.05 31 _ 7A910 + 7HZ46 7A913 
64,326 61,083 58,176 50,976 = 10 504 12.05 43 = = 7HZ47 7A914 


* Performance certified is for installation type A: free inlet, free outlet. { Power rating (BHP) does not include transmission losses. Performance ratings do not include appurtenances (accessories). 
# The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA standard 301. Values shown are for installation Type A: free inlet 
hemispherical sone levels. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. + 230V only. 


Emergency Smoke af Dayton] site 
Exhaust Ventilators 


= Spring-loaded damper lifters meet UL-793 Snow Load Rating 

= UL Listed for Emergency Smoke Control 

= Max. inlet air temperature: 120°F continuous operation; 
500°F for 4 hr.; 1000°F for 15 min. 

= High-temperature regreasable pillow block bearings 


For use in industrial and commercial buildings such as manufacturing facilities, foundries, 
and laboratories. Heavy-gauge, galvanized steel fans feature a 165°F fusible link on damper 
lifters. Belt tubes have heat shields. Magnetic damper latches prevent positive pressure from 
lifting dampers. Windbands have lifting lugs. Roof curb required for new installations. UL and 
C-UL Listed. 












COMPLETE WITH 
DRIVE PACKAGE** 
Totally Enclosed 3-Phase 
Recommended Motor, 208- WITHOUT DRIVE 
Sones Roof Curb, 230/460V, 60Hz PACKAGE** 
Blade CFM Air Delivery @ Static Pressure Shown* Motor Fan Max. @ 0.125" SP Adj. 12"H Item Item 
Dia. 0.000" 0.125" 0.250" 0.375" 0.500" HP RPM BHPt @ 5ft.# Item No. No. No. 
20,642 22,083 18,650 —_ —_ 2 433 2.20 18.4 2ZV86 7M7V3 
48" 29,3/3 26,836 23,063 19,730 _— 3 496 3.31 23 2ZV86 7M7V4 2RB67 
34,761 32,809 30,166 27,319 24,091 3 08/ 5.49 29 2ZV86 7M7V5 


* Performance certified is for installation type A: free inlet, free outlet. t Power rating (BHP) does not include transmission losses. Performance ratings do not include appurtenances (accessories). 
# The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA standard 301. Values shown are for installation Type A: free inlet fan 
sone levels. ** Drive package consists of appropriate motor, belts, and sheaves to obtain performance listed. 
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HVAC & REFRIGERATION 
Whole House Fans & Ceiling/Gable Shutters 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


‘a 


Assembled 
Whole House Fans 


= Mount: horizontal 

= Thermally protected, 2-speed motors 
= 115V/60 Hz 

= Preassembled wood frame 


Effectively cool and ventilate an entire home by remov- 





HOT AIR 
OUT 


HOT AIR 






No. 
1LXN7 


COOL AIR 
IN 














ing hot, humid air through the attic and drawing in Blade CFM CFM Fan W H_ D_ Coverage No.of Item 
cooler air from outside. Gasket between the venturi and Hens bi BION ace Low Amps _'Watts_ HP RPM  (in.) (in.) (in.) (sq.-ft.) Blades _No. 
plenum box reduces noise. Painted steel housing. Belt 24° 3700 +~=—«-2500 6.7/4.6 335/210 4 560/370 30 15 30 800 4 2EAX5 
drive models have automatic belt tensioning system 30" 7600 9100 6.7/4.7 900/367 % 455/305 34 15 34 1200 4 1LXN7 
; ne 36° 10600 7100 8.2/6.4 850/567 % 415/275 40 15 40 2500 4 TLXN8 
which eliminates manual belt adjustment. All models 42" 12.600 8400 8.2/4.4 661/350 % 410/270 4615 4632004 2EAXA 
include 2-speed wall switch with 12-hr. timer. Fans are Heavy Duty Direct Drive 
UL and C-UL Listed 24" 4700 3500 2.0/1.5 220/170 % 840/625 30 9 30 800 3 3EAU1 
30" 6000 4500 23/6 270/190 % 795/610 34 #9 34 1000 3 3EAU2 
il 
20" Whole House Fan 
= 120V/60 Hz Can be mounted on inside or outside of window trim to provide air movement j 
= Electrically reversible for where permanent attic-mounted ventilating fans cannot be installed. Storm i 
air intake or exhaust Guard® allows window to be closed behind fan during inclement weather. mili Ve 
= ETL Listed and OSHA- Extender side panels fit windows 27" to 38"W x 2614"H. Fan is not intended \, \ me UW j 
compliant guards for use in commercial cooking, foundries, or industrial applications with expo- ANS SE Uy 
= 6-ft., 18/3-cond. power cord — sure to dust-laden atmospheres or extreme ambient air temperature. Tested Slee” 4 
with integrated safety plug § toAMCA standard 230.99. ; 
Blade CFM CFM CFM Fan Fan H D Mfr. Item 
Dia. High Medium Low _ Voltage Amps Watts RPM (in.) (in.) (in.) Model No. 
20". 3560 3120 2510 120VAC 1.4/1.2/1.0 170/145/115 1600/1450/1100 265% 26% 11 9166 30614 
Tt | \ WIDTH VIEW 
No. 3C510 ss i =e \ J J = , 
WIDTH VIEW ae ef SG te 





W 
y FELT SEAL 


‘aaa 
Ceiling 
Shutters 


Fit flush in ceiling opening below whole-house fans. Tie rods at each side of 
shutter assure uniform opening when fan is operating. White extruded aluminum 
frame with 11%" flange and %6" dia. mounting holes. White louvers with felted 
edges. Truss shutters install without framing or cutting ceiling joist. 


THIS BLADE 
STATIONARY 


Shutter Shutter 

Fits Opening Free Item 
Fan Dia. L W Required Area For Use With No. 
Economy Ceiling Truss Shutters 

24" 26" 32 24' x 30" 3.323 sq. ft. 24"Whole House Fans 30C510 

24" 3054" 2916" 289%" xX 27'Ye 4.425 sq. tt. 30545 4HA10 

30" 30%" 35% 284" X 33" 9.439 sq. ft. 30374, 30546, 5M155_ — 4HA11 

30" 32. ced BU XU: 4.652 sq.ft. 30°Whole House Fans 30511 

36" 36" Be. 34" x 30" 5.981 sq.ft. 36'Whole House Fans 30C512 

36" 3/4" 36" 3074 X 34" 7.126 sq. ft. 30375, 5M156 4HA12 
Economy Ceiling Shutters 

24" 26" 26" 24" x 24" 3.631 sq.ft. 24° Whole House Fans 3HHR2 

30" 32 32. 30" x 30" 9.316 sq. ft. 30° Whole House Fans 3HHR3 

36" 36" 36" 34" x 34" 7.293 sq. ft. 36° Whole House Fans 3HHR4 
Premium Ceiling Truss Shutters 

24" 32. 26" 30" x 24" 4.652 sq. ft. 24" Whole House Fans 3HHR6 

30" 30. 32 oo XU 9.162 sq. ft. 30° Whole House Fans _3HHR/ 

42" 42" 40" 40" x 38° 8.168 sq. ft. 42° Whole House Fans _3HHR8 

42" 43" OZ. 41" x 30° 6.523 sq.ft. 42°Whole House Fans 3HHR9 


Gable Shutters 


‘a 
= Max. velocity: 1500 fpm 
= 114" flange 
Designed for use with gable-mounted power attic ventilators. Shutters are 
not for use with solar-powered, automatic gable-mount attic ventilators. 
Aluminum construction. Flush mount for easy installation. Automatically open 
when ventilator is running. Weather stripping on blades for positive seal when 
not in use. Tie rods on blades assure uniform opening while fan is operating. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





SPRING POST 





Economy—WMax. velocity: 1500 fom. Nylon fasteners for quiet operation. 


Premium—Max. velocity: 2250 fom. Louvers reinforced with galvanized steel 
Strip. 


Optional Shutter Motor—Not for use with truss shutters. Relieves start- 
ing load on fan motor by automatically opening and closing shutter. 60 Hz, 
120/240V. Overall dim.: 8%2"H x 4%"W x 7%'D. Includes installation hardware. 


Ceiling Shutter Cover—Insulated cover helps reduce energy costs by stop- 
ping air infiltration and reducing heating and cooling loss. Features easy 
hook-and-loop attachment, and a trim-to-fit design for a customized installation. 
White front and reflective foil back. 


Shutter Shutter 
Fits Opening Free Item 
Fan Dia. L W Required Area For Use With No. 
Premium Ceiling Shutters 
24" 26° 26" 24" x 24" 3.112 sq. ft. 24" Whole House Fans _4€224 
30" 32 Je 30" x 30" 4.652 sq.ft. 30°Whole House Fans 40225 
36" 30 40" 33° X 38" 8.112 sq. ft. 36" Whole House Fans 3HHR5 
36" 38° 33° 36° X 36" 7.293 sq.ft. 36° Whole House Fans 4€228 
42" 44" 4A" 42" x 42" 9.562 sq.ft. 42°Whole House Fans 3€242 
48" 50" 50" 48" x 48" 13.224 sq. ft. 48°Whole House Fans 30243 
Optional Shutter Motor 
For Use with Dayton Premium Ceiling Shutters 24N066 
Ceiling Shutter Cover, Attic Armour 
48'L x 48'W, Trim to Fit 2NXJ9 
—eee = 
No. 
tee, 4YN20 
sai Ells shuat shatiee shinee , cS 
ade an Overa pening ree tem 
Material Dia. Size Required Area No. — 
Mill Finish Aluminum 16" 19°x 19" 17'x17" 1.402 sq. ft. 3HHR1 
White Painted Aluminum 16° 19°x 19° 17'x17/" 1.402 sq. ft. 4YN20 








HVAC & REFRIGERATION 
Attic Ventilators 


Scan. Order. Done. 
Details on page A1. 


How to Select Power Attic Ventilators 


For proper attic ventilation, the Home Ventilation Institute recom- 
mends a system that provides at least 10 air exchanges per 
hour. Use the following formula to determine the fan capacity 


(cu. ft. per min., cfm) needed to 
provide this minimum airflow: 


Attic Square Feet x 0.7 = cfm 


Note: For roofs pitched 7/12 or higher, you may want to 
add 20% more cfm capacity to handle the larger volume 
of attic space; 30% more for roofs 11/12 and higher. 





* 





. 
No. 10N201 
Free Air reducing 
CFM @ Max. Intake Dome 
0.030" Attic Area Req. Dia. Dome 
SP (sq. ft.) (sg. ft.) | Amps HP RPM (in.) Material 
Ventilators 
1400 2100 5 20 % 1500 24 Gray Zinc 
1400 2100 5 223 V% 1500 24 Plated Steel 
Brown Paintable 
1200 715 4.0 4.3 Yo 1050 23% PVC Plastic 
Thermostat Thermostat 
Switch Switch Control 
Type Action Range Differential H Ww 
Attic Fan Thermostat/Humidistat 
2 OFol Close on Rise 60° to 120°F 10°F 4% 6" 6%" 


= Motors: totally enclosed, 
120V/60 Hz 
= Thermostat: 90° to 130°F, 





15°F fixed differential 
CFM @ 
| Included with Ventilator _SP 
Guard, Thermostat 1060 
1095 
Guard, Shutter, 800 
Thermostat +860 


No. 7A040 * Opening Req.: 18-3/8" Dia. 


No. = 120V/60 Hz 


10W195 






Dayton} 


Automatic Attic Exhaust Fans 


Automatic Gable-Mount Attic Ventilators 


= Built-in adjustable thermostat 
= Mounting brackets included 


BROAN 


Automatic Roof-Mount Attic Ventilators 
= Motors: thermally protected, 120V/60 Hz 


Blend into most roof designs and save energy 
costs by circulating air, cooling the attic, and 


Dayton®—No. 10N202 has combination 
thermostat/humidistat control. 


Broan®—Thermostat and motor are 
accessible from outside. Mesh screens 
keep birds out. Easily mount between 


overall air conditioner strain. UL Listed. 


Temp. CE) Brand Model No rafters. Precision-balanced 14" metal 
60to120 Dayton 10N201  10N201 mere oe eves wae nee out 
60t0120 Dayton 10N202  10N202 rain, and heavy-gauge metal flashing. 
70to130 Broan 355BR 4C568 Attic Fan Thermostat/Humidistat— 

Automatically turns on ventilator when 
D B Item attic air reaches set temp. For use as a 
rand No. ‘ : : 
replacement with most power attic venti- 
12 Dayton 10N203 lators. Side mounts with 2 screw tabs. 


‘a 
Thermostatically controlled fans are designed for fast, easy 


installation. Thermostat mounts on 2" x 4" conduit box. Guard-only No. 7F666, 
for gables with built-in shutters, has 12'%6" 0.C. mounting holes. UL and C-UL 
Listed. 


CFM @ 

0.125" Max. Attic Free Air Intake Opening Item 
SP Area (sq. ft.) Req. (sq. ft.) | Amps HP RPM _ Reg. (in.) No. 
980 1500 Be 1.0 1/20 1590 18% 7F666 = * 
720 1500 oe) 1,0 1/20 1550 163%4X 16%  7F667 
470 1600 4.0 1.4 1/30 1550 13.% 13 7A040 
800 2300 D.0 1.3 Wid 1075 19x 19 7A041 





* a 
Optional aluminum gable shutters sold separately 


on page 2967. For maximum efficiency, the shutter area should be 
greater than the outlet area of the ventilator. 


Optional Opening VENTILATOR 
Aluminum Optional Req. For | VENTILATOR WITH 
Gable Aluminum Optional WITH THERMOSTAT 
CFM@ Max. Free Air Shutter, Gable Aluminum | THERMOSTAT | & HUMIDISTAT 
Housing 0.000" Attic Area Intake Req. White Shutter, Gable Item Item 
Material SP (sq. ft.) (sq. ft.) Amps RPM | Painted Mill Finish Shutter No. No. 
Steel 1220 1630 4 3.1 1050 10W193 10W198 
Plastic 1380 1900 4.4 3 1100 10W196 10W201 
Steel 1650 2300 5.4 3.15 1100) 4YN20 3HHR1 =17"Hx17'W| =10W194 — 
Plastic 1650 2300 5.4 4 1100 10W197 10W195 
Steel 1650 2300 5.4 4 1100 _ 10W199 





Empire—Externally braced for strength and perfect 
alignment. Bronze, oil-impregnated top bearing. 4", 6", 
and 8" vents have a bottom thrust-type pivot bearing 
with a hardened steel ball riding in a hardened steel 


Cool Attic®—Lightweight, designed for high winds, and 
are maintenance and noise free. Stainless steel ball bear- 
ings and premium aluminum construction for long life. No 
additional bases or external supports required. Models can 


seat. 10" and larger vents use a bottom thrust-type ball | adjust to a 12/12 pitch. 
’ _ bearing. Galvanized steel construction with aluminum ' Mfr. Item 
’ “a r iP rattes escription Model __ No. 
| q bracing on 4" to 14° units; galvanized steel bracing on Accessories (Empire) 
16" to 24" units. Adjustable Roof Base, 6", For Use With 20528 ABO6G 33MH61 
No. 2C531 Adjustable Roof Base, 8", For Use With 20529 ABO8G 33PM38 
No. 36WG74 Throat CFM@4 Mir. Item Adjustable Roof Base, 10", For Use With 20530  ABT0G 33PM39 
Dia. mphWind Brand Model No. Adjustable Root Base, 12", For Use with 20531 ABi2G 4C505 
Externally Braced Turbines Flat Root Base, cM For Use With 4C016 FB04G = 33PM40 
4" 196 Empire TV04G 4C016 Flat Root Base, 6, For Use With 20928 FB06G_ 33PM41 
E PIRE 6" 147 Empire TV06G 90528 Flat Root Base, 8", For Use With 20529 FB08G 33PM42 
M @ 3 955 Empire TV08G 90529 Flat Root Base, 10°, For Use With 20530 FB10G 33PM43 
. . . 10" 195 Empire TV10G 9(530 Flat Roof Base, 12", For Use With 20531 FB12G 33PM44 
Wind-Driven Turbine = 7-6) cpolinc owen ico ees ee elaine rar Se 
P P mpire Flat Roof Base, 18", For Use With 20534 FB18G 33MH58 
Attic Ventilators 14" 700__Empire TV14G 20532 Flat Roof Base, 20" For Use With 2¢802 FB20G 33PM46 
16 950 Empire TV16G 20033 Flat Roof Base, 24", For Use With 2C803 FB24G _33IMH60 
Optional adjustable base for No. 20531 18 1200 __ Empire TV18G 20534 Bearing Repair Kit, 4" to 14" Turbines, For Use With av  3apqqq7 
Tl tical tina of ventilat 20 1700 Empire TV20G 20802 40016, 20528, 20529, 20530, 20531, 20532 
allows vertical mounting of ventilator on ri 5 3, CLoZd, CL99V,_ 2Uc 
: s . 350 _Empire TV24G 20803 Bearing Repair Kit, 16" to 20 Turbines, AWAY20 33PM48 
0/12 to 7/12 pitch roofs. Includes 20" x 20 si EU ance We STOTSETRNTCUES SE For Use With 20533, 20534, 20802 
: ool Attic 74 Bearing Repair Kit, 24" Turbines, 
flashing for weatherproot installation. 14" 700 Cool Attic CX74IBALMILUPS  36WG75 For Use With 26803 AWAY24 33PM49 


2968 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE® HVAC & REFRIGERATION 
Find the Ww. Find Solutions. Find Great Prices. Air Curtains 


Dayton® Commercial/Industrial-Duty Air Curtain Selection Guide 


Because no single air curtain cabinet is 100"W, use For extreme conditions (gusty winds or heavy Blower Selection Example 

1 No. 6£822 (60") and 1 No. 6E824 (42") to span insect control), select a blower HP 1 size larger Assume a 10-ft.-high x 100"-wide opening into 
a 100"W opening. It is acceptable for cabinets to than what the table recommends. Indoor instal- a walk-in cooler, and an available 120V, 1-phase 
be slightly wider than the opening. Each cabinet lations assume a wind speed of 5 mph, unless electrical circuit to operate the air curtain. 
requires a blower assembly. otherwise specified. In Table A, find Walk-In Cooler. In column 


Use Table A to determine the horsepower (HP) of the = After selecting the HP for your application, use labeled 10 ft., find /% HP across from 5 mph 
blower required for your air curtain cabinet. Blower Table B to find the blower stock number that wind speed (indoor installations assume 5 mph). 
HP is determined by mounting height, purpose of matches the available electrical power. See this Knowing that a 1%-HP blower is required, use 
the air curtain (thermal barrier, etc.), and the wind page for complete electrical specifications for Table B to find 2 possibilities: No. 6E820 and 


speed that the air curtain is expected to neutralize. each blower. Air curtain overlap of door openings 6E817. Select 2 No. 6E820 blower assemblies 
is acceptable. (120V, 1-phase), 1 for each cabinet. 


Wind Speed Thermal Barrier Insect Control Walk-In Cooler Walk-In Freezer 
(mph) 8 ft. 10 ft. 8 ft. 10 ft. 8 ft. 10 ft. 8 ft. 10 ft. HP 120V 1 Ph 208-230/460V 3 Ph 
Table A: Determine Blower HP @ Mounting Height (ft.) Table B: Determine Blower Model No. 
5) Yo to 4% Yo Vp Z Yo 4HZ94 * 
8 Va tov 2 ve 4YP01 * 
12 — — 2) Ye 4HZ95 * 
15 — — 1 Ve 4YPQ2 * 
4 6E821 — 
% 6E820 6E817 
1 — 6E816 
ne — 6E815 


* Complete air curtain; see below for specifications. 


oo 


Commercial/Industrial-Duty 
Air Curtain Cabinets 


Modular cabinets accept any of the blowers on this page, 
and may be mounted in series to accommodate openings 





Item 


W H D No. 
Air Curtain Cabinets - Painted Steel 
36° 6E826 









from 3 to 12 ft. wide. A 96"-wide door, for example, would __ 38° os _ __6E825 
use two 48"-wide air curtains. A complete air curtain jg— OM 1 
consists of 1 air curtain cabinet and 1 blower. ETL Listed. — 60° Ss __ 6E822 
Note: Find information on Air Curtains and Accessories at Aly Curtain Cabinets = Stainless Steel , 
Grainger.com® and search for “air curtains”. 4g™ «19% 13" —avngg ———————— No. 6E825 
Dayton} : 
) Motor/Blower 


Assembly 
No. 6E820 


Blowers for Air 
Curtain Cabinets 


Installation in air curtain cabinet 
requires no tools, just wing nuts 
and quick disconnect. All blowers 
fit Dayton® air curtain cabinets, 
Nos. 6E822 to 6E826, No. 4YN98, 


and No. 4YN99. Multiple use allow- Motor Air Avg. CFM at Nozzle Max. Max. Max. Mount. Item 
able with up to 3 cabinets in series. HP __ Velocity 36" 38" 42" 48" 60" Amps RPM Height Voltage Hz Phase No. 
ETL Listed % 4650 fpm | 2025cim 2025cim 2360cim 2700cim 33/5cim| 34 1100 8 ft. 115 60 1  6E821 

: Y 4850 fpm | 3075ctfm 3250cfm 3600cfm 4100cfim 5130 cfm 52 1745 10 ft. 115 60 1 6820 
i ee ee re a oe 

; i ® 4 pm : : 

ae eey BraliQer Pom ang isearenio: 1 5250 fpm | 3930 cfm 4150 cfm 4585 cfm 5240 cfm 6550cim |34/1.75 1725. 12 ft.  208-230/400 60 3  6E816 
AICHE AIS: : 1% 5900 fpm | 4748 cfm 5050 cfm 5575cfm 6375cfm 7965cfm | 3.5/1.95 3450 14 ft. _ 208-230/460 60 3 G6E815 


‘al ane 
= SS Se 

Compact and Drive-Through = a 

Window Air Curtains Zz a a 2 a 


= 120V 
= Each unit is complete with blower ———— 
COMPACT eee No. 4YP01 
For transoms and other openings requiring a thermal barrier. Use up to 3 Air Curtain Max 
curtains in series for wider spans. Maximum distance from nozzle to floor — Max. Door Mount. Air Curtain Air Curtain Motor Max. Max. Item 
is 8 ft. 120V 2-speed motor. 2-speed switch included. ETL Listed. Width Height WH D__ AjrVelocity_AirVolume___ HP Amps RPM No. 
ie se 38 curtains 1800/1350 f 1050/790 cf ¥; 11 1700 4HZ9 
7 ia t. : 90 fpm 90/790 cfm 10 ri 4HZ94 

Preven eno ut, ume a 
Prevents entry of dust, fum nd insects. Great for service window t. t. ; 20 fpm_ 139 cim 8 

. eeu dus ee d insects. Great for se se oe 5 fit. 8 ft. 60" 1800/1350 fpm 1700/1280cfm  % 19 1600 4YP02 
30" wide or less. Maximum distance from nozzle to counter is 5 ft.120V —Drive-Through Window Air Curtain 
single-speed totally enclosed motor. 3-prong grounded plug. ETL Listed. 2 Tt. oft 20) 7% 6% 1350 fpm 990 cfm Yo 0.9 1700 _3KB43 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2969 





HVAC & REFRIGERATION Scan. Order. Done. 








Air Curtains Details on page A1. 
7 . an : Low-Profile, NSF Multipurpose, NSF Multipurpose, High 
Air Curtains “<GERNE® 37, unheated and 37, Unheated and Velocity, Unheated— 
Provide a sustainable solution that helps Low-Profile, 2-Speed, Multipurpose, 3-Speed, Block entry of wind 
lower energy costs by eliminating untempered Heated—Help increase Heated—Provide energy and insects, and 
outside air from entering through open doors. energy savings, comfort, savings, comfort, and insect help increase energy 
A sanitary solution that deters flying insects and insect control. Heated control. Heated models savings and comfort. 
' Ss from entering through open doors. Models use models for front or rear for front or rear entry Ideal for shipping/ 
ite an invisible air barrier to protect the opening entry doors; unheated doors; unheated units for receiving and loading 
and are safer than plastic vinyl strip curtains. units for rear entry doors. rear entry doors. AMCA dock doors. AMCA 
Heated models are UL and Certified air performance. Certified air perfor- 
Drive-Through Window, Unheated and C-UL Listed for indoor use; | Heated models are UL and mance. UL and C-UL 
Drive-Thru Window, Heated—Air curtains ~—_ unheated models are UL C-UL Listed for indoor use; _ Listed for indoor use; 
help reduce infiltration of fumes and insects, and C-UL Listed for indoor/ unheated models are UL UL listed for outdoor 
and maintain comfort at drive-up windows. UL gutdoor use and UL-EPH and C-UL Listed for indoor/ —_use. 
and C-UL Listed for indoor use. Listed per NSF Standard 37. outdoor use and UL-EPH = Hardwired 
= Corded models = Hardwired Listed per NSF Standard 37. 
= Hardwired 





Drive-Thru Window, Low-Profile, Unheated, Low-Profile, 2-Speed, | Multipurpose, 
Unheated & Drive- NSF 37 & Multipurpose, Heated & Multipurpose,| High Velocity, 








SEEaP ag ITEM(S) INCLUDED WITH PURCHASE Thru Window, Heated) NSF 37, Unheated 3- Speed, Heated Unheated 
t, 3 Prong Cor : : 
Factory Wired On/Off Switch Universal Mounting Bracket X 
Door Switch, Plunger Type (Line Voltage) X X 
Transformer (Three Phase to 24V) Sitch (2 ayy Door X 
No. Adjustable Time Delay aerial 
6JGT2 a Factory Mounted / Wired Control Panel X 
Air Air Air Air 
Curtain Curtain Curtain Curtain No. 

Max. Max. Air dBA@ Heat of Max. Mfr. Item Max. Mfr. Item 
Door W Mount.H Volume 10ft.# kW 4H D_ Motors Voltage Amps Model No. Voltage Amps Model No. 
Drive-Through Window, Unheated, 1-Phase 

Tee 3ft. 135cim 51 — ff y¥' 1 115 1.6 DTU03-1018AA 6JGF3 — — — — 

2 Tt. 3ft. 200cim 52 — ff fy Z 115 2.2 DTU03-2026AA 6JGF4 — — — — 
Drive-Through Window, Heated, 1-Phase 

Lito. 3ft. 135cim 51 [34 1 115 18.3 DTU03-1018EA 6JGF5 — — — 

2 tt. 3ft. 200cim 52 2 [3% 2 115 18.9 DTU03-2026EA 6JGF6 — — — _— 
Low-Profile, NSF 37 , Unheated, 1-Phase 
3 ft. 7ft. 1020cfm 54 — 8% 8 1 115/208 to 240 =3.4/1./ to 1.7 SLC07-1036AC-G 6JGF7 — — — _— 

3 it: 6 7ft. 1188cfm 54 — 8% 8 1 115/208 to 240 «3.4/1.7 to 1.7 SLC07-1042AC-G 6JGF8 — — — — 

4 tt. 7ft. 1360cfm 54 — 8% 8 1 115/208 to 240 =3.4/1./to 1.7 SLC07-1048AC-G 6JGF9 — — — _— 

6 ft. 7ft. 2031 cfm 54 — 8% 8 1 115/208 to 240 = 3.4/1./ to 1.7 SLC07-1072AC-G 6JGGO — _— — — 
Low-Profile, 2-Speed, Heated, 1-Phase 
3 it. 8ft. 1005cfm 54 15. 0% 13% 4 208 3/.8 CLC08-1036EB-075-G 48WL58 240 33.0 CLC08-1036EJ-075-G 48WL61 

4 ft. 8ft. 1340 cfm 54 G1 8% 3% 1 208 40.6 CLC08-1048EB-081-G 48WL59 240 300 CLC08-1048EJ-081-G 48WL62 

6 tt. 8ft. 2010cfm 54 8 8%" 13%" 1 208 40.2 CLC08-1072EB-080-G 48WL60 — — — — 

6 ft. Bit. 2010cifm 54 11.2 8% 13%" 1 — — — — 240 48.4 CLC08-1072EJ-112-G 48WL63 
Low-Profile, 2-Speed, Heated, 3-Phase 
oft 8ft. 1005cfm 54 10 8%" 13%" 4 208 29.5 CLC08-1036EX-100-G 36WKO2 460 12.9 CLC08-1036EZ-100-G 36WKO5 

4 ft. 8ft. 1340cfm 54 108 8% 13%" 1 208 O17 CLC08-1048EX-108-G 36WKO3 460 13.9 CLC08-1048EZ-108-G 36WKO06 

6 tt. Bt. 2010cfm 54 15 8Y" 13%" 4 208 43.3 CLC08-1072EX-150-G 36WKO4 460 18.9 CLC08-1072EZ-150-G 36WKO7 
Multipurpose, NSF 37, Unheated, 1-Phase 

3 ft. 7ft. 1804cfm 6/7 — 14%" 14%" 1 115/208 to 240 ~=7.5/3.8 to 3.8 SHDO7-1036AC-P-G 6JGE3 _— — — _— 

31. D 7ft. 1784cfm 6/7 — 14%" 14%" 1 115/208 to 240 ~=7.5/3.8 to 3.8 SHDO7-1042AC-P-G 6JGE4 — — — — 

4 tt. 7ft. 1/768cfm 6/7 — 1494" 14%" 1 115/208 to 240 =7.5/3.8 to 3.8 SHDO7-1048AC-P-G 6JGE5 — — _ _ 

6 ft. 7ft. 3608cfm 69 — 1494" 14%" 2 115/208 to 240 15.0/7.6 to 7.6 SHDO/-2072AC-P-G 6JGE6 — — — — 
Multipurpose, 3-speed, Heated, 3-Phase 

ot. 10 ft. 1812cfm 67 10 1434" 14%" 4 208 al. CHD10-1036EX-100-3X-G 6JGE7 460 13.4 CHD10-1036EZ-100-3X-G 6JGFO 

4 tt. 10 ft. 1882cfm 67 10 1434" 14%" 4 208 a1. CHD10-1048EX-100-3X-G 6JGE8 460 13.4 CHD10-1048EZ-100-3X-G 6JGF1 

6 ft. 10 ft. 3624cfm 69 15 1434" 14%" = 2 208 51.4 CHD10-2072EX-160-3X-G 6JGE9 460 22 CHD10-2072EZ-160-3X-G 6JGF2 
Multipurpose, High Velocity, 3-Speed, Heated, 1-Phase 

oft 10 ft. 168/cfm 6/7 8 1444" 144%" 1 208 42.0 CHD10-1036EB-080-3X-G 48WL64 240 36.8 CHD10-1036EJ-080-3X-G 48WL66 

4 tt. 10 ft. 1718cfm 6/7 8 1444" 14%" 4 208 42.0 CHD10-1048EB-080-3X-G 48WL65 240 36.8 CHD10-1048EJ-080-3X-G 48WL67 
Multipurpose, High Velocity, Unheated, 1-Phase 

6 ft. 6" 10 ft. 3095cfm 63 — 15° 18" 115 13.0 IDC12-2078AA-G 6JGG2 | 208/230 7.0/7.0 IDC12-2078ABJ-G 6JGH2 

6 ft. 6" 14 ft. 4882cfm 65 — 15° 18" 115 25.2 IDC14-2078AA-G 6JGN2 | 208/230 13.0/13.0 IDC14-2078ABJ-G 6JGP2 

8 tt. 14 ft. 50/70cfm 65 — 15" 18" 115 25.2 IDC14-2096AA-G 6BJGN4 | 208/230 13.0/13.0 IDC 14-2096ABJ-G 6JGP4 
8 tt. 10ft. 4332cfim 66 — 15" 18" 115 19.5 IDC12-3096AA-G 6JGG5 | 208/230 10.5/10.5 IDC12-3096ABJ-G 6JGH5 
8 tt. 14 ft. 6865cfim 69 — 15° 18" 115 37.8 IDC14-3096AA-G 6JGN5 | 208/230 19.5/19.5 IDC14-3096ABJ-G 6JGP5 
9 tt. 10ft. 4536cfm 66 — 15 18° 115 19.5 IDC12-3108AA-G 6JGG6 | 208/230 10.5/10.5 IDC12-3108ABJ-G 6JGH6 
9 tt. 14ft. /188cfm 69 — 15° 18 115 37.8 IDC14-3108AA-G 6BJGN6 | 208/230 19.5/19.5 IDC14-3108ABJ-G 6JGP6 

10 ft. 10ft. 46/78cfm 66 — 15° 18 115 19.5 IDC12-3120AA-G 6JGG7 | 208/230 10.5/10.5 IDC12-3120ABJ-G 6JGH7 

10 ft. 14ft. /368cfm 69 — 15 18" 115 3/.8 IDC14-3120AA-G 6JGN7 | 208/230 19.5/19.5 IDC14-3120ABJ-G 6JGP7 

1 Te: 10 ft. 4/760cfm 66 — 15 18° 115 19.5 IDC12-3132AA-G 6JGG8 | 208/230 10.5/10.5 IDC12-3132ABJ-G 6JGH8 

11 ft. 14 ft. 7507cfm 69 — 15 18" 115 37.8 IDC14-3132AA-G 6JGN8 | 208/230 19.5/19.5 IDC14-3132ABJ-G 6JGP8 

12 tt. 10 ft. 4782cfm 66 — 15 18" 115 19.5 IDC12-3144AA-G 6JGG9 | 208/230 10.5/10.5 IDC12-3144ABJ-G 6JGH9 

12 ft. 14 ft. /605cfm 69 — 15 18" 115 3/.8 IDC14-3144AA-G 6JGNS | 208/230 19.5/19.5 IDC14-3144ABJ-G 6JGP9 

12 Tt. 10 ft. 6048cfim 69 — 15 18" 115 26.0 IDC12-4144AA-G 6JGHO | 208/230 14.0/14.0 IDC12-4144ABJ-G 6JGJ0 

12 ft 14 ft. 9584 cfm : 115 50.4 IDC14-4144AA-G 6JGPO |= 208/230 26.0/26.0 IDC14-4144ABJ-G 6JGRO 


72 — 1 
Multipurpose, High Velocity, Unheated, 3-Phase 
6ft.6" 10ft. 30 63 = 15 


a 
oo 
BB! G9) G9) Gd) GO) Gd} G9) GO) GO! GO) RO} RO) PO) PO 4) BY) Go} Gd) G9} Gd! GO) G9) G9) GO) GO) GO) NO} NO) PO 


95 cfm o_-18" 208/230 7.0/7.0 IDC12-2078AXY-G 6JGK2 460 2.8 IDC12-2078AZ-G 6JGJ2 

6ft.6" 14ft. 4882cfm 65 i 208/230 13.0/13.0 IDC14-2078AXY-G 6JGT2 460 6.4 IDC14-2078AZ-G 6JGR2 
8 ft 10 ft. 3188 cfm 63 — 15° 18 208/230 7.0/7.0 IDC 12-2096AXY-G 6JGK4 460 20 IDC12-2096AZ-G 6JGJ4 
8 ft. 14ft. 5070 cfm__65 — 15 18 208/230 13.0/13.0 IDC14-2096AXY-G 6JGT4 460 6.4 IDC14-2096AZ-G 6JGR4 
8 ft. 10 ft. 4332 cfm _ 66 = 16° 18 208/230 10.5/10.5 IDC12-3096AXY-G 6JGKS 460 4.2 IDC12-3096AZ-G 6JGJ5 
8 ft. 14 ft. 6865 cfm__69 —_ jo" “18° 208/230 19.5/19.5 IDC14-3096AXY-G 6JGT5 480 6.4 IDC14-3096AZ-G 6JGR5 
9 if. 10 ft. 4536 cfm _ 66 — 15" 187 208/230 10.5/10.5 IDC12-3108AXY-G 6JGK6 460 42 IDC12-3108AZ-G 6JGJ6 
Git. 14ft. 7188cfm 69 — 5 8 208/230 19.5/19.5 IDC14-3108AXY-G 6JGT6 460 9.6 IDC14-3108AZ-G 6JGR6 
10 ft. 10 ft. 4678cfm 66 — 15 18" 208/230 10.5/10.5 IDC12-3120AXY-G 6JGK7 460 4.2 IDC12-3120AZ-G 6JGJ7 
10 ft. 14 ft. 7368 cfm 69 = mb 18" 208/230 19.5/19.5 IDC14-3120AXY-G 6JGT7 460 8.5 IDC14-3120AZ-G 6JGR7 
11 ft. 10 ft. 4760 cfm 66 — 1518" 208/230 10.5/10.5 IDC12-3132AXY-G 6JGK8 460 4.2 IDC12-3132AZ-G 6JGJ8 
11 ft. 14 ft. 7507 cfm _69 — 15 19 208/230 19.5/19.5 IDC14-3132AXY-G 6JGT8 460 9.6 IDC14-3132AZ-G 6JGR8 
12 tt. 10 ft. 4782cfm 66 —- 15 19" 208/230 10.5/10.5 IDC12-3144AXY-G 6JGK9 460 4.2 IDC12-3144AZ-G 6JGJ9 
12 ft. 14ft. 9584 cfm 72 — 15 18" 208/230 26.0/26.0 IDC14-4144AXY-G 6JGU0 460 12.8 IDC14-4144AZ-G 6JGTO 


# dBA is measured in free air 10 ft. from the nozzle. 
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Air Curtains 


= Hardwired unless specified 








amca 


mars = 
tte 
y 


| | atmosphere is everything 





= Require field-supplied hardware 
= 5-yr. manufacturer’s warranty for unheated | 

units, 18 months for heated units oO: aeucoe 
= ETL and C-ETL Listed MULTIPURPOSE 
Heated and unheated models help cut utility bills, keep the environ- = STD2, N2, NH2, HV2 | Muitipuncexs 
ment clean, and deter dust, flying insects, and pollutants. Rugged unheated models Recessed 
construction, easy to install, and have a manufacturer’s warranty. The are AMCA rated No. 10N078 
air curtain design provides consistent performance, maintains consis- | Heated models provide 
tent temperatures, and reduces loss of conditioned air. Offer greater a comfortable work 
efficiency compared to plastic strip curtains. area with warm protective barrier over openings exposed to low ambient temperatures. 
LOW PROFILE, LPV2 SERIES Feature durable energy-saving performance and fasten to a wall on both ends without 


intermediate support. Three-phase models require a motor control panel, sold separately. 
NSF 37 models are ideal for protecting food preparation areas and are sanitation-certified 
for heights up to 7 ft. NSF filters available on Grainger.com®. Heated models and 3-phase 
models are ETL and C-ETL Listed. 


= 115V models have 3-prong grounded plug; all others are hardwired 
= Mounting plate included 
= LPV2 models include variable speed control 


Sleek, quiet, compact, 1/6 HP design for front entry doors and drive- 


through windows. Recessed—WMount in ceiling. Minimal equipment visibility. Recessed housing enclosed. 
Heated models help you create a more comfortable work area by CONTROL PANELS AND DOOR LIMIT SWITCHES 

providing a warm protective barrier over openings exposed to low ; ; ; a 
ambient temperatures. NSF 37 models are ideal for food prepara- Required Motor Control Panels for 3-Phase Air Curtains—HOA switch included with 


tion areas and are sanitation-certified for heights up to 7 ft. per NSF panel. Auto mode requires optional door limit switch No. 2CLA2 (UL, NEMA 1) to provide 
Sanitation/ANSI 37 standard. Models greater than 72" are double units automatic On/Off as door opens/closes, sold separately on Grainger.com®. 


joined with a 2" mounting bracket and must be center supported. = Control panels have NEMA 1 enclosure 

Air Air Air Req. Req. 
Curtain Max. Curtain Curtain No. Motor Motor 

Max. Mounting Air dBA @ of Max. Control Mfr. Item Max. Control Mfr. Item 
Door W H Volume 10 ft.4 Motors Voltage Amps Panel Model No. Voltage Amps Panel Model No. 


Low Profile, 1-Phase 


2 ft 8 ft 625 cfm 49 | 115 2.4 — LPV225-1UA-OB 45C649 — — — — _— 
3 ft 8 ft 900 cfm 49 1 115 2.4 —_ LPV236-1UA-OB 32V338 208/230 L22 — LPV236-1UD-0B 32V339 
3-0 it 8 ft 1050 cfm 50 | 115 2.4 — LPV242-1UA-OB 32V342 208/230 12/12 — LPV242-1UD-0B 32V343 
4 ft 8 ft 1200 cfm 52 1 115 2.4 — LPV248-1UA-OB 32V346 208/230 LAit2 — LPV248-1UD-0B 32V347 
ott 8 ft 1500 cfm OO 1 115 2.6 — LPV260-1UA-OB 32V350 208/230 1.4/1.4 — LPV260-1UD-OB 32V351 
6 ft 8 ft 1800 cfm 53 1 115 2.6 — LPV2/2-1UA-OB 32V354 208/230 1.4/1.4 — LPV2/2-1UD-0B 32V355 
Low Profile, Heated, 1-Phase 
3 ft 8 ft 900 cfm 49 | 208 30.5 — LPV236-1EBC-OB 32V336 230 27.1 — LPV236-1ECC-OB 32V337 
3.5 ft 8 ft 1050 cfm 50 1 208 39./ — LPV242-1EBD-OB 32V340 230 36 — LPV242-1ECD-OB 32V341 
4 ft 8 ft 1200 cfm 52 i 208 39./ — LPV248-1EBD-OB 32V344 230 36 — LPV248-1ECD-OB 32V345 
5 ft 8 ft 1500 cfm 53 1 208 47.1 — LPV260-1EBF-OB 32V348 230 42./ — LPV260-1ECF-OB 32V349 
6 ft 8 ft 1800 cfm 53 1 208 47.1 — LPV2/2-1EBF-OB 32V352 230 42./ — LPV2/2-1ECF-OB 32V353 
Low Profile, NSF 37, 1-Phase 
3 ft / ft 900 cfm 49 1 115 2.4 — LPN236-1UA-OB 45C645 208/230 1.2 — LPN236-1UD-OB 20KD35 
Seo it 7 ft 1050 cfm 50 | 115 2.4 — LPN242-1UA-0B 45C646 208/230 li — LPN242-1UD-OB 20KD37 
4 ft 7 ft 1200 cfm 52 1 115 2.4 — LPN248-1UA-0B 45C647 208/230 1.2 — LPN248-1UD-OB 20KD39 
ont 7 ft 1500 cfm Oo | 110 2.6 — LPN260-1UA-0B 20KD41 208/230 1.4 — LPN260-1UD-OB 20KD42 
6 ft 7 ft 1800 cfm 00 1 115 2.6 — LPN2/2-1UA-OB 450648 208/230 1.4 — LPN2/2-1UD-OB 20KD44 
/ ft 7 ft 2100 cfm 53 2 119 4.8 — LPN284-2UA-0B 35YU56 208/230 2.4/2.4 — LPN284-2UD-O0B 35YU57 
8 ft 7 ft 2400 cfm 53 2 115 4.8 — LPN296-2UA-O0B 35YU58 208/230 2.4/2.4 — LPN296-2UD-OB 35YU59 
9 ft 7 ft 2/00 cfm 04 2 115 5.0 — LPN2108-2UA-OB 35YU60 208/230 2.6/2.6 — LPN2108-2UD-OB 35YU61 
10 ft rai 3000 cfm 04 2 115 O.2 — LPN2120-2UA-OB 35YU62 208/230 2.8/2.8 — LPN2120-2UD-OB 35YU63 
12 ft aii 3600 cfm 54 2 115 0.2 — LPN2144-2UA-OB 35YU64 208/230 2.8/2.8 — LPN2144-2UD-OB 35YU65 
Multipurpose, 1-Phase 
3 ft 10 ft 1379 cfm 66 1 115 0:1 — $1TD236-1UA-OB 32V362 208/230 2012.0 — $1D236-1UD-0B 32V363 
Ouo It 10ft 1418 cfm 66 1 119 0.1 — STD242-1UA-OB 32V366 208/230 2.0/2.0 — $TD242-1UD-0B 32V367 
4 ft 10 ft 1442 cfm 66 1 115 0.1 — $1TD248-1UA-OB 32V370 208/230 2.0120 — $1D248-1UD-0B 32V371 
6 ft 10 ft 2/758 cfm 68 2 15 5.0 — STD2/2-2UA-OB 32V378 208/230 5.0/5.0 — $1D2/2-2UD-0B 32V379 
Multipurpose, Heated, 1-Phase 
ot 10 ft 1379 cfm 66 1 208 O18 $1D236-1EBB-OB 32V360 230 28.6 $1D236-1ECB-OB 32V361 
3.0 it 10 ft 1418 cfm 66 1 208 ol — $1D242-1EBB-OB 32V364 230 28.6 — $1D242-1ECB-OB 32V365 
4 ft 10 ft 1442 cfm 66 1 208 31.3 $1D248-1EBB-OB 32V368 230 28.6 $1D248-1ECB-OB 32V369 
Multipurpose Heated, 3-Phase 
6 ft 10 ft 2/758cfm 68 2 208 71.6 ~=Included STD2/2-2EEN-OB 32V376 230 65.2 Included STD2/2-2EFN-OB 32V377 
Multipurpose, NSF 37, 1-Phase 
ott aii 1379 cfm 66 1 115 0.1 — N236-1UA-OB 32V356 — — — — _ 
3.5 ft / ft 2654 cfm 70 1 115 — NH242-1UA-TS 32V358 — — — — — 
4 ft 7 ft 1442 cfm 66 1 ia a1 — N248-1UA-OB 32V357 — — — — _ 
4 ft 7 ft 2447 cfm 70 1 115 — NH248-1UA-TS 32V359 — — — — _ 
Multipurpose, Recessed, 1-Phase 
3 ft 10 ft 1460 cfm 66 1 115 9.1 — PH1036-1UA-PW 10N078 208/230 25 — PH1036-1UD-PW 10N083 
3.0 iit 10 ft 1580 cfm 66 1 TG 5.1 — PH1042-1UA-PW 10N079 208/230 25 — PH1042-1UD-PW 10N084 
4 ft 10 ft 1632 cfm 66 1 115 B. — PH1048-1UA-PW 10N080 208/230 25 — PH1048-1UD-PW 10N085 
6 ft 10 ft 2920 cfm 68 2 Ie 10.2 — PH10/2-2UA-PW 10N082 208/230 5.0 — PH10/72-2UD-PW 10N087 
Multipurpose, Recessed, Heated, 3-Phase 
3 ft 10 ft 1460 cfm 66 1 — — — — — 230 32.6 Included PH1036-1EFH-PW 10N088 
J) it 10 ft 1580 cfm 66 1 — — — — — 230 32.6 Included PH1042-1EFH-PW 10N089 
4 ft 10 ft 1632 cfm 66 1 — — — — — 230 32.6 Included PH1048-1EFH-PW 10N090 
6 ft 10 ft 2920 cfm 68 2 — — — — — 230 65.2 Included PH1072-2EFN-PW 10N092 
Multipurpose, 3-Phase 
4 tt 12 ft 2447 cfm 70 1 208/230 3.3/3.2 32V380  HV248-1UG-TS 32V323 460 1.6 32V381 HV248-1UH-TS 32V324 
5 ft 12ft  2/60cfm 70 1 208/230 3.3/3.2 32V380  HV260-1UG-TS 32V327 460 1.6 32V381 HV260-1UH-TS 32V328 
6 ft 12ft  3584cfm 73 2 208/230 6.6/6.4 32V382 HV2/2-2UG-TS 32V329 460 3.2 32V384 HV2/2-2UH-TS 32V330 
7 ft 12 ft  8000cfm i 2 208/230 6.6/6.4  32V382 HV284-2UG-TS 32V331 460 one 32V384 HV284-2UH-TS 32V332 
8 ft 12 ft 4894 cfm #3 2 208/230 6.6/6.4 32V382 HV296-2UG-TS 32V333 460 on 32V384 HV296-2UH-TS 32V334 
8 ft 16 ft 9600 cfm 79 2 208/230 16.6/15.2 32V383 EP296-2UG-TS 32V315 460 7.6 32V385 EP296-2UH-TS 32V316 
10 ft 12 ft 6693 cfm 75 3 208/230 9.9/9.6  32V388 HV2120-3UG-IS 32V317 460 4.8 32V386 HV2120-3UH-TS 32V318 
10 ft 16 ft 14,400 cfm 81 3 208/230 24.9/22.8 32V389 EP2120-3UG-TS 32V309 460 11.4 32V38/ EP2120-3UH-TS 32V310 
12 ft 12ft 7341 cfm és 3 208/230 9.9/9.6 32V388 HV2144-3UG-TS 32V319 460 4.8 32V38/ HV2144-3UH-TS 32V320 
12 ft 16 ft 14,400 cfm 81 3 208/230 24.9/22.8 32V389 EP2144-3UG-TS 32V311 460 11.4 32V38/ EP2144-3UH-TS 32V312 


# dBA is measured at 10 ft. from the nozzle in an open field. STD2, PH10, N2, NH2, and HV2 are CFM ratings shown and are based on tests and procedures performed in accordance with 


AMCA Publication 211. 
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HVAC & REFRIGERATION scan. Order. Done. |= '/; 
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Blower w/ 
No Mounting 
Flange, 
No. 1TDP4 


Blower w/ 
Mounting 
Flange, 
No. 1TDR3 








Double Blower with 
Mounting Flange, 





No. 1TDP8 

30 to 312 CFM PSC, Shaded Pole, and DC Blowers, Rectangular Outlet 

= Direct replacements for many OEM Dynamically balanced blowers provide smooth and quiet operation. Noise and vibration are held to a 
blowers with same physical footprint minimum to maintain CFM at higher static pressures. Motors have cast-aluminum end shields for greater 

= All-position mounting heat dissipation and protection, resulting in less downtime and longer service life. All blowers are CE 

= Min./max. operating temp. range: -20° to 104°F Certified and ROHS compliant. All motors (not blowers) are UL and C-UL Recognized (E47479), except 

= Max. inlet and ambient temp.: 104°F Nos. 2C646, 3FRG7, 3FRG8, and 3HMH7 are not UL or C-UL Recognized. 

= Motor enclosure: open Note: Not for use with speed controllers. 

CFM Air Delivery @ Static Pressure Shown Blower Full Load Blower Thermal Bearing — Blower Item 
0.000" 0.100" 0.200" 0.300" 0.400" 0.500" Blower Motor Type Voltage Phase Amps Hz Protection Type Conduit Box Replaces No. 
Rectangular Outlet with No Mounting Flange 

71 70 64 50 af _— Permanent Split Capacitor 115VAC 1 0.50 50/60 Auto Ball No 2C067 1TDP4 
168 156 144 130 118 55 Permanent Split Capacitor 230VAC ‘1 0.35 50/60 Auto Ball Yes 20916 | 1TDR1 
174 162 152 134 118 95 Permanent Split Capacitor 115VAC 1 0.60 50/60 Auto Ball Yes 16982 | 1TDP9 
229 220 213 205 198 184 | Permanent Split Capacitor 115VAC 1 1.05 50/60 Auto Ball No 40754 | 1TDR2 
271 255 235 210 183 135 | Permanent Split Capacitor 230VAC ‘1 0.43 50/60 Auto Ball Yes 1TDR4 | 45NM97 
273 245 230 210 183 135 | Permanent Split Capacitor 115VAC 1 0.77 50/60 Auto Ball Yes 1TDR3 | 45NM96 
Rectangular Outlet with Mounting Flange 
30 25 21 16.5 3 — Shaded Pole 115VAC 1 0.51 60 Auto Ball No 40760 | 1TDN3 
49 46 44 39 30 13 Shaded Pole 115VAC 1 0.50 60 Auto Ball No 40761 | 1TDN4 
53 52 50 47 41 20 Permanent Split Capacitor 115VAC 1 0.30 50/60 Auto Ball No 40012 1TDN5 
75 72 66 62 56 44 Shaded Pole 115VAC 1 0.50 60 Auto Ball No 40762 | 1TDN9 
89 85 78 74 66 58 Permanent Split Capacitor 115VAC 1 031 50/60 Auto Ball Yes 4C004 1TDP1 
104 102 98 94 85 74 Shaded Pole 115VAC 1 1.25 60 Auto Ball No 40763 | 1TDP2 
133 128 126 119 112 105 | Permanent Split Capacitor 230VAC 1 0.33 50/60 Auto Ball Yes 20915 | 1TDP6 
134 126 117 107 96 79 Permanent Split Capacitor 115VAC 1  0.63/0.55 50/60 Auto Ball Bearing No — 20647 
146 140 126 124 120 110 | Permanent Split Capacitor 115VAC 1 0.75 50/60 Auto Ball Yes 40446 | 1TDP7 
151 140 126 124 120 110 | Permanent Split Capacitor 230VAC 1 0.35 50/60 Auto Ball Yes — 3FRF1 
149 140 126 124 120. ——*110 DC 12VDC_ 5.50 — __No Thermal Protection Ball Yes — 3FRG8 
176 170 165 159 153 148 DC 12VDC 1 5.10 — _NoThermal Protection Ball Bearing _No — 20646 
273 245 230 210 183 135 | Permanent Split Capacitor 115VAC 1 0.77 _ 50/60 Auto Ball Yes 40447 | 1TDR3 
275 245 230 210 183 135 DC 12VDC_ 1 4.50 — __No Thermal Protection Ball Yes — 3HMH7 
271 255 235 210 183 135 | Permanent Split Capacitor 230VAC 1 0.43 50/60 Auto Ball Yes 40869 | 1TDR4 
Square Outlet with Mounting Flange 
131 127 119 118 112 105 | Permanent Split Capacitor 115VAC 1 0.65 50/60 Auto Ball Yes 40442 | 1TDP5 
139 127 119 118 112 105 DC 12VDC 1 3.90 — _No Thermal Protection Ball Yes — 3FRG7 
Double Blower, Rectangular Outlet with Mounting Flange 
184 178 170 158 140 120 | Permanent Split Capacitor 115VAC 1 0.72 50/60 Auto Ball Yes 40015 | 1TDP8 
312 304 272 245 210 142 | Permanent Split Capacitor 115VAC 1 0.76 50/60 Auto Ball Yes 20069 | 1TDR5 
0.000" 0.500" 0.700" 0.900" 1.000" 1.200" 
Rectangular Outlet with Mounting Flange (High Pressure) 
148 124 114 95 86 44 Permanent Split Capacitor 115VAC 1 0.75 50/60 Auto Ball Yes 4C006 1TDR6 
Blower Blower Dimensions 


Item Wheel Wheel Inlet Outlet Outlet Lead 
No. Diameter Width Dia. Height Width Length; A B C D E F J K L M 
Rectangular Outlet with No Mounting Flange 
1TDP4 516" 17%" AY" 21% 6" 86" 13" | 7'%6" 10" 3% 3%" = (RBH DY" _— — — 
1TDR1 a6 17%" 49/4" 2" 3%6 13" | 7'%e6" 10" 64%" 3%" 71% 6 He DY" — — — 
1TDP9 5/6 17%" 43/," 27h" 3%6 13" | 7'%e6" 10" 64%" 3%" = 71%6' = 8%e' 2M" — — — 


1TDR2 i 17' o%" 4%e6" 2 Ye" 13" | 10%6' 10" 4 25%" 1168" 8%" 2 = = = 
45NM97 o¥%' 17% AY6' 3%" 4" 13" 8%" — 7%e 4%" 9 8% OY" = 4% 4X 
45NM96 a" 17' 45," 35%" 4" 13" 87%" — 7% AY" OR 3B%e OH = 4%" 4% 


Rectangular Outlet with Mounting Flange 
1TDN3 216 17%" 2%" 19%" 1%6 13 AV" 5%" BY" 1%" AK DM" 215% 6" — BV6' — 2%6' De 
1TDN4 216 17%' 2%6" 19%" Pa 13 AV" 5%6e'  A%6 2M" ANG" 2M" 3G YB" 16" 2 
1TDN5 216 17%" 2%6" 1%" 2" is AY" 5x6 AY’ 2%" AH" BBY, 3%6 8B 6" 2 


O_ 








1TDNY 2'e 17' 2°" 2%" 2% 13" | 5% 6% Ve 2%" Me 2" AV’ — 8%" 83H" 2 
1IDP A 3" 17" 2%" 2%6  2'Ve 13" 0% —6%e "2H" OMe — He" AV — Me's 83H" ' 
1TDP2 3'%/e" 17% 3% 24" 2%e" 18" =| 5%e' 6%" KB" Ye" Me" 2" M0" — 83%" — 8%" 2" 
1TDP6 3%" 17" 3%" 24%" 2%6" 13" | 6%e 74" 5%" 2%" 6%" 8H" OH 4" Ay" 1%" 
20647 oY" 2K Ay," 3%" 3" 21" | Ae 8" OMe 3" 8" 3%6 4%" YB" 8% 6" 2." 
1TDP7 31/6 17" 3%" 2%" 3%" 13" o%' 6%" 6%e' 3%e 9" He" 4K" 8 4" 27h" 
SFRF1 31/6 17" 3%" 2%" 3%" 13" o%' 6%" 6%e 3%e 5%" 3%e' 4%" 8%" 4" 272" 





3FRG8 31/6" 17%" 3%" ave" 3" ee 5%" 6%" BY" — eH" MH" OOH" =" 4" 27h" 

20646 54" 2¥," Ay," 3¥," 3 37" | 7As 8" 5M 6 BY" — 3 45%" = 3%" 831% 6" 234" 

1TDR3 5" 31Yz2" 45%" 3%" 4," 1 8%" 10%68 Ve 4%" 9% B%6e' 5" 5 AiR" 48% 

3HMH7 5 Sl 45," 3%" 4," ls. 8%" 10%68 84" 4%" OR BY" = 5%!" 5. 47%" 48% 

1TDR4 5," 31%" AY 6" OG" 4" 13 8%" 10%68' 7% 4%" QR B%e' HM" 5" 47" 43" 
Square Outlet with Mounting Flange 

1TDP5 34" 17%" 34" 24," 2," 13" | 6%6e" 7%" 5K" DH" BY 6" M6" YK" 

3FRG/ 34" 17%" 34" 24," 2¥," 13" | 6%" 7%" He" 2%" BGs" OH" OY" 
Double Blower, Rectangular Outlet with Mounting Flange 

1TDP8 216" 17%" 2%" 2" 216" 13° 5%" 6%" Be 2%" OH" He" SANs 3% 6" BH" DH" 

1TDR5 5/6 17%" 45," 3 Ye" 34" 13" | 8Y%6' = 8% 11" 8% 7K" He" 4" AM AY OY" 
Rectangular Outlet with Mounting Flange (High Pressure) 

1TDR6 A316" 17%" 3/4" 2%" 21% 6' 13 7¥e" BY" 6" ch 7% = 3% YG" AMG" HA" 33K" 
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GRAINGER CHOICE® HVAC & REFRIGERATION 
Find the wy. Find Solutions. Find Great Prices. Specialty Blowers 








Round Outlet with No Round Outlet with Round Outlet with Round Outlet with 
Mounting Flange, Mounting Flange, Mounting Flange, Mounting Flange, 
No. 1TDN6 No. 1TDN1 No. 1TDN8& No. 1TDP3 


12 to 79 CFM PSC, Shaded Pole, ef Dayton] 
and DC Blowers, Round Outlet 





= Direct replacements for many OEM Dynamically balanced blowers provide smooth and quiet operation. Noise and vibra- 
blowers with same physical footprint tion are held to a minimum to maintain CFM at higher static pressures. Motors have 
= All-position mounting cast-aluminum end shields for greater heat dissipation and protection, resulting in less 
= Min./max. operating temp. range: -20° to 104°F downtime and longer service life. All blowers are CE Certified and RoHS compliant. All 
= Max. inlet and ambient temp.: 104°F motors (not blowers) are UL and C-UL Recognized (E47479), except Nos. 3FRG5 and 
= Motor enclosure: open 3FRG6 are not UL or C-UL Recognized. Note: Not for use with speed controllers. 
CFM Air Delivery @ Static Pressure Shown Blower Full Load Blower Thermal Bearing _ Blower Item 
0.000" 0.100" 0.200" 0.300" 0.400" 0.500" Blower Motor Type Voltage Amps Hz Protection Type Conduit Box Replaces No. 
Round Outlet with No Mounting Flange 
51 48 43 39 34 23 Permanent Split Capacitor 115VAC 0.23 50/60 Auto Ball Yes 40441 | 1TDNG 
Round Outlet with Mounting Flange 
1 9 6 — — — Permanent Split Capacitor 115VAC 0.08 50/60 Auto Ball No 20782 | 1TDN2 
13 9.3 — — — — Shaded Pole 115VAC 0.29 60 Auto Ball No 40759 | 1TDN1 
49 47 41 37 32 17 Permanent Split Capacitor 230VAC 0.11 50/60 Auto Ball Yes 20914 | 1TDN8 
50 48 44 39 32 18 Permanent Split Capacitor 115VAC 0.23 50/60 Auto Ball Yes 40440 | 1TDN7 
57 48 44 39 32 18 DC 12VDC ‘1.50 — NoThermal Protection Ball Yes — 3FRG5 
75 71 68 66 61 56 Permanent Split Capacitor 115V AC 0.45 50/60 Auto Ball Yes 40443 1TDP3 
72 71 68 66 61 56 Permanent Split Capacitor 230V AC 0.18 50/60 Auto Ball Yes _— 3FRE9 
79 71 68 66 61 56 DC 12V DC 2.80 — NoThermal Protection Ball Yes _ 3FRG6 
Item Blower Wheel Blower Outlet Inlet Lead Dimensions 
No. Diameter Wheel Width Dia. Dia. Length A B C D E J L M 
Round Outlet with No Mounting Flange 
1TDN6 3 in 1% in 2 Yin 2 ¥% in 13 in 6 ein 10 in 5 Ys in 2 V% in 5 136 in 2 Vain — — 
Round Outlet with Mounting Flange 
1TDN2 2 in 1% in 1 Y% in 17% in 13 in 4in 4 %e in 4 %e in 1 %e in 3 in 2 Vin 1% in 1 %Ae in 
1TDN1 2 in 1% in 1% in 1% in 13 in 4in 4 %in 3 %e in 1% in 3 Zin 2 Vain 1% in 1 Ae in 
1TDNS 3 in 1% in 2 Yin 2 ¥% in 13 in 6 sin 6 %ein 5 Ve in 2% in 5 1% in 4 %e in 2% in 2 136 in 
1TDN7 3 in 1% in 2 Yin 2 %% in 13 in 6 sin 6 Yin 5 Ve in 2% in 5 1% in 4 %e in 2 ¥% in 2 1% in 
3FRG5 3 in 1% in 2 Yin 2 % in 13" Bic" by" 6%e' 2V4' 51546" Ave 254" 215; 6" 
1TDP3 3 1%e in 1% in 2 Yin 3 Bin 13 in 6 sin 6 Yin 6 Y% in 2 V% in 5 % in 4 %e in 2 ¥% in 2 1%e in 
3FREQ 3 %e in 1% in 2 Yin 3 %in 13 in 6 ein 6 Yin 6 % in 2 % in 5 % in 4 %e in 2% in 2 1% in 
3FRG6 3 1%e in 1% in 2 in 3 %in 13 in 6 sin 6 Yin 6 Yin 2 % in 5 % in 4 %e in 2% in 2 1% in 


‘aaa 


High-Temperature PSC Blowers, Rectangular Outlet 


= Direct replacements for many OEM = Max. inlet air temp.: 450°F 
blowers with same physical footprint = Max. ambient: 104°F 

= All-position mounting = Motor insulation: Class B 

= Continuous-duty operation 


Externally mounted cooling fan (between motor and blower wheel) keeps motor cooler for a longer service life. 
Durable motor/blower design features ball bearings, cast-aluminum end shield, rolled steel body, and a steel cooling 
fan. Permanent split capacitor motor operates more efficiently than a comparably sized shaded pole motor. Blower 
housing has side mounting tabs and 3-sided mounting flange, except No. 1TDV1 has no outlet mounting flange. 
High-temperature flat black enamel finish. Excellent for general heating, cooling, ventilating, or component cooling. 
All blowers are CE Certified and RoHS compliant. All motors (not blowers) are UL and C-UL Recognized (E47479). 
CFM Air Delivery @ Static Pressure Shown 70°F (In.)| Blower Full Load Blower Thermal Blower Item 


0.000" 0.100" 0.200" 0.300" 0.400" 0.500" | Voltage Amps Hz Protection Conduit Box Replaces; No. 
Rectangular Outlet with No Mounting Flange 






101 99 96 94 92 90 | 115VAC 0.52 50/60 Auto Yes 40723 | 1TDV1 
Rectangular Outlet with Mounting Flange 

70 67 65 61 50 — |115VAC 0.30 50/60 Auto Yes 40940 | 1TDUS es 

129 123 119 112 105 91 115VAC 0.65 50/60 Auto Yes 40941 | 1TDV2 = 

227 210 195 180 162 110 | 115VAC 0.58 50/60 Auto Yes 40942 | 1TDV3 - 

227 210 195 180 162 110 | 230VAC 0.37 50/60 Auto Yes —  |3FRG3 Er 

310 290 280 260 245 230 | 115VAC 0.86 50/60 Auto Yes AYJ33 | 1TDV4 S 

Item Blower Wheel Blower Inlet Outlet Outlet Lead Dimensions 

No. Diameter Wheel Width Dia. Height Width Length; A B C F J K X Y Z 
Rectangular Outlet with No Mounting Flange 
1TDV1 AN 6 17%' AY"  2%6  1'%6' 13" Tl 7% 5% 3% — — — — — 
Rectangular Outlet with Mounting Flange 
1TDU9 216° 17%" 3%" OY 21% 6" 13" | 5% 6 =5K BY" 8%6 B%68 8%" DH’ 194 
1TDV2 31%6" 17%" 31%6' 2%6' 3%6' 13" | 55%6' 5%" 7%" 35%6' 31%6° 3%" 2" 2%" 1%" Note: Motor must be positioned in an area where temperature 
1TDV3 5 V," 31Y30" 5%6 = oe 3%" 13" | 8%" 9%6" 8%" 3%6 4%6° 5" 2%6' 4%" 2%" doesnot exceed 104°F. CFM values shown in the table below 
3FRG3 5M." 12! o%e'  3%e' 3%" 13" | 8%" Oe! 8%" —8%6 Ae 5" 2%e' 4%" —2%2'__—_ are representative of catalog specifications within a tolerance 
1TDV4 6%6" 3 BY" 4%" 3'H%e" —_—13"_—* | 10%" 10" 86" 3% 6" 4%" 5%" 2M" 5" He" — of 415%. 
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OEM Specialty PSC and DC Blowers 


= Direct replacements for many OEM blowers 
with same physical footprint 
= All-position mounting 
= Min./max. operating temp. range: -20° to 104°F 
= Max. inlet and ambient temp.: 104°F 
Powerful direct-drive blowers with forward-curve wheels provide 
economical air delivery for general heating, cooling, ventilating, or 
component cooling. Dynamically balanced blowers provide smooth 


< 











Blower with No 
Mounting Flange, 
No. 1TDT5 


Blower with and quiet operation. Noise and vibration are held to a minimum to 
Mounting Flange, 


No. 1TDR9 


maintain cfm at higher static pressures. Motors have cast aluminum 
end shields for greater heat dissipation and protection, resulting in 
less downtime and longer service life. Gray enamel finish. 

Blowers without outlet flange can use No. 5TCJ3 housing support 
for mounting. 2-speed blowers require No. 1DGZ9 2-speed switch 
(not included; see page 2929). All blowers are CE Certified and RoHS 
compliant. All motors (not blowers) are UL and C-UL Recognized 
(E47479), except Nos. 3HMH9, 3HMJ1, and 3HMJ2 are not UL or 
C-UL Recognized. 


Note: Not for use with speed controllers. 


PREPUNCHED METAL HOUSING SUPPORT 
Enables base mounting Nos. 1TDT4, 1TDT5, 1TDT9, 1TDU1, and 





Blower with 
Mounting Flange, 


No. 1TDR7 1TDU2 for bottom horizontal, top horizontal, and upblast discharges. 
12%4"L. Gray finish. Sold in pairs. 
OPEN DRIPPROOF MOTOR 
CFM Air Delivery @ Static Pressure Shown Full Load Bearing Blower Item 
0.000" 0.100" 0.200" 0.300" 0.400" 0.500" Blower Voltage Phase Amps Hz Blower Thermal Protection Type | ConduitBox Replaces No. 


Rectangular Outlet with No Mounting Flange 


551 538 510 500 480 450 12V DC 1 20 — No Thermal Protection Ball Yes — SHMJ2 
794 780 750 690 670 610 115/230V AC 1 2.75/1.45 50/60 Auto Ball Yes 40668 1TDT9 
805 770 730 685 645 605 115V AC 1 VAs) 50/60 Auto Ball Yes 20946 1TDT4 
965 950 910 850 820 750 115V AC 1 3.50 50/60 Auto Ball Yes 40054 1TDT5 
990 960 940 875 825 715 115/230V AC 1 3.66/1.88 50/60 Auto Ball Yes 40830 1TDU1 
1202 1170 1150 1140 1120 1100 115/230V AC 1 7.30/3.70 60 Auto Ball Yes 40831 1TDU2 
Rectangular Outlet with Mounting Flange 
358 350 330 310 300 280 230V AC 1 0.54 50/60 Auto Ball Yes 20917 1TDR8 
409 395 387 378 365 300 12V DC 1 14.60 — No Thermal Protection Ball Yes — 3HMH9 
458 430 383 338 263 140 230V AC 1 0.65 50/60 Auto Ball No 5C507 1TDT1 
463 425 388 338 250 161 115V AC 1 1.28 50/60 Auto Ball No 40448 1TDR9 
485 475 448 425 398 375 115V AC 1 1.35 50/60 Auto Ball ves | AGNI aTDRT 
549 538 510 500 480 450 115V AC 1 2.05 50/60 Auto Ball ves | 2% aTDT2 
552 490 462 426 392 358 12V DC 1 9.40 _— No Thermal Protection Ball No — 3HMJ1 
559 540 525 510 480 450 230V AC 1 0.98 50/60 Auto Ball Yes 40870 1TDT3 
2-Speed Rectangular Outlet with Mounting Flange 
428/293 405/290 370/285 330/260 225/188 150/130 115V AC 1 1.10/0.85 50/60 Auto Ball No 40565 1TDT6 
542/409 520/398 510/387 480/375 465/362 450/348 115V AC 1 2.00/1.54 50/60 Auto Ball Yes 40566 1TDT7 
797/549 780/546 730/536 720/532 680/518 640/504 115V AC 1 3.30/2.20 50/60 Auto Ball No 50508 1TDT8 
Blower Housing Supports 
Prepunched Metal Housing Supports for Nos. 1TDT4, 1TDT5, 1TDT9, 1TDU1, and 1TDU2 _— 5TCJ3 
Blower Blower Dimensions 
Item Wheel Wheel Inlet Outlet Outlet Lead 
No. Diameter Width Dia. Height Width Length A B C D E F J K L M 


Rectangular Outlet with No Mounting Flange 

SHMJ2; 6%in 1%in 5%ein 4%in 5%in 13in 10%6in11'%6in 10in 5%6in 11%in 3%in 6%in 5*%in Gin 5 in 
1TDT9, 8%in 1%in Zin 5%ein 6%ein 13in}13%in 10in 10%6in 6%ein 14%in 5in 2%in — — — 
1TDT4; 8%in 1%in Zin 5%ein 6¥%in 13in|13%in 10in 10%6in 6%ein 14%in H5vein 2 V%in — — — 
1TDT5| 8%in 1%in Zin 5%ein 7%ein 13in}13%in 10in 11%6in 7%ein 14%in 5vein 2% in — — — 
1TDU1| 8%in 1%in Zin 5%6in 7Hein 13in 13 %in 10in 11 %6in 7%ein 14%in 5in 2%in — — — 
1TDU2)| 8M%in 1%in Zin 5%ein 7¥%in 13in | 13%in 10in 11%6in 7%ein 14%in 5%ein 2VY%in — — — 
Rectangular Outlet with Mounting Flange 
1TDR8| 6%ein 1%in 5%ein 4%in 3'%6in 13in 10%6in 11%in 7%in 4in 11%in 4%cin 5M%ein 5%in 4%in  5in 
SHMH9| 6%ein 3in S5A%ein 4%" 3'%e 13" | 10%68 11%" 8" 3% 1%" 3% RACs 5%" Ay," 5 
1TDT1, 5¥%in Zin 4%6in 3%cin 7 M%ein 13in|8%ein 10%in O9Y%in BYcein 9%in 3%6in A9Asin H5in 8%esin 4% in 
1TDRO| 5%in Zin 4%6in 3%in 7M%ein 13in | 8%ein 10%in 9%cin B%ein Y9%in 3%ein 9Acin 5in 8'%ein 4% in 
1TDR7| 6%ein 1%in 5%sin 4%in 3'%6in 13in 10%6in 11%in 7%in 4M%ein 11%in 4%cin 5M%cin 5%in 4%in  5in 
1TDT2| 6Y%in 3™M%eind5%cein 4%in 5%in 13in |10 “Asin 11 Mein 9¥%ein 5%in 11%in 4%cin 6%in 5%*%in  6in 5 in 
SHMJ1) 5%in Zin 4%6in 3¥%in 7'%ein 13in 8'%6in 10%in 9%cein B%ein Ain 3Y%in Y9Asin 5in 8'%ein 4%in 
1TDT3} 6Y%in 1%in 5%6in 4%in 5M%in 13in |10 Asin 11 Hein 9%ein 5Yin 11%in 4%6in 6%in 5%in  6in 5 in 
2-Speed Rectangular Outlet with Mounting Flange 
1TDT6| 5S¥Y%in Zin 4%6in 3%in 7'H%ein 13in | 8%in 10%in 9Y%in BX%cein 9Ain 3%6in A9Asin H5in B8%ein 4% in 
1TDT7| 6%in 3'%cein5 %6in 4%in 5 %in 13in |10 Asin11 Hein 9Vein 5%in 11 %in 4%6in 6%in 5%in Gin 5 in 
1TDT8 | 6%6in 6 Yin 5%6in 4%in BYein 13in |10 Asin 11%4in 9Y%in B%ein 11 %in 3%6in A9¥%in H5%in 8%in 45in 
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Transflow and Low-Profile Blowers 











= All-position mounting Low-Profile—Forward curve centrifugal Transtlow 

= Continuous-duty operation blower wheels, mounted in twin scroll housings, No. 1TDUG 

= Min./max. operating temp. range: -20° to 104°F provide increased airflow at higher pressures. . 

= Motor insulation: Class B Double inlet maximizes airflow efficiency. 

= Automatic thermal protection Ball bearings and cast-aluminum end shields 

Blowers provide economical air delivery for general connect blower to heavy-duty, permanent split- 

heating, cooling, ventilating, or component cooling. capacitor Dayton® motor. 6 rubber isolators on 

Designed to exhaust or ventilate cabinets, office mounting holes reduce vibration and noise. Flat ae 

machines, electronic equipment, corn stoves, pellet black finish; compact design. 17” leads. os. ATDUT 

stoves, and fireplace inserts. All blowers are CE Certified piowee <nwer CFM Air Delivery @ 

and RoHS compliant. All motors (not blowers) are ULand Wheel Wheel Overall Static Pressure Shown Blower Full Load Item 

CULL Recognized (E47479). Diameter Diameter Width 0.000" 0.100" 0.200" | Voltage Amps Hz RPM | Replaces | No. 

Transflow Blowers 
Transflow—Heavy-duty, shaded pole motor (perma- oe 5 ein 7 Hein 786401230 AC 0.28 50/60 3100 — | SERFS 
. . 16 16 16 . — 

nent split capacitor on Nos. 3HMK2 and 3HMK3) 2%in 2%in 11Vein | 105 87 63 /115VAC 055 60 2736 | 4C744 | 1TDUA4 

features an oversized stack to enhance cooling and 2%in 2%in 10 %in 104 87 63 |230VAC 0.30 50/60 2730 — 3FRF4 
roduct life. Durable metal coolina-fan blade. Extr 2%in 2%in 14 Yin 150 135 98 |115VAC 0.73 60 2780 | 40745 | 1TDU5 

i oduct life ‘ . ae ; see 5] an b re | oo 2% in 2%in 14 %4ein| 156 135 98 /230VAC 046 50/60 2780 +— | 3FRF5 

aluminum, '-pc. housing Keeps blower wheel an 2%in 2%in 17 %in | 201 187 —115VAC 090 60 2670 | 4YJ30 | 1TDU6 

motor properly aligned—reduces vibration. Permanently  2%in 2%in 17'%ein| 195 187 —  |230VAC 0.52 50/60 2670 — 3FRF6 

2%in 2%in 22%in | 373 320 288 |115VAC 0.71 50/60 2680 — ___| 3HMK2 

lubricated sleeve bearings on motor (Nos. 3HMK2 and 2% in 2%in 22%in | 361 320 288 |230VAC 0.35 50/60 2680 +— | 3HMK3 

S3HMK3 have permanently lubricated ball bearings) and | {gw-Profile Blowers 

blower housing significantly reduce motor hum trans- 2%in 2%in 14%in 127 119 105 |115VAC 0.39 50/60 3200 | 40825 | 1TDU7 
Senin | ; u 2%in 2%in 14%in 134 119 105 | 230VAC 0.18 50/60 3250 — 3FRF7 

mission into equipment. 13° leads. Nos. 3HMK2 and 2i4ein 2 %ein 1454in | 222-212 ~-+198 ~~ 115VAC 0.60 50/60 2750 | 4C826 | 1TDUS 

SHMK3 feature open dripproof motor enclosure. 21%6in 2%sin 14%4in | 262 212 198 (230VAC 0.28 50/60 2880 — | 3FRF8 


es 


Single-Inlet Forward-Curve 
Belt-Drive Blowers 


= Housing can be rotated to any of 4 
standard discharge positions 

= Max. inlet air temp.: 150°F 

= Max. ambient: 104°F 


Single inlet for quiet, efficient performance in general 
ventilation, exhausting, air conditioning, and industrial air- 
moving applications. Precision, balanced, forward-curved 
steel wheels. Die-stamped steel housing. Single-phase 
motors have automatic reset thermal protection. Drive 


package components are packed separately. CW Rotation Shown 
No. 7HR35 






CW Rotation Shown 
No. 5ZCN7 


























Wheel (in.) Dimensions (in.) 
Dia. Width A B C D E F G H J K M R $ T X YY _ 2 
10% 4%6 | 15% 14% (7%e Ye 10% 9'%6 9% 8% 8% 6% 16% 6 Y 3% 1%6 % '%e 
11% 6%6 | 1/% 16%6 8 Ye 11% 10% 11% 10% 10% %8% 18 8 Yo 3% 1v%6 Ye Se 
12% 6 | 20% 19% 9% Ye 138%6 12% 11% 10% 11% 8% 21% 8% % 3% %iY%6 Ye Sse % 
1% 9 | 24%6 22%6 10% Ve 19'%6 14% 15%6 14% 14 12% 25 9%6 1 3%6 1%6 % %e % 
76 13 | 29V%6 26'%6 12% Ye 18% 18%6 19% 18% 16'%6 16% 30 18% 1 3% 1% Ys “es % 
22% 10'%6) 389%6 39%6 1o'Y%e % 27% 22%6 21 20% 22'%6 1/% 40% 15% %1%6 3% 1% % 2% % 


CW ROTATION - CCW ROTATION - CW ROTATION FROM | CCW ROTATION FROM 
COMPLETE WITH DRIVE PACKAGE** | COMPLETE WITH DRIVE PACKAGE** | DRIVE END WITHOUT | DRIVE END WITHOUT 
Open Dripproof, | Open Dripproof, | Open Dripproof, | Open Dripproof, | DRIVE PACKAGE** DRIVE PACKAGE** 
1-Phase Motor | 3-Phase Motor 1-Phase Motor | 3-Phase Motor 


Wheel 115/230V, 60 Hz | 230/460V, 60 Hz  115/230V,60Hz | 230/460V, 60 Hz 
Dia. CFM Air Delivery @ RPM Shown Blower Motor Item Item Item Item Item Item 
(in.) | 0.125" 0.250" 0.500" 0.750" 1.000" | RPM HP 0. No. No. No. No. No. 
970 870 670 — — 925 Va 7HR35 7THR22 7HR59 7HR80 
1110 1020 830 630 — 1030 %&% 7HR36 7HR23 7HR60 7HR81 
10% | 1230 1180 1000 830 650 1150 % 7HR13 7HR24 7HR61 7HR82 5ZCN7 5ZCP7 
1480 1420 1280 1150 1000 1350 % 7HR14 7HR25 7HR62 7HR83 
1600 1530 1420 1280 1180 1450 1 7HR15 7HR26 7HR63 7HR84 
1430 1310 1040 — — 850 Ya 7HR37 7HR27 7HR64 7HR85 
11% 1820 1720 1500 1250 930 1050 % 7HR16 7HR28 7HR65 7HR86 5ZCN8 5ZCP8 
2060 1970 1810 1610 1390 1175 1 7HR17 7HR29 7HR66 7HR87 
2380 2320 2170 2020 1830 1350 1% 7HR18 7HR30 7HR67 7HR88 
1730 1584 1095 — — 650 Ya 7HR38 7HR31 7HR68 7HR89 
125/4 2050 1910 1524 1050 — 750 7) 7HR19 7HR32 7HR69 7HR90 5ZCNQ 5ZCP3 
2350 2240 1950 1570 1110 850 1 7HR20 7HR33 7HR70 7HR91 
2750 2600 2400 2120 1780 970 1% 7HR21 7HR34 7HR71 7HR92 
3280 2/80 1990 — — 540 V4 7HR39 7HR47 7HR72 THR93 
Tae 3640 3330 2520 1620 — 590 1 7HR40 7HR48 7HR73 7HR94 5ZCPO 57CP4 
4140 3840 3230 2420 1820 665 1% 7HR41 7HR49 7HR74 7HR95 
4700 4290 3880 3230 2520 740 2 7HR42 7HR50 7HR75 7HR96 
4440 4000 2360 — — 470 1 THR43 7HR51 7HR76 7HR97 
171% 5180 4800 3810 1050 — 530 1% 7HR44 7HR52 7HR77 7HR98 5ZCP1 5ZCP5 
5800 5460 4560 3210 1060 590 2 7HR45 7HR53 7HR78 7HR99 
6680 6370 5710 4780 3360 670 a — 7HR54 — 7HTO0 
rc ss) [ee | me | i 
1 rf 7 545 — 5 — 7HR5 — 7 
22% | 40.600 10,200 9600 8430 7170 | 530 5 = 7HR57 = 7HT03 SZGP2 SZCP6 
12,100 11,550 11,000 10300 9600 600 7% — 7HR58 — 7HT04 


** Drive package consists of appropriate motor, belt, and sheaves to obtain the performance listed. 
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Direct-Drive Double Inlet Full- and jf Payton 
3/,-Width Forward-Curve Blowers 


= Blower wheel is reinforced to ensure optimal = Units replace most direct-drive blowers 
performance and trouble-free service with the same horsepower ratings 
= Discharge can be rotated in four 90° increments == Max. inlet/ambient temp.: 104°F 


. | [ ~ Used in new and replacement installations for heating, 
Assembled air conditioning, and ventilation systems. Heavy-gauge 


‘ > 
— =} Bop _ Steel blower housings have a galvanized steel finish, a 
Ss except assembled models have a gray enamel finish. ‘tem Wane Wine Dine Height) Witney 








No. 
Unassembled Steel wheels have corrosion-resistant finish. Blower Dimensions 
1XJX7| 1254 9% 12%6 7i%¢6 91% 
UNASSEMBLED 1XJX8) 15%2  12%6 15 10” 1116 
-7 see a 1XJX9) 15%2 12% 15 10”; 1116 
=a , Units include housing support with resilient pads, TXJY1 17% 11% 16%c 11% ay, 
ee al em 1XJY2) 17%6 146 16%6 11% 16 
. ee For Use With —_No. adjustable motor mounting bracket with hardware, NS ae ae 133, ee 
_~ Housing cna Housing ae and assembly instructions. Bracket for 91%" units {XJY4| 20%6  13%6 19942 13% {2%6 
y VAL fp" BNRC3| 15%  9%6 15 10% 9%6 
és, Supports XING EIINO -ETCG «adjusts to fit blower motors 3% to 6% ong Bracket ENRGH ete a 2 se a 
— for 10%" units adjusts to fit blower motors 316" to BNRC5| 17% 1098 104 11% 10% 
65" long BNRC6) 17% 13 16% 11% 13 
BLOWER 
WITH BLOWER 
Wheel Full MOTOR | WITHOUT MOTOR 
Wheel | Width CFM Air Delivery @ Static Pressure Shown Motor Motor Volts Load Item Item 
Dia. | (in.) |.300" .400" .500" .600" .700" .800" .900" 1.000"1.100"1.200"1.250"1.300"1.400"1.500"1.600"1.700"Speed RPM HP @60Hz Amps No. No. 


Assembled 
7¥%6 | 1009 1005 1001 929 838 692 — 
1457 1340 1319 1301 1230 1117 715 


1 10/0 % 119 3./ 1XJX7 _— 
1 986 4 119 49 1XJX8 = 


aa 1638 1610 1545 1457 1358 1205 1050 1085 
1368 1310 1280 1256 1185 1052 86 — — — — ~— ~—~ ~ ~~ ~ 937 
1132 1101 1083 1046 1012 896 813 — — — — ~—~ ~ ~~ ~~ _ 858 
Pi ?t? w@eeeeec-- =, 2 
Ms) 4 4 4 4£ 4 4594 1458 1393 1208 925 841 — — — — —]| 4. ggg % 115 9.0 | IXdY' = 
# # # #  #~ 1397 1279 1162 1049 846 622 — — — — — 946 
PTT? ti oer: i, oe 
# # # # #  # 1925 1776 15 55 a o2 os 
10% 4 4 4¢ #¢ #£ # 41745 1636 1430 1209 1128 1074 — — — — | 4 i959 4 115 9.0 | 1Xd¥2 aa 
# # # # #  #~ 1587 1474 1345 1152 1110 88 — — — — 1027 
-  #¢  #  # # #  # — # — # 2701 2591 2522 2373 2231 2057 1851 1097 
# #¢ # # # # #  #  #- 2480 2400 2373 2218 2084 1910 1696 3 1070 1 4115 15.3 .| 4XJY3 = 
13° | gy # # #2048 2170 2143 2032 1890_1685_1498 1038 
~ —# _##### # #2553 2591 2465 2316 2149 1957 1671 1086 
# #¢ # # # # #  #  # 2472 2400 2401 2282 2116 1925 1680| 3 1062 1 208-230 7.2/6.9| 4XJY4 = 
# #¢ # # # # # # # 2955 2170 2204 2078 1959 1707 1333 1039 
Unassembled 
# 1245 1225 1200 1150 1105 1040 — — — — — — — — — 17 1050 “% 115 123) 7HLS1 
# a r ; é Bet SO ae es ee ee ee ee 
# Toh es Gig ee, Se, ee 
_— a ee ee ee ee 
[> | | wea ee oo SOO LS 5NRC3 
66 | # # # 5 a en aa ee 
# #- (#  -# 760-750-705 610 a 
s % & 4580 1485 1170 1140 1000 96 CC SC SO 
# # # 1190 1170 1150 1095 990 76 — — — ~— ~—~ ~— ~— | 4 1075  % 115 63 | THLS4 
ve # #¢ # # 1080 1030 950 60 — — — — — ~— — 
a 1s 0) le Le — CO COCO—C COMO 
SeeBe 4s 5 E- === 
# 5 5 
# # # 845 835 735 — — — 
= —#—# i ae ei; nn 2s. = SS — 
on | # # # a oe ee, ee 
# # # 412830 1200 1135 — — — — ~—~ ~—~ ~~ ~~ ~~ _~ 
1 § 4& | iso ise aoe - - - - - -_ _ o 
# #¢ # 580 1555 a em ee 
# # 1575 1535 1520 1495 1375 11450 — — — — ~— ~—~ ~ ~ | 4 1075 % 115 87 | THLS8 
#  # 1480 1440 1430 1380 1270 1075 — — — — ~— ~— ~— ~— 
Bea aaa ae TT Cae eS. ae 
a ee ee ee ee ee 
7 -£ @¢—f 2 @ ; a ez a rm F1005 700 
# #¢ # # # # 75 B4isd. oe es 
# # # # # #  #- 1090 1010 90 — — — — ~— — 
| es & & & | | dees deco deco doe a OC 
# #£ # # # #~ #~ 1695 5 1570 15 es 
¢# # # # # #  #- 1500 1485 1440 1400 136 — — — — | 4 1075 % 115 87 | THLE 
# #¢ # # # #  # 4390 1305 1255 1200 1155 — — — — 
on cg k fo 905 830 710 — — — — 
# #¢ # 5 SS se 
101% Do | | Ge ay on oe a SOD SD SS Sa we ee OT AO) Te 
a a ee es ee ee ee ee 
2a a : : F Fe 1340 ye ee ee 
# #¢ # # 5 1415 Ss ee ee 
¢ # 7 5 eee 
ee ee ee ™ 
# # 5 1905 1865 17 oo oe 
# # #  # 1745 1735 1710 1675 1590 1135 — — — — — — | 4 1075 % 115 87 | THL64 
# # #  # 1565 1555 1530 1460 1245 975 — — — — ~— — 
+ 4% % %& 600 2605 1905 1865 1700 1660 _ _ _ _ — 
# ¢ 5 1905 1865 17 SO. ee Se se 
# # #  # 1745 1735 1710 1675 1590 1135 — — — — — — | 4 1075  % — 208-230 4.8/4.4) THL6S 
#  #  # #1565 1555 1530 1460 1245 975 — — — — — — 


# WARNING: Motor overload will result if blower is operated at static pressures below performance shown. 


2976 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 








GRAINGER CHOICE® HVAC & REFRIGERATION 
Find the ww. Find Solutions. Find Great Prices. Commercial & Industrial Blowers 


Double Inlet Full- and efDayton] 
3/,-Width Forward Curve 
Belt-Drive Blowers 


= Max. blower operating temp.: 150°F 
= Max. motor operating temp.: 104°F 
= Discharge can be rotated in four 90° increments 


Prelubricated, sealed ball bearings with rubber isolators and dynamically 
balanced forward curved wheel. Precision-ground shafting with both keyways 
and flats for a wide range of drives and HP. A variable-pitch motor sheave is 
provided when ordered, complete with drive package for speed adjustment. 
Die-stamped steel housing with mounting supports. Mounting hardware and 
isolation grommets included. Blowers include a motor mounting bracket built 
for 1% HP maximum. 1/6- to 1%-HP motor and drives for bottom horizontal 








1/6 to 112 HP with 2 to 5 HP with 


discharge packed separately, when ordered complete. Longer or shorter belt may Drive Package Diive Package 
be required for other discharge positions. 2- to 5-HP motors are floor mount only. SiounAecembicd Shown Assembled 


COMPLETE WITH DRIVE PACKAGE** 
Open Dripproof|Totally Enclosed Open Dripproof |Totally Enclosed 
1-Phase Motor | 1-Phase Motor | 3-Phase Motor | 3-Phase Motor | WITHOUT DRIVE 








Wheel CFM Air Delivery 115/230V 115/230V 230/460V 230/460V PACKAGE** 
Wheel Width| Housing Housing Housing Disch. Disch. @ Static Pressure Shown Blower Motor Item Item Item Item Item 
Dia. | (in.) | H(in.) W(in.) D(in.) | H W /|0.25" 0.5" 0.625" 0.75" 1.00" 1.25", RPM HP No. No. No. No. No. 
16'%6 =9%6 814'%6 | 6%6e O%e' | 1090 — —- — — — | 690 % 7HL79 15396 _ 7HL80 
16'%6 = 9%6 141%6 | 6%e IW%e'| # 1365 1199 — — — | 917 %&% 7HL81 73397 THL82 73398 
16'%6 9%6 141%6 | 6%e" BW%e'| # 1590 1425 1250 — — | 990 %&% 7HL83 75399 7HL84 7J400 5NRC7 
16'%6 = 9%6 141%6 | 6%e" O%e'| # 1920 1750 1625 1330 — | 1106 % 7HL85 7J401 7HL86 7J402 
16'%6 9%6 141%6 | 6%e M%e'| # 2190 2055 1935 1665 1350)1212 1 7HL87 7J403 7HL88 7J404 
161%6 = 9%6 141%6 | 6% O%e' | # 25385 2430 2335 2105 1870 1358 1% 7HL89 _ 7HL90 7J405 
6% | 14%6 Y9%6 12% |6%e 9%6 11040 — — — — — | /06 &% 7HL91 — — _ 
14%6 9%6 12% | 6%" 9%" 11040 — — — — — | 706 % _ 7J406 _ _ 
14%6 9%6 12% |6%e° 9% | # 1200 — — — — | 897 ¥&% 7HL92 7J407 7HL93 73408 
10%" 14%6 9%6 12% | 6% 9% | # 1565 1450 — — — 11041 & 7HL94 7J409 7HL95 7J410 5NRC8 
14%6 9%6 12% | 6%6 O%e'| # # 1780 164990 — — |1182 % 7HL96 7J411 7HL97 7J412 
14%6 9%6 12% | 6%6 O%e'| # # # 2020 1850 1250; 1324 1 7HL98 73413 7HL99 7J414 
14%6 9%6 12% | 6%6 O%e'| # # 2300 2225 2120 2000 1458 1% 7HNO0 — 7HNO1 7J415 
16'%6 11'%6 14%6 | OMe 11'%6e] 1590 — —- — — — | /00 7HNOZ2 13416 — 7HNOS3 
16%6e 111% 141%46 | 6%6e' 11'%c') # 2070 1920 1800 — — | 959 %&% 7HNO4 7J417 7HNO5 73418 
956 16%6e 111% 141%46 | 6%e' 111%6') # 2420 2310 2170 — — | 1068 % 7HNO6 7J419 7HNO7 7J420 5NRCO 
161%6 111% 141%46 | 6%e" 111%6') # 2620 2570 2460 2220 — | 1150 1 7HNO8 73421 7HNO9 73422 
16%6 111% 141%46 | 6%e" 111%6') # 3050 2980 2940 2730 2540) 1300 1% 7HN10 — 7HN11 73423 
16'%6 111% 141%46 | 6%e" 111%) # 3320 3280 3220 3100 2910} 1406 2 7HN12 75424 7HN13 7J425 
18'%6 =910% 16%6 f 10%"'71250 — — — — — | 565 % 7HN14 13426 — 7HN15 
18'%6 810% 16%6 7 =6©10%"}1530 — — — — — | 62 ¥% 7HN16 75427 7HN17 73428 
18'%6 =810% 16%6 7” 10%") # 1940 1650 1210 — — | 83 % 7HN18 7J429 7HN19 7J430 
7% | 18'%6 10% 16%6 7 10%") # 2280 2050 1780 — — | 907 % 7HN20 73431 7HN21 7J432 5NRDO 
18'%6 10% 16%6 7 = 10%"| # 2670 2470 2280 1750 — | 1000 1 7HN22 75433 7HN23 7J434 
18'%6 =810% 16%6 7 = =10%") # 3050 2940 2745 2350 1820/1100 1% 7HN24 _— 7HN25 7J435 
114%" 18'%6 =10% 16%6 7 = 10%" # 3440 3330 3180 2850 2440/1200 2 7HN26 7J436 7HN27 73437 
18'%6 813% 16%6 { 13%1)1230 — — — — — | 584 % 7HN28 15438 _ 7HN29 
18'%6 813% 16%6 7 = 13%"}1650 — — — — — | 593 ¥&% 7HN30 73439 7HN31 73440 
18'%6 138% 16%6 7 13%") # 2050 1600 — — — | 795 %&% 7HN32 73441 7HN33 73442 
10% | 18'%6 13% 16%6 7” 13%") # 2450 2050 1620 — — | 87 % 7HN34 75443 7HN35 73444 5NRD1 
18'%6 813% 16%6 7 = 13%") # # # 2700 1980 — | 1000 1 7HN36 7J445 7HN37 73446 
18'%6 813% 16%6 7 13%") # # # 3300 2740 1980; 1100 1% 7HN38 — 7HN39 73447 
18'%6 =138% 16%6 7’ 13%") # # # # 3390 2840 1200 2 7HN40 73448 7HN41 73449 
21'%6 12% 19% | 8% 12%'|1/90 — — — — — | 470 % 7HN42 13450 7HN43 1J3451 
211%6 12% 19% | 8% 124%'|2350 — —- — — — | 547 &% 7HN44 7J452 7HN45 7J453 
211%6 12% 19% | 8%" 124%") # 2800 2520 2150 — — | 706 % 7HN46 7J454 7HN47 7J455 
9%6 | 21'%6 812% 19% | 8%" 124%") # 3060 2790 2450 — — | 734 1 7HN48 7J456 7HN49 73457 5NRD2 
211%6 12% 19% | 8%" 124%") # 3710 3480 3250 2600 — | 826 1% 7HN50 _ 7HN51 7J458 
21'V%ie  3=12M% 19% | 8%" 12%") # # 4200 3980 3580 3000 930 Za 7HN52 73459 7HN53 7J460 
409! 21'V%ie 312% 19% | 8%" 12%") # 4880 4720 4540 4180 3750} 1012 3 — — 7HN54 7J461 
21'%6 15% 19% | 8% 15%'12100 — — — — — | 435 &% 7HNS5 15462 7HN56 13463 
21'%6 15% 19% | 8%" 15%'|2750 — — — — — | 585 &% 7HN57 7J464 7HN58 7J465 
21'%6 15% 19%. | 8%" 15%") # 3100 2400 — — — | 656 % 7HN59 75466 7HN60 7J467 
12%6)| 21'%6 15% 19% | 8%" 15%") # 3590 3180 2440 — — | 711 1 7HN61 7J468 7HN62 7J469 5NRD3 
21'%6 15% 1938 | 8%" 15%'| # # # 4080 2950 — | 826 1% 7HN63 — 7HN64 7J470 
21'V%6 15% 19% | 8%" 15%") # # # 4550 3800 3350) 888 2 7HN65 7J471 7HN66 7J472 
21'%6 15% 1938 | 8%" 15%'| # # # 5270 4920 4550; 1000 3 — — 7HN67 73473 
20% 146 2216 | 9'Ve 14'%6e| 2/790 — — — — — | 402 & 7HN68 13474 7HN69 1J475 
25% 1416 2216 | 916" 141V6'| 3420 — —- —- — — | 451 ¥ 7HN70 7J476 7HN71 1J477 
10°46 25% 141V6 2216 | 916" 141%6'| # 4080 3500 2480 — — |} 5/7 1 7HN72 75478 7HN73 7J479 5NRD4 
25% 141V6 2216 | 916" 141V%6'| # # 4600 4170 — — | 647 1% 7HN74 — 7HN75 7J480 
25% 141V6 2216 | 916" 141V%6'| # # 5100 4770 3400 — | 684 2 7HN76 75481 7HN77 73482 
15 V6" 25% 141V6 221V6 | 916" 1416) # # # # # 5400) 837 3 — — 7HN78 7J483 
20% 18%8 22'Ye |9'Ye 18% 13300 — — — — — | 402 7HN79 15484 7HN80 13485 
25% 18%. 9 221%6 | 9'1%6e" 18%"| 3980 — —- —~—- —~— — | 448 % 7HN81 7J486 7HN82 73487 
147; 25% 18% 221%6 |9'V6 18%'| # 3950 — — — — | 523 1 7HN83 75488 7HN84 7J489 5NRD5 
25% 18% 22'%6 |9'%6' 18%") # # 4800 4100 — — | 613 1% 7HN85 — 7HN86 7J490 
25% 18%. = 221N%6 | 9'N%6" 18%'| # # # 5500 4080 — | 684 2 7HN87 7J491 7HN88 73492 
25% 18%8 = 221N%6 | 9'1N%6" 18%'| # # # # # 5800} 806 3 _ _ 7HN89 7J493 
30'%6 §=60417% Zi 1% 1/% | 4820 — — — — — | 360 % 7HN90 15494 7HN91 13495 
30'%6 17% 27 114%" 17%'|5400 3180 — — — — | 412 1 7HN92 7J496 7HN93 7J497 
421% 30'N%6 17% 27 11%" 17%'| # 5900 5180 36830 — — | 500 1% 7HN94 _ 7HN95 73498 5NRD6 
30'N%6 17% 27 11%" 17%'| # # # 6180 — — | 571 Zz 7HN96 7J499 7HN97 7J500 
30'N%6 17% eam 11%" 17%'| # # # # 7100 5500) 631 3 _ _— 7HN98 7J501 
471546" 30'N%6 17% 27 11%" 17%'| # # # 9200 8400 7150} 703 4] _ _ 7HN99 7J502 
30'%6 3=—21% Zi 11%" 21%'| 4850 — — — — — | 331 V4 7HPOO 73503 7HPO1 73504 
30'Ve 821% 27 11%" 21%'| # 3400 — — — — | 412 1 7HP02 7J505 7HPO03 7J506 
171% 30'N%6 21% 27 11%" 21%'| # 5470 — — — — | 451 1% 7HP04 — 7HP05 7J507 5NRD7 
30'%6 21% 27 11%" 21%'| # # # 6900 — — | 556 2 7HP06 7J508 7HPO07 7J509 
30'Ve 821% 27 11%" 21%'| # # # # 7100 5410) 620 3 — _ 7HPO08 7J510 
30'N%6 21% 27 11%" 21%'| # # # # # 8405) 703 5 — _— 7HPO9 7J511 


# WARNING: Motor overload will result if blower is operated at static pressure below performance shown. ** Drive package consists of appropriate motor, belt, and sheaves to obtain 


the performance listed. 
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HVAC & REFRIGERATION 
In-Line Duct Blowers 


Scan. Order. Done. 
Details on page A1. 





In-Line Duct Blowers 


» Aluminum backward-inclined, nonoverloading 
centrifugal wheel design 

= Mount horizontally or vertically 

= Max. ambient: 104°F 


Designed for indoor clean-air applications includ- 
ing intake, exhaust, return, or makeup air systems in 





Belt-Drive—Drive package wy, 

components packed separately. 

= Bearing cover and motor cover 
provide longer service life 

= Max. inlet air temp.: 160°F 


= Pillow block bearings 


industrial or commercial buildings. Collars simplify duct 











connections. Panels on each side provide quick access Dimensions (in.) Inlet 
to internal fan components. UL 705. UL and C-UL Listed. _ mut No. A B C¢ E Dia. (in.) 
Direct-Drive—Units are speed controllable. ORBS6, 100397, 5416 1H 4 33 
Nos. 2RB86, 100387, and 10C388 have 3-speed motor. 100388, 20UD15 
DRB87 TY 2 ta 1ts— — —| ms 
Units are pre-assembled. SICKO, 5ICLO, 20UDI6. | 19-21 15% 1 —  — — | 9% 
, 5TCL1, 20UD17 23 22 19% {1 — — — | 10% 
Nos. 20UD15 to 20UD17 feature electronically commu- BTCLD 6 96 09% 1 — — | 41% 
tated (EC) motor on the blowers, providing up to 60% asap TCU oT EE 
: : : ; 8 8 2 4 4 4 
energy savings. Potentiometer dial on motor allows ORBBO 174, 01" 1378" TAT 4 TI 
speed control down to 80%. The optional Speed Control le 21% 21° 17% 1% 20 17 13% 9% 
5AV78, 100391 23% 22° 19% 1% 20 17 13%) 10% 
Kit No. 43Y140 (sold on page 2955) allows you to manu BAV79 100302 SB, 06" DTA TON A t8 | 
ally adjust a fan's speed from a remote location and BAVSI 31, 30" O77 1H 30 20 16 1 14% 
iuncti 5AV82 38% 34° 34% 1%" 30 20 16 17% 
mounts to a wall using a i junction box. aay eee ey ee ee ae 
= Max. inlet air temp.: 104°F 
1] 
Include NEMA 1 junction box BLOWER WITH MOTOR 
; ; . Sones @ 115V, 1-Phase EC Motor, 115V, 1-Phase 
Wheel CFM Air Delivery @ Static Pressure Shown* 0.125" Motor Item Motor Item 
Dia. (in.)} 0.125" 0.250" 0.375" 0.500" 0.625" 0.750" 1.000" 1.250" | BlowerRPM SP@5ft.# HP No. HP No. 
Direct Drive 
225 104 — — — — — — 1050 3.6 
312 244 140 — — 1300 5.4 V2 100387 — — 
394 342 280 201 — — — — 1550 7.3 
369 188 — — — — — — 1050 3.9 
519 397 245 — — 1300 5.4 V2 100388 — — 
- 654 564 457 334 — — — — 1550 7.5 
353 — — — — — — — 900 2.8 — — 
475 275 — — — — — — 1050 45 
660 523 352 — — — a = 1300 6.7 Ve 2RB86 % 20UD15 
830 720 604 462 276 — — — 1550 9.3 
948 850 751 641 507 352 — — 1725 11.0 — = 
1403 1350 1292 1227 1156 1078 831 — 1725 12.4 Vy 2RB87 — — 
894 766 587 — — — — — 900 46 _— — 
1080 976 858 707 — — — — 1050 6.1 — — 
13% 1189 1094 992 873 692 — — — 1140 7.2 % 5TCLO 
1383 1298 1214 1122 1018 893 — — 1300 8.7 =e _ % 20UD16 
1679 1607 1536 1466 1393 1313 1122 — 1550 11.5 = = 
1883 1818 1754 1692 1628 1562 1416 1239 1725 14.1 V5 BTCKO 
1487 1317 1033 — — — — — 860 6.2 — — 
14% 2061 1942 1818 1666 1446 1121 — — 1140 10.5 % 5TCL1 Ya 20UD17 
2870 2790 2703 2614 2524 2429 2188 1809 1550 16.5 — — 
16% 3194 3061 2922 2773 2587 2388 1808 — 1140 13.4 % 5TCL2 — — 
COMPLETE WITH DRIVE PACKAGE** | WITHOUT 
Sones @ 1-Phase 3-Phase Motor DRIVE 
0.125" | Motor 115/230V | 208-230/460V | PACKAGE** 
Wheel CFM Air Delivery @ Static Pressure Shown* Blower Motor Max. SP @ Item Item Item 
Dia. (in.)| 0.125" 0.250" 0.375" 0.500" 0.625" 0.750" 1.000" 1.250" 1.500" 1.75" RPM HP BHPT _ Sft.# No. No. No. 
Belt-Drive 
404 383 358 331 302 272 211 141 — — | 1969 Yh 0.26 19.1 7K438 — 
451 432 411 387 362 335 283 225 161 — | 2174 4 0.35 21 7K439 — 5TCL3 
520 502 486 466 446 424 378 332 285 229 | 2480 Yo 0.52 25 7K440 7K441 
11 964 913 857 796 728 651 433 — — — 1692 Ys 0.26 16.0 7K442 _ 
1074. 1029 980 927 871 809 660 — — — 1868 4 0.35 17.6 7K443 — 
1236 1199 1157 1114 1068 1021 913 784 632 — | 2131 Yp 0.52 21 7K444 7K445 5TCL4 
1432 1399 1366 1329 1292 1253 1170 1077 980 849 | 24500 % 0.79 25 7K446 7K447 
1580 1550 1521 1489 1455 1421 1349 1272 1188 1099 | 2693 1 1.05 28 7K448~—s tt 7K449 
1265 1207 #1149 1088 1003 917 — — — — 1609 % 0.26 15.4 7M7R9 — 
1405 1352 1298 1247 1187 1110 939 — — — 1¢r2 4 0.35 16.6 7M7T0 — 
11% | 1623 1577 1530 1484 1439 1396 1262 1119 — — | 2029 Y 0.52 19.8 7M7T1 7M7T4 2RB89 
1871 1830 1790 1749 1708 1668 1591 1472 1358 1197 | 2323 % 0.79 23 7M7T2 7M7T5 
2066 2029 1993 1956 1919 1882 1810 1734 1626 1522 | 2556 1 1.05 26 7M7T3_~—s tt 7M7T6 
1650 1562 1460 1326 1168 955 — — — — 1292 YA 0.26 11.8 75627 — 
1842 1758 1677 1573 1449 1306 — — — — 1427 4 0.35 13.6 7J628 = tt — 
gy | 2121 2045 «1978 1903. 1815 = 1708» 1461 1087 — — 1627 Y 0.52 15.8 7J629 7J630 400389 
2456 2398 2332 2274 2211 2138 1960 1753 1480 — 1872 % 0.79 20 7J631 = tt 75632 
2708 2661 2598 2543 2490 2432 2294 2125 1935 1698 | 2057 1 1.05 23 7J633. = tt 7J634 
3106 3069 3020 2965 2917 2871 2771 2653 2507 2351 | 2351 1% 1.57 30 7J635 = tt 7J636 
1362 1185 860 — — — — — — — 800 YA 0.11 6.3 7H454 7H468 
1927 1810 1681 1538 1311 — — — — — 1076 Ys 0.26 10.7 7H455 7H469 
2142 2039 1927 1807 1667 1463 — — — — 1185 4 0.35 121 7H456 7H470 
14 2476 2392 2297 2197 2095 1979 1636 — — — 1356 Y 0.52 14.2 7H457 7H471 5AV78 
2858 2787 2708 2626 2539 2449 2253 +1964 1447 — 1553 % 0.79 16.2 7AQH7 7AQH8 
3159 3094 3028 2953 2878 2798 2635 2451 2177 1752 | 1709 1 1.05 18.2 7AQH9 = ¢t 7A0J0 
3633. 3576 3520 3461 3395 3330 3193 3050 2894 2705 | 1956 1% 1.57 24 7A0J1 = tt 7A0J2 
4009 3958 3907 3856 3800 3741 3622 3494 3365 3225 | 2153 2 2.10 30 7A0J3 = tt 7A0J4 
2373 2209 2015 #1759 — — — — — — 873 Yh 0.26 8.8 7A0J5 — 
2643. 2504 «32339 «= 2150 =: 1893 — — — — — 962 5 0.35 9.9 7AQJ6 — 
3061 2944 2812 2665 2504 2301 — — — — 1101 Yp 0.52 12.4 7H458 7H472 
16 3538 3436 «©3333. 3212S 3087) =Ss «2946 = 2611 ~—- 2071 — 1261 Ya 0.78 15.5 7H459 7H473 5AV79 
3911 3818 3725 3628 3515 3402 3146 2815 2311 — 1387 1 1.04 18.0 7H460~—s ttt 7H474 
4503 4422 4341 4259 4178 4079 3880 3656 3389 3055 | 1588 1% 1.56 22 7A0J7 ~— tt 7A0J8 
4973 4899 4825 4751 4677 4603 4425 4240 4037 3802 | 1748 2 2.08 28 7A0J9 = tt 7A0KO 
5713 5648 #85584 5519 5454 5390 5260 5103 4946 4774 | 2001 3 S42 40 — 7A0K1 


* Performance certified is for installation type B: free inlet, ducted outlet. tf Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type B: 
free inlet hemispherical fan sone levels. ** Drive package consists of appropriate motor, belt, and sheaves to obtain the performance listed. tf 115/208-230V. B 
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GRAINGER CHOICE® HVAC & REFRIGERATION 


Find the wf. Find Solutions. Find Great Prices. In-Line Duct Blowers 
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In-Line = 


Duct Blowers 


COMPLETE WITH DRIVE PACKAGE**| WITHOUT 


Sones @ 1-Phase 3-Phase Motor DRIVE 
0.125" | Motor 115/230V 208-230/460V | PACKAGE** 
Wheel CFM Air Delivery @ Static Pressure Shown* Blower Motor Max. SP @ Item Item Item 
Dia. (in.)| 0.125" 0.250" 0.375" 0.500" 0.625" 0.750" 1.000" 1.250" 1.500" 1.75" | RPM HP BHPt 5 ft.# No. No. No. 
Belt-Drive (Cont.) 
3319 3018 26/70 2042 = = = = = _ 660 V3 0.34 11.7 TA0K8 _— 
3867 3624 3348 3036 2572 _ = = = _ 756 iD) 0.52 ae 7A0K9 7AOLO 
4484 4285 4061 3812 3544 =. 3239 = = = = 865 V4 0.79 14.1 7H464 7H478 5AV81 
20 4972 4796 4598 4391 4159 3916 3203 — = = 952 1 1.04 1b.¢ 7H465 tT 7H479 
5741 5987s 94380) = 5253S 5075S 4874 = 4452 = 33878 — = 1090 1% ees 19.1 7H466 TT 7H480 
6350 6210 6070 5920 5758 5597 5233 4836 4316 = 1200 2 2.09 22 7H467 tT 7H481 
7303 7181 7059 =6936 6806 6665 6383 6063 5738 5363 | 1373 3 3.12 27 _— 7AOL1 
5269 4833 = 4351 3685 = — = — = = 969 iD) 0.51 123 TAOL2 TAOL3 
6132 5768 5372 4946 4394 = = = = _ 651 V4 0.78 14.3 TAOL4 TAOL5 
6816 6498 6156 5782 5386 4884 = = = _ 717 1 1.04 16.2 TAOL6 ie TAOL7 
24 7935 7680 7384 7086 6/761 6425 5604 = = = 826 I 1.59 19.5 TAOL8 TT TAOL9 SAVE2 
8720 8488 8231 7960 7681 7384 6756 5889 = = 903 2 2.09 22 7H575 TT 7H482 
10,048 9845 9643 9409 9173 8936 8421 7881 7219 6268 | 1034 3 3.14 28 _— 7H483 
11,973 11,802_11,631 11,460 11,270 11,070 10,671 10,245 9804 9345 | 1225 5 9.20 il = 7H484 
7693 =7033 = 61811 4827 = = = = = = 449 a 0.78 122 7AOMO 7A0OM1 
8598 7982 7332 6450 4898 — — — — — 494 1 1.04 14.7 7AOM2~—~=soft 7AOM3 
10,022 9469 8956 8363 7611 6662 — — _ — 566 1% ior 17.2 7AOM4 = tt 7AOM5 
30 11,129 10,636 10,150 9676 9119 8418 — — _ — 623 Z 2.09 19.3 7AOM6 ~~ TT 7AOM7 SAV84 
12,862 12,446 12,004 11,588 11,186 10,703 9547 7803 _ — ral 3 om) 23 _— 7H485 
15,380 15,041 14680 14307 13,943 13,604 12,860 11,957 10,839 9309 845 i) 5.23 27 — 7H486 
17,693 17,396 17,099 16,776 16,450 16,124 15526 14888 14171 13,273 | 967 7% 7.85 33 _ 7H487 
Belt-Drive, High-Pressure 
1484 «1417-13400 12521155 )~—Ss« 1089 — = _ — 1318 7) 0.26 13.0 15647 — 
1650 = =1591 1527, 1452)—s«1373) = s«1284~—Ss: 1062 _ — — 1455 V3 0.35 14.8 7J648 Tr — 
1898 1847 1794 1737 ~=1671 1601 1449 = 1256 _ — 1660 Vp 0.52 175 7J649 7J650 
14 2195 2152 2106 2060 2011 1958 1836 1706 1553 1370 | 1908 V4 0.79 21 7J651 i 7J652 10C391 
2422 =623883- 2342 ~=— 2301 2259 2213 2111 2001 1882 =1744 | 2098 1 1,05 20 7J653 tT 7J654 
2780 2746 82711 2676 = 26389 2603 2525 2437 2339 2244 | 2399 1% Psy 4 30 7J655 Tr 7J656 
3070 3038 3007 2976 2943 2910 2843 2771 2691 2601 2643 2 2.10 oo 7J657 TT 7J658 
19388 18384 1713 1563 1377 = =1117 — _ _ — 1012 2) 0.26 8.3 73659 — 
2159 2067 1963 1847 1706 ~§1537 — = _ — 1117 % 0.35 9.5 7J660 TT _— 
2487 =—2408 )§=6. 2827) 2282S 2183) 2015) 1724) 1295 _ — 1275 % 0.52 118 7J661 7J662 
16 2879 =92812 = 2741 2671 2588 2504 2307 2059 #1734 = 1465 V4 0.79 15.3 7J663 TT 7J664 10€392 
3178 =©3118 = =©3055 = 2991 2925 2849 2694 2503 2275 2002 | 1611 1 1.05 18.6 7J665 Tr 7J666 
3651 3600 3546 3490 3435 3379 3250 3117 2956 2776 | 1843 1% 157 26 7J667 tT 7J668 
4030 3983 3936 3886 3835 3784 3680 3560 3439 3295 | 2029 2 2.10 30 7J669 Tr 7J670 
4618 4577 4536 4495 4451 4407 = 4318 = 4229) 4125—s 4019 =| «2319 3 3.13 38 _— 7J671 


* Performance certified is for installation type B: free inlet, ducted outlet. tf Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). # The sound ratings shown are loudness values in fan sones at 5 ft. (1.5m) in a hemispherical free field calculated per AMCA Standard 301. Values shown are for installation type B: 
free inlet hemispherical fan sone levels. ** Drive package consists of appropriate motor, belt, and sheaves to obtain the performance listed. tf 115/208-230V. 


Say 
—— 
DEL z= ee 


Shown with 


Centrifugal In-Line Belt-Drive optional 


7 filter rack he 
Duct Blowers and Filters > patie 


= Ball bearing motors are rated for continuous duty 

= Filter section has quick-access, washable 1"-thick aluminum mesh filter panel 

= All-position mount (shaft horizontal only) 

= Max. inlet/ambient air temp.: 140°F 

The internal air mover is a quiet, forward-curved, ball bearing, double inlet blower. Access panel allows 
convenient motor and drive installation and servicing from either side. 1/2" internal fiberglass insulation helps 
isolate noise and overcome condensation on cabinet when used in cooling applications. Use indoors with 
clean-air heating, cooling, and ventilating systems. Up to 25% blower speed and cfm reduction using variable 
pitch motor sheaves when ordered with motor and drives. Drive package components are packed separately. 





COMPLETE WITH DRIVE PACKAGE** 
1-Ph, 3-Ph, WITHOUT DRIVE) WITHOUT CABINET 
115/230V Motor | 230/460V Motor PACKAGE** | OR DRIVE PACKAGE** 


Wheel CFM Air Delivery @ Static Pressure Shown Blower Motor Sones @ Item Item Item Item 
Dia. (in.)| 0.125" 0.250" 0.375" 0.500" 0.625" 0.750" 1.00" | RPM HP 0.125"SP No. No. No. No. 

1385. 1225. ~~~=«#B 5 = = = 690 52 7H715 7H737 
1575 1455. «1250 - = 7 — | 7 + 67 7H716 7H738 

10% | 4990 1725 1600 1390 900 _— — | 88 % 87 7H717 7H739 3F532 41N516 
2115 2035 1945 1835 1650 1400 — | 41008 % 417 7H718 7H740 
1725 1540975 = = = ——- $35 74 7H719 TH7A1 
1885 1715 1350 = - = — | 67 ¥ 84 7H720 7H742 

M%8 | 5490 ~©=2045.Ss«18550—~Ssi«* 4985 = = — | 79 % ~~ 112 7H721 7H743 3F533 41N522 
2515 2400 2260 2080 1750 850 — | 363 % 4147 7H722 7H744 
3725 3465 2160 — = — ——\451 9.0 7H728 7H750 
4425 4240 3960 2700 — — — | 598 4 123 7H729 7H751 
4945 4790 4600 4270 2865 980 — | 58 % 152 7H730 7H752 

15% — = 4880 4625 4080 1660 — 164 m% — 7H731 7H753 3F535 41N525 
5470 5335 5175 4970 4620 3250 — | 645 2 18.1 = 7H754 
— - = 5335 +5080 4600 # £1160 | 679 2 — a 7H755 
5500 4780-3320 = = = — 384 96 7H732 7H756 
6515 5960 5220 3820 _ = — | 443 1% 138 7H733 7H757 

18% | 7320 6850 6285 5530 4135 = — | 491 2 17.4 os 7H758 3F536 A1N526 
8515 8120 768 7185 6525 5535 — | 563 3 23 = 7H759 
10,000 9680 9325 8950 8520 8025 6550 | 654 5 30 = 7H760 


** Drive package consists of appropriate motor, belt, and sheaves to obtain the performance listed. 
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Single-Inlet Forward Curve Direct-Drive Blowers lef Dayton} 
= Housing can be rotated to 8 Provide high-volume ventilation when High-Volume—Great 
discharge positions in each rotation duct systems are required. Motor packed for medium pressures; 
= Welded steel construction separately when ordered with blower. combine characteristics of high-volume 
= Gray baked-on epoxy finish Note: Review OSHA codes. OSHA complying and high-pressure blowers. 16-ga. steel 
= Max. inlet air temp.: 180°F guards are required where fan blades are exposed housing with welded, airtight joints. Heavy 
= Max. ambient temp.: 104°F and within reach of personnel. steel wheel. All motors are rigid mounted. 
Wheel Wheel Wheel Inlet | Outlet Outlet INLETGUARD | OUTLET GUARD | REPLACEMENT BLOWER WHEEL 
Dia. Width Bore Dia. | Height Width H W D Item Item Item 
(in.) (in.) (in.) (in.) (in.) (in.) (in.) in.) —_(in.) No. No. No. 
6%6 2% 2 6 1% 4% | lo 14 11 | 2 RXL4 | 2RXP6 403453 
7¥4 3% % 8 BV 53, 16 15 14 2RXL5 2RXP7 45J454 
é ) 4% Y%, ) 10% 6% 18 16 ~—‘15 2RXL6 2RXP8 453455 
Blower With Motor 10% 5% ¥, 10 11% 8 21 16 17 2RXL7 2RXP9 27B39 
10% 5% 5 10 11% 8 21 16 «17 2RXL7 2RXP9 453457 
High Volume 
) 4% 7 9 10% 6% 18 16 ~—-15 2RXL6 2RXP8 453458 
10% 4 7 10 1% 5% 21 16 17 2RXL7 — 453459 
BLOWER WITH MOTOR BLOWER 
Open Dripproof,| Totally Enclosed Open Dripproof, | ‘Totally Enclosed Fan- WITHOUT 
115/230V —-Fan-Cooled, 115/230V/230/460V, 3-Phase| Cooled, 230/460V, 3-Phase| MOTOR 
Wheel CFM Air Delivery @ Static Pressure Shown Blower Motor dBA@ Item Item Item Item Item 
Dia. (in.) | 0.000" 0.125" 0.250" 0.500" 0.750" 1.250"| RPM HP __ 5 Feett No. No. No. | No. No. 
6/6 595 560 515 420 300 — | 172 % 53 7C037_# 7AP74 7AP79 | — 1€791 
EZ 985 920 8/0 765 655 360 | 1725 % 57 70038 # 7AP75 7AP80 | 7AP83 10792 
9 1005 968 ~=6©930. S850 ~3S 773 S480 = 1725S 58 70039 # 7AP76 7AP81 | 7AP84 20889 
) 1180-1160 ~=1125 1035 855 — | 1140 % 56 = 7APT7 7AP82 | 7AP85 20938 * 
10% | 1510 1450 1400 1290 1200 1000 | 1725 % 63 70453 7AP78 70454 | 7AP86 20890 
10% | 2060 1970 1870 1710 1500 1020 | 1140 % 61 70648 — 70649 | 7AP87 20939 * 
BLOWER WITH MOTOR 
Open Dripproof, Totally Enclosed BLOWER 
Open Dripproof, | Totally Enclosed Fan- 230/460V, Fan-Cooled, 208- WITHOUT 
7 : ake T15/Z80V Cooled, 115/230V a TUASE 290/460, 3-PHASE HOTOR 
Wheel CFM Air Delivery @ Static Pressure Shown ower Motor tem tem tem tem tem 
pia. (in) 1.500" 1.750" 2.000" 2.250" 2-500" 2750"| RPM HP _ 5 Feett No. No. No. No. No. 
igh Volume 
9 1390 1250 1050 — — — | 1725 1 58 70408 7AP88 70567 7AP90 40118 
10% | 1848 1735 1610 1457 1288 1047 | 1725 1% 63 76409 7AP89 70568 7AP91 40119 


#115V only. t Values shown are estimated sound pressure levels. * Blower Nos. 20938 and 2C939 supplied with No. 3CC03 rubber motor mount for extra-quiet operation. 


Single-Inlet Forward * oe 
Curve Belt-Drive Blowers 


= Heavy-gauge steel construction Adjustable top motor mount moves from top to rear High volume at low velocity. Note: Review 





= Continuous duty mounting. Easily altered to required discharge position Shipped in bottom hori- ade ae coh 
= Gray baked-on epoxy finish by drilling new motor mounting holes, rotating blower zontal discharge position. > Heer 
= Max. inlet air temp.: 180°F housing on base, and bolting in position. Motor is resil- Drive package components fan blades are 
= Max. ambient temp.: 104°F ient-mounted and automatic reset thermal-protected. packed separately. exposed and within 
h of . 
Wheel INLET GUARD| OUTLETGUARD | SHAFT &BEARINGKIT ‘~~ > Posome 
Wheel Width Shaft Inlet Discharge Discharge; H W OD Item Item Item > ~~ 
Dia. (in.) _(in.) Dia. (in.) Dia. (in.)| Height(in.) Width (in.) (in.) (in.) (in.) No. No. No. . 

9 45 % 9 10% 6% 17 11 15 |  2RXL6 2RXP8 45J470 Blower Without 
10% 5, 7 10 11% 8 19 12 18| 2RXL7 2RXP9 45J471 Drive Package 
12% 6% 7 13% 13% 95% | 27 15 22|  2RXL9 2RXR1 45J469 

COMPLETE WITH DRIVE PACKAGE** 
Open Dripproof,, Totally Enclosed WITHOUT 
115/230V | Fan-Cooled, 115/230V) DRIVE PACKAGE** 
Wheel CFM Air Delivery @ Static Pressure Shown Blower Motor dBA @ Bearing Item Item Item 
Dia. (in.) | 0.125" 0.250" = 0.375" 0.500". 0.750" ~— 1.000" | RPM HP 5 Feet t Type No. No. No. 

9 1100 1000 890 800 475 — 1000 Vj 46 Ball 70651 7AP92 20887 
10% 1690 1600 1480 1370 1140 — 000 % 51 Ball 70652 7AP93 20888 
12% # # # 2100 1980 1460 875 % 56 Ball 70653 7AP94 20800 


# WARNING: Motor overload will result if blower is operated at static pressure below performance shown. f Values shown are estimated sound pressure levels. 
** Drive package consists of appropriate motor, belt, and sheaves to obtain the performance listed. 
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HVAC & REFRIGERATION 
Industrial Blowers 





Single-inlet Forward Curve Quiet Design Belt-Drive Blowers 


Extra-quiet, efficient blowers provide high volume performance. Adjustable to 8 standard 
positions. Ball bearings. Dynamically balanced, clockwise rotating steel wheel. V-belt drive 
with weatherproof drive cover included. Drive package components packed separately. 


= Max. inlet air temperature: 250°F Models with a wheel diameter of 10%", 13%" and 16%" are available on Grainger.com®. 


= Sturdy arc-welded 
housing and frame 
= Gray baked-on epoxy finish 


= Max. ambient temperature: 104°F 


reach of personnel. 


Note: Review OSHA Codes. OSHA complying guards are required when fan blades are exposed and within 





AIR 





Discharge INLET GUARD | OUTLETGUARD | SHAFT & BEARING KIT 
Wheel Shaft Inlet (in.) H W D Item Item Item 
Dia. (in.) Dia. (in.) Dia. (in.) H W (in.) (in.) (in.) No. No. No. 
1%, Ya 8 8% 5% 18 13% 2416 2RXL5 2RXP7 45J491 
9 V4 9 10% 6% 18% 14% 26% 2RXL6 2RXP8 45J492 
12% 1 13% 138% 9% 2/ 30 22 2RXL9 2RXR1 45J466 
15 1%6 16% 16% 11% 30 34 27 2RXN1 2RXR2 45J467 
18% 1%6 19% 19% 14% 3/7 40 32 2RXN2 2RXR3 45J468 
20 1%6 21% 21% 15% 40% 34% 4216 2RXN6 2RXR6 45J493 
22% 1%6 23% 24 17% 44 44 38 2RXN3 2RXR4 45J472 
24% 1/6 26% 26% 19% 48 46 43 2RXN4 2RXR5 45J473 
COMPLETE WITH DRIVE PACKAGE** 
115/230V, 60 Hz, | 3-Phase, 230/460V, | 115/230V,60Hz,| 3-Phase, 230/460V, © WITHOUT DRIVE 
Open Dripproof 60 Hz, Open Dripproof| Totally Enclosed | 60 Hz, Totally Enclosed PACKAGE** 
Wheel CFM Air Delivery @ Static Pressure Shown Blower Motor dBA @ Item Item Item Item Item 
Dia. (in.)|0.250" 0.500" 1.000" 1.250" 1.500" 2.000" 2.500" 3.000", RPM HP _ 5 Feet* No. No. No. No. No. 
750 637 — — — — — — | 13859 % 53 7TAG82 7AG83 7HP13 7HP14 
862 763 476 — — — — — | 1518 % 55 7AG84 7AG85 7HP15 7HP16 
7% 1006 918 727 582 — — — — | 1725 % 58 7TAG86 7AG87 7HP17 7HP18 3AXE8 
1147 1068 909 816 69% — — — | 1932 % 61 7TAG88 7AG89 7HP19 7HP20 
# 1190 1045 969 883 562 — — | 2103 1 62 7HP21 7HP23 7HP22 7HP24 
1112 954 — — — — — — |11146 % 55 7AG90 7AG91 7HP25 7HP26 
1177 1025 — — — — — — | 1166 % 58 7TAG92 7AG93 7HP27 7HP28 
9 1382 1244 955 651 — — — — | 13827 % 61 7AG94 7AG95 7HP29 7HP30 3AXE9 
1540 1408 1160 1006 689 — — — | 1451 1 63 7AG96 7AG97 7HP31 7HP32 
# # # # 1559 1338 842 — | 1870 1% 64 7THP33 7HP35 7HP34 7HP36 
1735 1490 — — — — — — 690 V3 51 70488 70491 7HP37 7HP38 
2045 1770 — — _— — — — 783 Vp 51 70489 70492 7HP39 7HP40 
# 2260 1700 — — — — — 920 Ya 57 70490 70493 7HP41 THP42 
12% # # 2190 1900 1375 — — — | 1029 1 62 70888 70889 7HP43 7HP44 2C797 
# # # # 2250 — — — |} 1172 1% 67 7HP45 7HP46 7HP47 7HP48 
i = i # # # 2440 — | 1372 2 68 7HP49 7HP50 7HP51 7HP52 
# # # # # # 2660 2060; 1457 3 69 THP53 7HP54 7HP55 7HP56 
2645 2200 — — — — — — 55/ Vp 59 70494 70497 7HP57 7HP58 
# 2830 — — — — — — 645 Va 62 70495 7505 7HP59 7HP60 
# 3460 2720 1870 — — — — 743 1 67 70496 70506 7HP61 7HP62 
15 # # 3300 2875 2050 — — — 814. 1% 69 7€890 7C891 7THP63 7HP64 2C798 
# # # # 3300 2410 — — 943 2 ia 7HP65 7HP67 7HP66 7HP68 
# # # # 4050 3584 2560 — | 1054 3 15 7HP69 7HP70 — 7HP72 
# # # # # # 4525 4100| 1256 5 77 7HP73—st 7HP74 Tt 7HP75 7HP76 
3780 3255 — — — — — — | 477 Ya 56 70507 70510 7HP77 7HP78 
# 3980 2880 — — — — — 542 1 62 70892 70894 7HP79 7HP80 
18Y%4 # 4665 3690 — — — — — 608 1% 66 70508 70511 7HP81 7HP82 90799 
# # 4890 4410 3635 — — — 699 2 71 7€509 70512 7HP83 7HP84 
# # 5420 5050 4560 — — — 745 ) 72 76893 70895 7HP85 7HP86 
# # # # 6324 5525 3798 — 908 5 74 7HP87 sit 7HP88 7HP89 7HP90 
4482 3546 — — — — — — 396 1 64 7AG98 7AG99 7THP91 7HP92 
5508 4796 — — — — | 4644 1% 67 7AHO0 7AHO1 7HP93 7HP94 
50 6039 53909 — — _— _— _— — 500 2 69 7AHO2 7AHO03 7HP95 7HP96 SAXF1 
6911 6334 5009 — — — — — 560 ) 71 7AH04 7AHO5 7THP97 7HP98 
8254 7755 6743 6158 5405 — — 654 5 74 7AHO6—= st 7AHO7 7HP99—st 7HROO 
# # # # # # 7560 5558| 871 7% 78 — 7HRO2 7HRO1— ot 7HRO3 
5900 4410 — — _— — _— — 356 1 61 70708 70711 7HRO04 7HRO7 
# 6030 — — — — — — | 412 1% 62 70896 7898 — 7HRO8 
ay # 7235 5290 — — — — — | 458 2 64 7€709 70712 7HRO5 7HRO9 3009 
# # 7720 6660 4800 — — — o00 3 72 70710 7€713 7HRO6 7K295 
# # 9050 8100 7350 — — — 602 5 74 _— 70899 _— 7K296 
# # # # # # # 7350} 803 7% Li — 7K297 — 7K298 
7820 6623 — — — — — — 349 1% 56 70714 70717 7K299 7K301 
# 8210 4485 — — — — — 398 2 58 7C€900 7C901 7K308 7K309 
DAV # # 8280 6555 — — — — | 462 3 64 70715 7C718 7K300 7K302 30010 
# # 11,050 9800 9300 — — — 544 5 68 7K303—s t¢ 7€719 7K304—s t¢ 7K307 
# # 12,500 11,730 11,000 — — — 590 7% 71 7K305 =f 7902 7K306 = ¢ 7K310 
# # # # # 11170 7608 — 653 ~=610 ip — 7K311 — 7K312 


# WARNING: Motor overload will result if blower is operated at static pressure below performance shown. * Values shown are estimated sound pressure levels. 
** Drive package consists of appropriate motor, belt, and sheaves to obtain the performance listed. ¢ 230 volt only. 
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GRAINGER 
APPROVED 


3," and 1" Shafts and Bearings for Belt-Drive Blowers 


Description 


Blower Shaft, 44" Dia. x 20"L, Max. HP %, Max. RPM 1000 


Blower Shaft, 1° Dia. x 25"L, Max. HP 1, Max. RPM 1000 


Bearing Kit, Self Aligning, Max. HP %, Max. 
RPM 1000, Includes Thrust washer, Locking 
Collar and Rubber Isolator, Pkg. Qty. 2 
Bearing Kit, Self Aligning, Max. HP 1, Max. 
RPM 1000, Includes Thrust washer, Locking 
Collar and Rubber Isolator, Pkg. Qty. 2 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


For Use With 
Dayton Blowers 5NRC7 to 5NRC9, 5NRDO to 5NRD7, 
SUDU4, 5UDU5, 5VZU1, 4TL96 to 4TL99, 4TMO01 and 4TM07 
without Keyways and Standard Belt Drive Blowers 
Dayton Blowers 5ZCPO, 5ZCP1, 5ZCP2, 5ZCP6, 5ZCP7, 5ZCP8, 
ONRC7, 5NRC8, SNRCY, SNRDO, 5UDU4, 5UDU5, 5VZU1, 5NRD1 


Through 5NRD7 Without Keyways and Standard Belt Drive Blowers 


Belt Drive Furnace Blowers 


Belt Drive Furnace Blowers 


Item 
No. 
5VZU2 
5VZU3 


oVZU4 


SVZU5 


No. 
5VZU2 


© 
a 





No. 
5VZU4 
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HVAC & REFRIGERATION Scan. Order. Done. 
Industrial Blowers Details on page Al. 


Backward Incline 
Y DIA. Belt-Drive Blowers 


4 HOLES 





= Nonoverloading, dynamically balanced wheels 
= Sizes 10%" to 2412" feature flat blade wheel; 
sizes 27" to 36%" have airfoil wheel 
= Both wheel styles provide full Class 1 performance range 
= Welded steel housing 
= Gray baked-on epoxy finish 
= Max. inlet air temp.: 250°F 
= Max. ambient: 104°F 
= Pillow block ball bearings 


Motor cannot be overloaded at any given rpm and horsepower regardless of 
static pressure applied to the system. Clockwise rotation viewed from drive 
side. Blowers are shipped in bottom horizontal discharge position and can be 
changed in the field to 7 additional standard discharge positions. Sizes 10%" 
to 20" have variable-pitch sheaves; larger sizes have fixed sheave drive. 
Include weatherproof drive cover. Drive packages are packed separately. 


Note: Review OSHA Codes. OSHA complying guards are required when fan blades are exposed 
and within reach of personnel. 


The A weighted sound ratings shown have been calculated per AMCA Standard 301. Values 
shown for blowers are for (inlet Lwi) sound levels for: Installation Type B: free inlet, ducted 
outlet. Ratings do not include the effects of duct end correction. 





INLET OUTLET REPLACEMENT REPLACEMENT 





Wheel Dimensions (in.) GUARD GUARD = SHAFT & BEARING KIT) BLOWER WHEEL 
Dia. Item Item Item Item 
(in.) | A B C D E F H J K L M N P Q R S T X Y No. No. 0. No. 
104%)12% 13 11% 8 14% 10% 7% 6% 9% 8% 19% 6 12% Ff t 20% 1/7 14 Ye. 2RXN5 2RXP9 45J486 — 
12% 16% 138% 138% 9% 13% 14% 10% 8% 11% 10% 23% 6% 138% 11% 12% 25% 20 1/7 Yo 2RXL9 2RXR1 45J490 — 
15 (619% 15% 16% 11% 15% 17% 12% 10% 14% 12% 26% 77% 16% 13% 14% 27% 22 1/4 2RXN1 2RXR2 45J476 — 
18% 23% 7 19% 14% 17% 21% 15 12% 17% 14% 30% 9% 19% 15% 18% 33% 25 21% 2 2RXN2 2RXR3 45J477 — 
20 2 6 W/ 21K% 15% 17) 23% 16% 138% 18% 15% 31% 10 21% 17% 20% 36% 25 23% % 2RXN6 2RXR6 45J474 2ZB40 
24% | 30% 16% 26% 19% 16% 23%3 20% 16% 23 19% 33%3 114% 26% 21% 24% 42% 26 2/% % 2RXN4 2RXR5D 45J475 — 
ZL 338 16% 29 21% 16% 26% 22% 18% 25% 21% 34% 12% 29 23% 26% 4/7 26 30% 2RXN7/ 2RXR/ 45J481 — 
30 | 36% 16% 32% 23% 16% 29% 24% 20% 28% 23% 36 138% 32% 26 28% 51% 2/7 33% % 2RXN8 2RXR8 453482 — 
36% | 43% 21% 39% 28% 21% 36% 30 24% 34% 28 438% 16% 39 31 33% 638% 30% 42% % 2RXN9 2RXR9 45J483 — 








COMPLETE WITH DRIVE PACKAGE** 
115/230V, 60 | 230/460V, 60 | 115/230V, 60 230/460V, 60 
Hz, 1-Phase | Hz, 3-Phase Hz, 1-Phase Hz, 3-Phase | WITHOUT DRIVE 
Open Dripproof|Open Dripproof| Totally Enclosed | Totally Enclosed; _PACKAGE** 
m t 


Wheel CFM Air Delivery @ Static Pressure Shown* Blower Motor Max. dBA Item Item Ite Item Item 
Dia. (in.) | 0.500" 1.000" 2.000" 3.000" 4.000" 5.000" | RPM HP BHP @Oft. No. No. No. No. No. 
1140 948 _ _ = = 1865 7) 0.25 62 7H123 7H150 1K332 1K333 
1282 1126 — — — — 2150 V3 0.33 64 7H124 7H151 7K334 7K335 
1506 1383 1005 = = — 2350 Va 0.50 67 7H125 7H152 7K337 7K336 
10% 1750 1649 1389 — — — 2685 a 0.75 69 7H126 7H153 7K339 7K338 30716 + 
1944 1856 1642 1333 = —= 2955 1 1.00 72 7H127 7H154 7K341 7K340 
2250 21/5 2006 1795 1913 — 3385 1% 1.50 (9 7H128 7H155 7K343 7K342 
— _ _ = 1670 12/2 S010 2 1.99 75 — 7K344 7K347 7K345 
— — — — 1670 1272 Jo10 2 1.99 19 7K346 — _— — 
1628 1313 — _ _ — 1485 V3 0.33 61 7H129 7H156 7K349 7K348 
1932 1693 _ — — — 1700 Vo 0.49 64 7H130 7H157 7K350 7K351 
2274 2081 1503 = —= = 1950 Va 0.75 67 7H131 7H158 7K353 7K352 
12% 2536 2367 1944 — — — 2145 1 0.99 68 7H132 7H159 7K355 7K354 40333 
2947 2803 2476 2020 = = 2455 1% 1.49 72 7H133 7H160 7K356 7K357 
3275 3145 2864 2525 1950 — 2705 2 1.99 73 7H134 7H161 7K358 7K359 
— — — _ = 1888 2965 3 2.99 75 7K360 7K361 _— 7K362 
2938 2067 — — — — 1430 Y4 0.75 66 7H135 7H162 7K363 7K364 
3302 2980 = — — — 1575 1 1.00 68 7H136 7H163 7K365 7K366 
15 3854 3583 2939 _ _ = 1800 1% 1.50 71 7H137 7H164 7K367 7K368 30073 
4289 4048 3506 2720 — — 1980 2 2.00 73 7H138 7H165 7K369 7K370 
4969 4762 4317 3799 3057 — 2265 3 2.99 76 _— 7H166 _— 7K371 
= — — — 3840 2880 2450 4] 5.00 79 _— 7K372 _— 7K373 
4131 Sou = = = = 1160 1 1.00 69 7H140 7H167 1K374 1K379 
4846 4408 _ — — — 1329 1% 1.50 68 7H141 7H168 7K376 7K377 
18% 9418 5035 4092 = = = 1460 2 2.00 69 7H142 7H169 7K378 7K379 3C074 
6293 5972 5235 4224 — — 1670 3 3.00 13 — 7H170 _— 7K380 
7565 7305 6731 6075 5317 = 1980 a 5.00 76 _— 7H171 — 7K381 
9306 4727 — — — — 1130 1% 1.49 68 7H145 7H172 7K382 7K383 
5917 9421 3933 = = = 1240 Z 1.97 69 7H146 7H173 7K384 7K385 
20 6923 6520 5495 3600 — — 1425 3 2.99 72 _ 7H174 — 7K386 30048 
8338 8017 (22 6314 = = 1690 D 4.99 (G — 7H175 _— 7K387 
9262 8977 8339 7574 — — 1865 i272 6.64 78 _ 7H176 — 7K388 
7981 6705 = = = = 8/0 2 1.9/ 67 7H177 7H178 7K389 7K390 
8871 8175 5990 — — — 995 3 2.96 70 — 7H179 _— 7K391 
24% 10,735 10,190 8844 6408 = = 1180 i] 4.92 74 _— 7H180 — 7K392 30049 
12,419 11,961 10,910 9535 7262 — 1350 7% car 76 _— 7H181 _ 7K393 
13,745 13,336 = 12,430 ——«11,340 = = 1485 10 9.82 80 _ 7H182 _ 7K394 
7681 6864 — — — — 890 2 1.99 67 — 7H183 — 7K395 
9017 8327 6696 _ = = 980 2 3.00 70 — 7H184 _— 7K396 
27 10,903 10,329 9106 79575 — — 1160 5 4.98 74 — 7H185 — 7K397 30109 
12,606 12,106 11,076 9935 8514 = 1325 7% 7.42 77 _— 7H186 _— 7K398 
14,089 13639 12725 11,757 10,670 — 1470 10 10.00 79 _ 7H187 _ 7K399 
10,228 9298 6869 _ _ = 820 3 2.96 69 — 7H188 — 7K400 
30 12,474 11,712 10,039 7608 — — 975 4] 5.00 73 _— 7H189 — 7K401 30110 
14,468 13,807 12,425 10,820 8272 = 16 7% 7.49 76 — 7H190 _— 7K402 
16,020 15419 14188 12843 11,374 8789 1225 10 9.93 78 —_ 7H191 _ 7K403 
15,826 814,511 126 — — — 700 o 4.94 13 — 7H192 _— 7K404 
18,430 17,299 14816 11,186 = = 800 Th 7.37 76 — 7H193 _— 7K405 
36% 20,614 19,599 17,457 14,881 — — 885 10 9.97 78 _— 7H194 — 7K406 30111 
23,794 22,907 21,091 19,110 16,852 = 1010 15 14.84 81 — 7H195 _— 7K407 
— — — — — 16,852 | 1083 20 19.84 81 _ 7K408 _ 7K409 


* Performance shown is for installation Type B: free inlet, ducted outlet. Power ratings (BHP) do not include drive losses. Performance ratings do not include the effects of appurtenances 
(accessories). ** Drive package consists of appropriate motor, belt, and sheaves to obtain the performance listed. # No. 3C716 has no inlet side support and has only 4 mounting holes. 
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HVAC & REFRIGERATION 
Industrial Blowers 





High-Pressure Radial Blade 
Belt-Drive Industrial Blowers 


= Housing can be rotated to 8 discharge positions in each rotation 

= 12%" blower handles stringy material, grain, sawdust, granular 
material, and particle-laden air of nonexplosive gases 

= 15%" to 3612" blowers handle grain, sawdust, granular 
material, and particle-laden air of nonexplosive gases 

= Max. inlet air temp.: 250°F; increases to 
450° with optional heat slinger 

= Max. ambient: 104°F 


Units are built for CW rotation and bottom horizontal discharge, but 
can easily be converted to CCW rotation by removing and remounting 


‘ea 


Note: Review OSHA Codes. OSHA complying guards 
are required when fan blades are exposed and 
within reach of personnel. 


WARNING: Ductwork required to prevent motor 
overload. 


Optional Heat Slinger—Split-type 
aluminum slinger mounts on blower shaft 
between housing and bearing. Cools 
bearing, allowing blower to handle inlet air 
temps. up to 450°F. When used with heat 





housing opposite of standard. With weatherproof drive covers. Heavy- Shield between motor and housing, blower No. 
. . . 1 Oo 
gauge, continuous arc welded steel construction with gray baked-on can handle inlet temperatures up to 500°F. aenas 
epoxy finish. Blowers have 6 mounting points. RECOMMENDED FLOOR- 
REPLACEMENT REPLACEMENT OPTIONAL MOUNT VIBRATION ISOLATORS, 
WHEEL SHAFT & BEARING KIT| HEAT SLINGER Mason Industries, 6 REQUIRED 
Wheel Shaft Housing Discharge Inlet Item Item Item Item 
Dia. (in.) Dia. (in.) _H (in.) W (in.) L (in.) H (in.) W(in.) _ Dia. (in.) No. No. No. No. 
12% 16 19%6 6 19% 7 6 1% 22B43 45J484 40784 40875 
15% 16 24% 1% 23/4 9 1 9% 2ZB41 45J478 40784 40955 
19% 1 “6 29% 9%6 28% 14 9% 11% 22B45 45J479 40790 40876 
22% 1% 306 10% 33/6 13 10% 13% 22B42 45J480 4C791 40876 
26% 1'%e 40% 12% 39% 15 12% 15% = 45J485 40792 40961 
29% 1'%6 46% 13% 44/76 17 13% 17% = 45J494 40792 40988 
33 26 91% 15% 49V"6 19 15% 19% _ 45J495 4DKK9 40988 
36% 2/6 26% 17 04 21 17 21% = 45J496 4DKL1 40988 
COMPLETE WITH DRIVE PACKAGE** 
Wheel Dripproof Motor Totally Enclosed Motor WITHOUT DRIVE PACKAGE** 
Dia. CFM Air Delivery @ Static Pressure Shown Blower Motor dBA@ Volts Item Item Item 
(in.) | 4" 5" 6" 7 3" ‘i 10" 11" 12" "| RPM HP SFt.t 60Hz Phase No. No. No. 
1455 1290 1090 840 515 — = = — — [3160 3 78 230/460 3 76240 10279 
# # 1340 1145 915 625 — — — — |3390 3 79 230/460 3 70241 7€280 
12%) # 1740 1610 1455 1290 1080 840 515 — — |3685 5 82 230/460 3 70242 70281 30539 
# 1795 1660 1525 1360 1165 955 675 — — | 3/50 5 82 230/460 3 70243 70282 
# # 1780 1650 1505 1330 1135 910 620 —= | 3870. - 5 84 230/460 3 70244 7€313 
# 1725 1430 960 — — — — — = |2270 3 78 230/460 3 70245 70314 
2290 2050 1810 1540 1120 — = — = — |2460 5 79 230/460 3 70246 7€319 
# 2330 2115 1890 1630 1250 — — — — |2625 5 81 230/460 3 70247 7€321 
155 2880 2665 2450 2250 2040 1795 1485 — — — | 2815 7% 83 230/460 3 706248 70322 3C106 
# 2850 2630 2425 2230 2015 1765 1420 — — | 2920 7% 84 230/460 3 70249 70325 
# # 2845 2645 2460 2260 2060 1810 1470 — | 3045 10 87 230/460 3 76250 _— 
# # # 2900 2720 2540 2360 2160 1930 1615 3180 10 89 230/460 3 70251 — 
# # # # # 2795 2620 =24385 = 2245 =—— =, 3335 10 90 230/460 3 70252 — 
3345 2985 2620 2190 1490 — — — — — |1999 7% 81 230/460 3 710253 706329 
# 3430 3115 2765 2360 1735 — — = — | 2125 7% 82 230/460 3 70257 70331 
4235 3900 3575 3260 2940 2560 2020 — — — | 2270 10 84 230/460 3 70260 7€333 
19% | # # 3840 3545 3245 2910 2515 1920 — — |2350 10 85 230/460 3 7€261 70334 30107 
# 4420 4195 3900 3610 3315 3005 2605 2030 — | 2460 15 89 230/460 3 70262 70335 
# # # 4360 4075 3805 3530 3230 2875 2400 | 2590 15 90 230/460 3 70263 7€336 
# # # # 4380 4190 3935 3675 3395 3047 | 2715 15 91 230/460 3 70264 70341 
# 4730 4260 3/780 3170 2199 — = = — (1780 10 83 230/460 3 70265 10342 
5750 45270 4810 4360 3855 3270 2315 — — — |1880 15 85 230/460 3 7C266 70343 
09 5h # 5840 5390 4985 4550 4080 3535 2665 — — |1985 15 87 230/460 3 70267 70344 30108 
® | 6700 6300 5910 5500 5100 4685 4240 3705 2955 — | 2090 20 91 230/460 3 7€268 _— 
# # 6200 6050 5665 5270 4900 4475 3985 3260 2185 20 92 230/460 3 7€269 — 
# # # # 59970 5585 5215 4835 4400 3885 | 2250 20 93 230/460 3 7€270 — 
6925 6260 56385 4955 4135 — — — — — | 1540 15 85 6230/4603 710271 70351 
# # 6435 5830 5200 4385 3145 — = — | 1630 15 87 230/460 3 70272 70352 
# 7570 6980 6350 5840 5175 4370 — — — |1700 20 88 230/460 3 70273 70359 
26%) # 8200 7755 7185 6660 6080 5490 4735 3600 — /|1795 25 92 230/460 3 70274 70363 30540 
# # 8110 7660 7130 6605 6065 5415 4580 — | 1860 25 93 230/460 3 70275 70364 
# # # # 7630 7105 6600 6045 5415 4400 | 1900 25 94 230/460 3 70276 70369 
# # # # 7420 6890 6380 5790 5040 | 1950 25 95 230/460 3 70277 70386 
bia “D423: — = = = = = = — (11380 15 88 230/460 3 TAH43 TAH44 
7492 6586 5669 4522 — — — — — — | 1242 20 90 230/460 3 7TAH47 7TAH48 
# 7612 6762 5894 4760 — — — — — |1325 15 89 230/460 3 7TAH45 7AH46 
9114 8298 7483 6665 5802 — — — — — | 1382 25 92 230/460 3 7AH51 7AH52 
2954 # # 8353 7582 6800 5956 — = = — | 1453 20 91 230/460 3 7AH49 7AH50 3AXF2 
10,243 9480 8719 7960 7198 6407 5365 — — — | 1483 30 94 230/460 3 7TAH55 — 
# # # # 8592 7883 7159 6352 — — |1692 25 93 230/460 3 7TAH53 TAH54 
12,543 11,870 11,200 10,534 9870 9205 8541 7867 7156 6242 | 1696 40 95 230/460 3 7AH59 — 
# # # # # # 8746 8083 7391 6574 | 1712 30 95 230/460 3 7AH57 — 
# # # # # # 9624 9007 8380 | 1831 40 96 230/460 3 TAH61 — 
8020 6/798 5319 — — = = = = = (1032 15 89 230/460 3 TAH63 TAH64 
9834 8727 7622 6490 — — — — — — |1140 20 91 230/460 3 7AH67 TAH68 
10,272 9192 8115 6992 — = = — = — | 1167 25 92 230/460 3 7AH71 7TAH72 
# # 8349 7254 5640 — — — — —= 11ie0. 15 90 230/460 3 7AH65 7AH66 
10,935 9888 8846 7796 6594 — — — = — | 1208 30 93 230/460 3 7AH75 7AH76 
33 # # 9649 8647 7605 6125 — — — — | 1254 20 86 230/460 3 7TAH69 7AH70 3AXF3 
12,304 11,329 10,352 9381 8401 7320 — — = — | 1295 40 95 230/460 3 7AH79 7AH80 
# 11,653 10,691 9734 8775 7756 — — — =< |. 1315. “Zo 92 230/460 3 7TAH73 TAH74 
13,711 12,803 11,891 10,981 10,074 9162 8193 6801 — — | 1387 50 94 230/460 3 7TAH83 TAH84 
# # # 11,472 10,585 9696 8780 7717 — — | 1416 30 94 230/460 3 TAH77 7AH78 
# # 13,955 13,121 12,286 11,455 10,625 9783 7684 | 1515 40 96 230/460 3 7AH81 7AH82 
# # 14,049 14,049 13,269 12,491 11,716 10,938 10,136, 1621 50 97 230/460 3 7AH85 7AH86 
9641 78/7 = — — — — — — — —= | 920° 15 83 230/460 3 TAH87 TAH88 
10,915 9480 7468 — — = = — — — | 981 20 85 230/460 3 7AH91 TAH92 
# 10,179 8480 6470 — — — — — — |1009 15 83 230/460 3 7TAH89 7AH90 
11,597 10,251 8584 6542 — = — _ = — |1012 25 85 230/460 3 7AH95 7AH96 
# # 11,093 9591 7569 — — — — — |1103 20 85 230/460 3 7AH93 7AH94 
367; 14,113 12,933 11,738 10,391 8510 — = — = — |1130 30 88 230/460 3 7TAH99 7AJ00 3AXF4 
*) # 13,086 11,902 10,586 8776 — — — — =. | 1137 “25 86 230/460 3 7AH97 7TAH98 
15,661 14,548 13,443 12,309 11,023 9270 7708 — _ — | 1205 40 89 230/460 3 TAJ03 TAJ04 
# # # # 12,719 11,459 9764 8231 — — | 1270 30 86 230/460 3 TAJO1 TAJO2 
17,135 16,082 15,037 13,994 12,913 11,688 10,067 8435 — — |.1278. 30 89 230/460 3 TAJO7 TAJO8 
# # 15,914 14,905 13,883 12,788 11,482 9749 8419 — /|1319 40 89 230/460 3 TAJ05 TAJ06 
17,949 16,930 15,914 14,905 13,883 12,788 11,482 9749 8419 — |1319 50 89 230/460 3 TAJO9 7AJ10 


# Motor overload will result if blower is operated at static pressure below performance shown. f Values shown are estimated sound pressure levels. 
** Drive package consists of appropriate motor, belt, and sheaves to obtain the performance listed. 
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Industrial Blowers 














High-Pressure bef DavtonWe= 

: ytonEE., 
Radial Blade need wi 
Belt-Drive Blowers : 








= 10%6" to 1314" dia., self-cleaning, radial blade wheel 
= CW or CCW rotation 

= Steel housing with gray baked-on epoxy finish 

= Max. inlet air temp.: 180°F 

= Max. ambient: 104°F 


Great for industrial applications where clean or light dust loading 
conditions exist. Blowers come complete with weatherproof drive 
cover and dynamically balanced, heavy-duty die-cast aluminum 
wheels. Self-aligning ball bearing pillow blocks. Bottom horizontal 
discharge, but can be changed to 7 other discharge directions. 


WARNING: Not intended for use where flammable or explosive gases, 
vapors, or dust are present. 


Note: Review OSHA Codes. OSHA complying guards are required when fan blades 
are exposed and within reach of personnel. 


CLOCKWISE 
BOTTOM HORIZONTAL 














The A weighted sound ratings shown have been calculated per AMCA Standard 
301. 


Values shown for blowers are for (inlet Lwi) sound levels for: Installation Type B: 























HI free inlet, ducted outlet. Ratings do not include the effects of duct end correction. 
Ve DIA/ -—— BLOWERS WITH DRIVE PACKAGE 
HOLES _ }—— B ———+| Drive package consists of appropriate motor, belt, and sheaves to 
CLOCKWISE 518 E———~! | obtain performance listed in table, except No. 40129 cannot be 
UPBLAST BASE DETAIL set up for downblast operation. Drive package components are 
No. 40129 packed separately. 
REPLACEMENT SHAFT & 
Wheel (in.) Discharge (in.) Dimensions (in.) INLET GUARD OUTLET GUARD BLOWER WHEEL BEARING KIT 
Shaft Inlet Item Item Item Item 
Dia. W Dia. (in.) Dia. (in.) H Ww H W L No. No. No. No. 
10% 3 Vy 6 4 3) 4 50 16 ORXP3 ORXTS 20FT6B 45487 
12% 3 i 7 5 nl 95 94 18 ORXP4 ORXTA 27B37 45J488 
13% ~<A 1 8 7¥%, By, 96 95 93 ORXP5 ORXTS 97B32 45489 

Wheel Dimensions (in.) 

Dia. (in.)| A B C D E F G H J K L M N p S T v x 
10% | 12% 13 4 3%. 14% «10%k~~~—«B TV; 6% 8 1 "0% 17 he 14 
12% | 16% 15 5 4 13% 14% 10 BY Th 9 9% 20% 3% ———" 95%, 20 oe 17 
13% | 17% 15 7% By, «13% 16 tie 10% 9% 11% 11 4 4 ———"957, 0 oe 17 

COMPLETE WITH DRIVE PACKAGE** 
Totally Enclosed Totally Enclosed 
Open Dripproof Fan Cooled Open Dripproof Fan Cooled 
1-Phase Motor | 1-Phase Motor 3-Phase Motor | 3-Phase Motor | WITHOUT DRIVE 

Wheel CFM & RPM @ Static Pressure Shown 115/230V, 60 Hz | 115/230V, 60 Hz | 230/460V, 60 Hz | 230/460V, 60Hz| PACKAGE** 
Dia. Motor dBA @ Item Item Item Item Item 
(it) | eg i PS gt Tt gto" io" MP Feet t No. No. No. No. No. 

RPM 2500 2600 2700 2800 3000 — — — — — | #& 80 70754 = TAVO4 TAVOS 
CFM 573 532 488 442 302 333 249 — — — | 4, anges — = — 
10% |-RPM 2800 2900 3000 3190 3200 3300 3490 —  — — shies 
RPM 3100 3200 3300 3350 3400 3500 3600 3700 — { 87 70756 TAVOG TAVOT TAVOB 
RPM 3350 3600 3700 $750 3800 3830 3900 4000 4100 4226 1% 90 TAVOS TAVIO 10757 TAY 
RPM 2450 2500 2560 2650 2750 2860 3000 — — _ — { 83 70758 TAVI2 TAVIS TAVIA 
soy, RPM 2800 2850 2900 2950 3050 3100 3150 3250 — —| |” 86 TAVIS TAVIG 70759 TTT ‘cia 
ee eee 
RPM 3500 3590 3600 3660 $700 3750 3800 3850 3900 3950 8 93 TAV21 = TAV22 70765 
ReMi 300) 210) 2200 2300 2500 = | | ioe cae oo 
Cm Rim ae, oe ro 
" = 3 = = 
43, _-RPM_2400_2450 2500 2600 2670 2750 2850 2920 — — | ° 89 TAV29 TAV30 7D 766 TANS! Peer 
CFM 1544 1477 1407 1347 1266 1157 1106 948 741 — |, - AVaD = ae =a 
Ep RU eI 
SE her hari ee Gos te eee ___}| 7 | 
RPM 3250 3250 3300 3340 3400 3450 3500 3600 3650 3700| 96 TAV36 | TAB ® win TAV38 


# Motor overload will result if blower is operated at static pressure below performance shown. t Values shown are estimated sound pressure levels. * 230V only. 
** Drive package consists of appropriate motor, belt, and sheaves to obtain the performance listed. 
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Radial Blade Direct-Drive Blowers 


= Housing can Self-cleaning, cast-aluminum wheel can be used 
be rotated to 8 to convey stringy or straw-like material and is 
discharge positions __ perfectly balanced and aligned. Units are built for 
in each rotation CW rotation and bottom horizontal discharge, but 
= Welded 16-ga. steel can easily be converted to CCW rotation by remov- 
housing and base ing and remounting housing opposite of standard. 
= Gray baked-on Nos. 2C862 to 20864 have 4 mounting points. 





use where flammable or snl ite 
explosive gases, vapors, or dust are present. 


Industrial Blowers 
WARNING: Not intended for 


Note: Review OSHA Codes. OSHA complying guards 
are required where fan blades are exposed and within reach 
of personnel. 


The A weighted sound ratings shown have been calculated per 
AMCA Standard 301. Values shown for blowers are for (inlet 





Epoxy finish Nos. 4217 and 40121 have 6 mounting points. Lwi) sound levels for: Installation Type B: free inlet, ducted 
= Max. inlet air Motor packed separately when ordered with blower. outlet. Ratings do not include the effects of duct end correction. Pantie 
temp.: 180°F For exhaust systems where air contains dirt, lint, sila hla 
= Max. ambient: 104°F dust, and other lightweight foreign material. INLET OUTLET REPLACEMENT 
GUARD GUARD BLOWER WHEEL 
Wheel Wheel Wheel Inlet H W D Item Item Item 
Dia. (in.) W (in.) Bore (in.) Dia. (in.) (in.) (in.) (in.) No. No. No. 
7% 4”6 Vy 8 15 15 14 2RXL5 2RXP7 45J460 
9 5 2 9 16 16 16 2RXL6 2RXP8 45J461 
10% 5'"Vi6 % 10 19 18 17 2RXL/ 2RXP9 45J462 
12% 7/6 % 13% 2t 22 22 2RXL9 2RXR1 2ZB36 
13% 8% % 14% 28 23 23 2RXL8 2RXT6 2ZB35 
BLOWER WITH MOTOR 
Open Totally Enclosed ag Totally Enclosed 
Dripproof, Fan-Cooled, Dripproof, Fan-Cooled, BLOWER 
115/230V, 1-Phase | 115/230V, 1- Phase 230/460V, 3. Phase 230/460V, 3-Phase | WITHOUT MOTOR 
Wheel CFM Air Delivery @ Static Pressure Shown Blower Motor dBA@ Item Item Item Item Item 
Dia. (in.) | 0.0" 0.250" 0.500" 0.750" 1.000" 1.500" 2. 000" RPM HP __5 Feet t No. No. No. No. No. 
1¥%4 533 = 448-334-983 — — 1/25 Y% 64 70552 * TAT78 : — — 2C862 
9 909 788 655 462 — — — 1/25 4 69 70553 5 TAT79 7AT80 — 20863 
10% 1593 1457 1309 1134 916 97 — 1725 Sa fa 70554 . 7AT81 70720 TAT82 2C864 
12% 2461 2331 2179 2007 1807 1252 166 1/25 1% 79 70555 7AT83 70556 7AT84 40217 
13% 3393 3221 3046 2863 2664 2164 1181 1725 2 81 — 7AT85 70639 7AT86 40121 


t Values shown are estimated sound pressure levels. * 115V only. 


Radial Blade High-Pressure Direct-Drive 


= Housing can discharge. Great for small- 
be rotated to 8 ducted dust exhaust systems 
discharge positions and wherever dust collection 
in each rotation bags are necessary. 

= Max. inlet air For proper installation, floor- 
temp.: 180°F mount vibration isolators 

= Max. ambient: 104°F (No. 40875, page 2983) are 


for No. 45J503). 
For aluminum models, 


For stainless steel models, 
order 4 vibration isolators 
for all except No. 45J503, 
(order 6 vibration isolators 


order 4 vibration isolators 


# Motor 

overload will 

result if blower is operated 
at static pressure below 
performance shown. 


Note: Review OSHA Codes. OSHA complying 
guards are required when fan blades are 
exposed and within reach of personnel. 


Blowers {Dayton 


mca 
CERTIFIED 
RATINGS 
AiR 
» PERFORMANCE 


ASSOCI 





Blower 
without Motor 


; ; INLET | OUTLET | REPLACEMENT 
Paddle-type, self-clean- recommended as follows: for all except No. 45J509, = The A weighted sound ratings shown have Wheel | GUARD | GUARD | BLOWER WHEEL 
ing, die-cast wheels For steel models, order 4 (order 6 vibration isolators been calculated per AMCA Standard 301. (in) an oo ae 
rotate clockwise and _ vibration isolators for all for No. 45J509). Vales SHO AHOL DO Wel Sane Or lene) 73%,| 2RXP1_ | 2RXT1 | 45J463 
om ; sound levels for: Installation Type B: free inlet, 9 ORXP2 | ORXT2 9744. ** 
are precision balanced except No. 4C330, (order © WARNING: Not intended for use ~ 
seas : ducted outlet. Ratings do not include the 9 ORXP2 | 2RXT2 45J464 
for top performance. 6 vibration isolators for where flammable Hs — effects of duct end correction. 1s ZEXPS enXTS ELS 
ases, vapors, or dust are 2 
Pore ouaNa No. 40330). eit 13% | 2RXP5 |) 2RXT5 2ZB31 
BLOWER WITH MOTOR 
Totally Enclosed,| Totally Enclosed, Open Dripproof,, Open Dripproof, 
115/230V, 230/460V, 115/230V, 230/460V, BLOWER 
Wheel) Shaft 1-Phase 3-Phase 1-Phase 3-Phase WITHOUT MOTOR 
Dia. | Dia. CFM @ Static Pressure Shown, 3450 RPM Blower Motor dBA @ Item Item Item Item Item 
(in.) | (in.) 7 3" 4" 5" 6" 7 RPM HP_ 5Feett No. No. No. No. No. 
Assembled, Welded 16-ga. Steel Housing, Gray Baked-on EpOXy anise 
1% | % 256 216 165 70 — 3500 = 74 48LX10 48LX11 — — — 
8146 | % 445 399 346 282 195 — — 3500 % 7/ 48LX12 48LX13 — — — 
10%6| % 746 692 635 ofa 508 431 399 — 3500 1% 84 48LX14 48LX15 — — — 
12% | 1% |} 1145 1090 1033 974 911 842 765 6/2 | 3500 3 90 —_ 48LX16 — — — 
138%) 1% |} 2037 1952 1866 1/777 1685 1587 1482 1367 | 3500 5 92 — 48LX17 — — — 
Unassembled, Welded 16-ga. Steel Housing. | Gray Baked-on EpOXY ass 
1% | VY 252 210 15/ — 3450 3% 74 7D748 TAT88 7D747 7TAT87 2C940 
9 VY # 391 336 2/0 173 — — — 3450 3% tf 7D750 7AT90 7D749 7AT89 2C820 
%e 437 391 336 2/0 173 — — — 3450 % 7/ 7E253 TAT92 7E252 7AT91 6YG63 
10% %e # # # 559 491 410 297 — 3450 1 84 7AT93 7AT95 70447 TAT94 4C108 
%e 734 679 621 559 491 410 297 — 3450 1% 84 — TAT97 7AT96 7D751 4C108 
10% Ye | 1127 = 1071 ~=1014 953 888 817 736 638 | 3475 3 90 — — TAT98 70561 40329 
1% | 1127 1071 #1014 953 888 817 736 638 | 34/5 3 90 — 7TAT99 — — 6XWG9 
13% 1% i # 1832 1741 1647 1547 14388 1319 | 3430 5 92 7AU01 = 70487 7AU00 * 70562 40330 
1% | 2005 1919 1832 1741 1647 1547 1438 1319 | 3460 7% 92 — — — 7D752 4C330 
Unassembled, Welded 16-ga. Stainless Steel Housing 
1% | Va 252 210 157 — — — — — 3450 = 74 7DA72 7DA74 7DA71 7DA73 45J497 
9 Vy = 391 336 2/0 173 — — — 3450 3% 7/ 7DA80 7DA82 7DA79 7DA81 45J498 
% 437 391 336 270 1f3 — — — 3450 % 7/ 7DA88 7DA90 7DA87 7DA89 45J499 
%e 734 679 621 559 491 410 297 — 3450 1% 84 — 7DC01 — 7DA95 45J501 
105% % # # — 559 491 410 29/7 — 3450 84 — 7DA99 7DA96 7DA98 45J501 
% # # — — — — — — 3450 1 84 7DA97 — — — 45J501 
%e 734 679 621 559 491 410 297 — 3450 82 84 — — 7DC00 45J501 
12%} % | 1127 1071 1014 953 888 817 736 638 | 3450 3 90 — _ 7DC09 7DC10 45J502 
13% | 1% # # 1832 1741 1647 1547 1438 1319 | 3450 5 92 7DC18 : 7DC21 7DC17_—* 7DC20 45J503 
Unassembled, Welded Aluminum Housing 
1% | Vo 252 210 1D/ — — — — — 3450 = 74 7DA76 7DA78 7DA75 7DA77 45J504 
9 Yy # 391 336 2/0 (Fé — — — 3450 3% 7/ 7DA84 7DA86 7DA83 7DA85 45J505 
% 437 391 336 2/0 173 — — — 3450 % 7/ 7DA92 7DA94 7DA91 7DA93 45J506 
% 734 679 621 559 491 410 297 — 3450 1% 84 — 7DC08 — 7DC02 45J507 
10% % # # — 559 491 410 297 — 34501 84 — 7DC06 7DC03 7DC05 45J507 
8 i # — — — — — — 3450 1 84 7DC04 — — — 45J507 
%e 734 679 621 559 491 410 29/7 — 3450 2 84 — — 7DC07 — 45J507 
12%] “% | 112/ 10/1 1014 953 888 817 736 638 | 3450 3 90 — — 7DC13 7DC14 45J508 
13% | 1% # # 1832 1741 1647 1547 14388 1319 | 3450 5 92 7DC23 ii 7DC26 7DC22 * 7DC25 45J509 
# Motor overload will result if blower is operated at static pressure below performance shown. ¢ Values shown are estimated sound pressure levels. * 230V only. 
** Replacement blower wheel No. 2ZB44 is for use with No. 2C820; No. 45/464 is for use with No. 6YG63 
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ayn * © Tamca 
Utility Exhaust Blowers Dayton 
= For spark-resistant industrial applications Direct-Drive—Nos. 488V85 <— 
= Aluminum wheel with shaft seal and rub ring and 488V87 feature electroni- 





Scroll is clockwise rotation and can be rotated in 45° increments to 8 Cally commutated (EC) motors _ | 
positions; shipped in upblast position. Units feature bolted access door providing up to 70% energy savings. Potentiometer dial 
and gray polyester coating. Weather hood included. on motor allows speed control down to 80%. For inter- 


Note: Review OSHA Codes. OSHA complying guards required when fan blades are nal or external mounting. UL and C-UL Listed. 
exposed and within reach of personnel. = UL-705 Listed for power ventilators 


= Max. inlet temp.: 180°F 
= For optional EC Control Kits Nos. 43Y140, 
35YV92, and 35YV94 see page 2955 


Belt-Drive—For commercial kitchen exhaust applica- 
tions. 1" threaded drain connection point on bottom 
of blower. Fan motor and drive package components 
packed separately. UL and C-UL Listed. Blower is only 
permissible for UL-762 applications when mounted on 
exterior of the building, scroll must remain in upblast 
position for proper grease draining. 
= UL-762 Listed for Restaurant 

Exhaust Appliances (YZHW) 
= Max. inlet air temp.: 300°F 
= Max. ambient: 104°F 


FLOOR-MOUNT FLOOR-MOUNT 
VIBRATION ISOLATOR | SPRING ISOLATOR 
t 


WARNING: Use a hazardous location motor where flammable vapors are involved. 
































Wheel Shaft Dimensions (in.) Item Item 
Dia. (in.) _ Dia. (in.) A B C E F G H J K M N No. No. 
Direct-Drive 
14 — 11 gy" gy" 20732. 19%6' 11%a" 11%a" 19'%a" 106 184%a" 12°64" 40955 5XR76 
15 — 15%" 10%6 gy" 20932 19%%q" 15° Yea" 15°%64" 21° Ya" 13°%a" 184%a" 12°54" 4C876 5XR70 
Belt-Drive 
11% ya" 11 %a" BY" 15%" 22 V4" 202132" 11 %2" 11°64" 20532" 106 1a 16 %a" 40955 5XR/6 
12% 1 12% 92930" 1542" 22 V4 212430" 13 Ya" 13%6 231%" 11°%4" 15%" 16%64" 40955 5XR76 
13% 1 14 16a" 10°%4" 16% 2454" 22°%64 14264" 148%64" 20°%64" 12'%32" 16%" 76 4C876 5XR70 
15 16 1594" 12%a" 18%" 21 V2 24/6 152432" 16%6 28932" 13°54" 18%" 20 Yea" 4C876 5XR70 
16% 16 172¥64" 13%" 19%" 30" 2874" 172V64" 1/7Y4" ol. 14" 20% 22264" 4C876 5XR70 
18% 16 19%2" 149%" " 334 3294" 192V64" 19°74" 345/16" 15°%4" 2298 2398 40961 5XR70 
20 16 21. 16° 2374" 36 Ye" 30% 21'Y%a" 211932" 3/2%64" 162542" 24V" 2078 4C877 5XR72 
22% 1/6 232%64" 174% 4" 24" 411%" 349% 4" 23°%4" 23°%64" 44 2% a" 18%2" 2854" 28 V4" 4C877 5XR72 
242 1/6 252930" 1912" 25 4534" 361/42" 25°%a" 26%" 45 3%a" 191%2" 21" 31 1%39" 4C988 5XR72 
Open Dripproof 1-Phase 
Wheel Sones @ Motor 115V, 60 Hz 
Dia. CFM Air Delivery @ Static Pressure Shown* Blower Motor 0.750" Motor Speed Item 
(in.) 0.250" 0.500" 0.750" 1.00" 1.50" RPM HP SP @ 5 ft. RPM Control No. 
Direct-Drive, With EC Motor 
683 709 — 1050 
11% 1033 875 1109 979 — 1400 Vp — 1800 43Y140 488V85 
358 1 e% — lie 
5 t 
15 1950 1703 pie ae 1611 1125 7 = 1800 43Y140 488V87 
2635 2448 1450 
COMPLETE WITH DRIVE PACKAGE** 
Hazardous Hazardous 
Open Dripproof Location Open Dripproof Location 
1-Phase Motor | 1-Phase Motor | 3-Phase Motor | 3-Phase Motor WITHOUT DRIVE 
Wheel 115/230V, 60 Hz} 115/230V, 60 Hz|230/460V, 60 Hz|230/460V, 60 Hz, PACKAGE** 
Dia. CFM Air Delivery @ Static Pressure Shown* Blower Motor Max. Item Item Item Item Item 
Bm 0.250" 0.500" 0.750" 1.00" 1.50" 2.00" 3.00" RPM HP  BHPtT No. No. No. No. No. 
elt-Drive 
893 836 7/1 696 518 — — 2048 V4 0.25 7DG05 — 7DG06 — 
989 938 882 819 674 494 — 2246 % 0.33 7DG07 — 7DG08 — 
1151 1106 1061 1011 899 769 — 2581 ie 0.5 7DG09 — 7DG10 _— 488V75 
1326 1288 1249 1209 1121 1018 778 2949 7) 0.75 7DG11 — — — 
1467 1432 1397 1361 1284 1199 1005 3245 1 1.00 7DG12 — 7DG13 — 
1015 893 13d — — — — 1400 7) O15 7DF95 7DF96 7DG01 — 
11% 1246 1158 1047 922 — — — 1670 VA 0.25 7DF97 7DF98 7DG02 — 
1383 1307 1215 1109 738 — — 1833 v3 0.33 7DF99 — 7DG03 7DF87 
1608 1542 1472 1389 1198 788 — 2103 ve) 0.50 7DG00 — 7DG04 — 488V76 
1861 1802 1744 1681 1528 1359 — 2408 4 O49 7DF88 — 7DF89 _ 
2060 2005 1953 1900 1776 1629 1237 2650 1 1.00 7DF90 — 7DF91 — 
2010 2323 2277 2202 2136 2024 1764 3033 1% 1.50 7DF92 — 7DF93 — 
2628 2582 2539 2498 2415 2322 2100 3346 2 2.00 — _— 7DF94 — 
1597 1495 1376 1226 — — — 1643 V3 0.33 THT17 — 7HT18 — 
1862 1783 1683 1578 1296 — — 1889 Vy 0.50 7HT19 — 7HT20 _— 
401/ 2151 2081 2004 1917 1715 1448 — 2159 7 O15 7HT21 — 7THT22 — 488V77 
2379 2011 2253 2172 2013 1806 1024 2373 1 1.00 THT23 —_ 7THT24 — 
2741 2681 2626 2574 2434 2293 1928 2716 1% 1.50 7HT25 — 7HT26 — 
3030 2976 2921 2875 2761 2635 2300 2991 2 1.98 7HT27 — — — 
1671 1509 1309 — — — — 1261 7) 0.25 7F966 7F967 7F968 _ 
1862 1720 1559 1351 — — — 1384 ie) O30 7F969 7F970 7F971 7F972 
2176 2056 1926 1783 1296 — — 1589 % 0.50 7F973 7F974 7F975 7F976 
131/ 2522 2419 2311 2196 1929 1395 — 1819 4 0.75 7F977 — 7F979 7F980 488V78 
2795 2703 2607 2507 2290 2011 — 2002 1 1.00 7F981 — 7F983 _ 
3224 3145 3062 2979 2801 2607 2015 2292 1% 1.50 7F985 — 7F986 _ 
3562 3491 3418 3342 3186 3018 2618 2522 2 2.00 7A0U6 — 7F989 — 
4105 4042 3980 3915 3783 3645 3347 2892 3 3.00 _ _ 7TAOQU7 — 
2119 1926 1694 1268 — — — 1161 % 0.33 7HT32 7HT33 7THT34 7HT35 
2483 2322 2144 1933 — — — 1333 Vy 0.50 7HT36 7HT37 7HT38 7HT39 
2885 2748 2602 2443 2044 — — 1526 7 O75 7HT40 7HT41 THT42 THT43 
15 3201 3078 2950 2814 2506 2007 — 1680 1 1.00 THT44 7HT45 7THT46 THT47 488V79 
3696 3591 3482 3368 3124 2847 — 1923 1% 1.50 7THT48 — 7THT49 7HT50 
4087 3993 3894 3794 3584 3352 2730 2116 2 2.00 7HT51 — 7THT52 7HT53 
4706 4623 4540 4453 4277 4091 3670 2423 ) 3.00 — — 7HT54 — 


* Performance Certified is for installation type B: free inlet, ducted outlet. ¢ Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
(accessories). The AMCA Certified ratings Seal applies to air performance ratings only. £ Motor is rated 208-230V. ** Drive package consists of appropriate motor, belt, and sheaves to obtain the 


performance listed. > 
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GRAINGER CHOICE® HVAC & REFRIGERATION 
Find the ww. Find Solutions. Find Great Prices. Industrial Blowers 


y | continued 
* 
it it Ip) E 
Utility Exhaust Blowers ayton| 


COMPLETE WITH DRIVE PACKAGE** 
Hazardous Hazardous 
Open Dripproof Location Open Dripproof Location 
1-Phase Motor | 1-Phase Motor | 3-Phase Motor | 3-Phase Motor | WITHOUT DRIVE 








Wheel 115/230V, 60 Hz 115/230V, 60 Hz 230/460V, 60 Hz 230/460V, 60 Hz) PACKAGE** 
Dia. CFM Air Delivery @ Static Pressure Shown* Blower Motor Max. Item Item Item Item Item 
(in.) | 0.250" 0.500" 0.750" 1.00" 1.50" 2.00" 3.00" RPM HP _BHPt No. No. No. No. No. 
Belt-Drive (Cont.) 

2808 2600 2304 1988 —_ — —_ 1125 Yo 0.50 7F991 7F992 7F993 7F994 
3270 3093 2899 2677 1824 — — 1288 Va 0.75 7F999 70029 7C030 70031 
3633 3473 3312 3125 2631 — — 1418 1 1.00 70032 70033 70034 _ 
161% 4203 4066 3925 3782 3443 2973 — 1624 1% 1.50 706042 7AOU8 = ¢ 70043 _ 488V80 
4645 4521 4393 4268 3985 3647 — 1785 2 2.00 70045 _ 70046 70047 
4959 4844 4724 4604 4349 4061 3201 1900 ] 2.42 — _ 70048 _ 
5344 5237 5127 5014 4797 4538 3893 2041 3 3.00 _ _ 70050 _ 
6259 6168 6075 5981 5/88 5604 5148 2378 5 4.70 _ _ 7AOU9 _ 
31/6 2894 2040 1864 _— — — 950 Ya 0.50 7THT62 THT63 7HT64 — 
3706 3479 3206 2880 — — — 1087 V4 0.75 7HT66 7HT67 7HT68 7HT69 
4125 3916 3690 3437 2620 — — 1197 1 1.00 7HT70 7HT71 THT72 THT73 
181/ 4777 4595 4415 4208 Ofoa 2904 — 1370 1% ~~ 1.50 7HT74 7HT75 7HT76 THT77 488V81 
5292 5128 4962 4799 4401 3904 — 1508 2 2.00 7HT78 — 7HT79 7HT80 


6097 5956 5811 5666 9357 5008 3976 1725 3 3.00 = _ 7HT81 7HT82 
7280 7161 7041 6919 6675 6418 5822 2046 5 4.99 _ = 7HT83 = 
3176 2894 2540 1864 = = = 950 Yo 0.5 _ = = 7HT65 
4164 3863 3506 3005 = = = 935 4 0.75 70052 70054 70056 70057 
4629 4362 4057 3703 = = = 1027 1 1.00 70058 70059 70060 70061 
9372 5138 4904 4627 3936 — = 1176 1% = 1.50 70087 TAOVO + 70088 — 
20 5960 5749 9937 9309 4782 3996 — 1295 2.00 70090 — 70091 70092 488V82 
6876 6695 6508 6324 5908 9435 3335 1482 3 3.00 — _ 70095 TAOV1 
8208 8057 7903 7745 7436 7079 6257 1756 5 5.00 = _ TAOV2 TAOV3 
9146 9010 8874 8733 8449 8173 7500 1950 7% 6.78 = _ TAOV4 a 
4746 4365 3862 3005 — — — 816 Ys 0.75 7HT96 THT97 7HT98 THT99 
5285 4958 4563 4039 = = = 897 1 1.00 7HU00 7HU01 7HU02 7HU03 
soy, | 6147 9857 5007 5206 4115 = _ 1028 1% = 1.50 7HU04 7HU05 7HU06 7HU07 488V83 
6819 6558 6296 6002 5253 3894 — 1131 2 2.00 7HU08 — 7HU09 7HU10 
7866 7642 7415 7188 6653 5956 —_ 1294 3 3.00 a _ 7HU11 7HU12 
9402 9224 9030 8841 8452 7998 6788 1535 2 5.00 — = 7HU13 7HU14 
6075 9610 9051 4330 — = = 751 1 1.00 70097 70098 70099 70100 
7059 6674 6238 5738 3820 = = 859 1% = 1.50 70101 TAOVS = + 70102 — 
7824 7485 7120 6692 9672 = — 944 2 2.00 70104 = 70105 70106 
24% | 9045 8768 8452 8128 7361 6420 = 1081 3 3.00 — _ 70109 70110 488V84 
10,813 10,580 10,339 10,072 9512 8870 7188 1281 5 5.00 = — 70113 70114 
12,461 12,252 12,048 11,834 11,369 10,868 9708 1468 7% 7.50 = — TAOV6 TAOV7 
13.516 13.318 13129 12941 12518 12089 11,074 | 1588 109.42 = _ TAOV8 — 


* Performance certified is for installation type B: free inlet, ducted outlet. t Power rating (BHP) does not include transmission losses. Performance ratings do not include the effects of appurtenances 
ae olathe ie AMCA Certified ratings Seal applies to air performance ratings only. # Motor is rated 208-230V. ** Drive package consists of appropriate motor, belt, and sheaves to obtain the 
performance listed. 


Corrosion-Resistant Direct-Drive in 
Utility Blowers aisTet > 


# 115/230V are 1-phase, capacitor run UL Listed and CSA Certified. we, 













= 230/460V are 3-phase Polypropylene models are UV 
= Max. inlet air temp.: 140°F treated and resist most chemicals; polypro- 
=» Max. ambient: 102° pylene wheel. Stainless steel models have 
= Totally enclosed fan-cooled motors electropolished 316 stainless steel housings 
= Ball bearings and wheels. 
= Rotation: CCW Use to exhaust corrosive air fumes in textile, df 
Fully-assembled. Seamless housing prevents petrochemical, and water/wastewater 
leakage of corrosive air fumes. Molded treatment; metallurgical, pharmaceutical, 3B 
impeller hub and hub cap protect motor and food processing; commercial washing General Purpose, , 
shaft, extending product life. Color coding services; schools, hospitals, research centers, Polypropylene Weather Hood 
simplifies blower identification. Motors are and laboratories; and marine environments. Housing 
HAZARDOUS* 
GENERAL PURPOSE MOTOR LOCATION MOTOR STAINLESS STEEL MOTOR 
115/230V 230/460V | 115/230V | 230/460V | 115/230V | 230/460V 
Inlet Outlet CFM Air Delivery @ Static Pressure Shown Blower Motor Item Item Item Item Item Item 
Dia. (in.) Dia. (in.)| 0.20" 0.25" 0.50" 1.00" 3.00" RPM HP No. No. No. No. No. No. 
Polypropylene Housing 
100 — — — 1150 7 3MPV6 3MPV7 — — — — 
4.92 4.47 # 250 150 — — 1725 3 3MPV2 3MPV3 3MPV4 3MPV5 — — 
# # 550 500 — 3450 % 3MPU7 3MPU8 3MPU9 3MPV1 — _— 
' # # 800 600 — 1725 %3 3MPV8 3MPV9 3MPW1 3MPW2 — — 
# 1000 900 — — 1150 % 3MPW9 3MPX1 — = — — 
7.87 8.62 # # # 1400 — 1725 Ys 3MPW5 — 3MPW7 3MPW8 — — 
# 1400 1725 Ys = 3MPW6 — — — — 
9.84 10.75 # 2100 1800 1350 — 1150 Ys 3MPX6 3MPX7 3MPX8 3MPX9 — — 
# # 2800 1500 1725 2 3MPX2 3MPX3 3MPX4 3MPX5 — — 
# 3300 3100 2500 — 850 2 — 3MPY3 — — — — 
12.75 12.75 # 4200 — 1150 5 — 3MPY2 — — — — 
# # # # # 1725 10 — 3MPY1 — — — — 
Stainless Steel Housing 
# # 700 500 — 1725 % 3MPY8 3MPZ9 3MPY9 — 3MPY7 — 
6.30 6.30 # 750 700 500 — 1725 3 — — — 3MRA1 — — 
# # # # 1300 3450 1% 3MPY5 3MPZ5 3MPY6 3MPZ6 3MPY4 3MPZ3 
12 12.00 # 1200 1100 1000 — 1725 1 3MPZ2 3MRA8 — 3MRAQ — 3MRAG 
# 2750 2700 2550 2200 3450 3 — 3MRA4 = 3MRA5 — 3MRA2 
Item 
Item Construc. Material Application For Use With No. 
Accessories 
Weather Hood Purple Polypropylene Protects Motor Against Weather Mfr. No. PLAT5SS2P, PLAT5XS2P. PLAT5XT2P, PLA20ST4P, PLA20XS4P, PLA25SS6P, PLA25ST6P 3MRC1 
Weather Hood Gray Polypropylene Protects Motor Against Weather 3MPX2 to 3MPX9 and 3MPY1 to 3MPY3 3MRC2 


# WARNING: Motor overload will result if blower is operated at static pressures below performance listed. * Hazardous location motors: Class | Group D, Class II Groups F and G Div. 1 and 2. 
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HVAC & REFRIGERATION Scan. Order. Done. 
Replacement Blower Wheels Details on page Al. 





























= Forward curve = Hubs include set screws 
= Rotation facing hub 
Wheels produce high air 
volume with low vibration for ae | SaiGhOE 
diverse Al TOMI applica- CW Rotation | CCW Rotation CW Rotation | CCW Rotation 
tions. Individually cartoned for Wheel Bare Wheel | Whee | Wheel | ‘Whee | 
j ia. Dia. Max.) Widt tem idt tem | Widt tem idth Item 
ea eee in.) (in.) RPM (in.) No. (in.) No. | (in) No. | (in,) No. 
Concave or convex back “9%s % 1750/6 2UTU4) — —— | 9% 2UTT9| 9% 2UTUB 
plates allow motor location Ce es re a a 
ither side of the blower Se a 
On ell ine DIOwE 11% 1750) 4% 2UTU9) 6 2UTV2) 10% 2UTW1) 10% 2UTW2 
housing. For ventilation, air 11% #1750) 6 2UTV1) 8 2UTV6); — — | — — 
concave conditioning, heating, and WW % 1750) 6  2UTV3) ~~ | ~ ~~ | ~ 












se eae , 11% 1750|. 7 wv) — — /|— —!/|— — 
dehumidifying in industrial and 43-4750 7m 2UTUT oS 


















































































































































































































































































































































































































































































































































commercial applications. 11% #1750) 9% 2UTV9) — — | — — | — — 

en eds 11% +1750 10% 2UTu2z; — — | — —/|— — 

Note: Single inlet concave models 12%6 % 1550 6 2UTW3 8 2UTW7 8 2UTWe — — 

available on Grainger.com®. 12%6 % 1550| 8 2UIWS — — | 10% 2UTX1) — — 

a | cw ccw cw | ccw 
sm WheelWheel Bore ‘ROTATION ROTATION WheelWheel Bore ROTATION |ROTATION 

Dia. Width Dia. Max. Wheel Item Item Dia. Width Dia. Max. Wheel Item Item 

Double Inlet (in.) (in.) (in.) RPM Material No. No. (in.) (in.) (in.) RPM Material No. No. 

cw Rotation Convex, Double Inlet, Forward Curve im Single Inlet, Forward Curve = 

82 7% 1750 (4GMK1 | — _—3 1% %s 5000 ADLRS | 4DLR6_ 

M__ S%__ e__*APS0_ AGMK2 | — 3'%e_ 1%  %e__5000 -ADLRO_ | 4DLT1 
9% 7 Ye _1550 AGMKS | — 3'%e_2%6 He __ 5000 ADLT2 | 4DLT3_ 
9% 8 % 1450 Galvanized 4GMK4 | — 3'%6 2% Ae 5375 4DLU2 | — 

9% 7 % 1550 Stel | — AGMK6 = =«-3'%6_—-2%% ~=%e 5000 4DLT5 | 4DLT6 

9% 9% 1200 _ — | 4GMK7 4 2% = __3600 _— | ADLU7 

9% 10%  % 1150 | — | 4GMK5 4% 2% = %6 3600 ADLW3 | 4DLW2 
VOY _10%2 % 1150 _ (4GMK8_ | — 4% 2% 3600 40LWwi | 
Double Inlet, ForwardCurve - AM 26 %6__ 3600. —_— | 4DLW4— 

5M 6 ~~ 2800 '4GMG1 — Ai%e 1% Ae 7400 4DLX1_ | 4DLX2 

5V4 6% 4 2250 Galvanized) — 4GMG2 5% 2% ~=% 4000 10W905 — 

54% 8  % 3200 Steel | — | 10W941) 5% 3 He _ 3300 1owso7 | — 
Ss 5  % 3200. | AGMG3_ | KH 2% H%e_ 3600 | ADLXB 

52 7 % 1550 Plastic |10W891f) — = 5% 2% % __ 3600 _— ___| 4DLX6 

; | 1 15 5A 

eT 

5% 6% Ye 2400 Aluminum | — | 4GMG4_ 5% 3%6 —%6 3600 ADLY4 | 4DLY5_ 

CW Rotation o% 7% Ye 2200 Aluminum | _ — 10W944 5% 2% He 3.450 ~“4DLZ4_—| 4DLZ3° 

| 5% «88 % 2800 Galvanized) _- | agmgg _5% 2% % 3900 —__| 4DL26 

. Se Steet | 8H 91H 63000 Galvanized | 4DLZ9 | 4DMA1 

Single Inlet, “& 6 7¥e 2 1550 piggy MOWB92t| — “5% 37%s Yo 3000 © Steel “[4DMAB_ | — 
CCW Rotation — 6 9  % 1550 1OW893¢) — 5% 4  % 2800 4DMC1 =| 4DMC2— 

6% 7% 2000 AGMG8 | — “6% 2  % 4400 4DMC5 | 4DMC6 
Rev EorR 6% 4% 3300. Galvanized |4GMH2_| — 65g 218 ‘Ye 3625. 4pMc7_|-4DMc8_ 
REVOLUTIONARY AIR FLOW" 6%e 5 _% 2700 Steel |4GMHS3 | — “Gg Di546 He 3400 AGLX2 | 4GLX1 
Di t D . BI Wh | 6%6_ She __2__ 3400 tents = 6% 38% 33400 AGLX3) =| 4GLX4_ 
irect-vDriv wer e€eis Gre 6% 1% 2200 Aluminum /4GMHS | _— _—"6%6_3%6__% 3000_ “AGLX5 | 4GLX6 
as ve ba e 6% 6% % 3000 SAvanzed | gemyy | — 6% 4% 2800 AGLX9 | AGLYT 
= Single inlet: rotation facing back hone _Steel_ |" a |) a ee 4GLY6. | — 
disc (closed end) of wheel 66 Te 7 1925 pluminum bee —AGMHG 7% 2 “He 2900 — | 10W917 
= Double inlet: rotation facing hub 6%6_ 8% _% 1700 __— | AGMHB_ ye FB 00 ——10woa0 
= Hubs include set screws b%6e_ 8% 1675 \4GMJ1 | — 7%, 49000 “4GLY8 4GLY7~ 
eee : scat 6% 7% _%__ 2000 (AGMJ2 | AS OH IH 9895 lh 
Wheels produce high air volume with low vibration for 6% 8% 1700 _ (4GMJ3 | — =e ah 
ae a 2A OA 2 OL Galvanized The 3%  % 2400 4GLZ6 | 4GLZ7 
diverse air-moving applications. Individually cartoned for a a 7%, 4% 9000- 4GMA1 — 
greater protection. Convex back plates allow motor loca- 7) 8% _ aot am | 8 2500" _—__| 10923 
tion on either side of the blower housing. For ventilation,  —754 5% 3 2050 L—__(4Gmsa_ 3, = 
air conditioning, heating, and dehumidifying in industrial T%  T % 1800 AGM 50TH Hy 3.50 ——4GME6 
and commercial applications. Ls _ at _baasiic less | _= 12% 5 % 1100 AGMF7 | 4GMF8 
* Off-center disc. t CW/CCW rotation. Blower wheel is 12% 6 % 925 | — | 4GMF9_ 


























Note: Additional models available on Grainger.com®. reversible by changing hub end. 
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GRAINGER CHOICE® HVAC & REFRIGERATION 


Find the Wy. Find Solutions. Find Great Prices. Portable Blowers & Carpet Dryers 
Portable Blowers/Carpet Dryers lf Dayton] 
= Space-saving stackable design No. 5UMP5—' Caution" banner 






= 3-conductor power cords on telescoping handle. UL and 
Dry carpets, upholstery, and hard floors. C-UL Listed. — 
For portable dehumidifiers, see page 3062. = Thermoplastic blower wheel 


Nos. SUMP6, 30EK65, and 30EKes— =~ °P°T@lIng positions 
UL and C-UL Listed. No. 4XLE2—UL and C-UL Listed. 
= Thermoplastic blower wheel = Steel blower wheel 
= 3 operating positions 
= Built-in outlets to connect multiple 
units (Nos. 5UMP6 & 30EK66) 
CFM CFM CFM Motor Power Housing Housing Housing Item 


Description High Med. Low Amps HP CordL Height Length Width No. 
Blowers/Carpet Dryers, 120V, 60 Hz 
200 


120 100 0.4 — 6ft. 10%' gy" 7¥2" + 30EK65 
3-Speed Carpet Dryer, 500 300 250 15 — 10f. 13%! 12%" 9"  5UMP6 
High-Visibility Yellow 1000 650 550 34) — 10ft. 17%' 1634" 12%" 30EK66 

1800 1300 1000 5.0 Y% 30 Tt. 20 Val 16° 5UMP5 
3-Speed Carpet i ; ' 
Dryer, Blue 1648 1260 869 10.0/8.3/58 1 25ft. 19%6 18 17 4XLE2 


Industrial/Jobsite Blowers and Carpet Dryers 






= Stackable compact design No. 396367—AQuickly dries up to 80 sq. 
= Hospital-grade cord with lit ft. of carpet or hard floors. Compact and 
plug, except No. 425X94 lightweight model is ideal for bathrooms, 
Rugged, compact, and efficient units are cabinets, or closets. ETL tested to UL/CSA 
ideal for ventilation and for drying floors, Standards. 
structures, and walls. Accessories are = 360° airflow 
available on Grainger.com®. No. 5UNZ4—Use to ventilate confined 
No. 38MC15—Lightweight air mover spaces, create negative air pressure, and 
dries floors, stairways, and walls. remove odors or dust. UL and C-UL Listed. 
Variable speed control and digital amp = High static pressure 
readout. = Duct up to 125 ft. 
= Daisy chain up to 10 units on 1 circuit =~ Wg. 425X94—High-velocity, variable air No. 
No. 29AH30—Lightweight air mover flow for ventilating and drying ceilings, 39C367 
dries carpets, crawlspaces, hallways, floors, and walls. Focus airflow with inte- 
and walls. 5-position versatility and an grated pivot-and-lock stand. ETL tested to 
energy-saving 1.9A draw. UL/CSA standards. ; 
= Built-in GFCI outlet = Up to 2.7A draw | 
= Can daisy chain up to 6 = Can daisy chain up to 4 units on 1 circuit 
units on 1 circuit No. 5UNZ2—Can direct air 12 ft. in all SS 
No. 5UNZ5—Dry carpets, use to venti- directions to dry up to 500 sq. ft. of carpet- a 
late, or speed structural drying. UL and ing or hard floors in just minutes. ETL tested 
C-UL Listed. to UL/CSA standards. no: 
= Built-in GFCI outlet = 360° airflow at 40 mph velocity ~ 
= Can daisy chain units = Locking casters Pinte? 
CFM CFM Motor Power Housing Housing Housing Mfr. Item Mfr. ee 
Description High Low Amps HP CordL Height Length Width Model No. Item For Use With Model 
Blowers, 115V, 60 Hz Filters 
Velo Pro Airmover, Floor/Wall/Stair Dryer, 1-Speed 885 500 12 #% 15ft 9 24" 18" F505 38MC15 HEPA Filter Mfr. No. F504 F518 _34CF05 
Velo Carpet/Wall Dryer, 1-Speed 880  — 19 aS Eis g" 24" 18" F504 _—-29AH30 Replacement Mfr. No. F519 387191 
Sahara ProX3 Carpet Dryer, 3-Speed 2/00 1900 4 Vy 25Tt. 18% 18%" iva F351 5UNZ5 HEPA Filter F504/F505 
Carpet Dryers, 115V, 60 Hz Replacement Mir.No. frog 3871 99 
Dri-Pod Downdraft 360° Floor Dryer, 1-Speed 750 — _1. 1/6 10ft. 9 15%" 15%" «F451 «390367 Pre-Filter F504/F505 
Vortex Ventilator, 1-Speed 2041 1 20 ft. 19%" 15%" 18%" F174-BLU 5UNZ4 


iA 
— /A 
Stealth AV3000 High-Velocity Axial Fan, Variable Speed 2600 1600 2./ eo 16 ft. 24%4' —10'6' — 24% 6 FO68 «42X94 
AirPath Downdraft 360° Floor Dryer, 2-Speed 9000 4/50 7.9 1 20 ft. 14%" 26" 20/2. F3// JUNZ2 


Pivoting 

Utility Blowers 

= 120V, 60 Hz sic. 

= 3 speeds 1XGG2 ah No 


= OSHA-compliant guards 1XGG3 





2EKZ9 





High-velocity, focused air flow and innovative 225° or 270° pivoting fan heads 

ventilate and cool work areas while keeping dust and debris in check. 2 grounded 

120V outlets accommodate power tools or other devices up to 10A total. 3-conduc- _—_ Blower ene Outlet 

tor 10-ft. cords: Nos. 1XGG3 and 2EKZ9 Type S with 5-15P GFCI plug; No.1XGG2 “big” High Med. Low = Amps. AP) We | We Model Now 

Type S with 5-15P plug; No. 2ELA1 SUT type with 5-15P plug. 6° 310 260 190 0.65/0.55/0.50 “cs |9%' 114114" 6%" 3" (9550 1XGG2 
nae 7350 300 250 0.95/0.80/0.70 ‘As | 11" 14%" 13°| 8" 4" (9555 1XGG3 

No. 2EKZ9 is safety yellow. See instructions for applicable limitations of use. ETL 7*—350 300 250 0.95/0 80/0. 70 v3 | 11" 1415" 13°1 8" 4" 19566 2EKZ9 

and C-ETL Listed. 7% 425 370 330 1.10/0.95/0.80 “1 | 12° 15%" 15° | 17" 3" |9960 2ELA1 
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Scan. Order. Done. 
Details on page A1. 


HVAC & REFRIGERATION 
Air Conditioners 


STANDARD 8-FT. CEILING 
Average Coverage Area Cooling Capacity Needed 
100 to 150 sq. ft. 000 to 5999 BtuH 
150 to 250 sq. ft 6000 to 6999 BtuH 
250 to 300 sq. ft. 7000 to 7999 BtuH 
300 to 350 sq. ft. 8000 to 8999 BtuH 
350 to 400 sq. ft. 9000 to 9999 BtuH 
400 to 450 sq. ft. 10,000 to 11,999 BtuH 
450 to 550 sq. ft. 12,000 to 13,999 BtuH 
550 to 700 sq. ft. 14,000 to 17,999 BtuH 
700 to 1000 sq. ft. 18,000 to 20,999 BtuH 
1000 to 1200 sq. ft. 21,000 to 22,999 BtuH 
1200 to 1400 sq. ft. 23,000 to 23,999 BtuH 
1400 to 1500 sq. ft. 24,000 to 29,999 BtuH 
1500 to 2000 sq. ft. 30,000 to 33,999 BtuH 
2000 to 2500 sq. ft. 34,000 to 35,000 BtuH 


Window and Wall Air 


Conditioner Selection Guide 


Determine Cooling Capacity (BtuH) needs using table 
at right. The table does not include people or equip- 


PLUG CONFIGURATION 


ment loads. Add 600 BtuH per person. For heavy 
shade, reduce by 10%. For sunny spaces, increase by 
10%. For use in a kitchen, add 4000 BtuH. 

CEER (combined energy efficiency ratio): The higher 
the number, the more efficient the unit. 


5-15P 6-15P 6-20P 6-30P 








Z | | 
== 
No. = : No. 
494L51 == 494L46 
SS 
== 
== 
== a 
' —————————————— ee J 
4 FRIEDRICH » —_— — 
Commercial-Grade Window Air Conditioners 
. Programmable Cooling Average CEER NEMA Plug No. of Chassis Mfr. Item 
= Quiet operation ee Coverage Area Rating Voltage Configuration Speeds H W D Type Model No. 
= 24-hr. timer 6,000 BtuH 150to250sqft 12.1 115VAC LCDI,5-15P 4 14%in 19%in 21% in Slide Out KCQO6A10 494L51 
= Auto restart 8,000 BtuH  300to350sqft 12.0 115VAC LCDI,5-15P 4 14%in 19%in 21%in Slide Out KCQO8A10 494L52 
uto F 8,000 Btuy  300to350sqft 12.0 115VAC LCDI,5-15P 4 157%6in 25 cin 29in Slide Out KCSO8A10 494L54 
= Left/right reversible power cord 9500 BtuH  350to400sqft 10.9 115VAC LCDI,5-15P 4 14%in 19%in 21% in Slide Out KCQ10A10 494153 
= Control panel lockout (ON-OFF) 10,000 BtuH  400to450sqft 12.0 115VAC LCDI,5-15P 4 15'%46in 25%%cin 29in Slide Out KCS10A10 494L55 
trol par 12,000 Btuy  450to550sqft 12.0 115VAC LCDI,5-15P 4 15'%6in 25%%cin 29in Slide Out KCS12A10 494L56 
= Anti-intrusion protection 12,000 BtuH  450to550sqft 12.0 230VAC LCDI,6-15P 4 15'%6in 25%%cin 29in Slide Out KCS12A30 494L58 
— 13,600 Btuy  450to550sqft 10.9 115VAC LCDI,5-15P 4 15'%c6in 25%%cin 29in Slide Out KCS14A10 494L57 
NEA or commencia arate applications ig cot Bull fabio set sof tag Tiay ag TDL sie 3 gen fe yen Syn Side Cut aD oS 
j j If tu 590 to 700 sq ft Ei , 6-15 5'%6in 25 '%ein in ide Out 494L5 
with components that withstand more 20,000 BtuH 700to1000sqft 10.3 230VAC LCDI,6-15P 4 17'%6in 25'%6in 29in Slide Out KCM18A30 494L49 
used to cool office, etal stores, muti-- D{G00BUN| ADDI omar 108 saNV AC CeDL cane —a Dost “oe” ab SMe Git NEC ta 
j j j- tu to 1500 sq ; ,_ 6- 16 IN in 5 Yin ide Out 494L4 
used to cool offices, retail stores, mult 28,000 BtuH 1400to 1500sqft 9.9 230VAC LCDI,6-20P 4 20%cin 28in 35 %in Slide Out KCL28A30 494L47 
family buildings, barracks, and dorms. 35,000 BUH 20000 2500 sqft 9.0  230VAC LCDI6-30P 4  20%sin  28in 35 %in Slide Out KCL36A30 494L48 
j j ooling/Heating, Electric Heat 
install in a window or through the wall 7,/00BtuH 250to300sqft 11.0 115VAC LCDI5-15P 4 14%in 19%in 21% in Slide Out KEQO8A11 494L63 
Units have remote capability and can be 12,000 BtuH 450to550sqft 10.9 230VAC LCDI,6-20P 4 15%%6in 25'%6in  29in  SlideOut KES12A33 494L64 
iq Wi-Fi 15,700 Btuy 550to700sqft 10.7 230VAC LCDI,6-20P 4 15'%c6in 25%%cin 29in Slide Out KES16A33 494L65 
managed via Wi Fi to allow centralized 20,000 BtuH 700to1000sqft 10.3 230VAC LCDI,6-30P 4 17’%6in 257'%6in  29in Slide Out KEM18A34 494L62 
control of settings for one or more units. 24,000 BtuH 1400to 1500sqft 10.3 230VAC LCDI,6-30P 4 20%6in 28in  35%in Slide Out KEL24A35 494160 
They're also compatible with Amazon 5,000 Brul 2000 to 250) sqft 9.0 230VAC LCDI,6-30P 4 20%cin 28in 35 %in Slide Out KEL36A35 494L61 
ooling/Heating, Heat Pump 
Alexa and Google Home. 10,000 BtuH  400to450sqft 10.8 115VAC LCDI,5-15P 4 151%6in 25'%6in  29in SlideOut KHS10A10 494L68 
' . . 12,000 BtuH  450to550sqft 10.8 230VAC LCDI,6-20P 4 15'%6in 25%%cin 29in Slide Out KHS12A33 494L69 
Window Mounting Kits—Window kits 17,500 BtuH 550to 700sqft 10.8 230VAC LCDI,6-30P 4 17'%6in 25'%ein  29in Slide Out KHM18A34 494L67 
are included with Cooling-Only models 24,000 BtuH 1400to 1500sqft 10.2 230VAC LCDI,6-30P 4 20%cin 28in 35 '%in Slide Out KHL24A35 494L66 
but are an accessory item for Cooling/ For Use With sane hah 
Heating models. Window kits are required ne ow Mount Kits for Cooling/Heating Models KWIKO 3JA19 
uhl for assis 
for window installation. Kiihl for Small Chassis KWIKS A8LU80 
, Kuhl for Medium Chassis KWIKB 48LU79 
Carbon Filters—Remove odors and scan for Large Chassis KWIKL 48LU78 
arbon Filters (3 Pack) 
VOCs. Achieve up toa MERV 6 rating All KCL, KEL and KHL Kuhl Commercial Grade Models KWCFL 6JHJO 
when used with standard filter. All KCS, KES and KHS Kuh! Commercial Grade Models KWCFS 6JHH8 
All KCM, KEM and KHM Kuhl Commercial Grade Models KWCFM 6JHH9 
All KCQ and KEQ Kuhl Commercial Grade Models KWCFQ 40HY56 


™~. aos 


* r aE eee ee ay }Soodman] Looking For 
Condensing Units? 
No. 4MH73 No. 426R70 Find A/C condensing units, heat pump condensing 


units, and central equipment accessories on page 
3091 and also on Grainger.com®. 


| 














A/C°SAFE 


(Frost King 


Window Air Conditioner Brackets 





Relieve stress that air conditioners place on Weight Mfr. Item 
: : nai : Cap. H W D Model No. 
windows. They install from inside and include esate 
a built-in level and hardware. For additional Up to eo ths ain ce in 14 “in ne ee aM 
window air conditioner accessories, go to FSET san __— 
Grainger.com®. Upto80Lbs 4%in 14%in 1%in ACB80H  426R70 
Up to 160 Lbs Sin 19%in 1%in ACBI60H 426R71 
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FRIGIDAIRE % FRIEDRICH 


Residential-Grade 
Window Air Conditioners 


= 24-hr. timer 


= Programmable 
Units are made of residential-grade materials and have a decorative 


front grille that blends in with home interiors. Typically used to cool 
rooms in houses and apartments. All have remote capability. 


Friedrich—CCW and CEW models can be installed in a window or 


through the wall. All units can be managed via Wi-Fi to allow centralized 
control of settings. Compatible with Amazon Alexa and Google Home. 


Units have Seacoast Protection to guard against corrosion. 


= Quiet operation 


= Auto restart 


= Left/right reversible power cord 


= Washable filter 
Frigidaire—FGR and FHW models are Wi-Fi capable. 


Cooling Average 
ap. Coverage Area 
Cooling Only 
9000 BtuH 100 to 150 sq ft 
6000 BtuH 150 to 250 sq ft 
6000 BtuH 150 to 250 sq ft 
6000 BtuH 150 to 250 sq ft 
6000 BtuH 150 to 250 sq ft 
8000 BtuH 300 to 350 sq ft 
8000 BtuH 300 to 350 sq ft 
8000 BtuH 300 to 350 sq ft 
8000 BtuH 300 to 350 sq ft 
10,000 BtuH 400 to 450 sq ft 
10,000 BtuH 400 to 450 sq ft 
10,000 BtuH 400 to 450 sq ft 
10,000 BtuH 400 to 450 sq ft 
10,000 BtuH 400 to 450 sq ft 
12,000 BtuH 450 to 550 sq ft 
12,000 BtuH 450 to 550 sq ft 
12,000 BtuH 450 to 550 sq ft 
12,000 BtuH 450 to 550 sq ft 
12,000 BtuH 450 to 550 sq ft 
15,000 BtuH 990 to /00 sq ft 
15,000 BtuH 990 to /00 sq ft 
15,000 BtuH 990 to /00 sq ft 
17,600/18,000 BtuH 700 to 1000 sq ft 
18000 BtuH 700 to 1000 sq ft 
21,600/22,000 BtuH 1000 to 1200 sq ft 
24000 BtuH 1400 to 1500 sq ft 
24,600/25,000 BtuH 1400 to 1500 sq ft 
28,000/28,300 BtuH 1400 to 1500 sq ft 
Slider/Casement 
8000 BtuH 300 to 350 sq ft 
10,000 BtuH 400 to 450 sq ft 
Cooling/Heating, Electric Heat 
0 BtuH 300 to 350 sq ft 
12,000 BtuH 450 to 550 sq ft 
18000 BtuH 700 to 1000 sq ft 
18,200/18,500 BtuH 7/00 to 1000 sq ft 
24000 BtuH 1400 to 1500 sq ft 
24,/00/25,000 BtuH 1400 to 1500 sq ft 
Cooling/Heating, Heat Pump 
8000 BtuH 300 to 350 sq ft 
11,000 BtuH 400 to 450 sq ft 


Air Conditioner Covers 


CEER 
Rating 


12.0 
12.1 
12.1 
12.1 
21 
12.0 
12.0 
12.0 
12.0 
12.0 
12.0 
12.0 
12.0 


Voltage 


119V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
115V AC 
208/230V AC 
208/230V AC 
208/230V AC 
208/230V AC 
208/230V AC 
208/230V AC 


115V AC 
115V AC 


115V AC 
208/230V AC 
208/230V AC 
208/230V AC 
208/230V AC 
208/230V AC 


115V AC 
115V AC 


NEMA Plug 
Configuration 


LCDI, 5-15P 
LDL O-19F 
LCDI, 5-15P 
LGDI; S-15P 
LCDI, 5-15P 
LCDI, 5-15P 
LCDI, 5-15P 
LCDI, 5-15P 
LCDI, 5-15P 
LGD. o-15P 
LCDI, 5-15P 
LCDI, 5-15P 
LCDI, 5-15P 
LGD. S-1aP 
LCDI, 5-15P 
LGDI.5-15P 
LCDI, 5-15P 
LCDI, 5-15P 
LCDI, 5-15P 
LGDI; 5=15P 
LCDI, 5-15P 
LGDI; 5-15P 
LCDI, 6-15P 
LCDI, 5-15P 
LCDI, 6-15P 
LCDI, 6-20P 
LCDI, 6-20P 
LCDI, 6-30P 


LGDI5-15P 
LCDI, 5-15P 


LCDI, 6-20P 
LCDI, 6-20P 
LCDI, 6-20P 
LCDI, 6-30P 
LCDI, 6-20P 
LCDI, 6-30P 


LGDI.5=15P 
LCDI, 5-15P 


No. of 
Speeds 


3 
Variable 
3 
3 
Variable 
| 


3 
3 


Variable 
3 


3 
3 


Variable 
3 
3 


3 
Variable 


[ce)iee) G9) G9) G9) GO) GO) GO [Sel se) G9} GI) GI) GO} GO} GO) GO 


13 % In 
13 “ce in 
13 “2 in 
13 % In 
14 ¥% in 
13 “cin 
13 “2 in 
13 % In 
14 ¥% in 
14 Yin 





18 ¥% in 


20 % in 
20 % In 


14 ¥% in 


15 ¥% in 
15 ¥% in 


W 


18 % In 
21 Yin 
18 Yin 
18 % in 
19 % In 
18 Yin 
18 Yin 
18 % in 
19 % In 
19 in 
21 142 in 
19 in 
18 % In 
19 % In 
19 in 
21 142 in 
19 in 
18 % In 
19 % In 
23 % in 
23 %3 In 
23 4 In 
23 %3 In 
23 ‘4 in 
26 12 in 
23 ‘4 In 
26 12 in 
26 12 in 


14 in 
14 %e In 


19 % In 
19 % In 
23 ‘4 In 
23 %3 in 
2/ in 
26 2 in 


22 % In 
22 % In 





D 


13 Ye In 
19 in 
19 % in 


23 % in 
2/ '%32 in 
20 % in 
20 % in 
2/ '%2 in 
20 % in 
26 %e in 
2/ 
26 %e in 
26 “ein 


20 2 IN 
23 Y2in 


23 % in 
23 % in 
20 % in 
20 % in 
26 % in 
26 in 


23 Ve in 
23 Ve in 





No. 


470D50 


No. 


55HFO01 


Chassis 
Type 


Fixed 
Fixed 
Fixed 
Fixed 
Slide Out 
Fixed 
Fixed 
Fixed 
Slide Out 
Fixed 
Fixed 
Fixed 
Fixed 
Slide Out 
Fixed 
Fixed 
Fixed 
Fixed 
Slide Out 
Slide Out 
Fixed 


Slide Out 
Slide Out 
Slide Out 
Slide Out 
Slide Out 
Slide Out 


Fixed 
Fixed 


Slide Out 
Slide Out 
Slide Out 
Slide Out 
Slide Out 
Slide Out 


Slide Out 
Fixed 


Fit over the front grille or outside cabinet of an idle AC unit to block drafts, dirt, and allergens from entering a building. 
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Brand 


Friedrich 
Frigidaire Gallery 
Frigidaire 
Friedrich 
Friedrich 
Frigidaire Gallery 
Frigidaire 
Friedrich 
Friedrich 
Frigidaire Gallery 
Frigidaire 
Frigidaire 
Friedrich 
Friedrich 
Frigidaire Gallery 
Frigidaire 
Frigidaire 
Friedrich 
Friedrich 
Frigidaire 
Frigidaire 
Friedrich 
Frigidaire 
Friedrich 
Frigidaire 
Friedrich 
Frigidaire 
Frigidaire 


Frigidaire 
Frigidaire 


Friedrich 
Friedrich 
Friedrich 
Frigidaire 
Friedrich 
Frigidaire 


Frigidaire 
Frigidaire 


No. 


45RK41 


Mfr. 
Model 


CCFOD5A10 
FGRQ0633U1 
FHWWO063WB1 
CCFO6A10 
CCW06B10 
FGRCO84WA1 
FHWWO083WB1 
CCFO8A10 
CCW08B10 
FGRC1044711 
FFRE103ZA1 
FHWW103WB1 
CCF10A10 
CCW10B10 
FGRO1244711 
FFRE123ZA1 
FHWW123WB1 
CCFI2A10 
CCW12B10 
FFRE193ZA1 
FHWW153WB1 
CCW15B10 
FFRE1833U2 
CCW18B30 
FFRE2233U2 
CCW24B30 
FFRE2533U2 
FFRA2822U2 


FFRS082281 
FFRS1022R1 


CEWO08B11A 
CEW12B33 
CEW18B33 

FFRH1822R2 
CEW24B33 

FFRH2522R2 


FFRH0822R1 
FFRH1122U1 











Item 
No. 


494123 
470D41 
d0KJ94 
DOHEIS 
DOHFO3 
470D69 
d0KJ90 
JOHEII 
DOHFO4 
470D44 
470D50 
d0KJ96 
SOHFO1 
DOHFOS 
470D45 
470D51 
d0KJO7 
QOHFO2 
JOHFO6 
470D52 
d0KJO8 
QOHFO7 
470D53 
JOHFOS8 
470D54 
JOHFO9 
470D55 
470D68 


45RK41 
22XR23 


QOHFI0 
DOHF11 
DOHF12 
22XR20 
QOHFI3 
22XR21 


22XR18 
470D46 





Mfr. Item 
Description For Use With Includes Model No. 
Window Air Conditioner Covers, Frost King 
Outdoor small Window Air Conditioners (1) 18 in x 27 in x 16 In Polyurethane Reinforced Vinyl Air Conditioner Cover =AC2H  426R64 
Outdoor Large Window Air Conditioners (1) 20 in x 28 in x 30 in Polyurethane Reinforced Vinyl Air Conditioner Cover = ACSH —426R65 
Indoor small Window Air Conditioners (1) 17 in x 25 in Quilted Fabric Air Conditioner Cover ACOH _ 426R66 No 


Indoor Large Window Air Conditioners (1) 20 in x 28 in Quilted Fabric Air Conditioner Cover 426R67 


Through-the-Wall Air Conditioner Cover, Chill Stop'R 5SE169 
5E169 L 


Indoor Air Conditioners 19 in H x 27-34 inW x6 inD — 


Hazardous Location Through-the-Wall 
Air Conditioners 


= Hot gas bypass for cooling operation at low ambient temps., down to 45°F (7°C) without freezing 


Sealed motor and solid-state relays prevent sparking while cooling potentially hazardous environments. 

Can be used where flammable gases, vapors, and liquids are handled or used within enclosed containers 

or systems, but are not normally present in concentrations high enough to be ignitable. Commonly used to 
cool laboratories, control rooms, and storage areas. These commercial-grade units have an e-coated coil 
and powder-coated steel cabinet to resist corrosion. Units are hardwired and have a 15A circuit with a time- 
delay fuse. Meet ANSI/UL 484 Room A/C, SASO 2681, UL Listed for use in Class |, Div. 2, Groups A, B, C and 
D, ISA 12.12.101, and NFPA 70. 


Cooling Average 
Cap. Coverage Area 
14,000/14,500 BtuH 550 to 700 sq ft 
19,000/19,000 BtuH 700 to 1000 sq ft 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Mfr. Item 
Model No. 
SH15M30 22D138 
SH20M30 35MW48 


No. of 

EER Voltage Speeds 
9.7/9.7 208/230V AC 1 
9.6/9.7 208/230V AC 1 


H W D 
15'%ein 25'%ein 27 %in 
17'%ein 25'%ein 27 %in 





HVAC & REFRIGERATION 
Air Conditioners 


Scan. Order. Done. |=" 
Details on page A1. 
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Commercial-Grade 
Through-the-Wall 
Air Conditioners 


= Programmable — = Auto restart 
= Quiet operation = Control panel lockout (ON-OFF) 
= 24-hr. timer = Anti-intrusion protection 


These through-the-wall air conditioners are made for 
commercial-grade applications with components that 
withstand more demanding environments. They're 
commonly used for cooling offices, retail stores, 
multifamily buildings, barracks, and dorms. Units have 
remote capability and can be managed via Wi-Fi to allow 
centralized control of settings for one or more units. 
They're also compatible with Amazon Alexa and Google 
Home. New installations require a wall sleeve and fit in 


No. 494L36 


FRIEDRICH 


—_____ = 
—— 


— 


Ss 





Architectural Grille Wall Sleeve 


No. 3UD86 No. 4PKZ3 Friedrich® and Fedders™ A and B 27" sleeves. 
Cooling Average CEER NEMA Plug No. of Mfr. Item 
ap. Coverage Area Rating Voltage Configuration Speeds H W Dt Model No. 

Cooling Only 

8000 BtuH 300 to 350 sq ft 10.6 115V AC LCDI, 5-15P 3 15 75/100 in 26 2 in 21 in WCT08A10 494139 

10,000 BtuH 400 to 450 sq ft 10.6 115V AC LCDI, 5-15P 3 15 75/100 in 26 2 In 21 in WCT10A10 494.40 

10,000 BtuH 400 to 450 sq ft 10.6 230V AC LCDI, 5-15P 3 15 75/100 in 26 2 in 21 in WCT10A30 494.41 

12,000 BtuH 450 to 550 sq ft 9.5 115V AC LCDI, 5-15P 3 15 75/100 in 26 2 In 21 in WCT12A10 494L42 

12,000 BtuH 450 to 550 sq ft 9.5 230V AC LCDI, 6-15P 3 15 75/100 in 26 2 in 21 in WCT12A30 494L43 

16,000 BtuH 550 to 700 sq ft 9.3 230V AC LCDI, 6-15P 3 15 75/100 in 26 2 In 21 in WCT16A30 494.44 
Cooling/Heating, Electric Heat 

10,000 BtuH 400 to 450 sq ft 10.6 230V AC LCDI, 6-20P 3 15 75/100 in 26 2 In 21 In WET10A33 494136 

12,000 BtuH 450 to 550 sq ft 9.5 230V AC LCDI, 6-20P i] 15 75/100 in 26 2 in 21 in WET12A33 494137 

15,400 BtuH 550 to 700 sq ft 9.3 230V AC LCDI, 6-20P ] 15 75/100 in 26 2 In 21 in WET16A33 494.38 
Cooling/Heating, Heat Pump 

12,000 BtuH 450 to 550 sq ft 9.3 230V AC LCDI, 6-20P 3 15 75/100 in 26 2 In 21 in WHT12A33 494.45 
Accessories 
Architectural Grille AG 3UD86 
Drain Kit DK 3UD88 
Wall Sleeve, 16 % inH x 27 inW x 16 % inD, For Use With Wall master through the wall air conditioners WSE 4PKZ3 


t Depth includes front cover. 
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No. — 
Air Conditioners 
' = 24-hr. timer Friedrich—vnits can be Frigidaire®—Chassis fits most 


= Auto restart 
» Washable filter 


managed with Wi-Fi and are 
compatible with Amazon Alexa 


existing wall sleeves. New instal- 
lations require Wall Sleeve Kit 








| — : Through-the-wall air conditioners and Google Home. Units have No. 5PP42. 
= ——<§$<————— that are made of residential-grade Seacoast Protection to guard = Programmable 
aSaeSH== No , : 7 ion. Trim kit i | | 
= 470057 materials and have a decorative front against corrosion. Trim kit Is GE—Units are ADA compliant. 
SSS SSeS grille that blends in with home inte- included to give units a finished way cteeve is included 
a : ‘ . F : " . 
——————— riors. They're typically used to cool += appearance. Chassis fits 24% p 
SSE = Programmable 
SSS rooms in houses and apartments. __ to 27" sleeves. 
: Units include a remote control. = Quiet operation 
Cooling Average CEER NEMA Plug No. of Mfr. Item 
coon tal Cap Coverage Area Rating Voltage Configuration Speeds H W D Brand Model No. 
ooling Only 
8000 BtuH 300 to 350 sq ft 10.6 115V AC LCDI, 5-15P 3 14%in 24%6in 20%6in Friedrich UCT08A10 494130 
9800/10,000 BtuH 400 to 450 sq ft 10.6 208/230V AC _—_ LCDI, 6-15P 3 14 Yin 24 in 20 % in Frigidaire = FFTA103WA2 470D59 
10,000 BtuH 400 to 450 sq ft 10.6 115V AC LCDI, 5-15P 3 14%in 24%e6in 20%6in Friedrich UCT10A10 494131 
10,000 BtuH 400 to 450 sq ft 10.6 230V AC LCDI, 6-15P Q 4%in 24%c6in 20%e6in Friedrich UCT10A30 494132 
10,000 BtuH 400 to 450 sq ft 10.6 115V AC LCDI, 5-15P 3 14 Yin 24 in 20 % in Frigidaire = FFTA103WA1 470D58 
11,700/12,000 BtuH 450 to 550 sq ft 10.5 208/230V AC _—_LCDI, 6-15P 3 14 Yin 24 in 20 % in Frigidaire FFTA123WA2 470D62 
12,000 BtuH 450 to 550 sq ft 10.5 115V AC LCDI, 5-15P ] 14%in 24%6in 20 %e6in Friedrich UCT12A10 494133 
12,000 BtuH 450 to 550 sq ft 10.5 230V AC LCDI, 6-15P 3 14%in 24%6in 20 %ein Friedrich UCT12A30 494134 
14,000/14,000 BtuH 590 to 700 sq ft 9.3 208/230V AC —_LCDI, 6-15P 3 14 in 24 in 20 % in Frigidaire FFIA142WA2 470D64 
14,000 BtuH 590 to 700 sq ft 9.3 230V AC LCDI, 6-20P 3 4%in 24%c6in 20%6in Friedrich UCT14A30 494135 
Cooling/Heating, Electric Heat 
4100/8300 BtuH 300 to 350 sq ft — 115V AC LCDI, 5-20P 2 14%in 24% in 19 %in GE AJEQO8ACF 6AMC2 
8000 BtuH 300 to 350 sq ft 9.6 115V AC LCDI, 5-15P q 4%in 24%e6in 20%e6in Friedrich UETO8A11 494126 
8000 BtuH 300 to 350 sq ft 9.6 115V AC LCDI, 5-15P 3 14 Yin 24 in 20 % in Frigidaire | FFTHO82WA1 470D57 
9800/10,000 BtuH 400 to 450 sq ft 9.6 208/230V AC —_LCDI, 6-20P 3 14 Yin 24 in 20 % in Frigidaire = FFTH102WA2  470D60 
10,000 BtuH 400 to 450 sq ft 9.6 230V AC LCDI, 6-20P a 14 %in 24%e6in 20%e6in Friedrich UET10A33 494127 
11,400/11,600 BtuH, 9500/11,600 —_ 400 to 450 sq ft — 208/230V AC —_ LCDI, 6-20P 2 15 % in 26 in 16 % in GE AJEQ12DCF 6AMC3 
11,700/12,000 BtuH 450 to 550 sq ft 9.5 208/230V AC —_LCDI, 6-20P 3 14 Yin 24 in 20 % in Frigidaire FFTH122WA2 470D63 
12,000 BtuH 450 to 550 sq ft 9.6 230V AC LCDI, 6-20P 3 4%in 24%e6in 20%e6in Friedrich UET12A33 494128 
14,000/14,000 BtuH 550 to 700 sq ft 9.3 208/230V AC —_LCDI, 6-20P 3 14 Yin 24 in 20 % in Frigidaire FFTH142WA2 470D65 
_ 14,000 BtuH 550 to 700 sq ft 9.3 230V AC LCDI, 6-20P g 4%in 24%c6in 20%e6in Friedrich UET14A33 494129 
ccessories 
Architectural Grille, For Use with Friedrich Uni-Fit Through The Wall USC Sleeve Friedrich UXAA 46E371 
Architectural Grille, For Use with Frigidaire Through The Wall Air Conditioners Frigidaire 9304515640 5H443 
Sleeve Kit, 1514"H x 25'4'W x 174'D, For Use with Frigidaire Through-the-Wall Air Conditioners Frigidaire 9304514430 5PP42 
Wall Sleeve, 15% H x 25% W x 1634'D, For Use With Friedrich Uni-Fit Air Conditioners Friedrich USC 2RLC7 
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Packaged Terminal Air 
Conditioners with Electric Heat 





= Quiet operation 
= 2-motor design 


= Power cord included 

Contain separate cooling and 
heating systems for overcoming 
harsher winter temperatures. 
Electric heating element provides 


Cooling 


Cap. 
Without Outside Make-Up 


7200/7000 BtuH 
7200 BtuH 
7700 BtuH 
7700 BtuH 
9000 BtuH 
9000 Btul 
9000 BtuH 

9200/9400 BtuH 
9400 Btul 

11,500/11,700 Btul 
11,500/11,700 Btul 
11,500/11,700 BtuH 
11,600/11,800 Btul 
11,800 Btul 
14,200/14,500 Btul 
14,700/15,000 Btul 
14,700/15,000 Btul 


Average 
Coverage Area 
Air 
250 to 300 sq ft 
250 to 300 sq ft 
250 to 300 sq ft 
250 to 300 sq ft 
350 to 400 sq ft 
350 to 400 sq ft 
350 to 400 sq ft 
350 to 400 sq ft 
350 to 400 sq ft 
400 to 450 sq ft 
400 to 450 sq ft 
400 to 450 sq ft 
400 to 450 sq ft 
400 to 450 sq ft 
990 to 700 sq ft 
990 to 700 sq ft 
9090 to 700 sq ft 


heat on days when temperatures 
fall below freezing. Packaged 
terminal air conditioners (PTACs) 
typically run more quietly and have 
a longer service than packaged 
terminal heat pumps (PTHPs), but 
use more energy for heating. 


EER 
13.0/13.0 
13.0 
11.5/11.7 
ToT 
12 
11.2/11.9 
12 
12,1/12.1 
12.1 
10.3/10.4 
10.3/10.4 
10.3/10.4 
11.6/11.6 
11.6 
10.4/10.4 


10.0/10.0 
10.0/10.0 


Packaged Terminal Air 
Conditioners with Heat Pump 


= Quiet operation 
= 2-motor design 


= Power cord included 


These packaged terminal air 
conditioners (PTACs) have a heat 
pump for reversible operation 

to switch between cooling and 
heating for year-round climate 
control. Heat pump uses less 


energy for heating than electrical 
heat when outdoor temperatures 
stay above freezing, making 

them ideal for climates with mild 
winters. Also called packaged 
terminal heat pumps (PTHPs), they 
have an auxiliary electric heater 
for heating on days when temper- 


Voltage 
208/230V AC 
260V AC 
208/230V AC 
208/230V AC 
208/230V AC 
208/230V AC 
208/230V AC 
208/230V AC 
260V AC 
208/230V AC 
208/230V AC 
208/230V AC 
208/230V AC 
265V AC 
208/230V AC 
208/230V AC 
208/230V AC 


atures fall below freezing. 
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NEMA Plug 


Configuration 


LCDI, 6-20P 
LCDI, 7-20P 
LCDI, 6-15P 
LCDI, 6-20P 
LCDI, 6-15P 
LCDI, 6-20P 
LCDI, 6-30P 
LCDI, 6-20P 
LCDI, 7-20P 
LCDI, 6-15P 
LCDI, 6-20P 
LCDI, 6-30P 
LCDI, 6-20P 
LCDI, 7-20P 
LCDI, 6-30P 
LCDI, 6-20P 
LCDI, 6-30P 


4 FRIEDRICH 


Heating 
Cap. 
11,700/9600 
11,700 
8500/6800 
12,000/9900 
8500/6800 
12,000/9900 
17,100/14,000 
11,700/9600 
11,700 
8500/6800 
12,000/9900 
17,100/14,000 
11,700/9600 
11,700 
17,000/13,900 
12,000/9900 
17,100/14,000 


Heating & Air Conditioning 





Friedrich®—Wall sleeve is 
required for new construction, sold 
separately. 


Amana®—New installations require 
an exterior grille and wall sleeve, 
sold separately. 


Brand 


Friedrich 
Friedrich 
Amana 
Amana 
Amana 
Amana 
Amana 
Friedrich 
Friedrich 
Amana 
Amana 
Amana 
Friedrich 
Friedrich 
Friedrich 
Amana 
Amana 





fi Heating & Air Conditioning 


Friedrich®—Wall sleeve is required 
for new construction, sold sepa- 
rately. Nos. 467X23 and 467X24 
include washable MERV 8 filter. 


Amana®—New installations require 
an exterior grille and wall sleeve, 
sold separately. 
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No. 31TN70 


WITH SEACOAST PROTECTION 


Mfr. 
Model 


PDEO/K3SG 
PDEO7R3SG 
PTCO/3G25C0XXX 
PTCO/3G35CXXX 
PTCO93G25CXXX 
PTCO93G35CXXX 
PTCO93GS0CXXX 
PDEO9K3SG 
PDEO9R35SG 
PTC123G25CXXX 
PTC123G35CXXX 
PTC123G500XXX 
PDE12K3SG 
PDE12R35G 
PDE15K9SG 
PTC153G35C0XXX 
PTC153G500XXX 





Item 
No. 


317N70 
31TN71 
36PT39 
36PT40 
36PT41 
36PT42 
36PT43 
31TN72 
31TN73 
36PT44 
36PT45 
36PT46 
31TN74 
31TN75 
317N76 
36PT47 
36PT48 


No. 36PT59 


WITH SEACOAST PROTECTION 
Mfr. Item 


WITHOUT SEACOAST PROTECTION 
Mfr. 


Model 


PTCO/3G25AXXX 
PTCO/73G35AXXX 
PTCO93G25AXXX 
PTCO93G35AXXX 
PTCO93GS0AXXX 


PTC123G25AKXX 
PTC123G35AXKXX 
PTC123G50AXXX 


PTC153G35 XXX 
PTC153G50AXXX 


Item 
No. 


36PT49 
36PT50 
36PT91 
36PT92 
36PT53 


36PT94 
36PT99 
36PT56 


36PT57 
36PT58 





WITHOUT SEACOAST PROTECTION 
Mfr. 














Cooling Average NEMA Plug Heating Item 
with aD cep A Coverage Area EER Voltage Configuration Cap. Brand Model No. Model No. 
ith Outside Make-Up Air 
9400/9600 BtuH 350 to 400 sqft 12.1/12.1  208/230V AC LCDI, 6-20P 11,942 Friedrich PVHO9K3F 467X23 — — 
ane aaae BtuH 450to550sqft 11.3/11.4  208/230VAC — LCDI, 6-20P 11,942 Friedrich PVH12K3F 467X24 — — 
Without Outside Make-Up Air 
"7200 BUH 28010300 suf 18. 268V AC LGDI- 7-207 11.700. Friedrich -PDHO7R38G—3TTN7B = = 
7 tu 50 to sq tt a _f- if riedric 7 7 _ _ 
7/00 BtuH 250 to 300 sq ft iam 208/230V AC —_ LCDI, 6-15P 8500/6800 Amana PTHO73G25CXXX  36PT59 PTHO73G25AXXX —- 36PT69 
7700 BtuH 250 to 300 sq ft tf 208/230V AC —_ LCDI, 6-20P 12,000/9900 Amana PTHO73G35CXXX 36PT60 PTHO73G35AXXX —- 36PT70 
9000 BtuH 350 to 400 sq ft 115 208/230V AC —_LCDI, 6-15P 8500/6800 Amana PTHO93G25CXXX  36PT61 PTHO93G25AXXX_ _—s- 36PT71 
9000 BtuH 350 to 400 sq ft i 208/230V AC —_LCDI, 6-20P 12,000/9900 Amana PTHO93G35CXXX = 36PT62 PTHO93G35AXXX —- 386PT72 
9000 BtuH 350 to 400 sq ft 115 208/230V AC —_LCDI, 6-30P 17,100/14,000 Amana PTHO93G50CXXX  36PT63 PTHO93G50AXXX —- 36 PT73 
9200/9400 BtuH 350 to 400 sqft 12.1/12.1  208/230VAC LCDI, 6-20P 11,700/9600 Friedrich PDHO9K3SG 317TN79 — — 
9400 BtuH 350 to 400 sq ft 12.1 265V AC LCDI, 7-20P 11,700 Friedrich PDHO9R3SG 31TN80 — — 
ee 
; tu to 450 sq ft 5 _t- i riedric — —_— 
12,000 BtuH 450 to 550 sq ft 10.7 208/230V AC —_ LCDI, 6-15P 8500/6800 Amana PTH123G25CXXX  36PT64 PTH123G25AXXX_ —- 386 PT74 
12,000 BtuH 450 to 550 sq ft 10.7 208/230V AC —_LCDI, 6-20P 12,000/9900 Amana PTH123G35CXXX  36PT65 PTH123G35AXXX_ —- 386PT75 
ri 260) bur seb at vod foa— sata — Leb oe —1rogrrS 600 — nto "poe tase —tugy mn cetn Set 
oO tu 590 to 700 sq ft , 6- i riedric 5K5 — — 
14,500 BtuH 950 to /00 sq ft 9./ 208/230V AC —_LCDI, 6-20P 12,000/9900 Amana PTH153G35CXXX 36 PT67 PTH153G35AXXX —- 386PT77 
14,500 BtuH 550 to 700 sq ft 9./ 208/230V AC —_LCDI, 6-30P 17,100/14,000 Amana PTH153G50CXXX  36PT68 PTH153G50AXXX_ —- 386PT78 
Mfr. Item 
Description Model No. Haumeacconsinee VA ERIEDRICH 
Amana® Accessories Al ana 8 = 
Flecttic Subbase, 115/208/230V 15/204 PTSB320E ~3EPTBI Pack d Terminal v 
ectric Subbase, 115 5 vi 
Pectric Subbase, 208 2 a0/265V 30A STERN SorTge ac aget 7 e o onan ot \ Vv ao 
ardwire Kit, 5) Ss 
Mechanical Thermostat D9945801 36PV03 Air Conditioner 2S i | | | 
Non-Programmable Thermostat, 2-Stage " H ; LF 
Heat / 1-Stage Cool or Heat Pump EEA To0n SDE EOS Accessories 
Power Disconnect Switch, 208/230V PSHW03A 36PT92 _. on ss 
Return Air Grille, Aluminum, 16 14 inH x 42 "%2 inWx 1 °%ainD | AGKO1  36PT81_ Find additional wall air conditioner 
Return Air Grille, Metal, 16 1% inH x 42 1342 inW x 1 °%«4 inD SGKO1B  36PT80 ® 
Wall Sleeve, Metal, Beige, 16 1s inH x 42 inW x 14 % inD WS900E3ePT79 accessories on Grainger.com®. No. 36PT82 
Friedrich® Accessories 
Architectural Grille, Beige PXBG 1VXT9 ee 
Architectural Grille, Clear PXAA 1VXU3 , — Se 
Condensate Drain Kit PXDR10__1VXU1 re mw anuaica i. . 
Insulated Wall Sleeve, 16 inH x 42 inW x 13 % inD PDXWSA —_1VXU2 , => 
Power Cord, 230/208VAC, 6-15P PXPC23015A 31TN87 
Power Cord, 230/208VAC, 6-20P PXPC23020A 31TN88 ; — 
Power Cord, 265VAC, 6-15P PXPC26515A 31TN89 a = 
Power Cord, 265VAC, 7-20P PXPC26520A 31TN90 = >= 
Powered Subbase, 265V 30A PXSB26530 6DPW8 a 
Standard Grille, Anodized Silver PXGA 1VXT8 7 
Wired Thermostat, 24VAC/DC EMRT 483F37 
Wired Thermostat, 24VDC RT7 54ZV40 No. 1VXU2 No. 483F37 No. 31TN87 
Wireless Thermostat, 24VDC, 24V DC WRT2 54ZV42 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2993 





Scan. Order. Done. 
Details on page A1. 
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Multizone Ductless Mini-Split 


4 FRIEDRICH 





No. 55MN68 e 
| Indoor Wall-Mount Air Handlers FRIGIDAIRE 
_ — = 208/230VAC area. Multiple air handlers can Friedrich®—New installations 
= Programmable be connected to an outdoor require refrigerant line set, sold 
= Remote control condenser of sufficient capacity separately on Grainger.com®. 
No. 49EP68 Fasten to a wall (typically near to forma multizone mini-split = Seacoast protection 
a 7 y the ceiling) to blow cooled system for cooling more than = WiFi-capable 
" . 8 
= : or heated air intoaroomor one room. 
Cooling Average Heating Cap. Indoor Indoor Indoor Mfr. Item 
ap. Coverage Area - Heat Pump SEER Head Height Head Width Head Depth Brand Model No. 
7,000 BiuH 300 up to 350 sq ft 8,500 BtuH 0 11 in 37 %in 8 in Friedrich Floating Air FPHMWO07A3B _55IMIN68 
9,000 BtuH 350 to 400 sq ft 11,000 BtuH 23 11 %in 33 17%a in 8 1a in Frigidaire FFHPO93WS2 _— 49EP68 
9,000 BtuH 400 up to 450 sq ft 9,500 BtuH 22.5 11 in 37 %in 8 % in Friedrich Floating Air FPHFWO9A3B _ 55IMN69 
12,000 BtuH 450 to 550 sq ft 13,000 BtuH 22 1% in 33 17%a in 8 1a in Frigidaire FFHP123WS2 _ 49EP70 
12,000 BtuH 500 up to 600 sq ft 13,000 BtuH 22 11 in 37 %in 8 %in Friedrich Floating Air FPHFW12A3B _55MIN70 
18,000 BtuH 700 to 1000 sq ft 18,900 BtuH 20 11 %e in 38 1%a in 8 5% in Frigidaire FFHP183WS2 _ 49EP72 
18,000 BiuH 700 up to 800 sq ft 19,000 BtuH 23.3 13 in 48 in 9 Vin Friedrich Floating Air FPHFW18A3B _55IMIN71 
22,000 BtuH 1000 to 1200 sq ft 23,000 BtuH 20 12 1%e in 42 2%a in 9 %a in Frigidaire FFHP223WS2 _‘ 49EP74 
23,500 BtuH 1000 up to 1200 sq ft 26,000 BtuH 21 13 in 48 in 9% in Friedrich Floating Air FPHFW24A3B _55MN72 


Multizone Ductiess Mini-Split Indoor 
Ceiling-Mount Cassette Air Handlers @ FRIEDRICH 


= 208/230VAC Commonly installed in the center of a room within a cutout or drop ceiling. 

= Seacoast protection Multiple air handlers can be connected to an outdoor condenser of sufficient 

= WiFi-capable capacity to form a multizone mini-split system for cooling more than one room. 
= Programmable New installations require refrigerant line set, sold separately on Grainger.com®. 
= Remote Control 





Cooling Average Heating Cap. Indoor Indoor Indoor Mfr. Item 
= ap. Coverage Area -Heat Pump SEER Head Height Head Width Head Depth Model No. 
12,000 BtuH 500upto600sqft 14400BtuH 19 8 Yin 22 Y2 In 22 2 In FPHFC12A3B  55MN61 
No. 55MN61 18, 000 BtuH /00 upto 800sqft 21,200 BtuH 19 14 Yin 33 In 33 In FPHFC18A3B  55MN62 


Multizone Ductless Mini-Split Indoor 
Ceiling-Mount Concealed Duct Air Handlers 4% FRicpRicu 


= 208/230VAC Install within a ceiling, furr down, or soffit. They can be connected directly to a 
= Seacoast protection register or to ductwork. Multiple air handlers can be connected to an outdoor 
= WiFi-capable condenser of sufficient capacity to form a multizone mini-split system. New 

= Programmable installations require refrigerant line set, sold separately on Grainger.com®. 

= Remote Control 











No. 55MNG63 Cooling Average Heating Cap. Indoo Indoor Indoor Mfr. Item 
o- Cap. Coverage Area -Heat Pump SEER Head Height Head Width Head Depth Model No. 
12,000 BtuH 500 upto600sqft 14,400 BtuH 19 22 Vain 42 Vain 11% in FPHFD12A3A  55MN63 
18, 000 BtuH 700 up to 800 sq ft 21,200 BtuH 19 22 Vain 53 in 11 in FPHFD18A3A  55MN64 
a Multizone Ductiess Mini-Split @ FRIEDRICH 
“eos \ Qutdoor Condensers diaclcuan 
No. L = 208/230VAC Friedrich®—New installations require refrigerant 
49EP69 Used as part of a multizone mini-split system along line set, sold separately on Grainger.com®. 
», _ with two or more indoor air handlers. Weather-resistant Seacoast protection 
a. cabinet houses and protects compressor, condenser — _® WiFi-capable 
: coils, and other interior components. Can be roof- =» Programmable 
= = mounted or placed on the ground outside a wall. = Remote Control 
Cooling Average Heating Cap. Outdoor Outdoor Outdoor Mfr. Item 
ap. Coverage Area - Heat Pump SEER Height Width Depth Brand Model No. 
7,000 BtuH 700 up to 800 sq ft 18,000 BtuH 0 26 % in 33 % in 12 “% in Friedrich Floating Air FPHMR18A3A 55MN65 
9,000 BtuH 350 to 400 sq ft 11,000 BtuH 23 21 1%a in 33 % in 12 2%a in Frigidaire FFHP093CS2 49EP69 
9,000 BtuH 1000 up to 1200 sq ft 24,000 BtuH 0 33 in 3/7 % in 13 % in Friedrich Floating Air FPHMR24A3A 55MN66 
12,000 BtuH 450 to 550 sq ft 13,000 BtuH 22 23 '%a in 33 % in 12 2%a in Frigidaire FFHP123CS2 49EP71 
12,000 BtuH 1800 up to 2000 sq ft 36,000 BtuH 0 41 ¥% in 3/7 % in 13 3% in Friedrich Floating Air FPHMR36A3A 55MN67 
18,000 BtuH 700 to 1000 sq ft 18,900 BtuH 20 27 %e in 37 %%a in 15 1%2 in Frigidaire FFHP183CS2 49EP73 
22,000 BtuH 1000 to 1200 sq ft 23,000 BtuH 20 31 4% in 38 3%a in 16 °Vea in Frigidaire FFHP223CS2 49EP75 
28,000 BtuH 1400 to 1500 sq ft 28,400 BtuH 16 31% in 38 1% in 16 %e in Frigidaire FFHP302CQ2 31XL64 
33,600 BtuH 1500 to 2000 sq ft 34,600 BtuH 16 31 4% in 38 1% in 16 %e in Frigidaire FFHP362CQ2 31XL66 
= 2 = = YELLOW 
Mini-Split Tool Kits JACKET 
Mfr. 
Item eat MaRS clientes. arSEey Brand Model No. 
«ni Onli ; eat Pump Manifold, Hoses, Flare Tool, Hex Key Set, Vacuum 
Mini-Split Too! Kit Charge Valve, R410-A Coupler, Torque Wrench, Tube Cutter & Bag Yellow Jacket 60991 21HFO08 
oe ae (5), a Min ee oe 088 =e WA i 7 
wat Ont: ield Locking Caps (4), % in Valve Core Removal Tool, %6 in Male ; 
Mini-Split Too! Kit x % in Female Brass Adapters (2), Flaring Tool, Hex Key Set, JB JB Industries MSKIT1 35X50 
Backpack, Patriot Manifold with R410A gauges, Torque Wrench 
\e) % ( Ve Xx ut in ee Adapters, (4) %6 in Shield Locking 
ai_Oni: aps, (5) %6 in Brass Caps, “6 in High Pressure KOBRA Hose Set, %6 
Mini-Split Too! Kit in Valve Core Removal Tool, Flaring Tool, Hex Key Set, JB Backpack JB Industries MSKIT2 35YX61 
| ' Kia Head Oy Inte eel Maniterd with ee Torque Wrench Kit 
nterchangeable Hea nterchangeable Heads: 17, 22, 24, 26, 2/, 
Torque Wrench Kit 29mm, Release Tool, Blow Molded Case Yellow Jacket 60650 33NT62 
Interchangeable Head (8) Interchangeable Heads: 16, 17, 21, 22, 24, 26, Yellow Jacket 60652  33NT63 





Torque Wrench Kit 27, 29mm, Release Tool, Blow Molded Case 


Find even MORE on Grainger.com® 


No. 21HF08 
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FRIGIDAIRE %@ FRIEDRICH 
Single-Zone Ductless Mini-Split 
Systems with Wall-Mount Air Handler 


= Cooling/Heating, Heat Pump Friedrich®—New installations 
= Programmable require refrigerant line set, sold 
= Remote Control separately on Grainger.com®. 
Include a condenser and a wall- = WiFi-capable 

mount air handler for standard = Seacoast protection 


PHP 
SS ee 





installations. Frigidaire® —25-ft. line set 
included. 
Cooling Average Heating Cap. 

Cap. Coverage Area - Heat Pump SEER Voltage 
9,000 BtuH 350 to 400 sq. ft. 11,000 BtuH 23 208/230VAC 
9,000 BtuH 400 up to 450 sq ft 10,500 BtuH 19.5 115V AC 
9,000 BtuH 400 up to 450 sq ft 10,500 BtuH 22.5 208/230V AC 
12,000 BtuH 450 to 550 sq. ft. 13,000 BtuH 22 208/230VAC 
12,000 BtuH 500 up to 600 sq ft 14,000 BtuH 22 115V AC 
12,000 BtuH 500 up to 600 sq ft 14,000 BtuH 22 208/230V AC 
18,000 BtuH 700 to 1000 sq. ft. 18,900 BtuH 20 208/230VAC 
18,000 BtuH 700 up to 800 sq ft 19,500 BtuH 23-0 208/230V AC 
21,400 BtuH 1000 to 1200 sq. ft. 23,000 BtuH 20 208/230VAC 
23,900 BtuH —_ 1000 up to 1200 sq ft 26,500 BtuH 21 208/230V AC 
28,000 BtuH 1400 to 1500 sq. ft. 28,400 BtuH 16 208/230VAC 
33,600 BtuH 1500 to 2000 sq. ft. 34,600 BtuH 16 208/230VAC 
36,000 BtuH — 1800 up to 2000 sq ft 28,000 BtuH 16.4 208/230V AC 


Pe 
A. Prigoricnw 
* > 
iia , 
—=—_ a_——| = =F : 
No. 43GW91 No. 55MN54 
Indoor Indoor Indoor Mfr. Item 
Head Height Head Width Head Depth Brand Model No. 

11.38' 33.27" O:20° Frigidaire 43GW91 43GW91 
11 %in 33 % in 8 Yin Friedrich Floating Air FPHWO9A 55MN54 
11 %in 33 % in 8 Yin Friedrich Floating Air FPHW093A DOMN56 
11.38" Bonet 8.23" Frigidaire 43GW92 43GW92 
11 %in 33 %/ in 8 Yin Friedrich Floating Air FPHW121A 55IMIN55 
11 ¥%in 33 % in 8 Yin Friedrich Floating Air FPHW123A 55IMN57 
11.81 38.19" 8.82" Frigidaire 43GW93 43GW93 
13 “%in 45 ¥ in 10 in Friedrich Floating Air FPHW183A DOMN5S8 

12.8" 42.44" 9.69" Frigidaire 43GW94 43GW94 
13 % in 45 VY in 10 in Friedrich Floating Air FPHW243A DOMN5S9 
1216 53 %a" 10" Frigidaire 7DH43 7DH43 
12'%e' 53 %a" 10" Frigidaire 7DH44 7DH44 
13 % in 50 % in 10 % in Friedrich Floating Air FPHW363A SOMN60 


4 FRIEDRICH 


Single-Zone Ductless 
Mini-Split System 
with Ceiling-Mount 


Cassette Air Handler 


= 208/230VAC 

= Cooling/Heating, Heat Pump 
= Seacoast protection 

= Programmable 

= Remote control 


Includes a condenser and a ceiling- 
mount cassette air handler for overhead 
installations. The condenser can either 
be roof-mounted or placed on the ground 
outside a wall. 


Fereneicn 












4 FRIEDRICH 


Single-Zone Ductless 





Mini-Split System 9 
with Ceiling or ee 
Wall-Mount 

Concealed-Duct Ri dl | 
Air Handler —aXwWw———— 


= 208/230VAC 

= Cooling/Heating, Heat Pump 
= Seacoast protection 

= Programmable 

= Remote control 

= Internal condensate pump 


Includes a condenser and a concealed ceiling- 
mount air handler that can connect directly to 

a register or to ductwork for delivering air to 
different parts of a room. Air handler installs in 
ceilings, furr downs, or soffits. The condenser can 
either be roof-mounted or placed on the ground 


, outside a wall. 
Average __ Heating Indoor Indoor Indoor 
Cooling Coverage Cap. - Heat Head Head Head Mfr. Item ; Indoor Indoor Indoor 
Cap. Area Pump SEER Height Width Depth Model No. en : ae Heating Cap. seen ees yi neat Ae nen 
36,000  2000to 40,000 ap. overage Area - Heat Pump eig i ep ode 0. 
BiuH 2500sqft  BtuH 19° 11%in 33 %ein 33 %ein C36YJ 22XR61 24,000 BtuH 1400 to 1500 sqft 27,000Btuy 17 11%in 46%sin 173%4in D24YJ 31TPO1 








No. 55MN75 No. 55MN74 


4 FRIEDRICH 


Ductless Mini-Split Accessories 


These accessories are made for Friedrich ductless mini-split air 
conditioners to ensure compatibility and proper function. 


For Universal Ductless Mini-Split Accessories, go to Grainger.com®. 


Mfr. Item 
Description Model No. 
Cassette Grille, For use with Friedrich 
Ductless Cassette Larger BTU FPCG182436 SoMN76 
Cassette Grille, For use with Friedrich 
Ductless Cassette Smaller BTU FPCGO912 SoMIN75 
Wall Controller, For use with All FPWC1 55MN74 


Friedrich Ductless Split Systems 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Ceiling Air 
Conditioner 


= Air-cooled, vented 


Slim top-to-bottom profile fits above 
drop ceilings. Intake and exhaust 
flanges connect to ceiling ducts to 
cool computer rooms, telecom closets, 
offices, and healthcare facilities. Unit 
hardwires into an electrical circuit and 
has built-in mounting brackets for 
attaching to ceiling down rods. 





i 
, On, 








No. 36P688 


Cooling Average Sound Mfr. Item 
Cap. Coverage Area Voltage Level H W D Model No. 
Air Conditioners 
10,500 BtuH 400 to 450 sq ft 115V AC 52dB 15 ¥%in 32in 20in CM12 36P688 
Mfr. Item 
Description Model No. 
Accessories 
Condenser Intake Air Plenum, For Use With Mfr. No. CM12 481769-0221 36P692 
Exhaust Air Flange, For Use With Mfr. No. CM12 481170-0440 36P691 
Millivolt Thermostat, For Use With Classic 40, Classic 60, and CM12 LA484500-3430 36P693 
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Scan. Order. Done. |= 
Details on page A1. 
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FRIGIDAIRE % FRIEDRICH 








Se ee = a a5 
—n Light-Duty Portable Air Conditioners 
. ol a : : : : 
—— = Air-cooled, ducted = Outside venting required 
a » 115V = Window adapter kit included 
No. No. No. : 
39EY94 491949 494.24 Can be wheeled into place to cool a small room or supplement the 
primary air conditioning system in offices, schools, and other areas. 
Require ducting to discharge hot exhaust air to the outdoors. 
Dayton®—Drain hose included. 
ees eet _ oh, Friedrich®—Window slider kit fits vertical and horizontal openings. 
Max. Max. 
Exhaust Supply 
BtuH Cooling Average NEMA Plug Sound No.of Hose Hose Condensate Item 
-DOESACC Coverage Area Configuration Level Speeds Length Length H W D Key Features Tank Capacity Brand No. 
Cooling Only 
3800 100 to 150 sq. ft. OFF 49dBA 3 oui! 17 ft ot Ver 191322" 161%" Remote Control, WiFi-Capable No Tank Frigidaire 5S5KJ59 
4,000 100 to 150 sqft LCDI,5-15P 48/50/51dBA 3 6 ft 6 ft 27'%6in 18'Y%ein 15%6in Programmable, Remote Control 0.4L Frigidaire 491J48 
4,000 100 t0 150 sqft LCDI, 5-15P oodBA 2 ° ft — 27'%ein 13% in 14in Programmable, Remote Control _No Tank Dayton 39EY94 
9,000 100 to 150 sqft LCDI, 5-15P oodBA 2 9 ft = 27'“%ein 13% in 14in Programmable, Remote Control _No Tank Dayton 39EY95 
6,009 150 to 250 sqft LCDI,5-15P 48/50/51dBA 3 6 ft 6 ft 27 '%cein 18'M%6ein 15%6in Programmable, Remote Control 0.4L Frigidaire 491J49 
6,888 150 to 250 sqft LCDI,5-15P  49/51/52dBA 3 6 ft 6 ft 27'%cein 18'%6ein 15%6in Programmable, Remote Control 0.4L Frigidaire 491J50 
7,000 250 to 300 sqft LCDI, 5-15P 55dBA 3 ot _ 27%in 17%in 14% in Programmable, Remote Control No Tank Dayton 39EY96 
7,344 250 to 300 sqft LCDI, 5-15P Not Rated 3 ot Ot 29 Yin 17 ¥% in 16 in Remote Control No Tank Friedrich 494L24 
7,700 250 to 300 sqft LCDI,5-15P  49/51/52dBA 3 6 ft 6 ft 27'%6in 18'V6ein 15%6in Programmable, Remote Control 0.4L Frigidaire 491J52 
Cooling/Heating, Electric Heat 
6,888 150 to 250 sqft LCDI,5-15P 49/51/52dBA 3 6 ft 6 ft 31 %6in 19%6in 16%6in Programmable, Remote Control 0.55L Frigidaire 491J51 
8,397 300 to 350 sqft LCDI,5-15P 49/51/52dBA a] 6 ft 6 ft 31 %6in 19%in 16%6in Programmable, Remote Control Q.55L Frigidaire 491J53 
Cooling/Heating, Heat Pump 
o: 150 100 to 150 sqft LCDI, 5-15P Not Rated 3 6 ft Variable 25 Y%in 17 in 21 Yin Remote Control No Tank Friedrich 454H39 
6,025 150 to 250 sqft LCDI, 5-15P Not Rated 3 6 ft Variable 25 Yin 17 in 21 Y% in Remote Control No Tank Friedrich 454H40 
6,888 150 to 250 sqft LCDI, 5-15P Not Rated I 6ft Variable 31 %in 16 in 21% in Remote Control No Tank Friedrich 467X21 
8,397 300 to 350 sqft LCDI, 5-15P Not Rated a 5 ft 5 ft 29%in 17% in 16 in Remote Control No Tank Friedrich 494125 
Lin ® —_—_——__L_ 
TRIPP-LITE 
— Heavy-Duty Air-Cooled 
No. No. Portable Air Conditioners 
40JZ85 = 43LD80 = 24-hr. timer 
= Provide cool, dehumidified air for cooling people, 
= processes, and equipment. Ideal for rack enclosures, 
network closets, and areas without access to facility 
HVAC. Condensate is re-evaporated for drip-free 
| operation, so no floor drain is required and no water 
a tank needs to be emptied. 
Max. Max. 
Exhaust Supply 
Cooling Average NEMA Plug No.of Hose Hose Mfr. Item 
Cap. Coverage Area Voltage Configuration Speeds Length Length H W D Key Features Brand Model No. 
Air-Cooled Ducted 
10,000 BtuH 100to150sqft 120VAC LCDI, 5-15P 3 6 66f7in — 24%in 11%in 17% in Programmable, Remote Control Dayton 40JZ85 40JZ85 
18,000 BtuH 700to1000sqft 208VAC  1L6-20P 4 10ft 6ft 38'%4in 20 %in 21 4%4in Programmable, Tamper Resistant, Cellular Control Tripp Lite SRCOOL18K 43LD80 
24,000 BtuH 1400 to 1500 sqft 208VAC L6-20P 4 10ft 6ft 38'%4in 20%in 21 4%4in Programmable, Tamper Resistant, Cellular Control Tripp Lite SRCOOL24K 43LD81 
33,000 BtuH 2000 to 2500 sqft 208VAC L6-30P Variable — — 78'%2in 23 3%ain 42 “%64in Programmable, Tamper Resistant, Cellular Control Tripp Lite SRCOOL33K 43ME35 
Air-Cooled Vented 
12,000 BtuH 450 to 550sqft 120V AC LCDI, 5-15P 3 10ft 6f 32%in 12%in 19%in Programmable, Remote Control, WiFi-Capable Tripp Lite SRCOOL12K 6RHW7 
(c KOLDWAVE 


Heavy-Duty Water-Cooled Portable Air Conditioners 
= Ambient temp. range: 70° to 113°F = 2 cooling speeds 
Provide high-capacity air conditioning where no window or outside air source is available. Units connect to 





No. 
4PKR1 a water supply and drain. 18" quick-connect hose included; additional hose kits sold separately. Automatic 
regulating valve shuts off water flow when the compressor is not running. Great for computer rooms, 
medical equipment rooms, and telecommunication equipment rooms. 
Cooling Average NEMA Plug Heating Mfr. Item 
Cap. Coverage Area Voltage Configuration H W D Cap. Model No. 
Cooling Only 
6,300 BtuH  150to250sqft 115VAC LCDI,5-15P 17%in 22%in 12in — _ 5WKO7BEA1AAAO 4PKP3 
10,800 BtuH 400t0 450sqft 115VAC LCDI,5-15P 31%in 25in 10%ein — | 5WK14BEA1AAAO 4PKP4 
16,100 BtuH 550to700sqft 230VAC LCDI,6-15P 28%in 36in 12%in — 5WK18BGA1AAAO 4PKP5 
Mfr. Item 23,000 BtuH 1200to 1400sqft 230VAC LCDI,6-15P 28%in 36in 12¥%in ©— 5WK26BGA1AAAO 4PKP7 
Model No. Cooling/Heating, Heat Pump 
Hose Kits with Quick-Connect Fittings 7,000 BtuH  250to300sqft 115VAC LCDI,5-15P 17%in 22%in 12in 7,800 5WKO7BEA1AAHO 4PKP9 
10 ft 88SA0763504 13M332 10,800 Btuy 400to0450sqft 115VAC LCDI,5-15P 31%in 25in 10%sin 12,000 5WK14BEA1AAHO 4PKR1 
20 ft 88SA0763505 13M330 19,100 BtuH 700to1000sqft 230VAC LCDI,6-15P 28%in 36in 12%in 18,000 5WK18BGA1AAHO 4PKR2 
40 ft 88SA0763506 13M331 27,300 BtuH 1400 to 1500sqft 230VAC LCDI,6-15P 28%in 36in 12%in 26,000 5WK26BGA1AAHO 4PKR4 
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MOVINCOOL. 


The #1 Spot Cooling Solution 


Climate Pro® X and Classic Series— 
Designed to spot cool warehouses, 
manufacturing plants, and outdoor events. 
Also suitable for process cooling and 
moisture removal. 


Heavy-Duty Portable Air Conditioners 


= Air-cooled vented Climate Pro® K Series— 
= Self-contained units are Models are designed for 
easy to install and operate heat-sensitive server 
Provide cool, dehumidified air 'ooms, hospitals, labora- 
for cooling people, processes, tories, schools, and stuffy 
and equipment. They're offices. May be used for 
commonly used to cool emergency backup and 
assembly lines and critical supplemental cooling 


Climate Pro® D Series (Heat Pump)— 
Portable heat pumps feature reversible 
operation to switch between cooling and 








PrOCesses. applications. heating modes for year-round climate 
control in moderate climates. Climate Pro K60 Climate Pro X14 
Cooling Average NEMA Plug Key Heating Mfr. Item 
Cap. Coverage Area Phase Voltage Configuration W OD UH Features Cap. Model No. 
Climate Pro K Series, 3 Speeds 
12,000 BtuH 450 to 550 sq. ft. 1 115VAC LCDI, 5-15P 22" 27" 47" Programmable — Climate ProkK12 542ZV21 
16,800 BtuH 550 to 700 sq. ft. 1 115VAC  LCDI,5-20P 22 27" 47" Programmable —  ClimateProK18  542ZV22 
24,000 BtuH 1400 to 1500 sq. ft. 1 208/230VAC LCDI,6-20P 22° 27" 51' Programmable — Climate ProK24 542ZV23 
36,000 BtuH 2000 to 2500 sq. ft. 1 208/230VAC LCDI,6-30P 31" 55" 53" Programmable — Climate ProK36 54ZV26 
60,000 BtuH 2000 to 2500 sq. ft. 1 208/230VAC 6-50P 31" 55" 64" Programmable — Climate ProK60 54ZV27 
60,000 BtuH 2000 to 2500 sq. ft. 3 460VAC L16-20P 31" 55" 64’ Programmable — Climate ProK63 54ZV28 
Climate Pro X Series, 3 Speeds 
13,200 BtuH 450 to 550 sq. ft. 1 115VAC LCDI, 5-15P 22" 29" 48" Programmable — ClimateProX14 542V24 
24,000 BtuH 1400 to 1500 sq. ft. 1 208/230VAC LCDI,6-20P 22’ 29" 51' Programmable — Climate ProX26 54ZV25 
16,800 BtuH 550 to 700 sq. ft. dl 115VAC  ~=LCDI,5-20P 22" 29" 51" Cellular Control, Programmable — _  ClimateProX20 54ZV31 
Classic Series, 1 Speed 
10,000 BtuH 400 to 450 sq. ft. 1 115VAC LCDI,5-15P 19" 26" 41" — — CLASSIC 10 5JLJ8 
39,000 BtuH 2000 to 2500 sq. ft. 3 220VAC L15-30P 26" 44" 38° Remote Control — CLASSIC 40 5JLJ7 
60,000 BtuH 2000 to 2500 sq. ft. 3 460VAC Hardwired 32" 49" 42" Remote Control — CLASSIC 60 5JLJ4 
Climate Pro D Series (Heat Pump), 3 Speeds Climate Pro D12 § 
10,200 BtuH 400 to 450 sq. ft. 1 115VAC LCDI,5-15P 22" 27" 47" Cellular Control 10,000 ClimateProD12 542ZV29 
15,500 BtuH 550 to 700 sq. ft. 1 115VAC LCDI, 5-20P 22" 27" 51" Cellular Control 13,000 Climate ProD18 54ZV30 


Ceiling Tile Ceiling Tile 
Supply Air Ducts 
WW Y))\\)\\ iy 


Exhaust Air 


12" Cold Air Duct 


Nozzles 


Adaptor 


























Indoor Air if . 
Plenum (©) | = Outdoor 
K&D SEES Plenum | |X & CLASSIC Air Plenum 
SERIES aot” er SERIES No. 5JLJ7 
with = we with Shown with 
Optional Condensate Pump Kit Optional Condensate Pump Kit Optional 
Accessories Accessories Accessories 
X SERIES* CLASSIC SERIES* D SERIES* 
54ZV27 
Mfr. Item  |54ZV21\54ZV22/54ZV23|/54ZV26 54ZV28|54ZV24|54ZV25/54ZV31| 5JLJ4 | 5JLU7 | SJLJ8 (54ZV29|54ZV30 
Description Model No. K12 | K18 | K24 | K36 |K60/63; X14 X26 | X20 C60 | C40 | C10 | DI2 > D8 
Air Ducts, Adapters, and Trim Rings 
Accordion Exhaust Air Duct, 12" Dia. x 10 ft. L LAY45771-0060 DAE93 @ ® 2) e © @ @ e ® 
Accordion Exhaust Air Duct Kit, 16" Dia. x 25 ft. L LAY45820-0010 1VK45 e e 
Accordion Supply Air Duct, 8" Dia. x 25 ft. L LAY45810-0030 1VK44 oe) 
Dual Duct, 5" Dia. 484209-0500 55AC34 ® @ ® 
Duct Adapter 481769-0300 55AC27 
Self Supported Duct, 12" Dia. 481744-0062 55AC35 @ @ ® e @ @ @ ® 
Supply Air Self-Supported Duct, 5" Dia. 481744-0091 55AC32 e @ @ @ @ 
Supply Air Self-Supported Duct, 6" Dia. 481744-0031 55AC33 
Trim Ring, 5" (Fits No. 5E358) 481851-0200 5E360 ® @ & e 
Trim Ring, 6" (Fits No. 5E359) 481851-0210 5E361 @ @ 
Celling Tile Kits 
24 x 24" Ceiling Tile, 12" Dia. LA146373-8280 4YN24 ® 2) e @ © @ @ @ @ 
Ceiling Tile Kit, 12" Dia. 484490-1030 55AC36 @ @ @ 3) e @ e @ 
Ceiling Tile Kit, 16" Dia. 484490-1040 55AC37 ® e 
Condensate Pump Kits 
Condensate Pump Kit, 115VAC 484789-0210 55AC43 @ @ ® © @ 6 
Condensate Pump Kit, 230VAC 484789-0220 55AC44 @ 
Nozzles and Adapters 
Nozzle Adapter Kit, 5" Dia. 481769-0280 55AC25 
Nozzle Adapter Kit, 6" Dia. 481769-0290 55AC26 
Nozzle Kit, 5" Dia. 484209-0480 55AC28 
Nozzle Kit, 6" Dia. 484209-0490 55AC29 
Plenums 
Indoor Air Plenum 484350-1210 55AC47 
Indoor Air Plenum 484350-1330 55AC46 @ 
Outdoor Air Plenum 484350-1160 55AC38 @ @ ® ® 
Outdoor Air Plenum 484350-1170 55AC39 & 
Outdoor Air Plenum 484350-1180 55AC42 @ 
Outdoor Air Plenum 484350-1230 55AC40 @ 
Outdoor Air Plenum 484350-1240 55AC41 @ 
Supply Air Flanges 
Supply Air Flange Kit, 5" Dia. 481170-0450 55AC30 ® 2) @ ® @ ® e @ 
Supply Air Flange Kit, 6" Dia. 481170-0460 55AC31 e @ 
* For more accessories, go to Grainger.com® and search: "movincool accessories". 
Sign in to Grainger.com® to see YOUR Pricing and MORE 2997 
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Evaporative Coolers 


Scan. Order. Done. 
Details on page A1. 





No. 


No. 


39E720 40JJ48 








Portable Evaporative Coolers 





Provide cool, humidi- Blade : preraae at War Gai Pc ae a nl ; ii ' — Min _m 
: wt : la overage Area ow ap. oltage oniiguration opeeds ran oae 0. 
fied air In areas without 1% in 350 sq ft 700 cfm 6.0 gal 120VAC 5-15P 3. 38%in 19%in 11 %in Ultracool CP70 39E720 
combustible vapors, 15 in 2500 sqft 2040/3020 cfm 24.0gal 115VAC 5-15P 2 54%in 33 %in 33 %in WayCool WCG-1HPMFAOSC 5DPW9 
edlistiTh 15 in 2500 sqft 2040/3020 cfm 24.0gal 115VAC 5-15P 54 %in 33 %in 33%in WayCool WC-1HPMFAOSC 5DPW8 
gases, OF dust. ney 16 in 1125 sq ft 5500 cfm  _50.0gal_115VAC 5-15P ‘Variable 59in  40in 24in Portacool  PACJS2401A1  40JJ46 
require regularly draining 17 in 950 sq ft 3100 cfm 10 gal 115VAC  5-15P 3 35in  26in 18in  Hessaire M150 55JR28 
and eleaninatae water 19 in 1600 sq ft 5300 cfm 1Sgal__115VAC _5-15P 3 42in 31in 19in  Hessaire M250 55JR29 
g 24 in 2125 sq ft 9000 cfm 99.0 gal 115V AC b-15P Variable 7O0in 52in  30in_ Portacool PACJS2501A1  —40JJ47 
tank and allowing the 30 in 3000 sq ft 11,000 cfm 33gal_ = 115VAC—5-15P 3 59in  46in  26in _ Hessaire MC92V 55JR30 
saedia to dn thorotiaht 36 in 3125 sq ft 12,500 cfm  60.0gal_ 115VAC  5-15P ‘Variable /7in 63in 30in Portacool PACJS2601A1  40JJ48 
y gnly 48 in 5625 sq ft 22,500 cfm  65.0gal 115VAC  5-20P Variable 90in /8in 36in  Portacool PACJS2701A1  40JJ49 
between uses to prevent Blower Wheel 700 sq ft 2400 cfm _20.0gal_ 115VAC  5-15P Variable 42in 29in  27in  Portacool PACJS2201A1  454G47 
odors and cloaagina from Blower Wheel 900 sq ft 3600 cim 30.0 gal 115V AC 5-15P Variable 50in 29in  2/in  Portacool PACJS2301A1  454G48 
Clogging Blower Wheel 1000 to 1400 sq ft 2100/2800 cfm 6.3gal 120VAC 5-15P 2 32in  22in  22in Dayton 6RJZ4 6RJZ4 
sludge buildup. Blower Wheel 1000 to 1400 sq ft 2376/3800 cfm 10.4 gal 120VAC 5-15P 2  36%in 28%in 28%in Dayton 6RJZ3 6RJZ3 
PORTACOOL. 


Hazardous Location Evaporative Coolers 


WHEN COMFORT COUNTS” 


= 115VAC enclosed containers or systems, but are not normally 
= 1 speed present in concentrations high enough to be ignit- 
No. Orange housing color. Sealed switches, cords, able. Commonly used in chemical plants, refineries, 
454G45 motors, and pumps prevent sparking. Rated for fuel depots, and garages. They require regularly 




















Class 1, Division 2 areas where flammable gases, 
vapors, and liquids are handled or used within 


draining and cleaning the water tank and allowing 
the media to dry thoroughly between uses to prevent 
odors and clogging from sludge buildup. 


Blade Average Air Water NEMA Plug Mfr. Item 
Dia. Coverage Area Flow Cap. Configuration H W D Model No. 
36 In 3125 sq ft 12,900 cfm 45.0 gal Hardwired 7710 63in 29in PACHZ260DAZ 454G45 
48 in 9625 sq ft 22,000 cfm _ 69.0 gal Hardwired 90 in 77in  35in_ PACHZ2/70DAZ  454G46 








Find more on Grainger.com® by searching: portacool parts. 


Portable Evaporative & Misting Cooler Accessories & Parts 


Mfr. Item 
No. SXAR2 No. 43NN86 paracgel Item For Use With Includes Model No. 
Automatic Pump Shutoff Portacool Classic™ Series Wiring Harness with Molex Plug FLOATSWITCH-KIT SXAR2 
Band Mfr. No. PACHR3/01F1 aye 5 — BELROOO1 54ZV10 
asters, ocking, 
Mfr. No. PACHR3601A1 Non-Locking, Hardware PARCSTH360F0 454G60 
Caster Kit ae: No: BEC IeSoTIAT PACJS2301A1 aye FL — PARPACCST310 54ZV17 
r. No asters, ocking, 
PACJS2301A1, PACJS2401A1 Non-Locking, Hardware PARPACCST400 454657 
Cord Wrap Kit Portacool Portable Evaporative Coolers Cord Wrap, Hardware CORD-WRAP-KIT 406W78 
ean Cap 7 og All Portacool® Models = PARPACINJSO06 54ZV18 
an Assembly, Jetstream __ 
. Series, For use with PACJS2401A1 pene es sees 
a? Mfr. No. PAC2K482S, PAC2K3635, PAC2K3615S, 
= Float Assembly PAC2K36HPVS, PAC2K24HPVS, PAC2K16HPVS, Float PARFLTP00001 22D140 
3 3 PAC163SVT, PAC2K163SHD, PACJS1600, 5YMJ3 
:.' Hard Water Treatment Portacool Portable Evaporative Coolers Four Applications per Box PARPACHWTB0O0 454669 
fouver iat Mfr. No. PACJS2201A1 — PARLVRO00200 54ZV15 
Mfr. No. PACJS2301A1 — PARLVROO0300 54ZV16 
No. 22D140 Motor Mfr. No. PAC2KCYC01 _ PARFANC13000 454G65 
No. 54ZV15 Mfr. No. PACHR3601A1 — PARMTRH3600A 454G66 
Mfr. No. PAC163SV1A1, PAC163SVT, 
PACJS1600, PACJS2400, PACJS2401A1, — PARPCD00220A 54ZV20 
Power Cord PACJS2501A1, PACJS2601A1 
Mfr. No. PACHR3/01F1 — PARPCDO00010B 54ZV19 
Mfr. No. PACJUS2701A1, PACHR3601A1 Powercord PARPCD00110A 454G70 
aoe ltr No. NEST las ; — PAC-CVR-24 —10A497 
in Port-A-Cool Models, Mir. No. VP. 
No. 454G65 PAC2K482S and PAC2K48HZ EAVES ean 
Mfr. No. PACCY120GA1, PAC2KCYC03, PACCYC02 Black Vinyl! Protective Cover PAC-CVR-C2 —_ 10A496 
Mfr. No. PACHR3601A1 — PARCVRH36000 54ZV12 
_ > == Braicnue Cover Mfr. No. PACHR3/01F1 Black Vinyl Protective Cover © PARCVRH3/000 49XNO03 
Mfr. No. PACJS2201A1 — PARCVRJ22000 54ZV13 
No. 54ZV20 Mfr. No. PACJS2301A1 — PARCVRJ23000 54ZV14 
Mfr. No. PACJS2401A1 Black Vinyl Protective Cover | PARCVRJ24000 49XN04 
No. 54ZV14 Mfr. No. PACJS2501A1 Black Vinyl Protective Cover © PARCVRJ25000 49XNO05 
. Mfr. No. PACJS2601A1 Black Vinyl Protective Cover | PARCVRJ26000 49XN06 
Mfr. No. PACJS2701A1 Black Vinyl Protective Cover © PARCVRJ27000 49XNO7 
Psu 29-30 Capacitor Mfr. No. PAC2KCYCO1 Capacitor CAPACITOR-01 5PWU5 
: fa Pulley ae: No. PACOY 068 — FAN-ACC-14 54ZV11 
; r. No. . : : 
me Set PACCYG02, PACCYC03, PACICYCO4 Control Panel, Hardware CTRL-2SPD-01 SPWU8 
WayCool 
No. 5PWU5 No. 5DPX5 Water Conditioner Tablet Any Evaporative Cooler (1) Tablet WC-CTAB oDPX5 
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GRAINGER CHOICE” HVAC & REFRIGERATION 
Find the wf. Find Solutions. Find Great Prices. Evaporative Coolers 


$9 BREEZER 


MOBILE COOLING 


Power Breezer® 
Portable Misting Coolers 


= 1 HP, 1750 rpm 

= Variable speed 

= Oscillating head 

= Integrated water tanks 

= OSHA-compliant wire guards 


Durable cooling fans can reduce heat-related injuries and 
improve productivity. Models can reduce temperatures by up to 
27°F by circulating atomized water vapor without getting users 
or equipment wet. Can be used outdoors and in partially covered 
environments. These wheeled coolers have no evaporative pads 
to change out, but require regularly draining and cleaning the 











No. 55MU73 











water tank to prevent odors and clogging from sludge buildup. No. 44Z2C63 No. 55MU72 Ducting Only 
Blade Air Water Cord Mfr. Item 
‘ Description Dia. Flow Voltage Cap. H W Length Std. Model No. 
oolers 
1000/14,000 cfm —_110V AC 85.0 gal 70in 29%in  25ft. ETL US/CAN PB10-A-06-B 447070 
Power Breezer® 23 in 1000/14,000 cfm —110V AC 85.0 gal 7Oin 29%in  25ft. ETL US/CAN, Mil-STD-810G PB10-A-1B 447071 
1000/14,000 cfm = 220V AC 85.0 gal 70in 29%in 25ft. | ETLUS/CAN, CE, Mil-STD-810G PB20-A-1B 447063 
Power Breezer® Max 23 Yin 14,000 cfm 110V AC 80.0 gal 73 Yin 29 %in — — PB10-MAX-06-B_  55MU72 
Mfr. Item 
Description Model No. 
Ducting 
For Power Breezer models PB10-A-06B, PB10-A-1B, PB10-A-BL PB20-A1B: Includes Reducer, 10 ft. of Ducting PB600-005-01 447E28 
For Mfr. No. PB10-A-06-B, PB10-MAX-06-B; Includes Mounting Straps 600-070-A 99MU73 
PORTACOOL. pry yGaainceR 
Mitr item “Scorer cours APPROVED 
H W D Replaces Part No. Model No. Hy H H 
in in in obe PM- . - = 
z3in 40in 12in Adobe PM-120 PADI20 —4YCi7 Evaporative Cooling Media 
in in in obe PM- 
99 ¥, i ay, i Sin Champion/Essick AUATO ADATO/ASATO $1700-S/D PAD3O4 a¥C30 pee aes eee ee eae 
6 in 4 in in ampion/Essic - ; 
99%in 40 in 8 in Phoenix Aerocool 5-4-44 PAD4444v¢35_~« commercial evaporative coolers. It's compatible 
a Z in ae i 4 in Champion ssiek ziti it te coy PRCN 6600 zu aVC22 with specific evaporative cooler brands and series 
6 in 4 in in ampion/Essic Sa 
36%4in 44 Vain 12 in Champion/Essick AS/AD 10012B PAD123.4vc15__‘'Or replacing media in portable, window, and ducted 
44 % in 48 in 8 in Industrial M/C PM-400 PAD400 4YC19 coolers. Find more evaporative cooling media on 
44 in 48 in 12 in Industrial M/C PM-500 PAD500 4YC20 Grainaer.com® 
46 % in 48 in 8 in Champion/Essick AS/AD 150B PAD808 4YC42 ger. : 
46 ¥ In 48 In 12 In Champion/Essick AS/AD 15012B PAD124 4YC16 
GA, Kraft Paper 
23 in 40 in 8 in Adobe PM-100 AKAZ5 4KAZ5 
23 in 40 in 12 in Adobe PM-120 AKAZ7 4KAZ7 
28 in 40 in 8 in Adobe PM-200 AKAZ6 4KAZ6 
28 in 40 in 12 in Adobe PM-220 AKAZ8 4KAZ8 
29 Yin 41 Yin 8 in Champion/Essick AUA70 ADA70/ASA70 S1700-S/D AKAY9 4KAY9 
29 % In 40 in 8 in Phoenix Aerocool 5-4-44 AKCA2 4KCA2 
30 % in 36 in 4in Champion/Essick PRCN 8600 PRCN 7000 PRCN 6600 AKAY8 AKAY8 
36 % in 44 Yin 8 in Champion/Essick AS/AD 100B AKAZ1 4KAZ1 
44 in 48 in 8 in Industrial M/C PM-400 A4KAZ9 4KAZ9 
44 in 48 in 12 in Industrial M/C PM-500 4KCA1 4KCA1 
46 % in 48 in 8 in Champion/Essick AS/AD 150B 4KAZ3 4KAZ3 
46 % in 48 in 12 in Champion/Essick AS/AD 15012B AKAZ4 4KAZ4 
H W D Replaces Part No. For Use With Model No. 
Portacool® OEM Replacement Media, Plant-Based Fiber 
20 in 13 in 13 in Portacool PAC2K24 Mfr. No. PACJS2201A1 PARKULJ22000 454653 
20 in 13 in 13 in Portacool PAC2K24 Mfr. No. PACJS2301A1 PARKULJ23000 454654 
24 in 6 in 12in _ Portacool PARKULJ24000 Mfr. No. PACJS2401A1 PARKULJ24000 —_ 49XNO09 
36 in 12 in 6in _ Portacool PARKULJ25000 = Ui ae a i - PARKULJ25000  —- 49XN10 
; r. No. 
48 in 12 in 6in — Portacool PARKULJ26000 PAC2K363S, PAC2K36HPVS PARKULJ26000 49XN11 
60 in 12 in 6in _ Portacool PARKULJ27000 Mfr. No. PACJS2701A1 PARKULJ27000 49XN12 * vn 
61 in 13 in 19 in —_ Portacool PARKULH37000 Mfr. No. PACHR3701F1 PARKULH37000 —_ 49XNO08 
* Package of 6. No. 4KAY8 





PORTACOOL. * GRAINGER 


HENUEON FO Ra 1eDUNTES APPROVED 
Agriculture/ 
. PORTACOOL® GA 
Horticulture Mtr. Hem Pig. Mt. tem Ph. 
= H W D Model No. Qty. Model 0. ty. 
Evaporative 36in  12in 6in | KUVO061236KO0C 552233. 5 | —  4KCAQ9 5 
: 7 36 in 12in 6in | KUVO61236KD1A 552z734 * 32. —  4KCC1 * 1 
Cooling Media 48 in 12in 4in | KUVO41248MD1A 552230 * 24. —  4KCC6 5 
48 it 12 iy 6 in} KUVOBTDASKDIA 582235 * 16 aKGAY 
48 in 12in  6in 552235 * —AKCA7 5 
= Kraft paper 48in12in  6in = = ==) — acne 4 
Aercutue and orice BAB Bf a 
: . : in in in 5 * — i 
evaporative cooling media 60 in 12in 4 in | KUVO41260MD1A 552231 * 24 9 — —4KCC4_— 5 
Provides 10d en ars BOI Tot 6 KUVOSTZ6OKDTA S827 = —16-| aR 
i | | | — 
environments. These evapora- 60 in 12in 6in | KUVO61260KO0C 552736. 5 | — 4KCAS5 5 wo. akecd 
ve pads are commonly used in Fa eo = — 
. . 72 in in in 7 55 5 —  4AKCA4 * 
greenhouses, swine and dairy 72in12in Gin | KUVOG1272KD1A 552239 * 16 | —  4KCA3 5 yee 
barns, and poultry houses. * Black edge coating. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 2999 





HVAC & REFRIGERATION Scan. Order. Done. |= (fF; 
Evaporative Coolers Details on page Al. 


Selecting the Right Size Cooler 


Evaporative cooling for residential use is typically limited to lower humidity Coolers can be used across the U.S. to filter intake air in laundries. They are also 
areas and works best when the dew point is less than 50°F. Coolers are up _— excellent in makeup air applications in every state, and they are commonly used 
to 75% more economical than refrigerated air conditioning, making them in agricultural and greenhouse operations. 


an ideal source of cooling in western and southwestern regions of the U.S. —_ Note: Square footages are 8-ft. ceiling heights and are approximations only. Assume an 80°F 
desired room temp. Since cooling requirements can vary, contact your salesperson if additional 
information is needed 
Ind. Std. He Motor Approximate Square Footage Cooledt 
HP A B C 


6500 ARNPG/4RNP7/YAEG/2YAE7 2400 2600 

1. Select the area (A, B, or C) where 6500 4RNR1/4RNR2/2YAF1/2YAF2 80( 2200 
you live from map. ARNN9/4RNP3/2YAD9/2YAE3 
A4RNP8/4RNP9/2YAE8/2YAE9 
2. Choose the approximate square footage ARNR3/4RNR4/2YAF3/2YAF4 
you d like to cool from the chart. 4500 4RNP1/4RNP4/2YAE1/2YAE4 


3. Buy the model that best matches ; SENG aUs 


your square footage. ~ 4000 ARNN7/2YAD7 
0( 4RNP2/4RNP5/2YAE2/2YAE5 
4RNN8/2YAD8 
* Ind. Std. Rating is a numerical rating for comparing similar models and sizing 
purposes. ¢ Static pressures, vaulted ceiling, heat load, etc., can dramatically reduce the 
approximate square footage cooled in this chart. 








* ' Average Air Item 
ESSICKS:= Coverage Area Flow H W D Brand No. 
ws Drive Package With Motor Not Included 
M iti | .-Int t Down Discharge 
LI ip e e 600 to 1100 sq ft 3000 cfm 33 “cin 28 in 28 Vs in Essick Air 2YAE2 
R = dl ii [ D f al ; 700 to 1200 sq ft ~ 4400 to 4900 cfm —34%in 34 Bin 34 Yin Essick Air 2YAE1 _ 
esiaentiai vucte 1300 to 1600 sq ft 5500 to 6500 cfm 42 The in 39 in 39 in Essick Air 2YAD9 
7 Side Discharge 
Evaporative Coolers 500 to 700 sq ft 3000 cfm 33 Tie in 28 Vain 28 Vain Essick Air 2VAE5 
as : 700 to 1200 sq ft 4100 to 4600 cfm 34 Vin 34 ¥% in 34 ¥% in Essick Air 2YAE4 
Distribute cool air throughout a home. 1200 to 1800 sq ft 5500 to 6500 cfm 42 Te in 39 in 39 in Essick Air 2VAE3 
Units have multiple inlets to draw in 1 SPEED |1 SPEED|2 SPEED |2 SPEED|2 SPEED 
air. Media fits at the inlets to provide a 115/230VAG) 115VAC | T1SVAC | 120VAC | 230VAC 
ae ; Average Air Pad Operating Item Item Item Item Item 
sufficient wet surface area for cooling Coverage Area Flow Thickness HP —H WwW D Weight Brand No. No. No. No. No. 


warm air. Units are typically used to Drive Package With Motor Factory Installed 
Down Discharge 








replace multiple-inlet coolers in older =— 4999 i9 1400 sq ft 3800 cfm Din hp 28%in 28in 28in 173lb Dayton| — — | — |4RNP2| — 
installations. No. 453D81 includes a 1000 to 1400 sqft 4800 cfm 2in hp 35%in 34in 34in 249|b Dayton — _ — |4RNP1; — 
thermostat. Find Residential Ducted 1400 sq ft 6800 cfm 2in Y%hp 42Y%in 37in 37in 295.4lb Dayton _— — — 4RNNQ _ 
1800 sqft _3150to 3970cfm = 4in “hp 30%in 41 %in 41 %in 300lb EssickAir — — (453080) — — 
Evaporative Cooler Accessories on 1800 sqft _3150to 3970cfm =4in %hp 30%in 41 %in 41 %in 300lb EssickAir — — (453081) — — 
Grainger.com®. Side Discharge 
: 1000 to 1400 sqft 4800. cfm 2in “hp 35%in 34in 34in 262.41b Dayton — — — |4RNP4; — 
1400 sq ft 3800 cfm 2in %hp 28%in 28in 28in 172lb Dayton — — — |4RNP5) — 
1400 sa ft 6800 cfm 2in %hp 42%in 37in 37in 326.3lb Dayton — — — |4RNP3) — 
Drive Package With Motor Included, Requires Assembly 
Down Discharge 
600 to 1100 sq.ft. 3000 cfm 2in We 33%6 28%" 28%" 175lb EssickAir — 7AC45 | 7AC44 | — — 
1200 sq. ft. 4400 cfm 2in % 34%" 34%" 34%" 2331lb EssickAir  — 7AC51 | 7AC50 )  — — 
1200 sq. ft. 4900 cfm 2in % 34%" 34%" 34%" 2331b EssickAir 7AC46 | 7AC49 | 7AC48 | — | 7AC47 
1600 sq. ft. 5500 cfm 2in % 42%6' 39" 39° 3091b EssickAir 7AC52 — | 7AC57 | —_ | 7AC56 
1600 sq. ft. 6500 cfm 2in % 42%6 39" 39° 3091b EssickAir — 7AC55 | 7AC54 | — | 7AC53 
Side Discharge 
700 sq. ft. 3000 cfm 2in Ve 33%6' 28%" 28%" 193lb EssickAir — 7AC30 | 7AC29 | — — 
1200 sq. ft. 4100 cfm 2in Ye 34%" 34%" 34%" 269lb EssickAir  — — | 7AC35 > — — 
1200 sq. ft. 4600 cfm 2in % 34%" 34%" 34%" 269lb EssickAir 7AC31 | 7AC34 | 7AC33 | — | 7AC32 
1800 sq. ft. 5500 cfm 2in % 42%6 39" 39° 357 1b EssickAir. 7AC37 | 7AC43 | 7AC42 | — | 7AC41 
No. 2YAE5 1800 sq. ft. 6500 cfm 2in % 42%6 39" 39° 3571b EssickAir — 7AC40  7AC39 | — | 7AC38 
ss 157208. |. 208. 
5 . : 
CHAMPION 230VAC | 230/460VAC 
Average Air Pump Operating Item Item 
Multi le-Iniet Coverage Area _—‘ Flow HP Voltage 4H W D Weight No. No. 
p Drive Package With Motor Included, Requires Assembly 
H Down Discharge 
Commercial Ducted 4000 sq.ft. 8500cfm 1 115 53% 41%" 41%"  403lb | 7K592 — 
7 4000 sq.ft. 8500cfm 1 230 53% 41%" 41%"  403lb | 7K593 — 
Evaporative Coolers =a 10,000 sq. ft. 16,000cfm 2 115 61% 62° 62"  9401b = 7K576 
‘1 ee 10,000 sq. ft. 16,000cfm 2 230 61% 62° 62" 940\b — 7K577 
= 2" pad thickness 10,000 sq.ft. 18,000cfm 3 115 61% 62" 62” 979lbh | — 7K578 
Multiple inlets create high cooling capacity for large buildings. Their slim rt an Sq. f ot aan om 3 a a rf oe of oe . = me 
: . : : at : ; Sq. crm J To D174 4 OZ Joo ld | — 
media fits at the inlets to provide a sufficient wet surface area for cooling 10.000sa. ft. 21,000cim 5.230. 614" 62" 62" 983 Ib — 7K581 
warm air drawn into the cooler. Units with drive motor package are 1-speed ~ 4000sq. ft. 7500cfm % 115 53% 41% 41%  3981b 7K588 7K590 
and include motor, pulley, pump, and float. Find Commercial Ducted Sale Disa 700 cim  % 230 53%" 41%" 41%" 398 Ib | 7K589 7K591 
‘ , P lae Discharge 
Evaporative Cooler Accessories on Grainger.com®. 4000 s4, aa 8500cim 1115 535% AA ABS Ib 7K598 — 
Average Air Item 4000 sq. ft. 8500 cfm ss 1 230) 3 =53%" 41%" 414%" 455 Ib 7K599 —_ 
Coverage Area Flow H Ww D No. 10,000 sq.ft. 16,000cfm 2 115 61%" 62" 62" 1044 Ib _ 7K582 
Drive Package With Motor Not Included 10,000 sq.ft. 16,000cfm 2 230 61%" 62" 62" 1044 Ib _ 7K583 
Down Discharge 10,000 sq. ft. 18,000cfm 3 115 61%" 62" 62" 1083 Ib _— 7K584 
2000 to 4000 sqft 7500to08500cfm 53%in 41%in 41 %in  5FTT6 10,000 sq. ft. 18,000cfm 3 230 61% 62" 62"  1083Ib — 7K585 
4000 to 10,000 sqft 14,000 to 21,000 cfm 61%in  62in 62in _5FTT4 10,000 sq. ft. 21,000cfm 5 115 61% 62" 62"  1087/Ib — 7K586 
Side Discharge 10,000 sq.ft. 21,000cfm 5 230 61%" 62" 62" 1087 Ib _— 7K587 
2000 to 4000 sqft 7500to 8500cfm 53%in 41%in 41 %in  5FTI7 4000 sq.ft. 7500cfm % 115 53% 41%" 41%" 451\lb | 7K594 7K596 
4000 to 10,000 sqft 14,000to 21,000 cfm 61%in  62in 62in _5FTT5 4000 sq.ft. 7500cfm % 230 53% 41%" 41%" 451lb | 7K595 7K597 
3000 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
ear L| 








GRAINGER CHOICE” HVAC & REFRIGERATION 
Find the wf. Find Solutions. Find Great Prices. Evaporative Coolers 


Single-Iniet Residential Ducted Evaporative Coolers 


Hold thicker media than multiple-inlet coolers, which increases contact time with the warm input air for 
more thorough evaporation. These coolers are used in new installations and as replacements for existing 
single-inlet coolers. Find Residential Ducted Evaporative Cooler Accessories on Grainger.com®. 








Average Air Pad Item 
Coverage Area Flow Thickness H W D Brand No. 
Drive Package With Motor Not Tac 
Down Discharge 
1600 sq ft 4000 to 5000 cfm 8 in 28 In 42 in 45 in Mastercool 2YAF3 
1600 sq ft 4000 to 5000 cfm 12 In 28 In 42 in 49 in Mastercool 2YAE8 
2200 sq ft 5400 to 7000 cfm 8 in 34 % in 42 in 48 in Mastercool 2YAF1 
2200 sq ft 5400 to 7000 cfm 12 In 34 ¥% In 42 in 52 In Mastercool 2YAE6 se . 
Side Discharge No. 2YAE9 
1600 sq ft 4000 to 5000 cfm 8 in 28 In 42 in 45 in Mastercool 2YAF4 
1600 sq ft 4000 to 5000 cfm 12 In 28 In 42 in 49 in Mastercool 2YAE9 
2200 sq ft 5400 to 7000 cfm 8 in 34 ¥% In 42 in 48 in Mastercool 2YAF2 
2200 sq ft 5400 to 7000 cfm 12 In 34 % In 42 in 52 In Mastercool 2YAE7 
1SPEED | 1SPEED | 2SPEED | 2SPEED | 2 SPEED 
115/230VAC, 115VAC 115VAC 120VAC 230VAC 
Average Air Pad Operating Item Item Item Item Item 
Coverage Area Flow Thickness HP H W D Weight Brand No. No. No. No. No. 


Drive Package With Motor Factory Installed 
Down Discharge 














1000 to 1400 sq ft 4800 cfm 12 in Ya hp 27 Yin 42 in 47 in 260.1 Ib Dayton — — — 4RNP8 — 
1400 sq ft 6800 cfm 8 in 1 hp 32 % in 42 in 43 in 260.1 Ib Dayton — _— — 4RNR1 — 
1400 sq ft 6800 cfm 12 in 1 hp 32 % in 42 in 47 in 299.3 Ib Dayton — — — 4RNP6 — 
1800 sq ft 9000 cfm 8 in 34 hp 28 In 42 in 45 in 233 Ib Mastercool _ _ 19R761 _ _ 
1800 sq ft 2000 cfm 12 in Ya hp 28 In 42 in 49 in 263 Ib Mastercool — —_ 19R760 — _ 
2300 sq ft 7000 cfm 8 In 1 hp 34 % In 42 In 48 In 269 |b Mastercool _ _ 19R758 _ _ 
2300 sq ft 7000 cfm 12 In 1 hp 34 % In 42 in o2 In 306 Ib Mastercool _ _— 19R759 _ _ 
Side Discharge 
1000 to 1400 sq ft 4800 cfm 12 in 4 hp 27 Yin 42 in 47 in 260.1 Ib Dayton — — — 4RNP9 — 
1400 sq ft 6800 cfm 8 in 1 hp 32 % in 42 in 43 in 260.1 Ib Dayton — — — 4RNR2 — 
1400 sq ft 6800 cfm 12 in 1 hp 32 % in 42 in 47 in 260.1 Ib Dayton — — — 4RNP7 — 
1800 sq ft 2000 cim 8 in 34 hp 28 In 42 in 45 in 233 |b Mastercool —_ —_ 19R765 _ _ 
1800 sq ft 2000 cfm 12 In ¥4 hp 28 In 42 in 49 in 263 Ib Mastercool _— — 19R764 — — 
2300 sq ft 7000 cfm 8 In 1 hp 34 % In 42 in 48 in 269 |b Mastercool — —_ 19R763 — — 
2300 sq ft 7000 cfm 12 In 1 hp 34 % In 42 in 02 In 306 Ib Mastercool — — 19R762 — — 
Drive Package With Motor Included, Requires Saab 
Down Discharge 
1600 sq. ft. 4000 cfm 8 in Vs 28" 42" 45" 227 Ib Mastercool _— 7TAA70 7AA69 — — 
1600 sq. ft. 4000 cfm 12 in V3 28" 42" 49" 29/7 |b Mastercool — 7TAC08 7AC07 — — 
1600 sq. ft. 4400 cfm 8 in VY 28" 42" 45" 227 |b Mastercool TAA62 TAA68 7AA67 — 7AA66 
1600 sq. ft. 4400 cfm 12 in Yo 28" 42" 49" 29/7 |b Mastercool 7ACO0 7AC06 7AC05 — 7AC04 
1600 sq. ft. 5000 cfm 8 in Ya 28" 42" 45" 22/7 |b Mastercool _— 7TAA65 7AA64 — 7AA63 
1600 sq. ft. 5000 cfm 12 in Ya 28" 42" 49" 29/7 |b Mastercool — 7TAC03 7AC02 _— 7ACO1 
2200 sq. ft. 5400 cfm 8 in 2 345%" 42" 48" 263 Ib Mastercool 7AA81 7AA90 7AA89 — 7TAA88 
2200 sq. ft. 5400 cfm 12 in VY 34%" 42" 52. 300 Ib Mastercool 7AC19 7TAC28 7AC27 — 7AC26 
2200 sq. ft. 6000 cfm 8 in Ya 34%" 42" 48" 263 Ib Mastercool — 7TAA87 7AA86 — 7AA85 
2200 sq. ft. 6000 cfm 12 in Ya 34%" 42" 52. 300 Ib Mastercool — 7AC25 7AC24 — 7AC23 
2200 sq. ft. 7000 cfm 8 in 1 345%" 42" 48" 263 Ib Mastercool TAA82 _— 7TAA83 — 7AA84 
2200 sq. ft. 7000 cfm 12 in 1 34%" 42" 52 300 Ib Mastercool 7AC20 — 7AC21 _— 7AC22 
Side Discharge 
1600 sq. ft. 4000 cfm 8 in 3 28" 42" 45" 22/7 Ib Mastercool — 7AA61 7AA60 — — 
1600 sq. ft. 4000 cfm 12 in % 28" 42" 49" 25/7 |b Mastercool — 7TAA99 7AA98 — 
1600 sq. ft. 4000 cfm 12 in % 28" 42" 49" 20/7 |b Mastercool 7AA91 TAA97 7AA96 — 7AA95 
1600 sq. ft. 4400 cfm 8 in YZ 28" 42" 45" 22/7 |b Mastercool 7TAA53 TAA59 7TAA58 _— 7AA57 
1600 sq. ft. 4400 cfm 8 in Ya 28" 42" 45" 227 Ib Mastercool — 7AA56 7AA55 — 7AA54 
1600 sq. ft. 4400 cfm 12 in Va 28" 42" 49" 29/7 |b Mastercool _— 7TAA94 7AA93 — 7TAA92 
2200 sq. ft. 5400 cfm 8 in 2 345%" 42" 48" 263 Ib Mastercool TAAT1 7TAA80 7AA79 _— 7AA78 
2200 sq. ft. 5400 cfm 12 in Yo 34%" 42" 52 300 Ib Mastercool 7ACO9 7TAC18 7AC17 — 7AC16 
2200 sq. ft. 6000 cfm 8 in Ya 34%" 42" 48" 263 Ib Mastercool _— TAAT7 7AA76 — 7AA75 
2200 sq. ft. 6000 cfm 12 in Va 34%" 42" bz. 300 Ib Mastercool — 7AC15 7AC14 _— 7AC13 
2200 sq. ft. 7000 cfm 8 in 1 345%" 42" 48" 263 Ib Mastercool TAAT2 — 7TAA7T3 — 7AAT4 
2200 sq. ft. 7000 cfm 12 in 1 34%" 42" 52" 300 Ib Mastercool 7AC10 — 7AC11 — 7AC12 
_&S Mosweeg “Baa ; 
ESSICK2:22 = cuarion No. 49LW87 No. 35LX47 
Window iaaniie Coolers E ul 
= 2" pad thickness | | 
Units pull in warm outdoor air, pass it through wet media to 
remove heat, and blow out the cooled air. At the end of the F 
cooling season, these coolers can be drained and their media 
can be dried out for long-term storage. Units require no connec- 
tion to ductwork, sheet metal cutting, or grille assembly. 
Average Air Evaporative Water No. of Operating Mfr. Item 
Coverage Area Flow HP _ Cooler Voltage Cap. Speeds H W D Weight Brand Model No. 
Window Evaporative Coolers 
400 to 600 sq ft 2800 cfm Ye hp 115V AC 3.6 gal 2 24 in 27 in 17 in 105 Ib Essick Air N28W 2YAD8 
600 to 1100 sq ft 4000 cfm ¥ hp 115V AC 11.0 gal 2 34 % in 34 ¥% in 41 Vein 214 |b Champion RWC44 55ET79 
1000 sq ft 3200 cfm Y hp 115V AC 2.0 gal 3 46 Vin 33 % in 22 Yin 115.05 Mastercool MCP44 39E721 
1000 sq ft 4800 cfm Y hp 115V AC 15.0 gal 2 35 % in 34 in 43 Vain 262.4 |b Dayton A4RNNG6 4RNN6 
1000 to 1400 sq ft 2800 cfm Ye hp 120V AC 6.3 gal 2 27 in 22 in 31 in 95.9 Ib Dayton ARNN8 4RNN8 
1000 to 1400 sq ft 3800 cfm Y hp 115V AC 10.4 gal 2 28 % in 28 4 in 38 “%e in 180.8 Ib Dayton A4RNN7 4RNN7 
1200 to 1600 sq ft 4700 cfm Y hp 115V AC 9.3 gal 2 34 % in 34 ¥% in 34 ¥% in 249 |b Essick Air RN5O0W 2YAD5 
1400 sq ft 4200 cfm Y hp 115V AC 13.5 gal 2 34 % in 34 ¥% in 34 ¥% in 246 |b Essick Air RN46W 54XH55 
2000 sq ft 4000 cfm Y hp 115V AC 2.0 gal 3 46 Vin 33 % in 22 Yin 100 Ib Mastercool MCP59 49LW87 
Item 
Item For Use With Includes No. 
Accessories 
BTEC ener Mfr. No. MCP44, MCP44E, = Sol X40 
Purge Pump Kit Pump, Pump Bracket, Hose Kit, Screw or Mount Bracket, Instruction Sheet 35LX47 


Sign in to Grainger.com® to see YOUR Pricing and MORE 3001 








HVAC & REFRIGERATION 
Ice Machines 













Scan. Order. Done. 
Details on page A1. 












Ice Ice 
Production Storage Cube Condenser Overall Overall Overall Mfr. Item 
perDay Cap. Type Cooling Voltage Height Width Depth Model No. 
Ice Maker, Built-In Undercounter, Office Use 
53 lb. 25lb. Gourmet Air 115V 33%" 1434" 2254" SMS50A-161 458J81 
Ice Makers, Built-In Undercounter 
60 lb.  30lb. Dice Air 115V. 36" 19146" 227%." UDEO065A-161 45882 
95 lb. 30lb. Dice Air 115V____36" 19146" 227%." UDEO080A-161 458J83 
139 |p, 90 1b.__Dice Air T15V_ 3810" 26" 28" UDFO140A-161 458J84 
- 90 lb. Half Dice Air 115V__ 3814" 26" 28" UYFO140A-161 458J85 
No. 458K09 198 pb. 901d. Dice Air 115V__ 381" 26" 28" UDFO190A-161 458J86 
- “90 1b. Half Dice Air T15V___ 3814" 26" 28" UYFO190A-161 458J87 
80 lb. Dice Air T15V___383%s" 26" 28" UDFO240A-161 458J88 
995 |b, 80 lb. Dice Water_115V 384%" 26" 28" UDFO240W-161 458/89 
- ~801b. Half Dice Air T15V__38'%o" 26" 28" UYFO240A-161 458J90 
80 Ib. Half Dice Water 115V 3812" 26" 28" UYFO240W-161 458J91 
100 Ib. Dice Air T15V__3812" 30" 28" UDFO310A-161 458J92 
304 |p. _100lb. “Dice Water T15V_38 6" 30" 28" UDF0310W-161 45893 
ig-anagad 100 Ib. Half Dice Air T15V__ 381%" 30" 28" UYFO310A-161 458J94 
; T00 Ib. Half Dice Water 115V 3874" 30" 28" UYFO310W-161 458J95 
No. Ice Makers, Modular Heads, High Capacity 
458K22 — Dice Air 115V 16%" 30" 24%" |DFO300A-161 458J96 
>. x 310 |b. ——__, Dice Water 115V_162" 30" 242" IDFOS00W-161 45897 
—~ Manitowoc - ————~Half Dice Air T15V__ 16%" 30" 24%" TYF0300A-161 458J98 
—~Half Dice. Water 115V 16%" 30" 2414" IYFO300W-161 458J99 
. 430Ib....— Dice Water 115V 21%" 30" 24" |DTO450W-161 458K10 
Commercial 4541b...— Dice Water 115V 211%" 22" 2414" |DT0420W-161 458K02 
é 460 |b. .— HalfDice Air 115V 21%" 29" 94%" |YT0420A-161 458K03 
Ice Machines —~ Dice Air 115V__21%" 29" 941%" |DT0420A-161 458K01 
j 470 lb. — — Dice Air 115V_ 21%" 30" 24" _IDT0450A-161 458K09 
Bins and —~ Half Dice Water 115V 21%" 30" 24" |YTO450W-161 458K12 
j 490 |b. Half Dice Air T15V21%" 30" 24" TYT0450A-161 458K11 
= - ———~Half Dice Water 115V.21%" 22" 24%" |YTO420W-161 458K04 
Dispensers 530 Ib. — Dice Water ‘115V__21%5" 22" 2414" IDTO620W-161 458K06 
=» Gourmet: hard. clear 960 Ib. = race Wer Hey stip 55 sae TOGO Et TeaRtG 
: — 9 9 - 
8-sided 134" cubes 575 1b. — HalfDice Air 115V_— 21%" 22" 944" IYT0620A-161 458K07 
632 lb. .— Dice Air _208/230V 21%" 30" 2414" |DT0750A-261 458K13 
= Dice: hard, clear, rhomboid 635lb. — HalfDice Air 208/230V_ 21%" 30" 24%" _IYT0750A-261 458K15 
7" cube: 48 cubes/Ib 661 lb. ..— Dice Water 208/230V 21%" 30" 2414" IDT0750W-261 458K14 
8 Cube, 700 lb. — Half Dice Water 208/230V 21%" 30" 2474" |YT0/50W-261 458K16 
aad gh phasian es 374 1b Dee Ait 2083098130" 9414 IDTOODOAS61-ABBKIT 
. RAL [VAL . = ice ir Y" EC 2 = 45 7 
rhomboid cube, 7%" x 1% 879 lb. .— Half Dice Water 208/230V 26%" 30° 2415" IYTOQOOW-261 458K20 
eg eae Spe AIP D08/>30V 9914" 48-24" IDL S00A-D 61 ABBKBT 
: 37,1 — ice ir ¥" : : - 7 
= Nugget: soft, chewable “Ao 1800 |b. ————Half Dice Air 208/230V 290" 48" D4" —IYT1500A-261 458K69 
I a caael oe a ce hie D08)30V-9974"— a8" 94° IDI SOOADE1 ABBR 
: | 7 — Ice Ir D" " " 5 
without hand scooping; slow 1900 |b. —-——falf Dice Air 208/230V 29%" 48" 24" IYTT900A-261 458K73 
to melt, less drink dilution 1930 1b. —  HalfDice Water 208/230V 291%" 48" 24" IYT1900W-261 458K74 


Stainless finish with clear coating 
provides superior corrosion resis- 


tance and resists fingerprints and dirt. Nos. 458J99 to 458K74 are ENERGY 





Ice Dispenser, Ice Maker, Water Dispenser, Countertop 


10 Ib. 
20 Ib. 


Air 
Air 


115V 


Nugget 
115V 


261 Ib. Nugget 


Ice Dispenser, Ice Maker, Water Dispenser, Countertop, Touchless 
a 


961 Ib. 10 lb. Nugget Alr 


CNFO201A-161L458K21 
CNF0202A-161L458K23 


CNFO201A-161 458K22 


30. 16% 24" 
42" 164" 24" 


164%" 24" 


STAR qualified. Repair parts are available on Grainger.com®. 20 |b. Nugget __ Air WsV_ 42" 16%" 24" CNFO202A-161 458K24 
Ice Dispenser, Floor-Standing 
Ice Makers, Built-In Undercounter—Compact machines for small- 120 lb. sahtics 115V 54". 22". 31% 6" + SPA160-161 458K27 
volume ice production. fOOIb ye 115V 60%" 30’ 32" SPA310-161 458K28 
No. 458J81 is designed for boardrooms, conference rooms, or business Ice Dispenser, Water Dispenser, Floor-Standing 
lunch areas. Built-in or freestanding capability. Features multifunc- 120 Ib. Half Dice Bee ee eee 
tion control panel with delay, integral filtration, and oversize, lighted bin 180 lb. anes 115V 60%" 30" 32"  SFA291-161 458K26 
opening. Stationary Ice Storage Bins (Includes Ice Scoop, Legs) 
264 Ib. 38°22" 34" D320 458K29 
Other models are sized for coffee shops, stadium boxes, break areas, or 365 b. _ = = 38 30 3a D400 458K30 
ith limi i —_ — — 5 : 3 20 458K3 

areas with limited floor space or height. — = = 50" 30" ae 5890 4a 
Ice Makers, Modular Heads, High Capacity—tdeal for movie theaters aoe = = — ot 5 a 
and other high-volume applications. Programmable ice production with - | Flow Service Cartridges Overall Overall Mfr. Item 
continuous diagnostics keep ice stocked and machine operational. 24-hr. tae aesennton = xaos Rate Life Req. _ Height Width Model __No. 
maintenance and diagnostic feedback on easy-read, blue display. Food For Systems 600 y . <ouenenamanda:. ENO. que. deve" wostaaanaalaas 
zone is easy to clean. bs. and Under : fo Op een ee {90338 
= On/Off time or ice volume programs ios. thru 1000 fe 1 0.75 gpm 20,000 gal. K-00339 21-34" 59%’ AR-20000 101489 
= Fit on top of Ice Storage Bins (sold separately) Pree ae neparoment Filter Cartridges 

: , , 1  0.75gpm 20,000gal. — 13" 3" K-00374 10L491 
Stationary Ice Storage Bins—Convenient stay-open design keeps bin veh Care oe ote = : 
door out of the way. Soft trim around opening helps silence door closing. With Mfr. No. AR-10000 | — _14,000gal. 154" —iK-00838 101498 

i i i itati Filter Cartridge For 

Internal scoop holder is above ice line for easy access and better sanitation. [j.e\with wee No, | 15gpm 20,000ga. — 212% 6"  K-00339 10L494 


No. 458K75 requires 1 ice deflector kit, sold separately on Grainger.com®. 





AR-20000, AR-40000 


Residential/Commercial Ice Machines 
Eco Ice™ models can save you up to 25% electricity and water usage compared to other machines. Illuminice™ units 

project white LED light through the clear ice for a brilliant lighting effect, and feature audible alerts and programmed clean- 
ing reminders. All models require no pump or drain, except Nos. 497A67 and 497A68 can use optional pump No. 19M475. 


Ice Ice 
Production Storage Cube Overall Overall Overall Mfr. Item 
Description per Day Cap. Type Color Height Width Depth Model No. 
younterton, eompact a 20 |b. 12 Ib. Crescent 24" 14" 19" MA14CRSCXS _497A66 
ndercounter, Low Profile, Eco Ice™ i : ; 
Mode, Iiluminice™ LED Lighting 30 Ib; 35 Ib. Square ae 30 14% 25% MA15CLS2RS 497A67 
Undercounter, Eco ice Mode, 35 Ib 35 lb. Square Steel/Black 3334" 1474" 25%"  MLISCLS2RS 497A68 
No. llluminice™ LED Lighting q : : : 
497AG6 Undercounter 20 Ib. 20 Ib. Crescent 33” 14% 22% MLISCRS1XS__497A69 
Undercounter, ADA Height, Low Profile 25 Ib. 25 Ib. Crescent 3s. 14%" 22%" MA15CRS1XS__ 497A70 
Condensate Pump, 115V, Optional For Use with Nos. 497A6/ & 497A68 42248890 19M475 
3002 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE°® HVAC & REFRIGERATION 
Find the wy. Find Solutions. Find Great Prices. Ice Machines 
Scotsman Find Ice Scoops, Ice Buckets, and Ice Totes on Grainger.com®. 


Ice Systems 


Commercial Ice Machines, Bins, and Dispensers 


= Gourmet cube: hard, clear, 1" x 1%" x 114" 

= Small cube: hard, clear, rhomboid, “%" x “%" x ¥%" 

= Medium cube: hard, clear, rhomboid, 7" x 7%" x %" 
Stainless finish provides corrosion resistance and 
allows for easier cleaning. For repair parts, go to 
Grainger.com®. 

Note: ENERGY STAR qualified where noted. 


Ice Makers, Modular Heads, High- 
Capacity—AutoAlert™ indicator lights for 
advanced diagnostics. Fits on top of ice storage 
bins, sold separately. 


Ice Dispenser, Ice Maker, Water Dispenser, 
Countertop, Touchless—Touchfree ice and 
water dispensing makes these units perfect for 


bucket. Ideal for lodging and healthcare segments. 
Automatic fill from ice machine, sold separately. 


Stationary Ice Storage Bins—Feature integrated 
scoop holder and removable ice baffle for easy 
cleaning. Nos. 36N920 and 36N921 are polyethylene 
construction. Bin adapter kits are sold separately on 
Grainger.com®. 


healthcare and office applications. Equipment 
stands available for all models, sold separately 
on Grainger.com®. 


Ice Makers, Built-In Undercounter—Compact units 
are designed for low volume, built-in applications. 

Nos. 36N972, 36N973, and 36N959 are designed for 
small office and board room applications. No. 36N973 
includes an integrated condensate pump. The other 
undercounter models are designed for low volume appli- 
cations as in coffee shops or larger break rooms. 


a 










Ice Dispensers, Hotel, Floor-Standing— 
Simple push-to-dispense design and large 
sink depth accommodate almost any size ice 











Ice Ice No. 
Production Storage Cube Condenser Overall Overall Overall Mfr. Item 36N972 
per Da Cap. Type Cooling Voltage _Height Width Depth Model No. 
Ice Makers, Built-In Undercounter, Small Application Use 
65 Ib Gourmet Air 115 345%" 14%' 22 CUS0GA-1 ~—36N972 * 
26 Ib. Gourmet Air 115V 345%" 14%' 22. CUSOPA-1  36N973 * 
84 Ib. 24 Ib. Gourmet Air TToV 29" Te 2378. CU0515GA-1 36N959 
Ice Makers, Built-In Self-Contained, Small Application Use 
58 Ib. 36 Ib. Medium Air 15V 38" 15: 24" CU0415MA-1 20CA59 
80 Ib. 36 Ib. Medium Air 115V 38" 1D. 24" CU0/15MA-1 20CA61 
uy e: : aie , Medium Air 115V 38" 20" 24" CU0920MA-1 20CA63 
ce Makers, Built-In Undercounter 
150 Ib 80 Ib. Medium Air 115V be 26' 2198 CU1526MA-1 36N960 * 
80 Ib. Small Air 115V oo: 26" 2198 CU1526SA-1 36N962 * 
175 Ib. 80 Ib. Small Water Tov oo 26" 2198 CU1526SW-1 36N963 
900 Ib 80 Ib. Medium Air 115V ily 26" 2198 CU2026MA-1 36N964 * 
80 Ib. Small Air 115V oo: 26" 2198 CU2026SA-1 36N966 ~ 
240 lb. 80 Ib. Small Water Tov oo. 26" 2198 CU2026SW-1 36N967 
950 Ib 110 Ib. Medium Air 115V ao. 30" 30" CU3030MA-1 36N968 
110 Ib. Small Air T13av Pell 30" 30" CU3030SA-1 36N970 
310 Ib. 26 Ib. Small Water 115V che 30" OU" CU3030SW-1 36N971 
Ice Makers, Modular Heads, High-Capacity No. 
356 Ib — Medium Air TIDY Z3F 22. 24" C0322MA-1 _36N931 36N962 
— Small Air 115V 23. 22. 24" C0322SA-1 _ 36N933 
366 Ib. — Small Water 115V 2a: 22 24" CO322SW-1 _36N934 
400 Ib — Medium Air 115V 23° 30" 24" CO330MA-1 _36N935 
— Small Air 115V 2a 30" 24" C0330SA-1 _ 36N937 
490 |b — Medium Water Tov 23. 30" 24" CO330MW-1  36N936 
— Small Water 115V 20. 30" 24" CO330SW-1 _36N938 
475 |b — Medium Air 115V 23° 22: 24" C0522MA-1 36N939 
— Small Air 115V 23. 22. 24" C0522SA-1 36N941 
500 Ib. — Small Water 115V 23: 30" 24" CO530SW-1 36N946 
595 Ib — Medium Air 115V 23 30" 24" C0530MA-1 36N943 
— Small Air 115V 23 30" 24" CO530SA-1  36N945 
549 |b — Medium Water 115V 23. 22 24" CO522MW-1 36N940 
— Small Water 115V 2a. 22° 24" CO522SW-1  36N942 
722 |b. — Small Water —_208/230V 23. 30" 24" CO630SW-32 36N950 
776 |b — Medium Air 208/230V 23 ou 24" CO630MA-32 36N947 
— Small Air 208/230V 23. 30" 24" C0630SA-32 36N949 
905 Ib — Medium Air 208/230V 29" 30" 24" CO830MA-32 36N951 
— Small Air 208/230V 29" 30" 24" C0830SA-32 36N953 
924 |b. — Small Water  208/230V 29" 30" 24° CO830SW-32 36N954 
Ice Dispenser, Ice Maker, Water Dispenser, Countertop, Touchless 
593 Ib 26 |b. Nugget Air 115V 44" 26" 23° HID525A-1 —36N990 
40 |b Nugget Air 115V 44" 26" 23° HID540A-1 —36N992 
595 Ib 26 Ib. Nugget Water 115V 44" 26" 23° HID525W-1 36N991 
40 |b. Nugget Water 115V 44" 26" 23: HID540W-1  36N993 
Ice Dispensers, Hotel, Floor-Standing 
= 4801 iv 508808280 
— — o Jo. : : - No. 
Stationary Ice Storage Bins (Includes Ice Scoop, Legs) 
1 = = = 50" 29" 34" B322S 36N019 ee 
344 Ib. — — — 3/" 30" 34" B330P 36N920 
_ 536 Ib. — — — 50" 30" 34" B530P 36N921 
536 Ib. — — — 50" 30" 34" B530S 36N922 
7/8 |b. — — — 50" 42" 34" B842S 36N923 
893 Ib. — — — 50" 48" 34" B948S 36N924 
Flow Service Overall Overall Mfr. Item 
Pescriation yflicrons Rate py Life Cartridges Req. Height Width Model No. 
ce Machine Water Filters, us 
Single Mfr. No. SSM1-P, SSM1P, wee ; 
System 0.5 1.67 gpm 9000 gal. SSM1 P. SCT-SSM1P 30%" 51%2" SSM1-P 36P053 
Twin System 0.5 3.34 gpm 18,000 gal. = 29%" 16'%2" SSM2-P 36P054 
ice Machine Water Filters, AquaPatrol™ RIF NOCRDSSAPY AD SEPT NSAP 
Ing e r. NO. Fi 5 5 5 Vi" 1V/o5" a 
j r. NO. y ¥ y y Yj," 19/95" = 
acaean - os oo gal. SCT ADSAP2. ADS AP2. SCT-ADSAP2 25s" 161%" AP2-P 36P007 a 
ce Machine Replacement Cartridges . 
M Plus 0.5 1.67 gpm 9000 gal. — — _ — __EV961227 36P056 36N986 
Pe oe / 5  2.0gpm 15,000 gal. = — —  APRC1-P 36P009 
AquaBullet® Anti Microbial Wand — — —  ADS-AB6 36P005 
Mfr. Item 
Description Model No. 
Accessories 
Ice Level Control Kit, For Use With Icemakers KVS 36P046 
Bin Top Kit, For Use With All 30” Modular Cubers KBT29  36P023 
Bin Top Kit, For Use With Mfr. No. CME256, CME506, CME656, CME806, CME1056, BH900 KBT22A 36P018 
Ice Machine Stand Kit, For Use With Mfr. No. HID525, HID540 HST21-A 36P011 


Ice Machine Cleaner, For Use With Scotsman Ice Makers, Pkg. of 19-0653-12 38Y226 


* ENERGY STAR qualified. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


HVAC & REFRIGERATION 
Ice Machines 















Scan. Order. Done. 
Details on page A1. 






Find Ice Scoops, Ice Buckets, and Ice Totes on Grainger.com®. 


Ice Ice 


Production Storage Cube Condenser Overall Overall Overall Mfr. Item 
perDay Cap. Type Cooling Voltage Height Width Depth Model No. 
Ice Makers, Undercounter, w/ Built-In Storage Bin, Office Use 
55 Ib. Top Hat Air 115 33%" 14%" 22%"  AM-50BAJ 31XC32 
22 |b. Top Hat Air 115V 31%" 14%" 22%" AM-50BAJ-AD 31XC33 
99 Ib. 22 |b. Cubelet Air T1SV 33%" 14%" 22%'  C-80BAJ 31XC85* 
22 |b. Cubelet Air 115V 31%" 14%" 22%" C-80BAJ-AD 31XC86* 
Ice Makers, Undercounter, w/ Built-In Storage Bin 
\ 71 Ib. 38 lb. Crescent Air 115V 39" 17%" 24" KM-80BAJ 31XC34* 
115lb.  53lb. Crescent Air 115V 39" 23%" 24" ~KM-115BAJ 31XC35* 
N 146 Ib 78lb. Crescent Air 115V 39" 23%" 28" ~~ KM-160BAJ 31XC36* 
No. de ‘ _78\b. Crescent Water 115V 39" 233%" 28" ~~ KM-161BWJ 31X37 
No 31XC34 No. 31XC15 201 lb.  80lb. Crescent Air 115V 39" 24" 28 KM-231BAJ 31XC38~* 
/ 31XC25 263 lb. 100lb. Crescent Air 115V 39" 30" 28 KM-301BAJ 31XC40 
31XC32 268 lb. 100lb. Crescent Water 115V 39" +30" 28" KM-300BWJ 31XC41 
303 1b. 110lb. Flake Air 115V 39" 36" 24" F-300BAJ 31XC78* 
c ial Ice Machi oe ie eee 
ake ir ; F : - é 
ommercia ce dG Ines, 500 lb. 250 lb. Flake Air Hiey 42" 38" 29" F-500BAJ 31XC79* 


Bins, and Dispensers 





Ice Makers, Modular Heads, nat manaclly, For Use wt Storage Bins 
307 Ib. 115V 2 


— — Crescent a 30" kt ML -32 MA! stl 

: . : — , 73H" = 4 

= Top Hat: for small business or residential use, /" x 1" 96 cE — eae vt rev 3006 7 O79 eNCSOMAT sKCd 
= Cubelet: soft, chewable, ideal for healthcare 302 lb. §.— __ Crescent Water ey sme 22" ore PC eGCR ee 
or food service, 7" x 2" x Ye" 129 |b; —= Crescent Water 11299" 30" 9795" KML SOOM 31 KC 
= Crescent: hard. clear, 11%" x 114" x 14" 431 lb. .— Cubelet Air 115V 217%" 22" 273%" F-450MAJ-C 31XC88 
, aes ; ; 493 Ib Flake Ai 115V 21%" 22" 273%" —*F-450MAJ 31XC80 

. : . . — ir 8 8 - 

= Flake: for therapeutic use in hospitals —~“Crescent Air 115V30%6" 22" 2734" KM-520MAJ 31XC52 
PI Square: for gourmet beverages, Wxi"x1" 500 Ib — crescent Water 115V 30%6 =22" 27%" KM-515MWJ 31XC53 
. 2 . . . 7 . ar e H ul u u * 

Ice machines have a stainless steel finish to resist corrosion and to ease — square At ee ee ee ae 
v , 575lb. .— Crescent Air 115V 26" 30" ~+27%" +KML-700MAJ 31XC54 
cleaning. ENERGY STAR qualified where noted. Repair parts are available on B57 1b Cubelat Water 715/720 D5 i460" 0746" F-BOI MWC 3 7XCO0 
Grainger.com®. 632lb. — Crescent Water  208/230V 26° 30° 27%" KML-700MWJ31XC55 
661lb. — Crescent Water  208/230V 37%c\ 22" 2734" KM-650MWJ 31XC57 

Ice Makers, Undercounter—Compact units for lower volume ice output. 663 Ib. _— Flake Water__115/120V 25716" 22" 27%" F-BO1MWJ_ 31XC82 
Nos. 31XC32, 31XC33, 31XC85, and 31XC86 are ideal for residential use. Fn Serr — 59ST FAIROOMWVICC STKE 
Models can be freestanding or built-in, and have a field-reversible door. ts P — ae at : u ‘i 20 25s zs aks ae MA : Sixcai . 

' ' ' ' : . — ubele ir 46" ‘ g'  F- - 
Compatible with optional Drain Pump No. 31XD01, for use where a floor drain 74h, Crescent Ar 508/230 3774s" 30" 0794" KM-901MAJ 34 XC60 
is not accessible. Other models are sized for coffee shops, small businesses 890lb. .— Flake Water  208/230V 251%6' 22" 2734" F-1002MWJ 31XC84 
or restaurants 912lb. — Crescent Water  208/230V 37%c’ 30° 2734" KM-901MW4J 31XC61 
. Sh = crete whl —Sbuzs0)_ 270° 28 areh-wucred See, 
: , ———_ i t 733 "2738" KM- 

Ice Makers, Modular Heads, High Capacity—No. 31XC76 produces a full 1308 b> Crescent Air -208/230V 410" 30" 2794" KM-1340MA 31X64 
r with minuscule dimple; cubes melt slowly making them ideal 1329 Ib. — __ Crescent Air 208/230V 27% 48" 27%" KM-1301SAJ 31XC62 
square cube p yn g ; 1382 lb. — Crescent Water  208/230V 41%" 30°" 2734" KM-1340MWJ31XC65 
for gourmet beverages. All machine heads are for use with storage bins, sold 1462 |b. —~ Crescent Air 908/230V 2736 48" 27%" KM-1601SAJ 31XC66 
separately. 1492 lb. — Crescent Water  208/230V 27%" 48" 2734" KM-1601SW4J 31XC68 
1860 b= Grescent Air 208/930V 367/448" 9796 KM-19008A03 31XCT1 
i i 59 Ib. — rescent ir “ge ; 1¥3' - 71* 

Ice Dispenser, Ice Maker, Water Dispenser, Countertop—reature the 2096 lb. — Crescent Water 208/230 367ie" 48" 279s" KM-2200SWJ331XC74 
CleanCycle 12® system that purges the dispenser of impurities every 12 hr. 2408 lb. — Crescent Water  208/230V 36%c' 48" 27%" KM-2600SWJ331XC75 


Reliable resin-based gear motor for long life. 





tee plapensel. Ice Maker, Water Dispenser, ountertop, w/ Built-In Storage 


Qlb. _ Cubelet Air 31'Ve 16%6° 


24% 


DCM-270BAH 31X€25 


. 321 Ib. 40 lb. Cubelet Air 115V 40" 26° 22%" DCM-300BAH 31XC26 
Ice Dispenser—Floor standing units have simple push-button dispensing. 567 1b 40 1b Cubelet Water H18V 40 26 2218 DCM-SO0BWH 31X28 
: : 618 lb. 40lb. Cubelet 5 . : : -5 7 
Ice Dispenser, Water Dispenser—Countertop unit has an innovative auger —_ fee Dispenser, For Use With KNor KML Series Heatls : 
indivi r 130 lb. — — 115V 5g. 22, 30" DB-130H 31XC29 
agitator design that dispenses individual cubes, and model can dispense — 4p = ey 2a aq nO a 
waier. Ice Dispenser, Water Dispenser, Countertop, For Use With KM or KML Series Heads 
. . _— — 200 Ib. —  115to120V 36%' 30° 28" DM-200B 31XC31 
Stationary Ice Storage Bins—Feature H-Guard Plus antimicrobial and a Stationary Ice Storage Bins, Stainless Steel, For Use With KM, 
i iver- KML, IM & F Series Heads (Includes Ice Scoop, Legs) 
removable baffle to ease cleaning. Nos. 31XC23 and 31XC24 feature a univer sain 46 09" 391" —B-3008F 31X13 
sal top kit. 360 Ib. = — — — 46" 30° 33%" ~—-B-500SF 31XC15 
Svc. ; 550 lb. = — — — 46" 44" 33%" —_—-B-700SF_ 31XC17 
Flow Life Cartridges H Dia. Mfr. Item = 600 Ib. = — = 46" 48" 333%" B-800SF 31XC19 
Description _ Microns Rate (gal.) Reg.  (in.) (in.) Model No. 660 lb. — = — 46" 52" 33%" B-900SF 31XC21 
Ice Machine Water Filters 1275 |b. — — — 66" 48" 41" ——-B-1300SS__31XC23 
Ice Machine Filter System 0.5 1.67 gpm 21,000 1 181542 3% H9320-51 31XC09 1605 lb. 3 — 66" 60" at" B-1650SS 31XC24 
We vache rer system 0.5 3.34 gpm 42,000 2 19%4 6%2 H9320-52 31XC10 Stationary Ice Storage Bins, PVC Coated Galvanized Steel, For Use 
eplacement rilter, With KM or KML H Incl IceS JL 
For Use With Mfr. 05 1.67 9pm21,000 — 1314 3% H9655-11 31xc11 ARBOR atlas Heads tncludes ice sconp ous) 30" 33s" B-D50PF 31X12 
No. H9320-51, H9320-52 260 Ib. 46" 22, 32%" ~_—~&B-300PF 31XC14 
7 Mfr. ltem _ 360 Ib. = — — — 46" 30° 33%" ~—B-500PF 31XC16 
Description Model No. 900 lb. — — — 46" 44" 33%" _B-/00PF 31XC18 
Accessories 600 lb. = — _— — 46" 48" 33%" B-800PF 31XC20 
Ice Machine Stand, For Use With Mfr. No. DCM-270BAH SD-270 31XC97 660 lb. — — — 46" 52" 33%" B-900PF 31XC22 
Ice Machine Stand, For Use With Mir. No. DCM-500BAH, DCM-500BWH SD-500 3 1XC98 * ENERGY STAR qualified. 


a 115V 





Ice Machines and Dispensers 


Ice-O-Matic 


No. 36RF31 is a continuous-flow ice maker with non-refrigerated ice storage. No. 36RF27 has a sanitary, 
touch-free dispenser. Lighted keypad and design allows you to fill large water pitchers. No. 36RF26 
allows easy cleaning of the storage bin without moving the machine. Find more Ice-0-Matic® products 


on Grainger.com®. Ice Ice 
Production Storage Cube Condenser Overall Overall Overall Mfr. Item 
Description per Day Cap. Type Cooling Height Width Depth Model No. 
Ice Maker, sacercounter 80 Ib. 22 Ib. Pearl® Alr 33% = 14% 19° GEMU090 36RF31 
Ice Dispenser, Ice Maker, ; i ; i 
Water Dispenser Countertop 273 Ib. 12|b. — Pearl® Air 341%42" 151% 4" 26342" GEMD270A 36RF27 
Ice Dispenser, Water i __ __ , , , 
Dispenser, Floor-Standing 180 Ib. 53% 30 33% CD40130 36RF26 
=— ee ee 
No. 36RF27 — Ice ater 21%" 30%" 24%" 437L4 
is Ice Maker, Modular 1400 lb. Half Dice Air 2 Ta" 304" 04" CIM1446HA 43749 
— __ Half Dice _Water 21%" 30%" 24%" _CIM1446HW_ 437L50 
No. 36RF26 Replacement Filter Cartridge, 0.5 Microns, 1.50 gpm, For Use With Mfr. No. IFQ1, IFQ2 Systems IOMQ 36RF14 
3004 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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HVAC & REFRIGERATION 
Manifolds 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


Digital/Wireless App Manifolds 


YELLOW JACKET® TESTO Y one rat 


ManTooth™ gauges provide a wireless connec- All include a large back-lit digital display, sight glass, and batter- 
tion to your smart device so you can test without ies. Included case, except for No. 39DM73. 


losing refrigerant (no hoses or manifolds required). Wo, 39DM73—Includes 60 refrigerant profiles. 


Calculate and display pressure, temp., superheat and an a 
sub-cooling on your device. Screenshot feature lets  N- $90M74—Bluetooth®-linked app integration for monitoring, 
report generation/sending via email. Superheat and sub-cool 


you save and share readings. Rechargeable battery ' 
; calculations and 60 refrigerant profiles (more are downloadable). 
and USB cable included. No. 39DM72 includes a Includes 2 NTC temp. clamps. 


case. No. 48WE24 includes dual non-tethered pres- 
sure/temperature gauges, 2 wired temperature 
clamps, and 1 interchangeable vacuum gauge. 


PARKER 


Lightweight wireless sensors can sync with a smart 
device app so you can read and display a system’s 
real-time pressure and temp., plus display superheat 





YELLO 
JACKET’ 





No. 45TY46 
(Phone not included) 


No. 39DM75—Bluetooth®-linked app integration for monitoring, 
report generation/sending via email. Simultaneous superheat 
and sub-cool calculations and 60 refrigerant profiles (more are 
downloadable). Includes external vacuum probe and 2 NTC temp. 
clamps. 


No. 210649—Internal vacuum sensor, data logging and printing 
Capabilities, and a third probe port. Simultaneous superheat and 





and sub-cooling without using hoses or manifold sub-cool calculations and 40 refrigerant profiles (more are down- No. 
gauges. Case included. loadable). Includes 2 NTC temp. clamps and USB cable. aiGens 
Gauges 
Refrigerant No. of High-Side Low-Side Mfr. Item 
Description Compatibility Valves Accuracy Red Blue Brand Model No. 
ManTooth™ Wireless Digital, P/T Dual, Rubber Boot (Tethered) — +0.5-1-2% — — Yellow Jacket 67002 36WG62 
ManTooth™ Wireless Digital, P/T Dual, Rubber Boot (Non- Tethered) —__ +0.5-1-2% = = Yellow Jacket 67003 39DM/7/2 
ManTooth™ Wireless Digital, P/T/V Dual, Side Grip 2 +1.00% Oto 700 psi Oto 700 psi Yellow Jacket 67023 48WE24 
Smart Service Tool Kit, Wireless Multiple 0 +0./5% Oto /00 psi Oto 300 psi Parker SSTK-PARKER 45TY46 
testo 549 Digital Manifold Refrigerants 2 +0.5-1-2% 0 to 87/0 psi 0 to 870 psi Testo 0560 0550 39DM73 
testo 550 Digital Manifold, Bluetooth®/App 2  +0.5-1-2% 0 to 8/0 psi 0 to 870 psi Testo 0563 1550 39DM74 
testo 557 Digital Manifold with Vacuum Gauge, Bluetooth®/App 4  +0.5-1-2% 0 to 870 psi 0 to 870 psi Testo 0563 1557 =39DM75 
testo 570 Digital Manifold with Data Storage 4 = 0 to 725 psi 0 to 725 psi Testo 0563-5703 210649 


YELLOW 
JACKET’ 











No. 3KU65 











No. 
12H946 


Gauges 
Manifold Gauge No. of No. of Hose Refrigerant High-Side Low-Side Mfr. Item 
Valves Hoses Length Compatibility Red Blue Brand Model No. 
Sets and Charger Analog Manifolds 
, 0 — Multiple Refrigerants — 0 to 350 psi Yellow Jacket 93853 33NT65 
Yellow Jacket®°—Manifolds offer 60" UL high- 2 3 60° AR-422D, R-438A, R-407C 010500 psi 30° Hg to 350 psi JB Industries  M2-22831  20HK13 
: : 2 0 — R-404A, R-407C, R-407A Oto 800 psi 30°Hg to 500 psi JB Industries M2-25515  36P061 
aaa hose sets. Aluminum 4-valve manifolds 73 R-19, R-22, R-502 0 to 800 psi 30" Hg to 350 psi _ Imperial 496-C  6X639 
feature ¥" vacuum port and exclusive 100 mesh 5 9 60" R-22, R-134A, R404A Oto 500 psi 30°Hg to 250 psi __ Imperial 443-C  36d595 
filter within each flare fitting to keep out particulate 2 0 — R-22, R-134A, R-404A Oto 500 psi 30°Hgto120psi Yellow Jacket 42005‘ 29AU08 
; 5.5. 60 R-22 R-134A, R-404A Oto 500psi 30°Hgto120psi Yellow Jacket. 42006. ~-29AU09 
material and extend seat life. All manifold bodies 7 3-79" R-12, R-22, R-502 0 t0 500 psi 30" Hg to 350 psi Dayton 4PDF8 4PDF8 
have lifetime manufacturer’s warranty. Gauges offer 2 Ste R-134A Automotive Oto 500 psi 30°Hgto120psi Yellow Jacket 49847 TWLG3 
0 2 3 2 R-134A Automotive Oto 500 psi 30" Hg to 350 psi Dayton A4PDF/ 4PDF7 
1% full scale accuracy and poleaponals crystal 3386 Multiple Refrigerants Oto 800 psi Oto 500 psi JB Industries 22733 415G08 
cover to prevent face damage. 3" gauges have 4. 4 60° R-12, R-22, R-502 0 to 800 psi 30° Hg to 350 psi imperial 621-C  1A216 
Flutterless™ technology. Gauges are adaptable to 4 4 60" R-22, R-134A, R-404A Oto 500 psi 30° Hgto350 psi _JB Industries 26133 14X855 
rae ae eet 4 4 60° R-22 R-134A,R-404A Oto 800psi 30°Hgto 350 psi Yellow Jacket. 49987. ~2QAU17 
ustry 4 4 60 R-22 R-134A, R404A Oto 500 psi 30" Hg to 250 psi Imperial 843-CS 36594 
‘ 4 4 60" R-134A Oto 500 psi 30" Hg to 350 psi Imperial 631CKP 3XL15 
JB Industries—Nos. 20HK13 and 36P061 feature 4460" R-134A, R-404A, R-507 0 to 500 psi__30" Hg to 350 psi__Imperial 651-C  3KU72 
full-flow design for faster evacuation and charging. 1 4 wa 4 der: HOKE : oe 0 to 3000 psi 30°Hg to 1500 psi Yellow Jacket 45925 423N92 
: : haiog Wanita S. ompatinie 
Nos. 14X859 and 14X854 have internal metering 2 0 R-22. R-404A, R-410A 0 to 800 psi 30° Hg to 350 psi Yellow Jacket 42001  2QAUO7 
ball valves for liquid charging; no liquid charging 2 3-60" R-22, R-404, R-410A 0 to 600 -30 to 500 JB Industries 22233 3dYX48 
Va" 2 3  60' R-22, R-404, R-410A 0 to 600 -30 to 500 JB Industries 22246 35YX49 
adapter required. Most have 37%" gauges with > 9 60" R-22, R-404A R-410A Oto 800psi Oto 350psi Yellow Jacket. 49867 ~+12H947 
3-refrigerant scales; No. 14X858 features 4" gauges 2 3 60! R-22 R-404AR-410A Oto 800psi Oto 350psi  YellowJacket 42004 + +38D864 
with 4-refrigerant scales, Class 1. Nos. 35YX49 and 2 3 60° R-22, R-404A,R-410A Oto 800psi 30°Hg to 500 psi JB Industries M2-5-410A-SS 36P060 
ne 5. 38 60" R-22, R-404A, R-410A Oto 800 psi 30° Hg to 500 psi Imperial 421-C  3KU65 
36P061 have secure seal fittings. ae Ee R-22, R-410A, R-407C Oto 800 psi 30°Hgto 800 psi Yellow Jacket. ‘42044 ~~ 10M827 
: - 2 3 60° R-22R-404A, R-410A Oto 800 psi 30°Hgto 500 psi JB Industries  M2-22231  2LHR9 
®@ a 7 
Imperial®—Precision flutter- and pulsation- — 2 3 60" R-22, R-404A,R-410A Oto 800 psi 30"Hg to 500 psi JB Industries M2-5-410A  3TRAG 
resistant gauges with protective boots. PolarShield® 2 3 60° R-22, R-404A,R-410A Oto 800psi 30°Hgto 500 psi JB Industries 24233 STRAT 
aes : : : 2 3 72° R-410A, R-22, R404A, R-407C Oto 800 psi 30° Hg to 600 psi Dayton 4PDGi  4PDG1 
high-pressure UL Recognized barrier hoses. 2-valve 7360" R-410A 0 to 800 psi 30" Hg to 800 psi Yellow Jacket 42024 10823 
manifolds are brass; 3- and 4-valve manifolds are 2 3 60" Multiple Refrigerants 0 to 800 psi 30"Hg to 500 psi CPS Blackmax  MBHP5E  406D47 
aluminum. 4-valve manifolds feature 3" vacuum 3 3 60" R-22, R-404A, R-410A Oto 800 psi 30" Hg to 500 psi Imperial 718-CC 1YNU9 
t No. 1YNUS has intearated liquid | eae ; 4. 0 — R-22, R-404A,R-410A Oto 800psi 30°Hgto 350 psi Yellow Jacket 46010  29AU19 
port. NO. aS Integrated liquid low side 4 4 60 Multiple Refrigerants Oto 800 psi 30°Hgto 500 psi CPS Blackmax MV4H4P5EZ 406D50 
charger. 4 4 60° R-22,R-410A, R404A Oto 800 psi 30°Hg to 500 psi _Imperial 846-CS  36J596 
4 4 60° R-22, R-404A,R-410A Oto 800psi 30°Hgto 500 psi JB Industries 25233 3TRA8 
Dayton®—All units include 72" hose sets. 4 4 60° R-22, R-134A, R-404A, R-410A Oto 800 psi 30°Hg to 400 psi JBindustries 25708  14X858 
aes 4 4 60° R-22. R-410A Oto 800 psi 30°Hgto 350 psi Yellow Jacket. 49977.‘ 10M813 
Nos. 4PDF8, 4PDF7, and 4PDG1 use flutter-resistant 4460" R-22. R-404A, R-410A 0 to 800 psi 30" Hg to 500 psi Imperial 644-0 3KU64 
dry gauges. 4 4 60° R-22, R-404A, R-410A Oto 800psi 30°Hgto 500 psi JB Industries  26200-310  14X854 
4 4 60° R-22,R-404A,R-410A Oto 800psi Oto 350psi  YellowJacket. + (49967  12H946 
4 4 60° R-22, R-404A, R-410A Oto 800 psi 30° Hg to 350 psi Yellow Jacket 49968. 29AU14 
4 4 60° R-22 R-404A, R-410A Oto 800psi 30°Hgto 350 psi Yellow Jacket. 46013. ~~-29AU20 
Sign in to Grainger.com® to see YOUR Pricing and MORE 3005 





HVAC & REFRIGERATION 


Scan. Order. Done. 



















Hoses & Accessories Details on page A1. 
* . a — oe aon | ba 
olor engt ize ode 0. 
Day fon Imperial® Kevlar®-Lined PolarShield® 
Red 36" Ys" Female 803-MRR_ 6X643 
Red 60" Ya" Female 805-MRR_6X646 
—— Red 60" Ya" Female 905-MRR 36J603 
Imperial Yellow 36" V4" Female 803-MRY_6X642 
f, DEPENDABLE UNDER PRESSURE Yellow 60" ¥s" Female 560-FTY 31473 
Yellow 60" Ye"Female 908-MRV 36601 
YELLOW ellow : 4° Female ae 
JACKET’ Blue 36" Ya" Female 803-MRB_6X641 
Blue 60" VV" roma cea la 6X644 
- Blue 60" Ya" Female 905-MRB 36J602 
Charging and Red, Yellow, Blue 36" Ys" Female 803-KCS_ 61370 
E tion H Red. Yellow Blue 60" "Female 908: MRS 36)590 
ed, Yellow, Blue : 4 Female 5- 5 
ae Ce ae ae 
= Working pressure: 800 psi ed, Yellow, Blue /2 4 Female : ri 
=B nes - 4000 P . Yellow Jacket PLUS II” ; 
es aaanaatene —— ee eee 
; : e : Y" Female 1 
Dayton®—Compatible with HCFC and HFC refrig- ~» Red te Ya" Female 216/72 38D873 
erants, including R-410A. Meet SAE J2196. 2. vee oof Fermare _4 00 wae 
. Yellow t2 V4" Female 21072 38D871 
JB Industries Kobra® Keviar®—Hoses feature Blue 13" vi" Female 51948 38D869 
secure seal fittings and are for use with R-410A. Blue 60" A" Female 21260 1WLG8 
UL Recoanized Blue (2 V4" Female 21272 38D872 
al Red: Yellow: Blue 60" 7" Female 219851 WL 
= : 7 1 q i) 5 
Imperial® Keviar®-Lined PolarShield®—Can Red. Yellow, Blue 60" Ya" Female 92088 121942 
be used with all blends of refrigerants. Adjustable Connec. Mfr. = Item Red, Yellow, ; yj" 

g Color Length Size Model No. Blue, Black 60 /s’ Female 21990 33NT64 
brass core depressor to match valve core. 905 Dayton® = a : ree Jacket PLUS us with caine Hal eS aa —_ 
Series hoses have 4" FFL connections with auto Re ee v4 Female 6 4PDG6 e “4 Female 4 

Yellow f2 Ya" Female A4APDG5 4PDG5 Yellow 60" Y4" Female 29060 10M802 
shut-off on 1 end. Nos. 61370 and 61371 have Blue 72 va Female 4PDG74PDG7. Blue 60" Va" Female 29260 10M803 
ermanently attached straight Kwik-Coupler® Red, Yellow, Blue 72" Ya" Female APDG4 4PDG4 Red, Yellow, Blue 36° Ya" Female 29983 29AU38 
p y g p 
Black fe ¥' Female 4PDG8 4PDG8 Red, Yellow, Blue 48" Ys" Female 29984 38D878 
shut-off connector at 1 end of each hose.R-410A JB Industries Kobra® Kevlar® Red, Yellow, Blue 60" vi" Female 29985 10M1805 
compatible. No. 31473 is C-UL Recognized only. Red or i pemale Ere oon ee Wan ok wie ii BD ue Bera p 29986__38D879 
, . e 72" 4" Female =f ellow Jacket " with Double Barrier Protection 
Other PolarShield hoses meet all EPA require- Yellow 60' va'Female CLS-60Y 36P057 _ Yellow 48" VA" Female 21048 38D868 
ments, are UL Recognized, and meet UL 1963 and Yellow 60" ¥e' Female CL6-60Y 35Y836 Red, Yellow, Blue 48" Y" Female 21984 38D874 
SAF J9196 Blue 60" Ya" Female CLS-60B 36P058 Red, Yellow, Blue 72" Ys" Female 21986 38D87/5 
: Black 12: Ya" Female CLB-72 1AKD8 Yellow Jacket PLUS II with FlexFlow™ Valve 
Yellow Jacket PLUS II""—Hoses feature double Red, Yellow, Blue 72" : ua remale. CCLS-72 35Y850 ed i i remae SRN Sara 
= ellow Hose 4° ellow : 4 Female 
«Female x %" Female, Blue E Ya" Female 20202 29AU33 
sett aes ie ey sia ie Red, Yellow, Blue 60" "peat t fain 1,1, CCLS5-60 35YX42 Red Yalow a 0 Ys Female 25085 ZONU36 
; : Female x 6" Female ed, Yellow, Blue /2° Ya" Female 2 7 
: iqht™ fitti Red, Yellow, Blue 60" Ys" Female CCLS-60 2LHT1 Yellow Jacket FlexFlow™ Assembly 
recommended for R410A; SealRight™ fittings Red/Yellow/Blue Red, Yellow, Blue 9" vi Female 25980 29AU35 
feature low loss anti-blow back connection; stan- Hose %' Female x ian ae PLUS De with SealRight” Fitting eRe 
“ Aditiet-9- ” VY" Red, Yellow, Blue 60" Ys" Female, Black CCLE4-60 35YX43 ed, Yellow, Blue emale 
dard ends offer an Adjust a-Valve" depressor. Hose ¥" Female Red, Yellow, Blue 48" Y4" Female 22984 38D8/6 
hoses are UL Recognized (SA9737). x ¥4" Female Red, Yellow, Blue 72" YA" Female 22986 38D877 
Connec. Mfr. Item 
f." Item Size Brand Model No. 
. CIB J way YELLOW ) imperial Acme Union Yo" Acme Male x 4" SAE Female JB Industries AF-13455 3DXF5 
. j JACKET DEPENDABLE UNDER PRESSURE Low Loss Quick Coupler Ya" Male x 4" Female JB Industries 33112N SAXF7 
Quick Coupler Ye" (F)NPT x 4" Female JB Industries QC-S4A 3DXH1 
* ¥* ‘ Quick Coupler 7a" SAE Male x 2" Acme Female _JB Industries QC-13445-134A 3DXG6 
GRAINGER Dayton Quick Coupler Ya Male x Vs" Female JB Industries QC-S4 3DXG9 
APPROVED Quick Coupler Ya" (F)NPT x 4" Female JB Industries QC-S4B 3DXH3 
Quik Coupler Ve" Rome Male x 1s" SAE Female IB Industries OQC-S4A 134 aDXH2 
= = uick Coupler 2 Acme Male x “4° emale ndustries -94A-134a 
Manifold Hose Accessories Quick Coupler No Depressor A Male X 7g Female us Industies OC-S5S SDXHS 
uick Coupler, No Depressor 4° Male x ¥8' Female ndustries : 
Nos. 38D865 and 38D866 feature SealRight™ low loss one Angle x . GE CSGSIERETGTT JER KANO 30K 
anti-blow back connection. No. 38D867 Ball Valve Kit Weknglees = sae yOupier x ee nests 
recommended for R410A. Ball Valve Adapter V4" Male x Y4" Female Yellow Jacket 93844 29AU29 
Liquid Charging Adapter Y4" Male x 4" Female JB Industries LC-4 20W314 
Liquid Charging Adapter Ya" Male x 4" Female Yellow Jacket 41123 29AU26 
Liquid Charging Adapter %is' Male x “Ae: Female JB Industries LC-5 20W315 
Liquid Charging Adapter, Kwik Charge Ya" Male x 4" Female Imperial 030-G 3KU66 
Quick Coupler Ya" SAE Male x %6' Female JB Industries A31656 30YX44 
Quick Coupler %6 SAE Male x %" Female JB Industries A31665 30YX45 
Quick Coupler, Low Loss Ya" Male x %4" Female 10U324 10U324 
Quick Coupler, Low Loss Ya" Male x 4" Female GA 10U326 10U326 
Quick Coupler, Low Loss Ya" SAE Male x “6° Female JB Industries 331195N 30YX46 
Quick Coupler, Low Loss Ya" Male x 4" Female Yellow Jacket 19109 38D865 
Quick Coupler, Low Loss, Kwik-Coupler Y" Male x 4" Female Imperial 16-C 33NR65 
ent jel coupler Ys" Female JB Industries D10244 35Y864 
° Angle 
Ball Valve Adapter Hose Y" Male x 4" Female Dayton 4PDG3 4PDG3 
eae Adapter Hose Set Ya" Male x 4" Female Imperial 800-MBS 3KU69 
45° Angle 
Ball Valve Adapter Ya" Male x 4" Female Yellow Jacket 93843 29AU28 
Ball Valve Adapter Hose Set Ya" Male x ¥4" Female Yellow Jacket 93842 38D867 
Quick Coupler Ya" SAE Male x %6' Female Quick Coupler Yellow Jacket 19173 38D880 
age = uber, Low Loss Ya" Male x 4" Female Yellow Jacket 19208 29AU25 
° Angle 
Low Loss Quick Coupler Y4" Male x 4" Female JB Industries 33113N 3AXF8 
No. Quick Coupler Ya" Male x ¥4" Female JB Industries QC-E4 3DXG7 
10U327 Quick Coupler Ya" Male x “e' Female JB Industries QC-E5 3DXG8 
Quick Coupler, Low Loss Ya" Male x 4" Female GA 10U325 10U325 
Quick Coupler, Low Loss Ya" Male x 4" Female GA 10U327 10U327 
Quick Coupler, Low Loss Ya" SAE Male x “6° Female JB Industries 33116N 30YX47 
Quick Coupler, Low Loss Y" Male x 4" Female Yellow Jacket 19209 38D866 
Quick Coupler, Low Loss, Kwick-Coupler Ya" Male x 4" Female Imperial 1/-C 33NR66 


We Carry Refrigerant Locking Caps, 
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Bacharach? > eps @nnricon £2) oppuin 8" 









UL CERTIFIED 


=e Recovery Machines 


8EA7 
Bacharach® 2-Port—Powerful twin and is self-purging without having to 
cylinder 1-HP oilless compressor, high/ change hoses. 
low pressure shut-off, and easy 1-knob 
operation. Integrated purge feature mini- 
mizes cross-contamination of refrigerants. 


Robinair©—Oilless compressor and 
lets you recover both vapor and liquid 
refrigerant. Simple 2-valve controls and 








a_i : ‘ No. 1WLG1 
Include in-line ee connection hose. auto, high-pressure shut down. 
No. 31TP42 has 80% shutoff installed. pena 

m Dimensions (in.) Weight Mfr. Item 
Dayton® 2-Port—Oilless, air-cooled Yellow Jacket YJ-LTE™—Easy-to-use Description H WD (lb.) Model No. 

; ; ae oe purge circuit for clearing after each job. Bacharach 2-Port 18% 10% 16% 285 2020-8000 31TP41 
direct-drive compressor easily switches 4 ae ang 1-gauge control panel Bacharach 2-Port 13% 10% 16% 28.5 2020-8001 31TP42 
between liquid and vapor recovery. Shut CPS Pro-Set 2-Port 12 7 16% 28.4 TRS600 40645 

; _Part__—_ Dayton 2-Port 20. 15 ~~ 71 43 — 4UKV9 
off when recovery is done. Sle ie ote re eae Inficon Vortex® Dual 2-Port 16792 14.2 2975 714-202-G1 3MMTA 
, ® ee ae : JB Industries 2-Port 16 2619 ~~ 39 F6-DP  48ZJ65 
eet >. alee _ for easy changeover from liquid to Robinair 2-Port 11 15 = 8.3ti«*d8 RG3 460629 
7 Robinair 2-Port 12 9 20. 27 RG6 52VN87 
condenser ensures sustained speed in vapor to purge. CPR valve regulates Robinair 4-Port 29. 14 16 40 25200B _S2VN79 
refrigerant to compressor; eliminates Yellow Jacket YJ-LTE 1% 9 13% 24 95730 33NT67 
high-temp. environments 
throttling the suction valve. Yellow Jacket RecoverXLT 2-Port 12% 121342 19546 40.05 95760 —1WLG1 
. . Yellow Jacket RecoverXLT 2-Port, 
JB Industries—Powerful dual-piston with Tank Overfill Switch 15 21% 13% 38 95762 29AU04 
compressor, simple 2-valve operation, Dayton Float Cable Repair Part, 6 Ft., For Use with 4UKW1 — 4UKW2 
a Refrigerant Recovery 9% PapnyGRAINGER 
‘ ayrcon H 7 7 APPROVED 
cw? CDS Cylinders and Liquid 


Level Sensor 


Powder-coated, reusable cylinders meet DOT Spec. 
No. 1RK23, ABA and ARI guidelines. Dual-port valve for liquid or 
Sion wile vapor. A refrigerant recovery scale or float sensor 






RROBINAIR 14 yEker 


Vacuum Pumps ade (sold separately) is required to avoid overfilling. Liquid 
Level Sensor No. 4LZH4 serves as a float switch. 
All units are 115V, 60 Hz, and have Dimensions (in.) iti 
check valves, a sight glass, and gas ; Description H W No. 
linder, 30 Ibs. 171); OV; 4LZH2 
ballast valve. Cylinder. 50 Ibs 1M7%s 124 AL ZH 


Bacharach®—Compact, 2-stage, Liquid Level Sensor For Use with 4LZH2, 4LZH3 4LZH4 


rotary vane pumps. 


Dayton®—Smaller pump design allows 
portability. On/Off rocker switch. 





JB Industries—2-stage, direct-drive 
pumps with low-profile On/Off rocker 
switch. Nos. 1AKD9 and 5UET2 have 





No. 40KJ53 


* GRAINGER @) 
APPROVED Bat 


well-protected drain valves sealed with that lets you shut off the pump while Mead > cn | 

O-rings to prevent leaks. All are UL still connected to the A/C system. a No. 5PWF7 
ACHARA = W 

Recognized. Yellow Jacket SuperEvac""— CDS cacnaracn? (WGA ¢ INFICON 





Robinair®—Models have 2-stage 2-stage pumps pull a vacuum down Refrigerant Charging /Recovery Scales 


rotary vane design. No. 52VN81 to 15 microns or better. Feature a - . 
VacuMaster™ has high CFM rating for built-in vacuum gauge, all-metal Scales are electronic with 3 digital Wireless—wUnits track refrigerant trans- 


fast evacuation. No. 52VN86 features construction with steel handle, and se Hie aetna decimal Ib., balls esau i pele raul 
a heavy-duty motor and an Iso-Valve™ _ intake filter screen. 9: p - NO. play 


No. 5PWF7—"" male flare through your smartphone via a free app. 


Amps Mfr. Item 1 ae No. 40KJ54 can operate without a smart- 
Description Displacement AC HP InletPortSize Cord Weight Model No. ange, AO UNS MOSENES phone via wireless handpiece with display. 


Pumps charge/recovery programs. 
" " 2002- Max. Mfr. Item 
shack 2.0 cfm — % Yiand%' Flare 6 ft 21.5 lb. ‘Goo, | 3MMuUS Description Cap. (tb) Accuracy ; Brand : Mode “Noi, 
‘ i 2002- 0Z ellow Jacket 
ee a ee is. ee 1100.1 02./0.005 Ibs /2g TIF TIFSO10A 17921 
CPS Pro-Set 6.0 cfm 5.0 % %', Y'and %4' Flare 6 ft. 22.5 lb. VPS6DU 406D62 110 +29 GA 5PWF8 _5PWF8 
3.0 cim 5.0 % VY'and%'Flare 6ft. 19.8lb. — 2VKY3 200 +29 GA 5PWF9 5PWF9 
Davion 9.0 cfm 7.0 % V'and%'Flare 6ft. 243lb. — 2VWKY4 220 .20.02./10 gm JB Industries DS-20000 3TRC1 
¥ 7.0 cfm Zo YY  Ya'and%' Flare 6 ft. 37.5 |b. — 2VKY5 Charaina/ +1.0 02z/ +0.06 Ib./ +0.03 
9.0 cfm 90 “% V'and*%'Flare 6ft. 375lb. — —2VKY6 Bee Gvan Seale 220 kgor0.1% of Reading,  YellowJacket 68812 29AU22 
4.0 cfm 7.0 Y%  Y'and%' Flare O6ft. 31.11b. DV-4E 1AKD9 y Whichever is Greater 
3.0 cim 7.5 Ye  Va'and%'Flare 6 ft. 29.6 lb. DV-85N 1RK24 220 0.50z WE TIF9030 3MMU7 
JB Industries 6.0 cfm 5.2 % Y'and%' Flare O6ft. 30.0lb. DV-6E SUET2 250 0.25 02./10g AGondustries DS-20000S 482367 
7.0 cfm 7.5 Ye %', Ye’ and %' Flare 6 ft. 31.0 lb. DV-200N 1RK23 4 ; ompute- 
10.0cim 7.7% 34" Varand Ye" Flare 6 ft. 35.31b. DV-285N 3WU95 = +0.05% Reading A-Charge _ ©6220 + 406038 
Va Hi 2 
50cim 200% 4 Oa” 6 ft 21.0 lb. 15500 52VN81 ee 330 +0.44 Ib. Bacharach _ 2010-0000 31TP43 
ponmal Verand 3a" Flare Charging/ 220 +24 GA 5PWE7 SPWE7 
6.0cfm 20.0 % vy" ACME OOF. 27.0 lb. 15600 S2VN86 Recovery Meter ma 
Yellow Jacket 6.0 cfm 6.2 % Yrand% Flare 8ft. 35.0lb. 93560 1WLF8 0 ; est 
Superévac” 8.0 cfm "6.2 “Ys and Ye" Flare 8.37.9 1b. 93980 —-1WLES a — = st tical Instruments _ RSX 447M21 
Premium Vi.icim 10.0 % Y'and’ Flare 6ft. 32.0lb. 93590 38D861 ireless Charging +0.06% Reading ; Canee. 
Yellow Jacket i yaaa Scale, App-Based 250 +0.25 02./10 g Inficon —_719-202-G1 40KJ53 
7.0 cfm — % Ya'and%' Flare 6ft. 30.8lb. 93600 10M826 ; 5 
Bullet Economy Wireless Charging 250 +0.06% Reading lnfiéan 719-203-G1 40KJ54 
Oil and Oil Caddy Scale, with Handpiece +0.25 02./10 g 
JB Industries Vacuum Pump Oil, Non-Detergent, 1 at. DVO-12 20HJ90 Wireless Charging/ 110 68°to 122 °F/ +0.25% UEI Test WRS110 53YP67 
JB Industries Vacuum Pump Oil Caddy DV-11 20HJ89 Recovery Scale FS_+1 dgt Instruments 
Yellow Jacket SuperEvac™ Oil, 1 gal. 93096 29AU06 Optional Handpiece, For Use with 40KJ53 Inficon 719-715-G1 40KJ55 
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IV, @ 
Bed] YEEKOW Johnson Wy 6) INFICON 
sical Controls BACHARA CHARACH 


Yellow Jacket—No. 10M819 has flashing tip, UV JB Industries—Allows you to detect all HFC, HCFC, 

lights, and Smart Alarm LED that shows the size of — and blended refrigerants, plus the new HFO refrigerants. 

leak on a scale of 1 to 9. No. 35YX37 has a peak function that stores the highest change 
in refrigerant concentration while continuing to detect leaks. 





~X Johnson Controls—Manual and automatic back- 
a ground adjustment. UEI Test Instruments—No. 52AU29 has a digital numeric 
oo ‘ : leak size indicator with 3 sensitivity levels and a visual LED 
Inficon—Automatic background adjustment, 
Refrigerant audible and visual alarms. Nos. 52XH2, 5ZXH1. and _ [ak alarm in a splash-resistant housing. No. 52WH43 can 


' detect existing halogenated refrigerants and blends with 2 
Leak Detectors ey ie NCUCE MOUNIDIE ews an oaleaaDViOne Jabr position sensitivity selector, plus audible and visual leak rate 


Detect all halogenated refrigerants, except | Bacharach—No. 3MMT2 has high or low sensitiv- indicators. No. 52ND59 is NIST certified. 


No. 5ZXH2 only detects CO, refrigerant. ity modes. 
Sensitivity Mfr. Item 
Description Sensitivity per Year Level Model No. 
Yellow Jacket 
AccuProbe™ II, Audible Signal, 4AA Batteries, Low Battery Indicator, Case 1.7 g /year 3 69354 10M820 
AccuProbe UV™, UV Lights, Audible Signal, 4AA Batteries, Low Battery Indicator, Case 1.7 g /year 3 69336 10M819 


Johnson Controls 
Positive lon Emission Heated Diode, Rechargeable Battery, Charger, Case 0.1 oz./yr. 
Replacement Sensor, For Use With Mfr. No. RLD-H10G-1 and RLD-H10PM-1 — 
Maintenance Kit: 100 Replacement Filters, 3 Airflow Indicator Balls, 3 Probe Tips, Case _— 

Inficon 
D-TEK® CO2 Refrigerant, Infrared Absorption, Infrared Cell, NiMH Batteries, Low 


RLD-H10PRO-1 45GX87 
RLD-H10-601R 406418 
RLD-H10-602R 406419 


Battery Indicator, Spare Filters, 120V Adapter, 12V Car Adapter Case og/year 2 EIE0E EN SEANE 
-Mate® Heated Diode Sensor with Mechanical Pump, Audible & Visua 909. 
Signal, 2D Batteries, Low Battery indicator Spare Fiters, Case ae 0.25 Oz./Year CFCs, HCFCs, HFCs & HFOs 2 705-202-G1 3MMN5 
Compass® Heated Diode Sensor with Mechanical Pump, Audible Signal, Ni atteries, Ane. 
Low Battery Indicator, Spare rters, 1 ricapter 12V val Adapter Case 0.15 Oz./Year CFCs, HCFCs, HFCs & HFOs “ 717-202-G1 oZXH1 
D-TEK® Select Infrared, Audible Signal, Ni atteries, Low Battery 909. 
Indicator, Spare Filters, 120V Adapter, 12V Car Adapter, Case 0.10 Oz./Year CFCs, HCFCs, HFCs & HFOs . 712-202-G1 3MMN3 
Bacharach 
H-10 PRO, Positive lon Emission Heated Diode, Rechargeable Battery & DC Wall Adapter, Case, Headphone Port nee Oe erent = H-10Pro  38GN48 
Tru Pointe® IR, Audible & Visual Signal, Rechargeable Battery, AC Wall Charger, DC Charger, Flexible Probes, Case 0.1 oz/yr (3 g/yr) _ 0019-8200 45AW26 
Tru Pointe®, Patented Sensor, Audible & Visual Signal, 2 D Batteries, Low Battery Indicator, Flexible Probes, Case sack peaa ie al Cae 2 19-8106  3MMT2 
“hunni. d, Ligh ht, Ad d Infrared S Long Life S Al Capability, C 

urora® Infrared, Lightweight, Advanced Infrared Sensor, Long Life Sensor, Alarming Capability, Case, ; 5 
Wand Extension, Needle Nose Probe, 12V Vehicle Charger, 120 to 240V Wall Charger, Filter 0.1 oz./yr. Adjustable = LD-6000IR_—S5YX37 
Prowler® LD 5000, Long-Life Electrochemical Sensor, ensitivity Levels, 2 
Audio and Vibrating Handle Alarm, Battery Operated, (4) AA Batteries 0.05 Oz Adjustable LD-5000—20HJ91 
Quest LD-3000, Long-Life Electrochemical Sensor, 3 Adjustable Sensitivty Sensors, Case, (4) AA Batteries 0.10 Oz./Year CFCs, HCFCs, & HFCs 3 LD-3000 415F92 
Robinair 
Audible Signal, True Mechanical Pump, Automatic Calibration & Reset to Ambient, 
Long Life Stable Sensor, Low Battery Indicator, 3 Adjustable Sensitivity Levels. Leak 0.05 oz./yr. R-134, 0.025 oz./yr.R-22 Adjustable LD3 473F78 
Test Vial, (4) AA Alkaline Batteries, (5) Replacement Sensor Filters 
cold eee cen S Digital N Leak Size D Visual LED Leak Al A 
Solid Electolyte Semiconductor Sensor, Digital Numeric Leak Size Detector, Visua eak Alarm, Automatic 7 ; 
Calibration, Ambient Level Reset, Splash Resistant, Workllgnt, ea alieries, vase, Sensor Filters, Leak Test Vial 0.05 oz/yr. R-134a, 0.025 oz./yr. R-22 3 RLD15B 52AU29 
2 Position Sensitivity Selector, Audible Tic Rate, Long Gooseneck Probe, On-Hand Operation, 
Automatically Detects All Existing Refrigerants an Bends, ee Battery. Lead lest Vial 0.5 oz/yr. 2 RLD10 S2WH4s 
Visual LED Leak Alarm, Automatic Calibration and Ambient Level Reset, Splas : 5 ; 
Resistant, Lightweight, (4) AA Batteries, Case, Filter, Leak Vial 0.05 oz./yr. R-134a, 0.025 oz./yr. R-22 3 AEDIOP, _“BeNDSe 
Replacements 
Replacement Probe Cap And Filter Kit, For Use With Mfr. No. 717-202-G1 /1/-/01-G1 5ZXH4 
Replacement Probe Filter, For Use With Mfr. No. 3015-4484 3015-2906 34K571 
Replacement Filters and O-Ring Kit, For Use With Mfr. No. 0019-8200 0019-0801 45AW27 
Replacement Tip Filter, (Pkg. Qty. 5), For Use With RLD15 RLDIF 6CMT6 


Superior 





Ultrasonic Leak Detectors niaakteend @)INFICON 


AccuTrak® technology allows you to easily pinpoint pressure and vacuum leaks in air conditioning and refrigeration 
systems without changing tips or components. Detect any type of refrigerant or gas, even as small as 1.5 oz. per year 
of refrigerant, or hear a 5 psi leak up to 30 ft. away. Use the Touch Probe to hear internal ultrasound to quickly diagnose 
malfunctioning valves and bearings. Troubleshoot a TXV in just 5 min. Use the Sound Generator to artificially “sound 
pressurize" any enclosure or vessel to find leaks; ideal for refrigerator door seals. No. 3KXG7 can detect pressurized or 
vacuum leaks for any gas including nitrogen. The laser pointer helps you pinpoint leak location, even for far-away leaks. 








No. 35LX63 Mfr. Item 
Includes Brand Model No. 
Headset, Probe, Carry Case, Wave Guide, Battery Superior AccuTrak® VPE 35LX63 
Sound Generator, Headset, Probe, Carry Case, Wave Guide, Battery Superior AccuTrak® VPEPRO-PLUS  35LX64 
Headset, Carry Case, Wave Guide, Battery Superior AccuTrak® VPE-GN 30LX65 
Whisper® Ultrasonic Detector, Probe Extention, Headphones, 2 "D" Size Batteries, Hard Plastic Carrying Case and 2 Year Replacement Warranty Inficon 711-202-G1 3KXG7 
. 4 Data Loggers | Sypco) 
20LRO4 = Self-contained for temperature, except No. 4LWX3 monitors temperature and 
humidity. Nos. 20LRO3 to 20LR05 have a real-time LCD and user selectable Stop on memory full, 
8) or rollover for continuous logging. Display alarm icon for high/low status and retain data if battery 
Pi ste fails. All models include cables, software, and battery. 
SLO0TH Temp. Relative Mfr. Item 
als a 5 Description Range (F) Humidity Range Accuracy Model _No. 
lemper iniature Data Logger, “Ane ° 0 ° 0 
_tMenaey Temperature and Humidity 40° to 158 0t099% +1 °F Temp, +2% RH SL300TH 4LWX3 
Data Logger, Lithium Battery, Temperature -5° to 160° — +0.9°F (0.5 °C)  SLS00T 20LR03 
| Sigreo) 1H} Data Logger, Temperature -5° to 160° — +0.9 °F (0.5 °C) SL500TC 20LR05 
Data Logger, External Temperature -5° to 160° — +0.9 °F (0.5 °C) SLSOOXT 20LR04 
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Seetoorme No. 34GRO4—Injector easily overcomes systems 
pressure and you can add fluorescent dye even 


Leak Detection Kits FLUKE. if the system is live. The included leak detection 
and Accessories po flashlight comes with a rechargeable battery and 


Fluorescent leak detection kits use charger. 
OEM-approved universal/POE (polyolester) 
solvent-free dyes that reveal leaks as small as 
Oz. per yr. or less. Compatible with CFCs, HCFCs, 
and HFCs with an inspection range up to 25 ft. 
Use with small and medium air conditioning 
refrigeration systems, except No. 34GR05 is for 
medium to large air conditioning and refrigeration 
systems. All kits treat up to 50 Ib. of refrigerant, 

4 gal. of lubricant, or 24 tons of cooling, except 
No. 34GR05 treats up to 400 Ib. of refrigerant, 16 





No. 34GRO05—1The injector overcomes systems 
pressure and lets you add fluorescent dye even if 
the system is operating. The included leak detec- 
tion flashlight has a rechargeable battery and 
charger. 


No. 34GRO2—Kit has an injector that easily over- 
comes systems pressure and allows you to add 
fluorescent dye even if system is up and running. 


No. 34GRO3—kKit allows you to add fluorescent 





gal. of lubricant, or 150 tons of cooling. No. 34GR04 dye and refrigerant in just 1 step. 
Mfr. Item 
Description Includes Model No. 
Spectroline Leak Detection Kits q HED FGSHIGHCEZTIESC DWE § on eee Male 
“lack™ Kj ‘ uorescent Leak Detection Flashlight, EZ-Ject Dye Injection System, OZ EL= ulti-Dose : 
EZ-vect” Kit, Commercial pworescent Pye Capsules, GLO FAY bye 7 Rates Fuorescence-Ennancin MULMTMee EMI OLK-400EZ/E saGhit 
oT V3 ; uorescent Leak Detection Flashlight, Big ulti-Dose Dye Injection System, 0 02. - ulti- ; 
BigEZ" Kit, Commercial pose Fluorescent Dye art idge. Gt O-AW AY bye vipanet Dye lett Systane (3) Ds on EVE Nk 5 OLK-400BEZ/E d4GR05 
—lact™ Ki i dno iolet uorescent Leak Detection Flashlight, EZ-Ject Dye Injection System, 0 0Z. EZ- ulti-Dose : 
EZ-Ject™ Kit, Residential Gye vartges, GLO: AWAY tye vleane! Ang (1) Goel} GSO (Hy CS ros. for Hose/Coupler OPK-40EZ/E 34GR02 
7 ; + anti lolet uorescent Leak Detection Flashlight, =1/E, cals : ingle- _ 
GLO-STICK® Kit, Residential Dose Dye Capsules, GLO-AWAY Dye Cleaner, Fluorescence-Enhancing Glasses OPK-40GS/E 34GR03 
Amount of Amount of Dye Type of Capsule Mfr. Item 
Oil in System Refrigerant Type Typical Applic. Compressor Oil Size Brand Model No. 
Parts and Accessories 
Glo-Stick® Capsules, Inject With Refrigerant, Single-Use 
1./ gts. to 3.2 gts. a 23 LS. AC ER Sysiems From 2 10.6 tons Ba OZ. apectroling ge eRe ane 
3.3 gts. to 2 gal. to 25 Lbs. ystems From 6 to 12 tons 02 0Z. _Spectroline : 4 
Up to 1.6 ats. Up to 4.9 Lbs. Universal/POE —“Ar’g’R’s\stems From tto 2 tons POE: Mineral Oil, Alkyl Benzene ~9'55-97-—ShectrolineGS-1/ECS  14A017 
Up to 15 fil. oz. Up to 2.9 Lbs. AC & R Systems Up to 1 ton 0.03 0z. Spectroline GS-101/ECS 14A018 
EZ-Ject™ Fluorescent Dye Injector Kit, Inject Manually 
Up to 4 gal. Upto 50 lbs. _Universal/POE —_ Small and Medium AC&R Systems POE, Alkylbenzene, or Mineral (2) 0.50z. Spectroline EZ-100/ECS 5LA37/ 
EZ-Ject™ Dye Cartridge, Multi-Use, Pkg. Qty. 6 
Up to 2 gal. Upto 25 lbs. _ Universal/POE —_ Small and Medium AC&R Systems POE, Alkylbenzene, or Mineral 0.50z Spectroline EZ4/ECS  5LA38 
BigEZ™ Dye Cartridge, Multi-Use 
Up to 16 gal. Up to 400 lb. _ Universal/POE Medium to Large AC&R Systems POE, Mineral Oil, Alkyl Benzene 4.0 0z. _Spectroline BEZ-4/ECS 14A014 
Fluorescent Leak Detection Flashlights 
OPTIMAX™ 400, Cordless, Violet Light, UV, Includes Lamp, Fluorescence-Enhancing Glasses, Lanyard, Belt Holster Spectroline OPX-400CS 34GR06 
OPTI-LUX™ 400, Cordless, Rechargeable, Violet Light, UV, Includes Lamp, Charging Cradle, AC and DC Cordsets, Fluorescence-Enhancing Glasses, Lanyard Spectroline _OLX-400 34GR07 
6 UV/Blue LEDs, 3 White LED Flashlight with 100,000 hr. LED Life, Cordless, Includes Key Chain Carabiner Fluke RLD2 5DJE/ 
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Vacuum and Superheat/Subcooling Gauges 





Supco—No. 11C70 features a color-coded LED Testo—Micron vacuum gauge with wireless Bluetooth® a 
readout and 1%" male flare connections. Includes communication to smartphone; 1 micron resolution; 
hanger/stand, quick caps for fittings, and case. display data, create reports, and send via email or SMS. 





Digital models update every 2 sec. and feature 
ultrafine resolution, auto-off, and a built-in hanger. 
No. 4FY27 has 412-digit LCD, thermistor sensor, 
and reads vacuum in: microns, psi, In Hg, millibars, 
pascals, Torr, or Millitorr of vacuum. Cleaning port 
for sensor cleaning and drying. No. 20LRO1 is dual UE! Test Instruments—Provides in-field calibra- 
port with a backlit LCD. Unit has an audible and tion, analog bar graphs, easy sensor cleaning, and oil 
visual alarm when preset alarm thresholds are met. | contamination sensors. 


Test Products International—/emperature compen- 
sated, 300 psi overpressure digital vacuum pressure 
gauge detects leaks created by vacuum, 7 units of 
measure. 





JB Industries—No. 35YX36 measures vacuum and 
can be remotely monitored via wireless Bluetooth® 





and/or smartphone with free app. Program unit with poe anes 
a low/high limit alarm and it has data monitoring _ Power Mtr. Item 
capabilities. Includes a power adapter and case. tae Measuring Range Supply Brand LL LP 
No. 5UET3 features programmable alarm, backlight, sce 30 to 3000 {IRIE a a Battery = Supoo G60 ae 
: igita to 19, icrons , Not Include upco 
shutoff, and large LED screen. Factory calibrated. Digital Oto 19,000 Microns (3)AA Batteries Supco VG640D  20LR01 
Includes AC adapter and case. No. 3TRC2 provides Digital Wireless Oto 12,000 Microns Rechargeable Lithium Polymer Battery 1B Industries SH-35N 41 Fo 
j IQital VWITEleSS 0 12, Icrons ecnargeabdie Lithium Folymer battery ndustries = 

continuous read on LCD and saves last readout Digital 10 to 200,000 Microns AC or Batteries JB Industries DV-41 __ 5UET3 
at shutdown. Leakproof design. 4" swivel flare Digital 10 to 100,000 Microns QV Battery JB Industries DV-24N _ 3TRC2 
connection Digital 0 to 600 psi —_— Yellow Jacket 69196 29AU24 

; Digital 1 to BO eit Micron 8) Call Battery Yellow ore ne jana 

Digital O02). icrons atteries ellow Jacket 4 
Yellow Jacket®—No. 9XHF8 automatically Digital 10 to 25,000 Microns QV Battery Yellow Jacket 69086 9XHF8 
compensates for temp. and can ceplay down to 10 fal es pe 
. . . . 19] : Icr ry | - = 
microns in 7 different units. Sensor cord stretches Digital with Bluetooth 0 to 20,000 Microns (2) AA Batteries Testo 0560 5522 0 492764 
to 24". Auto-Off. Replacement Vacuum Sensor une 19 to 12,000 Wilcrons ay pattery net Products Ml, 5 eaten de> 
: Igita 0 109, Icrons atlery est Instruments 
No. 10M817 is sold separately. Digital 5 to 10 Microns (3)AA Batteries Robinair RAVG-1  406P95 
. ae Mir. It 
Inficon—Pirani sensor for accurate measurements Description Api Model No. 
and replaceable filter to protect sensor. Reads from Replace cats aiecseoe See —_ eas a 
: : : : : acuum Sensor, For Use Wit r. No. ellow Jacket 7 7 

atmosphere to 1 micron. Quick calibration button; Remote Alarm Receiver, For Use With VG640 Supco R100 _12H939 


Ya" refrigerant flare fitting. Battery life: 45 hr. * Battery included. 
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Scan. Order. Done. 
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=” HVAC and Refrigeration Service Tools 


Choose the tools you need from the brands you trust. 
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Mfr. Item 
Description Brand Model No. 
A. Gas Pressure Testers are 
Op. Range 0 to 10 (in. WC), Slack Tube 36.0", Max. 
no. . —_ rrp 120% in a iting, case Yellow Jacket © 78055  12H949 
. Range 0 to 35 (in. , olack Tube 36.0", Max. 
Temp. 120°F, Incl A Fitting Case Yellow Jacket 78060 = 12H950 
Manometer, Op. Range -19.95 to 19.95 In WC, Accy. +1.5%, Incl. Tubing, Fittings Yellow Jacket 78052 45JT41 
B. Gas Leak eee 
Detects Combustible Gases and Flammable Refrigerants; Intrinsically : 
Safe: Audible/LED Alarms; Incl. 2 D Batteries & Case nO eee Gh Tene 
Detects Combustion Gases; Smart Alarm, LED; Incl. 4 AA Batteries, Case Yellow Jacket 69373 38D901 
Detects Nitrogen, , Uses 4 AA Batteries, Incl. Case Yellow Jacket 69341 38D902 
C. Flaring/Swaging Tools SOU IY 
Flaring Tool, 45° Single Lap, 0.D. 6, %4, “6, %, 2, %'’, 
No. 38D892 Incl. Automatic Height Gauge, Cushioned Handle reve eee: tee 
Flaring Tool, 45° Single Lap, 0.D. 16, 16, 4, ¥8, ‘As, ¥2, ¥%', Incl. Case Yellow Jacket 60210 38D890 
Flaring Tool, 45° Single Lap, 0.D. %", Incl. Yellow Jacket 60295 38D893 
Flare/Burnishing Tool, 45° Single Lap, 0.D. “16, “6, %, %, Ae, 2, ¥', Incl. Yellow Jacket 60270 38D891 
Swaging/Flaring Tool, 45° Single Lap, 0.D. %", Incl. Case Yellow Jacket 60440 38D892 
Swaging Tool, 0.D. 46, 4, 6, ¥, Y2, Ye Yellow Jacket 60460 38D895 
Swaging Tool, Punch, 0.D. “4, %, %, ¥%° Yellow Jacket 60475 38D896 
Kit, Flares “3, Ae, V4, Ae, ¥8, As, 2, 2, 74, Swages Ne, ; 
Va, Ihe, %, Vo, Ye, Ya, Cuts Ye up to 144 Pipe mpenal. ioe “SannGs 
D D. Tube Benders 
: 3-int, 180°, 0.D. %, “6, 3" Yellow Jacket 60390 38D894 
No. 2NXE6 Set, 0° to 90°, 0.D. %, Ve, %, %, %, %, 7%’, Incl. Case Yellow Jacket 60331  2NXEG 
Set, 0° to 90°, One-Handed, 0.D. 4, “16, %, 2, %, 44, 7" GA _ 6AWP9 
Reverse Adaptor, 90°, 0.D. % to “' Yellow Jacket 60342 38D889 
E. Tube Expander Kits 
es 0.D.%-1% Yellow Jacket 60407 38D882 
Hydraulic, 0.D. ¥ to 1%" Yellow Jacket 60493 38D883 
0.D. V4, Ve, ¥8, 2, %, ¥4, %, 1, 1%" CPS Blackmax BILE9  406D64 
\Cis# seat F. Tube Cutters 
Tubing Cutter with Reamer, O0.D. % to 1%" Yellow Jacket 60101 38D884 
F. Tubing Cutter with Reamer, O.D. 1 to 1%" Yellow Jacket 60102 38D885 
No. 38D888 Tubing Cutter, 0.D. % to %' Yellow Jacket 60160 38D886 
Tubing Cutter, 0.D. % to Yellow Jacket 60121 38D887 
Tubing Cutter, 0.D. % to 1¥° Yellow Jacket 60142 38D888 
G. Pinch-Off Tool 
0.D. % to 2" Imperial 105-FFSP 33NR63 
H. Valve Core Tools 
Evacuation/Core Removal, Core Storage, For % Schrader Valve GA — 4PDJ5 
Core Remover w/ Hollow Storage Handle, For “% Schrader Valve GA — 4PDJ4 
Ya" Valve Core Remover with Access Port JB Industries A32525N  38DXD7 
Vacuum/Charge & Core Remover, Side Port, %e' Yellow Jacket 18985 38D863 
No. aoxes Vacuum/Charge & Core Remover, Side Port, 4" Yellow Jacket 18975 38D862 
Valve Core Removal Tool, 1.625" JB Industries CM-CRIOOL 415F99 
Valve Core Remover, 1" JB Industries A32500N-G 20W311 
Valve Core Remover Tool, 14" JB Industries A32004-G 20W310 
Valve Core Torque Tool, %4', Automatically Torques to 5 Ib. JB Industries A32008 20W312 
I. Evacuation/Recovery Tools 
Plier-Type Evacuation/Recovery Tool, Fits “6 to “s' O.D. Hard Tubing JB Industries A32100 38DXD6 
Line Piercing Recovery Tool, % to 2’ 0.D., Incl. Spare Gasket Imperial PT-109 36J605 
J. Access & Service Valves 
i Kit: Valves, Valve Core Tool, Cores, Plastic Core Remover JB Industries AVK-001 36P062 
N 3DXD6 Swivel Tee with Depressor, Swivel Nut on Run Ranco 30-110 1CXH1 
sale Back Seating Service Control Valve % SAE x % O-Ring Quick Coupler JB Industries A33000 3DXF2 
Nitrogen Purging Adaptor JB Industries BRZ-1000 5UET4 
K. Service Wrenches 
Hex Key Adapter, JB Industries  [T2-HKA 20W313 
Hex Key Adapter, 4" Yellow Jacket 60609 38D881 
Hand Ratchet, Reversing, Drive Size %e', 4", Ye, 48" Yellow Jacket 60610 29AU27 
Offset Ratcheting Wrench, , Reversing, SAE Size 4", /e', %", Ye Yellow Jacket 60616 38D898 
Box End Wrench, SAE or Metric, Size 2" & 4" Yellow Jacket 60615 29AU40 
Micrometer Torque Wrench, 12" JB Industries CM-TRQ 415G02 
J. Ratcheting Wrench, Reversing, SAE Size 14, 16, 4, “16 Yellow Jacket 60613  38D897 
No. 3DXF2 Combination Ratcheting Wrench, Reversing, “6, %4, ¥2, “6° Imperial 124-C  33NR68 
Ratcheting Wrench, Reversing, SAE Size 1% - %e', 25° Offset Imperial 127-CO  36J604 
Ratcheting Wrench, Square, Reversing, “4, %, 316, “6 Imperial 127-C  33NR69 
L. Fin Combs 
Fin Comb, All Fin Sizes Supco UFC1 407L17 
Fin Comb, Heavy-Duty Bicycle Grip Handle, Fits All Diversilech 1-300 2YJ78 
Kit: 1 Handle & 6 Heads, Fits 13,15,16,17,18, and 20 Fins per Inch Diversilech 1-101 2YJ7/ 
Kit: 1 Handle & 6 Heads, Fits 8,9,10,11,12, and 14 Fins per Inch Diversilech 1-100 2YJ76 
Kit: 6 Fins, Fits 8 to 20 Fins per Inch Yellow Jacket 61158 29AU42 
M. Drain Cleaning Gun 
Drain Cleaning Gun Dayton 491A19  491A19 
Replacement CO, Cartridges, Pkg. Qty. 12 Dayton 491A20 491A20 
N. Miscellaneous Service Tools 
Condensate Drain Valve Supco JV1B 35PT84 
Fan Blade Pitch Gauge Dayton _— 2PYL9 
Filter Puller, 8" Supco FP18 35P1T88 
LI Filter Puller, 48" Supco FP48 48XL60 
C Flame Sensor Cleaner Supco FSC10 ——- 48XL62 
Fan Blade/Wheel Puller, Fan & Wheel: Incl. 4 Jaws, Plastic Centering 
: Sleeve, Hardened Bolt, 4 Locking Bolts, Instructions Dayton 7 2PYL8 
No. 491A19 Hybrid Jumper Supco HYB1YL  48XL61 
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# 
Coil Cleaners =» Nu-Calgon 
Mfr. Item 
Description Size Model No. 
Condenser Cleaners 
Alka-Brite Plus®, Alkaline Foaming 1 gal. 4120-08 1ANJ5 
Cal-Blast, Aerosol No-Rinse Solvent 20 oz. 4132-20 20LP96 
CalClean, Alkaline 2.9 gal. 4135-06 22NV40 
Green Select Cal-Green, EPA Safer Choice 1 gal. 4190-08 3CFP2 
Nu-Blast®, Aerosol, No-Rinse Solvent 18 0z. 4290-75 2RZW5 
Nu-Brite®, Aerosol Alkaline, USDA 18 0z. 4291-18 1ANJ2 
Nu-Brite®, Alkaline Foaming, USDA pee 7331-08 tANGe 
TriClean 2x, Alkaline 1 qt. 4372-24 22NV39 
Tri-Pow'r HD, Alkaline Indoor/Outdoor 1 gal. 4371-88 22NV38 
Fraporator G eaners _ | 
vap Foam-No-Rinse®, Aeroso F 
Foaming, No-Rinse 18 oz. 4171-75 1ANJ6 
Evap-Fresh®, Disinfectant, No- : 
Rinse EPA Registered Acroso 18 oz. 4166-75 2RZW3 
vap-Fresh®, Disinfectant, No- 7 
Rinse, EPA Registered ‘gal. 4166-08 2RZWe 
Evap Pow'r-C®, Alkaline, No-Rinse pee eee aN 


Safer Choice No-Rinse 

Condenser or Evaporator Cleaners 
Blackhawk™ Expanding Foam, Aerosol, NSF 18 oz. 
Cal-Brite, Acid 1 gal. 4133-08 20LP90 
Special HD CalClean®, Alkaline 1 gal. 4143-08 3CFR6 
Detergent, USDA 2.0 gal. 4143-06 20LP91 


Accessories 
Coil Gun® Sprayer 2 qt. 4//4-0 1ANU1 
4774-1 40TC91 


Coil Gun Probe 


4127-75 401084 


Ga? 
SPEEDCLEAN 


Portable Coil and Tube 
Cleaning Systems 


These compact, easy-to-use cleaning systems save 
time and increase system efficiency. Models are 





$¥Nu-Calgon 


a 








Pe ote By 1] No. 
ee Ice Machine Cleaners 22Nv20 
——— Mfr. Item : 
: Description Size Model No. Ro ewe 
No. 22NV40 Nickel Safe, Food Grade, 1 gal. 1 gal. 4287-08 _22NV29 j 
Nickel Safe, Food Grade, 16 oz. 16 02. 428/-34 3CFP9 . 
IMS-III Sanitizer, EPA Registered Ip 02. 155 ee ane 0 = 
a OZ. 1-4/ vi 
Liquid Cleaner, Food Grade 1 gal. 4907-08 22NV28 
\ 
\ 
Foaming Coil Cleaner 
Nonflammable, biodegradable, and quickly 45JE32 
c removes dirt, grime, and grease. Foaming 
1ANJ6 | action is ideal for hard-to-reach areas. NSF “ 
C1 and P1 Registered, except No. 410X95. - i — 
Description Size Brand Model No. 

. 7 1 gal. Simple Green 0180100404001 45JE32 
= Alkaline, Liquid, Self-Rinsing Formula 5 gal. Simple Green 0180100104005  45JE33 
—_ Age Wigan 370k 55 gal. Simple Green 0180100104055  45JE34 
a aline, Liquid, Foaming and Brightening. : 2 
~ Not For Use on Evaporator Coils. 1 gal. Nu-Calgon 4178-08 410X95 

No. 1ANU1 Alkaline, Aerosol, Foaming 20 oz. Simple Green 0110001213418 19ZN60 








No. 
designed to clean coils up to 8 inches thick, shell and 38G224 
tube condensers, and straight-tubed heat exchangers. y 
Volts/ Net Mfr. Item Ps 
Description Includes GPM Phase Hose Dim. Weight Model No. PA 
“Collet? Rechargeable Battery Operated Col o 
oilJet® Rechargeable Battery-Operated Col Fa 
Washer, 125 psi, Self-Contained, Integrated 3.375 2) Spray Nozzles battery, 9.6 12VDC Wx 10Ft 231b. CJ-125 386224 7 
gal Water Tank & 1.75 at Chemica Tank, - g p Pa 
ollJet®-200E Electric-Powered Coil Washer, Dsl, P 
Continuous Water Supply Option, Integrated 3.375 gal. (2) Spray Nozles, tO. GECI gs 445 "x10 ft. 201D. Cu-200e 52WX07 7, No. 
Water _ & 175 at. Chemical Tank, 15 ft. Cord om _ ' P 4 =SAEW2 
owJet™ Electric Coil Cleaning ose, Spray Gun wit ' ; 
System. 400 psi 25 ft Cord . —_—— Lance, (2) Nozzles 2.5 115/1 %"x12ft. 35 lb. FLOWJET-60 29JA08 ~ 
ectric Heat Exchanger Tube Cleaner, Nylon-Case ; _ Th. 
Shaft with Reversible Rotation, 20 ft. Cord Reversible Foot Pedal 2.5 115/1 38 Ib. SC-TC-60 409X75 
Max. Flow Mfr. Item 
Description Type (gpm) Model No. 
CoilJet® Cleaning Accessories 
Condenser Needle™ Cleaning Wand, 150 psi Max. 36 | 90” Fan Spray 3.0 CN-03 5AEW2 
Spray Wand, 200 psi Max. a 30° ik 3045-28 SAEUS 
Stainless Steel 3-ft. Sectional Wand, 200 psi Max. 90° Fan Spray 0.5 CJ-WWSS 5AEWO 
Extension for 5AEWO Wand, 150 psi Max. 16°L 0.5 CJ-WWSS-EXT 5AEW1 
Foaming Nozzle Assembly, 150 psi Max. eee DS Mma ea ” No. eget 
; “ Extension -969 I. g. Item 
Lance Assembly, 4000 psi Max. 36" Extension 4 CJ-9657 5AEUS Size Model Qty. No. 
CoilJet® Battery & Charger, 12VDC, For No. 38G224 SpeedyFoam® Biodegradable Foaming Coil Cleaner 
Sealed Lead Acid Battery — — CJ-9613 29JA02 1 gal. SC-FCC-1 5AEV7 
Spare Battery Kit Low Maintenance, Rechargeable _ CJ125-KIT-SB 29JA01 (4) 1 gal. Containers SC-FCC-4X1 4 5AEV8 
External Battery Charger Smart Charger = CJ2-24 29JA03 © gal. SC-FCC-5 1 5AEV9 
aa 
=e, No. 
Gas 52WU87 


Portable Scale Removal Systems 


systems clean heat exchangers and other closed-loop systems to improve efficiency and extend the life of your equipment. 
Designed with acid-proof components, units safely contain chemicals to minimize fumes, splashes, and risk to operator 







QGODWAY’ SPEEDCLEAN 








safety. Hands-free models monitor pH levels and inject additional chemicals as needed.  @ 
Flow Tank Motor Cord Net Mfr. Item ‘ 
Description Includes (gpm) Size Size Voltage Amps Length Weight Model No. qooow 
moray Heat Exch Tank, (2) 10 f - 
or Smaller Heat Exchangers, ank, a 5 
Compressors, Coolers, 50 Tons & Smaller Circulation Hoses 15 10gal. HP = 115 76 18ft. — 37Ib. GDS-C40  S2WU87 — 
For Boilers, Chillers, Large Heat with Multiple Fittings, 21 15gal. %HP 115 8.6 18ft. 50lb. GDS-C92 52WU88 
Exchangers, 50 Tons & Larger Flow Reversal Valve 21 15 gal. ue HP 230 43 18ft. 50lb. GDS-C92A 52WU89 * 
Hands-Free Operation, For Boilers, Chillers, ,enting. Orum, (2) id tt. 30 15 gal. - HP 115 11.0 21ft. 125/lb. GDS-15-PH 52WU85 - 
Large Heat Exchangers, 50 Tons & Larger Probe, Monitoring System 30 15gal. %4HP 230 5.5 21ft. 125lb. GDS-15-PH-A 52WU86 eee eee 
Mfr. Item 
Description Brand Model No. 
Descaling Solutions, 5-gal. Containert 
ScaleBreak, Biodegradable, For Steel, Iron, Brass, Copper, Plastic, Rubber Goodway SCALEBREAK-5 490W/72 No. 
ScaleBreak-SS, Biodegradable, For Steel, Stainless Steel, Iron, Brass, Copper, Plastic, Rubber Goodway SCALEBRK-SS-5 490W/7/7 490W72 
SpeedyBright (Potable Water Applications), For Steel, Stainless Steel, Iron, Brass, Copper, Plastic, Rubber SpeedClean SPDYBRI-05 490W81 
* Requires 230V plug, comes standard with 3-wire pigtail. f Larger sizes available on Grainger.com®. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 3011 
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> YELLOW 
. «<Nu-Calgon JACKET’ nericenaion 
A/C Drain Pan Treatments eit » vo. 
Mfr. Item IVERSHIEC ' r 22NV46 
acta Description Size Model No. Refrigeration ay 
u-Laigon | = i s 
cat Ponce aan TES ERES — Hee — Ee Lubricants and Olls 
el Tabs™, Protects Agains tons Tablets - 
Clogs, Eliminates adors 15-ton Tab 4185-15 22NW43 Emkarate® RL Polyol Ester Lubricants— 
20-ton Jab __ 4185-20 _ 22NWV42 OEM approved, including Copeland approved 





Pan-Treat®, Controls 


RL32-3MAF. Designed for CFC, HCFC, and HFC ei a) 








erie ee Overflows Bottle 4296-60 22NV26 
ater Damage ications: : 
PanPads®, Controls Slime {Pad,5-ton 4295-34  22NV60 applications; compatible with mineral oils, alkyl Zerol® Alkylbenzene 
Build-up, Bacteria & Odors 1 Pad, 15-ton 4296-24 22NV61 benzenes and PAGs. Refrigeration Oil— 
PurCool® Green Strip, Prevents oe 61044 = 40TC93 _______ Viscosity Excellent miscibility and 
Slime, Sludge & Odors T Strip, 10-ton 61045‘ A0TCO4 M80). OOK) Site Brand = Model No — compatibility with all CFC 
Lstrip, 30-ton___ 81048___40TG98 Emkarate® Rl Polyal Ester Lubricants and HCFC refrigerants 
PurCool® Green Tablet, Prevents ; y 
Drain’ Sucker" Kit, Clears Clogged 30-3MAF 150 1 ah 4314-66 22NV54 
sachin Weide ecOlciin 61308 20LP94 32H 150 __{ qt. 4314-44 22NV55 + HCFC-based service blends. 
Diversitech® Sa alan ir ooNyer Great for retrofitting with 
Flow-Plus™, Controls Slime, 10 oz. Tub FLOW-PLUS-10 3HAH3 , een a0 ; qt. | 5 16: i ee R401b. R402b. and R123 
Maintains Flow, Biodegradable _~_1.25 Ib. Tub FLOW-PLUS-125 3HAH2 No. 3CFR4 agi 500 5 gal rea SONVED os 
Zerol® Alkylbenzene Refrigeration Oil No. 22NVS1 Is Copeland 
32 150 1 gal. 4310-07 22NV50 approved. 
b+ 46 200 T gal. Nu-Calgon 4308-07 22NV51 ; 
Wc 4 ub ck io 4311-07 22NV52. A/C Re-New Lubricant 
e-New Lubrican itive A ' ' 
Freez-Kontr’|© Antifreeze 4oz. _Nu-Calgon 4057-55 40TC82 Additive—Quiets noisy 
Mineral Oil compressors, Improves 
Blue color aids in leak detection. Ideal for hydronic, chilled g¢__ 190 gal. Taox0S SoNVar heat transfer, and reduces 


32 150 9 gal. 


water, and other closed systems. 683001 gal. N¥-Calgon-aaq4-97 22NVA8 energy consumption. 


















f as rn x 68 300 5 gal. 4304-05 22NV49 
escription ize ode 0. ccessories Mineral Oil—Naphtheni 
Freez-Kontr'l®. 70% 1 gal. 4188-07 20LP86 A/C Re-New Injector Tool 4057-99 40TC83 il 4 ary ow He d 
Sree boar 5 gal. 4188-05 _ 20LP85 Refrigeration Oil Analysis Kit y,, calgon 4996-0 _22NV62 ONS are recommende 
Py y 90 gal. 4188-02 20LP87 Retrigeration Oil Retractometer gon7815-0 22NV63 for use with CFCs and 
Freez-Kontr'l® 95/5, 95% © gal. 4188-06 45YY09 Oil Pump 4814-40 22NV64 
Propylene Glycol, USDA 55 gal. 4188-03 45YY08 sian Yellow 77939 3gp93 UFOS: and approved by 
Glycometer™ Glycol Refractometer Kit 61301 40TD02 No. 20LP86 Pp Jacket Copeland and Carlyle. 
POSS SEY 
SPECTROLINE®*® 
Mfr. Item 
Description Size Brand Model _No. 
HIGHSIDE Acid Treatment and Neutralizers 
CoE Me hes ne: ACID-BUSTER® Injection Kit, Clear Yellow, Amber (2) 0.52 oz. Cartridges Spectroline AB-100CS 14A019 
. ACID-BUSTER® , Clear Yellow, Amber 0.9 02Z. Spectroline AB-5CS 14A020 
“ RX-Acid Scavenger®, Internal, White, Liquid, Unpressurized 2 Tl. OZ. Nu-Calgon 4301-02 3CFP4 
* GRAINGER RX-Acid Scavenger®, Internal, Clear, Pressurized Can 3.8 OZ. Nu-Calgon__ 4301-05 40TC89 
APPROVED ——— Leak Detectors 
: Car Blue High Viscosiy, Low rat Nu-Galqon-— 4183-04 2RZW 
al Blue® LT, High Viscosity, Low Temp. qt. u-Calgon : 
Refrigeration Service Fluorescent Gas Leak Detector, Gold 8 02. Nu-Calgon 4184-53 3CFR3 
T t Ki f Ch [ youl gas Leak Locator 5%: Parker Virginia near aiGs 
rax Bubble Leak Detector Oz. ighside 
eS l S; emica S; Scale Inhibitors, Removers 
and Sealers Eco-Lyme™ Scale Remover, Clear gal. pu-tag0n ul aa are 
er ; gal. u-Calgon : 
Liquid Scale Dissolver, Reddish Orange 5 gal. Nu-Calgon 4330-05 22NV32 
Season Ireat® Scale and Corrosion Inhibitor, White 5 Ib. Nu-Calgon 4364-88 2RZW6 
Season Start Scale Remover, Powder, Purple/Tan 10 Ib. Nu-Calgon 4360-88 22NV30 
plat fe Scale Remover Kit for Tankless Water Heater, Black/Blue/White 2"W x 30-Ft.L x 1/8"T Roll Nu-Calgon 4387-01 40TC90 
rain Cleaner 
Calci-Solve Descaler, Straw Color 1 gal. Nu-Calgon 4134-08 100739 
Heat Sink Compound 
- Cool Gel™ Heat Dissipating Spray 1 gt. JB Industries 11509 3MRG1 
. Thermo-Irap® Heat-Sink Paste, Tan 11.07. Nu-Calgon 4371-36 3CFP7 
: Pan=Spraj Thermo-Trap® Heat-Sink Gel, Gray 1 gt. Nu-Calgon 4371-32 100738 
No. Repair/Sealing Compound rH TaReG STaOUT3O2 Vet 
- WHITE covet ‘ ; .00 OZ. Ignside 
3MRG1 ie Leak Lock® Joint Sealing Compound 4 7] Highside HS 10004 30282 
; ; 0Z. ighside 
m Leak Lock® Gold Joint Sealing Compound Tar Highside  HS11004 30ZV84 
Pan-spray® Rubberized Coating, White 16 02. Nu-Calgon 4296-50 1ANJ9 
farspray”, Rubberized Coating, Black 16 02. Nu-Calgon 4296-51 20LP95 
ape 
Butyl Rubber & Bituman, Black 30 ft. L x 2! Wx 1/8° T GA APDE9 4PDE9 
Hi-Temp. Cork Tape, Tan 2'W x 30 ft. Parker Virginia. PIH1 29VN24 
Foam Tape, Black 2'W x 30 ft. L x 1/8°T GA APDF1__4PDF1 
Insulation Tape 2-W x 30-Ft.L x 1/8°T Roll Parker Virginia K502 4E309 
Epoxy Sealer 
Laco® Heat-Seal Stik, Premixed Epoxy Sealer, Green 0.38 02. JB Industries 11575 20HJ92 
Red Epoxy Metal Sealant Kit 0.50 oz. Highside HS12001 30ZY85 
Sealing Gum 
Block, Non-Drying, Pliable, Water-Resistant, Gray 2 |b. GA APDF4 4PDF4 
Insulation Cord, 100 ft., Gray 100 ft. GA A4PDF5 4PDF5 
Sealing & Caulking Cords, White Ye X 25 Tt. Nu-Calgon 4216-27 22NV37 
Sealing Cun 2 ID. Parker Virginia. PP-22 4E307 
g Ye xX 100 ft. Parker Virginia. PP-33 4E308 
Thumb-Tite™ Sealing Compound, White 2 Ib. Nu-Calgon 4216-92 22NV36 
Insulating Sealants, Cleaner/Protectants, Penetrating Oil 
Nu-Foam® Expanding & Insulating Sealant, Aerosol, Beige 12 02. Nu-Calgon 4293-04 40TC87 
No. A/C Shine® Compressor Surface Cleaner/Proctectant, Aerosol 12 02. Nu-Calgon 61118 40TDO1 
13D664 Penetrate HD® Super Penetrating Oil, Aerosol 12 02. Nu-Calgon 61105 40TC99 
Refrigerant Leak Repair Kits 
A/C EasySeal-SS, Up to 1% tons Systems Nu-Calgon 4050-01 13D662 
No. 4PDF1 A/C EasySeal, 1/2 to 5 tons Systems Nu-Calgon 4050-06 13D664 
A/C EasySeal, 1% to 5 tons Systems, 2 Cans & Hose Kit Nu-Calgon 4050-02 13D663 
A/C EasySeal Direct Inject, Up to 5 tons System Nu-Calgon 4050-08 45JR91 
A/C EasySeal Direct Inject, Up to 5 tons System, Pk. 6 Nu-Calgon 4050-07 45JR90 
A/C Piercing Valve & Hose, For Use With 4050-01, 4050-02, 4050-06 Nu-Calgon 4051-99 13D665 
Cool Seal™ EZ-Ject™ Kit, Up to 4 tons Systems Spectroline CS-100CS 34GR08 
Cool Seal™ EZ-Ject™ Cartridge, Up to 2 tons Systems Spectroline CS-1CS 34GR09 
3012 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Refrigeration System 
Flush Kits 


Clean interior of coil lines in refrig- 
eration or air conditioning systems 
after a compressor failure, burnout, 





or in R410 conversions. No. 2RZW7 
Mfr. Item 
Description Size Model No. 
Rx11-Flush® Liquid (Unpressurized) Starter Kit Liquid, Tank, Hose, Gun 4300-38 20LP89 
Rx11-Flush® Liquid (Unpressurized) 19.5 02. 4300-30 20LP88 
Rx11-Flush® Starter Kit 1 Ib. Can, Hose, Gun, Valve Pear eva 
oe (Pressurized) ae OTe 
Rx11-Flush® (Pressurized) 2 7 
Cans & 1 Injection Valve (2) 2 Ib. 4300-10 2RZW7 
Flush Line Set Tool, For 4300-09 4300-50 2RZW9 
Flush Injection Tool, For 4300-09 4300-89 121749 


GRAINGER 


* 
APPROVED 


Vibration Absorbers 


Stainless steel hose and braid with solid copper 
sweat connections. Compatible with CFC, HCFC, 
and HFC refrigerants. 


Max. | VIRGINIA KMP GA 
Connec. Overall Burst Working 
Size Length Pressure Pressure, Mfr. Item | Mfr. Item 
(in.)  (in.) = (psi) (psi) | Model No. |Model No. 






%in 8VYsin 2,625 650 |VAB3SS 1VNH9| — — 
%in 8%in 2,625 650 = — | — 6AWP2 
in Qin 2,625 650 | VAB4SS 1VNJ1| — G6AWP3 
Yin 9%in 2,500 650 |VAB5SS 1VNJ2)/ — GAWP4 
fin 11%in 2,500 650 |VAB7SS 1VNJ3; — — 
“in 12in 2,500 650 — — | — 6AWP5 
1%in 13in 2,500 600 | VAB9SS 1VNJ4| — 6AWP6 
1%in 14% in 2,500 550 |VAB11SS 1VNJ5| — G6AWP7 
1%in 17in 2,000 510 |VABI3SS 1VNJ6) — — 
No. 6X722 
Parker al GA 
APPROVED PARKER GA 
a Fitting Mfr. Item Mfr. Item 
Sight Glass <Size_|_Model_No._| Mode!_No. 
weat 
4 + %4x Vs | PSG-25 6X722 | — 6AWU2 
Moisture Indicators Oo PRESS XS — 
, “4S 46924, — 4 
Parker models have solid copper _ Sex Ue PSGBSAESO7 | BAWUS 
ends and are UL Listed for 650 psig ix PSG-/S__4E928 | — 6AWU6 
strength. GA models have copper- MX peacaupcaveag |< = 
plated steel ends. Yar 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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* 
Frosmvain ™ (ey \siancs 
Refrigerants 


Each cylinder has a pressure relief device. 


Note: The Federal Clean Air Act restricts the sale and use 
of CFC and HCFC refrigerants to technicians certified by 
an EPA-approved testing organization. 






No. 
10U329 








Refrigerant prices subject to change without notice. Call 
1-800-GRAINGER (472-4643) for current market price. 


Item 
Description Lubricant Brand No. 
Stationary A/C 
R-22, Green 30 Ib. Mineral Oil, Alkyl Benzene, Polyester Forane 2W198 
R-407C, Brown 25 Ib. Polyol Ester Forane 4LFC3 
R-410A, Pink 25 Ib. Polyol Ester Forane 3ZG62 
R-427A, Green 25 lb. Mineral Oil, Alkyl Benzene, Polyol Ester Forane 4LFC4 
Refrigeration 
R-134a, Blue 30 Ib. Polyol Ester Forane 5E057 
R-404A, Orange 24 lb. Polyol Ester Forane  6E862 
R-407A, Green 25 Ib. Polyol Ester Forane 4LFC2 
R-408A, Purple 24 Ib. Mineral Oil, Alkyl Benzene, Polyol Ester Forane 3L429 
R-507A, Teal 25 lb. Polyol Ester Forane 6U580 
Automotive 
R-134A, Automotive, Blue 30 Ib. Polyalkylene Glycol, Polyol Ester Forane 1D220 


134A, 12 oz. Can 
134A Plus Stop Leak, 12 oz. Can — 
134A Plus Sealer, Leak Detector, PAG 
& Performance Enhancer, 14 oz. 

134A Plus Sealer, Leak Detector, PAG 
& Performance Enhancer, 19 oz. 


Supercool 5DPW4 
Supercool 5DPW5 


Supercool 5DPW6 
Supercool 5DPW7 


Item 
Description Brand No. 
Accessories 
Refrigerant Tank Heater for 30 to 50 Ib. Tanks Robinair 52VN89 
Side Can Tap w/ 2 Adapters, For Disposable Refrigerant Cylinders, Manual GA 10U329 


GRAINGER MOBILE 


Use your smartphone to connect with 
Grainger on the go. Now you can find 


products, get real-time product availability, 
place an order and locate the nearest 
branch from the palm of your hand. 
Anytime, anywhere. 


> Download at grainger.com/content/mobile-features 
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HVAC & REFRIGERATION Scan. Order. Done. 
Compressors Details on page Al. 





Base Mount _Line Connection 
Discharge Suction Mfr. Item 
Voltage BtuH* L 1.D. 1.D. Brand Model No. 
200/230 53,000 7%in 7%in Yin Yain Copeland CROd3KQE-TF5-970 20HM43 
380/460 53,000 7%in 7%in Yin Zain Copeland CR53KQE-TFD-970 20HM44 







Ne: 200/230 53,500 7%in 7%in “in  ‘%in Copeland ZR54K5E-1F5-800 20HM88 
20HM48 460 53,500 7%in 7%in “in ‘in Copeland ZR54K5E-TFD-800 20HM89 
575 53,900 7%in 7%in Yin Yin Copeland ZR54K5E-TFE-800 20HM90 


200/230 57,500 
380/460 57,500 
380/460 57,500 
200/230 61,500 
380/460 61,500 
200/230 62,000 
200/230 62,000 
460 62,000 
460 62,000 
9/5 62,000 
200/230 70,000 


Yin 7 Yin Yin ’ain Copeland ZR5/KCE-TF5-830 20HM93 
Yoin 7¥in Vain Yain Copeland ZR5/KCE-TFD-930 20HM94 
Yin 7 Yin Yin ’ain Copeland ZR5/KCE-TFD-950 20HM95 
Yin 7 Yin Yin ¥4in Copeland CRNQ-050E-TF5-970 20HM46 
Yoin 7¥in Vain ¥4in Copeland CRNQ-050E-TFD-970 20HM47 
Yin 7 Yin Yin ‘ain Copeland ZR61KCE-IF5-930 20HM99 
Yin 7 Yin  Ye2in ’ain Copeland ZR61KCE-IF5-950 20HNO1 
Yoin 7¥in Vain ’ain Copeland ZR61KCE-TFD-930 20HNO2 
Yin 7 Yin Yin ’ain Copeland ZR61KCE-TFD-950 20HNO3 
Yoin 7 Vin Vain Yain Copeland ZR61KCE-TFE-930 20HNO04 
Yin 7 Yin Yin ’ain Copeland ZR68KCE-TF5-930 20HNO5 


NI) NII NINN NN NI NI NN NU NN NI NU NI NU NU NI NI NN NU NU NY NI 


° 900/230 70,000 7¥%in 7%in ‘in %in Copeland ZRGSKCE-TF5-950 20HNOG 
Copeland 460 70,000 7%in 7¥%in Yin Yin Copeland ZROSKCE-TFD-930 20HNO7 
xe ; 575 70,000 7%in 7%in “in %&in Copeland ZRGSKCE-TFE-930 20HNO8 
~ Embraco 200/230 73,500 7%in 7%in in %in Copeland ZR72KCE-1F5-950 20HNO9 

No. 460 73,500 7%in 7%in vin Yin Copeland ZR72KCE-TFD-950 20HN10 

SECOP @LG 444H47 200/230 82,000 7%in 7%in “in Yin Copeland ZR81KCE-TF5-950 20HN11 
2 460 82,000 7%in 7¥%in  ¥ain Yin Copeland ZRS1KCE-TFD-950 20HN12 

200/230 85.500 7¥%in 7%in Yin 1 %in Copeland ZR84KCE-TF5-950 20HN13 

Compressors 460 85.500 7%in 7%in Yin 1 %in Copeland ZR84KCE-TFD-950 20HN14 
575 89,000 8 240 in8 242 in Yin 1%in Copeland ZR9OK3E-1WE-961 20HN17 





Note: For additional compressors 200/230 96,500 7 Yin 7 Yin in 1% In pope ane SReIRGETFeeeen SOHN 
i i : i ® 460 96500 7%in 7 %in in 1 ¥%in Copelan -TFD-95 
GAINS Ne=eIOA see Granger com”, 575 96,500 7%in 7%in Yin 1 Vein Copeland ZROAKCE-TFE-950 20HN20 
200/230 109,000 7Y%in 7%in “in 1%in Copeland ZR108KCE-TF5-950 20HM48 
Base Mount _— Line Connection 460 109,000 7”%in 7¥%in = &in 1%in Copeland ZR1I08KCE-TFD-950 20HM49 
Discharge Suction Mfr. Item 9/5 =6©109,000 7%in 7%in = “Zin 1% in Copeland ZR1I08KCE-TFE-950 20HM50 
Voltage BtuH* L Ww 1.D. 1.D. Brand Model No. 5/5 127,000 /“Yin 7Yin ~~ in 1% in Copeland ZR125KCE-TFE-950 20HM53 
R22 1 Phase, Split System and Packaged AC Compressors 200/230 128,000 7%In 7%in Zin 1%in Copeland ZR125KCE-TF5-950 20HM51 
208/230 15,500 7%in 7%in in ¥4in Copeland ZR16K5E-PFV-800 20HM58 460 128,000 7%In 7/%in in 1%in Copeland ZR125KCE-IFD-950 20HM52 
208/230 16,300 7%in 7%in in ¥4in Copeland CRI6K6E-PFV-875 20HM13 200/230 144,000 21 %in 7%in “in 1%in Copeland ZRI144KCE-TF5-950 20HN21 
208/230 18,000 7%in 7%in in Yasin Copeland CR18K6E-PFV-875 20HM14 460 14400021 %in 7%in %in 1%in Copeland ZRT144KCE-TFD-950 20HN22 
208/230 18,000 7%in 7%in in Y4in Copeland ZR18K5E-PFV-800 20HM59 200/230 146,000 7%in 7%in in 1% in Copeland ZR144KCE-TF5-950 20HM54 
208/230 19,600 7%in 7%in in ¥4in Copeland CR20K6E-PFV-875 20HM17 460 146,000 7%in 7%in fin 1%in Copeland ZR144KCE-ITFD-950 20HM55 
208/230 21,000 7%in 7%in in ¥4in Copeland ZR21K5E-PFV-800 20HM61 5/5 «=©146,000 7%in 7%in Zin 1%in Copeland ZR144KCE-TFE-950 20HM56 
208/230 22,100 7%in 7%Iin in ¥Y4in Copeland CR22K6E-PFV-875 20HM18 460 16300021 %iIn 7/%in 1%in 1¥in Copeland ZRI162KCE-TFD-930 20HN23 
208/230 24500 7%in 7%Iin in Y4in Copeland CR24K6E-PFV-875 20HM19 460 190,000 7%In 7/%in “in 1%in Copeland ZR190KCE-TED-950 20HM60 
208/230 25,300 7%in 7%Iin in Yain Copeland ZR25K5E-PFV-800 20HM64 200/230 191,00019%4in 10in 1%in 1%in Copeland ZRT188KCE-TF5-950 20HN24 
208/230 28,200 7%in 7 %in in ¥Y4in Copeland CR28K6E-PFV-875 20HM22 460 191,50019%in 10in 1%in 1%in Copeland ZRI188KCE-TFD-950 20HN25 
208/230 28,400 7%in 7 %in in Yain Copeland ZR28K5E-PFV-800 20HM67/ 9/5 =. 191,50019% in 10in 1%in 1%in Copeland ZRI188KCE-TFE-950 20HN26 
208/230 30,000 7%in 7%in in Y4in Copeland CR30K6E-PFV-875 20HM25 200/230 252,00019%in 10in 1%in 1%iIn Copeland ZRI250KCE-IF5-950 20HN27 
208/230 32,000 7%in 7%in in Yain Copeland CR32K6E-PFV-875 20HM26 460 252,00019%4in 10in 1%in 1%in Copeland ZRI250KCE-TFD-950 20HN28 
208/230 32,600 7%in 7%in in ¥4in Copeland ZR32K5E-PFV-800 20HM/71 9/5 =. 252,000 19% in 10in 1%in 1%in Copeland ZRI250KCE-TFE-950 20HN29 
208/230 34,500 7%in 7 %in in Y4in Copeland CR34K6E-PFV-875 20HM29 200/230 319,00019%4in 10in 1%in 1%iIn Copeland ZRI320KCE-TW5-975 20HN30 
208/230 35,000 7%in 7 %in in Y4in Copeland CR35K6E-PFV-875 20HM30 460 319,00019%in 10in 1%in 1%in Copeland ZRI320KCE-TWD-975 20HN31 
208/230 38,000 7%in 7%in Yin Yin Copeland ZR38K5E-PFV-800 20HM75 R12 Refrigeration Compressors 
208/230 38,200 7%in 7/%in in Y4in Copeland CR38K6E-PFV-875 20HM33 115 3,080 6%in 4in Ya in %ein Embraco FF8.5BK 5AGZ8 
208/230 41,900 7%in 7%in in Yasin Copeland CR42K6E-PFV-875 20HM36 115 3,240 6%in 4in Ya in %ein Embraco FF10BX 5AGZ9I 
208/230 42,200 7%in 7%in in Yain Copeland ZR42K5E-PFV-800 20HM79 115 9,000 6%Iin 4in Va in %ein Embraco FFI12BX1 5AHAD 
208/230 47,500 7¥%in 7%in Yin Yin Copeland CR4/KQE-PFV-970 20HM39 R134A Refrigeration Compressors 
208/230 48,200 7%in 7%in in Yein Copeland ZR48K5E-PFV-800 20HM83 i 3,135 6%in 4in Ya in %ein Embraco FF8.5HBK1 5AHA2 
208/230 53,500 7%in 7%in in Yain Copeland CR53KQE-PFV-970 20HM42 115 3,650 6%in 4in Ya in %ein Embraco FF1OHBX1 5AHA3 
208/230 53,500 7%in 7%in Win Yzin Copeland ZR54K5E-PFV-800 20HM87 115 3/56 4in 6Yin Vin %ein  Secop NF1OFX-1 48TP45 
208/230 61,000 7%in 7%in Win Y4in Copeland CRNQ-050E-PFV-970 20HM45 115 4400 4in 6%in Min %ein Embraco FFI1Q0HBX 48TP38 
208/230 62,000 7%in 7%in Win Yin Copeland ZR61KCE-PFV-930 20HM97 115 4726 4in 6%in Vin %cein Secop NF11FX.2-1 48TP46 
208/230 62,000 7%in 7%in in Zain Copeland ZR61KCE-PFV-950 20HM98 115 5,300 6%in 4in Ya in %ein Embraco FFI12HBX1 5AHA1 
R22 3 Phase, Split System and Packaged AC Compressors 115 5496 4in 6%in “in %ein  Secop SC15G-1 48TP47 
200/230 17,600 7%in 7%in in Ya4in Copeland CR1I8K6E-TF5-875 20HM15 115 6,200 4in 6Y%in Vin ¥Yein  Secop SC18G-1 48TP48 
380/460 17,/00 7%in 7%in in Y4in Copeland CR18K6E-IFD-875 20HM16 115 6,626 4'%6in 8in Ya in ¥ein Embraco NT6215Z 48TP40 
200/230 21,000 7%in 7%in in ¥4in Copeland ZR21K5E-TF5-800 20HM62 R410A 1 Phase A/C Compressors 
460 21,000 7%Iin /%in in Yasin Copeland ZR21K5E-TFD-800 20HM63 208/230 15,200 7%in 7”%in in Ya in LG APB0O16KAA 444H47 


200/230 24,000 7¥in 7 vin Win ¥Y4in Copeland CR24K6E-TF5-875 20HM20 208/230 15,500 7% /%in Win ¥4in Copeland ZP16K5E-PFV-830 40CH42 
380/460 24,000 7%in 7 vin win ¥Y4in Copeland CR24K6E-TFD-875 20HM21 208/230 20,000 7% /%in Win ¥4in Copeland ZP20K5E-PFV-830 40CH43 
200/230 25,300 7%in 7 vin Win ¥Y4in Copeland ZR25K5E-TF5-800 20HM65 208/230 20,00 7% /%in Win ¥4in Copeland ZPS20K4E-PFV-930 40CH58 
460 25300 7%in 7 ’%in vin ¥4in Copeland S1-ZR25K5-TFD-800 20HM66 208/230 21,300 7% /%in Win Y4in Copeland ZP21K5E-PFV-830 40CH44 
200/230 28,100 7¥in 7 %in Win ¥Y4in Copeland CR28K6E-TF5-875 20HM23 208/230 22,500 7%in 7 Yin Yin Ya in LG APBO24KAA 444H49 
460 28100 7%in 7 %in win Y4in Copeland CR28K6E-TFD-875 20HM24 208/230 24000 7% /%in Win ¥4in Copeland ZP24K5E-PFV-830 40CH45 
200/230 28,400 7%in 7 vin Win ¥Y4in Copeland ZR28K5E-TF5-800 20HM68 208/230 25,200 7% fin Win ¥4in Copeland ZP25K5E-PFV-830 40CH46 
460 28400 7%in 7 %in win ¥Y4in Copeland ZR28K5E-IFD-800 20HM69 208/230 29,000 7% /%in Win ¥4in Copeland ZP29K5E-PFV-830 40CH47 
200/230 31,900 7“%in 7%in Win Yasin Copeland CR382K6E-TF5-875 20HM27 208/230 30,900 7% /%in Win ¥4in Copeland ZPS30K4E-PFV-930 40CH59 
460 31,900 7%in 7 %in in Yain Copeland CR32K6E-TFD-875 20HM28 208/230 34500 7% /%in Win ’ain Copeland ZP34K5E-PFV-830 40CH49 
200/230 32,600 7%in 7¥%in Win Yain Copeland ZR32K5E-TF5-800 20HM72 208/230 36,000 7%in 7 %in Win in LG AQA036KAA 444H52 
460 32600 7%in 7 %in vin ¥Y4in Copeland ZR82K5E-TFD-800 20HM73 208/230 39,000 7% /%in Win ‘gain Copeland ZP39K5E-PFV-830 40CH50 
5/5 = 32,600 7 %in 7 %in vin Y4in Copeland ZR32K5E-TFE-800 20HM74 208/230 41,200 7% /%in Win ¥4in Copeland ZPS40K5E-PFV-800 40CH60 
200/230 34,900 7%in 7 vin Win ¥Y4in Copeland CR385K6E-TF5-875 20HM31 208/230 42,000 7% /%in Win ‘gin Copeland ZP42K5E-PFV-130 40CH51 
460 34900 7%in 7%in win ¥Y4in Copeland CR85K6E-TFD-875 20HM32 208/230 49400 7% /%in Win ’%gain Copeland ZP49K5E-PFV-830 40CH52 
200/230 37,900 7%in 7 vin Win ¥Y4in Copeland CR88K6E-TF5-875 20HM34 208/230 51,000 7% /%in Win ’gin Copeland ZP51K5E-PFV-830 40CH53 
380/460 37,900 7%in 7 vin win ¥Y4in Copeland CR88K6E-TFD-875 20HM35 208/230 52,000 7% /%in in ‘gin Copeland ZPS51K4E-PFV-930 40CH61 
200/230 38,000 7%in 7/¥%in in Yzin Copeland ZR38K5E-TF5-800 20HM76 208/230 54,000 7%in 7 vin Win in LG ABA054KAA 444H55 
460 38000 7%in 7¥in = win %ain Copeland ZR38K5E-TFD-800 20HM7/7 R410A 3 Phase A/C Compressors 
5/5 = 38,000 7 %in 7 %in = in Yzin Copeland ZR38K5E-TFE-800 20HM78 200/230 51500 7% 7¥%in Win “gain Copeland ZP51K5E-TF5-830 40CH54 
200/230 41,/00 7%in 7 vin Win ¥Y4in Copeland CR42K6E-TF5-875 20HM37 200/230 61,500 7% 7%in in Yain Copeland ZP61KCE-TF5-950 40CH55 
460 41,/00 7%in 7%in win ¥Y4in Copeland CR42K6E-TFD-875 20HM38 200/230 83000 7% 7¥%in Win ‘ain Copeland ZP83KCE-TF5-950 40CH56 


200/230 42,200 7 %in 7 Yin ain Yin Copeland ZR42K5E-TF5-800 20HM80 460 83000 7% /'%in in gin Copeland ZP83KCE-TFD-950 40CH57 
460 42,200 7 %in 7 Yin in Yin Copeland ZR42K5E-TFD-800 20HM81 200/230 107,000 21% /%in %in 1 ¥%in Copeland ZPT108K3E-TF5-950 40CH62 
575 = 42,200 7%in 7¥%in Win Yin Copeland ZR42K5E-TFE-800 20HM82 460 107,000 21% /'’%in %in 1 ¥%in Copeland ZP1T108K3E-TFD-950 40CH63 

200/230 47,200 7%in 7¥%in Win Yin Copeland CR4/KQE-TF5-970 20HM40 460 123,000 7% /'%in ‘in 1%in Copeland ZP120KCE-TFD-950 40CH41 

380/460 47,200 7 %in 7 Yin Yin Yin Copeland CR47KQE-TFD-970 20HM41 200/230 164,000 21% /’in %in 1 ¥%in Copeland ZPT166KCE-TF5-950 40CH64 

200/230 48,200 7 '%in 7 Yin ain Yin Copeland ZR48K5E-TF5-800 20HM84 460 164000 21% /’%in %in 1 ¥in Copeland ZPT166KCE-TFD-950 40CH65 


460 48,200 7%in 7 Yin in Yin Copeland ZR48K5E-TFD-800 20HM85 200/230 210,000 19% 10in 1%in 1% in Copeland ZPT206KCE-TF5-975 40CH66 
9/9 = 48,200 7 %in 7 Yin in Yin Copeland ZR48K5E-TFE-800 20HM86 200/230 270,000 19% 10in 1%in 1% in Copeland ZPT2/4KCE-TF5-975 40CH67 


* Rated at 45°F evaporator, 130°F condenser, 95°F return, 115°F liquid, and 95°F ambient. 460 270,000 19% 10in 1%in  1%in Copeland ZPT2/4KCE-TFD-975 40CH68 
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Refrigeration Fittings 
and Repair Supplies 


JB Industries—Access valves feature brass bodies and stainless 
Steel/brass cores, and are machined according to ARI specifications. Tees 
are fully adjustable with extra-depth slip-fit braze cups; install anywhere 
along the line. 


— 
No. 4PDH1 

















Connec. Mfr. Item Pkg. Connec. Mfr. Item Pkg. 
Size Brand Model No. Qty. Size Brand Model No. Qty. 
Y4" Access Valves Y4" Access Valves, Tee with Flare Nut 
Ye ODS x 4" or ¥' ODF JB Industries A31/20-G 20W301 5 Ya" SAE M Run x %" Flare Nut Branch JB Industries A31852  3AXF6 3 
Vie, Ys, Ye ODS GA 4PDH4_ 4PDH4 6 Ya" SAE M Branch x 4 SAE M x %' SAE F Run JB Industries A31853  3DXC9 1 
Ya" SAE M, ¥' ODS x Y%" ODF JB Industries A31/22  3DXC1 3 Ya" SAE M x Ya" SAE M Run x %" SAE F Branch JB Industries A31854  3DXD1 3 
VA eae M, ve nae x oe te %16 ODF a radustries NEL: arte ; Ya" SAE M x Y4" SAE F Run x %" SAE M Branch JB industries a pr ye : 
Ya" SAE M, 4" xX ¥ ndustries if 17," VA" 17," 4 
Va" SAE M x Vs SAE F JB Industries A31614._ 3DXA9 5 A OnE MA Pigle MUL RUA One MUBTaNe) JB Industries A31851-G 20W308 3 
Ys" SAE M, “6° ODS x %" ODF JB Industries A31/23 3DXC2 3 Y4" Access Valve with Flare Nut 
Ya" SAE M, %' ODS x 12" ODF JB Industries A31/26  3DXC4 3 Ya" SAE M_ x Y%' SAE F Flare JB Industries A31/34  3DXC7 3 
Ya" SAE M, “6, Y4', Ye, 2° ODF Step JB Industries A31/29  3DXC6 3 Ys SAE M x 4" M Flare w/ Nut JB Industries A31444 35Y865 3 
Yo" ODS x ¥s' ODF JB Industries A31/28 35Y854 3 Y4" Access Valves, Union 
V4" Access Valves, 90° Ya" SAE M x Ye" MPT GA 4PDH9  4PDH9 6 
Ys" ODS x Ye" MPT JB Industries A31492  3DXA5 3 Ya" SAE M x Ye MPT JB Industries A31482-G 20W306 5 
%6 ODS x Y4" MPT JB Industries A31494  3DXA6 3 Ya" SAE M x Ya" MPT GA 4PDJ1  4PDJ1 6 
%s' ODS JB Industries A31160 3DWZ3 1 Ya" SAE M x Y4 MPT JB Industries A31484-G 20W307 5 
¥4" ODS JB Industries A31162 3DWZ4 1 Ya" Access Valves, Union Tee 
7s’ ODS JB Industries A31164 3DWZ5 1 Yi" OD x V4" Slip Fit GA 4PDH5  4PDH5 2 
Ya" Access Valves, Branch Tee p JB Industries A31199-G 20W302 2 
Ye' MPT Branch x Y%" SAE Run JB Industries A31452  3DXA3_ 3 ¥5" OD x 94" Slip Fit GA 4PDH6  4PDH6 2 
Ya" SAE Branch, % SAE x Ys MPT Run JB Industries A31512  3DXA/_ 3 p JB Industries A31200-G 20W303 2 
Ya" SAE Branch, “4 SAE x %" MPT Run JB Industries A31514  3DXA8 3 Yo" OD x V4" Slip Fit GA 4PDH/ _4PDH/ 2 
Ys" MPT Branch x Y%" SAE Run JB Industries A31454  3DXA4 3 p JB Industries A31201-G 20W304 2 
Ya" Access Valves, Bulkhead Mount 54" OD x 54" Slip Fit GA APDH8 4PDH8 2 
Ae', Vs" ODS, ¥%' ODE JB Industries A31727 _ 3DXC5 . es JB Industries A31202-G 20W305 2 
Ya" SAE Nut JB Industries A31434  3DXA2 Zs OD x %' Slip Fit JB Industries A31204 3DWZ6 2 
Ya" Access Valve, Coupler w/ Depresser Yq" Swivel FE Flare x Solder Adapter 
Ys" SAE Swivel Flare x “4° MF JB Industries A33004  3DXF3 1 Va" x Var JB Industries A32/00 3DXD8 4 
Ya" Access Valves, Extension Tube Ye xX V8" JB Industries A32/01 3DXD9 4 
Yes OD, 16, 4, Ye Step JB Industries A31009 3DWY1 3 Vo" x Yo" JB Industries A32/02 3DXE1 4 
Ye" OD GA 4PDG9 4PDG9 6 %e' X Ys. JB Industries A32/03  38DXE2 2 
: JB Industries A31002-G 20W296 5 Sa" x Yq" JB Industries A32/04  3DXE3 2 
¥ie' OD, 4", %' Step JB Industries A31011 3DWY2 3 Yq" Swivel Cylinder Valves 
Ye OD GA 4PDH1 4PDH1 6 Ya" NPS x V4" SAE MF JB Industries CV-20004 3DXF6 1 
Vie OD x Ye" ID JB Industries A31003-G 20W297 5 Ya" NPS x 46" SAE MF JB Industries CV-20006 3DXF/7 1 
4" OD GA A4APDH2 4PDH2 6 Ya" SAE Cap with Gasket 
Ys" OD X He ID JB Industries A31004-G 20W298 5 yj" JB Industries A31992 3DXD4 5 
Va JB Industries A31004-100 35Y852 100 JB Industries A31985  3DXG2 10 
%e' OD, %4' ID JB Industries A31005 3AXG2 5 ¥e" SAE Cap with Gasket 
¥e'OD GA 4PDH3  4PDH3 6 7g" JB Industries NFT5-6 3DXG3 3 
¥s' OD x %6 ID JB Industries A31006-G 20W299 5 V4" SAE Cap with Gasket & Core Remover 
Ys" OD JB Industries A31008  3AXG3 3 Yq" JB Industries A3199/7 3DXD5 10 
Va" Access Valves, Swaged Tee Yq" Valve Cores 
¥e' OD JB Industries A31336 3DWZ8 3 JB Industries A31999-G 20W309 5 
Ys" OD JB Industries A31338  3DWZ9 3 _ GA A4PDJ3__ 4PDJ3_—-10 
Zs: OD JB Industries A31344  3DXA1 1 JB Industries A31999-25 20HJ93 25 
Ya" Access Valves, Tee JB Industries A31999-100 20HJ94 100 
Vs" ODS x 546" ODF JB Industries A31134  3DWY3 3 Ye" Valve Cores with Caps 
JB Industries A31155  3DWZ2 2 JB Coremax CM-VC003 415F96 3 
%6 ODS x ¥% ODF JB Industries A31135 3DWY4 3 yy," JB Coremax_CM-VC010 415F97 10 
¥5" ODS x ¥5" ODE JB Industries A31136  3DWY5 3 JB Coremax CM-VC100 415F98 100 
JB Industries A31236 3DWZ7 3 J. Access & Service Valves 
Yn" ODS JB Industries A31138 3DWY6 3 Kit: Valves, Valve Core Tool, Cores, Plastic Core Remover JB Industries AVK-001 36P062 1 
¥s' ODS JB Industries A31140 3DWY/ 1 Repair Parts 
¥4" ODS JB Industries A31142 3DWY8 1 Cap Gasket JB Industries —P509 3DXG4_ 6 
7s: ODS JB Industries A31144 3DWY9 14 Depressor JB Industries P90513 3DXG5 5 
1%" ODS JB Industries A31148 3DWZ1 1 
| | =. iT 
—Darker For use with all CFC, HCFC, and HFC refrigerants. Steel—Powder-coated aoe 
Copper—High moisture/acid capacity, solid core, — shell withstands 500-hr. No. 1ZRJ6 
Liquid and Suction and large flow capacity. No. 6X525 has grooved salt spray test. SAE flare fittings are 
7 - ends for easy breakoff to activate dryer. Compatible nickel plated. Solder connections are No. 
Line Filter Dryers with mineral oils and polyol ester oils (POEs). 100% copper. 6X512 Sie 
R-22 R-22 R-22 
Connec. Cap. Mfr. Item Connec. Cap. Mfr. Item Connec. Cap. Mfr. Item 
Description Size (in.) (tons) Model No. Description Size (in.) (tons) Model No. Description Size (in.) (tons) Model No. 
Liquid Line Filter Dryers Steel, SAE Flare Ya LD-052S —_6X580 
Copper, Solder Ya 1 LLD-032 6X505 Ya 1% LLD-082S —6X582 
w/ Charging 4 { ° , Vp 514 75/25 Dessicant 6 - 
Valve — 619 6X524 Molecular Sieve —3 49 305 6X515 Blend % 6 LLD-163S 6X55 
Pennant VA Y MMS-100 6X527 * % 15 415 1A524 Y i LLD-084S —_6X584 
y Ae-% 1 MMS-200 6X591 V4 1% LLD - 082 6X508 Y i LLD-164S 6X586 
General Purpose % % 712 6X525 7; 3% LLD - 052 6X506 % 10 165S 4E933 
Heavy Duty 6 z 319 6X526 % 2 LLD - 053 6X507 Sweat, ODF 
Non Directional V) y MMS-80 6X528 75/25 Dessicant 4s 3 LLD - 163 6X511 Solid Molded 4 20 LLD-606S —_ 463L45 
Flow i : Blend ¥, 5 LLD-083 _6X509 Desiccant Core, 20 LLD-607S  463L46 
Solid Core ¥e 6 CuLLD16-3S 1ZRJ6 2 7 LLD - 084 6X510 650 PSIG 1% 20 LLD-609S 463L47 
Steel, Bi Flow, Liquid Line, Sweat Ya 7 LLD - 164 6X512 Steel Shell Suction Line Filter Dryers 
Desiccant 72 10 165 4E932 With Inlet and Outlet Access Valves, Solder 
Capacity 16 Ye 5 SSSBF3S = 5APR63 Steel, Solder % 4¥2_ SLD-13-5SV-HH 6X518 
Cu. in. VA 1 LLD-032S 6X579 tf High Acid a 7 SLD-13-6SV-HH 6X519 
Desiccant 100 % % 8 3038 6X587 Capacity % 7 SLD-13-7SV-HH 3A660 
Capacity 8 ¥e 3 3SSBF3S_  54PR62 Molecular Sieve % 10 3048 6X588 1% 7%  SLD-13-9SV-HH 3A661 
Cu. in. % 10 3078 4E934 With Single Access Valve, Solder 
Steel, Bi Flow, Solder 100 % %e 2 20050 45KJ88 %e 1% SLD-8-3SV-HH 3A656 
46 8 BF-163S 3A653 Molecular Sieve, % 3 S500 45KJ89 % 2% SLD-8-4SV-HH 3A657 
Heat Pump ¥e 3% BF-083S 3A648 Solid Core, High Acid % 4 — SLD-8-5SV-HH 4X858 
Application % 8 BF-164S 3A655 Rated 650 PSIG, —g, 5 5SS3S 45KJ90 Capacity % 4% SLD-8-6SV-HH 3A658 
% 3% BF-084S 3A650 High Filtration : he 10 SLD-27-7SV-HH 6X520 
* No. 6X527 is sold as each in store, shipped in pkg. of 3. Capacity 1% 13 SLD-27-9SV-HH 6X92 
t Includes charging valve. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 3015 
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Johnson WN RAANGES) Swpce 


Controls 


Refrigerant Pressure Controls 
= SPST, except where noted Johnson Controls—Visible pressure scale. 


DUAL-PRESSURE CONTROLS Adjustable through the range without remov- 
er ing cover. Manual reset models are trip-free. 
Combine high-pressure compres- 


; : P170 models require armored capillar 
sor protection with low-pressure, q pillary 


; tubes; see Grainger.com®. 
cycling, or safety functions. 
For R-12, R-22, R-134A, and R-502, SINGLE-PRESSURE CONTROLS 
7s For R-12, R-22, R-134A, and R-502. 
Model Nos. 40G337, 40G338, 406344, 406388, 
40G389, 40G399, and 40G404 are compat- 





a 


No. 2FBP9 


Item 
No. 


Pressure 


Reset 
i Connec. 


Range (in.) _ Diff. Low High 


Low Pressure (psig) * | High Pressure (psig) 
Range (in.) _ Diff. 
Dual Pressure Controls 


Brand 





ITT 








Find even MORE on Grainger.com® 


* Low pressure is measured (in vacuum) to psig. ** SPDT switch; 2-3 close on rise, 2-1 open on rise. # 2 SPDT switches. ¢ DPST switch. ¢ 4-wire, 2-circuit. 


3016 GRAINGER. 


12" Hg to 80 5to35 |100to500 55 Auto Auto —_| 36" Capillary with %" Flare Nut Johnson Controls P/OLB-6C 40G407 : : 

12° Hg to 80 51035 |100to500 65 | Auto Manual 36° Capillary with @' Flare Nut| Johnson Controls P70MA-18C 40G408 ible with R-410A. 

12" Hg to 80 5to35 | 100to500 55 Auto Convertible) 36" Capillary with 4" Flare Nut} Johnson Controls P/0SA-1C 40G412 # 

12"Hgto80 5to35 | 100t0500 55 | Auto Auto Ys" Male Flare Johnson Controls P170LB-6C 406347 Low Pressure—Protect compressors 

12" Hgto 80 5to35 | 100t0500 55 Auto Manual Y4" Male Flare Johnson Controls P170MA-18C 20XH84 r 

12'Hgto 80 5to35 |100to500 55 Auto Convertible Ya" Male Flare Johnson Controls P1/0SA-1C 40G349 # against loss of refrigerant. Also used to cycle 

20°Hgio 100 7 | 100t0500 55 |Manual Manual | 36" Capillary with “" Flare Nut| Johnson Controls P7ONA-1C 40G411 compressors in commercial refrigeration 

20"Hg to 100 7 to 50 | 100 to 500 55 Auto Manual | 36" Capillary with %" Flare Nut} Johnson Controls P/OMA-2C 40G410 applications. 

20" Hg to 100 /7to50 | 100to500 ©— |Manual Manual | 36" Capillary with 4" Flare Nut) Johnson Controls P/2MA-1C 40G414 T 

20"Hgto 100 7to50 | 100to500 55 Auto Auto _| 36" Capillary with 74° Flare Nut) Johnson Controls _P/OLB-1C_40G406 High Pressure—Protect compressors from 

20"Hgto 100 7to50 |100to500 55 Auto Manual | 36" Capillary with 4" Flare Nut} Johnson Controls P/OMA-1C 40G409 . t 

20°Hgto 100 7050 | 100t0500 55 | Auto Auto i" Male Flare Johnson Controls P170LB-1C 406346 EXCESSIVE SYSIEM PFESSUre. 

20" Hg to 100 7to50 | 100to500 55 Auto Manual Y4" Male Flare Johnson Controls P1/0MA-1C 40G348 

{0 to 100 10 to 40 150 to 450 70 Fixed’ Auto Auto 36" Capillary Ranco 072-1549 26989 NONADJUSTABLE PRESSURE SWITCHES 

10t0100 10to 40) 150to 450 70 Fixed) Auto Auto/Man 48" Capillary Ranco 012-4834 2E990 = Automatic reset, except where noted 

10to100 = 10Fixed | 150 to 450 70 Fixed Manual Manual (Color Coded % inch Flare Nuts Ranco 012-1594 12Z407 : ‘ ; 

121050 51035 | 100to 250 50Fixed| Auto Auto 36" Capillary Ranco 017-1506 2E986 —_ Bursting pressure: 5000 psi 

ie io 50 5 to 7 150 to 450 70 Fixed Auto ; Auto 36° Capillary Ranco 012-1 502 2E987 Snap-acting sensor. 4" female SAE connec- 
to 5 5 to 35 | 150 to 450 70 Fixe uto Auto/Man " Capillary anco - : 

UWiarantlalitecaireon Bole tion. 24/120/240V. Nos. 40G327, 406323, 
8to70 81030 — — | Auto — | 36" Capillary with 4" Flare Nut| Johnson Controls P74BA-1C 20XH85 2HYV5, ZHYV6, and 2HYV7 are compatible 
21026 _3.5 Fixed — — Auto — 36° Capillary with 4’ Hare Nut) Johnson Controls P/4EA-8C 40G415** swith R-410A 
8to60 1.5 Fixed _ — Auto _ Ya" Male Flare Johnson Controls P/4FA-1C 40G416 ** ; 
8to60 __1.5 Fixed _ —_ Auto _— Ys" Female NPT Johnson Controls P/4FA-5C 40G417 ** 

21026 ‘1.5 Fixed = — Auto — 36" Capillary with /4" Flare Nut} Johnson Controls P/4FA-10C 20XH86 
Diff. Pressure Mfr. Item Open Close Mfr. Item 
__ Range psi Pressure (psi) Reset Connec. Brand Model No. (psi) (psi) Brand Model No. 
Single Pressure Controls Nonadjustable Pressure Switches 
Switch Opens on Low Pressure Switch Opens on Low Pressure 
0 to 150 10 to 70 Auto 36" Capillary with 4" Flare Nut Johnson Controls P7QAA-2C 406388 a) 20 Johnson Controls P100AC-1C 40G315 
12' to 80 5 to 35 Auto Ya" Male SAE Johnson Controls P170AB-12C  40G339 10 32 __ Johnson Controls PIOOAP-201C 2HYV6 
12" to 80 5 to 35 Auto YA" Flare Nut Johnson Controls P70AB-12C 406391 15 30__ Johnson Controls P100AC-2C 406316 
20° to 100 22 Manual Vi Male Flare Johnson Controls P29NC-2C _ 40G360 39 __ 60 __Johnson Controls PIOQAA-2C 406313 
20" to 100 of Manual 36" Capillary with 4" Flare Nut Johnson Controls P29NC-3C  40G361 39 ___ 60 __ Johnson Controls PTOOAP-2C 40G317 
20" to 100 7 Manual 36" Capillary with 14" Flare Nut Johnson Controls P70BA-1C  40G395 2 ' ut yopnson ontrors a nese 
20" to 100 7 to 50 Auto 4" Male Flare Johnson Controls P170AB-2C _ 40G340 Tey O05 Tahar Corte Prag esC a0Gg14 
20" to 100 7 to 50 Auto 7" Male Flare Johnson Controls P170CA-1C _40G341 72 505 —Tohreon Cont -PTOORDSCAOG318 
20" to 100 7 to 50 Auto 36" Capillary with 4" Flare Nut Johnson Controls P/70AA-5C 406390 170 250 Johnson Controls P100AP-4C 40G319 
20" to 100 7 to 50 Auto 36° Capillary with 4" Flare Nut Johnson Controls P/7QAB-1C 406392 a 
7 aah, : . 300 400 Johnson Controls P100AP-332C 2HYV5 
20" to 100 7 to 50 Auto 36° Capillary with 4" Flare Nut Johnson Controls P7OAB-2C _ 40G393 15. 35 Supco Si P1535  2FBR6 
20" to 100 7 to 50 Auto 36° Capillary with 4" Flare Nut Johnson Controls P/OAB-2CQ _40G394 5 50 Supco SLP2550  2FBR7 
90" to 300 20 to 120 Auto 48" Capillary with %4" Flare Nut Johnson Controls P70AA-162C  20RG54 40 80 Supco SLP4080  2FBR8 
p 
50 to 300 20 to 120 Auto Ys" Female NPT Johnson Controls P7OAA-119C  40G387 5 20 GA — 6ALA2 
50 to 500 60 to 150 Auto 36" Capillary with 4" Flare Nut Johnson Controls P70CA-2C 40G397 1-25 GA _ 6ALA3 
100 to 400 35 to 200 Auto Ya" Flare Nut Johnson Controls P/2AA-2/C 406413 Tt 10 32 GA — 6ALC2 
100 to 400 35 to 200 Auto Ya" Male SAE Johnson Controls P170AA-118C 40G336 20 69 GA —_ 6ALA4 
100 to 400 35 to 200 Auto Ys" Flare Nut Johnson Controls P70AA-118C  40G386 20 80 GA = 6ALAS 
100 to 470 35 to 200 Auto Ys" Male Flare Johnson Controls —_- P170AA-400C 406338 3o___60 _GA = 6ALC3 
100 to 470 35 to 200 Auto Ys" Flare Nut Johnson Controls P70AA-400C 406389 Switch Opens on High Pressure 
10" to 100 10 to 40 Auto 36" Capillary with 14" Flare Nut Ranco 010-1483  2E982 2/9__1/9__ Johnson Controls _P100CC-9C 20RG46 
12"t080 $10 38 Auto—36° Capilary with Fare Nu Ramco PRgs— Benet — 350 “Rasat_lohnson Controls IOODA-S5C 406926 
to 0 uto "Capillary with 4" Flare Nu anco - 
12"to 80 5 to 38 Auto va Flare Nut Ranco 016-624 122406 $60 Lockout Johnson Controls _F20GB-1¢ _20RG82 
100 to sly ut to i puto 6 aptlaty with Maa Nut anc SOP RE areas f 375 “Baset Johnson Controls P100DC-3C 406328 
100 to to 15 uto " Capillary with Flare Nut anco -/ = 
0 to 650 Auto Va" Female SAE Supco SCP 75100 @LWX9 oh oT ease et eae anesee 
0 to 650 Auto Ya" Female SAE Supco SFC200240  4LWY2 < 
0 to 150 10 to 70 Aut Vit Male Fl Johnson Controls P170AA-2C  40G337 400__324_.onnson Control's Pepe p-2t 20RGs! 
ay : C ue aa oneness 400 Lockout Johnson Controls P20DB-1C_20RG49 
Switch Opens on High Pressure Manual 
20" to 100 7 to 50 Auto Y4" Brass Female NPT Johnson Controls P70CA-61C _ 20RG55 410 “Racet Johnson Controls P100DA-1C 406324 
20" to 100 7 to 50 Auto 36° Capillary with 4" Flare Nut Johnson Controls P/OCA-4C_ —_: 40G401 425 325 Johnson Controls P100CP-2C 40G322 
5010 450 “80 Manual — 36" Ganilars with Fate Nut Johnsor-Controls—— P7002 —aNGa03 —_ > yore 2sson Controls PIOOGA 20 ZORGAS 
) anua "Capillary with %4" Flare Nu ohnson Controls : Manual 
50 to 500 60 Manual va" Male Flare Johnson Controls P170KA-1C _40G345¢ 4/9 Reger Johnson Controls P100DA-20 40325 
90 to 500 60 Manual Ya" Stainless Steel Female NPT Johnson Controls P7OKA-7C 20RG56 Manual 
50 to 500 60 Manual vi* Male SAE Johnson Controls P170DA-1C 406343 ae eset JOnnsom bonis FINOMnsTOu auGeey 
90 to 500 60 Manual Y4" Flare Nut Johnson Controls P7ODA-1C 40G402 anua 
50 to 500 60 Manual 36" Capillary with " Flare Nut Johnson Controls P70KA-1c. 4064057 °° Reset Johnson Controls PIQODA-81C 2HYW7 
50 to 500 60 to 150 Auto Ya" Flare Nut Johnson Controls P70CA-3C 406398 669 __565__Johnson Controls P100CP-85C_40G323 
50 to 500 60 to 150 Auto 7" Male SAE Johnson Controls P170CA-3C 406342 300 290 SUPCO SHP350250__2FBP9 
200 to 610 60 Manual Y;" Male SAE Johnson Controls  P170DA-400C 40G344 3/9 269 SUPCO SHF3/5260_2FBR1 
200 to 610 60 Manual Ya" Flare Nut Johnson Controls P70DA-400C 40G404 in an 2upco eaBantaB orang 
200 to 610 60 to 150 Auto 7" Male Flare Johnson Controls _ P170CA-400E_ — 2HYV3 195 300 Se SHP455300 DEBRA 
200 to 610 60 to 150 Auto Vs Flare Nut Johnson Controls _P70CA-400C 406399 480 30 ae SUP45250 -OFBRE 
150 to 450 40 to 150 Auto Ya" Male Flare anco 011-1711 2E985 500150 aA — GALAZ 
Switch Opens on High/Low Pressure i — GA = 6ALC4 
100 to 400 40 to 150 Auto 36° Capillary with Flare Nut Ranco 016-108 2E984 ** 
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Johnson WN 
Controls 


Water-Regulating Valves 


= Max. water pressure: 150 psig 
(V146 models are 350 psig) 

= Corrosion-resistant material 

Direct-acting valves open on pressure increase 

to regulate the flow of water or glycol to 

water-cooled condenser refrigeration systems. 

Pressure-balanced, modulating valves provide 

precise control of head pressure on open or closed 

refrigeration systems. Valves can be repaired without removal or 

system pump-down. V47 models are temperature-activated. 






No. 
11X601 






No. 
40G447 


Refrigeration Solenoid 
Valves and Coils 


All coils are ribbed coil design. Use PKC-1 coil 
models with valve models R12 through R26 and 
R52 through R56. Use PCK-2 coil models with 


valve models R32 through R46. 
Valves for High-Pressure Refrigerants—Are for use 





Connec. R-410A R-134A ; . . ; 
Type/ Liquid Line Liquid Line ‘Mfr. Item with R-410A refrigerant and require Armored Capillary Tube 
Size (in.) Tons @ 5 psi Tons @ 5 psi_Movel No. No. 406423, sold separately this page. 
Flare % —_ 12 R16F32 SAE 29AH08 Connec. Design 
Flare ¥ —_— 3.8 R26F63 SAE 29AH13 Size Pressure Mfr. Item 
sweat /4 = 1.2 R16E32___ 29AHO9 (in.) Connec. Type (psig) Set Points Model No. 
Sweat % = 1.2 R16E33___ 29AH10 NPT 2Way — 70 to 260 V46AA-1C  40G447 . aa 
Sweat 4 —0:98 0.56 R12E22 __ 29AHO7 NPT  2Way 320 70 to 260 V46DA-2C 40455 0. 40G425 
3.45 2.1 R22E92 _ 29AH11 Ye NPT 2Way 150 70 to 260 V46EA-3C _ 20RG36 
Sweat 34 ——2-42 2.1 R22E03 _ 29AH12 NPT  2Way 320 115°Fto180°F  V47AA-1C — 40G456 Wy 
6.02 3.8 R26E63M__ 29AH14 NPT  2Way 320 75°Fto135°F ——-V47AA-3C ~—-40G457 Johnson ( 
Sweat 2 6.02 cme R26E64M 29AH15 NPT 2Way  — 70 to 260 V46AB-1C 40G448 Cont | 
Sweat % 9.86 6.2 R32E93M___ 29AH16 % NPT  2Way 320 115°Fto180°F  V47AB-3C  40G458 Ontrols 
Sweat 4 ——2:86 6.2 R32E94M__ 29AH17 NPT  2Way 320 75°F to 135°F V47AB-5C _ 40G459 
13.6 8.5 RS6E104M_29AH18 NPT 2Way — 70 to 260 vaeac-ic_ 406440 | Armored 
Sweat % __13.6 8.9 R36E10SM__ 29AH19 NPT 2Way 150 70 to 260 V46AC-26C _ 20RG33 : : 
Sweat % 19.2 12 R38E147M_ 29AH20 NPT 2Way 150 70 to 260 V46BC-2C _ 20RG34 Ca illaries 
Sweat 54 12-2 12 R38E145M__ 35ML17 y, NPT 2Way 320 115°F to 180°F_——V47AC-3C 406460 p 
29./ 18.4 R42E195M_ 29AH21 NPT  2Way 150 70 to 260 V47AC-4C _20RG37 F ith Va" mal 
Sweat % 29.7 29.2 R42E197M  11X601 NPT  2Way 320 75°F to 135°F V47AC-6C _- 40G461 = For use with %4" male 
Sweat 1% 29.7 29.2 R42E199M__11X602 NPT 2Way 150 75° to 135°F V47AC-8C _20RG38 flare fitting connectors 
Sweat % _90.6 49.9 R46E25/7M__11X603 NPT 2Way 150 70 to 260 V48AC-2C _20RG41 acs a 
Sweat 1,20: 49.9 ___R46E259M_11X604 ; _NPT2Way — 70 to 260 V46AD-1C _40G450__| Armored capillaries minimize 
Sweat 1% 88.2 87.4 R52E3511M 171X606 1¥v. NPT 2Way 320 70 to 260 V46AE-1C 40G451 
oueal ie 138 aR aS ee sores * NPT = 2Way 150 ih to ab ELTA 20RG4 sleeve improves resistance to 
W 8 1 Flange 2Way 320 70 to “ 40G45 
Mir. Item 1% —Fange 2 Way 150 70 to 260 V4GBR-2¢ 20RGa5 | 2Orasion caused by vibration. 
Voltage Watts For Use With Model No. on Flange zal $e 16 to so vee ae eS UL and C-UL Recognized. 
Operating Coils, 50/60 Hz 2 ange ay to - : . 
: . iow  Ro2EsSoM, PKC-1-24 11X615 Valves for High-Pressure Refrigerants Note: Compatible with all common 
R52E3511M ¥/ NPT 2Way 630 200 to 400 _V246GA1-001C 12Y955 noncorrosive refrigerants. 
R42E197M, : NPT 2Way 630 135to300psi V246NA1-001C 35LZ05 
OAV AC R42E199M, / NPT 2Way 630 200 to 400 _V246GB1-001C 12Y956 Max. 
sw RASE257M, — pyc.oo4  a4y6t8 NPT  2Way 630  135to300 psi V246NB1-001C 35LY99 Working Inside = Mfr. Item 
R4GE259M, Sweat 2Way 630. 20010400  V146GK1-001C 40G437 L__Pressure Dia. __Model__No. 
R56E4213M, % — NPT 2Way 630  200t0400  V246GC1-001C 12Y957 Breakaway Schrader Depressor in 
R56E4217M NPT 2Way 630 135to300psi V246NC1-001C 35LZ04 One End, 2 Straight Fittings 
{20/240V TOW Refrigeration PKC-1-120/240 35ML18 Sweat 2Way 630  200t0400  V146GL1-001C 40G438 18 in 600 psi_0.06 in SECI9AA-186 20RG42 
AC _15W Solenoid Valves PKC-2-120/240 35ML19 1 — NPT  2Way 630 200to 400 -V246GD1-001C 12v958 | 24in 600 psi 0.062 in SECO9AA-24C 40G422 
yovac tow Re2E359M, —bve.4-490 411X616 NPT 2Way 630 135to300psi V246ND1-001C 35LY98 36 in 600 psi 0.062 in SECO9AA-36C 406423 
R52E3511M 1% NPT 2Way 630 200 to 400 _V246GE1-001C 40G441 48 in 600 psi 0.062 in SECO9AA-48C 40G424 
R42E197M, 1% Flange 2Way 630 —200to 400 ~—s V246GR1-001C 406442 60 in 600 psi__ 0.06 in SECOIAA-60C 20RG43 
R42E199M, Flange 2Way 630 200to 400 psig _V243GS-1C _ 35LZ06 Breakaway Schrader” Depressor in Both 
oovac isw. R46E257M, ~—pxc-2-190 114X619 2 Flange 2Way 630 200to400psi V246GS1-001C 35Lz02 Ends, One Straight and One 90° Fitting 
R46E259M, Flange 2Way 630 200to400psi V246HS1-001C 35LZ03 18 in 600 psi 0.06 in SEC99AB-18C 40G425 
R56E4213M, 2% Flange 2Way 630 200to400psig V243GT-1C  35LZ07 24 in 600 psi 0.06 in SEC99AB-24C 406426 
R56E4217M 3 Flange 2Way 630 200to400psig V243GV-1C 35LZ08 36 in 600 psi 0.06 in SEC99AB-36C 406427 
iow R92E359M, 5v04-908/040 11X617 4 Flange 2Way 630 200to400psig V243GW-1C  35LZ09 48 in 600 psi 0.06 in SEC99AB-48C 406428 
R52E3511M NPT 3Way 630200 to 400 ~—s V248GB1-001C 127959 60 in 600 psi_0.062 in SEC99AB-60C 40G429 
R42E197M, y, —sweat 3 Way 630 200 to 400 _V148GK1-001C 406439 Without Breakaway Schrader™ Depressor, 
208/240V R42E199M, NPT 3Way 630 200 to 400 _V248GC1-001C 12Y960 One Straight and One 90° Fitting 
AC yew R46E257M,  pxc-9-998/040 141X620 1 Sweat 3Way 630 200to 400 _V148GL1-001C 406440 18in 600 psi 0.062 inSEC99AD-18C 40G430 
R46E259M, NPT 3Way 630 200to 400  V248GD1-001C 12Y961 24 in 600 psi 0.062 inSEC99AD-24C 40G431 
R56E4213M, 1% NPT 3Way 630 200 to 400 _V248GE1-001C 406446 36 in 600 psi 0.062 inSEC99AD-36C 406432 
R56E4217M 1% NPT 3Way 630 200to400psi V248GF1-001C 35LZ01 48 in 600 psi 0.06 in SEC99AD-48C 20RG44 
Mfr. Item 
Output Process Connec. Range Electrical Connections Model No. 
Ye'-27 NPT External Thread 0 to 100 psi Packard Connector P599VAPS101C 53CW45 
gio net cmes Plcsto Sle 
V3 ° . Packard Connector 
DG “ain SAE 45° Flare Internal Thread = Oto 500 psi packard Connector with 6% ft Wiring Harness P598VCPSN105K  53CW66 
Oto 750 psi Packard Connector PO99VCPS107C = 538CW55 
foe Ya" SAE 45° Flare Internal Thread Oto 200 psi Packard Connector with 6 2 ft Wiring Harness P598RCPSN102K 53CW97 
0 to 100 psi Packard Connector with 6 ft Wiring Harness =PS599RAPS101K  53CW27 ) Nii . 
‘ovens P packare connector with 6% ft Wiring Harness eee ages Johnson = 
Yg'-27 NPT External Threa ; ackard Connector 5 3 5 
Oto 500 psi packard Connector with 6% ft Wiring Hamess PS9BRAPSNiosK sacwag_ Controls | Ee 
Se 7 Pankal Connecter parece ee Electronic “sc 
0.5 to ackard Connector : 
4.5V DC Oto 100 psi packard Connector with 6% ft Wiring Harness P598RCPSN101K 53CW95 t 
Oto 200 psi Packard Connector P598RCPSN102C  53CW96 Pressure 
VY in SAE 45° Flare Internal Thread 0 to 500 psi pacare gonnector reicnW ' Be et ei aaa 
ackard Connector with 612 iring Harness f 
310750 ps) Packard Connector psgarcpsniorcsacxoi. IranSducers ed 
P Packard Connector with 6% ft Wiring Harness P598RCPSN107K  53CX02 
Va'-27 NPT External Thread 0 to 100 psi Packard Connector P599AAPS101C _53cW12  +~+Rugged, compact, direct-mount pres- 
50mA DC Oto 500 psi Packard Connector P598ACPSN105C 53CW7/8 ; 
Vain SAE 45° Flare Internal Thread 4 759 = packard pommeticl er Aosi os de S3cW22 signal based on the sensed pressure and 
ackard Connector with 612 iring Harness 5 i in ai itinni 
13 ft Wiring Harness WHA-PKD3-400C 40G464 are ideal for Use is au conditioning and 
6% ft Wiring Harness WHA-PKD3-200C 40G463._. Commercial refrigeration applications. 
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y) (1 / ones 
Johnson 4 
Controls SGIRZANIGOE sd =r 
7 40G367 wo i Pee 
Oil Pressure Controls | ) , 
= . f 
= 120/240VAC P545 Series—Electronic | . 
= Manual reset controls lock out ee z mee ~ . 
ie ta al ime apillary 
= Built-in time delay relay oe ri oil Pee jpressute, Delay Pressure Length rant Mtr tem 
ressure TallS DElow escription ange (psi) (sec. onnec. in. ran ode 0. 
JOHNSON CONTROLS sear ore Electromechanical 9 120 V4" Flare Nut 36 Johnson Controls P45NAA-5C 20RF58 
i i Electromechanical, i 7 
i use i noncorrosive mended net pressure. For Copeland | 9 120 Y' Flare Nut 36 Johnson Controls P45NCA-12C 40G367 
reirigerants. For use on refrigeration Hectromechanicat Fixed6.5 45 Y4" Flare Nut 36 Johnson Controls P45NCA-82C 40G368 
P45 and P145 Series—Units are compressors equipped For Copeland g 120 %'SAEMale Flares — Johnson Controls P145NCA-12C 406333 
: : u i i Electromechanical Fixed6.5 45 Yq" Male Flare — Johnson Controls P145NCA-82C 406334 
nonadjustable and provide depend- with oil pumps that _ Electromechanical 9 10 vA" Male Flare Johnson Controls P145NCB-12C 20RF56 
able low-lube oil pressure; factory | accept single-point differ- —Electromechanical Fixed 6.5 45 "Male Flare —~~ Johnson Controls P145NCB-82C 40G335* 
I ential pressure switch. Electromechanical 8 to 70 90 Ya" Flare Nut 36 _ Johnson Controls P28AA-1C 40G358 
set per manufacturer eyets P145 4 . Electromechanical 8 to /0 60 Ya" Flare Nut 36 Johnson Controls P28AA-2C 20RF5/ 
models require armored capillary  P400 sensor and wire Electromechanical 8to70 120 "Flare Nut 36 Johnson Controls P28AA-17C__40G357 
tubes (See page 3017). harness included with Plectromechantca ae i aN Female Ll 36 sohnsan Ronttals bE eh 
; controller. ectromechanica to 7 4’ Male Flare _— ohnson Controls : 59 
P28 and P128 Series—Provide Electromechanical 8to/0 ‘120 Y4" Male Flare —__Johnson Controls P128AA-1/7C 20RF54 
d dab tout f RANCO Electronic, For Copeland Fixed 12.75 120 Single Point P400 40 Johnson Controls P545NCB-22C 12Y971 
ependadie cut-out lor pressure- Electronic, For Bitzer Fixed10 90 Single PointP400 48 Johnson Controls P545NCB-25C 12Y972 
lubricated refrigeration compressors. Replaceable time-delay Electronig, For Carivle Fixed 7 120 Single Point p40 40 Johnson Controls PS4SNGB 82 1 2va73 
‘aid-adi : : : ectromechanica to 4" Male Flare Nut anco -3/ 
Field-adjustable Picesure differential modules, and adjustable Replacement P9545 Electronic Lube Oil Sensors 
per manufacturer's specs. P128 ressure range. For Use With Carlyle P545NCB-82C and CST29A Johnson Controls P400AD-1C 12974 
p g | 
models require armored capillary For R-22. R-124. R-134A For Use With Copeland P545NCB-22C Johnson Controls P4Q0AD-2C 12Y975 
’ ’ ’ For Use With Bitzer Po45NCB-25C Johnson Controls P400BD-1C 12Y976 
tubes (see page 3017). R-408, R-502, and R-507. + Carlyle model with wire alarm. ** For use with ammonia. 
[2 PARAGON 
= = = ae No. ( upco) 
‘ .« . 11Z778 H . 4p 
Residential Defrost Timers Refrigeration 
Direct replacements for defrost timers in household ~~ 4 au 
= ail No. 2FBY5 
refrigerators and freezers. 120VAC. . AS Defrost Thermostats 
Max ie Moisture-resistant thermostats can be used as exact OEM replacements for 
On/Off Defrost Time Mfr. Item most refrigerators and icemakers. SPDT switch opens on rise. 120/240V. 
Replaces 0.E.M. Cycles (Minutes) Model No. ; ; ; 
Admiral 4 Per Day 21 A1400-00 112778 Switch Switch Temp. ; Switch Switch Mfr. Item 
Frigidaire 8 Per Day 21 B1400-00 112779 Type Amp Rating Range (F) Differential Opens @ (°F) Closes @(°F) Model No. 
General Electric 6 Per Day 25 G1400-00 112781 SPDT 25 55 to 35 20 55 35 SL5709 2FBY5 
Whirlpool 8 Per Day 21 A1402-00 11Z780 SPST 10 801030  30+4°F 80 30 ML80 _3CHK2 
/) (aPARAGON 
Johnson ( [aPA 
Controls 
Hy H Switch Control Mfr. Item 
Refrigeration/ P Description Type Range (°F) Brand Model No. 
ontrols 
Defrost Controls Defrost Control, Panel Mount SPST 14° to 140° Johnson Controls MR4PM24-12C _ 20XJ66 
; . Defrost Timer Control, DIN Rail SPST 14° to 140° Johnson Controls MR4PMUHV-12C 20XJ67 
Versatile controls are micro- Refrigeration/Defrost Control, Temp. Diff.: High 25°F/Low 1F° 4 SPDT  -40 to 60 Paragon ERC2-212111-370 11GD4 
processor-based, multifunction, Aecessaes Electronic Temperature Control SPST 14°to 140° Johnson Controls MS4DR241-11C  20XJ68 
No. 1TGD4 — and programmable. Replacement Sensor, For Use With 1TGD4 Paragon 1309007-045  5PWD7 
Defrost Controls /2PARAGON 
Timers for Water Spray with Pump-Down Foriael sii fen 
Drain or Fan Delay Cycles—Defrost initiation: 1 ___ Voltage Type* Amps Model No. 
to 8 cycles per day, at least 3 hr. between cycles. Timers for Water Spray with Pump- 
ee é Down Drain or Fan Delay Cycles 
Delay or pump-down cycles: 0 to 30 min. in 3-min. 120 2NO/2NC 10 632-00  5X450 
increments; for stopping fans, reducing refrigerant __ 208/240VAC_ 2 NO/2NC 10 632-20 5X451 
pressure, or hot gas pump-down cycle. Defrost or a a 
fan cycles: 3 to 45 min. in 3-min. increments. 208/240VAC TNO/2NC 40 8041-20 122388 
120VAC SPDT 40 8045-00 5X454 
Time-Initiated and Time-Terminated—for elec- 208/240VAC SPDT 40 8045-20 5X455 
tric heat, hot gas, or compressor shutdown defrost. onYAG ONGC aan ea 
Defrost/initiation cycles: 1 to 6 per day. Defrost Defrost cycles: 1 to 6 per day, at least 4 hr. between 508/240VAC INOA NC 40 8047-20  5X456 
cycles: 4 to 110 min. in 2-min. increments. cycles. Dial overlay changes defrost time from even- to Time-Initfated, Remote Temperature, or Fressure-Terminated 
Ti -Initiated. R te-T ; odd-numbered hours. Backup defrost termination: 4 908/240VAC TNO2NC 40 8141-20 122389 
ime-Initiated, Remote-Temperature, or ne ae .; 
. to 110 min. in 2-min. increments. Adjustable cut-in T20VAC 2NO/ANC 40 8143-00 122387 
Pressure-Terminated—Work with external : : ; 908/240VA NOANC 4 143-20 122 
pressure-setting dial calibrated from 36 to 100 Ib. OB/200VAC Se ee 
temperature or pressure sensor. Has 3 contact 120VAC SPDT __40__—-8145-00 _5X458 
arrangements for electric heat, compressor shut- _ Time Initiated, and Time-, Pressure- and Temp.- Tinelnidated Preseue Terminated — 
down, or hot gas defrost. Defrost cycles: 1 to 6 Terminated, Auto Voltage—For commercial freezers _ 208/240VAC_ Ss SPDT __—40._—=*8245-20_—5X460 
per day. Dial overlay changes defrost time from and refrigerators. Defrost initiation in 15 min. cycles, up es pellet Ae and 
even- to odd-numbered hours. Backup defrost to 48 cycles per day. Compressor contacts 3HP, heater/ 190/208/240/277 VAC 1 NO/INC 40  8145-AV 48TJ23 
termination: 4 to 110 min. in 2-min. increments. fan contacts 2HP. 120/208/240/277 VAC 1 NO/INC 40 8145-AV-M_48TJ24 
Universal Defrost Timers 
Time-Initiated, Pressure-Terminated—Modular Universal Defrost Timers—Manual defrost can be apace pect ir ete cee 
pressure bellows. 3 contact arrangements for hot __ initiated in 15-min. intervals. Provides 100 hr. of power 120/208/240VAC = y spot «= 30S 9145-00 1TGDE 


gas, electric heat, or compressor shutdown defrost. loss protection. 
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shat Controls = oe 
xpansion aiVes No. 3XL11 terminates defrost 
Capacity is at ARI standard 750-70; and delays the evaporator fan 
at 10°F liquid subcooling. Not for 1ZRD4 operation on electric heat, hot 2 
use with ammonia. gas, and reverse cycle commer- “Cian 
Nom. Connector (in.) Equalizer Mfr. Item cial refrigeration systems. 
Cap. (tons) Connection Inlet Outlet Type Model No. Nos. 3XL05 and 3XL06 provide 
See HOMExpansionSalkes off-cycle defrost. Generally used g& & 
1/6 to V4 SAE Flare Angle % Internal C-AA-JW _‘1ZRES in systems without hot gas or _& b 
1/6to % Straight Through Solder %4 %% ‘Internal EC-AA-JW  1ZRE6 electric defrost. aa 
Y% to 1 SAE Flare Angle ¥~ Yo Internal CAJW 5A433 
Yeto1 Straight Through Solder % Yo Internal EC-A-JW 1ZRE7 Control 
1 to2 Angle Solder ¥ Y External SCE-B-UW = 1ZRF3 Range Capillary Mfr. Item 
1to2 Straight Through Solder % Y% External ECE-B-JW  1ZRE8 Type Voltage (°F) Capillary Type L(in.) _ Brand Model No. 
2 to 3 SAE Flare Angle x % Internal CCJUW 6X237 Freezer Controls 
2 to3 SAE Flare Angle ¥~ Yo External CECJW 6X239 vonstan 
1 to2 SAE Flare Angle yA 5% External CEBJW 5A435 Differential 24/120/240/277 -3to5.5 = Capillary 84 Ranco A30-301 4E048 
: Control 
2to3 Straight Through Solder % % External ECE-C-JW  1ZRE9 
R-134A Compact Adjustable, Non-Balanced Port Extra Low Temp. 120/240 -35 to 15 aeepaty ; 72 Ranco 010-1419 122392 
% to Ve SAE Flare Angle % % Internal N%JW  3A664 Extra Low Temp. 120/240 -35t015 gia 72 Ranco 010-1433 +=: 122393 
R-12/R-134A Compact Adjustable, Non-Balanced Port : : 
to? SAE Flare Angle VY i; intemal N2JW 6X245 ExtraLow Temp. _—_ 120/240 99 to 0 5 eater 72 Ranco 010-1000 122391 
nee Refrigerant Low Temp. 120/240 -15to 40 api cree _ Ranco 010-1072 122394 
¥3 to Va SAE Flare Angle 2 Yo Internal CAAVX35 1H767 Capillary w/ 
3 to SAE Flare Angle 4 Y% Internal CAAVW 1H768 Med. Temp. 120/240 -12t015 Buin sensor «3 47 Ranco K9d0Q-1126-001 6KXG4 
2 to 3 SAE Flare Angle % ve External CEBVX100 1ZRD4 Sarleecieam 
7%to8 Straight Through Solder % | % External EBSE8VX100 1ZRD5 Machine 120/240 -15to40 — Capillary f2 Ranco 016-588 = 122399 
10to11 Straight Through Solder %  % External EBSE11VX100 1ZRD6 Refrigeration Controls 
15 Straight Through Solder % 1% External EBSE15VX100 1ZRD7 ; 225to Capillary w/ 
15 Straight Through Solder % 1% External OE-15-Vxi00 1zRE1 | Bulk Milk Cooler 120/240 “q7-° pict §=©6 72, Ranco = 016-601 122401 
20 Straight Through Solder % 136 External OE-20-VX100 1ZRE2 Capillary w/Air ; 
30 Straight Through Solder. 1% 196 External OE-30-VX100 1ZRE3 High Temp. = 120/240 251075 “Coil Sensor Ranco = 010-1802 122897 
40 Straight Through Solder 1% 1% External OE-40-VX100 1ZRE4 : Capillary w/ : 
¥ato % Straight Through Solder % + External ECE-AA-VZ 1ZRG6 elon temp. ne 0107S: Buihsenson 2 IE seen 
%sto1% Straight Through Solder % % External ECE-A-VZ  1ZRG7 Constant . 
1%to3 Straight Through Solder % Y% External ECE-B-VZ  1ZRG8 Differential 24/120/240/277 32to42 Capillary 84 Ranco A30-261 4E051 
% to Vs Angle Solder % Ye External SCE-AA-VZ _1ZRG9 qontter 
% to 1% Angle Solder % Ve External | SCE-A-VZ  1ZRH1 
% to 1% SAE Flare Angle %  % External  CEAVW  4E638 Capillary w/ 
Th to 3 SAE Flare Angle % ve External CEBVW  4E639 Med. Temp. 120/208/240V 191038 pricy ™ = 72 Ranco —-A12-1560 ~—« 6KXC4 
% to 1% SAE Flare Angle % ve External CEAVX35  4E642 Capillary w/Air 
% to 1% SAE Flare Angle % Ye __Internal CAVW 5A440 Med. Temp. 120 251075 “CoilSensor Ranco 010-1418 = 1A005 
3 to5 SAE Flare Angle % Yo__|nternal CCVW dA442 Capillary w/ 
3t05 SAE Flare Angle 3 Vj Internal CCVX100 6X238 Med. Temp. 120/240 34 to 55 Bulb eercar 47% Ranco K50Q-1127-001 6KXG5 
a5 o ° oft ae ae % Ye___ External CECVX100__—-6X240 Refrigeration or Freezer Control 
. efrigerant W, eck Vaive Temporary -5F to : ; 
1vto 3 Straight Through Solder. % External HCAE-3-VX100 4ZRD1 Control 120/240 gar Capillary 9 Robertshaw = GG-1 arEl 
3t05 Straight Through Solder % %__External HCAE-5-VX100 1ZRD3 Refrigeration/Freezer Controls 
R-404A Refrigerant Constant 
1/6 to V4 SAE Flare Angle % ~~ % Internal C-AA-SZ ‘1ZRF4 Differential  24/120/240/277 3to43 — Capillary 84 Ranco A30-262 4E050 
% to 1 SAE Flare Angle ¥ Y% __Internal C-A-SZ 1ZRF5 Control 
1to2 SAE Flare Angle ¥~ Yo External CE-B-SZ 1ZRF6 Med. Temp. 24 -15 to 40 Capillary w/ 72 Ranco 010-1409 4A003 
2 to 3% SAE Flare Angle % % External CE-C-SZ_——‘1ZRF7 Bulb Sensor : 
1/6 to % Straight Through Solder “% % Internal EC-AA-SZ —1ZRF8 Med. Temp. 24 “21038 Capillary i2 Ranco 010-1408 _ 1A002 
Yeto1 Straight Through Solder % —— ~_—Internal__—_—~EC-A-SZ___‘1ZRFQ Med. Temp. 120/240» Oto47—aDMATY WE zy Ranco K500-1125-001 6KXG3 
1to2 Straight Through Solder %  “% External ECE-B-SZ  1ZRG1 : il 5 R 0101416 1020 
2t03% Straight Through Solder 3% + ~ €External  ECE-C-S2  1ZRG2 Med. Temp. 240 0 to 55 aan ae U anco ; 
u io 5 sine solder % y a Scr B82 t ZRGS Med. Temp. 120 251075: pincencor . 22 Ranco 010-1410  1A004 
2 10 are ANGIeé 8 2 nterna : - 
to 1 SAE Flare Angle ¥, Internal CASX35 5A437 Med. Temp. 120/240 0 to 55 Be ee 0a55 —_-Ranco 010-1010 122395 
2 to 3% SAE Flare Angle ¥~ 2 Internal CCSW 5A438 Med. Temp. 120/240 0 to 55 Bulb ees 72 Ranco 010-1473  12Z396 
Rak Ratigsat Flare Angle % 2 External __CECSW__5A439 Med. Temp. 120/240 0to55 Capillary 72 Ranco. o6-111  ~+122402 
3% t05 Straight Through Solder 3% 52 External HAE5ZX200  1VW45 vet remy a ae 2 Canin i pane aes on 
1%2to3 Straight Through Solder %  %% ~~ External HAESZX200 1VW47 EE: Capillary w/ 
1%to3 Straight Through Solder % %% ~~ External HAE3ZX200B15 1VW48 Med. Temp. 120/240 0055 Bi canco, «672 Ranco 016-263 122405 


5to8 Straight Through Solder 5 External __ECE-D-2X200_11X594_| Temperature and Defrost Controls 


8to 12% Straight Through Solder 5% 1% External ECE-12.5-2X200 11X595 SOEUR 
12% to 15 Straight Through Solder 54 1% External ECE-15-2X200 11x596 | DefrostControl 120/240 40to75 “i oO: __ “Mango: __ Feely; _ sabia 


R-410A Refrigerant w/ Check Valve Constant Cut In ; 
T%to3 Straight Through Solder 3% +% External HCAE3Zx200 1VW49 Cold Control 120/240 = 18to27 ~—Capillary 84 Ranco A12-700 — 8XL05 
3%to5 Straight Through Solder % Ye External HCAE5ZX200 1VW50 Constant Cut ; 
Constant Pressure Adjustable, Non-Balanced Port, All Refrigerants In Control 120/240 35 to 41 Capillary 64 Ranco A12-701 SXL06 
0.88 to 4.24 SAE Flare Angle 2) Yo External A-2 4X859 Water Cooler Control 
0.88 to 4.24 ree Gutlet (NPT “YY — External A-t 5A446 eee ent 120/208/240 37to61 Capillary 48 Ranco K-3001  3XL12 


t Not adaptable; direct fit with dial shaft. * Air coil. 





® 
= = tla a4 
Energy-Saving Device elemp : 
Helps reduce compressor cycles and energy consumption. 4 W D Mir It os : : 
; ay pe : : em 
Easy-to-install unit fits most thermostats and is suitable for Type _(in.) (in.) (in.) Model _No. a 
use in commercial refrigerators and freezers. NSF Certified. Adapter 2 2 6 _ET-205_S3DE11 
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HVAC & REFRIGERATION 
W-Fi & Smart Thermostats 


Scan. Order. Done. 
Details on page A1. 











No. 
45KE76 
No. 
410X67 
No. 
30ZZ03 
ystem; 
Outdoor: 
No. 
~ = 36WH84 
i } 
G*neny 
| 
, Temp. 
Stages Stages Programs Settings 
Heat Cool per Week per Day 
4 Heat Pump or 2 Conventional 2 7, 9-1-1, or Nonprog. 4 
2 for 5-2 7 
2 7 4 
4 Z 7 4 
2 i 4 
fs rd 4 
2 7 4 
3 Heat Pump or 2 Conventional 2 é 4 
2 7,5-2,5-1-1 orNonprog. 4, 2, 1,0 
7, 9-2, 9-1-1, Or 
3 Z Nonprog. 4,2, 1,0 
2 i 4 
2 7, 5-2, or 5-1-1 Day 4 
2 5-2, or 0-1-1 Day 4 
9 2 7,5-2,5-1-1 orNonprog. 4, 2, 1,0 
2 7 8 
2 7 4,2 
1 /, 5-2, or 0-1-1 Day 4 
1 7, 5-1-1, or Nonprog. 4 
1 1 (5-2, or 0-1-1 Day 4 
1 5-2, or 0-1-1 Day 4 


W3/AUX, W2, W1/0/B, Y2, Y1, G, R, C, Sensor 


$ Johnson WN 


White-Rodgers EMERSON. Controls 
Honeywell AA. © BOSCH 
Home Braeburn. ICA se? € 4 Invented for life LU X 


Wi-Fi-Capable Thermostats 


Allow you to access and adjust your heating and cooling system via PC, smartphone, or tablet PC. 


Pro1®—No. 45KE76 has advanced features, multiple stages, and commercial settings. 
No. 45KE77 is ideal for residential use. 


White-Rodgers'™’—Sensi™ touch thermostat has a geofencing feature that automatically 
changes temperatures based on the location of your smartphone. Smart alert capability notifies 
you of extreme temperature or humidity levels. 


Emerson—Sensi™ Series lets you contro! multiple thermostats from multiple smart devices. 
Includes smart technology and is compatible with Amazon, Apple®, and Wink smart home 
platforms. 


Johnson Controls—Feature high-resolution color touch screen and can control a wide range of 
heating/cooling equipment via an available mobile app. 


Honeywell Home—Lyric™ thermostats Nos. 54DM21 and 54DM22 can be controlled by 
multiple smartphones at one time and are compatible with many home automation apps. Can be 
configured as non-programmable, programmable, or geofencing. 


Braeburn®—Features SpeedBar® multi-function button to help speed programming and design 
allows for the addition of Bluelink wireless indoor, outdoor, or humidity sensors for enhanced 
system control. 


ICM—i3 Series feature an intuitive interface to ease programming and touch icons located off 
the display for a larger viewing area. Nos. 32MY39 to 32MY41 provide humidification control. 


Bosch—Easy-to-install unit offers you all-in-one control through the BCC100 App. Design 
allows you to connect to an unlimited number of thermostats and manage up to 4 schedules per 
thermostat. 


LUX GEO™’—Features Home and Away Aware™ geofencing and universal compatibility ("C" not 
required). Works with Alexa-enabled devices and mounts horizontally or vertically. 


Mfr. Item 
Description For Use With Brand Model No. 
Accessory 
Wall Plate Sensi WiFi I-stat Emerson F61-2663 38GN47 
Terminal Power Foot- Mfr. Item 
Designations Method notes Brand mel No. 
RC, RH, C, 0, B, G, Y, Y2, W/E, W2 Hardwired 2,6, 8 Pro laq 1855 45KE76 


1F95U- TOW 410X67 
1F87U-42WF 49VR96 
T9100 JSWNOS 


RC, RH, C, W/E, W2, Y, Y2, 0/B, G, L 
RC,RH, C, W/E, W2, Y, Y2, 0/B, G, L 


Hardwired 4,6,/,8 
Hardwired/Battery/ 468 
Power Stealing 
Hardwired 


White-Rodgers 
Emerson 
1,2,5,6,8 Johnson Controls 


W3/AUX W2. Wi/0/B. Y2. Yt.G_R.C. Sensor Hardwired {> 6 8 Johnson Controls T9180 53WN10 
W3/AUX. W2 Wt/0/B. Y2. Yt.G_R-C. Sensor Hardwired 1. 2.5.6.8 Johnson Controls 19500 53WN11 
W3/AUX W2, W1/0/B. Y2. Yt.G_R.C. Sensor Hardwired +->6 8 Johnson Controls 19580 53WN12 
R. RC, C, W (O/B), W2 (AUX/E), Y. V2, G, L, K Hardwired 2. 3,6,8 Honeywell Home TH9320WF5003 302203 
On eKEUU Hie Hardwired 1,2,6 Honeywell Home TH6320WF2003/U54DM21 
RC, = OB GI Lib. Hardwired/Battery : A ee Braeburn 7320 54DC18 

RC. Rc, Rh, G. WW? YY?2. O/B, 
AUnUSi Be KA AUS Hardwired/Battery 4,5,6,8 HoneywellHome TH8321WF1001 36WH84 
a WOE, oven Hardwired  1,2,3,5,6,8 ICM I2020WH  32MY41 
RH, RC. W1/0/B. W2 Yt. Y2.G.S1,.S2, SC Hardwired 1,2.3.6,8 ICM [2020W  32MY37 
Re HG WW (tO 2 Hardwired 1,2,6 Honeywell Home TH6220WF2006/U54DM22 
G Yi. Y2. Wt W2.0/B. H/DH. FC : Hardwired 05 6,7 Bosch BCC100  458J55 

ardwired/Battery, 3 

RH, RC, B, W1,0,1,6,W2,C,Y2 Wes /ower Bride 1-23,6 LUX GEO-WH 53077 
RH, RC. W1/O/B, W2, AUX. Y1,G,S1,S2 SC Hardwired 1.2.3.5.6,8 ICM I2010WH  32MY40 
RC, RH, C, O, B, G, Y, Hardwired — Prot laq T/011 45KE77 
RH RC. W1/O/B, AUX. Yi, G.S1,S2 SC Hardwired 1.2.3.5.6,8 ICM It010WH  32MY39 
RH RC W1/O/B. Yt.GSt.S2. SC Hardwired 1.2.3.6, 8 ICM O10W  32MY35 


Footnotes: 1—Remote sensing capability. 2—Programmable fan feature. 3—Low battery indicator. 4—750mV compatible. 5—Dehumidification control. 6—Automatic changeover. 


7—Large character display. 8—Control lockout. 
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Johnson Wo 
Controls 


Glas® Smart Thermostat 


Voice-enabled Wi-Fi thermostat monitors humidity, equivalent carbon dioxide (eCO,) level, and total volatile 
organic compounds (tVOC) indoors and can report the outdoor air quality and pollen levels. Includes features 
such as fan runtime options, smart ventilation, and smart circulation that allow you to have more control 
over your indoor air quality. 


Temp. 
Stages Stages Programs Settings Terminal Power Foot- Mfr. Item 
Cool perWeek _ per Day Designations Method notes Model No. 
2 7 7 Y, Y2, W, W2, G, O/B, AUX, R, RH,C Hardwired 1,5,6,7 Si02-00000 451G30 


Footnotes: 1—Remote sensing capability. 5—Dehumidification control. 6—Automatic changeover. 7—Large character display. 


Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE’° HVAC & REFRIGERATION 
Find the wy. Find Solutions. Find Great Prices. Wireless/Wi-Fi-Capable & Touchscreen Thermostats 





Honeywell Bu) 
Honeywell (ioc 


Wireless and Wi-Fi- ms . 
Capable Thermostat _. ¥ 


Kits and Accessories No. 278Y88 "  No.270A60~=SS*«WN, NESS 


Optional RedLINK™ Internet Gateway 

No. 437113 lets you remotely monitor and 
control the heating and cooling system in FocusPRO®—Backilit display. Compatible with Wireless Outdoor Sensor No. 279A46. 
your home or business, plus receive email 


alerts via your PC, smartphone, or tablet PC. 
See Grainger.com® for included components. VisionPRO®—Touch screen display with a 2-line message center. 





a 
i Pal 
o 


Prestige®—High-definition touch screen display. 


Pro1®—Complete wireless systems include thermostat and equipment module. 


Stages Stages Programs Terminal Power Mfr. Item 
Description Heat Cool per Week Designations Method Footnotes Brand Model No. 
Wireless Systems 
4 Z Ci RC Hardwired 1,2, 3,5, 6,8 Honeywell YTHX9421R5101WW/U_2/79A61 


Prestige® IAQ R, C Then RedLink to 


4 Heat Pump or 3 Conventional 2 rd Equipment Interface Module Hardwired 1,2, 3,5, 6,8 Honeywell YTHX9421R5085WW 278Y88 
3Heat Pump or 2Conventional 2 5-1-1 or 5-2 ed v6. 4 i ee Battery 1,2,3 Honeywell © YTH6320R1001  279A59 
Sones 3 Heat Pump or 2 Conventional 2 = Ge Rh ny ie Battery 1,2,3 Honeywell © YTHS5320R1000  279A60 
OcuUS : 
3 2 5-1-1 or 5-2 Ge Rh a ae Hardwired/Battery  1,2,3,6 Honeywell © YTH6320R1114 279A65 
re “ C, R, Re, Rh, W-0/B, W2- Honeywell 
3 2 S4-10r5-2 RW V0’ GL RAS Hardwired/Battery = 1,2,3,6 "ney YTH6320R1122  14A009 
Pro1® Universal, Wireless 3 Heat Pump or 2 Conventional 2 sdf oe ennie Se Hardwired/Battery 2-09» Prot lag T955WH A5KE79 
Pro1® PTAC, Wireless 2 Heat Pump or 1 Conventional 1 _— R,C,Y,W,GH,GL,0/B Hardwired/Battery 13 Pro laq T631W-2 45KE80 
Thermostats Only 
Prestige® IAQ 4 9 7 RC Hardwired 1,2. 3,5, 6,8 Honeywell THX9421R5021WW/U 279A63 
es 3Heat Pump or 2Conventional 2 — 5-1-1orS-2 gi fuente, Mh, UIE, lee Battery 1,3 Honeywell © TH6320R1004 279A62 
Ocus bl bl bl 1 
3 Heat Pump or 2 Conventional 2 = ae va ae ee Battery 1,3. Honeywell THS5320R1002 279A66 
7 or 7 : — Honeywell 
{ b fiom inane Z c a0 SY a S1S1 Hardwired/Battery 1,3, 4,5, 6,8 “Home TH8110R1008 34GR14 
ici , H] i J , > J A oneywe 
VisionPRO® 3 2 7 aU GLE, 81 9 Hardwired/Battery 1, 2,3, 4, 6, 8 “ome TH8320R1003 4NE59 
7 or R, RC, C, W-O/B, W2-AUN/E, , oneywe 
3 2 Nonprononinabley vo ek os: Hardwired/Battery 1,3,4,5,6,8 "QevW TH8321R1001 34GR15 


Footnotes: 1—Remote sensing capability. 2—Programmable fan feature. 3—Low battery indicator. 4—750mV compatible. 5—Dehumidification control. 6—Automatic changeover. 
7—Large character display. 8—Control lockout. 


Mfr. Item 

Description Brand Model No. 
RedLINK™ Accessories 
RedLINk™ Internet Gateway (RIG) Honeywell Home THM6000R7001/U 437713 
Wireless Indoor Sensor Honeywell Home C7189R1004 122045 
Wireless Outdoor Sensor Honeywell C/089R1013 279A46 
Equipment Interface Module (Includes Ducts Sensors) Honeywell Home YTHM5421R1010/U 122040 
Prestige® Accessories 
Wiring Module Honeywell THP9045A1023 2/9A47 
Cover Plate Honeywell 90028399-001 2/9A48 
Pro1® Accessories 
Temperature Sensor Prol lag RZ250W 45KF01 
Wireless Wire, Makes Any Thermostat Wireless (Up to 
2H/2C Conventional or 3H/2C Heat Pump) Prot lag uy 45KF06 
Zone Control Prot laq RZ251W 45KF02 





+ efDa j 
yton Cc. 
EMERSON. Midi LGM. 
ren. —04SCNSC 





1 : 
a LUX’ Sraeburn 


Touch-Screen = Menu-driven programming No. 1MBD7 - No. 45KE81 No. 32MY31 
For residential or light commercial applications, 


Programmable Thermostats including gas, oil, electric, or millivolt systems. 


Stages Stages Programs Temp. Settings Terminal Power Foot- Mfr. Item 
Heat Cool per Week per Day Designations A veined ae. Brand Model No. 
f,.o71-1 OF 5 ardwired/Battery ,4, e 
4 2 Nonprog. 2,0 RH, RC, C, Y, Y2, W/E, W2, G, O/B, L, 6, A1, +, S, Power Stealing 6. 7.8 Emerson 1F95-1280 4UFV3 


Hardwired/Battery/ 1, 2, 3, 4, 


f, 0-11, OF _ 
4 2 Nonprog. 4,2,0 RH, RC, C, Y, Y2, W/E, W2, G, 0/B, L, +, S, -, 6, HM, DHM Power Stealing 5 6. 7.8 Emerson 1F95-1291 2UPG8 
3 2 ge 4,2,0 RH, RC, C, Y, Y2, W/E, W2, G, O/B, L, 6, +, S- Hardwired/Battery 1,2,3,4,6,8 Emerson 1F95-1277 1MBD7 
3 2 7 or 5-2 4 $1,$2,C,R,RC,W,W2,, Y,Y2,G,E,0/B, AUX Hardwired/Battery 1, 2,3,4,6,8 Dayton 6EDZ6 6EDZ6 
3 2 _/,5-2, or 9-1-1 Day 4 RH, RC, W1/0/8. W2, AUX, Y1, Y2, G, $1, $2, SC Dual 1.2.3. 6. 7,8 ICM 13020 32MY34 
3 Heat Pump or 2 Conventional 2 ae 4,2 RC, RH, C, O, B, G, Y, Y2, W/E, W2 Hardwired/Battery 2, 3,4,6,7,8 Pro1 laq T955 45KE81 
3 Heat Pump or 2 Conventional 1 entae 4 RC, RH, C, 0, B, G, Y, W Hardwired/Battery 2, 3,4,6,7,8 Pro1 lag T905 45KE82 
2 2 _/,5-2, or 9-1-1 Day 4 RH, RC, W1/0/B, W2, Y1, Y2, G, $1, $2, SC Dual 1.2.3, 6:8 ICM 12020 32MY33 
2 1 7, 5-2, or 5-1-1 Day 4 RH, RC, W1/0/B, W2, Y1, G, $1, $2, SC Dual 1,2, 3,6,8 ICM 12010 32MY32 
2 1 7 or Nonprog. 4,2 G, B, O, Y, RC, RH, W2, A, W1, C Hardwired/Battery 2, 3,8 LUX P721UT 53CV78 
2 1 5-2 4.2, 1,0 RC, RH, O, B, Y1, W1, G, C, W1/E, W2 Hardwired/Battery 3,4 Braeburn 2220NC 54DC02 
1 1 a 4, 2,0 RH, RC, C, Y, WE, G, 0, B, 6, +,S,-,L Hardwired/Battery leo Emerson 1F97-1277  1MBD8 
1 1 7, 5-2, or 5-1-1 Day 4 RH, RC, W1/0/B, Y1, G, S1, $2, SC Dual 1, 2. 3 6,8 ICM 11010 32MY31 
1 1 7 4 $1/S2, C, R, RC, W, O/B, L, Y, G Hardwired/Battery 2,3,4,6,8 Perfectsense PS4000 52KA65 


Footnotes: 1—Remote sensing capability. 2—Programmable fan feature. 3—Low battery indicator. 4—750mV compatible. 5—Dehumidification control. 6—Automatic changeover. 
7—Large character display. 8—Control lockout. 
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Thermostats 


= Retain programmed 


Honeywell 


; ¥ “ZPECO 
[IE M E RSO N. baie: COMPANY 

: Digital Honeywell 
y Home ; 
| Programmable * po 























No. 1YMG4 No. 42PD1i16 information in the : 122 °XO) 
event of a power loss LUX Braeburn. 
Temp. 

Stages Stages Programs Settings Terminal Power Foot- Mfr. Item 
Heat Cool per Week per Day Designations Method notes Brand Model No. 
Multi-Stage Heat/Cool or Heat Pump 

4 2  7,5-4-1,orNonprogrammable 4, 2,0 RH, RC, C, Y, Y2, WE, W2, G, O/B, L, 6, +, S, - geet 1,2,3,4,6,7,8 Emerson  1F95-0671 — 4UFV1 
4 2  7,5-t-1,orNonprogrammable 4, 2, 0 RH, RC, C, Y, Y2, W/E, W2, G, O/B, 6, L, A1, +, S, - eae ene 1,2,3,4,6,7,8 Emerson  1F95-0680  2UPG9 
ror C, W1(B/0), W2(AUX), G, A, E, Y1, Hardwired/Battery/ 5 
3 2 7, 5-2,5-1-1, orNonprogrammable 4, 2, 1,0 Y2. RH. RC, SC, $1, $2, $3 Power Stealing 1, 2.3, 5,6, 7,8 Peco T8532-IAQ 6FFW7 
Pree C, W1(B/0), W2(AUX), G, A, E, Y1, Hardwired/Battery/ : 

3 2 7,5-2,5-1-1,orNonprogrammable 4, 2, 1,0 Y2. RH. RC, SC, $1, $2. $3 Power Stealing 1; 2,3, 6; 7,8 Peco T8532-001 6FFW8 
3 2  7,5-2,5-1-1orNonprogrammable 4,2,1,0  RC,R,C, W, W2, AUX, Y, Y2, 0/B, GK, E,U,U,L/A,S,S Hardwired/Battery 1, 2, 3,6 nen TH6320U2008/U 54DM23 
3 2 7 4 C, YO RH ta Sst ey '53 My, Hardwired/Battery 1,2,3,6,8 Peco  14932SCH-001 29AT95 
3 2 7 4 ME CBG Ae ei ee car Hardwired/Battery 1,2,3,5,6,8 Peco  14932SCH-002 29AT96 
RH, RC, Y7, Y2, Y3, W1, W2, W3, G, O/B, X, Aux, 

3 8 ri 4 AS. OS, 13, 14.15.16. 17. HS, HC. HP. M, ebus Hardwired 276 Honeywell 17351F2010 1YMG4 
2 2  7,5-2, 5-1-1 orNonprogrammable 4,2,1,0 RC,R,C, W, W2, AUX, Y, Y2, 0/B, G, K, E, U, U, L/A,S,S Hardwired/Battery 1,2, 3,6 ie TH6220U2000/U 54DM24 
Z 2 Vi 4 0,B,Y1,¥2,G,W2,E/W1,R,C,L Hardwired/Battery 3, 4, 6, 8 Dayton 6EDZ8 6EDZ8 
2 2 7 or Nonprogrammable 4,2 G, Y1, RC, RH, W1, A, Y2, O, B, W2, C Hardwired/Battery gy LUX P722U 53CV79 
2 1 7, 5-2,5-1-1 0rNonprogrammable 4,2,1,0 RC,R,C, W, W2, AUX, Y, Y2, 0/B, G, K,E, U, U, L/A, S,S Hardwired/Battery 1,2, 0,6 ee TH6210U2001/U 54DM25 
2 1 5-1-1 4 RC, RH, C, G, 0, B, Y, E, W2 Hardwired/Battery 3 Pro laq 1725 45KE90 
2 5-1-1 4 R, C, Y, W2, G, 0/B, E, L Hardwired — Emerson 1F82-261 3MY14 

Single-Stage Heat/Cool or Heat Pump 

{ 1 7,5-2,5-1-1 orNonprogrammable 4,2,1,0 RC,R,C, W, W2, AUX, Y, Y2, O/B, G, K, E, U, U, L/A,S,S Hardwired/Battery 2, 3,6 ae TH4110U2005/U 54DM26 
1 1 7, 5-2, or Nonprogrammable 42 RH, RC, W, Y, G, C, 0/B Hardwired/Battery 3,4, 8 LUX Pill 53CV81 
1 1 7, 5-2, or Nonprogrammable 4,2 RH, RC, W, Y, G, C, 0/B Hardwired/Battery 400 LUX P711V 53CV82 
1 1 7 4 RC, RC, RH G ‘W.Y,0/B, LN Hardwired/Battery 3,4 Dayton 6EDZ7 6EDZ7 
1 1 5-2 4 R _RG, W, G, 0, Battery 3,4 Emerson 1F78-151 3MU99 
1 1 5-1-1 4 RH, RC, C, Y, W, G, 0, B Hardwired/Battery 3,4 Emerson 1F80-361 2NY19 
Multi-Stage Heat/Cool 
4 2 4 RC, RH, C, W/E, W2, Y, Y2, 0/B/6, G, L Battery 3, 4, 6, 8 Emerson 1F85U-42PR  42PD17 
3 2 7, 9-1-1, or Nonprogrammable 42,1 RC, RH, C, 0, B, G, Y, Y2, W/E, Hardwired/Battery 2,3,4,6,7,8 —Prol laq T1855 45KE83 
3 2 7, 5-1-1, or Nonprogrammable 4,1 RC, RH, C, 0, B, G, Y, Y2, W/E, W2, S1, S2 Hardwired/Battery Ie 2334 Pro laq 17558 45KE88 
3 2 7, 9-1-1, or Nonprogrammable 4.1 RG, RH, G, 0, B, G, Y, Y2, W/E, Hardwired/Battery rape ee Prot laq 1755 45KE89 
2 2 7 4 RC, RH, C, W/E, W2, Y, Y2, 0/B/6, G, L Battery 3, 4, 6, 8 Emerson 1F85U-22PR  42PD16 
2 2 7, 9-1-1, or Nonprogrammable 4,1 RC, RH, C, G, Y, Y2, W, W2 Hardwired/Battery 3,4 Prot laq 1715 45KE92 
2 1 4 R, C, W2, E, Y, OB, G, L Battery 3,8 Emerson 1F83H-21PR  42PD15 
2 1 9-2, or Nonprogrammable 4.2 0, B, G, Y, RC, RH, W1, A, W2, C Hardwired/Battery 3, 4,8 LUX P521U 53CV80 
Single-Stage Heat/Cool 
1 1 4 RC, BH, C, W, Y, OB, G Battery 3, 4,8 Emerson 1F83C-11PR 42PD14 
1 1 7, 9-1-1, or Nonprogrammable 4,1 RC, RH, C, 0, B, G, Y, W Hardwired/Battery 2,3,4,6,7,8 Prol laq T1805 45KE84 
1 1 7, 9-1-1, or Nonprogrammable 4.1 RC, RH, C, 0, B, G, Y, W Hardwired/Battery 3 4 Prot laq 1705 45KE93 
1 1 -1- 4 G, RH, C, 0, B, G, Y, W Hardwired/Battery 3; Prot laq 1605-2 45KE97 
1 1 — — RH,RC,Y1 ,G,W1,0,B,C Hardwired/Battery 3,4, 7 Braeburn 2020 54DC05 
Footnotes: 1—Remote sensing capability. 2—Programmable fan feature. 3—Low battery indicator. 4—750mV compatible. 5—Dehumidification control. 
6—Automatic changeover. 7—Large character display. 8—Control lockout. 
E23 
Thermostat 
Guard Probe Inside Inside Inside Outside Outside Outside Item 
Cover Color Resist. H W D H W D No. 
Plastic (Box, Solid and Ring Base, Mounting Hardware, (2) Keys Included) 
Yes AAG Ae. 2V4 5%" oY 2%3 — 4E644 
Yes 6”%6 o”Ve 2%. 1/6. 6%6 3 2E430 
pina No 46 AY" oY one. a6 2%  3IZd/ 
No 7" 41/6" 2a BY" oN 2¥2 _—- 2E999 
Yes 8%" RYN 3 9%" 1¥8 3% —4E649 
No 816 a6 342" 96 6%6 3% 2E/06 
Yes 4/6 A/S ya o%" oy" 2% _4E645 
Plastic Off-White Yes 6/6 5“6" 298 7/6: 6%6" ci 4E647 
No. 4E644 Yes 8%" a4 3. 9%" 1%6 3% —_ 4E650 
2 Metal Plastic (Box, Solid and Hing Base, Mounting Hardware, (1) Key Included) 
No. 13J040 Clear No 66 4" oh 8" a ¥s' «2379 
oe: Metal, Hinged (fox, Solid and Ring Base, Mounting Hardware, (2) Keys Included) 

* Stainless Steel Ne a7, ofA a7 2/6 ‘i Fie an 6 133049 

No. 13J044 Off-White 0 1% ole 398 8/6. 64" 3'Y6' 133051 

GRAINGER . No 8%" 6%" 39%" 7 3%e" 13048 

APPROVED No 4%" 54" 2Y2 aA6. 516" 2'6 133041 

. Beige No 1% o'Ne 398° 8/6 64" 3'V6 133043 

Universal Thermostat Guards No By Oy Oe Sie 13040 
j Metal, Hinged (Box, Ring Base, Mounting Hardware, (2) Keys Included; Solid Base Not Included) 

Mount horizontally or vertically. Designed to protect virtually any weuise, 2 , ae ers an an oe 4 is neh 

. . " te 0 8 6 8 16 4 16 
thermostat. Models with clear cover have off-white base and ring. Stainless Steel, Hinged, with Vents in Top & 4 Sides, (Box, Solid 

For other models, base and ring match cover color. and Ring Base, Mounting Hardware, (2) Keys Included) 

3 4%" ofA oY a6. ae aD eae 

Plastic—Probe-resistant models have double-wall design to Silver 0 es O16. 378" 8716 674 “6 47 

; g No 8%" 6%" 3 9%6 1V4 3%6 133044 
prevent tampering. Stainless Steel, Hinged, with Vents in Top & 4 Sides, (Box, Ring Base, 
; : ; Mountin Hardware, 2) Keys Included; Solid Base Not Included 
Stainless Steel—Long life and durable performance in humid and Stream No (2) i Big" 35," O76 aA 31/5" 133046 * 


corrosive environments. 
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Digital Nonprogrammable 





& Honeywell mito) Sraeburn. 
EMERSON. LUX 


Honeywell *,; ayton} 
White-Rodgers ome 





Thermostats 
Stages Stages Terminal Power Foot- Mfr. Item 
Heat Cool Designations Method notes Brand Model No. 
Multi-Stage Heat/Cool or Heat Pump 
4 2 _RC,RH,C,W/E,W2,Y,Y2,0/B/6,G,L_ _ Hardwired/Battery 3, 4,6 Emerson 1F85U-42NP 42PD13 
2 2 __RC,RH,C,W/E,W2,Y,Y2,0/B/6,G,L_ _ Hardwired/Battery 3, 4,6 Emerson 1F85U-22NP 42PD12 
2 1 R,C,0/B,W2,Y,G,L Hardwired/Battery 3,4 Emerson 1F89EZ-0251 16X604 No. 
2 1 R,C,Y,W,G,0/B Hardwired/Battery 3,4 Honeywell TH1210DV1007/U —_278Y84 45KE96 st Tha 
2 1 E. YB, 0, W2,R,G,6 Hardwired/Battery aif LUX PSDH121B 53CV83 — pore 
2 1 R,C,W2,E,Y,0/B,G,L Hardwired/Battery 0,10 Emerson 1F83H-21NP 42PD11 
2 1 R,C,W2,Y,G,0/B,E,L Hardwired — Emerson 1F79-111 16X609 
2 1 R,C,Y,W2,G,0/B,E,L Hardwired — Emerson 1F89-211 3MY16 
2 1 ,C,Y,W2,E,G,0,B Hardwired/Battery Prot laq 1621-2 45KE96 
2 1 R,C,Y,W,GH,GL,O/B Hardwired/Battery 3,4 Prot laq 1631-2 45KE95 
ee a R,C,Y,W,GH,GL,0/B Hardwired/Battery 1,3 Prot lag T631W-2 A5KE80 
2 1 R,C,Y,W2,E,G,0,B Hardwired/Battery g Pro laq 1721 45KE91 
2 1 R,0,B,C,Y1,E/W1,G,W2 Hardwired/Battery 3,4,7 Braeburn 1220NC 54DA99 N = ow if 
Single-Stage Heat/Cool or Heat Pump ‘ 40 
1 1 RC,RH,C,W,Y,0/B,G Hardwired/Battery 3, 4,8 Emerson 1F83C-11NP 42PD10 No. m . 
1 1 RH,RC,Y,W,G,0,B Battery 3,4 _ White-Rodgers 1E78-144 2TE31 42PD10 ~ 
1 1 RH,RC,Y,W,G,0,B Battery 3,4 Emerson 1F78-144 3MY10 
1 1 RH, RC, W, Y, G, C, O/B Hardwired/Battery 3,8 LUX P1114 53CV84 ’ 
1 1 JRC, Y,W,G,0,B Hardwired/Power Stealing — Honeywell Home 1877501005 4EY31 _ 
1 1 R,C,G,W,Y,Rh/B, Rc/O Hardwired/Battery 3,4 Dayton 6EEA2 6EEA2 
Single-Stage Heat/Cool 
1 1 R,C,Y,W,G Hardwired/Battery 3,4 Honeywell Home TH1110DV1009/U — 2HFF4 
1 1 R,RC,C,W,Y,G,0,B Hardwired/Battery 3,4 Honeywell Home TH1110DH1003 14A004 
1 1 R,C,0/B,W.Y,G Hardwired/Battery 3, 4 Emerson 1F86EZ-0251 16X603 
1 1 RH,RC,C,Y,W,G,0,B Hardwired/Battery 3 Emerson 1F86-344 2NY20 
1 1 RH,RC,C,Y,W,G,0,B Hardwired/Battery 3,4 Prot laq 1601-2 45KE98 
1 1 RH,RC,C,Y,W,G,0,B Hardwired/Battery 3,4 Prot laq 1701 45KE94 N 
1 1 Y,G,C,W,R Hardwired/Battery 3 Honeywell Home TH1110D2009 494068 ds 
: 1 Y,G,C,W,R Hardwired/Battery 3 HoneywellHome  1H1010D2000 494069 2HFF4 
Heat Only 
1 = RW Hardwired/Power Stealing — Honeywell Home 18775A1009 4EY30 aa) 
1 — R,C,W Hardwired/Battery 3,4 Honeywell Home = TH1100DH1004  14A003 — 
1 —_— RH,W Batter 3,4 Emerson 1E78-140 16X610 Cv) 
1 1 R,C,W/Y,G Hardwired/Battery 3,4 Prod laq vial 45KE86 + 
Footnotes: 1—Remote sensing capability. 3—Low battery indicator. 4—750mV compatible. 6—Automatic changeover. 
7—Large character display. 8—Control lockout. t No. 45KE86 is Heat Only or Cool Only. _—— 
Day ton Honeyw ell Control System Fan Terminal Foot- Mfr. Item 
Home Range _ Switching Switching Designations notes Brand Model No. 
Single-Stage, for Conventional Systems 
: ss Cool-Off  Auto-On RC,C.Y,G — Dayton 1UHE7 — 1UHE7 
LUX ) ( 40° to goer Heat-Cool-Off Auto-On RHRCCYW,G Dayton 1UHE6 _ 1UHE6 
Johnson \ No No R, Y, — Honeywell Home 187K1007 1AYP9 
Controls No No RH,C,W — Dayton 1UHE9 —1UHE9 
i 45° to 90°F Heat-Cool-Off Auto-On G,Y,W,RH,RC 4 LUX PSM400SA 53CV86 
Y puto ie wes = sonnson fonirors pee AT 
uto 0 ires — _ Johnson Controls T58EA- 
EMERSON. Heat-Cool-Off Auto-On RH, RC, Y, W, G 4 Dayton 4PU47 —4PU47 
‘ Heat- Off No R, W 4 Emerson 1E50N-301 2KFY3 
rene Cc «SeCNSC No No R.W —~ Honeywell Home 1822K1018 1JUB2 
ie ie Ry : Fmerson Nee ie 
50° to 90°F 0 0 ayton 5  4PU45 
elena eae 
e , 0 0 —__ Honeywell Home DAED4 
White-Rodgers No No R, W r Emerson __1C20-101 3MU96 
No No R, Y _ Emerson 1021-101 3MU97 
Mechanical No No W, G, Y, RC, RH 4 Perfectsense PS988-1R 52KA67/ 
No No RH, W 4 Braeburn 505 54DA97 
Single-Stage, for Conventional or Heat Pump Systems 
Thermostats 40° to 90°F Heat-Cool-Off Auto-On PR, RC, Y,W,G,0,B — Honeywell Home 187N1000_1AYR2 cook Creer Wa 
Heat-Cool-Off Auto-On R,RC,Y,W,G,0,B ©=— HoneywellHome 1[8/7N1026 1JUA9 
No. 1JUA9—Has enlarged scale for easy 45° to 90°F Heat-Cool-Off Auto-On G, Y, W, RH, B,RC,O 4 LUX PSM40SA_ 53CV87 
reading No No RH,W 4 LUX PSM30SA_ 53CV85 
| Heal-Cool-Off-Auto-On ARG. W.G:0-B——-Honevwell Home. T80G4N1007 1JUB1 No 
. eat-Cool- uto-On AGL Y, WG. Oy — __ Honeywell Home 7 ; 
Nos. 2KFY1 and 2KFY2—Separate termi- 50° to 90°F Heat-Cool-Off Auto-On RH, RC, Y,W,G,0,B,A 4 Emerson 1E56N-444_2KFY1 36P602 
nal plate included for heat-only applications. Heat-Cool-Off Auto-On RH,RC,Y,W,G,0,B,A 4 Emerson 1F56N-444 2KFY2 
Heat-Cool-Off Auto-On RH, RC, Y,W,G,0,B,A 4  White-Rodgers 1C26-101 3MU98 


No. 36P602—Senses room air temperature 
and automatically operates damper actuator. 


Portable Heating/Cooling Thermostats 


= SPST switch 


Description 
Piggyback Plug, 6 ft. Cord and HSJ Cord with 
Piggyback Plug, Mount with Suspension Chain 
or Wire, For Portable Heating Equipment 
Piggyback Plug, 6 ft. Cord and HSJ Cord with 
Piggyback Plug, Mount with Suspension Chain 
or Wire, For Portable Cooling Equipment 
Heating Only, Piggyback Plug, For 
Portable Heating Equipment 


Piggyback Plug, For Portable Heating Equipment 


Piggyback Plug, 6-ft. Cord with A Piggyback Plug 
and Wire Hanger, For Portable Heating Equipment 


Heating, Celsius Dial, For Portable Heating Equipment 5° to 35°C 


Plug-In Freeze Protection Thermostat, 

For Portable Heating Equipment 

(2) 1.5V G13 Alkaline Batteries, For Portable 
Heating and Cooling Equipment 


Single-Stage, for Damper Motor Actuators 


90° to 90°F Auto 


No 


Footnotes: 4—750mV compatible. 


* No. 15F626 is celsius. + Stainless steel housing enclosure. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Thermostat Inductive 
Control Amps Sensor Display 
Range* Diff. @120V Type Type H 
-10° to 100°F 6 to 8°F ~=13.8A ~~ Bi-Metal Analog 5%" 
-10° to 100°F 6 to 8°F =13.8A  Bi-Metal Analog 5%" 
40°to 95°F = 1°F 3A‘ Thermistor Digital 5%" 
° ° ° Hydraulic u 
3) to 95°F 3:5°F 13A Capillary Analog 5% 
° ° ° Hydraulic u 
30 t095°F 6 3.5°F 15A Capillary Analog 4% 
° ° ° Hydraulic i 
so tO 95°F .3.5°F 15A Capillary Analog 4% 
2 +1° 3A___Thermistor Digital 5/2 
nat35°F, =: 10 q No 
Off at 45°F Degreef 1A = Bi-Metal picniay 
45°to 90°F 1°F 15A  Thermistor Digital 234" 


W 
yas 


2¥2" 


27" 
26 
2V%" 


2 Ve" 
o/s 


14%4" 36" 


5M" 


D 
2" 


2" 


258" 
26° 
2V%" 


2Ve" 
278° 
1%a" 


13%" 


Johnson Controls T58EA-1C 36P602 


2 


® 7 7° 
Columbus Electric ef Dayton Johnson Wo LUX 





Controls 
Mfr. Item 
Brand Model No. =~ 
Columbus ¢ 
Electric KT121B  2E817 (ere ‘ 
Columb La)! | 
olumbus J — 
aetna: KTO-121B 112436 ( i]t | 
|i 
Dayton 1UHG6 1UHG6 | 
Johnson 
vO iSOr AT9BAG-1E 2E535 ia | 
Dayton 2NNR8 2NNR8 = | 
Dayton 2NNT5 2NNT5 + No. — 
Dayton 15F626 15Fe26*  15F626 | : a 
Dayton 48GP69 48GP69 | ae! 
LUX  PSP300 53CV88 No. | ~~ 
53CV88 
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Honeywell s 


Home EMERSON. 


pavrone’ Ji a=PECO Honeywell 
Oo nson \ AN ASTRONICS COMPANY A ; 
deck * Controls © Columbus Electric White-Rodgers’ PERFECTSENSEC 


Line Voltage Thermostats 


Nos. 2NNT1, 2NNR9, and 2NNT2—430 stainless steel 
housing; suitable for use in high humidity and corrosive envi- 
ronments. No. 2NNT1 controls up to 2 devices, with 1 stage 
operating 3°F higher than the other. 


Nos. 1UHH1 to 1UHH4 and 4E636—Use stainless steel 
sensing elements for corrosive conditions. No. 4E636 has 
NEMA 4X enclosure; suitable for agricultural, wet, or mildly 
corrosive conditions with airborne contaminants. 


No. 2E734—Features 2 dial stops for locking dial setting. 


No. 6WY24—Features 7-day programming and backlit LCD. 3 presets: normal, 
economy, and extended absence. 


No. B6WY23—Shows actual temperature on large LCD. Backlight button and 
On/Off switch. 


No. 2NKW5—Triac control maintains setpoint temp. within +1°F. 


No. 4PU48—Features positive Off position. 
No. 2E517—Includes removable locking cover. 


No. 4NE56—Features 44°F frost protection setting. 


No. 2E831—Includes thermometer and locking cover. 
No. 2E477—Locking case prevents tampering. 




















Thermostat Thermostat Full Load Resistive 
Switch Control Thermostat Amps @ Contact Ratings Mfr. Item 
Type Range Differential H W D Voltage 120V 240VAC 120V 240V Brand Model No. 
2-Stage Heating or Cooling 
o0° to: 110°F 30°F 53/4" 24" 2 YA" 24 to 600VAC 16A 8A 16A 8A Dayton 1UHH3 1UHH3 
30° to 110°F 3.5 °F 4" 2 Ve" 2 Ve" 24 to 600VAC 16A 8A 16A 8A Dayton 2NNT1 2NNT1 
3010 110°F oF ‘a 3 YA" 3Y2" 120 to 277VAC 15A 8A 16A 8A Dayton 4LZ95 4LZ95 
SPDT 30° to 110°F 3.5°F 5/4" 2 V2" 2¥2" 24 to 600VAC 16A 8A 16A 8A Dayton 6EDY4 6EDY4 
30° to 110°F 30°F 43," 2 Ve 116" 24 to 27/VAC 16A 8A 22A 8A Johnson Controls A28AA-4C 38Y081 
No. 38Y075 40° to 90°F 0.7°F 5 3 3 120to277VAC_ 15A 3A 16A 8A __JohnsonControls _125A-1C _ 36P595 
40°to 90°F = 1° to 1.8°F = 52" 229/30" 116" 24 to 27/7VAC 15A 3A 10A 8A Johnson Controls T25A-16C  20XJ82 
40° to 100°F OF 7¥3" 3Y2" 47f 24,120to27/VAC 16A  12A 25A 25A Peco TH109-009 4MY92 
Wo nnn Heating/Cooling 
( 50° to 90°F 2to4°F = 4%" 29/4" 1%" 120 to 277VAC 22A = =22A 224 22A Columbus Electric EID9STGS  2E158 
usted 30° to 110°F 3.0 F 54" 2V," 2 V2" 24 to 240VAC 16A 8A 22A 22A Dayton 1UHH1 1UHH1 
30° to 110°F 35°F 5/4" 2 V4" 2 V4" 24 to 600VAC 16A 8A 22A 22A Dayton 1UHH2 1UHH2 
-10°to100°F 6to8°F 5y%' 2 z 120 to 277VAC 15A 100A 22A 22A Dayton 2E816 2E816 
30° to 110°F has 4," 2 Ve" 2 Ve" 24 to 600VAC 16A 8A 22A 22A Dayton 2NNR9 2NNR9 
30° to 110°F. 3° to 12°F" 3 YA" 3y" 120 to 240VAC 15A 8A 22A 22A Dayton 4LZ94 4LZ94 
30° to 110°F = 3° to 12°F 534" 2 V2" 2¥2" 24 to 600VAC 16A 8A 22A 22A Dayton 6EDY3 6EDY3 
30° to 110°F 3.0 F 59/4" 21" 21" 24 to 600VAC 16A 8A 22A 22A Dayton 6EDY5 6EDY5 
46° to 84°F 1F 5. 3 Ye" 1%" 120 to 240VAC 15A 8A 22A 22A Honeywell T6051A1016 2E517 
SPDT -30° to 100°F +5°F Ae 6Vie" 2%" 24 to 240VAC 15A 8A 10A 5A Honeywell 163101103 2E724 
44° to 86°F 2°F 4," 21/6" 1%" 120 to 277VAC 15A 4A 22A 22A Honeywell T651A3018  4NE56 
30° to 110°F 3.0°F 43," 2 Ve 116" 24 to 27/VAC 16A 8A 22A 22A — JohnsonControls A19BAC-1C 38Y069 
30° to 110°F 1.9°C 413/39" 2%2" 1'%e' 24 to 600VAC 15A 8A 22A 22A — JohnsonControls A19BAC-3C  20XJ39 
30° to 110°F 15°F 413/39" 2732" 116" 24 to 277VAC 15A 3A 10A 10A Johnson Controls A19BAF-1C 20XJ40 
-30° to 100°F =3°to12°F 4%’ 2 Ve" 116" 120 to 277VAC 16A 8A 22A 22A Johnson Controls A19BBC-2C 38Y070 
35°to 95°F 3° to 12°F 43%" 2 Ve" 116" 120 to 277VAC 16A 8A 22A 22A — Johnson Controls A19BBC-2CQ 38Y071 
-30° to 100°F §=3°to12°F 4%’ 2 Ve" 116" 120 to 277VAC 16A 8A 22A 22A — JohnsonControls A19BBC-4C 38Y072 
30° to 110°F 2°F 43," 2 Ve" 116" 24 to 27/VAC 6A 3A 10A 10A Johnson Controls A19EAF-2C 38Y074 
30°to110°F_ = 3° to 12°F 5" 213/16" 27h 24 to 277VAC 16A 8A 22A 22A — Johnson Controls A19PRC-1C 38Y075 
40° to 90°F IF a6 229/30" 21930" 24 to 27/VAC 15A 3A — — Johnson Controls T22AAA-1C  20XJ77 
SPST 40° to 90°F 1.7°F 5/6" 225/30" 2190" 120 to 240VAC 15A 8A — — Johnson Controls T22CBC-1C  20XJ78 
40° to 90°F 1.3°F a6 229/30" 21930" 24 to 27/7VAC 15A 3A — — Johnson Controls T22JAA-1C  20XJ79 
40° to 90°F 1.3°F 56 225/30" 21930" 24 to 27/VAC 15A 3A — — Johnson Controls T22JCC-1C  20XJ80 
SPDT 40° to 90°F = 1° to 1.8°F =e" 225/30" 21940" 24 to 277VAC 15A 3A Johnson Controls T22SEB-1C  20XJ81 
40° to 90°F 0.7°F 5. a 3 0 to 277VAC 15A 3A — — Johnson Controls  T22SFB-1C  36P594 
SPST 40° to 90°F 0.7°F 5 2 o 24 to 277VAC 15A 3A — _ Johnson Controls T26A-14C 36P596 
40° to 65°F 1.1°F 445%" 2330" 27% 24 to 277VAC 15A 3A 10A 10A —_ Johnson Controls T26A-15C  20XJ83 
No. 2E734 40° to 90°F 0.7°F 5" a a 24 to 27/VAC 15A 3A — — Johnson Controls 1T268-18C  36P597 
. 40° to 90°F 0.7°F el a 3 24 to 277VAC 15A 3A — — Johnson Controls T268-22C  36P598 
SPDT 40° to 90°F 0.7°F 5 a 3 24 to 27/VAC 15A 3A — — Johnson Controls T261-3C 36P599 
40° to 110°F +3°F é 3" 23% 4" = 24,120 to277VAC +=16A~ 112A 25A 25A Peco TF115-001 4E636 
36° to 90°F 15°F 5 27 2 Ve" 120 to 277VAC 8A 4A 8A 8A White-Rodgers 1A10-651 2E734 
Heat Only 
Digital Programmable 
DPST 40° to 86°F +1°F 47f 29/4" 7" 208 to 240VAC 15A 115A — 15A Honeywell Home  TL8230A1003 6WY24 
Digital Nonprogrammable 
DPST 40° to 86°F +1°F 47 29/4" Re" 208 to 240VAC 15A 115A — 15A Honeywell Home  1L/235A1003 6WY23 
SPs 45° to 90°F 1°F 5" A316" 14%" 120to240VAC 16.7A 16.7A 16.70A_ 16.7A White-Rodgers 1E65-144 2NKW5 
Analog 
SPST -10° to 100°F 6 °F 5Y%" ~~ 2-13/100" 2-63/100" ~=120 to 277VAC 15A  —10A 22A 22A Dayton 2E815 2E815 
50°to 90°F = 2° to 4°F 4H" 2/4" 1%" 120 to 277VAC 22A = 22A 22A 22A Dayton 4PU49C 4PU49 
| DPST 50°to 90°F = «2° to 4°F 4H" 2/4" 1%" 120 to 277VAC 22A = 22A 22A 22A Dayton 4PU48C 4PU48 
, SPST 50° to 80°F +2°F 4," 27% 2% 120 to 277VAC 15A = 15A 22A 22A Honeywell Home  14398A1021 4CZ52 
No. 6WY24 40° to 80°F +3°F 417/39" 22%" 116 120 to 277VAC 15A — 22A 22A Honeywell Home  1498A17/78 2E831 
DPST 40° to 85°F +3°F A1ifz0" 22%" 1%e 120 to 277VAC 15A — 22A 22A Honeywell Home  1498B1512 2E832 
SPST 40° to 85°F +1°F Ay," 2/4" 14%" 120 to 277VAC 22A  =22A 22A 22A White-Rodgers 1A65-641 4E036 
> DPST 40° to 85°F +1°F 4," 2/4" 14%" 240 to 277VAC 15A = 15A — 22A White-Rodgers 1A66-641 4E037 
55° to. 85°F 2°F 4" 4Y," 2 V4" 120 to 240VAC 14A 7A 25A 22A White-Rodgers 152-9 2E369 
oe | BP ol 40 to 90°F 3 F AY," AY," 2 V4" 120 to 240VAC 14A 7A 25A 20A White-Rodgers 152-10 2E477 
te 40° to 90°F +3°F AY," 29/4" ig 120 to 277VAC 22A  =22A _ _— Perfectsense PS801 53EA92 
»  “e—sCCoool Only 
x 80° to 130°F 15°F AN 6" 21/16" 2 Ve" 120to240VAC + 13.8A_ 10A — — Columbus Electric 1A22-7 2E340 
rr | 30° to 110°F 3.0 F 5/4" 2 V4" 2 V4" 24 to 240VAC 16A 8A 22A 22A Dayton 1UHH4 1UHH4 
ae) SPol -10°to 100°F =6to8°F 5%" = 2-13/100" = 2-63/100" ~=120 to 277VAC 15A 110A 22A 22A Dayton 2E869 2E869 
oC 30° to 110°F 3.5°F AY," 2 Ve" 2 Ve" 24 to 6B00VAC 16A 8A 22A 22A Dayton 2NNT2 2NNT2 
| 50° to 90°F 2to4°F = 4%" 2/4" 1%" 120 to 277VAC 22A  =22A 22A 22A Dayton 6GVX8C 6GVX8 
Stel Accessory 
. _— Heating-Cooling Subbase for use with Nos. 2E734 and 31243 Emerson $29-21 2E735 
No. 2E477 * Duct mount. ¢ Double pole disconnect with Off position that mechanically breaks both sides of line. 
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ef Dayton} Johnson Wi g wz PECO 


Control S AN ASTRONICS COMPANY 


RAANGO SIEMENS 
White-Rodgers 


Remote Bulb Thermostats 


Nos. 2NNT3 and 2NNT4—Have stainless steel 
housing and capillary components for corrosive 
environments. 


No. 2KGR3—Has gas-filled bulb and electro- 
plated copper capillary tube. For large coils where 
air stratification could cause localized freezing. 


No. 2NNR5 






No. 38Y076 





No. 4MY93—Has corrosion-resistant stainless 
capillary and sensor for agricultural applications. 


Nos. 4E912 and 4E919—Used with room air 
conditioners, packaged terminal air conditioners, 
and heat pumps. 


Nos. 1RC43 and 2E399—Temperature dial is 

















graduated in both °F and °C. No. 2E399 has bime- No. 40PN32 
tallic sensor. 
Item 
Description For Use With No. No. 4MY93 
Accessories a5 
Thermostat Knob cee ae 
Thermostat Housing 6EDY8, 6EDY9, 6EDZO 6EDZ1 
Thermostat Thermostat Thermostat Sensing Contact Rating 
Heating/ Switch Control Bulb Capillary Encl. Voltage Inductive Amps Resistive Amps Mfr. Item 
. Cooling Type Range Differential Length Length Type Range @ 120V @240V @ 240V (A) Model No. 
ayton 
Saal SPol 30° to 90°F oF 2 in 60 in Steel 24 to 6BO0VAC 16A 8A 22 A 2NNRO 2NNRO5 
g oPol —--30° to 90°F 3.0 °F Bin 60 in Stainless Steel 24 to 600VAC 16A 8A 22 A 2NNT4 2NNT4 
Heatin DPST 60° to 250°F __-+/-15°F 7% in 84 in None 120 to 480VAC 16A 30 A 22 A 6EDY9 6EDY9 
g DPST 100° to 550°F  +/-18°F 3 “Zin 84 in None 120 to 480VAC 16A 30 A 22 A 6EDZO 6EDZO 
SPDT 0° to 120°F 20 2 in 60 in Plastic NEMA 4X 24 to 6BO0VAC 16A 8A 22 A 2NNR6 2NNR6 
“isatingiCoolind: oPDI_--30°to90°F 3.0 °F Oin 96 in ___oteel 24 to 6BO0VAC 16A BA 222A 2NNR7 2NNR7 
g 9 SPDT 30° to 90°F eels 9 in 96 in Stainless Steel 24 to 6BO0VAC 16A 8A 22A 2NNT3 ss 2NNT3- 
— SPDT —-30° to 90°F 3° to 12°F 5 In 96 in Steel 24 to 600VAC 16A 8A 22A 6EDY7 6EDY7 
Johnson Controls 
Poll 35° to 45°F — 4 ft 240 in _ Galvanized/Steel 24 to 27/VAC 16A 8A 8A A11A-1C —_- 38Y046 
Spal: 35° to 45°F 8 °F 4 ft 240 in _ Galvanized/Steel 24 to 27/VAC 16A 8A 8A A11B-1C —- 38Y047 
SP. 30° to 50°F 20° 2 Vain 72 in Galvanized/Steel 24 to 2/7/VAC 6A 3A 10A A19AAD-5C —-38Y050 
Paoli oPol —_--30° to 100°F_ 3° to 12°F 4in 72 in Galvanized/Steel 120 to 27/VAC 16A 8A 22 A A19ABA-40C 38Y052 
g SPol  =30° 10 100°F 3° to 12°F 2 in 72 in Galvanized/Steel 120 to 27/VAC 16A 8A 22 A A19ABA-45C 38Y054 
SPST _-30° to 100°F — 4 in 72 in Galvanized/Steel 24 to 27/VAC 16A 8A 8A A19ACA-14C 38Y063 
SPST _-30° to 100°F — 4in 120 in Galvanized/Steel 24 to 2/7/VAC 16A 8A 8A A19ACA-15C 38Y064 
SPol 1° 10:30 F or _ 240 In Galvanized/Steel 120 to 600VAC 6A Aux, 16A Main 3A Aux, 8A Main 3A Aux, 8A Main A70BA-18C 38Y107 
SPST 200° to 550°F i 6 in 96 in Galvanized/Steel 120 to 27/VAC 16 A 8A 22A A19AAB-10C 38Y048 
Heating SPST 50° to 200°F_ = 6° to 24°F = 2 Yin =: 120 In Galvanized/Steel 120 to 27/VAC 16A 8A 22 A A19ABB-2C 38Y055 
SPST —_100° to 240°F — 3 Yin 72 in Galvanized/Steel 24 to 27/VAC 16A 8A 8A A19ADB-1C 38Y065 
SPDT  100°to240°F 6°F 3 Yin 72 in Galvanized/Steel 120 to 27/VAC 16A 8A 22 A A19AAC-9C 38Y049 
SPDT 2a t0270 Fr 3:5" 3 in 120 in Galvanized/Steel 24 to 27/VAC 6A 3A 10A A19AAF-12C 38Y051 
SPDT 100° to 240°F 6°to 24°F 2 %In Galvanized/Steel 24 to 27/VAC 10A 6A — A19ABC-11C 38Y056 
SPDT 100° to 240°F 6° to 24°F 2%in 961 in Galvanized/Steel 24 to 2/7/VAC 10A 6A — A19ABC-12C 38Y057 
SPDT __-30° to 100°F 3° to 12°F 4in 96 in Galvanized/Steel 120 to 27/VAC 16A 8A 22 A A19ABC-24C 38Y058 
SPDT _—_-30° to 100°F_ 6° to 24°F 4in 240 in Galvanized/Steel 120 to 27/VAC 16A 8A 22A A19ABC-36C 38Y059 
SPDT _—_-30° to100°F 6° to 24°F 4 in 120 in —_ Galvanized/Steel 120 to 27/VAC 16A 8A 22A A19ABC-37C 38Y060 
SPDT 30° to 80°F =6° to 24°F) =—83 Ye in Galvanized/Steel 24 to 27/VAC 16A 8A 22 A A19ABC-39C 38Y061 
SPDT. 50° to 130°F 3.9 to 14°F on 961 in Galvanized/Steel 120 to 27/VAC 16A 8A 22 A A19ABC-4C 38Y062 
SPDT __-30° to 100°F oF 3 in 24 in Galvanized/Steel 120 to 27/VAC 16A 8A 22 A A19AGC-77C 38Y066 
SPDT _-30° to 100°F 3 OF 3 in 72 in Galvanized/Steel 120 to 27/VAC 16A 8A 22 A A19AGC-8000C 38Y067 
SPDT 0° to 150°F OCF 2%in  120in NEMA 3R 120 to 27/VAC 16A 8A 8A A19ANC-1C 38Y068 
Heatina/Coolin SPDT _—_— 45° to 85°F 4 °F 3 in 72 in Galvanized/Steel 24 to 27/VAC 16A 8A 22 A A19ZBC-2C 38Y076 
g 9 SPDT 30° to 110°F 2° to 7°F 12 ft 721 Galvanized/Steel 24 to 27/VAC 16A 8A 8A A28AA-28C _38Y078 
SPDT -30°to100°F_ 2°to/7°F  =§ 4 in. —— 96 in Galvanized/Steel —-24 to. 27/VAC 16A 8A. BA. A28AA-29C _38Y079 ~ 
SPDT  40°to90°F 2°to7°F 5%in 96 In Galvanized/Steel 24 to 277VAC 16A 8A 8A A28AA-36C  38Y080 
SPDT 20° to 80°F = 2° to 7°F — 72 1n Galvanized/Steel 24 to 27/VAC 6A 3A 8A A28AJ-4C — 20XJ45 
SPDT 20° to 80°F = 2° to /°F — 72 1n Galvanized/Steel 24to2//VAC 6A 3A 8A A28GA-23C 20XJ46 
DPST Id (050 F id _ 240 In Galvanized/Steel 120 to GOOVAC 6A Aux, 16A Main 3A Aux, 8A Main 3A Aux, 8A Main A/0GA-1C  38Y108 
DPST 35° to 80°F 3° to 30°F 3 in 72 in Galvanized/Steel 120 to G00VAC 6A Aux, 16A Main 3A Aux, 8A Main 3A Aux, 8A Main A/0GA-2C  38Y109 
DPST 1D oor 2 °F 20 ft 12 in 24 to 240VAC 16A 8A 6A A7OHA-14C — 2KGR3 
DPST 1p t0:90°F iid — 240 in _Galvanized/Steel 120 to 600VAC 6A Aux, 16A Main 3A Aux, 8A Main 3A Aux, 8AMain A7OHA-1C —38Y110 
DPST 35° to 80°F 6 °F 3 in 72 in Galvanized/Steel 120 to 600VAC 6A Aux, 16A Main 3A Aux, 8A Main 3A Aux, 8AMain A/7OHA-2C 38Y111 
DPST —_ 100° to 170°F or 10 in 72 1n calvanized Ste 120 to GOOVAC 6A Aux, 16A Main sh Aux, 88 Main 3A Aux, 8A Main  A/OKA-1C —-38Y112 
° ° ° ° Thi teel, Weather dA at 3 Phase, : 
DPST 25° to 90°F 5°to45°F 6 %in 72 in Resistant 120 to 6O00VAC 24A DAA at 1 Phase 24A A72AE-1C 38Y113 
Peco 
Heating/Cooling SPDT 0° to 120°F oF 2%6in 60in_ Rain Tight NEMA 4X 24, 120 to 27/VAC 16A 12A 20 A TRF115-005 4MY93 
Ranco 
Heatina/Coolin SPDT 60° to 98°F ook Jin 36 In None 120 to 27/VAC 20A 20A — C12-5010  —4E912 
§ g 9 SPDT 64° to 101°F 3.5 °F 8%6in 24in None 120 to 27/VAC 20A 20A — C17-100 4E919 
iemens 
SPDT _—40° to 90°F 13°F — 240 In Galvanized/Steel 120 to 240VAC 6A 3A 10A 134-1084 40PN31 
Heatina/Coolin DPST 1a 10.90 F oF 20 ft 240 In Galvanized/Steel 120 to 277VAC 6A Aux, 16A Main 3A Aux, 8A Main 3A Aux, 8A Main 134-1504 40PN32 
g 9” SPDT 35° to 45°F 12 °F 20 ft 240 In Galvanized/Steel 120 to 240VAC 16A 8A BA 134-1510 — 40PN33 
SPDT 35° to 45°F 12°F 20 ft 240 In Galvanized/Steel 120 to 240VAC 16A 8A 8A 134-1511 40PN34 
White-Rodgers 
— Cooling _ SPST _-30° to 90°F 3.5°to 40°F 5 %in  60in  DustproofNEMA1 120 to 240VAC 16 A_ 8A _22A 1609-101 —1RC43 | 
Heating/Cooling SPDT  -30°to90°F 4.5°to40°F 5 %in 96in — 120 to 240VAC TAA 3.7 A 20A 1687-9 2E399 
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ini j No.of No.of FullLoad Full Load 
. Digital display sacedil po a ahd it inate aac one at son Item 
Johnson Controls—All controls -jonnson controls. A421 ype ange ange __Inputs _SMtputs ype a! ut 
are UL and C-UL Listed. Temp. Control, 6% ft. Sensor Lead SPDT  120/240VAC -40°to 212°F 1 i 16A 8A NEMA1  A421ABC-02C 35LY75 
Temp Contr, 9% i Sensor Lead SPDT 120/240VAC “40° to 212¢F i i 16A 8A _NEMA1 A421ABC-03C  35LY76 
A4?1 Series controls are single- emp. Control, 13 ft. Sensor Lea -40° to 212°F 1 1 16A 8A NEMA1 A421ABC-04C  35LY77 
| g Temp. Control, 19% ft. Sensor Lead SPDT 120/240VAC -40°to 212°F 1 i 16A 8A NEMA1 A421ABC-06C  35LY78 
stage, electronic temperature Defrost Control, 6% ft. Sensor Lead SPDT _120/240VAC__-40° to 212°F 1 1 16A 8A NEMA1 _A421ABD-02C —_35LY80 
controls with SPDT output relay. emp. Gontro, ft Plug SPDT 120/240VAC -40° to 212°F 1 1 16A 8A  NEMA1 A421ABG-02C 35LY81 
The controls feature an adjust- Cycle Timer, 6% ft. Sensor Lead SPDT 120/240VAC -40° to 212°F 1 i 16A BA__NEMA1 A421ABT-02C  35LY79 
le baci LOD or vowing he ne een gR Seta Sor NG ee || eR ARMAS AE 
, 6% tt. - - 
temperature and status of other Defrost Control, 954 in. Sensor Lead SPDT _120/240VAC__-40° to 212°F 1 1 16A 8A _NEMA4X A421AED-01C  35LY86 
functions, and a three-button Cycle Timer, 9% in. Sensor Lead___ SPDT 120/240VAC_-40° to 212°F 1 i 16A 8A NEMA4X A421AET-01C  35LY85 
fiicigac tor clueaneaeiilt: Temp. Control, 6% ft. Sensor Lead SPDT  24VAC -40°to 21°F 1 i 16A 8A NEMA1 A421GBF-02C  35LY82 
ouchpad Tor S€tup and adjus Temp. Control, 954 in. Sensor Lead SPDT 24VAC —-40° to 212°F_ 1 1 16A 8A _NEMA4X A421GEF-01C 35LY88 
ment. No. 35LY81 comes with emp. Contr 6% f Sensor Lead SPDT  24VAC  -40°to212°F 1 1 16A 8A NEMA4X  A421GEF-02C  35LY89 
factory-equipped power cord pressire Control SPDT 120/240VAC _0 to 750 psi 
psi i 16A 8A NEMA1  P470EB-1C 406369 
Nos. 35LY80 and 35LY86 include Pressure Control system 350” SPDT  20/30VAC Oto 750psi_ 1 i 16A 8A NEMA1  P470FB-1C 40370 
Off-Cycle Defrost contro! with Temp. Control SPDT _20/30VAC__-30° to 212°F 1 98A 4.9A _NEMA1 _A350AA-1C__36P544 
ajusteble dest jl curaon “FE a a ee, ey 
and frequency. Nos. 35LY79 and = PO 22 : 
. Temp. Control —  20/30VAC_—« -30° to 212°F 1 —  NEMA1  A350PS-1C  36P546 
35LY85 are freecooling, duty- Proportional 
cycle ventilation controls. Temp. Control = 20/30VAC 90°to250°F 1 pinta bial = NEMA 1 A350PS-2C  36P547 
Temp. Control SPDT  20/30VAC -30°to 212°F 1 1 = —NEMAT  A350RS-1C _36P548 
ee ree ey ~aembasplay Mori ———avac SE bs 3887 
umidity Display Module _ = — — = = : o/7 
a oe anaes ' Pressure Display Module = = = 0 0 = —~NEMA1 _D352AA-2C __20XJ55 
; ¥ ressure Display Module _— _— _— — _ NEMA 1 D352CA-1C  20XJ56 
Temp. Stage Module SPDT = = = i 9.8A 49A NEMA1  S350AA-1C  36P592 
Status. Field selectable ranges Temp. Stage Module SPDT  24/240VAC -34to66F° 0 0 15A 49\ NEMA1  S350AB-1C _20XJ71 
include 0 to 100 psi, 0 to 500 psi, ~ Pressure Stage Module SPDT 24/240VAC = 0 1 9.8A 49\ NEMA1  S352AA-2C  20XJ75 
or 50 to 750 psi. Modular Electronic Sequencer SPDT  24/240VAC_-30to 150F° 0 0 15A 49A NEMA1 S353AA-1C  20XJ76 
Humidity Control SPDT 120/240VAC = 1 i 9.8A 49A NEMA1 W351AB-2C _20XJ85 
™ ower Module = = = = 15A — NEMA? Y350R-1C  36P687 
system 350°" modular units Johnson Controls - System 450™ 
provide On/Off and proportional Control mode — NAN Se to st : ! a — _NEMA1 _C450CEN-1C — 30KA32 
mn _ Control Module = -50° to 360° = —~NEMAt _C450CRN-1C _30KA33 
temperature, humidity, and pres-  — Refrigeration Control SPDT 20/30 VAC -40 to 150F° 0 0 9.8A 4.9A NEMA1 C450RBN-3C _20XJ51 
sure control, and temperature Control Module SPDT O/5VAC  -40° to 250°F 3 2 9.8A 49A NEMA1 C450RCN-3C 12966 
acct Refrigeration Control = = “40 to 180 i = 0 = —_NEMA1  C450SPN-1C _20XJ52 
: efrigeration Contro _ _— -40to 150 F° — _ _— NEMA 1 C450SQN-1C = 20XJ53 
faces Power Module —~ 20/240 VAC = = = 15A —~NEMAt  C450YNN-1C 12967 
system 450™ digital modular Johnson Controls Accessories 
ae On noe Humidity Sensor: Duct, For Use with System 360" & System 450" HE-67S3-0NOOP-412¥970 
temperature, humidity, and Ta ee radad PVC Cable TE ott oy SieM e 7 7 eis 
p. Sensor, Shielded PVC Cable, 78'L, -40 to 212°F. For Use with System 350”, System 450™ A419 AQQBA-200C  36P556 
pressure simultaneously. Field- Temp. Sensor, PVC Cable, 994'L, -40 to 212°F For Use with System 350™, System 450", A419 A99BB-25C = 36P55/ 
. . Temp. Sensor, PVC Cable, 78"L, -40 to 212°F, For Use with System 350", System 450™, A419 A99BB-200C 12Y968 
nfigurable out-of-the-b th 
contigurable Out-Of-tne-DOx WI Temp. Sensor, PVC Cable, 108°L, -40 to 212°F, For Use with System 350”, System 450”, A419 AQ9BB-300C _36P558 
Ethernet, Modbus, or Standalone Temp. Sensor, PVC Cable, 228'L, -40 to 212°F, For Use with System 350", System 450", A419 A99BB-600C _ 36P959 
communications options Temp. Sensor, High Temp. Silicon Cable, 99'L, -40 to 248°F, For Use with System 350", System 450", A419 A99BC-25C  —36P560 
p 3 Temp. Sensor, High Temp. Silicon Cable, 108'L, -40 to 248°F, For Use With System 350", System 450™ A99BC-300C 36P561 
Honeywell Vertically arhoi es ren Sensor, For Use with System 450™ TE-68NT-ONOOS 36P667 
— 5 oneywe 
Temp. Control 2SPDT 24/240VAC 40° to 248°F 2 2 9.8A 4.9 NEMA1 1775M2048 278Y45 
zontally mount the IP65 housing. Temp. Control 2SPDT  24/240VAC -40° to 248°F 2 2 9.8A 49\ NEMA1 1775U2006 278Y47 
Temperature Control No. 2GZN7 =~ Temp. Control 4SPDT 24/240VAC -40° to 248°F 2 4 9.8A 4.9 NEMA4X 1775B2024  2GZN7 
includes Remote Sensor Temp. Control 2SPDT 24/240VAC -40° to 248°F 2 2 9.8A 49\ NEMA1  1775B2032 278Y44 
Temp. Control 4SPDT 24/240VAC -40° to 248°F 2 r 9.8A 4.9\ NEMA1 1775B2040 _278Y46 
No. 2GZP4. All controls are UL glemp: Control SPDT  24/240VAC -40°to 248°F 1 1 9.8A 4.94 NEMA’ 1775A2009  2GZN9 
nd C-UL Li ified. oneywell Accessories 
and C-U ; isted, GE Certified - Remote Sensor, Outdoor, For Use With T1775 Series 2 1775-SENS-OAT 279A42 
= Throttling range: 1° to 150°F Remote Sensor, Standard For Use With 1775 Series 2 50021579-001 _279A37 
Thermistor : emote Sensor, Strap-on, For Use With [77/5 Series 2 T775-SENS-STRAP 279A44 
ee . seat 1097 ohms Remote Sensor, Water Resistant, For Use With [775 Series 2 T775-SENS-WR __ 279A38 
ey 77°F, “" dia. x 2"L emote Sensor, Water-Tight, For Use With 1775 Series 2 T775-SENS-WT _279A39 
NEMA enclosur merson 
" ae a et ce sep. Control SPDT  24/240VAC -40° to 220°F 1 { 16A 8A NEMA1 16E09-101  44R204 
anco 
. Temp. Control SPDT 120/208/240VAC -30° to 220°F 1 i 16 (5.8) 8(2.9) NEMA1 ETC-111000-000 3ZP77 * 
Ranco—Displays error codes. Temp Control SpDT 120/208/240VAC “30° to 220°F i 16 (5.8) 8(2.9) NEMA1 ETC-111100-000 3ZP78 
emp. Contro -30° to 220° i 16 (5.8) 8(2.9) NEMA1 ETC-112000-000 3ZP79 * 
Keypad lockout, settings memory, —remp° Control SPDT 24VAC__-30° to 220°F 1 1 16 (5.8) 8(2.9) NEMA1 ETC-112100-000 3ZP80 
and time delay on power up. All Temp. Control SPDT 120/208/240VAC -30° to 220°F 1 1 16 (5.8) 8(2.9) NEMA4X ETC-141000-000 3ZP81 * 
controls are UL Listed and CSA Temp. Control 2 SPDT 120/208/240VAC -30° to 220°F 1 ” EBA ING DOA (NCS NEMA1 ETC-211000-000 3ZP82 * 
foam ance Temp. Control 2 SPDT 120/208/240VAC -30° to 220°F 1 2 EBA INK DOA ING NEMA1 ETC-211100-000 3ZP83 
; nr : 9.8A (NO), 4.9A (NO), ; ; : 
14" dia. x 4"L Temp. Control 2SPDT  24VAC —--30° to 220°F 1 2 SBAYNC) 29A(NC) NEMA1 ETC-212000-000 3ZP84 
= 0 to 10V output on Nos. 3ZP78, Temp. Control 2SPDT  24VAC —--30° to 20°F 1 7 EBA ING DOA INC NEMA1 ETC-212100-000 3ZP85 
3ZP80, 3ZP83, and 3ZP85 9.8A (NO), 4.9A (NO) 
, Temp. Control 2 SPDT 120/208/240VAC -30° to 220°F 1 2 BANC). Z9A(NC) NEMA4X ETC-241000-000 3ZP86 * 
Ranco Accessories 
Temp. Sensor, -30°F to 220°F, For Use With Ranco ETC Series Controls 1309007-044 440531 


* Item does not have 0 to 10V signal output. 
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) 
KIVIC SIEMENS /2hnson 7) : 
CONTROLS Controls | 
Building Automation ic 
Controllers and Sensors 4 | 
KMC FlexStat™ BACnet Controllers— § Johnson Controls—Temperature ae at 
Built-in program library can be customized sensors provide economical : Sra 
with site-specific and application-specific solutions for a wide variety of No. 6HXT6 
requirements. Connect to any system temperature sensing needs. The l 
using the ASHRAE BACnet communication Humidity All-Polymer™ sensor 
protocol. UL Listed. construction provides improved 
= 64 x 128 dot matrix LCD resistance to chemical corrosion. Siemens 
= 24VAC Innovative TrueRH™ circuitry and neo sornes 
= Wire clamp 14-22 AWG connection calibration process for True+2 or 
= Wall mount 3% humidity sensing accuracy and » 
. “1 oe 5 ine 
KMC Temperature Sensors—lype 2 and ee Oe peas Ve4 
type 3 10k ohm resistors include an innovative CARBOCAP 
sensor, with its single-beam, dual- Johnson Controls 
Siemens—lnstalled sensors provide wavelength design, for superior Johnson Controls oe eere 
accurate environmental measurements to _ performance compared to other No. 36P581 
Siemens and other HVAC control systems. _ technologies. 
Mfr. Item Mfr. Item 
Type Model No. Description Model No. 
KMC FlexStat™ BACnet Controllers Johnson Controls Temperature Sensors (Cont.) 
6 Relay And 3 Universal Outputs BAC-120063CW 6HXR4 Platinum 1k ohm, Duct Plastic 8", For Use with Any BAS/DDC System TE-6351P-1 36P640 
6 Relay And 3 Universal Outputs With Humidity BAC-120163CW 6HXR5 Platinum 1k ohm, Flange 8", For Use with Any BAS/DDC System TE-6351V-2 _ 36P641 
6 Relay And 3 Universal Outputs With Occupancy Sensor BAC-121063CW 6HXR6 Platinum 1k ohm, For Use with Any BAS/DDC System TE-6351M-1 _ 20XG91 
6 Relay And 3 Universal Outputs With Humidity and Occupancy Sensor BAC-121163CW 6HXR7 Platinum 1k ohm, For Use with Any BAS/DDC System TE-6359-1 _ 20XG92 
3 Relay And 6 Universal Outputs BAC-120036CW 6HXR8 Platinum 1k ohm, For Use with Any BAS/DDC System TE-635AM-2 20XG93 
3 Relay And 6 Universal Outputs With Humidity BAC-120136CW 6HXR9 cee i: oun ron ee wath ay od evstem jo a eae 
3 Relay And 6 Universal Outputs With Occupancy Sensor BAC-121036CW 6HXTO Platinum 7k Ohm. For Use with at BAS/ODC aati (as Ee 

Sa Pana ere Seeger ene menor TSO SEE Platinum 1k ohm, For Use with Any BAS/DDC System TE-635S-1__20XG97 
ra Duct Ricid STE-1405 6HXT8 Platinum 1k ohm, For Use with TE-67xx Sensor TE-67PP-ONO0 20XHO03 
3 in Buck at id STE-1402 6HXT6 Platinum 1k ohm, Wall, For Use with Any BAS/DDC System TE-6324P-1 36P639 
19 In Duct Rigid STE-1404 6HXT7 Platinum 1k ohm, Wall, For Use with BAS System CD-W00-00-2 46AE84 

Platinum 1k ohm with Terminal Block, For : _ 

6 Ft. Duct Averaging STE-1415 6HXT9 Use with Any BAS/DDC System TE-67PT-ONOO 36P663 
12 Ft. Duct Averaging STE-1416_ GHXUO_— Platinum Equivalent 1k ohm, For Use with Any BAS/DDC System TE-6327P-1  20XG89 
Room, Flat Plate STE-1430___ GHXU1 Platinum Equivalent 1k ohm, For Use with Any BAS/DDC System TE-6328P-1  20XG90 
ra Air : ais a ood Silicon 1,035 ohms, For Use with Any BAS/DDC System TE-6100-961 20XG86 

a : = Thermistor 10k ohm Type 2, Duct 4" Metal, ; & 
Mtr. Item For Use with Any BAS/DDC System TE-636GM-1  36P646 

Description Model No. Thermistor 10k ohm Type 2, Duct 8" Metal, : : 

Siemens Room Temperature Sensors For Use with Any BAS/DDC System ae 
1k ohm Pt 385a RTD, Blank Front QAA2212.EWSN 48RH63 Thermistor 10k ohm Type 2, Duct 8" Plastic, TE-6361P-1 36P643 
For Use with Siemens TEC Only, Full HMI QAA2280.FWSC 48RH76 _for Use with Any BAS/DDC System 

Siemens Room Humidity/Temperature Sensor He See . eee Probe, For TE-636GV-2  20XG99 
For Use with Siemens TEC Only, Full HMI QFA3280.FWSC_48RH85 10k hm T . SanSaE 

Siemens Air Quality (C02) Sensors ermistor 10k ohm Type 2, Flange 8", For TE-6361V-2  36P644 

Use with Any BAS/DDC System 
Wall-lount, 0-10V Output QPA2000  5WYE8 
Thermistor 10k ohm Type 2, Outdoor Air, For TE-6363P-1  36P645 
Duct-Mount, 0-10V Output QPM2100 SWYES Use with Any BAS/DDC System 
Mfr. Item Thermistor 10k ohm Type 2, Outdoor Air, For ‘ : 
Description Model No. Use with Any BAS/DDC System TE-6360F-1 — 20XG98 

Johnson Controls Temperature Sensors Thermistor 10k ohm Type 2, Strap 3°, For TE-636S-1  36P647 
Duct Plate, For Use with TE-6000 and A99 TE-6001-1  36P612 Use with Any BAS/DDC System 
Duct Temp. Element Holder, For Use with TE-6000 Series Elements TE-6001-11  20XG80 _ Wall Plate, Gray, For Use with TE-6000 and A99 TE-6001-4 _ 36P615 
Nickel 1k ohm, 2%4'L TE-6000-100  36P611 Wall Plate, White, For Use with TE-6000 and A99 TE-1800-9600 36P609 
Nickel 1k ohm, 36"L TE-6000-1 36P610 Wall Temp. Sensor, For Use with System 450™ TE-68NT-ONOOS 36P667 
Nickel 1k ohm, 36'L TE-6300-603  36P617 Well Mounting Kit, For Use with TE-6000 and A99 TE-6001-3 36P614 
Nickel 1k ohm, Adjustable, Metal, For Use with Any BAS/DDC System _TE-6315M-1__36P628_ Johnson Controls Humidity Sensors 
Nickel 1k ohm, Adjustable, Metal, For Use with Any BAS/DDC System __TE-6316M-1__36P630_« _ 2“, Duct, For Use with Any BAS/DDC System HE-67N2-ONOOP 36P581 
Nickel 1k ohm, Adjustable, Plastic, For Use with Any BAS/DDC System _TE-6315P-1  36P629 2 to, Duct, For Use with Any BAS/DDC System HE-67P2-ONOOP 20XJ61 
Nickel 1k ohm, Adjustable, Plastic, For Use with Any BAS/DDC System TE-6316P-1 36P631 2%, For Use with Any BAS/DDC System HE-67N2-ONOOW 20XJ58 
Nickel 1k ohm, Duct 18" Metal, For Use with Any BAS/DDC System TE-631JM-1 36P637_— _ 2%, Humidity Transmitter, For Use with Any BAS/DDC System HT-6702-ONOOP 20XJ64 
Nickel 1k ohm, Duct 4", For Use with Any BAS/DDC System TE-631GM-1 36P635_ _2%, Wall, For Use with System 450 HE-68N2-ONOOWS 36P585 
Nickel 1k ohm, Duct Metal 8", For Use with Any BAS/DDC System TE-6311M-1  36P621 Ae vir Prod een For HE-G8N2-1 NOOWS 36P586 
Nickel 1k ohm, Duct Plastic 8", For Use with Any BAS/DDC System TE-6311P-1 36P622 aural JU oystem 
Nickel 1k ohm, Flange 4" Metal, For Use with Any BAS/DDC System TE-631GV-2 36P636 37, Duct, For Use with Any BAS/DDC System HE-6/N3-ONOOP 36P582 
Nickel 1k ohm, Flange 8", For Use with Any BAS/DDC System TE-6311\/-2 36P623 Sh, Humidity Transmitter, For Use with Any BAS/DDC System HT-6703-ONOOP 20XJ65 
Nickel 1k ohm, Flush Mount, For Use with Any BAS/DDC System TE-6310F-1 _36P620_  _ 9”, Wall, For Use with Any BAS/DDC System HE-67N3-ONOBT 36P583 
Nickel 1k ohm, For Use with Any BAS/DDC System TE-631AP-1 _ 36P634_ 97, Wall, For Use with Any BAS/DDC System HE-68P3-ONOOWS 20XJ62 
Nickel 1k ohm, For Use with Any BAS/DDC System TE-6000-11 _20XG79_ 9, Wall, For Use with System 450 HE-68N3-ONOOWS 36P587 
Nickel 1k ohm, For Use with Any BAS/DDC System TE-6300-601 20XG87 a Saas ee ail For HE-68N3-1 NOOWS 36P588 
Nickel 1k ohm, For Use with Any BAS/DDC System TE-6311A-1_ 20XG8B es Any BAS/DDC SVSt HH-6705-9NOGP 20X63 
Nickel 1k ohm, For Use with TE-67xx Sensor TE-67NP-3B00 20XHO1 = a _ 7 r a rai arr . 

Nickel 1k ohm, Outdoor Air 3°, For Use with Any BAS/DDC System TE-6313P-1 36P626 ee ee th ANY BASIDDC Sista Ea EEE 
Nickel 1k ohm, Strap Mount 3", For Use with Any BAS/DDC System TE-631S-1  36P638 alee a ial El alsa HEEL HT-6BP3-ON ry 
Nickel 1k ohm, Wall, For Use with Any BAS/DDG System TE-6314P-1  36P627  —2Utdoor, 2-Wire, For Use with Any BAS/DDC System -68P3-0N000_SSLY70 
Nickel 1k ohm, Well, 6", For Use with Any BAS/DDC System TE-631AM-1  36P632 Pa a Use win ary eee DDC System HE-68P3-ON000_35LY71 
Nickel 1k ohm, Well, 6", For Use with Any BAS/DDC System TE-631AM-2 36P633 y Vol on Th s stat ae vontrolers TEC3630-14-000 S5LT84 
Nickel 1k ohm, Well, Metal, 8", For Use with Any BAS/DDC System TE-6312M-1 36P624 ee eee octat TEpsesi= 0g SSEIGE 
Nickel 1k ohm, Well, Plastic, 8", For Use with Any BAS/DDC System TE-6312P-1__36P625 eo o _ EAT a ASSNETELTEE 

Nickel 1k ohm with Phone Jack, For Use with Any BAS/DDC System  TE-67NP-ONOO 36P652 r "se th BAC 8 ing) Termnaror MS-BACEOL-0 36P590 
Nickel 1k ohm with Phone Jack, For Use with Any BAS/DDC System  TE-68NP-ONOOS 36P665 oer il WS) EMAL 


Johnson Controls C02 Transmitter 
Nickel 1k ohm with Terminal Block, For Use with Any BAS/DDC System TE-67NT-ONOO 36P657 ; , 
Nickel 1k ohm with Terminal Block, For Use with Any BAS/DDC System TE-68NT-1NOOS 36P668 —°2!1 x 1'%6 W, For Use with Mir. No. Y65131-0 CD-P1000-00-00 444M80 
Outside Air Housing, For Use with TE-6000 and A99 TE-6001-2  36P613 
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White-Rodgers: afDayton] 


Johnson WN = 


Controls azPECO Honeywell 


AN ASTRONICS COMPANY 
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acm 
/ | | 
Nos. 3RCK7, 3RCK8, 3RCK9, and 278Y50 feature high/low- 
| 














No. 1N172 Electric Fan Coil Controls 
temp. limits and energy-saving mode with selectable heating 
| or cooling setback points. 
No. | ; 
AMY97 f No. | No. 278Y50 is prewired for easy installation. 
3RCK7 | Nos. 2NCA6 and 2NCA7 provide partial or full keypad lockout. 
i es | Nos. 2NCA6 and 2NCA7 are UL Listed; No. 1UHE3 is ETL 
u : ee Listed; No. 1N172 is UL Listed and CSA Certified; Nos. 4MY96 
- and 4MY97 are UL and C-UL Listed. 
Thermostat Thermostat 
Switch Control Input Fan System H W OD Mfr. Item 
Application Type Range Voltage Switching Switching Display _(in.) (in.) (in.) Brand Model No. 
Electric Line Voltage 
Electric Manual Heat/Cool, 3-Speed Fan SPDT _36°to90°F 120to277  Hi-Med-Low _ Heat-Off-Cool —_ Analog AY2 42 2¥4 White-Rodgers 1A11-2 1N172 * 
3-Speed Cooling System SPDT _—_40° to 90°F 120 Hi-Med-Low On-Off Analog 4%, 3% 1% Dayton 1UHE3 1UHE3 
Thermostats Control Fan Coil and Zone Heating 120 to Johnson 
Valves on a Wide Variety of Heating and Cooling SPDT 40° to 90°F OTTVAC Hi-VMed-Low __Heat-Cool-Off — , «a2 Controls T46SAA-1C  36P601 
Combinations for Conditioned Space 
Electric Low or Line Voltage 
Electric Auto Change Over Heat/Cool, 3-Speed Fan SPDT 50°to90°F 24 to 277 Hi-Med-Low On-Off Analog 4% 2% 1%6 Peco TB155-046 4MY97 
Electric Manual Change Over Heat/Cool, 3-Speed Fan SPDT  50°to90°F 24to277 ~~ Hi-Med-Low_ Heat-Off-Cool = Analog 4%, 27% 1%6 Peco TA155-046 4MY96 
Line Voltage 
Universal Digital Fan Coil Stat, 2-Pipe or 4-Pipe ° ° Hi-Med-Low- —_ Auto-Heat- 
with Seasonal/Manual/Auto Heat/Cool Changeover 5 Relays 50°to 90°F 120 or 240 Auto-Off Cool-Off LCD 3'%6 5'%6 1% Honeywell TB6575A1000/U 3RCK7 
Digital Fan Coil Stat, 2-Pipe with Seasonal ° ° Hi-Med-Low- — Auto-Heat- 
or Manual Heat/Cool Changeover 4Relays 50°to90°F 120 or 240 Auto-Off Cool-Off LCD 3'%6 5'%6 1% Honeywell 1TB6575B1000/U 3RCK8 
Low Voltage 
Universal Digital Fan Coil Stat, 2 or 4 pipe fan coil, ° ° Hi-Med-Low- _ Auto-Heat- 
Gas, Oil, Electric, Heat Pumps, PTACs, and Fan Coil Auto-On. Fan 
Equipment for 1H/1C Conventional, up to 2H/1C Coil. Hi-Med-  Auto-Heat- 
Heat Pump, 4-Pipe Fan Coil (3 Fan Speeds), 2-Pipe 5 Relays 50° to 90°F _— Low. PTAC Cool-Off LCD 3% 6 1% Honeywell 1TB7100A1000/U 278Y50 
Fan Coil (3 Fan Speeds), 2-Pipe Fan Coil w/Auxilliary Hi-Low _ 
Heat (3 fan speeds), PTAC (High, Low Fan Speeds) 
Low or Line Voltage 
24VAC Auto-Heat- 
6 Relays 50°to90°F or110to Off-Hi-Med-Low Cool-Off Digital LCD 4% 5% 1% Peco TA170-001  2NCAG6 
2 or 4 Pipe Auto Heat/Cool, 3-Speed 277VAC 
Fan With On-Auto Fan Switch 24VAC Auto-Heat- 
6 Relays 50° to 90°F o aae Staged 3-Speed Cool-Off Digital LCD 4% 5% 1% Peco 1TB170-001 2NCA7 
(a 
, 24VAC 
Fan Coil, 2 Pipe or 4 Pipe, Auto Heat/Cool, ° ° _Ui-Mad- Off-Heat-Cool- 2.4 Sq in LCD , 2 
3 Speed Fan, 7 Day Programmable 6 Relays 50° to 90°F ae On-Hi-Med-Low Auto-Setback Backlit Blue 4% 5% 1% Peco TA180-001 6FFX4 
Fan Coil, 2 Pipe or 4 Pipe, Proportional ° ° “Ui-Mod-. Off-Heat- 0.6 Sq in 7 
(3 Wire Floating), 3 Speed Fan Triac 50°to 90°F 24VAC  Off-Hi-Med-Low Cool-Auto LCD Backlit 21%16 4% 1 Peco TB158-100  6FFX5 
Fan Coil, 2 Pipe or 4 Pipe, Proportional ° ° _Ui-Med- Off-Heat- 0.6 Sq in : 
(0-10VDC or 4-20mA) 3 Speed Fan Triac 50°to 90°F 24VAC  Off-Hi-Med-Low Cool-Auto LCD Backlit 21%16 4% 1 Peco TA168-100  6FFX6 
(ot OVO). 3 Speed = Bee erobormona Triac 50°to90°F 24VAC —+Hi-Med-Low Heat-Off-Cool Analog + 2'%6 4% 1 Peco TA167-007  6FFX7 
Accessory 
SuitePro Wall Plate Adapter, Direct Mount On Junction Box, For Use With Mfr. No. TB6575A1000/U, TB6575B1000/U, TB8575A1000/U, TB7100A1000/U Honeywell 50033847-001/U 3RCL1 


* 125VA pilot duty contacts. 


Columbus Electric 
Hazardous Location Thermostats 








= DPDT 
a 24 to 277V " - aioe tice contact bontael 
‘ , ermosta nauctive inductive ating ating 
Ideal for heating or cooling. No. 6GVX9 has remote Control Amps Amps Resistive Resistive Mfr. Item 
capillary bulb. UL Listed for Class | Groups C and yee ae elt. AW D o te0v @ zAOV PEW _@ 2toy efeodel 1 bi 
D and Class II Groups E, F, and G locations. 40° to 110°F 5%" 6%" 4%" 46A  46A 22A 22A _HLT-2-G 6GVX9 
y) 7 ¥* ; 
—= vs serie hac Johnson Ni Honeywell fal 
! = Humidity Controls ome Controls 
‘ Provide user-set dew point control of humidification, dehumidification, or 
/ ventilation equipment. 
Adjustable H WwW OD Mfr. Item 
_ Description Voltage Mounting Range (in.) (in.) (in.) Brand Model No. 
Sn altar 24 WallorReturn Duct 5t095%RH 5% 4% 2% HoneywellHome DG115EZIAQ 3CHL5 
| 1 Humidifier Controller 24  ~ Wallor Return Duct 10to60% RH 3% 5% 2% Honeywell Home H8908ASPST 3CHL6 
Humidistat 120/240 Standard Outlet Box 10% to 90% RH 41'%42 2% % JohnsonControls W42AA-1C 20XJ24 
a i ie 120/240 Vertical or Horizontal 0% to 70% RH 44%4 2232 2'%6 Johnson Controls W43A-14C 20XJ25 
paper 24 Wallor Return Duct 20to80%RH 2% 4 5% Honeywell | H8908DSPST 278Y71 
7% —_— Dehumidifier Controller 115 Wall 20 to 80% RH 4% 3 2% HoneywellHome H46C1166 2E574 
No. 1UHG2 No. 2E574 120 Plug-In Outlet 30t090% RH 5% 2% 2% Dayton 1UHG2 —_1UHG2 
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Duct Smoke & Carbon Monoxide Detectors 
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— 
No. 
— 45JU42 
F AR PRODUCTS 7 
Duct Smoke Or conzros / 7 any 
Carbon Monoxide Detectors 
= Detectors are 24VDC, 24VAC, 120VAC & 230VAC Carbon Monoxide Detector—Unit can initi- 
Smoke Detectors—Suitable for high temperature tare cc ele eh F 
applications and feature an internal dust filtering system ous by NEPA and OSHA standards. Pre 2 


that requires no additional screens or filters to clean. 
Models are universal voltage and you can intercon- 
nect up to 30 units. Nos. 45JU28 and 45JU29 have an 
innovative, toolless design that allows for quick instal- 
lation and eases the loading and unloading of sampling/ 
exhaust tubes. Nos. 45JU39 and 45JU40 are designed 
for no- or low-flow special applications and plenum 
spaces. Nos. 45JU41 and 45JU42 are weathertight, 
corrosion resistant, and feature a NEMA 4X rating. 


Accessories—No. 45JU30 features lightweight, 
sectional tubes that you can connect together for 
the required length. Nos. 45JU57 and 45JU35 
feature a multicolor LED to indicate Alarm, Pilot, 
and Trouble status. No. 45JU57 is mounted in 

a white, single-gang cover plate. No. 45JU35 is 
mounted in a white, double-gang plate with a 
sounder strobe assembly with a clear lens. 














Ambient Temp. Air Vel. Mfr. Item 
Description Limits (°F) (fpm) For Use With Model No. 
Smoke Detectors 
lonization, Universal 32 to 158° 100 to 4000 SL-2000-N 45JU28 
lonization, Universal 32 to 158° 500 to 4000 SM-501-N 45JU43 
Photoelectric, Universal 32 to 140° 100 to 4000 SL-2000-P 45JU29 
Photoelectric, Universal 32 to 140° 900 to 4000 All APC Remote SM-501-P 45JU44 
lonization, Plenum 32 to 158° Oto 2000 Operation Accessories HS-100-N 45JU39 
Photoelectric, Plenum 32 to 140° 0 to 3000 HS-100-P 45JU40 
lonization, Weathertight -4 to 198° 100 to 4000 RT-3000-N 45JU41 
Photoelectric, Weathertight -4 to 140° 100 to 4000 RT-3000-P 45JU42 
Carbon Monoxide Detector 
Kit, Includes SL-701 duct CO detector, MSR-50/CO remote No. 45JU35 
accessory, 8" Fast exhaust tube,notched fast tube starter 32 to 158° 100 to 4000 SL-701 KIT 45JU38 
piece, mounting template, (3) 18" fast tube and (4) screws 
Duct Mfr. Item 
Description Voltage Width (ft.) For Use With Model No. 
s TNE Head Rep! Photoel 99000-328APO 45JU32 
moke Detector Head Replacement, Photoelectric — — - 
Smoke Detector Head Replacement, lonization = = Sure Sey omene eer ole 55000-225AP0 45JU33 
Smoke Detector Tester, Asrosol — — SM Series or open area Smoke Detectors TG-1500 45JU52 
Smoke Detector Tester, Asrosol with Nozzle — — SL and RT Series Smoke Detectors TG-2500 45JU53 
Carbon Dioxide Detector Tester, Asrosol — — SL-/01 Series or open area CO Detectors TG-/01 45JU54 
Sectional Sampling Tube, Pk. 3 — 1 to8 All APC Duct Smoke Detectors FAST TUBE 45JU30 
— 0.5 to 1 STN-1.0 45JU45 
Sampling Tube with Notch — ; 10 : SL and RT Series Smoke Detectors ees Pant 
— 5 to 10 STN-10.0 45JU31 
— ve to! Seal 0 Suen 
: — to -2.9 45JU5 
Sampling Tube — 3 16.5 SM Series Smoke Detectors 915-0.0 45JU51 
— 9 to 10 ST PUee 
— — - 45JU55 
Weatherproof Enclosure = = SL Series Smoke Detectors WP-2000 45JU56 
Remote Horn with Pilot & Alarm LED 24VDC — MS-RH/P/A 45JU37 
Remote Key Test Station, with Pilot $a TURE TED ane — MEH CMDTT Panay 
Remote Horn, Key lest Station with Pilot, Alarm & Trouble —_— - 45JU34 
Remote Horn, Key Test Station with Pilot & Alarm LED 24VDC — All APC Duct Smoke Detectors MS-RH/KA/P/R 45JU36 
Remote Key Test Station with LED Indicating Alarm, Pilot and Trouble 24VDC = MSR-50RK/W 45JU57 
Remote Key Test Station with LED Indicating Alram, Pilot and Trouble Sounder Strobe 24VDC — MSR-50RKAV/W/C 45JU35 
Duct Smoke G. Sys7em 
\S) “SENSOR | | 
Detectors SMOKE 
= Detectors are 24VDC and 120VAC, except 
Nos. 2GWK9 and 5CGZ1 are also 24VAC_«& » = aR — | 
Feature 4-wire photoelectric integrated low air flow poate 415F94 = geen 
technology and versatile square or rectangular mount- « ° 
ing. No. 415F91 has an integrated smoke test port and = 
the sampling tube is durable corrosion-resistant steel. 4 i) 
Innovative tube allows easy, toolless installation from the ee No. ' 
front or back of the detector. No. 415F91 is UL Listed. aa ~~ 5CGZ2 
Ambient Temp. Mfr. Item 
Item Type Duct Width (ft.) Limits (°F) Air Vel. (fpm) For Use With Model No. 
Photoelectric Duct Smoke Detectors 
Duct Smoke Detector Universal = -4° to 158° 100 to 4000 RIS § — 5 7 2GWkK9  2GWK9 
_ “fe ° ystem Sensor Remote lest 
Duct Smoke Detector Smoke Detector 4° to 158 100 to 4000 Accessories, Fire Alarm Panel DUCTSD 415F91 
Duct Smoke Detector Watertight, Photoelectric — -4° to 158° 100 to 4000 — 9CGZ1_—-5CGZ1 
Accessories 
Multi Signaling Unit — — 14 to 140 — Mfr. No. D4120, D4120W RTS2-AOS 5CGZ2 
Multi Signaling Unit Signaling Device — 14 to 140 — Mfr. No. D4120, D4120W, D4S, D4P120 RIS2 352/779 
Photoelectric Power Board Smoke Detector _ -4° to 158° 100 to 4000 Mfr. No. D4P120, RIS2, DST Sampling Tubes = D4P120 352776 
Photoelectric Sensor Smoke Detector _ -4° to 158° 100 to 4000 Mfr. No. D4P120, RIS2, DST Sampling Tubes D4S 3027/5 
Sampling Tube Smoke Detector Up to 1ft. — — Mfr. No. D4120, D4120W, D4S DST 352/77 
Sampling Tube Smoke Detector la2 — — Mfr. No. D4120, D4120W, D4S DST1.5 2GWL2 
Sampling Tube Smoke Detector 2a4 — — Mfr. No. D4120, D4120W, D4S DST3 2GWL3 
Sampling Tube Smoke Detector 4108 —_— — Mfr. No. D4120, D4120W, D4S DST5 2GWL4 
Sampling Tube Smoke Detector 8 to 12 —_ _ Mfr. No. D4120, D4120W, D4S DST10 352778 
Strobe Light Smoke Detector — 14 to 140 — Mfr. No. RIS2 AOS 302/80 
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Hydronic Controls Details on page Al. 
Hydronic Controls Honeywell 
For use in gas- or oil-fired hydronic heating High or Low Limit/SPST—Break the circuit Honeywell 
systems that require a 24VAC thermostat. Select on temp. rise. When used as a controller or a = yw 
models are compatible with 750mV thermostats. low limit, a separate high limit must be used. OMe 
System Mfr. ltem 
Type Temp. Range Differential Mountin Switchin Brand Model No. 
Immersion Controllers 
100° to 200°F Horizontal or Vertical SPST Honeywell L4006E1125 278X92 * 
Sailer iauniad: Hah 100° to 240°F Horizontal or Vertical SPST Honeywell Home L4006E1117 2GZN3 
avi Manic Gece Manual Reset Horizontal or Vertical SPST Honeywell  L4006E1067 278X88 * 
130° to 270°F Horizontal or Vertical SPST Honeywell L4006E1091 278X91 * 
Horizontal or Vertical SPST Honeywell L4006E1109 278Y06 
40° to 180°F Horizontal or Vertical SPST Honeywell Home L4006A1959 2GZL3 # 
5°F Fixed Horizontal or Vertical SPST Honeywell L4006A1009 278X90 *# 
Boiler-Mounted, Horizontal or Vertical SPST Honeywell L4006A1132 278X95 *# 
High or Low Limit Horizontal or Vertical SPST Honeywell L4006A1017 278X89 *# 


5° to 30°F Adj. Horizontal or Vertical SPST Honeywell L4006A1967 278X93 *# 
Horizontal or Vertical SPST Honeywell L4006A1678 278X98 *# 


Boiler-Mounted, High 5°F Fixed Horizontal or Vertical SPST Honeywell L4006B1007 278X94 *# 
or Low Limit, and Horizontal or Vertical SPST Honeywell Home L4006B1155 2GZL7 *# 
Circulator Delay 100° to 240°F Horizontal or Vertical SPST Honeywell  L4006B1163 278Y07 *# 
High or Low Limit Horizontal SPoL Honeywell L4006A2007 278Y01 *# 
Immersion Well Mounting 9° to 30°F Adj. Horizontal SPDT Honeywell Home L6006A1145 2E821 * 
(Not Included), High 

Limit, Low Limit or Horizontal or Vertical SPDT Honeywell L6006A1244 278X87 * 
Circulator Control 

Strap-On or Well Mount, Manual Reset Horizontal or Vertical SPST Honeywell  L4006H1004 278X99* 


High Limit, Manual Reset 

Immersion Controller, Universal Electronic 

Aquastat(R) Relay, 

Universally Compatible, 130° to 240°F 5° to 20°F Vertical _ Honeywell L7224U1002 278Y05 
EnviraCOM-Enabled 

Immersion Controller, Multizone 

High Limit and Relay 

Control of Burner and High Limit 120° to 240°F 8°F Fixed Horizontal or Vertical SPST Honeywell L8148J1009 278Y02 
Circulation Control 











oe Vertical SPST Honeywell Home L8124E1016 2GZJ7 
Triple Aquastat Relay High Limit 130° to 240°F, Fixed ai Limit Vertical SPST Honeywell Home L8124G1020 2GZJ8 
with High Limit Low Limit 110° to 220°F 4049 95°F Adj Horizontal SPST Honeywell Home L8124L1011 2GZJ9 
Horizontal SPST Honeywell  L8124C1003 278X97 
Aquastat Controller 
Se Ea eomtal 100° to 240°F 5° to. 30°F Adj. Horizontal or Vertical SPST Honeywell Home L4008A1015 5TB81 t 
Dual Aquastat Controllers 
a 10°F Fixed Horizontal SPST Honeywell  L4081B1096 278X496 * 
High Limit and Circulator igh | imit 130° to 240°F, High Limit 10°F Horizontal SPST Honeywell Home L4081B1047 2GZK6 * 


High and Low Limit LOW Lima 110" to 220°F Fixed, Low Limit Horizontal. +=» SPST ~—- Honeywell ~—«L4081A1023 278Y03° 


* 750 mV compatible. + Requires immersion well or bulb compression fitting for new installations. # When used as a controller or a low limit, 
a separate high limit must be used. 
































1/8-1/2 in. OF THREADS Immersion Wells Honevwell WN 
MAY EXTEND INTO Accessory for hot water immersion controls yw Johnson 
WELL SPUD CONTROLLED MEDIUM vei, Home Controls 
\ SHELL Bulb Max. Insertion/ Insulation ; Mfr. ltem 
LS NPT Dia. Bulb Length Depth Material Brand Model No. 
yy" Se" oO. 1%" Copper Honeywell Home 121371B 3XK90 
Yo" xe" oO a Copper Honeywell Home 121371L 3XK91 
Yq" Se" or a Copper Honeywell Home 121371M 3XK92 
Yo" Xe" 248" 2%6 Brass Fitting, Copper Tube Johnson Controls TE-6300W-101 36P618 
INSERTION/ Yo" VA" 248" 2 Ye" Stainless Steel Johnson Controls TE-6300W-102 36P619 
INSULATION | say BULB Yo" 1Y%6q" 25, 256' Brass Fitting, Copper Tube Johnson Controls WEL11A-601R 38Y209 
DEPTH LENGTH Yo" Ag" 634" 41546" Brass Fitting, Copper Tube Johnson Controls WEL14A-602R 38Y210 
Yo" Ag" 7%" 5'%6" Brass Fitting, Copper Tube Johnson Controls WEL14A-603R 38Y211 
Yo" 19%" 248" — Brass Johnson Controls WZ-1000-5 20XJ26 


Honeywell White-Rodgers: 
Home 


jomnson, >, Lue 


Boiler Controls 


Indoor Strap-On—Provide control without tapping boiler 
or draining system. Mounting strap provides any-position 
mounting without leveling on a 2"- to 6"-dia. pipe. 

Nos. 2E145 and 38Y073 are UL Listed and CSA Certified. 


Beckett—Features include backlit display touch pad 
for programming temperature limits and differentials, 
memory storage, and diagnostics for troubleshooting. 
Controls are UL Listed. 






No. 2E859 


No. 38Y073 


























‘ Switch Mfr. Item 
Description Action Brand Model No. 
Indoor Strap-On, High-Limit, Low-Limit, Circulator, Temp. 65 to 200°F, Diff. 5 to 30 Adj.°F, SPDT Open/Close on Temp. Rise Honeywell Home L6006C1018 2E859 
Indoor Strap-On, High-Limit, Low-Limit, Circulator, Temp. 100 to 240°F, Diff. 10°F, SPDT Open/Close on Temp. Rise White-Rodgers 1127-2 2E145 
Indoor Strap-On, High-Limit, Low-Limit, Circulator, Temp. 100° to 240°F°F, Diff. 7°F, SPDT Open/Close on Rise Johnson Controls A19DAC-1C 38Y073 
Flat Surface, Control Range 200° to 240°F°F, Diff. 3.5°F, SPDT Close Differential Johnson Controls A19DAF-2C 20XJ41 
AquaSmart™ Oil Control, DOE 2012 Compliant — Beckett 7610A0001GU 36L587 
AquaSmart™ Gas Control, DOE 2012 Compliant — Beckett 7610B0001GU 36L588 
Wireless Temperature Module, For Use with AquaSmart™ Oil & Gas Controls _ Beckett 7600WTMGU 36L589 
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Line Voltage Monitors & Controls 





ICThA 


—$__—_ 
s' 


< CONTROLS 


Single-Phase Line 
Voltage Monitors 


Antishort cycle protection. Detect 
high/low voltage. No. 32MY19 adds 





5KPX9 


b No. 

surge protection. NO 

Time Output Mfr. Item 
Description Voltage clay (A) Model No. 
-Ph., |. 6 to 
Protection 95 to 270 600 Sec 5 ICM491 3UW94 
Puls, |. 0 to 
regia jot _ as aoe 
-Pn., ourge to ; 
Arrestors 959 totOmin. 40 ~IcMao4—32m¥20 * 


* Replacement board only for No. 32MY19. 


ICThA 


————— 
= 


< CONTROLS 
Plug-In 3-Phase 
Line Voltage Monitor 


Protects 3-phase motors and equip- 
ment from voltage faults. LED indicates 
high/low/unbalanced voltage, phase 
loss/reversal, and power interruptions. 
100-msec response time. 50/60 Hz. 





% Volts N.0 NC Mfr. Item 

Voltage Unbalance _Output (A) Output (A) Model No. 
Ac 2-BUserSelect 10 10 ICM408 6JYL2 
190 to 600 2 to 20, Adj. 10 6 ICM455 32MY21 


3-Phase Line Voltage Monitors 


Can detect voltage imbalance, high/low voltage, phase loss, reversal, incorrect sequencing, and rapid short cycling. 


UL Recognized (E60605). 
No. 3UW93—Programmable 25-fault memory storage. Independent high/low voltage settings. 
Cross-Reference* 
Volts % Volts Control N.0O. NC Diversified Motorsaver SSAC TimeMark Wagner Watsco Mfr. Item 
Display 50/60 Hz Unbalance Volts (AC) | Output (A) Output (A)| Model Model Model Model Model Model Model No. 
2 to 25, 10 6 AC-2020, EAC-800 | ICM450 3UW93 No. 
190-630 Adj. 18 to 240 50 10 ean 455 QLM/QLV 265 + WPC-800 EAC-8000 | ICM400 3UW89 3UW93 
* Physical dimensions vary by manufacturer. 
(ee ICM. = 
qq “controis COMPRESSOR SAVER’ 


GLOBAL 


TURBO'200 


Universal Capacitors 


Yq" brass-plated dual male terminals for best reli- 
ability, conductivity and corrosion resistance. Includes 
jumper wires to combine individual values into desired 
MFD rating. 60/50 Hz. UL Recognized (E133000). 


/ 
CNA _ Johnson i 
LGM. Controls 


Head-Pressure Controls 


i¢M—Feature high-temp. bypass, heat 
pump override, and adjustable hard-start 
timing and motor cutout speed. Indicator 
lights for full or modulated motor voltage. 
Nos. 4MG74 and 5KPX8 require separate 
24VAC source; Nos. 4MG75 and 4MG76 
have built-in 24VAC transformer. 


Input Volts Triac Hard Start 
AC @ 60/50 Hz Output Amps Timing (sec. 
120 to 480 0.1 to 10.0 0.1 to 5.0 
120 to 240 0.1 to 10.0 0.1 to 5.0 
120 to 600 10 1-5 
8 2 
208/240 8 2 
8 2 
4 2 
460/575 4 2 
4 2 
480 0.1 to 10.0 0.1 to 5.0 


Accessories 

Pressure Transducer, 0 to 508 PS! 

Pressure Transducer, 0 to 754 PS! 

Software for P266 Condenser Fan Speed Control 


Bypass Timer 


= Universal input voltage: 
18-240VAC, 1A, 10A inrush 


Time 
Bypasses a low-pressure switch or __Delay 
an oil-pressure switch on startup. — seconds 


= 1-phase, 120-240V 


Surge Protectors/Arrestors 


Johnson Controls— 
R410A compatible. 
Weather-resistant, durable 
motor speed controls for 
approved single-phase, 
PSC motors commonly 
used in many refrigera- 
tion and air conditioning 
condenser fan applica- 
tions. No. 20XJ08 allows 
easy configuration of P266 





Series controllers via a PC. 

Mfr. Item 

) Brand Model No. 
ICM325HNC 4MG74 
ICM ICM326HNC 4MG75 
ICM333 5KPX8 
P266AAA-100C 20XJ06 
PORBACA-O0G A032 
Johnson Controls ——p5g6RCA-100C 406353 
P266BHA-100C 40G354 
P266BHA-2K 20XJ07 
ICM ICM327HNC 4MG76 
P266SNR-1C 406355 
Johnson Controls P266SNR-2C 406356 
P266PRM-1K 20XJ08 


IChA 


SS 
= 









< CONTROLS 

Mfr. Item 
Model No. 
ICM175 3UW85 


< CONTROLS 


No. 





Protect air conditioners, generators, motors, and 
appliances from power surges and lightning. 

No. 32ZN47 has an LED showing that surge protec- 
tion is present, and a second LED indicating that 
device has power and is properly grounded. 


32MY 23 





MFD Cap. Case Mfr. Item 
Description _ Rating Voltage Dia. Height Model No. Max. Surge 
acid 2.5-67.5 370-440VAC 2%" 4%" Turbo 200 2ELT2 Current Mtr. Item 
Capacitor ma 2ele 370-440VAC 2%" 5%" ‘Turbo 200X___—‘2ELT3 Per Phase L W D Brand Model No. 
P 2.5-15 370-440VAC TY" 2546' Turbo 200 Mini _2ELT4 100kA 4.50" 2.75" 2.25" ICM ICM517 «32M Y23 
Motor Start 125VAC, 165VAC, u u H u u u 5-2-1 Compressor 
Capacitor 23-302 S5OVAC, 330VAC. 22 6 Turbolytic50 = 2ELTS5 6OkA 5.00 3.50 1:75 Baer SPD60 32ZN47 
Refrigeration and Air Conditioner -2-) ICM M, Sizco) 
Start Assist Kits Pan CAN, OPE 
Mfr. Item 
; ir conditioner For Use With Compressors HP Voltage Brand Model No. 
Nos. 32ZN44 to 32ZN46 ae eg aineoneane 1-3 tons A/C Units 4io5  208t0 240 5-2-4 CSRU1 _32ZN44 
compressor start-up time up to 50% and lower energy —35-4-5 tons AC Units 35 to 5208 to 940. Compressor —CSRU2 32245 
motion. Nos. 4E239 to 4E241 are for residentia] _4-9 tons A/C Units 4tos 208to240 Saver 4 
coreHipue Us: 39 » : a @ for residentia Compressors Yiotod5 90 to 240 ICM ICM866U 32MY24 N 
and commercial air conditioning units, heat pumps, thto10 90-277 SPP5 4239 oO. 
and room air conditioners. No. 4MG78 replaces 3-wire psc a csip AC Se meee enon 
potential relay and capacitor. No. 4E238 is used with 1% t0 10 90-277 SPp7S 4E241 
residential and commercial refrigerators and freez- Reciprocating, Scroll, & Rotary—zz!0-2 408-265 MPRo___12H941 
ers. Nos. 0 20LP99 allow OEM-style, 3-wire = ccin psc. & CSR Yotov% 115 RCO810 _13E401 
installation and are for single-phase air conditioner Ratio 4 os age > 0 Be seat 
or refrigeration units and hard-starting compressors 208/240V 1-Phase, Scroll, 30; : 4%) 908 a 540 3W2 20LP98 
under low voltage conditions. ew 4t05 208 to 240 3W3_ 20LP99 
g 


Sign in to Grainger.com® to see YOUR Pricing and MORE 








HVAC & REFRIGERATION 
Gas Valves & Cooking Controls 


Scan. Order. Done. 


Details on page A1. 








BtuH Coil Gas _ Inlet Outlet Mfr. Item 
Cap. Valve Type Volts Type Size Size Brand Model No. 
Universal, Intermittent Pilot, Hot Surface Ignition, Direct Spark Ignition 
720, 000 Slow Opening 24 NG il Robertshaw 700-059 1TGE3 
415,000 Slow Opening 24 NG/LP YW Honeywell VR8345K4809 278Y64 
415,000 Std. Opening, 2-Stage 24 NG/LP 4% Honeywell VR834504563 278Y65 
230,000 Fast Opening 24 NG/LP % %'  White-Rodgers 36H32-304  16X612 
300,000 Fast Opening 24 NG/LP 3%4' 3%"  White-Rodgers 36H32-423  1YRN/ 
300,000 Std. Opening 24 NG/LP 3% %' Honeywell Home VR8345M4302 40256 
170,000 Fast Opening 24 NG/LP YW Robertshaw 122-079 1TGD7 
150,000 Std. Opening 24 NG/LP % 2" Honeywell Home VR8245M2530 1RZY5 
150,000 Std. Opening 24 NG/LP Y% Robertshaw 720-079 6KXC8 
Intermittent Pilot 
150,000 to 200,000 Slow Opening 24 NG/LP %" 2" Honeywell Home SV9502H2522 36WH81 
Hot Surface Ignition 
Slow Opening 24 NG/LP 3% 3%"  White-Rodgers 36H33-412 44R202 
140,000 Fast Opening 24 NG/LP % %"  White-Rodgers  36G22-254  30PL23 
140,000 Fast Opening 24 NG/LP % '%"  White-Rodgers  36J54-214  30PL26 
140,000 Slow Opening 24 NG/LP % %"  White-Rodgers  36J24-214  30PL25 
140,000 Slow Opening 24 NG/LP % 2" _White-Rodgers 3624-614  30PL27 
140,000 Slow Opening 24 NG/LP Y% 2"  White-Rodgers  36J55-214 30PL28 
140,000 Slow Opening 24 NG/LP YY" 2"  White-Rodgers 36J55-614  30PL29 
Direct Spark Ignition 
150,000 to 200,000 Slow Opening 24 NG/LP % %" Honeywell Home VR821511502 36WH79 
150,000 to 200,000 Std. Opening — NG/LP ¥%"  %' Honeywell Home VR8215S1503 48KT51 
140,000 to 200,000 Std. Opening, 2-Stage — NG/LP % %%' Honeywell Home VR9205Q1507 48KT47 
Standing Pilot 
339,000 Std. Opening 750mV NG/LP 4" 4" Honeywell VS820M1309 278Y59 
300,000 Fast Opening 24 NG/LP 4 Robertshaw 700-406 4E125 
300,000 Fast Opening 120 NG 4 ¥' Robertshaw 700-454 4E126 
280,000 Fast Opening 7oOmV NG/LP %" 3%" ~White-Rodgers 36C03U-433 2E401 * 
280,000 Fast Opening 24 NG/LP 3% %'  White-Rodgers 36C03-433  2E402 
td. Opening a 4" oneywe 7 78Y5 
fo Honeywell 240,000 Fast Opening 24 NG/LP %"  %" Robertshaw 700-400 4E123 
Zions Fa Glen —rebnv HELE 1) — sane feds — gs Ze 
H ~ m ast Opening 790m Q" 4 ite-Rodgers E 04 * 
a a a eee: 
; ast Opening a" 4" ite-Rodgers : 725 
G V [ Honeywell 200,000 Std. Opening 24 NG/LP Ys ¥% Honeywell  VR8300A4516 278Y66 
aS VaIVES Lome 200,000 Fast Opening 750mV NG 9%" %" Robertshaw 700-506 4E128 
190,000 Std. Opening 24 NG/LP YW Honeywell VR8300A3518 278Y67 
Mfr. Item 150,000 Fast Opening 24 NGAP % Robertshaw 720-400 4E287 
Description Model No. 150,000 Fast Opening 24 NG/LP Y Robertshaw 720-402 4E400 
Kits 150,000 Fast Opening 24 NG/LP 4 Robertshaw 720-406 4E288 
LP Adapter Kit, Converts NG to LP Gas, For 92-0737 2E731 100,000 Fast Opening 750mV NG Ye Robertshaw 700-502 4E127 fT 
Use with Nos. 2E401, 2E402, 2E854 100,000 Slow Opening 24 NG/LP YY Robertshaw 700-434 6KXDO 
LP Regulator Kit, For Use With 1751-013 26X372 90,000 to 400,000 Fast Opening 24 NG/LP %' %'  White-Rodgers 36C84-912 48FX09 
Robertshaw 700 Series Gas Valves 90,000 to 400,000 Slow Opening 24 NG 4 4" White-Rodgers 36C94-906 48FX10 
Millivolt Kit, For Use With Millivolt Wall Furnaces, In- 2-Stage Intermittent or Hot Surface Ignition 
The-Floor Furnaces, and Fireplaces, Includes (2) % x %" 710-296 440529 300,000 Fast Opening 24 NG/LP %" %4'  White-Rodgers 36H64-463 1YRN8 
Reducer Bushings, Mechanical Thermostat, Pilot Uni- Low Profile and Capacity 
Kit, Millivolt Gas Valve, Gas Valve Cross Reference Book 0,00 Std. Opening 7oOmV NG/LP YY" Robertshaw 710-502 6KXC7 
Universal Kit, Includes Gas Valve, Universal 70,000 Std. Opening 7oOmMV NG/LP YY" Robertshaw 710-501 6KXD6 
Nitride Ignitor, Universal Flame Sensor, Universal UNI-KIT360 44€530 70,000 Std. Opening — NG/LP % Robertshaw 710-205 6KXC9 
Ignition Module, Universal Air Sensing Switch, Pilot Safety Valve 
Canvas Carry Bag and Cross Reference guides 142,000 Gas Pilot Safety 30mV — %' %%' White-Rodgers 164-742 2E374 


* Vented applications only. tf ECO adapter included. 


No. Cooking Controls 


a Precise, high-quality replacements for OEM parts. ° 





Mfr. 
Model 


Item 
No. 





Description 
Gas Cooking Controls 


Replaces 
6KXEG 


D Repl ide | oo Kit Foe Ue witht PIO a 
escription eplaces ode 0. 7 : . 
Heri Goaking Controle | = Seis Body lt an Outlet 1720-803 1720-801 6KXG8 

igh Temperature Limit, 125/250/480 VAC, For Use With -ae_nen.nn. ; : : 

Broaster AB-6962, Vulcan-Heat 110-840-2 and 410840-2 _ LC-36-060-00-00 9225-010 + 6KXE6 Electromagnet Replacement Kit, 

High Temperature Limit, 125/250/480 VAC, Pitco #PP10084, 5295-112 BKXJO For Use With 1710 Series Body 1720-804 1720-802 6KXG9 
For Use With Manual Reset — DSC 13245 re Te eae 5 

igh Temperature Limit, 125/250/480 | Vv r z : 
VAC. cor Us with Welk 98056 re 5225-054 dt commercial ooking Applications FJT-29 4075-029 6KXH2 
Infinite, 120/240 INF-120-212 5500-103 26X378 ve, For ith B- : 

Infinite, 120/240 VAC INF-120-519 5500-102 26X373 Commercial Cooking Applications 8-0. Smith B-5183 ee ee 
Infinite, 120 VAC INF-120-599B 5500-113 26X381 7432P025-60, 7432P052- 

Infinite, 120 VAC INF-120-1152 5500-135 _6KXE9 60/K 08067970 142-224, 

Infinite, 120 VAC, For Use With Duke 2074 INF-120-65 5502-303 _G6KXFO Igniter, For Use With 336650, 4163781, 4392019, 

Infinite, 120 VAC, For Use With Vulcan Hart 411503-1 INF-120-4339 5502-474  6KXF5 Gas Cooking Oven 316T023P03/P07/P10/P12/ 41-207 302206 
Infinite, 120 VAC, For Use With Wells 30570 INF-120-975 5502-309M 6KXF1 S01 ,F16-743, 7432P062-60/K, 

Infinite, 208 VAC, For Use With Duke 20/6 INF-208-359 5502-347 _6KXF2 08067970, 316t023P03/ 

tine, zap va Lae LIES 5500-235 BERK? aaa eae sem 

nfinite, INF-240-74 9902-359 _6KXK3 lgniter, F With Robertsh : 

Infinite, 240 VAC, For Use With Savory 12355 INF-240-5518 5502-479MGKXFA AN Gah oo a rrr obertshaw 359-199, Hardwick 01-055-041- 41 094 expe 
Infinite, 240 VAC, For Use With Wells 50662 INF-240-1010 5502-370M_6KXF3 NC4100 Series Gas Valve 99, Hardwick 01-055-041-99, 
Thermostat, 120/240 VAC 790644 5210-124 6KXG2 IGN-4, GR411, F16-747 

= x Incinerator Target Pilot, For Factory # 2CH-10 1830-115 6KXH1 
Thermostat, 120/277 VAC 5000-813 6KXGO 
— : Use With All Thermocouples Factory # 2CH-2 1830-210 6KXHO 
Thermostat, 120/277 VAC 5300-146 6KXJ4 Spark Ignition Module, For 
Thermostat, 120/277 VAC 303 E6175. 5000-811 6KXH7 Use With Oven Ignition Use on Jade Range 41-621 6KXEO 
Thermostat, 120/277 VAC 5300 Series 5300-041 @KXJ2 Thermostat, For Use With 700- eC area iscue MCG 
Thermostat, 120/277 VAC emencan 7 eomanent Ware: S300-0i5'. GGT 800 Series Diaphragm Gas Valve 48.99 Pitco GSA60301814 
Thermostat, 120/277 VAC McGraw Edison 18A1874 5000-851 6KXH8 = wermostat, For se With By and BUWA 4200-007 6KXE1 
Commercial Cooking Applications 
Thermostat, 120/277 VAC Ranco G1 Series 5300-735 6KXK1 z 
Thermostat, For Use With Garland 8009, Hobart 110837-2, 

Thermostat, 120/277 VAC SP-184 9300-612 _ GKXJ6 Fryers, Ovens, And Sterilizers _ Hobart 410837-, Hobart 11327 4290-005 6KXF9 
Thermostat, 120/277 VAC SP-188 5300-618 6KXJ7 Thermostat, For Use With Bakers Pride M1005X, 
Thermostat, 120/277 VAC | SP-197 5300-651 6KXJ9 _—-_Ovens, Fryers, Sterilizers Consolidted G-140, aes oes 
Thermostat, 120/277 VAC, For Use With Duke _ : Thermostat Kit For Griddles, 4350-028 6KXE4 
Mfg. 012081 & 012173, F16-761 9300-027 GKXGT or Use With Commercial 
Thermostat, 120/277 VAC, For Use With US Range #227141 — 5300-711 6KXKO  —_ ooking Applications saaeoidil soouee ene 
Thermostat, 250 VAC, For Use With J.C. Pitman (Pitco) EA3-44 9300-100 6KXE7 Thermostat Kit For Ovens, at 4350-027 6KXE2 
Thermostat, Millivolt, For Use With KX-87, KX- KX-87, KX-299 5300-401 6KXE8 For Use With Commercial 4350-127 6KXE3 


299, For Millivolt Gas Systems Only 


3032 GRAINGER. 


ITT 


Cooking Applications 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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Find the yf. Find Solutions. Find Great Prices. HVAC Controls 
T Vol Time i oe) R Brand Model No White-Rod 
ype oltage Time (sec etries ran ode 0. Kohertshaw - iy 
Direct Spark Ignition x Tes a ershaw te er ® H te zs gers 
to ite-Rodgers _50E4/- 4 
24 30 2 White-Rodgers _50A55-843  3XA75 i. — oneywe 
Hot Surface Ignition 30 2 White-Rodgers 50A65-843 3XA76 CONTROLS KH ome 
3) ——t or 3 Honeywell Home889{011300048KT46 
120 32 1 or oneywell Home 48KT4 
Hr 30Comimuois = Io —ICM2S0k SEP Universal System Controls 
Intermittent Pilot Ignition 360 3 obertshaw is a rT 
Up to 30 Continuous Honeywell Home $8610U3009 1RZZ2 = '/" quick-connect 
ooo 1 nod or 2 Rod Sensing 360 ] Robertshaw 780-002 4E959 = Gas type: LP/NG 
onlockout, od or * : : 
2 Rod Sensing % — Continuous Robertshaw = 780-001 = 4E958 No. 3XA74 is universal for compar- 
Spark Ignition 45 3 Robertshaw 780-003 6KXD5 i ili i 
Spark Ignition, Lockout _— Continuous _ Robertshaw 780-/35 6KXD4 ative silicon carbide modules. 
Spark Ignition, Nonlockout — Continuous _ Robertshaw 780-715  6KXC6 Features interchangeable program 
Spark to Pilot 0 or 30 ae White-Rodgers 50D50-843 16X611 keys. No. 1RZZ2 is for single- and 
Universal Integrated Two-Stage 15 2 White-Rodgers BivStU-843 TOXS0E dual-rod remote sense applications. 
Universal Single St 24VAC 30 5 Whetoceor SOMSGU BES 1BXea Note: For more information on included 
niver sa! vilig’e lade teanodgers components and features, go to Grainger.com®. 
* NG only. 
” . Universal-Mount Kobertshow 
Kobertihow oneywe . 
0 yw Gonvarion Transformers 
Intermittent Pilot = ) = 8" primary and secondary 
= leads, except screw 
Ignition Systems Oo, | terminals on No. 6J2X6 
——— 
and Conversion Kits = UL Class 2 rated 
= 1-phase, 60/50 Hz 
Convert conventional standing pilot Syste to intermittent pilot systems. No. 4E397 has 60-sec. = Thermal fuse protection ~ aa. 
max. sii time, and se is 100 Yo after 3 a : ee ash mie fy dierieioy = Mounting: foot, 4 x 4 plate, or hub 6JZX4 
wit ae hi of dined en Is not BS Nee i a Suet TE Ww Indoor enclosure. UL Listed and CSA Certified. 
-sec. max. ignition trial; continuous retry. Input Output VA Mir. Item 
Note: For kit contents, go to Grainger.com®. Voltage Voltage Rating Model No. 
T20VAC 24VAC 40VA 620-403 6JZX4 
Control BtuH Gas _Inlet/ Mfr. Item 208VAC, 240VAC 24VAC 40VA 620-404 6JZX5 
Description Volts Cap. Type Outlet(in.) Brand Model No. 2.0VAC, 12VAC, A8VA 620-402 6JZX3 
intermittent Pilot Gas 170,000 / 272,000 LP/NG 1/2X1/2 Robertshaw 712-005 1TGE4 120VAC, 208VAC, 24VAC 
aaiinn Cucierne 200,000 NG 1/2x3/4 Robertshaw 712-017 _ 4E396 240VAC 24VAC 50VA 620-502 6JZX7 
g y 24 200, 00 1320. 000 PNG 1p xan Robertshaw Agha 08 Jisa7. —— 28VAC 50VA 620-501 6JZX6 
; X oneywe 78Y5 ; 2 
Standing Pilot Conversion Kits 270,000 LP/NG 1/2 x 3/4 Honeywell Y8610U6006 278Y57 240VAC, 480VAC 24VAC FOVA 620-503 GJZX8 
Direct wire-for-wire replacement of OEM control boards. <inmors White-Rodgers 
Mfr. Item 
Description Replaces Brand Model No. 
Defrost Carrier Mfr. No. HK32EA001, HK32EA003, HK32EA008 ICM ICM350  32MY16 
Control Board Mfr. No. PCBDM-133 ICM ICM314C 53YK29 
A-1: 5893 Rheem: 42-22515-01, 42-22515-02, 42-22515-03 Bard: 8201-056 Snyder General/ICP: 1395336 Mars: 32393 ICM ICM255 _ 5KPW9 
Fan Blower Carrier: CESO0110019, HH84AA001, HH84AA003, HH84AA005, HH84AA009, HH84AA014, HH84AA015, HH84AA021 and Robertshaw: 695-101 ICM ICM275 _ 5KPX1 
Control Carrier Mfr. No. 302075-3, CES01100017, CES01100018, HH84AA010, HH84AA011, HH84AA012, ICM IcM271_ 5KPX0 
HH84AA013, HH84AA020, P771-7002, and Robertshaw Mfr. No. 695-100 
Fan Blower ; 
Control Board Calier Mfr. No. HH84AA017, HH84AA018 ICM ICM278  32MY15 
Carrier CES0110074-01 ICM ICM2804  40N232 
Carrier LH33WP003 (DSI Control Board) ICM ICM291  40N229 
Carrier Mfr. No. 325878-751, HK42FZ004, HK42FZ007, HK42FZ008, HK42FZ009, HK42FZ011, HK42FZ013, HK42FZ016, HK42FZ034, ICM282A  White-Rodgers 50M56U-751 38XJ62 
Carrier Mfr. No. HK42FZ017 ICM ICM2807 32MY17 
Goodman B18099-26S, PCBBF112S ICM ICM286  40N226 
Lennox for all BCC1, BCC2 and BCC3 Circuit Boards ICM ICM289  40N228 
Lennox Models 100925-01, 100925-02, 100925-03, 10M93, 328801, 56L84, 56L8401, 24L8501, 63K89, 
63K8901, 97L4801, , 17W9201, 23W5101, 30W2501, 69M0801, 6911501, 83001, White Rodgers Models White-Rodgers 21D83M-843 44R199 
50A66-843, 50A62-121, 50A66-122, 5066-123, 50A65-121, 50A62-120, 5062-820, 50A66-123 
Furnace Mfr. No. 50735-730, B1809913, B18099-06, B18099-08, B18099-10, CNT04664 White-Rodgers 50135-743 44R198 
Control Board Nordyne 624631 ICM ICM2805A 40N233 
Replaces All Spark, Non-Integrated Modules White-Rodgers 50D50-842 30PL30 
Rheem 62-24084-82 ICM ICM288  40N227 
Rheem 62-241 40-04 (DSI Control Board) ICM ICM292 _ 40N230 
Trane Mfr. No. CNT02789, CNT02891, CNT03799, D341122P01, D341235P01, D341235P03, White-Rodgers 50A55-474, 50A55-476, 50A55-571 White-Rodgers 50A55-3797 38XJ65 
Trane Mfr. No. CNT03076, CNT03098, CNT05164, CNT05165, D341213P01, D341396P03, D341396P04, D3411396P05 White-Rodgers 50A65-5165 38XJ63 
ork MCN  e5a0T "56 902, $1-03100662000, S1-03101250000, $1-03101266000, S103101267000, S1-03101267001 _ ae 
York Mfr. No. 265901, 265902, S1- J Ole 50000, S1- 7000, S$1- 7001, ro : 
$103101284000, $103101933000, $103101972000, $103109167000, $13310102956000, $!33103010000 White-Rodgers SQAS6-956  38XJ64 
York Mfr. No. S1-331-03010000, S1-331-02956000 ICM ICM2808  32MY18 
enact Carrier: CES011005700, CESO11005701, CESO11005702, CES0110020, CES0110048, HH84AA016 ICM ICM281 _ 5KPX3 
panirel Carrier: HK42FZ004, HK42FZ007, HK42FZ008, HK42FZ009, HK42FZ011, HK42FZ013, HK42FZ016, 325878-751 ICM ICM282A _ 5KPX4 
Module Goodman/Janitrol: B18099-06, B18099-08, B18099-10, B18099-13, B18099-13S, UTEC: 1012- ICM IcM280  SKPX2 
Bap ites CRED “amne ‘cant On Centtal der Gebds ric OTSOFOBOUS 07 JOFOOOUBS B1809926, B1809926S, PCBBF110 
rop In Direct Replacement Ignition Control for Goodman ; ; : ite- 7 
Integrated PCBBF110S, PCBBF112, PCBBF112S, PCBBF123, PCBBF123S, White-Rodgers 90TS6-289 and S0A59-269 White-Rodgers 50A55-743  29TH96 
Goodman Replacement Integrated Hot Surface Contro ; Bae 5 
pot Surlace PCBBF109, PCBBF122, PCBBF122S, PCBBF132, PCBBF132S, 50M56-289 White-Rodgers 50M56-743 29TH95 
Lennox Models 30W2501, 100925-01, 100925-02, 100925-03, 17W92, 17W9201, 23W51, 23W5101, White-Rodaers 50A66-743 29TH94 
30W25, 30W2501, 69M08, 690801, 69M15, 691501, 50A66-122, 50A66-123, 50A66-743 g 
wx GRAINGER Thermostats—Terminal 1 is Limit Control/Thermostats— Limit Control—Manual reset. 
APPROVED common. No. 6XZV2 closes circuits | Factory assembled. 
H 1 and 4 and opens circuits 1 and 2 
Electric Water on temperature rise. Contact Rating Noninductive | Pilot Duty{ Watts 
[-] t i Thermostats Switch Tem 120/480V Item 
oa mt — gh MENA Na 
= = Thermostat SP pen on Rise to 1 ° a5 4] 
and Limit Control Thermostat SPDT Open 1-2 on Rise 90 oTe0 30A 25A 12.5 | 125 | 3000 6000 | 6XZV2 
Limit Control/ OpenonRise 90 to 150 (170 red 30A 25A _12.5A 125 | 3000 6000 | 6XZV4 
UL and C-UL Recognized. Thermostat Open 1-2 on Rise 90 to 150 (170 Fixed 30A 25A __12.5A 125 | 3000 6000 | 6XZV5 


Limit Control DPST —_ Open on Rise 170 fixed A0A 40A 20A 123 — _— | 6XZV3 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Scan. Order. Done. 
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HVAC Controls 
ie Honeywell White-Rod 
a Home 
No. py 
ahese Johnson ( 


Sica Controls 


Plenum-Mount Fan 
and Limit Controls 










gers 


White Rodgers—UL Recognized and WARM AIR 
CSA Certified. = Max. element temp.: 300°F 


24 to 600VAC 


Features adjustable dial stop and 
trip-free reset lever. UL Listed. 


= Pilot-duty rated 
= Resistive amps: 15 at 120V, 10 at 240V 
= Voltage: 120/240/480 


Qi All Seb models have UL Listed and Element — acess 
™. insertion-type elements. +e: nsertion Switc nductive Inductive 
Roos i ee aie ae ea ee 
in.) @ (°F) Differentia 4 ran ode 0. 
FAN AND LIMIT oe Limit Control - Fixed Temp., Auto Reset 
No. Single-element fan and limit combina- 1% 1704 0°F Supco SHL506 2FBX3 
38Y077 tion fits applications with narrow space +7030 Buco SHLEID OFBXE 
limitations. 170 40°F Supco SHL501 2FBW8 
= is — ae Sane a 
a? Honeywell—uL Listed. 180 i upco 9 
é yw _, 180 40°F 3.5. _Supco”SHL514 2FBX8 
Element Insertion Temp. Mfr. Item 3% 3p ne supe ee ae 
Length (in.) Differential Range (F) Brand Model No. 00 40°F Supco SHL515 2FBX9 
Fan and Limit Control - Adjustable Temp., Auto Reset 710 40°F Supco SHL516 2FBY1 
5 Fan Adj. 22°F, Limit Fixed 25°F Fan 50 to 200, Limit 100 to 250 Honeywell Home L4064B2228 2E818 990 40°F Supco SHL517 2FBY?2 
5 Fan Adj. 15°F, Limit Fixed 25°F Fan 50 to 265, Limit 100 to 300 White-Rodgers 5D51-35 —_2E232 540 40°F Supco SHL504 2FBX2 
8 Fan Adj. 22°F, Limit Fixed 25°F Fan 50 to 200, Limit 100 to 250 Honeywell Home L4064B2236 2E819 50 40°F Supco SHL518 2FBY3 
8 Fan Adj. 15°F, Limit Fixed 25°F Fan 50 to 265, Limit 100 to 300 White-Rodgers 5D51-90 2E372 Warm Air Limit Control - Manual Reset 
9 — 100 to 350 White-Rodgers_ __ 416-4 — 48FX06_—s Adjustable Temp., 25° to 215°F 
11 Fan Adj. 15°F, Fan Fixed 25°F Fan 50 to 265, Limit 100 to 300 White-Rodgers 5D51-78  2E139 99; _ = 16A BA Johnson A25AN- 38Y077 
11% Fan Adj. 22°F, Limit Fixed 25°F Fan 50 to 200, Limit 100 to 250 Honeywell Home L4064B2210 2E820 = Controls _1C 
No. 
122425 | White-Rodgers: 
, Honeywell Honeywell 
Pilot and Home 
Ignition at 
Samnieie Z 





Items are LP/NG except where noted. 


No. 5AU59 is %"-dia. aluminum tubing; includes compression nut, ball 
Sleeves, and breakaway ferrule. 


No. 122418 includes PG9 pilot adapter. 


No. 2E446 has 36" armored cable leads with split-spade terminals. Includes 
mounting nut, spring clips, and PG9 adapter sleeve. 


Nos. 2EWF9 and 2EWF8 have low-mass, quick-dropout thermocouples. 


No. 
16X598 
S 
_ No. 1DKR2 
. Mfr. Item 
Description Tip Style Brand Model No. 
Pilot Assembly 

— Robertshaw 1810-100 122431 
Aerated 90° Lett Robertshaw 1820-039 122433 
90° Right Robertshaw 1820-029 122432 
Aerated, 2'L ' 20° Lett Robertshaw 1830-501 6KXD7 

Electronic Pilot Burner wit 
Safety Switch, 30VAC _ Robertshaw 1830-620 499N04 
Adjustable Honeywell _Q3451U1000 278299 
Intermittent Pilot Burner/Ignitor-Sensor Adjustable Honeywell Home Q345U1005 362439 
Batwing Honeywell _Q348U1009 279A01 
Intermittent Pilot Burner/ Flame Pattern 90° Left Robertshaw 1830-716 2EWF/ 
Ignitor-Sensor, 24"L Flame Pattern Standard Robertshaw 1830-705 2EWF6 
Lett Robertshaw 1820-019 2EWG2 
Thermopile, 750 mV, 32'L 90° Right Robertshaw 1820-009 2EWG1 


Channel Type 


Universal, 750 and 18 to 30 mV, I-Pile 


White-Rodgers PG9A38JTL24 1RC59 





94, T-Couple 18, Electrode 18'L Roberishaw —— NTO0) EMES 
Universal Ignitor/Sensor Round Robertshaw 1751-729 6KXG6 
Assembly, 24V, 2%'"L Round Robertshaw 1751-749 _ 6KXG7 
Universal Standing Pilot Burner Adjustable Honeywell Home Q314U1001 362438 
L Mfr. Item L Mfr. Item 
(in.) Brand Model No. (in.) Brand Model No. 

Hot Surface Ignitor, 120V**, Silicon Carbide 5Y% White-Rodgers 767A-370 16X599 
3% Robertshaw 41-406 6KXC5 94% White-Rodgers 767A-361 5E811 
3% Robertshaw 41-803 GEPY5 t+ 5% White-Rodgers 767A-357 5E810 
3% Robertshaw 41-410 6KXD1 5¥3 White-Rodgers 767A-366  5E813 
3% Supco IG402K 4LWU9 5% Robertshaw 41-403 1TGF6 
3% Supco IG403K 4LWX1 5% White-Rodgers 767A-365  5E812 
3%6 Supco 1G4000 4LWX2 6 White-Rodgers 767A-356 5E809 
4% — Robertshaw 41-411 5JA30 19% White-Rodgers 767A-371  16X598 
4% Robertshaw 41-409 1TGF4 Hot Surface Ignitor, 120V**, Silicon Nitride 

4% Robertshaw 41-408 1TGF3 1% Supco SSN24 4LWU6 ** 
4% Robertshaw 41-404 5JA29 2% Supco SSN4000 =4LWU8 tT 
4% Robertshaw 41-401 5JA28 2%6 Honeywell Q3200U1004 278298 * 
5 Honeywell Home Q4100C9046 48KT52 2% Robertshaw 41-411N 6EPY1 
5% Honeywell Home Q4100C9054 48KT53 2% — Robertshaw 41-802N GEPY4 t+ 
5% Honeywell Home Q4100C9056 48KT54 2% Supco SSN3000  4LWU7 tT 
5% Robertshaw 41-414 5JA31 3% Supco SSN2000  1DKR2 tT 
5% Robertshaw 41-412 1TGF5 15% White-Rodgers 21D64-5PK 30PL31 {# 
5% Robertshaw 41-405 35U238 15% White-Rodgers 21D64-2 16X597 
9% White-Rodgers 767A-373 16X602 Ignitor/Flame Rod Assembly, 24V 

5'%4 White-Rodgers 767A-372 16X601 30 Honeywell Home Q3400A1024 3UC35 * 


* NG only. ** No. 4LWU6 is 24V, and has flame rod assembly. ¢ Universal. # Pkg. of 5. 
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L Mfr. Item 
Description Voltage (in.) Brand Model No. 
Pilot Tubing 
Cut to Length — 60 Robertshaw 11-293 5AU59 
Thermopile 
200mv to 36 Robertshaw 1950-001 122418 
Pilot Generator 750mv 36 Robertshaw 1951-536 122419 
750 mV 36 White-Rodgers GQ01A-332 2E446 
Quick Connect 30 Honeywell Home Q313A11/0 36WH82 
Replacement Thermocouple 
18 Robertshaw 1980-018 — 122425 
24 Robertshaw 1980-024 122426 
Snap-Fit 30 Robertshaw 1980-030 122427 
36 Robertshaw 1980-036 122428 
48 Robertshaw 1980-048 = 122429 
18 White-Rodgers _ HOGE-018 2E166 
18 Honeywell Home Q340A1066  2E720 
18 to 30 mV 24 White-Rodgers _ HO6E-024 2E140 
5) White-Rodgers — HOGE-030 ——2Eta1 
ite-Rodgers : 4 
ereumarcyoatel 30 Honeywell Home 03401082 2E721 
36 White-Rodgers _ HO6E-036 2E142 
36 Honeywell Home Q340A1090 _2E525 
48 White-Rodgers _ HO6E-048 2E337 
48 Honeywell Home Q340A1108 36WH80 
18 Robertshaw 1970-018 122420 
24 Robertshaw 1970-024 122421 
Threaded 20 to 30 mV 30 Robertshaw 1970-030 122422 
36 Robertshaw 1970-036 122423 
48 Robertshaw 1970-048 —- 122424 
Universal 
Coaxial ODS 18 to 30 mV 27 Robertshaw 1960-027 2EWF9 
Mfr. Item 
Description Brand Model No. 
Flame Sensors 
Single Rod, 30°, 4" Female Spade White-Rodgers /60-401 46957 
Mercury, 48", Plug-In, No. 19 Bulb White-Rodgers 3098-134 1N180 
Mercury, 48", Plug-In, No. 20 Bulb White-Rodgers 3098-156 1N181 
Plug-In, Sleeve Covered, 125V White-Rodgers 30A46-105 48FX08 
Plug-In, Stud Mount, 125V White-Rodgers 30A46-5 48FX07 
Hot Surface Ignition, For Mfr. No. 0130F00010 Supco FLSO10 —_ 48XL37 
Hot Surface Ignition, For Mfr. No. LH33WZ514 Supco FLSO13 —_ 48XL38 
Hot Surface Ignition, For Mfr. No. LH33ZS004 Supco FLSO14 —_48XL39 
Hot Surface Ignition, For Heating Equipment Supco FLS201 _ 48XL40 
Hot Surface Ignition, For Mfr. No. 62-25343-01 Supco FLS301__ 48XL41 
Hot Surface Ignition, For Mfr. No. 760-401,PFS401 Supco FLS401 48XL42 
Hot Surface Ignition, For Mfr. No. 025-27773-/00 Supco FLS/00 _ 48XL43 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 






 payny GRAINGER White-Rodgers: 
APPROVED se * ¥ Davt . 
= : aycon 
Snap-Disc Controls and. suDY4 APPROVED 


® 


Electric Sequencers 





HVAC & REFRIGERATION 
Snap-Disc Controls & Relays 





Honeywell Honeywell 









= Quick-connect terminals Snap-Disc Home 
Provide fast or time- Controls 2 | 
delayed control of startup = Mounting: Electric Sequencers Magnetic and gran 
and shutdown sequences.  Multipositional «= 24V input control Transformer 
UL and C-UL Recognized. = Pilot duty: 125VA at 120/480V Cc lai S 
ombination Relays 
Switch Switch 
closes @ (°F) ach ae a closes @ (°F) een tome Item | Snap-acting for remote control of air conditioning, heating, and ventilation 
Snap Disc Controls Limit, Rollout, Manual Reset systems, motors (up to 11% HP), tools, and other electrical devices within ratings. 
Adjustable Limit, Automatic Reset = 135 120 to 240 6UEC1 
EGE Bese taal ume = 18) 1377 AIEES | SureSit 
SCRA aaa ESA a 10 SureSwitch™ Relay—Microprocessor- Enclosed Fan (Heavy Duty)— 
170 to 210 210to 250 120t0240 6UDY6 — 200. 120to 277 6UEC4 es ‘i 
210 to 250 250to 290 120t0240 6UDY7 — 220 120 to 240 BUECS controlled switching algorithms reduce Yq" spade terminals. 
Limit, Automatic Reset _ to 7 j j iminati itti E . 
100 140 12010240 6UDY8 ~~ — 250 120t0 240 euecs | @'CINg, virtually eliminating contact pitting — ggnduit Connector—Wire leads. 
15 19812010240 6UDZ0. ao oie | ono wong TRANSFORMER COMBINATIONS 
a] 4] to _ to . F 
115 130. 120t0240 6UDZ1  — 350. 120to 240 6GUED1 | AC Switching—SPST models have . 
120 135-120 to 240 6UDZ2 —_Fan and Limit binati /oush-on terminal 120V primary, except No. 2E346 is 
120 140 120 to 240 6UDZ3 ~— Fan 140 Fan 120 COMDINAGON SCrEW/PUSN-ORTeMINAIs 9A0V f it h 
Fe ae ee err emme |ercea Strom screw mounting. 
to an an ; : 
195 i45120t0 240 6UDZ6~—Limit170_Limit190_ 1200277 6UED3 | where noted). DPST models have 
130 150 120 to 240 6UDZ7 Fan screw-type line and load terminals. 
135 155: 120to 240 6UDZ8 — 90 80 120 to 240 6UED4 1 uaeaan 7 
140 180. 120to277 6UDZ9 110 90 120 to 277 GUED5 Switch Coil Full Load Amps oo 
140 180. 120to240 6UEAO 120 110. 120to 240 6UED6 Magnetic Type Volts _@120V@ 240V__— Brand Mode 0. 
he e3 ie tp a EAD i 13 i io sal aH SureSwitch™ Relay, Universal Compressor Contactor 
150 190 120to277 6UEA3 150 130 120to277 6UED9 Electronic 24 — __40_White-Rodgers__49P 11-843 36L351 
155 175. 12010240 GUEA4 160 140. 120to 277 6UEEO | -AC Switching 
160 180 120to240 6UEA5 Adjustable Fan SPDT 24 i = GA = ae 
160 200 120to2/7 GUEAG 90to130  /0to110 120to240 6UEET SPDT 120 ——— GA = oMMAG 
160 200 120to 240 GUEA7  140to180 120to160 120to240 6UEE2 SPDT 208/240 12 6 GA = GACH4 
185 225  120t0 240 GUEA8 Surface Mount SPDT 7 GA = oMMAt 
210 250 120to0240 GUEA9 — Surface Mount Conversion Bracket 6UEE3 DPST 24. — 80 GA = OMMAS 
260 300 120 to 240 6UECO aeey fy — 2-8 a ——__ here 
Main Main Aux. Aux. DPST 120. 12 6 GA = 6ACH6 
Switch Switch Switch Switch DPST 508/240 12 6 GA — 6ACH7 
OffTime OnTime No.of OnTime OffTime No.of OffTime OnTime Item DPST 40 — 20 GA — BMMA7 
moe § (sec.) Switches (sec.) (sec.) Timings (sec.) (sec.) No. DPDT 54 19 6 GA _ 6AZT9 
ectric Sequencers _ 
11030 30t090 1 301090 1t030 1 11030 301090 GUEES peut aig 3 a tun 
Tto20 40to110 1 1to20 40to1i0 1 Tto20 40to110 6UEE6 DPST OA —— Dayion = 18255 
1 to 30 30 to 90 2 30 to 90 1 to 30 2 1 to 30 301090 6UEE/ DPDT a4 9 6 Honeywell Home R8222D1014 2E682 
1to20 40t0110 2 1to20 4010110 2 1 to 20 410110  6UEE8 DPDT oq 12 6 White-Rodgers 90-340 4E943 
1t0110 1t0110 3 110110 1to0110 3 1to110 1t0110 6UEE9 DPDT 115/120 12 6  White-Rodgers 90-341 4E944 
1to110 1to0110 4 1to110 1to110 2 1to110 1to110 6UEFO PDT 908/240 12 6  White-Rodgers 90-349 4E945 
Enclosed Fan (Heavy-Duty) 
* SPDT 0-148 aA BAU 
: PDT — 5 
GA Sic) I< A. SPDT 77148 GA = 6AGJ1 
APPROVED qq “contrors Sor 20g2m ue 8 GA — BAZUG 
1 SPNO 120 14 8 GA = 6ACH8 
Potential Relays SPNO 208/240 14 8 GA — 6ACH9 
Use to start 1-phase, capacitor-type motors in air SEH OFSPH ot ae = ae 
conditioning and refrigeration applications. SPNO/SPNC 120.14 8 GA — 6ACJ2 
SPNO/SPNC 208/240 14 8 GA — 6ACJ3 
Supco—Replaces most potential relays with 130 to saul z é 8 White-Rodgers 90-2880 4r659 
F ‘ : ite-Rodgers - 
270V pickup. Contacts will open after 1 to 1.5 sec. if SPDT THEO 8 8  White-Rodgers 90-2940  4E941 
the motor does not start. SPNO 24 8 8  White-Rodgers 90-2900 _ 4E658 
No. 4MG77 SPNO/SPNC 24. ‘12 8  White-Rodgers 90-380 _1N185 
Coil Voltage @ 60 Hz Mfr. Item Conduit Connector Enclosed Switching 
Pick-Up _Drop-Out Max. Hold Brand Model No. DI ca 24 16 8 __White-Rodgers 8A04-1 2E461 
eo son eh = EM—oiterental | Sanaa 
166 to 180 100 to 70 332 GA — 5MLy9 voltage-sensing, SPST Normally Open (NO) 240. — 12 White-Rodgers 24A01G-3 _2E346 
18016908 130 a 80 150 a = aMLZ8 universal motor- et mount feyerente aaa 2 51H ITA RAS9A1074  2E866 
189 to 205 to — 5 : oneywell Home 
212 to 235 121 to 60 420 GA — 5MLz2 Starting relay. Rated 2 SPST plus 1 PowerpileSPST 24 74 — Honeywell | R8845U1003 278Y75 
260to 275 100to 50 332 GA — 5MLZ3 50 amps @ 110 to 1 SPDT plus 1 Powerpile SPST 24 8 — Honeywell  RASS9A1001 278Y74 
260 to 2/5 135 to 60 500 GA — 5MLZ4 970V 50/60 Hz. N 4x4 Junction Box Mount 
Sigs tietoe S00 — Sk —— = BME user adjustments or | ~Seer ——— 
to 35 9 to = user adjustments or = 
Adjustable Adjustable Adjustable Supco APR- 4MG/7 ired DPDT 24 12 6 GA = 6AZH6 
Automatic Automatic 502 ICM ICMUMSR-50B 1eCC9 Sizing required. SPDT 24 12 6 Honeywell Home R8285A1048 4E393 
Time-Delay Relays ICM. 
Feature control knob for adjustable No. 4E235— 
time range. 0.25" quick-connect Prevents compressor startup due to 
terminals; 1-hole mounting. low line voltage/power failure. Input 
. ; . Time Contact Mfr. Item 
input voltage operation of 18 to No. 4E890—Provides an Off delay Delay an Make A rs ie Ob 206. 12 eee qEea4 
240VACNVDC. 2-wire hookup. For to allow fan to continue running in Ney on Break/ Lockout Adj 180 to 600 Sec. 15 ICM206 4E235 
compressor protection and staging. _ forced air systems. 18 to 30VAC. Post-Purge Adj. 12 to 390 Sec. 1.0 ICM253_4E890 
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2 Honeywell 
echt Home 
YA Allanson IGM. 


No. 
23M557 








Oil Primary Controls, 
Ignition Transformers, 


and Electronic Ignitors 


OIL PRIMARY CONTROLS 

= 120VAC, 60 Hz 

= Order flame sensor/detector separately 
Controls shut down burner on loss of flame 
or system malfunction. 






No. 
4NU99 





No. 3AAD7—Features limited recycle and 





« No. 23M547 ; 
No. 23M548 No. 3AAE1 reset, valve-on delay, welded relay protec- 
fisaia Mounting Safety Switch Mir. tem ‘von, 3 status lights, and 24VAC terminals. 
Description Voltage Type Timing Brand Model No. Use with GeniSys™ Display No. 3AAD8 
Oil Primary Controls niversal programmin jaanosti 
Interrupted or Intermittent Ignition 120VAC Conduit Box 15 sec. Beckett 7505B1500GU 3AAD7 = eat sal a g/dlagnostic 
Interrupted or Intermittent Ignition 120VAC Junction Box Settable 15, 30 or 45 sec. Honeywell Home R/284U1004 6HMJ3 CcOntrouer. 


Intermittent Ignition, High and Low Limit 120VAC Horizontal Boiler Mount 45 sec. Honeywell Home R8182D1111 2E865 . . 

Gas Burner Ignition Transformers No. GHMJ3—Universally compatible 
Industrial Burners 120VAC Slotted Plate — Allanson 542-A _ 25DU87__—scontroller has field-adjustable valve- 
Industrial Gas Burners 120VAC Slotted Plate _— Allanson 1092-F 23M557_— gn delay and 2-line diagnostic LcD 

Piatt Gas B 120VA lotted Plat — All 1092- 23M ie on 
ee: ° = umes voovac W204 mounting ae pene a EnviraCom™ communication-ready. UL and 
eee studs, one ground _ suis eu ie C-UL Recognized Component. 
Power Flame Gas Burners 120VAC %4-20 x 1" Mounting Studs = Allanson 1092-PF 23M559 a 
ONE ere Gass une) & 120VAC i elas _ Alanson 1092-  23M561 No. 2E865—Combination primary and 

CU Biarnendl nla ranetunare hydronic control with solid state control 
Beckett A, AF, AFG Oil Burners 120VAC End Hinge = Allanson 2721-628G 23M552 Circuit and external low-voltage terminals. 
Wayne HI Speed M/MH Oil Burners 120VAC End Hinge = Allanson 2721-619 23M553_—s{t has circulator control and includes well 
Carlin 99, 100/1, CRD Oil Burners 120VAC End Hinge — Allanson 2721-630 23M554 | 
Wayne E Oil Burners 120VAC Side Hinge = Allanson 9721-620 23M555 adapter and heat-conductive compound. 
Universal Ignition Transformer 120VAC — — Allanson 421-B1636 23M556 UL Recognized, CSA Certified. 

Wayne M Oil Burners 120VAC —_ Hinge Replacement _ Beckett 51825GU 4NU99 

Wayne E Oil Burners 120VAC Hinge Replacement = Beckett 51827GU  4NY10 'GNITION TRANSFORMERS 

Beckett A Oil Burners 120VAC Hinge Replacement — Beckett 51771GU 4NY11__— = Gas units are 120VAC, 6kV secondary, 
Oil Burners 120VAC — — Beckett 51838GU 4NY12 

Oil Burners 120VAC Bracket 15 sec. ICM icMi501savk27_-- 90/60 Hz, 20/25mA, 1 end grounded 
Beckett S Oil Burners 120VAC End Hinge = Allanson 2721-605 25DU82_ ® Oil units are 120V primary, 10kV 

Wayne Blue Angel Eagle One 120VAC 8-32 x ¥%" Mounting Studs — Allanson 2721-647 25DU83 secondary, 60Hz, 23mA, MPG 
Wayne Oil Burners 120VAC 4 Mounting Holes in Plate = Allanson 2721-668  25DU84 : 
Beckett A, AF AFG Oil Burners 240VAC End Hinge = Alanson 2744-6286 25DuU85 UL Listed. 

Wayne Oil Burners 240VAC 4 Mounting Holes in Plate — Allanson 2744-668  25DU86 

Gas Burner Ignitors Beckett—Feature peak voltage up to 
Gas Burners — — — Allanson 2260-TP 25DU89__ twice that of larger, heavier iron-core trans- 
Gas Burners : = — — Allanson 2265-TP 25DU90 formers. UL and C-UL Recognized. 

Oil Burner Ignitors V ori kV k 
Beckett A, AF, AFG Oil Burners 120VAC End Hinge = Alanson  2275-628G 23M548 @ 120V primary, 20kV pea 
Wayne HI Speed M/MH Oil Burners 120VAC End Hinge — Allanson 2275-619  23M549 secondary, 15 to 30 kHz 
Carlin 99, 100/1, CRD Oil Burners 120VAC End Hinge = Allanson 2275-630  23M550 
Wayne E Oil Burners 120VAC Side Hinge — Allanson 2275-620 23M551 OIL BURNER IGNITORS 
ued epeeenel 120VAC Existing Mounting Plate = Allanson 2275U -23M547 | 
Oil Burner Ignitor - ‘ Allanson—vUL Recognized. No. 23M547 

I. em . P : 
Description For Use With Brand Model No. universal replacement ignitor mounts onto 

" mniSys(TM) Lockout Al Mfr. No. 7505B1500GU Beckett 52040GU 3AAD9 any Prsyloue y instal eu anita Meuoe 

enloyS OCKOUT Alarm r. NO. e€CKe F = Alina 
Adding A/C Capability to Existing Furnace or Boiler with any Ing plates; eliminates the need for extra 
A/C Ready Kit Honeywell R7184 or R8184G Oil Primary Control. Replaces Beckett 51950GU 3AAE1 mounting plates. 


Honeywell Mfr. No. R8184M when used with Beckett 7505 
Flame Sensor, Cadmium Sulfide Oil Fired Furnace Control Systems 
Replacement Plug Flame Sensor Mfr. No. R8184G4025, R8182D1111, R7184U1020, R8184G4009 


= 120V primary, 17.5kV peak 


Honeywell Home C554A1463 1D294 
secondary, 50/60Hz, 45mA 


Honeywell Home 130367 _2E523 


Transformer/Ignitor Tester (2) Pole Electronic Ignitors and Iron Core Transformers Allanson SC-2100 23M560 
High-Efficiency Oil Burners Bechet 
= 120V 


= 15-sec. prepurge 

= Use with No. 1 or No. 2 heating oil (ASTM D396) only 

= Nozzles not included 

Feature 1/7-HP PSC motor with automatic reset overload protection, 3450 rpm, 

al Air Tube Mfr. ‘Item and adjustable mounting flange. Each includes low-fire baffle, assorted heads, 

ort Sater ny Nome Used Length made anual static plates, integrated solenoid valve, electronic oil ignitor, and single-stage 

0.4 to 3.0 Determined by Nozzle Used 9" -B2503  4NU9B pump. For air tube combinations, nozzles, and accessories, go to Grainger.com® 
and search for Beckett. UL and C-UL Listed. 





Burner Type 
Complete Flame Retention 
Complete Flame Retention 
Without Nozzle or Air Tube 


0.4 to 3.0 Determined by Nozzle Used —  B200/GU 3AAC2 


Oil Burner Pumps 
» 120V 





@WD” industries incorporated 






= 1- or 2-pipe systems No. 4NY16—Includes ere = pulustble sean Bead aie om 
: : escription ange ran oae 0. 
Nos. 4NY15 and 4NY13—Can lift Integrated solenoid valve. -+-stage ajva7i12 100 to 150 1725 Suntec PFIOSN2GU 4NY15 


P 
3 
1-Stage A2VA7116 = 3 
4 
7 


7 hace aa 100 to 150 3450 Suntec _PF103N2GU_4NY13 
No. —_ oll up to 8 ft. in 1-pipe system, up to No. 6TFC9—Can lift oll up stage AZEAG527 100 to. 200 3450 Beckett _PF10322GU 4NY16 
4NY13 = 14 ft. in 2-pipe system. to 18 ft. in 2-pipe system.  _2-Stage B2YA8916 100 to 200 3450 Suntec PFI07N2GU 61FC9 
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Motorized = Honeywe'! Motorized 24y  _@2co 
2 AV [KI d [7 oni c fal on eywell Comfort @f Solutions® 
-} No. 
: ‘4 an Hydronic Zone Valves eae 
one valves White-Rodgers: = Max. water These Taco® Zone Sentry valves can 
= Max. water temp.: 200°F temp.:220°F be used in applications including 15 
(except where noted) = Snap-in psi geothermal steam, heating systems, or in chilled water 
Manual lever provides valve operation during connectors where condensation is present. The actuator can be replaced 
power failure. Use with 2-wire controls, . On power and _ in seconds. Ball valve design installs in any orientation. 
except 3-wire for Nos. 2E163 and 2E164. arante end switch Valves feature quick-connect wiring, multi-function LED, 
Connec. Coefficient —_ Electrical Mfr. Item manual override, and end switch. 
Type/size (in.) Type of Volume Connec. Brand Model No. i evsize ii ) ct tae ae a 
alves ype/olze (in. ype of volume oae QO. 
Flare Y2 NC 3.5 18 in Leads Honeywell V8043A1003  279C01 Valves 
NPT % NC 3.5 18 in Leads Honeywell V8043A1227 279A79 2-Way, NC, Closed System 49 Z05012-3 12M803 
NPT% —-NO-—3.8 {8 mLeads Honeywell V8043B1076 279C12 WPT? S:Waye Closed System. +5 2050733 1M 
5 in Leads oneywe i 7 -Way, Closed System ; - 
NPT 1 NC 10 18 in Leads Honeywell V8043E1137 279007 2-Way, NC, Closed System 10.3 207512-3 12M804 
NC 3) 18 in Leads Honeywell V8043E5004 279013 2-Way, NC, Geothermal System 10.3 VO7512G2ZA02404A2 _12M816 
Sweat 1 NC 3.5 18 in Leads Honeywell V8043A1011 279A80 NPT3%,  2-Way, NO, Closed System 10.3. V075T2A2Z7B02404A2 _12M810 
Weal “TIC 3.5 18 in Leads Honeywell V8043E1004 —279A90 eal WG, Geothermal System 10.8 VorsT2G27802404A2 2M822 
NO oo 18 in Leads Honeywell V8043B1019 2/79A82 -Way, Closed System - 
NC 3.5 18 in Leads onaywel Home \8043A1029  2KKN7 3-Way, Geothermal Systems 4 VOrSTSGIZAO2AGAA? (M828 
NC 35 18 in Leads Honeywell Home V8043E1012 2E/8/  * -Way, NC, Closed system - 
NC 3.5 18 in Leads Foneywall V8043E5012 279004 2-Way, NC, Geothermal Systems _8.9 V100T2G2ZA02404A2 12M817 
NC 3.5 18 in Leads Honeywell V8043A5029 279608 NPT1  2-Way, NO, Closed System 8.9 V100T2A2ZB02404A2 121811 
sven s AE 5 SRLS el Veneas) — Si A ae mm me 
weat % in Leads oneywe “Way, y z 
NO 3.5 18 in Leads Honeywell V8043B1027 279A84 2-Way, NC, Closed System 49 2050C2-2 12M799 
NC 23.5 ‘Terminal Board White-Rodgers 1311-102 2E163 2-Way, NO, Closed System 49 V05002A2Z7B02404A2 12M806 
NC 23.5 Terminal Board White-Rodgers 1361-102 44R201 + Sweat 2-Way, NO, Geothermal System 49 VOs0C2627B02404h2 (M818 
NC 35 Terminal Board Honeywell V8043F1036 279A73 -Way, Closed System - 
NC 8 Terminal Board Honeywell V8043F1093  279C03 su agotnecmal eystem ie ar tear emer 
NC 30 18 in Leads Honeywell V8043E5020 279011 -Way, NC, Closed System - 
NC 3.5 18 in Leads Honeywell V8043E1020 279A94 Sweaty 2 Way, NC, Geothermal System 10.3 VO75C2G2ZA02404A2 12M813 
NC 8 18 in Leads Honeywell V8043E1079 279A98 2-Way, NO, Closed System 10.3. V075C2A2ZB02404A2 12M807 
Sweat 1 NC 37.0 Terminal Board White-Rodgers 1311-103 2E164 + 3-Way, Closed System 45 2075C3-2 12M832 
NC 3.5 Terminal Board Honeywell V8043F1051 279A91 2-Way, NC, Closed System 8.9 2100C2-2 12M802 
NC 8 Terminal Board Honeywell V8043F1101 279017 See Ne aeothermar System oe vA Fa Satan Pe 
ms ? P re . ° “Way, _LIOSEd oyStéM : 
Integral end switch for sequencing auxiliary equipment. ¢ 240°F. Sweat 1 5-Way, NO, Geothermal System 39 VI00CIG27B02404A2 121820 
Mfr. Item 3-Way, Closed System 4.5 Z10003-2 12M833 
Description Brand Model No. 3-Way, Geothermal System 45 V100C03G1ZA024Q4A2 12M826 
Replacement Parts Mfr. Item 
Motor, For use w/ V8043A Zone Valves Honeywell Home 802360JA 2KKN3 Description Model No. 
Motor, For use w/ V8043A Zone Valves Honeywell 802360UA 279A69 Actuator Heads 
Head, 24V, For use w/ V8043F Zone Valves Honeywell 40003916-048 — 279A68 NO, 24V 2B02404A2 12M830 
Head, 24V, For use w/ V8043E Zone Valves Honeywell 40003916-026  2/9A6/ NC, 24V ZA02404A2 12M798 
Water and Steam System Air Vents Honeywell ¢ (jBell & Gossett Saran ha 
= Max. temp.: 240°F (except where noted) Ho a xylem brand Comforter Solutions® 
Honeywell Home—PV Series feature no-clog Bell & peace except No. 4NU9S has 6 Sw: & Hydronic 
vent top; eliminates leaking. 360° adjustable port settings. Nos. 4NU93 and 4NU94 have horizontal pipe y oom D- 
collar ring. Thermoplastic float with debris baffle. fittings; Nos. 4NU95 and 4NU96 have vertical pipe fittings. 
EA Series have vent cap with leakage guard. Taco—Remove unwanted air from closed loop heating see ai: fait 
Float/valve assembly is removable for servicing. 4d cooling systems. ve vene ome (psi) ‘Material Brand Model _No. 
iti eam Air Ven 
Built-in vacuum breaker and shut-off valve. ve (M)NPT Angled 10 Plated Brass Bell & Gossett 1A 4NU93 
Max. 6 psig 
: ‘ wore ‘i , pean steak ; oo Automatic Ye" (M)NPT Angled BP ey Plated Brass __ Bell & Gossett 40 4NU94 
ype onnection psi ateria ran ode 0. ressure 
Hydronic Air Vent Ye" (M)NPT Straight 10 Plated Brass Bell & Gossett 4] 4NU95 
Ye" (M)NPT 90 Thermoplastic Honeywell Home Ea a eye 31Z95 * va Aicce NPT Straight 10 Plated Brass __ Bell & Gossett 43 4NU96 
Ya" Sweat 125 Bronze _ Honeywell Home PV0/5S/U 2RB54 ydronic Air Eliminators 
Automatic s7n (M)NPT 150 Brass Shell Honeywell Home EA79A1004 31296 + Yq" (FYNPT 150 Brass Taco 49-0751-2 20HJ63 
12" (F)NPT 125 Bronze _ Honeywell Home PV150/U — 2RBO/ fa" (F) Sweat 150 Brass Taco 49-075C-2 20HJ68 
Autoniatie fa" Ca 150 BrassandSS_ Bell & Gossett 78 2CMH7 + if PYNPT 130 pass ice a aes eu ee 
Ya" (M)NPT or : 3 rass aco - : 4 
Float" (F)NPT “ _BrassandSS Bell& Gossett 79 = 20MHB+ —aitomatic TA" Sweat 150 Brass Taco 49-125C-2 20HJ70 
Fle Inet Sten 7 ieee 18) Bas 
ressure i 2" Sweat 4) rass aco -150C- 1 
Automatic Hr eterso ®NPT 250 CastIron Bell & Gossett =» 792, ANUS # 1" (F) NPT 150 Brass Taco 49-1501-1 20HJ66 
Float 2" (F) NPT 150 Brass Taco 49-2001-2 20HJ67 
* 230°F. ¢ 250°F. # 300°F. 
High-Capacity Thermostatic Radiator Actuators and ValveS = ®peeqcranceg Honeywell 
Provide precise, automatic control of room temperature in Programmable Radiator Controller—Energy-saving unit APPROVED [1OMe 
2-pipe systems. fits most standard radiator valves. Honeywell 
Actuators—Continually monitor and adjust room Body Max. Pressure Pipe Mir. tem 
temperature. vane Water/Steam Connec. Brand Model No. e 
alves 
Valves—Threaded tailpiece. Parts are replaceable on aoe ibe AD BS all ai a = ert 
. . . . 4 = 
in-service, in-line valves under pressure. Angle 150 psi/15 psi_% in FPT Honeywell Home V110E1004 3UD05 tf 
onevweut ome cage g/18 5s. tuneet Gael VIGE00 21 Yj 
ngle 20 psi/15 psi in oneywe r 
Capillary Temp. Mfr. Item (Temp. Item Horizontal ; . . _ i 
Description Length |Range Model No. (Range No. Angle 142 psi/l2 psi_Y2 in FPT GA 10L951 Sa “A pr aeneee 
sree ran ay 150 psi/15 psi vinFPT Honeywell  V110F1002 279A30 
& Setpoint 79°F T104A1040 sUC67 | — = Horizontal 150 psi a_i Temp. Mfr. Item 
psi/15 psi %4inFPT Honeywell © 110F1010 279A29 
Remote Sensor 80 in 43 to T104B1038 3UC68 48 to 101943 Angle Range Brand Model _ No. 
é setpount ie ee etvalant 1 pst psi v in Eby Honey wer ome anna te Programmable Hadlator Pontrol’er, Threaded 
emote Sensor, . to to traight 150 psi/15 psi %4 In oneywell Home ° ° oneywe 
Integral Setpoint 8910 | 7gop T104F1512 SUCE9 | Foo¢ 10L944 =~ ci ight 450 psi/15 psi_1inFPT Honeywell V110D1016 279A32.°7 F '0122°F oe §=— ROO 4BKT45 
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HVAC & REFRIGERATION 
Steam Traps & Strainers 

















© No. {Bell & Gossett 
rae a xylem brand 
No. 
2CMD7 : Nicholson 
, Max. (F)NPT Wt | A CIRCOR Energy Brand 
perating r. tem w No 
si) Connections Bra Model No. a : m Tr 
rier fa Thermostatic Gast pa (2) Pipe, (1) Inlet and (1) Outlet No. 2CMG2 4DXN4 No. 4NU76 Stea aps 





. I Bell é Gossett - FTOreC 6 acm? Control steam and condensate move- 
15 psi 5 Te Ce OTS OCHS ment to maximize removal of latent heat 
ws Bel é Gossett LED 68 as from steam for efficient system opera- 
30 psi WA Bell & Gossett FTO3OC-6  2CMD3 tion. Stainless steel internal components. 
75 psi —ae Boe Goce FTOve@eaeMba—_ Float and Thermostatic—traps meet Mil. Spec. WW-T-696-E Type VI, Class 1-5, except No. 402W71. 
Bell & Gossett FI125C-5 —_ 20MD1 


Inverted Bucket—Inlet and outlet pipe connections are on the same level. Removable covers have 


125 psi TV; 
Fl d Th tat fam , (4) Pipe, (2) Inlet and (2) Outlet 
aban a Se Pr } O1sH-3 a 4NUS9 valve linkage and seat attached. Meet Mil. Spec. WW-T-696-E Type |, Style B, Class 1-7, except items 


ll & Gossett 


15 psi ay el &.Gosselt FBI NUCH with Mfr. Model number having a BO prefix and No. 402W85. 
Ve Ber : gosselt SES ANd Thermodynamic—Compact traps handle water hammer and superheat; install easily in any position. 
i Bell & Goscett  ETO30H-2-ANUT~_ Audible discharge makes checking operation simple. For use in kettles, steam main drips, and steam 
0 PSI — 47a Gossett Frosors—2emes— acing: 
4 e ossett - ; ; ; ; 
75 psi % Bell & Gossett FTO7oH3 ANUG2 Thermostatic—Balanced-pressure stainless steel thermostatic element automatically adjusts to 
: @ ossett : : i 
eee 7 Bell & Gossett FTOV25H-3 4NU63~ Varying pressures. Meet Mil. Spec. A-A-60001 Type V, Style A, Class 1 and 2, except No. 402W98. 
p 1" Bell & Gossett FT125H-4 2CMC7 Mfr. Item 
Inverted Bucket (Cast Iron) For Use With Includes Brand Model No. 
125 psi Yo" Bell & Gossett B11255-2 —_ 4NU78 Replacement Parts 
P 7 Bell & Gossett B1125S-3  4NU71 Modules 
Inverted Bucket (Cast Iron), In Body, In Line Hoffman 1/C Bell & Gossett 600084 13E339 
30 psi ya" Bell & Gossett B1030S-3 2CMG5 Barnes And Jones 122 Bell & Gossett 600053 13E341 
75 si Yo Bell & Gossett B10/5S-2 2CMG4 D-B And Mepco 1C/1E — Bell & Gossett 600052 13E342 
p 4" Bell & Gossett B10/5S-3 2CMG6 TB-25/TH-25/TS-25 Illinois 1G Bell & Gossett 600056 13E340 
Y;" Bell & Gossett BOO80A-2 2CMD8 Warren Webster 02H/502 Bell & Gossett 600250 13343 
80 psi Yn" Bell & Gossett BOO80S-2 2CME5 Float and Thermostatic (Cast lron) 
ES eis gee fei dagger ORNS ee et 
4" e ossett : OH-5, e ossett 
yp" Bell & Gossett BO125A-2 2CMD9 FTO15H-6, 4NU69 Cover, Gasket, Float, Pin, & Element Bell & Gossett 405596 2CMJ2 
425 psi yy" Bell & Gossett B0125S-2 _ 2CME6 FTO15H-8, 4NU70 Bell & Gossett 405597 2CMJ3 
P on Bell $. Gossett Boos SEM CN eH ee eT ere See aa , Bell & Gossett 405598 2CMJ4 
4" e ossett Jo- r. No. -3,4,9 oO, -4, 
ie" Bell & Gossett BO150A-2 2CME1 _ FTO30H-3, B1030S-3, B1030S-2 Sovandacen Bell & Gossett “05601 20MJ7 
150 psi Y," Bell & Gossett BO150S-2 _2CME7 FTH-6, 4NU69 Bell & Gossett. 405602 2CMJ8 
4 e ossett - pe 10, ; 
eps Bal ost ar SE ils ge gb, 20 rare gasses om 
psi a e ossett : =o @ ossett 
Inverted Bucket (Cast Iron), Straight FT015C-6, 2CMD2 Cover Gasket, Float, Pin, & Element Bell & Gossett 405608 2CMK4 
200 psi ya" Mepco/Dunham Bush [B12-3-30G 402W85 FT075C-6, 2CMD4 Bell & Gossett 405610 2CMK5 
Thermodynamn|c, (Stainless Steel), Straight FTC-6, 2CMD1, 2CMD2, 2CMD3, 2CMD4, 2CMD9 Bell & Gossett 405634 2CML5 
Nicholson NTD600-N1B9A 4DXL7 FTC-8, 2CMD5 Paver Gane Bell & Gossett 405635 2CML6 
600 psi e Nicholson NTD600-N1C9A 4DXL8 FTC10, 2CMD6 Bell & Gossett 405636 2CML/ 
p 4" Nicholson NTD600-N1D9A 4DXL9 FTX-8, 2CMD7 Bell & Gossett 405637 2CML8 
il Nicholson NTD600-N1E9A 4DXN1 FTO75H-3, FT075H-4, 4NU62 _ Bell & Gossett 405599 2CMJ5 
Thermodynam|c, (Stainless Steel), Straight, with Strainer Mfr. No. FI125H-3, FI125H-4, FT0125H-3 Bell & Gossett 405600 2CMJ6 
Nicholson NTD600-N1B9S 4DXN2 Inverted Bucket (Cast Iron) 
600 psi er Nicholson NTD600-N1C9S 4DXN3 B1030-2, B1030-3, 2CMG2, 2CMGS Cover Gasket, Bucket, Pin, & Seat Bell & Gossett 405619 2CML9 
i Nicholson NTD600-N1D9S 4DXN4 20 psi Inverted Bucket, BO020A, BO020S Bell & Gossett 405614 2CMP7 
Nicholson NTD600-N1E9S 4DXN5 B1125-2, B1125-3, 4NU71, 4NU78 _ Bell & Gossett 405613 2CMK9 
Thermostatic (Bass) Angle BO Bell & Gossett 405618 2CML4 
Bell & Gossett 17-C-A-2-25 4NU75 B1075-2, B1075-3 Bell & Gossett 405620 2CMN1 
95 psi B Mepco/Dunham Bush _1E-APG —_ 40298 Thermodisc (Stainless Steel) 
p ya" Bell & Gossett 17C-A-3-25 2CMG8 TD6523, 4NU65 5 Replacement Discs Bell & Gossett 405622 2CMN3 
JE——Ball & Gossett BC-Bd-198 —ANUT2 ~~ Mio: ToC -he 5, 170-8205, 170-V2 
a e ossett -A-2- r. No. 1/-C-A-2-25, 1/C-S-2-25, 1/0-V-2- ; 
125 psi Bell & Gossett 8C-A-3-125 ANU73. _25, 17C-A-3-25, 17C-S-3-25, 17C-A-4-25 Thermostatic Element Bell & Gossett 405628 2CMIN9 
i Bell & Gossett 9C-A-4-125 — 2CMH2 Pilot Regulator 
OED ee ota h Gesselt 17C-S-3-25 _2CMH1 ec een i: ce 
4 =O-0= - 
125 psi y4" Bell & Gossett 8C-S-3-125 4NU74 SPS Spring Pilot, 4NU80, 4NU81, 4NU82 1 Pressure Plate, 3 Diaphragms (use Spence ae 2CMP2 
Thermostatic (Brass), Straightaway Swivel only 2 pcs. on SPS-30 & SPS-60), 1 
20 Dsl YA" Bell & Gossett 17C-S-2-25 4NU76 Stem, 1 Screen, 1 Disc, & 2 Stem Nuts 
Thermostatic (Brass), Vertical Vacuum Breaker (Brass) 
5 psi yy" Bell & Gossett 17C-V-2-25 4NU77 62, 4NU79 One O-Ring Bell & Gossett 405633 2CMP5 


£3 Bell & Gossett 
a xylem brand 


ny" Strainers 


Remove harmful pipeline debris to 
safeguard valves and pumps. Screen size: 20. Rated for 400 psi 
water. Steam pressure: cast iron 250 psi, cast brass 300 psi. 





ENG 








Pilot Regulators 





Pressure pilot springs are interchangeable. Feature Connec. Housing Mfr. Item 
: : Type Material Model No. 
Stainless steel components and a removable strainer. H5C - 1 ANUa4 
Max. operating pressure: 250 psi. 415C - 3" 4NU85 
Pressure ; AI9C - 14 ANU87 
Adjustment Pilot Valve Mfr. Item FNPT x FNPT 415C - 174" 4NU88 
Range Spring Color Model No. 4150 - 2° 4NU89 
2 to 30 psi Blue SPS-30 4NU80 4206 - 7" 4NU90 
5 to 60 psi Red SPS-60 4NU81 Cast Brass 4200 - 73" 4NU91 
20 to 175 psi Gold SPS-175 4NU82 420C - T" 4NU92 
{Bell & Gossett 
Vacuum Breaker seven Cen 
Improves condensate removal and prevents poor equipment performance. Adjustable from 14" to 20" Connection ‘Waterialat Mir item 
Hg vacuum. Rated for 150 psi. Max. temp.: 366°F. Size Type Construction _ Model No. 
Va MNPT Brass 62 4NU79 
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GRAINGER CHOICE”° HVAC & REFRIGERATION 
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Universal Electronic Water Level Controllers (72877 controis: 


Provide precise control that compensates for wave action and manages water levels to within /" of operating 
range. Sensor rods will not plate foul or deteriorate, no matter the water quality. Digital circuitry easily inte- 
grates with existing building automation systems. Modular, quick-connect design. Control panel has water level 
and fault indicators and diagnostic self-test button. 15-yr. duty cycle. NEMA 4X enclosure. For cooling towers, 
water and stormwater holding and storage tanks, irrigation lakes, and sewage water systems. 894"H x 10%"W 
x 6"D. Each includes 20"L x 3" dia. PVC pipe containing 1%" stainless steel probes, 50-ft. sensor wire, mounting 





bracket, and U-bolts. ETL Listed. Input 
Voltage Operating Switch Mfr. Item 
Sensors Incl. 50/60 Hz Range Type Model No. 
Fill Height Only 110VAC 1¥2" SPS] WLC3000-120VAC 4GHK3 
Fill Height w/ High Level Alarm 110VAC 1% and 3" (2)SPST | WLC4000-120VAC 4GHK4 
Fill Height w/ Low Level Alarm 110VAC Y and 6" (3)SPST = WLC4500-120VAC 4GHK5 
Fill Height w/ High & Low Level Alarm 110VAC 1%, 3, and 6" (3)SPST = WLC5000-120VAC 4GHK6 
Fill Height w/ High & Low Level Alarm & Low Heat Cut Off 110VAC 1%,3,6,and10" (4)SPST = WLC6000-120VAC 4GHK7 = 
Fill Height Only 220VAC 1¥," SPST WLC3000-220VAC 4GHK8 \ , No. 4GHK3 
Fill Height w/ High Level Alarm 220VAC 1% and 3" (2)SPST = WLC4000-220VAC 4GHK9 Cy» : 
Fill Height w/ High & Low Level Alarm 220VAC 1%, 3, and 6" (3)SPST — WLC5000-220VAC 4GHL1 
Fill Height w/ High & Low Level Alarm & Low Heat Cut Off 220VAC 114,3,6,and10"  (4)SPST |= WLC6000-220VAC 4GHL2 
Shell and Tube Heat Exchangers Standard Xchange’ 
BRASS 316 STAINLESS STEEL 
= Max. working pressure: shell side = Max. working pressure: shell side 225 psi; tube side 150 psi 
300 psi; tube side 150 psi = Max. temp.: shell side 425°F; tube side 425°F 
= Max. temp.: shell side 300°F; tube side 300°F 
Max. BtuH BRASS 316 STAINLESS STEEL 
(Water to Max. BtuH (Oil H L W Mfr. Item Mfr. Item 
Water)* _ to Water)** Connection (in.) (in.) _(in.) Model No. Model No. 
240,000 12,700 Shell 1" NPT, Tube 34" NPT 48 10.375 4.5 | SN503003008005 5INV3 | SN516003008006 5TNW4 
270,000 28,000 Shell 1" NPT, Tube 34" NPT 48 17.125 4.5 | SN503003014005 5TNV4 | SN516003014006 5STNW5 
330,000 56,000 Shell 1" NPT, Tube 34" NPT 48 27.125 4.5 | SN503003024005 5TNV5 | SN516003024006 5TNW6 
525,000 42,700 Shell 1%" NPT, Tube 1° NPT is 18.812 6.75 | SN503005014005 5STNV6 | SN516005014006 5STNW7 
1,350,000 134,000 Shell 2° NPT, Tube 1%" NPT 8375 29.125 7.75 | SN503006024005 5INV7 | SN516006024006 5TNW8 
1,600,000 239,000 Shell 2" NPT, Tube 1%" NPT 8.375 41.125 7.75 | SN503006036005 5ITNV8 | SN516006036006 5TNW9 
2,400,000 280,000 Shell 3" NPT, Tube 2" NPT 11 30.625 10.5 | SN503008024005 STNV9 | SN516008024006 5TNXO 
2,/50,000 400,000 Shell 3" NPT, Tube 2" NPT 11 42.625 10.5 | SN503008036005 STNWO | SN516008036006 5TNX1 
3,100,000 516,000 Shell 3" NPT, Tube 2" NPT 11 54.625 10.5 | SN503008048005 5TNW1 | SN516008048006 5TNX2 


3,450,000 631,000 Shell 3" NPT, Tube 2" NPT 14 66.625 10.5 | SN503008060005 STNW2 | SN516008060006 5STNX3 
3,800,000 _ 649,000 Shell 3" NPT, Tube 2" NPT 14 78.625 10.5 | SN503008072005 STNW3 | SN516008072006 STNX4 


* Based on cooling 180°F water with 85°F cooling water and 10 psi pressure differential. ** Heat removed for max. flow (150 SSU oil @ 100°F) 
exiting @ 120°F with cooling water @ 85°F and 10°F rise. 


Brazed Plate Heat Exchangers 4) Bell & Gossett 








= Max. pressure: 435 psig design (Nos. GRGF1 to 6RGF6 are 390 psig design) = Temp. range: -40° to 300°F a xylem brand 
Max. BtuH* Max. Max. COPPER, ASTM 316L STAINLESS STEEL NICKEL BRAZE, 316L STAINLESS STEEL 
(Water BtuH** (Oil BtuHt (R22 W H L Mfr. Item H L Mfr. Item 
an Water) toWater) to Water) Connection (in.) | (in.) — (in.) Model No. (in.) (in.) Model No. 
i 
135,000 12,725 — 1" MNPT 4.37 | 12.2. - 1.37 BP410-10-LCA 2NXR4 | 12.2 1.64 BPN410-10LCA 6RGD9 
350,000 20,450 — 1" MNPT 4.37 | 12.2 2.34 BP410-20-LCA  2NXR5 | 12.2 2.61 BPN410-20 LCA 6RGEO 
500,000 50,900 — 1" MNPT 4.37 | 12.2 3.31 BP410-30-LCA  2NXR6 = 12.2 3.58 BPN410-30LCA 6RGE1 
700,000 76,350 — 1" MNPT 4.37 | 12.2 4.28 BP410-40-LCA = 2NXR7_ | 12.2 = 4.55 ~=BPN410-40LCA _6RGE2 
1,200,000 127,250 — 1" MNPT 4.37 | 12.2 6.22 BP410-60-LCA 2NXR9_ | 12.2 6.49 BPN410-60LCA  6RGE4 
1,100,000 190,875 — 2° MNPT 7.48 | 24.3 3.853 BP422-30-LCA  2NXT/7 |= 24.3) 4.123 = BPN422-30LCA _6RGF1 
2,000,000 279,950 — 2" MNPT 7.48 | 24.3 6.155 BP422-50-LCA 2NXT9 | 24.3 6.425 BPN422-50LCA _6RGF3 
2,900,000 381,750 — 2" MNPT 7.48 | 24.3 7.306 BP422-60-LCA 2NXU1 | 24.3 7.576 BPN422-60LCA  6RGF4 
9,900,000 509,000 = 2" MNPT 7.48 | 24.3 9.608 BP422-80-LCA 2NXU2 | 24.3 9.878 BPN422-80LCA 6RGF5 
eR " oo coe — 2" MNPT 7.48 | 24.3 11.91 BP422-100-LCA  2NXU3 | 24.3 12.18 BPN422-100LCA 6RGF6 
il, Double Wa 
89,839 32,000 — 1" MNPT 4.37 | 12.2 2.65 BPDW410-20LCA 6RGC2 — — — — 
134,881 50,000 — 1" MNPT 4.37 | 12.2 3.78 BPDW410-30LCA 6RGC3 ~ — — — _— 
139,610 35,000 — 1" MNPT 4.37 | 20.7 1.37 BPDW415-10LCA 6RGC6  — — — — 
183,929 65,000 — 1" MNPT 4.37 | 12.2 491 BPDW410-40LCA 6RGC4  — — — — 
282,024 98,000 — 1" MNPT 4.37 | 12.2 7.16 BPDW410-60LCA 6RGC5  — — — — 
317,243 78,000 — 1" MNPT 4.37 | 20.7 265 BPDW415-20LCA 6RGC7 |) — — — _ 
492,134 123,000 — 1" MNPT 4.37 | 20.7 3.78 BPDW415-30LCA 6RGC8 — — _ _ 
661,587 170,000 — 1" MNPT 4.37 | 20.7 491  BPDW415-40LCA 6RGC9  — — — _— 
831,000 210,000 — 1" MNPT 4.37 | 20.7 6.04 BPDW415-50LCA 6RGDO § — — — _ 
995,110 242,000 _— 1" MNPT 4.37 | 20.7 7.16 BPDW415-60LCA 6RGD1 =_- — — _ 
1,225,875 320,000 — 1" MNPT 4.37 | 20.7 9.42  BPDW415-80LCA 6RGD2 — — — — 
1,452,663 395,000 — 1" MNPT 4.37 | 20.7 11.67 BPDW415-100LCA 6RGD3 | — — — _ 
micapins 450,000 — 1" MNPT 4.37 | 20.7 13.92 BPDW415-120LCA 6RGD4 | — — — — No. 2NXP9 
efrigerant 
— — 6000 1" MNPT, 2" SW 4.37. |-12.2 —1al BPR410-10-LCA 2NXU4 | 12.2 1.64 BPNR410-10LCA 6RGF7 
— — 12,000 T"MNPT, Z'& ZB SW 4.37 | 12.2 1.76 BPR410-14-LCA 2NXU5 | 12.2 2.028 BPNR410-14LCA 6RGF8 
— — 30,000 T"MNPT, 4° & BSW 4.37 | 12.2 3.7 BPR410-34-LCA 2NXU6 | 12.2 3.968 BPNR410-34LCA 6RGF9 
— — 60,000 1" MNPT, “%' SW 437 | 20. 3.12 BPR415-28-LCA 2NXU7 | 20.7 3.386 BPNR415-28LCA 6RGGO 
— = 90,000 1" MNPT, 4" SW 4.37 | 20.7 4.47 BPR415-42-LCA 2NXU8 | 20.7 4.744 BPNR415-42LCA 6RGG1 
— _— 120,000 1" MNPT, 4" SW 4.37 | 20.7 6.67 BPR415-56-LCA 2NXU9 | 20.7 6.102 BPNR415-56LCA 6RGG2 
- — — 204,000 2" MNPT,1%'&1%' SW 7.48 | 24.3 6.155 ~BPR422-50-LCA 2NXV1 | 24.3 6.425 BPNR422-50LCA 6RGG3 
ater 
45,000 — — 1" MNPT 4.3/ | 12.2 2.34 BP411-20-LCA —_2NXT1 _—- = — —_— 
60,000 — — 4" MNPT Se | 82 1.21 BP400-10-LCA 2NXP9 | 8.45 1.45 BPN400-10LCA 6RGD5 
150,000 — — 74" MNPT 36 | Bz (2.02 BP400-20-LCA  2NXR1 | 8.45 2.23  BPN400-20LCA 6RGD6 
225,000 — — 3/4" MNPT 3.10: | 8.2 2.83 BP400-30-LCA 2NXR2 | 8.45 3.01 BPN400-30 LCA 6RGD7 
350,000 — = 4" MNPT 3.18 | 8.2 3.64 BP400-40-LCA  2NXR3_ | 8.45 3.79 BPN400-40LCA 6RGD8 
70,000 — — 1" MNPT 4.37 | 12.2 3.31 BP411-30-LCA = 2NXT2_ | 12.2 3.58 ~=BPN411-30LCA 6RGE6 
180,000 — = 1" MNPT 4.37 | 12.2 2.34 BP412-20-LCA = 2NXT3_ | 12.2 = 2.61 BPN412-20 LCA 6RGE7 
295,000 — — 1" MNPT 4.37 | 12.2 3.31 BP412-30-LCA  2NXT4_ = 12.2 3.58 —=BPN412-30LCA _6RGE8 
350,000 — — 1" MNPT 43/ | — — — — 12.2 2.61 BPN411-20LCA 6RGE5 
415,000 — — 1" MNPT 4.37 | 12.2 4.28 BP412-40-LCA  2NXT5 = 12.2 4.55 BPN412-40LCA _6RGE9 
539,000 — _— 1" MNPT 4.37 | 12.2 5.25 BP412-50-LCA  =2NXT6 = 12.2) 5.52 ~=BPN412-50LCA _6RGFO 
900,000 — — 1" MNPT 4.37 | 12.2 5.25 BP410-50-LCA  2NXR8 = 12.2) 5.52 BPN410-50LCA  6RGE3 
1,500,000 — — 2" MNPT 7.48 | 24.3 5.004 BP422-40-LCA  2NXT8 | 24.3 5.274  BPN422-40LCA 6RGF2 


* 180°F boiler water inlet, 130°F outlet, 50°F domestic water inlet, 140°F outlet. ** ISO VG_46 oil cooled to 125°F using a 2:1 oil-to-water flow rate 
and 85°F water. t Cool 2.4 gpm per ton of water from 54° to 44°F using R22 at 35° and 8°F superheat. 
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Johnson Ni 


Controls 

Mfr. Item 

Model No. 
WT-4002-MFR 46AE80 
WT-4002-MFM 46AE81 
WT-4002-MCR 46AE82 
WT-4002-MCM 46AE83 


WT-ROUTER _20XG/7 
WT-BAC-IP_ _20XG78 








Pneumatic-to-Direct Digital Control (DDC) 
Room Thermostats 


Provide reliable zone comfort and enhanced energy economy 
via remote monitoring and temperature setpoint manage- 
ment. Ideal for energy-saving DDC building upgrades; 
designed for non-invasive replacement of existing pneumatic Wireless 2-Pipe DARA. °C 

units. Various models feature remote wireless setpoint control ~ Wireless 2-Pipe w/ Binary Dry Contact Input 
and occupancy scheduling, and continuous room tempera- for Occupancy Sensor (Not Included), ° 


gl Satin calle Wireless Router 
No. 46AE80 — ture, branch line pressure, and battery status monitoring. Gateway and BACnet Server 





Description 
Wireless 2-Pipe, DA/RA, °F 
Wireless 2-Pipe w/ Binary Dry Contact Input 
for Occupancy Sensor (Not Included), °F 





e 


Pneumatic Transmitters SIEMENS Honeywell Johnson Ni 
and Thermostats Controls 


Temperature Transmitters—Devices monitor temperature in a variety of applications, particularly those 
requiring indication with a receiver-controller. 


Thermostats—Designed to control pneumatic valves and damper actuators in heating and cooling applica- 
tions. Cover not included unless specified. 





Temp. Sensing Sensing 
Max. Air Control Capillary Bulb Bulb Mfr. Item 
Description RA/DA Pressure Range Length Dia. Length Brand Model No. 
Pneumatic Temperature Transmitters 
Rig Sate DA —-30psi 30°to180°F ~—  %e" 1 ft.6" Powers Controls 356-0750  4E683 
1-Pipe, Duct Mount DA 25 psi 25° to 125°F — a1 it. 3 Honeywell LP914A1144 279A21 
aioe Rigid Bulb | DA -25psi_egoe «=O ~—Ss«Ya"”««1'f8.3" Honeywell ~=—-«LP914A1003 279A26 
pe, rid DA 25 psi 40°to 140°F 36" Yoo" 1 Tt. 64" Honeywell LP907A1002 3UC01 
1-Pipe, Well Mount, DA = Bpsi eg SC CNT Honeywell  LP914A1060 3UC06 
Rigid Bulb DA 25 psi 40°to 40°F  — ar Honeywell LP914A1052 279A24 
2-Pipe, Single DA 20 psi 65" to 85°F 36° 7s, 278, Honeywell Be EES Soho 
fry au, OB oe — 9) — Fi — Cc 
3 : DA&RA _25psi_65°to 85°F 36" Je" 9%" Honeywell LP916B1082 3UC12 
DA 20 psi O°to100°F 5%" Yq 4" __ Johnson Controls [-5210-1002 38Y185 
DA 29 psi 40° to 240°F 5%!" Ya 4" Johnson Controls 1-5210-1004 38Y186 
Liquid-Filed Bulb DA 25 psi ana? = 48" e's "Johnson Controls T-5210-1113 38Y188 
DA 20 psi O°to100°F 48° Ya 4" Johnson Controls [-5210-1114 38Y189 
DA 30 psi 60° to 85°F 48" Je" 3%" Powers Controls 188-0031 40PN39 
= DA 35 ps0" fo 100° $6" 4" —Johnson Controls 7-5210-1009 38187 
ae ist ; DA 20 psi O° to 100° : 4 ; ohnson Controls _[-5210- 
Liquid-Filled sill DA 25 psi Oto 100° 204" 4" Johnson Controls 1-5210-1118 38Y190 
Pneumatic Low Limit Controllers 
Liquid Filled Capilay Proportional 25 Oto270 — = — 96 Johnson Controls 1-3610-1001 38Y130 
Rigid Bulb. Mount, proportional 25 © ©0to270 — = — 18 Johnson Controls T-3610-1002 38Y131 
Temp. 
Max. Air Control Mfr. Item Mfr. Item 
Description RA/DA_ Pressure Range Model No. Description Model No. 
Pneumatic Thermostats, Honeywell Accessories, Honeywell 
DA 20 psi 60° to 90°F TP970A2004 3UC87 Modernization Kit w/ Universal Adapter & Cover, Prepares {4002573-001 31277 
DA 20 Dsl 60° to 90°F TP9/70A2145 3UC88 3-Pipe Day/Night T-Stat for TP971C T-Stat 
DA 25 psi 60° to 90°F TP9/70A2259 3UC89 TRADELINE® In-Line Restrictor, 0.005 Restrictor %4 x %2 x Y%" 14002913-001 31278 
RA 25 sl 60° to 90°F TP9/0B2002 3UC90 TRADELINE® In-Line Restrictor, 0.007 Restrictor “% x % x 4" 14002913-002 31279 
1- or 2-Pipe, Single RA 20 Dsl 60° to 30°F TP970B2077 3UC91 TRADELINE® Satin Chrome 1-Stat Cover Kit (Incl. 44004406-910 3TZ82 
or 2 Temp. DA 25 psi Day: 59° to 90°F, TP971A2003 279A27 Setpoint Slot Cover & 6 Window Inserts) 


Night: 50° to 80°F TRADELINE® Beige I-Stat Cover Kit (Incl. Setpoint 


14004407-910 31283 





DA and RA_ 25 psi 60° to 90°F TP972A2002 3UC95 Slot Cover & 6 Window Inserts) 
DA and RA 25 psi 60° to 90°F TP972A2192 279A28 TRADELINE® T-Stat Tool Kit, Incl. Gage Port Needle, AK3863 31288 
DA and RA_ 25 psi 60° to 90°F TP973A2076 3UC99 T-Stat Tool, & Calibration Wrench 
Pneumatic Thermostats, Johnson Controls TRADELINE® T-Stat Calibration Tool & Cover Remover CCT/735A 31289 
9-Pipe. Horizontal DA 20 Dsl d0° t0 80°F T-4002-201 38Y156 Pneumatic Fitting Kit for Replacement & Repair of Pneumatic Devices MJK100 _ 3UC20 
IDEs RA 20 Dsl 90. 10.80 F T-4002-202 38Y15/ Pneumatic Calibration Kit, Incl. Pressure Bulb Assy., Tubing, MQP800  3UC32 
9-Pipe. Vertical DA 20 Dsl Jo 10-00 F 1-4002-203 38Y158 In-Line Gage Tee, Gages, Slide Rule, & T-Stat Tools 
pe; RA 20 Dsl 0° t0 Go F T-4002-204 38Y159 Accessories, Johnson Controls 
9-Pine Kit. White Cover DA 25 psi 00-10 G0. F T-4002-301 38Y160 Clear T-Stat Plastic Guard, 7"L x 6"H x 3'D GRD10A-608 38Y120 
pe Nt RA 25 psi 59° to 85°F T-4002-302 38Y161 Beige I-Stat Cover, Horizontal, Blank, 2°L x 3"H x 2'D T-4000-2138 38Y134 
5-Pine Mik Beiae Covet DA 25 psi 30 10 00 F T-4002-303 38Y162 Beige I-Stat Cover, Horizontal, No Thermometer, No Windows, 2'L x 3"H x 2'D_1-4000-2139 38Y135 
pen Fel RA 20 DSI Do 1000 F T-4002-304 38Y163 Beige I-Stat Cover, Horizontal, No Thermometer, T-4000-2141 38Y136 
5-pine: Heruental DA 25 psi 15° to 30°C T-4002-9008 38Y170 Single Window, 2'L x 3°H x 2'D 
pe RA 20 psi 12° to 30°C T-4002-9009 38Y171 Beige I-Stat Cover, Horizontal, Thermometer, Single Window, 2'L x 3"H x 2"D _T-4000-2142 38Y137 
9-Pine DA 20 psi 00 10.00 F T-4002-9012 38Y172 Beige I-Stat Cover, Vertical, No Thermometer, No Windows, 2'L x 3"Hx 2"D _T-4000-2144 38Y138 
p DA 20 psi J) 10.00 FF T-4094-1 — 38Y173 Beige I-Stat Cover, Vertical, No Thermometer, Single Window, 2'L x 3"H x 2"D 1-4000-2145 38Y139 
2-Pipe, 2 Temp., Horizontal DA 20 psi Do 10.00 F T-4506-201 38Y174 Beige I-Stat Cover, Vertical, Thermometer, No Windows, 2'L x 3°H x 2'D T-4000-2146 38Y140 
2-Pipe, 2 Temp., Vertical DA 20 PSI 00° 1000 F T-4506-202 38Y175 White I-Stat Cover, Horizontal, No Thermometer, No Windows, 2'L x 3"H x 2'D_[-4000-3139 38Y141 
2-Pipe, 2 Temp., Horizontal DA 20 Dsl 00 1000 F T-4506-203 38Y1/6 White I-Stat Cover, Horizontal, No Thermometer, T-4000-3141 38Y142 
2-Pipe, 2 Temp., Vertical DA 20 PSI do. t0 80°F 1-4506-204 38Y177 Single Window, 2'L x 3"H x 2"D 
9: Dina. & Tein. Horizontal RA 20 psi 20° 1060 F T-4506-217 38Y178 White T-Stat Cover, Horizontal, Thermometer, Single Window, 2"L x 3"H x 2"D _T-4000-3142 38Y143 
pe, D., DA 25 psi 30° 1080 F 1T-4516-201 38Y179 White T-Stat Cover, Vertical, No Thermometer, No Windows, 2'Lx3"Hx2'D — _[-4000-3144 38Y144 
DA 20 PSI 00 1000 -F T-4752-201 38Y180 White T-Stat Cover, Vertical, No Thermometer, Single Window, 2"L x 3'H x 2'D_ J[-4000-3145 38Y145 
aePine: HenIontal RA 25 psi 90° 10.00 F 1-4752-205 38Y181 Beige I-Stat Conversion Kit, 1"L x 5'H x 6"D 1-4000-605 38Y146 
pe. DA and RA_ 25 psi Oo. 10 Gor 1-4756-201 38Y183 Beige I-Stat Conversion Kit, Single, 1"L x 2%'H x 5'D T-4000-610 38Y147 
RA 25 psi Do 1000 F T-4756-205 38Y184 Beige I-Stat Conversion Kit, Dual, 1"L x 4"H x 5'D T-4000-611 38Y148 
Pneumatic Thermostats, Siemens & Powers Controls White I-Stat Conversion Kit, 1"L x 5"H x 6"D T-4000-630 38Y152 
1-Pipe, Single Temp. A 30 psi 45° to 85°F 192-200 2KGP9 Beige I-Stat Cover, 2'L x 3"H x 2'D T-4756-1738 38Y182 
6 Bing Sinale Tem DA 30 psi 45° to 85°F 192-202 45666 Accessories, Siemens & Powers Controls 
peel Ys RA 30psi 45° to 85°F 192-203 4E667 —_—_ Beige Plastic Cover for Single-lemperature T-Stats; Adj. 192-252  2KGP8 
Dual Setpoint, Day/Night DA 30 psi 45° to 80°F 192-204 _4E673 Setpoint, Indicator Setpoint, & Chassis Exposed 
2-Pipe Heat/Cool, 2 Temp. RA 30 psi 45° to 85°F 192-208 456/70 Beige Plastic Cover for Heat/Cool T-Stats; Adj. Setpoint, 199-956  4E679 
2-Pipe, single Temp. DA 30 psi 7° to 30°C 192-222 AQPN28 Indicator Setpoint, & Chassis Concealed 
Retro-Fit Kit, 2-Pipe, DA 30 psi 45° to 85°F 192-840 45668 Beige Plastic Cover for Day/Night T-Stats; Adj. Setpoint, 199-962  4E680 
sale ee pO aaa? RA 30 psi 45° to 80°F 192-841 _ 4E669 Incncator setpoint, g chass's voncealed eGR Par Pack 799-439 —AERO} 
etro-Fit Kit, 2-Pipe, Hea ; ° ° alibration over Screw Wrench with Pocket Clip; 5 Per Pac - 
Cool Dual Setpoint DEANS SU pel Ae lesa r 194-3083 4E672 — Retrostat Kit, DA, 2-Pipe, Max. Air Pressure: 30 psi 192-850  40PN29 
2-Pipe, single Temp. DA 30 psi 60° to 80°F 832-0120 2KGP7 
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y) -, Pressure Control—Low pressure control is 
ohnson Zl 






J designed for applications in which a pneumatic air 
Honeywell Controls signal is used to operate an electric or electronic No. 
SIEMENS device. Applications include pressure-electric ateree 


switches in pneumatic systems, control of pumps or 


Pneumatic Switches, °™2! air compressors, and pressure-electric interlock 
T d J of fluid flow systems. 

rans UCETS, Relays—Perform various functions in a control loop. 
Relays, and Valves Solenoid Air Valves—Commonly used to alternately 


Pneumatic Switches—feature electric apply pressure to and exhaust pressure from pneu- 





ri 
Fir No. 
3UC34 


pneumatic relays rated at 120V. matically controlled devices. 
Max. 
Safe Control Air Air H W OD Dia. Mfr. Item 
Description Air PSI Pressure Connec. (in.) (in.) (in.) (in.) Brand Model No. 
rHeumat¢ Switches : 
neumatic Signal to Activate Electric ; 
Switch, Surface Mount. with Case 30 2 to 24 psi i. 5% 3% 2 — Honeywell P658A1013 3UC33 
Pneumatic Signal to Activate Electric 30 2to 4 psi fae erence 3%16 3% 1% — Honeywell  P658B1012 3UC34 
Switch, Pane! Mount, w/o Case Y ee y 
Manual Diverting, Bleed or Blocking 30 0 to 18 psi : 1% 1% 3 — Honeywell SP470A1000 2/79A14 
Minimum Position 30 pilot 3t0 fos 2 (4 mm) Barbs 2% 2% 3% — Honeywell  SP970A1005 279A13 
Pressure Control 
Single Stage —_— 3 to 20 psi Ye" Barbed 3% 2%2 3%6 — Johnson Controls P10BC-/7C 406329 
Transducers 
20 0.9 to 19 psi 5/40" or Va" Barb o 3 3 — Johnson Controls EP-8000-2 36P580 
Electronic Pneumatic Transducer 0 pte Mi psi ? BEE oe a i = Honeywell RP/751/B1016 2/8Y48 
to 30 psi 4" Bar ov 4Ye  — lemens 949-113 40PN41 
Relays 
Positioning Switch 30 0 to 30 psi Ys NPT Female 1% 1% 2% — Siemens 141-0600 4E715 
7 : 2 — Barb for “% Plastic Tubing aap ae iM — Honeywell RP418A105/ ae 
ectric Pneumatic a) _ ; % 16 1% — Honeywell RP418A1107 3UC48 
owe ee ee ee 
; to 18 psi = = 2 oneywe is 79A15 
Pneumatic Control Selector 303 to 15 psi . es 1% 1% 2% — Honeywell RP471A1002 279A16 
30 3to7 psi paleo ra OD yee ve nny 1” 1% 4H Ir RP670At001 279A19 
Pneumatic Switching Control pst —______£4 oneyWwe 
30 ‘13 to 17 psi — — 2% 1h Honeywell RP6/0B101/7 279A20 


Pneumatic Capacity Control 30 Oto 18 psi Fee OD elastic Tabled tor ports Oa ais — — 1% 1% Honeywell © RP970A1008 279A18 


saan pa Sie Supp) a anda enh: 

psi Main, .D. tubing Ports 2, 3, an ranch, ee 

Pneumatic Reversing Control 30 to 15 psi Pilot Output, Pilot, Input and Exhaust,respectively) 2% 1% Honeywell RP972A1006 3UC63 
barb for %2 (4-mm) 0.D. tubing 

Solenoid Air Valves 


Electrically Operated, 2-Position, 3-Way Valve, Open Frame _50 0 to 30 psi Yj" Barb oe ast a _— siemens 265-1028 440453 
4 16 1%8 — lemens 260-1022 —4E725 


Electrically Operated, 2 Position, 3-Way Valve, Junction Box _50 0 to 30 psi 


JIN, 
Johnson Wy KMC models are for use on VAV terminals, small dampers, and 
ew Controls valves. 16" fitting for %" tubing, 2" mounting hole diameter. 


Hon yw ll SIEMENS Operating temperature limit: -20° to 180°F. 
wpe daa Honeywell Nos. 3UC22 to 3UC24 have no bracket or ball joint, 


Pneumatic and are for direct replacement. 
Damper Actuators Siemens/Powers™ Controls - most models have pivot mounting. 








ig 279A08 


Proportional control of dampers in either Johnson Controls models respond to a pneumatic controller or — 
independent or sequence operation. electro-pneumatic transducer. 
Nominal Net Force Net Force 
Operating Max. Air Spring Exerted Exerted Mfr. Item 
PSI Range Pressure Stroke Range @18PSI @OPSI UH L W Includes Brand Model No. 
Linear Actuators 
VAV Terminals, Small Dampers 
30 psi 1'%e 5toiOpsi 6/7 Ib. 34 lb. 44" 5" 4Y Mounting Bracket KMC Controls MCP-80313101 4DED1 
0 to 20 30 psi 1%6 8tol3spsi 47 |b. D4lb. 44%" 5% AY, Mounting Bracket KMC Controls MCP-80315101 4DED2 
30 psi 1%. 3toéspsi 81 Ib. 20lb. 44% 5Y' 4y! Mounting Bracket KMC Controls MCP-80318101 4DED3 
20 PSI 3 $8toldspsi 47 Ib. 04 Ib. 4 17" Auxiliary Mounting Bracket Johnson Controls D-4073-5 —_38Y119 
3 [08 30 psi 2% 3toéspsi  36lb. Qlb. —2'%42" 6%e  — —_— Honeywell MP909D1201 3UC22 
9 to 10 30 psi 2% 5to1i0psi 301b. 1olb. 2'%2 6%6 — — Honeywell MP909D1227 3UC24 
8 to 13 30 psi 2% 8tolspsi 21 Ib. 24 lb. 2'%2" 6%e  — — Honeywell MP909D1219 3UC23 
Small Dampers and High Velocity Mixing Boxes 
3 to 13 psi 4" 3tol3psi 33lb 1938lb. 6% 17) 6% Fixed External Mounting Bracket and Ball Joints Honeywell MP909E1018 3UC26 
29 psi 4" 3toigpsi 33lb. 198lb. 6%" 17" 6%’ — Honeywell MP909E1026 3UC27/ 
3 to/ 20psi 2% stoldspsi sdb. 24lb. 4%" 10%" 49" Pivot Post, Mounting Plate, Clevis, and Arm Powers Controls 331-4811 | 2KGP4 
9 to 13 29 psi 3%o0 Y9toispsi 33lb. 594lb. 6%" 17"  6%' Fixed External Mounting Bracket and Ball Joints Honeywell MP909E1174 279A07 
Medium to Large Dampers 
0 to 20 30 psi 3 8toldspsi 150 Ib. _ 8 2.6 Mounting Bracket and Pilot Positioner Johnson Controls D-3153-1 —12Y963 
30 psi 3 8toldspsi 150 Ib. _— 6 12). 6 Mounting Bracket Johnson Controls D-3153-2  12Y962 
Sts 30 psi 4" _3to/psi 12ilb. 33lb. 4%" 710" 419%" _— Powers Controls 331-3000 40PN45 
29psi 3% 3stoldspsi 389 lb. 20lb. 6% 18%" 6%' External Mounting Bracket and Crank Arm Assembly Honeywell MP918B1006 2/9A06 
3 to 13 30 psi 4" 3toigpsi d5olb. 33 lb. 4%" 10" 41%" — Powers Controls _ 331-3001 40PN46 
30 psi 6" 3tospsi 179lb. 54lb 7% 14" (He — Powers Controls 331-3012 40PN49 
5 to 10 30 psi 2%" 5tol0psi 64 (lb. 24 lb. 3'%6 6° 4" : i Clevis, Brace! SanKER Powers Controls _ 331-4514 —40PN43 
; 1m f 15" REA" xternal Mounting Bracket, Crank Arm 
25psi 3%" 8tol3psi 83 b. 160 lb. 8 20%" 6% Assembly, and Positive Positioner Honeywell MP918A1024 279A08 
30 psi 4" 8tol3psi dolb. 88 lb. 7% 20% 4%! Pivot Post and Mounting Plate Powers Controls _ 331-2973 | 2KGP9 
8 t0 13 30 psi 4" 8toidspsi dolb. 33 lb. 4% 10" 41%" Clevis Powers Controls 331-2961 40PN48 
30 psi 6" éstolspsi 89 lb. 144|b. 7¥% 14 (He Clevis Powers Controls 331-2856 40PN54 
30 psi 4" 8toidspsi dolb. 88 lb. 7" 20'%e 419%32" Positioning Relay Powers Controls _ 332-2973 40PN4/ 
30 psi 6° = 8tolspsi 89lb. 144|lb. 7% 14° 7% —_ Powers Controls 331-3011 40PN51 
30 psi 6° = 8toispsi 89 Ib. 144 |b. 8%" 20'%6 (Ve Positioning Relay Powers Controls 332-3011 40PN52 
Rotary Actuators 
VAV Terminals, Small Dampers 
30 psi — 9to10psi 8dlb. A42lb. 44%" 8Ys" 4Y' Mounting Bracket KMC Controls MCP-36313000 4DEA7 
0 to 20 30 psi —  6stoispsi 59\b. 69lb. 4% 8% 4Y!' Mounting Bracket KMC Controls MCP-36315000 4DEA8 
P 30 psi —  stospsi 102 Ib. 25lb. 44%" 8Y%' 4Y," Mounting Bracket KMC Controls MCP-36318000 4DEA9 
ccessory 
Proportional Pilot Positioner Kit, Control Range 2-12 psi, Positioner, Spring, Mounting Plate, Hardware Johnson Controls D-9502-8 12Y965 


Pressure Range 2-13 psi; Max. Safe Air 25 psi 
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Pneumatic Receiver-Controllers and Modular Controllers 


Johnson Controls—No. 38Y191 directly controls dampers, valves, and other devices in a pneumatic transmission system 


from a remote transmitter. No. 20ORGO2 is a pressure independent submaster device for regulating air flow in VAV boxes. 
No. 20RGO3 controls the output volume in response to a reset signal from a thermostat or other master controller. 
KMG—For use with pressure switches, Siemens—Use to control temperature, humidity, and 
receiver gauges, relays, and temperature pressure of mechanical equipment in commercial build- 
transmitters to control valves and actuators, ings. Feature internal restrictors for transmitter inputs 
including low-limit applications. and plug-in air connectors. sae a can be reset. 





Honeywell— 
Use with remote sensors to provide proportional (P) or 
proportional plus integral (P+l) control of temperature, 
eal pressure, or dew point. 


Johnson WN SIEMENS 


Controls 
KIVIC Honeywell 


CONTROL 





H Ds Air Input Res Control Mfr. Item 
Type (in.) (in ) (in.) Range (asi) Gauge capability Output Type Brand Model No. 
Receiver Controller 
Dual Input 5 5 5 181022 Yes  — 3t015 Proportional O™MSO"  T-5800-3 38Y193 
Dual Input w/Remote Set 3 to 15 KMC 
Point Adjustment, High 5% 4% 2%6 3to30 Optional Yes = Field Selectable Gontrols CCC-1002 4DED4 
Main Valve Capacity psig 
Input #1 DA, 
Multiple Inputs 5'%6 6% 3% 3to15 Yes Yes OQOto22 Input#2RA, Siemens 195-0003 46685 
Input #3 Reset 
No. 4E685 5 5 5 18t022 Yes  — 3015 Proportional MSC t.5800-1 3BY192 
516 6% 3% 31015 No No Oto22 Inout #2 RA Siemens 195-0011 4E686 
Single Input 8 4 3 181022 Yes —  3t015 Proportional ue T-5312-1 38Y191 
8 4 3 18t022 Yes  — 31015 Proportional O™SCN T-8000-1  38Y194 
8 4 3 181022 Yes  — 3t015 Proportional OMSO"  T-gq00-3 38Y195 
Modular Controller 
Dual Input 04 3'%6 3%  3told = — __ to 13 Field Selectable Honeywell RP920B1031 279A05 
Single Input 04 1% 3%  3to15 — — __ to 13 Field Selectable Honeywell RP920A1033 3UC58 
Setpoint RangeSetpoint Range Main Air Reset Mfr. Item 
Description Max. (in. WC) Min. (in. WC) Pressure (psig) Pressure Band Brand Model No. 


Reset Volume Controllers 
NO, Cooling: DADR, Heating: DARR 

















NC. Cooling: RARR, Heating: RADR —-19t03.2 tore , Johnson ee eens 
on a 025psig 3to10 psig 
NO, Cooling: DARR, Heating: DADR 0.151025 0 to 0.9 Controls 5 3999-9 20RG03 
NC, Cooling: RADR, Heating: RARR 
Contact Control Air Air Mfr. Item 
Item Type Action Pressure Connec. Voltage Model No. 
Johnson yi 11 to 15 psi_4" Barb _- V-6135-2 _ 38Y207 
Control Air Switching Valve 15 to 19 psi %" Barb — V-6135-3 38Y208 
ontrols 2t04 psi Ys" Barb = V-6135-1 38Y206 
Pneumatic 13F615 % NPT 120VAC V-2410-2  38Y204 
-_ Vs"Barb  120VAC  V11HAA-100 38Y197 
. Vs" Barb 120/240VAC V11HAA-115 38Y198 
Solenoid 3-Way NO/NC Vs Barb 220/240VAC V11HBA-100 38Y199 
Solenoid Air Valve Oto25psi %'Barb  208VAC  V11HCA-100 38Y201 
Air Valves , Vs Barb 440/480VACV11HDA-100 38Y202 
Series V11 models can be mounted in any position and are @ for use in ca aa a ee 
licat noreth oni ticall naa Vs" Barb 24VAC  V11HGA-100 13F615 
applications wnere the opera lon 01 a pneumatically-operate evice is Vi" Barb OAVDC VI1PNA-105 38Y203 
dependent upon an electrical circuit. Safety Relief Pilot Valve  — NO 1to20psi 1%" Barb — V-6040-1  38Y205 
Variable Air Volume (VAV) Control Kits KIVIC 
Contain all components necessary to field-replace pneumatic controls for each indicated application. 
For kit contents go to Grainger.com®. Mir enn 
Application Model No. 
Cooling Only KIT-1001 ADDY4 
Fan Power and Electric Reheat KIT-1002 4DDY5 
Fan Power and Hot Water Reheat Up to 22.5K BtuH KIT-1003 4DDY6 
Fan Power with Hot Water Reheat Up to 55K BtuH KIT-1004 4DDY7 





Variable Air Volume (VAV) Controller Submasters and Sensors KIMC 





SUBMASTERS 


velocity limits 





Yq" 0.D. tubing 


» Main air pressure: 15 to 30 psig 

= Output sensitivity: 5 psi/0.02" WC 
= Setpoint range min.: 0" WC 

= Adjustable min./max. 


= Push-on fittings for 


CSC-2000 Series—Designed for use on VAV terminal units 
in HVAC systems. No. 4DDZ2 has a 0 to 10 molded plastic 
reference dial. 


CSC-3000 Series—Universal replacement for more than 
85% of OEM-supplied direct- and reverse-acting pneumatic 
VAV volume-reset controllers shipped since 1980. Reset start 
point factory set at 8 psig for Nos. 4DDZ8 and 4DDZ9; 3 psig 
for No. 4DEA1; and 10 psig for No. 4DEA2. 


DIFFERENTIAL PRESSURE 
FLOW SENSORS 

= 4" exterior length 

= 4" push-on nipple 

For use with VAV controllers 
and %%" 0.D. polyethylene 
tubing. Easily installed through 
7" dia. hole in duct. 





= Mounting bracket included Mounting 
ole 
Thermostat Setpoint Range Insertion Overall Center 
Control Required for (in. we) Reset Air Mfr. Item Length Length Mounting to Center Mfr. Item 
Type Cooling Heating Min. Max. Pressure Band Consumption Model No. Type (in.) (in.) Flange (in.) Model No. 
Submasters Differential Pressure Flow Sensors, 4" Thick Foam Gasket Included 
DA DA RA 0 to 1 Min.+1  8+0.5 to 13 psig 14.4 SCIM at 20 psig CSC-2001 4DDZ2 1 Sensing Point —_3%2 1%" 274 S59-1002 4DEA3 
DA DA RA 0 to 1 Min.+1  8+0.5 to 13 psig 14.4 SCIM at 20 psig CSC-2003 4DDZ3 2 Sensing Points 5'¥32 6 AV x 1M" 3%4 $S9-1003 4DEA4 
RA RA DA 0 to 1 Otol  3205to8psig 14.4SCiMat20 psig CSC-2004 4DDZ4 3 Sensing Points 7272 8 92xX1% 4% _$88-1004 4DEAS 
DA DA RA 0 to 1 Min.+1  8+0.5to 13 psig 11.5 SCIMat 20 psig CSC-2007 4DDZ5 4 Sensing Points _9°%32 10. 62x14 5% _$55-1005 4DEA6 
RA RA DA 0 to 1 0 to 1 3 +0.5 to 8 psig 11.5 SCIM at 20 psig CSC-2008 4DDZ6 
DA DA RA 0 to 2 Min.+2 8+0.5 to 13 psig 14.4 SCIM at 20 psig CSC-2009 4DDZ7 
DA/RA DA/RA DA/RA 0 to 1 Min. to 1 Oto 10 psig 28.8 SCIM at 20 psig CSC-3011-10 4DDZ8 
DA/RA DA/RA DA/RA 0 to2 Min. to 2 Oto10 psig 46.1 SCIM at 20 psig CSC-3025-10 4DDZ9 
DA/RA DA/RA_ DA/RA 0 to 1 Min. to 1 Oto 10 psig 28.8 SCIM at 20 psig CSC-3021-10 4DEA1 
DA/RA DA/RA_ DA/RA 0 to 1 Min. to 1 Oto 10 psig 28.8 SCIM at 20 psig CSC-3023-10 4DEA2 
VAV Control Sensor Kit, Includes One 3%2'L (80 mm) sensor, 1 Sensing Point (SSS-1002), One KIT- 
51%2"L (137 mm) Sensor, 2 Sensing Points (SSS-1003), One 72%2'L (195 mm) Sensor, 3 Sensing 1005 4DDY8 


Points (SSS-1004), One 92%2"L (252 mm) Sensor, 4 Sensing Points (SSS-1005) Installation Guide 
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Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


HVAC & REFRIGERATION 
Globe Valves 


GRAINGER CHOICE° 
Find the wy. Find Solutions. Find Great Prices. 
21." to 6"' Pneumatic and WN 
a Johnson 
Electric Actuated Globe Valves © controls 


Cast iron flanged globe valves feature brass trim, and are designed primarily to 
regulate the flow of water and steam in response to the demand of a controller in 








No. No. 
HVAC systems. 41P833 41P633 
For additional information on actuators, go to Grainger.com®. 
Mfr. Item 
Description Model No. 
Accessories 
Pneum. Valve Actuator Mounting Kit MP8000-6002 41P606 
Pneum. Valve Actuator Positioner, 3 to 13 psi V-9502-95 41P661 
Close-| 3to7 (Close-| 4to8 (Close-| 9to13 |Close- Propor- Mounting] Close- Propor- Mounting 
Valve | Valve |Connec. Mfr. Item Off psi Off psi Off psi Off | Floating | tional Kit Off | Floating | On/Off | tional Kit 
Design | Config. | Size | Cv Model No. psig |ltem No.| psig (Item No.| psig Item No.| psig | Item No. | Item No. | Item No.| psig | Item No. | Item No. | Item No. Item No. 
Valves Actuators, Spring-Return Pneumatic Actuators, Non- Spring | Return M9000 Actuators, Spring- -Return M90007 
oy" | 54 VG2231TL 41P817 03 __| 47P619 | 49 | 47P6271 | 28 | 41P623 = 
VG2231TM 41P818 | 109 | 41P625) 100 | 41P62/7) 58 | 41P629 101 APG A1P530 A1PAA5 76 AP593 41P599 H1P602 41P445 
VG2231UL 41P819 3/ | 41P619 | 34 | 47P6271 | 19 | 41P623 = — 
2 83 | VG2231UM 41P820 fo | 41P630 | /0 | 47P631 | 40 | 41P632 88 AP526* AAP530" APA47 66 AP5O3* A1P5 99" A1P602* 41P447 
NO VG2231UN 41P821 | 152 | 41P633 ) 140 | 47P634) 871 =| 41P635 | — —_ — — _— _— —_— — —_ 
4 150 VG2231VM_ 41P822 42 | 41P630| 39 | 41P631 | 23 | 41P632] 49 | 41P526* | 41P530* | 41P447 | 37 | 41P593* | 41P599* 41P602* | 41P447 
VG2231VN 41P823 86 | 41P633 | /9 | 47P634| 46 | 41P635 | — — —_— — — — — — — 
9-Wa ah 240 | VG2231WN 41P824 99 | 41P636 | 51 | 47P63/ | 29 | 41P638 | 26 |471P526* | 41P530"| 471P449 | 20 | 41P593* | 47P599* | 41P602"| 41P449 
y 6" 350 | VG2231YN 41P825 38 | 41P636 | 35 | 47P63/ | 20 | 41P638 | 16 | 41P526* | 41P530"| 41P451 
24%" | 51 | VG2431TM 41P826 24 | 41P625| 32 | 41P62/| /5 | 41P629 
3" 33 VG2431UM 41P827 1/__| 41P630| 22 | 41P631| 52 | 41P632 
VG2431UN 41P828 34 | 41P633 | 46 | 41P634 | 105 | 41P635 _ = _ _ _ 
NC 4" 150 VG2431VM_ 41P829 9 | 41P630| 713 | 41P631 | 29 | 4iP632) — — — — 
VG2431VN 41P830 19 | 41P633] 26 | 41P634| 59 | 41P635 
hi 240 | VG2431WN 41P831 12__| 41P636] 1/ | 41P63/] 38 | 41P638 
6" 390 | VG2431YN 41P832 9 | 41P636| 17 | 41P63/| 26 | 41P638 
24%" | 54 | VG2831TM 41P833 165/14) 41P625 |60/ 19) 41P627 |35/ 45) 41P629 | 60 | 41P526 | 41P530 | 41P445 | 45 | 41P593 | 41P599 41P602 | 41P445 
3" 80 VG2831UM 41P834 |45/ 10} 41P630 |42/ 13) 41P631 |24/31 41P632 | 53 | 41P526* | 41P530* | 41P447 | 40 | 41P593" | 41P599* | 41P602*| 41P447 
3-Wa VG2831UN 41P835 191/21) 41P633 |84 / 28) 41P634 | 49 /63) 41P635 | — — — — —_ — — — — 
ane — 4" 157 VG2831VM_ 41P836 | 25/6  41P630 | 23/8) 41P631 |14/18 41P632 | 30 | 41P526* | 41P530* | 41P447 | 11 | 41P593 | 41P599 | 41P602 | 41P446 
g VG2831VN 41P837 [51 /12| 41P633 |47/ 16) 41P634 |27/35 41P635 | — _— —_— — 22 | 41P593* | 41P599* | 41P602* | 41P447 
ch 238 | VG2831WN 41P838 | 33/7 | 41P636 | 23/8) 41P637 |18/ 23) 41P638 | 15 | 41P526* | 41P530*) 41P449 | 12 | 41P593* 41P599* | 41P602"| 41P449 
6" 347 | VG2831YN 41P839 | 23/5 | 41P636 | 21/7 | 41P637 |12/16 41P638 41P526* | 41P530* | 41P451 /__|41P993* | 41P599* | 471P602" | 471P451 


9 
* Two actuators required. f Actuators can be configured to spring return either open or closed. 


Honeywell SIEMENS SIEMENS — 
Pneumatic Valves Pen 2- and 3-Way = il 
UNITARY GLOBE Globe Valves 


es 
=; 
or 


an 
rh 
te 


aa 


= Body pressure 
rating: 250 psi 


= Body pressure rating: 250 psi 


Used for hot or chilled water on convectors, 
= Media temp. range: 


fan coil units, unit conditioners, radiation, 














° ° . 2 P : . 
= Max. controlled == 35° to 250"F reheat coils, and similar terminal units. 
medium temp.: 250°F Close Off Normally open. 3-position models include Bees 
Valve Spring Rating @ Mfr. Item wiring adapters for %" flex conduit and 
T Pipe (in.) R i) MainPS!|  B Model No. 
Unitary eee Bangs (isl Mai eS! band ote ° plenum cable. All models are UL Plenum 
9-Way NO —1:6 2 0D 3-10 45@13 Honeywell VP527A1034 —-3UD21 Rated and C-UL Listed. 
y 2.5 %0D 3-7 79@13 Honeywell VP513A1188 _ 279A03 
2-WayNC 2.5 %0OD 9-13 90@/ ___ Honeywell VP513B1053 279A02 Connec. Mfr. Item 
3-Wa 1.6 “ODF 2-5 58@13 Honeywell VP526A1092  —_ 3UD20 Specifications Type/Size (in.) Cv Model No. 
y 16  %ODF 2-5 58@13 Honeywell VP526A1027 — 3UD19 (F)NPT 14 1 243-00210 5GED2 
Globe 2 Position On/Off F)NPT % 2.5 243-00211 5GED3 
2.5 NPT 3-8 45@20 Siemens _257-02038 6YC71 F)NPT % 44 243-00212 5GED4 
9-Way NO 2:22 NPT 3-8 45@0 Siemens _257-02039 25DW44 2 Position Floating F)NPT % 0.4 259-02030 5GEC7 
y 4 NPT 3-8 45@20 Siemens _257-02041 2KGR2 F)NPT % 0.63 259-02032 5GEC8 
6.3 %4NPT 3-8 35@20 Siemens _257-02044 6YC72 3 Position Floatin F)NPT % 1 259-02034 5GEC9 
2-WayNC 25 “NPT 10-15 50@0 Siemens _256-02008 6YC70 g F)NPT % 1.6 259-02036 5GEDO 
3-Way 4 NPT _—8-13 50@0 Siemens _ 258-02069 6YC73 (F)NPT % 2.5 259-02038 5GED1 
Honeywell Honeywell : 
= H ] Oo. 
Electric Globe Valves ome 279099 
2-Way, Direct Acting—Provide equal 2- and 3-Way, Cartridge Cage— Cannee 
percentage characteristics of flow for close Actuator can be removed without : Type/ ; Aly , Ni 
control of water, and linear characteristics of draining system. For use with floating ETT SRV Ev a = 
flow for close control of steam. actuators, sold separately. No tools Suet i“ Ee Se eTNT oT soci 
. required for actuator installation or ‘ENT 7 1.85. V5011N1024 279A97 
2- and 3-Way, Cartridge—Long stroke ee el 
é; removal. Service is by replacement (F)NPT 2 2.9 VoO1IN1032 279015 
allows wider range of control. Soft valve seat é (F)NPT % 4.7  V5011N1040 27981 
; of cartridge, not valve body. 2-way 2-Way, DA (FINPT % 7.3. V5011N1057 279A87 
provides low leakage rate. Threaded plastic ania 
, .. bodies can be plumbed in either (FNPT 1 11.7  V5011N1065 279A76 
cover with handle for manual operation. Easily |. ; (F)NPT 1% 18.7 V5011N1073 279A85 
installed in areas where space is limited. direction. 3-way bodies can be used (FNPT 12 29  VSO1IN1081 279489 
in diverting or mixing applications. (F)INPT 2 46.8 V5011N1099 279C06 
(FINPT % 0.47 V5862A2021 _279A86 
aa ; Mfr. Item -Way, Cartridge (FINPT % 1.2 _V5862A2047 27992 
ype For Use With Brand Model No. a ie ; 8 Shae ALA 
Accessories 4, 4. 
Floating Low Voltage V5852, V5862, V5853, V5863 valves Honeywell M6410A1029 4ARY8 Solder Globe Valves, Honeywell 
Modulating Low Voltage V5852, V5862, V5853, V5863 valves Honeywell M7410F1000 4ARY9 2-Way, Cartridge Sweat % 1.2 V5852A2049 4ATC2 
2-Postition Low Voltage VC Series Valves, anda SPDT Controller Honeywell VC2114Z211_ 278Y99 Ys Sweat% 49  V9852A20/72 279010 
Actuator 2-Postition Line Voltage VC Series Valves Honeywell Home VC4011ZZ11 4ATD4 3-Wav. Cartridge Sweat '% 1.9 V5853A2048 279A96 
Floating Low Voltage VC Series Valves,4ATD8,4ATD9,4ATE1 Honeywell Home VC6934ZZ11 4ATDS Y, g Sweat % 4.9  V5853A2063 279C09 
Modulating Low Voltage VC Series Valves Honeywell VC7934ZZ11 278201 aay va incge cage aueal % 3.5  VCZAA1100 279A93 
2-Postition Low Voltage artridge Valves, Honeywe 
Globe Valve V5011N globe valves, direct older Globe Valves, Honeywe 
Linkage IN Stroke and 2 in Shaft coupled actuators Honeywell — Q5020A1003 278206 = = “"3 ‘Way, Cartridge Cage _(F)NPT 1 3.7 VCZNB6100 279A74 
Sign in to Grainger.com® to see YOUR Pricing and MORE 3043 
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Johnson WN 


Controls 


Electric Damper Actuators 


Torque 


Signal 
Type 


Johnson Controls 
Spring-Return 


27 in.-lb. 


70 in.-Ib. 


177 in.-lb. 


On/Off, Floating 
On/Off, Floating 
On/Off, Floating 
On/Off, Floating 
On/Off 


On/Off 
On/Ott 
On/Off 
On/Ott 
On/Ott 
Proportional 
Proportional 


_ Proportional 


Proportional 
On/Off, Floating 
On/Off, Floating 
On/Off, Floating 

On/Oft 
On/Off 
On/Off 
On/Off 
On/Off 
On/Off 

Proportional 

Proportional 

Proportional 
On/Off, Floating 
On/Off, Floating 

On/Off 


On/Ott 
On/Ott 
On/Ott 
On/Off 
On/Off 
Proportional 
Proportional 
Proportional 
Proportional 


Non-Spring-Return 


18 in.-Ib. 


39 in.-Ib. 


53 in.-Ib. 


3044 GRAINGER. 


Floating 
Floating 
Floating 
On/Off, Floating 
On/Off, Floating 
Floating 
Floating 
Floating 
Floating 
Proportional 
Proportional 
On/Off, Floating 
On/Off, Floating 
Floating with 
Timeout 
Floating 
Floating 
Floating 
Floating 
Floating 
Floating 
Floating 
Floating 
Floating 
Floating 
Proportional 
Proportional 
Proportional 
Proportional 
Proportional 
On/Off, Floating 
Floating 
Floating 
On/Off, Floating 
Floating 
Floating 


TTT 


Electric Damper Actuators 


ral © 


* ig203-BGB-2 


55 Mem (at bell 


SIEMENS Honeywell 


Timing 


150 sec. 
90 sec. 
150 sec. 
90 sec. 


Less than 75 sec. 
Less than 75 sec. 
Less than 75 sec. 
Less than 30 sec. 
Less than 75 sec. 
Less than 30 sec. 


150 sec. 
90 sec. 
150 sec. 
90 sec. 
150 sec. 
150 sec. 
150 sec. 


Less than 75 sec. 
Less than 75 sec. 
Less than 75 sec. 
Less than 75 sec. 
Less than 75 sec. 
Less than 75 sec. 


150 sec. 
150 sec. 
150 sec. 
150 sec. 
150 sec. 
24 to 5/ sec. 
24 to 5/ sec. 
24 to 5/ sec. 
24 to 5/ sec. 
24 to 5/ sec. 
24 to 5/ sec. 
150 sec. 
150 sec. 
150 sec. 
150 sec. 


36 SeC. 
30 sec. 
30 sec. 
30 sec. 
30 sec. 
72 Sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 


60 sec. 


60 sec. 
60 sec. 
120 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
120 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 
60 sec. 





Voltage 


24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
89-264VAC 
85-264VAC 
89-264VAC 
85-264VAC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
120VAC 
120VAC 
230VAC 
230VAC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
120VAC 
120VAC 
230VAC 
230VAC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 


24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
20-30VAC 
24VAC 
24VAC 
24VAC 
24VAC 


100-240VAC 


24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 
24VAC 


Switch 
Type 


SPDT 
SPDT 


SPDT 
SPDT 
SPDT 


SPDT 
SPDT 
2 SPDT 
2 SPDT 
2 SPDT 


2 SPDT 


2 SPDT 
2 SPDT 
2 SPDT 
2 SPDT 
2 SPDT 
2 SPDT 
2 SPDT 


DT 
DT 
DT 


NIP) 
NNW 
Wl lja33 


RO} P| PO} 
NNW 
 VUWVDV 
000 
— 


vu 
oO 
= 


PDT 


RO} P| PO) 
NNW 
vu 
oO 
= 


KIVIC 





Mfr. 
Model 


M9203-AGA-2 
M9203-AGA-2Z 
M9203-AGB-2 
M9203-AGB-2Z 
M9203-BGA-2 
M9203-BGB-2 
M9203-BUA-2 
M9203-BUA-2Z 
M9203-BUB-2 
M9203-BUB-2Z 
M9203-GGA-2 
M9203-GGA-2Z 
M9203-GGB-2, 
M9203-GGB-2Z 
M9208-AGA-2 
M9208-AGA-3 
M9208-AGC-3 
M9208-BAA-3 
M9208-BAC-3 
M9208-BDA-3 
M9208-BDC-3 
M9208-BGA-3 
M9208-BGC-3 
M9208-GGA-2 
M9208-GGA-3 
M9208-GGC-3 
M9220-AGA-3 
M9220-AGC-3 
M9220-BAA-3 
M9220-BAC-3 
M9220-BDA-3 
M9220-BDC-3 
M9220-BGA-3 
M9220-BGC-3 
M9220-GGA-3 
M9220-GGC-3 
M9220-HGA-3 
M9220-HGC-3 


M9102-AGA-18 
M9102-AGA-25 
M9102-AGA-3S 
M9102-IGA-2S 
M9102-IGA-3S 
M9104-AGA-18 
M9104-AGA-28 
M9104-AGA-3S 
M9104-AGP-25 
M9104-GGA-25 
M9104-GGA-35 
M9104-IGA-2S 
M9104-IGA-3S 


M9104-IUA-2S 
M9106-AGA-2 


M9106-AGA-2N01 


Item 
No. 


41P549 
41P550 
41P991 
41P592 
41P593 
41P594 
41P599 
41P596 
41P997 
41P598 
41P599 
41P560 
41P561 
41P562 
41P5/72 
41P573 
41P974 
41P575 
41P576 
41P577 
41P578 
41P579 
41P580 
41P581 
41P582 
41P583 
41P593 
41P594 
41P595 
41P596 
41P597 
41P598 
41P599 
41P601 
41P602 
41P603 
41P604 
41P605 


41P461 
41P462 
41P463 
41P464 
41P465 
41P467 
41P468 
41P469 
3oLY73 
41P470 
41P471 
41P472 
41P473 


35LY72 


41P474 
20XH80 


M9106-AGA-2N02 20XH81 


M9106-AGA-4 
M9106-AGA-5 
M9106-AGC-2 
M9106-AGC-4 
VA9310-HGA-1 
M9106-AGF-2 


41P475 
41P476 
41P477 
41P478 
41P479 
41P480 


M9106-AGS-2N02 20XH82 


M9106-GGA-2 
M9106-GGA-4 
M9106-GGC-2 
M9106-GGC-4 
M9106-GGC-5 
M9106-IGA-2 
M9106-IGA-4 
M9106-IGA-5 
M9106-IGC-2 
M9106-IGC-4 
M9106-IGC-5 


41P481 
41P482 
41P484 
41P485 
41P486 
41P487 
41P488 
41P489 
41P490 
41P491 
41P492 


CONTROLS as 













No. 41P461 
7 Za 
BELIMO ,"° 
2UPH2 
Signal 
Torque Type Timing 
On/Off, Floating 25 to 50 sec. 
On/Off, Floating 25 to 50 sec. 
On/Off, Floating 25 to 50 sec. 
On/Off, Floating 25 to 50 sec. 
70 in-Ib Proportional —_ 25 to 50 sec. 
"Proportional —_-25 to 50 sec. 
Proportional 25 to 50 sec. 
Proportional 25 to 50 sec. 
Resistive 20 to 50 sec. 
Resistive 20 to 50 sec. 
Floating 60 sec. 
Floating 60 sec. 
Floating 60 sec. 
Floating 60 sec. 
__ Floating _ 60 sec. 
80 in.-lb. _ Proportional 60 sec. 
Proportional 60 sec. 
Proportional 60 sec. 
Proportional 60 sec. 
Proportional 60 sec. 
Proportional 60 sec 


140 in.-Ib. 


210 in.-lb. 


280 in.-lb. 


Siemens 


On/Off, Floating 
On/Off, Floating 
On/Off, Floating 
On/Off, Floating 
Proportional 
Proportional 
On/Off 
On/Off 
Resistive 
Resistive 
On/Off, Floating 
On/Off, Floating 
On/Off, Floating 
On/Off, Floating 
Proportional 
Proportional 
On/Off 
On/Off 
Resistive 
Resistive 
On/Off, Floating 
On/Off, Floating 
On/Off, Floating 
Proportional 
Proportional 


Spring-Return 


20 in.-lb. 


53 in.-Ib. 


62 in.-lb. 


160 in.-Ib. 


Modulating 
On/Off 
On/Off 
On/Off 
On/Off 
On/Off 
On/Off 

Floating 

Modulating 
On/Off 
On/Off 
On/Off 
On/Off 

Modulating 

Modulating 
On/Off 
On/Off 
On/Off 
On/Off 


Non-Spring-Return 


44 in.-lb. 
88 in.-Ib. 
132 in.-Ib. 


221 in.-Ib. 
310 in.-Ib. 


Floating 
Modulating 
Modulating 

Floating 
Modulating 

Floating 
Modulating 

Floating 
Modulating 


70 to 115 sec. 
70 to 115 sec. 
70 to 115 sec. 
70 to 115 sec. 
70 to 115 sec. 
70 to 115 sec. 
70 to 115 sec. 
70 to 115 sec. 
70 to 115 sec. 
70 to 115 sec. 


115 to 175 sec. 
115 to 175 sec. 
115 to 175 sec. 
115 to 175 sec. 
115 to 175 sec. 
17 to 175 sec. 
15 to 175 sec. 
15 to 175 sec. 
15 to 175 sec. 
15 to 175 sec. 
1310 205 sec. 
1 
1 
1 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


15 sec. 
15 sec. 
15 sec. 
15 sec. 
15 sec. 
15 sec. 
15 sec. 
90 sec. 
90 sec. 
90 sec. 
90 sec. 
90 sec. 
90 sec. 
90 sec. 
90 sec. 
90 sec. 
90 sec. 
90 sec. 
90 sec. 


90 sec. 
90 sec. 
125 sec. 
125 sec. 
125 sec. 
125 sec. 
125 sec. 
125 sec. 
125 sec. 


Find even MORE on Grainger.com® 


5 to 205 sec. 
5 to 205 sec. 
5 to 205 sec. 
5 to 205 sec. 


Scan. Order. Done. 
Details on page A1. 


Voltage 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 

24VAC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 


24VAC/DC 
24VAC/DC 
120VAC 
24VAC/DC 
24VAC/DC 
120VAC 
120VAC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
120VAC 
120VAC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
24VAC/DC 
120VAC 
120VAC 


24VAC 
24VAC 
24VAC 
24VAC 
24VAG 
24VAC 
24VAC 
24VAC 
24VAC 


Switch 
Type 


2 SPDT 


2 SPDT 
2 SPDT 
2 SPDT 
2 SPDT 


2 SPDT 
2 SPDT 


SPDT 
2 SPDT 
> SPDT 


SPDT 


2 SPDT 
2 SPDT 
2 SPDT 
2 SPDT 


2 SPDT 
2 SPDT 
2 SPDT 
2 SPDT 


2 SPDT 


SL 


SPDT 
2 SPDT 


2 SPDT 


2 9PDT 


SPDT 


SPDT 









Mfr. 
Model 
M9108-AGA-2 
M9108-AGC-2 
M9108-AGD-2 
M9108-AGE-2 
M9108-GGA-2 
M9108-GGC-2 
M9108-HGA-2 
M9108-HGC-2 
M9108-JGA-2 
M9108-JGC-2 
M9109-AGA-4 
M9109-AGA-5 
M9109-AGC-2 
M9109-AGC-4 
M9109-AGC-5 
M9109-GGA-2 
M9109-GGA-4 
M9109-GGA-5 
M9109-GGC-2 
M9109-GGC-4 
M9109-GGC-5 
M9116-AGA-2 
M9116-AGC-2 
M9116-AGD-2 
M9116-AGE-2 
M9116-GGA-2 
M9116-GGC-2 
M9116-HGA-2 
M9116-HGC-2 
M9116-JGA-2 
M9116-JGC-2 
M9124-AGA-2 
M9124-AGC-2 
M9124-AGD-2 
M9124-AGE-2 
M9124-GGA-2 
M9124-GGC-2 
M9124-HGA-2 
M9124-HGC-2 
M9124-JGA-2 
M9124-JGC-2 
M9132-AGA-2 
M9132-AGC-2 
M9132-AGE-2 
M9132-GGA-2 
M9132-GGC-2 


GIB161.1U 


Lome 












Tees ee 





Item 
No. 
41P493 
41P494 
41P495 
41P496 
41P497 
41P498 
41P499 
41P501 
41P502 
41P503 
41P505 
41P506 
41P507 
41P508 
41P509 
41P510 
41P511 
41P512 
41P513 
41P514 
41P515 
41P516 
41P517 
41P518 
41P519 
41P520 
41P521 
41P522 
41P523 
41P524 
41P525 
41P526 
41P527 
41P528 
41P529 
41P530 
41P531 
41P532 
41P533 
41P534 
41P535 
41P536 
41P537 
41P538 
41P539 
41P540 


2WXU2 
2UPH/ 
oWYD9 
oWYEO 
oWYE6 
oWYE1 
oWYE7 
40PN55 
2UPH3 
OWYES 
2UPH6 
oWYD8 
OWYES 
2UPH2 
40PN56 
oWYE4 
2UPH9 
oWYD7 
oWYE2 


2UPH1 

2UPH4 
366974 
366971 
366972 
366969 
366970 
366967 
366968 


EM» 
1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 
Electric Damper Actuators 





. | CONTINUED | a 
om 
f 
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wert 


No. 
34GR10 


|| 
Johnson YK a 


Controls 





Electric Damper Actuators 


NO. 6HXU7 









SIEMENS Honeywell KIVIC BELIMO 














Signal Switch Mfr. Item 
Torque Type Timing Voltage Type Model No. 
Honeywell 
Spring-Return 
77 in-Ib, __oWOft 25 sec. DAVACIDC SPST _MS8103A1130  6LJLO 
“~~ On/Off 25 sec. 100-240VAC SPST _MS4103A1030 _278Y38 
ile Oe 15 sec. DAVAC = MS8104F1010 _34GR11 
“ID. ~~“ On/Off 15 sec. 120VAC__2PSDT _MS4104F1010 34GR10 
Floating 25 sec. 2AVAC/DC SPDT _MS7505W2030 278Y41 
On/Off 25 sec. D4VAC/DC 2 SPST _MS8105W1030 _ 6XKH3 
On/Off 25 sec. DAVAC/DC SPST MS8105A1030 _278Y20 
44 in.-lb. On/Off 25 sec. DAVAC/DC SPST _MS8105A1130 _278Y42 
On/Off 95 sec. 120/230VAC SPST _MS4105A1030 _278Y33 
On/Off, Floating 25 sec. 24VAC/DC SPDT _MS7505A2130 _6HMH3 
On/Off, Floating _—-25 sec. 24VAC/DC SPDT MS7505A2030__278Y12 
i 15 sec. D4VAC 5 SPDT _MS8109F1010 278Y30 
Ib. “On/Off 15 sec. 120VAC — _ MS4109F1010 _34GR12 
Floating 20 sec. 24VAC/DC negate MS7510W2206 6XKHO 
ag iniaiy. OO 20 sec. DAVAC/IDC SPST _MS8110A1008 _278Y34 
“Ib. ~~“ On/Off 20sec. 100-240VAC_ SPST _MS4110A1002 _278Y21 
On/Off 20sec. 100-240VAC 2SPDT  MS4110A1200 _278Y31 
On/Off, Floating 20 sec. 24VACIDC SPDT _MS7510A2008 _ 2HFD6 
Floating 20 sec. 24VAC ia MS7520W2205  6XKH2 
Floating 20 sec. O4VAC veeaine MS7520W2007 278Y39 
On/Off 15 sec. _24VAC SPST MS8120F1002 _278Y16 — 
475 inclb__ ono 15 sec. DAVAC 2 SPDT MS8120F1200 278Y17 
“lb. On/Off 15 sec. 120VAC SPST _MS4120F1006  2HEY9 
On/Off 15 sec. 120VAC 2 SPDT _MS4120F1204 _ 2HEZ1 
On/Off 20 sec. DAVAC/IDC 2 SPST _MS8120W1205 278743 
On/Off 20sec. 100-240VAC SPST _MS4120A1001 _278Y23 
On/Off 20 sec. 100-240VAC 2SPDT  MS4120A1209 278Y24 
On/Off, Floating 20 sec. Q4VAC_ ‘SPDT _MS7520A2007 _ 2HFE3 
Non-Spring-Return 
Adin lp, ON/OFf, Floating 95 sec. D4VAC/DC SPDT _MN7505A2001 278Y11 
“ID. On/Off, Floating 95 sec. DAVAC/DC SPDT _MN6105A1011 27813 
“Dini, ONOFf, Floating 90 sec. O4VAG SPDT ML6174B2019 278Y14 
“Ib. Proportional 90 sec. DAVAC = ML7174A2001 _278Y27 
KMC Controls 
Non-Spring-Return 
Floating 90 sec. 24VACIDC— MEP-4001  GHXUA 
40 in.-Ib. Floating 90 sec. AVAC/DC MEP-4003  GHXUG 
Proportional 90 sec. D4VAC/IDC MEP-4002 _ GHXUS 
Capacitor Failsafe 
Floating 9010 TI Sec. and o4vac/DC = — MEP-7851  GHXU7 
$20 in<ID. Floating 90,10 F'3 Sec. and savacyoc = — MEP-7853  GHXU9 
Proportional 90to0115sec. 24VAC/DC — MEP-7852 6HXUS 
Damper Motors 








NEMA 3 wiring box provides weather protection, except No. 2E976 has an internal SPDT switch. 
Controllers sold this page and on page 3026. UL Listed and CSA Certified. 


Spring 
Return 
Electric Actuator, Modutrol Motor 
No 6/6 
No 6/6 
Yes 6/6 
Yes 66 
Yes 4Y" 
Electric Actuator, Modutrol IV Motor 
No 6/6 
No 6/6 


Modutrol IV Accessories 


W 


a 
es 
0%" 
32: 
4" 


0/2" 
0%" 


D 


1/6 
7/6" 
834" 
84" 
3%" 


1/6 
1/6 


Internal Transformer Kit, 120/208/240VAC Input, Converts from Low Voltage to Line Voltage 
Internal Transformer Kit, 24/120/240VAC Input, Converts from Low Voltage to Line Voltage 
Internal Auxiliary Switch, Features 1 SPDT Switch with Selectable Differential of 1° to 10° Rotation 


Internal Auxiliary Dual Switch, Features 2 SPDT Switches with Selectable Differential of 1° to 10° Rotation 


Super Tradeline Damper Linkage, Internal or External Mount, Contains Ball 
Joints, Motor Crank Arm and Damper Arm for ¥2" Diameter Shaft 


Tradeline Valve Linkage, for Motors and Valves with 44° Stem Travel and 


1%" Bonnet Dia.; 80/160 Pounds Adjustable Stem Force 
Tradeline Valve Linkage For High Stem Forces, for Motors and Valves with 
¥4" Stem Travel and 13%" Bonnet Dia.; 160 or 320 Stem Force 


Adapter Plate, Steel Bracket to Adjust Modutrol IV Motors to Match Shaft Height of Modutrol III Motors 


No. 
40LV72 
Signal Switch 
Torque Type Timing Voltage Type 
Belimo 
Spring-Return 7 
99 in-lb n 19 S86. 24VAC/DC = 
a On/Off 9 Sec. 100-240VAC SPDT 
30 in.-Ib. On/Off 15 Sec. -120VAC — 
MFT 150 sec. 24VAC/DC —_— 
On/Off 75 Sec. 24VAC/DC ll 
On/Off 75 Sec. 24VAC/DC SPDT 
35 in.-lb. On/Off 75 Sec. 120VAC — 
On/Off 75 Sec. 120VAC SPDT 
On/Off, Floating 150 sec. 24VAC/DC — 
Proportional 150 sec. 24VAC/DC _ 
70 in-1b. On/Off 19 sec. 120VAC = 
90 in.-lb. _ Proportional 95 sec. 24VAC/D = 
MFT 150 sec. 24VAC/DC — 
On/Ott 25 SEC. _120VAC — 
On/Off 75 Sec. 24-240VAC — 
180 in.-Ib On/Off 75 Sec. 24-240VAC 2SPDI 
oo On/Off 75 Sec. 24VAC/DC — 
On/Off 15 Sec. 24VAC/DC 2 SPDT 
On/Off 95 sec. 24VAC/DC —_ 
Proportional 95 sec. 24VAC/DC — 
Non-Spring Return 
On/Off, Floating 90 sec. 24VAC/DC _— 
On/Off, Floating 150 sec. 24VAC/DC — 
45 in.-Ib On/Off, Floating 150 sec. 24VAC/DC — 
7’ Proportional 90 sec. 24VAC/DC _— 
Proportional 95 sec. 24VAC/DC — 
Proportional 95 sec. 24VAC/DC —_ 
MFT 150 sec. 24VAC/DC — 
90 in.-lb. On/Off, Floating 95 sec. 24VAC/DC _— 
Proportional 150 sec. 24VAC/DC _— 
On/Off, Floating 95 sec. 24VAC/DC _ 
180 in.-Ib. Proportional 90 sec. 24VAC/DC — 
Proportional 95 sec. 24VAC/DC _ 
360 in.-lb. Proportional 150 sec. 24VAC/DC — 
On/Off, Floating 90 sec. 24VAC — 
— On/Off, Floating 90 sec. 24VAC | _— 
Proportional 90 sec. 24VAC/DC _ 
Honeywell 
Mfr. Item 
Model No. 
M9184D1021 1D290 
M9164D1009 4E390 
M9185D1004 4E389 
M8185D1006 = 278Y15 
M436A1116 2E976 
M9174D1007 1RZY8 
M6184D1035 1RZY9 
198162AA 278Y93 
90017460-001 —278Y98 
220/36A 278208 
220/36B 278209 
Q605D1069 278Y92 
Q5001D1000 278203 
Q5001D1018 278211 
220/38A 278205 





Sign in to Grainger.com® to see YOUR Pricing and MORE 
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Mfr. Item 
Model No. 
TFRB24 42FG37 
TFB120-S 42FG39 
FSLF120 40LV79 
LF24-MFT 40LV86 
LF24 40LV84 
LF24-S 40LV87 
LF120 40LV82 
LF120-S 40LV83 
LF24-3 40LV85 
LF24-SR 40LV88 
FSNF120 40LV80__ 
NFB24-SR 40LV94 
AFB24-MFT — 40LV71 
FSAF120A 467F89 
AFBUP 40LV74 
AFBUP-S 40LV75 
AFB24 40LV70 
AFB24-S | 40LV72 
AFRB24-SR = 40LV76 
AFB24-SR 40LV73 
LRB24-3 40LV92 
LMB24-3 40LV89 
LMB24-3-T 40LV90 
LRB24-SR 40LV93 
LMB24-SR 40LV91 
LMB24-SR-T  42FG35 
NMB24-MFT 42FG31 
NMB24-3 40LV95 
NMB24-SR 40LV96 
AMB24-3 35YKO09 
ARB24-SR 40LV78 
AMB24-SR 40LV77 
GMB24-SR 40LV81 
TR24-3 40LV97 
TR24-3-T 40LV98 
TR24-SR-T  42FG32 





HVAC & REFRIGERATION 
Pressure-Sensing Controls 


Scan. Order. Done. 
Details on page A1. 





Fluid 





Johnson WN 


SASHCROFT 





Pressure Range 
(in. WC 


Mfr. 
Model 


Ashcroft, Low-Pressure Transducers 





® 
0 to 0.1 CX8MB242P1IW 2AGD4 
Flow Standard Controls No. 0 to 0.25 CX8MB242P251W 2AGD5 
0 a 2AGD4 0100.5 CX8MB242P51W 2AGD6 
S = ta ' Flow—For use with 1" or greater Air 0 to 1 CX8MB24211W 2AGD7 
witc es pipe size. No. 35LZ20 is a low- Hee Rey nee 
: : to 5 
= SPDT energy switch with gold-plated Pressure 0 to 10 CX8MB24210IW OAGE1 
= 24-230V, except contacts for improved electrical Control S -O.1to0to01 CX8MB242PTIWL 2AGE2 
No. 351220 is 4-120V performance in low-voltage, low- | Fe ; eS — GaN oqo PSR SaEEs 
= Max. fluid temperature: 250°F current circuits (dry circuits) to ow-Pressure Transducers—Measure “Tto0to1  CX8MB2427IWL 2AGE5 
= Wetted materials: Viton® switch low-energy resistive loads, a and differential sey a el ‘Fiat 2 CxBMB2A2ZTWL ZAGEG 
For fluid lines carrying ethylene © Such as control signals. fe ss earennied oie ABeurce i Ae Dwyer Instruments, Air Pressure Transmitters 
glycol, water, or other nonhaz- = Low Flow—For use with 1" or PP eeeiiame LOR ACY ARES SL AEWT 
ie a full scale. 4 to 20mA output. LED power =: 09.1, 0100.25, uc 454 4 AEW2 
ardous liquids. smaller pipe size. siete indicator Detachable Anil or 0 to 0.5 
, ee ae Item 
a ve oa p Max. Switch Mi block simplifies WIring. NEMA 1 ABS Description For Use With No. 
I um). (apm) (nei. Enel ize (i , No | housing has %" barbed male fittings, “Accessories 
ype (gpm) (gpm) (psi) Encl. Connec. Size (in.) Model No. 4 gS. CX8MB242PTIW, 
a Te F261KAH-VO1C 35LZ18 | Proof pressure 19 psi, burst pressure 25 CX8MB242P25|W, 
Flow 25 760 NEMA 'MNPT — -rogfMAL-voTC 35Lz20 | psi. ROHS compliant. Eo 
4 F261MAH-VO1C 35L221 ; ; . CXBMBO423IW. 
290 enya Z2FNPTx 2 FNPT F261KEH-VO1C 351212 | Air Pressure Transmitters—Monitor CX8MBO45IW 
Low 3R - AFNPT x34 FNPTTSOIKEA-VOTC SOLZI3. | differential pressure and air velocity. Ashcroft, Conduit  CX8MB242101W, 
Flow 98 17 F261 KEH-V02C SoL2Z14 Connection Kit CX8MB242P1IWL,  2AGES 
NEMA %FNPT x %FNPT FO61MEH-VO1C 35LZ15 | Ranges and units are field selectable. CX8MB249P25IWL 
: ; “i WL, 
tubing connection. CE Certified. CX8MB2422IWL 
y) = Operating temp.: 0° to 150°F eee 
a | ransaucers 
Johnson i = Power supply: 2-wire, 10 to 35VDC = —piiver instruments, MS-111 and MS-121 pews 


= 4 to 20mA DC signal output Display Upgrade Kit Pressure Transducers 


Air Flow Switch controls 
= SPDT = Max. air velocity: 2000 fpm 

= Max. ambient: 104°F Lc 
Detects duct air flow (or absence) by velocity of air movement. 
Features trimmable 1-pc. stainless steel paddle and range-adjusting 
screw for field adjustment. Gasket included. 






Liquid Level 
Float Switches geal My 


A change in the liquid level will open or close an electrical 
circuit, and allows Max. Max. 


No. 
35LZ10 

















Paddle FullLoad Amps Min. Actuation Min. Actuation Mfr. Item you to maintain the Switch Pressure Temp. Mfr. Item 
Size @115/230V Velocity Horizontal Velocity Vertical Model No. liquid level Type __psi__(°F) Model No. 
2¥'X se qigg 000 fpm (> 50sq. 750 fpm (> 50 pogoxni-gic 35LY69 proper liquid level in ~sppT 100 250 F263MAC-VO1C 35LZ10 
67" cada in. duct area) _sq. in. duct area) a closed tank. SPDT 150 212 F263MAP-V01C 35LZ11 
No. No riia a, 
seme 6XPX7 aes 
No. 2EJN1 
[Cc] a | fo Johnson WN 
Switch Pressure Setting Sample Mfr. Item 
Col Sees are Controls B * Tyne hes (i Tye Range On. ut] Te Connector Brand Model No. 
olumbus ri ressure-Sensing Switches (Manometer Required to Set Final Pressure 
ectric 0.25 to 1.0 Barbed RSS-495-014  3ZM96 
Kobertshow Mine aett 010 10.0 Hin OD N82-0000-08 — BXPX7 
10 - 10. Ain -0000- 7 
> SIEMENS 0.05 Barbed Cleveland Controls hFS-594-149-395 6XPX9 
= 0.0510 12.0 Integral Compression AFS-222-139  3ZM92 . 
Pressure-Sensing nists 50 ¥ oT PIPAC. iC 06362 
7 15 To 12. ‘eS . 4 
Switches and Probes org inl Jonngon controls — pean o¢ —tnn 
05 TO 5.0 
PRESSURE-SENSING SWITCHES Yy'- 27 NPT ena : ee 
= Mount with diaphragm in vertical plane HiNCiGeneiallPurDoss 0.05t0 12.0 Integral Compression Columbus Electric GRH3AD 2EAG2 
Sense positive, negative, or differential air voto le Barbed sar pes Oat 
pressure. Negative pressure rating same as Integral Compression 2374-499 6XJU2 
; ; if ta Clie Robertshaw 2374-502 6XJU5 
HVAG OEM and HVAC General es pro Oe 
.06 to 0. -507 
Purpose—For residential, light commercial ae ae fence solr eOS oi 
P — ‘ — : 00. ntegral Lompression = 
mid-efficiency furnaces, and direct digital A adeonad SPDT 0.05 to 12.0 Cleveland Controls _AFS-405-140  3ZM93. * 
control (DDC) applications. No. 2E462 includes SOST 0.05 to 30 win OD iE Aa ae 
ules, ae 7 a of oe Manual Reset ace err paul Goaneaer Cleveland Controls —AFS-460-142— 37M94 
ubing, and ¥%4" 0.D. tubing nuts. Robertshaw 2374-504 6XJU7 
9 9 Auto Reset SPDT 0.05 to 1.0 % in OD Siemens 141-0574 2KGR4 * 
Gold Contact—for computer environments, STATIC PRESSURE PROBES | TOTAL PRESSURE PROBES 
irect digital be ithout With Metal Without With Metal 
direct d dlls control, or where low ampele Metal Barbed Barbed Metal Barbed Barbed Mfr. Item 
currents are wired. Insertion Exterior Overall oe Adapter ee Adapter = Adapter aos Adapter Item Includes Model _No. 
nat engt engt tem tem tem tem Cleveland Controls, Accessories 
STATIC AND TOTAL PRESSURE PROBES n.) _(in.) _(in.) No. No. No. No. p y Tubing Kit, 
; Cleveland Controls, Probes, 4 Hole Mounting Flange, 112" Dia., 4" Fitting Size Tecan Batteries, PVG-1 497765 
Static Pressure—Passive probes sense 1 1% 34 2EJK2 ZEN} Ze ali Lapel ; Hand Held 
P ‘ fn 4 acned Uase 
pressure as air flow aspirates across the 315 1% 5 Vs _|  2EJKA 2EJN3 2EJL3 2EJP2 Universal 7" 
probe tip opening. 4 1% bv 2EJK5 2EJN4 2EJL4 2EJP3 Universal Probe, Mounting 
5% 1% a _ 2EJN5 2EJL5 2EJP4 Sensing Flange, Set Screw, 6g¢81.396 XPX8 
Total Pressure—Impact probes sense nega- 6 7% 2EJK7 2EJNG 2EJL6 2EJP5 Probe Kit 3. rt.%4 Tubing, 
: aes ; 1% 1% 9% 2EJK8 — 2EJL/ — Mounting Screws, 
tive or positive pressure, depending on the 8 1% «OM 2EJK9 2EJN8 2EJL8 2EJP7 Slip On Adaptor 


angle of the probe tip opening. 


3046 GRAINGER. 


ITT 


* 2 slip-on tubing adapters and mounting screws included. 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 








GRAINGER CHOICE* 


Find the why. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 
Panel & Pleated Air Filters 





Performance Ratings 
Use MERV ratings to select the right filter 


What MERV ratings mean 

An air filter's minimum efficiency reporting 
value (MERV) rating measures how effectively 
the filter stops dust and other contaminants 
from passing through the filter and into the 
air stream. Filters with higher MERV ratings 
trap small particles more effectively than 


For more sizes, go to Grainger.com® and search pleated air filters 


MERV Rating MERV Rating 
14 58 


Ny, 





Pollen . M 


| 


lold/Spores 
Dust Mites ust Lint 
Sanding Dust oe 


Textile/Carpet Fibers 


Dust 


Filters Down To 


Micron Particle Size 





Application: 
* Residential Buildings 


¢ Window 
Air-Conditioning Units * Commercial Buildings 
- Industrial Workplaces 


¢ Paint Booth Inlets 


filters with lower MERV ratings. 





*Air®Handler’ 
General Purpose Pleated Air Filters 


a Synthetic media STANDARD-CAPACITY 

= Moisture-resistant die-cut Improve air quality and 
beverage board frame keep resistance within 

= Wire-backed design reasonable operating limits. 


= UL Classified 
= Priced each; shipped in case qty., sold HIGH-CAPACITY 
50% more surface area 


individually in-store only (except where noted) 
Capture airborne contaminants more effectively a ale a a F 
than nonpleated air filters since the pleated ans Bervice Meny 30 
filter media has more surface area for trapping to 30 /o, providing reduced 
contaminants than nonpleated media. resistance and lower 
energy and maintenance 


Go to grainger.com/autoreorder to set up an nosis 
ordering schedule. 


Note: We carry MERV 13 air filters on Grainger.com®. 


STANDARD- saat te aa HIGH-CAPACITY, | HIGH-CAPACITY, 
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o” 25" E998 | ~~-GB983. ~~~ 4YUR2 ~~—~|~—~*2DYP4 CAPACITY, MERV 7 
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730) ~ 6GKL2. | +33E894 | 336895 * | 33E896 i 04" 9 | 5W515 | ~~ +6B933.. + +4YUY5 | +2DYD 
"18" 5E675 | ~—-6B948~—~=)~=S«AYUUS =| DY o” 25" ~~ 2W233- | ——SGB930.——|S4YUYG ~~) «2D YD7 
3" 00" 5W974 | 6947 ~~—~«Ss YUU ~~ "30" ———2HYD5 | 2HYD6. ~~~ 4YUY7.~—S=«|~S« GHZ 
oo 5W975 | ~—-6BO44 ~—)SCAYUV2 ~~ ~SCDYTA BY 95" 60518 ~~~ B92 yUYS DYE 
B" 60521 | ~—S<GB941_~—=S=| «= AYUV3.~~—=«|~—«2DYTS 4" Nominal Dept i 
qT 68994 | ~—S«GB939.~—S|SCAYUW ~~, =D VK 7 w238 | ~SGB974 S| = AYUZA 
20 —5W51t | —-6B938 =| ~—«AYUV DYTE an: W516 | ~-6B955 | ~+<4YUZ2 ~~ 
00" 54FE97 | 21c095. | =~=— | — 5 | 5W517_| 68949. 4YUZ3.S 
Q" 2d —_5W976 | ~-GB934.—~|~«<AYUV7~—~—|~SDYT7 7 a: W518 | -6B942. ~~, ~+4YUZ4. SS 
30 B90 pBg28 | + 4YUVO A7 24" 6 | 5C437 | +~~-6BQ32~~+~| ~+4YUZ6 
5B990 BBS —4YUW4_ | 3DVK 50436 | ~—-«6B919 ~~» ~—~«AYUZ< 
60522 «| ~——=«BS —4YUWS | _2DYU 50435 ~—=«G B98 AYVE 


* Sold and shipped in case quantity only. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Scan. Order. Done. 
Details on page A1. 


HVAC & REFRIGERATION 
Panel & Pleated Air Filters 
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* Air®Handler® xi Nt ) 
High Strength ANI 
Performance Pleat™ Air Filters | 
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WA irHandler’ 


sey tee : = MERV 8 Nom som: Case item 
ty. 
LEED Green-Building-Compliant = High capacity target ——" ; 
Pleated Air Filters = Low-resistance synthetic media 50" 10" 12 495J14 
= Moisture-resistant die-cut 20" 16° 12 aaite 
= MERV 13 ote am ote ih beverage board frame vr x iG ate 
= Standard capacity, 1"Nominal Depth 2" Nominal Depth = Wire-backed design 24" 24" 12 495J20 
except where noted 10" 20" 12 11C857_ 10" 20" 12 2EKH5 | = UL Classified 25" Me i pate 
= Synthetic media im ee 3 yeas io a Q aa = Priced each; shipped in case qty., aaa resin 2 
= Moisture-resistant die-cut 1" 12" 19 410860" 14°20" 42 2EKH7 sold individually in-store only 20" 16 12 495J22 
beverage board frame ("20°18 11GB 14" 25°12 2EKHB_ | Extremely strong and durable under an ao ise 
= Wire-backed design Sm ie ae difficult operating conditions, includ- 54 18° 19 49524 
es 12" 25" 12 110863* 16" 24" 12 2EKJ1 edie aus 
=ULClassified = 14°20" 12 110864 16" 25" 12 2EKJ2 | ing high-moisture applications. Can 24° 20° 12495426 
= Priced each; shipped incase 14° 24" 12 110865 18" 24" 12 2EKJ3 hold more dust than MERV 8 general a 2 7 te 
qty., sold individually in-store $2 23,1 tee oe oo ees | use pleated air filters, so they need to 25) 20 12 49527 
only (except where noted) 15° 25° 12 110868" —20" 24" 12 2EKJ6 | bereplaced less often. Manufactured © 4" Nominal Depth 
Meet the air-filtration efficiency < 6 iG Wee a ee 5 aa with a heavy-duty, galvanized a i : a 
criteria required for earning = 4g" 94" 42440871 24" 24" 12 2eKJ8 | expanded metal support grid and 24° 12° 6 495J29 
points toward LEED (Leadership 16" 25" 12 110872 25" 25" 12 2EKJ9 moisture-resistant adhesive. a ie ; ee 
18" 20" 12 11€873* 4" Nominal Depth 
sel ele "94" 42 110874 12" 24 6 110882 24° 24° 6 495/36 
Jesign) reen Bunaing CertitiCa- yg" ~55" 45 -44¢875* 16° 20° 6 110883 20" 16° 6 495J31 
tion. Slim format allows upgrades 20" 20" 12 110876 16" 25" 6 11C884 2. ee 8 are 
from medium-efficiency pleated —20 24° 12 110877" 18" 24" 6110885 
fireation withouE invectina nine 25" 12 11€878 20° 20° 6 11C886 
tration without investing 20° 30" 12 110879 20" 24" 6 +11C887 
equipment. 24" 24" 12 11C880 20° 25" 6 11C888 
25" 25" 12 11C881* 24" 24° 6 11C889 
* Sold and shipped in case quantity only. 
t High capacity. 
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WA irHandler’ 
High Strength 


Diamond Pleated Air Filters \ 


= High capacity 
= Low-resistance synthetic media 


Performance Nom. Nom. Case_ Item 
Rating H W Qty. No. 





a),* ‘a | : ; 2" Nominal Depth 

“2474 = Moisture-resistant die-cut 12" 20" 12 3DVN4 
ce . @ beverage board frame 12,24" 12 3GRT2 
Air<Handler = Wire-backed design 14" 25" 12 3GRT4 
. . 7 = UL Classified MERV10 16" 20° 12 3GRT5 
Allergen Reduction Pleated Air Filters S eaecac ais innpeiiarcaseane io 212 aR 
= MERV 12 Electrostatically enhanced to attract sold individually in-store only 18°94" 42 3GRT8 
» Standard Capacity even the smallest particles from the Have an internal wire frame that rein- 18" 25" 12 3GRT9 
7 Synthetic media air, including microbes, pet dander, forces the filter to prevent it from blowing MERV 11 a at F ait 
= Moisture-resistant die-cut mold, and bacteria. out in applications where the HVAC ERY 10 2025" 12 3GRU3 
beverage board frame Nom. Nom. Nom. Case item | system may place increased pressure 24" 24" 12 3GRU4 
= Wire-backed design ——y7_ —Stty-__ ie | on the filter due to high velocities or High eget SUS 

= UL Classified ist aE oy 
Si ccalcaca sched , 16 20 1 12 1MBE3__| Moisture. 12" 24" 6 54FF04 
= Priced each; shipped in case qty. 16-25" i 12 1MBE1 aint : : 16" 20" 6 54FFO5 
Sald individually cetore only ‘ 50" 50" 7 19 {IIBD9 Note: The filter media color may be white or yellow. MERV 414 16°95" 6 54FFO6 
20". 25" ik 12 1MBE2 20" 25" 6 SAFFO7 
24" 24" ib 12 1MBE5 24° 24" 6 5SAFFO8 


3048 GRAINGER. 


ITT 





Find even MORE on Grainger.com® 


1-800-GRAINGER (472-4643) 


HVAC & REFRIGERATION 
Panel & Pleated Air Filters 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





© ex « BESTAIR yw —_ 
* A irHandler an 0) Honeywell Honeywell —_s =; 
c Air CI Home SS Fe 
rn ir ner 7 
UI ace ea e : > ——— << 4 Te — 
OEM Replacement Filters — ino 
= Priced each; shipped in case qty., sold individually in-store only = 6C529 
Available in styles that fit most whole house filter cabinets in residential S$ —— ee eae 
: : . moze P 7 — 
applications. Meet or exceed the operating efficiency of OEM filters. Fs  * 
No. 4E438 requires the original manufacturer’ rs and dividers. (2 ee 
0 38 requires the original manufacturer's spacers and dividers — = cise 
Nominal Pkg. (No. of Pkgs. Mfr. Item 
wend Size OEM Replacement For Brand Qty. per Case) Model No. 
12x20x5 Honeywell FC100A1052 Air Handler 2 1 36PT14 36PT14 
16x20x3__ Honeywell FC35A1035 Air Handler 2 1 36PR96 36PR96 
Honeywell CF200A1620, FC100A1003, FC200E1003, POPUP1620 Bestair Pro 2 1 5-1620-8-2 35NZ32 
Honeywell F100F1004 Air Handler 2 1 36PR99 36PR99 
16x20x5 Honeywell FC100A1029 Air Handler 1 3 2EKL2 2EKL2 
Honeywell FC200E1003 Air Handler 2 1 36PT05 36PT05 
Honeywell FC200E1003 Air Handler 2 1 36PT16 36PT16 
16x25x3 Lion Air Bear 255649-101 Air Handler 2 1 36PT11 36PT11 
Trion Air Bear 259112-101, 255649-101 Bestair Pro 2 1 AB-31625-8-2 35NZ30 
GeO | CHOGATOOS CF100A1041, CF200A1008, FC100A1029, FC200E1029, POPUP162 fir nand’er ° o“ a 
oneywe : ; 2 : _Q. 
CF100A1041, 203719, F35/35R FC35A1001, F100/150 FC100A1026/1029, F200 FC200E1029, 203719 Bestair Pro 2 { 9-1625-8-2 35NZ33 
16x25x5 —- Honeywell CF200A1008 Air Handler 2 1 36PT15 36PT15 
Honeywell FC35A1001 Air Handler 2 1 36PT06 36PT06 
Trion Air Bear 255649-105, General Mac 4511 Air Handler 2 1 36PT01 36PT01 
16x27x6  Abrilaire 401 Air Handler 1 3 2EKL5 2EKL5 * 
Aprilaire 401 Air Handler 2 1 36PT18 36PT18 * 
Honeywell CF200A1024, FC100A1011, FC200E1011, POPUP2020 Bestair Pro 2 1 5-2020-8-2 35NZ31 
Honeywell EXPXXFILO016 Air Handler 2 1 36PT02 36PT02 
20x20x5 — Honeywell F100A1037 Air Handler 1 3 2EKL4 2EKL4 
Honeywell F200A1024 Air Handler 2 1 36PT13 36PT13 
| x37 00. F /35R FC35A1027, F100/150 FC100A1037, F200 FC200E103 ar nander : ; an oes 
oneywe 120, F30/39 3 ig 3 ‘@ ig ; y ig 
CF100A1025, CF100A1058, FC100A1037, FC200E1037, POPUP2025 Bestair Pro 2 | 9-2020-8-2 35NZ34 
Honeywell FC100A1037 Air Handler 2 1 36PT04 36PT04 
20x25x5  ~—-_ Honeywell FC35A1050 Air Handler 2 1 36PT08 36PT08 
Trion Air Bear 455602-025 Air Handler 1 E] 60529 60529 
Trion Air Bear 455602-025 Air Handler 2 1 36PT12 36PT12 
Trion Air Bear Cub, Lennox, GeneralAire, Skuttle, Source 1/York, Braeburn 259112-102, 255649-102 Bestair Pro 2 1 AB-52025-8-2 39NZ29 
Aprilaire 201 Air Handler 1 1 4E438 4E438 * 
20x25x6 ~— Aprilaire 201 Air Handler 2 1 36PT09 36PT09 
Aprilaire 201 Air Handler 2 1 36PT17 36PT17 * 
MERV 10 
16x25x4 Honeywell 203719, FC35A1001 Honeywell Home 1 5 FC100A1029 3TPR7 
= ee Honeywell 203721 Honeywell Home 1 5 FC100A1011 3TMZ6 
11 
16x20x3 Honeywell FC40R1052 Air Handler 2 1 36PR84 36PR84 
Honeywell CF200A1620 Air Handler 2 1 36PR92 36PR92 
16x20x5 Honeywell CF200A1620, FC100A1003, FC200E1003, POPUP1620 Bestair Pro 2 1 5-1620-11-2 35NZ42 
Honeywell FC35A1035 Air Handler 2 1 36PR88 36PR88 
16x25x3 tion Air Bear Cub, Lennox, GeneralAire, Skuttle, Source 1/York, MAC 259112-101, 255649-101 Bestair Pro 2 1 AB-31625-11-2 35NZ37 
Trion Air Bear Cub, Lennox, GeneralAire, Skuttle, Source 1/York, MAC 259112-101, 255649-101 Air Handler Z 1 36PR85 36PR85 
Sea OE GUAT OOS: CHOOATOA CF200A1008, FC100A1029, FC200E1029, POPUP162 posta Tie ; porter the a. 
oneywe ; i : rrr 
CF100A1041, 203719, F35/35R FC35A1001, F100/150 FC100A1026/1029, F200 FC200E1029, 203719 Bestair Pro 2 { 9-162-11-2 S5NZ44 
16x25x5 Honeywell CF200A1008 Air Handler 2 1 36PR93 36PR93 
Honeywell F100F1004, F100B1008, F150E1000, F100F2028 Honeywell 1 3 POPUP1625 278Y53 
Honeywell FC35A1001 Bestair Pro 2 1 NR5-1625-11-2B  52XR42 
Trion Airbear 455602-625 Air Handler 2 1 36PR89 36PR89 
Trion Air Bear Cub, Lennox, GeneralAire, Skuttle, Source 1/York, MAC 259112-105, 255649-105 Bestair Pro 2 1 AB-51625-11-2 35NZ35 
16x27x6 Aprilaire Space Gard, Lennox 401 Bestair Pro 2 1 A401-SG4-BOX-11R_ —35NZ40 
Aprilaire Space Gard 410,413 Bestair Pro 2 1 NRSG411-11-2B _ 52XR46 
16x28x4 —__Aprilaire Space Gard 410,413 Bestair Pro 2 1 SG411-PR-BOX 35NZ47 
16x28x6 Aprilaire Space Gard, Lennox 401 Honeywell 1 1 POPUP2400 278Y52 
20x20x3 Carrier GAPCCCAR2020 Air Handler 2 1 36PR86 36PR86 
20x20x4 Honeywell CF200A1024, FC100A1011, FC200E1011, POPUP2020 Bestair Pro 2 1 5-2020-11-2 35NZ43 
Goodman, Amana, York M21056 Bestair Pro Z 1 G5-2020-11-2 35NZ50 
Honeywell CF200A1024 Air Handler 2 1 36PR94 36PR94 
20x20x5 _ Honeywell F100F1004, F100B1008, F150E1000, F100F2028 Honeywell 1 1 POPUP2020 278Y54 
Honeywell FC35A1043 Bestair Pro 2 1 NR5-2020-11-2B  52XR43 
Trion Airbear 455602-725 Air Handler Z 1 36PR90 36PR90 
20x25x3__ Trion Airbear 455602-925 Air Handler 2 1 36PR87 36PR87 
90x25x4 Aprilaire Space Gard, Lennox 210/213 Bestair Pro 2 1 NRSG211-11-2B 902XR45 
Honeywell F100F2010, F150E1034, F100B1032, F100F2038 Honeywell Home 1 5 FC100A1037 3TPR8 
Aprilaire Space Gard, Lennox 210/213 Bestair Pro 2 1 $G211-PR-BOX 30NZ46 
eee DOS Ob. Fa5 SER FOSSATODT- FTOOTSO FOTOUATOS7-FIOU FCZOUETOS Bestar Pf __¢ ; eo-20eo He _ S070 
oneywe 120, F35/39 2 ‘¢ 4) T, /, ; 7 era 
CF100A1025, CF100A1058, FC100A1037, FC200E1037, POPUP2025 Bestair Pro 2 | 9-2025-11-2 SoNZ45 
90x25x5 Honeywell F100F1004, F100B1008, F150E1000, F100F2028 Honeywell 1 1 POPUP2025 278Y51 
Honeywell FC100A1037 Air Handler 2 1 36PR95 36PR95 
Honeywell FC35A1050 Bestair Pro 2 1 NR5-2025-11-2B _52XR44 
Trion Air Bear 455602-025 Air Handler 2 1 36PT03 36PT03 
Trion Air Bear Cub, Lennox, GeneralAire, Skuttle, Source 1/York, Braeburn 259112-102, 255649-102 Bestair Pro 2 1 AB-92025-11-2 30NZ36 
Trion Air Bear Cub, Lennox, GeneralAire, Skuttle, Source 1/York 455602-525 Air Handler 2 1 36PR91 36PR91 
Aprilaire 201 Air Handler 2 1 36PT10 36PT10 
20x25x6 Aprilaire Space Gard, Lennox 201 Bestair Pro 2 1 A201-SGM-BOX-11R_ —35NZ39 
Aprilaire Space Gard, Lennox 201 Bestair Pro 2 1 SGMPR-2 30NZ41 * 
21x25x6 _ Honeywell F100F1004, F100B1008, F150E1000, F100F2028 Honeywell Home 1 1 POPUP2200 3TPT4 
WER, a Aprilaire Space Gard, Lennox 401 Bestair Pro 2 1 SG4PR-2 30NZ38 * 
1 
16x20x5 Honeywell CF200A1620, FC100A1003, FC200E1003, POPUP1620 Bestair Pro 2 1 5-1620-13-2 35NZ59 
Honeywell, Lennox CF100A1009, CF100A1041, CF200A1008, FC100A1029, FC200E1029, POPUP1625, Becta Pea 9 1 5-1625-13-2 35NZ61 
16x25x5  —- CF100A1041, 203719, F35/35R FC35A1001, F100/150 FC100A1026/1029, F200 FC200E1029, 203719 
Trion Air Bear Cub, Lennox, GeneralAire, Skuttle, Source 1/York, MAC 259112-105, 255649-105 Bestair Pro 2 1 AB-51625-13-2 35NZ52 
20x20x5__ Honeywell CF200A1024, FC100A1011, FC200E1011, POPUP2020 Bestair Pro 2 1 5-2020-13-2 35NZ60 
20x25x4 Lennox HCXF20-10, HCF20-10, HCF20-16 Bestair Pro 2 1 LN2025-13C 35NZ63 
ST EXPXXFILO020, EXPXXUNVO02O, Sioa Se Ge ea Bestair Pro 2 1 CB2025-13C 35NZ55 
oneywe 720, F35/35 A) ig 3 f, 1; ; 7 Ae 
20x25x9_F1001025, CF100A1058, FC100A1037, FC200E1037, POPUP2025 Bestair Pro 2 | 9-2020-13-2 35NZ62 
Trion Air Bear Cub, Lennox, GeneralAire, Skuttle, Source 1/York 259112-102, 255649-102 Bestair Pro 2 1 AB-52025-13-2 35NZ53 
24x25x5 Carrier EXPXXFILO324, EXPXXUNV0324, EXPXXFIL0024, EXPXXUNV024 Bestair Pro 2 1 CB2425-13R-2 35NZ56 
25x16x5 Carrier EXPXXFILO016, EXPXXUNVO0016, EXPXXFILO316, EXPXXUNV0316 Bestair Pro 2 1 CB1625-13C 35NZ54 
* Refill media only. 
Sign in to Grainger.com® to see YOUR Pricing and MORE 3049 





HVAC & REFRIGERATION Scan. Order. Done. 
Panel & Pleated Air Filters Details on page A1. 






it ts 


geen? awe 258 
NTA ANTANLA) 
\7) « } ' ; 


WA ir Handler’ 








54 4 _, : 
Lt4a hs A 
ANNE SE NO Odor Removal 
( XESS Panel Air Filters 
it) di), Gia Gah < i \ = Moisture-resistant die-cut 
beverage board frame 
q = ASHRAE compliant 


= Priced each; shipped in case qty., 
sold individually in-store only 


Activated charcoal absorbs unpleas- 
ant odors and other gaseous 
contaminants in the air stream to 
improve indoor air quality. 
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For Nuisance Odors, Pleated, 

impregnated Carbon—ldeal for 

Nom. Nom. Case_ Item Nom. Nom. Case _ Item i i 

HW. Oty. No. HW. Oty. No. removing nuisance odors such as pet 
2" Nominal Depth smells, tobacco smoke, food odors, 

2EJZ6 * 10° 10" 12 2EKE1 

3°30" 12 3DVKA 10" 20" 12 2eKE2— | 2nd mustiness from the air. 

10" 10" 12 2EJZ7 {2" 20" 12  2EKE3 = Carbon concentration: 20 g/sq. ft. For VOCs and Exhaust Fumes, 


10 20 12 2EJZ8 12° 24" 12 2EKE4 Non-Pleated, Active Carbon 





1" Nominal Depth 
8 16° 12 


i i r f Nom. Nom. Case Item 
oo 0" 24" 12 2EJZ9 14" 20" 12 2EKE5 
WA irHandler’ 10" 25" 12 2EKA1 14" 25" 12 2EKE6 or Wy W Qty. No. Honeycomb—Use to trap odors, 
10" 30" 12 3DVK5 15" 90" 419 DEKE7 or Nuisance Odors, Pleated, : ; 
—" . 7 i — Fe impregnated Carbon VOCs (volatile organic compounds, 

A t a [ 12" 12" 12 2EKA2 16" 16° 12  2EKE8 npregr 

numMmicropia i" 46" 12 2EKA3 ~16" 20" 12 DEKEQ TKoninal Depth —gpoqr. SUCH as fumes given off by paint or 
Pleated 151 —Set—45 SERRE eS 5 eee 19 0" {2 6B911_ cleaning chemicals), exhaust fumes, 

a . 12" 24" {2 2EKA5 18° 18" 12 3DVL6 ie ot 15 pre and other gaseous contaminants. 
Air Filters srs 45 — SRR eT 35 13 SERS 17 57 {2 68905. Commonly used in industrial areas to 
= MERV 8 14" 20" 12 2EKA7 18" 24" 12  2EKFA = 53. 5 oon remove unpleasant smells in the air 
= High capacity i on i nae ie a i ait 16" 16" {9 6B900 and capture harmful airborne pollut- 
= Synthetic media 14" 30" 12 3GUY2 = 20". 24" 12 ~~ 2EKF8 16 20° 12 6B899 ants to improve indoor air quality. 

a , Io 20° 12 2EKC1 202512 2EKF9 +e a 15 __BB894 » Carbon concentration: 0.45 g/mL 
= Moisture-resistant die-cut —15" 25" 12 2EKC2 20" 30° 12 2EKG1 18 24 12 6B890 

Ravaraaall 15" 30" 12 3DVK9 24" 24" {2 2EKG2 18, 25, 12 6B887 

ge board frame 15" 31" 12 3DVL1 25" 95" {2 DEKG3 se a 1, sea iat eae a ae 
= Wire-backed design 16" 16" 12 2EKC3 4" Nominal Depth : : Y: 0. 

L Classifi g 16° 20" 12 QEKC4 fo" 94" 6 QDEKG4 22 22 12 6B877 _—For VOCs & Exhaust Fumes, Non- 
= UL Classified 16703" 4 3GUY3”— 160" EKG Za 24 12 6B876_ —_Pleated, Active Carbon Honeycomb 
= Priced each; shipped 16" 24" {2 2EKC5 16" 25" 6 2EKG6 2’ Nominal Depth 1” Nominal Depth 

in case t Id 16" 25" 12 2EKC6 ino" 6 2EKG7 12 24 12 6B909 10 10° 4 6B869 

qty., so 16-30" 10 aDVL2-S 0" 00" EKG 14" 20" 12 6B906 iz 24" d 6W735 
individually in-store only 18" 18" 12 2EKC7 20" 24" 6 2EKG9 14 20, 12 6B903 14 20, 4 6B861 
h 18" 90" 19 DEKC8 50" 95" 6 DEKH 16° 16° 12 D4FE92 16 16 4 6B85/ 
(except where noted) 1g" —99"—+5—DFKCQ 04" 04" — OFKH9 if 20 7 68898 16 20 4 eWiee 
. . . . i iT I W ‘ : 5 ‘i . 5 
Treated with an antimicrobial ie on 12 aay ee ee : SERGE 16! 55! 19 6B893 16" a ij 6W737 
agent that prevents mold and 9 ~49"-97"—40—-3pVL3 ; as Ve aie 20 20 4 6W738 
mildew from growing onthe = 5x, 5h, 45 fea 0" D4" 12 6B882 34" 04" 4 6W740 
air filter. Ideal for commer- 50" 04" 19 QEKD4 20 25 iP 68879 2" Nominal Depth : SW74i 
cial buildings, healthcare sya 15 EK De 4" Nominal Depth 16 20" 4 6W742 
facilities, and locations where §9~99"—-99"-45—_9EKD7 is as E 68006 1 25 ‘ 6w743 
moisture is present and mold mn o i aera 30" 50" G Baad a0" a0! 4 6W744 
or mildew may grow on stan- ~54"—-39"-—49—-3pVL5 20" 24" 6 6B881 20" 25° 4 6W745 
dard filters 2525 12_2E4DD —— —— a Ee 
* Sold and shipped in case 
quantity only. 


¥* Ai XX] ® 
— irHandler 
WA irHandler’ 





Hivdrophobi High-Temperature 

paged Pleated Air Filters 

Pleated Air Filters « MERV 8 = Max. temp.: 40°F 

=» MERV 8 = Standard capacity = UL Classified 

= High capacity = Synthetic media = Priced each; shipped 

= Synthetic media = Galvanized steel frame incase qty., sold 

= Plastic frame with mesh support = Wire-backed design individually in-store only 

= UL Classified Withstand higher temperatures than other types 

= Priced each; shipped in case qty., of pleated air filters. Sinn. Nowi.iMonn. fase: lien 
sold individually in-store only Suitable for air intakes on H W _D_ Qty. No. 

Filters not only remove contaminants from the drying ovens and other + a A 5 omg. 

air, they also remove moisture from the air. Nom. Nom. Nom. — Item high-temperature baking 16 25 2 12 SM316 

Commonly used to filter the air intake in dehu- A, Me D sonniog applications. or ee A i ae. 

midification and swimming pool equipment. 24 24 4" _ 39AM08 24° 24 212 M831 
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GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 
Panel & Pleated Air Filters 








7 ee ee ; 
AirHandler° RBOSSSRSSSS 1 
Pree rire No. 
Non-Pleated DELILE Le 491n16 


Panel Air Filters 


= Chipboard frame; 
polyester filters have 
metal grid on one side 
= UL Classified 
= Priced each; shipped 
in case qty., sold 
individually in-store only 
Tackifier on upstream 
side improves particulate 
capture while polyester 
filters do not shed fibers. All 
filters are commonly used 
in furnace and central air 
systems in residential and 
commercial buildings where 
basic filtration is required. 








MERV 4, 
POLYESTER-COATED' MERV5, 
FIBERGLASS FIBERGLASS 

Nom Nom. Case Item Item 

Ww Qty. No. No. 

3" 6 —__ A91H16 | SS W498 
od 0" —__ -A9TH28—— | SW 98 
oy 0" —_ A91H17_— | SS W500 
0" D —_ ASTHT8. W304 
i a 492950447 
0" 2: —___ A9TH30.—— C44 
0" 0" —__-491H31— | 0449 
: : ___—A9TH32——— | SW 
6" ____4A91H35——— (C450 

i ____491H69——s|_—iDE8s 

20" —__ AQTH19. | 545 

4" —__—-491H20-——— | SW 

a. —_ A9TH7O | 5045 

A — 49TH36—sC*=" 5W98 

—_ AQSTHS7 W986 

: 4 —_ ASTH7T BG4 
4 0 —_ ASTH27— WOT 

4 4 —_— AQTH3S 74 

4 —_ AQTH22—— W016 

4 0 —_ AQTH72—— W9G 
0 —_ AQTH23— W506 
ch 0" —__491H39_— W984 
5 —491H40 | W985 
6" a —_—AQTHS4 | C455 
a 0" ll Tt—sSY wo099 
6" i —__-491H41— | OS W98E 
i 24" —491H42 5456 
6" 3. —_ A9TH25 W098 
6" 6" __ AQTH76 | ~—6U 8S 
i a —_ A91H43— W987 
i 20" 49445457 
i 4’ —_ -4A9TH45 CADE 
8" 5" 91H46 5W50 
9" Yi 50459 

0" 6" —__ -491H24-— — 
0" 0" —_ AQTH26 W097 
oN i —__ 491H48 |, W98E 
0" f ____A491H49_ | ~—s5 C460 
0" 5 —_ 4A9TH27 W096 
0" g bU68é 

Us 0 __ 491H73_—— |, 5046 

De O __ AQTH78_ — | UB 

" AV, aa ae W989 

—_ ASTH79 — 

4 4 —_ AQTHST W904 

é 0 —__—AQTHSS a0 


W50 


4 91H 50464 
0 0 —__491H55—— | 50465 
a —_491H56 | 5 W505 
4" iy ~~ 491H57 ~~ ~|~—«<5 C466 
4 iy —_ 491H58 ~—s|_~—s«5C467 
5" oh ~~ 491H59 |B W508 
6" 6" ~~ 491H74 «G69 
6" 20" ~~ 491H60— Wi 
0 4 —_ 491H63—— | 50468 
5" 5" —_ A9iH61 TW 
0" 5 —_ 491H62—— 110 
0" { —__ 491H65 | 50470 
0" 5 ____ AQTH66— W100 
4" d ____491H67 | ~—s5 W507 
5 5 91H68 5W508 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


WA irHandler’ 
Washable £ 
Electrostatic Air Filters 





1" NOM. DEPTH) 2" NOM. DEPTH 


=» MERV5 Nom. Nom. Item Item 
= Polypropylene media HO No. 
= Aluminum frame 0" 20 5Ww99 = 
= UL Classified 77 
Filters naturally create a static charge 4 
as air moves through the filter, and the - 
charge attracts tiny particles such as 0 
dust and pet dander. Permanent, fit into Ar 
existing filter tracks, and have an arres- _20" 
tance rate of 90%. i. 
mi 





WA irHandler’ 
Fan Shroud 


Air Filters 


= MERV 4 
= Polyester media 


Fit over standard guards on air 
circulator fans to filter the air 
before it enters the fan. Also 
known as circular fan filters, 
they trap large airborne particles 
from the air stream to prevent 
them from building up on the fan 
blades. Elastic gathering band 
and hook-and-loop closure. 


Fits Fan Case Item 


Guard Dia. Oty. No. 


i it 

| iT 
A 
1 WTA A iia , 
A Wy («2 





Use Auto-Reorder for the 
Easy Way to Order Filters 


Don't run out of the filters you need. Set up an ordering schedule that works 
for you, and let Auto-Reorder handle the rest. Get email notifications before 
your order is automatically replaced and adjust or cancel orders anytime. 


Get started today at grainger.com/autoreorder 


UTA 


© ren o MAN AN 
*Air'®Handler ) | ‘f 


Ki 
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HVAC & REFRIGERATION 
Panel & Pleated Air Filters 


Scan. Order. Done. 
Details on page A1. 


Trees, 





No. 6B791 a No. 6B802 \ 
WA ir Handler’ 
Ring Panel and Link Air Filters 


= MERV 8 

# Synthetic media 

= UL Classified 

= Priced each; shipped in case qty.; sold individually 
in-store only (except where noted) 


Consist of layered polyester filter media with a metal wire that is heat-sealed 
around the inside edges to hold the media open. The filter media wraps around 
the wire to ensure a positive seal when the filter is installed so that air doesn't 
bypass the filter. Unlike standard panel air filters they don't require clips or 
latches to seal them in place. Suitable for high moisture or high air flow applica- 
tions and commonly used in commercial buildings, schools, universities, and 
areas where surface finishing is performed. 


2-PLY | 3-PLY 
Nom. Section Case | Item Item Nom. Section Link Filter Number Case Item 
H Width (Qty. | No. No. H Width Total Length of Sections Qty. No. 
Ring Panel Air Filters Link Air Filters, 2-Ply 
10" 10" 24 :-(33E907*| 6B833 14" 4%e' 50" {2 1  54FE74 
10" 20" —«24_—*| 2DXV7 *| 6B832_ ~— Link Air Filters, 3-Ply 
fa" 2" 24 | — | 6B831— 12" 24" 576" 24 1 6B828 
12" 16" —-24_—«BAFE75 | — 16" 20" 480" 24 1 6B817 
{2" 20" —-24_-~/2DXW1 | 6B830 16" 22" 528" 24 1 6B816 
{2" 24" 24 | 2DXR7_ | 6B829 16" 25" 600" 24 1 6B812 
14" 20" «24 | 2DXW4 | 6B827, S20" 13" 336" 24 1 6B808 
14" 25" 24 | QDXY7 *| 6B825 = 20" 20" 480" 24 1 6B802 
15" 20" —«-24_-*| QDXT1 *|/ 6B824. «= 20" 22" 5208" 24 1 6B801 
16" 16" 24 + |2DXT7 | 6B821 20° 24" 576" 24 1 6B799 
16" 20" ~—-24 ~+|2DXU4 (68818 20° 25" 600" 24 { _6B797 
16" 24" 24 ODXV1 = 6B815 S24" 6" 384" 24 1 _6B794 
16" 25" «24 | ODXV4 + 6B813. 24" 8" 432" 24 1 6B793 
18" 20" ~—«24_-(33E909 = 6B811 = 24" 20" 120" 6 6  54FE76 
18" 24" «24 2DXY1 =| 6B810. «= 24" 20" 480" 24 1 6B792 
18" 25" «24 | QDXZ1 =| 6B809. «= 24" 04" 576" 24 1 6B790 
20" 20°" 24 \2DXW7 |6B803 25" 6" 384" 24 1 6B788 
20". 24" 24 | 2DXX4 | 6B800 25" {8 432" 24 1 6B787 
20". 25" 24 | 2DXX7 | 6B798 25" 22" 528" 24 1 6B785 
22° 22° 24 |33E910 |6B796 25" 25" 600" 24 1 6B783 
24" 24" 24 | QDXY4_‘| 6B791 
25" 25" 24 | 2DXZ7_ | 6B784 
* Sold and shipped in case quantity only. 
e xX ® 
* A ir Handler 
Washable Grease Collection 
Baffle Air Filters ae 
= Self-draining; handles included i) 
= UL Classified | 
= Priced each; shipped in case qty., i | 
sold individually in-store only | | Wl | 
Metal air filters are washable, reusable, . 
and have a metal frame and metal mesh | | 
filter media. They're installed in self- in| i 
draining style commercial kitchen hoods ) | | 
to trap airborne grease before it reaches | | | 
the exhaust fan, and to prevent grease | | | 
from accumulating on the fan and the 
exterior building surface where the fan 
vents. Permanent filters balance airflow No. 
evenly throughout exhaust hoods in 4c882 
commercial kitchen applications and can 
be used to replace mesh filters in older hoods. 
Nom. Nom. Nom. Actual Case _ Item Nom. Nom. Nom. Actual Case _ Item 
H W D Qty. No. W Qty. No. 
Stainless Steel Galvanized Steel 
16" 20" 1H" DEJ 16" 20" =" 1%" 240880 
fe" 25" TH" oD OEIYG fe" 25" "TH" «CBB 
20. 16° 2 {3% 2  2EJY7 20. 16° 2 1%" 2 50107 
20". 20" =a 1%" 2 2EJYB 20". 20" =2 1%" 2  4C882 
20". 25'S" ~—SoDSsDEEJY 20". 25" oT" ~—SDS«ACBBB 
25, 16 2 1% 2  2EJZI 25, 16° 2 1% 2  5C108 
25, 20°". ~~ ESZ2 25, 20. 2 1% 2  5C109 
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Find even MORE on Grainger.com® 


A irHandler’ 
Washable Mesh 


Air Filters 


= UL Classified 
= Priced each; shipped in case qty., 
sold individually in-store only 

General use mesh filters have a metal 
frame, metal mesh filter media, and 
prevent large airborne particles such ' 
as dust, leaves, and pests from enter- f 
ing and damaging HVAC equipment. f 
They can be vacuumed, sprayed, or 
run through a dishwasher for cleaning | 
and reused. Optional handles attach i 


to filter. Air filters are suitable foruse = 

with Carrier, MicroMetl, Trane, York, No 

and other systems. 2GGR5 Bes Ty 
Aluminum—Rustproof; constructed a ~ 
of multiple layers of corrugated alumi- ~ o™ 

num wire mesh in a heavy-gauge - = 

aluminum U-channel frame. 

Galvanized Steel—Constructed of 

multiple layers of expanded corru- : = 

gated steel mesh and a galvanized = = 
steel frame. Not recommended for \, No. 

outdoor applications. — 40410" 
Nom. Nom. Nom. Actual Case Item Nom. Nom. Nom. Actual Case 
H Ww D Qty. No. H W Qty. 
Aluminum Galvanized Steel 

16in 20in fin “in 12 2GGP6 20in 20in fin ‘%in 12 
16in 20in din “in 2  27TE94 10in 20in  2in 1%in 2 
16in 25in in “in 12 2GGR1 16in 20in  2in 1%in 2 
16in 25in ‘in “Zin 2  2TE95 {6in 25in  2in 1%in 2 
20in 20in ‘tin “in 12 2GGR5 20in 20in 2in 1%in 2 
20in 20in ‘tin in 2  2TE96 20in 25in 2in 1%in 2 
20in 25in ‘tin “in 12 2GGR9 24in 24in 2in 1%in 2 
20in 25in din “in 2 2GGT8 Optional Air Filter Handles 

24in  24in ‘in “in 12 2GGT4 — Metal Air Filter Handles 12 
24in  24in ‘in “in 2  2GGU3 

16in 20in 2in 1%in 2  2TE97 

16in 25in  2in 1%in 2 2TE98 

20in 20in 2in 1%in 2  2TE99 

20in 25in 2in 1%in 2  21J10 

24in 24in 2in 1%in 2  2TJd1 


A irHandler’ 
Washable Range Hood 
Mesh Air Filters 


» Aluminum media and frame 
= UL Classified 
= Priced each; shipped in case 

qty., sold individually in-store 

only (except where noted) 
These washable and reusable filters install 
in kitchen range hoods to remove odors and 
trap grease before it reaches the exhaust 
fan. This prevents grease from accumulat- 
ing on the exhaust fan. Suitable for use with 
microwave range hoods and both ductless 
and ducted exhaust hoods. Replace OEM 
filters for popular brands. 


For Use Nom. 

With (Systems) H 
Rectangular 
Broan g" 
Broan, Caloric, Nautilus, Roper, Sears g 
Broan, Caloric, Nautilus, Roper, Sears, Tappan == 9" 
Broan, NuTone, Whirlpool 12" 
GE Hotpoint ch 
GE Hotpoint, NuTone 11° 
Kitch N Vent, NuTone, Ventrola 9" 
Whirlpool 6" 
Whirlpool ies 
Round 
Aubrey, Broan, Miami Carey, Nautilus, Nufone —_10" 
Broan, GE, Nautilus 11° 


* Sold and shipped in case quantity only. 








Item 
No. 


2GFR6 
40405 
40406 
40407 
40408 
40409 
2GFT8 


40410 


No. 6JKA5 


Nom. Actual 


D 


{" 
1" 
{" 
{" 
{" 
{" 
1" 
1" 
1" 


1 


¥30" 


J" 
¥" 
Je" 
¥" 
3/39" 
¥" 
Jy" 
30" 
J" 


¥39" 
¥39" 


No. 
6JKC6 


Item 
No. 


6JKC3 
6JKAS 
6JKA7 
6JKCS 
6JKC1 * 
6JKA8 
6JKA6 
6JKCO 
6JKC4 


6JKC6 
6JKA9 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 
Bag Air Filters 





~~ ; 
6B778 . \ 


WA irHandler’ 
Cube Air Filters 


= MERV 8 

# Synthetic media 

= UL Classified 

= Priced each; shipped in case qty.; sold individually in-store only 


These bag-like filters hold more particles than non-pleated panel and ring 
panel air filters and have layered synthetic filter media that won't deterio- 
rate or warp in wet or humid conditions. Three-ply cube air filters have three 
layers of blue/white synthetic filter media that are heat-sealed together 

and are tacky to the touch. Ideal for replacing older cube-style air filters or 
basket-type filters in HVAC equipment. Filters are good for low-efficiency air 
filtration in paint booths, mining sites, and other areas with heavy dust or 
high humidity. 


Nom. Nom. Nom No. of Case Item 
H W D Pockets Qty. No. 
12 24" 10 1 6 6B782 
24 24" 10 1 6 6B778 
12 24" i 1 6 5W905 
20 24" To 1 6 6B780 
24 24" 15 1 6 5W904 
12 24" 20 1 6 5W903 
24 24" 20 1 6 5W902 


HVAC Filter Change-Out and 
Preventative Maintenance Services 


Modernize your facility without disrupting your operations by leveraging 
Grainger’s network of qualifed, insured, and licensed service providers.* 


Comprehensive services include: 
= On-site check in 

= Filter change-out 

= Update to filter records 

= Disposal of used filters 


The Grainger Energy Services team serves as your resource to help 
prolong the life of your heating, ventilation, and air conditioning (HVAC) 
systems. We serve your facility through our network of qualifed, 
insured, and licensed service providers. Our providers visually inspect 
all HVAC equipment, look over electrical and mechanical components 
for excessive wear or damage, change filters, and check belts and 
start-up to help ensure your HVAC units are functioning properly and 
effciently. If there are any problems with your HVAC unit, our provid- 
ers are skilled in tightening, lubricating, cleaning, draining, adjusting, 
testing, and measuring. In each case, Grainger will supply high-quality 
products to help ensure the project is completed on time and on 
budget. 

If you would like more information, or to see if your facility qualifies for 
an on-site evaluation, call us at 866-597-1330 or contact your Grainger 
Rep to learn how you can benefit from these preventative maintenance 
services. 


*Provided by third-party service providers. Subject to customer eligibil- 
ity and agreements. 





WA irHandler’ 
Pocket Air Filters 


= UL Classified 
= Priced each; shipped in case 

qty., sold individually in-store 

only (except where noted) 
Pocket air filters, also called bag filters, 
have a bag-like filter element that is 
stitched into pockets. They trap more 
particles than nonpleated panel filters and 
need to be changed less often. Pocket 
dividers with reinforced media-support 
backing add to overall strength. Filters are 
best suited for applications where air is 
constantly flowing through the filter since 
they may deposit some captured material 
back into the air stream when they deflate. 
1346", 24-ga. galvanized steel frame. Often 
installed in HVAC systems in auto shops, 
data centers, food and beverage plants, 
industrial sites, and schools. 


SYNTHETIC 
Nom. Nom. Nom. No. of Case Item 
H W D Pockets Oty. No. 
MERV 14, Yellow, 90% to 95% Efficiencyt 
24" 24" 12" 6 4 2JUW6 
24 24" 12 8 IZ 2JUV7 
20 20" ul 6 4 2JUX3 
24 12. 15 fe] 4 2JUX9 
24 12. us 4 8 2JUX5 
24 20" Io 6 4 2JUX1 
24 24" ils 6 4 2JUX7 
24 24" 15 8 4 2JUW8 
24 12: 18 a 2 6B669 
24 24" 18 6 2 6B642 
24 12° 22 3 2 6B668 
24 24" 22 6 2 6B641 
24 24" 22 8 2 6B628 
24 24" 22 10 4 2JWA3 
24 12" 29 4 2 6B659 
24 20" 29 7 2 6B636 
24 24" 29 6 2 6B640 
24 24" 29 8 2 6B627 
24 IZ 36 4 Z 6B658 
24 24" 36 6 2 6B639 
24 24" 36 8 2 6B626 
: 24" ; 8 — —_ 
MERV 13, Pink, 80% to 85% Efficiencyt 
. 24" 12. 6 4 2JVD2 
20 20" ih 6 4 2JVD8 
24 12 itt 3 8 2JVE5 
24 12" 1S 4 8 2JVE1 
24 20" 15 6 4 2JVD6 
24 24" 15: 6 4 2JVE3 
24 24" 1a 8 4 2JVD4 
24 12° 18" 3 2 6B673 
24 24" 18" 6 2 6B646 
24 24" 18" 10 4 3XJ73 
24 12. 22. i) 2 6B672 
24 12" oe 4 2 6B662 
24 24" 22 6 Z 6B645 
24 24" 22" 8 4 6B631 
24 24" 22 10 4 3XJ75 
20 24" 29 7 2 6B637 
24 12" 29 4 Z 6B661 
24 24" 29 6 Z 6B644 
24 24" 29 8 4 6B630 
24 12: 36 3 2 6B670 
24" 24" 36" 6 4 6B643 
MERV 11, Orange, 60% to 65% Efficiencyt 
24" 24" 12 6 4 2JVJ3 
24 24" 12 8 4 2JVH4 * 
24 12" 18 3 Z 6B6/7 
24 24" 18 6 4 6B650 
24 12" 22 ] 8 6B676 
24 12" 22 4 4 6B665 
24 20' 22 7 4 6B638 
24 24" 22 6 4 6B649 
24 24" 22 8 4 6B634 
20 24" 29 f 4 3DVN5 * 
24 12" 29 4 2 6B664 
24 24" 29 6 4 6B648 
24" 24" 29" 8 2 6B633 
MERV 8, White (Synthetic), Yellow/Tan (Fiberglass), 45% to 55% Efficiencyt 
24" 12 10" 3 2 6B680 
24 24" 10 6 4 2GJG4 
24 24" 12 6 2 5M410 
20 20" 14 a 2 6B657 
24 12. 14 ] 2 6B679 
24 20" 14 oO 2 6B655 
24 24" 14 6 2 6B652 
20 20 15 a — —_ 
20 20" 21 a 2 6B656 
24 12. 21 es] Z 6B678 
24 24" 21 6 2 6B651 





SYNTHETIC MEDIA 


Does not shed fibers and suitable for 
high-humidity applications. 


FIBERGLASS MEDIA 


Ultrafine fiberglass media specifically 
designed for each efficiency range. 


FIBERGLASS 
Case Item 
Oty. No. 


33E969 * 


2GGX5 
3DVP5 


2JRT/ 


9E845 
9E841 
9E844 
9E840 
9E839 
2DVX1 
oW429 


9E838 
oW427 
JE842 
9W426 
9E836 
D4FF15 


2ACC3 
3DVN7 
2GHC5 
3DVN8 
3DVN9 
2GHR1 
3DVP2 
9E850 
DE848 
3DVP3 
2GHA6 * 
9W438 

9W434 

W433 

2DVU6 * 


W436 
9W432 
oW431 


W430 


33E970 * 
33E971 * 
9E858 
9E859 
oW447 
0W446 
3DVN6 * 
W443 
oW442 
9E859 
oW445 
9E894 
oW441 


9E865 
JE864 


9E863 
oW451 


oW450 
9E862 
oE861 

uW449 
oW448 


BENIN I|n9/p9)n9) | |PH-W/po|nyinyinoing | | | [pol || | 


% OF 


MIMI PIP) | PIP) | |POPS| PO PY|P|POPY|ry| BPO py|pol Ny ALA D9 | rejoin) | |S/popoinojoo| ining po A /00| A) 


t Average Efficiency (%) ASHRAE 52.1-1992. * Sold and shipped in case quantity only. 
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HVAC & REFRIGERATION Scan. Order. Done. re 
Box Air Filters Details on page Al. 





For air filter gasketing, see page 3055 or go to Grainger.com® 
* Ay ir Handler’ 

Minipleat 

Air Filters 


with No. 
G a sket 499J13 


= Synthetic media 
= Rugged plastic frame 
= UL Classified 


WA ir Handler’ 
Minipleat Air Filters 


= Priced each; shipped in case qty., sold individually 
in-store only (except where noted) 


Rigid frame can withstand difficult operating conditions such as No. 
variable air volume, turbulent airflow, and high humidity. They have 4YVE9S 
tightly pleated filter media that traps particles with high efficiency 

and are commonly installed in HVAC systems in offices, hospitals, 

museums, electronics manufacturing, and similar settings. 











lie gue Nom. Nom. ih item ie ale _ ge ra item = Priced each; shipped in case qty., 
ating Eff. ty. 0. ating Eff. ty. 0. indivi in- 
2" Nom. Depth, Synthetic Media, 2" Nom. Depth, Synthetic Media, sold individually in store only — 
Plastic Frame, No Header Plastic Frame, No Header (Cont.) Gaskets provide sealing to minimize air bypass and 
10" 10" 6 |33E949 12" 24" 2 ‘| 6B597 ti , , , , 
10" 90" 6 133F950 16°90" 0 GB596 a tightly pleated filter media that traps particles with 
12" 24" 6 (33E952— pen, 90% 16" 25" 3 | GB595 high efficiency. Filters have a rigid frame that can 
io" 16" 6 (33E956 "to 20" 20" | GB593 ithstand difficult ti diti h 
MERV geo, 16° 25" 6 _|33E959 95% 20° 24" 2 | 6B592 withstand difficult operating conditions such as vari- 
11 18" 24" 6 33E961 20° 25" 2_—| 6B591 able air volume, turbulent airflow, and high humidity. 
18" 25" 6 |33E962 24° 24" 2 _| 6B590 Th lv installed in HVAC svstems in 
20° 20" 6 |33E963_ 4" Nom. Depth, Synthetic Media, . ey are commonly installed in SYSICINS | 
20" 24" 6 |33E964 Plastic Frame, No Header Perf. Filter Nom. Nom. Case) Item offices, hospitals, museums, electronics manufactur- 
24" 24" 6 |S3E967 en, 20" 20" 3 |2GFW7* Rating Eff. HW _ Oty.| No. : dsimi coat 
10” 10" 6 4YVC9 65% ~20" 24" 3 | 9GFx2 6" Nom. Depth, Synthetic Media, Ing, and similar applications. 
io” 20" 6 |4vvo1—s'"! 24° 94" 3 2GFX6 Plastic Frame, Single Header GASKET: 
ig” 24" 6 /AYWD3 en, 2" 24" _{_| 2GFY1 * 12, 24 |_33NR93 GASKET: |DOWNSTREAM 
ig, ie 6 [aYVD7 Ns” 85% 20" 24" (2GFYG*= =MERV gro, 20° 20° | (S2RRO8 2 SIDES FACE 
6" 20" 6 |4YVD8 24" 24" 3 | 9GFZ4. si 20, 24 | o2RRO7 Nom. Nom. Case | Item Item 
MERV co, 16" 25" 6_| 4YVE1 12" 24" 3 | 2GFZ8 242d | SSNR9Z H W Qty. | No. No. 
14 18" 24" 6 | AYVES— MERV go, 20" 20" 3 |2GGA2 ie co | S3NR89 | 2" Nom. Depth, MERV 11, 60% to 65% Efficiency 
18" 25" 6 | AYVE4 14 20" 24" 3 |2GGA7__ MERV op, 20 20 1 o2RR04 42" 24" 6 | 499J14 499513 
20" 20" 6 | 4YVE5 24" 24" 3 | 9GGC1 14 20, 24" 2 s2RROS 16" 20" 6 | 499J16 499J15 
20" 24" 6 |4YVE6_ "4" Nom. Depth, Synthetic Media, 7 24-4 __|_SSNR88 16" o5" 6 | 499/18 499J17 
20" 25" 6 | 4YVE7 Plastic Frame, Single Header 12’ Nom. Depth, Fiberglass Media, 20" 20" 6 | 499J20 499J19 
24" 24" ‘6 _| 4YWES 12" 24" 3 |2GFA7 _Galv. Steel Frame, No Header : 20" 24" 6 | 499J22 499J21 
4" Nom. Depth, Fiberglass Media, MERV gc, 20" 24" 3 [2GFC2* MERV geo, 12 od | (2UTINGT 20" 25" 6 | 499J24 499J23 
Bev. Board Frame, No Header 11 ° 90" 24" 3 | 2GFC6* _14 24-1 __|__20HN66 24" 24" 6 | 499/26 499J25 
12" 24" 2 | 6B613 54” 94" 3 9GFD1 12" Nom. Depth, Fiberglass Media, 2" Nom. Depth, MERV 13, 80% to 85% Efficiency 
16" 20" 2 | 6B612_—s MERV ,.., 12" 24" 3 | 2GFD5__Galv. Steel Frame, Single Header : 12" 20' 6 | 499J28 499J27 
mepy 60% 18" 24" 2 | 6B610 13 0 24" 24" 3 2GFE7— -MERV gp 12 24 1 20HN73° iz 24" 6 | 499J30 499J29 
71. to _ 20" 20" 2 | 6B609 12" 24" 3 | 2GFF2 14 24 et COHN 2 16" 20" 6 | 499J32 499J31 
65% _20" 24" 2 | GBG08__— MERV gc, 20" 20" 3 | 2GFF6 «12 Nom. Depth, Fiberglass Media, 16" 25 6 | 499J34 499J33 
20° 25° 2 | 6B607 14 ° 20" 24" 3--*|2GFG1 _—-_~Plastic Frame, No Header 20" 20" 6 | 499/36 499J35 
24" 24" 2 | 6B606 24" 94" 3_-| 2GFG5 12" 24" 1 20HN63 20" 24" 6 | 499J38 499J37 
12" 24" 2 | 6B605 6" Nom. Depth, Synthetic Media, MERV geo, 20" 20" 1 20HNG4 20" 25" 6 | 499/40 499J39 
16 20 2 |6B604___ Plastic Frame, No Header 14 2024 | 20HNGS 24" 24" 6 | 499J42 499J41 
mepy 80% 16" 25" 2 | 6B603 12" 24" 1 (B3NR95 24" 24" _1_20HN62 2" Nom. Depth, MERV 14, 90% to 95% Efficiency 
13 to 20° 20° 2 | 6B601 MERV 659, 50" 20° 1 52RR10 #12’ Nom. Depth, Fiberglass Media, 12" 24" 6 499J44 499J43 
85% 20° 24" 2 | 6B600 11 ° 20" 24" { |52RR09 ‘Plastic Frame, Single Header 16" 20° 6 499J46 499J45 
20° 25" 3 | 6B599 24" 24" + 83NR94 12° 24" 1 20HN69 16" 25" 6 | 499/48 49947 
24°94" 2‘ | 6B598 12" 24" 1 B3NR91_- MERV ge, 20" 20" 1_20HN70 20" 20" 6 | 499J50 499J49 
MERV geo, 20° 20" f 52RRO6_ = 14 20" 24" 1 20HN71 20" 24" 6 | 499J52 499J51 
14 220" 24" 52RRO5 24" 24" {_20HN68 20" 25" 6 | 499J54 499J53 
24” 24" 1_(33NR90_* Sold and shipped in case quantity only. 24 24 6 | 499J56 499J59 
seal H H WA oe ® FIBERGLASS, |SYNTHETIC, 
Rigid Cell Air Filters AirHandler FIBERGLASS, SYNTHETIC SINGLE SINGLE 
— ; NO HEADER | NO 
: Ultrafine fiberglass or synthetic media, Perf. Filter Nom. Nom. Nom. Case Item Item Item Item 
nylon-reinforced on the air-exit side Ratingt Efficiency i MW &. oy. mite mr . offi i tio . 
= Reinforced galvanized-steel frame a0" 90" 19" 74} 2JUHA 2ITY6 OGHV5 | 4YVA3 
= Replace conventional MERVQ 45% 20 Hs i — 2JTY8 2GHV9 4YVA4 
pocket and rigid filters 24” og" 4" {| 2JUH8 | _2UTZA 2GHW5 | 4YVAS 
drops see ane ain — dete — a 
se , ’ 20" 4YVA7 
= Priced each; shipped in case MED ND 09: ay oa ia | ST |S 2GHR4__|_ 4YVA8 
ae ee oe 
Fie eta car weRv 13 06% 3A Ine — SB aN 
The filters’ rigid frame can withstand No. 24° 94" 49" +, W917 2HYW6 SGHL3 | AYVC4 
fluctuations in airflow, making them ideal ewes 12" 24" fo" 2 | W916 | 2HYWS 2GHF3__| _4YVC5 
for variable-volume HVAC systems. Metal MERV14 95% 60-20, tet | ae ese Ai a BA 
. ee , se , er rs a | 2JUA4 2JTU6 2GHG2 4YVC7 
grid and media stabilizers maintain pleat configuration. Filters are for use in a) a 5W915 SHYW7 OGHG6 AYVC8 
commercial buildings, schools, hospitals, arenas, and industrial installations. + Based on ASHRAE Standard 52.2. * Sold and shipped in case quantity only. 
it it it e Aw, ® 
Cartridge Air Filters *Air®Handler SINGLE | DOUBLE 
= Microfiber media air volume, turbulent airflow, sind oy tee nom: nom. an oh Htem item 
a rae nae 1%" header — repeated fan a high Se ceee ney pyro swids 26649 : 
7 assifie temperatures or humidity, 0 20" 20" 12" 1 | 2GGF2 | 2GGJ7 
Baad gach ahiabad | su ‘tent : MERV 11 65% = 59" 54" 49" 1 _| 9GGE6 | 2GGH8 
= Priced each; shipped incase _or intermittent exposure to 54° 94" 49" 4 W995 |DGGH4 
qty., sold individually in-store —_ water. For use in health care, 12024 122 | SW924 | 2GGT5 
: ; 20" 20". 12" 1 | 2GGN4 |2GGU1 
only (except where noted) food processing plants, phar- = MERV13 = 85% = 59-54-45" 4-9 GLO GGT 
igi maceutical manufacturing, 24" 24" 12" 1 | SW923 | 2GGR6 
Rigid frame and aluminum | ; g i554" 15" 9 BW? 1 9GG78 
dividers help filters hold their See eee eee OOS) ieee Gey, 2020 1 T_ 2G Wy |2GHAS 
shape under difficult operating and electronic assembly | = Te 
dit h ‘abl arene 24" 94" 12" {_| 5W921 | 2GGY9 
st conditions, SUCN as varlabie t Based on ASHRAE Standard 52.2. * Sold and shipped in case 
No. 5W921 quantity only. 
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HVAC & REFRIGERATION 
Box Air Filters 





Wire Handler’ 
V-Bank 
Air Filters 


= UL Classified No. 

= Plastic frame ape 

= Operate in 100% relative humidity 

=» Recommended final resistance: 1.5 WC 

= For variable air volume systems 

= Fit all commonly used 12"D filter 
frames and housings; '%46" header 


These filters trap particles with high efficiency 

and can hold more dust than standard minipleat, 
cartridge, and rigid cell air filters. The filter installa- 
tion position, service side, and course of air flow can 
be in any direction. Filters with 85% Filter Efficiency 
are used for telecommunication industry ventilation. 


2 Vs—Provide efficient filtration, are lightweight 
and easy to transport. 

= Replace pocket and rigid filters 

= For normal, hostile, and high 





3 Vs and 4 Vs, 
Hospital Grade—Can 
be used where HEPA 
filter performance is 
desired but system 
limitations do not permit 
use of high-resistance, 
low-volume HEPA filters. 
= More than 8 times 

as efficient as a 

95% ASHRAE filter 


4 Vs, Heavy-Duty 
Plastic Frame— 
Additional urethane 
sealant provides greater 
strength for high-veloc- 
ity and high-turbulence 


No. 
11Z806 





e applications. 
humidity environments PP 
WITHOUT 
GASKET WITH GASKET* 
Perf. Filter Nom. Nom. Nom. Air Flow@ Item Item 
Ratingt _ Efficiency H W 300 fpm No. No. 
2 Vs, Fiberglass Media 
12 24" 12 600 cfm 4PY75 _ 
65% 20" 24" 12" 1000 cfm 4DKY5 _ 
MERV 11 24" 24" 12" 1200 cfm 4PY76 _ 
12" 24" 12" 600 cfm _ 33E912 
75% 20" 24" lz, 1000 cfm _ 33E913 
24" 24" 12 1200 cfm _ 33E914 
12 24" 12 600 cfm 4PY73 33E915 
MERV 13 85% 20 24" 12 1000 cfm 4DKY6 33E916 
24 24" 12 1200 cfm 4PY74 33E917 
12 24" 12 600 cfm 4PY71 33E918 
MERV 14 95% 20" 24" 12: 1000 cfm 4DKY4 33E919 
24" 24" 12" 1200 cfm 4PY72 352757 
3 Vs, Fiberglass Media 
MERV 11 80% to 85% 20" 20" iz. 833 cfm 112793 _ 
MERV 13 85% 20" 20" 12" 833 cfm _ 33E921 
MERV 14 90% 20" 20" 2. 833 cfm 112798 _ 
95% 20 20' 12° 833 cfm _ 33E925 
MERV 15 90% to95% 20" 20" 12" 833 cfm 112804 _ 
98% 20" 20" 12. 833 cfm _ 33E929 
3 Vs, Fiberglass Media, Hospital Grade 
959; 0" 20" 12" 833 cfm 112809 _ 
MERV 16 : 20" 20" Iz, 833 cfm 112814 _ 
95% DOP 20" 20" 12 833 cfm 33E937 33E933 
4 Vs, Fiberglass Media 
759 12" 24" 12" 600 cfm _ 33E920 
. 20" 24' 12. 1000 cfm _ 33E922 
MERV 11 12 24" 12" 600 cfm 112791 _ 
80% to 85% 20" 24" 12" 1000 cfm 112794 _ 
24" 24" 12 1200 cfm 112795 _ 
MERV 13 85% 24" 24" 12, 1200 cfm 53DK14 | 33E923 
12" 24" 12 600 cfm 112796 _ 
90% 20" 24" 12" 1000 cfm 112799 _ 
24" 24" 12" 1200 cfm 112801 _ 
MERV 14 12: 24" 12" 600 cfm _ 33E924 
959, 16" 24" 12" _— _ 53DK13 
. 20" 24" 12" 1000 cfm _ 33E926 # 
24 24" 12 1200 cfm _ 33E927 
12 24" 12 600 cfm 112802 _ 
90% to95% 20" 24" 12" 1000 cfm 112805 _ 
MERV 15 24" 24' 12° 1200 cfm 112806 _ 
12: 24" 12" 600 cfm _ 33E928 
98% 20" 24" 12: 1000 cfm _ 33E930 
24" 24" 12" 1200 cfm _ 33E931 
4 Vs, Fiberglass Media, Heavy-Duty Plastic Frame 
MERV 14 95% 24" 24" 12" 1200 cfm _— 48FP87 # 
4 Vs, Fiberglass Media, Hospital Grade 
MERV 15 12. 24" lz, 600 cfm 112807 _ 
12 24" 12 600 cfm 112812 _ 
959; 20 24" 12 1000 cfm 112810 _ 
° 20" 24" 12° 1000 cfm 112815 _ 
24" 24" 12" 1200 cfm 112811 _ 
24 24" 12 1200 cfm 112816 
MERV 16 12" 24" 12" 600 cfm _ 33E932 
12 24" 12" 600 cfm _ 33E936 
95% DOP 20" 24" 12. 1000 cfm _ 33E934 
20' 24" 12 1000 cfm _ 33E938 
24 24" 12 1200 cfm _ 33E935 
24 24" 12 1200 cfm _ 33E939 
4 Vs, Synthetic Media 
12 24" 12 600 cfm 2GHL6 33E940 
MERV 11 75% 20" 24" 12" 1000 cfm 2GHN1 33E941 
24" 24" 12" 1200 cfm 2GHN5 33E942 
12 24" IZ 600 cfm 2GHN9 33E943 
MERV 13 85% 20" 24" 12 1000 cfm 2GHP4 33E944 
24" 24" 12: 1200 cfm 2GHP8 33E945 
12 24" 12 600 cfm 2GHL2 33E946 
MERV 15 98% 20" 24" 12. 1000 cfm 2GHK7 33E947 
24" 24" 12" 1200 cfm 2GHK3 33E948 


* Downstream face gasket location. # Upstream and downstream gasket location. 
+ Based on ASHRAE Standard 52.2-2015. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


For more information on MERV, see page 3047 


WAir << Handler’* 
Odor Removal 


Box Air Filters 


= ASTM compliant 


Have a rigid frame and contain active carbon 
charcoal that absorbs unpleasant odors and 
other gaseous contaminants in the air stream 
to improve indoor air quality. 


Rigid Cell—Can withstand fluctuations in 
airflow, making these filters ideal for variable- 
volume HVAC systems. These vapor phase 
adsorber filters remove molecular contami- 
nants such as hydrocarbons, formaldehyde, 
ammonia, acid gases, VOCs (volatile organic 
compounds, such as paint and cleaning 
chemical fumes), and ozone from the air 
stream at low concentration levels. Used to 
improve indoor air quality in commercial or 
industrial applications such as museums, 
archive storage facilities, and semiconductor 
fabrication facilities. 

= Metal frame 

= Carbon concentration: 46 g/sq.ft. 





No. 
19RR55 


V-Bank, 4 Vs—tThese active carbon charcoal 
adsorber filters are installed in HVAC systems 
to remove gaseous contaminants such as 
sulfur oxide, nitrous oxide, ammonia, amines, 
diesel fumes, aldehydes, acid gases, VOCs 
(volatile organic compounds, such as paint and 
cleaning chemical fumes), and animal odors 





WITHOUT 
GASKET 


Nom. am Nom. Air Filter Item 


from the air stream. Used to improve indoor Rigid Gal call D__Header Type __No. 

air quality in airports, blueprint facilities, food ~ 72" 12" No Header 19RR56 

processing plants, loading docks, museums, —!2, x0 12 —vingle Header T3RRog 
: eal eae 24" 24" 12" NodHeader 19RR55 

office buildings, and research facilities. 24" 24" {2" Single Header 19RR57 

i V-Bank, 4 Vs 
= Plastic frame 12" 24" 19" Single Header 2GGY3 
= Carbon concentration: 0.49 g/mL 24" 24" 12" Single Header 2GGV7 


WA irHandler’ 
V-Bank 


Air Filter Gloves 


= MERV 2, UL Classified 
= 100% polyester media 
=» Recommended final 
resistance: 1.5" WC 
= Double-stitched corners 
= Priced each; shipped in case qty., 
sold individually in-store only 
These filter gloves are a bag-like 
layer of filter material that slips onto 
the back of a compatible V-bank 
filter. Depending on how the filter is 






No. 
2JTL5 


Nom. Nom. Nom. Media Case Item 


Filter 
Efficiency H W D Area Qty. No. 
25% 12in 24in 12in 8sqft 12 2JTN2 


mounted, the V-bank glove can serve _29% 12in 24in 12in 8sqft 12 2GGW5 
g ‘fil % 24in 24in 12in 16sqft 6  2JTL5 
as a pre-filter or as a final filter. 25%  24in 24in 12in 16sqft 12 2GGW1 


ir: Handler’ 
Air Filter Gasketing 


Chemical-resistant gasketing with 
adhesive backing creates a compression 
seal between the filter media and the 
housing or frame it sits in. This helps 
prevent dirty air from escaping through 





the space between the filter media Actual Actual Overall Gasket Item 
: Be Width Thickness Length Color No. 

and the frame or housing. Gasketing is THe! 7, 75 ft. Black 6C523 

commonly used with box air filters. re! Va o0 ft. Black _ 60524 





Scan. Order. Done. 
Details on page A1. 


HVAC & REFRIGERATION 
Box Air Filters 


High Efficiency Particulate Air (HEPA) Filters 


HEPA air filters are installed in HVAC systems to remove the maximum amount 


They provide more effective filtration than other styles of air filters and have 

a box construction. Commonly used in areas that require very high levels of 

contamination control, such as clean rooms, hospitals, pharmaceutical facili- 
ties, data centers, laboratories, and food processing plants. 


of contaminants from the air stream for applications that require very clean 
air. This maximizes indoor air quality and keeps the contaminants from build- 
ing up in the equipment and damaging it. 





WA ir Handler’ 
HEPA Air Filters 
















f= 
= Microglass media 
= UL Classified 
Dispersed Oil Particulates (DOP) HEPA-Grade, 95.00% Efficient—Capture 
airborne contaminants more efficiently than standard non-HEPA air filters but 
are less efficient than other types of HEPA air filters. Urethane sealant provides No. 6B614 
a positive seal on all four sides of the metal frame to help eliminate potential air 
leaks. Filters are suitable for applications where HEPA-filtered air is not required. 
Using the DOP test method, these filters are rated as removing particles as small No. 2EJY3 
as 0.30 microns with 95% efficiency. ical: caciag. “devel Kee: ck ae . ; 
; ctua ctua ctua If FIOW rame or aske ax. em 
= Hospital grade : a 300 fpm Header Material Location Temp. _No. 
. DOP HEPA-Grade, 95.0 % Efficiency 
Standard HEPA—Remove between 99.97% and 99.99% of particles as small 11%in 23%in 11% 594 ofm Galvanized Stee Downstream Face 200 6623 
30 microns from the air stream. Urethan lant provi sitive seal 12 in 12in 11 “in cfm alvanized Stee ownstream Face _ 
as 0.30 oe S18 e air stream. Uretha c bi ate ides a pe ; 12 In 24in 11 %in 600cfm_ Galvanized Steel Downstream Face 200°F 6B621 
on all four sides of the metal frame to help eliminate potential air leaks. Filters 73 %in 23%in 11% in 1 i 38 ofm Galvanized Stee Downstream Face 200 E 68620 
i mmonl in hospital rating room tient isolation rooms, 24 in 24in 11 %in cfm Galvanized Stee ownstream Face “ 
Eee used eer eee Te ovreneyitiene ; Standard HEPA, 99.97 % Efficiency 
pharmaceutical processing facilities, and similar locations that must meet strict 8 in Bin 5 %in 133cim Galvanized Steel Downstream Face 200 °F _33E972 
air cleanliness standards. The air filters are manufactured, tested, certified, and 1 96in 23%ein 11 Zin so4cim Galvanized Steel Downstream Face 200 °F 6B618 
‘ ‘ il 12 in 12in 11 %I1n 300cfm Galvanized Steel None 200 °F 6B617 
labeled in accordance with current HEPA filter standards. 1? in in 11%in G6OOcim Galvanized Steel None 200 °F 6B616 
= Hospital grade 23 ¥%in 23%in 11'%21n 1,138cfim_ Galvanized Steel Downstream Face 200°F 6B615 
24 in 24in 11 %in 1,200cfm_ Galvanized Steel Downstream Face 200°F 6B614 
0 icient— = High Capacity 
ee ee eres one ol Meet pie suze n Open Deum at {2in 12in 11 in 300 cfm Galvanized Steel Downstream Face 200 °F 2GJC6 
grid systems to remove 99.99% of particles as small as 0.30 microns from the 12in 24in 11%in 600cfm Galvanized Steel_Downstream Face 200 °F 2GHT1 
air stream. They are commonly used in pharmaceutical processing facilities, Sela HEPA. 4 *, Efficiency cim__Galvanized Steel__Downstream Face _200 °F _2GHR3 
patient isolation rooms, operating rooms, hospitals, and other similar locations 12in  12in 11%in 300cfm Galvanized Steel Downstream Face 200°F 2DXNG 
i i i ir fi 12 in 24in 11 %In 600cfm_ Galvanized Steel Downstream Face 200°F 2DXP1 
that must meet strict alr cleanliness standards. Air filters are manufactured, 24 in 24in 11 %in 1,200cfm_ Galvanized Steel Downstream Face 200°F 2DXN8 
tested, certified, and labeled in accordance with current HEPA filter standards. High Capacity 
2 12 in 12in 11%I1n 300cfm Galvanized Steel Downstream Face 200 °F 2GHU3 
= Low-pressure drop 12in_24in Tt Zein 600 cfm Galvanized Steel Downstream Face 200 °F 2GHU7 
HEPA Ducted Terminal Modules, 99.99% Efficient—Designed for use FE IFSgG] 9 05/111 Rc 
in ducted supply HVAC installations with T-bar grid ceilings and remove a ai 2 a a 2 aT oon S00-ctin a pone teat ae 200 5 TORR59 
ti 0 : : : 2 in 2 In 2In 2,325 cfm uminum ownstream Face i 
minimum of 99.99% of particles as small as 0.30 microns from the air stream. odin 12 in 2 Vein G00 clm Aluminum Downstream Face 200 °F 19RRGO 
They are commonly used in hospitals, operating rooms, patient isolation rooms, ae in - in mea : au a ecomnnn Downstteam Fas ah is ua 
: : ae : : in in gin 2,400 cfm uminum ownstream Face _ 
surgery recovery rooms, biomedical facilities, pharmaceutical processing plants, tin 42 in 4 Tein 600 cim Aluminum Downstream Face 200 °F 49RRG3 
laboratories, and other locations that must meet strict air cleanliness standards. aa in _ in aah f 20 cfm Naa pouteream ies 200 is —— 
fi of i i in 8 | uminum ownstream Face 2 
Air filters are manufactured, tested, certified, and labeled in accordance with HEPA Ducted Terminal Modules, 99.99 % Efficiency 
current HEPA filter standards. 23 id in 23 ia in : a in I 163 ai mn Upstream ae - i TORR66 
4 Yin 47 %in ain 2,344 cfm uminum pstream Face i 
= Low-pressure drop 23% in 4754in 6%in 2.344cim Aluminum None 250 °F 19RRG7 
No. ROC 
earews *Air®Handler® 
WR eo - Hold compatible HEPA filters securely in place 
AirHandler in an HVAC system and allow the filters to seal re 
with the mounting surface to help prevent 20HN75 


HEPA Air Filter 
Change-Out Bags 


= UL Classified 


Fit around used HEPA and ULPA filters to prevent 
captured contaminants from escaping while the 
filters are being stored for disposal. These bags 
have access holes that can be used to position the 
bag over the filter and have seals that prevent dust 
and contaminants captured in the spent filter from 


clean air. 


dirty air from bypassing the filter. Holding 
frames and compatible HEPA filters remove the 
maximum amount of contaminants from the 
air stream for applications that require very 


Holding Frames—For OEM or field assembly 
of built-up HEPA/ULPA filter banks. 


Surelock B HEPA Housings—All-welded, 








| side-access housings can accept most gasket- No. 
escaping. Bags are commonly used to contain spent | seal HEPA filters. For use in ducts on the 20HN76 
filters in hospitals, patient isolation rooms, and downstream side of the air handling unit. 
laboratories. Nom. Nom. Nom. Frame or Item 
Actual Actual Actual Item Description H W D Header Material No. 
H W Material No. Holding Frame 20 20° 8 Galvanized Steel 20HN74 
70" Ve 70" Plastic o4FE/1 Holding Frame 20. 25) a Stainless Steel _20HN/5 
84" Ve 84" Plastic 54FE73 Surelock B HEPA Housing _28" 26" Zt Galvanized Steel 20HN/6 
90" Va g0" Plastic D4FE/2 Surelock B HEPA Housing _ 28" OZ. Zi Galvanized Steel 20HN/7 


3056 GRAINGER. 


ITT 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 








GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 
Air Filter Pads & Rolls 





WA ir Handler’ 
Air Filter Rolls 


= UL Classified 


General use air filter rolls consist of a long length of 
filter media that can be cut to size. They are most 
commonly used as pre-filters to extend the life of 
more expensive final filters. 


Polyester, Blue/White—For use where fiberglass 
filters are not acceptable or fiber break-off is a 
concern. 


Polyester, Orange/White—Alternative for MERV 8 
pleated filters and have a nonmigrating, heavy, dry 
tackifier on the downstream (orange) side. 


Fiberglass, Blue/White—Bulk rolls replace 
hammock-type filters in furnaces and air condition- 
ers. Progressively denser scrim-backed media (air 
entry to air exit). 


Hog Hair, Blue—Replace odd-size furnace filters. 
Stiff media fibers for rigidity and durability, and self- 
supporting with no frame required. 

Foam, Black—Can replace disposable filters as 

a prefilter for higher-efficiency electronic or media 
cartridge filters. Wash or vacuum to clean. 






No. 
2W186 


Perf. Nom. Nom. Actual Surface’ Item 
Rating W L_ Thickness Tackifier No. 
Polyester, Blue/White 
12° Wp Tt. yp" No 2GGC3 
16 “Tot, Vp" No 4WZ60 
20. 135 Tt. Vp" No 4WZ61 
24 Toit. yp" No 4WZ62 
29 Toot yp" No 4WZ63 
30° 15, YA" No 4WZ64 
30 135 Tt. yp" No 4WZ65 
AQ’ 135 Tt. Yo" No 2GGC7 
48" 135 ft. Vp" No 4WZ66 
3 SOT vy, Ne SGGrE 
: t. 4" 0 
MERV 7 ie” 90f. No 4WZ67 
20° = 90 ft. 4" No 4WZ68 
24" = 90 ft. 4" No 4WZ69 
25 90 ft. 3/4" No 4W2Z70 
30° 90 ft. 4" No 4WZ71 
36° 90 ft. 4" No 4WZ72 
40" 90 ft. Yq" No 2GGG3 
43" = 90 Tt. 4" No 4W2Z73 
50" 90 ft. 4" No 2GGG7 
72. ~=90 ft. Yq" No 2GGH6 
84" 90 ft. 4" No 2GGJ2 
16 — 4516 1¥," No 6B776 
20° = 45 ft. 1¥," No 50442 
24" be i ee rg Ue 
25" 5 ft. " 0 5044 
MERV 8 30°. 45f. 1%" No 6B768 
36° 45 ft. 1¥," No 6B765 
48" = 45 ft. 1¥," No 6B762 
60" = 45 ft. 1¥," No 2GGN3 
Polyester, Orange/White 
16° = 90 ft. 4" Yes 2JRU8 
20° = 90 ft. Yq" Yes 2JRV3 
a et 
; t. " es 
MERV 8 36" 90fL Yes 2URX1 
48" 90 Tt. 4" Yes 2JRX7 
60" 90 ft. 4" Yes 2JRY4 
43" 90 Tt. 1¥," Yes 2JTD3 
Fiberglass, Blue/White 
7 85 Tt. 4" No 6U602 
88 Tt. 4" No 6U601 
12 65 Tt 4" No 6U598 
MERV 5 16°85 Tt. 4" No 6U596 
24" 20 Tt. 4" No 5W498 
24 $5 Tt. Yq" No 6U594 
24" 85 ft. 1¥," No 6U593 
10° @5 tt: 4" No 50426 
20° 85 ft. 4" No 50427 
MERV 7 Zo. . 89K. 4" No 50428 
30° 20 Tt: 4" No 2W185 
36° —s 20 ft. 4" No 2W186 
MERV 8 20.80 Tt. 1¥," No 50430 
Hog Hair, Blue 
20.10 Tt. 1¥," No 50433 
MERV 6 as Shi 1¥," No 50434 
48" 15 ft. 1¥," No 6U586 
20°30 Tt. 4" No 50431 
MERV 7 20 SU TE 4" No 50432 
48" = 30 ft. 4" No 6U585 
Foam, Black 
24. 25 tk. V4" No 5W913 
30 25 Tt. Ya" No 6U592 
48" 25 tt. Ya" No 2EJZ3 
Less Than5 MERV 24" = 25 ft. Vp" No 5W914 
3625 Tt. Yo" No 6U589 
24" = 10 ft. Yq" No 50444 
48" 25 tt. Yq" No 2EJZ5 
MERV 7 36° = 10 ft. 4" No 6U591 
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No. 
6B685 


WA ir®Handler’ 
Air Filter Rolls for 


Automatic Roll Machines 

= UL Classified 

= Cores are not interchangeable 

= Type AE: American Air Filter units 

= Type AE/CB: American Air Filter and Cambridge units 
= Type C: Continental Air Filter units 


These ready-to-install air filter rolls consist of a long 
length of filter media on a solid core that can be installed 
on automatic filter roll machines. When a filter change is 
needed, the machine automatically advances the correct 
amount of filter media to replace the existing media. 
These rolls are most commonly used as pre-filters to 
extend the life of more expensive final filters. 


Perf. Nom. Nom. Nom. Media Surface Media Item 
Rating W L_ Thickness Material Tackifier Color No. 
Type AE 
30 Do aL. 1" Polyester No White 30PT34 
45" 60 ft. 1" Polyester No White 30PT35 
Of bo it. 1" Polyester _No White 30PT36 
MERV5 69" 60 ft. 1" Polyester No White 30PT37 
3a Oo TL. 2 Fiberglass Yes White 30PT31 
Jf Both 2 Fiberglass Yes White 30PT32 
69° 65 it. z Fiberglass Yes White 30PT33 
MERV 6 20 30 Tt. il Hog Hair __No Blue 54FF12 
20. 30 Tt. 2 Synthetic _No Blue 54FF11 
Type AE and Type CB 
MERV 5 bait. 2 Fiberglass Yes __ White_2W633 
of. bo Tt. 2 Fiberglass _No White 3W340 
go. Oot. 1" Polyester _No White 6B689 
MERV 6 45" _ 65 Tt. il Polyester No _White_6B687 
Of bot. 1" Polyester No White 6B685 
69" oft. ie Polyester _No Wie 6B683 
; ‘ ue 
MERV8 69" 65ft. 2 Fiberglass No White 50446 
Type C 
MERV 5 32° 6o ft. 2. Fiberglass Yes _ White_2W632 
96° 60 Tt. 2 Fiberglass No White 3W339 
32 bolt. il Polyester No White 6B688 
MERV 6 44" 60 ft. 1" Polyester No _White_6B686 
96" 60 ft. 1" Polyester No White 6B684 
68" 60 ft. 1" Polyester No Green 6B682 
MERV8 68° 65ft. 2" Fiberglass No qe, 5C445 


No 


; Holding 
, 5WwW0O70 


Clip 


& ee 
— 
| 
= 
/ 


‘J 


ee ial 


Pr de Nom.Nom.Nom. Case Item 
H W Qty. No. 
*Air ROY Handler 2 fi tO" 1" 4  6B730 
7 et 
. . oo 5 
Air Filter 14°95" {" 4 6B723 
Pad Holdin {20 1" W080 
ii) ii) ii) 5 
g fe" 25" {" 4 5wo079 
Frames and = 35 7 ae 
7 d0° 24" {" 4 6B713 
— eed as 
Air filter pad holding 24" 24" 1 4 5wo073 
frames provide support 69,3, pe 4 BS 
for air filter pads and 16" 20" 2" 4 W072 
allow you to just change 164 5, 4 — oa 
the filter media in the air 18" 24" "4 6B715 
filter frame instead of me A A : iy 
throwing away the entire mT a 2 4 sW069 
. . u u ii 7 
air filter. Permanent, 54" 4" 3" 8 6B731 
reusable frames are - Pkg. Item 
constructed around a one eee Qty. No. 
24-ga. galvanized steel sche with 
frame. The downstream Header, Req.4 12 SE904 
side is 1" x 1", 16-ga ee 
. " or ae €0. 49 56905 
galvanized welded wire. er rilter 


WA ir Handler’ 
Air Filter Pads 


= UL Classified 
= Priced each; shipped in case qty., sold 
individually in-store only (except where noted) 


Pads consist of nonpleated filter media that has 
been cut to a particular size and can be cut down 
to a smaller size if needed. Commonly used to 
replace dirty air conditioner filter pads. 
Polyester, Blue/White—Offers higher arres- 
tance and dust-holding than most fiberglass 
filters; won't shed fibers into the air stream. 
Fiberglass, Blue/White—For heavy industrial 
and oily applications. 


No. 
6B735 





Perf. Nom. Nom. Nom. Surface Case Item 

Rating W L___Thickness Tackifier Qty. No. 

Polyester, Blue/White 
12 12 Vy" Yes 24 5W093 
12: 24 VY," Yes 24 5Ww092 
16° 20° VY," Yes 24 5W090 
16 25 VY," Yes 24 5Ww091 
18° «18 VY," Yes 24 5W089 
18° 24" Y," Yes 24 5W088 
20° = 20° Y, Yes 24 5W087 
20. 20 yy" Yes 24 5W086 
22. 2. Y," Yes 24 5W085 
24 24 Yn" Yes 24 5Ww084 
20. 20° VY," Yes 24 5Ww094 
10° 10° 1" Yes 24 6B/60 
(Va is il Yes 24 6B/5/ 
12 20: 1" Yes 24 6B/56 
2 24° 1" Yes 24 6B/55 
14" 20° 1" Yes 24 6B/53 
14 25 1" Yes 24 6B/51 
16° +16 1" Yes 24 6B/4/ 
oe 
; : " es 7 

MERV 7 —yer—35r Yes 24 5W100 
18° «18 1" Yes 24 6B/44 
18° 24" i: Yes 24 6B/42 
20° 20° il Yes 24 5W099 
20. 24 il Yes 24 6B/39 
20) 22a il Yes 24 5W098 
22. 22. 1: Yes 24 6B/3/ 
24 24 1" Yes 24 6B/36 
20 20° uli Yes 24 5W096 
12. 24° Zz Yes 24 6B/54 
14" 20° = Yes 24 6B/52 
16° = 20° 2. Yes 24 5W101 
16° 24" Z Yes 24 6B/45 
16: 25° 2. Yes 24 5W102 
18" = 24" 2" Yes 24 6B/41 
20° 320° Zz Yes 24 5W103 
20°24" 2 Yes 24 6B/38 
2s 220" z Yes 24 5W104 
24 24" 2 Yes 24 6B/35 
20 25: Z. Yes 24 6B/34 

Fiberglass, Blue/White 
1p. 24° ¥3" No 12 1W633 
10° 10° 1 No 50 6U639 * 
10° 20° 1" No 50 6U638 
12? 17 1" No 50 6U636 
12 20° uk No 50 6U635 ~* 
12 24 1" No 50 6U634 * 
14°20" il No 50 6U632 * 
14" 25" i No 35 6U630 * 
16° +16 il No 50 6U626 
le: 20° 1" No 24 6U625 
16° 24" 1" No 50 6U623 * 
e225" 1: No 50 6U621 * 
18° «18 1" No 50 6U619 * 
18° 20° 1 No 50 6U618 * 
18° 24" 1 No 50 6U617 * 

Less Than 18" = 25' 1" No 50 6U615 * 

5MERV 20° 20° ie No 24 6U614 
20° 24° il No 50 6U612 
20° 20 1: No 24 6U610 
22. 22 ill No 50 6U608 
24° 24 1 No 24 6U607 
20. 20 1" No 50 6U605 
10° 20° 2 No 50 6U637 * 
12. 24 2. No 50 6U633 * 
14" 20° Zz No 50 6U631 ~* 
15° 20° 2. No 50 6U627 * 
16° 20° 2 No 50 6U624 
16 25 2 No 24 6U620 
20° 20° " No 24 6U613 
20° 24" 2 No 24 6U611 
2 2a: 2. No 24 6U609 
24° 24 Z No 24 6U606 

Carbon, Odor Removal, Black 

MERV4 25° = 25° V4 — 12 5W095 

raat sami D4 V7; N 12 1W755 
eh : 4" 0 

a a a No 12 5C439 
48" 72" VY," No 1 2EJZ4 

Aluminum, Silver 

ess Than ' F 

5 MERV 15 24 Va No 12 5C438 

* Sold and shipped in case quantity only. 








HVAC & REFRIGERATION 
Air Filter Pads & Rolls - Paint Collection 





WA ir®Handler’ 
Paint Collection Air Filter Pads and Rolls 


=» Canbecuttosize «= Nos. 2EKK1 and 2EKK2 are priced each; shipped 
in case qty. of 30, sold individually in-store only 


Fiberglass Pads, Nos. 2W001 and 2W002—2'"-thick media is progres- 
sively layered (air- entering to air-leaving) to enhance filter efficiency and 
service life. Loosely woven construction allows paint to load evenly without face 
loading. 


Paper Pads, Nos. 6W747 and 6W748—6 layers of kraft media, slit and 
expanded into a mesh with baffle-like surfaces, are progressively layered to 
collect particulates from larger overspray to smaller droplets. 


Paper Pads, Nos. 6W749 and 6W750—The first 3 layers (of a total of 8) 
employ extremely large baffle openings for maximum particulate-holding 
capacity. Ideal for use with heavier tacky coatings, conventional coatings, and in 
situations requiring extended service life. 


Paper Pad, No. 6W751—5 layers of expanded kraft media with multistage 
baffle openings and 1 synthetic layer provide high-efficiency collection and 
straining, especially with high solids and waterborne coatings. 


Air Filter Rolls—Designed for use in all spray booth overspray applications 
and in high-production situations. 
































Paint Overspray Selection Guide Peg 
Fiberglass Paper Paper 
Nos. 2W001 Nos. 6W747 Nos. 6W749 Paper 
. Coating &2W002) &6W748 &6W750 No. 6W751__ 
Air-Dry Enamels, Stains, Glazes, Fillers Good Excellent Excellent Excellent 
Lacquers - Nitrocellulose, Sealers Excellent _ Excellent Good Good N N niniial Medi It 
Epoxies, Urethanes Poor Good Excellent _ Excellent i We Thicknes uM . ial No 
Asphalts, Fiberglass, Gel, p Excell fon = ICKNESS ateria 0. 
Tar-Like, PTFE, Vinyls oor Good xcellent 00 Air Filter Rolls 
_ Adhesives : Poor Good Excellent Fair 21" 260 ft. 3" Fiberglass 6B845 
Bake-Dry Enamels, Clear Coats Good Good Excellent Excellent 26" 260 ft. 2 Fiberglass 6B844 
_ Waterbornes Fair Good Good Excellent 30" 260 ft. a Fiberglass 60525 
_High Solids Enamels . Good Fair Fair Good 36" 260 ft. cl Fiberglass 60526 
All coating types vary within product types due to viscosity, drying AT" 60 ft. 3" Fiberglass 6C527 
_ speed, etc. This guide is provided as a reference only. 48" 260 ft. 3" Fiberglass 6C528 
60" 260 ft. a Fiberglass 6B843 
Nom. Nom. Nominal Media Pkg. Item 40" 20 ft. ld Paper 6B836 
H W Thickness Material Qty. No. 40" 30 ft. a Paper 6B835 
Air Filter Pads = ae a 40" 40 ft. il Paper 6B834 
— 20° 20 2. Fiberglass 90 2wo01 | 45" 6 ft. ile Paper D4FF13 | 
20° 20 2" Fiberglass 50 2w002 45" 35 ft. il Paper D4FF14 
20" 20 ac Paper 50 6W747 2T" 90 ft. 1" Polyester 2EKK3 _ 
20 20 1" Paper 30 6W749 26" 90 ft. li Polyester 2EKK4 
20° 20 ils Paper 50 6W751 30" 90 ft. il Polyester 2EKKS | 
20". 20 i Paper 50. 6W748 — 36" 90 ft. ile Polyester 2EKK6 | 
20° 25 a Paper 30 ‘6W750 — 4q" 90 ft. il Polyester 2EKK7 
20" 20° ch ~ Polyester 1 2EKK1 48" 90 ft. if Polyester 2EKK8 
20" 25 i Polyester 1 2EKK2 60" 90 fi. 1" Polyester 2EKK9 
Paint * Air Handler’ + 
e AZ ® 
Collector Air®Handler 
Pad Holding Frame Spray Booth 
Modules and Accessories Liner Paper/ @ 
= Hold up to 2 pads per module A ~~ 
= Priced each; shipped in case qty., Protective 
sold individually in-store only Sheeting No. 
: : 6W753 
proper installation of paint collector pads. requirements for EPA, NFPA Standard 
ieeeautiol ; a a an ti 33, OSHA Standard 1910.107 
Filter Holding Frame 20° 20" 3" a 6B840 = Cut to desired size for walls and floors ne i ae 
Filter Holding Frame 20" 25" 3" 86838 High-grade, fire-retardant kraft paper is 36" 300 fi. 6W753__ 
snap-in Grid 20720" 16 (6B 839 ideal for spray booths, welding areas, or 42" 300 ff. 6W754 
Snap-In Grid 20° 25" — 16 6B837 Display ig 60" 300 ft. 6W755 
Single Wire Rod 200 — — 8 6B842 potentially flammable operations. 72 300 ft. 6W756 
e wars ® 
. _ * A irHandler 
| Spray Booth Make-Up Air Ring Panel Air Filters 
| = UL Classified Nom. Section — Nom. Case —item 
| | ) = Priced each; shipped in case qty., it aj, ——lhiekness _flly._ia. 
Y sold individually in-store only 50" 50" 1" 4 5W422 
| 2-pl theti dia is heat-sealed inside polyester | 20" 25" ii 24___ SWA23 
ply synthetic media is heat-sealed inside polyester layers, om = : 54 BWA 
= creating a self-gasketing filter with internal metal wire. 50! 50" { 10 5 W425 
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Find even MORE on Grainger.com® 


Scan. Order. Done. 
Details on page A1. 
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GRAINGER CHOICE” 


HVAC & REFRIGERATION 
Air Cleaners 





Find the wy. Find Solutions. Find Great Prices. 
No. 


{Payton 2HNR8 Dayton} 


Ceiling-Mounted 


Air Cleaners 


= 90 to 95% efficiency 


Remove tobacco smoke, dust, lint, dirt, bacteria, and other air contaminants. 
Units feature direct-drive blowers and Auto-Off timer. Filter status indicator 
helps assure max. efficiency. Use multiple units to accom- 
modate larger areas. Gray powder-coated finish. CSA 





For Use Item 


Item With No. 


‘fi Replacement Filter 
Certified. Bag Filter 2HNRO 2HNTA 
Air Flow Sound H W D Item 
Description (cfm) Level dBA (in.) (in.) (in.) Includes No. 


Air Cleaners, 3 Speeds 
9-Stage 1800/1400/1000 71 25 25 = 50°Ve4 


Media 3000/2500/2000 72 32 26 58 


‘mal 


Portable Air Purifiers 


= Filters included 

Prefilter, HEPA filter (removes 99.7% 
of airborne particles), and carbon filter, 
plus ionizer to neutralize odors. For ‘ 
rooms up to 860 sq. ft. Dust and odor 
sensors monitor air quality. Remote 


Pleated Prefilter, Primary 2HNR8 
Pocket Filter, Hardware 
& Remote Control 2HNR9 


4-Stage 
with HEPA 





; ltem 
For Use With _No. 
Replacement Filters & Bulb 


Description 


control, Auto-Off timer, filter change Prefilter 2HPB1, 2HPB2 2HPB3 
indicator, and 6-ft. cord. 120V. 5-stage = fen Stoes ——Subbe 
or ; HEPA & Carbon 2HPB1 2HPB5 
includes germicidal UV lamp. UL Listed. Ti02 & Carbon 2HPB2 2HPB6 
UV Bulb 2HPB1, 2HPB2 2HPB7 
Air Flow H W D Item 
Description (cfm) (in.) (in.) (in.) No. 
Air Cleaners, 3 Speeds 
4-Stage with HEPA 41/68/197 24% 166 9% 2HPB1 
5-Stage with HEPA & UV 41/68/197 24% 16%6 9% 2HPB2 
Portable Air Cleaners 
= Wifi- and Amazon Alexa-compatible 


= 10 speeds 
= Auto and sleep modes 


Remove 99.97% of pollutants and allergens as 
small as 0.3 microns. Remote control included. 


Ai 
Flow H W D—iItem 
Description (cfm) (in.) (in.) (in.) No. 


HEPA Filtration = 3S .. 2» 
Fan, Oscillates 845 4A0%4 7364 42Y%4 451F74 


HEPA Filtration, Fan, & No. No. 
Heater, Oscillates & Tilts 422 24% 6/6 41%2 451F75  — agaezay 451F75 





Find more Air Cleaners on Grainger.com® 


Air cleaners help control humidity and keep indoor air clean and free 
from odors, dust, and bacteria. They are used to purify air in a variety 
of applications, including homes, resorts, factories, and warehouses. 


— —_—_=_ 


No. 459W07 


No. 1RZX7 


No. 52HF52 No. 53XX03 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


x Sun-Pure 


Catalytic Air Purification q 





Portable Air Cleaner ——_—_— 


» Filters included 


Non-ozone generating. Photocatalytic 
oxidizing (PCO) technology neutral- 
izes stubborn odors, fumes, and toxic tt 
chemicals. UV light kills airborne Hitt 
bacteria, viruses, and mold. 120V, 
60/50 Hz. Purifies up to 1000 sq. ft. 
UL Listed and CSA Certified. 
AirFlow H WwW 


D 
Description (cfm) in.) (in.) (in.) Includes 
Air Cleaner, 7 Speeds 


9-Stage 286 18 22 8 


Mfr. Item 
Model No. 


HEPA & Activated Carbon Filter, SP-20C 2YGAG 














Portable UV Lamps, Titanium Catalyst 
Mfr. Item 
Description For Use With Model No. 
Replacement Filters/Bulbs 
1 PreFilter and 1 HEPA Filter 2YGA6 1RKO001 2YGC4 
8 W Germicidal UV Lamp Mfr. No. SP-20C 1RK003 2YGC5 
Replacement UV Bulb 
25 W Germicidal UV Lamp 2YGA5, 2YGA3 1RK019 2YGA7 
EE” 
E. L. Foust Co., Inc. 
Portable Air Cleaners | 
= 120V, (No. 22EW06 is 12VDC) 
1-speed models include an activated = 
carbon filter to control chemicals, es 
fumes, gases, and odors. | aa ij 
. 7f a. ; 
2-speed models use a carbon filter peaT tiie 
to remove chemicals while the HEPA bihidl \ 
; biidbdd 
filter traps particles as small as 0.3 
microns. Rated for up to 1000 sq. ft. ” 
11W126 No. 22EW0O4 
Air 
Flow No. of H W D Mfr. Item 
Type (cfm) Speeds (in.) (in.) — (in.) Includes Model No. 
Air Cleaners 
HEPA 160 1 22 10% 10/1/04 Cartridge with _160R2  11W126 
Desktop 60 1 IZ 7 7 Technostat HEPA 160DT 22EW05 
Auto/RV 60 1 8% 16 6 Installed 160AN  22EW06 
380 2 32. 13% 13% eae 400B 22EW04 
Room Carbon Tray, 
380 2 32. 138% 138% Bulb, Pre Filter 400SS_ 22EW03 
Mfr. Item 
Description For Use With Model No. 
Accessories 
Replacement Cartridge 41126 R2100SIDIPF 11W127 
Replacement Prefilter E-1526B 11W128 
Replacement Cartridge Mfr. No. 160AN/ REPCARTANDTGALVSTDTECHNOPF —22EW111 
Replacement Prefiilter DT Air Purifiers E1526B 22EW12 
Pleated Prefilter 400-2255 22EW07 
Carbon Media Tray Mfr. No. Series 400-2260 22EW08 
HEPA Filter, MERV 14 400 Air Purifier 400-2270 22EW10 
HEPA Air Filter, MERV 16 400-2271 53JH24 
UV Light Bulb 400-UVLM 22EW09 
Humiditier/ ite. 
= iy oe Origine yt | Te 
Air Purifiers STA 
= 120V, 8W ‘i TT 
o. | 
= 6-ft. cord 39¢391 


= NEMA plug 1-15p 

Cold evaporation helps to humidify and 
purify indoor air simultaneously. Require 
no cartridge filters or pads to replace. 





Max. Sg. Water No. of Mfr. Item 
H W D  Ft.Cap. Reservoir Speeds Color Model No. 
Humidifier/Air Purifiers 
12°. 10" 10%' 200 1.4 gal. 2 Charcoal Gray LW15G 390387 
12°, 10" 10%' 200 1.4 gal. 2 White LW15W 390388 
13" 11%" 11%" 400 2 gal. 3 Charcoal Gray LW25G 390389 
13" 11%" 11%" 400 2 gal. 3 White LW25W 39C390 
13° if 11% 800 3 gal. 3 Charcoal Gray LW45G 390391 
13° 17") 11%" 800 3 gal. 3 White LW45W 39C392 
Accessories 
Venta Cleaner, for Venta Humidifiers/Purifiers CLEANER 390394 
Venta Water Treatment Additive, for Venta Humidifiers/Purifiers WTA 390393 
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HVAC & REFRIGERATION 
Air Scrubbers, Flood Extractor & Fume/Dust Collectors 


Scan. Order. Done. 
Details on page A1. 









Portable Air Scrubbers —BlueDri: Air Overall 
: = = Flow Dimensions Mfr. Item 
= Variable speed (cfm) -HxWxD_ Includes Color Brand Model No. 
. . ; _ — ; Air Scrubbers 
DRI-EAZ®—Rugged, stackable units provide high-efficiency air filtration for a ng pee ane Blue Dri-Eaz F984 AAYF5 
; ; ; iti i x 18%" ilter 
by ee restoration, construction projects, and health-care facilities. Remove particulates a0 My 44°05" x20" HEPA Filter Blue BlueDii BD-AS-550-BL SGGX66 


including smoke, dust, and airborne viral contamination. Up to 3 units can be 
daisy-chained. Optional filter No. 4AYG2 removes odors. AHAM-certified perfor- 


14" x 25" x 20" HEPA Filter Green BlueDri BD-AS-550-GN 56GY10 


14" x 25" x 20" HEPA Filter Red BlueDri BD-AS-550-RD 56GY11 


; For Use Mfr. Item 
mance. UL and C-UL Listed. Description With Model No. 
7 . ; . DRI-EAZ Replacement Filters 
BlueDri®—Professional-grade air scrubbers remove dust, pollen, mold, and tiny — 2nd Stage Prefilters Mfr. No. F284 F271 4AYF9 
} airborne particles that can appear in the air after a fire, flood, or simply in moist EEA a00 Filters —_Mitt. No. Fe64 sae aed 
No. 56axee6 2d humid environments. 3 stages of filtration. ETL and C-ETL Listed. DOP Stage 2 Prefilter Mfr. No. F284 F415 390363 


Industrial Fume and *);-,--: 
Smoke Exhausters 


Units feature steel frame, steel impeller in 
fiberglass housing, and intake screen. TEFC, 
3450 rpm, continuous-duty, ball bearing 
motors. Include 9-ft. wire-reinforced PVC 
inlet hose and clamps, 90° sheet metal 
exhaust elbow, and 8-ft. power cord. 
1-phase models have lockable rocker power 
switch and a 3-prong plug. 3-phase model 
has a push-button motor starter and no plug. 


Flood Extractor 
= HEPA filtered exhaust air 


Easy-to-transport extractor lets you 
quickly remove water from flooded 
structures. Faster and more thorough 
water extraction means less drying 
time and less risk of disruption. 
Features a high-volume, clog-resistant 


















Amps) Max. CFM Inlet Hose OutletHose dBA Max. Fume | Item -to- j 
HP Voltage Phase AC | @OS.P. 1.D.(in.) J.D. (in.) @5ft. Temp. (°F) | No. pump and an easy-to-clean filter. 
Motor Blower Wet Mfr. Item 
i Heeb 5 2 ae : 2 e ian ae Capacity H W L _ Voltage Ipelutes Model No. 
2 ; ; ' ' 20 ft. Section of 2° 
1% 230/460. 3 4.2 | 1100 5 6 84 180 3AA23 ‘gal. 404" 22%" 24%" 115 vacuum Hose with Cuffs "4/9 990364 
Collect " 
f at, ollectors — 
= Filters not included with all models; select 
\ 5 | primary filter pkg. based on application needs 
Multistage filtration removes smoke, dust, odors, 
; solvent fumes, and lab fumes in a variety of small- to 
No. medium-size industrial applications. Housing has 
| 35ZX06 durable polyurethane powder-coated finish. Optional 
. acrylic capture hoods (sold separately) provide backdraft 
No. source capture. Additional replacement filters are avail- 
4GJP8 ; a able; search Grainger.com® for the Grainger Item No. 
s . and click Optional Accessories. 
~ No. 2DBV6 oe 
For additional fume and dust collectors, see pages 2408 and 2363. 
Air Flow No.of Sound H WwW OD Mfr. Item 
Description Mount (cfm) Speeds Level dBA (in.) (in.) (in.) Color Includes Model No. 
Fume Extractors 
Portable Fume Extractor, For Airborne Contaminants Casters 100 to 350 Variable 64@6ft. 42% 18 12%4 White Two 3'-Dia. Extractor Arms SP-981-2B 4GJP8 
penchy Top rome extractor, os ue Contaminants Bench 100to 350 Variable 68@6ft. 10 12 #(/ White 2 Extractor Arms, Bet ap, Mounting Brackets S-981-2B 2YFU4 
Portable Ductless Clean Air Station/Spray ; emovable Hinged Grille eA. 
Booth, For Airborne Contaminants Bench 160 to 375 | so@oit 24 24 14 White 2-Ply Ring Panel Prefilter S-984-1 — 2YFVS 
Air Cleaners 
pcleee taraucle Dist dors Portable 1000 1 74 4dY%> 25% 32% Black Filter, Seen : an SC-1000 35ZX01 
emovable Side & Back Shields, : 
Downdraft Table Air Cleaning & Dust Collection Portable 1260 | f2 78 =38 ~=2 Black Self-Cleaning Fier, Filter Gauge SCDD-1250 52X04 
System, For Smoke, Dust, Fumes, Contaminants emovable Side & Back Shields, _ 
. Portable 3450 1 76 32 55 36. Black Self-Cleaning Filter, Filter Gauge SCDD-3450 35ZX05 
Portable Downdraft Air Cleaning System, For ; ; : ; ae 
Smoke, Dust, Fumes, Contaminants Casters 400 1 70 36 20 20° Black Back & Side Shields, 3-Stage Filter SP-400-DD 11Y603 
ee CHa ror Smoke, Portable 800 1 73. 36 20 20 Black 6" Dia. Extractor Arm, 3-Stage Filter SP-800  35ZW98 
Portable Ambient Room Air Cleaning ; : ARE 
System. For Dust & Fumes : Portable 800 1 re 46 20 20 Black Ambient Inlet Cover, 3-Stage Filter SP-800-AMB 35ZX02 
ortable Downdraft Air Cleaning System, For ; ; ; -onn. 
Smoke, Dust, Fumes, Contaminants Portable 800 1 13 36 20 20° Black Ambient Inlet Cover, 3-Stage Filter SP-800-DD 35ZX03 
Portable Downarait Air Cleaning system, Dual Portable 800 1 73. 36 20 20 Black  Two4"Dia. Extractor Arm, 3-Stage Filter  SP-800-DA 35ZW99 


Arm, For Smoke, Dust, Fumes, Contaminants 
Compact Air Cleaning System, For Smoke, Dust, Odors 


Dust Collector 


Air Cleaning & Dust Collection System, For 
Smoke, Dust, Fumes, Contaminants 
Mfr. 
Description For Use With Model 
Primary Filters 
Air Cleaner Filter — Mfr. No. S-981-2B, SP-981-2B _F-981- 


Carbon Filter 
Cell Carbon Filter 


Cell Filter 


Mtr. No. $-984-1 
Mir. No. S-987-2A 
Mir. No. $-984-1 
Mir. No. S-987-2A 


HEPA Carbon Filter Mir. No. S-984-1 


Multiple 100 to 350 Variable 66 @6ft. 12% 19% 12% Black 


Casters 


or Wall 1000 1 72 72% 18.5 18.5 
Item 
No. Description For Use With 
Replacement Filters 
1 2YFU5 Air Cleaner Filter Mfr. No. S-981-2B 


Mir. No. S-981-2B, SP-981-2B F-981-2A 2YFU6 
F-984-2A 2YFV9 
F-987-1 2DBV9 
F-984-1  2YFV8 
F-987-4A 2DBW3 
F-984-4A 2YFW2 


Aluminum Mesh 
Carbon Filter 
Final Pleated 
Filter 


Mini Pleat Filter 


Mfr. No. S-981-2B, SP-981-2B F-981-4A 2YFU8 


HEPA Filter Mfr. No. S-984-1 
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F-984-3 2YFW1 
Mir. No. S-981-2B, SP-981-2B_ F-981-3 2YFU7 


Find even MORE on Grainger.com® 


Pleated Filter 


Mir. No. E-1400G 


Mir. No. SP-400, SP-400-DD 


Mfr. No. F-987-5A 


Mir. No. SP-400, SP- 
400-DD, SP-800 
Mtr. No.F-984-5A 

Mtr. No. SP-400, SP- 
400-DD, SP-800 


Cover with 2 Extractor Arms, 1 Inlet Cap, 
Clean Air Exhaust Deflector, 2-Ply Ring 
Panel Prefilter, Filter Hold Down Grid 


Self-Cleaning Filter, Slide Gate, Floor 


Black Stand, Wall Mount Bracket 


Mfr. Item 
Model No. 


RF-981-1_2YFU9 
RF-14-1 4GJR8 
RF-400-3 11G219 


RF-987-6 2DBW8 


RF-400-2 11G218 
RF-984-6 2YFW8 
RF-400-1 11G217 


Accessories 


Clear Acrylic 
Capture Hood, 
Clear Acrylic 
with Magnetic 
Strips 


ForUse H W OD 
Description With (in.) (in.) (in.) 


S-987-2A 


DC-1000 
Mfr. 


Model 


2DBV6 


35ZX06 


Item 
No. 


capture HOOd, oveys 24 30 9 £-984-2 4GJTE 


2YFVS 24 36 9 E-984-3 2YFV7 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 
Air Cleaners & Humidifiers 

































Item 
Description For Use With No. 
Replacement Filters/Bulbs 
2HPC3 2HPD3 
wen DHPE1 2KXN8 
HEPA and Carbon 2#PB8, 2HPB9_2HPC2 
HEPA, Carbon, 
and Photocatalyst 2HPDS 2HPDS 
2HPB8, 2HPB9_ ~— 2HPC1 
No. 2HPD4 
xs Prefilter 2HPD4, 2HPD5 2HPD6 
¥* r 2HPE1 2HPE2 
Dayton No. = cteaben 2HPC3 2HPD2 
2KXN9 _and Carbon sand Pee ee 
Ti02 2KXN9 2KXP2 
= 2HPE1 2HPE3 
Portable Air Cleaners 1 and Caren gape auc 
= Filters included No. 2HPBS pes oak SHPC4 2HPC8 
= 120V, 60 Hz —_= : 2HPE1 2KXN7 
2HPD5 2HPD8 
Replacement Filters/Bulbs—Prefilters remove _ AirFlow No.of H W_ OD Item 
; ; ; Description (cfm) Speeds (in.) (in.) (in.) Color Includes No. 
large particles, HEPA filters remove particulates, Air Cleaners 
and activated carbon filters remove odors. UV lights Single-Stage with HEPA ; 3 1011's 76 Gray Auto Shutoff Timer 2HPD4 
" . . . i - j 9 1 7 al . 
neutralize bacteria, viruses, and other microorgan- a = i — aa = a ma = Se HEP ec Active a 
isms. Photocatalytic oxidation (PCO) filters employ UV an aie 7 sea i ha ae = agtbon Fitter, Remote Control _ 7 
; ‘enn = “ATM -Stage wi 2 4 2 Gray Remote Control, Auto Shutoff Timer 
lights plus titanium dioxide (TiO™) media to destroy 4-Stage with HEPA 97/49/78 3-12 17% 8% Gray Remote Control. Auto Shutoff Timer 2HPB8 
bacteria, molds, and viruses. 5-Stage with HEPA and UV ~—s 36/47/57 3. 614%6 6%6 8% Gray Auto Shutoff Timer 2HPE1 
2 = eg : 
A) er o — = ie 
, i 
& : 
| . 
— A 
No. 2PYG2 — 
No. 2PYE9 i 
No. No. 5KEF3 
2PYF5 
No. 20HN61 
Mobile Humidifiers 
Units feature auto humidistats 
(except No. 4NHG1) to maintain aces 
optimum humidity. 5- to 6-ft. cords, a 
quiet nighttime settings, Auto-Off, * 
and refill light (except Nos. 2PYG2, : = 
2PYEQ, and 4NHG1). All units are No. 53YP63 No. 21EX24 
ETL Listed. 
No. No. 48TC61 
Ultrasonic No. 53YP63—Features 33TN59 
i Mfr. Item 
all ills diffuser tray for scented Description For Use With Model No. 
essential oils, No. 53YP64 sold AIRCARE® Accessories 
° AIRCARE/Essick Air models 427 
Sepeb ately Model has a 360° nozzle Air Care Filter 300,447 400HB,4D7-series,4DTS 1051 2PYG7 
for directional misting and an LED 300-series,696-series.and 697-series , 
ssick Air models 427 300,447 
night light with 7 selectable colors. Evaporative Filter Wick 400HB,4D7-series,4D1S-series,696- 1041 2PYG4 
ee ARCARE/Eseick Air models £9 EPOR 
Square Max. Water No. of Mfr. Item a Ei ; ssick Air models EP9-series: -Se 
Ft. Cap_Runtime Reservoir Speeds Color Type Model _No. Evaporative: Filler WICK (es:821 000,831 000,826000, S300 WH 1043 2PYGS 
AIRCARE® Humidifiers a Ei ; ssick Air models 
800 50hr 12gal 2 White Tabletop £35000 2PYG2 Evaporative Filter Wick 39948 H12 400,H12 400HB, H12 600 1045 2PYG6 
1200 50hr. 2. gal. 4 Black/Titanium Tower Style D46 /20  2PYF5 evaparaave citer Mfr. No. 7D6 100, D46 720, E35 000, 
1000 = 70hr. — 2 gal. 4 White/Blue Tabletop 7D6 100 2PYE9 Wick Qty. 2 3D6 100, 5D6 700, E27 000,CM330 1040 2PYG3 
2600 36hr. 2.5 gal. 3 White Mini Console MAQ800__SKEF3 : aks Series( Digital and Analog) 
1250 90 Ar. 3 gal. 4 White Mini Console 5D6 700 4NHG1 Humidifier Wick OKEF3 MAF2 _ 36WJ83 
2400 60hr  3.5qQal 9 Espresso Pedestal Style EP9800 36WJ85 Humidifier Wick, Qty. 3 20HN61 HDC311 — 36WJ87 
2400 45 hr. 3.5 gal a Gray/Black Console EA1201 20HN61 AIRCARE® Ultrasonic Accessories 
2400  60hr 3.5 gal. 9 Nutmeg Pedestal Style EP9500 6DMH8 Demineralization AURORA SERIES Mir. No. AU5003PK 53YP65 
4000 sohr. so gal. 3 Brushed Nickel Console HD1409_  36WJ84 Cartridge, Oty. 3 AUV20AWHT,AUV10AWHT 
3/00  45hr 5.4 gal 4 Light Oak/Black Trim _ Console H12 300HB 44R223 Essential Oils, — - 
3/00 45 hr. _5.4 gal. 4 Oak Burl Console H12 400HB 44R219 Eucalyptus, Vanilla, Humidifier or Aroma Therapy EOVEL103PK 53YP64 
3600 45hr 5.6 gal. 9 Light Oak Credenza Style 696400HB 35XG45 & Lavender; Qty. 3 
3600 48hr  5./ gal. 9 _ Brushed Nickel/Black 5 console ADTS 900 33TN59 A sar an ne 
; pace Saver escription ran ode 0. 
2700 7Ohr.  6gal. 3 White rule 831000  48TC61 Tham ieals and Mleaners 
AIRCARE® Ultrasonic Humidifier Mineral & Scale Cleaner, 32 02z. Bestair Pro 1G 21EX24 
750 24 hr. 1 gal. Variable White Portable AUV20AWHT 53YP63 Water Treatment & Bacterio-Static, 32 oz. Best Air 00245 5W009 
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HVAC & REFRIGERATION 
Dehumidifiers 





#- fantech 


industrial/Commercial 


Dehumidifier 


= Ambient temp. range: 40° to 95°F 

= 20-ft. drain hose 

= Washable air filter 

For areas with extreme moisture prob- 
lems. Features 2-speed fan, humidistat, 
overflow protection with indicator light, 
and painted steel cabinet with fold-down 
handle and 4 casters. CSA Certified for 
U.S. and Canada. 





Cap./24 Hrs. Cap./24 Hrs. Bucket Mfr. Item 
@ 60% RH @ 90% RH Capacity Amps 4H W D Model No. 
60 pt. 101 pt. 21 pt. 5 20% 17% 13% GD55S 3H356 
No. = 
53RJ37 : 
a s 
= 
lef Dayton} a 
Z FRIEDRICH ‘cae 
Office/Residential No. 
= 2g 55FJ94 
Dehumidifiers 
= Automatic defrost we D 
= 2-speed fan = ™ 


ENERGY STAR qualified. 


Dayton®—Compact residential dehumidifiers feature a built-in water level 
indicator, removable slide-out filter, and full-bucket indicator light. Also include 
garden hose hook-up adapter. 


Friedrich—Versatile and portable dehumidifier features top-mount digital 
touch controls, non-louvered front panel for a clean, stylish appearance, and 
built-in casters for mobility. It has 3 drainage options including removable 
condensate bucket with carry handle, continuous gravity drainage hook up, and 
built-in drain pump that 
can pump condensation 
vertically or horizontally 

up to 15 ft. Also features 
precise adjustable humidity 


Area - Square Feet 
Capacity - Pints Per 24 Hours 
For Air Conditioned Spaces 


80°F, 60% 
Humidity 


500 1000 1500 2000 2500 3000 3500 


Moderately Damp, 10 14 2d 26 30) 34 
control from 30% to 90%, “Very fai P 12 17 a a 
auto restart, and a 24-hr. Wet i 2p 323884450 
timer. _ Extremely Wet 16) 23 3/1) 44) ol 58 
Cap./24 Hrs. Bucket Ambient Item 
@60%RH Cap. Temp. Range Amps H W D Brand No. 
22 pt. 6.3 pt. 41° to 90°F Out 20%" 14" 10" Dayton 55EL04 
12.7 pt. 41 to 95°F 4.7 247%2" 12% 2" —«16°%4" Dayton 53RJ37 
50 pt. 12.7 pt. 41° to 90°F 7.8 23 V4" 15%" 103%" Dayton 55EL06 
16.2 pt. 41° to 90°F 8.2 23 V2" V3: 12" Friedrich 55FJ94 


GRAINGER MOBILE 


Use your smartphone to connect with 
Grainger on the go. Now you can find 


products, get real-time product 

availability, place an order and locate the 
nearest branch from the palm of your hand. 
Anytime, anywhere. 


> Download at grainger.com/content/mobile-features 
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Find even MORE on Grainger.com® 


Scan. Order. Done. =F 
Details on page A1. = 






30KE39 





#= fantech 


No. 
39C366 


Jobsite/Restoration 
Dehumidifiers 


For use in conditions of flooding and areas of excess 
moisture. Rotomolded housing. Compact model easily 
fits into a crawl space, is portable and stackable 
making it ideal for restorative drying applications. 
Low-grain models are more energy efficient. Air is 
precooled before reaching evaporator coil for faster 
condensation, resulting in drier air. 


LGR 7000 





Dri-Eaz—Designed for optimal performance and feature a multifunction 
4-language digital control panel, condensate pump, 40-ft. drain hose, 25-ft. 
power cord, and lifetime manufacturer’s warranty on housing. Nos. 30KE39, 
39C366, and 6UFY3 have built-in humidistat. ETL Listed to UL and CSA 
standards. 
= Ambient temp. range: 33° to 100°F (No. 30KE39 is 

45° to 100°F; No. 390365 is 33° to 125°F) 


Fantech—Models have an automatic defrost with mode indication and 
on-demand condensate pump purge with 30-ft. drain hose. Units have dual 
handles, 11" wheels, and external hose storage. CSA Certified for U.S. and 
Canada. 
= Ambient temp. range: 40° to 95°F 

Capacity/24 Capacity/24 Mfr Item 


Hrs. @ 60% RH Hrs. @ 90% RH Amps’ 4H W D Brand Model No. 
Compact Dehumidifier 


80 pt. 139 pt. 6.2 17%" 12%" 21%" _Dri-Eaz F413 30KE39 
Dehumidifiers 
64 pt. 145 pt. 6.4 oe. 20" 19%" Dri-Eaz  F203-A  4AYF4 
125 pt. 250 pt. 11.3 36%" 18" 23%" Fantech EPD250CR 2MRV1 
Low-Grain Refrigerant Dehumidifiers 
90 pt. 180 pt. 8.7 40%" 24" 23 _ Dri-Eaz F410 390365 
105 pt. 202 pt. 6.6 32%4" 20" 195%" Dri-Eaz F600 492T29 
130 pt. 235 pt. 63: oa 2 20" _Dri-Eaz F412 390366 
170 pt. 242 pt. 10.5 40%" = 23° 24" _ Dri-Eaz F411 6UFY3 
Accessories 
Air Flow Adapter, For Use With 6UFY3 Dri-Eaz F422 6UFY5 
Filter, For Use With Mfr. No. F412, F203-A Dri-Eaz F581 499M44 
Filter, For Use With Mfr. No. F410, F411 Dri-Eaz F584  499M47 





Crawlspace/ 
Basement 
Dehumidifier 


Unit is low profile and can fit 
between floor joists in crawl- 
spaces and confined spaces. 
Built-in digital humidistat, 
condensate pump, and duct 
ring for ductability. ETL Listed 





to CSA standards. 
Cap./24 Hrs. Bucket Mfr. Item 
@ 90% RH Cap. Amps H W D Model No. 
134 pt. 75 pt. 6.2 17%" 12¥," 21%" F515 30JZ47 


1-800-GRAINGER (472-4643) 


HVAC & REFRIGERATION 
Strip & Immersion Heaters 


Te 
TEMPco. 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


Stainless Steel Strip Heaters 


a A%6"HX1%2"W = 10-32 screw terminals 
a %e"W x %"L slotted (screw and nut terminals 





AS) | Stainless 
Steel Finned . 





No. 
2XDT9 

















holes on each end on Vulcan units) Vulcan Strio Heaters . Vulcan 
Sheath temp.: [9 Seamless 304 stainless steel tube provides the 
1200°F max. ivesall-Woucili ‘i Ph a +i eee ai = 1%"W element best combination of physical strength and resis- 
Great for Length Dim. ? Watts! Model No. Model No. = %e'W x '4"L slotted holes — tance to high temps. and chemical corrosion. 
applications Tempco, Dffeet Terminals RETR RRC — are soe = 10-32 screw terminals Sheath temp.: 1200°F max. Fins are nickel- 
requiring low- Bye rey 300 | CSH01596 2XDW4 CSH01595  2XDW6 = 134"H x 2" W across fins plated steel. UL Recognized except Nos. 3HM48 
profile designs. er 2; : a sia ayne Stir SOY = Mounting tabs included and 3HM49. 
UL Recognized. —zy7——gi- 950 | CSHO0068 ~2XDX7 | ~CSH00069 ~~ 2XDXa Overall Mounting Watt ie ion won han 
14" 13" 500 = — CSHO0083  2XDY2 Length Dim. Watts Density Model No. Model No. 
37%" 36%" ~— 1500) CSHO0145 2XDY8 | CSH00146 2XDZ1 Tempco, Each End Terminals 
: y Tempco, Parallel Terminals 10%" —-" 500  25W/sq.in.| CSFO00521 2XEE4 CSF00522  2XEE6 
mS 5Y;' 4%" 125 | CSH00336 2XDZ3 | CSH00337 2XDZ5 ov" 9" 725  45W/sq.in.| CSFO0123 2XEE8 CSF00124  2XEF1 
< 5 yA 4%" 300 | CSHO0163 2XDZ7 | CSH0O0164  2XDZ9 iz iT 900  40W/sq.in.| CSFO0131  2XEF3 CSF00132  2XEF5 
, 6" 5° 150 | CSHOO165 2XEA2 | CSH00166 2XEA4 14" 13" 750  28W/sqg.in.| CSFO0232  2XEF7 CSF00249  2XEF9 
* 8" v 150 | CSHO0169  2XEA6 CSHO0170_ _ 2XEA8 14" 13" 1100 37W/sq.in.| CSF00135  2XEG2 CSF00136  2XEG4 
3 8" ‘a 290 | CSH00344  2XEC1 CSHO0171_ —_ 2XEC3 15%" = 14%" ~~ 1250 37W/sq.in.| CSF00139 2XEG6 CSF00140  2XEG8 
8" 7’ 500 | CSH00323 2XEC5 | CSH00324 2XEC7 1775" 16%" ~~ 750 ~=—«18W/sq.in.| CSFO0506  2XEH1 CSF00524  2XEH3 
10%" 9%" 250 | CSHO0172 2XEC9 | CSHO0173  2XED2 177%" 16%" ~—* 1550 += 38W/sq.in.| CSFO0144 2XEH9 CSFO0145  2XEJ2 
10%" <9" 400 | CSHO1618 2XED4 | CSH01433  2XED6 19%" 18%" 1000 ~=—-21W/scq. in. — — CSF00526 — 2XEJ4 
as iz 11" 250 | CSHO1600__2XED8 | =CSHO1601 _ 2XEE1 19%" 18%" ~—*1700 ~—« 36W/sa. in. — — CSF00150  2XEJ6 
a iz 11 350 | CSH0O0346 2XEE3 | CSHO0174 2XEE5 O1" 20° 1900 36W/sq.in.| CSFO0154 —2XEJ8 CSFO0155 — 2XEK1 
e . 14" 13" 300 | CSHO1602 2XEE7 CSH01603 2XEE9 2394" D234" 1000  16W/sq. in. — — CSF00527 2XEK3 
See 14" 13" 500 | CSHOO175 2XEF2 | CSH00176  2XEF4 239; 29%" 1450  23W/sa.in.| CSF00529  2XEK5 = = 
(Ay 177% 16%" 500 | CSHO1606 2XEG1 CSH01607 _2XEG3 23%: 22%" ~~ 2200 ~~ 30W/sq. in. — — CSFO0159  2XEK7 
See | 17%" 16%" 750 | CSHO0177 2XEG5 | CSHO0178 2XEG7 26%" 25% 2500  34W/sq. in. — — CSFO0167 _ 2MXF9 
Wie. 17% 16%" 1000 = = CSH01257 _ 2XEG9 30%" 29%" ~~ 1800 ~—-21W/sq. in. — — CSF00532  2MXG2 
aks — 19%" 18%" 350 | CSHO1608 2XEH2 | CSHO1609 2XEH4 33%" 32%" ~—-2100 ~=—21W/sq. in. — — CSF00533  2MXG4 
~~ 19%" ~~ 18%" 1200 CSH00328 2XEH6 | CSHO1619 2XEH8 330" 32%" 3150  32W/sa. in. = = CSF00178  2MXG6 
, vai 20° 500 | CSHO1610 2XEJ1 CSHO1611  2XEJ3 425" 41%" «4150 ~—-31W/sq. in. — _ CSFO0217 _ 2MXH1 
_ oT 20" 750 | CSH01620 2XEJ5 CSHO1621  2XEJ7 48" a7" 2250  15W/so. in. = CSF00534  2MXH3 
| 23%" 22%" 750 | CSHO0179 2XEJ9 CSHO0180  2XEK2 Tempco, Offset Terminals 
ws 283%" 2.25%" 1000) CSHO1624 2XEK4 | CSHO1625 2XEK6 10%" 9" 500  24W/sq.in.| CSFO00129  2XDT9 CSF00130  2XDU1 
25%" 247%" 500 | CSHO1613 2XEK8 | CSH01614 2MXF4 14" 13" 1100 33W/sq.in.| CSFO0060  2XDU2 CSF00061  2XDU3 
Offset 26%8 2594" 700 CSHO1615 2MXF6 | CSHO1616 2MXF8 19%" 18%" ~~ 1700 ~—-32W/sq. in. — — CSF00080  2XDU4 
Terminals 20229 750 | CSHO1627_2MXGS_| CSHO16282MXG7 23%s 22%" ~~ 1000 ~~ 15W/sq. in. — — CSF00528  2XDU5 
crmnina oe 0. tebe — — CSH01629 2MXG9 2378 22% ——* 2200 + 32W/sq. in. — — CSFO0090  2XDU6 
3315" 32%" 950 | CSHO1630 2MXH2 | CSH01631 2MXH4 255" 24%" 2400 ~—: 33 Wisc. in. — — CSF00094  2XDU7 
35% 347% 1000 — — CSH00186 2MXH5 26% 25%" ~~ 2500 31W/sq. in. — — CSFO0100  2XDU8 
| 357% 34%" 1500 — — CSH00462 2MXH6 33%" 32%" 3150 ~— 31 W/sq. in. — — CSF00180  2XDU9 
» 37%8' 36%" ~~ 1500) CSHO0187 2MXH7 | CSHO0188 2MXH8 357% 34%" ~—- 3450 ~— 31 W/sq. in. — — CSFO0110  2XDV1 
a 42%" 41%" ~~ 1500 — — CSH01632 2MXH9 42v5" 41%" “4150 ~—- 30W/sa. in. — — CSFO0117  2XDV2 
: 3 451%" 44" 1250 — — CSH01617 2MXJ1 Tempco, Parallel Terminals 
| 47% «AB %"—“-2250 — — CSH01230 2MXJ2 10%" i" 21W/sq. in.| CSFO0001  2XDV5 CSF00002  2XDV6 
Vulcan, Offset Terminals 10%" gy," 725 ~—31W/sq. in. CSFO0003 2XDV7 CSFO0004 2XDV8 
8' 7’ _ 150 |0S1208-150A 2E919 | 0S1208-150B 4E259 12" 11" 900  31W/sg.in.| CSFO0008 2XDW1 CSFO0009 2XDW3 
| 8" 7’ 250 |0S1408-250A 4E250 | 0S1408-250B 46251 14" 13" 1100 31W/sq.in.| CSFO0012 2XDW9 CSFO0013  2XDX2 
10%" ~—- 9%" ~——- 400 |0S1410-400A 3HL91 | 0S1410-400B 3HL92 177%" 16%" 1000 ~=21W/sq.in.| CSF00539  2XDY3 CSF00507  2XDY5 
A 12" 11-250 |0S1212-250A 2920 | 0S1212-250B 2E921 177%" 16%" ~—- 1550 += 31W/sq.in.| CSFO0016 2XDY7 CSFO0017  2XDY9 
i 11" 350 |0S1412-350A 4E252 | 0S1412-350B 4E253 ail 20° 1900 31W/sq.in.| CSF00024 ~ 2XDZ6 CSF00025  2XDZ8 
: 14° 13" 300 |0S1214-300A 4E260 | 0S1214-300B 4E261 23%% 22% 1000  15W/sq. in. — — CSFO0509  2XEA1 
14" 13" 500 |0S1414-500A 3HL97 — — 2378 22% ——* 2200 ~~ 31W/sq. in. — — CSF00026  2XEA5 
15%" 14%" 325 |0S1215-325A 3HL51 | 0S1215-325B 3HL52 251%" 24%" «2400 ~—: 3:1 Wisc. in. — — CSF00027 _ 2XEC2 
17%" 16%" 500 |0S1217-500A 3HL57 | 0S1417-500B 2E923 26%" 25%" 2500  30W/sq. in. — — CSF00028  2XEC4 
; 17%" 16%" 500 |0S1417-500A 4E254 | 0S1217-500B 3HL58 30%" 29%" ~—* 1800 ~~ 19W/sq. in. — — CSF00515  2XEC6 
177%" 16%" 750 |0S1417-750A 3HM04 | 0S1417-750B 3HM05 33%" 32%" 3150 — 29W/sq. in. — — CSF00033  2XED1 
177%" 16%" 1000 — — —_ |0S1417-1000B 3HM03 357% 34%" ~—- 3450 ~— 30W/sq. in. — — CSF00034  2XED3 
valk 20° 500 |0S1221-500A 2E922 | 0S1221-500B 4262 42v" 41%" 4150 ~~ 30W/sa. in. — — CSF00036  2XED5 
vals 20" 750 — — 0S$1421-750B 3HM13 48" 47" 2250  14W/sq. in. — — CSF00037  2XED7 
2378 22%" 700 |0S1423-700A 4£255 | 0S1423-700B 4E256 Vulcan, Offset Terminals 
23¥8' 22%" 750 |0S1223-750A 3HL65 | 0S1223-750B 3HL66 10%" 9" 16W/sq. in. | OSF1510-350A 3HM48 | OSF1510-350B 3HM49 
23% 22%" ~~ 1000 — — —_|0S1423-1000B 3HM15 10%" 9" 475 — 22W/sq. in.| OSF1510-475A 3HM50 | OSF1510-475B 3HM51 
23¥8 22%" ~~ 1500 — — —_ | 081423-1500B 3HM17 it) 7 725  33W/sq. in.| OSF1510-725A 2E924 | OSF1510-725B 4E265 
Parallel _20% 24%" 500 |0S1225-500A 3HL67 | 0S1225-500B 3HL68 12" fil 900  33W/sq. in.| OSF1512-900A 4E266 | OSF1512-9008 2E925 
Terminals —3p)-— 5) — aot —=———= 0s soe SM | — 1? 48th oo BSE 
iq y — —_ - 8" 8" sq. In. = — : 
357% 34%" ~—‘1000 — — _|0S1235-1000B 3HL78 177%" 16%" 1550 —32W/sq. in. | OSF1517-1550A 4E268 | OSF1517-1550B 4E269 
357% 34%" ‘1500 — — _|0S1435-1500B 3HM37 19%" 18%" ~—* 1000 ~—«18W/sq. in. — — _| OSF1519-1000B 3HM63 
42V" 41%" 1250 — — _|0S1242-1250B 3HL84 OT 20° 1900  32W/sq. in. | OSF1521-1900A 4E270 | OSF1521-1900B 4E271 
42V5" 41%" 1500 — — —_ | 081442-1500B 3HM43 25%" 24%" 1500 ~~ 20W/sq. in. — — | OSF1525-1500B 3HM71 
47% «46% —-2250 — — _ | 081448-2250B 3HM47 48" 47" 2250  14W/sa. in. — — _| OSF1548-2250B 3HM79 
Min. 
aii = Immersion Heater Watt Mfr. Item 
=— NPT Depth Watts Voltage Density Model No. 
= — . a a 12" 3000 240VAC  130sq.in. | HDLOOO13 4TCT9 
7 AV; 500 120VAC ——-+53sq.in.  HDLOOO15 4TCU2 
Moshe Vs avs 750 120VAC.80sq.in.  HDLOOOt7  4TCU4 
Cartridge Tx Vs av 1000 120VAC 106 sq, in. HDLOOO19 -4TCUG 
) : {y" 7 AY; 1000 240VAC  106sq.in. HDLOO020 arcu 
H <S Ys LE 375 120VAC ——-35sq.in.  HDLOO025 4 
Immersion Heaters TeMpco ? We ay 375 240VAC 35 sq. in.  HDLOO026  4TCUS 
— zis | 
Provide greater heat dissipation in a select area than a tubular immersion a ae i SAVE 2 Sct SBcaatee ive 
heater. For use in heating water and other liquids in platen, plastic mold, die a a ann ae 1 sq. in. ABLounde ean 
. : slp : i : : : iy" YW" Sq. in. 
heating, liquid immersion, and air heating applications. oA 9" 7000 {20VAC 49 sq. in. HDLOOO45 aTCW2 
Min. 7 g' 4000 240VAC  194sq.in. HDLOOO47 = 4TCW4 
Immersion Heater Watt Mir. Item 7 10% 750 240VAC 31sq.in. | HDLOO050 4TCW7 
NPT Depth Watts Voltage Density Model No. 3/4" 10% 1250 120VAC 51 sq. In. HDL00053 4TCX1 
Brass Screw Plugs & High Temp. SS Sheath 4" 10%" 1250 240VAC 51 sq. in. HDLOO0054 4TCX2 
i" 1%" 100 120VAC —41.sq.in. _ HDLOOOO1 4TCR6 Ys 10%" 3000 240VAC _124sq.in. _ HDLOO051 4TCW8 
a 3 iy" 250 120VAC —-39sq.in.  HDLOOO03 4TCR8 Ya 10%" 5000 240VAC 202 sq.in.  HDLO0055 4TCX3 
iy VA 1000 240VAC 157 sq.in.  HDLOQ005 4TCT1 7 10%" 5000 480VAC  202sq.in. | HDLOO056 4TCX4 
Va uA 500 {20VAC —-33sq.in. | HDLOOOO7 4TCT3 7 {2% 1500 240VAC -52sq.in.  HDLOO057 4TCX5 
a 1 750 {20VAC —-33sq.in. | HDLOOOT1 4TCT7 7 12%; 6000 480VAC  208sq.in. | HDLOO058 4TCX6 
Sign in to Grainger.com® to see YOUR Pricing and MORE 3063 
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Immersion Heaters Details on page A1. 
edie TR 
No. 2E927 i Screw Plug Once 50 Vuican 
} Immersion Heaters 
= NEMA 1 housing, except WITHOUT THERMOSTAT 
Nos. 4E274 to 4E279 Require external flow switch, low-liquid cutoff 


WITH THERMOSTAT switch, over-temp. switch, or other safety 
= Control range: copper, 60° to 250°F; — device depending on the type of system. 
steel (Vulcan models), 100° to 550°F; AUTOMATIC RESET 





No. 2VYH9 steel (Tempco models), 60° to 250°F =» Control range: 110° to 190°F 
Min. WITH THERMOSTAT WITHOUT THERMOSTAT 
Immersion Heater Watt Mfr. Item Watt Mfr. Item 
NPT Depth Watts Voltage Phase Density Brand Model No. Density Brand Model No. 
Brass Screw Plug and Copper Sheath 
ul 6%" 500 120VAC 1 46 sq. in. Tempco TSP02078 2VXR8 46 sq. In. Tempco TSP02007 2VXR9 
ill 6%" 750 120VAC 1 69 sq. in. Tempco TSP02079 2VXT1 69 sq. in. Tempco TSP02097 2VXT2 
il 6%" 1000 120VAC 1 92 sq. in. Tempco TSP02080 2VXT3 92 sq. in. Tempco TSP02096 2VXT4 
1" 94" 1500 120VAC 1 90 sq. in. Tempco TSP02081 2VXT5 90 sq. in. Tempco TSP02099 2VXT6 
1%" 6" 1000 120VAC 1 90 sq. in. Tempco TSP03260 6THT3 83 Sq. in. Vulcan ASW110A 4E274 
1%" 6" 1000 240VAC 1 90 sq. in. Tempco TSP03261 6THT4 83 Sq. In. Vulcan ASW110B 4E275 
1%" 6Y," 2000 120VAC 1 94 sq. in. Tempco TSP03262 6THT5 80 sq. in. Vulcan ASW120A 4E278 
1%" 614" 2000 240VAC 1 94 sq. in. Tempco TSP03263 6THT6 80 sq. in. Vulcan ASW120B 4E279 
1%" 1¥4' 1500 120VAC 1 61 sq. in. Tempco TSP02082 2VXT7 61 sq. in. Tempco TSP02100 2VXT8 
1%" g" 1500 120VAC 1 84 sq. in. Tempco TSP03264 6THT7 84 sq. in. Vulcan ASW115A 4E276 
1%" g" 1500 240VAC 1 84 sq. in. Tempco TSP03265 6THT8 84 sq. in. Vulcan ASW115B 4E277 
1%" gy" 2000 120VAC 1 61 sq. in. Tempco TSP02084 2VXT9 61 sq. in. Tempco TSP02102 2VXU1 
2" 8" 2000 120VAC 1 48 sq. In. Vulcan AUW220A 4E280 — — — _ 
2" 8" 2000 240VAC 1 48 sq. In. Vulcan AUW220B 4E281 — — — — 
Zz 10" 3000 240VAC 2 45 sq. In. Tempco TSP02085 2VXU2 45 sq. in. Tempco TSP02103 2VXU3 
2 Th 4000 240VAC 2 04 sq. in. Tempco TSP02086 2VXU4 4 sq. in. Tempco TSP02104 2VXU5 
2 11" 5000 240VAC 2 67 sq. in. Tempco TSP02087 2VXU6 67 sq. in. Tempco TSP02105 2VXU7 
2" ila 5000 480VAC 3 67 sq. in. Tempco TSP02088 2VXU8 67 Sq. In. Tempco TSP02106 2VXV1 
2 117% 1500 120VAC 1 48 sq. in. Vulcan AUW215A 2E931 — — — _ 
Z 11%’ 3000 120VAC 1 48 sq. in. Vulcan AUW230A 4E282 _— — —_— _ 
2" 117%" 3000 240VAC 1 48 sq. in. Vulcan AUW230B 4E283 —_— — — _ 
2' 16° 7500 240VAC 3 65 sq. in. Tempco TSP02089 2VXV3 65 sq. in. Tempco TSP02107 2VXV5 
2" 16: 7500 480VAC 3 65 sq. in. Tempco TSP02090 2VXV7 65 sq. in. Tempco TSP02008 2VXV9 
2" 1934" 9000 240VAC 1 48 sq. in. Vulcan AUW250B 2E932 — _— — _ 
2" 22' 10,000 240VAC 2 61 sq. in. Tempco TSP02091 2VXW2 61 sq. in. Tempco TSP02009 2VXW4 
2" 22' 10,000 480VAC a] 61 sq. in. Tempco TSP02092 2VXW6 61 sq. In. Tempco TSP02022 2VXW8 
242" 32 44" 12,000 480VAC ] 44 sq. in. Tempco TSP02093 2VXX1 44 sq. In. Tempco TSP02108 2VXX3 
2 V2" 47%" 18,000 480VAC 3 44 sq. in. Tempco TSP02095 2VXX5 44 sq. In. Tempco TSP02110 2VXX7 
Brass Screw Plug and Copper Sheath, Automatic Reset, Low Limit Cutout 
il 9A" 1000 120VAC 1 31 sq. in. Vulcan WTP906A 2E927 — — — _ 
1" 10%" 1500 120VAC 1 41 sq. in. Vulcan WTP910A 2E928 — _— — _ 
Stainless Steel Screw Plug and 304 SS Sheath 
il 6%" 500 120VAC 1 48 sq. in. Tempco TSP02011 2VYP8 48 sq. In. Tempco TSP02241 2VYR1 
il 6%" 750 120VAC 1 70 sq. in. Tempco TSP02227 2VYR3 70 Sq. in. Tempco TSP02295 2VYR5 
ik 6%" 1000 120VAC 1 94 sq. in. Tempco TSP02228 2VYR7 94 sq. In. Tempco TSP02242 2VYR9 
1" 9 V4" 1500 120VAC 1 63 sq. in. Tempco TSP02230 2VYT2 63 sq. In. Tempco TSP02244 2VYT4 
Stainless Steel Screw Plug and 316 SS Sheath 
il 6%" 1000 120VAC 1 94 sq. in. Tempco TSP02791 2VYN5 94 sq. In. Tempco TSP02792 2VYN7 
i gy" 1500 120VAC | 63 sq. In. Tempco TSP02793 2VYN9 63 sq. In. Tempco TSP02459 2VYP2 
1%" gy" 2000 120VAC 1 61 sq. in. Tempco TSP02794 2VYP4 61 sq. in. Tempco TSP02795 2VYP6 
Steel Screw Plug and Steel Sheath 
i 12%6' 475 120VAC 1 21 sq. in. Tempco TSP02204 2VYH9 21 sq. in. Tempco TSP02216 2VYJ2 
1%" 1294" 1000 120VAC 1 23 Sq. In. Tempco TSP02205 2VYJ4 23 Sq. In. Tempco TSP02217 2VYJ6 
1%" 18%" 1500 120VAC 1 23 Sq. In. Tempco TSP02208 2VYJ8 23 Sq. In. Tempco TSP02220 2VYK1 
2. 11%" 1500 120VAC 1 23 Sq. In. Vulcan AU0215A 2E933 —_— — — _— 
2" 18" 3000 240VAC ] 21 sq. In. Tempco TSP02209 2VYK3 21 sq. In. Tempco TSP02221 2VYK5 
2" 29" 9000 240VAC a 21 sq. In. Tempco TSP02210 2VYK7 21 sq. In. Tempco TSP02222 2VYK9 
2 29" 9000 480VAC 3 21 sq. in. Tempco TSP02211 2VYL2 21 sq. in. Tempco TSP02223 2VYL4 
2" 40%" 5000 240VAC 1 23 Sq. in. Vulcan AU0250B 2E934 — — — _ 
2" 43 V2" 7500 480VAC 3 21 Sq. in. Tempco ToP02213 2VYL6 21 sq. in. Tempco TSP02010 2VYL8 
2 WA 10,000 480VAC 3 21 $q. In. Tempco TOP02215 2VYN1 21 sq. In. Tempco TSP02226 2VYN3 


Drum 
Immersion 


LOS Vulcan 


o 
TEMpco <s, 


Drum Immersion and 
Watt Sheath Overall Control Heater Mfr. Item 
Bottom-Outilet Heaters Watts Density Material Length* Range _ Voltage Phase Brand Model No. 
: Drum Immersion Heaters 
Over-The- Drum Immersion—Include flange for mount- {000 8sq. in. Stainless Steel 1914" 60° to 250°F 120VAC Tempco TAT30002 2VYH2 
Tempco TAT30001 2VYH4 


: inq in 2! i 4000 32sq. In. Stainless Steel 19%" 60° to 250°F 240VAC 
mide Ing in 2° bung opening. 1000 8sq.in. Steel 1915" 60° to 250°F 120VAC Tempco TAT30005 2VYH6 
4000 32 sq, in. Steel 1915" 60 to 250°F D40VAC Tempco TAT30006 2VYH8 


Over-the-Side Immersion Heaters 






— st 


Over-the-Side—Feature sludge legs to 





elevate element off bottom of open container. 3000. 40 sq. in. Incoloye i r = ZAOvat 3 Vulcan 16-3918 SHT86 ii 
NU vi : " Sq. In. ncoloy 4" — ulcan_Il- 
36°H riser, except No. 3HT66 is 54°H. Bottom-Outlet Immersion Heaters 
r 1500 34sq.in. Copper 71" = {20VAC 1 Vulcan ANW115 26929 + 
Bottom-Outlet—4" metal housing protects 3000 44 sd i ooneet wae. = 240VAC 1 Vulcan ANW250 2930 t+ 
heater termination. Rina clamp mountin anitizing Sink/Tank Immersion Heaters 
eae alld isa adele, 000 14sq.in. 3168S 32%" 60° to 250°F_ 120VAC Tempco TAT40008 6THU3 






en design with a bronze flange for mounting ina -4500-t6sq.in. 316 SS 3215" 60° to 250°F 120VAC 
Sanitizing Sink/ = 97/,."_qia_ hole. 4000 56sqg.in. 3165S 32%" 60° to 250°F 240VAC 
Tank Immersion 6000 65sq.in. 3168S 32%" 60° to 250°F 240VAC 
Sanitizing Sink/Tank Immersion— 6000 51 sq. in. 316 $5 A394" 55° to 115°F 240VAC 


Adiustable stain tee| ting bracket 1440 13g. in. 316 $5 433%" 55° to 115°F 120VAC 
Jaap leeip itis ele unoe ae ieee * Refers to length of heated element. ¢ Circular element configuration; 


and 6-ft. cord set with polarized plug included. Overall Length indicates diameter. 
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Tempco TAIT40007 6THU4 
Tempco TAI40006 6THUS 
Tempco TAT40005 6THU6 
Tempco TAT4001/7 6THU/ 
Tempco TAT40013 6THU8 


— st st st 
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ots Flanged Screw Plug 
TEeMpcro. “Gs, 
Circulation REPLACEMENT HEATER 
HEATERS ELEMENTS WITH GASKET 
Heaters and Watt Flange _—_— Heater Overall Control Mfr. ltem Overall Mfr. Item 
. . Watts Density Size Voltage Phase| Length Range Model No. Length Model No. 
Circul ation Circulation Heaters (Flanged, 150-lb. Pressure-Rated Steel, with Tank Mounted Double Pole Thermostat) 
6000 48 sq. In. cl 240VAC 3 30. 60° to 250°F CHF02339 2VYE3 21%6' TFP02655 2VYA2 
4 t Hi t 6000 48 sq. in. 3. 480VAC 3 30. 60° to 250°F CHF02340 2VYE5 21%6' TFPO265/7 = 2VYA4 
ooster neaters 12000 48sq.in. 3 240VAC 3 45" 60° to 250°F CHFO2341_ 2VYE7 36%" TFPO2666  2VYAG 
: 12,000 48 sq. in. 3. 480VAC 3 45" 60° to 250°F CHF02342 2VYE9 36%6' TFPO2668 2VYA8 
= NEMA 1 housing 12,000 48sq.in.. 5° 480VAC. 3 = = = = 201%6"  TFP02708  2VYC3 
= Flanged models have 18,000 48sq.in. 3 480VAC 3 5B" 60° to 250°F  CHFO2344_ ~~ 2VYF2 51%6"  TFPO2674  2VYC1 
high temp. stainless 24,000 48 sq. in. 5 480VAC 3 46" 60° to 250°F CHF02346 2VYF4 3/16" TFPO2720 2VYC5 
g p. : 40,000 48 sq. In. 5 480VAC 3 64" 60° to 250°F CHF02348 2VYF6 5616" TFP01498 2VYC7 
steel sheath material REPLACEMENT BOOSTER HEATER 
eee ed EermOsteaealy Watt Sheath Control Heater ja ME Item overall aE aie 
, ’ em 
controlled heating units consist of Watts Density _ Material Range Voltage Phase| Length Model No. Length Model No. 


a flanged or screw-plug immer- Circulation Booster Heaters (Screw Plug, 14" Element, 1" NPT Water, with Thermostat) 








; 500 23 sq. in. Steel 150° to 560°F 120VAC 1 22. CHF02304  2VYC9 13-4/7" TSP02750 ~—- 2VYF8 
sion heater mounted into a tank 750 23sa,in. Steel 150° to 500°F 120VAC. 1 99" CHF02306  2VYD2 1836" TSP02751 ~~ 2VYG1 
assembly. Replacement Heater 1000 23 Sq. in. Steel 150° to 560°F  240VAC 1 = — — 20-4/9" —* TSP02752 ~~ 2VYG3 
1500 34sq.in. Copper 60°to180°F 120VAC 1 18" CHFO2155  2VYD6 ira TSP01411 2VYG5 
Elements with Gasket can be used 2000 45sq.in. Copper 60°to180°F —_120VAC 1 18" CHF02156 2VYD8 17' TSP01409 2VYG7 
as stand-alone heaters. 3000 49sq.in. Copper  60°to180°F  240VAC 1 on CHFO2158  2VYE1 21%" TSP01410 2VYG9 
TM 
Cal-Stat™ Thermostats Vulcan 
= Temp. range: -100° to 600°F Food Service Thermostat—For fryers and other food 
Thermostats—Differential of 1°F. /2" and %" dia. models are UL oor a Le TT SR spe Cartridge 
Recognized (E36322). %" dia. models are CSA Certified (LR 23541-4). g 
Contact Rating Contact Rating 
Sheath Overall Insertion Thread Switch Resistive Resistive Switch Ratings Mfr. Item / 
Thermostat Type Dia. Length Depth NPT Action @ 120V @ 240V @ 120VDC Model No. ) 
Thermostats 
Cartridge yy" 34" 2" — ___Openon Rise oA 3A 1A 1A1C9_ —-2E937 
Cartridge 3M" OK" — Close on Rise 5A 3A 1A TA2C9 _—-2E938 
Cartridge KAR" BH" —~_ Open on Rise TOA 5A 2A TAIB9 —-2E935 
Cartridge A" BH" — ~~ Close on Rise TOA 5A 2A TA2B9 —_ 2E936 Coupling 
Coupling Head, Cartridge Yy" 34 2 ¥e'-18 _Open_on Rise dA 3A 1A 1EiC9_  3GD96 * Head 
Coupling Head, Cartridge Yn" 34" 2% _¥%'-18 Close on Rise dA 3A 1A 1E2C9_ _3GD99 * aan 
Coupling Head, Cartridge yA 3" __%'-14 Open on Rise T0A 5A 2A TE1B9 3GD95 * Cartridge — 
Coupling Head, Cartridge %p' Ay" 3%" _'4'-14 Close on Rise 10A dA 2A 1E2B9_ _3GD98 * 
Pipe [hread, Cartridge yy" 34 Zz ¥s'-18 _Open_on Rise oA 3A 1A 1C1C9_ _—_—-2E941 —* 
Pipe Thread, Cartridge yr 3%" 2%" K-18 Close on Rise 5A 3A TA {C209 —-2E942 * 
Pipe Thread, Cartridge 7" Ay," a Yo'-14 Open on Rise 10A oA 2A 1C1B9_ —2E939 * : 
Pipe Thread, Cartridge ye «A 3%" —H"-4_ Close on Rise TOA 5A 2A {C2B9  2E940 * Pipe 
Food Service Thermostat Thread, 
Pipe Thread, Cartridge, Straight Lead Exit Style %" 53%". 31%46' ~—4"-14_ Openon Rise 10A 5A 2A 1C1B9-BJ 3GD84 Cartridge 
* Threaded mounting MNPT. 
: ae PAY Py 
* yr aes 
j Ti 
a = 7 
_. Vy ae < _cennert 
2 ? )) 
No. 3HK15 ~ No. 3HK19 
No. Vulcan 
3HVO8 - 
Industrial Heaters and Elements 
Low-Profile Enclosure Heaters—1 °s'H x 2" W finned strip heaters with 
mounting brackets. 304 stainless steel. UL Recognized. 
Vulean Finned Tubular Heating Elements—1010 carbon steel sheath with high- 
. temperature, corrosion-resistant finish. Sheath temperature: 800°F max. 2" 
Low-Temperature Air Duct Heaters center-to-center mounting. 
. . . 3 7 . "pu . 
For use in heating ducts and dryers up to 100°F. Finned tubular heater = “4-16 threaded mounting fittings with hardware 
construction and sheet metal terminal housing with predrilled flange mount. » 8-32 screw and nut terminals 
240VAC/1-Phase 480VAC/3-Phase Mounting Mfr. Item 
Min. Element No. of Mfr. Item Mfr. Item L Dim. t Model No. 
Duct D W Watts Elements! Model No. Model No. Low-Profile Enclosure Heaters, 120VAC/1-Phase 
Finned Tubular Air Duct Heaters, Min. Air Flow: 600 cfm 12¥8 9s 200 E-OSF-1510-200A SHK15 
gi 6° 3000 3 VFT38-3B  3HV04 = — 15% 14% 350 E-OSF-1514-350A 3HK16 
8" 12" 6000 6 VFT68-6B 3HV08 VFT68-6C  3HV09 1942" 1894" 450 E-OSF-1517-450A 3HK17 
i 1 12,000 9 = = VFT912-120 3HV10 2558" 245," 700 E-OSF-1523-700A 3HK18 
12" 24 16,000 12 — — VFTI212-16C _SHT97 Overall Installation Mfr. ltem 
Mfr. ltem Length Depth Watts Model No. 
Description Model No. Finned Tubular Heating Elements, 240VAC/1-Phase 
Finned Tubular Replacement Heating Elements, 34-16 Threads 12Ae 11%e 2000 FTH20B-B 3HK19 
240VAC/1-Phase, For Use With Mfr. No. VFT38-3B, VFT68 -6B RE8-1000B 3HP14 17/6 16%6 3000 FTH30B-B 3HK20 
480VAC/3-Phase, For Use With Mfr. No. VFT38-3C, VFT68-6C, VFT98-9C_RES8-1000C 3HP15 2276 21/6 4000 FTH40B-B 3HK21 
480VAC/3-Phase, For Use With Mfr. No. VFT912-12C, VFT1212-16C RE12-1333C _3HP07 27/6 26/6. 5000 FTH50B-B 3HK22 


Sign in to Grainger.com® to see YOUR Pricing and MORE 3065 





Scan. Order. Done. 
Details on page A1. 


HVAC & REFRIGERATION 
Cartridge Heaters 





High- and Low-Watt-Density Cartridge Heaters For more sd heaters, go to Grainger.com®. 
= Corrosion-resistant LOW-WATT-DENSITY ; TOrcy Gy 





HIGH-WATT-DENSITY Vulcan, au sw 
Tempco Thunderbolt" — alloy sheath = Corrosion-resistant mite ==) Vulcan 
= 321 stainless steel sheath Operate up to 5 times = Sheath dia. 304 stainless 7 I acai 
tolerates high temps. the watt density of stan- tolerance: +0.000" — steel sheath onaaih aia poe diac tolerance 
. " | | . 
= Sheath dia. tolerance: +0.002" dard cartridge heaters. _ to -0.004" Excellent for insertion into ; ae als 
tolerance: +0.002 +0.000" to -0.004 
120VAC 240VAC dies, molds, and platens. 
Watt Mfr. ltem Mfr. Item 120VAC 240VAC 
Dia. L Watts Density Model No. Model No. Watt Mfr. Item Mfr. Item 
Tempco, High-Watt- Density, 10" Leads, Max. Temp. 1400°F Dia. L__ Watts Density Model No. Model No. 
Yer 1 5 9OW/sq. in. HDC19100 4NHY6 — — 3" 8" 300 34W/sq. in. HDC20586 = 4NJZ3_— | HDC20587 = ANLJ2 
Ye" 1%" 50 180W/sq. in. HDC19102 4NHY8 — — ¥e" 8" 600 68W/sq. in. — — HDC02169 4NJZ4 
y" 1%" 30 80W/sq. in. HDC19103  4NHY9 — — Yo" 1%" 150 97W/sq. in. HDC20590 4NJZ8 §HDC20591 4NJZ9 
ye" 1%" —«60 160W/sq. in. HDC19104 = 4NHZ1 — — Y;" 2" 200 86W/sq. in. HDC06277 ~~ 4NKA1 — — 
V4" 1" 80 204W/sq. in. HDC00002 4NJA3 ¥;" 2 400 170W/sq. in. — — HDC20592 4NKA2 
Vy" 1" 100 255W/sq. in. HDC00003  4NJA4 (|HDC00004 4NJA5 Yo" 2%" ~—_—+500 161W/sq. in. HDC20595 4NKA5 — _— 
Y" 1%" 100 127W/sq. in. HDC00016 4NJA6 — — ¥;" ch 250 64W/sq. in. HDC09950 4NKA7 —(HDC05788 4NKA8 
Y" 1%" 200 255W/sq. in. HDC00022 4NJA8 |HDC00023 4NJA9 ¥;" cl 400 104W/sq. in. — — HDC20597 4NKA9 
V4" 2 100 85W/sq. in. HDC00030  4NJC1 — ¥;" a 750 193W/sq. in. — — HDC17175 4NKC1 
Vy" 2" 250 212W/sq. in. HDC00038 4NJC2 — — ¥;" 4' 400 74W/sq. in. — — HDC20599 4NKC3 
Ya" 2%" 250 159W/sq. in. HDC00045 4NJC3  (|HDC00046 4NJC4 Y" 4" 550 100W/sq. in. HDC20600  4NKC4 (HDC20601 4NKC5 
Vy" cy 100 51W/sq. in. HDC00050  4NJC5 — — ¥;" 4" 750 136W/sq. in. HDC20602  4NKC6 HDC20603 4NKC7 
Y" 3%" 300 127W/sq. in. HDC00063  4NJC9 — — ¥;" a 500 72W/sq. in. HDC20604_ 4NKC8 =HDC07791 4NKC9 
Vy" 4' 200 73W/sq. in. HDC00070 4NJD1 — — ¥;" ay 750 106W/sq. in. HDC20605  4NKD1 ~§HDC20606 4NKD2 
Vy" 4' 300 109W/sq. in. HDC00074 4NJD2 |HDCO0075 4NJD3 ¥;" 6" 500 58W/sq. in. HDC04549 = 4NKD3 HDC20607 4NKD4 
yy" -A4Y%" 350 111W/sq. in. HDC20500 4NJD4 — — ¥;" 6" 1000 116W/sq. in. — — HDC04715 4NKD7 
Vy" 8" 600 102W/sq. in. — — HDC00102 4NJE2 Vf" 8" 500 42W/sq. in. HDC20608 4NKD8 §HDC20609 4NKD9 
¥e" 1" 100 170W/sq. in. HDC00127 =4NJE4 — — Y;" 10" 500 34W/sq. in. — — HDC09890 4NKE3 
¥ 1K" 250 212W/sq. in. HDC00157 = 4NJE6 |HDC00158 4NJE7 V" 10" 1000 67W/sq. in. — — HDC13055 4NKE4 
7" Z 400 226W/sq. in. HDC00184  4NJE8 |HDCO0185 4NJE9 Yj" 10" 2000 134W/sq. in — HDC20626 4NKE6 
3" ae 290 8oW/sq. In. HDC00242 4NJF3 HDC00243 4NJF4 Vulcan, High-Watt- Density Thunderbolt”, 10" Leads, Max. Temp. 1600°F 
36" a. 500 170W/sq. in. HDC00251 4NJF5  =§HDCO00252 4NJF6 ¥ 1%" ~——-100 115W/sq. in. TB380A 2E905 TB380B —-2E906 
¥ 8%" 350 99W/sq. in. HDC00263  4NJF7 |HDC00264 4NJF8 Ye 1%" «150 172W/sq. in. TB3815A 2E907 TB3815B — 3HR37 
3" 4' 250 61W/sq. in. HDC00279  4NJF9 |HDC00280 4NJG1 ¥ = 1%" 100 86W/sq. in. TB381A 2E908 — — 
3" 4' 500 121W/sq. in. HDC00289 4NJG2 |HDC00290 4NJG3 Ye" 2 150 85W/sq. in. TB3816A 2E909 TB3816B 3HR38 
3" 5: 300 5/W/sq. in. HDC00317  4NJG4 |HDCO0318 4NJG5 Ye" 2" 200 114W/sq. in. TB3821A 2E910 TB3821B 3HR48 
3" 6" 300 46W/sq. in. HDC00347  4NJG6 |HDCO00348 4NJG7 Ye 2" 200 85W/sq. in. TB3035A 3HP98 — — 
37" 6" 750 116W/sq. in. HDC00356 4NJG8 |HDC00357 4NJG9 3" 4' 300 73W/sq. in. TB386A 2E911 TB386B —-2E913 
3" ds 250 33W/sq. in. HDC00365 —4NJH1 HDC00366 4NJH2 3" 5" 500 95W/sq. in. TB3070A 3HR18 TB3070B _ 3HR19 
3" 7' 600 78W/sq. in. HDC00370  4NJH3  |HDC00371 4NJH4 ¥e" 6" 500 77W/sq. in. TB388A 3HR55 TB388B — 3HR56 
3" 7’ 1000 131W/sq. in. — — HDC00375 4NJH5 Yo" 1%" ‘150 96W/sq. in. TB501A 3HR64 — — 
¥e" 8" 300 34W/sq. in. HDC00382 4NJH6 (|HDC00383 4NJH7 Y" 2 200 85W/sq. in. TB5013A 2E914 — — 
¥;" 2" 400 170W/sq. in. HDC00453. ss ANJJ3 — — Yo" 2%" 280 102W/sq. in. TB503A 2E915 — — 
¥;" 4' 750 136W/sq. in. HDC00545 4NJJ5  |HDC00546 4NJJ6 Yo" 2%" +500 160W/sq. in. TB5046A 3HR78 — — 
¥;" 5. 750 106W/sq. in. HDC00578  4NJJ7  |HDCO0579 4NJJ8 A el 250 64W/sq. in. TB505A 3HR88 TB505B_ —- 3HR89 
V;" 6" 500 58W/sq. in. HDC00603 4NJJ9  |HDCO0604 4NJK1 ¥;" ch 400 102W/sq. in. — — TB5015B —- 3HR63 
¥;" 6" 750 87W/sq. in. HDCO0606 4NJK2 (|HDCO0607 4NJK3 ¥;" 4 250 A6W/sq. in. TB5065A 3HR90 — —_— 
Vy," 6" 1000 116W/sq. in. — — HDC00613 4NJK4 ¥;" 4 550 100W/sq. in. TB506A 2E916 TB506B  — 3HR95 
¥;" 8" 500 42W/sq. in. HDC00642 4NJK5 (|HDCO00643 4NJK6 ¥;" 5 500 71W/sq. in. TB507A 2E917 TB507B_ —s3HT01 
¥;" 8" 1000 85W/sq. in. — — HDC00651 4NJK7 %e" 4 550 80W/sq. in. TB6214A 3HT50 TB6214B —-2E918 
¥;" 8" 1500 127W/sq. in. — _— HDC00654  4NJK8 %e" 5 500 5/W/sq. in. — — TB6025B ——- 3HT36 
¥;" 10" 1000 67W/sgq. in — — HDC00675 4NJL1 %e" 6 500 46W/sq. in. — — TB6031B — 3HT37 
%e" cu 500 102W/sq. in. HDC00755 4NJL4 (|HDCO0756 4NJL5 ya" 6" 1000 77W/sq. in — TB703B 3HT64 
¥" 6" 1000 93W/sq. In. _— _ HDC00810 4NJL8 Tempco, Low-Watt-Density, 10" Leas, Max. Temp. 1200°F 
%" 8" 1500 102W/sq. in. — — HDC00842  4NJN1 Ye 1%" 20 30W/sq. in LDCO00002  4NKH6 — — 
sf 10" 2000 89W/sq. in HDC00979 4NJN7 Ae" 3" 45 29W/sq. in. LDCO0005  =4NKH7 — — 
Tempco, High- -Watt-Density, 12" Leads, Includes 10° Braid On Leads, Max. Temp. 1400"F Ya" 2" oe 2/W/sq. in. LDC00015 4NKH1 _— _ 
V4" 1" 100 255W/sq. in. HDC20468 = 4NJN9 — V4" 4" 100 36W/sq. in. LDC00022 4NKH4 — — 
yy" 1%" ~——-40 58W/sq. in. HDC20530  4NJP2 Ya" 6" 150 35W/sq. in. LDC00025 = 4NKH®5 — — 
Ys" 1%" 200 255W/sq. in. HDC20559 4NJW8 HDC20561 ANIPS ¥e" 2 60 31W/sq. in. LDC01951 4NKH8 — — 
Vy" 2" 100 85W/sq. in. HDC20534 = 4NJP7 — _— ¥ 2" 80 32W/sq. in. LDC01952 = 4NKH9 — — 
V4" 3 300 153W/sq. in. HDC07930 4NJR5  |HDC20539 4NJR6 YAY" 150 32W/sq. in. LDC00051 4NKJ2 — — 
V4" 4' 300 109W/sq. in. HDC20542 4NJR9 (|HDC20543  4NJT1 ¥e" 6" 250 39W/sq. in. LDC00061 4NKJ3 — — 
Yq" re 500 100W/sq. in. HDC20575 4NJT7 |HDC20546 4NJT8 VY," ey 200 28W/sq. in. LDCO0106 4NKJ8 (LDCO0107 4NKJ9 
Yq" 10" 750 101W/sq. in. — — HDC13361 4NJU1 %e" cl 175 S6W/sq. in. LDC00171 4TCR4 — — 
¥" 1%" 150 172W/sq. in. — — HDC20552 = 4NJU7 %" a 250 ETA LDC00183  4TCR5 — _ 
yg" 12-250 212W/sq. in. HDC20562 4NJU9 HDC1/7036 4NJV1 Vulcan, Low-Watt-Density, 10" Leads, Max. Temp. 900°F 
3" 2 150 86W/sq. in. HDC10584_ Ss 4NJV2_~—s|HDC20555 = ANJV3 4 1%" _—*50 42W/sq. in. C3910A 2E890 — — 
3" 2 200 115W/sq. in. HDC17278  4NJV4  (|HDC20556 4NJV5 eS / &) 34W/sq. in. C3830A 2E891 — — 
¥e" 2" 400 226W/sq. in. HDC20563 = =4NJV6=—|HDC20565 = 4NJV7 ye" cy 100 34W/sq. in. C3840A 2E892 — — 
% 2" ~——+500 212W/sq. in. HDC20576 = 4NJW1 |HDC20567 4NJW2 ¥e" 4" 150 36W/sq. in. C3930A 2E893 — _ 
7" 3 500 170W/sq. in. HDC20577 = =4NJW5 = |HDC18241 4NJW6 ¥e" 5 200 38W/sq. in. C3940A 2E894 — — 
¥ = 38" ~—350 99W/sq. in. HDC20558  4NJW7 — — ¥;" 2 100 42W/sq. in. C5180A 2E895 — — 
3" 4' 250 61W/sq. in. — — HDC13036 4NJX1 ¥;" 6" 300 35W/sq. in. C5170A 2E896 C5170B_ —.2E897 
3" 4' 500 121W/sq. in. HDC04315 = 4NJX4 |HDC05557 4NJX5 %'  2%' 150 41W/sq. in. C6360A 2E898 — — 
¥e" a 300 5/W/sq. in. HDC12441 4NJX6 — — % AV" 240 31W/sq. in. C627A 3HJ87 — _— 
¥e" 5" 500 96W/sq. in. HDC05260  4NJX8 §|HDC04521 4NJX9 %e" 7" 350 2/W/sq. in. C692A 3HJ94 — — 
6" 6" 500 79W/sq. in. HDC20570 4NJY3  |HDC20571 4NJY5 ya" 4' 300 36W/sq. in. C766A 3HKO6 — — 
3" 6" 750 79W/sq. in. HDC20578 4NJY4 — — ya" 3" 500 28W/sq. in. C758A 3HJ97 C758B 3HJ98 
¥e" 7" 250 33W/sq. in. HDC06130  4NJY7 (|HDC20579 4NJY8 1" 6%" 600 33W/sq. in. C9770A 3HK10 — — 
Tubular Remote Thermostats—Can be placed anywhere in the 


yy 


TEMpco *< 


A4TCX7 | 


No. 






holes in housing 


= Corrosion-resistant housing 
= 35%"H X 1%6"W x 834"L 
= Mount via perforated 


= 10A/250VAC, 15A/120VAC ® 48° leads 


T-Stat Opens 
60°F, Closes 40°F 


T-Stat Opens 
140°F, Closes 110°F 


enclosure and secured with pressure-sensitive adhesive. 
= Silicone rubber base and enclosure 


T-Stat Opens 
180°F, Closes 150°F 


Mounting Mfr. a en | em sea: | ae 
L Dim. Watts W Model 0. ode 0. ode 0. 
Silicone Rubber and Silicone Rubber Enclosure Heaters, 120VAC, 1-Phase 
6" 4" 60 2s | EHROOOO7 2PCH8 | EHROOOO8  2PCH9 EHROO009 _2PCJ1 
Tubular Enclosure Heaters 12" 9° 120 2%" | EHROOO14 _2PCJ2 | EHROOO15 _2PCJ3 FHROOO16 _2PCJ4 
10° td 250 4%" | EHROOO19  2PCJ5 | EHROOO29  2PCJ6 EHROO030 _2PCJ7 
Protect enclosures Silicone Rubber f Se and Cord pan Tetnysia or Cord - | 
F HF . eater I tem I. tem I. tem 
against condensa- = Silicone rubber vulcanized to — watts voitage| Model _No. Model _No. Control Range (°F) __‘Model__No. 
tion, humidity, and aluminum mounting plate Tubular Enclosure Heaters, 1-Phase EE Remote Thermostats, 120 fe AEE 15°F Diff 
120) ei 00 120VAC|EHT00030  4TCX7 4 pen At 50, Close At 
freezing. Mount = 2 Hwith mounting flange 150_120VAC |EHT00032__4TCX9 EHT00031__ 4TCY1 Open At 60, Close At 40 _EHA00001 _ 6THUO 
heater vertically at = 48" leads 250 120VAC |EHT00034 _ 4TCY2 EHT00033__ 4TCY3 Open At 140, Close At 110 EHAO0002 _ 6THU1 
350 120VAC |EHT00036 _ 4TCY4 EHT00035 _ 4TCY5 Open At 180, Close At 150 EHA00003 _ 6THU2 
fenoneie = oul ae oo 500 120VAC EHT00038  4TCY6 EHT00037 __ 4TCY7 
enclosure. oblong %2" x 14 500 240VAC|  — = FHT00039  4TCY9 
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GRAINGER CHOICE® HVAC & REFRIGERATION 
Find the ww. Find Solutions. Find Great Prices. Electric Heating Cables 
“Gaeuss Raychenr BriskHeat’ “HAMS Raychem’ “qq 


Pre-Assembled Electric 
Heating Cables 


= Self-regulating 

= For indoor/outdoor use 
Ready for installation and don't require cutting. Cables 
have either prestripped wires for hardwired connections 








Cut-to-Length Electric 
Heating Cables 


Packaged in bulk so they can be cut to the length 
needed. Accessories are required for mount- 
ing and wiring. Used on pipes, roofs, and gutter 





No. 4E515 


systems to prevent freezing or ice buildup. 
Indoor/ 
Outdoor Indoor Only 
Cable Watts/ NEMA Plug Item Item 
Length Voltage Ft. @ 40°F Config. Brand No. No. 
Self-Regulating 
120V AC 6 W 5-15P Briskheat 40PN15 _ 
50 tt 120V AC 6 W Hardwired GA 13R084 | 13R080 
120V AC 6 W Hardwired | Raychem 2VEV8 2VEV6 
240V AC 6 W Hardwired GA 13R086 | 13R082 
75 ft 120V AC 6 W 5-15P Briskheat 40PN23 _ 
100 ft 120V AC 6 W 5-15P Briskheat 40PN25 _— 
120V AC 6 W Hardwired GA 13R085 | 13R081 
950 ft 120V AC 6 W Hardwired | Raychem 4E515 4E511 
240V AC 6 W Hardwired GA 13R087 | 13R083 
240V AC 6 W Hardwired | Raychem 4E517 4E513 
50 ft 240V AC 6 W Hardwired | Raychem _ 2VEV7 
950 ft 120V AC 4W Hardwired GA _ 13R079 
120V AC 3W Hardwired Raychem _— 6E895 
Non-Regulating 
40 ft 120V AC 3W Hardwired GA _ 6MJW8 
100 ft 120V AC 3W Hardwired GA _— 6MJX1 
120 ft 120V AC 3 W Hardwired GA _— 6MJX2 
140 ft 120V AC 3W Hardwired GA _ 6MJX3 
200 ft 120V AC 3 W Hardwired GA _ 6MJX6 
320 ft 120V AC 3 W Hardwired GA _— 6MJX9 
400 ft 120V AC 3 W Hardwired GA _— 6MJY1 








No. 13R101 
or a NEMA plug. Used to protect pipes, roofs, and gutter 
systems against damage from freezing or ice buildup. 
Cable Watts/Ft. NEMA Plug Item 
Length Voltage @ 40°F Config. Brand No. 
120V AC 6 W 5-15P GA 13R101 
6 ft 120V AC 6 W 9-15P Frostguard by Raychem 45RK50 
240V AC 6 W Hardwired GA 13R096 
240V AC 6 W 5-15P Frostguard by Raychem 45RK58 
120V AC 6 W 5-15P Frostguard by Raychem 45RK51 
12 ft 120V AC 6 W 9-15P GA 13R102 
240V AC 6 W Hardwired GA 13R097 
240V AC 6 W 5-15P Frostguard by Raychem 45RK59 
120V AC 6 W 5-15P Frostguard by Raychem 45RK52 
18 ft 120V AC 6 W 5-15P GA 13R103 
240V AC 6 W o-15P Frostguard by Raychem 45RK60 
120V AC 6 W 5-15P GA 13R104 
OA tt 120V AC 6 W 5-15P Frostguard by Raychem 45RK53 
240V AC 6 W 5-15P Frostguard by Raychem 45RK61 
240V AC 6 W Hardwired GA 13R099 
36 ft 120V AC 6 W 5-15P Frostguard by Raychem 45RK54 
120V AC 6 W 5-15P GA 13R105 
50 ft 120V AC 6 W 5-15P Frostguard by Raychem 45RK59 
240V AC 6 W Hardwired Raychem 2VEV9 
75 ft 120V AC 6 W 5-15P GA 13R106 
120V AC 6 W 5-15P Frostguard by Raychem 45RK56 
400 ft 120V AC 6 W 5-15P GA 13R107 
120V AC 6 W 5-15P Frostguard by Raychem 45RK57 
Application 
Tape _ 
No. 13R091 {=o 
—_- 
~ = 
{s tein 


Gel-Filled End Seal Kit 
No. 4YZ41 


“Gi\enia Raychenr 






7 ° =~ 


No. 453A32 


Plug-in Cord Set 


Accessories for Electric Heating Cables 


Used to mount and wire electric heating cables. 


Description 
Accessories for GA Self-Regulating 


Application Tape 
Downspout Hanger 


End Seal Kit 


Plug In Cord Set 


Power Connection Kit 


Roof Clips 


Splice and Tee Kit 
Accessories for Raychem Cut-to-Length 
Application Tape 
Downspout Hanger 


Gel Filled End Seal Kit 


Permanent Power 
Connection Kit 


Includes 


(1) Roll Glass Cloth Tape 66 ft, and 
(10) Electric Trace Labels 
(2) Tie Straps 
(2) End Seals 
(1) Plug and (1) End Seal and Materials 
of Either (1) Tee or (1) Splice 
All Materials Needed for One Hard Wired Power 
Connection into Standard Junction Box, End Seal 
(50) Roof Clips 
(1) End Seal and Materials for 
Either (1) Tee or (1) Splice 


(1) Roll Glass Cloth Tape 66 ftL, % in 
W, and (10) Electric Trace Labels 
(2) Tie Straps 
(2) End Seals 
All Materials Needed for One Hard Wired Power 
Connection into Standard Junction Box, End Seal 


Plug In Cord All Materials Needed for One 120V Plug- 
Set for 120V in Power Connection, End Seal 
Roof Clips (10) Roof Clips 

Roof Clips (50) Roof Clips 


Splice and Tee Kit 


(1) End Seal and Materials for 
Either (1) Tee or (1) Splice 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Brand 


GA 


GA 
GA 


GA 


GA 
GA 
GA 


Raychem 


Raychem 
Raychem 


Raychem 


Raychem 


Raychem 
Raychem 


Raychem 


Item 
No. 


13R091 


13R092 
13R095 


453A32 


13R088 
13R094 
13R090 


4E521 


oJC41 
4YZ41 


4E519 


4DC48 


0JC37 
3JC39 


4DC50 
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Cut-to-Length Electric Heating Cable Kits 


Raychem: 


= Self-regulating = Hardwired 
Include a roll of cable, a power connection kit, a splice and tee kit, and a roll of 
application tape. Cables can be cut to length as needed for each job. Used with 
pipes, roofs, and gutter systems. 

INDOOR | INDOOR/ 


Watts/ ONLY OUTDOOR 
Cable Ft. @ Item Item 
Length Voltage 40°F Includes Brand No. No. 
Power Connection Kit, Splice and 
3W Tee Kit, Roll of Application Tape Raychem | GE696 = 
(1) Roll of Cable, (2) 13RO088 Power 
4W Connection Kits, (1) 13R090 Splice/ GA 13R074 — 
420V AC Tee Kit, (1) 13R091 Roll of Tape/Labels 
(1) Roll of Cable, (2) 13R088 Power 
6W Connection Kits, (1) 13R090 Splice/ GA 13R075  13R077 
100 ft Tee Kit, (1) 13R091 Roll of Tape/Labels 
Power Connection Kit, Splice and 
6W Tee Kit, Roll of Application Tape Raychem | 46512 | 4E516 
Power Connection Kit, Splice and 
6W Tee Kit, Roll of Application Tape Raychem | 4E514 7 
240V AC (1) Roll of Cable, (2) 13RO088 Power 
6W Connection Kits, (1) 13R090 Splice/ GA 13R076  13R078 


Tee Kit, (1) 13R091 Roll of Tape/Labels 


(evosenmeg) Air'\Handler’ 
We Carry Pipe Insulation 


PIPE WHAP (NSM LATION TY 


a 


No. 48H488 


Wraps on Grainger.com 
Continuous rolls of insulating material help 
cut heat loss on hot water pipes and help 
keep cold water pipes from sweating. 
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Electric Heaters Details on page Al. 
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RinKing * Waal 
Ventilation Products ® 


Portable Pedestal 
& Tower Electric 
Office Heaters 


These heaters take up little floor 








No. 55KH88 No. 6DMH6 No. 2RA10 No. 2PY99 : 1VNX8 No. 1VNX7 pace one ore) picaly Dacca 
i os = os office spaces and reception areas. 
Units use fan-forced heating. 
Wattage No. of Housing Overall Overall Overall Mfr. Item 
Output Key Features Includes Heat Settings Color Height Width Depth Brand Model No. 
Non-Oscillating 
Mechanical Controls, Tip-Over , ; 
420W Switch, Overheat Protection Base 2 Beige, Gray 24 in 12 in 12 in Sengoku SM-G420A 55KH88 
waco ee eee Glide System Pivot 2 Black, Silver 241%6in 6 in 16'%sin AirKing 8602  6DMHG6 
Oscillating 
Mechanical Controls, Programmable, 3-Prong Grounded Plug, Multi V3 i 
Remote Control, Overheat Protection Function Remote Control 2 Gray 34 in 7%in 9 in Air King 8566 2RA10 
Mechanical Controls, Programmable, 3-Prong Grounded Plug, Multi Function 1 4 oo a 
900W/1500W Remote Control, Overheat Protection Remote Control with (2) AAA Batteries 2 Gray 23 in T¥in 8 %in Air King 8132 2PY99 
Mechanical Controls, Programmable, Remote (2) AAA Batteries, 2-Prong Polarized Plug, . Ai . 
Control, Tip-Over Switch, Overheat Protection in Cool-Touch in Housing, Remote Control 2 Gray 16%in 7 Rin Bin Dayton WWNX8—-TWNX8 
Mechanical Controls, Tip-Over 2-Prong Polarized Plug, in Cool-Touch hi 
Switch, Overheat Protection in Housing, Non-Slip Rubber Feet 2 Gray 16%in 7 Rin Sin Dayton WNX7 AWNX7 


oo" 
Portable Radiator-Style 
Electric Office Heaters 


Heating element is contained in an oil-filled 
radiator to provide consistent warmth and to give 
off residual heat even after the unit is shut off. 
Heaters use convection-style heating and don't 
have moving parts, so they operate quietly. Units 
have tip-over switches and will shut off automati- 
Cally if knocked over. 


No. 53TY91 No. 53TY90 





Wattage No. of Housing Overall Overall Overall Item 
Output Key Features Includes Heat Settings _‘ Color Height Width Depth No. 
Mechanical Controls, Programmable, Remote Adjustable Thermostat, Heavy Duty Casters, . ‘ . 

Control, Tip-Over Switch, Overheat Protection Handle, Digital LED Display, (2) AAA Batteries 2 Black = 25 in 14%4in in BS TY9 
uy Mechanical Controls, Tip-Over 
3 10 Adjustable Thermostat, Heavy Duty Casters, Handle 3 Gray 25 VY in 14 % in 11 in 53TY90 


Switch, Overheat Protection 


S4sencoxu Quark 


AMarley Engineered Products Brand 


ag GOR? “aa 


Portable Flat Panel 
Electric Office Heaters 


Typically placed under desks for personal comfort 
heating. Heaters use radiant heat to efficiently and 


No. 4NHG9 No. 1DKW3 No. 181X32 No. 1VNY2 silently heat people and objects without having to 
warm the ambient air. 








Wattage No. of Housing Overall Overall Overall Mfr. ltem 
Output Key Features Includes Heat Settings Color Height Width Depth Brand Model _ No. 
150W Mechanical Controls, Tip-Over Switch, Overheat Protection Supporting Legs il Blue 15 in 21 in 1in Sengoku SP160 4NHG9 
170W Mechanical Controls, Tip-Over Switch, Overheat Protection 3-Prong Grounded Plug, Floor Stand 1 White 15 in 22 in Tin Qmark 202SLB 1DKW3 
200W Mechanical Controls Handle 2 Black 19 in 12in %in Cozy CL-2 181X32 

900W/1500W Mechanical Controls, Overheat Protection = fond Polanged lug. gual spray, y Gray 10%in 15%in Gin Dayton 1VNY2 1VNY2 


Cool-Touch in Housing, Non-Slip Rubber Feet 
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GRAINGER CHOICE° HVAC & REFRIGERATION 
Find the yf. Find Solutions. Find Great Prices. Electric Heaters 





a 






da = 
RR TT 


AinKing *Eyysan = 
Ventilation Products mil ® APPROVED No. 6DMH7 
‘wa 


Portable Electric = Sil 





Baseboard Heaters No. 31TR35 
= 120VAC ——— 
Units plug into outlets instead of being hardwired to provide warm air wherever it's needed. They use either a finned , a aii 
metal heating element or an oil-filled one and work by convection for spot or supplemental heat. They position along = No. 1EVG3 
a wall's baseboard in small areas like offices or bedrooms. Integral thermostat included. 
Wattage NEMA Plug No. of Housing Overall Overall Overall Mfr. Item 
Output Key Features Config. Heat Settings Color Length Height Depth Brand Model No. 


Commercial Grade, Convection 
1500W Programmable, Tip-Over Switch, Tamper Resistant, Overheat Protection 5-15P 1 Plus Auto White 39 ¥% in Yin 5%in AirKing 8620 6DMH7 
Residential Grade, Convection 


750W/1500W Programmable, Overheat Protection 1-15P 2 Black 33 Vein 8A%sin 5 Yin GA 12H977 = 12H977 
1000W/1500W Overheat Protection 9-15P 2 White 45 in 7¥%in 5%in Dayton 3UG01 3UG01 
Overheat Protection 115P 1 Gray, White 38%in Q9Y%ein SVein Dayton 1VNX4  1VNX4 

4500W Overheat Protection Oelor 1 White 48 in 54%in 7 Yin TpiCorp. 483TM 31TR35 
Programmable, Overheat Protection 1=1DP 1 Gray, White 38%in 9QVYein SYein Dayton 1EVG2 1EVG2 

Tip-Over Switch, Overheat Protection 5-10P 1 White 58 in 8 % in 6 in Dayton 54UD13 54UD13 


Residential Grade, Fan Forced 
750W/1500W Overheat Protection 1-15P 2 Gray, White 27 %in 15 %in in Dayton 1EVG3  1EVG3 


Portable Electric Heated Floor Mats 


Typically placed at the entrance to offices and other buildings to melt snow and ice and prevent people 
from slipping. Can also be placed on the floor at a desk or workspace for personal comfort heating. 
Mats have a quiet internal heating element that's protected with a GFCI integrated in the power cord. 





Wattage No. of Overall Overall Overall Mfr. Item 
Output Heat Settings Color Length Width Depth Model No. 
55W/105W 1 Black 18 in 12 ¥% in 1% in TT 181X29 
60W 1 Gray 17 Yin 17 Yin Ya in CT 181X33 No. 181X29 
__ 60W/120W 1 Black_ 22 Me in 13%/ein ein _ FW 181X380 _ 
135W 1 Black 36 % in 16 in Va in FWB 181X31 
o40W 1 Black 35 in 33 in Ye in ICE-SNOW _35WX79 ahead 





No. 3VU37 No. 1VNW9 No. 35WX78 No. 623L03 No. 3DZR7 


jf Dayton] flinKing *Erysnes 
Portable Electric Desk Heaters 


Use convection or fan-forced air to quickly warm an area 
after a few minutes of operation. Typically placed on desks, 
work surfaces, or floors to provide supplemental heat to a 
room or for an individual. 





No. of 
Wattage Heat Housing Overall Overall Overall Mfr. Item 
Output Key Features Includes Settings Color Height Width Depth Brand Model No. 
Non-Oscillating 
Mechanical Controls, Overheat Protection 3-Prong Grounded Plug, Back up Thermal Fuse 2 Black d%in 4 Yin 7 in Dayton 3VU37 3VU37 
SON eae Ao aneey Conroe ie Over 2-Prong Polarized Plug, Handle 3. Gray 10in 7%in 7¥%in Dayton 1VNW9 4VNWS 
Mechanical Controls, Remote Control, : 
750W Tip-Over Switch, Overheat Protection Handle Z Black Win 7¥in 7%in Cozy ESH 35WX78 
Mechanical Controls, Overheat Protection Fold Down Handle, Two-Stage Thermostat 2 Gray, White 11%in 10 %in Gin Dayton 402M62 402M62 
750W/1500W Mechanical Controls, Programmable, EH1- 
Tip-Over Switch, Overheat Protection = 2 Black = 11 %in 11%in 9%ein Vornado 0104-06 623L03 
Mechanical Controls, Overheat Protection _3-Prong Grounded Plug, Close Mesh Blower Guard 2 Gray 11%in 6%in 8%in AirKing 8945  3DZR7 
SUOMI SUCHE TAO EES WH oh GeeInCEL EIGEN Ea 3-Prong Grounded Plug, Onboard Cord Storage 2 Silver 16%sin 12‘%4sin 16%in AirKing 8101  16D138 
. 3-Prong Grounded Plug, Automatic 
1500W Mechanical Controls, Programmable, Remote thermostat, LED Display, Remote Control 2&Auto Brown 15%sin 10%in 12%in GA  12H976 12H976 


Control, Tip-Over Switch, Overheat Protection "Cool-Touch" Housing, (2) AAA Batteries 


Oscillating 
Mechanical Controls, Tip-Over 
900W/1500W Switch, Overheat Protection 
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2-Prong Polarized Plug 2 Gray 10%in 8%in 7%in Dayton 1VNX1~ 1VNX1 





HVAC & REFRIGERATION 


Electric Heaters 


Scan. Order. Done. |= 
Details on page A1. 


















wildest No. 3VU33 No. 3VU34 No. 55VL95 —_— the temperature returns to normal. Unit-mounted thermostat included. 
Wattage NEMA Plug Air Temp. Overall Overall Overall Mfr. Item 
ae IOV AG BB nT 13900 ADK 
D210 — 8 In 4 in 16 In ir King 
0.6KW/0.9kW/1.5KW ——Foovr Ac 5-15P 140 °F 15in 11 %in  ‘T1in Dayton 3VU31 3VU31 
0.75KW/0.9KW/.SKW  120V AC 5-15P 72°F 15 in 11 in 12 in Markel Products 198-TMC__31TR31 
0.95kW/T.SkW 120V AC 5-15P 69 °F 10in 11 %in Zin Tpi Corp. 178-TMC _31TR32 
GAR WOE EIY 120V AC 5-15P 67 °F 16 in 10 in 9 Yin Tpi Corp. 188-TASA __31TR33 
SRT 120V AC 5-15P 170 °F 16 in 8 in 10 in Dayton 3VU33 _ 3VU33 
1 5kW 120V AC 5-15P74°to 19°F 14 in 12 in 12 in Pro-lemp PT-515-120  32MY65 
3kW 208/240V AC _L6-20P 89° to 140°F _16in 13in 14 %in Pro-Temp PT-53-240  32MY66 
avdia 208/240V AC 6-30P 85 °F 14in10%in 10 %in Dayton 3VU34___ 3VU34 
908/240V AC 6-20P 48 °F i7%in 13%in 11 %in Fostoria HF684-TC _55VL95 
3.6KW/4.8kW _208/240V AC 6-30P 95 °F 4in 10%in 10 %in Dayton 3VU35 _ 3VU35 
No. 32MY65 AOKW/5 6KW  _208/240V. AC 6-30P 67 °F 17 in 13%in 11 %in Fostoria HF686-TC _55VL96 
2KWIS. 208/240V AC 6-30P 105 °F 15%in11%in 11 %in Dayton 3VU36 _ 3VU36 


No. 
heat wet? =52JP79 


heat <Emm G 
wagon Quality Since 1917, A 


ducts Brand 


Marley Engineered Proc 


ae 





* . 
finking gd @Markel i <em> 
Ventilation Products ® Products Company sen 


Portable Standard Electric 
Jobsite & Garage Heaters 


Tubular heating element provides high-efficiency heating. Units use 
fan-forced air. Heaters are protected with an internal thermal cutout 
that shuts off the heater if it overheats and can be manually reset when 





yon" 





Portable Salamander Electric Jobsite & Garage Heaters 


Use fan-forced air to provide clean, odor-free tempered heat, Wall-Mounting Brackets—Convert salamander heaters 
which raises the area's temperature by a specified amount. for wall- or ceiling-mount with horizontal air flow. Bottom of 
Units heat enclosed spaces. Automatic overheat protection heater must be at least 6 ft. from the floor. 


je eke Sg elena Sr He arEOpHONIO Oe Field-Installed Cable Kits—Leads are terminated with #10 
ring terminals. Cord grip (connector) is included. 











No. 
20HN58 Wattage NEMA Plug = Air Temp. Overall Overall Overall Mfr. Item 
4 Output Voltage Phase Config. Rise Height Width Depth Brand Model No. 
eaters 
6k 208/240V AC 1 14-30P 100 °F 17 in 12 In 20 In Heat Wagon P600 92JP79 
kW 208/240V AC 1 14-50P 100 °F 18 in 12 In 23 In Heat Wagon P900 02JP80 
240V AC 1 6-50P ctl g 39 In 23 Yin 21 %6in Fostoria FES-0924-1C — 20HN58 
240V AC 1 14-50P 39 °F 39 In 23 Yin 21 %6in Fostoria FES-1024-1CA —_—3LY28 
10kW 240V AC 1 Hardwired 30° to 88°F 40 in 30 in 24 in Qmark MEDH1021CKA  49EL86 
240V AC 1 Hardwired 90 °F 38 2 in 28 % in 21 Yin Dayton 1RKT5 1RKT5 
208/240V AC 1 Hardwired 100 °F 20 in 14 in 30 in Heat Wagon P1800-1 5PFX2 
12kW/18kW = .208/240V AC 3 Hardwired 70 °F 20 in 14 in 30 In Heat Wagon P1800D 02JP81 
208/240V AC ) Hardwired 100 °F 20 In 14 in 30 In Heat Wagon P1800-3 OPFX3 
208V AC 3 Hardwired _30° to 88°F 40 in 30 In 24 in Qmark MEDH1583A 49EL87 
208V AC 3 Hardwired 59 °F 39 In 23 Yin 21 %e6in Fostoria FES-1520-3A 3UD73 
208V AC 3 Hardwired 116 “F 38 in 28 % in 21 “in Dayton 1RKT9 1RKT9 
240V AC 1 Hardwired of 38 2 in 28 In 21 %e in Dayton 1RKT3 1RKT3 
240V AC 1 Hardwired 59 °F 39 In 23 Yin 23 %6in Fostoria FES-1524-1A 3LY27 
15kW 240V AC 1 Hardwired 59° to 141°F 40 in 30 in 24 in Qmark MEDH1521A  — 49EL88 
240V AC 3 Hardwired 59 °F 39 In 23 Yin 21 %6in Fostoria FES-1524-3E 3E216 
240V AC 3 Hardwired 59°to141°F  40iIn 30 In 24 In Qmark MEDH1523A — 49EL89 
240V AC 3 Hardwired 116 °F 38 2 in 28 % in 21 Yin Dayton 1RKT2 1RKT2 
480V AC 3 Hardwired bo 39 In 23 Yin 21 %6in Fostoria FES-1548-3E 3E217 
480V AC 3 Hardwired /0°to1/2°F  40iIn 30 in 24 in Qmark MEDH1543A — 49EL90 
480V AC 3 Hardwired 16 °F 38 2 in 28 % in 21 Yin Dayton 1RKT4 1RKT4 
16kW/32kW/40kW 440/480V AC ) Hardwired 100 °F 20 In 20 in 46 In Heat Wagon P4000 5PFX4 
24kW/48kW/60kW 440/480V AC 3 Hardwired 100 °F 20 In 20 In 46 in Heat Wagon P6000 OPFX5 
480V AC 3 Hardwired 85: °F 39 In 23 Yin 20 %e6in Fostoria FES-3048-3A 5E168 
30kW 480V AC 3 Hardwired 160 ° 38 2 in 28 % in 22 In Dayton 1RKU2 1RKU2 
600V AC 3 Hardwired 30°to 89°F 38 %In 44 in 20 2 In Qmark SDH3093 2HDA3 
45kW 480V AC 3 Hardwired 64 °F 39 In 23 Yin 45 % in Fostoria FES-4548-3 oJNK8 
Max. A48kW 600V AC 3 Hardwired 59°to142°F 38 Yin 44 in 25 Yin Qmark SDH4893 2HDAD5 
Ceiling 60kW 480V AC 3 Hardwired 74 °F 39 Y% in 23 In 45 % in Fostoria FES-6048-3 DOVL73 
Max. Sq. Ft.* | Height Mfr. Item 
Sizing Chart Description For Use With Brand Model No. 
9to10kW > 750 up to 1000 Accessories 
1000 up to 1500 Wall Mounting Bracket Dayton Electric Salamander Heaters: 1RKT2C, 1RKT3C, 1RKT4C, 1RKT5C, 1RKT9C, 1RKU2C Dayton 1RKU1  1RKU1 
1500 up to 2000 g Fostoria, FES-09, FES-10, FES-15 & FES-30 Model Salamander Heaters Fostoria WMK-FES 3WB11 
2000 up to 2400 Field Installed Cable Kit, 4/3 SO Mfr. No. FES-1524-1A, YES-1524-1A Fostoria S04/3  3LY¥29 
2400 up to 3600 Field Installed Cable Kit, 6/4 SO 3UD73, 3E216, 5E168, 49EL87, 49EL89 Fostoria SO6/4 — 3LY30 
* Based on using ingle unit. Field Installed Cable Kit, 12/4 SO Mfr. No. FES-1548-3E, YES-1548-3E, FES-1560-3A, YES-1560-3A Fostoria $012/4 3LY¥32 















= OMNITEC 


DESIGN, INC. 


Portable Electric 
Ducted & Tent Heaters 





oeitee Pre ; Used for heating tents and other confined 
work areas. No. 49K236 is variable-speed. 
Heating Wattage NEMA Plug Air Overall Overall Overall Mfr. Item 
Capacity Output Voltage Config. Flow Height Width Depth Brand Model No. 
For Use With Work Tents 
9,115 BtuH 1,500 W 120V AC O-19P 115 cfm 12 In 8 in 12 In Allegro 9401-50 3NPV5 
For Use With SVH-3 Ducting 
23,900 BtuH 3,500 W 240V AC L6-30P 1,000 cfm 16 in 15 %Iin 2/7 ¥%in Air Systems International SVF-7KW-8  2ELP2 
For Use With Structural Drying, Sanitizing, and Emergency Heating 
37,000 BtuH 200/240V AC Requires Cord 475 cfm 18 in 11 In 30 in Omnitec Design Inc. OVH230 49K236 
37,000 BtuH 200/240V AC Requires Cord 475 cfm 18 in 11 in 30 In Omnitec Design Inc. OVH230RT 49K237 
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Portable Infrared 
Radiant Electric 
Jobsite & 
Garage Heaters 


Efficiently and quietly warm people and objects 
without having to bring up the ambient air 
temperature. Provide spot heating to enclosed 
and semiprotected areas. Also used to cure a 
variety of finishes with a lower chance of blister- 
ing or overheating than other types of heaters. 
Note: Not for use in hazardous or chemical-laden 


atmospheres, or unprotected wet locations. Heaters should 
be used outdoors temporarily only. 






No 


: No. 
14C436 


14C455 


GH ThermoSoft 


INTERNATIONAL CORPORATION 


Under-Floor Electric Heating Systems 


Provide concentrated warmth at ground level. Systems consist of mats with 
built-in heating coils that are positioned between the subfloor and finished 
floor. Easy to install and used in renovations or new construction. Compatible 
with most subfloors. Remote-mounted thermostat required (sold separately). 






For Ceramic Tile, Marble, Porcelain, Stone, Carpet, Vinyl Tile—Can 
be installed under carpet, vinyl, laminate, and glued-down floors with self- 
leveling cement. Include factory-attached 10-ft. lead wire. 


For Laminate, Wood—Suitable for floating and glue-down laminate, wood, 
and engineered wood floors; no cement required. Include 20-ft. lead wire. 


Multiple heaters may be required to achieve required watts 
for desired coverage. 





Non-Protected emi-Protected Overall Overall Heating Mfr. ltem 
Heated Area (sq. ft.) | Heated Area (sq. ft.) Length _ Width Area Voltage ____ Model No. 
Below Above Below Above For Ceramic Tile, Marble, Porcelain, Stone, Carpet, Vinyl Tile 
35°F 35°F 35°F 35°F ft 18 in 7.9 Sq ft 120V AC WW5-120 140436 
5 26 40 50 7 ft 18 in 10.5 sq ft 120V AC WW7-120 14C437 
64 75 90 10 ft 18 in 15 sq ft 120V AC WW10-120 140438 
85 100 120 10 ft 18 in 15 sq ft 240V AC WW10-240 140446 
192 995 270 14 ft 18 in 21 sq ft 240V AC WW14-240 140447 
15 it 18 in 22.5 sq ft 120V AC WW15-120 140439 
Wattage NEMA Plug Beam Overall Overall Mfr. Item 20 tt 18 in 30 sq ft 120V AC WW20-120 140440 
Output Voltage Phase Config. Pattern Height Width Model No. 0 ft 18 in 30 sq ft 240V AC WW20-240 140448 
Stationary, Flat Panel Emitter 30 ft 18 in 45 sq ft 120V AC WW30-120 140441 
1450W ~=120V AC 1 5-15P 60° 13%in 11 %I1n FSP-1412-1C 45EM35 30 ft 18 in 45 sq ft D40V AC WW30-240 14C449 
3150W = 240V AC 1 Hardwired 60° 13%in 11 %I1n  FSP-3124-1 45EM36 AO ft 18 in 60 sq ft 120V AC WW40-120 140442 
3150W 480V AC 1 Hardwired 60° 13%in 11 %I1n  FSP-3148-1 45EM37 40 ft 18 in 60 sq ft 240V AC WwW40-240 140450 
Wheeled, Flat Panel Emitter, Includes Steel Cart 50 ft 18 in 75 sq ft 120V AG WW50-120 140443 
4300W 240VAC 1or3 Hardwired 60 ° 17 in 19 “%in  FSP-4324-3 45EM38 60 ft 18 in 90 sq ft 120V AC WW60-120 140444 
4300W 480VAC 1or3 Hardwired 60 ° 17 in 19 “%in  FSP-4348-3 45EM39 60 ft 18 in 90 sa ft 240V AC WW60-240 140451 
Q500W + 240VAC 1or3 Hardwired 60 ° 19 in 19 “%in FSP-9524-3 45EM40 80 ft 18 in 120 sq ft 240V AC WW380-240 140452 
9500W 480VAC 1or3 _ Hardwired 60 ° 19 in 19 “%in  FSP-9548-3 45EM41 100 ft 18 in 150 sq ft 240V AC WW100-240  14€453 
Wheeled, Quartz Lamp, Includes Casters and Hinged Panels to Direct Infrared Heat 120 ft 18 in 180 sq ft 240V AC WW120-240 140454 
4800W 240VAC 1or3 Hardwired — 30 in 44 % in HP-5-QT 3HML1 For Laminate, Wood 

6400W 240VAC 1or3 _ Hardwired _— 30 in 66 % in HP-6-QT 3HML2 5 ft 18 in 7.5 sq ft 120V AC 1505-120 140455 
11,200W 240VAC 1or3 Hardwired = 30 in 66 % in HP-11-QT 3HML3 5 tt 36 in 15 sqft 120V AC 3005-120 140457 
Wheeled, Quartz Tube, Includes Adjustable Stand 5 ft 36 in 15 sq ft 240V AC 3005-240 140461 
1500W =120V AC 1 5-15P 60 ° 72 in 53 In PCH-48C — 5 JNK7 10 ft 18 in 15 sqft 120V AC 1510-120 140456 
Mfr. Item 10 ft 18 In To sq it 240V AC 1510-240 140459 
Description Model No. 10 ft 36 In 30 sq ft 120V AC 3010-120 140458 
Cart 10 ft 36 In 30 sq ft 240V AC 3010-240 140462 
For Use With Mfr. No. FSP-43 and FSP-95 Infrared Portable Heaters FHK-1 4E527 20 ft 18 in 30 sq ft 240V AC 1520-240 14C460 
Field Installed Cable Kits-25 ft, 600V AC Rated, Include Cable Grip, Wire Sleeves 20 ft 36 In 60 sq ft 240V AC 3020-240 14C463 

8/4 SO, For Use With Mfr. No. FSP-9520-3 SO 8/4 3LY31 Mtr. Item 

14/3 SO, For Use With Mfr. No. FSP-3120-1, FSP- Description Model No. 


3124-1. FSP-4324-3, FSP-4327-1, FSP-9557-3 80 14/3 SLY34 Necsseuilas 





14/4 SO, For Use With Mir. No. FSP-4320-3, FSP-4324-3, SQ 14/4 B3LY35 Electric Floor Heater Thermostat, 120V AC, Includes Floor Sensor _ MTC-2991 140467 
FSP-4348-3, FSP-4357-3, FSP-9548-3, FSP-9557-3-3 Electric Floor Heater Thermostat, 240V AC, Includes Floor Sensor MIC-1991 140468 
Mfr. Item InstAlarm Monitor, Includes 9V Battery, Screw Driver, Instructions INSTALRM 14C€470 
Description Voltage Model No. TT Deluxe Install Kit, ¥8 in Plastic Trowel, InstAlarm IK-TAMK  14C471 
Safety Switches for Flat Panel Emitter Heaters Monitor, Multimeter, Ultra Light Kneepads 
Disconnect Switch, For Use With All FSA/FSS & FSP Models 600V AC  DC-SK-1 2KDC8 Plastic Trowel, % in Square Notch TRWL3838 20UG51 
Tip Over Switch, For Use With FSP 43/95kW Models — TO-SK-1 2KDC9 Heavy Duty Plastic Trowel, /% in X % in Notch TRWL3812 20UG52 
* , ‘ 
CADET® 
INVITING WARMTH - ; 
Kickspace eer * ee 
Electric Heaters SS Drop-in Electric 
; oO. 
= Black grille color Fioor Heater 
Recess in under-cabinet spaces and provide supplemental heat where space is limited, = Gray grille color No. 2YU87 


such as kitchens, bathrooms, and checkout counters. They wire into an opening at the base 
of a cabinet. Can be controlled with a required surface-mount thermostat or a wall thermo- 
stat (Sold separately). 


Installs in an opening in the floor and provides supplemental 
heat in drafty areas with limited space. Lowers into the floor 
and mounts either parallel or perpendicular to the floor joists. 


Wattage Rough-In Rough-In Rough-In Mfr. Item : . : i : 
Output Voltage Width Height Depth Brand Model ila, Provides floor-level warmth without requiring floor renovation. 
ae ae _ ae ee Can be controlled with a required surface-mount thermostat or 
4 in 2 in 8 In ayton 
750W/1000W S08/240V AC 14 ein 3 ein 8 Yin Cadet -UC102B~ 31LK47 | @ Wall thermostat (sold separately). 
750W/1500W 120V AC 14%in 3 %in 8%in Dayton 2YVi0  2YV10 Wattage Rough-In Rough-In Rough-In Item 
1000W 120V AC 14%in 3%in 8%in Cadet UC101iB 31LK48 Output Voltage Width Height Depth No. 
Mfr. Item Heater 
Description For Use With Brand Model No. 962W/1125W/750W/1500W 208/240V AC 7 “in 14 in 6%in 2YU8/ 
Mechanical Thermostats Item 
120/240V AC, 45° to 85°F, Single Pole AVVO. 2YV ia Dayton 2YVi2 so 2YW12 Description For Use With No. 
120/208/240V AC, 40° to 85°F, Single Pole Mfr. No. UC101B, UC102B Cadet UCTiB 31LK49 Mechanical Thermostat 
120/208/240V AC, 40° to 85°F, Double Pole Mfr. No. UC101B, UC102B Cadet UCT2B  31LK50 120/240V AC, 55° to 115°F, Single Pole 2YU86, 2YU87 2YU88 
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= Wattage Housing Overall Overall Overall Mounting Mfr. Item 
Commercial Output Voltage Color Length Height Depth Type Brand Model No. 
No. 3KB35 Commercial Grade, Conventional Top 
el 282W/3/6W/S00W 208/240/277V AC White 30in 6%in 2%In Floor Dayton 3ENC4 3ENC4 
' = 423W/564W/750W —-208/240/277V AC. White 36in 6%in 2%in floor Dayton 3ENC5  3ENC5 
500W 120V AC White  30in 6%in 2%in Floor Dayton  3ENA5  3ENA5 
) . wen 500W 208V AC White  30in 6%in 2%in Floor Dayton  3ENCi  3ENC1 
Commercial BEBE 564W/752W/1000W  —-208/240/277V AC. White  48in 6%in 2%in Floor Dayton  3KBd5 3KB35 
Slope Top gaeeeeee 705W/940W/1250W  —-208/240/277V AC White 60in 6%in 2%in Floor Dayton 3KBd6  3KB36 
No. 3UHOS game 750W 120V AC White  36in 6%in 2%in Floor Dayton  3ENA6 3ENAG 
750W 208V AC White  36in 6%in 2%in Floor Dayton  3ENC2 3ENC2 
B46W/1128W/1500W  208/240/277V AC White 72in 6%in 2%in Floor Dayton 3KB37 3KB37 
a ~ Residential T000W 120V AC White  48in 6%in 2%in Floor Dayton  3ENA7  3ENA7 
esitemiia 1000W 208V AC White 48in 6%in 2%in Floor Dayton 3KB39 3KB39 
-- - No. 31LK63 1128W/1504W/2000W  208/240/277V AC White 96in 6%in 2%in Floor Dayton 3KB38  3KB38 
1250W 120V AC White 60in 6%in 2%in Floor Dayton 3ENAS  3ENA8 
1250W 208V AC White 60in 6%in 2%in Floor Dayton  3KB40 3KB40 
* Dayton} hy T410W/1880W/2500W  208/240/277VAC White 96in 6%in 2%in Floor Dayton  3ENC6 3ENC6 
Deyien ‘ 1500W 120V AC White 72in 6%in 2%in Floor Dayton  3ENA9  3ENAQ 
: re 1500W 208V AC White 72in 6 Z in 2%in Floor Dayton  93KB41 3KB41 
: ay 2000W 208V AC White  96in 6%in 2%in Floor Dayton  3KB42 3KB42 
Gmark A nace 9500W 908V AC White 96in 6%in 2%in Floor Dayton  3ENC3  3ENC3 
—— . Commercial Grade, Slope Top 
CADETS 375W/500W 208/240V AC Beige 28in 10in 3%in Floor Qmark 3UHO8  3UHO08 
apne eet 750W/1000W 208/240V AC Beige 48in 10in 3%in Floor Qmark 3UH10 3UH10 
. 1125W/1500W 208/240V AC Beige 72in 10in 3¥%in Floor Qmark  93UH11  3UHT1 
Standard Electric 1500W/2000W 208/240V AC Beige 96in 10in 3 %in Floor Omark  3UH12 _ 3UH42 
1875W/2500W 208/240V AC Beige 120in 10in 3%in Floor  Qmark 3UH13 3UH13 
Baseboard Heaters Residential Grade, Conventional Top 
150W/563W 208/240V AC White 36in 6%in 2%in Wall Cadet  3F750W 31LK58 
= Overheat protection 262W/350W 208/240V AC White  24in 6%in 2%in Wall Cadet  2F350W  31LK56 
375W/500W 208/240V AC White  30in 6%in 2%in Wall Cadet 2F500W  31LK57 
Work by convection and have a heating element 376W/500W 208/240V AC White 30in 6%in 2%in Floor Dayton  3UG82  3UG82 
encased in a metal sheath surrounded by aluminum at 30 a ee 5 in ee in ; ie in est el SPW ares 
; ite in 4 in 2 in a adet 500- 
fins to transfer heat. Install along baseboards to 564W/750W 208/240V AC White 36in 6%in 2'in Floor Dayton  3UG83  3UG83 
warm rooms and small spaces in buildings such as 750W 120V AC White  36in 6 Z in 2 i; in. Floor Dayton 3UG77  3UG77 
eam 750W/1000W 208/240V AC White 48in 6%in 2%in Wall Cadet 4FI000W 31LK59 
multifamily housing or offices. Thermostat required 752W/T000W 908/240V AC. White 48in 6%in 2%in Floor Dayton 3UG84  3UG84 
(sold separately). 937W/1250W 208/240V AC White  60in 6%in 2%in Wall Cadet 5F1250W  31LK60 
; ; 940W/1250W 208/240V AC White 60in 6%in 2%in Floor Dayton  3UG85  3UG85 
Commercial Grade, Conventional Top—Feature 1000W 120V AC White 48in 6%in 2%in Floor Dayton 3UG78  3UG78 
Sinica: T000W 120V AC White  48in 6%in 2%in Wall Cadet 4F1000-1W 31LK64 
multiple knockouts at each end, ng pigtails, 1125W/1500W 208/240V AC White 72in 6%in 2%in Wall Cadet 6FI500W 31LK61 
built-in cable clamps, and installation mounting 1128W/1500W 208/240VAC White 72in 6%in 2%in Floor Dayton 3UG86  3UG86 
guides. 1250W 120V AC White 60in 6%in 2%in Floor Dayton 3UG79  3UG79 
1500W 120V AC White 72in 6%in 2%in Floor Dayton 3UG80  3UG80 
Commercial Grade, Slope Top-45° ope-OP spt po ic Wns Se —fxch 7m Wal — al ETA 
; ite in 4 in 2 in a adet 
discourages use of heater as a shelf or step. Mount 1504W/2000W 208/240V AC White 96in6%in 2%in Floor Dayton 3UG8/  3UG87 
directly to the floor. Carpeting can be brought up to 1800W/2500W 208/240VAC White 96in 6%in 2%in Floor Dayton 41M/6 4TM76 
the front of the unit. Item 
Item Voltage Color For Use With Brand No. 
Residential Grado, Conventional Top—Multiple aaa Duplex 120V AC White Residential Baseboard Heaters Dayton 3UG89 
knockouts at each end. Includes wiring pigtails. Inside Corner Section _— White Residential Baseboard Heaters Dayton 3UG88 
‘aaa 
Oil-Filled Electric Baseboard Heaters 
——_— = White housing 
ESS —e= = Floor mount Wattage tai eerall overall acl _ 
—_—_— j utput oltage engt eight ept 0. 
= Overheat protection = 375W/500W  208/240V AC 28in 8%in  3in 3UG30 
_ ill Oil-filled heating element minimizes temperature 500W 120VAC  —-28in ~=98%in 3in 3EMZ8 
Ne 3 swings and provides residual heat even after SEES SE Na a 
ee sie ; 750W 120V AC 34in 8%in 3in 3EMZ9 
= sS the unit is shut off. Units use convection heating. ~750w/1000W 208/240V AC 46in 8%in  3in  3UG27 
No. 3UG30 Install along baseboards to warm rooms and I8WA250W  208/240V AC S8in 8 %in _3in _ SENA4 
small spaces in buildings such as multifamil AAA EOOW DOR BAST AC Te ee 
| Spaces | gS SU uluramuly T125W/1500W 208/240VAC  70in  8%in  3in 3UG28 
housing or offices. Hardwired and require a ther- ici a x - in on om sat 
i In 8 In In 
mostat to control heat settings (Sold separately). T500W/2000W 208/240V AC Od in 8 ein in BUG 29 
fe . ge 
CADETS Gmianx 
Thermostats for Electric Baseboard Heaters 
6) Control the temperature of standard and oil-filled electric baseboard heaters. 
Thermostat 
Control No. of Mfr. Item 
Range Voltage Poles For Use With Brand Model No. 
Unit-Mount 
= 120/208/240V AC 1 Baseboard Heaters Cadet BIFIW 31LK66 
is 40° to 85°F 120/208/240V AC 2 Baseboard Heaters Cadet BIF2W 31LK67 
—a eae 120/208/240V AC 2 Hydronic Baseboard Heaters Cadet EBKNW 31LK40 
No. 31LK66 | wht 120/208/240/277V AC 1 Residential Baseboard Heaters Dayton 3UG90 3UG90 
zh 120/208/240/277V AC 2 Hydronic Baseboard Heaters Dayton 3UG32 3UG32 
, 40° to 100°F 120/208/240/277V AC 2 Residential Baseboard Heaters Dayton 3UG91 3UG91 
No. 3UG3 120/277V AC 1 2500 Series Baseboard Heater Qmark TA1TAW 19RA18 
120/277V AC 2 2500 Series Baseboard Heater Qmark TA2AW 19RA10 
60° to 120°F 120/208/240V AC 2 Slope Top Baseboard Heaters Qmark 3UH14 3UH14 
No. 19RA10 mall: oun 
50° to 80°F 120/208/240/277V AC 1 Baseboard Heaters Dayton 3UH07 3UH07 
55° to 85°F 120/208/240/277V AC 2 Baseboard Heaters Dayton 3UF/4 3UF/4 
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INVITING WARMTH 


Compact Recessed Electric Wall Heaters 


= Overheat protection Heat areas with limited installation or mounting space, like restrooms, bedrooms, hallways, 
= Mechanical controls _ or offices. Built-in thermostat. Find more wall heaters on Grainger.com®. 











Wattage Grille Rough-In Rough-In Rough-In Mfr. Item 
Output Voltage Phase __ Color Height Width Depth Brand Model No. 
Heaters 
Recessed Mounting 
750W/1000W 208/240V AC 1 White 10 % in 8 in 4in Cadet CSC102TW 31LK51 
750W/1500W 120V AC 1 White 8 “in 6 ¥% in 4in Dayton 447V30 —_447V30 No. 31LK51 
120/240V AC 1 White 10 % in 8 in 4in Cadet CBC103TW 31LK41 
1000W 120V AC 1 White 10 % in 8 in 4in Cadet CSC101TW 31LK54 
120V AC 1 White 11% in 9 “in 3% in Dayton 3ENC7 3ENC7 
1000W/1500W/1600W 120/208/240V AC 1or3 White 10 %in 8 in 4in Cadet CECI63TW 31LK42 
1125W/1500W 208/240V AC 1 White 10 % in 8 in 4in Cadet CSC152TW 31LK52 
4500W/2000W 208/240V AC 1 White 10 % in 8 in 4in Cadet CSC202TW 31LK53 
240/277V AC 1 White 11% in 9 %in 3% in Dayton 3ENC9 3ENC9 
2000W 208V AC 1 White 11% in 9% in 3% in Dayton 3ENC8 3ENC8 
Surface and Recessed Mounting 
OOOW 208/240V AC 1 Gray 12 ¥% in 9 %ein 2% in Dayton 5ZK66 5ZK66 
750W/1500W 120V AC 1 White 11% in 9% in 3% in Dayton 2HAD6 2HAD6 
750W/1500W, 1000W/2000W —-.208/240V AC 1 White 11% in 9 Yin 3% in Dayton 3WU90 = 38WU90 
4000W 120V AC 1 Bronze 11 in 9 %ein 3% in Dayton 2HAC4 2HAC4 
120V AC 1 Gray 12 %in 9 % in 2 “in Dayton 5ZK64 5ZK64 
1000W/2000W SUR REN AC ate 7 i in s s in 3 7 in pavion a ST 
ite 2 In 8 In in ayton L 447 
T125Wi1500W 940/277V AC 1 White 11in9%sin 3%in Dayton 2HACQ  2HACQ worannee 
4500W 120V AC 1 Bronze. 11 “in 9% in 3% in Dayton 2HAC5 2HAC5 
120V AC 1 White 12 Yin 9% in 2% in Dayton 5ZK68 5ZK68 
208/240V AC 1 Bronze 11 in 9 %ein 3% in Dayton 2HAC7 2HAC7 
4500W/2000W 208/240V AC 1 White 8 Yin 6 ¥% in 4in Dayton 447V32 _447V32 ( 
208/240V AC 1 White 12 ¥% in 9 %ein 2% in Dayton 5ZK70 5ZK70 = 
240/277V AC 1 Bronze =. 11 “in 9% in 3% in Dayton 2HAC8 2HAC8 : = 
1800W 120V AC 1 Bronze 11 in 9 %ein 3% in Dayton 2HAC6 2HAC6 == 
I For Use With Brand Ne = = 
tem or Use Wit ran 0. SSS. SS 
Accessories == 
Dayton 2HAD2 _ 
2HAC4, 2HAC5, 2HAC6, 2HAC7, 2HAC8, 2HACY, 2HAD1 Dayton 2HAD3 ss 
Mounting Frame Dayton 2HAD4 = 
3ENC7, 3ENC8, and 3ENC9 Dayton 4KA69 
5ZK64, 5ZK66, 5ZK68, 5ZK70 Dayton 5ZK72 
CZ Series Wall Heaters, 447V30, 447V31, 447V32 Dayton 470M92 
Retrofit Kit 447V30, 447V31, 447V32 Dayton 470M93 No. 5ZK68 


* - 
Quark BROAN 
Large Recessed Electric Wall Heaters 


= Overheat protection Fan-forced heaters for areas like offices, reception rooms, family rooms, and other residential 
= Mechanical controls and small commercial spaces. Built-in thermostat. Find more wall heaters on Grainger.com®. 












Wattage Grille Rough-In Rough-In Rough-In Mfr. Item 
Output Voltage Phase Color Height Width Depth Brand Model No. 
Tamper-Resistant Unit-Mounted Thermostat 
Recessed Mounting 
1500W/3000W 27/V AC 1 Bronze 184%in 144%in 3% in Dayton 3END5 3END5 
Surface and Recessed Mounting 
1500W 120V AC 1 Bronze 184%in 14%in 3%in Dayton 2HAD9Y 2HAD9 
1500W/2000W, 2000W/4000W = 240/277V AC 1 Bronze 18%in 14%in 3%in Dayton 5E186 5E186 No. 3END5 
208/240V AC 1 Bronze 184%in 144%in 3 in Qmark AWH4404F 39K908 . 
208/240V AC 1 Bronze 184%in 14%in 3in Dayton 5E184 5E184 
208/240V AC 1 White 18%in 14%in 3 In Qmark = AWH4404FNW —39K907 
1500W/3000W, 2000W/4000W — 208/240V AC 1 White 18%in 14%in 3In Dayton 9E185 5E185 SS 
240/277V AC 1 Bronze 184%in 14%in 3% in Qmark AWH4407F 39K906 = = 
240/277 AC 1 White 18%in 14%in 3 In Qmark — AWH4407FNW —_39K909 
240/277V AC 1 White 18%in 14%in 3 In Dayton 9E18/ 5E187 
1800W 120V AC 1 Bronze 184%in 14%in 3%in Dayton 2HAE1 2HAE1 
208V AC 1 Bronze 184%in 14%in 3in Qmark AWH4408F 39K905 
208V AC 1 Bronze 184%in 14%in 3in Dayton 9E182 5E182 
2000W/4000W 208V AC 1 White 18 Y%in 14%in 3 %in Qmark AWH4408FNW —_39K904 
208V AC 1 White 18%in 14%in 3In Dayton 9E183 5E183 
208V AC 3 Bronze 184%in 14%in 3%in Dayton 3END6 3END6 
277/V AC 1 Bronze 184%in 14%in 3in Dayton 3END8 3END8 
3600W/4800W 208/240V AC 1 Bronze 184%in 144%in 3in Dayton 3END/ 3END7 
A800W 208V AC 1 Bronze 184%in 14%in 3in Dayton 3END9 3END9 
208V AC 3 Bronze 184%in 144%in 3 in Dayton SENE1 3ENE1 
Unit-Mounted Thermostat 
Recessed Mounting 
900W/750W/1000W 120/208/240V AC 1 White 7¥%in 10%in 3%In Broan 198 5EFR1 
750W/1500W, 1000W/2000W 208/240 AC 1 White 18 in 4M%in 3%in Broan 192 5EFP9 No. 5EFP9 
1500W/2000W 208/240V AC 1 White 18%in 14%in 3In Dayton 3END2 3END2 
1500W/3000W, 2000W/4000W ——208/240V AC 1 White 18 in 4M%in 3%in Broan 194 5EFRO 
2000W/4000W 208V AC 1 White 18%in 14%6in 3 in Dayton 3END1 3END1 aa 
3600W/4800W 208/240V AC 1 White 18%in 14%6in 3 In Dayton 3UF62 3UF62 i 
Surface and Recessed Mounting 
4500W 120V AC 1 White 18%in 14%in 3%In Dayton 2HAD/ 2HAD7 
120V AC 1 White 18%in 14%in 3 In Dayton 2HAD5 2HAD5 
240V AC 1 White 18%in 14%in 3In Dayton 3UG55 3UG55 
1500W/3000W 27/V AC 1 White 18%in 14%in 3 In Dayton 3UF59 3UF59 
277/V AC 1 White 18%in 14%6in 3 In Qmark CWH3307F 39K916 
208/240V AC 1 White 18%in 14%in 3 In Dayton 3UF60 3UF60 = 
1500W/3000W, 2000W/4000W — 208/240V AC 1 White 18%in 14%in 3In Dayton 3UG56 3UG56 : 
240/277V AC 1 White 18%in 14%in 3In Dayton 3UF61 3UF61 = = : : 
1800W 120V AC 1 White 18%in 14%in 3In Dayton 2HAD8 2HAD8 = ; : 
1800W/3600W, 2400W/4800W —208/240V AC 1 White 18%in 14%in 3In Dayton 3UG5/ 3UG57 : i : 
3000W/4000W 208/240V AC 1 White 18%in 14%6in 3 In Qmark CWH3404F 39K912 E : ’ 
240/277V AC 1 White 18%in 14%6in 3 In Qmark CWH3407F 39K914 
208/240V AC 1 White 18%in 14%6in 3In Qmark CWH3504F 39K913 
3600W/4800W 240/277V AC 1 White 18%in 14%in 3 In Dayton 3UF63 3UF63 
240/277V AC 1 White 18%in 14%6in 3 In Qmark CWH3507F 39K915 No. 39K913 
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Wattage Rough-In Rough-In Rough-In Mfr. Item 
Large Programmable 8 Output Voltage Grille Color Height Width Depth Brand Model No. 
ecessed Mounting 
5 200W/1500W 120VAC Gray,White 17%in  12in 3%in Qmark HT1502SS 6PPC8 
Recessed Electric 250W/2000W 240V AC Gray, White 17%in _12in 3%4in mark HT2024SS__ 6PPC7 
5 40000 208V AC White 18%in 14%in 3%in Dayton  400C60  400C60 
urface and Recessed Mounting 
Wall Heaters goow/igoow 20VAC White 18 Mein 14 %in 3 %in Qmark SSAR1802 _29HZ87 
120VAC Gray 18%sin 14%in 3%in Qmark SSAR1802AL 29HZ95 
« Overheat protection : Touchscreen 208VAC White 18%6in 14%in 37%in Qmark SSHO4008 13R108 
= Tamper-resistant interface 1800W/4000W 240VAC White 18 %ein 14 Yin 3%in Qmark SSHO4004 _13R109 
208VAC White 18%6in 14%in 37%in Qmark SSAR4808 29HZ84 
users to schedule or hold temperature. Units 208V AC Gray 18%ein 14%in 3%in Qmark SSAR4808AL 29HZ92 
pen) : — ed 
S) No. use fanfoced ai to heat resident and seoowsoow FaQV AE HEP ABV HS na oO Sloe 
Rai 13R108 light commercial spaces. Included remote 277V AC White 18%ein 14%in 3%in Qmark SSAR4807 29HZ86 
t. 277V AC Gray 18%6in 14%in 3%in Qmark SSAR4807AL 29HZ94 
control allows users to make temperature qooow  _240VAC__White 18 %in 14% in 3 %in Dayton 40058 _400C58 


adjustments from anywhere in the room. 277V AC White 18%in 14%in 3%in Dayton 400059 400059 


















@Markel Wattage Rough-In Rough-In Rough-In Mfr. Item 
mc al Output Voltage Phase Height Width Depth Model No. 
-_— Large Recessed Electric Wall Heaters 7 7 4 
g oosv ac 128 ¥ein 14 %in 4 %in  F8454SD-GB_52YX35 
3. 23%4ein 14%in 4%in  J3454SD-GB 52X38 
Heaters with Occupancy Sensor 4000W “sagyac —1 23 ¥ein 14 %in 4 Yin H3454SD-GB_52YX36 
3. 23%ein 14%in 4 ¥%in K3454SD-GB 52X39 
verheat protection Tamper-resistant 27IVAC 1. 23Vsin 14%in 4%in G3454SD-GB 52YX37 
= Overheat protectio =» UenIPe teal nav AC 123 ein 14 Vin 4% in F3455SD-GB 52YXd0 
= Programmable = Bronze grille color 3 23%ein 14%sin 4 Vin  J3455SD-GB 52YX42 
5000W 1 23V6in 14%in 4%in H3455SD-GB 52YX41 
Occupancy sensor turns up the thermostat to the desired 240V AC 3-53-70 in 4d Thin dain” K34558D-CB 5OVX3 
temperature when it detects movement. If no movement OT7VAC 1. 23 %ein 14%in 4%4in  G3455SD-GB 52YX44 
' is detected, it will set the thermostat back to a preset level : So ilcoulith at , a 
— to save energy costs. These fan-forced heaters are used NCEE orese ome a: 
No. 52YX35 in residential and small commercial spaces. Units can be Mounting ,Mit. No F3454SD-GB, H3454SD-GB, G3454SD-GB, 
ae ace or Uae onicd Frome 7 J3454SD-GB, K3454SD-GB, F3455SD-GB, H3455SD- 3450EX34 52YX45 
U unted. GB, J3455SD-GB, K3455SD-GB, G3455SD-GB 
Li Daytonie 1% ; It For Use With Color —_ Brand Model No 
ayton G . em or Use Wi olor Bran ode 0. 
Eeecy MARK BROAN (Markel 2HADS, 2HAE1, 5E182, 5E184, 5E186 Bronze Dayton 5E188 _5E188 
: 3UF59, 3UF60, 3UF61, 3UF62, 3UF63, 
Mounting Frame 3UF59 to 3UF63 White Dayton 3UF64 3UF64 
Frames for Lar @ Recessed 3UF59 to 3UF63 White Dayton 3UF65 3UF65 
g 5E183, 5E185, 5E187 White Dayton 5E189 _5E189 
EI ectri c Wall H eaters — Mfr. No. HOSS4008 HOSS4004, HOSS4007 White Qmark HTWHSM  18F256 
ae Mfr. No. Broan Models 170 Thru 178 White Broan 85 5EFR8 
Find additional accessories on Grainger.com®. Security Front Cover 3UF59, 3UF60, 3UF61, 3UF62, 3UF63, 3UG55, 3UG50 ,3UG57 White Dayton 3UG58  3UG58 
Semi-Recessed 39K912, 39K913, 39K914, 39K915 and 39K916 White Qmark  CWH3S1 _39K918 
a —— Frame 39K912, 39K913, 39K914, 39K915 and 39K916 White Qmark  CWH3S2 _39K919 
T9PP61, 19PP51, 19PP13, 39K908, 39K907, 39K906, 39K909, 
19PN86, 39K905, 39K904, 19PN80, 19PN79, 19PN70, 19PN78, Bronze Qmark | AWHSM 39K910 
2HADY, 2HAE1, 3END5, 3END6, 3END7, 3END8, 3END9, 3ENE1 
No. 39K904, 39K907 and 39K909 White Qmark AWHSMNW_ 39K911 
BE1as Sidacatianita 39K912, 39K913, 39K914, 39K915 and 39K916 White Gmark CWH3SM _ 39K917 
Frame Mfr. No. E3313TRPW, HF3315T2RPW, HF3316T2RPW White products 3310EX33WR 31TR5O 
Mfr. No. E3323TD-RP To G3327TD-RP Brown pane 3320EX33 31TR58 
No. 3UF66 Mfr. No. HT2024SS, HT1502SS Black Qmark SMHTSSBL 18F259 
Mfr. No. HT2024SS, HT1502SS White Qmark SMHTSSNW 18F260 
Wattage Grille Rough-In Rough-In Rough-In Grille Grille Grille Mfr. Item 
= Output Voltage Color Height Width Depth Height Width Depth Brand Model No. 
=== Heaters 
=: Recessed Mounting 
== ae 500W/750W/1000W _120/208/240V AC White 7%in 10%in 3%in 9%in 12in %in Broan 128 5EFR4 
= 6 SE GGT TECOW 208/240V AC White 6in 12%in 4in 7%in 14in in Cadet RMC162W 31LK55 
: 120/208/240V AC White 73%4in 10%in 3%in 9%in 12in “in Broan 170 5EFPG 
TOOW/M125W/1500W 459 /908/240V AC White 7%4in 10 %in 3%in 9 %4in 14 Min %in Broan 120 5EFR2 
= 208/240V AC White 7%in 10%in 3%in 9%4in 12in %in Broan 174 5EFP7 
No. SEFP6 750W/1500W, 1000W/2000W _208/240V AC White 7%in 10%in 3%in 9%in 144in %in Broan 124 5EFR3 
208/240V AC White 18in 14%in 3%in 20%4in 16%in 1 %in Broan 178 5EFPS 
Surface ant’ Recesse’ Nounting 120VAC. White 6%in 14%in 4% Jin 16%in ‘in D 3UG1 3UG1 
ite 4 in 2 In 2in /¥in 16”in %in ayton n) 4) 
S7SW/7S0W/T125W/1500W too AG White 6%in 14%in 4%in 7%in 16%in %4in Dayton 3UG16 3UG16 
375W/750W/1125W/1500W, 208/240VAC White 6%4in  14in 4%in 7%in 16%in %in Dayton 3UG17  3UG17 
500W/1000W/1500W/2000W _208/240V AC White 6%in  14in  4%in 7%in 16%in %4in Dayton 3UGi8  3UG18* 
No. 3UG15 450W/900W/1350W/1800W,  208/240VAC White 6%in 14in 4%in 7%in 16%in %in Dayton 3UG19  3UG19 
GOOW/1200W/1800W/2400W 208/240V AC White 6%in  14in  4i%in 7%in 16%in %in Dayton 3UG20  3UG20 + 
— ical 1500W 120VAC White 7%in 14%in 3¥%in 7%in 16%in tin MAKE EgsisTRPW 31TR36 
 @Ma 1500W/2000W 208/240VAC White 7%in 14%in 3%in 7%in 16%in 1in ene HF4320T2RPW 31TR37 
eae CoM 240VAC Black 10%in 14%in  4in 12in 16%in 1in Cadet  CST302  49XN31 
2250W/3000W 240VAC Black 10%in 14%in  4in 12in 16%in 1in Cadet. CST302T 49XN33 
Lerten 240VAC White 10%in 14%in  4in 12in 16%in 1in Cadet CSTC302TW 49XN29 
240VAC Black 10%in 14%in  4in 12in 16%in 1in Cadet CST402  49XN32 
Recessed Electric 3000W/4000W 240VAC Black 10%in 14%in  4in 12in 16%in 1in Cadet CST402T  49XN34 
240VAC White 10%in 14%in  4in 12in 16%in 1in Cadet CSTC402TW 49XN30 
Item 
Wall Heaters Item For Use With Brand No. 
. Accessories 
= Overheat protection Heater Wall Adapter CST Series Wall Heaters Cadet 49XN37 
| . oi ; Heater Wall Can CST Series Wall Heaters Cadet 49XN36 
Have a grille design similar to most central air vents to Heater Wall Grille CST Series Wall Heaters Cadet A9XN35 
blend into the room. These fan-forced units are compact Mounting Kit and Brackets Mfr. No. Broan Models 170 Thru 178 Broan JEFR7 
bic Paced : P Surface Mounting Frame Mfr. No. E4315 TRPW, HF4320T2RPW Markel Products 31TR38 
and heat areas with limited space. They come with a Line Volt Mechanical Tstat Register Heaters Broan 5EFR9 
built-in thermostat. * Single pole. + Double pole. 
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No. 
Wattage Housing Overall Overall Overall Mfr. Item 2YU40 
Output Voltage Phase Color Height Width Depth _ Brand Model No. ee 
Heaters 
1250 120VAC 1 Gray 2'ein  11in 2% in Broan 157 5EFR6 N S] 
208V AC 1or3 Gray ee in 18 os in 5 z in Dayton : ae . eeenag ss Ome ; 
208VAC 1or3 White 9'%ein Asin 5% In mar 3 mee er “~<a 
2000W/S000W/4000W ~o77V AC 1 Gray 5% in 16 %sin 5%in Dayton 2VYU38  2YU38 < 
277VAC 1 White 10%in 16%cin 5%4in  Qmark CDF547SE 39K899 No. 5EFR6 No. 
208VAC lor3 _ Gray o%in 16“%7cin 5%in Dayton 2YU44 2YU44 
208VAC tors White 10 in 16’sin 5 %4in  Qmark CDF558SE_30K891_- - AAR 39K889 
o500w/3800w/so00w 240V AC tor3 Gray 5 %in 16 %ein 5 %in Dayton 2YU35_——-2YU35 — 
240VAC 1or3 White 10%in 16%ein 5%4in Qmark CDF552SE 39K895 ye eo 
277VAC 1 Gray 5%in 16 %sin  5%in Dayton 2VYU42  2YU42 Omarx 
277VAC 1 White 10%in 16%cin 5%4in  Qmark CDF55/SE 39K896 
Mfr. Item 
Item For Use With Brand Model __No. Surface-Mount 
necessories 2YU35, 2YU36, 2YU37, 2YU38, 2YU39, 2YU40, 2YU41, and 2YU42_ D 2YU45  2YU45 Ee] t C ali [=] at 
j 1 3 H i H i i 1 an ayton 
Disconnect Switch CDF Series Heaters mark CDFDS —39K897 ectric Cei ing neaters 
Electric Wall & erles Heaters mar 4 iti imi 
Ceiling Heater Mtr. Model No. 2YU35-2YU43 Dayton 2YU46 2YU46 Position out of the wey to free uP limited wall and floor apace 
Thermostat Mfr. Model No AUS AE — payion 2vUB9 2vUs9 Units use fan-forced air to provide spot and supplemental 
2YU35, 2YU36, 2YU39, ayton 4 
Transformer 2YU37, 2YU38, 2YU41, 2YU42 Dayton 2YU49  2YU49 heating to spaces like offices, conference rooms, lobbies, and 
CDF Series Heaters Qmark CDETRY 39K902 bathrooms. Automatic thermal cutout shuts off the heater if it 
Transformer Kit CDF Series Heaters Qmark C j 
Trim Kit 2YU35, 2YU36, 2YU37, 2YU38, 2YU39, 2YU40, 2YU41, 2YU42, 2YU43 Dayton 2YU47 — 2YU47 overheats and turns it back mI when the temperature returns 
CDF Series Heaters Qmark CDFTK 39K901___—‘ to normal. Thermostat is required. 
No. 
: ty 39K903 
H ° layron 
Surface-Mount Electric Wall Heaters Omark 
= Mechanical Position near the floor, allowing heat to rise upward to warm the area. Units use 
selector dial convection heating to quietly provide spot and supplemental heating to small spaces. yl hain ETT ry 
Wattage Housing Overall Overall Overall Mfr. Item SMe Ween momma N 
Output Voltage Color Height Width Depth Brand Model No. Mihai: EFPIA LH Maa = 
500W/375W/500W 120/208/240V AC Beige 5in 21in 3 %in  Qmark  WHT500  39K903 Witting | 2NVA3 
120V AC/208V AC/240V AC _ Beige 5 in 21in  3%in Dayton 2YVi3  2YV13 ttesteey 
Surface-Mount Electric Cove Heat gpeyror} 
urrace-NviOUunt Electric Love neaters 
Position high on the wall near the ceiling to save space and avoid interference with furniture. Units use a 
radiant heating to quietly transfer heat to people and objects in small spaces. Units warm people quicker y he: 
than other than other types of heaters. Used with remote line voltage thermostats. UG Se -”-S—“‘“‘“‘—SOSs_ 
—_a No. 3UHO3 
Wattage Housing Overall Overall Overall Item 
Output Voltage Color Height Width Depth No. 
600 W 240V AC White 4 %/6 in 47 in 3 in 3UH04 
1,050 W 240V AC White 4 %6in 83 in 3 in 3UH03 


Surface-Mount Electric Cabinet Wall Heaters Gmark 


= Field convertible Units are larger than other wall heaters and have a greater capacity to produce warm air ina 
with voltage shorter amount of time. Provide fan-forced heating to spaces like school hallways, churches, 
= 1 or 3 phase and transportation terminals. Can be universally mounted or recess out of the way with 
required trim kit. Built-in thermostat can be removed and converted to wall-mount. 





Wattage Housing Air Overall Overall Overall Mfr. Item 
Output Voltage Phase Color Flow Width Height _—_ Depth Model No. 
208V AC 3 Beige 200/250CFM  —3din = 26%in 9%in CUS93505203FF 3UF52 ** 
3.3KW/SKW — 240V AC ) Beige 200/250CFM 35in = 26%iIn 9%in CUS93505243FF 3UF53 *“* 
480V AC 3 Beige 200/250CFM 35in 26%in 9%in  CUS93505483FF 3UF54 * 
208V AC ) Beige 400/500CFM 45in 26%in 9%in CUS94510203FF 3UF55 ~*~ 
6.7KW/10kW — 240V AC 3 Beige 400/500CFM 45in 26%in 9%in (CUS94510243FF 3UF56 ** 
480V AC 3 Beige 400/500CFM 45in 26%in 9%in CUS94510483FF 3UFS/ * 


No. 3UF52 
* Field-convertible from 480V/3-phase to 277V/1-phase. ** 208V or 240V 3-phase field-convertible to 1-phase. . 





Wattage Housing Overall Overall Overall Mfr. Item No. 2YUS9 
Output Voltage Phase Color Length Width Depth Brand Model No. 
Heaters 
208VAC ‘or3 Gray 23% in 23% in 7 in Dayton ; eke , 2YU39 
208V AC 1or3 White 4 in 4 in 7in mar 5 1 
2000W/S000W/4000W —o7 ry AC 1 Gray 23% in 23%in 7in Dayton 2VYU3/  2YU37 
277V AC 1 White 23%in 23%in 7in Qmark CDF547RE 39K893 
208VAC. ‘tor3 Gray 23%in 23%in 7in Dayton  2YU43  2YU43 
208VAC  ‘tor3 White an AT 7in Gmark a geet sone 
240V AC 1ors3 Gray 23 % in 4in 7 in ayton 
2500W/3800W/S000W —s4qV AC 1 or3 White 2334in 23% in 7 in Qmark CDF552RE 39K892 No. 39K887 
277V AC 1 Gray 23%in 23%in in Dayton ; 2aUaT 2vuat ma 
277V AC 1 White 23%in 23%in  7in mar 557 Daytonk 6 : 
Mfr. Item MARK 
Item For Use With Brand Model No. 
Accessories 
Disconnect Switch —2¥U35. 2YU36, 2YU37, 2YU38, 2YU39, 2¥U40, 2VU41, and 2¥U42 Dayton 2YU45__ 2YU45 Recessed & Drop-in Panel Fan- 
CDF Series Heaters Qmark CDFDS 39K897 
Electric Wall & CDF Series Heaters Qmark cDFT_39K894 Forced Electric Ceiling Heaters 
‘nie HE MRENe SEU vam ite : 
ermostat r. Model No. o- ayton Can be recess-mounted or installed in 2 ft. x 2 ft. drop ceil- 
2YU35, 2YU36, 2YU39, 2YU40, 2YU43, 2YU44 Dayton 2YU48 2YU48 . len di " i P 
Transformer UBT 288, ate, 9YU42 bavion ae emuas INgS. Can also be mounted in permanent ceiling applications 
erles Heaters mar / with a required trim ring. Units use fan-forced air to provide 
Transformer Kit CDF Series Heaters Qmark CDFTR4 39K898 h q : i g ith limited fi d ‘ 
Trim Kit 2YU35, 2YU36, 2YU37, 2YU38, 2YU39, 2YU40, 2YU4T, 2VU42, 2YU43 Dayton 2YU47 2YuU47 Spot heating in small areas with limited floor and wall space. 
CDF Series Heaters Qmark CDFTK 39K901__—s Thermostat required. 
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Drop-in Panel Radiant 


No. 54UD14 Electric Ceiling Heaters 


Install in 2 ft. x 2 ft. or 2 ft. x 4 ft. drop ceilings. 
Include built-in T-bar suspension clips for mounting. 
Can also be recess- or surface-mounted on hard 
ceiling surfaces with a required mounting frame. 
Units use radiant heating to quietly spot heat small 


mor saUr 1S spaces. Remote wall-mounted line voltage thermo- 
stat required. 
Wattage Mounting Housing Overall Overall Overall Mfr. Item Mfr. Item 
Output Voltage Type Color Length Width Depth Brand Model No. Description For Use With Color Brand Model No. 
Heaters Mounting Frames 
120V AC Recessed, Surface White 24in 24in 5%in,7in Dayton 54UD14 54UD14 54UD14, 54UD15, Gray Dayton 2YU96 2YU96 


120V AC Recessed, Surface White 24in 24in 5%in,7in Qmark CP371F S4UD22 Recessed. 24 in Hx 24 in W 94UD16, and 54UD17 


208V AC Recessed, Surface White 24 in 24 in 5 Yin, 7 in Dayton 54UD15 54UD15 54UD22, 54UD23, Gray Qmark QRF2424 39K931 


a75w 208VAC Recessed, Surface White 24in 24in 5 %in,7in Qmark CP378F 54UD23 94UD24, and 54UD25 
240V AC Recessed, Surface White 24in 24in 5 %in,7in Dayton 54UD16 54UD16 Ainen EAI Gray Dayton 2YU97 2YU97 
240V AC Recessed, Surface White 24in 24in 5%4in,7in Qmark CP372F 54UD24 Recessed, 48 in Hx 24 inW , and 9 
277V AC Recessed, Surface White 24in 24in 5 %4in,7in Dayton 54UD17 54UD17 SAD Ci sdabpg Gray Omark QRF2448 39K929 
27/7 AC Recessed, Surface White 24in 24in 5%in,7in Qmark CP377F 54UD25 SAUD is. S4UD15 
120V AC Recessed, Surface White 48in 24in 5%in,7in Dayton 54UD18 54UD18 54UD16. and 54UD17 Gray Dayton 2YU98 2YU98 
120V AC Recessed, Surface White 48in 24in 5%in,7in Qmark CP751F 54UD26 Surface, 24 in H x 24 in W 54UD22 54UD23 
208V AC Recessed, Surface White 48in 24in 5%in,7in Dayton 54UD19 54UD19 54UD24. and 54Up25 Gray Qmark QSF2424 39K930 
750W 208V AC Recessed, Surface White 48in 24 in 5% in,7in Qmark CP758F 54UD27 54UD18 54UD19 
240V AC Recessed, Surface White 48in 24in 5%in,7in Dayton 54UD20 54UD20 . . 54UD20. and 54Up21 G'ay Dayton 2YU99 2YU99 
240V AC Recessed, Surface White 48in 24in 5%in,7in Qmark CP752F 54UD28 Surface, 48 inHx 24inW  Falinoe caupo7 
277V AC Recessed, Surface White 48in  24in 5 %4in,7in Dayton 54UD21 54UD21 54UD28, and 54UD29 Stay Qmark QSF2448 39K928 


2//\ AC Recessed, Surface White 48in 24in 5%in,7in Qmark CP/75/7F 54UD29 


Wattage Air Overall Overall Overall Item 
Output Voltage Flow Height Width Depth Brand No. 
1 Phase Heaters 
3kW 208VAC 350/400CFM 12%in 24in 19 %in Dayton 2HCX3 
3kW 240VAC 350/400CFM 12%in 24in 19 %in Dayton 2HCX4 
3kW 277V AC = =350/400 CFM = 12%in 24in 19 %in Dayton 2HCX5 
SkW = 208/240V AC = 275 CFM 144%in 14%in 19% in Markel Products 56FD65 
okW 208VAC 350/400CFM 12%in 24in 19% in Dayton 2HCX8 
okW 240VAC 350/400CFM 12%in 24in 19 %in Dayton 2HCX9 
okW 277V AC 350/400 CFM = 12%in 24in 19 %in Dayton 2HCY1 








i 

7Z.OKW  =208VAC  —850/1000 CFM = 17 %in 35%in 18in Dayton 2HCY5 
' 7Z.OKW = 240VAC  850/1000 CFM = 17 %in 35%in 18in Dayton 2HCY6 
] 7Z.OKW  —277V AC 850/1000 CFM = 17 %in 35%in  18in Dayton 2HCY7 
i | 10kW 240VAC 8850/1000 CFM 17 %in 35%in  18in Dayton 2HCZ2 
| 10kW 277V AC 850/1000 CFM 17 %in 35%in  18in Dayton 2HCZ3 


3 Phase Heaters 
3kW 208VAC 350/400CFM 12%in 24in 19 %in Dayton 2HCX6 
5kW 208VAC 350/400CFM 12%in 24in 19%in Dayton 2HCY2 
5kW 240VAC 350/400CFM 12%in 24in 19%in Dayton 2HCY3 
5kW 480VAC 350/400CFM 12¥%in 24in 19%in Dayton 2HCY4 





so 
- 
=+< i-- 


“ew * 


No. 2HCX4 





75kKW  208VAC_ 8500/1000 CFM 17 %in 35%in 18in Dayton 2HCY8 
* 7.5KW  240VAC —850/1000 CFM 17 %in 35%in 18in Dayton 2HCY9 
Payton} @M arkel 75kKW  480VAC  850/1000CFM 17 %in 35%in  18in Dayton 2HCZ1 
Products Compery 10kW = 208V AC = 8501000 CFM 17%in 35%in 18in Dayton 2HCZ4 
10kW = 240VAC = 8850/1000 CFM 17%in 35%in 18in Dayton 2HCZ5 
General Purpose Electric 10kW = 480V AC = 8850/1000 CFM 17%in 35% in 18in Dayton 2HCZ6 
15kW —-208VAC = 8501000 CFM 17%in 35%in 18in Dayton 2HCZ7 
Plenum Heaters 15kW  — 240VAC = 8501000 CFM 17 %in 35%in 18in Dayton 2HCZ8 
15kW  — 480VAC = 850/1000CFM 17%in 35%in 18in Dayton 2HCZ9 
= Fan-forced —_ Fits 3 to 5 kW Fits 7.5 to 15 kW 
= Disconnect switch moeepers tem dem 
: ; Item H W D No. H W D No. 
= Mechanical Selector Dial, Thermostat Accessories 
, “air dij , Adjustable Louver Kit | 12%" 14" 1" 2KMN8) | — —- — — 
Can be installed for free-air discharge or with a duct system to supplement Disposable Filter 10" 19% i 3TKC3 13% 16" a" BTKCT 
central heating in hard-to-access or concealed areas, such as between a Disposable Filter 12%" 14" 1" 2KMIN4_ | 17" 13%" 1" 2KMING 
finished and drop ceiling or a plenum space. Can be rotated on their axis, pouver un = a 3 if ee + arate 
egister Ki 2 2 
but must be suspended horizontally and independently supported. Cannot be Reusable Filter 10° 19 7" 3TKC5 19" 46" 4" 3TKCS 
mounted vertically. Mounting bracket included. Reusable Filter 12%" 14" 1" 2KMN5 | 17° 13%" 1° 2KMN7 


“ah 


Freeze Protection Electric Plenum Heater 





= Thermostat range: 40°F to 90°F safety control. It notifies users before freezing 
Has a set of normally open (NO) contacts that can occurs. Unit heats hard-to-access or concealed 
send a signal to an optional alarm device that acti areas like plenum spaces. Ceiling mounted using 
vates if the heater cycles off on its over-temperature included bracket or threaded rod mounting. 
Wattage Air Overall Overall Overall Item 
Output Voltage Flow Height Width Depth No. 
2.5kW/1.9kW 208/240V AC 150/130 CFM 12 Yin 14 in 14 in 2HDA1 
3076 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE ° 
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Vertical Horizontal CADET® 


‘sat 


















Wattage Air Temp. Air Overall Overall Overall Mounting Air Mfr. Item aati dn eure 
Output Voltage Phase Rise Flow Height Width Depth Throw Model No. 
Cadet Heaters e : 
2.7kW/4KW -240V AC 1 -22°to 20°F = 215CFM =—Ss 17 in = 15%in 8 in — — —_RCP402S 31LK68 Omarx 
13 SKWISKW 240V AC 1 27°to 37°F 215CFM  17%in 15%in 8%in  — —~_ RCP502S 31LK69 S oe d d El , 
ayton Heaters r 
i eeexW. 208/240VAC 1 60 °F O70CFM  12%in 14in 11%in 11ft  12ft  3UG73 3UG73 uspen et : ectric 
22kW/3kW  208/240VAC 1 27 °F 350 CFM 16in  14in  8%in  Oft 12ft__2YU58 2YU58 Wall & Ceiling 
25kW/1.9kW 208/240VAC 1 46°F 60°F 150/4130CFM 12%in  14in  14in = —  2HDA1 2HDA1 : 
2 ORNS oog/240VAC 1 71 °F o0CFM  i6in 21in 8in 1st rot 4eteo 4ereg UNIt Heaters 
WV AGRO EMT pyuey Suspend from a bracket or threaded rod 
In In 2 In ; : : 
3kW 480V AC 3 27 °F 350 CFM 16in 14in 8%in ft i2 ft 2vU59 2vus9 fOr use in downflow or horizontal applica- 
S.TRW/SKW 208/240V AC org 48 ai 350 CEM 16 in 1 in 8 Y in ort 2 f v6? 2vUB2 tions and to save limited floorspace. Units 
or i: in in 2 In t t 3 5 : : ‘ 
5kW 277V AC i 45 °F 350 CFM 16in 14in 8%in Ott itt 2vU64 2vue4 USE fan-forced air to provide primary or 
5 BKWIT SKW 208/40. ACT ord ar FUMIE 18 Ht ovUbe vues SePPlementary heating in large or exposed 
: ; or . 4 in in 2 In t t : : 
7.5kW 208VAC  1or3 37°F 650 CFM 219% in 19in. 8 vin 14ft 18 ft 2VUe8 2YuUg8 eas like factories, warehouses, and stock 
TBRADRW DOB e400 ACT ora —— Bee ST et te dae oie (poms. Find more Electric Wall’ & Ceiling 
; or " 4 in in 2 In t t : : 
10kW 208VAC  1or3 49°F 650 CFM 21 in 19in 8 in 14#t 18 2vU712vU71_ “eaters and accessories on Grainger.com®. 
TOkW 480V AC 3 49 °F 650CFM _21%in  19in 8in 14ft 18ft 2YU70 2YU70 
TT2kKW/I5KW 208/240VAC 3 52 °F Q10CFM -21%in  19in 13%in  20ft 35 ft 2YU72  2YU72 
15kW 208VAC lors 52°F Q10CFM 21%in  19in 13%in  20ft 35 ft 2YU74  2YU74 
15kW 480V AC 3 52 °F QI0CFM _21%in  19in 13%in  20ft 35 ft  2YU73 2YU73 
T5kKW/20kW_208/240VAC 3 48 °F 1320CFM 21%in  19in 13%in 23ft 41 ft 2YU75 2YU75 
20kW 480V AC 3 48 °F 1320CFM 21% in  19in 13%in 23ft 41 ft 2YU76  2YU76 
22.5kW/30KW 208/240VAC 3 45° to 53°F 1800/2100CFM 30in  26%in 13%4in  20ft 50ft 2YU77_2YU77 
25kW 480V AC 3 38°to 44°F 1800/2100CFM 30in  26%in 13%in  20ft 50ft  3END3 3END3 
30kW 208V AC 3 45°to 53°F 1800/2100CFM 30in  26%in 13%in  20ft 50ft  2YU79 2YU79 
30kW 480V AC 3 45°to 53°F 1800/2100CFM 30in  26%in 13%in  20ft 50ft  2YU78 2YU78 
37. 5KW/S0KW 208/240VAC 3 53°to 61°F 2600/3000CFM 30in  26%in 18%in  25ft 60 ft 2YU80 2YU80 
40kW 480V AC 3 42°to 49°F 2600/3000CFM 30in  26%in 18%in 25ft 60 ft 3END4 3END4 
es 
5 2 In 2 In 2 In t 50 ft 7 4ATDH7 
8OkW A80V AC 3 55 OF 5000 CFM 39%in 37%in 18%in  40ft  65ft  4TDHO ATDHO Oy SRENee No: Sur 
Qmark Heaters 
22kW/3kW 208/240VAC 1 27 °F 350 CFM 16in 14in 7%in  Oft 12 ft MUH0321 25D231 
3kW 208V AC 1 27 °F 350 CFM 16in  14in  7%in Oft 12 ft _MUH0381 25D233 
3kW 277V AC 1 27 °F 350 CFM 16in  14in. 7%in Ott 12 ft _MUHO0371 20CA07 
3kW 480V AC 3 27 °F 350 CFM 16in  14in. 7%in  Oft 12 ft _MUH0341 250232 
3kW 600V AC 3 27 °F 350 CFM 16in  14in. 7%in Oft 12 ft _MUH0361 20CA06 
3.7kW/SKW  208/240VAC 1or3 45°F 350 CFM 16in  14in. 7%in Oft {2 ft _MUH0521 250234 
5kW 208VAC lors 45°F 350 CFM 16in 14in. 7%in Oft 12 ft _MUH0581 25D236 
5kW 277V AC 1 45 °F 350 CFM 16in  14in. 7%in Ott 12 ft _MUH0571 20CA10 
5kW 480V AC 3 45 °F 350 CFM 16in  14in. 7%in Oft 12 ft _MUH0541 250235 
5kW 600V AC 3 45 °F 350 CFM 16in  14in. 7%in Oft 12 ft _MUH0561 20CA09 
5.6W/7.5kW  208/240VAC 1or3 37°F 650CFM 21%in  19in  7vin 14ft 18 ft MUHO72 250237 
7.5kW 208VAC lors. 3/7 °F 650CFM -21%in  19in  7%in 14ft 18 ft MUHO78 250252 
7.5kW 277V AC 1 37 °F 650CFM _21%in  19in  7%in 14ft 18 ft MUHO77 20CA13 
7.5kW 347V AC 1 37 °F 650CFM _21%in  19in  /7vin 14ft 18 ft MUHO73 20CA11 No. 25D231 
7.5kW 480V AC 3 37 °F 650CFM-21%in  19in  /7vin 14ft 18 ft MUHO74 250238 
7.5kW 600V AC 3 37 °F 650CFM -21%in  19in  /7vin 14ft 18 ft MUHO76 20CA12 No. 4TDH7 
75KW/ATOKW 208/240VAC 1or3 49°F 650CFM 21%in  19in  /7%in 14ft 18 ft MUH102 250239 
10kW 208VAC lors 49°F 650CFM -21%in  19in 7vin 14ft 18 ft MUH108 25D251 
TOkW 277V AC 1 49 °F 650CFM _21%in  19in  /7vin 14ft 18 ft _MUH107 20CA17 
TOkW 480V AC 3 49 °F 650CFM _21%in  19in  /7vin 14ft 18 ft MUH104 250240 
TOkW 600V AC 3 49 °F 650CFM-21%in  19in  7%in 14ft 18 ft MUH106 20CA16 
TOkW 600V AC 3 52 °F Q10CFM _21%in  19in 12%in  20ft 35 ft MUH156 20CA20 
TT2kKW/I5KW 208/240VAC 3 52 °F Q10CFM _21%in  19in 12%in  20ft 35 ft MUH152 25D254 
15kW 208VAC lors. 52°F Q10CFM _21%in  19in 12%in  20ft 35 ft MUH158 25D253 
15kW 480V AC 3 52 °F QI0CFM._21%in  19in 12%in  20ft 35 ft MUH154 250241 
TSKW/20kW_208/240VAC 3 48 °F 1320CFM 21%in  19in 12%in 23ft 41 ft MUH202 20CA22 
18.7kKW/25kW 208/240VAC 3  38°to44°F 1800/2100CFM 30in 26%in 11%in 23 ft 50 ft MUH252 20CA26 
20kW 208V AC 3 48 °F 1320CFM 21%in  19in 12%in 23ft 41 ft MUH208 20CA25 
20kW 480V AC 3 48 °F 1320CFM 21%in  19in 12%in 23ft 41 ft MUH204 20CA23 
20kW 600V AC 3 °F 1320CFM =. 21%in 19in 12%in 23ft 41 ft MUH206 20CA24 No. 31XL69 
25kW 480V AC 3 38°to 44°F 1800/2100CFM 30in 26%in 11%in 23ft 50 ft MUH254 20CA27 
25kW 600V AC 3 38°to 44°F 1800/2100CFM 30in  26%in 11%in 23ft 50 ft MUH256 20CA28 
30kW 480V AC 3 53°F  1800/2100CFM 30in  26%in 11%in  20ft 50 ft MUH304 20CA30 
= S0kW 600V AC 3 53°F 1800/2100CFM 30in 26%in 11%in 20ft 50 ft MUH306 20CA31 
eaters 
3kW/4kW 208/240VAC 1 53 °F 238 CFM ffin 10%in 9%in 7to12ft  10ft HF58401C 31XL69 
3.6kW/4.8kW 208/240VAC 1 74°F 238 CFM ttin 10%in 9%in 7to12ft  10ft HF58481C 31XL70 
Mfr. Item 
Item Fits KW For Use With Model No. 
Dayton Accessories 
Cord Set 6 Ft 3.5 to 5 4E169 4E170 4E170 
piscsanee Guna 3,5, 7, 10, 15, 20 2YU58, 2YU59, 2YU60, 2YU61, 2YU62, 2YU63, 2YU64, 2YU65, 2YU67, 2YU70, 2YU73, 2YU76 2YU93 2YU93 
15, 20, 25, 30, 40,50  2VU74 (When Wired for 3-Phase), 2YU66, 2YU69, 2YU72, 2YU76, 3END3, 3END4, 2YU78 2YU94 2YU94 
Flectric Wall & — 2YU58, 2YU60, 2YU61, 2YU74, 2YU77, 2YU79, 2YU80, 2YU81 2YU95 2YU95 
balling Heater 60, 80, 100 4TDH6-4THD9, 4TDJ1, 41DJ2 30KA31 30KA31 
Treanoct = All Dayton(R) Electric Unit Heater Models Except4TDH6, 4TDH7, 4TDH8, 4TDH9, 4TDJ1, 4TDJ2 2YU33 2YU33 
All Except 5KW; 3-Phase All Dayton(R) Unit Heaters Except 2YU58, 2YU60, 2YU61, 2YU64, 4TDH6, 4TDH7, 4TDH8, 4TDH9, 4TDJ1, 4TDJ2 2YU90 2YU90 
Fan Only Switch All Wattages All Dayton(R) Electric Unit Heater Models 2YU82 2YU82 
15 to 20 15 to 20 kW Dayton(R) Electric Unit Heater 2YV1/ 2YV17 
30 25 & 30 kW Dayton(R) Electric Unit Heater 2YU91 2YU91 
30 to 50 20 to 50 kW Dayton(R) Electric Unit Heater 2YU85 2YU85 
3 to 10 3 to 10 kW Dayton(R) Electric Unit Heater 2YV16 2YV16 
Mounting Bracket 3.5 3 to 5 kW Dayton(R) Electric Unit Heater 2YU83 2YU83 
50 40 & 50 kW Dayton(R) Electric Unit Heater 2YU92 2YU92 
7.9 to 20 7.9 to 20 kW Dayton(R) Electric Unit Heater 2YU84 2YU84 
60 to 100 Mfr. No. 4TDH6, 4TDH7, 4TDH8, 41DH9, 4TDJ1, 41DJ2 4TDJ5 ATDJ5 
80 to 100 Mfr. No. 4TDH8, 4TDH9, 4TDJ1, 4TDJ2 4TDJ4 A4TDJA 
Step Controller 60, 80, 100 4TDH6, 4TDH7, 4TDH8, 4THD9, 47DJ1, 47D J2 30KA30 30KA30 
Qmark Accessories 
3, 15 All MUH Heaters DS25 250248 
Disconnect Switch 95 50 Mfr. Model No. MUHO72, MUHO77 , MUHO78, MUH102, MUH107, MUH108, MUH152, MUH158 MPDS60 o0CAA3 
30 Only, MUH202, MUH208, MUH252, MUH254, MUH304, MUH404, MUH504 
Fan Switch 3,15 All MUH Series Heaters MCFS 25D247 
mee eH ee — 
to to nit Heaters 4 
Mounting Bracket 3 to 10 3 to 10 kW MUH Unit Heaters B10 250242 
40 to 50 40 to 50 kW MUH Unit Heaters B50 20CA41 
Thermostat _— Mfr. No. 3UG73, 3UG/4 5813-2050-000 1ZKW6 
Sign in to Grainger.com® to see YOUR Pricing and MORE 3077 
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Washdown Electric Wall & 


Ceiling Unit Heaters 

= 480VAC 

= 3-phase 

= Mechanical selector dial 

Provide warmth where equipment frequently needs to be 
washed or hosed off, like wastewater treatment plants, coal 
handling areas, food processing plants, and car washes. 
Corrosion-resistant housing and enclosed internal parts prevent 
damage. May be mounted on walls or ceilings with a mounting 
~ bracket. Units use a forced-air heating system. 







No. 49CU11 


Wattage Air Temp. Air Overall Overall Overall 
Output Rise Flow Height Width Depth Brand 
Heaters 
3.3 kW 26 °F 400 cfm 19 % in 12 in 18 in Markel Products 
5 kW 23°F 700 cfm 19 Yin 13 in 18 in Qmark 
40 °F 400 cfm 19 % in 12 in 18 in Markel Products 
7.5 kW 60 °F 400 cfm 21% in 14 in 18 in Markel Products 
40 kW 22 °F 1,450 cfm a in 20 in 2t in Qmark 
45 °F 700 cfm 21% in 14 in 19 in Markel Products 
45 kW 20 °F 2,400 cfm ol in 20 in 27 in Qmark 
68 °F 700 cfm 28 ¥% in 16 in 19 in Markel Products 
50 kW 26 °F 2,400 cfm 31 in 20 in 21 in Qmark 
45 °F 1,400 cfm 28 ¥% in 16 in 27 in Markel Products 
95 kW oo EF 2,400 cfm 31 in 20 in 2/ in Qmark 
56 °F 1,400 cfm 28 ¥% in 16 in 27 in Markel Products 
30 kW 68 °F 1,400 cfm 28 ¥% in 16 in 27 in Markel Products 
pov eeer ee Fits KW For Use With 
Markel® Wall Mounting Brackets 
3.0 10: 15 Mfr. No. P3P5503T, P3P5505T, P3P5507T, P3P5510T, P3P5515T 
20 to 48 Mfr. No. P38P5520T, P3P5525T, P3P5530T 


Hazardous-Location Suspended 
Electric Wall & Ceiling Unit Heaters 


= 480V 

= 3-phase 

= 24V contactor 

Fan-forced heaters that suspend from the wall or ceiling and 
can be mounted horizontally with an optional bracket. Units take 
up less room than cabinet heaters. Used in hazardous industrial 
environments like petroleum chemical treatment and storage 
facilities. Wall-mount thermostat required. 


@Marke ‘kel 


Note: Required remote thermostat or other control 
sold separately; see page 3028. 


@Marke ‘kel 


Markel®©—Models feature a disconnect 
switch, reset limit switch, aiming handle, 
pilot light, and NEMA 4X control panel. 


QMark®—Models feature an automatic 
temperature reset switch, pilot light, and 
mode selector switch. 


AMarley Engineered Products Brand 


Mfr. Item 
Model No. 
P3P5503T 49CU11 
QWD05432BTLS 29AT97 
P3P5505T 49CU12 
P3P5507T 49CU13 
QWD10432BTLS 29AT98 
PSP5510T 49CU14 
QWD15432BTLS 29AT99 
P3P5515T 49CU15 
QWD20432BTLS 29AU01 
P3P5520T 49CU16 
QWD25432BTLS 29AU02 
P3P5525T 49CU17 
P3P5530T 49CU18 
Mfr. Item 
Model No. 
W5520/WMK 49CU19 
W5550/WMK 49CU20 
J MARK 


AMarley Engineered Products Brand 


Markel®—Built-in manual reset capil- 
lary type thermal limit. 


QMark®—Units feature automatic reset 
thermal limit and disconnect switch. 








No. 49CU01 
Wattage Air Temp. Air Overall Overall Overall Mfr. Item 
Output Rise Flow Height Width Depth Brand Model No. 
Heaters with Class I, Group C and D, Division 1 and 2; Class Il, Group E, F and G, Division 1 and 2 Rating 
3 kW If °F 980 cfm 47% in 29 % in 19% in Markel Products HLA 12-480360-3.0-24 49CU01 
5 kW 28 °F 980 cfm 17 % In 22 % in 19% in Markel Products HLA 12-480360-5.0-24 49CU02 
7.OKW 41°F 980 cfm 17% in 22 ¥ in 19% in Markel Products HLA 12-480360-7.5-24 49CU03 
10 kW 22°F = 1,000 cfm  =20% in 26 % In 20% in Markel Products HLA 16-480360-10.0-24 49CU04 
15 kW 19°F =2,450cim 24% In 30 % in 22 Y2in Markel Products —_ HLA 20-480360-15.0-24 49CU05 
20 kW 20°F 5 aR cfm = 24 %4 In 30 % in 22 Y2in_ Markel Products —_ HLA 20-480360-20.0-24 49CU06 
25 kW 30. F 450 cfm 24% In 30 % in 22 Y2in Markel Products HLA 20-480360-25.0-24 49CU07 
Heaters with Class I, cain C and D, Division 1 and 2; Class Il, rons E, F and G Rating 
3 kW cr 700 cfm 19 Vin 3 in Qmark GUX3004832 5NFO4 
7.OKW 27°F 840 cfm 19 ¥% in 23 “in 54 fi Qmark GUX7504832 5NFO6 
10 kW 36 °F 840 cfm 19 ¥% In 23 In 21 in Qmark GUX10004832 5NFO1 
15 kW 31°F 1,450 cfm 20 In 2/ “in 21 In Qmark GUX15004832 5NFO2 
20kW Ss 43°F ~—s 1,400 cfm 20 In 2/ “in 21 in Qmark GUX20004832 SNFO3 
Mfr. Item 
Fits KW For Use With Model No. 
Markel® Wall Mounting Brackets 
No. 5NFO1 3 to 7.5 Mfr. No. HLA 12-480360-3.0-24, HLA 12-480360-5.0-24, HLA 12-480360-7.5-24 HLWM37 49CU08 
; 10 Mfr. No. HLA 16-480360-10.0-24 HLWM10 49CU09 
19:10:25 Mfr. No. HLWM10, HLA 20-480360-20.0-24, HLA 20-480360-25.0-24 HLWM1525 49CU10 


Electric Heater Coil Re-String Kits Stpco) 


Repair worn or damaged heating elements in electric heaters if the original replacement elements are no 
longer available. Kits include heating wire, isolators, and hardware to allow users to replace elements in duct 
heaters, electric furnaces, air curtains, and strip heaters. 





Coil Watts @ Watts @ Watts @ Watts @ Mfr. Item 
Length Outside Dia. 208 V 240 V 277V 480 V Model No. 
9 ft 4 in % in 3,750 W 5,000 W a = DH500 32MY01 
2 ft2 win % in = 4,000 W = = DH506 32MY06 
2 ft7 win % in 5,000 W 6,600 W = = DH520 32MY08 
2 ft 2 in % in 4.500 W 6,000 W = = DH534 32MY09 
° ) Oo ae 9 ft 4 in % in 4,200 W 5,600 W = = DH560 32MY10 
OF 2 VA eh Na w OY 12 in % in 3,750 W 5,000 W = = DH500FC 32MY03 
—(Q 18 in % in = = 2.000 W = DH502-4 32MY05 
18 % in % in 2.250 W 3,000 W = = DH507 32MY07 
No. 32MY02 99 in % in 9 600 W 3.500 W = = DH501 32MY04 
93 in % in = = = 5,000 W DH500-3 32MY02 


3078 GRAINGER. 


ITT 


Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 





HVAC & REFRIGERATION 
Electric Heaters 


GRAINGER CHOICE * 
Find the wh. Find Solutions. Find Great Prices. 





Hazardous-Location Electric 


Cabinet Wall Heaters 


= Class | Div. 1 and 2 
Groups B, C, and D 

= Min. height from floor: 
9" Markel®, 8" QMark® 


@Markel 


Products Company 


JMARK 
A 


Marley Engineered Products Brand 


Quiet, convection-style heaters used in hazardous industrial environments like 
petroleum refineries, gasoline storage areas, petrochemical facilities, and dry 
cleaning plants. Wall mount with included brackets. Thermostat not included. 


Note: Required contactors sold separately on page 173. Required thermostats sold separately on 








page 3028. No. 49CT92 

Wattage Housing cane! Cabinet Cabinet Mfr. Item a 

Output Voltage Phase Color Height _—_‘Width Depth Brand Model No. | ee 
120V AC 1 Gray 18 in 34 in Qin Markel Products FEP-1812-1RA  49CT92 
208V AC 1 Beige 20 in 34 in Qin Qmark ICG18081 3LA87 
1.8kW  208V AC 1 Gray 18 in 34 in Qin Markel Products FEP-1820-1RA 49CT93 
240V AC 1 Beige 20 in 34 in Qin — Qmark — 10G18041 ~ 3LA88 
240V AC 1 Gray 18 in 34 in Qin Markel Products = FEP-1824-1RA 49CT94 
208V AC 1 Beige — 20 in 34 in 9 in Qmark — 1CG36081 _ 5NF11 
208V AC 1 Gray 18 in 34 in 9 in Markel Products FEP-3620-1RA 49CT95 
36 kw —c4OV AC 1 Beige 20 in 34 in 9 in Qmark __I0G36041_ —— SNFO9 
240V AC 1 Gray _—s-'18 in 34 in Qin Markel Products FEP-3624-1RA 49CT96 
480V AC 3 Beige 20 in 34 in Qin Qmark 1CG360483 | 5NF10 
480V AC 3 Gray 18 in 34 in 9 in Markel Products FEP-3648-3RA 49CT97 
76 kW 240V AC 1 Gray. 18 in 08 in _9in Markel Products FEP-/624-1RA —_ 49CT98 

ae 480V AC 3 Gray 18 in 58 in 9 in Markel Products FEP-7648-3RA  49CT99 No. SNFO9 


* GRAINGER 
APPROVED 


Quality Since 1917 


Indoor Suspended Infrared Radiant 


Electric Ceiling Heaters 


Units use infrared radiant heating to quietly warm people and objects, not the 
ambient air, without taking up floor or wall space. Suspend from the ceiling to spot- 
heat areas in workshops, garages, and warehouses. May only be used indoors. 


Wattage Beam Overall Overall Overall Mfr. 
Output Voltage Pattern Length Width Depth Brand Model 
Quartz Lamp, Red Housing 
742W 120VAC 120° 45in 6%in 6 in GA 30PL20 
Quartz Lamp, Silver Housing 
QOOW/T600W 277V AC 60° 24in 3%iIn 3%in Fostoria MM-24A 
3000W/3800W 6O00VAC 60° 46in 3%in 3%in Fostoria MM-46A 


Solaira. 


Indoor/Outdoor Suspended Infrared 


Radiant Electric Wall Heaters 


= Beam pattern: 45° 


Can withstand rain and are typically used to spot heat spaces like condominium 
terraces, gazebos, under patio umbrellas, and other low-clearance seating areas. Units 
use infrared radiant heating to quietly warm people and objects, not the air. Included 


bracket allows for vertical and horizontal orientation. 





Item 
No. 


30PL20 


2KDAG 
2KDA7 


Wattage Overall Overall Overall Mfr. Item 
Output Voltage Length Width Depth Brand Model No. 
Carbon Fiber Emitter, Black Housing 
— 100W ss T20VAC 27 in, =—6 in = Zin __Aura CF15120B SOEAO7 
2250W/3000W 208/240V AC 38%in 6 %in 9 Yin Aura CF30240B 5DEAD8 
Quartz Lamp, Black Housing 
1125W/1500W = 208/240V AC 15 %Iin  6in 4in ‘Solaira = SCOSY15240B 112944 
T125W/1S00W  208/240V AC 22 in Gin din Solaira. — SCOSYXL15240b 112948 
—_1500W 120V AC 15 %in 6 in 4in Solaira SCOSY15120B 112942 
—1500W  ~——s120V AC 22 In 6 in bin Solaira. SCOSYXL15120b —- 112946 
1500W/2000W 208/240VAC 15 %in 4in 4Y%in  Solaira SCOSYXL20240b 112950 
Quartz Lamp, Silver Housing 
1125W/1500W 208/240VAC 16in 10in 6 in Solaira. = SALPHA15240S 112935 
— 1500W 120V AC 16in  10in 6 in Solaira. = SALPHA1951208 112934 
1500W/2000W 208/240V AC 16in 10 in 6 in Solaira. —§ SALPHA20240S 112936 
2250W/3000W 208/240V AC 31in 10in Gin _—Solaira._ SALPHAH2-30240S 112937 
3000W/4000W = 208/240V AC 31 in 10 in 6 In Solaira SALPHAH2-40240S 112938 
A500W/6000W 208/240V AC 46in 10 in 6 in Solaira SALPHAH3-60240S 112939 
Quartz Lamp, White Housing 
1125W/1500W = 208/240V AC 15 %in 6in 4 in Solaira. SCOSY15240W  —- 112945 
1125W/1500W 208/240V AC 22 in 6in 2 in Solaira SCOSYXL15240w 112949 
1500W 120V AC 16 ’in_ 6 in 4 in Solaira | SCOSY15120W 112943 
— 1500W  —— 120VAC 22 in 6 in Bin Solaira SCOSYXL15120w 112947 
1500W/2000W 208/240VAC 15%in 4in 4%in Solaira SCOSYXL20240w —- 112951 
Mfr. Item 
Description Model No. 
Solaira Controls 
Analog Variable Heat Control, 120/240V AC, 30 A SHP18230SOL 112956 
Digital Variable Heat Control, 120/208/240V AC, 16A SMRTV16-DV 20HN32 
Digital Variable Heat Control, 120/208/240V AC, 34 A SMTRV34-DV 20HN33 
Occupancy Monitor for heater, 208/240V AC, 16. 6A SMRTOCC40 -20HN39 
Occupancy Monitor for heater, 208/240V AC, 25A -SMRTOCC60  20HN40 
_ Remote Temperature Monitor, 240V AC SMRIVTEM-R 20HN35 
_ Timer Control for Heater, 208/240V AC, 16.6 A SMRTTIM40 20HN37 
Timer Control for Heater. 208/240V AC, 25 A -SMRTTIM60 - 20HN38 
Variable Heat Control, Wireless Handheld Remote, 240V AC — SMRIVRMT  —s 20HN34 
Vented Enclosure, 10 i inHx8inWx 12 inD SHESOENCLOSE 112957 
Vented Enclosure, 12 in Hx 8in Wx 14 in D SHE80ENCLOSE 112959 
Mfr. Item 
For Use With Voltage Model No. 
Solaira Replacement Heater Lamps 
112952 240 SWIREAW15240 112963 
112951 240 SWIREAW20240 112964 
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HVAC & REFRIGERATION Scan. Order. Done. 
Electric Heaters Details on page Al. 


Electric Infrared Heater Selection Guide 
DESIRED TEMP. RISE = Desired comfort temp. - average ambient temp. HEATING ELEMENTS 


WATTS REQUIRED = Flat Panel Emitters: 
For Indoor Spot Heating: Sq. ft. to heat x desired temp. rise No glass materials. For indoor spot heating. 


For Indoor Total Area/Building Heating: Sq. ft. to heat x desired temp. Quartz Lamp: For snow and ice control, indoor/outdoor spot heating, and 
rise x 0.5 indoor total area heating. 


For Outdoor Spot Heating: Sq. ft. to heat x desired temp. rise x 2.0 Quartz Tube: For indoor/outdoor spot heating and indoor total area heating. 
For Outdoor Snow and Ice Control Heating Systems: Sq. ft. to heat x 
(avg. 85 to 110 watts/sq. ft.) 


Note: Multiple heaters may be required to achieve required watts for desired coverage. 





Indoor/Outdoor Suspended Infrared Radiant Electric Ceiling Heaters 


Quality Since 1917 








Quietly heat areas like entrances, BEAM PATTERN 
30° 60° 90° 
patios, and bus shelters. Heaters e@ Overall Overall Overall Mfr. Item Mfr. Item Mfr. Item 
withstand rain and provide snow — Output ~=Voltage Phase Length Width Depth Model No. Model No. Model No. 
and ice control. Can be ceiling- Flat Panel Emitter, Aluminum Housing Material, Gold Housing Color 
si aes 208VAC 1 A6 in Jin 8v%in — = FSS-3120-1 A5EM25 * — = 
or wall-mounted with eitheran gs ~ogov ac 46in. Qin 8%in = = FSS-3124-1  45EM26* = = 
included or optional bracket. Units 480VAC 1 46in. Qin 8 %in = = FSS-3148-1  45EM27* a = 
may be used with a variable heat 208VAC iors  29in 20in 9%in = = FSS-4320-3 45EM28 * = = 
controller 4300W  240VAC 1or3 29in 20in 9%in — = FSS-4324-3 45EM29 * — = 
A80VAC 1or3 29in 2in 9%in — — FSS-4348-3 45EM30 * = — 
208VAC tors 49in 20in 7%in — — FSS-9520-3 45EM31 * = — 
9500W 240VAC ior3 49in 20in 7%in = — FSS-9524-3 45EM32 * = — 
A80VAC tor3 49in 20in 7%in — — FSS-9548-3 45EM33 * = — 
Flat Panel Emitter, Aluminum Housing Material, Silver Housing Color 
208VAC 3610 47 Moin 5%in Yin — = FSA-3120-1 411G63 * — — 
3150W 240VAC 1 £47 %ein 5%in Yin — = FSA-3124-1 411G64 * — = 
A80VAC 1 47 Vein 5%in Yin = — FSA-3148-1 411G65 * = — 
208VAC tors 25%ein 14%in 9%in = -_ FSA-4320-3 411G66 * — — 
4300W  240VAC ors 25 %ein 14%in 9%in = — FSA-4324-3 411G67 * = — 
AB80VAC 1or3 25 Vein 14%in 9 Vin — = FSA-4348-3 411G68 * — — 
> 208VAC tors 47 %sin 14%in 9%in — = FSA-9520-3 411G69 * = — 
; 9500W 240VAC ors 47 %cin 14%in 9%in = — FSA-9524-3 411G70 * = — 
kL — A80VAC 1or3 47 Vein 14%in 9%in = — FSA-9548-3 411G71 * — — 
~ Quartz Lamp, 304 Stainless Steel, Silver 
2 1 d4in 15in 11in — = — = 229-90-THSS-208V 3UD57 
ot aooqw 240VAC 1 24in 15in 11in | 222-30-THSS-240V 3UD52 | 222-60-THSS-240V 3UD55 | 222-90-THSS-240V 3UD58 
ae 277VAC 1 24in 15in 11in | 222-30-THSS-277V 3UD53 | 222-60-THSS-277V 3UD56 | 222-90-THSS-277V 3UD59 
~ A80VAC 1 24in 15in 11in | 222-30-THSS-480V 2KCX4 | 222-60-THSS-480V 2KCX6 | 222-90-THSS-480V 2KCX8 
208VAC tors  24in 21%in 11in | 223-30-THSS-208V 3UD60 | 223-60-THSS-208V 3UD62 | 223-90-THSS-208V 3UD64 
A800W  240VAC ors 24in 21 %in 11in | 223-30-THSS-240V 3UD61 | 223-60-THSS-240V 3UD63 | 223-90-THSS-240V 3UD65 
No. 3UD52 AB0VAC 1or3  24in 21%in 11in | 223-30-THSS-480V 2KCY8 | 223-60-THSS-480V 2KCY9 | 223-90-THSS-480V 2KCZ1 
: 5000W 480VAC 1 33in 15in 11in | 342-30-THSS-480V 2KCY1 | 342-60-THSS-480V 2KCY3 | 342-90-THSS-480V 2KCY5 


7300W 480V AC 1 46 in 15in  11in | 462-30-THSS-480V 3UD66 | 462-60-THSS-480V 3UD67 | 462-90-THSS-480V 2KCY7 
7500W 240VAC jior3 33in 21 %in 11in | 343-30-THSS-240V 2KCZ2 | 343-60-THSS-240V 2KCZ4 = 343-90-THSS-240V 2KCZ6 
480VAC lors  33in 21 %in 11in | 343-30-THSS-480V 2KCZ3 | 343-60-THSS-480V 2KCZ5 — 343-90-THSS-480V 2KCZ7 
10,950W 480VAC tor3 46in 21¥%in 11in | 463-30-THSS-480V 3UD68 | 463-60-THSS-480V 3UD69 | 463-90-THSS-480V 3UD70 
Quartz Lamp, 304 Stainless Steel Housing Material, Silver Housing Color 
1600W 208V AC 1 24in 5%in 4 %in RPH-208-A 3WA95 — _ 
3200W 208V AC 1 24 in 15in  =11in — _ 222-60-THSS-208V 3UD54 _ _ 
Quartz Lamp, Aluminum Housing Material, Silver Housing Color 


208V AC 1 24 in in 11in | 222-30-THA-208V S6FD25 | 222-60-THA-208V 56FD29 — — 
3000W 240V AC 1 24 in ‘sin iin | 222-30-THA-240V_ S6FD26 | 222-60-THA-240V _S6FD30 = — 
277V AC 1 24 in 1sin 11in | 222-30-THA-277V S6FD27 — 222-60-THA-277V 56FD31 — — 
480V AC 1 24 in sin  11in | 222-30-THA-480V S6FD28 = 222-60-THA-480V 56FD32 = _ 
208VAC lors 24in 21 %in 11in | 223-30-THA-208V 56FD41 | 223-60-THA-208V 56FD45 = = 
4800W 240VAC 1or3  24in 21 %in 11in | 223-30-THA-240V 56FD42 | 223-60-THA-240V 56FD46 — — 


277VAC lor3  24in 21 %in 11in | 223-30-THA-277V 56FD43 | 223-60-THA-277V 56FD47 — — 
A4A80VAC lor3 24in 21%in 11in | 223-30-THA-480V 56FD44 = 223-60-THA-480V 56FD48 — — 
208V AC 1 33 in 15in  11in | 342-30-THA-208V 56FD33 | 342-60-THA-208V 56FD36 — — 
5000W 240V AC 1 33 in 15in = 11in | 342-30-THA-240V 56FD34 342-60-THA-240V 56FD37 — — 
480V AC 1 33 in 15in  11in | 342-30-THA-480V 56FD35  342-60-THA-480V 56FD38 — _— 
7300W 480V AC 1 A6 in 15in  11in | 462-30-THA-480V 56FD39 | 462-60-THA-480V 56FD40 — — 
208VAC Jlor3 33in 21 %in 11in | 343-30-THA-208V 56FD49 | 343-60-THA-208V 56FD52 — — 
7500W 240VAC ord  33in 21 %in 11in | 343-30-THA-240V 56FD50 | 343-60-THA-240V 56FD53 — — 
A80VAC lor3 33in 21%in 11in | 343-30-THA-480V 56FD51 | 343-60-THA-480V 56FD54 — — 
10,950W 480VAC Jor3 46in 21%in 11in | 463-30-THA-480V 56FD55 | 463-60-THA-480V 56FD56 — — 
Quartz Lamp, Galvanized Steel Housing Material, Bronze Housing Color 
208V AC 1 24 in in - Tin 222-30-TH-208V 5E159 222-60-TH-208V _5E161 222-90-TH-208V 5E163 





No. 5E159 3900W 240V AC 1 24 in sin 11 in 222-30-TH-240V —_4E217 222-60-TH-240V_ —_ 4E218 222-90-TH-240V _5E164 
: 277V AC 1 24 in Sin 11 in — = 222-60-TH-277V —_5E162 222-90-TH-277V _5E165 
480V AC 1 24 in sin 11 in 222-30-TH-480V — 2KCX3 222-60-TH-480V_ — 2KCX5 222-90-TH-480V — 2KCX7 

1 


5000W 480V AC 33 in 15in 11in 342-30-TH-480V 2KCX9 342-60-TH-480V 2KCY2 342-90-TH-480V 2KCY4 
7300W 480V AC 1 46 in 15in 11in 462-30-TH-480V 4E219 462-60-TH-480V 46220 462-90-TH-480V 2KCY6 
Quartz Tube, 304 Stainless Steel Housing Material, Silver Housing Color 








1500W 120V AC 1 48in 5%in 6 in — — OCH-46-120V-SSE 2KDA8 — _— 
3000W 208V AC 1 odin 5%in 6 Zin — — OCH-57-208V-SSE 2KDA9 — — 
240V AC 1 59in 5%in 6 %in — — OCH-57-240V-SSE 2KDC1 — — 
AQ00W 208V AC 1 ooin 7 %in Zin — — OCH2-55-208V-SS 55VL67 — _ 
No. 55VL67 240V AC 1 55in 7 ¥in Zin — — OCH2-55-240V-SS 55VL68 — _ 
208V AC 1 66in 7¥%in in — — OCH2-66-208V-SS 55VL69 — _ 
BOOOW 240V AC 1 66in 7%in Zin — — OCH2-66-240V-SS 55VL70 — — 
277V AC 1 66in 7 ¥%in Zin — — OCH2-66-277V-SS 55VL71 — — 
480V AC 1 66in 7¥%in Zin — — OCH2-66-480V-SS 55VL72 — — 

: . Quartz Tube, Galvanized Steel Housing Material, Bronze Housing Color 
—— 1500W 120V AC 1 41in 5%in 6%in — — OCH-46-120VCE 3WA97 — — 
, an 3000W 208V AC 1 o9in 5%in 6 Zin — — OCH-57-208VCE 3WA98 — — 
No. 3WA97 240V AC 1 59in 5%in 6 Yin — — OCH-57-240VCE 3WA99 — — 

* Semi-protected outdoor areas only; units must be covered. 
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GRAINGER CHOICE° HVAC & REFRIGERATION 
Find the yf. Find Solutions. Find Great Prices. Electric Heaters 


Find Electric Wall & Ceiling Heater Thermostats & Accessories on Grainger.com® 
Mounting Brackets & Frames for Electric Infrared Heaters 


Used to either complete an initial installation or to modify the mounting style of a wall or ceiling heater, 
such as surface mounting a recessed heater. 








Outside Outside Mfr. Item 
H Color For Use With Model No. 
Mounting Frame, Recessed, Surface-Mount, Frame Extends 1 in 
97 in 17 “in Brown Fits ALL Fostoria Mfg. No 222-TH Series RMF-222-A 3UD75 
17‘in Gray Fits ALL Fostoria Mfg. No 222-THSS Series RMF-222-SS-A 3UD/6 
32 In 29% in Gray Fits ALL Fostoria Mfg. No 223-THSS Series RMF-223-SS 3UD77 
49 in 17 ‘in Gray Fits ALL Fostoria Mfg. No 462-THSS Series RMF-462-SS-A 3UD79 
Mounting Frame, Recessed-Mount, Frame Extends 1 in 
36 in 17 “in Brown Fits ALL Fostoria Mfg. No 342-TH Series RMF-342-A 2KDD9 
17%in Gray Fits ALL Fostoria Mfg. No 342-THSS Series RMF-342-SS-A 2KDD8 
41 in 29% in Gray Fits ALL Fostoria Mfg. No 343-THSS Series RMF-343-SS 2KDE1 
49 in 17 ‘’in Brown Fits ALL Fostoria Mfg. No 462-TH Series RMF-462-A 2KDE2 No. 2KDD9 


04 in 29% in — Gray Fits ALL Fostoria Mfg. No 463-THSS Series RMF-463-SS 2KDE3 
Tandem Kit, Ceiling-Mount, Frame Extends 1 % in 

a7 in 17 Zin Gray Supports (2) FSS-95 Series, Mfr. No. FSS-9520-3, FSS-9524-3, FSS-9548-3 = FSS-95TMK 45EM34 
Wall Mounting Bracket, Surface-Mount 

12 in 41 in Gray All Fostoria Mul-T-Mount and OCH Models VMB-41-SS 2KDD1 


Quality Since 1917 


Panel Emitters for Electric Infrared Heaters 


Replace worn or damaged emitters in indoor electric infrared heaters. 
Emitters quietly warm surfaces through radiant energy. 





Wattage Mfr. Item 
Output Voltage For Use With Model No. 
208V AC Mfr. No. MR-420-1, CH-420-1C, CH-420-3A 64337-022 45EM42 
3,150 W 240V AC Mfr. No. MR-424- 1, CH-424-1C, CH-424-1A 64337-023 45EM43 
480V AC Mfr. No. MR-448- 1, CH-448- 1c. CH-448-1A 64337-025 45EM44 
208V AC Mtr. No. MR-620- 3, CH-620-3C, CH-620-3A 64337-027 45EM45 
240V AC Mfr. No. FHK-624-3A 64337-050 45EM53 
4,300 W 240V AC Mfr. No. MR-624-3, CH-624-3C, CH-624-3A 64337-028 _45EM46 
480V AC ‘Mfr. No. FHK-648-3A 64337-051 | 45EM54 
480V AC Mfr. No. MR-648-3, CH-648-3C, CH-648-3A 64337-030 45EM47 
208V AC Mfr. No. MR-1320-3, CH-1320-38, CH-1320-3A 64337-032 45EM48 
240V AC Mfr. No. FHK-1324-3A 64337-053 45EM55 
240V AC Mfr. No. MR-1324-3, CH-1324-3B, CH-1324-3A 64337-033 45EM49 
9,500 W 240V AC Mfr. No. MR-2724-3, CH-2724- aC. CH-2724-3B 64337-038 45EM51 fs 
A480V AC _ Mfr. No. FHK-1348- 3A 7 64337-054 45EM56 . 
480V AC Mfr. No. MR-1348-3, CH-1348-3B, CH-1348-3A 64337-035 45EM50 No. 45EM45 
A80V AC Mfr. No. MR-2748-3, CH-2748-3C, CH-2748-3B 64337-040 45EM52 





No. 1UMN3 


Quality Since 1917 


Tubular Elements for 
Electric Infrared Heaters 


Replace worn or damaged elements in indoor and outdoor electric infrared 
heaters and quietly warm surfaces using radiant energy. Horizontal burn, 
except where noted. 


Wattage Overall Dim. - Mfr. Item 
Output For Use With Voltage Dia. x L Model No. 
Clear, Electric Infrared Tubular Heater Element, 5‘ in Pigtail 
500 W Mfr. No. MM-13A 120V AC ¥e in x 8'Ve in 630-05129 29XR19 
208V AC Ye in x 19'%e in AGS1620  —56FD5/ 
208V AC ¥% in x 19'c in 630-16209  1UMN3 
— 240V AC ¥e in x 19'M%e in 631-16249  29XR26 *_ 
Mfr. No. 222 240V AC %e6 in x 196 in AGS1624  56FD58 
1,600 W 993 MM-24A 240V AC ¥e in x 19'e6 in 630-16249  1UMN4 
277V AC ¥e in x 191M%e in 630-16279 29XR22 
277V AC Ae inx 19'%e in AGS162/7 56FD59 
A480V AC %6 in x 19'Me in AGS1648  56FD60 
480V AC ¥e in x 19'Ve In 630-16489 2KCZ8 
208V AC ¥e in X 28'Vie In 630-2520 29XR23 
208V AC Ae in x 19 Ve in AGS2520  56FD61 
342, —2d0V AC in x28 "Vein 630-2594 — 2KCZ9 
Mfr. No. ; 8 In X 16 IN eo 
2,500W 343, MM-33A. «SD 77V AC Se inx28%%ein  630-25279  29XR24 No. SGUY8 
480V AC Ae inx 19'%e in AGS2548 ~—- 5 6FD63 
A480V AC ¥e in X 28'Vie In 630-25489  2KDA1 
600V AC ¥e in X 28'Vie In 631-25609 29XR28 ~* 
3.650 W A80V AC V6 in x 19'Me in AGS3648  56FD64 
Mfr. No. 462, A480V AC ¥% in x 411%e in 630-36489  1UMN5 
3 800 W 463, MM-46A 600V AC ¥e in xX 4116 in 631-38579 29XR29 * se 
600V AC ¥e in x 4116 in 630-38579 29XR25 


Frosted, Electric Infrared Tubular Heater Element, 51 in Pigtail = 
TE MNO OB DOTA ee ee Ore TURAN Enclosures for Electric Infrared Heaters 
550 W Mfr. No. FFH-512A 120V AC ¥3 in x 19% in 671-3492 1UMP1 

Frosted, Electric Infrared Tubular Heater Element, Terminal = 1 or3 phase 














1,500 W 120V AC % in x 391Vie in 671-3784 1UMN6 
Soon W Mir.No. OCH-46 — 208VAG%inx 39"%6 in 671-5061 29XR41 Includes door lock, NEMA 1 enclosure, and 50A contactors). 
277V AC % in x 39'e in 671-5018 29XR38 Find more on Grainger.com®. 
2,200 W A80V AC % in x 50'e in 671-5058  —29XR39 
Mfr. No. OCH-57 208V AC % in x 50'e In 671-5060 1UMN7 208V AC, 240V AC, 480V AC, 480V AC, 
3,000 W sails 240V AC % in x 50'%e in 671-3786 1UMN8 Control Volts 24 Control Volts 24 Control Volts 24 Control Volts 120 
27/V AC % in x 50'Me in 671-5059 = 29XR40 Mfr. Item Mfr. Item Mfr. Item Mfr. Item 

Red, Glare Reduction Sleeve Amperage Model No. Model No. Model No. Model No. 

1 ‘600 W_ All 1600W Qiz. Lamp = Me in x 16% In 31939009 1UMR1 ~* D0A | FPC-8210 SJNG2 = FPC-2210 SJNG6 | FPC-4210 SJNF8 FPC-4110 5SGUY8 

2,500 W_ All 2500W Qtz. Lamp — Me in x 24% in 31940009  2KDA2 ~* 100A | FPC-8220 SJNG3 | FPC-2220 SJNG/ | FPC-4220 SJNF9 | FPC-4120 5SGUY9 

3,650 W_ All 3650W Qtz. Lamp = 6 in x 3854 in 31941009 1UMR2 * 200A | FPC-8240 SJNG4 | FPC-2240 SJNG8 = FPC-4240 SJNGO FPC-4140 5GUZ0 
* Horizontal or vertical burn. 300A | FPC-8260 SJNGS FPC-2260 SJNG9 FPC-4260 SJNG1 FPC-4160 5GUZ1 
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Gas Heaters Details on page Al. 
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® 
RE-VERBER-RAY 
by Detroit Radiant Products Company 


* . 
Dayton 7 \ ad 
MPARED Rapiant WENTE® 


Portable Gas Tank-Top Radiant Heaters 

Note: LP tank not included. 

Dayton®—Piezo ignition. Provide up to 48 hr. of spot heating on one 20-Ib. cylin- 
der. Corrosion-resistant steel construction with safety shut-off valve. No. 5RCC1 has 
dual swivel heads. Both are CSA Certified. 


Re-Verber-Ray—WMount on standard DOT 20-lb. LP cylinder to provide tempo- 
rary heat. Heaters feature a large ceramic burner assembly with highly polished 
aluminum reflector and stainless steel emitter rods for enhancing radiant output 
and heater efficiency. Heavy-gauge cylinder mounting bracket, safety shutoff valve, 
tip-over safety device, excess flow fitting, and 2-ft. UL-Listed connecting hose with 
regulator. Use in upright (vertical) position only. 

WARNING: Use in well-ventilated or open areas only. Not for use in homes, mobile homes, tents, 


RVs, campers, or other spaces with limited ventilation. Always observe published clearances to 
combustibles. 





: 4 BtuH Heating Item 

No. 5RCC1 ay Output Area Fuel Rate H W L Brand No. 
9000 to 15,000 200 sq. ft. 0.66 Ib/hr 12". 7% B86" Dayton 5RCCO 
9000 to 30,000 500 sq. ft. 1.32 Ib/nr = =15%" 17%" = 6%" Dayton 5RCC1 
No. 2E393 16,000 40 to 400 sq.ft. 0.66 lb/hr 13%" 10%" 4%" ~~ Re-Verber-Ray 2E392 


32,000 90 to 500 sq.ft. 1.30 lb/hr 18%" 10%" 4%"  Re-Verber-Ray 2E393 


‘me 


Gas-Fired Infrared Stainless Steel Patio Heaters 


= Stainless steel housing 
Uniform infrared pattern quickly heats people, objects, and the surrounding air. Wind- and rain-protected design 
with aluminum grille. Constructed with water-resistant electrical components. 


No.2iMK93 7 Mounting brackets included. Ideal for restaurant patios, entryways, porches, mezzanines, vestibules, etc., and 
Gas Btu Heating item outdoor residential use. 
Type _Input__H W L Area No. Note: Winds in excess of 5 mph may require additional heaters to obtain desired comfort levels. 


LP 1 10%' 9° 48%" 64sq. ft. 21MK94 ' . ; . 
NG oe an 2 ee pe a ft ae WARNING: Use in well-ventilated or open areas and always observe published clearances to combustibles. 


Portable LP Gas Heaters Dyna-Glo 


Innovative, compact heaters require no batteries or electricity and can provide efficient 360° heating. The 
variable heat output control allows you to adjust unit to your desired setting. 


Note: LP tank not included. 





HeatAround 360 and HeatAround 360 Elite—Compact models feature an oxygen depletion sensor that 
shuts off heater when the device detects a reduction of oxygen in the room and a tip-over shutoff switch. 
Piezo ignitor for easy matchless igntion. Design has a swivel-out regulator that eases tank or hose installa- 
tion. No. 54EP07 can be connected to a 20-lb. propane tank for outdoor use with an optional hose/regulator, 
sold separately. No. 54EP08 includes 2 swivel regulators that allow you to easily attach up to 2 propane 
tanks. All heaters are ideal for temporary indoor heating in garages, workshops, and for outdoor patio/back- 
yard and jobsite heating. 


Tank Top—Heater features a safety shutoff valve and a CSA certified tip switch for safety. Compact model 
includes a stainless steel heat reflector, rustproof chrome guard, and a quick connect tank connection. For 
use in the temporary heating of buildings or structures under alteration, construction, or repair. 





Min. 
BtuH Cylinder Heating Mfr. Item 
Description Output Size Area Fuel Rate H W L Model No. 
HeatAround 360 10,000 1lb 250sq.ft. 1.4 to 2.6 lb/hr 19" 10% 10%" HA1360R  54EP07 
‘ HeatAround 360 Elite 18000 1lb 450sq.ft. 1.4to2.6 lb/hr  202%64" 12'%4" 12'%4" HA2360R 54EP08 
No. 54EP07 Tank Top 40,000 20lb 1000 sq. tt. 10.2 |b/hr 202532" 82%" 82%2" _TT360DG_ _54EP09 
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Find the yl. Find Solutions. Find Great Prices. Portable Oil & Gas-Fired Heaters 
. : No. 
BtuH Tank Hourson Heating Fuel Built-In Item 
Output Cap. One Filling Area Consumption Thermostat No. 3VE48 
Dayton Heaters sy 
90,000 5.0 gal. 14 1000 sq. ft. 0.35 gph No 3VE48 ° 
75,000 5.0 gal. 8% 1700 sq. ft. 0.57 gph Yes 3VE49 Dayton * GRAINGER 
125,000 10 gal. 10 2900 sq. ft. 0.95 gph Yes 3VE50 
170,000 13 gal. 10 4000 sq. ft. 1.30 gph Yes 3VE51 perma 
210,000 13 gal. 8 5000 sq. ft. 1.60 gph Yes 3VE52 7 
400,000 29 gal. 9% 8500 sq. ft. 3.00 gph Yes 3VE53 Portable Oil Fired 
650,000 40 gal. 10 13,500 sq.ft. 4.5 





mon Forced-Air Heaters 








Description No. . . . ; ; : : 

GA Tune Up Kits (Rotor, Vanes, Retoriietaliing Clip, Air Filter, Nozzle and Spat Plug) For open, well-ventilated areas using kerosene, fuel oil, #1 diesel, heating oil, or jet fuel. 
For Use With 3VE48C, 3VE48D, 3VE48E, 3VE48F, 3VE48G 21EX25_ == 120V. Units up to 400,000 BtuH have fuel shutoff and overheat Auto-Off, LED power/ 
For Use With 3VE49C, 3VE49D, 3VE49E, 3VE49F, 3VE49G ZTEX26 gr indicator light f fecied and have Built invai for field 
For Use With 3VE51C, 3VE51D, 3VE51E, 3VE51F, 3VE51G, 3VE51H 21EX28 allure indicator lignt, are tuse-protected, and nave built-in alr pressure gauge tor Tle 
For Use With 3VE52C, 3VE52D, 3VE52E, 3VE52F.3VE52G, 3VE52H, 3VE521_ 21EX29 ~~ adjustment (except No. 3VE53). 

BtuH Tank Hours on Heating Fuel Built-In Mfr. Item 

Output Cap. One Filling Area Consumption Thermostat Brand Model No. i. 

91,900 17.2 gal. 22 4600 sq. ft. 0.80 gph No Heat Wagon HVF110 oPFW8 

174,900 27.7 gal. 19 8800 sq. ft. 1.48 gph No Heat Wagon HVF210 oPFW9 
204,400 35.7 gal. 16 13,000 sq. ft. 2.28 gph No Heat Wagon HVF310 oPFXO 
$90,000/ 57 gal. 20/30 ~—-17,500 sq. ft, |-86/2.89 No  HeatWagon HVF410 — 5PFX4 
231,000 gph h 

Mfr. Item eat 
Item For Use With Brand Model No. wagon 
— Mfr. No. HRF115, HVF110 
r. No. 
a erupt Or tsto vest 2 Wagon THIDF 6DMNs A\SELKIRK. 
ent Flue Stack with Rain Cap Mfr. No. 10, HVF310, HVF410 elkirk EF{  6DMN9 . 

Duct, 20 ft. Mfr. No. ART10, AR212, AR312 Heat Wagon WD1220 6DMP9 Portable indirect 

Duct, 25 fit. Mfr. No. AR310, AR402 Heat Wagon WD1825 6DMR2 . . SPFW9 
Duct, 25 ft. Mir. No. AR110, AR212, AR312, VG400 Heat Wagon WD1225 6DMRO Oil-Fired Heaters / 

ae Ae D Mtr. N "ABAD ARID VG500 Hear Wae WD20S2 EDM 

anvas Hot Air Duct r. No. _AR/12, VG5 eat Wagon a : ; : 

Duct Outlet Adaptor Mir No-HVE110 Heat Wagon AR110 ~~ 6DMPO Provide clean, dry heat without open, exposed flame. Units are 
Duct Outlet Adaptor Mfr. No. HVF210 Heat Wagon AR210 6DMP1 __ ductable, and all except No. 5PFW8 feature preheated fuel filter. 
Duct Outlet Adaptor, 2-way Mfr. No. HVF210 Heat Wagon AR212 6DMP2 : 5 i Ys 

Duct Outlet Adaptor ; Mfr No. HVES10 Heal Wagon ARS10 6DMPS No. 5PFX1 has dual output controls, single-point lift bracket, and 

uct Outlet Adaptor, 2-way r. No. eat Wagon 4 j ; j e ia- 
Duct Outlet Adaptor Mfr. No. HVF410 Heat Wagon AR401  6DMP5 fork lift pockets Other units feature 4 loop exhaust system, tle . 
Duct Outlet Adaptor, 2-way Mfr. No. HVF410 Heat Wagon AR4026DMp6 own brackets, and fuel cap with gauge. Heaters are CSA Certified. 


Portable Direct Oil-Fired Radiant Heaters MASTER. 


Quiet operation and designed with a safety shut-off | No. 39E997—Model has 2 heat settings and 2 








system. Multi-fuel approved. Error indicator light heavy-duty wheels. Perfect for barns, warehouses, No. 
allows easy field diagnostics. CSA Certified. and construction sites. 39E998 
No. 39E998—Features an easy-lift handle to ease Ady Tank Hours on Heating Fuel Built-In Item 
ic j i utput Cap. One Filling Area Consumption Thermostat No. 
transport and is ideal for smaller areas like garages, 30.000 4 gal 5 1750 sq, ft 0.50 gph No -3oEG03 
workshops, and construction sites. 125.000 14 gal. 20 3125 sq.ft. 0.90 gph No 39E997 
Portable Gas-Fired Remediation/Tent Heaters heat} 
= 120V = High CFM axial fans = Ductable up to 50 ft. 9 
Provide heat up to 165°F for commercial construction or effective structural heat treatment of , fete 
insect infestation; safer than insecticides. Switch from LP to NG with simple turn of ball valve. 
Safety features include overheat limit, air switch, and flame sensor. Heaters are CSA Certified. 
Note: Gas-pressure-reducing regulators are strongly recommended for proper connection to propane cylinders. a P 
I. em 
Gas BtuH Heating Mfr. Item Description Model No. 
Type Output Area Fuel Rate H W L Model No. Accessories 
LP/NG 241,000 / 10,000 2.3gphLP 255 36" 31" 45" DG250 112967 Canvas Duct 16", Hose Length 25 ft., For Use With Mfr.No.DG250 =WD1625HT5 —_-11Z971 
255,000 Sq. ft fu fhe NG See 20", Hose Length 25 ft. For ea With Mir No. DG400 nena 112972 
t, gp ' i ; igital Thermostat, , For Use Wit r. No. 90, -> 112973 
LPING 400,000 gg ft. cu ft/hr 3g 34" 61" GAO 112968 Duct Adaptor, For Use With Mfr. No. DG250 AR250 112969 
Duct Adaptor, For Use With Mfr. No. DG400 AR400 112970 
Gas Pressure Regulator, For Use With Mfr. No. DG250, DG400 B42R 6DMN6 
i ee 
a rT] Px 
Construction/Tent Gas-Fired Heaters y (2 Premier’ 350 DF ~ | 
BtuH Min. Heating Amps Mfr. Item ; 
poet Cylinder Size Area Fuel Rate AC H W L Model No. . r 
80,000 100 Ib 2000 sq. ft. 3.7 Ib/hr 1.5 22" 13%" 2914" TSO80ASPN220097 16W283 = 120V * A 
170,000 100 Ib 4000 so. ft. 7.9 Ib/hr 5 32" 24%" 32" TS170ASPN220097 16W285 . ’ Y 
rpg. «S00 gal ~—«8000'sq. ft 16.2 lb/hr 9 41" 28" 48% TS350BSPN21163T 1ew2s8 Provide quiet | 
LP/NG operation with 
80,000 40 Ib 2000 sq. ft. 3.7 Ib/hr 1.5 22" 13%6' 291%" CSO80ASDN221631 407M21 fuel-efficient 


170,000 100 Ib 4000 sq. ft. 7.9 Ib/hr or 170 cufi/hr 5 32" 24%" 32" CST7OASDN220151 16W287 iat fired 
350,000 500 gal «8000 sq. ft. 16.2 Ib/hror350cufvhr 9 41° 28" 481" TS350BSDN221631 16W290 
Mfr. Item design. Feature 





Item W L For Use With Model No. a 20-ft. remote 

Ec LesSmles start thermo- 

Duct Kit — {2 ft. Mfr. No. Premier 80, Premier 80N, Premier 170, Premier 170N, Premier 170 DF 500-26346 16W307 

Duct Kit —~ 42 ft. Mfr. No. Premier 80, Premier 80N, Premier 170, Premier 170N, Premier 170 DF 500-26347 16w308__ Stat, totally enclosed flame, airflow safety devices, 
Duct Kit — 12 ft. Mfr. No. Premier 350, Premier 350N, Premier 350 DF 900-22835 16W311_ and enclosed electronics. 12-ft. extendable ducting 
End Diffuser 29" | — Mfr. No. 26346, 26347, 26348 500-26350 16W310 : : : 

End Diffuser 57° — Mfr. No. 22835. 24442 500-23189 16w313_-—-@Vailable for all models. Designed with dependable, 
Unit Diffuser 29" | — Mfr. No. Premier 170, Premier 170N, Premier 170 DF 500-26351 16W306 = électronic spark ignition. Easy to transport with lift 
Unit Diffuser 30" |©— Mfr. No. Premier 80, Premier 80N 5900-26349 16W305 handles and heavy-duty wheels. CSA Certified. 
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Portable Gas-Fired Heaters 





gf ayton) wae 


Portable Gas-Fired Forced-Air Heaters 


» 120V L.B. White®—Corrosion-resistant heaters feature 3-trial ignition system, 
Deliver reliable, directional heat. and the industry’s heaviest gauge combustion chamber and burner plate. 
Notes@as-tank notincluded: Have variable heat output while 170 and 400 models have thermostatic 
Dayton®°—Adjustable heat angle, fuel temperature control, and the 125 and 170 models have an adjustable 

gle, front leg. Ultra models are self-diagnostic. All models are CSA Certified. 
safety shutoff, and overheat Auto-Off. 


No. 3VE55 has piezo ignition and single 
heat setting. LP units include 15-ft. 
hose and regulator. 

Min. 


sO.D00gTy 





Sure Flame®—Dual fuel; runs on LP and natural gas. Includes air flow 
switch and Hi limit switch. Steel construction. CSA Certified for unat- 
tended operation. 

















CS rravesman 170 tiles BtuH Cylinder Heating Fuel Amps _ Built-In Mfr. ltem 
Output Size Area Rate AC Thermostat 4H Ww L Brand Model No. 
a LP 
‘ 30,000 to60,000 100lb 1350sq. ft. 1.4to 2.3 lb/hr 0.65 No 15%" 8%" 19%6' Dayton — 3VE54 
40,000 20 Ib 940 sq. ft. 1.9 lb/hr 0.68 No 15%" 8%" 19%6' Dayton — 3VE55 
ars) ball No. 70,000 to 125,000 100lb 3100 sq. ft. 3.5 Ib/hr 0.7 No 144%" 99%" 252" L.B.White  Tradesmani125 53CU96 
Py 46w280 70,000 to 125,000 100lb 3100sq. ft. 8.0 Ib/hr 0.7 Yes 16%" 11%" 25%" — Dayton — 3VE5/ 
- 120,000 to 150,000 100/!b 3500 s«q. ft. 7.0 |b/hr 0.7 No 16%" 11%" 25%" — Dayton — 3VE58 
‘ 125,000 to 170,000 1001!b 4000 s«. ft. 7.2 |b/hr 2.1 Yes 16° 10" 24" ~—L.B. White CP1/0DSPN21163T 16W277 
125,000 to 170,000 100/!b 4000 s«. ft. 7.2 lb/hr 2.1 Yes 16° 10" 24" —L.B. White CP170DUPN21163T 16W280 
290,000 to 400,000 (2) 100 lb 9000sq. ft. 18.5 lb/hr 10 Yes 19%" 12%" 34%" L.B. White CP400HSPN21163T 16W279 
200,000 to 400,000 (2) 100 lb 9000 sq. ft. 18.5 lb/hr 15 Yes 19%" 12%" 34%" L.B.White CP400HUPN21163T 16W282 
ar 300,000 500 lb /000sq.ft. 13.9lb/nr 0.65 Yes 18%" 12%" 33%" — Dayton — 3VE59 
150,000 None 3500sq.ft. 146 cuftlb/hr 0.7 Yes 16%" 11%" 25%6' Dayton — 3VE56 
125,000 t0 155,000 100/lb 3500sq.ft. 155cuft/hr 2.1 Yes 1G: 10" 24" ~—L.B. White CP170DSNN21163T 16W278 
ae to155,000 100lb 3500sq.ft. 155cuft/hr 2.1 Yes 16° 10" 24" —L.B. White CP170DUNN21163T 16W281 
LP/N 
400,000 OOK 17000sq.ft. 19lb/yhr = 12,—Ss*Yes:_—=s 24" 18" 46" Sure Flame S405 5PFW3 
Mfr. Item 
Description Brand Model No. 
Accessories 
Gas Pressure Regulator, For Use With S405 ltron B42R 6DIMN6 
¥4" High Pressure Gas Hose, 25 ft., For Use With S405 Heat Wagon (929 6DMR4 
¥4" High Pressure Gas Hose, 90 ft., For Use With S405 Heat Wagon 7550 6DMR5 
heat 
Portable Indirect Gas-Fired Heater wagon 


Provides clean, dry heat without the fumes and added moisture of direct-fired heaters. Can be used for 
temporary heating and restoration drying applications. Ductable heater is dual fuel (NG/LP) with thermostat 
control and wheels. Also includes flame safeguard control, overheat limit, and airflow switch. Meets ANSI 
Z83.7A-2000 and is CSA Certified. 








Lightweight heaters require no electricity for operation. Use in well- 
ventilated or outdoor areas. CSA Certified, except No. 16W294. 


Note: Gas tank not included. 

CONVECTION 

Heat open areas quickly. 

Dayton®—Flame safety system and piezo ignition. Include 10-ft. 


hose and regulator. Nos. 6BY71 and 6BY73 feature Low/Med./High 
settings. No. 6BY74 has adjustable heat setting from Low to High. 





BtuH Min. Heating Fuel Amps Heater Built-In Mfr. Item 
[Pe Cylinder Size Area Rate AC Voltage Thermostat H W_ L Brand Model No. 
400,000 500 gal-2000lb 10,000sq.ft. 19lb/nr 10 120VAC Yes 45" 24" 60" Heat Wagon VG400 5PFW5 

Mfr. Item 

Description Brand Model No. 

Accessories 

Gas Pressure Regulator, For Use With $405, VG175, VG400 Itron B42R 6DMN6 
Gas Pressure Regulator, For Use With Mir. No. VG500 Sensus 143-80 6DMN7 
Duct for Heater, 25 ft., For Use With Mfr. No. VG175 Heat Wagon WD825 6DMP8 
Duct for Heater, 25 ft., For Use With AR/12, VG500 Heat Wagon WD2025 6DMR3 
Duct for Heater, 25 ft., For Use With Mfr. No. AR110, AR212, AR312, VG400 Heat Wagon WD1225 6DMRO 
¥4" High Pressure Gas Hose, 25 ft., For Use With Mfr. No. VG175, VG400 Heat Wagon 1525 6DMR4 
Ya" High Pressure Gas Hose, 50 ft., For Use With Mfr. No. VG175, VG400 Heat Wagon 7990 6DMR5 
1" High Pressure Gas Hose, 25 ft., For Use With Mfr. No. VG500 Heat Wagon 1025 6DMR6 
1" High Pressure Gas Hose, 50 ft., For Use With Mfr. No. VG500 Heat Wagon 1050 6DMR/ 


Portable Gas-Fired Convection/Radiant Heaters af Dayton] 


L.B. White°— 

Corrosion resistant with adjustable output control; 
most units provide 360° heat output. Nos. 16W293 and 
16W292 feature piezo ignition and enclosed stainless 
steel burner. Nos. 16W295 and 16W294 have a cast- 
iron burner. 


RADIANT 


Warm objects, not air. Wraparound screen for added 
safety. Low-pressure burner system; includes regulator. 


Min. 
Gas BtuH Cylinder Heating Fuel Mfr. Item 
Type Output Size Area Rate H W L Brand Model No. 
Convection 
LP 15,000to 25,000 = 100 Ib» 600sa. ft. OUT IO ory 4 tHe" «= 111%" Dayton = 6BY71 
LP 50,000 to 80,000 100 Ib 2000 sq. ft. 3.7 lb/hr 187" 157" 1575" Dayton — 6BY73 
LP 50,000 to 200,000 (2) 100Ib 4700 sq. ft. 9.2 Ib/hr 26 72" 157" 1575" Dayton — 6BY74 
NG None 2200 sq.ft. 100 cu ft/hr 25" 15" 16%" LB. White CV100CZND12001B 16W293 
LP 200,000 100 Ib 4500 sq. ft. 9.3 lb/hr 24" 13" 18" L.B. White 900-3200 16W295 
LP 40,000 to 225,000 100 Ib 5000 sq.ft. 10.2 lb/hr 25" {5" 16%" LB. White CV225CZPD110094 16W292 
LF 250,000 100 Ib 5000 sq. ft. 11.6 lb/hr 24" 13" 18" L.B. White 900-341H 16W294 
adiant 
NG _50/70/ 100,000 — 2900sq. ft.  104cuft/hr 297%c' 166" 16%6" Dayton — TWVL8 
No. 1WVL8 NG 250,000 — 5900 sq.ft.  250cufthhr 44%" 14176" 1416" “Dayton — 6BY72 
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Find the wy. Find Solutions. Find Great Prices. Vented Gas Furnaces & Heaters 
Monterey Top-Vent Gas Gravity Wall Furnaces =NILLIAMS == 
= Piezo ignitor for easy lighting NG LP 55==== 

: ini : BtuH* BtuH* Wall Mfr. Item Mfr. Item SSSS== 
7 Wall thermostat included (no electricity required) Input Output Type 4 WOOD Model No. Model No. =e 
= Optional automatic blower accessory Heaters =a 
ad ki 25000 17,870 Single 65%" 16" 6° | 2509622A 36FK04 | 2509621A 36FKO7 =S55=5 
and venting kit, sold separately | 35,000 23,700 Single 65%" 16" 6” | 3509622A 36FKO5 | 3509621A 36FKO8 = 
High efficiency furnaces are ideal for apartments, cabins, 50,000 36,900 Double 6534" 16° 6° | 5009622A 36FK06 | 5009621A 36FKO9 = 
: i i Accessories ==Ss== 
large single rooms, and residences. Features include Automatic Blower, Top-Mount, 115V, 100 cfm, For Use with Mfr. Santas S— 
stainless steel burners and ceramic coated combustion No. 2509622, 2509621A, 3509622A, 3509621A, 5009622A, 5009621A aot amewen a 
1" ; " val Vent Starter Kit, For Use with All Forsaire Models == 
chambers, ” NPT gas connection, and 4 oval and round Freestanding (Flush-Mounted) Wall Installation Kit, For Installation on Masonry Walls, FOF 4994 36FK64 Se 
B-vent. White enamel, powder-coated exterior cabinet. 10-yr. Use with Mfr. No. 2509622A, 2509621A, 3509622A, 3509621A, 5009622A, 5009621A == 
Rear Register Kit, For Use with Mfr. No. 2509622A, 2509621A, —— 
manufacturer's warranty on combustion chamber. Furnaces 3509625A, 3509621, 5009622A, 5009621A 6901 36FK65 eS 
are CSA Certified. * Ratings shown are for elevations to 2000 ft. For elevations above 2000 ft., ratings should be — 
reduced by 4% for each additional 1000 ft. above sea level. No. 36FK04 
Forsaire Top-Vent and Direct-Vent Gas Counterflow Furnaces ZANNILLIAMS 
. o : 7 : = , Comfort Products 
= Pjezo ignitor or intermittent Top-Vent—Furnace can be installed on an inside Direct-Vent—Unit can be 
spark ignition systems or outside wall and vented through the roof. installed on an outside wall. 
= Wall thermostat included 
2 ee : Floor to NG LP 
Easy-to install furnaces include BtuH*  BtuH* Ignition Air Center No. of Mfr. Item Mfr. Item 
a counterflow blower that pulls Input Output Type Flow _ of ven Speeds H W_ OD _| Model No. Model No. 
Top-Vent (Vented Through the Roof, Venting Not Included 
in cool room air, warms the air, “s5'599 28.000 Intermittent Spark 240 cfm 7214" 1 72%" 14%" 10%" | 3508232 36FK10 | 3508231  36FK14 
then quickly delivers warmth 35,000 28,000 Matchless Piezo 240cfm 72%" : _ ee ne mee Al San AE 
it? 50,000 40,000 Matchless Piezo 350 cfm 81" 8 4" | 5 5 1 
where It's needed. All models Direct-Vent (Vented Through Outside Wall, Venting Up to a 9" Wall Included) 
feature stainless steel burners, 40,000 32,000 Intermittent Spark 325 cfm 59" 177% ei ks es ee UTE ane 
Vp"! i 40,000 32,000 Matchless Piezo 325 cfm 59" 1 11% gi 4" a! 11 
fz NPT gas connection, and 55,000 42,500 Intermittent Spark 440 cfm 68%" 2 87" 14%" 1134" | 5507332 36FK20 — — 
a 4-ft. service cord. Venting B0,000 47,000 Matchless Piezo 440cfm_ 68%" 2 87" 14%" 1134" | 6007732 36FK21 | 6007731  36FK25 = 
j j ccessories 
not included. White enamel, Vent Tube, 12" Wall Thickness 9806 36FK67 = 
powder-coated exterior cabinet. Oval Vent Starter Kit, For Use with All Forsaire Models 999 S6FKG9 
- J ide Outlet Register, 10° Boot ri 7 : 
10-yr. manufacturer's warranty = —Vert Enclosure, 12°C 9812 36FK75 | 
on combustion chamber. Vent Enclosure, 24"L 9824 36FK76 === 








Direct Vent (Through-the-Wall) WILLIAMS —— 
Gas Gravity Heaters raat 


* Ratings shown are for elevations to 2000 ft. For elevations above 2000 ft., ratings should be reduced by 4% for each additional 1000 ft. No. 36FK10 
= Pjezo ignitor 


above sea level. 
Vent directly through outside wall. Sealed-combustion design draws in combustion air from 


outside and exhausts it outside through a single wall opening. Ideal for applications with —— —_ 
direct access outside for venting including cabins, garages, living rooms, patios, porches, and 
sleeping areas. Features include 9”-dia. vent, “s" NPT gas connection, and vent material for 


walls up to 9" thick. White enamel, powder-coated exterior cabinet. Optional blower acces- ee, , Y —== 
sories provide fast heat circulation. 10-yr. manufacturer’s warranty on combustion chambers. rer atric oe ) Bee No. 36FK27 
Heaters are CSA Certified. = 
Accessories 
NG LP Blower Accessory, 135 cfm, For Use With Mfr. No. 2209822, 2203821, 3003622, 3003621 2302 36FK79 
BtuH* BtuH* Mfr. Item Mfr. Item Blower Accessory, 125 cfm, For Use With Mfr. No. 1409822, 1403821 2303 36FK78 
Input Output. H W D_ | Model __No. Model __No. Vent Extension, 15'L, For Use With Mfr. No. 2209822, 2203821, 3003822, 3003821 9301 36FK81 
Heaters Vent Extension, 15'L, For Use With Mfr. No. 1409822, 1403821 9304 36FK83 
14,000 10200 26%" 18" 7% |1403822 36FK26 |1403821 36FK29 Vent Extension, 24'L, For Use With Mfr. No. 2209822, 2203821 9302 36FK80 
22,000 16,462 28° 32% 10%" |2203822 36FK27 | 2203821 36FK30 Vent Extension, 24'L, For Use With Mfr. No. 1409822, 1403821, 3003822, 3003821 9303 36FK82 


30,000 21,000 28 32%" 10%" | 3003822 36FK28 | 3003821 36FK31 Vent Cap Guard, For Use With Mfr. No. 1409822, 1403821, 2209822, 2203821, 3003822, 3003821 9308 36FK68 
* Ratings shown are for elevations to 2000 ft. For elevation above 2000 ft. ratings should be reduced by 4% for each additional 1000 ft. above sea level. 


Enclosed and Radiant-Front ZNILUAMS 
Vented Gas Console Heaters Soest 


= Piezo ignition «= Included thermostat 

Combine the comfort and efficiency of radiant and circulated heat. No electricity required. 10-yr. manufac- 
turer's warranty on combustion chambers. Perfect replacement for coal, oil, and wood heaters, and ideal for 
most locations where continuous power is an issue including cabins, sheds, and temporary housing. Can be 
used as a heat source in large and small areas and patios. 2" NPT gas connection. Black powder-coated 
exterior cabinet. Firelog Front models provide a fireplace-like glow. 35,000 to 65,000 BtuH models use 
optional Blower No. 36FK85. All heaters are CSA Certified. 





NG LP 
BtuH* Mfr. Item Mfr. Item 
Input Vent H W_ OD Model No. Model No. Accessories 
Convection, Enclosed Front Console Blower, For Use With Mir. 
20,000 3° 21%" 23" 11" | 2001622A 36FK36 | 2001621A 36FK40 No. 3501521A, 3501522A, 3502521A, 
35,000 4" 28%" 25" 15%" | 3501522A 36FK37 | 3501521A 36FK41 3502522A, 5001521A, 5001522A, 2102 36FK85 
50,000 4" 32%" 30° 16" | 5001522A 36FK38 §5001521A 36FK42 5002521A, 5002522A, 6501521A, No. 36FK44 
65,000 5° 32%" 34" 19%" | 6501522A 36FK39 | 6501521A 36FK43 6501522A, 6502521A, 6502522A 
Radiant, Firelog Front Console (Firelogs Included) Floor Pad, For Use With Mir. WARNING: Vented console heaters are designed to be vented 
428% 25° 157% | 3002022A S6EKA4 = No. SO01S21A, 5001522A, 4163 36FK86 _in accordance with National Gas Fuel Code ANSI-Z223.1. 


39, = 
50,000 4" 32%" 30" 16" | 5002522A 36FK45 = — 9002521A, 5002522A, 6501521A, 
69,000 5° 32%" 34' 19%" | 6502522A 36FK46 = — 6501522A, 6502521A, 6502522A 


* Ratings shown are for elevations to 2000 ft. For elevations above 2000 ft., ratings should be reduced by 4% for each additional 1000 ft. above sea level. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 3085 





Scan. Order. Done. |= 
Details on page A1. 


HVAC & REFRIGERATION 
Gas-Fired Heaters 


Gas-Fired * po 
Unit Heaters 

= 120V 

= Field convertible combustion type 
= Direct spark ignition 

= 83% thermal efficiency 

= Tubular heat exchanger 

= Power vented 


All heaters are ETL and C-ETL Listed. 
Propeller-Type—Low static pres- 





sure propeller heaters are designed to 
be suspended within the space to be 


heated. These heaters are not to be 





connected to ductwork. No. 
, 55FG84 
Blower-Type—tigh static pressure 
centrifugal blower units are designed 
for heavy duty applications such as Pattern Item 

: : : Angle For Use With No. 
continuous operation or where a single namlss 
unit heater must do the entire heating 30. Sizes 100-f 20 32268 
ew. . fe izes 1/9- 

Job in a large area. May be used with 30° Sizes 300-400 32V270 
standard adjustable louvers, with short 60. Sizes 100-1 20 a 
: izes 1/9- 
duct runs, or discharge nozzles for spot 80° Sizes 300-400 32273 
heating. Good for applications where 00. Sizes 100-1 20 32274 
F izes 1/9- 
low sound levels are required. 90° Sizes 300-400 32V276 
Full NG LP 

are at na , Gas nue nia ' i : a em 

nput* ow mps Connec. Dia. Mounting 0. 0. 

Propeller-Type H _ Item 
150,000 2400 cim 6.9 4" Sin 18%n 33W° D5ve age" [serces serc77 | Unit Heater aay eesetintion au 
175,000 2850cfm 80 % 5in 30%in 33%’ 37% 43%' | 55FG69 |55FG78 Repl fan Sde 71 ]34R06990-1 06 AVES 
200,000 3200cim 80 4 5in 30%in 33% 37° 4314" | 55FG70  S55FG79 epiacemen Fa Tie Delay Switch Ree ET 
250,000 3450cfm 8.0 Yq" 5in 30%in 333%" 37%" 43%" | 55FG71 55FG80 High Limit Switch 17J11R00306-001 1VLC3 
300,000 5000cfm 116 %' 6in 48% in 34" 55%" 4434" | 55FG72 55FG81 Parts High Limit Switch 11J11R00306-002 1VLD7 
350,000 5600cfm 138 % 6in 48%in 34" 55%" 443." | 55FG73 | 55FG82 F tro0I LP Valve 11J28R04979-002 1VLB8 
400,000 5800cfm 138 % Gin 48%in 34° 55%" 44%" | 55FG74  55FG83 or exact replace- Main Burner Set 11502R01654-812 1VLE6 
Blower-Type ment information, call Notor ey ild a nA STE Res 
100,000 1181cfm 7.3 % 5in 18%in 33%’ 25%" 4934" | 55FG84 |55FG93 _9nn- otor, Open Dripproof, “10 

125,000 1476 si a4 3 in 18 %in 330" D514" 49%" | S5FG85 /SBFG9A 1 GOD GENER ale Motor, Open Dripproof, 4 HP 11J31R04093-002 1WLD4 

i ; ; 7 ® Motor, Totally Enclosed, 40 HP = =11J31R03086  1VLC6 
150,000 t771cfm 9.4  ¥% 5in 18%in 33%" 25%" 49%" |55FG86 55FG95 | 4643). On Grainger.com®, otor, Totally , 

Sa , Motor, Totally Enclosed, %HP _11J31R01694 —1VLC9 
175,000 2067 cfm 14.2  %' Sin 30%in 33%' 37%" 56%' | 55FG87 | 55FG96 search by Grainger Item NG/LP Ignitor 11J28R02722 1VLD8 
200,000 2362cfm 14.2 Y" 5in 30%in 3334" 37%" 56%" | 55FG88 55FG97 Number for a complete list NG Pilot Burner 11J38R03421-001 1VLD5 
250,000 2953cfm 156 %' Sin 30% in 33%" 37%" 56%' | 55FG89 (55FG98 sisi NG Pilot Burner 11J38R04578-001 1VLD9 

of heater compatibilit 

300,000 3501icfm 156 % 6in 48%in 34" 55%" 53%" | 55FG90 | 55FG99 p y. NG Valve 11J28R04980-003 1VLB7 

350,000 4134cfm 208 % 6in 48%in 34" 55%" 56%" | 55FG91  (55FHO1 NG Valve 11J28R02098-002 1VLB9 

400,000 4724cfm 208 % 6in 48%in 34" 55%" 5614" | 55FG92 (55FHO2 Nontubular Heat Exchanger T1602R05924-105 WWLES 
* BtuH output: 83% input. ontubular heat Exchanger 

Nontubular Heat Exchanger 11602R05922-108 1VLE5 

Power Venter Assembly 11J35R04700  1VLD2 

Power Venter Assembly 11J35R04581_ ——- 1VLD3 


‘aa 
No. 2RYU7 


Gas-Fired 

Low-Profile 

Unit Heaters all No. 

= 120V Multitapped mounting rails allow multiple aeares 

= NG (LP conversion kit included) 0.C. distances. ETL Listed in accordance 

= Direct spark ignition system — with both Categories | and III venting require- YX / 

= Field-convertible for separated ments. Approved for installation in residential NE, US e J 


combustion application 
with approved vent kit 

= Power venting allows 
horizontal venting 
through side walls 

= Tubular heat exchanger 
and single burner design 


HEATERS NOZZLES 
Full (NG/LP)| 30° | 60° | 90° = Power vented 
ees Gee Jeep eren ee aie We age | hem | Heaters provide up to 99% maximum efficiency at full turndown with 95+% 
30,000 370cfm 3.2 % 4in 12% 30° 25%" | 2RYU7 | 5ZJU3  5ZJU9  5ZJV5 | Certified efficiency at high fire. This increased efficiency reduces emissions 
45,000 550cfm 3.2 %' 4in 12%' 30" 25%' | 2RYU8 | 5ZJU3 | 52ZJU9 | 52ZJV5 -adi 
60,000 740 cm hn ABA B0"D6%e" | RVUD | BZIUA | BZIVOBLIVG at: on — Units auto-adjust the air/fuel mixture for altitude. ETL and 
75,000 920cfm 4.1 Yo" Ain 15%" 30° 26%6' 2RYV1 | SZJU4 | SZUVO | 5ZJV6 . isted. 
90,000 1100cim 6.4 Yo" Ain 22%" 30" 26%' | 2RYV2 | SZJUS | SZIV1 | OZJV/ BtuH Air FullLoad Gas Flue 0.C. Item 
105,000 1300 cfm 6.4 Y," 4in 22%" 30° 26%' | 2RYV3 5ZJU5 | 5SZUVI 5ZJV7 Input Flow Amps Connec. Dia. Mounting H W D No. 
120,000 1475 cfm 6.4 Yo" Ain 22%" 30" 26%' | 2RYV4 | SZJUS | SZIV1 | OZJV/ 50,000  790cfm 10.8 Yo" «Din 98 in 13%" 421%6" 3254" 55GY93 
wem i) . . u" u u 

«ati , 100,000 1616cfm 10.3 Yo 2in 27 '%6in 18%" 42'%6' 38" 55GY94 
Vet For Use With No. | 150,000 2661 cfm 176% 2in  3Bin 18%" 541%6" 41" _55GY95 
Horiz.Vert. Concentric_Low-Profile Gas Fired Propeller-Type Unit Heaters Sizes 030 to 075 5ZJU1 200,000 3232 cfm _17.6 Ye 8in _38in_ 184" baie! 42" SSGY96 
Horiz./Vert. Concentric Low-Profile Gas Fired Propeller-Type Unit Heaters Sizes 090 to 120 5ZJU2 300,000 4848 cfm 31.2 4" A in — 41 Min 27%" 54% e" 42" S5GY97 

400,000 6464cfm 31.2 3/4 4in 41%in 34%" 54%. 42" 55GY98 


* BtuH output: 82% input. + Depth shown includes power venter motor on propeller-type models. 









garage, commercial, and industrial applica- 
tions. 24V thermostat required (not included); 
see page 3023. 


Note: For altitudes above 2000 ft., consult owner's 
manual prior to installation for proper adjustments. 


Use single- or double-wall vent pipe when venting 
vertically, or single-wall pipe when venting horizontally. 
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Gas-Fired High-E 


= 115VAC 


= NG (LP conversion kit included) 
= Field convertible combustion type 


= Direct spark ignition 
= Tubular heat exchanger 








fficiency Unit Heaters 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the why. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 
Gas-Fired Heaters 
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Vent-Free Gas Heaters 


= Pjezo ignitor for matchless pilot ignition 


Require no electricity or outside venting, and are ideal for providing supple- 


mental heating in smaller areas such as a basement or garage. Heaters have 
a cool-touch stainless steel cabinet and a stainless steel front grille. For safety, 





No. 
12H993 


all units feature an oxygen depletion sensor that shuts off the heater when the Dayton] 
device detects a reduction of oxygen in the room. CSA Certified. 
BtuH Heating Built-In Item . 
Description Output Area Thermostat 4H W L No. TNH 
10,000  300sqft Yes  24%in 15%in 6%in 12H992 
Blue Flame, LP/NG ~35°900 1,100 sqft Yes -25in 2754in 7 %in 12H993 


Gas-Fired High-Intensity Infrared Space Heaters 


= Provide efficient, reliable infrared heat 
= Electronic ignition; 100% automatic gas shutoff 
= Noncorrosive aluminum and 
stainless steel construction 
= Preassembled and ready to install 


Compact modular heaters are great for spot heating 
and provide proven fuel savings over unit heaters. 
High-intensity ceramic burners generate concen- 
trated infrared energy, which is directed to floor 
level to warm people, objects, and the surrounding 
air. Feature highly polished aluminum reflector, 
water-resistant circuitry, and mounting chain. 


GAS TYPE - CONTROL VOLTAGE 
NG NG LP LP 
Clearance to Combustibles| 120 V AC | 24 V AC | 120 V AC 24 V AC 
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Installation information: Y2" NPT gas inlet. Natural 
or mechanical ventilation required. Heaters are CSA 
Certified for U.S. and Canada. 

Note: Not for residential use. Must mount 20° to 35° from 


horizontal, preferably facing inward around the perimeter of the 
heated area. 





BtuH Radiant Typical Sq. Ft. Below/ Item Item Item Item 
lant H W D _ Surface Coverage @ Mtg. Ht. Top Front Side Behind| No. No. No. No. 
eaters 
30,000 22%" 12%" 14%" 85sq.in. 145-200 @ 12-14 ft. | 28" 72" 30° 18" =| 3E132 |5VD61 | 3E460 5VD62 
60,000 22%" 19%" 15%" 170sq.in. 325-400 @ 14-16 ft. | 40" 72" 32" 18 | 3E133 SVD63 | 3E461 5VD64 
90,000 22%" 26%" 15%" 255 sq. in. 575-785 @ 16-18 ft. | 42" 98" 48" 30° | 3E134 (5VD65 | 3E462 5VD66 
Item 
Description For Use With No. 

Replacement Parts 

3-Prong Electrode 3E132 to 3E134 (C, D, E), 3E460 to 3E462 (B, C), 5VD61 to 5VD66 1FEK9 
Circuit Board, 120V 3E132 to 3E134 (C, D, E), 3E460 to 3E462 (B, C), Note: Requires 1FEK4 1FEK3 
Circuit Board, 24V oVD61 to 5VD66, Note: Requires 1FEK8 1FEK6 
Saran sO ha ite Weble tele oa = 
High Voltage Wire 5VD62A, 5VD63A, 5VD64A, 5VD65A, 5VD66A 24KR77 
Natural Gas Valve, 120V 3E132 to 3E134 (C, D, E) 1FEK1 
Natural Gas Valve, 24V 9VD61, 5VD63, 5VD65 (All Models) 1FEK5 
Propane Gas Valve, 120V 3E460 to 3E462 (B, C) 1FEK2 No. 3E134 
Propane Gas Valve, 24V oVD62, 5VD64, 5VD66 (All Models) 1FEK7 
Wiring Harness, 120V 3E132 to 3E134 (C, D, E), 3E460 to 3E462 (B, C), (Mates to 1FEK3) 1FEK4 
Wiring Harness, 24V oVD61 to SVD66 (Mates to 1FEK6) 1FEK8 
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. Dayton 
Gas-Fired edness 
Infrared Tube Heaters 


= Quiet, clean infrared tube heating is 
more energy efficient than unit heaters 


No. 
7D839 






. Min. Clearance to Combustibles (in.) NG LP 
= Designed for hard-to- aa yi patent Mounting Top een Biase Top Front Behind) Item | Item 
j nput ipe eight i E ° 45° 45° 45° | No. | No. 
heat environments Heaters, 4" 0.D. Radiant Tubing, 120V, 60 Hz, 1.1A Running, 4.8A Starting 
= Aluminized steel and 50,000 By 18/8 20 ft iof. | 6 47 9 10 39 8 |7D837|\7D838 
luminum construction 19, 2: 8 t 13 Tt. 6 60 v1 _ 32 8 | 7D839|7D840 
NL eae ac a 100,000 8%" 1814" 30% 15ft| 666.1410 30 8 /7D841|7D842 
= Easy-to-install slip-fit design 190,000 84" 18%" 40ft. is ft. | 6 661410398 7843/7844 
o a Q" B it 5 ft. 6 76 20 10 58 8  |7D845|7D846 
Highly polished reflector adjusts from 0 150.000 8%" 18%" 40ff. 1eft. | 6 81 24 10 58 8 |7D847 7D848 
to 45° to direct energy to floor level, and 750,000 ae (8A 60 ft 16 ft 6 a1 2 19 58 8 _|7D849| 7D851 
; ; ; 530, ci 6 0 ft. oO it, 3 8  |/7AR80)7AR79 
provide optimal heat coverage. Units are 75009 -Bi" tem SOT 17 | 692341063 BARBS ZARB 
equipped to accept outside combustion 175,000 8% 18/4 60ft. iI7ft. | 6 92 34 10 63 8 TARGA 7AR82 
: ; eH i ; 2 18% dO Tt. 18 ft. 66 69 I 10° 63 8 | 7AR87|7AR85 
air from sidewall in dirty or contaminated = — qq 'qq0-ay" 4814" 6018 i 69410638 TAR BB 7ARGG 
environments using inlet cap No. 3F837 Item 
(sold separately). Use in factories, ware- nccasserles Description No. 
houses, loading docks, aircraft hangars, 10 ‘ube and Reflector Extension (10-ft. Tube, Reflector, Tube Clamp, and {Wire Hanger, Max. 1 per Heater 3VH27 
i j i ° U-Bend Fitting, Configures Heater into a U-Shape, 16 ga., 4° 0.D., Max. 1 per Heater 3F835 
auto Service garages, Ice rinks, workshops, 4" Sidewall Venting Kit, (Includes 4" Sidewall Vent Cap, 4" Wall Thimble, 18" B-Vent, and B to C Adapter); Single Venting 20448 
patios, etc. Approved for vented (sidewall aft Tube and Reflector ens ion Includes 6 ft Tube, Reflector Tube Clamp, and T Wire Hanger), May t per heater aE 
. j " Sidewall Venting Kit, (Includes 6° Sidewall Vent Cap, 6" Wall Thimble, 18" B-Vent, and B to C Adapter); Common Venting 2F211 
Of roof) and unvented use. Two units : 90° Elbow Pipe Fitting, Converts Heater into L-Shape, 16 ga., 4" 0.D., Max. 2 per Heater 31Z/1 
may be commonly sidewall vented using Angle Mounting Bracket for Presetting Reflector Angles at iE 30° or 45° (1 per hanger required) oH SVD54 
ual Exhaust Assembly, Y-Shaped Fitting, 4 x 4 x 6' 0.D.,16 ga., Aluminized Steel, for Common Venting 2 Heaters 7 
No 2F211 (sold separately) and controlled Outside Combustion Air Inlet Cap, 4" 0.D. with Bird Screen, Mounts to Building Sidewall 3F837 
by a single thermostat (see page 3024). Reflector u Highly Polished Aluminum, Covers No. 3635 U:Bend ting for Continuous Reflector Run 5VD84 
j j j j 2 eflector Elbow, Highly Polished Aluminum, Covers No. 31Z/1 L-Bend Fitting for Continuous Reflector Run oVD83 
Units Call be installed in L or U configura Single Mount Bracket, Attaches to Parallel Tubes in U-Configuration, Reduces Suspension Points and Assures Uniform Spacing 5VD85 
tions using No. 31Z71 or No. 3F835 (sold Unvented Outlet Cap, 4" 0.D. with Flapper, Ensures Proper Safety Switch Operation for Unvented Installation 3F839 
separately). All models include mounting _ Item 
chains, stainless steel flexible gas connec- -Restagemant Parts For Use With No. 
tor, and gas shutoff. Heaters are CSA Bucher eo Fa aii to 5VD80, 7D837 to 7D851 (All Models) 1FYA9 
re ircuit Board, oVD6/7 to 5VD80, 7D837 to 7D851 (Note: Requires 1FYA8) 1FYA7 
Certified for U.S. and Canada. Hot Surface Igniter 5VD67 to 5VD80, 7837 to 7851 (All Models) {FYAG 
Note: Heaters are not for residential use. Wiring Harness, 120V 5VD6/ to 5VD80, 1D837 to (G01; (Mates to 1FYA7) 1FYA8 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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HVAC & REFRIGERATION 
Gas & Hydronic Heaters 


Scan. Order. Done. (= 
Details on page A1. - 









No. 36FK50 /, 


=NNILLIAMS 


Comfort Products See 


In-Floor Vented 
Gas Heaters 


= Piezo ignition  _— 

= Wall thermostat included ~ ay 

No electricity required. Heaters can provide large room or even whole home 
comfort, and are ideal for original or replacement heating. Can be used for 
primary residences, but are suitable for most locations where continuous power 
is an issue including cabins, sheds, and temporary housing. Equipped with 

an automatic grille temperature control. 10-yr. manufacturer’s warranty on 
combustion chambers. CSA Certified. 


NG LP 
BtuH* Grille Floor Mfr. Item Mfr. Item 
Input___ Size Opening Vent H WO Model No. Model No. 
45,000 “SX SX 4" 2814" 32" 24" |4505622A 36FK50 4505621 36FK52 
60,000 “sn etx 4" gy" 42" 24° |6005622A 36FK51 6005621 36FK53 


* Ratings shown are for elevations to 2000 ft. For elevations above 2000 ft., 
rating should be reduced by 4% for each 1000 ft. above sea level. 





Water/Steam, 
Header-Type Coil 





Max 
Output @ 200°F figerating 





Output @ 2 psi Motor Inlet/Outlet 
Steam Water (psi) Air Flow HP Amps NPT 
Water/Steam, Header-Type Coil Construction 
18,000 Bt uH 13,050 BtuH 150 395 cim 16W 0.8 1% in 
24,000 BtuH 17,400 BtuH 150 450 cfm 16W 0.8 1% in 
36,000 BtuH 26.100 BtuH 150 550 cfm 2oW 1:2 1% In 
48,000 BtuH 34,800 BtuH 150 750 cfm Yoo 1.4 1% in 
60,000 BtuH 43,600 BtuH 150 900 cfm Yoo 1.4 1% In 
72,000 BtuH 52,300 BtuH 150 1100 ctm Yoo 1.4 1% In 
84,000 BtuH 61,000 BtuH 150 1400 ctm Vio 2.2 1% In 
96,000 BtuH 69,/00 BtuH 150 1400 cfm Vio 2.2 1% in 
108,000 BtuH 78,400 BtuH 150 1800 cfm Vio 2.2 1% in 
120,000 BtuH 87,100 BtuH 150 1900 cfm Vs 45 1% in 
132,000 BtuH 95,800 BtuH 150 2000 cfm Vs 45 1% In 
144,000 BtuH 104,000 BtuH 150 2200 cfm Vs 45 1% In 
156,000 BtuH 113,000 BtuH 150 2600 cfm Vs 45 1% In 
180,000 BtuH 118,000 BtuH 150 2200 cfm Vs 45 1% in 
204,000 BtuH 148,000 BtuH 150 2900 cfm Vs AD 1% In 
240,000 BtuH 174,000 BtuH 150 3500 cfm Vs 45 2 in 
280,000 BtuH 209,100 BtuH 150 4200 cfm Yy 5.4 2 in 
300,000 BtuH 230,000 BtuH 150 5000 cfm Y 5.4 2 in 
360,000 BtuH 261,300 BtuH 150 5500 cfm Yy 5.4 2 in 
Water-Only, Serpentine-Type Coil Construction 

— 18,400 BtuH 150 500 cfm 16W 0.8 ¥ In 

— 24,800 BtuH 150 580 cfm 20W 12 ¥e in 

— 35,900 BtuH 150 850 cfm Yoo 1.4 ¥% in 

_ 8030 Btuh 150 245 cim 16W 0.8 ¥e In 
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Water-Only, Serpentine Coil 


Find even MORE on Grainger.com® 
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omfort Products 


High-Efficiency Direct-Vent Gas Heaters 


Can warm rooms up to 2000 sq. ft. Heaters can be mounted on outside walls 
up to 19" thick. Feature a sealed combustion chamber, programmable timers, 
and summertime ventilation. The innovative wall mount design uses no floor 
space. CSA Certified. 


=NWILLIAMS 


NG LP 
BtuH* Mfr. Item Mfr. Item 
Input H W D Model No. Model No. 
17,000 28%" 2194" BY 1773512 —_ 36FK32 1773511 36FK34 


* Ratings shown are for elevations to 2000 ft. For elevations above 2000 ft., ratings should be 
reduced by 4% for each additional 1000 ft. above sea level. 
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Suspended Horizontal 


Hydronic Unit Heaters 


= 115V 

= Max. operating pressure: 150 psi 

Each manufactured coil is submersion tested at 200 psi to assure 
coil is leak-free. Air flow is directed by manually adjustable louver 
blades. ETL Listed. Motors smaller than 1% HP are totally enclosed; 
Y3- to Y2-HP are open frame. Suitable for use in heating warehouses, 
manufacturing facilities, garages, and other large, open, nonexplo- 
Sive, noncorrosive areas. 


Note: Units having non-OSHA-type fan guards must be mounted at least 8 ft. above 
the floor. 


WATER/STEAM 
Header coil construction elements and heavy-wall tubing. Element 





Vertical tubes are brazed into the extruded header junctions. Pipe connec- 
OUvOR ISIE tion saddles are made of cast bronze and are brazed to the copper 
headers. 
WATER-ONLY 


Serpentine coil construction. Tubing is ¥" copper. Requires 12" |.D. 
fitting for connection. 


OSHA NON-OSHA |OPTIONAL VERTICAL 
FAN GUARD | FAN GUARD LOUVER KIT 
Mounting Item Item Item 
W D Height No. No. No. 
To. 149%" 9%" 8 ft. 5PV31 _ 5ZKCO 
13° 14%" 9%" 8 ft. 3DUF/ = 5ZKC1 
18° 149%" 9%" 9 ft. 5PV43 _ 5ZKC2 
20/2 17%" 11/6" 9 ft. oPV46 — 5ZKC3 
202" 17%" 10'%6” 10 ft. 5PV48 oPV4/ 5ZKC4 
21%4° 18%" 116" 10 ft. oPV50 oPV49 5ZKC5 
24 VA" 20%" 116" 10 ft. 5PV51 5YH20 5ZKC6 
24" 19%" 13'S" qt. oPV53 oPV52 5ZKC7 
24" 19%" 1316" 11 ft. 5PV16 5PV15 5ZKC8 
20 V4" 20%" is 12 ft. oPV20 oYH19 5ZKC9 
21/4" 23% 14” TS TL: 5PV24 5PV23 5ZKDO 
214 2398 14” iKaie oPV28 oPV2/ 5ZKD1 
2194" 2398. 1394" 13 ft. 5PV30 5PV29 5ZKD2 
29° 24%" 13%" 13a, oPV33 oPV32 9ZKD3 
29° 24%" 1394" 13:1; 5PV35 5PV34 5ZKD4 
30%" 21% 14° 14 ft. 1EBC1 4NHG4 5ZKD5 
30%" 21% 1794" 14 ft. 1EBC2 4NHG5 5ZKD6 
3/94 3398 18%" Tot. 1EBC3 4NHG6 5ZKD7/ 
3/94 3398" 18%" hie 1EBC4 5PV45 5ZKD8 
16° 13° gy" 8 ft. 5PV19 —_— 5ZKD9 
16° 18° VA 9 ft. oPV22 —_ oZKEO 
18%" 201" 10'™%e' 9 it. 5PV26 _ 5ZKE1 
16° 18° gy" 6 ft. oYH18 _ oZKE2 


1-800-GRAINGER (472-4643) 


HVAC & REFRIGERATION 
Hydronic Heaters & Boilers 
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Find the wy. Find Solutions. Find Great Prices. 





Suspended Vertical Hydronic Unit Heaters 


= Max. operating pressure: 75 psi Accessories—OSHA-type 
Each manufactured coil is submersion tested at 375 fan guards are for applica- 
psi to assure coil is leak-free. Air ports are stamped _ tions under 8 ft. in mounting 
into the top plate for easy conversion of low-output height. Discharge diffusers 
units. For use in spot heating, assembly lines, ware- help direct the discharge to 
houses, manufacturing facilities, garages, high bays, the floor. OSHA guard and 
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and any large open areas. Fan guard sold separately, diffuser cannot be mounted 
this page. Single-phase motors are 115V; 3-phase 
motors are 230/460V. All are ETL Listed. 





on the same unit. 









Output Output Inlet/ Vertical OSHA Fan Guard 
@2psi @200°F Motor Outlet Mounting) Item = 
Steam Water AirFlow HP Amps Phase NPT H  W OD _ Height | No. Hydronic 
Hydronic Unit Heaters Heater 
41,300 BtuH 22700 595cfm 1/40 1.2 1 1%in 10% 18% 18%" 11ft. | 5PV63 
65,500 BtuH 39,600 989cfm 1/20 2.1 1 thin 11% 21% 21%" 12ft. | 5SPV66 
80,600 BtuH 48,400 1200cfm 1/20 2.1 1 in 11% 21%" 21% 5 ft. | 5PV68 OSHA FAN |DISCHARGE 
101,800 BtuH 68,300 1490cfm “% 12 1 tin 12%" 25%" 257%" 14 ft. | SPV54 GUARD | DIFFUSER 
124,400 BtuH 83,700 1790cfm 1/6 23 1 1%in 12%" 25%" 25% 6ft. | SPVW55 Item Item 
152,000 BtuH 105.200 2220cim 1/6 23 1  2in 13% 29%" 29%" 16 ft. | 5SPV56 Pay Use With No. No. 
173,000 BtuH 118,600 2620cfm 1/6 23 71 £2in 14% 291%" 20%" {8ft. | 5PV57 at ERY EpyTE 
910,200 BtuH 139,700 3200cfm % 36 71 #£22in 16° 29%" 20%" O9ff. | 5PV58 >DVGE-SPVGS | EPTA SPVEO 
949,800 BtuH 180,100 4180cfm % 3.6 71 #£42in 15% 37% 37%" 20ft. | 5PV59 BPV54-5PV55 > SPV69 SPV 75 
983,800 BtuH 205,400 4430cfm % 54 #241 #£22in 15%" 37% 37%" 21 ft. | 5SPV60 5PV56. BPV57 
333,400 BtuH 242,900 5210cfm % 32 3 2in 16% 37%" 37% 24 ft. | SPVG61 5PV58 . ‘| SPV70 | SPV76 
386,000 BtuH 280,800 6140cfm “% 3.2 3  £2in 17% 37% 37%" 28 ft. | 5PV62 5PV59. 5PVG0 
496,000 BtuH 368,100 8020cfm 1% 5.00 3 2%in1/% 42° 42° 20ft. |5PV64  spy615pve2 | SPW71 | = SPVI7 | 
585,000 BtuH 431,100 9450cfm 1% 5.00 3 2%in 20% 42° 42° 34 ft. | 5PV65 5PV64, 5PV65,| epy7g 5PV79 Discharge — 
705,000 BtuH 519,400 11,000cfm 3 98 3 2%in 24%" 40" 40" 38 ft. | 5PV67 5PV67 Diffuser 


Gas-Fired Whole-House Hot Water & Steam Boilers 


Cast-iron heat exchanger is assembled with push nipples 
and stainless steel burners. 


ARUBA 4 Series—Low-profile, compact design with 
built-in draft diverter and the aquastat mounted directly 
into the heat exchanger. Spill switch detects blocked 
vent. AHRI, ASME, and ETL and C-ETL Listed. 
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BOILER 


BERMUDA Series—Low-profile, compact design with built- 
in draft diverter. Spill switch detects blocked vent. AHRI, ETL 
Listed, ASME. 


BALI Series—Integral draft fan system allows venting through 
a side wall. The aquastat is mounted directly into the heat 
exchanger. Pressure switch detects blocked vent. AHRI, ASME, 
and ETL and C-ETL Listed. 





Pipe Pipe NG LP 
AHRI Boiler Heating BtuH Ignition Size Size Gas Vent Mfr. Item Mfr. Item 
Net BtuH Capacity Input Type AFUE Return Supply Connec. Dia. Model No. Model No. 
ARUBA 4 Series 
91,000 BtuH 58,000 BtuH 70,000 Electronic 840% 1%in 1%in ‘Yin 4in | AWRO/OBNST3PSU 6DKG2 | AWRO/OBLST3PSU 6DKG1 
77,000 BtuH 87,000 BtuH 105,000 Electronic 840% 1%in 1%in ‘Yin Sin AWRIO5BNST3PSU 6DKG4  AWRIOSBLST3PSU 6DKG3 
TAMU 117,000 BtuH 140,000 Electronic 84.0% 1%in 1%in “in  6in | AWRI40BNST3PSU_6DKG6 | AWRI40BLST3PSU_ 6DKG5 
eries 
64,000 BtuH 385,000 BtuH 103,000 Electronic 82% 2in  2in Yin 5in | BSIO03ENPZZPSU 6DKG8 § BSIT03ELPZZPSU 6DKG7 
80,000 BtuH 113,000 BtuH 138,000 Electronic 82% 2in  2in Yin 6in | BSI138ENPZZPSU 6DKHO | BSI138ELPZZPSU 6DKG9 
tise BtuH 142,000 BtuH 172,000 Electronic 82.1% 2in  2in Yoin 6in | BSI172ENPZZPSU 6DKH2 | BSI172ELPZZPSU 6DKH1 
eries 
44,000 BtuH 51,000 BtuH 61,000 Electronic 83.3% 1%in 1%in “in 3in | BWFOGIENST2PSU 6DKH8 = BWFO61ELST2PSU 6DKH7 
68,000 BtuH 78,000 BtuH 95,000 Electronic 83.1% 1%in 1%in ‘Yin 3in » BWFO9SENST2PSU 6DKJO = BWFO95ELST2PSU 6DKH9 No. 6DKG14 
92,000 BtuH 106,000 BtuH 128,000 Electronic 82.8% 1%in 1%in ‘Yin 3in | BWFI28ENST2PSU 6DKJ2 | BWFI28ELST2PSU 6DKJ1 o: 
) 
Xo) 
= = = ily 
Oil-Fired Whole-House Hot Water & Steam Boilers “2%. 


= Swing-open cast-iron burner door for easy service 


Freeport Series—For residential and light commercial hot 
water heating systems. Circulates hot flue gases through the 
heat exchanger 3 times for optimum efficiency. Three-pass 
block design for full access to flue passages. Has Honeywell 
hi-limit combination aquastat relay and flame retention 
Beckett oil burner. AHRI, ASME, and ENERGY STAR qualified. 


Tobago Series—For residential and light commercial hot 
water heating systems. Wet-base cast-iron heat exchanger 
surrounds combustion chamber for optimum heat transfer. 


Vertical section design. Features Honeywell 
combination aquastat relay. Can supply 
domestic hot water on demand. AHRI, ASME. 


Kingston Series—For residential and light 
commercial steam heating systems. Wet-base 
cast-iron heat exchanger surrounds combus- 
tion chamber for optimum heat transfer. 
Vertical section design. Features probe-type 
low water cut-off. Equipped with connections 
to add indirect water heater for domestic hot 
water. AHRI, ASME. 





Boiler Pipe Pipe WITH COIL LESS COIL 

AHRI Heating Ignition Size Size Burner Vent Mfr. Item Mfr. Item 
Net BtuH Capacity Type AFUE Return Supply Cap. Dia. Model No. Model No. 
Freeport Series 

84,000 97,000 BtuH Flame Retention 86.3% 1%" 1%" 0.80 gph 5° — — |FWZO80BOLT1SSU 6DKJ3 
107,000 123,000 BtuH Flame Retention 87.0% 1%" 1%" 1.00 gph 6° — — |FWZ100BOLT1SSU 6DKJ4 
Tobago Series 

79,000 91,000 BtuH Flame Retention 85.8% 1%" 1%" 0.75 gph 6° |TWZO/5BOTT4PSU 6DKK2 | TWZ075BOLT4PSU 6DKK1 
104,000 120,000 BtuH Flame Retention 84.3 1%" 1%" ‘gph 6° TWZ100BOTT4PSU 6DKK4 | TWZ100BOLT4PSU 6DKK3 
132,000 152,000 BtuH Flame Retention 85.1% 1%" 1%" 1.25gph 7° |TWZ125BOTT4PSU 6DKK6 |TWZ125BOLT4PSU 6DKK5 
Kingston Series Steam Boilers 

89,000 119,000 BtuH Flame Retention 83.5% 11%" 3° gph 6" |KSZ100BOPT2PSU 6DKJ5 |KSZ100BOPZ2PSU 6DKJ6 No. 6DKJ5 
133,000 177,000 BtuH Flame Retention 83.1% 1%" 3° 1.50gph 7° |KSZ150BOPT2PSU 6DKJ7 |KSZ150BOPZ2PSU 6DKJ8 


Sign in to Grainger.com® to see YOUR Pricing and MORE 
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HVAC & REFRIGERATION 
Hydronic Baseboard & Kickspace Heaters 














Scan. Order. Done. |= 
Details on page A1. 


Commercial Hydronic 





enenne Baseboard Heaters Beacon/Morris 
4 Ee 2S 4 24,5355, = . 
“RR ACS EASY A = Copper heater elements: max. pressure 194 psi at 300°F 
ee eee = Steel heater elements: max. pressure 660 psi at 650°F 
; == = —— ; : 
Oe | 2-pc. design for simple installation; order heater element and enclosure separately. 
<i _ Sloped top prevents blocking of louvers. Enclosures and accessories have primed 
: finish suitable for painting. Enclosures include top panel, front panel, partial back- 
— plate, adjustable hangers with hardware, slide cradles, and brackets. Suitable for hot 
i : No. 5E295 water or steam heating systems. 4-ELEMENT 14°H 9-ELEMENT 20"H 
Note: Endcaps and Cabinet Cabinet Mfr. Item Mfr. Item 
accessories sold separately. Width _Depth_| Model No. Model__No. 
Assembled Baseboard Enclosures 
36" 56° | TP14-03 5E295 |TP20-03 4LX69 
48" 5%6° | TP14-04 5E296 | TP20-04 4LX70 
60" 5%6° | 1P14-05 5E297 | TP20-05 4LX71 
Fi Tubing Tube Outlet Output@ Linear i. @180°F Linear fi..@ 200° Mi It ee ee 
in ubing Tube Outle utpu inear ft. inear ft. i I. em Ml oe" e : 

L Material Material Size NPT 2 PSI Steam Water Temp. Water Temp. Model No. i“ ove ne ate ee fie 
Heater Flemeats 1-ELEMENT 14"H_| 2-ELEMENT 20°H 
3 ft. Aluminum Copper 1%" 1%in 2130/2510 BtuH 1470/1730BtuH 1830/2160 BtuH S1C14353-03 5E301 Mir item Mfr item 
4ft. Aluminum Copper 1%" 1%in 2130/2510 BtuH 1470/1730BtuH 1830/2160 BtuH S1C14354-04 5E302 Description Model No. Model No. 
5 ft. Aluminum Copper 1%" 1%in 2130/2510BtuH 1470/1730 BtuH 1830/2160 BtuH ST1C14355-05 5E303 Recessnties 
6 ft. Aluminum Copper 1%" 1¥%in 2130/2510 BtuH 1470/1730 BtuH 1830/2160 BtuH S1C14356-06 5E304 Wall Sleeve (4"W) | TP14-WS4 5E313 | TP20-WS4 4LX79 
it. Steel Steel 1%" 1¥4in 1600/2250 BtuH 1080/1640 BtuH 1350/2040 BtuH $11443-03 56305 End Cover L.H. TP14-EC3L 5E309 | TP20-EC3L 4LX75 
4 ft. Steel Steel 1%" 1% in 1600/2250 BtuH 1080/1640 BtuH 1350/2040 BtuH S11444-04 5E306 End Cover R.H. TP14-EC3R 5E310 |TP20-EC3R 4LX76 
5 ft. Steel Steel 1%" 1¥sin 1600/2250 BtuH 1080/1640 BtuH 1350/2040 BtuH  $T1445-05 5E307 Inside Corner 90° | TP14-IC90 5E311 | TP20-IC90 4LX77 
6 ft. Steel Steel 1% 1¥sin 1600/2250 BtuH 1080/1640 BtuH 1350/2040 BtuH S144032-0600 5E308 Outside Corner 90°| TP14-OC90 5E312 |TP20-0C90 4LX78 





B_A_S EB _O A _R_D 





Architectural Hydronic Baseboard Heaters 


Rugged high-capacity heaters feature %/" copper pipe with aluminum fins, 18-ga. 
front panel, and aluminum grille. Floor-mounted and white semigloss finish. 9%"H x 
3¥8''D. Enclosures include back panel, support brackets, and element slide cradles. 


Note: 5-, 6-, and 8-ft. lengths include joining piece sets. Endcaps and accessories sold separately. 








No. 4NHX7 Mfr. Item Mfr. Item 
L Model No. Description Model No. 
Assembled Baseboard Enclosures Accessories 

: ; 45/4" CLCU75-2 4" Hinged End Cap, Left Hand CL-LEC 4NHX3 
Water Heating Capacity 3654" CLCU75-3 A4NHY3 4" Hinged End Cap, Right Hand CL-REC 4NHX2 
Flow Rate (BtuH/Lin. ft.) 4834! CLCU75-4. ~ANHY2 3" Solid End Cap, Left Hand CL-3LEC _ 4NHX1 
gpm 170° 180° _-190 607" CLCU75-5  4NHY1 3" Solid End Cap, Right Hand“ CL-3REC_  4NHW9 
1 660 730 840 70H qi CLCU75-6 ANHX9 90° Inside Corner CL-IC 4NHX4 
B49" CLCU75-7 ANHX8 90° Outside Corner CL-OC 4NHX5 
06%" CLCU75-8 A4NHX7 4" Wall Trim (to Floor) CL-WJ 4NHX6 






No. 4E448 
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Beacon/Morris No. 4E450 


In-Floor and Wall Cabinets 
for Kickspace 
Hydronic Heaters 


Allow kickspace heaters to be mounted as flush or 
surface wall units, or as in-floor heaters, and allow 
control access. Cameo white finish. In-floor kits 
are for installation between floor joists with 16" 
on-center construction. Recessed wall installation 
requires 4" depth. 





Beacon/Morris 


Kickspace Hydronic Heaters 


= 4" supply and return 
connections 

= Require 14" I.D. fitting 

= High/Off/Low switch 

TwinFlo IIl® heaters provide 

an alternative to baseboard 

units in limited space. Can be 

installed in recessed, surface- 

mount cabinets. 115V, 60 Hz. 






Water flow rate of 
m** 


4E448 4E449 





Water 
Temp. (°F) 






Heating Capacity BtuH 65°F Entering Air$ 
140 2090 5940 






7000 
8460 
Friction Loss A 0.22 ft. 
** Correction factor for low speed is 0.89 
for No. 4E448 and 0.83 for No. 4E449. 
¢ Additional heating capacity/water 











No. 4E452 





if temp. info available on Grainger.com® Mountin Fits Cabinet Cabinet Cabinet CutOut CutOut Mfr. Item 

UL Listed and CSA Certified. (search by Grainger Item Number). Item Type 9 Heaters Height Width Depth H Req. W Req. Model No. 
Amps Air Mfr. Item In-Floor _Recess___ Mfr. No. K42 ie 141%32" 14 NY 32" 139" 6" FK42 = 5E314 
AC Flow H we D Model No. Cabinet Recess Mfr. No. K84 11 211%2" 141% 21% 6 FK84  5E315 
05 53 cfm 4" TOV" VEZ K42 4E448 Recess _ Mfr. No. K42 29" 16" Ye 22 Ve" 14%" W42__4E450 
0.5 103 cfm 4" 19%!" 1254" K84 4E449 Ft aocess er io. Ris es. as iz 22" 21%" we a 

* Width j in " i ; abine urface r. No. 3 : 8 = = 4E45 
Width includes an additional 2" clearance to combustible materials Surface Mi No K84 54° 09% ree — — Fd 4E453 


per UL requirements. 
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HVAC & REFRIGERATION 
Furnaces, Heat Pumps & Evaporator Coils 


























, Avail. 
(CET Input Output Cooling H WO Mtr. Item 
Air Conditioning & Heating (BtuH) (BtuH) Tons (in. (in.) —(in.) Model No. 
= - 96% AFUE Upflow 
Residential 40,000 38,440 tod 34% 14 28% GMES960403AN 55JR53 
60,000 57,660 1t03 34% 17% 28% GMES960603BN 55JR54 
Gas Furnaces 80,000 76,880 1t03 34% 17% 28% GMES960803BN 55JR55 
a 
: : ; to WZ 4 
Self-diagnostic contro! board. 100,000 96,100 {to5 34% 21  28%% GMESQG1005CN 55JR58 
ETL Listed and AHRI Certified. 9320000. 18, 320 Tto5 34% 24% 2834 GMES961205DN 55JR59 Co 
% 3 man 
96% AFUE Furnaces— 40,000 38.440 1to3 34% 17% 28%  GCES960403BN 55JR60 —aaay 
hp 60,000 57,660 1103 34% 17% 28%  GCES960603BN 55JR61 
exchanger and stainless steel #00) 80m 16341) — 91 Bo Bee Sle 
exchanger and stainless stee ; to D f 
12 114 Tt A 24% 28% FS961205DN 55JR64 
secondary exchanger. Feature SISO NPIE TS Da 2_ 287% _GCES961205DN_SaJR6 
quiet, single-speed induced draft ny —as'000 103 a3% 1428 GMESBODSOSAN SEUR32 
4 ’ to 8 
blower and a durable silicon 60,000 48,000 1to4 33% 17% 28 GMESS00604BN 55JR33 
nid ignter Constant memory — 39 tee SU 
. ; ; to 8 
Tau 000 NSHDTY OUPUTO NED ghar eetan ob eee 
to 5 8 2 5 55JR37 
80% AFUE Furnaces— 80% AFUE Downflow 
Aluminized steel dual-diameter 0 32,0 1to3 33% 14 28 GCES800403AN 55JR44 
40,000 32,000 1to3 33% 14 28  GCES800403AX 55JR48 
tubular heat exchanger. Include 60,000 48,000 1to3 33% 14 28 GCES800603AN 55JR45 
quiet, multi-speed ECM blower = — 35.099 —ga'o00 tod 33% 17/428 GCESBOOBOABNSeURA6 
motor and durable hot surface 80,000 64,000 1to4 33% 17% 28 GCES800804BX 55JR50 No. 
mini-igniter 80,000 64,000 1to5 33% 21 28  GCES800805CX 55JR51 55JR53 
100,000 80,000 1tto5 33% 21 28  GCES801005CN 55JR47 
100,000 80,000 1to5 33% 21 28 GCES801005CX 55JR52 
2 (eee Tirery) Nom. 
= Cap. W Mfr. Item Mfr. Item 
1 Pc. Air Handlers Air Conditioning & Heating (ons) in, fin.) a Model No. Resorption Model No. 
a A ingle Piece Air Handler eater Kits with Breaker 
(With Coils) and 1.5 45 17% ARUF25B14 38GNO1_ _5.0kW _HKSCO5XC_38GNO8 
E . 2.0 45 17% ARUF29B14 38GNO2  —8.0kW  HKSCO8XC 38GNO09 
Electric Heater Kits 95 45 17% ARUF31B14 38GNO3 10.0 kW HKSC10XC 38GN10 
. . . 3.0 49 21  ARUF37C14 38GNO4  —15.0kW HKSC15XC 38GN11 
Feature a direct-drive multi-speed blower motor, all-aluminum 3.5 49 21 ARUF43C14 38GN05 19.0kW HKSCi9CB 38GNi2 No. 
evaporator coil, transformer, and blower time-delay. Multi-position —4-9 98 28 ” ARUFA7D14 S8GNO6 20.0 kW __FIKSC2008B S8GN13 Beano 
. 5.0 58 24% ARUFO1D14 38GNO7  25.0kW  HKSC25DC 38GN14 
mounting. No. 44ZA50 has a thermostatic expansion valve (TXV). 50 58 9415 ASPT61D14 447ZA50 





Air Conditioning & Heating 


Condensing Units 








(Goodman) 


Air Conditioning & Heating 








Indoor and Heat Pumps 
Evaporator ee in-line filter drier. AHRI 
Coils ie ertified. 


38GN15 | 13 and 14 SEER—Models feature copper tube/ 


aluminum fin coil, brass liquid and suction line 
valves, and contactor with lug connection. 14 
SEER models are ETL Listed. 


All aluminum evaporator coils for excellent heat 
transfer. Include drain pan. AHRI Certified, ETL Listed. 


Liquid Suction 


Nom. Line Line 
ia (in) ‘in. (in) fin ing eae. an Heat Pump—Feature a scroll compressor, liquid 


Coils, Requires Piston or TXV 


refrigerant return protection, and service valves 
Cased Coil, Horizontal g p 


with sweat connections and easy-to-access 








20 14 £4226 21% %ODS “ODS CHPFI824A6 38GN28 | y 
25 11% 26 ay noe poe SHSeEENE suns gauge ports. Models are time-Initiated and have 
; 2 8 4 e ; 
35H 56 ti 34 ODS a ODS CHPF3G42D6 38GN31 temperature terminated defrost control, and 
3.5 24% 26 421% %O0DS ZODS CHPF3642C6 38GN32 contactor with lug connection. 
50 24% 26 21% %ODS %ODS CHPF4860D6 38GN33 
Cased Coil, Upflow/Downtlow Nom. Suction Mfr. = Item 
20 18 14 21 %0DS %ODS CAPFI824A6 38GNi5 Cap. Line Size HW _D_ Model ___iNo. 
20 18 17% 21 %0DS %ODS CAPF1824B6 38GNie | —A/€ Condenser With Heat Pumps, 14 SEER, R-410A 
95 22 14.21% ODS % ODS CAPF3030A6 38GN17 ye oh ny Ae ae 682140181 ee No. 38GM12 
95 22 17% 21 %0DS %O0DS CAPF3030B6 38GN18 Bt oh 381i 59° 99" GS7140301 38GM32 
95. 22 21 21  %O0DS %ODS CAPF3030C6 38GN19 3 ih 3B V4" 3515" 35 Ye" CS7140361 38GM33 
8.0 22 0 14 21 ODS ODS CAPF3636A6 38GN20 351 ve 38Vs" 3514" 35%" GSZ140421 38GM34 Mtr Item 
3.0 22) Wr 21 — eS CAPF3636B6 38GN21 4t 7-384" 35%" 35%" GSZ140481 38GM35 Description Model No. 
8.0 22 21 21 ODS *%ODS CAPF3636C6 38GN22 5t 738%" 35¥5" 35%" GSZ140601 38GM36 Accessories 
a ee ae A e nae - ape SR PE TOce aoa A/C Condensing Units, 13 SEER, R-410A Anchor Bracket ABK-20 38GM37 
, , 15t Ye 25%" 23° 23° GSX130181 38GM12 Anchor Bracket ABK-21 38GM38 
35 22 24% 21 %O0DS %ODS CAPF3642D6 38GN25 at I" 955" 93" 93" GSX130241 38GM13 Anti Short-Cycle Kit ASCOIA 38GM39 
50 30 21 21  %ODS %ODS CAPF4860C6 38GN26 25t vi 27%" 96" 26" GSX130301 38GM14 Freeze Thermostat FSKO1A 38GM43 
5.0 30 24% 21 %O0DS %ODS CAPF4860D6 38GN27 3t Te 27%" 26" 26" GSX130361 38GM15 Hard-Start Kit, For Use With CSR-U-2 S8GM41 
oo a a ee 
20 16% 13 20% %O0DS %ODS CAUFI824A6 38GN34 g 4" 29" 29" ard-Start Kit, For Use Wit CSR-U-1 38GM40 
70 16% 16% 20% %0DS %ODS CAUFI824B6 38GN35 ot R382" 35¥2" 35%" GSX130601 38GM18 Heat Pump 1, 2, 3 Ton 
70 i ai 7014 v ODS %, ODS CAUF1824C6 38GN36 A/C Condensing Units, 14 SEER, R-410A Hard-start Kit, For Use With CSR-U-3 38GM42 
25 20-1/6 13 20% %O0DS %ODS CAUF3030A6 38GN37 Lot Va" 2/2" 26° 36" GSX140181 38GM19 Heat Pump 4to 5 Ton 
: oe : 15t ve 27%" 26" 26" GSX140191 38GM20 Thermostat, For Goodman 
95 18% 16% 20% %O0DS %ODS CAUF3030B6 36GN38 : oo OT18-60A  38GM51 
5 a ; 2 t Ys" 27%" 26" 26" GSX140251 38GM22 Cooling & Heat Pump 
95 17% 20 20% %ODS %ODS CAUF3030C6 38GN39 on ieee ae 
= 73 2tons %% 217%" 26" 26" GSX140241 38GM21 Thermostat and Emergency 
30 19% 16% 20% %O0DS %ODS CAUF3636B6 38GN40 OE UR aD D9" 99" GSX1 40301 38GM23 Relay, For Goodman Heat Pump OW/EHR18-60 38GM52 
3.0 19% 20 20% % ODS %4 ODS CAUF363606 38GN41 55t ¥a° 32%" 99" 29° GSX140311 38GM24 TXV, For Use With 1% to 2 Ton 
3.0 19% 23-20% %ODS %ODS CAUF3636D6 38GN42 31 7’ 3015" 99" 99" GSX140361 38GM25 R4-410A A/C and Heat Pump _ ‘'X2N4A 38GM46 
3.0 19 20. 20% %O0DS %4 ODS CAUF3642C6 38GN43 ot 7 -321%5" 99" 99" GSX140371 38GM26 TXV, For Use With 2% to 3 Ton 
3.5 19% 23 20% %0DS % ODS CAUF3642D6_38GN44 351 _%' _36Vs' 20" 35%" GSX140421 38GM27___R4-410A A/C and Heat Pump _‘'9N4 echmm 
50 30 20 20% %ODS %ODS CAUF4961C6 38GN45 4t 1%" 36%" 3514" 35%" GSX140481 38GM28 TXV, For Use With 4to5 Ton — yyen 38GM4e 
50 30 23 20% %ODS %ODS CAUF4961D6 38GN46 5t 1%" 38%" 3514" 35%" GSX140601 38GM29 R4-410A A/C and Heat Pump 
Sign in to Grainger.com® to see YOUR Pricing and MORE 3091 








HVAC & REFRIGERATION 


Furnace Humidifiers 


Scan. Order. Done. 
Details on page A1. 
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No. 36L346 ) 
mn | 
No. 31TP26 
No. | 4 
414X14 
Max. Sq. Voltage Plenum Mfr. Item 
Ft. Cap. @60Hz H W Opening Required Brand Model No. 
Humidifiers 
Drain Bypass, Continuous 
5000 24 14", 14%" =10%" = 9%6' Hx 9%6' W Honeywell Home HE100A1000 6JJK7 
24 14", 14%" =10%" =9%6'Hx9%6' W Honeywell Home HE150A1005 6JJK8 
2100 24 13%" 12%" 95%" 1 0”H x 9°W White-Rodgers HFT2100 36L346 
5500 24 17¥" 15" 10%" = 12%" Hx 9%" W Honeywell Home HE200A1000 6JJK9 
24 17¥" 15" 10%" = 12%" Hx 9%" W Honeywell Home HE250A1005 6JJLO 
2700 24 18%" 13%" 9%" 16%”Hx10%”W  White-Rodgers HFT2700 36L347 
3000 24 13" 15%" = 10%6" —-9.5"H x 9.5"W Aprilaire 500 31TP26 
24 13" 15%" =10%6" =: 9.5"H x 9.5"W Aprilaire 500M 31TP27 
24 151%6" 15%" 10%"  10°Hx12.8"W Aprilaire 400 31TP24 
4000 24 151%6" 15%" 10%6 10°Hx12.8"W Aprilaire 400M 31TP25 
24 15'%6" 15%" 10%." 10°Hx12.8"W Aprilaire 600 31TP28 
24 151%6" 15%" 10%. 10"Wx 1234" H Aprilaire 600M 31TP29 
Fan Powered, Continuous Drain 
2900 24 18%" 13%" 9%" 16%”Hx13%”W White-Rodgers HFT 2900FP 36L348 
3000 120VAC 16%" 15%" 10%" 14%6°Hx13%"W — Honeywell HE300A1005 278Y70 
4200 120VAC 18" 152%" 10%6" = 14.3"H x 14.8"W Aprilaire 700 31TP30 
120VAC 18" 152%" 10%6" = 14.3"H x 14.8"W Aprilaire 700M 31TP31 
Steam, Auto Flush 
1400 120VAC 7%" 12%" = 121%" 10%”H x8’W __White-Rodgers HSP 2000 36L349 
1850 240 T¥%" = 12%" 12." 10%”H x 8°W_ ~~ —White-Rodgers HSP 2600 36L350 
5000 = 120/208/240 21" 10%" 7% 1.5" dia. Aprilaire 800 31TP32 
Steam, Electrode, Continuous Drain 
4000 240VAC 3 20'%6' 10" (a Honeywell Home HM/750A1000/U 414X14 
Item 
For Use With No. 
Replacement Pads/Filters 
1MMR6, 2E390, Autoflo 40, 250 1MMR3 
2TE68, 2RTZ1, 2RTZ2 279A34 
2TE69, 2RTZ4, 2RTZ5, 2RTZ7, 2RTZ8, 6BJJL1, 6JJKI 279A33 
Aprilaire 110, 220, 550, 550A, 558, Honeywell HE220A/B, HE225A/B, Lasko oFRR7 
S000L, Hamilton 12HF, Chippewa 220, Lennox WB2-12, WB212 
Aprilaire 112, 136, 224, 440, 445, 445A, 448, Chippewa 224, 225, OFRR8 
226, Humid-Aire Neptune, Walton 600, 620, 660 
Aprilaire 350, 360, 560 560A, 568, 600, 700, 760, 760A, 768, Honeywell HE260A/B, HE265A/B, oFRRO 
ME360, HE360A/B, HE365A/B, HC26E1004, HC26A1008, Lennox WB2-17, WB217, WP2-18, WP218 
Aprilaire Mfr. No. 110, 220, Series 550, 500 31TP34 * 
Aprilaire Mfr. No. 112, 224 31TP35 * 
Aprilaire Mfr. No. 350, 360, 560, Series 600, 700, 760 31TP36 * 
Aprilaire Series 400, Pk. 2 31TP37 * 
General 709, 990, 1040, 990-13, Williamson Power 500, 400-13, Hamilton 10 HF 2FRT4 
Mfr. No. 200P, 800BP, 200P, 800BP 1MMR8 
Mfr. No. GH2500 2FRT2 


* OEM replacements. 


RAANGO 


Heat Pump 
Reversing 

Valves and 
Solenoid Coils 


Slide-type, 4-way valves. UL Listed. Solenoid coils 


include wiring harness. 


Cap. Cap. High 
inTons inTons Suction Pressure 
(R-22) (R-502) Tube !.D. Tube I.D. 


Heat Pump Reversing Valves 
10to257.0t02.50 ¥% 
1055 71.0105.9. 94 
IWMMS5 10155 - 4 


3" 
y," 
Ya" 


2.01085 YO yp" 
3.01095 SP ww 
Watts Watts 
Voltage @ 50 Hz @ 60 Hz 
Heat Pump Solenoid Coils 
24 a 4 
208/240 a 4 





Model 


DIvERsITER > 


Condensate 
Drain Pans 


Rolled edges are easy on the hands. 


possible drain outlet positions. 


Plastic—Ribbed bottoms and 
reinforced corners for strength. 


Mfr. Item 


No. 


V2-410060-470 SAV34 


V6-412080-170 5AV35 Mir. Item 
V6-414080-170 5AV36 Item Model No. 
V10-414080-170 5AV32 Accessories —___ 
V'10-418140-170 5AV33 Detector Switch __ WS"! XG 
Condensation 
Mfr. Item Overflow Safety SOS-1 6XJH7 
Model No. ue F 
ondensation : 
LDK-110000-070 5AV38. | _ Pan Switch eee 


LDK-410000-070 5SAV39 
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Steel—Seamless, nestable pans have 2 


* L and W dimensions are for the base of the pan. 


Find even MORE on Grainger.com® 


Honeywell White-Rodgers: 
Home 


Aprilaire Honeywell 
Furnace Humidifiers 


Use with forced-air furnace systems to provide whole-house humidifi- 
cation. Pads/filters included on all humidifiers except steam units. For 
additional humidity controls, see page 3028. 


Note: Max. Sq. Foot Cap. is an approximation based on 8-ft. ceiling height. 


Drain Bypass, Continuous—Honeywell units have summer shut- 
off damper and antimicrobial humidifier pads. Nos. 6JJK8 and 6JJLO 
include automatic damper and LED indicators. White-Rodgers units 
with reversible side panel allow easy-change left side or right side 
bypass installation. Models allow installation on non-level plenums 
and include a 24V transformer and humidistat for precise humidi- 
fication control. Aprilaire models include a built-in bypass damper, 
reversible discharge for easy installation, a humidistat control and 
some models include the automatic digital control that provides 
perfect humidity for every room in your home. 


Fan Powered, Continuous Drain—Cycles with heating system. 
Includes automatic damper and LED indicators. Aprilaire models have 
a built-in fan that pulls heated air directly from the furnace and is 
available with a digital automatic control. 


Steam, Auto Flush—Corrosion-resistant and feature automatic 
humidistat, low water, safety cut-off switch, and built-in overflow 
protection. No. 31TP32 has 6 capacities in 1 unit, depending upon 
voltage selected. 


Steam, Electrode, Continuous Drain—Features HumidiPRO™ 
digital humidly control. Humidifier provides up to 22 gpd and can be 
remote mounted up to 5 ft. 





Item 
Description For Use With No. 
Replacement Parts and Accessories 
6JJK7, 6JJK8, 6BUJKY, 6BJJLO, 

AC Solenoid Valve GJJL1 Humidifiers 278Y69 
Bypass Humidifier Installation Kit = 48TA52 
Current Sensing Relay, 120V 120V 31TP20 
Current Sensing Relay, 24V 24V 31TP19 

Ne All Evaporative Models 31TP21 
eHmloer onto) Steam Model 800 311P22 
Solenoid, Water 2TE68, 2TE69 278Y68 
Universal Humidifier Solenoid Replacing OEM Solenoid 387083 
Valve Replacement Kit, 120 V Valves Used on Humidfiers 
Universal Humidifier Solenoid Replacing OEM Solenoid 387084 
Valve Replacement Kit, 24 V Valves Used on Humidfiers 
Wiring Board, Replacement 2TE70 2TE78 

No. 
10L931 
* GRAINGER 

No. 3HAJ3 APPROVED 


Sponge Rubber 
Seal Strip 


Dim. (in.)* Mfr. It , 
Model An | Adhesive backing bonds to wood, metal, 
26-ga. Galv. Steel, 44" glass, and other smooth surfaces. For 
Drain Line Fitting & Plug 


indoor use as weather stripping, cushion, 
insulator, seal, and gap-filler. Max. temp.: 


48 2/7 2 6-M2/48 3HAD7 
60 30 2 6-M3060 SHAD8 


par laste, eae Fitting 200°F. ROHS Compliant. 

57 4896-2748. 3HAJ5 a 

57 63 0 6-0763. 3HAJG ; ¥r ee en 

30302 6-3030L 3HAJ4 us 188 

30 50 26-3050. 3HAJ9 90 ft. V2 ”e 10L933 

30 60 2 6-3060L 3HAJ3 00 ft. ya Ya 10L934 

32 63 2 6-3263L 3HAJ7 50 ft. ik ve 101935 

36362 6-3036L 3HAJS 50 ft. 1 6 101936 

3660 2 6-3660L 3HAK2 35 ft yj" Tg 10931 
95 ft " 6 101932 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE’ HVAC & REFRIGERATION 
Find the wy. Find Solutions. Find Great Prices. Furnace Air Cleaners & Whole House Dehumidifiers 


2 W Sun- H ll | ne ' 
Furnace Air Cleaners © S27. one~e"’ Honeywell Aprilaire’ TRION 


Remove airborne contaminants such as Trion®—Up to 95% efficiency per UPGRADE KITS FOR APRILAIRE® 
smoke, dust, and mold in residential or light ASHRAE Standard 52.1. Washable AND SPACE-GARD® AIR CLEANERS 





commercial forced-air heating and cooling _—- Forever Filter®. (MODELS 2200 AND 2400) 

systems. MEDIA Kit No. 31TPO3 replaces the inner 

Find more air cleaners on Grainger.com®. . housing and includes No. 31TP07 filter. 

For additional replacement air filters, see 4omeywell—Captures particles as Kit No. 31TP04 replaces the inner _ 

page 3049. small as 0.3 micron. Static pressure housing and includes No. 31TP10 filter. 
drop is 0.23 WC at 500 fom. MERV 

ELECTRONIC ti. 

Sun-Pure Ultra-Sun—Remove up to Trion®—Features pleated mechani- 

98% of allergens down to 0.3 microns. cal 5"-deep filter which maintains 

Help neutralize NOx and carbon monoxide. —_and increases efficiency with low air 

Feature filter and UV lamp alerts. resistance; 0.24 WC pressure drop at 


Honeywell Home—Capture up to 98% of rated air flow. MERV 8, MERV 11, and 
particles (3 to 10 microns). Wireless indica- MERV 18. 

tor alerts when cells need washing. Static § Aprilaire°—SelfSeal™ design 
pressure drop is 0.26 WC at max. air flow. improves performance. Nos. 31TP14 
Aprilaire®°—Traps particles as smallas 10. 311P17 can trap sub-micron parti- 
0.03 micron including those laden with cles including bacteria and viruses. 
influenza viruses, and is up to 80% efficient MERV 11 (Nos. 31TP14 to 31TP17 

on particles as small as 0.01 micron. are MERV 13). 


AirFlow Duct Duct H WD Mfr. Item 
(cfm) H (in.) W (in.) (in.) (in.) (in.) Includes Brand Model No. 
Electronic Air Cleaners 





Lh 





: | No. 
on 1 8 Sea ee sunrute Trio-1200 2YGAS Bean, 31TPi8 
16 20 16%6 20% 6% = roneywell F300E1001  2TE84 
16 25 16%6 25% 6% = roneywell F300E1019 2TE85 
1400 . P Honeywell 
200 20 20%6 20% 6% = eywWellF300E1027 2TE86 
= = et 10m a5 POGUE WLAN. SE con _—vaK 
Media Filter & Model aa 
po09 15% 23% 17% 31 12 MEAT Mr” Aprilaire = 5000 STP1B 
17h 22Vs DAY DAA TV Air Flow Sensor Trion _ HE PLUS 20x25 —4YAZ6 : 
_ oneywe F 
200 25 20%6 2516 6% eywWelF300E1035 2TE87 sii Pkg. Item 
Media Air Cleaners For Use With MERV Brand Model Qty. No. 
1200 16 20 16%. 20% 6% = Honeywell F100F1620 278X86 Replacement Filters 
13% 22% 16% 24% 714 = Trion, ‘xyouene days AVA2S SOO MREARRIGHEANGLC (S.C Mnen «© S5ee4o102,  @ AYASS 
4400 i? 7 16% 6% 25 = Honeywell F100F1625 468D76_ AIR BEAR SUPREME 16x 25 8 Trion _255649-105 3 ~~ 4YA3d 
WW 19 20% 21% 7% a Trion gupREME 20x20 4YA30 an en SNe f Apuikit FO TBI OS 
A 7 20% 6% 20 = Honeywell F100F2020 468D77_—_—Mr. No. 1210, 2210, 3210, 4200 13 Aprile 213 31707 
157s 23% 17% 2Bv6 6A Media Filter Aprilaire 1410 31TP13 prilaire 
15vie 287% 17% 28% 6% MediaFiter Aprile 2410 S1TP15 EN ae ee 13 Aprilaire 413 1 34TP10 
ie 29% i7habve 6 MEER EWG rin wig ater ENB EU 20 apie a 
; AIR BEAR Mfr. No. 5000 —~ Aprilaire 501 1 311P11 
WW 22% 20% 24% 7% — Trion suPREME 20x25 4¥A31 Mfr. No. CAC500M —~~“Trion 1000-3000-0101 1  4E538 
2000 19% 21%6 22Vie 27% 6% Media Filter Aprilaire 1210. 311P12. ~~~‘ Mfr. No. FM1000M —~Trion  340553-001 1 4E537 
19%, 21%6 22Vis 27% 6% Media Filter Aprilaire 2910 311P14__—/ Replacement UV Bulb 
19% 21% 22%6 27% 6% Media rMter & Model pprilaire 3210 31TP16. —- 2YGA5, 2YGA3 — pune 4RKO19 2 2YGAT7 
20 20 20%6 20% 6% — Honeywell F100F2025  278X85 porate pits For Apniaire’ and Space-Gard® Air pean srs 073 :—s4TPO3 
. AIR BEAR r. No. —_ Aprilaire 
24 8 orl0 24% 25% 15% a Trion RIGHT ANGLE 4¥482 Mfr. No. 2400, 2140 —~Aprilaire 1413 1 31TP04 
Whole-House Dehumidifiers rilaire’ _ = 
= Humidity range: 40 to 80% RH Dehumidifier Control—Adjusts = _ € “) 
= Ambient temp. range: 40° to 140°F humidity setting or turns dehumidifier On or Off. —— — + 
= 115V/60 Hz Can be used as an external control when mounted ay | 
Include a washable MERV 8 filter. in the same space as the dehumidifier, or as a J 





remote control where the control unit is located 


Whole-House Dehumidifiers—Operate independently away from a difficult-to-access dehumidifier. 







or in conjunction with an existing central air conditioning facades 7 
system. Units are lightweight, compact, and can fit under Mac"y24 Mir. em og 
HVAC equipment or in most crawl spaces. Adjustable duct 60% RH CFM UH W D Model __No. 


70 pt. 160 12%" 14%" 25" 1830 ~— 31 TP38 


collar provides side or top discharge options. No. $11P38 95 pt. 265.1215" +1415" 27%" 1850 31TP39 : . 
is ENERGY STAR qualified. Digital Dehumidifier Control 76 311P23 No. 31TP38 
Whole-House Dehumidifiers ar 
= Humidity range: 0 to 99% for ventilation that allows the onboard blower to introduce fresh 
= Ambient temp. range: 34° to 135°F air into your house when dehumidification is not required. MERV 11 filter effi- 
= 120V/60 Hz ciency. ETL Listed, UL Listed, and CSA Certified. ENERGY STAR qualified. 
These side-ducted models for houses  “apacity/24 si fan 
or small buildings can stand alone or 60% RH  FanCFM H W D Model No. 
65 pt. 160 12" i 28" DR65A3000/U «44315 
be integrated into a central heating/ 90 pt. 320 19°Vea" 142\4s" 326" DROOA3000/U _-443W16 
cooling system to remove excess me pt. ae : 1 eri 142V%ea" —- 32%6" Dai eomaool wi 
i eplacement Filter, For Use Wit 5 5 537-005 7TAD5 
moisture. Feature a separate control = — poo cement Filter For Use With DR9O and DR120 50070171-002/U 20116 No. 443Wi5 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


HVAC & REFRIGERATION 
Heating & A/C Accessories 


Scan. Order. Done. 
Details on page A1. 














anensiliy> 








Short Max. 
[D SGUARED _ Amps Circuit HP Mfr. Item 
AC Voltage Protection ForUse With @240V W H D Brand Model No. 
E T eh Polycarbonate 
= Pe SCHneIdeMElectrig 30. 240VAG Fuse Class RK1 Fuse 3HP 5" 8454" 3%" Eaton ACD221RNM-A2 5XHR5 
. =m 60 240VAC None — 10HP 5° 8454" 31%" ~~ Eaton ~ACD222URNM-A2 5XHR3 
Air Conditioning 5 crix be oi—G" gue steet CODOT WO 
ircuit Breaker = o oO 32 Square 
F Galvanized Steel 
Disconnect 30 240VAC Fuse Class H Fuse 3HP 5'%2" 844° 3'%64' Eaton DPF221R 5XHR1 
S it h 60 240VAC None — 10 HP 51342" 8454" 31564" — Eaton DPU222R 5XHP9 
witcnes 60 240VAC None = 1O HP 63%a" 112960" 4140" Eaton DPU229RGF20  5XHR?2 * 
60 240VAC Fuse Class H Fuse 10HP 5'%2" 84%4" 31364" Eaton DPF222R 5XHRO 
For indoor or outdoor use. 60 240VAC None — 10 HP 43%4" 614" 32%" Square D QO200TR 1H245 


* Includes 20A GFCI receptacle. 









aivERsai > 




















in if a i | item 
In.) (IN.) (IN. ode 0. a 
: UltraLite® Assembled Flexible 
a lees ae | Connector Whi 
Pads ig | REE | annotate nat 
2YJ83 : Liquid-tight conduit kits have 1 
ity: 30 30 UC3030-3 2YJ84 
" Weight capacity: 125 Ib./ is in —— 3 36 36 UC3636-3 2YJ85 straight metallic connector and a 
Mounting base for air conditioning units, filters, rh Ss pote UC3648-3 2YJ83 removable 90° metallic connector 
e Black Pa ; 

heaters, pool pumps, and refrigeration, or any type > 30 30 ACP30302 3HAD. | for optional connections. 3 wire yie"Vin') tin). Size Model Now 
of equipment requiring weight distribution support. Soa ACP aOaGS-SHaET | colors for easy hookup. 48 #10 THHN 6-12-4 2YJ79 

inbi / 72___ #10 THHN 6-12-6 2YJ80 
Ribbing allows self leveling and transfers load 3 3636 ACP36363 3HAE3 | Note: Check your local codes for correct a i —ae THN Rea 
evenly. UV stable and vibration resistant. 48 36 ACP36483 3HAE4 requirements. y, 79 #8 THHN 6-34-6 2VJ82 
DUCTMATE. Streamline, 

s a A BRAND OF MUELLER INDUSTRIES ia 

Condensing Unit Braces _ 
= Engineered wall-mount bracket Insulated Copper 4E965 

for air conditioners, heat pumps, Tube Line Sets 

and other equipment , , 
= No sit ‘ e leveli Refrigeration-grade copper tubing and insu- _Note: Prices subject to 

ee es lation preassembled and packaged together — “ange without notice. Call 
No settling. Good for coastal and flood-prone ae : ; 1-800-GRAINGER (472-4643) 
, for efficient installation of split systems. ; 

areas or where hurricanes, snowfall, mud, for current market price. 

i Liquid Line Suction Line L __ Insulation Mfr. Item 
or steep grades are a concer. Mounting Mfr. Item Size (in.) Size (in.) (ft.) Thickness (in.) Model No. 
fasteners not included. Description Model No. Refrigerant Line Sets 
Note: Because of the wide range of wall materials (brick, 36'L x 30"W GRAIRBRACE306GA 6EKE2 % 0.D. 39 fe 40620350B6__4E965_" 
concrete, wood, etc.) the mounting is the responsibility 45"L x 36'W__GRAIRBRACE45GA__ 6EKE3 an 4 ae 20 pean oh Re Sango! : 
of the installer 55'L x 48"W__GRAIRBRACE55GA __6EKE4 D. 2 Ob ‘ , 408205008 SEN 

8 U.U. 2 
¥% 0.D. Flared Ends 35 % 40620350B3B6 38N861 * 
0.0: Flared Ends 35 408203508386. SBNB63 
2Q0.D. Flared Ends 35 2 = 
0 SSBB Feeds 8 1) a0 se 
¥38Q0.D. Flared Ends 35 2 . 
% 0.D. Flared Ends 50 % 41020500B3B6 38N864 * 
% 0.D. 15 % 61020150B6 6XZ53 * 
% 0.D. 30 % 61020300 _38N856 
— ee 
7 ¥ 0.D. 2 D id 
Equipment %0.0. 50 61020500 _ 38N855 
7 % 0.D. 30 % 61220300 6XZ57 
Security 40D %0.D. 30 % 61220301 4871 Tf 
No. Mfr. Item res %0.D. 50 % 61220500 _ 6XZ58 
Cages and surp4 Description Model No. 70.0. 50 2 61220501 4E870 t 
AIC Condenser Security Cage, 16 ga % 0.D. 30 i 61420300 ___ 6XZ61 
' % 0.0. 30 % 61420301 _3F346 tf 
Lock Set Steel, W x D Adjustable 30 to 51 In, H ACGU 5ULD4 ; 
Adjustable 34 to 59 In, .1" tubing size. i ee 2 i‘ pea x76? ; 
Adjustable cages protect 1 or more Pe ea hades eernre 140.0, 50 Vp 61820500 1EVH2_ 
condensers from copper theft. High- Adjusts From 32" H x 32" W x 12" ¥ 0.D. Flared Ends —72-9-0. Flared Ends _35 fe 610203508336 _38N866 — 
a D to 57" H x 45" Wx 1614" D %0.D. Flared Ends 50 Vp 61020500B3B6 38N865 
security padlocks have 2°-thick shackle —-shaned Keyed Padlock, Steel, %0_D. 30 Vs 51020300  3F342 
to resist bolt cutters. Keyed alike for For Use With Mfr. No. ACGU, 46 0.0. % 0.D. 30 YZ 21020500 ___ 3 F343 
; Includes 3 Locks with Key ACL SULDS %0.D. 30 % 51220300 _3F344 
EEE * Both lines are insulated. f 90° bend on end of line. 
4 ‘ : Riser Connec. Mfr. Item 
DIVERSITEC ® L— Mounting Fittings Item Size Model No. 
| Block V4" Flare Gasket i A 00401 38N874 
Mounting Brackets bs Ys" SAE Cap ifs ea sone 
J ' i Pkg. Item Copper Flare Seal Bonnet i A 00414 38N885 
Equipment Mounting Accessories ,,,...io a4 wo | Saini XT. KO7813NL 38N872 
Mounting Brackets—12 ga. powder-coated steel with Mounting Brackets ig SRE BSCE eae ee 
prepunched holes; 600-Ib. load rating. For hanging A/C 36 2 GXNI0 | Flare Fitting a AMPT 100330 38N883 
. . 4 X 7/4 
condensers and heat pumps outside at any height. Mounting Block 3 SAE Mx 34 SAE M 100307 38N886 
: ie : 6'x 4"x 2.35" 1 6XJH6 Flare Fitting 90° 4" SAE x Ve" NPT A 00335 38N881 
Mounting Block—Raises furnace 11/2" for quiet, dry Risers Flare Gasket cal A 00402 38N882 
ion. -Peel-and-stick 3" Black 1 6XJH3 iA A 05051 38N869 
operation Each block handles over 500 Ib. Peel-and-stic a Bok vat — or Tene sane 
installation. 3" Gray 1 6XJG8 are Nu A A003 3eNe7t 
. a 6" Gray 1 6XJG9 8 5157 7 
Risers—Stable, sturdy, plastic risers elevate condensers, 12" Gray 1 6XJHO Half Union Connector Pax Ve A 04780 38N877 
2-Pc., 3°, Gray 1 6XJH1 Vai x V4" A 15725 7 
heat eee and air handlers. Buty! mastic ol top and bottom 2-Pc.,6', Gray 1 G6XJH2 Swivel FE Flare X Solder Adapter We x He A 15726 38N873 
prevents slipping and reduces vibration and noise. 4"Extension 1  6XJH5 Yo x YA" A 15/27 38N880 
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HVAC Brushes Flue Brush 
Brush _ Overall 
Brush Length Length Item 
Fill Type Dia. (in. in. in. No. Fill Type 
ondenser Brus ue Brus 


FinWhisk — —ees—“‘<‘“<“<‘iC;™”™s~<s~s—sS 
Plastic 


Polyester — 2% 6% 3HHES 
onaenser lupe Brus 


Double Spiral/Double Stem 
12-24 (F) Threads 
8 


16 
% 
6 4 6 3HGW9 
4 4 6 3HGX1 
V6 4 6 3HGX2 
ih 4 6 3HGX3 


—W%e 4 6  3HGX4 


| 4 6 3HGX5 
Single Spiral/Double Stem 
TE: (Mt) Threads 
16 
YB B8HHAS 

6 4 6 3HGY7 

6 4 6 3HGZ4 


| 
: 


Stainless Steel 


Brass 


Stainless Steel 


3 


16 


Brass 


Stainless Steel 


reads 

rass 8 

Stainless Steel ¥ 4 6 3HGY6 

Sin leS iral/Sin le Stem 

"= reads 
16 
% 4 6 3HHC7 
V6 4 6 3HHC8 
% 4 6 3HHC9 
6 4 6 3HHD1 
4 4 6 3HHD2 
AG 4 6 3HHD3 
Ui: 4 6 3HHD4 


6 4 6 3HHD5 


Nylon 


reads 


Nylon 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


HVAC & REFRIGERATION 
HVAC Brushes 





Find HVAC Brush Accessories on Grainger. com® 


——— 





Brush _ Overall 
Brush Length Length Item 
Dia. (in. in. in. No. 


‘Double Spiral/DoubleStem Cs 


4 


Stainless Steel 


A 


iy) 
RS 
“IN 


: 


: 


L 
ROS PO 
~I NN 
5 


Tempered Wire 


Stainless Steel 


on 
BY DON > BY DY > BY OY > BY DY > BY DY > BY DOYS - 
DON] RON] PON] PON] PON PON PONY PONY PONY PONY PON DO" 
“INI NI NN ~~ 
DON) RON RON PON PON PONY PON) PONY PONY PON PRON PRON PRON PON PON PRON PON PON] PON PON) PON PON) PON PON RON RON PRON POND PON PO 
5 


iral/Double Stem 


as 


DY 
=> 


= 


iy) 
ROS PO 
IN) NIN NI NI NI 
=~ 


Tampico 


o1 
BY DOYS BY DOYS ~ 
i) ie) 
ROY ROY ROY ROY PONY PONY PON PRON PON RON PON PON PON PONT PON PON PONY PONS PON, PO 


i) 


Tempered Wire 


= 


BY DD BY DOY > BY DOYS 
i) i) 
ROY PONY PONY PONY PONY PONY PONY PONY PONY PONY PON PON PONY PO 


| 


LL 
DON MON RON RON PONY Posy Res4y PO 


Tempered Wire 


DoS +} 
ROS PO 
I) NIN NI NN 








Refrigeration 
Coil Brush 
Overall 
Brush Brush Handle Length Item 
Fill Type in. ia. (in.) L (in. in. No. 
oiler Brus 
olumbia Boiler, Single Spiral/Single Stem 
wisted Wire 
Spring Grade 4% x 1 22 27 2FCD1 
Tempered Wire 4% £“%x{ 44 48 ~~ OFCCO 
Weil McLain Boiler, Single Spiral/Single Stem 
; 2x 1% 

Bristle —i—Thx1% 2630 2XTD5 
Carbon Steel = gay. 444, 98 30. 3EDAT 
2X 1% 
arbon Steel Wire 2X18 
rimped Wire 2x 1% 

ooden and Twisted Wire 


Ine VVIre 


4 2X 178 4 


traight Wire 4 2X18 1% 30 2XTE5 
Furnace Boiler Brush 

ingle Spiral/Single Stem 

Crim 2a Brass 1 2% Ay 48 2VMZ7 


Fiber 


Fiber Hair Mix 


“Avian té‘<‘za awd eK TG 0S SEDAZ 


Nylon 
tainless Stee 


7 8 


‘FurnaceBrush 
Wire Handle with 1" Rin 


‘ 1 to 5 
Natural Bristle 7 75 5 4 
Wooden 
atural Bristle 1 2X 9 5 
ampico 1 8 9 
ooden and Twisted Wire 
7 2X 


Natural Bristle 


— ft vxt 142 SECYE 
— ft &xt 2380 XTDT 
—__f__ xt 2380S SEC YZ 
— f  _vxt 29 6S SECYS 


‘RadiatorBrushoeeses—“—si—‘“‘“<“<—iCtrwssSSS 
Wooden 


ooden 
; 7 2 ii 
Horsehair r( ; h 7 
“Horsehair. +» 4m, ap ny wear, 
orsehair 7 VV 4% 27 2FCE2 


Poly Mix 
efrigerator Coil Brus 
12 Sax 1% 15 28 3ECX8 


Synthetic 


ooden an 
ristle 


Poly 


— 12. %xi 15 28 2KVES 


wisted Wire 


— 12 %xi% 2228 BECXD 


i) 


ee 4X1¥%2 Yx1r 
upe brus 


‘Single Spiral/DoubleStem —si‘“‘;sCS 


1 ‘y"" 


L 


RON) PON RO ine) 

> BYNDOY > > 
~I) NI) NIN IJ I NI I I 

f& O1 => 


Nylon 


ine) 
RON POY POY POY PONY PONY PONY PONY PONY PON PON PONY PONY PO 
a 


oon 
ros BY Pp 
“INI NI NN 
RO POS PO PO PL 
os 


Oo 
ba | 
J 


o7O7 O1 
SS ee 
LTTE 
ba | 
i>) 


oon 
Si) 
ba | 
NIN 
i>) 


Galvanized Wire 
GF CES 


Natural Bristle 


8 9 4 
~~ 3. of oq OFCET 
3 Yo 32% 36 2FCE3 
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HVAC & REFRIGERATION 
Gas Vent System & Smoke Emitters 





o& AMERIVENT. 


Type B Gas Vent 


Components 


= Requires 1" clearance to combustibles 


= Snap-lock joints 
= UL Listed 


; Standard 


Tee 


Single-Wall 


Scan. Order. Done. 
Details on page A1. 


Connector Systems 


Single-wall flexible vent 
connector connects one or 
more appliances to double- 
wall Type B Gas Vent. Use 


Vent Pipe Hanger— 
Provides 1%" spacing 
(Order same size as pipe 
diameter). 


ot AMERIVENT. 


pA 


6” 


i 





for listed gas appliances 
with a draft hood or other 
gas appliances listed for 
use with Type B Gas Vent. 


Flexible Pipe: 0.012" alumi- 
num alloy 3003. Single 
wall pipe ends: 0.018" 
aluminum-zinc coated 
steel. Rigid components: 
0.018" aluminum-zinc 
coated steel. Clearance: 
1" to combustibles. Do 
not enclose. Do not pass 
through walls, floors, or 
ceilings. 


= Accepted by AGA, NFPA, HUD, NBC, and UBC 


Gas Vent Pipe Sections—Rugged, double-wall 
construction with aluminum alloy 1100, 3003, or 
3105 inner pipe and corrosion-resistant galvanized 
Steel outer pipe. Snap-lock coupling ends. 


Reduction Wye— 
Features branch and/or 
base with smaller diam- 
eter than trunk size. Cap 
connection for furnace 
and water heater in 
common connector. 


a a 


Appliance 
Connector 


Adjustable Gas Vent Pipe—Fit onto standard 


pipe sections. Telescope adjusts from 3" to 10". ; ; ; 
Flexible Pipe Section— 


Single wall corrugated 
aluminum connects 
from the appliance to 
Type B Gas Vent. May 
be compressed 4" per 
foot to shorten lengths. 
Cap ends offer snaplock 


Standard Tees—Branch and trunk diameters are 
the same size. 


Adjustable Gas Vent Elbows, 90°—Constructed 
of 4 sections for smoother bends and less resis- 
tance. Adjusts from 0° to 90°. 





A 


Adjustable Gas 
Vent Elbow, 90° 


























Vent Caps—Designed to prevent spill-back of 









































waste gases into structures. Permit termination of Appliance Connector— design. 
vents at minimum height necessary above roof. Sized to fit outlet. Use 
Adapters—uUniversal adapters feature snap-lock ee 
couplings on 1 end, and slip joints on other. When eek ; PP 
used to join 2 UL Listed gas vent systems, the isaivousanl 
entire system maintains the listing. Universal Adapter—Short Adapter 
Furnace/Water Heater Kits—kits include cap, seaalaeeonat you fa 
storm collar, flashing, draft hood connector, and ee g P 
12" adjustable length. Most installations require 
oe : oun Gas Vent Gas Vent Dimensions Mfr. Item 
additional pipe lengths and adjustable 90° "L Pipe Dia, Pipe Length A : c ' Model Na. 
connector. Appliance Connector 
. ar 6" 3Y;" a — — 3FCAC 4E855 
Firestop Support Plates—For supporting Type 4" 6" rT 4" _ _ 4FCAC-4E861 
B gas vents starting at appliance level while also Furnace/Water Universal Adapter 
i Heater Kit 4" 6" AY," — — — 4FCA 4E862 
Sem ee or 5" 6" A — — — 5FCA 4E864 
Gas Vent Pipe Mfr. Item Gas Vent Dimensions Mfr. Item Vent Pine angen _ — = — 3VPH 4E857 
Pipe Dia. 5 Length Model No. Pape Dia. : Model No. 7 ZVPH 4E863 
as Vent Pipe Sections tandard Tees — — — — — 
2 2 ft. 3E24 —«3F 378 7Ve «AY BET 3F374 o" = = = = = oVPH 4E867 
3" 3 fi. 3E3 3F379 4" 8% «4% 4ET 3F375 Reduction Wye 
a Aft. 3E4 3F380 5" fo" 5" 5ET 3F376 5 1 ft. 5Y" 3 iY" AY," 12" 5FCY34 4865 
e 5 ft. 3E5 3F381 6" 1A 5y 6ET 3F377 5" 13%" 5" 4 Ai; 13%" 5FCY44  —-4E866 
7 — ats aaa Gye EAL ——3pa5g— | exible Ment Pipe Section 
: i, J o Yq. " = = = — 2 
q" Aft. 4E4 3F384 4" 5" 5%" 4EAL 3F357 3, 2 u — — — = ie iegeg 
4 5 tt. 4E5 3F385 5" 5 ye 6" 5EAL 3F358 rt 5 ft — — — — AFC5 AE858 
5" 2 tt. 5E24 3F386 6" by" C 6EAL 3F359 7 oH aFC3 aEG59 
5" 3 Tt. 5E3 3F387 Vent Caps tL = = = = 
5" Att. 5E4 3F388 3 6%: 2%"  3CW  3F352 4 1 ft. = = = = 4FC12_ __—-4E860 
5" 5 ft. 5E5 3F337 4 6%" —«45" «ACW 3F353 
6" Mie 6E24 3F338 5 97%"  4%e"  —5CW 3F354 
6" 3 fi. 6E3 3F339 6 97%" 5%  6CW 3F355 
6" 4 tt. 6E4 3F340 Adapters 
6" 9 ft. 6E5 3F341 4" Female Vent Adapter AEUA-F 6E806 
Adjustable Gas Vent Pipe 4" Male Vent Adapter 4EUA-M__6E805 
oF 1 ft. 3E12A —_—3F360 5" Female Vent Adapter 5EUA-F _ 6E808 
: Tft. 412A _—«3F361 5" Male Vent Adapter 5EUA-M _6E807 
vb 1 ft. 5E12A 3F362 6" Female Vent Adapter 6EUA-F 6E810 
6" 1 ft. 6E12A 3F363 Gas Vent Pipe No. 
Gas Vent Mfr. ltem Support Mfr. ltem 3KLK3 
Pipe Dia. Model No. Inside Dia. Skirt Model No. 
Furnage/Water Heater Fits arate Firestop Support Eiates — | : 
; 4 : Q' i 
4" 4EK 3F349 4" 67" 4FSP__3F365 REGIN itl ete 
5" 5EK 3F350 5" 7 Ve 5FSP 3F366 seeiieniiteiieeieieaniees 
6" 6EK 3F351 6" 8" 6FSP 3F36/ REGIN HVAC PRODUCTS, INC. Volume Mfr. Item Pkg ‘ 
Smoke wick Time (cu. ft.) Model No. Qty. 
= 4 atches 
Smoke Emitters Superior bs 15 0-90 sec 20.030 S210-25 pacUsd 25 
: 9 to 20 sec. to - 
Rapidly produce dense smoke Emitters Emitters 
for leak detection and air-flow Produce clean, nontoxic, 72 Se. 10 a 
SeC. 150 $102-50 22CU36 50 
analysis. Suitable for HVAC Volume Mfr. Item Pkg. oil-free smoke to quickly ~90sec. 600 S103 3KLK2 10 
ilati Time (cu. ft.)Model No. Qty. ir- 90 sec. 600 $103-50  22CU37 50 
ductwork, exhaust ventilation Candles find air-flow leaks in 3 min. 1,200 S104 3KLZ2_5 
systems, fire systems, leak 30sec. 4,000 1A 3KLJ8 12 heat exchangers, air 4 min. 2.500 S105 3KLZ3___5 
testing of boilers, tanks and pu See. oy eB an i ducts, chimneys, tanks, BaD 18,000 Si07___ 22CU33_ 
other enclosures, and air flow 3 min. 40,000 W3C 3KLJ7 * 12 boilers, and piping. Won't 7 Sec. T to 300 FP201 22CU32 1 
testing of chimneys and flues. Matches 30 SPM 35LX66 36 stain clothing or build- ren a0 =n acHWa—7 
No. 3KLJ7 can be daisy-chained "Pellets ing interiors. Contain no —»- Ben Replacement Wicks 
30sec. 200 SPo 3oLX6/ 12 explosives. Also used 30 min. SKXX4 3KXX4__—'6 
for longer smoke production. Use Been 400 SP8BSLX68 10 “ ea Faragii DORI UMD TSSTOE 
matches or pellets when smaller 60sec. 500 SP13 35LX69 12 or Tire drills and to tes Includes Smoke Pen, (6) CO BUMP 





smoke alarms/detectors. Wicks, Filter and Applicator.  TESTERCO 101 9/XL71 1 


Find even MORE on Grainger.com® 


volume of smoke is needed. 
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* Double wick. 
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Duct & Fittings 





Duct and Fittings 


GreenSeam® Plus Snap-Lock Pipe is self-sealing duct for commercial and 


47" 


GS A DMI COMPANY 




































































































































































































































































k- 
residential applications. Engineered with a LEED® qualifying zero-VOC gasket; eee )2 = 
eliminates additional sealing along the longitudinal seams and transverse joint. = a 
When used with GSI sealed fittings, GreenSeam® Plus system reduces energy = 
costs and increases overall system efficiency. Each box contains five 5-ft. = 
sections (25-ft. total). Note: Call 1-800-GRAINGER (472-4643) for specialty ordering information. = 

Duct Duct 26 ga. 24 ga. 26 ga. 24 ga. g 
Fitting Fitting Item Item Duct Fitting Item Item g 
5 Dia, gfgnath H No. No. Dia. No. No. & 
reenSeam® Snap Lock Pipe = 
4" 60" — | 6EKE9 = 3. peducers SRFI9—\— BREAD a GreenSeam® 
a gor 5" | 6PGC8 | 6PGDI 6"x4" | GEKK7 | GEKL8 5 
ca Ye E _ | E 6"x5" | GRFZ3 | 6RGA3 2 
v- 60° v 6PGC9 6PGD2 7x5 6RFZ4 6RGAG o Gian 
8 60. —__|__GEKF1 GEKF/ 7x6" 6RFZ5 6RGA5S ” 
Q" 60" g' 6PGDO | 6PGD3 Bra" GEKKS = 
10° 60" — 6EKF2 6EKF8 Bry G 6EKK9 6EKLO 
12 60" — 6EKF3 6EKF9 Bry 7! 6RFZ6 6RGAG 
14" 60" — 6EKF4 6EKGO 9x6! 6RFZ7 6RGA7 ——— 
1. Collar W/Damper ox 7" 6RFZ8 6RGAS [Lone OBI seat 
4" : 6" 6EKH3 — "x 8" 6RFZ9 6RGAS 
a 5 6" 6PGD9 | 6PGE2 10"x 6" 6EKLO — 
6" 5 6" 6EKH4 6EKJO 10"x 8" 6EKL1 6EKNO 
7" 5 6" 6PGEO 6PGE3 10"x 9" 6RGAO | G6RGCO 
8" 5 6" 6EKH5 6EKJ1 12°x 6 6EKL2 — 3 
Q' 5 6" 6PGE1 6PGE4 12"x 8" 6EKL3 — ro 
10" 5 6" 6EKH6 6EKJ2 12" x 10 6EKL4 6EKN1 = 
i it 6" 6EKH7 6EKJ3 12" x 9" 6RGA1 6RGC1 % 
14" 5" 6" 6EKH8 6EKJ4 14°x 8" 6EKL5 — a 
"90° El 14"x 10 6EKL6 6EKN2 € 
ane enay 5 1 BERG 1 6EKGT 14"x12" | GEKL7__| G6EKN3 3 
et 8" 6%" | 6PGD4 | 6PGD7 5 So 
6" Q" g' 6EKG2 6EKG8 G see ee lene] — MALEEND 
7" 10" g" 6PGD5 | 6PGD8 
g it” 11" 6EKG3 | GEKG9 | 
g' ik TT" | 6PGD6 — 
1 Q" 1 4 1 3 6EKG4 6EKHO ANNTATTATANTT 
iz 16" 15" | 6EKG5 6EKH1 — 
14" 17%" 17" | GEKG6 6EKH2 
4, Fad Cap 5 5 6EKI5 6EKK1 | GreenSeam® Plus Patented | 
is eh 2" 6PGE5 6PGE8 
6" i i 6EKJ6 6EKK2 
ra 2 a 6PGE6 6PGE9 
8" z a GEKA? 6EKK3 
g' 2" a 6PGE7 6RFY5 
10" 2" 2" 6EKJ8 6EKK4 @) @ ©) 
12" a a 6EKJ9 6EKK5 
14" oh a 6EKKO 6EKK6 
5, Tee 
4" 10" 8' 6EKN4 — 
5 147 g' 6RFY6 6RFY9 
6" 13° 9%" | 6EKNS 6EKP1 
5° Vee on aa one 90° Adjustable Elbow Reducer End Cap Tee 
g' 16%" 13%" | 6RFY8 6RFZ1 
10" 20°. _14%" | GEKN7 6EKP3 
ibs 21%" 16%" | GEKN8 6EKP4 
14" 24" 18%" | GEKN9 6EKP5 
No. é 
13E236 oF 
westafFlex #5 
himn Gas Vent Gas Vent Max. i 
+. a Gas Vent Liner Pipe Pipe Min. Duct Mfr. Item 
Pipe Item Material Dia. Length Length Length Model No. 
iner its himney Liner Kit Aluminum _4' Soft. 107. 457ft. 9505  13E236 
-EAN° himney Liner Kit Aluminum 4" 25ft_  10ft. 45 ft. 9504 13237 
= High temp.: 500°F Chimney Liner Extension Aluminum 4" 10 ft. 10 ft. — 9505-ext 13£238 
= Natural gas only Phinney Liner Kit Aluminum at 3 ft us ft 45 ft ave uel 
' ; imney Liner Kit uminum 5" OTL 2 AO TL oD 4 
Liners are flexible and durable. Kits Chimney Liner Extension Aluminum “5° ff. 10 ft 9609-ort 136241 
also include flashing, rain cap, B-vent himney Liner Kit luminum _ 6" Soft. 10ft 45ft 9513  13E242 
g E Chimney Liner Kit Aluminum _ 6° 25 ft. 10ft. 45 ft. 9516 13E243 
connector, and mortar sleeve. Chimney Liner Extension Aluminum 6" 10ft.  10ft. — 9513-ext 13E244 
Chimney Liner Kits 
Allow you to easily line a masonry 
chimney. Aluminum models are suitable 
for Category 1, gas-fired appliances 
with B-vent, or appliances with a draft 
i i i Gas Vent High Temp. Gas Vent Gas Vent Max. Duct Mfr. Item 
hood. They include a liner, rain Cap, Pipe Item Degrees Pipe Dia. Pipe Length Length Model No. 
flashing, B-vent connector, and mortar Aluminum Liner, For Use With Natural Gas 
sleeve. Stainless steel kit is ideal for Chimney Liner Kit 470°F 3. go Ik SPmie 3ALK35  40LJ40 
, , , Chimney Liner Kit _470°F 4" 35 fi. 35 ft. 4ALK35  40LJ41 
natural draft appliances using gas, oll, OF =~ Chimney Liner Kit 470°F 5° 35 ft 35 ft 5ALK35  40LJ42 
wood. Includes a liner, rain cap, flashing “Chimney Liner Kit__470°F 6" 35 ft. 35 ft. 6ALK35  40LJ43 


adapter, flashing, flexible connector, tee, 


Stainless Steel Liner, For Use With Oil Burning Appliances, Wood Stoves and Pellet Stoves 





and 40LJ39 let you stretch and lead the Pull Down — 6" 4564" — 6FX-PD _40LJ33 
Pull Down = 8 71% 4" = 8FX-PD  40LJ39 


flexible liner down the chimney. 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


3097 








HVAC & REFRIGERATION 
Duct & Fittings 


Scan. Order. Done. 
Details on page A1. 
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Duct & 
Fittings 
Quick-Fit™ Pipe— 
Laser welded seam 
prevents leakage; rolled 
edge on ends allows 


quick connection with 
Quick-Fit™ clamps. 


Quick-Fit™ Duct 
Clamps with 
Pin—Open and close 
quickly; provide a tight 
seal. One connection 
clamp required to join 2 
components. 


Quick-Fit™ Adjustable 
Nipple—wse to provide 
variable length adjust- 
ment of Quick-Fit™ 
ducting system. Black 
rubber O-ring included. 


Quick-Fit™ Angle 
Flange—Industry stan- 
dard flange. 


Quick-Fit™ Angle 
Flange Adapter—Use 
for quick connection of 
Quick-Fit™ pipe, fittings 
to flanged pipes or 
fittings. 


Quick-Fit™ End 
Cap—wUse with Quick- 
Fit™ Clamp to cap off an 
unused ducting port. 





No. 40D522 





No. 40D622 





No. 40D527 





No. 40D612 





No. 40D617 





No. 45ZD38 


a 


= 
6 
nN 


—_ 


No. 40D557 





No. 45ZA08 
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Duct GALVANIZED | STAINLESS STEEL 
Fitting Mfr. em Item 
Dia. Model No. No. 
Quick-Fit™ Pipe, 59"L 
4" 3200-0400 | 40D522 45ZA21 
5’ _ 3200-0500 | 45ZA22 45ZA23 
6" _ 3200-0600 | 40D523 45ZA24 
7’ 3200-0700 | 45ZA25 45ZA26 
8" _ 3200-0800 | 40D524 45ZA27 
9" _ 3200-0900 | 45ZA28 45ZA29 
10" 3200-1000 | 40D525 45ZA30 
12° 3200-1200 | 40D526 45ZA31 
14" 3200-1400 | 29RM96 45ZA32 
16" 3200-1600 | 29RM97 45ZA33 
Quick-Fit™ Duct Clamp with Pin 
4" _ 3260-0400 | 40D622 45ZD64 
5’ __ 3260-0500 | 45ZD65 45ZD66 
6" __ 3260-0600 | 40D623 45ZD6/7 
7’ _ 3260-0700 | 45ZD68 45ZD69 
8" _ 3260-0800 | 40D624 45ZD70 
9" _ 3260-0900 | 45ZD71 45ZD7/2 
10" 3260-1000 | 40D625 45ZD73 
12° _ 3260-1200 | 40D626 45ZD74 
14" 3260-1400 | 29RM98 45ZD75 
16" 3260-1600 | 29RM99 45ZD7/6 
Quick-Fit™ Adj. Nipple w/ Black Rubber 0-Ring 
4" __ 3202-0400 | 40D527 45ZA34 
9 _ 3202-0500 | 45ZA35 45ZA36 
6" 3202-0600 | 40D528 45ZA37 
7 __ 3202-0700 | 45ZA38 45ZA39 
8 __ 3202-0800 | 40D529 45ZA40 
9" _ 3202-0900 | 45ZA41 45ZA42 
10" 3202-1000 | 40D530 45ZA43 
12° 3202-1200 | 40D531 45ZA44 
14" 3202-1400 | 29RNO1 45ZA45 
16" 3202-1600 | 29RNO02 45ZA46 
Replacement O-Ring for Adj. Nipple 
4 3262-0400 | 40D627 _ 
a 3262-0500 | 45ZD77 — 
6 3262-0600 40D628 — 
t 3262-0700 | 45ZD78 _ 
8" 3262-0800 | 40D629 _— 
g" 3262-0900 | 45ZD79 _ 
10" 3262-1000 | 40D630 _ 
12" 3262-1200 | 40D631 _ 
14" 3262-1400 | 29RN03 _— 
16" 3262-1600 | 29RN04 — 
Quick-Fit™ Angle Flange 
4" __ 3261-0400 | 29RN87 — 
6" __ 3261-0600 | 29RN88 _ 
8" _ 3261-0800 | 29RN89 _ 
10" 3261-1000 | 29RN90 —_ 
12° 3261-1200 | 29RN91 _ 
14" 3261-1400 | 29RN92 — 
16° 3261-1600 | 29RN93 — 
Quick-Fit™ Angle Flange Adapter 
4" __ 3250-0400 | 40D617 45ZD51 
9 _ 3200-0500 | 45ZD52 45ZD53 
6" _ 3250-0600 | 40D618 45ZD54 
7 _ 3290-0700 | 45ZD55 45ZD56 
8" _ 3290-0800 | 40D619 45ZD5/7 
9" _ 3250-0900 | 45ZD58 45ZD59 
10" 3250-1000 | 40D620 45ZD60 
12° 3250-1200 | 40D621 45ZD61 
14" 3250-1400 | 29RN32 45ZD62 
16" 3250-1600 | 29RN33 45ZD63 
Quick-Fit™ Machine Adapter 
4" _ 3249-0400 | 40D612 45ZD38 
5’ _ 3249-0500 | 45ZD39 45ZD40 
6" _- 3249-0600 | 40D613 45ZD41 
7’ 3249-0700 | 45ZD42 45ZD43 
8" _ 3249-0800 | 40D614 45ZD44 
9" _ 3249-0900 | 45ZD45 45ZD46 
10" 3249-1000 | 40D615 45ZD47 
12° _ 3249-1200 | 40D616 45ZD48 
14" 3249-1400 | 29RN36 45ZD49 
16" 3249-1600 | 29RN37 45ZD50 
Quick-Fit™ Reducer 
9'X 4" 3222-0504 | 452ZC81 452082 
6'x 4" 3222-0604 | 40D557 452084 
6"x 5" 3222-0605 | 45283 452085 
7X6 3222-0706 | 452086 _— 
8x4" 3222-0804 | 40D558 — 
8x6 3222-0806 | 40D559 452087 
9"x6' 3222-0906 | 452088 — 
10"x 4" 3222-1004 | 40D560 — 
10°x6° 3222-1006 | 40D561 452089 
10°x 8" 3222-1008 | 40D562 452090 
12'x 4" 3222-1204 | 40D563 —_ 
12°x 6" 3222-1206 | 40D564 — 
12'x 8" 3222-1208 | 40D565 452091 
12" x 10" 3222-1210 | 40D566 452092 
14" x 4" 3222-1404 | 29RN11 _ 
14"x 6" 3222-1406 | 29RN12 _ 
14"x 8" 3222-1408 | 29RN13 _ 
14"x 10" 3222-1410  29RN14 _ 
14" x 12" 3222-1412 | 29RN15 452093 
16"x 4" 3222-1604 | 29RN17 _ 
16"x 6" 3222-1606 | 29RN18 _ 
16"x 8" 3222-1608 | 29RN19 _ 
16"x 10" 3222-1610 | 29RN20 — 
16"x 12" 3222-1612 | 29RN21 _ 
16"x 14" 3222-1614 | 29RN22 452094 
Quick-Fit™ End Cap 
4" _ 3151-0400 | 29RN66 45ZA08 
5° __ 3151-0500 | 45ZA09 45ZA10 
6" _ 3151-0600 | 29RN67 45ZA11 
7’ _ 3151-0700 | 45ZA12 45ZA13 
8" _ 3151-0800 | 29RN68 45ZA14 
9" _ 3151-0900 | 45ZA15 45ZA16 


Ke 





No. 40D637 


No. 29RN73 


™~ 


AV 


No. 29RN80O 





No. 40D567 


— 
a 


No. 40D582 
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Duct GALVANIZED sid re STEEL 
Fitting Mfr. Item Ite 
Dia. Model No. No. 
10" 3151-1000 | 29RN69 45ZA17 
12" 3151-1200 | 29RN70 45ZA18 
14" 3151-1400 | 29RN71 45ZA19 
16" 3151-1600 | 29RN72 45ZA20 
Quick-Fit™ Standard Branch, 30° Angle 
4 3220-0404 | 400637 452054 
9" _ 3220-0505 | 452055 452056 
6" _ 3220-0606 | 40D638 452057 
7’ _ 3220-0707 | 452058 45ZC59 
8" _ 3220-0808 | 40D639 45ZC60 
9" _ 3220-0909 | 452061 452062 
10" 3220-1010 | 40D640 45ZC63 
12" 3220-1212 | 40D641 452064 
14" 3220-1414 | 29RNO7 45ZC65 
16" 3220-1616 452066 45ZC67 
Quick-Fit™ T-Branch, 90° Angle 
4" 3227-0404 | 40D597 45ZD07 
au 3227-0505 | _45ZD08 45ZD09 
6" 3227-0606 | 40D598 45ZD10 
dé 3227-0707 | 45ZD11 45ZD12 
8" 3227-0808 | 40D599 45ZD13 
g" 322/-0909 | 45ZD14 45ZD15 
10" 3227-1010 | 40D601 45ZD16 
12° 3227-1212 | 40D602 45ZD17 
14" (3227-1414 | 29RNO9 45ZD18 
16° 3227-1616 | 29RN10 45ZD19 
Quick-Fit™ Y-Branch, 60° Angle 
4 3221-0404 | 29RN7/3 45ZC68 
a 3221-05909 | 45ZC69 45ZC70 
6" 3221-0606 | 29RN7/4 452071 
‘a 3221-0707 | 452072 452073 
8" 3221-0808 | 29RN/5 452074 
g" 3221-0909 | 452075 452076 
10" 3221-1010 | 29RN/6 45ZC77 
12" 3221-1212 | 29RN77 452078 
14" 3221-1414 | 29RN78 452C79 
16" 3221-1616 | 29RN79 45ZC80 
Quick-Fit™ Double Branch, 60° Angle 
4 3226-0404 | 29RN80 —_ 
a 3226-0505 | 45ZD04 _— 
6" _ 3226-0606 | 29RN81 — 
7’ 3226-0707 | 45ZD05 —_ 
8" _ 3226-0808 | 29RN82 — 
9" _ 3226-0909 | 45ZD06 = 
10" 3226-1010 | 29RN83 _ 
12" 3226-1212 | 29RN84 = 
14" 3226-1414 | 29RN85 _ 
16" 3226-1616 | 29RN86 — 
Quick-Fit™ In-Cut, 30° Angle 
4" x 4" 3223-0404 | 40D567 —_ 
6x4" 3223-0604 | 40D568 — 
6'x6' 3223-0606 | 40D5/0 45ZC95 
8 x4" 3223-0804 | 40D569 — 
8x6 3223-0806 | 40D5/1 45ZC96 
8x8 3223-0808 | 40D5/2 _— 
10°x 4" 3223-1004 | 40D573 — 
10°x6' 3223-1006 | 40D574 452097 
10°x 8 3223-1008 | 40D575 —_ 
10"x 10" 3223-1010 | 40D576 — 
12'x 4" 3223-1204 | 40D577 — 
12°x 6" 3223-1206 | 40D578 452098 
12'x 8" 3223-1208 | 40D579 —_ 
12" x 10" 3223-1210 | 40D580 —_— 
12" x 12" 3223-1212 | 40D581 —_ 
14"x 4" 3223-1404 | 29RN38 = 
14"x 6" 3223-1406 | 29RN39 _— 
14"x 8" 3223-1408 | 29RN40 — 
14" x 10" 3223-1410 | 29RN41 _ 
14" x 12" 3223-1412 | 29RN42 _ 
16"x 4" 3223-1604 | 29RN44 _ 
16"x 6" 3223-1606 | 29RN45 _ 
16"x 8" 3223-1608 | 29RN46 = 
16" x 10" 3223-1610 | 29RN47 — 
16" x 12" 3223-1612 | 29RN48 = 
16" x 14" 3223-1614 | 29RN49 _ 
16" x 16" 3223-1616 | 29RN50 — 
Quick-Fit™ Tap-In, 90° Angle 
4" x 4" 3224-0404 | 40D582 —_ 
6'x4" 3224-0604 | 40D583 — 
6'x6' 3224-0606 | 40D585 45ZC99 
8x4" 3224-0804 | 40D584 — 
8x6 3224-0806 | 40D586 45ZD01 
8x8 3224-0808 | 40D587 — 
10°x 4" 3224-1004 | 40D588 — 
10°x6' 3224-1006 | 40D589 45ZD02 
O'x8' 3224-1008 | 40D590 _ 
10"x 10" 3224-1010 | 40D591 — 
12'x 4" 3224-1204 | 40D592 — 
12'x6' 3224-1206 | 40D593 45ZD03 
12'x 8" 3224-1208 | 40D594 —_ 
12" x 10" 3224-1210 | 40D595 —_ 
12"x 12" 3224-1212 | 40D596 —_ 
14"x 4" 3224-1404 | 29RN51 _ 
14"x 6" 3224-1406 | 29RN52 _ 
14"x 8" 3224-1408 | 29RN53 = 
14"x 10" 3224-1410 — 29RN54 _ 
14" x 12" 3224-1412 | 29RN55 _— 
14"x 14" 3224-1414 | 29RN56 _ 
16"x 4" 3224-1604 | 29RN57 _ 
16"x 6" 3224-1606 | 29RN58 — 
16" x 8" 3224-1608 | 29RN59 = 
16" x 10" 3224-1610 | 29RN60 _— 
16'x 12" 3224-1612 | 29RN61 _ 
16'x 14" 3224-1614 | 29RN62 _ 
16'x 16" 3224-1616 | 29RN63 — 
EXIT» 
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GRAINGER CHOICE’ HVAC & REFRIGERATION 
Find the yi. Find Solutions. Find Great Prices. Duct & Fittings 
y | CONTINUED | Duct GALVANIZED | STAINLESS STEEL Duct GALVANIZED | STAINLESS STEEL 
Fitting Mfr. Item Item Fitting Mfr. Item Item 
Dia. Radius Model No. No. Dia. Model No. No. 
Avgrens RO 310-0230 | ADE? nr oe -D400 | PORNGA 
en 4" 45° 3910-0445 | 40D538 = : =—s 6" 3251-0600 | 29RN95 = 
4" 60° 3210-0460 | 40D539 = No. 29RN94 8" 3251-0800 | 29RN96 = 
Duct & Be ——— 
=e5" 5" 30° 3210-0530 | 45ZA66 = 14" 3251-1400 |__29RN99 = 
Fittings ; 5" 45° 3210-0545 | 45ZA68 = ) 16" 3251-1600 | 29RP01 — 
= 2. 60° 3210-0560 | 45ZA70 — Quick-Fit™ Router Hood 
Quick-Fit™ No. 40D552 5" 90° 3210-0590 | _45ZA71 = 4" 3231-0400 | 40D603 — 
Elbow—4"- and 5" 90° 3210-0590 | _45ZA73 = 5" 3231-0500 | 452D20 = 
7*-dia, elbows a5" 3910-0645 A084? = 3° 3931-0800. 400608 = 
"-dia. eloows are ; ° - — No. 40D603 : - — 
6" 60° 3210-0660 | 40D543 = 10" 3231-1000 | 40D606 = 
re segmented. — 8 ha 
are segmented. : - — - — 
Fete — a ——— 
Quick-Fit™ Manual 7" 60° 3210-0760 | 45ZA85 45ZA86 10" 3206-1000 | 29RP33 = 
Blast Gate—Cast 7" 90° 3210-0790 | _45ZA87 45ZA88 12" 3206-1200 | _29RP34 = 
aluminum body. 7" 90° 3210-0790 | _45ZA89 45ZA90 No. 29RP30 14" 3206-1400 | __29RP35 = 
8" 30° 3210-0830 | 40D545 45ZA91 16" 3206-1600 | 29RP36 — 
Quick-Fit™ SD 8" 45° 3210-0845 | 40D546 A5ZA92 Quick-Fit™ Ball Joint 
: 8" 60° 3210-0860 | 40D547 45ZA93 * 4" 3209-0400 | 29RP37 — 
Automatic Blast 8" 90° 3210-0890 | 40D548 A5ZA94 6" 3209-0600 | 29RP38 = 
Gate—Standard 8 90° 3210-0890 | _45ZA95 45ZA96 8" 3209-0800 | _29RP39 = 
9 30° 3210-0930 | _45ZA97 45ZA98 10" 3209-1000 | 29RP40 = 
120V control and 75 9 45° 3210-0945 | 45ZA99 452001 12" 3209-1200 | 29RP41 = 
psi air pressure gr 60" 3210-0960 | 45202 452003 No. 29RP37 =~ 14" 3209-1400 | _29RP42 — 
. —— mee IE, — a 
Quick-Fit™ NFES 10" 45" 3910-1045 | 40D550 A5ZCO7 3° 3988-0800 | 2ORP4A = 
Automatic Blast 10" 60° 3210-1060 | 40D551 452008 10" 3258-1000 | 29RP45 = 
Gate—Standard 0" 90° 3210-1090 | _40D552 452009 12" 3258-1200 | _29RP46 = 
ate—olanda 12" 30° 3210-1230 | 40D553 452010 14" 3258-1400 | __29RP47 = 
Uh Miles 19° —eo"3910-1260-a0D885 | agzC12 13 Quick-Fit” Floor Sweep. = 
sree ° - No. 29RP43 uick-Fit™ Floor Sweep 
79 psi air pressure. i" 90° 3210-1290 | 40D556 452013 4" 3248-0400 | 452D34 = 
Single cylinder, 14" 30° 3210-1430 | 29RN24 452014 T 5" 3248-0500 | _45ZD35 = 
except Nos. 29RP19 14" 45° 3910-1445 | _29RN25 452015 , 6" 3248-0600 | 45ZD36 = 
pt NOS. 14" 60° 3210-1460 | _29RN26 452016 7" 3248-0700 | _45ZD37 = 
to 29RP22 are 2 14" 90° 3210-1490 | 29RN27 A5ZC17 
eulindet 16" 30° 3210-1630 | 29RN28 452018 
y 16" 45° 3210-1645 | _29RN29 452019 -— 
eae eee 16" 60° 3210-1660 | 29RN3O 452020 we 
Quick-Fit™ Router a 30 3at0-1680 29RN31 452021 benign 
Hood—Standard uick-Fit™ Tubed Elbow os 
Tp eaese 4" 30° 3214-0430 | 452022 45ZA60 
opening 6" x 12". q" 45° 3914-0445 | 452024 45261 
Edges are foldedto - 460" 3214-0460 | 452026 A5ZA62 ane te. loa ee 
inside for safety - $0 3344-0400 | ABA Dia gw fodel No. No. 
ne No. 45ZAGO 5" 30" 3214-0530 | 452030 452A67 ee ee = 
Quick-Fit ay 45° 3214-0545 452032 452033 5" 3965-0500 457D81 — 
Vibration 2 po oe area pate 6" 3265-0600 452D82 = 
Isolator—Hel ; : oe 7" 3265-0700 | 45ZD83 — 
solator—Helps 5° 90° 3214-0590 — 45ZA74 = 3"—3565-0800 457084 — 
keep vibration from a5 3014-0645 | aBz640 | ASAE No. 45zp80 23268-0900 | 45285 = 
passing from the 6" 60° 3214-0660 452042 A5ZA77 Quick-Fit™ HJ Pipe Hanger 
fan to the ducti 6" 90° 3214-0690 | 45244 45ZA78 . = 
an to the ducting s . 4" 3265-0400 | 29RP23 
syste eee ee oe 
oe 8" 45° 3214-0845 | 452C48 452049 fe soo eannee = 
Guick-Fit™ Ball Se ee ee ee 
Joint—Allows - » 14" 3265-1400 | 29RP28 — 
99° off t No. 29RP23 16" 3265-1600 | 29RP29 — 
ol-center Duct GALVANIZED | STAINLESS STEEL 
movement. Ideal ae od | ak a 
: : la e 0 0. 
for machines with Quick-Fit™ Manual Blast Gate 
moving dust ports. 4" 3240-0400 | 40D6 452021 Duct GALVANIZED | STAINLESS STEEL 
3° 3040-0600 400608 452024 ‘Dia Model | No. No. 
ick-Fit™ : 4 452024 ia. ; ’ 
cee 7" 3240-0700 | 45ZD25 452026 Quick-Fit’” Hose Adapter 
sa Ion Sam LL 53380-0800. 487003 ae7D04 
: : 45 45 : 
Teneo mm a ee ae | — i 
I No. 40D607 - 4 45 : 
14" 3240-1400 | 29RNG4 452032 8__ 3282-0800 | 400634 492098 
Quick-Fit™ HJ y z Q" 3282-0900 | 45ZD99 45ZE01 
16" 3240-1600 | 29RNG5 452D33 
Pipe Hanger— Quick-Fit™ NFMES Manual Blast Gate 10 — 2282-1000 | A0DOc9 FEE U2 
4" 3241-0400 | 29RP02 — No. 40D632 12 3282-1200 | 400636 45ZE03 
Connects direct i = 14" 3282-1400 | 29RN34 45ZE04 
y 6" 3241-0600 | 29RP03 
: = 16" 3282-1600 | _29RN35 45ZE05 
to ceilin and 8 3241-0800 29RP04 32 
we Ing 10" 3241-1000 | 2ORP05 = Quick-Fit™ Rigid Steel Hose 
minimizes pipe 12" 3241-1200 | 29RP06 = —_— 4" 3281-0400 | 457087 = 
movement 14" 3244-1400 | _29RP07 = ———— , 5’ _ 3281-0500 | 452D88 = 
an SORPOS 16" 3241-1600 | 29RP08 — a 6 _ 3281-0600 | 492089 — 
vb cae™ 2 Quick-Fit™ SD Automatic Blast Gate No. 452D87 7 __3281-0/700 | 492090 = 
Quick-Fit 4" 3949-0400 | 29RPO9 = oa LY = 
- M = uick-Fit™ Butterfly Valve 
Butterfly bi--S54S-a800" —SORPTS = 4" 3208-0400 | 40D532 A5ZA47 
Valve—Standard =st ah \ 10" 3949-4000 | DORP12 = 5" 3208-0500 | 45ZA48 45ZA49 
ss i 
locking quadrant : 12° 3242-1200 | 29RP13 - 6 __ 3208-0600 | __ 400933 49ZA90 
No. 29RP09 14" 3949-1400  29RP14 — 1 3208-0700  45ZA51 45ZA52 
handle enables o. +6" 3949-4600 | DORP15 = 8" 3208-0800 | 40D534 45ZA53 
user to regulate air  “Quick-Fit™ NFES Automatic Blast Gate 9° __ 3208-0900 | __45ZA54 45ZA99 
=< 4" 3945-0400 | 29RP16 — 10 3208-1000 _ 40D535 45ZA56 
volume in clean air | "3945-0600 | 29RP17 = No. 40D532 12" 3208-1200 | 40D536 45ZA57 
applications. ot, @ ~~8" 3245-0800 | 29RP18 — 14” 3208-1400 |_29RNOS 49ZA08 
0" 3245-1000 | 29RP19 = 16" _ 3208-1600 | 29RN06 495ZA59 
12" 3245-1200 | 29RP20 = 
No. 29RP16 15" —3948-1600 | DORP22 = 
. r 5- = 
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HVAC & REFRIGERATION Scan. Order. Done. - 
Zone Dampers Details on page Al. fhe 





Honeywell 
Control Dampers Hone. Honeywell 


Note: Additional sizes available on Grainger.com®. Fresh Air—Adjustable open position range stops; 


Automatic—Adjustable close position shipped as power open/spring return closed damper. 
range stops; shipped as power closed/ Male/crimped, female/uncrimped ends connect to 


spring return open damper. Male/crimped, rigid or flexible round duct. 1" we rated. 
female/uncrimped ends connect to rigid = Modulating—With 24VAC, floating-control motor. 
or flexible round duct. 1" we rated. 2-wire — For bypass and zone damper control. 90-sec. 
installation, third wire option. power-open, power-closed actuator. Screw terminal 


Retrofit Zoning—Power open/power connection. 


close actuator draws 2.5 VA, allowing Conventional—Single-blade dampers for use with 
multiple dampers per zone. 3-wire instal- actuators Nos. 2HEZ5 or 2HEZ9 to control air flow. 
lation uses conventional thermostat wire. 





Modulating 
STATIC PRESSURE REGULATING 


AUTOMATIC | RETROFIT ZONING FRESH AIR MODULATING CONVENTIONAL Dia. sa : vin 
Mfr. Item Mfr. Item Mfr. Item Mfr. Item Mfr. Item In. ode 0. 
No. | Model No. Model _—No. Model No. Model No. Round Bypass Dampers, Honeywell Home 





9 in “ARDSTZ_4BKTSB "ARDS IMBB | 10 in CPRD10 48KT71 
6 in D690A1002 219022 F tean CPRD12 48kT72 
7in MDZ AKT = — 14 in CPRD14 48KT73 
8 in ps90A%010 zracei + Mfr. Item 
Qin| ARDOTZ 48KTS9*| — — —| — — — — — — — Voltage H W D Model No. 
10in|ARD10TZ 48KT60*}§ — — —  — — —MARDI10 279C32 + | — — Actuators For Use With Conventional Dampers, Honeywell 





12 in ARD121Z 48KT61 “| — — —  —  — —/MARD12 2GZA2 * | D690A1036 279C20 QAVAC «5 vin 3 Yin 2%in  ML6161B2024  2HEZ5 
14in/ARD141Z 48KT62* — — —| —  — —\MARD14 2GZA1 * D690A1044 279025 24VAC 5%ein  3%in 3in  ML7161A2008  2HEZ9 
16 in}/ARDI6TZ 48KT638 * — = — — — — + ~—~ — — D6S0A1051 279083 Damper Motors, Honeywell Home 





18in ARD181Z 48KT64*) —  — — —  — — —  — — — — 24V, For Use With Mfr. No. ARD, Mfr. No. : 
20 in| ARO20IZ 466s “| oo oS —~—= _ARDTZ, Mfr. No. ZD, Mfr. No. ZDTZ M847D-ZONE — 48KT68 
24V, For Use With Mfr. No. EARD M847D-VENT _ 48KT69 


* Honeywell Home. t Honeywell. 


Volume Control Dampers * ae ance 


Designed to regulate the volume of air moving through a duct 

system. Can be used as a positive shutoff or for automatic control. ye 
Install with blades in horizontal position. 24V and 120V actuators 

sold separately. 


GRAINGER 4 
APPROVED fees 





Galvanized Extruded Round, Velocity Pressure Max. 
Steel Aluminum Opposed Single- TPE Silicone; Rating Rating Temp. 

Type Frame Frame Blades Blade Seals Seals fpm in. wg °F 
quare 3V 000-3000 2.5-6.0 00 
quare Airfoi 500-4000  3.0-8.0 00 


quare Extruded 000-6000 .0-6.0 80 


Round 
Single-Blade 3000 4 180 






Item 
Voltage W H D No. 





Duct Item 
Dia. No. 


Round Single-Blade, Dayton Actuators (Power Open/Spring Close), GA 
6 3HGN7 24VAC/DC 3% 6%" 2%" 2LRZ2 
8 3HGN8 120VAC +10% 3%" 6%" 2%" 2LRZ3 
10" 3HGN9 
12" 3HGP1 
14" 3HGP2 





* AMCA certified. All dampers shown herein meet AMCA air performance ratings, but AMCA selects, tests, and 
certifies only the 12" x 12" and 24" x 24" sizes in an effort to equalize costs for small and large manufacturers. 


‘aaa 


Motorized Hat Channel-Style Dampers 


= 100 to 240V 

= 50/60 Hz with end switch 

= Exhaust or supply 

= Mount: horizontal or vertical 

= Max. velocity: 3500 fpm Motor 


Sq. 
Regulate airflow in medium- and low-pressure Overall Opening i oe ttpm 
i ‘aati uare eq. rea Xtension* No. 
commercial applications. TPV louver seals errala Banal = POWar Den Social Gn IcE 


and stainless steel jambs minimize leakage. 11% 12" 0.372 sq.ft. 1115" _ 5NKK1 
Channel frames for installations inside walls or ie ; : u seo sq. us We ete 

4 ‘ Sq. Tl. 2 
ductwork. ae 23%; 24" 3.172 a ft. 11%"  5NKK4 
Actuator is internally installed. Mill-finish 29%: 30" 5.107 sq.ft. 1116" _5NKK5 
extruded aluminum frame (5" deep x 0.1" thick) _35%" 36" 7.559sq. ft. 11%" __ SNKK6 
and louvers (0.08" thick). Plated steel linkage 41% 42 10.400 sq.ft. 112" SNKK7 _ 











z : : 4734" 48" 13.900 sq. ft. 11%" _ SNKK8 
peamgaisiaik and pivot pins. ran damper frame to sa of TET 
3100 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 


ITT 








GRAINGER CHOICE® HVAC & REFRIGERATION 


Find the ww. Find Solutions. Find Great Prices. Dampers 








Round 





Square & 


¥* ® Rectangular 
Dynamic 


= Steel spring- 


Fire Dampers assist closing 











PTA DYNAMIC, 
= UL, NFPA, IBC, MEA, CSFM " ss ae VERTICAL 
= Accommodate airflow a saitidt HORIZONTAL 
in either direction A" wg g: Han janine ye My ot 
= Fire-resistance Dia. OD No. ~~ ai. Fire/Smoke, 
rating: 1% hr. Static—For zero-pres- Rotind™ 359-1 OTE Square 
= Max. temp.: 165°F sure during damper 6" 134" | 2TFZ5 i P 
spiel ana ure during camper. gts att | Motorized Smoke & Lf Dayton 
urtain blade style closing. Vertical-mount 8 18%" | _STF76 is pais 
(square & rectangular); models close via 75° —4354"-| —OTET8 Fire/Smoke Dampers 
ingle-bl round ravity. Horizontal 14° _13% | 21F29 é 
: NFPA 80 req ‘el models have spring-  AeGaSSB, Se ae eee 
outers Odes Have sping To5°F Fusible | orqys = Accommodate airflow in either direction == 
VERTICAL GR STATIC STATIC RECOMMENDED See ee re ee on 
Nom. Nom. HORIZONTAL MOUNT|VERTICAL MOUNT HORIZONTAL MOUNT| RETAINING ANGLE | ™ Velocity rating: 2000 fpm (square); 3000 fpm (round) 
oa a a a hay ri Nom. 24VAC 120VAC Smoke—Factory-installed actua- 
Square and Rectangular” ae man rae a . a tem tor forces damper blades to close 
& é 21GE7 216R2 21669 21665 sil Round = SHOHD SHOT in emergency smoke control 
| ee erm 
— ; ; . 
i” 8 OTGF2 DTGAG STGD4 2TGG9 12 By" | SHGHs | 3HGJ1__ Fire/Smoke—Designed for 
12" 1 ZTGFS 2TGA7 2TGD5 — . uns = Ss 3HGH6 3HGJ2 closure in emergency fire and 
12: " 4 ire/Smoke, Round* : i 2 
ig" 42 OTGFS 2TGAS OTGD7 OTGH3 6 155" | 3HGK6 | 3HGLa _  S™oke situations. Factory- 
i 7 ZTGES Teer aTGDE Absit ch 1554" | 3HGK7 3HGL5 installed actuators are prewired to 
oe 7 10 15%" | 3HGK8 | 3HGL6 inale juncti 
1e" 12 2TGFS 2TGC3 OTGET 2TGHE i? iam —|aHeKa—|—auec7— 2 Smngle junction Dox, 
16" 16" 2TGF9 2TGC4 2TGE2 2TGH7 +4" +55; 3HGL1 3HGL8 = Fire-resistance rating: 1% hr. 
24" 24" 2TGG3 2TGC7 2TGE5 2TGJ1 RECOMMENDED 
Accessory Nom. Nom. 24VAC 120VAC RETAINING ANGLE 
165°F Fusible Link for Square or Rectangular Dampers 2TGJ2 ate oye io ra io 
* Retaining plate included for installation. Smoke, Square 0. 0. 0. 
3HGG1** 3HGG6.** 2TGG5 
Remote, 10 10 3HGG2** 3HGG7_** 2TGG7 
aouda peg Ee 16 16 3HGG3.** 3HGG8.** 2TGH7 
; | 18 ii 3HGG4.** 3HGG9** 2TGH8 
Se 1, 24" 24" 3HGG5 ** 3HGHi ** 2TGJ1 
. i Fire/Smoke, Square 
‘ = jin 8" 8" 3HGJ3. 3HGJ9 2TGG5 
ta pe ia | 10" 10 3HGJ4. 3HGK1** 2TGG7 
a . aie iE 12 3HGJ5| 3HGK2 = 2TGH2 
16" 16 3HGJ6 3HGK3** 2TGH7 
18" ih 3HGJ7_ 3HGK4_** 2TGH8 
24" 24" 3HGJ8. 3HGK5 ** 2TGJ 


* Retaining plate included for installation. **AMCA certified. 





Remote—Offer the same 
function as manual balancing 


Balancing Dampers dampers with the additional 
= Galvanized steel = Pressure rating: 1.0" wg ability to control damper 
= Velocity rating: = Max. temp.: 180°F remotely with No. 480165 at 


2000 fpm wall plate or diffuser. Includes Lip : 
Additional sizes available on Grainger.com®, _ actory-mounted 9V actuator. 


Optional accessories sold 
WARNING: utilizing any controller Insu lated 


Manual—Designed to regulate airflow, but separately. 
not intended for use where positive shut-off or 
automatic control is needed. Features manual _ other than No. 48C165 to adjust Access Doors 





hand quadrant that can be locked in place. damper will void damper warranty. 
> - : ie oR ; = 1" fiberglass insulation 
uc uc em uc em em r 
W(in.) H(in.) No. Dia. (in.) No. Description No. = Rated up to 4" wg 
Manual, Square & Rectangular Manual, Round Remote Balancing Accessories = NFPA 80 requires access to fire dampers 
6 6 22CV77 6 _2TEX/ Quick Control Remote Kit, 480165 
8 6 22cved 8 2TFX8 Actuator Kit, A8C164 HINGED SINGLE DOUBLE 
8 8 22cV78_ 10 TFX9 Cable Assembly 14 Rough Rough CAM LOCK CAM LOCK 
10 6 22CV85 12 2TFY1 ft. Plenum-Rated 480170 Door Door Opening Opening Item Item 
10 8 22CV82 14 2TFY2 Cable Ascambly: 50 H Ww H W No. ‘ 
10 10 22CV80 Remote, Round y, 480171 6" 6" 5." 5 YA" 2TFX2 
ft., Plenum-Rated i i i i 
12 6 22CV81 6 480159 : 8 8 1V2 1¥2 2TFX3 
{9 8 59CV83 Cable Coupler Kit, 480163 7 i val val 
8 480160 ma 10 10 9% 9% 21FX4 
1? 10 22CV86 10 48C161 Wall/Ceiling Plate, White 480167 19" 19" 1% 117% OTFX5 
12 12 220v79 12 480162 14" 14" 137%" 137%" 2TFX6 


Sign in to Grainger.com® to see YOUR Pricing and MORE 





Scan. Order. Done. 
Details on page A1. 


HVAC & REFRIGERATION 
Duct, Diffusers, Dampers & Grilles 





Installations where sunlight enters through Flex. Duct Flex. Duct 








j ; . UPC Inside Wall Vapor Mfr. Item 
turbine vents, skylights, canopy windows, etc., No. Dia. Thickness Transmission Model No. 
7 j av," 0.60 17802508 4TVN8 
(a oat Feat — a meee 
Insulated—Feature double-ply vapor barrier with i ; 2 ; 7802912 4 
aco ‘ediroctonal taint t a E Aue 78. 14" Wi 0.60 17802514 4TVP2 
—————— riairectiona rein orcements. “purpose uCtS are gray ~7 16" yA 0.60 17802516 4TVP3 
= polyester. Premium ducts are metallized polyester. 78 18 2/2 0.60 17802518 4TVP5 
Flexible Premium Insulated, R-Value = 4.2 
Insulated Note: R-Values are in accordance with ADC Flexible Duct 30 4" 1H! 0.05 13002504 3F322 
Duct Performance and Installation Standards (2003) using ASTM 3 ee Le ae dpaeene ataee 
: ; \ , 

- C aa at installed wall UVEsneES on flat nsHlavon my 30 10! rH," 0°05 13000510 3F325 
= Rated positive pressure: 10" WC per UL 181 Uninsulated—Class 1 air connector is a triple 30. 12" a 0.05 13002512 3F326 
= Velocity: 5,000 fpm lamination of metallized polyester, aluminum foil, Pramiant Waulated RVahie 260 nn 
= Standard lengths: 25 ft. and polyester film, encapsulating a steel wire helix. 364 2" 0.05 13602504 5E271 

F| dismukedeveloned2 257 250 36 6" 2" 0.05 13602506 5E272 
= Flame spread/smoke developed: < < Flex. Duct Flex. Duct 36 8" 2" 0.05 13602508 5E273 
= Rated for indoor use UPC Inside Wall Vapor Mfr. Item 36-10" ve 0.05 13602510 5E274 

7 ; , No. Dia. Thickness Transmission Model __No. 36 12" 2 0.05 13602512 5E275 

Recommended operating press.: 34" WC neg,., all dia.; 6 =i Parpose emai R-Value ae ih ce Premium Insulated, R-Value = 8.0 
" Mu "qi 7002504 3F327 31 4" A 0.05 13102504 4PDN5 
Dee ala eer ee ee Oe ee 0.60 17002506 3F328 «=| 3t 6" SSC 0.05 13102506 TVL9 
Temp. range: uninsulated duct -20° to 180°F; insulated 1 & A 0.60 17002508 3F329 31 8" 214" 0.05 13102508 4TVN1 
_91)° ° _97° ° 7 ' i 0.60 17002510 3F330 31 10" 21 0.05 13102510 4TVN2 
duct -20° to 140°F @ max. press. and -20° to 180°F @ = 79 —459r——39 0.60 17002512 3F331 afi SC= 0.05 13102512 4TVN3 
2" pos. WC max. 70. 14" Ty; 0.60 17002514 5E279 31 14" av," 0.05 13102514 4TVN4 
; 70 16° TV; 0.60 17002516 5E280 31 16" 21%" 0.05 13102516 4TVN5 
Code Compliance—UL 181, NFPA 90A and 90B, ICC, a ae nee R-Value eg sa 3 aa BE * {8 21%" 0.05 13102518 4TVP4 

was . . ninsulate 

HUD, Cities of Chicago, New York, San Francisco, and 766 0} 0.60 17602506 5E283 50 ie 0.05 05102503 3F332 
County of Dade (Fla.). 76 8" vi 0.60 17602508 5E284 50 4 i 0.05 05102504 3F333 

BC 76 (10° z 0.60 17602510 5E285 50 6" i 0.05 05102506 3F334 
Note: Check with the local code body having jurisdiction in your area 76 2" vl 0.60 17602512 5E286 50 cy Ya" 0.05 05102508 3F335 
to determine applicable codes. 76 14" 2" 0.60 17602514 5E287 50 10° i 0.05 05102510 3F336 

ee ee eee 
UV Exposure—Flexible duct is for indoor use only and urpose Insulated, R-Value = 9 8 05 9102914 5 
houl re + be installed in di Pais i 78 4" A 0.60 17802504 4TVN6 50 _‘16" i 0.05 05102516 5E292 
should not be installed in direct or indirect sunlight. 73.6 WA 0.60. 17802506 ATVN7 50.18" vA 0.05 05102518 5E293 
Diffusers, Dampers, and Collars * pyry cancer Sun ats ose ; = | 

= . F = — oO. 
Diffusers—Round diffusers, with APPROVED |< : aa 1p 


Diffusers, Adjustable Filtered—Separate directional diffusers 
on 4 sides, to provide air flow control. Compatible with T-bar ceil- 
ings. Connect duct to back pan and snap closed. Back pan and 
electrostatic filter included. 


overlapping step-down rings, are 
compatible with butterfly dampers. 
Square diffusers provide high-volume 
air diffusion; multilouver models control 
air volume. Perforated diffusers have a 
clean, unbroken-plane look and reduce 


MMT 
MTT 
sii dddal 








ae 
Return Air Grilles CLV srroven 


Surface treatments are dual electrocoated/ 


Butterfly Dampers—Adjust through center hole in diffuser; 
removable handle included. 








noise in low-volume air applications. Diffuser Item 
nit write Finis Description Duct Size Brand No. powder-coated for excellent corrosion resistance. 
iffusers, White Finis ee hn fie 
; Round, Ceiling, Step-Down, For Use with 4JRL4 6" CA AIRK8 All-steel construction; white finish. Filter Grilles 
Round, Ceiling, Step-Down, For Use with 4JRL5 ce GA 4JRK9_ | have hinged face and accommodate standard 1" 
Round, Ceiling, Step-Down, For Use with 4JRL6 Ie a Ant filters, sold separately on page 3047. 
3 Square, Ceiling, 3-Way Multilouver oe a aM Note: Actual wall opening should be 36" larger than max. 
No. 4UJRK8 6" GA AMJJ5 duct size. 
Square, Ceiling, 4-Way Multilouver 8 GA 4MJJ6 Max. Max. Y" Bar ¥3" Bar 
7 a AMS Heigh Width Overall Overall ane aire 
: 4 A t idt vera vera tem tem 
Square, Perforated, Supply, Lay-In T-Bar with Deflector 6 to 14 GA 4JRL2 Return Air Grille 
Control, For Use with 4URN2, 4JRN3, 4URN4 or 4URN5 6 7.15 Li) 4MJN2 — 
—- Square, Perforated, Return, Lay-In T-Bar, Duct Size 8" — GA 4MJV1 10 1.15 11.75 4JRR6 4MJP5 
3 Square, Perforated, Return, Lay-In T-Bar, Duct Size 6 x 14" — GA 4MJU7 6 12 L195 13./5 4JRR7/ 4MJP7 
Square, Perforated, Return, Lay-In T-Bar with Filter Frame and __ GA AMJVG 14 G15 13.70 = 4MJP9 
Insulation, For Use with 4JRN2, 4JRN3, 4URN4 or 4JRN5 24 £49 2000 4MJP1 4MJR6 
, , Lay-In T-Bar, Egg Crate, Filter Frame — GA 4MJW6 8 9./5 9./5 4MJN3 4MJP4 
No. 4MJU8S Square, Ceiling, Lay-In T-Bar, 2 Cone with Collar, For Use with 4JRL7 6" GA 4MJU2 12 975 13.75 | 4MJN5 — 
Square, Ceiling, Lay-In T-Bar, 2 Cone with Collar, For Use with 4JRL8 8° GA 4MJU3 3 14 9./5 13.00 _ 4MJR1 
Square, Ceiling, Lay-In T-Bar, 2 Cone with Collar, For Use with 4JRL9 ~—- 10° GA 4MJU4 16 9./5 Tie — 4MJR3 
Square, Ceiling, Lay-In T-Bar, 2 Cone with Collar, For Use with 4JRN1 12" GA 4MJU5 24 O.15 29./9 _— 4MJR7 
Square, Ceiling, Lay-In T-Bar, 3 Cone with Collar, For Use with 4JRL/ —s 6 GA 4MJV2 30 9./5 S13 4MJP3 4MJR9 
Square, Ceiling, Lay-In T-Bar, 3 Cone with Collar, For Use with 4JRL8 8 GA 4MJV3 10 10 Tito 20175 4MJN4 4MJP6 
Square, Ceiling, Lay-In T-Bar, 3 Cone with Collar, For Use with 4JRL9 10" GA 4MJV4 14 Vive Vo./5 4MJN7 — 
Square, Ceiling, Lay-In T-Bar, 3 Cone with Collar, For Use with 4JRN1 = 12" GA 4MJV5 12 12 Toto 13:f5 4JRR8 4MJP8 
Square, Ceiling, Lay-In T-Bar, 3 Cone with Insulation, For Use with 6 to 12 GA 4JRL3 14 14 Vaio Voss 4JRT1 4MJR2 
AJRN2, 4JRN3, 4URN4, 4URN5, 4JRL7, 4JRL8, 4JRL9, 4URN1 16 16 1.00: 14.75 4MJN9 4MJR4 
Diffusers, 4-Way Adjustable Filtered, White Powder Coated Epoxy 20 14 (3 i gs 4MJNS —_— 
4 Way Ditfuser 36N451 20 Zao -- eto 4JRT2 4MJR5 
é : Way ruse ee i 24 x res 5 Es o 2O.t0 4MJP2 — 
: ah Ci j ay Diffuser 45 eturn Air Baseboard Grille 
Square, Gelling, with Filter 12" 4 Way Diffuser 36N454 14. 7.75 15.75 | — AMJW?2 
a 14" 4 Way Dittuser 36N455 3 14 9% 15% — 4MJW3 
—_ acl rs rs rari at PANAET 16° 4 Way Diffuser 36N456 Kiliered 3 nt ae! 31% — 4MJW5 
ey eplacement Filter, ets of 4 Filters, i se wit 2 iltered Return Air Grille 
SUSE es ON ES SM | ee ee 
eplacement Filter ets 0 | eet A se wit . 4 —_— 
36N451, 36N452, 36N453, 36N454, 36N455, 36N456 4 Way Diffuser 36N458 14.16.62 16.62 | AMJT2 = 
No. 4MJV3 Butterfly Dampers, Brown Finish 14 20 16.62 22.62 4MJT3 _ 
Round, Ceiling, For Use with 4JRK8 6" GA 4JRL4 24 16.62 26.62 4MJT7 — 
Round, Ceiling, For Use with 4JRK9 8 GA 4JRL5 30 16.62 32.62 4MJT9 — 
Round, Ceiling, For Use with 4JRL1 10" GA 4JRL6 14 22.62 16.62 4JRT5 — 
Round, snap-on, For Use with 4JRN2 6" GA 4JRL7 16 22.62 18.62 4JRT6 — 
Round, Snap-on, For Use with 4JRN3 8" GA 4JRL8 20 20 22.62 22.62 4JRT7 — 
Round, Snap-on, For Use with 4JRN4 10" GA 4JRL9 25 2/.62 22.62 4JRT8 — 
Round, Snap-on, For Use with 4JRN5 12. GA 4JRN1 20 22.62 2/.62 4JRU1 — 
Collars, Galvanized Steel 30 22.02 32.02 4MJU1 — 
Round, Snap On Collar, For Use with 4JRL/ 6" GA 4JRN2 24 24 26.62 26.62 4MJT8 — 
Round, Snap On Collar, For Use with 4JRL8 8" GA 4JRN3 95 14 2/62 16.62 4MJT4 — 
Round, Snap On Collar, For Use with 4JRL9 10" GA 4JRN4 16 2/.62 18.62 4MJT5 — 
No. 4JRL7 Round, Snap On Collar, For Use with 4JRN1 12, GA 4JRN5 30 20 32.62 22.62 4MJT6 — 
3102 GRAINGER. Find even MORE on Grainger.com® 1-800-GRAINGER (472-4643) 
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GRAINGER CHOICE° HVAC & REFRIGERATION 
Find the wy. Find Solutions. Find Great Prices. Venters & Inducers 

High-Temperature Pine | input’ |. at Stack Temp, p | Outiet | Mfr. tem 

Sidewall Power Venters Dia. in )_(000's) |300°F 400°F 500°F Amps (i. ) (in. ) (in. ) Dia. (in.)| Model No. 

115V. Mechanically vent Category 1 heaters through fee see fee tee Mee heme wee i ee ee 

a wall, eliminating the need for a traditional chimney. 4 i oe a 7 

Include UC1 heater interlock control and fan proving g (150-200; 100 100 67 1.26|)7% 11 7 4 HS1 4KA73 

switch. Interlock with any 24/1 20VAC burner circuit. 3 men ; i an a0 

Feature adjustable pre/post purge, LED status indicators, 6 450 | 100 100 100 

and fault code memory. Vent hood No. 40845 is recom- eat od 184 4 8) 8 | HS2 AKATA 

mended for power venters Nos. 4KA72 and 4KA73. 8 500 | 100 100 — 

Ideal for sidewall vent furnaces, boilers, water heaters, & |e hea Gee. a 

pool heaters, and unit heaters. Use for electric to 700 | 100 100 — |ogqiyoy 43 12! 8 HS3 4KAT75 

gas conversions, heating equipment upgrades, new Pa eae eo 

construction, and replacing chimneys. 700 | 21 100 — 
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High-Temperature 
Vent Hoods 


Designed to efficiently terminate horizontal vent runs handling 
flue gases from furnaces, unit heaters, and boilers. Made of 
18-ga. corrosion-resistant aluminum alloy. No. 40845 has 
built-in heat shield which provides clearance from combustible 
material contained in walls. Can be used with sidewall power 
venters, this page. 













































































A, Dia.  B, Sq. C D, Sq. E Mfr. Item 
(in.) (in.) (in.) (in.) (in.) Model No. 
4 1p 1% 9 8% VH1-4 40845 
6 84 1‘ fe 9% VH1-6 6KXZ2 
8 16 1% 18% 20 VH1-8 6KXZ3 
10 16 1% 18% 20 VHI-10 6KXZ4 


Rooftop Inducers 


= Powder-coated clamshell housing 
allows easy installation, inspection, and service 
= Stainless steel blower wheel 


Ideal solution for inaccessible and short-length vent connectors and chimneys, 
and for noise-sensitive locations. Optional rooftop stand supports weight of the 
inducer for metal chimney installations. Rooftop mounting maintains negative 

pressure throughout the entire vent system. ETL Listed to UL 378, UL 705, and 


CAN/CSA B255-M81. 


Gas/Oil Applications, Nos. 5>WD8 and 5PWD9—Use to exhaust clothes 
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Water Heater Vent Packages 


Used to vent millivolt gas water heaters up to 75 ft. 
away from a sidewall. Upgrade water heaters from 
electric to gas in renovations or new construction 
where no chimney exists. Wired with 25-ft. control 
cable. Linear limit spill switch connects to thermo- 
couple junction adapter to lock out heater if draft 
is insufficient. Inlet and outlet are 3" on No. 5C083, 
4" on No. 2FRU6. Post-purge timer keeps unit 
operating at end of burner cycle. Gas diaphragm 
switch with aluminum tube connection turns unit 
on and off with gas flow to water heater. Heavy- 
duty vent hood and 6-ft. power cord. CSA Certified. 


Description 


Compatible w/Gas Waters Heater from 60,000 to 120,000 Btu; 115V, 1.26-Amp Motor 
Compatible w/Gas Water Heaters Up to 60,000 Btu; 115V, 1-Amp Motor 


Inducer 


dryer vents and exhaust chases serving multiple floors/sources. Pair with 
Controller No. 35UP43 for demand-based automatic speed control (sold sepa- 


rately on Grainger.com®). Also rated for use with non-condensing oil and gas 
heating equipment when installed with either No. 4KA76 (sold separately on 
Grainger.com®) or Interlock Controls No. 5PWE2 (sold separately, this page). 


Solid Fuel Applications, Nos. 5PWEO and 5PWE1—Use to increase fire- 
place draft to help eliminate fire starting and smoky backup problems. Included 
mounting kit attaches to both tile-lined and metal flues. Also includes wall-mount 


speed control. 


Inlet and 
Outlet H W D Mfr. 
Dia. (in.) Voltage Amps HP (in.) (in.) (in.) Model 
Gas/Oil Applications, Incl. Fan Proving Switch 
8 120 1.2 16 16 RT750 
12 120 5.5 Ya 24 18.5 18.5 RT1500 
Solid Fuel Applications, Incl. Wall-Mount Speed Control 
8 120 1.2 1/12 18 16 16 RT/50H 
12 120 5.8 Ya 24 18.5 18.5 RT1500H 
Accessories 
Universal Control Board, For Use With 5PWD8 and 5PWD9 UCRT 
Rooftop Stand, For Use With SPWD8 and SPWEO RTS8 
Rooftop Stand, For Use With 5PWD9 and 5PWE1 RTS12 
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One 4" 


In-Line Centrifugal 
Fan Duct Booster® 


ote ee UL Listed. 
= Max. operating air temp.: 200°F; not . — en te oe 
for use with combustion exhaust Note: cfm rating is for 8" dia. pipe. Air flow will decrease slightly with smaller pipe. 
= Motor shaft should remain horizontal CFM @ 
0.000 Max. Mfr. Item 
to the floor; mount on bottom of SP Amps Model No. 
horizontal or side of vertical duct 215 0.51 DB-2 40724 


Sign in to Grainger.com® to see YOUR Pricing and MORE 


Booster fits in round, square, or flat ducts as shallow as 3%" deep. 
x 7" cutout is required. Unit attaches to ductwork with 

4 sheet metal screws. May be actuated by No. 5C968 pressure 
switch. Steel housing and wheel. 1/70 HP, 1550 rpm, 115V, 60 Hz 
permanently lubricated motor is positioned out of the air stream. 


Draft Hood/Diverter 


400,000-700,000 
700,000-900,000 
700,000-1,000,000 
1,000,000-1,200,000 
1,000,000-2,000,000 
2,000,000-2,400,000 


No. | Inside Dia.* 
Gas/Oil Applications 


SPWD8 














Mfr. Item 
Model No. 
VP-3F 2FRU6 
VP-2F 5C083 





Universal Rooftop Stand 


Control Board 


Selection Guide 


Item |Min. Chimney|BTU/Hr. Input, Gas with BTU/Hr. Input, Gas/Oil Max. Equivalent** Vent 
with Barometric Control Length (ft.) @ 400°F 


900,000-900,000 
900,000-1,200,000 
900,000-1,200,000 
1,200,000-1,500,000 
1,200,000-2, 700,000 
2,/00,000-3,200,000 


Max. Face Area of Fireplacet 


— SPWD9 5.000,000-2.500,000  2,700,000-3.500,000 
No. 2,000,000-2,/00,000 _3,500,000-3, 700,000 
*Select inducer based on the BTU/hr. input of appliance rather than diameter of appliance 
5PWD8 vent outlet or chimney. **To determine equivalent ft., add the total length of straight vent 
5PWD9 pipe plus 10 ft. for each 90° elbow and 5 ft. for each 45° elbow. 
Item No. 
5PWEO Solid Fuel Fireplaces 
5PWE1 OPWEO 14 sq. ft. 
oPWE1 28 Sq. ft. 
5PWE2 f Determine vertical and horizontal face opening of hearth in sq. ft. (If open on sides or back, 
5PWE3 total all openings.) 
5PWE4 





HVAC & REFRIGERATION 
Draft Inducers & Duct Boosters 


scan. Order. Done. |= f= 
Details on page Al. 





In-Line Draft Inducers 


Increase draft for gas- and oil-fired heating 
equipment. Variable draft control. Aluminized steel 
housing and wheel. 115V, 60 Hz. Use for long, 
horizontal vent connectors, undersized chimneys, 
and structures with a slight negative pressure. 
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Air Flow 






Gas Firing Gas Firing Oil Firing 
with Draft with Bar with Bar 
Hood 100% Draft Control Draft Control 


; ; Vent Dilution 25% Dilution 15% Dilution 
Fastening band included, except bandless screw Figs Heater eater meats 4 
ia. Btu Input tu Input tu Input r. Item 
attachment on Nos. 4C730 and 4C731. (in) @270°F  @390°F _@530°F_Model_ No. 
Note: The performance table shows typical capacities when —_In-line Draft Inducers 
inducer is mounted on pipe sizes shown. Heating capacities ; ean Jee ano ae cap 
shown are for 1000 Btu per cu. ft. of natural gas and for 5 111,000 104/000 74000  Dvs 46730 
139,000 Btu per gal. of #2 fuel oil. 6 100,000 34,000 25,000 
5 270,000 330,000 295,000 
INTERLOCK CONTROLS 6 356,000 377,000 300,000 3 4e734 
; ; 7 360,000 330,000 230,000 
To comply with national mechanical codes, draft 8 320,000 222,000 i 23,000 
i = No. 4C730 inducer must be interlocked with heater it serves. 3 ; 000 1330.00 iN 0000 » unas 
Fan Proving Switch—Monitors pressure within = j5 1030000 710.000 400.000 
the inducer housing. Required with Nos. 40730 : : eoo0nd : P00 one 
and 40731 for CSA certification. 12 1'920'000 2'230,000 —_1'500,000 _— 
COLT | Universal Interlock Control—Provides heater ‘6 orboo esc goo a5 000 
ae : oe interlock with any 24/120VAC burner circuit. 7 . aes 440,000 200,000 
X A . nteriock Gontrois 
40733 ax 14%; Features adjustable pre/post purge, LED status Fan Proving Switch PS1505 40725 
indicators, and fault code memory. Universal Interlock Control UCT 4KA76 









No. 
41H443 No. 






OEM Replacement 
| Draft Inducers 


AC MOTORS & BLOWERS 








GRAINGER. 
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In-Line Axial Fan Duct Boosters® 


separately on Grainger.com®) can be used on 6", 
8", and 10" units only. 


Find even MORE on Grainger.com® 


= 115V, 60 Hz 
j ir j Fits CFM @ Max. 

Designed for powered air intake and exhaust nero Mak: hi Mounting 

systems, or to boost air flow in hard-to-heat or Dia. SP Amps Temp. Position L 

-cool areas. Galvanized steel housing with built- a 10 ue oe 

in duct stop on the inlet and crimped edge on the = ~40" 475 0.46 150°F Horizontal or Vertical 147% 

outlet. Optional speed control No. 48C172 (sold i . Le it 
: 2 


Duct Pressure Switch, Operates Between 
24 and 277VAC, 15-Amp Rating 





PS1503 


Mir. It , spat 
enlaces AGHSIEANGE = 115V (Nos. 46E378, 40N237, and Packard 
asco 5JLR1 are 230V; No. 33NT41 . i 
Amana 11009001, Fasco 70219064, Alltemp (Rotom) R7-RFB129,70219924 A129 41H443 ‘e120: Nos. 29AT91. 29AT92 sto tino a 
702110325,702111062...Alltemp (Rotom) FB-RFB425 29AT94, 352758 and 41H449 ny other use constitutes 
Evcon/York 2940-391..Fasco/0215478 A088 41H441 2 a misapplication, which 
Goodman B1859000....Fasco 70216804 A079 41H440 are 208/230V; Nos. 33NT44 vole tie waranty 
aan Saeco ep teme M157 41H438 and 33NT47 are 230V) and may create unsafe 
otom)FB- 5...FaSCo/ . ine 
oodman B2833001..Fasco/0219087, 70219565 Alltemp Pere Direct replacement for gas furnaces. conditions. 
(Rotom) FB-RFB140,70219915 
Heil Quaker 610672. .Fasco 70215043, 70217102 A064 41H439 saci vanel ath 
ICP 1010975, 1010975P..Fasco/0022792, 70022633 A172 33NT40 Packard oo JULIE 
ICP 1011350, Alltemp (Rotom) FB-RFB350...Fasco 70624578, 70624832 A173 33NT37 : : 
ICP 1011409,1164280...Fasco 702110299, 702110702 ATO _33NT36 = ee TET CBS Raa” Saar Rea 
ICP 1011412... .Fasco 70624783, 70624705, 70624274, 70624201, | , 
A171 33NT38 Carrier HC24HE230 65230 352758 
70624549 ICP 1010491,1011096,1011410,1010527 Sane SITES ay Boe) eas 
LSE eR ANS6 S3NTAT ~Coleman Evcon 373-19801-820, 373-19801-821 65475 29AT90 
ICP 1708-607, 1708-607P..Fasco 70218736, 70218735. 
Ailtemp (Rotein) FB-RFE134.Faeco?0219018 A134 41H445 Emerson 3114, Goodman 119254-00, ICP 3114, 1010008, SeoEa GNA 
OAT Feces ODT Taa7 O73-S5NT AA 1085571, 1085571P, 1110008, 7021-10580, 7021-10048 
702171174 (Flexible Conduit Over Leads) : A202 33NT46 85.4901, 88K8401, 43K4101, 46K4101, 67M5401, 10K5101, 10K5301, 27K5201 
Goodman 5KSB46GF0001S, B4833000 48331 5JLR6 
Lennox 67K0401,67K0401P...Fasco 70219450,702110721 A163 33NT39 Meee REGGI Ana AOS OT TO DUOE: 
Nordyne 6212850...Fasco 70219132 A131 41H444 eee a ee ee 82483 5JLR3 
Rheem 70-21496-01, Alitemp (Rotom) FB-RFBO9O, Fasco 70215230, 70219921 A090 41H442 EATER TRIE PLOSREEE San05 SIRS 
(Rota ee Ee ee A142B 41H437 Goodman B4059000 66590 352760 
Rheem 70-23641-81, 70-23641-01.. Fasco 70219137, 70219567,702112003 A041 33NT44 CD CI ee 66350 352759 
Rheem 70-24033-01 ....Fasco70623861, 70625177, : : 
Alltemp (Rotom) FB-RFB136...Fasco 70624537 piso Sane fr HOES See 
tom se é ICP 1010324, 1013833, 1010238P 66833 140434 
Rheem 70-24157-03, 117847-00,117847-0/. ..Fasco 70582635 A066 33NTA1 Ceo aT seaa aU ae eae TAGE 
pee Tn SUEY a taeee ete A086 41436 — Johnson 8973C, Magic Chef HWC Series, 48HWC181, 48HWC24A 80280 5JLR1 
Trane 21D340096P04, X38040276047..Fasco 70217986, 70218925 A146 41H448 HE ee eae alee TaeaaeOat Sato ooo SRS Ch 
Trane C661452P01,X38080029010...Fasco 70217833, 70218928 A150 41H449 a i> LaoSGuCA OEE NMEEIE EY 
Hae poeeen AT A143 41H447 "Rheem 117104-01, 117847-07, 70-22838-82, 70-24157-03 66847 S5JLR4 
Trane D330757P03, X38040313037, Alltemp (Rofom) FB- A130 41H450 Rheem 70-21496-83, 70-24157-03 66781 40N239 
RFB130, Fasco 70623956,70624004 70624538 Rheem /0-23563-02 82641 29AT91 
York 024-25007-000, 024-25007-700,024-25057-000,024- Skymark MTR136PK 82136 29AT92 
25057-700, Alltemp (Rotom) FB-RFB137, Fasco 70622442, A137 33NT45 Trane BLW473 66787 5JLR8 
70623342, 70623484, 70623769, 70624536 Trane X38040253057 82057 29AT93 
York 024-34558-000, 17503, Fasco 702111577, 7021115778, 702111830 A225 33NT42 York 026-33999-001 82999 29AT94 
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Mfr. Item 
Model No. 

EF-6 5C963 

EF-8 5C964 
50965 
5C966 
50967 


50968 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 


HVAC & REFRIGERATION 
AMCA Certification & Ventilation Guide 


AMCA Certification Information 


AIR PERFORMANCE amca 
Dayton Electric Mfg. Co., Fantech, Inc., 
Vosterman's Ventilation, Inc., Soler & | Q¢ msec 
Palau, and Berner International certify oe 
that each of their respective models — 
displaying the AMCA Seal in the HVAC section 
are licensed to bear the AMCA Seal. The ratings 
shown are based on tests and procedures 
performed in accordance with AMCA Publication 
211 and comply with the requirements of the 
AMCA Certified Ratings Program. 


SOUND & AIR PERFORMANCE 


Dayton Electric Mfg. Co. & Broan- 
NuTone LLC certify that each of 
their respective models display- 
ing the AMCA Seal in the HVAC 
section are licensed to bear the AMCA Seal. 
The ratings shown are based on tests and 
procedures performed in accordance with 
AMCA Publication 211 and AMCA Publication 
311 and comply with the requirements of the 
AMCA Certified Ratings Program. 


amca 
CERTIFIED 
RATINGS 


WATER PENETRATION & 

AIR PERFORMANCE 

Dayton Electric Mfg. Co. certifies 

that the louvers shown herein are 

licensed to bear the AMCA Seal. The === 
ratings shown are based on tests and proce- 
dures performed in accordance with AMCA 
Publication 511 and comply with the require- 
ments of the AMCA Certified Ratings Program. 
The AMCA Certified Ratings Seal applies to Air 
Performance and Water Penetration ratings. 





Exhaust Ventilation 


Determining the correct exhaust CFM is one of the Non-Grease Hoods 
most critical application calculations, as it allows 

the ventilation system to perform as designed. __ Types of 
Commercial kitchen exhaust systems, in particu- _—-‘Kitehen Equipment 
lar—with temperatures as high as 300°F and 
grease-laden atmospheres—must be designed 
to meet restaurant and food service application 
requirements. 

Owners and installers must be aware of the 
following guidelines and governing codes when 
designing a kitchen ventilation system: 


Grease Hoods 
Combi-Ovens 
Gas/Electric Fryers 
Griddles 
Tilting Skillets 
Tilting Braising Pans 
Grill/Hibachi Grill 
Salamander 


Gas Char-Broiler 
Mesquite 
Infrared Broiler 


Gas/Electric Steamer 
Gas/Electric Oven 
Food Warmers 

Pasta Cooker 
Dishwasher 


Smoker 
Rotisserie 
Pizza Oven 


Upright Broiler 


Electric Char-Broiler | Lava Rock Char-Broiler 


ok 
Chain Broiler 
“Exhaust Rate 
(Approx. CFM/ 200 250 300 400 590 
Linear Ft.) 
Internal Resistance 
(Approx. Static 0.5 0:5 0.625 O75 1.00 
Pressure) 
*For specific hood types, refer to the International Mechanical Code. 


INSTALLATION 
UL 762 


Concerns the safety of roof- or wall-mounted power ventila- 
tors used with restaurant exhaust appliances, where heat/ 
grease are typically encountered in the airstream. 


Distance from Discharge to inlet of make up air ventilator NFPA 96 
= Discharge must be a minimum 


2. External Resistance (SP) = a. + b. 


0.05 + 0.16 = 0.21 


a. Duct Length (Ft.) = 

Duct Length (Ft.) = 17 

0.002 - 0.004 = Duct Resistance 
Factor (DRF), assuming air velocity is 
between 1000 and 1800 FPM 

Duct Length x DRF = External 
Resistance (SP) 

17X00 003 = 0051 (SP) 


b. Number of Elbows = 

Number of Elbows = 2 

0.080 = Resistance Factor Per Fitting, 
Elbow, etc. 

Number of Elbows x 0.08 = Additional 
Duct Resistance (SP) 

2 X 0.08 = 0.16 (SP) 


3. Internal Resistance (SP) (Use chart 
above) + External Resistance (SP) = 
Total Resistance (SP) 


0.625 (SP) + 0.21 (SP) = 0.836 (SP) 


10 Ft. 
— | Or discharge to be 36 in. above intake 


| srenaat 
Exhaust ventilator 


i i--, i - - | 
Min. == == 4HX57 
40 i =e ot Ventilated roof curb 


| = im 


Exhaust Hood 
Given Length (12 Ft.) 


of 40" from roof deck 
(unless part of the hood) 
Exhausted Air SS 
Length of hood (Ft.) x Exhaust rate (CFM/Linear Ft.) (Use 


= Ductwork must be a minimum 
7D508 of 18" above roof deck 
Make up Air = Curb must be vented and have 
Ventilator Allon 
STEPS TO DETERMINE REQUIRED EXHAUST 
“/ chart above). 


a grease trap and hinge kit 
_ VENTILATOR PERFORMANCE 
12 x 300 = 3,600 CFM 
Xf Exhaust Ventilation Performance = 


= No damper can be used 
Outside Supply Air (Example in italics, based on application drawing) 
jel. 3600 CFM @ 0.836 (SP) 


in a kitchen application 
Replacing —_ 1. Required CFM for Kitchen Hood = 


Air Changes Recommended for Various Areas 


To determine Air Volume (cfm), calculate Ventilated Minutes Ventilated 
volume of area (LxWxH) to be ventilated aeRO TE Per thane prea 
in cubic feet and divide by minutes per Bakeries 1-3 
change (see table). Result will be cubic Boiler Rooms 1-3 
feet per minute, corresponding to fan pareteras ss 
ratings. One or more fans may be used to Clubs 5-7 
obtain desired cubic feet per minute. Dormitories 5-8 
Engine Rooms 2-5 


Minutes Ventilated 
Per Change Area 
Factories 4-10 Offices 
Foundries 2 Packing Houses 
Garages 5-10 Plating Rooms 
Kitchens 1 Printing Shops 
Laundries 1 

2 
4 
5 


Minutes 
Per Change 
- 


Minutes Ventilated 

Per Change Area 
Shops 
Stores 
Theaters 
Toilets 
Transformer Rooms 
Warehouses 


=| 


8 
+5 
-3 Restaurants 
-4 Restrooms 
-15 Sales Rooms 
-8 Schools 


Libraries 
Locker Rooms 
Mills 





Sign in to Grainger.com® to see YOUR Pricing and MORE 


Connecting with Grainger 


Website: To register, sign in at Grainger.com®. 

Phone: 1-800-GRAINGER (472-4643). 

Mobile App: Download at the App Store or Google Play. 
Branch: See Grainger.com for your nearest branch. 


After-Hours Emergency Service Call: 

1-800-CALL-WWG (1-800-225-5994). 

If you are a Grainger account holder* and need a product immediately, 
even after business hours, call us and we'll open your local branch 
(available in most markets and a $50 fee may apply). 


“We can establish a new account for business customers at the time of the emergency call if you do not 
have an account with us. 


Terms of Sale 


SUMMARY TERMS & CONDITIONS 


Terms: The term "Customer" includes business customers as well as 
individuals. By placing an order, Customers accept and agree to Grainger’s 
Terms of Sale, the full text of which can be found at Grainger.com and are 
incorporated herein by reference. The Terms of Sale contain a provision 
that any disputes will be resolved on an individual basis through arbitration. 
Grainger reserves the right to: (i) revise the Terms of Sale as found on 
Grainger.com at any time; (ii) accept or reject any order; (iii) limit the 
quantity of items purchased per order; and (iv) limit the number of orders 
that can be placed per day. Grainger does not guarantee the availability 
of specific quantities of any product listed in this Catalog at time of order 
placement. 
Prices: “Web Prices” displayed on Grainger.com: (i) are offered to 
Customers that do not have other pricing arrangements with Grainger; 
(ii) are Subject to the Terms of Sale on Grainger.com; (iii) are available for 
orders placed on Grainger.com, by phone, or at Grainger branch locations; 
(iv) do not include freight, handling fees, taxes, and/or duties; and (v) are 
Subject to change or correction at any time and without notice. Business 
Customers that have other pricing arrangements with Grainger can view 
their prices and the applicable prices to which discounts, if any, are applied, 
when logged into their Grainger.com account. Export orders may be subject 
to other special pricing. 
Sales Tax: Customers are responsible for payment of all applicable taxes, 
Or providing a valid sales tax exemption certificate. 
Shipping Charges: Products are shipped F.0.B. shipping point with all 
costs imposed by the carrier related to the shipment paid by Grainger and 
charged to Customer. C.0.D. shipments are not permitted. Fuel surcharges 
and other surcharges may be applied. Title and risk of loss pass to 
Customer upon tender of the shipment to carrier. 
Payment Terms: Grainger accepts cash, checks, money orders, Visa, 
MasterCard, Discover, and American Express. For business customers 
with established Grainger credit, payment terms are net 30 days from the 
date of shipment or pick-up. If payment is not received within the 30-day 
period, Grainger may defer or cancel all or part of any shipment or order. 
Anticipation and cash discounts are not allowed. 
Product Returns: For Grainger's current product return policy and 
instructions, go to grainger.com/returns. Grainger does not take title to 
returned products until the item is received by Grainger at the applicable 
return location. Proof of purchase is required in all cases. Product returns 
i be denied or made subject to restocking fees and other charges by 
rainger. 
Product Substitution: Products and/or country of origin may be substituted 
and may not be identical to descriptions and/or images in this Catalog or on 
Grainger.com. 
Other Products and Services: Orders for export and products and services 
not listed in this Catalog are subject to separate terms and conditions; see 
Grainger.com. 


CATALOG PRODUCT INFORMATION 


Information about the products in the Grainger catalog is provided by the 
manufacturer and/or supplier. Every attempt is made to publish complete 
and accurate data but, because changes happen continuously, the timeli- 
ness and accuracy of information cannot be guaranteed. Grainger reserves 
the right to revise publishing errors in its catalogs. 


SATISFACTION GUARANTEE TO ALL CUSTOMERS 


Customer should contact Grainger if not satisfied with a product for 
any reason. Grainger will promptly provide an exchange or refund if the 
product is returned within 30 days of invoice with proof of purchase from 


Grainger. 
GRAINGER LIMITED WARRANTY 


ALL PRODUCTS SOLD TO CUSTOMERS ARE WARRANTED BY GRAINGER 
ONLY FOR USE IN BUSINESS, GOVERNMENT, RESALE, OR ORIGINAL 
EQUIPMENT MANUFACTURE AGAINST DEFECTS IN WORKMANSHIP OR 
MATERIALS UNDER NORMAL USE FOR ONE (1) YEAR AFTER DATE OF 
INVOICE FROM GRAINGER. AT GRAINGER’S OPTION, THE EXCLUSIVE 
REMEDY FOR ANY PRODUCT IT DETERMINES TO BE DEFECTIVE IN 
WORKMANSHIP OR MATERIALS WILL BE REPAIR, REPLACEMENT OR 
REFUND OF THE PURCHASE PRICE. 


WARRANTY DISCLAIMER 


& LIMITATIONS OF LIABILITY 


a. WARRANTY DISCLAIMER. EXCEPT AS SET FORTH HEREIN AND 
WHERE PERMITTED, NO WARRANTY OR AFFIRMATION OF FACT OR 
DESCRIPTION, EXPRESS OR IMPLIED, IS MADE OR AUTHORIZED 

BY GRAINGER. GRAINGER DISCLAIMS ANY EXPRESS OR IMPLIED 
WARRANTIES OF MERCHANTABILITY, FITNESS FOR A PARTICULAR 
PURPOSE OR NONINFRINGEMENT OF INTELLECTUAL PROPERTY 
RIGHTS. GRAINGER ALSO DISCLAIMS ANY LIABILITY FOR CLAIMS 
ARISING OUT OF PRODUCT MISUSE, IMPROPER PRODUCT SELECTION, 
IMPROPER INSTALLATION, PRODUCT MODIFICATION, MISREPAIR OR 
MISAPPLICATION. 


b. LIMITATIONS OF LIABILITY. ANY LIABILITY FOR CONSEQUENTIAL, 
INCIDENTAL, SPECIAL, EXEMPLARY, OR PUNITIVE DAMAGES IS 
EXPRESSLY DISCLAIMED TO THE EXTENT PERMISSIBLE. FOR BUSINESS 
CUSTOMERS, GRAINGER’S LIABILITY IN ALL EVENTS IS LIMITED TO THE 
onan PRICE PAID FOR THE PRODUCT THAT GIVES RISE TO ANY 
LIABILITY. 


CERTAIN STATE LAWS DO NOT ALLOW LIMITATIONS ON IMPLIED 
WARRANTIES OR THE EXCLUSION OR LIMITATION OF CERTAIN 
DAMAGES. IF THESE LAWS APPLY, SOME OR ALL OF THE ABOVE 
DISCLAIMERS, EXCLUSIONS, OR LIMITATIONS MAY NOT APPLY AND 
OTHER RIGHTS MAY BE AVAILABLE. 





COMPLIANCE AND PRODUCT INFORMATION 


Product information and Safety Data Sheets ot are supplied by the 
manufacturers. GRAINGER MAKES NO WARRANTIES AND EXPRESSLY 
DISCLAIMS ALL LIABILITY FOR ACCURACY OF THE PRODUCT 
INFORMATION OR ANY SDS. 

To Request an SDS: Log on to Grainger.com and click on the 

“View the Safety Data Sheet” (SDS) for this item, email 
product.compliance@Grainger.com, or write to: 

Grainger, Dept. B1L57, 100 Grainger Parkway, Lake Forest, IL 60045, U.S.A. 
Refrigerant Customers: In accordance with the Federal Clean Air Act, sale 
of Class 1 (CFC) and Class 2 (HCFC) refrigerant will be restricted to resale 
purchases and/or to certified professional service technicians. To purchase 
regulated refrigerant products, all customers must present a certification 
card or sign a statement of resale to complete the purchase. 

Product Compliance and Suitability: Grainger does not guarantee 
compliance or suitability of the products it sells with any laws, codes or 
regulations, nor does Grainger accept responsibility for construction, 
installation, and/or use of a product. Customer is solely responsible for 
reliance on or use of any product information, and for use or application of 
any product. 

Availability: Certain products may not be available for sale in all areas. 
Energy and Water Efficiency Information: 

For identification of products and related information, go to Grainger.com. 


PURCHASERS OF PRODUCTS USED WITH OR FOR POTABLE WATER: 

The Federal Safe Drinking Water Act and regulations in CA, LA, MD, and VT 
prohibit plumbing products (including, but not limited to pipes, pipe fittings, 
Solder, flux, plumbing fitting, etc.) used to convey water for human consumption 
that are not “lead free," as defined by the regulations. In order to determine your 
particular state's standards applicable to the products you purchase for use in or 
for potable water applications, direct your inquiries to the appropriate regulatory 


3106 GRAINGER. 





agency in your state. In order to determine the federal standards applicable to 
the products you purchase for use in or for potable water applications, visit 
http://water.epa.gov/drink/info/lead/index.cfm. For identification of products 
impacted by these regulations, go to Grainger.com. 

California Proposition 65: California Proposition 65 is a regulatory notice 
requirement that entitles California consumers to special warnings for any 
one of the over 800-listed chemicals that California regulators have deemed to 
expose consumers to cancer or reproductive harm if consumers are exposed 
to a chemicals above certain threshold levels. The required warnings are 
as follows: 


WARNING: Certain products in this catalog can expose you to 
chemicals which are known to the State of California to cause 
birth defects or other reproductive harm. For more information 
go to www.p65warnings.ca.gov. 


WARNING: Certain products in this catalog can 

expose you to chemicals which are known to the 

State of California to cause cancer. For more information 
go to www.p6dwarnings.ca.gov. 


If you have questions about whether any product that you are interested 

in ordering falls under California Proposition 65’s warning requirements, 
please visit our website at Grainger.com with reference to that product. 
Similarly, if you have any questions about Proposition 65 itself, please visit 
www.p65warnings.ca.gov or the California regulatory agency website at 
www.oehha.ca.gov. 


Indiana C.P.D. Reg No. TS. 19-11898 





st . 


; 


Hearing Protection 
‘ 


3M" E-A-R” Flexible 
miaalcw-t:leellete 


me) mantel a-Minvielaust-iie)s Peer: 11M preLel@brei.e-Vi (C1 sie 
W7ETime | e-Tlate t=) xexe]an me) m3 Xe) ol ohm colli am (efor-] Mol e-lalorp 


WV FeTalUliclentUl asl mAveNYisauisis)anlclale 


EAR § ~ 





OW} IV W400 Pw -N ale) ahecma-s1-1aVZ-10 MECHIY/ B= ale =ty-\Gd ar] a) trademarks of M Compa Used under license in Canada. 





= 


Alphatec: 


Ansell means more than just safety; our products and services inspire confidence in 
people everywhere and enable businesses and workers to perform better. 


Ansell, ® and ™ are trademarks owned by Ansell Limited or one of its affiliates. © 2020 Ansell Limited. All Rights Reserved. 
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see what you can't hear 
Quickly find compressed air, gas and vacuum leaks 


Fluke 11900 Sonic Industrial Imager 


Grainger SKU: 54XZ83 FLLJ KE ® 


FOr more information, call 1-8OO-GRAINGER, visit grainger.com or stop by your local branch. 





©2020 Fluke Corporation. Specifications subject to 
change without notice. 9/2020 6013750a-en 
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For more information, call 1-800-GRAINGER, 
visit grainger.com or stop by your local branch. 











Innovative, motion-activated sensors help improve hand 
hygiene and help prevent cross contamination. 


INDLIS TRLAL 
HAND CLEANER 


St = 


Man areaicm ine Large capacity towel and skincare systems help ensure 
availability even with increased handwashing frequencys. 


Help improve custodial efficiency with clear maintenance 
indicators, easily adjustable settings, simple refills and 
replaceable parts. 


For more information, call 17:800-GRAINGER, 
visit GRAINGER.COM or stop by your local branch. 


enMotion® dispensers are only available via a lease agreement with authorized distributors. 


©2020 GP PRO. All rights reserved. Unless otherwise noted, all trademarks are owned 
by or licensed to Georgia-Pacific Consumer Products. 20 292846 





Manufacturer Advertisement 





StanleyBlack&Decker 


UNMATCHED FAMILY OF BRANDS 





CONTACT STANLEY BLACK AND DECKER FOR SAFETY TRAININGS, 
SITE ASSESSMENTS, RISK ASSESSMENTS, AND STANDARDIZATION PROGRAMS 


DEWALT [[-\1)) * 


For more information, call 1-800-GRAINGER, visit grainger.com or stop by your local branch. 
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western eect 946, 2820, 3012-3013 
Automotive Coolant...........ccce eee 903 
Automotive Fuel...........005 896-897, 900 
ENGNG: Ollierweesueceee era rece ke 897 
Fluorescent...... 897, 946, 2494, 3009, 3012 
Humidifier Chemical ............ 3059, 3061 
Baliitiony er uncer sematoen earner 1604, 1613 
ADHESIVE 
Accelerators. .........00cueeaee 2223, 2225 
BeUWVAlOIS cece eee ee 2223, 2225 
ANCNOIS cee eee 2172, 2218 
Applicators.............. 670, 679, 685, 688, 
... 891, 2161, 2172, 2219, 2233-2236, 2238 
BRUSHIGANS@x mena t cnr ee 2834 
Gal SUleSitrns cer anrrcar ancestry aus 2172 
Cleanup Solvents..... 1517, 2216, 2227, 2236 
Dispensers......... 670, 679, 685, 688, 2172, 
eer re 2219, 2233-2234, 2236, 2238 
OS ere ne eater eas 1386, 1902 
FINSUAIGTAD Cs vacua see 1830, 1833-1834 
Ely MANS aes ence tonne omen anes 1021 
Guns & Injection Tools..... 670, 679, 685, 688, 
ee 891, 1632, 2172, 2219, 2233, 2238 
jC CHON TOGISi wre. ater eee ens 2172 
PIUNGQONS eerere eee a tee ee 2236 
PRIMERS teecerr checiaten eee 1633, 2223, 2963 
Removers...... 1517, 1519, 2216, 2227, 2236 
SedldiitSeas.2. == 905, 1631-1633, 2172, 2222, 


er er 2224, 2226-2233, 2236, 2724, 
ere 2819-2820, 2834, 2836, 2842, 3012 


ADHESIVES, 

Rei liG een tne 905, 2172, 2217-2218, 
pHa ede aha ate net en Waa ba 2228-2229, 2232 

Aerosol... 2216, 2223, 2226-2227, 2231, 2236 


GanpenlenS 4 seas ceas awiceaewss 2228, 2237 
Calpe tice paceaaa an 891, 2216-2217, 2228 
Galttidge@s. a 2etase ae: 905, 1020, 1632, 2172, 
eee 2217-2218, 2221, 2226, 2228-2232 
Call agcsan tau 1884, 2228-2233, 2834 
Cement........ 891, 1904, 2216, 2228-2229 
GolaMiGind cevancncs 1361, 2216-2218, 2225, 
ee ery 2228-2233, 2237-2238, 2819, 2834 
Circuit Board ............. 2217-2218, 2225 
Cloth ..... 2216-2218, 2225, 2228-2229, 2238 
Concrete ....... 891, 1597, 1631-1633, 1904, 
ee 2172, 2217, 2226, 2229-2233, 
eee area aN ecemiecen es 2724, 2819, 2834 
Construction .......... 891, 905, 1361, 1622, 
Peer: 1633, 1904, 2218, 2220, 2228-2229, 
Wet coreeronnercitone 2232, 2237, 2819, 2834 
Contact ....... 2225, 2228, 2237, 2834-2835 
COVE BASG erate ee eects eee eee 2229 
Drywall ... .889, 1597, 1630, 2225, 2228-2229 
EPOXVae eee re 17, 905, 1632-1633, 1904, 
eee 2217, 2220-2221, 2230, 2233, 3012 
Fast-Cure...........0. 17, 1633, 2217-2218, 
rere ers. 2220-2223, 2225, 2238, 3012 
Felieerareme ener re 891, 2216, 2229 
i-2 GRAINGER. 
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Fiberglass ........... 905, 2216-2217, 2220, 

rere 2228-2229, 2231-2233, 2819, 2834 
Rillel ee eee 905, 1597, 1631-1633, 2172, 

. . 2217-2218, 2220-2221, 2223, 2225, 2230 
FINGSIDiseer ee wens aeTe ome cas 1884 
FOalMiss es. 2216, 2218, 2225, 2229-2233, 2236 
Gasket.... 905, 2226-2228, 2230, 2233, 2820 


Glee ee earaeas 1020, 2217, 2225, 2228 
GlASS 22 sca wuee 905, 1361, 2216-2218, 2225, 

cee ancomtee amine a at 2228, 2230-2233 
GING acon 1361, 2225, 2228, 2237-2238 
High-IMpaeles. ee cee eee 2217, 2225 
MOUMEliGtauer mutts cece 1397, 2238 
Instant... .1361, 2216-2218, 2225, 2228, 2237 
InsulatiON... 52.2.6: 1391, 2216, 2229, 2835 
Laminate Bonding .... 2216, 2228-2229, 2232 


Leather .. .2216-2218, 2220, 2225-2226, 2228 
Low-Odor...... 1361, 1633, 2217, 2225, 2228 
Metal cence 905, 1020, 1361, 2216-2218, 


Angers 2220-2233, 2237-2238, 2724, 

A eer 2819-2820, 2834, 2842, 3012 
MOI erreccceon emneco a earwoman nce cee 905 
Nonflammable............. 953, 2228-2229 
PackagiNGinetaae eee 2216, 2238 
Panel's sine cteioa yeas: 2228-2229, 2819, 2834 
Paper..... 1361, 2216-2218, 2225, 2228-2229 
PaiGhie yee ean hee a eee 905, 2220 
PlaStiG.c.. 5 eeee 905, 1020, 1361, 2216-2218, 

. «2220-2221, 2225-2226, 2228-2233, 2238 
Polyurethane............. 1904, 2216, 2223, 


oti nue ace ne ate 2228-2230, 2233, 2237 
Pressure-Sensitive (PSA) 


Ranene eae ee 891, 1361, 2216, 2228 
Retaining Compound..............55: 2223 
REUSADIO nace aarrcmeaann qari: 1361 
RUDD OR sca eens 953, 955, 1361, 2216-2217, 

err 2221, 2225-2226, 2228-2229, 2233 
Sealants. .caece- 905, 1631-1633, 2172, 2222, 

ey a ere 2224, 2226-2233, 2236, 2724, 

ee eC re 2819-2820, 2842, 3012 
DINGONGS. 2 saa sees 1020, 2220, 2226-2227, 


esau AaWle ow Oe aan ape 2230-2233, 2820 
SDIAY aie xs 905, 2216, 2223, 2225-2226, 2236 


Super Glue...... 905, 1361, 2217, 2225, 2237 
Thread Sealant ............ 905, 2222, 2224, 

Pee een 2819-2820, 2842, 3012 
MG Setes ee 891, 2217, 2229-2230, 2232-2233 
Tub/Shower Wall. ...........005 2229, 2232 
WNGINANG 2 ocean sean es 2172, 2216, 2218, 

Ran ee cent aaease rae an 2220-2221, 2229 
MINRewe acer eters sata 2216, 2218, 2220, 2225, 

errr rer. 2228-2229, 2231-2233, 2819 
ViNVIMFIOONIAG ia caare totais sete ns 891 
VOC-Compliant ....... 0c. cece eee eee 2228 
Walldapelateasaaccse wane ae 1622, 2228 
Weatherstripping........... 905, 1999, 2228 
Wood...... 891, 905, 1361, 1597, 2216-2218, 


ee re 2225-2226, 2228-2233, 
Semen rene eter e 2237-2238, 2819, 2834 


ADJUSTABLE WRENCHES 


Halse 796-797, 839, 848, 854-855, 861, 
ee ee 863, 962, 2275, 2503, 2751 


ADULT INCONTINENCE SUPPLIES. .... 1494 


AEDS (AUTOMATED EXTERNAL 
DEFIBRILLATORS) & ACCESSORIES 
ee ee eee 1838, 1920, 1925 
AERATORS, 

FAUCCWTUDsccrcncaes 2726, 2743, 2747-2750 
OUIUOGIe. Aiea cee ata Semen ae 989, 2640 
AEROSOL CAN 

Disposal Systems & Filters ....... 1606, 1864 
Storage Cabinets............... 1307, 1871 
WMQQGISsar er eran eee car 1611 
AFTERCOOLERS, 

Air-Cooled ..........0ccccceeeeeeees 2586 
AGITATORS, 

RODOIALOIVece ace aaae ee eee 647-648 
Material......... 889, 891, 1141, 1605, 2689 
Pal actrseeuvees crane meer ea 889, 1605 


AGRICULTURAL 
CUlING ORS ter cee er eed one 2478-2479 
Fall AGCESSONCS: «as stag uasaanaweuw 28-29, 
eee tery ee 34-35, 56, 2936-2937 
FaNSiae nae seen etek 2917, 2919, 2921, 2928 
POUT: NEUING 2. cenanocsteereenenns 1010 
SEdIGS ices oet ie eee cre ere 1429 
SINFCNCES s.. uc cere eee 1012 
SOINPIODES cn eee weet ees 1009 
AIR 
Acetylene Outfits.......... 2431, 2436-2437 
ANPING areca cee aa cae aoe 2583 
BAlANGGlS am acne emma aacen 620-621 
Brake AccessorieS.............05: 961-962 
Brush Kits & Brushes..............055 1625 
CanNONS:c.scecccaan 2582, 2917, 2919, 2921 
Chal NOIStS ee een ee ee: 1055 
GHMGKS eee enue tsarars eee 956, 962, 2518 
CORVGVOISin, anc cerwrtnnaue a oc meena 2583 
Cooling Misters........... 2915-2917, 2921 
WaniPONSe skeet ence ee. 3100-3102 


Deodorizers & Accessories 
.. 909, 1505-1507, 1520-1521, 1524, 3061 


DIGMUISERS: ace tae cnaceaans 3083, 3086, 3102 
DOOKSeen oct cae nee 2969-2971 
Filtration PanelS...........00005 1769-1771 
Fresheners & Dispensers. .... 909, 1505-1507, 

Bene anne ccna ein nee 1521, 1524 
Fuel Torches. .... 2431, 2433-2434, 2436-2437 
USCS pe rsecera nce coer er mere 2603 
Gearmotors ......ccc cece ene enaenens 2577 
Guns & Accessories......... 864, 1565, 2233, 

ee ee 2437, 2515-2518, 2582 
HanGlelS: aun recaec ewe ameeemse he cre 3091 
Hockey Equipment............0eeeee: 1479 
PIOUS erettaretens sae rater ees ecenea nate ne euree 966 
NaGKS eee ee ee sa eee ee 940-943 
Jets, Abrasive Blast Cabinet ........... 2402 
KNIWGSGan te eae ies ates 2582 
Line BraCKGls:s ocean eae 2586 
WaltleSSES.- 3s race corer ere 1471 
Monitors & Accessories 


Peet 617, 620, 624, 1771, 1776-1781 
Motors & Repair Kits . . .2577, 2664, 2666-2668 


NY C0) (=) a (01S) <) 2610-2612 
WMOVENS corre ares neue eee 1783, 2583 
OUICISSee os ee ee ee 3102 
Purifiers........ 719, 2363, 3059-3061, 3093 
Quality Meters....... 543, 584, 593, 617-619 
Quick Connect Washers............... 2531 
RECCIVEIS: sii ccccu neue ete vane 2570-2571 
Registers/Return Grilles............... 3102 
Regulator Assemblies ................ 2889 
Sampler/Evacuator Blowers .......... 37-38 
Sensing Switches .......... 570, 3046, 3104 
Sensor ProbeS.........ceeeeuee 3042, 3046 
Separators.......... 2660-2661, 2908, 3037 
SWICINCOVENS 22550. 8ceeee ca aces oes 288 
SWIGHeS ees tesa rae 263, 288, 290, 570, 
eT Te ee rer re 2600, 3046, 3104 
Tank Valves .... 2550, 2573-2575, 2603, 2894 
TANKS crea aes ien ae rae eee 2570-2571 
Temperature Probes .......... 595-597, 618 
TDM Giese e ear 962, 2586, 2610-2612, 2615 
Vents .......0. 2463-2464, 2551, 2722, 2901, 
rer ere ee 2908, 3037, 3087, 3102 
Volume Gontvols. «22.006 ccciecs cacees 2656 
Volume/Flow Meters ...... 543, 572, 619-621 
WIHGNES caer aera aatnn wine atom 1083 
AIR CIRCULATOR 
BaSGS wasn cares hme nmicie aia tee 2916 
BldUeS ser wanes ae oe eee 2951 
BIACKEIS nce 2a cca 2916-2917, 2920, 2925 
Ceiling Mounts................. 2916, 2918 
FIGES fect siete ees atte wate 2989, 3051 
Fld Pedestals. sasaki nue: stew rece 2916 
GUaNdSeerec eer ace ner ae ene 2916 
HEQUS Aces aneaee ae 2915, 2917-2918 
MIStCISS eee ee ea 2915-2917 
MOIS cacuunenconn eas 47, 49, 56-58, 61-64 
GWHCNES tse net ne cre 2916 
WHEGIIKIIS oe eee ee cee 2916 
AIR CIRCULATORS, 
(See Also Blowers, Fans, and Ventilators) 
Assembled............005 2915-2921, 2923 


Can’t find it? Go to Grainger.com®. 


Ceiling-Mount....... 2916-2919, 2922-2923 
Corrosion-Resistant............. 2917, 2919 
FIQOR «<2. 2915-2918, 2920-2921, 2923-2924 
GIEGNNOUSG). nuda euenaae fe ceiecema ake 2919 
Hazardous Location...........cc0u00s 2919 
I-Beam-Mount.............0005 2915-2918 
IndSthidle race cur cca an eu 2915-2922 
MODIIG aa tesec ances 2915, 2920-2921, 2923 
OUIGDO ers eens ce tee re ae tees 2921 
Pedestal-Mount........... 2915-2919, 2923 
RUIN Gt ecamsena menace. 2920-2921, 2923 
Sale VENOWew seen se ae ee 2917 
TableT0Diccoanchueewccnecnned 2923-2924 
Transformer-Cooling ...............4. 2925 
Wall-Mount ............., 2915-2919, 2923 
Washdown...........0005 2917, 2919, 2921 
AIR CLEANER 
EXUPAGlOMANSscasrtec eer a tetene 233 
PIILGIS aes 233, 2363, 2408, 2989, 3049, 
ee Cae eee ee eins 3059-3062, 3093 
HOGUS Seer ett kee ees eae ee 3060 
HOSES acne dee ee eee 2408 
Medidilntays ee acmccs strane cerns one 3059 
NOZZIEG er ence cea neetconcen aero 2408 
UV BUDS ances wee eee ee 3059, 3061 
AIR CLEANERS ........... 719, 1505-1506, 
ee ee ree 2363, 2408, 3059-3061, 3093 
AIR COCK VALVES, 
BLASIO sameeren aetna ae 2914 
AIR COMPRESSOR 
AiMGhCOOIGIS;-ccoe vn edeuanrisn eee ce 2586 
Air/Oil Separators ...............0005. 2067 
Battery Tay KitS:.useg ees doesn oce 2061 
BGlIS cen cence Gate aoe Necro mnniae 2567 
BIQWOIS sesso seen eenee ae 2584-2585 
Check Valves..........00. 2550, 2573-2575 
CONTOIS aa caeueens 165, 220, 287-288, 290, 
Deen ean aes 2571, 2574-2575 
Filter Elements............ 2567, 2576, 2585 
Filter Silencers...........000005 2575-2576 
FIILGESS cays 2567-2568, 2575-2576, 2584 
HOSCS sce rience 947, 2529, 2586, 2604-2606 
LUDHCANIS sc 4e ere unceece: 946, 2455, 2457, 
See Saat Mee ees 2567-2568, 3007 
Maintenance KitS...........0cceeeees 2567 
MOLOIPSIANEIS: 2 faace con ese nse 165, 167 
MMOLGHS esr see coeeeecee een rec erent ares 36 
OUMMONITGESS ae canncw ee aeltmaerc ance 2564 
OUSSi ee wens 946, 2455, 2457, 2567-2568, 3007 
Pressure Switches....... 287-288, 290, 2559 
PUMPS 3 view 2562, 2568-2569, 2578-2581 
Relief Valves ..........05. 2573-2574, 2894 
REDAIEKMSic cc taen satenne cs cen § 2580 
Salely VANES «ccs ened ete ewa es 2573-2574 
mlanl-UDIKNS sca caren eeeeaease 2567-2568 
TaNKSiec tran rene eens 2570-2571 
Throttle Controls ............00. 2574-2575 
Vacuum Pump Combinations. ..... 2578-2580 
AIR COMPRESSORS, 
Batlery-POWeIed)..acccecaceecencare es 955 
Climate Control........... 2562, 2577, 2580 
DC-Operated ..............000s 2599, 2979 
DidOikddisavecns nae needa acne 2578 
Diesel-Powered..........000005 2561-2562 
EICGING: ennc erties cone 2496, 2559-2560, 
Me ee ee ae 2562-2566, 2577-2580 
Gasoline-Powered............05 2560-2562 
PING oor rrr rearcec ees esraae rea tcne nent canons poeerares 2562 
Oil-Less..........,. 2559-2560, 2577-2580 
PISLON=ac tet ee oe eee 2579-2580 
Portable........ 955, 2496, 2559-2561, 2579 
Regenerative Blower................. 2584 
Rotary SGlGW .ccsniseses : 2562, 2565-2566 
Stationary .......... 2559-2566, 2577-2580 
AWN Gide Kee can oe tetanic aaa 2559 
Vehicle-Mounted ............cceeeuue 2559 
AIR CONDITIONER 
Al HAanglehSceece nce ena cetera ose 3091 
BIOWEFS cciicc cues wears 2975-2979, 2985 
CapdGHOISi2 see oe ee 65-66, 3031 
ChargingiHOS@S 2222. ennn.ccenee ess 3006 
Charging Valves................ 3006, 3015 


1-800-GRAINGER (472-4643) 
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Air Conditioner - Alarms 





Chemical Additives .... 946, 2820, 3012-3013 
GOIlGIBANGIS .<<< cenc<asenesees 3011-3013 
GOMPICSSONS tec cuucssnme ewes «settee 3014 
Condensate Pump Kits................ 2662 
Condensate Tanks .............2..005 2662 
Condenser Anti Short-Cycle Kits........ 3091 
GONGONSENS cascrcminncne acer ane 3091 
COMOUIUMNSi5 cere Gee eresreng: 3094 
Controls... 416, 2993, 2995, 3023, 3025, 3036 
Copper Tubing................. 2847, 3094 
COVEIS 2 arom atc eeas 2991, 2998, 3001 
Disconnect Switches...............5. 3094 
DiSIMMCGIANIS see reece eee eee 3011 
DRANK eae eerie 2992-2993 
Drain Pan Treatments .............005 3012 
DIVGISiewirs cern iey enyec ier ear 3015 
MUCEEIARGGS scans areca 2997 
Ductless Split Systems .......... 2994-2995 
Evaporator GollSveneecss. eres ecneees: 3091 
Expansion ValveS...........0e00eeeee 3019 
FICHDOVOIS.. ciacsceaawaeeneas 946, 3015 
RING WdlSi ccna nssetrn ae ee eet eee 301 
Filters (See Air Filters) 
IUGR aman teen errece aan eee 946, 3012-3013 
GaUGeS: went eesesons 946, 2994, 3005, 3009 
Grilles/Guards ....... 2992-2993, 2995, 3094 
Hard'StattKitS:tcceonencawanvan caus 3031 
HOS@MI(S ce were eee ee earns 2996 
Leak Detection Dyes ...............0. 946 
Ling: DIVGIS cake ec ceuaeseraeet ees 3015 
LING OCISNatt te cee eee ne eee 3094 
MOIOIS sre rere ee 42, 44-56, 59 
Mounting Hardware........ 2990, 2992, 3094 
PallelSenn came ease wean 1311-1312 
PIGHUMS Serre recreate eae: 2995, 2997 
POWOR COIS 2 vanassanwencae ¥en meee 2993 
ReirigeraniSae cece cee ae ee 3013 
Refrigeration Vacuum Pumps. . .946, 2582, 3007 
RelavS man cen cement cette 3031, 3035 
SighiGlasSeS ron. eee er cio 3013 
SU ASOS een creatcere a rcttvens aca eeertnane ears 2993 
SUPHONS coerce rece secs see 2990, 3094 
SOWICNGS rete eee eam eee 3016, 3094 
Thermostats. . . . 2968, 2993, 2995, 3020-3021, 
ee eee 3023-3025, 3028 
Time Delay Relays.............. 3031, 3035 
IMGNS Soto sere ee en ere 416 
(ol) eee ara 788, 917-918, 946, 3010 
IM RIRGS kre aeccnyses hao cere 2997 
MUDING) 2 eter ttec 2847, 3006, 3017, 3094 
Wall Sleeves ..............005: 2992-2993 
WWHIDSeee eee, cee na eee oe 323, 3094 
Window-Mount Frames............... 2990 
WIGHGNES:: scaktenuacecaseaas oe 788, 3010 
AIR CONDITIONERS, 
CeilinG- MON aces ee cae ct eee 2995 
DUG GSS sete cena eee 2994-2995 
Electrical Enclosure............... 301-302 
Hazardous Location............. 2991-2992 
INGUSWIAlinc-2enecce 2991-2992, 2995, 2997 
MINS: 2 cereigeee. eee. 2994-2995 
Packaged Terminal ............. 2992-2993 
Portables... cc. 354, 2921, 2991, 2996-2998 
ROOM ersan a. eenee 354, 2921, 2990-2998 
Spl-SYSTGM arse oe un ete cca 2994-2995 
Walleeeretne eter rete marr era as 2992 
WVUQ OWS teeta ete aer targa 2990-2991 
AIR CURTAINS & ACCESSORIES 
ee ee ee 2969-2971 
AIR CYLINDER 
GaliSeeaecis seen een nn 1774, 2411 
COUDINGS: a nart cen cee ede cen eeae 2539 
MOMMISS erases eraren enn eats 2537-2541 
Position Sensors .............+: 2480, 2553 
RACKS ric acre vietnam amacrine eens 1774 
AIR CYLINDERS, 
GUS MIONOU Ie eae reenter 2538-2540 
Double-ActiNng)cccceccecceceeex 2537-2541 
Double End-Mount.............. 2537-2538 
Magnetic Piston................ 2538-2539 
Metdlree tere tees re 2537-2539, 2541 
NOMFOLATINO ROG se ears eee te ne 2541 
NoSé-MOURT. cic: seainn abe su aee 2537-2538 


PiIVOlEMOUR 223 eeaceanvee ves as 2537-2538 
SCBA (Self-Contained Breathing Apparatus) 
Pee ee ree 1773 
SINGIC-ACUNGM ss weaenn eee e sea 2537 
UIG=ROG ee ee ee oa 2539-2541 
TANI: OU basrectu een eee 2541 
AIR DRYER ACCESSORIES...... 2587, 2589 
AIR DRYER REPAIR KITS....... 2587, 2589 
AIR DRYERS, 
Compressed......... 2565-2566, 2587-2589 
DeSIGGAM arte eet ance sees 2588-2589 
Refrigerated.............. 2566, 2587-2588 
AIR DUCT 
BOOSIEIS neon ven ar ce ten 3103-3104 
EXICRSIONS ne ce ae ceric as ae 2997 
FIRMS crete vee ee me cere 3097-3099 
ROGUCGIS cacao v eee 2921, 3097-3098 
SLADS es eee ee einen ace 2827 
WEdUSrreeee ice ccm aceon 1883 
AIR DUCT, 
FIGXIDIC sce cee sacs 1785, 2921, 2949, 2997, 
eo ree on er 3083-3084, 3102 
IQ creo eee et ete: 3097-3099 
AIR FILTER 
Ghange-OQuUBAGS acca kennex nase 3056 
Cleaning UNIS ss cccneeasueaeeueus one 1824 
EraieSececerne aa eee ere ts 3056-3058 
GASKGIS ec ae Gaui ace dene nares 3055 
HandleSseen wee ee eee ee 3052 
UES ee eee re ene teeter 1770-1771 
PACiGOS nmin as encanta cunt 3057 
Paint Collector Frames ............05, 3058 
Replacement Carbon..........0.eeee: 2722 
SUDDOMROUS aaamertenrann cavers 3058 
AIR FILTERS, 
Air Cleaner........... 233, 2363, 2408, 2989, 
Sai ae eee eee 3049, 3059-3062, 3093 
Air Compressor . . .2567-2568, 2575-2576, 2584 
Ai DiGi enacne ec annimurs cues 2587, 2589 
Antimicrobial............. 3048, 3050, 3060 
AUIOMOUNG eric cc eee tec 947 
Carbon Media ......... 233, 636, 2722, 2990, 
De enters peers 3050, 3055, 3059-3061 
Garhi Gives er eis eee ee 3054 
Charcoal Media..............:. 2722, 3055 
Clednt@oMinc.: aceeeeeoceeane: 3056, 3059 
CUDG See netea mee ee eee 3053 
ElGCIOS(AlIE =, eam tome ek 3051 
Extended Surface ............05 3053-3055 
Fal GM ANG css rere aenen see ee ee ree 3051 
FIDGIQIASS o.c0:c ete een ce es 3051, 3053-3055 
BOOdPIOCESSING =. ccsearcsacsen canes 2592 
Furnace . . .3047-3051, 3053-3056, 3093, 3102 
HeAHAG eee eee ee ee 1624, 3047-3051, 
te eee 3054-3058, 3076, 3083 
HEPA aaa see: 636, 2989, 3056, 3059-3061 
WMtAKG ce co ents ecaute nears 1624, 2575-2576 
KIIGHCHSte ence sneer teens 3052 
Likert ee cree oun 3052, 3058 
Metal cca 301, 2955, 3052, 3057, 3060 
MAIRI-PlGdlcce eee eee eeu 3054-3055 
Pale eee 1624, 1626, 2589, 3058 
Paint Collector Grid...........c000uus 3058 
Panel...... 947, 1770, 2955, 3047-3052, 3058 
Pleated............. 3047-3050, 3054-3055, 
Pee ee aa are Ree een 3059-3060, 3093 
POCKGlz tes nee ere ean eee 3053 
POIVGSIGN cece ee uue 3048, 3050-3053, 3058 
Polyurethane Foam..............0005 2926 
Restalifalitewneeres sewer en eee 3052 
RigidiGellic ene sere 3054-3055, 3060 
Ring Panelisccn eee scetenenen ee 3052, 3058 
Self-Gasketing. ....ccccrsseseresanes 3053 
SDRAVGK Scans nce were 1626, 2575, 2589 
OlCnlGssrcas cae hee ne ae 2592 
Synthetic...... 3048, 3050, 3052-3055, 3057 
THIM=1O=FIl So. cei ees ecaa ws 1624, 3057-3058 
NDalIKetrre caine ee re mee nis 3055 
Washapleince cue tnea 2955, 3051-3052 


AIR GAPS & ACCESSORIES..... 2905-2906 
AIR HOSE 
Assemblies .......... 962, 1772, 2604-2606 
CIAINDSeeenn sues ene eee 2931-2535 
GOMMECIONS. 22 wens ees eee 962, 2522 
COUplING PINGS: : 2A ccna ceesesc 2519-2522 
Couplings. . . 962, 2519-2522, 2530-2531, 2586 
FIWMNGS ea eacernnere tare 962, 2519-2522, 
Bee teen eee 2530-2531, 2586, 2612 
LOCKOUIS: oo aa an a eee 1946 
MapiOliSecesnc skeet ence ane 2461 
ReGISi. go acne oeener 400, 2435, 2523-2529 
Sale GPS Sane ace enna ome cmt 2531 
AIR HOSES......... 1626, 1765, 1768-1772, 
ate veid sent ce ee 2435, 2461, 2529, 2610-2612 
AIR LINE 
Compact Filters. . . 2591, 2593,2598, 2600-2601 
Connectors........... 962, 2519-2522, 2586 
Control Relays): 22 .ccs saa ee 3041, 3043 
Drain VaW@S ccm cn eat cs eats a 2572-2573 
Filter Brackets. . . 2591, 2593, 2597-2599, 2601 
Filter Glam pS. seen eee ee aan 2591 
Filter Drains......... 2571, 2593, 2597-2599 
Filter Elements. ...... 2575, 2585, 2589-2594, 
ee eee ee en 2596-2599, 2601-2603 
Filter/Regulator/Lubricators 
ee alae ets 2595, 2598, 2600-2602 
Filter/Regulators ..........0e00: 2594, 2597, 
rr rrr Ter ere 2599, 2601-2602 
Filter Replacement Parts... . 2589, 2594, 2596 
RINGES ee vee eee eoae 1626, 2575, 2589-2594, 
Pe ee aech cea 2596-2598, 2600-2603 
Fittings..... 288, 2519-2522, 2530-2531, 2586 
I=LING FINGIS 20 face aka oon noe es 2603 
JUMBO FIMMCES 25 hasten seater oe 2596-2598 
Lubricator Replacement Parts..... 2595, 2597 
Lubricators..... 2595, 2597, 2599, 2601-2603 
Mini Filters.......... 2593-2594, 2596-2597 
Msi Eliminators: .jnes ics ame tecandes 2603 


Mounting Brackets .... 2591, 2594-2599, 2601 
Oil Vapor Removal Filters. . . . 2592-2593, 2597 
Regulator Brackets ... 2594, 2596-2598, 2601 


Regulator Panel Nuts...............0. 2594 
Regulator T-Handle Conversion Kits ..... 2594 
Regulators.......... 1626, 2428, 2543-2544, 
errr 2553, 2594, 2596, 2599-2603 
AIR PUMPS, 
AMBIEN Eee hen eras ces 1770-1771 
AUIGMIOUVE: ove cwasss saeukae cee 685, 955 
BIGVEIGs Geert ere macee eset 685, 955 
COMPNGSS Obccsucincae ceva actnicaicnds 955 
PIVeiatilIG 2c eres teva ee er 946, 2467, 2472 
OISNGSS Jeane eae eect sae ee tee 1771 
RESDIFALON acstarnareat nace went e 1770-1772 
AIR TOOL 
ADIASIVG DISCS caer eens swe wens 2378 
GIB ASG perc tee etre teers ee eee eaeet 2456 
Hammer Retainers.........000eeeeues 2514 
LUDrEGanS cece reece 2438, 2455-2457 
NallSieecrcncire sanetie uence: 2497-2500 
Necdle SelSin canvas t naamed ater 2512 
CHIGIS eee ee ceeds eee 2603 
OS eta crt erasers 2456-2457 
REldiNGIS ere recmost re set eae 2514 
SANUGhIRAUS wane ee eee 2374 
SAW BlAGeS eee e en rearaa eee nese 2511 
SEISe een ee Cee er eae. 2503 
SIGHGEIS eae ce eee eas 25951 
SHCCU COMUOIS ci. nste cha geen 2991 
SlaplGSs. Gases yee ence 2900-2501 
SWIVGUFMINGS si ccase cn aaee ua ce ek 2019 
AIR TOOLS, 
Adhesive-Dispensing................. 2233 
Pi EUSTIMGercrcrechea nt ea toate sta estes 1625 
Angle Grndelocaeesss ocean cee cs 2506-2507 
Bact TaMpPeN eas ose sees an ners 2513 
Bell Gan snk wages saucsen cen nean 2010 
BOING ees ter cise eee ee cet 2510 
Caulking: eens ere: 2233 
Chipping Hammer .......... 715, 2512-2513 
GHISCINMG aeearer eas wees 715, 2512-2514 
GonGhele VIDIAlOl cso sae ctee ae ceeeee cance 149 


Get back on the job even faster now with grainger.com/repairparts 


CUCU ee carcass 2508, 2511, 2586 
Di GINGER = eee cos tear 2507-2508 
DigginGea cee eee ee 2513 
OFilINGirse reve onrm re renee: 2504 
ENGKAVINGS: heer cc mee eee ees 2511 
PaStOnING@. aero ere cere 2496, 2498-2501 
GheaSe GUIs westenneenteta te aars cr 933-934 
GHGs use eee ere 2506-2509 
HANMINCh ct ect e ase ener 2512-2513 
Impact Wrench................. 2502-2503 
Pavement-Breaking.................5 2513 
Pencil GHinG els cck sche ceacuee pee eeteie 2509 
Ralcnel WEN e..tssce vce se cenwees 2503 
RIVEL DUSIEN ese heen eer eon eens: 2513 
RivetGun....... 684, 2135, 2505-2506, 2512 
SanGiGies. cea eae 2509-2510 
SAWING: wana mule a ees fee ee 2511 
SCdMG neers merece cia 2512 
SCICWONNEI es aerate aeenen re 2505 
Sealant-Dispensing...............005 2233 
ONC dkie see oh acaeke nce aetocm re 2511 
LACKING ce aa cmt comes 2500-2501 
AIR VALVES, 
BalliROllen sar accceemeeccie seers 2547 
BYPASS sain ee coe eee a mame Tne 2090 
Flow Control......... 2548, 2550-2553, 2882 
Heavy-Duty Limit............ce eee ees 2547 
1/5" lagna ae aie eee rar ge aase® 2542, 2546-2548 
Manual-Return . . .2542, 2546-2548, 2595, 2601 
Mechanical ......... 2542, 2546-2548, 3041 
NINMAWE eee enyne ee aye 2547, 2553 
Pils eee ee 2542, 2544-2545, 2547-2548, 
Ee ERE etre nererare terre ake 2550-2551, 2553 
Pneumatic Solenoid............. 3041-3042 
Safety ... .2553, 2573-2574, 2595, 2601, 2894 
SHMMEc sae mcaccen ome cman ee mere 2547 
SpHing-Hetuiin) 22 22a segeeei ee eos 2042-2551 
AIR VELOCITY 
GalUQGSo egos means eee 570, 2591 
Melers: cance eeu 543, 571-572, 583, 619-621 
PRODES amcor ccterernetie aerate 618-619 
AIR, 
COMPROSSEG: cece sees coe 232, 2446 
AIRCRAFT 
BalidRagdloS:. 22285. ce eck ees anaes: 2027 
Cleaners..........0. 901, 908-910, 922, 939 
AIRFLOW 
AOUADIGIS* eee ee ee eae 620, 3062 
Indicators.......... 543, 572, 619-621, 1780, 
ee ee ere 2685, 2687, 3096 
PRODES Grease renee 618-619, 3042, 3046 
Smoke Tubes............. 1780, 2051, 3029 
Switches ....... 570, 2687, 3041, 3046, 3104 
AIRLESS SPRAYERS & ACCESSORIES 
Se ere ere ees 1625, 1627-1629 
BIRPOUS oe ee es 1439 
ALARM 
Bak BOXGS wee eevee iwnosue aes 1885, 2052 
BallenleS nats cee te cece eee 1996 
GlOGKS ee arse eee 587, 2036 
COmbaCIS ec eae ene: 174, 2053, 3036 
COVEIS sec cn aiae ema enene 1979, 2053 
PanelSornce rte ee ar 2051, 2629, 2655 
Power Supplies ..............55 1979, 2051 
Thermometers........... 586-587, 592-593, 
Ee ee aera 601-602, 1455 
ALARMS, 
BaCKU Dict eemme tem sees caren uan 966 
Basement Water ..........ccceeuuues 2629 
Bellic e ees: 198, 1375, 1885-1886, 2052 
Carbon Monoxide...... 617, 1881-1882, 3029 
Exile aoe 1993, 1995-1996, 2053 
EVGWASR SIQUON Gc cnanweswaa a etnea 1844 
EICn cee ne eee: 1881-1882, 1886, 2040, 
eee tte rT re Ce 2051-2052, 3029 
PNIGCN Gln yasc aaa ae cer 581, 2629 
MOON SENSOl:-4 once owes: 2053 
NOE SlANehs cecum cree eon aes tes 174 
Personal Protection............. 1886, 2034 
I-3 
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PUN ieecee re cence eareeres 221, 2622, 2629 
SOUMGIL CVE Per tert cease etre 624 
Temperature ....... 586-587, 610, 615, 1455 
NeMIGUIAN eee ae en kramer 966 
Visual. . .221, 279-280, 1885-1888, 2052, 3029 
Waleloere cre ee 874, 2629, 2679, 3092 
WIRGIESScoincneeacnne suet 2034, 2053 
ALCOHOL 

BOWES saeco ahara etree eee 232, 1829 
WIDGS frei cmaue katara 232, 1829, 1831, 1834 
ALGIGIDES |. fon cnr scenes oes orn 1480 
ALIGNERS, 

PIP@ FlANUG soso cea e ete eee eee 2425 
ALKALINE 

Ballery Sells 2. ce exte eee. ae 362, 2024 
GleaNelS-2 2 ee eee 939, 1509 


ALL THREAD (SEE THREADED RODS) 


ALLERGY MEDIGINES............... 1830 
ALLIGATOR CLIPS....... 549-550, 824, 924 
ALEGY STEEL: see ee eee 2186 
ALLOYS, 
BlAZING feeannee een teenies cane 2432 
ALTERNATOR HARNESSES .......... 2055 
ALTIMETERS «3. occ 5d connec ek 620 
ALUMINUM 
Foleo eee eee 1387, 1449, 2185 
PUL gee re ere eee ne 2220 
SIOGK ee cree sniee 2179, 2182-2185, 2192 
AMERICAN FLAGS ................. 1351 
AMMETERS, 
Ange re nc ee eee ee 939, 544 
Clamp-On. . . .537, 540-544, 546, 551-552, 562 
Gulrent: Leakage 220.6 ceoeckoec eee can 547 
Digital ..... 225-226, 536-544, 547, 551-552, 
eer eee 556, 558-559, 562, 607 
Panel- MOUND ac ev eweay ww tems wales 225, 559 
Tue AMS 2 e2<2 25% 536-537, 541-544, 551, 558 
AMMONIA 
DECIOIS eee meee 622, 624, 1776, 
ee eee ee ree 1779, 1781, 3010 
GAUGeSiranics nae cee soe eee eerie 577 
iildlaniS2e erecta anak 1831, 1834-1835 
AMMUNITION SAFES............... 1968 
AMPLIFIER PROBES................. 364 
AMPLIFIERS, 
AUS ce ance mec ema amametan cre 2583 
Speaker............ 1885, 2038, 2040, 2052 
NOSDIbALO: seem peers ee eenee ee eee eeies 1768 
TEIGDRGNE vonaeu ae ae etanaanm ances 2036 
ANALYZERS, 
AIP OUAlie sc osenteisee oniann 543, 617-619 
Carbon Dioxide .............. 617-619, 623 
Carbon Monoxide............. 617-619, 623 
COMBUSTION cs soa dicen oc aeinseees 617, 623 
HVAC ..... 543, 571-572, 618-621, 3010, 3012 
MY GKOGEN SUIICG ti cwence scans 623 
DOAG i srrernnine ie ere ere cease 547, 551-552 
NIWGGEN Gees ene eee ree 623 
NOISG irene rete Serene eee 624 
POWON iar on et omens tna 537, 991-552 
Telephone Line................... 363-365 
ANCHOR 
BiSencteneaitn nema ena 711, 2161 
BOIS eee tueeen: 1227, 2162-2164, 2166-2167 
CeMGRia ese sec emenee te 1631, 1633 
PINMDEIVEIS feces teers e eee 2147, 2161 
OOIGENS scprec noe eee eee te ciees 2161 
Setting Tools .... 1916, 2147, 2161, 2166, 2172 
i-4 GRAINGER. 
TY 


SHACKIGS ies a ence torn eee 1067 
SINGS: cone eon cere 1098, 1790-1791 
ANCHORAGE 
Connector D-Rings.......... 961, 1790-1792 
Connector Tie-Offs........... 000000: 1792 
Connectors.......... 1790-1792, 1801, 1806 
ANCHORS, 
AGRCSIVE =a aanccns foe ene: 2172, 2218 
BuIGK ooteaeeae cde turise acim tenn ii caur cna: 2165 
Cablese eects 1353, 1792 
CaulKiQeeciss cnet ene teeta eee 2170 
GHENICA cen easanceee ee meauene 2172 
Concrete ........... 1632, 1790-1792, 2147, 
eae a eee eee ee 2162-2168, 2170 
Concrete Block ............0005 2168, 2170 
DOG Kee ane reer eae pee es 1481 
DrOp=In/EIUSHis..aauns ronnie seater es 2166 
Diy Wallimecmen sawennechane an mes 2169-2170 
Editiienene te cea esac 980, 1010 
EXDANSION( 2 = recuse ous fee 2163, 2165, 2168 
Fall PFOLGCHON .. veces ecaeeeswss 1790-1792 
FraiminQecee acters cetera ee ance 1119 
PETUP TCU ((| Meee ae BD set a rpen rent ray ter nrc rner 1134 
Hammer-Drive........ccceee vee eens 2168 
HOOKS cere ee een eee 1792 
Masonry. . . 1632, 2147, 2161-2168, 2170, 2172 
Moller ers tanec crene cass 2170 
PINIDENGi cerca ere eee ae 2168 
ROC eaters eebetesatetap renee cee 318, 2147, 2172 
ROOlea nee ane rr 1790-1792, 1806 
OCIEWii eee 2097, 2147, 2163, 2166-2170 
Shellac scar cele aeeemer 980, 1010 
SIQMROSl arena tee caer ne 1916 
SIGRVG escent eee 2165 
SHON G eca eee aneaats ee tenta cee ae 2165, 2168 
SUC een ee a ere ee 2172 
aD epeatec nie ater ge eee ee 2167 
Tethehs ween race neue tacauee tee 858-860 
Whreaded: ROW. ecee eee eee 318, 2147 
Tie-Down Strap....... 961, 1103, 1105-1107 
NOGGIG crash ne aie pecan te 2165, 2168 
WalesWUGK: .ccc0esca0cees 961, 1105-1107 
U-Channel Post ..........0cceeeeeeee 1916 
WinbtGlaieatoten aces cheeonreer ee 2161 
Wallboattl: sas sc2cere% se acnoaas 2169-2170 
WEUGG nate onctenwn eee tees 2162-2164 
ANEMOMETERS & ACCESSORIES 
Been eee 543, 571-572, 583, 620-621 
ANGLE 
GlaNIDS 22 ee saree eee ears eee 834 
Dells cme tote te eek ecto seni 703, 2504 
ON wIOUCO cerertce ee oe een 1250 
LCVGISS. oan ee eee ce eee eae 883 
EOGAIOIS ce cee nec en ome 882-883 
PIGLCS eee ee ter er eer arene 2019 
[1 earpiece rarer arr cree iar cs 334-335 
SaNGelS ccc w ewe ecws 665, 677, 688, 691, 695, 
re eer eens 719, 721-722, 725, 2509 
NaltGS ete ee etre eee 2718, 2889, 2911 
ANGLE GRINDER 
Abrasive Discs. . .2371-2373, 2377-2379, 2382 
Abrasive Wheels ........... 737, 2382-2388, 
Bere erat eer aero 2391, 2394 
BIUSNOS = 400 ues eo ee 862, 2394, 2397-2398 
WEG GUARUS: gd cites ante te Pee we nee ate 722 
ANGLE GRINDERS, 
Albee ra a ante kee eee 2506-2507 
Cordless........ 665, 677, 686, 688, 691, 695 
EICCMIGc tena eer a cunaat. 691, 719, 721-722 
ANGLES, 
PNTTTWITTTUTIL| Mone seeeencee Wr aegedetoteene vena ruepegen <7 2182 
GaniOMiSleele a. cac rn ee ees eae eee 2186 
PlaStIGs coake eee teuieas as 2197, 2209, 2213 
Stainless St@el. scan cus eeeecaweues s 2189 
ANNULAR CUTTERS & PILOT PINS..... 740 
ANTAGIDS.................... 1830-1831 
ANTENNAS, 
RaiQie nee ee ee eee eens 2029-2032 
Remote Speaker ........00eeeeeeeues 2037 


ANTI-FOG 
L@nS SprayS/GGlS.26.42 vars ences ene 1666 
Safety Glasses/Goggles 

Pree ery aoe 1650-1664, 1667-1668 
ANTI-TIE-DOWN CONTROLS ......... 2551 
ANTIBACTERIAL HAND CLEANERS 
Pen ee Cee eer 1496-1498, 1500-1501 
ANTIBIOTIC OINTMENTS 
eee eer atte 1829, 1831-1835, 1837 
ANTICONDENSATION HEATERS 
Dees Seok nee eee 302, 3065-3066 
ANTIFATIGUE MATS ...... 1048, 1890-1891, 
ee ye eee Se eee 1893-1899 
ANTIFOGGER/DEICERS........... 902, 909 
ANTIFREEZE/COOLANTS, 
Automotive.........0ccc0uees 903-904, 962 
ANTIFREEZE TESTERS 
Sean icnametia amen ers 626, 918, 2462, 3012 
ANTIFREEZE, 
RIG BIOKGs nanan soe ae wer eae ne 962 
FUG eeerec een ero eere ete eerere ae 900 
GIVEOI-BaSOO i. cates aacnseerutcr nes 903, 3012 
PIDG ect cctaecee eaters eave cette atcenner 3012 
PUMP ance c aman eevee 1594, 1628 
ANTIMICROBIAL 
AI FINGRS seen sence see ees 3048, 3050, 3060 
FIDGP GIANG 22 ceeres sees seman ce 2195 
Hand Cleaners............ 1496-1498, 1500 
Wats ited ee 1892-1894, 1898-1899 
Palliis cone eee eee oe 1595, 1599 
Toweletles:.. o.:ccscsecoane 1500, 1510, 1512 
(UDING Sececeaneeea: 1594, 2606, 2615 
ANTIOXIDANTS ..................... 380 
ANTISEIZE 
LUDNIGANIS 2 cca hes 901, 2441, 2443-2445 
PENGIANES sr oacewecn te neu 2438, 2442, 2445 
ANTISEPTICS....... 1829, 1831-1833, 1837 
ANTISKID 
ROGUES ose eres cette qaceeee: 1604 
Coatings/Paints...... 1523, 1604, 1609, 1634 
PAU ate teccte 1047, 1900, 2195-2196 
Pad Serene tant een eee 1342, 1904 
aCe ean tenon 1900-1901, 1903 
ANTISPATTER, 
Weld sean crane cn aneaeee anne 2428 
ANTISTATIC 
RIGUNS cores tee ae ee eee 2582 
Bago raise ete eer eee eee 561 
Construction Film .............0.00005 1099 
COntaNeIScecea aa atcnc a ees 1286 
eA |: eueeatee ree near trepeae 1280, 1334-1335 
GIQVES Sesame ate 1670-1672 
Grounding Components....... 561, 921, 1320 
NiiStactr cee ae 561, 921, 1320 
MOSLGIS octet ators rem erat eum ne ere 561 
TOQIS) 2 peace: See te eee eee 803 
WAV Seeeere ican ee 1293 
Vacuum Cleaners...........000: 1565, 1572 
ANTIVIBRATION 
GaSlelSo nae cece eae kee 1206, 1208 
GIOVE HINES ae aacces see ee cee 1697 
APERTURES, 
Infrared Calibrator. .cnceheccedcckeen cs 604 
APPAREL (SEE CLOTHING) 
APPLIANCE 
Connectors.......... 2521, 2717-2718, 3096 
COMUS ae eee ene 400-401, 470 
LANDS seeuee er 482, 487, 489, 497-499 


Can’t find it? Go to Grainger.com®. 


RIGLOES ee ceec as cree ee ree eee 36-37 
MIMEES aaa tee cs tacts aren aren are 419-421 
Touch-Up PaintSi... 2.2 eee ek ecw sees 1609 
WG (AWM rc cgion atccire ok eneeinnaces 344 
APPLIANCES, 


Food Service ... 1439, 1442, 1459, 1462-1465 
APPLICATOR SWABS, COTTON 


Deane atten veareat ee 954, 1830-1831, 1834 
APPLICATORS, 
Adhesive ........... 670, 679, 685, 688, 891, 
errr 2161, 2172, 2219, 2233-2236, 2238 
ASphdligvact co acme cee ens ae 1544 
Galilee ears 670, 679, 685, 688, 887, 2219, 
eee een e re 2233-2234, 2236 
GhOULSGdlaiitsscse8sc chece cece 891, 2236 
PaliiUsecor certs 877, 907, 1611, 1616-1620, 
Tee Tere rT rere 1622, 1625-1629 
Protection Film ........... 1099, 1623-1624 
SLAM ee ree reenter 1620, 1622 
TADGeacceean cae ee 1357, 1394-1396 
WANG cas ite ae ene earn a 911, 1622 
APRONS, 
Acid-Resistant..............00 1733-1734 
AMINMNZEO asc rs con aes oe 1715 
Dibisceenas 1709, 1716-1717, 1733-1734, 1740 
Chemical-Protective ............ 1733-1734, 
ATT en nr ree 1737, 1739-1740 
COAL cer rane etre acum aainecamianente 1734 
CAVOUGNIG i camacnstcnen ch anaumnaa nt 1733 
CULRGSISIANT: = yas at cee essere ec. 1733 
Disposabletnae venereum 1734, 1737 
FICCIICIANGienc c char een neee a ean ae 755 
Flame-Resistant ..... 1709, 1716-1717, 1733 
Heat-Protective ..........00000e 1715-1717 
Nai eee cee cerns 755, 757 
Splash-Resistant.......... 1733-1734, 1740 
MOO satan eens 755, (57, 858 
WeldiliGiansce concent etneancrr are ee 1716 
AQUASTAT CONTROLS .............. 3030 
ARBOR 
Adapters NUS eters rceesel in cima eects 708 
Adapters a antac neu 710, 2380, 2385, 2399 
EXIGMSIONS? > acts eee ee oe 705, 708 
PIESSEG 2 entra ee nec eyeae: 2357, 2470 
SIMMS areca re cert ane ee oe 2180 
SUACGIS =n eae 708, 2180 
ARBOR SAWS .............. 666, 677, 733 
ARBORS, 
Dri litte rates eacttecnee ren ere ee 713-714 
DENG reese ee rete en 2399 
Hole GUULGh ee ene cee een serene ce 851 
HOM SdWia ne ae ei eee ee 708, 851 
olraight=Shank oad fen cc es aad ecee ens 2315 
ARC 
PICCHOGES vce see cee eee 2417, 2422 
Fault Circuit Breakers ..... 188, 191, 197, 200 
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ARMREST LINER BAGS ............. 1817 
ARMRESTS .................. 1335, 1481 
ARMS, 
Air Cleaner Extractor. ...........00000s 233 
GantileVele See eartee eee ccc 1238 
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FUISG=oldtlise en cameuanaace erenon 477-478 CaO rence entice nent 1106 
BALANCERS, Rapld-oldil; ee scswucaaes: 472-474,476 BARBECUE GRILLS................. 1459 = Chain Saw... .. cc ccccccccccccccee 1004 
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BALANCES, BALLISTIC EYEWEAR.......... 1654, 1661 File Cabinet... ......ccceecccceccce 1962 
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BALL BALLS, Bung Sockets. ........seseseeeeeeees 1140 Machine Mover ...............+ee0e- 1193 
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CONVOYO! occxicees genes 96, 108, 1114-1115  Cups...... 1431-1433, 1444-1445, 1825-1826 Hanging....... 1279-1280, 1282, 1286, 1289, Pozidriv............. 699-700, 702, 801-802 
DEW Si imtracntenne nonen en teaa aes 96-108, 2567 Dispenser Stands............... 1439182500 ee 1329, 1331-1332  Robertson.......... 696, 698-700, 702-703, 
Fal ecnuecewneme seman 96-105, 2567, 2998 Dispensers.......... 1439, 1443, 1462-1463  Healthcare............cecececeeees pei] ke adusbuncgoseuneoee 801-802, 857, 2109 
Fn SNAG seer easter etter ee 2304-2305. RINGS: ese ce ee on pene cee 2703-2706, 3004 Heavy-Duty .... 1280, 1282, 1286-1288, 1294 Rotary Cutter.................04, 724, 729 
GOdl peer merer eaten eaeetan WOG*107- “HOSES; oie ccueavse ca auevaaceess 2609 Hopper.............--00- 1280, 1282-1284,  RotaryHammer............. 711-714, 2166 
LeduIGE amr tn nen neta OTe IOS tree ee re ere ater: Tag B25 meee ee 1286-1289, 1301, 1457 Rotary Tool....... 724, 729, 2298-2300, 2392 
WATLING ictaeeccteneee tem sct ners chit eure 1706" Openels.2...+.¢22 ae. ee 814, 1454, 1964  Mobile......... 747, 1280, 1287, 1289, 1451 Router...........seeeeees 731, 2297, 2299 
OI SKIMMER saw se dad eee enn neues 2462) PUMP MOLOIS. <.cseancastcceea cuter cte 26 Mounted............ 1286, 1288, 1290-1291,  Screwdriver......... 696, 698-702, 767-771, 
Padded eee age tae remeron Ujena Ep Ud SUI dio U Puce ne OM etglyegec ena 1306, 1329,1331 0 treet eter eens 775-776, 800-803, 857, 2109 
POSiHOUING etrotice eee etree 1798 BEVERAGES .22 2. ee ce: 1825 Parts Storage. .... 745, 1277-1280, 1282-1291,  SDS-Max Shank.................. 712-713 
Rotary SCreW.... 6. cee cece eee ees 2500 erin apr nn eer 1294, 1303, 1305-1307, 1329, 1331 Security.........eeeeeeeeees 699, 702, 802 
ROUIG toa seco name rae 96,108 BIB OVERALLS PeQbOdGinn: cence sesemn aes 1329, 1331 SUID AUGED eectecnaet te ommneweuneanan 705 
of (i 1" ae earn eee acre ae re 1298-99: 2a2c 1707-1708, 1719-1720, 1726-1730, 1740  Pigeonhole...............0000: 1306-1307 Slotted Screwdriver....... 698-700, 702-703, 
Surface Conditioning Abrasive. .... 2364-2365 Plastic .... 745, 1148, 1277-1280, 1282-1291, sss seteeeeees 767, 769, 775, 800-803, 857 
SUSHENUEl 2c eee ere ee 1706 BIBBS, cece ee 1293-1294, 1297, 1300-1301, | Socket Screwdriver... .702, 767-771, 801-802 
TIMING... 226s ee ee cece eee ees TOG 107 OS HGse tenner ears came TAA 2ON1=29012 Goce ce 1303, 1307, 1329, 1331, 1457 SPANNEr......... ewes eee 801 
OOM eescrgectecene eee: 755, 757, 859, 1798 Refuse.........se:. 1148, 1485, 1552-1558 Spline Shank............-....05. 699, 714 
Tous eee eee 106-107 BICYCLE Revolving...........csseceeee. 1305, 1307 Square... 696, 698-700, 702, 800-802, 857 
VE er ee reer nnies 96-105, 2567 = Baskets... oo. ccc ccccccccccccecece Hog ee Sdlteet or ee en eer. g94  Square-Recess ....... 699-700, 702, 801-802 
Vacuum Cleaner.............06, 1968,1975 Storage ........<00rsceeeeasesceen: 1482 Shelf.............. 1279-1280, 1282-1288, Stal... see cece eee eee ees 699, 801-803 
WeGUG ae tomer ee one em rte ean. OG rr een eee 1290-1291,1294 Straight Router ..............46. 731, 2297 
WL se ance Ga dies 755, 757, 859, 1592 —_ BICYCLES, Sickie tee 1279-1280, 1282, TOrg-Set......-:ceeeeeeeeneeeees 702, 801 
Industrial.......scccceceeccesueeees Ree eae ee 1284-1289, 1292-1294 Torx........ 698-700, 702-703, 801-803, 857 
BENCH Stationary Exercise ........0.0eseeee, a7? Stedlic es 1280, 1284, 1289, 1291, WH-WINQ....... ees eee cess eee eens 801 
Back andend StOpS: 2c s--2 2. 15) [0 | 7 GO NNO 00 87 RCC Sd errr e. 1301, 1306-1307 
Buffers... 00... eee eee eee ees 2359 BIFOCALS............... 1662-1664, 1667 Storage .... 745, 747, 1277-1280, 1282-1294, | BLACKTOP 
DRINPIESSES)= wanes ects cee ace 2344-2345 . . .1302-1303, 1305-1307, 1329, 1331, 1451  Applicators/Coaters...............05. 1544 
Grinder Brushes/Wheels BILLIARD EQUIPMENT.............. 1479 Wall-Mount ......... 1279-1282, 1286, 1289  Cutters........ 673, 713, 715, 717-718, 2514 
rrr cr oe 862, 2374, 2394-2398 LUGS rot teenie eee eos 
GrInGer StanlS mrcr vcr aainntaa en 2359 «BIN BIODEGRADABLE bela Se ee ee ee a 
GPINOMS. 2... eset e eee 2359-2361 : Cleaners........ 939, 1503, 1513, 1517, 2446 REMOVETS...........eeeeeee eee e eens 
cence 1254, 1316-1319 ene ee ee ioez-togg, Lubricants ..... 898, 2438, 2441, 2454-2468, Repair Materials & Maintenance. .. 1630-1633 
LOVGlIST. sa ers nets ee nee ne 2336 1290-1291 1303 1305-1 306 RAE aoa an ORR Pee ona ee 2460-2461 ; 2568 Saws & Saw Blades....... 673, 717-71 8, 720 
Lights wens 451 ; 515-51 7, 1 320, 2340, 2359 Carts... <c-s 1280-1281 1 909-1 293. 1297 Soaps See ee eae ae ae ene es 1496-1498 SealdMiSarin sauenk : 1631-1 632, 2230-2231 
ee NEG Sin ang rinabonntner faa ar ve Clips, Hanging............ meas "4309 ‘Trash Can Liners .............0.ee0es 1562 TaMPerS.... 1... cece 715 
(ESSES an ace re eee tee ae 
eee 1 ee ee ior el os0 a UIOMAZARD BLADDER 
Sdleti Cans seven a ese oe eee eee 1 1284-1291. 1 904 1 307 Ba Sia ces cee eet ares teen ean ae 1562 AGCCUMUIMORS ee ck enmniaaaaweannnnat 2494 
SANders ss. eeeeee eee eee 2361-2362 Dollies... 1192. 1281. 1287.1290.1300  KitS........seseseseeeseeeeees 1768, 1836 Control Pads ................ sees eee 1494 
SAWS ieee eect ee ee eee e renee 733 EranleShe ee Weve Been: Pree 1289 LaDGIS cansnie ee eoe arene paren 1937 TankS. 0... eee ee eect een eens 1824, 2656 
Scales ........... 08, 644, 1425-1430, 1455 Hanging Brackets ..............000es 1289 Waste CANS. caachunmersnectacer wens 1836 
Smoke Absorbers. .............0seeee 233° Holders ............ 1281-1282. 1320-1321 Waste Mailers..................005, 1836 BLADDERS, 
Squeegees...........0005 1546-1547, 1550 Label Holders...........-. 1282-1284 1294 DrainGleaniiG.. 3 2 de. see ne e-5 2437, 2751 
Tops eee eee e eee eens 1254, 1316, 1325 fide eon 1282, 1292-1295, 1301. 1306 BIOMETRIC SHINGONO Ls aivaeras ss wreeicre trys 1865 
US ce 831-833, 874 Viner. occ eee eaee ATO? 1550-1562 kockSeseq gence ceee- seer ace en 1973 
Mounting Accessories ...... 1280-1281, 1286 Saf@S...... eee ies Seto 
BENCHES, Rack Casters............. 1281-1282. 1289 Disposal Containers.................4. 809 
Adjustable . . .886, 1316-1317, 1319-1323, 1325 pack Conversion Kits................ ‘42981  BIRDCONTROLS.............. 10181020 WEldeS.cacteviunnenivxencanve is 2351 
Cabinet . ...749, 1149, 1169-1170, 1325-1326 pack Locking Rods .................. 1289 
Cafeteria... . cee eetee eee e teenies 1340 Rails. «6... ss. 1280-1282, 1320-1321  BIRDSCREENS BLADES, 
Ergonomic.......... 1316-1317, 1319-1323 Shelves... ss... ecc cca ceuceuees Vig eee one 2939-2941, 2980-2982, 2984-2985, 2987 Air Circulator...............0ce0een 2951 
FOIMING. ...... +. esses eeseeeees 1325, 1340 Shelving Units........ 745, 1280, 1282-1285, Cable Stripper ..............200e. 366, 846 
Maintenance ........ 1149, 1169-1170,1263, 1287-1291, 1297, 1306-1307 BISCUIT CUTTERS................... 688 Combination Square ................. 2334 
re 1316-1317, 1319, 1321-1323, 1325 storage Racks... . 745, 1280-1285, 1287-1291, Concrete WOWSli. sien cavcee wens acxn os 002 
Outdoor ........ eee eee eee Oe 1297, 1305-1307 BIT CUIMDCR ce cecnnewecea hen sansicaees 853 
Repair ..... 0... sees 749, 1149, 1169-1170, — systems........ 745, 1277-1278, 1280-1285, Holders .. .698-701, 703, 768, 775-776, 801-802 Cutter. . .671, 719-721, 724, 809-811, 814, 2618 
ee 1318-1319, 1325-1326 4987-1291, 1294, 1303, 1306 Inserts. ...... ccc eeececceeecseee e802 DeburringTool......................2401 
SMOWEL see sees sees eee esa sea sae 274 WINdOWS ........c0sceceeeeees 1282, 1287 Quick Disconnects..............00000. 703 Double Edge. .............ssseee, 809, 811 
Steel ..........s eee 1316, 1319, 1321-1325 Sets, Rotary Tool .........sseeeeeaes 9399 | Drum Deheader..................00. 1140 
SWEUCIG speed sae toes opecn stan: 1309 BINDER ee phic ce ee Ue a 2940, 2950-2951 
Technical WOK. «00.00 veces 1318-1322 Ciaiisee en ee ee 1072. 1107 HOOK ene eee eee 724, 809 
Weight Wallin 2e2ee gees: seer seer 1477 Clips... os ec ceceecceeeeees 829-830.1359 _ BITS, TOSCUE IU eee eee eee 735 
WOK eae 749, 1149, 1169-1170, 1263, DiVidelSco cece ee ee 1361-1362 Dichter 711.2161 Ri eatae ee ea eee 809-811, 814 
Stee nia 1276, 1316-1326, 1399 Holders |... ss. sess e eee ree1942  AUQET. nnn. 705 Oscillating TOOL... e cece eee 72M 
Pages saree soe eee sees 1361 Carbide .......... 711, 714, 731, 2161, 2297 Planer ..... 20... esses esses eee ee eee 729 
BENDERS, Clute ee re ee 699 RaZOh nea ne oom eee ae ae 809 
Mechanical ..........sssseseeeeeeees 850 BINDERS, Concrete ......... 709, 711-716, 2161, 2166 Rotary Cutter.................... 729, 814 
eee B50, 2469 3.Ring ......cccseceeceeceeees 1361, 1382 Coring ........csseeseeeeees 712-714, 716 | Saw (See Saw Blades) 
RODE. wee cece eet ee eee ees TIO Chain... .... oo ccc ccccccecccccceu. 1107 Cut-Out Tool..................<., 794.729 -SCTAPEL.. esse eee 889, 891, 1548, 1551 
sheet Mela Secrest meee ee 816, 2355 Paden ere ee cen ee {Ope GULGE ee ee ee ee oe 7A 3 816 SINGIG ENGR ne, cae tree ate 809 
TUDING «0. eee ee ee eee 868, 2356, 3010 Reference ........ssccccceeeeeeees 1942 Drill (See Drill Bits) Snap HOOK......... +0. ss seeeeeeeeees 809 
BENDS SUS are ee ete 1942 Drive .......... 698-703, 714, 758-759, 762,  Sdueegee........... 1947, 1990-1551, 1581 
2 errr ec nn 77 765, 767-771, 776, 779-780, 854, 860 Nipper... ss ss sees esse eee 366, 846 
Brass PING ameter anc cstennae any 2722,2724 BINDING Drywall cesses ee 698, 729 Utility Knife ......... eee, 809-811 
Bartie lSieeaeete ene eee re Ree ers 2103 EG Xepeeece yore ene ta ree nye rr re 801 Windshield Wiper Pee eee 947 
POSIS Cr GOlOWS 2 ecasatnee ce cues 561, 2103 
i-8 GRAINGER. Can’t find it? Go to Grainger.com®. —_1-800-GRAINGER (472-4643) 
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Blanket - Boosters 





BLANKET 
BOXCSiis ce erect ni muaten awl dtumrenmna 1711 
Warming Cabinets ..¢2c0cce.eceneceeus 638 
BLANKETS, 
Balteleere awee cee cen noe nenee 1141 
BOthtaeenne cee: araar re eren ares 1467 
EICCIIGsarceete crete errr 949 
ErOSiOn-GOn&Ol ..cceeccs ver aeaeade es 1012 
PIC e ee et eer ee eee 1835 
First Ald/SUMVIN@lls os ccc cveces aed 965, 1823, 
ee ee 1833, 1835, 1837 
ANSHIGUNG ste eee cere cen 1141, 1711 
Noise-Absorbing ............005 1889, 2834 
PROLCCIVG: cca nse rns adecee 1410, 1711 
PUG Sancho enna eno Se erears 850, 1711 
RESCUE. cas scee meen 1823, 1833, 1835, 1837 
WeldinG Gunna ae canteen 2409, 2431 
BLANKING KITS, 
VAWGr a cndncenmue 2542-2544, 2549-2550 
BLANKING PLATES....... 2542-2544, 2550 
BLANKING PLUGS, 
PHUSH-BUUONe = s aeenenen ss Wee oes 248 
BLANKS, 
Alloy Steel Sak arash edna 2186 
ALLMINU Mies ce naase secs occas 2184-2185 
Carbide 100M: acsete cnc waceunien acme 2253 
Carbon Steel ...........000000s 2186-2187 
CONG 2 ee ey ere ees 308-309, 320 
JOCK BOX ect et a mener acme mene 356 
J ACKIMGGNIC Aanna can arena ae eae 356 
KGVeeree eee aetna ene ener: 1964-1965 
Stainless Steel..........00000ee 2189-2190 
(GO) eee neers iene aes wee 2253 
GON SIGE eee ator ences 2187 
Voice Daldn ctw aascuesears ae 304, 356 
BLAST CABINETS & ACCESSORIES 
Pe eae chee eee 2402-2403 
BLASTING MEDIA.................. 2404 
BLEACH .. 1504, 1510, 1512-1513, 1516-1517 
BLEAGHERS....................05: 1482 
BLIND RIVETS................ 2131-2134 
BLINDS, 
WINKOWire cera cnie eee ea ae cnetar aes 1484 
BLOCK 
FIGS ease ee rn eee 1596, 1598 
SAW Sia ta eres oe eh ae con te eer eere 717 
BLOCK AND TACKLES............... 1059 
BLOCKS, 
[ee ee ee eer re ee 2339 
Circuit Breaker Handle................. 199 
Contact... .<e< 160, 162-163, 165, 169-174, 
ee 176, 240, 244-249, 251, 253-254, 
eee 256-257, 264-265, 268-269, 288, 298 
DR BAUIe see een eee 639 
FUSE tec er 182, 186, 394, 929 
GOUG sie ac anor ania aie: 2338-2339 
Han Gace cette cence 911, 2366-2367 
Pala ae eet eee ee 1505 
POnKiGie peer teehee eticee cee ney 1131 
Pipe: DUCESUDNON ccaeece cane eee 2825 
Power Distribution..............cee0ee 393 
FUE Voce teense e ta: 1084, 1090, 1808 
DANPADeb a vase anaeee ee 911, 2366-2367 
SHUG care epee estan eee nee 1090 
SICDi roan Eanes ea ek ence ateena nites 2317 
MAMMAL sc rn tants s eee 394-395 
TOMCWUCIN A torte cee eee 1505 
[21] eererera tener ea meterr cree er errr 1130, 1173 
Wall Deodorizer............ccceeuaee 1505 
Wheeleee niece er iicee nee 1130, 1173 
WIRGIRODG hamececeeeers gee: 1084, 1090 
WINING saree nea sores ee ee 399 


BLOOD CLOTTING AIDS ........ 1829, 1834 
BLOODBORNE PATHOGEN CLEANUP KITS 
By MCCA Een ett eae mE at eee 1836 
BLOW GUN 
AdaDINS ccacenrr scenes 962, 2515, 2518 
EXI@RSIONS peics.ae oueen caw 864, 2515, 2518 
NilS eee eae ee eee 962, 2515, 2518 
NOZZICS Son eres 2515, 2518, 2582 
SHICIDS: emmy e a clecaeuensurd ee 2515 
BLOW GUNS, 
Bilger ree 2437, 2515-2518, 2582 
BLOW TORCHES 
re 1003, 2430-2431, 2433-2434, 2436-2437 
BLOWER 
Air Duct Boosters.......... 2949, 3103-3104 
Bearing KilSscryedaean eter nie man eet 2981 
BraCkKGlSss eee eee er ee ene 2976 
EX aUSDUGHAe nc generac cee 1784-1785 
Fan Switches......... 167, 2929, 2944, 2946, 
ee eee ee hee en eee 2949, 3046, 3077 
Filler COVERS: nce neat ee rene 2584 
FItemElMeERIS:3...«. Sacer e a ee es 1784 
FIGES sas see ee eee 2575-2576, 2584, 2989 
FISHING SYSTEMS... cece es sceeeeeeeews 849 
ease a eae hee eee 2585 
GUaNUS) eee ee cae 2940-2941, 2980-2982, 
ere rere eer ee 2984-2985, 2987 
OAL ONMGEIS 2 ne eee eet nese 2983 
HOSES scares eee eee 988, 2610 
Housing Supports ............0eeeees 2976 
Intake DUCE s.5 tveiads awn 1784-1785, 2408 
RitS co eee Pe eens 988, 1784-1785 
MOIS. 2 cease. 8, 27, 35-36, 38, 40-57, 59-64 
S21 Eee ear ese error ary marrage rarer 3035 
Replacement Parts .. . . 2944, 2982-2985, 3045 
SUIANS enne tcl riiann citeene nes wel aatee 2981 
SWICNES (2s eee ae ee eee eee 174 
Vibration Isolators .... 1221-1222, 2983, 2986 
Wheel Shaft Protectors ...........0000s 913 
WheGlsieca rane tose. 2980, 2983-2985, 2988 
BLOWERS, 
(See Also Air Circulators, Fans, and Ventilators) 
Air Conditioner............ 2975-2979, 2985 
Ai CUMAIM er teeters eee 2969 
BaGKPdtkere cee tena eee hee ae 988 
Backward Incline.......... 2982, 2986-2987 
Beli=Dtivei ents cen wean 2975, 2977-2987 
BiISHIGSSea rece ee cee oe ener nae 38 
C-Frame Centrifugal ................. 2975 
Confined Space................ 1784-1785 
CORIIESS Gece ace eee 670, 679, 688, 988 
DG eo oe ee 38, 2972-2974 
Direct-Drive......... 2946-2948, 2972-2976, 
Pa eneree ners 2978, 2980, 2985-2987 
Double tnlets cas. eeee sews. 2976-2977, 2979 
Draihingueeigse. wicca eae 3103-3104 
DUGie ere ee eee 1784, 2972-2987 
EIGCIIG veer eee 988, 1784-1785 
Electronic Equipment.............. 38, 1354 
Equipment-Cooling ......... 302, 2926-2927 
Flange-Mount ...............4. 2972-2973 
POOR ree ee ee ee ee 2989 
Forward CUIVG....23eccrsccceeeus 2972-2977, 
CT oe 2979-2981, 2985, 2987 
Furnace........ 2972-2977, 2979, 3103-3104 
GaSOlIING :.20e02 ss ae nea 988, 1784-1785 
HallGeeeccet eh nesta eae ee oe eee 1354 
Handheld cme ee ee 679, 688, 988 
Hazardous Location... 1784-1785, 2986-2987 
Heating/Cooling........... 2972-2979, 3085 
High-Pressure ............ 2979, 2983-2985 
High-Temperature .............. 2973, 3103 
INSUNG 2ecnu sec ats aerene 2944, 2978-2979, 3104 
IndWeed Didi: etvcesnncwean ae 3103-3104 
ings thlalieeeces ee ence eters. 2977-2987 
Kitchen Exhaust.............005 2986-2987 
LOA rae eee 670, 679, 688, 988 
LOW-Prolile-essnc2- cans. oemedenee ces 2975 
Permanent Split Capacitor........ 2972-2975 
PlasliGaee oes te ne ore eee 2987 
PReUMdIGs ets oats een eee 1783 
Portable...... 670, 679, 688, 988, 1354, 2989 


Positive Displacement...........0.00: 2585 
Radial Blades. cacccns cen eowwn a 2983-2985 
REGeneldING + none neat cane 2584 
RESPIFALON cir entewe wees 1764-1765, 2407 
Shaded Pole.............. 2972-2973, 2975 
SINGIE INCL. vue taaves aces 2975, 2980-2987 
SNOW ak ncranioee Com ninanieaere cle 991-992 
Spark-Resistant............0008 2986-2987 
Squirrel Cage........ 2972-2973, 2975-2977, 

ee ee er err 2979, 3103-3104 
URANSHOW sercc eeiac merarc ieee eee 2975 
NGAUS met cect eects 1783 
Walk: Behin@ncvcnsceugeacunrouseet ce 988 


BLUEPRINT FILING SYSTEMS. . . 1345, 1347 


BNC 

BUdplCS ea eecere ne nan orate 360, 561 
Cable Couplings.............. 351, 355, 360 
TEVMINAUONS &iccweincwedewd Seawbaowns 351 
BOARDS, 

E21 | Care eh aera Rear rare ee ee eee ae 1822 
Bulletin) ccc maaan. 1369-1370, 1372-1373 
Circuit Breaker Lockout............... 1952 
GUITEIIA Giereze sete reetaantie oprah chee Gene aeto ne 2210 
Dry-Erase...... 1337, 1352, 1358, 1367-1371 
RaDtIGAs caaecen cient een ee nia 1372 
FOaMicne tenn taen a 2198-2200, 2209 
HASAN Gee ccen eee haan eee 2836-2837 
OMe eee eee ten 1475 
KMCCIAb saacc sete ets ter uranenetre 892, 1705 
T=] (1 Gee Re careen reo stee oR cee Umer 1369, 1372 
LOCKOUT aac eee ean ar 1950-1953 
Message ...... 1337, 1352, 1358, 1367-1373 
Mineral WOGK <a cack cok cerca ten ee 1883 
i UIA" eueneeae eer ear re ei eerera 1369-1371 
Right-to-Understand ..............055 1942 
Safely lal sa. center sak 1939, 1950-1952 
SDS (Safety Data Sheet) .............. 1942 
White......... 1337, 1352, 1358, 1367-1371 
BODY 

BelSa aetna ete eo eae a ieee 1798 
FIlePSeAULO eee eae oe tere 905-906 
HamMeSS€S -3523 ease eo: 1793-1798, 1806 
MOISUUNIZENS2 cc cnet ceceeen eee eee 1498 
PIOlCCIANIS AUIO eo eure eee ce anes 907 
Repair Tools, Auto ...... 827-828, 2511-2512 
WASIii cre cunt mercer mean anne 1496-1498 
BOILER 

BIUUSHGSe scetercreseerateeeesearcee acer ncries anaes 3095 
EXOaNSiON TANKS ccaxcwecdearenewaaane 2661 
Feed: PUuMpPSsc; secrete ee 2652, 2661, 2698 
Gol GCSuesarcne cere eerie: 577 
Hot Water TankS.........00eeueeeeees 2661 
Scale Inhibitors ........... 2707, 3011-3012 
NGSUCRS tar airy eerste erate meant ame 617 
TREFIMOMPLCISG sacs neanaeun tases 589 
Thermostats......... 2658, 3025-3026, 3030 
VIVES sr cheeoe aera nore 2889, 2893-2895 
BOWERS 3). ee 3089 
BOLLARD COVERS ................. 1182 
BOLLARDS............... 463, 1132, 1134 
BOLT 

ASSOMMORIS:aenacsne assassin 2056 
GalSio ea eee sare ae eee 2757 
GUMCIS@r ce rears eee 671, 817 
DIGS ean eee 2262, 2265, 2276 
Exact ee oar 2260 
MdUQOS 2 canner ctantin ncaaeeenmat eee 2054 
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BREAKROOM BOW ernest eerie nner) 1543 SUCNCI.. «cece eee eee ee ees 
Funnier eee eee TARA BLASS cette ees 862, 1545, 2395, Stlip.... eee e eee eee eens 1117 BUILDINGS, 
Supplies..........., 1431-1437, 1440-1441, veers reece 2a57 2008 2400) s0e5 apo we DINE ee ee eee Pa Sea Gilad cn ere ee eee 1311 
oe 1443-1445, 1449, 1458, 1825-1826 Can Scrub .......... 142-1543, 1546-1547 Fam... 1... 2s. eseesseeeee IOAGTSAY in Phamtt oe. e eee ee eee ee 1311-1312 
Cay Washieac marci cnrean tices 908, 1543 Tape Dispenser..................44. 1398 Storage ....... 0... 1309-1310, 1866, 1873 
BREATHER BOXES ............ 1770-1771 Carbon Steel .... 724, 1545, 2394-2398, 2400 ‘Texture..............seseee eee 889, 1544 
Carpet Cleaning.............eeeeeees 1543 (Tle... wee eee e eee ees 891,1545 BULB 
BREATHERS, CHIP. cece e eee 1616 Toilet Bowl..................s. sees 1543 Base Removers/Changers/Crushers .... .. 511 
Desiccant..........sssseeeeees 1413, 2463 Cleaning............ B52 8717091, 008) rly gute data reer tee ae ar 908, 1543 Exchange PliefS........0s0eeeeeeeeees 839 
Filter Vent..................... BAGG 255 eee = 938, 1117, 1532, 1538, 1542-1548,  Tubing......... 871, 1544-1545, 1547, 2398, Holders... .. o.oo eee eecece. 462-463, 465 
HVGEAUIIE tec teee re ane eee: 2495, 2576 9 veetett tees 1578, 1583, 2382, 2394-2398, Bode iain 2400, 2618, 2751, 3095 Modules... . 0... ccc ese ee ee. 242, 244-246 
Lube PUMP. ......s.ccccceeeeeeeeee. DABS eee Coe 2618, 2751, 3095  TwistWire ..................4 2394, 2398 Recycling Kits .........0s0s0eeee 511-512 
Protected Vent........ccecceccecucce 2464 CNC Machine..... eee 2398 Utility. .... eee eee 863, 891, 908, 922, 1459, Safety SlpQV Rouen re seers hae 481 
Coffee Maker Cleaning ............... [Baty 9 coer be ease neon es ee oo 1943-1548, 2424 Shields, Abrasive Blast Cabinet......... 2402 
BREATHING EQUIPMENT ...1765, 1768-1774 Coil Cleaning............. 1117, 1546, 3095 | Vacuum Cleaner/Steam Cleaner Starters ......-.cc...occccccccecee, 465 
COMCTELE ose e ec ceeeeeeeees (SATS eta 1565, 1568, 1570, 1572, 1575 Testers 625 
BREWERS, CONVEVOL <heccka eee 1117, 1546 ValVE ...... see eee e ees 1544, 1546-1547 
Coffee 4439-1499 Copper Conter.........csssecvenense 2395 Vehicle.................4. 908, 1543, 1545 BULBS, 
i ae Copper Tubing..................871,2618 Wall Cleaning. ....... 1532, 1538, 1544, 1547 3 way 487-488 
BRICK Emenee Rater ae Ge eee ee eee bee ACE sas 493-494, 497, 499-501, 503 
ounter......... , 1543-1544, 1546-1547 WAND... eee eee eee eens iance........... 3 
AMCHOIS 00. cscs ete e eee ee eens 2165 Cri d Wi 862. 2395-2398. 3095 Wilee lexan eee 862, 908, 2394-2398 Appliance 482, 487, 489, 497-499 
HAMMEeF........2seessecee- 627 062 G2 cee tear Wind 1532, 1543 Udiovisual ............ 0000. 488, 495, 501 
Line Winders ........c.ccceceeeeeeees ds See eee Stes ae Pet yaal jeje ONOUN ean 497-504, 969-970, 978 
CaS rh a eu 673. 717-718 Lylinder.......sessseseeee sees rene, A a at gen Cees oe packiightbualight a; feat 1021 
Tool Kits p99 WECKicessaniarnctestasi cones 15441547 teen eee 1548, 2161, 2394-2398, 2400, Ceiling Fan..........ccccccceeeeeuees 489 
Trowels ...................... 862, 992 DieGrinder.................08. 7A ele eee Pe pce nn ce 2424, 2618, 3095 Circling... ....ccceccecececcecuceces 485 
© TINGS ano ange Winch ann abn anon at eR Feo osod-pagn compact Fluorescent. ..... 485-489, 494, 520 
BRICKS, = Poteet teeter renee ee ed DERE EEE: ail Damp Location........... 485, 488-489, 491, 
Rubbing.......cccccceeeeeeeees 892.2909, oes “1947, 9099 poneu rece BIQWERG 0 ttt tte eet 493, 495, 505-506, 508-509 
: pula ea 2 ag ee eos MLL Racascoscndand 38 Decorative. .... .487-488, 490-492, 498, 2640 
Sere eee [UIpcon ree e itooge cman Ue i aaa) Emergency Lighting........... 497, 500-501 
ec ow zi ee 871, 1546, 2618, a BUBBLE-PADDED WRAP ....... 1401,1412  EvitSign........0.... ccc cece. 198-499 
pee ec Ce ae 
intel aere fomo-togg FAIOUENGS cc eee 862, 2306-2398 BUBBLERS.........2719.720,2731,2764 Fstight...-.  496-490,602-58 
eee 307 804-405 113] FlO0": «1532, 1536, 1542, 1544, 1546-1547 Floodlight....... 430, 486, 488, 492-496, 508 
TANTS Re Mee 479 Floor Drain...........2...1 1544-1545 BUCKET Fluorescent... 482-489, 494, 520, 3059, 3061 
clo ee uaa ok beer area Floor Machine ....... 1578-1579, 1581-1583 Dollies .............ccceceeeeeen ees 1142 Gas Detector Aspirator................. 619 
FIUC «sees cece eect eee e eee eee ee es ce 1177 Germicidal 486, 3059, 3061 
BRISTLE DISGS.................... 2374 ee ee © MGIMICIGA as eet a eee: 
FIUX ose cece eee ee eee e eee ees 1545) LidS....... eee, 1136, 1547, 1621 Halogen........ 487-488, 490-496, 498-500, 
BROACHES Oy A 1617 = Organizers...........+..04. PONTO NSU IG ai eae neta 502, 514, 520, 970 
FN rT eee ce Food-Grade .... 1454, 1459, 1544-1545, 1547 Tool Caddies ..................++-.. 1550) Heat... oo. eee eee eee ee ess 492, 501-502 
loi ae seccnmcucdeocn gcenoe ay soo 1616 TeollOipatilZeIs =een ee eee ei: 756-757 — HID (High-Intensity Discharge) 
BROILERS. .....................0, 1458 till osc cecseecee eens. 1459, 1548  Wringer Combos .......... 1528-1529, 1534022 495, 505-510, 519-520 
GPOUE eect ee eens 891, 1545 High-Output Fluorescent........... 482-483 
oil Hand .... 863, 891, 908, 911, 922, 1542-1548, BUCKETS, High-Pressure Sodium (HPS)........ 507-509 
BraCeS .. 0... esses eee eee e eee ee ene W082 deena bean 2398, 2400, 2424, 2618, 3095 Chain....... 0. cece eeeeeeee eee aes 1055 Incandescent............ 246, 280, 487-504, 
Cabinets. .......sssesseseeees 1269, 1272 Honing...........cecceseeeeeneeees 2399 Cleaning. ..1136, 1528-1529, 1534,1546-1547 ss tS 513-514, 968-970, 978 
Handles........ 1534, 1541-1542, 1546-1547 ink Vane OMG ee ee 1528 , 
IndIGatOriIBEACON ree eaatc seme deren: 280 
Heads. ..........++: NISS21O4 8 MDADET IAC CLiliticeyiea censure sans obec hea ans 1475‘ Drain/Interceptor..............0e00e. 1857 Infrared .......... 492, 501-502, 3079, 3081 
Holders .......... sees ee eeeeaes 998,1543 Long Handle.............0. 863, 10521943) mOISte eee eee ee ean 859 IED ....... 246, 280, 430, 480-481, 485-496, 
ee er er ee 1946215473095 © MINING 22sec neta c ene soe iGOe ceucccesunccessneesssses 498-509, 2640 
BROOMS, Maintenance ............ 863, 891,908,911, Mop......1136, 1528-1529, 1534, 1546-1547 Locomotive... 194 
Floor. .........0, 990, 1539-1542, 1546-1547 =... 922, 1538, 1542-1547, 2424, 2618, 3095 Oval... ose eee cece cece eee eaeeeees 1528 Low-Voltage... 246, 493-496, 498-500, 502 
FOrk TUCK... 2.2... sees eee eens SSO (MaSOMIYs series ot at este erecone 8921544, 1022) oPailtss, on ae er eee 1621 WMedical................ 495, 497, 513-514 
SNOW . oes eee cence eee eee eee e eens 85> MiNi GINGGlcecexs conssceeennce eos 2395 Plastic........ 1136, 1528-1529, 1534, 1547 Mercury Vapor.........seseseeeee 507-508 
Water... sss. eee eeee eee e eee eee 1594 = Miniature................ 1617, 2395, 2397 Round........ 1136-1137, 1456, 1528, 1547 Metal Halide.......... 495, 505-510, 519-520 
WHISK. 0.0... eee ee eee eee e eens Tot SIMOLOt I neg en Wee malay nmnss BO 84, So Sqldiee ese teri ee nee 1136 Miniature. . . . 246, 280, 497-504, 513, 970, 978 
Nollie eeeetin aeanatret screen 1547) SCC ence enero 1136, 1456,1528 Neon Indicator..........ceceeeeee 498-500 
BRUSH Nylon... see. ee, 891, 938, 1542, 1545, 2161, Tool Lifting..............0s0seseeeees 859 NightLight.................... css. 190 
BIACES eee cece e eee ete eens ROA 2 ernest Wena 2398, 2400, 3095 PAR................. 492-495, 508 
GIGNGIS Sree ee er eerie cate: 1613, 1620 Oven Tere ee ee ee ee 1459, 1548 BUCKLES, PHOULIGNE. ced enecccaeuccanee 246, 499 
Cutters... ss ee eee eee eee ee ees 987,1007 Paint ........... 889, 907, 1616-1617, 1622  Banding/Strapping.............. 1103, 1421, PLCompact..........ssseseeeees 485-496 
EXtenSiOnS..........sseeeeeeeeeeees 2 VO Rants caer ese ceers are oem ana ot ee ee ev ene ir 1423-1424, 2535 —Projection.............+. 488, 495, 500-502 
Handle Adaplels cr iicerdiaet a nies (ro JUp ea PASI sees ae eae es 1454 Push-Button...........cccececee. 242, 246 
Handles . .. .908, 1534, 1541-1542, 1544-1547 — Pipe Cleaning .... 871, 1544-1547, 2751,3095 BUDDY JUGS...................... 1533 Quartz ...........eeeee. 494-496, 498-502, 
Head Replacement Parts.............. MONT; RGD eee ee ee 1481 i 7 { 
: jes = elements eee eee NO ae realestate errs 507-509, 3079, 308 
QUCS 6... cee cette teens 2463, 2465 Power Tubing............. 2398, 2400, 2618 BUFFER Reflector ....... 488, 492-497, 500, 502, 514 
Removal Tools .......-+0+sesseeeeee TOO7° “Radial BHSHG cn sce 2he cnn coece ec: 2382 Cones, Tire......0.sesseceeeeeeeeeees 954 Rough Service........... 487-488, 494, 510 
WHEGIS.. ose ee 2382 Radiator..........0.ese: 1545-1546, 3095 
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Shatter-Resistant......... 481-484, 486-489, BUS C-CLAMPS Mobile........ 741-744, 747-749, 945, 1149, 
ee 492, 494,505,507,510 Carts ....cccccececececceeeees 1149, 1446 --+-+++++ 316, 833, 835, 837-838, 1711, 2829... 0. 0.2.4.4.+.-1157, 1169-1170, 1172, 
OIQN eee ont ere seems 498-499 Cleaners... .....ccccceccccee GOR S10 G22 en NNN SUI etetsceaets crete a rey-e 1263, 1271-1272, 1328 
Spit eee ee eee 487-489,520 Drop Cables...........scceceeeeeeees 344 C-RINGS..................00. 2156, 2837 Mobile Parts......... 1169-1170, 1263, 1305 
Spotlight ........... 430, 492-496, 508,514 DuctFuses.......................... 180 Modular Parts ............ 1170, 1263-1265 
SCIVe fe 488, 493,495, 500-502 Grips ....... cc ccccccceececaceceees 397 CABINET Modular Storage ..... 1170, 1263-1265, 1276 
O10) GUST) Ua nthe aire iver nine dcr a ete DU SevPalis ean eee en eee: 1447 Accessories. ... 1857, 1865, 1869-1870,1872  Office..... 1267, 1271-1274, 1337, 1344-1346 
SHIMUMING POO cevcrenawqns «aan 494, 496 BaSOS......ccecccee 1305-1306, 1345,1870 Outdoor............... eee ee, 1268, 1276 
JESU ponuess oyaseoencensaaces 484,1021 BUSHINGTOOLS............ 713-715,917 — Benches... .749, 1149, 1169-1170, 1325-1326 Overhead Storage .............. 1263-1264 
UMRAWIOIGR oe ria unas teeter 1021, 3059, 3061 Brackets. .... cc cccececcccccccccecee ‘a7. Pelillceese sass ta seaaensances 1869, 1872 
Vibration-ReSiStaMt «ss ccs cne teen an 489 BUSHINGS, Casters......... 353, 1195, 1197-1202, 1271 Parts Storage........ 1169-1170, 1263-1266, 
ABS Pipe ......eecccsceececececece. 0808 DeskS..........cssseceeceeee. 1326-1327 0 sree 1268, 1270, 1273, 1275-1278, 1303, 
BULKHEADS, Adantene (eee 9809  DollieS.........0sseeeees 1192, 1275, 1870 etree renee 1305-1307, 1318-1319, 2055 
Brass Tubing......... 962, 2556, 2558, 2851 pnti-Short.......................... 394 DOOIS...... occ cc ccccccceccececcc. 4249 Pedestal.............000. 1264, 1318-1319 
Nylon Tubing .........ssseseeeeeeeee 2557 —_ Black Forged Steel Pipe............... 2776 (Drawer KIS ccnaneceesccn tan eecus 1305 Pegboard............sseseeeee 1266, 1268 
PIPE... see eens pete 2817-2818 Black Malleable Iron Pipe ............. DIGG. WANS ee ce ee wea mca 2935, 2945 Pesticide .............sssseeeeeeees 1871 
Push-to-Connect Tubing .............. 2850 Brass Instrumentation Pipe............ 2795  Handles/Pulls............. 1272, 2003, 2018 POISON.......... sss eeeee eens 1870-1871 
Stainless Steel Tubing........... 2851, 2858 Brass Pipe.......... 979022791, 2793-2795 HINGES acces ccee ese ct cen cen caste 1305  Preassembled........ ee ae 
Carbon Steel Pipe .............eeaaee 2780 EAIGHOS ce erence 2 tie os 629) 2016-2017 —— 
BULLETIN BOARDS Chain-Coupling ...........cceeeee ees ii Som legs ese eke 1267, 1305-1306, 1870 Rack-Mount..............seeee 353, 2055 
Pfocnoenae wo 1358, 1367, 1369-1370, 1372-1373 Conduit .............eee 315, 319, 323-324 LOCKS... oc ccc ccccecceccuucncuceaee. 1963 ROSHOOM :):<cote ss aune ace aus eel a5 
Copper Pipe/Tubing............. 2196-219 OUEIS ert ee ee ica 1192,1870 Rolling........ 741-744, 747-749, 945, 1149, 
BULLHORNS....................08, 2037 CPVC Pipe .........0.seseeeees 2812, 2815  Shelves/Trays ............ 1267, 1269-1270, _ --- 1169-1170, 1172, 1263, 1271-1272, 1328 
Drain/Waste/Vent.......... DROBO BNO PRION ets ee eee aes 1277, 1444, 1869 Safety... 1s eee eter eee ee 1868-1873 
BUMP CAPS....................05, 1638 Galvanized Pipe..............-. D7GE: 2170) SUMS? sta. op eee 1869 SDS Storage...............seeeee eee 1942 
GioundIngere ee ete ener 315  UnitHeaters...............000. 3075, 3079 © Security....... 1264, 1266-1279, 1277-1278, 
BUMPER INSTALLATION KITS........ 120) Wiley ee ee 9776 Ventilators... .......ecceceecee DOAN OQAG) | dietitian vie ssetdeuie 1325-1326, 1328, 1968 
Insulated ....... 00... .e0e ee 315, 323, 2086 SOIVE! soe sees eee eee eee eeeeenees 353 
BUMPERS, Nylon Sheet Metal.............0e000e 2086 GABINETS, Side 100 ee ee ee 741, 744 
Collin ene eee teense eats: 1132 Plastic Pipe......... 2808-2812, 2814-2817 Abrasive Blasting...........sesseeee. 2402 Sliding Door.............. 1264, 1275, 1346 
Cale enor 1129 Polypropylene Pipe ................05. DBIG eeACIO ear eecrey eee nret ete 1871 Sliding Drawer Parts ..............45. 1305 
DOK eee ee eee Ti 20 ePUllBy cc ueee cee feces ae 115 AED (Automated External Defibrillator)....1838 Spill Control....................s0s, 1528 
DOO eee ee 1985, 2003-2005 PVCPipe.............0.. 2809-2811, 2814 AerosolCan...........seeeeee. 1307,1871  Stackable................ 1264, 1303, 1305 
Rendet cvsrasenvune anna roars cance 1129 PVDF (Polyvinylidene Fluoride) Pipe ..... D817 Air CURGI 9. eee coe ce ee ee ee. 2969 _ Stainless Steel............ 1267, 1269-1270 
Garment RACK or nee ee eee Tile eee ent eee tee $15) BAtnEOOM ss. ves k eee 1495 Steam Heater................:0ce ee 3090 
PoadiiGiDOCKsaccsccce numeadescaces ZO Race Way) seers a0 te eres 306 Bearing Storage.............ceeeeuee 1305  Supply........ 1170, 1263-1278, 1307, 1346 
WMACHINGE = cctnresrivas fc aceiasae 1129 Reducing............0.eeeeee 43,143,315  Bench...... 749, 1149, 1169-1170, 1325-1326  Table-Top............ sss sees eeeaes 1267 
Plasto erat creas 1342 Shaft Adapter..............00. AB 415-143: . Billie ns. eee 745, 1266, 1277-1278, 1280, To0l.......... 741-745, 748-749, 945, 1149, 
RUDDER eee eee (i298 Shieaverc sass eee 1150) Greetcele ctes: 1282-1285, 1287-1288, street tees 1169-1170, 1263-1270, 1273, 
Waller ene ee ee lb 20 0 Shapes te eae 2 ee 1290-1291, 1303, 1305-1306 sss 1275-1278, 1307, 1319, 1325-1326 
Speed REGUCE! owes cee ener vee es ON WEB iolazal cree sce ectoeee a ene 636 ‘TUCK... ss. eee ee eee eee eens 791-752 
BUMPS, Qulit Tapeh ante ae mene eee 115oee Billeplint scte eee eee 1345 VAN eee eee eee eee eee 192 
Road’ Speed)... sacar eee ee: 1131 SHROCKOL eens eer eetie 115  Bookcase........00.ceeeeeeeeeeeeee 1274 Voice/Data...............45. 353-354, 357 
Stainless Steel Pipe........ D702, 27050787 — BIOOM ae ee cece onsen cee 1269,1272  Wall-Mount............... 353, 1270, 1273, 
BUNA N RUBBER ............. 2202, 2207 —_‘Steel Instrumentation Pipe ............ 2780 Chemical Storage .............. 1870-1872 ttre eee 1275-1276, 1307, 1871 
Gilde ea oh ere ee 853 ClearView.......... 1266-1267, 1271-1273,  Wardrobe....... 1267-1270, 1272-1275, 1337 
BUNDLING TANSLGEK Gees yeeros | Caeser ere 1278, 1289, 1303, 1328, 1346 Warming ...............ssseeeeenees 638 
te 1419, 1421, 1424 Combination.............. 1268, 1272-1274, Washroom............ssssseseeeees 1495 
Machines..................... 1417,1424 BUSINESS cee ee ee ee ease enes 1277-1278, 1337 Welded. . . 1266-1275, 1277-1278, 1326, 1346 
SHAS... cs. cece eee 1419, 1421-1424, 2535 Envelopes ...........ccceseeeeueees 1361 Commercial... 1266-1276, 1278, 1326, 1346 Wire........ eens 1157, 1873 
Tape 1386, 1388, 1395, 1397 Forms & Record Books ................ Gis eiCompulens essen sates: 353, 1328 Wire and Terminal Storage ............ 1307 
Corrosive Storage ..........sseeeeee. 1871  Worktable/Workbench . . .749, 1149, 1169-1170, 
BUNG WRENCHES BUSINESS CARD HOLDERS........... 830  Counter-Height ...... 1264, 1271, 1870-1871 tte t teeters 1263-1265, 1319, 1325-1326 
ee 861, 863, 1136, 1140, 2751 Gulindeleqstee ane test eens 1ST8 
BUTANE SUPPLIES.............. 933-234 Defibrillator ...........2.0cseseeeee- 183g CABLE 
BUNGEE Deodelalt cet geee renee eee 1505 ANChors......... see eee e eee 1353, 1792 
Canopy Snuggers..........eseceeeeee. 930 BUTCHER KNIVES......... 863, 1452-1453 Desktop.............0005 1267, 1328, 1337 Assemblies, Fan Damper.............. 3101 
Cords/Hooks ............. 4102-1103. 1410 Drawer......ess sees 1170, 1263-1267, 1303, | Assemblies, Test Instrument............ 990 
BURT eee ee. 1305-1306, 2055 GCamelSe canes 397, 405, 865, 1092-1093 
BUNSEN BURNERS.................. 651 Cans......... cco ce cee ee cece cece. 4550 Drawing File..............0cseceeee. 1345 Clamps. . .230, 317-318, 410, 1088, 2078, 2629 
Connectors.............. 49 366 ahg489 DMM seeccn steers cmacueasceace: 1872 Climbing Systems ................04 1788 
BUOYS, HiNGeS.........sccscccceeeseeesees Sia mMON BESh esc ce een q eres 2402 Clip and Thimble Kits................. 1088 
Key Float ........cecccsececeeeeeue, 1964 Electrical te sete sone 353-354, 357 ‘CIPS... 00. e eee eee ees 317-318, 410 
RinQ........s.csccsccscceeeseceee, 1810 BUTTERFLY Fastener Assortment...............-- 2055 Connector Handles ................05, 924 
Bandages. .......scccseceeeeeeeees page RIDE ODUC are aue ceria crc 357 ~~ Connectors...... 323-324, 326-327, 336-340, 
BURLAP ......................2... 2215 Dampers ...............22.... 100-3102  Fleszcaveven cere: 1274, 1337, 1344-1345 vee 351, 359-356, 358, 360, 376, 379-381, 
Valve locos 1947 Fire Extinguisher.................004 1880 vette eee ee 389, 961, 923-924, 2424 
BURN CARE SUPPLIES Valves ........ 2780. 2789. 2885-2886. 3099 FUSTAIG ¢. coeee cea 1831-1832, 1834, 1836 Contact Dressings ...........seeesees 2443 
Se eae eae 1829, 1831-1835, 1837 a Flammable Material............. 1868-1873 Covers........... 307, 404-405, 1131, 2420 
BUTTONS, FlAE IG: sci soeeae te cenpnle vem cea faders sepals a eee ar ne fe! ay 
i Galageae See ee ee eee 1276 tse 1 GUY, OF! OFO-OF0, GUI-OVd, 
Ce EE ay Cl sve TG Hazardous teil... 1896, 1868-4873 utters... 5,5. 318 347, 365-36, 384 
BURNERS, Pendant Station..........ecsseeceeess ogg Healthcare..............ssseees 638, 1172 vss 817. 839. 841-842. 844-846, 953-855. 
Bunsen 661) hee ee DAGOAG Yo 47200) 25127) mie SUNG OSE eee een iiacernaac a es Pe eat anna aaah nae 
Serie ee 1439 Hydronic Heater................000e. 3090 0 vrtet tte teeeeees 899, 861, 863, 924, 1089 
fee ee 3035 BUTYLRUBBER.................... 9902 ~—‘Industrial............ 749, 1149, 1169-1170, Fastening Clips ..............sse eee. 2618 
ae ak _ . 1263-1278, 1305, 1307, 1319, 1325-1326 tail ee oe 
Jobsite...... 748-749, 1267, 1269, 1271-1273 GlaNndS ........ cece eee eee 
BURNING GUIDES............. 2422-2423 BUZZERS................. 279-280, 1886 pues eat ee eas au see GIS eae yee 274, 325-327, 352 
GuardS......seeeeeeees 307, 404-405, 1131 
BURNISHER PADS............. 1584-1586 BX GUTTERS «2.0... esses sees Set IIIS Bag Hooks... 318, 1070-1071, 1084, 1091, 1105 
Locking ......... 741-745, 1266-1278, 1307, [dentifiers................4.. 362-366, 565 
BURNISHERS, oa. : eee 1326, 1346, 1495, 1526, 1870 _InstallationTools............. 303, 307, 318, 
A ee 1576-1579 EY Pedicle cece II22 tees 345, 347, 362-366, 381-382, 384, 
etic ae 1108 ere te 389, 406-407, 411, 671, 814, 
BURS, CCHANNEDS = 816-817, 839, 844-848, 852-853, 
] = +] 
EUV teetenn oan rcgtannrioer ac 2298-2300 ek o197.2000.2018 855, 859, 924, 1089 


i-12 GRAINGER. 


aT | 


Can’t find it? Go to Grainger.com®. 


1-800-GRAINGER (472-4643) 


Sign In to Grainger.com® to See YOUR Pricing Product Index Cable - Cantilever 
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UNGGRCOATINGS 2%. weeee eee eee 907 
WANCSs aie ae ration emcee 908, 910 
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BOCs reece trees oes kee 2186-2187 
Sheet oe ete ene 2180, 2192 
SGUare WPINGs octicn paar ten comes 2186 
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Tie-Down Equipment. . . .961, 980, 1095-1097, 
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Replacement Parts ............. 1198, 1207 
SNEWS see ae cee sate eae 1248 
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Wire Caddies...........ccceuuue 849, 1167 
CARTON 
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HEQUeISane ee eer mete aes 3063, 3066 
Housings ...... 2671, 2706-2707, 2710, 2896 
MandhelS-s2ncn eee soe nt aanies | oases 2381 
PullenS raacnicaun ek aera etern 2748 
ROIS ee ease aa meee: 2381 


Can’t find it? Go to Grainger.com®. 


SealauiS wnvaeeere (eae ence 2226-2233 
(MeMMOSIAIS: 3 cen nn awareness 3065 
NAICS eo eee acm ee oe eee 2475 
CARTRIDGES, 
CleaHChte eee cee oes ee ee 2759 
DISC ee rn ere nee tere ee es 1761 
Filter (See Filter Cartridges) 
Humidifier Demineralizer.............. 3061 
Label Maker........... 367-372, 1378-1379, 
Peer Teer er 1928, 1930-1931 
Leak DeleGlOk aca eee eres e 3096 
PRINTER WK kas oon, 1403, 1930 
PUN Pisaer sce tera eee een as 2659 
Respirator .......... 1760-1763, 1765, 1768 
ROLY JOM ee ne ee cece ee: 2846 
Scale Inhibitor............ 2703-2705, 2707 
SMOKG EMG ns4scceeeasaaes eke s 3096 
Whittlesea s caeenaree su ccis e eugene 2759 
Water Filter..... 635, 2703-2710, 2719, 3003 
CARTS, 
2-Wheel........cccc eee eee 849, 1158, 1167 
PimGylinetr ase ss soem eeenenes 1774, 2411 
AUGNOVISWAlll = cessncs.ctete sce tema arctan 1343, 1353 
BahQUGliccw momar waren eennioncns 1446 
Biles 1280-1281, 1292-1293, 1297 
BOOK eet reas eee ute aa ae ence 1349 
DuiSicce tc crterennrtoe narrate 1149, 1446 
Ciiahleene ee cre eneee ota eee 1349 
Chemical Transport.............00008 1149 
CIGARIND eae ee ae eres 1526 
GCOMDULGD Sse ncaeee eee 1328, 1343, 1353 
Contractor's......... 1149, 1169-1170, 1263 
CHUITIAG TOG nescence ee 2313 
Decontamination Equipment........... 1824 
DiGi ce rennin ta eens 1179-1183 
Dietetic eer 1864, 2673 
DiyWalleeee cette rae meere ee 1168 
UMD tater nnee a eacre earee 1158-1159 
EIGGIIG <2 acess eee toe 989, 1171, 1175 
Elevatingulint... scnene ann ane cas 1181-1182 
EVeWashi SlallOlincn waster aneakiee whe: 1839 
Pil@ rece ee rer ee eee eee re 1347 
PlaUBEO eeiccn ee e eee 1163-1167 
Food Service........ 1148-1149, 1155-1156, 
Des hero eee eae ee ectencr oe 1445-1446, 1448 
HaniMChecr ese ee ee ee 673 
PANG erecta recs taenanine 1150, 1155, 1157 
Handi¢ap MOBINY < 2342222 ceeeeeaee es 1171 
HedninGal@ i ccc ccoeen cones 1149, 1152, 
Serre Te Crre 1155-1157, 1172, 1187 
HegUChra ers ree cere ee 3071 
Heavy-Duty .......... 743, 1147-1155, 1157, 
Dare NaS t ane nUAE Mee SEOs 1170, 1175, 1446 
HOSE RECs ate eerie ee ace 1016, 2528 
Housekeeping ..............055 1172, 1526 
NyGrauliGce oe ween rn 1181, 2492 
INGUSIdlicctes ee ose ser 743, 1147-1155, 1157, 
rere re 1161, 1170, 1175, 1446 
Inhalation Therapy...........0eeeeees 1187 
INSUMUMEN eects Co eee ee 1154 
WISUNALCG etenceaeee ere ettae er: 1445 
JANOS ose ees ceron eration ce 1526 
Laboratory..... 1149, 1152, 1155-1157, 1349 
Landscaper/Utility Trailer.............. 1158 
EAUNGN Viera tesa ree 1160-1162, 1172 
LiKe eee eee eS 1349 
| GRaee pert ney eee ae an ee 1181-1182 
EiGiite: carwaccei thea aencn ai 519 
LIEN igeae eens eee ee 1160-1162, 1172 
Walllicgerae ort screen eee eerie tee 1157, 1349 
Medical/Surgical ..... 1149, 1155-1156, 1172 
MOLORZE0 ss c2cs nce eons 989, 1171, 1175 
Order PICKEl: caussweceastasaaas 1150-1151, 
ue meaner sa ee creeate 1154-1155, 1157, 1161 
ONGANIZG cere re eeete seca 1148, 1297 
Point oMraVelict oni cements tener 1627 
PAU ele cnr cecs reine tentae ees 1163, 1168 
PequoalGscc sere sees 998, 1169, 1330 
PiIDGinccrer vated me aye cierto a 849, 1168 
PlasliG .2.ss22 1147-1149, 1158-1162, 1172, 
eer er ere 1445-1446, 1448 
POW ON CUMEN ncnntoea acne are mann rion acer 673 
Power Distribution............cc0ueues 412 
REGVCIING ere ceneeecs seen careers 1159-1160 
Security... .1157, 1161-1162, 1172, 1328, 1824 
SGWICE:. cai eeeueucy es 743-744, 1147-1158, 


»« » 1161-1162, 1169-1170, 1172, 1445-1446 
1-800-GRAINGER (472-4643) 
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SOD ee 743, 1147-1154, 1157, 1161, 
ane ren eater iste ake eet 1169-1170, 1446 
SNODDING eee nee same ecteees 1148, 1171 
SpilhiGonwoll serve oman ce cmirctye e 1864 
SDOUl eace eet ee mene 849, 1167 
Stainless Steel... 1150, 1152, 1156, 1445-1446 
SIQCK er eae ten 1155-1157, 1163-1166 
Stock Picker......... 1150-1151, 1154-1155, 
ern een eee: 1157, 1161, 1170 
Storage Bin..... 1280-1281, 1292-1293, 1297 
Tablet Ciiargingicsee ceo cet 1352 
i (010) (ere yee 743-745, 886, 998, 1147-1154, 
errr ee 1169-1170, 1330, 1446, 2313 
MAUES are neanancennen 744, 1149, 1169-1170 
Vee pee eee 1353, 2023 
UUNEY oovire a ees 743, 1147-1157, 1161-1162, 
EOE 1169-1170, 1172, 1186, 1446 
NGHOIMG) ee eer reece ae teers 1458 
Weldigiccacsanmeraeecnn.: 1187, 2411-2412 
WNC eezene eens 849, 1155-1157, 1161-1162, 
rr ten 1167, 1171-1172, 1347, 1349 
CARVING KNIVES .................. 1452 
CASES, 
2-Way Radio ............. 2029, 2031-2032 
Air Conditioner Wall............. 2992-2993 
Blade DiSpOSdl: eoecrcs ee cu Gretta tne as: 809 
Calibtal0lizn acc meme once eo ccecccee 548, 604 
GaMGldians: erent merece: 605, 2048 
GhalliGaWieny serene eae arate 1004 
Clamp-On Meter .........ccccceeeaee 1779 
GlipbOard FON. ss ncsed tena ee ee 1382 
CITEOTGIOO See oer tree nner te: 2586 
WISPIAV eee cscs tere ect ie 1458 
FICCUOUG ieee coe ene ee 756, 2416 
EICCUOMICS: TOON chee. tin iste onreaeres ice ets 846 
EMGrGENGY FING i anwacnwaranuuen aaa 1905 
EVCWEONa serene ior a carer 1665, 1668 
aS DEVCGION x5 accu esd cua « 1779, 1781 
GUM RE nonmeenatean meceuaenscenntn 1304 
RWG eee ee ree eee eee 1453 
Label Machine.............5. 367-368, 370, 
Sree ea 372-373, 1927-1928 
Measuring Wheel...........00000000e 877 
MegaphOl@inccaveenkmaye nase ance 2037 
Meter/Tester ............ 362, 536-537, 539, 
eee 546, 548-549, 557, 565, 604, 625, 1304 
OSGIIOSCODG a. ceeeue kan eae canner 548 
PAPRIRESPINAUGN caadcwanagaaae anna 1774 
PAWS) ete eee ee 745, 1302-1304 
Pipe MWEAUGN 2 stanikntie oe ane anaes 873 
Priblelcas cee er ea eee ae ceeds 370 
PrOlCGUING: cons eee rete ees 1302-1304 
ROIIMNG) sen erecrencin mcustee erates 1304 
DAW enn re aa re ee eae 1006 
SCBA (Self-Contained Breathing Apparatus) 
SOldGG re cay ce ere eae ee 1774 
SHIPPING seas tee oreaea ene cae 1304 
Storage ... 747, 1294, 1302-1304, 1774, 2800 
SUODOSCOPGr case occ hice cree eee 567 
Nest leads oeaeaeee  aee  ee 548 
(00) PER enr ee eee 747, 755-756, 811, 814, 846, 
eee rer 859, 1302, 1304, 2586, 2800 
WIDOO eee cnn eee ear cre acre 2038 
WatGIIQM ee tere eee ote ere eaee 1304 
CASH REGISTER ROLLS............. 1356 
CASTER 
Adapters/Mounts/Stems .............. 1214 
Brake KS cee eres eee eines 988 
Kits. . .988, 1201, 1211, 1271, 1282, 1334-1335 
LOCKS carnaran cout centr en ere 1220 
WINGEIS eecareatet nana. 1214-1220 
CASTERS, 
Aerospace/Air Cargo........ 1195, 1197-1203, 
POR eae een ane 1206-1208 
RIETOnaliie ween ne eeu ene 1207 
Aluminum ...... 1198, 1202-1203, 1205-1206 
Antimicrobial............. 1195, 1197, 1205 
AITIVIDVARGW ce: cisnetetince shoe ota ets 1206, 1208 
Automotive.......... 1195, 1198-1203, 1206 
Basket Truck ..........0.. 1195, 1197-1199, 
eo eT eee 1201-1206, 1209-1213 
BeUitmaeie cures: 1204-1205, 1209-1214 
BINGRACK ee scr enaenuer: 1281-1282, 1289 
BOIHOIG sara ccee ne tict treet een ye 1214 


Brake......... 1119, 1195-1214, 1247, 1271 
Cabinet ........ 353, 1195, 1197-1202, 1271 
Galan ean ee eee: 1195-1214 
Cast-lron...... 1195, 1198-1206, 1208, 1214 
Glidificen eaten eee ee ene 1195-1196, 1200, 

eee rater rere 1209-1213, 1334-1335 
GIRARIOGMiac evrce nese ee see 1335 
Commercial......... 1195-1204, 1206-1214 
Computer........... 1195-1196, 1198-1199, 

Mr er re 1209-1211, 1213-1214 
GODIGE a eeee = eee 1196, 1198-1199, 1202, 

en eee 1209-1211, 1213-1214 
Corrosion-Resistant........ 1195, 1197-1199, 

Pian 1201, 1203, 1205, 1208, 1212-1213 
CICGDGI ose emer ey eet. 945 
Dairy Operations ............... 1195, 1197, 

fe rR ere Crt 1199, 1202-1206 
DOI Wattenceersmeraices caer 1195-1212 
Duals Wheelices teen causes 1196, 1203, 

Pie earn eee TET 1205-1206, 1211, 1334 
Ductile-lron..........0005 1199, 1202-1203 
EGDowe te ucmcet cietdn amine 1195, 1198, 1335 
Evaporative Cooler...............0005 2998 
Extreme Temperature ...... 1197, 1203, 1208 
PlANGGG uncer eeccrre amen 1208 
Food Processing .......... 1195, 1197-1199, 

Peete re 1202-1207, 1209-1210, 1212-1213 
Food Service/Restaurant....1195, 1197-1199, 

See nes 1201-1207, 1209-1210, 1212-1213 
FORGE Steel. ice sence 1198, 1200-1201, 

Pena mann tere nna 1203, 1208, 1212 
FOrkliitases eeneta es hen necator nen eins 1180 
Furniture ...... 1195-1196, 1200, 1202-1204, 

er ee ee 1206, 1209-1213 
Gal@ cee eee eens eens 1213 
Gurney......... 1195, 1202-1206, 1209-1214 
Hampel aeceee cen nae 1195-1199, 1201-1204, 

a ee eeuae 1206-1207, 1209-1210, 1213 
Hard IGOR si. oe nee 1195-1196, 1201, 1206, 

Teer a Crees 1209-1211, 1334-1335 
Healthcare.......... 1195-1199, 1202-1214 
Hooded s seanigen cus 1196, 1200, 1209, 1211 
HOPDElvwsnaca nanan 1195-1208, 1210, 1212 
HOSPildlcceeeees aan 1195-1199, 1202-1214 
INGUSHIAl sates ee cewes 960, 1195-1214, 1271 
WISIMINON Allee tea a tenerirate nn: 1195-1214 
WIMOMCUeaeereaeseten ate ences cece 1208 
SAGK oe eile racnicey nee Cramer meaner he 960 
Kingpinless ......... 1197, 1202-1203, 1208 
EAUGEE eee ee ere erie eee 1209 
Laundry Hamper ..... 1195-1199, 1202-1207, 

Ror aan nae 1209-1210, 1212-1213 
LOVGlING@iee acute cea oe 1208-1209 
LOCKING ic vhavex nce 1195, 1197-1214, 1271 
Low-Profile ...........05. 1196, 1200, 1205, 

Se ree or er 1209, 1211, 1213 
Mail Cart .. .1195, 1197-1199, 1202-1207, 1211 
Manuiacturin@s2: 2.200 we eran 1195-1214 
Material Handling .............. 1195-1214 
Metal Fabricator ..... 1195-1203, 1206, 1208 
MONGDIGNG! sree caer ern eee 1198 
Neoprene....... 1205, 1209-1211, 1213-1214 
NSF-Certified........ 1195, 1197-1199, 1201, 

. 1204-1205, 1208-1210, 1212, 1247, 1323 
Nylon..... 1195-1205, 1208-1211, 1213-1214 
Octagon: SleM) ..c seek case eewe ce ee 1211 
Office Equipment............... 1195-1204, 

Pee aeetiee emer 1206-1207, 1209-1214 
Pharmaceutical........... 1195, 1197-1199, 

ee ee 1202-1206, 1208-1214 
PHENOUG ce ctr ah 1195-1197, 1199-1205, 

Te eR ae ey Carrier 1209, 1212, 1214 
Plaster a aes ee cee 1195-1208 
Platform Truck............ 1195-1211, 1213 
PREUM AG penne cree eee Gee a 1207 
Polyolefin....... 960, 1195-1199, 1204-1205, 

Pinner en aire itor 1209-1210, 1212 
Polypropylene .... 960, 1195-1199, 1201-1202, 

re 1204-1206, 1209-1213 
Polyurethane .. . .1195-1206, 1208-1214, 1247 
Postal Hamper..........5. 1199, 1204, 1209 
Quiet-Running... 1195, 1197-1198, 1202-1203, 

een. 1206-1207, 1209-1211, 1213-1214 
RallnractienccurGcamcnicn meant 1201, 1208 
Rubber..... 945, 1195-1207, 1209-1214, 1247 
SCalfoldingss 2% evaGs a wean 1043, 1210-1211 
SGMMs OIC ee eee eee ee eee ae 1199 
SEMIPMCHIMAUG  ; 4.4 sarees wane 1207 
SHE IVING earn cauwre autinn ears 1210, 1247, 1282 


Shock-Absorbing............... 1206-1207 
SHOPPING Gal geant un vera eens 1210 
Stainless Steel............ 1197, 1204-1205, 
Pee cee edema ene atest re are 1208, 1212-1213 
SIPEG eee es ee 1195-1208, 1271 
Stem ..... 1119, 1208-1213, 1247, 1334, 2410 
Stretcher....... 1195, 1202-1206, 1209-1214 
SUlctirall Prams acca see ereaneeeas 1119 
SWIVEl wc csawce acces 1195-1214, 1247, 2410 
TAVIE ae trae iia 1323, 2426 
Textile .... 1195-1199, 1201-1203, 1205-1206 
Thermoplastic Rubber....... 965, 1195-1199, 
1202, 1204-1206, 1208-1210, 1212-1214 
Thread Guard...........0, 1195, 1197-1198, 
ene ante er rected 1201, 1204-1214 
Tool Box/Jobsite Box. . . 1199-1203, 1206, 1214 
RAG Keene cere aanarereinia tne eee 1208 
NE K Gee an eae 1195-1213 
IWin=WHEGl acco necsaciesuwresaceas 1213 
UUW Ganttese se eens aee ee 1195-1214 
N2GhOOUG ere; ceeanta tae ste aio h 1208 
UV Sere, eee 1196, 1209, 1211 
WarenOUS@xsc..2.cce20- 0 sense < 1195-1214 
Washdown..... 1195, 1197, 1202, 1204-1205 
Welding Screen. ...... cece cece eens 2410 
WorkbDenchisse.2.4. asec orencee 1195-1206, 
Bret renee re ee 1208-1211, 1317, 2426 
Yellow Zinc Chromate. . .1195, 1197-1199, 1205 
CATALOG RACKS......... 1349-1350, 1383 
CATCH BASIN GRATE HOOKS/INSERTS 
FST ee rer es ee ere ern eer 1858 
CATCH BASINS .................... 2724 
CATCHES, 
Cabinet cease eee ence 2017 
CAULK 
REMOVGIS oc owe eaatiece ocean. 1519, 2236 
NO0IS ee cere 887, 2219, 2234, 2236 
CAULK GUNS, 
AIPOWGNE. foe doceun ce eeck vee enews 2233 
COKUIESS 32 eee 670, 679, 685, 688 
Watllidlerccnts snares eine cee 2234, 2236 
CAULK, 
ROVING LALO ec eee ere ane ee 2230-2232 
FIRCSIOD actos waciee 1884, 2233 
GIaZINGi see enemas vere 2230-2232 
Indoor/Outdoor............. 905, 2226, 2228, 
ee eee re 2230-2233, 2236 
ValeK ee eee 905, 1884, 2230-2233 
PANGS cote anaes 2230-2231 
Pipe IMSWlAOM ss cence nea ake pee eee 2834 
Rei igerantlinG cance: eaten ee earns 3012 
SIEGE ee 2226, 2230-2233 
TEAM cuore eesti eran: 2230-2233 
CAUTION 
SIQNS . .nacesae 1131, 1527, 1903, 1911, 1918, 
ee eaten 1921-1922, 1924, 1937 
NAGS cane omen mance 1404, 1938-1939 
NaDGiaentecoune aaruneciertae: 1900, 1907 
CB RADIOS.................... 950, 2033 
CCTV CAMERAS .............. 2045-2048 
CD/DVD 
Holders & RACKS ........ccceeue vee 1358 
MaNKOlS cam eee tines chee 1365, 1615 
SNNGUUEIS 2 52a ee cave ees 1376-1377 
COS eae een airecun ean 1354 
CEILING 
Connectors, Raceway ............. 304-305 
DiMMSENS: see aeu ar eee cee 3102 
Electrical Box Supports................ 317 
Heater TNT Kits... cesses cox ure acaletog ace ates acs 3075 
Heaters ........ 3073, 3075-3077, 3087-3089 
HOOKS peepee eee ee 2020 
Mount Air Conditioners .............0. 2995 
PalMSsecsseece 1595-1597, 1599, 1630, 2763 
Panel Heaters, Radiant ............05: 3076 


Get back on the job even faster now with grainger.com/repairparts 


Radiation Dampers ............. 2943, 2945 
REPalk COMPOUNES cc cacas wa noe een 1630 
ONUMGIS camer eee en oeeee 2967 
SPGOKGISi unre acer tee nit are ac 2039 
SUUGCQRES.. ae ececa dca as 1546-1547, 1550 
WileSiveee er cma ene 1889, 2763 
Ventilators .......... 2942-2945, 2947-2948 
CEILING FAN 
Controls/Switches........... 167, 465, 2916, 
Sehducam cree ene 2922, 2944, 2946, 2949 
DUSICISt ett ae eee eee 1538 
SHUTTER COUCIS. eee dee eee 2967 
CEILING FANS, 
Balhoome..«asseckenane 2942-2945, 2947 
ICUS Ula ereeceeee ences eecne ac eeeciee 2922 
KitGHEM eerste cnn etree ener 2944, 2947 
CEILING MOUNTS, 
RiPGirculalol wc 2<ceaune neces 2916, 2918 
HEatChe sac eee ee ees 3077, 3081 
PROIGCION cies cteen vaegeteeman nner 2023 
SDGGKChecawe Sore narra e reece 2023, 2039 
ikea een eee 2023 
CELL 
(U0 (CES PR re eg ee 2034 
SCIUDEIS cna naan mre Chin 663 
CELL PHONE 
Battery Chargers........ 361, 533, 949, 1570 
MGAUS CIS ce a eye ener eee nee eee 949 
HOIGGIS Se ecu tere menecnae cee 756, 950 
HOISIGIS 4a ee eee ness 756 
SIQHSia stn een ena ce eee 1921 
CEMENT 
HOGSierratn nee secon ee en ers ae 862, 892 
WINGS Sores ie crete se cee eee 893 
Mixing Containers ........ccceceeeaues 892 
PAGERS seca peverosmememns nce ne aun naan 892 
SOWGMISicen cease eee 320, 2819 
CEMENT, 
ABS ee ene eae Gear 2819 
GCSE orc rece 1361, 2216, 2228 
ANGNOsee ea aan ee 1631, 1633 
CONTAC cess eseee ees 1361, 2228, 2834-2835 
CENG crane naes me eer creme: 2819 
RInGSO Dias ees eens eee can? 1883 
PalGniNGsactes semen ces 1631-1633, 2172 
PV Graeme crtive cok nraeeiauer a antan 320, 2819 
MPPIPAUC eta aeaee eee: 953, 955 
CENTER 
Drills eee were eevee neem 2255 
Finder GaQGS: ncn eect ce teeeiee 2334, 2336 
EINGGTS) nace onan ene 2334, 2336 
GaQeSeen eee eee 2334, 2336 
Punches......... 822, 862, 2337, 2425, 2536 
NGAMeNS <3. secre cues eee a 2256-2257 
CENTERING HEAD REPLACEMENT PARTS 
eee Corr ere eee re 2422 
CENTERING HEADS............ 2334, 2422 
CENTERS, 
Circuit Breaker Lockout.......... 1951-1952 
Dea ee ee era ae eee 2348 
Group LOGKOUL : 2.56 cnciee ess 1950-1953 
LING ercken chetew tone Errante icanne ec Gn 2348 
LOCKOUL se eee ae nee 1939, 1950-1953 
POWOly eee seen ea mrt ean cea 304 
Right-to-Understand ..............005 1942 
Salelilddbserce eee 1939, 1950-1952 
SUSODSIG enc eee ee eee 1942 
TMIMINGSeacmannes eee nent ce eer 2348 
WOW eee 743, 749, 1149, 1169-1170, 
eee ee ce 1263, 1316-1326 
CENTRIFUGAL 
FallSaentisaeireaineoeerotee tan 1784-1785 
PUMDp Heads ces eaenne cen 2633, 2648 
Pump Motors.............. 11, 13-24, 27-28 
Pump Repair Kits.......... 2632-2633, 2642 
Pump Replacement Parts ... 2632-2633, 2637 
PUMPS ce eae 679, 2627, 2630, 2632-2633, 
. .. 2637-2652, 2657, 2659-2660, 2690-2692 
1-15 
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CENTRIFUGE TUBES............. 650, 657 
CENTRIFUGES ...................... 650 
CERAMIC 
Adhesives ........55 1361, 2216-2218, 2225, 
re 2228-2233, 2237-2238, 2819, 2834 
COdUNGS ic nencreraee eaten reer 1599 
EQOMVC trum cman enacts 2217, 2221 
HOALGIStcreme teas ean ean 3068-3070 
Magnets.......... 824, 829-830, 1066, 1116 
POUMAONGIS: s.r enewer proce cee ncek he 829 
GEREALS 2 ee ae ee 1441 
CERTIFICATE HOLDERS .............. 1358 
CERTIFICATES, 
Cet rs [eee ere Rea Or oar teeeP ret Pee 963 
CHAIN 
Assemblies, Rebar.............. 1804-1805 
Attachment PINKS: cccceiuceeeccvedsaes 117 
BINGETS cee ee ee ee eee 1107 
GlANNIDS 2 serra eres Prete tere 837, 2333 
Connecting Links. . . 116-117, 1071, 1073, 1910 
Connectors, Trailer Hitch Safety.......... 958 
Coupling Bushings.................005 115 
COUplING COVENS:<2cccsecrr tec eee 122 
Detachiers: Rolletc. ene ee este eee 117 
Fell Seve eemeee rosea eeete ara peter etacc ere 1056-1057 
ltaD HOOKS 2 cc creed ewenas 1070-1071 
HOOKS. «cc cea 1069-1071, 1084, 1091, 2073 
LOCKOUIS (tata ker nate eee 1948 
Lubricants . . .849, 2438-2442, 2444-2445, 2457 
NOSE PIGIS eee eee cere 841, 844 
ORSEULINKS .accme ee ca eee ee 116-117 
IRIS sneer ates cre eer ae 2463, 2465 
Pullers, Ratchet Lever........... 1057-1058 
SHACKIES have eat onts wre rane a ocaie 1067 
Share COUDINGS as cena een cee ete 122 
Slings, Lifting.............. 943, 1074, 1144 
SID HOOKS ce sto orn iaea 1071, 2043 
TONSIONGIS: <2 caus canoes 120-121, 1115 
OHGS eee sets. 867 
WIENGHES fn .cseot ce sentence wee 861, 867 
CHAIN HOIST 
BdSKelSaeee re ee eee 1055 
RINGS cor eee eee nen 1068-1069 
SWivel| HOOKS .43..0.2c000sese08 1069-1071 
CHAIN HOISTS, 
RW eet es ea no rahe eee 1055 
EIGCING sce pe eer as: 1050-1054 
LOVGM et rcacrssat tema atae marie 1057-1058 
Mattia waceesee en ere sa ae 1056-1058 
RalenelinGivec sc aecns creamer 1057-1058 
CHAIN LINK FENCE 
Gale: HaMWal@sna. ncemeceeuneeeees 1011 
HanG Wale esence eect srekevetete ere ee 1011 
CHAIN LINK FENCES................ 1011 
CHAIN SAW 
BalS ten eee eae eres 1004 
BOOS sae nee ee ee ee 1742 
CaSGSerer aceite eee 1004 
CidinSer eee eee ce eee ee 1004 
GlaDSic. scares ine eee eee eee 1721 
EUDrIGAMS ce caer cace ore mie ane 2441 
MOOISSs seca aan a mes 820 
CHAIN SAWS.............. 679, 717, 1004 
CHAINS, 
BaltiGad@s ce aces 1527, 1910, 2043 
BOateG ren eceeaceremermen trance aurea 1964 
BING herent eee 1072, 1107 
Cole ea eee 1072-1073 
GONVEVOI. svete areata ecm onnie wen 116 
Corrosion-Resistant......... 117, 1072-1073 
GhOSS-ANIMn esate 1792 
DOUBIEIEOO Diet wicca cree winners 1073 
Drain SWOpDelin canoe ec acces eee. 2723 
Fan lihichc caesar ecrtenee: 2936 
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HIGH MeShigatinaein tee caer naan ve 1072 
dG Kerra eee 318, 1073, 2073 
KOE eee eee eee 1964, 1966 
EVMUING ata eae te eee teks 943, 1072, 1074 
WMaChWIG eae eae ee eee 1072-1073 
PaEMGraD): eaten ener nae oe 1177 
PROGR GOllece racer aenck cumin niente 1072 
FA RRO reel eee dear eerie oan 2936 
Ollie eanes rae ae teen cease te 116-117, 122 
SACL e cree sates eect cara ee 958, 1107 
SaW he ce eae eae eee area 1004 
SEGUGY ce cenretenncc manic ree meen 2005 
Steels: gescies 958, 1071-1073, 1107, 2073 
ING= DOWRis a sere ee agente eee nae 1107 
[i Sea acee rarrriee Miei Peeve ie ae Peeler cn ae 957 
TOWING ican cen naan 958, 1072, 1107 
RANSOM saenaense eens eas 958, 1072, 1107 
CHAIR 
AGNIRGS Siac te ea yee ees ares 1335 
GaMIels 4 aa neccers 1168, 1190, 1340-1341 
GaSleNSi ance enicmananecee 1195-1196, 1200, 
ee errs 1209-1213, 1334-1335 
CUSHIONS 2 ee nae eee 1821 
FOUWESIS: 2. che mater at em ean aie 1335 
FOOWMES 2. eo cerreat tare aaa mente 1334 
Le@giCdNS <oaaeo nessa ieee nan 1342 
Pegiglides saan. oceans ee enews 1335 
LEQIIDS ano ceeeee tates 1342 
MidIS eee ores eee renee eee rere 1336 
NAUK racuntuee cents 1168, 1190, 1340-1341 
CHAIRS, 
PUM eeeeen en einen ners 1334, 1336 
BaleMeldWt soc tnaecase aaeren ee 1444, 2746 
Balbo ace tae ee 2746 
BOSale ee eee ae eee 1787, 1797 
GHG are eee 1444, 1482 
Chaise LOUnGGs 2 2cccceteeecee. coon 1482 
Cleanh@O Mises at acts cokers 1334-1335 
Conference ROOM ..........ccceeeaee 1336 
Gore GOolingh.c eee tse eee. 1817 
DOS ees crete ee eae tt 1333-1336 
DraniG@eree come eee ce ae 1333-1334 
ELQOHOMIGs are mete eee ce 1333-1336 
oh) eee er eee etree 1334-1335 
EVacudiOM a aseeancecee ee eee: 1821 
EXGCURN Octo e ce ria came mete cce tay 1336 
FONG tre neers eeu rere een eet tte 1341 
GHOS, carat eames teas ceoee 1341 
PADORAIOI Va nueeenale eae es cman 1333-1335 
OINGE Sete cree cee ee 1333-1336, 1341 
QUIDDOR seat renee ee eee peereree 1482 
PRISON piee aaa ee ten: 1341 
SACKING eae ee eee 1341, 1444, 1482 
ASK eine rotons econ eens oe 1333-1336 
HLL =] eetepereee errr heer enn ea the rrr ner eer 1336 
MhANSOOMGe a aanaurenatne ah ee nae 1821-1822 
Wheel carrera sn ese eaueesaanoa 1171, 1836 
CHALK LINE REELS.............. 884, 891 
CHALK, 
MarKiniieeece eee re a eee ee 884, 1610 
PAVOMEM se ce cw casaunc tee on tmae: 1610 
SDlaVer eee are eee eras pees 1610 
CHAMFER MILLS, 
CFM Gge tt eae ene ee eee eee 2296 
AININ- Coated Ane cee eee coe coee 2296 
Gangster crests sear ee en acent': 2296 
CHAMGIS.. ee eee ee 908 
CHANGERS, 
LAMB terete et ee eee 279,511 
MGR ae ees aces re eta ne 952 
CHANNEL 
Gla DSeeeee es ee eee 316, 394, 2825 
IING Sorcerer cere ener 316, 394 
WMAQMGIS ce meine aernnse en mae ce tenn: 829 
NUS eee feet eee eee eee 316, 2825 
WASHERS ar ciacite erence area 316 
CHANNELS, 
MelalFraniiiGite scence eee ee 316 


MOUNENG eee eer eee eee 216, 394 
Nerminaliblock-cececs.cccesee esau 394 
Wire Management.............005 304-307, 
eT rr nr ee 404-405, 1131, 1338 
CHAPS, 
Cid OdWite eaten oi 1721 
WelUIG:eaannmanteecnncre uunaneare 1716 
CHARCOAL GRILLS................. 1459 
CHARGER 
Ad apllSwson sceae we ann state 361, 3006 
CONMOIS SOldbtecatsnrets ear mee 927 
RaGIOS ene tat cence arene neue meme 670 
CHARGERS, 
2-Way Radio ........ 2024-2025, 2028-2032 
RULOMANE Sere aaa ee 925-927 
Battery (See Battery Chargers) 
BOOSIGN - cr cr arcnneetn oar 925-928 
CeliPnOn@ ser acee nc teste ae 361 
ENGNG SANG eee toe ee 925-928 
Gas Detector ............. 1777, 1779-1781 
GECASENGUN cssae te heeeae eee eae ee 933 
IMG UOM eenet eee ence eect ee 1445 
Portable Stantehaa iene ek wna ess 925-928 
Respirator Battery......... 1764-1766, 2407 
SSO paces eta eee a eecrasceate ace cate ae ape 927 
NAD Eliareet ue nas treveven tiny cic aah an 361 
MeSiNGleleasme canny. cence eee ees 362 
AMICK tas eens caeree ete 535, 925-927 
CHARGING 
HOSG COUBINGS cer. ccaqchcaaa ene: 3006 
HOSES: Facct aces emer are cimiaeie ore 3006 
Kits, ACCUMUIAION: 434. cckc sc ncecae es 2494 
ManitOldScnce2-eeenecenacs 946, 2994, 3005 
CHART RECORDER 
REGESSONES a. se ese eee 598-599 
CAnmIGU@Seacrn, eat ne tines re eenee 599 
PAD eh eer create eee ernment ee 599 
Peseta 599 
CHART RECORDERS, 
PUIMION osc reeset ce eae 584, 598 
PROSSUNGuctaeers teste ei ere a teteeee 598 
TOMPCraNNG caked wees e waren 584, 598 
WIVEISalee ere eee cee eee ete 598 
GHAR TTAPRE 536 5n cise pean aes 1369 
CHARTS, 
SdlGW tee eee serrate 1709, 1941-1942 
CHEATER PLUGS.................... 335 
CHECK VALVES, 
GG t alee ecrsiin eae emt nn te cre 2656, 2850 
Air Compressor ........... 2950, 2573-2575 
Blass ee 2574, 2656, 2694, 2806, 
Cer rere 2898-2900, 2903, 2907 
BIONZG: cancmeoeecen 2862, 2898-2899, 2907 
Carbon Steel. conde ecsactects ceed 2898-2899 
CaSt-lnoMm csr once eee ce 2627, 2898, 2900 
CastSleelizyee ere cea ee eae 2898 
GEV errr aeear aetna eer tegso neers 2900 
DUGG ON 2 caceee oo ee cca ce 2656 
HvOnduliGee ae east eere 2471, 2475-2476 
INSWUMENTATION gcc sees ee eens 2861 
Lead-HGG asc ee cease enn: 2656, 2900 
NVIGHiG cere -eence Saracen: 2900 
POWDEOPVIONG: 2c vee nce ret ee. 2900 
Pump.... 2627, 2646, 2656, 2662, 2903, 2907 
PUG eer tenes 2627, 2656, 2889, 2900 
REQUIAION Nene cmc e ak comenin aaa ern 2435 
SEWAUG ce src teer epee eec emacs 2627 
Stainless Steel....... 2694, 2861, 2899-2900 
SHMG! PUMPe cece sewer eneae se bea e 2627 
OWING Sac ane rare ae 2898-2899 
(OR ene ee eens 2435 
WasteWaleluuncceure scree ets 2627 
WOMMIGhcomentnta nt patton naan a acca 2435 
NEPAUCINine ees sei vere ene 2898 
CHECKWEIGHING SCALES 
errs ee 644, 1425-1426, 1428-1430 


Can’t find it? Go to Grainger.com®. 


CHEESE CLOTH.................... 1622 
CHEMICAL 
Additives, Air Conditioner 
a ren ae ee 946, 2820, 3012-3013 
Additives, Humidifier............ 3059, 3061 
BOIGS ooeec Bene: 633, 652-654, 1520, 1522, 
PEE eee 1525, 1533, 1536, 1876 
Cleaners. ... 909-910, 1502-1504, 1508-1513, 
eee 1518-1524, 2330, 2342, 2446 
Deodorizers..........0005 1504-1505, 1522 
DISDONSENS: a eceeeneeeee: 1520-1522, 1525, 
ee ee ee 1533, 2457, 2702 
Hoses......... 1522, 1629, 2529, 2604-2608, 
Eee nen eae 2635-2636, 2690, 2842-2844 
INIGCIOIS Serene es oe nn nae eens 2694 
Labels ......... 369, 1522, 1930, 1933, 1940 
Metering Pump Replacement Parts 
Se ec aae ee Ane renee nats ear 2688, 2690 
Metering Pumps .............0.2005 2688 
ProporiQners.<cceans aces: 1520-1522, 1525 
Protective Clothing ........ 1672, 1728-1730, 
Bi ani ae etoear an 1733-1734, 1737, 1739-1740 
Protective Goggles.............. 1667-1668 
Pumps..... 896, 936, 2631, 2638, 2642-2643, 
Prune atuiecne 2645, 2647-2649, 2663-2669, 
or eee 2673-2674, 2676-2677, 2688, 
Pee ere 2690-2691, 2693, 2695-2697 
Resistant Wheels............... 1214-1218 
SOlUTION TANKS 22.5 caxecnxateeec 1137, 2689 
SDI SIGHS: seers rs etenae eects ee ee 1527 
Sprayers ....... 994, 1000-1002, 1525, 1550 
Storage Racks... .1251-1252, 1521-1522, 1525 
CHEMICALS, 
Decal-REMOVING .0ccccccacaanwen can’ 2216 
Degreaser ...... 232, 642, 908-909, 938-939, 
eR reer ee 1508-1510, 1513-1514, 
ec cee 1520-1523, 1581, 2446-2448 
DGliMGr fo.- ose 1503, 2704, 3011-3012 
CS: |: 2446, 3003, 3011-3012 
Disinfectant/Sanitizer ........... 1503-1504, 
.. .1509-1514, 1517, 1520-1523, 2446, 3011 
FIOOE POUSHING 20ers pecee cae 1536 
Humidifier Treatment............ 3059, 3061 
Laboratory.......... 232, 628, 630-631, 634 
LavOliawe wera ett ae en eee 2427 
Paint Removing....... 910, 1519, 1613, 2216 
Parts Washer............ 642, 901, 938-939 
POO SM av arcane ese eer nor cee 1480 
Stone IMpregqnater: .. cennctaccnc cee et 1533 
Water Treatment ............... 1480, 2702, 
Ther So retencmeae ictalieaestane 2998, 3059, 3061 


CHERRY PICKERS... . 943, 1032-1033, 1064 


CHEST 

HANGIES once eames tay eel er aes 2018 
PUNS ecece rane ce eateereracineet sacs rine 2018 
WaGeES eae ee ence sum cert cia cise cen 1744 
CHESTS, 

IGG ea eee oe ae 1300, 1826-1827 
(1c) eteererorercr penetrate ar 741-750, 753, 1304 
CHICKEN WIRE .................... 1010 
CHILLERS, 

LabOrdiOnyic. aes acces ge eee nee es 640 
CHIMES, 

DOO cot ene waren ae Sac 2053 
FInCVAL ABM intestate cntecsesicepeieie sears 2052 
CHIMNEY LINERS.................. 3097 
CHIN GUARDS........... 1639, 1709, 2407 
CHIP 

BIUSHES 28 ccs eens amen ene ae 1616 
GUNES cede we naew ne 2359, 2363, 2515 
CHIPPING HAMMERS....... 715, 827, 2424, 
Ree ere ea en ae 2512-2513 
CHISEL 

And)Punh S@1S ccc eae salons ane ons 758, 821 
RETAINERS: cere enteies ena 2513-2514 
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Chisel - Cleaners 





SEIT Siw Gad ane anes 713, 862, 2512, 2514 CHUTES, CLAMP 
SCIANGIS oe cues < = 713-714, 862, 887-888 Lamp Crusher .........0..ceeeeeeeees Bild te BraCkGlsiaaacecen ere anne eos 2535 
Setsee eee ee 758, 821, 2514 PadS. ....ccsccucececeseuuneeece 833-834 
CIGARETTE LIGHTER Replacement Parts .............0000e 2536 
CHISELS, Charge. Cords ..4.6 2c ee 667,1779 Sets....... 837-838, 2055, 2316, 2534, 2536 
Air Hammer. ..........0005 862, 2512, 2514 ~— Extension Cords.........cccccceccccce SOI OUOCS re ia ee ete ee 833 
AOU een: T1G-715, 862; 2ol2, 2014 PIGS ....sceeid ss obi vsesnts ees ena 949  Stands/Supports........ 657, 833, 836, 2316 
ASDialieacecn cient cenene as 713,715, 2514 Power Sockets..........eseceecececes 949 
Slt), Chal ienam ean ae eeileann ewe ad 622 Socket Adaptets... cc: .5.ss-... 361,949 CLAMP-ON 
BULLPOIR 30.4 ieee earns 712-715, 822, 862 Bucket ForkS ........ccccceccccuucce V7? 
BUSH TOOL... 2... cece eee erences 713-715 — CIRCUIT Current Probe Adapters................ 542 
CAP... ee cece eee e eee e eee een e ees 822 Board Adhesives .......... 2217-2218, 2225 Current Probes............... 540-541, 558 
Chipping Hammer........... 72-715, 2014 Gables ....----- <n ce eeec as, 349-350 
COldatvnvece anne ae 712-715, 821-822, 862 Centers, Timing/Heating .............55 418 CLAMP-ON METER CASES .......... 1779 
GOWGI GLE irate er dena ia 712-715 — dentifiers...........cceeeeeeeaes 547, 564 
Cordless Seen 712 ProleClOoRrS ce ee ee eee 394 CLAMP-ON METERS, 
Demolition Hammer. .........++... IVE ANDS:  TOStC1S a caicana dans ens 547, 564,921,961  Ammeter ... .537, 540-544, 546, 551-552, 562 
Diamond Point...........sssseeeeeees 822 Tracers.......... 362-364, 547,564-565,921  Analog..........ccceeseeeeeeeeeeees 544 
DLO eee tote ran erode bonienicta ean aie 713 Current......... 537, 540-544, 546, 551, 562 
El Ge eine cio tear ror 712-715, 862, 2514 CIRCUIT BREAKER Digital ...... 537, 540-544, 546, 551-552, 562 
FIOM... see cence eee eens ene eens 822 Box COVENS. ... cece cccccccuceeeceues 190  Earth/Ground Tester............... 540, 555 
HAN oc cece eee eee ee ee eens 821-822, 862 Covers.......ccccccsececevsecesenes 190 Power...... 537, 540-544, 546, 551-552, 562 
MaSON'S........ 0s ee eeeee seen eens 822 Enclosures............00s00. 189-192,197 Power Factor...........ceeseeeeeees 551 
Moil-Point ...........s.eeeeeees 715, 2514 Filler Plates...........00.00- 190-191,198  Resistance.......... 537, 540-544, 546, 555 
Paving Breaker ............. 713,719, 2514 Finder Adapters..........seeceseeeees 564 True RMS..........csseeeee eee ee 541-544 
RIPPING ..........eeeeeeeeeeees 823, 2014 Finders..........ceseeceeeeeeeueeees 564 Voltage......... 537, 540-544, 546, 551, 562 
Rivet Hammer ...... ses ee cree 2912, 2914 Fuses... .....ccccvevesevers 200,394,965  Wattmeter.............ccceceeeeeeee 551 
Rotary Hammer............00000 712-715 — Handle BIOCKS ........ccccccececccer. 199 
SCAING Ks cea es 712-715, 862, 2512, 2514 Handle Ties ..........ecccececeee 191,199 CLAMPS, 
SCrapiNg ... 6... eee eee cence es 714,862 — Interlocks............sseeeeeeees (94-199. <22BOHis eee eee 2531 
SIOGING «0. eee eee ee eect eee eens 714 Jumper Bar BaseS.........00seeeeeees 192 Accumulator ..............0eeeeeeee 2494 
SUperDuty.. 0... eee cece eee es 822 Load Centers...........-00:. 189-191,197 AirHose...........cceeeeeeees 2531-2535 
Tile Removal ...........+esseees 12-713 — Lockout Centers.............00- 1951-1952 Angle........cccceccceeeeeeeuuaaees 834 
Weld FIUX..........cseee esse cena 2912 Lockouts ...........-. 191, 199, 1945-1946,  Automotive........... 924, 2055, 2531-2533 
WOOd ..... sees e cece eee e eee 7 2 1948-1949, 1952 Band..... 918, 2055, 2531-2533, 2535, 2612 
LAS Geri ct eee con eee 198,392 Bar... cc ees eee cece ees 833-834, 836, 2425 
CHLORINE Mounts........0..0.0e0, 191-192, 197-198 Barrel.........0cccceceeeeeeess 924, 1145 
Colorimeters ..........ssseeeeees 627,631 Neutral Assemblies..............0.005 GO; Batteries ea trays ater aah 924 
Dioxide Gas Detectors................ 1779 Operating Mechanism Handles.......... 298 Beam........ 316, 318-319, 321, 1061, 1065, 
Gas Detectors ..........ssseeeeeeees 1779 Padlock Handles ..............eeee00- SUM ree eae 1092, 2828-2829 
Meters... ......seeeeeeeeees 627, 630-631 — Panel Brackets.............s0eseeeees (G8) ss BilIntEUde scans eotenaseane ctcae 2317 
Pool Chemicals ...........seeeeeaes 1480 Rating Plugs............eceeeeeeeeeee OG Wa Rolten mere re eer 2535 
Reagents ...........sseeeeeeee eens 631 Replacement Parts ...............000. 199 Gs 316, 833, 835, 837-838, 1711, 2829 
Test Strips... ... se ee eee e ee eees 632, 2702 Retaining Kits ..............000+: 191,197 Cable... .230, 317-318, 410, 1088, 2078, 2629 
MWS enn see eee eee ae 198-199 CamACHON.....ccccc.cnceccecwnesss 2318 
CHOCKS, CanilCVGl os nee rte eaten 834 
RIMMING easter oe erect accra 1130 CIRCUIT BREAKERS, Chain.......cccccccccuccceceee 837, 2333 
Palle MUG saris siecle 1173 Arc Fault............00- 188, 191,197,200 Channel................0:. 316, 394, 2825 
Ueto dao gear acre neues 1130,1173 — Automotive.........e.cseeeeeeees 200;965 Condit: .....22c20s0e.0003% 316-319, 321 
>) ee ere 1130 BowW-On. cence sss 188, 191-192, 196-202 Crimp.......ccccceeeeecceeceeeuees 2534 
WEGITANG see eee eee ene ene 30; ATO NID eee ie eae tae ec eee 200 Cushioned............... 2826-2827, 2830 
Wheel......0ccceeeeeee eee eees 1130,1173 DIN Mount.............seeeeeees 192-195  Double-Bolt.........0...eeeceeeeees 2531 
GFCI (Ground Fault)... 188, 191-192, 200,413 Dovetail...................... 2316, 2318 
CHOP SAW WHEELS Load Center......... 188, 190-191, 196-197, Dovetail Fixture.............0.. 2316, 2318 
nee 719-721, 737, 2383-2385, 2387-2388 vee ve acc cceeeveneca see 199-200, 202 Drain......-0.. so ccc cee ee cece eee e 2725 
Wainer er ee 190-191 196) Diller fe eee ene 2316 
CHOP SAWS..................cee, 736 Molded-Case............ 189, 192, 196220 Ealar iscsi cance niaenneninina es 2534 
TIOIOU SING ASe ee ceau ee mane weer 1S ENGIOSING Zar eee eee ee 294, 296 
CHROMATOGRAPHY Panel-Mount ...........seeeeeees 10d 202s ESI pa ee ee 392 
ACCESSONGS 222. pire cs ceenaetene secs 660 Panelboard........... TBS AS02192, POG = 20 2a Oia way gener earsasests ctw anatnrnsenanetiene 833, 836 
DCdIS ccnp eraser andes meGe nantes 660 Plug-In...... 188, 191-192, 196-197, 199-202 File-Hanging..............cceeeeeee 1347 
SWINGES ean eca irik en seniors G60 TandGMh .cchcccccceevecewerearss ABS FIX Es canccener testa k ates 2317-2318 
VidIS; cxcctenrsennacnnn tuned wernt 660 Temporary Power BOX.............000. AiG: EVAMING feet eee ces teen 316-317, 834 
FAL-CONNEGION 6 bccent ree ees 2595, 2601 
CHUCK CIRCULAR CHART RECORDERS ....... 598  Ground..... 392, 557, 1711, 2416, 2424-2425 
Agaplers:- dees ce once 703, 710, 729, 872 GUabilballennarcn nowt comnananennncmae 1789 
WGdGOS sor oronn eacomitn nana ee 2315 CIRCULAR SAW HAG SGNPic eerie etna eee 2320 
Blades .....cccceecccce. 720-721, 734-735 Hold-Down.......... 1711, 2320, 2322, 2541 
CHUCKING REAMER SETS........... 2208 = WheelS......- ccc eccceccccccccccec. 9384  HorizontalHandle .......... 834, 2319-2320 
Hose.......... 2055, 2531-2536, 2612, 2830 
CHUCKING REAMERS............... 2258 CIRCULAR SAWS Al ron erence etree nn eer er 836 
eae 666-667, 669, 674, 677, 683, 686-687, KnifeEdge.................e.-4+++-2317 
CHUCKS, a eee 689, 694-695, 717, 724, 731-732, 736 b= cece ccccsccccecceuuecuceueeenens 836 
eee eercre re aren 956, 962, 2518 Laboratory... ... see eee cece seen e eens 657 
Collate ee ee 2311, 2346 CIRCULATOR BAGH ae Senne eens ee icacare: 2319 
Drill tee ere 708,729, 2314 FanSecc:-caevcaeeuessseseeons 2015220008 Vili sere ee eerste 1061 
DPI PRESSsre teeter 2314 Pump Gaskets.............005. 2658-2659 Locking.............. 837-838, 2319-2320 
Hammer Drill...........2.eceeeeeeaes MUO) PUMP KAS cece ec cs cere ewes eees 200d COORD acres aerrarenieanta i one 2078 
KGVGdi aera ne eet ere 729, 2314 Pump Motors............seeeeees G0: 2658) .COWRIONG ruc netomat 2317 
Kevlessieeae es eee ee a eene as 703, 2314 Pumps........ 2638-2639, 2643, 2648-2649, Machining.................. 834, 837-838, 
Nipple Threading.............eeeeeeee CT a eee 2657, 2659-2660, 2691, 2698 «- wv eee eeeeaeeess 2316-2318, 2322, 2346 
Power Shrink-Fit.................00- 2310 oe IMersSeene tee 2658-2659  Malleable lta... tenes cs 319 
Production Drilling............e..000, 2314 WINN Seog eras gata due ccuacon 2316, 2346 
Rotapylool eee ee ee 724 CIRCULATORS, NVION s <ckettaae care ne ae cuca acres 317, 410 
Sid] Clad ae enn ere eee rae 25102201 | (Al aeae eee cee eee PA PPG arn ocasenrasneerongs ee 317, 410, 2078 
Stainless Stéehicccsaccecesscnew genes 20iN iGiecnhnUSe sree eee ee 2919 Parallel.........sceeeeeeeeeee ees 392, 833 
ban eee GAQo MPINCH OMe: eacnres se cess 838, 3010 
Water............-- 2643, 2657, 2659-2660 


Get back on the job even faster now with grainger.com/repairparts 


PIDG ccacents 316-319, 323, 392, 833, 2409, 
. . 2425, 2780, 2788, 2818, 2824-2831, 2847 
Plaine ee eee 1065, 2830-2831 
PINMGOR eccrine cna 2320 
PREUMANC oor eae tec ees 2541 
PUSH-PUllem tee one on eee eee 2320 
PVG od0GlG pet caena cnet ue ceactr see 2680 
Rail-Mount Plumbing............ 2830-2831 
RiSGliverrtnner a 2 rae ener tree 2827 
RING ryarcnie aerate ee wena caine 2135 
NOG gee tee ae ee eee 392 
SST [Ot | [SNE Bea pn Pee ra 317, 2680, 2818 
Shaft AliQnMe@nt. 2.0... 66. cess eee es 2333 
olieet Melalics. 2 neuseee cree oe 837-838 
SiGe tenet eae: 565, 866 
SDEINGieenatnrctnrenayannie erat 834, 2534 
Stainless Steel........ 319, 2055, 2319-2320, 
ee 2425, 2531-2534, 2788, 2826-2827 
SICAMMMOS@ mat cawiasenesene a acters: 2531 
SIENIGSS cs cuu ec cee aananneecemas 2034 
Slap ite cee tee eae 2533, 2535 
1 U1] acne sete ewer a 316-317, 2826-2827 
RSLs ee ances mena ae 2322 
(able ene ee acuta ne re 833 
TerminaliBlOCK.). ccceascekesvvdece se a 395 
TOGGIG cceren anaes 834, 2319-2320, 2541 
AURA eerie eee ae eran epee gee eee 191 
Tubing ......... 319, 2055, 2078, 2531-2535, 
ee ne ee 2612, 2825-2828, 2830-2831 
Vertical Handle ................ 2319-2320 
Welding. . .834, 836-837, 2416, 2420, 2424-2426 
Wheel en wane cnn eeae naman s 957 
Window Cleaning...........ccseeeees 1551 
Wie cee eee 318, 392, 1059, 2078, 2420 
WireRODG a ene mans earn as 318, 1088 
Worm-DIiVé... csc: cece nce 2055, 2531-2533 
CLARIFIERS, 
PONG! UVic es a anaes renee neta 2639 
Pool Maintenance ...........c0e0eees 1480 
CLAW HAMMERS ........... 826, 861, 863 
CLAY 
FlOGrADSOMDENS a cnauncaanuaacn nae 1845 
Spades. evecare eee 713-714 
CLEANERS, 
ADIaSIVG) e002 ccedee 910, 1481, 1513, 1549 
DDS pacer narieuecten ata ar ail 2819 
Adhesive Solvent..... 1517, 2216, 2227, 2236 
Ricca nee 719, 1505-1506, 2363, 2408, 
Pribne tes aaciencce amen r 3059-3061, 3093 
AilChall.4 woencteoes 901, 908-910, 922, 939 
RIKAINGke esse cones eee eee 939, 1509 
Antibacterial ........ 1503-1504, 1510-1513, 
ee eee eet aa 1520-1522, 3011 
Antimicrobial........ 1503-1504, 1510-1512, 
Sateen ree aeeee Ses 1520-1522, 1549, 3011 
AQUE0USS ci ccin ace aan 939, 1509, 1518, 2446 
Automotive.......... 232, 896-897, 900-903, 
eee 906, 908-911, 922, 938-939, 2446 
Automotive PrewaX .........c00ceeeaes 910 
BaSCOONG c3. 4 oa tera etcs ateareers 1523, 1578 
Bathroom...... 1503-1504, 1510-1511, 1513, 
re ees 1515, 1519-1523, 2446 
BallGhViteecmnc cena sioner erie nee 922 
BIO-BaSe@d wk ccesanweenssae ees 1502-1504, 
ee ee rT 1513, 1515, 1518-1519 
Biodegradable... . 939, 1503, 1513, 1517, 2446 
BOQ! conene en ncn ee marn ee ean 1496, 1498 
BONNGl Hester eee 1517, 1520, 1522 
516 | (Clee oe ae pene ere aoe en 901, 908 
BldSS arcana nea eects 910, 1518 
Bug-Removing..............00005 908, 1519 
Carburetor/Choke .............008 897, 900 
Gai MCAGGls ae cere eect eee 534 
Campetz cit. 2 910, 1517, 1520-1522, 1577 
Citrus-Based ..........c00eeuee 1519, 2446 
COllsaeeere ee eee es 2446, 3011-3013 
COMPU acer once sant nae. 1354 
Concrete ........... 1519, 1524, 1549, 1604, 
eee ere ae a eRe ae 1613, 1631, 1634 
Condenser Coil............ 2446, 3011-3013 
ContaGlawtesss aan 901, 2446, 2448-2449 
COUNTEHOD cc ecedea sacs 1503, 1508-1510, 
et er eee ee 1513, 1518-1519 
CPN ee teers ere 320, 2819 
I-17 


Cleaners - Coat 
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Degreaser .......... 232, 642, 901, 908, 922, 
. +++ 938-939, 1508-1514, 1519-1522, 1524, 
Deere een 2342, 2446-2449, 2460, 2963 

DESK rare ai caer ecient araeecee 2446 

Disgaea eee ere 1515 

Disinfectant/Sanitizer ........... 1503-1504, 
1509-1514, 1517, 1520-1523, 2446, 3011 

Disinfectant Wipe.......... 1510, 1512, 1514 

Dra e me e ee 863, 865, 1504, 1521, 2437, 
Sens tor eee rete 2751, 3010, 3012 

DEVEEFaSe BOM ia cowiiawenwen send 1367 

Dye Penetrant............ 2427, 2494, 3009 

Electronics....... 232, 901, 2446, 2448-2449 

Engine..... 896-897, 900-901, 908, 939, 2446 

Evaporator COM iy acca ncucce cients 3011 

Evaporator Pan 22 ciucvate esas sean 3012 

Exiracionizaceens: easeae ce 1517, 1520, 1522 

FIDG-ODNG2 eo ee eee 232, 363 

FING ccr ste crcon eve can atresia eeu aco 820 

FOO Sse 1509, 1513, 1520-1524, 1533, 1536, 
ee ae 1542, 1578, 1581, 1604, 1845, 2446 

Poa Gulati ede tee nene ete once cee 2236 

Food Servit@ ..; -s:eccrces 1508-1509, 1514, 
POP ein erreT nO rene 1520, 1522, 2446 

Fuel INJGCION 2 ce rcaeticr coe saw ses 896, 900 

Fuel SVStCMnncencenenn scenes 896-897, 900 

Fungicidal 20.5 cec0% 1503, 1510-1512, 2446 

GdShel acess eee ea ee ae 2216 

Gasket Remover ........ccccueeuuaae 2227 

Germicidal.......... 1503-1504, 1509-1514, 
Deer eas aenee 1517, 1520-1523, 2446, 3011 

GOSS fen eee ene 642, 902, 909, 1502, 1510, 
Ae ee aaa 1513, 1518, 1520-1522, 2446 

Ghanileencisee sere eee eerie ete 2342 

Grillin actecatan ete 1514, 1549, 2446 

GhOUl 2 eer tae eee 1503, 1519, 1522 

Gum Remover ...........000008 1517, 1519 

Heavy-Duty ............ 908-909, 922, 1509, 
cena 1513-1514, 1519-1523, 2216, 2446 

HERA AN esc eon 719, 3059-3061 

ice: MachiiG@s 220... sesso eencnae 3003, 3011 

Kee er eee eee eee aie 939, 1403 

LOAN Gloncr sans tree caus tne 910, 1518 

LGNS ror tana ceenae et ene 1666 

LQ NIGAM nae oe ee ened 2439, 2460 

Manl@eccentac nectar aes ee 1519 

MalK@rDOd 0G) cc cis cca eon cancers mo atea aces 1367 

MediaAir....... 719, 2363, 3059-3061, 3093 

Metal ercaaes 232, 642, 901, 908-910, 922, 
eee 938-939, 1510, 1518-1519, 2446, 2963 

Mold and Mildew.......... 1503, 1519, 3011 

NONIORE eet ote meee eae 232 


Multipurpose . . .232, 908-910, 922, 1502-1504, 
.» 1509-1510, 1512-1513, 1518-1523, 2446 


NeUtalor se swarne es 939, 1509, 1513, 1518, 

er te ee 1520-1524, 1581, 2446 
NonabraSive.........cceeeeeeuaee 908, 922, 

Re ee 1503-1504, 1513, 1519 
Nonfiamimablé oes cece ee 939, 1503, 

Pe Pace aie eioke 1518-1519, 1523, 2446 
Odor-Reducing................8 1504, 3011 
OINCC eee eee re eee 1367, 2446 
O11 (010) ee 1519, 1631, 2446, 2963 
OVEN ee ene 232, 1461, 1514 
Paint Roller and Brush........... 1613, 1620 
PanlSencaee rates 232, 642, 901, 908, 938-939, 

Bae ee eee eee 2446-2449, 2460 
PAV OlM@nlsycsstieccre eer acerneaie essa teens oes 1631 
PEIONIDE nero eee an mates 1512, 1520-1522 
Pib@ see cecs eee 320, 869, 2223, 2751, 2819 
PORCElaIN nese 1503-1504, 1518-1519, 

ee eee recep mca tee 1522, 1549, 2446 
Powdered Abrasive ............. 1504, 1524 
Precision........ 232, 901, 2446, 2448-2449 
Premeasured..........00, 1502-1503, 1508, 

a ee ee 1511-1512, 1520-1524 
Pressure Washer...........0008 1519, 2446 
Pretreatment........ 1517, 1520-1522, 2963 
PVG eee ee eee eee 320, 2819 
Radiator RUSH es: cence ne cos oe suas 903 
ReSDINdIOh ree epee rea eee 1775 
Restroom...... 1503-1504, 1510-1511, 1513, 

are amen eramicucte 1515, 1517, 1519-1523, 2446 
Higa cer ae eee ee ee 908 
ROlANVcaeAiraa ne coun ea mere meters te 1593 
RUSInceaene nauae 1503, 1519, 2702, 2963 
SCOUNING: savas a usaes 1503-1504, 1513, 1521 
Shower ........ 1503-1504, 1520-1522, 1824 


i-18 GRAINGER. 
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Simple’ GreGN...oscesese seas es 1500, 1503, 
ee re ree 1509, 1513, 1517-1519 
Stainless Steel... ocsncce cee anu on 909-910, 
ee rere ree hee 1510, 1518, 2446 
Sleaiitw o-oo re 1590 
Sump and Machinery...............0. 2460 
SUMACE wea cee: 642, 1503-1504, 1508-1514, 
ree 1518-1522, 1524, 1593, 1613, 1634, 
ee 2342, 2446, 2963 
Tar-Removing...... 906, 908, 910, 1517, 1519 
(| eee 1503-1504, 1513, 1519-1522, 
ee ee ee 1549, 1578, 2446 
MIG see otc seme 909-910, 1508, 2446 
Toilet Bowl.......... 1504, 1513, 1519-1520, 
eer rT eh er ree 1522-1523, 1549 
Tub andTile......... 1503, 1513, 1520-1521 
WifaSONIGss meen ee ene 642 
Upholstery........... 910, 1517, 1519, 1578 
EMAL: Braet oeteecie co erera a ae aie cceete 2759 
USDA BioPreferred.............. 1513, 1515 
VaCUGIN gisc 5 ee acee ee 670, 678, 685, 689, 693, 
Te ee ree 719, 1563-1573, 1580 
MINVIER Se accntrnec eetaninc cae 910, 1519 
VINWGIGAl 5 as )encce ge 1503-1504, 1510-1512, 
err err rer et 1520-1522, 2446 
Wallieeee ccc carmen 1524, 2446 
Water SOMGNED. «0.0 ees cee ce eaae cs 1519 
Weld peat eae te teat aarentre nar: 2427-2428 
Welding and Soldering Tip. . . . 232, 2428, 2431 
Weldirig FUNG’. «0022 2:s5ee-04. 2408, 3060 
WINGGlos se enesee ee tenet 909-910 
Whitehead 2as.cceres: secs eeesones 1367 
WO OG parece are eee ener 1518-1519 
CLEANING MACHINES, 
BalhO Olea see eee pert ee 1578 
CLEANROOM 
AP FGISeer coe eee eee oe 3056, 3059 
CaStelSna ee cee eee 1335 
GIAIS Heenan tee eae 1334-1335 
GOveraS 2 nee eee ne ee 1738 
GIQVES cee erate eects 1671-1673 
LS een ee See 1183 
LIQHUING ete eer eee ene: 439 
LIQHtING | FIMUNCS 22h... avanceoe cae aer 439 
MASKS cera cee a atta eeaaeer 1738, 1758 
IWS freee erin eae ernment 1531 
POlWDag TUDING acco yuo eam cts 1408 
RECCDIACIES nc sian tauren neni 1554 
OO0IS ere ee anes 1335 
Vacuum Cleaners............0.08 1564, 1572 
WINGS ese tee nme re nec 661, 1492 
CLEATS, 
BOOU SHUN: a commen man aaereaicen 1747 
SHEWING: teases es eae 1250 
CLEVIS 
Brackels: aa saeeae wae cons: 2537-2540 
HANGGhSice es ere se eee ee 316, 2824 
HOGKS venccue cer cece cure 1070-1071, 1073 
CLEVIS PINS, 
GIOOVE Me nee ee were aare 2151 
HeAdleSSta ease nae emcees 2151 
Standards ee eee ares ee 2151 
CLEVISES, 
GUIINDGh goute eaters aoe 2480, 2539-2540 
CLIMBERS, 
Hand Truck Stair .......... 1184-1185, 1188 
CLIP 
And Thimble Kits ...........00000eeae 1088 
MAQNISkver ee acre eee eer 829-830 
RUIES see es eee ae 884, 2335 
SIE CUGSiec creche mina he Sitar eee enae ne 373 
CLIPBOARDS....................... 1382 
CLIPS, 
2-Way Radio Belt..... 2024, 2029, 2031-2032 
AIP Billet Pad atinnaee aceon eee 3057 
Air Hose Safety ................00055 2531 
AlIGAOK aa eases ues 549-550, 824, 924 
AUG BOUV Esc aati incre fearon es 2055 


Can’t find it? Go to Grainger.com®. 


Cubicle Wall Paper | 


Pallet Rack Mounting 


937, 946, 549-550, 924 
537, 546, 549-550 


317-318, 410, 1338 
303-307, 317-318, 


RF-Frequency Transmitters 


oe 295, 587, 950, 1374-1375 


Thermohygrometer 


CLOSED-CIRCUIT TELEVISION CAMERAS 


Pole Socket Brackets 


CLOSURES, 

Ea DOralOnycrn ccs erractn aren heats 652 
CLOTHES 

ok: eee eer tr mone Re ae ara ae rear emer sere 1171 
Dryer CONNGCIONS: <n .neesccceceees wes 2717 
DEVOIS snus ee ne ene aerann ae 1466 
DRVING RACKS cease as eee ecce 1475 
HamNPRES se eee te meee arte 1475, 1535 
HaNGGhS nance pe ne ees 1476 
CLOTHESLINES ................ 1475, 2746 
CLOTHESPINS ..................... 1475 


CLOTHING HOOKS... 2019-2020, 2760-2762 


CLOTHING, 
Abrasive Blasting Protective ........... 1771 
RIIMINIZEG sare wee te pote a 1715 
Arc-Flash-Protective............. 1707-1709, 
Peek cere ccaniee eran 1712-1714, 1728, 1740 
Chemical-Protective ....... 1672, 1728-1730, 
eS 1733-1734, 1737, 1739-1740 
GleanrOOM awa se eee ees 1672, 1734, 1738 
Cold-Water-Protective.............00. 1810 
GOONER. pane cea seem ne 1828 
Cut-Resistant............. 1686, 1721, 1733 
Disposable agence ater 1672, 1714, 
ee ane eos ae 1729-1730, 1734-1740 
Electrical-Protective ....... 1703, 1707-1709, 
Pee eye rer 1712, 1714, 1728, 1740 
EM SAMGGIGAE Soca. socsstnsestee aecareistee ates 1811 
Firefighting/Search and Rescue ........ 1815 
Flame-Resistant .......... 1703, 1707-1709, 
Perr 1713, 1715-1717, 1727-1728, 
er rT Tere 1735, 1739-1740, 1815, 1828 
Flame-Retardant............005 1714-1715 
FIGLAUGM Be tearceters renee eerste 1808-1810 
General Work... 1623, 1719-1723, 1734, 1740 
Heat-Protective...... 1707, 1715-1717, 1815 
Heat-Reflective ..........cc eee eeees 1715 
High-Visibility........ 1712-1713, 1724-1728, 
ee eee 1730, 1811, 1828, 1905 
INSUNALCG ect nate seer: 685, 1713, 
ee rT re 1718-1721, 1726, 1811 
Laboratory...... 1672, 1734-1735, 1737-1740 
Molten Metal-Resistant............... 1715 
Public Safety/Tactical ...... 1811-1813, 1905 
Rall wacereue cere a aees 1727-1730, 1811 
(ERIN Glee ett telat merge 1720, 1726 
TIVO errr snmiterisauas 4 1672, 1735, 1737-1739 
WatenploOf. << secre ene. 1727-1730, 1811 
WeIGING vsiwigcata cae wanes 1703, 1715-1717 
CLOTHS, 
Cleaning......... 908, 911, 1367, 1492, 1524, 
ee ee errr eee 1535-1536, 1538 
DIOD een eee ene 1100-1101, 1623 
DUStese ee ae 911, 1524, 1535-1538 
Microfiber .............05. 911, 1492, 1524, 
Eee ee eet eatee 1535-1536, 1538 
PIMMDGIS wince erie eee aa 2368 
POlSHIMG Re eee eer ase 908, 911, 1492 
Poolabless; aacsence on cea oe 1479 
Slain ANONGALOL 2 as seca te aes ae 1622 
WAS Iiius tre truce ckiy na cee emacs 1472 
CLUTCH 
BIAKGSce ch ect ian arene aaa enter: 95 
COMO en eee ts eeu e ee ee ee 95 
GOVCIS a ees ra ae rere eke 95 
Plal@Scccneron cece on anmee 1583 
CLUTCHES eee 95 
CNC TOOL RACKS/CARTS ........... 2313 
COALESCING FILTER ELEMENTS 
ae ae taR ee ee ee 2575, 2585, 2589-2594, 
eee eee eer er 2596-2599, 2601-2603 
COALESCING FILTERS ......... 2591-2592 
COAT 
IDIOMS cocrtewaein ee ee tena eo 1734 
HaNGGISe ncn ene ee en eee 1476 
HOOKS one crtette ae 2019-2020, 2760-2762 
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Thickness Testers 


232, 1599-1600, 1603-1604, 
1606, 1609, 1630, 1632, 1634 


oc scss ess. 1523, 1604, 1609, 1634 
Chemical-Resistant se. 1601-1604, 
907, 1601, 1604, 1606, 1609, 1634 
Concrete . . .1599, 1602-1604, 1612, 1632-1634 


907, 1600-1601, 1604, 


1601-1604, 1609, 1634 
1596, 1598-1600, 1602, 


ae. 1599-1600, 1602, 1634 


Solvent-Based... 1599, 1602, 1604, 1631, 1634 
232, 906-907, 1603, 1609, 3012 


1599-1600, 1602-1604, 
1609, 1624, 1630-1631, 1634 


1599, 1604, 1634, 3012 


1707-1708, 1728, 1740 
1708, 1713, 1715-1717, 
1727-1728, 1735, 1740 


COAXIAL CABLE 
351, 355-356, 360, 376, 561 
365-366, 389, 671, 678, 


365-366, 841, 846, 854 
COAXIAL CABLES 
CODDINGTON MAGNIFIERS 


Maker Cleaning Brushes 
Maker Replacement Parts 


Makers: ce secu neater: 1438-1439 
WAUGS eee eee ce aa 1444 
OCIVGIS Se net cere eee 1439 
COFFEES Scere cians: 1437 
COGGED BELTS........... 97, 99, 103-105 
COIL 
BRISHCS 22ers 1117, 1546, 3095 
BUIBGONMOIS s.o.c0ecaceeee cote centers 3024 
CHOCKS ne vere acueen i se nest caaces 1105 
Cleaner SprayerS.............00000es 3011 
CIGANGIS? canes nice 2446, 3011-3013 
Connectors..... 2475, 2477, 2542-2544, 2549 
FINSHMOOISSe eee ent eee 3012-3013 
EROS Sree cree ruse ieee serene tetera rearnenec: 962 
Nalin cee ae ee core 2499 
COILS, 
Cased Evaporator: i. cceccee desea 3091 
COMLAGION: seen eee ee 162-164, 170, 173 
WHGEM GALCER Gace rc coterieneeeerne toes 3078 
EVGDONAD Ice cat ec crscnremornen canara 3091 
Lighting COMAGIONcccecce pact seeceen 163 
MaQneliGsincih enue cane 162-164, 170, 173 
Motor Starter............ 162-164, 170, 173 
Solenoid Valve............ 2475, 2544-2546, 

ee 2549, 2873, 2883, 3017, 3092 
IPs ane cme ern eer ee reece: 198 
Unéased Evaporator csc :iasterces nas 3091 
VaIVOs scc ens 2475, 2544-2546, 2549, 2873, 

rer re 2883, 3017, 3092 
COIN ENVELOPES.................. 1361 
COLANDERS....................... 1450 
COLD 
GHIS@IS, Fecve ei enea as 712-715, 821-822, 862 
Galvanizing Compounds 

eee mia 1603, 1606, 1608, 2428, 2445 
MeGICINGS ene aes navies cee 1830 
RAGKS aac nueen nent 1402, 1829, 1831-1834 
SAWS eee eee eee renee 736 
Water Pressure Washers......... 1587-1590 
Water Rescue Clothing ............... 1810 
COLD-SHRINK 
Ogle rea neen ee eee ee eee 860 
TUBING eeean ee ene ie ceaeet. 376, 378 
COLLAPSIBLE 
Contalile’Sisse sane tee 1000, 1299-1301 
DEUS seers ccc cite een eee eee 2363 
Wash GaNnSécamencuianacmnsues 950, 1000 
COLLARS, 
Ai DUG eminent nese metarr en 3097, 3102 
DitUSClcere eee eee ee are 3102 
DRAM eee ee ae aire eer 2725 
DrliSiOpie scree ates en cetacean 123 
FINCStODie ce ee een cree 1883 
FIQ0IS: ace a eee 312 
PiPGicee ee nie ee tae ee eee 1883 
SdletCON@me ree (oe ere ene 1911 
Slidileas etecartane ea re 122-124 
WanhiGGCONE aes ote aa catenin wee ace 1911 
Walllseena sj curecaue aimee eacneromn ce 2934, 3096 
COLLECTORS, 
DUSE ecient: 683, 710, 719, 2363, 2403, 3060 
Rdllienns eee ee eee eee ee 1012 
COLLET 
BOUIGS eee onan as nee ae 2420 
GINIGKSicr carat acetone cere one 2311, 2346 
NUISReee eee een meatal aaces 724 
SElSa canteen ave damm eure 729, 2312, 2346 
COLLETS, 
COOldNEsueaetae te eee eee 2312 
Die: Gunde a eee ee 723 
(|| Beeeereeeeerrirerce eo eretr a 729, 2312, 2346 
ERiectohemantarincs anceiiioe tr nacrneran tet 2311-2312 
MING eee ees eee earew ec 729, 2312, 2346 
AB e accents ae eencte Renee ie erate 2346 
SDMMG cere ace eee ees ae earn: 2312 


Product Index 


TApOING cescae reece eea. 2265, 2313, 2315 
WeldinG socisnan cans atmiarsoranne Gane 2420 
COLORIMETERS................. 627, 631 
COLUMN 
Proleclor SllapSsenee. =: eee eee Mey 
PROLCCIORS < cern exe nek ak ee eens ine? 
COLUMNS, 
PeUGSldlbeaan crete ran rate eran eee ent 258 
COMBINATION 
Cabinets. . .1268, 1272-1274, 1277-1278, 1337 
DOCK BOXGS «mame ust nce nena ie 1968 
BOGKGte werent Gatco esate Banter 1960-1961 
PAGIOGKS caccrn cee cache ec 1960-1961 
PIlGRS smareameacen 814, 838-839, 841, 846, 848, 
en aera een aa 854-855, 861, 863 
SIGS ee we marae iene ena 1968 
SOGKGSCIS cmv acs hee a ceeiect ie. 758-759 
SdUate Blades 22 eoe tee eee eee nes 2334 
Square Clamp ScrewS.............005 2333 
Sara Heads: c2cen ie vacate oes 2334 
S(UAlGS See ere aeee ea ee 884, 2334, 2425 
Wrenches. . . .758, 765, 787-793, 859, 861, 863 
COMBS, 
Filia eee erenne hs sears 918, 3010 
COMBUSTIBLE GAS DETECTORS 
pee ater 622, 1777, 1779-1781, 3010 
COMBUSTION 
ANAWZGIS aoe wae aan ae ae 617, 623 
BIQWET:MOUOES cronies cave oe ecettatantecnes 60 
NOSIGIG cea acess hearer 617, 623 
COME-ALONGS............... 1057-1059 
COMMUNICATIONS 
Cable Support HookS................065 318 
Cables... 155, 348-352, 354, 357-359, 361-362 
Wades eae ee ocean 214, 224-225, 355-356 
Mounting Brackets ............... 317-319 
NGSIGISceGcor emcee nese cexen cen 362-365 
COMPACT FLUORESCENT 
BallaSlG ise seen ieee eee ees 423, 472-476 
LalpSiacn ie acre eee 485-489, 494, 520 
Lighting Fixtures ............. 449-450, 454 
Portable Lighting......... 396, 518, 520, 522 
COMPACTORS, 
Vibratory Plal@te tccwnns oe one oane 1009 
COMPARATORS, 
Optics esse eer nancseeas cee eee 2333 
COMPASSES oc ca ceeeeecces eencens 884 
COMPONENT 
BONG Sty caurs ae eemuce ro teinepeen atin nonn etc 561 
LabelSiocc es san omnes 305, 367, 369-371, 373 
COMPOUND 
LEE LITs [ols ence arc eee easier arn ecu 570, 573-579 
Tubing Benders ..........eeeeees 868, 3010 
COMPOUNDS, 
ENOXy ROUM Git nectar eecin hart 2217 
Galvanizing .... 1603, 1606, 1608, 2428, 2445 
MEdUSINK camesce eepnan 232, 590, 3012 
Heat TransmisSiOn...........0eeeeees 3012 
ice: MGliNg see cree enn e ces 902, 994 
JOM Serene nee 1597, 1632, 2224, 2443 
Nonmetallic Thread. ..........000eees 2443 
Patchings once. 1597, 1630-1633, 2172, 3012 
PING a nreaeee mean aera naaeanen 2224, 2820 
NelainNizes eee ee eee ee 2223 
RUBBING: Aerator mnen cen penne tenes 910 
Sealing. . ..1597, 1632, 2224, 2226, 2231, 3012 
SIGONE eres ae 2439, 2441, 2452 
SPaCKINGes es oe oe ere ee 1597, 1630 
SWEGDING chs wescaunwsedeteee 1542, 1845 
COMPRESSED AIR 
Automatic DrainS....... cece eee ees 2597 


Get back on the job even faster now with grainger.com/repairparts 


Coat - Compressors 





Condensate Separators..... 2571, 2576, 2590 
Drain ValveS..........0005 2572-2573, 2597 
Deis eee 2565-2566, 2587-2589 
EAN Sen ere sa eee Gc cea 2583 
Filter/Regulator/Lubricators 
eR ee 2595, 2598, 2600-2602 
Filter/Regulators ...... 2594, 2597, 2599, 2601 
Filter Replacement Parts... . 2591, 2596, 2602 
PIlGIS cee es 1626, 2575, 2590-2594, 
rer ne tas 2596-2598, 2600-2603 
EWG OOIS ce aes teeacere te cae 2586 
LOGKOULVAIVES: aes ccs se cca 2603 
Lubricator Replacement Parts.......... 2597 
Lubricators..... 2595, 2597, 2599, 2601, 2603 
Regulators.......... 2543-2544, 2594, 2596, 
Ce re ne rr 2600-2601, 2603 
NeNGRVAIWES coc eae eee wees 2603 
Silencer/Mist Eliminators ............. 2603 
SPAVONS wig eeaneai en 935, 994, 1000-1002 
Vortex Tube Coolers...........000euae 2583 
COMPRESSED GAS DUSTERS 
eens Hee hee eee ae 232, 1354, 2446 
COMPRESSION 
Connectors............5: 315, 351, 360, 366, 
ee er ee ee cee 379-380, 382 
COUDINGS sc cumeae wer ce meaner es 315, 2818 
Fittings, Temperature Probe............. 230 
Dales: aerate eee ne erie 2016 
Packing Extractor Tools.......... 2700, 2751 
PaCKin@obdlS: serene cecare came nee 2699 
Sleeve’ PUMNAIS cco e cae gee eaten ae 2751 
SOCKS can eee cnn ecurar cee re 1757 
ODMNGS ase eee ate ees 2158-2160 
MOSER Sees ate cee eee arene: 568, 920 
Tubing Fittings........ 962, 2764, 2854-2860 
COMPRESSOR 
ANENCOOIRIS fens oes ae oon hee echoes 2586 
Air Filters....... 2567-2568, 2575-2576, 2584 
Ai/Oll SepatatOls wisi cee veces ane 2067 
AI TANKS enon ce ee ee 2570-2571 
Battervilay KitSiacnennamewan went ean 2561 
DOUG e teer te ease eee see cee ae 2567 
BIQWCRSia ese uinsecrcenee cartes 2584 
Check Valves............. 2550, 2574-2575 
CONLAGIONS ce eee eee 3035 
Contolseee sae. 220, 287-288, 290, 2571, 
ere eee 2574-2575, 3018 
Filter Elements...........0.0005 2567, 2576 
Filter Silencers............00005 2575-2576 
Filters..... 1771, 2567-2568, 2575-2576, 2584 
Hate StaneKitS.. crea wetereu aces a. 3031 
HOSE ClAMPSicvees cece eceeh es 2932-2535 
LUDFIGARIS 334.2 wance 898, 2454-2455, 2457, 
te rere aera? 2567-2568, 3007 
Maintenance KitS...........0.seeeees 2567 
Motor Stariers.- .4.ccaceeer ska seas 165, 167 
NOLOIS 7 eae eee 36, 42 
NIIMICES reece eat eet 2575-2576 
OUMFINGIS See oe hae twee eee 2567 
OUKISEe ee neces 2567-2568 
OUMONNOIS 6 sacra ree 2564 
Oils. . .898, 2454-2455, 2457, 2567-2568, 3007 
Pressure Switches....... 287-288, 290, 3016 
Protection ConttolS .2...<2.e550c000% 3018 
PUMPS2 260 cn ee 2562, 2568-2569, 2578-2581 
REQUIAIOIScweccce rare meueeene eer 2096 
Relief Valves ........ccceeeauae 2573-2574 
REGaIKIS 2 sees tne sacs teens ommend 2580 
RING MUTIGNS: cock cn cdo cen meme sna 2575 
salely ValVeS 2222. cagen esac ees 2573-2574 
SIENCEIS Gee eerie ees 2575-2576 
SlantsUDIKNS:. seca sae ee rae ke 2567-2568 
ankS POMaDiG aces es tome aeseos 2570 
Tanks, Stationary............... 2570-2571 
Throttle Controls ............00 2574-2575 
VaGUUMNPUIMDS seas cceee ceases 29578-2580 


COMPRESSOR/GENERATORS .. . 2560, 2562 
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Al ere 955, 2496, 2559-2566, 2577-2580 
Air CONGHIONG!. . vacnc nsec eia anna 3014 
Batlery-POWEIAW ca. cni cance reas 955 
Beal Aline cate es sek 1770-1771 
Climate Control........... 2562, 2577, 2580 
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DC-Operated ............. 2559, 2579-2580 
DiahhitaGi ace cetera cs eer 2578 
Diesel-Powered...........00005 2561-2562 
EIGCINGS rnctne sist ane eee 2496, 2559-2560, 
Pe ee eee 2562-2566, 2577-2580 
Gasoline-Powered.............. 2560-2562 
HVAGs eurenccn on ener 2562, 2577, 3014 
OUN-LOSS 2503 eccunas 2559-2560, 2577-2580 
PISION eee ee ene eee 2579-2580 
PISUORSR ING tec cre epee eh Cone neteiae sats 920 
Portable........ 955, 2496, 2559-2561, 2579 
Regenerative Blower..............005 2084 
RING: or cree ee ere ae cee cee 2584 
ROIS creer eee teen er eee 2578 
Rotary ScreW. 5... eee ces 2062, 2965-2566 
StatiONaly: esa vane 2559-2566, 2577-2580 
VAGUUIMPUMD eccsawenese cease: 2578-2580 
WalVe SORINGh a tanstan te anetetanty aaa ners 920 
Vehicle-Mounted ...........ccceeuuee 2559 
COMPUTER 
Air Conditioners...........000e000008 2996 
CaDNEISiacee sae cee ee ee 353, 1328 
Gable Adapiers <2 wes seccene cee sees 361 
Gable WavSasauecc cee emauamumiancks 1338 
Cables ......... 155, 224, 348-350, 352, 354, 
Ae Aen ets 359, 361-362, 2328 
Gart POWGr SIPS: «nce cerns nese. 1343 
ConNSinectiase eat eee ee 1328, 1343, 1353 
GaSIGIS soca ee ee 1195-1196, 1198-1199, 
eT Teer eT ee 1209-1211, 1213-1214 
Cleaning KilS occceeuacveaesna sears 1575 
CPU Holders.............. 1321, 1339, 1343 
DESKS er cree eee rc eaamee 1328, 1339 
DISDOSAlIKIIS@eeee eee eee 512 
FUMMIMEC Geet eo eee: 1338-1339 
Keyboards & Holders............ 1321, 1354 
Links, Gas Detector............. 1777-1780 
EOGKS pacers se eee eee ee 1353 
Mice & Trackballs .........ccccuuuuas 1354 
Monitor Stands/Mounts.......... 1321, 2023 
MOMNIMOS tance cee seek tenes 2050 
Peripheral Blowers ..............02000: 38 
POWER GOMKS cs eee ee ee es ee 399-400 
RACKS ae ere seca omen teomnenrernei cae 1343 
DIAS sae eons wear. 1321, 1328, 1339, 1343 
WiDGS2 ec ce ere ee 232, 1512, 1518 
Workstations ............. 1328, 1338, 1343 
CONCESSIONS EQUIPMENT & CARTS. . .1458 
CONCRETE 
Adhesives ........... 891, 1597, 1631-1633, 
eee 1904, 2172, 2217, 2226, 2229-2233, 
eer rrr rT ae 2724, 2819, 2834 
AnehorPin Diversinc sea. cwecnec cee 2147 
ANCHONS:; 3cceecrs< oe 1632, 1790-1792, 2147, 
a rea rT eae 2162-2168, 2170 
BilSeene ee ee 709, 711-716, 2161, 2166 
BOS ose con nt tee orca a anne 2147 
Breakers .......c0uueus 673, 710, 715, 2513 
BIUSICS scene aeecs see 1544, 1579 
Bubble Removers............. 148-149, 670 
Cleaners..........5. 1519, 1524, 1549, 1604, 
Deon rama Seen Rae eee 1613, 1631, 1634 
Coatings. . .1599, 1602-1604, 1612, 1632-1634 
DISSOINGIS: nace ea oan cccanaa an a: 1631 
Drill BiSeaveeenes. 709, 711-714, 2161, 2166 
Dhiligyheececes 665, 667-668, 675, 683, 687, 
TTT ee TT rer re 690, 693, 710, 714 
EPOXxy Ellainél: .ectecs vareeeesens ees 1604 
FinishiN@O0ISrsee asters. cee 892 
Fidot GMRGelS: 2.) cacc ove ce acuathona ces 719 
HahGGS nese acne ee eecaeees 2147, 2168 
HandelelS cece eee ermine cere 1632 
HOGSie veer tora ek eka ence eee 862 
MiCHIPSieer cacti name 2172 
Mixer Drums/Drum Lids/Stands ......... 893 
NMINCIS marae ancemeee aan: 891, 893 
Mixing Containers. 2... 22.s canes ee eaes 892 
Moisture Meters .........ccceuuuuuaee 600 
NaWelS mace wim ee ence erate eer 2500 
PaiSsee cee ae 1596-1600, 1602, 1604, 
ee eee eae 1607-1612, 1630, 1634 
Patching Compounds . . .1597, 1631-1633, 2172 
PlACOiS eee ee ee eee 892 
Repair Materials ..... 1597, 1631-1634, 2172 
RUDDING BIiGKS Jo2c. Geen ceaee teen 892, 2393 
i-20 GRAINGER. 
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Sa BiageS sae nasser amerenn: 719-721 
SAWS eee eee nae aa 673, 717-718 
S@dlaNiSze.c cet ccees 905, 1599, 1604, 1612, 
see ere 1632-1634, 2221, 2230-2233, 2724 
SHLAVEIS: eam anni act ce tan 1001-1002 
Stain REMOVENS < o ccincc eevee sa wcens 1519 
SlaMnSee eects Se renee nan te 1634 
MIDFALOtSi a2 e eee om ieee 148-149, 670 
CONDENSATE 
DEdIRS se dace ce 298, 2572-2573, 2598, 3010 
PUMTAP RIES eos ee eer eee tee 2662, 2997 
Removal Pumps . . .2582, 2661-2662, 2997, 3007 
REUNIOVSIEINS. 220: osu u eee eeeanees 2661 
SENAFAOIS ovo cere eee es 2571, 2576, 2590 
SWICHES 32 vee a tee 2662, 3092 
CONDENSER 
Coil Cleaners............. 2446, 3011-3013 
Fan(BIAGGS. a: unc ceunante eneemannn: 2950 
Fal GONUOISss cts shen oee een: 3031 
Fan Motors....... 39, 44, 47, 49, 51-55, 63-64 
PING OIG 4 oe cone tae cts a metus 3094 
Mounting Brackets & Pads ....... 3091, 3094 
SECURIY GAGS occ ana niaeteees 3094 
CONDENSERS, 
HVAC ere neers are een 3091 
CONDIMENT 
COntalNGiS tn. casa eee nase cae 1443 
DISHENSCIS rae tce ee eeaican a 1443 
FUP Siec erasers aioe ma csencne 2667-2668 
Serving Centers................ 1434, 1443 
AVS Tce arene cea a 1443 
CONDITIONERS, 
BldkOieeee a toa aen ee ie wee ae 899 
FUG) Gn ceca ata: raieciae 896-897, 900 
Led Gleacce ocr eee ee eine 910 
UINGera aes ee ae 205, 208 
Medicated SKIN: esccsucutcestacdease. 1498 
POWEK oean cea cee 205, 208, 353 
CONDUCTIVE 
Bin Dividers............05. 1286, 1294, 1305 
BINS: nae eee 1286, 1302 
DUDHGARISe sere eee es 232, 2443 
MalS ss atten ee rece nae 1891, 1897 
PaSt@ tee cece mere eee Pease 590 
Racks/Rail UNMIS: cic ca cone een n ene 1280 
CONDUCTIVITY 
MGIEIS er eee ra eee 627-629 
Sensors/Transmitters .........c.ceeeae 630 
SOUMIONS mes ceeene te eee: 628 
CONDUIT 
Adapters .......ceceeees 280, 304, 320, 430 
Bender Handles/Shoes .............00: 850 
BendetSen satn mone accu enonie 850 
BldnKSee eee eee tee oe 308-309, 320 
BOGIES ee nce ae ae 313-314, 320-321 
BONGScrccuceemcen we 72, 74, 85, 95, 308-309, 
Nee ie ea ere 311-312, 320-321 
BUSHINGS 322.25. eee cece 315, 319, 323-324 
CaUS oeracinct meeuiewniee or eae 315, 320 
GlaMDS isc cee ee eee 316-319, 321 
CDSS in ee ee ee eee 317-318 
Connectors...... 306, 308, 313, 315, 317-324, 
ee reer 407, 449, 3035, 3046, 3094 
COVEIS@ ene eee 309, 311, 314, 316 
Cutter Replacement Parts.......... 869-870 
GUULGES csc sen ceaeas 305, 307, 318, 736, 845, 
Beare ee ee 853, 869-870, 2618 
Firestop Sealants............... 1883-1884 
Fitting Screwdrivers .............22.5 848 
FIRINGS: «ccna 308, 313-315, 317-324, 2828 
GaSKelS = coe ker noreanes ence 314, 322 
GHDStccenee re eee eee 327 
HaNGGiSicachnpereen cea ee 316-321, 2824 
HOle:S@alS sex on cusses omnes cere 298 
HUDS ieee oe eer 313,310,021 
Kits, Air Conditioner............00000s 3094 
KNOGKOUU PINGS! 2.cs.cr er eree ee ocas es 315 
EOCKWMIS =. 23ce eae ee 315, 320, 326, 407 
MAKES een che a ieee nee 373 
MGdSUIING Tape: ¢2<esseeecc cen cceeas 849 


Meter OnSeIS. ccc evn ue eee ct eee 320 
WAG Bicentenary ears eee ee 849 
NiDpleS eee eee eee eee 280, 313 
Nonmetallic Fittings....... 314, 320, 322, 449 
PISIONS ene eere octane eae eae a 849 
PMS eure aprte crrneirst araecitaenttes gr rtoece nen tertee 315 
RCUUCEIS aan ccnie nace ena ne 315, 320 
SIlAUSiseee ee oene ato se cee 317-320 
SUPPONS 222.26: 308, 316-318, 407, 2824 
CONDUIT, 
ANIMIMEM es hee cocoa ee 313-314, 324 
EleGIIGAl cess c ces 313-314, 320-322, 324 
EWN eect cea ere ene 313 
FIRGSIODin nace seeetas seek rear mane 1884 
RIGXIDIGh ar nie ctoeten nae 321-322, 324, 3094 
FOOG-Ghadb en ae cer oeen eee re 321 
GE eee ee eee ae mone 313 
MG eran ieenaae emma nace oiler 313 
Intelmediate4-sesacesee nce cone cee 313 
LiQUid=NGiiieece neta ccere eens 321-322, 324 
Nonmetallig.: 2cceecnecsocse eee be 320-322 
il] Ceara gee oreo ee reer ens PRP nue PEsL OE tee 320, 322 
RIGMGWactecvan ce canst weet, hee one 313 
olainlesS SIGE); co teaes ox cwee ee 313, 324 
SIGE panes nee ee 313-314, 321, 324 
CTV = Weller cee cern eteaepepetactPecea aan eetereacas 313 
CONE 
AccessorieS......... 1527, 1906, 1910-1911 
Baio oe eer eee ee eens 1911 
FallSie cscs cease ohne mannenier nan stones 2928 
CONES, 
RDIASING naitnnae cee eres oer 2391-2392 
GIVING ZO bee rrteareae eee meee ae 1910 
GHAGING saree eee cea: 2391 
Q-Ring Measuring................055 2173 
Pallet Stack Warning................. 1424 
SOW eeree rere aeaee 1527, 1910-1912 
Tapered Roller Bearing ................ 138 
MEG BUC Faerie nararausnadaietanenne sae 954 
hatliGees patie teehee 1910-1912 
CONFERENCE 
Room Chairs/Tables............. 1336-1337 
CONFINED SPACE 
Blower Ducting ................ 1784-1785 
Blowers/Ventilators...........5. 1784-1785 
Duct Storage Bags/Canisters........... 1785 
Entry Safety DVDs/Videos ............. 1943 
Gas Detectors ............00008 1777-1780 
Gian aliS eae eure cewten ccenentccee ote 1783 
HGAtGIS ere ee eee ee 1783, 3070 
Rescue Wristlets .........eeeeeeueues 1787 
Retrieval Systems/Components 

Peete ane ea ein ae 1786-1787, 1808 
SIGNS nannies 1527, 1919, 1922 
VaGSeee re ear one eee 1938 
Training) Materials. -.2 osns. eases. 1943 
MEIDOOS seareceretia ence neers 1787 
WIWGNESHe rca cetnne eeee 1783, 1787 
CONNECTOR 
BOGUS tec eticarra nomen amend at 337-338, 389 
Gables | cease eens 155, 224, 278, 283, 323, 

ee erat 354, 358, 362, 2480, 2716 
GriMPO@NS once eee. 365, 381-384, 389, 814, 

Eee 839, 841, 846-848, 853-855, 859, 924 
IISULALORS eae gat an eee 376-378, 389 
RitS artnet een ceca rece tees ere cle 565 
NUSeteeeen tee eee eee ee 326 
CONNECTORS, 
Z-PlieCe CONDUILe cnancese nae eres 315 
Acetal Push-to-Connect............005 2850 
PIP EME cen eu nec ere tee 962, 2519-2522, 2586 
Anchorage........55 1790-1792, 1801, 1806 
ANGI cree ees acta nwen: 322, 449 
AppliaNG@.. vaca ds ten 2521, 2717-2718, 3096 
Battery Cables inacs ats crt wen 666, 923-924 
Beltre recat cree eine ese 1115 
BING eccrenona caeecten meetin 351, 355, 561 
Brass Barbed............. 2530, 2849, 2854 
Brass Compression Tubing 

Eee acres eects ieee 962, 2854-2856, 2859 
Brass Flare Tubing......... 2853-2855, 2859 
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Brass Instrumentation Tubing .......... 2859 
Blass PIPE cee ee oe ee eee oe 2724 
Brass Push-to-Connect Tubing 

... 962, 2556-2558, 2806-2807, 2850-2852 


Brass MWDING 2 .c<ca04 962, 2530, 2556-2558, 
ee ee 2806-2807, 2849-2856, 2859 
BlasS WaSle: cenntnneneuiamames 2723-2724 
BUIGU Sara ee ere eine ae etre 322, 383 
BUILD Rese ote ener eee 383, 386, 388-389 
GAUIGs seine nee 323-324, 326-327, 336-340, 
ee 351, 355-356, 358, 360, 376, 379-381, 
eae eres 389, 561, 923-924, 2424 
ONONGRN ceteremune sian comemeune eta cae 923 
Clamp=IWPe@2ece sc ceeaeer ee reeee 324, 1308 
GIOSCUHENGES acer eaters 386 
Clothes DIVGl. ayeen Pesce ners ets wee 2717 
Clee nae. 2475, 2477, 2542-2544, 2549 
Compression............ 315, 351, 360, 366, 
ere oe nae 379-380, 382 
Conduit ........ 306, 308, 313, 315, 317-324, 
eer eee 407, 449, 3035, 3046, 3094 
GORVEVO! Bells. si: aeecan eseke eee 1115 
COtds Veena. 325-327, 336-339, 355-356, 440 
GPVGIPIDG 2 nos coe erce 2812, 2815, 2818 
DINSCaeer ere ne aa ee eta 2424 
DiSplavPOMsc. ons acne stew seenneews ee 361 
Dial anGi are nec ce emer anee 2821 
Duct. . .293, 1784-1785, 2945, 2949, 2995, 3097 
DUCHING NOSG aha een nace aes es 2612 
| Ee eeeretetreee rarareer nsec mene erent 361 
EleGHiGal -cstecsee: 262, 306, 326-327, 334, 
eae 336-342, 376, 378-381, 383-392, 
Eerie st aera 2656, 2883, 3035 
ENOIBIOGK@: este teeta eee 2598 
Fane enna e cena 351, 355-356, 360, 366 
FAUCOL : stse cc 2718, 2723, 2764, 2807, 2850 
Female Electi¢dlin.acscexecceneness ce 359 
Fiber-OpliG: 22) annsaese eee 356, 358, 536 
Flexible ........... 319, 322-324, 449, 2718, 
Re ee ee ne 2821, 3013, 3094 
Flexible Metal .......... 319, 322-324, 3013 
RE e epee ce eane neyeiy seeee ee 2595, 2598, 2601 
FUMIGEO oe eta cane aaa re 2717 
GaSe e eee aes hanna eters 2420, 2717 
Grounding .............. 322, 387, 391-392 
OUalhallieaseeena eee 1133-1134, 1789 
(010) Ieee eerie rte eee serene 356, 360-361 
MGAU GUA aie coma nnies ceiee eke natn 738-739 
HOalGk eee eeeee 2717, 3070-3071 
Hitch Safety Cable/Chain............... 958 
MOSO) cca ck vein 407, 962, 1013, 2482-2485, 
Meare enn are 2522, 2530, 2612, 2764, 2806 
NOSE: BAND ic. asccts meena 2519-2522 
Hospital-Grade...............0005 334, 340 
6G MACHINE seaaceusceeaecwanes anne 2718 
Insulation Displacement ............... 389 
Fighting Gable. an ancmentmecmmatin eats 376 
Lighting | FIMWIG 2. c cance eee ene 430, 449 
Liquid-Tight Electrical.............. 315, 322, 
Ee Oe ne OCR 325-326, 342, 449 
ROCKING eee coer ewe nee 322, 336-340 
Malleable Iron... ......ceeeeeueeeuues 324 
Manne eco cm cam emnmee ot 334-336, 338, 341 
Mechani¢al!.<s.secctreees se. 387, 391-392 
Miniature Strain Relief...............5. 326 
Moveable Gas Appliance.............. 2717 
MUlMAD ieee eee een 390, 392 
NEMAIAX rere eens eens a 338-339 
Nonmetallic Electrical 
ee ee Te 322, 326, 340-341, 449 
Sh /CO7 L011 16 agian eer eter sca erent err tee 407 
OVEN arene eae eee ate 2717 
PFA Compression Tubing.............. 2856 
Pitas ecrne cme cusstcnes 333, 383, 386-387, 389 
PIMANG SIGRVO: cones vac mcceteeens 340-342 
PING GR eee crete peers nee, 386 
Plastic Compression Tubing............ 2856 
Pidslle PIDe aceon. eae cae cee ae 2821 
Plastic Tubing......... 407, 2554-2555, 2807, 
Tene or ee 2821, 2850, 2856 
PUCUMANG se econentns ster coany aie 2586 
Polybutylene Push-to-Connect Tubing 
RR en eer a eee ea ca 2594-2555 
Polyethylene Tubing.................. 2807 
Polypropylene Push-to-Connect ........ 2850 
Polysulfone Push-to-Connect.......... 2807 
Power Cable.............00. 324, 923, 2420 
PUN Pie eet semree ee 2658, 2697-2698 
PVGIFIDG ene cha aca unr tetre 2821 
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Quick-Connect Electrical....... 383, 387-389 
Quick-Connect Hose ............. 1521, 2522 
Quick-Disconnect ........ 383, 388-389, 924 
RaGRWaVie nemarive ements ceecctrenn 304-307 
RANGGse eters er ter eae 2717 
RGN eee eee ee 351, 355, 360 
Refrigerator Water..........ceeeeuues 2718 
NG ee eee ee ee eee 381, 383, 385 
RODOUE CaDlG sere a ae eee nse 407 
SCLEW TERMIMAl ted newstu wees ene onnes 384 
SEH-OMIPDING ec eece ones ac cece 389 
Sel OCheW ere eee tee 315, 387 
SHPOUGEO yack ones ea cucee 338-339, 342 
SINGIG-WHG tare on enden oer cea: 340 
SIPOWS era ee ee eee 2723 
Solenoid Coil...........85 2543-2544, 2549 
SDAUGe wen eee ene ne 288, 383-384 
SOICG eet eae 351, 356, 360, 376, 378, 
eres 381, 383, 386, 388-390, 392, 2656 
SHIM BONieonnteetn ie eee ne eee 391 
SQUCEZE=IV Grice ace necra oe cance: 324 
Stainless Steel Compression Tubing 
Sey atta ae eee econ aortas 2857-2859 
Stainless Steel Instrumentation Tubing 
er ree rear ree 2857-2859 
Stainless Steel Threaded.............. 2851 
Stainless Steel Tubing .2718, 2851, 2857-2859 
Siralgiit.s eweaes 319, 322, 324-326, 381, 407 
SirdlONt-Blad@ sce. sees = ee ee 334, 339 
SralmiRGlel, 23s nieaa eee ee 322, 324-327 
ERM = a=W eee newer aes eee 387 
Terinifial Strip anewccee ore caesar ec 395 
Thermocouple............... 230-231, 596 
IWIS=TO-LOGKi ec ccneecne waren ak 336-340 
USBi cesta ae aen cre eeen eae 355-356 
Utlity LOGatOh sees cncaeees wrernas 565 
Valve .... 2475, 2477, 2542, 2549, 3043, 3045 
NG ae eee wen ee eerie es een eres 360-361 
Voice/Data.......... 293, 307, 351, 355-356, 
Se ee ee eee 358, 360, 376, 389 
Washing Machine ............55 2718, 2723 
Water Heater........ 2716-2717, 2806, 3096 
Water Hose ......... 1013, 1521, 2764, 2806 
Watertight .......... 322, 334, 337-342, 388 
Welding Cable .........cccceueueeues 2424 
WeldinglorGli cess eee ce eenn 2416, 2435 
WIG ces 355, 376, 378, 380, 383, 386-392, 
Vee ccmeeenceenet: 923-924, 961, 2656 
Work PlatOniGwsnweasrsnneeecennas 1048 
CONSOLES, 
Weather Stali0icanacnsse een aanaae 583 
CONSTANT LEVEL OILERS...... 2463, 2465 
CONSTRUCTION 
Adhesives ..........5. 891, 905, 1361, 1622, 
ea 1633, 1904, 2218, 2220, 2228-2229, 
eo ere 2232, 2237, 2819, 2834 
GalCulalors: esac arte ne eta ere 885 
Contamination Control Enclosures....... 1122 
Erosion Control Fencing.......... 1010, 1012 
Hard Hats/Helmets ........ 1635-1637, 1709 
Heaters .........00. 1783, 3068-3070, 3077, 
Ree hee 3082-3085, 3087-3088 
REAMEGIS ccna kem nee eens a 2259 
SedlaniS. 3. e0us ees ea 1391, 2226, 2228-2233, 
ee eee ee eee 2236, 2819, 3012 
NAD Givantcnce eens cueieee Bee chien aes 1391 
Temporary Power Boxes & Panels... . 412-413 
CONTACT 
Adhesives ..... 2225, 2228, 2237, 2834-2835 
Cement ..........5. 1361, 2228, 2834-2835 
CleahielsS sscareomen o: 901, 2446, 2448-2449 
Dressings: Gable = ovens sects cane 2443 
REUCIES teense eeereaee ce erste 2340 
MIPS accent cee ter en ar eto 2414 
CONTACT BLOCK MOUNTING BASES. . .246 
CONTACT BLOCKS, 
PEM ae ee ee eee 245-248 
SUI nanare ni 253-254, 256-257 
RUNINAIN hoe nee crema ae 160, 162-163, 
a rea 165, 169-174, 176, 298 
JEG ee eee 169-173 
LIM SWIGN: Sea eers nena. 264-265, 268-269 


Motor Starter...... 162-163, 165, 170-173, 248 
Pressure SWIC: «cece eicawes cans 287-288 
PUSH*BUTON: co.cc tcaa sees eos 240, 244-249, 
MR or ee re er 251, 253-254, 256-257 
Selector SWHCNG cc ccn cece ws 246, 251, 256 
NMG iDelaWe coker cee eens 169-170, 172 
CONTACTOR 
COS see ae ene eee ase 162-164, 170, 173 
Contact Blocks........... 160, 162-163, 165, 
Sear caiman ietr iat nr aaseree 169-174, 176, 298 
GCOnbaGliKitS 22eece ane anon < 163, 165 
H-0-A Selector Switch Kits............. 174 
Links/Mechanical Interlocks ........ 169, 171 
Overload Contact Kits ..............00, 174 
PIGRIQUIS seeps cee ree aces 163, 165 
TUMEIS ee ea eee 169-170, 172 
CONTACTORS, 
COMpaCheonuew ne are taamcc ene e ss 173 
COMPIGSSON en eee eee eee 3035 
Definite Purpose ............. 163, 173-174 
NEG cate roan ane oaieneareeiaine 168-173 
LiQhiin@cccntewe ne mee ee see Soe 163 
Magnetic........... 162-163, 168-174, 3035 
MGIGUIVcc rane erent te 220 
MOLT: Se cena 163, 168-169, 171-173, 220 
ROVGRSING: i oat ae ances nace ict 168-172 
CONTACTS, 
Alatiiics tee eee 174, 2053, 3036 
BUNA iceyearca cme ninces 160, 162-163, 
Be re eee 165, 169-176, 218, 298 
INGIGALI ee es ee eee 2332-2333 
EIQHUING:? cenacer tase rmmecreene en 163 
MagneliGue oct seein tee enn cas 2053 
MOtOF StQNEN :. wa eae cece yam 160, 163, 
rer ee 165, 169-173, 218, 248 
POWel CONNEGION...2ccncusseesaaaueccs 923 
CONTAINER 
LS sens ee 1136, 1282, 1292-1295, 1297, 
Se eres 1300-1301, 1401, 1431, 1450, 
Arann 1456, 1552, 1554-1556, 2461 
PallelS oem en eee ae oe 1135 
RaMUS eee nee eee eee mene 1127 
CONTAINERS, 
Adjusiable-Chule. nce cassaew ean. 1301 
Bulk ee 1137, 1299-1301, 1451, 1457 
Garly-OUPFOO0 ee ae ewes ree wen « 1436 
Chalice ate eo ene ree: 1055 
Gledi-nta ice ioe eee 1295-1296, 1450 
Collapsible sc cciv needs tan 1000, 1299-1301 
GONNA ee ae es 1301, 1402 
DIGSeleeveten eae ee ene ere ere: 1875 
Didi Seales ae ne eae ae 1858 
Flammable Material............. 1874-1876 
Fluid Storage......... 234, 1137, 2461, 2695 
FOIMUOWMNiece neuter eae 1299-1301 
Food Service........ 1286, 1292-1293, 1295, 
een 1436, 1443, 1447, 1450-1451, 1456 
Garbage........ 950, 1000, 1485, 1552-1558 
Industrial....... 1137, 1292-1295, 1298-1301 
KEROSENE rete i een te ee ene 1874 
WUDNGARee ase cee etre ies 2461 
MODIG 32 eee. ce ee 1299, 1304, 1309, 1451 
PlaSHC ance se 745, 994, 1136-1137, 1280, 
Sateen 1282-1298, 1300-1304, 1309, 1450, 
Be ee Ae ee 1533, 2695, 2751 
REGVGINGRe tar. vt aee es mene 512, 1301, 1558 
Roun eee eee 1136-1137, 1450-1451 
ohiarps DispoSal.c:: acnssce esses 809, 1836 
Shipping........ 994, 1136-1138, 1292-1293, 
. «1295-1296, 1298-1301, 1304, 1402, 1457 
SPECIMED eee eee 653, 656 
Stack and NCSU se oec cee enceer wees 1287 
SLACKING a acai 1270, 1280, 1282-1283, 
awe n ee edt 1286, 1289, 1292-1302, 1457 
OCC ees et eee 1137, 1289, 1299, 1301 
TO0ls eta ena 747, 994, 1296, 1303-1304 
Type I/Type Il Safety............. 1874-1876 
WAlGh rec emar avircactrarcne: 1137, 1297, 1533 
Welding Storage... ccc ccccceeeas 756, 2416 
Witeicoeaeics mena aanerecens 1299, 1301 
CONTAINMENT SHELTERS, 
DUSlenaceee nee en ne cen aan. 1122, 3060 


CONTAINMENT, 
Secondary Spill............ 931, 1251, 1525, 
Denar 1857, 1860-1867, 1869, 1875 
CONTINUITY TESTERS .. . 362-365, 536-546, 
Ter eee 551-553, 556, 558, 562, 564-565 
CONTOUR 
GdUGCSen ater eet mee cee enece a 884 
MaIKeGls ©2082 trance 2 eee merase 2422 
CONTROL 
Boxes, Submersible Pump............. 2655 
GaDlESsm creer ee er eet 344-345, 348-350 
CaliDkalOlS scacmcces cute eee 562 
Center mIME (Siren creer ieee 418 
FUSCStpieei ioe eee 177-181, 183-185 
KEYS rane note rane eee ee 1960 
Panels .... 229, 2052, 2330, 2655, 3030, 3081 
SlaliGnSen sca cee 240, 249-250, 275, 1125 
Transformers.........05 160, 205-207, 3033 
CONTROL RELAY 
dderiDOCKS. na etek uae hee umn toninn 218 
Enclosures & Latches ..........05: 217-218 
Mounting Tracks ..............005 216, 394 
Transient SuppreSSOrs.........ce ce eee 163 
CONTROL RELAYS, 
AlieMAlNG..cnve caw wan cose cemeanas 221 
MEG ee ere 169-172, 218 
NEMA. cot hae on ee 162, 172, 218, 220 
Ovenads oben. aadouces 161-164, 168-172 
PREUMANGaao cae uaewncee eee. 3041, 3043 
ROWED oc on poeta rete eran 215, 218 
Solid-State...... 162, 164, 216, 219, 224, 278 
Witte Delays 2c cawaese ce eee ce 172, 222-223 
MbANSTORNMOK 5, geccctcte wate neste cee ato 8 3035 
CONTROL SWITCHES, 
CableRulle een eee eee 274 
Disconnect.......... 160, 167, 175-176, 298, 
ae eres 342, 3071, 3075, 3077, 3094 
DSR ere 167 
EIGGINONIG Heese era eeen ieee rea 260 
Enclosed ....... 167, 217, 220, 240, 249-250, 
ee eee 264-273, 275-277 
FiGdlcriucacre. 291, 2620, 2628-2629, 2640, 
er eaiiaecoeaeta 2678-2679, 3046, 3092 
FOO eer eee ee 263 
Lillies caraecsentcerec aie aaa 264-271, 276 
Liquid Level.......... 291, 2620, 2628-2629, 
ere rete 2640, 2678-2679, 3046, 3092 
MOlOPs cence e 160-165, 167-169, 171, 174, 
eee 217, 219-220, 250, 259-260, 275, 287 
Photoelectric......... 281-283, 414-416, 470 
POWOCE BGVGlig naaiecueeeee ome eoons 581 
PIESSING eats neater ares 290, 3016 
PLOXINM ete ce ees ee mee 283-286 
Selector...........5 162-163, 240-242, 244, 
ee erent ree 246-247, 250-257 
Snap-Action............. 263, 270, 272-273 
VaGHUNee acne hutenre tear inryaiay 291 
CONTROLS, 
PA (20 | Wa eee RPE eg ee 3024-3026 
AC Motor....... 153-158, 160-162, 164-165, 
Se nega ae 167-168, 174, 215, 217, 220 
BOCPSS ec anccoue ence 1971-1980, 2033, 2035 
Air Compressor .......... 165, 220, 287-288, 
Bat cance acta cea 290, 2571, 2574-2575 
Air Conditioner............. 416, 2993, 2995, 
ee 3023, 3025, 3036 
RIPVOWWING eee cern cinhe ones 2656 
AguaStal teen aeons pane kee 3030 
AUG Galasso eae eee na 2968 
Building Automation ............ 3027, 3045 
CGIING RAMs aecec nce anc sete meee 465 
ClOGK eet ee eee ete 1375 
GlutehyBiaKG eatin ttuicates caters evans 95 
GOW BUD sree course uae nucen cenaunre 3024 
Compressor........ 220, 287-288, 290, 2571, 
tee a ee ree 2574-2575, 3018 
GOOMINGic cee ter oeess 2891, 3023-3026, 3028 
Gycle=Pil0tce. sence eee 3033-3034 
DID Giver eee nese erecta ete 3101 
DC Motor...... 27, 85, 158-159, 165, 217, 220 
DG SUGU eee ee eee 27, 85, 158-159 
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Definite Purpose Contactor ..... 163, 173-174 
Dew OSltc nares eae 3018-3019, 3026 
DeHUMIGIIEN ce eee ee ee 3028, 3093 
Differential Temperature .............. 3019 
Digital Meter ..........00000: 226, 227, 229 
DilMONe eres cee eee 1520 
DOCK DOOM se cewctene ve ce a carne 1125 
Electic GOOKING.... o.saaee: aeeaqeeate 3032 
Fdlleserea eee 153-158, 167, 217, 220, 416, 
ae rr 419-420, 465, 2917, 2922, 2944, 
Patra r ear 2946, 2949, 2955, 2968, 3016, 
rene rte 3024, 3028, 3033-3035, 3103 
FaiGeMlGh wi itenumensn we mee oe auneer 3035 
Fan Speed........ 154, 157, 465, 2917, 2922, 
ee a 2929, 2944, 2946, 2949, 2955, 3103 
PuUnnaCGian omen watcceta ae 220, 3033-3034 
Galage0Gk nsec ee a ree ee 1125 
Gas Burner............008 3032-3034, 3036 
Gale AGCESS Ta ciave ce sues eee 1969, 2034 
GEHChdWhaneee nen sete anne eee 262 
HeACPRESSUNGG ac ae aes eho sole 3031 
Heat PUMDicd vis actn eee 3020-3022, 3025 
Heating ......... 220, 639, 2891, 3022-3027, 
eats 3030, 3033-3035, 3066, 3071, 3074, 
Siem 3077, 3079, 3081, 3083, 3103-3104 
Heating/Cooling............ 158, 3020-3025, 
eee ae 3027-3028, 3030, 3034-3036 
High-Temperature Limit............... 3032 
HOISi ee ee eee ee eee 249 
HOt Walel nce: oo cee 2658, 2891, 3025, 
eee eT er eee ry 3030, 3037, 3043 
HUMIGINIGR core ete Seer ee see enee: 3092 
PIUIITNG Diese erence reer 3026-3028, 3042 
Hydronic ...... 3025, 3030, 3035, 3037, 3043 
ice! BINGVEl sean sa emer eee 1460 
MEG ere ieee ae tae aries 160, 168-173, 218 
InN aes eerste ee 3032-3034 
Induced Draiis. = sstcccereescacs 3103-3104 
INMINMGSecee eck wi ecirsaraee es 3032 
Infrared Heater ........... 3071, 3079, 3081 
INSGMION-IW0G 2s shen sac everse neones 3034 
INVENT car aaee e cme ene ciem i 209 
IRIQAUON 235 eae Saeco 418, 2764, 3039 
OVSHEK cece Gece cree cians 243-244, 247, 251 
Level Temperature...............0005 3035 
Liftilabl@c nasser cee ae 1182-1183 
Light-Sensitive............... 414-416, 470 
Lighting...5..:5: 158, 163, 220, 223, 414-421, 
ee ee eae ee eee 449, 465-470 
DM cise 590, 3030, 3032-3035, 3040 
Linear Motion Actuator ................ 146 
LIQUIGILGVEl cua teaeeeane paaae 2679, 2681 
LOGIGGE ete ee ee eee 224 
Low-Voltage............ 158-159, 220, 3035 
Machinery Guarding .................. 278 
Motion SANSON ¢ Sees ccccte ee a eee 468-469 
MOF occ uneeees 27, 153-165, 167-174, 215, 
ee 217, 220-221, 250, 259, 275, 287, 3035 
Motor Protection Monitor.............. 3031 
Motor Starter...... 160-165, 167-174, 250, 275 
NEMA Starter............ 160-162, 164-165, 
ere re ree 167-168, 173-174 
Odor...... 1504-1507, 1517, 1520-1524, 1845 
OUBUMCE ea ee 3036 
ON PRESSURG {ernest ee eee ee 3018 
ON=O lie cer see 163, 167, 249-250, 257 
Packaged Terminal Air Conditioner 
Sere ener ree ere 2993, 3025 


Panel-Mount .... 163, 165, 167-172, 217-218, 
. . 226-228, 240-245, 247, 251-255, 257, 275 


PenGant StaUON sce iccccee ssc ce ee eeas 249 
PHOTEIGNG, cases 240, 243-244, 247-248, 257 
PreUMALIG: «i 2.24¢50 conn 2551, 3040-3043 
Potentiometer ............00. 159, 251, 263 
Pressure ........05 287-288, 290, 570, 3016, 
ae eee re ee 3018, 3041-3042 
Pressure Transmitter............05 290, 574, 
ee eee ee as cetera 580, 3017, 3046 
PROCESS presen 229, 289, 415-418, 421, 
TT re rer re 639, 3018, 3025, 3065 
PONG aeerececue aero ee 2993, 3021, 3023, 3025 
BUM seers ee ren eee 3025 
Pun Dicveresecce 153-158, 165, 167, 174, 416, 
ere 2622, 2629, 2655-2656, 2658-2659, 
eer ee 2684, 2686-2687, 2689, 3035, 3046 
Push-Button......... 162-163, 165, 172, 174, 
ce 240-245, 247, 249-255, 257, 275, 1125 
Radio-Operated.........ceeeeeuueees 1125 
RANGE HOM boraesncn ee erie eee 2955 
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Refrigeration..... 3016-3019, 3025-3026, 3042 
REM@les eee cae ee 2022, 2922, 3101 
Salely S100 e. cea 243, 245, 247, 250-255, 
Brace ers etc euc is ack cea mee trernoes 274-275, 278 
DOPEWORIVGN yee teps cen ere ae 2504 
SINGIG=SlAGG aac ween eee 3025-3026 
SMapCUISG: water cwenes cence ter eee 3035 
SOlQMCNOMGGR rece cement yer ees 927 
Soldering Voltage...............00cees 239 
Speed......... 27, 153-159, 465, 2551, 2917, 
. «2922, 2929, 2944, 2946, 2949, 2955, 3103 
SPIGAUGH coe ee ie eee een 951 
SWiEHING: cq suman 161-162, 164, 167-168, 
ee rere ee 171-172, 174, 215-224, 3035 
Temperature .......... 229, 639, 2658, 2928, 
a ee ae 2993, 2995, 3018-3028, 3030, 
Se 3034-3035, 3040, 3042, 3066, 
Pe ae meee ae 3071, 3074, 3077, 3081 
UMPOUIE Seana ccmccemeee nce aneane: 2574-2575 
NIMC ses eens 169, 172, 218, 222-223, 228, 
Fe re ene ee 415-420, 1978, 3079 
TFASIMMMUGR os cre ce eae ace 580, 3040 
Universal Interlock Draft Inducer........ 3103 
Ventilation. .... 2928, 2944, 2946, 2949, 2968, 
ame 3023-3025, 3027-3028, 3030, 3034 
Ventilator Speed .......... 2944, 2946, 2949 
Washdown Motor.............cceeeuee 159 
Walel GO0IGIiaite nn vaanc aus anne wane 3019 
Water Heater............00, 416, 418, 2658, 
ne er eee 3025, 3030, 3033 
Water Level... .....cc cucu eueeeeeues 3039 
WEIGINGi ccc ce hasnt one sacar al 2414, 2419 
WWE live nereece sense aa atetier se 2655-2656, 3030 
CONVECTION 
Heaters ........0005 3068-3070, 3075-3076, 
Pee ee ea ace 3078-3079, 3084 
OVENS cpnces wee eee eat ene 638, 1459 
CONVECTOR VENTS, 
SCAM eatin ae aime tones re 3037 
CONVECTORS, 
Explosion-Resistant................08 3079 
CONVERSION KITS, 
GEOR eyeter connect oe eect uetccet me ete 3032 
ROSpildlOlsaanch uses soea ns 1763, 1768 
CONVERTERS, 
RC IIDG. caccwtecens pen 211-212, 560, 1977 
Elecitical/ PhaS@: sce. scene ee es 209 
EXIE DeViG@ AIG ccc) 2s. ckuott nace 1993 
FIQW&o: e ceeeareiecte a aa ee eoscreee 555, 2686 
ROR PNASG nes cass eue tone es nea 209 
RUST oerceeinee conics ererencae emer: 906, 1600 
SALI EASO rane entree acta are 209 
WS Bicccerseeraee pee ee eee es 361 
NIGGOU es eer oe eect acme ares ee 358 
CONVEYOR 
Ballranislerseees soe. teen te ae 1112 
BelbEACIIGiectmanccttm ecm oces tence 1115 
Belt Replacements....... 96, 108, 1114-1115 
BRGCK EIS: neces career eteerreaeer ine aces 1111 
Bishi HOMGES cyanea ote ee ants alr 
BRISMGSi aaron enna 1117, 1546 
GHaMENKSiee cites accra 116 
GUaNS cree orien cere ete aie 116 
DE MOWIS = eine orn cee eee 27,33 
Extend-a-StickS.........ccceeuuuuues 1108 
HarOWARO ne esas tle sneer 1108, 1111 
HOQKS eee ee ose ee nee 1108 
(0) C01 ee 8-9, 11-17, 19-21, 27-28, 
CT ee tt rn 31-35, 2474, 2577 
PlgleSsmeeos ween mince wane 1112, 1118 
Replacement Parts ..... 96, 1108, 1110, 1115 
Roller Bearings/Covers ............555 1111 
ROCIS.. ccna Santee 1110, 1112, 2351 
Skate WheelS: 2... cee eee ceaaees 1108 
SlaNIS sess eee ea nee 1113, 2351 
LOPS anes ee ee pene nee 1108, 1118 
SUPPOMG IPOGS oo eee ees: 1113 
WANS race caer nertnmeer yen anor: 1293 
CONVEYORS, 
BalPitanslebiocause dee cme nenare ate 1112 
Exandaple snc eeeeereen ee 1108, 1116 
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LETC A Meeenee: oreear arpa ceera or ean etre nner 1108-1109 
MOLONIZER Sa ees oe acters 1115-1116 
Ovemeadieoe oe eee 1111 
POMaDIGie ketene eee 1108, 1113, 1116 
POWCIEG DENIED ace ec asernc crane ee 1115 
Rollei none ae 1109, 1113, 1116 
okale WAGE. occ eec osc eane or ansos 1108 
alee ee ca cae poeta 1112-1113 
NGIESCODIG Ce ener nena 1109 
MAGHUNM ecard Waniacue ye eat cmaes ty ation re 2583 
COGKIES 2a eeein oe ees oer 1441 
COOKING STRAINERS............... 1450 
COOLANT 
1AU0(0] (1 (ogee ae er ee 903 
COlleig-s eee ence eee 2312 
DISDONSEISn = sot oe ene 2461 
HOSCS maa ee eer ten tees 918, 947, 2461 
MISIGIS; a eee ee eens 2461 
MIXCIS = re ee ee ee eae 2462 
OM SKIMMERS. 3 cicccucccaueeeeasaaens 2462 
PUMPS aaceunns 936, 2346, 2463, 2638-2639, 
. . .2643, 2645, 2648, 2691-2692, 2694, 2698 
alIKS eer eer eee 931, 2692 
VOSEENS icon rests ec creo 626, 918, 2462 
COOLANTS, 
RCIOSOl tect eae ee vee men ae eee 232 
EMUISION eae eee cae eee eee 2460 
ENQMIC cence ee 903-904, 962 
MISH ees cry ee ee ae 2458-2459, 2461 
Pipe Threading............. 873, 2351, 2460 
Synthetic Air Compressor ............. 2567 
Synthetic Machining............ 2459-2461 
WOIGINGietnacceenrs sen nmunatecaes 2419 
COOLERS, 
Beverage. . . 1462-1463, 1825-1827, 2719-2721 
Chest sa eee ee 1300, 1826-1827 
ENGIOSUNG: ccc cu deen 301-302, 2926-2927 
Evaporative ......... 2921, 2998, 3000-3001 
GOVAGG ea aee eee 2998, 3000-3001 
Manill@:sacck encoun ere mtn acute, 1827 
OU a re eee ee nee 2493-2494 
Portable. . . 1300, 1825-1827, 2998, 3000-3001 
Respirator Air... ......eeeeeeees 1769-1771 
SRIDDING eee ee eee eee 1402 
Spot... 301-302, 354, 2583, 2921, 2991-2992, 
err ee 2996-2998, 3000-3001 
SWAN cect rae 2921, 2998, 3000-3001 
McA Gls cweestereereneurtenet-s oe tettcene vanes 1826-1827 
WINDOW: face enc east cunaranee emceaen e 3001 
COOLING 
GiialiGceeceise Mote anan arse 1817 
COUN Giant een cenatan ena 1640-1641 
Devices, WorkpieCe .........0eeeeeees 2583 
MOWGlSees saree aint deme nc nie 1641 
NGSi PACKS ee tame cnatunran aauaroeicnne 1828 
NOSIS rcieucueriar haveeane sine es aca taetate 1828 
COOLING TOWER WATER LEVEL CONTROLS 
Bee ee eee et en Tee eee eee 3039 
COPIER 
GaStONS..< wih nea nies 1196, 1198-1199, 1202, 
ee eee ee ee 1209-1211, 1213-1214 
PaDClinecee meena ween a oer 1355-1356 
COPING SAWS.................. 886, 889 
COPOLYESTER..................... 2211 
COPPER 
Crimping Tools............... 382, 384, 847 
Cutting Machines: 2.2.0.5 4ee.c reece. 870 
Press T00I8: ves cece ave ces 867, 2800, 3010 
TUDING Brushes: scat canenevarnc 871, 2618 
COPPER, 
Rial listen sce aoatereccean ton acne 2179, 2185 
COPYCAT GAUGES................... 884 
CORD 


Connectors . . .325-327, 336-339, 355-356, 440 


LOGKOUIS 2 vers esac 328, 1946-1947 
Mana@el sence ceen eek 354, 1343, 2998 
PINGS ee ne eee 334-340, 342 
Protectors .......... 401-402, 404-405, 1131 
ReGLIQNIS: cee aac canara ee 396-397, 522 
Reels 2c eeasa ss 396-398, 400, 522, 2526-2527 
SGalSyomecs cute seek aetna eed werent 2629 
Strain Relief Fittings .............. 329-327 
SWICIES nade sienna Ne 330 
Waptacrer cee oaeinae ewes ines increta: 2998 
CORD SETS, 
Ediliee see cea eater een cranes 2926 
SCNSON sense ee eee 278, 283, 2480 
CORDLESS 
Bah odWSrew macedim eer nan orate ctor: 687 
BIQWERS tance eeentaces 670, 679, 688, 988 
BUCS acute ear nae a 678, 684 
Cable Cutters........ 347, 671, 678, 684, 853 
Caulk Guns.............. 670, 679, 685, 688 
Combo Kits ......... 665, 667, 672, 674, 681, 
eee tee 686, 689-690, 692, 694, 710 
GrimMpPOlS so denvcewacsecs 381, 671, 678, 853 
Cut-Off Tools ...... 667, 677, 683, 687-688, 695 
Drain Cleaner Guns ..........ccccuueue 864 
DRMRROSSES ce renee eee eee 676 
Drills .. .665, 667-668, 672, 674-675, 681-683, 
Bee 686-687, 689-690, 692-694, 710 
Drivers..... 667-668, 672, 674-676, 681-682, 
ee 684, 686-687, 689-690, 692, 694, 852 
FalSsen cei seme cane enue ce 670, 679, 688 
Grease Guns ............ 670, 679, 932-933 
Grinders..........0. 665, 677, 681, 683, 686, 
Raed hain ree eee ee 688, 691, 695 
Hammer Drills....... 665, 667-668, 674-675, 
ree 681-682, 686-687, 690, 692, 694 
Impact Drivers........... 665, 667-668, 672, 
Pere er ee 674, 676, 681-682, 686-687, 
Pa eee eee 689-692, 694, 698 
Impact Wrenches..... 667-668, 672, 674, 676, 
eae 681-682, 686-687, 689, 691-692, 694 
Jigsaws..... 669, 677, 683, 687, 691-692, 695 
Nailers...... 669, 679, 695, 2496, 2498, 2500 
Orbital Sanders 2 c.s.e3 sees nccaes 678, 688 
PIANCIS sceagec ena sone 670, 688, 691 
PONSREIS en acces ners 677-678, 684, 688 
RalgneiSae eee eee cee nee 682 
ReDarNOOIS ee: acca ones cree 716 
RINGICES seers nee ee ee 684, 2506 
Rotary Hammers......... 665, 667-668, 675, 
reer The re ere 683, 687, 690, 693, 710 
ROldEy 1OOIS 2 cee cca cient 677, 688 
OGWS wes eee 666-667, 669, 672, 674, 677, 
eT ee rey 679, 681, 683, 686-695, 1004 
Screw Guns..........005 667-668, 686, 696 
Screwdrivers........ 668, 672, 681-682, 684, 
eer ee rer 686, 692, 696 
OIE ORS ae tae ee 670, 678, 684, 688 
Soldering Irons ..............0005 234, 238 
Spotlights........... 520, 530, 670, 680, 971 
SlAnIGISirsnene ae ate eee een 669, 684 
SWECNGIGass sc eee ene te ees 1569 
Vacuum Cleaners..... 670, 678, 685, 689, 693, 
Mee chynaaee 1563, 1566, 1569-1571, 1573 
WGI EES et aeonee sence act ea eee ee 108 
Work LightS 2. veut one. 520-522, 672, 680 
CORDLESS TOOL 
Batteries & Chargers.......... 381, 665-669, 
ee ets 671-674, 676, 678-679, 681, 
Seas 683, 686-687, 689-690, 692-694, 696, 
.. 124, 853, 933, 986, 988, 1004, 1569-1571, 
Ror eee oe 1573, 2135, 2496, 2498, 2800 
POWERGONUS sr. syste eral tance 665 
CORDS, 
ADDINGG aes eee ee eee 400-401, 470 
3%: | [011 =) Rese ee ge eer reece nee ae 413 
Batlery-RGGNANUG  cincanaciawurenane 361 
BINGCG eee 1102-1103, 1410 
Computer Power .............0005 399-400 
CONOM eee eee eee 1095, 1097 
DiGQpteee eee re eee 412,514 
ElASUIG an pretence ete aana red 413 
EIGCIICdll cece seas 347-348, 353, 362, 397, 
eee 399-402, 412-413, 429, 2926, 3067 
ESD ieccneac sence crave tie ives: 561, 921 


Can’t find it? Go to Grainger.com®. 


Extension........ 361, 397, 399-402, 412-413 
Fdllem ake aera ee ae 2926 
Fiber-Optic Patch. 3.2.2 .ec- ceca: 397, 362 
GeHeratOl.. vadeea sees 399-400, 412-413 
GECUEII Ete eee a 402 
GIOUNGING ete eee 387, 561, 1320 
Heath eecerante eames neers 3067, 3077 
LIGHT AG FIUEG na ntte crop eens aes 347 
PUG hieses orton orci 354, 357-358, 362-363 
PiGtalliteer wpe rce te cect aces 387, 2055 
POWGL oc nace 353, 362, 367, 372, 400-402, 
Pee 413, 429, 470, 665, 1764, 1779, 
ee ree? 2926, 2993, 2998, 3067, 3077 
Power Distribution Center.......... 348, 413 
PROC enseeeone ey enemies 359 
Respirator Power.........eeeeeeeeues 1764 
NUDE Re eee re ee cee ae 2206 
Safety Glasses). 22224. ce wees. 1656, 1665 
GASH vaice secrete tka eee ence 1095 
SOW omeurokeesan a meres tree Bar onies 346 
SI DOW ere ie ta remem akine 346 
STOW oe eee ere eimai ae 346 
Temporary POWer....... cece eee es 412-413 
MOS Wren shat tareterae re ey eho 400 
Tie-Down...... 1084, 1095-1097, 1102, 1410 
TOO teitnassc cheney atu eea en Aen tae 400 
i 7:1 aera nee pee iene ra tear aes gener ry 961 
WEGDitee career eer eee eee 1097 
CORE AND COIL BALLASTS........... 478 
CORES, 
NAWEIerar acs en ane aie tees 954-955, 3015 
CORING 
BIUACCESSONICS sec awetrrata cies sn ou 716 
BIS esa eet eee ee 712-714, 716 
Drill Bit: SHANKS stout ear ees aot 713-714 
DRIIMOUORS eet eee ort 716 
Drill Steno ra eae eae cee 673, 716 
RIQIBAGGS: tcc ta vaste crane tian nme: 716 
CORKSGREWS....................85 814 
CORN BROOMS.................... 1541 
CORNER 
DidOeS seers cin eerie 1105, 2019 
DIUSHOS «) seerter ces earners cae 1543 
GUanS rene sce: 1105, 1132, 1134, 2006 
Protectors .......... 1105, 1132, 1134, 1421 
CORNERS, 
Baseboard Heater .............. 3072, 3090 
Habdtalleervcrcrsees we auras tiie 1134 
RAGRWAW ence eran enn cee an 304-307 
CORRALS, 
CAR re eee ree ee eres ee ce 1171 
CORRECTION FLUIDS & TAPE........ 1359 
CORROSION INHIBITORS 
Sere 901, 906-907, 1600-1603, 1606-1608, 
See aes 2428, 2438, 2445, 2450, 2453, 2460 
COTS, 
BOOVi trea anna una canon aenmned ah cant 1823 
FING Glave: ree eset ne etg teens 1673 
COTTER PINS................. 2150-2151 
COTTON CANDY MACHINES.......... 1458 
COTTON, 
IRSUAI eee roe cee es 1830, 1834 
COUNTER 
Brushes......... 911, 1543-1544, 1546-1547 
DUStEIS?) nae ee ee 911, 1546 
GASKOISiscn races tae et ane gente atten ere 228 
COUNTERBORES................... 2257 
COUNTERS, 
DigildlMersanenenaan a 225-228, 566-567 
EICGHiGal ian sersc soe ateniees eee: 225-227 
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Electromechanical...........c.seee0e 227 
EIEGUONIG:-2- 2 ae ene ee 225-228, 567 
FRGQUGNGY cece roam rere ais 599 
Manillalieca te arn oth ac ce eresciy emacs 227 
We aniGal ce cee one ne eee 227 
Nonbeseriavle- 2c. eer ee 227 
PaniGletnanccauaneetseme semen ee 618-619 
Nescildule se -kanmeeeen eee ae 226-228 
COUNTERSINKS 
rey 699, 851, 871, 2255-2257, 2265 
COUPLING 
GiainS erence eaten ee eae 122 
COVEIS Sareea ee anne eee 122 
GIGASE roman ae ec wrrcit mec ete ae 2450 
INSCRIS ace eter et ae ee ee 127-129 
LINKS eri: sees een Gee eee 1071 
EQEKS cue eee et omer enna ee oma 961 
NUISS a eneee eoreeree ee a ae 2084 
PIUGS eee 2489, 2519-2522, 2765, 2767 
COUPLINGS, 
3- Piece CINCUIALON wen cere pt eae eee 2658 
S-PieCE COMMUN... cic cece ee ce eiaee 315 
Acetal WOMNGt eee eee eee ce 2849 
Rit Cylinder nea e eee cere eee 2539 
Air Hose... .962, 2519-2522, 2530-2531, 2586 
AUIOMOUING:aecc ceases 962, 2519-2522 
Black Malleable Iron Pipe . . . 2768-2769, 2773 
Black Steel Pipe.............05. 2769, 2773, 
See eae ere net 2776-2777, 2779 
BNC Cable. orem ee 351, 355, 360 
BlaSSir IPG tc eteey octets 2722, 2190-2795, 
Bee tiene ee ee 2818, 2854-2855 
Brass MMDING se eeencccen sees. 2805-2806 
Cam and Groove ............00. 2765-2767 
Carbon Steel Pip@ -.cc<esseccdcctaanc 2804 
COMPRESSION 2 222 ec atone 315, 2818 
Copper Pipe/Tubing... 2796-2799, 2801-2802 
GPG IDG ate cine aca ve 2812, 2815, 2818 
DISDOSCk erie ates eet 2732 
Drain/Waste/Vent..... 2722, 2798, 2808-2810 
DUING eter eae ieee encase 127, 2656 
DUG Nae rere 1784-1785, 2949 
Ductile-lron Pipe ............... 2779, 2828 
Electti¢ali: 2222 ssecceeoe 313, 315, 320-321 
FIOMID Ese ees eereno ee 127-129, 321, 449 
Galvanized Malleable Iron Pipe 
eae ee 2768-2769, 2773 
Galvanized Steel Pipe 
ee re ere 2768-2769, 2776, 2818 
Grease'GUAe s.naus oannces omeoere 934-935 
Haliicetene reet een toe 2776, 2782, 2785 
HDMI (High Definition Multimedia Interface) 
ean Tae eta cE te mene ee 360 
High-Pressure ..............005 2481, 2489 
Hose...... 962, 1013, 2420, 2485, 2519-2522, 
Teeter 2530-2531, 2586, 2765-2767, 3006 
Hose Barb..... 2522, 2636, 2764, 2767, 2813 
Hydraulic...... 2468, 2481, 2485, 2489-2491 
Industrial Interchange...... 2489, 2519-2522 
Moveable Gas Appliance.............. 2717 
Plastic CONGUt access aoe 320 
Plastic Pipe......... 2617, 2722, 2765, 2806, 
Sree ere aa 2808-2818, 2821 
Plastic Tubing........ 2636, 2764, 2807, 2821 
Pneumatic...... 2519-2522, 2586, 2765-2767 
PUMP weer. 129, 2656, 2658, 2697-2698 
Pressure Washer ........cccceuuuuues 1592 
PYG CONGUE 2 ears est eee se aee 320 
PVC Pipe ...... 2806, 2809-2814, 2818, 2821 
PVDF (Polyvinylidene Fluoride) Pipe ..... 2817 
Quick-Connect............ 1592, 2489-2491, 
errr 2519-2522, 2531, 2636, 2849, 3006 
Hallet eae eee he en eee 1308 
RUA Gable se se wc emenare cae 351, 355, 360 
RESPIRA eats oe rane ncaa cine 1765 
RIQMMIVPR2 ce ere rmenne ae 125-126, 315 
Safety EXMAUS ses oe ccteee ats caee cece 2522 
SEOGKEW etme cece 125, 313,315 
Silda es arctan aes 122, 125-130 
Stainless Steel Barbed ............... 2636 
Stainless Steel Cam and Groove........ 2766 
Stainless Steel Pipe ... 2519, 2521-2522, 2782, 
ee te cere ene 2785, 2787, 2828 
Stainless Steel Tubing........... 2781, 2803 
SIGANNGSE ean ee ar ene 2531 
Steel Chain Shaft.........cccccueeeaae 122 


Steel Compression Pipe.......... 2617, 2818 
Steel Instrumentation Pipe ............ 2780 
Steel Pneumatic .............05 2519-2522 
Threaded Rod ...........5. 316, 2084, 2147 
UMC QUIESS sete eet ae ee eee oe 323 
URAC reese ae ers 959, 961 
Tubing Insulauioiy i. 265 s2oreseeecaees 2826 
JN 0) | epeeme nants dreeeemrerte rsh rai eatin ape ycera 130 
WhivelSaleicssetce ce cena 130, 2531 
US Bei ceners autocrat ee ences ane aAeceome 356 
COURTESY LIGHTS.............. 968, 979 
COVER PLATES, 
ABS arent ence ce re ctr Stee 356 
AVUMUNUIW secs cece naan 309-311, 328 
Blakes rec aswn ates 305-306, 309, 328, 356 
BhdSS cnet es ee ae eo ee 311-312, 328 
Combination: =. ...00e sec ee 306, 308, 328 
ElCCHICal cnecas o0ck 262, 304-312, 320, 328, 
Peete 338, 340, 356, 3020-3022, 3024 
GFCI (Ground Fault)............... 310, 328 
NVIGI veneer eect tke eee 2 328 
PUG caer ese eae rretea sta ae ern ee 311 
EGG WAN cts erate atraaecctyrers 305-307, 356 
Receptacle.......... 304, 306-309, 328, 338 
OOGUNW Gee ne eer ene renee reer 328 
STAD OMe ee eee eee rere oe ete eee 356 
Stainless Steel..........cccce ues 328, 355 
Switch. . 259-260, 262, 304, 306-309, 328, 330 
Tamper-Resistant. .......cccceee eens 328 
TIMGHIMNOSUAL wae ceek tees er Ge ee ee 3028 
Voice/Data...... 304, 306, 328, 355-356, 360 
Weathenmrote cca c.ceaeccece tas 309-310 
Welding) ic iceiaenucn 1766, 1769, 2405, 2407 
COVERALLS, 
POLISIAUG rice racic crete a etic are 1623 
Chemical-Protective ............ 1739-1740 
GlednhOOli cae ster a nee 1738 
Disposablevs coves sens sns 1714, 1735-1740 
Electrical-Protective ............ 1707-1708 
Flame-Resistant ............005 1707-1708, 
ee err ee 1713, 1739-1740 
Flame-Retardant..........ccccuuuuas 1714 
General WORK sc icc Gate cece eaters 1721 
HOOUEU Fe sett cree 1714, 1735-1740 
Insulaledin caecntes cee crece eee wees 1721 
COVERS, 
Air Conditioner............ 2991, 2998, 3001 
Alaliicsscerenst oe eee ees 1979, 2053 
Automotive Fender ............c000uee 948 
Basia eee ene cea ee ee 2630 
Bealls ccurse caster ete 1709, 1731 
BOlanGi ec ceitun mereeeatenn ca ante. 1132 
Boot/Shoe..... 1623, 1732, 1737-1739, 1746 
215), G19) [0 | Aeeeer ener eneeesear seme nearet eens 1469 
Cableemecaneaene 307, 404-405, 1131, 2420 
Capacitor Terminal................55 65-66 
(Mea eter eran oe er ern ae ate 1156 
Chait COUpUMG i annette ea assem 122 
Circuit Breaker: vais eeu wceevewwscaecs 190 
Cle diacy arte ake epee ceiare temic 1450 
GIUEGI/BIGKG .. ¢.neccheedueeunwns wees 95 
COndUiieee cee ee 309, 311, 314, 316 
Disconnect SWItCh,........2c00.0000e eee 175 
DOOR GIOSEN ecco econ cae ot 1992 
DAU eer 1858, 1862, 2723-2725, 2998 
DIMI iccsee ee ene nena 1139-1140, 1861 
DUGleneero: eee 185, 190, 262, 303, 
ee ee eer ee 308-312, 320, 338, 340 
Emergency Eyewash Station 
ence Sheen ecaerea retard ee 1839, 1844, 2741 
Emergency Stop Safety............... 1946 
Enclosure....... 175, 185, 190, 262, 308-312, 
Peer ree 320, 328, 338, 340, 430, 3090 
Evaporative Cooler............5: 2998, 3001 
Ediieecs rn nee eee eee 2967, 2998 
FallG@UHOlG-e eee ance ae ere a 2723 
Fenelon eee ene 948 
IRC AlaniMieresten errs ence see 1979, 2053 
Fire EXUNGUISNG! cect cance ececes eden 1880 
FlanG@aetoc ee eee eee ee 2770 
FIDO BOK ree tee aes 311-312, 320 
FIUOFeSGeNt TUDE... .ccdccescovaccwacns 481 
Food Pans/Raeke 3g canes eva eees 1447-1449 
BOOGMN Av nce aerranmenme eine naa 1292 


ramming GHANNG suckin vaca ee sere’ 316 
FUNG eesterecrtece neice eres 930, 1861 
FLING ero nee eer cee en 1410 
FUISG ie pecs oa netach creche ean 185, 187 
Galiage Can: a2 eeocces a3 1552, 1554-1556 
GIOVE eine een eee eee ie 1715 
Healehe rae eee ne meer am ane 3074 
Hose Rack & Reel cascccecceieccnas 1818 
aCOMING! BOALG peta ssess nce n etna 1475 
Load COnteinvcncure vee eeu wee 189, 191 
Machih@iscceee re een 1100, 1410 
MallveSs. (cs cics ccs sede ee 1410, 1468-1469 
MOD cumnrentercmw tee seme etunnmracnies 1535 
MOON SCNSOR ic conc enes canes scanees 2053 
Open SlOtOUGhe cece atte cee ee 303 
Outdoor Equipment........... 951, 986, 991 
OUHCEBOX 32a eeenee eee 309, 328, 430 
Paint Roller ............00 907, 1618-1620 
Pdllebeee acer ee ae 1100, 1416 
PaneuMGlekcs scenes rset eke cee es 225 
PanelbOald. ce. vewae weer hen ewan 189-190 
Parts Storage Box......... 1282, 1292-1294 
Pincand SIGGV@l: oie fos cease 341 
PIDC ae eceeene 2722, 2832-2833, 2837-2838 
PlaAlecere ee cumeme e ee eee een 1003 
POQUILER cey teeter nccretecanntesteetrarrn tere noes 1481 
POSESIGONG cart saacue emery wer annen 1132 
Power Distribution Block............... 393 
POWOIIOOL Coe crete te penance 1100 
Pull StallORiez vena wee eee: 1979, 2053 
PUSH-BUTION Safetyicc..s.20-neee eens 1946 
RAGGWANG ean cee aes irnci tune cetin: 304-307 
Receptacle.............. 309-312, 338-341, 

ee ee Ore een nce 1552, 1554-1556 
Recycling Container........ 1555-1556, 1558 
Regenerative Blower Filter ............ 2584 
REGUlalOl tee eet se ese eee as 2094 
Relay (Nistesc scene ee eee ee 219 
Respirator Faceshield 

es 1761-1762, 1766, 1769, 1771, 2405 
Respirator Filter........... 1760, 1762-1764 
Respirator Shower............0.00005 1768 
SGd sea ee cee eran ee eee 948, 1494 
SHULLCR eee eee nee ee eeeean 2967 
SIGNGS perce eae a nani enc ck eta aes 649 
SidWallBaSetn eee eee serineer 280 
SHOWDIOW Che weer eee cree 991 
Sorbent Drum ............ 1846, 1848, 1850 
SPICAUCR canvacn eanennnde ray cones 951 
SIGehiMG WHGG! cere eters eres 948 
SUODE ING semeconnwn eas eens 2053 
SWC eee 169, 175, 262-263, 288, 290, 

eee te te ee ee ern ree 308-310, 328 
TeSlOl teak hanna nae an kee eae 1119 
TEMMINALSWID er eeres eee cece eee es 395 
TRENIMOSLAT eter atecac katte enc 3022, 3040 
MONEE S@abrccten vmanuwaalauta ne cena 1494 
TOLG BOX 2a eee cnn 1292-1295, 1297, 1301 
VORIGAl ROG ercaacucatvaaten nea seen aniitacas 1998 
Weatherproof Switch.............. 309-311 
Welding Helmet Lens............ 1766, 2405 
Wire Stig WiNGee ecto cases eee cee eee: 1156 
CPR (CARDIOPULMONARY 
RESUSCITATION) 
Automated DeviceS .........ccceeeees 1838 
Faceshields/Masks ........ 1831, 1835, 1837 
CRACK DETECTION DEVELOPERS..... 2427 
CRACKERS................... 1440-1441 
CRADLES, 
Cable vig. ennocncwn se aeeeter ene 317, 410 
DEW eee eee ere 1143, 1864, 1872 
CRAFT GLUE....... 1361, 2216, 2237-2238 
CRANE 
BdSCoee te rere nate eerie 1064 
BUM GES cae enc eeereeeinen mr etemhecrnyern nec 1129 
ACK ese rains etree Wane 943 
PAS ae eee neers eee ere ore 944 
SCdIGS pamcui enema nce tte 1065 
SINGS eee ee 943, 1074-1077, 1079, 1144 
CRANES, 
Davin outer ene een penne 1064 
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DOCK reer een eres tees aeons aoe 1063 
FlOGt=MGUNT. cs ccaaca cece 943, 1063-1064 
Galilee cee ek ee 1062 
HV GNA UNI Gatn orate mere ements 943 
Ji eae aaa anna 1054, 1063 
MODIG Sees eee ee 943, 1064 
POMAUIC see otiae eens: 943, 1062, 1064 
SPACe OWNCha  onneeronnccwnnncenn 943 
MUCK MOUAE fear er eect eta ne 1064 
UUINTEY cree wont seers eeeieaccte age ne 943 
Wall- MOUS se cc2e cance eee 1054, 1063 
CRASH BARS....... 1976, 1993-1996, 2003 
CRATE OPENERS........ 814, 823, 861-863 
CRAYONS, 
EQMDEKayantiamaeten cis aia eaanme 884 
Palit ee eee ee ee 1365, 1614 
KG MARKING ieee eee 954, 1614 
CREAMERS 5... c.4ccdi ees dennesucns 1440 
CREAMS, 
BUN Galea ets ween ete ee 1829 
Hydrocortisone ..............55 1829, 1833 
Medicated Skin...........0000: 1498, 1833 
GREDENZAS:.. 3 ee 1337 
GREEPERS 3: ese eee ee 945 
CRESCENT WRENCHES ..... 797, 863, 2751 
CREVICE TOOLS, 
Vacuum Cleaner/Carpet Extractor 
Sods mare eek eaenuene 1565, 1570, 1575 
CRIME SCENE TAPE................ 1907 
CRIMP 
CISINPS sacra eee eceretne ese eee ee 2034 
Connectors..... 351, 381, 383-386, 389, 2482 
SIGRVES ee er ne eee 1088-1089 
CRIMPER 
BIddeS encores ea cone era 853 
Die AGADlGNS ceca ca euehaenur es 2265 
DIGS eeeeccne ae 381-382, 384, 847, 853, 2530 
CRIMPERS, 
Cable...... 365-366, 381-382, 384, 389, 678, 
ee 814, 839, 841, 846-848, 853-855, 924 
Connector .......... 365, 381-384, 389, 814, 
eer 839, 841, 846-848, 853-855, 859, 924 
ComdleSS 44-2 teaceeee 381, 671, 678, 853 
F-Connector...........005 365-366, 389, 814 
FORMING tecenacis ee 365, 381-382, 384, 389, 
ee ee 839, 847, 855, 924 
General PUIDOSE i sae scceeseaeaes 814, 847 
Halide tact ee 365, 381-382, 384, 814, 841, 
ee ee eae re 846-847, 855, 2530 
OSGi eens eee 918, 2483-2484, 2530, 
Sete een terae st eee 2534, 2536, 2805 
Hydraulic...... 381-382, 847, 853, 2483-2484 
MOGUIGIIRIUG ie temeueercneeme cere 365 
PIP ede cece wre hae once: 816 
Ratcheting s.05 aco 381-382, 384, 389, 847 
GOs ete ee re eee ees eee 365 
sheet Metall cece caw ceane soden wees 816 
Telephone Wire .......... 365, 383-384, 389, 
eee oe eee lear: 814, 841, 846-847, 855 
Midlinercnacnturauie stant atin iw amuce te ee 660 
CRIMPING TOOLS ....... 365-366, 381-384, 
onan eae 389, 660, 678, 814, 816, 839, 841, 
eee 846-848, 853-855, 859, 918, 924, 
Cae 2483-2484, 2530, 2534, 2536, 2805, 3010 
CROP DRYER MOTORS................ 34 
CROSS 
AVES DS: vacua ences ees 1790, 1792 
Dine ReVelStean econ ses aeons 880 
Pein Hammers............00 825, 828, 862 
MOSPLOGVEIS Scarce acne meets 883, 2336 
NISCS saa ea me eee ccs es 2346 
1-23 
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CROSSCUT SAWS................... BGG UORIODGS aaa ren cae eae 537, 540-541,558 Hose ... 305, 684, 735-736, 869-871, 2618, 3010 ExitDoor.......... ccc cee eee eee 1996 
RECOMICDS senor ss ace ota coc: Hol) sHVGFAUIIG Sheen eee eee ee 869-870 9 GaS.... cee eee 2430-2431, 2436-2437 
CROSSES, SENSGIS cnc ue eee eee 220-221,3092  Indexable Milling.................... 2005 7 (Gradualed! a. acsneucers eee cmesneccns 655 
Black Forged Steel Pipe Sanaa ant ate ane Rare 2/76 Shunts Bae e Ceeronne Grcere ose mim beeen Dab ace oseA A 560 Insulated Pr ee 841, 854-855, 861 Hydraulic ee ee ee ee 2468-2469, 2478-2480 
Black Malleable Iron Pipe eee eee 2768, 2773 Testers......... 225, 036-547, 591-992, 596, KOVdl cine een ceneum eae enersanaw eyes 815 Large BOI scitcnvensaenseaecs 2039-2540 
Brass Piece. fou cee DI O7GM. ote deae ew ene 55B- 559502, 00A- » NeVGras ncn cain vaate ea vmncethins WIGS eS ULGCKSCh eee cra eee ee 1996 
Brass Tubing .........seeseeeeeeeess DUGie RGCRI Sin aureemnee oer nares 647,504,971 LAMNdlce.surccctewoctarreeentane 891 Magnetic Piston................ 2480, 2538 
Copper Pipe/Tubing Te Lg EN aD 2800 Transformers MODOC COO Udo ooo boo oo 205, 560 Linoleum eee 808, 891 Mortise see eee eee 1996 
Galvanized Malleable Iron Pipe . . . . 2768, 2773 LOCK. 0... se eee eset eee eter eens 671,817 OXYGEN... sees eee eee teens 1773 
Hydraulic HOS@.........eesseeeeeeess 9495 CURTAIN LOODIRIG eo ee eens cua een ens CORUM aeractenrlann ciate sci eaieaeieie et 1996 
Nylon Push-to-Connect.............:. D557 UOUISA ii ieee eae 1120-1121 Milling........ 2281, 2283-2284, 2289-2290, SCBA (Self-Contained Breathing Apparatus) 
NiloniIbing keane ae B5G7, we HOOKS 22s een cae aes tera QA10, 2746 eee eee tect eee nee 2298-2295,2005  —- REPlACEMIEML |. se ccee asses enn es 1773 
PIASUG PING ce nresa arenes 2810-2811,2813 WallS.....-....eeceeeeeeeeees 1121, 2410 Paper... see eeee sees eens 812,1381  Tie-Rod....... 2478, 2480, 2537, 2539-2541 
Stainless Steel Pipe........ 2782, 2785, 2787 Pipe... ........e eee 305, 684, 869-871, 873, Welded............ 0... eee eee 2479 
Stainless Steel Tubing re ee 9953 (CURTAINS, 2 2 2 2 2 ha een eens 886, 2586, 2618, 2800, 3010  Welding............ 2430-2431, 2436-2437 
Nise ee 9960-9971 - PlaSM@icawaue veeaas sa on 2358, 2422-2423 
CROSSOVER LADDERS......... 1040-1042 Drench Shower..............5. 1843-1844 Plastic............ 684, 842, 869-870, 2618 
SAlWiRIGMiee eacy ncaa creases 278 POWGI 23)... 671, 673, 678, 684, 717-718, 853 i | 
CROSSOVERS, SMOWEN scene eee ee eemeg cr 2746 ey eee 684, pegs 
7 Vinyl Strip ........ceeseeeeeees 1202p Ratchet Where eee eee , 845, 
PUN eestedo conta ee ce eGt oe eda Ls TET EST gt iil eet eee nea enter fit edRebalee en ereeocrecie cers 671, 709, 712, 716 D-RINGS, 
CROWBARS........ 823, 862-863, 953,999 Welding.................00 eee 2AQG= 2410) oe RING ee aetee ene eee eee 1830 | Anchorage Connector ........... 1790-1792 
ROAR Veeere ee chan eee 724, 729, 814, 2392 
CROWD-CONTROL CUSHIONS, Safety 0. eee cece 811,1417 DAGGERS.......................05. 813 
Barriers .......eeece 1133-1134. 1352. 1527 CHAM ere arcs aeteer oer s ane 1821 SHS een aio 839, 841 -842, 844, 846, 848, 
1908, 1910, 2042-2043 EarMuff........ ee Sr ata naa aia pita Beare eran 
i re : Ce | av ean Paro Pee roeewi| [yj gmat || 110 Be eaergregeapgr ee enemeercr a Me eeeg rer erer iene Ctuators.......3041, -3049, G 
OS (gaan 1132, 1134, 1910, 2042-2043 Soil Pipe...............-...-eccc ee. Be’ ine ae 3045, 3101 
CUT-OFF Strapping. ........seseeeee 817, 1419-1420 Motors..........seseeees 3044-3045, 3100 
LOUIE LESS AA 22 ou ut oe i Saw Blades .......e.cccccccccen. TAG-7o1] OUetCM AD ec eee nara. Ae GURUS ee can ocean 3045, 3101 
SAWS eee ee eee 687,717, 724,736 Tang Drive......... sss eseeeeee ee eees 740 
CRUSHER REPLACEMENT PARTS paca ia ott Tool Cases Beant fore eer one Sa 2586 Threaded Rod Be RPP ear ETCH aE ORAS 671 DAMPERS, 
CRUSHERS NOOINGIGEIS# arene auet Weeureet eke: 1: VF, B91 AIT eee e eee eee ene 3100-3102 
demain Tools ...... 667, 674, 677, 681, 683, 687-688, Tubing . . .305, 684, 869-871, 1406, 2618, 3010 Backdraft........... 2937-2938, 2944, 2967 
Air/Oll Filler... sss sees eee e eee 190 695, 721-722, 724, 2508, 2511, 2586 Wire........... 233-234, 318, 347, 365-366, Balancing............eseseeee 3100-3101 
seen 383-384, 671, 814-815, 817, — Butterfly...................... 3100-3102 
CRYOGENIC SOLENOID VALVES. ...... 2880 CUT-OFFWHEELS, 9 rtttee 838-842, 844-846, 848, 853-855, Ceiling....................-.. 2943, 2945 
CUBE Abrasive..........-. 719-721, 724,729,734,  trrteeeete teense G59; 001,060, 924, 1089 DIUSON ass sssevecsceerereeemen ss 3102 
coe a ne Ur ea 737. 2383-2383 Wire Rope...... 316,047,671,678; 617,842, DUC. ccccccacerscavassacteacs 3099-3101 
Filters... eee 3053 Tr ee 845-846, 853, 1089 Fan...........sssseeeees 2938-2939, 2944 
THUCKS «6. see sees nese eee enes 1160-1162 eyrt-ourt Fle meet 2942-2943, 2945, 3101 
CUBICLE TAGs ee 709 ~-GUTTING FUTNAGeNENisecncatee rt ences tae: 2938 
D ; ToolS o.cch cee cdesecsueeee 667, 688, 729 BOGUS iccvitcecare ear caiiecwnae’sns 2210 Manual eee eee 2939 
ocument Hanger Clips.......... 1358-1359 Elsctodess; eee ee 2423" Motorized «3... oe. 2-0 2938, 3100-3101 
aha ese pee eee ee CUTLERY, FlWICS ox ect neces 873, 2351, 2457-2461 Radiation................ 2942-2943, 2945 
na einai rganizers......... 1337 Commercial..........eccceceee 1452-1453 GOUGING SHIGMS: cadscaccc ee ceeeenes 2423 Roof FoeconHneonounooNHooonUOboo GOT 2938 
Seeeet ener eneeenere nes Disposable. .......-sssss es .....1495~—*(Mserts.............+...-. 2801-2306, 2309 Ventilator........... 2038-2939, 2943, 2945 
Lubricants ...... 673,2001; 2408, 2457-2401 Wall... ccassccceen ds ccbaees uu 2938-2939 
CULTIVATORS. ..............4-. 999, 1008 oytTeR Machine Stands............0c0cseeaes 870 
CUP Blades... 0... eeceeeeeeees Bilyienie, MBs soe Scuus suo uoueus cuss ue. SIR Lata 
aaa lee a 724. 809-811. 814. 2618 Oils. . ee 873, 2351, 2457-2460 Signs eens 309, 1527, 1919, 1921 -1922, 1924 
BUSHES: 7 ceae eee ee 862, 2394-2398 Heads , oie 811 QUITS foes ees 2490-2431,.2408, 2430 © Tap@s ache ove coin ck ones eesoneseaa en 1907 
DISPONSCIS2 ee etter ce ners aa DCO Sree ne ee i ee eae PROG Sa erccsee ree a tere rats ey ee 2422 
HOO Serer ces necro yer ce epg, MATIEIEUCUSGIES Seay ade Bo BS ON ing ea 2423, 2430-2431, 2433-2434, 2436 DARTBOARD DARTS................ 1479 
HGS 2 onnettaameruer ests 1431, 1605, 1621 CUTTERS Tool Air Cooling Devices............... 2583 
ROCKS oo cere ek eee eee ee 1447 acsR 318. 671, 841-842, 945, 100! Mist-Coolant Devices............. 2461 DATA 
WHEEIS. 0.0... scree eee eee e eens 2391 Meee en are Bes aan i DHAIDCNEIS/ canatamentanreaas ae a Cable Crimpers .......... 365, 381, 384, 389, 
erry OOS occ ee ee eect cette tenes 5000 a ee 671, 678, 814, 841, 846-847, 853, 855 
Angled........c0005 817, 842, 844, 846, 854 pes eae aR Det 
a RAE ee Pa ela a oi 74g ‘Torches . . .2423, 2430-2431, 2433-2434, 2436 Cables... 294, 348-350, 352, 354, 357, 
tlle eels = Daa Ee ee ehepiiall ace 673, 713, 715, 717-718, 2514 Wheels............. Wei ile gst ese Sesteeeuesnerans 359, 361-362, 563, 1779 
Disposable. ... . 1431-1433, 1436, 1825-1826 Banding.................. SN aL a : ee eae nee pars 
Ae, : : 1830-1831 Battery-Powered ome 347, 671, 678, 845, 853 CYCLE PLIERS 839 ac Sec e cence eee n ene eenaes Bei 
= a a uD Said ata BCU Pee reese eee eee rte GEG ees toes are Sec cea! cena nee SWITCHES «0... se sees eset eee etree 357 
Measuring... esos sass 980, 1464, 1525 Haas Se eee eee (CYCLE TIMERS cecnt ctetca yn ont 418 DATAACQUISITION SYSTEMS......... 584 
CCUGUIIG it rercatesccorcrecateseee aca rcccde tony aise he dl cD Oy ncaa aati : } : d 
: BRUSH arene rater rere tee 987, 1007 
ee Beare VEX ter it tne evo cuits fig MUSA Sb bios: seus 2eedenoo. 26sec: 1126 DATA LOGGER 
in a ae DO acy, | Cables) caceen: 318, 347, 365-366, 384, 389, av ripen SENSOIS 0... ss sees cece eee seen eens 620 
Suit ae 671, 678, 684, 814-815, 817, SOfWATE «06... see ee eee ee eee e eens 963 
te Sa eg tse ree 839, 841-842, 844-846, 853-855, 859, And Pump Sets ................ 2468-2469 
a Se east es coe ee 861,969,994. 109 ‘BMISNGS <5... oti seteees ee eeueeen 1117 DATA LOGGERS, 
a 24 See ey ioe CUTIC ororte hnee ees 815,891  Gabinets..........sseeeeeeeeeneeees TOPs SUT onic eee 538, 551-552 
Cee eee CONG ere sane eae, Cast-Iron Pipe ........seeceeeeeeeeees g69 Carriers .. .1003, 1187-1188, 1782, 2411, 2437 Digital ............. 538, 551, 556, 562, 580, 
iba Cutting Shield. ........... 02.44, ae Wintth Goee 305, 307, 318, 736,845, Leakage Testers.................6.064 99 i, 584, 587, 592-595, 600, 624, 3008 
cteares eee ae ee eee mime puceerippayp) UUS: sgee near cargenoaroondaenge cot 1187 /Gas Detector -..55.......-- 618, 1777-1779 
MAUL TUR AScE MU joadp esos screen ts Deburring.........sesee0- 5298-2300) 2001 0 OMNIS ey eeeiente neers tae 2537-2541  Humidity.......... 584, 592-595, 618, 3008 
CURB Diagonal............ 839, 842, 844, 846,848, RaCkS............... 1... 1187, 1239, 2411 Light Meter ...........0..0seeeeeeees 625 
a a PEN St ae ere rons 854-855, 861,863  Regulators.......... 1778; 1700, 1782, 2437 SGA. ce sas wane iawesee eae een 551-552 
(NStallatiOmiAts ivan kann sewn wen 1131 DOUGH ooo. cc ceccecccuceceeeceeeess 1453 Replacement Parts ............. 2489, 2541 = Multimeter...............0005 536-538, 551 
RAMPS... 2... sees eee eee eee 27 brain Cleaner.................0c0.0.. ge5 Sensing Switches ...............600 2080) NOB caer tice ce ete ee 624 
SUOPS .. 00s eset eect et eee tees 1131 DrywalliGircles se aos ais eee Gag SuINDING BONES ceca ncaa ce ectase sta. MOU SO OCCHPAlICy stan ec crane 593 
CURBS DUG ane eee 303,816 Stands......... eee, ZAS Onl Oltucaccenee aoe enone ene 593 
ee fay Elesttlen eee, 347, 671, 678, 845,853  Wrenches.................seeseeeees S02 POW! <2. 2ecece nes necncen ed 938, 551-552 
APKING oe eee ee eee e eee eee eens ENQrAVING: sence acy ee oe eee oe 724 PYGSSUNG eo comet ee re 580, 584, 593 
ROOF. sees sete eect eee e ee eees 2962-2963 Film ooo cece cece cececeees 811,1417 CYLINDERS, SOUNUIEGVEl te apse eat een 624 
; ES eee ene gap Agricultural. c2.c5 scott w ewes FAM fy: VG URES (21; ip avepetr ere Org rearrange 593 
CURREN Hol ita eee TOR 740, O16 ot PMN were crater waite 1773, 2537-2541 Temperature ............ 543, 562, 580, 584, 
Calibrators............e cece eens eee 587, 591-595, 618, 620-621, 628, 3008 
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DATE CODE PRINTERS 
DAYLIGHT SENSORS 


Drives, Power eaten po eae Cee ae 
NRSuEMG ACRE 
Motor Controls. . . 27, 85, 158-159, 165, 217, 220 
209-212, 225, 469, 


Voltmeters . . .225-226, 536-538, 544, 551, 559 


DEAD BLOW HAMMERS 


DEBRIS LOADERS 


862, 2382, 2396-2398 


Replacement Parts 
871, 2256, 2298-2300, 2399, 2401 
737, 862, 2380-2382, 
2388-2389, 2394-2398 


1227, 1229, 1231-1234 
DECONTAMINATION 


DEF (DIESEL EXHAUST FLUID) 


Batteries/Battery Chargers 


DEFIBRILLATORS 


DEFLUXERS:. o.5sscceu cesta 232 
DEFOAMERS, 
GalQGless ees see een ns eee eters 1577 
Metalworking Fluid ...............05: 2458 
DEFROST CONTROLS..... 3018-3019, 3026 
DEGREASER 
SPIAVGlSiagags nee ee ee 1001-1002 
WIDGS#2 eet maa 1500 
DEGREASERS, 
Ailelalce ee oer eee 909, 939, 2447-2449 
Cleaner ............ 232, 642, 901, 908-909, 
ae 922, 938-939, 1508-1510, 1512-1514, 
«1519-1524, 2342, 2446-2449, 2460, 2963 
Flectronics........... 901, 1513, 2446-2449 
Equipment/Machinery..... 232, 908, 938-939, 
rere 1508-1509, 1513, 1521, 2447-2448 
Facilites se 1508-1510, 1513, 1519, 
are 1521, 1523, 1581, 2447-2448, 2963 
Fleet/Vehicle........ 901, 908, 922, 938-939, 
eee 1508-1509, 1513, 2447-2448 
Solvent..... 908, 939, 1508-1510, 1514, 1519, 
Nene eer cs 1522, 1581, 2447-2448 
DEHEADERS, 
DMM son eae nate eee 1140 
DEHUMIDIFIER 
AG ODIGIS eeaactet ane er erealaehe ees 3062 
CONMOIS 2 ee eee 3028, 3093 
RiINCES een sree en ee ears 3093 
Replacement Parts ..............2085 3093 
DEHUMIDIFIERS .............. 3062, 3093 
DEICERS, 
AUIOMBUNG oon. see ace eee es es 902 
BipGuacersc cate eran: 874, 1141, 3067 
DIME WalKerty ene cnmeetrs yeni aie 994 
DEIONIZERS...................00005 635 
DELIMERS ................... 1504, 2704 
DELINEATOR POSTS........... 1910, 1912 
DEMAGNETIZER/MAGNETIZERS....... 802 
DEMOLITION 
Saw Blades......... 719-720, 727-728, 2511 
SCICWOIIVEES 3G nau ncn meee eee pees 799 
Tools, PercuSSiOn...........ee00 713, 2513 
DEMOLITION HAMMER 
Anchor Pin Drivers. 2.25. i< ceccecaceas 715 
Asphalt Cutters ....... 0.0 cee eee 718,715 
BS ce ee eee 712-715, 2166 
BUIUPOMNS = oe ee 714-715 
BUSHING TOGISi vec ecek sce eee das 713-715 
GHISGIS eae ee here ne re eee 712-715 
NOW POMISE So ee eee eee 715 
PlalGS Goccys ent a anieni a teenage eee 715 
ROGIDINGES were tere ante: 713, 715 
OCTANE Sparc eo era eee aren ne 714 
OCAMMOO Seas nme acme ema ad neces 714 
SNaNhSece eee ane ee era reer 713-715 
Spades ate ere ec mere eer 714-715 
Stake DFVGIS shud cautenccuemeenee een 715 
DEMOLITION HAMMERS 
Foran Men sane Men eats 673, 710, 715, 2513 
DEODORIZERS, 
AQ 1505-1507, 1520-1521, 1524, 3061 
BOGU SHOP Gn aaa nn cemina at mn nia 1757 
Carpet/Fabric............. 1505-1506, 1517, 
Reece eas ron anaee aareatone ners 1520-1521, 1524 
Dumpster/Trash Can....... 1505-1506, 1513 
FIFE aNd SMOKE. ce cee sees cates 1506 
ROCGM Reenter: creer enn eta 1506 
ele aat eraeenne ween e 1505-1506 
LiQUiGisceaee eee 1504-1506, 1510, 1513, 
rere eee 1520-1522, 1524 
Oldies ates 1505-1507, 1510, 1521, 
eT eT a ere 1524, 1757, 3011 


Product Index 


UG gl ees eaters yen cena nee eget eoee 1505 
WalliBlGGK ce acrrar one ere ee ren eee ne 1505 
DESCALER CHEMICALS 

Sen eae er ee 2446, 3003, 3011-3012 
DESCALERS, 

EVapOralgn Pall s.esavcnsseeeawe ee ees 3012 
HUMIGMGh ives sans etenmenen ae tae e 3061 
HIWAG eager aerree ae eerntos 2446, 3011-3012 
Ice Machine/Line............... 3003, 3011 
DESCENDERS ..................... 1808 
DESICCANT 

BAUS eee eee ee aes 1413, 2589 
BIGAHICIS: fens en eeean nes 1413, 2463 
DIVGIS aetna vented 2988-2089 
DESK 

GhalkSimcaasinceee A isriann secre e 1334-1336 
CIbanNeTS asa eens Sec cerns 2446 
DolliGSe = eee ee eee 1192 
LIQNtS eae ee tar 515-516, 2340, 2359 
MOVelSio ae nee eee 1192 
POUGSIdI Sauce ni atact a encae eon 1345 
PHONGS con ee ehyene Ce errr ae te 2036 
DPACE GAVEISi er ac aneen (avueaae naa 1358 
TOp GiGaniZers: 5c eee ace eee 1337, 1358 
DESKS, 

GOMPUUGR 2 ecrce spree paetnnes ee ee 1328, 1339 
Lap: cenae cee noon eee etn: 1382 
MOUIIMesatannamnnr iia ers 1169, 1327 
RNITIG Goer verclerene crouse see eee eee 1337-1339 
SHOU aeee wer rene 1157, 1169, 1326-1327 
SIPC arena aera ee 1326-1327 
ME OHAD CU encase erty ecte eres 1337 
WallMUNGHrccrmie mann ecaca remain 1327 
DESKTOP FANS............... 2923-2924 
DESOLDERING NOZZLES ..... 232, 234, 236 
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AVIGNG ce cnanee in cain canta reraa 622 
DETENT PINS............. 959, 2152, 2321 
DETERGENTS, 
RulOMpbIeR ao tees = eee 908, 910 
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Ch WUUG i eetee cerantuer str: 1646-1648, 1732 
EVOWOiaaii etnucmtntnar easement 1665 


Can’t find it? Go to Grainger.com®. 


Hairnet/Beard Cover 


1395-1396, 1398, 1404, 1450 
1496, 1498, 1501, 2727-2728 
- cc. 981, 936, 2461, 2463, 2465 


1496, 1498-1499, 1501, 1514 
670, 679, 685, 688, 2172, 2219, 
2233-2234, 2236, 2238 


een 1496-1498, 1501, 1514, 


Swimming Pool Chemical 


Wall Block Deodorant 


DISPENSING NEEDLES 


559, 583-588, 590-591, 
594, 637, 1455, 3026 
Test Instrument Replacement 


Systems, Aerosol Can 


DISPOSER HARDWARE 
DISSOLVED OXYGEN METERS 


037, 604, 878, 880 


DIVERTERS, 
ss Sennen eee ten ete ce ee nmr 1857 
DIVIDERS, 
Acetal Push-to-Connect............005 2850 
Bin. ..1279-1280, 1282, 1284-1291, 1294, 1307 
BING Olea vnsc neers ear: 1361-1362 
COMPASS aa tesa e sree eran 884 
Did Wel. coset 1289, 1291, 1303, 1305 
DUG Peer ene eee 303 
FIQOMBOX ncn ace eee tone earn 32 
HY GrAUG OW sacar a oneness 2477 
PIdsiC BOK: scans cee oe ne 1289, 1291, 1294 
PlaStiG MDING: auwus aces errr masa sc. 2850 
RACCWAY naawecnenianunnan nn ts 304-306 
ROOM eee err eee eects 1121, 1352 
Shelitccss ounaaewenuc. ¢ 1242, 1246-1247 
DOCK 
BUIMDGES 2 peer c sae eer are arene ae 1129 
Chock Chain Hangers ..............65 1130 
GhaNGS rene eee ee 1063 
Guta DOOIS.6. eee ete ee 1121 
Door GOnWels 2. ecc es cece es aa 1125 
DOOK S@dIS i.3 ctcncaaneess 1124, 1128, 2000 
DOGF SNGMEIS so c.ee concrete reece 1128 
FANS ee eeetie cc aioe nares 2919 
Gal@Sicnee eee eee 1128, 1134 
EAUUGRS reer crass @ eeieeeioe terre 1040, 1049 
EOVCIEISa eee = meee eure 1128 
LIQHIS Sa eee eee eee 518 
RaMUS steerer ene eee. 944, 1126-1128 
ROUND DOGISa ne ae eee ie ean 1123 
Safety MINOIS: ..252502.2400255: 1913-1914 
SCUICS arcane se racked te te woe 1429 
OCICCN DOO). ssae ee cna cee eee 1121 
DOCKPLATES..................0005 1127 
DOCUMENT 
DISDIAVSiiar conn aho rare eanaaren 1383 
Holders ......... 830, 950, 1358-1359, 1383 
POGKel HANGGIS wccawevus cease ese ncs 1383 
POGKGIS yee eres areas: 830, 1358, 1383 
POUGKES ere cen etie neercene 830, 1383, 1404 
PrOleGlOFS's..222. ccs 830, 1361, 1380, 1383 
SldndS= tates eee eee eee 1383 
DOG TREATS ...................... 1440 
DOLLIES, 
UIT eens oe weir access 1135, 1192 
BAKONVildVier ec ene te seer cee tetas 1292 
Bait prmsrcretener rere ween een ieee ee 930 
Barrier/Safety Cone.................. 1911 
Dileaece nae 1192, 1281, 1287, 1290, 1300 
GabiGle veer ea cere 1192, 1275, 1870 
Godlee hernesatae eg ciae erie eeeee state aces 944 
GhOSS=BlaG@Gn eases eon ee 1142 
DSK ince cere eae tre aot 1192 
Distifdek: ane ct eens ene 1447 
DAUM Gee: 511, 930, 1142, 1556, 1565, 1861 
Ea NRAC Kee irae scien sash ee es ee 1166 
FIUSRitaece eae ene 1106, 1191-1192 
Furniture ...... 1168, 1191-1193, 1275, 1341 
an DANG CAM ac ast ocr ee cats 1556 
Grease PUMP ri canuntansawmeenna na. 930 
iNGUSWIGl sac seer sree eee. 930, 1142, 1189, 
RereePene a era 1192-1193, 1275, 1861 
WaGiiiGracnss ts tate es 1192-1193 
Palle eeercser renee cence ea 1142 
Pallets artan sare cennretnc ae eenene 1135, 1192 
Pallolionesaenrac me nena ne a cae 1168 
PIDG fecom name ane eens eee 849, 1168 
PASUG vnc: 1106, 1142, 1191, 1292, 1556 
NeMIGeKdlOk sane e oe ae 1189 
ROG Renee scete tans een 1142, 1192-1193 
Spill-CateniNG ceseerecte isc eensee eee 1142 
pldek Giidlk 23) ta yeahs eee 1190, 1341 
SICClos ea er eeear es 944, 1142, 1163, 1168, 
ee er eee en 1192-1193, 1275 
Tote Box. . . .746, 1192, 1287, 1292-1293, 1300 
Wittelernasse wanae setae eae ne 944 
Wood’ PlaifOtinies sce ee chemeeuare ene. 1191 
WOMSIHNOMGtcetanaemansaw anes 1865 
DOLLY ROLLERS ................... 1193 


1-800-GRAINGER (472-4643) 


Sign In to Grainger.com® to See YOUR Pricing 


Product Index 


Dome - Drill Bits 





DOME 
CAMGhaS une aaaneeter erect 2045-2048 
Dinner Plate Covers..........cc0ue0us 1445 
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EAIGRES = yee es cee 829, 2005, 2017, 2762 
Lock Batteries...........0, 534, 1976, 1996 
Epek KNODS ceaann eee eee eee 1993 
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Heat-Retaining............0000: 1120-1121 
lil PdGliors ete ese ee ee 1121-1122 
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DOWNDRAFT TABLES.......... 2363, 3060 
DOWNLIGHTS................... 429-430 
DRAFT 
WGHCERMOIONS ict ease cette cee 60 
Inducer Mounting Kits................ 3103 
INGUCEISS2 ee ee ee 3103-3104 
DRAFTING 
ChaltS6 Sl00lS 5 ccecnacee casas 1333-1334 
Table LiqhiSne cease ce nae 516, 2340 
DRAIN 
AIMS2.seereen cet s 2722, 2724 
Ball alVGS: eens ece oceans 2572-2573 
BHISHES ea ecee ra ees 1544-1547, 3095 
Galen basi Pans ...acesscerccacssees 1858 
Cleaning AirGuns ............000000ee 864 
Cleaning Bladders.............. 2437, 2751 
GOCKSe cee et ye eres aes 2914 
Covers ........ 1858, 1862, 2723-2725, 2998 
EXTENSIONS: sc vas vee wea cose a 2722, 2124 
GaleS tay osceew er er neem eenan ne 2810 
GhalinGSanwanneancceend 2723-2725, 2727 
HOSES coe scot 1857, 2587, 2634-2636 
Lift Rod Assemblies..............000. 2723 
LIM MCGIGISs cece nue cae cone actemares 3067 
MaintaieiS oe ceca cee ee ea ee oe 1504 
Openers... . 864-865, 1504, 2437, 2751, 3010 
Pan Treatments ........cceeuueeeeues 3012 
PalSeennsseeeee 931, 1857, 1861, 1869, 1875 
PIUGSa eters ee 1297, 1859, 2723-2725, 
PCr eee eee Tae 2748, 2808-2809 
PUMPS 2022s 2619-2624, 2626, 2631, 2640, 
er ee 2661-2662, 2676-2677, 2694 
SCal'CONTAINCNS «4 ceccvacveausaaces es 1858 
OLAS eee ae ee 1858, 1862, 2723, 2759 
SPAM CSere en eee es eee eas 998 
Stopper Chains ..............000eees 2723 
SIODDEIS: ac een eet toe eee 2723, 2748 
Strainers .........5. 2723-2125, 2721, 2/48 
TallbieGeSiaxcwn coek ve vemos 2722, 2124 


MRADVAGADLGRS scien ee Gee ante eee ee 2724 
Traps .... 2722, 2724, 2732, 2808-2809, 2821 
Valves ... .2571-2573, 2597, 2730, 2914, 3010 


DRAIN BOXES/TRAYS, 
FQOG SCIVICG a. cceeites ees cenens 1450 
DRAIN CLEANER 
AccessorieS..........005 673, 864-865, 2437 
AUGGIS cormasone bee eee ee 865 
Cables nce acioceeren cee. 673, 865 
GUBLEIS = ee ee eres ee eee 865 
GUNS eee ae 671, 863-864, 2437, 3010 
HOSCS a arccreceecns eale eo ccrne eac maneiee 1593 
Machines.......... 671, 673, 863-864, 2437 
MIGOUSES re eerrtenn cerca erence ere 865 
DRAIN CLEANERS, 
LiQUIG/FOAM: cise ceate ce eae ne 1504, 1521 
Watiticl rca ss erpeeeore tea ever acters 863 
PIDG sere 671, 863, 2437, 2751 
NOUGIe en ene ee 863 
WET CL eee cecrs eoetecceserertaeet ee ctnea oe eeane 864 
DRAIN KITS, 
Air Conditioner..............0.: 2992-2993 
MEAL RUMP scene cstiemneaecticenya caus 2993 
AUK rare eee eee 1297 
DRAIN PANS, 
Automotive FUG! j2c5 esc seccmeveeee es 931 
FUINAGE = cae series ea oe eee 3092 
Water Heater......... ccc cece eee eee 2716 
DRAINBOARDS, 
UtINity:GINKiiaeecre neers etree ae 2729 
DRAINS, 
Air Line Filter........ 2571, 2593, 2597-2599 
Automatic .......... 2571-2573, 2587, 2590, 
ea Tae eee 2593, 2597-2599 
BallNaWe ee oee taco caer 2572-2573 
Electrical Enclosure Condensate......... 298 
PlOOhoeerar igre ere tes 2724-2725 
GUNG heen eee ee eee 980 
LAVAlONV atone one 2723-2725, 2747-2748 
Ucar eee trea cen eet eect 931 
ALO) Re ee gr ener rarer cepn nr ar PY eee eT 2725 
SHOWEN se acmea ioe eck maten 2723 
Silken cee 2722-2725, 2727, 2747-2748 
WaSl@s ssc 2722-2725, 2727, 2747-2748 
DRAW 
HaSDSek a. ie maaan ween Ac oem wens 2016 
SINUS eee ne eee rrr eae 852 
DRAWBARS, 
HitGiicaeeece eer eee eet 958-959 
DRAWER 
BINGes ee ee ieee 1290-1291, 1303, 1306 
DIVIGGNS 2 vane anus 1289, 1291, 1303, 1305 
HaliGinGiilSsce ns can eee tae ec 1320 
LOCKS ce eee eee eee 1317, 1963 
OFGAMIZONS 33: Satanus tie acces 745, 1305, 1444 
SIIGES ear ocean ore ee 2017 
DRAWERS, 
BeMGiivnre cues ease ad ver 1316-1318, 1320 
Cabinet Storage........... 1170, 1263-1265, 
eH eM ee ne ene 1305, 2055 
Calin sects tanita ene eam: 1319 
COMpPAnMeNtGGd: 2.225. sense cease 1305 
DESK reyes ica taa neta aie 1320 
HalQiQewer cnet ate tee a cere 1320 
LOCKING: tenets one eee ee 1320-1321 
Parts GabIN@l. 2 ac. cctee eens 1305, 2055 
SHEMING sone et eee we ert eee 1306 
SIOLAGG serra conceit es 1305-1306, 2055 
WOMDENCHs cnn mocsawce seca ede 1316-1321 
DREMEL ROTARY TOOLS ............. 724 
DRENCH SHOWER 
GUildINS eer eee ei eres: 1843-1844 
Detergent Injectors .................. 1824 
HEALCESicraeuco aren cotidunrcatmenm een: 1824 


Get back on the job even faster now with grainger.com/repairparts 


HOSES ican ens anes 1824, 1841-1842, 1844 
PUN Sine ce cet eee ere ete 1824 
(CSlIeISe ee eo eee eee 1842 
WastiiWallS tac sere ope neces creer 1824 
DRENCH SHOWERS ........... 1842-1844 
DRESSERS, 
Grinding Wheel ............0000000ee 2359 
DRESSINGS, 
Beltatenicst eum etnrarn nna 2440-2441 
Gable COnldGt tea et ee eee 2443 
DRIFT 
PINS eee cee ee ee ee ee 862 
PURCH GEIS. ene te ee eee 821 
PUNCHES excuna ae aa 821-822, 862 
DRILL 
And Drive Accessories............. 700, 768 
And Drive Sets............005 699, 701, 851 
ANGIG: KISH eeu Seema: 697, 703 
Battery Chargers............. 667, 671, 674, 
ney accu ae 681, 686, 689-690, 1570 
ClaMNPS! eases een seee renee een ae 2316 
Colles aes 729, 2312, 2346 
DiS ee a ee ee: 2315 
DRUM IMIXGIS 3.2 ease ee etee a eke se ee 893 
EXT@NSIOMIKINS <2. cf emeeneeel ae oe en ce 697 
EXtCHSIONS 2 snus eo eemeee eee ees 705 
GdGeS +. eanees ona ares nee 2338 
HOGS tect ceo nceecoeeees 755, 2315 
Hole Saws......... 706-708, 816, 851, 2813 
HOISIOES ene ester ares Seine eee 755 
NIG Scere eet sees cient ameencucee eet: 2586 
Mill Sige eee re ean eer cs 2295, 2344 
Replacement Parts ..........seeeeees 2254 
ROUS aera mecacien act comer. oe ae 2187 
SIGRUESon eee een tnaerta eee ean 2315 
Stop Collars seer trae eee eee 123 
Wire Brushes... . 862, 2395-2398, 2400, 2618 
Wie WheelSs cen. saeaee eee 2395-2396 
DRILL AND TAP 
GAUGS oan ence ne anette oe te 2338 
OCIS eee eee eee 851, 2262 
DRILL BIT 
AGA DlCISiaeeecn nanan eas 713-714, 716 
BIDOISs acne eee reac ee 713-714 
EXIGHSIONS 2 cues cot atau eee 705 
SMANDCREIS sce ee oa ne eee eae 2254 
DRILL BIT SETS, 
Countersink......... 2255-2257, 2262, 2265 
EIGCINIGIANS =o. sees. aerneee eae 711, 851 
GlaSS-angilil€s cc. ae weer saewees ee 709, 2169 
Hamel ceca se sheet ene ee: 709, 711 
HECSNANK 2s aoa eccmen ees 698, 705, 851 
MaSONIV tre ace emcees tare 709, 711, 851 
Metalworking. . . 2239, 2244, 2252, 2255, 2262 
WMGIIG Ge eee ee 2239, 2244 
Multimaterial................ 699, 704, 711 
nick (Change: 2272. sesenes seat eens 699 
Lo OR rarer ene gene rarer cera Ornette aera 704 
WOOdIBONING 4 rene nmeccnmuuicunene re 705 
DRILL BITS, 
APE dbOl cee eae paces eto 2244 
AelOSPaGe arn a aenna ate 2239, 2241, 
ee eee 2243, 2245, 2252-2253 
AlCrN-Coated.........cccceeeeeaaaae 2249 
Amber Finish.............. 704, 2239, 2250 
AUC once re tere eee 705 
Black and Gold Finish 
Se eee 2239, 2241-2242, 2250-2251 
Black Oxide Finish............ 698, 701, 704, 
eT rer eT ort 709, 2239-2241, 2243, 
eee eteeaeitrcree 2245, 2251-2253, 2256 
Bright Finish ...... 699, 704, 851, 2239-2240, 
Sear icaniee ne 2244-2246, 2252, 2255-2257, 
ee re ee rae 2260, 2262, 2265 
Bronze-Coaled. 22 cne ta cones kaa nee 2239 
Bronze Oxide Finish...........00cuu0s 2250 
GANG  Reetccter eens 709, 711, 851, 2161, 
Pearce eer 2244-2248, 2255, 2257 
1-27 





Drill Bits - Drywall Product Index Sign In to Grainger.com® to See YOUR Pricing 
Carbide-Tipped .............. 708-709, 711, Concrete........... 665, 667-668, 675,683,  Pad............ 1578-1579, 1581-1582, 1584 Replacement Tubes.................. 2675 
eae Gina: oon aaeate 713-714, 716, 2260 Poneman s Cor WOU, 00a ANU io POSleatee ware ae tence eues nee ONO) a OPlaVelScn a acees ren ee eee a OU 
Center Reamer...........000008 2206-2207 GOMOD cae es 696-697, 710,714,724 Power......... 665, 667-668, 672,674-676, SIralN@iS sa. cccndackecnnks come cess 2675 
Ceramic Drilling. < osc. .4 wane ee 709, 2169  Cordless........ 665, 667-668, 672,674-675, _—.......... 681-682, 686-687, 689-692, 694, 2143 
Cobali saan. 704, 2239, 2242-2243, 2246, 681-683, 686-687, 689-690, 692-694, 710 PUNCH............ ccc cece eee anes 676,852 DRUM PUMPS...... 896, 933-934, 936-937, 
eer ener 2250 2253: 2255-2250 (GOMNO ae cee ees eee ten Oho, P16 HOUIHANGOR cree ee este. ee CUAT eee cee teh, 2000, 200e-201 1, 2000 
ColdiFite Goated i ccaecree see vuaeeic 704 +=D-Handle............... 687,097 710 0) OU Oran roca ate roms me aterce: 665, 710 
COMBINALION . 2cceno sees ene = 851, 2265 Diamond/COrindvacvcscsvcm ocr cct ee Mlbaee SOd learner tener a eee ae 912,917 DRUMS, 
Concrete ......... 709, 711-714, 2161, 2166 Driver.......... 665, 667-668, 672, 674-675,  Socket..... 696, 759, 768-769, 776-778, 2503  Closed-Head ............. 1138-1139, 2695 
CONMACIOE Sacer y cetacae erees TO5;, 709.7 sae eae. 681-682, 684, 686-687, 689-690,  Torque............. 672,682, 686,692,696,  Collapsible.............00c00een00ss 2363 
GOolaRETMOUGI =: + ses ca eee es 220Q) an haat mien henna O92, C94 21Gl ccd ccoreaeseeneceaes 786,856, 2504 Concrete MIXE? osc cccccceun denne enn vs 893 
GCOMNO ener ee eee 713-714, 716 Electric ...... 673, 696-697, 710, 714, 716, 724 Dist Collection aan tee ae nace nee es 2363 
Countersink...... 699,851, 2255,2262, 2265 ENGNG sass pee ean seas eee ee ee 1008 DRIVES, FIDE! crore crane manu nen ieee 1138 
Double-End << ctcesnananant ac 22522255)" \Gas=POWPICO .cry.aqe eure deneuy ees NODS ONG | cwirae nae eee actncme cave 153-158  Food-Grade.............0eeee, 1138-1139 
EQIAS FAMISMe accents ao els mceureuts 2246-2247 Hammer........ 665, 667-668, 672, 674-675, Adjustable-Frequency............. 153-157 Garage Door Cable................... 1123 
Extended Length...... 105,:2267-2248, 22520 ki eves anne ee 681-683, 686-687,690,  Motor...............0ceeeeee 27, 153-159 Hazardous Material........ 1138-1139, 1861 
EXI@NSION: 2 a 2crsn stasis: 224-2240 2202 0 | chan canewn waedans eau 692-094, 710,714 POWE? cacanwisaecaniaens wee) 27, 153-158 HDPE (High-Density Polyethylene) . . .1139, 1861 
GlagsiDGNINGe ee eee 2169 Mid-Handl@’.is42..c0: 2 eeeee nce co BOG se IMUM Dee eel seats mene 1354 Open-Head............0ceceees 1138-1139 
Gold Ferrous Oxide Finish.............. AOA SRISTOIGIID 35 a-< nasa) ceunteaes 696, 710, 2504  Variable-Frequency............... Ipdet9e» COVEMACK occas coe scte eee na ns 1138, 1861 
Hammer...... 709, 71-714, 7162161, 2166 PREUMALIC nnccccc ees nnc aeeneateene) 2504 Pidsllewe cue tune 1139, 1861, 2695 
HEX SHANK sc cone eaee wae 698-700, 705,851 fReversible........ 696-697, 710, 1008, 2504 DROP QUAN WOO lees nce coset, seeenaer tensa enee cree 724 
High-Speed Steel............. LD AUG UES SU Goh oe choco nse bomrneoogannnnee. 25 So IBOXOS apsunen ae ea eae a ete 1350, 1967 Salvage ......... cece eee eae 1138, 1861 
peace 851, 2239-2242, 2245, 2249-2252, Spade........cceceeeeeeeeeseseeees 697 — Ceiling Box Supports..................347  Shipping....... 1138-1139, 1573, 1861, 2695 
one ere 2255-2256, 2262, 2265 GIONS cc shes ceed roe 11001101, 16238 SHON ketones es 1108, 1578 
lAS@ltst asc aaa cae 703, 779-780 DRINK Conds eee ee ee 412,514 Storage....... 1138-1139, 1573, 1861, 2695 
Jobbers Length....... 704; 2239-2249' 2252 § COOIBIS. nw avacn ones aaneaauues 1620-1027 WightSivascsese ces ena gusase 396,516,522 ‘Traffic Channelizer.............00000: 1910 
Left-Handed......... 2299-2240); 2245; 2250. CupHOlWdeiSs,2. 09s ses aavnes seeee es 950" “Slot SaleScae ae es eee 1968 Vacuum GIGQNGl. <5 20s cceae cece nee 1573 
Masonry. . .709, 711-714, 716, 851,2161,2166 Cups........... 1431-1433, 1445, 1825-1826 
Mechanic's Length ............. 2239, 2250 Dispenser Stands............... 1439,1825 DROPPERS......................... 658 DRY 
Multimaletidhe: s: 1.0. eres ROO ali) PaDISPONSEIS tas cence eee ts 1825 BauNBGdS acer cntres cea aaen ene 639 
ParANOle ace x cnee es 704, 2239, 2242,2249 MixXeS..........ccceceeecuuues 1437,1825 DRUM BablSareo ee ie en eno eet 639 
3) ee eee ene 704, 706, 708, 851 Adapters 20s 1144, 2675, 2677 Blast Cabinet Guns ............. 2402-2403 
Rad igi (Poli areca sense, equa ee 2242 DRINKING Rasins ae ena eee 1864 Blast Cabinet Media.................. 2404 
REAMED wcuena ws onmenwnnnt 2296-2257 Fountain Filters........... ccc eeeees 2706 = BlanketS........ccccccccuceceeueuus 1141, ~ BlastGabinels cicecnrencs cacneuen acd 2402 
Reduced Shank...... 2239, 2241, 2250-2251 Fountain Replacement Parts........... PENI BOGIES yas enue eee ee etn: 1864 
ROC Kitgcmac saps aaien semana ts Tl) AFOUNTAINS fear arcscas yarn 2718-2720, 2731 Bung Sockets..............eeeeeeees 11409 DRY-ERASE 
Rotary Hammer............. 711-713, 2161 Water Systems.............005. 2703-2705: “Cabinets: .2.:<.00:00lseseves neon: 1872 ‘Board Cleaners 2.3.2.2 cs coca 1367 
or (1/0) 0 Eee ent ea weenie 2239, 2250-2251 CarrierS .....cccceess 930, 1142-1146, 1188, Board Magnets ................ 1359, 1367 
Screw Machine Length..... 2245-2246, 2262 ODRINKS................. PAST IC2584820 0) 0 eee eens 1190, 1861, 1864, 2673  Boards........ 1337, 1352, 1358, 1367-1371 
mel Reedi yaar wen camnnrnes amare ce 705 Gatisteer eee ane eee 1864,2673. Calendars: 5 ....censcee acess aes 1370-1371 
Silver and Deming......... 2239, 2250-2251 DRIP Gradlese cso eens WN4S 1864, 1872 JEASCS ace eee ene eee ane 1370-1371 
Spade... 0... cee eeeeee ee eee TOD, 7NS-7048 EmptterS oaascvancusii« evades veveawe 274 eo DehealelSaacrenran cree ee eae 11 4G) SS ERASCNS 22 o yc tee en cree eeceee 1367 
OPedE-ROIN serena ee men en eas 709, 2169 Trays .......... 931, 1857, 1861, 1869, 1875  Dispensers........... O61 HAG 1146 1186) | MaRKeNSc 2s) coe ante aor eas saree 1367 
sibel fel LG ee terre 2242, 2246-2248 Dispensing RACKS ..........0seeseees USCL ee SHECIS pacar nee nannies oe 830, 1367 
Split Point ...... 851, 2242-2244, 2250, 2252 DRIP PANS, Dollies ..... 511, 930, 1142, 1556, 1565, 1861 
sleaMm-OxXiGeiFINISH 2 seen. c corse ee 41:7 \\| ee ee en ee O91 1251 DUIMPERS a... eet etek ea: 1144-1146 DRY ICECHESTS.............. 1300, 1402 
SHOP. cece ete eee ee teen ees 704, 851 Fans eae eee ee 2920-2921, 2923 
Straight Flute... ....00..seeeee seen 2260 DRIPPROOF MOTORS...... Qed GstA Afaon pallets tae, seca tena es 1140 DRYER 
Straight Shank....... CER LUA Panel oe ee 19-26, 36, 46, 51, 56-57, 59-64, 2658 Funnels.............0005, 930, 1140, 1861 Arm Extensions/Adapters ............. 1493 
straw Finish. .......++..+: 2243, 2246, 2250 GasKGlSiaawewec mine nan arene 1139" “BOOStEE FANS sits nes senne naeras eee 2949 
Taper Length .....0....sseeeees 2248, 2252 DRIVE GIabDerseera cence: eee 1 RAae 146 Conds 430 ee cane ae eee 401 
Taper Shank. .........+sseeeeeeeees 2251 Adapters ........00se0.. 155,699, 710,873 Grounding Wire .............0sseeees 1876 ExnaUst DUCH a dcce ssc ten asa 2949 
Threaded Shank.........ceeeeeeeeees 2PM G ee ee 9309 Heaters ...........cccc cece eee sees 14S ee Shiecig a eee ee ee ee 1516 
TIAIN-Coated ... 2239, 2241, 2243-2244, 2257 pote = = OG 18 O5G7 menSentS eee ee 1139 
TICN-Coated.............. 2239, 2241-2242 Bits 698-703, 714, 758-759, 762, Level Gauges..............0000. 581,1140 DRYERS, 
Tile Drilling.........+..s.0e 709,711,2169 765, 767-771, 776, 779-780, 854,860 LidS................ 893, 1139-1140, 1861 Air........ cece eae 2565-2566, 2587-2589 
TIN-Coated............ 704, 851, 2239-2240, Cans... sec cecseeeaeeeees (916.2656 Jlifiels nace ae 861,1143-1146 Air Conditioner..............0..e000. 3015 
ee 2242-2245, 2295-2256 Couplings.........00seeeseeeees 127) 2655 SLINGS rans ence fee 1139 Boot/Shoe ...........cecseeeneeeees 1757 
TINAI-Coated ..........seeeeeeeeaees 2248 Mounts..........0cceseeeceeeees 155157. EGadeG <eenctees eeecmesaceas 1144-1146 Clothing............ccseeeee seen ees 1466 
Titanium-Coated .......... 1. +00. 701,2242 pin Punches.............0.0000 B20, 2007 ULOCKS: penetra ee tree 1139-1140, 1861 Desiccant.............0c0e00e 2588-2589 
Wood Boring ....... 704-705, 709, 711, 2240 plugs eee ee eee eee ees 772,780  Mixers.......... 891, 893, 1141, 1605, 2689 Fire HoSe..........cccsceseeeeeeaee 1817 
PONS eccse rae ere eee 2656  MountVacuum Cleaners......... 1900 OOOO mutreer nate cena 2989 
DRILL CHUCK ADAPTERS. ............ tO lesveseae aa ein GOGH ODEN aaa) ee G3 airta0) 275i Gloweinenmrnnaenes eee were ae gets 1757 
NONSIONENS et oscr seen ae ees 1202124) COVEIDAEKS eee ee 1S C04 OO Mallicce enn eanae tence cea an eee 1474 
DRILL CHUCKS ................ 703, 2314 Train Tools ..... cess cece cece. 912,916-917 Pallets........ 1135, 1862-1863, 1865, 1867 Hand ........cccccesceceececeeaees 1493 
RINGS 2 cemr eect ae ae eee: IDO HENNCt ee cere eee eee 1757 
DRILL PRESS DRIVER LOG BOOKS................. O63) ROO vee renucausanwe yates W143, 1146  RiQuid ING. .satcn ces aemtesteeeen es 3015 
Annulay Guiles ccavcccen as cuenta teen 740 SACW VENIS ar accncn canvas seeecsen 1140 
GlaMPIKIIS eeuees wae eee ane 2316 DRIVERS, SdMplelScnute eee wees ee 633 DRYWALL 
CrOSS VISES 1... 6. sees sees eeeeeeees 2346 Anchor Pin.........seeeceeeees DIAT 216i ee sAUGGlS fener nn cinererane ee ntraine re abe eAdNeSINES ese 889, 1597, 
GuardS.... eee eens 2345-2346, 2363 Bearing ..........scceeeeeseeees 12,917 SaNGING\KilS 32 2e eee ee 71) ee Cee nae 1630, 2225, 2228-2229 
SS 2346 Cordless. ... 667-668, 672, 674-676, 681-682, ae eee pe ANGHOIS erase yee eee cere 2169-2170 
oe 684, 686-687, 689-690, 692,694,852 CIS ...... se eee ee eee cece eee eens WGI CUNGIS eee mee ee aemee ener Oud 
DRILL PRESSES, Cordless Impact. .....665, 667-668, 672,674, Sight Tubes ...............ceeeeeees IAD NetGlipseees cee eee 889 
BU Glbpesreopsnuocesoso5 cons. 2344-2345 _ 676, 681-682, 686-687, 689-692, 694,698  SIingS........-. sc eee ee eee e eens 1144" (Cormerbead 100lS...cs.c<caereess vane: 889 
Coo ee ee nin pang ac or adorn sae 676 Demolition Hammer Rod........... 713,715  StaCkers....... 000 ce eee eee ee eens OOS Se CUeOUl Togs ana riven aaah: 667, 688, 729 
AUN tos mapas non peace oc onagace 2345 Demolition Hammer Stake.............. 715 Storage Racks...............4: 1143, 1864 = Cutter Tools..............00: 724, 808, 889 
NAQUELG tet each miner 676,740 Floor Machine....... 1578-1579, 1581-1582 Switches ...........:seseeeeeeeeeees 167 Fasteners...........sseeeeeees 2169-2170 
Radial... ccee cece eee ee eee e teens 2345 Hex........ 696, 773, 778, 786, 801, 803,805 ‘Transporters................44. W43=1140"— iFirestopi Sealants: .2..¢e00sesce enn an 1884 
Variable SNeGd: so aeecenceccesne ea es 2345 Horn SUCAKEL re eee reo D040 . WayS iaccereaves des er cneues cureees TEGE MHaMmnelSecc en ee ae ee ee 827 
Impact......... 665, 667-668, 672,674,676,  lrucks........ 1142-1143, 1146, 1188, 1190 Hand Sanders ...........5. 911, 2366-2367 
DRILLS, 681-682, 686-687, 689-692, 694, ValveS ........... cece, AAO HaWikSeeese eerie eee ae 889 
Dilpaceagt reise cart aeen cee ees 25d ee ene 697-698, 773, 776-778 | Wrenches................. 863, 1140,2751 HopperGuns ........... cece eee e aes 889 
NGI aoe: 665, 668, 672, 682,686, Insert Bit ....... cece ccc cccccccccccce 786 JOINEKRINGS.4.cc0sececens aes 808, 887-888 
eee 690, 692, 697, 703, 2504 LED... occ eeeeeseeeseess ee. 423,471 DRUM COVERS .......... 1139-1140, 1861 Mesh Tape..... 20... 00. c eee eeee eee + «889 
CONG Iae rer era caer en ieme ni arr eos) Nien eee 365, 698-701, 800-801, 804, NBG tices serene yarns ett trae trrncees 1597, 1630 
ee 846, 848, 854, 856-857, 862 9 DRUM PUMP Mud Mixers............ 675, 889, 891, 1605 
MOMS ortere ances su eencem ene ase ZO Oe NallSier een earn occa ee eee 2111 
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PatchieScr ssa musanim omnes es 889,1597 DUMPERS.................... 1144-1146 _————= Es Nylon Push-to-Connect.......... 2556-2557 
Sanders 687, 724-725, 889 Nylon Threaded Tubing 2556-2557 





Sandpaleh tse sec sce eee eee 2368 DUNNAGE Nylon TUBING 2 see sete ees 407, 2556-2557 
Tne ive ene 886,889 Bags... .cccccceeeceeeeeeseeeeees 141g E-TRACK SYSTEMS ........... 1104-1107 plastic Pipe .... 2617, 2722, 2808-2817, 2821 
SCIEWRNIVEIS cas weyeaane nnn ciaaes CSG SUR pie see ne eee en ee 1252 Eap PlaSUG TUBING casera eas 2904-2557, 2636, 
SCIGWS sae erca eee ea eee Ot rrr enn INNNNC SRI ey tur gerstcare 2764, 2807, 2821, 2850, 2856 
Sponges 22 ieee eee 889, 2369 DUROMETERS..................... 934{ BUOS.... 0... eeeeeeeeeeeeeneee eens 2032 Polyamide ...........eeeeeeees 2586, 2617 
Gravesite eae 889 Muff Cushions .................0000, 1649 Polybutylene Push-to-Connect ... . 2554-2555 
MUNIS 2 oeree cueanmrcn ene earn: 1648-1649 j ipe.......... 2807 
SOUAIGS certain sameeren 884,889 DUST aan “avai oer Polyethylene Tubing and Pipe . 80 
NapeISc eee ee er: 889 Barrier A 1122. 1623 Ug VISPENSEMS. .......... ~10%0, Polypropylene Barbed................ 2636 
Taping Knives...........0.sseeees 887-889 nce . ae 599-2491, 2559 Plug Pods/Tips...................0 2032 Polypropylene Push-to-Connect ........ 2850 
TOWGIS: 2 eee he ane 889 Cloth Holders 15341596 POS sss tees et ete 1643-1647, 1707 — Polysulfone Push-to-Connect Tubing. . . . . 2807 
014. 1594 Pull octet vatican 319 020-921 
DUCKBILL comer getu cee 1 eases \EARBIEGES, Push-to-Connect Cable... ss... se, 324 
PLOIS . o.oo ccc cccccccccuccnccucceece 841 rie and ; Radio/Media Player........ 2024, 2028-2032 PVC Barbed .........cccceccccccccde 2813 
erie 816 Extractor Accessories ............ 722, 2363 Racewal 304-307 
ii aes eee eles 0 ca ce eee 1008 ating 08 
ve MaskS 0. cccceees i738 7551760) (10 rs mr enninMN ESTEE eT ee 2846 
RECESS DONS eueucn case tere sere nai: SLUNG ee ee 911, 1538 pepe oo; Saddle Vent .........+ssseeeees 1784-1785 
AGAPIEIS ai Gece weno see dae keene 2997 Mop Frames/Heads........ 1532, 1534-1537 Stainless Steel Duct...............05: 3099 
Rik ClMNOlS naan waren saat 3059, 3093 Mops................... 1504. 1534-1537 EARTHQUAKE Stainless Steel Flare Tubing 
BlaSt GaleSe.cc. eee es ees ae 3099 PIUGS scene ee canes 92489-2490 Safety Devices....... 1870; 2162-2168, 2171 sa ccawtaned weeonnnawns 2487-2488, 2854 
BOWES vc tucn wee antes 1784, 2972-2987 Respirators ......... 1738, 1758-1760, 1762 Way Braces .............sseseeeees 2168 Stainless Steel Instrumentation Tubing 
CAMICIS as carcaune come teens 1784-1785 Valves... oo eee ec cccccccccccee. ORIG i eee eee mls ee een ae 2857-2859 
GlaNpS: see caren 3098 Wipers.............. 911.1518. 1535. 153g  EASEL PAPER PADS................ 1372 Stainless Steel Pipe .. . .2782, 2785, 2787, 2846 
Connectors........... 293, 1784-1785, 2945, aos Stainless Steel Tubing........... 2488, 2781, 
ee ee 2949, 2995, 3097 DUST COLLECTOR EASELS ooo ctu seen cess. 1OV0-1871 .e sees. 2788, 2803, 2851, 2854, 2857-2859 
GOUDINGS canara wea 1784-1785, 2949 Steel Pipe........... 2776-2777, 2780, 2804 
Gas ete 203 Blast Gales oe 009 EDGE Wheel herrea eee 293 
GUUIlCIS Stet eee eee 303, 816 Drm eee eee 2363 FINGCES ann eee cancer aac en cman: 2336 
DAM DO0S fees eee ee 3099-3101 Fiery... dd... PAGS GUERUS iat earn ten ia cetacie rein 2006 +4 ELECTRIC 
Detector Sampling Tubes. ... 1780, 2051, 3029 Hose Kits...........eeccecceeea 722. 2363 HENICIES Goan sgsecna coco cs oeon a 949 
Divider WallS soc vssnccnesseses anes 303 Shrouds... ....- eee ccccccececccce. "799 EDGE PROTECTORS, BIOWEIS) crema aedsaumetee: 988, 1784-1785 
ee Heals Ce ec a Hi Solenoid ValveS ............ceeeeeeeee 9876 Packaging.......sssecseeeeereeenes 1424 he ee Pane afete 5 4 7 671 ava ale a 
USE LOVEr ENOCAPS. «0... eee eee eee i F210) (steps aetna cae turns amar grde pap un pair a 3) (ee ) ) ) ) 
EX(GNSIONS euensna eee eny weet aoe 293 EDGERS, CHAINIGIDISIS or, eie cee ecrtnse oe emer 1050-1054 
FANS setea tea tee 1784, 2940-2942, 2944-2947, DUST COLLECTORS, COncielae te ae ee S00) Ghd odWSic. acces eonscne mane es 1004 
Smo cu aay oo 2949, 3103-3104 9.Stage .. oo. ese ceeseceesesee 719, 2363  Gasoline-Powered....................987 Concrete Vibrators. ...... 0... see ee ees 149 
FILUNGS eaten acs 293, 3097-3099 — Biact Cabinet.................... BAG me LAW itiers cree ese tad anane on7  GONGUIBENGGIS oo cen ccc ea nice ane 850 
RIANQES! oem c cis ete 2995, 2997, 3098 — Canister............ ee ccccceceeeeey Tava Rallies cisesnadsn eee. eee {650% DEAN VAWES eam aioe nn eieren 2572 
POON SWECDS ice tccnm cet ce eee 3099 Central............. eee cece eee 719. 2363 Drills cece 2: 673, 696-697, 710, 714, 716, 724 
Fre@ FANS... 1... see eeeeeeee ee eees 2942 Industrial............. 710,719, 2403, 3060 EDGING, Drum Dumpers ..........sseeseeeaes 1146 
Heater Elements ..........0000: 3065, 3078 Portable............-. 683. 719. 9363, Ried: .NCODIENGe.ct nae ee genase: 2207 Exit Devices MeO COME OME O OMA od. 1978, 1993 
Heaters .............005, 2947, 3063, 3065 — Single-Stage .............. +... 2363, 2403 RUDDEF.......... eee eee scenes 2206-2207 FenceWire..................sseeaee 1010 
Insulation........... 2834-2835, 2837-2838 Workshop PAG. 700" 9360) G60) ae NINVietee renee acer eee net 2206 Grinders............ 681, 683, 687, 691, 695, 
RiSi ace eee eee 2948-2949, 2997,3083 #2 ©. Nae Oe rr cceocata: 719, 721-724, 2359-2361 
KIWINGSha nan renee cane meee: 816 DUST COVERS EJECTOR HeMMMGlSs eee ete ees 673, 710, 714-715 
0 ce 2834 Machine. .......cccccccceeeeececee. 1100 Pump Systems...............05 2625-2626 Head Sequencers ................+5. 3035 
Outlet Adapters ...........0.0ceeeee 3083 Relay 519 Springs, Hole SaW................+.-. 70g Heaters ... . 302, 874, 1141, 1783, 2942-2943, 
PLOteCliOn FIN sicnarectecn aewew ates 1745 a SRS Rd ical a een ee 2947, 2996, 3030, 3063-3080, 3091 
Reducers....... 293, 2921, 2944, 2949, 3098 DUSTER HEADS.......... 1518. 1535. 1538 EJECTORS, TROIS ESE eraser cee reac eter rears 1050-1054 
SedlantS.-#.sc08 nce e 2230-2233, 2236 Tlie eee pa53. Impact Wrellches; ..222 4.-4--0-- <2. 697 
Smoke Detectors............00, 2051, 3029 DUSTERS, : lrons ee Ne eee ae eee 1475 
SHAPS 6... eect e teeter eee 2827 norosol.................., 232, 1354, 2446 ELASTIC WRAP BANDAGES... .. 1830, 1833 a ee ee emia ee ele i 
SUBICNENS cae ere teenie pars 816 Bench and Counter .... 911, 1544, 1546-1547 aE Re ae eae 
Tape........sseeee. 1385-1388, 1391, 2963 Ceiling Fan 1533  ELASTOMERIC SPRAYS............. ASB ee eee Dea, 
MVANSHIONS perimeters cea 2921, 2949 Compress ed G Ae anne a 039. 4354, AAG Motors (See Motors) 
ee i ; NIDDIGIS: eer eee nee OOO; ee 
rink i ee 1533 see eiaecaen 7s lei OO re eC fee 
\ a5, 2040, 2007 0SO USAIN tenes s,s ee Bee ney rape eae eae Pressure Washers ......... 1587-1588, 1590 
Microfiber ........... O11, 1518. 0535) 1538) AW DUCK. acess aie ota aie 3097, 3099 
ee 3097-3099, 3102 Telescoping 1538 Aluminum ene Yee 371 1308 Relays see 161 -164, 168-172, 21 5, 217, 
Blower Exhaust... ox: TRA1789 Sees seeecans es ences 5098 eee 219-224, 278,266,470, 2031, 
idee aac eset a DUSTPANS...... 911, 1541-1542, 1546-1547 Black Forged Steel Pipe.......... TEC OTT Me na esa pa 
ExiaUSt once ces 2949, 2997, 3097-3099, 3102 . : ROULCIS “enews coment mino anna 729, 731 
F 9991. 2948-2949 Black Malleable Iron Pipe . . . 2768-2770, 2773 Sanders 687 691.719, 721-722 
See ta eee 3032901 2949, DVD/CD Brass Barbed............. PaO O8AG) 2U53 00 nee Pee aise 
i lacie ati ; g HOMMGES eo oe ree pe eee ee 19598. (BFeSS PIG 2 iawn esisecce cn eree, 2748. Cite ee ane te eS : 
ee 3083-3084, 3097, 3102 MarkerS........cccccccceccee. 1365 1615 evaeveevaeeeeess 2190-2795, 2853, 2911 Screwdrivers............... 696, 786, 2504 
MNCil penratne om nan anarnn 3098 ne ; SliedlS. ona teat ce et 726, 815-816 
Open Slot apg SHOUTS 0. cesses eset ee eeee 1376-1377 Brass Push-to-Connect Tubing Staple Guns 684 
= leHeater................ 3083-2 en ccuc 962, 2558, 2806-2807, 2850-2852 669. 684. 890. 1360 
Meee ae eae Tyasbgg DVDS, Brass Tubing ... . 962, 2558, 2586, 2805-2807, Seve, dane 
i a eee ecg eae 2849-2856, 2860, 3004 Saheb ener a 
Supply .... | 2949, 3097-3099, 3102 TaiMing .. 2... sees eee e cess eee 1943p eaZ BG Siren are ec ae. a Transformers (See Transformers) 
Tap-In 3098 ate Sa tee ayy Tucks 1175, 1179, 1186 
BE es epee ces at ieee DVI CONNECTORS................... $61, “Cast Brass 'PIDGs cacccme scree ance seis a tee ak a ere 
Voice/Data Cable................. 293, 303 Pesci ee 1308 VIDIGIONS: cee ea ne nee 148-149, 151 
Wire Management........ 293, 303, 305-306 DYE Dandi ee 313. 315. 320-322. 324, 449 Water Heater Thermostats............. 3033 
icra a 3009 Copper Pipe/Tubing........ 9705, pror-27eg, MPS ces, te IDRIS ROe ae 
Penetrant Cleaners ........ 2427, 2494, 3009 vr tet tt etter tees 2801-2802, 3015 ELECTRICAL 
HOSES erase etre ane asec 2610-2612, 3099 y y : : 
Kits. 00.0. cee ee eee 9715, 2921, 2948-2949 Penetrants.................sessees, 2427 sant sees ie piece ares oo Block COVES 0... 0s. sseeeeeeeeeeeees 393 
; Peer te ere oN nas une Box Covers...... 175, 185, 190, 262, 308-312 
DYES Galvanized Malleable Iron Pipe ae aaa gees 
DUCTLESS SPLIT SYSTEMS oon 2994-2995 [L ' 9427 Bete ea neuen 2768-2770 2773 Pe ee ee ee 2 320, 338, 340 
aie Vieniwag Gee & 633. 897. 946. 2427, _ Galvanized Steel Duct................ ggg BOX Gaskets... 0... sees eee seen, 309 
DUFFEL BAGS................. 757,1774 ‘Leak VetectiOon.......... , O91, J40, BOMPIlGS eaten aes 310 
2494. 3009. 3012 Galvanized Steel Pipe Box S { 
io al ee , , ccc cee ccecse.. 2768. 2770. 2776-2777 OX upports................ 308, 317, 319 
DUMP CARTS................. 1158-1159 Pondand Lake...............sseeeeee etl Pie Sago. BOX TEIM RINGS csp arecistsen os 311-312 
Hydraulic Hose........ 2482, 2485-2488, 2854 Boxes (See Electrical Enclosures) 
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CobinelSee saa ce reas 353-354, 357 
Cable Reels............ 396-398, 400, 2526 
Cable Sleeves ..... 370-371, 373, 376-378, 407 
Cables ... .323, 345-349, 412, 961, 1093, 3070 
Circuit Protectors.............0005 186, 394 
COdIINGS: seo 2 cece eee ce 380, 905, 2443 
GONG wae coe 313-314, 320-322, 324 
Conduit Fittings....... 308, 313-315, 317-324 
Conduit Hole Seals.............0000008 298 
Connectors.......... 262, 306, 326-327, 334, 
mea eae 336-342, 376, 378-381, 383-392, 
ee eer ep ee 2656, 2883, 3035 
Contact Cleaners...... 901, 2446, 2448-2449 
Cond Adapters). 2 2. seca te eet eee 339, 400 
GOlPIOLCELONS:; 7s ete stants eee 402 
Cord Reels..... 396-398, 400, 522, 2526-2527 
Cords...... 347-348, 353, 362, 397, 399-402, 
rene 412-413, 429, 2926, 3067 
COUMNIEIS we se arene cee ne 225-227 
COUPIINGS.cceuaueses ens 313, 315, 320-321 
Disconnects......... 160, 175-176, 186, 342, 
Beech Oe oaeiue aon Guo mae a 383-384, 3094 
RIFGSIODS scares wanes ec een 1883-1884 
Interlock KitS.........ccceeuuueeuuaee 175 
INVGNIEIS aes acne ee ene 209, 929 
Labels ....... 225, 305, 370-373, 1928, 1937 
Lockout Kits....... 167, 191, 296, 1948-1952 
MaIKelS:. greece w sca 305, 367, 370-371, 373 
NeuttalihiiS ae eee eee sees e. 176 
Outlets..... 304, 330-333, 336-342, 402-403, 
Beanies ees 412-414, 1311-1312, 1320-1321 
Panel Lockouts ....... 191, 1945, 1948, 1952 
Panels = tac eee aee 189-191, 197, 412 
Phase CONVEMIGES:» 2-2. ceese eee veees 209 
Plug Adapters ........... 335, 361, 400, 402 
lo ae eee creer ieee ceeyree aera 334-342 
Power Meters ....... 225, 536-538, 540-542, 
Dee ae een ee 544, 547, 551-552, 559 
Protection Equipment ........... 1709, 1711 
Protection Equipment Bags....... 1707, 1709 
Protective Clothing ........ 1703, 1707-1709, 
eer e rr rere 1712, 1714, 1728, 1740 
Protective Footwear............. 1750, 1752 
Protective Gloves..........00005 1709-1710 
Protective Windows........... 609, 614-615 
Receptacle Ca0S soc. cccudrteeancceeen 328 
Receptacles......... 304, 330-333, 336-342, 
Peat ene 353, 402-403, 412-414, 1311-1312 
SealdS esse wees eee wee ee 380, 905, 2443 
Surge Protectors......... 188, 190-191, 197, 
Breteas extinnoeuste 203-204, 213-214, 332, 353, 
Pere tere 402-403, 412-413, 3031 
Tape anata 374-375, 905, 1387, 1389 
TekMIMATOGIS:cciwcccncewweyeecu acca 917 
WenMiRalS:eancewsccosesee ences as 351 
Voltage Testers .......... 536-547, 551-552, 
ee eee 556, 558, 562, 607, 921, 1711 
Weatherproof Covers . . .309-311, 320, 338, 340 
Witbareances nese 230-231, 343-347, 349 
ELECTRICAL ENCLOSURE 
Air Conditioners...........0000008 301-302 
Condensate Drains.............0000008 298 
COOIGISS cat ea ae ee 301-302 
COVERS vac 175, 185, 190, 262, 308-312, 
Be caster tare 320, 328, 338, 340, 430 
FanSe ceo eee re 302, 2926-2927 
EraiM@Ss2 ee ee ee eee 300 
GASKOISi nan nae chau ae eee eerie 309 
HE QUIS: cece eee etaa te 302, 3065-3066 
athe Sereeeeetee cena tare mie 296 
LOCKS cates eh re eek aera 296 
MOUS ae ae 198, 258, 312, 317-318 
PanelSeua enti conn area ke 297, 300 
SONG WSaiyerner trae cere ne red in eee aioe 198 
WINKOWS 23 cece naan arenas carenanin? soma 300 
ELECTRICAL ENCLOSURES, 
Conduit ..... 308-312, 316, 320-321, 340, 342 
JUNGHONE Sc eeatces foes cone 292-296, 299 
NEMA/JIC Surface Mount .......... 167, 175, 
ee ee 217, 258, 292-296, 299-300, 
ere Cree eee 309-311, 320, 462 
Nonmetallic......... 175, 248, 258, 298-300, 
ee eet en eee 311, 320, 331, 342 
ODGLAON «hear c an ses 240, 248-249, 258, 275 
Panel (Or Breaker Panel) 
eer ee ec 189, 191-192, 196-197 
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HAGOWAN ses eee ees ens ee rie 304-307 
Starter/Contactor/Relay 
ee a eee 163, 170, 173, 217-218 
ELECTRICIAN'S 
HAMESSES: 7 cece nweetcs coments 1796, 1798 
Hole SAW IS cic caee cee eae nan 706, 846 
NIIVOSsnucaccena mune rte nee tenes 808 
LAUCCIS oud noen eee 1024-1028, 1030, 1036 
NIVGIIOOIS on renee e re eee uta 303 
ScrewdriverS............ 365, 798-799, 801, 
er re 848, 854, 856-857, 861 
SHINS eee 303, 365, 815-816 
Tap and Drill S@iSisecncanan wanes 851, 2262 
TOO! SetS ctiicac cars 365, 711, 839, 846, 848, 
a Aaa erent eer nr 854, 856-857, 861 
Tool Storage.........055 754-757, 859, 1798 
ELECTRODE 
CaSO ae ane sen cma amen ren on 756, 2416 
Clamp Steen een cme cent aan 323 
Pap eerste ee tate tone setter Peter ener rere re 1838 
ELECTRODES, 
CanbONte ee. wea een as 2422 
GOPDErBASGio. eaatee ee weer weenie 2422 
GUUTINGie cerccneere ee ete nee re ee 2423 
DenbrllatOe rs eee ee eee 1838 
Dissolved OXYGEN cesk cecasces asenees 630 
GOUGING eaten tetera 2422 
GhOUNCINOUie eee eee eee 323 
NICKELS cae tne ee eieoetin ke menos 2417 
ORP (Oxidation-Reduction Potential)...... 630 
erence aon ec ene 629-630 
Stainless Steel.........cccccueeeeaae 2417 
SlGCl eee ome ene ee 2417 
SUG REMOVAL cscs eee sew ee cues 2417 
TURQSION i eeer ser tieanomnete 2419 
WeldiNG 22 etes eres 2417, 2419, 2423 
ELECTROMAGNETIC 
GiUIGh: GS Brakes. 7s or.nnees ce ncova seuss 95 
DOO HOWMGIS tee nee eae ene 1976 
KONG rai ccteteninn mente eee nagar 1973 
Lock Power Supplies....... 1976, 1978-1979 
LOCKS 2 os woe eee ae 1975-1976 
ELECTRONICS 
MUDHGANSeencese a ee oe 2440-2441 
Packaging Foam.......... 1411, 2199-2200 
RECVGIING KIS vevmausewiaee cera aan 512 
SCIEWORIVENS ¥.¢c oe oe ew eae 802-804, 846 
NOG|CASGS eects rie eters er 846 
To0lS is cea eae 232, 365-366, 382-384, 389, 
eee eee 802-803, 815-816, 833, 839, 
eee ee ee 841-842, 844, 846-847 
ELECTROSTATIC DISCHARGE (SEE ESD) 
ELEMENTS, 
AIFIllGh eccrine eee sea emer e nee: 947 
Air Line Filter........ 2575, 2585, 2589-2594, 
See Sooner te 2596-2599, 2601-2603 
Anti-Tie-DOWN.......cc ccc ee eeeeeuae 2551 
DUGHHMGAIGE swasceer vacates 3065, 3078 
EICGINGeae eee aoe etae eae 2713 
Filter ..... 947, 1784, 2492, 2567, 2575-2576, 
Sate hee eens 2585, 2589-2594, 2596-2599, 
nT eee Te re 2601-2603, 2641 
FMCHFIGh aan atreren ete niet 947, 2671 
Heater ........ 3065, 3067, 3079, 3081, 3090 
IMMENSION arch ceccmee Aace ene aac 2713 
Prelileli canvas eat aaa ae 2591 
SedkalOkassasssaneces ae 2571, 2587, 2589 
Soldering Heating ............ 235, 238-239 
WaleVHealehcscccatecececamemesees 2713 
ELEVATOR 
BONS cee ne ee ann aes aie aan: 2073 
SUMP RUMPSs os ewestamceee ese nen 2622 
ELIMINATORS, 
Odor...... 1505-1506, 1517, 1520-1521, 1524 
Silay VONAGG ee ence sire oe een 548 
EMBLEMS, 
Hard: Hat/Helmel .cscc hac ctaneveeesss 1640 


EMBOSSERS, 
fdentificaton TagG esc s sca s veut eee 372 
EMERGENCY 
1-10 (011° DPeparaeara core rar meepeerirernraecas bearers rat 1823 
GalliBUMLONS 3 earn ee eee 2034 
Drinking Wale 2.45. can nereea soe 1837 
Escape Respirators ............0ee0es 1773 
Exit Alarms.......... 1993, 1995-1996, 2053 
EXILSIONS 4402 aacnneas 425-428, 1903, 1920, 
eee re rr eee 1922-1924, 1926 
Eyewash Stations ......... 1839-1844, 2741 
FOOURAUOHS 2s nee canna oe ase ee 1837 
KeViBOXGS o.oo ceewee re ouubeas 1966-1967 
LockGown Kits... ..cccceseuweuwanaecs 1835 
OMACIUAWIS. coca waeews uaa eee 167 
Oxygen Cylinders. 2.2 ccs cokers nica es 1773 
PHONESs ee ene ee eee nae 2035-2036 
Power Generators ...... 981-984, 2560, 2562 
Power Off Push Buttons............... 1978 
DIOVEIS caee eee oe ee ee eres 997 
SHOWEIS He ce ete ea 1842-1844 
SIGNS cea asics 425-428, 1920-1922, 1924-1925 
Spill Kits......... 965, 1527-1528, 1853-1856 
Stop Controls........ 243, 245, 247, 250-255, 
Seamed ae eae 274-275, 278 
Slop sdlety COVEIS can vccseean ree 1946 
(OW GADIES eee ce een 1084 
VenicleKilSetrc ct cener semanas one 965 
Vehicle Lights ............05 972-975, 1888 
Vehicle Reflective Tape ................ 964 
Wash Stations....... 1824, 1839, 1841-1844 
EMERGENCY LIGHTING 
Ballas Sie aunts creaeree wane rion annattonnn a 423 
BallnlGS arena eee ee 423, 429, 535 
CONMOISSee ee ree eee 220 
Fixture Wire GuardS.........0cccuuues 2053 
FINUUECS cone wits eeree reece 422-427, 460 
LAMP Sievers arene ereegaere ye 497, 500-501 
Remote, Heads | .2.ece nec adie cca 423 
EMERGENCY LIGHTING, 
Power Failure.............005 422-427, 460 
EMERGENCY RESPONSE 
EQuIPMENE CANS. ac. ener es es 1823-1824 
Medical Kits.............. 1820, 1837-1838 
Public Safety/Rescue Kits............. 1835 
Rescue Equipment..... 812, 1786, 1809-1810, 
See Sent eete mate Gist 1821-1822, 1824 
Rescue Suits .........eeeeeeees 1810, 1824 
Shelter AccessorieS.........c..eee0ee 1824 
SHOWEIS: accent wa suc ane earns 1824 
SINGIGHERS caw caen nen vt een ece oe 1822 
EMERY SHEETS.................... 2366 
EMT CONDUIT....................8, 313 
ENAMEL 
PANIS3 2, ene cee 907, 1598-1601, 1606-1609 
PHIMEIS aenareceesatsoaaee 906-907, 1598, 
rrr Tere 1600-1601, 1606-1607 
ENAMELS, 
Acrylic .. ..1598-1600, 1604, 1606, 1608-1609 
AIKVG braces ee 907, 1598, 1601, 1607-1609 
Fast Dry..... 907, 1598, 1600-1601, 1604, 1607 
Water-Based .........c.c.eeuue 1599-1600 
ENCLOSURE 
Air Conditioners.......... 0000000: 301-302 
BASES ari nrstaetr eee eee area 258 
BraGKelSxemee arate: eaters 319 
Cooler Replacement Parts............. 2083 
COOlEKSts ore tne ae 301-302, 2926-2927 
Covers......... 175, 185, 190, 262, 308-312, 
ST ee ere 320, 328, 338, 340, 430, 3090 
FAM PiGhSiseuetemnin nce ce 301-302 
AUS ree ee eee 302, 2926-2927 
FFaimes; ElCCHIGAl 2 cn cccecrs eee eee eae 300 
GASKGlS rhe caceetne meen tears cee 309 
HeatelS Server wne sooner 302, 3065-3066 
WnberiOh Panels. ccrccscectse ects ee 297, 300 
LOCKS eas ae eerie ee 296, 1317, 1963 
LouverPlate:KilS:.s0s.2seeeccceanwes se 300 
NOUNS ieee ea eae 198, 258, 317-318 


Can’t find it? Go to Grainger.com®. 


PANGS Anaran ste ae eae 297, 300 
PedeStalS aga cca. een eee eaten cies 258 
MMENMOSIAISS: oot eee a ee 3066 
ENCLOSURES, 
Circuit Breaker..............5 189-192, 197 
Circuit-Lock Disconnect Switch.......... 175 
GOnMONWRCLAY ais served seus ces tis 217-218 
Data ACCessS POM 2c s55 cceeeeseeces 306-307 
Electrical (See Electrical Enclosures) 
Environmental Containment ........... 1122 
FIILGKEU ac een ee cee 635-636 
Wie Plate ee ee es 1311-1312 
Laboratory Evaporator...............05 635 
Motor Stanersc2ce.5 aneesce< 163, 170, 173 
Network/Server.........cceeeeeauuees 353 
Pallehhatke cc. nnes connect 1229 
PUIIBOXssea cee eee: aaa eee 292 
Push-Button. ... 240, 248-249, 258, 275, 1979 
Relay caennese enna a ee 217-218 
SGNCEN casa aare ess crooner eres ee 2410 
SHOWING: ce ete ee cere ee cena 1229, 1451 
SMOKE DeteClOls teavveeeenae eee ceece 3029 
SDGOKGE ere cete ee cre eee ee ries 2039 
Stainless Steel csv ccc e ewww nae ws 294-295 
SWITCH coe eee aecnean 163, 167, 170, 173, 240, 
ee ee ere 248-249, 258, 275, 1979 
SWHENCU cin waarmee we een ence 175 
VEIEVISION ea see ree eee ee ats 2023 
UNGGNQROUNGs casos Aesas agence as 299 
VAWe ewer aauvcwa eee Rene orate 2907 
Wall Furnace Vent ............00c0eee 3085 
WalentiQhitis icccaule sts eecaucbona an 299-300, 600 
Weatherproof... . 292-295, 297-300, 309-311, 
ern ee 320, 462, 1979, 3029 
Wire....... 293, 1134, 1229-1230, 1314-1315 
ENCODER ACCESSORIES......... 226, 357 
ENGODERS..................5. 226, 1970 
END 
BIISHES sees ccc ees nee 862, 2395-2398 
NIBDGIS sneer eee 839, 842, 855 
END BARRIERS, 
TOHMINALIBIOGK iim eink ee eecetete wan 394-395 
END BLOCK CONNECTORS........... 2598 
END CAPS, 
Bi DOG re cee eee 3097-3098 
AILING. cesar me aeineca cee 1224, 2586 
Baseboard Heater ..........0c00euees 3090 
GIOSEUP OIE cet eh een cote 1476 
FMAM IG Sarees corto ee cere 316, 1119 
Glabdhalltia eure. 1133 
RAGRWAV ice occas meas conn tie 304-307 
WalltGUaNdio nc cacnane mene cce mance 2006 
WIRE WO rerio nen rene eerie ee ears 293 
END COVERS, 
Baseboard Heater ...........c000uues 3090 
END MILL HOLDERS................ 2311 
END MILLS, 
PRI screenees Ree a hemes hate 2280-2297 
SIUC; doce e< 2280-2283, 2286, 2288, 2290, 
eau ee ene nae 2292-2294, 2297 
A-FIMIB. cone erecta 2280-2297, 2346 
5-Flute. .. .2281-2283, 2286-2287, 2292-2293 
(celal! | (C oaee ere ae 2281, 2283, 2285-2286, 
ee rer eee ee 2288, 2291, 2293 
L-TAMLO Geo acee ate aeration ee 2292, 2294 
Gan cere atents seine ae 2284, 2286, 2297 
AO FINITE sore oe ee sane oe een oer 2297 
2O-FMLE cere ere tae reer e 2297 
AMIN=COAtCd recs eee once 2281-2283, 
eee Te rer re 2288, 2290, 2292-2295 
Ball-NoS@.........0ec cues 2284, 2288-2292 
Bright Finish ........ 2280, 2282, 2284-2286, 
Secures iat 2288-2292, 2294-2297 
Carbide ........ 731, 2280-2285, 2287-2290, 
Sea ee re ere 2292-2297, 2307 
Center GUisc cxeassncactos cease 2280-2296 
Ghamfer Guilel 2anckaccce seeee secs < 2296 
OUalie se. nts eee 2285-2286, 2291 
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Corner Chamfer.........ccccceeuaaae 2294 
Corner Radius . . . .2281, 2288, 2292-2294, 2297 
Goren -ROUNGING eects ee ceeaes oc 2294 
Diamond-Coated.......... 2280, 2287, 2297 
DUG MISH geen eee eee tee re 2280 
Double-End 3.4. :4.c2s20 2286, 2292, 2295 
Extended Cut............. 2280, 2282-2283 
PINISIMIG eee oetees seer ees ee. 2280-2296 
GMS FINISin-ce varie cesta a 2280 
GMX-35 Finish. .......0c00eeees 2280, 2293 
High-Speed Steel........... 731, 2285-2286, 
Dee ee canteen 2291, 2295, 2346 
MGV WAV nea ccn re enti ganinemanet 2295 
WintatiGeectae eae cer ene: 2288 
PILETEIRINUIS Ieee eset eee tee 2280 
nACRo Finish............. 2287, 2293-2294 
Powdered-Metal ..........ccccuueues 2287 
ROUGHING j 306 -ce naan 2280-2284, 2286-2290, 
ee eer re 2292-2294, 2297 
ROUUNG Re sect en aren cranes 2297, 2299 
SUA, aes 2280-2287, 2297 
Straight Shank....... 2281, 2286, 2292, 2295 
SWUMECHGIN. setae ewes ae wees 2280-2283 
WAIN Coated canst cence 2280-2284, 
err ree 2286-2290, 2292-2296 
TICN-Coated......... 2280-2281, 2285-2286, 
ee eae ee 2289-2291, 2295 
TiN-Coated..... 2280-2281, 2283, 2285-2287, 
reais 2290-2291, 2295, 2297, 2346 
MOTUS Terese rte ete een eee 2288 
Weldon Shank . . .2285-2286, 2291-2292, 2295 
WXL-Goaled! acne cteavens eres aees 2294 
WKS-Codled sn can reece tn nates 2294 
PANIFINISHeenetetse ce aenee ae 2280 
END MOUNTS, 
Hydraulic Cylinder................... 2480 
END PANELS, 
LQ GKER Grae rece cree eter eras 1254 
END PLATES, 
Pneumatic Valve ..... 2543-2544, 2548, 2550 
END STOPS, 
PIUMBING see eens eee 2554, 2806, 2850 
WORKBENCH: 2s ccseee cw ee eae es 1316-1317 
END SUPPORTS, 
Pla uhO Rite aeces ces ererae tee ee cn ements 1040 
ENDS, 
RaGR WAVE screenees meee ae 304-307 
PROUD tec oe eeoteanirreusec cat el eee areas 132, 2077 
MMIMDUCKIC Sse eens oe 1090-1091 
NOKG eee ete eee eee ee 2075 
ENERGY METERS ............... 547, 551 
ENGINE 
Cleaner Spray Guns...............005 1626 
Cleaners. . . .896-897, 900-901, 908, 939, 2446 
GOOlARIS 2. gare soe erenn once 903-904, 962 
DEQNGASEIS ccc ey Gaueeweueser 908, 2447 
DilllSeaerae cree eccrn eset cn oe erin ae 1008 
Driven Generators ..........00000, 981-984, 
Sica thar actos we nin 2421, 2560, 2562 
Driven Pumps ............ 2632-2633, 2637 
Driven Welders. .........ccccuuuuuuas 2421 
Fluid Leak Detection Dyes.............. 897 
Fuel FIIRGIS: 24ers cane xs 947, 2671, 2710 
HOISISiee ote ere ee nae 943, 1064 
LubrigantS sec. de edenses cees 894-897, 900 
MOURLINGIKISS occ a eee e ee ee 943 
OIRAUGINIVES sees catty cee ee chet 897 
Oil Change Pumps...............0008 2672 
Oil StaDiliZeIS2 ee ee Ce eee cee 897 
Oil Stop Leak Fluids................08. 897 
WilSeacen ance oerete ae ia 894-897, 900 
POURS ere eee eee eee 906-907 
Stands & Stand Adapters............... 943 
DlAKGMEIIGS ore aanatne aaa ames 897 
SHENG ee eee ee 897, 925-928 
Throttle Controls ............05. 2574-2575 
Tools .. .758, 765, 801, 839, 912, 917, 919-920 
ENGINES, 
DiCSClre ceca ree ie ceria ree 985 


ENVIRONMENTAL 
Containment Enclosures & Accessories . . .1122 


17, 905, 1632-1633, 1904, 
2217, 2220-2221, 2230, 2233, 3012 


1602, 1633, 2217, 2220, 3012 


Potting Compounds Ween Went 


Abrasion-Resistant 


Chemical-Resistant eee DAT, 
Patch... .905, 1632-1633, 2217, 2220-2991 


905, 2217, 2220-2221 


Cases. . 536-537, 539, 546, 548-549, 604, 1304 


ERASER SPONGES 


1316-1317, 1319-1323 


EROSION-CONTROL BLANKETS ...... 1012 
ESCAPE 

Hood Training KitSts cokes eeeee ees wens 1773 
HOGS scaeeens renee eran 1764, 1773 
EAOUGIS 2 eee ee cee ose 1880 
ESCUTCHEONS, 

CONDMIPaae ook accecae armen ere 315 
DOGie secre ee eee er 1993-1995 
FauGelereerr cin oer ete ee 2748, 2750 
IDG Musas teem een a ee 2722-2723 
ESD 

AU GUNS carey ben ane eee 2582 
BAGS eer ecm emt eeu ee re oat: 561 
BINS ester ee ets eres ee 1286, 1302 
BOOS 2 Uecacciseas waetidion Martane crue cn re 1754 
BOWES cone cc me tceeeeenee 654 
CavINGIS cae eer Ce or er eae 1305 
Cable REGIS tenet aac 2526 
Gasleiscc-e ae eon oe 1195, 1198, 1335 
GiidlkS etc er ee ee 1334-1335 
Glam Sumancinscee cookie eracuuce races tar 392 
GOndUGIING TANG <2 occ 2. cee ee ecen ns 375 
CONUS eater te eee 561, 921 
KtSecetaceteem cent eeee cee 561, 921, 1320 
MAIS sree eee cee 561, 1897-1898 
ROCKS Satna ayer 1280 
SChEWONIVENS 0.6 cece esse ee es 786, 802-803 
DNOCS een te een es iene ren 1751 
SHEKG erate eee ee ae 1711 
DIOS cee emanate en ae 1335 
Silap leSieisian. reese eae 561 
SidDSae ce pee ee ee 561, 921, 1320 
SuSieniSace ee epee eee or 561, 921, 1320 
WhaVS cose ase ee ee 1293 
Vacuum Cleaners. ........ccceeeeeuee 1572 
Workbenches........ 1316, 1320-1321, 1399 
ETHERNET 

Gables oxcccenee mance acne 350, 352, 354 
MaleWdUSeuar cee ee eee a 600, 1972 
AG KS see cece eames eerie: 356 
PNIQGS eee omen hm sce nee mtenene 355 
SWHCHES cose nea ee tec centres 357 
ETHYLENE OXIDE DETECTORS ........ 622 
EVACUATION 

Chair AccessorieS ..........0.ee0000: 1821 
GIldESrinaecneraneueti: cet at ene senate 1821 
HOSCS sea ee eee 2636-2637, 2691, 3006 
MatinGlderSiar ect nace ec once: 1926 
PUNNDS wees tet en 931, 946, 2581-2582, 3007 
NG OIS etait eet ei orem ene 3010 
EVAPORATIVE COOLER 

GCaDdGOIS Sateen cree careers 2998 
CaSleiSsc no eras So eee ae 2998 
GORI cree ie eee 2998 
COVEIS 2 eee eee aa 2998, 3001 
Float AssemblieS..........c0ecuuuaes 2998 
LOUVEIKMIS: coun e cose cane cures caus 2998 
WeCidseenceenee akc ee nae 2999 
MOWOISh: Aen tae: pene 56, 2998 
PaUG ee anne aoe eee mene 2999 
PUIMNDS anauwees 2619-2620, 2691, 2998, 3001 
Replacement Parts ................. 2998 
SWITCHES seen tie raacin see nite tae 2998 
NOIVGG Tent ae pertinence raat 2911 
Water Treatments. ...........0ee vena 2998 
EVAPORATIVE COOLERS 

area err 2921, 2998, 3000-3001 
EVAPORATIVE HUMIDIFIERS......... 3061 
EVAPORATOR 

Coil Cleaners .........cccceeuueueees 3011 
CONSE ce sees Seen ee iene eee 3091 
Fan LORS errs rene ener ace pene 38 
Pads: HUMMOINGE sane eceeceaee nes 3092 
Pan GleanelS.a...sacasteancoesceaners 3012 
Pump AccessorieS............000e00ee 635 
EVAPORATORS, 

a0) 72 (8 era aera emt turn race ete err ace rarer 635 


Get back on the job even faster now with grainger.com/repairparts 


End Mills - Extenders 
EVIDENCE SEARCH METAL DETECTORS 
Ree eee ee eee ern eee ae 2044 
EXAM ROOM 
Sterile Light Covers..............000 0s 514 
Surgical Light Handles................. 514 
EXCHANGERS, 
FIUID eee ee ee oe ae 918, 946 
Heat ieeran cre esas aan ce 2493, 3039 
EXERCISE EQUIPMENT.............. 1477 
EXHAUST 
ASSQMDIICS oe cece ese een ees seers 3087 
GIGANEISiee nes aanene oe seers ane cee 896 
DUGESaae eee 2949, 2997, 3097-3099, 3102 
Fans..... 2924-2925, 2928-2935, 2941-2948, 
eames 2952-2956, 2958-2961, 2964-2968 
RIMERSecceae ee ees 233, 1624, 2581 
GhleSsonet chance ee nin cer 302 
HOSES: eee Moe ere ere eres 2606 
WABIIICRS ee 2551, 2575, 2603 
Range HOOKS: Wiccsuromt crs veeeee es 2955 
Shutter Motors............ 2936, 2938-2939 
SHUMENS: 2 oi cee eee 2936-2937, 2967 
Solenoid Valves ..........00000e 2878, 2881 
SlaGK MiSeac es eee masses aes eens 1624 
SVSIEIMIOOISe ec eet eee eens 917 
VIVES Gascvcseaeeas 2547, 2551-2553, 2555, 
ee eer en 2863, 2878, 2881 
Ventilators.......... 1785, 2928, 2933, 2941, 
eer rT err Cre 2943-2945, 2947-2948, 
ee ee 2952-2961, 2964-2966 
VeUISe ein ee aan 1624, 2965 
EXHAUSTERS, 
EMM Giepaere ce ater ee eres 2408, 3060 
SMOKE -ascc. ccucmunceses 2408, 2966, 3060 
EXIT 
BlaniiScssee cans 1993, 1995-1996, 2053 
BaES eee ees 1976, 1993-1996, 2003 
BUMONS co .s4 eae eee: 1978 
EXIT DEVICE 
Electric Latch Converters.............. 1993 
Handles & Vertical Rods.......... 1993-1996 
ld (eects eaten ee are 1972, 1993-1996 
WIG a aes one eee nes ences 1978 


EXIT DEVICES . . .1972, 1976, 1978, 1992-1996 


EXIT SIGNS, 
Emergency............ 425-428, 1903, 1920, 
shag coeameatcreiy tater cone eae 1922-1924, 1926 
FICDOOK ete tee ee 1903, 1924 
Hazardous LOGAON s. ckee se ene eb 428 
VIGNE Eau ee eehe ce anew leaures 425-428 
SClFLUMINGUS 22.00 ohn eens 428, 1923 
Vandal-Resistant..........cccceeeeaee 428 
EXPANDERS, 
TauRiNG can. te casa en eee 917 
TUDINGevcrence sees 671, 678, 684, 868, 3010 
EXPANSION 
BiGHOIS 2 ate see 2163, 2165, 2168 
JOE COMPOURGS 2. cue enennn a cate 2221 
OMNIS eres ee ene orate ene 2845 
NES trereecercstete nn eerie cere ets 2165 
(1) Saeeeee Rete a ee rene an ener meas 2823 
ONIGIDS eee eae eee eae ee 2163, 2165 
MAMCAMVENIS: esacarrae ae carer 2661 
ANKS2 eee cece ettans 2661, 2717 
NAGS caen ee eee coer oe ee 3019, 3091 
EXPLOSIONPROOF 
(See Also Hazardous Location) 
|] eae ee ere pene tre ee 1784-1785 
Lighting Fixtures ............. 449, 451, 460 
MFANSCUGEIS see nen oc ee ee eer 580 
Vacuum GlCANGES. tick cccse vances acon 1572 
EXTENDERS, 
CONVOVOR sae. eee ec e een ee 1108 
I-31 


Extenders - Fans 
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LAMMOh cence ence tees ee 280, 465 
HOde irs ces eee ene aie eee 1551 
SOCKEL Ae eee eee 465 
EXTENSION 
BatS, SOCK@bsn. sacs sans sees 758, 768-769, 
ee ear ea ha 771-772, 861-862 
Boxes, Lighting Fixture ........ 309, 449-450 
Gord: Adapters 2: 22. seansscenaees 339, 400 
Gord CONMCGIONSs co eet eee ewes 334 
COMMS Greer ree 361, 397, 399-402, 412-413 
Handles........ 547, 1534, 1546-1547, 1551 
Hoses......... 1000, 2363, 2461, 2822, 3006 
LACUEISee even te er re ee 1027-1030 
POIGS soncaarres 1005, 1534, 1546-1547, 1551, 
Per er re 1618-1620, 1625 
RINGSteee ne enter eee ae 308 
OOCKGIS) eee aaks weet ee ee ne 2315 
SPHNGS ake eee enter: 327, 1123, 2158 
TapSate anions. eins 2267, 2273-2274 
EXTENSION CABLES, 
Pipe Inspection Camera................ 617 
WMermoOCouple Sack eee eee sneue eens: 230 
MIG Osa eerste etic snare ett secitiays erste: 359 
EXTENSION KITS, 
Dhilleree eee eee eee eae 697 
EXTENSIONS, 
BlOW GUN 2 s2eaee eee eee s 864, 2515, 2518 
BhUSteereter setae eee eee: 2161 
COMA Dike reste een soem ce eer cain: 716 
D=RiQas resnee ees wereses 1793, 1796, 1804 
Dvds te ee ree 2722, 2724 
Dillleeeeree coe eee ae ee 705 
DilliBitee eae ce eee eae 705 
DEG Ese merece eta ere tees rea eee 293 
EamINAUQE ec aa eran eee ae none 1008 
Exit Device ROU 3... aeosiccecec. een. 1994 
FORMING caren crcaeta cee ee ane hec see crac 1177 
Hand Truck Noseplate........... 1184-1185 
HecOnibiteecccce aes ceemorees kas 705 
Hole Saw Arbor .........cceeeeaee 705, 708 
Impact Socket..... 761, 769, 774-777, 779-781 
infrared He@dlelcce. sess ceeecnc. wou 3087 
NOSEDIAIG Gece seat eee eemnns 1184-1185 
RalGnel cass enous ee eee 759, 768 
(211121 epee eee nneettc arerer Retiree er eter a 1044 
screwdriver Shall ccc seve dew uke ea ees 703 
Socket......... 465, 703, 759-761, 763, 765, 
Penne 768-769, 771-772, 774-777, 779-781, 
Meee cine arenas eR 854, 2147, 2315 
SPay GUlitees eee eee ee eee 1625 
OIGGIIFIPRS net nee en erecaeroee can 2768 
MG Val Circus nema ekant it mee ear 954 
VGRlianccnse a nena Manan waren ane 3085 
Work Platform: ..c0ccenawee a 1032, 1044 
Workbenchie@icccc cat cnueancsmauns 1321 
EXTRACTION 
Cleaners..........eeeeaae 1517, 1520, 1522 
HOSES «eee en caren ce 1577, 2408 
TOO] ACCESSOFIES «ccs 1577-1578 
(OOIS Fania tee reper cutee canes 1578, 2260 
EXTRACTOR ARMS, 
AINGIGANEN ere. een eee 233 
EXTRACTORS, 
DO re ea en oe 2260 
Carpet Cleaner............ 1517, 1577-1578 
Compression Packing ..............4. 2700 
DUSiee cae tenes sae 710, 1566-1567 
FUME eercancane corrects 233, 636, 2408, 3060 
Oil ree ramen eee ee 918, 931, 936, 946 
Pili eters ah ee ic easa ane ae eae 914 
PiPG@cee cue eee eta ecensate 871 
SOLOW: erage naa une ete eee ne 2260 
SLUICE ee eeseesreg ee siehare mere cs mecnetaeacs 2260 
TAG oe coc cncninee wick lena oe 871 
EYE 
BEACKetS: cscaawrn crease 2480, 2537-2538 
CUS cue ee earns 1830-1831 
DrESSINGIKIES:rn cee See eee ee 1831 
(a) eeeererer ye Merer mee greece ara eee eter tn 1830 
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HOOKS: ee ern ee seers 1069-1071, 1084 
SINGS: cee ee acne 1076-1077, 1079 
EYE NUTS, 
RORGGG | epeaertecrinvncentian tence eienatia ty: 2075 
[WING Seen ees oes ee 1069, 2075 
MGI cee eee ea 1069, 2075 
EYEBOLTS, 
DKOP-FORGed 220 cee eec Seen 2076-2078 
LIPO nawat ee teen 1069, 2076-2078 
Machinery........... 274, 2076, 2078, 2317 
MEIC ake paren ea eats 2076 
TUMCU WIE foe catunwe ened ca nioaeen 2077 
WOO OCIEWheac saan mean cueaniane rs 2077 
EYEWASH 
Solutions ...... 1830-1831, 1834, 1837, 1839 
lands eee ee eee 1839 
Station ALARMS sf estcer sw cca alatete cade atecs 1844 
StationiGaltS nae cee neers 1839 
Station Covers............ 1839, 1844, 2741 
SIQUOM GAUGCS aac tern cues es ve 1844 
Station Heating Jackets............... 1839 
Station PushiFlags: cs sccsaaces = acc 1844 
Station Replacement Parts 

ea rete eee crae 1839, 1844, 2741, 2750 
Station Waste Containers.............. 1839 
Station Water Preservatives............ 1839 
StallONS cee ns eee 1839-1844, 2741 
Tempering Valves................000: 1844 
EYEWEAR 
CASOS sc 2 ee ee ae eee ee 1665, 1668 
CONUS eee ee eae 1656, 1665 
FOanN GASKEIS =o wae toueeeuus canes 1659 
FrAnIES. 2 a earn eas Shee ne sre ee 1655 
VENSGIEQNGIS santa oeer canes 1666 
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MINS aero ae nearer 2346 
FACEPLATE THERMOMETERS......... 591 
FACEPLATES, 
Abrasive Dise’ Pad 2.4 ac. acaee scenes 2376 
AMUMINUNM oe ference aaa eee. 309-310, 328 
Bld wane ae ts 305-306, 309, 328, 356 
BraSSigee Gee oe eer eee eee 328 
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ROCOWAY cet eee cnet ces 304-307 
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COVGIS 2 ee ee 2967, 2998 
CUI GODS ae sera ea reutiG aa es 2940 
DaMPOrS sence are aes 2938-2939, 2944 
DG WolOiSeete eee ee eee 27, 2493 
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EraINES sear oho t ae nee arated 2930 
GHIIGS praecr ee ar areecs 302, 2926, 2943 
GHATOEINGES:s.c2.5 etreteses ane ee 3051 
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EXDIOSIONDIOOE....005.2c0n2s0 en. 1784-1785 
EXtGriOrMOUN Tce chaas nae neue ana 2948 
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Frequency iDINGsc:t.2 2 snnrcumeeees ec 157 
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1-800-GRAINGER (472-4643) 


Sign In to Grainger.com® to See YOUR Pricing Product Index Fans - Filter Cartridges 
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UNM BUCS Ge be eee ce ite econ 2748, 2750 LANG oo oocccccccccccccccccccececees gig ReSpifalOl sss .s ic asee een 1760-1761, 1763 
WECNCHESs:3 22.5 ccteceue nascent e es 2751 ict! 
cet eeng em aes Eset | Pe 8 ie) ee ARLTER CARTRIDGES; 
FAUCETS, FIBER DISCS, Willette Reece HigcoaG © Blast CADINGL ec een semanas 2402 
1-Handle . . .2732-2734, 2736-2741, 2743-2745 Ane 9371-2376. 2382 Needle........cccsecseeeceeeeee 818,820  FluorescentLamp Crusher ............. 511 
2 HaNGIe Sige es asses 2733, 2737-2743, 2760 Billa oe ee G10 oblelieorne se sace tee anmse 2671, 2709-2710 
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We WAKGIe rc ee ance cee reo! 3002-3004  Dehumidifier....................00, 3093 Water System ............ 2702-2707, 3004  GearLockers..........cccceuuevuaae 1262 
ReSpildlOh aaene ena eens 1760-1765,1768  Discharge.............005 2492, 2575-2576  Wet/DryVacuum..... 1563)1565-1566, 1576. -GIOVES 2.04: 22e5.ccteeen ct eaes 1815-1816 
Wale sancceanns 635, 2703-2710, 2719, 3003 Drinking Fountain................... 2706 Whole House Water............00eeee 206 HINGIS Hose a nut araaae ara aie 1815 
DUS rude coe een 233, 598, 2363, 2403 HOGS ace tees Caer een: 1815 
FILTER/DRYERS, Dust Collectors essere eee 2363 +FINCOMBS................... O18; 3010 Sprayers co uee.c0: eden aun ud uae <a 1001 
Air Gonditioner.: =: . se.ss¢.acede. OAG BUS) ElCCIOSIAUE Sc. ctn seca tees 3051 Thermal Cameras ais ficact scene xa 609 
AUOmOle: ce, coves ceases on cers GAG ExiiaUStictrc ce eget 233, 1624, 2581 FINDERS, WG0lS ee eee ee oe 862, 1007, 1820 
Heat PUMPsee nai ce eee teen 3015 Extended Surface ...........005 3053-3055 = Center... ...cccccccccccecuee 2334, 2336 
ReMiGEfalitc accu e se nies 946.3015: “Fda. 2.0 se ec 801-302, 2926; 2989" 3051. EdgG.cccny. wee ce ca eme ses were 2336  FIRESTOP 
PAM GUAED sine omni ne aenuheemaneiees 20/21 GS Nearer tp ee yee ek ary Gane 885. 9 PACCESSONES couse nee ees 1883-1884 
FILTER ELEMENTS, Fiberglass ........... 662, 3051, 3053-3055 GOUIK seasoned hearers ehcane 1884, 2233 
Air Compressor ........... 2567, 2576, 2585 Fluorescent Lamp Crusher ............. 511 ‘FINGER cic en ee er ee 1884 
Vg 2575, 2585, 2589-2504, FUCl i cvccrecaveverseens 947, 2671,2710 (Cois& GuardS......<<:ecescaes. 302, 1673 Packing Materials................085 1883 
Sees eae earns 2596-2599, 2601-2603 Fume Hood ............c cece ee eee 636 SafOty (APO): cas cecccGesacen eee cclogg -OUDDOM PIAS cc cnnss es ca sense anaOUOe 
Automotive Fuel..............00% OAT 267i  RUMBCE cen accer uae cwuasa 3047-3056 NBDOE ney ere arena 1883 
Coalescing.......... 2575, 2585, 2589-2594, Gas Detector...............04. 1781, 3008 FINISH 
Siren etenruw sees 2596-2599, 2601-2603 Greas@.........ecceeeeeeeeeee ees +9052 Applicators............00eee sence ss 1 1593 FIRESTOPS................... 1883-1884 
HV CRUlIG mene Sater ehcrnenaantee 2407 BAUM Pee eee eee 1624, 3047-3052, Removers.............00eeeeee 1521, 1523 
LibniGanie =n. ee ee eee OA aoe re hiaauinacmanins 3055-3058, 3076, 3083 FIRST AID KITS, 
SpincOh: cee Gerie sete rere oa eae 2492 HEPA cin sccncas 636, 1563, 1565-1566, 1568, FINISHES, Biohazard... ......0.eceeeeeaes 1836-1837 
Wathen oe nece ceee ane venae 7451} een eee arr eettenn 1970, 1572, 1576, 1764,  Automotive..........ccececeececs 906-907 BurnCare................ 1831-1835, 1837 
Reena een aie 2989, 3056, 3059-3061 = Floor... oss. eee eeeeesess 1523, 1533 Emergency Preparedness .. . 1832, 1835, 1837 
FILTER MEDIA High-Capacity Air...... 3047-3048, 3050, 3058 EVe Cale e..c 2 1831, 1834-1835, 1837 
PAS eeean es itera 3057-3058 High-Efficiency Air......... 2593, 3054-3055 — FINISHING Office/Facility............. 1831-1835, 1837 
ROMS os stein cee 1624, 3057-3058  Humidifier..................4, 3061, 3092 — Machines..........0cesseseeeeeeees PGi e lal dara tec ncaa. 1833-1835, 1837 
Hydraulic... 0.1... ee eee eee eens 2492, 2495 Nailers... 669, 679, 695, 2496, 2498, 2500 Velicle..............cceeeeee eee 1834 
FILTER MEDIA, Ice-Maker .......... 2703-2706, 3002-3004 alle eee 2111, 2497 
Camoneaesene ree eens 2722, 3057, 3060 ‘In-Line............. 1626, 2558, 2589, 2603, Tact Kits.............. ee ccc eeceeee. 9391 FIRST AID SUPPLIES 
Fiberglass ......0.cseeseeeeees R0G7=205R kre ese ewan 2703-2706, 2710, 3004 Wochers...................-.. DOR-0007 see sees 1820, 1831-1832, 1834, 1836, 1838 
Ranier eee 2926,3057 ~—sindustrialAir........ 2408, 3053-3056, 3059 
fe rer a ets 3057. IMlet.......06..---. 1593, 2492, 2567-2568, FINISHING TOOLS, FISHING SYSTEMS & SUPPLIES ee 
Polyester ......ccecccecccecece A05T=G050. hace esa e en meacmes 2075-2576, 2504, 2694 pap. RT 9940 999A D9RR ev dete eseecc cece uvsewesnens 841, 847- 
Intake... 1624, 2567-2568, 2575-2578 Concrate Foot, cee BOP 
FILTER/REGULATOR/LUBRICATOR OM RECUCHON ced eemean anand 2703, 2705 FITESWKINS 220 ore eee ak 1775 
Connectors.............. 2595, 2598, 2601 | Lead-Removal....... 2703, 2705-2706, 2709 = IPE 
ENGUBIOEKS: cea cto mne mnt crac 2598 LINK... 1... sees sees seen ee 3052, 3058 pariers................. ee, 1883-1894 FITNESS EQUIPMENT............... 1477 
Lockout Valves..........00.000. 2595, 2601 Membrane.................sssseeees 662 Blankets. ......................... 1835 
Manifold Blocks............eseeeeee. 5505 a NOS eran ren eare atin i 2955, 3052 Dampers... 9949-2943 2945 3101 _ FITTING ROOM BABY WALL SEATS . . . 1495 
Mounting Brackets ............. 2595, 2598 + ‘Mini-PleatAir.................. 3054-3055 — Haodorizers........................1506 
RIDE AUAPIES same annem scent an 2505 NOD... esse eee ee 1760-1763 Door/Fire Lane Signs............. 1903, 1917, FITTINGS, 
NIPPIC sss eee ee eee ee eee ee eee eee 2603 vevcceucceuueeuueeuns 1920, 1922, 1924 ABSPipe............seseeeees 2724, 2808 
FILTER/REGULATOR/LUBRICATORS, Odor Removal ....... 3050, 3055, 3059-3061 DoomHolderseeener eee eee ee 1976 Acetal Compression Tubing ne ae 2854 
Air Line... 0.0... 2595, 2598, 2600-2602 Dill............ 947, 2492, 2495, 2567-2568 ogre sc ceece eee eees 1997-1998  Acetal Push-to-Connect Tubing... .. 2849-2850 
Oil Vapor Removal .............. 2575, 2590, Equipment Signs ..... 1903, 1920, 1922, 1925 Air Brake ..........eceeseeeceeeeeees 962 
FILTER/REGULATORS, trate teeta tenes 2592-2993, 2597, 2603 Eccane Laddels.........0seceeeeeees 1880 AirHose..........eseseee. 962, 2519-2522, 
Air Line ....... 2594, 2597, 2599, 2601-2602 PI00..........-eeeeeeee eee MOURA DS nats. ck. cae anche dOO;IS ISS a 2530-2531, 2586, 2612 
POD ieee eee e eee eee eee ee tere enna, 1761 ivdrant Markers ........0cseeseeeee, 1912 AirLine .. . .288, 2519-2522, 2530-2531, 2586 
FILTER/SILENCER ELEMENTS. ....... 2576 Paint......... better ees 1624, 3098 pumps... os. ec ceca cececeeeceees 1001 Air Tool Swivel.........sscececeeeee. 9519 
Paint Collector Grid...............20, Oe RAKES eee a 1820 Aluminum ....... 314, 321, 1308, 1818, 2519, 
FILTER/SILENCERS, Paint Sprayer.........+... 1626, 2575, 2589 acca HarneSS@S......-.s see eeeeee. (G7 ee 9591, 2766-2767 
BIOWCicer ean ee ee ee 2576 2955, 3047-3052, 3058 Retardant labes: neerceee. ee es S74 basiligacs te eee we cnree wma new ace oe 2630 
GOMPFCSSON voce neces eee cs 2575-2576 Parts Washer she aaa Race teed et senator ee 938 Retardant Treatment ............00055 1879 Black Malleable Iron Pipe .. . 2768-2770, 2773 
Pleated Air.......... 3047-3050, 3054-3055, chovels o.oo... es eccccccecuceeeeees 997 Black Steel Pipe........... 2769-2777, 2779 
FILTERED ROCAAE pier Wt aL obeees 3059-3060, 3093 Sprikler PUMPS sascscnnoees neeaes: 2698 Brass CamandGroove.......... 2766-2767 
FANS ee re ere eae eee 302 Pneumatic Line ...... 1626, 2575, 2589-2594, Ventilation Poles ........... 862, 1007,1820 Brass Compression Tubing 
Workstations .........0s.0seeeeeeuee. Sccn 2596-2598, 2600-2603 as 962, 2764, 2853-2856, 2859-2860 
0 SE 3053 FIRE ALARM Brass Flare Tubing......... 2853-2855, 2859, 
FILTERS, Polyester Air......... 3048, 3050-3053, 3058 Batteries... 0.0.00. cece. Bab: 2050 -GOdIm ss aren cient 3006, 3015, 3017, 3094 
Aerosol Can Recycling System .... 1606, 1864 ue SiR eaed deere hers Genes oe 2639 BellSaeencuanaecunernee ate tecieta cat eres 1886 Brass Instrumentation Pipe............ 2795 
ir Fi ee 2641 Brass Instrumentation Tubin 2859-2860 
Air (See Air Filters) Pressure Recorder 508 CADIES © cranes cee phe oceans 323, 349 — brass in Q...s. 
Air Circulatoh esc: eee eee 20B0; SOS nee iota COVEISeeeete ne recet renee 1979, 2053 Brass Pipe..... 1818, 2696, 2722-2724, 2748, 
Air Cleaner........... B25 oa) CMa ne es 2632, 207) Heat Detectors... esses 1881,2051 _...2790-2795, 2818, 2842, 2853-2855, 2911 
nr err ne 3049, 3059-3062, 3093 Jo Dai esse Doeppoe ie ATLL ety 1885-1886, 2040, 2052 Brass Push-to-Connect Tubing 
Air COMpreSSOF «eee cee eee. DEST TEED ate ee tee ate seat esos 3079 Smoke Detectors... 1881-1882, 2051, 3029 _. ... 962, 2556-2558, 2806-2807, 2850-2852 
en ere ar ey 2575-2576, 2584 Regenerative Blower Inlet. . . 2575-2076, 2584 Speakers.................+.+. 1885, 2052 Brass Tubing .........962, 2530, 2556-2558, 
PME occ ence 1606 O75 2566 Jegd se ese Ol cr BiSe MGR GS De MES cirobe Lights ieee 1881, 2052,3029 0... 2586, 2764, 2805-2807, 2849-2856, 
eee eee 9596-2598, 2600-2603 Reverse Osmosis (RO)...........2702,2705 — cyctem Components. . . 1882, 2051-2052, 3029 _—....... 2859-2860, 3006, 3015, 3017, 3094 
Automotive Lubricant .............eee. 947 Rigid CellAir...........4. 3054-3055, 3060 BRONZE RING ere tener een: 2802 
Bag .... ses e0 1568, 1574, 2711, 3053, 3059 eee ea er ean 3052, a FIRE EXTINGUISHERS & ACCESSORIES Bronze Tubing ............seeeeeeees 2802 
Se ZH 2706) SOUS Scalp inhibits cece 2702-2706, 3004 See a SER TIG ecT 
BOK. ...sssssccceeseeees R054 3056 SUSU ec eee eee ees 2706 FIRE HOSE & ACCESSORIES Cable Tray occ eeeeeeees 307, 318, 392 
BreathingAlk sere eras ee ae 1771 Self-Gasketing...............s.seee, 5 ee ere meme 1817-1819, 2634, 2637 CamandGroove ............... 2765-2767 
Carbon Media ......... 293.695 1606 1864, Cee rete eters en CAMO: ee 2765-2767 
Beh atone 2591. 2703-2707. 2709. 2722 Spray Booth................... 1624, 3058 Fine PROTECTION BUTTERFLY VALVES Carbon Steel Compression Tubing...... .2804 
5990 3050 3055 3059-3061 Spray Gun ..... 1625-1626, 2575, 2089, 2603 icecuseeeeeeeens 2780 Carbon Steel Instrumentation Tubing ... .2804 
Cartridae...... 1576. 1762-1763, 24022408, PlaVel--s-s-ee eee eee 1626, 2575, 2589 Carbon Steel Pipe ..... 2778-2781, 2804, 2846 
SAE as : J , ; 1 SWIMMING POO! se scsen se ee ceenow ees 2641 FIRE-RATED Cast B Pj "9794 9911 
sheets 2641, 2702-2706, 3004, 3054, 3059 syithetic...... 3048, 3050, 3052-3055, 3057 seine oer me rent et 
Charcoal Mea o.oo cos Eig) a een ne G62 BOOB. - see vvvvssvsssse tsar ue Cant er bg Ss 0 
See eee a eer a ree OS NU OUOLanr <7 TUS C101) TOD NNO ages a ag cr eae ee ence 
ri a a 1443 Wim-to-Fit........ 0s... 1624, 3057-3058 FIREARM ACCESSORIES ............. 2041 Compression Tubing .. . 962, 2764, 2854-2860 
1771, 2567-2568,  LDidity....-.+-..s-esnes 2703-2706, 3004 Conduit 308, 313-315, 317-324, 2828 
Compressor.............. 2567-2568, Ynder Sink.......... 2702-2703, 2705-2706 see tees ae 
Patani 2575-2576, 2584 FIREFIGHTER Copper Pipe/Tubing....... .2801-2802, 2805, 
EERE pce 9702-2706 3004 Vacuum Cleaner... ... Sa) FOE) 00 PDO aac are a eae ee 2842, 2853, 3015 
ie Corr eet 1568, 1570, 1572, 1576, 1581 Dee SIRE Sir ga se asad stan CPVC Pipe 9812. 2815-2818 
ee 3053 Vacuum Pump.........+6. 9575-2576, 2581 BOOS... ...-....seeeeeeeeeee eee ens NO ae eae eae: a 
a a ee ae Coe Wate a ae 695, 2639, 2604, 2702-2706, CMI. -- +++ sse eee ED eee ga 


Geen ere 2709, 2719, 3003-3004 Flashlights...............sseeae 
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Fittings - Floodlights 





DraiiaQe: Pipes stce sais aetna eines een ae 2813 
BY: (ey aes eeeee nee err earner: 293, 3097-3099 
Ductile-Iron Pipe .......... 2779-2780, 2828 
EMI seecrtog rn crenanseen eisai 313; 315,317 
Reeder Gablesccc sctccutaesceewene aes 326 
FONCCteat neice et ere ees eee 1011 
Flare Tubing......... 2487-2488, 2853-2855, 

eae wearers 2859, 3006, 3015, 3017, 3094 
Flexible ...... 319, 322-324, 449, 2821, 2845 
Forged Carbon Steel Pipe ............. 2780 
FUCKING Seen ence eee 2671 


Galvanized Malleable Iron Pipe 
ee rr err 2768-2770, 2773, 2776 
Galvanized Steel Pipe 


eee 2768-2772, 2775-2777, 2818, 2842 
Garden Hose ........ 1013, 1593, 2743, 2749 
dS epee cite ee ocean 2717 
CaS VOM PING ieee ccs ee one 3096 
dt hcse caret ms arenioens Sian ainn er se 1011 
GiGaSO iene anne em ane se nc racer 935 
Ghease Guilt sc wea, cece nate 934-935 
GHOUNGING sae thcrircweet: cect nee 322 
HOSE ensue econ 407, 962, 1818, 2482-2486, 


aan teee tse en Taaeior ual 2489, 2519-2522, 
Pe necemen aut 2030-2531, 2671, 2765-2767 


MOSC'BaNinwee neces x 2519-2522, 2530, 2636, 
. . 2764, 2767, 2805, 2813, 2849, 2853-2854 
Hose Clamp (See Hose Clamps) 
Hydraulic...... 2481-2491, 2530, 2846, 2854 
Hydraulic Hose Crimp ........... 2482-2484 
MG eee an ee eae 319 
Instrumentation Pipe....... 2780, 2787, 2795 
Instrumentation Tubing..... 2804, 2857-2860 
Liquid-Tight Electrical....... 315, 322, 325-326 
Metal Framing) ss scacsecumeeann. oon 316 


Metric Tubing. .... 2556-2558, 2852, 2858-2859 
Nickel-Plated Brass Tubing 
eae ee ees 2596-2558, 2850-2852 
Nylon Push-to-Connect.......... 2556-2557 
Nylon Threaded Tubing .......... 2556-2557 
PFA Compression Tubing.............. 2856 
Pipe (See Pipe Fittings) 
Plastic Pipe ......... 2617, 2680, 2722-2724, 
Doerr 2767, 2779, 2806, 2808-2818, 2821 
Plastic-to-Metal Transition Pipe......... 2814 
Plastic Tubing......... 407, 2554-2557, 2636, 
Se amen ees 2743, 2764, 2805, 2807, 2821, 
Ee eer er 2849-2850, 2855-2856 
Pneumatic..... 2519-2522, 2531, 2554-2558, 


ere ee ee 2586, 2765-2767, 3040 
Polyamide PIPG vi cates ve eese ra wew an 2617 
Polybutylene Push-to-Connect Tubing 

ee re Sere 2594-2555 
Polyethylene Pip@ <3 cccscveceussweeas 2813 
Polyethylene Tubing.................. 2807 
Polypropylene Barbed Tubing .......... 2636 
Polypropylene Pipe ........ 2722-2723, 2767, 


er a aa eee Sean 2779, 2816-2818 
Polypropylene Push-to-Connect Tubing 
Neve een ae nae nie ene: 2557, 2850 


PEGSSine oeeearie areca ortnneroas 2801-2805 


UMD cate ameter 2658-2659, 2671 
Push-to-Connect . . . 322, 324, 962, 2519-2522, 

ore 2554-2558, 2806-2807, 2849-2852 
PVG FIDG cx aera ee 2680, 2806, 2809-2814, 

er es ee tee ee 2816-2818, 2821 
PVDF (Polyvinylidene Fluoride) Pipe ..... 2817 
Quick-Connect. .... 934, 962, 2491, 2519-2522, 


. ..2931, 2558, 2806-2807, 2849-2852, 3006 
RdGeWaVeee se can geaa ee eee can 304-307 
PellING erscunt tera tetas eee ere 1308 
Refrigeration .... 3006, 3010, 3015, 3017, 3094 
RightAngle ........... 322, 449, 2636, 2768, 

Nec ieee ee 2770, 2810, 2814-2815 
Salat Vine einen eects 2788, 2809-2810 
Service Entrance Cable........ 305-308, 320 
Slip-On Structural Pipe ............... 1308 
Socket Weld......... 2770, 2782-2783, 2786 
Stainless Steel Barbed ............... 2636 
Stainless Steel Compression Tubing 

CET Cr Cre err ore 2857-2859 


Stainless Steel Flare Tubing 
Nee ee 2487-2488, 2854 
Stainless Steel Instrumentation Pipe ..... 2787 


Stainless Steel Instrumentation Tubing 


ena ee eee Po cae 2857-2859 
Stainless Steel Pipe........ 2636, 2781-2787, 
ori 2818, 2828, 2846 
Stainless Steel Threaded......... 2766-2767, 
Ree tieaee es eee 2782, 2784-2787, 2818, 
Nr ere ee 2846, 2851, 2857-2858 
Stainless Steel Tubing....... 962, 2487-2488, 
. . 2788, 2803, 2805, 2851, 2854, 2857-2859 
SIGAMIMDSO Ms aoe cnr ee eee 2531 
Steel Compression Tubing............. 2804 
Steel Instrumentation Pipe ............ 2780 
SlGEl PIPE tis ee cee 2617, 2768-2781, 2804, 
Pan Pees Cee 2818, 2842, 2846 
SICCUNIDING cee eee 2803-2804 
SUAIENGlia wha ween ces 322, 324-326 
Structural Framing Wing............... 316 
SUMGM FAN PIPCire eee eee 1308 
OUGUON: corneee een enteen earns 2636 
OWAQG awe eice tances ee 1088-1089 
Swimming Pool Vacuum .............. 1481 
Thermocouple Compression ............ 230 
Ne-DowniWack oie ee cere ees 1106 
Mansition Pipes cetscc ences ae 2812, 2814 
Tubing (See Tubing Fittings) 
Water Heater cccs aes seccerar. 2801-2802 
Welded Steel Pipe.............. 2771-2772 
Wire Rope Cable.......... 1088-1089, 1091 
Wrot Copper Pipe/Tubing......... 2795-2798 
LGTK ie eraye aeasleeracuce were fase aa ener cia ere 935 
LINCPIDG anor een ane ae ae aoe 2724 
FLAG & FLAGPOLE SUPPLIES 
ee ee ee 1351, 1907-1908 
FLAGS, 
American/Armed Forces/State ......... 1351 
ROSTIeeeeee re: ose cei eae 1357 
Safety/Warning ..............008 950, 1907 
FLAME SENSORS ........ 3010, 3034, 3036 
FLAMMABLE LIQUID 
BeMen: GANS ice wnieaete manectere cacers 1875 
GaDINGISccseee cs tcoeweraueter: 1868-1872 
PlUM@enGANSterrecee ae ere 1875 
FLAMMABLE MATERIAL 
GUINGSecrpee net cere eaters are 1868-1873 
GONTAIMGIS saa ecaneenn tcaukeet 1874-1876 
FLANGE 
PUICHIBES arte aerccecahs aretreanenarestticehe eects 2425 
B@daninGS .22cc cee 133-137, 140, 144, 1111 
BOIS ec ecere ett ee mena 2063 
BaCkKGlS: a cer eian: 2537-2538, 2540-2541 
CpSiaraecrie canes 312, 317-318 
COVGISs ete ree ee eee eee 2770 
Gaskets ....... 2659, 2779, 2818, 2839-2841 
NUS eee teers aes 2083, 2197, 2317 
Sealants... 2222: 905, 2222, 2226-2227, 2230, 
Maan ear eaten 2233, 2820, 2842 
SPiay SulGldS eee toes careers: 2831 
WOdGGS ce an cane nine er eae 861 
WHGGISirryvenn. atieneupe tan semen nae: 1218 
FLANGES, 
ABS PlasliG eee eee ee 2808 
ANIMIAUM eee a ene a eae 312 
Back: ectnes sae easel 2480, 2541 
Ball Transfer Table...............0005 1112 
Black Forged Steel Pipe............... 2770 
Black Malleable Iron Pipe ........ 2768, 2842 
Brass Electrical Box.............00000 312 
BiaSS Gea cee ete 2790, 2842 
BIONZO= cence cae eer nan 2658, 2799, 2802 
CarmonSleel).oi.5 ¢ackinneceswas 2778, 2804 
Cast-Iron Pipe ........ccccceaee 1308, 2659 
COMpAanlON: ae. che sa ansaaeee es 2940-2941 
Copper Pipe/Tubing . . . 2798-2799, 2802, 2842 
CRYGIPIDO ee a eu eeee mete 2815 
DiSNOSGkeac se eee eens ears eee 2732 
Drain/Waste/Vent.......... 2798, 2808-2809 
DUCES stent nea 2995, 2997, 3098 
Ductile-lron Pipe .........eeeeeeeaues 2779 
Enclosure Mounting............... 317-318 
eC eo rae ee a ep err ere et 2940-2941 
EIQON erence ete eer cee eee 312 


Frequency DIIVG! os sc veeccei a vee sees es 1De, 
Galvanized Malleable Iron Pipe......... 2768 
HIGN=BOX:PIDG ie cere ee nee cranes 2723 
VGt aU IG a tee sceeccie eu were cave cerns 2487 
SOlaON Se rece emcees eee eee e ae 2658 
POUCISWINGhes ere ere eres eer ne 581 
PQUUCT oncaactnen ean icie ohana scence 2939 
PlaStiG Pil@sewse ent ee oe ees ee 2767, 2779, 
teen ae 2808-2809, 2814-2817 
Polycarbonate FlOOn sic ses. sense eee 312 
Polypropylene Pipe ........ 2767, 2779, 2816 
id) Wepre nese eer arereaa ear arate 2658-2660 
PVG EIGCIIGGIIBOX A. tiaeee cen sanen. 312 
PVG IRIDGt cer cens ree 2757, 2809, 2814 
PVDF (Polyvinylidene Fluoride) Pipe ..... 2817 
RallinGQievacuce ne retnnrs aor atari: 1308 
Stainless Steel Pipe............. 2783, 2786 
Stainless Steel Pump..............005 2659 
Stainless Steel Tubing........... 2803, 2858 
Sigel Ripe. ssa. seee ces aensoceenenn 2768 
LUT] late ear merar er epee ereera unr ironeeet cient 2759 
FLAP 
BINSHGS2 seenar ae tase ne neers 724 
DISGS toca reerwnen seen: 2377-2379, 2395 
Wheel Adapters................ 2380-2381 
Wiheelocc co as arenes 724, 2380-2382 
FLARE 
HOMIES ence marten a aes 1905-1906 
Nut Wrenches ........... 758, 787-788, 790, 
ee en ee err 794-795, 859 
Tubing Fittings....... 2487-2488, 2853-2855, 
Seer 2859, 3006, 3015, 3017, 3094 
FLARES fee cree core 965, 1905-1906 
FLARING TOOLS............ 868, 917, 3010 


FLASH DRIVES/MEMORY CARDS..... 1354 


FLASHBACK ARRESTORS ........... 2435 
FLASHING, 
ROOla ee ee ne eee 2724, 2963 
SHINGIGS a eer eee aa ieate 2963 
FLASHLIGHT 
BallenieS a acct e ee eee 532-534 
BUDS eee eee ee 498-499, 502-503 
FldSHGNS secre nee ee cere ee 529 
FLASHLIGHTS, 
GeVOl ete serene eee ene tee 529 
GVO an a eee eee, 530 
12-VOlleacen or eee ene 524, 672, 680, 693 
W2OA ye neieoee eee 524, 527-528, 531 
1G-VOllere cee ee 680, 689, 691 
BA-Golliccceuinan aise tuk acane 523-531 
AAA-Cell. . . .523-524, 526-529, 531, 680, 3009 
NBR Cellier atinis ceennceaeecriee 531 
BelEClibcaeveecmecw ecutive 524, 527, 531 
CCl ee 524, 526-527, 530 
D=Gelle er eeewe eee 523-524, 526-527, 530 
FINCHOINCK ect cc cesc eee eee 528-530 
Flexible N@Ck: .:¢ecenetoaan as 528-529, 531 
CLC [3 | espana teers rere ee eer rarer 523 
HalGihlatsecwc mum emt eee 528, 680, 1709 
Helmet-Mount............... 527-528, 680 
FWA ecres cece eee cegee ae 2494, 3009 
Incandescent............ 523-524, 526, 531 
Key Chalt/RING)..cccscccceaa. 524, 529, 531 
KIVDION eens nee beannee eer ariee 524, 530 
Leak Detector ........ 531, 2427, 2494, 3009 
ED ee cee 523-531, 672, 680, 689, 691, 
SR rE eee nan 693, 695, 2494, 3009 
Lithium-lon ......... 524-531, 680, 689, 691, 
Rane ree ee eee ee ee 693, 695, 3009 
Magnet cae ne srmene.use 523, 525, 529, 531 
MIAN coe ceccemmcen rene ee epee ete: 527 
PeniGliteeneeeue nce 526, 531, 680, 3009 
POCKED sae certs teenies 524, 526-527, 529, 531 
POICG reper ac cee ernie 524, 527, 529 
Rechargeable...... 524-531, 680, 2494, 3009 
Safety-Approved............. 523-531, 680 
SWIVEl-Headics. cee eoe eee ee 680, 689 
Mere eae 523-524, 531, 2427, 2494, 3009 


Get back on the job even faster now with grainger.com/repairparts 


Water-Resistant.......... 523-531, 680, 689 
WAlGIDIOG!. canes create os ces 523-531, 680 
KENOe ene ae eae 524, 526, 531 
FLASKS. 2 ore aon e ras 656, 663 
FLAT 

Face ldletso ene ee ee eens 120 
File GapinelS anaes cnswacenn see cee 1345 
FICS eee ee ee eee 818-819, 1345, 2393 
ROONGADS pv adaneun ewe enue 2949, 3096 
ROOMFASHINGS 2 ae ccaceee Sameer eee 2963 
VISGSieremvsccamsiaie sieteeciieracs etre tantra 2346 


FLAT-HEAD SCREWS ..... 2097, 2101-2102, 
ee 2104-2109, 2111-2112, 2119-2121, 2166 


FLAT-PANEL MONITOR 

Cables er ee eee 2022 
MOUNISS 2s erece cee 1343, 2022-2023 
SlandSe ace se eee tee 2023 
FLAT-PANEL MONITORS............. 2050 


FLAT WASHERS, 
Beveled = aot oaee ee roe arora 2093 
COUNLEISUNKG= eee ee 2096 
FONGGh tiara eee at ee 2088, 2092 
NMGING syecececs ec ante oe 2089-2092, 2096 
Nonmetallic......... 2087, 2091, 2180, 2197 
SAE anne: 2087-2088, 2090-2091, 2093, 2317 
SEdING ecnne ee ae eae cere ceca 2091 
Stainless Steel....... 2088-2090, 2092-2094, 
ee ee rene 2096, 2180, 2317 
StandalGl!c. =e ne 2087-2092, 2096, 2317 
SIGE aa eee ce 2087-2090, 2092-2093, 
ee ee eee 2096, 2180, 2317 
SURG endl eececcane teen nee rece 2096 
Through-Hardened.............. 2090-2091 
FLATS, 
AGM ee nee coer ee tects 2184 
Carbon St@@l 2 ck seccdee seca caw eae 2186 
FLEX-HEAD WRENCHES 


cena 703, 768-769, 771-772, 787, 789-790 
FLEXIBLE IMPELLER PUMP REPLACEMENT 


PARIS 23ers eee 2694 
FLEXIBLE IMPELLER PUMPS 
rt eee ee eee 2630, 2672, 2694 
FLINT 
LiQNiGlS:; ne were amare eet 2431 
RANG WAlS ce wteraian memcareeie ne. treme tence 2431 
FLOAT 
AQaDIEIG= eee ere: 2629 
RIP MEMES etn oteirectonateron. ateiee eaentc 2901, 3037 
BallSse ete cena 2620, 2911 
BraeKelSicuea ores eee 892, 2629 
HaNGeS eee era ee ee eae 892 
ROGS!. ence ee eee meee ee 291 
SedlSce ee een es eee 2629 
Switches ....... 291, 2620, 2628-2629, 2640, 
ees 2678-2679, 2681, 3007, 3046, 3092 
WalV@Si ee. ane ee en 2477, 2639, 2909-2911 
FLOATS, 
CONCIOLGR ect eee cee ees 892 
GION eer erate eee eee oe 891 
POGleeee hoe ree ee ee 1481 
POOUBNOV eer ene er tee ee eins 1481 
FUMIO ee eonseaartecerenee 291, 2462, 2620, 2911 
SPONGE yes se eee eee 891 
FLOODLIGHT LAMPS 
eee eee 430, 486, 488, 492-496, 508 
FLOODLIGHTS, 
FINDEESCEN cco ae cea ee 521 
Halogen........ 458, 460-462, 496, 521, 967 
HID (High-Intensity Discharge) 
ere reece 452, 460, 495, 508, 521 
1-35 
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Incandescent.............00 461-462, 496 
DED eee 430, 455, 457-462, 493, 518-521, 
eee 524-525, 531, 670, 680, 967-968 
POMADIC ve cee cue eee 518-521, 524, 527, 670, 
Pe eee eee eae eee rise 680, 967-968 
Quartz iMalOqen 2 e.teeecsa wes 460, 462 
Rechargeable. ... 520-521, 524, 670, 680, 691 
VOHICIG: sacs ener acs 493, 967-968 
FLOOR 
Air Circulators ........0c0c00aees 2915-2918, 
ae ere 2920-2921, 2923-2924 
BIOWERS aaeerees teats eee nate 2989 
BIUSHiBIdCOS aoe naa een nares 1542 
Brushes . . .1532, 1536, 1542, 1544, 1546-1547 
Buffers & Polishers ...........05 1578-1579 
BUENISIEIS cents nae nece ae ee 1578-1579 
GHISEIS etree ee enn See 822 
Cleaners....... 1509, 1513, 1520-1524, 1533, 
.. 1536, 1542, 1578, 1581, 1604, 1845, 2446 
Coating Activators......... 1602, 1604, 1634 
Coating Nonslip Additives ............. 1604 
Coatings....... 1523, 1599, 1602-1604, 1634 
COllalS <eerasnre ee cere eee 312 
GralleS cmeccanucaacreeneee 943, 1063-1064 
Drain GratéS..c. saxcceaaeeoaes as 2723-2725 
DidltS:. eee eee eee 2724-2725 
Drill PRESSES s.u ceaseunee ona. s ceeuu 2345 
OVOPANMGAIS ca cacecaretee sevens 3071 
DIVGRS wesc ec ee amici reer 2989 
EPOXY Pals nu saden eres 1602, 1604, 1634 
EIGHING SOWMONS: c:cecccc caren ereees 1604 
FANS cscs 2915-2917, 2920-2921, 2923-2924 
FInishiMOPS sace cece ewes cre 1531-1534 
FiNiSiGS 2c eee eee eee 1523, 1533 
PIANO GS terre eerttra reese nee ate 312 
PUI ACES crc euneu ed reer cman ae 3088 
GICES eee ee ee eee eae 1342 
GRAIG ene eee eer tee: 2195-2196 
GUINGERS see nee eee ee eee 719 
Healers os eee eee 3071, 3088 
Impregnators-Sealers ..............0. 1533 
InStallatign WOOlSs.4.4. 5 accee ena 717, 891 
JOCKS ea ete rin te eae ciceene ee 940-942 
JOUMGIS 3 ce ote cree einer eras 688 
LOOKS ree oe eerie erent meee ere 1220 
Marking lap@c 22 cxeeeen cannes 1900-1903 
MaSKINGe ender eamne ieee crccraaer 1100 
Naser 948, 991, 1099-1100, 1336, 
eee re 1711, 1847, 1890-1899, 3069 
Mount Isolators ...... 1221-1222, 2983, 2986 
MOUNTS FRAMING) csc. ete ee ee re 316 
Nozzles, Vacuum Cleaner......... 1565, 1575 
PAS: rete eee 1583-1586, 1622 
PaliiS cee ee eee eee 1602, 1604, 1634 
Patching Materials......... 1631-1633, 2172 
PIgLOS sane e hyena ent: 2194 
Protectors ..... 1099-1100, 1342, 1533, 1623 
RaMmMalS sees ee een: 1893, 1897 
Runners. . . 1099-1100, 1623, 1890-1896, 1898 
ASV? |S gen e getear cry 0 ie cet 1968 
ScdleihalipSissue 2 ee eee 1426 
SOGICS ar aa Gaee nauinet 1425-1426, 1477 
SGldper BIdUCS sian ca neunaietaan enn 891 
Scrapers .. .713, 861-862, 888, 891, 1457, 1551 
SOIGWSi renee cea deren contain aaunoe 696 
Scrubber Solution Tanks .............. 1579 
Scrubbers ..... 1544, 1549, 1578, 1581-1582 
SCalantSiaccueun canoes 1523, 1533, 1634 
ONGCIING) avers cin kone aacneas 1100, 1412 
SPldy Biles ese ee wees ee eee 1533 
SOUCEQCOS: cone uence e.n. 1546-1547, 1550 
Stands: Bill. eaenne assesses 1281, 1289-1290 
Stands, Machine .......... 2355-2356, 2359 
SUOPSa ec searee ee ee 2003-2004 
SUIPPOIS). seer ence tere eee 1521-1523 
Sweeper Replacement Parts........... 1580 
SWECPEIS. ......00 cece eee 824, 990, 1580 
Sweeping Compounds........... 1542, 1845 
UNderayNent :ceacsstvernswaweuaees 1100 
Warming Kit Replacement Parts........ 3071 
Wax Removers............ 1520-1521, 1523 
FLOOR BOXES & ACCESSORIES 
Be eee Pa naa eae 311-312, 320 
FLOOR MACHINE 
Brusii@Ss22 oa. cee 1578-1579, 1581-1583 
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GIMTEMIPIRUGS ae cee ee cee cae 1583 
Pad Drivers ..... 1578-1579, 1581-1582, 1584 
FAQUINGIICIS othe earnoetee eee came 1586 
PACS ca eirrcacerner ete tient cere ee 1583-1586 
Replacement Parts ............. 1579, 1581 
Squeegees/Squeegee Blades .......... 1581 
FLOOR MACHINES 
ee ore ee 719, 1578-1579, 1581-1582 
FLOTATION CLOTHING & EQUIPMENT 
er roma ee te errr 1808-1810 
FLOW 
GAUGES sea eee ee eee 2429 
NGIGALONS, . bck ccmeuaee es 2464, 2670, 2680, 
ee Perr re ee 2682-2687, 2689, 2913 
RaNS eee men rine, mie erat 1111, 1281 
Sight: GlasSeS.. ee cacmensacrs ee 2464, 2913 
Sight LUDGatOnS: ence eee ee 2465 
SWILGHES 5. scence ee 2684, 2686-2687, 3046 
FLOW CONTROL 
AirValves........... 2548, 2550-2553, 2882 
REGUIALONS coca es ere er 574, 2429, 2547, 
ee ere 2550-2553, 2555 
Valves eae 937, 2471, 2473, 2475-2477, 
. . 2948, 2550-2553, 2555, 2861, 2882, 2913 
FLOW CONTROLS, 
WVCIAUIG Geen ences 2471, 2475-2477, 2913 
FLOW DIVIDERS, 
HyGrauligzee cos. cectern peer nee ene 2477 
FLOWMETER 
Adapters, Power Modules & Controls 
ee ee ee 2683, 2686 
GableStencer tere canes tan oo 2683-2684 
REDdIKMSse ce cceee eens 2680, 2684 
SENSOIS taco te 2680, 2683 
WanSOUCCIS eect ce ce 2686 
Transmitter Replacement Parts......... 2680 
Transmitters. ........c0000, 555, 2683, 2686 
FLOWMETERS 
een 555, 570, 2429, 2670, 2680, 2682-2687 
FLUE 
BRUSHES ce rieceeae eter eet eousee 3095 
GaSANAlVZlS 2 fiave un ueessnneas 617, 623 
SACKS cents eens ca nerveminn 3083 
FLUID 
Dispensing Containers..............++ 2461 
Dispensing Valves ...........00eee eee 937 
EXGhahgersic: oneacesu see cemeees 918, 946 
Level Alaris = 6. .occnus decane cen 581, 2629 
Level Gauges... . 581, 1140, 2464, 2495, 2912 
WeMperatuce Gauges Jornmca aera cnn, 2464 
MOSER Scar ounce teenie ies 2491 
FLUIDS, 
BhaKG perce oan eae 899, 901, 962 
CONCCHON eae area eer eae 1359 
GUTNG ox wants oem 873, 2351, 2457-2461 
GAUGe ae tae as pate e ame cece 571 
BRINIG Greer erties eee 2458-2460 
MyarauliG ccs: ses 897-899, 2454-2456, 2468 
LAVOUL ae aera nen cena nec eretee 2427 
Machining........... 873, 2351, 2457-2461 
Machining Coolant................... 2460 
Metalworking......... 873, 2351, 2457-2461 
POWer SIGGRING: :<..%ci5 ie cceetns owen t 899 
Rag lair scar neces cae tree cen 903-904, 962 
SIaIMMNG cence eee ee eee eee 2427 
Synthetic Transmission ............ 897-898 
Tap and Die......... 2351, 2427, 2457-2460 
ManSMISSIONSaee sete arene: 897-898 
WINGSHIGIG Sr rnsey ee cece tee oe 902, 909 
FLUORESCENT 
Additives ........ 897, 946, 2494, 3009, 3012 
HanGLAMPS esc: che ewee ae coke mak 396, 522 
HIQHIGHIEIS s+ crea en tere eoene ee 1364 
Lampnolders 2.52 oneeess neta eens 465 
Leak Detectors....... 2427, 2494, 3009, 3012 


Can’t find it? Go to Grainger.com®. 


FLUORESCENT FIXTURE 


FLUORESCENT FIXTURES, 


435, 437, 439, 441-442, 
444-445, 448-452, 1624 
Hazardous Location : . . “439, 449, 451-452, 460 
439, 445, 448, 451-452 


FLUORESCENT LAMP 
Protective Sleeves 


FLUORESCENT LAMPS, 


485-489, 494, 520 


396, 515-518, 520-522 
483-484, 487-488, 522 


Valves ... .2751-2753, 2756-2757, 2760-2761 


FLUSHOMETERS & ACCESSORIES 
2751-2753, 2760-2761 


Coated Brazing Rods 


2216, 2218, 2225, 


BRUSH OSiern eure acters cnn a oheeee ener seecere 1617 
Cleaners....... 1502, 1504, 1511, 2236, 2446 
Dispensers.......... 1496-1498, 1884, 2238 
GUNS: acannon t ie yaar 1884, 2236, 2238 
KNGG PAS see nee eee: 1705, 1813 
PaCKAUGS 3. acs eee 1402, 1411, 1413 
POAHUNS home ewe rea oe uence fe 1411 
PldloSean seer er arlene essa te a eam 1436 
SHdNS eee eer ater 1496-1498, 1514, 2736 
Tape...... 1390-1392, 1926, 1999, 3012, 3092 
TUBING) eee es ee ee 2198 
FOAM, 

AGHOSIVG.< oc wwett x vaca weve nes 2216, 2236 
CONVOINICG eee cee een sen aes 1889 
COME ere ae eee eee ie 2198 
CUDG ra eccrrna anna ne ert 2198 
Electronics Packaging...... 1411, 2199-2200 
FIMCSTOP iecerrernceecat erase epee reread peeeeas 1884 
IISUMAUNQkeere ce een 2236, 3012 
Noise-ADSOMING 3 .0cc5 cep nercca decane 1889 
FOWEINGh ore centenarians 2198 
Polyethylene ............. 1413, 2199-2200 
POlVDIOpyIRNG 2s .crcsassarcandcne en 2 1413 
Polyurethane............. 1884, 2198, 2236 
ROlbeee ee eee eee eee: 1413, 2199-2200 
SPV cerersee cite ee eee reece 2236, 3012 
(NGMMdle ssa wien decanter ce 2236 
fool CORIO seers eee nae 745 
UBC eee 2198 
NGI ARG cern ausee cece ee ener aenene 2200 
VCI (Volatile Corrosion Inhibitor) ........ 1414 
Weatherization. .......ccccceeeeeeees 2236 
FOAMBOARDS........... 2198-2200, 2209 
FOAMING TRIGGER SPRAYERS 

er er rer ree 1001, 1525, 2743 
FOBS, 

Keyless ACCESS .......0eeeeeees 1971, 1976 
FOG LIGHTS, 

VGNIGIG etn eriouss cotinine macnn act 968 
FORGERS 3. cccee cere in 1022, 1506 
FOUTAPE cere as 1387, 1883 
FOIL, 

Neal MGaNGe sven cece ees cee 2185 
FOLDERS, 

Flee HANGING 2a acess crsnessacasne ae 1361 
FOLDING 

GhaNS recreate ree st enemies 1341 
RigLOS eer cere a ciatoterere dete rerer 1134, 1313 
WINGS etna oe atime eck 808, 811-814 
Ladders....... 1027-1028, 1030, 1039, 1048 
SAWS ise ee ere ae eee eee 886, 1006 
SHOU GIS cr, ea rarer nna aten irmemane nee nai 997 
SIGNS eee cen are eae 959, 1047 
SUNCICHERS a crater trie ened are cee 1822 
TdIGS 22. eee eee 1169, 1325, 1340, 2426 
MOOS Sone acme ee eee 816, 1006 
FOOD 

OS GOirer nartnrec mina mint aernmn ea ated 2611 
Labels & Label Dispensers ............ 1450 
WINGS rec ere puree tree hetea eterna eaceaie tren 893 
PANSiae mame ccna saan ens 1449, 1456 
Prep Machine Replacement Parts....... 1461 
PUMPS seme eens 2665, 2667-2668, 2673-2675 
SEdIES aacaureretamemann ne 644, 1428-1430 
SUAIMGESie eee ene eens ete ee 1450 
Thermometers.......... 585-587, 603, 1455 
Warmer Replacement Parts............ 1461 
FOOD-GRADE 

RUNGSINOS ware aucune ts camera 2233 
BeaduinGSicrn caren cemeterscarmre ache are 137, 140 
BIEN S tice cenetacnar ete eae: 1301, 1450-1451 
BINS anes eee 1280, 1287-1288, 1301, 1451 
Brushes....... 1454, 1459, 1544-1545, 1547 
WEQIGASEISis wasn. coon nsaeae ae 2446 
DRUMS eons en en eee eee 1138-1139 


1-800-GRAINGER (472-4643) 
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Flexible Conduit.........0..0c.0eee00: S21 “OWIUICHIGUANGS 25 s0cen nde eeee een aun. 209 oodles wena neay eee setae eee 2930  Conditioners................. 896-897, 900 
HOGSi ee er usere sretaee cae eae 1456-1457 «= SWITCHES . acca cuueweannasoawnss ZOO Ol marilileleat ces marcccnatece cunt acerca 3056-3057 ~—s Filter Canisters ............c0eeuueee 2671 
HOSCS = scenes en eae 2609°2611 | ValWeS:s.c2 22s. cee nee 2546, 2548, 2656 Floor Box Cover... .......ccceecseennns 312 Filter Elements, Automotive........ 947, 2671 
Lubricants ...... 901, 2438-2442, 2444-2445, FURNACE FINCH ae caus tcue seme ae 3056-3057 ~—s Filters, Engine............. 947, 2671, 2710 
ere te 2450, 2452, 2454-2459, 2568, 2779 FOOT PLATES, Haldar ViSOlccceces uy creaeeeencas Ooo  FINCIS, PUMP iaccccncecuuaaneeenieer ll 
PISS ere eee ee ee re 2210-2214  Gearmotor...............05: 72,74,85,93  Heater..........055 3073-3074, 3076, 0081 FIOWMGIEIS .:2...02:sccseseeeeenn od 2670 
RakeSueren recente ocean acme 1457 MOD terrence emcee ae mince 153221907) VGAUQSs cassia ens ener tenes 581 
RUDDEIa on cnaae einen ae ames 2202-2203 FOOTBALL EQUIPMENT............. Fo ae (| 0 Re pete eee aaa Ue eines eT Mee eee 3056-3057 HoseClamps............. 2532-2533, 2535 
Tubing..... 378, 1408, 2213, 2611, 2613-2618 Paint/Coating Roller......... 907, 1618-1620 Hoses.......... 947, 2435, 2607, 2671, 3084 
MDS Saori eacca tenia ots ora cn eaters 1292 FOOTRESTS............. 1320-1321,,1335. Paint ColeCtOlvc.ccts andes sen caeas 3058 _— Injection Cleaners ..............+ 896, 900 
PalletiRdt kee en et erate 1226-1228. LING FIMINGS ie cae ewanteeees ean 2671 
FOOD PROCESSOR REPLACEMENT PARTS FOOTRINGS, PICKER aot ee ee eee 1356 ShUINCS:; cerca ee ane eee eee 947 
ee earn Earn eer MnO Ae ee 1461) Tack Chair... ...ccccceccccccccee. 1334 POSED oo... eee eee eee ee eee ees 1372 Nozzles ................. 2671, 3083, 3086 
Spray BOOtmIFING! 22 ..ccc0Ge0u2ccnenn S058: “Presenvalives: «acecnercsensen aens 896, 900 
FOOD SERVICE FOOTWEAR (SEE BOOTS, SHOES AND VenIUTFaN ee raat eet 2930 System Cleaners............. 896-897, 900 
AIMMINUM FOI sack ince wv oansas same 1449 SOCKS) Voice/Data Outlet, ican ssw eens es JOO. s SVSIEM WOOIS ei acsc.e nee esc ree 917 
Appliances. .... 1439, 1442, 1459, 1462-1465 WalliHealelan..ceccn- eee ces 3073-3074  Treatments..............0005 896-897, 900 
BagSveneat eee ee 1407-1410, 1443, 1458 FORCE Nip QUUBMeeteasntce re ennai: ZOO ee NAICS enon tar acer uerra torts: 2879 
BOWS conuuauee creas 1436, 1445, 1456, 1458 gay, Water Removers ............00005 900, 947 
Ge AGCESSONIES esc a race carne: 568 
Gants acon enes ons 1148-1149, 1155-1156, Gauges, ............s cesses, 56g FRAMING 
er rere errs weer 1445-1446, 1448 Anchors .......ecccccecccceeccce... 1119 FUEL PUMP SHUTDOWN PUSH BUTTONS 
Casts. ....... 1195, 1197-1198, 1201-1207, FORCEPS .........ssseesssee 1890-1881 BAREPAIES «oo os ese Sele U0 Se eee a 1978 
Cleaners/Degreasers...... .1508-1509, 1514, Casters......0s.sccccecceeeeeceeee 4119 FUEL PUMPS 
poled 1520, 1522, 2446-0447 FORK BLADE PROTECTORS..........1177 Col covers 11.316 «++ 936, 2665, 2669-2670, 2672, 2677, 2691 
Cancers EqubMen «soon 158 OR TERMIMALS, 208 960-904 BATEBSvooveeeeeteseene S317 ue 
eee 5 ee y +] 
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BIOWEIS Srnec eve eset: 988, 1784-1785 
CallSay sca atone naar ee 1874-1875 
ENGINGS 2s ce eons eee cena 985 
Fuel Additives ............00. 896-897, 900 
MOSES mene renter cite tenant toca ater aars 2607 
LING AMIMMENS osu en sete a eeeean ee 987 
FUNDS acratencn ene 936, 2665, 2669-2670, 
ere Tere 2672-2673, 2677, 2691 
GATE 
Access Controls................ 1969, 2034 
BUMS ee ranted tn eaten hank anit 1969 
GASIGESs a cernenee anus terme a 1213 
IMIMGS: eer one heehee ere roma anie maar: 1011 
Hardware...... 1011, 1969, 1975, 2009, 2016 
PALGMOS ree caer? srr ccenmt ater mene aie 2016 
Operators & AccessorieS.............. 1969 
Valve Lockouts................5 1946-1949 
WoIWGS oie eectnes een 1140, 2887-2889 
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GATES, SAW TGMSION sce recerncs ate tertee pare weirs nceerers 2351 GENERATORS/COMPRESSORS .. .2560, 2562 
Dacky sacri nearer cee nee 1128, 1134  SCTOW eee cece cette eens 2054 
FONGOt at eee nen ADI MOClEWRUCN oat ceeon ede eens 2338 GENERATORS, 
FOUINGis crass 1134, 1313 Spark PlugGap ............ cece e eee 917 Automatic Standby ...............000. 984 
PORLADIG er eearaceee cease cere 1134 Sprinkler ...............ee sees sees 5/7 — Diesel-Powered......... 981-982, 984, 2562 
1a ELULE| eae eon sree renee 2810 Stainless Steel........... 973-976, 578-579 — Engine-Driven .... 981-984, 2421, 2560, 2562 
Retractable Steel...........000cceees 1134 Stair..........., See 884 — Gasoline-Powered...... 981-983, 2560, 2562 
Cael coeriacnui va en craereirne 1128, 1313  Superheat/Subcooling................ 3009 Inverter ........ cece eee eee eee ees 983 
Secitityenss cactus eran: 1134, 1230, 1969 SWitch........... ccc eee eeeeee eee 70) NatupallP'GaS: = 4.5. sane ase saucen: 984 
SIGING erenreenan arn neers 1134, 1969 Tank... . 0. eee eee 981,1140  Portable............4, 981-983, 2560, 2562 
Swinging........... 1035, 1312-1313, 1789 Tap and Drill... ...... cece eeee eens 2338 Pressure and VaCcuuM...............-. 3046 
Wehiclen as cnctennes asia ents 1128, 1969 Taper... sees COCO UPUISC oer sea ORS ee ene 159 
IGIGSCODING nmr nee een tener: 2320 me Signal cement ane cae 565 
GATORADE.....................05. 1825 Temperature ....... 0/7, 988-989, 993, 2806 Stationary ..........0eeeeeee eee 984, 2560 
NENSION  ratcsen cee tee 96, 105, 568,919, 2351 Tone............ ccc ece ese 362-366, 1885 
GAUGE TeSt cae 573, 575-579, 588, 2471, 2602, 2822 
AC Mdanieis See eee ee Baa UNIGKNESS Vey cree nes 969, 2180, 2337-2338 GERMICIDAL 
Adapters ........ 568, 570, 2468-2469, 2471 + ‘Thread........ 2054, 2262, 2265, 2338-2339 —_Cleaners/Disinfectants .......... 1503-1504, 
Battery PackS ........scceeeeeseeees 2330 “(Tie ........e esse eens 954-956, 962,2518 = 4509-1514, 1517, 1520-1523, 2446, 3011 
BlneKS ee ae 2338-2339 ‘Transmitter ............sseeeeeeeenes SES ampere ee: 486, 3059, 3061 
Cock ValVeS.......ssseeeeeeeeeeeues 2913 V-BeltGroove...........+.sssseeeeees 105 Wipes.........eseeeeeees 1510, 1512, 1514 
inion 0 ee ee, 571 Vacuum..... 570, 573-580, 2591, 3005, 3009 
GUase ea eee 581, 2913 Welding...............sseeseeeeees 2424 GFCI 
Liquid Level Alarms.............00.00 581 Wire/Cable................+.0e. 347, 2338 Circuit Breakers. ..... 188, 191-192, 200, 413 
OS nee ee 571 Wireless...............sseeeeeeeees 3005 Cord Protectors ........secseeeeeseees 402 
Replacement Parts ............-- 581, 3009 Wood Moisture................... 943,600  Faceplates.........csseeseeeeees 310, 328 
SIDNONS: evan ranean tea ae 574 Hardwired Protectors.................. 402 
GAUNTLETS, : LINGIGONMSecaancns eum eecaaeae eee 402 
GAUGES, Abrasive Blast Cabinet................ 2402 = Qutlets.......... eee eccecee 402, 412-413 
Air Conditioner........ 946, 2994, 3005, 3009 PUGS artnet me ohne niat san 402 
AiNVelocite ee eceste cesses eens 570, 2591 GAUZE.................. 1830-1835, 1837 Portable ProleGlOlS «2.4.0 <ec0c000e eas 402 
AIIM enema eet o 576, 2806 Receptacles............. 330, 333, 412-413 
AMMO Aa cae ccrreue ue ect ra ees 577 GEAR MOSICES: cautioned ete nates wane 545, 547 
Band Saw Tension...........:ss.se:: 2351 Bags... .756-757, 1478, 1709, 1711, 1774, 1820 Wall Plates..........e..eeceeceaucees 328 
Barrel Level........cccccceeeece BO i- (AO OledSCeemeee eee 901, 2450-2451, 2453 
BOER coeesucue cman nieces ane ae 577 LOCKES acca i cinta apr eunwaan 1262 GHS/SDS CENTERS/BOARDS ........ 1942 
Bilton eae ede ee ee 9054 ~ +Lubricants....... 897-898, 1594, 2438-2441, 
BGlG cee ee ee eee ee 884, 2336 Cente 2444-2445, 2494-2455, 2457 GLADHANDS LOCKS & SEALS......... 962 
Center/Center Finder............ 2994, 2306 UI FUMBpPS Semen e ens 936, 2672, 2676-2677 
Compound: ssseccreaee sere 570, 573-579 ~—iOilS.. . 897-898, 1594, 2438-2440, 2444-2445, GLANDS, 
Conic eee. cee 2454-2455, 2457 = Cahla.. «oe cece ccc cceece 268 
COpvedt arene ee ee ee 884 PullerS....- eee eect eens 912-916, 2469 | imit Switch.........-. cc cceecccceeen 968 
Deptieseneeseeto sce: 581,954, 2325, 2329 PumpHeads................45 2695-2697 
Diaphragm-Type ...........eceeeeeees B7Gen EUMPS aererartaeltias 2474-2475, 2695-2697 GLASS 
Differential Pressure ......... 970, 572, 2591 Adhesives ........... 905, 1361, 2216-2218, 
Digital FORCE .cscnecsneceeeenres ens 568 GEARBELT 2225, 2228, 2230-2233 
Drill/Drill Point. .......... ccc. eeeaees PRS ARUN eS cease can oanoo erase 120" Beads... ccc ces ue cs 9404 
DIMM EVER eee ee 581, 1140 PulleyS.. 1... sees ee eee ee eee eee ees 114 Cleaners.......... 642, 902, 909, 1502, 1510, 
Diy serommite sane cracaetasiea 574-579, 2471 SPFOCKEtS........ 06. sees eee eee eenes Ve ee 1513, 1518, 1520-1522, 2446 
Edge Finder..........ssseseeeeeeees 2336 Drill Bits epee eeneec re 709, 2169 
Expansiom Tank ..s24 23 scnar tas ceeose 2912 | GEARBELTS, Filler KitS .. .. 0. cccccccccccccccccces 2719 
POCIE i erin abe aata enn Oi, 210) 230%.  OVNENPONOUS sn. cccc ee ea nes 1QG-107" “Fillers 9741 
PHCt WEG curs anmasvecadeeene was 2424 Foam KitS...<<<.<<cececcneenc scene: 1659 
A eee 2429 GEARMOTOR Microfiber Laboratory Filters............ 662 
Fluid Level...... 581, 1140, 2464, 2495, 2912 Brackets.............sseeeeeees T27405 Oaks 1447 
Fluid Temperature .........c00eeeeeee ZAGA BIAKGS semen ee eee 95 
FOIGE came aan eeneee ree iene HBG a OOVEIS soem enear antennae mea crm. 85 GLASS, 
PUG leroe cree one erry an were eens Hol FOO PlateS cc .c<ceeese2c coe 72,74, 85,93 — jn-Plant Office..............-.. 1311-1312 
Glycerin-Filled.......... 574-577, 579, 2471 Replacement Parts ................. 80-84 
HEIGNP ete ose een ene! 2330: oped COMMONS, i e/e ames oaks 85,159 GLASSES, 
A Eee eee eonen apreereeerere 570, 574, 579, 946, Tt 881 
Ere OTe 2591, 2994, 3005, 3009 | GEARMOTORS, Reading................. 1662-1664, 1667 
Hydraulic....... 579, 2468-2469, 2471,2495 3-Phase..........cceeeueues 74-77, 79-80 Safety ees eee 1650-1664, 1667, 1707 
LEAK... . 6s eee e sees eee ee enna 976,988 AC eee eee eee eee 68-80 Sight .....1140, 2464, 2495, 2912-2913, 3013 
Level and Temperature ............... 2495) AG DGras eeaane ts eet eee e ae eneen 80 
LINGO ateete tees cca ean sae 2300" ) VAIPPOWGIGG: cc, ea. 2 deen oe saci 2577 GLASSWARE WASHERG.............. 641 
Liquid-Filled............ 574-577, 579,247 = BlaK@ auc ca cee tens eowncrsevedewn es 68-71 
LIQUID=EEVEl iret enauam oduct O01, W140 CanacilOrSianl si. s cee es cece scenes 79 GLIDES, 
LOW=PROSSUNG =0ceeesc creeds “7 377d 2 a | Sue RPE ea ee Oar Pen a 81-86 
Manifold.....0. 0c. cces eee 946, 2994, 3005 Inverter-Duty..- sess eee [RTM me ee kee 
MIGKOM semen. eee canemacnn emer ene 3009: “Parallel Shialtsos:s4022 saaeccs 68-77, 81-85 
OIMGVGl eee cece ee ee 981, 2464 Permanent Magnet................. 81-86 GLOBAL POSITIONING SYSTEM (GPS) 
QUIIMETGSS UNG! errs ce clere ctee ees erence 3: 579: (PHEUMGIG cae ny naa cee une thane ae 2577 . . 
Panel-Mount ..............0000-- B70 o7e PSC i a 71-74, 78 eae oar er rae ae 
Punts BING pers eres eer ten ear 2338-2339  RightAngle ..............00: PUeBUC 85-60 00 Pr 
PCa eo tcs oreo ecee caret tare ieee ae 2330, 3010 Shaded Pole.....0.s.ccceseveues 68-71, 75 
Plumbing System Test............ 579, 2822 Split-Phase ..........cseceseeaeees 74-76 sclera PE eBoe coe 
PROSSUNG 2: oe eco 570-571, 573-580; 588, Universal i cccsvs ccacsnvceaveeecnecess 80 GLOVE 
Pat eee 685, 918, 955, 962, 2471, 2518, Baas/C 1710 
ene ee 2591, 2602, 2806, 2822, 3010 GELS, ae BED tc Se reece ae 
Process eee 573, 575-577,579 Burn Care...........+.+e. 1829, 1832-1833 nae pee teen ag grieane ee ae 
PuSh-Pull.......cccceccccccccccccee 568 OS 859-860, 1701 
. GONCIS eae tee eee ee 1715 
ACIS tote wietere cream ne teks eee 2338 GENERATOR Di 
; ISDONSGIS. ce neue gusee yon et ner 1673 
Rdliicecmreemtamtrtsre tamer ate NGO PIGOMMGSnneacn seeaue te oer 262 Te ievare 1757 
Refrigeration ..............4, SAT 01s O40 OCIS aan nea 399-400, 412-413 iar 
eee en ate eeerenseti 2994, 3005, 3009 = Lubricants.............cc ccs e sees es 896 He 4740 
REGUIDIN cere etcetera 579 fit ee 1697 
oe 576 GENERATOR/WELDERS ........ 7A st eas ae GC 
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PEOLECIONS cu ouicea are teen eae 1710, 1715 
WARINELS (oe erates ce een 1642 
GLOVES, 

Abrasion-Resistant . .. 1669-1672, 1674-1685, 
Se eee 1687-1692, 1698, 1701-1703, 
are ee rar 1715, 1815-1816, 2402 

Abrasive Blast Cabinet..............., 2402 

ANIMIMIZED eee nt sees ches eee: 1715 

ANUStAUG os eo eee eee 1670-1672 


Assembly. . . 1669-1670, 1672-1674, 1677-1678, 
.. . 1680-1682, 1684-1685, 1688-1693, 1695 


Blast GauiiGleens anaes ee 2402 
CaldSiecon a sean career te ts 1683, 1697 
Chemical-Resistant. . . 1669-1672, 1674-1677, 

PEN ERA ete rir 1687-1688, 1691, 1831 
GIEANKOOM sneer eee 1671-1673 
Clute Cut...... 1678-1684, 1687, 1696-1697, 

ere re 1700, 1702-1704, 1807, 1813 
CoaleG seen. eaten ee 1673, 1675-1685, 

Pee Suen 1687-1692, 1698, 1703 
Cold-Resistant............ 1677, 1680-1681, 

er ert eer 1687, 1689, 1700-1701 
Controlled Environment.............5. 1698 
COON di aewe eaaccs wr 1673, 1683, 1698, 1703 
Coron FANG) soe. sac ines ceeds ecaes 1697 
Cowhide....... 1683, 1694, 1699-1701, 1704, 

er Tere reer y 1815-1816, 2405 
CRVOQENIGs sees eet ee eee 1687 


Cut-Resistant. ... 1674-1678, 1680, 1683-1685, 
. . 1687-1692, 1694, 1700, 1702, 1709, 1813 


DeerSKiN scan cs eumeenaas 1694, 1699, 1704 
Disposable.......... 1669-1672, 1698, 1831 
Dotted ... . 1678-1679, 1684, 1687, 1696-1698 
DRIVERS eee eee 1683, 1699-1700, 1709 
Bry BlaStGauinel ance actsccnee chet 2402 
Electrical-Protective .. . .1678, 1685, 1709-1710 
EMSKIN eee eee 1699, 1704, 1815 
EXAM cer es eee 1669-1671, 1675, 1831 
EXUpC@tIONM cea eve 1680, 1684, 1815-1816 
Fingerless/Half-Finger...... 1697-1698, 1701 
FIPCHIOMUMGi ccc tanceeat ents eececre 1815-1816 
Food Service........ 1669-1671, 1674-1676, 
Te or eee eee 1678-1680, 1683 
Gauntlet....... 1674-1677, 1679, 1684, 1687, 
... 1695-1696, 1700-1704, 1815-1816, 2405 
General Maintenance....... 1669-1670, 1674, 
eres 1676-1677, 1680-1681, 1683-1685, 

.. . 1688, 1690-1692, 1695, 1698, 1700-1701 
General Purpose ..... 1669, 1673, 1675-1679, 
Pere ee eee 1681-1682, 1684-1685, 
ont entnnen ante 1687-1695, 1697-1703 
GOaISKINi sees 1683, 1685, 1693-1694, 
eee 1699-1701, 1704, 1709, 1807, 2405 
GUANGUUs eens ce 1678, 1681-1683, 1685, 
ere 1687, 1696, 1699-1704, 1815 
HE AbIMIG ses eseew ana enters 1702-1703 
Heat-Resistant............ 1676, 1678, 1683, 
ee ee 1685, 1700-1701, 1703-1704, 
Pn eer 1709, 1715, 1815-1816, 2405 
Heaebbe ee eee oer ee ee 685 
Heavy-Duty ......... 1675-1679, 1681-1683, 
. . 1687, 1692, 1698, 1701-1703, 1709, 1715 
High-Visibility............. 1671, 1681-1682, 
Pee ae ee 1684-1685, 1687, 1690, 
Saree eae 1693-1696, 1700-1701, 1816 
High-VOltAGE ee wanna mene ae 1710 
FOUN Mecorunsen caesar peer 1702-1703 
Impact-Absorbing .............. 1680-1681, 
cor err ree 1684-1685, 1693-1696 
INSPEGIONS 2 nce eree es 1669-1671, 1697 
ISWGt eC oee nen nae 1676, 1683, 1687, 
Sa Pen eee eee en cee 1700-1703, 1710 
IBISOU Ci veresmec Suuinemeeaue ee 1692, 1697 
l/s 1677-1678, 1680-1685, 1694, 
ee 1696, 1702-1703, 1715, 1813, 1816 
RIGSKiNete eee ree ce ee 1704 
Rn WHIST cei. 1677-1685, 1687-1698, 
ene ra eer 1700-1701, 1703, 1815 
Laboratory.......... 1669-1672, 1674, 1831 
LAIGX recent 1669-1672, 1674, 1676, 1690 
Latex-Coated............. 1674, 1680-1681, 
Pee ee ee 1683-1684, 1690 
Latex-Free..... 1669-1672, 1675, 1677, 1831 
Law Enforcement..............5 1813-1814 
Leableliecsty auc ears 1678, 1683, 1685, 1694, 
rerrrer tT Cre 1699-1702, 1704, 1709, 
eee ere 1807, 1813-1816, 2405 
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Leather Palm... 1678, 1683-1684, 1693-1695, 


. «1699-1701, 1715, 1807, 1813, 1815-1816 
Light-Duty .......... 1669-1671, 1678, 1688, 
re eee rete 1691-1692, 1698 
LINGO ceca ees 1669, 1674-1685, 1687-1693, 
ee a er 1700-1704, 1816 
EIMOMANS sex va aces eacee 1709-1710 
LIMIICG geen naa eee eee ere 1698 
Mechanic's ......... 1674, 1680, 1683-1685, 
Tee ree 1690, 1692-1696, 1701-1702, 
eee ceo Pena 1815-1816, 2405 
Medical-Grade............ 1670-1671, 1831 
MIlLARY orem oe meee cere 1813-1814 
Neoprene...... 1671-1672, 1674-1676, 1678, 
Fe ee er ae 1684-1685, 1693-1696 
Nitrile......... 1669-1673, 1675, 1682, 1687, 
ere eee 1691, 1696, 1703, 1831 
Nitrile-Coated ............ 1677, 1680-1685, 
ee er ere 1691-1692, 1698, 1702 
NVlON ceeeece se 1673, 1683-1684, 1688, 1698 
OUFGHD ccactyseeas 1675, 1678, 1681-1685, 
Re er 1688, 1691, 1694, 1696 
Oil-Resistant........ 1669-1671, 1674-1677, 
Dene arene ne 1680-1685, 1687-1693, 1702 
Palins te near teeters 1669-1671 
PIGSKMsicawee ecto 1699-1701, 1704, 1815 
POWESIGN meee nected ener ae oe 1698 
Polyethylene ............. 1670, 1680-1681 
Polyurethane-Coated....... 1673, 1680-1682, 
Perey 1684, 1688-1689, 1691, 1698, 1816 
Puncture-Resistant ... 1669-1672, 1674-1685, 
eC Cre Teer eres 1687-1692, 1702 
Pevigiercee aeenceaeoras eer eae 1669-1670, 1677, 1687 
PUC-COdled 2 steer sence 1677-1679, 1687, 
Oe ne ere 1689-1690, 1698 
RGMCCING: ccc ee eects nae 1681, 1684-1685, 
Pee ee seek rasta 1695-1696, 1700-1701 
RGSCUGs cen ane ere er panes 1807, 1815 
Reversible ...... 1679, 1697-1698, 1702-1703 
RUBDGreceee se oe te. 1672, 1674, 1683, 1710 
Rubber-Coated............ 1680, 1683-1684 
Salety GUils eva ce kee eens 1683, 1687, 1692, 
CCC ere eae Cae 1700-1704, 1709 
Safety Oranges. ec neenctae sense one 1671 
Slip-Resistant ................. 1674-1678, 
See eae ce 1681-1683, 1698, 1816 
Stainless Steel Mesh............ 1679, 1684 
SIGUE eau reece eae ek 1671-1672 
String-Knit.......... 1678, 1680, 1698, 1703 
NaGlGdl eo eee 1807, 1813-1814 
TemViGlOWiiaacesaucoree neces 1702-1703 


Thermal-Protective . . . 1676-1677, 1680, 1685, 
. . .1687, 1689, 1700-1701, 1703, 1709, 1816 


Tool Handling........ 1680-1681, 1683-1684, 
eos 1693-1696, 1699-1701, 1709, 1815 
Vibration-Resistant ...........00000ee 1681 
Nini recrcarerenhoreecne 1669-1671, 1689, 1831 
Watin: GOngilON 6 6ccewh in cote es can 1816 
WeIGING vice aes 1678, 1702, 1704, 2405 
Wet-Grip....... 1674-1678, 1680-1682, 1685, 
eee reer er ee 1689, 1691, 1816 
GLUCOSE GELS.................... 1830 
GLUE 
BRUSHIGS: cree eee i ieee 1616 
GUNS cage a cre ieee renin ates 2238 
OUEKS a eee Cees 1361, 2238 
MEADS ees niece thea: 1017, 1022 
GLUE, 
AChOSOli..eeero eee ees 2216, 2223, 2226 
GalDOnlenS aac u wane eeu aeenoares 2237 
ComaGl sence see 2225, 2228, 2237, 2835 
Ghai es eee 1361, 2216, 2237-2238 
HOW MCL a ann urate mentee wart danas 2238 
Instant Adhesive ..... 1361, 2216, 2225, 2237 
Nonflammable...........00cceeeeees 2228 
Polyvinyl Acetate (PVA) .......... 1361, 2237 
Whe ee cence een eee 1361, 2237 
Woodworking. ... 891, 2216, 2228, 2237-2238 
VGIOW) Se stare te setae oe eate ened acres 2231 
GOGGLE ACCESSORIES ............. 1668 
GOGGLES, 
PNUIOG acces oe 1660, 1663, 1667-1668 
Chemical Protective............. 1667-1668 
i-40 GRAINGER. 
mf 


Saleh aeeeneae 1663, 1667-1668, 1709 
Weldintirecak an cumaane amar mane 2405 
GOLF 

Cart Battery Chargers ..............005 535 
GanGS ana eae eee eee 957 
Cart Tool Carrier Extensions............. 745 
GaltSaretacnie ar see eae meee 989 
GOWNS, 

Baimlhinic actin aac anata te eres 1734 
Chemical-Protective ..............00. 1734 
GPS (GLOBAL POSITIONING SYSTEM) 

Clock Signal Receivers ............... 1375 
Navigational Systems ................. 949 
GRAB 

BapScte oe ee een cree 2759-2761 
HOOKS: GIOVIS.. os ca eceree seed 961, 1070 
GRABBERS, 

ATIMIEXIGNSION sc .cueran cena acre 1551 
Baile wean ee ete ars 1144-1146 
GRABS, 

RODCse eae ttre as ears 1788, 1790, 1806 
GRAFFITI REMOVERS/BARRIERS 
eer er eee 1519, 1613, 2446 
GRANITE CLEANERS................ 2342 
GRAPHITE LUBRICANTS........ 2441, 2443 
GRASS KILLERS ................... 1003 
GRATES, 

FIGOr Dial cue ccaainuveoeeen 6 2723-2725 
MOG ee eee eee re ae arene te aan 1003 
GRATING CLIPS.................... 1900 
GRATING, 

Antislip........ 1047, 1900, 2193, 2195-2196 
Fiberglass Walkway............. 2195-2196 
Planes eres ee 2195-2196 
GRAVITY CONVEYORS ......... 1108-1109 
GREASE 

Bale Sere Seren ates cence ese veer eeneet aera ee 3052 
Bearing PaCkers 22.cccsaeedecaenecesas 934 
Collector Boxes, Ventilator............. 2962 
Dispensers............ 933-934, 2465, 2672 
FOCUCIS ee maces merce oe 2465 
PilGISsee on eee conser 3052 
FINS, TOOIS &. KMS se es eae ee eee es 935 
Hose Reels........... 937, 2523-2524, 2527 
LUIBEIGAIOIS sao cee eee eee 2465 
WMGIGRS ice cree cree a tee tcc ce 937 
PencliSesccatee ease enemas 1365, 1614 
Removers....... 901, 1519-1520, 1522, 2446 
MAD S ein catenin tenon te neat ateromnn oye Zine 
GREASE GUN 

AUODIGIS ee caters eee nee ie 934-935 
Baie seat ener ee tee iene 932 
BallerieS: 2a weaneer areas eee 933 
GHANOGIS ice ree eee era cree 933 
COUDINGS: ccc eeeitaeer ere ce cee 934-935 
FilleRPAMDS neces cass one et 2672 
FINI Soa tee eee eee eee 934-935 
HOWGIS a eens eee ee eee 932 
HOSOSt econ tae an eee oat aes 934 
LUBHCATONI KIS | hase ecd eee an 933-934 
NESUIES oon aren ee eerie ee 934 
NOZZIGS See cere eee 934 
ValVGS a enctrcamma nana danue saat 934 
GREASE GUNS. . .670, 679, 932-934, 936-937 
GREASE PUMP 

BearitG;PAGKOIS. 2c octaee ceca cece ae 934 
DolligSi ee ee eee eee 930 
PAGKAU RS anciee rcrrct ste wearatc coe ter 933-934 
WHIDIHOSES eect err ee ceeee cena 934 


GREASE PUMPS ....... 933-934, 936, 2672 
GREASE, 
ACrOSOl. 2 connns : 899, 901, 2442, 2452-2453 
/.\ |e (210) Rr perrreetearriT en Par rer ae 2456 
Automotive. .... 897, 899-900, 905, 2450-2453 
BOOMING 27 ctr oem core ae 899, 2450-2453 
BIQWOloc en coe ene eters 2089 
Blake eaten cee eee 899, 2451, 2453 
GaliDGi: wasnan pees en ee see 899 
COUDINGSemesetcen werner ames. cnt 2450 
EIGCIIG MOLE a rancancnacenn sa cee 2452 
Food-Grade..... 899, 2438, 2442, 2450-2453 
Gediecncue wacreone 901, 2450-2451, 2453 
Gun CantidGe: 22. ce genes. 899, 2450-2452 
High-Load Bearing...... 899, 901, 2450, 2452 
High-Temperature ...... 232, 899, 2450-2453 
High-Temperature Silicone ............ 2452 
HIQH=POSSUIG «sc ce as caeee cea ee eee oe 899 
Lithium..... 899, 901, 2450-2453, 2585, 2746 
Low-Temperature ..... 899, 2450, 2452-2453 
bubriGahtieesece nee ee 232, 899, 901, 2438, 
Ramee 2442-2443, 2450-2453, 2585, 2746 
MalitiGsest ca ncsecnas 899, 2450, 2452-2453 
Moly (Molybdenum Disulfide) 
See aeteve mc cielioe mame ate 899, 2450, 2452 
Multipurpose............... 899, 901, 2438, 
ee ene eee 2450-2453, 2585, 2746 
Non-Flammable...........0eeeeeeees 2451 
Non-Ozone Depleting................. 2453 
SIMONE seerccacees ores 899, 2450-2452 
SUNMIGUC Hn eee eee 899, 2450-2453, 2585 
White Lithium.......... 899, 901, 2451, 2453 
GRIDDLE 
PaCHOIUCIS ecmermeeenee crue enae 1548 
Replacement Parts ..........eeeeeues 1461 
GRIDS, 
FalihGaicenen ne ans eee nc ene enna 1620 
Paint CONGO easter ten ecm ete 3058 
ShOWer Dali peas mcs a eee 2723 
shower ElevaliONes4 6 .cceitss aeaee 1824 
Spray Booth Fill€f ... 0c cccce sence ees 3058 
GRILL 
Gleanels: ates eacaese eee 1514, 1549, 2446 
COMPORGNIS:. ccc en wionaa.eacaeshme 1459 
COVCIS 3 se eee eae 1459 
Schapels/Blades: 2.2. ..aiceee ccna sd 1459 
ThermometerS.........0eees 586, 596, 1455 
GRILLE COVERS, 
Evaporative Cooler...............0008 3001 
GRILLE KITS, 
Ceiling Fan WGN wtennecancsss ounce. 2943 
GRILLES, 
Air Conditioner/Heat Pump. . . .2992-2993, 2995 
BIERGHMM acum etra taser: 3102 
EXMaUSi et eee enae ees 302 
Fall cere neen ee ee 302, 2926, 2943 
IMG Ie eacyarctere erect one hentia caatenence eaters 3102 
GRILLS & FIRE RINGS ......... 1458-1459 
GRINDER 
GUA oe ae eae nee ee 722, 2363 
Knife Sharpener Attachments ........... 724 
PURIDS ce wna neem ena 2624 
salely SHIGIUS 2-232 see caneeees 2359, 2363 
OHIQUUS eee ree eee 722 
GRINDER/SANDERS 
ee eee: 665, 677, 683, 687-688, 691, 695, 
Pinetree an 719, 721-722, 724-725, 2360 
GRINDERS, 
Bile ree aimee aoe eee 2506-2509 
Angle. 22.c)5 es 665, 677, 686, 688, 691, 695, 
eee 719, 721-722, 2506-2507 
BamtlilGcscnnre ane cece tenet ere 723 
Belivcne serie ean sear meee ae Cone ar 2360 
BORGn ace eee eaten mee 2359-2361 
GONnGG eae een ee ee eee 1438 
Cordless............ 665, 677, 681, 683, 686, 
Eee ere eee ene Peete 688, 691, 695 


Can’t find it? Go to Grainger.com®. 


DiG Creer teas coo ere 723, 2507-2508 
EICCHIGss can cecesc cs 681, 683, 687, 691, 695, 
Lae eee aes 719, 721-724, 2359-2361 
24 (211 (01510 | pene erie aie or Rear Pera arene ern 2508 
FIGOE eer eae eae ere Gare 719 
Halder 665, 677, 681, 683, 688, 691, 
ee eee eee 695, 719, 723 
Milliseaeaatoee naa eee ate: 2506-2509 
Dee eee hee eta rere 2361 
PENG Rabe nerrrccs ie wean imei ete 2509 
PHeUMANCaassee moneecse eee: 2506-2508 
RightAngle ...........5. 665, 677, 688, 691, 
rer ere 695, 721-722, 2506-2507 
Side... .665, 677, 688, 691, 695, 719, 721-722 
Straight-Shaft .......... 681, 683, 723, 2508 
Surfacing........... 665, 677, 688, 691, 695, 
Se eee eee 719, 721-722, 2361 
TUG KEP OI eee te eee te are 719 
VeitiGali iawn ate eraura iain cerns 2506 
WN G eee age eee eee ec 2506-2508 
GRINDING 
GONESie coe ne ae ae eee 2391 
DISCS 2.8 eee 2370-2373, 2377-2379, 2382 
Drill AttaCHMe@NtS: 25. ocak sce cece anes 2395 
FINIGS aerate tare e serine: 2458-2460 
PUGS eae ane cena nina ne ern mem ene 2391 
SOMES ocr rawaiannwe aera eae 724, 2392 
Wire Brushes. ... 862, 2394-2398, 2400, 2618 
GRINDING WHEEL 
GADTGIS ie reenter wets cae ioe 2374 
DEGSSCIS ake ee ee ee 2359 
GRINDING WHEELS, 
BONGI ace neers ate erate eee 737, 2388, 2391 
CONG ate ec eee 2254 
Cut-Off........ 719-721, 734, 737, 2383-2388 
Depressed Center......... 2384, 2386-2388 
DidMORG ie eave tee ee aur 2254 
Drill-Sharpening ..........eeeeeeuues 2254 
FldOimee mane meena 2380-2382 
FlabIMGUGU Diener cresiae ee ae rome 2391 
High-Speed Cut-Off......... 737, 2384-2387 
Knife-Sharpening............... 2388, 2391 
MOUNTEG PONIES. cr sccew ce eae ste 2392 
Pegestalant ccc mee 2388, 2391 
Raised HUDscees2e2. eens: 2382, 2384-2388 
Resin-Mount Point.............0000e: 2392 
ROUGMG2 acetc eterna ne eterna 2391 
GRIP TAPE «jcc cine cceeees ccs 1900-1901 
GRIPPERS, 
Plastic Compression Tubing............ 2856 
GRIPS, 
APINENMIGNSION 2 aacck oes carne eee en 1551 
BUS OGD ar ee ee ee ee ee 327 
Cablevision ek eee 274, 325-327, 352 
GablePullelice ee asec eee 847 
GCable-Supporls 25 cee eee ees 327, 352 
Clamp WeEdVel ca) a ecacein one ae 834 
CONGUIIe aeemenn a ence cee gee 327 
Colter eee ee ee 325-327 
DEUNncccaun ener ate eae 1144-1146 
DUSETGNitieeces serene naecee te ear 327 
Hubbell Power Connector .............. 327 
LIQUIG=TION ac cst cee rane ce 322, 325 
Plater an ete ee ne oe eee aetee 1065 
aU TIT (6 ipieaearer eerete otra rs ur ema may earuneey praia Pe 352 
Slay Gallas ep camcine wien ter as 1611 
Siralli ReliGh: <..e2ee% Aeees cas 325-327, 352 
Vacuum SUGHON:2. 22.42 ae sau eee 1065 
Wire Mesh.........ccccuuues 325-327, 352 
GRIT PAINTS ................. 1604, 1634 
GRIT-SURFACE FIBERGLASS SHEETS 
hee ere ere 2194 
GROMMET EDGING.................. 300 
GROMMETS, 
AUIONIOUNG:: ee coeracauenc anes 2055 
EICGIICGAl 2 eee ne ce eee 318-319 
NGOOTENGE eer ate ac ertepen ace 230 
NVIOR yates camera cere cate tie ties 2055 
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PubNer eae eee 2207 Foot Switch..........ceccseeeeeaeees 263 = Nail..... 669, 679, 695, 890, 2496, 2498-2500 
Voice/Data Cable........... S10 1300 Mood © COMING ce cecant anes nenaoeane TOL COs ae OMe oat arena occas aise 936-937, 2518 
GUIs ee eee ee ee 1858 Paint SDlayes. ace essa oes 1611, 1625-1629 
GROOVERS, Healer seen ne 3074, 3079 Rivet............ 684, 2135-2136, 2505-2506 
GONClela a neaee ee ee 892 Inlet.......... 1858, 2940-2941, 2980-2982,  Soldering.............. 238, 685, 874, 2436 
POI renee et een ed eae O72 ee eee 2984-2985, 2987 Spray........eeee eee 932, 1002, 1591, 1611, 
Wisteiscta a atees cere eee near: WAR Oe oe ona 1625-1628, 2518, 3011 
GROOVING TOOLS......... 731, 2305-2306 Instrument Gauge ................00- 2013) 0. Staplesscens es ce 669, 684, 890, 2500-2501 
KACO eee ee ee eee ee 1746 WeldihG eee cate cree a ess 2413-2414 
GROUND Kilttocees era on alweeunene 1452-1453 
Clamps..... 392,557, 1711, 2416, 2424-2425 LAMP......--.-eeee eee ee eee 481,518 GURNEY CASTERS ....... 1195, 1202-1206, 
Rod Drivers .....cccecececeeeveee WAS 715. ACHING EdGG oceans ene cuca AUS aeseouvogcgercesesetoscgueens 1209-1214 
ROUS ee 909 i Lalle xan stn teangncnne te carenet 2363 
Lighting Fixture.............. 449-450, 452, GUSSETS, 
GROUND FAULT cece eee SlG-019> 2053) -ShelWiNd.s.. oe.cee nen eesav eer eeet 1250 
Circuit Breakers...... 188, 191-192, 200,413 Machinery..............., 278, 1132-1134, 
Circuit Interrupters ...........eeeeeees HN) pag ecemnororsnpnin cane 1230, 1315, 2363 GUTTER 
Interrupting Plugs ...........sseeeeees 402  Metatarsal..................csee ees N46 DldliiSere cre eas core 980 
Receptacles......... 330, 333, 402, 412-413 Mirror... .......c se seeeee eee eeee ees 21Gl te iGUAINS eer emer ees eee 1858 
Testers ee GAT Pai eect eee teen ees 1620 
WANES 308 PalletRack............c.0e0e0 1227-1230 GUTTER DEICING CABLES........... 3067 
Racket ae 1132-1134, 1227-1230 
GROUND KITS, SaNCON/ GINS! ses senses aneeweh a aes 722 
ESD ee eee 561,1320 SaWBlade............ssesseseeeees 2350 | 
lgad/Geritel.cc..-5sces- 175, 190-191, 198 ey Penner otngnc renege ene ar be 
Set EI Na ange ae ae wel in Spligtin oi ee. 9728-2729  H-STANDS, 
GROUNDING DPGAKEN icc see meaonearae: 1979;:2053) GONVEVOR v.caes ecm cence en emenas 1113 
BUSHINGS soseee eter tase ee Chee ow WCEee agen pose cbes son gu ceca ao: 2363 
ClamPSis anes see 323, 392, 1711 Splash ........ 1493, 2728-2729, 2732, 2751 HACKSAWS .................... 729, 886 
Connectors..........0.-. 322, 387, 391-392 Stainless Steel Splash................ 2729 
COPS. .. cc cccccccccccecee 387, 561, 1320 Thermostat 2caees ceoeesce aera: 3022, 3040 HAIR 
FittingS.......ccccsceceeceeceeeeeues Cop WCAG bade cero ude some scone 1746,1757 = Dryer Bags..........eeseeeeeeeaeees 1474 
REGIS ccc caer te ecueuutencecceee: 9526 Wall......... see e cece ee eeeee ees 2OUG Se Diver MOlIS cs cee ee rere 38 
Straps, Automotive Battery ............. 974 «Wire... . sete cece eens 452, 518, 2053, 2463 Dryers oo... cece cence eecuneeeneunes 1474 
ie eats ees a ai GUIDE RAMS orice ne eer etaeee 2625 HAIRNETS .............. 1709, 1731, 1738 
SVSIGMS Sra ae ee err eee 323, 561, 921 
Witt ey 387, 1320, 1876 GUIDES, HAIRPIN 
BUGRING:sctrese rte enemies aks 24222242357 iClINS eau eee eee 150 
GROUNDS, Cable Way caccatcccsenisnwes ceawnens S07 MICOMERS eee eee ees 2150 
Magnetic Welding ...............005. 2424 Fastener.............ssseeeeeeeeees 2054 
Raised Floor............-.cccceceeee- Gp eA PIRSUAID ey eee ya(ee nie ees 1831-1832 HALLIGANBARS................... 1820 
Hose Reel Roller ............005 2528-2529 
GROUT Miter AW a enarecyed aan an eae ace ates 724 HALOGEN 
Bagg sere teen eee 91 Paint «oe eee eee eee 1620 Lamps......... 487-488, 490-496, 498-502, 
BUSHES ......ccceccecccccccec 891,1545 Plasma Cutter....... 2422-2423, 2425,2480 514, 520, 968-970 
Cleaners..........0.+e00: 1503, 1519, 1522 ROPE ........... ees eee eee eeee eens 1807 Landscape Lights................. 458, 461 
FigabS see ee ee eee see BQ] SCTEW wwe eee eee eee ees 698-699 Leak Detector Tips................05- 3008 
Removal Tools ........... 687, 695, 724,891 TOMQUC.... 0. sees e esse eee nea 2054 Leak Detectors . . .2494, 2820, 3008-3010, 3012 
Sa BIAUGS is ass oreetaiee were tees 724 Pool Lighting Fixtures ..............5. 2639 
CW ee gg, GUM REMOVERS......... 1517, 1519, 2446 portable/Task Lighting......... 513, 520-521 
Hightstcrnee seer rere 496, 971 
ee eee GU HUBBER ce seer zaod-2205 “Pou oe 
SHOnGeS ames ert meee meee ae 891 HAMMER 
GUM, Case eer rene 673 
GUARD BUILDINGS................. (OUT SRT GAS Stiseinci co oesoresl eccrine conn 3012 Drill Bits....... 709, 711-714, 716, 2161, 2166 
DrGHUGKS: 2 oc beer eos co aeccunenare 710 
GUARDRAIL GUN Bilge eee 665, 667-668, 672, 674-675, 
AneHORS ee tee ee eee 1134 Brackets, Abrasive Blast Cabinet........ 2402 . . 681-683, 686-687, 690, 692-694, 710, 714 
Bases anit ae en eee W1G3o1024, AGO CSCS eee ete eee 204 SHOEIS eee onde cael 755 
Connectors.............0: 1199-1004, 1769) CleaMING GOS pec. ean BIAS ACRES racine tae enc 890 
Endl |GardS: sje..e2cee. ech aeeece coc 4109 oe CUDEINE (SS arte ance re: 10251627) WIIDS ene ee 828 
MOUNIS 2 0c. o- ca cone 1133-1134, 1789 Cups, Paint Spray............... 16251026) WrolleyS ee ee 673 
Pocketsuer sean ere cae Wee) SUPINE Soper opgseuesuesue aso oe 2273 
PostS .....ccccccccccecce 1181230) 1780s cublicants/ Gls area esreeae aaa 2438 HAMMERS, 
Refleclarsss.g5 eee cee 19040 EUG TADS wees eee eee 2201 2019-02 Ae Aileen ease een ee 2512-2513 
SHUG Gres nee ocd usuvebogscauuao wee 1968 Backing-Out Punch.................0. 862 
GUARDRAILS....... 1040-1041, 1043,1108, TapS.....cssesseaes 2262, 2267, 2272-2274 BallPein................000: 825-826, 863 
Sit 1118, 1133-1134, 1308, 1312, 1783, 1789 Blacksmith. .....0..ccecceeeceeee see 825 
GUNS, BRASS) cei te winter a one eae ae 825 
GUARDS, Abrasive Blasting............... 2402-2404 Breaker.............0seeees 673, 710, 715 
AInCincUlatan ent ee ene eae eee 2916  Adhesive.......... 67 0{679) 685) 608; 2172) \Bhieks. access sence. eenes 827, 862, 892 
Air Conditioner Condenser............. GE) | Seenepdsogssseceune sss 2219, 2233, 2238  Chipping......... 715, 827, 2424, 2512-2513 
Airless Spray GunTip...............+: Tyee elf opencnin eee 2233, 2437, 2519-2018, 2002) CIAWi sc ccavs cs secre ss ane es 826, 861, 863 
Aria ea3e 1686, 1703, 1715-1717, 1733, 1739 Air Rivet............. 684, 2135, 2505-2506 Cross Pein..............0005 825, 828, 862 
Blower...........0. 2940-2941, 2980-2982, BIOW.......sssseeeeeeees 2515-2518, 2582 Dead BIOW............ceeee eens 826-828 
ere erT cen oer are te 9994-2695 9997  BOOSIEN. ..sy.. cesses ss eeees senses God DEMOllON...--.+.27...073, 710,715, 2513 
Cablecean ce sane eee 307, 404-405,1131 Caulk............. 670, 679, 685, 688, 2219, Double-Face ... .825, 827-828, 862-863, 1820 
Chine see ee nee 1639, 1709, 2407 ster eet e tee e eee eees 2233-2234, 2236 = Drywall..........ceccueeeeaeeeueeues 827 
COMieh se neers 1105, 1132, 1134, 2006 Drain Cleaner...... 671, 863-864, 2437, 3010 —Electric................. 673, 710, 714-715 
DOOR eae eee 205-2006  UrywallHOppeh ..s..¢.2 sce verses. 889  Engineer'S.......ceceecceceeceeeeues 863 
Drill Press ......... 00000 2345-2046, 2063) EROXVen eee 670,2219, 22388 FraMING. sexe cece cereus suereceses 826 
Equipment...... 1132-1134, 1227-1228, 1230 FOAM ...... 0.2 cee ee eee NGG4; 22302298") \Mallet..cccs0s sce ae cee es 827-828, 862 
Fane nc acoaeee 302, 2916, 2926-2027, 2934, GIG... eee ceeee nett eee eee ees 2238 «= NONMAMTIN........c0eceeeeeuees 825-828 
ee ee eee aan 2940-2941, 3089  Grease..........670, 679, 932-934, 936-937 — Nonsparking ........ .825, 827-828, 862-863 
FINGER eee ee reser e e ee Cpe] (nygel | LEZUG Cigna paetanriveocaan enn: 679, 738-739 Pneumatic.........-c.sececees 2512-2513 
FOOL serie eee eee ee 1746,1757 MIG (Metal Inert Gas)............ 2413-2414  ReplaceableTip..............c.0eeaes 828 


Get back on the job even faster now with grainger.com/repairparts 


| Reena munity yr cede veto syne Mit 826, 891 
WIVCHRG@ ee eee en eee ee 827 
ROGKIPIGKe ee cee eee 827, 999 
ROONNG) <i ee ree eee 827 
Rotary ..... 665, 667-668, 675, 683, 686-687, 
ee re te 690, 693, 710, 714 
RUODOR: sce ntti en aster on en aes 827 
SEUNG rcae ete eee cnet ee 862 
OGUING ecm a ee ea eee oman 816 
SHINGIBI: Sioxawcrccin ne ements cae aera: 827 
Sleddete2e.e) 825, 827-828, 862, 1820 
SIGE ee cnen a ee eee ree 915 
OOMSFACEs ts ce cere cee t. 825, 827-828 
Splitsheal eee. eee eee cee 828 
MNMERSe cones ee ae ae 816, 827 
WEIN ance ern ietankmne ty icat 827, 2424 
HAMPERS.......... 1162, 1172, 1475, 1535 
HAND 
BIGEKSiaresactne naaieaaens 911, 2366-2367 
Brake WincheS..........sceeeuuuuues 1085 
Cleaner Dispensers........ 1496-1501, 1514, 
rr eer erie 2727-2728, 2736 
Cleaner Wipes................. 1500, 2446 
Cleaners ...1496-1498, 1500-1501, 1514, 2736 
Conduit BENdGIS «0245 ecces te seeeeeas 850 
ChOAMS tata cs een eee eee 1498 
Crimpers .......0005 365, 381-382, 384, 814, 
eee ee ee 841, 846-847, 855, 2530 
Diver NOZZICS act catanteanne mare 1493 
Dryer Recess/Retrofit Kits............. 1493 
DIVGIS@ ne eee eae eae ie 1493 
Grinders.........005 665, 677, 681, 683, 688, 
FE eee ae asa eer 691, 695, 719, 723 
KNOWS cane eee 256, 2318, 2323-2324 
Lever Valves...........008 2542, 2546-2548 
WOUGNS eee eerie ee 1498 
NOUCIGIS (er ee eee eee 303, 816 
Pads. .. .908, 911, 1515, 1548-1549, 2367, 2369 
PAE VIIGKS co nace ote aes 1173-1174 
PIGSSOS.o hte cee ene eee 2357 
PUMPS cases ws 685, 896, 936-937, 955, 1193, 
eee 1782, 2461, 2466, 2468-2469, 2656, 
eee 2672, 2674, 2676-2677, 2912, 3012 
RCAMENS corre ce arene © 814, 871, 2258 
SANGER tcinwasa tac 677, 681, 683, 687-688, 
.. . 695, 721-722, 889, 911, 2366-2367, 2369 
Sanitizers........... 1498-1500, 1514, 1831 
OWS eee ce 800, 814, 886, 889, 1006, 1830 
SedliGhSr eum eee ee ee 816 
SIGVES seriat ate cele etree eoerate a ae 649 
SIIKS a ee eae er 2726-2728 
SOADS: sae u sae 1496-1498, 1501, 1514, 2736 
SlAMDS aan wen cme remn mame ener 1934-1935 
MainPers saree en eee eee 1009 
Rab CISe are eee re ee eee 889 
TapSincre cee enna: 802, 851, 2141, 2262-2268, 
Se ey ee ee 2270, 2274-2275 
Towels........ 1472, 1487-1488, 1492, 2446 
WANIMBES atinanneaiecmut tra neds 685, 1642 
WINCHES cae cone ncetees 1059, 1085, 1105 
WIDGS tere earner ae 1500, 2446 
Widens ctv ames antee mane 1414-1416 


HAND PROTECTION (SEE GLOVES) 


HAND TRUCK 
Cun ClIMDElS 22. 3e ee 1184-1185 
Camb HaMpSiec ee ee ee ee 1127 
PREROIKS i ecnen seme tee cere 1183 
Nose Extensions .............05 1184-1185 
Platform Attachments ........... 1180, 1183 
Stait CHMBENS acaerks ewes 1184-1185, 1188 
lil epee eee re 1219-1220 
Toe Plate Expander Kits.......... 1184-1185 
Walk: Ramp Seaman uamencnanacm ce cats 1127 
Wike Caddies = nee ee ee 849 
HAND TRUCKS, 
4-Wheel....... 1143, 1151, 1161, 1163-1168, 
ae eee ee ie 1171, 1185-1189, 1341 
A-FlAME ok wc wees aoe 998, 1168, 1330 
Adjustable-Shelf .................05. 1151 
Aluminum... 1143, 1165, 1184-1186, 1188-1190 
AOD ANG Cee rancor ame eee 1185, 1189 
Battery-Powered..... 1174-1175, 1179, 1186 
COMPOSIG is aaee tee ciocreac te 1185-1186 
1-41 
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GONVONW) Oeste erect ere ee 1186 Telescoping......... 1534, 1546-1547, 1551 HARDWARE, MMGNMNOSlatSrver cus cee ie ae eee eee 3028 
CulinGGlcn geese cane cee ee 1003, 1187-1188 Thermometer Gripping...............5. 588 Door.......... 1119-1121, 1123-1124, 1451, Tools...... 798, 826-827, 861-863, 887, 1547 
DRUM eee eee 1142-1143, 1146, 1188, 1190 ThreadedTip........ 1534,1541,1546-1547 1976-1978, 1984-1985, 1990-1996, 
File Cabinet Mover.............. 1186, 1190” PTOSChESt 22s ees sare netesee ce: 2018 See eee 1998, 2003, 2005, 2007-2014, HAZARDOUS MATERIAL 
General Purpose .......... 1ISO-TG4-1100;~ TOM is anne vanes eee ees 2433-2434 ee, 2055 2762. 2907) BAUS. wise s tune e tases teeta ae 1562 
ee et ere UGG TO) NISC Geren ot ceee erin 20s0 (Garage 0UK.).q22-e1 seen. b12o-1d24) CANINES yarns crane (000, looo-lard 
MIQMSIAGK Serene esas MABAAITBS” WINDOWata uate rnae cata eal 2018) §=Window........ccceecececeees 2018, 2055 Containels.....2......... 1138-1139, 1836, 
VGEQUIIG ina wenn ar raat OIF, 74 | (A NESE DIN USN PU DSSS UU us sl UMMM a Cerrar 1854, 1861, 1865 
Industrial........... 1003, 1143, 1150-1151, HANDRAIL HARMONIC BALANCER PULLERS ...913,916 Disposal Systems ......... 1606, 1854, 1864 
Oe rere 1157, 1159, 1163-1167,1171, Brackets.............+++++++++ 1308, 2006 Drum Storage Rack Shelves ...........1864 
Cem ene ete om moeine 1184-1186, 1188-1190 Corners .................+2.+2.++.+1134 HARNESS ACCESSORIES DIOMS 20s ence teem « INSB=1199, 1861 
ROG ASC reer ra seetaee sone wees: i SO ae eye ren NNT NNN ere errr retract 1793, 1795-1798, 1802-1805 Labels.................. 1930, 1937, 1940 
UIQGAGE seen ranean cass 1186 HANDRAILS NEUIRGIIZEISe ieee cee aan an: 1854 
MatUal-Eiitiotoancnn oman ne ccna: 1189 Serena 1040, 1134, 1308, 1481, 2759-2761 HARNESSES, QuenpaGks estene nee 1138, 1854, 1861 
Medica OXY OEM) pa coment merc gh oar 1187 Alternator. .....cccccccccccucececess Doe ee PIACAUS ee ereaers oe cern ememnn 1937 
POM ORM secret 2 1151, 1163-1167,1171, HANDS-FREE ArcFlash.............e.. 1794, 1796,1798 Shipping Kits.......... sees eens eeees 1402 
dou raenn goon soca an 1185-1186, 1341 Drinking Fountains ..................2720 © Battery.......00.ccecececeeeeeeeee 2051  SMOVEIS cece eect eee eee ys 862 
SACK. occ eee e eee eee ee ee eee nee ICO FallCelSy ere eee 2734-2736 Binocular........cccsceccceeceeuues 2041 Spill Kits.........:ce cece eee e ee ee ees 1854 
Stair-Climbing ....... 1184-1186, 1188-1190 — Sanitizer/Soap Dispensers Fall Protection............ 1793-1798, 1806 Storage RackS...............ee eee 1864 
2 849, 1165, 1167-1168, ws. eee. 1496-1499, 1514, 2736 Fire Rescue .......cecccccccccececes 1807 SUMBSat eet iaen cna me une 1865 
Deere Re 1184-1186, 1188-1190, 1341 Sinks ..... 0. ccc cece eee e eee es 2726-2729 Lifting. ........cecceeeeeeeeee «1410, 1822 Vacuum Cleaners.......... 1564, 1570, 1572 
Vending Machine.........sssseeeeees 1189 Towel Dispensers.......... 1485-1486, 1491 ieval ...... -1798, 1822 
Wagon. ....cc.cees. 1163-1165, 1167, 1171 TrashCans. sn. 1557, 1876 en O88 1798, 1799-1788, te2 HDMI (HIGH DEFINITION MULTIMEDIA 
WElUING 2 haste sere en 1003, 1188 Veet er ee ee ee eas 1796 INTERFACE) 
LUNGS Ghee er 849, 1157, 1161-1162, 1167 HANDWHEELS..................... 2318 Wire Management............... 961.2055 AdADIGIS oc iinticccee eee eene rs 360-361 
Gables eee 359-360 
HANDBOOKS (SEE BOOKS) HANGERS, HASPS, ConnectOrs.......2.0..cceeees 356, 360-361 
MPEING 2 ance ene earn eee 2566 Adjustable... ..aceacacncesvaaaanves 1OG2) i GCOUDINGS ee crre tr o eeeer 360 
HANDICAP Ba eae eee ne aid Cae 1962 WallPlates................0seeeeee es 360 
CaFtS occ eee eee e eee ee eens PUA ACabler a antem rere tane S7a1 GAO Mra es ee eee ete 2016 
POOWMER Gira icecterctaatat ier attra rereneiiekcers 1481 Calla. eee seer ee ee eee 1620 — Fixed Slap betes eee ene nen 1962 HDPE PLASTIC..................... 2210 
SIONS earn eee errs TEAL MONT A920. CIEVISeacee arta as acne BIB, 2824 Hind acccccses eee taensae pieces eee 1962 
CIOES sarc eee ee 1476 Locking ......... 191, 296, 1953, 1959, 1962 HEAD IMMOBILIZERS.......... 1821-1822 
HANDLE Concrete paver aivamnm ccs: 2147,2168 Lockout............. 296, 1949, 1953, 1962 
WaONGISscaue rane amen eran 829,1066 Conduit ................... 316-321, 2824 Rotating Staple ............e.0eeeeee 1962 HEAD PRESSURE CONTROLS ........ 3031 
Ties, Circuit Breaker .............. 191,199 ‘Cubicle Wall/File . 2.2. .mc0.se.cexn: 1Q00 7 Solely rennin ee 1953, 1962 
Dock Ghock Chain eins. 2s2ecesana.: 1120" + Security acces. cues: 296, 1959, 1962,2016 HEADGEAR................... 1639, 1769 
HANDLERS, Document Pocket ..............0000: 1383 
DESI 92 ene eeeawn eee 861;1143-1146" | Drop GellinGQe cc scteche ss cascaceenens 318 HASTINGS MAGNIFIERS........ 2340-2341 HEADLAMPS, 
MUltIPOSHION AM os ceecccsaei cases 3091 Gtliter Deicing Gable... cc.n.sa ses os 3067 Fifetighitehmae sees eee eee 598-529 
HOS Bien m erm eta omer een 1016,2729 HATCHETS.................... 827, 1007 HAIDGEN can aicactaeeG areas 504 
HANDLES, Lighting Fixture eee ae er ere ee 317-318 Incandescent PEPE Meee Ns Ae eT at 504 
Adjustable Workholding............... 2522 PINE ene 316-317, 319-320, 2074, 2788, HATS, Wel ee 524, 528-530, 680, 968 
AipFillGhae ee ee 3052 . .2796, 2799, 2824-2828, 2831, 3096, 3099 = Basaball................ ccc cececec. 1641 Rechargeable................000- 528, 680 
AUMINUM veen on ceeeenuewaneae 1547, 1551 RO reek eneeere nn 318, 21 47, 2168, 2828 Cold-Protective .........eeceece 1638, 1642 
BOOMs aceaues« 1534, 1541-1542, 1546-1547 SaddleVent............c ee eee eee ee 1784 Cooling -20 ese ee ae 1641 HEADLIGHTS, 
Brush...... 908, 1534, 1541-1542,1544-1547 SIM. tcc ccinnvesneeeans 318,2147 Hard. ws 1635-1637, 1707, 1709,1769 LED ..... ccc ce cceccccecucueeceeuees 970 
BUllRO at cevncece caecum cca amin nr B92) SOIC ieee tena cteeeen us coke tes 2047 | Welding «..:<<acadeniearepasceseus 1716 
Cabinet ecient 127-2, 2003, 2048 ee CCIDdE con nitty cereus e sata: 317-318 HEADRAILS, 
Cable Connector .............s0seeee, 924 TOOL. 0... eee eect eter eee 1329, 1331 — HAZARD COMMUNICATION Toilet Stall .......0.ccccecceeceeeees 2762 
Cdllvne women cere tuiamerd oes 2322 WACK cance eiccsasneneasw ane centes 318 Binders .. o.oo coc ccccceccceccccce. 1942 
Circuit Breaker Padlock..............5. 191 Vertical......... cece eee eee 2147 Jobsite Centers .....eeececcccccccecs 1942 HEADS, 
Concrete Float.............ssseeeeee 892 Wall File... ss... se sees eee ee eee ees B98 SIGS fo te ohio 1527, 1903, 1918-1919, Broom............. 1539-1541, 1546-1547 
Concrete: PIACEh ciecivinas vans ins ana Ry) WGN See soumunomodbace sousce os ou 205 ee 1921, 1924,1940 Camera ............cccccececee 616-617 
Conduit Bender ..........seeeeee evens B50 WOOd .. 6... eee ee erent eee, 1476, 2147 Training Posters............6+++ 1941-1942 Centering............00sseeee. 2334, 2422 
Deburring Tol... .....+ sss eeeee eves 2401 Combination Square ..............00. 2334 
Disconnect Switch.................0., 298 HANGING HAZARDOUS LOCATION Duster ..........0.-0.... 1518, 1535, 1538 
Door...... 1980-1989, 1993-1996, 2005, 2762 _ File Cabinets/Systems Air Circulators .........cccccceeccccr 2919 Limit Switch.......... 264-265. 268-269. 271 
Drive SOCKGL cc cea ecas 768-769, 771-772 eee teen eens 1337, 1344-1345, 1361 pir Conditioners................ 2991-2992 Magnifier............e.sse.. ane D 340 
DUBE HY Supp acy sous MAUS IEE J OMUUS gu Jute osu ue od oan POO IBIGWERS nese: 1784-1785, 2986-2987 Micrometer ............0eeeeeeeeees 2327 
Exit Device........ 0s... ess sees 1993-1996 Scal@S .. 0... sss eee eeeeeeee 1065, 1429 Cable Connectors..........0s.eeeeeees 520 Mop eee 1528, 1530-1537 
Extension....... 547, 1534, 1546-1547, 1551 SpeakerS........cceeeeeeeeeeeeeees 2039 Conduit Bodies..................e ee. 314 ProtraCtOl. .. oe cccccccccccccccccce, 9334 
AD yous ovules tu ese ot pall SNEWS je Gene aisbod. Gobo gree Conduit Filings = eee 314,321 Pump......... 2633, 2648, 2654, 2695-2698 
Flow-Through Brush ...........s.s.s0 908 Wall FIGS... ...se eee eee eee eee seen 1358 Emergency Lighting................00. 460 Shower ....... 1844, 2744-2746, 2749, 2761 
JACK. sss esse esse eee ese encase: 960, 2866 Panett ogee 1784-1785, 2919, 2929, 2931,  Sprinkler...........0eceeeeeeeeeees 2764 
LOVED iia ra 1123, 1993-1996, 2322,2324 HARDHAT OS 2940-2941, 2955, 2958, 2960 Tapping..........seecceceeeseeeees 9315 
Linear Motion Brake ................. 1119 Adapters ...... 0... eeee eee ee eee 1639 HandLamps.........-+-sseeeeees 522,529  TorqueWrench................00: 769, 785 
Magnifier... ...seeseeseeseeeseaees 2340 Ear Muffs.................. 00, HCAS OND SEHGAIOs cere ee canna 3078-3079 Tubing Press TOOl.............0se0ee 2800 
Medical Light...............s.. sss O14 Flashlights........+.s+ssee. oc8) B80; 1708) HOWMS 2s ohana 1885-1886 Vacuum Cleaner........... 1481, 1565, 1573 
Mop ......-908, 1528, 1532-1534, 1536-1937 LabelS ....... 1... ses ee eens ee ee es 1640 Incandescent Lighting............. AAQVAQR AE ViObaIOk Sees ase eee ee 149 
Operating Mechanism..............005 206 Dy MANV AROS: tare crateeaponte sscietere ces. cmiettiangear: LOA Lampse eee ces ed 451 
ils Roller... 0.0.0... ee eeee, alae ee Rung ocb oho uLa eco cui: 1640, ea Lighting Fixture Accessories ........ 449,452 HEADSETS, 
ane oe eres ear es seis ek a a Lighting Fixtures ...... 439, 449, 451-452, 460  2-Way Radio ............. 2025, 2027-2032 
Pull... esse 1993-1994, 2003, 2005, 2018 Suspensions ........-.+sssseseeeee 1638 Marking Tape.............00.00. 1902, 1907 Bluetooth Wireless... 613, 2028 
Ratchet (See Ratchets) Visor Fram@S .... 1... ses eeeeeeeeenes A639" MGS: ccnac sesame: 28-30, 2675 Telephone/Cellular Phone .............. 949 
Roller sie Pet eee ees Aaa es 1403, 1618-1620 Outlet BOGIES caer see cee skeen 314 = Thermal Imager............ecceeeeeas 613 
SHE WINGeees eterna wee oe: 1246 HARD HATS... 1635-1637, 1707, 1709, 1769 Outlet Boxes .......cccceecccuuce 321, 449 
ee 997 Pluss enone tes din tee 340 HEADWEAR, 
Shower Control ......s.sseseeeee eens 2745 HARD START KITS, Portable Evaporative Coolers........... 2998 Cold-Protective ..............:. 1640, 1642 
Shrink Wrap... .....ssseeeeeeeeeeee 1417 Air Conditioner/Refrigeration........... 3031 Portable/Task Lighting................. 522 COOMING. .. 0... cece ceeeeeeeees 1640-1641 
SOCKEt...........0seee. iOR-169, (OTT 2. Heat PUMP os. aes Getic 3091 Power Supplies.............0000. 210,212  Flame-Resistant ............... 1709, 1714 
Soldering. .... ss ssssseeeeseeeenee es 238 PRUNES fhe nan 2621, 2649 High-Visibility.................00.0e- 1641 
Squeegee .. . 1534, 1541, 1546-1547, 1550-1551 HARDENERS, Pushbutton Contact Blocks............. 256) Gaitaty s.2 es ee 1709, 1731, 1738 
T- ...768-769, 771-772, 854, 1009, 1123, 2323 Auto Body Filler............00.005 905-906 Signal Lights ..... 279, 449, 1885-1886, 1888 
Tapered .. 1... 0s eeeeee scence eaeees Paes © CONCIIB vance warernectraarian 1O32 S eGNeaKOIs ose et, oe tne oe. 2052 HEARING AID BATTERIES............. 534 
Tapered-Tip Broom ...........s.s00, tee Strobe Lights............. 1885-1886, 1888 
SU CUCESS peas oenedia se 250, 263-264, 267 HEARING-IMPAIRED EQUIPMENT. .... 2036 
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HEARING-PROTECTIVE Elements...... 3065, 3067, 3079, 3081,3090  NaturalGas.............. 3083-3089, 3091 
Ean Mise ee ees ent 1648-1649 | ExpansionTanks............... 2061 p271¢ OPED sec town retina 3068 
Ear PIGS sees ence nee 1649-1647, JEXIGNSIONS: Snes ec ae D087 eo OlFECdiae arene ees 3083, 3089 
Hearing BandS..........cceceeeeeues 1645 > GloombOands:.x se veawe vac es eas SUSS Palle: erin inak eet mins 3070, 3079, 3082 

FIUG SIAGKSt ee ote een eens QUGG RING se oe eer ee te sees ee ree 1141 
HEAT FIAMOSs ncn eee ooe 2073-3074, 3076, 9061 IPIGMUIM Fi etree cite eve eden: 3076 
AIAIMS «<<<. occccceccccceccccceccce dap GUase aia usenian. 3074, 3079 Portable....... 1783, 2996-2997, 3067-3070, 
Controls......... 220, 639, 3022-3027, 3030, ‘Installation Kits .................045. BOSS: ee. nesee ee aemeee nance 3082-3084, 3087 

eros 3033-3035, 3066, 3071, 3074, Louvers.......................+.--3076  PowerVertted........ 0. cece eee eee 3086 

air) en een eek, 3077, 3079, 3083 | Mounting Frames. ... . 3073-3074, 3076, 3081 Propane............ 3082-3084, 3087, 3089 
Meteors) oe 1881,2051 Mounts............. 2947, 3070, 3073-3074,  Propeller-Type..............eeeeeeee 3086 
Exchanger Fan Blades..............5% 72!) 5) | 3076-3078 3061,3087 Pump House. ......-..:.62-2::0.05:: 3075 
GUNS. oc ees eco ccaceedecees 679, 738-739 Reflectors ........ 0c eee eee eee eens DOSY om RVG mccwennn Ge sem peas genome: 850 
HONS ooo oe ee cece ce ceecccecete cc ces go, Registers .-..02- <0 2cseenssorecn sock 3085 Quariz......... 3068-3069, 3071, 3079-3080 
LanpS tase ere 492,501-502 Replacement Parts ........ 3045, 3079, 3081 Radiant........ 302, 3068-3071, 3075-3076, 
PACKS. o-oo occcccccccccccccccccccee 1929 ServiceKits.............ceeseeeees BOSS) tease 3079-3080, 3082-3084, 3087 
Retaining Doors................ 1120-1121  Thermostats......... 3023-3026, 3034-3035, Refrigerant Tank .............0..000 3013 
Sealer Repair Kits ............... ++. {406 00 vv eee 3071-3072, 3074-3075, 3077, 3083 Residential.......... 2942-2943, 3068-3069, 
Sealers.........eeec. 739, 1406, 1418, 3012 Transformers...........cceseeeeeees BOLD | lawn eateaweues 3071-3075, 3085, 3089-3091 
SEQUENCErS ...... cece cece e eee 3035 TIMI Scinen nian kane ae keeaninnt S073. RespiralorAe 2 coun ees tee 1769-1771 
Sink Compounds............ 232,590, 3012 Tune-Up Kits ......... 00. eceeeeeeees 3083 Restroom....... 2942-2943, 3071, 3073-3075 
Sink Paste ............ecee. 232, 590, 3012 NOMS Src iersa rim atona 3085-3087 Room.............. 3068-3075, 3085, 3090 
SH A 919 Wall Mounts... . .3070, 3073-3074, 3077-3078  Salamander.............. 3070, 3083-3084 
SINGerse ee ea ene ee 9983 + +WallSleeves............. 3073-3074, 3090 “SINGONG vcs nc saa ee awe anes 1141, 3066 
TANG... soe cccceccececeeeeee, egg Goer) Witt eq.com ete sath creer 230-231, 3087  Space......... 1783, 3068-3070, 3073-3074, 
Tools ......... 234, 679, 738-739, 2430-2431 ee 3077-3079, 3082, 3084, 3087 
Transmission Compounds............. 3012 HEATERS, SIdIMMESS SICCl cae are oo 3063-3066, 3080 

S-Lamp Infrared, .ccccss-seassaeceaes BOBOK ee led cara caeememe aie on 3088-3090 
HEAT/COOL UNITS, Anticondensation........... 302, 3065-3066  Siip.-:........ 3063, 3065-3066, 3079-3080 
Rogiiince states ee eee 9990-2995 Architectural .....cccveeseneous 3073-3075  Tamper-Resistant............... 3073-3074 
Through-the-Wall............... 9902-0903 BaseDOald). ccs urccseers souk 3069, 3072 TANK 10). occ ncedeseamsnetasnene ns 3082 
WINdOW ... occ cccccccccccccece 9069-209) BeaKHFlaSK a. n.aceeuecerdvesemnces's 2 A (2 | eee eee 1783, 3070, 3083 

BeabinGiec asta ostinato enter, AS IOGS aCe tener ues cate 3071, 3090 
HEAT EXCHANGERS ........... 2493-9030 “Blowel-lyp@. 22. scaw es nen aoe S075, 3086 “TOMpetlO cece eas ease e snes 3083-3084 

BIE IAM G aa s xa ee utn eerie Os O087. USROG.-emienscdecoee ss wena name 3079 
HEAT PUMP BOI M seristest ries trae 3071, 3073-3075  Unit...... 3075, 3077-3079, 3086, 3088-3089 

BUIBSIWDGQi aceon nee serena ome es 2943 Vent-RiGG. as. <1 .ceen 3082, 3085, 3087-3088 
Cae ores CHING Ge oe ee 3063, 3066 Wall.......... 2994-2995, 3069, 3072-3075, 
Condensing Units.................... 3091 Ceiling......... 3073, 3075-3077, 3087-3089 sss ss eeeeceeeese eens 3077-3079, 3087 
CannOle ster eee 3020-3022, 3025 GeraMiG veces caer ener ete 3068-3070  WashUOWN2....¢2.0cce. ne cecceeeees 3078 
Amie ie BGO a ne CICUGHON ere e eee cers. a eee 3065 Water.......... 1824, 2712-2716, 3063-3065 
Evaporator Coils..........sesseseeees 3091  Commercial.................44 3071-3075,5 ~WellHOUSG: . san vraneaeeaass eres 3075 
eanBlndeS BORG) Siaehiaaeuieenaes 3079, 3084, 3086-3087 
Filter/Dryers...........sc0sec0eeeee- 3015 Confined Space..............5. 1783, 3070 HEATING 
HardGarnKig. 309) | Construction ........ 1783, 3068-3070, 3077, Elements......... 235, 238-239, 1406, 3065, 
icc ee MOT cee eesn eae 3082-3085, 3087-3088 see ee cece ee eee es 3067, 3081, 3090 
MOtOrs .. ce ccccecccccccccccccecee 51,62 Control Cubicle ............ SUZ; 3000-3000 SURUSCS ena c me adeacncnas = 177-180, 182 
Outdoor Units...........eeceeccecee. 9995  Convection.......... 3068-3070; 3075-3006," sMaNUeS tr cemian cece ene ee cna 639 
RISCIS. .. oes ceccccccccccuccenccecce OT) ree 3078-3079, 3084 = NozzleS ..........+..004. 2433-2434, 3086 
Solenoid Coils DEA tnt See eee a 3092 Cove wenn e nana GEST RCS La LE eC 3075 Torch Tips Pe ee 234, 2433-2434 
SWITCHES ... cc ccccccccccccccee, 3916 Deep Tank Immersion ................ 3064 
Thermostats......... 3020-3023, 3025, 3091 DinCCEFICW ac cree eee eae ence ae 3083 HEATINGCABLES.................. 3067 
WANGS fence er eterna rine ie 3092 DIUM... 0. eee ee eect eee ee teens 1141 
Wall Sleeves .........ccccecccecceed 9992 -Dulal-Hedt.........00.seeeeeees 3069-3070 HEDGETRIMMERS............ 1004, 1006 
WatenhHeatenSiea marr ana re 2714 DUG Rear trae rare 2947, 3063, 3065 
WindoWMAING. ogg Electric ..... 302, 874, 1141, 1783, 2942-2943, HELICAL 

beneeee 2947, 2996, 3030, 3063-3080, 3091 Thread Insert Tools ............. 2137-2138 
HEAT PUMPS, cute pe 302, pape Thread Inserts............e.00: 2137-2141 
Syste. eee . YEWASN OlAtION «oe eee eee ee eee eee Wire Insert Taps...... 2137-2138, 2141, 2270 
Seca eee ee Fan-Forced ........... se. 302, 3068-3070, Wire Inserts.......... 00.0000 2139-2141 
eects Gan ar eam RTE 3076-3078, 3084 
HEAT-SHRINK RINNGG eee taa ere =e 3063, 3065, 3072, 3090 HELIUM REGULATORS......... 2428-2429 
QCILUT TLE ipa teeearer ara onreree teearar an 383-386 Flat Panel. os... ..e ee eee eee ee eens, 3068 
Torches .......... 233-234, 739, 1003, 2436 eee eee ee 3071, a HELMET DRYERS .................. 1757 
Tubing ...... 372, 376-378, 1378, 1418, 2656 Forced wie ke. 3083-3084 HELMETS, 

GaldQGs.gagecnasa es 3070, 3073-3074, 3077, : : : 
aalemtaninaia oe Se ee ceer ety Mielec) teat ae eee nee TE 
HEATED BLANKETS.................. ie) UES a aeasenkoe due. 3082, 3084-3088, 3091 NFL-Branded..........0.:seeseeeees 1635 

Se eae Ma epee ade ones seine me Rescue/Climbing............... 1637, 1807 
HEATED CLOTHING/FOOTWEAR/HEADWEAR Se vent one aie Respirator ..... 1766-1767, 1769-1772, 2407 
Pine be kr cement 685, 1756  MazardousLocation............. 3078-3079 Welding............ 1766-1767, 1769-1770, 

Heavy-Duty ......... 3070, 3072, 3079-3080 1772, 2405-2407 

MIGH=BAY cnitasccrcn es savant 3071, 3079-3080 
ie soa igteDensity ooo cele 3066 HEPA 
Brackets. ...... 3070, 3077-3078, 3081, 3087 porome SLC eee CTE Calas sree enon 99: 719, 3059-3061 
Cabinets, Hydronic.........0..00. 008 BON) wea natey ns nck ane ataeaaays AU llelscaiaens 636, 2989, 3056, 3059-3061 
Cable Kits... .....cccecccccccee 3070-3071 ndoor/ Outdoor emer eee 3071, 3079- 

Cap Guards ......c..cccccccccccuu es 3035 -—«Mdustrial........... 1141, 3063-3066, 3070, HERBICIDES....................0.. 1003 

Be ae ie aaa ea aat Meee meenceneea it; 3075, 3078-3079, 3086-3087 

ren PER ev eg ayy Wnfrared «..... 3069, 3071, 3079-3080, 3087 HEX 

ConneCHOTS. «eee. eecee. TREO ee ees eee a0 T1AT B07 abre Bit Sockets. .. 759, 767-771, 773-774, 779, 860 

Controls seen 158, 639, 3024, 3026, 3030, LPG y aa Saas 3 082-3084. 3087 3089 Bolts. soe 2055-2056, 2063, 2069-2071, 21 03 
. ..8034-3035, 3066, 3074-3075, 3079, 3081 Metal Sheath aoe 3079 Bushings eee eee eeeee ee nenanneees 2776 

Conse ee eer 3067, 3077 withouse.................... 3069-3070 Drivers..... 696, 773, 778, 786, 801, 803, 805 

COVEIS naan cect eaoeein a manana camer 3074 Motor.................. 162. 165-166. 174 ey Assortments......... 805-806, 856, 861 

DINUSEIS sir conesensaer: 3083, 3086, 3089 wittimount............. 3071. 3079-3080 KGVS reece 758, 805-807, 848, 856, 

DUCtAGANLElS sr aa eet ete 3088 Ee OP racrrngnitre And arene Puke Gees 861, 863, 3040 
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Locknuts ...... 2056, 2079, 2082-2083, 2769 
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HOSE CLAMPS JEUCh orca eee anne 1593 HOSPITAL-GRADE 
eee rrr ee 2055, 2531-2535, 2612, 2830 Lawn/Garden............. 1015-1016, 2606  Cables........ ccc cece eee ee ee 323 
LOAD... eee eee eee eee eee eens 2435, 2529 ConnectOrs..........0eeeeeeeees 334, 340 
HOSE KITS, LIQUIGl ss ecsapctetetouten 1626, 2529; 2004-2606," In|EIS 2a.eacen censuwva dace Gaus dune ee 330 
Air Conditioner: .. c:<.c+esccs nese dena. 7+) 2609-2010 2012  PigSi seein, antaeeyasetnes rasa: 334, 340 
ree 2607, 2842-2844 Receptacles......... 331-333, 337, 340, 403 
HOSE REEL ACCESSORIES Ti iattet) Soeees eee ne nee 2461 UPS SystemS........0seceseseceeeees 213 
Sr een Tee 1016, 1818, 2435, 2523-2529  ManifoldGauge.....................3006 
MatiiGereeeeet cts ontreramratimcnse 2606 HOT 
HOSE REELS, Material Handling ..... 2608, 2610-2612, 2844 Chocolate...........cccccccccuccuee 1437 
Rice ee eee 400, 2435, 2523-2529 Metal................05, 2607, 2842-2844 = Knives......... ccc eee e ees 233-234, 406 
Care ee 1016 Modular.............sseseeeeeeeee 2461 Melt Adhesives ................ 1397, 2238 
Dual... ..cscceececceuees 2524, 2526-2527 MSHA...........+ssseeseeeess 2604-2606 Melt Coatings...............ccs sea, 2185 
Food Service .......ceccceccees 2525, 2529,  Multipurpose........ 1629, 2529, 2604-2606 Plate Stirrers. ..... 0... cece cece ees 646 
ee eee 2743-2744, 2747-2749 NaturalGas ......... 2435, 2607, 2842-2844 Plates... eee eee ee 646, 1439 
Pcl eee ee 2435, 2526 NylOn...........sssseeeeeeeees BOdieted: J OUCKSe cs gaat tanger con a earen 547, 1711 
Grease .....ceceeeees 937, 2523-2524, 2527 —CiD6zifileld ..... «sees eee eeee eee 2607 Surface Ignitors.............005 3033-3034 
High-Pressure ....... 2523-2524, 2527-2529 Paint .............sssees 1626, 1628-1629 Wire Anemometers .............+. 620-621 
Hydraulic... ee cece eee 2523-2525, 2527 Petroleum Transfer .................. 2607 
Manual......... 937, 1016, 2435, 2528-2529 Plastic......... 962, 1015, 2461, 2483, 2485, HOTTUB REPLACEMENT PARTS. . . 25, 2641 
Motor-Driven..........eeeceues 2527-2520 2529, 2604, 2606, 2608, 
Multiposition Mount............. 2523-2529 0 vtsretee sees eens 2610-2612, 2634-2636 HOT WATER 
eee 936-937, 2523-2525, 2527-2529  Pneumatic.................... Ras coed Su BOUIS earn aS aise nee ee 3089 
Pheumatic........0sc000s 1016, 2523-2529 ster nese eee +++ 2606, 2608, 2610-2612 Circulating Pumps. . . . . 2657, 2659-2660, 2698 
Polypropylene .........sssseeeeeues 2527 Pneumatic Extension................. 2822 Controls..........0.0e0e 2658, 2891, 3025, 
Pressure Washer ..... 2524-2525, 2527-2529 Polyethylene ............. 2485, 2608, 2635 ieee ees 3030, 3037, 3043 
Spring-Return ....... 1016, 2435, 2523-2527, Polyurethane....................... 2608 —Dispensers..........0+0+0eeees 2721, 2732 
Pe Sas 2529, 2743-2744, 2747-2749 Pressure Washer. .... 1591, 1593-1594, 2606 — Hoses... 1015, 1594, 2606, 2743, 2806, 2909 
Stainless Steel............0000. 2525, 2528 Propane Torch....................0. 2435 Nozzles ........ 020.000 1014, 2743, 2909 
SWING. coc ese: 1016, 1594, 1818, 2529 PIFE................. 0. sees 2608, 2844 Pressure Washers ......... 2.44. 1590, 3011 
Wall-Mount ........0.cceseeeees 937,1016, Pump......... 2461, 2606-2607, 2634-2637, Tanks........ 0. ..e0e eee 2661, 2715, 2717 
eat 1594, 1818, 2523-2529 vvreveeeeeeee sess 2671, 2690-2691, 3091 Unit Heaters.............4.+++- 3088-3089 
Water. ....1016, 1818, 2523-2525, 2527-2529 PVC............... 1015, 1594, 2529, 2606, Vents... 0.0... cece cece eset teens 2908 
Wahine ne caer ee 2608-2610, 2612, 2634-2636 
RagialOb cade wasn be eacew se waa 918,947 HOTEL 
HOSES, tdi peceenerercenns ae el a Door Latches/Locks...........0.ss00: 2005 
Abrasive Blasting.............05 ZAOZ 2OUG Ne het ne eg y ; Guest Room Amenities........... 1433, 1438, 
Agricultural eae A ae 9671 Rubber... 1594, 1629, 2420, 2435, 2481-2485, 1474-1476, 2760 
Agricultural Spray ........ 60.004 1620)2506 ge ce Bo Oar ee eMule cee ee 1470-1471 
River 1626, 1765, 1768-1772, 2435, ttt 2634, 2690, 2729, 2743, 2309 Restaurant Supplies (See Restaurant) 
Deeper ret 2461, 2529, 2610-2612  Sandblaster...................2402, 2608 — Room Service Carts/Carriers........... 1445 
il Brake tes freee see geen oer: 962 ene Si nie ae Safes i ae einer: 1968 
Ai Test EASON nL agap Shower «1824, 1841-1842, te4a, 2744, 274g OMCSENONS «ooo > UGE TGS MATEISTS 
Airless Paint Sprayer............ 1628-1629 Solvent. veeee ns 1629, 2529, 2604-2606, 2690 HOUR METERS ................. 227-228 
BIOWEr ... ... cece cccccccccceees 988, 2610 Spiral Wire Reinforced........... 2482-2483 
Braided ....... 1504, 2420, 2482-2485, 2529, SPlay........... ++. 1626, 1628-1629, 2606 HOUSEKEEPING CARTS & ORGANIZERS 
Ses 2586, 2605-2607, 2806, 2842-2844 Stainless Steel....... 2607, 2842-2644, 3097 cece ee 1172, 1526 
Brazing a eae ae get Pee eee 2436 Steam POSH ooo Ee ooeoo ooo bea Oe 1594, 2607 
Breathing Air Supply ....... 765) 1068-1772 UCN 2437, 2482, 2607, 2610-2612, HOUSINGS, 
tC) er rer S008 wees ee ea 2635-2637, 2691 Filter... ..2671, 2706-2707, 2710-2711, 2896 
Chemical ...... 1522, 1629, 2529, 2604-2608, Suction and Discharge. 2606, 2634-2637, 2691 Keynad eevee 1979, 2051 
en 2635-2636, 2690, 2842-2844 Swimming Pool Vacuum ..............1481 1 ighting Fixture..................304-306, 
Cleaning Equipment........ 1522 1604-1665) etc URORIESHC EU East cee ss i ocouseuca vil 429-430, 445, 461 
eee HG 1583: 100402600 0, cee te ceo eee CORN eek edie ea 088 
CIGAE carrie tena terennn nna 2OIO-2012 Sree te ee ee eee SibiaCeWaCK ar ete re ee eee 355 
GOllewsaanna ane an AAn a iarhe sane 962 Vacuum ........ 722, 1481, 1576, 2461, 2482, Temperature Control ............ 3025, 3027 
CoGlant eqs ee tyes 516,047 2461 eee ee eo ecole Ole ogc Oar amet Migiting se nes ee a 430 
DISCHAMGE. «diaci ane corn as 2634-2637, 2691 Vacuum Cleaner..........55 990, 1564-1565, 
ait eee 1857, 2087; 2034-0636 tos ser eeticieies 1972,1575-1576 HUB PULLERS............. 913-914, 3010 
Drain Cleaner.........-0eeceeeeeeees 1593 Valve Adapter...............s essen 3006 
Drench Shower ...... 1624, fG4 1 1G4o (old ame ODE econ ca 2610-2612 HUBS, 
Ducting ..........ceee ee 2610-2612, 3099 Vinyl.......... 2529, 2606, a ake Candin eee 313, 315, 321 
DUSHGONGGION Sram age mayen erate: ROD a any eh fanny Coupling. ..... ccc ceccccccccccce 127-129 
EPDM evan 2435, 2604-2606, 2608, Washdown.......... 1594, 2606, 2743, 2909 es ccsrstteesst ses IS 2376 
eee 2635-2636, 2690, 2743, 2909 Washer....................... 1593-1504 i anact Switch, ...............175, 198 


Get back on the job even faster now with grainger.com/repairparts 


FanBladeicenw catia mmcrr cree ae 2950 
SAIL OWHOM soca ceadenr deans 175, 198 
HUGGERS, 
LQ aden sour hectn atte eee once 1104-1106 
HUMIDIFIERS............ 3059, 3061, 3092 
HUMIDISTATS ........... 3026, 3028, 3042 
HUMIDITY 
AnalyZers.......eeee 584, 587, 594-595, 620 
Data Loggers....... 584, 592-595, 618, 3008 
LOQGQCIS - 31. eee ese 584, 592-594, 618, 3008 
Meters......... 571, 583-584, 587, 593-595, 
Bree eeee ee Sea ee eine 600, 607, 619-621 
MOMIORS eve core ee or 562, 583-584, 
Ce Tecan ree 587, 592-595, 620, 3008 
PLODES ce cea nee arene 584, 595, 618 
Recorders ......... 584, 593-594, 598, 3008 
SCNSONS ce ee oe ee 595, 3026-3027 
NMOSIEIS ean acne 571, 584, 587, 593-595, 
Pe ere eer reer 619-621, 1413 
HVAG 
AIP COMPICSSOIS: 222. s2aese cess eae ees 2562 
Air Velocity Monitors ...... 543, 572, 619-621 
AMalVZ0iS ene aera. 543, 571-572, 
See cee eee 618-621, 3010, 3012 
BEAHMOS Gems eacts tence earn 134-136 
Combination Starters................. 3031 
Compressors............. 2562, 2577, 3014 
Control Transformers............. 205, 3033 
Damper AGNalOrs::<.asrsseeedae creas 3045 
Dial SUCKEES = ateace secs ee yee 3012 
Firestop Sealants.............0.0.0005 1884 
FireStop WidpSa.2scccess es ease ear awe 1883 
GaugeS............ 570, 574, 579, 946, 2591, 
Peer reer 2994, 3005, 3009 
Hose ClainpS 3.2 eccccetocead cena eee 2532 
Linkage Gis ieee eee eee eae 3043 
Motor Protectors ..........0eeeeeees 3031 
MOLES aes cen ee 28-29, 38-64, 2658, 2998 
Multibit Screwdrivers ..............005 801 
Pressure Switches............... 570, 3046 
Psychrometers............... 543, 594, 621 
Quick-Fit Duct Branches.............. 3098 
Relays ..... 215, 217, 3031, 3035, 3041, 3043 
Replacement Parts ...........5: 2968, 3008, 
eee ree ee 3017, 3037, 3045 
Roof Mounting Rails ................. 2963 
Sealants ....1884, 2224, 2230-2231, 2820, 3012 
SCMVIGC WS ere cance eerie eer eens 874 
Shaft and Bearing Kits........... 2980-2984 
Smoke Detectors............005 2051, 3029 
SOIC ese ree ee eps te cee ee ces 239 
Thermohygrometers .............. 587,595 
Thermometers....... 537, 589, 601-602, 604 
METS ears enter es ee es 415-419, 421 
MOOS ene eens re 758, 816, 3010-3013 
Transformers .... 205, 3033, 3036, 3045, 3075 
Vacuum GaugeS.......ccceeeees 3005, 3009 
Water Line Descalers..........c0ceees 3011 
HVLP PAINT SPRAYERS............. 1627 
HYDRANT 
AdaDIGhS sec cnet cen ee 1818 
OVS etree triers eran enon cate 2912 
NalKetSien sence tare cere ee eee ae 1912 
Replacement Parts ..........0eeeeees 2912 
WienCHESi ea one cenematwan cae 869, 2767 
HYDRANTS, 
NGI n recreate auece tae are 2912 
HYDRATION PACKS................. 1828 
HYDRAULIC 
Adapters ........005 2485-2488, 2495, 2854 
Biodegradable Oils...........00000005 2455 
BiealiiGlS: re ee ena 2495, 2576 
Gable CUINGIS coir come eee eoaierrn 853 
GaSe see ee ee veenine ce eee 1181 
Coupling Replacement Parts........... 2489 


Couplings...... 2468, 2481, 2485, 2489-2491 
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GRANIES ce enrerseee sate ean tece e eeiore ees 943 
Crimpers ...... 381-382, 847, 853, 2483-2484 
DIAGnOSHGTOOISicts-cnee txt eee cee nea: 853 
Dock Levelens scuc.saeccearawinee. 1128 
DOGRGIOSEIS -- cee cncnee es ck 1990-1993 
Dust Caps and Plugs............ 2489-2490 
RINGERS seat cate toe 947, 2492, 2495 
FIINGSi cnmanenc 2481-2491, 2530, 2846, 2854 
lan GS estan sec cnet tec eeae 2487 
Flow Controls........ 2471, 2475-2477, 2913 
FIQWIDIVIGENS nce eee wees cere 2477 
Fluid Level Gauges ............. 2464, 2495 
FIUIDIGSUKIS sc nase eve ees meee 2491 
FUUIDS concer nee 897-899, 2454-2456, 2468 
Gauge Adapters........... 2468-2469, 2471 
Gauges......... 579, 2468-2469, 2471, 2495 
Hose Assemblies....... 382, 563, 2481, 2484 
HOSE CaDINGlS «6 hak sete we eee 1307 
Hose ReelS.........0e000: 2523-2525, 2527 
Hoses....... 382, 563, 2468-2469, 2481-2485 
ACKSeasemcer ine 940-943, 1193, 2466, 2468 
Leak Detectors. .......ccccuuueuuuuae 2494 
Lift Carts & Tables...........008 1181-1182 
LIRUKITS a raussuneccure re toe antes anes 1319 
iiss eens 942, 1032-1033, 1178-1180, 
eee ere renee 1183, 1187, 2468 
Maintenance Sets ............05 2468-2469 
MOORS enn cs okie tonto etree areca 2474 
NUE SDINICRS Sens eee ote ene 2469 
OIGOOIEIS Sn eee oe 2493-2494 
OU FINGIS irene nae ce ere ee eo eee 947 
OW RESEIVONS 2224 2.c25- cere es 2473, 2495 
OSes ce 897-899, 2454-2456, 2468, 2492 
PINPUSNEIS cc en eke ce ecne cee oe 914 
Pipe BENUGIStwes ccasstsn are sommes 2469 
Power Units............00. 869, 2472-2474 
PEESSOS penn ae eee 2355-2358, 2470 
Pressure GAUQeS..........000008 579, 2471 
Pressure SwitcheS..........0ee0eeeees 289 
PUIlelS wee e ners oe ee ee 914, 2469 
Pump and Cylinder Sets ......... 2468-2469 
Pump Programming Tools.............. 853 
Pump Replacement Parts ............. 2466 
PUMPS ae eee eee 563, 382, 853, 946, 1193, 
Sots etic s 2466-2469, 2472, 2474-2475 
Punch and Die Sets.............. 852, 2471 
PURCHIDENGIS enon neta. eke 852 
PURCHES sores inc aur emeranae etc: 2471 
RdliSiereea erase sac oeee e 914, 2468 
Repair Kits...........0005 2468-2469, 2494 
Replacement Parts ............. 2490-2491 
Reservoir TankS.........000uuee 2473, 2495 
SedldiliS. es 7. eee eee 905, 2224, 2820 
Oa lStirncca eri aane ere ence arene 2479, 2495 
OIACKEIS ae ee eee 1179-1180 
Suction Strainers.........cccceeueaae 2495 
TOSIAMOSES e mevecae cect we wiannnde aa umeers 563 
TOG UACKG hoe ere eer oe 942, 1193 
Torque WrencheS.......ccccceeeeeees 2472 
WalVeibaS@S aes? ace ee ee 2475 
ValverBOliSanct tc eee ee nee eee 2477 
Valve EX@MCIS@fs, ccc ee cauus nos calee, 869 
ValVe-SuUbpIGIGS canna ccunn sae aes 2477 
WaleS: 2 ccmetecuecs 2471, 2475-2477, 2913 
MIDFALOIS nee catenins aera Mone 150 
Wheel BolleSs. cs ceconca veer cer ee es 944 
WIMGNOS ceaeentete ee en eere 1082 
WEEHGHES risen ace nehanc mie erancrs 2472 
HYDRAULIC CYLINDER 
ENGIMGUWIS acne reeset acon 2480 
SCAMS eatin reemue nei tere 2479 
SWILCNEG esate ener tence erecta 2480 
HYDRAULIC CYLINDERS 
ee ree 2468-2469, 2478-2480 
HYDROGEN 
Cyanide Detectors.............. 1776, 1781 
DGIGEIONS cease ins ice on gtetaaea ates 622, 624 
POIONIGG: arcane cccedek umes 1512, 1521-1522 
Regulators sence eee ee 2429 
Sulfide Detectors....... 622-624, 1776-1781 
Sulfide SensOrs...........00008 1776-1780 
HYDROMETERS................. 629, 918 
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HYDRONIC 
Controls....... 3025, 3030, 3035, 3037, 3043 
EXDANSION TANKS .ccactaestendecccess 2661 
Heater Diffusers & Enclosures..... 3089-3090 
Heglels .acies ss eeaucue 3072, 3088-3090 
Heating Thermostats................. 3072 
ManOMmelGrS:< 2 cute ancuee cee aces. 2677 
PUMPS: 2 one tee ee 2657, 2659-2660 
Radiator Actuators & Vents ............ 3037 
NAICS sateen eee 3037, 3043 
HYGIENE KITS................ 1649, 1824 
HYGRO-THERMOMETERS 
ee ee eee 583, 587, 594-595 
HYGROMETERS......... 562, 571, 583-584, 
Pee eee 587, 593-595, 600, 607, 619-620 
HYGROSTATS................. 3026, 3028 
HYPALON RUBBER................. 2204 
I-BEAM 
LOUGIS eee ree ee ere: 882-883 
Mount Air Circulators............ 2915-2918 
MOMGVS 36 ea wasceen: 1057, 1060-1061, 1792 
I-BEAMS, 
PlaSliGa. hoe eee ce ee eee 2197 
IBC (INTERMEDIATE BULK CONTAINER) 
Liquid’ Storage TaNKS 222 eaceccsece sn: 1137 
MINCIS = tee ae ee eee es 1141 
Spill Control Units ......... 1862-1863, 1867 
IBUPROFEN ............. 1830-1831, 1834 
ICE 
RUGQGIS ance ee ee area ene 1008 
Bag Sse scene cranes ae aceaerera manta 1408 
Bin'Level Controls w.c6 ccc seas oneness 1460 
BINMODS scueeecsecet enue e eee es 3003 
BING Seen noe anne ence 3002-3004 
GHESIG:. coe conn oem oena cee 1300, 1826-1827 
GHOPDEIS an samen tere heap rnnns 993 
Maker Filters........ 2703-2706, 3002-3004 
Maker Supply Lines.................. 2718 
Melt Spreaders .............. 951, 994-996 
Melter Compounds ............... 902, 994 
PACKS tenn aot etuene aca aie acer: 1402 
SCOONS eee ee eee 1451, 1456-1457 
SGTANEISiy eke ne ees 948, 993 
SHAVCNS a ee ian tee eens 1458 
Water Coolers .............000 1825-1826 
ICE CREAM SCOOPS................ 1454 
ICE MACHINE 
BINS teen eta eh ee eee 3002-3004 
Cleaners & Descalers ........... 3003, 3011 
CONMECIOIS: =. .4cecen ee eee 2718 
GONMOIS ecceerasienn ee ce eee 3003 
PUMPS# vee ene ears 1460, 2661-2662, 3002 
Replacement Parts ..............2055 1460 
SlaNUS ee eee are ee 3003-3004 
Water Filter Systems. . . 2704-2705, 3002-3004 
ICE MACHINES ............... 3002-3004 
IDENTIFICATION 
BAUQES Sse lare cen are eee 1362, 1970 
CangiPhintenS sorcerer e nee ese 1970 
Labels ......... 305, 367-368, 370-373, 574, 
. . 1362, 1379, 1406, 1522, 1931, 1933, 1939 
TAGEMDOSSERS | iii ct nates a aac 372 
TAGS oak aae 1071, 1380, 1404, 1936, 1938-1939 
IDENTIFIERS, 
Gable ev cues: Mace eee 362-366, 565 
GIRCUTE Bre aKGl. cscconcceuenaacn cc 547, 564 
Re Wer ee cnr eee arlete 1936, 1966 
WIG ee cota aeeetetch tac eaa te mectiet ah: 362-366, 565 


IDLER SHEAVES, SPROCKETS & PULLEYS 


Fae renee a ee ee nce ar 120-121 
IEC 
CONtACIONS see aa uace eee cece 168-173 
Mechanical InterlockS..............005 170 
Motor Starters........ 160, 168-169, 171-172 
Overload RelayS...........c00cees 169-172 
REIAVSiarawr ten ase neers 169, 171-172, 218 
Reversing Contactors ...........0s000: 170 
IGNITION 
CONMGISeeerae ene eS 3032-3034 
NOUUIES@ cc aac anaeace 3032-3034 
Systems, Pilot............ 3032-3034, 3036 
FANSIONMENS cesar eee. keene 3036 
WEGNCHES: wuran tas crmcenleme ace erin 917 
IGNITORS, 
Ballas less acca es eee eee ney 478 
Commercial Oven ..........cccceeaee 3032 
Gas.and! OlllBUMelsi ccs sia soceae ne 3036 
HOt OUMAGCn pe eeore eee ene 3033-3034 
ODA eee aaa an tereen ree 3032-3033 
IMG 
CONDI iiexncee cian ona ce nectar 313 
FIMNQS ornare ete ecete es een nee 315 
IMMERSION 
EICIMCNIESS: heey eee rene eeae re 2713 
HealeiS cannes eee eee eee 3063-3065 
SUNS coach came tae ere 1810 
WEIS Sener ee emia aca yee cee: 3030 
IMMOBILIZERS ............... 1821-1822 
IMPACT DRIVERS, 
Cordless........ 665, 667-668, 672, 674, 676, 
re 681-682, 686-687, 689-692, 694, 698 
Hallie crm cee 697, 773, 776-778 
IMPACT GLOVES 
ee cea 1680, 1684-1685, 1693-1696 
IMPACT SOCKET 
AgaplerSvan svar wes 775-777, 779-781 
BIR MOWMGNS ane pers ce scree 700, 703, 776 
Extensions....... 761, 769, 774-777, 779-781 
NetaminGiPINS stance cieee ne anance 779-780 
Retaining RingS............eeeee: 779-781 
SEISE eww mance ae 698, 773-774, 777, 953 
SHANKS 3 tee ee es 775-777 
Universal Joints....... 769, 775-777, 779-780 
IMPACT SOCKETS, 
lee RIN Gloaeet ccna ee 698, 773, 775 
Sfee DE INGka aasasanie wamamrn ete nae 698, 773, 776 
Wot DEINE ree ancae 698, 773-774, 777-778, 953 
oy ING comactamene ace estaehe ee 773-774, 779 
DEI Ghee ee eee eet nie mee erere 774, 780 
Oot DIV Gs otcoras tr etetcre ee chee ieee acer none 781 
DUS DTIC tere een eae ne ee 781 
SDING-DING: 2 ceawryse seers teak end ee 781 
IMPACT WRENCH BRUSHES......... 2397 
IMPACT WRENCHES, 
Bile nara cs eer ae ee 2502-2503 
Cordless. gee 667-668, 672, 674, 676, 
reer 681-682, 686-687, 689, 691-692, 694 
EICCING Scene eee ee ee ee 697 
PreuMdliGns2seceussensenes 2c 2502-2503 
IMPELLERS, 
MiXGH/ Siler aeae eee 651 
NOOnIZCR te ee er eee eee 2658 
IMPREGNATORS, 
SUNG ee een ee eee ee 1533 
IMPULSE 
Nailer Fuel Cells.............005 2496, 2498 
Nailel NatlSee ei crot s accestpetoe cate ceeens 2498 
Nailers...... 669, 679, 695, 2496, 2498, 2500 
OUS ts ene inne ean ee onan 2498 
SaICESe cee etna ears earch sete 1406 


Can’t find it? Go to Grainger.com®. 


IN-PLANT OFFICES............ 1311-1312 
INCANDESCENT 
DOCKILIGHIS 2 etre ons eae oe 518 
DFODIIGHIS 3 .c reer eee 396, 516, 522 
Hail LaMmpS:seecunee cece ce 396, 522, 680 
HeaglaMmpSs.. encnee eens eae eae 504 
Lampnolders 2.8 oe 0see.ee cee 462-463, 465 
PAOULIGUISE ces eatera tae aren ance 244, 257 
Trouble Lights ........... 396-397, 516, 522 
INCANDESCENT LAMP BASE REMOVERS 
Te eee Teer en er 511 
INCANDESCENT LAMPS, 
O- WAY cae ure ee ee ees 487-488 
RIRCCAl le errnsahete acta te 493-494, 499 
ApplaNGe: eee ee eee ee 487, 489, 497-499 
Automotive.........0000es 497-503, 970, 978 
Gelling i Raber one crnec cee eeakae 489 
CIGAR career nce ere ee ee 487-503 
Colpteiline sone ee ence 489, 492, 497 
DOCOraING: sac: yanmar ine 487, 490-491 
Emergency Lighting............... 424, 500 
EXWSlUh ce ee eee een 498-499 
Extended! Semic@:vc ssc ccna e we 490 
FIDOGIGHE eats cane es 488, 492-496, 508 
Frosted.......... 487-489, 492, 494, 496-499 
Halogen........ 487-488, 490-496, 498, 500, 
SA eee ce earn eae 502, 514, 970 
Healer cae een ee eee ae 492, 501-502 
inifaleG cerrm ee cnet ane 492, 501-502 
LOCOMOUVG: 2c acaeeae eae ee aes 494 
Low-Voltage...... 246, 493-496, 499-500, 502 
MegiCdlie unncni e een cee ne 497 
Miniature... . 246, 489-490, 497-503, 970, 978 
NIQHEIQNG era en awe: 490 
PA Riscra tin ane nace ean amen anne 493-494 
PUlOULIGNsse tee Aree een teens 246, 499 
QUatize steer: 495-496, 498-502 
RGMCCION .acceev ees 488, 492-497, 500, 502 
Rough Service............... 487-488, 494 
Shatter-Resistant......... 487-489, 492, 494 
DIQN ete eee tee eee 498-499 
SOOUIGNE Sa cece rea ee cerns 492-496 
Vibration-Resistant ..........cccee eee 489 
INCANDESCENT LIGHTING, 
Hazardous Location.............5: 449, 498 
LahdSGapeeccacwetecee rene. 458, 461, 464 
MONON-SONSING ccc cate taenwacaansane 462 
Portable/Task ..... 396-397, 516, 519, 522, 680 
ACK en. cc eu avandia eine eneinentn ere 430 
Vandal-Resistant.......cccccceeeeenes 450 
Wo Ore Tig Mis eerree ee ec rctere Fe 449-450 
INCIDENT COMMAND KITS.......... 1905 
INCLINOMETERS........... 882-883, 2334 
INCUBATORS................... 638, 647 
INDEX TABS.................. 1361-1362 
INDICATOR 
DaSGSheee soe ee ee eo 279, 2333 
GOMACISe a cnet ee rere 2332-2333 
HOMMGISS eee ete ae eee eee 2333 
LAMPS. eae ea 497-503, 975-977 
LigiiiSsene anes 241, 248, 257, 279-280, 497, 
oe. 499-501, 503, 975-977, 1885, 1887 
SWove LIGhiS2e ae wees ees 280, 1885 


INDICATOR BEACONS. . .278-280, 1885, 1887 


INDICATORS, 
AUOWeeeee ee 543, 572, 619-621, 1780, 
ee ee ee ee 2685, 2687, 3096 
AlanmStatS: ecascncs ee cawes eer es 2051 
Blown Fuse ...... 177-178, 186-187, 394, 929 
Didier ee oe meen cee tree 2330-2333 
Elapsed MMe. 2. arn aes sce 228, 421, 582 
ElecWonic Digital... s06%s eee es: 884, 2331 
POW Sour cee neareree. 2464, 2670, 2680, 
eee ener 2682-2687, 2689, 2913 
PROOUGNGY cre canwuun steer actuated 599 


Humidity . . .562, 584, 587, 592-593, 1413, 3008 
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EQ dad sree eres eee crete emer ars 1065 
Moisture. ..... 543, 600, 644, 885, 1413, 3013 
Motor Rotation.......... 546, 555, 566, 2342 
Phase Sequence ...........s000e: 546, 555 

Temperature ........000s 559, 562, 580, 584, 
eae 587, 590, 592-593, 620, 2428, 3008 

OSD epee a eae oe 884, 2331-2333 

Witeeli Nulzmamemame en we oere na. 957 

Wind Speed...... 543, 571-572, 583, 620-621 

Wood Moisture.............00000e 543, 600 

INDOOR/OUTDOOR 

INLGLCOINS3 ee eee 2034, 2040 

MAIEIQUIS a ceuanareanr nn: 451-452, 454 

INDUCTION CHARGERS ............. 1445 

INFECTIOUS SUBSTANCE WASTE BAGS/ 

LINERS eee nea eae 1562 

INFLATORS, 

DUNNAGe BAG fateaceaueee ewes oes 1413 

GIVE eee ee ee ae eee 1710 

MattheSS ran rateiee etic ara enters 1471 

PREUMALIGIEN 2c ene creme ee 1824 

(| (: eee eee ee 685, 955-956, 962, 2518 

INFORMATION STANDS ........ 1326, 1942 

INFRARED 

Calibrator Apertures................005 604 

Galibigl0iSs seen cee eae oer 604 

Camera Batteries............00005 606, 614 

Gamera Cases 4 2ieccace vue adhesceuas 605 

Camera Smart Phone Adapters...... 605, 615 

GaMehaS vce ceree 605-613, 615, 2046-2047 

FauUGGISiaacsucct ut coe cee mocks 2734-2736 

LONSESh coe eee ee 606, 612, 614 

Sensors ....... 454, 462, 467-470, 603, 1978 

Thermometers. .. 537-538, 542-543, 566, 587, 
oes 594-595, 601-613, 615, 620, 672, 1455 

WINDOWS cue ee ee 605, 609, 614-615 

INFRARED HEATERS & ACCESSORIES 

er ee 3069, 3071, 3079-3082, 3087 

INHALANTS, 

AMMONIA ee eecers 1831, 1834-1835 

INHIBITORS, 

Corrosion......... 901, 906-907, 1600-1603, 
Pe iar 1606-1608, 2428, 2438, 2445, 
ere ee ee 2450, 2453, 2460 

GraSS ake ac oun ee ene cere 1003 

AUSica cone: 380, 901, 906-907, 922, 1519, 
... 1600-1603, 1606-1608, 2342, 2427-2428, 
erent anes 2438-2439, 2445, 2458, 2702 

WEEO fatten ar ean oes on eraae 1003 

INJECTORS, 

GieliiGalizeneetencs ea eee eee 2694 

Leak Detector Dye...............0005 3009 

INK 

CIGANEISseeeauenentene ee tara 939, 1403 

WathelSn eee taa en ee 1364-1365, 1615 

Pads na ere ata ee 1363, 1403, 1930 

PENS oe are ca eoaeanct onatas 1355, 1366 

RefilISae ese cae cee 1355, 1363, 1403 

Removers. ........005 910, 1517, 1519, 1613 

ROICKS an racer amine re coeacun: 1403, 1450 

INKS co-host e eas 1403 

INLET 

FIlen COVES 22 ee eens ce en eeee 2584 

PILETSse ee eee 1593, 2492, 2567-2568, 
rere re 2575-2576, 2584, 2694 

Guards........ 1858, 2940-2941, 2980-2982, 
ee eres ae 2984-2985, 2987 

INLETS, 

PIANGGU Geen eee cae 330, 336-338, 340 

MOSPial-Gtdde.ssenmmunne seen een aan 330 

LGQOKING tact uee nates are 336-338, 340 

Mani ctn cere nor 330, 336, 338, 341 

Panel-Mount .............005 330, 336-337 


Pin and SIGQV@. 2... ce. eee eee 338, 341 
SHOUUCO indcnuanmenst naman wae 338 
SltaiQht-Blage eee ae ene cee ees 330 
INNER TUBES............. 957, 1000, 1219 
INSECT 

AltbactantS sa ceanuakrememacaae mates 1021 
BIGHGIIGVEIS*s earn ereng eet eee seas 1835 
KillQhSie eee eat cee 1017, 1021-1023 
Repellents ..........0000: 1022-1023, 1829 
SCICGNS epee ce maa ee 1121, 1823 
Sting Relievers............ 1829, 1833, 1835 
WapScecranaeene emer 1017, 1021-1023 
INSECTICIDE SPRAYERS 

eee Rebar eee ees 994, 1000-1002, 1022 
INSECTICIDES ................ 1022-1023 
INSERT 

BGdnINGS aca cee ce aes cee as 136-138 
Bit Adapter Sockets................05: 703 
Bit DRINKS 22ce tee ae amiiete ae cate 786 
BItHOldGrS..2es cee eaenneaee ss 700-701, 768 
OOINOIUGIS stare arenas bane tes 2305 
INSERTS, 

AcetaTMDING 2accse coerce awn ee 2849 
AZM Coated men cet ememanten cee 2 2303 
Al203-Codted exc ccccecccecceess 2308-2309 
AICrTIN-Coated .............00c ceases 2308 
ALOX-SN-Coated............... 2304, 2308 
ATIN- Cate ee. et oe cece ee eee 2308 
AITISIN-GOdte(s ci. 2252 ceeee eect 2304 
BabhGlrcsmmime sn aeenenueneerinam tr: | 1139 
BINGE eee teeta 1361-1362 
Blea rae ecreeeristetaeerrnna rere: enene accoeree 802 
BORING cmmntuw th are mercies 2305-2306 
Brass Compression Tubing ....... 2854-2855 
Brass IMOUNGissreny cies eee: 2854-2855 
GanDIdGis sexe aes cee 2301-2309 
GatGhiBasiiicentr ete eee me ater ees 1858 
CACO AGU er erat rita tte ete tears eorreemtcaties 2309 
COldiNGeruaa seco eae 2301-2302, 2308 
GOMeLe ee eee eon et eee 2309 
Clamp-Mounted........... 2301-2304, 2308 
Co-COdIGG inmsnan sr emmntann arene 2309 
GOUDING aoe e eee 127-129 
GUITING sens tie oe enh ee 2301-2306, 2309 
CVD Coated) i. 55eeeceeenecn oc 2301-2302 
A eee eter carer e ae orerer irene meme arr an 2309 
DURING) eres teetcecanenee acute ucmmianeeasas 2301 
KUIMEeeence  eeeeee eee as 1139 
FINISHING) 222s eee. 2301-2304, 2308-2309 
GROOVING smut eee oer ae see 2305-2306 
MoliGalieee core ce eae seer eer 2138-2141 
HOM-MAKNGue eee eects ore oe 2301 
NiGexaDlesercsrinet scant escent ence 2301-2309 
JOWere ec cesan te enor emis elaine 873 
PalliG@emce eee tae aren 2301-2306 
DOCKING pane Bae cena cesta 2139-2143 
Megacdal Finish cc. easncgeseaceucess 2309 
Megacoat Nano Finish................ 2309 
Metal-Cutting........ 2301, 2303-2306, 2309 
MilliNGet see eines eerie: 2307-2309 
Multilayer CVD-Coated........... 2305-2306 
NDC =COdIGU cnn amercautesarnay wan 2309 
Niteteess scanner mseer cena 2136, 2142 
Parting Blades .t sackeeeecnee as 2305-2306 
PCD eee seer eeeae 2301-2302, 2308-2309 
PIGSSiat ee ee see eee eae 2142 
PVD FINISN) 2... nce 2301-2302, 2305, 2307 
ROUGHING): ise weet eeeen es 2301-2304, 2308 
Screw-Clamp.............00005 2308-2309 
Screw-On....... 2301-2302, 2305-2307, 2309 
GROG rac create emcee eucreee 1756 
Stainless Steel Tubing................. 962 
SICCLE IPC heart ten eee 2777 
NMGdUie ere teeta renee 2136-2143 
TWALOX-Goatediee.5 coe eet ecennee sees 2308 
WIB2 Coat eee eee ae aaa. 2308 
TIGN-C0d1eC: cacecccereeeocends 2303, 2309 
TiN-Coated.......... 2303-2304, 2308-2309 
TEMG Sets eter 2301-2306 
UL) C41 Webeeeemeeeneate er ceceeraneeep wearer ome cercs 2161 
VGNIOHiaS ca cnnrrs ccs sean eres ont 2796 


Waterless UNMall ccc canea wen eoee. 2759 
WG-COdteU nearer e ue erence 2309 
WIG oeeneen ce cna cae eee 2139-2141 
INSPECTION 
Camera Accessories ...... 606, 616-617, 866 
Cameras ....... 543, 616-617, 672, 684, 866 
GIOVES 2 eee 1669, 1671, 1697 
PANGS eet ae cer ae ios 574, 1404, 1933 
MAGN GtS i recreate rcemeonc 515 
MINGIS ae nee eee Coa wes 824 
PONS Aen aa eee aes 2464 
SlanS escent ee eee 1326 
NAGS Seneca ee 1404, 1844, 1938 
INSTANT ADHESIVES 
ee: 1361, 2216-2218, 2225, 2228, 2237 
INSTEP GUARDS................... 1746 
INSTRUMENTATION 
Pipe FIRINGS:; .: cece an soa: 2780, 2787, 2795 
Tubing Fittings............ 2804, 2857-2860 
INSTRUMENTATION VALVES, 
[55s || POReeeare ar eae ery tree itr i ee haan pany eae 2860 
GHACK ee ance eee ae neste 2861 
Needle..... 574, 2464, 2475, 2550-2551, 2861 
PIL faerie ceamrm en eer etc erai 2861, 2914 
INSULATED 
BOXES cure are ee ears 1402 
BUSMINGS terete eee 315, 323, 2086 
Clothing..... 685, 1713, 1718-1721, 1726, 1811 
Coffee ServerS........cccccuueuuuaae 1439 
GOUDINGS: acne ene en eae eee a 2826 
CRIMPGIS asec en eny oewee 384, 854-855 
GUDSIIMUGS cra serene ett rertact een nase 1444 
GUELCISinnecacienn canter eae 841, 854-855, 861 
DHIMIGNWANG eos eee ce oer 1445 
FORELEGS ec8 ene retenency nee eee rereere ere 386 
Gloves ... .1676, 1683, 1687, 1700-1703, 1710 
KRIVGS eee eee eee 854-855 
NOT DRIVGRS ees ees sect cee 854, 856-857 
PiGK(MatlOGkS =... avant ecsea ce see 999 
PliGhS sme eee 384, 840-841, 854-855, 861, 924 
RalcilelS setae eet ee eens 854 
ScrewdriverS............ 854, 856-857, 861 
Shipping Cartons/Liners .............. 1402 
Side Cutters......... 841, 848, 854-855, 861 
SUIDDCIS ence eee eee re ac 894-855 
Terminal$ ac. 00. ces. 383-386, 388-389, 2424 
TOOMKMG ctacrcnere ccs 854, 856-857, 861 
NWECZEIS 3c ncuron ane eae 856 
Wrenches...........0005 783, 854-856, 861 
INSULATING 
FOaN sek oe eee eae eens: 2236, 3012 
Widener nce eee nest tens 1386, 2838 
INSULATION 
Adhesives .......... 1391, 2216, 2229, 2835 
DISHONSEIS#: ey ermanee sects eee ie 2238 
TCSIGIS See ease eee ae 553-554, 556, 603 
MUDINGGee cee eee -aneatncen coe 2833-2838 
INSULATION, 
Aluminum-Clad..............0.8 2835-2836 
GeraniGze. 7s eee ee eee: 2837-2838 
Closed-Cell .........0cceeeaeas 2833-2836 
DiGi see eee 2834-2835, 2837-2838 
Eyewash Station onc. cca sees eee ees 1839 
FIDGIGIASS «hac ceces awnes 2832, 2837-2838 
FOd Meer noes eee eee eee 2236 
Open Gelligrt aceon eer artnet 2838 
PIDG erate aera cee 2832-2838, 3012 
PoOlWUNGNANG 22. scree eae eee ae es 2236 
Removable Blanket............. 2837-2838 
SACU ee ero eee ese 1883, 2834-2838 
Splay-IN=PlaG@r ec ener oe eae 2236 
Tape....... 374-375, 1386-1387, 1391-1392, 
See eee ery ees 1999, 2838, 3012, 3092 
Thermal........ 905, 2236, 2832-2838, 3012 
INSULATOR KITS, 
[gad iGeNlelh cs. aercen setae ee es 191 
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INSULATORS, 
Cold-Shrinkable..........ccceceueaees 376 
CONNEC == eae ee ae 376-378, 389 
Heat-Shrinkable............. 376-378, 1378 
GHG ants saa an create Rae etree 2420 
NOZZIG eee eens eee 2414, 2420 
INTAKE 
Duct, Blower ............. 1784-1785, 2408 
FIMCKSiee en eens 1624, 2567-2568, 2575-2576 
GUUS area eee aaah teens nes oe cree 2939 
LOUNGES Gena eee a mene ee 2939 
MUMIEISSeares cease tere ee 2575-2576 
OHUMERS acne anu hacen iene 2936-2937 
INTERCOM 
GaN BS ire ruei ae earner erin: 349-350 
SpeakerS.........00000ee 2038-2040, 2052 
INTERCOMS........ 2033-2035, 2038-2040 
INTERFACE 
CableS 2eeee cee ee ee 351, 357-361, 2328 
Gall Sencha a arisen meres 214, 225 
GaleWayS atau tremmne tee oer 3021 
INTRINSICALLY SAFE 
Instruments......... 536, 562-563, 569, 572, 
ee ee ae 622, 1777-1781 
MFANSCUGEIS- 62 ans sceese cae t eee ee 580 
INTRUSION SYSTEMS AND HARDWARE 
ee eee ene re ere ae 2052 
INVERTER 
CaDlIGSe ees eee tee ee eee ee 929 
COMMOISt es reek pe ene nee ae 209 
GONGLAlGtS: aa cee eee eee ee 983 
INVERTERS, 
MOON SPGC0) oc ccanchanatores ces 153-157 
POW ON ence ee nee eer bene 209, 929 
IODINE WIPES................ 1831, 1833 
IP (INTERNET PROTOCOL) CAMERAS & 
SURVEILLANCE............... 2045-2046 
IRON WHEELS........... 1214, 1217-1218 
IRONING BOARDS.................. 1475 
IRONS, 
GCatpetieal an cette tree wees cs 891 
GIOUMINGEntiarrtctonne e teeane anne ae 1475 
HeAbeae eee ete 891 
SOIUCNING 3.2.2 cee: 233-238, 685, 846, 874 
Tire Mounting and Demounting...... 953-954 
IRONWORKERS............... 2356, 2358 
IRRIGATION 
CADICS parece eee eee 349 
GOnWOIS oe ee ee 418, 2764, 3039 
System Components & Tools...... 2751, 2764 
ISOLATED GROUND RECEPTACLES 
Ree er Ter eer 331-333, 337 
ISOLATION 
BaQG iste ate coco state en wore ete acer ee 1562 
RANGES. ee eee eee? 2658 
TRANSIORMGIS 22 osnn. cctwecmes see 206-208 
ISOLATORS, 
GCulintini¢alier ec cn ere eee 1223 
Floor-Mount......... 1221-1222, 2983, 2986 
HanGgeEMOunte ante ae cane aie 1221 
ODNNG 2 eee ee 1221-1222 
Vibration ...... 1221-1223, 2983, 2986, 3099 
ISOPROPYL 
BICONOL eee ccestane erosions 232, 634, 1829 
Alconol BowleSs vacu seen ee eas eee se 654 
IV (INTRAVENOUS) STANDS ......... 1821 
1-47 
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SSS ESS JARS, JOINTS, Door Activation Remote............... 1973 
653 2845 — Electromagnetic Door 1973 





LAD OFALONY) foicecret ec vaeewcnwneen as EXPANSION... cece cee e esse ee eee ee 2049 EICCTOMAQNEUC DOOR ccc cnn acne ness 
J Rotating Pin@.<4ses.enace sec sceents 2846 Fold-UpHex............seeeeeees 805-806 
= 1191 JAW Socket... 768-769, 771-772, 775-777, 779-781  FOI-UP TOI. ... 1... eee cece eee ees 806 
US cece cece eee eee e eens Bolt Cutters ......ccccecccccccccccce. 817 Hala WOOllecceer tater ea nat as 2177 
pies Sete ee ee eee ee eeeee ena es 2122, ge Inserts .........cccccceececceeeceee. 873 JOYSTICK OPERATORS. .. 243-244, 247,251 Hex............000 758, 805-807, 848, 856, 
Be Uae is anor PINCEIS. .... 6. ses e eee ee eee es + 2534, 2805 terete eeeereer eres sss + B61, 863, 3040 
Fees proccess 318. 1106 a Puller AccessorieS...........0ceeeeees 914 JUGS, Hydrant .. 0... ss eeeeee eset eee eens 2912 
Ieee eae Puller Sets... 0.0.0. 0s0eeeeeeeee+ 912-915 Plastic...........0.000+.1137, 1525, 1533 L Shaped Hex ....... 805, 807, 856, 861, 863 
JACK Pullets: ey nee ee ee 912-916 Tin-Plated Steel...............00eee. 1137 rua Peete eee neers see 
ESC eg See ub abocc ums saeceaeoo coe 960 Jaws JUMPER CABLES 923 + Meter.. ee eee straes 1009, 2751 2764 
ae Soria canes eee presaliig 1 ee 2800 MGIC HEX. sven iarauns 805-807, 856, 861 
GOt SUPPOMS watan as creuin: , 944, Padlock | ane eee ee 1960 
WSs eee 833, 2346 JUMPERS 
Handles. saqese endear eee 960, 2466 ; , 
eee Barco ee tee SCLC ee 927-928 Screwdriver. .........seese senses 805 
Feet eee eee eee BUY, 2409, JEANS. 0.00.0. ceceeeeeeeeeeeeees1723° © Capacitor... ...c.cccccceceeceseesee.65  SPrinkler Coupling...................2764 
PIALCS. eee eet eee ee 944 Terminal Block 394-395 ro) UCT Ree ete ae ree eee eee 2751 
POSS ener ae ee ro ee orci UE Sy EIU tu arcsec Es ACCS aaa a Ta i : 
eek ae gg) SERRICANS ...............0000000 1874 Wire 3010 SWitch...........seeee, 244, 276-277, 330 
epleCermene Baise ce ayemecrere ae vee cet SOUs mn acmemae mee let SD aE ee ge eg a aac T-Handle HeX....... 0... eee ee 806-807, 856 
SOMOWS cones pense ra cena teri cce cee 2329 T : 
JET PUMP JUNCTION BOXES........... 292-296, 299, TOK. sss eee eens eee ee teers 805-807 
StaNdS ... sees eee eee eee Sie aaa ecaratta eee ee D653 vse eeeseess 308-309, 311-312, 316, 320, 440 hese eens 1009, ge 
JACKETS, MOUGISiatce cena numer MO; 2OV2G92O0 ee anne 
RITE ete SsloliSiact cane eta ee. 2653 JUTEFABRIC.............0....00., 7a a te aa 
Chemical-Protective ....... 1728-1730, 1749 Water Tanks...............ssee sees, LOIN 
TEU OMET Sass ae Heated SET PUMPS o5.cccccewoageetens 2653, 2701 a Ga KEYWAY BROACHES................ 7 
PYG Hach ccna nian nermaaerenen 1728, 1740 KIGK PLATES ..................0005 1998 
EMS (Emergency Medical Services) ..... 1811 mahi KEROSENE 
Flame-Resistant .....1708, 1713, 1715-1717, BAX VAN@S + ssseseseeeeves ck ai 1874-1875  KICKSPACE HEATERS. ......... 3071, 3090 
eer IT We 20, AA RUSS eee ee eso cdeee oee een 
lame: Retandalttccescuuivanomsn scar 1715 aa a ee bs eee KITCHEN 
2 j = aiVe VDISADIENS vc cneciae we ee eee Rae 
ea Pete ee enna 1715 ee KETTLE REPLACEMENT PARTS....... {261 Monin bilers eee cea eee rere 3052 
High-Visibility........ 1726-1728, 1730, 1811 SETTERS, OO ee eee a Wa 
betes 1730, Wat 963-864 KEY FanS.......seseeesee sess 2944, 2947-2948 
RGgIhEh aiken een nee 1716 Coe 
Metical 1808-1810 Blankeeier eae aa 1964-1965  Faucets............ 2703, 2705, 2732-2733, 
Pan lei oac a. 1727-1730, 1811 JIB CRANES & MOUNTS. ...1054, 1063-1064 Cabinéts............ eee NOS Aes ri oe ee 
SAR (Search and Rescue) ‘ 1811 Cards ee eee ee 1971 Mats. SR atte is gaa aera tas Ravan’ 1895, 1897, 1899 
Rai ee iii. JIGSCREWS....................., 9102 Chain Flashlights............. 524,529,531  Organizers/Racks .... 1155, 1246-1248, 1444 
WaterResictnl. 1719, 1811 Gains eos. eer 1964,1966  SIMKS..........seseeeseeaeees 2730-2731 
Weld sob ce 1715-1717 JIGS, Cutting Machines..............00000 1965 Sprayers ........... 2739-2740, 2748-2749 
ei ae aaaas Drill 9596 Duplicators ................... 1964-1965 ie ene Saar ie 
“Binn Col ee dee ae ee Gal BUGS = taccemiceiern earn ie 1964 =‘ HWaSN DAQS........ sees eeeees z 
JACKHAMMERS ................... 2513 O-Ring Splicing ................+00, 2173 Holders : ee oe 1964, 1966-1967 Ventilators .......... 1465, 2944, 2947-2948, 
JACKS, JIGSAW BLADES.............00000. (eS fe Sea 
ae CBRGIS cere creer ene - 
Ain Lifts eee ee 940-943 
AUGIO.. ... eee cccccccccccecce. 355.2028 JIGSAWS, Lanyards .........eseeeeeeeeeeeeaes 1a eee 
Automotive 940-943, 960, 1193, 2468 Cordless. . .. . .669, 677, 683, 687, 691-692,695 LOCK Boxes ........................ iL aka ac ens 
Rig a a a Rings.........0. 814, 829, 1935, 1964, 1966 sla eee a cee 
Sagar mC nati ae irs 2 eee rig JOB COST CARDS..................1375 S65; WOM sce a teuceea se eee ances s BUD-OU6 AUS. eee e cece eee enna ; ; 
tah cam ee Tagore nibs. wisest: 948, 1936, 1966 Pedal ValveS.........-. +. 2727, 2744 
sae = Soa eee eeneh nea se JOB TICKET HOLDERS .............. 1383 vevSTOCK................... 9177-2178  KNEELER BOARDS............. 892, 1705 
Crane... sss cssesececseessessse+s.943 JOBSITE KNIFE 
Daldiecuarnascimeyiatue owiciaiee tutete 359-356 = Cabinets..... 748-749, 1267, 1269, 1271-1273 Sete ete mes ao a Blade Disposal Containers.............. 809 
SUI iogeS dud ceomesopeoce an maor 306» Cordless FanS wa. cesses cnn 670, 679, 688 KEYBOARDS 1354 BladeS.....ccceceeceuccerce 809-811. 814 
A ce 940-942 Lighting... ..518-521, 670,673, 680,691,30799 "ne ; 
Cases 1453 
FORK nest nner ene ces 942 Radios......... 670, 679, 685, 689, 691, 695 Files...................... 818-819. 2393 
GORAGG sae eicia ay as omsiba cits GaQ=943 = SUS GENEMS aasetcnns a tnnetsaenneen 1942 “Ss Grinding Wheels es 9388, 2301 
HDMI (High-Definition Multimedia Interface) Storage BoxeS...............006. TABATA gle gee Tee ee cr efits 
ee eee eee 395-356 Temporary Power Boxes ...............413 Ntry Batteries. .... 1.0... sees eee 98 Racks 1452 
Hydraulic........ 940-943, 1193, 2466, 2468 Temporary Power Panels............... aaa ct ens Sie 
KEYLESS ACCESS Sets ere eee ete rte 810, 1452 
rein Gy eee ogee OE Vane eee 1971 Sharpeners ..........813, 1006, 1452-1458, 
Leveling. .........02. 960, 1043, 1126, 1224 JOHNSONBARS................... 1191 Control Lock Accessories eheahe 755 814. 1452-1453 
Network..........:............ BEGG G RN 6 ee 1125, 1971-1972, 1974 BAUS cout gsee ou. pelle 
Pallet .c+..o:e0ee0s 1065, 1173-1175, 1178 JOINER PLATES 2019 Control Locks............. 1971-1976, 1980 
Pheummatic... s,s seeee. i outsa) i t971, 1976 TMINES, es 
i SONLWAG:.- es cede chet en eee: 1971 ee ete 
ea a a ae eee ae Belt Clip Hanger. .........0e..0 00+ 812-813 
a ORS ea Be Mactan ce ee 688 KEYPAD Bleak vero eeye ee ene ee 1453 
SENCE ooo 940-949, 90,1199. JOINT HORE eae 1970 2088 Comet vevsstsccsss cscs 8 
Thermocouple .............4. 230-231,596 Compounds ......... 1597, 1632, 22242443 foes anya Elanora ee 1452 
sa “eusu sus uuusuouu toy aa ee AiIVES a erie eee B08 (6872008 0 gen ete cee cea Cimeter ... 0.0. ccccceceeceeeeeees 1453 
rane ei es eens Magione a eee eee 2422 KEYPADS, Blain Oystete nf eeiecek een caittn 1453 
Te Giggd) eee 892 ACDIVE. oe. . eee cce ee eeee. 520165, 157 ee eee ee 
Ue SON Oeste ere hee ancee: one eon 1632 Dey Wall JOU cece escece cece: 808, 887-888 
Truck Stabilizer ............. 941, 960, 1126 Sealants 905. 1597. 1632. 1884 Door Access Control ............ 1973, 1996 : , 
Voice/Data 855-356 96D 8 Sana anna  INGUSIONSYSICM .2cccae sn ee ee ae 2052 Drywall Taping.............s..0e 887-889 
Sy een ann a Caan gS ech y vaveeas 2220, 2204, 2226-2227, 2230-2233, EleCiniCianiSte eee GR 
eee 2819-2821, 2842, 3012 Keyless Access Control Bea aro ta erg Elle eee ee Iter TtdG 
JAMB SAWS «0.0... e eee, Bee Ce Spays ne ee. feed 0 eee eas eet Fixed Blade .... 808, 811-813, 863, 891, 1007 
JANITOR TeapOeeee aaa eee eee 889, 1385, 1387, 1391 KEYS, aa es ea 808, atta : 
Gal Ba neces cate 1525 JOINTERS, Ball HEX. soesseseessesen ic tt RSET 
ne eee me ee FING eae eee ee OT aed ee a a Hite ea eee 233-234, 406 
ete Bese ane ee ae 9795. 2729 caer Rit nad ac Sa Ree Races a EO CR ee eae nace TS os Hunting Fon er aR Se eee ob a cat Ri way See eRe mT 812-814 
Ga CCAL A At aL as cb Ce aa cata ) OOCIWOTKIN GT rererene ce ctene cocrmeneueneeuepene tuetens 
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INSUIAIEG eres sere eee 854-855 
JOR oct ce eee nee cee 808, 887-888 
KiIGHEN ee ee ee 863, 1452-1453 
Laminate oCOMnG@.crccemau scare ata. 808 
ENGR etree sec ie eae ie 1453 
PINGMaN See tecrrctee er ee 854-855 
LINGICUM Gg ete eee etary eee ae 808, 891 
LOCKING sac hoanencee ates 808, 812-814 
Wel ad eee arian tet ene 813-814 
MUIAUNGHON 2 acces ei eae 812, 814 
NEL cree aan nek hoe erence 1453 
PINDER Sarasa ee cen eae eee 2751 
POCKGU er haac cee crane tee 808, 812-814 
PIOCISION mre ope is cata ee eee ae 810 
PHMCMiereea es tes eer een re ne acne 813 
PUTTY ices tet cree 861, 863, 887-889, 1620 
HaZOf seca eon oe eee 808, 891 
ROSCUCh aie ee ee eae 812-813 
Safely sina x es 808, 810-813, 891, 1401, 1417 
SCldDeL tae cere ears 814, 888, 891, 1551 
Selraled: sre aces ees 812-814, 1452 
SKIMMING tans eee ome 854-855, 1453 
SIME Rare se eon sete eee nine ee 1453 
SIIGKING:wemcce toe weer ama e acne 1453 
SUMiVall anne see seeder eee ee 813 
SWISSATINY: were che eens eee sees 814 
LN] (Lis epee 808, 810-814, 891, 1401, 1417 
KNOB 

DelentiPinS = ccna seeacec cs cians pene 2321 
EQEKSEIS cu nae con cncreumere 1985-1987, 1989 
KNOBS, 

2-POMNe cee teas ere eee: 1123, 2323 
S-POMlc ae ee eran taser ae 2323 
A-POW oe eee eee 2318, 2323 
B= POM ae er eee eee ree 2323 
Bdllaererecrn ans chance eee 2321, 2323-2324 
ClampING2 ee eee ee. 2323-2324 
GONBOIMaacwach crest tna ceua sone 2324 
DODGE ance ene 1985-1987, 1989, 1993-1994 
FUICOY ce ee eee ee aes 2323-2324 
Han Gee en ata 256, 2318, 2323-2324 
KMUMEGiaee es eee eee 2318, 2323-2324 
Pal-Guitve tee ete ret eee 2321, 2323 
PUSH =Pullizcceanamee otcre cca aer 2323-2324 
RelchOWn eee cee eer ee eee 2313 
Siiltissee ere worea aeere so ceenetes 2323-2324 
SIaIGWD' co eane rene weti one site nn es 2323 
(eteaseee Sa arerc ener eae 1123, 2321, 2323 
MADCKEG reece nce tn reeeaae ee 2324 
TIMERMNOS LAU a cacti oreo accel a 3025 
KNOCKOUT 

PUGS eta eee re aes 298, 315, 2086 
PUNGHIDICS ecceeaes heen tae 852 
PHNCRES = (oc cot an eee 676, 816, 852-853 
KRAFT 

EINGISS oe eee ete eee eres ee 1494 
Panel cea canner caretiecess erent tere 1412, 1414 
NADGre ncn renee mracn utente en 1384, 1398 
L- 

BIACGS tee Sera tee 2019 
JHE TI) Sear eee ee temeiter aeterera ora erring emer area 836 
LAB 

GaDINGISiee eee r eee ene 643 
Cabis. eee 1149, 1152, 1155-1157, 1349 
CialkiSieer oe easton eS eeee 1333-1335 
Chemicals .......... 232, 628, 630-631, 634 
CIRCUIGIOIS necro ces enorme: 640 
CIAMPS:cen saereee earns ee ence: 657 
GlaneISS te teres cee 642 
Clothing........ 1672, 1734-1735, 1737-1740 
(alse ete aee eae s 1735, 1737-1738 
ENGIOSULES se na ereete ee oer nese 636 
EVGDOFAIONS sancti meet ennces 635 
FauG@tS: 2 25-s2a0c04: 2735, 2739, 2743-2744 
Fillen SVSIONIS co erases eae e ewan 661 
FIERZCIS: onan anecenan cee 637, 1463 
FUNMEIS:an cee see Soe ee Sines 656 


PUI ACCS eee venenatis ects 638 
GIQVES aaa ae 1669-1672, 1674, 1831 
HBALGIS: piace eceiaea 639, 1141, 3078-3079 
HeatinguMantleS emus stnresoec tes ccecnn 639 
Labelilapestc coe eee eee eee 1931 
AN GIS oe orate eats cee ea cieeneee 369-370, 1931 
MallebSi-naceet ete aan emcee 643, 1402 
Mixer Accessories............ 647-648, 651 
WAIKGESS en cece 647-648, 651, 1141 
OTGANIZGRSi cise wr nen heer ree 658 
OVENS 5 eran ocean re eee 638 
PACKS ee eee re: 1861 
Refrigerators ............... 637-638, 1463 
OCICS). aceeenes 644, 1425-1426, 1428-1430 
SUISSORS cee ae et a ae 815 
SINKS Gee Na ae ee 2725 
Spill Control WayS'. c.cces deve e: 1251, 1857 
SPOONS xacceeesan ricer eee reen or: 645 
SINICIS ea eee eee ete 646, 651 
OLOGIS. onan ater aeene see 1333-1335 
TADIES fetes arecciton nme chem eaters ine tee 1399 
Thermometers........... 585-586, 637, 639 
WIDGS ices he a eee ten Ge 661 
Workstand BaS@S.........ccceeeeeeees 636 
LABEL 

BOOKS=. boarerere tet see ree eee cee 373 
Dispensers..... 1395-1396, 1398, 1404, 1450 
Holders ........ 830, 1230, 1248, 1282-1284, 

er er oer cree 1294-1295, 1933 
Making KitS agence ieee 367, 370, 372, 

Se eT ere 1378-1379, 1927-1930 
Printer AccessorieS ..........00005 369, 372 
Printers .. . 367, 370-373, 1379, 1403, 1927-1930 
Tapeacneruster: 370, 1379, 1406, 1450, 1931 
Tape Cartridges........ 367-372, 1378-1379, 

Recavenste Chie dheahe ere alae 1928, 1930-1931 
WINDEIS#ee tae cee ne ae eas 1396 
LABEL MACHINE 
ROGCSSONES ence ree ec ere 369, 372 
BauleNeS ee ee 368, 1928 
Battery CHalgers gicacucawsck ses ca aes 1928 
Cartridge Labels ....... 367-372, 1378-1379, 

See ce ere 1928, 1930-1931 

Cases..... 367-368, 370, 372-373, 1927-1928 
Cleaning Kits.............. 367, 1928-1930 
KS eee ee es 1403 
MoGMGIS senn.ce mn cine cae 367-368, 370 
POWEN CONS ==. os sence eaten 367, 372 
Replacement Parts ..........0000000e8 370 
Ribbons...... 367, 369-371, 1405, 1927-1931 
ROS <a aee 367-372, 1379, 1927, 1929-1931 
SOMWAND en he tee eee 373, 1927, 1929 
TAGS ercae cements aaa et are 1931 
NOOIS roe cie eenarn eens 367, 1929 
LABEL MACHINES...... 367, 370-373, 1379, 
ee eee 1403, 1450, 1927-1930 
LABELS, 
ROGUES roast wate nen ee 1362, 1406 
RIDhANel ee nage ere ae ane: 1933 
ASDOSUOS crenraseneacecermnueriamemeie 1937 
Bah COUG sec cnccrs ata ee 370, 1405 
BiGidZdbAnsat cee ee eee 1937 
GalibratiOnzs 3. ecac awe eour us 574, 1933 
Chemical....... 369, 1522, 1930, 1933, 1940 
ClOUlieerreee eee ae ee 369-370 
Component ......... 305, 367, 369-371, 373 
Dangle cere ee eee 1937, 1939 
Department of Transportation (D.0.T.) 

GE Eee icine seman ome eee tte 1937, 1940 
Electrical...... 225, 305, 370-373, 1928, 1937 
Equipment/Container............ 1937, 1941 
Fil@ FOG? sc cccc ccna saves 1361-1362, 1406 
Flame-Retardant.........ccccueuueaae 369 
ROO Stree er rete ere aaron ce nota oe iee 1450 
Globally Harmonized System (GHS)...... 1941 
Hand Hale eee eee 1640 
Hazardous Material........ 1930, 1937, 1940 
Hospilal/Medieallsaass205 cenedaaeeos 1941 
Identification .... 305, 367-368, 370-373, 574, 


.. 1362, 1379, 1406, 1522, 1931, 1933, 1939 
MSDECHON ceeen eee a tee ne 574, 1404, 1933 
IAVENIGEY See ee ee nse 1404 


PAD ORAM srrare tree trance ee 369-370, 1931 
Lash taccamnne tak cia aauretn tenant 1362 
Loat Genie cc tesserae 370, 373 
DOGS ac aati res cit eee ees 1939 
LOGKOUI ee cee ome ane ce 1939, 1953 
Magneliezeee ete ee nee 1230 
NUN CNG are oteneact sean 1933, 1937 
Packaging ..... 1395, 1404-1406, 1937, 1940 
Palle RaGKetee emacs eace ne: 1230 
PPG ite erce acer cicmoie eat 370, 1929, 1932 
PRMLGSe core tee ee 367-368, 370-372, 1362, 

ee acne 1378-1379, 1405-1406, 1931 
PUSH-BUMONi ss uheusarieeoe mane as 371 
RENGCING ssccaccaseeeecan cates 1640 
Right-to-Understand ............ 1940-1941 
Safety ..... 368, 370, 1930, 1937, 1940-1941 
SEGONUANY cc auacamk aman eee 1522 
Self-Laminating. . .. 367-371, 373, 1928-1929, 

ee Een re rece 1933, 1939-1940 
Shipping . ...1362, 1395, 1404-1406, 1937, 1940 
SVMDO ee venue tee att 1933 
Tamper-Resistant................ 368, 1395 
Vap@ie etree. 367-372, 1378-1379, 

eee ene eae 1406, 1927-1931, 1940 
WWaIMING |: eeutace cece 369, 1937, 1939-1940 
WaSIGe, cos ere eens 1405, 1937 
Wire Marking........... 305, 367-373, 1928 


Write-On ... 574, 1362, 1404, 1933, 1937, 1940 


LABWARE WASHERS & DETERGENTS 
ee ee ee rer 641-642 


LACING WIRE, HOOKS & WASHERS .. . 2837 
LACQUER THINNERS/REMOVERS 


re ere eer 1613, 2446 
LADDER 
CaGeSi es een eee 1028, 1049 
CaSlGhS ae ceeceeran maceration oe acre 1209 
Conversion Kits .........000000s 1038, 1041 
NAG KS ee eter inate er nn ieraea tens 1028 
LGVGIEIS racine mi atusn ttn atone be 1028, 1030 
PIAMONMS oeone fee ss os 1040-1042, 1046 
RUNG COVGIS ence bec eee omnes cus 1900 
Salety SVSIGINS 2225 cn. csede cee eceen 1788 
SIabillZElS <4 nae penraee ree 1040-1041 
WalRUHOUQNS cece nctoeere cee oem oe 1049 
LADDERS, 
A-Frame.........005 1024-1028, 1030-1031 
Aluminum .......... 1024-1027, 1029-1031, 
ee 1035-1036, 1039-1042, 1048-1049 
ATTiGulating wicca scene 1027-1028, 1030 
Combination.............. 1027-1028, 1030 
GhOSSOVEl goa eeee ea cen ee es 1040-1042 
DOG Recreate aise ieee eee te eee 1040, 1049 
Dual ACCeSS..........0005 1024-1026, 1028 
Electrician's......... 1024-1028, 1030, 1036 
ESIC reins caer eee iene a ieneenorerny err stete 1880 
EXICRSION ccc kee acne neue wer 1027-1030 
FIDEIGIASS seen ccweees 1024-1031, 1036 
PIMP Gie toni runes eae trae 1040, 1049, 1481 
FOIING: scd0c.an 1027-1028, 1030, 1039, 1048 
Uillisece ee ree eee ee 1180 
MaUIGIGS a retene terrence renee: 1030 
[ed Ieee rt rettrarseep pr erarcrdee Sanne an ana 1026 
Platform. . .1025-1026, 1028, 1035, 1046, 1048 
PROUM Gis etacie 1025, 1027-1028, 1034-1039, 
ee ere ce 1041-1042, 1047-1048 
ROOiS eee ee 1030, 1040, 1049 
Sale see eee 1025-1028, 1030, 
Bere eet ae 1034-1042, 1044-1049 
SlainleSS SIEElc os sca eecaesee cs oooks 1039 
Sibel eer eee eae 1031, 1034-1042, 1044, 
ee ee er ee 1047-1049, 1481 
SlENinae are ee 1024-1028, 1030 
Step Stand.......... 1024, 1031, 1035-1036, 
Ee ea career reer er 1047-1048, 1350 
StOck=PICKING! vcs ccuvec aes 1034-1035, 1039 
Sills ac sire eee tke error ee 1030, 1049 
SWIMMING POO 5. cencaawreuncseeeaus 1481 
Tal Kee cee eee eee ee ae 1049 
Tel@SCOPING) 2082 een wees. ss 1027-1028 
IPO SH BY otate ores cee nic orange ceca 1028 
NEDOG eater neceemienro ent actoane eee 1028 


Get back on the job even faster now with grainger.com/repairparts 


Truck/Trailer ACCESS. .........cceeauee 1044 
Utility..... 1031, 1035-1036, 1047-1048, 1350 
WarehOUS@c22 cece acess 1034-1039, 
ee ree ee 1041-1042, 1047-1049 
LANDLESS 3. eee ae eee 1454 
LAG SCREWS................. 1106, 2110 
LAMBSWOOL 
110) 0] (6 100) | Sanne ee ere ee a 1622 
DUSICKS an aac tom eee citar 1538 
RenlPadS an ee oe eee ee 1622 
LAMINATE TRIMMERS....... 729, 731, 891 
LAMINATING FILM & POUCHES 
eRe ere tre Cree reer er 1380, 1970 
LAMINATOR MACHINES............. 1380 
LAMP 
GHANQGIS: sea one tenes sete 279, 511 
GHUSIGUS = nmr acre pete eee naa 511 
GUatdScaacmencnun mcm ce 481,518 
Modules, Pilot Light........... 242, 244-246 
Mounts, Automotive...........00c000s 2055 
RECHCING/ KIS. cacein cwwws ow ements 511-512 
OalGly GIGGVCGSsc24e ee cee eee aes 481 
Shields, Abrasive Blast Cabinet......... 2402 
OldhelS ere a ee ee enna ners 465 
OSIGISHecctee ria ea a ee 625 
MIMERS ee ee rece eno eee 419-420 
LAMPHOLDERS............. 462-463, 465 
LAMPS, 
(See Also Lights, Lighting, etc.) 
SWAW ce re arene eats 487-488 
AlrGhall:cccickee 493-494, 497, 499-501, 503 
Appliance........... 482, 487, 489, 497-499 
AUGIOVISHGl ees acne oeemernce 488, 495, 501 
Automotive...... 493, 497-504, 967-979, 1888 
BldCMIGNie ree ence mene 1021 
BOQ EIGN eee eee ect oe eae 1021 
Gelling: Fania. acer coesnanuee eee ena 489 
CCIE ann coecme coe eae ee 485 
Compact Fluorescent...... 485-489, 494, 520 
Damp Location........... 485, 488-489, 491, 
eae ee ee 493, 495, 505-506, 508-509 
Decorative...... 487-488, 490-492, 498, 2640 
Emergency Lighting........... 497, 500-501 
EXIU SIGN: 2c. = ent sees satan 428, 498-499 
Extended SemviC@...cccc2eissecee esas 490 
FlaSHGHt c.tctak ewe cts 498-499, 502-503 
Floodlight....... 430, 486, 488, 492-496, 508 
Fluorescent....... 482-489, 520, 3059, 3061 
GERMICIdAls ca cake ees. 486, 3059, 3061 
Halogen........ 487-488, 490-496, 498-502, 
eee eee ee 514, 520, 968-970 
Hedlieueacdioreeee eres 492, 501-502 
HID (High-Intensity Discharge) 
eee 495, 505-510, 519-520 
High-Output Fluorescent........... 482-483 
High-Pressure Sodium (HPS)........ 507-509 
Incandescent............ 246, 280, 487-504, 
Bie Stored arenatiaentercntate tent 513-514, 968-970, 978 
IndiGator Beato a..co ss ee one 280 
WNPFARGG: sche cues 492, 501-502, 3079, 3081 
LED ceases 246, 280, 430, 480-481, 484-496, 
ee eee 498-509, 522, 968, 977, 979, 2640 
LOCOMOHVE: occ gress ctue eer seus eaee 494 
Low-Voltage...... 246, 493-496, 498-500, 502 
Medi¢alites. .22- eee eee 495, 497, 513-514 
Mercury VapOl -... ec naa eee eee 507-508 
Metal Halide.......... 495, 505-510, 519-520 
Miniature... . 246, 280, 497-504, 513, 970, 978 
Neon Indicator............... 497-500, 970 
NIGHELIGHI Se eecetaen ne aerate trea 490 
PARiee ee ee eee 492-495, 508 
PilGtighicoereacu omnia ey ones 246, 499 
PL COMmpathece census ein 485-486 
PrO|GCHON acetone cas 488, 495, 500-502 
PUSH=BOUOM: 222.4 accu s ve 242, 246, 499 
QUdnIZ oes cee ake 495-496, 498-502, 
Teen ae 507-509, 3079, 3081 
1-49 


Lamps - Leveling 
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Reflector... . 430, 488, 492-497, 500, 502, 514 


Rough Service....... 484, 487-488, 494, 510 
Shatter-Resistant......... 481-484, 486-489, 
err er eer 492, 494, 505, 507, 510 
DIG eee eran aes 498-499 
SDIRal eet eee eee 487-489, 520 
SDOUIQH cs sa4 nuns 430, 492-496, 508, 514 
Shri Beers eae 488, 493, 495, 500-502 
SILODOSCODG een c ines eer: 567 
SWIMMING POON. creas west eh 494, 496 
U=BeNG secre eee etntee ee 484, 1021 
Ultraviolet .............005 1021, 3059, 3061 
Vehicle......... 493, 497-504, 967-979, 1888 
Vibration-Resistant ............0000ee 489 
LAN 
Cable Meters.........0ccceeueees 362-363 
Gables caesar eee 348, 350, 352, 354 
RUNRIUNG Greece cee nee ere 353-354, 357 
SidlOnSee sawn ee eee nee eee 1343 
OWIGNGS cone nccre eens oases ee eae 357 
TESIENS 4 yomacineeac nun 362-363, 365, 565 
LANDSCAPE 
Anchor Pins/Hooks ............5 1003, 1012 
BAGS peeie ete tana teee cue aaa 1562 
Erosion-Control Blankets............5: 1012 
FADIG Syren en er eee ees 1003 
RakeS Serra seas corm ann cca: 999 
OUIKGS ce ee ee ee eee 2111 
LANDSCAPE LIGHTING, 
HalOGehikenc nce ee eee eee oes 458, 461 
InCangeSCeNn sets eee ee 461, 464 
LED a eee en aaa 458-461, 463-464 
LOWNOllAGG it. eaecone eee ates 461, 464 
LANE-MARKING 
RGRGCIOES cnc erent mera wrancaas 1904 
TaDGaane eames See ees 1902, 1904 
LANTERN BATTERIES................ 534 
LANTERNS..................00. 530, 680 
LANYARDS, 
NEGO tonne eee 1802-1805, 2152, 2321 
AUC Gert e ee eee ee ee 1802-1805 
BAGG? ton eaute ule anak rnye acne: 1907, 1970 
HabiNalete cect tee seen ec ee ae irt 1640 
HOSE turn ss ee nee nee 2530-2531 
MG Weraorsee re seruce seine Sie race riein re ees 1907 
BIR eter coe ean eaerereice 2152, 2321 
POSTHOMMNG ee erewctaee cece cme 1803-1805 
RESCUP i eamaseh cheaters: 1786, 1806 
ReSitdillt cece. wea 1804-1805 
Retractable ............0, 1787, 1799-1802 
HODGE sere ee ee 1804, 1806, 1970 
Shock-Absorbing.......... 1802-1804, 1806 
H E001 [eee terior ter core ea 858-860, 1796-1798 
WeDDING: s0cec ex. aens 858, 860, 1802-1806 
Wrist Slfapl00lis. sae se nc erase eae 859 
LAPTOP 
LOCKS eee sere ence ee ne eee 1353 
OlaNUS ences serene comes eee 1343 
LASER 
ANONMENETOOIS ee eackeaerecnae cas ces 96 
DEICCIOISi ne te ee ee ee 881 
GLASS OS aesacerse cere reenter ace ae ae 881 
EavelSin ee ee eee 1362 
Measuring Tools.............. 604, 878-882 
NOUNS ye one arteries 881 
PONNCIS cc nee eee eee 1353, 1628 
SONG 9 perch rnectgs tice treme meinecessct ele ches 1921 
TACNOMGIENS ct on ena neena anata 566 
Target Canis see ea eae ee ee 878, 881 
LASER LEVEL ACCESSORIES...... 880-881 
LATCH 
BOIS eee cum aac rie ata sae 1993, 1996 
GlaiipSiacmeets eter enee ane 2319 
Magnets 3. eacnre coms eae eae ce 829-830 
PIOUCCIOIS canton tee eniceaa nee ee 1998 
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LATCHES, LAWN MOWERS .................... 986 LED INDICATOR LAMPS.............. 975 
BabnQOM otal Meevstve ereeeimereraciet: 2762 
Cabiineliec scree er: 829, 2016-2017 LAYOUT LED MAGNIFIER LIGHTS ............. 515 
Galler nccy metric erties 20IG SWVGS cee rech esa aac ae ee 2427 
COMpreSSiONin as west ee etn eae 2016 FluidRemovers..................05- 2427 (LED PILOTLIGHTS.......... 244, 246, 257 
OOK ere er oeene 829, 2005, 2017, 2762 Markers............. 884, 1614-1615, 2428 
DiaWiegce: ceca ee ee cere, 2016 Se Shtavse a ee eee ee 2427 LED PORTABLE LIGHTS 
Gidl@iieaay aes eerie a ene erin 20 Gres SOUdICS cae eae ree te eae pera 513-516, 518-524, 526-527, 529-530, 
HOISU tree ie ens one ee ea MOTAL  WaMm@ielSzeveece se ee eee B40 sueeen es 670, 680, 689, 754, 967-969, 971, 975 
5,101 0 Reese orarrtre Pectiver area ct Meer rer nrere mete 950 
Pif-aNU-VUiie ero nate aus 2016 LAZY SUSAN PALLET TURNS......... 1177 ~+LED SAFETY LIGHTS 
PAUUIBie ee hc caees anna anat 7-41) |: ns rg 278-280, 422-428, 526, 968-969, 
Palll need ce ureteeeat ia trceneerenceay: 1994 LDPEPLASTIC..................... 22 Oipeeee ater: 975, 1175, 1885, 1887, 1906, 1909 
PUSHEIO=GIOSE: awauwadndawaiann muna 2016 
SPINE ee eee eee 961,1071 LEAD LEGEND PLATES........ 249, 259-260, 275 
(WISt=IO*LOCK cies rece ee eee 336 = Check Swabs... .....cccccccccccccccr 632 
ViSC-ACHON nc acgcers ssi cusecegeee 2016 = Hoses... . ec ccecuccccccccuces 2435, 2529 LEGGINGS, 
itWSGdlS eee ee ea: Ghali SaWiis terre. conan teeceite ne 1721 

LATERAL FILE CABINETS/SYSTEMS Se ee ee Pets 
ra 1337, 1344-1345 LEGS, 

LEADERS, Benelli ssecinancen naa noe 1254, 1316-1319 
LATEX FISH TANG po eee ee eet 848 Cabinet ............ 1267, 1305-1306, 1870 
Caulker ence cement 905, 1884, 2230-2233 Welding Table. .........c..ccceeeuees 2426 
Paints. .... 1595-1597, 1599, 1608, 1612, 1630 LEADS, 
PYUINGES com teeters ogre eee ae 1595-1596 = Motor... occ ccc cccccccceccccen 99g LEMONADE : o2.055ccaccscedeenis: 1437 
LATHE TGStawennn cee 537, 539, 546, 548-550, 560 LENS 
FICS... sees eee eee teen eee eee n ees 819 LEAF Antifog Liquid/Cloths...............05 1666 
INSEMS «0... sees eee eens ees 2301-2306 — Blowers & Accessories .... 670,679, 688,988  Cleaners............0.seeeeeee eee 1666 
Shields... 0... eee eects 2303S RakeSh aa cae scorers nee eee 999 Insert Holders ....... 1655-1656, 1660, 1667 
(coves ee 2301, 2303-2306 = Skimmers ........0cccecceececeees PAG i eclncUlatons 9 eee eee 2420 
Toolholders ......-..seeeeeeeeeee ees 2305 — Sweepers...........0. 988, 990, 992, 1000 

LENS COVERS, 

LATHES, LEAK DETECTOR Respirator .......... 1760-1762, 1766, 1769 
MAGIIMING ee aeaecete soe cee ogerer: 2347 (GapsuleS o...-sc:csncancsvaneancase 3009 Welding Helmet................ 1766, 2405 
ANI GS arene cree ater emacs tens ateseer eae 3096 

LAUNDRY Dyeinjectors)...aeaee sages ee acne: 3009 LENSES, 
Bags & Hampers ............44. 1475, 1535 Dyes... 633, 897, 946, 2427, 2494, 3009, 3012 Camera ........... cc eeeeeee eee e ees 606 
Gants! MUGKS. gencee erate 1160-1162, 1172  Flashlights........... 531, 2427, 2494, 3009 ‘Fluorescent Fixture...............000, 440 
DGUGR GEMS reo celee male een ee ESIC SU Milseee eee eo ee 2494, 3009 Infrared ........... ccc eee 606, 612, 614 
PCOS sou eg sn eor cause senus 2741-2742 = Sensors......2.0eceecceceecaes 3008-3009 Landscape Lighting................00. 461 
Hamper Casters...... OO likes, A202 ZOE sem: TIpIFIETS ents cen an ten ta ean eee 8008 ‘Laser level. cc. ect eee diate rer eens 880 
cede tee een eeeeees 209-210, 202-1213) Tips), i. caeveas oases. ses ves. eeen. A008) MaQnityinGessc0o-¢2¢5c0-020.-2 2040-2041 
Tay FUMpS eee sai eel cert 2626, 2630 PilotHightse sewers 242, 246 
LEAK DETECTORS, ROCKED SWIHGN ic abi cunaaenietn venetian 262 
LAVATORY Fluorescent......... 2427, 2494, 3009, 3012 Safety Eyewear................ 1655, 1667 
(See Also Restroom) Gas. . . .621-622, 2494, 2820, 3008-3010, 3012 Thermal lmager.............. 606, 612, 614 
Cleaners....... 1502-1504, 1510-1511, 1513, Hydraulic..........seccccseeeecaee, DAQA Welding........c.csseceseeeeeeeees 9420 
ppene ag cece 1515, 1517, 1519-1523, 2446 —-Refrigerant.............621-622, 946, 2494, | Welding Magnifier..............1767, 2405 
DRAINS acscau wen ches 2723-2725, 2747-2748 2820, 3008-3010, 3012 
FanSieurrescarecu ass 2942-2945, 2947-2948 = Tire... cece cece ccuccecces 953-954 LETTER 
Faucets ........ 2733-2739, 2741-2742, 2760 —Ultrasonic.............-00eee0: 621 3008) ABOGIAS aca oae anes eae 1369, 1372 
Gaskets ..........seeeeeeee eee eens 2723) Water....... 0. ccc e sence 874, 2679, 3092 Restorer Sticks, Tire.............000005 954 
RIIRGO RS eee etree ere 1495, 2760-2761 Stamps & Stencils.............. 1934-1935 
Replacement Parts ............. 2726-2727, LEAK DIVERTERS & HOSES.......... 10572 AVS eat ee neo eee 1358 
Serer ee 2743, 2754, 2761 
SINKS ene eee 2725-2728, 2760 LEAKAGE LETTERS, 
Stall Components ............+. 2761-2762 — Ston Fluids..........sseeeees 97 890,903" Gald ess .cna ce creeuer seen 1933 
WGSlCISasne es ees 556, 621-622, 946, 2494, Letter Board.............cceceeeeeee 1372 
LAW ENFORCEMENT vvceeeee 2820, 3008-3010, 3012 Self-Adhesive ..............00. 1527, 1933 
GIOtHING oe wens eee ee 1811-1813 Vinyl ere epee ee eee ee ene 1933 
Communication Tools..............++. 1649 LEATHER 
Firearm Gear... 1... ss eee ee eee aes 2041 Adhesives ..........0608. 2216-2218, 2220, LEVEL 
Gloves ...... bette teen eens TONS TOP eee te see ee 2225-2226, 2228  Controllers.............00seees 2679, 2681 
Protective/Tactical Gear........... 812,1813 Cleaners & Protectants ....... 909-910, 1518  Gauges.............. 581, 1140, 2681, 2912 
Surveillance Equipment.......... 2041, 2048 Switch Flanges .............20eeeeee: 581 
LEGTERNS «oe eicieee eee eeees 1337 Switeh PaddleS:. 3 2.4 2 eeetaece veces ae 581 
LAWN Switches ........ 291, 581, 2620, 2628-2629, 
ACIAOS erate ae ea easmnee ae 989 LEDFIXTURES, a ee 2640, 2678-2679, 2681, 3046, 3092 
Se eee cea sory Calling. sss ses, 422, 424-426, 429-434, 436, VidlS........--0.seeeeseeeeseaneeens 883 
pa oe er 1008 Gye nee egy LEVELERS, 
FIAQS ... 6. cee cece e eee ee ee eee eee 1907 DishlayiGase yee AAQ DOCK. ccccncsicenen ences er een nnees 1128 
HOSES. 1... 0 sees eee eeeeee eee enees 2606 Dock... ooo cecccccccccccceeeeeeeeees BiG) erlande nee atcdah on emcnue: 2425 
RAKES... 00... see ee ee eee eens eee ee es 999 Flat Panel.........cccececeeceues ARAGG wiLACUel  nedaneanaaensanetin sc: 1028, 1030 
SPFAYErS «os. eee ee eee ee ee ees 994, 1002 Low-Bay..........6 436, 438, 443,447,454 Mobile...............ceeeeeee 1181-1182 
Spreaders ...... bette eee eees 951,995-996 Machine............-.. 451,516-517, 2359 Pallet...............000- 1178, 1181-1182 
Sprinkler Accessories & Parts.......... 2764 Outdoor .... 424, 451-455, 457-461, 463-464, Tote BOX..............0ceee eee ee ees 1181 
Sprinkler Pumps .......... 2630, 2632-2633, 518, 520-521, 2639 Wire Container.................0008. 1181 
eee 2646, 2693-2694 — pendant......... 00.000. 438,443, 449,451 Wire Device...............00cee eee 317 
SOI GEE ie gunner ead UNE Becesse tra arenes at 429-434, 443 
Sweepers & Replacement Parts TroffEr «oc ooeccccceccccccccces 431-434 LEVELING 
Pet eee ee neeee nea eens 988, 990, 992, 1000 Undercabinet........ 0c. cceceee cece e440 CaStOrS. 2... ee eee ee eee eee ees 1208-1209 
UNGENWALEN ected astees eee 2639-2640 JackS............... 960, 1043, 1126, 1224 
LAWN MOWER Vapor-Tight .............0sc0ec0. 438,450 Mounts.............. 880, 1222, 1224-1225 
CO ee 986 Wall-Mount ......... ADDED deg, AsprAd a MO PAUS ae meinen tenn <a eee 1223 
Wheels............. 1214-1215, 1219-12200 AAG 451-455, 462,514,518 ROWS. <2... 006022. os eceeesecueaee es 881 
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LEVELS, 
ANGIG iene cease matt iadhea cereus 883 
BeNGiie eee nae nee oe eee ee 2336 
BONG ING esters races ar een 883 
BOX Bediiivesauen rented earaanee 882 
BUINS-EVG: so ceccr cease eee: 883 
GhOSS=EINEicca seer tee encore 880 
ChOSS*TeSi ee as naetennmak as aoc: 883, 2336 
ElectriGiatiS. .ss2..0caahc nae ee oe 883 
EIGCIONIG oer ee 879, 882-883 
Hand WOOUier acer cce se erac in eee 882 
[Beal asnes see as earn oe eae 882-883 
EASCherce tates eee reese 879-880, 882 
LNCS eee ae: 883 
WMaGhtiSiS 2225 econ ene et 2336 
Magnetic.......... 848, 880, 882-883, 2422 
NONCONGUCTIVG:- <3 wraee nets eeeeue ees 882 
OUHGalee eee oe ek ee 880-881 
PPG iecrawter sate on rae crane wre eionee asin: 880 
PIMMHCRS - 2st ere ne Geeece ss 880 
POCKEl anne co aia oe ene 883, 2336 
PRCCISHOM ni nce cre ncusuite aes oe 880, 2336 
Seles ec came 1231-1236, 1241, 1243 
ORDCUG Seer ene reer: 848, 882-883 
ANANSI roe traces oretie cnarnnnoicsseca ren aint 881 
LEVER 
Action Pumps..... 896, 936, 2672, 2676-2677 
Handles....... 1123, 1993-1996, 2322, 2324 
HBISIS; when teen oe eee 1057-1059 
LOCKSEIS) occa hatacocr eas 1973, 1980-1989 
LEVERS, 
Galilieeaiece ware tea tone ene nee 2322 
Dummy WOON casi cmeete ocean. 1980, 1985 
Limit Switch. ..... 264-266, 268-269, 271, 274 
Dives eee ee: 823, 861-863, 953, 999, 1191 
SlahChtsuarencc eats wean ema tae cone 165 
LEXAN, 
SlIPele ere ere nee tee 2209 
LICENSE PLATE FASTENERS......... 2055 
LID OPENERS/CLOSERS...... 823, 862-863, 
Renae en we oer 1136, 1454, 1605, 1620, 2819 
LIDS, 
Beverage Dispenser.........0seseeue: 1439 
BM eee 1282, 1292-1295, 1301, 1306 
BUCKED tacnecsen ce 1136, 1547, 1621 
Bulk Container..........0000ee 1300-1301 
Cardogang BOX. caccces acer reese 1401 
Cle dite paramere anion, seni ietect es 1450 
ColeG WUpitaesicencenhanwenn wane 1431 
GUDGNRUCK 2 eeepc tore tectoce eae 1160 
Decanter/Coffee Server............00. 1439 
DiShIRACK ate eee aes cena 1447 
Didi ee ee 893, 1139-1140, 1861 
FIG SONA G vane cnt emer anne 2461 
FOOd Bil: s << scees5 24 1292, 1301, 1447, 1451 
FOOG PAM rcacre erate ecihte eee ac oe 1449 
Food Service Container......... 1292, 1431, 
eae racers 1450-1451, 1456-1457 
Lubricant Dispensing................. 2461 
Oil Reservoir Tank ...........ceceaeae 2495 
Pallas cee sees 1136, 1456, 1547, 1621 
Paint opraver GUPinecccarn sce oe creer 1625 
Paint Storage Cup.............. 1605, 1621 
Parts Storage Box......... 1282, 1292-1294 
POURGDOMses ossueemes eee eet 2461 
Recycling Container........ 1555-1556, 1558 
ROUNGiashe reece nee ees: 1450 
MTUIMU CNG Rescate ae eee tyne ene ce eee 1159 
Tote Box. . .1292-1295, 1297, 1301, 1456-1457 
MasiGalite oaencc 4 cee ee 1552, 1554-1556 
Leer err 1292-1294, 1297, 1457 
LIFE VESTS/PRESERVERS...... 1808-1810 
LIFELINE SHUTTLES................ 1788 
LIFELINES, 
Safety ....1787-1788, 1790, 1799-1802, 1806 
Self-Retracting ...... 1787-1788, 1799-1802 


LIFT 
BOOMS srsceuentics nan eccee teens 1176, 1180, 1183 
Cats cee ee a ane 1181-1182 
GlanDS ae eee ee eae 1061, 1065 
FOUKS ocr see uae an 1065, 1173-1175, 
Pager ce eee ee 1177-1178, 1181, 1183 
EAUUGES@ ne ues crane es cae 1180 
Load! PlationimS: 2. scccencea eeees 1180, 1183 
Remote Controls ..4<0cccaacckaaeeaun 1183 
Replacement Parts ............. 1175, 1180 
RINGS serene cr ere azine en mecest re 1068-1069 
ODMINGS reece oneness ers areeee 2015 
RUCK BEACKEIS et pte nec: 943 
THUEKS Ghani es 1175, 1179-1180, 1183, 1187 
WHEELS Steam te essere euacran ela 1183 
LIFT TABLE CONTROLS......... 1182-1183 
LIFT TABLES.................. 1181-1182 
LIFTERS, 
LOU pee pore eo ee ee ee ee 1007 
MannOle:2 occ ea 1066, 1783, 1858 
SUGHONGUD as. treat oe cee eee cer 1065 
LIFTING 
BeliS caer earlier ee 1706 
GIANNIS: feces ceeet atecraweae 943, 1072, 1074 
EVGINUS: coarse emenaee eee 1069, 2075 
EVGDOIS icine eet wa cce nee 1069, 2076-2078 
Hooks..... 1066, 1069-1071, 1084, 1177, 1783 
Magnets. ..cccccaas 824, 829-830, 1066-1067 
POMS 22 see acson ea 1068-1071, 1084, 1177 
Slings. . .943, 965, 1074-1079, 1084, 1106, 1144 
WEdQGS oo: emer. eee ance eases eee 2469 
WINGHES <6 hccuwwaaweien 1082-1083, 1085 
LIFTS, 
AGiialionacise ects eee ene 1032-1033 
Battery-Powered..... 1032-1033, 1179, 1183 
Gall Sees ee eee eee 943, 1183 
CIGARTOOMiians sautecente ae eee ee 1183 
Counterweight............0000eeeeee 1180 
GVlINGGharees eee eee eee 1187 
Dialer eee ee 1032-1033 
[OTT Iieeearaen gore ore eceee parte nre 1144-1146 
Electric..... 942, 1032-1033, 1179, 1182-1183 
FORK ores 1173-1175, 1178-1181, 1183 
Hydraulic....... 942, 1032-1033, 1178-1180, 
eee ea 1183, 1187, 2468 
OUS= PROMI Glee cpeacvea: were ereercteoeyeucac toca 1181 
Maintenance ............. 1032-1033, 1042 
Material Handling .............. 1033, 1065, 
eerie ee ee 1173-1174, 1178-1183 
Pallet; :¢u<eexs 1065, 1173-1174, 1178-1181 
Personnel........... 1032-1033, 1042, 1176 
Platform. . .1032-1033, 1042, 1178, 1180, 1183 
PREUMNGUC cc. eee nce oe ee 942, 1180 
FOO eee en eke arenes 1481 
POmavlenwcseen tt crm mrecna: 1178-1183 
PUSH ADIE: ean ects ee ees 1032-1033, 1042 
OOISSOM eae ee 942, 1032-1033, 1181-1182 
VACUUM OUD actirurr cme cree .tsers 1065 
LIGATURE-RESISTANT 
Bath Hardware and Fixtures 
eee 1488, 2726-2727, 2745, 2760-2761 
Door Hardware............ 1984-1987, 2007, 
EP errr ome 2010, 2012, 2014 
Hospital Furnishings ..............05: 2761 
LIGHT 
GaltSs 4 enaenee to enematon eeu tee 519 
COMNRGGIS 222 auaeone sees 396-397, 522 
GUbLAINS seers re ee ere eer ee 278 
DIMMERS Seaaooweecen eran 465-467, 470 
ENGUIGS crouse teenie crete ara ee 430, 471 
WELGES secretin 571, 620, 625 
NOGUIES: 2 wanna meee cea ws 242, 244-246 
Panels ene 431, 433, 440, 461,519 
Shields, Abrasive Blast Cabinet......... 2402 
SOCKEIS mee aoc ut eco eer 462-463, 465 
LANG Sie eee ee eee 521 
Stations, Emergency ...............055 422 
DUGKSa eee ee eee 680, 965, 1906, 1923 
Switches ........ 329-330, 333, 419, 465-470 


LIGHT BARS, 

VORICIO eau seanentoe cc artaters 967, 974-975 
LIGHT BULB 

ChanGels keer ke arene 279, 511 
MOQUIESi nee: nae ttre 242, 244-246 
REGVGlING KIS 3: erence aetna as 511-512 
DOIG SICVOSe eet tae errr 481 
Shields, Abrasive Blast Cabinet......... 2402 
SIdnGhS «santas et ee ue eee ee 465 
TOSUCISar cat srt heat artee dak eiere oa aaleuns 625 
LIGHT BULBS, 

DeWine steer ereesome ree eeereenee 487-488 
Aircraft...... 493-494, 497, 499-501, 503, 1461 
Appliance...... 482, 487, 489, 497-499, 1461 
AUGIOWISUAL fics cuca asacaiersts 488, 495, 501 
Automotive........... 497-504, 969-970, 978 
BACKING ee ere eee nce 1021 
BUQUIQNUertcera et asc teenrars are 1021 
CONG Ries tence ener comers 489 
GINGINIG eee ee ee eee ata 485 
Compact Fluorescent...... 485-489, 494, 520 
Damp Location........... 485, 488-489, 491, 

Ree ee eee 493, 495, 505-506, 508-509 
Decorative...... 487-488, 490-492, 498, 2640 
EM@NGGNGY. <222cccnnews eee: 497, 500-501 
EXH OIQN ree ee eee ere 498-499 
EXteneed! S@rViGGs cies es sues scleete ss ee 490 
FlashliQhitesc2 steerer 498-499, 502-503 
Floodlight....... 430, 486, 488, 492-496, 508 
Fluorescent....... 482-489, 520, 3059, 3061 
GORMMGMAlisteccsey es vas eee 486, 3059, 3061 
Halogen........ 487-488, 490-496, 498-502, 

Fee ener eR ae 514, 520, 970 
Healers cetera Se ctn 492, 501-502 
HID (High-Intensity Discharge) 

Pe eee rte 495, 505-510, 519-520 
High-Output Fluorescent........... 482-483 
High-Pressure Sodium (HPS)........ 507-509 
Incandescent............ 246, 280, 487-504, 

ete Reta ae otra 513-514, 968-970, 978 
IngiCatOl BACON <..45 a: ba Seek ee 280 
CUCL ie 492, 501-502, 3079, 3081 
LED aces 246, 280, 430, 480-481, 485-496, 

ee ee a eee 498-509, 2640 
BOCOMOUNG sec emtctst oc eres eee oe 494 
Low-Voltage...... 246, 493-496, 498-500, 502 
MeGIGAl ese eee te 495, 497, 513-514 
Mercury Vapor...............00e: 507-508 
Metal Halide.......... 495, 505-510, 519-520 
Miniature... . 246, 280, 497-504, 513, 970, 978 
NeonInGiGalon cone wee ae ome 498-500 
NIGnEDIGNe see ccentscee wea cece: 490 
PA ceet ter gana ies 492-495, 508 
PiU ce nen ten taveecny te eer ene aes 246, 499 
PL Compathes.. oo. eascs eee oo ee 485-486 
Projection............... 488, 495, 500-502 
Pls -BUUOMy wee eae ee ae 242, 246 
OUANEZcee teense rere one 495-496, 498-502, 

Prt ese Tere 507-509, 3079, 3081 
Reflector ....... 488, 492-497, 500, 502, 514 
Rough Service........... 487-488, 494, 510 
Shatter-Resistant......... 481-484, 486-489, 

en eee 492, 494, 505, 507, 510 
SIGH ae fence e re atin a ae teens 498-499 
Spltdlepece meres erie ees 487-489, 520 
SDOUIQUE s2ee aces. 430, 492-496, 508, 514 
SON Gee armen ene 488, 493, 495, 500-502 
SUODOSCODG ie eee. cade eee ee wen 567 
Swimming Pool...............0.8 494, 496 
UE BOnG aera y teseeaten wee scree 484, 1021 
Ultraviolet ............008 1021, 3059, 3061 
Vibration-Resistant ............ece eee 489 
LIGHT HEADS, 

DOCK pease etere seme eae 518 

EMeChQGNGVeer areca eer e eee ee oe 423 

LIGHTERS, 

BUtanese sets eee ee 233-234 

File ee oe ere ore eee 2431 

LIGHTING 

CONTAGION Sar acres ae ee orem ant 163 

Cohnwolsis sean. 158, 163, 220, 223, 414-421, 
Sos ti Pe sate beet ten reelected atenee 449, 465-470 
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RUSCSa ne ree eran ree mee: 177-182 
Lampnolders:.-2cc.taccane aac 462-463, 465 
Photoconwols: «246.055 25 414-416, 449, 454, 
Rr eee errr 462, 469-470 
Replacement Parts ... .440, 445, 450, 461, 519 
OHIGIOS Reece eee eens ees 452, 520 
MRANSTONMENS tec ee et maencte en 471 
LIGHTING FIXTURE 
Ballasts es eee ce 423, 471-478 
BaSOSia nto ater seetann secu ewan 278, 306 
CableSte22 hee eens oeee ene are 347, 464 
CONINGIRINGSieccarncanacnmnan arate 308 
GlaMPSs aes nee ns ree ere ee 318 
CONNECIONS: 32. 4ccsscesecnees es 430, 449 
COUDIINGS toca ner ae ece ere 449 
Extension Boxes ............. 309, 449-450 
GIODGS = etc ne ae ee eae 449 
Glands oie caeens 449-450, 452, 518-519, 2053 
HeNQCIS eae etre one 317-318 
Housings........ 304-306, 429-430, 445, 461 
JUNGHON BOXES 2c ccnnwecwtuuceesee ued 440 
LED Retrofit Kits............., 428, 430, 432 
LCNSOSy ee ncce eee ee eee 440, 461 
LIGHUSHIGIGS iva s ae ntunaeeaees rane 452 
Mounting Brackets ....... 278-279, 317-318, 
Seok aeee eee 452, 457-458, 517, 519 
Mounting WAGKS <ssscicasccesanse sn on 430 
Photocells/Photocontrols............... 449 
POWer SUPPICS seme ans ee eisai Han 469 
Receptacle Boxes ............005: 449, 462 
NECVEINGINIIS 22 eee neces eee eee cues 512 
Reflectors .........00005 430, 445, 449, 452 
R@WOR KIS occas ce wn mwn ae waar § 430, 432 
ShONMING CANS ae cee pe eee eer oe 458 
Socket Adapters. .............0005 280, 449 
MMNUMemearantepertecine hier emmnnticct es 429-430 
Wire GUANdS co can one cee 452, 518-519, 2053 
LIGHTING FIXTURES, 
BiOdh acca. 447, 450, 455-458, 518-521, 680 
Automotive Interior ............... 968, 979 
BalirOOMin wee cet ote 2942-2943 
Galiaentaan catenin a te ati te 429-430 
CanODWccmere eee eis eee 450, 455 
Ceiling..... 422, 424-427, 429-439, 441-452, 
eee 454-455, 513-514, 1624 
Cleant@giit se acer eee 439 
Compact Fluorescent.......... 449-450, 454 
CONG ee ee errata ane 440-441 
Damp Location........... 422, 424, 432-434, 
. . 436-437, 443-445, 447-449, 451, 455, 518 
Decorative..... 437, 442, 461, 463-464, 2640 
DiSplayGaSe 23k een eee 440-441 
DOCK ecrith ere mion eee cies a 518 
DOWRIIGM se: te tee eee 429-430 
Dust-Resistant........... 439, 449, 451-452 
EM@PGGNCy. .25. os. cses ce ees. 422-427, 460 
EXIko es nee eee ane 422, 425-428 
FIOGCIIGHIE jo: cee scare 451-452, 456-462 
Fluorescent......... 435, 437, 439, 441-442, 
ee 444-445, 448-452, 454, 460, 517, 1624 
FOOUPIOGESSING csc nre tious cant s ence 439 
FOUNIAI ei reerninen en cerns are cee 2640 
Gymnasium.......... 439, 445-448, 451-452 
Halogen..... 422-423, 458, 461-462, 518, 521 


Hazardous Location. .. . 439, 449, 451-452, 460 
HID (High-Intensity Discharge) 


re 445, 450, 452, 454, 458, 460-461, 478 
High-Bay............ 439, 445-448, 451-452 
High-Pressure Sodium......... 445, 449, 452, 

Me a tie een 454, 458, 460 
HOSE=DOWIi rem ae recede ee cease 439 
In-Plant Office... 2o)s.s<ne08 ace 1311-1312 
Incandescent........ 422, 424, 430, 449-450, 

ee en ee its 461-464, 518 
Indoor/Outdoor........... 439, 449, 451-452, 

ee ee ee eee 454-455, 518, 521 
LAMGSCADG acer ce eee cee: 458-461, 463-464 
LED ee eee 422-434, 436, 438, 440, 443, 

Ae arate 445-447, 449-455, 457-464, 514, 

rr re 516-518, 2359, 2640 
Low-Bay........ 436, 438, 443-445, 447, 454 
Low-Voltage......... 451, 454-455, 461, 464 
Magnetic Ballasts. ce e0ss< vance ee an ce 444 
ManiiGeenr ts anne eae: 449-450 
Metal Halide............. 445, 449-450, 452, 

Eee aa 454, 458, 460, 518-519, 521 
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Motion Sensor........... 448, 454-455, 462 
[S100 [010 Seeeae eaee cer ae 424, 450-464, 518, 521 
Palit Spray BOOM: .acees-e eee 451, 1624 
Parabolic Fluorescent..............00. 435 
PARNOIUCI ces wee eee oe ees 461-463 
Parking Garage .......... 438-439, 450, 452, 
Ore ee Tore 455, 457-458, 460 
Pendant......... 438, 443, 445-446, 449-451 
POO ee eee ee ee 2639 
Pulse-Start.......... 445, 449, 452, 454, 460 
QUANIZ 2 attre eae aaa en ies 461, 464 
Recessed.........05 429-435, 437, 439, 460 
ROGUWAW cceer cme acet eee ron e 455-458 
Rough Service....... 422, 438-439, 450, 462 
SCGUIILVC marek cana 452-458, 462 
OMOU arte nee tae wires 439, 444-448, 451-452 
ODORS acca tesr ce shee eee e ceca 460 
SSL) [OMe eee Aca Pape aren TIER rE 436-444, 455 
TFAGM ches rataernr ncaa age renter pieneraetane 430 
TOMER te seceee eee se 431-435, 437, 439 
UndercaDINGl cb oxckee cece ne 440-442 
Vandal-Resistant..... 439, 450, 454-455, 462 
Vanier cc ctenre eae oot one seme, 443 
Vapor-Tight ...... 438-439, 449-450, 452, 455 
Wall....... 422, 424-426, 436-438, 440-441, 
ees 443, 449-455, 458, 462, 513-514, 518 
Warehouse.......... 422, 438-439, 442-443, 
SNe oatnen reat tr ans ete 445-448, 451-452 
Waterproof...... 461-462, 464, 516-517, 2640 
Wet Location........ 422-424, 433, 438-439, 
De een eee 445, 447, 449-464, 517, 2640 
Wiabaroun@enenic: commenter ones 436-437 
REVO Gees aan eee 441, 449, 464 
LIGHTING, 
GledhtoOMizes tee tee eee 439 
CONSIFUSHON 2 c0ccocken oeeee 518-521, 680 
Gymnasium.......... 439, 445-448, 451-452 
HARGUEAMIP seer cnees ese 521-522, 754 
Headlamp! cacseerecdmen cece. 528-529, 680 
Healthcare...........005 437, 439, 513-514 
Inspection .......... 451, 513-517, 524, 526, 
UTE TT rT 531, 680, 2340, 2359, 3009 
Jobsite..... 518-521, 670, 673, 680, 691, 3079 
LOW-VONAQG. cs ccsceessaeeresenenews 451 
Outdoor ... .424, 450-464, 518-521, 680, 2639 
Power Fallufé.. ....eccecccn cos 422-427, 451 
BOAUWOV tracts a oeucpecieraei cats 455-458 
SGGUM Wee eee gee 452-458, 462 
LAIOICD i antes te sete hone ees 436, 463 
11 |) pera area een 436, 438, 440, 443, 455 
Submersible......... 523-524, 526-530, 2639 
Undercabineia see 440-441 
Underwater ..........cceeeeuee 2639-2640 
Waterproof......... 516-517, 520, 2639-2640 
Workbench........... 516, 1320-1321, 2359 
LIGHTS, 
PONESINE SUID nex cisouncacnae sacs saree 979 
BaltiGa@@ ens ueton ene ee 1527, 1909 
BollanG yecvan os, ere ren caret: 463 
BlaK@ cn cere ee eee ect 976-978 
BI GOOG rc ue eee ena eee ete 519 
Glamp-Oniccc cee ceet een 515-516, 519, 2340 
Cordieele. aac Gene eees 396-397, 522 
GOMES tes cee eer ce 968, 979 
DashiDeck fava scnnieran mrs we amran 975 
DeSKas et coe ee oe 515-516, 2340, 2359 
DISINIEGHING 22 eave ees 3059, 3061 
DISUESS coe eae eee eee 449 
DOCK cree cee ee ee tenets anne 518 
DOW oes eae eter eee 968, 979 
Drafting Table...........000: 515-516, 2340 
DrOpe neces eee ees 396, 516, 522 
Emergency/Power Failure. . ..422, 424-427, 451 
Emergency Vehicle .......... 972-975, 1888 
Flashing........ 278-280, 449, 967, 972-975, 
er ee 1175, 1527, 1885, 1888, 1909 
FORK Seen es 969, 972-973, 1175, 1888 
GUN cee eee 439, 445-448, 451-452 
HalOGQOM:eemaree wee cers 422, 513-514, 520-521 
Handheld........... 396-397, 522-527, 530, 
ee ee eer 680, 689, 754, 1906 
INGIGAL aan scene 241, 248, 257, 279-280, 
aes 497, 499-501, 503, 975-977, 1885, 1887 
inflatable 23k cee ce ence 519 
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LED Portable .... 513-516, 518-524, 526-527, 


ere err 529-530, 670, 680, 689, 754, 
ere ee ee ee 967-969, 971,975 
LED Sate iva. vss 278-280, 422-428, 526, 
eee ee 968-969, 975, 1175, 1885, 
See iene aa aes 1887, 1906, 1909 
Machine Tool.............00. 279-280, 451, 
bee oReRe raced ereater eerie 516-517, 1887, 2359 
Magnetic Base............05: 516, 518, 522 
Magnihigh ans: nese e etre ons 515, 2340 
MeGicdl EXAM cacaccewancan as 437, 513-515 
Metal Halide..........ccceeeeuues 518-521 
NEMA ANE eG iee oe pete 279-280, 1885, 1888 
OVEMMGAO Ge ren cee ns eee een, 436, 438-439, 
Be eater eeeee 443, 445-448, 450-452 
PAUIWAW cacti Nees tay coach naracestia 464 
PeHNGleh ane ee oe seen 975 
PilOticeee nee es 163, 165, 167, 240, 243-244, 
ree rte 247, 257, 330, 3034, 3036 
POL ADICG saeencenec ne 396-397, 429, 513-514, 
Aare 516, 518-522, 530, 670, 672, 674, 680, 
ee 689, 691, 693, 754, 967-969, 971, 2359 
RGOUING is. ee erates Serene ae 516, 2359 
Rechargeable Stick..............20055 522 
Reflector ........... 396, 430, 493, 495-496, 
ee ere err 514, 516, 519-520, 522 
Revolving............. 972-974, 1175, 1888 
RODG she sateen ce act eees 429, 979 
Salew GONG aceec eee ee ea 1527 
SCONC eee ee eee ce eee 975 
SHOU eee ete ee eae 461 
Signalin@...csecaseeeces 278-280, 972-973, 
Sen a err ree 976-977, 1885-1888 
SHGWDIOW sees eee ee eee een eer: 969 
SDOle tees 396, 516, 520, 522, 524, 527, 
Bre rte 530, 680, 689, 967-969, 971 
SlaeKablGea cece ee 279-280, 1887 
SIGhaecc than oe een ete n 463 
SING pero ce rte. Wk ec eee: 429, 519 
SUOUC ae ere: 279-280, 969, 972-973, 
ate ee ee eee 1885-1886, 1888, 2052 
TacliGdlicauts cnsueudacues ema sans 528 
Cl) ee ee ee ee eee 429 
TaSK ees ae 440-441, 451, 513-517, 520-522, 
eee 670, 672, 674, 680, 691, 693, 754, 
Sere ee ee nce 968, 2340, 2359 
UMMM Gieic-crseera eee Crean aaeaataa 920 
MbAICGON Geet wera setae ome c nae 1527 
WRUIGRs eee eee sec cae eee eee 978 
WOUDIG a ace ranaee nar 396-397, 516, 522 
Vehicle Exterior.......... 967-969, 971-973, 
eC Oe re eres 975-977, 1888 
Vehicle Interior. ...... ccc eee ees 968, 979 
Vehicle Marker........ccccceeeeees 976-978 
Vehicle Spot............. 967-969, 971, 975 
Vehicle Stop/Tail/Turn ............. 975-978 
Vehicle Warning..... 967, 972-975, 977, 1888 
Warning........ 278-280, 967, 969, 972-976, 
See 1175, 1230, 1885-1888, 1909, 2052 
WOK amates ene 396-397, 451, 493, 516-522, 
eee 670, 672, 674, 680, 689, 691, 693, 754, 
er 967-969, 971, 979, 1320-1321, 2359 
LIMESCALE REMOVERS... .910, 1503-1504, 
eee 1520-1521, 2702, 2704, 2707, 3011-3012 
LIMIT CONTROLS 
Beit eset peor ceeereies 590, 3030, 3032-3035, 3040 
LIMIT SWITCH 
Bases teas ese eee 264, 268 
BOUIGS ee saree tae 264-265, 268-269 
Contact Blocks........... 264-265, 268-269 
GlaNdS acne monn eet meena etme. 268 
HeAUS naan tennant 264-265, 268-269, 271 
LGVGIS cre ease 264-266, 268-269, 271, 274 
Receptacles...............5: 264-265, 268 
LIMIT SWITCHES........ 264-271, 276-277 
LIMIT VALVES, 
PICCHIG ens ee nee ee eee 2871 
PHEUMNQUC con. acne eee eee 2547 
LIMITERS, 
NOMUUGE ce traweer sare cee ae 153 


Can’t find it? Go to Grainger.com®. 


Testers, Telephone.........0..26+. 


Voltage Thermostats... 3019-3020, 3022-3026, 
3028, 3030, 3034, 3074 


LINE SCANNERS, 


Pliers . . .839, 841, 846, 848, 854-855, 861, 863 


Sanitary Receptacle 


Trailer Hitch Safety Cable/Chain 


LIP BAUM core Soe ee ee 1829 
LIQUID 
EleCWICAMADG araes ete ss conan oe 905 
FIOW: SWITCHES: cu secu ee Ga eee 2687 
Hand Soaps......... 1496-1498, 1501, 2736 
LINGIDIVOIS Si cee a tenance ene 3015 
MGGSUROS: reefs a enews eee certs 930, 1525 
Transfer Pumps.......... 679, 896, 936-937, 
oe 2630-2633, 2638-2639, 2642-2652, 
ee eee 2673-2677, 2690-2691, 2693-2694 
LIQUID LEVEL 
Gauges......... 581, 1140, 2495, 2681, 2912 
ROUShcn eA eau tadner cae eae 2912 
Sensors........ 581, 2678, 2680-2681, 3007 
Switches ....... 291, 2620, 2628-2629, 2640, 
eer 2678-2679, 2681, 3046, 3092 
LIQUID-TIGHT 
GORGUItseeeecnc cree eee see 321-322, 324 
Electrical Connectors 
eee eee 315, 322, 325-326, 342, 449 
SEGMGRINGS: 2 cern make oneeiseienias 322 
LITERATURE SORTERS 
Sie ele aes oe ee 1349-1350, 1372, 1383 
LITMUS PAPERS............... 632, 2702 
LITTER BAGS.................. 950, 1000 
LOAD 
ANAIWZGIS sc cent eo nent 547, 551-552 
GellS eae ee ecstatic came eaten 1426 
CialniBINGETS stances cee nce. 1107 
Gauges, Hydraulic......... 2468-2469, 2471 
GNIEStec ate ne eater 2574-2575 
WGICAIGIS aiee sete ee eae ee: 1065 
RGIdINGIS cee tere cies 197, 1104-1106 
RINGSigec eee eee natene ee eta 1069 
LOAD CENTER 
Bolt-on Breakers......... 196-197, 199-200 
GOVETG esac ee eae ake oes eee 189, 191 
FICE PIALGS since canes eee nee 190-191, 198 
FUSES cer cee anine eee ee 179-180 
Ground KIS i ¢sc0e% ca eres 175, 190-191, 198 
INSUIALON KIS cce enc cte meme eau oe oe 191 
LaDeIGe ea eae eee 370, 373 
LOCK KIS sac en eee mare awns 191 
Main Breakers............... 190-191, 196 
MalnLMGSe veneer tence ere 191 
Mounting BaseS.2ci.5 2santcanaess 191, 198 
NeutralUGS csasenu ene ee regan 191, 198 
Plug-In Breakers ..............055 188, 191, 
Sone nee en: 196-197, 200, 202 
LOAD CENTERS............. 189-191, 197 
LOAD HUGGERS............... 1104-1106 
LOADERS, 
DeDiiSnce ee eos ee ee 1000 
DUM rears tanenee ce 1144-1146 
LOADS, 
Powder-Actuated Tool.............055 2169 
LOCATORS, 
ANGIG ta ee een oe eis 882-883 
Buried Line/Cable ........... 565, 866, 1009 
Caplerauliem terete ears cere eee are 363 
Melaliee recess ee 565, 885, 2044 
BIDE cen corte tenn eenaneeneeeneas 565, 866, 1009 
Pitchiand Sl00@ si6 cccacanaan 882-883, 2425 
SDIIGBOX ee ece re eae ee ar: 565 
UUTIVIEY) eeacees tere ceo tetertrcpstaregee teeters 565, 1009 
LOCK 
Accessories, Keyless Access Control 
Sree rCr ee 1125, 1971-1972, 1974 
Dallenies’ -arcewescnweseoen 534, 1976, 1996 
GabipSice nae see ee eee ae 961, 1961 
GURLENS acts erin cee et cancion onc ares: 671, 817 
Devices, Keypad ............... 1973, 1976 


1-800-GRAINGER (472-4643) 
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Lock - Lubricants 





Devices, Push-Button .............005 1978 
Fraim@AUaDlClS..cnacuet «sneer eta 1974 
Installation 1001S \c00.ccceveeweee wen oes 706 
Kits; Edad) Cemmtehis ccnccate @ case amwecte 191 
DANGIScaeae eg ce wet nne tear arene te 1939 
LUDHGANIS Gren etc eee 902, 2442 
MOURTING KIS 0002 exceihe es eat ee ne 1976 
Power Supplies........... 1976, 1978-1979 
Washers....... 2055, 2087, 2092-2095, 2097 
WIG acetic acre nae Sei onee ened ora 1094 
LOCKDOWN 
DGORLOCKS: 2 ete ane eee 1980 
Riise eee ee eee ener 1835 
LOCKER 
Back PallelSs cn seeriecn aed seaena 1262 
BaSeSs noe eee ee eee 1254, 1256 
NOPScrees eae es 1254, 1256, 1262 
LOCKERS, 
Antimicrobial.............0000s 1257, 1260 
BIGGIE eemnunceerieutrctne nn nee rere are: 1482 
BOX oe eee eee 1253, 1256-1261 
BUIKSIOfAGC eee ec eee eee 1262 
CelPNONG sacar mth vara ee 1261 
PlaSliG Ss saveas een ene ce ene 1260 
S@e-TNOUGN ccaccvcee eaves ewes 1258, 1262 
MODI errnaceer ec acenione 742, 745 
WarghOe: scene coeene cee 1253-1262 
VEG eee ene are ne case ee tee eee 1262 
LOCKING 
BOXES cee eee 1303, 1350, 1967-1968 
GlamMpSee rca eeeeree: 837-838, 2319-2320 
CONMMEGIONS casi ncae cea 322, 336-340 
DiAWEIS enna en een 1320-1321 
GaSKGlS aes teas nase tana 2206 
HaSPSeessaacces 191, 296, 1953, 1959, 1962 
[nletS esse ee ne ree 336-338, 340 
PINS Seo cere 2150-2152, 2321 
PICS oe eee ee 838-840, 843, 859 
PINGS carers ee eee ae 334-340, 342 
POWORCOMS 2 oe east euece eee iat 353 
Switches ........... 242, 244, 246-247, 255, 
Teer Cnr eee re 275, 277, 330 
Thermostat Covers ......cccceeeeeees 3022 
LOCKNUT PLIERS ................... 839 
LOCKNUTS, 
Black Malleable Iron Pipe ............. 2769 
BraSS IPG ere ee ee eee 2791, 2793 
CORQUIL swe Ge homeaccat's 315, 320, 326, 407 
Deformed Thread. .......ceceeeeeeues 2083 
lA Gres seucear tetramers arene 2083 
Galvanized Malleable Iron Pipe......... 2769 
SIOUNCING ie ace eee ee eee: 315 
HEM arctestecne oe 2056, 2079, 2082-2083, 2769 
JOM eae eter mencetie ae nyee ehetor tees 2082 
MGM saniama taetcosnis 2079, 2082-2083 
C0) Bee sos ee a any ree ter eee Pet 407 
Nylon Cord Connector ................. 326 
Nylon Insert......... 2056, 2079, 2082-2083 
SalGlVAVNEG i eer veutn tod sitiecncted 2083 
Stainless Steel Pipe................6. 2782 
SiGeliPinG:s setae cc aes ee eee 2769 
(OPC Eee eee 2082 
MUBINGHetc sercee anne ae en cea: 407 
Washer-Attached........ccceeeeeeees 2083 
LOCKOUT 
Bags/PoucheS ............00065 1948-1949 
BOXES Henn nese 1948-1949, 1953 
GaDleStarcancsee wan enonae weer: 1946 
HASOS teen ee eee 296, 1949, 1953, 1962 
Kits..... 167, 191, 296, 1948-1949, 1951-1952 
Labels iow etrerne ane wne ates 1939, 1953 
Plug Devices ......... 328, 1946-1947, 1952 
SIMS eee 1918, 1920, 1924, 1951 
SIAHONS oc. sae eerewn eae 1939, 1950-1953 
NaQgSarccae ewes: 1938-1939, 1949, 1951, 1953 
NOOIBOXGS:. ccatre ees ees 1948-1949, 1953 
Training Materials ........ 0.0 e eee 1943 
Val¥@S 6 cccaxcs 2553, 2595, 2598, 2601, 2603 
LOCKOUTS, 
GADIB earn teem oe nae 1946-1947, 1952 


Gidea reece ye canes 1948 
Circuit Breaker......... 191, 199, 1945-1946, 
Re ee ee eee 1948-1949, 1952 
CONMierr cease tees 328, 1946-1947 
Electrical Panel....... 191, 1945, 1948, 1952 
Gas CVING Glens ore ane tern ree 1947 
HOSE CONG seat canara ces ee cess 1946 
Multipole............ 199, 1945, 1949, 1952 
PadlbGkc eee 191, 199, 1948-1949, 
re er ree 1951, 1953-1955 
PUG fee coer een 328, 1946-1949, 1952 
PREUMNALIG 22524 1946, 2553, 2595, 
rere err re 2598, 2601, 2603 
PUSh=BUION: ace secede ana eens 1946 
ROUnGHANGIAse acc ee rg earn eae 1947 
SWHEM i erica terrane 298, 330, 1946 
Wale arse ence 1946-1949, 1952 
LOCKS, 
(See Also Padlocks) 
AUIOMAUG ee eco ee eee es 1975-1976 
Ballielacwe were aoc ake mince 1139 
BiOMBINIC cat ace te reas 1973 
GabiGle tee teen ceeteaeeon eens 1963 
Gaver rmaeunec ue cee 961, 1353, 1961 
Calieecm ests sae toner 1317, 1963 
Cam and Groove Arm..............00, 2765 
GCaSleier ciate et meen came aes 1220 
Combiliatign:='....eces cere eee: 1960-1961 
Computer/Laptop.................005 1353 
COUDIING: Semaine ecco cen: 961 
CHlIMINIGA see eee emer ss eee a. 1985 
Deadbolt ........... 1123, 1973-1974, 1985 
Door. . .298, 1123, 1971-1974, 1980, 1985, 1995 
DeaWOhgee eee ene 1317, 1963 
Di eee ieee ae 1139-1140, 1861 
Electromagnetic.............0055 1975-1976 
Electronic........... 1971-1974, 1976, 1980 
ENGIOSING S200 2 oct oats ec 296, 1317, 1963 
EXIPAlADM tress teee aa eres aati ee 1996 
FaUGGlecee ee cee ees 2911-2912 
FIQOR re tisete nee eeteeerae treo 1220 
dl Oren ace tere am ecient 1975 
GaGa eters eee eee eee 962 
High-Security...............005 1975-1976 
Hitelige eae the en eetna a aces ae ee 958, 961 
Key HOWWGn ea eeeraeee eee nee 1967 
Keyless Access Control..... 1971-1976, 1980 
Programmable............ 1971-1974, 1980 
PuSH-BUUION....< 2. acs on 1971-1974, 1980 
Remote Control .........00e cue rene es 1976 
Thali pines cameras eee ee 961 
SU Tarnane hele iat teehde ae nie ae eee 1961 
Vehicle Interior/Exterior............0005 957 
MIHEEL on ee ce ad poe aa reaerine s Snee 957 
LOCKSET CYLINDERS............... 1996 
LOCKSETS, 
ADA-Compliant ...... 1973-1974, 1980-1988 
GlasSiGaiiee ste heme re 1980-1989 
Classroom Vandal-Resistant........... 1973 
ClOSelccee eee ee 1982, 1986, 1988 
COMMUAICAUNG!:: ocekeee ea. see eee es 1984 
Cylindni¢al’ss255 ke eenacss 1980-1986, 1989 
QOMNMOIY:. 22.2. c mesa onee re ast 1984 
Entfanee: ee sect caus 1973-1974, 1980-1989 
EXIe cee aes 1985, 1987 
Heavy-Duty ......... 1980-1985, 1988-1989 
HOSDIdl eke nee ee 1984-1985, 1987 
HOE ree tere ees ete 1984 
INS TVMIOM: Secs nas sec ee es ees 1984, 1986 
INUGUDEN Cer eee kim cc names 1984-1985 
KEVICSS ENUYis nunvaunnawectnmn 1973-1974 
KNOW sere mc etree 1985-1987, 1989 
LOVGl Peccaniawieest eee 1973, 1980-1989 
Ligature-Resistant.............. 1984-1987 
Light-Duty.......... 1974, 1984-1986, 1989 
OINCC ewe ace 1983-1984, 1986-1987 
PaSSdQGe ee ene te ae 1981-1989 
PRIVAG Wire aettasst seem ie tee teeta 1981-1989 
PUSHPG eee ee rere ee ee 1984-1985 
Standard-Duty....... 1980-1983, 1985, 1989 
SUOFEHOOM acces sas ees 1973, 1981-1989 
LOCKSMITH'S HOLE SAW KITS........ 706 
LOGGER SOFTWARE................. 563 


LOGGERS, 
Humidity .......... 584, 592-594, 618, 3008 
POWOlccts etree tahoe cee 551-552 
Temperate 3..222- 244: 943, 562, 580, 584, 
oe 587, 592-594, 618, 620-621, 3008 
NiDFallON ecmacercr es wetness 568, 593 
LOGGING TOOLS ................... 1007 
LOGIC RELAYS...................... 224 
LOGISTIC STRAPS............. 1104-1106 
LOOP 
GaltkalORS serra veces eave ae ce 562 
GlaMD Ser caqcae ein remanence ett 2078 
LOOPS, 
PO Olea ies creer nee nee tania rene eae 1098 
LOPRERS (eee ee es 1006 
LOTION 
Dispensers..... 1496, 1498, 1501, 2727-2728 
SOdUS or eee eee 1496, 1498, 1501 
LOTIONS, 
MOISUUNIZING: teecense ees eee ans 1498 
POSH ANY cre coer ees eee genet: 1829 
LOUDSPEAKERS 
eee ees 1885, 2022, 2037-2040, 2052 
LOUPES Ao eres teers eek 2340-2341 
LOUVERS, 
DO Ghetto ter Se nici eee ae 2937 
Electrical Enclosure..........c.eeeeeee 300 
Evaporative Cooler...............0085 2998 
EMaust-Fallin: scm aaececas see 2939, 2967 
Gas Uni Healel sc erase een ee coe. 3088 
Intake Faliiactnc ae eee ier a aes 2939 
PIGNUNPHEALel caccak cewek ccuaawees as 3076 
LOW-BAY 
Fluorescent Fixtures ...........005 444-445 
LED Fixtures......... 436, 438, 443, 447, 454 
LOW-FLOW 
Bal fimeleis sase saunas cece eee 618 
FaUGGIS ease anne e es 2733-2743, 2760 
Shower Heads..........000000e 2744-2746 
TONCIS: near oenisee en cae 2755-2756, 2760 
Uti alS eee ea eee 2759-2760 
UPIGAS nace ce acco ene econ 2437 
LUBRICANT 
GOMAINGES. eucmne seen aeree eetet 2461 
Filters, Automotive.........ccccceuueae 947 
PEASE iee crac ecye entrants 232, 899, 901, 2438 
rere 2442-2443, 2450-2453, 2585, 2746 
HOSCSaane ae re oe een 2461 
MISLGRS ee ee ne cieneae 935 
PUMPIBIGaels. -cmwsesaee cea nue 2463 
LUBRICANTS, 
Aerosol.........00. 899, 901-902, 906, 922, 
eae 2438-2443, 2445, 2457-2459, 3012 
Air Compressor ...........5 946, 2455, 2457, 
Ee eT rae 2567-2568, 3007 
AlMOOle nce see es 2438, 2455-2457 
Airless Paint Sprayer...............4. 1628 
Antiseize ..........0, 901, 2441, 2443-2445 
Automotive......... 894-901, 903, 946, 2438, 
er Cre re 2440-2442, 2445 
Bar and Ghaligncaccules ose uccaae ne 2441 
Bearing ..... 898-899, 901, 2438, 2443-2445, 
aA ae ie tenree eee ear ee oe 2450, 2452-2457 
Bio-Based ..........see0ee 899, 2438, 2454, 
Re rrr ae eee 2456-2458, 2460-2461 
Biodegradable... . 898, 2438, 2441, 2454-2458, 
VERT ee errr re 2460-2461, 2568 
COAG ee ene rene coe 2443-2445 
Cable Pulling............., 849, 2438-2440 
Chain and Cable............ 849, 2438-2442, 
eee er ere 2444-2445, 2457 
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CHAI SaWie eerie see rene 2441 
Compressor.......... 898, 2454-2455, 2457, 
ee re ee 2567-2568, 3007 
GONGUGIIVG: Judie cennevalen es 232, 2443 
CUUING ce eee 873, 2351, 2438, 2457-2461 
DiGlEGIIGs se: see es cates 2438-2441, 2445 
Digsclin scores cence teat 895-897 
Dry Film... . 899, 901, 2438, 2440-2442, 2445 
EICCINONICS 3c eee ee ee 2440-2441 
EDGING Gatien eetnn coer 894-897, 900 
FDA-Approved .. . 901, 2438-2442, 2444-2445, 
Se ee ere 2454-2455, 2457 
Food-Grade..... 901, 2438-2442, 2444-2445, 
Bearer 2450, 2452, 2454-2459, 2568, 2779 
Geal aac seen 897-898, 1594, 2438-2441, 
errr 2444-2445, 2454-2455, 2457 
Grd DMG en reece nes 2441, 2443 
GUNG oes cee eran eee 2438 
High-Pressure ......... 898-899, 2438-2439, 
er re ere 2441, 2445, 2455 
High-Temperature...... 232, 899, 2438-2441, 
Ronee 2443-2445, 2450, 2454-2455, 2458 
HOISUsa ee eee 2438-2439, 2441 
VOPABICOilentcre teen ere cer 897-899, 
hire ie mea 2454-2456, 2468, 2492 
Industrial......... 849, 898-899, 2439-2442, 
Seon re ier 2445, 2454-2457, 2498 
AT): GTLUT | aegeeenen ee peece ee gence cen ecco open 899, 2450 
LOCK est eee 902, 2442 
Low-Temperature ............... 899, 2438 
Metal-Based ........ 2439, 2443-2445, 2458 
Moly (Molybdenum Disulfide) 
Sra 899, 2439, 2441, 2443-2444 
Multipurpose............ 898-899, 901-902, 
ee ee ee 2438-2442, 2444-2446 
Nickel-Based Antiseize .......... 2443, 2445 
Non-Ozone Depleting........ 901, 2438-2441, 
eer ree Ce re 2445, 2456 
Nonflammable............. 901, 2438-2439, 
et eer rer es 2441, 2445, 2458 
NSF Rated H1......... 901, 2438-2442, 2444, 
Saar maunen es 2450, 2454-2458, 2568, 2779 
NSF Rated H2.... 899, 2438-2441, 2445, 2459 
O-RING @anccten: cena: 2173, 2438, 2450 
OU eecnuc eee e 873, 894-902, 1377, 1594, 
2891, 2438-2439, 2441-2442, 2454-2460, 
See eee 2468, 2492, 2658, 3007, 3012 
Oil and Fluid............... 873, 2457-2460 
Open Gel S24 oe tee a 2438-2439 
PASl@ ee eer 2443-2445, 2457 
Penetrating .......... 901, 2438-2442, 2445 
Plastic Safe.......... 901, 2438-2441, 2445 
Pneumatic Tool ...........00000e 898, 2456 
POIWOUESICN wc decree ak wneewny ca 2439 
PIRES ec2cs 901, 2438-2439, 2441, 2445, 2457 
PUIG epemsersnc terete 901, 2438-2439, 3012 
PUIG anertentctes on ear 849, 2438-2440 
PUMDes eae: 898, 903, 946, 1594, 2455-2457, 
See ae 2581, 2585, 2658, 2690, 3007 
ReMiPeravlON). ccacs ee cw eecawdna 2568, 3012 
RUDUCK sc ee tees 901, 2438, 2440-2441 
Rust-Preventive.........cccceeeeae 901, 906, 
emt tee 2438-2441, 2445, 2456 
SINKCUUEN fae eae See ene 1377 
Silicone ........ 901, 2438-2439, 2441-2442, 
Senn arsine 2444-2445, 2450, 2452, 2779 
SDMGRce eee ee era 2456 
Spray........ 899, 901-902, 922, 2438-2443, 
Pepe nen ames 2445, 2457-2459 
SUCK eae eee 2443, 2457 
Synthetic Machining ............ 2458-2461 
Synthetic Multipurpose 
See er ee 2438-2439, 2441, 2458 
Threading Oil......... 873, 2351, 2458-2460 
ike MOURIAG ence osaa weak earns 953 
NhAClOhee eee eee 894, 896-899 
TANS MISSIOMis scence wee ee eee 897-898 
USDA BioPreferred....... 894-895, 898, 2438, 
vere 2441, 2454, 2456, 2458, 2460, 2568 
USDA Classified H1......... 901, 2438-2441, 
eee 2444, 2450, 2454-2458, 2568, 2779 
USDA Classified H2 ... 2438-2441, 2445, 2459 
Vacuum Pump........ 946, 1594, 2455-2457, 
Sree ees eer 2468, 2581, 2585, 3007 
Walle era cries ere ae 2452 
Voice/Data Cable. ..........c0ees 849, 2440 
Water Soluble ..............00. 2457-2460 
WEA ee ect 2439, 2441-2442, 2445 
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WIIG cern cekreetcee percenan omenetarce: 2428 
Wire Pulling.sc.30ane0eaaans 849, 2438-2440 
Wite RODG)cccecceuaenae: 2438-2439, 2441 
LUBRICATION 
Adaplers ce eoscn = tess eee a 934-935 
Needle Valves ........ccceeeueueeees 2464 
NOZZIGS vane ceacene eee ee 2461 
OINEeVel'GAUOES . 2. asec eee 2464 
PUMPS =s seca 931, 933-937, 2461, 2463, 
. ..2047, 2672-2674, 2676-2677, 2691, 2698 
VaIVGStan caeatnis anette 937, 2461, 2465 
LUBRICATORS, 
AirLine ....... 2595, 2597, 2599, 2601-2603 
Air-Operated .............. 936, 2461, 2465 
Glial eracausaeteicencteetek mee 2463, 2465 
BICCIGr act eme neat eter gee: 2463, 2465 
FlOW SIGMiee een eee ee cee 2465 
GRAVIEY meme ane ace ereen taste 2463, 2465 
GIGASe Seater G aera 2465 
Waa eerste seer aera comin oe meee eee 2465 
Oilekeemeamars diae en tenncTe 2463, 2465 
PUN eee eneeae ete tae eres 937 
PUI OIlGtese cee eeeeieuerei eye ctereare cetera: 935 
LUG NUT WRENCHES................ 953 
LUGGAGE 
GaltS ang: WUGKS 3 dias eee ccete sues 1186 
LOCKS ee eee cena ee cee 1961 
LUGS, 
BalleiVec rete cern cee cern ne ne 924 
Gable. oe eee 191, 379-380, 392, 2424 
GINGUIFBYGGKGl .ccrcas tacos arcse 198, 392 
LUMBAR SUPPORTS................ 1706 
LUMBER GRAYONS.................. 884 
LUNCH TABLES ..... 1340, 1444, 1482-1483 
LURES, 
BUG itew act necnasniearaa ni 1021-1022 
LUTES, 
Asohdliiteesaceme sine ce memasamuas er 999 
LUX METERS................... 571,625 
MACHETES.................... 812, 1007 
MACHINE 
COVERS caer en cee es 1100, 1410 
DOES ae eee ae 1192-1193 
FGChe ere etre ties 1222, 1224-1225 
KOVSitenee nan one aran eae te 2177 
WOVGIS Secreta ae 1189, 1192-1193 
NUlSe eee ee eae cc ans 2080 
SUIGIIS arene eee ne eee 2363 
SUANGS sae wares 1324, 1343, 2355-2356, 2359 
NADIES enecan eet eae ae 1169, 1322-1325 
TaDGenencoene cae ec unatns 367-372, 375, 
A Ren era 1378-1379, 1397, 1927-1931 
TAPS a oe meter ee inks 2262-2274 
MACHINE SCREWS, 
BittOn=MCad sn cea seh eeaanedan nates 2104 
Cheese-Head...........0000008 2099, 2102 
GOUNTETSUAK. 5 iii ccd. 2101, 2104 
Flat-HedGccaxce coeay wwe 2097, 2101, 2104 
HOX-MGd0 eas ees ee eee 2097, 2100 
MGIG actos cee: 2097, 2099, 2101-2102 
OVdl-Head cece aevewnauewctas 2097, 2099 
Pall-M@d0- oo ec eae 2097-2100, 2104 
Round-Head......... 2097-2098, 2102, 2104 
Tamper-Resistant............... 2101, 2104 
RIM SMGA0 to eat eens et cet eer 2100 
TUSS HAC arte cee erent 2 2100, 2104 
MACHINE TOOL 
Lights..... 279-280, 451, 516-517, 1887, 2359 
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Power UnitS.......ceeee ee eeees 2472-2474 
PUMPS 2346, 2638, 2691-2692, 2698 
WIR (MW) ore eee ees ane 344 
MACHINE TOOLS 
See emer 816, 2344, 2347, 2355-2362 
MACHINERY 
BUMGCES 2 oeeneee sone oe eee nee 1129 
EVODONS ice cece 274, 2076, 2078, 2317 
Guards... . 278, 1132-1134, 1230, 1315, 2363 
MACHINES, 
Bathroom Cleaning ..............005: 1578 
DeDUING2 ee cae eee eee 870 
EXGICISG see cree neha eters 1477 
FMISHIAGecm emerson wire hee pararne 2361 
FIQOES ceeee eee 719, 1578-1579, 1581-1582 
Key DEPIGAEMG Mics csemcchetec nesta. 1965 
Label cteeeteucues 367, 370-373, 1379, 1403, 
Sere ee ae ee ees 1450, 1927-1930 
LONMINALOG ae. eer e eeecemtne een ctrec ners 1380 
Metal-Forming............. 816, 2355-2356 
MINN Girt een ceeeennee 2344, 2347 
NEITIBGHING eerste are raerrtert. 1363 
Pipe CUMING seecasnay sec: 869-870, 873 
Pipe MKeagiNG!. an kcane eee een toe 872-873 
SHMINK Elliacerume ene atta ken eens te 2310 
SIGN ences Meee te eae eee ee 1929 
SIGN Gllee eee ee 1403 
SUGTEN WEAD cae acces etre ature a eaenctnt's 1417 
SUIDING areata ne 1611, 1627-1628 
Tape ee ee eee ee 889, 1396, 1398 
VOHGINGieaccieaen ov emeauiye te 1494, 1830 
Waterjet: Cutting: 22sec. teeee erence 2358 
MACHINING 
Air Cooling Devices .............00085 2083 
Clamps .. . 834, 837-838, 2316-2318, 2322, 2346 
Digital R6AdOWS 2.0.0.5 cece ee ees 2335 
FIUMGS eta p eos nee 873, 2351, 2457-2461 
LAGS ees een Ge Deer eae eree tne 2347 
Microdispensers ............000eeeee 2461 
Mist-Coolant Devices..............05: 2461 
MACHINIST'S 
FIlOS sem oces tier ene eeielanees rere aan 818-819 
LeVelS wae een ea to cee tare 2336 
SO UANGS cree ere rene beer nee. 2334 
NOOUSEIS ween ence arorar 2330, 2333, 2343 
NISGSee ee cues 831-833, 874, 2318, 2346 
MAGNET COVERS................... 829 
MAGNETIC 
BalldsiShra cre arene 476-478 
BaS@iLIQhisy s.c27 2 coke occecten 516, 518, 522 
Garo HOIdGhS =. .cecns eres mera 830, 1230 
GUIDS Ste aces cee eee en ere ee 830 
GOS wicca crinenaane: 162-164, 170, 173 
Contactors.......... 162-163, 168-174, 3035 
GOMEAGIS arrestee tee comes 2053 
Document/Card Protectors ............. 830 
DOO HOGS 2.3 cere hee eens 1976, 2003 
DHINPRESSCS277e aeteete ae ake eee 676, 740 
Drive PUNIDS 22 sceeveee: 2648-2649, 2697 
Dry-Erase Sheels. 220.254 geese caeeree 830 
FIdSHIQUIS «2 nus scan 523, 525, 529, 531 
Ghats eee ee ecto ee ere 1116 
HOOKS ota aetn ee ene ecenvees 829, 2019 
Indicator BaSeS .........ceeeeeeeeees 2333 
Labeler nwaer roster eee eee 1230 
Levels: o5 eee te ee 848, 880, 882-883, 2422 
LINnGiRGlAaVS sk ween anaes See ean 3035 
Lock Power Supplies....... 1976, 1978-1979 
LOCKS ee see re ee cen seer eerie 1976 
Message Boards .......... 1358, 1367-1371 
Mounts; Pegb@and cc. eee ree: 1332 
NUEDNIVGNS erence ee ees 700-701, 804 
Particle Inspection Kits............... 2427 
PanCleS 2c ee eee 2427 
PICKUPS cee racer eee eter ae 824, 830, 1066 
Screwdriver Bits ......... 698-699, 801, 857 
SChCWORIVENS ..c5cen as eaee es 798-801, 857 
SENSOES Same ee ene een ee es 567 
SedkdOlScnn «memaornemne ee ee: 1066, 1116 
SlanlehS. ac ssa eace 161-162, 164, 168-169, 
ea oe reer rrr 171-172, 174 


SINS seers 829-830, 1332, 1367, 1926 
SWECDEIS? races ete a ure 824, 990 
TACKS tna reas cient ene 1359 
ADG ca eae winceeatontneinc wens 829-830, 1926 
Tool Holders..........0000s 745, 1332, 1605 
WaySe2 eae ere ee 824, 830, 917 
Welding Grounds sv.02 cascmees ace ec 2424 
Work Schedule Kits..............0005 1369 
MAGNETIZER/DEMAGNETIZERS....... 802 
MAGNETS, 
RIGOR eran see = hee oe 824, 829-830 
Bake meneame ttc inom ecard ice 830, 990 
BdSOireenee ee eee eee 829, 2019 
BIOGK cere serene retecere rere ec tenerreeeers: 830 
GCeramiGassceceaas 824, 829-830, 1066, 1116 
CHANING lence eee nese ree 829 
Clibsreen ee ere cei ee ee 829-830 
CoDaltred ccc mate cutee ek ees 829 
DISC ee ee eee eee 829 
DISPlAY BOANG. 2. cece cece cece 1359, 1367 
DOQie 2 ase cee mee cece cullen 1976 
BVCDOI tance wees ete ue aeerate ee 829 
FOFGIGN ODjECt EVG. cite cc ae ried 1830 
HONIG sere mecaste nnnc trees eae 829, 1066 
NOMNG se eee eae 824, 830 
HOOK apenas 829, 2019 
HOISESNOG eee tne ee eG 829 
EabeliPrittel..nreece sees 367-368, 370 
ALG Hiatt eerste ete a econ 829-830 
ENING iancamucre ee: 824, 829-830, 1066-1067 
Message Board .........sseeeeueeues 1367 
Neodymium........... 829-830, 1066-1067 
PO eer ees horrre Serene ote 829-830 
Rare Earth..... 824, 829-830, 1066-1067, 1116 
SILI ecerereeenti orem eva arrernerter cae 829, 2043 
Samarium Cobalt.............00. 829, 1066 
MIG AdeCIPOSI eee 829 
MAGNIFIER 
HaNGlOSecntcmate ese e cnmeene nae 2340 
WOAUS earns ee cteee ner eer ete 2340 
DIGNIS Serco ene tere eee rece 515, 2340 
MAGNIFIERS, 
HangnGl@ sce soa eene 1830, 2340-2341 
POGKGlAcrremauns crete ae eee: 2340 
TASKEIGNE sone snes came ones 515, 2340 
MAIL 
Cart CaSielS::..2 eee 1195, 1197-1199, 
Ree re ee er ae 1202-1207, 1211 
GANS rane taen hee marae 1157, 1349 
CheStS/HOUSES c.cccead cerns tanee nis 1969 
SIIS3 te tee eee 1349 
SOMeIS nace sec dnmecaaeneane cient 1349 
MAILBOX PEDESTALS/POSTS........ 1969 
MAILBOXES.................. 1349, 1969 
MAILER CARTONS.................. 1401 
MAILERS, 
BUDDIB ee ee ee ee eer ae 1406 
Hazardous Material...........000000. 1836 
LADORAIOI a oweera er oecne cece 643, 1402 
POW eaete penn eee ate 1406 
MAILROOM 
SCdICS oyna ee ee 644, 1379, 1427, 1429 
(abICS see vate aan 1349, 1399 
IMUCKS enti e ann ne 1160-1162, 1172 
MAINTENANCE KITS, 
AIP COMPRCSSOR aac eee ee 2567 
RIED eee teresa eee 2587, 2589 
SHOWDIOWON 22 eds ceeer bas Sera ce 991 
SOG GtiING sac eerie ee ee eee 235 
MAINTENANCE SETS, 
FAV GN LING ek cerca aera sce risman 2468-2469 
MALLETS 33. eee 827-828, 862 
MANCOOLERS...... 2920-2921, 2923, 2998 
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MANDRELS, 
Abrasive Disc.........c.seueeee 2374, 2382 
Bore Poushier: cc sacureceecs ces 2371, 2381 
HOM SdWitinceee ete nae ements 708 
RGAE 100le se nee ee au ee cence cae 724 
Surface Conditioning............ 2367, 2389 
Wheel... c.ccaenee 2374, 2381, 2385, 2389 
MANHOLE 
BaIelS secs tees awe oan a 1783 
EQdUEIStecimae ane ae tee ae 1030 
LINGES terete eee 1066, 1783, 1858 
VENIS esi ceenes oan nen 1784-1785 
Work Shelters ...cc.cccec dew ewenn wees 1783 
MANIFOLD 
AGAPIGIS te, e eee cece ape et 3006 
BIGEKING! DISS aw eme sees eek on an 2043-2544 
End Plates -t. .cset eee ees 2543-2544 
MoU eS eee era eer: 946, 2994, 3005 
MOMS came ona een cere eae 2542-2543 
REQUIGIOIS 2.2 cc ncsaee. « 2042-2544, 2594 
Valve Bases......... 2543-2545, 2549-2550 
Vale SUOOI KIS. caer teeta ee 2046 
MANIFOLDS, 
BaSGh anon Se knee ee 2549-2550 
Decontamination Shower ............. 1824 
FIRG erate eer cee eer 2805, 2852 
HOSCvacc oar on ete eens 2424, 2461 
PHOUMALC seen nie aeons 2461, 2542-2545, 
ete ee er 2549-2550, 2586, 2852 
Vacuum Filtfation.. os ceecccc.eeses cas 661 
NaWG rae erence 2424, 2473, 2542-2545, 
pe ora rere mor er ee 2549-2550, 2852 


MANOMETERS. .. . 571-572, 619, 2677, 3010 


MANUAL CHAIN HOISTS ....... 1056-1058 
MAPP 
GAS eae ee eee ee ene 2437 
Gas TOrcheS . cc sssseevees 1003, 2433, 2436 
MARBLE CLEANERS................ 1519 
MARINE 
Back BOXCS 722 see ence eee 310 
Ball ValWeS 22. eeees erase ee een ss cs 2866 
ConnectOr BOOS sic ccc ce eewnanea ces ' 337 
Connectors...........05. 334-336, 338, 341 
GODIEIS Avance eee cee eee 1827 
EXMaUSE HOSES oo ccdvaeus euceeeaaan aes 2606 
Grease...........00. 899, 2450, 2452-2453 
HOSO ClalMPS:: ccc = teense ace to ake 2033 
MIIEIS aera steer ncuee 330, 336, 338, 341 
OS ete ee eons 895-896, 899 
QuUGIS2 enone 338, 341-342 
PIOGIBOOSicmecmemenneurre re ceumtysne 337 
PUGS ene crete en 334, 336, 338, 341-342 
POWER GOMSter ere eer ee 399 
PUMPS 5 aeons 679, 2630-2631, 2633, 2640, 
ee eee 2647-2648, 2676-2677, 2691 
Haus. soe eerie ees 2027 
ReceptacleS.........ceeeeues 338, 341-342 
Sealaits:..:.< ccs cases 905, 1900, 2232-2233 
SPOUlOiiSseeene ees eee ae 971 
SWHGEN/BOOIS aatewosausevere cena ce 262 
Veggie Switthess os ee cee ee 262 
MANE AAGKS isc erm ers eee 960 
Vehicle Antifreeze ......... ccc cece eee 903 
VIRGIN EINES eco es ce eae sone 1084 
WIRGNESi centers ere eres eres 1085 
MARKER 
GhavONS eee eee ee eee eee 1614 
HOWMGRS# omnes ate eee ane 1367, 2428 
MARKER LIGHTS, 
WERIGIGR tanneries 976-978 
MARKERS, 
ANNCAINGH eres auton Grane 2428 
Ball'Paliilican cas ane caccee eee eeu ne 1615 
CD nee eee aoe 1365, 1615 
COTE ee ere tse tenn eee carer eee 373 
GhaVOllis gun ccatneememeare eee 884, 1365, 1614 
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Driveway/Property.............0eeees 1912 
DIV-ERdSCs coche cree ee cee 1367 
Ele@CtiCdlls.cs2cee ee. 305, 367, 370-371, 373 
Role (Mereree aes ee 1364-1365, 1614-1615 
FIUOFESCCIN cant waaeces eceees 1364, 1614 
High-Temperature ...........05: 1614, 2428 
INGUSUElAll ctw cece 1365, 1615, 2428 
Ke eee 1364-1365, 1615 
EAvOUlA nh nce 884, 1614-1615, 2428 
LED Pec veh cane tact ube aanas 529 
LUBED pated can 884, 1365, 1614-1615 
Metal recente 1365, 1614-1615, 2428 
Pallili cooper reer eae 1365, 1614 
Pavenielitis -.aencaee ernes ane 1614, 1904 
Permanent..... 1365, 1401, 1614-1615, 2428 
RIDE aecoiee wecdcen ene 1614, 1927, 1932, 2422 
SOaUSONG=. creo aren ee. 2422, 2428 
AGINPOLA coer meee ee 1614-1615 
UU ee acon ear anase ae ean des 1614-1615 
WeldiNG eae cere cera e comes 2422, 2428 
WiKO ee aaraccean inet: 368, 370-371, 373 
MARKING 
Chalke nena rece ene 884, 1610 
IAS a rraen seer eens sauiteier nce ek rie 1907 
AB eres ene ee eae 1403 
Measuring Wheels.............. 877, 1611 
PalMtSecsoy once wrens me 1609-1612 
PORGIIG so orem nee e ee 884, 2428 
POS crease carn eaten 1364-1365, 1614-1615 
PISIOIS* create eee eaten omer 1611 
SAKES cue couse eee ae ces 1912 
SldllPSiceeee em eee 1934-1935 
WaPC cate went euhie aanhne mete: 1900-1904 
WandSeoeearne elon eeere ane ae 1611 
MARLIN SPIKES .................... 862 
MASKING 
BIMeree ee ene ee 1099, 1623-1624 
TapCaaecona wank 1384-1386, 1388-1389, 1391 
MASKS, 
GleanhGOMpe ase ace 1738, 1758 
CPR (Cardiopulmonary Resuscitation) 
eens ee ee ie 1831, 1837 
DSi eee 1738, 1758-1760, 1762 
Paruculat@cc 22. an rases ccs 1738, 1758-1760 
ReSDIRAUl ce cane ene eet 1758-1763 
SOIUGI ty ances ee recor e eerare 1389 
MINGRW dl wenn cencret nace tenn sas 1642 
MASONRY 
Anchors... 1632, 2147, 2161-2168, 2170, 2172 
BIMISHES sist nccs arcs eens 892, 1544, 1622 
Coatings............ 1596, 1598-1600, 1602, 
TT ee ee ee ey 1604, 1632, 1634 
Dn BitS cae eee 709, 711-714, 716, 
ee eee eee 851, 2161, 2166 
EPOMWi rsa « muarm iran fen acre 1633 
Hammer Drills........... 665, 667-668, 675, 
ee tae 683, 687, 690, 693, 710, 714 
ENG MAIKGIS 2. cnne cee eaaccereroece 892 
MOldl cee te or eear ames 1632 
Nall Seep gerccta ne pees iar ee tee eet 2111 
Repair Materials ............... 1597, 1634 
SaW Bla@eSe ote. cece een ees 719-721, 727 
SAWS iy csr een earn 673, 717-718 
SOIGWS oot tn cea eterna 2166-2167 
Sealants........ 905, 1599, 1604, 1633-1634, 
eer ee eee 2230-2233, 2724, 3012 
WONGSS see eae eee eee 892 
NGOUANS enter aaa ee eee 892 
MMOWElStaneeaeneen cern cmenieee 862, 892 
MASTER TOOL SETS 
ee ee ee 744-745, 758, 760, 854 
MAT EDGING ................. 1893, 1897 
MATCHES.............c.cccceeaeee 3096 
MATERIAL AGITATORS 
ear eee 889, 891, 1141, 1605, 2689 
MATERIAL HANDLING 
BIQWGRSH ae execu draynteat ic eerecinenmnce ee 38 


GaStOSa as estes eae oe 1195-1214 
HOSES - cq ae ere 2608, 2610-2612, 2844 
LiftS 2 skee 1033, 1065, 1173-1174, 1178-1183 
MATS, 
Antifatigue...... 1048, 1890-1891, 1893-1899 
Antistatic........ 561, 1890-1891, 1898-1899 
ANtivibtallOny see neces ec ee eee 1223 
Dalen see css ornare 1472-1473 
Glidlitectasee teat a eee 1336 
COndueluve aan. eesaeec eens: 1891, 1897 
Contamination Control 

een eee 1892-1894, 1896, 1898-1899 
ENifanGe’. seen hee ere eee 1890-1892 
EQOROMIC \sonrescctnesnenn an 1893-1898 
EXCIGISG ana eet ee eee 1477 
Fileheerceene aee eeee e 301 
FO a seeeeeee 948, 991, 1099-1100, 1336, 

eee 1711, 1847, 1890-1899, 3069 
BOOCSCNVICG eee ene 1895 
INDOOR secon ees ene seeenee 1890-1899 
Interlocking .........s000: 1893, 1897, 1899 
WIGNER cseue eee oor eer 1895, 1897, 1899 
KIO eerna oe on ee eee cae 1705 
Modular....... 1048, 1893, 1895, 1897, 1899 
Nonconductive............ 1711, 1897-1898 
Pressure-Sensitive Safety.............. 278 
Ramp FIOOF san ees sien ceases 1893, 1897 
RESCUE eet ates eee ae eee 1821 
ROTARY CUMING! neice eater tories 814 
RUDDEl ec ewe sey cau 1711, 1890-1897, 1899 
SGC Winneea eee ae eee 278, 1711, 1895-1898 
SGlapeliec eee ea 1890-1892 
Slip-Resistant ....... 1890-1893, 1895-1900 
OONDEND ee ee oe eee eee 1847 
Static-Dissipative .......... 561, 1897-1899 
SWIC oneeme eee orem tee ere 278 
TACKY eee ey cron cee 1899 
MPG WACOM eee ee cree ee ceea ear 957 
NRCG econ ear ware cers ae eee ean 1003 
Urinal/Commode <2 2eccc. ac oerca cae 1505 
NMiNVlcerepereeterste ccearnters 1336, 1890, 1892-1898 
WeldiiGi ea ccte con ewes 1896-1897 
Wet Area....... 991, 1890, 1893, 1897-1899 
Work Plattonit sc. .:csancenene ox 1048, 1895 
MATTOCKS/PICKS...... 827, 862, 999, 1820 
MATTRESS 
Bas:cccaven ttc mune pore een tee 1410 
GOVEISE sents cere 1410, 1468-1469 
ENGASEMONNS: cnc ce eee sae een 1469 
INAOSien et te erate ana 1471 
PaCS scene Varesee 1468-1469, 1823 
MATTRESSES, 
Dee crea ears at oe eee mre 1471 
HOLE ere ee errs 1470-1471 
PUSONSereee mea en cemenanmncns 1471 
Temporary Emergency................ 1471 
MAUS cas oe ae es 825 
MEAL DELIVERY CARTS............. 1445 
MEAL DELIVERY HEATING 
Charger Plate Bases ..............00. 1445 
Induction CHANQElS «esiciconewiass ces 1445 
MEASURES, 
LiQUidecn ere ee eee 930, 1525 
MEASURING 
GaN Sarrcus ricer torere eee cee eer e 930 
Gores O-RING: <2 onsen eee 2173 
GUDS Ser teeta 930, 1454, 1525 
MagniniGlS 22: - pees nae ose ees: 2340 
PatallelSsee net oa ck a en eee 2329 
POIGS crate cn aan eae reee 1009 
RUlGS eeepc 105, 848-849, 875-877, 884, 

eos 950, 1359, 2330, 2334-2335, 2338 
SGAIES wise natin tere 1428, 2335, 2340 
SCOOPS ete eee 1456, 1525 
SPOONS ee ee eee eee eee 1454 
TapGec ccc acrtente ee 848-849, 875-876, 2837 
WHCEIS ca cece oan 226, 567, 877, 1611 


MECHANICAL 
BENOGIS ta acceeeinmaoti aire eon erties 850 
GONNECIOIS. 4. nceceus due wee a 387, 391-392 
DOCK RAMPS 30aee ee ee eee 1128 
Interlocks........... 169-171, 199, 249, 342 
Jaw Hub Adapters..........00005 914, 3010 
la WAPUIIGES Serine ee etoctee eer 912-916 
LiPTGDICS cacineeeceet irra a ceeuctee 1181 
PONGIISie Sten recess ire Meitare crate 1364 
Scales ........ 1425, 1429, 1455, 1474, 1477 
GSWPINGS cr nemenmme annie 2823 
NAGS oe eee 2542, 2546-2548, 2573 
MECHANIC'S 
Ghai SINGS2 ese. wax nee ees 943, 1074 
CIGGHGIS hs eee ee ee ee 945 
Gloves ........ 1674, 1680, 1683-1685, 1690, 
... 1692-1696, 1701-1702, 1815-1816, 2405 
Socket Sets......... 703, 758-759, 762, 765, 
hears eee 773-774, 795, 860, 917, 919 
SIGHIOSCODES ssc etees eree soe nce 920 
MISGS ees eta siceeeree rams net tert are eae 831-832 
MEDIA 
CANIS ean ee sae ie 1353 
RACKS GDI DVD res acm i eae cree 1358 
MEDIA, 
Abrasive Blasting.................00. 2404 
Evaporative Cooler...............00.5 2999 
INCH tense ee eee 1624, 2722, 3057-3058 
MIGTODIOIDOW fanicnton cat anes 663 
Paltit COUGGIOR ceca tie aerccuie an 1624, 3058 
MEDICAL 
Certificates/Reports..............000es 963 
NEMIGGhAOISs ees eee eee eee 637 
Storage Cabinets............... 1172, 1968 


MEDICINAL SUPPLIES .... 1498, 1829-1834 


MEDICINE 
CODING Sev arenreretmra toate eseeresien sr 1495 
GUDS Secret eee ne emten eee 1436 
Vending Machines................... 1830 
MEGAPHONES................ 2037-2038 
MEGOHMMETERS........... 553-554, 556 
MEMBRANES, 
Reverse Osmosis (RO)............0005 2702 
MEMORY CARDS, 
IASI teeter tote Gemeente eer etter int 1354 
RGlaviee Serer eee ee ore eee cee 224 
MENDING PLATES.................. 2019 
MERCURY 
Displacement Contactors............... 220 
DISPOSANKIIS 2ecsoee uence ees 511-512 
Vapor EAMDS «n.ce-sare ceo cee 507-508 
MESH, 
WING: eer eeroinenecena see 2190, 2192 
MESSAGE 
Board Manes. cose ee cee ne oee ts 1367 
SlaMIPSiaen enter 1363 
MESSAGE BOARDS, 
COIs awn er ane cee 1370, 1372-1373 
Dry-Erase...... 1337, 1352, 1358, 1367-1371 
BICGIONIG= tere nce ee ae, 2022, 2050 
IN/QUUSIQIUS casccavern eaters narnia 1370 
MaGgneliGe sere ae ee 1358, 1367-1371 
RUBDEIdGK ie eee eer eae are 1372 
MINVE Rane Oe neato eene 1373 
METAL 
Adhesives ....17, 905, 1020, 1361, 2216-2218, 
Soe rae: 2220-2233, 2237-2238, 2724, 
ee eee 2819-2820, 2834, 2842, 3012 
BONGING TapGe. ce acene. secre eo anne: 1391 


Get back on the job even faster now with grainger.com/repairparts 


Cleaners........ 232, 642, 901, 908-910, 922, 
re 938-939, 1510, 1518-1519, 2446, 2963 
Forming Machines..... 816, 2355-2356, 2358 
InSpectiOn PalWiS sieved see eka baw 2427 
Markers............ 1365, 1614-1615, 2428 
Paints/Primers......... 906-907, 1595-1602, 
re Re ER Cee oe 1607-1609, 2223 
PUNCHES... eer ecae: 821-822, 852-853, 2337, 
Pree ee eee 2356, 2358, 2425, 3010 
Repall Patches. enews ee deen 2220 
METAL-CUTTING 
IUIGS Seen cence: 873, 2351, 2457-2460 
Forming Machines................... 2355 
INSGMNS. Sense teen 2301, 2303-2306, 2309 
SHEARS carte cee ere: 108, 670, 678, 688, 726, 
Sere Se eee 815-816, 861, 2356 
SHINS ce nese ee eee eae ae: 816, 863 
OOMIDIUGES wrcmctaameenr tac cenne 2305 


METAL-DETECTABLE TOOLS ... . 1456-1457 


METAL DETECTORS ........ 565, 885, 2044 
METAL HALIDE 
BallasiSere nck mee ee ae 477-478 
EAMDS sravkp teers eictens 495, 505-510, 519-520 
WOR EIGHIS totam n es 445, 519-521 
METATARSAL GUARDS.............. 1746 
METER 
Alligator Clips............005 549-550, 1779 
Batteries ...... 362, 533, 557-558, 629, 2683 
BINGING:POSIS) eee eee 561 
BNG Agaplers:.. jac nsase es seen: es 561 
GalibrationiKitS: 0: iivcessnwwceveewes 1778 
Calibration Sets, Hardness ............ 2341 
Calibrators, Sound Level............... 624 
Cases...... 362, 536-537, 539, 546, 548-549, 
ee ee 557, 565, 604, 625, 1304, 1779 
CONCKS eee eee ee 225 
Current Probes............005 540-541, 558 
PUSGSee cee eee eee eee 548 
HOISTGES etsicett rane ee 546, 548, 755, 1779 
HOOKGIIDS seco een ateer sere eee 549 
KOV Street eiey sacustes 1009, 2751, 2764 
LING SPINGISie erie ter eee 544 
Magnetic S€nSOls seis veces cen ees ean 567 
Noise Calibrators 2. occcs cscs teeeees ds 624 
ONSCISS seer te eee eee eee 320 
PC Wireless Adapters.................. 536 
POWG! GONIS = eee i eee 362, 546 
Pressure SONSONS:.. nies essa ca westeceaie 571 
Pressure/Vacuum Modules ............. 548 
PhODES 325) cae 537, 540-541, 546, 548-550, 
eee Ty 557-558, 595-597, 604, 619, 630 
PrOXUMILy SONSOIS cain conan nae ac 567 
Salty TESTIS 3222. ce nee anaes 546 
SCNSOISG seen ee eee eee 557, 567 
SHMMNS 2c cea eee ee es 560 
SOMWaleke een at tee te 536 
SlandS ea estat ake hie eee eee aa eee 571 
Temperature Probes .. . 537, 548, 596-597, 604 
MESUCIPS et cues sere 537, 546, 549-550 
MeSUEGACS are ene tanee a 537, 539, 
ee ee eer eee 546, 548-550, 558, 560 
Thermocouple Modules................ 548 
VGNAGNSctccte een naire ee 546 
METERS, 
(See Also Testers) 
AllBalanCCl aac tere en eee 618 
Air QualitWs. 2h. ccee: 543, 584, 593, 617-619 
Air Velocity....... 543, 571-572, 583, 619-621 
Ammeter ... 225, 536-544, 546-547, 551-552, 
Sere an oe ees 556, 558-559, 562, 607 
Analog Multimeter.................00. 539 
Anemometer ..... 543, 571-572, 583, 620-621 
Balomeler ances sence tree ee eee nt ee 618 
DEdHN@i cee rac cea memare cere ane 568 
BCG ete case a ae oe 558, 629 
Bench-Type Multimeter................ 598 
Gable engi, pose, wx eows ee cone on 565 
Cable Tracer.......... 362-365, 547, 564-565 
Capacitance.......... 536-540, 543-544, 558 


Carbon Dioxide (CO,). . . 543, 584, 593, 617-619 
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Carbon Monoxide (CO)............. 617-619 
CHIGKMGs neces ean ae: 627, 630-631 
CINGUIETAGER Sees soe eee 564, 921 
Clamp One tea ene eee 537, 540-544, 

ee eee tear 546, 551-552, 555, 562 
COMDUSIION ais ee ee eee es 623 
CONGUGIIVITY..5 oven eacecnorecen 627-629 
Continuity ... .364, 536-546, 551-552, 556, 558 
Current......... 225-226, 536-544, 546-547, 

Ge ee cnr 551-552, 556, 558-559, 562, 607 
Ciltrent Calibrator c¢<ccccseusneen sees 562 
Data Logging............ 543, 551, 556, 587, 

eT eee Tee ere 600, 620-621 
DG POWer SUPP cee rc eee are: 560 
Dew Point .......... 587, 594-595, 600, 620 
Dial Temperature............. 584-585, 588 
Differential Pressure .......... 570, 572, 619 
Digital Multimeter ............ 536-544, 551, 

Soar ere eres 556, 558, 562, 607, 620 
Digital MMGheee tee ores es 228, 582 
iGItAIONOUC Hee ctoteren eee: 568 
Dissolved OXYGEN! ..¢..05 ce cs ys 627-628 
DiStdNGGse see een ee 537, 604, 878, 880 
Earth/Ground Resistance....... 540, 555, 557 
Elapsed iiIMe@ cs heaeescesee eek. 228, 582 
ENON Vin tes cece acuariee 547,591 
RIDGISODU Gee vocaseeuete tes yee ec 363 
Flow. . .555, 570, 2429, 2670, 2680, 2682-2687 
FONG eters ee eee ee ee 568 
FOrk-lype Digital... cs vcccecss ass. 544, 546 
Frequency ....96, 536-544, 551, 556, 558-559 
Gas AnalyZef 27 iss ccnene cece 543, 617-619 
GaS PROSSUIGs ca cwen cue owas ee 571-572 
GECITESHNG@ ssa. ec ert et en 547 
GIGASes ceri ne eee et aren ee eee 937 
HardnesSancce ere cc cen een 2341-2342 
Heat Index. ......cccceeeeaae 583, 595, 620 
Humidity ....... 571, 583-584, 587, 593-595, 

Oe Wn eer ar re PRES 600, 607, 619-621 
Hygrometer . . .583-584, 587, 594-595, 619-620 
Infrared Temperature.......... 537-538, 587, 

ene: 595, 601-605, 610-611, 615, 672, 1455 
Insulation............00, 553-554, 556, 603 
LANE eae aan eer ap eee ners 362-363 
Leak Detector .......... 621-622, 946, 3008 
Ethie naeee ne wcnn nonnnrue et 571, 620, 625 
EUR Gee cee ere eee 937, 2682 
LU eiccnaca ea een en aie: 571, 625 
Manometer ............ 571-572, 619, 3010 
Megohmmeter............... 593-554, 556 
Micro-Ohmmeter..........0ccccuueaae 553 
Micromanometer.............0005 572, 619 
WON tence eee nee 553 
MAINIWGE cece crs itt oa he eee crane aecte 225 
MOISHIRG ae ee ees 543, 600, 607 
Motor Rotation.......... 546, 555, 566, 2342 
OT Geeeeeaeae ramen ecaetrarectey ence error aareen are 937, 2682 
ORR a eee ee 627-628 
OSEIIOSCODG rer isis sorectieres epeaet tare 598 
OVA GCA eect erates ace tne 2682 
Panel eee 225-228, 421, 559, 570, 590, 603 
PERCE LOA recess a eee ee es 559 
UM Petree ere eee eee 627-630, 2462 
Phase ROWUON: ...4cccaece seek sad 546, 555 
POW sot taea eee 225, 363, 536-539, 541-542, 

cere Rema 544, 547, 551-552, 559, 562, 607 
PreSSUNG cc ccei i eae 570, 572-573, 580, 619, 

ee ee eee 2471, 2602, 2677, 3010 
PhOD@ seater cee eee eee 537, 620 
POGESSitcan a ues ee 159, 225-226, 229, 421, 

eer 559, 562, 570, 590, 603, 639 
PUISC ree ee eee ae 559, 2684 
Receptacle Testing................0085 547 
Refractometer............. 626, 2462, 3012 
Refrigerant Charging................. 3007 
Relative Humidity............. 571, 583-584, 

te ee ee re 587, 593-595, 619-621 
Remote Temperature...... 587-588, 594, 597 
Resistance.......... 536-544, 546, 551, 553, 

errr ree 556, 558, 562, 607, 628 
RTD Thermometer............0005 225, 597 
Olen eae reeset ee 627-628 
SCAM cannulae cere em iuatt mae onan 559 
SONMOISTUNC eae caene ee eee 600 
SOUNGIEGVCI ee ae eer tate 539, 624 
Static Grounding System............... 561 
SIEGINGAUG sence ert tee ee eae 225 
SIKODOSCODG 42a ee ee ee eee 567 
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Superheating/Subcooling ............. 3009 
Tachometer .... 159, 226, 559, 566-567, 2342 
TDS (Total Dissolved Solids) ........ 627-628 
Temperature ........ 225, 537-540, 543-544, 
eee 558-559, 571, 583-588, 590-595, 
rer 597, 600-613, 615, 619-621, 627-629 
Thermocouple Calibrator.............05 562 
Thermohygrometer........... 571, 583, 587; 
ee ee eer 594-595, 619 
IMIG aera ete eee erase ne cer gee 631 
TOHDING Scone eee 2682-2684 
ViDFAlOMiee ne eee eee yee 597, 568 
NISGOSIIV sacrretenentte ne anne 651 
Voltage Detector ..... 536-538, 540, 544-547, 
TE ener e 551-552, 554, 1711 
Voltage Hot Stick.................000. 547 
Voltmeter....... 225-226, 536-547, 551-552, 
ee eee ee 556, 558-559, 562, 607 
Water Flow.......... 2682, 2684-2685, 2687 
Water Quality........... 627-629, 631, 2462 
Walley rere ee ere een 542, 547, 551-552 
Wind Speed Indicating......... 543, 571-572, 
er ee ee eer 583, 620-621 
Wire Tracing.......... 362-365, 547, 564-565 
Wood MOISTUNG. ook cee ce. cae c or: 543, 600 
METHANE 
Detectors........ 622, 624, 1777, 1781, 3010 
SEMSOISiee panera ts oe ee ae cae 1776-1777 
METRIC 
BGAanNGS sc eee a ocak eee 140-143 
DOWENPINS:e nee neers 2153 
EVODOIS Sen raere enter eerttpenee oe 2076 
Key Oleic tae acme acne mene 2178 
MOIS ee eee ee eee ee 21 
itSeeere ee: 2055-2056, 2075, 2079-2085 
SEMOWS: cance: 2055-2056, 2065-2068, 2097, 
eee 2099, 2101-2102, 2112, 2116-2118, 
eee ee 2121, 2123-2125, 2127-2128 
SGdlSieean aeons anor e en ne 2176 
MEZZANINE GATES & RAILINGS 
Cr a er ear 1312-1313 
MICE, 
COMPULEI Saeeeec enema ee tease es 1354 
SERVIC OINAGING seen enea ace ee aes 565 
MICROBIOLOGY CULTURE MEDIA...... 663 
MICROMETER 
GASES ieee tmrnrm ears kre nae ite mierecne ec 548 
MGdUS xii nierncn mnie amare 2327 
SIGNUS eect canine reece erenman 2328 
Torque Wrenches........ 783-784, 859, 3010 
MICROMETERS ........... 884, 2327-2330 
MICROPHONE CABLES............... 350 
MICROPHONES ..... 2025, 2027-2033, 2038 
MICROSCOPE ACCESSORIES.......... 643 
MICROSCOPES ................ 643, 2340 
MICROTORCHES........... 233-234, 2436 
MICROWAVE 
OVGNSi cence eee eee 1442, 1463 
PODGOMMcace ener ee acureeen same 1441 
MIDGET FUSES ...... 178-180, 183, 185-186 
MIG 
WeIdRiS jareracn teenie en 2412, 2416, 2421 
Welding Wire..............0005 2415, 2419 
MIG GUN ACCESSORIES............. 2414 
MILITARY 
Communication Tools...............5. 2027 
Fin@ar miGGaly see cue ae: 2041 
GIQVES eerste ete rete 1813-1814 
Surveillance Equipment............... 2041 
Tactical Gear.......... 527, 812, 1828, 2041 


Can’t find it? Go to Grainger.com®. 


-ss++++ 2281, 2283-2284, 2289-2290, 


MIRROR ADHESIVES 


Safety/Security .. .1495, 1913-1914, 2760-2761 
MIST COOLANT SYSTEMS 


Metal-Cutting Coolant 


MITER SAWS... .666, 669, 677, 688, 732, 2349 


Replacement Parts 


IBC (Intermediate Bulk Container) 
647-648, 651, 1141 
675, 889, 891, 1605 
Paint ... 675, 889, 891, 1141, 1605, 1620, 2689 


Peonras o 891, 1141, 1605, 2689 


i G89, 801, 03, 1456-407, 1606 


2901, 2908-2909, 3043 


MOBILE 
Air Circulators ....... 2915, 2920-2921, 2923 
BINSiyer cece 747, 1280, 1287, 1289, 1451 
DESKS eee cer yeee cena 1169, 1327 
FallSiaacit once cn 2920-2921, 2923, 2998 
PeQbOaldS -iciexcs enue coe 998, 1169, 1330 
POWeN SUDDINES .. bsn46s.e se eeoeea eres 983 
ROIMFICS Winer ete cena Seer? 1347 
SCanOlS accent ae eo 1043-1044 
SHEIWING isan crue 1149, 1155-1156, 1172, 
Te err ee 1285, 1348, 1451 
MINETSSe asa eee ane nace ae eee 1178 
Wire COnTaINGHS oc cca eas ccaes eae 1299 
Work Centers.... 749, 1149, 1169-1170, 1263 
Work PlationiiS 2222-2 acsavccne: 1032-1033, 
er ee Pe ane 1042-1046, 1049 
Workbenches.......... 749, 886, 1149-1150, 
ee er ere 1169-1170, 1263 
MODULAR 
Hose System Components............. 2461 
In-Plant Offices ............0005 1311-1312 
Platform Components ........... 1040-1041 
PlavlOnMS sass tee core eas wenee 1048 
LJ (UG c) U1] 0) 2] go eeeeeyey are seenemeeceres ere tnt 365 
SHEWMO: cen cuenueacaus oe 1244, 1346, 1451 
Stacking Racks 22220. eec. verses 1239-1240 
Storage Cabinets..... 1170, 1263-1265, 1276 
Telephone Jack Blanks ..............45 356 
Telephone Line Tester Adapters...... 364-365 
Telephone PIUGS ..... 2222205 c00c-500: 359 
Workbench Components . . . . 1170, 1263-1265, 
PC er eee 1306, 1316-1321 
WORKDENGRES cra staaiton ranean 1318 
MODULAR FRL 
CONNGGIONS:. <.ccsace cence 2595, 2598, 2601 
DialinS aramon ranean 2593 
ENGIBIOGKS tecuan ens conan ne 2598 
LOCKOUUVAIVES. . en cccece sen cus 2595, 2601 
Manifold BIOCKS 320s aceite ewes a 2595 
Mounting Brackets ............. 2095, 2598 
Pipe Adapters. ..............005 2595, 2602 
MODULES, 
AnalogOutput <0 .2.ccneees 224-225, 2686 
Communications ...... 214, 224-225, 355-356 
Data Acquisition System ............... 584 
FIGWINGIOl s.r. k ec caccees: 2683, 2686 
HGUIOM Se reese ee ee eee eee 3032-3034 
KAMP a rac ea tne nen 242, 244-246 
PICSSURGC a cone een ee nane oe nee 563 
PreSSUre/VACUUM cv ccces vv eamevan ewan 548 
Push-Button..... 162-163, 174, 240, 242-249, 
eee eee 251, 253-254, 256-257 
Relay snkstn enn: 169, 216, 218-219, 224-225, 
or ere re 278, 415, 1881 
Safety Control Resource ........... 219, 278 
ThermOCOUPIG coe ee cee wee eecs eens 548 
Voltage Suppression ..........ccce eee 163 
MOISTURE 
Displacers ...ecceu.. cee. 2438, 2440-2441 
Indicalon PiODRS ontace wee hae ee cee ee 595 
Indicators..... 543, 600, 644, 885, 1413, 3013 
MGIGIS ane can ceca ema 543, 600, 607 
MOISTURIZERS, 
BQO ce acrerte creer a ona e ear ctea 1498 
MOLD 
GIGANCS: ccs os tenn 1503-1504, 1519 
Release Agents ..............55 2439, 2445 
MOLDED-CASE CIRCUIT BREAKERS 
Serr re ere 189, 192, 196-201 
MOLY LUBE, 
AGiOSOl eve canciwnedea ds 2439, 2441, 2457 
PaSiGee oe ae i ee 2443 
MONITOR 
AlMSccnntae eon aion min ce 1320, 1343 
GIGAINGES ote eeu eee cere were 232 
MOUNISs tee cree neon nee 1343, 2022-2023 
SlaNnGS 2 eee ere ere ies 1321 


1-800-GRAINGER (472-4643) 


Sign In to Grainger.com® to See YOUR Pricing 


Product Index 


Monitors - Motors 





MONITORS, 
SHPaaS Gitte crea yets caret a ert 221, 3031 
Al Qualititeac. seunacnn ree 584, 617, 

Pee reer ere 624, 1771, 1776-1781 
Air Velocity....... 543, 571-572, 583, 619-621 
Carbon Monoxide (CO) 

Sener aan ee 617, 1771, 1777, 1882 
Compressor Olle eves eee cmins 2564 
COMpPUtCheae tee ertc casement es 2050 
Dew Pot: 23.2 esseu ee. 587, 594-595, 620 
NUMIreae ere ee 562, 583-584, 

ee eee ee 587, 592-595, 620, 3008 
HVAC Motor Control..............0005 3031 
INVGEACIINGS ccxa sande nut e wereatae 2022, 2050 
LMG eae eee a ses a ee 221, 551-552 
LOGUE nett ee tone 551-552 
NGISG Snes cenit eee aera 624 
POWeloncer coe eae ence 551-552 
SINGIG=PRESGHae oe eine eee 3031 
Temperature ............ 937, 943, 562, 580, 

ee ree 584-587, 590-595, 597, 600, 610, 

Be apa 615, 620-621, 3008, 3040, 3042 
MIke RRESSUREtee acces weet eee eas 955 
NiIDGOsen sein tones cen amna 866, 2022, 2050 
Video Surveillance.............. 2045, 2050 
Voltage......... 536-538, 544, 551-552, 3031 
Wood MOISWUI6 cc. 2cccexinccceess 543, 600 
MONKEY WRENCHES............ 862, 867 
MONOCULARS..................... 2041 
MONOPODS ....................088 2041 
MOP 
Buckets .. .1136, 1528-1529, 1534, 1546-1547 
COVGIS sane resent denies 1535 
FranlGS sche coeur ees 1532-1537 
Handles ... .908, 1528, 1532-1534, 1536-1537 
HeddS ann ecee tee net 1528, 1530-1537 
Holders ... 998, 1533, 1536, 1543, 2729, 2760 
Sink Faucets ............. 2739, 2741-2742 
SINKS nee ee eee ee trees 2729 
TRC CULITIGNIES secant eaeentavacsoncwtocces ee averene 1536 
WHHRGQGTS cnc 8 secre earns 1528-1529, 1534 
MOPS ............. 1524, 1528, 1530-1538 
MORTAR 
Application MGtS\.44¢2-2<e eae ecee. 892 
Mixels & Stands .. sec ccweecemeeewes oes 893 
MIXING (HOGS 7s cisco cet cues 862, 892 
MORTAR, 

FINCSIOD trceeceereee cece oe emer 1883 
WMaSONIV cre cece etr tierra aerate 1632 
Pachieer eee eee are eos 1631, 1633 
MOSQUITO PEST CONTROL..... 1022-1023 
MOTION SENSOR 

RlalinSae renee e ee 2053 
ISQVGES ree ta aren erect iene ear tyes 2053 
LigQhiStes: Cow. ae anes 448, 455, 462 
SWUGHES ote errs eres 462, 467-470 
MOTION SENSORS ..... 462, 467-470, 1978 
MOTOR 

AC Power Supplies ................05. 158 
AGODIGIS!o Se crn ee reene «eee 3045 
BlariniPanelSncccr acacuure acces cee 2655 
BalliBOANINGS <22ceueeree er tee ace 140-141 
BaSeS22 as cee cae none eee renee 95 
BidekGlSs. ae okie eae eee 121 
BhdKeS sans cee sent eee aa 51,95 
BRUSHES cc ete eee ames 80-84, 86 
GalldGlOlSeaace rns aamearee scan: 65-66 
GIUIGNES sar can ae where eae eee 95 
Contactors....... 163, 168-169, 171-173, 220 
Disconnects...........5. 154, 160, 167, 389 
DIGS 22a ee eee ee 27, 153-159 
FolBlAQ GS ecco recta eens 2950 
FUSCSA cv aete samen 177-180, 182-185, 949 
HeglelSeee eee ences 162, 165-166, 174 
Lead Splice KIS). 2 cecerscues ots 376, 378 


GAUSS aan eee Gees meetin eee 389 
Malfunction Detectors..............06 174 
Oise eee ee ae 894-898, 900 
Overload Protection........... 160-174, 182, 
Dae 189, 216, 219-220, 224 
Protectors ...... 154, 167, 172, 189, 196, 3031 
FalNSHIClS secs ays cies nance ee eee rene 51 
Rotation Meters......... 546, 555, 566, 2342 
RPM Testers..........5, 159, 566-567, 2342 
Speed Controls ............... 27, 153-159 
Switches ........... 162-163, 165, 167, 174, 
er TE err 259-260, 273, 3045 
Vibration Switches............c0eeeees 174 
Weathershields ............0ccceeeuues 51 
MOTOR CONTROL 
CODES arses ek ete ere oars 155, 345, 348 
CONMECHONIKIS 56 fens cc.cernese leas 155 
OVI AUS crrcraeee anne iranian et certs 155 
Panels ween eaten mane nee 2655 
OONWONG teen ese ht ene se eeae reer. 155 
Switches ... 160-165, 167-169, 171, 174, 217, 
eae 219-220, 250, 259-260, 275, 287 
MOTOR CONTROLS 
eens oe 27, 153-165, 167-174, 215, 217, 
eee: 220-221, 250, 259, 275, 287, 3035 
MOTOR MOUNTING 
BASS sens paeten vat eet reece 95 
RINGS senetee ce ce ee ea 2658 
MOTOR MOUNTINGS.............. 95, 121 
MOTOR STARTER 
ALANS he eee e sere neces ene ne 174 
Gireutt Breakers: .c. 4 eccs nee e deco nes 189 
COlSseee cee ne tau eee 162-164, 170, 173 
Contact Blocks. . . .162-163, 165, 170-173, 248 
CONLAGIOISc. seeder rites cee tae 173-174 
Contacts..... 160, 163, 165, 169-173, 218, 248 
Enclosures sneer ee tease ne 163, 170, 173 
FUSG:INGICGIS ct ee er eve ea teaweee see 163 
FUSES oe ae ee 177-178, 180, 183-184 
Handle GualdSe 2. ens oe eee 167 
HealeNS cack ast ecke em 162, 165-166, 174 
Overload Relays.......... 161-164, 168-172 
PUQEIQILS: enc eacee teeters tree aces 163, 165 
Push Buttons. ... 162-163, 174, 243, 250, 275 
RESCISi ocuine ee eee vise eae ae 163, 169 
Switches ........... 160, 162-163, 165, 167, 
Peer rr re ere T 174, 250, 275, 287 
MmiermalwatS ...cccceee. 162, 165-166, 174 
MOTOR STARTERS, 
Air COMPICSSON we. c25ch2¢eg0cde%< 165, 167 
Combinalignsss. eee ee aon 160-161, 164 
Definite Purpose ............0000: 165, 174 
DISGORNECHINDG awctrawdcn denen a 160 
Enclosed! << cas. ecs 153, 160-161, 164-165, 
eae in iene 168-169, 171, 174 
FractlOlldlinccancraee scence cars 165 
IEG GombinaliOn’. se20a.. 2 cece senses 160 
IEC Magnetic......... 160, 168-169, 171-172 
[EG MGHH EL ee ee eres ears 168, 172 
IEG Seli-Protected so ciacc.cdtchaenceas 160 
MagneliG....creicaan 160-162, 164, 168-169, 
Sa erect: creer aevemennees 171-172, 174 
Malitidliwccncetescrek eon 165, 167, 172 
Nonreversing.... 160-162, 164-165, 168-169, 
Dea tre nears ane 171-172, 174 
Open .......... 161-162, 164-165, 168-169, 
Cee Per Terre ere 171-172, 174 
Reversing. ... 161-162, 164, 168-169, 171-172 
Self-Protected........ 160-162, 164-165, 167 
SOMASIaiie sce meena mcm aalee 153 
Solid State Overload .............. 161, 164 
MOTORS, 
1-Phase Belt-Drive ............ 8, 10-11, 35, 
Pee A nae ease ear 56-57, 61-64 
1-Phase Direct-Drive.......... 31-32, 34-35, 
eee eee 44, 47-50, 52, 56-58, 61, 63 
1-Phase Farm-Duty................. 34-35 
1-Phase General Purpose .......... 8-14, 19, 
Bee ee reer 36, 61, 63-64 
1-Phase HVAC........ 28, 38-54, 56-64, 2998 


1-Phase Pump-Duty ........ 8-13, 23-26, 28, 
Pepa ee 56, 60, 64, 79, 2654 
1-Phase Washdown..............005 31-32 
2 Oldie scree e a 36, 38, 41-42, 44-47 
2-Speed Capacitor-Start ............. 10, 64 
2-SpeediPoC. 2.2 ccee tas 44, 50-51, 56, 58 
2-Speed Split-Phase.......... 8-9, 56, 61-63 
2-Speed Three-Phase ..........0000000e 64 
3-Phase Belt-Drive ..........0000eeeeee 57 
3-Phase Direct-Drive............. 35, 55, 58 
3-Phase Farm-Duty..............055 34-35 
3-Phase General Purpose ... 11, 14-21, 28, 64 
3-Phase Hazardous Location............. 29 
3-Phase HVAC ......... 29, 54-55, 57, 60, 64 
3-Phase Premium Efficiency.......... 14-21, 
Darcie eee Mean ee tia aetea eet 23-24, 28-31 
3-Phase Pump-Duty .............08: 14-25, 
ee ee 29, 31, 60, 2654 
3-Phase Washdown.............0005 31-33 
S-SPCCUiRoGe-ccccossseeeen. 44-45, 50, 57 
3-Speed Shaded Pole ...............05. ay 
So DAMIER vicatec sie vega euse ent 40-42, 60 
A-SUGCUIE OG sarees « mene eet 44-45 
4.4 Diameter .........c0ce ue eae 43, 45, 58 
H-OPeCd Rows. cnensteakas sur cnn unety ¢ 44 
DUNO ne ee eon ces Gee es 45-46, 50 
RGIDG Fenian erase eer ests 36-37 
Adjustable-Speed .......ccccceeeeeeues 35 
GMAT eaten nc ean wean earn oka 61 
Agricultural Fan............ 28-29, 34-35, 56 
Air Circulator........... 47, 49, 56-58, 61-64 
AIPCOMPIGSSOF sa223 522. nenns occ acees 36 
Ale CORGHONG. vac eac eviean ees 42, 44-56, 59 
Appliance/Tool..............200: 36-37, 64 
AUGGIDING c 2. bccurcesevere res ce 34, 2474 
Belt-Drive............. 10-11, 13-16, 19, 35, 
ER er er er 46, 56-57, 61-64, 2998 
BEVGlagG nae ceca wo anne oe 26 
Beverage Machine......... 26, 39-40, 47, 61 
Blower........ 8, 27, 35-36, 38, 40-57, 59-64 
BIUSHIESS22 cee anne e een: 39-40, 47-48 
C-Face. ..11-14, 18-25, 27-29, 31-34, 36, 61, 64 
G-Brdiiesecceace ence arses sce eeee. 29, 38 
Capacitor-Start Farm-Duty ........... 34-35 
Capacitor-Start General Purpose 
ee rr ae ee Ce: 9-14, 19, 64 
Capacitor-Start HVAC.......... 28, 36, 56-57, 
OR herr ree: 59-60, 63-64 
Capacitor-Start Pump-Duty 
ee ee ee 9-13, 23-26, 28, 56, 60, 64 
Capacitor-Start Washdown ............ 31-32 
Gal Washes eee set enw coe os 31, 33, 37, 2474 
Carbonaton PUMP scsi ence cck ee ae cee ee’: 26 
Centrifugal Pump........... 11, 13-24, 27-28 
CikculatonmPuMm pe: eacmntaeee arcs: 60, 2658 
Close-Coupled Pump..............55 22-23 
Combustion Blower..............00000e 60 
GOMpPIGSSOl 2. a een Coen, 36, 42 
Condenser Fan .... 39, 44, 47, 49, 51-55, 63-64 
Conveyor.......... 8-9, 11-17, 19-21, 27-28, 
eee ee rr 31-35, 2474, 2577 
GOOVING TOWER sees emis eens cece cnn 30 
COPING ION ieee te. cmnae cease 716 
ChOP-UIVGleenst cera ttrrere ee eee 34 
DaMDOh tice eect eee 3044-3045, 3100 
Direct Current (DC)............ 27, 33, 39-40, 
Ra tae eee eee 47-48, 2493 
Direct-Drive.........eeues 13, 19-20, 35, 40, 
Ort eae ye 44-50, 52, 55-58, 61, 63-64 
DratiBOOstehver cect eee er come 60 
Eye eta 39-40, 47-48, 2954, 2957 
Energy Efficient........ 14-21, 23, 28, 30, 64 
Evaporative Cooler................ 56, 2998 
EVADOFAION: Fall sccntis ce cantvenatnene oe 38 
Exiaustihalincecome seven eee aces 29, 41 
Rallies 8, 16, 27-30, 35, 38-59, 61-64, 
Rene ater ern Orne 2493, 2943-2944 
Fol DUW ec ccesawan aetna teen 34-35 
Flange-MOUNE ..2ccres ds eeee ve ee 21, 41, 59 
Food Processing .......... 26, 31-33, 36, 61 
Foot-Mount......... 17-18, 21, 23, 28, 39, 61 
Furnace Blower............ 8-10, 12-13, 44, 
ee Ce eee ee 47-51, 53, 56, 59, 62-64 
Gear (See Gearmotors) 
Hale DIVGl a eee ee a eee 38 
Hazardous Location............ 28-30, 2675 
HeanPUliDeccerec cas ease ee oens 51, 62 


Get back on the job even faster now with grainger.com/repairparts 


Heating/Cooling........... 27, 38, 44-54, 56, 

ee ere 58-60, 63, 2658 
High-Temperature ...... 44, 49-51, 53, 55, 63 
HVAC crete ies 28-29, 38-64, 2658, 2998 
PAM GAUING eteecte een rsrercetaiers eae 2474 
IEGue crete ane ee ane eee 21 
EEE SA cert tenia cee he nue st 28 
Industrial......... 8-23, 26-29, 31-33, 36-37, 

ee ee 53, 57, 59, 61, 64 
Inverter-Duty...... 14-19, 21, 23, 28-31, 54-55 
JERAGGi Acces recat eres 24-25 
Jet PUM Dive etarcacianee ee ice 13, 20, 24-25 
Kitehen Extaust: 2 iiced con eee cau ae ts 40-41 
LUG-WMOUN conan tee names 41, 44, 60 
MeING an ee ree ee 21 
MODIG HOME nook sree te eee 27,47 
MGGUITOl ae eee ee eee 3044-3045 
ODP (Open Dripproof) 3-Phase 

eae a 11, 14, 17, 19-25, 54, 57, 60, 64 


ODP (Open Dripproof) Capacitor-Start. . . .9-11, 
. .13-14, 19, 23-26, 36, 56-57, 59-60, 63-64 


ODP (Open Dripproof) PSC......... 25, 46, 57 
ODP (Open Dripproof) Shaded Pole........ 36 
ODP (Open Dripproof) Split-Phase 
rrr ere error 8, 26, 56, 60-63 
OEM Replacement...... 36, 38, 40-41, 43-44, 
. 46-47, 52, 57, 60-61, 63, 2493, 2658, 3045 
OUIIBUMGR age een er arcinatnneta 59 
OINCOOI ae ete ecn ae ema 2493 
OPAO (Open Air-Over) 3-Phase ........ 54-55 
OPAO (Open Air-Over) ECM ........ 39, 47-48 
OPAO (Open Air-Over) PSC 
eee 40, 43-46, 48-51, 53-54, 57-58, 60 
OPAO (Open Air-Over) Shaded Pole 
See eee 38-39, 41-45, 47, 57-58, 60 
OPAO (Open Air-Over) Split-Phase...... 58, 63 
PON oct ena 36, 41-42, 52, 56-57, 63-64 
OSGilatinGincns = cases See ces oes eas 58 
Permanent Magnet DC (PMDC)........ 27, 33 
PREUMALIG ae cee wen eee e ao oe 2577, 2675 
Premium Efficiency........... 14-24, 28-31 
Pressure Washer ...........0000e0ee 26, 31 
PSC Direct-Drive ............. 31-32, 35, 40, 
Ree A renee ins 44, 46, 48-50, 52, 56-58 
PSC HVAC........... 40, 42-46, 48-53, 56-60 
PoC: PUMp-DULY. 222 eeeee cee 25, 40, 51, 53 
PUMP ceercee ca 8-29, 31, 34, 36, 56, 60, 64, 
SER oer 2654-2655, 2658, 2675, 2998 
Refrigerator Fan............5. 38-40, 47-48 
Severe-Duty...............5. 20-21, 28, 30 
Shaded Pole...... 36, 38-45, 47, 57-58, 60-61 
SHUT ee etree es 2936, 2938-2939 
SU deans ooh er etn aaa nes 20 
Split-Phase Belt-Drive......... 35, 56, 62-63 
Split-Phase Direct-Drive .... 34-35, 58, 61, 63 
Split-Phase General Purpose...... 8-9, 59, 63 
Split-Phase Pump-Duty.......... 8-9, 26, 28, 
er et ee ee eee 56, 60, 2654 
Saare-FlANnGe neienceece eee ane one ns 25 
olaltiless Ste@l 2s iueesece ceases 31, 2654 
Submersible Pump ............. 2654-2655 
SWamp Coglel. 2002 .ccccceeccGae: 6, 2998 
SWIMMING POG) se. esse ceaveae sewed eee 25 
TEAQ3-PhdS@ se. eee ee 55, 58, 64 
TEAO Capacitor-Start..........ccc cece 35 
TEAG PSG. ceeeeees. 31-32, 35, 40, 43-44, 46, 
Ree Mee ae oe ee eee 51-53, 56-59 
TEAO Shaded Pole............ 39, 41-43, 47 
TEAG Split-Piiase. 2. 224 c0csaxe 35, 58, 63 
TEFC 3-Phase ....... 15-24, 28-31, 33-34, 64 
TEFC Capacitor-Start........... 9-10, 12-13, 
er re er ere 26, 28, 31-32, 34 
TEFC No-Base......... 13, 19-20, 28, 31, 34 
TEFG Split=PhaS@ 25 sinc cceesaanarasanne 9, 42 
TEPC UniverSdlicescctecce var ceten es 2675 
TENN Gee ee, 12-13, 15, 18-20, 27-29, 31, 
eee ee oe 33-35, 42, 57, 59, 61, 64, 2654 
(MGR eters eee ee eee 417 
TOPSIONIFIEX 2 eee ee eee 47, 49-50 


Totally Enclosed Air-Over (See TEAQ) 
Totally Enclosed Fan Cooled (See TEFC) 
Totally Enclosed Nonventilated (See TENV) 


Transformer Cooling Fan..............4. 58 
WeRraING: eee teehee ee ene 14-16 
WAI BGAN teen eee poe 39-40, 61 
Unit Heater Blower......... 38, 44-50, 56, 59 
NIRIVGRS Ale acer tee aneera aries 36 
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VAGUUNA saree tna perce aictame acre 37 
WIDE ALON cero teeter eee eens erate 36 
WaSHMOWH cmc te wearin erate teas 31-33 
Wet Environment. . .15, 18, 21, 28, 30-33, 2654 
Whole-House Fan ............0ceaee 62-63 
WIMGIIGs wen ene eee erate yee cre 2474 
VOKG=MGUND kee aueaceene ee we 31-32, 58 
LONG WANG cic contre tnd once ae nai 3037 
MOUNTED 

Abrasive: POUMS 2. eee cance eee aes 2392 
U-RNGS cee ene ee ee eee 961 
PONS; RESID oir aoe here ee 2392 
MOUNTING 

GHauielS 2 -ada no eeean cee. 216, 394 
KilSetone nce ea cees 1134, 1230, 1885, 3043 
NUlSee ences eee aon 2594, 2596 
Pall Seance cern recta tee: 1223 
Rails POWwen OMiPieccan cn were cea ae 1320 
SUGS@ar eee 2145-2146, 2172 
Tracks, Lighting Fixture. ...........000s 430 
MUDGS ere caer neaie keratin aeutears 279 
MOUNTING ADAPTERS, 

BINDR alist ee eee aes 155, 170, 216 
ReldV edibles ses ae eemteetee need 162 
MOUNTING BLOCKS, 

FURNAGGh erence ce ate mntn te mrareacen: 3094 


MOUNTING BRACKETS (SEE BRACKETS) 


MOUNTING PADS, 
Alr CONGMIONEN.3 2-224 s. ae eew eee cess 3094 
CablediGuen sete eee ee ee 410 
MOUNTS, 
AG DIVG ewe een es 155, 157 
Air COMPICSSON sacs ccee a aeces a sees 2561 
Di GuIRMCh cen. one ncecnae ne 2537-2541 
AIRING st ee eee eee eens 2582 
ANleN dice nears cok corner at aia en 950 
Automotive Lamp. ..... ccc eee eens 2055 
CavlePaNWaW: 3. oe ce cena eae 1884 
Cable evans vaecutseae cae 317, 408, 410 
GOSIBL eee roe ned neces 1214 
ConlmnGhnen rts ere ea eee 2023 
Circuit Breaker........... 191-192, 197-198 
aInPON Seo seer cn ee ee, 3045, 3101 
Dar RGUCORe ee eto 3103 
Electrical Enclosure... 198, 258, 312, 317-318 
EraminQuRlOG@l eae. ete ence es 316 
HEALED w icscteacs paeares 2947, 3070, 3073-3074, 
Paonia cen ae 3076-3078, 3081, 3087 
Hydraulic CylinderEnd ............... 2480 
JID Chane seer chen aerate 1064 
EASE: aa nenirccna cee ee eee eee ete 881 
LOVBIING: ease ann aes 880, 1222, 1224-1225 
Lighting Fixture.......... 317, 452, 457,517 
MEMITOM ar eee eee cae 2542-2543 
Melle cee ee sn ae eae he ee 225 
PAGHILON see er 1343, 2022-2023 
NO er eee eee as 95, 121 
Pallet'Rack Guard): sies.6cceckes eens 1230 
PRO|GGION steer parece ee einen 2023 
Radiant Ceiling Panel................. 3076 
Rubber Vibration Isolating........ 1221, 1223 
SNOWE MOGs eecceccm crc ain ces 2746 
SPedkGl asec ee eee es 2023, 2039 
Static Pressure Sensor ...........0.000 571 
TaSk WGRtrec ewan cccunemmcnns ares 1709 
TMGNINOGOUDIE eae ede ceeee cst e 230 
TRAILER IMIG arena ere 958-959 
TUDWIG) cece scores 319-320, 2586, 2796, 
rer ee 2826-2828, 2830-2831 
| Serer ercn aera eta orccuny rer fuer 2022-2023 
WaING sata can mma rs 2477, 2546, 2550 
VOIGE/ Dale canner anrertea nti 355-356 
Wall Heater ......... 3073-3074, 3077-3078 
MOUSE 
PlaulOniS eee eer ee eer 1321, 1343 
PADS ecreente oases nents 1017-1018 
MOVERS, 
Gabii@lsve ca ees 1192, 1870 
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WaGhINGh etree tates er, 1189, 1192-1193 
able sian comic nian Weeden i 1168 
MOVIE SCREENS................... 1353 
MOVING PADS & STRAPS........... 1410 
MOWER TIRES..................... 1220 
MOWERS, 
AW oko ae eae eee ee ee 986 
MUD 
MIXGIS;: ceca k caaeee ene 675, 889, 891, 1605 
PANS ere eters rere eres aeaee 889 
MUFFLERS, 
GOMUIESSOl as asses Mee nee 2575-2576 
EMMAUSL conch ee eee neces 2551, 2575, 2603 
NMaKG se ete tao eee 2575-2576 
Regenerative Blower................. 2575 
Va Gti: PAID ore ctawes oe caer alse hanes ene 2575 
MUFFS, 
eee eC renee era 1648-1649 
MUGS 2 eee eae 1444-1445 
MULCHERS .................... 986, 988 
MULTIMEDIA CONNECTORS ...... 356, 360 
MULTIMETER 
CODIGIS ace cern cea tees 936, 948 
Batlery Changers -ccccccsaeeaneclceme a 533 
Cal ES re ceceteenreente vente seamen c er 550 
GaSCShte ae nesee ces 537, 539, 548-549 
RUSOS tee oak censure ee comer 548 
HOISTONS pres rears ee eeete een 546, 548 
PIODGS ccacschean 537, 548-550, 558, 596-597 
SORWANG He ee ten eee 536 
TestLeadS xccc.2 esc: 537, 539, 548-550, 560 
Thermocouple Modules................ 548 
NOGUPACKS are a eee ee 936-537 
Wireless Connection Adapters........... 537 
MULTIMETERS, 
AGING eee eee reer eeetene: 539 
BENCHED ssn cee utc nnen tie 598 
GOMpPOCH sennscentee ne 536-538, 543-544 
INGMab an coeucna es 536-546, 551, 553, 556, 
TE oe re: 558, 562, 607 
Handheld....... 536-544, 551, 556, 562, 607 
EOUGGINGi eee eee 536-537, 551 
USGINSGODGSitcce ee eee, 4 598 
Portable........ 536-539, 544, 551, 556, 562 
i £0 eae Pee ees Pare marae) Reem 537-538 
MUGIRIIS: 32 en eee 536-544, 551, 556 
MULTIPLIERS, 
NOMQUG races ocean mete nen ance 786 
MULTITOOLS 
er ree 681, 683, 687, 800, 813-814, 2751 
MUSCLE PAIN RELIEVERS........... 1829 
MUSIC 
WIGitmes staal aemy aienmeccnnnns ena 2191 
WIFG SPRINGS 22sec cree cee deere as 2158-2159 
NAIL 
ANIONS eae cates es aren eros 155,757 
BdQS oor eee ee ee 755, 757 
BRUSH GS x tcetn te ene a nee toe 1547 
Guns..... 669, 679, 695, 890, 2496, 2498-2500 
PUILGES 2 eres cre tanta nies eae 823, 839, 953 
PURCHOS cacti ae cee rk ene ate or 821 
Selo cust cried ene anie ne annns 821 
SAPS 2s eee eae cee cee eee as 319 
NAILER 
Battery Chargers.............5. 2496, 2498 


BUC GIGS oe aeeeme cee ree 2496, 2498 
Replacement Pails «isc cccteceaqnetes 2500 
NAILERS, 
Air-Powered.............. 2496, 2498-2500 
BkdGinss siren Min Maer: roe: 890, 2496 
CONCICIE eee mea eee 2500 
Cordless..... 669, 679, 695, 2496, 2498, 2500 
EBIGCIIGsecnccee erase 679, 890, 2496, 2500 
Finishing ..... 669, 679, 695, 2496, 2498, 2500 
Framing..... 669, 679, 695, 2496, 2498-2500 
NPAC wee ee see ome? 2500 
Impulse ..... 669, 679, 695, 2496, 2498, 2500 
Pale oe erent rear 679, 2500 
Pneumatic....... 669, 695, 2496, 2498-2500 
ROGHNGaaneencein we case maar: 2499 
NAILS, 
BOK ree Cee er eee te eee 2111 
BhaGlierec wa mene cnne mem an 890, 2497 
Cap oases ree ee eee ae 2111 
[E|| Heuer erence rere eater ees een are 2499 
Go llatGGiaccamtecine ie eetccicar te aes 2497-2500 
COMMORe eee ee ee 2111, 2499 
DGCKe eee eee eh eerie 2111 
Dpryvalll areca teretteorta ere cle wenenciae tana reteee 2111 
FINISHING eee ae eee ne 2111, 2497 
IDOQWING etre tens teres acorns eee 2500 
France. see eee eee 2111, 2498-2499 
GalVaniZzedi esse ec en 2111, 2497-2499 
MaSOMIVec cee sealer iets trend 2111 
PHCUMAUC sce eet eee a ecen ene 2497-2500 
ROOMG i. re ee ee 2111, 2499 
SCAMOIMING: oe cere nae oie seca 2111 
OINKGbG. cone nee amen ea mea 2111 
ODIKGc se eee cee te eae ae 2111 
MMUSSioarevos aeuate eon nia nanan aeratne 2111 
WAterlaVinGNts: ccanacancaekannate aes 2111 
NAME TAGS «eece ea oeeee ens 1406 
NAPKIN DISPENSERS.......... 1434, 1443 
NAPKINS, 
FOO SETVICG ie che vn ewan s aoa whee 1434 
Said Viegas, aie eee aoee ee eee 1494 
NATURAL/LP GAS 
PreSSUFG GdUQES seis cacceanaweepaae 576 
REGUS... eae 2429, 3083-3084 
NAVIGATION SYSTEMS............... 949 
NECK 
GAGS ee eee 1642 
PIOLECIOIS nce esoeeoe oes 1641, 1815 
NEEDLE 
FICS ceri ae eee hence eee 818, 820 
OGdlGIS All eee eee 2512 
NEEDLE VALVES, 
BASS ann tae eae ce 2476, 2861, 2913 
Instrumentation............ 574, 2464, 2475, 
ee She ice 2550-2551, 2861 
Pneumatic..... 2471, 2476, 2550-2551, 2861 
olainleSS oleGlic ea ecee ene eee ee 2861 
NEEDLES, 
Ball INflatingvitanennp serene ese ewes a 1478 
DISPENSING cer recuse nen ecm ete 2235 
CaSO GU a nnemtrte crate wrraannrie 934 
OEdIGE anaae nee eee sec 2512 
NEMA 
Drive Mounting KitS.............00000: 157 
TAOLODS soe ese eee 14-24, 28-31, 64, 158 


NEON INDICATOR LAMPS ... . 497-500, 970 


NEOPRENE RUBBER 

eee err ery re 2199, 2201, 2203, 2207 
NETS, 
Basketball/Volleyball................. 1478 
BIB coarertaereee Garni enue oa een aioe 1020 


Can’t find it? Go to Grainger.com®. 


GabGO eee tia eet cee eae 1102, 1106 
MOSGUILO eaeramenncctemeecenctan ene 1022 
POON Saree cere seen eis cami aes 1481 
NETTING HARDWARE............... 1020 
NETTING, 

Pallet Stretch WiaD' ai c.sck akon nens one 1416 
PENIMCLCL concatenate nuns 1010 
WIE soe nee ee eee 1010, 1314-1315, 2190 
NETWORK 

NOCKS aes eter eaten a or 355-356 
SWITCH OS ettceety cenit arate euetecae: 357 
Video Recorders............0005 2045-2046 


NEUTRAL CLEANERS/DISINFECTANTS 
. 939, 1509, 1511, 1518, 1520-1524, 1581, 2446 


NEUTRAL KITS....................88 176 
NEUTRALIZERS, 
ACU eens aa netaes cern wae 1854, 3012 
BaSOs eerie tie rare tone eae anita: sia 1854 
Hazardous Material.............00005 1854 
OUGh eens ee eee 1505, 1517, 1521 
NIBBLERS, 
EICGIIG ree ee aes ee 688, 726 
NIPPERS, 
ENG hae eee coe ee aes 839, 842, 855 
Gt eee nea eer een eae eee 891 
NIPPLE 
ASSOMMENIS: cece acre ese eee ceerse 2772 
FIIlCIS te eee ee aera 2603 
Threading Chucks ...............0000: 872 
NIPPLES, 
BIASSiPIPG amet acwueses | mere ae 2791-2795 
Carbon Steel Instrumentation Pipe ...... 2780 
CONGUE eee tare eee a 280, 313 
HOS Mrcren wirecavtene means 1818, 2486, 2489, 
ere ere 2491, 2520-2521, 2636 
PUM terccncaeereeec cheeesa eerrene tana iacereree ee 1818 
PlaStG IPOs eaeeuuereeermeweae 2816-2817 
Pressure owitehi PipG:.. 226.524 es.cae 2: 288 
Schedule 40......... 2771-2772, 2784-2785, 
Price ae tenremacnters 2791-2792, 2816 
Schedule-O0:. 255: secen ewes 2774-2775, 
Pelee cet reer ater te 2786, 2792, 2816-2817 
Schedule: 160: cc cccscconcedeu ns 2771, 2775 
Stainless Steel Duct...............005 3098 
Stainless Steel Hose .............000. 2636 
Stainless Steel Pipe............. 2784-2787 
Steele cows saaees peers 3098 
Steel Hose...........000. 2520-2521, 2636 
Steel Pipe....... 2771-2772, 2774-2775, 2780 
(2) (0 (lt 2771-2772, 2774 
NITRILE RUBBER, 
SHEGho settee one ee 2199, 2202 
NITROGEN 
ANAWZCISin iran ranean eaaan ene 623 
Dioxide Detectors .......... 624, 1778-1779 
Regulators.......... 2428-2429, 2437, 3010 
SDIINGS eases een eect een cree 2015 
TANKS senate renee ane ae 2437 
NOISE 
NIGIEKS ca nntsawen coe emt a es ae 539, 624 
REQUCEES ccc crises wete ane es 1889, 2763, 2834 
NOISE-ABSORBING 
Bain@S rene cer en ee eee 1889, 2763 
BlanikelSer wenewn ee ee ee 1889, 2834 
FOAM ise ee ee aie eres aren ca 1889 
SCIPENS 25 oe ee er ees 1352, 1889 
OIIREIS ce eo einen Ge tener ameye 2834 
NONCONDUCTIVE 
NalS eee oe praca ee 1711, 1897-1898 
SHOVEIS serene ae tera aera ne 997 
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NONSPARKING 
BRUISHGS ooo ctnne eyatent calc 862-863, 1547 
Chisels-and PUNCHES .<<ccsc¢ecn nee ce 862 
Cleaning Tools................. 1546-1547 
GUTUIRGTOGIS xr noe tenia eee antes 863 
Drywall and Plastering Tools 

Be eee ee ort: 862-863, 887-888 
Fastening 1001S)... o.cnes se: 798, 861-863 
Food Processing Tools................ 1457 
Hammers and Striking Tools 

ore ee 825, 827-828, 862-863 
PENS eee ae seeemac es eens 861, 863 
SUOVGIS sue sees ee 862, 997-998 
SOGKGISce sc ee tenes ane noes 861 
Specialty Tools......... 861-863, 1457, 1547 
WIGHGHES ea see ern 861-863, 1140 
NOSEPIECES, 
RIGUTOOl seers ere ete cee ee ee 2135 
NOSING, 
Slalke aor ee ene 1900, 2196 
NOTCHERS, 
alice testes ee terete ea ee ae 303, 816 
SHEGEMGIAl xene neces cee eee 816, 2356 
Mubeeand Pipe ghee eee ease oes 2356 
NOTEBOOK COMPUTER CARTS....... 1343 
NOTEBOOKS.................. 1355, 1382 
NOTEPAD HOLDERS ................ 1355 
NOTEPADS, 
DEIAGUCKn na niceeuhand onan en cen oe 1357 
NOTICE SIGNS. . 1126, 1527, 1920, 1922, 1924 
NOZZLE 
Adaplers:: scant cesta 2414, 2536, 2997 
GOVCKS vane corer me cde ont 2743 
FILES tee eerie eee 1593 
AASUIAIGES roses eerie eee ees 2414, 2420 
Replacement Pans: : ccs: veceecsvsean 2743 
NOZZLES, 
Abrasive Blasting............... 2402-2404 
Bil GUeee van eee 2515, 2518, 2582 
ALOMIZING. SDMA: caccccenee cena ees cs 1629 
BOW GUE rere eraste 2515, 2518, 2582 
BhAZINGis etnee ceca ens ere ee 2433 
Carpet Adhesive........ccccceceueeaee 891 
DeSOMGHNG cc. arceneracceauans 234, 236 
EDOXVos cease eeee Gone eee 2172, 2219 
PIMC OSB eee ncaa cee 1818-1819 
RIGON tes eri eyat cst encaen & 1565, 1575 
FOG estes eee enter: 1818-1819 
FUClee ges cece nee 2671, 3083, 3086 
Grease HU aan se nme et enmnes 934 
MCAUNGier sacar ae ces a 2433-2434, 3086 
High-Pressure............ 1591-1593, 2743 
Hose...... 1014, 1818-1819, 2461, 2743, 2909 
UGIGN covets pcan reaani ee eee cts 1593 
LAWN SDMINKICR ccneaa ce pee ecu. 2764 
LNIDMCAUON cer on ea raer acne 2461 
MIGIGUI Se see mete ees eee eee 2414 
WIKIO een neta 1632, 2172, 2219 
INCOME ee erases ee 937, 2461 
PISTOI GID ss cnr ace cies 1014, 2743, 2909 
PUIMIDiee rare cee cen meee eet 2671, 2675 
ROTAUNG ener creme ence eae 1593 
Salely acct eee cee tees eee 2582 
Sewer Pipe Cleaner...............065 1593 
Spray..... 1014, 1592-1594, 1629, 2518, 2743 
SOPRA EGAN cent cee evees serene ees 3011 
Vacuum Cleaner/Steam Cleaner 

Se CCRT Cre 1565, 1570, 1572, 1575 
Walle cene ans 1014, 1818-1819, 2743, 2909 
Welding........ 233, 2414, 2420, 2434, 2436 
NUMBER STAMPS............. 1934-1935 
NUMBERING MACHINES ............ 1363 
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NUMBERS, 
Gall return cia serene wie een ation: 1933, 1937 
IdentihiGatlon Tags acc ence ese ceme oan 1936 
Self-Adhesive ..............04. 1527, 1933 
ULES Serra: Parner cee ee rones Werceta 1933 
NUT 
Assortments.............. 2055, 2079, 2087 
DRIVER SOCKEIS. 2 ce ever ee an 2147 
DVIVEIS oc 5.ce 365, 698-701, 800-801, 804, 

ere ee 846, 848, 854, 856-857, 862 
INSENIS eee nee sn ces tees 2136, 2142 
RURMETScscstees ene cete pera ns 2503 
SGUGIS: ewes ue cee inN 698-699, 701, 2136 
SPIMGISie ance in ec cen eee a 2469 
Threadlockers ............. 905, 2222, 2224 
NUTS, 
Abrasive Disc Retainer ............... 2376 
ACO eee ee eee ee ee 2084 
Automotive Battery ..........cce cece 924 
AxigiCdp eae oe ee ees 2085 
Black Malleable Iron Pipe ............. 2769 
BlaSS olin eer eee eames 2723 
Brass Tubing .... 962, 2853-2856, 2859, 3094 
CdUCvent marie Seer heme se ere 2055 
Calilhdllinceatanateut cet eaedss cecuetar. 2073 
GapGree eee ee eer eee 2084 
Carbon Steel Hex............... 2080-2081 
Ghahiielwscsts cece ante e 316, 2825 
COGL Ate meee eee ee 724 
GO CONN@GION ¢:.5.c.ccnkese ees een 326 
COUDIING 24cm eae ee 2084 
Deformed Thread: ..2....sccseces cess 2083 
Dise- RGlAINGH a. owe cen eee ere aes 2376 
DOMGUGdD erste eee te cca ea 2084 
Drain/Waste/Vent.............4. 2723, 2809 
ExpanSiONicccre wesc er ent: fara 2165 
EVOL ester antennae: 1069, 2075 
FIDGKGIASS 22 ee eeeeeee 2197 
RANG enest mere ta: 2083, 2197, 2317 
RlANGOLOCK Sct ia mencenccenenn mes 2083 
Fram. vo eee 316, 1119 
FrcigniGdlescr es rcdcciet herman 2073 
Grade Eight 252 ccc2eaene a: 2079-2081, 2083 
OX cee eeere 316, 2055-2056, 2079-2084, 2087, 

Rr ce ee ese er ee 2097, 2197 
Hole Saw Adaplersencsuncesnces eoees 708 
JOM hcerretnnen oracneeitaeacnaes eens 2080, 2082 
BOGKNUE vectra tain 315, 320, 2056, 2079, 

eee ee 2082-2083, 2769 
Metric ......... 2055-2056, 2075, 2079-2085 
MOUNTING) tare one: 2594, 2596 
Nylon Insert......... 2056, 2079, 2082-2084 
PlaSte PING swe ter ne tener. 2723, 2809 
PIaSUG TUDIN Gs. tetas cece scree 2856 
Pressure Switch Compression........... 288 
PUSH rar enrencia cca mnie eek: 2085 
PUG RING reese cree creer aur: 2809 
Regulator Panel.........0.0e0e: 2594, 2596 
ReldiiGksncesce creme nae. 2055, 2085 
RIVGter rete ne one en eee 2136 
OPGRU ccs Senne eae are eh 2085 
SDINCKIGAllesearutaad eine were ties 2317 
SPANO eases e ee ete 2055, 2085 
OUUAIG Geer: toe eee ene eee 2197 
Stainless Steel Compression Tubing 

ee ee er re 2858-2859 
Stainless Steel Flare Tubing ........... 2854 
Stainless Steel Hex ...........0.000 ee 2081 
Stainless Steel Instrumentation Tubing 

Be ree eee een rr 2858-2859 
Steel Pipe/Tubing. ..........00ceeeees 2770 
DUUitinad waarmee enirpiatonnn: 316, 2825 
OWIVElietec Snes snare 2317, 3015, 3094 
Te Serine mee sere cnn 1119, 2085, 2317 
Woglhigliehcee seus sete ce sens ee ee 2313 
WnlOgd en VAIN Sve crcnattems ssc: 288 
Washer-Attached.................00. 2083 
WOldi apiece ac tree eee ee 2086 
Wiese cere eee eee rere 2084 
WikeWalcencarmumeurahmcaunnavmaunce 307 
ZING SUD ee eee ae ee 2723 


severe DITA, 2747, 2749, 3038 


2423, 2648, 2650, 2708, 3098 
OCCUPANCY SENSORS 


Controls . . .1504-1507, 1517, 1520-1524, 1845 


Cabinets. . .1267, 1271-1274, 1337, 1344-1346 


1527, 1903, 1917-1918, 
1920-1922, 1924-1926, 1941 
945, 1333-1335, 1350 


937, 940-544, 551 
936-544, 551, 553-554, 556, 


Combustion Testers 


947, 2492, 2495, 2567-2568 
Flow Control Valves 


Hose Reels. . . .936-937, 2523-2525, 2527-2529 


Monitors, Compressor 


Pressure GaWGGS 2c iceeu se uie veccue eee 579 
PRIMAHES eee eae oe oer ere 3036 
Pump PackdgeSs.. access cee ace 931, 936 
Reservoir GuardS.........c0ccuuueuas 2463 
RESGRVOI LEG KNS oc0¢0 ects ctecduwsan 2495 
Reservoir Tank LidS.........c0c0uuues 2495 
Reservoirs.......... 2463, 2465, 2473, 2495 
SepatalOlS?.2.cchewece mens ys 2462, 2571 
SKINMMENStac ane eee eee eee 2462 
Sorbent BOOMS ccGecaacecse vw ee 1849-1851 
SlaDIIIZENS 2 er eee 897 
Stall REMOVERS c.2 fcc sansa eens c 1517 
Slap Leak FIUIGS 2. 2c.ecciven beceu: 897, 899 
SUGHONMUDING. ase cee sners cee sees 937 
apShet oot cee eee eee eee 2266 
MESERMS acer cae e oes eae. 2491, 3012 
Transfer Pumps......... 931, 936-937, 2670, 
ee re 2672-2674, 2676-2677, 2691 
Transfer/Storage Tanks ........... 931, 3007 
Vapor Removal Filters 
See 2575, 2590, 2592-2593, 2597, 2603 
OIL BURNER 
CONnMOISHER sce cern ce esnnes eae 3036 
TMOLONS eacteie cca cre neat te aeeere nec 59 
BUINDS S22 eeer aso eerie een ay 3036 
OIL COOLERS................. 2493-2494 
OIL SKIMMER 
BeliS erties ee ee ere ee 2462 
PURIP FIGalSect cause eke ee acai 2462 
MUD ES cre ereeers eects eran turer eae 2462 
OILERS, 
BDU) ercnce rere s inners re eae 2463, 2465 
GidaWipesns a: eet came eee 2463, 2465 
Constant Level...........000005 2463, 2465 
EICCIIGhen ee oe ese tee 2463, 2465 
GlaSSie an ee cers eee ee 2463, 2465 
HaNGlCRliecceenancnt citar ares 935 
IN-LINE saris seo eran sees ee ere 2603 
Nallidliacrctees sarcasm 873, 2465 
Pipe VHKGAUING2 resins cueereceeserk ae 873 
PiSiOiem ti we eee a eee 935 
Pneumatic..... 2595, 2597, 2599, 2601-2603 
PECCISION a nica acs cee oti amare tok: 2457 
PUMP ieee nem eee eee eee 935 
SING POW canoe eae eae ce 2463, 2465 
OILS, 
Z-CNCIG ea eee eee ee 895-896, 900 
G(s [aerate emer aaa a neon te are 895 
Aerosol...... 901-902, 2438-2442, 2457-2459 
Air Compressor ............ 946, 2455, 2457, 
er eee 2567-2568, 3007 
BiVO0l anne aacenhmcconeennes 2456-2457 
IANUSEIZC eee ee ree. 2438 
AUIOMOUVGH cee tte oe 894-900 
Balan Gialiicsenaaer ence einen 2441 
Biodegradable............. 898, 2438, 2441, 
Se eae er 2455-2458, 2460, 2568 
Chain and Cable............ 849, 2438-2441, 
ee ere aa ee 2444-2445, 2457 
CinGUIAUIN ieee epee cee ate 2455 
Compressor.......... 898, 2454-2455, 2457, 
ee eee 2567-2568, 3007 
Conduit Threading..... 873, 2351, 2458-2460 
CoblaNtar.e acne ekaaten haat cea c 2567 
COUINGEre 2 eee. 873, 2351, 2457-2460 
DOPING) eae rte emer caer 2457-2460 
ENGNG: yee manana no 894-897, 900 
FDA-Approved...........: 2454-2455, 2457 
Food-Grade..... 2438-2441, 2444, 2454-2457 
GAUOR saan ciiek heed drone numa heey 971 
GGdlcer ne cee 897-898, 1594, 2438-2440, 
Brera ae ae. tare 2444-2445, 2454-2455, 2457 
Man@iPUIM Ps ere eee oe cee ee 2455, 2457 
Heat Wanst@l soc soutcscu seas ees 2454-2455 
High-Pressure ........ 898, 1594, 2439, 2455 


High-Temperature .... 2439-2441, 2454-2455 
Hydraulic . . . .897-899, 2454-2456, 2468, 2492 


IMPBISOgrapicecen rs se ctdehinuie a 2498 
JACK neraascianmenet a 897, 899, 2455, 2468 
Machine. .. 898, 1377, 2438-2439, 2457, 3012 
MAGHIFING sic. venti 2351, 2456-2460 
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Oils - Padlocks 
Mani Gaterne ser teeter ce erat 895-896, 899 
Metal-Cutting......... 873, 2351, 2457-2460 
Mili ete eee eres Seen eee 2458, 2460 
MGR tense cr neater eee: 894-898, 900 
Multipurpose.......... 898, 901, 2438-2442 
Penetrating .......... 901, 2438-2442, 2445 
Pipe Threading........ 873, 2351, 2458-2460 
Power Equipment ..ccsecs0cesacunaen 2457 
PUD i erent oe 898, 946, 1594, 2455-2457, 
Pare een rece 2468, 2581, 2585, 2658, 3007 
REaMING) meena ease oe. er 2458-2460 
REMMCIANON: ste cer eee corey: 2568, 3012 
RUSI-PIGVENIING:. ...cc.0¥002 se oeenaes 2439 
SAWING ee Ges cee ere ees eee 2457-2460 
DISCO AGK cae ntnce nner 2455 
Screw Machines. aceukan acre. 2459-2460 
OIMCUUCE ss erennwe eee ae cree ees 1377 
SOMBIG Neer ete en 2459-2460 
Synthetic Conveyor ............. 2439, 2441 
Threading: caennc see: 873, 2351, 2457-2460 
MOOR edacetea. ks te tae een 2456 
TRANSMISSION 52 sete cae ene 897-898, 2454 
UMING: sco er eee cen eee 2460 
Vacuum Pump........ 946, 1594, 2455-2457, 
ne Ce eee 2468, 2581, 2585, 3007 
Water SOlUDIG cen.nas esa case one cen 2460 
(EV SE peeve pe aety ran ei cere on aP Far eee eres 2456 
WEIN min aice een 2439, 2441 
OINTMENTS, 
ANUENGHEe sae meee nectar 1833 
ANUDIOUG 3255 sees 1829, 1831-1835, 1837 
BURNGAIG! sce tec sane. 1829, 1831-1835 
Chapped Lipvesca cae ss eeeaeweonwee 1829 
OLETS, 
Stainless Steel Pipe.................. 2786 
ONLINE SAFETY TRAINING .......... 1944 
OPEN SLOT 
DUCES See eee eon enemies 303 
WIKE WAYS == cent oe seman eer 303 
OPENERS, 
BUG Recents teen eat 814, 1454, 1964 
Gdilieeree cease ra ier: 814, 887, 1454, 1620 
Chale ecg recente hee 814, 823, 861-863 
DOO ae aren cee 1125, 1978 
Drain... 2.5. 864-865, 1504, 2437, 2751, 3010 
DUM rete eee cerns seven oe 863, 1140, 2751 
Lidl cearnes 823, 862-863, 888, 1454, 1620, 2819 
OPERATORS, 
JOVSHEK 2 eee eee 243-244, 247, 251 
Push Button. . .240-245, 247, 251-255, 257, 275 
OPTICAL 
COMPAlAlOIS 22 oot nese eee eee. 2333 
Computer Mice/Trackballs............. 1354 
LevelilripedS ci200 1 Aienannme sek 881, 2041 
LovelS acca teetees ane Scere es 880-881 
ORGANIZER TRAYS............ 1358, 1444 
ORGANIZERS, 
BUG ieerertc neste een meen a een eters 1525 
BUGKGemem anaemic ees 754-757, 1550 
Gable news aan: 305, 307, 317-318, 354, 400, 
eeer ce eee 404-405, 410-411, 1131, 
eee ere 1338, 1343, 1393-1394 
DGSKIOD ee eee ee arr eee 1358 
DORAUVGI Seren teres ree yee 745, 1305, 1444 
Housekeeping Cart ..............0085 1526 
KGVceee eee eae eee nen 1964, 1967 
NiLCHeN See one eee eet en ect 1444 
EabORalONVccse (eeeeen eee eae 658 
Lilehalne=- eee ee 1349-1350, 1383 
PalletihiCkK career anrecrcme tence 1173 
PanSieaia cea 745, 747, 756-757, 1277-1280, 
Cen 1282-1291, 1293, 1295, 1302-1307, 
RO oe ee ers ore oe 1319, 2055, 2751 
OO eae eee 744-746, 754-757, 858-859, 


.... 886, 998, 1280, 1282-1285, 1287-1291, 
.» 1306, 1320-1321, 1329-1332, 1525-1526 
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Wallace see eee 745, 1331, 1358, 1525 

Wire Management... . 305, 354, 400, 404-405, 
ere: 1131, 1307, 1338, 1343, 1393 

ORP 

SENSOIS 222 wee Rae oa ee 630 

OSTEISeecc ater wee ene 627-628 


ORTHOPEDIC SUPPLIES. .. 1705-1706, 1813 


OSCILLATING 
FaWSeccau eaten 2915, 2917-2918, 2923-2924 
HOAIGES ee ea ae oe ee eee 3068 
Sanders....... 683, 687, 695, 724-725, 2362 
Tool SAW Blad@S sacvcccvdadsceevoew as 724 
MGOIS eee tees ee 669, 687, 691, 724 
OSCILLOSCOPE 
DalipnieS renee ener ena eee ee 558 
Gases eee eee 548 
DEIVOVANGINZONS = ene ee cee eee 558 
PIODES cee eae eeca sear 540, 558 
OSCILLOSCOPES.................... 558 
OUTDOOR 
BarricadeS........c0uuuus 1908-1909, 1912 
Bulletin Boards ......... cc eevee eens 1373 
GabinetSseccon enn eae 1268, 1276 
Cleaners............ 1519, 1631, 2446, 2963 
Drinking Fountains ............. 2718, 2720 
anew eee Senne reo aoe i 2917 
FURIICUTE ces) forn cates sac a ace 1309, 1482-1483 
Lighting..... 424, 450-464, 518-521, 680, 2639 
NGOS ee ee 980, 1309-1310 
SPGdKGlSiakn eee mete: 2039-2040 
Storage BoxeS............. 994, 1296, 1309 
TrANSFOMENS «0. cece eee 205, 207-208 
Vacuum Cleaners............ 988, 990, 1000 
OUTLET 
Adapter Plates............... 309, 331, 340 
BOCES cence ee eer ae mie 313-314, 321 
BOX COVEIS ont comaeeeo ce 309, 328, 430 
BOXOS isccce eet 305-306, 308-312, 320-321, 
eave an satay 340, 342, 401, 412, 449, 462 
GAUSS eset eee eee eer eee 310, 328 
GOIGIS aes een ee eae 304 
Guards, Blower ...... 2980-2982, 2984-2985 
REGIStGISiseecce econ wee ome es 3085 
SUIDSs ace 304, 353, 403, 1320-1321, 1343 
SUbplaleSeachiee sen cee aaa mac tan 312 
NEGIEES.+< cones cen ane oes ee oe ccna 547 
OUTLETS, 
ASM lee ae eet saee eee 331 
Ai sce earns ane oe one Renee 3102 
DeconaliVGe: cence ee ee ene ees 330-333 
Duplex....... 330-333, 337, 1311-1312, 3072 
Electrical «occ ccea 304, 330-333, 336-342, 


. . 402-403, 412-414, 1311-1312, 1320-1321 
Faucet Flow Control .. . .2726, 2743, 2747-2750 


Flanged aeons oe ee 330, 336-337 
GFCI (Ground Fault)... 330, 333, 402, 412-413 
HIGN-AIMPGlG ee eeen eeu sees eeeeeb ues $32 
Hospital-Grade....... 330-333, 337, 340, 403 
INMIRALCU erase en nee 333 
Isolated Ground.............. 331-333, 337 
DOCKING count acai 336-340, 342, 412, 414 
ManilGss cers oan ncx ees 338, 341-342 
Modular In-Plant............0c0uuuus 1311 
Panel-Mount........ 330, 333, 336-340, 342 
Pin and Sleeve..........0e0e: 338, 340-342 
RaGeWay SHIP wdorss aeseeutee sat 304, 403 
SIOUMEG oe cee eee: 338-339, 342 
Straight-Blade........... 330-333, 339, 412 
Tamper-Resistant...........0. 330-331, 333 
Temporary Power BOX.........ceeeeeee 413 
Twist-to-Lock..........05 336-340, 342, 412 
USBis eerie eee eee 332 
Weather-Resistant........ 330-331, 333, 412 
Weatherproof...........c0000eee 402, 413 
OVAL-HEAD SCREWS 

eee eae 2097, 2099, 2106, 2108 


Can’t find it? Go to Grainger.com®. 


Replacement Parts 


Chemical-Protective 
Electrical-Protective ... 1707-1708, 1728, 1740 
1708, 1727-1728, 1740 


Lights. . . 436, 438-439, 443, 445-448, 450-452 
OVERLOAD RELAY 


OVERLOAD RELAYS 


OXY-FUEL TORCHES 
2430-2431, 2433-2434, 2436 


Copper Pipe/Tubing eee 


2808-2809, 2811-2812, 2821 
Polypropylene Pipe 


PACKAGE STRAPPING 


1421, 1423-1424, 2535 


PACKAGED TERMINAL 

Air Conditioners................ 2992-2993 
Heat Pump Controls... cccaccnccancans 3025 
Heat Pump Drain Kits..............055 2993 
Meat Rump Grilles cot cenieee ce ose 2993 
PACKAGING 

AOMPSIVES 2 5. eae ae eee 2216, 2238 
BIGWERS a cae mien nn ennd mach an 38 
Corrugated Sheets... c.0.c:0cceceees 1401 
EdQe:PIOLGGIOIS 30254 cna an pea cos 1424 
FOdMneme sec eee 1411, 1413-1414, 2198-2200 
INK ROGIS eee eens eens he eee 1403 
Labeling) TaQS. faswcnsedes ee coms 1404, 1938 
Labels ........ 1395, 1404-1406, 1937, 1940 
Mankers nce rete coe ase eens 1401 
PAGKINGWaDIGS ens caes sore tect ne 1399 
Padding) ..2:224. 1401, 1411-1414, 2198-2199 
Pap Gb llleer cerned settee eee aretes 1412, 1414 
PanemOandicccew ae anucw ene aaawn one 1424 
POUGHIFADGieesanens tance cemenrs saat 1404 
Roller Replacements................. 1403 
SedIGS merece meena: 644, 1425-1429 
Shrink-Wrap Systems .............00 1418 
Specimen Shippers.............. 643, 1402 
Stencil MaChineS 35 veces vecewasaenes 1403 
SIenGil OMB OAS 3 ae oer oe 1403 
Strapping........... 1419, 1421-1424, 2535 
Stretch Wrap Machines............... 1417 
TaD. 22 oer 1388, 1395, 1397, 1401, 1404 
Tape Dispensers ..... 1394-1396, 1398, 1404 
Wrapping Paper.........0cceees 1412, 1414 
PACKAGING, 

BUD Gtemetoncre tite atnaieh a rnts 1406, 1412 
GlOUMBAQ aires ake ee ee eee 1410 
Diagnostic Specimen............. 643, 1402 
Panel Badan cemtertaacetem cance 1411 
OHMNK-Widbiaacane erences eee 1418 
SIPGIEIWIAD cree c eee ecce ge 1414-1416 
PACKERS, 

Bearing Gr@aS@ svvnes ckcavieenewves os 934 
PACKING 

EXIFGCIOIS wiser a nee 2700 
AGI Ss cote sianera ities contest arraaeee aia 1883 
LIST ENV@lODGS case eu seus ete uasewuns 1404 
POdMMiS fn ceee eran tae Roseanne ae 1411 
PACKS, 

COldiacamanaennas 1402, 1829, 1831-1834 
MESIGCANie earn eee eee omen 1413, 2589 
PG aleeeeeee serra tae eeteee se ei eteenreeer acer areata re 1829 
HV GbAlOW eyes acorn nena oat 1828 
PAD 

IGADIGNS triacetin ciao encanta eee 911 
DOCK BUMPENS:250acoeecananawnann 1129 
DNIVENS sec: 1578-1579, 1581-1582, 1584 
RYAMGS eee cn tvaenre monger 3056-3057 
Holders ....... 1534, 1536, 1547-1548, 1586 
MOMINGMGHD Sissy ee eee as cee 3057 
Stations, Absorbent...............00. 1527 
PADDLE FANS «66 :cccesereaencia va 2922 
PADDLES, 

Level OWiltlite ee eee eee een eee 581 
Mixing...... 889, 891, 893, 1456-1457, 1605 
DOS ern umendem er came 1915 
PADLOCK 

MaSPSieacwe nes mance 191, 296, 1959, 1962 
KOVS no ate nee aing sere eens 1960 
SGdiSeae ans enn cease ei nun eee 963 
PADLOCKS, 

COMbINAON: «224 cee eeedees oes 1960-1961 
Concealed Shackle ........ 1959, 1961, 3094 
EXitaheacheseectc eee: 1958-1960 
Heavy DUI 2s eeecreseee rca cae 1958-1959 
High-Security........ 1954, 1956-1960, 3094 
Keyed-Alike.............. 1949, 1954-1960 
Keyed-Different................ 1954-1959 


1-800-GRAINGER (472-4643) 
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LUGGAGE rcteen acters ae teen tetas ASG Pees yee eee 1136, 1456, 1547, 1621 PAINT SPRAYER 
Rekevable igicesaanndensaanuans I9S7=1959" LINCS cece. eee kets ese See 1136; 1621) “Antifreeze ss ee 1628 
RESGHADIC 3... cowie commence aces 1960-1961 WringerCombos.......... 1528-1529, 1534 = Carts... oo. eee ccc cccccucuce 1627 
Safety Lockout......... 191, 199, 1948-1949, PIONS: « < occceccccuuccse on 1626, 2575, 2589 
ee Te 1951, 1953-1955 —_- PAILS, Pressure Tank Liners...............+.1627 
Shiteldedt.c: sea caeeee cece 1958-1959 = Cleaning. . .1136, 1528-1529, 1534, 1546-1547 Replacement Parts ...........05 1626-1629 
Vending and Meter ........cccceeeees NSS Ier + DOUDI Ecce erne eer eres 1526 Valves. 2 eee ces 1628 
Weather-Resistant......... 1954, 1956-1960  FoodService............. cues 1456, 1547 Wands). x eccce evince cue ceueves 1611 
OVA nto nee a ele cama emenaers 1528 
PADS, Pallet eee rane eka cae 1621. PAINT SPRAYERS............. 1625-1628 
Alt GOMGIUONEN? ois cee i leadeen cen ne 3094 =Plastic........ 1136, 1528-1529, 1534, 1547 
Alb Filter Media sa5.8 eee re eee S057 ROURGss22ee ce ee 1136, 1456, 1528,1547 PAINTER'S 
Alcohol...........+s00ee. 1829, 1831, 1834 Steel ............0.c eae 1136, 1456,1528 wWitts.............................. 1620 
ANUSK Wee ee 13421908 i : 
Mibeation ee 1223 PAINRELIEVERS.............. 1829-1835 "OS eect ates 
Backes: pease ee aenae 725, 911, 2374, 2376 PAINTS, 
Baseboard ..........ssssseeeveeeees 1536 PAINT Actylic..... cece esas. 906, 1595, 1599-1600, 
Bladder GOnWOl i me eestr se eee eee: 1494 Activators................ 1602-1604, 1634 _ ..1603-1604, 1606, 1608-1609, 1612, 1630 
BUNNNQ: Joc ace ev een ae 911, 1585-1586  Additives..........00.ecceeee: 1604,1613  erosol................ 191, 906-907, 1598, 
BUMISRE wis cccnueeane wae an HOG4=1986.  AQIALOS cance grace ncudrecs aac 889,1605 1606-1611, 1630, 2427 
Cable Me wis caseveamcannanneaas 317,410 Brush Cleaners ..............5. 161351620 Ald) 3. eee 907, 1601, 1607-1609 
Chall awsaw cons vamavuuou weawne na: 1342 Brushes......... 889, 907, 1616-1617, 1622 Alkyd Enamel.............. 907, 1598, 1601, 
ClAMD se eeateercew teats ween: 833-834  BucketGridS ............ccceeeeeaee 1620°0— 1607-1609, 1612 
Cleaning. . . .911, 1515, 1536, 1548-1549, 1584 = Buckets............cecceeeeaeeeees 1621 Antimicrobial.................. 1595, 1599 
Corrugated Packaging..............5. aS0il SoiCabiielSce cones oie anes 1869, 1872 — Antirust .. . .906, 1600-1603, 1606-1608, 2428 
Ce See GEA VONS cat arin alaysnaeuneniaie: 1365, 1614 Athletic Striping................ 1611-1612 
EQSOl rgert ea een erate ee mene: MS COG UINS eer eects er acres 1621) 162551626 Calling tile. «.<.as nay essa eee: 2763 
ElIGCIOGE: em cren este nseu uments « 1698 DiSpoSalAldSisicccscocue caeuess seean 1613 Chalkboard ........cccccccccccccece 1609 
Evaporative COOI. . 0. ssnecnenna sees 2909: (ron GIONS < vene eu eset waaraes 1623 Cold Galvanizing .......... 1603, 1606, 2428 
Eye Dressing ........++sssseee, BOONES SU EUUOISGcccomsac oaae ere years: 1620 Concrete ........... 1596-1600, 1602, 1604, 
PC cisuernaWne sam eavendueeen eens 1342 Extension Poles........... 1618-1620,1625 ©... 1607-1612, 1630, 1634 
Floor Machine sacs cccns ccna: TSGS=FO86) RIMES: oc aicnvnbinmean aan cees 1624, 3058 Dry Fall... 00... cece eee eeee eee eeees 1598 
PROOF REOUCCUVG teers vera este mtacean Wo42- -Hardeners:; cc. ucaucun anne vsads ees 1613 Enamel.......... 907, 1598-1601, 1606-1609 
FUIMIRUGE atnates on ercmannes manta nrtemn an ANOS HOSES ss aogureeai ce eens 1626, 1628-1629 — Epoxy......... 1602, 1604, 1606, 1609, 1634 
Gymnasium Wall casi. fae ec F476: LIMeF PAROR 4.43 cis aoueane ns 1624,3058 Exterior ..............eeee 907, 1595-1602, 
Hand .. 908,911, 1515, 1548-1549, 2367,2369  MarkerS......ccsscecceesevecs 1365, 1614 1606-1609, 1612, 1634 
Hand PONSHING:« <canecs case comes 911, 2909 Marking Wands... .ccve0s<0esesne ees 1611 Fabric... .. oe cece cccccccccee 907, 1609 
eNO Halse eenecun catheters ciara wee 1640 Masking Tape...............045 1384, 1386 Farm-Duty............0.000ee. 1606, 1609 
HE al= ROL CUING teeter sare citere one reetes 1703 Mixers... . 675, 889, 891, 1141, 1605, 1620, 2689 Fast Dry......... 906-907, 1596, 1598, 1601, 
MUMIGIIGR ac tect cens tee sees ences S002) “Pads. ae eee oct 1620,1622,3058 |. 1606-1608, 1610-1611 
INK ccdesaaieecus conan 1660, 1403; 1930 (Pails c, ci sinvn ce awk enema as 16215 Deelah ee 1602, 1604, 1634 
IRNIBBS eevee eae rere seer 892,1705,1813 Primers ... .906, 1598-1599, 1601, 1606-1608  Flyorescent.............. 1606, 1608-1610 
EAmbSWOGl-2c-cencncteaeaevenceees G22 PUMDS ssceees cece eee 1628, 2674 —Glow-in-the-Dark................ee-. 1609 
L6VGIING) i. c0ee cera even cane anes 1223 Removers....... 910; 1509-1613; 2210; 2446 Ga 1604, 1634 
MASUG cc tuigs cian ccieninc gust teens 375 —- Roller Cleaners ............005. 1613, 1620 Heat-Resistant............ecccccecee 1603 
MatWCSS 3g scccwann cesses 1468-1469, 1823 Roller Covers.............. 907, 1618-1620 High-Temperature ...... 906-907, 1606, 1609 
MOWING ire wera avascmmnietceoniaenic: $223; Rollel SGIEENS a csaudcveesaeenanne cs 1620 Interior............ecceeee 907, 1595-1601, 
QUDIQQET eccctn cane sie ninge weae ee S44 ROGN SEIS aracesaeenach ets cee: O07 ee 1606-1609, 1634, 2763 
Pal ciara anrotan ous ous 1620, 1622, 3058 ~=Rollers............+% 907, 1618-1620, 1629 Latex..... 1595-1597, 1599, 1608, 1612, 1630 
RADE iocneteeemsntnee a: 1355, 1372, 1382 Scrapers .. .823, 862, 887-888, 891, 1551, 1620 Marking..............eeeeeee. 1609-1612 
Pavement Marker Adhesive............ OOM SS aKeISiesetett see ee aah ene 1605  MetalInspection................000: 2427 
Polisher..... 723, 911, 1584, 1586, 2374, 2376 = Shields............0.:00eeeeee 1620,1628 Plastic.............. 907, 1599, 1608-1609 
POUCH MADE sine cactiacroriatnsts aiecsceis 1404 Shipping Cartons.................00. 1402 Polyurethane ...........cccceeeeeees 1634 
0) eee NOGE SVS PONGOS sarin wace tec cas eye 1622 Sy Sativa eens e eee 1602, 1604, 1609 
RONMISHING. «cca aate nese snes 1548, 1583 Storage Cup Lids............... 1605, 1621 Scratch Repair..........--.02sseeeee- 906 
Respirator Filter........... 1750, 470-1620) SiarageiGUhS «0. .0e we eoesaenaes 1621  Solvent-Based......... 191, 907, 1598-1602, 
RUBDEDANCE Scare v andes ae anes OS Se Gilalels:. ness one ernie een ens 1622> 1604, 1606-1612, 1634 
pander Grinder 23s seransaees 725, 2374, 2376 — Striping Machines......... 1611, 1627-1628 Spray. bose. aeens es. 191, 906-907, 1598, 
SaNCOr/POUSHEL: sic cae nnce an os Tao teouoe MNGi ace eee aes ee eee es 1622500 0 1606-1611, 1630, 2427 
DAMA Kany tanta crn nmc rama tna M494" Tank LN@lS eaccsccchvancae se stecses W627 Striping ccucceeectsec-ceen ee 1610-1612 
Scrubbing .......... 1548-1549, 1584, 1586 Tank Replacement Parts .............. 1625 Touch-Up.... 191, 906-907, 1606, 1609, 2763 
SCUPFING. eee eee 1989) TANKS iain onde daunmers neaeats 1625 Traffic.............. 1604, 1611-1612, 1634 
Seat Bell cogs eee ee cece neecie 950: “TICkNeESS Gages... sancia.cvened cen 569 Urethane.............-. 1599, 1603-1604 
Sell-INMAING cota .euesccce wena e sens 1823 ThinnersS..........cecceeeeaees 1612-1613 Vehicle.................e-. 906-907, 1606 
SGI SUCKINGIG cans noncen ase hye ewe 1357 = Trap Masking Material................ 1624 Water-Based ............. 1595-1600, 1604, 
SINGWEG sc acce cue te merce uses: 1079 ~~ Trays/Tray LinerS..... 0.02. .0.0.0. OT 1621 1608-1612, 1630, 1634 
SOAP... sss eeeeeee eee eee ees 1549 DEO MOO orc et 1596, 1599-1600 
Sorbent ..... 938, 965, 1527-1528, 1846-1856 PAINT CAN 
SPONGE ss neewnemmene eam GEL W919; 1949" Hooks... fc xceaee eed oeenee ened 1620 PALLET 
StAMP oo cee eee 1363, 1403  Qpeners/Closers ....... 887-888, 1605, 1620 Carousels.......ccccecseccseueeeres 1177 
Steel Wool... .... eee eee eee ees USSO-1 349 Oe SHIPPENS: con. ge sen anes een: 1402) Cones... .. cc ceeccccececeuuucceeues 1424 
SICTIC See a sn eee ae 1830-1832, 1834 COVELS «ccc cc cececcccccecees 1100, 1416 
SIPPING fuscc wees as 1536, 1548, 1584, 1586 PAINT COLLECTOR Dollies ...... cc cccceccccecces. 1135, 1192 
Surface Conditioning......... 911, 1548, 1586, Frames........-..ccccccceccccucccs BUSS eACrabSaerc tere ee: 1177 
Pet ee teeter eee ee es 2367, 2369, 2374 Pads. oo... eee eee eee ees 1624, 3058 Jacks.............. 1065, 1173-1175, 1178 
Terry Cloth... . 0... .s sees eee ee eee ees OGY SI ROIS eo eee 1624, 3058 Levelers............ 0000. 1178, 1181-1182 
Thermal... 1.0... ss sees evens essen 219 (iiter Beanisens ner ene en anya 1061 
WarMng. ..... ++ se eeeeeeeeenes 1904, 2036 PAINT SPRAY Loaders .....cccsecceeeeeeeeeeeuens 1178 
Writing... 0s ee eee eens ee eee ees 1355, 1382 Booth Filters 0.0.2... 0.0.0 e ee 1624, 3058 — Movers. ... 1135, 1173-1175, 1178-1181, 1192 
BOotnPiNners:oecee aces eee. 1624; 3058 > (NenWapias.ncccece eat eee: 1416 
PAGING AMPLIFIERS .......... 2038, 2040 Booths ........cceceaceceaeeceeens armen 1175, 1177-1182 
CUDILINGIS aneers oases ines 1620-1627 Ramis; eee 1862-1863, 1866, 1872 
PAIL Gita ree ee 1611, 1625-1629 Scales ..... ccc cccccececceeceeeeeee 1426 
DOES ccc eset sores een LSS HOSOS ease rae ats 1626, 1628-1629 Stackers............ 1173-1175, 1178-1181 
HANGErS.... ss sees eee ee eeee eee eens NG 20 OS SOCKS ae cerca. sts aan: 1G23;1775 Sandee sq cystitis: 1178 
Lid Openers eee ee cmt: 823, 862-863, 888, Strapping........... 1419, 1421-1424, 2535 
eee 1454, 1620, 2819 Strapping Tools ............ 817, 1419-1424 
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Truck Replacement Parts......... 1174, 1217 
WMUGKS eee ans 1173-1175, 1178-1181 
URMEADIES Serpe eatin eeet na: 1177 
Wirdlnt nts aan ernie egies 1414-1416 
Wrapping Machines.............00005 1417 
PALLET RACK 
ANCHONBONStve anon ean cetee 2 1227 
BeamilOS sree. eet aseanae oneness 1228 
DealN Stacccprmerac nnn one teres 1227-1228 
Collision Warning Lights .............. 1230 
ChOSS BalSia. = aus o ee ee: 1227, 1229 
DECKING: pero encanta 1227, 1229 
ENGIOSURES Sn tee eee 1229 
Frame Protectors.......... 1227-1228, 1230 
EtdieSeieyrccac te aie oe 1226-1228 
GUdIdSeer nae ene meen de 1227-1230 
LanelS eee saa tee a ee oe 1230 
PFOlRCIONS:: cence ee mae cmaeete 1227-1230 
SEcuniy Cages: ese ners eens cne eens 1229 
ONINISS acer e ees euaeee ean eee ore 1227 
SPACGKS ae. haere chee eee 1227-1228 
SUINPSeease ee see ec ee 1857 
SUDDOMS = scene ee 1227-1228 
PALLET RACKS ............... 1226-1228 
PALLETS, 
Contaiel essence n te reece e 1135 
DIUM accuses 1135, 1862-1863, 1865, 1867 
FOO SERVICE ee te ae 1135, 1457 
Rackable/Stackable.............0000: 1135 
MeMMMOGEO ere oe pase hee eee 1135 
Secondary Containment ......... 1861-1867 
SKidizges cccen ce aaa eae teera 1135 
PALM NAILERS................ 679, 2500 
PALM SANDERS............... 725, 2510 
PAN-HEAD SCREWS...... 2055, 2097-2100, 
eee ner unen aes 2102, 2104-2107, 2109, 2111 
PANEL 
Adhesives .......... 2228-2229, 2819, 2834 
Air Filters. . . 947, 1770, 2955, 3047-3052, 3058 
CaMtlGhS: ta ne acne ee 1168 
Heaters, Radiant Ceiling .............. 3076 
NUS, ROQUIMION cece ee wane 2594, 2596 
Temperature Displays ............. 986, 988 
TDUEKS searsiie eer eecat ea eetiein wacker 1168 
PANEL METER 
COVGIS 4 ee eee ee ee 225 
SRUNIS ee cee ee ee eee 560 
PANEL METERS, 
AMMe@lel ....cs cece e eee ees 225-226, 559 
AWA ee eee te seas eee 228, 559 
Digital ...... 225-228, 421, 559, 570, 590, 603 
ElANSCGMIMNG sence eine deeee ees ex 228 
RIOUUGNGV noe ne eer: 559 
PeNCGMU LO AG ai erette cee em 559 
TACHOM@IEN «2 cccck ewe acuwen 159, 559, 567 
NeMpPeratlG ck ee ee cee eee 225, 599 
TRENIMOMOLER casa ects coe cteececene 559, 603 
MIMGK een amertmeed acvceicncrcse 225-226 
VOINMGLEI eee 225-226, 559 
PANEL-MOUNT 
FUSE HOMICES concent ees ae 186-187 
GaUQGSoesates ee eee eae 570, 578 
INIGIS Ces kee teen einen. 330, 336-337 
QUES jcccs yacuan 330, 333, 336-340, 342 
Receptacles......... 330, 333, 336-340, 342 
SWIGGHES ss), sa aca 165, 167-172, 217-218, 
ee 223, 240-247, 251-257, 259-260, 
Se eee er ere 262, 273, 275, 421 
Thermometers........... 559, 586, 588-591 
TIMENS cc cscaees 172, 218, 223, 225-226, 228, 
ee tes dete es Sera eae 418, 420-421 
PANEL SAWS 3 3a eee 733 
PANELBOARD 
Circuit Breakers....... 188, 190-192, 196-202 
COVES sen eter eae se eee 189-190 
1-61 


Panelboard - PH 


Cable Management ewe 
Control... . 229, 2052, 2330, 2655, 3030, 3081 


Fiber-Optic Adapter 


Gas Detection Control 


Stainless Steel Wall 


Traffic Channelizer NF en aies 


Wire Management 


i... ....... 931, 1857, 1861, 1869, 1875 
Ee aire 911, 1541-1542, 1546-1547 


Law Enforcement Uniform , 


Napkin Dispensers peeeueneerencersnes 
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Self-Stick Easel Pads...............4. 1372 
SNIGUOCIS: oes ccene seat ee 1376-1377 
apes eee 1384, 1390-1391, 1398 
Toilet Seat Covers ...............000. 1494 
Towel Dispensers. .... 1444, 1485-1488, 1491 
Towels..... 661, 1485-1488, 1491-1492, 1494 
PAY Sin ce een inan ma nee ara re 1358, 1436 
AMITITNGESrenns screen en een stavan cies 1381 
PAPER, 
Gash Registel. = 1. cies agua cnenk nis 1356 
Glatteias errr ec eee ers eres ee ees 599 
COIR errs ee ee 1355-1356 
RIGW te ror cee ee eee ar 662 
Floor-Protective...... 1100, 1412, 1624, 3058 
Krait WrappliG. cs ccc cece sae wee 1412, 1414 
NEWSDrille once ee ee ae 1412 
(1) Co ees presere e geen naa peter eerste 1355-1356 
Spray Booth Liner .............. 1624, 3058 
NOC cae ee eee 1488-1489 
VCI (Volatile Corrosion Inhibitor) ........ 1414 
Wall-Protective ........... 1412, 1624, 3058 
WOlGTDIOOle 2c crete ee eeu 1100, 1355 
WIANDING a sccinaiccsoiee eto aes 1412, 1414 
PAR LAMPS................ 492-495, 508 
PARA BLOGKS..................... 1505 
PARALLEL CLAMPS ............. 392, 833 
PARALLELS 23a. tee eae 2329 
PARAPET GUARDRAIL SYSTEMS ..... 1789 
PARCEL DROP BOXES .............. 1969 
PARKAS ................ 1713, 1726, 1811 
PARKING 
BIGCKIBOlS sere eee cnet hee 1131 
GUIS vn canan her eaiegore cin 1131 
No Parking SIQNS. 2.2.02. scs2e0. 1917, 1920 
POnMS ranean ence meen eatenge 1970 
PARTICLEBOARD 
DOCKING etree nee nae 1231-1235 
SHENGS aocd hen cacao ses 1231-1235, 1250 
PARTITION 
Plal@Siae swatiee cee nie techie acatyas 395 
WalliQIganizeIs:2-oec.eeeceea cease 1358 
Wall'Paper Clips: esse eae rie ee 1358 
PARTITIONS, 
Ghibli Wallissc essere eens 1121, 2410 
Portable Folding. . 00: aces cee ete es 1352 
TOUS PHINAGY cs tee eee ces ae 2761-2762 
UrinalPriVGeGl. cere cee se aes 2761-2762 
Wallen tee eee 1121, 1311-1312 
WIG ae nceeees 1134, 1230, 1314-1315 
PARTS 
BAgStewmece perma er 756, 1298, 1410 
BaSKGIS: an ie serene ae cee 1297, 1299 
Boxes, Plastic ...........005 745, 747, 1289, 
Sark Cae 1293-1295, 1302-1304 
Cabinets....... 1169-1170, 1263-1266, 1268, 
Se eee 1270, 1273, 1275-1278, 1303, 
eee eee 1305-1307, 1318-1319, 2055 
Cleaners........ 232, 642, 901, 908, 938-939, 
Cee nner seo ncenememo eee amnetaaare 2446-2449, 2460 
Drawer Dividers................ 1303, 1305 
Organizers..... 745, 747, 756-757, 1277-1280, 
Se er 1282-1296, 1298, 1302-1307, 
se ern 1319, 1329, 1331, 2055, 2751 
Storage Shelving Units ........... 745, 1280, 
pe een 1282-1285, 1287-1291, 1305-1307 
PARTS WASHER 
AGGESSONGS 272 saree cere. 938-939, 2638 
PUN Sine there vcnties sire crineremacinny: 2638 
PARTS WASHERS ............... 938-939 
PASTE SEALANTS 
oe 905, 1632, 2223-2224, 2226-2227, 2820 


PASTE, 
CORGUCIING a netaen tenet ca nae ateniae 590 
Hearn olnKee. een eceae ce 232, 590, 3012 
LUDriGaliin eect eee 2443-2445 
PRE ect orcneatecuun na cone na 2224, 2820 
PATCH 
Colds in eee 354, 357-358, 362-363 
Panels senneaccsne eke sane tee eer 354 
PATCHES, 
Divalent cece emacs aie 889, 1597 
EDOXV ests ce eee ie ea 2220 
Fiberglass Repair..............5+ 906, 2821 
Metall Ret alii mcacceen verunie te ame eet eee 2220 
Ge eiccrce eect ate erecta onde arate 955 
PATCHING COMPOUNDS 
ee 1597, 1630-1633, 2172, 3012 
PATIO HEATERS.......... 3070, 3079, 3082 
PATTERN PISTOLS .................. 889 
PAVEMENT 
BIGQkClSe nee keen ote ee ee 715, 2513 
Cialis kte ee ey eee 1610 
Cleaning Compounds................. 1631 
MarKGlSieee ee eee eee ee 1614, 1904 
SGdldiSa eee se eee recat 2230 
OIIPENS: @ ccnaiena oe wee eas 1611, 1627-1628 
Vaie eee eee ee ere ee 1904 
PAYROLL 
GANS woccncnts a peeeee es tenes aes 1375 
CIOCKS fants eee ee eee 1375 
PC BOARD REPAIR TOOLS........ 232-234 
PEANUTS, 
PAGKIFG) Sante ener acc auieaton 1411 
PEDAL VALVES 
Neer eae 2546, 2548, 2727, 2743-2744 
PEDESTAL 
BaseSenarcreena see onan eae 258, 1605 
GaDiNCIS eee waee eee 1264, 1318-1319 
COlINMS See eer eee ee 258 
Gul S eras oko onc storernieca vacuolar nae 1459 
WIGHISh perce cone enue Goma 977 
MallDONCStat eae ener ere 1969 
Mount FanS sc esc 5 ook cates 2915-2919, 2923 
PUMIDS carta enact 2630, 2642-2643, 2645, 
Pa ete eae eae 2647, 2694-2695 
WOrkDenChe@S si. sctavac anvansie tna 1318-1319 
PEDESTALS, 
BeNGlin ecm eat arrestee 1254, 1318-1319 
DESK eases tina apace 1345 
Dimmer COnWOll-c2s scence ews eaecece 470 
ENGIOSUNG Son aceuet mince eeeanc eene 258 
Follecen seme eee sees eee 2916 
MallDOX euaee cee re eee eres 1969 
PEDESTRIAN CROSSWALK SIGNS 
Ree re ny eens nee 1915, 1917 
PEELERS, 
Frum Vegetable: 2.2 snes en ee aes ae 1452 
PEGBOARD 
BUS re tree eee 1329, 1331 
BiaGK Elser cena een ener cre 1331 
CaDWGlS a ete ee eres 1266, 1268 
Gd Sracek ww eee meme en « 998, 1169, 1330 
GUDS cree en een erase een ees 1329, 1331 
HOOKS ecru aeons 1329, 1331-1332 
Mounts, Magnetic .................. 1332 
Panel SYSIGMS. 20s cee cen 1329-1330 
SHCIGS 3 eeu ete 1329, 1331 
PEGBOARDS, 
MODIGe karen eee peace 998, 1169, 1330 
Wall-Mount ....... cece ee eees 1329-1331 
Workbencliicce. seses.sees ee 1169, 1321 
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PEN 

MOIGGR See nae wet te eceacered nan tore 1358 
MenS eee nese ee cen rs 1355 
PENAL 

DOUG se ctse ee ne ane aoe ace re 1471 
ChaliSeesn weer ee een ences 1341 
LAVALOMGS eerste ant ena e es oye hes 2760 
Restroom Equipment....... 1488, 2760-2761 
PENCIL 

COMPASSES 4 watchs scree eee enua ene 884 
CUDSae teeters Semaine 1358 
MINERS Alles cee cen eee rece 2509 
SHANPONElS woo awenwawes oe eeten 884, 1364 
NKEGAUGCS.c acer eee ce 955-956 
PENCILS, 

CAnpGMlen Steer ee eae 884 
GheaSG are het ee eters 1365, 1614 
Mechanigals cas ncv.ecaace saints uo 1364 
WOUG!s oe eee n tints cree ane erat 1364 
WINING eee ee ee 1364 
PENDANT STATIONS............ 249, 2414 
PENETRANTS, 

Aerosol......... 901, 2427, 2438-2442, 2445 
AMUSCIZOS sea eee nee een 2438, 2442, 2445 
DV Glee punce cee ames ena eeaeer 2427 
Multipurpose .... 901, 2438, 2440-2442, 2445 
RUSK acetone 901, 2438-2439, 2442, 2445 


PENETRATING OILS. . . 901, 2438-2442, 2445 


PENNANT STRING.................. 1351 
PENNANTS, 

URAUNGeae casa cee at atatarn ne ten 1907 
PENS, 
AUEWGOUNGlncccane doce eee face wee 1355 
BallpOiilseee see eee ete eee 1355, 1366 
GiahtsROGONeie ee roan: weceeinecum se: 599 
ENGRAVING; ernment Preemanamrie 2511 
MGI eee aire cree ai eee Ameren ee ree 1366 
NFR Pereeecter serene se erie erence 1355, 1366 
Marking... sc0..0.. 1364-1365, 1614-1615 
PIMMTGSTNG cree roe ere eee 627 
RO ITGhs Ball ercet octet: 1366 
Slai- REMOVING: ss eeedect ecw cence 1519 
PEPPER SPRAY PROJECTILES ....... 2044 
PERMITS, 

PoMiG rence one oe aye eer eames 1970 
PERSONAL CARE KITS/SUPPLIES 

ee ee ee ee 1824, 1830-1831, 1839 
PERSONAL SAFETY LIGHTS.......... 1835 


PERSONNEL LIFTS . . 1032-1033, 1042, 1176 


PESTICIDE 

CaDINGIS ca acaaesea sear neem ieee eee 1871 
RGSDIRALOIS ae eee cee eee: 1761, 1763 
PESTIGIDES 323 eso cc tent eases 1023 
PET WASTE BAGS/STATIONS......... 1554 
PETG|PEASTIO.3 3 ccccen eee. os 2211 
PETAL DISHES cee co ences: 663 
PETROCHEMICAL VENTS............ 1783 
PETROLEUM 

Hydrocarbon Detector Tubes........... 1782 
elena ar nee ham 1829 
SPINS eae rere eel re ete 1853-1855 
TransterHOseS.co wes ce cen nuns see 2607 
PH 

BBIPGES ccercresecurtcus tie cece eter encase czas 634 
Electrode Storage Solutions ............ 630 
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EIGCIOUGS «5 ce cenit et nate ein 629-630  PIGTAILS.............. 333, 387,574, 2055 ~~ PINS, Leak Patch/Repair.................2. 2821 
MGLCIS cs caterer an cnmenna ae 627-630, 2462 Annular Cutter Pilot................e55 TAQ LONEIS cc ctaaya ents conser eurncaes 880 
RES arnt erm eetnin re emeree @iaeeantt 627 PIKEPOLES.............. 862, 1007, 1820 Ball Lock ........csecececcecececers 9294°  Locatol WansmMiilels tc ne eee se 065 
DIADINIZCES seer nes cove nance ene 1480 BUuddee ste ee DS aEOGALOIS wine eee reste 565, 866, 1009 
Test SHIPS 25 cdasunw an 632, 1480, 1613,2702 PILASTERSHOES.................. 2762 (Coil TenSion.......cccccccccccccccce 9159 MGIKOIS 0c ced eanu an 1614, 1927, 1932, 2422 
Testers. . .627-629, 631-632, 1480, 2462, 2702 Coiled... ...cccccccccccccuccce 2150/2154. PMGIS cw sacsaace ae news 838-840, 855, 859 
PILASTERS, Cotte ee eee 2150-21510 EAIMCES a erect miec mee 320, 2223, 2819 
PHASE Toilet Stall .......cccccececeeee 2761-2762  Cotterless Hitch.............0004 959,2152 Racks.......... 849, 1168, 1238-1239, 1307 
MonitOr RelaySencuscsccccr. eens setae 221 Detent ......cccceccccccce 959. 2152.2321 RedMels 2.2 eee eens 842, 871, 873 
Sequence Indicators .............. 546,555 PILLOW Double Wire... 1.4.5 4 oseee esc ces. 9152  RepairClamps....... 2818, 2829-2830, 2847 
BIOCKS .. oe ccc cccccccccccccecce. 450-107 1 UOWEl ocean c cman cia aren n cine: 2153 RepairTape.......--.....eeees 2224, 2821 
PHASE ROTATION TESTERS... 045-546, 599 Protectors 1468-1469 DI Ti ceee ence tee etre ate eee eae eee ne ate 862 Repair Water BlockerS..........0cseee 874 
et as i Fastening........... 1043, 2150-2151,2169  Sealants....... .905, 1884, 2220, 2222-2224, 
PHENOLIC PLASTIC ................ 2214 PILLOWCASES..................... 1468 Fitness Machine ............eeeeeeee 2371 . . .2231-2233, 2819-2821, 2838, 2842, 3012 
Grooved Clevis..........eeceeceeeess Se SUAUIS Gea nn cotut anus sbane adeban 2722 
PHILLIPS BIT SOCKETS ...... 703, 767,776 — PILLOWS, Hairpin Cotter ..........0eceeeeeeees DAG) 9 OHULOM MOONS cree te eeee an eeine 869 
A oe doce es eta eet 1467 Headless Clevis..............0..000 2151 SNAKES... . 0. eee eee eee eee ees 2751 
PHONE FireStOp ......-.scceccceeeeceeeeee, 1983 Landscape Anchor.............. 1003, 1012 SPacerS............ sess eens 319, 2586 
AMIPINIGES cance tare rene eee: 2036 Aescue............................ Gea LOCKING eee ney 2150-2152, 2321 StandsS..............ssseeeeee, 874, 2425 
CableSeraen tee een aaaree eee 349,357 Sorbent ........ hilaahlGe Galli sece bon ll’becuecssacucccn snus 70cucboecoT 2321 Straps .. .316, 319-320, 2796, 2826-2828, 2837 
Headsets! ytens ee eee re 949 : PUIlZ@tterete er ees aera 2152, 2321  Supports.......... 316-321, 323, 874, 2074, 
HOIStEnS asus sernawe deer cana: 756 PILOT Pisin preteens esetinn ae 13859 teens eee ees 2425, 2788, 2796, 2799, 2807, 
Jack Blas tensa eer ern O56 an Enno Ganaraionhecenihlice meee Sea LUSH BUOM ic rtareconmaninani 2321 vette eee eeees 2824-2828, 2830-2832, 3096 
Wak BOXES <.cnie tn ote 355-356 Burner Tubing ...................... apg4 Quik Heleds@)s...<oaie2sens 052 eos. 2321 TAGS... sss eee eee ee eee eee 1936 
NAGS sect a eee eee a ee reece 356 Drill Biss... eee 704, 706, 708, 851 SAlClWctnee cone mare yecrae ee ee nat ae 2152 Taps..... 2262, 2265, 2268-2269, 2272, 2274 
lite OANalyZOrS atencr eee Gees 263-465) cme consis Aad) OCHO a iosa von av mmnanmaaa 1043) WAWelS sree eee eee 874, 1141, 3067 
ING TESIEIS seta see cnsss enn ceee: 363-365 Ignition Systems .......... 3032-3034, 3036  Seat-Adjustment................000, 2321 Thread Compounds............. 2224, 2820 
LOCKEIS ros eee nase on eae 1261 pins Annular Cutter...............-... TAG) SEIRCION ote cael Sadaeene reas 2321 ‘Threaders ............ 872-873, 2262, 2265, 
PRES yee een ae 328, 355-356 punches............. Pe ieapoe etl nani vee eenne sy D154 ees t ees eeee eee eens 2268-2269, 2272 
PINGS sete eee eer seen ees eee 355 RepairKits..................-. 2908, 3038 SMAPPOF. 6... eee e seer eres 2152 Threading Coolants ......... 873, 2351, 2460 
RINGGIS Sante eens wee A mete 1885 Safety Valves........ 2553, 2574-2575, 3032 Spring foadoe bnetoo ae nee 2150, 2154, 2321 Threading Dies. nay mie 872-873, 2262, 2265 
TESUEIS aaa recess eae eae es 363-364 Solenoid Valves. . .2542-2545. 2873. 2882. 3032 Spring-Loaded Workholding ........... 2321 Threading Machine lands saree ans: 873-874 
Wire Crimpers........... 383-384, 389, 814, eee aa Standard Clevis........2.sseeeeeeees 2151 | ‘Threading Machines .............. 872-873 
ee 841, 846-847,855 PILOT LIGHT TENSION ........seeeeeeeeeee s+ 2150, 2154 Threading Oilers .....................878 
Wife StNipiers =s2ee nen. en eee nen cir BG EEE PLoS eee 399 ‘Trailer Hitch............ 958-959, 961, 2152 Threading Ratchets................... 873 
Hedge ee ong-247 Weight Stack..............se0eeeee 2321 Threading SupportArms............... 873 
PHONES orc eters aah ae oe 2034-2036 | amps 946. 499 TUCKS .. 2.060. e cece eee eens 849, 1168 
Was 047 94g PINTLEHOOKS................. OR GS0mN Vises sans es eee 831-832, 874 
PHOTO EYES ........... 281-283,414-416, == 9 WENO SSB Stleninco aa. 2409, 2821, 2832-2838 
er eee 449, 469-470, 567, 1125, 1969 PILOT LIGHTS, PIPE Wrenches...........838, 858, 861-863, 867, 
DOMM .. ccc ccccccccceees 243-244. 246 Adapters, Modular FRL.......... 2590, 2002 Pe ee eee 871-872, 919, 2751 
PHOTOCONTROLS, Ant 250,257 Amlifreeze ....... ess esses sees, 3012 PIPE FITTING 
Lighting..... 414-416, 449, 454, 462, 469-470 Contactor....................... 163, 165  AtrowTape............cceeeeee eens 1932 
SECU tates trate tras: 414-416, 462,470 — Corrosion-Resistant................... ony BaNdINQTANG. ocean dneinecnincees 1932 Caddies ..... 0... ss see esses seen 2751 
hoandechantc oo phieony BONG Stee een rqeseceeccsco: 850, 2469 —_Insulation........... 2832-2834, 2836-2838 
PHOTOELECTRIC SENSOR LED en ee ie 244 AG, 257 Bending SNOCS et eee eee 850 Replacement PAWS cece eee eee e eens 2779 
Biackelssiaen spree ee nee 282-283, 414 Starter......................+.. 163,165  Brushes........ 871, 1544-1547, 2751, 3095 ae cree 
HOCENISCIES cca enssnanaven cones 414-415 Switch............. ccc ceccccee. 167,330 CAMS ce cece cece ence eee eeeees 849, 1168 ’ 
Ratiectors neue eee een noni 282 GONG rene eer near 2819 a ee eae a 2724, re 
Chorting CaS ..cceasecianevaceues 414-415 Clamp: RrODGS 22 222 cpeahae cee nee wn 596 LS 
ie roa ae 9908. 303g Clamp Thermocouples................. 596 BlaGK ION, tei. e ee ae ees 2768-2770, 2773 
PHOTOELECTRIC SENSORS....... 281-283, Temperature 3034 Clamps........ 316-319, 323, 392, 833, 2409, Black Steel............... 2769-2777, 2779 
ee 414-416, 449, 469-470, 567, 1125, 1969 se ae Re eas _ ..2425, 2780, 2788, 2818, 2824-2831, 2847 Brass......... 1818, 2656, 2722-2724, 2748, 
PIN Cleaners......... 320, 869, 2223, 2751, 2819 . 2790-2795, 2818, 2842, 2853-2855, 2911 
PHOTOELECTRIC SWITCHES...... Ze CO eenrenaris 9150 CliDSaye re ee ean D5BG s2A0ss ae DIONZG ai tens ater ate 2802 
Clips, Hitch een 9150-2151 Doll ces eee eee cesta eens 1883 Carbon Steel........ 2778-2781, 2804, 2846 
PHOTOLUMINESCENT SIGNS. ....428,1923  Fytractors 914 Compounds................0.. 2224, 2820 Gast BrasS........:.sseeeeenes 2724, 2911 
GaGeS LLL aaa COMES. 2722 2082-298, 2887-2698 ast COMET sos ag eee 
PHOTOMETERS..................... 631 UNGIS nate as cans , 684, 869-871, 373, SUM penn Boe noe ; ; 
ae a 501 30D Boe ong7_ vssuse+++ + B86, 2586, 2618, 2800,3010 Copper........ 2801-2802, 2842, 2853, 3015 
PIANO Rack hinge ae  aaig Cutting Machines............. 869-870,873 CPVC...........seeeeees 2812, 2815-2818 
Hinges ......cccsceeecueeueee, 2012-2014 Rack Wall Brackets... jgig  DeburringTools................ 2298-2300  Drain/Waste/Vent.......... 2722-2725, 2796, 
Te eae ee 2191 Racks FireHose..... 1919 DBICETS.. 0. sess eeveeen ones 874, 1141, 3067 vette ee eeees 2798, 2808-2810, 2812-2813 
Wire Cutters. .......cccccccccccce 842, 844 Parte races aarti ae cla 396 Die HEdGSeacs eerrec pantera er aes 872-873 DUCE WONieeteacante snes 2779-2780, 2828 
ee ea pai) WEE ep aenanennnses 872-873, 2262, 2265 FIUC......... sss eeeeeeeeeeeee eens 3096 
PICK HANDLES ..................... Gogg a ee DOPE eres 905, 2224, 2819-2820 Galvanizediron...... 2768-2770, 2773, 2776 
PIN AND SLEEVE ESOS rae oe ce ee ee ta 
POPU Sis tacnotee oe concuiootereoCi) |. ocr aunemepemoe nt -2777, 2818, 
PICKS/MATTOCKS. ..... 827, 862, 999, 1820 Adapters Rocare mimgnauaeasa ninya tee euate ecm unre neo 341 sien seal atg nun Neen nn 871 Gag Vent en eee 3096 
PICKS ae BOXES... sees eset ester eee e ees as Flange Aligners ..........seseeseeees 9425  Instrumentation........... 2780, 2787, 2795 
ae EE oe Cee Gy Flange Leak Shields ..............0.. 9831 Malleablelron............ 2531, 2768-2770, 
cr 2173 Connectors... ....+.s se eeeeeeee es 340-342 Freezing Spray..................-e... 7 es ae 2773, 2776, 2842 
Cover Assemblies ........+.+sseee rae 341 Freezing Units ....................... 374 Plastic........ 2617, 2680, 2722-2724, 2767, 
PICKUPS, US Sec $38,341 Gaskets... 2723, 2779, 2616, 2600-2041, 2050 ves reat 2779, 2806, 2808-2818, 2821 
Magnetic ...............05, 824, 830, 1066 — Mechanical Interlocks................. 342 Hangers...... 316-317, 319-320, 2074, 2788,  Plastic-to-Metal Transition............. 2814 
renee Cee ee ie 3 3e eiago __ «--2796, 2799, 2824-2828, 2831, 3096, 3099 Polyamide ............sessseeseeees 2617 
a POWET COTES cooc ccc eecc cern AS NaC RDP PaWpMylane «sc. csccc...c0s.20002708, 
PICNIC TABLES .................04, 1483 Receptacles............+.0+. 338, 340-342 eating Cable End Seals......... "3067 mecca gages IGT 2T79, 2616-2818 
Healing GavleS. wecscu susan eeuwacteons 3067 FESSUTE OWIICN. 2c eee eee 
PICTURE PIN PUSHERS, Inspection Camera Accessories PVG eramrue cree on 2680, 2806, 2809-2814, 
FIAMOS. 2. ee eee ee eee eee ev ee eee 1358 Hydraulic... ...... 2... sees eeeee eens rs GOR GIGcIT Choe nee 2816-2818, 2821 
HANGENS 0. cece eee eee ee tenet eens 2020 PINCERS Inspection Cameras........... 543, 616-617, | PVDF (Polyvinylidene Fluoride) ......... 2817 
ne Door Pere UDDINT cI Ct Se es ene ree 672,684,866  Single-Wall ................cceeeaes 3096 
PIGTAIL JAW cect cence ee seeeteeeeneee 2534, 2805 inculation................ 2832-2838, 3012 Stainless Steel............ 2636, 2781-2787, 
CONNECIOIS: .3. scans 333, 383, 386-387, 389 Insulation ShieldS .............eeeees oeev) ss npbaaconeeoonsD po eeooe 2818, 2828, 2846 
Splicing Kitssemcme se. tate te 376, 378, 383 PINCH POINT BARS......... 823, 862,999 inculation Tape............ 2832, 2834,3012 Steel .........0608, 2617, 2768-2781, 2804, 
eT ee re 2818, 2842, 2846 
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Quick Assembly Duct. ...... 
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PLASTER OF PARIS................. 1597 
PLASTIC 
Adhesives ...... 905, 1020, 1361, 2216-2218, 
«2220-2221, 2225-2226, 2228-2233, 2238 
Bag Dispensers..............4. 1350, 1407 
GUILCRS eae acces 684, 842, 869-870, 2618 
PLASTIC, 
BDSG ee cae ieee een eaters hermes 2211 
AG Bla bere eerie ten re cetenn meee ea 2214 
RCIVIIG Gack sac mee cree eee aha 2211 
PUGIGGa aaa earn 2197, 2209, 2213 
G-CHanNel .cccawaceneuws 2197, 2209, 2213 
GODOIWESIG! 0. = cee eneee es eewee ws 2211 
Fire-Retardant Resin.............0005 2197 
FOOU=Giade ns cae, ete nan 2210-2214 
HORE tcen cna ea renee: 2210 
EBeaMe ce eon eee iene 2197 
LDPE ores me eee aera 2210 
PEG ee te ae cere eer ere 2211 
PHeNOIGe eo cease cree: 2214 
POIWGANDONGTG oe enter te cote tes accee 440, 2209 
POWVESIOh panccm wcnt rin at et deni 2180 
Polyethylene ........ 1099, 2210, 2212-2213 
POlVPFOPVICNG ees cee ven ee 2209, 2212 
ca | Seas ener ee repens paneer a eero peer a ary 2180, 2209 
ROU eee 2197, 2209-2210, 2212-2214 
Olle verre orem at mnie meen ue 1413 
SHCCl iar sansa 440, 1099, 2180, 2192, 
ee ee eee 2200, 2209-2214 
WB Ceate eee nner e rane anes 2197, 2213 
U-Channel «.cccscevecccws 2197, 2209, 2213 
UF eee en 2212-2213 
WKGHNANG atceeee oe tr caer nse 2200 
PLATE 
Cla DSie ae ears eee cee 1065, 2830-2831 
GOMPACING epee nt cen ee mnee ate 1009 
GNIDS!: eee nt see ae cee eee 1065 
Heat EXGNANGRIS <..0% 25 oe eee ences: 3039 
JOINERS! aatwc ner ea raie ener nti 688 
Roll Ste corey eens een eee 2355 
PLATE COVERS .................... 1445 
PLATES, 
PUG SGC lietre gree ce ete eeecmnesta cpa ees 2186 
BIUMINEM atomern cscs Mecca ee mane 2183 
ANGI ar ree tee eee one 2019 
GIUMG eee ce teat ere eee eee 1583 
Gonvevor Drops cccca.eetcwawces 1112 
DOGk See ee ee 1993-1994, 1998, 2005 
all (= eee ee eae eee 190-191, 198, 1975 
FineSlOpoUPPOMt cccascaeecac ce aceass 3096 
Pid Glen ee cee eee congo 2194 
FOale eae omen tcc nena 1436 
FOOUORIVICG ] sree ana ene aee ee 1436 
Framicetece eer een ee 316, 1119 
iSolatOKr ate ee ie aerate 2550 
JACK cane aan reuene an ante ean ena a 944 
“(21/2 Eee ear rer ne reer eee 2019 
LOGON: racer tnes ee cee 249, 259-260, 275 
MERGMGse cen eee ent 2019 
MoldeaFIOOh 2s aoser cose tees 2194 
MOD Rercmncrenenem nan acum aman: 1998 
MOUNTIAG rote cece d ae erences 280, 317 
i: (8c, Neen Ree nee pee aren a eae en 1436 
Push-Button Closing .................8 258 
RaCeWay ean cere ee ne 304, 306-307 
Stainless Steel.........cccccueeeeaae 2191 
SUCICNGheere ere ec ee ee ee 1998 
SUITACG? sents te aeeeanes 2342 
SWNHGM iene o neriees. 259-260, 262, 304, 306, 
ere rr ree ere 308-309, 328, 330 
A ererree teen nate cen emer te tere ae 2019 
AND Ghent oattue tt nee arnt re 715 
TelEDNONG 2. s.cts oe deena eas 328, 355-356 
Terminal Block Partition..............0, 395 
THERMOSIAL soc. cae eens 3021, 3027-3028 
MISSHO GUIUKE comet a nonem acta ote 663 
WGaG Soe ee tare cena 2183, 2186 
TH ses 1885, 2052, 2722-2723, 2748, 2750 
Valve ISOLQOM vac ucoaremase deiner e oats 2550 
Voice/Data Cable Duct..............055 308 
Walle ae eae 308-309, 328, 355-356, 360, 
er re rare eye 571, 3020, 3101 


Welding . . .1766-1767, 1769, 2405, 2407, 2426 


Well oar re mare aanie omeameneGre tae ae 663 
Wire: Prolection. 2eccce2 sack oeeee 308, 317 
PLATFORM 
Components. . . . 1035, 1040-1041, 1043-1044, 
ete ae er eae er ecg eae 1048, 1312-1313 
COMMECIOIS S22 cect ne see aeons 1048 
ENC SUDPONSecencticssarncccen cacti: 1040 
Ladders . . .1025-1026, 1028, 1035, 1046, 1048 
LiltSeeana 1032-1033, 1042, 1178, 1180, 1183 
WalSeectrante openness ara 1048 
RalliGS escorts 1040-1041 
SUANS = sre eo 1040, 1312 
Slraddle Kil 3. .asene coneetena conene 1032 
TOONMAVSH aaa eee reac 1044, 1176 
(ube Gaddicss 3 sn aatoune anaemia 1176 
PLATFORM TRUCK CASTERS 
ee ere etre 1195-1211, 1213 
PLATFORM TRUCKS 
ee 1151, 1163-1167, 1171, 1185-1186, 1341 
PLATFORMS, 
Adjustable.......... 1040, 1043-1046, 1048 
WANG cen sa carte wanes 1032-1033, 1176 
Aluminum .......... 1040-1041, 1044, 1048 
Computer Keyboard..............0005 1321 
Computer Monitor................000 1320 
Computer Mouse.............0000008 1321 
Dial AGeeSS 2. staan cc sen anaes 1044-1046 
FIGGI OC AIG eee Nera erie ieee asi 1426 
FOWK WUCK WORK. 3:20. aecn deceeuw ces 1176 
FORMIMLOAG eo ena sece ran meee 1180, 1183 
Laboratory Mixer............000000eee 648 
EAGt Glocnesie tenant vast 1040-1042, 1046 
Maintenance ........ 1032-1033, 1042-1046, 
eee rere TT 1048-1049, 1176 
Wezzdnlee cc. ccuen ote cect 1312 
MOGUIAR Seer es secrete nears 1048 
Personnel Lift............. 1032-1033, 1042 
Rolling......... 1032-1033, 1042-1046, 1049 
OICEl) oe crete eens 1043-1046, 1049, 1312 
SIGD eens eee eae 1045-1046, 1048, 2197 
SUINP PUMP set eee eee cee eee: 2626 
Telescoping) Plank ic .0cccneieiecannes 1028 
Water Halen icc accuses ncc ect: 2716 
PLATTERS, 
FOOGh Scerreetes cee eas a certan eee terres 1456 
PLENUMS............... 2955, 2995, 2997 
PLIER 
NOIGGIS eee ae ernie 755 
PURCNES ame ree ee mere 814 
Replacement Parts ................00: 839 
OCIS eae 365, 758, 838-839, 843-844, 
Te ene pee 846, 848, 854, 861 
PLIERS, 
Adjustable... 838-840, 855, 859, 861, 863, 919 
AULOMOUIVE: 5 ccc ncccweccey 839, 843, 846, 859, 
Se eRe er eos err rte 916-919, 922 
BallehVicen en ane er ase te amr: 922 
Bent-Nose.......... 841, 843, 846, 854-855 
BUIDJEXGNANGG net ee meenas emcee ee hn 839 
Cable Cutter............. 318, 347, 366, 817, 
Sener 844-845, 853-855, 924, 1089 
Cannon PWG: occ ns esses s 839, 859, 917 
Chain-NoSe ..........0000008 365, 841, 844 
Combination......... 814, 838-839, 841, 846, 
Pere rr eee 848, 854-855, 861, 863 
GUINGO JAW. 2 ce ceaaceG ers aeeeanaase 838 
CNCIO Greece crue ar eae ta erent ear 839 
Diagonal-Cutting............. 758, 839, 842, 
cris cae 844, 846, 848, 854-855, 861, 863 
DUGG llleees eee ere eneteia eemen meee 841 
Electrician's...........00, 365, 382, 384, 839, 
Bee nem 841, 844-846, 854-855, 861, 863 
End! GUMGE sca acess 839, 842, 844, 846, 855 
Engi NIPDeNceecaccene chance 839, 842, 855 
ENG-NOS@o nena cease tee 839, 846 
Fast ReledSOurenc oneness eke trenae 838 
Fence 100) se cecak swerane wn eece teen 839 
FlaJAW see eee er eas 839-840 
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Flat-NOS@e:ae cee sw crac: 841, 844, 846, 854 
GUODINGhas ee eee oe ern 839-840 
Groove Joint............. 765, 839-840, 848, 
eer range oie a ererar 854-855, 859, 861, 863 
HOR aW eesti cine eerie aoe 840 
High-Leverage........... 817, 839, 841-842, 
Wer seer Cree 845-846, 854-855 
Hose Clamp........... 839, 918, 2534, 2805 
Insulated .... 384, 840-841, 854-855, 861, 924 
lromworker'S ........0eceeee eens 839, 841 
LiNfeMaNS sete nese ne 839, 841, 846, 848, 
eee eee ee eer hee 854-855, 861, 863 
EGER RING Set crceree rt on nears 843 
LOGKING) a2 2eceer ec tees 838-840, 843, 859 
EOGKNU tee eee eee eer ee eee 839 
Long-Nose...... 234, 365, 758, 814, 838-839, 
een 841, 843-844, 846, 848, 854-855, 
PE eae hee eae 861, 863, 2424 
LOMNG-RGAGH: oo ik ences cece 841-843 
MINIRWIG S22 eee eee 839-840, 844, 846 
Modular HOS. co2 ossGccee neces nes 2461 
Multifunction........ 814, 838-839, 841-842, 
Ee ene eee 846, 848, 854-855, 861, 863 
Needle-Nose .... 233-234, 365, 814, 838-839, 
ey ope 841, 844, 846, 855, 863, 2424 
OUFINGES acer duane a aee pease 919 
PiPGricc mee ee ae 838-840, 855, 859 
PWG prerae neat rcs cites sa cceve cers 839, 859, 917 
PreciSiMMic.- enhances ce: 841-844, 846 
PUI eesenere ese ee estes 839-840, 848, 854-855 
Retaining RNGecaen. tence ceeaeca see 843 
ROUNnd=NOSG..<aaeata acto eee arses 841, 855 
Sale WING eee aires eee rere 844, 859, 892 
SGNFAGIUSUING cae face ee eeetew anes 840 
Side-Cutting............. 839, 841-842, 844, 
eee 846, 848, 854-855, 861, 863 
Slip Joint....... 839-840, 859, 861, 863, 919 
SHAD RING ye eraee cease eras es 843 
SOM AW on m tein eat aeeeane cenaeanne 839, 917 
Solid Joint . . .838-839, 841, 843, 845, 853-855 
Spark PlUgIBOOl tas aesaea cewek as 839 
Straight JAW cece eens 838, 840, 843, 861 
IG eee tenngre ere ae eee ee 891 
Tongue-and-Groove....... 758, 765, 839-840, 
eee 848, 854-855, 859, 861, 863 
Ned OWet eerste eee wena eer 838-840 
Water Pump.......... 839-840, 854-855, 872 
WENIEK:S coor cme ctus ce cere mete a 839, 2424 
Wile SINDDING .2 2:2. et ence ee eee: 854-855 
Wile TWISIGM. .c.25. seca ce ee ae 844, 859, 892 
PLOW 
BOISi ee oe pote eee ea te ee 991 
QuiGk: Couplings: west ee eee eee 2489 
PLUG 
Adapters ....... 335, 361, 400, 402, 413, 961 
BOGS acta oct tee nto ones 337-338 
Ca0Ses@r seer tanec om meee 340 
USGS terre eeerei ee ce rete eeprearee = 185 
GaQESzo cern orm yhoantmin aur 2338-2339 
LOGKOUIS 232 eterna 328, 1946-1949, 1952 
PGES ee tpneeseer emcee nee 839, 859, 917 
TabS 2G tne ee ener 851, 2141, 2262-2275 
TOSHPUMPS . eareues eeeercn eee 2822 
WalVESiree rareniatecanentees se eee ae 2861, 2914 
PLUGS, 
ADVASING nen pete cea we eeee ee oe 2391 
ABSIRIDG erm aussie pce s ween 2724, 2808 
Acetal Push-to-Connect Tubing......... 2850 
Air Hose Coupling .............. 2519-2522 
Aluminum Cam and Groove............ 2767 
WG Gece tine nee ne 334-335 
PUI erieeeereteree yecevsereteesetre tes ore 351 
Black Malleable Iron Pipe ........ 2770, 2773 
Black Steel Pipe................ 2776-2777 
Blass BanGUl cena ane tees cuit 2849 
Brass Compression Tubing ............ 2859 
Brass Flare Tubing.............. 2853-2854 
Brass Instrumentation Pipe............ 2795 
Brass Instrumentation Tubing .......... 2859 
Brass Pipe...... 2724, 2790-2791, 2793-2795 
Brass Tubing ... 2805, 2849, 2853-2854, 2859 
BIONZGIPIDC cerca cae ure eco aie aacane 2725 
Carbon Steel Pipe ...............0005 2780 
GaSe MOMIPIDG nice erreitrans cate eter ae 2725 
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Cigarette Lighter Socket........... 361,949 PLUMBING ACKS orrane ecco aime niet 941-943 
Circuit Breaker Finder Alligator.......... JO4 IFIRGSLOPS:.. nus vuuieesn eee notsseeees ARRSS LIS irentcan anaes 942, 1180 
ClOSUNG See een ete n ea nene nen 310 = Heaters ......cccccccccccccucceccce 1141 Line Filters.......... 1626, 2575, 2589-2594, 
CONGUE «0. eee eee eee eee ete eens 315 Installation Tools ..... 305, 671, 678,684,758, terete eee e eee es 2596-2598, 2600-2603 
Copper Pipe/Tubing.........0cceeeees 2790 867-871, 2356, 2425, 2618, 2700, Lockouts................ 1946, 2553, 2595, 
COM... eee ee eee ee ee e eens 334-340, 342 _ ..2750-2751, 2800, 2805, 2819, 2837, 3010 vette eee e eee e ween ees 2998, 2601, 2603 
Coupling....... 2489, 2519-2522, 2765, 2767 Pipe Deicers..........00..eeeeeeeeees 874 Low Pressure Valve Kits............... 2049 
CRVGIFIDG norman ican cen nava cata daca 2815 Pipe Freezing Spray..............0eeee 874 Manifold Blocking Discs ......... 2543-2544 
Diellccsepea acest 1297, 1859, 2723-2725, Pipe Freezing Units ...........0eeeeeee 874 Manifold Mounts ............... 2042-2543 
fonbeounooooondodboour 2748, 2808-2809 PIP LOCALES 5s sau can eetans na ae O00 Manifolds................2461, 2542-2545, 
Drain/Waste/Vent Pipe Pipe Repair Tape .............-. 2004 2801 mn eee ee 2549-2550, 2586, 2852 
ee ere hee 2724-2725, 2808-2810, 2822 Putty ........2......2222+++-- 2819-2821 Mist Eliminators.....................2603 
DING erreur cen ee ccnminen V2 TEU Soliete oe ee 239, 2618 Modernization Kits................45. 3040 
DUS ac asanvaeeeattaeshasweene 2489-2490 Stepless ClampS .........c0ceeeeees O53A “MUIMENS teencannecesc sae 2991, 2575, 2603 
| eee rence weer ae rere 1643-1647, 1707 System Test Gauges ...........5. 579, 2822 CU 669, 695, 2496, 2498-2500 
EIGCINIGAl pomeruitmccohnmreewene 334-342 Test PlUgS .........eeeeeeeeees 9900-0808. sl NAIIS. cee nenek mina incre eines 2497-2500 
Ethernet... 0... cc cece scene eee ees 355 — Wrenches... 867,871, 2750-2751, 2756, 2764 Needle Scalers..................005, 2912 
FENG STOD) erccee eee rer wearer see ner 1883 NUURUNIMGIS tac eccere cutee eras 2503 
Galvanized Malleable Iron Pipe....2770,2773 PLUNGER Oilers......... 2595, 2597, 2599, 2601-2603 
Galvanized Steel Pipe ........... ZHU; 201G) “Gane 2 ee ee 1875  PallevLoadels. 3.22.22. ss000csceean 1178 
GHIGING ercercerie rcentatucien itive 230 | ACDSeese  e e 339 avilG BICAKCRSica mre ctor asitiates 2913 
MaZardous LOGALOM 2. shin astsee ets as Oe) PS PUIES ere snare eect 96q3 PencilGriNdlS:. 2.2 cue ee saee 2909 
OKs Caen nee nacre Senne 2780 Splash Guards. ..........eeeeeeeeees 9751 ~+Plugs..... 2519-2522, 2765, 2767, 2822-2823 
HIQNSAMPCNGs oe tan cee cone neeos 335 Plumbing Test Plugs ............ 2822-2823 
HOG ete et ea ee eee 2086 PLUNGERS, Pressure Switches.............0.0005 2600 
HOS@enrqeeae essen eee e sien ae 1818 Adhesive ........ ccc ccccccccccccce, goog PUMPS eee cate eee: 933-934, 936-937, 2674 
HOS@ BalOie eters eer 2921-2522, 2764, 2813 Hand-Retractable.................e-. 9391  RatchetWrenches...............005. 2503 
HOSPitdl-Giade icin cans era ewan 334,340 Knurled-Head...........cecccceccee. 9321  Regulators..... 2943-2544, 2585, 2596, 2600 
Industrial Interchange Coupling SONG ee ee Ao (i RGlGYS ce eee eee 172, 3041, 3043 
Be ere Pee eee ee 2919-2520, 2522 qojlet.................... ee 745, 2751 Relief Valves ............. 2973-2574, 2603 
KMOGKOULTo2 fore e ee 298, 315, 2086 RING! BUSIEISa waa amnesia want 2913 
LOCKING ere ceee cae ene a es 334-340, 342 PNEUMATIC RIVGICES ene 684, 2135, 2505-2506, 2512 
NIATING ciate cts ect’ 334, 336, 338, 341-342 actuated Valves. . .2547, 2871-2872, 2885, 3043 Rock Drills..................ee cease 2513 
M@GHANIGAN TOS. 4 masrcana nce deacdaan 2823 Actuator Diaphragms...........0.se0e- 0 ROMLGTS area ete etateeie ie eile eae 724 
MOdvar ese eats taaenoe ae e ees 355 clualerse ee ee ee 3041. 3043 SaNGElS sree eee een: 2509-2510 
NelWOrk GaDl@. 4. ket. sa asians sasecen Goo ir binivcr ee aan SoS ina ce arereanaae jana cnerentian: 729, 2511 
Nylon Hole and Knockout.............. 2086 pir DIVerS.....cceceeceeseeaees 9587-2599  SCAIGTS.... 2... cece eee e eee eene eens 2512 
Nylon Push-to-Connect............... 2597 Air MoverS...............2---. 1783, 2583 SONGWMONINGNS can are er orem sree ots 2505 
st TUDING .. 1. cece cece ees 2557 Air Valves..............-. 2542, 3041-3042 Sealants..............sseseeeeeeees 2224 
ONG re meee een Geer anne 355 SICANS ewok eae eee eee 2356, 2511 
Pin and SleeVe........e. es... 338, 340-342 BAC TAMMETS occ 2eTs SINCE ccc 2551 
Plastic Pipe ..... 2724, 2808-2811, 2813-2817 pat Sanders .................-- 9519 Speed Controls ........... 2542-2544, 2551 
FraStiG TUDINGrenannwnasnn nn 2997, 2764, 2850 — piact Cabinets................. eee. Pip) o ail Siete apy eee e rane 2500-2501 
Plumbing MGS se enema oe 2822-2823 Blow Guns.............-. 2515-2518, 2582 Staples no oU Ooo oOo Een ooo eo 2500-2501 
PIGUIMNGUIG same werenn detec ens 2919-2522, Bigwers......... eee cecccccccceeey Arise) CULES teeene coco e care oe 263, 3041 
ee eer ee 2765, 2767, 2822-2823 Brags ss 04G7  TACKONS «eee ee eee eee eee ee » 2000-2501 
Polypropylene Pipe ............. 2765, 2816 = pifters.................. eee ee eee 9519 Temperature Controls ........... 3040, 3042 
Polypropylene TUBING: ccs .w.. cass caw 2557 Calibration Tools .................. 4g MMEMMOStALS Toe ene cen eee x 3040 
Pressure Switch Pipe...............005 288 Cacters........ oe cece cccccccccceeey 4207 ~—«‘Tie-DownElements.................. 2551 
Pressure WaSHGl .. 0: cce.eee ees eean 1592 Caulk GUNS. ..... cece cccccccccceeen 9933 ~—~‘Tie-Down Packages.................. 2551 
Push-Button Blanking..............005 248 Chipping Hammers ......... 715. 2512-2513 MIGES terrace ener one arae uence 218 
PVG PIDG son ceeene ae 2809-2811, 2813-2814 Chisel Scalers................. a Psy) UUCEES ayer onbopocnos ec 957, 1219-1220 
PVC Push-to-Connect .............005 2813 Chisels........... 714-715. 862. 2512. 2514 TOOL LUDNIGANIS: ccd evecare es 898, 2456 
PVDF (Polyvinylidene Fluoride) ......... 2817 Clamps...........6s0e0e. "9544 ~— ‘Tool Replacement Parts.......... 2500, 2513 
Rall... sees eee eee e eee e nee e ne ees 1308 Condensate Separators... . 2571, 2576, 2590 Tool Sets ............sseseeeeeeeees 2903 
Pra Qicrerecesteratv kts retartetiase savnee arereni 1308 — Eonirol RelayS.....sesseseeeees SnA1 04a) WENSCUGCEIS eran eae tae sera en ae 3041 
RGAt at eae mec mace Gaon me cisee: 351 ConiOlSace eee ee 2551 3040-3043 Tubing ... .2986, 2604-2606, 2608, 2610-2612 
RGlGHEING! Varese aceuusccmene secs 2464 Couplings....... 2519-2522, 2586, 2765-2767 VAGUUINS Heer aaeue see eee ante 1565, 1567 
SIOUGGG csreerssteenctir ours ntrashecs 338-339, 342 Cut-Off Tools ............. 2508, 2511, 2586 Valve FOOnGUAIdS 2. ssi ceeecs wees 2048 
SINGIGEWIG tiiceminie ans sen et aaan 340 Cylinder Switches ...........0.see: Ag ) VIDMGWIS <e ene crea aes 149-152 
SPdiMsnreesac seer n crank ener ae 3083 CylINGEIS eee ee 9537-2541 WUNBelSigie csenune nee anne 1219-1220 
Stainless Steel Cam and Groove........ 2767 Damper Actuators ............-. mel aiie) UAE UES rane n dnc aeenarnein heen 1083 
Stainless Steel Compression Tubing..... 2858 Die Grinders................... 9507-2508 
Stainless Steel Flare Tubing ........... 2854 Diggers ..........ccccccesecsceeeee 9513 POCKET 
Stainless Steel Instrumentation Pipe ..... 2787 Dispensing Guns ...........seseeeeee 599 oe nil PINGS cee ten ae ee erate ee tein 3053 
Stainless Steel Instrumentation Tubing. ...2858 — prainValves.............. 2572-2573, 2597 KAIVES aracseer nuns taker, 808, 812-814 
Stainless Steel Pipe........ 2782, 2785,2787 pig pep |LEVEIS casas caasacesanndescee ss 883, 2336 
SIGGIIPING: uaa seeoumesene 2776-2777, 2780  Flactric Switches.................... SAq) a MAQNIMIELS tar ciatn vies oy sake teenie cae 2340 
Straight-Blade........... 334-335, 338-339 Engraving Pens ..........sesseeeeees E14) OVCNEOMELCIS ye acre aaite si eeultmner 594 
Telephone ..... 20. .se eee eee eens 395 Exhaust Mufflers.......... 2551, 2575, 2603 Rules............ sees eee eeees 884, 2335 
MGEMOCGUDIC rats ae vee nies 230-231,596 fFacteners..................... DAG TOG) SANS cece nas oem neon an 814 
drailer GONMECION. e.2casesencscuse cee: 961 Filter/Regulator/Lubricators Screwdrivers........... 798, 800, 814, 3040 
TWISIIO=LOGK 2 ue eccee ee ence 335-340, 34200 2595, 2598, 2600-2602 SUNDERS a=. ceo eee ee 2343 
Vehicle Accessory ............0.005: 361, 949 Filter/Regulators ............... 2594, 2597, Thermometers.......... 585, 587, 595, 1455 
VoiceiDaldice..acerawen cae es <2 Sn es 2599, 2601-2602 
Watertight ...............0e, 334, 337-342 Fittings........ 9519-2522, 2531, 2554-2558, POCKETS, 
WeailenproOl sis ceases ses atawnen ans S400 2586, 2765-2767, 3040 Document................ 830, 1358, 1383 
G@ArMOIONS «26.5 ccavonxecsocceaaa. 2577 «Guardrail ....... eee cece eee ees 1133 
PLUMB BOBS................... B70; O08 endo 9506-2508 
Hammer Retainers..........0seeeeees 2514 PODIUMS ................seeee eae, 1337 
PLUMBERS HAMMES.....--..00-se0eeeee 2512-2513 
CONS... 66. eee eee eee ees 2368 Hose Ferrules .........eceeeeeeeeues 2530 ~~ POINTS, 
Hole Saw KitS «0... settee cence eee ees 706 Hose Reels.............-: 1016, 2523-2529 Indicator Contact............... 2332-2333 
EGVElSirican sages wien em tamara cies rar auet 880 —_ Hose Test PUMPSo een ee oe 2000 LINING: eieec seen eas 1068-1071, 1084, 1177 
Tape. .......ssesee. 2820, 2827, 2838, 2842 — Hoses... . .2435, 2529, 2606, 2608, 2610-2612 MOil............ cece cece eee ee eee 715 
TOON SEIS ics ctw eaarcess cc 798, 2751 — |mpactWrenches.............-. 9502-2503 Rotary Tool Engraver..............005. 724 
FORGHES Seances. 1003, 2430-2431, 2436-2437 In-Line Restrictors..........ceccecce. 3040 Rotary ToolGrinding ............. 724, 2392 
JaGkhalA@GlS erste tate seen QB Ellie ceracine mvacuometnn aararstva ston: 2656 
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Plugs - Pond 
POISON IVY LOTION/BARRIERS ...... 1829 
POISONS, 
ROUGH ant See eco enn = nas oe 1018 
POLE 
PRURCES carne ee te mereaece co ane eee 1005 
SAINGGES eee cee eee ee eee ree 725 
SAWS: ccc ecen acumen american 1005 
POLES, 
Gal pClasmecrcun a enter eerie eee 1176 
GlIOSClkpece. ce re eee arene ne 1476 
Clawnesliies. ae een ee 1475 
DUSt Bannel 2:2 chee ser ateanens 1122, 1623 
Dee eet ioecee ecaaerraee 1821 
MGdSUNING S.:ceew. ete tee 1009 
Paint Extension........... 1618-1620, 1625 
PIKE eee ee oe eee 862, 1007, 1820 
POWGL te eee ae eee eee 304 
Pruning EXt@NSiON) sc. c0s0: bere eee 1005 
HOSGUE ior se noe mare eee 1786 
SEIVICGe aon eee rte e an ce tee 304 
MOSUPINGS enree resto cael yest 2822 
WentlalOMinccs ec a ocee ee eee 1007, 1820 
Window Cleaning........ccccceuueues 1550 
POLICE 
CIOUIINGeanee scat ease ene 1811-1813 
FirGaninGeatin2cce 2s stein Wetec ee 2041 
Surveillance Equipment.......... 2041, 2048 
TaCtiealiG@akee ss enss caer oe 527, 1813 
POLISHER PADS 
Reo weetas 723, 911, 1584, 1586, 2374, 2376 
POLISHERS, 
BORG ee ee ee 2371, 2381 
CONUIESS en ee. entre 677-678, 684, 688 
BIGCIIGse cree een ee eee 723-724 
ROO ene eee eee 1578-1579 
POLISHES, 
Ciena cotta rae acne. 908, 910 
CHROME eee ere aes 910, 1518, 2446 
FMNMIUNG eae terse are ence 1518 
NMetalanmcec ate eee 910, 1518, 2446 
Stainless Steel............, 910, 1518, 2446 
POLISHING 
BONHEIS saree eee sce ore tae eee es 723 
GlOWS sea coeu re ccs 908, 911, 1492 
Pad See senate arcana 723, 911, 2369 
WHEEISoacsss ecu a wacciees ae 724, 2389 
POLYCARBONATE .............. 440, 2209 
POLYESTER FELT, 
SGAlons as saat ee erie re 2215 
OUMDaanee tere hen oa nee 2215 
POLYESTER PLASTIC, 
SMCGH ra csaern er cte tana Gein sce unease 2180 
POLYETHYLENE, 
AGG eae racenenencucannme enenane 2210, 2213 
SHCCE saa ate 2199-2200, 2210, 2212-2213 
TUDES cs an eee eames eninG 2213 
POLYPROPYLENE, 
ROG ee eee 2209, 2212 
SiGGie ee es eee 2192, 2212 
POLYURETHANE 
ANDICAOIS = ere ee ees see 1622 
COAUNGS a ninat renee een o ie nner en 1634 
IURINMELS escent ete eee 1613 
POLYURETHANE, 
SHECE eee t cee eae cae aie 2200 
PUNGHUS 3.2223 -33-e ene 1730 
POND 
AGldOIS ears ee aan Cre eee 2640 
DVS eaten rermaceate pan tee tenisnaiae teres 633 
PIGS cee ee teen 2639 
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PUI S te tee ne ches noa erate 2630, 2637-2640 
SKIMMERS cree ne eter teens Gere receeee 2639 
UM GIaNINGIS . eset eee eee eee 2639 
WACUUNNS errs nccurs women men ere 2639 
PONY PUMPS............ 2630, 2639, 2691 
POOL 
BUSES eee nese eae nee ee 1481 
GheniGalSieanaancemene scans ota 1480 
GOVErPUNDS cic ceae eae vitae 2641 
FIILGIS scee ae ee ee ee 2641 
FIGAIS ee caren ee eae See a 1481 
Ladders We eenee cae eremmaane aaa 1481 
LaMPSecese ee eee nee eee 494 
Leaf Skimmers ........0ceceeeeeeeee 1481 
LEMES eect eens ier ace cere erator te aa eee 1481 
Light Transformers: 2. cccaeec cee e. yee 2639 
LiQhiein@ FIXUUNGS =) oe eos citar ees 2639 
Maintenance Clarifiers..............0. 1480 
PUD MOIS ce eee cree een 25 
PUMPS crce see emreeia crepe ee 2641, 2689 
Strainer Baskets .........cccueuuauae 2641 
Table Cloths/Covers..........ceeueues 1479 
NADIES cae nee eet ta ere eee 1479 
THENMOMELEIS: 2302 2.anceeon cen cess 1481 
TANEIS ee ance eect ene 418, 421 
TOWGIS re crete arene rae retce rere saee ane 1473 
MNOWO|S ere eee een cee aa ares eae eeoe ener 892 
VacuumiH@adSsacccve. saucetiee ears 1481 
VaCuUMPOIES: rece. aemnat were: 1481 
VaCUuMS cece once ee ee 2639 
Walter TeStKNGte. car cere cere 631 
POOLS, 
Shower Water Collection.............. 1824 
Spill Containment ..............00008 1862 
POPCORN MAKERS................. 1458 
POPCORN, 
GOnCESSION|PaCKs seat ineaeuasae onane 1458 
MIGIOWANG sentence onan oe 1441 
POPPET VALVES ......... 2475-2476, 2574 
PORCELAIN CLEANERS 
eee 1503-1504, 1518-1519, 1522, 1549, 2446 
PORTABLE 
Air Conditioners. . . 354, 2921, 2991, 2996-2998 
Blowers...... 670, 679, 688, 988, 1354, 2989 
Blowers/Vacuums .......... 988, 1572-1573 
Coolers. .. . 1300, 1825-1827, 2998, 3000-3001 
ChanleSier eae co eee 943, 1062, 1064 
DeHUMIGINGNS eens cee see cone css een 3062 
WBSRUGUS: Nee see cceete stents erect 1382 
Dust Collectors ........ 683, 719, 2363, 3060 
FaWSencce ee ane 2920-2921, 2923-2924, 2989 
Generators............ 981-983, 2560, 2562 
Heaters ....... 1783, 2996-2997, 3067-3070, 
Sears Ween ses 3082-3084, 3087 
HUMMMIMERS secure ces ereewa nme aes 3061 
ENCIADIES ae cere eee 1181-1182 
LATS isteane e a ee ee 1178-1183 
LIQUIIS arntaennces re 396-397, 429, 513-514, 516, 
cree 518-522, 530, 670, 672, 674, 680, 689, 
eer 691, 693, 754, 967-969, 971, 2359 
Power Supplies.......... 209, 412, 929, 983 
Pumps... . 946, 1824, 2467, 2623, 2630-2633, 
eee er 2637, 2664, 2666, 2694, 3007 
RANGES ey aacer emote cee ne ace 1439 
Sandblasters .........cceeeuuee 2403-2404 
SHOWEIS2. ee here ee ree 1824 
SINKS sorter ereicnn ee aes oak ane eae usta aceon 2729 
PORTFOLIOS .................. 756, 1355 
PORTION 
GUPS 32 ee ae ee oe ere ce eee 1436 
SCdICSe eee toe 644, 1428-1429, 1455 
SCOODS sect eee cameos 1454 
POSITIONERS, 
Pallet eee pioneer 1175, 1177-1182 
WEIN eemarnenna canals aie: 2424 
WOKG ccc een oneeee 1175, 1177-1183, 2424 
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POSITIVE DISPLACEMENT PUMPS 
679, 2585, 2630, 2637, 2647, 2663-2669, 
2672, 2688-2691, 2693-2698 


Extensions, Wire Partition 


POST-IT WALL PADS 


POSTER FRAMES 


Labor Law/Right-To-Understand 


POST-IT FLAGS/NOTES 


Crowd-Control. . . 1132, 1134, 1910, 2042-2043 


1134, 1230, 1314-1315 


POTENTIOMETERS 159, 222, 251, 263 


POTHOLE REPAIR COMPOUNDS. . .1631-1632 


POWDER 
Level SWITCHES, .ccs ciccesw eee wees 581 
DOMENISan coer eae creer yee 1836, 1845 
POWDER-ACTUATED TOOLS ......... 2169 
POWER 
ANGI Z GIS vin eee cre cieve nea 937, 591-592 
Cable Connectors............ 324, 923, 2420 
COMeGIS nee. aa enies eee eee 304 
Chain Tensioners...........0.0005 120-121 
Conditioners...........000005 205, 208, 353 
COnuineGls: scene ee 396-398, 522 
CONS sae ere 353, 362, 367, 372, 400-402, 
re anancnet 413, 429, 470, 665, 1764, 1779, 
eee eae 2926, 2993, 2998, 3067, 3077 
Cutter Blad6S. ccc ecce eae 719-721 
Cutters...... 671, 673, 678, 684, 717-718, 853 
Data LOQQGIS: cs n.ns ten eoees 538, 991-592 
DOOW OMERAUOIS sic se scat tea nacnieenaton aren 1992 
Drivers......... 665, 667-668, 672, 674-676, 
ee 681-682, 686-687, 689-692, 694, 2143 
DRIVES ry eres aye eerraey ene 27, 153-158 
FaGlol MGGIS cece smccnmcneeees 551-552 
INVOVIEDStan eee ee ee ee 209, 929 
EQ AUS searnomereal ate ee ee aie 2169 
LOQUQGIS eee eee eee 991-552 
MORILOIS eee nee eiere ne aaaee 551-552 
ONIBEAKGS etna eterna eee 95 
On Glutch/ Brakes: :.cccee5ncuses ewe es 95 
Outlet Strips............. 304, 353, 402-403, 
Perec eT re 1320-1321, 1343 
RElAVS arc eee eae ey 217-220, 223 
Roof Ventilators. . .2952-2962, 2964-2966, 2968 
SHAS eyeccee @ eater: 670, 678, 688, 726, 816 
DOCKEISe eee eae Ge 775-776, 949 
slacken hills. ee eee 1179-1180 
SUMNGCNS cre vert n aon nee vie ene 412 
Strips... .304, 353, 402-403, 1320-1321, 1343 
SWECDOIS seu eae nee 990, 992, 1569 
Transformers....... 160, 205-208, 560, 3033 
Wrenches........... 668, 672, 676, 682, 687, 
ee ee ee 689, 691-692, 694, 697 
POWER DISTRIBUTION 
Blogk COVGIS <<. 2s ieee eae eee see 393 
BIOGKS ere tan ere rere 393 
GaSe a eee ne eee ee ences 412 
CenterGableS- << aes ster tie wera 348 
Genter GOrdS' 2223s seat eens 348, 413 
COnlehS anne ence eee eae es 412-413 
UNS eee rene een ee amen on nen 353 
POWER GENERATOR THERMOCOUPLES 
err re Cer eer ee re 3034 
POWER METER PROBES ..... 540-541, 558 
POWER METERS........ 225, 363, 536-539, 


.. 041-542, 544, 547, 551-552, 559, 562, 607 
POWER POLE CONTACT ASSEMBLIES .. .163 


POWER POLES...................... 304 
POWER STEERING FLUIDS............ 899 
POWER SUPPLIES, 

2 WayiRaglligt ce eee ence ee 2030 
AG eee: 158, 209, 568, 929, 2472-2474, 2582 
Bunga Alatiiita caer anmecaccacumecn ccs 1979 
Chassis-Mount..........c0c0uuues 158, 212 
COnStaltt VoltaQe scs.c cn nats creas oc 560 
OGeaancan 209-212, 225, 469, 560, 1979, 2051 
DIN Fall MOUNT. 2 353 picucce secs 209-212 
DOOMAGEESS ici s wavoas os 1976, 1978-1979 
Fire Alanilies cere ommceeee oes 2051 
Hazardous Location.............005 210, 212 
LIMGdban sue cate ee ere 209, 1979 
LOCKS arensi ows eee caeae 1976, 1978-1979 
POnADIBe aetna: 209, 412, 929, 983 
ROMO er eee eer we ese 469 
SlaNUDV ween es nei au mne rs 210, 213-214 
SWIRCMING sree ecrmeete ete 210-212, 560 
Uninterruptible..........cceeeeees 213-214 


Can’t find it? Go to Grainger.com®. 


POWER SUPPLY RECTIFIERS......... 1977 
POWER TRANSMISSION 
DGIDKINGS seen ee ee en ee 27, 158-159 
Universal JOINS... cs ccee eee e ees ease 130 
POWER UNITS, 
Automotive Hoist............... 2472-2474 
MVORAUIIC ce cccetaet en eee 869, 2472-2474 
Machine Tool............00eeue 2472-2474 
POWERHEADS, 
NaC anes muue nanan ae aa anociae aca 3037 
PPE (PERSONAL PROTECTION EQUIPMENT) 
KITS cee erar ees 1707, 1709, 1837 
PRECISION 
BedHNGS sane vmn anne ca 140-141 
CalibValGtScaaccee urea sek ook 562 
GaGSceac ns eneteee ere 2330, 2336-2338 
EAVES ce re tater ca eines eee 880, 2336 
IES eee eeseata tne oe ae eee 2457 
PdtallelSsamcceceece amines eon ae 2329 
PUGES rs eeryecnde etree ene eee 841-844, 846 
REGUIGIOIS Seccetireee cee ce eee 2600 
SCMEWONVGIS 2 esac ccecr ne wean eas 802-803 
OPIINGS anne ren tek oe ne 2159 
N00 DCIS: cn euanennanee 802-803, 2330, 2333 
NWERZGIS= 3. scam ns ceacenee 814, 839, 844 
PRECUT SHIMS............... 2180-2181 
PREFILTERS, 
RIF GIGANGY eecct eens s 3059-3061 
BE MMG scree an easier ca eee 2590-2592 
RESOIRAIOL eee ee eee 1761-1763 
PRERINSE SPRAY VALVES........... 2740 
PRESENTATION REMOTE CONTROL 
POINTERS. 2s ee 1353 
PRESERVATIVES, 
Eyewash Station Water............... 1839 
FUCIeecer mem aieaa a care namen men 896, 900 
FOQUNEN recta a een eeere ae 910 
PRESERVERS, 
ET (Seen are seep oe Snes a nt Pee reg erage 1808-1810 
PaMtRMISier oe crea coe 3012 
PRESS 
FIMMGS se scaeneeteeeeee nner: 2801-2805 
AINGSee eens heen area 2800, 2805 
MAINES Acru ce cirite crest panera gene 2862 
PRESSES, 
101] ee er ere eae 2357, 2470 
BENChiea ve ceia ne ee ene eae eer 2470 
DOUG SaGKe cece eye seen te ee 2357 
Dilixeteucsccucemnrsesseat ascorrecove 740, 2344-2345 
FIGGI eene ee a 2357, 2470 
HehbaiiG i cee ern ee ees aee 2357, 2470 
HAWG cect acca t cosa oon 2357 
VGKAUIG een an eee 2355-2358, 2470 
LEG eee eerste eee ere eens eee ee 1605 
ScdliGieren ener ate seen eae 1936 
SNe eee ene 2355, 2357, 2470 
A) (EEL LI eae oo on ee ee 1475 
PRESSING TOOL JAWS.............. 2800 
PRESSING TOOLS 
ees 671, 678, 867, 2751, 2800, 2805, 3010 
PRESSURE 
Booster Pumps ........... 2633, 2642-2645, 
Ae eee ese wink 2648-2653, 2691, 2698 
Calibrators............. 562-563, 874, 2637 
INGICALONS: ecewence te eee eet 962, 2518, 3026 
LOQGGTS aas.ce ee cram a eee 980, 593 
Meters........ 570, 572-573, 580, 619, 2471, 
ay ee ree 2602, 2677, 3010 
MOUUIGSE yescerec tte eet eee cee 563 
Paint Spray Guns.......... 1625-1626, 1628 
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Pilot RO Dall KS een cine ete cee eres 2908 
PIGS cameatsater nec ce emake ema: 2908, 3038 
POLS Serer re et ne eran ae 1625 
PLODGS ieee eee nce raat 3042, 3046 
Recorder FINGIS:.cc.ceee nee seee cu eee 598 
RECOMIEIS See ee eee 580, 598 
Regulators.......... 1592, 1626, 2428-2431, 
ere 2433, 2436-2437, 2543-2544, 
aan 2594-2596, 2598-2603, 2889-2893, 
ercore  eerre 3017, 3038, 3083-3084 
Relief Valves ........... 287-288, 563, 2471, 
ee 2475-2476, 2573-2574, 2584, 2603, 
eres ree 2688, 2694, 2696, 2893-2895 
Relief Vents ......... 1140, 2463-2464, 2551 
SONSING FIMINGS oaacceue see neaeeces 571 
SONSONS sce c cau eave 287-290, 570-571, 2553, 
age oe See ee 2600, 3016, 3018, 3042, 3046 
SUUDDEISie aes eee eo 574 
SPIAVGlS)s eiecc eae 994, 1000-1002, 1525 
WOSUMOSOS ence ce teen mee ee 563 
Test Pumps .........:: 563, 874, 2637, 2822 
MeSlGIS cence 563, 571-572, 578, 874, 
re ee eer 918-919, 2637 
ThaNSGUGCIS ccc vnncnae 290, 570, 574, 580, 
eet CC Terre 3017, 3031, 3046 
Transmitters. .. 290, 570, 574, 580, 3017, 3046 
WENISGo eateries 2463-2464, 2551 
PRESSURE CONTROL 
SWICHCS 2.8 teen, ornare 290, 3016 
VANVGS eccecaek ian ca 2571, 2574-2575, 2694, 
Le hen eee ne 2696, 2908, 3010 
PRESSURE CONTROLS, 
Dtaliecwn mri cemiiaemmnrecnin 3016 
FaniGVGlG ee nomen ccmee ean 3016, 3031 
| Neeae eee rcerereeseer a ers er prec eter re 3018 
Refrigerant............... 3016-3018, 3026 
SING Gears eee ene eee 3016, 3026 
PRESSURE GAUGE VALVES........... 574 
PRESSURE GAUGES..... 570-571, 573-580, 
eee 588, 685, 918,955, 962, 2471, 2518, 
ee re 2591, 2602, 2806, 2822, 3010 
PRESSURE SWITCH 
Compression NutS..........c0000000es 288 
Contact BlockS...........ccceeeee 287-288 
GOVGIS eee ase ee ae 288, 290 
Pipe MIPDIO Sener rerstcs eee eae tae 288 
PID RINGS ca@ct cena mesncae ss cree 288 
REVS eoent erent sure A ames 288 
MGRMMMalS@cne arr acrs eens eee ee ceria 288 
PRESSURE SWITCHES, 
Riper ee 288, 290, 570, 2600, 3046, 3104 
Air Compressor ......... 287-288, 290, 2559 
HMA Gicrenncraa tance cae amet 570, 3046 
HVONGUIIG etre eerie eters 289 
IMGUSUBIAll acres ctewn 289-290, 2600, 3016 
Machine 1GGl 2. eernccne noes cee 289-290 
PUMDise cee een aneeee 287-290, 3016 
PRESSURE/VACUUM MODULES....... 548 
PRESSURE WASHER 
BraCkGlSe. waco teen comea acme an 1587 
CIGQNGIS nye csan rere ne 1519, 2446 
GOUDINGS essa aes amie eee oe 1592 
Hose Reels.......... 2524-2525, 2527-2529 
HOSES arene dan nance 1591, 1593-1594, 2606 
Lance AssemblieS ..........000000008 1591 
MOLGISisee ee ee eens bene 26, 31 
NOZZIGSS eet a nee 1591-1594 
PUMNDSieence erences 2668-2669, 2693 
Quick-Connect Plugs..............005 1592 
REGUIAIOIS ee see a ene ee 1592 
Sandblast KitSi22 tees ets wee ace 1592 
SpPlay GUNSiasce cen ec ne enters wees 1591 
WOndS eae eee ree 1591-1592 
PRESSURE WASHERS 
eet ean 1578, 1587-1590, 3011 


PREVENTIVES, 

RUS tenet 380, 901, 906-907, 1601-1603, 
ee re reer 1606-1608, 2185, 2428, 
ein etre re 2438-2439, 2445, 2456 

PRIMERS, 

ADS Peng nee oka en eee 2819 

AGIVUG a eee ee 906, 1595, 1599-1600 

AGiVyliG EnamMelie. cee. ec ees 1598, 1600 

AGHOSING..duvcks cameras 1633, 2223, 2963 

Aerosol. newawume neeeneeeens 906-907, 1598, 
See ete ere 1606-1608, 2223, 2427 

ANGGIODIG:eccmnes = soe se ordeal ae 2223 

AUIOMDUNG aan eee cats ec au eee 906-907 

GEG era en eae ae 2819 

Enaii@leccen ee ener 906-907, 1598, 
Reuse tae eaten ee « 1600-1601, 1606-1607 

EPOXViaeero tte eee rece te 1606, 1634 

Heat-Resistant.¢.4 cadccdecdeens exons 906 

MOUSE aliens meet c cee 1598, 2223 

LACK ease ae See ae 1595-1596 

WMGta aetna ee 906-907, 1598-1601, 
Seca a ents 1607-1608, 2223, 2427 

Pipe a rete tee eee 320, 2223, 2819 

PlaSU Ge eepyercec ee a ates are eee eae 320, 2819 

PV Gice eee ctor cre chet cerns ete 320, 2819 

RUDDER: oe eee 2221, 2223 

ShellaG-BaSed «oie cscs eee ettecn eee 1598 

Solvent-Based....... 1601, 1606-1608, 1634 

ODiaV ence eee 906-907, 1598, 1606-1608, 
Sr er rt eee 2223, 2427, 2963 

Wieiidieeecn accor n acess taree 2223 

Water-Based ......... 1595-1596, 1598-1600 

LGQO-VOG ice nena 1595, 1599-1600 

PRINTER 

GaSGS vere pera eee ee eee 370 

FilAMGMaseence erie ce cent oats 664 

Label AccessorieS .........0..0005 369, 372 

Labels: ore eee 367-368, 370-372, 1362, 
ee Ae 1378-1379, 1405-1406, 1931 

ODOT Secreta nearer era 1355-1356 

POWEE GONUS@a co ince oe 367, 372 

Ribbons. . .367, 369-371, 1405, 1927-1931, 1970 

SlANGS ace e neat ee rane 1337, 1343 

Tape ean 367-372, 1378-1379, 1927-1931 

PRINTERS, 

SDR are eee cee ee cere 664 

Dale Goda etree ee 1403 

IDGanGe eee eae eee ee ee 1970 

Label . . .367, 370-373, 1379, 1403, 1927-1930 

POSAGG rer cata ence rence anette omer 1379 

Thermal Transfer............. 367, 371-372, 
ee eee ee 1378-1379, 1927-1930 

Wire Identification............... 372, 1379 

PRISON 

BOOS corn ie reateor eerie eee sees 1471 

GHAINS ater earacn ie ainete etn eatin wii aes: 1341 

HINGGS ene eee aeons 2007-2008 

Plumbing FiXtUl@S ...... 0602 cee cee ees 2760 

PROBE 

EXtGHGIS:2 ss cen eee 548, 596 

LIQUES eres cote eee ee meteor een 548 

NGlEIS nee cee ne ecm ane ae 537, 620 

PROBES, 

AG CUED cndemamaanes. 537, 540, 550, 558 

AG/DGra atari ce eee e car ee 540, 558 

Air Temperature.............. 595-597, 618 

RIMOW sae et eee s eee 618-619, 3042, 3046 

AmpliiGh: cancers: Gee occc neers eee 364 

CONGUGIINIIIDS 2c cade aseae eed ease. 630 

CURED sen ee ee 537, 540-541, 558 

HIQN-Voltade ens ceases; sc neariewn mans 548 

UNAITY: Ceecrcnie veer oe ena 584, 595, 618 

EQVOW armada ween ainemn ene 2343 

CC)! 537, 540-541, 546, 548-550, 
ee Tee 557-558, 595-597, 604, 619, 630 

Moisture Indicator...........c.ceeeaee 595 

Multimeter....... 537, 548-550, 558, 596-597 

OSGIINSCODG: cecenswst cmcseun ae 540, 558 

0] 5 [ean a ano degree eer Reece ang ORE C EER 629-630 


ibe Clamp sees arte ce ere oe oe 596 
Power Meter .............008 540-541, 558 
PIPSSUNG sore see eo 3042, 3046 
SCOPE raasiie ieo tee oars sameeren 540 
SOll eee eee er ee eee 1009 
Surface Roughness Gage ............. 2341 
Temperature ........ 230-231, 537, 548, 584, 
Det nee 591, 595-597, 604, 618, 620 
MOS re were 230-231, 537, 548-550, 596-597 
MERMISUONecenteenanee tice sae ae 595 
Thermocouple........... 230-231, 537, 548, 
ee Te ees 596-597, 604 
Thermometer........ 230-231, 537, 548, 584, 
ace ete er en eeeeee eee 591, 595-597, 604 
WING eres oxen ere 230-231, 537, 548, 596-597 
PROCESS 
Calibrator Accessories............ 563, 3046 
GCalralOns nea see eee ee 562 
GOnWOlS ¢22.c¢05eee: 229, 289, 415-418, 421, 
St ere eee er ees 639, 3018, 3025, 3065 
GAUGCSia ee a ete 573, 575-577, 579 
Meters......... 159, 225-226, 229, 421, 559, 
Sateen Sioa een 562, 570, 590, 603, 639 
Output Thermometers ...............55 589 
PROJECTION 
EADS es earns se era 488, 495, 500-502 
OCICONS acc owt ce aneecae cemetery 1353 
PROJECTOR 
COMMCCIONS ciscaeratione cure ateen niet 361 
CONS tee eee nee 359 
MOUNIS ee vera ee een 2023 
PROPANE 
GdSieee ee ae ean ee enema ae 2437 
Heaters ........0005 3082-3084, 3087, 3089 
HOSCS ee eee ee eee ee 2435 
TOVCMIKIIS Saas ec ee eee ea. 1003, 2430, 2436 
Torches ....... 1003, 2430, 2433-2434, 2436 
PROPELLERS, 
Fale ieee ears 2940, 2950-2951 
MINING eee ete eee eee 651, 1141 
PROPORTIONERS, 
Chemigal’...c 3.200 eee. 1520-1522, 1525 
PROPRESS 
FIRING S? eee eee cen aes 2801-2803 
MOOS Sea cae ren ae yean trea e aise 2800 
NANOS cone tencoege tanneries ceetaen Secu 2862 
PROTECTANTS, 
ANtimiGhObldliacesese sea eos ee 1599 
AUG BOs ea sere ce ones aae 907 
Leah encee rh naaetreeees ae ene 909-910 
RUDDEI es sae eee ae 909-910, 953, 2221 
MRC ete nese eceuaner icsses 909-910, 953 
We cme coe eo raclonmere ae seta 909-910 
INV eern rr ices eae ae ees 909-910 


PROTECTIVE CLOTHING (SEE CLOTHING) 


PROTECTORS, 
Baltery lel MMlal 2ncensseeeee eee eeeee. 922 
Sich Ti [110 Inteeeee eater ree ge Re ne Ctra go mea er 17 
Gal SGhRCNicec anne a neces eee 991 
Gablee eee 300, 305, 308, 317-318, 324, 
coer ree 376-378, 389, 404-407, 1131, 2420 
COMM ere ee eee 1132 
COMER cee: 1105, 1132, 1134, 1424, 2006 
DOCUMERE ....... e005. 830, 1361, 1380, 1383 
Door Hardware..........0eeeees 1998, 2006 
Electric Motor ............005 154, 167, 196 
FIQQK ceeceuuce 1099-1100, 1342, 1533, 1623 
FURNUKe ane cena ee eee ean 1342 
GOV Els eee tere ee cee 1710, 1715 
HOSC esi ee ee ce ennai 404-406, 1131 
Mattress/Pillow.........000eees 1468-1469 
NGG eager eras aera 1641, 1815 
Palletiboad:ecnumanetcn. cen ree ont 1424 
PalletiRackoss-cctecenes anes eee 1227-1230 
PUM Peete eee eee 903, 2694 
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Rathore oxen cece tae tae 1227-1230 
SHEL eer ae ees 1361, 1380, 1942 
Surge. . .188, 190-191, 197, 203-204, 213-214, 

Mata anen tons 332, 353, 402-403, 412-413, 3031 
fallen Gineuitenen cone ne ona: 961 
INGO anne een ee emer ona 1003 
Walvis caratnmecemeee 1493, 2003-2004, 2006 
MAINT OW cece eeneteae rc tetiee ain aeieic cen 1623 
Windshield Wiper Blade................ 948 
PROTRACTOR HEADS............... 2334 
PROTRACTORS ....... 883-884, 2334, 2424 


PROXIMITY SENSOR MOUNTING 
BRACKETS..................... 282, 284 


PROXIMITY SENSORS .. . 283-286, 462, 567 


PROXIMITY SWITCHES........... 283-286 
PRUNERS 3.25 cess erences 1005-1007 
PRUSIK PULLEYS .................. 1808 
PRY BARS 
ee eee 823, 861-863, 953, 999, 1191, 1820 
PSC GEARMOTORS............. 71-74, 78 
PSC MOTORS, 
Condenser Fan.............05 44, 49, 51-54 
Direct-Drive...........00. 31-32, 35, 44, 46, 
A canes ae a eee 48-50, 52, 56-58 
Furnace Blower.............. 44, 48-50, 56, 
Bates te ae eer 2972-2973, 2975 
AVAG ce eee 40, 43-46, 48-54, 56-60, 2972 
PUMP-DUR: vote 2a eee caneer: 25, 40, 51, 53 
Unit Heater.......... 44-46, 48-50, 56, 58-59 
WashdOWht sess -cacactm es aren: 31-32 


PSYCHROMETERS. . . .543, 594-595, 620-621 


PTAC 

GORIWONS iy eee 2993, 3021, 3023, 3025 
GIGS cores cea eee retiree a ee 2992-2993 
PTHP 

COMMIS aie eer ree es eees enne 3025 
GUIS een ae eee ane et eee ee oe 2993 
PUBLIC ADDRESS SYSTEM 

BatlehieS nc tey acts esate eee ee 2038 
INTGREOMS #2 teen cake cease 2039 
MIGFODNONGS: coca cnedeaeceine cesar a 2038 
Speakers .......0000ceeee 2037-2040, 2052 
MPANSIORMEIS case wees cerns 2040 
PULL 

BalSt ore ee gees 1059 
EIDOWS tee acre eer teeter 313, 320-321 
Handles....... 1993-1994, 2003, 2005, 2018 
Station Boxes/Covers............ 1979, 2053 
Stations, Fire Alarm. .........00e ee eee 2051 
PULLER KITS. oc cece 912, 914 
PULLERS, 

AUIOMGUVE: .65 seeenatee ce scuve se 912-917 
Date ee 912, 915-916, 1059 
Ballenvcnacseen cre cee acura se ema 922 
BedniGeetae arc a cares tetas 912-916 
Blower Wheel. .........ccceeeaae 914, 3010 
DIU Siena: etude ion eran ce elcnias 1007 
Cable ee ee eee eee 847, 1059 
Calpel sence er wart ore eas 891 
GIAIN Gratecna setae eet cane 117, 1057-1058 
Compression Sleeve ............00008 2751 
Palle aeice he eee ee 914, 3010 
Faucet Cartridge ............000000e 2748 
Faucet Handle. acs ccusenedeueeesaas 2751 
PLC cote cea eer eee eee 3010 
RlANGG=WOG aac ckameeernsc ak eens 916 
FUSG coe tei are eee 187 
Gbdlaaan were ce a eee 912-916, 2469 
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HDi oe eee eee renee 913-914, 3010 
HVORAMN Gs eee eertnene er oere eres 914, 2469 
GW eae ee eae eee are 912-916 
Nail etre eeencinn eater e 823, 839, 953 
Palle aecee eo teas ene ee ae ieee 1177 
PUG V re renee ees 912-914, 916 
PUSHg erences eat mioe sche cine 912-916 
RalGnGUNG= cone. cares crea oe ee 1057-1059 
ROVGRSIDIG. rae ieee ee 913 
Salley oa aes orca ote ater te re cece sere eee 916 
MGS HOGacen cer aatearaarina acu cee ena a 916 
il Biseetuuetes tee iaac taint ae ee eee 1065 
Web SW ap ecotiemcitctscmor ancien cre 1059 
Wire Mesh Grip .............. 325-327, 352 
PULLEY 
Alignment Lasers. ..ccecceeccecs Gece: 880 
BIDUKS coe teers pes hae 1084, 1090, 1808 
BUSHINGS Harrys iaccr teen ness 115 
IGIGES eee eee ee ee ee 120 
PUES awe neces 912-914, 916 
SIPAVGS necanarewiencad seteeunde el 109, 1090 
PULLEYS, 
1=GIOOVE cc cee 109-113, 1123, 1808 
PeGIOOVE re ncuwacacn uiccene 109-113, 1808 
S-GIOOVEs 2c. kee ices 110, 112-113 
HeGhOOVE . oer esc aa es 110, 112-113 
CaselhOlizcac.cuccacs cee ace ae 109-113 
Glassi¢al V-Beliisiecce sn cee ences 109-112 
COMpPOSIEiesne ee ree eres 111 
Dig=CdSiiae re ae eee ee 109-110 
Fdilieta see eee eee 2998 
PINGOSEVOS ciency eieicsece oe eeieeen oes 1090, 1808 
Genelec ce ae eect ceca! stunner ane 114 
PIUSI Kener eee seme tees 1808 
Varlable-Pitchi ic ivscawawahaetienas 109-110 
WiKORODG. cairn aaaeaan nao ce 1090, 1123 
PULLING 
LubriGanitS sas creos veneers 849, 2438-2440 
Winches....... 1081-1083, 1085, 1105, 1478 
PULLS, 
CabMeleaicean. ecee ce 1272, 2003, 2018 
GHOSi ans cereus eee eee eee 2018 
DOG saree eee 1106, 1994-1995, 2003, 
Fey re re 2005, 2018, 2762 
PULSE 
Access Modules, Flowmeter...... 2683, 2686 
Generis ere ee eee 159 
NGLCIS rene erate eerie 559, 2684 
WalVGG emer acae net mec acieen aaee 1593 
PUN ee Sere een 2622 
AGGCUMULNGTS ee ance cor ogee eeetone 2494 
AdaplenScsce wenceaie ae 2675, 2677, 2698 
Alarm: PanelS ccs cc ccc¢ saan oxen 2629, 2655 
Bian Sinan ec awion steers 221, 2622, 2629 
And Cylinder Sets .............. 2468-2469 
ANIINGOZE ain chee ences. 1594, 1628 
BaSeSianiuan tonearm n aera 2626 
BalleHeS feee- vee saree eee 2621 
Bearing AssemblieS...........:...005 2658 
GaDl@S or erectsise oie eee ree ieee 347 
GanihIQeS cece oc Heer ce ae 2659 
Chemical Injectors................005 2694 
GONNEGIONS: se .nchmeun eee 2658, 2697-2698 
GoolantlankS: geacwstnersc es sens wee 2692 
Couplings....... 129, 2656, 2658, 2697-2698 
DOMES ae ae cea ae ee 930 
EIGCIOIS castes © aevsnetamnte aan 2653 
EXDANSION TANKS: 2c:cce ccc eee ui ee 2661 
Fastener KilS:....5cseccccweseanwne es 2658 
FIllGhSis pees ee arnoee 2575-2576, 2694 
FIMINGS rasan eee: 2658-2659, 2671 
GIANOGS eee ne mee ee ee 2658-2660 
Flas cee ees. eee 291, 2462, 2620, 2911 
FIOW INGICAIGIS ..2ecce wwe ewan uees cm 2689 
FIOWINIGIEIS 2.0e nc ee eeerewoeae 2670, 2682 
HOaGS: acct ees 2633, 2648, 2654, 2695-2698 
Hose CMS 2ccesceeeseebaeee es 2531-2535 
Hoses......... 2461, 2606-2607, 2634-2637, 
Se er re ee 2671, 2690-2691, 3091 
WNIGUFINGHS 2.27 uk ena ea eee 2632, 2694 
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WS tallAUlOM | KIS 2a ctece e cace ccaece aun anacare ers 2698 
LIGUIIKINS ee neerereree te ere anne cee 2640 
LubrGANS 44... ecemsce 898, 903, 946, 1594, 
. » 2455-2457, 2581, 2585, 2658, 2690, 3007 
MOUNTING BASGS: 22 cusaadeecececocess 2698 
Mounting Brackets ...............0.. 2691 
NOZZICSi ca nuit wee wate 2671, 2675 
OUS eee ees 898, 946, 1594, 2455-2457, 
a ae oe 2468, 2581, 2585, 2658, 3007 
Oils and Oilers...........cc00uee 935, 2658 
PilGiS eee 839-840, 848, 854-855 
PrOlCGlOlS 3. sae aaa 903, 2694 
Quick Disconnects.............000008 2677 
Replacement Parts ........ 1825, 2569, 2580, 
SRR Pre Teter 2626, 2630, 2632-2633, 2637, 
.. 2047, 2650-2652, 2658-2660, 2663-2665, 
nage ere 2667, 2675, 2688-2689, 2694, 2698 
RONG aa renee sma ener ieee 2693 
SaVElS 2 ec en aaees 1594, 1628, 2694 
SCIGGHS. as eee nae ne meeeatnes 2632 
Seal Failure Relays ..............00005 221 
Seals .... 2632-2633, 2642, 2645, 2647-2648, 
ee ere 2658, 2672, 2699-2701 
Shaft Seals ......... 2632-2633, 2642, 2645, 
Rte ae 2647-2648, 2652, 2658, 2700-2701 
SS CU eee 165, 167, 2629, 2655 
Slerage Brackets: 2.4.2 cca. teen ecees 2677 
SIAINETS «cea eee ee week 2632, 2641, 2658, 
Se ey eereee 2675, 2677, 2691 
SUCHOMIPINGS eee te eee 2671 
MANKS sete e se eee 2656, 2689 
Tihermoplasie Kis 222522 hcens. sae at: 2633 
TIMElS ccaenes ns 416, 418, 421, 2658-2659 
NDING wane tear 2675, 2688-2689 
UMNGHIKES 2a wooo aeae ce ene ae 2660 
ValV@S 0.45050. 288, 2546, 2548, 2627, 2639, 
ee er 2646, 2656, 2662, 2688, 2694, 
eer cere 2903, 2907, 2909-2911, 3092 
WaleVilaWKSse sates teats 2656 
WeIEGCIONS a awitnemran ena nes 2653 
WHEGIIKIIS = sasceeeues et ace nt ce seee 2632 
PUMP CONTROL 
BONGSie ee et ene cower eee 2655 
PANGIS meee eee ene 2629, 2655 


PUMP CONTROLS .. . 153-158, 165, 167, 174, 
Sarees 416, 2622, 2629, 2655-2656, 2658-2659, 
ona 2684, 2686-2687, 2689, 3035, 3046 


PUMP MOTORS, 
OPNASC os anc a tex 14-25, 28-29, 31, 60, 2654 
Capacitor-Start ....9-13, 23-26, 28, 56, 60, 64 
CanOnalaliscuicar see wince meen a 26 
GiGUIAIONaGore ee recs oe ne ees 60, 2658 
a Cighren reve mene ere rar reenter ner ore 27 
Dio rreactee ene eee ener 2675 
Gl eaee ene oan reem nae 13, 20, 24-25 
PSC (Permanent Split Capacitor) 
Sree ree 25, 40, 42, 51, 53 
Split-Phase ......... 8-9, 26, 28, 56, 60, 2654 
SUDMGMSIDIG: 6. cca eee cess ens 2654-2655 
SWIMMING POO: cheweeecaaa oe smeee de 25 
Waslieh:. .4ieucer ce eet aane se ee 26, 31 
PUMP REPAIR KITS, 
Centrifugal PUMD sas. seu cessaneceas « 2642 
DiaphNAQtN eae cee ewer es 2663-2668, 2688 
GaSKelin ace were ecemee cee ere 2630, 2666 
MGTGN ING eS ernearem nt ae ae 2687-2689 
oC] =! Beer ecaeare eer erg a eee moe aera 2693 
ROLAIVrcenc et ements oer te teat. 2672 
MMANSICR crete ee enn eee nese 2647 
MalVGhareriene iapnacpantt namie tacit: 2667 


PUMP RETRIEVAL GUIDE RAILS...... 2625 


PUMP SWITCHES, 

Fidaloacss nen 2620, 2628-2629, 2640, 2678, 
Pe ne er ay eee ae 2681, 3046, 3092 

PRESSING cee one ieee ae 287-290, 3016 

SHIM eee kee ee ee 2620, 2622, 2628-2629 

PUMPS, 

ACI cc anemone 936, 2647-2649, 2663-2665, 


Riese 2674, 2676-2677, 2688-2689, 2698 


Agricultural .... 1002, 2619-2620, 2632-2633, 
ee ee 2637, 2643, 2645-2646, 
ee 2669, 2689, 2693-2696 


Air-Operated ........ 931, 933-934, 936-937, 
.. . 946, 2580, 2627, 2663-2669, 2674, 2695 
ANUMGCZE ee eee eee 2665, 2669, 
rer err ee 2672, 2674, 2676-2677 
BACKUP OUND eset tet eee as 2621 
Ball Valve....... 2663-2664, 2666-2667, 2688 


Barrel... .896, 933-934, 936, 2670, 2672-2677 
Battery-Operated..... 2467, 2621, 2631, 2673 


Beverage........... 2638, 2667-2668, 2698 
BIIGG: wakes veces 679, 2630-2633, 2640, 2647, 

er eran neha nearer 2676-2677, 2691 
BiFOldWONdl tar tseee een eee ee 2474 
BIA Gh aac peceatie emer tee 1824, 1865 
Boiler Feed............00: 2652, 2661, 2698 
BOOSIC! cic ctacenes 2633, 2642-2644, 2648, 

err eee 2650-2653, 2657, 2698 
BING: ee tare voor ee 2648-2649, 2694 
BUCKED: 5 csct sina wee 936-937, 2673, 2676-2677 
GaliDRaliOMizs < Geree eset sets 563, 874, 2637 
CarWash...... 1002, 2668-2669, 2693, 2698 
Camonator: i .4.cencceas 2669, 2696-2698 
Carpet Cleaneh. 2 cic wet ee eee en 2669 


Centrifugal...... 679, 2627, 2630, 2632-2633, 
. . .2637-2652, 2657, 2659-2660, 2690-2692 
Chemical... . 896, 936, 2631, 2638, 2642-2643, 
Sere te ene 2645, 2647-2649, 2663-2669, 
re ree 2673-2674, 2676-2677, 2688, 
Tee rr 2690-2691, 2693, 2695-2697 
Chemical Transfer.......... 936, 1002, 2638, 
Ree nena 2642-2643, 2645, 2647-2649, 
eee 2668-2669, 2674, 2676-2677, 2693 
CHIIGE ene eee eet ee 2582, 3007 
CUIGHIB Go eee ee eee 2688 
Circulator...... 2638-2639, 2643, 2648-2649, 
See ee 2657, 2659-2660, 2691, 2698 
Close-Coupled....... 2643-2645, 2647, 2652, 
eee ee 2657, 2659, 2691, 2696-2697 
Compressor..... 2562, 2568-2569, 2578-2581 


Condensate Removal....... 2582, 2661-2662, 

ee er er ee 2997, 3007 
Condensate Return ............. 2652, 2661 
CORGIMCNES. cae ene ieee 2667-2668 
CONnVEMIDIE? recente ee ee 2653 
COOKING (ON cicada crnatenes 2667-2668, 2697 
GOOla: cauawess 936, 2346, 2463, 2638-2639, 

. . 2643, 2645, 2648, 2691-2692, 2694, 2698 
DG uae 2580, 2640, 2669, 2672, 2691, 2693 
Decontamination Shower ........ 1824, 1865 
Deen Welle vse ecaneeted aeace 2653-2654 
DEGASSING wore ear ree eee at 2581 
DeSOMGMNG oe ocean euae an cae oes 232, 236 
Dewatering ..........0000 679, 2621, 2627, 


rence neaee Rea etre Gageeer ee 2631-2633, 2637 
Diaphragm..... 1002, 2578, 2637, 2663-2669, 
Pr aeeatian ne 2672, 2674, 2677, 2688, 2691 


DIGSEh. cts e ee 936, 2669-2670, 2672-2674, 

Ninaon san aman at eens 2676-2677, 2691 
DOSWNGie rs eae ee eee 2667, 2688 
Dralion 2619-2624, 2626, 2631, 2640, 

Seer eS 2661-2662, 2676-2677, 2694 
Dredging: 3. esene ees 2632-2633, 2637 
OMe 896, 933-934, 936-937, 2670, 

Pay eonaeant Wien aan eae 2672-2677, 2695 
EquELOR Sa eee eee ee eee 2701 
EfMIMONE .. ence 2619-2625, 2632-2633, 2695 
Engine-Driven............ 2632-2633, 2637 
Evacuation....... 931, 946, 2581-2582, 3007 
Evaporative Cooler.............. 2619-2620, 

Sete ee eee: 2691, 2998, 3001 
Fertilizer Spray ........... 1002, 2669, 2693 
Rife OPNinKlGhee ewes certs eer ae 2698 
RIAD NdINO. 2 taearan eee 2663, 2665-2666 
FIGX VaN@es eee enee ee ees 2630, 2672, 2694 
Flexible Impeller .......... 2630, 2672, 2694 
POOH: ceacsacee: 2665, 2667-2668, 2673-2675 
FOObee emer erates: 946, 955, 2466, 2672 
POUT Gecten serie cers 2638-2640, 2691 
Fuel Transfer......... 936, 2665, 2669-2670, 

Pe ee ee 2672, 2677, 2691 
Gas: Delecian: ocacenken se: 1777, 1779-1782 
Gas-Opelated:¢2 22420 eeeknc ces 2632-2633 
Gas Ouieeee: se ee eis 936, 2665, 2669-2670, 


Haya aieely We, relia 2672-2673, 2677, 2691 


Can’t find it? Go to Grainger.com®. 


Edi eee aes ee 2474-2475, 2695-2697 
GUC ser tease eee 2663-2666 
GhEdSC Sr ot cee 933-934, 936, 2672 
GrinGelcernceuctenmen ence wen emaenace 2624 
HaNGlemeee tenes 685, 896, 936-937, 955, 1193, 


pa ee staG 1782, 2461, 2466, 2468-2469, 2656, 
aaad ats 2672, 2674, 2676-2677, 2912, 3012 


Hazardous Location............. 2621, 2649 
Herbicide Transfer......... 2633, 2669, 2693 
High-Head...... 2622-2623, 2630, 2642-2645 
High-Pressure......... 933-934, 2467, 2633, 

era ran ee 2639, 2693, 2698 
High-Temperature.............. 2620, 2697 
Hydraulic..... 382, 853, 946, 1193, 2466-2469, 

reer en eee 2472, 2474-2475 
MV GNONIGiae een ernie 2657, 2659-2660 
Ice Machine......... 1460, 2661-2662, 3002 
In-Line......... 2638-2639, 2648, 2659-2660 
Insecticide..... 1002, 2632, 2669, 2693, 2698 
Jbicce ean meneneaaae meas: 2653, 2701 
Kerosene....... 2669-2670, 2672-2673, 2677 
LaUngry Way ones. ean eee ene 2626, 2630 
Lever-Action...... 896, 936, 2672, 2676-2677 
Liquid Transfer........... 679, 896, 936-937, 


Papuan 2630-2633, 2638-2639, 2642-2652, 
ia aa 2673-2677, 2690-2691, 2693-2694 
Lubrication........ 931, 933-937, 2461, 2463, 
. . 2647, 2672-2674, 2676-2677, 2691, 2698 
Machine Tool ... 2346, 2638, 2691-2692, 2698 


Magnetic Drive ........... 2648-2649, 2697 
Manne ntesccee. 679, 2630-2631, 2633, 2640, 

oer 2647-2648, 2676-2677, 2691 
MELTING cerns cereus oe eect nes 2688 
MONMISIADE terete tee a cate 2650-2651 
NSF-Certified........ 2688-2689, 2691, 2697 
Ol ovate etre 896, 931, 935-937, 2461, 2463, 


Seana: 2663-2666, 2672-2674, 2676-2677, 
ewiee sche 2691-2692, 2695, 2697, 3012, 3036 


OW GhANGE secs eeee eee 2647, 2672, 2691 
Oil Transfer............. 931, 936-937, 2670, 

See ee ee 2672-2674, 2676-2677, 2691 
Faint SUDDWe snasraesdee ee cea 1628, 2674 
Parts WaSNEl 22... awe cea eae ease: 2638 
Pedestal...........5 2630, 2642-2643, 2645, 

er ee orn er rer 2647, 2694-2695 
PETISIANIG cere fae ces 2688-2690 
Piston...... 896, 2579-2580, 2673-2674, 2677 
PILGNEl nica ene or cee emcee 2656 
Plating Solution........... 2648-2649, 2667 
PIUNGGheat eerste eae cement: 2693 
Pneumatic.......... 933-934, 936-937, 2674 
PONG aoe eae 2630, 2637-2640 
PON Nereeeerreecramt erence tae 2630, 2639, 2691 
POGUSDale er cnn nance aan 2641, 2689 
Portable: ss. sce 2s 946, 1824, 2467, 2623, 

. . .2630-2633, 2637, 2664, 2666, 2694, 3007 
Positive Displacement............ 679, 2585, 


reine eee 2630, 2637, 2647, 2663-2669, 
Braye tenes eteiae: 2672, 2688-2691, 2693-2698 


Potable Hot Water......... 2659, 2691, 2698 
Pressure Booster.......... 2633, 2642-2645, 

Were ere ee 2648-2653, 2691, 2698 
Pressure Test.......... 563, 874, 2637, 2822 
Pressure Wash.........++: 2668-2669, 2693 
PrOGreSSING CAVITY. . 0. cueve scene wee nn 2647 
RallcarUniading!: csv2<ccteeeecta ses 2649 


Recirculating. . .. 2346, 2638-2639, 2643-2645, 
. 2647-2649, 2667, 2691-2692, 2694, 2998 


Refrigerant Vacuum......... 946, 2582, 3007 
RGSDINAION can eae anceaes 1770-1772, 1775 
ROUCES. eee eee ner eel 2693 
Rotary ..... 936, 2647, 2670, 2672, 2676-2677 
Rotary Vane......... 2578, 2581, 2670, 2672, 

ee ee ee 2677, 2698, 3007 
NV ecw eee eens 679, 2630, 2640, 2691 
Saltwater. . .2623, 2632-2633, 2648-2649, 2694 
Sample Draw........ 1777, 1779-1781, 2647 
OANA eon eee ee 2668, 2673-2675 
Sewage....... 2621, 2623-2626, 2632-2633, 

reer er Cree 2637, 2646-2647, 2665 
Sewage Ejector........... 2619, 2623-2625 
Shallow Wellic., ences scones 2650-2653 
SIDHOMicte ee eee 679, 2630, 2632-2633, 

ee ree ee 2676-2677, 2695 
SU eee ees ee 2632-2633, 2637, 


rr ee 2646-2647, 2663-2667 
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Pumps - Radius 





Solids Handling........... 2619, 2623-2625, 
ences 2632-2633, 2637, 2646, 2665-2666 
Solvent........ 2638, 2647-2648, 2663-2667, 
eee Cana 2673-2674, 2676-2677, 2695 
Spray..... 1002, 1666, 2652, 2669, 2692-2694 
Sprinkler . . .2630, 2632-2633, 2646, 2693-2694 
SlANODV iss arm on gee berets 2621 
Straight Centrifugal............. 2642-2643, 
Te a eae 2645-2646, 2648-2651, 2691 
roy 1 DPeeeweerc trae prceeemaenae a rersrerieetc tay 937, 2674 
Submersible. .. . 2619-2627, 2631, 2638-2641, 
ener 2648, 2654, 2662, 2692 
SulMPicerewnnsactee ee 2619-2623, 2625-2626, 
Tere er ee 2631, 2667, 2691 
Swimming Pool........... 2641, 2647, 2689 
Vester ee camer 563, 874, 2637, 2822 
dil (: eeeeeeeac tee nee area eerrearao rare ears 685, 955 
Wansiel nese a. 896, 931, 936-937, 1002, 
Pe 2638, 2643-2644, 2647-2651, 
aad naan ra eins 2667-2670, 2672-2674, 
er 2676-2677, 2690-2691, 2698 
Transmission Fluid..... 936, 2672, 2674, 2677 
Washvewee oe. 2623, 2627, 2631-2633, 2646 
URDU Ch ete eo ne ence oe 2652 
UtY scenes 679, 2620, 2630-2633, 2637, 
eee 2639, 2647, 2677, 2691, 2694 
NAGUUIM eee eee tee 563, 946, 2578-2582, 
ee ee eee ore 2585, 2695, 3007 
Washdownis scenncsearer nc eens 2640, 2691 
Wastewater......... 1824, 1865, 2619, 2621, 
eee eee 2623-2626, 2632-2633, 2637, 
Sea ane 2646-2647, 2649, 2661-2662, 
a ee ere 2665, 2667, 2689, 2695 
Water System ....... 2638-2639, 2643, 2646, 
. ..2650, 2652-2654, 2661-2662, 2691, 2701 
Wateltdll eee ee ron 2638-2639 
Welles tenes 2650-2655, 2689, 2701 
PUNCH 
DRINGRSci. Ween on irae ine webaree 676, 852 
SciISeeet a aces aes 758, 821, 852, 2337 
PUNCHDOWN TOOLS ............ 365-366 
PUNCHES, 
BUGHINGN reer teameee te cer seen: 822 
BICNie nena tire a ioeie ahaa nnaiene 821 
Ca eae eee eae 814 
Center .......... 822, 862, 2337, 2425, 2536 
De Siid pede nara weracsre me ccna 852-853 
DisassemblVitera. cca rte eee tae: 814 
Dileep acticee artes einen 821-822, 862 
aSKGli ven Gare ce ere eee cee 821 
at) eee 816, 821-822, 852-853, 862, 1360 
OUQW) yer ere ea eye ee ree 821 
HAVO GUNG ae ee eee ete eon ana oe 2471 
KOGKOUU i: aera eae 676, 816, 852-853 
Metal........ 821-822, 852-853, 2337, 2356, 
Pe re ee 2358, 2425, 3010 
Nall eee aie Seen a seem eee eee eee 821 
cf] 8) «) Generate eat rors eee ran ree eee rmetr ne 1360 
PilOteemrn Gari nant msot na cin 821-822 
Pll cevastecaae eerase ent 821-822, 862, 2337 
Pliph eens sate ciwene cranes cues aetna 814 
PiIG Ketter er eats ees eer anes Gare 822 
Silay LOGKee we eee e ne ena seen 816 
SQUANG nemanatic oy eeu um mene eone 853 
SlANNG-es. aaee ceeee crs ce 822, 2337, 2425 
SLUG eee er ies ome caterers: 853 
Tapeh cuca reeecen ce cre snes eee 822 
MAHSICl en cee atenen need sate 821-822 
VUE OWE eerie tear seeee Ubrepene cee 812-813 
PURIFIERS, 
RiGee see ee. 719, 2363, 3059-3061, 3093 
WAL Giere oeerterep see tenet cen 635 
PUSH 
BIOONIS 235 ¢ 20.) sack 1539-1540, 1546-1547 
FIGOM SWEGDEIS, c.cr cn neme ye Aas oniee 1580 
NULS reece ere ieee areca 2085 
PIS eoerersey eee erate ceases em eee oer een: 1359 
Plates: DODii acs oa 1978, 2005 
PUIGIS eae ee eee nee eee etn 912-916 
MNONGV Siete eee 1057, 1060-1061 


PUSH-BUTTON 
BaSeSiincpmn cs sacra tnemuas 244-246, 258 
BlanKINGIPWGS Sg encase cree 248 
BOOS ee ncn ae mer ne eee 262 
BOXGS vases ees 240, 248-249, 258, 275 
CADSiencret ean ater nee 242, 255 
Circuit Board Adapters...............5. 247 
GlOSING:PIAIGS Ge wate rm n tes wae cin 258 
Contact Blocks........... 240, 244-249, 251, 
Ree Te ae ena nie 253-254, 256-257 
Control Stations..... 240, 249-250, 275, 1125 
GontrolSis..eeceesas 162-163, 165, 172, 174, 
en 240-245, 247, 249-255, 257, 275, 1125 
DOO OPGNGIS:: cea .cueer oe seen eee 1978 
Enclosures..... 240, 248-249, 258, 275, 1979 
EAnGIS ear cee ae erie ei 371 
EAIMOS 2s ieee ga te cer sense 242, 246, 499 
Legend Plates ........... 249, 259-260, 275 
Light Modules ............000000 242, 246 
LOCK DEVICES. suena tenes tau mare 1978 
LOCKOUIS. cen tee porns eee 1946 
LOGKS cere ae 1971-1974, 1980 
Modules........ 162-163, 174, 240, 242-249, 
ee ee en 251, 253-254, 256-257 
Operators... . 240-245, 247, 251-255, 257, 275 
PINS erect eae er ae ree 2321 
Sdlety GOVGISE.. cee esc see ee ee 1946 
SWIHCNGS: cc sce eew es 162-163, 240-245, 247, 
ean 249-255, 257, 259-260, 262, 275, 469 
PUSH BUTTONS, 
NGINIMencocnahentemretne voce etron ane cerns 215 
CAMs ates 240-245, 247, 254, 275 
Ze SMM tatty es ee a eee 240, 247 
SUMMM a scanned nae ee 251-255, 257, 275 
AQMIM Recceneeee ee ere er eters 215 
EMONQGNG\ e222 centers e ee taee eae 243, 1978 
HOM ececrccnaeamsn ce eae rae ae ere 966 
IMmiated: cares eee cn 240-245, 247, 
ee rere 250, 252-255, 275, 1978 
Key-Operaled: - <tc nccntsgcces aces 241,275 
Metal... 240, 242-245, 247, 249-255, 257, 275 
ST CELT ( =e (0 pape ee ere aoe arene re 243, 245, 247 
Nonilluminated .......... 240-241, 243-245, 
ee eee 247, 250-255, 257, 275 
Pendant Station.............. 249, 253, 255 
PlaStGree cet 240-245, 247, 249, 251, 
ee ere 254-255, 275, 1978 
SldUOMs tee 240, 249-250, 275, 1978 
PUSH-PULL 
GIAIMDS sera erer ee enero e aoe 2320 
GOUGES vere ulracin mma e oeroen 568 
KWODS ioe ee ee ee: 2323-2324 
Switches ....... 245, 247, 250-255, 257, 275 
PUTTY 
HavOeNeIS ences: a eee eet cores 905 
KNIVES .... ccc eee 861, 863, 887-889, 1620 
SUCKS aanenear avanti cis 905, 1361, 1884 
PUTTY, 
AIUMINUM Geerrececee eemecoctesenet 2220 
Automotive Finishing.................. 905 
FIRCSLODt epeece eceenr eee ne camer 1884 
PIUMOING Aienee ae eee ce 2819-2821 
Neusat eae ee eee 1361 
Salida cencs ce 905, 1884, 2220-2221, 
Se eerer ete ree eater 2819-2821, 3012 
DICER eer te ee ee ee 905, 2220 
PVC, 
DNGIG a nec ere reer 2209 
SiRCiee ee rete 2180, 2192, 2209 
WEGH MN Gl een crareacce errr nee 2209 
CE EEE 
QUARTZ 
BUIDS Sheerness nirin as 494-496, 498-502, 
ere een re 507-509, 3079, 3081 
GIOGKS eee eee etn eee: 1374 
Halogen Dock LiQhtS .::2:cssescess tres 518 
Halogen Floodlights............... 460, 462 


Heaters ........ 3068-3069, 3071, 3079-3080 
LIGHE SIANCS oa nnacarce ere arama ee 521 
QUATERNARY TESTERS......... 632, 2702 
QUICK 
Cnange GhuCKS 2. cactrcs wer asae cet 699 
Change Discs............. 2371-2373, 2382 
Disconnect Valves ..........005: 2491, 2717 
Disconnects.......... 383, 2435, 2677, 2717 
Exhaust Valves....... 2547, 2552-2553, 2555 
LINKS ce eae a een eee 1073 
QUICK RELEASE PINS .............. 2321 
RACEWAY 
BOXGS an cutee eee aera eee 304-307, 356 
BRACKGISS vareor meen ae ee 305-306 
CONREGIONS: 2 eee nei eee ke 304-307 
CONNEES cera mean na aerarn mince 304-307 
DIVIDGIS: ewer cents sees nce: 304-306 
FACeMANGS cetera net ccelcee sen eeertne 304-307 
OUTGESUNDS: nan cas cue eras 304, 403 
Sika Sieiencnses heme ree eee rare 306 
RACEWAYS, 
Dual-Ghannel: sc2c.cca4eeee eee 304-307 
RIGO eee erate oe 307, 404-405, 1131 
MeTalliGtia rn cones erie 304-307 
Nonmetalligns. tc assan esa: 304-305, 403 
PON aDIE ee ea aye ee nee 304, 403 
PIGWINGC ain ccrca teat eee nee 304, 403 
RACK 
Bin MODIGKIIS es caus ce creeks aecaaan 1281 
Components........... 353-354, 1227-1232, 
Renae: 1234-1236, 1238, 1245, 1281, 1383 
Decking............ 1227, 1229, 1231-1235 
GUAKUS emcee cree a 1132-1134, 1227-1230 
PANG lScrecncrne reais eke revs cetrereraicerarts 1230 
POSIS tance catia cremate ena e 1240 
Replacement Parts ..........eeeeeues 1231 
SNENGS c02 26 ce tees 1229, 1231-1235, 1242, 
rece Tre 1246-1249, 1864, 2023 
RACKS, 
AU CVI GT eerererretecs cee een aie secre 1774 
Airpot Coffee Server ................. 1439 
AV EQUIPMENT: cs cicctinns aan ae ane 2023 
BAUGG hme arene ren ett cere: 1375 
Baler sanatice cert 849, 1168, 1238-1239, 1307 
BENG sees teens 1280-1281, 1289-1291 
BICVGlB arate omen ears eee 1482 
Bin Storage ..... 745, 1280-1285, 1287-1291, 
re ee ee re 1297, 1305-1307 
BIUEDEMDeaiee it nein eae meee or 1347 
Boltless........ 1232-1237, 1239-1240, 1244 
DOUG eee ree eee 652 
Bulk Storage ........ 1143, 1226, 1231-1233, 
Beenie erent 1238-1240, 1245, 1251-1252 
Cable Management.............0e0005 354 
Carton Storage. .........00e0ees 1231-1232, 
er ee er ee 1239-1240, 1245 
Caldlog! nena cate eens 1349-1350, 1383 
OD eae eerie eects Ch etree rir 1358 
Chemical Storage .............. 1251-1252, 
eR eo eae 1521-1522, 1525 
GleaninQ TOG ceaucstvecaae esters 2 1525 
Gloties DIVING: nsec anes eae esas 1475 
COdta a eee: 1171, 1341, 1476, 2020 
GOMPULGK a ecnee tea ome ereteih neta 1343 
CUIINDEh Sandee ant 1187, 1239, 2411 
DISHWASIEi aarti ee eae 1447 
DISPLAY i: see Be cuin oee 998, 1246, 1330, 1350 
DIUM SlOlage weaves eencnas 1143, 1864 
DUM AGG Geis ene eee 1252 
POU GAG: namin nana on eannat 1280 
Food Service........ 1248, 1447-1448, 1451 
GhAvITV-FlQWiiencer wane cess ea 1245 
HarGiHatsen es ema etcetera 1640 
NOSCiee  aane rer ernie ecay 1016, 1817-1818 
Hose Clampuey -cwsemewa eee aa 1307 


Get back on the job even faster now with grainger.com/repairparts 


Kitchen Organizer .........0c0ceeeeus 1444 
RING Seo neces ern ieee are 1452 
LEAN anergy ee 354, 1343 
LtGhANNG Stucacnne meee 1349-1350, 1383 
Modular Storage .............005 1239-1240, 
eer er 1280-1285, 1288-1291 
PallOtncarce an mineneunc aun canie 1226-1228 
Pick .. .745, 1280-1285, 1287-1291, 1305-1307 
PipG eno ee ee 849, 1168, 1238-1239, 1307 
Record Storage . . .1231-1232, 1239-1240, 1245 
ReCleecce ree oe eter 849, 1240, 1307 
El dV auxeaueetmesmne tener ernie cane 354 
ROG ete 849, 1168, 1238-1239, 1307 
salel lad wees ec cea eees 1939, 1950-1951 
SHEE eee ee 1168, 1240 
SPGeUigacnver ce nh pra mor ene cnene 1448 
Sports EQUIPMENT sac... ocexiess noses 1478 
SIAC meen sence ae 1239-1240 
MESUMIDG owe chairmen tenGtnner a 650 
ine Galtie cee ots seeewaa cee ae 1375 
MGR eek rae eee 1240 
ROOM eee ease eee 998, 1330, 2313 
UD ereeceeea ter cern een 1297 
TUONO eee cana cee 849, 1238, 1408 
TUMOUL GEA sees utes cee 1817 
Ve Bel bcrcnacee = a neeenn ana Sanroes 105 
Noice/Dala\c cece cen ecak enw 353-354, 357 
Wallitccea sau caeoee 1331, 1358, 1525, 1547 
Water GoOlen c2 2233.66 ecceeeces 1825-1826 
WikGereeue ete 1155-1156, 1240, 1246-1248, 
eee 1307, 1347, 1521-1522, 1605 
Wire Spool........... 849, 1167, 1240, 1307 
WOMKSIQUOM: accceoa ss we uence 1280-1281 
RADIAL 
DGINPRESSOS acer cree yr erent cena 2345 
Ring Installation Tools ..............05 2155 
RADIANT HEATERS........ 302, 3068-3071, 
vee 3075-3076, 3079-3080, 3082-3084, 3087 
RADIATION 
Dampers: 6 eviedwe eee 2942-2943, 2945 
DIQNS:coeren crete etree eens 1921 
RADIATOR 
BIUSHES soe ce ne 1545-1546, 3095 
COVEIS anno es arene eee eae 3090 
FIIBNS sere cee ce eee eee cere 930 
FIUIAS acne et te ce tee 903-904, 962 
HOSCS: ean ea enee nt ee ne 918, 947 
SGdlaitS; a sncse tems Week wee 903 
SCAM dS. sce cece see 2901-2903, 3038 
MOOG? cect es nr neeen nite oe ea ree 918 
NAWESi te meen cleo 2911, 2914, 3037 
VENISH peat ma cha naa nas 3037 
RADIATORS ....................008 3068 
RADIO 
ANLENNdS a eee eee 2029-2032 
BaS@ OtaulONS: 2242s cane se oar cee 2034 
Belt GUNS trac artten een catia 2030-2031 
Cables nsec 350, 2024-2025, 2030-2031 
Control Receivers .............5 1125, 1375 
EAR PINGS eee, eee ee re ee 2024 
Harnesses/Holsters...........5: 2024, 2031 
Microphones ........ 2027-2029, 2031-2033 
SCANMEIS cen teen es oe nee ere 2034 
SPGGKGIS sere. eee eee 670, 685 
MPANSMMCRS severe once keen oak 2 1125, 1375 
MUETS ee erate reer eae: 2030, 2040 
RADIOS, 
AWAY rca ieee ean ans 2024-2027 
AM/FM....... 670, 679, 685, 695, 1835, 2033 
GB peer tartans ae 950, 2033 
Gian Glan sauce cee reat tetera 670 
GlOGK ee eee ores cee 2033 
Emergency Information............... 2027 
Jobsite......... 670, 679, 685, 689, 691, 695 
Weather Alert...............005 2027, 2033 
RADIUS 
GaOeS ee ee eee ae 2338 
MalketS ane e rect eee ee 2422 
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RAGS eee 911,1492 RATCHET Radio COMMON nse. e cna c cues 252 1375 CUNNMtaeesne accent ce araevan eee acess 551 
EXt@NSIONS « «osc cecotuvcceswcrenn 7500 160 a UN LOG Ale ean ee ae eeree areas HGH HUMIC casa oem 584, 593-594, 598, 3008 
RAIL Handles (See Ratchets) Wireless Wald: scacremn a eee se 2328 Network Video...............4. 2045-2046 
BIACKGtS eetarer seers tere 1119, 1308 Load Huggers............0.000. 1104-1106 Power Quality se 0sg 1 wincur see 591-552 
Car Wheel Chocks .............0.ee0. 1130 RepairKits............e0e00 769,771,775 RECEPTACLE PIESSUIE eee nee ce cun, 580, 598 
RINGS er coer eae 1306 a. SUINNMEIS ae eee an meea etek 769,771 Adapter Plates........... 309; 312, 331, 340 Tempefallté : cncc. see. 962, 580, 584, 587, 
CagayiBAGS es aaa eee ane WS25 renner conn aat 592-594, 598, 3008 
RAILING RATCHETING GANS earnuauia see e ten aces BIO 326 IMGs eee eee eee coer eae 1375 
Eiilincaseaceee a meee ice mene 4308  ‘ArborPresses 2.2.2 -seeaucle sees ss 9357 ~ Covers... 309-312, 338-341, 1552, 1554-1556 Universal Input...................0088 598 
Sictuilis amano ne nee ae 410001789. “Breaker BarS csc vcs Satanrarnters Tilo) WACCDIGIES rence en 304, 306-309, 328,338 Video.............. 2045-2046, 2048-2049 
Cable Cutters..........ecccececee 617-045. LINCS sian caesenecea weirs uni. 1494. Voltage\Dala cc. cds decccn neces 551-552 
RAILINGS............... 1040-1041,1043, Chain Hoists.................0. 1057-1058 G Rit Caddies 25 Sasa nes aoe neee eee 1525 
or 1133-1134, 1308, 1312, 1783, 1789 Crimpers ........... 381-382, 384, 389, 847‘ Testers............................,547 RECTIFIERS, 
HGisiS ora entenattnen wets arene 1057-1059 OWEN OUP Viney styere reer reneite eer atelier 1977 
RAILS, PIDCIREAIIEES seit nNNie Curent 871 RECEPTACLE BOXES, 
Bin Holder............... 1280-1282, 1320 Pipe Threaders..............0ce0eeeee p72 Mgnt FIMUE: secu y cece eee 449,462 RECYCLING 
BOON necaecuraton crane a 1iSOr SFUIGES: conse cr cuncemaeeecuns 1057-1059 Container Covers.......... 1555-1556, 1558 
Conveyor FIOW........seeseeeeeeeess 4111  Screwdrivers............c000ce ee 800-801 RECEPTACLES, Containers.............04. 512, 1301, 1558 
DING rtatiantmeacren tare 216,394  Wrenches....... 602 760-769: 771. (02-105, TWIG wives rae cat oases: B40 WGKS os eee 1159-1160, 1162, 1172 
Dust Baier... ..4ciec.cscces asc aes 122 once nner 787-788, 854, 859, 861,919,922,  4-i-1.. cere eee 331 
Guard......... 1040-1041 1048, 11081116, 9 Geavveeneeseeoota vanes 2275 2508 OUI ee ASN mae aaa neue iy amen once 1552 RECYCLING KITS, 

Renter 1133-1134, 1308, 1312, 1783, 1789 Baseboardiileatel .. ctccsirssassass.d002  —ACSOSONCAN: ncns.c:cceue sas 1000, 1604 
Hand ..... 1040, 1134, 1308, 1481, 2759-2761  RATCHETS, Confidential Document ............... 1556 ub atehYy teeter ee entree 511,533 
HVAC Roof Mounting..............0.. 2063 GEM DNVG ss ek ataanennicn ss G82) 761, 768-760, DeCOMAlING 2-4 c22tececcueas den: BOU-886 INIEANID) cone eee eee 511-512 
PIQUE Sse onic. senate an iee eos TI QQ eee eee mete 784-785, 854,1102 Duplex....... 330-333, 337, 1311-1312, 3072  Mercury.........ccseeeeeeeeaeee 511-512 
Linear Motion T-Slot............. 1118-1119  /,"Drive........... 682, 759-760, 762-763, Electrical........... 304, 330-333, 336-342, Pharmaceutical Waste................. 512 
Power Strip Mounting................ (S20 trom rmeacrs 768-769, 785, 860-862,1102  —s-.- «+ 393, 402-403, 412-414, 1311-1312 
Pressure Washer Pump.............-- 2693  1/,"" Drive... . 682, 763-765, 771, 785, 860,862 Flanged...............0008, 330, 336-337 REDUCERS, 

Pump Retrieval Guide ................ D625 es DEVGn se ete ets 766, 772, 862  GFCI (Ground Fault)... 330, 333, 402, 412-413  Acetal Push-to-Connect............... 2850 
Safety ........ 1043, 1133-1134 13081312, WDIWeycecewecne des ecesar ee 760, (72) MIGH-ANIPCIG a ecee accra eecn a caee ae 332" AlUMINUM Ain PIPE. ars cases cee ae: 2586 

ee 1783, 1789, 2759-2761 Ail’... 2... cee ceeeeeaeeeeeeeeees++ 2903  Hospital-Grade....... 331-333, 337, 340,403 Brass Barbed.......... 00sec cece ees 2849 
Shellac eerie seen 1235) 1d Ga COMleSSexana eens nares ancenie G82 MINMINACD cia pee wnat cute ae eats 333 Brass Compression Tubing ....... 2856, 2859 
TRACK ROIEl oun yenst at oe eee oat: 1245 s (Slated wane eee nce aon cy 854 Isolated Ground.............. 331-333, 337 Brass Pipe.......... 2793-2795, 2854-2855 
Tubing Mounting .............ee0e0es 2630 Pipe WHFEAGING:..cccccscsceseeacewnrs 873 LIMIL SWIM acu cme en 264-265, 268 Brass Tubing............. 2558, 2806, 2849, 
Wealliuandiess crete ee ere 2006 Quick-Release............eceeeeeeeee 772. LOCKING ccicecsaue a: DOO=G40) ae AU ZIA IAC) Gee Gia ari eteu hires enn 2852-2853, 2856 
WanehOlSeeessee cance eueee: 1193-1134  ScatfoldiGec cicens asa ecens 768-769,771  MANING 6c occa crtmnumen nce 338, 341-342 Bronze Pipe/Tubing................5. 2802 
Workbench: ..c.d.s.0esc8s5 1317, 1320-1321 “SOCKeL.. 2.455: 758-766, 768-769, 771-772, NEMA4X.......... cece eee eee eens OOO. “G-FaCeinen sc caste eee: 87-90, 93-94 

Peet aoh researc erates hive 785, 860-862 Panel-Mount........ 330, 333, 336-340, 342 Carbon Steel Pipe...................2778 
RAIN Me=DOWN eee eee 1102 Photoelectric Sensor.............. AAAS: Conduit aes ererecsee ec eee 315, 320 
BabielSeaenene eee a ce 1012 PIDFANGISIECVE ce ceases aha 338, 340-342 Copper Pipe/Tubing........ 2797, 2801-2802 
GaiGeS aero te tet eee 583  RATEMETERS........... 225-226, 566-567 Prewired.............ceeeeeeeee 304,403  Drain/Waste/Vent............... 2808-2809 
Repelleliis sac ccaae sere ences 909 HOCVCING ccs sncansssaeenes oes O12; 1556 9) DUG sata es: 293, 2921, 2944, 2949, 3098 
RATING PLUGS, Sanitary NADKIN cc mci sade eee tere aa: 1494 Ductile-Iron Pipe..............0.c cee 2780 
RAINSHIELDS, Circuit Breaker..........cecccccceucce 106  SNMOUGEd iii ver ce eeceee es 300-309) 842, FUSGiaasc civ anv es eau evuuewausn 185, 187 
Moth aaireacce aan oe 51 OMOKIN Geese ace ae ca anes ee eae. 1552) Indirect Dien ceneeranve ene 91-92, 94 
RATIONS, otraight-Blade........... 330-333, 339,412  Nickel-Plated Brass Push-to-Connect 
RAINWEAR.......... 965, 1727-1730, 1811 Emergency Food & Water ............. 1837 Style Line. it a Leconte ch ence 0) (Eee eerie re ere Merererree 2598, 2852 
Tamper-Resistant............ 330-333, 1556 Nylon Push-to-Connect............... 2557 
RAKERS, RAZOR Temporary Power Box............. 412-413 NylonTubing...................00e 2557 
JOIN coc cc cc cccccccecccccceceee. 892 Blade Scrapers ............. 823, 888, 1551 Thermocouple .............++005. 230-231 — Plastic Compression Tubing............ 2856 
BladeS «occ ce ccc ccccccccccccccccee 809 ___‘lwist-to-Lock............ 336-340, 342,412 Plastic Pipe.............eeeees 2808-2809 
RAKES ................0.. 993,999,1820 KniveS.......ccceccccecceeeeees 808,891 USB ......... se eeee sees eeeee eee 332 Plastic Tubing........ 2557, 2807, 2850, 2856 
Wall tortiaennien’s cei 330-333, 336-340, 342 Polypropylene Push-to-Connect ........ 2850 
RAMMERS, READING LIGHTS............... 516, 2359 Waste............... 950, 1485, 1552-1558 = RightAngle ..........sceceeeeenees 87-92 
Tamping 1009 Watertight ...............00) BO6-942,410- ~ SPCUU sce nen cee sites cae enies 87-94 
Sou nipo areca un sd aebanen on REAGENTS.....................631, 634 Weather-Resistant. . . . . 330-331, 333, 402,412 Stainless Steel Tubing. .... . 2788, 2803, 2858 
RAMPS, BtecliPIneems. eee aae 2 2769, 2777, 2804 
Cable.« .<¢ececcs cereus 307, 404-405, 1131 REAMERS, RECEPTION STATIONS .............. 1337 Wireway Deana eats pelsan tide onewa Saheb smart namraeceyc takers wee 293 
ee a Se eee es RECESSED LIGHTING REDUCING BUSHINGS ........ 43, 143, 315 
HOSC... 0. eseseeeeee ens 307, 404-405, 1131 Chucking..........cscceeeeeeeeees 9253 HOUSINGS............s ss sees eee 429, 439 Ree 
Safety Cabinet..........e.ececeeeees 1872 Construction ............cesee esses 9959 WIM... seer eee 429-430 ae ees 
TOk sesso leeleneess 441127 Expansion 20000000000 zpgg RECHARGEABLE es eee a4, 1240, 1207 
Wallceae eee 1127 Hand ......ccceccecceccece 814, 871, 2258 BeuLenIOS cee caeee ia: S02; 3015429, 000; 9000; SUANOS coca naman acre dear ean sateen 850 
Wirapiviaciii@es. tcc cer ew ean autos Aly ee GMI Gee eer ree tere 2250 998, 606, 614, 665, 667, 672-674, 
VA «oo occ cc cccccucccecccecceccees ii2G eeRipe eee 842,871,873 oo ttrtttteees 681, 686, 689-690, 692-694, REELS, 
Spiral Flute .........cseseceeeeaees 9959 . . 696, 724, 933, 986, 988, 1004, 1569-1571, Cable........ 396-398, 400, 557, 2435, 2526 
RAMS, Straight Flute..........0..0.00. 2258-2259 0 ttee ee et Sa eee pene al LING... cis eee reece eet eeeees 884, 891 
: Gi re A ; ‘ : : GLO sia eecarge 396-398, 400, 522, 2526-2527 
| ieee aaa 914, 2468 Tere viii STDERR LES ashights........ 524-531, 680, 2494, 3009 Hose... +. 400,937, 1016, 1818, 2435, 
RANDOM ORBIT SANDERS ii: eee ee ey ne 971  Spotlights....... 520-521, 530, 670, 680, 689 a haere 2529, 2743-2744, 2747-2749 
z ipe Inspection Camera.............00: 866 
Dee A ee eer RECIPROCATING SAW BLADES A roel aa er 
RANGE Benders. Soo FIG OCLs 727-728, 2511 Wall........... 937, 1016, 1818, 2523-2529 
CONNGEIOISioe tees eee 2717 + ChainAssemblies .............. 1804-1805 
Hood Fillers. s- eades cence eee 3052 Cutter Replacement Parts.............. 734 RECIPROCATING SAWS ...... 666-667, 669, REFERENCE 
ode ee ee 1465, 2955 Cutters... ee eeeeea 671,709,712, 716 ce ee ae ae ge eon eee tee rer 963, 2054 
Replacement Parts ..........0.sseee 1461 Tying PowerTools ...............0000: TAGME Se ere a, Charts oo. cece eect teen eee 1941-1942 
(MENMOMELEIS - one ecetee see 597 
RANGES, RECEIVER TOW EYELETS......... 958-959 RECORD 
Freestanding Kitchen.............6.+. 1465 S1GlAGe BOXGS cere eee aan 1381 REFLECTIVE 
Taio 1439 RECEIVERS, Storage Racks... 1231-1232, 1239-1240, 1245 — Clothing............csceee eae 1726-1728 
Air here oooo oor ono Doe ooo ooo 2570-2571 RECORDERS ae Hat peal ae Gan ahs be han ege cots ea ead oat 
5 AVEMENTWIANKEMS: 5 cc enc ea ee oe 
CET ene ca gncl a are aan a AS AIAG GE ea ace es ae Chablis tarmeneenie et 584,598 Property MarkerS.........cceseeeeaes 1912 
NOSIS ae aarp cere oc ceeteore 1828, 1905 
i-70 GRAINGER. Can’t find it? Go to Grainger.com®. —_1-800-GRAINGER (472-4643) 
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REFLECTIVE TAPE, Replacement Parts ...........0eeeees ORO) aia tare ece rer mue aa t eeenene ess 217, 220, 3035 Carpet Spot... 908, 910, 922, 1517, 1519-1521 
Photoelectric Switch............eeeeee 599°  WatGECONNGCIOIS vcurcraanneqenn cas ZT LO RICAN Mie easr nce seat waren a 20 SIE Gall Kee eee eae tre es ere 1519, 2236 
Tachometer ..... ccc cece ccccccccccecs 567 Force-GuIdGU ese eee se ee ZL DUECAl esa ee ae ee ae ares 2216 
Wehicie he re on gg4 REFRIGERATORS/FREEZERS General Purpose ......... 215, 247-218, 220° Floor FinISH wr ec ce ce ne ee eres 1521, 1523 
WanniNdine ste te eee GGA teen eee nnecneeeeeeeeanne 637, 1462-1465 Hockey Puck............0055 162164210 ceee ee eee eens 232 
HVAG ce can 215,217, 3091;,3035;.3041.c043: - (GaSkel 22. eae see on 2216, 2227 
REFLECTOMETERS, REGENERATIVE BLOWER IGOCUDG! sacinnann ns aan rene 215: /Graliiticnee veneeenerence: 1519, 1613, 2446 
TITEL GTTa i ee BGA UMUMIEIS© yeaa eee ere 2575 lECControl.................. 169-172,218  Grease......... 901, 1519-1520, 1522, 2446 
REDdIEKIISe seerer nee we neee ease eee Z5G4 LNG MONG; cutee ct ancecck hen Pee OGUM neice aeaes 1517, 1519, 2446 
REFLECTOR Line Voltage........ 215, 217, 20022213000) CINK cc ese cee 910, 1517, 1519, 1613 
Lamps ...... 430, 488, 492-497, 500, 502,514 REGENERATIVE BLOWERS........... 2064. E0al SHONNG) cana cana nana ess nan 221 LacquenVamishccsc.ss2ss000 1613, 2446 
LONSCS.. occ ccccucuccccccccucucecucs 978 LOGIC eerccncrnscc She Guerrier tea var neruancecte Ae pe LAM PICASE ye ances ance sey acest 511 
REGISTERS, LOW-Vollage:; ces secucdseuress 220,3035 ‘LavyOurFlWIG: scecawerseentneresun cat 2427 
REFLECTORS, Ain ee ne eee ee eee 9102 — Magnelie LING: sc.certe ec neen sca ee 3035  Limescale...... 910, 1503-1504, 1520-1521, 
Automotive. .......cccccccecccccccec. G7G ame Wallstreet cert 3076, 3085 Mercury Displacement ................ 7-7 || a ae Pea Fee 2702, 2704, 2707, 3011-3012 
Guardrail... ... cc ccecccccccccccce. 1904 JJUIEUN GIs see abo nunh hones conse: 223 Manhole Cover............ 1066, 1783, 1858 
fighting eres ee 430, 445, 449, 452 REGULATOR Motion Sensor................00. AGO-4700 INGIK cceus coe vnamnoss anne 1519, 1522 
Photoelectric Sensor...........0se00e. 282 Brackets........ 2594, 2596-2598, 2600-2601  Multifunction................... 222, 3041 Mold and Mildew............... 1503, 1519 
Past) oe eee O7a19i2' 2043 Chet ValNGSn50 225 aeae. serene sere ct 9435 NEMAControl............ 162,172,218, 220° Ol Stair cacneceeet nea acta 1517 
Tubing Heater ..........ceeeceeeeees BURT on COVEIST cee ater ecericrtee 9594 Open-Type.... 2... eceeeeeeeeer eens 217 AG Al Geer eee 910, 1519, 1613, 2216, 2446 
GANGES cs cycsaveuvuenia dure esau 579 Overload ............... 161-164, 168-172 Rust...... 910, 1503, 1519, 1600, 2702, 2963 
REFRACTOMETERS........ 626, 2462, 3012 Mounting Clamps.................05, 2602 Phase Monitor...........cceeeeeeeees 221 Scale.......... 910, 1503-1504, 1520-1521, 
Belicia 25042596 Plug-in...........0.. 0 215,217, 220-228) neck 2702, 2704, 2707, 3011-3012 
REFRIGERANT T-Handle Conversion Kits.............. 2594 dem eee 172, 3041, a sina eee eco oe 
., GLEN nee oo tea Galant estace tence , 2216, 
Cee TUT aiag REGULATORS, ee eee 217-220,223 Splinter... sss eevee ceeeve, 1830, 1835 
DIVOlS .. cs cscccecececcaceeeeeeeaes 3015  Acetylene....... 2429-2431, 2433, 2436-2437  Programmable.................5. 224,421 Stain ..........4. 908, 910, 922, 1481, 1503, 
Evacuation Pumps.......... 946, 25823007 AirLine............ 1626, 2428, 2543-2544, Pump Seal Failure..................4. A 1917, 1519-1521 
Filter/DryerS. .......0scceeeeeees siecle ee 2553, 2594, 2596, 2599-2603 Refrigeration........ 3031, 3035, 3041, 3043 Staple .............. cece 1360, 1399 
Float SwitcheS.........0sseceeeecee. 3007 Calibration Gas ...... 1777-1778, 1780, 1782 ResetTimer.............ssseeeeeeees aS ee 2260 
Fluorescent Additives GOMpressOh es see 2596 Reversing............s.esseseeeenes S041 Tap... eee eee ee eee eee e ene 1517, 2216 
on aie 946, 2494, 3009, 3012 Cylinder............ 1778, 1780, 1782, 2437 Safety Monitoring ....................278 Thermostat Cover ...................3040 
FIUSHicce eee a a 946, 3012-3013 Dialer eee eee er eere Cree eee yar 2596 Socket-Mount eenenee 21 5, 217, 221-223, 277 Wallpaper see ee neon ee eee 889, 1622 
Gauges 4 pote eee ere 946 3005. Elecironig, Pressure. .caeacvssasan 2596 Solder Terminal.......... 215, 217, 221-223 Wheel Cover.........00sseceeeeeeeees 953 
Heat Exchangers.........ssseseeeaes 3039 Flow Control.............6. 574, 2429, 2547, Solid-State.............. 162, 164, 216, 219, 
HOSCSSs van mineancreen ee BONG 8002 4000 cee camera rarer 2990-2553, 2555 Ot pou cannes, 222-224, 278 RENEWALS, 
Leak Detectors.......... 621-622, 946, 2494, Flowmeter.............seseeeeee ees 2429 Starting............sseeseeaes 3031, 3035 Flint... 0... 2431 
eae 2820, 3008-3010, 3012 Fuel Oil...................+.+- 2889-2890 Switching. ...... 215, 217-218, 220, 222-224, 
Te eee ee 3012 Gas Pressure... 2428-2429, 2433, 3083-3084. vst ster ee eter tees 423, 469, 3035, 3041 REPAIR KITS, 
Lin SOtS « - eee cccccccceccnccccccea. 3094 Manifold................. 2542-2544, 2594 —lime-Delay ....... 172, 222-223, 3031, 3035 Accumulator .............0eeeee ees 2494 
Liquid Level Sensors...........e.e00. 3007 Nitrogen (N)......... 2428-2429, 2437, 3010 ‘Transformer.............+.+04, 3035, 3075 Air Compressor.............+.e eee 2580 
Oil PUMPS .......0sccecececeeeeeees 3012 Oxygen (0).........0.008. 2429-2431, 2433 Undervoltage..............s sees 221,288 Air Dryer ........... 0s eee eee. 2587, 2589 
Pressure Controls ......... 3016-3018, 3026  Pneumatic..... 2543-2544, 2585, 2596, 2600 Voltage Sensor.....................4. 221 AirMotor.............++. 2664, 2666-2668 
Recovery Machines.............. 946, 3007 PRECISION aaeuse tnt ea eton yee ear aee: 2600 Watchdog Me cures Dect ab ama et ecco tnsr a weneas 222-228 AMGMOUWE. i. cen esau 905, 916, 953, 959 
Recovery Tools.........eeeeeeeeeeess 3010 Pressure ........... 1592, 1626, 2428-2431, Backflow Valve ..............4. 2904-2906 
SO ee 30070 ssn sesee ees 2433, 2436-2437, 2543-2544, RELIEF VALVES, Bolas ecu reser ere acer nee 108 
Sight GlasseS..........cseeeseeees SN) atu een 2594-2596, 2598-2603, 2889-2893, Air Compressor ........... 2573-2574, 2894 Compressor.........-..eseeeeeeeees 2580 
Valve COiIS.......0secececeeeeeecess SUIT ene ee 3017, 3038, 3083-3084 Boller.......... see eee reer 2893-2894 Door Frame ........+.-..ssseeeeeaes 1998 
Valve Core ToolS..........ecceccecced ORI a Dkay GUN nee ee aan etree 1626 Hydraulic CC ane, Were tees 2471, 2475-2476 Faucet............. 2721-2728, 2747-2750 
Valves ............. 3006, 3010, 3012, 3015, Temperature ................04. 299 2801) PMEUMANG ace cen ee Zorae2ar4, 2003 - MCSE REP cas. cunaunuues cov ananens 2529 
ee. en ee B07. 3049 9004. VACUUM toccmecs conn ttgricasacd vee eOO0 Pressure .... 287-288, 563, 2471, 2475-2476, Hydraulic................ 2468-2469, 2494 
Voltages. 205, 208, 213-214,353 sree tee eens 20372014, 2004, 2003, 2088, POL. ccsscecueensses see uea es 2908, 3038 
REFRIGERANTS.................... B01se) Waleleae cee: 2889-2890, 2892-2893, 3017 steer te eeeeeeees 2694, 2696, 2893-2895 Pneumatic Actuator.................05 289 
Welding.............0.0- 2428-2429, 2433 Safety .... 287, 2471, 2475-2476, 2573-2574, Polybag Sealer..........cceeusessees 1406 
REFRIGERATED : ; : : .. 2984, 2603, 2694, 2696, teen Pump (See Pump Repair Kits) 

RELAY ANG IPE tian sect en aaaten 5 oss p20 Gd ne RAllMcns cites: Saas wie amiies ates 2468 
Teta edd ea otefec eee ee ere ee Fake Nes eer ee teenere e 2604 Ratchet en 769, 771, 775 
Sandwich Prep Tables................ A Aco an CIDSeraraniiar a eere teeny cr scr O16 MacUUM ee ace-e === Zora; 2004; 2080, 2008 -) ROOl ss ctr. aac ar sesame e 2963 

DUSt COVERS... ce een i ee 219 Shrink-Wrap System............. 739, 1418 
REFRIGERATION ENCIOSUNES ic sievsckvuven essecus 217-218 REMOTE Steam Wrap... cece eee cece eee ee ees 3038 
Asn Pancle ee APG oe HCAUSINKS ans ace a cueceen aes 219 Bulb Sensors............. 3026, 3030, 3040 Thread............. eee eee 2137-2138 
Brass Flare Fittings oes east! 2853-2855, 3017 Memory Cards oho cee eo oo oo ei oo oo 224 Laser Detector Displays oa ca mses inipas fe aaa susaeseacies aioe 881 Tire ele same eg sie Ae ele naeis maple inset eine elle nies ee sge ae ates 959 
Capacitors..........cecee ee. 65-66, 3031 | Modules........ 169, 216, 218-219, 224-225, Optical Sensors................. 967,1125 Toilet... eee eee ees 2754, 2756-2757 
Compressors ..........0ssscsceueee, ae ee 278,415, 1881 Power SupplieS..........ceceeeeeeees 469 Valve......... 2544, 2546, 2587, 2747-2748, 
Controls........ 3016-3019, 3025-3026, 3042 | MountingAdapters ........... 162,170,216  SpeakerAntennas................... 2037 . 2750, 2892, 2904-2906, 2908-2909, 3010 
Tiele oct 301g  Panel-Mounting Adapters .............. 162 Speaker Microphones........... 2028-2030 Water Hose .............. eee eens 1013 
Fittings........ 2006, 3010) 3015, 3017, 2004. RACKS tactic ers 354 Lela Sensors. . Dap eigh ire ae Welding H0se.....-+.sssseesees 2424, 2534 

SOCKEISt eee areas 216, 218, 277 ErMOMELErs....... 1 900-900, IJI-9IZ, 
ra er ie eee ieee aa SWAG ose 094 een eeaees 594-595, 597, 601-603, 610,615 REPAIR MATERIALS, 

‘onTools. 305 674 Switches ..... 215, 217-223, 278, 3035, 3092 ASMA cmcme i aenmeceineainan 1630-1633 
ea te eet EER ETE ER CRTACIUIGe TITAS ee is 219 REMOTE CONTROL SOE canteen oy: 905-906, 2055 
Lubricants ..................ee, 2568, 3012 BalienleS samen as Fee nees Ha2, -GONCKEIG. 2222222225. 1597, 1631-1634, 2172 
Nitrogen Regulators................. "3019 RELAYS, Locks and Accessories .......... 1125, 1976  MaSONry......... sees eee reas 1597, 1634 
OllS............ccccccceceeeee 9568, 3012 Air Conditioner...............04 3031, 3035 THO... eee eee cece eee eee 953, 955 
Relays eee 3031, 3035, 3041,3043 Alternating...................ee, 215, 221 REMOTE CONTROLS, 

Replacement Parts ............0eeuus 1461 AGUdSldieea ak coe eee eee 3030 Wi tub Gausetnesbagedasedege 1125, 1978 REPEATERS, 
Temperature Controls BieMetalliGsrs cures nese cannes 170 Fall: comecinaewene mega veetun cans 3101 WIKGESS cana cmenan amen comin 2049 

eee 3018-3019, 3025-3026 BIOWer....... 0... eee cece eee eee + 3035 Flowmeter... 20.2... eee eee ee eee. 2688 
Tubing ........ 2847, 3006, 3015, 3017, 3094 Capacity... a, 3041 Lift......s sees cece eee eee eee ees 1183 REPELLENTS, 
Vacuum Pumps........-.-- 946, 2582, 3007 Control..... 161-164, 168-172, 216, 218-219, Presentation ...................e0es 1998" ANIMA te oe ees acces ce ae 1018-1020 
Valve COrES ......csceececeecesees nis eee 221-224, 278, 3035, 3041, 3043 Spotlight ..............sesee eee eeees 971 Insect... . 0... cece eee. 1022-1023, 1829 
Valve Replacement Panes oon cons 3010 Current Sensor............05 220-221, 3092 Television Pee ee 2027 Acne oe eee ect kate 909 
Vibration Absorbers...........ececeee 3013 iG ital Seine ee etree eee 226-224 NGIUING pe ceeen aie eee eee 2419 
WrencheS...................-.. 788, 3010 Electric ...161-164, 168-172, 215, 217, 219-224, RESCUE 

oe 278, 288, 470, 3031, 3035, 3041, 3092 | REMOVERS, Baus eee ee eee eee Ge 

REFRIGERATOR/FREEZER Electromechanical..............:. 222-223  Adhesive...... 1517, 1519, 2216, 2227, 2236  Blankets............ 1823, 1833, 1835, 1837 
(ullBRIcHES) a ee 3095 Electronic Overload...............008. (UGE) UV SUIEW EE pepe ea ea ane aeae need encore WS19 CAS occ e cece cette eee 1821 
FANIMOUONS. .see, awe: 38-40, 44, 47-48, 61 PUIG EC ce eer rneons cae ctoer ducoae ae SileeDeViEGS ae eee 1786-1787 


Get back on the job even faster now with grainger.com/repairparts I-71 


Rescue - Rod 


Product Index 


Sign In to Grainger.com® to See YOUR Pricing 





Glass Breakers.........0cccuueues 812-813 
GIQUES ae tes a caren aes 1807, 1815 
HanmeGSSeSie nee Oe eee ee 1807 
HEIMEIS saareres cee eee: 1637, 1807 
HOOKS! se tec eee 813, 1481, 1711 
KiINGS see or ee ce 812-813 
LaNVaNOS sac antne mens 1786, 1806 
Nats socrcrece eran rertaa ees aeaete 1821 
ROIS eerste tga ee renee anise 1786 
FROUES fe ciemceeic ot caaien ener: 1097-1098, 1786 
DaVy Bid@CS ce ate terete ae eee 720-721 
DUCICNENS ten eae 1821-1822 
NOSIS cranten ae Gain sane eae a nherne 1809 
WalerGealincat.coeeee scence 1809-1810 
RESERVOIRS, 
AiO eese rae nae areata oes 2463 
AMRODGIAIGM aiein a eee oe eawens ose 2465 
GOnStanteveliin nese cece weeeuceen 2463 
EIBGINGS eee ane oe eee eee 2463, 2465 
GhaVilin eee cee 2463, 2465 
HyGrauliG OW ccs eenaen eentacns 2473, 2495 
MalWidl arsenic a aaeee aden naa 2465 
Oi lieeeeen eaten aie 2463, 2465, 2473, 2495 
RESET BARS, 
Overloadihelay een oe eee 169 
RESIDENTIAL 
Air Cleaners..... 719, 2363, 3059-3061, 3093 
Dehumidifiers ...........00000e 3062, 3093 
Fans. . . 2923-2924, 2942-2945, 2948, 2967-2968 
aS THUMNACCS 2a aca gna mae ret 3091 
GAS GGICIS anit cee ee ees 3089, 3091 
Heals: sree eas 2942-2943, 3068-3069, 
Br err ae 3071-3075, 3085, 3089-3091 
AUIMIGHIERS os cca can cee 3059, 3061, 3092 
Thermostats......... 3020-3024, 3026, 3028, 
enn 3034-3035, 3071-3072, 3077, 3091 
TMETSe27 oe ee ee 419-420, 3018 
RESISTORS voi coe ee 65 
RESPIRATOR 
Adapters . . .1761, 1764-1765, 1770, 1772, 1775 
RINCOOIEIS eanen essen e sees ss 1769-1771 
AI MGdleNS aa ee a eee a 1769-1771 
AI HOSES ccacu0cadeer aves 1765, 1768-1772 
AMPUIMDS soa ae eee en 1770-1772 
Air Regulating ValveS...........0000es 1769 
Backpack Attachment Kits. .. 1761, 1763, 1765 
BagS/GASES paca cen eee ener 1773-1775 
Batteries ........... 1764-1766, 1768, 2407 
Belts/Suspenders ............. 1764, 1768 
Blasting Helmets............00: 1771-1772 
BIQWEIS se enicoae ear 1764-1765, 2407 
GONISIGIS nce eer sere 1762, 1768 
Cartridges .......... 1760-1763, 1765, 1768 
Conversion KitS ..........00000e 1763, 1768 
COUDINGS oer cee eee en ee 1765 
GUNG CIS eee eee ee ne nee 1773 
Faceshield Covers......... 1761-1762, 1766, 
ee ee eee rae 1769, 1771, 2405 
Filter Holders & Pads....... 1758, 1760-1763 
Filters......... 1758, 1760-1764, 1766, 1771 
PIMCSIS ieee oe ree ee erence 1775 
Flow Control Valves.........cccuuuuus 1770 
Germicidal Detergents................ 1775 
Harnesses/Holsters........000eeeeeee 1764 
Head Bands & Covers ...... 1765, 1768-1771 
HOOGS Hennes ce. 1764-1765, 1768-1773, 1775 
Lens Covers......... 1760-1762, 1766, 1769 
ASKS rere ieee eee 1758-1763 
Power Cords/Supplies................ 1764 
PICNIMGES oe inca etnias 1761-1763 
Pump PackageS.............05: 1765, 1772 
SHOWEFr GOVEIS cyt evn eae ssa vaaes 1768 
OINONUS h2cer ane eet ese crear ees 1766 
spectdCle KS ice caw ere ews 1760-1763 
TeStSOMMIONS: cea ccs wens aesnee sees 1775 
Training DVDs/VideoS. ...........0000s 1775 
DING cece an 1765, 1768-1772 
WIDGS ein ie circa eraesicareane 1775 
RESPIRATORS, 
Acid GdSiaee eet ane eae 1759, 1761 
AMUMEGe ee eee ee eee 1770-1772 


i-72 GRAINGER. 


TT | 


Air-Purifying......... 1760-1770, 1772, 2407 
Blasting Helmet...........0000: 1771-1772 
Continuous-Flow.......... 1763, 1771-1772 
Disposable............... 1738, 1758-1761 
Dual-Canister........ 1760-1763, 1765, 1770 
DUS Ese eee cee 1738, 1758-1760, 1762 
First Responder........... 1764, 1767, 1773 
Full-Facepiece............ 1760-1763, 1765, 
Rene ee ee enon teree: 1770, 1772-1773 
Gas Maskonoe nn matmmnia asec 1762, 1768 
Half-MasK si caneuasa aw oa 1760-1763, 1772 
HOOHEC eerie 1764-1765, 1767, 1773 
NWS litre senaencus ne coer ca eutae erra ate 1759 
MOMINDICCGS rea aes ne 1773 
Multi-Gas Vapor..............0ee eee 1759 
ORGARIE VADON gece ewes ene 1759, 1761 
Palliicen eens erecta Ge oe 1761, 1763, 1769 
PAPR (Powered Air Purifying Respirator) 
etn arMteaae ae ae nwa aet 1763-1768, 2407 
Particulate..... 1738, 1758-1760, 1763, 2407 
POSHICIUGie ee a ites ae aera 1761, 1763 
POWGIEO: ccuuvuce tee seas 1764-1769, 2407 
REUSAUIG aes esceaeae es 1760-1763, 2407 
SdnGiNGeen ae ee eee 1761-1762 
SCBA (Self-Contained Breathing Apparatus) 
ere ee er rey ee tr ea 1773 
Supplied-Air.............. 1763, 1769-1773 
Welding . . .1758-1763, 1766-1767, 1772, 2407 
RESPIRATORY COOLING VESTS ...... 1828 
RESTAURANT 
RIGRMGNS eae eee ane ates ores 3052 
Barware/Glassware...........05 1444-1445 
Gals coe coos: 1148-1149, 1155-1156, 
eee ee ee Tee 1445-1446, 1448 
Casters........ 1195, 1197, 1199, 1202-1206, 
ee creo 1209-1210, 1212-1213 
DINNGNWANG ee ee eee 1445 
DOO cee ee eee ene oar 1121-1122 
Reverse Osmosis (RO) Systems......... 2702 
Water Filter Cartridges........... 2703-2710 
Water Filters ...........5. 2702, 2704-2705 
RESTORERS, TIRE LETTERING......... 954 
RESTRAINTS, 
BEditlcnsaec na aninne eens 1709, 1731 
MANSON cases sneees uae eens aeneas 1822 
RESTRICTORS, 
Pneumatic In-Line.........0.eeee ees 3040 
Sid Blastel neces eee eee 2404 
RESTROOM 
Baby Changing Stations............... 1495 
GAUINGIS mac eee ae ee 1495 
Cleaners....... 1503-1504, 1510-1511, 1513, 
Mena ek 1515, 1517, 1519-1523, 2446 
Cleaning Machines ...............02: 1578 
Disinfectants ........ 1503-1504, 1510-1513, 
ee erate 1517, 1521-1523, 2446 
Equipment..... 1444, 1485-1489, 1493-1494, 
Pann ae enter aie 1498, 2760-2761 
ANMEIGHIS sere eeinetneeeecceecne 2942-2943 
FANS seme 2942-2945, 2947-2948 
Faucets ........ 2733-2739, 2741-2742, 2760 
Healers... 2942-2943, 3071, 3073-3075 
MiOIScee acre nance 1495, 2760-2761 
SNCNCS ac cae ne reree sae eee ee 2760-2761 
SIIKS ts Geer etree 2725-2728, 2760 
Stall Components .............. 2761-2762 
Ventilators.......... 2942-2945, 2947-2948 
RESTS, ARM & FOOT.......... 1335, 1481 
RESURFACER EPOXY.......... 2220-2221 
RETAINERS, 
Al OO er cet ae icenuteeie soe 2514 
GHISCl eens cee enone eee 2513-2514 
EVGWiGd kates conc nay nie ren raac sti 1665 
SPMNGie se sae eee ae ete cee 2512, 2514 
WINUOWiteeee he vote eer cacanae 2055 
WIFINQDGVIGG ee ceoe vecncene ee 276, 317 


RETAINING 
COMPOURES sic cverircmmataty oe ree a 2223 
NUS epee eet eee emer 2055, 2085 
RINGADBIIGAOIS een nce ey eee in 2155 
PINGUPLIGRS see eeenne tance ene cere 843 
RINGS ec ee re ee 716-777, 779-781, 2055, 
ey ere ee ee 2085, 2155-2157 
WaSnBIS: iavione sine ewnoniam casters 2085 
REMIGLES crane ho eraser ene enn 2340 
RETRACTABLE 
BANIGIS coer ee cetacean 2042-2043 
GCIGMNESIINGS = sisscoe ss seas eae eee 2746 
Lanvalds saaweneaknme asad 1787, 1799-1802 
RETRACTORS, 
KG Vises ncsan onc Aererr ania tres anincaoneeat 1966 
Security Badge. 222.20 eace ce. 1966, 1970 
lOO eer eer mere es 1966, 2514 
RETRIEVAL SYSTEM 
BdSGSennater sacra n ane ene nte ne 1786 
Hoists/Winches ...... 1081-1083, 1478, 1787 
WaSIS coaciee ct nana onintine aliens 1786 
MMOUNIS ene eee vee nn cee eae 1786 
RETRIEVAL TOOLS 
POS Ree 802, 824, 830, 1066, 1787, 2173 
RETROFITS, 
Halt DIWVGh ss oe natn eee enene 1493 
Lighting Fixture.............. 428, 430, 432 


REVERSE OSMOSIS SYSTEMS. . .2702, 2705 


RH (RELATIVE HUMIDITY) METERS 
....0/1, 584, 587, 593-595, 600, 607, 619-621 


RIBBONS, 
ID CardPAinletic.sencsce sue aeee ce: 1970 
Label Machine............... 367, 369-371, 
eR Tree CTT eT Tee 1405, 1927-1931 
IME ClOGKees eecanecee nen ce ae. 1375 
RIDE-ON FLOOR MACHINES ......... 1580 
RIFLE SCOPES. ccc cccdene deen: 2041 
RIGGING PLATES................... 1807 
RIGHT ANGLE 
Drills & Drill Kits.......... 665, 668, 675, 682, 
Errucenenirie ee 686, 690, 692, 697, 703, 2504 
GEarMmOlOlS =... ccc cnewee seas 77-80, 85-86 
Rotary Hammer Attachments ........... 710 
RIGHT-TO-UNDERSTAND (KNOW) 
BINGETS se ee ee 1942 
EAD EIS artemnk ore: Oo eerierciier ence: 1940-1941 
NUMBERS creer ecreracen eee eee. te 1933, 1937 
PlacgidS eee te ee 1937, 1940 
POSLGNG: pacer ce eee eee ee 1941 
SIGNS ceneek eu eea teeta ene 1921 
SialONS eee eee ee ee 1942 
RIM 
GaOdleS wanen a tent ceee eee ee 1525 
CVIINUBIS tr aecaae eae: 1996 
Removing ToolS..............+065 953-954 
RING 
BIOWERSe oe ee eer 2584 
BUOYS rena ener ce eeer a cede aes cee 1810 
COMPIESSOFS : aedscames ac Seer 2084 
GUULEISe ae teen einer seen ore 1830 
Frame Exhaust Fans ...........c00005 2930 
Panel Air FINCIS = cccccccnecseees 3052, 3058 
ElighiSccnch voce ace pamae cere 843 
MeMMNdlSeevancceccawesunes. 381, 383, 385 
RINGERS, TELEPHONE......... 1885, 2036 
RINGS, 
BaCKl)eece ee ens ee ee eee 2174 
Ballelier aude caer eens aeieeren 1139 


Can’t find it? Go to Grainger.com®. 


Caer aa eee eee a 2156, 2837 
CablOeern ceca wearerecan ae ens 318 
DM ee ee eee 1139 
Beier aan crpeenitinniir e uaee amare eee Cn Irs 2155 
EXIGNSION nace eee aes eee ee 308 
MOG gece are ote eer ee eee ae 2837 
HOISt arte nee ae gen eee te 1068-1069 
KGW aca aenenee 814, 829, 1935, 1964, 1966 
LO AG eereee eer ee 1069 
Motor Mounting..............0.0000e 2658 
Pintle Hitch Lunette.............., 958, 961 
PlaSleh ee ata crcee a i cee enn eae 308, 320 
PROSS 3 sti ene cine a arenaererentan 2800, 2805 
Retaining.......... 776-777, 779-781, 2055, 
Perret rt are 2085, 2155-2157 
SCAMNG eee rece tae eed ae een 322 
DCN-LOCKIN Genesee ae. careers 2157 
Spikdlieescecee eae a eee ees 2157 
Spllitercanier ak cette mace an cen 2157, 2747 
MOWGlcesce anne ae Sacer ae e e 2760 
RISER 
CableSina aes cere eee 349-350, 352 
GlaniPStitece tes. eee ee eee es 2827 
CONMGGIORS 3 nc amie cee te eee cee 2764 
DLAKES ence t a i eee eaen ne ee 2764 
WIKINGIKNS a crencrnea aaa anaeaeae 1316 
RISERS, 
BONG ee ae ee aoe ae 1319 
EICGHONIG- cect ne ee ee 1317 
Neal PUMPirenacmmerasn eee emaccirns 3094 
LAWIVGDIMIKICN 25, ec ee eure ce 2764 
SIGGMMUDING: 2. eee eee 2617 
WaDIG teen eee cy atau mana ne 1349 
WHC Laat re on nae es 944, 1128 
WORKBENCH: 2 cnc. coe iviate enero 1316-1317 
RIVET 
DUSLEISs cae een eee cee: 2513 
GLAM Sacrrat concur ce cere one ieee 2135 
GUNSsoe eae eras 684, 2135-2136, 2505-2506 
Hammer ChiselS ..........00005 2512, 2514 
NUL SGUEIS Anncces teen esr a able. 2136 
NUIS = era ee tee Cee eee ee 2136 
TOO] NOS@pieCES. ..... ccc eee eee es 2135 
Tools .. .303, 684, 2135-2136, 2505-2506, 2513 
WASHGIS suascciee aaa earn aca 2135 
RIVETERS, 
COMIESS en star cen ee aes 684, 2506 
Pneumatic...... 684, 2135, 2505-2506, 2512 
RIVETS, 
DIG e re eee eee 2131-2134 
IGM rerecee one retentetararramtesecnarre sy eorariaters 303 
PUSH EM Ame cme u aera ticuya metas 2055 
ROAD 
BUMS sccm eioeree ier ein nee ence ania 1131 
FldleS sae eae ese es 1905-1906 
RaKGS era ee eee ees eee ee 999 
Salty ent aoe eee ak eee dee ree 994 
DIGNS see eee ee 1915, 1917 
ROADWAY LIGHTING............. 455-458 
ROBE HOOKS....... 2019-2020, 2760-2762 
ROBOTIC 
Cable Connectors.........cccccceeeaee 407 
Gables ene eee ee 345, 348 
POU GIBQNENS :io.5¢6 cute eacerert ena ee eelce 1481 
ROCK 
DiMBMS Sep acoso ae er eek nee 711 
Dill Suess te ee eeu eens abort cna 2513 
PICKS eccentrics cere nee 827, 999 
ROCKER SWITCHES 
ey 260, 262, 329, 465-467, 470, 2916, 2949 
ROCKERS, LABORATORY............. 648 
ROD 
ANGCNONS 2 neces ace eae as 318, 2147, 2172 
GlalmpPStvaecrter cunts: wauer ener aay 392 


1-800-GRAINGER (472-4643) 





Sign In to Grainger.com® to See YOUR Pricing Product Index Rod - Rust 
Couplings..........+.: 316, 323, 2084, 2147 Scaffolds............ceeeeee ee 1043-1044 ROPES, ROTATORS, DRUM............. 1143, 1146 
GUIDES ieee eee eee er eee 671 Waste Receptacles .................. 1556 = Arborist cc octet ose ee 1098 
Drivers, Demolition Hammer........ 713,715: ‘Work: Platlorms 3.20260.024 ces a 1032-1033, Braided ... 847, 1084, 1095-1098, 1102, 2656 ROUND-HEAD SCREWS 
EUS teeta ten 13202000 On taentun sie nena 1042-1046, 1049 Cable Puller. ........eccccccccccccce. G47 a 2072, 2097-2098, 2102, 2104-2106, 2108 
HANGGISS 2 ee te eee 318, 2147, 2168, 2828 GIIMBING: anne cena es 1096, 1098 
RackSsanhecnene 849, 1168, 1238-1239, 1307 ROLLS, oon weer aera ccenenenetae 1095,1097 ROUNDSLINGS.................... 1076 
AbraSive............. 911, 2367-2370, 2381  Kernmantle...........cceceeee 1097-1098 
RODENT CONTROLS ........... 1017-1020 Air Filter Media........... 1624, 3057-3058 —_Lifeline..............0005 1097-1098, 1790 ROUTERBITS............. 731, 2297, 2299 
Buna Nest cannrees eaters eee 2202 Manila cents seers eee 1095, 1097 
RODS, SU Renee aca errs aterm erate 22020 NV loinc nese 847, 1095-1098 ROUTERS, 
AIIGY: Steel manera ataece aicnetene 2186 Galculatar Paper... ecee cree eces 1356 Polyester........... 1084, 1096-1098, 1102  Pneumatic..........ccccccccccccceee 724 
AlN een cece haere cee QISA 2419" Carnie o22 222. ceases ana: 2381 Polyethylene ...........ccceeeee eee MOSS Powel oe eee 731, 733 
BIniEGCKING : aes ss0 esa n eae eee 1289 Cash Register Paper...............5. 1356 Polypropylene .. . .1084, 1096-1097, 1102, 2656 Table .............cccececccceccee. 2362 
BRAZiNGaasa suet setae nea sen oe 2432 GIEAN ANG FINISN aaa eruse cram 2367-2900 “ROSCUG. saaua wis acon vane 1097-1098, 1786 = Trim... oc ccc cece cc ccccccuccuce 729 
BuIGGRS tance eeeene een ont at ol eC) | Cee ee ne ee 1318 PRiGghiGe asst ans ae eee 1098 Wireless... ......cceccuccccuceccuces 666 
Carbon Steel ........ 2186-2187, 2419, 2432 EPDM (Ethylene Propylene Diene Monomer) Sashes eee ee eee 1095-1096 
ClOSGts awa cowtininns wanes te, te WACO echssnrtiuan senna ae wentinenm ange ue 2208 Satie asec ene ee 1095-1098 ROW SPACERS, 
COat RaCKer a ncscr ee emn en nnee erat UAE EGO eae venice chor onn O13 2190-22005 TOW acawe a eteamnen ees ocameess 1084 Pallet Rack............ececeee. 1227-1228 
Gitlinpe ea eee. DAD? eeE Oly weer eet ree 1449, 2185 Truck... cee e eee cece eee eeees 1096, 2656 
iy lle epee Rare NCOP nent 2167 2 GUM|RUDDER soon arena: 2204-2205. “Twisted .aa.0csctasexseanecaes 1095-1098 RTD 
RIDPEUIASS eee e eater acne: 2197) AVDalON cee sceas eeee er ease 22 AS Wellin ese aees aaron 2656 
ter Support... ssssssssssicn 3058 NEOPINE. sss sssssseeeersersrss 203 Thermometers... B88 87 
FlOaletecirertcccr-er tie anacuretemrcete erie tna DO NII rater muvee atamain ieee Men 2202 ROTARY 
GhOWHdk career ears eee 323) Ral COlECOh tain eeennaae ten 1624, 3058° Actuators ics cna <cis evi vada ai 2474, 3041 RUBBER 
LOVCING 2 teres reo ene G61 — PlQSHC ca snccven ness rere ns WOOO; TENS BINS. cocee feenn gece ne eee 1305, 1307 i 
Plast: earns 2107, 2209-2210: 2212-2214 Plates eee ene ee eee ee eee 2355 Brushes... .724, 1117, 1578-1579, 1581-1583 ene 9094 peel ph oe 
DNOWER tec eeaci we memnniceras an eck ZUR) lege onda vade Sa sesos cece 2208,.2205"Gleaners. 2... 22.228. .h use eee 1593 panic pean aes ae "1359 
Spray BOOULFINGE occa cease re ume SNS Es SUMS a ce oo ci oou co oetegacen se lace 2079) CuttingiMats 2.5...) ees es eee 814 Edging Trim Seals ............eeesees 2206 
SIAINIOSS SIGCL cc cicen wa xe cen 2162419 “SINCONE ic eivencdseneers nmr sins 2205 DeburringTools................ 2298-2300 Locking Gaskets 2906 
Threaded ....... 316, 2144-2146, 2172, 2197 Sorbent ............ 0008, 1527, 1846-1854 Eyaporators..............-.ssc0eseee Wy Sees eee 
WEIdING xe oetourrn cys tees 2417, 2419, 2432 a bet mates oma eR ina oacle eae eae Gan PUMPS. .eeacekeaeane 2696-2697 —protectants ............ 909-910, 953, 9994 
LO , JOU CAMMMOGES caucus cmos ewewnanns 2846 i i 
ROLL MinVl ee seeecca meer ace seer ena lees 2203 = Joint EIDOWS ........e.cccccccececee 2846 Gena UDONES cae aan se cot 
RIES Sees cee ae ieee chem: GAT cee MIEOM: crermereenrcneentacne antes ours saat 2208 Te bacelsie norman aieee 879-880 RUBBER, 
Paper Dispensers............eseeeues 102 le WICNCR Bree eee eee eee ee 755 = Pumps..... 936, 2647, 2670, 2672, 2676-2677 BunaN....................... 9902. 2207 
PIRPUNCHES oe acre secint a teee ana 821-822 Seals aon rset ee 2701 Butyl... eee eccccucececuceceees "9902 
ROOF SWIEN) BOOIS Suemaccc inns trtune cece APS Tel 5906 
ROLL GROOVERS.................... 872 eb Eee das ve \ i SWINGS 2. c2s0cn. 242, 246-247, 253-254, Edging................... +... 2206-2207 
ApSiscr shooter cee Crear. 1, te pe ne ene 256, 259-260, 465 
ROLLER Clic) cheese te cerns 3067 Table Clamp Kits ............0...0.0. 7 me aan ca Mahe eta 
Cleaners. ......cccccceeeeeeees 1613. f620 ~ COANgS: cee ca sect core seee NG 30; 2024 UNIONS oe tay eae ea 2846 Food-Grade.............. 2202-2203 
Conveyors ..........eu ees 1109, 1113, 1116 CurbAdapters ............ cesses ees 2963 Hynalone ace eet es 9904 
COVGIS a gan eterr nes 907, 1111, 1618-1620 Dampers ..........cseeeecee eee ees 2938 ROTARY CUTTERS...... 724, 729, 814, 2392 Military Specification............ 2904. 2207 
Frames. .... 2. cece ues 907, 1245, 1618-1620 Deicing Cables...................04, 3067 Natural Gum.................-. 9904-2205 
MODS) Seren orete ee ae ee 1531 DraiNS .... sss seen eee ees 2725 ROTARY HAMMER Neoprene........... 2199, 2201, 2203, 2207 
PUMPS: evden seca nnnimenne acer 2693 Ducting Kits............... sees e eee ato a Adanlers es seater eee eee 710,714 Nlitrile...............+... 2199, 2202, 2207 
Tables tron een tence cece 1113, 1181 | Equipment Rails.................055. e063" SChisels s- ecre eee eee 712-715 SBR (Styrene Butadiene) 
Work Stands ...........4, 1113, 2351, 2425 ‘Fall Protection Systems.......... 1789, 1806 rill Bits. nc..< 22 eeeec e222 0. 711-713,2164 2199, 2201, 2205, 2207 
Fan. sees senna 2952-2961, 2964-2968 — Drill ChUCKS ....... 0.0.0 eee e eee 710,713 Gheet........0cccecececeee ee 2199-2205 
ROLLER BEARING CONES & CUPS..... BSG) ee SWING ree erry ee 21262008 S) Shades 35-2 713 Silicone 9199-2200. 2205. 2207 
AMER CAGES iesat annie en 1028, 1049 Spring ............. 9903 
ROLLER BEARINGS. ............. 142-143 Ladders..............05. 1030, 1040, 1049 ROTARY HAMMERS Strip... .........+-.6+. +. 2200, 2202-2205 
Pipe/Duct Supports..............005. 41/43 |e a ee 665, 667-668, 675, 683, 686-687, Vinee, 2203 
ROLLER CHAIN RAKGS. 0. eee cece teen eee eens ehh) gobi nanny aa enoa: 690,693,710,714 yin 2904 
Detachers .. oo ccccceccecccccccccceey 447 REDAIT KMS icc cea nce om eeaienearans ZONES CCC OUT eta con NINES NNR tel Che 6 ces easy 
Dike ee ee 116-117 Sealants....... 1630, 2230-2231, 2724, 2963 ROTARY SCREW COMPRESSOR RUBBING 
Pullets ache naan aia pee ee: 117 Shovels 10... e tees eee eee ee SOO Belts te ere ee ee tne eoeee 2567 Bricks 892, 2393 
Sprockets. .......csseseeeeeeeaes 118-120  Ventilators...... 2952-2962, 2964-2966, 2968 pyumps............ec cece eeeeeeeees 2647 Compounds .........s.sseceeeeeeeee 910 
TENSIONGES 32 wenn anmateeen meee cae: 120-121 
ROOF CURBS, ROTARY SCREW COMPRESSORS RUGS, 
ROLLER CHAINS ............ 16-1 172122 NONVGN UAC reel hte 2065 ira eer earner era: 2562, 2565-2566 Bathroom 1473 
Ventilated renee eres eun te eee 2962 SON oe ee. 1850 
ROLLER KITS, ROTARY TOOL EEE EE EDIE EE IEEE 
Machinery .......scsecceseeeeeeeues 1193 ROOFING 724, 729, 2298-2300, 2392 RULERS .... . 814,877, 884, 950, 1359, 2335 
Daitit ce, ee ee 907 BrusheS........ceeteeeeeeeeeeeens Ir SON BHUSNES errs eeroeie wee acta race: 724 
Puiniheece eee ee eee 9693 HAMMETS.............e eee eeeeeeeees OZ TSO GHUCKS se eet, las eee 724 RULES, 
NAGS eer eer Zee GHGs eee eee (242 Act 105, 884 
ROLLERS, NaI. so eesseeeseseess sees Zi G9) VU eae nde npn 74 Belt as 
Blast Cabinet Wheel...............00. 2402  Screwdrivers.........ssseeeeeeeeeees OOO Fils aaa es cattle cam renee 2298-2300 Olin. ssc e eee eee ee, 884, 2335 
Conveyor .....cseseeeeeee 1110, 1112, 2351 Staplers........see eters eens OO col Ieee Manlelsererer et ee gta ya 724 Folding...............cssscsecseee ee 877 
Dolyee eee 1193 TAPE... seers 1630, 2963 oe eee Peer Hook ee eee 2335 
DOOh ene eee re 1123-1124 ANGEIS v2. eee eee eee eee , 000, Measuring.......... 105, 848-849, 875-877, 
POUNtAl ve: cae eeas Pana ete ig) Ute o L coscoszeesssx Pesto SUNOS oacen nce 124, 239200 884, 950, 1359, 2330, 2334-2335, 2338 
Kee 1403, 1450 pans Wheels. . 1... esse seer eens 724,729, 2380 Metric oo... eee eee ev ev eee 884, 2335 
Pate es ae Air Conditioners... 354, 2921, 2990-2998 ROTARY TOOLS, ea See eres ae ot 
Palco yd ate 907, 1618-1620, 1629 DIVIdOrS,...1 0.26. cececseeeeus CA EG of ee eee ee aaa e 687,724 Tape............... 848-849. 875-876, 2837 
Coane 891, 1622, 2963  Heat/Cool Units ................ 2900-2000 ve Cartlless (an aaurauae rit noes 677,688 Wood "877 
Tat re eee 139 Heat Pump Units............... 2994-2996 Flexible Shaft...........00..0eeeeaees (SO Ts 
HEQLENS: tenets wry entes 3068-3075, 3085, 3090 = RightAngle ............ccceeeeeeuaes 724 RUNNERS, 
ROLLING Floor...... 1099-1100, 1623, 1890-1896, 1898 
Air Circulators ............ 2920-2921, 2923 ROPE ROTARY VANE 
Cabinets....... 741-744, 747-749, 945, 1149, Anchors...............sseeaee IOP ISS VAIN DLORS esse eratiicatiteeeee eet: 2577 RUST 
1169-1170, 1172, 1263, 1271-1272, 1328 GrabS.............e eee, 1788, 1790, 1806 Anemometers ............... 943,571,620 converiers..................... 906. 1600 
anges 2920-2921, 2923 GUIES.......ccseseeeeeeeeeeneeees 1807 Pump Replacement Parts ............. 2008 ee 
Ladders....... 1025, 1027-1028, 1034-1039, HOists............:sseeeeeaaes 1054, 1059 Pumps............. 2578, 2581, 2670, 2672, 
re eee 1041-1042, 1047-1048  Lights..........seseeeeee seen es 429, 979 Pane eiseaeniee one CONT. 2008 OUT, 
Get back on the job even faster now with grainger.com/repairparts I-73 





Rust - Scaffold Product Index Sign In to Grainger.com® to See YOUR Pricing 
Inhibitors .........., 380, 901, 906-907,922, SALT BIOGKSercsee ese re ee S11 2366-2967 PINNING fice we atece een cersact aa ae ac 1005 
ren 1519, 1600-1603, 1606-1608, Meters........eccccceceeeeeceeeeeee627 SMOGS 0.0.2... 00cc000044.911, 2366, 2368 PVC eee cece cess eeee es 728, 886 
veeeee teens 2342, oe oie pie Spreaders ...............2.. 951, 995-996 STUneRETH See ee aes = 
Tae eyae se ee ae oe ; 5 BSCUC setae eri oe cee TOUs 
Penetrants eee 901, 2438-2439, 2442, 2445 SALT, DIVWWallit; nawiasnne enti ee cinerea canes 2300 pe OONZdIie eee aes ane ee 727-728 
Preventives ... 380, 901, 906-907, 1601-1603, Water Softener... ........<.cceeeeee. 9702 ‘Fiber Disc....... 2971-2572, 2975-0376. 2482 SUNG <0. . oconcsscaan 2 nse. 727, 730 
Pea searre Guero 1606-1608, 2185, 2428, HOOK=and-LOOp. 4a. .5. 90, 20702073, 2002 Table ..k ecsce ee foun w nnn fo4e%ao 
ee eee 2438-2439, 2445, 2456  SALTWATER PUMPS Paper Wise Rolle ees ao an 2 oaniie Mlb ec renreneocnmenatrtncen cn eatae 
Removers .. . 910, 1503, 1519, 1600, 2702,2963 .......... 2623, 2632-2633, 2648-2649, 2694 — PSA (Pressure-Sensitive Adhesive) Disc WACK ee cueomeewncn sare ete euro te 735 
ee ee ne 911,2370 Tungsten Carbide.....................727 
SALVAGE DRUMS ............. 1138, 1861 Random Orbit........ eee eee 2370 Wood-Cutting............ 724, 727, 734-735 
Sas SSS cian eee ee oe ee = 
SAMPLERS, SAWHORSES.................. 886, 1031 
DONS Walter. cee tee et eee 633 SANITARY 
S-HOOKS ........... 318, 1246, 2020, 2073 Fittings. .......sesseeeee. 2788, 2809-2810 SAWS, 
SAMPLING BAGS Gaskets ......ccecesecseeaenes BTagrac0 mmr Ale es | eet) eee 729, 2511 
S-TRAPS. ..........-s.eeeeeeeeees ans ene G56 GAUUES. «6... ees cece cece seen scene es 576 ADO... ees sees eeeee sean es 666, 677, 733 
Headwear .........e00u0, 1709 1731, 1736 “Asohalixcaccannans exes es 673, 717-718 
SADDLE SAMPLING TUBES, Headwear Dispensers................ 1732 Band .... .669, 677, 683, 687, 736, 2349-2350 
seats tee Snel se aces Sten reece tee 1779-1780, 1782 Napkins... sss eeeeeeeeeeeeeeees 1494 BIOCK.. 20.00 eeeeveeeeeeeeeree eens 717 
i ee HVAC ... ccc cccccceccee 1780, 2051, 3029 Pressure Gauges LOoocooo POD ono oan oe ee 576 Bow ee eee eee area re re re 1006 
INOS Petar hie eee eae eerie 2913 PUMP Siecrscor se crentees nce ae 26068, 2079-2019  BIICK eines cee acnaauaee sean 673, 717-718 
Vents 0... cece c cece ees 1784-1785 SAND, JOINT ..............cce0e0e. 1632 Receptacle Liners................44. AGA GerAMIC sent cejeee eee ates ece 717 
SADDLES NaIVGS oie a en eet eee re ert D759 Chaar es oe ee 679, 717, 1004 
SANDBAGS. .................00006, 1860 Lc 736 
Pipe SUppOrt .... sees ee eee ee eee ee ees 2832 SANITIZER CHCUlal ceenecneneen 666-667, 669, 674, 677, 
RVG RIDE rere a tine nie serene 2821 SANDBLASTER ACCESSOFIES.......00ee eee 1499) 1514 2748) eee 683, 686-687, 689, 694-695, 717, 
an Ame (eines Sante test Mises creat mueeeererior oe eee 724, 731-732, 736 
Pe eee ere spe buutcho. Spoon haere Cole cc ee ee 
ra eae a ae SANITIZERS, Compassee sec ee 886 
SAFETY Te Mi ie dam Pinotonne DICH ccfae-encecheeecactes 1512, 1517 Compound Miter .... . 666, 669, 677, 688, 732 
Banners... cece eee eeeee eens OO ie ee "4592 | FoodService........ 1510, 1514, 1520, 1522 Concrete .................5. 673, 717-718 
BaMTiGls «0. es eee e eect eee e eens 1132,1134 ogg 9404 ‘General Purpose .......... 1509-1504, 150740 CODIIQ Reece eer ee 886, 889 
BOIS Sc egnae scene oe eueua eanmatyian 1798 Hovzlas iC eies 9402-2403 Serer e eee acces Serer 1520-1522, 2446  Cordless............ 666-667, 669, 672, 674, 
SLE Sa ence eee 1868-1873 postiatye an 1498-1500, 1514, 1831 see eee es 677, 679, 681, 683, 686-695, 1004 
GableSau cern eee eee me us Die We Mia ale as a ae ClOSSCUle eee eet ree cee cen ee 886 
Cans eee 1874-1876 caNneR SANITIZING SOAPS. ...... 1496, 1498, 1501 Cut-Off...........0.00e, 687, 717, 724, 736 
Eletcl Lockouis «1, 196,328, DSS... S11 TOES 2570-2976, 2982 yy FigertD oocsccccceccc ee beer 
en 1945-1946, 1948, 1952 "°P Se a aa CASES. ..eeeceeeeeceeeeeeeeeeeeeee 1006 FOIMINQ..... 2... .ceeees see + +886, 1006 
ae a 1650-1664 eor 1707 SANDER/GRINDER TEE non pe niica ans aten ncn ncaans i hl epi ats 
Be. are epee te CUP SOUL a cna 2370-2373, 2377-2379 i actors. pee eee ai Te ML gia an aia Sees 
Grating. ..... 0s... 1047, 1900, 2195-2196 Brushes........ 862, 2394-2398, 2400, 2618 ee eteesrrsssn ey Hand «cack, 800, 814, 886, 889, 1006, 1830 
fetes ee voce eeneee163Q GATS... ee ees a a ae fee ". 706-708, 816, 851, 2813 
Kits... 965, 1707, 1709, 1891-1895, 1905 PAUS..--- eee eeeeeeen W254 SCA ZATG sate nee gee nec O01 Horizontal «sc cccesesesecesse eu 234 
Knives ....... 808, 810-813, 891, 1401, 1417 SAW BLADE da aee eon aot eee eneae 800, 886 
lahele = ood: aril (00, 1c7) (940 (04) een nee Oe ea ee GO) AMD Gee weet a jet 886, 891 
Ladders ...........6. a ee Hin SANDERS, Sols a eee 727, 730, 800 ug 669, 677, 683, 687, 691-692, i i 
nT ere -1042, - : CVNGle scorer oer cine GOO) 
Lifelines. . 1787-1788, 1790, 1799-1802, 1806 All... +s. sees sees tees eee ees 2909-2510 caw BLADES MasOnry........00seeeeeeess 673, 717-718 
j ANGIGS es ecaness ) 77, ) ) ) ) : j i 
rte pr nS ye aoe PoN-T00, 125, 2508 SUL Mes pecan crnieoec oe a aa Gee gee oe y ee 
ce 1711, 1895- ; ace ANd eee ee 2351-2354 0 ter te tere eee , 736, 886, 2349- 
AM bowecean 1496, 1919-1914, 2760-2761 ime 95 a5 9960, 2362, 510 Bieta ease 727-728, 730,736, 886, | Miter... SUSIE ee 
SE get ogg — Belt and Dise Combination .°....: 2360-2862. vvsovcssscs seer ZAG 2S4 2511 eager a8 
Stop Controls 243, 245, 247, 250-255, Bench........--.0seeeeeeee ees 7A SEPA Vet ee nee a Pe a Pneumatic 729, 2511 
paeniaaann 974-975 978 GORDIESS ee nacre ey teres 678, 688 Brick-Cutting ee cae ge aie Cesena ae f27 Breton 814 
Switch Hardware... 160,169, 175,108 DSC... .678, 688,705 2361-2952, 2500-2510 Caide Git. °.......724, 729-790, 734-795 poss. ae 
SUS a I Eh eg en eeay Citas I easme AOEES aires MULL cucceeeowssbcerre pete 
ues 1978, 2564, 3016, 3034, 3071, 3075 DUAI-ACtION eee eeeeeeweeees 2510 COMAMIC-CUTLING, ++. esse TAT ting... 666-667, 669, 672 
Tags. pe: "* "4936. 1938-1939 _Electric............. 687,691, 719, 721-722, ae a ae UA b ie ee ss oo ” 674.677. 681. 683. 686-687, 
Tape. ..... .964, 1395, 1673, 1900-1903, 1907 _ttvtreeerereeeeees aU E eS eae ee ee 689-690, 692-695, 726, 2511 
Vel) SES sce oan nee uh Sa ee ee ee ee COMounCING, ath yh gd Hho EASES SOL EGE 
i 1724-1725 1828. 1905 tte @2 1-729) 669) O11 2366-0407) 2300 me ONG tN nected ce Sr a 799 
seas daad a High-Speed oo... cc cceeeces s+ 2509-2510 CULO... seeeceneeeesteee TIQT2E crs sssresssses eee ca ae 
SAFETY CHAINS Ofblialee te eres fos, 2509-2510 o: WOMIGNE ence 719-720, 727-728, 2511 Fae srs e essere 247 894 
Towin oseiday) iGszillating|...1..1 663/607, 605, 724-725, 2052 MONG siztke ae Ut OU ee 666 
Qe eee ee reece eee eee eens d Palm 725. 2510 Drywall see 724, 727-728, 730 HOR Sapte tow! chen ATR eat eggs Soleus Ci gt 
SAFETY CONE Preumatié.... 2. 250-059  riberglass-Cutting. 6.2 .ccucecns cs 7 A ee 724, 731-732 
an fay OI yg SlassCuting, GEO NaS SEIN cco satscccde cout 
Signs LIT Tasa7! tata Random Orbit... 678,688, 725, 2509-2510 HOUSAM snes snssvever oe TAR ee 673 747-718, 2349 
Weights... sss ssssssse EeeaiEosiCsn (eet lage pea 677,688,724 i peed Stel occ era) WoodcCuting. oro. TT 6 
Breage eee i rade JAMMDISOIN spore etrnteceaan canearce a yD a ie ta rr Gre eS eeN, 
SAFETY CONES.......... 1527, 1910-1912 Straight-Line................ see 681,683 Worm Drive © ogee) een erie 732 
VACUUM Ecsite coe G25 Aa 2S eee, 
SAFETY VALVES, Vertical... 0... e eee eee eee eens 2509 Meat-Cutting.. oss. sss ssscseseeee. 935,  SAWZALLBLADES.............. 727-728 
nae - 2993, 2973-2574, 2595, 2601, a SANDING Metal-Cutting............ 720-721, 727-730, gop (gryRENE BUTADIENE RUBBER) 
Pressure-Relief ....... 87, 2471, 2475-2476, Hand Pads..............+. 911, 2367, 2369 yg ee ean eke uae hie 2199, 2201, 2205, 2207 
G73 2514. 2504 2505 O60. | NESRNMOS Soames 1761-1762 ecillating Tool............... 724 
co oe Seg e601 GRO begonGs PONCE aaare sey anteqeOlll,200,0808 | hoe a er aan SCAFEOED 
See eee ; : Plaster-Cutting............... 727-728, 730 
NGCUUM Gee eee aeere 2974, 2584, 2894 SANDPAPER Plastic-Cutting....... 727-728, 730, 734-736, ee oe , ‘ ; : ; : te 
ee ee 886, 2353, 2511 Casters................+. 1043, 1210- 
SALAMANDERS.......... 3070, 3083-3084 Belts..........-.-seseeeeee ees 2364-2365 Frames pene anaanounee 1043 


i-74 GRAINGER. 


eT | 


Can’t find it? Go to Grainger.com®. 


1-800-GRAINGER (472-4643) 


Sign In to Grainger.com® to See YOUR Pricing Product Index 


Scaffold - Screws 





GuarhallS oe eer ese gee emcee as 1043. SCANNERS, SCREENS, 
Hardware... s,s. cece cece eee eens 1043 Automotive Diagnostic...............5. 23 Re (10 ae ee 2161 
Height Extensions .............. VOAS=1044 Infrared Line’... .csccceeeeeews sane OG) DO0t eaten cere 1121 
HOISTS. «0.0... cece ee eens 1044 Metal...............0.00e- S60) 680; 2044s ENON: ees ee tricae eae ee 2161 
LOVGlINGJaCKS: 2 cagacns sneer enue OAS e Radin ten er eee cee D034 Rilke secure ceieciea serps 2896-2897 
Nails eee ee ee ee eee 2111 Stud Finder .........ccccecccecceeecs SOoaeNSOCla eee oe coer 1121, 1823 
Outriggers ......... cece eee 1043 Noise-Absorbing .............5. 1352, 1889 
PINS cco canmecerineenke meme rane oe 1043 SCBA (SELF-CONTAINED BREATHING Paint SPPEACE iscsi aloe enawinens 1620 
PINKS eeu tester ne 1028, 1040, 1043 APPARATUS)....................5. AZo REINA ce area ere ae eee are nat 1010 
MALGNGIS Sete st te ania shat ene 768-769, 771 BIGICGON sane ee oee tree: 1353 
SLC ae ee eee 1044 SCHOOL PUMICE ice mroeaiencemanee ca 1549 
Toe Boards...........sesseeeeeeeees 1043 Bells... . ccc cecceceeeeeeeee 1375, 2052 Pahoa neue joe 
LRINGHTADIES acer ne creme cece ea [I SUS ee ee ose o ; 
SCAFFOLDS.................. 1043-1044 i ee 980 
ane SCISSOR LIFTS . . .942, 1032-1033, 1181-1182 vi ee ee ae 
Allan eere tiation 
Adapters. ........sesseeeeeeeeaes al SCISSORS SHARPENERS............ 2393 Welding.............sseseseeeeeees 2410 
CNS ececae a mieten vee Gene rsa ain) aeatiecanatn wl ane & 
Stele Pea earn ae See: rea 2097, 2147, 2163, 2166-2170 
ONCE CPR ee eae ere Electrician's................. 365,815-816 ‘Ncnors....... ps en eluate 
Removers....... a pereaar ee First Aid/Medical............... 1831-1832 Assortments. . .. 2055-2056, 2097, 2112, 2126 
eee fe alc at re er ee 815,891,1359 Extractors ........ sss eee eee eeeeees 2260 
i oe AMS 6. eee eee ee, eM ee ere ere 1453 GAQES. «ore eee e cece eee eee seen 2054 
ee S.. he erry ey ullicos aan aeeinaas 815, 1359 GUIDES ..... 0... seseeeeeeeeenees 698-699 
weight idatorispiays |. a aa ee a eee 2468 
Weilliissc en 645, 1430 scoops, Machine Drill Bits .............. 2245-2246 
; ‘ : Pil ONACKIES accuse y alee aene Giaacee 1067 
Chemical/Corrosion-Resistant.......... 1457 : 
ai o512 Food Service .... 862, 1451, 1454, 1456-1457 ee Gages oo... eee eee eee eee rs 
Chisel oes piaieeziosi2 ld eee MOE SO EU Stwtesite diag ee co. a02 
SOc a eae ee pate aes EADOFGION ern ee ete ee eee ears 645 sed i ae resent e  Se 
Video eetaeta eet le cet Otabtahiedle i aieuiuuraetaniintlaltiicetatta ieitainaiiaalneta 358 Measuring SENG ne ean hes 1456 1525 Thread Tools ee 21 37-21 38, 21 4, 21 43 
Plastic.......... 645, 994, 1451, 1457, 1525 
ear yay SO eet cece 862, 998, 1456-1457 Reyes a 
ene seven ee eeneesen regen ye ee SCOOTER BATTERY CHARGERS ....... 535 ae ne Peete ee nee fe 
Seana catia Mameusciemataneuniceveadauouetemeucce ie ; ONWOISs iene cee ensa ean eee eee 
Bel Gilecianstcite etee 644, 1425-1430, 1455 OPE PROBE SETS 5A0 NUWSGEISia ice civ vac eone 699, 701 
Checkweighing . . .644, 1425-1426, 1428-1430 aaa elo RanE ES Jeph Soro Sets... ees seen. 698, 758, 798, 800-803, 848, 
Commercial; «:cccsceave ves 644,1425-1430 eppapee qo  } } } } } } } } } 37 — 3 3) ) vauaeuuuuuuuuuuauvuas 854, 856-857, 861 
SCOPES 
Gonbach ee. 644, 1426-1430, 1455 > , 
eaten rae 644, 1425-1427 see beeen 943, 616-617, 672, ae SCREWDRIVER BIT 
Counting ........ 644, 1425-1406 1428-49G | NISMOCUIAN bese e eee ree eeeiee saan: ExtensionS......sscccceceueeeseeeees 703 
at ob a bau neo apace! ei SCOREBOARDS.................... 147g Holders......... 698-700, 703, 768, 801-802 
Digital ......... 644, 1065, 1425-1430, 1455, SCREWDRIVER BITS, 
ne ere ee een 1474, 2335, 3007 Sail be caeeossses cee Wa GROSSO as an rasan tasers O00 
Daag) Te SeRApen ee eae tar 
Dynamic/Animal Weighing Blades .............4. 889, 891, 1548, 1551 Ay 698-700, 702-703, 767, 800-802 
ee Pai 6A4, 1425, 1427-1428 Mats....... 0... eeeeeeeee eee 1890-1892 tnnact |... 700, 775-776, 802 
EIBGWOMIG+e> 2 cance cae 644, 1425-1430, 1474 SCR eee 700, 702, 775-776, 802 
Health ........ccccceeeeeeues 1474, 1477 SCRAPERS, Magnetic............... "698-699, 801, 857 
FOO urs tenets 1425-1496 4477 ONCE ny teen ey eae 1452, 1457 phillips. ............ 696, 698-700, 702-703 
St 644, 1428-1430 Boot/Shoe ...........0.e eevee 1757,1890 767, 775-776, 800-803, 857, 2109 
fee eae eee 568, re rachis eee ae POWEL oes. sees sees 696, 698-700, 702-703, 
andhelde ween eae LC 801-802, 2109 
Hanging ee veneers 1065, Ue ae eee 713-714, 862, ple Pozidriv........ 000. 699, 702, 767, 801-802 
OS acca cectcirveanewerGeessaneme MOD “POUR s arnt atac nisin aces ccna sie ame ; UNG ce ee eee ores 1 
Horizontal .......cccccceeeuees 1429, 2335  Floor...... 713, 861-862, 888, 891, 1457, 1551 aise ee 698-700, 702-703, 767 be 
Hi 2335, 2340 Food Service ... 1452-1454, 1457, 1459, 1548 ' 775 800-803. 857 
Industrial............ 644, 1065, 1425-1430 Gasket..............eeeeeeeee 823,888 — cocket-Head ......0..cceceeeee. 698, 702 
Laboratory....... 644, 1425-1426, 1428-1430 Griddle.................. 1452, 1497, 1499 Ghanner... cs ccc ccceecacececceeeeens 801 
Legal For Trade ...........0.00 1426, 1430 ICC... sess esses sete eens eens 948,993 square... 696, 698-700, 702, 800-802, 857 
Mailroom............ 644, 1379, 1427,1429  Paddle................5. 1454, 1497, 1548 square-Recess . . .699-700, 702-703, 801-802 
Measuring............... 1428, 2335, 2340 Paint .... 823, 862, 887-888, 891,1591,1620 og "699, 801-803 
Mechanical .... 1425, 1429, 1455, 1474, 1477 Plastic........... 861, 887-888, 1454, 1457 Tamper-Resistant......... 700, 702, 800-802 
Memory......ssscecceeeseeeees 644,1427 Razor Blade................ 823,888, 1951 tora Set. oo... cee ee cc ea eee eaeees 702, 801 
Metric ..........000, 644, 1426, 1428-1430, Spatula.............. 887-888, 1454,1548 toy 698-700, 702-703, 767, 
Er tages 1477, 2335, 2340 Spray Booth...............0 0000055, 862 gy agg gz 
Moisture Analyzing .............00000 644 Wall........... 862-863, 887-889, 891, 1620 EIEN Ge sarees come ecneeen cence aay 801 
Palate ee (406 WINDOW cto ccc eocc ace ues 887-888, 1551 
PHYSICIAN s.cccctcrta eng Oca nee anes 1477 
Potable Ue Oa 644, 1065, 1425-1430, SCRATCHAWLS............ 802, 848, 2343 amicus Peete ne 9505 
eer erae rene 1455, 1474, 1477 Antislip. .......ccccccceeeeeeeee« 798-800 
Portioning ........... 644, 1428-1429, 1455 SCREEN Ball ie ene eth ee 803, 805 
RefigeraNt..cccice «aera coreersan 3007 Cleaners.......... cece eee eeee eens 232 CabinetTip...... 798-799, 848, 854, 857, 862 
Remote Indicator............00ee000e 1426 Enclosures... ..........+seeeeeeeees 2410 Conduit Fitting...........0sceseeeeee. 848 
Shleetng ROOM nae scrote 644, ge Materials ......... 0... see eee, ROY cordless eee 668, 672, 681-682, 684, 
NAIQIVE eather sticn-coise aon aca ae an are 
Toploadel ssc Gad, 1426 SCREEN DOOR cushion: Grip... 798-790, 802 857861 
Vertical........ccceeeeees 1065, 1429, 2335 HINGES ...........ccs cece eee eeeeees 2009 emolition.......................... 799 
Warehouse........... 6441065, 1425-1420 PUIG cea ca ennm edn ie enavernnnnss ONO DiVWAll gto hee eee ee 696 
WashdOWisc ccuasd.wee us 1428-1430, 1455 EIBGIIGe score een ese ete ee 696, 786, 2504 
Whieelohidiir st erenmene once ce 1425 SCREEN DOORS, Electrician's............. 365, 798-799, 801, 
WITGIOSSi aa wron ect eaes ewrermet 1065; 3007 DOCK ccc cnncenscn esas neses somes M2 2 eee 848, 854, 856-857, 861 
EICCIONIGS ihc avaseeuecee 802-804, 846 
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EOD ere ceece a neeeeneantanteeeiee 786, 802-803 
HEX cen cee 696, 786, 801-803, 857 
HVAG tReet en wen cian mien et 801 
Impact Reade... inceaeee ee eest 698, 800 
INSMlAtCU Fee ee 854, 856-857, 861 
Keystone Tip ........ 798-800, 848, 854, 857 
MagnetGicrvotacnas onmesr en: 798-801, 857 
GAM Sete kce cetera 798-799, 814, 3040 
MUNDY eee es 800-803, 814, 857, 3040 
Nonmagnetic/Nonsparking......... 861-863 
OMSEU ae en cee eae tee a eens 800 
PAUNDS core ena 365, 758, 798-803, 814, 
caer 839, 848, 854, 856-857, 861, 863 
FOGKG Veco aneenne. 798, 800, 814, 3040 
PO ZIG ears eet e ernie ae eae ciree 801-802 
PICCISION care werner crn ie eue eneacks 802-803 
RalGnelAG sce ee eee os 800-801 
REVGISING $3 nce eeicaccee. 696, 2504-2505 
Robertson .........00005 798-801, 803, 857 
ROGHNG tence tee Neate rem ements 696 
Screwholding Driver .............. 798, 802 
SECUNIY sem roemeen ene ae 702, 801, 2104 
ONCOL MGldlie sc enact. eee 696 
SIGUGU eee eee 365, 758, 798-803, 814, 
ee oe 839, 848, 854, 856-857, 861, 863 
OPaMGh ewan o eee ose erase. 801 
Square...... 699, 798-802, 848, 854, 856-857 
Slalom ne 799 
SIUDDYescas see eeene eee 798-799, 801-802 
Tamper-Resistant................. 702, 801 
TECHNICIAN Ss... .tccdceees 799, 801-803, 854 
TOMQUG:s Seece secs: 672, 682, 686, 692, 696, 
SE eee rE Pe Ro 786, 856, 2504 
NODG one cence 798-803, 854, 856-857 
SCREWS, 
2S ROMNG areete en cycacm raneeaenam ate rete 2063 
Bailelaneaeea nena te ete 2103 
BINGING=BOSU tem meretatrsee renee crt 2103 
BUOIG*HG AG rcmccrr remem acne ts 2109 
Button-Head Machine ...............: 2104 
Button-Head Sheet Metal ............. 2105 
Button-Head Socket Cap 
ee ee 1119, 2112, 2121-2122 
Cap ...316, 1106, 1119, 2055-2070, 2112-2122 
Captive-Washer..............cc eee 2100 
Camidd@ se eee ee eee 1106, 2072 
Cheese-Head...........000ceae 2099, 2102 
GiIGAGO%e: sec. ee ont ee eee 2103 
COMpPOSIGi tee eae eee 2109 
Cross-Recessed............200eeeees 2099 
DECKe cence et tae re eee 696, 2109 
DryWall Feeso rescence rar 696, 2109 
Electrical Enclosure..........eseeeeues 198 
lan @d cee ce serercneet eaten acne 1119, 2063 
Flat-Countersunk.......... 2106, 2109, 2111 
Flat-Head...... 2097, 2101-2102, 2104-2109, 
eres 2111-2112, 2119-2121, 2166 
Flat-Head Socket..... 1119, 2112, 2119-2121 
500) Pete Reo cece ort None ete ne gereeun Teen ey? 696 
GhOUNGINGias een eee eee < 387 
HEX-FlANQG eee et tesa e 2063 
Hex-Head Anchor............05: 2166-2167 
Hex-Head Cap............0000e 2055-2070 
Hex-Head Machine ............. 2097, 2100 
HOX-EAG ton een amie ee 1106, 2110 
Hex-Washer Head .... 2097, 2105-2107, 2110 
dG Keen ceric ae nee 2329 
Ul eer: Cree er err ret re 2102 
K-Lath Modified Truss........... 2106-2107 
Knurled-Head............: 2123, 2125, 2318 
Knurled-Poltt.: cossnuseev ea eaeeu anv 2128 
RAGher mossih eee ae oe 1106, 2110 
LOGKINGic caine caer ee rena mee 2063 
BOW-HGAC cra ey wiccse in man eae 2121 
Wachititveree.neecnnen te: 2097-2102, 2104 
MASONRY: cree cre aanmieenete ns 2166-2167 
Memnig vsscnes> 2055-2056, 2065-2068, 2097, 
Spneceres 2099, 2101-2102, 2112, 2116-2118, 
Choe 2121, 2123-2125, 2127-2128 
Metric Hex-Cap...... 2055-2056, 2065-2068 
Multimaterial:. :-2seccccecees nex 696, 2111 
Oval-Head.......... 2097, 2099, 2106, 2108 
Pan-Head........... 2055, 2097-2100, 2102, 
er eee 2104-2107, 2109, 2111 
PHUNIDS=HEAG is ce vaca scene ae 2107 
UanGhUM eee es en ee eae 2102 
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Raised-Countersunk ..............008 2108 
Round-Head......... 2072, 2097-2098, 2102, 
teen ee eee 2104-2106, 2108 
SOCUNLU erence v cerratere te 2101, 2104-2105 
Self-Drilling........... 696, 705, 1106, 1900, 
Ree ote nee 2097, 2105-2107 
SGl-LOGKING =. jsccs anaes aces 2113, 2115 
Self-Piercing..... 696, 1106, 1900, 2106-2107 
Deli-SealiNGe ss. cscece ee cee 2069, 2100 
Self-Tapping .............. 317, 2097, 2105 
DCMS eee ee eee ee en 2100 
SON GlCU pace tee ere eee ee 2063 
SOR Gee ee A GLU TER 2126-2130 
Sheet Metal..... 696, 2055, 2097, 2105-2107 
SHOUIUED eee ete 2103, 2123-2125 
SOCKEU crates carota ue 2112-2130 
Socket-Head Cap..... 1106, 1119, 2112-2122 
SOCKEUGCL. cary pate a nae ey 2126-2130 
Spade Hedda mars cermin ae caeas 2102 
SlOVe Boll: ceaeca: ae seen ae naee ees 2102 
Tamper-Resistant.......... 2101, 2104-2105 
THKGAG-GUTING: Sceoceatinne nee ean 2102 
Thread-Forming........... 2102, 2105-2106 
UNUNDi a eee ree 2102, 2318 
UND CRs tne nee ees cea 2110 
TOWMGDING 2 aaeecece rare 2101, 2104-2105 
RUMSHE AC ration cecreceneeto ete ane se 2100 
Truss-Head ......... 2100, 2103-2104, 2106 
VeNlGU Satan ee cone ne eta Nae rae 2115 
Wafer-Head ....00cccccceeaasces 1900, 2107 
Wallbddideewensmccuee eo sacer anaes: 2109 
Weld eer tamer gree ae ey aera 2148 
WING not annt niterte ne areinans: 2102 
WOOK eee enes 1476, 2097, 2108-2110 
SCRIBERS ................ 862, 884, 2343 
SGROLL SAWS...................... 729 
SCRUB BRUSHES 
Ca ae re 1536, 1542-1548, 1579, 1581-1583 
SCRUBBERS, 
BOOUSHOG stun tame: 1757, 1890 
FOO nee 1544, 1549, 1578, 1581-1582 
WWIMGOW) teens ene eee 1550 
SCRUBBING 
Pads eee eee 1548-1549, 1584, 1586 
Sponges..... 889, 891, 911, 1515, 1548-1549 
SCRUBS, 
BOO eee eee 1536, 1544, 1546-1547 
SCULLERY 
FOUIGOLS eters cates tie ck tars 2739-2742 
SMKS esc eanee 2725, 2727, 2729-2730 
SDS (SAFETY DATA SHEETS) 
BINGGtS veer erie cia ete 1942 
CODIREISkeasce a ec ar 1942 
POSIEIS ocean = oes ees Soe 1941 
SIGNS: ssncecieae eae ken ee 1925, 1941-1942 
Training Materials ..........cc cece eee 1942 
SDS DRIVERS .................. 665, 710 
SEAL 
DMIVEIS Sc neet ce cane ree 912,917 
PUlleiStermnee nero Te sac 916 
SUIDS .cuncwe 1124, 1391, 1999, 2001, 3092 
SEAL KITS, 
Hydraulic Cylinder... .......ceueuueues 2479 
PUD center epee een ee 2632-2633, 2645, 
Eee eee tac eee eats 2647-2648, 2658, 2672 
VaIVGe aces r nearer atin: 2544-2546 
SEALANT 
Dispensers......... 670, 679, 685, 688, 2172, 
eee ee 2219, 2233-2234, 2236, 2238 
Removers. ......eeeeeeees 1519, 2216, 2236 
Tape..... 1385-1388, 1391, 1630, 2222, 2224, 
.. 2820-2821, 2838, 2842, 2963, 3012, 3092 
SEALANTS, 
RCOUSIICAl anche care na eee ane 1884 
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ROIVIIG sea see eaeeee arr 2230-2233 
Adhesive ....... 905, 1631-1633, 2172, 2222, 
ever eee 2224, 2226-2233, 2236, 2724, 
Nee 2819-2820, 2834, 2836, 2842, 3012 
Asphadliiceas anc: 1631-1632, 2230-2231 
Automotive......... 897, 903, 905, 955, 2224, 
ee eer ert ee 2230-2231, 2233 
Bali) eset eee eerie ara 2230-2232 
BOOM oes eae etre 1757 
Brushable Ceramic ............00000s 2221 
GanitidG@e recente ee ee 2226-2233 
Caulhtieans cea: 905, 1633, 1900, 2226, 
ee ree ere 2228-2233, 2236, 3012 
Goncrelé: 2.2 .c:.cc0%: 905, 1599, 1604, 1612, 
ee 1632-1634, 2221, 2230-2233, 2724 
Construction ........ 1391, 2226, 2228-2233, 
Peete he einer ae 2236, 2819, 3012 
DUGi oe eee 2230-2233, 2236 
EICCIIGal 22. is eae es ce 380, 905, 2443 
ENO een naar 905, 1604, 1633-1634, 2217, 
ee ean er rr 2220-2221, 3012 
EXDOnGNg | RGAM xe nse sacs ae nae 2236 
Fastener........ 905, 2222, 2224, 2819-2820 
FIMGSIOD ncaa 1884, 2233, 2236 
FANG weston: 905, 2222, 2226-2227, 2230, 
ee Cre ere 2233, 2820, 2842 
FlOOhen ce eee 1523, 1533, 1634 
FOaNa name ease meas ae ee nana 2236 
Gasket... csses2 54 903, 905, 2222, 2226-2227, 
ets 2230-2233, 2820, 2842, 2963 
GlaZiGieaeet ae eca ees ee 2230-2231 
GIO eer ee eee nee earns 2230 
GUNG coe eee 2230-2231, 2963 
High-Temperature ..... 905, 2224, 2226-2227, 
arate earn one reer th 2230, 2233, 2820 
HVAC .... 1884, 2224, 2230-2231, 2820, 3012 
HYDM Geman rncred 2230-2231, 2233 
HyarauliGe nesses eee ea. 905, 2224, 2820 
WISTART cece cere 905, 2226-2227, 2230 
WOM cxee ae 905, 1597, 1632, 1884, 2222, 
are 2224, 2226-2227, 2230-2233, 
SPE nian Ce ners 2819-2821, 2842, 3012 
MIGNON: or teen ee 2230-2233 
LAION cee cane 905, 1884, 2230-2233, 2236 
BVO) ee eae tere eee er cto as alten. ele 2220, 2224 
Manne... csessceceee. 905, 1900, 2232-2233 
Masonry........ 905, 1599, 1604, 1633-1634, 
aunnen Ta eae 2230-2233, 2724, 3012 
Metal Repair ... . 905, 2220-2221, 2223-2224, 
eee oe 2230, 2232-2233, 2819, 2821 
PoekiA Girne: ce cteaoe ieee emer ee 2820 
Pasleinn nance casein 905, 1632, 2223-2224, 
ee ee eee 2226-2227, 2820 
PAVOMCNiscn een cece ated etek 2230 
FIDE ter mata ane 905, 1884, 2220, 2222-2224, 
. . 2231-2233, 2819-2821, 2838, 2842, 3012 
PIASIIG.. oar cater: mere 905, 2230-2233 
PReUMQUC tro en ease ee cere 2224 
Polyurethane . . . 1632, 2172, 2226, 2229-2231, 
sree ere ek tiem taheas 2233, 2236, 3012 
POWER LING ices ceceen crete 2230, 2233 
RAGUAieee etre tesa eect eee eee ee 903 
Roof Repair .... 1630, 2230-2231, 2724, 2963 
RUDDEN: acc e ee 953, 955, 2233, 2819, 3012 
SICON Gs ee eee 905, 1884, 2226-2227, 
eT eer eRe raat 2230-2233, 2819-2820 
SDlaViecnee cee coer sere eee 1884, 3012 
SONG ae ee wer ae eae ete 1533, 2230 
WHEGAUe ata ne acne 905, 2222, 2224, 
ee 2819-2820, 2842, 3012 
Threadlocker.........00005 905, 2222, 2224 
TIGRE AI sec cnet er cee ee ek 953, 955 
USDA BioPreferred............000000: 2230 
Rn 2231-2232 
Water-Repellent............ 905, 1598-1599, 
errr 1632, 2226-2227, 2230-2233, 3012 
Window..........0. 2227, 2230-2233, 2236 
SEALERS, 
BaQie eee are eee 1396, 1406 
Heals eteaiau eens 739, 1406, 1418, 3012 
SHMNIKac cen rere 739, 1406, 1418 
Strapping..........5 1419-1420, 1422-1424 
SEALING 
COMPOUNDS so cccacewke des 1597, 1632, 2224, 
errr rr er rrr ee 2226, 2231, 3012 
GUM nea eee eee 3012 


PRESSES ariritrtoe oes eee 1936 
NINGScee eee ee eae 322 
Tools, Strapping...... 1419-1420, 1422-1423 
WASHES scare cramer tata 322, 2091 
SEALING MACHINE MAINTENANCE KITS 
rT ee rn re err Cr 1406 
SEALING MACHINES, 
PlaStiG BAGnc neck acres ate 1396, 1406, 1418 
Plastic: Strappin@s..ccauetcsccnceeea ee 1424 
SEALS, 
BandiiiQlimatrameaen eeaenas 1419, 1422-1424 
Chromatography 3. s..c ccovece ee ake s 660 
Compression Packing ..............5. 2699 
CORGUIDHOIG we waces tease te cee eet es oe 298 
Contaieheess ote ace ee 963 
DOCKIDOOR ea eet 1124, 1128, 2000 
DOOF Frames cacee manners s 1124, 1999-2001 
Drains ees 1858, 1862, 2723, 2759 
1] 0111 JD ener erste etree saree seer iri ieor ee gs ee 963 
BiPe eee a en eeemeear ten te 1999, 2206 
Float GOlaee caer tener eee ee 2629 
FOaIMMMUOUEN teenth cee ee eee 2206 
Fidler cee oaneee sca 1999-2001 
Gladhand eee ee eee eee oe 962 
Heating Gable Endi::..ccscs.ieescews ees 3067 
FSORAMIG ee oe ere een eee 2479, 2495 
LeadiSGOUMy cee cree ene eee 1936 
NIGUIG sacisn nce cinee em nte cranes 2176 
OFRING iecanmiarme annua 2174-2176, 2708 
PAUlCK eee ce eee 963 
Pump.... 2632-2633, 2642, 2645, 2647-2648, 
Bee ae canals ee 2658, 2672, 2699-2701 
Pump Shaft......... 2632-2633, 2642, 2645, 
ere 2647-2648, 2652, 2658, 2700-2701 
RON corse comes eer cee ae 2701 
SECU Wisee eee eee eee are 963, 1936 
StrappillGieveceseuae 963, 1419, 1422-1424 
SWIRGHG greats eee ee ere 260, 262 
OUCT the atte roe cere 2757 
NLUGK Seen io ein etree eran a tannars 963 
WANG ee eee caer 963, 2699, 3012 
LPR eect care errr etree ett eer rae 2656 
SEAM ROLLERS........... 891, 1622, 2963 
SEAMERS3..- en ee eee 816 
SEAT 
Belt Cutters/Slicers ........c0ccuuueuas 812 
Belt RadSsee see ete eee 950 
COVEIS Bane en ene eae 948, 1494 
SEATS, 
GIGGUGD mncamagee sau crm sata re aranenee 945 
FOMKIN ee eon cise eee ms eee 1175 
Ouideoh eas ee ee 1309, 1482-1483 
Patient MraniSi@l -ccsesunin nee saan eee 1821 
SHOWER Aeon. gen Ne cee anen es ue 2746 
NOUGUY erin iar terete ese arn as 2758 
SECONDARY 
Labels oan ate nee ema eee ane 1522 
Spill Containment .......... 931, 1251, 1525, 
Se eee 1857, 1860-1867, 1869, 1875 
SECURITY 
BadQeSiencnercumcsntenagcme machen 1970 
BOUAMIS Secrets eee 1132, 1134 
BONGS sceuey eee eens 1350, 1968 
Cabinets....... 1264, 1266-1275, 1277-1278, 
ee eee eee 1325-1326, 1328, 1968 
Cables a5. cneee: 349-350, 961, 1353, 1961 
GaMlelaS 2. acne aren ee eee 2045-2048 
Cans 4.4: 1157, 1161-1162, 1172, 1328, 1824 
DELOCIONS rns cess tee en Meee 2044 
DOOiSee ences eee ae 1230, 1997-1998 
GAGS seen ae eee ee 1134, 1230, 1969 
MASS Seeeie cepseceenee 296, 1959, 1962, 2016 
Mirrors......... 1495, 1913-1914, 2760-2761 
SalCSe eee ee ee ee 1968 
Waste Receptacles ............00.085 1556 
WISI ANG Sieceeoe ane at ne cece eae 1970 
SEEDERS/SPREADERS....... 951, 994-996 
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SEISMIC BRAGING................. 2168 
SELECTOR SWITCH 

Contact BIOCKS: 2.03.0 s02554; 246, 251, 256 
Enclosures.......... 240, 248-249, 258, 275 
KiOUS eee rrenre a ie oe eae eee 256 
SELECTOR SWITCHES, 

Z2MMicsr etwas ss 240-242, 244, 246-247 
SOMMisse reas feet es 240, 251-257 
Hand-Off-Auto....... 162-163, 174, 250, 257 
MOOR SIAMEGN 2.2 sc cee ee uae snes 162-163 
OIG ee ert taraee reins 254-255 
SELF-DRILLING SCREWS 

ee 696, 705, 1106, 1900, 2097, 2105-2107 
SELF-LOCKING 

NINGS cn ee ee eee ee 2157 
MnheadnS€nS:.. ee eee acer 2143 
SELF-STICK 

Easel Paper Pas: <.ciccacnaiarcewans 1372 
LAGS) eee scmenan ken ee eetaaeen are 1357 
NOLGUGUS 2a: setae eens 1357 
Pipe Makers zccnuet ee a ce es oe 1932 


SELF-TAPPING SCREWS ... 317, 2097, 2105 


SENSOR 
GAG GS ererse eres ee eee 278, 283, 2480 
CIGQNDIS « curaannia won nanna nee er ne 3010 
MOUNISSr cr eaeeneeeee 283-284, 3027 
SENSORS, 
Air Cylinder Position ............ 2480, 2553 
Ammonia lon-Specific........... 1776, 1779 
Basement Water .........0eeeeeeuues 2629 
Building Automation Control (BAC) ...... 3027 
Carbon Dioxide ..............., 1777, 3027 
Carbon Monoxide..... 1776-1780, 1881-1882 
Chlorine DiOxide: 4... caceessceeeee see 1779 
CUMCNE eee ee ee eee 220-221, 3092 
WataihOgGGhs sewer ewer een neues 620 
DAVIIQH Sa tecereess cans 414-416, 469-470 
Dissolved Oxygen ............00eeeees 630 
ENWanGe Aleitciicacsctencreee cena’ 2053 
PAM Sere ete ns cere 3010, 3034, 3036 
FIOWMGION derma sna ete oreme ac 2680, 2683 
aS DElCClOk sete nae Aneta: 1776-1780 
Hight Walehs a. nner seen acer anes s 2629 
HUM oeereenton seis oe re 595, 3026-3027 
Infrared ....... 454, 462, 467-470, 603, 1978 
Leak DGtGGtOl 222-5 deses nace 3008-3009 
LEL (Lower Explosive Limit). . . 1777, 1779-1780 
EMe MONG eaten eee aes 221 
Liquid Level..... 581, 2678, 2680-2681, 3007 
MagneliGaewerateeetacamremcnamnl ee 567 
MERCURY PIUQHIN singe cama mene nace 3034 
MAGI ANG emtianrrettsn cerca ats 1776-1777 
WMGUIGH gexavecsacnmect: 462, 467-470, 1978 
Nitrate lon-Specific.............000es 1777 
QCeUDONG\ Fecce eee eee 467-470, 3079 
ORP (Oxidation-Reduction Potential)...... 630 
Over/Under Current............... 220-221 
OMVOGHE Settee een acme 1776-1780 
PN cree ener eahons tee ees ae ean 630 
PhotoglectiG 2c... .225. 281-283, 414-416, 
re 449, 469-470, 567, 1125, 1969 
PID (Photo-lonization Detection) ........ 1777 
PIGTIRFAING erate asc coaaine see 3034 
PIR (Passive Infrared) ......... 462, 467-470 
PreSSUNG: ce ncasccs « 287-290, 570-571, 2553, 
ee ree 2600, 3016, 3018, 3042, 3046 
Pressure Static Pickup................. 571 
PrOXUMiVior memoccuemmacnt 283-286, 462, 567 
Rice ee ee eee ee 2764 
Remote Bulb ............. 3026, 3030, 3040 
Remote Optical ..............00. 567, 1125 
Remote Photoelectric ............. 469, 567 
Remote Temperature. . . 586, 3021, 3026, 3037 
RTD (Resistive Temperature Detector)..... 230 
SLOG ere le eee ea ae 885 
SUMUP DIOXIAE: vie ec cedw es wae 1777, 1779 
Temperature .... 230-231, 591, 593, 595-597, 
re eee: 600, 603-604, 630, 3018, 3021, 
ere 3026-3027, 3037, 3040, 3079 
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THEKMOCOUDIG see cee ee rears 230-231 
Thermostat .......... 231, 3020-3021, 3026 
Ultrasonic.......... 468-469, 621, 2680-2681 
Universal Current............00008 220-221 
NGGANGY cercan ca tantane naan me 467-468 
NiDTANON ES eee cece Ora erate 174 
Wael set sane 2629, 2684, 2686-2687, 3039 
SEPARATOR 
EIGIMGNIS:32 eect neaees 2571, 2587, 2589 
Oil Absorption Bags................05 2571 
OCICCNSc cn. ete ae weene ee eer cca 1352 
SEPARATORS, 
1.) reer oe 2660-2661, 2908, 3037 
Air Compressor Air/Oil.............06% 2567 
Ball JOIN mace acme ce cwummn 916 
BOQNINGi sac tat ee enreme csc eee wae 912,915 
Condensate.............. 2571, 2576, 2590 
PUGH Wale tne ene satin muna 947 
HOS Bie Senor oe errneen we eron ca ees 2618 
MAGMGUG Secret e ot einen: 1066, 1116 
OIWalCl a ncnes iets ciate nace 2462, 2571 
Waleleiccemec wre: 2571, 2576, 2585, 2590 
SEPTIC ENZYME DISPOSER REFILLS. . .2732 
SEQUENCERS, 
DUMB DClaV ee anne ees res 3035 
SERVER 
CabINGIS 2 care es cenncnereenea cnet 300 
POWOR SIDS? cone aaan meee sumehate 393 
SERVERS, 
01 | (Sa ee ce veer ce a are ey 1439 
SERVICE 
Cats sc oec5 743-744, 1147-1158, 1161-1162, 
Serr ee 1169-1170, 1172, 1445-1446 
WOSKS4a ners cetera: 1326-1327 
Entrance Cable Fittings........ 305-308, 320 
JACKS erin ecm enn oe 940-943, 960, 1193 
Manifold Sets.............. 946, 2994, 3005 
POIGS ce ree aera reece ea eens ener 304 
SUNIKSi oe ea cere 2725, 2729 
SERVICE KITS, 
Refrigerant VaWe os: ccc ee ce ees 3010 
VGRICIG S sae eces cee 912, 916-917, 919, 2671 
SERVIGES coe atte caceu cen an ra 1944 
SERVING 
PONS corn tore eh eens er eee ave anh a 1449 
MANS cee eee ee eee oe eee 1456 
SET SCREW 
GONNEGIONS: ee eee acne eae 315, 387 
COUDINGS:.veanhekecine se ee 125, 313, 315 
LOGK Beatiigs 22 -22cescss2 cece 134-137 
SET SCREWS 35 cies eaes 2126-2130 
SEWAGE 
GSI Sensors eae tree here tmen ret: 2630 
GHECK ValWeS aces sence autete ve. 2627 
Ejector Pumps............ 2619, 2623-2626 
Removal Systems .............. 2624-2626 
SEWAGE PUMP 
GONWOIS aati amce eee ones ee on 2655 
High Water AlaniSis.ciciveieaseewoes 2629 
Replacement Parts .........0seeeeues 2626 
SWIGNES Sor eee Soe nee teees 2628-2629 
SEWAGE PUMPS......... 2621, 2623-2626, 
rae: 2632-2633, 2637, 2646-2647, 2665 
SEWER PIPE CLEANER 
GalleSanceeee ee enneee ee 673, 864-865 
MOSBS cumin mean ia ccnlaer nes 1593 
SHAGKEES | cc career aan 1067 
SHADES (ose nasi eric: 1484 


SHAFT 
AGADIGIS ease in pae ce ern na ie oe 43, 143 
BUSHINGS eee eee ne 43, 115, 143 
COllalS saree eee aoe 122-124 
COUDINGS neers pean van ter 122, 125-130 
ProleClonr- Gels |... acc naadeaee en 913, 2698 
Seals .... 2632-2633, 2642, 2645, 2647-2648, 
rer err 2652, 2658, 2700-2701 
SHAFT ALIGNMENT 
GIAIMDS tartrate aera eee 2333 
Laser Precision ToolS...........seeueeae 96 
SHAFTS, 
BIQWE Nees rah eee ett ec tevcnne een 2981 
KGVG0 Stores ree aren erie naman: 131 
MIQHIGHGh crac traceie ies tae 120 
Vibrator Flexible............ccceeeauae 149 
SHAKERS, 
LabOralONismscs ccm aan ne aren eae 647-648 
DIEVE cate ie era ee oes 649 
SHAMMIES . 35. ca a cee ee 908 
SHAMPOOS, 
GaIDGl neces ete cr enete wae: 1517 
Haliceeee vaca cmemniaae 1496, 1498 
SHANK 
AGADIONS ernest eee ee enna 2315 
BrusheS.........005 2395-2398, 2400, 2618 
SHANKS, 
COrIGUOFINBM soy. aecun een ete ea 713-714 
Demolition Hammer.............05 713-715 
Sle Wakes a eee eee 713 
OOCKE) reese acess 768, 775-777 
TAMmMpet Blaleeen ca aa ae tom ean 714 
SHARPENERS, 
GiidlitodWista sa en ees ee eee 820 
DnliBitaccanc eaters se ee 2254 
GakGem Oise senate aceon aes 1006 
AiG eee ee ae 813, 1006, 1452-1453, 2359, 
ee ee eee 2388, 2391, 2393 
Pen elliccee rena enero an nae 884, 1364 
SCISSOIS wees nea ae oe een eee 2393 
SHARPENING 
FIGS erence ect ca ninels 1453, 2393 
OIONES Sees ne re eee 813, 2393 
SHARPS DISPOSAL CONTAINERS 
eT oe er ee eee 809, 1836 
SHEARS, 
Ailvee oe ee ee oe ene 2511 
BanaliQiee nee 817, 1419-1420 
Brake and Roll............000uae 816, 2355 
Gablein cee ass 318, 671, 678, 815, 817, 845, 
Re tae eee  e eere ee 853-855, 924 
Galpelsavemmcreucanmn emern ee: 815, 891 
Gement\ Band. 25. eeessceeene teense 670 
COMMCSS <3. ene ee 670, 678, 684, 688 
ElGCIiIGa a tat rae ee 726, 815-816 
EN nro e ee eee ean ee 1832 
ENQONOMMIGrr ene ree err a. 814-815 
FaulGxcesc ce een era ane 815 
First Aid/Medical.............0, 1831-1832 
iNGUS hale seen ee eens 815 
ROVidivsecn ae oeee a eee 815 
KIICHEN Ses een see eran ote 1453 
Lawn and Garden. ............05 1005-1006 
LIGHTWEIGHT cs2 eee cceaee ees 815-816, 1359 
Metal-Cutting............ 108, 670, 678, 688, 
etre rare 726, 815-816, 861, 2356 
MUlipUMOS@2 <a s-eeneccecee ea. 814-815 
NappiNiece seer ote ees 815, 891 
Pipe-GUMINGY a Aceekenncene annlewe ens 684 
PREUMAUC cosas neue soe ee ee 2356, 2511 
PGUIM Vise ccncare su eens cepcrcecioh ess 815, 1453 
POWER creme cae 670, 678, 688, 726, 816 
Selden see cannes ey eeeeee 814-815 
Sheet Metal............. 670, 678, 688, 726, 
dea evans Rata ehare tele aeGitey? 815-816, 2355-2356 


SHIGE) Sees ste epee ees ee eee pee 815 
SUADDING2.<c2224¢0% ax 815, 817, 1419-1420 
WIG eee eee at 814-815, 855 
SHEATHS, 
KBMG i eee ens 755, 814, 1452-1453 
SHEAVE 
BUSHINGS: cs ee ee eee ee 115 
GhOOVG GalQ@S:. 22 sccsceseee es seers 105 
SHEAVES, 
Cable Pulletee ecco e we eee 847 
\GlEierceeetice cea seein ascent 120-121 
PUlEVorecee eee eee eee, 109, 1090 
VEBeli neces eee 109-113, 121 
VanlaOle=PICW ic cccn ee wera eee a 109-110 
WIRGIRODG22 ncaa ene on eee 1090 
SHEDS, 
OHILCOON craterereeenton eis 980, 1309-1310 
SHEET 
FRETS xecrsree tree roeare sierra tree caeeta: 1066 
PdiS vanes aetna han 1449, 1456 
PIOleGlOlS <2 nee are ee 1361, 1380, 1942 
RoGKSiaecae teen erara etree een 1168, 1240 
SHEET METAL 
GLAM Sete teers otal erecta 837-838 
Deburring TO0ls . fcc.ce sss dee. en 2298-2300 
Forming Machines............... 816, 2355 
Sid Secrecy ree erent ee eeee eae tees 2338 
SGNCWONVONS cece man tea scr oeneencen 696 
SCreWS......... 696, 2055, 2097, 2105-2107 
SliGaiSte cers en eee: 670, 678, 688, 726, 
Bs eae are ears 815-816, 2355-2356 
SlOrage RACKS eee c eae eae ees 1240 
Tools . . .303, 670, 678, 688, 726, 816, 863, 2356 
SHEETING, 
EMC Baltihnee cc tee ree weiner 1883 
FIOOK re ati cent ie ween eee 1100, 1412 
PalletlOp eee tera ee ne 1416 
FeO Wier cece rere eaten eee eens 1100 
SHEETS, 
ROWIIGSe ees ec enna as 440, 2211 
7 ATT UTE Peeeeaeae eae ec eee 2183, 2192 
DeQiCDiseeceetis andes ate ne 1468 
BldSSiiee ce as eae ee eee 2179-2180 
Carbon Steel ............. 2179-2180, 2192 
Cold-Rolled Steel...........cc0ceeues 2186 
DiV-EraS@: ees eee ceeseenee cae 830, 1367 
DIVGl races ornare eect neers 1516 
Expanded Wetal ceecccevaacnauween ns 2192 
ROltemce eran cheeuats ae a eeuuere aa ewan: 2215 
FOAM tea sea enn naar here eee 2198-2200 
MaSKelaes seen ee ree eee crete 2840 
FAV bal OM licterereerncrte arnt cneee oeeeeteceranieneere 2204 
Noise/Vibration-Absorbing........ 2199, 2834 
Peroraleds. se. uae nee ccn een geen 2192 
Plastic ..... 440, 2180, 2192, 2200, 2209-2214 
Rescue Evacuation .........eeeeeeues 1821 
RUDDGi see eee eee 2199-2205 
SANGING scctnsria tacew cateateacs 911, 2366, 2368 
Stainless Steel....... 2179-2180, 2190-2192 
MOO OLE ence ee ent ee 2187 
(1 (0: | Reece ea eerne recor reer eee eee 2204 
SHELF 
BINS@teee eee es 1279-1280, 1282-1288, 
eee ee ee 1290-1291, 1294 
Blaekeiserraaaeactunnena 1250, 1383, 1476 
DIVIDERS oe pene eee: 1242, 1246-1247 
GU ANGS ce ree ne ee es ee eee 1247 
Hangers/Rail RodS...........seeeeeee 1246 
HOOKSse ee ee eae areas 1246 
LADeWHOMGIS irc: scmtnccee oe eames 1248 
UOUUGS = cnect er cone ena coerce ceen 1246 
BOVElS ae ereee esc 1231-1236, 1241, 1243 
LINGERS cere cine ior ero euler eee = 1246 
SDINGIGCVES cn ccerte te ence ae eae 1246 
SlanCandSne tee ae ee 1250, 1476 
SUPDONMS agers ore aera se 1238, 1247 
SHELL MILL HOLDERS.............. 2311 
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SHELEAGS |... ee 1598 
SHELTER 
ANGHOIS 2axi sc wera cs ects cae: 980, 1010 
Environmental Control Units ........... 1824 
WallSscaaa sana cae ar eens 980 
SHELTERS, 
DOGKIDOOK i taccette nt cai ae a aaroen kd 1128 
SIMOKEN Sica as omece as tae eee 1310 
CIN ONGIY cr cere ee eeerereese enero 980, 1823 
SHELVES, 
BalntOOl isc cee ete ee ae 2760-2761 
Biliarerstr ogee attetiet ree ron tence tne 1277 
BONESS ene coer ace eee 1233-1236 
Bulk Storage ... .1229, 1231-1235, 1243-1244 
Cabinet ....... 1267, 1269-1270, 1277, 1869 
DrUmMiSlackGk. 2 3eecctucens ce cees cece 1864 
Drum Storage Ratko ce soto canoes 1864 
Food Service ...........5. 1246, 1249, 1459 
Literate Rak scecnesec es eeeeceeeee 1349 
Mailroom Table: 26 voices eee eae 1349 
Open Shelf File System.......... 1243-1244 
Paley hake. eon eear ec eee 1227, 1229 
Particleboard...........5. 1231-1235, 1250 
PeghoatGicrcnvacueronene en oni 1329, 1331 
Steel ......... 1156, 1231-1234, 1241-1244, 
eee 1246-1247, 1249-1250, 1269-1270, 
Se er re eee 1329, 1331, 2761 
Storage Rack... 1229, 1231-1235, 1242-1244, 
eee ee 1246-1249, 1307, 1864 
LINE area eatea vance eeeceroa iors 2729, 2760-2761 
Wilt: Ganl Seren arent ae ee 1156 
WalllEvnet cin ie rcee tea ators 1250, 2760-2761 
WikG Sree aot 1156, 1227, 1229, 1231-1234, 
Ee eee eee 1246-1250, 1522 
Workbench.......... 1316-1317, 1319-1321 
SHELVING 
Base oUipSier es seams ete nan 1242 
GOSIGKS. cane aouknen anwar 1210, 1247, 1282 
ClediStesn eee cect ee ee 1250 
GOSiear naan eaten Coenen a 1247 
Components......... 1227, 1229, 1233-1236, 
eee 1241-1244, 1246-1252, 1281-1282, 
Te ere eee eee 1308, 1451, 1525 
COVGIS cu. paneene muon n te 1156 
DOO ee eee ee ee cee 1242 
DYAWERS san eee comets eterna 1306 
ENGIOSUNES 3c cnuk pemeanenees at 1229, 1451 
GUSSPIS. ganar eens ee ame Rees 1250 
HahG Wale cee. een ee ere eee 1246-1247 
POSTS erator nena net 1246-1248, 1250 
RallScrere et ee ae ee 1235, 1476 
Replacement Parts ..........0eeeeees 1231 
SUDDOMS: .cccnats aweeass 1231, 1247, 1451 
SHELVING, 
Adjustable .......... 1155-1156, 1231-1237, 
es 1239, 1241-1248, 1251, 1326, 1451 
Antimicrobial. ... 1149, 1239, 1247, 1252, 1451 
Bin Storage .......... 745, 1280, 1282-1285, 
ae eee er 1287-1291, 1297, 1306-1307 
BOWWESS 2c Suceeceens 1233-1237, 1239, 1244 
Bulk Storage ........ 1143, 1226, 1231-1232, 
Serre Ee ieee 1238-1240, 1245, 1251 
Canulevebwone ce neat eat 1238 
Clip-Type.........05 1237, 1243-1245, 1283 
Closed .. . .1239, 1241-1245, 1252, 1291, 1326 
Commercial......... 1149, 1227, 1236-1237, 
eee a 1239, 1241-1244, 1247-1248, 
See pate ace ee eter 1251-1252, 1326, 1451 
DeSKIOD ee eee ee 1337, 1358 
DUNN AGG ec were nm meee nh tenes 2 1252 
Bile SYSIEMM crest eee amen arare Gates 1346 
GRAvVITVSRIOW ewes tees cere: 1245 
Heavy-Duty ......... 1231-1233, 1236-1237, 
ee rere 1239-1240, 1245, 1251 
Industrial........... 1226-1228, 1231-1233, 
erence murach, 1235-1237, 1241-1242, 
ee eee ee 1244-1247, 1250-1252 
PAODIIE cscs nna 1149, 1155-1156, 1172, 
error ere rere 1285, 1348, 1451 
MOdUIAR tancce eee eres 1244, 1346, 1451 
Open .... 1149, 1155-1156, 1226, 1231-1237, 
Aree am 1239, 1241-1244, 1246-1248, 
See eee ee renee 1250-1252, 1451 
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Shelving - Signs 
PalleliRaG Keanna aeons eyecare 1226 
Parts Bin... 745, 1280-1285, 1287-1291, 1306 
Parts Storage......... 745, 1280, 1282-1285, 
Pera hee eect nett 1287-1291, 1305-1307 
PICK-RACK sce cease. 745, 1280, 1282-1285, 
Peg eateries 1287-1288, 1290-1291, 1306 
PIASHC eter rama: 1149, 1251-1252, 1451 
RACK-SWIOs cceceanaes 354, 1143, 1226-1227, 
Soa eee ena 1231-1234, 1237-1240, 
acne oat 1244-1245, 1247, 1251-1252 
RECOM olOhde' 2. teanes cece sees a 1239 
SIOMCUiemer es rams naan mee 1250 
Slee anacse 1155-1156, 1227, 1231-1232, 
Peet 1234-1235, 1237-1248, 1250-1252, 
Sean epee ae 1326, 1346, 1348 
WIG cients 1155-1156, 1172, 1246-1248, 
Peet 1250, 1252, 1280, 1282-1285, 
eee ore 1287-1288, 1451, 1522 
SHIELDS, 
Al GiUlikenen cic oes sete aemen a ans 2515 
Ghilpizey aeineee rene cetnt 2359, 2363, 2515 
EXDdNSiOM see aa tenceea 2163, 2165 
Eye-Protective............ 1639, 1707, 1709, 
re 1715, 1766, 1769, 1837, 2359, 2405 
MOUGING mses eet eee ee eas 2423 
GHINOGl cece ene ee eee eee 2359, 2363 
Laboratory Evaporator...............0. 635 
Ei PO rr enn re rent 2363 
LiGhtINGteces ae ease tee 452, 520 
Pallittscverun ie mitaratenrerense stein: 1620, 1628 
Pipe Insulation..........ceeeeeeeeues 2832 
SHIFT KNOBS................. 2323-2324 
SHIMS, 
AIiiile eeu ace ee ee eee 2582 
ANIMIAU MP cnet metre tye acna ery airs 2179 
DIDOE eat ee ene ares 2180 
Blue Tempered... 2. cee ceecce ess 2179-2180 
BiaSS nc nnen eaten a caine 2179-2180 
Colet-Goued istixenetraanaunn vee 2180 
CODDGh amine eee ee eee. 2179 
HOIS@SHOGS satire ee amen: 2055, 2181 
NONGONGUGIVGD 22h. aenesacenwes seen 2180 
NowimetalliG.es: 2 neu eee ee 2180 
PalletikaGk canes a een at aan 1227 
PlastiG. screener eee ee anee eae 2180 
PROC UL eres cpe eet aegis 2180-2181 
ROUNG i mumnna nna aemienwmennneewcnt 2180 
SIOUGde a aannrs Cees ete enn 2055, 2181 
Stainless Steel............ 2179-2181, 2690 
DIOR eweeray een res nae 2055, 2179-2180 
WaShelcncccnar ann eane ra eees ieee 2180 
Wedge eereanner emer wantencer 2180 
SHIN GUARDS................ 1746, 1813 
SHINGLE FLASHING................ 2963 
SHIPPING 
BagSs eee 1298, 1407-1409, 1413-1414 
Box Sealing Tape..... 1384, 1395, 1397-1398 
CASGS vrai menue usacacn armen. 1304 
GIQHIBAGS eee ere eee eee 1410 
Containers...... 994, 1136-1138, 1292-1293, 
. 1295-1296, 1298-1301, 1304, 1402, 1457 
DUNS. 25.255: 1138-1139, 1573, 1861, 2695 
Freeze PACKS crc tater nam ereewians 1402 
Handi Wiapiwctenes ete ecneres 1414-1416 
Hand Wrap Dispensers ............... 1417 
WK ROHGNS ecre racer eens cack 1403 
Kraft Wrapping Paper............ 1412, 1414 
Labeling TAGS icc aneakae vaaeenn 1404, 1938 
Labels ... .1362, 1395, 1404-1406, 1937, 1940 
SCAIGS Sac cer ecw ss 644, 1379, 1425-1429 
SIGHGISUPPIGS ce eee ane 1403 
SUCH WAN a teak cutee ee ae 1414-1416 
Stretch Wrap Machines............... 1417 
AGG rte ater irner a 1404, 1938 
TabGirausrvann a scran 1388, 1395, 1397, 1404 
Tape Dispensers ..... 1394-1396, 1398, 1404 
SHIPPING CARTON STRAPPING SUPPLIES 
eo eee 1419, 1421-1424, 2535 
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SHIPPING CARTONS........... 1400-1402 
SHIRTS, 
Disposablece.s caer sans o 1735, 1737 
Flame-Resistant .........ccceeuuuues 1712 
FOO SCINIGE as seen eee. 1722 
HONG Viewer ee neers eae: 1712 
High-Visibility............. 1712, 1726, 1812 
VODs a nae mete ny one er acrne 1812 
POO ee enn eee 1722, 1726, 1812 
SaIGLY accuse eam mata ace 1712, 1735 
Seer ican a tinea men ena 1712, 1726, 1812 
MAGIGal smn etere ote ne omen ase 1812 
IVMOK e carotaiechawea it acmramietcele mea aera 1737 
SHOCK 
Absorbers, Fall Protection. .. 1802-1804, 1806 
PRIOSIONS are cone cai aac nie me naan 2913 
MOUNIS eee es ae 1221-1223, 2983, 2986 
SHOE 
Covers ........ 1623, 1732, 1737-1739, 1746 
DVGlSa ee ee ee eee enn 1757 
NISCUIS ura ore eee cea as 1756 
SEAN EIS eee tee ee 1757, 1890 
SPIKOSi ete ee ee arenes 1747 
Waterproofing Spray ..........eceeeee 1757 
SHOES, 
AUIGUG 32. ies 1750-1751, 1754-1755 
Chemical-Resistant........ 1746, 1750, 1754 
COMPOSIIG-T06; sia ccwi es ceeea es 1750, 1752 
DICIEGIIG. coon anaes nee oreae. 1709, 1744 
HIKING bee eee os ec ee ete 1754 
Leauleh 4. cianece crs 1750-1752, 1754-1755 
OOM cect crt aeiiaates ae earetarone 1752 
PildSlCle ae rrree te eee eee see 2762 
Pipe BENUING hace ewente eee ewan: 850 
SNDSOW ccc kien chan 1747, 1752, 1754-1755 
Slip-Resistant .............0008 1745; 1747, 
eee eae 1750-1752, 1754-1755 
Steel-Toe........... 1746, 1750-1752, 1754 
SHOP 
Gans cee ere 743, 1147-1154, 1157, 1161, 
Terre ree Teer Try 1169-1170, 1446 
DOSKS. eee ee 1157, 1169, 1326-1327 
DightSeyaune es tern cence 439, 444-448, 451-452 
LOGKORSiain ate eee ee 742, 1262 
POSSESS 25-0. we aces 2355, 2357, 2470 
RAGS: pee i ee tree ee 911, 1492 
NOMS roses gee 911, 2367-2368 
DaClSeere ans acres ee 2360-2362 
Sl00IS: = e-- eeee 945, 1333-1335, 1350 
TICKEUHOIGGES saxtcnsnanoatnaneen ous 1383 
(OWEISC ar ee eee ee 1490-1492 
IMUIGKS eecetoten eaten: 743, 1150-1154, 1170 
VaCuuMS eens acs 678, 719, 1563-1567, 1573 
SHOPPING 
BdQSce nec eee eee iy mene 1411 
GANS coy n eames nee ee 1148, 1171 
SHORTING CAPS, 
HID (High-Intensity Discharge) Fixture ..... 458 
Photoelectric Sensor...........005 414-415 
SHORTS 5c cates covers bouesen doesn 1813 
SHOULDER 
HOOKSarcrare ie eerccs come mareatneee nea ene 2020 
SChEWSs a eee: 2103, 2123-2125 
SilabSieaece ee meee ene 757 
SHOVEL 
HalileS.22 shee ee Soe 997 
HOIGGES eres cree er earee ne eee 998 
SHOVELS 
eee 862, 948, 993, 997-998, 1456-1457 
SHOWER 
BEM Sgeecee coarsest tract cece eeryees ee 2744 
BeNnGNGSoawn new caaoueat eect cee: 2746 
BrackGlse eee eee 2744 


Can’t find it? Go to Grainger.com®. 


Water Collection Pools 


Furniture and Pallet See 110 


SIDEWALK ICE MELT KITS 


Electric Screwdrivers 


SIEVE ACCESSORIES 


SIGHT 
GHECKS cou ctawetue shacmadccns 2464, 2913 
PIGS rec peer aera eect ae ee 2464 
SIGHT GLASSES, 
FlOW ae sr enrcee eeeae 2464, 2913 
INsLING.23 2. nce oes cee eee week 2464, 3013 
Moisture Indicator..............0000: 3013 
NEMIGEAN eset cae acre ae 3013 
SIGN 
BallasiS nemmcwe ee acc arr bem ania ae a 476 
Holders .........005 1230, 1372, 1527, 1908, 
eerie ee 1915-1916, 1926, 2043 
KIS eae tesa are ton cuenta are 1230 
LaipS accte nce eacee edie 498-499 
WAGIIIES recente atelier tas arene ee 1929 
SIANdS2 hs ye aneueuee 1371-1372, 1915-1916 
VAG ke eee ea 1386, 1392, 1926 
SIGN POST 
ANCHOIS 22 eee ae ae wan eee eee 1916 
BaS@Seer ete pe eee eee eae mee ee 1916 
BraGkelSsacea eae nee 1916, 1923, 2535 
Drivers/PulletSc cas ccrcanaaegecesans « 1010 
PASlONl Sy ai cae eee are eas 1912, 1916 
SIGN POSTS....................00. 1916 
SIGNAL 
BdSeSiccn ecco a mere ern 278-280, 1887 
Bells te ete ee ccc ate 1375, 2052 
GlaMP Sosa sue oer eres Seren ae 565, 866 
Device Brackets............. 278-280, 1885 
GENIGIAIOIS ceases a eee ee eee 565 
LIQWIS shee ernest eee 278-280, 449, 972-973, 
Laat aati icesere te rete 976-977, 1885-1888 
MOUNTING THDCS ccdccdetncneeecanns cae 279 
Sounders..........005 279-280, 1885-1887 
Tone MOGUICS: oc ccc cees veemees sees 1885 
SIGNS, 
Admittance/No Admittance 
eee 1527, 1919, 1921-1922, 1924, 1926 
AED (Automated External Defibrillator) 
nee eT ro ere Trey 1920, 1925 
DIINGU al eacwannanas 1527, 1918-1922, 1925 
Blank Panel............055 1527, 1921-1922 
Bralleineevens anemone ee ane 1926 
CanHOM seaceaencae 1131, 1527, 1903, 1911, 
eee 1918, 1921-1922, 1924, 1937 
Chemical:spill sper etacce cna aks ee 1527 
CIOS OU a teeee epee mares 1527, 1911 
Confined Space........... 1527, 1919, 1922 
Danger..... 369, 1527, 1919, 1921-1922, 1924 
Digital DISplay sons waa cees een cae 2022, 2050 
Directional.......... 1527, 1903, 1909, 1911, 
ee rer errr 1917, 1923, 1925, 1941 
DOOh seas eee 1918, 1920, 1922, 1924 
BICVdiartecaeee naan eas 1921, 1926 
Emergency. . .425-428, 1920-1922, 1924-1925 
EXWUNOEXIL cccnene ccs 422, 425-428, 1903, 
reenter 1917, 1920-1924, 1926 
Eyewash .........05: 1903, 1920, 1925, 1941 
Fire Door/Fire Lane............5: 1903, 1917, 
ee re ny ie 1920, 1922, 1924 
Fire Equipment ...... 1903, 1920, 1922, 1925 
RIRSU AM aes nee n eae 1920, 1925 
PlGOR sees ses 1527, 1903, 1921 
FRENGHin oan ee ee ee ee ree 1527 
GEMNdilttascee acetates 1527 
Glow-in-the-Dark . . .428, 1919-1923,1925, 1941 
HanGledhicren cnet eee 1911, 1917, 1926 
Hazard Communication.......... 1527, 1903, 
Seater tecde 1918-1919, 1921, 1924, 1940 
Height Clearance............... 1129, 1918 
High-Visibility. .. 1915, 1917, 1923-1925, 1941 
VGIGN Bier rene cues oe 1920, 1922, 1925 
EQSCh aoe ret hee ee eee 1921 
LOCKOUT kee heen ees 1918, 1920, 1924, 1951 
Multilin@liallin se ween eet ean cee ome 1527 
No Parking/Parking........ 1911, 1917, 1920 
No Smoking/Smoking........... 1924-1925 
No Trespassing/Do Not Enter 
eer 1527, 1909, 1917-1922, 1924 
NOtICe eases 1126, 1527, 1920, 1922, 1924 


1-800-GRAINGER (472-4643) 


Sign In to Grainger.com® to See YOUR Pricing 


Product Index 


Signs - Sock Absorbents 





Office/Facility........ 1527, 1903, 1917-1918, 
Ser Te 1920-1922, 1924-1926, 1941 
OSHA Regulation.............065 1918-1922, 
Un er tt ee 1924-1926, 1937, 1941 
PPE Required... 1903, 1918-1922, 1924, 1937 
RadhalOWie tc eteete ea eee 1921 
Recycling Container...........eeeeues 1922 
Reflective...... 1131, 1915, 1917, 1922, 1924 
RESWOOM snc sans emer as 1527, 1920, 1922, 
PEO Bel an RTE nao ace 1925-1926, 1941 
Right-to-Understand ..............05: 1921 
Road Construction.............. 1915, 1917 
Safety ..... 425-428, 1126, 1129, 1527, 1903, 
«1915, 1917-1922, 1924-1926, 1940-1941 
Safety Reminder .......... 1126, 1527, 1903, 
Pein fee a 1918-1919, 1921-1922, 1924 
SUS owas ere 1925, 1941-1942 
Secu enc ae 1917, 1921-1922, 1924 
Severe Weather.........000000e 1925, 1941 
SHOWEl aac ee tes oe anee eee 1920, 1925 
SDAMISM ree eee 1527, 1918-1922, 1925 
SHGCUIBUMP -cacore ce tinn sete eet 1131 
SDINGONWTO, venice censenn wars 1527, 1925 
Stairwell Identification................ 1926 
Stop/Slow..... 1903, 1915, 1917-1918, 1941 
TelADNONG Se eeenc se ceae ern oes 1921 
GMPOFAI eccrine et 1909, 1915 
Wrattie..42%5 1131, 1527, 1911, 1915, 1917-1918 
UmibrelliBagccs cen sane es eee oe 1350 
ViSMOlesrera ater teres tear es 1917, 1924 
WarehouSe..........0000s 1903, 1920, 1924 
WatnilGicceecna se cnc mess 1126, 1922, 1924 
WEL FIOOR. wv nckcew caus weed en 1527, 1903 
WEE PAINU ae aac nrnoaw arose 1527, 1911 
SILENCERS, 
BIR Ol accra creo weit eee ence ae 2551 
COMPICSSON sc teanatvne suns aus 2575-2576 
DGQOR teers errata een cere: 2005 
Vacuum Cleaner...... cece ee eeees 1565 
WellDiy Vachss oere wernt 1565 
SILICA GEL REPLACEMENT CARTRIDGES 
Se ee 2589 
SILICONE 
Adhesives .......... 1020, 2220, 2226-2227, 
Sean hr een emery a ear 2230-2233, 2820 
COMPOUNDS: cavcas weaves 2439, 2441, 2452 
FedS@a nat aaron 899, 2450-2452 
Lubricants...... 901, 2438-2439, 2441-2442, 
ere ree 2444-2445, 2450, 2452, 2779 
S@dldiiS. sa. ect needs 905, 1884, 2226-2227, 
Pee ee 2230-2233, 2819-2820 
SILICONE RUBBER, 
EQQINGien cae aee eens nae 2207 
SHCGEiwengecse eauonnoe 2199-2200, 2205 
DUIDer era eaten een eee ae eure 2205 
SILEGOGKS osc biciieecaneuce ee nates 2912 
SILT(FENCES 2. cs eee 1012 
SILVERWARE HOLDERS............. 1435 
SIMULATORS, 
Wireless Monitoring System............ 600 
SINK 
Didinb0abdS-=2-. este 2729 
DRAINS erence ees 2722-2725, 2727, 2747-2748 
OVEMOWS sc ecanaeenn ce 2725, 2747-2748 
PIPING COVEISS eee ee ee et 2722 
PUMP OVSHOIMS. cc) scarciatetie cue celta cists 2626 
Replacement Parts ... . 2726-2727, 2743, 2761 
Splash GuardS..............008 2728-2729 
Strainer Baskets .......... 2723-2724, 2727 
aye SYStemsvenunmeceet omen na oe 2626 
SINKS, 
ADA-Compliant ........... 2725-2728, 2731, 
Sent tee cee tae 2737-2738, 2743, 2760 
Dalene a tans rien eens ween 2731 
Bathroom. ........0eeeeee 2725-2728, 2760 
GlaSSTOONIiser ere ne cree peers 2731 
DIONE eases nee a eee 2725, 2731 


Voce cceeeeee nt 9725, 2727, 2729-2730 
5 Steel........ 9725, 2727-2731, 2760 


2725, 2727, 2729-2730 


679, 2630, 2632-2633, 


Equipment Moving 


1065, 1173-1174, 1178-1181 
SKIDDING TONGS 


1135, 1457, 1863, 1865, 1867 
SKIMMER TUBES 


SLEEPING BAGS 


Abrasion-Resistant 
Acetal Compression Tubing 


Baseboard Heater 


368-371, 373, 376-378, 406-407, 


Electrical-Protective 


Fluorescent Lamp Protective 


HPPE (High-Performance Polyethylene) .. .1686 


KEV di pecan Cen ees 1686 
PIDG ene peter en ere re ace 2425 
Plastic Compression Tubing....... 2854-2855 
Puncture-Resistant............0c000s 1686 
Slash-Resistant.........0c00000s 406, 1672 
Stainless Steel Tubing................ 2854 
Walle cents? 2992-2993, 3073-3074, 3090 
Wel diitinncnauanroaek want 1703, 1715-1717 
Wire Marking........... 368-371, 373, 1928 
WING HOG? 2. rennet ohramene te 1088-1089 
WIRE Wid Diene cere ee Sete ee ere 369 
SLICERS (ore ees Brees 1452-1453 
SLIDE BOXES/TRAYS ................ 643 
SLIDE HAMMERS ................... 915 
SLIDES, 

Did Wel one ene eae oe 2017 
FURMIMUTG Ms eterna erate ery ee 1342 
MIGEDSCODCt eee cee st nee eee nae 643 
SLIDING DOOR CABINETS 

reer ro rere 1264, 1275, 1346 
SLING 

PSVGHMOM@UGIS: cad. xncceseeecceetas 594 
ROUNG SINGS 22s. cence eee a center 1076 
Wear RallSaceram wie aur sear sacar niu 1079 
SLINGS, 

AU ieee een ee ames 1830-1831 
Cable seernee nce tae te rere ake 1079 
GHallign ee ec ee 943, 1074, 1144 
Gldll@emcrercace 943, 1074-1077, 1079, 1144 
Dit eeereee creas eect ee ee 1144 
ENGleSSILOOD 2c ereeees sero ees 1075-1077 
EVOL Wes cece enna ota 1076-1077, 1079 
Lifting . ..943, 965, 1074-1079, 1084, 1106, 1144 
Mechane'S sec.cccee nen cee vce 943, 1074 
NVlOMetrecdcnretctnints eters sectere hs 1075-1078 
POWESIGD <2 caccocest eee 1076-1079, 1144 
POSIIGHING 2. fan sac ee ee eee gee 943, 1791 
Webbing.........005 1075-1079, 1098, 1144 
WINGNicrancnaan 965, 1074-1079, 1084, 1106 
WIGUNODG Seer cseoataet cei taatoaeans 1079 
SLIP HOOKS, 

GlEVISsse cee ane. eee eereaas 1071 
SLIP NUTS «cc < vccinntoeueen wane. 2723 
SLIPROULS ee eee aes ee 2355 
SLIPPERS sn coerulea ee 1757 
SLITTERS, 

Cableterc see. 345, 364-366, 671, 846, 859 
SLOTTED 

ANGICIRIS ene senaan «cera eos 1250 
Bi SOGKEIS. bene caunuutecces cea 703, 767 
PINS Sees oe ee iene 2154 
SCIGW STANCES 5 cpxccy toss csaraleats geass ere 802 
SHINS ceeyrcmenuiniaesne te. 2055, 2181 
SlahndanS: 22.4 .cncesrdceusae: 1250, 1476 
SMOCKS/TUNICS ............. 1734, 1738 
SMOKE 

GallBS tarsus teeia ry tartare 3096 
Gantnid@es acc tenantagamaci mane nn 3096 
ElMIN@lOtSse Giese eee ee nee 233, 2408 
ENIIMONSeeeetce weet neat carte reer are 3096 
EXMAUSIGIS cic eevee: 2408, 2966, 3060 
Maigh@S cecanc ee een ecenanen 3096 
SMOKE DETECTOR 

EVCIOSUIESt actnarsencet eee aoe 3029 
Relay MOGUIGS 3.2 scaeseaaennces conan 1881 
Replacement Parts ..........eeeeeues 3029 
Sampling Tubes........... 1780, 2051, 3029 
MESEENS ee escent 1882, 3029 
SMOKE DETECTORS 

ee een 622, 1881-1882, 2036, 2051, 3029 


Get back on the job even faster now with grainger.com/repairparts 


SMOKING 
/No Smoking Signs ............. 1924-1925 
HeCEDACleS nsec caeane cana enn 1552 
SIGHCIS sync na ere ee ene 1310 
SNACK FOODS................ 1440-1441 
SNAKES .......... 671, 673, 863-864, 2751 
SNAP-ACTION 
Switch Thermostats............. 3023, 3066 
SWITCNES <= uses ease 263, 268-270, 272-273 
SNAP BUSHINGS................... 2086 
SNAPPER PINS.................... 2152 
SNAPS 2..32. ee 2019 
SNIPS, 
AVigON cca ne eae ore 816, 863 
BUD es eee acer eee es 816 
DiCkOI eee cert ea ee 816 
EIGCIICIAN Ss... cae ee 303, 365, 815-816 
ENQONOMIGHw t= nant oc seme wee: 815 
FIDGI-OUEC 2. trae ere nanan 815-816 
Gallente et eae te eee 1005 
Metal-Cutting................000: 816, 863 
MUNNIPUIPOSO: jac nea e eens 815-816 
ONSCUBENlsiacca mimancmuen net 815-816 
POINTCG-(IDG: vaca awe ae ee alone 815-816 
SIFAIGMCUtaate een ne emir eny: 816 
(Natl rane emara tan tne 815-816 
MINMGESeeoctec eters an etiarene: 816, 861 
SNOW 
BOOISn eee eee 1741, 1743, 1745 
BRUSHGS ice eeeeaiae a ena 948 
CIBdIS/SDIKES ;xcncuna aan aa 1747 
Gone: Machines. 23 sscasre acess nce 1458 
BONGES entire ce nro e ener 1010 
HOOMMAKES neice ee eee we ems 993 
OIIGVEIG Hee eaters a amar en 948, 993 
SWECDGISi ume ccke ere imonucrecer rn 992 
IMKOWEES ye ta ena ce ea 991-992 
SNOWBLOWER ACCESSORIES ........ 991 
SNOWBLOWERS................ 991-992 
SNOWPLOW 
BUGIS eoerees ccc. farce sah see hee eee foe 991 
LiGhiStercs wee oe ee ace ee 969 
Quick Couplings: 2.2 crc hens tee ae. 2489 
Replacement Parts ..............2005: 950 
SNOWPLOWS....................... 992 
SNUBBERS, 
FICSSUEC et ee ncieee ee ee 574 
SOAK TANKS osc. ca ees ene as 939 
SOAP 
DISHES terest cmanaiaite secon crn 2760-2761 
Dispensers.......... 1496-1498, 1501, 1514, 
Dae cerns ean 27217-2728, 2736 
PaCS erent ee ete reine eee: 1549 
SOAPS, 
Antibacterial/Antimicrobial . . . 1496-1498, 1501 
Biodegradable...............65 1496-1498 
BOQY oct eee eee eee 1496-1498 
Cab Wasliienn cence eee 908, 910 
FOAM ocr rca 1496-1498, 1514, 2736 
POOH INOUSHY ira aru nAame hawe la ats 1514 
UI penetreerec ree 1496-1498, 1501, 1514, 2736 
Hypoallergenic..............000eeee 1498 
LOUDON ne eee en ame: 1516 
LOUOMS oer acer ae 1496, 1498, 1501 
PUMICE on cace ee caine ocene ents 1501 
SOAPSTONE MARKERS........ 2422, 2428 
SOCCER EQUIPMENT............... 1478 
SOCK ABSORBENTS...... 1846, 1850, 1853 
1-79 





Socket - SPC Product Index Sign In to Grainger.com® to See YOUR Pricing 
SOCKET Standard) a .scae ne ees 698, 758-766, 768-781, Replacements, Sprinkler.............. 2764 SORBENTS, 
Adapters ....... 361, 699-700, 703, 768-769, vstete cece eeeeeeseeensers 795, 860-862 Strainers ...... 6... eee ee eect een eens 2087 Acid) Basee...4 seem neuen wee 1849, 1855 
rere 771-772, 775-777, 779-781, 802,949 | Thermometer............... 589-590, 2891 Chemical........... 1845-1846, 1849-1856 
Bas ae 758, 768-769, 771-772, 775,  TorxBit...... 758-759, 767, 773, 775-776, 802 SOLENOID VALVE Hazardous Material........ 1846, 1849-1855 
ree ny her einer er 79s BGl2G2 00 WORCERMIGIG. tare acer eran (Olio S CMDS Guin iia ny aie ey mec | Oilic yen dst eres se (938, 1645e1e56 
BitHolders.........eccceeeceeees Tioe77o  UNINGNSallcccaus. ceases 763, 765, 768-781 Coils.......... 2475, 2544-2546, 2549, 2873,  Petroleum.......... 1845-1847, 1850-1856 
Bit SetS «.sccsg.cseceaa: 759767, G54, als WEOUG menangn gaara anGu tna ai: OES ee reese decane: 2883, 3017,3092 Powder ..........seeeeeeueees 1836, 1845 
Bit ays: csc aren cance ee 745 Wheel Bearing Locknut................ 953 Manifold Accessories ............ 2542-2546, Spill Control............... 965, 1527-1528, 
Clpssse ee Tie 15-1 gre) TONGS een: TOSI, (lor OlG04,,  nnestnore vases nireseane: 2549-2550, 26838 8. eee eee aeeeee 1836, 1845-1856 
Drive PlugS..........seeeeeeeeees (Pails eg cenue tora peoeted: GG0-662,069;953 ““(venide Kis 7.3.25 ceases. ec does a 2545 —Static-Resistant............0sseceeee 1851 
Drivers..... 696, 759, 768-769, 776-778, 2503 Replacement Parts ... .2873, 2883-2884, 2892 Universal............ 965, 1527, 1845-1856 
EXtenders. ....-cccccccccccccccccce, 465 SOCKS, Goal Kitssec ees ee ee ee 2546 
Extension Bars...........see- 750, 160-109 oe DUOU acca e creer eae ttentertrs cia 1757, SubbaseSicck eee usec oe 2543-2544 SORTERS, 
a tee, nen re T4112, 861-862  SPlay cciieeeiersineusasenes LO2Z0177(0 “SUDPIAIESi icc raesumavanenennee40ly2040 FIG... ..-.ccceu.cascesctvease cient oo8 
Extensions.......... 465: 72039759-761 703 ee INO irae enemies terre ni 1907 Neale ce cnstr ees nine Ane sees re 1349 
re. 765, 768-769, 771-772, 774-777, SOLENOID VALVES, 
ee 779-781, 854, 2147, 2315 SODA BLASTER ACCESSORIES.......2404 2-Way ............. 2545, 2872-2882, 3092 SOUND 
Handles........seeeeues 768-769, 771-772 S-Way caeease. 2544-2545, 2548-2550, 2872,  Baffles........cecccccsseeuees 1889, 2763 
Hex-Head BitS.............sseeeeeeee 702 SODABLASTERS................... 4 ne ae 2876-2878, 2881-2882, 3042 DampingTape............ 1387, 1389, 1392 
Hinge Handles........... 768-769, 771-772 4-Way ... .2542-2545, 2548-2551, 2878, 2881 Mixers..... 0... cece cecececeveveees 2040 
Holders, Magnetic............... 745, 1332 SOFT-START MOTOR STARTERS....... 193 AC/DG csc nnaereneerennanderans 2881 Systems............0000- 2037-2040, 2052 
QRS .::.¢2.. 00 eee eee ee 779-780 Air . . .2542-2545, 2548-2551, 2871, 3041-3042 
Ratchet Adapters......... 700, 703, 768-769, SOFTENERS, CannGe seren cacti mew stews onaen sacs 2475 SOUND LEVEL 
Pee ere 771-772, 775-777, 779-780 — Fabric............eeseee+0e++. 1475, 1516 Combustion...................2874,2879 Alarms... oo. ccc cece cceeceeceeees 624 
Ratchet Spinners..............05. TOO Eley Waleed aun ae ee a PVP) MEW (U0 Mer ergo de oor anton ace Avi ANG ee aan des eenecsacene eee: 539, 624 
Ratchets........ 758-766, 768-769, 771-772, Dust Collector ...........seeeeeeees 2876 
ett ae rere: 785, 860-862 SOFTWARE, Gas Shut-Off .......................2879  SPA/HOT TUB 
RELaMING BINS ivetresteaeln saree 776, 779-780 Automotive Diagnostic................. 921 General Purpose Chemicals .........ccccececeueeeees 1480 
Retaining Rings.......... TIG-T77, 79-781 Data Logger: ...covex<escentecsease es Sk ee 2872, 2874-2879, 2881-2882 Filters... eee cece eeee eee 2641 
Screwdriver Bits ...... 702, 767-771, 801-802 Keyless ACCeSS ........2..-.0eeeeeee 4971. HIgN-Pressllfé SleaMl. 0. caer ern as ZBT2  WGTORS: cece Sk eice okie cache hos eak 25 
SlanKSererescte sm etelns ecm 768, 775-777 Label Machine............. 373, 1927,1929 HotWater........... 2872, 2876-2878, 2880 = pymps..........cc ccc euececeeeeuss 2641 
Universal Joints.......... 768-769, 771-772, Meter/Multimeter..............ecceeee 596 LIQUIO-ONIVY.. ocr ec rasncaness ene a TS 1473 
eer eee, 775-777, 779-781 Motor Control..............ecceceee..155  Low-Pressure Air and Water...........2873 
Witenches seca saan 365, 758-761, 763-766, Proximity Sensor................200e: 984  Low-Pressure Steam..........s1eeees 2872 SPACE HEATERS......... 1783, 3068-3070, 
urnieeanes 768-769, 771-772, 782-785, Relay .........cceeeeeeseeeeeeess+. 224  Low-Voltage......... 2874-2875, 2877-2878 — .... 3073-3074, 3077-3079, 3082, 3084, 3087 
an eee ieee 795, 854, 860-862, 953, Training .........cceecceceecceeeeee1943 Miniature... 0.0... cece eee eee eee 2549 
oe ee 2502-2503, 2505, 3010 Weather Station/Temperature Monitoring...583 ‘Oil Shut-Off........................2874 — SPACE SAVERS, 
Pilot.......... 2542-2545, 2873, 2882, 3032 ask 1358 
SOCKET-HEAD CAP SCREWS SOIL Pistoleec een nee 9878,2880-2881 $=##2=#20 0 «= 
Seen eee 1106, 1119, 2112-2122 GOMPACIONS fsa: ee che ete ete LOS ReMehaiilcse essen wrens ete es eee OUI SPACERS, 
: ind.......... SIOWSGIOSING se rexcnnee cea wcsrare ee 2876 
SOCKET SET SCREWS ......... 2128-2130 Molsure Netare 0600 Ai ei aa 
PING CUMGTS tine eee ee eae cee ee 869 SOLIDIFIERS, Tee te aed 319. 2586 
SOCKET SETS PROWGS eee eee 1009 LigUid.. 6... ee ee cece eee e eee e eens 1613 pull Station Guard ............... "9053 
eee 698, 703, 798-767, 773-774, 776-777, Spade BitS........0sseseeeeeeeeeees +713 Round 9449 
eee: 795, 802, 854, 860-861, 869, 919, 2751 SOLUTIONS, OEE ARSE EE DES 
wise SOLAR POWER BATTERY CHARGERS .. .927 eer eee ee SPACKLING COMPOUNDS ...... 1597, 1630 
i UCI so ooooernocooonnoooeoeoe 
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HYGIOUIIG aa ceetieae rane: iat 2469 Washers..........cccccecccece, eile) | Gillie pe eeedeeoresceaeoocne as eeeaar 2G UEANOP aren oes eee ee Mere wa 1343 
CS eer errr eee eee ee ZAG Te tee etary eats hes ey nee 521 
SPREADER SQUARES, ADC rare ee eres ranean es 2188,2190 Machine....... 1324, 1343, 2355-2356, 2359 
LCEWI Se egoep essence wescenea saa 1061 pdjustable..........c.sseeceeueeeees pi 2010 Soop daano cao snnrenceno asco 2169) Manomelel sveaccncngscscomsasscnaas o71 
CONUONS: ncastune alatvaieetut dim ations 991 Carpenter's .......scsseeeseees 884, 2334 Balll........ cece cece center eees 2190°" \MICNOMEIER = one) ae ce sine es 2328 
COVERS eee ete na ren ere ner ee eo 951  Combination............... 884, 2334, 2425 BIANK senenuar ed nnnacenrete merrier ain 2189-2190) (MONON ode eevee cee enecwumeneens 1321 
Def GlOl Siren ten manrientaredirs 995 Drywall... ...ccssseeseeeeeeeess 884,889 Plate..............ceeeeeeeee eee ees 219)> Napkin Dispenser jo. ceca ncae ess 1434 
SLCHIUS shag Soucy acumen a ceed MOO rraiminget mast ee ee eal Hilt gaetesrsccvssuoueebyvovegone: 2188 ose) NAC ING sc teteterstoty ance sterriee este 1343 
SPRAY OVSUGIN Se cee eter eee eer SOUT Layout eave ci cee aie pri Bete auterud ge sabeccs ue ue 2179, 2189 Pallacas nv canocsaues vranaancnews 1178 
Machinist's ........-ccececceccccee. 9994 SHEE cccnn inne cvnn AI ORcICN; 2102002 NPIDEesaes. te ee ences ve eee 874, 2425 
SPREADERS, Magnetic .......ssccccceeeceeeeeees DAOh ee SliPee sae cca eee 2191 Pipe Cutting Machine.................. 870 
BE Oa eco soma So amuse on cre 833,836 Rafter... .. ce ccccecccuccceuceeees ravi UG AUUG Uns tan ana anens ann abn nraaaence 2190 Pipe (readINGy co: ee ace seers cee: 873-874 
FOriliZOl: was cca ve sean encoun: 951; 090-000 se 884, 889,2425 Tube.......... ec eee cece ees ZNO PINCte a ren een are ae 658 
HVORAUIIG tea ouetecitensssuuure ste ate BOD raion feteenee steed cone oe 884 PPI ON 2s Secorere tater oi onertatee tara cere tae 1337, 1343 
Gallina cere untins 951, 995-996 STAINS, Reel eariniaiica ane ee areas 850 
SQUEEGEE CONCH ee cena acy eee ee 1634 ROWER ee eee eee 1113, 2351, 2425 
SPRING Blades............. 1547, 1550-1551, 1581 SIGN ieee een etay 1371-1372, 1915-1916 
ASSONIMEMSratens ac eneedaet eee. 2158 Handle Adapters ..........seseeeeee. 1551 STAIR CGT eae eee renee re 232, 238 
EMSs ecco nena gouge bee coe e: 834, 2934 — Handles . . .1534, 1541, 1546-1547, 1550-1551 | Carpet Installation Tools ............... Sb) | ea (CELCI gh came eos sau0- su scpusunca 2038 
COME ee areata eas teka rer apeckepatcten tele: 2312 Heads..........e.ececeee 1546-1547, 1550 Chair Accessories .................4. 1821 Slep. 2... 1031, 1035-1036, 1047-1048, 1350 
HINGES freer anenracmantaaasee 2009-2010 Replacement Parts ...........seeeee. 157 ONGUS are ccticeeargeeesee 1821 Storage Bin......... 1280-1281, 1289-1290 
LalChGSa nee ee ee ee 961, 1071 GIIMBELS caida eee 1184-1185" “Surface Plate. 2.022. faces eee eden 2342 
NU[S ccm cree nccese aries ake 2055, 2085 += SQUEEGEES, Climbing Hand Trucks ........... 1188-1189 Surface Roughness Gage ............. 2341 
Pilot: Repalf KilSs wcocas ou tena eee ek 3038 Bench. .........ececceeee 1546-1547, 1550 GAGS seea area eee eee ee me BOP ave Sd cnoee cece toa heme enn 733 
PIN ASSOMIMEMS 3. come tess 2150 Cellindeerecsetiaeonn cl 1546-1547,1550 Landings ................ceeeeee aes BaD WANK pets oa rca ae ee aces 1137, 2437 
PING year tes ts eemarante eet 2150, 2154, 2321 Flip 1546-1547, 1550 LiGhiiS rete eee eee ee ABG AG0: cen NUMMG: aterm screens eran ee 1169, 1181 
Plungers Seen eee eee 2321 Vacuum Cleaner...........ecuee 1564, 1575 Nosing Se 1900, 2196 Tubing BONOGEacmsn toe aan fee ee 868 
Retainers. eee anne 2512,2514 Window.................. 909, 1532, 1550 Treads ....1047, 1900-1901, 1903, 2193, 2196 Vacuum Cleaner.................000: 1563 
SWAN Sine cee ote mentare errmerre ee ere aera 2019 MISO ica. tor tne Seater amen ome 2359 
Siecle nanos eens 2179-2180, 2191 STABILIZER STAIR RAILINGS ................... MOAI Water Weatelica cscs: arcaect ents s: 2716 
Thermocouples nee oe eee eee 230 : WEIQING eres ee ele 2424-2425, 2437 
Waster eis rmnacr att 2004 akg IE apo; t126 STAIRS, WINGS ccna tena 1085 
WOUNCITIMGIS 2 eee cee cece st ee 420 Fivetline ae cn tenaaeee 1040-1041,1049 Work......... 1031, 1048, 1169, 1181-1182, 
STABILIZERS, MeZZaNING 2 ccees ccc ceee nee O41 120i eet tnee ee 1323-1324, 1326, 2425 
SPRING RUBBER, Cargo Gh Te OSTA 2 tAT oer UCU ster riereetetentemite ne etre 1040, 1312 
SISMas oan Sivanpasasnenr eso anon: 21 a ot i ins PR) Cet er rece 1041, 1049 STAPLE 
Engine Oil.........cscscseseceecaees G7 me SLOB ee an etG ane cer 1812 (GUNS. Ses eesnawes 669, 684, 890, 2500-2501 
SPRINGS, Forklift 1183 MEMOVESiamncrtete ne tcee ne teens 1360, 1399 
polei eer ae ee ee 1470 adder poaptogt STAKE FLMGS 0. ee eee 1907 
CAable-SUppONt da etna keen 4 1480 STAPLERS, 
COMPIESSION riers eneisdcess 2158-2160 STAKES, Alr-POWGIG0: 5 ceived cannes ex. 2500-2501 
EXIGRSION: vena ceracua eee re 327, 1123, 2158 STACKERS, Farth/Ground Tester............seceeee 557 ~+Battery-Operated..................08. 684 
Mabage DOOh Ata eee ee aa 23 anni o.. eee AGA ee MANINGi cen neceeetn ee ecu eee (912 .-Gable-andi Wiles 2s... ec teeeees eee 890 
Gas iii cua aren inn ceeene trae tars 2015 Hydraulic... .......ccseeeeeeees PAGE 1 Gum nISOl crs nie eet een 2764) GOWGSS eee eee 669, 684 
Hole Saw Ejector...........eeeeeeeees 708 Pallets: os ee 1173-1175. 1178-1181 MUDINGitecrunncmccrctacou surement sree 2764) JEIGCIIGIy viex cae nates 669, 684, 890, 1360 
MUSIC WIG; casccevcecusevae en 2158-2159 ICON Gl artcaniahe ween ce enue 890, 2500 
Precinct ee ctee wee 2159 STACKING STAMP Framilles): cress ogce 669, 890, 2501 
Stainless Steel..........055 274,2158-2159  paots = q2G0"e chad Inkae sateen ener alae 139630 “Nammel TACK eee ena wee. 890 
TOPSION. 6.2... cess sence eee e ees 2158-2159 pin. 4979-1980. 1282. 1284-1289. 1292-1204 PadS.........c0cceeeeeeeeeees 1363, 1403  Heavy-Duty.......... 890, 1360, 2500-2501 
ia Calg eee 49940 AndUSINdl oo once eee cena 2500-2501 
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NaQidlaer acceso ron eres 890, 1360 
OMICR san cue ar nerd or rence 1360 
OulwardiGlinghive cree. wees cee. 890 
PRC MaliGiacaca te staanttipeeccaate 2500-2501 
ROOMNGH ae eee an pecs ee een 890, 2501 
UWPNOISIOIVG ease oer eee eerie 2500 
STAPLES, 
Gableee2t. were erase ate aen ne 890 
COnlOM sere te eee ne ae eee 2501 
GOllated acy cautncene raw eae 2500-2501 
IRISH sass ccm ee ees Sites eae 2501 
FIOQUNG tater nee rece aoe 2500 
aS Pie um eter eces ary en core A aera 1962 
Narrow GhOWN went acreoeeeieeaneeaeee 890 
OMGR rey ees cae 890, 1360 
PaGKagiiiQy seen en seers uae: 1399, 2501 
PREUMAIC cee caw eas. oe wens 2500-2501 
WAGKER eae each oerennauae cee 890, 2501 
STAR SCREWDRIVERS & BITS 
ee ern Tr 699, 799, 801-803 
START KITS, 
ReMIGEKAUOM Gs a ecren ee ee eer 3031 
START-UP KITS, 
Air Compressor ................ 2567-2568 
STARTER 
Alavi PanelS once aisccecneee ene seas 2629 
GableSmere a trae nen ees 923 
COnmoliPanelsia.s wee eeccan aesanses 2629 
PIUMISNacoee sete etnies cece 897 
EGVEISP cr aece ee weaairnee te eee ae 165 
PIOGLIONISneeee ates neeee ee. 163, 165 
MOGI SGIS a. ee coms cceman en ecne rae: 816 
STARTERS, 
Compressor Motor.............00 165, 167 
ENGNG es eects ner eer 897, 925-928 
FRIOKESGONPLAMD ducnsccwceseeeuaween 465 
[EG Maga en ce eireene eee eet 172 
MOIOhet eee 153, 160-162, 164-165, 
Cn eran 167-168, 172, 174 
NEMA coc caes 160-162, 164-165, 167-168 
PUMDieeeneser earn: 165, 167, 2629, 2655 
DUIEW. hese gate acca te enietr ate taeecee 802 


STATIC DISCHARGE (SEE ESD) 


STATION BLANKS, 
WalWGeneaeacaee ses 2542-2544, 2549-2550 
STATIONS, 
Z-OMANM ec ee eee ec can nin uae ater as 1865 
ADSOMeNt RAG i asta nates eee 1527 
Ball nacenrcwnsat crheke cree nares 1018, 1023 
BOWE FING eterna ete eae cue es 2719 
Circuit Breaker Lockout............... 1952 
COMPMChcu ame cre eaneemocmreae 1328 
Mesolderingicrcnee came sre. eore aan 236 
Diaber GHANGING so site cen een er ace 1495 
Emergency Eyewash....... 1839-1844, 2741 
Gas Detector Docking ...... 1776-1778, 1781 
GROUP LOGKOUL eects eee: 1950-1953 
BANC oan eine een ene were eaee 1343 
bensGleaninG 225 acme ee ee een 1666 
ROCKOUL a eee eee 1939, 1950-1953 
PeNGallccetts cee eae 249, 2414 
POU WASIGS Se cee ee een ee oe ie 1554 
aUIOIBAS Cla scrr tren trance crea 2034 
REGCPUON. ceo ee eeek ee eee ace 1337 
ReWOMGes toe eee erect eee nes 236 
Right-to-Understand ..............05: 1942 
Solely ld eect ee eeee es 1939, 1950-1952 
SUS JODSIIG aes tame cease eee: 1942 
SOWVGla ras cari enen nay seater 1343 
DIMMING Sec nmea ac eee mare: 1552 
SOIMGHINGE pase ae iene ere 236-237 
Spill GOMWOl aint eyo dete vases 1527, 1865 
Wasiieatct eens cane 1824, 1839, 1841-1844, 
Pee eae ne 2726-2727, 2729 
Washdown Hose ............... 2743, 2909 
Wealth annonce nanan ar 583 


STEAM 

BOGIES 7a cuerccnenea een nen aren 3089 
SIGUINIZEESs a aac ae tetas acer ate 641 
Unit MEALGIS ce ececce er aleee een ure et 3088-3089 
MONS cron nuut ctaanacsamuce ee track 3037 
STEAM CLEANER HOSES............ 1594 
STEAM CLEANERS, 

Carpet and Upholstery................ 1590 
Pressure Washer .........0ceeeeeeues 1590 
STEAM HEATER 

GabINGlS: os er eae eee 3090 
DIMUSCNS rrr ecuartnetkentae caters 3089 
Enclosures & CoverS .......0cceeeeues 3090 
WalliSleevesisia6 carne ren cen 3090 
STEAM HEATERS.............. 3088-3090 
STEAM HOSE PARTS ..... 1594, 2531, 2607 
STEAM HOSES................ 1594, 2607 
STEAM PRESSES .................. 1475 
STEAM TABLE 

False Bottoms/Grates ...............- 1449 
PANS ec VldSuaseune un oarae cane care ce 1449 


STEAM TRAP REPLACEMENT PARTS. . .3038 


STEAM TRAPS........... 2901-2903, 3038 
STEAMER REPLACEMENT PARTS..... 1461 
STEAMERS................... 1475, 1622 
STEELWOOL................. 1548-1549 
STEEL, 

DnGlG a reract ater erent ener ieee 2186 
Blank ee ee 2186-2187 
Higt=GahDOW ese can acute ca ae c 2186-2187 
Low-Carbon (Mild)... . 2179-2180, 2186-2187 
AO ee eee eee 2186-2187 
1 (12) ee ee 2179-2180, 2187, 2192 
WIDE rege ee eee ane re 2186 
STEERING WHEEL 

GOVEIS wa arene oedema tue ae outer 948 
PUlEIS senate eee one 914,916 
STEM EXTENSIONS, 

BallNalWeier cone wine crea on 2864-2865 
STEMS, 

Acetal Push-to-Connect............... 2850 
GAStGI ac ccmnre ace ennnce Gc eeennannn nantes 1214 
FIOae VAINGinects cere eernncetouee ntact 291 
Plast WUDING eons rere eee see 2850 
STENCIL 

GiakaGletSinee vce e ee ae 1935 
GONSUIMADIES: accrue eeu ese cae ee 1403 
Machih€S oe ne eee ae 1403 
GONSUIMADIES 3. . ceca een 1403 
HOUleiS eer ers ene 1403 
STENGIIS 33 eee eee 1935 
STEP 

BIOUKS ao cere ace see cence nee 2317 
Dr BiS cence mercer an 704, 851 
KEV SlOGKe eae tae ae geet ee 2177-2178 
LIGN IS: sents on een as vers ee 463 
Stands... .1031, 1035-1036, 1047-1048, 1350 
Stool Replacement Parts.............. 1047 
TWashiGanSsaences sare eee eee es 1557 
STEP STOOLS, 

AIM eter eee ceca 1031, 1047 
RIDCROASS ere pet etre eeu eee 1031 
PIASHIG ie rant accra eee oe eect 1047, 1350 
Sleel Pence ake se 1031, 1047-1048, 1350 


STEPLADDERS, 
AIGMINUM ianeteietienete 1024-1027, 1031 
Dual-Access..........000: 1024-1026, 1028 
Fiberglass .......... 1024-1028, 1030-1031 
SalCloa cine amen ea ae 1027, 1030-1031 
SIGG este Cone ee eee Seam 1031 
GIO Pree comrade hoot merce 1028 
STEPS, 
Folg-UDies eres eee eee 959, 1047 
NICK reteset aren eee ire 959 
STERILIZERS coe seco swine: 641 
STETHOSCOPES .................... 920 
STICK 
LUDNIGANIS cates ee aan ee 2443, 2457 
WGIDGIS G2 ements 2416, 2418, 2421 
STICKS, 
EISHlaeae cheese etree eae eaten 848 
GIVGsa are hate ree cere 1361, 2238 
LiQhie waste sees 680, 965, 1906, 1923 
Palau MiXiNnGioccueien enna nr ontaaws 1620 
PUUVceeeeer rete nea ee 905, 1361, 1884 
Sialié: MISGhange! een. Sees cea 1711 
Temperature Indicator............ 585, 2428 
STIRRERS, 
EQ OFAOIW ices ace areiek anna Serres 646, 651 
STIRRING BARS .................... 646 
STOCK 
BOXGSo rine return ae ce ne 1400-1402 
GaliStene ome an eae 1155-1157, 1163-1166 
PICKENS es niece eee 1032-1033, 1042 
PICKING GAS icant ane ae canes 1150-1151, 
Dee gay eee sere 1154-1155, 1157, 1161 
Picking Ladder Conversion Kits......... 1038 
Picking Ladders........... 1034-1035, 1039 
TANKS Ge reer crores canneries 1297 
NMIGK IN AVS cn sacs arene 1293 
MMUGKS cee 1150-1151, 1157, 1161-1166 
STOCKROOM TRUCKS 
ee re 1151, 1154, 1157, 1161, 1163-1165 
STONE SEALANTS............. 1533, 2230 
STONES, 
PUG Oiecner eee ne aere 1481, 1549 
Rotary Tool Grinding ............. 724, 2392 
SHANDENIMG! a: see cee reese sete 813, 2393 
STOOLS, 
Balinn sare re rea ieee eeetus saan 1444 
GleanKGOM cea ere ee eres cere 1335 
GIGGDGN Gear tae cr ee ere 945 
DraniGisenern cacao ee hee 1333-1334 
EYQONOMIG: acca neaeteeaen nee 1333, 1335 
Laboratory & ESD...... 945, 1333-1335, 1350 
Sit Stai@nanrenn wean enmarnnea cn enn 1335 
| CT rae 1031, 1035-1036, 1047-1048, 1350 
SWIVGlle eurceg erat nactenne eect t aiea 1333, 1335 
Toolnollevsrncuwann vated Crane 945, 1333 
STOP 
COMAIS Woweeun anced Tenens 123 
GORMOIS seen tat 243, 245, 247, 250-255, 
Se eee eee eee ea 274-275, 278 
SIGHS: wracraticnenean nmarnance ie 1915, 1917 
STOPPERS, 
Dial een eae oe eee 2723, 2748 
LaDWdNGe cs aces cones eas 652 
STOPS, 
Colla vecce se eee ae renee ee 123 
CONVGVOI sana eee eeemetae 1108, 1118 
DOOb eee 1985, 2003-2005, 2762 
ENG scak 1092, 1108, 1118, 2554, 2806, 2850 
KICK. DOWN seers ene heninceanens 2003 
PalBUIINICK ore wacnn aan een eka. cn 1173 
Pam Giceves crest neon mee 1131 


Water Supply... 2718, 2723, 2744, 2807, 2850 


Get back on the job even faster now with grainger.com/repairparts 


STOPWATCHES ..................... 582 
STORAGE BIN 
Cabinets....... 1277-1278, 1303, 1305, 2055 
CanSa ec acsuee 1280-1281, 1292-1293, 1297 
DWIGEIS pace ae 1279-1280, 1282, 
Se ae ees 1284-1291, 1294, 1307 
FOOL SUANGS:) se teste ean cee 1281, 1289 
Lids ..... 1282, 1292, 1294-1295, 1301, 1306 
PanielS2 ances eae og eae ees 1280-1281 
RACK Serene taeonaue 745, 1280-1285, 
aa ee aa 1287-1291, 1297, 1306 
Nip OUNEKAMES. 320s oesece a eee ee. 1289 
NVI GOWS: ronuree creche eet cites 1282, 1287 
STORAGE BINS, 
Cledhea eee ene 1280, 1287-1290, 1294 
Heavy-Duty ......... 1280, 1282, 1286-1288, 
eee eee re 1294, 1298, 1306 
Hopper......... 1280, 1282-1284, 1286-1288 
Mobile............. 1280, 1287, 1304, 1451 
Plasiig. eee 745, 747, 1277-1278, 1280, 
cee 1282-1294, 1301, 1304, 1329, 1451 
REVONING sone nce mar ess ine 1305, 1307 
psu ener 745, 1277-1278, 1289 
STORAGE BOXES, 
EllGseeanmun ce eaeataer as cate ae en 1381 
Food Service........ 1286, 1292-1293, 1295, 
eer er 1450-1451, 1456 
UIGDORe oe erence 994, 1296, 1309 
PAGKINGisccte. caceeneseiusea 1296, 1400-1402 
Parts .. .745, 747, 1292-1296, 1298, 1302-1305 
Stacking....... 1292-1298, 1302, 1304, 1381 
OGM cee 741-743, 745-749, 753, 886, 
eee rrr re rere 1296, 1303-1304 
AMMUGK sr roanen een ears 750-753, 1304 
STORAGE BUILDINGS 
eee eee 1309-1310, 1866, 1873 
STORAGE CABINETS, 
RePOSOliGaNl ive cee ea ee ee 1307, 1871 
Billiteences 1266, 1277-1278, 1303, 1305-1306 
Fastener Assortment...........000005 2055 
FilOs cern eee 1274, 1337, 1344-1345 
Flammable & Hazerdous Material. . . 1868-1873 
AFG R cet wecuuenenduon ees or me 1276 
Gas GVINGEN.-2a ee ere eee ee 1873 
Jobsite...... 748-749, 1267, 1269, 1271-1273 


Mobile ... 741-744, 747-749, 945, 1149, 1157, 
. » 1169-1170, 1172, 1263, 1271-1272, 1328 


Modular............ 1170, 1263-1265, 1276 
Palit cee pes een oe cere tee 1869, 1872 
PaniSeee te 1169-1170, 1263-1266, 1268, 
ae ere 1270, 1273, 1275-1278, 1303, 
rer 1305-1307, 1318-1319, 2055 
POQuOaNG tase eee ee tae eee 1266, 1268 
PeSUIGIOG. cr ceeens ete reer re eee ee 1871 
Preassembled ..........0000eee 1266-1275, 
ere ee ener ree 1277-1278, 1326, 1328 
SAIGUY tee eee ere ee 1868-1873 
SOCUNWY occas 1264, 1266-1275, 1277-1278, 
rer ee ee re 1326, 1328, 1968 
See-Through........ 1266-1267, 1271-1273, 
eee 1278, 1289, 1303, 1328, 1346 
Stainless Steel............ 1267, 1269-1270 
WADIG=TOOita an athnucnetannieiancnese sete 1267 
MoGlaGece cae 741-745, 748-749, 945, 1149, 
ee 1169-1170, 1263-1270, 1273, 
ere 1275-1278, 1307, 1319, 1325-1326 
MUCK Valine wane then keen ciicecs 751-752 
Unassembled........ 1270-1273, 1275-1276 
Wall-HUl Gir omucmanvcmnnnie ac: 1270, 1273, 
eer ere 1275-1276, 1307, 1871 
Wardrobe....... 1267-1270, 1272-1275, 1337 
Welded. . . .1266-1275, 1277-1278, 1326, 1346 
Wire and Terminal................005 1307 
Work Table........... 749, 1149, 1169-1170, 
ee re eer 1319, 1325-1326 

STORAGE CASES 
ee eer 747, 1294, 1302-1304, 1774, 2800 

STORAGE DRUM 
OverpackS ............000. 1138, 1854, 1861 
RACKS one te emi ocen eco 1143, 1864 
1-83 





Storage Drums - Support Product Index Sign In to Grainger.com® to See YOUR Pricing 
STORAGE DRUMS Backbaart) @eereee a eee (6220 Cable meme eres 345, 365-366, 671,815, 841, STUDS, 
ee rere 1138-1139, 1573, 1861, 2695 Battery Grounding....................924 teeeeeeeeeee eee eees es O46, 854-855, 859 Grounding .........0cceeeceecereees 1892 
Binocular FlGALING) soe.s1tseee se eee es 2041 Coaxial Cable........ 365-366, 841, 846,854 Mounting................ 2145-2146, 2172 
STORAGE LOCKERS, Gables eae re vanes 1393-1394 Fiber-Optic.............seeeeeeeeeees S65 Shope ee 1747 
Bulk sees een yc reenter sake 1262 GAMAFM 0... 0. sce cence eee eens 1394 FIOOP. eet eee teens 1521-1523  Threaded....... 316, 2144-2146, 2172, 2197 
GaMmiBUCKIOnaw. cnet eee: oe 11041106. Twisted! Pair. ee. e oon 383, 841,854 Weld......... cc ccccccccccccuucuuce 2148 
STORAGE RACKS, GING iisecsccercr nen einer areca 1394-5 Wallhabel cunceeet conus skiers: 1622 
Bin. oo cece ccccecccccccen 745, 1280-1285, GolUmmniPraleetOlisccanc.scceceaccess = 1132 Wire....... 345, 365-366, 383-384, 671,808, SUBBASES, 
SP ee ree 1287-1291, 1297, 1305-1307 COMMU... eee eee eee eee ee ee 317-320 . 814-815, 841-842, 846, 848, 854-855, 859 ~— Air Conditioner................e..-.2993 
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Relay........ 215, 217-223, 278, 3035, 3092 
ROCKER sesame sees 260, 262, 329, 465-467, 
rec ke 470, 2916, 2949 
RORY ene eee 242, 246-247, 253-254, 256, 
ne ee er res ere es 259-260, 465 
OGlGly’ 23s ene 160-162, 164, 168, 175-176, 
eer or 263, 274, 276-277, 290, 298, 342, 
ee 1978, 2564, 3016, 3034, 3071, 3075 
SClGCION foc sau swcens 162-163, 174, 240-242, 
Srnec: 244, 246-247, 250-257 
Snap-Action.......... 263, 268-270, 272-273 
SIVIGING ee eee ee ee ee 329 
SUINME! Faigacacsousccsaeeoe cen: 3077 
SUMP PUMP. sees dace eee 2620, 2628-2629 
Tamper-Resistant.............0200000: 330 
IMENMOSIAlIGs coc niwn ee cumeur one aan on 231 
MIMCR eos 223, 415-421, 2949, 3018 
TID-OV Che cis eee ner teats temiterennra 3071 
TOQGIG caine nas 165, 167, 245, 250, 259-262, 
Seer eee 329-330, 333, 465-467, 2929 
WITHIB ATCT ce ee one tacee Saas ne 3077 
VaCUUM acne cca 290-291, 570, 3046, 3104 
VacuumiCleanehica.scecenneeaeawere 260 
NIDFAUOM ec ecnccere peer tenets 174 
Walligsvanas 167, 329-330, 333, 419, 465-468, 
eee ee eee ee 2922, 2929, 2949 
Waste DNSPOSE! ic ie .c ce x irc ee ene 2732 
WaleePUIlDaaaaantacomnckatians 287-288 
Watertight.......... 254-255, 267, 290, 342 
WIRGIGSS ies peace cree ara earner es 470, 1978 
SWIVEL 
FIRINGS; AIK TOOM sciatica acme eae aan 2519 
HOIST RINGS: wercce va rcuee renee 1068-1069 
HOOKS e.g eree. cee es aera 1069-1071 
LiMing POMIS siesta eae anaes 1068-1071 
NOISe ae are cerns 2317, 3015, 3094 
OHADS ees k eter eave Sree 2019 
SWIVELS, 
PUMP HOSCese ae ee eet ee 2671 
RODG eee rer sce hee ree nee 1091, 1807 
SYNCHRONOUS GEARBELTS & GEARBELT 
PULLEYS See ee 106-107, 114 
SYRINGE FILTERS................... 662 
1-85 
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SYRINGES, TACK CLOTH. .................0005: 1622 Mixer Replacement Parts ............. 1141 Caution/Danger................ 1900, 1907 
Adhesive Dispensing............0.00: 2935 WIKGIS Soe eneeerene 891, 1141, 1605, 2689 Cloth............ 374-375, 1385-1388, 2963 
Laboratory ce emmneceir cr cern 660  TACKER STAPLES & STAPLERS SIANOS A eet e ene eee ne 1137, 2437 Cold Temperature.......... 1387-1389, 1391 
ee ee eee ee 890, 2500-2501 VeNIS ....6ssccee eee sees eee sss 26017  CONdUM-MGASUFING «6.2200. 0 cece O49 
CONSDICUIV cance cust eee eee e 964 
TACKERS, TANKS, GONSIMICHON erereerecicmt ents: 1391 
AE ESS=3) Air-Powered........ccceecceece 9500-2501 Air Compressor..............+. 257 0-2omliny CAlKe ae aur ane mee 3012 
Cable ree once eee g99 __— Air Conditioner Condensate............ 2662 > COMCCION Macane cess gen neenes eases 1359 
T- Placita oy Te S| eee eee Cees ee 2570-2571 Directional................005. 1902, 1932 
Bab GINS rcoemenmtewicueocumnen 317-318 = Hammer..........cecccccccuccccuces g90 Carbon Dioxide (CO.)...............6. 1180. DOCUMENT iSeries 1357, 1386 
Bavelsen ee eee eee: 884 Slay.............-s sec seeceeee eee. 399 Chemical Solution.............. 1137, 2689  Double-Sided........ 1385-1386, 1390-1392, 
Blacesinatuaniesiten tar stnita 2010 Wiese 2 Gan) Uiprracre ss ee etceeet ees G36-0900 a eee es 1394, 1926, 2963 
GIPSaecncen Cuetec asic estnen er 2618 EXDANGIONassteceose scene 2661-2710. “DiywalllMe@sii<, sveccag ss cau antin aac 889 
Handle Conversion KitS............... 2504 TAGKS ee ee 1359 Floor Machine Solution............... 1579 DUG ee ee 1385-1388, 1391, 2963 
Handles............ 768-769, 771-772, 854, Hydraulic Reservoir............. 2473, 2495 ~=Electrical......... 374-375, 905, 1387, 1389 
ee en ee 1009, 1123, 2323 TACTICAL Lawn and Garden Water Sprayer........1002 Embossing............cceeeeeeee eee M2 
ROOD Se creiceet cies eye stare teeon 1123, 2321, 2323 Boots/Shoes............ cc eccceccc. 1814 Liquid Storage & Transfer ..... (53,931, 1137 AMON semanas eee nener ca aa 1395, 1397 
BOIS ree eee eee eee 1119, 2085, 2317 Clothing..........0sceeeeeeees 1812-1813 Machine Tool Coolant................. 7a Vill le tenn oan 6 1386, 1388-1389, 1391 
PlaLGS irae sey tes oe thasiteam me 2019 Gloves ......... eee ee eee 1807, 1813-1814 Nittogeni(Ny este came pete er D437 FINGEl SdlClWy cera amcouec comes ee on 1673 
GRINS cee on tas mene et nas 1712, 1726, 1812 Hydration PackS..........sseseeeeees qgog OXYGEN FUEL. ec cnccci eens 2430-2431, 2437 Fire Retardant.............0ceeeeeees 374 
SIGE GIAINDS aero yrs seaadee eran: 2322 Jackets ... ccc cccccccccccccccucce 461 (0e OM tee ees ener nate G25) EINGONOON teeter eee eae 1386, 1883 
Slotted Structural Framing ....... 1118-1119 Knives... ee cece cece eee Q(a) POMMADIO cs mcnc eee 1297, 167472070) SUSUR ye ciian ce inal: 1830-1835, 1837 
SUUAteSceeee root cence e 884, 889, 2425 Precharged Water .........c0.eueaues 2656 CRISKinetenescthomuss onene commen 848-849 
TAG WIRE... ccccccccccccccececs goog. “Propane (GH;). eases eantcerias eeneee DEST FlaQGIN Gs orncrac eer ciosinna ie ttitets 1907 
TABLE Pilltipiean ance renee recieentnaaae 2656, 2689  Floor-Marking ...............6. 1900-1904 
CODES. cara aise satan 1168, 1340 TAGS, ROMIGerAaNt HECOVENY .oscce eae cans 3007 A eee 1390-1392, 1926, 1999, 3012, 3092 
CONVEYORS pace oe ree ae 1112-1113 : SOdK. ear oe ete oe eens B30 Ullgeec veers erence cence oe 1387, 1883 
FANS. eee eeeeeeeeeeeeeeees Gna Ne ee ea rea eee eet Golat Heaters eet creas DEBI2TA | VCallGl Gearstone cnt nape eens 1386 
MOVGNS eae orandememauce arcs 1168 Caution/Danger ...... 1404. 1938-1939, 1953 «Stationary Air.................. 2570-257 (GaSe s ers .cnvennscsens sarees sa 2820 
NaDKINSe ete uence eee ean. 1434 Confined Space ..... esses. aa 1938 SOG Kernan eae eee eet eeet 1297 Glass Cloth Ce Ce 375, 1386-1388 
RANGESsenaaia rem Gimann enero: 1439 Duplicate ........c.ccseceeeeeeeeees 1404 LC eres eter rr rrr 2755-2756  Glow-in-the-Dark. . . eee 1901-1902 
RISGISer con tn ca aamek enema tars 1349 dentification............. 1071. 1380. 1404 Walenta nnn es 1002, 1137, 1297, 2656, | Hazardous Area/Warning. .. . 1900-1903, 1907 
ROVISISe eeoeceee eee ner eee 2262 ue ener feaeciade ash See rece 2oIs2n5, On SHCA eacc cae ert 639, 3067 
Saw Blades & Accessories ......... 733-735 Inspection ...........e0e. { 404. 1844. 1938 High-Performance.............+. 1384-1392 
SAWS ere aare tn eee 666, 677,717,733 ay ss, 948. 1936 1966 TAP High-Temperature .............4. 375, 1384, 
Umibrellas 2a sae aence ee 1482-1483 Labeling......... 369, 371, 1404 1938-1939 AUADIOIS Seneca eee nee 7A 1386-1389, 1394, 3012 
Lockout ....... 1938-1939 1949. 1951 1953 BOS reerreie ce epee mauaerrerene ey cereeies 2056 MOL Mel cee caaancucncen 1391, 1397, 1404 
TABLE TENNIS EQUIPMENT.......... 1478 aetantenance rn ere 2962-2965, 2275 HOUS@ WISP. anacen cose vetoes 1391 
VOC 1936  Wrenches........... 2262, 2265, 2275, 2751 _—iInsulation...... 1385-1387, 1389, 1391-1392, 
TABLES, Numbered 1071.1986 ccc 2832, 2834, 3012 
ADA-COmpliaiit ctucaetecsscseeeee: 1483 Pipe... ee "493g TAP AND DIE VUIIG SoS pesec ao peees 889, 1385, 1387, 1391 
Attached Seating........ccccceeeeues 1483 Safely ses 1936, 1938-1939 PIMOS ee nice eaters 23512427. 2457-2460) KADWN caus cna siudie eenesnas gues 1389 
Ballransieress seers eee ene 1112 Self-Laminating...........0seseeeaes {agn Oconee arene cena ree 2262,2265 Kraft..... eee eee 1384, 1398 
GCOMMULGR seats eee tee eae 1343 SHIDDING: caracctwoscusereamee: 1404, 1938 Label-Making.......... 367-373, 1378-1379, 
DOwndhatt: <i ran oscananniners 2363,3060 Vave............................ 493g TAP AND DRILL beeen eens 1406, 1450, 1927-1931 
DustGolleGtt nc. ees ac eee ee 3060) Wired... .. oc cc ceccccccccecee 1404, 1938 GAGES. seen s Sess teens aie 2338 Low-Friction eee eee eee eee eeee 1389 
POMING cr seca cea 1169, 1325, 1340, 2426 write-on........... {ANA 1936 1098-1030) Sele ee 851,2262  Machine.......... 367-372, 375, 1378-1379, 
Food Service........ 1323, 1325, 1462, 2730 Sa eee 1397, 1927-1931 
GaMOe sete asst anceian ccmaneranees 1479 TAILGATE SPREADERS........... 951,996 TAPE Magnetic...............04, 829-830, 1926 
Hydraulig Lilt coraec cer arcenen 1181-1182 Applicators............... 1357, 1394-1396 | Masking........ 1384-1386, 1388-1389, 1391 
LabOratOry 0... 1399 TAILLIGHTS ............... 976-978, 1175 Die-Cut Shapes........... 1387-1390, 1392  Measuring.......... 848-849, 875-876, 2837 
liter cece een 1181-1182 Holders .......ccscccccuceceseceees (G7 ee MeNGING ease eee eee 1357, 1386 
Lunch.........0.005 1340, 1444, 1482-1483 TAILPIECES, Kits eee ee eee is STAs etal Pond ae eee renee ere 1391 
MANLOOM parisvicinnatavaeedeens 1349, 1399 rain 9792.2794 Label MakingKits............... 372, 1379 Metal Repair ................ssseee. 1385 
MECHNG se ananreecires 1337, 1339-1340 TES oon eee 367-372, 1378-1379, 1406, ee See pee 
Mobile .. ..1150, 1169, 1339-1340, 1448, 2426 pan pIPETOOIG «si (tT ence ee ec eee ee eaten ees 1927-1931. 1940 OlIGHNGING <eeieecteet cee 
rie HGS Aaa? ce eee die ee ee at ny Packaging ..... 1388, 1395, 1997,1401, 1404 
QULUCOe mae eens seree, 1482-1483 f Machines..............00. 889, 1396, 1398 PackingList....................00, 1404 
i (agg ei ee Set SC a errenmeise e 756,859, Paes sss, 1904, 1990-139, 198 
POSHIONING 222. seek ens 1178, 1181-1182 Measures..........- 848-849, 875-876, 2837 NOLOEIECKrIC OWIICN HETIECUVE........+. 
Refrigerated Preparation.............. (4D Unt COORD es ceca ance ee 1517/2216 IDG... ...---. 1982, 2222, 2224, 2620-282, 
ROWING i caitow we aadiney een ne 1169, 1448 RYIGS crcceceneeeener 848-849, 875-876, 2837 a ; ; ; ; 
ROUNGb es ero yeeereee ease. 1340, 1482 Ua ta AME ti) Oy apace Sioa 1396, 1398 i aly beens a see 
Rciscois ee ee ee 1181-1182 TraDS ooo. ccccccccecccecccuceceueues UMDENS vee reesei ; 
Gieel oo. c cece ccnenk 1322-1325, 1483, 2426 TAMPER-RESISTANT : is POIVG@STGE snc ccc. een 375, 1386, 1391, 1902 
Ti 1169, 1181 BitS ...... sees eee eee 700, 702, 800-802 )PE DISPENSER Polyethylene ............. 1385-1386, 1389, 
Training .. 0... eceeeee cece ee eee 1339-1340 Heaters ..... 0... sees ee ee, 3073-3074 Brushes... 0... ccceccececececeececs 1500). he cesonsmwnnnsicsenes 1391-1392, 1907 
Utility... 1169, 1323, 1325, 1399 Labels ......... see eeeeeee eee. 368, 1395 Water Bottles.............-0.e. eee. fgGg)  POWIMIMG scare vara lee etna yas: 1389 
Work .....1169, 1316-1326, 1343, 2426, 2730 _—*utlets......... ss sees eee 330-331, 333 Polypropylene ............ 1387, 1391, 1395, 
R@CeplACleS y2e2 -ascnes- see: 330-333,1556 TAPEDISPENSERS «eee e teeta 1397, 1404, 1907 
TABLET CHARGING DEVICES......... 1352  SCrewdrivers.........sseeeeeeees OZ TOUN Si eee ee ATS) 1357, 1304513067 1208 0 POSIDINel ace nts. een eee enn ne 372 
SGIEWS conga rrerin wend 2101, 2104-2105 POUCH: ccc ec ove eee co eceecnune 1404 
TABLETS, SIME TES a dooneanososcecnopnenoonct a 330 TAPE, Powder COdtingjcsn. cece. cesses 1386 
Water Purifying ..........cs0ceeeeees rig Mecca Rc $28 Aorylic........ 1386, 1390-1392, 1394, 1397 Absa uahear eee teen eee ees ie 
Pn senate tates Se UAMPERS sto ccs can decd eis 1009 Aisle Marka LL Ygo0%tgog Printer... .. 387-372, 1378-1379, 1927-1931 
TACHOMETER ACCESSORIES ......... 567 Mid. 1000 f Peer eee eee eee rere ee 375, 1388 
TAMPON DISPENSERS.............. (ASA Greer cere eee eae ER AIBCING once tr ee 282, 567, 964, 1904 
TACHOMETERS, Are WeldiNG «..cccacrcs cocrs dunes ees 1386 Reinforced See ee ee 1395 
Contact .......cccccececeeseees 566,2342 TAMPONS........................, 1494 Aro Pipe. .......0.ccceccececeece. 1932  Repositionable...................08, 1369 
Dial eeerere evs i eee pce 566 TANK Babieade ye cae ee eee rere 1907 Roofing................... ee, 1630, 2963 
Digital ........ 159, 226, 559, 566-567, 2342 INN Bottom-Board ..........-s0ceseseees 1385  Rubber..... 374-375, 1384, 1391, 1395, 3012 
Handheld .......ccccccecccccccccccee 566 Drain Kits..............seseeeee eee 1297 —_Box-Sealing......... 1384, 1395, 1397-1398 Safety ..... 964, 1395, 1673, 1900-1903, 1907 
ee 566 RIMINGS ere ee acon 2767, 2779, 2817-2818 Bundling ........... 1386, 1388, 1395, 1397 Scotch Transparent ... 1357, 1394-1395, 1397 
Panel-Mount................ 159,559,567 Flanges................sseee, 2767, 2779 Butyl Rubber ..........seseeseeeeees 3012  Sealant........ 1385-1388, 1391, 1630, 2222, 
Pig ee ee ee 566, 2342 HealehSea semen ere aa mauanss 3013 Canpeliccme tr aen eae ee Sole GES me ees 2224, 2820-2821, 2838, 2842, 
Programmable............0eseee. 159,567 Ladders............ssseeeeeeeeeees 1049 Cash Register ...........seeeeeeeee. 1056 5 eres 2963, 3012, 3092 
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Seaming....... 1386-1387, 1391, 1630, 2963 
ldiicmerinatnacun emi 1386, 1392, 1926 
Sound Damping........... 1387, 1389, 1392 
OUMEIME eve cei tes 374-375, 1385, 1391 
Strapping........... 1395, 1397, 1421, 1424 
SUIVEVORS 20. 9e eee near ee 1907 
Tachometer Reflective............00005 567 
TGTIGHNGe ween cere eee en 859-860 
MISSHO eee econ eee eh recente cee 1394 


Transparent... . 1357, 1386, 1389, 1391-1392, 
ee cetera eee eee ee 1394-1395, 1397 


UM Wien scctertan toe eetcnca anes 1389 
UPNG ree neaienalte ohinwadienindne ee 1395 
VAR crac erst comin ere nea ea 1390 


ViNVlo wea 367-370, 372, 374-375, 964, 1369, 
. » 1379, 1386, 1391, 1901-1903, 1927-1931 


Water-Activated........cccc eee e eee 1398 
Waterproof.......... 1386, 1830-1831, 1901 
Wire MANKel2ccuus cnc cue a sens 367, 373 
TAPER 
AGADlOlSsere cece teste cto sean 2311 
IDOIS oon nee eens eee re 2315 
BUSHINGS son ee eee ee nee teen: 115 
Drill SIGEVGS 0. 6 econ ccueeadues caw 2315 
Extension SocketS.........0ceeuuuuus 2315 
PCS aan ee a caeen ones 818-820, 2393 
GaQGS awake tment tos ieee 2338 
ReaMeiScnnacter ee eens eae 871, 2259 
TAPERS oe eee 889 
TAPPING TOOLS 
ae 802, 2262, 2265, 2275, 2313, 2315 
TAPS, 
211 | (= EO ar ODE ae PP ee a rae 2267 
Black Oxide-Coated............c000us 2268 
BOOMING .. 3 2.5.22 2263-2272, 2274-2275 
BEIGHUEFINISH 3 tense eee 2262-2264, 
nr err ae 2266-2270, 2272, 2274 
GanDide 2 ee eee as oo: 851, 2268, 2270, 2274 
GObdie ete tee ee 2266, 2268 
DIAS RIMISW ee ree ee eer ree 2274 
DiIMiaes ce cesar aas en © anno rarre 1140 
ENSOu eterna arn er tora 2271, 2273 
EXIGNSiOllnas eee ee eee 2267, 2273-2274 
FORMING cree cern serene one 2266, 2268 
GUilicewasenre treet 2262, 2267, 2272-2274 
Hal@lic sn Sa ese. 802, 851, 2141, 2262-2268, 
a er er ee 2270, 2274-2275 
Hard Lube Finish. ..........cceee eens 22712 


Helical Wire Insert... . 2137-2138, 2141, 2270 
High Carbon Steel..... 2262, 2265, 2268, 2275 
High-Speed Steel...... 851, 2141, 2262-2275 


WaGhiGa. 1 ec se see aee 2262-2274 
Nithide FinIsiinate. cones ces wecsc cece 2266 
Ol sourtancce twee eure euomierae 2266 
Oxide-Coated........ 2267, 2271-2272, 2275 
Pipe..... 2262, 2265, 2268-2269, 2272, 2274 
PUGcra enact ach: 851, 2141, 2262-2275 
Powdered Metal.............05. 2267, 2271 
Refrigerant Cylinder................5. 3013 


Screw Thread Insert (STI) 

Se eee eee 2137-2138, 2141, 2270 
Semi-Bottoming........... 2268-2269, 2271 
Opilidlinercnneeere: 2262, 2267-2268, 2270-2274 
Steam-Tempered Oxide Finish 

meee 2266-2267, 2269, 2271-2272, 2275 


Straight FUG. .sces onesnas 2141, 2262-2264, 

ere err 2267, 2270, 2274-2275 
SUAIQNUPIDES arene areca esate 2268 
Taper. . . 851, 2263-2264, 2268-2270, 2273-2275 
Thread Forming...... 2263-2264, 2266-2268 
Marea Ville ce tree wth te cere 2266 
TICN-Coated......... 2266, 2269, 2274-2275 
TIN-Coatede cere ecreen tees 2262, 2266, 

ee eee 2268-2269, 2274-2275 
V-Coated ...........0005: 2266-2267, 2271 
APIMPOICG| ce weaeen sete eee aes 2275 


TAR REMOVERS . . .906, 908, 910, 1517, 1519 


TARGETS, 
EASER EVE eae ne creer eae 880-881 


TARP 

AUCNOIS a esd wea eee ee 980, 1010 
SUNS creer cree ee 1102-1103 
MARRS eee ee 1010, 1100-1101 
TASK CHAIRS................. 1333-1336 
TASK LIGHT 

WMAGIIGNS cate acre ea eee 515, 2340 
NOUNSEseeenoe een eee 1709 
TASK LIGHTS............... 440-441, 451, 
eee 513-517, 520-522, 670, 672, 674, 
ee ase 680, 691, 693, 754, 968, 2340, 2359 
TEA BAGS/PODS................... 1437 


TEAO (TOTALLY ENCLOSED AIR OVER) 
MOTORS..... 31-32, 35, 39-44, 46-47, 51-53, 


Dra nalease te ieam ecitee pita rare im rant 55-59, 63-64 
TEASPOONS © e535 ccteesceveree ses 1435 
TECHNICAL MANUALS, 

Engineer's Reference ................ 2054 
Fasteners Reference ...........eu000: 2054 


TECHNICAL WORKBENCHES .. .. 1318-1322 


TECHNICIAN'S 

CaSeS* mets ee ee eee rane 1304, 2539 
POUCHES cee. eee een ene ete 755-756 
Screwdrivers.........00 799, 801-803, 854 
TEES, 

RBS RING Avan cesta es nercttare Gesiae ee 2808 
Acetal Push-to-Connect.............0, 2850 
Ae DUGE ear ace once ae 3097-3098 
Aluminum Structural Pipe............. 1308 
B-VeNi ere rcnn sect ome acer acrem aces 3096 
Black Forged Steel Pipe............... 2777 
Black Malleable Iron Pipe ... 2769-2770, 2773 
Brass BameG)....cccke ov ecosenwouces 2849 


Brass Compression Tubing 
rr Tne 962, 2764, 2854-2856, 2860 


Brass Flare MUDING. .c iss. eeteewen ess 2853 
Brass Instrumentation Pipe............ 2795 
Brass Instrumentation Tubing .......... 2860 


Brass Pipe..... 2722, 2790-2795, 2853, 2855 
Brass Push-to-Connect Tubing 
Pte aie 962, 2558, 2806, 2850-2852 
Brass Tubing ... . 962, 2558, 2764, 2805-2806, 
oe errr er 2849-2856, 2860, 3094 


BROMZG) TUNING 25s aoe ne ee ae ene neers 2802 
CarbonSteel Pipe 2.<c22c.ccncieteccn 2779 
Cost MON eae eee er eee ears 1308 
Copper Pipe/Tubing........ 2796-2802, 3015 
CREYGIRIDOn creme eat 2812, 2815 
Drain/Waste/Vent..... 2722, 2798, 2808-2810 
Ductile-Iron Pipe ..........eeeeeeues 2780 


Galvanized Malleable Iron Pipe 
Dee eer roe 2769-2770, 2773 


Galvanized Steel Pipe ........... 2770, 2777 
Galvanized Steel Quick Fit Duct......... 3098 
Gas VEREPIDGss csc eee eee hee 3096 
Nylon Push-to-Connect.......... 2556-2557 
NVlONTUDING ss mcnnseaea wanna 2906-2997 
Plastic Compression Tubing............ 2856 
Plastic Pipe ......... 2617, 2680, 2722, 2806, 

Re eee 2808-2810, 2812-2817, 2821 
Plastic Tubing............. 2594-2557, 2764, 

eRe mae 2805, 2807, 2821, 2850, 2856 
POI WANMICC eect eee nce 2586, 2617 
Polybutylene Push-to-Connect .... 2554-2555 
Polyethylene Tubing and Pipe.......... 2807 
Polypropylene Pipe ............. 2722, 2816 
Polypropylene Push-to-Connect ........ 2850 
PVG Barbediecctascactnamneceeer cc 2813 
PVG PiIp@ ..2 ceeds aks 2680, 2806, 2809-2810, 

rene ee eae 2812-2814, 2821 
PVC Push-to-Connect ................ 2813 
PVDF (Polyvinylidene Fluoride) Pipe ..... 2817 
BAGO WAN anacaincnts ce anense ernie 304-307 
Rallilierect ts care ae een eae 1308 


Stainless Steel Compression Tubing 


Pee cette eee ares 2857-2859 
Stainless Steel Instrumentation Pipe ..... 2787 
Stainless Steel Pipe........ 2782, 2785, 2787 
Stainless Steel Tubing.......... 2781, 2788, 

ee ene 2803, 2851, 2857-2859 
Steel Instrumentation Pipe ............ 2780 
Steel Press Pipe. ccccccwccaeteceesns 2804 
SlCel DING cece te erecas eerie 2781 
Voice/Data Cable Duct..............05. 293 
TEFC (TOTALLY ENCLOSED FAN COOLED) 
DG MOIS tee eee ee 27, 33 
Motors . . .9-10, 12-13, 15-24, 26-34, 40-42, 64 
TELECOMMUNICATION 
FiInGSlOPS 245 oye gwasne gece eees 1883-1884 
TESUOCIS came neiemns wie nner ee 362-365 
N00 SCiSss ene cee ee 364-365 
TELEPHONE 
AMiplGIS eae ene eae cae ae oe 2036 
CaUleSece eerste eae ramets 349, 357 
HOAUSEIS: saree ens ere escent 949 
JaCKIBONCS ae acess ees eine 355-356 
JACKS JACK BIACKS sites saeie aches 356 
LINGCIESICES 32 case tee ce 363-365 
Pidgl@Senee eee eae 328, 355-356 
FIUGS eaten tee rte seen crannean 309 
RINGGES Maser eee Gene eee 1885, 2036 
SIGNS ce eee er ee 1921 
Wire Crimpers ........... 365, 383-384, 389, 

eee eee errr ere 814, 841, 846-847, 855 
WIKe- SINPPGISi.. nee onan cee 383 
TELEPHONES................. 2034-2036 
TELESCOPING 
DUSIGISeacatc tears sete atten 1538 
MaQGS oeanrn eee nnn ane ee ees 2336 
Handles .........005 1534, 1546-1547, 1551 
LAGCUCRS ecaur su wunecies a catch en 1027-1028 
MIIMOISS cee nee ee ere 824, 1913 
Patt POLES sce ais cea eaten ae 1618-1620, 1625 
PlANKS recnniut Comenieaa ac meh iesanta: 1028 
TELEVISION 
MOMIOIS secure cia oe eee 2050 
Remote Controls ..........00cnnvuees 2022 
TELEVISIONS, 

HD (High-Definition) Digital....... 2021-2022 
TEMPERATURE 

AIORNS Sc cox a creas 586-587, 610, 615, 1455 
BalnS cree ure cutee te eee 562, 597 
CalibralotS..32 oseace ee seas 562, 597, 604 
Chart Recorders..........cc0u000s 584, 598 
Data LOGGGIS2e. een cnanse 943, 562, 580, 584, 

ite oon 587, 591-595, 618, 620-621, 628, 3008 
DisplayS..........5: 559, 583-588, 590-591, 

ee eee rere 594, 637, 1455, 3026 
GAUQCS 2 cee 577, 588-589, 593, 2806 
IndiGator SUCKSicc.ccenue oc ee ee eee 585, 2428 


Meters..... 225, 537-540, 543-544, 558-559, 
errr 571, 583-588, 590-595, 597, 
Serre 600-613, 615, 619-621, 627-629 

Monitor AccessorieS ..........000eeeee 596 

Monitors........ 537, 543, 562, 580, 584-587, 
ere rte 590-595, 597, 600, 610, 615, 
Pert con aeeeneye 620-621, 3008, 3040, 3042 


IOUS prereset ete ees tere aens Meters 3034 
Probes......... 230-231, 537, 548, 584, 591, 

ee 995-597, 604, 618, 620 
Recorder Chart Paper ................. 599 
RECOMOEIS ccs cde cana aes 562, 580, 584, 587, 

An ey ae 592-594, 598, 3008 
REGUISLONS 22 resent es cece este 229, 2891 
Sensors ........ 230-231, 591, 593, 595-597, 


eer rere 600, 603-604, 630, 3018, 3021, 
er 3026-3027, 3037, 3040, 3079 
SCOMCHEEIS cen eincaae same Gk wee eene 3026 
Slag MOGUICS = 2 ceca tes es ee eee 3026 
Testers..... 536-540, 543-544, 556, 558-559, 
Siren ara ee 562, 571, 584-588, 591-595, 
Re Te 597, 600-604, 607, 610, 615, 
Pa tae ani 619-621, 627-629 


Get back on the job even faster now with grainger.com/repairparts 


Thermocouple Modules................ 548 
Thermocouples .................. 230, 639 
MWANSMIMGIS ccacr ake 600, 3040 
TEMPERATURE CONTROL 
BOXES! oh ee ents serene 229 
HOESHIGS Semcon rere cece 3025, 3027 
Knobs, Thermostat...........0c00uues 3025 
WES exesrece eee 229, 639, 3019, 3024-3025, 
Sea rece 3028, 3030, 3071, 3077, 3081 
TEMPERATURE CONTROLS, 
ANdl0G 2 can cee cet eras serene 229 
Building Automation .............005: 3027 
Electronic....... 229, 3024, 3026-3028, 3030 
IMM Gisee cee ee ere eee ne eee 3032 
PHGUMALIC. 2. neue ine ew nee wees 3040, 3042 
Refrigeration........ 3018-3019, 3025-3026 
Thermostatic......... 229, 2995, 3020-3025, 
Sener eae ar eae ciauennas 3027, 3030, 3034 
VatlaDles es a Coma ane 3024-3025 
Water GOOIBi ia cahcctreaatces sass nrna 3019 
TEMPERING VALVES, 
BI aSS ese ak 1844, 2727, 2744-2745, 
ae meee ee ee: 2748, 2908-2909 
Bronze........ 1844, 2745, 2757, 2908-2909 
GODBER gence ear nae eee 2908 
MhenmoplasiiGaw cscs cnncs mance: 2908 
TEMPORARY POWER 
510). Ql: (ene ea Teer eee ere 412-413 
BOXCS sen ee tie ee he cae 413 
Cord AdapleNs:.: 2nescccneriescmees sa 413 
CONUS tees ae eee ee eee 412-413 
PONGIS nese ean nee coe meee 412 
TENNIS EQUIPMENT................ 1478 


TENSION GAUGES. . . 96, 105, 568, 919, 2351 


TENSIONERS, 
AQHUSTING csr tacts eric 120-121, 1422 
Chamn/Belt...2<2¢cceen a0 96, 120-121, 1115 
DRG oun tare eee eee ee 120-121 
ElaSIOMeNIG wen; iar oenke nantes 121 
FONEC ee era eae teen eee 839 
SHAD PING te ce re arate eet 1419-1424 
TENT 
Cole ne eae ee ee 1823 
SCICONS eateries tine as 980 
TENUS 2G ee 980, 1823 
TENV (TOTALLY ENCLOSED 
NONVENTILATED) MOTORS 
aes 12-13, 15, 18-20, 27-29, 31, 33-35, 
ee 42,57, 59, 61, 64, 2654 
TERMINAL 
Blown Fuse Indicators..............00. 394 
Disconnects:.. .<c005 6465 383-384, 388-389 
Mounting Channel End Clamps.......... 394 
SHIP SG SUID PANS = cee cca. ene eck 395 
MOOS eee ee ere eer eee 917 
TERMINAL BLOCK 
GHanhelS tae ean sc cceet ee ees or 394 
ClaMpPStesenee ers ee eee 395 
ENG BaMierSi. 22a seesaw e carer 394-395 
JUMPGIS! canes. wee cseeces tant ees 394-395 
Manken SHIPS: -eeceeciee ores tee 395 
PanlitOMibidleS cetame sce dear niece 395 
TERMINAL BLOCKS ............. 394-395 
TERMINALS, 
Ballehye sete eet ee eee cee 924 
BIGGREOIKe nce re saree eee 383-384 
BUIIEE ee ene oes aoe ene 383 
GHIND eee ee ore ee eae 386 
FOC eh eee reer ee een i 392 
FONK eecten eee os steer 288, 383-384 
Heal-SiiiK cso eee ore ewes 383-386 
Insulated ..........., 383-386, 388-389, 2424 
1-87 


Terminals - Thermostat 


351, 381, 383-389, 924, 2559 


937, 946, 549-550, 924 


Gauges. . .573, 575-579, 588, 2471, 2602, 2822 
Indicator Bases & Holders 


230-231, 537, 548-550, 596-597 
963, 874, 2637, 2822 
632, 918, 1613, 2702 


TEST INSTRUMENTS (SEE METERS AND 


Backflow Preventer 


Ue... 571, 576, 578, 3010 


ene 537, 546, 549-550 


937, 548-550, 560 


537, 539, 546, 548-550, 558, 560 
TEST TUBE CAPS & RACKS 


Calibration Sets, Hardness 


948, 591, 595-597, 604 


i-88 GRAINGER. 
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Thermocouple Connectors............55 596 
Thermocouple Modules.............005 548 
TESTERS, 
(See Also Meters) 
Bi BigkGs esate ee a eee 961 
Air Conditioner............ 2494, 3008-3010 
Bir Quality seinev tenes acs 543, 584, 617-619 
Air Velocity....... 543, 571-572, 583, 619-621 
Air Volume/Flow.......... 543, 572, 618-621 
Ammeter....... 225, 536-544, 551-552, 556, 
ee ee ee ee 558-559, 562 
Anemometer ..... 543, 571-572, 583, 620-621 
Antifreeze ............ 626, 918, 2462, 3012 
Automotive . . .537-538, 626, 918-922, 961, 2462 
Balle face eee aes 626, 629, 921-922 
BENG reese cement emer ane 568 
BOCK. ator cade ene eens 617 
Cableteate teers ee aee 362-366, 564-565 
Calibration......... 544, 562-563, 874, 2637 
Capacitance.......... 536-540, 543-544, 558 
Carbon Dioxide ...... 543, 584, 593, 617-618 
Carbon Monoxide Detector 
eer rear er 617-618, 3029, 3096 
GHIOUING xc 22s famosa 627, 630-632, 2702 
COMDUSION tae cee ee ee 617, 623 
Communications.............0005 362-365 
Compression .............e0ecees 968, 920 
CONGUGUIVIIV Se see eee cen 627-629 
Continuity....... 362-365, 536-546, 551-553, 
een re 556, 558, 562, 564-565 
Cooldnleeeee tke ee ee 626, 918, 2462 
Current......... 225, 536-547, 551-552, 556, 
Si et eae cheek 558-559, 562, 564 
Cylinder Compression..............05. 920 
Cylinder Leakage...............00e0es 919 
Dial GHG cnc we ea cn ce ee eee 363-364 
INCIECING sno cant aane cat ouo eee ene 547 
DiGS@NENQUNG. «ccc cic ce sees sce atees ee 626 
Differential Pressure.......... 571-572, 619 
Differential Temperature ........... 994-595 
DiQUG es erent: 536-544, 551, 556, 558 
Dissolved Oxygen ............ 627-628, 631 
Drench SHOWEN <2 .cccnctcuceue sce ees 1842 
DULY CVC IO irccecrren eterteitaratereniene 936-537 
Earth/Ground Resistance....... 540, 555, 557 
Fiber Olen ee eee eee ee 362-364 
FlOWis coset rere 555, 2670, 2680, 2682-2687 
FOMCC rere ee ero ee eee 568 
Frequency .........5: 536-544, 551, 558-559 
FUIMACE en ce econ eee. 572, 617, 619 
FUSC wee ce Coen ee Rae ei ee 187 
Gas Leak Detector.......... 622, 3008, 3010 
Gas Pressure....... 571-572, 576, 578, 3010 
GEGI(GROUNG FAUlI ig catanon ean 545, 547 
HanOMeSS areca en ote eres 2341-2342 
HUMIC 224s vee ese 571, 584, 587, 593-595, 
ee nee ree eee eee 619-621, 1413 
INSUlANONG sen esate 553-594, 556, 603 
LAM Piz aire geimee ter ee meee meme nen ia 625 
EA Nia er eters ee eee 362-363, 365, 565 
Leakage........... 556, 621-622, 946, 2494, 
eae eeu eee 2820, 3008-3010, 3012 
LiGhtvnermaten ttm nnn iar: 571, 625, 961 
Manometer ............ 571-572, 619, 3010 
Megohmmeter............... 993-904, 596 
Motor Rotation.......... 546, 555, 566, 2342 
Multimeter.......... 536-544, 551, 556, 558, 
ores rie ricer v nm eeea eter eee 562, 607, 620 
Ohmmeter...... 536-544, 551, 553, 556, 558 
ORP (Oxidation-Reduction Potential). . .627-628 
QUILGIE ec cre ee etea eerie: 547 
OMVORN cat see eee tne er ce one 628 
Ozanated/ WAlGl see a cece nes eta 632 
dg eweeee 627-629, 631-632, 1480, 2462, 2702 
Phase Rotations «3 <esccvceccce: 545-546, 555 
PHOMGIEING. ae eion ncaa ae 363-365 
PrOSSUIG secs nceanus 563, 571-572, 578, 874, 
eee at ea ee 918-919, 2637 
GUUGINGN Ye tees te gece eee 632, 2702 
RailhOad SIGNAL ccceaknmeactc on neuen 539 
REGEDIAG IB: wacsamesees wanneeeeaaens 547 
Refractometer............. 626, 2462, 3012 
Refrigeration ...........55 2494, 3008-3010 
Relative Humidity............. 571, 584, 587, 
See ene ee 593-595, 600, 607, 619-620 


Resistance... 536-544, 546, 551, 553, 596, 558 


Smoke Detector..............25 1882, 3029 
SONMGILCUCl ae. eae ta marae ner 539, 624 
Speed & Tachometer. . .159, 559, 566-567, 2342 
SLAMING SVSIOM: faves easy eee as 921-922 
SldliGecGeeun pe ee ee eee eee 561 
Static Control Wrist Strap .............. 561 
Sifdlilaes Sener heme 225, 568 
SILODOSGODGito-or een ee nea 567 
SUMAGO er ee ies yee tee 2341 
TDS (Total Dissolved Solids) ........ 627-628 
Temperature ........ 536-540, 543-544, 556, 
Serene 558-559, 562, 571, 584-588, 
soy career 591-595, 597, 600-604, 607, 610, 
Ree er re 615, 619-621, 627-629 
IMI GRIGNE se ecoetrctencicr tame eat 920 
NONGe cn eerie lcearer ane mena 363-364 
ManSfOnmneliees aaatmecs ion ean 555 
TUG RMS. cic ceee ens 536-544, 551-552, 556 
TMMDICIY eee cgencee cera e een ten 631 
VaCUUM/PIOSSUNG: ctnccccaiciaeneneaes 919 
Vehicle..... 537-538, 626, 918-922, 961, 2462 
NISGOSIIViee trae erm ecte ame ite 651 
VOWaQG cccadass 536-547, 551-552, 556, 558, 
SR ae were eee 562, 607, 921, 1711 
Water Level oo sciccd ees aa eas 633, 2629 
Water Quality... .627-629, 631-632, 2462, 2702 
Wire Tracing.......... 362-365, 547, 564-565 
Wood Moisture..............0e00e 543, 600 
TETHER ANCHORS .............. 858-860 
TETHERS, 
OO Se eee tee eee omens 858-860 
TEXTILE CASTERS 
ae eae 1195-1199, 1201-1203, 1205-1206 
TEXTURE 
BRUSHES ante eae cere eae 889, 1544 
SDIAVONS cca aes ance aan 889, 1629-1630 
THEODOLITES ...................... 881 
THERMAL 
Anemometers ..........0000s 543, 620-621 
CIOUMMNG Eee ee ee 1720, 1726 
FOAM eee eee eine ee ace 2236 
Imager Accessories........... 548, 601, 603, 
eh ee eee 605-606, 609, 612-615 
IMAQGIS cs pce ses kee 542, 605-613, 615 
Pad Sica ecre even bean = tae ees 219 
PUMP PrOl@GlONS sacccicawace cena ees 2694 
SOCKSe re ete ere ee ee 1757 
Transfer Printers ...........0, 367, 371-372, 
Pee ee ee 1378-1379, 1927-1930 
Transfer Ribbons ..............0. 371, 1927 
Units, Motor Starter....... 162, 165-166, 174 
THERMISTOR PROBES............... 595 
THERMISTOR THERMOMETERS 
tree errr ee 571, 586-587, 595, 620-621 
THERMOANEMOMETERS..... 543, 620-621 
THERMOCOUPLE 
Adapters foc. eG nae 230, 537, 548, 596 
Cable: ClampSiac2eawcceas eee ween 230 
CalibhatOrS eens seu 562, 597 
Compression Fittings.................. 230 
Connectors, Plugs & Jacks ..... 230-231, 596 
ExtensioniGableS:..\.0. sake es eauee nes 230 
GROMMGIS) ee ees eee acne 230 
MOGUIGSE ee eee en eee ee 548 
MOUMES se cete a metree ne ction seiner ac 230 
Probes...... 230-231, 537, 548, 596-597, 604 
Thermometers........... 543, 587, 591-592, 
ere rrr eT re rT rr 597, 604, 1455 
WIRE earea werciaamena ne arnerewrs 230-231 
THERMOCOUPLES, 
Pilot [gnition| System)... 2.12... eee ee. 3034 
Pipe Glaliperc.aaence > ate aes 596 
Power Generator........ceeeeeueees 3034 
RTD (Resistive Temperature Detector)..... 230 
ODINGi cant cect eantea cater eases 230 
TOMpOratne coc. .2 2 ke cre see ce: 230, 639 


Can’t find it? Go to Grainger.com®. 
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|e Weveenenee se eeeeae ney: 229-231, 596-597, 639 
WpeK eaccee 229-231, 537, 596-597, 604, 639 
MWpeiee ter ecenee or eee ene ee 596 
THERMOHYGROMETERS 
Se heen ee 583, 587, 594-595, 619 
THERMOMETER 
GIOEKS Sse atceee es waar ee esaeenes 586-587 
Gripping Handles: csi. cee esos cee ect es 588 
POUGHES He ete ee tere te 048, 601 
PrODGS wana ece: 230-231, 537, 548, 584, 591, 
Puno Mie se tein meee eee 595-597, 604 
DUGKEIS ceueeesoneanmeee ee 589-590, 2891 
Thermowellls:. c..ccc2 ccnaess 589-590, 2891 
THERMOMETERS, 
Adjustable-Angle................. 588-589 
Alarm...... 586-587, 592-593, 601-602, 1455 
Dim@lalien serene aes Semen: 585, 588 
BOIGKeecs tee eee ee ee 589 
Gane cteenracra mee atemtante ae ern aere at 1455 
Cold ROOM .23<65.4. cue 584, 586, 588, 1455 
COVEN Plaler cece nec sees ee 591 
Critical Temperature ................85 586 
Data Logging......... 586-587, 592-594, 597 
alee eee ee 584-586, 588-589, 1455 
DIMGKONT leer cen teeter tte he ee 587 
Digitally sasse ener 537-539, 543, 559, 566, 
aac 583, 585-587, 589-592, 594-595, 
re 597, 601-604, 628, 1455 
Fabeplale- econ meena ee 591 
First AidiMedi¢al nics ee ntact s ee 603 
Flat-SUMAaGes son cane ccw 584, 586-588 
FOO eens teree nee eines 585-587, 603, 1455 
Grille ee eee ee 586, 596, 1455 
HACCP serpent, Marae tee. 585, 587, 1455 
High-Temperature........ 537, 987, 591-592, 
er eee ene 597, 601-602, 604 
Holding GabiNGl. vse. cae sec eee 586, 1455 
HVAC cee eeee ore ere 537, 589, 601-602, 604 
Hygrometer............. 571, 587, 594-595 
MdOOr/OUGOK. .occ2s aac eee heen 084, 587 
INGUSIal Aceon ecient cee oceans 588-589 
Infrared ........ 537-538, 542-543, 566, 587, 
ee 594-595, 601-613, 615, 620, 672, 1455 
EADOIAIOIY ance nts ana 985-586, 637, 639 
Liquid-in-Glass .......... 585, 589, 637, 639 
Maximum/Minimum ...... 537, 587, 592, 595, 
ee eee tite eae: 597, 601-602, 621 
Mercury-Free............ 084-585, 587, 589, 
ere Cor eee nee: 595, 637, 639 
Noncontact ......... 537-538, 587, 601-613, 
Re ee ee 615, 672, 1455 
NSF-Certified........... 585-588, 590, 1455 
OVGN ease ener eee eae 637, 1455 
Panel-Mount ............ 599, 586, 588-591 
Pocket leSt..ctceesnreees 537, 585, 587, 595, 
ee ne eee 601, 604, 1455 
OG icra pete ce eerenanens ee renner eects 1481 
PROCESS OUIDUE cata vnnaa ane toene wanna 589 
PSVCHIOMGIGN 22.04 sachs ccc eeees 994-595 
MEICIONGO ete macmaeue ac em ease 597 
Refrigerator/Freezer ..... 586-588, 590, 1455 
Remote .... 537, 586-588, 591-592, 594-595, 
ee een 597, 601-603, 610, 615 
RTD (Resistive Temperature Detector)..... 597 
OGD ane oeen ant ance teramen neat 589 
Solar Powered.............00000: 589-590 
SIGN tere ce eer ne neta 585, 588, 1455 
Thermal Imaging................. 607-608 
Thermistor....... 571, 586-587, 595, 620-621 
Thermocouple ........... 943, 587, 591-592, 
NE ee ee een ene 597, 604, 1455 
VaCGING SlOMAGG) secure erence nena 586 
NAN ON TENSION teers ree wee ne eee eae 588 
Wall-Mount ............. 584, 586-587, 589 
Waterproof...............4. 589-587, 1455 
Wireless............ 537, 583, 587, 592, 595 
THERMOPILES..................... 3034 
THERMOSTAT 
AG APICISietres te ete ree ee ee 3040 
Galil Signer ocneeaene mecca mune niaainees 349 
Calibration (GIS =. 2 2ecnns tee cenees ce 3040 
Cover Removers. ........000eeeeeeeee 3040 
COVGIS:<cee wae coe era auine on ene 3022, 3040 
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Thermostat - Timers 





Energy Saving Devices ............... 3019 
GlldhlS eee, Seerc eee seen wore 3022, 3040 
HOUSINGS cranes ecient wena 3025 
4110) 0 ae ete pee oeee ee Cavern eens erent 3025 
LOGKBOMOS tcc tcc eee ee ee 3022 
Modernization Kits..........0eeeeeues 3040 
Mounting Brackets ...............008 3035 
PlaleSoaee. sec eek ae 3021, 3027-3028 
Power MOGUICS 22a cccer ue ceeeeneen 3026 
REGCYGIINGIKINS ative on mcatiecenei nen: 911-512 
SENSONS nner e sect eee 231, 3020-3021, 3026 
SUDDASeS es ea eee ee 3024 
Wall Plates.......... 3020-3021, 3027-3028 
Wireless Receivers ................:: 3021 
THERMOSTATS, 
Air Conditioner............ 2968, 2993, 2995, 
ee ee 3020-3021, 3023-3025, 3028 
ASW Cdlilieerreme ates ene 3040 
AWC Fdilienemernwsen cin nie a rnanae 2968 
Automatic Change-Over............... 3028 
BAC (Building Automation Control) ...... 3040 
Baseboard Heater......... 3024, 3026, 3072 
BONE arte are ces 2658, 3025-3026, 3030 
Built-In Heater..........0.0000 3071, 3077 
Calroldiicea secrete esee ee eee eee 3065 
GaltlidGe ics we see enna ae oa eeas 3065 
Commercial......... 2993, 3020-3025, 3028, 
Te eee 3032, 3071, 3077 
GOON TOWEN eres cere weer orcs 3025 
COUDING HAG! icc csccccwawsdces saan 3065 
DA/RA (Direct- and Reverse-Acting) ..... 3040 
Digitalisseeucce 3020-3024, 3027-3028, 3071 
Direct-Acting (DA) ..........0cceeeuee 3040 
Double-Pole......... 3024-3025, 3028, 3033, 
ee eee eee 3071-3072, 3075 
Double-Pole Double-Throw (DPDT) 
See ee ere 3024, 3028 
Double-Pole Single-Throw (DPST) 
ee eas 3024-3025, 3033, 3072, 3075 
DNGIMOUML Heccr teeta rce amass 3040 
EGOMOMY tees a-cnvacrscistnnsachccese a cian 3023 
El@CtiG Heal Sai cemrane ses 3024-3026, 3035, 
ea heeree wee ean 3071-3072, 3074, 3077 
Electromechanical.................5: 3023 
EIGCHORIGs. acces. eemenau: 2993, 3020-3023, 
ee er 3026-3027, 3071 
cil | eearee he ameetie aes are eras 2968, 3024, 3028 
anil lisence creme Senate waren 3028 
FIQOMMCdIGh esate eect ea eta 3071 
Food Equipment..............00.000: 3065 
Hazardous LOCaON. c<cacccecce nen cas 3028 
Heat Only 22sec nee. 3023-3025, 3074, 3083 
Heat Pump.......... 3020-3023, 3025, 3091 
HOalGh sec eee 3023-3026, 3034-3035, 
er 3071-3072, 3074-3075, 3077, 3083 
Heating/Cooling...... 3020-3028, 3030, 3034 
Hydronic HeatinG.2escassae pene ces oan 3072 
Industrial....... 3023-3026, 3028, 3065-3066 
Line Voltage......... 3019-3020, 3022-3026, 
See ine eee 3028, 3030, 3034, 3074 
Low-Temperature-Detection........... 3025 
Low-Voltage......... 3020-3023, 3027-3028 
Manval-COnlOl 222 cccasaveceeatnea 3023 
Microelectronic...........00008 3020-3023 
Moisture-Resistant ........ 2928, 3024-3025 
ManIPUNDOSG +22. 22ec..cs ye cece 3024-3025 
MURISTAGG escent 3020-3025 
OUIDDOE Sercencar cana seein: 3091 
FIDO NKGOU see ae eee oe ect: 3065 
POUIMANG cee one rea nreteta teers: 3040 
Portablee@atelcsren nce v eeu eran 3023 
Process-Control..........000005 3025, 3065 
Programmable. . .3020-3022, 3024, 3026-3027 
Proportional......... 2658, 3025, 3030, 3040 
Refrigeration........ 3018-3019, 3024-3026 
Remote Bulb ........ 3023, 3025-3026, 3030, 
eS ee ee eer 3040, 3066, 3071 
Residential.......... 3020-3024, 3026, 3028, 
ee 3034-3035, 3071-3072, 3077, 3091 
Reverse-Acting (RA).........00ce eens 3040 
Single-Pole ... . 2928, 2968, 3019, 3023-3026, 
eo oe 3028, 3030, 3071-3072, 3077 
Single-Pole Double-Throw (SPDT) 
eee 2928,3018-3019, 3024-3026, 
rien een 3028, 3030, 3033 


Get back on the job even faster now with grainger.com/repairparts 


Single-Pole Single-Throw (SPST) 


Oeietarat 2968, 3019, 3023-3025, 3028, 3030, 

eee 3033-3035, 3071, 3074-3075, 3077 
Snap-Action Switch............. 3023, 3066 
SOIUGTING soe date ere erence 239 
TOUCHSCREEN tee eae eee 3020-3021 
Unit-Mount............... 3072, 3075, 3077 
WIINGRSOlea cee er ce ete es ee 3021-3022 
Walco retoree tar: 2995, 3020-3025, 3028, 

EP eRcerE Pee reac suet lees haters 3071-3072, 3075 
Wireless....... 2947, 2993, 3020-3021, 3040 
THERMOWELLS............ 589-590, 2891 


THICKNESS GAGES .. . 569, 2180, 2337-2338 


THIMBLES, 
Caller emema mah oncurteimaa sorlies 317, 1088 
aS VON nnch en omcen cee cmmeeee. 3087 
Wall eee ee cree pcre eenceenye eee estes 3087 
WIC RONG: cece seen eet 317, 1088 
THIN-WALL CONDUIT................ 313 
THINNERS, 
Lacquer/VatniSh:c: Aeecncaess ene cees 1613 
Rdliiteeenegtren nett teria 1612-1613 
THIRST QUENCHER 
BREGZEL ODS ce emcee ween carci 1825 
WINGS eye mmarue me creenn nee cininat 1825 
THREAD 
OHOGKEIS tae cr yates tanta i emirates 2054 
Forming Taps........ 2263-2264, 2266-2268 
Gages......... 2054, 2262, 2265, 2338-2339 
Insert Tools ......... 2136-2138, 2143, 2505 
SENG eee eee ee 2136-2143 
Repail 10S: avee ees ee eee 2137-2138 
ReStOnm@iFileSen te aan ae ete eves vk 820 
Sealants. caecsaceuweenaaee 905, 2222, 2224, 
a teeeRC nie eae 2819-2820, 2842, 3012 
SMIPSisevectun matinee eee a. 815-816 
THREAD GUARD 
Casters ...1195, 1197-1198, 1201, 1204-1214 
WiC eae ccc aurea 1215, 1218 
THREAD MILLS, 
SAIL ae wa danpatenetemretre nace en 2277-2278 
A-EIUMGh eager ag ese ner ten 2277-2278 
MG eys cetaerr eke acme aiie ere ae 2278 
GalmidG a eadume nce tients 2277-2279 
HElICAIRMIGS st care enema: 2277-2278 
SINGIC-PIOMG:: uva ce ataee ca ove ces 2279 
Sol lM Suluchananevee maces hanna eon ee are 2278 
SIraiGht EMG ee eee 2279 
TIAIN-Coated ...........000 eee 2277-2279 
WIGN-COQIGO iwc cack ean ueimacnares 2278 
WXS-Coaledn co resse cr comrnccnes 2278 
THREADED 
ENGIGADS cents seca te eee cere 1224 
SIUOS See ee 316, 2144-2146, 2172, 2197 
RUDE ENUS Cran ene eee 1224 
THREADED ROD 
Air Line Adapters........cccccee eens 2586 
ANCHO) an cesta canton ne ee 318, 2147 
GOUDIINGS serene = aenesnas 316, 2084, 2147 
OUNCES enniauemrine atm ae a eacmtres 671 
RACKS cheese eee 849, 1168, 1238, 1307 
THREADED RODS 
ena 316, 2144-2146, 2172, 2197 
THREADERS, 
Pipe .. .872-873, 2262, 2265, 2268-2269, 2272 
SIANGIEIDG eee eee 872-873 
THREADING 
COMCES canes wan one ne ree 2305 
Die SHOCKS stirs eee ceed 2262, 2265, 2276 
DIGS ecenneeren 872-873, 2262, 2265, 2276 
DRG AGADIEISs eee anna eee ee 873 
HANGS meee vce wr mniiarne wes 873 


11, 14-15, 17-25, 29-31, 
33-35, 54-55, 58, 60, 64 


THROUGH-THE-WALL 


THUMBSCREWS 


TICKET HOLDERS 


Wire... ee eeeeee, 317, 400, 408-411, 


ee: 2229-2230, 2232-2233 


rS....... 1503-1504, 1513, 1519-1522, 


TILT 
MEUG GG ss ata ake comets are ne eaainotceeten 1159 
MUGS ee preteens eee erate cane 1159 
TILTING 
ChaliS ae ee er ences 1336 
Ergonomic Work Stands ......... 1169, 1181 
NY C0) 0) (= 1) 1178, 1181 
TIMBER SCREWS .................. 2110 
TIME 
INGIGAIONS: a. ce eae ee 228, 421, 582 
RECOMIOIS eee ee a ee eee oe 1375 
Sensitive BadgeS..............00eees 1970 
TIME CLOCK 
CANUCKS: aaa carne ee teeta eee 1375 
Calls ce nutnctamreen ara sete ere 1375 
RIDBOHS ete ee eee es Senne 1375 
TIME CLOCKS ..................... 1375 
TIME DELAY 
Contact Blocks.............05 169-170, 172 
RelaySiccon cme ene 222-223, 3031, 3035 
SCUUENCEIS Stace not neers 3035 
TIME DOMAIN REFLECTOMETERS..... 554 
TIMER 
Conttols ce: sane ens 169, 172, 218, 222-223, 
Sar Raa nace 228, 415-420, 1978, 3079 
PaCeplateS ne. errant ome eee 415, 421 
MeGHANISINS nc. coes cscs sceeee cess 417 
NIGQUONS arcrierseca eientetomn sete aera 417 
Relay Modules: -caccsca sree nse ees 222, 415 
Switches ......... 223, 415-421, 2949, 3018 
MODELS anna ceca aaan eat eine 417 
TIMERS, 
14- DAW heuer een eee ete 418 
PAAMOUT cere re 415-421, 3018 
(AUC ereere are ieee camera arenes 415-421 
Air GOngitiON@l: ccc exec eeuwucaes oneen 416 
AuUGGASON nae 46 oc cae eee eee 420 
ANDIARCC bee en eee 419-421 
Astronomical..........c..eeeueae 415-416 
BYVDOS Semis cistern ease 3031 
CinGiialOt ergot eee erro 2658-2659 
COMACIOR is cca nak eeenene a 169-170, 172 
ConiroliCenlei tee ee eee 418 
CVCIOM eae anne ney cameramen: 418 
DeTOS ean meee oe ea re ieee er vars 3018 
Digital ..... 223, 225-228, 415-416, 418-421, 
Ee ee eee 582, 586, 1455 
Electromechanical....... 228, 416-421, 3018 
Electronic .. .169, 226-228, 415-421, 582, 2764 
ENGIOSEG ee cdeca wens an 223, 415-421, 3018 
dl igcatrn ieee osteo eceier 416, 419-420 
VAG eee ee eae 415-419, 421 
Indoor/Outdoor.............. 416-421, 3018 
Wie Ral ae: ere cteaes oe 222-223, 421, 1978 
riQalOWiese eee eee eee eee 418, 2764 
KitGHEN tere ve eae rece e cata ane 586 
LAQHUNG mee cena 415-416, 418-421 
Mechanical ... .417-418, 420-421, 2949, 3018 
Nie HPMCHOM Gece eee eae eee 223 
Multioperational...........0.0e0e: 415-417 
Multiple Day............ 415-419, 421, 3018 
On/Off Delay...... 169-170, 172, 218, 222-223 
Panel-Mount ........ 172, 218, 223, 225-226, 
Pee rer a rene 228, 418, 420-421 
Percentage GYCIG.ciaciw kere: ve ae an 418 
PREUMdC st cee ae eee ee 218 
Programmable..........0.05: 223, 225-226, 
LE oannenraise tometer 415-421, 2764, 3018 
PUD cee cere 416, 418, 421, 2658-2659 
Relay-Type...... 169, 172, 218, 222-223, 421 
Repeat Cycle............... 222-223, 1978 
ReSIMENM Al. ccs cceeaaeee ce 419-420, 3018 
SECU ence G eae nee 419, 421 
SOG Stale sean auen ee et aera 222-223 
SPHNG-WOUNG. -2secsckere eee eee wees 420 
SDNKIChi a eee ee ee 418, 2764 
STOP WALG I sraetne seer tep atime we eA nem 582 
I-89 
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Swimming Pool.............0eeee AB a2 SPOONS atc arena eee ea 954 TONE aU Crrentenncs ah cree cre nes 2336, 2338-2339 
Wall SWiCHice cca owsreet ecm cae AIB-420: OUNChelS aawanr aces ea enna. 954 Generators..........cecceeee 362-366, 1885 General Purpose ......... 744-745, 758, 814 
WalchiOG.c acura aer eee 222-225 SONS tes arr tate ae 11301173 Testers. 363-364  Insulated............... 854, 856-857, 861 
Waele aeeenee. 416, 418, 2658-2659, 2764 ~=—Traction Mats.............ccccceeeaae 957 JOUMMEVIN AN e ates water nn ete nace 848 
Water-Resistattticcs .cacctsu casa can 420,582 Valve AdApiels:. .ccesiiaccneescciearas 954 TONGS, MaSQHEcereee once eae mee 892 
NOON a x acticin anaes pene AlS-416,421 Valve\Cans oa: 22 eeateee ce eee 954-955 Chain... .. occ ccc cccccccccccccceces 867 MaStCP cic seccee ss 744-745, 758, 760, 854 
Wale CONES coset seen eee un-oeas 204-880" COOKING sons eae oe ee: 4454 MEQSUNMNGQ nice centre mens 2330, 2333 
TIMING Valve Extensions saan: aanna. en eneres 954  Disconnect......................... 9306 Mechanic's ......... 758-759, 762, 765, 776, 
BelSeeee eeeeeeeeeeee (06107, 0) Valves tv caeetee nnmecer 954 Masonty.............cscccseeeeeee. gp ee eatcr 795, 801, 860, 912, 916-917, 919 
COMLERS caarrire aetsrxctuc qin reine va 418 kidding eee te ee A007, -MCWIC Sie cocev iw erenneteen cnet: 758, 854 
LIQHIS 2 Ne cece) mien atderaic cide acho ten 920 ~—_—‘TIRES, SpotWelder.........cssseeeeeeeeaes SAGO PMINIGINIC eee Gaerne eeaeeo eens 802 
AING: Goll Galt. a wees aeons vatanaees 957 Nonmagnetic/Nonsparking............. 861 
TIN Han el IRUGK tas ey pee ge 1219-1220 TONGUE-AND-GROOVE PLIERS. ...758,765, Pardllel...................cceeeeeen 2329 
St oe ere 816,861 Industridl..............cee eae 1219-1220 839-840, 848, 854-855, 859, 861,863 Pliers.......... 758, 838-839, 843-844, 846, 
SOlUGirersett eee ee ee 239, 2618 | LawnandGarden....... O57 GBB MAUS ET 220 ire aia atasnazenrenuiy aed dane a teeei 848, 854, 861 
PRGUMQUGS cece ene 957,1219-1220 TONGUE DEPRESSORS......... AS39061 B32 eC PIMMBENS crater eciervcesune na cnc 758, 2751 
TINNERS, Semi-Pneumatic ............0seeeaee 1219 PREUMAUC ree ance ce sees 2503 
| serene eee errr Taper en naire tee 230 milbAllObes, mena cee See ae Ceataere caeerrate 957 TOOL PRECISION rire caer ie 802-803, 2330, 2333 
Wheelbarrow......... 957, 1000, 1219-1220 ROIONS ee eee 755, 757, 858 Sheet Metalic mene at ern etna. 816 
TIP Bags... 0. ces eeeee ee 548, 744, 754-757, 848 SIPS... sess ee evens erent ee eens 816 
Cleaners, Welding and Soldering TISSUE CULTURE SUPPLIES .......... 663 Balancers.........ccccccccceee 1320-1321 Starter... .. eee 816 
Pee ey eee eee reer 232, 2428, 2431 Belts...........+...+.. 755, 757, 859, 1798  Telecommunication............... 364-365 
TIT GN oer eee eae ene 232 TISSUE DISPENSERS.......... 1488, 1494 BIACKEniNgiKIS ssc asso poate 2185 WIGhGiicrseee eres: 758, 787, 790, 795, 797, 
BIANKS . . «occ ccccccccceccecccccece. 995300 tee 839, 854, 859, 861, 867, 871, 917, 2994 
TIPS, TISSUES, CANMG6S vista siccess 745-746, 754-755, 1798 
Abrasive Blast Cabinet................ 2402 Door Handle............sceeeeeeeees 1494 CartLockers ........scsecececeeeeee. 745  TOOLHOLDER 
Acetylene Torch...........00.00: DAA ONQAGT wc haGldlie i earer canteen eaten nt sete 1488 Carts ........ 743-745, 886,998, 1147-1154, Attachments .................45. 858-860 
rece 2433-2434, 2436-2437 LensCleaning..............+....+.. 1666 co cceeeeeess 1169-1170, 1330, 1446, 2313 NUTS... cece e eee eee eee 2878 
Air ulelitc sane ee 9431, 2434, 2436-2437 Toilet ......ccceueeeveueeeeues 1488-1489 Cases.......... 747, 755-756, 811,814,846,  RetentionKnobs .................... 2313 
AINGUIa tereeirotn tater anne 2515 TEATS 54 ein 859, 1302, 1304, 2586, 2800 Wrenches..............sseeeeseeees 2313 
Airless Spray Gun ......... 1625, 1627-1629  THERRANT. eee (COatInNGSSa8 =. eee ee eee 2185 
Haller eee 633 Containers....... 747, 994, 1296, 1303-1304 TOOLHOLDERS, 
Brazing Torch........ 2431, 2433, 2436-2437. TOASTERS....................008, 1459. Control Fd. cc ecccue cds vei vaveeass TAG we CONG Mocrtcrnnr ni ccceuon vetrcraneny: 2346 
Concrete: MiKsss, esaecte weer ean: 2172 Cords oe ee A ONG GA teeta eter ete er 2346 
CONCH = «sacs oe es ores eee ae 2414 TOE Hooks & Hangers..... 1329, 1331-1332, 2516 Cat V-Flange ...............ss esses, 2311 
Cutting. ...2423, 2430-2431, 2433-2434, 2436 BoardS.......ccececcuceccuceeeuces 1789 Lanyards............. 858-860, 1796-1798 Collet Chuck................ eee 2311, 2346 
DesolleritGes.< a teeeeeeotien sans 2 BA 2OOSraCANS ey iru ter rhein eee 1746 Lifting Buckets........000cccsseeeeees 859 «CUE-Off. 6... eee eee eee enna ees 729 
FIDOMPEOLEGHON enters akc 1342 Guards... ..cccccceeeeeeeeeees 1746. 1757 Lockers ..2..) 3) 742,745 End Mill.............. sees seen, 2311 
Furniture Leg. ....cccsseceveucenaues AAD achG eee ee eee: OAD IGSe  LOUNSiesse see. oo ese eee 959-950 Face Mill i ccue.eteeee eames 2311 
GOUGING neonate eee te ae 2423 MOIOIS eee ee bi) AUBUMoegbmaeneogneuecogdsccobeoue 2305 
HAMM Cheers eee aera ieee 828 TOGGLE Gils eee neem meena 2456 Lathe...... eee e cece ees 2305 
Heating Torch.............. 234, 2433-2434 Bolts... ...ccceseee eee eaees 2165, 2168 Organizers... 744-746, 754-757, 858-859,  Metal-Cutting..............seeeeeee, 2305 
INKIBRISN Gc toune a meten eee mann ieee 1403 Clamps...........04: 834, 2319-2320, 2541 —-.... 886, 998, 1280, 1282-1285, 1287-1291, Milling......... Se 2346 
Leake GGG DOE eerie eeier 3008 Switch Boots..............eeeeee 260,262 ...1306, 1320-1321, 1329-1332, 1525-1526 Parting and Grooving................. 2305 
Plasma Cutter ....... sss eeeeeee eens 2423 Switch Plates........ 262, 304, 308-309, 328 Packs, Multimeter................ 536-537 Shell Mill... 6.0... e ee ee eee eee es 2311 
Propane Torch ............ 2433-2434, 2436  Switches....... 165, 167, 245, 250, 259-262, Pouches............ 754-757, 858-859, 1795 Shitink-Fit................ssaee 2310-2311 
Soldering..... 232, 234-238, 2431, 2436-2437 on, 329-330, 333, 465-467, 2929  RackS.............eeeeeee 998, 1330, 2313 : 
Spot Welder...........sse sees ee ees 2EIG Ue Valves op pena nee say 2546-2548 Retractors ...........0.es sees 1966, 2514  TOOLMAKER'S 
OlaliG: RKGSSUNG screen eee ewes eae 571 Rollgecteet ee ee eee Tee iw UU Geeseceregsrsssqocesenracene nan. 2427 
Stencil Fountain Brush ............... 1403 TOGGLES, GiandS 2a. cs sek eee ee aivsedeuseeee: 886 Tweezers errr er eer er 844 
TOICH oe cece cece eee eens 2A23, 2AR0 ZAG Pani ekus oo. erae ones ee eee 2949 Storage........... 741-750, 753,945, 1149, VISES ...... eee cece seen eee ee ene 2346 
ween eee 2433-2434, 2436-2437 1169-1170, 1263-1270, 1273, 1275-1278, 
Welding............ 2414,2416,2423,2431, TOILET = \ iiveseeeeees 1304, 1307, 1319, 1325-1326 TOOLROOMWHEELS................ 2383 
eee 2433-2434, 2436-2437 Bolts & Bolt CapS.........eececeeeeee2757  Tethers.............0000e000+ +s, 858-860 
Bowl Blocks/Clips ..........s0s0eee0- ARNG Wray Brackets selon esc 1547 ‘TOOLS, 
TIRE Bowl Brush Caddies. ............s.... 1543 ayS oe... cess eae. 744, 746-747, 824, 830, Air Line Assembly ................06. 2586 
BalanG ess csmawine tae uarneireu van acte 952  BowlCleaners....... 1504, 1513, 1519-1520, <=. 2. 6<8ereceween esses 917,1044,1176 Automotive (See Automotive) 
Balancing. Beads ciakcaacunaeuncrne aun 902 re. 1522-1523, 1549 ‘Trolley Stools................44, 945,1333 ‘Calfrail installation. 02.0. 0cces. ses: 2073 
Balancing WelGhiS: ccccssensscssaeses 952 Bowls.......ccccecccceccccess 9755-0756. WOBYS scoeveuaceenereas: 945, 1921, 1832 ‘Conveyor Belt Lacing... scenes saa. 1115 
Bead-Breaking Tools.............. 953-954 = BrusheS...... ec cccccececccccccecee AGAOte INUCKG ee rere teres eee ee (4651170) GUO Seer can 667, 674, 677, 681, 683, 
BedtiSedleis.-eeeeen ees eae: 953 Connectors. ..... ec cccccecccccccee. O71 me WNAD cern eon aet ate eee ene PAGS ieee oe 687-688, 695, 721-722, 724, 729, 
Chain Tighteners aca-0 Geteoct on Tetra TRGee ba 957 Drain Cleaners... ccc ccccccuccc ceva ce 868 eee 2508, 2511, 2586 
Cham S se anyantree etiam ctor seta ana 957 Fill Valves. .......-ccecceccecce 9756-2757 TOOL BITS, DebUMING GAUGE cc caecc arenes eases 2806 
CHANGENS .. 0.1 cece eee eee eee ees 952 Flappers.......0.eceeeeeeeeees D75b-275r GaNDId@ 3. nccet eee cnc 2305-2306 Epoxy Injection .............0sssees. 2219 
Cleaners. .... 6... seuss 909-910, 1508, 2446 —Fiyshometers........ 975 1-2754,2760-2761 Wall. 7 02s sn ecas ease 2301, 2303-2306  Extraction...........eeseeeeees 1578, 2260 
COVENS ta cnet sna seats ota Nin wnat 948 Gaskets ..... ccc ccccccccececcs 2756-2757 FAUCEL cceu cee anu sacar 2748, 2750-2751 
Demaunting 100s =. asctvecmnaes ae 953-954 — Installation Systems ............ 2624-2625 TOOL BOX PONG 2 <5 cisterns aneaenas een 816, 1006 
GOUQGS a traren amine 954-956, 962, 2518 paint Protectors..........eccececceee G03 OCASlerS 7-43) ee 1214  GroutRemoval........... 687, 695, 724, 891 
HiflatG mM GaQeS errata ete ae sei 955 Paper & Paper Dispensers DOMES err oe meueeetre cae aeeorce 746 MYOIENIG et paca een eam ern: 862, 1456-1457 
InflatorFMINGS: 25 2euce.cecee 20IB=2519 ee 1488-1489, 2760-2761 INndicalOF BEACOR «55.5 cee ris cews ce wes 279 
Inflator Gauges ..... 685, 955-956, 962, 2518 paper Spindles............ 6... 1488-1489 TOOL BOXES, Laser Alignment...........0ccseeeeeees 96 
INMALORS eye ewan 685, 955-956, 962, 2518 += Plungers...........0cceeeeeeee- 745,2751 Aluminum.............00ee: 750-751, 753 Multifunction . . . 683, 687, 695, 724, 814, 2751 
Inner Tubes ............065 957, 1000,1219 Pressure Assist Replacement Parts. ..... 2756: LOCKOULaaigaaies naa 1948-1949, 1953  Nonmagnetic........ 825, 828, 861-863, 887, 
TOMS... se eee cece ee eee eee e ee ee es 954 Repair Parts.............. 2754, 2756-2757 Pipe Threader ..............seeeeeess B73 trees Poe 1140, 1457, 1547 
KNOCKErs ... 2.0... cee e cece eee 954 Replacement Parts ............. 2752-2754, Plastic............... 745-747, 1303-1304  Nonsparking .... 798, 825, 827-828, 861-863, 
Leak DGIOCIONS: acess ors nen ess O53 2004 ye ee 2756-2757, 2761 Steel ............00. 741-746, 748-751, 753 . . 887-888, 997-998, 1140, 1457, 1546-1547 
MOUNTING|EMDIICANIS 7 ecm canuet meee rn a a 7-1] ce lee eae 9757 Oscillating naive csv ace. 669, 687, 691, 724 
Mounting Tools. .......0.sssseeees 953-954 Seat Covers & Seat Cover Dispensers....1494 TOOL SETS, Powder-Actuated........:esseeeeeees 2169 
Patel Cement:ah.= aaaneuitonse ¢ 950 005% Caatc eee ete ee ee OY Lh: a \ 9503 Refrigerant Recovery...............+. 3010 
PARCHES cccacwvveeerewesnneecauen en 955 Stall Components .............. 9761-2762 Bolt Cutter... ......ccececececcccccee 817 _ Rivet .. .303, 684, 2135-2136, 2505-2506, 2513 
PRESSING MONHORS sce. samenesmn nee sak S00: “Supports -a:ec2-+eearaa weseuaaaeee 2751 Deburring.........s0ccceeeeeseeeees DA pa SUSPOING wean cn eraserncas 817, 1419-1424 
PROTECTIONS eee o22 cease nee = 909-910, 953 TANKS ieee ee ee ee eee 2155-2756 DrainiGl ancien 865 Swaging see 868, 1089, 3010 
PUMPS «0.0... cee eee eee eee ees 685,955 Tissue Spindles................ 1488-1489 Electrician's............. 365, 711,839, 846, lapping ... 802, 2262, 2265, 2275, 2313, 2315 
RACKS. ... 0.0... s cess ee eeeeeeeee eee 1240 Valves .. ..2751-2754, 2756-2757, 2760-2761) kee eee ee eee 848, 854, 856-857, 861 ‘hread Insert........ 2136-2138, 2143, 2505 
REAMENS «06... sees eee e teens eee 955 WaxRingS.........ccseceeeeee eee es 2757 Electronics.............. 802-804, 839,946 ‘/hread Repair................. 2137-2138 
Service Supplies ...... 909-910, 952-955, 957 EIIQINCERS sce oe stee eees 7Ad-745 Whe REMOVING «525-26. cesar. 953-954 
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Wheel WeigM << 552 ccc cae ese tece es 954 
Wire Wrap and Unwrap ..............05 407 
WoodiGawiiQerrs sca e ae eae 821-822 
TOOTH BELTS................... 106-107 
TOOTHPICKS ...................0... 814 
TOP SHEETING, PALLET............. 1416 
TOPS, 
ICC BIN cre eee eee ae eee arin 3003 
LOCKER nee e cen ees 1254, 1256, 1262 
WOnGench here cc ccsee eee 1316, 1325 
TORCH 
ACCESSONGS ch cr nnvcwnemran eens 2422-2423, 
er ree 2430-2431, 2433-2434 
Check ValWeS.vcu.. cc oreeusna wean reese 2435 
Tips . . .2423, 2430-2431, 2433-2434, 2436-2437 
TORCHES, 
ACOWIONG visa canwetin nto ae 2430-2431, 
eee aos 2433-2434, 2436-2437 
Air Fuel........ 2431, 2433-2434, 2436-2437 
AVE GOUGMNG cassnwoten es ak eanea ese 2422 
DlO Were ane ocean epee eee 1003, 2430-2431, 
chakras ieee 2433-2434, 2436-2437 
Brazing ..... 233-234, 2430-2431, 2436-2437 
Butane-Powered............ 233-234, 2434 
Cutting... .2423, 2430-2431, 2433-2434, 2436 
Heat-Shrink....... 233-234, 739, 1003, 2436 
ll Carrere eee oe ee eereen aren 1003, 2430, 2436 
MAPP GaS jcc cee vce wenn 1003, 2433, 2436 
Micro Maintenance ...............005 2431 
MIGHOIGIGH: 2 seater cee 233-234, 2436 
Oxy-Fuel ....... 2430-2431, 2433-2434, 2436 
Plasma: GUULER 34sec ee encca essen ee 2423 
Plumber's ...... 1003, 2430-2431, 2436-2437 
Propane Gas ... 1003, 2430, 2433-2434, 2436 
SGRIONHING: 0044. ec0r cis 233, 1003, 2436 
Soldering. .. .233-234, 2430-2431, 2436-2437 
| |C epeeees renege aera ener ree 2419-2420 
Weed-BUMMING sae. conte e yadeeeen: 1003 
Welding....... 2419-2420, 2423, 2430-2431, 
en eran e in ee 2433, 2436-2437 
TORPEDO 
HeavelSunancaaenearty aackee 3083-3084 
PPVEIS er cteee nena eee 848, 882-883 
TORQUE 
ROUQDIGIS Wek een are ee are 762, 769 
AiMSetcene ccs ean ann eae 85 
AIMCSIORS rasa eae eee 2656 
GUIDES 2 ence cece noe ak anaes 2054 
ENNMMGRS nese eae eae ae eee 153 
NGIEISm car cccr cen ones were Ee miei 568 
MUNIDNCIS oy serena cee caren ees 786 
Screwdrivers.........00 672, 682, 686, 692, 
Te nee eT hee 696, 786, 856, 2504 
Wrench Heads..........c.seuueue 769, 785 
Wrench Release Tools ..........0eeeees 783 
Wrenches........... 769, 782-785, 859, 871, 
eee eee ee 2472, 2503, 3010 
TORSION SPRINGS............ 2158-2159 
TORX 
Female Sockets... cceesc secede 767, 773 
KGW OelSaan gucctrmnacatie scene 805-806 
Screwdriver Bits ......... 698-700, 702-703, 
Se a trae 767, 801-803, 857 
Screwdrivers......... 798-803, 854, 856-857 
Socket Bits. . .758-759, 767, 773, 775-776, 802 
TOTALIZERS............... 226, 567, 2680 
TOTE 
BOX DIIGGIS eur ote ete recreate 1294 
Box Dollies. . .746, 1192, 1287, 1292-1293, 1300 
BOX LeVelers esse ee area ee 1181 
Box Lids. . . 1292-1295, 1297, 1301, 1456-1457 
BONGSE euaauns serie ee 994, 1282, 1284, 1286, 
ee ee 1292-1298, 1304, 1456 
VOOM AVS se eters ence cesermenie 756 


Get back on the job even faster now with grainger.com/repairparts 


TOTES, 
GIA a eras a serene an ete annie 1296 
HEAVY-DUTY occ wks nwacenau ees xe 1292-1298 
Nesting ....... 1286, 1292-1295, 1297, 1457 
Plas avant 754, 756, 994, 1286, 1292-1298, 
Pa eters fie teens eee 1300-1301, 1304 
SlACKINGi eae eee 1292-1298, 1300, 1457 
MOOlvavreccevence: 548, 744, 754, 756-757, 848 
WIRCH@G I ee ere one eee ae 1167 
TOUCGH-UP PAINTS 
Se eigen seat 191, 906-907, 1606, 1609, 2763 
TOURNIQUETS................ 1831, 1835 
TOW 
Gables sae acne ern ee eerie 1084 
Chains & Chain Connectors........ 958, 1107 
GOUDIINGS <2. see eats coer 958-959 
Hitch Receiver Eyelets............. 958-959 
Hitch Receiver LOcKS...........000000 961 
HILGHCS eee ee eee 959 
HOOKS serereeere eer er eae ere caneteese 961 
RODGS eee tee ee ae 1084 
ODLAVGIS ete ree ee eee 1002 
SPIGAUGIS acer ec en ee nm mere amma 996 
SULADS angen ae 965, 1084, 1106 
TOWEL 
Bal ere eran wire ences emeota renee 2760 
Dispensers...... 1443-1444, 1485-1488, 1492 
HOOKS Je srnuse se varnnese 2019-2020, 2760-2762 
RINGS 3 cae eee ne eee 2760 
SHEIWES 220s neees oe ee cenenes 2760-2761 
TOWELETTES, 
Disinfectant... . 1510, 1512, 1514, 1829, 1833 
Insect Repellent............000: 1022, 1829 
TOWELS, 
Glotlivsercne cee 1472-1473, 1490-1492, 1537 
GCOOINGE sansa oe cae eres 1641 
WGGKGASEN coca eee ee ee 1500 
Disposable Shop ..............4. 1490-1492 
Folded......... 1487-1488, 1490-1491, 1494 
Hand/Bath..... 1472, 1487-1488, 1492, 2446 
KiChEWe eee enone nee 1491 
MIGtOlIDGh ests eee ee 911, 1535 
Panels ces 661, 1485-1488, 1491-1492, 1494 
POOW Sd ser carer ue err as 1473 
Ol ci teversecote ares 1485-1487, 1490-1492 
SMG ur an win cea eect 1490-1492 
CH Vieereeee nian comet 1472-1473, 1492 
WhKEDOANG in ast aaen aecnoeeeeeneh 1367 
Workplace...... 661, 1490-1492, 1494, 1514 
TOWER 
Pall Sicasctn ee ote wen geen ants ae eee 2923 
Light Assemblies............ 279-280, 1887 
LIGNE WEIS. .c.c0 sce coe wee ae 279-280, 1887 
SOUMECIS ry tenet etaeae 279-280, 1887 
TOWERS, 
SIOIAGG ae naa oak in eae enar 2313 
TRACERS, 
GablGie cee etree 362-366, 564-565 
Cicullicccescen ce 362-364, 547, 564-565, 921 
Current/Voltage.............. 547, 564, 921 
WRC reerrenetardeaeetos 362-365, 547, 564-565 
TRACK 
BiAGK GIS areneeteeae einen eee 318 
Mall GOS eneucer setae monet sie winnnaat 318 
Lighting Accessories ...............055 430 
ROMGHNAUNS oneness 1245 
ROIGES erres et nt career oearn er eecraretree 139 
TRACK SAW BLADES................ 795 
TRACK SAWS...................0008 666 
TRACKBALLS, 
GOMDULGE coaval ae Phat arnm nara ena 1354 
TRACKING DEVICES ............. 666, 675 


ieharqipoiieaivinane ee 


TRACTION DEVICES 


TRACTOR LIGHTS 


Channelizer Drums 
Channelizer Panels 


ee 1131, 1527, 1911, 1915, 1917-1918 


Jack Foot and Pin Kits te 


Pintle Hook Mounts... ... 
Receiver Box Adapters eer 
Receiver Extensions 

Safety Cables/Chains 


Wires & Connectors 


TRAILER HITCHES 


Systems and Services 


TRAINING MATERIALS, 
Aerial Work Platform 
Arc Flash/Electricity 
Automotive/Driver 
Back Safety/Ergonomics 
Carpentry/Construction 
Employee Development 
Equipment/Tool Safety 


First Aid/Medical.............0.000es 1943 
INVESTIGAHOM eee cree eren saan eae 1943 
LOGKGUUTAgOUIe se ce eee 1943 
Machine Solely <2. s.cn% aver er iauen on 1943 
Material Handling Safety.............. 1943 
OSHA Regulation............... 1941, 1943 
Personal Protection Equipment......... 1943 
Sdlely geneween acre 963, 1032, 1709, 1773, 
See re 1775, 1940-1944 
SEGHUN an cnucereactn menciae see einai 1943 
SDAMSHcen een ean se aie 1941, 1943 
SpilLCOnNOle eee cre ee ee 1943 
Thermals IMagenfcwn2sn cote ancrte eee 606 
Warehouse Safety... cic cea cece ceawns 1943 
WEIUING eerie nee to ares eee 1943 
Workplace Safety..................5. 1943 
TRAMMEL SETS .................... 884 
TRANSDUCER ACCESSORIES ......... 580 
TRANSDUCERS, 
WOPDIGI torre eremier ee ence errr 2686 
Electronic Pneumatic................. 3041 
PIOSSUIG «osc ece cee s ex 290, 570, 574, 580, 
Eee en eerie 3017, 3031, 3046 
WaGUUMee o- tenias carrera ene eer 580 
TRANSFER 
GhallS Gece snes ones meres 1822 
PIPGWOS:cneee ee asm ree poem nna 698 
PUNCHES so ace teen ere: 821-822 
Uloeeee ra mere Ceracee etticra pe teiea ee 1394 
TRANSFORMER 
Cooling Fan Motors ..............00000e 58 
Cooling: FANS... 58. acceave uaweeee ceo 2925 
RUSCS2etvsartseatimanmeeneemens 177-185 
RGlAVS aaa ance eee eect ert 3035, 3075 
NESTE in amnae eee nam me won 555 
TRANSFORMERS, 
BUCK/ BOOS lar cccermrdneuuesance wn se 207 
GontGl esas coe 160, 205-207, 3033 
CUR OMe ene sere eaten ence 205, 560 
OM eINDGserc: pone cece eee 206-208 
General Purpose ............ 205-208, 3033 
Harmonic Mitigating ...............08 207 
Medteh cna ta aa an tummy mica ne naar 3075 
HVAG ech. e 205, 3033, 3036, 3045, 3075 
IGNITION it peteumme antenna 3036 
SGlAUOMicsrewr cetera emanate 206-208 
LOW-VONGGG ss seca ou eetne se cree 205, 3033 
PAACHING TOO ls cust tee ceacie eee 206 
OIBOWIGl Ss. cee cee ene eet cee 3036 
OUIdeGh nea 205, 207-208 
POOUMEIQHI Geet ction ten nachna 2639 
PUBIC AGQIGSS ccc 8drenncevecaen an 2040 
SinGle=PhaS@ ; 2.2 ees ceed cen eens 205-207 
SPGOKGR etme te ea mae ie eer: 2040 
Nhree-Phasev.. ass. eee s coe. 207-208 
TRANSIT LEVELS.................... 881 
TRANSITIONS, 
DUCE cow eae seer seee Acree 2921, 2949 
TRANSMISSION 
FUG FONNGIS: <oeeenctteee eee 930 
MUG GUIS eet eccrine erat 936 
Fluid PUMpS: 2.222220. 936, 2672, 2674, 2677 
Fluid Storage Components ............. 931 
NUS steers con erreeresereme pene eeeeteeeres 897-898 
JACKSeocnnt oe ee onan eaee ener 942 
OOS eee eee te ore 916-917, 931, 946 
TRANSMITTER DISPLAYS 
ee ene 580, 2679, 2681, 3046 
TRANSMITTERS, 
Door/Gate Opener ......... 1125, 1969, 1978 
FIOWMOIGE 45 ce reece: 599, 2683, 2686 
LoVe eee ee coe eee 581, 2681 
LING eras i cane cee: 565 
IPG LOGAN mance cet ea teem sen a 565 
Pressure ..... 290, 570, 574, 580, 3017, 3046 
Radio-Frequency............... 1125, 1375 
1-91 
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Temperature ..........0000eeeee 600, 3040 
VACUUM cues en ceoatmamante aoa 580 
Wireless Datavcc. ede ee eens 600, 2328 
TRANSOMS, 
Wite:PaniiGhices:<<ss cs ccee cas se as. 1314 
TRANSPARENT TAPE ..... 1357, 1386, 1389, 
See ners 1391-1392, 1394-1395, 1397 
TRANSPONDER DUPLICATORS....... 1964 
TRAPS, 
AN IMaleeceeee decrees eerentaae ee 1017-1018 
Dial sas i 2722, 2724, 2732, 2808-2809, 2821 
GNCAS ce ee eee ee ee aa 2732 
WISGCEco7 cree erate fee 1017, 1021-1023 
Sire eee ee ee te ae 2722, 2724 
OCA ec rseeereta erie 2901-2903, 3038 
Pape coment et emmy norte eee 860 
TRASH 
Bags ee ee 950, 1000, 1559-1562 
Container Accessories...... 1552-1556, 1562 
Containers........... 950, 1485, 1552-1558 
HOPDelSise ae ackee eee era: 1158 
PICKENS: ween ence ea es 1551 
Pumps........ 2623, 2627, 2631-2633, 2646 
(UIGKS tant een 1158-1161, 1456 
TRAUMA BAGS ............... 1820, 1835 
TRAY CABLES .............. 344, 348-350 
TRAYS, 
Air Cleaner Media .........cccceeeees 3059 
ASSGMDIW ceecasen ania emer omaat athe: 1293 
Blasts GaDiNGl es tens eee ee cece 2402 
Cablengnre cin cree he ae eee 307 
Galena en aunaneen vane 1445, 1456 
GONVEVOl 3..ce seer omeenSaaeense ee ees 1293 
DOS Kee rea een rere ee erin 1358 
Disposable Food Service.............. 1436 
Diipvecsecee eee 931, 1857, 1861, 1869, 1875 
ESD SdiGcr ren aaa ete 1293 
FOOC sien en en ata 1436, 1443, 1445, 1456 
KeviGaller erence tee near 1321, 1343 
EQN OFAIOIV rcracuretacen enna cern 1251, 1857 
EGIOR current dmceecar nee eee 1358 
Magnet sc ce-cee see ere se 824, 830, 917 
ORGANIZER reece 1358, 1444 
Palit eee oe ee 907, 1621 
Pa DON wens ret er arias cectr ati: 1358, 1436 
SIVEIMMAIE ee cnc een ace ee 1444 
Spill Containment .......... 931, 1251, 1857, 
et reer 1864, 1869, 1875 
Static-Dissipative ...............0005 1293 
SIOGK NICK a keene eee arenes 1293 
TOO ace nena 744, 746-747, 824, 830, 
Pee err ren ee EE 917, 1044, 1176 
it] [Ly Giese esr eaeenean re ares eeane 1251, 1857 
TREAD PLATES ............... 2183, 2186 
TREADLE VALVES ............. 2546, 2548 
TREADMILLS ...................... 1477 
TREADS, 
Slalleee ses 1047, 1900-1901, 1903, 2193, 2196 
TREE 
FenilizeiSasean aes acemeots adie oe 1003 
GhateS anit ences ae ena eee 1003 
ManmingiPalSicvcccar sic eravee nats 1610 
PrOleClONS:scre nee eee ene ee 1003 
WOLGIONS atca ehccnaearndawaea 1012, 2764 
TRENCH 
OHOUGIS tere cert ee ee ee eee 998 
TaMpeNSereen arte cerns utcace 1009 
TRIANGLES, 
RONEGUIVE eee fae eececetac 965, 1905 
TRICYCLES, 
INGUSIildliezee acres cee ene ene 1126 
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TRIGGER RISERS AMINE: scene ed owas ees 1128 
Spray Bottles........ 1520, 1522, 1525, 1550 Risers, Steel............:eeeeeeeeeees 944 
Splaverse ee ee 1525, 1550, 2743  ROpPeS.........eeeeereeeeeeens 1096, 2656 
SGdlSioroue careers enn a tnaante ta ae 963 
TRIGGERS, DEVICE JACKS ccccs runes anne cau 940-942 
AGLOSOL Gallic etree one emierinn en 1611 Shelves ............s sees seen e eee, 1248 
Stabilizer JackS............. 941, 960, 1126 
TRIM SICDS noun eee ee eee 959 
Clamps OLIN Te Oe WRT ee ee Te 191 Stops eT a I 1130, 1173 
Plates. .. . 1885, 2052, 2722-2723, 2748, 2750 Storage Units...............s. eee 790-793 
Protectors eee 1998 Tire GaUQGS eee eee eee 955-956 
Rings, Air Conditioner ................ 2997 Tire Knockers............sseeeeeeeees 994 
Rings, Electrical Box............4. 311-312  Undercoatings.....................4, 907 
Washi BRISHGS ..<ccccaqacseecnce 908, 1543 
TRIM KITS, Washes gee ener aera 908, 910 
GeilingiHeatek a: :cincs.soeactua ean 3075 Wheels............s esses eee eee eens 1220 
Sales Mateo enetaeee es aera 278 TRUCKS, 
TRIM, 2-Wheel........ 849, 1003, 1143, 1158-1159, 
He er NCSI Cyr Sere eee ae 1167, 1184-1190 
Vy gong ier 1143, 1146, 1151, 1157, 
ees 1161-1166, 1168, 1185-1189, 1341 
TRIMMERS, A-FIAMC ccc acasonn en eee enue ose 1168 
Carpet ......ccsececceceseseeacaees 891 ADDINGG aces ene cease: 1185, 1189 
Fa aoc oagt eset evesen waar oe Bar StraDe sscccccoccccc BB, 1168 
Hedge nes ccc ccccecc 1004 t006 Bae... 1142-1148, 1146, 1188, 1190 
(miinat Geererea, ete. 120, 131, CG sete pee reecern eae UGE 
fines ee ee 987 BIQWWhGe lee cennoee een 1158-1159 
Panehee eee ee een enere 1381 BOOK... . 0. see eee cette teens 1349 
BOX nen ie 1161-1162 
TRIPLET MAGNIFIERS ......... 2340-2341 CANVAS... 0... sees esses ee eeaee "62 
Chait, ree 1168, 1190, 1340-1341 
CIDE eee ere 1160-1162 
Hahn GUIINGGI reece ee eee ee 1003, 1187 
ADIGNScaanton cle Gti Vince renee 612 
BAISORSES os sassis se csisessessen 2038 Dum 14-1448, 11481188" 1490 
Infrared Camera Holders............055 614 ake ips caaaaane : : ; ; 
igre we Hon llllposeaucoesc saan: 1158-1159, 1456 
EICCIIG yee ease 1175, 1179, 1186 
Hand .... 1003, 1142-1143, 1146, 1150-1151, 
re 1157, 1159, 1161-1168, 
Confined Space. .........eeeeseeees ET a ae 1171, 1184-1190, 1341 
tae Peete ee ee ee eas a Hand Pallet .......0cscssceeee, 1173-1174 
may Paty at ee 381 2041 Hydraulic. ..1173-1174, 1179-1180, 1183, 1187 
Biba Meteo rioters a nines Laundry .......seeeeeeees 1160-1162, 1172 
DUGGAIC crn we cnen seme ciece a wee nn 1186 
TRIPPERS, MallhO0MGcr. ee neces 1160-1162, 1172 
TIM@D. sees eee eee eterna 417 Manual-LiftHand..........s.eseeeee. 1189 
MedicalOxvgel:; ocacaeees ceaeamenas 1187 
TRIPS, Modular Drawer. .........0c0 cue eeees 1170 
Circuit Breaker...........+.++.+4. 198-199 Order Picker. ... 1150-1151, 1154, 1157, 1161 
COM. eee e eee eters 198 Pallet...... 0. es eee. 1173-1175, 1178-1181 
Pag cs hee ae ea ee ee 1448 
TROFFER Panelece oe heme fant. 1168 
Fixture REM OUiSe eae epee a a rtntee nat 432 Pipe saacesaceiiasee nares 849, 1168 
FIXUPES .... 0... sees sees 431-435, 437,439 —Platform...........- 1151, 1163-1167, 1171, 
ee 1185-1186, 1341 
TROLLEYS, Recycling........... 1159-1160, 1162, 1172 
FOStOONGc Jouve seauuee een eras NOG 2 1093 So Gerais een oe ee 1158-1159 
Hoist ...........04, 1051-1052, 1057, 1060 — Security....... 1157, 1161-1162, 1172, 1824 
I-Beam...........4, 1057, 1060-1061, 1792 — Self-Propelled . . 1173-1175, 1179-1180, 1186 
Pegboard. ......eeeeeee enue 998, 1330 Shop ............00. 743, 1150-1154, 1170 
Stock.......... 1150-1151, 1157, 1161-1166 
TROUBLE LIGHT CORD REELS Stock Picker... 1150-1151, 1154, 1157, 1161 
Se ee seen ane en ee 396-397,522 te 
OGM eee en 746, 1170 
TROUBLE LIGHTS ....... 396-397, 516,522 Jowable...................... 1159, 1161 
i ¢:\ rece Met mnt re nT aera t y 1448 
TROUGHS, Boater nee ee 1151, 1163-1165 
Wine toe eas aaa trees tn ascaee 203 SiUtilityeesse cee net 743, 1150-1154, 
ee ee: 1157-1165, 1170, 1186 
TROWELS......... 862, 889, 891-892, 1008 Vending Machines ceee eee 1189 
Vilivle gee eee 1160, 1162, 1172 
TRUCK Wad0n ee 1167 
Access Ladders «civaces as arn cacnnawarears 1044 Warehouse.......... 1150-1151, 1157, 1159, 
Anchors.........0e0eeeees 961,1105-1107 —.. . 1163-1167, 1171, 1184-1186, 1188, 1190 
BatleryGHangers 2. ceagetseens ewes: O26 ey WaslGirey ae eae 1158-1161 
BGUiBINEES seven eet eect 907 Welding Cylinder............... 1003, 1188 
Box BracketS..........cceeeeeseeeees 753 Wire........... 849, 1157, 1161-1162, 1171 
BOXCS ee ieee eee 750-753, 1304 
BUINDERS eee emer eee 1129. TTY DISPLAYS 2.8. eee. 2036 
GaSlClS werent aectoe cane cite 1195-1213 
GIEGMERS 2cce te eae sare eae 908-910,922 TUB 
CTANES eee eee e eens TOGA SCallKeernnameias eee as: 2230, 2232 
HOSES erg oe reiic asa gt 918,947, 2607 Dollies............. 1192, 1287, 1292-1293 
LIDS asa aeinaeaninee ne 1159-1160, 1457 = Faucets .........0.0000e: 2745-2746, 2748 
RAMNPS# eee enone eee DAA 127 autids seq 1292-1294, 1297, 1457 
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RACKS sores eres coon ene een eat ae 1297 
SedIS: een ee eee ee 2746 
WaNGG eon ee oe eect nee eee 2745 
TUBE 
ENUS3. saeco a eames 1224 
NOMGREIS ties rent eee 2356 
RACK Siac ee ere cena een ereeeeg 650 
TUBES, 
ANIM M rence sccm enue k comin wee 2183 
BOD ANCG caer ca taeei en aaa nee 482 
CEnMIMMGG Sscee cen anes cena 650, 657 
DeteCtOfieccwemace was 1779, 1782, 2051, 3029 
Drum Pump Replacement............. 2675 
RUIN SIGE eee eon se tere ce erate 1140 
RIDENOIASS wrens har meen oa ures 2197 
Fluorescent........... 482-485, 3059, 3061 
GaS DElCCIOF ose esate oe ewes 1779, 1782 
Laboratory Evaporator................. 635 
MOUNINOR Fee eee eee 279 
OM SKIMM Clenpecn erect tence rere 2462 
PitOl oc iemesn ete acaen amercusncten tains 572 
PIAStIE pe lon 2197, 2213 
Respirator FitTest...............005 1775 
DAMMlING an aces eee 1780, 2051, 3029 
Stainless sleGlncsec rene es ene sae ee: 2190 
SIGGI ees eee ee eee semanas 2186 
NCSU iar Grae a mi merece 650, 657 
(UICTHNER. eee 957, 1000, 1219 
UIWAVIOIEY jee eee ee 1021, 3059, 3061 
Ventilation Smoke ......... 1780, 2051, 3029 
WeldingTiP2s ease. ooo omer ee 2433 
TUBING 
BenMerSa. anaececnaen sane 868, 2356, 3010 
Brushes........ 871, 1544-1545, 1547, 2398, 
Ree meee none 2400, 2618, 2751, 3095 
ClamlDS: se eee 319, 2055, 2078, 2531-2535, 
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Air Cleaners...........0. 3059, 3061,3093 Tools ..... 1564-1565, 1570, 1572, 1575-1576 Powerheads...........ccceeueeeenes 3037 . . .2048, 2550-2553, 2555, 2861, 2882, 2913 
Bibs acer cook hence 1021, 3059,3061 Wands........ 1564-1565, 1570, 1572, 1575 Quick Disconnects................... 2747 RlUIG-DISMeNSING =<... eee eee ees 937 
Flashlights.............2..e. 523-524, 531, Wet/Dry Tool Kits.......... 1564-1565, 1575“ S@alAMISi 0... cee eee ene 2231-2232 Flushometer......... 2751-2753, 2760-2761 
Oe nin Berea tas 2427, 2494, 3009 SOalS cccccctne cece cas sues 9OG, 2099, 3012 “POOL. cc .etus neers sannens 2046, 2546, 2656 
Light Metercurn aasecntaawiece at een 625 VACUUM CLEANERS, Spring Compressors ...........000000% O20 FOOUPGGEN cece canoe cen 1593, 2546, 
MarkeIS= eo pena ee 1614-1615 12-Volt/Automotive................00, Eee) SU ES emcees sabe cou aenocsoes as G20 veeeeeeeeeeeeeees 2948, 2727, 2743-2744 
ProtectantS ......cccceccecccccce 09°51 oa nr Glee ee ee eee 9518  StackingKits............. 2543-2544, 2549 — FRL (Filter/Regulator/Lubricator). . . .2595, 2601 
Nita ee ee 1570 Stem Extensions............... Pehd=2805"  FuCl cuseneaccme nee e a erenem cnt. 2879 
Backpack.......ccccceceeeeeees 678.1570  SlteMKEySicivcdccctuaneraa nas 1009, 2751) FURNdGe'GdS. acca cease aes 3032-3034 
Biohazard. .....cccccccccccccccccvee {572° lem PaCKING: sce cem ets ee 2820 GardenHose............. 1013, 2911-2912 
_——SSS SS Canistet..<.....0sccee: exces eus T5157 oe OUUDISICS peer ter ee ea cine 2477, 2085 GOS. cei an canvwe agua es vawen 2879, 3032 
GleantOon este oe 15641572 Vd0S dacs cceneccacemanbneuwnedats 1936 GaS/ COCK nwa tect nn quaia canny nn 2914 
V-BELT Cordless............ 670, 678, 685, 689, 693, Gate reer cme ens: 1140, 2887-2889 
DIeSSIngS a nest een nance eae DONQ ee 1563, 1566, 1569-1571, 1573 VALVE CAPS, Gauge COCK.........ecseeeeeeeeeees 2913 
GIOOVE GAUGES: ..:f20e241 scents 105° Griticall FiltGF » <n cececces crac: 15701572 Refrigeration): ..cecc. seat weve: 3015 Globe... eee eee eee 2882, 2889, 3043 
Pulleys/Sheaves ......... 105, 109-113,121 Drum-Mount..............000e 15651572. WE. naroe ce costes see e cnn 954-955 GreaS@GUN .........cceeeeeeeeeenees 934 
Tension Gheckers: .. 22.2222 caer een 1052 Diy PicKibiessee, se: 689, 1563-1564, 1566, Ground PING: « cascacod an sean aeons ot 2914 
ne eee 1568-1573, 1580 | VALVE REPAIR KITS Hand-Operated ...... 2461, 2542, 2546-2548 
V-BELTS, ESW=Sale 1. ack eee 1565,1572 ssrseeees 2044, 2946, 2587, 2747-2748, 2750, HeatPump.............ceeeeeeeeaee 3092 
Banded) <cccsesenees 100-102, 104-105, 2567 Explosionproof...............seeeee: 1572 teeters 2892, 2904-2906, 2908-2909, 3010 Hose............... 1818, 2461, 2491, 2743 
ClaSsitdlin ee nage naa tae 97-102,105 External Filter............ 1564-1565, 1573 MYONAUNIG pecan 2471, 2475-2477, 2913 
Gogded eeadtoneeceee 97,99, 103-105 Hand......... 670, 678, 685, 689, 693, 1563,  WALVE REPAIR TOOLS, Hydionie Heatingis cence. cans: 3037, 3043 
Fractional Horsepower ...............4. Cece eae 15669 1509-1573- 2510. (GYINGEN ics cane teen elas 920 Hydronic Pressure................45. 2895 
i ee ree ere 96 Hazardous Material........ 1564, 1570, 1572 PDE SEglNGiirs ccna wee vans canes 874 Hydronic Zone...............4. 3037, 3043 
MEIC cee act cencutuc arrei arcs cece 105  HEPAFilter...............0000- 156A A566) iene mete cae a hae 5A se MIDGHGMESe een ee eta heer 2764 
ROLLY SCIOWa x anaceva anne very ca 713) 1 ne ee rea tre 1568-1570, 1572, 1580 VOTRE Caan a tnnieen teow mune anna 1593 
Indoor/Outdoor.............02+. 1564, 1568  WALVES, Knee=P@dal soccer sane 2727, 2744 
VACANCY SENSORS............. AGT-AG8 Life « eeccc-ccccccvcsexveusturseevcs 990  2-WayFlow......... 2476. 2547. 2670. 3017 LAWN SDIINKIEn <i. sae ces eee ee 2764 
QUidO0r 06-4 tea 988,990, 1000 ACCceSS............. 3006, 3010,3015: 3094 VUMMieiccmce. teenie. 2547, 2871 
VACUUM RONG s eiracuannnctarueinar tet a 9639 Air........... 2542-2553, 2573-2574, 2586, Line-Piercing...............ssseeeee 3006 
Base ViS0S......seccseceeceeuees 892 G0ne DOOlan any tiaeciise atenesaacartase: 2680 MMe eer eae tne 2590, 2882, 3042  Lockout....... 2553, 2595, 2598, 2601, 2603 
Breaker Repair KitS..............00e. S036 = PUMP NAG acta eset ee eee 1566 Air-Actuated.............. 2547, 2572-2573, Lowering..............ssseeeeeeees 2473 
Breakers ...... 2748, 2903-2904, 2906, 3038  RODOLIG. ..c.0cccvecsvs cesses aeewes GiO mete eee 2871-2872, 2885, 3043 _Lubrication................ 937, 2461, 2465 
Charging/Core Tools.............0.0.. BD 1Oe SMOpye seams eee 678, 719, 1563-1567, 1573 AirAdmittance...................06. 2722 Manifold Solenoid .................5. 2549 
Conveyor Systems...........00eee00. 2583 —Static-Dissipative .............. 156521572. All COCK >. sc ores eee 204 Manilla DAM rere ere eeetee ere 2571 
CUpSe eee eee eee 1065  ULPA (Ultra-Low Penetration Air)........ 1572) SAinGap Dialiiee 224. eeees eee 2906 Manual-Return............ 2542, 2546-2548 
Data Loggers.....2cssccceceeeeeeeees Sooo cUGGHE sans co eae ees 689, 1568-1569 Air Release..............eeeee eee eee 2908 = Media........... eee ee eee eeeeeee ees 2402 
Fishing Systems ...........eeeeeeuees 849 Wet/Dry Pickup............ 678, 1563-1567 Air Safety................ 2553, 2573-2574, MiniatureAir.................. 2547, 2553 
Gauges...... 570, 573-580, 2591, 3005, 3009 + Wet Pickup....... 719, 1565-1566; 1572-19739 ee cene pnene cen coe 2595, 2601, 2894 Miniature Ball............ 2553, 2850, 2861 
GUNKitS cere cc sa eet wee 2518 AW TaAK caeeecns 2573-2574, 2603, 2894 Miniature Solenoid................... 2549 
Hoses.......... 722, 1481, 1576, 2461, 2482, VACUUM PUMP Airflow Control....... 2548, 2550-2553, 2871  Mixing.................. 1844, 2727, 2745, 
Peron: 2607, 2610-2612, 2634-2636 Filters................... 2575-2576, 2581 Angle.............++++++2718, 2889, 2911 vtec eeeeeeeeeees « 2901, 2908-2909, 3043 
lifterseeere te ee ee 1065 Mufflers..........ccceeceeeueeeeeae O57 GAO MERen etanesen or eer: 2573-2574, 2894 | Moveable Gas Appliance.............. 2717 
MOORS eee t anette merce 37 Oils/Solvents......... 946, 1594, 2455-2457, Automatic Flush................ 2751-2753 Needle (See Needle Valves) 
Regulators cer eee te ee 585 dante sgt sctae sacs 2468, 2581, 2585, 3007 Back Pressure..............seeeeeee 2688 Nylon Lockout.............ssssseees 2553 
Relief Valves ........ 2574, 2584, 2895, 2908 RepairKits.............cceee cece ees 2580 Backflow Preventer........ 2627, 2656, 2694, Paint SprayGun..................05. 1626 
Sanders race he 7250692510 ti(‘“‘S™S™SCS™S™C;™*C*C* 2806, 2850, 2861-2862, 2889, Paint Sprayer.................sssaee 1628 
Switches ......... 290-291,570,3046,3104 WACUUMPUMPS, hae eee eens 2898-2900, 2903, 2905-2907 Palm Button-Actuated................ 2548 
OVSioMIS meee eee ee 9580 “1-Stage ..¢.cri. da sannsases: 946, 2581 _ Ball (See Ball Valves) Pedal......... 2946, 2548, 2727, 2743-2744 
TeSteGe ee ee a O19, 2°Stage oxecsic es oncsceee GAG 501.3007 - BallROllel.ieecssccas se ae octane 2547 ~‘Pilot-Actuated....... 2542-2545, 2547-2548, 
TancducerSince nanan ane 580 Air-Operated .............e000. D0 605 NBA El cases. seen sates oan aa 1140 sees seen ees 2990-2551, 2993, 2974-2979, 
TANSMIMERS es ncsnex peteencantent es Be se Comncive Gasereraieurelonr ena 2581  BedpanWasher............sssseeee, 77 |) 2873, 2890, 3017 
Wells gine cit cern 1140, 2463, 2551 Diaphragm...........00seeeeseeeees D578 BlasiCaDiehen Acene tenes toceee 2402 ~Piston................04. 2878, 2880-2881 
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PMIG\ee oor ce aie een: 2861, 2914 
Pneumatic-Actuated ....... 2542, 2547, 2572, 
nineteen 2871-2872, 2885, 3043 
Prhevmaticimltgeen.-necne retiree: 2547 
Pop-Safety..... 2571, 2573-2575, 2694, 2894 
PODDGL secs eerie sare 2475-2476, 2574 
PEGMINSE SPAY cas crn texts ¢ coun mss 2740 
Pressure-Reducing ......... 288, 2475, 2660, 
nea eee ane 2694, 2891-2892, 2908 
Pressure-Regulating............ 2553, 2571, 
heme ees cat 2574-2575, 2764, 2889-2893, 
Dee eae ee 3010, 3017, 3038 
Pressure-Relief......... 287-288, 563, 2471, 
eee 2475-2476, 2573-2574, 2584, 2603, 
ee ae: 2688, 2694, 2696, 2893-2895 
Push-to-Connect.......... 2461, 2552-2553, 
eR ee ere 2555, 2850-2851 
PVDF (Polyvinylidene Fluoride) Pipe ..... 2817 
Quick Exhaust....... 2547, 2552-2553, 2555 
adlatOGee sre crntente ance 2911, 2914, 3037 
Refrigerant.......... 3006, 3010, 3012, 3015, 
TO retreat 3017, 3019, 3094 
RGIGE coca etree 287-288, 2471, 2475-2476, 
Wee ere 2573-2574, 2584, 2603, 
Pa een 2694, 2696, 2893-2895 
ReSDihaile cee eee ee 1769-1770 
MEVGISINGEt te rece eerste 3092 
Roller Cam-Actuated................ 2048 
ROUGUEING te one e ee os eee cee 2745 
Saudleie wenmcueentar esr wen ncn 2913 
Sdlely seen ceee 287-288, 2471, 2475-2476, 
eee 2573-2574, 2584, 2603, 2694, 
eee 2696, 2863, 2893-2895, 3032 
SHOWON sae tence snes eare keene 2745 
SINE eee ae 2475, 2547 
SIGCVG ere es are ee eecan eras 2547 
Soap DISHENSE! sax avaucanana caiman 1496 
Solenoid (See Solenoid Valves) 
Splay GUMinnae. rece macme nacre cue. 1626 
Spring-Return............ 2042-2551, 2866, 
Se rr ee 2871, 2882, 2885 
Sprinkler CONMOl. ce scaccwiceaceadees 2764 
SIdCKING: een ae eae 2548-2550 
-S] 101 Uae a tree 2718, 2723, 2744, 2807, 2850 
StOpand: WASIG cy cceasss cueueey eens 2730 
DUMP PUMPueauenwe nts aoa can tea 2627 
SWING CHECK. < oinciwa aes 2898-2899 
Neal Pemrccr greene aera a 2893, 2895 
Tempering (See Tempering Valves) 
Therinal: ReWCF cs .csce sence nae ee 2694 
TREFMOSTATIG sa ee cans wae 1844, 2727, 2745, 
Sere eee re 2908-2909, 3019, 3037 
EG eer teres eveueten pects mre he reer eee 954 
NOGGIG wae ce ce ewer eee cues 2546-2548 
Toilet ..... 2751-2754, 2756-2757, 2760-2761 
LOL: cere tener es eer ene ere 2435 
NEGA reales est ema meen es 2546, 2548 
VOD See eee ce en eee oe 2745 
Tube to MNPT Shut-Off ............... 2850 
Tube Union Shut-Off ................. 2850 
Unloader ......... 287-288, 2574-2575, 2694 
Utah oe neers arte a ieemnere eee ee 2751-2753 
Vacuum Relief....... 2574, 2584, 2895, 2908 
NGI wate ee are 2661, 2688, 2908 
Water Heater............. 2862, 2893, 2895 
Water Pressure ...... 2660, 2890-2895, 3017 
Water Shut-Off............ 1013, 2718, 2723, 
eee ern 2744, 2807, 2850, 2869-2870 
Welding Gas Shut-Off ........... 2430-2431 
LONG ee een cen oes 3037, 3043 
VAN 
CTONGS acs omer eer area eee reece 1064 
SIGE BOXOS 3425 nese ences: 752 


VANE ANEMOMETERS .. . 543,571, 620-621 


VANES, 
PAIN rte raster tune eee ete wa 2672 
VAPOR BARRIERS............. 1099, 2677 


VARIABLE-FREQUENCY DRIVES. . . 153-157 


VCI (VOLATILE CORROSION INHIBITOR) 
PACKAGING SUPPLIES......... 1413-1414 


VECTOR DRIVES ................ 153-157 


VEGETABLE PEELERS............... 1452 
VEHICLE 
Accessory Replacement Plugs .......... 949 
Accident Report Kits .................. 963 
AGUS e Acree eean teen ate eter 966 
Alternator Harnesses................. 2055 
BackpiligniS eee ee eee 977 
Baltehy BOXGS:c% ws cece eee tee eee 924 
Battery Cable Connectors .......... 923-924 
Balteny CableSeue. aus eer rene ceuees on 923 
Battery Chargers..... 209, 667, 671, 925-929 
Baltery GlanpS s2ietseeceasreees mses 924 
Battery Service Tools.............. 921-924 
Battery TermindlS. 3 sdsacwesseae dees = 924 
Beverage Holders ............0000000 950 
Body Repair Materials........ 905-906, 2055 
Body Repair Tools ...... 827-828, 2511-2512 
Brake Bleed Kits ...............5. 919, 931 
CargovliqhiSi...cencsereamase 967-968, 979 
Charging CNS: sees ee eee 924 
COMINGS canoer eaten eee 907 
COVGIS7 ew cuen tect mem mane eee 948 
Dashboatd FanS:.<<.cesc4 seniaes 950, 2925 
Detailing Equipment ......... 908, 911, 1545 
Detailing Supplies............ 908-911, 922 
Diagnostic T00IS:.. 2.25000 ecu 920-921, 961 
Directional ArrowS..............2..00: 975 
DOCUMENT HOMES: <2si22eccccaseeees 950 
Doles rere eee eee eee 944 
Door Hardware...........ccceeeeeeee 2055 
DRIVING LIQNIS:= 22eetane cece 968-970, 975 
Emergency KIS 2... gesee eee ena eae es 965 
ERGING OUS ste ec eateee cee: 894-897, 900 
Exterior Lights........... 967-969, 971-973, 
Se ee oe eee 975-977, 1888 
Fol Secere eres era tera rae 950, 2925 
Fender COVGrS 2. ceecan dense ew anen vs 948 
RlAUS eee ce ee ave ee ee areas 950 
RIGOUIQHIS 22 e erences 493, 967-968 
POGIDIQNIS@ ee rete nace ene: 968 
GAGS ee eee ee eee 1128, 1969 
HOOGIPTODS 2 eerteete ae eect reece ates 916 
Inspection Forms/Labels.............++ 963 
INEROMLIGNIS ee eae eee 968, 979 
LAMPS ween 493, 497-504, 967-979, 1888 
LS ree ee ieee eee 943 
Light: Bats esse nee a 967, 974-975 
Lighting Power Cables...............4. 961 
Load Measuring Sticks ................ 950 
Maker Light 2 cciceesesaeee eee 976-978 
MIRFOUS tree ne nee ao et 948, 1913 
Mobile Phone Holders................. 950 
Navigation Systems...............2.55 949 
OIVEVAGUAIONS 2252 22.28 eee ee 918, 931, 946 
PoIES as cscs ces eater 906-907, 1606 
PedestalliLightS cee ae eee eae: 977 
Recovery Straps ........... 965, 1084, 1106 
Recovery WINCHES: can canwe nanan daun 1081 
RENGGWIS aceon ecm aan gene: een 978 
Rotating Mirror Beacons ............... 278 
Salers neces cae Sea ee nae nternen 965 
SCdRBCILPAUS tee ees ee .. 950 
DEA COVEIS: cariewtnn emer eigen tanec 948 
Service Grease Pumps........ 933-934, 2672 
SPOUIGHIS:.2 2326-22 - ea: 967-969, 971,975 
SlandS avant meseacineenas 941-942, 2466 
Slanler PWS acces caer erarm een: 897 
Starting System Testers............ 921-922 
Stop/Tail/Turn Lights.............. 975-978 
Testers..... 537-538, 626, 918-922, 961, 2462 
Tire Pressure Gauges. ............. 955-956 
WashiGontainerS vet eee eee sen eee: 950 
Warning Lights...... 967, 972-975, 977, 1888 
Warning Sounders.................055 966 
Water Cooler Racks............. 1825-1826 
Wheel GlainpSiact. aiceenc Hoenn e een: 957 
Windshield WiperS...........ccceeeees 947 
Wikre rnavene tamer nua 350, 929 
Wire Connectors .............0:: 961, 2055 
Wiring Harnesses, ..........000000000s 2055 
Worm LIGhiS:s cess ceeeeececes 967-969, 971 
VENDING MACHINES .......... 1494, 1830 
VENT 
BraGhGlSs nase renee Gane oes 3096 


CapS eer ors cries 2671, 2722, 2949, 3085, 
Pere eee eer rere 3087, 3096, 3103 
Dampers see eee eee ee 2938, 2942 
Enclosures, Wall Furnace.............. 3085 
EXtENSIOMINIIS 3-2 os eer ee eee 3087 
EXICNSIONS ec heme ee ere eee 3085 
HOOGS recs hee nae 2949, 2955, 3103 
Kits Medlehsa: ne cann ken acura 3085-3087 
PIDG ae rere tee eee 3085, 3096 
PIPG MANGES eva aotemieerentansen 3096 
Replacement Parts ..........seeeeue: 2571 
SUPPOMPAICSieee ee ts eee 3096 
NAIWGSie esc e nne eaanene 2661, 2688, 2908 
VENTILATION 
COMMONS: score sscecues 2928, 2944, 2946, 2949, 
. . 2968, 3023-3025, 3027-3028, 3030, 3034 
KISS ene eee 6 eee 1784-1785 
POI GS caer aries een cree ne 1007, 1820 
Smoke Tubes............. 1780, 2051, 3029 
Temperature Controls ........... 2928, 2968, 
Ca aracmrena 3023-3025, 3028, 3030, 3034 
VENTILATOR 
AUADUCNS: ea taieaneesameicnes wanaeerer es 2945 
BAaSGAGAPICNS: 2: vcuceescas ck cewmann’ 2956 
BIRUSCRCGNS sce en es eetigsece 2939 
Clean-Out Port Kits .................. 2962 
ConinelSo cent een cuss eee 2944, 2949 
Dampers: . ces cea cows 2938-2939, 2943, 2945 
Grease Collector Boxes............... 2962 
HINGEIKIES ance eee te eee 2962 
Replacement Parts ................85 2944 
ROOWGUNDS scorecard cseuern ear 2962-2963 
Speed Controls ........... 2944, 2946, 2949 
VENTILATORS, 
(See Also Air Circulators, Blowers, and Fans) 
AUG Serene cancun oem nares nae 2968 
AULOMIANG rece ee ene 2968 
BX ldlicn ees racten see 2940, 2961, 2964-2966 
BatnrOOM: ce cca eens 2942-2945, 2947-2948 
Belt-Drive........... 2940-2941, 2952-2956, 
Pee re ere 2958-2962, 2964-2966 
Gabiniel ascent e ces ee eee 2944-2945 
GelliGeraeee case: 2942-2945, 2947-2948 
Genwiligal, tatsacsseeecee 2952-2960, 2962 
Confined Space: -.2aecc.aesec.< 1784-1785 
Ditect=DIWG.< ec ccccce ean ccewnes 2941, 2952, 
re Cree 2954-2957, 2960-2961 
Downblast.......... 2957-2961, 2964-2965 
ExiausStcee es 1785, 2928, 2933, 2941, 
eT Cae ree 2943-2945, 2947-2948, 
ae re ere 2952-2961, 2964-2966 
Exhaust/Supply ........... 2931, 2935, 2965 
RILGKEC SUPDIV een sac cee eens: 2962 
FOUNGAIGN atc cawn ce eee eee 2948 
Gable-WOUNt senses cae ee 2968 
High-Pressure ..............005 2952-2953 
NEM c ean eae tee ee eee 2944-2945 
KitGHEN ee ee: 1465, 2944, 2947-2948, 
ee Re re re! 2952-2960, 2962 
Power Roof ..... 2952-2962, 2964-2966, 2968 
Restroom.........05 2942-2945, 2947-2948 
Reversiblesccee eee na nee cee aaee 2965 
Roof-Mount..... 2952-2962, 2964-2966, 2968 
Smoke Evacuation...........ceeeeaae 2966 


Speed-Controllable .. . 2954-2955, 2957, 2961 
Supply .. . .2940-2941, 2961-2962, 2964-2965 


MUNDIHG ae cere cece ea: 2968 
UpblaStiteeeaacmaees 2952-2956, 2960, 2966 
Wall-Mount .............0, 2944, 2947-2948, 
See hie aoe ee aaa 2954-2956, 2961-2962 
VENTS, 
Allee eee 2463-2464, 2551, 2722, 2901, 
Denon ee 2908, 3037, 3087, 3102 
RULGMAUGeeeere re ee ee ee eee 2908 
DEW Saletye teres ettocete eee teee 1140 
EMM AUS cae ie eae nie eon 1624, 2965 
Expansion Tank All. cc... ose en ocean 2661 
PillGheeoeeeer cet: 2463-2464, 2551, 3102 
FUINGCC ee nso ae sarees ee 3096 
Gas Appliance ................. 2715, 3096 
GOAIDOK ca reeee outer ee ncanee 2464 
GhaviViescemcnuecen ream erteccoe cs 2965 
HEGUCh eens ieee ae 3086-3087 
HOU Wale coe cat titra tere ermaatc: 2908 


Get back on the job even faster now with grainger.com/repairparts 


MYGrOniG RaGiatON icc sce es eee ce ee es 3037 
MannGles ener eee core coer 1784-1785 
Peitochemigal cca. ee nce anceeen a 1783 
Pressure-Relief...... 1140, 2463-2464, 2551 
Protected iPaliiteeassae eens eee eee 2464 
RaglalOle ee tan nee eee 3037 
ROOI eet caeacrne vo ieee een eae 2965 
Sad lee eae eee ils 1784-1785 
SDrayBOOWN cece ae eare ce ae ene 1624 
Steam ConvectOr.........cccceeseeas 3037 
Steal Radlawh asocncce tacnce een nees 3037 
SUDPIGe ete eee cee 2965 
El eee ee err peer eee ne! 2661 
CIB GAS eect ee eon ney: 3096 
WaGUUMM i. seve ee 1140, 2463, 2551 
Walllmnct ceric cee ena cea mene 3102 
Water Heater........ 2715-2716, 3096, 3103 
VENTURI BLOWERS ................ 1783 
VERNIERS .............. 2325, 2328-2329 
VERTICAL 
FOS oneness 2925, 2929-2935, 2940 
File Cabinets/Systems................ 1344 
GHIGGISiee cee ee eee eee 2506 
Milling MaGhiN@S:: <.c0% cccs cee<ceeaas 2344 
ROGSser son eee ee ee 1993-1996 
VEST COOLING INSERTS ............ 1828 
VESTS, 
COOUNG acerca amen meroren eine 1828 
EMS (Emergency Medical Services) ..... 1905 
Evaporative Cooling...............00 1828 
Flame-Resistant .........ccceeeuuues 1828 
HEdO een eet sane nee eres 685 
High-Visibility.............. 965, 1724-1725, 
Seco el rcralyh Steerer ate cae tates 1810, 1828, 1905 
Incident Command............000000s 1905 
Lifeteiniceenette tee eer ete 1808-1810 
PUDIIG Sale ve.s carer saercseme en ae 1905 
Respiratory Cooling.................. 1828 
SdlGh: seca toa 1724-1725, 1828, 1905 
SEMIMMACG en acorn er saat eee 1478 
MGAMIGS sae te ene 965, 1724-1725, 1905 
VGA CONNECTORS .............. 360-361 
WAL Fe sn cae es ae 657, 660 
VIBRATION 
Absorbers ...... 1222-1223, 2198-2200, 3013 
DatLOQgeise: -aeanncers ee eras 568, 593 
Isolators....... 1221-1223, 2983, 2986, 3099 
Meter AccessorieS.........ccccuuuuuae sy 
NIGIEIS. canna aoe ene ene 557, 568 
SANSOIS savceeauc ie umemacaaree ee creme 174 
SWHERES cane career nee eae 174 
VIBRATOR 
FIeXIDIG ORANG. 6.0 etc ewes we acarclewn ce 149 
HAUS ee ee eee nee 149 
MOLOESmnes ecient: 36 
VIBRATORS, 
12VDG Geo cee eet eee 149 
Bi ae ne tha ea a eto 149-152 
CONGICIES.} aata eee aes 148-149, 670 
EIGG MIG eee eae aan 148-149, 151 
RONAN Gx csacees crete etreuanientnit 150 
LADOlAlOINIRs er tee eee eee eee 150 
PHEUMNGHG 2 cca weeacceen sete eee 149-152 
VIDEO 
Cable Connectors...........0.0005 355-356 
GCavleSee eee ee 351, 358-360 
CONVCHIEISH aa cement ee es 358 
Inspection Systems........... 543, 616-617, 
De ren 672, 684, 866 
NONIOS Sanctus eee 866, 2022, 2050 
RECOMIEIS a2c2- coees 2045-2046, 2048-2049 
SCOICIS rac eichett ce eeatace ewes e ee ee 358 
VIDEO CABLE ADAPTERS......... 360-361 
1-95 
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VIDEO SURVEILLANCE PaMelACADICIS ees cee ten cscs 293,357 WALKBOARDS........... 1028, 1040,1043 HDMI (High-Definition Multimedia Interface) 
Gable Adapters <.2..25.2s eects ce 86) PANES ss cain wcanccesecaneemennanmn es areal sent NCnN UNDOING nit Ger are rere era tre: 360 
CanleS ne camino etter mcr enn 2020 | Patch GOnS 7 nee aces ee cee wees 354,362 WALKIE-TALKIES ............. 2974-0027 LOCKOME an oc nce eraaenccen cian 330 
GanletaSsee eee D045 2040 weUOS rai esutie irae iineneternr 355 Nyloticeete ance ese ener saree 328 
MOHiG(S aac ice 2045, 2050 Power Distribution Units............... 353 WALL Receptacle.......... 304, 308-309, 328, 338 
SIGNS eereetd ae ccrcee denvern era 1924 RacewaysS ..........seeeeee eens 304-307 Air Conditioners............ceecceees 999) SCCUNIY ace vcnsetn crew cece enien ens 328 
SVSlCMIS arts ere eee 2045 AAGKS ie naa ecrnrn ite nace aint 353-354, 357 Block DeodorizerS .........ecececcuce 1505 Stainless Ste@l. os ..c eee toca es 328, 355 
Video Recorders........... 2045, 2048-2049 Surface Boxes........... 304-307, 355-356 Block Dispensers...........seseeeees 4505 . SWIM Gn canawnn ans 259-260, 262, 304, 306, 
BURGE RTORCGIONS teat nc a 403 Brackets, Datacom .............-. GElyey i) | hue geanens s20nue aoa: 308-309, 328, 330 
VIDEOS, [ogee 303, 307, 318, 345, 347, 362-366, Calendars.............ecceee. 1360-1371 _ lalpel-ResiStaitt. 2.0 sence e ce. oe 328 
TWaningss ee eee eek 775emce ee 381-382, 384, 389, 407,671, Cans. oo... cece eee e ees 2949, 3087, 3103 Telephone ....................4, 328, 355 
ee eee 678, 817, 839, 844-848, 853, Cases, Air Conditioner........... 2992-2993 Thermostat ......... 3020-3021, 3027-3028 
VIEWERS, teen 895, 859, 924, 1089 Cases, PTAC......00ccceseceueeeeees DOG). MMBR acne stones annem ceca 421 
Door eee eee eee 2005 Wall Plates.................. 328, 355,360 Charts, Safety ............ 1709, 1941-1942 VideO........c seen 360 
Wire Verification Tools......... 362-365,565 Ciocks.............. cece eee qo7aeie7s.. Molee/Ddta.. wens eae as 328, 355, 360 
VINYL WET BIOCKS ic c)cnt seu cha isuineeaimas te 355 Collars... ....- cc eeccceceeeey 2934, 3096 | Weatherproof............ 309-310, 328, 340 
GIBANGIS er tasece nae oe 910, 1519 GGMemGUard Sacecn peaiespaieuetnat es ene 2006 
PROVCCUNIS 27. Site mtoaioem ies ular 909-910 VOICE/DATA CABLE CURAMIMAGKS 7 cass casans a emus 1121 WALL SLEEVES, 
Carlen ee eee 9939  Channels...... 304-307, 404-405, 1131, 1338 Dampers .........ceeeeeeeeees 9938-2939 ~—- Air Conditioner................. 2992-2993 
CIPS necv ana san 303-304, 317-318, 410, 1338 Ducting Kits............seeeeeeeeees DAGi) DaseDOdGlMeAteh teva ean iia wet 3090 
VINYL RUBBER .................... Peri) UIT inners aeonern coon aac 293,303 Fan Replacement Parts..............- oo4q Neal PUMP: tccnccnts ane eesnenecean 2992 
Duct BracketS .........cccsceseeeeees 293 FileHangers..................2..... 135g Heater.............0000, 3073-3074, 3090 
VISCOMETERS & REFERENCE STANDARDS Duct Caps ............-ssseeeeeeeees 296 EDS art ees 1350, 1358 
Panay Sacre ceare i Arsety ey eie eerie a Sire ee clare 651  DuctCovers..............+.+.+++++++303 Furnaces & Furnace Vent Enclosures ....3085  WALLBOARD 
DUCUEIDOWS 2s science k eeaa nies 293 Guard End Caps GOMmieiS 2-3. 2 TG Mee MGMOL Gm cnet chee seeeeee ten: 2169-2170 
VISE DUCT EXUCNSIONS areiiva duane cen eanenn 293 Guard Rails .... ec cc cccccccccccccc. D006 OdWS tases esarswar cus cue meses 886, 889 
DUCUPIAIGS sere c eee eee eee eee 308 
BaSGSiee acinar meee wan etna arama ao 833 GUAdS oa cee oan cee ton 2006 
HanGIES sone se ou ctus owen ouees cake 934g  DuctTees.............ceeeeeeeee ees 293) HOOKS. < css cu cc ccanaa cous 1329, 1331-1332 WALLPAPER 
NWS oA eee eee 833, 2346 Grommets ............ +06. 318, 1338, 1884 Hydrants oo... . 000s eeeeeeeaeeees 9912 Adhesives ............cceseee. 1622, 2228 
Mounting Brackets ..............0000. g32_ Marking Labels .............s.ssss0s 369 Kits, Wire Partition..........0.., TES os = EAIIER eae cotseaote faves sosaue 1622 
Parallels. ....c..cccceceecececeeeees 9309 ‘Marking Tape.................05. OT, 210 SIMONS fae. shee a 1592, GREMOVEIS) 0p c nese eee see 889, 1622 
Replacement Parts ...........00ee000- g33 Pullers... sees eeee esse eeeeen es 847-848 Organizers........... PTET eb (PS UGE ceau ore sneseduccsneaaso: 889, 1622 
Sande 9359 ‘Tray Brackets................+04. S070) mPaintse, cassie au tescea. 1595-1599 
WorkStopS ........cceseecseeeseees meg WCU Seat ou. Sues ag ste ys ate. UGS ee I cae ter ene 889, 1597, 1633 WALLS, 
Tray Supports. .........seseeeeeee eens BUF POCKGIS sven cine 1350,1958° CANOPY. ssa .aayesepeeseseacee sven 980 
VISES, Tray Washers..........+sseeeeeeeeees 307 Racks.........-200: 1331, 1359, 1525,1547 CUAL sien cc veces cectinv rs soece 1121, 2410 
Angle... .cccccccececceceeeeees 834, 2346 (WAYS... .s eee eee eee 293,307 —Receptacles.......... 930-999 996:040 942 ModUlaN scascccccses cess essa 1311-1312 
Bench. .......ccccceccececes 831-833, 874 Wha... see seen eee eee eee 406-407 Registers..........00.eeeseees 3076, 3085 ae Se ee ee 980 
- SdleSecnacin sees een en ene: 1968 Al coe nee nn eee nae aae aes 1332 
Combination, LLL gg NOWGE/OATA CABLES Screens oe 1121, 1353 
Cross Slide... ... cc ccecccccccccccee, Doig abe oe see 348, 350, 352, 394, 357, 361-362 Shalves . 6... eee eee 1250, 2760-2761 WANDS, 
rill PRESS -oec oe eceeceeen 9346 SPEOKEIS ween: sane sent eee 2039-2040 Compressed Air Sprayer.............. 1002 
ENGINGGRSteacrsaaace as emae” 831, 874 VOLLEYBALL EQUIPMENT........... 1478 SPONGES sr cee eee cern 162205 MaKINGeeeers sete cee re sens eae 1611 
Blaise eee ne eae ees 9346 SLODS cea ee ee ae 2003-2004 PaintSprayer.............00ceeeeeee 1611 
Machinist's ....... 831-833, 874, 2318, 2346 VOLTAGE SWITCHIKGVS 2a cess tsecennr en once ar 330 Pressure Washer.............5. 1591-1592 
Mechanic's ..........ccceccecee. 931-932  Calibrators..........::sseeeeeeeenees 562 SwitchTimers................e-- ANGA2 ns SAIC ee eee 1906 
Milling ......cccseeseeeeeeeeues 833, 2346  DataLoggers................ 938,551-552  Switches........... 167, 329-330, 333,419, Shower Spray ..........c.ccceeeeues 1824 
Bite ee 9343 Detector Extension Handles............. rer ee 465-468, 2922, 2929, 2949  Sprayer....... 1002, 1591-1592, 1611, 3011 
Pipe soeeeyorera nee one 831-832, 874 Detector Ground Shields............... 547 Thermostats......... 2995, 3020-3025, 3028, | VacuumCleaner................ 1564-1565, 
Portable. .......eecceeceeuee 831-832, 874 Detector Kits............ DORON, DAGON; uectcimasnindsGase toatne: BOW eSU2/ G00 50 ee siren eee eaten 1570, 1572, 1575 
Quick-Release......-.ceccecceccecee OY eee 901-952,564 Thickness Testers .............eeeuees 569 Watering ........c.ccseeeeuees 1014, 1016 
Reversible-JaW ......ccccecccecccece. 93,  Detectors........... 936-538, 540, 544-547, ThimbleS..........cccccceeeeeeeees 3087 Wet/DryVacuum.......... 1564-1565, 1575 
Rotating-JaW........sseeeeeeeess 831-832 0 tte tetas 991-952, 594, 857, 885, 1711 Urn Ashtrays ........ cc ccc e seca eas 1552 
Swivel-Base...........cce0. 831-833, 2346 Event Recorders ..................05. Jolly) Ventiktors sat: anc snce 2944, 2947-2948, WARDROBE 
TOOINAKERS am 9346 HotSticks .................0. SAT GL a et ere seem ricceee 2954-2955, 2961-2962  Cabinets........ 1267-1270, 1272-1275, 1337 
Tradesman........seeeeeeees 831,833,874 Markers...........sssseeseseesenes SUS DOVENIS secon vise noite iets ces S102 "Lockers... oes pe ess vse: 1253-1262 
Utility Workshop............seeee. 831,833  Monitors........ 936-538, 544, 591-552, 3031 =WashingKitS..........e.ecceeeeeees 1532 
Vacuum-Base .............eeee eg 939-933 Recorders ..........ssseeeeeeees 951-552 WAREHOUSE 
WEIdINGg: se eee ee 9496  Regulators.......... 205, 208, 213-214, 353 WALL HEATER Casters. .....cccccccccccccces. 1195-1214 
Woodworker's .........s0.00. 832-833, 886 Sensor Relays .............ssssesees Cet Frames na saueneen reac 3073-3074 DOOrS......-.e0eseseaees 1120-1121, 1123 
WoKGry eee eaten et mens g74_—lester Cases ............ 937, 539, 548-549 Mounts............. 3073-3074, 3077-3078 Ladders . . . 1034-1039, 1041-1042, 1047-1049 
TeStelSince- 3 936-547, 551-552, 556, 558, Lighting Fixtures ...........-. 422, 438-439, 
WISTOR ee 562, 607,921,1711 WALL HEATERS.......... 2994-2995, 3069, ............5. 442-443, 445-448, 451-452 
Badges. ......sccseseaseceeceaees 4979 «*WaCers.. 1... sess OM O04 see desidaniusen 3072-3075, 3077-3079, 3087 
BVeWedlo mote sats testes an 1650 yorTMETERS WARMERS, 
igus ee eee ee 1917, 1924 5 WALL MOUNTS, FOOL eee eee eee 1642 
Wristbands. ........cccccccccceeeees 1970 AMalog..........seeeee, 939, 544,547,559 Flat-Panel Monitor.................-. 2023 Hand .... csc cececceeseeeeeees 685, 1642 
DC ......... 225-226, 536-538, 544,551,559 Heater......... 8070 9073-3074, 4077-2078) Plate) c.c eee cee eee 1445 
VISORS, Digital cs scene 225-226, 536-544, 546-547, Shower ...... ccc ccccccccccccccces 2744 
Faceshield............... 1639,1709,1715 tists Jol#992,000,000,002,007 Speaker ......c.0ceescosesecvaness 2023 WARMING CABINET REPLACEMENT PARTS 
Thermal Imager.........ssseeeeeeeess 614 Panel-Mount................ 220-200, 0095 WV ok eh aneaseeseeeee thine 0G mmc re ee ae ee 1461 
VITON RUBBER .................... 2204  WORTEX WALL PACKS, WARMING CABINETS, 
MIXErS 06.0... eee cece ee eee eee es 648 Lighting Fixture..............000, 452-455 Healthcare..........sssceececceeeees 638 
VOICE/DATA Tube Compressed Air Coolers .......... 2583 
BIANKS .... ccc cccccccccccccces. 304, 356 NGS g sostoumaeenberdccueesa oaoe 2983 WALL PLATES, WARNING 
Boxes....... 305-308, 311-312, 320, 355-356 UATTTUTIA ULES sear ete eraser re 309-310; 8280) Flags rece teenie nee cates 950, 1907 
CanINGtSio rene a meee ees 353-354, 357 AUGIOVIGEO ane ane ame aereee SOU NOMS? pace ceemetirs’ 966, 1885-1886, 2052 
Connectors.......... 293, 307, 351, 355-356, [A IG Blank. ee 309, 328,356 Labels.............. 369, 1937, 1939-1940 
Me eer cy 358, 360, 376, 389 BldSS) coc eases O26 CEIQUISscasas ees 276-200) O67, U0: 972-970, 
Duct-Mounting Clips .............. +... 303 WADERS Tag Cable Palliway caer octane ees (B84 9 esteee. 1175, 1230, 1885-1888, 1909, 2052 
Equipment Brackets ...... 306,317-318,405 Combination. ..............0..0 0, 308,328 PadS........ 0 eee eee eee eee 1904, 2036 
Faceplates senna 304, 306, 328, 355-356, 360 WAGONS 1167 1171 Damper Pantene oe ogee ee ie Cua ee ea 3101 Signs i 1126, 1922, 1924 
Grid Wire Fasteners..........ceceecece AG mnnee Cueh i a Electrical... 304, 307-310, 328, 330, 338,356  SIN6NS ....2.2e0e%es cvenese save sven 1885 
ACG sae eee 355-356, 360 i Flat-Panel Monitor/Video.............. 2023 © “SpeakelS vaccn ess sseceecs se 1885, 2052 
QUIEEFFAMES oc. ceccceere sane emur ss 356 sie pe anieaae aie 1120-1121, 1451 GFCI (Ground Fault) ............seee0e. S20 SIAKESe a auee een eeeen ae 1912 
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WOQGiceeineeertsccues 1900-1903, 1907 WASHROOM (SEE RESTROOM) SOMCHENS wha leaner ewer mnee es 2702 
WHIP MOUNTS ccan mac cmaanaut acca 950 Spray Guns ......... 1525, 1591, 2518, 3011 
WiIDSiecmemaceee cen eaters serene 950 WASP SPRAY...................... 1023) eSONINKIONS area es ee et 1012 
Storage Tanks ....... 1137, 2656, 2661, 2715 
WASH WASTE Supply Shut-Off Wrenches........ 2751, 2764 
Boitlegees eee atte eee ee 654 fan Bases eee 1553 Supply Stops .. . 2718, 2723, 2744, 2807, 2850 
ClO Scien praeerannrcc morn eeananiets 1472 Can Covers/Lids........... 1552, 1554-1556 | System Pumps....... 2638-2639, 2643, 2646, 
Dipping Baskets ee ee ee ee 1297 Container Dollies aaa Ee EER Ean 1556 oe .2650, 2652-2654, 2661 -2662, 2691, 2701 
Hoses..... 1593-1594, 1824, 2606, 2743, 2909 (Container Panels...........ececcecee 1553 System Treatments ............. 2702, 2998 
StatlouS nce eae ace 1824, 1839, 1841-1 844, Disposer SWITGhRSHe eee 2732 MOSURIS eenccten na eens Maat 578, 627-628, 
sence eee eee eee 2726-2727, 2729 DISDOSGISit ae ee eee en eon Deka pein deena Oo l=Ooeo, Iau, 20Ue 
TOWEIS ... 0. ese e sees cece seen eens VAT2 Labels... 20... cecce cs eee sees 1405, 1937 Strips ........ Lies a ple 
imers.......... , 418, -2659, 
WASH, Oil Evacuation Packages............... 931 Waliyslenieis ee 9653 
BOQUGe cnet ene eee ae 1496-1498 WASTE CONTAINERS ..... 2 
‘i ee ee eG WASTE CONTAINERS 1485, 1552-1558 WATER COOLER 
WASTEBASKETS ..... 950, 1485, 1552-1558 Cup Dispensers................ 1826, 2721 
WASHDOWN Glass /Fillel KitSis.cne-5 enc eee cere 2719 
BegnINQS ee eemes te rae 133, 136-137,143 WASTEWATER see GUPS 0... cece eee eens Hele 
Casters........ 1195, 1197, 1202, 1204-1205 AGKS: bet ecauec erm sesame - 
Heaters ooeo vee ceseeseceseseevee TG ceva ee “Replacement Parts «stvculsvvan 2719, 2721 
Moter'Conigis: -ce.caesee, cece ee 158-159 — Control Boxes/PanelS................. 9655 Temperature Controls ..........0e cues 3019 
WGEOIS See vrarcereeeereerreeens cere eer renee 31-33 
itr ener kate 2640,2691 Testers nL bay-60g WATER COOLERS, 
SCdlGGe na eae eee 1428-1430, 1455 Pumps .. . 1824, 1865, 2619, 2621, 2623-2626, ADA-Compliant ................ 2719-2720 
Sprayers ... 1000-1001, 2739-2740, 2748-2749 2632-2633, 2637, 2646-2647, 2649, DOHIGd Wael c.veckeercaceheeemannd 2721 
SIAUGNS cere areata ee ee 2743,2909 2661-2662, 2665, 2667, 2689, 2695 FI@@SIANGING . ccc cctetacccean ds 2720-2721 
SamplerS......cssccseecceceeeeeeces 633 WaMds-Free ...... eee ee eee eee e ees 2720 
WASHER MOP ANGGGI so dccsueceaesecas 2720-2721 
ASSORUMENIS: cutee oe ena ion nce 2087 WATCHDOGTIMERS............. 999-909 JOUSIIC ccc aau accu adereemers 1825-1826 
HOSES sea taeie nargs cee wranee ne 1593-1594 Vandal-Resistant.............000eeee 2720 
SIM Scacerts em rnio cue cue ansate. 2180 WATCHES, Wall-MOUM .s:ccncnsaaunwerenanns 2719-2720 
WASHERS, SUL) senne cota: baisopbn sine .adae 582 WATER FILTER 
Air Quick-Connect...............000) 2531 WATCHMAKER'S LOUPES........... Pa E |) sub oca ge boecch one! cog emeances: 2711 
Battery Terminal ..........cccceueaees 924 Cartridge Elements ..........000eeees 2641 
BeVGlGUl eee ece tmene eee 2093, 2096 WATER rl ae 635, 2703-2710, pie a 
BONdedtanec cee eae anne aes neers 2091 eplacement Parts .........0005 - 
Bay are ee IONS pane) eee eee taasy GORENG cc 2702-2707, 3003-3004 
Calle tay iacaava waren ammucan 307 pans 640 
GHANNEl eset ares eee oe ee eee ies: 316 Bladders 1804 WATER FILTERS........... 635, 2639, 2694, 
Clothesaeeen eee eee 460° Baie Fife) oouopabae= 2702-2706, 2709, 2719, 3003-3004 
Cold Water Pressure... 1887-1890 Bote Holdets «sss cscs 1798 
Conical i 2096 Bottles FN eR eto: 633 654 1137 1444 WATER HEATER 
COUNTEISUN Ki crema ena dened: 2096 Baas a eri Alarins/SHUOWS; -cccec..cceen tea 874, 2679 
GUSRIGRING: ce eee eee ia 2091 Chlorinating Pumps................0- 2688 Connectors.......... 2716-2717, 2806, 3096 
EXTGMmal MOOR coe cc neek nt cece ncetats 2094 Circulators.......... 9643. 2657. 2659-2660 Controls. . ve 416, 418, 2658, 3025, 3030, 3033 
FONGE! iccmacsn evened 2087-2088, 2091-2092 Containers... "1137. 1297 1533 Descaler Kiera ern ere Aenean 3012 
RINISHING’ crea ee ctee rca, 2096-2097 Sei ionizer ' ie 635 Drain auSeecer ae etre emcren ee: 2716 
Flat ...2055, 2087-2093, 2096-2097, 2197, 2317 Detectors................. 874. 2679. 3092 EIRMGNIS er wean encr see eciad 2713 
GandeniHOSEcanaivenmemrerncnaat 1013 Discharge Hoses .......... 1817-181 3 "0606 MUGS apt easte oe eer necator 2801-2802 
Ghad OS racaccenae uncer oe 20902098 9634-2637 2691 Replacement PARIS: ate oe aaccern nae ets 2716 
MIGH-GOlldieege: cee eee eter 2095 Dispenser Replacement Parts......... 9791 Scale Inhibitors ................ 2707, 3012 
Hot Water Pressure ............. 1590, 3011 Dispensers... . . 1137, 2721. 2732. 3002. 3004 OIANUS Seercreae eer een er eae nena: 2716 
intemal WG niece cee ets 2094 Expansion Tanks . .. a ie i | 9661. 9717 SWAPS «0 esse eee eee eee 2716 
Laboratory Glassware ...........0000es 641 Fountain Bubblers.............. 9719, 9731 TANKS cence anemone met: 2715, 2717 
LOGK canceeess 2055, 2087, 2092-2095, 2097 Fountains................ 9718-2720, 9731 Thermostats ee ee ee 3033 
MGIC ete eee: 2089-2096 tammerArestors.................. 9913 TIMErS..... 0. ss eee eee eeeee ee ee eens 418 
Military Specification................. 2089 Heat Exchangers ......0ssseseeeeeeee 3039 WAIVGS aera tance caer 2862, 2893, 2895 
Pants ee ee eta ee ee ae 938-939 Jetters........... ccc cc ccceeeee, 863-864 VGNIS eee 2715-2716, 3096, 3103 
PlaStG PISGyc oe erste ay ae re eae 2723 
Polyetylene PPE ooo ee 2723 Level COMtOIS sss ses. scoss.- +3099 WATER HEATERS 
Pressure .........5. 1578; 1587-1990; 2011 fe vaitostors EEL op) beeps sbeotet 1824, 2712-2716, 3063-3065 
REdUCING. «1... eee eset nent tere ees 315 Line Installation Kits .............00. 2718 
Retaining. ..... 1.0... sess ee ee eee ee 2085 Meter KeyS........0..000. 1009, 2751, 2764 WATER HOSE 
RWGE eee ee eee eee 2135 Meters...........-. 2682 9684-2695, 2687 ASS@MDIIGS occa cianeva a es 2606, 2634-2635 
UBD GE PING 2) ecu tree amaiu saiece ann 2723 Mister Rings.............. mee y) 916-2917 CapSwe etm ane re  ee 1818 
SAE Flat... .2087-2088, 2090-2091, 2093, 2317 Noles 1014. 1818-1819. 2743 2909 Connectors.......... 1013, 1521, 2764, 2806 
Bealls ere cumnteg see steak B22 2001 presence | ees "576 Reels... ..1016, 1818, 2523-2525, 2527-2529 
Sp EOGK 2 aes cee core 2087, 2094-2095 Pressure Boosters......... 2633. 2642-2645 RGUGIGKIS Sctenee tects te nt cigte a 1013 
PEIN Rewer ras eenec ic ecg eee cet Ae 9648-2653 9691 NaI GS rat crawmtrniaan sa macnn anna 1013 
SUUgles. neces oe 316, 2096 ‘i 
Stainless Steel........ 2088-2091, 2093-2094 presewrecRedveingVahi@e nn WATER HOSES 
SIUGIW al: oe eeivenee ete aaee es 2090,2008 987-288. 2660, 2891-2892 °""" 1015-1016, 1521, 1593-1594, 1817-1818, 
Thicker Flat......... 2089-2090, 2092, 2096 praccure Switches... eee 5g7-999 +++ + 2420, 2435, 2529, 2604-2606, 2634-2637, 
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PONS icnvaeccencwendoteneaass 2G2A 2901 a a sun neers 2400, 2424, 2618, 3095 Lighting Fixture......... #52; 00-08) 2003s OPEdKel eta uuace ern hun 349-350 
Allilvpannenaonentennonnerascendar 1623 Cages... . 1229-1230, 1262, 1314-1315, 1451 «Oiler... cece cence eee es 2463 Sprinkler ...............seeeeeee 349-350 
Gasket Installation Tools .............. 2206: ~~ GaltS secon sae sk 849, 1155-1157, 1161-1162, olainiess Steél. .......25.. 1094, 2191, 2415 
GaSkGISir eas ete eee: 22069 keen 1167, 1171-1172, 1347, 1349 WIRE MANAGEMENT Siecle ee 1010, 1094, 2191 
Mane Sreprcete ete ena cannes 2018 Clamps.......... 318, 392, 1059, 2078, 2420 + Brackets............ 293, 904, 317-319, 405 TREN icccnscncwsncnsaens een seuwenas 344 
Heat/Cool Units ............0008 2990-2991 Connector Handles .............eeeees 924 Cable Organizers........ 254-404-405 diol WENMOGOUBIES aes nus su eee 230-231 
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GlAINGlS carte ake cern eh chien ana 2055  GOntainels: <5... 4.¢eee cence 1299,1301 Clips...... 303-307, 317-318, 410, 1338, 2618 Welding................. 2415, 2419, 2432 
SUIdDEIS 20a) pene ee 887-888, 1551 Crimping Ferrules ...............0.008 296  CONGUID ick aew ck nceaeatears 320-322, 324 
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WINDOW CLEANING Device Levelers.....ccccceccccccccccr Bi? JGhOMMEIS once erees eee eee SOONG MICE sre atte ee ee eee eee 1354 
BRISHES Xone ee eae ate eens 1532,1543 Device Retainers................. 276,347 “MAMESSES. 62 acnlceotre cen seme OG 2055. MONILOIS ctncenuracutee sake uce ven cutee 600 
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WIPERS, PUGS es eGe renee cen oee Neem. G47-B48) HOOKS: hia ates ested cea inns 1084° “Screws. nace. 1476, 2097, 2108-2110 
leaning......... 1,911, 1490-1492, 1494, | Pulling Lubricants.......... 849, 2438-2440  Lubricants............... 2438-2439, 2441 
: a a ’ ens i o u faa ae ee Racks......... 1155-1156, 1240, 1246-1248, Pulley Blocks.................. 1084,1090 WOODRUFF KEYS.................. 2177 
Cleanroom.......cccecceccecces 661,1492 sete tee eee 1307, 1347, 1521-1522, 1605 = PulleyS........cceseeeeeeeeees 1090, 1123 
Cloth .. .908, 911, 1492, 1518, 1535-1536, 1538 Reel Caddies.................4, G49 WG%o SHAGKIGS 0). nein astn ween oom ge 1067 WOODWORKER'S VISES...... 832-833, 886 
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WORK 
BENS ren ae 755, 757, 859, 1592 
Centers ......... 743, 749, 1149, 1169-1170, 
Teeny ee ere a eer eye 1263, 1316-1326 
LIGHIS eos cava 396-397, 451, 493, 516-522, 
Sete eames 670, 672, 674, 680, 689, 691, 693, 
... 154, 967-969, 971, 979, 1320-1321, 2359 
Positioners.......... 1175, 1177-1183, 2424 
SLANG OWES nape eaten ae 1113, 2351 
Sta Sin eee 1031, 1048, 1169, 1181-1182, 
Perr Terre 1323-1324, 1326, 2425 
SIGGS anes Sere acermaa eres 2346 
SUNAGESe pe tee ere 1276, 1337 
WORK PLATFORM 
Components......... 1028, 1035, 1040-1041, 
ee eee 1043-1044, 1048, 1312-1313 
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Computer.............00. 1328, 1338, 1343 
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Machine RampS:¢ eevee. scene fon aen: 1417 
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WRAP, 

Bubble-Padded .............005 1401, 1412 
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WRENCH 
Handles: acne 768-769, 771-772, 794 
RdGKS sae oe oan amen ee eee nae 745 
Replacement Parts .........ceceeeeees 867 
ROlISeee orem eae reece ena 755 
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AGhdlOleewe seers eee ee: 2750 
Air Conditioner...............00. 788, 3010 
Ain lMpaGhene. were eons: 2502-2503 
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Challis eee eee 861, 867 
COMDINAVON ceeds ede eee a ee 758, 765, 
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HOM eee ie 805-807, 856, 861, 863, 867 
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IGHITION: Sarees ceceiee svete can ns 917 
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785, 787-788, 790-794, 796, 
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790-793, 796, 861, 917, 


Valve Replacement Motors 


a 769, 782-785, 859, 871, 


Strap Tool Lanyards 


Black Malleable Iron Pipe ............. 
Brass Push-to-Connect .............+. 


Copper Pipe/Tubing 


Nickel-Plated Brass Push-to-Connect. .. . 2558 
Nylon Push-to-Connect 
ee 2808-2810, 2812, 2815 


Polybutylene Push-to-Connect .. . . 2554-2555 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


Manufacturer & Brand Index 


303 Products - Alpha Fittings 





303 PRODUCTS 

Automotive Detailing Supplies........... 910 
Windshield Washer Supplies............ 902 
3-IN-ONE 

Lubricants and Penetrants........ 2438, 2442 
OllSierate e etecn en recente tae: 2456 
3M 

Abrasives............ 737, 2365, 2367-2374, 


enn 2376, 2378-2379, 2382, 2388-2389 
Adhesives and Glues. . . 905, 2216, 2218-2219, 
rere eres 2223, 2225-2226, 2228, 2238 


Auto Body Tools and Materials....... 905-906 
Automotive Detailing Supplies. . . 908, 910-911 
BUIMDEtS tincter aot ene rere ces 1342 
Caulks and Sealants . .. 905, 2230-2231, 2233 
Cleaners/Degreasers. .. 897, 1511, 1518, 1524 
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Hook-and-Loop Fasteners........ 1393-1394 
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Paint Sprayers and Accessories ........ 1625 
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Wire Connectors ............. 383-387, 389 
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Filter Cartridges........... 2703, 2706-2707 
FIlterHOUSINGS:.-s. neces 2 ee eee 2706-2708 
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Seale IMNibMONS ee eee en 2707 
Water Filter Systems............ 2703, 2706 
3M DBI-SALA 
Confined Space Equipment....... 1786-1787 
Fall Protection Equipment........ 1787-1788, 
cece 1790, 1792, 1794-1795, 1801, 1804 
GuardnallS ect caver ences eet 1789 
3M PROTECTA 


Fall Protection Equipment. . .1788, 1790, 1793, 
ene Cee 1802-1803, 1805-1806 
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FULTS 3 auto cen re Ne hee ere 3102 


511 TACTICAL 

FOORWEdle cece etre neratine aerie 1757 
Protective/Tactical Clothing....... 1811-1813 
Protective/Tactical Gear............06: 1813 
5-2-1 COMPRESSOR SAVER 

Hard Start KilS cer. seen es ewe tee 3031 
SUIGG PIOWCClOIS 32a eee ese eens 3031 


5 STAR HOTEL COLLECTION 
TOW elSicnereeo ert mirc eines eet ere 1472 
80/20 
Structural Framing Systems ...... 1118-1119 
9705 
COMeG arene cn sme man eae tae aay 1437 
A&D WEIGHING 
Balances and Scales..............005 1430 
Moisture Analyzers ..............00008 644 
AB&A 
Drain Components...........00eeeees 2723 
ABANAKI 
OTESKIMMORS 505 tesa etter 2462 
ABILITYONE 
EaliPhOleGliON se cere etna rene ae: 1644 
MaNGIRUGKS sc Are heels eae ant ne: 1184 
Ice/Snow Removal Tools ............+++ 948 
Janitorial Supplies.............. 1515, 1890 
Office Supplies ........... 1354, 1356, 1364 
ABUS LOCK 
KeVHOIRIS mink eum eatery Caria 1967 
Locking SYSt@MS : ss.<25 cana sews 1961-1962 
Padlocks ...... 1954, 1957, 1959-1960, 1962 
AC GUARD 
Condenser Cages. .......:0eceseeeees 3094 
LQGKS eae eee ena eee eee 3094 
A/C SAFE 
Air Conditioner Window Supports ....... 2990 
ACCU-LUBE 
Lubricants and Penetrants........ 2457-2458 
LUBIGAUOIS: 7 cease caer ena eee ae eee 2461 
ACCGU-SCOPE 
WICKOSCODES ein secret eer 643 
ACCUFORM 
Banners, Posters, and Signs 
Cree eee 1926, 1937, 1941 
GHS/SDS Centers/Boards and Tags 
Veen e eens eae en eee 1941-1942 
EanelS see artw etre teen ern ee 1640, 1941 
Lockout DeVICeS 2.) siete cae et 1939 
AOS ee eneearar etter areas 1936 
ACCURATE MFD. PRODUCTS 
SIMS ste tec reteset re cere ree 2180 
ACME ELECTRIC 
PANSTORIMONS Serres en ere eee 206-208 
acme man 
HVAG MOIS eee etree ccerme neon: 38 
ACORN ENGINEERING 


Correctional/Institutional Plumbing Fixtures 


eae ere eee 2725, 2727, 2760-2761 
Wasntolntais .sccrncr oo cannes 2727 
ACTION CHEMICAL © 
WOIKWEdle owes erro trcne enor 1732 
ACTION PUMP 
DRUM PUNIDS = 2 eer 2676-2677 
ACUITY HEALTHCARE LIGHTING 
Lightinig¢ FIXtUKeS| 222 a25 ae eee oes 456 
ACUITY-SENSOR SWITCH 
Motion Sensors ...........2.se00ee 468-470 
ACUMEDIA 
GUNUNE MGGla rere on eee 663 
ACURITE 
WMEICISs ae eee nah eoeateees 620 
Thermometers. .......00cceeeeeeueaes 587 


ADAM EQUIPMENT AIR-WAY 
Balances/Scales ........... 044 425-1426 RINGS er cre eee nae rere ere ake 2854 
ADAMS RITE AIR WICK 
EXIPDEVICES¢ere nee eG ae ee ee 1996 Deodorizers..............00008 1505-1506 
VOCKS Stee en ee ee 1977 
AIRCARE 
ADB HUMIGINGES a eoverne env cone 3061 
NOISURMGS 2 eeaae oe oe ne ae 1068 
: AIRLOC 
ADVANCE Vibration Isolation Pads.............5. 1223 
(See Philips Advance) Leveling MOUNIS:: 22.23. 228022 0.0-: 1222 
ADVANCE PRODUCTS & SYSTEMS ae ® AIRMASTER FAN 
Spray ShibldSxc-eee cnt eens cee Fans and Air Circulators .... 2915, 2918, 2920 
ADVANCE TABCO AIROTRONICS 
PAUCGIS ae ace Beers enue at 2I20 SeRCIAVS cee rene ae ee 221-222 
SINKS: anercee eee 2728-2730, 2739, 2742 
AJAX 
ADVANCED DRAINAGE SYSTEMS Cleaners/DegreasersS...........+2000% 1504 
FIMINGS:eapee Ne tere ny train 2813 
Phew ete eee ere 9813 AKG THERMAL SYSTEMS 
SET Wet eee ae ee a eg eae G12 a AILCRCODIENS secre eewras aa apashe 2586 
DICOOIEIS saree aa eens nee 2493 
ADVANTAGE MATS 
WAI Se ee ee eee ee 1897 AKONA 
NOltab ae eee ree a aa eee en 1632 
ADVANTECH 
Sieves and Sieve Shakers.............. 649 AKRO-MILS 
Bin Racks........... 1280-1285, 1288, 1290 
ADVIL Bins and Storage Containers 
Pain ReleVels 2. sas nena nae 1SS0 iene ec ets 1280, 1282-1286, 1288-1290, 
PUA Cree en 1294, 1297-1298, 1305 
AEGIS Gabincis svat cet mre 1303, 1305 
Bearing Protectors...........+ssssseees 17 Carts and Trucks .......... 1148, 1166, 1281 
AEMC DolligSiaveee cece cee eee: 1281, 1290 
Data lOdGeIS enn aranca wane 592 ALARM LOCK 
Gap GLOUNGNICSICNS nea wise ye 555 — Alarms/LOCKS. .......cccccececececee 1996 
Megohmmeters..........+.ssseseeee 994 — Keyless Access Control Locks 
Milli/Micro-Ohmmeters................ 2 an ete ee ue vas renin 1971-1972, 1976 
Phase Rotation Testers ..............05: 555 rier 
AERIAL TOOL BIN TASS, sane adqeanorecun: 1198-1199, 1206 
WOON StORAUG 2 cine tne gue ean ee nae 745 Ale 
AERO-TECH Cy Abrasive Blasting Equipment...... 2402-2403 
Lamps and Bulbs......... 487-490, 494-495 Menor 
AEROFLEX NetEhgENtS S2e tn am sae ten ees 642 
Pipe INSUIAUONEA eee eee ore 2836 
ALDEN 
AERVOE : Screw EXtaclois< «n.cseena ne eeees 2260 
Paints and Equipment................ 1610 
StencililMkS ace wees sek mre cect 1403 ALECO 
Traffic Safety Equipment.............. 1906:>> Pan Rack Covets:.22. oe ne ee ee oe 1448 
AFC CABLE SYSTEMS ALEMITE 
Armored’ CableS:.cwacte. censenaees O20: LUDICGAOISsarey crenc. eeate nner aren, 937 
AGRI-FAB ALERA 
Lawn EQUINIMNGNt n= aeecnae ese: 995-996-5)) FUNIIMUNG zat eee ea enna ee 1336 
AIGNER INDEX ALERT WORKS 
Labels and Holders ............. 1230,1248 Weather RadioS...........seseeeeues 2033 
AIMS POWER ALKA-SELTZER 
iNVENCIS ee eee omete et hee O26 SO AINACIIS 3 ore re ee eee ere tee 1830 
AIPHONE CORP. ALL 
Audio and Video Door Access Controls Laundry Detergents...............005 1516 
Pn a tote tua an be ate 2033, 2035 
ALL GEAR 
AIR CYCLE HODES sc eneace canmiyeeam ateae 1098 
Lamp Recycling Supplies............... 511 Synthetic Winch Lines................ 1083 
War HANDLER ALL SOURCE 
Air Filter Frames .............0. 3056-3058: Blasters: 2. kee es ices ee es 2402-2403 
Al FilGiStcc ore ities eect ee ae 3047-3058 
FAN FOUGS seers eerste etter tet ere 3051 ALLANSON 
Paint Booth Liner Paper............... 3058 ‘Oil and Gas Burner Controls ........... 3036 
AIR KING attecRo (Q) 
BIOWEIS . . ccc ccceccccccccccccecee 2989 Confined Space Equipment....... 1783, 1785 
False eaiare ee 2923-2924, 2967 Cooling VestsS.............sssseeeees 1828 
Heaters ......ccccececccccccs. S060 30700) RISUAIGOUPPIGS: men wer ttcraereitec es 1830 
HeAlGtS sree re a 3070 
AIR PRODUCTS AND CONTROLS Respirators .... 1766, 1770, 1772, 1774-1775 
Carbon Monoxide and Smoke Detector Testers 
Be hic Wa nce eiriet rane bene yes 9929 ALLIANCE MERCANTILE 
FOOUWEdliactae Sacorne crete aaa n ns 1741 
AIR SCIENCE 
Fume HOOUS. .....--ccceccccccccecec. 636 ALLIED TUBE & CONDUIT 
CONGUIL ears or aeaae meee ee 313 
AIR SYSTEMS INTERNATIONAL 
Confined Space Equipment. . .1783-1784, 3070 ALPHA FITTINGS 
Respirators/Supplied Air Systems....... 1774 Fittings...........eee eee eeeee eee, 2998 


© Indicates a Diversity Supplier. 


Alpha ProTech - Bag Buddy 


Manufacturer & Brand Index 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





ALPHA PROTECH 
PUNE onndomocodessyognuesobuce: 1732 
ALPHA TECHNOLOGIES 
at] Ut meso sere cer eere 2522, 2558, 2851 
Flow Control Valves............0.005, 
ALTO-SHAAM 
Kitchen Equipment Replacement Parts. . . 1461 
ALUMASEAL 
AULOMOTVE FIUIGS ee eerie yen eleva 903 
AMANA 
PTAC Packaged Terminal Air Conditioners 

Se eee ee Aang tein eee, 2993 
AMANO 
Time RECOMCIS 34a ee eee oe 1375 
AME 
Automotive Equipment ........ 941, 944, 953 
AMEREX 
Fire Extinguishers .............. 1878-1879 
AMERI-VENT 
B Gas Vent oVSteMS. 2 ene ae 3096-3097 
FURNACE Vents emeaeet ree cr areer 3096 
AMERICAN BEAUTY 
Soldering Equipment/Supplies 

Bann oe renee 232, 235, 237, 239 
AMERICAN BIOTECH SUPPLY 
Laboratory Equipment................. 637 
AMERICAN GARAGE DOOR 
MOOrOPeneliSs.8:. kwon wane eee, 1125 
MOONS Regeeeee eens henner etaenairee: 1123 
HALO WANG wi.2 oie cee menniot « oe 1123-1124 
AMERICAN LOCK 
Locks and Padlocks. .. 1955, 1957, 1959-1960 
AMERICAN RED CROSS 
Emergency Response Kits............. 1837 
First Aid Kits/Supplies........... 1831-1832 
Weather Radigs fees eae cr eee 2033 
AMERICAN STANDARD 
FAUCCES scutes ann 2733-2742, 2744, 2748 
SNOWEN-FIXUINGS 2 cccckeenscee sk acces 2745 
SINKS Sete eee re 2727 


Toilets, Urinals, and Repair Parts 
Reaper Peet 2748, 2751-2753, 2755-2759 


AMERIcOvER (0) 


PIAStIC SHE CUIAGs:. cis ceie na oes ci ete eee 1099 
AMES 
Hose Reels/Hangers .............+.5. 1016 
Lawn and Garden Tools............... 1008 
AMETEK LAMB 
VaGUUMIMOIOIS A226 aaa ce ee een eee: 37 
AMFLO 
Compressed Air Treatment ............ 2603 
MOSS FIMINGS eerste ee oe: 2522 
KE’ SCIVIGCHOOIS: cere cee enna 956 
AMIAD 
SIFAINGTS seen ne eee eer 2896 
AMPCO 
Nonsparking Tools............ 861-863, 997 
AMPLIVOX 
Public Address Systems .... 1353, 2037-2040 
AMPROBE 
Air Movement Testing ................. 620 
Electrical Power Testing ....... 538, 544-545, 
Eoin er rte esr © haere 547, 552-555, 564-565 
Indoor Air Quality Testing....... 617-618, 622 
Infrared Thermometers ............ 601-602 
Nonelectrical Properties Testing 
Sere ere re 566, 600, 621, 625 
Sound Level Meters...........00e0000s 624 


Temperature and Humidity Testing 
ee re re 592, 594-595, 602 


ANCRA 

MME =DOWNS reciever ne ceria te ar nares 1104 

WINGIES creer ec Gace aera ee 1105 

i-102 GRAINGER. 
ry 


ANDERSEN 

Wal Smear cere eee eres 948, 1891 

ANDERSON METALS 

NAIVEG: eee tense eae eee 2914 

ANDERSON POWER PRODUCTS (APP) 

CONNGCIOISS ants es eee 923-924 

ANDIS 

Hall WIVOISerterr are eee Merete: 1474 

ONS shay ra eee ee eee ae ae 1475 

ANNIN 

Flags and Flagpoles............. 1351, 1907 

ANSELL 

Hand Protection........... 1669-1683, 1685, 
Serge enn Gee 1687-1689, 1691-1692, 
Pe eae, Se ee 1702, 1710, 1816 

WOMKWEGl ac nne inate 1672, 1686, 


ee i eee 1733-1734, 1736, 1740 
ANTI-SEIZE TECHNOLOGY © 


Lubricants and Penetrants........ 2443-2445 
Pipe Sealants............. 2226, 2820, 2842 
SealailiS eo sate ee ee 2226, 2820 
ANVIL 
PIDCEIGINGS soa, apenas 2768-2770, 2773, 
ee ee eee 2776-2777, 2779 
Pipe Supports ....... 2824-2827, 2829, 2832 
APACHE 
BeUSerna errs arariasir wee eeteteca tree 1114 
APACHE MILLS 
alse tices casino rere 1891, 1894 
APC BY SCHNEIDER ELECTRIC 
POWON CONS cn: feces sc tetaes bs 393 
Power Distribution Strips............... 353 
Surge PIOleClOIS 2. sac smen i encesr en « 353 
Uninterruptible Power Supplies (UPS)..... 214 
APEX 
Drill and Impact Bits .............. 700-702 
APM HEXSEAL 
SENGWS ier eer een ere 2069, 2100 
SWITCH BOGES sures cece cre eee 262 
APOLLO 
AirGOCk VaWeS cnc. on tncaeeune een 2914 
Backflow Preventers....... 2903, 2906-2907 
BalliWAWGS reece ccc at ee rea 2862-2868 
Gheck Valves «23.2422 es. seetee 2899, 2907 
Gas Cock VaIVGS:. ccc. nec ce sah cuisine 2914 
Pressure-Reducing Valves........ 2891-2892 
Reliet VaIWGS) c.nese3 is cece oe 2893-2895 
SUGAIMGES been ee ee ee teen ee ees 2895 
Vacuum Breakers .............. 2903-2904 
Wale GaugeS: sc senearct couse nen 2912 
APPLETON ELECTRIC 
Conduit FIRINGS. .. eevee ccc e ves eeees 321 
Conduit Outlet Boxes................55 321 
Electrical Enclosures................. 309 
Flexible CouplingS..........seceeeeeus 321 
Hazardous Location Conduit Bodies ...... 314 
Hazardous Location Conduit Body Covers . . .314 
APRILAIRE 
AIP CIGANGIS ane ee ee eee ee 3093 
DehUMIGIIONS «cc cce ceases nene tees 3093 
HUMIGIIGIS ee ene ert eens 3092 
APW WYOTT 
Kitchen Equipment Replacement Parts. . . 1461 
AQUAFIRST 
Pool and Spa Equipment.............. 1481 
AQUATROL 
Relief VaWeS 22s cnc cds Sees 2894-2895 
A.R. NORTH AMERICA 
Pressure Washer Pumps......... 2693-2694 
Pressure Washers ............4: 1587, 1593 
ARC ABRASIVES 
Abrasives........... 2370-2372, 2376, 2379 
ARCAIR 
ANUSpallehweraaet nate Nuon 2428 
Welding Equipment..............0005 2422 


ARCHITECTURAL BUILDERS HARDWARE 


Door Locks and Deadbolts............. 1984 
ARIAT 
ROOIWEAM ricco a crr me mieeatie 1753 
ARIENS 
Lawn and Garden Equipment ....... 986, 992 
Snow Removal Equipment.............. 991 
ARIES FILTERWORKS 
Water Purification Systems............. 635 
ARLINGTON 
Cable Connectors............00008 319, 324 
Cable hangers oe2 veces. nec one 319 
Communications Device Brackets........ 319 
Conguit FIMINGS: <n.02-. 50s a 313-314, 319, 
cine Metal eae eae cee te a eee 322, 324, 326 
ARM & HAMMER 
Lalindiv: SUDDIIGS :22n2 ance eee nee 1516 
Odor Control and Drain Maintainers ..... 1506 
ARMACELL 
ISULGUOM kee terete eran cree eres cere 2835 
ARMOR ALL 
Automotive Detailing Supplies....... 909-910 
ARMOR COAT 
NUS eet eee creme eet meter: 2055, 2079 
SCIOWS2eane nc scree? 2062, 2116 
WashiiSecsrcaerc naman co 2091, 2095 
ARMOR PROTECTIVE PACKAGING 
Packaging Supplies............. 1413-1414 
ARMORED TEXTILES 
Firefighting HoseS............0.+.005 1817 
ARMOURGUARD 
SALES ne ee ee ane nar 1968 
ARMSTRONG 
GollingileS ieee ee cee eee ee 2763 
PANS cerecstes care eenndee mreaetantmacee eens 2763 
ARMSTRONG INTERNATIONAL 
HVAC EQUIDMENT cc cnccre ss nee 2901-2903 
ARMSTRONG PUMPS INTERNATIONAL 
PUMPS avin orccetena tet teaser tie 2660 
ARO 
Air Line Filters/Regulators/Lubricators 
Se ec eae ey nie 2600-2601 
Rit VaWeSeannweunnt are nse 2547-2552 
Centrifugal PUMpS..........0c00ceaee 2627 
Diaphragm Pumps......... 2663, 2665, 2667 
Drum PUMPS seer nieces vans tien 2674 
Grease PUMPS...........000008 933, 2672 
QUIPUINPSesteecmrs. cer cece ter. 931, 936 
Pneumatic Control Valves ............. 2551 
ARROW 
GIUB GUNS eee eroey rp ceia ae smite 2238 
ARROW SHEDS 
Storage: BuildingS 223. cns. es sae serene 1310 
ASAHI 
VGIVES Siar oe erence 2869, 2885-2886 
ASCO 
Solenoid: GollSss cea nae erence nee 2883 
Solenoid ValveS.............005 2874-2884 
ASHCROFT 
GalleSee vee erne ae ete eee 573-578 
PreSSUFG: SWITCHES... cei cena es cewears 290 
Pressure Transducers ........ 574, 580, 3046 
ASHLAND CONVEYOR 
Ball Transfer Units and Tables.......... 1112 
BOS reer eae cen ae eee ereereenrtees 1115 
Conveyors .......... 1108-1109, 1111-1113, 
ee ee re 1115-1116, 1118 
Gates/Rails/End Stops........... 1111, 1118 
NUMBIS serene eto en eect 1110 
ASSA ABLOY 
EIGCUIG SUIKES: earner teen tee ean: 1977 
ASSOCIATED EQUIPMENT © 
Battery Accessories....... 922-923, 925, 928 
Battery Chargers.<c.y accuser sts en eaon 925 


Can’t find it? Go to Grainger.com®. 


ASSOCIATED SPRING RAYMOND 


SDUINGS eer ncetnse ee Marte cece ree 2160 
ATCO 

FICXIDIE DUGt ters nincereere iets i rick 3102 
atkins @) 

TEMPeratune PYODES oie vances one 596 
ATLANTIC METAL 

BOOKCQSCS screw sete oe hearin ee ers 1348 
Cabinets anuonr nee arr heen crae 1346 
ATRIX 

Vacuum Cleaners..... 1570, 1572, 1575-1576 
ATRIX INTERNATIONAL 

VACULIMICIEANGRS: san secereets eee 1571-1572 
ATTIC ARMOUR 

SHUNGE COVEIS2 223052 canvas penta 2967 
AURA 

Electric: H@dlerS.3 2.4 weno penne 3079 
AUSTIN 

SMACK ROO Si eveeserserrre eee eee mae 1441 
AUTO DOLLY 

DOMES Ste ee ee eee 944 
AUTOFLO 

Humidifiers & Humidifier Pads ......... 3092 
AUTONICS 

PANCUMGLCES:s cranes ceerear aera: 559 
WNINIELS 2 eases ea cire eee ee eas 223, 421 
AVEN 

TASK MIGUISH ere etn ane eee tiene: 515 
AVERY 

Office Supplies ................ 1362, 1406 
B&A 

DRIUBISS eran cet neve rt eens 2260 
SCIEW EXITACIOIS 25. oe acccu eee aes 2260 
B & K PRECISION 

POWer SUDDIIGS 3s. heeec te eee eee 560 
B-LINE BY EATON 

Conduit/Pipe Supports............. 317-318 
CUUCIS cans nara nue 318 
JACK ChaINStrrcictitiecentey eee 318 
B-TEK 

SCAIGS rue nsioeaeee cree Marcie cies 1426 
B3C FUEL SOLUTIONS 

Fuel Treatments...........0000uae 896, 900 
B/A PRODUCTS CO. 

Automotive Exterior Accessories......... 950 
CHANS earn nee ene ns 1073, 1107 
Lifting HandWale: sce ecscecece sees 1070 
Lifting Slings/Hooks.......... 961, 965, 1079 
BACHARACH INC. 

Air Quality Analyzers .............00005 623 
Carbon Monoxide Meters............... 617 
Leak Detectors.............. 621-622, 3008 
PSVGHIOMGUCES scrnetn emrtece cits ake wires 594 
RUIMPSescnee arate tena a as 3007 
Refrigerant Recovery Machines......... 3007 
Refrigerant ScaleS.........c000eeeees 3007 
BACTINE 

ANUSCDUCS aise netnterene meaner re ene 1829 
BADGER 

Fire Extinguishers ......... 1877, 1879-1880 
BADGER METER 

FIQWIMGIEIS 2 oe arene ceceen ree eats 2684 
BADGER TAG & LABEL 

Labels angiladStigaa veer sees ee 1940 
BAFFIN 

FOOIWOAI area tr eee neers 1741, 1743 
BAG BUDDY 

Trash Bags and Liners................ 1562 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE* 


Find the wy. Find Solutions. Find Great Prices. 


Manufacturer & Brand Index 


Baileigh Industrial - Brady 





BAILEIGH INDUSTRIAL 
BalidisaWs sesame as 2349 
COMSAWS cee ta re cee once 736 
HandilOgls? 2a eee es 868, 2356 
Measuring and Layout Tools ........... 2326 
Metal Fabrication Machines ...... 2356, 2358 
Metal Forming Machines.............. 2359 
Milling Machines..................55 2344 
PlaSMa’GUILGIS: 2accacc nese. ee ee 2358 
PROSSES cere nee een 2355, 2357 
ROULGIS eeere ck een eee 2362 
Sanders/Grinders............005 2360, 2362 
Sheet Metal Shears..............000 2356 
MADE SAWS eee ee eee 733 
Waterjet Cutting Machines ............ 2358 
BALDWIN 
Truck/Auto Filters ..........ccueeuauae 947 
BALLYMORE 
LACUGIS aes evenas deen as 1034, 1039, 1042 
Personnel Lifts..........000000e 1033, 1042 
Work Platforms ...... 1042, 1045-1046, 1176 
BALT 
FURNILUIE: «cece cc oes 1336, 1338-1339, 1343, 
Serer Te eT ere 1352, 1368-1373 
BAND-IT 


Clamping Tools and Supplies 


BANDO 

Tension Meters ......cccceeeueueeeeues 96 

BANJO 

Balu ValVeSecse ome teers seen 2871-2872 

Engine-Driven Pumps ..............05 2633 

EIMUINGS eee au itetrenat: 1013, 2636, 2765, 
BE Ieee eer rere re ree 2767, 2816, 2818 

SUdINEIS 7. ee ee 2896-2897 

BANKERS BOX 

BOXCS ste a ot eee ee 1381 

BANSBACH 

Springs and Dampers ...............: 2015 

BARNES 

Water System Pumps ........... 2622, 2639 

BAR'S LEAKS 

Automotive Supplies.......... 897, 899, 903 

BARSKA 

Binoculars/Monoculars .............5: 2041 

Detectors and Scanners .............. 2044 

Firearill GGali 222.6 %ae Sen eon 2041 

SACS ete eer cast 1968 

BARTON 

Blasting Medlact nnn. snatasnn sacra 2404 

BATES 

FOOUWEdliG ye etan ce eein actrees 1814 

WS BATTALION 

HaldWale cea ee eee 1998 

LOGKSEIS ane canner cee wae ratiae oe 1985 

BATTERY DOCTOR 

Battery Accessories.............4. 924, 927 

NV ARG Rete che steeeerh ene avant ai near ieee ene 929 

BATTERY TENDER 

Battery Changers snaceenwsse eer 926-927 

BAUSCH & LOMB 

Eyewash SOUtIONS. ......0.0cereeenes 1830 

Lens Cleaners/Towelettes............. 1666 

EOQUPES tee encer cme terme ores 2341 

Magniners. sae rn dante nee: 2340 

MeasuninG sCaleS eeu. sees ace 2340 

BAYCO 

Boostet GableS eee eee 923 

Hand and Portable Lamps.............. 522 

JODSITE:LIGHUAG sence eases ee 519 

Lamps and Bulbs: ee aneee ee i eee 511 

BDG 

Halid PROlGGUON sanace ose cee es ces 1683 

BEA 

Access Hardware..........cceeeeeues 1978 


BEACON MORRIS 

Baseboard/Kickspace Heaters.......... 3090 
BECK 

NIDDIOS ss eee es 2771-2772, 2774-2775 
BECKETT 

VAG CONUOIS 5 fic cee ates nen 3030, 3036 
OIBUMEM PUMPS: sneenca ese ee ee, 3036 
OINBUINGES speech crepe ees rin 3036 
BEHRINGER 

Pipe and Tubing Supports ........ 2830-2831 
BELIMO 

HVAC Replacement Parts.............. 3045 
NOIVGS 2 ce creerrn urs acta ihiae aey 3045 
BELL 

Automotive Accessories ........... 948-950 
BELL & GOSSETT 

AU VGRIS coe cece seein tence: 3037 
Circulator Pumps.......... 2657-2658, 2660 
Meat EXGNANGGIS cacccr recon memes 3039 
SlediiapSe-ce erate cee 3038 
WaIVOS tre reten mere tee eer 2660 
BEMIS 

MOIR SealSines nent haneann eke ans 2758 
BENCHMADE 

CUuitInG 1001S 2327 terse ee ee 812-813 
BENCHMARK SCIENTIFIC 

Laboratory Equipment..... 641, 646-648, 650 
BENCHPRO (€) 

WONKDONGHES 3. 22s paxecen eee ee ens 1399 
BEN'S 

Repellents and Pest Control ........... 1022 
BERKSHIRE 

Cleanroom Supplies................055 661 
BERNARD 

MIG Welding Guns.............. 2413-2414 
BERNER 

AUSCUM alien entrance en tran, 2970 
BERNZOMATIC 

BrazinGiROGS: irene ete a enrare es 2432 
ORGNGS) = Sere ean e 1003, 2436 
BESSEY 

Bearing HeaterS..........ceeeeeeeeees 145 
GIAMPS ay acke enc rcaian sew 833-837 
CUIGISE neces teres nee cere ao 817 
BEST ACCESS 

Key Control Supplies................. 1965 
EOGKSOIS ican wer tesuea ae an 1984 
BEST-RITE 

Message Boards .............000000: 1367 
PanelS = nacucwsteurk isk veteran te wanten 1352 
BEST SANITIZERS 

Cleaners/Sanitizers ............0eeees 1514 
DISPENSEIS 2a eh ec ee ee ee 1514 
Personal Care Products............... 1514 
BESTAIR PRO 

Air Cleaner Filters .........cccceeeues 3049 
Humidifier Chemicals ................ 3061 
HUMIder PadSst eee crete werner, 3092 
BESTAR 

RUBMILURG te entree ron eee a tees 1337 
BESTCARE 

FOUCCIS saniene rene cert aia 2760 
Restroom Equipment............ 1488, 2761 
SINKSeee yee eee ee re ee 2727 
Toilets, Urinals, and Repair Parts. . . 2760-2761 
BESTFLEX 

CONVEYORS ane ncn tenuate en an 1116 
BESTT LIEBCO 

Paint Equipment and Supplies.......... 1622 
BETA 

SCKEWGIIVGIS 2500 feccen eee cae ee 800 


BETTER PACKAGES 
Tape Dispensers ............... 1396, 1398 
BEVCO 
GASICIS cree renters tere weet cates 1211, 1334 
GhaliSs. ne ee cine 1333-1335 
SlOGISi ca eee eee ee 1333-1335 
BIC 
PONS rte vireo meter tect 1364, 1366 
BIG ASS FANS 
Fans and Air Circulators 

Ee ee en ore 2915, 2918, 2920, 2922 
BIG BILL 
WONKWOdlsue tenia crienic ener ee sree 1713 
BIG D 
DCOGGRIZEIS ree crt eet re eee 1506 
BIG JOE 
Pallet MUCKS 2c ss cee ones 1174-1175 
BIG JOHN 
Toilet Supports/Seats............ 2751, 2758 
BIGELOW 
MCAS a aecinie ae aiee ea maa me ena 1437 
BIL-JAX 
SCANOIOS otra ace eae ee heen. 1043 
BILLY GOAT 
Lawn Equipment............ 987-989, 1000 
Litter Vacuum Cleaners..............2. 990 
BINKS 
Agitators/MIXCIS 223345 2. 0e0e eras 1605 
Paint Sprayers/Guns ............ 1625-1627 
Spray Booth Accessories.............. 1624 
BIO-CIRCLE 
Paris WaSnelS ence we woe eae. 939 
BIOFIT 
SOGUNGiannr cnet teach emer cer 1335 
BIOFREEZE 
FIPSUA SUDPIIGS: 2256 cave Remace cs a 1829 
BIRD BARRIER 


Repellents and Pest Control 
ened ore ee een ee 1018-1020, 1023 


BIRD-X 
Repellents and Pest Control 
enn a eanes ee an ee 1018-1020, 1022 


BISON GEAR & ENGINEERING 

GEASS ena see eee ee 80, 85 
Speed Reducers ..........00cceeeeeeee 93 
BISSELL COMMERCIAL 

Floor Machin@S «s2ci.ceedessaaccden. 1569 
Vacuum Cleaners..... 1568, 1570-1571, 1578 
BITTEL 

GlEDNONGS#ey ee 2036 
BLACK & DECKER 

SOW Sc pececere tue eta e eer eee ree 734-735 
SDEAVOIS: wens surtout stern 1000 
WOTK Olan OSeae tice ce wees an ecko ae 886 
BLACK FLAG 

Repellents and Pest Control ...... 1022-1023 
BLACK N' RED 

NOLGDOOKS cen coe nemo e eine: 1355 
BLACKBURN 

CONNECIOS S75. oe new oe ee 379, 390-391 
BLACKHAWK 

Chisels and PuncheS........sssscevens 822 
BLANCETT 

FIOWMEGLENS etic nemoce einen es 2684 
BLASTER 
Cleaners/Degreasers............+. 908, 939 
GhedSC ee coe 901, 2450, 2453 


Lubricants and Penetrants 
Deere 901, 2438, 2441-2442, 2445 


BLODGETT 
Kitchen Equipment Replacement Parts. . . 1461 


© Indicates a Diversity Supplier. 


BLUE MAGIC 
AGNIGSIVGS cee tee ee aren eet reece 905 
Automotive Detailing Supplies....... 907, 910 
CIEAGEIS: <2 ge ie an 908-910 
BLUEDEF 
Diesel Exhaust Fluid Pumps ............ 896 
BLUEDRI 
AIP CIGAN ONS 2c cs eee cena eee eee See 3060 
BLUFF 
DOCK EQUIPINEN Weta cere ce 1126-1127 
BN PRODUCTS USA 
Reba MOOS sane cence te ene 734 
BOARDWALK 
Food Service Disposables and Dispensers 
eee eae eee ane 1432, 1436 
BOBBY 
FlOdt VaINGS eon et senate 2910-2911 
BODINE 
Emergency/Exit Lights..............005 423 
BOISE 
RAPER Sr reare ara ci lca ute retateur ca antte nnn 1356 
BOLLE SAFETY 
Eye Protection..........5. 1660, 1664, 1668 
BonpHus () 
HOXKEVS Societe tte nemuucae ss 805-806 
BONOMI 
Ball WalVeS sam ceuectrhacren ha ie 2864, 2868 
CHECK VAINGS a eee eae re 2899-2900 
BORATEEM 
Laundry Supplies................0055 1517 
BORG 
AUG es eeaeree te eeeeeree rere ener erat ete eee 421 
BOSCH 
ANCHOMONINIBISH ee pareeete wee ae 711 
Gordless T00IS se eeeecw cece 690-693, 1573 
Demolition Hammers.......... 710, 713-715 
Distance MelGIS: 2c sec ete 878 
Drill and Impact Bits . . .701, 705, 709, 711-714 
Dust Collectors .........ccceeuuee 710, 722 
GHINGETS 3a Aco sean hee aeens 719, 722 
Haniel DillS eer eet cere: 710 
HMIPAGL ONCE Sota ee eter area 691 
Levels seein eee tana 879-880 
Measuring and Layout Tools ........ 880, 885 
PlaMGhSon cm ere eee tere oe eee tee 725 
Reba BUSiee ices rece: 709, 712 
Rotary HamiMers ee csc: 710, 712-714 
IRQUELGTS oor cee re eect ee ee 731 
SaNGOlS cece ees eta es ee cee 725 
Saw Blades............. 720-721, 727, 730 
SAWS wa ee eee: 726, 730, 732-733 
SCIEW EX AClOIS2 S.cages eee eae eave 2260 
Screw PitChiGduges:2 5 3.2.5.2... ee 2338 
Tapsandi Die SeiSai5 ase at wee es 2265 
MMerMOStaltSae ce ors eet once ee or 3020 
Vacuum Cleaners.......ccccceeeeeees 1566 


Video Surveillance Systems 
eee eee ee 2046-2047, 2049 


Water Heaters 22.2 .2coecis ene 2713, 2716 

BOSTITCH 

NalleiS: ner pe sai serrate re aes 2496 

BOSTON GEAR 

COUPINGS 2s teem nats wean eee eer 128 

Speed Reducers .............008 88, 91, 93 

BOUNCE 

Laundry SUPPIIGS:c2.tcbeeere ee eee a. 1516 

BRADLEY 

Bathroom Hardware ............ 2760-2761 

Emergency Wash Equipment...... 1839-1844 

FISH ValVGS x60 oe cen vn ee ee 2761 

MIXING WalVES =a tee Ate eye 2908 

Shower Fixtures........... 2745-2746, 2759 

Sinks/Washfountains............0.005 2726 

BRADY 

Badges and Wristbands............... 1970 

Cards/Tags.......... 1933, 1936, 1938-1939 

GHGCK VOCS 3 ners reenter erent: 2656 
1-103 


Brady - Cellucap Manufacturing 


Manufacturer & Brand Index 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





Clip SIGGVGS vas2 en ease nae eee 373 
Conduit/Wire Markers. . .367-368, 370-371, 373 
DISPONSEIS reer citer bee ete eee 1732 
GEIGiInGUIL TOSIGNS << 22255 ease ees 547 


Label Machines and Printers 
BF eee Se ee 367-371, 1928-1931 


Label Tape.........005 367-371, 1928-1931 
Kable atc oe erin 368-371, 1931, 1933, 

RE ee ee ree 1937, 1939-1941 
Lockout Devices ............005 1945-1953 
Lockout Process Service.............. 1944 
Marking Stakes/Flags .............005 1912 
Marking Tape/Stencils...... 1901-1902, 1904 
PagloCkKS awa eet ne ea 1955 
PibG WatKelS a ncnceee seek eese eee ae 1932 
PlaCalS eso eee ee 1937, 1940 
Safety and Lockout Tags .... 1936, 1938-1939 
Safety Banners and Posters ........... 1709 
SDS Materials/Centers.............0005 1942 
Sign Holders/Posts ........ 1916, 1923, 1926 
SINS teen: 1915, 1923, 1926, 1940 
Spill Control Supplies ........... 1854, 1858 
WeINGONMGIS Ss: nena ore eras 2656 
Wire Management................ 370-371 
BRADY SPC 


Spill Containment Supplies 
ee ee Tee 1845, 1850-1851, 1853-1855 


BRAEBURN 
MMCFMOStAIS ee wav cee cree ae 3020-3023 
BRANSON 
Ultrasonic Cleaners and Concentrates. .... 642 
BRAWNY 
Paper Products ........... 1490-1491, 1537 
BRECO 
AITOOIS aecpece eh cee eas ee er 2515 
BRIGGS & STRATTON 
ENGUNGS 2c rere eee ee cee nea ear 985 
Generals 7222 r eee nee 982-983 
WMOWGIS etree eet ne eet. 986 
Pressure Washers .........00eeuuuues 1594 
Snow Removal Equipment.............. 992 
BRIGHT DYES 
DVGsIKACCISH As wercutnmaer cogs 633 
BRIGHTSTAR 
FldShliQhiSs <2). 2ee. rane 523, 526, 530 
TV Remote Controls...........000000e 2022 
BRISKHEAT 
Lab Heating Equipment........... 639, 3067 
BRITE-STRIKE 
BallOileS wars aero ath een re cient 533 
BRK 
Carbon Monoxide Alarms.............. 1882 
Smoke Detectors..........ccceeeeaae 1881 
BROAN 
Bathroom Heaters......... 2943, 3073-3075 
Blower Replacement Parts ............ 2944 
Control Switches..........c.ceeeuuae 2949 
Daniele ete eee ee, 2942 
DUGIS Aaa ee ee eee 2949 
Fall CONUWONS: < 226 ews canes a: 2944, 2949 
Fan Dampers es nan ature See ea 2944 
Fan Replacement Parts............... 2948 
PONS eee eee 2942-2944, 2947-2948 
ROOM GADS setantaus ae eae 2949 
Ventilator Replacement Parts .......... 2944 
Ventilators .......... 2943-2944, 2948, 2968 
Wall|GabS 3.) ac oe orn eee es 2949 
BROOKS INSTRUMENTS 
FIOWINGIGIS 22. one cae ea eee 2687 
BROTHER 
Label PrintelS- eters d once cee aes 372, 1378 
Labels/Label Tape.......... 372, 1378, 1406 
BROWN & SHARPE 
GalipelSeancrme tenement 2325-2326 
LET (Cece anne tree een eee 2330, 2333 
INGIGALONS: see ee ia eee 2331-2333 
RaballelSsennctonwacsetienntickeee aan oe 2329 
NUIES eter ela ee ene ean 2335 
SUAS se ere eee ese 2333-2334 
i-104 GRAINGER. 
a 


BRUNSWICK 
Recreational Games...........0s0e0e: 1479 
BRUSH GRUBBER 
Brush Removal ToolS.............+05: 1007 
BRYANT 
Belt Tensioners .........ceeeeeueeues 1115 
Combination Devices..............000. 330 
GONMECIOIS: 2 fe naeee nce cee ee. 334 
Locking Devices.............. 330, 337-338 
Pin and Sleeve DeviceS.............00. 340 
PIUGS eerste re eet 334-335 
RECENIAGIRS =. st2nc eee ees 330-333 
SWIRCHES. tence ee eee eee re 329 
Weatherproof Boots.................5. 337 
BUCHANAN 
Wire Connectors .............000 387, 389 
BUCHER MONARCH 
Hydraulic Reservoir Tanks............. 2473 
MydrauliG Vales oa. e. ee ace 2473 
POW OI UNMIS Senccn eric nee aenare 2473-2474 
BUCKEYE 
Fire Extinguishers/Firefighting Foam 

ree ener ee ae 1878-1880 
BUCKHORN 
Bulk Containers/Dollies............... 1300 
10l@: BOXGS 2 hee eee ee 1295 
BUDDY 
Desk Organizers vias Git vseaed sees: 1358 
Literature and Magazine Racks......... 1350 
BUGX 
Repellents and Pest Control ........... 1829 
BUILDPRO 
Welding fables tcc tnenoac cata es 2426 
BULK-STRAP (0) 
Strapping and Tie Downs......... 1102-1103 
BULLARD 
Head Protection.........0s0e00: 1635-1637 
RESDIFALOIS eee eran 1765, 1771 
BULLDOG 
Trailer ACCeSSOFI€S. ...... cee eee 959-960 
BULWARK 
Workwear ........eeeeees 1712-1713, 1735 
BUNN 
Beverage Systems.............. 1439, 1461 
Collec RINGS cae tee ee cee 1443 
BUNTING 
BOANINOS< serecrrc iss eens, eeetrtaniets:: 144-145 
BURGESS 
ROQUCES = cereaterstiarss wrete case eects ee tess 1022 
BURNDY 
CablerGutterSerrt cece eee 347 
CONNECIOIS 4... s eee. 379-382, 390-392 
Crimping Tools and Dies ........... 381-382 
BURRELL SCIENTIFIC 
Laboratory Shakers..........0ceeeeeus 646 
BURTON 
TAaSKMIQNIS#. a ra caecnmeameine 495, 513-514 
BUSHNELL 
Binoculars/Monoculars ............... 2041 


BUSSMANN 

Automotive Electrical...............005 200 
BlOGKS xc ciao wee ere eas ee 393 
Electrical ToolS..........0eeeueeeaeuee 187 
Fuse Blocks and Holders... 182, 186-187, 929 
FUSES enact cere oe 177-187, 949, 965 
BUYERS PRODUCTS 


Automotive Exterior Accessories 
Bere 944, 949-950, 959, 961, 966, 998 


Automotive Lighting: ; =: :2.22-..:--.-. 969 
Automotive T0085. ssn eters eee 923 
Automotive Towing Supplies........ 959-961 
PIES) renee teers eee nee erage eee 959 


Sprayers and Spreaders ............... 951 
MOONSIOFAQG es sioe nck cere ea 751 
MUCK BOXES 3 case eerie seer 753 
BW TECHNOLOGIES BY HONEYWELL 

Gas WLECIOIS - ene eeriee ee eee 1779 
C. CRETORS & COMPANY 


Food Service Concessions Equipment. .. . 1458 
C-LINE PRODUCTS, INC. 


Document Protectors................. 1361 
JOD TICKGt HOWWGRS cintccs ek ween nen es 1383 
CABLE PREP 
Voice/Data 100IS 4 8 siaveanveeeecn ees 846 
CABLOFIL 
Wire Management Systems............. 307 
CADDY 
Bedi GlanpS:eceteeee rer eek eee 318 
Communications Cable Supports. ... . 317-318 
Lighting Fixture Supports .......... 317-318 
Pipe Supports ........ 319, 2824-2826, 2829 
Sin ClambS ee eee eee ee 317 
Wire and Conduit Management Systems 

Pe eee eae cr ee ee eee 317-318 
CADET 
GAGES renee cee 3071-3074, 3077 
WMENMOSIAIS | eee nee eee 3071-3072 
CAFE BUSTELO 
CONGO te mua ance emcee at 1437 
CAFRAMO 
Laboratory Equipment................. 651 
caiman @ 
Hand ProteCtionin sex ee ee ee eee 1704 
CAIRNS/MSA 
Fire and Rescue Helmets.............. 1815 
CALBRITE 
Conduit and Fittings........... 313-315, 324 
Conduit Mounting ................ 311, 319 
ENGIOSUNCSiieccatecern tees uerenenceanne 311 
Strait RGlleiie yc ee 327 
CALCULATED INDUSTRIES 
CalGUlalOIS 2 ene hee eae. 885 
CALDWELL 
Bucket Forks/Fork Covers............. ree 
Cranes iceman ecuceee ah cn 1062-1063 
BINGIS Sc eececcau hen iearoere ete 1061, 1065 
spreader BAM S 22242 2cte ues ece seas 1061 
CALIFORNIA IMMOBILIZER 
Automotive LOCKS .......ccceeeeeeeees 961 
Wheel Clamps ...............2000ceee 957 
CAMBRO 
Beverage Dispensers..............005 1439 
Gals se ee er ee 1445-1446 
Dishwasher RaCkS.scisctacus sees ous 1447 
Food Storage Containers......... 1450-1451 
SHGIVINGs 25ers ee oe eee. 1451 
CAMCAR 
SCLEWSizacn oa ee eee 2121, 2123, 2129 
CAMELBAK 
MVGratlON PACKS; anes waren ees 1828 
CAMPBELL 
GitalliSiceeeeers eee meer etree tree 1073 
WAGES ai teenntne nn nena eens oreo 2656 
Well Pump Accessories............... 2656 
VarGhVGrdNiS 7. secs een ene 2912 
CAMRAIL 
BOIS sae cee eres wren orcas 2073 
CANARM 
GellingiFANS 22a) ce ww nee ees 2922 
EXMauSUraNS: 2 0c: cuct meters cnn 2929 
FaliSccuuaucm neta tiie see oman ec 2922 
CANLESS AIR SYSTEM 
Cleaning Products................055 1354 


Can’t find it? Go to Grainger.com®. 


CANNON 
MISCOMGIOIS ries ratte merase ee cee 651 
CANTEX 
CONGUIGremice neice Meee mares 320 
Cover Plates: S27 a.ce enema nes oust on 320 
Electni¢aliBOXGS cc tees tv arenes ee 320 
PVC Cements/Solvents ..............5: 320 
CAPLUGS 
RlANGES i aruneucnnn neecmarricne mi 2770 
CAPRESSO 
Coffee and Beverage Makers .......... 1438 
CARBOLITE 
Laboratory FUMAGES eee teres ere es 638 
CARHARTT 
FOOIWEAI tc se tnces aera 1749, 1757 
Head: Protection 2c asc eres panne eke 1642 
SOCKGi reer peor tenon nnt 157 
WOMKWOQM 23 orcs eae tere eentites 1713, 1720 
CARISTRAP 
Strapping Supplies ............. 1419, 1421 
CARLING TECHNOLOGIES 
Circuit BreakerS.......ccccecceueueaae 202 
On-Off PlateSGsss ent teres eben aers ct 260 
SWITGNGSi ence ters oe cae eer ee 260 
CARLISLE 
Cookware and Preparation 

See are rea eee 1449, 1454, 1456, 1459 
CARMEX 
MFG AGHMINS S petcereetsc eae ereeerveretren tats 2278 
CAROL 
CADIGS treat rnaeier 344-347, 349-350, 352 
CONS aes unease naw ae as 347 
WIRE ert ria cma cain ars tetra eens cine 344 
CARRAND 
Cleaning Equipment/Supplies....... 908, 911 
CASCADE 
Dishwasher Detergents............... 1515 
casco © 
Bedroom Furniture...........0eeeeees 1471 
WeatRESSES tage ett een erens 1471 
CASH ACME 
PAIINGIWAINGS coerce seer i caren cenrs 2908 
Pressure-Reducing Valves........ 2889, 2892 
Relief Valves ........ccceeeauae 2893, 2895 
CASH VALVE 
Pressure Regulators ............20005 2889 
CASTROL 
QiiSsricrie tert enone career eee ee 898 
CAT 
Device Chargers 2.2 see eens ee 361, 533 
SITANIDNONGS sere wee ere eee ee 2034 
CATCHMASTER 


Repellents and Pest Control 


CAVICIDE 

Cleaners/Sanitizers ........000ceeeues 1512 
CAVIWIPES 
Cleaners/Degreasers.........00eeeues fotZ 
CCL SECURITY 

LOCKING OYSIGMS:: 022.0 ees ans 1960-1961 
CDi 

Screwdrivers and Nut Drivers........... 786 
CEC INDUSTRIES 

LaMpS aasecan ern mane aan 504 
CECO 

DOORS etree ee eens ee 1997-1998 
CELLTREAT 

Laboratory Supplies.................5. 663 
CELLUCAP MANUFACTURING © 

Beard Restraints/Hairnets............. 1731 
Workwear ......cceceeees 1732, 1734-1735 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


Manufacturer & Brand Index 


Centoco - Cordex 





CENTOCO 

Toilet Seacrest eerie 2758 
CENTRAL 

lapei eee ee ee eee 1398 
CENTURY 

Air Compressor Motors ..............005 36 
Fatm-Duty Mtns o.0 2: ea: ose see eee 35 
HVAGIMIOUINSS ara atere ee 44-56, 58-64 
PUMPIMOWIS $2520 2. see e 23, 25-26, 60 
CEP (CONSTRUCTION ELECTRICAL 
PRODUCTS) 

Jobsite Lightit@ese. ences esse en 519, 521 
Temporary Power and Lighting...... 412-413 
C.H. HANSON 

Markit 100lS eerie. seer ces tees 884 
SlAMPS/OlONGISharace sc ake sues eas 1934 
TAGS eee ee eee 1936 
CHAINFLEX 

Continuous Flexing Cables ............. 348 
CHAMPION 

Air Compressor Pumps ............... 2569 
Evaporative Coolers............. 3000-3001 
CHAMPION SPORTS 

Exercise/Sports Equipment............ 1478 
CHANNELLOCK 

CUINGIIOOIS ieee cera cree 842 
RULERS 4eseeeetoeset cence er: 839-840, 842-843, 919 
WiGNCNOS ce seaneer oo memes eae 759 
CHAPIN 

SPFAVGIS ans enn cha a 994-995, 1000-1002 
CHAR-LYNN 

MydrauliGiMOlOls:: cunne sce ock wanes 2474 
CHARLOTTE PIPE AND FOUNDRY CO 
RIMINGS ieeen crnerenren 2176, 2808-2810 
CHASE 

MantiG DOORS eri ccc cra sete ewes 1122 
CHATILLON 

Sales sere eet anne cree. tence 1429 
CHECKERS 

Cable: Protectors siiccctc vas een: 404-405 
ELIT) aaron SPereee nae yc neerare ernie a 944 
WarniniGiWhipSs;cracenranwtneareerune. 950 
WheeliGhOCkS tn .c ence ce men anes 1130 
CHECKPOINT 

Tire and WheelS.......ccce cece eee es 957 
CHEEZ-IT 

Sack FOOUS site eer ee ne 1440 
CHEM-TECH 

Chemical Metering Pumps............. 2688 
cHemaLass (0) 

Lab SUDDIES 35 aes ace sane ee 639, 645, 656 
CHEMSTEEL 

Rotary Gear PUMPS oacseeu- 2-2 ences es 2697 
CHEMTROL 

BallWalWeSee ena ete ae een ee 2817 
PIMOS ee see tie ree cen ences 2817 
CHEMTRONICS 

ADplGAORS: ewer serene ered 232 
Desoldering Braids ............0000005 232 
DUStCIS: seis eee eke ae ee eres 232 
PIUXCROIMOVGNS sone eee eee ere 232 
Lubricants and Penetrants.............. 232 
PC Board Repair Tools................. 232 
SOlGGli re ee eet ee nate inte sete 239 
CHERNE 

DraimOPenets ore ee eee ae 2751 
Manhole Cover Hooks ................ 1783 
TOSUPINGS ween ne ne cee 2822-2823 
CHICAGO FAUCET 

BUDDIGIS ee eeecn stots cee ie ees 2731 
Faucets .. .2733-2735, 2737-2744, 2747-2748 
SHOWCMEINUINGS nares ee es eee ee 2745 
NalVOS seen tentermenece shieuictmenres 2744 


CHICAGO HARDWARE 
PUNE CKICS ree ercee, ceierenre reas: a 1091 
CHICAGO-LATROBE 
DrillsameaO StS ice. etches opiate nce 2262 
Drill Bits. . .2239-2243, 2245-2246, 2250-2252 
SCreW EXWACWIS 6.5002 faa cae cous 2260 
CHICAGO METALLIC 
BakeWal@n ans sde sce ciei dues oeeh ack 1449 
CHICAGO PNEUMATIC 
Air Compressors and Vacuum Pumps 
ee erent oie eerie erode 2561, 2565, 2567 
AIPOOIS secre ee ie ee 2502-2512 
CHICAGO PROTECTIVE APPAREL 
WomkWeal sas. seer a een 1707 
CHIEF 
Hydraulic Cylinders .................. 2478 
POWERUNISS ee center ee cei 2474 
CHILL STOP'R 
Air Conditioner Covers............0005 2991 
CHOREMASTER 
Pressure Washers .........0cccuuuues 1589 
CHRISTY'S 
ACNESINGS Pee outa weet oanincnma mites 2819 
RIPE SCAIANTS  esccarta re ley cecsetseinseruincststeeele 2819 
CHRONOMITE LABS 
Water HE@QteNS . inc. e'heted cette wae es 2713 
CIRCUIT-LOCK 
SWICHES = ert tc ener eet roe eeera 175 
CITGO PETROLEUM CORP 
Automotive Chemicals............. 897-899 
GUE ASC eee etn an ee rece 2450 
OS eee ea eee 894-896, 898 
CLAIRE 
DISINTEGLANIS. 23 pues eae eee 1511 
CLASSIC BASEBOARD 
HEaLeIS a ee eee ae e 3090 
CLAUSS 
Garden Tools ............. 1005-1006, 1008 
Scissors, Shears and Snips............. 815 
CLE-LINE 
COUNTETSINKS <2 24 cawek oe ated se dccae we 2262 
Drill Bits........ 2239-2242, 2245, 2250-2252 
SCIOW EXtaCWIS nate ces See 2260 
Threading....... 2262-2265, 2268-2269, 2275 
CLEAN REMOTE 
TV Remote Controls............00000e 2022 
CLEANTOOLS 
GIOMISS ee ee eee eee 908 
CLEAR VISION 
Windshield Washer Fluid............... 902 
cLeARsounps () 
Amplified Hearing Equipment.......... 2036 
TelephON@S: seas ar cn nne ee 2036 
CLEVELAND 
Chucking Reamers.............. 2208-2259 
DIGS te ert are 2262, 2276 
DilliBitS ee et eee 2242-2243, 2252 
End MUS 2.2 eees6 cs 2280-2283, 2285-2286, 
cee 2288-2289, 2291-2293, 2295-2296 
SChOW EXWACIONS scence aeons ot 2260 
ADS eeetserneee ce erces 2263-2266, 2268-2272 
CLEVELAND CONTROLS 
Air Sensing Switches...............55 3046 
CLEVELAND FAUCET GROUP 
Kitchen Equipment Replacement Parts. . . 1461 
CLEVELAND RANGE 
Kitchen Equipment Replacement Parts. . . 1461 
CLEVELAND VIBRATOR 
NIDIAIOIS vance nee ee 150, 152 
CLMI SAFETY TRAINING 
Safety Training Materials.............. 1943 


CLOROX 
Cleaners/Degreasers. . . 1503-1504, 1508-1509 
DisintectantS:=-5.: 22.55... 1510-1511, 1517 
Janitorial Equipment/Supplies. .... 1504, 1510 
CLOROX HEALTHCARE 
DISINIGCLANISE etcytce etree etme 1512 
CLOROX POOL AND SPA 
OSE IGIUIEIE Ts Mero moorcecn angen: 1480 
cir © 
Cleaners/DGQIEASCIS ain. emnrmen 1503 
CMT 
Router Templates/Bits..............0.8 731 
COASTAL WIRE COMPANY 
Baleslie WikGiGs aerate ten eee: 1094 
COBRA ELECTRONICS 
CBiRAMWSionat etree see ee 950, 2033 
Two-Way Radios ................000. 2027 
COBRA SYSTEMS 
Label Makers and Printers............. 1927 
CODE 3 
Automotive Lighting........... 972, 974-975 
COFFEE MATE 
Coffee Creamers ........0cececaeeees 1440 
COFFEE PRO 
Food Service Appliances and Equipment 

PCa ENG ene ere nate 1439 
COLDER PRODUCTS COMPANY 
TUBING EMUINGS oe eee eee 2849 
COLE-PARMER 
Laboratory Equipment................. 646 
COLEMAN 
Alt MattneSSeSi.nact ee eee 1471 
Coolers and Beverages.......... 1826-1827 
Outdoor GrillSsee cet eco we ae 1459 
COLLOMIX 
Concrete Mixing and Preparation ........ 893 
COLSON 
CASICIS sonore tach einer ca: 1205 
COLUMBIAN 
ClaMPSe ame wancre eee aaa are acer nor 835 
COLUMBUS ELECTRIC 
PUR SWItCNOS! perc. exe. rate eae 3046 
Thermostats: ee. ee 3023-3024, 3028 
COMBAT 
Repellents and Pest Control ........... 1023 
COMET 
Cleaners/Degreasers............ 1504, 1513 
COMPX NATIONAL 
Locking SYSt@MNS =<. 4ck ceases 1963 
CONAIR 
Halts VOES ee eee cere eeee ee meee ene 1474 
ONS S Ge Bc ea te ee ee 1475 
CONBAR 
Laboratory SupplieS...........0.ee0005 633 
CONCENTRIC 
FIOW DIVIGGIS: 220) waseee wee ca ene 2477 
Gear PUMPS. 42 cae 2474-2475 
CONCRETE SAVER 
GOOUNGS see ear eee pence cree 1634 
W connor 
Confined Space Equipment............ 1787 
Eat Protection ©:2.-....--- 1643-1646, 1648 
Emergency Eyewash and Showers 

ee Ge ot eee te ae ate 1841-1842 
Ergonomic Supports ............ 1705-1706 
Eye Protection . . .1650-1652, 1662, 1665-1667 
Face ROCHON veces raccorcenee ee 1639 


Fall Protection Equipment. . .1787, 1790, 1793, 
ee 1798-1800, 1802, 1805-1806 


GaleSe at eee he ae one re 1313 


© Indicates a Diversity Supplier. 


Hand Protection...... 1669-1671, 1673-1680, 
Seen 1683, 1687-1695, 1697-1704, 1710 


Head Protection...... 1635, 1638, 1640-1642 
Lockouts ....... 1938-1939, 1945-1947, 1953 
Marking and Warning Tape ....... 1899, 1901 
Matting . . .1890-1891, 1893-1894, 1898-1899 
RESPINALONS ces ceses ee oe 1758, 1774-1775 
Safety Storage Cabinets ......... 1868, 1873 
SIGNS 202. 1903, 1918-1922, 1925-1926 
Spill Control Supplies 
Pees incin ar oee 1845-1846, 1853, 1862 
Traffic Safety Vests ..........005 1724, 1905 
Water Safety Clothing and Equipment. . . . 1808 
Workwear .......... 1672, 1686, 1703, 1709, 
yore 1716, 1721, 1727, 1729-1735, 1775 
CONDOR USA 
Pressure Switches................ 288-289 
VGINGS are mente imac ne ae mamae miats 288 
CONDUCTIX-WAMPFLER 
Cond Reels ensaae srs cite ieme rane 398 
CONGRESS 
VEBENS tie tance a. meen adware 109-110 
CONGRESS DRIVES 
Sheaves and Pulleys.............. 109-110 
CONNECTICUT ELECTRIC 
Circuit BreakerS..........0cceceeeeees 202 
CONRADER 
Air Compressor Controls......... 29574-2575 
GHECKVAIWGS setter eneecee ener eras 2574 
Safety ValveS 3252 se eens 2573, 2575 
CONTICO 
MOOUSLOLAGG ss cance oncaterenioen ee eee 747 
CONTIGO 
GODS and iMUGS 2 Aeon ee ates 1444 
Water BotleS: ok v netacus dene nein: 1444 
CONTINENTAL 
Belt Drive Electronic Tools............... 96 
FIG G)Sae- erent cemee ener ererenteearees 2766-2767 
HOSOS eee ee ore ree ee 1015, 2604-2605, 
eee Te ee 2608-2609, 2635-2636 
miming: Belt Pulleys wees aie ee ew nreres 114 
GING BONS. Sea ote ane ee 107 
VEDENS eer eniaaeccr etme tater 102-104 
CONTINENTAL INDUSTRIES 
LULU 1d ESP anarege etre ara prarary A sarerrerar oe ae 2617 
CONTROL COMPANY 
GIOCKS eee erento: Meoeine Grae 1374 
GOUnGIS Ace ee 227 
NMOSIOISHaeee a tee oniuuccn nee areas 1413 
CONTROL DEVICES 
Air Compressors .......... 2571, 2574-2575 
Pneumatic System Components . . . 2574-2575 
WaIVOS tren ie ria aan aren earn 2573-2574 
COOL ATTIC 
ROOF Ventilators: serve etek eee 2968 
COOL-LINE 
OINCONIIS aan eer nee ene: 2493 
COOPER-ATKINS (€) 
MGIGIS ent cerns n ia eee 591, 595 
PIODES Ar seein ne arte ce ee 595-596 


Temperature and Humidity Measuring 
ee er 989-987, 591, 595, 600 


MAM GNS Acree neetone heenee sara 582 

COOPER LIGHTING 

Emergency/Exit Lights..............005 429 

COPE 

Cable Trays and Fittings................ 307 

COPELAND 

HVAC Compressors ..............000 3014 

CORBIN 

Door ClOSeIS: car eurn ee we 1991 

LOGKSEIS’ fuck okra 1982, 1988, 1996 

CORDEX 

Infrared CameraS...........000eeeeeee 615 

Wall Thickness Gauges ................ 569 
1-105 


Cordpro - Dayton 


Manufacturer & Brand Index 


GRAINGER CHOICE ° 
Find the wy. Find Solutions. Find Great Prices. 





CORDPRO 

GOR RGGISte ee en eee ree 400 

CORONA 

Lawn and Garden Tools..... 1005-1006, 1009 

CORROSIONX 

Corrosion Inhibitors...............008 2445 

CORTECH 

GatiSMUGKS ce cn ee nations ees 1161 

Evidence Collection...........0see00: 1907 

Floor Cleaning Machines.............. 1578 

UTA ore recor onerse erence eee eae 1341, 1471 

SECUMITY WalliRIAleS: caster irr entmtect es 328 

CORTINA 

Road Flares and Safety Kits........ 965, 1905 

SINS reece eee nono aoe 1915 

Traffic Barricades ......... 1908-1909, 1912 

COSCO 

WKsPoUS anemone cee ares 1363 

RUBDORSIAMDS a2eceeence seen ees 1363 

COTTERMAN 

Ladders........ 1034-1039, 1042, 1047-1049 

Sale GAleSea em canner oe 1313 

Work Platforms ........... 1044-1046, 1049 

COUNCIL TOOL 

Hammers and Striking Tools........... 1007 

COX 

Adhesive Applicators............ 2219, 2234 

COXREELS 

Cable/Cord Reels..............0 396, 2526 

Hose Reels..........0000: 2435, 2523-2529 

COZY 

MEAICES camper emer im ne 3068-3069 

CPI 

OWICNES eater a a eee ee 267 

CPS 

Flaring/Swaging Tools................ 3010 

Manifold GauQ@Sa.cseucccess see nents 3005 

Refrigerant ScaleS............0000005 3007 

Refrigerant Service Equipment......... 3007 

VACUUM RUIMDS sterctcrattt cetera erent 3007 

CRACK STIX 

Concrete and Asphalt Patching and Repair 
GOMDOUNGS eee ree tee sete seer 1632 

CRAFTLINE 

CODINGISSs sewers ne eee ere. 1265 

CRAMER 

GiidliSsee pee e ers recente 1334 

SIGN OlOOIS ee re ee 1350 

CRC 

AONGSINGSa: 2 caer eecetaea cece cca cee 2216 

Aerosol Dust Removers.......... 1354, 2428 

Brake Conditioners .............5: 899, 962 

Cleaners/Degreasers.......... 897, 901, 908, 
eer re ere 922, 2446-2449 

Corrosion Inhibitors.......... 907, 922, 2445 

DGNGCIS es are eer eee een ees 902 

FUGIAGGIIVGS: <3 2)8 ee ee cen eee 896, 900 

Gasket Removes. ...........22000005 2227 

GledSO sn cat rad ceteee an 899, 2450-2453 


Mold Releases..........sseeeeeeeees 2445 
Oise arcetatnnt hoe acme tenet 2455-2457 
Parts Washer Cleaning Systems ..... 938-939 
Repellents and Pest Control ...... 1022-1023 
Sbaldilisien ane nese ea eae 2226 
Smoke Detector Aerosol Testers ........ 1882 
CRES COR 

Food Service Equipment......... 1446, 1448 
CRESCENT 

SOGKGIS cee eee re ie creer eet 759 
Wiss CUUING T00IS c..c2e2c bene ees 815 
CRESTWARE 


Food Service Equipment 
oon 1439, 1446-1447, 1454 


i-106 GRAINGER. 


eT S| 


CROSBY 
Lifting Hardware 
bee eae 1067, 1070-1071, 1088-1089 


CROWN 

Lubricants and Penetrants............. 2453 
CROWN BOILER 

BONCHS 21 2ecceh eee eee eenerns 3089 
cROWN PRODUCTS (&) 

Pet Waste Stations: (028 eee eens 1554 
CROWN VERITY 

GEINSHGHOGICS cenraeeene wee eer 1459 
CRYDOM 

RELAYS ents ase aetna 219 
CRYSTAL LIGHT 

LGMmOnddG 2a ee eee renee 1437 
CSL 

Caris/RaCkKSsswnene nce eene ess 1476 
CST/BERGER 

MGASUPINGQATOOIS fe crscartee ars scene wepessnccestars 879 
Metal LOCalOIS? 3.2 cee Aarne 565 
CUBITRON Il 

ADIASIVGStcetamm enemies eta e 737 
CUISINART 

Goffee MaKelS tose eee a. 1438 
CUSHMAN 

Utity VOWICS ssa 8 ceen eee cs 989, 1175 
CUSTOM LEATHERCRAFT (CLC) 

Knee Protection. : Sickie ectu a ve ees 1705 
TOON SUOA0G ees cee. tear ene 754-757 
CUTTER 

Repellents and Pest Control ........... 1022 
CYALUME 

Light Sticks/Stations............ 1906, 1923 
D & D TECHNOLOGIES 

Gate HandWwale:. sa scceee ee. bars 2009 
D-LINE 

Cable OFganiZGms..2eeci seesaw eee es 305 
Raceway Components/Tools........ 305, 404 
DAEWOO 

Microwave Ovens .........eeeeeeeues 1442 
DAKE 
BanOrodWSinwavde tum ansan anaes 2349 
Belt/Disc Sanders .............0.00005 2360 
COUSAWS casa scccee es nmrenmece ees 736 
SHOP PIESSES iat niueitennaw se nin 2357 
DAMASCUS 

Hand: PYOLCCUON nce scene caen nuns 1813 
PROLCCUIVEIGEAlic. cite ctin mi sacnentinerce: 1813 
DANBY 
Refrigerators/Freezers................ 1463 
DANCO 

Toilet Replacement Parts.............. 2756 
DANGEROUS GOODS 

Hazardous Material Packaging......... 1402 
DANTONA 

DAanGhIOS: sank paces seme neers 534 
DANZE 

SHOWONFIXUUICS ci swede sven eae be vee 2744 
DAP 

Adhesives .......... 1361, 2228-2229, 2237 
Caulks and Sealants . . .2227, 2230-2233, 2236 
Joint: COMPOUNGS 7. se: ccs ee 1597 
Patching Materials......... 1597, 1632-1633 
Wood Repair Materials .............0. 1597 
DAREX 

Drill and End Mill Sharpeners .......... 2254 
DART 


Food Service Disposables . . . 1431, 1433, 1436 


DART CONTROLS 

Motor Speed Controls ............. 158-159 
Pulse GeneratOrs........cc cece e uu eees 159 
TaGNOM@IGIS 2: eee. woes ae amas 159 
DASCO PRO 

Chisels and Punches..............0005 822 
DATAVAC 

Vacuum Cleaners..........cceeeeauae 1572 
DAVID ROUND 

MOISUIROMGVS st emeee cms: comer 1060 
DAVIES 

KNOWS ec rte ee ies 2323-2324 
DAVIS INSTRUMENTS 

Weather StationS...........ccceeeeuee 583 
DAWN 

DEGIEASCISi civics eed ae 1508 
Dishwashing Detergents.............. 1515 
DAYCO 

Automotive HoS@S .........000eeee aes 947 
DAYMARK 

FOOU EAD EIS nace e reece ae eee eee 1450 
W payton 

AG DIINGS ccc cuceutemateremrar arte oun 153 
Access DOS ean me ee 3101 
Air Circulators (See Fans) 

Air Cleaners... ......cccuueueeee 3059, 3061 
Air Conditioners.............0000: 354, 2996 
AUP CUGAINS scciece eck caren c ewan bes 2969 
RUG GUIS strc rceenene cetera eee ee 3087 
Appliance/Tool Motors...............05. 36 
ANON PIESSES 222 ciaccunacurenee ees 2357 
AMIGUIRANS see corscuvenee teeny er ervey ccere 2926 
Baseboard Heaters ............. 3069, 3072 
BallehieSicemyeticetce mance eae eae 532 
Beal: GlampS:2< samneseswre oaks 1061 
BGOnNGS 2x5 oc screeners 133, 136, 140, 143 
Blade Welders .........ccceeeuuuuues 2351 
Blower Wheels. .........00eeuueeeees 2988 
BIOWEIS Saidimeatagnaxies 2972-2987, 2989 
BARES ete erties eee een renee a ara 95 
BUSHINGS 222 2 wencnuce treet tas nee 143 
Cable/Hose Carriers............000008 1093 
Cables eee ees 1084, 1087-1089 
GollinGiFAanS sore ck ee ee 2922, 2943 


Centrifugal Pumps. . . . 2630, 2633, 2638-2639, 
Sean eeaee ah 2642-2643, 2645-2651, 2691 


Chain'Detachets: 2232 caceeecuce. oskee 117 
Chainvlinksan eee c concen cers 116-117 
CAINS. s ate eee 1071-1073, 1107 
Check ValveSien crc t crcecne scenes ners 2656 
GIAMPS esc eee ee ee 1065 
Condensate Removal Pumps........... 2662 
Contact Blocks........... 170, 240, 249, 251 
GONLACIOIS Ss were tcke eee 170, 173 
Control Stations.......... 240, 249-250, 275 
COUNLEIS Ayer eee ee 227 
COUPIINGS2Ai2 sone tsee ren eras 125, 128 
GUID! GANS 23 earner rice teeter nn 2940 
Dampers ...... 2938, 2943, 2945, 3100-3101 
DE WMOWGIS 2a eee eee 27, 33 
DehwmigiiGtS: .c:.c2cccne ede cen vens 3062 
DISGNAIGE CANS meget te ee 2940 
Disconnect Switches........ 176, 3075, 3077 
DOWNES 2c ie aro we 1168, 1190, 1192-1193 
Drain ClegnGts erwin ean cane crane: 3010 
DPUIORIS Soya serene eee ee 2315 
DRINPRESSES 3a etree cee acoe: 2345 
Drum Handlers............ 1143, 1145-1146 
Drum: PUMNDSs< fee ee cance ee ee 2676-2677 
DIUM SWIGNES 2) cesar cnn 167 
DUGUEANS: 38 eee een 2947 
Dust CollectorS ....46.00 000 baeek cae 2363 
Electric Heaters...... 3068-3071, 3074-3077 
Engine-Driven Pumps. . .2632-2633, 2637, 2696 
Evaporative Coolers........ 2998, 3000-3001 
Exhaust Fans........ 2928-2934, 2954-2955, 


Serer eT er eee re 2957, 2967-2968 
Exhaust/Intake Ventilators 

eee 2931, 2935, 2945, 2952, 2955-2956 
Exhaust Shutters.......... 2936-2937, 2967 
EveshigldS <<: to accee ane een ater 2359 
Falls:222 2915-2926, 2934-2935, 2940-2941, 

Ere 2943, 2950-2951, 2967, 3010, 3077 
Fakim-Duty MOIS a. c2s seeps cenne es 34-35 


Can’t find it? Go to Grainger.com®. 


Filters... . 1574, 1576, 2671, 2694, 2955, 3076 


Floor Machines ........... 1579-1580, 1582 
FIOWIMGLEISii ner ee ee 2682 
Forklifts and Forklift Attachments 

Pre ere reer rere 1176-1177 
Fountain Lighting Systems ............ 2640 
FUNG EXNAUSICIS soe et te 3060 
Gas Heaters......... 3082, 3084, 3086-3087 
GeannOlwlS 22.2 cee ee 68-76, 78-86 
General Purpose AC Motors......... 8-16, 19 
GENGIAOIS es cee eee eee ieee 981 
Grinder Pumps............ 2624-2625, 2655 
GUIRGOlS cere eedses eee ee 723, 2359-2361 
Hazardous Location Fans ........ 2919, 2931 
HealoliNQels= cates see ae ee Ane rant 2983 
Heater BracketS.........00eee0: 3077, 3087 
Heater Mounting Frames. . .. 3073-3074, 3076 
Heater Transformers ..........00000e: 3075 
Heater TiniiKitSes. s,s. ces ness eonseee: 3075 
Heater Vents ..........055 2949, 3086-3087 
HOXHUDS een ore he ete tne me nats 2950 
HOISES: cites cies bane 1050, 1054-1058, 1060 
HOOKS ee toe eee eee 1071, 1084 
HOPDCIS tgs mace rei tees 1158 
PUIG ISTALS eerie ee Sree oer 3028 
HVAC GAGES 2am tee es 3005 
HVAC Motors ....... 38-41, 43, 45, 48, 50-52, 

Wee eee re er eee 54-55, 57-58, 60-64 
Hydronic Heater Diffusers............. 3089 
Hydronic Heater Guards............... 3089 
Indicator LightSe snes heer 248 
Infrared Heaters.........cceeeeueeues 3087 
JOVSHICKS Gores Nee cen etn eee oneee 251 
Kitchen Exhaust Range Hoods.......... 2955 
Lifting ;EQUIPIMENT .. yeceeee see eens 1067 
Lint Switches: 2044 ¢¢c05.44% 268, 270-271 
Ein@ah ACWWALONS 23a santa antoue. 146 
LOUVGIS 5 iay cece 2937, 2939, 3076, 3088 
Machine Stands.............05: 2355, 2359 
Material Liffs............. 1174, 1179-1183 
Metal Forming Machines......... 2359-2356 
Milling Machines............... 2344, 2346 
MINCIS 2 eco ce eee eee 1141 
Motor Accessories........ 43, 51, 65-66, 170 
NOOR CONMOIS: =r cote eee 160 
Oil-Fired Heaters............0000000e 3083 
Overload! RélayS2..2. 22.0 sece Go ccen a. 170 
PAUIORIVGES eye th nec cee eee ee 1579 
Pallet Tiltetso.c2 2 ese 1173-1174, 1178, 1181 
Pallet hiGkKS erect 1173-1174 
PHO ControlSa2 4 cesses ican ances 415 
PIUNGO RUNS <ece eet eas ae 2693 
Positive Displacement Pump Replacement 

PallSs chen men wate mentee ers 2665 


Positive Displacement Pumps..... 2630, 2663, 
. . 2665, 2667, 2669, 2671-2677, 2693-2697 


POLNTIOMCLENS .-.0¢ cca teehee ste ences 251 
POWeI SUDDIGS 2055s ee neato eee 210 
Pressure SWiGNCS.< 2.22.1 cece eee aces 288 
Pressure Washers ............55 1587-1588 
Pulley BIQGKSiat en ere tae 1084 
Pump Controls/Accessories....... 2628-2629, 

ere es 2633, 2642, 2655, 2671, 2690 
PUMP NIQUES rene reece ete gee 24, 26 


Pump Replacement Parts 
eee eee 2650-2652, 2663, 2665, 2667 
Push Buttons/Selector Switches 


a ene ee 240, 251, 257, 275 
Ratchet PulletS 2 see chae cee es 1059 
Refrigerant Hoses ..........00eeecues 3006 
Refrigerant Recovery Machines......... 3007 
Relay SOCKGIS <4 %ca nueais eee aurae 216 
Relays .......5. 215-217, 219, 221-223, 3035 
RIG Valves 258 sera een eee: 2696 
Rollers and Skates.............. 1193, 2693 
ROOUGUIDS see ee 2962-2963 
Roof Ventilators...... 2952-2961, 2964-2966 
Rotary Surface Cleaners .............. 1593 
Safety Alarms and Warnings............ 279 
SANUClS a5 ee eee eee 2361-2362 
SAWS eee eae 733, 736, 2349-2350 
SONSOSiscere eet eee eae ee eee 221 
Slat Collaisse woe cece ee ces 122-124 
Shear and Roll Machinery........ 2355-2356 
Sheet Metal Notchers ................ 2356 
Shutter Motors............ 2936, 2938-2939 
Sleeve and Thimble Kits .............. 1088 
SINGS eeracnar nates 1074, 1076, 1079 
Solenoid GOS 24 eS ache os ns aeccuuee ce 2873 
Solenoid Valves ..........00000, 2872-2873 
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Speed Controls... keen eee ee 27, 158 
Speed Reducers ............. 87-88, 91-94 
Stabilizer JACKS. cece cscs eee wen ees 1126 
Sel DRIMNS:s Aannat eae ee 2363 
SUPPIV EONS etter cree 2932, 2935 
MNGRMOCOUPIES Sacte estes ares 231 
Thermostats......... 2968, 3021-3025, 3028, 

Pe ee 3071-3072, 3075, 3077 
TUMINGVBGHS oa eee a ese eee 106 
TOWING SUADS. ca cciceu ed ocee ee eee: 1084 
MPanStOWMeNS:. ..ee. wee eee 205-206, 208 
TEKS 20352 1143, 1146, 1163, 1165-1166, 

Det ac de eit eae 1168, 1184-1190 
Tube Heater AccessorieS............05 3087 
Tubeaxiall Fans? ase ee oe 2940-2941 
TUDINGIBGNGENS x0 cciset Wee ee eee 2356 
Turbine/PUMPSaeccncnee seo arena 2652 
Unit Heater Replacement Parts......... 3086 
Unit Heaters......... 3077, 3086, 3088-3089 
VEBElIS cecum cer conn aes ene 97-101, 105 
Vacuum Cleaners............00 1563-1564, 

met a en ah are 1566-1568, 1573-1576 
VaCUUMIMOLONS: fences nen caren 37 
Vactiuim|PUMpSie ees eerie 2695, 3007 
Ventilation Controls ..............000: 3024 
Ventilators .......... 2945, 2954, 2957, 2959, 

er ee ne ee 2961-2962, 2968 
Venturi Fan Frames: 222.225 - 2225262: 2930 
ViDIalOISsec een ee oe 148-150, 152 
NISCS ert patos ent meee 2346 
WalGOllatS47 neotenic eer ee 2934 
Wallieaters 2205 ccecesencceers 3073-3074 
Wall Registers ceca ss Bese ea 3076 
Wall Ventilators ..............0. 2954-2955 
Washdown Motors............00000s 31-33 


Water System Pumps . . .2619-2620, 2622-2623, 
ce 2625-2627, 2630-2631, 2640-2641, 
renee 2650, 2653-2655, 2690-2692, 2701 


WaterTanks:2. 229 ese 2656, 2695 

Weather Hoods? wince seen oenne a 2934 

WICKS erent eteyrer tenes eres 1085 

Work Plattonms: <a: aertesnneese ant 1176 

WOK STANGS ea ote acemes hrateaenen in 2351 

D.B. SMITH 

Lawn and Garden Equipment .......... 1001 

DBI-SALA 

Confined Space Equipment....... 1786-1787 

Fall Protection Equipment........ 1787-1788, 
ere 1790, 1792, 1794-1795, 1801, 1804 

GUarhallS renter ener eee 1789 

DEARBORN BRASS 

Plumbing Replacement Parts .......... 2757 

DEB 

DISDENSEIS@s ee eprie arto ees 1498 

Personal Care Products............... 1498 

DECADE 

CONIAINGISs eee eee eee 1301 

DEFELSKO 

Coating Thickness Gages............... 569 

DEFENDER 

Hand and Portable Lights .............. 523 

DEFIBTECH 

Defibrillators (AEDs)............020.005 1838 


DELHI 

BIOWERS teense sre ee ere aye 2979 
DELTA CHAMPION 

Liquid Transfer TankS...............005 753 
DELTA FAUCET 

FAUCETS Gyncce oxen 2733, 2737-2742, 2749 
Shower FIXINGS... ce eek os eee ee 2745 
Wem-Kore © 

Palace econ unerseeeat ne een canes 1607 
DEMAG 

HOISIS ee erie nears eee Mens 1053 
DENIOS 

Storage Lockers/Stations ............. 1873 
DEROYAL 

Paint Equipment and Supplies.......... 1622 
WOIKWedle tenner es ogee ee 1623 


DESCO 
Antistatic Products .............00000s 561 
DESIGNOVATIONS 
SIGNS: peers etree tee manera 1916 
DESTACO 
GlamMpSeacnecae cee ene: 2319-2320, 2541 
DETEX 
EXIDDCVIGES = ees eer sae etre a 1996 
DEVCON 
IGNGSIVES sre tee ee actn ce eee eee: 2218 
EQOXV contre wet ont coer, 2217 
Epoxy Mixing Nozzles/Applicators....... 2219 
PRINCUS sees ener nccn en se rccneyren eters 2223 
DEVILBISS 
SDAy GUIS eee eet eee ee 1625-1627 
DEWALT 
Abrasive Discs............. 737, 2377, 2384 
Abrasive Wheels ........... 737, 2380-2381, 
ee eee er en rere 2384, 2388 
Air Compressors ...........+..: 2599-2560 
BIOWEIS: oe eee eee 988 
CHISGISS sean eee seinen 712-715, 822 
Cordless Nailers...........0000000ee 2497 
Cordless Tools........... 665-672, 717, 988, 
Bec ee ee 1004, 1563, 1573 
Core BiS ear ee oa ee ee 713-715 
CuEOiI00IS=.4sae ee 721-722, 729 
Cut-Off Wheels............ 2384, 2386-2387 
Cutting T00IS:- 2s a keee eres: 808-809 
Demolition Hammers.......... 710, 713, 715 
Diamond Blades: ... 0050 0a ease ens 720 
Drill and Impact Bits .......... 698-699, 704, 
Tey erry errs 711-714, 2265 
Drills cea a ene 696-697, 710 
DUSUEMMACIONS: c2os 26 cacc ean: 722, 1566 
Eve Protection si..cntoe se cncees os 1659, 1668 
FINISMING) TOOISs2 wane sce eee 669, 723 
GlGase GUNS crus neon ee cee eee eee 932 
Grinders and Sanders ............. 721-723, 
ee ee oe 725, 1566, 2359 
Grinding Wheels....... 737, 2384, 2386-2387 
Hammer Drill Bits ........ 709, 711, 713-715 
HammMeriDeillS 2 eee esac ce ee oe: 710, 1566 
Heal GUNS siesta cesta etree ane 738 
impact WrenGheS 2e35 cvse.caes eens 697 
KNGGI RAGS pete tere ee ten ence ee 1705 
EOVGlINGTO0ISiee ne eee, eee 880-881 
Measuring Lasers ..........00ceeeeues 880 
NIDDIGIS ene okt eee eerie tee 726 
PlAN CNS sees acer eet ok eee rete rs 725 
PoeumatiG (00S ees eee 2497 
Pressure Washers ........c0cecuueues 1589 
Rotary Hammers ............. 710, 712-713 
ROULERSai a een een re ees 729, 731 
Sander/Polishers............. 721-722, 725 
Saw Blades............. 720-721, 734-735 
Saws...... 706-708, 717, 720, 726, 729-730, 
RR ey ree 732-736, 886, 1004 
SCIOWONVEIS coe a eee 696 
SEAS eee ee eer eee 726, 816 
Staplers/Nail GunNS............0eeeeee 890 
Tool Storage........ceeee 746-747, 755-756 
TPIMMERS eee ce ears ene 987, 1004 
Vacuum Cleaners. .........cceeeeauee 1566 


DEWALT ENGINEERED BY POWERS 
Anchor Screws . . .2147, 2162, 2164, 2166-2168 


ANCHONS Serta eee 2166, 2168, 2170 
DN BiS 2 ee eee ee ee 2166 
ROGIHANGEIS = 2) 2 ons ne eae aac 2147 
DEWITT 
FENCES te aoe ee ee ee ee een 1019 
Nursery and Landscaping Supplies 

rae ae air okies heey eae et 1003, 1012 
DEXTER-RUSSELL 
Knives and UtensilS............000000: 1453 
DIABLO 
Saw Blades.......... 721, 727-728, 734-735 
DIAL 
Personal Care Products.............5: 1498 
DIAMOND CRYSTAL 
Water Softener Salt................0.. 2702 


DIAMOND GROUP PRODUCTS 

WOIUGIS ore aoe ene entree ee 2419 
DIAMOND MACHINING TECHNOLOGY 
Sharpening Stones ..............00005 813 
DIAMOND VANTAGE 

Abrasive Wheels .............0000000: TS 
DICKE SAFETY (f) 

MANIC SIGNS caricy meen cee eee 1915 
DICKIES 

WONMKWCQl wetter cee ace: 1720-1723 
DICKSON 
GhartiPapehavecmceres see. k hana 599 
Chart Recorders: = =. 32 seats ee ner 598 
Dataoggens a. iiieueras elena ts 980, 593 
RODE WUStINGNS 2 mieten ete tetera: 998 
DIESEL POWER 

Diesel Fuel Additives................4. 896 
DIGITAL ALLY 

Law Enforcement Equipment .......... 2048 
DINEX CARLISLE 

DINNGIWalGke sates awn ea ene 1445 
FOOU/SGIVICG WayS.2-302ccecen a: Bares 1445 
Induction Chargers ...........0000005 1445 
Meal Delivery Carts............s00005 1445 
DIRECT METALS 

ALUMINUM Geers cern 2192-2193 
PldSliGiesee se ane tera ne 2192 
Slalmle@SS Steel. 3-20 fae wee 2192-2193 
Siecle eee ee eee 2192-2193 
DIRECTORR 

VaCUUINIPUIMDS arses nee cies ee 2581 
DISC-LOCK 

EOGICWaSIGlS crajesa ce ae certs e cine 2092 
LOCKNUIS area een ate nent 2083 
DIVERSEY 

PlaSHIIGIIS 22 coe ee ee eon ene 523 


Janitorial Equipment/Supplies. ... . 1502-1504, 
ee 1508-1509, 1511-1514, 1517-1518, 


Laundry SUPPIIES: ov.22.ce02 st cane cue 1516 
Odor Control and Drain Maintainers 
aaa eae ae tee 1505, 1520-1521 


DIVERSIFIED FASTENING SYSTEMS 


DNB Sit eaencct rate nie aren 2161 
DIVERSIFIED WOODGRAFTS 

Laboratory Furniture ................. 643 
DIVERSITECH 

Condensate Pumps ..............0005 3092 
Condenser Mounts.............000008 3094 
DraliiPallS smtse nto eee cee 3092 
Electrical Connectors..........0.0e00: 3094 
FIN; GOMDS eee eee ei eres 3010 
Furnace Mounting Hardware........... 3094 
Heat Pump Accessories............... 3094 
HVAC CHEMIGALS 27.3 encore teeter nce 3012 
PUMP OWICNOS 222 ere te een 3092 
DIXIE 


Disposable Cutlery and Dispensers...... 1435 
Food Service Disposables 
ne eee ee 1432-1434, 1436, 1826 


DIXON 
Fire Hoses and Hydrant Equipment 
er an cn ee 1819, 2766-2767 


FIMINGS cure enter a nnen 2522, 2766-2767 

DIXON TICONDEROGA 

Office Supplies ........... 1364-1365, 1614 

DLAB 

Bottletop Dispensers.................. 653 

Laboratory Equipment................. 646 

PIDGHOISeeen tence ace 658-659 

DMI 

EIQONOMIGS eee eee eee eke eet 2746 

DMS 

Emergency Preparedness Equipment/Supplies 
es tee eine ere en eee er eae 1905 

WORK Wal iecerse: sone ety eee eer 1905 


© Indicates a Diversity Supplier. 


DOGIPOT 

Pet Waste Stations..........00eeeeees 1554 
DOLPHIN 

CONNGCIOISn ee ee cee ees 351, 389 
TOOISee oni ore eee ees 389, 411 
DOMINATOR 

Wrecking and Pry BarTools............. 823 
DOMINION FAUCETS 

FallCGlS ences echt cee 2737-2740 
DOMINO 

Coffee Creamers and Sugar............ 1440 
DOMNICK HUNTER 

Oil/Water Separators............00005 2571 
DORMONT 

Gas CONNCCIOIS 222.3 eee eee 2717 
DOW AGROSCIENCES 

Soil Treatment and Weed Control........ 1003 
DOW CORNING 


Adhesives and Sealants 
AO era ome ee 2226, 2230, 2232-2233 


DOWNY 

Lalindiy SUDDIIES 22 sacra eee eae 1516 
DPI 

BAGURIS ctiauua arama orsenn sate 1047 
DQE 

Emergency Equipment........... 1817, 1824 
DRAGER 

Gas DGlGGIOIS 7. sae eee 1781-1782 
DRAIN-ALL 

Pneumatic System Components ........ 2573 
DRAMM 

Hoses and Sprinkler Systems .......... 1014 
DRANETZ 

Power Quality Analyzers ............... 552 
DRANO 

Drain Openness eaniee eee eee 1504 
DREMEL 

SU PIINIGIS Seer on eee ee eee ate 664 
ENQUAVGES 2226 een eee ee reer 724 
Oscillating NOGlS: vse eee cee eee 724 
ROLANY TOOISS tee re es eee 724 
DRI-EAZ 

Air Cleaneis: suwenwcae tase cams 3060 
Blowers and Fans ...........20.0000 2989 
GIGANGES:ccrmsrcctecie scr cee raman iat 1566 
DehumidifielSn. eek ica cides ee eae dae 3062 
Fan and Air Cleaner Filters ....... 2989, 3062 
DRILL DOCTOR 

Drill ShanpenelS: ck we seen da dees aes 2254 
DRIPLESS 

COUIKGUNS sania air. Musee eels ear 2234 
DROSSBACH 

Corrugated TUBING)... . ceccs deen eu eae us 407 
DSR 

Battery Chargers/Testers........... 925-928 
DUAL-LITE 

(See Hubbell/Dual-Lite) 

DUCTMATE 

Condenser Mounting Brackets ......... 3094 
DUE NORTH 

FOOIWGAN etc at een 1747 
DUFF-NORTON 

LiINGARACTUGLONS: oasanve pate ne scuase 146-147 
Rota JOMISe ae mre ah eee 2846 
DUMOND 

Cleaners and Paint Removers.......... 1613 
DUNLOP 

Footwear....... 1738, 1741-1742, 1744-1746 
DUO-FAST 

Pneumatic Fasteners..........0see00: 2499 
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DUOSEAL 

VaGUUInRUIMES scree ere se 2581-2582 

DUPLI-COLOR 

Automotive Paints/Coatings............. 907 

DUPONT 

FiltfallOn S¥StOMS 2... <2: ee cre on eee 2703 

FOOUWGdl- 4 eee ete ne eee 1738 

LUbNGANSsce aus cere ne eee were 2453 

epee ee ee ener peer ont 1389 

Workwear .......... 1672, 1714, 1735-1740 

DURABILT 

Containers and Totes...............4. 1296 

DURA-BLOK 

PIG SUBDORS rerestrten ue tatceran, 2825 

DURAC 

MVCKOMGLCNS 225 042 sen wen omnes ane 629 

DURACELL 

BalleneS sna A cae ane enone 532-534 

DURA-INK 

MaIKGlS cee cee er ener e ae, 1615 

DURHAM 

Bins and Storage Containers...... 1302, 1307 

Cabinets....... 1266-1269, 1277-1278, 1303, 
Rr erer reer 1305-1307, 1326, 1873 

Carts and Trucks .......... 1157, 1164, 1166, 
Pen Mee er eee 1168, 1330 

RACKS reece ctr 1239, 1306-1307, 1350 

SNODIDESKSiye es eee eo eee 1327 

NADIGS  saeae cect ee en eeecterac 1324 

Workbenches ...scececie canes os 1322, 1325 

DURO 

BddSwaserawsr ter aan ste mere eas 1411 

Calibration Labels: 2 =e cee 574 

GAUGC Sheeran eects creer mae eects mee rm 576 

DUST-OFF 

Office and Computer Cleaners.......... 1354 

DUSTLESS TECHNOLOGIES 

Vacuum Cleaners...........000: 1566-1567 

DUTTON LAINSON 

WINCHES errno ern cree etree ters: 1085 

DWYER 

Air Movement Testing ............. 571, 621 

Magnehelic Adapters.................. 570 


Nonelectrical Properties Testing 

ee eee ere meres: 572, 2677 
Pressure and Vacuum Measuring 

ever cre rere 570-573, 3046 


Pressure Switches............00.0000s 570 
Process MONIMONING:: «2.20.02. 5.800.45 570 
SightiGlasseS ane aaanemec ee eee 2913 
Temperature and Humidity Measuring ....588 
DYKEM 

Layout Fluid Removers ............... 2427 
LavOUUEIUIdS. 2220 ee eee eee 2427 
MAIKGS cue vee enlace tones 1614-1615 
Staining’ FUNGS scorn rene nese ea. 2427 
DYMO 

Label Machines.............0005 372, 1379 
babelSinc nnn cwtaran 372, 1379, 1406 
DYNA BEADS 

Balancing: BeadSi etree nn ene. eee 952 
DYNA-GLO 

HGQIGIS:¢ eannn ent camminn amen 3082 
DYNA-LIFT 

Mydranlig LMUKS Scns ene. ees 1319 
DYNABRADE 

PU OO|S ere een: 2506-2511 
Downdraft Tables..............000008 2363 
FINISHING) TOOIS ere ceeee ee eee rete e 723 
FIUNOS ere tree ik ee ee oe 2522 
DYNAGRIP 

SCAMS crane. fee ee oer ae 2229 
DYNALON 


Laboratory Supplies. .. 633, 645, 653-656, 658 
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DYNAQUIP 

Ball ValWeSiee vas aeeursn neces 2868, 2871 
PReUMAtIC VAINGS: eon nea 2972, 2871 
DYNASONICS 

Ultrasonic Flowmeters..............5. 2686 
DYNATEX 

AUNGSIVOS <a ransane ene eevee ee rere 905 
DYNATRON 

Automotive Repair Materials............ 905 
DYSON 

Air Gleaneis ceca eee eennse an ean 3059 
Restroom Equipment................. 1493 
E. JAMES (0) 

AU herenno ncoceose ugueonmanend: 2199 
RUDD Clare teers 2201-2205, 2207 
E. L. FOUST 

AlPCIGANCIS scraturcue nce etic es 3059 
E-Z LOK 

Thread MISCHS eee ee eee: 2143 
Thread Repair KitS...... ccc eee 2137 
EAGLE BELTING 

Round Belts and O-Rings............... 108 
EAGLE GROUP 

SINKS eeu acre eet 2728-2730 
EAGLE MANUFACTURING 

Drum Management Systems . . .1861, 1864-1866 
FUNG Sees en oh crete nee ee 1874 
Gas CNS ian smoee creas te ne 1875 
RAMOS acta ee eet sey ncece 1872 
Receptacles and Containers ........... 1552 
Salely St0hade. 24 cee ee 1836, 1869, 


er ee eee 1871, 1874-1876 
Safety Storage Cabinets .... 1869, 1871-1872 
Spill Containment Supplies 

CE te 1857, 1861, 1863, 1865, 1867 


Wrattic BarniGades 2. aces anaes 1910 

EAGLE ONE 

Automotive Detailing Supplies....... 909-910 

EAGLE THERMOPLASTICS 

Laboratory SupplieS.........000ceenee es 645 

E.A.R. BY 3M 

Eal PIOtCCHONM exces e eee ee ee 1645 

EARPHONE CONNECTION 

Two Way Radios and Accessories....... 2032 

EARTH FRIENDLY PRODUCTS 

Ait FreSnehels cence cee cues 1524 

Cleaners/Degreasers............ 1502-1503, 
a ee ere rey ete 1513, 1515, 1518 


Janitorial Equipment/Supplies 
een 1502-1504, 1513, 1515, 1517, 1519 


Laundry Suppli€S. ....:00sccs cee ceees 1516 
EASY-OFF 
Cleaners/Degreasers............20005 1514 
EASY PAKS 
CIGANGISG eee ae eee ee ee 1523 
EATON 
AG DMVES ere eee rere ees eee 154, 157 
Air Brake Components............00005 962 
Circuit Breakers............., 193-195, 201 
Gomtact BIOCKS: 2222s ee ee 253 
COMACIOIS 24 cin cbes ene 169, 171, 173-174 
COUNLEIS conan meena ene ate as 226-227 
DG iPower SuppligS s2.c.2-0e ears. 210 
ENGOUGIS 2s san cees neki ee ete eee 226 
Hose Fittings............. 2483, 2485-2488 
HOSPS#@ tee nee eee 2483, 2606-2608 
HydrauliG COUPIGNS:;2*..0c2 secon oe 2489 
IMdiGatOn LIQHIS 2 oer ee ceees ee es 241,257 
Logie: Gontrollets;22:. cece ee eee ee 224 
Motor Controls....... 154, 164-165, 168-169, 
Be eee ee eee 171-172, 174, 218 
MOtOn StAnlelS: <0... ee: 164-165 
PUSHIBUUGHS =) 302). 241, 252-253, 275 


ROIAVSiaaee en veer ree eee, 223 

Safety Alarms and Warnings............ 279 

SEIISOMS ee eee es ee 282, 284 

Surge Protection Devices .............. 203 

SWITCHES arse nee 220, 241, 252-253, 257, 
ey ee 261-262, 266, 277, 3094 

PUB NGS oes ee ee 962 

WINGS go cee tree ee tetera era eee 2913 

Variable Frequency Drives.............. 157 

EATON AEROQUIP 

ChiIMpPINGHOOISvextee we ee ee 2483 

Hose Fittings . . . .2482-2483, 2485-2486, 2488 

MOSES trate ee eee 2481-2483, 2485 

SAWS ec in eee en mere 735-736 

EATON VICKERS 

Hydraulic Power Units................ 2472 

Hydrauli¢ VaWeS scce cases Aecuen se 2476 

EAZYPOWER 

Drill and Impact Bits ...............05: 703 

EBM-PAPST 

ANIAMIFONS sre ee anne ata ore are 2927 

ECCO 

CAMeraRSVSICMS avwecuters ae ee tena 949 

Automotive Lights/Alarms. . . 966-969, 972-975 

ECHO 

Automotive Fluids .................005 900 

Cutting and Pruning Tools ........ 1004-1005 

Lawn Equipment . . .987-988, 1004-1005, 1008 

Lubricants and Penetrants............. 2441 

ECLECTIC 

AGNGSIWGS cere ee eee 2229 

ECOBAILER 

Sampling Suppli€S. .......00ececerenns 633 

ECONOLINE 

Abrasive Blasters............... 2402-2404 

ECOPURE 

BISNKE(S ce crtrns eee ee teeter cee 1467 

ECOTRACTION 

Traction Control Materials.............. 994 

EDGE EYEWEAR 

EVG PrOUCCHON sc x cine tierce ets 1661, 1663 

EDSAL 

RACKS sence cane: 1232-1234, 1239, 1307 

SEWING: 23 wee cae: 1232-1235, 1237, 1239 

TD GS ere ears eee meee er eee 1324 

Workbenches........ 1317-1319, 1322, 1324 

EDWARDS 

Hydraulic Presses ...........00e0000 2357 

Metal Fabrication Accessories..... 2356, 2358 

EDWARDS SIGNALING 

Locking: SyStems =. ccc e bees teen 1976 

Safety Alarms/Warnings .............. 1886 

Security Alarms/Warnings. .. 2040, 2051-2052 

IMANSTORMGISE: Pe ce eee ee ees 205 

EEMAX 

Water Heaters ...........,. 2712-2714, 2732 

EGO POWER PLUS 

Lawn and Garden Equipment . . .986-988, 1004 

EIKO 

Stage/Studio/TV Lamps... . 488, 495, 500-502 

EISCO SCIENTIFIC 

Laboratory Equipment................. 651 

EKLIND 

HEXIKGYS faces eas a tena eee tea 805-807 

ELDON JAMES 

MODING estes ate ees 2613, 2615-2616 

ELECTRIX 

asksightS:223 es: cece eee 515-517 

ELECTROLUX 

Washers and Dryers .............0005 1466 

ELESA 

Leveling Mounts ............00000008 1224 


Can’t find it? Go to Grainger.com®. 


ELKAY 

Bottle Filling Stations...............5. 2719 

BUDDIGIS sere cree 2731 

Drinking Fountains ............. 2719-2720 

SINKS eae eee 2730-2731 

ELKHART BRASS 

Fire Hose Nozzles and Hydrant Equipment 
Meda suhitd Peete 819, 2767 

ELMA 

Ultrasonic Cleaners «.:c..cs cece cece es 642 

ELMER'S 

ONGSINGS Seta ee ee ceree e e r 1361 

ELMO RIETSCHLE 

VACUUM RUMDS erenetterecten incre tatters 2981 

ELVEX 

Eve PLOlecliOnina. tne warcen ae ceun ss 1663 

WOMKWOAD taco tieaat aa eee 1721 

emas © 

HVAC MOINS aspera eee oe 39-40, 61 

EMBRACO 

GOMDIOSSONS 34 2. fen ea eee ee cae 3014 

EMERALD 

Sack FOOUS 2 see ees ar 1441 

EMERSON 

Thermostats......... 3020, 3022-3026, 3028 

EMERSON CLIMATE TECHNOLOGIES 

Mennostats, 225 .n a eeceneuees 3020-3021 

EMHART TEKNOLOGIES 

RIVGUOOIS nee eee: 2506 

EMI 

Traffic Safety Equipment.............. 1906 

EMPIRE 

ROO! VentiiatOlS weenie ceases. aes 2968 

ENCORE 

FaBGCIS: uae is mac tee tere eee 2737 

Prerinse Assemblies ................. 2740 

Shower FixtureS.............00 2745, 2759 

ENCORE PACKAGING 

Packaging Supplies............. 1417, 1422 

Strapping Supplies ...............00. 1420 

ENCORE PLASTICS 

Paint Equipment and Supplies.......... 1621 

ENDECOTTS 

Sieves and Sieve Shakers.............. 649 

ENDOT 

Pipe and WWDING ccnwetearean saat ete om 2617 

ENDURA 

Drain Components...........0eeeeue: 2732 

ENERGIZER 

DallenleS neers: pean eee 932-534 

Battery GNAangerS::. thc:Gusctaeesnccmen 933 

FlashlightS. veers e+: 523-524, 526-528, 531 

LAMMGHISetca cern tenths weer tenant e 530 

SpOUgNISicecere weno eer eee eer 530 

ENERPAG 

GaUGeS cc. cuien a hiner nena ets 2471 

Hydraulic Cylinders............. 2468-2469 

Hydraulic Hoses/Couplers . . . 2481, 2486, 2489 

Hydraulic Maintenance Sets........... 2469 

Hydraulig OlSsee eae wate meee ieee 2468 

Hydraulic PreSSES Since. cece eecns eee 2470 

Hydraulic Pumps.......... 2466-2469, 2472 

Hygraulig, RAMS seem ocr acne en: 2468 

Hydraulic Torque Wrenches............ 2472 

Hydraulic Valves .........cceeee eens 2471 

Lifters/PUNGKS: cox icc ecdewnn se 2468-2469 

Needle Valv@S = vcs ceathacicwarwnn or: 2471 

NTE PIMC ESS orem cert etree eer ees 2469 

Ripe BENUGIS 2) seer es 2469 

PUNCHES arte n enemies 2471 

Spreaders/Wedges ...............055 2469 

ENFORCER PRODUCTS 

Repellents and Pest Control ........... 1023 

Soil Treatment and Weed Control........ 1003 
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Find the wy. Find Solutions. Find Great Prices. Manufacturer & Brand Index ENM - Flir 
ENM EVEREST FAST LOCK FINNERAN 
GCOUNTGIS ieee eee ree renee 227 SDEIGANIS ec ene ne ae nee 894-097 PalletS sc oe wecccce shan leer cee ned 1135.> Laboratory SUpplieS2e- 2-2 eee ee 660 
HOURIVGIGIS sae eryt ee tose ees 228 Refrigerated Food Prep Tables.......... 1462 
Mem IGerators/RIECZEIS. aa levee nee 1462  FEBCO FIRE-DEX 
ENMOTION Backflow Preventers.............0055 2906 oy FING BOOS cen cece eer er etre ener: 1816 
Restroom Equipment and Supplies EVERLIGHTS FEBREZE Fire Helmets/Hoods............0se005 1815 
SAIN ae cen eee ahiese eeee 1485, 1498, 1555 Recycling Kits ...................512, 533 : 
ake DOOMONIZERS seis ae een 1524 FIRE KING 
ENPAC EVOLIS CabiN@tSsacnae enna eee enn 1344 
Drum Management Systems...... 1861, 1664 ID'Catd Print@ts 2 occu ci accv cece eens 1970 FEDERAL SIGNAL 
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FLITZ 

Automotive Detailing Supplies........... 910 

FLOJET 

PUPS oteraeiree oe crema aie 2668-2669, 2691 

FLOMEC 

FIOWMGLORSie: seer ere eres 2682-2683 

PUMP GONTOIS ances we hea: 2682 

FLORSHEIM 

RICE So paning@dacssnuuane ss aaa 1752 

FLOTEC 

MUU Son oc anno den asanneacome dona 2626 

FLOWLINE 

Level Transmitters...........005 2679, 2681 

PUMP CONDOIS; s,s eer 2629, 2680-2681 

FLOWSERVE 

PUMP shaft SCalS Sa tccnee ese ones 2701 

FLOWTRON 

Repellents and Pest Control ........... 1021 

FLUID FILM 

LUDKIGAN Siete ere eres eeacs 901, 2445 

FLUID-0-TECH 

PUMPS \ieuie taney aaa nia oer ey 2698 

FLUIDMASTER 

Toilet Repair Parts.............. 2756-2757 

FLUKE 

Galibhalors..2.2 3-05 seen: 562-563, 597, 604 

Data Recording ............45 591, 562-563 

Distance MeleIs?. 222.6. eae 604, 878 

Electrical Power Testing ........... 936-537, 
. . 940-541, 546, 548, 550-551, 556-558, 562 

Electronic/Bench Testing............... 598 

Indoor Air Quality Testing............... 619 

Inspection Flashlights................ 3009 

Instrument Cases and Holsters 


ee unter ae. 537, 546, 548, 557, 604 
Nonelectrical Properties Testing 

Pelee ee ere 597-558, 567, 625 
Pressure and Vacuum Measuring 


ee ee re re 573, 619 
PRODGSaneantesncn ca 540, 548, 550, 558, 597 
Process Monitoring............... 548, 563 


Temperature and Humidity Measuring 
Seneca 548, 597, 603-604, 610-614, 619 


TOSTIRILS wipe eer eseeneeeteerry ere 557, 563 
TeSULGAdS scenes cre 537, 546, 548, 550 
FLUKE NETWORKS 
Cable Wracelss cere ne ec e 362 
Cablemeter Cable Sets ............ 362-363 
Fiber-Optic Meters................005: 363 
LANIIGSUCIS -20teero eee sc mnentoe era 363 
Voice/Data Tools and Test Equipment 

re eee Reon anrnie mcteecre t 2-366 
FLUSHMATE 
Toilet: Repel PantSee ener eee res. 2756 
FOLDING GUARD 
Wire Partitions............ 1134, 1314-1315 
FOLGERS 
GONGG see ae cerry eres reeereen ee 1437 
FOLLETT ICE 
ICE MACHIMGS:srecccee ers ater acre em eens 1460 
FORANE 
MEMIMGNANLS ser recser reese ere secre er 3013 
FOREVERBOLT 
SOLEWSi ese rete heen eer emereea ne 2069 
WASHENS: Saree int toh arsenate 2091 
FORMULA 409 
Cleaners/Degreasers............ 1508, 1510 
FORMULA SHELL 
LUDNGAINIS 2 Be eee eae ee 894-895 
FOSTER 
GOUDIGIS22osn en eee seme er iene 2522 
FOSTORIA 
Electric Heaters...... 3070-3071, 3079-3081 
LOIS ersten peer een nee 3081 
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FOUNDATIONS 

Baby Changing Stations............... 1495 
FOXFURY 

NODSIEHEIQNUING eee errata reece 520 
FOXX LIFE SCIENCES 

Laboratory SupplieS............000.00s 661 
FRANKLIN BRASS 

Bathroom Hardware ..............05. 2746 
FRANKLIN ELECTRIC 

PUMP MGWOISS cca ecen re eis see 2654 
HI Seago mmre gro odcn brn mncno: 2659 
FRESH WAVE IAQ 

Odor. ElMINatOns = 25s ee oe eee 1506 
FREUD 

ROULER BIS 25.-scae ene hes 731, 2297 
FRIEDRICH 

Air Conditioners................ 2990-2996 
DGNUMIGIHIGNS 3.22 eches ean: 3062 
RGIS teeter net ree 2992-2993 
Ductless Split Systems .......... 2994-2995 
Heal RUMpSes.s cane etre nn re 2993, 2995 
POW GONUS icra ee center ernest 2993 
Thermostas ia. wee eee 2993 
Wall Sle@VéS... 265. ecnsecves en 2992-2993 
FRIGIDAIRE 

Air Conditioners...... 2991-2992, 2994-2996 
DISNWASNGIS 4. n.ceeneecee tees 1464-1465 
Ovens/Ranges............. 401, 1442, 1465 
Refrigerators/Freezers........... 1463-1465 
Washers/DIvers.... cc.-kceccradeece ea 1466 
FROMM 

Packaging and Shipping.............. 1422 
FROST KING 

Air Conditioner Covers................ 2991 
Air Conditioner Mounting Hardware ..... 2990 
PiDG WiaDee oe acres eter aine 2838 


Weatherstrips/Weatherseals 


FROSTGUARD 
HealingiGableSs.7-.-. seer see 3067 


FROTH-PAK 
Sediall(Sauecere ee eae ee 2236 


FRUIT OF THE LOOM 


FSI NORTH AMERICA 
Decontamination Equipment/Supplies .. . 1824 
Emergency Response Equipment/Shelters 


ed eee ee een ee ee 1822-1823 
FUJI 
AG DIVES ae een ere eee 157 
GOolant PUMPS: ee eee ee 2692 
Regenerative Blowers.............005 2084 
Mellen Vales 2. rete ee ee 2584 
FULHAM 
BallaSiS sige een ee ce ae 473-475 
FULHAM FIREHORSE 
Emergency/Exit Lights............. 423, 427 
FULL FORCE 
Antifreeze/Coolants...........0.c00e ee 903 
FULTON 
Trailer ACCESSOFIGS. 0... ccc ees 959-960 
FUNCTIONAL DEVICES 
HOlAVS 5. crn trate eee ee 220-221 
TManSlOnMeClS ss. 2. 25 ere ee ees 205 
FUNNEL KING 
EUNNGIS semen ee ee ee 922, 930 
LiquidiM@aSUIOS jessie ctasak cnc ce. es 930 
OMDMDPaNS: secre eee ee 931 
G. W. SCHULTZ TOOL 
Chamier MillS 25 cio. awcd eae neues tees 2296 


GAI-TRONICS 
GICDNONGS = wen hee te recor 2035 
GAIN 
DGTCGENIS eterno eraais 1516 
GARAGE BOSS 
Salely SONATE vices ies ee eens 1874 
GARANT 
Ice/Snow Removal Tools .............+. 993 
GARDNER BENDER 
Cable Installation Tools 

Shane Rent ere eure 847, 850, 2440 
Cable OGAMIZONS .. coat ewe eae owen 400 
GaddipsiCaaS: oe scrsae preteen ereek tee 1167 
GARLAND MANUFACTURING 
Kitchen Equipment Replacement Parts. . . 1461 
GARLOCK 
GASKGIS ccc cee te eee ere 2839-2841 
GARMIN 
Navigation Systems. ............00eeee 949 
GARRETT 
Metal Detectors...........eeeeeueues 2044 
GASCO 
GalibratloniGaS ie. 2aeudece acer eas: 1782 
GAST 
Air Compressors/Vacuum Pumps . . .2577-2581 
GASTON MILLE 
FOOUW GAL ie active idee eames wee 1746 
GATES 
Automotive Supplies ................05 947 
HOSGS teresa ces nts iaceeten teen arr 918 
MelniGV-BellS 2322 ee cc ceec sae 105 
ROUNCIBEIS ee amantmne cme ne ork eran 108 
GATORADE 
Beverage Coolers............0000000e 1825 
Dispenser RACKS = xices ee. cone ches 1825 
Sports Drinks/Drink Mixes............. 1825 
GBC 
Office Equipment............... 1360, 1380 
GE 
Ai GONGIONGNS: ccccicacd cna nccatens 2992 
Caulks and Sealants ............ 2230-2232 
Fiddt OWIGNCS = an arcn secececct 3 eres 2629 
OUUCUSINIDS See eee ane 403 
PIUGPAGAD TERS eater ater er reer ar 400 
Sign@l SOUNDEIS 2252. ne ene ar ee 1886 
GE CURRENT 
BallaSiS eve.2¢ cero 471-475, 477-478 
Indoor LED Fixtures............05: 433, 471 
Lamps and Bulbs......... 480-502, 505-510 
NCANSIOMMNEIS ccesatnrancetere eens 471 
GENERAL ELECTRIC 
CiGUIL BIGAKRIS ase. ee ae 196-198 
CONIACIOIS sic cere ccees 162-163, 171-172 


Contacts/Contact Blocks 
rr ee 162-163, 171-172, 247, 257 


Electrical Enclosures............0, 163, 248 
Electri¢aliPanelS 2 secre eee 197-198 
Motor Slane: s Seen scce es ae 160, 162 
PUOTLGMS Sepeeres ee eater eerie eae 247 
Pump GONUOIS: 2 nea eres aan 2655 
Push BUUONS «cc222s.ccee. ese 247, 257, 275 
RGIAVS crea reer 162, 171-172 
Surge Protection Devices .............. 402 
SWIENES ace A nean eee ance 172, 247, 257 


Uninterruptible Power Supplies (UPS)..... 214 
GENERAL ELECTRIC LIGHTING 


HID FIXtUKeS 32 ee ee eer 458 
Indoor LED Fixtures........... 430-433, 436, 
cee ee 438, 443, 447, 453, 455, 458-459 
Outdoor Area FixtureS .............000 456 
GEARWRENCH 
Automotive Tools..... 914, 917, 919-920, 922 
Suspension and Drive Tools............. 916 
Tabralid! Di@:SO1S cscs naliic cargo aces 2265 
WIENGNESs ean eee nae ee 2216 


Can’t find it? Go to Grainger.com®. 


GEDORE 

Benders, Cutters, and Reamers...... 869, 871 
TORQUE TOOIS: c2- nee 783-784, 786, 867 
WEenCHES 4a ccmcinen amen nnne ene 796, 867 
GEMS SENSORS 

FIOWIMGIEIS ccc e ees census eee 2683 
GEMTOR 

Fall Protection Equipment............. 1807 
GENERAC 

Cutting and Pruning Tools .............. 987 
GellekdOlSsane ee ee 982-984 
GENERAL 


Measuring and Layout Tools 
ere erro eee 2325-2326, 2343 


GENERAL BANDAGES 
FIFSt Ald SUPPNES.. 5.0 cnvces ces 1673, 1830 


GENERAL CABLE 
Wire and Cable .. .344-347, 349-350, 352, 357 


GENERAL LABORATORY PRODUCTS 


Culture Medias ee ee 663 
GENERAL POWER INDUSTRIAL 
Tire and Wheel Supplies ............... 962 
GENERAL TOOLS 
BOFESCODES ce wannnn ee ee nee @ 616 
DatailOugersictnat ecu ccranes 593 
Drill Bit Sharpeners..........000ee0e: 2254 
Gas DeteGtOls: 22s ener Rae anne: 622 
GOUQGS reactance ees es 571 
Inspection and Retrieval Tools....... 824, 844 
KNIVES eee ne are 810 
Measuring and Layout Tools ............ 884 
GIGS taraceretne: cence 571, 594, 600 
Moisture Meters .........seeeeeeeuues 600 
PIUMBING TOOIS: sie came erie eer 870-871 
SCTGWONINGIS: 222: oie cites nen ees 800 
SIOPWaLCN OS ere ec eae oe 582 
Thermometers........0.0000: 585-586, 602 
MGAMMNG SEIS eee eee eae 884 
Tubing Benders 2.22200 ceecu.ceocnsee. 868 
Welding LInkS.23), 2.5 ses creer ee ee 2424 
WHENICHES 3 satce ee cene aren: 871, 2275 
GENIE 
Laboratory Equipment............. 647-648 
Malenial LS tec ce coke tere 1180, 1183 
PErsonnellitlS <6 rears oe 1032 
GENOVA 
RIMINGS eee eee cee ae eae ern 2810 
PIPES ec See eS 2812 
GENTEQ 
EGMIMGIOIS ee eee eae 48 
VAG MOORS tesescraten ect acin coe ae 49 
GENUINE GRIP 
FOOIWEdIiy cnet cheer 1755 
GEOCEL 
CaUlKerncen asec nomen tee: 1632, 2230 
GEORGIA-PACIFIC 
DISPENSEIS: « eevcenvaceveus aces 1485, 1498 
Paper Products . . .661, 1485-1492, 1494,1537 
Personal Care Products..............+: 1498 
Restroom Equipment............ 1485-1489, 
Me ae tee one treat, 1491, 1494, 1498 
GERBER 
Cutting T00lIS=2 eae e eee 812-814, 1007 
NIUIETOOIS Se eee cee ne ee ee 813-814 
SHOVGIS eee ter rn renee aes 997 
GERBER PLUMBING 
acl i=) Sabra tr a neg yore ery mee cre ore 2737 
Totlets/Urinals eek eee ees 2755-2756 
GF GAGE 
GaGOS ean cere ert ain een 2338 
GF PIPING SYSTEMS 
Ball ValWeS creat een ee eras 2870, 2872 
Gheck Valves: c22 220 ceiGe eens 2900 
FIOWMCLEISiise na pee ees 2680 
PiDO ne aneten ne see ornare 2814-2815 
Fi Pel RIUInGS erie are crt 2680, 2814-2816 
SITAIMGES ecrcer connec meee ore 2896 
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Ghent - Heavy Duty 





GHENT 
Boards and Easels... . 1368-1369, 1371-1373 


GHS (GLOBALLY HARMONIZED SYSTEM) 


GHS/SDS Training Materials....... 1941-1942 
GILMOUR 

Hoses and Sprinkler Systems ..... 1012-1014 
GINGHER 

GUL GN OOS ere eee eee ere 815 
GKS-PERFEKT 

DOWNCS i eee eee creer 1193 
MYCrAUlIGIRUMDS sas. t asses: enneen hs 1193 
JACKS ster er ece earns ace ai 1193 
GLADE 

DQOUONIZERS case wait cams tae 1506 
GLARO 

Receptacles and Containers ........... 1554 
Umbrella Bags/Stands..............5. 1350 
GLEASON 

Cable/Hose Carriers............. 1092-1093 
GLOBAL FINISHING SOLUTIONS 

Paint spray BOOMS @a.cesen seer eu daen 1624 
GLOBAL PARTITIONS 

Bathroom Partitions............. 2761-2762 
GLOBAL SAFE CORPORATION 

SaleS en niecieme ne ties cones alae 1968 
GLOBAL THE SOURCE 

GADACNONS wasn ene ee eae ork pa 3031 
GLOBAL WATER 

WaleroaMmplersivas a. 2 paneer in aden 633 
GLOBE 

Kitchen Equipment Replacement Parts. . . 1461 
GLOBE SCIENTIFIC 

Laboratory Supplies............... 643, 655 
GLYNN-JOHNSON 

DOOM HOMES sor twn eee cee en nace 1985 
EQGKSOIS ranecemes coerce une 1985 
GOBAGGER 

Spill Control Supplies ................ 1860 
GOJ0 

Dispensers.......... 1496-1497, 1499, 1501 
Personal Care Products.......... 1496-1501 
GOLDLINE 

MG=DOWNS ean cerca ne ween arate: 1102 
GOLIGHT 

Vehicle LighSsnaseas ee eee ees 967, 971 
GOO GONE 

Cleaning Products... . 1503, 1508, 1514, 1519 
GOODMAN 

Central A/C and Heat Equipment........ 3091 
GOODWAY 

DOSCAlGIS ce etaaraeta ses ceca ante 3011 
GOODWRAPPERS 

Packaging and Shipping......... 1415-1416 
GOOF OFF 
Cleaners/Degreasers.............0005 1519 
GORE 

Gaskets cer ume mrs cnet sceh einen 2840 
GORILLA GLUE 

Adhesives ..... 2216-2217, 2225, 2229, 2237 
GINDS rte tres emir ret saan esac 2237 
Tape Ree ce ie eer een ees 1386 
GORILLA MILL 

End Mills ...... 2280, 2282, 2288-2289, 2293 
GOULDS WATER TECHNOLOGY 

BOOSTER PUMPS. eniac eset. 2644, 2652 
Centrifugal Pumps.............. 2643-2645 
Self-Priming Pumps............. 2619, 2646 
Wastewater Pumps............. 2622-2623 
GPS 

Shrink Film ROMS 3 ac eee seers G ae 1418 


GRABBER INC. 

FOOUW Gabaron ane emer eres ier 
GRACO 

Paint Sprayers. .............00: 1628-1629 
Striping Machines.............. 1627-1628 
GRAND PATRICIAN 

BecginGg/PIlOWS: 244 emer eon ee es 1467 
GRANDMA'S 

Sack FOOUS/ <2 wince nee cee 1441 
GRAPHIC CONTROLS 

Ghant:Papenic22 3-2 sesesn ee ee ee es 599 
Glial: RECORUEIS 25h cc seems ace 599 
GRAY 

Automotive Jacks/Stands .......... 940-944 
Garage Equipment............ 919, 931, 943 
GRAYMILLS 

PanlS WASICIS co iccpen eae er entrees 939 
GREAT PLAINS INDUSTRIES 

PIOWINELCNS cote cn ck Se cmc reser eres ae, 2683 
GREAT STUFF 

Adhesive RemoverS...........000000s 2236 
Adhesives and Sealants..............5 2236 
GREEN WORKS 

Cleaners/Degreasers....... 1502-1503, 1513 
Janitorial Equipment/Supplies.......... 1513 
GREENE MANUFACTURING 

FUNRIUTG ae cote eee eran 1327 
GREENFIELD 

Chucking Reamers.............. 2258-2259 
DIGS eh end ese ie tote he erences 2262 
TADS een aa een ees 2272 
GREENFIELD THREADING 

GountersinkS 3.533 ea rane neta eee 2265 
DIGS eee eee 2262, 2265, 2276 
Taps sears 2262-2266, 2268-2270, 2272, 2275 
GREENLEE 

Cable Pullers/Feeders............. 847-848 
Cable/Wire Strippers...............005 846 
GaStelS aaa carves cn aee 1198, 1201, 1207 
CIRCUIT TNAGENS nck cence cae nun at ewes 
Conduit Benders 2. ane ae see ees 850 
Conduit: PIStONS «3 agrees eee. vee coe 849 
GhiIMPINGTOOISs eee eee: 847, 853 
Cutting 106lSi22 5. =a. 2 a. 845-846, 853, 869 
Deburing 1001S. 6a. chek steve 851, 871 
DiISIBIS cree ee eee 851 
Fish Tape and Sticks .............. 848-849 
HONG GUULERS erga cer tenes ree ee 851 
Insulated ToolS.........000ceuuues 855, 857 
EUDRIGARIS sents acco eect sae aero 849 
Measuring and Layout Tools ............ 883 
PILGNS cee ces re ee ere 842 
Plumbing Power Tools..............005 874 
Power Fishing Systems..............05 849 
PUMPS arene een nee merns 853 
PINCHES Ac atic accor cee neon 852-853 
MACKS ste ee rn ene Malan: 849 
Reel StandG sasueee sere anaes 850 
DAVIS cn ee rote 851 
SCKEWONIVEIS 2. ae ee ee 802, 857 
SUG BUSHINGS 32 ass cece nee eee ee 853 
Tap and) Dall S@tSicrccenn oes en venrens 851 
Threading Dies: tens e8-o-2 Ree en esc 852 
TOOUSCSscreae re ee et eeecce 848, 854 
UII CANS te weer ete eee 849 
Voice Data tools; § scccwetet ee ta oesen 847 
Voltage TeSIGIS <3 cecavciticneecne ca ss 945 
GREENLEE TEXTRON 

GHIMPINGRIOGIS eee eee ree ce 853 
PHnCHiDIVEISi toe eee ee 852 
GREENPATCH 

Patching and Repair Compounds ....... 1631 
GREENSEAM 

HVAC Duct Components............... 3097 
GREENWORKS PRO 

Lawn and Garden Tools................ 986 
Leal BIOWEIS 4 noe oan tee ne 988 


GRIP-ON 
RIDE CUNEIS ini mccce eres ites erat 869 
GROHE 
FU CeLS veces enecireee con eee 2733, 2738-2739 
GROSFILLEX 
Outdoor FUMING 4. <5 os esses cee es 1482 
GROTE 
Automotive Alarms .........0cceee eens 966 
Automotive Lighting....... 967-968, 973, 979 
Battery Components .............. 923-924 
EaMpSi ee ae 504, 968-970, 976-977 
WIOUS? 2a eres tee an a nen 948 
Power Supply Cords .............20005 961 
RONEGLONS erent tran weer na 978 
SGdldtiSc teste: te eee ee eee 905 
Trailer Lighting Kite ece.ce ens eek 961, 978 
GROVES READY RACK 
Fire Equipment Storage............... 1817 
GROZ 
Compressed Air Treatment ............ 2602 
GRUVLOK 
Butterfly. ValW@S ss nce evacteaa scan en's 2780 
ibe: Clam pS escent eae ene 2780 
PIDE|FININGS 2 ecccecs coe 2779-2780 
Silicone Lubricants .................. 2779 
GUARDAIR 
AIPGUIS See acree ence 1565, 2515-2518 
Pneumatic Vacuum Cleaners 

eer ae 1565, 1567, 1573 
Vacuum Cleaner Attachments.......... 1567 
GUARDIAN EQUIPMENT 
Emergency Wash Equipment. . 1839-1842, 1844 
GUMOUT 
Fuel Additives .........ccceuuuees 897, 900 
GUNK 
Automotive Detailing Supplies....... 907-910 
Cleaners/Degreasers...........005 901, 908 
Windshield Washer Solvents........ 902, 909 
GYM WIPES 
Gleaning WIDEGS =... 2ccnaesceeteee ec. 1510 
H&C 
Concrete Coatings . 2222.4. 2¢2.e.08e.0: 1634 
HAIMER 
Shrink-Fit Machines and Chucks........ 2310 
HAKKO 


Soldering/Desoldering Supplies 
ST eee 232-233, 236, 239 


HALDER SIMPLEX 

Hammers/Mallets ...........0.000eeee 828 

HALDER SUPERCRAFT 

SUIKINGMOOISs eens cee nee 828 

HALLOWELL 

GaDinelSse wert eee cee 1266-1273 

LOGKEIS eet nga 1253-1262 

SHGWINGNeeecte eee cee 1236-1237, 1239, 
eter ee re 1241-1242, 1244, 1307 

Workbenches: ic nei ca ere cee ce 1276 

HALSEY TAYLOR 

Bottle Filling Stations................ 2719 

Drinking Fountains ............. 2718-2720 

HALTEC 

Tire and Wheel Equipment.......... 953-956 

HAM-LET 

Instrumentation Fittings ......... 2858-2859 

Instrumentation Valves ............... 2860 

HAMILTON 

GaSlOlSieccn neg 1200-1203, 1207-1208 

Chromatography Supplies.............. 660 

HAMMERMILL 

PADCle erm edec ena e minnows 1356 


© Indicates a Diversity Supplier. 


HAMSAR 

Automotive Accessories ............... 949 
LOMPS en ee eee one 504, 979 
HANDI-FOAM 

SealdNiS: cane (ranean ean: 2236 
HANDY PAINT PRODUCTS 

Paint Equipment and Supplies. .... 1620-1621 
HANG-A-LIGHT 

VJODSICG HONING: erences ee eas 519, 521 
HANKISON 

AinBypdsSs VaWeSi wince ee ares: 2590 
Ai DIVONS? sc een pennies 2587, 2589 
HANSEN 

Hydrauli¢ COUPIGNS: Wien scant ems re. 2489 
Pneumatic Couplers...............008 2521 
TOON SWI0G ee ache een cena 745 
HAP SYSTEM 

PIPE: SUDDOMS 2t anus areceea arene: 2824 
HARDIN 

Grinders/POlSNGIS secant ee anne 723 
HARDMAN (0) 

AONGSIVGS he teat cn cee wee: 2220 
HARRINGTON 

ClaNGS sfennne (ene ea ce en 1063 
Hoists and Trolleys......... 1051-1058, 1061 
HARRIS 

Gas Welding Equipment..... 2429, 2434-2435 
REQUIALOIS heres eect eee rears 2428-2429 
Solder ang RK acre ees ee eee 239, 2618 
Welding Electrodes ..........ceeceees 2432 
HARRIS INDUSTRIES 

Signs/Tape/Labels.... 1903-1904, 1932, 1940 
HARTELL 

Water System Pumps ........... 2626, 2661 
HARVEY 

Fitting: Caddies es encn nc seuieee cane 2751 
Toilet Repair Parts...........005 2746, 2757 
HASSAY SAVAGE 

Keyway BroacheS ...........00.0e005 2257 
HATHAWAY 

Recreational GameS..............0088 1479 
HAWK 

Repellents and Pest Control ........... 1018 
HAWS 


Emergency Wash Equipment 
Sra ene Re ee 1839-1841, 1843-1844 


HAYWARD 

Ball ValVeS eters rte tee rece 2870, 2872 
Buttery ValNGS cau Nev rn tac a ne: 2886 
Check Valv@S . ..e ciccaewe ccna vewes 2900 
Solenoid ValveS........0cc ce eee evens 2882 
Sirale@lSente oe eae eee 2896-2897 
Vel FITUIMGS Serene eee cere aie nee 2817 
HCS 

Personal Care Products............05: 1757 
HDE 

VOMGQGICSIOIS: c2ersnr ccc nee ee 547 
HEADLINE IT (€) 

Headwear LinerS.........0eceeeeeues 1640 
HEALTH AID 6 MACHINES 

Vending Machines................... 1830 
HEALTHSMART 

Shower Fixtures. ...........00eeeeuee 2746 


HEAT FACTORY (0) 
Head, Hand and Foot Warmers .... 1756, 1829 


HEAT WAGON 

MEdtC Scans c teem 3070, 3083-3084 
HEATHROW SCIENTIFIC 

Laboratory Supplies........... 643, 650, 658 
HEAVY DUTY 

RaMOSkcroxe wc noun ich amen cie meatete ere 1127 


Hedland - Huck 


Manufacturer & Brand Index 
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HEDLAND 

GIOWMNECLEIS etre create mya cars 2685 
HEET 

UCU Sopoeenec cures sue cd es 4 900 
HEIDOLPH 

AUNOGIAVGS eerie ree rie acet eee eer se 641 
Lab Equipments. 22 2a0ccsa nee cee 635 
Laboratory Equipment................. 646 
Mixers and Stirrers .............45 635, 648 
HEIN-WERNER 

Automotive Lifting Tools ........... 940-943 
WheeliDOlieSie: ws tacaranasce abate 944 
HELICOIL 

JADS eee heen ee eee eee 2141, 2270 
Thread Inserts and Tools......... 2137-2141 
HELLY HANSEN 

Workwear ........e00eeee 1714, 1723, 1729 
HEMCO 

FLINT GO S ste reretetetereret tetera atetetateiereterere 636 
HENRY 

COAUNGS rec cere nen pce: 1630-1631 
HERCULES 

Sedans enti 2220, 2724, 2820 
Toilet Repair PartS...... ccc cece es 2757 
HERGO 

LUT. Mere re rene WPOn aerar a mere arian 02a" 1343 
HERITAGE 

SCISSORS cr ferences ae eer 815-816 
HERMITEX 

Paint Equipment and Supplies.......... 1622 
HES 

Door Strikes and Rectifiers............ 1977 
HESSAIRE 

Evaporative Coolers..............0008 2998 
HETTICH 

COnMiNGeS ie sereearem ieee ne sce ee 650 
HEXARMOR 

Hand Protection........... 1683-1684, 1686 
WORK Wd licen creer etacrapeer nter teres 1686 
HI-RUN 

WR CS ter caertececteearcer here aeeteree eee ee 957 
HI-TECH DURA-VENT 

MOS CS occ ceo  merine 2610-2612 
Hi TEMP 

Welding Safety Equipment........ 2409-2410 
HIGHLAND 

Tiedowns/Tow RopeS...........+.+005: 965 
HIGHLIGHT 

Pi GUETS Stree ees ee acre ates 1417 
Stretch Wrap Machines/Dispensers...... 1417 
HIGHSIDE CHEMICAL 

EDORV ire het eee errata 3012 
JOINESGGIANIS 2k cced see ere nena 3012 
Leak DGtCClONS: search neaem on emigre seen 3012 
HILMAN ROLLERS 

ROUGIS se ree ee eee 1193 
HIRETECH 

Wallpaper Removal Tools............55 1622 
HIRSH 

URN eee acer meee 1338, 1344-1345 
H.K. PORTER 

GUIULGIS ryere eee renee eee cree 817, 845, 1420 
HOBART 

Welder/Generators. ... 2412, 2416, 2418, 2422 
Welding Electrodes ............. 2417, 2432 
Welding Wires ............ 2415-2416, 2419 
Wire Feed Welders.........cccceeeues 2412 
HOBO 

Data KOQGGIS: 225 cee cet cee 592-593 


i-112 GRAINGER. 
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HOFFMAN 

Enclosure Air Conditioners.......... 301-302 
Enclosure Heaters .........cccuueuueae 302 
ENCIOSUKES 3. “seee nee te 292-298, 302 
RUMP See teeeereieeree gen eee ate 2661 
HOFMANN POWER WEIGHT 

Wheel WeightS..........ccceceeeeeees 952 
HOLLAENDER 

SUMIGHUIFAL FIGINGS <2 rte ee ee eres 1308 
HOMAX 


Paint Equipment and Supplies. ... . 1630, 2232 


PalhitS: and COatINGgS 2.5 ccnnten ani nc 1630 
HONDA 

Engine-Driven Pumps ...............: 2632 
ENGINGS wernt werner une tee ae 985 
GGHETAIOISs nt ree ree 981, 983 
Mowers and Trimmers................. 986 
HONEY-CAN-DO 

Kitchen Storage..............5. 1443-1444 
Laundry/Storage Equipment...... 1475-1476 
HONEYWELL 

ACWIGIOS ie nce ane ee eee 3043, 3045 
Air Cleaner Filters ................... 3049 
AIGIGONGIS “nenea eee 3093 
GalibrationiKtS corse ese ee ae 3040 
Calibration T00'S 2 2.5 ees eee sete 3040 
Ghat Panelists tt eer eee oe 599 
Dampers ........... 3041, 3043, 3045, 3100 
DehUMIGIIGES 2 =e eee a eee 3093 
Dehnumidistats:: .0isticescers cnceteen 3028 
Emergency Wash Equipment........... 1839 
Firefighting Gear/Gloves .............. 1816 


First Aid Equipment/Supplies 
REG Coser ee. 1822, 1829-1830, 1837 


HUNMGIIGIS rae ett ee ony eee 3092 
HVAG ContrOlS 7 e.ccr one see 3030 
lgnition Controls 122. 2. 222.25. 3033-3034 
In-Line Restrictors..........cccuuuues 3040 
Modutrol Motors ..........c00cuuuues 3045 
Pilot Ignition Systems ..............5. 3034 
Pneumatic Controls............. 3040-3042 
PREUMALIG FIMINGS: as ccee ee are san 3040 
RelavS sere cae 3030, 3035, 3041 
ReSPialOlSin tere et Seem e ne 1768 
Switches ....... 231, 259, 261, 267, 270-272, 
Bea ee ea eee nee 274, 277, 290, 3041 
Temperature Controls ...... 3024, 3026, 3030 
Temperature Sensors....... 3021, 3028, 3040 
Thermostats......... 3021-3024, 3028, 3040 
NalVeS ie ere 3032, 3037, 3043, 3092 
WORK WOdl a ayes a ee eer eee 1686 
Zone Control Systems........... 3037, 3043 
HONEYWELL FIBRE-METAL 
Head Protection...... 1635-1636, 1638, 2407 
Face Prolection’. ns 20be Seas nee ee 1639 
HONEYWELL HOME 
Actuators & Valves......... 3032, 3037, 3043 
Al GlGdNISmaanc tee eet eee 3093 
AN FilGiS: erro doce eect eee: 3049 
AIVENIS eat ee ee eee 3037 
Dalnpelsiees = eer ers 3100 
Humidifiers & Dehumidifiers...... 3092-3093 
HVAC Controls ....... 3028, 3030, 3033-3035 
Hydronic Heating Systems............. 3036 
Immersion Wells ..........00cuuuuues 3030 
ThenmostalS> sa90222 8 cee ox 3020-3024 
HONEYWELL HOWARD LEIGHT 
Edt Protechion <a5s2:2.eceesean 1643-1649 
HONEYWELL MILLER 
BOOy BeliSsietinwci emriacaa nunc ote 1798 
Confined Space and Rescue Equipment 
eer eee rr ee ne 1786-1787 
Fall Protection Equipment........ 1788, 1790, 
rae 1792, 1795-1800, 1803, 1805-1806 
HONEYWELL NORTH 
EVO: PROLGGUOMG neces crete thie ee 1656 
First Aid Equipment/Supplies ..... 1830, 1837 
FOOIWCAN = ann rcn eet ta er cetete nore 1741 
Halil PROLECUON Socata ce csr oe es 1673 
Head Protection........... 1635, 1637-1639 
Respirators .......cceeeeeeeues 1758, 1763, 
ee ee 1765, 1768, 1772-1775 
WOKKWEdio ae eat a een 1733 


HONEYWELL RANGER 
Firefighter Clothing/Turnout Gear ....... 1745 


HONEYWELL SALISBURY 
Arc Flash Protection Equipment 
Pe eee 1707, 1709-1711, 1714 


Dielectric Footwear. ..........ccuuees 1709 

Face PIOLeCHOM kc. creo erire nie eines 1709 

Workwear ..........00005 1708-1709, 1714 

HONEYWELL SERVUS 

Footwear........... 1741, 1743-1745, 1756 

HONEYWELL UVEX 

EVGiPNOleGuOM:: ctanen oni ce nie 1653-1656, 
eer rer at 1663, 1667-1668 

FACGPTOLOCEON sc cute cccn cists pos ctarte navn as 1639 

LenS Glean@lS ces ee ateecce sagas eee 1666 

HOOKLESS 

Showel CurAINS 24:.acc poe cstee eee 2746 

HOOVER 

Vacuum Cleaners..... 1568-1570, 1573, 1575 

HOPKINS 

Automotive Towing Supplies............ 961 

HOSE MASTER 

Metal Hose Assemblies.......... 2842-2844 

HOSHIZAKI 

lee Machin@S 24 22a inan Bek oe 1460, 3004 

HOSPECO 

Adult Incontinence Supplies ........... 1494 

BADVOCAlSiare centres ree unt ae 1495 

Paper Products and Dispensers. ........ 1494 

Personal Care Products............05: 1494 

Spill Control Supplies ................ 1533 

HOSPITALITY 1 SOURCE 

Guest Room Amenities........... 1474-1475 

HOT BOX 

Valve EncloSureS ........ccceeeeeeees 2907 

HOT SHOT 

Repellents and Pest Control ........... 1023 

HOTEL Basics () 

Bedding/PilOWSi:. cin.ucee a. canes cee 1468 

HOTHANDS 

Head and Body Warmers.............. 1642 

Head Protection...........ceeuuuuees 1642 

HOTPOD 

DuGt Fan: Heaters. 220... oc ceeee eee 2947 

MNGNMNOStaSke2 oon ea ee 2947 

HP 

Glo langroeddaaommeca hone daanone: 1356 

HSM OF AMERICA 

DINCQUEES nia a ae wanna 1376-1377 

HTC 

Saw Blade GuardS............0000008 2350 

HUBBELL BELL 

Gover Platese esa tree ones 310 

Weatherproof Conduit Boxes............ 310 

HUBBELL/COLUMBIA 

Lighting Fixtures ............. 431-434, 436, 
Pe re ee 438, 443, 446-447, 454-455 

HUBBELL/COMPASS 

Lighting Fixtures ............. 424-425, 427 


HUBBELL/DUAL-LITE 
Emergency/Exit Lights..... 424-425, 428-429 


HUBBELL/KILLARK 

Conduit Bodies................0.8 314, 321 
ConwoliStallons 2x0 cee hoe eee 250 
Covel PlaleS eee eee one 309 
EleciriGal|BOX€S nag ects ect one eo 309 
Hazardous Location Fixtures... . 449, 452, 460 
HUBBELL/KIM 

LED Landscape Lighting ........... 460, 463 
HUBBELL LIGHTING 

Lighting Fixtures ............. 438, 445-446, 


aa tu onieennis cnn ern 450, 453-463 


Can’t find it? Go to Grainger.com®. 


HUBBELL PREMISE WIRING 

AdapterPanels:. 32. 2 evens see 397-358 
Connector FRINGS: 6. ee20c satis cece os 355 
CONMGCIOIS Matric tei ee a: 355, 358 
GOVEIRlaLeS nc eter t emir ae 355 
Electri¢al(Cabinets:.: .ceiseacnrrve canes 357 
JACKS ee het racine aie ar erie eee 355-356 
PalCiiGOndSs aces eth ce ren ee 354 
PalchiPanelSc. sees e ante eee 357 
SUMACA HOUSINGS secre. s creer ees 355 
TestEQuipinent 4.2) ewer eee 363 
WITINGIBIOCKS ieee rere amaee cen nee. 355 
HUBBELL/RACO 
BaniHgnGGrStenemesn codes teen nes 308 
BUSTS 8 peegere era Rceerecere opener eee 315 
Conduit BOUIES > ..5 tpAcns cee see 314 
Conduit Covers and Gaskets............ 314 
Conduit Fittings.......... 308, 313, 315, 322 
CONNGCIONS. «ns iece ceca 315, 322-326 
OOUPIINGS seccmereunet eas eee ee ames 315 
Gover Plates ne wk a ae ee 308 
Electrical BoxeS...........05: 308, 312, 315 
EXt@nSlOmningSs oon pce stme ete iastn cress 308 
Grounding FIMINGS 4.2.95. 2ore ee 322 
LOCKNUIS wane ce aarti cates 315 
WASHES seria cry ee eee 315, 322 
Weatherproof PlugS..........0ecece0es 310 
HUBBELL STAHLIN 

ENGIOSURES st een tae ee 299-300 
HUBBELL/WHITEWAY 

IQHtING FINUICS: 2. ee ate 455 
HUBBELL/WIEGMANN 


Electrical Enclosure Heating/Cooling Systems 


Electrical Enclosures. . .248, 258, 292-296, 300 


WineWayDUGU ee eee ee eae 293 
WIKG Way! FIUUINGS 2c neem eerie 293 
HUBBELL WIRING DEVICE-KELLEMS 
Adapter PlateS...........0005 312, 331, 340 
Alixiliaty Contacts 2: ona hee eee ee 175 
Cable: GhipS save cance ees 325, 327, 352 
Cable: ProteGtorSiie ye cass beauty tas 404 
Cableltakiree se hee ere 405 
CONGUE Me seen eee ace ers ene eee 322 
CONNECIOIS 3 ee eee 322, 326, 
DE nen ate 334, 336-337, 339-341 
COMUIGNDS 2.3. fea taneonme teen cee 325-327 
GOU REGISie sector eres were 397 
Cover Plates..........ce00008 328, 330, 360 
Electrical Boxes.......... 167, 310, 340, 342 
EleeiiGal 16SIGlS «a wee ern ee 547 
FIGOM BOXES. ee once eee a eee 312 
EIGON AK erccterss eos eee aren ween tee 404 
Fluorescent Lampholders .............. 465 
Fluorescent Starters .........ccuuueues 465 
Ground Fault Interrupters .......... 402, 413 
INlGIS eee i 330, 340 
Interlock DeviceS..........ccceeeueeee 342 
LIQHEING RIXCUICS crercue etetan ties, eceniers 450 
Locking Devices.......... 175, 337-339, 342 
Maritte CoMdSsss.2ecccee aac rece 399 
Motion Sensors ..........000ceuee 468-469 
Pendant: SialtionS =. aecsewe eee 249 
Pin and Sleeve Devices............ 341-342 
PIUQAGEDIGIS 28 5e sheet eek en 335 
PING GdDSaanceetn cantar ane mane ocr 340 
PLBGIROGKOUIS een nee te centers 328 
PINGS rete eet cuca eee 312, 334-341 
POWEIPOIRS tees accee ae ecm ee 304 
UITING) GRIDS ee eceetereeere cee eee eee: 352 
RaCeWAS cn cceweeac orca 304, 306, 403 
Receptacles.......... 310, 330-334, 336-341 
Safety SPMNGS oso ren another ence nie: 327 
Strain Relief Connectors ........... 325-326 
Switches ........... 167, 175, 262, 329-330, 
Re ee ee erent: 333, 419, 469 
Temporary Power Devices.............. 413 
Twist-Lock Devices ............00. 336-337 
Weatherproof Boots............... 337-338 
Weatherproof Covers.......... 310, 338, 340 
HUBBELL WORKPLACE SOLUTIONS 
MOO RGWACLOIS= 2 eee eee 2514 
HUBBELLOCK 
DEVICES nti aca re easee start tga ase ree 340 
HUCK 
RIVGLGIS eter cette eaten mensions aie 2135 


1-800-GRAINGER (472-4643) 
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Find the why. Find Solutions. Find Great Prices. Manufacturer & Brand Index Huot - JED 
HUOT IFM INOVA ITW BEE LEITZKE 
NOOUG ONS coe teeires ee tere ener: 2313, 2410) Light/CUNAINS: 252i cece esteem eee 273 i DAlGHIOS: eevee riper see neers freee ees 533 Fastener Assortments 
NOOURGCKS eee nae en eerie 2510) eOCNSUIS; qe a eae: 282-283, 285 @ Site een ek 2087, 2097, 2112, 2126, 2150 
IMAMSIMIMENS serrate cessiaug ie = cleats 290 _INSINGER Key SIOCK crctrcn vrs eaauvna teduress 217 
HUSKY RACK AND WIRE DISMWASHGIS se ptinrite cxrctuetyis niece WAST Wanyards «os ook oes ete. 9152 
Shelving and Storage Racks ...... 1226-1229 IGLOO Rind PINS... ....ceccceccecccccccec 9155 
Wire Enclosures.............06. TRU TRIES (OW vatgseoccaseaondaus: 1826-1827 INSL-X BY BENJAMIN MOORE ean 9159 
PaltSe ei emcee ener 1604 PES MIS eis siete needa erie 
HUSQVARNA liG ITW BUILDEX 
Al CICAMENS carats areata alert aise ct rteettas HO eo ipe INSUPATON tenet tanto aetetete tee 2836 © INSTOCK SCIOWS. . oo ccccccccececceccccecee 2107 
Automotive Oils...........ssseeeeeees 900 Lab Supplies .........cseeeeeeeeeeens 636 
CORNGIRS ects tee econ e re 716 'LC DOVER INSULTAB ITW DYMON 
DUST CONBEIONS 4 :cnveevacneanne ce 719 Respirators ........... ese e eee e ees 1767 Shrink Tubin 376.373  Cleaners/Degreasers....... 1508, 1511, 1519 
Grinding Equipment................005 719 IMPACT © Dooce sreaaye ane Janitorial Equipment/Supplies 
SAW DlAUCS oc eee setae 719-721 Fe, INTECHO kee ee 1511, 1517-1518 
SAWS ocd ations es Sutin oe lrsereunen TET PA HETUGIE, SIIMIUET CSUN ES oon Rice BS Condensate Separators............... 2571 Odor Control and Drain Maintainers 
Shop Vacuum Cleaners .............005 TAS. AMPRCTO ee ee ea 1504-1506 
Automotive Interior Accessories ......... 950 INTERMATIC Repellents and Pest Control ........... 1023 
HYDE Ergonomic Supports .............0005 1705 Cover Plates...............seeeeeeees 310 
Flooring Tools................ 887-888, 891 Footwear T7AGCITAT 1756 0 RNOlOCONMOS cma ee cai ieeeearaeien 414 ITWVORTEC 
Hoses and Sprinkler Systems.......... AN cia aha te TINIOES ace ete es A 5-49) ENCIOSUTG GOOIEIS  ievuraie ec veces save ort 302 
Paint and Drywall Tools............ 887-889 IMPELLER 
Paint Equipment and Supplies. ....1620,1625 Fiowmeters ..........-...eeceeecee. 9696 INTERNATIONAL ENVIROGUARD WYX 
Workwear ......ccccccccccecee 1672, 1739 Topical Skin Protection ............... 1829 
HYDROCLEAN IMPERIAL 
Toilet RepaitiPantS¢2n2.co ese 2756 — AbraSiv0S. .. .. cece cecccceccecccces 871  INTERTAPE 
Barna 07 
HYDROPLUG Benders, Cutters & Reamers... . 868, 870-871 p 
Patchi Charging HOSCS? = 3. seen cas ce ce es 3006 
ACHING MOtlak cerese scan ere 1633 Sa: IPA 
FITUINGS. «sss eee se eee ee eee eee eee, 3006 Trailer Accessories 961 J-B WELD 
HYLOMAR Flaring & Swaging Tools .......... GOB, SOI eas eaters eg ae INORCSIVES neruetae ten eerecrace 2217, 2220 
Manifold Gauges ..........eeeeeeeues 3005 
Sealants... 6.0... eeeeeeeeee eee, COO renee tae nie nk a ae 343 No. 1g97 2: TERENCE THOMPSON, INC. 
HYTORC Refrigeration Tools............-sse00 3010 iia ee a Storage Containers and Totes ..... 1296, 1304 
PhelimalicW0lS:.ce eee een ee 250 Sec SPAlaN Sin renee aan ce ee erates 905 IREGA JABSCO 
WIENGHOS 2 eee: er ere ce eee 3010 Adjustable WrencheS:2. 22-2222 2255:-0: 855 PlInDG sees ee eee 9694 
PETE Kitchen Equipment Replacement Parts...1461 Footwear..............ceeeeee anaes VES bro aoe ales... 999-1000, 1016 
ave IMPLUS FOOTCARE IRON BREW 
Ice Machines, Dispensers & Bins .. .1460, 3004 2 JACKSON SAFETY 
p FOOLWGdh eae scat 15621757 Collee sages ee ee cee eae 1437 Eye Protection.............00.. 1657, 1662 
ICEBERG IN-SINK-ERATOR IRON DUCK Head ProteetOle eee eee seeee 2406-2407 
Furniture ........... 1339-1340, 1346, 1444 Hot Water Dispensers ............-+-- 2732 ‘First Aid/Medical Equipment........... 1822 Welding Layout Tools................. 2422 
ICETREKKERS Waste Disposers .......+....sss sees 2732 DON OUT JACOBS 
FOOIWPalinn nett ace see wemire eae 1747 INA Stain RemoverS........ececcccecuues 1519 ALDGIS eae cee ee een ee 2315 
BearindS .....-.ccecececcccccec. 142-143 CHUCK KGS sec ee te ee eee eee 2315 
IGl SCIENTIFIC a IRONCAT Chuck Wedges... .. ss cceecc cree. 2315 
Laboratory Equipment............. 636,638 INCOM Hand Protection.............seeeeees $708) “DVI CHUCKS iis «runner inna eis 2314 
cM se as, 0h 1882 IRONCLAD Sockets L818 
ae eyes teen ees 3033, a INDIAN Hand Protection...... 1684, 1693-1696, 1702 
AM OLAE AMIS oe eee ee eee eee Fire Protection Equipment............. 1001 JAGUAR 
MOMIQO‘S. .. 2.0... e esse eeeee eee enes 3031 lee IRONGUARD Repellents and Pest Control ........... 1018 
Pressure Controls ........cc0eeeeeeee 3031 INDUSTRIAL SCIENTIFIC CORP. Forklift Attachments ................. 1175 
RelaySrersctrscc rae tener: 3031,3035 Gas Detectors 2. 3....2..scce:: 1776-1778 Trailer AccessorieS................005 1126 JAMCO 
SUGE AMESIONS 2 .c nesses ee ees 3031 Cabinets. . . 1269-1270, 1868-1869, 1871-1872 
Thermostats. .........0se0eeee. 3020-3021 INDUSTRIAL TEST SYSTEMS IRWIN Carts and Trucks ..........0.e0 1150-1154, 
ea Water SamplinQvcccs..stcceceias ean. G32) > GIAMDS wat eraa on tonmar se acu et 633,038 ee, 1157. 1161-1168 
Drill & Impact Bits.............45. 698-705 — Workbenches/Workstations....... "4322-1324 
Two-Way Radios .........0...00seee 2027 ~—‘INFICON Riess te ee 808-809, 811 
Gas Detectors ......... Steen UNO CaWee eter ee ere eee 886 JAMESON 
ee ea oe HVAC & Refrigeration Equipment. .. 3007-3009 — Screwdriver Bits .............00eeeeee 802 Fish Tape and Sticks.................. 848 
DCG GeC Eo Sooo o nos boc sao eG Insulated Tools..................+ 854-855 
INGERSOLL RAND IRWIN HANSON Pruning Equipment ........ 1005-1006, 1009 
IDEAL INDUSTRIES Air Compressors Bolts, Bolt Extractors & Screws......... 2260) Wrenches 733 
RIMES chonet ase orennencamnanes SUN Oe Becab dua ped 2561, 2563-2564, 2566-2569 Dies & Taps .... 2262, 2265, 2268,2275-2276 = = 
Cable Testers............005: 862;004-369: “AINDIVEISs2 2 vere es eee a el 2088 JARKE 
CIRCUIEMACEIS: genre nti enrntut te 564 Air Line Filters, Regulators & Lubricators IRWIN QUICK-GRIP RAGS ae eee 1238 
CONNGCIOIS: < cei ciacden deeds So lhoOUACOO Narra nears anal 2600-2601, “ClAMDSH ese ee et oe ees 834 
CHIMDING 100|Sne ene en 865-306. 2 Alb MOlOIS1see oc hee oe 2577 JAY R. SMITH 
Clits pee ee ee 853 AirTools........ 2502-2506, 2509, 2511-2513  [RWIN STRAIT-LINE Drains, eer ee 2723, 2725 
Electrician's Tools ............ 187, 365-366 AirWinches............eeececeuuees 1083 Measuring &LayoutTools.............. 884 
Fiber-Ootic 1001S: 3. eesee ee eee eee 363 Compressed Air Systems......... 2588, 2593 IRWIN VISE-GRIP JB INDUSTRIES 
FISHMAN Recenter ee woe aoe eee 848 Condensate Separators............... 2071“ panieicitters 845 Charging HoseS...........ssesseeees 3006 
Hand Benders ..........ee00eeeeeeees 850 Electric Screwdrivers ..............+- 2004 anne ee 937 Does ee te 
LUDRICAMS 422 cone tna t eee 2440 D> GUINGRIS ete nace ee hh aaa 2507-2509 piace | SSttiCiCti<C=S “lig nyj~e ER AUD coor coon goa: jaaon boos 
Luminaire Disconnects .............++. 388 Oil Level Switches............eese0s 2564 este ees ae SN ay os HVAC Gauges............, 2994, 3005, 3009 
Phone Ling Testers: «4.02. cree cece 364 Power Transmission Belts............. CSTs cingees Oc liters neem sity BOHR PIU MSTA og caa boca: 3008 
Receptacle Testers ............0..e0e- BA7 « SanderS.......sseceecceeeeees 2506-2510 wie tac ss 938 Refrigerant Scales................05: 3007 
Set Screw Holders............+---00-- BB7) Saw Blades 9-4 422.04. eto vis; NMG Ree scenes aca ees Refrigeration Compounds ............. 3012 
Sirippelses eee 345,366,846 SAWS .......ceececcceceuueeseeuues 2511 ISA CORPORATION Refrigeration Fittings....... 3006, 3010, 3015 
Switch BOgts se saree cuee ere 260 Separator Elements...........0.ss0e- 2571 Footweal............ceeccccccceee. 474g Refrigeration Tools.............. 3007, 3010 
SWILGHES ee ee re eee 260 ‘Tool Retractors. .. - <<< cece cocccac ccc: 2514 Refrigeration Valves........ 3006, 3010, 3015 
VONAdGOS(OrS ee 545 na ISOLITE Vacuum PUMPS ..........2 see e eee ees 3007 
Wire TermindlSe: cccucax canvas we cau es 388 Emergency & Exit Signs................ 428 
Halid'ProtectiOlis..22....202 e annonce 1816 : q JBC REVOLUTION 
IDEALFOLD TMMOULIGEAN - snk enka a cae oe, 1815 ITRON Traffic Safety... 2. cece e cece t eens 1911 
Paint Equipment & Supplies ........... 1622 Gas Heater Accessories............... 3083 
iid oe INNOVATIVE COMPONENTS JE TOMES 
IDESCO KNODS. «occ occcccccccccececec. 9323-2324 ITW Concrete, Asphalt, and Masonry ... 1632-1634 
Identification Products: ............-.- (REE IV ElGIS Geseoesuacoooca: s2ouqadco: 2321) wIPC INSUIAUOM: ctescsteterteeetece ents 2836-2837 JED 
PINS «ose e eee eset eee eee ees 2321 POON SUDDIGS eens eee ee ene eee: 1481 
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JELLY BELLY 

SilAGKROOUS mtn ee a ete ee 1440 
JENDYK 

SPeciallyLOGksS owes ete e aes 962 
JENNY 

Air Compressors .......... 2999-2062, 2068 
JESSUP 

Antislip Tape ..........005 1900-1901, 1903 
JET 

Air Filtration Systems .............068 2363 
Bali SAWS: 2026-24 sec hans 2349-2350 
Belt/Disc Sanders ............5: 2360-2362 
BENGE GHINGENS gre cece sacnce craters oeeretes: 2359 
GhODOaWSasterc st: ance sun wee eae 736 
DrIIMPRESSESsces Geet ce ees eek 2345 
Dust ColleGtors: ee eee ees 2363 
Machine PreSS@S ..¢.a.2s0 cece c0e cores 2357 
Machine Stands...........0cccuuuues 2356 
Machine T00IS 42. a1 sece ee 2356 
Machining Lathes: 3.2.44 c¢o2eeces ees 2347 
Metal Forming Machines.............. 2359 
Milling) Machin@S: :..2.262¢22200s.055 2344 
SandeiSe = ree noe ee 2360-2362 
SAWS oh ote cena eran ere aera ee nene 736 
SllRAIS aa ee cee ee eae 2356 
SIDROIS ceeer sonra ee ae a tae 2355 
WADIESSAWS 2s cee eee ee ere are 729, 733 
JET ELITE 

UES ener iene ern eee re eee 2347 
Milling MAChINGS vinci curcaw sae cnne ean 2344 
SAWS ove mata ees ae cicae esha thee nye 2349 
JET-LUBE 

GiRdSG annie ae actee mee nee 2450-2452 


Lubricants and Penetrants 
Se Care 2438-2439, 2443-2445, 2450, 2452 


JJ KELLER 
Automotive Records .............. 950, 963 
Labor Law Posters... ....<:2.5-hcees: 1941 
Placards and Traffic Safety............ 1907 
Reference BOOKS: cere. Geese eae: 963 
Safety Training Materials..... 963, 1941, 1943 
JLG 
PeOrSOnMelLittS2e2 eee nee sees 1033 
JOBOX 
TOON StONAGG aes eee eee 748-749 
TICK BOX€S \.c3 sc iec cevusmeer ese 750-753 
JOHN BEAN 
Tires:and WheelS:.22c:c2.c2e5.8es aay 952 
JOHN GUEST SPEEDFIT 
TUBINGUENMUINGS: ese ee 2807, 2850 
WalGSaey. eres serene eee esse gee es 2850 
JOHN STERLING 
Shelf Brackets and Supports........... 1476 
JOHNDOW INDUSTRIES 
Automotive Supplies................. 1874 
JOHNS MANVILLE 
INSULAUOM toe ere nee 2833, 2837 
JOHNSON CONTROLS 
AGU GLOIS ern se eee: 3043-3044 
Current-Sensing Switches............. 3046 
Humidity Controls .............. 3027-3028 
Immersion WellS’ ...c2865..0eseenee ees 3030 
Pneumatic Controls............. 3040-3043 
Pressure Controls ......... 3016-3018, 3026, 
Com cn een ee 3031, 3041-3042, 3046 
UMP GONTOIS et eceeererte ple rei eons 3046 
Refrigeration Capillaries .............. 3017 
Refrigeration Controls........... 3017-3018 
SONSOIS nae eee earn ee 3008, 3026-3027 
Thermostats......... 3020, 3023-3028, 3030, 
rr Creer een cr re 3034, 3040-3041 
AVANS{ONMGES eens he coneue enna irae 205 
Water Valves .......cccccsuauae 3017, 3043 
JOHNSON LEVEL 
Measuring and Layout Tools .... 875, 879-885 
JONARD 
Cutters/Strippers......... 366, 815, 845-846 
ElectiGian S 100IS <2. cence eee 365, 848 


i-114 GRAINGER. 


eT T | 


Fiber-Optic Tools ............. 365, 815, 846 
Insulated 1O0lS: iv aekcere. coun eee 854 
PHCES an rca cent ee te rees neers eee 845 
WENCH GSier ance teen ccueani aa meee 783 
JOY 

Dishwashing Detergents.............. 1515 
JT EATON 


Repellents and Pest Control 
a ee eee 1017-1018, 1023 


JULABO 
Chillers, Circulators, and Baths.......... 640 
JUN-AIR 
Air Compressors ...........20000000: 2580 
JUNO 
Track and Recessed Fixtures. .. . 429-430, 434 
JUST MANUFACTURING 
DINKS emeere eaten ae 2725, 2728, 2730-2731 
JUSTRITE 
Aerosol Can Recycling Systems ........ 1864 
DAMM CADINGWS rn jcs stone tame nce ns 1869 
FUNNGIS sateen eee ee erent ae 1874 
Laboratory Containers................ 1876 
Receptacles and Containers ...... 1552, 1554 
Safety Cabinets............0008 1869-1872 
Safety Storage... ...5..eceeeaas 1873-1876 
Spill Containment Supplies....... 1869, 1872 
J.W. SPEAKER 
Automotive Lighting....... 967-970, 977, 979 
Safety Alarms and Warnings........ 968, 972 
K & E RAILHEAD 
WathiG: Sally 2s Centers ke 967, 1909 
K &W 
Automotive Fluids ............ 897-898, 900 
Gasket Sealants... ca.ccnaeiacuaaencu: 905 
K-FLEX USA 
NUNGSIVGS oer tetas 2834-2835 
INSULATION Se ee cee ee eater ear 2833-2835 
Noise Control Products ............... 2834 
Pipe Insulation Tape.................. 2834 
K-SUN 
Cable Sleeves and Wire Labeling Systems 

Me Ean tar een Munnar ene ae 373 
K1 SERIES 
Footwear Traction Devices............. 1747 
KABA ACCESS CONTROL 
Keyless Access Control Locks..... 1973-1974 
KABA ILCO 
Door Locks and Deadbolts............. 1974 
KGW) Bld KS i eect renee eee erie 1964 
Key DUpIGaOIS:: cence ee 1964-1965 
KABOOM 
Cleaners/Degreasers........0seeee00s 1503 
KAMP-RITE 
Camping Equipment ................. 1823 
KANT-TWIST 
GIA Se aeaetne cece hee ae rne ers aces 834 
KAREWEAR 
Hand: Protection. see ee ee ce 1673 
WOIKWealin canteen dy cue rn ea aaie 1734 
KASCO 
Fountain Pumps/Aerators ............. 2640 
KASHI 
SMACKIFOOUS iets ere cee ee 1441 
KASK 
Head: Protection ass de sche ae cee 1637 
KECKLEY 
RIQaU NAICS Sacer aaneen ran ier goers 2909 
KEEBLER 
SMack FOGUS 5222s: cos eee 1440-1441 


KEEN 
ROOIWEAN Git crcheninacten eminent 1752 
KEEPER 
ME=DOWNS eee ctrneotins ean ee are; 1102 
KELLEMS 
(See Hubbell Wiring Device-Kellems) 
KELLOGG'S 
Cereals and Snack Foods ............. 1441 
KEM TEK 
POON GHEMIGAIS ceccann tes oe paces aes 1480 
KEN FORGING 
EVGINUSu ae oer neem Gue ns 2075 
EVGDONS saeh orn arer amare nens 2076, 2078 
ROGIENGS = een ake ase eer 2077 
KEN-TOOL 
Automotive Supplies.......... 931, 952-954 
KENNEDY 
OOUSIONAUG een eee eee 744, 1295 
KENSINGTON 
Computer Accessories..............5. 1353 
KENWOOD 
2-Way Ragl0S. carts fete eee ee 2026, 2032 
KEO CUTTERS 
COUNTOMDONES 252. Pe eee cues ce eee: 2257 
COUNLENSINKS 3 acct enedee sas ces 2255-2257 
KERICK VALVE 
EIA VdINGS 3 satan crashes eta er ete 2911 
KERR LAKESIDE 
SCICWS: scene ance eRe ne 2112 
KESON 
Marking Wo0lS:caarenateae an neue om de 884 
Measuring Tools...........eeeeee: 875-877 
KESTREL 
MGlGIS ere ee ee eee 620 
KETCHAM 
Bathroom Hardware ............0000: 1495 
KEY-BAK 
KEV: COMMOIS tere reeenerensesteteet acai or 1966 
KEYSHAFT 
KEVOC: ON ANLS aincste ata ereissceteretsnncuere ate 131 
KEYSTONE ADJUSTABLE CAP 
WOPK Wala err tren acre eke 1731 
KEYSTONE FABRICS 
SUM ONACGS erent snetenc ee cree cere tne 1484 
Window Treatments..............0005 1484 
KG'S BOOT GUARDS 
FOOLWE Ane eee ee ee ee 1757 
KH INDUSTRIES 
Conwol Stallons 2 see ee eee 249 
Cord/Cable: Reels: gancsak sean cases 398 
GONUS & weerctiea eine er ere ne 345 
Electrical Plugs and Connectors ......... 412 
Hand and Portable Lamps.............. 522 
KIDDE 
Carbon Monoxide Alarms.............. 1882 
ESCANG EACOGIS cia wove eee abe a nnn 1880 
Fire Extinguishers/Foam .... 1877-1878, 1880 
Key Cabinets = scwesac.cneuene tose an 1967 
LOCKING SVSTGMS!. 2. ur. acne sateen 1967 
Smoke Alarms and Heat Detectors ...... 1881 
KILLARK 
(See Hubbell/Killark) 
KIMBERLY-CLARK 
EVO! PROLeClION 3 32ce5 eee nae ean 1657, 1662 
Paper Products/Wipers 

rr 1486-1492, 1494, 1500 
RESPIFALONS aevoer ere ee ts 1758 
Restroom Equipment....... 1486-1489, 1491 
KIMBLE 
Labware and Supplies..... 650, 652, 655-657 
KIMTECH 
MOWEIS/WIDEISenrac cencute te ee wean: 661, 1492 


Can’t find it? Go to Grainger.com®. 


KIND 

SHACK ROOUS Seccan tee owe tee eee ee 1441 
KINEDYNE 

Tie-Down Equipment............ 1104-1107 
KIPP 

GIA S Sear ee eter emer: 2319 
Handles crc akeeeene eee s 2322 
HandwheelS:i 2c. vadceeiadawet evens 2318 
KISSLER & CO. 


Faucet/Toilet Replacement Parts 
en ee aa 2746, 2748-2749, 2757 
Water Supply Valves and Connectors 


ACen Mesaer a encase Mare eee ce 2718, 2723 
KLEEN DEF 
AUTOMOUIVE RIMS Rees eradetretse erie: 896 
KLEIN TOOLS 
CablesPUunlGiSiccvsue seu ee eee aes 847 
Chisels and Punches..............0088 802 
CHIMPING TOOIS tents g oe 846-847, 855 
Cutting Tools ......... 815-817, 842, 845-846 
FISH Wapexand SUCKS a2 5. ce enw ae oe 848 
Hand: BenQels <0: cane seen 850 
Insulated ToolS.........0eeeeeeues 854-857 
RAMIVGS es ree tire ee eat eee reste 855 
DIQIiNetse eee nese eee 754 
NOE DIIWOES Serer eeeeeccnts ee aera ener 804 
PIRIS oy erence ee 839, 841-842, 846, 855 
SAWS tetas win Sarees ween ene 886 
Screwdrivers .........ceeeeae 798-802, 857 
TAPPING TOO invoke nnn 802 
Temperature and Humidity Measuring ....615 
TOO! SIOMAGE ae ene 754-757 
MOOISGISt nearer toramosers 848, 854 
WIG SINPPOIS veece sc cte nase tonne en 846 
WINCHES: Ge ear tea nnee, aoe e 790, 796 
KLEVER KUTTER 
UtITY KNIVES x29 eee ee eens 809, 811 
KMC CONTROLS 
Building Automation Controls ..... 3027, 3045 
Pneumatic Actuators.............005: 3041 
Pneumatic Controls...........00ee0e: 3042 
KNAACK 
HOOUSIORAQG icc ainrattres wenn: 748-749 
KNESS 
Repellents and Pest Control ...... 1017-1018 
KNIPEX 
GUTING TOONS iene acre nectwe re 817, 845, 855 
insulated T00ISs ae seers 854-856 
PIICIS si teens ere erie 839-840, 842-844 
WIENCHESir arias cnaiee nner netatene 855 
KOALA KARE PRODUCTS 
Baby Changing Stations............... 1495 
KOHLER 
ENQINGS vaencrieerta neem crrrie at carune 985 
FallCelSaaee ae ene 2733-2735, 2737-2740 
KOLDWAVE 
Air COnditiOnGlS eeataee wea enee ses 2996 
KOMELON 
Measuring Equipment/Supplies.......... 875 
KOOL SEAL 
COGUNGS in, oe apnea nearest 1630 
KorKY (0) 
Toilet Repair Supplies ...... 2751, 2756-2757 
KRAFT TOOL 
Asphalt and Concrete Tools........ 892, 1673 
KRAZY GLUE 
Instant Adhesives ........00eeeeeuues 1361 
KRUD KUTTER 
CIGANCIS case aeee ee 1508-1509, 1519 
KRUEGER 
Gia GS ee tree ee see re erer eer eee 581 
KRYLON 
Pal Secor eer aoe eee error nce eee 1598 
PIMOS eee at toecnegees 1598, 1608 
SPraViEdiniS eee: 1608-1609 


1-800-GRAINGER (472-4643) 
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KST Coatings - LumaPro 





KST COATINGS 

Roof Repair Products/Coatings ......... 1630 

KUNKLE 

RelieiValWGS mer eee ree we cece 2894 

KURIYAMA 

MOSES Sag creer etna re reaectce 2635-2636 

PREUMAUG HOSES Serres each errr 2609 

KUSHLAN 

WIXGIS Feats enn Oe aac 893 

Plate. Compactors waeteervanen stern 1009 

KUUL PADS 

Evaporative PagSivicivs. cs evr enue 2999 

KWIKSET 

MOCKSOISae. ere oe cece are 1985 

KYOCERA 

ENGHMUISe Arete eet cues ee, 2288, 2294 

ISG RUS ates exer herve etcetera 2303, 2309 

L. B. WHITE 

HBAlGIS ote ee eee: 3083-3084 

L9 

NUISee eee ccna: 2081-2082 

SCIGWS fre een nner ener awe 2062 

LA-CO 

Lubricants and Penetrants............. 2457 

Seal aNiS cee ee rse eee ae tee 2224 

LAB ARMOR 

Diy (Bains: ee ace tees 639 

LAB COMPANION 

Laboratory Equipment............. 638, 647 

Kine SAFETY SUPPLY 

Laboratory Equipment......... 638, 642-644, 
ee ee ee 646, 661-662 

Laboratory Supplies........... 632, 634, 643, 
ae oes ere 645, 650, 652-658, 661-663 

LABCHEM 

Laboratory Chemicals ......... 628, 630, 634 

LABCONCO 

Fume Hoods and Glove Boxes........... 636 

Glassware Washers...........000000es 641 

Laboratory Equipment............. 636, 641 

LABELMASTER 

Safety Training Materials.............. 1941 

LACEY MILLS 

Bat RUGS eccce et aance semereroie anne 1473 

LACROSSE 

FOOIWCAN fcc vicn eae ore eet 1741, 1743 

LAING THERMOTECH 

MUU Grtetcieacnomomenenen: 2639, 2690 

LAKESIDE 

Galiiseacaun-stntcarcre: 1445-1446, 1448 

LAMOTTE 

Water Sampling............. 631-632, 2702 

LARSON ELECTRONICS 

Hazardous Location Fixtures............ 451 

Lighting Fixtures ............. 451, 460, 518 

NaSKLGUIS aoe nee nue 451 

LASCAR 

Data lOguers cakecawaneserecnciear aes 593 

LASCO 

PIMINGS = he erences eee 2811-2813, 2818 

GASKeISieuecrs ore eer es 2818 

LAVI 

QUEUE SVSIGIMNS .octeree cea ce ener 2043 

LCN 

Door Closers and Openers........ 1978, 1993 

Electromagnetic Locking Systems ...... 1976 

LDI INDUSTRIES 

GONQGSse eee eee 2464 

Lubrication Fittings............. 2463-2464 


MUBHGAIOIS..- rer a eee 2463, 2465 
Sight Plugs/Checks................5. 2464 
LEARNLAB 

Training: SUppIGS ates ee eee 1943 
LEATHERHEAD 

Frilte/ RESCUCSIOOIS ar serene ia/rmetetereye: 1820 
LEATHERMAN 

KINGS: Seer tects eee eee eae 814 
MUNRO GIS Seer reer cre 755, 814 
LEESON 

IEC Metric AC Motors..........0eeeeuues 21 
Washdown Motors..........ccceee eens 32 
LEGACY 

GIGaSe GUNS asta went ne rene arn 934 
Grease Pumps.......... 930, 933-934, 2672 
HOSE REGIS: oe eres seeacecese ty « 937, 2525 
OU PUM DS: 5a ice cre rena 936-937 
LEGRAND 

GONNOGIOISi a. meee eee 338 
RINGS cores aae te ce rier 338 
AGO WANS tec romance cin nisae 304-307 
Surge Protection Devices .......... 203, 306 
LEGRIS 

FAVUUINGS teste eects 2556-2557, 2852 
NGIVGS etre nreerns aie a ecmtiare atria 2593 
LEICA 

Distance Meters...........eeeeues 878, 880 
Measuring and Layout Tools ............ 878 
Utility EO CAINS cits cate nme 565 
LENOX 

ADVASIVES a0 on, enemas 737, 2387 
Guiting FMS. vee ce ceneere ees 2351 
KNIVES sree eee ee eee ter ae 808-809 
Pipe CUNGIS : eee tea ee ee 869-870 
SaW Blade@S: 20.20 cere ena 727-728, 2352 
AWS eee ee ee eae 728, 886 
LEONARD VALVE 

HOSE SIallONS es eee ee eee 2909 
MIXING NWANGS:: pene otec cccen a ay 2908-2909 
LEWIS BINS 

Bins/Boxes.......... 1286-1287, 1292-1293 
LEXAN 

PlaSUG eee ere ees 440 
LG 

Air Conditioning Compressors.......... 3014 
LG ELECTRONICS 

TIGVISIONS eee ateerneiet ee aetna 2021 
LIBERTY GARDEN PRODUCTS 

Hose Reels, Racks, and Stands......... 1016 
LIBERTY PUMPS 

Pumps ... . 2621-2622, 2624-2627, 2629-2631 
LIFESECURE 

First Aid Equipment/Supplies .......... 1835 
LIFT-ALL 

Garde CONUOl tes venus emt en 1104-1105 
SINGS Herein memes a rtecea ects 1074-1079 
sleelCablesece ee, cores ee 1084 
Towing Equipment :; 22-2 5522. 0a, -22e- 965 
WINCHES cr cere eee nee r eeere 1105 
LIFTMASTER 

Door OPENGiSs.225 ceeee te eens wee 1125 
Gale OPGralOls:2: ieeieucaet tec es aan 1969 
LIGHT EFFICIENT DESIGN 

Lamps and Bulbs............. 488, 505-509 
LINCOLN ELECTRIC 

FilleGMGtalbte weee tee ree eee 2415 
FUIMG EXtdGlOlS.ccccre eaten nenen 2408 
Hand! PROTEGHOMS etc tcteceete eee are ee 2405 
Head Protection sc sree nee 2406 


Welding Equipment. . . 1003, 2408, 2411-2414, 
Se ne ae eee 2416-2418, 2420 


LINCOLN INDUSTRIAL 

DUM DOES are ene eres 930 
Funnel Drain PanS........0cec.sceeness 931 
Grease FININGS..: neve nc tieee cance e an 935 


Grease GUNS ..2.s2.25... 932-934, 936-937 
Giease PUMPSic: cunt ences 933-934 
Oi OGANIPANS coe cee ct een ne ever 931 
DINWCLCIS eae oe eee 937 
OUPUMDS 75. eacaeee ees 934, 937, 2672 
ANSTEG BUMPS caesar me cretee staat. 936 
LIND EQUIPMENT 
Cable/Cord ReelS...........0000e0eee 354 
LINEMASTER 
FOOL SWICHES acres rere rrr 263 
LIPTON 
WAS ete cee rere sey coerce a 1437 
LIQUID NAILS 
ON GSIVGS 2. iiieecc ccssnsts wa cee ae ele es 2229 
LIQUID PAPER 
Correction Fluid and Tape .............. 1359 
LIQUID PLUMR 
Drain Cleaners.........0cceeeeeuuees 1504 
LIQUID WRENCH 
Lubricants .......... 2438-2439, 2442, 2453 
LIQUIDYNAMICS 
DEF Transfer Systems ...... 2671, 2673, 2677 
Lubrication Systems .............. 931, 933 
LIQUIVAG 
Oil'and Fluid Extractors =<. 223...22200 2; 931 
LISTA 
CabiNGiSsee ate ee 1170, 1264 
Workbenches............. 1170, 1318-1319 
LITHONIA 
Emergency/Exit Lights. .... 422-423, 426-429 
Fluorescent Fixtures .......... 423, 437, 439, 
ea ee ae UR ear ee a Ae 441-442, 444, 448 
HID FIMTUNGS 3.25 eee see asst 445, 458 
Indoor Lighting Fixtures................ 431 
BED) FAXUINCS2 =n ee eee 431-432, 434, 436, 
cai 438, 440, 443, 445-447, 453, 455 
LIGNtGG SIGNS ees eee ee 426 
Outdoor Area Fixtures 
Pie enantio 438, 450, 456-460, 462 
Track and Recessed Fixtures........ 434-435 
Vandal-Resistant Fixtures.......... 439, 450 
Vapor-Tight Fixtures ...............00. 439 
WalliPAGKS cere on eee 453-454 
LITTELFUSE 
FUS@S eter eee ree eee ee 177, 180 
LITTLE GIANT 
CabinelSse eee eee ee 1157 
CONS ences 1150-1151, 1153-1154, 
borane gee: ere er neoe rere 1157, 1161-1162 
JOSIE BOXES 35 ncwaeane coneae aes 1157 
LAUUBIS icon aire eet acietnek ot 1027-1028 
LOCKEIS crea ee ee ee 1262 
RACKS ce erie ners nee eee 1239 
SIGNI Gea eet etc eateries 1239 
Spill Containment Supplies............ 1867 
Tables/WorkbencheS..........00eeeees 1325 


Trucks ... 1150, 1154, 1157, 1161, 1163-1164, 
eer err gee 1166, 1168, 1184-1185 


LITTLE GIANT PUMP CO. 
Carpet Cleaner Pumps................ 2669 
Centrifugal Pumps.............. 2638-2639 
Condensate Removal Pumps........... 2662 
Evaporative Cooler/Recirculating Pumps 
Pons einer een aie eer ek 2691 
Float SWHCHES 32. nee cee ee eo 2628-2629 
Magnetic Drive Pumps................ 2648 
Parts Washer/Machine Tool Coolant Pumps 
Po er a ere 2638, 2692 
Pond and Fountain Pumps............. 2639 
Pool Cover PUMPS .......ceeeueuueues 2641 


Sump, Effluent and Sewage Pumps 
eee 2619-2624, 2626, 2629-2630 


tility PUMPS seeee en ene ee 2630-2631 
Water Garden Accessories............. 2639 
LITTLE TREES 

DEOGONIZEIS caine eo Be 909 
LLAMBRICH USA 

Dri CHuckSietencet nee ee eae 2314 


© Indicates a Diversity Supplier. 


LOC-LINE 

HOSE SVSIGINS a wasapunencac ceases ae 2461 
LOCK-UP 

Bedding Encasements..............+. 1469 
LOCTITE 

Adhesive Applicators............ 2172, 2219 
Adhesive Mix Nozzles ................ 2219 


Adhesives ..... 2172, 2216-2218, 2220-2221, 
Race leattan case unt 2223, 2225, 2228-2230 


Concrete Repair Materials........ 1633, 2172 
Curing) Aerosols 222.5. .c cere hee cen 2223 
EPOMViee eee eeu 2217, 2220-2221, 2230 
ENOXY Mixer GUDS eccrine ree cee 2217 
GIGASO aartrcrty nao ccee cae 2452-2453 
Lubricants and Penetrants .. .2439, 2443-2445 
O-RIngihitSse tata eee en ae 2173 
PrlIMG Sacre cen tenure enn necee eeeceeueae 2223 
Retaining Compounds................ 2223 
Rubber Repair Compounds ............. 2221 
Sealants....... 2224, 2226-2227, 2230, 2233 
Threadlockers ..........eseaeae 2222, 2224 
Welding Supplies.................... 2428 
LOGITECH 

Computer Accessories..............5. 1354 
LOOS 

SWA0G GIMINGS 2c sae career eaert ans 1089 
OWAGING TOONS 2 ants waco ee 1089 
LOUISVILLE LADDER 

PaddelS ins eee eee 1026, 1031, 1036 
SC ANOINS ccaninnden ose ohanmnn scare 1044 
Work PlaWfOrmS@ faidccadunne wodeanes 1048 
LOVE 

Temperature Meters/Monitors........... 590 
LOVEJOY 

Hydraulic Oil Coolers..............005 2494 
Hydraulic Reservoirs..............008 2495 
MONSIONGES screw ca nares Aeatein haere: 121 
UNIVeFSal IOUS eeepc ec cee ee ee 130 
LOVIBOND 

REAdGNIS waco cere carne aa ances 631 
Water Quality Testers.................. 631 
LPS 

Cleaners/Degreasers. . . 901, 2446-2449, 2457 
GIG ASCs tate iacnveren tna nt warn 2452-2453 
Hand TOWGIS cs conc act cine rane ace 2446 


Lubricants and Penetrants 


Ol[Ssapere ice ieee ee nee 2457 
LTS 

Video Surveillance Systems ...... 2045-2046 
LUBESITE 

Grease Feeders .........cseseeeeeees 2465 
LUCAS OIL 

GICASC Pears cee eeeeats teers: 899 
LUCKY LINE PRODUCTS 

Key Controls......... 1907, 1964, 1966-1967 
LUFKIN 

Measuring and Layout Tools ........ 875-876 
LULZBOT 

SUIPKINUGIS se aecnr ete ra eet 664 
*&Lumapro 

BallasiS eae crunsen eaemira 473-476, 478 
Cord/Cable Reels..............0008 396, 400 
Electhical CONS 22cten cnc eee Nea 396 
Emergency/Exit Lights. ... . 424-425, 427, 429 
FIASHINGUIS sae eereaens 523-524, 526-531 
Hand and Portable Lamps.......... 396, 522 
HID) Cap aCttonse sacs e contests wanes ene ee 478 
VJODSI@LIGMING {een cca eee tees 519, 521 
Lamp Safety Sleeves................055 481 


Lamps and Bulbs..... 246, 280, 484, 487-489, 
eee aa 495, 497-504, 507-509, 970, 978 
FED FIMUIGS 24 ens eet. 431-432, 436, 438, 
eee 445-446, 453-454, 457, 459-460 
LED Rope and Tape Lights.............. 429 
Lighting Fixtures ..... 437, 439, 441-442, 444, 
pote 448, 450, 454-455, 458, 460-461, 463 


Motion Sensor Lights...............005 462 
TASK LIGHIS: oor. crest sera eces arate 515-516, 518 
Track and Recessed Fixtures........ 430, 434 
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LUTRON 

Ballasts and Drivers............... 471-472 

Light Controls and Sensors ..... 465-467, 470 

SWHCHES hterem eect 419, 465-467, 470 

LUX 

INEMMOSTAIS oe ee ote cen 3020-3023 

LUXO 

MICKOSCODES see ae cietn arene aceon 643 

ASWIIQWISs settee cote arene creer mn iscereernne 515 

LW SCIENTIFIC 

Laboratory Equipment..... 640, 643, 648, 650 

LYLE SIGNS 

SIGNS seen cee ees 1131, 1916-1917, 1922, 
Ae eee eee oe 1924-1925, 1941 

LYNDEX-NIKKEN 

TOOINOIUGIS ates sac mie Sect e ee 2311 

LYNKTEC 

BalleneS cavactecn cree es one cuee ane 533 

LYON 

CaDINGlS tech ane eeten es wees 1265-1268 

LYSOL 

Alt FreShenets).... 4 eatvwen eecnera ous 1506 


Cleaners/Disinfectants 


MACROMATIC 

RGlQVS hace eee eer 221-223 
WMIGIGTS erent ericaeraenetce enter aee eat etaraee ae 418 
MACURCO 

Gas MELECHOM .sstrce ens vac eevee eee 624 
MADISON 

IOS OWICHES 29 ames ease: 2678-2679 
Leak Detects: sc heenneees ates s ea: 2679 
MADRAX 

Bicycle Racks and Lockers ............ 1482 
MAG 1 

Automotive Fluids........ 894-897, 899-900 
LUDKIGANIS 2222 pee. 894-896, 898-901, 2441 
MAG-MATE 

AUIOMOUVG TO0IS encnannen cease na 918 
Confined Space Equipment............ 1066 
inspection MIMOIS: . ...5 ses sete e eae 824 
Lifting|MagnelS 32 2 ee 1066 
Magnetic Welding Grounds............ 2424 
Magnetic Welding Squares ............ 2424 
Magnets and Magnetic Strips........... 824 
GUO VAIN COIS sere ee eee ere eee cee 824 
MAGIC 

CIGANGRS i caatrmctee ru cyence emer 1518 
MAGICARD 

1D Card! PrMt@iS :sccccete te cne onan 1970 
MAGLINER 

Man WUCKS: 400000 snes 1185-1186, 1190 
PlatfOnmNMCKS shee ecco ee eee 1165 
MAGLITE 

FlASHIIGNIS esheets ne eae es 524, 527, 531 
MAGNA VISUAL 

DISplay BOaNdS: = eee eta ees cs naa 1369 
MAGNAFLUX 

Inspection Supplies..............0008 2427 
MAGNET SOURCE 

Magness ait 2 eee aeoee es nee 824 
MAGSWITCH 

Magnetic Welding Squares ............ 2424 
MAG-TORCGH 

ORG GS cent eee uecmccaetan neon eran, 2436 
MAHR FEDERAL 

WAIGIOMGUENS verte ctr te reise nae: 2341 
SUM ACE TESTIS) 2225 eee et oe ee 2341 
MAKITA 

Ait COMPICSSOIS eo eg ee 2559 
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GHAIBSAWS sae eae ee ee 1004 

Cordless Tools........... 686-689, 703, 988, 
Peet renter 1004, 1563, 1569-1571 

GHINGEIS eet ee er 719, 722 

Impact Wrenches..............0.2000 697 

Lawn and Garden Equipment . . .986-988, 1004 

NIDDIGIS tater ene. 726 

OUSieei eee are seein rae ceeern ne 900, 2441 

PlANClS ets ee eee eee 719, 725 

POWer GUILENS =. 6veur vtec eke ccesee s 718 

Rotary HAMMeOlS:. 222.6% sce eu cence 715 

SAIMGGIS rie nen en eee eae 723, 725 

SdWSie aes 717-718, 726, 729, 732, 736 

SIGNS pete ak error ener ence eee erenar 726 

Vacuum Cleaners........... 722, 1569, 1576 

MALCO PRODUCTS 

WOOIS ee yar eae ttaceee aes 816, 871 

MALIN CO. 

Safety and Lock Wire...............55 1094 

MALLORY 

Snow Removal Tools .............0008 948 

Window Washing Equipment............ 909 

MANITOWOC 

Ice MachineS.........00eeeeues 1460, 3002 

MANPLOW 

Ice/Snow Removal Tools ............... 993 

MANTUA 

BOGS mac cnun i ete Mone mamaar rami 1470 

MAPA 

Hand Protection: ase... ce ese ssn sen ee 1687 

MARADYNE 

FallSeunnnace aumemeemmatnnrumae tis 2925 

MARASTAR 

GaSICIS fae ene ea eee 1207 

MARATHON 

NICS Sereno cee ee crane es 957 

MARATHON MOTORS 

Air Compressor Motors ..............005 36 

Fakin-DUity MOUS 2.202. e cee 34-35 

General Purpose AC Motors...... 9, 13, 16, 20 

Hazardous Location Motors........... 28-29 

VAG MIOIOES see sic cee tte eee eee rence 64 

PUMP MOWWIS 2.3 2st ee ee 23-24, 26 

Washdown Motors...............05. 31-32 

MARCOM 

Training Materials .............. 1942-1943 

MARKAL 

MarkerS.......0eeees 954, 1614-1615, 2428 

MARKAR 

MakUWAlG soak acer Merton 2006 

FUNG ES cette eoreee reece ete ere 2014 

MARKEL PRODUCTS 

Heaters ....... 3070, 3074, 3076, 3078-3079 

MARKS USA 

Locking Systems.......... 1980, 1985-1987 

MARLIN STEEL WIRE PRODUCTS 

WiKG DASKGIS: oe cete strate eters 1297 

MARS AIR SYSTEMS 

PltsGUbtallS se ete eer emcees fe 2971 

MARSH 

Stencil and Marking Supplies.......... 1403 

Tape Dispensers ............... 1396, 1398 

MARSHALLTOWN 

ADEASIVGS 2a ee acne ea tae 892 

DivwallWOglSc cscs enti rata ce 889 

Masonry, Concrete and Tile Tools. .... 892-893 

MARTEX 

Bedding/Pillows.............005 1467-1468 

NOWGISeen ae eee ee ones 1472-1473 

MARTOR 

CUTTING OOISS seetere eee eee 811 

MARVEL 

Band oaWS.03 wee ee es ee 2349-2350 

le Machines) 2:2 See es eee 3002 


ONWOIKEIS ten teen ere eer 2358 

Mailroom Equipment...............5. 1349 

MARVEL MYSTERY 

OiACGIINGS 35 ventana eee ee 897 

MARVEL SCIENTIFIC 

Dra PUMpSsereer sean cereee 3002 

Refrigerators/Freezers............0005 1463 

MASON INDUSTRIES 

Leveling Mounts ............00000008 1222 

Vibration Isolation Pads............005 1223 

Vibration Isolators .... 1221-1222, 2983, 2986 

MASTER 

NGAIGIS seve min neers cena en 3083 

MASTER APPLIANCE 

CMU GUNS sername creer meses 2238 

HEAUGUNS ee eee eee 738-739 

HealilOOISae ti: ieee 234, 738-739 

MIGKOlOIChGS seater cca es: 233 

SolderingronS 2a. cans ee eee 234 

ORG OS ete eens ee ee 233 

MASTER CASTER (Q) 

DOOISIODS te ceneen ee eee ean 2003 

Wire and Cable Organizers ............ 1338 

MASTER FLASH 

PlaShINGiescae crannies cee ees 2963 

MASTER LOCK 

Key Boxes/Cabinets..........0eeeeues 1967 

Lockout Devices ............... 1945-1953 

LOGKS ae ea ae: 961 

LOCKSOS ee eres eee ee ee 1989 

Padlocks 3 eee. feat ens 1955-1961 

SdlelWladSagte tt ern enna 1939 

Tie-Down Equipment.............0005 1102 

Trailer AccessorieS. ..............00005 961 

MASTER MAGNETICS 

Magnetic Tape/Sheets............... 1926 

MASTERCOOL 

Evaporative Coolers...........0..0005 3001 

MAUDLIN PRODUCTS 

SHIMSH eee eee ae eee eee 2181 

Mhreaded SWdS..ciasca.ce ctcners cus 2145 

MOOI WRG Steerer re ee aera cea 2185 

MAURITZON 

Hardware Supplies ..............2.5 1101 

MAX 

Rebar Tying and Cutting Power Tools. ..... 716 

MAXAIR PREMIUM 

UNKEBUMDSieeeete ce oe ie ee 955 

MAXIM 

Hydraulic Cylinders............. 2478-2479 

Hydraulic Power Units.............055 2474 

maxit () 

Head Protection: setae nee eek eee 1642 

MAXLITE 

Lamps and Bulbs............. 487, 489, 491 

MAXWELL HOUSE 

CORR ak ee eee ae ae ee 1437 

MAXXDRY 

Shoe and Boot Warmers .............. 1757 

MAXXIMA 

Automotive Lighting........... 967-968, 970, 
eee Tree ae 972-973, 976-977, 979 

WORKINGS can cemee than. 967-968, 979 

MAYHEW TOOLS 

Inspection/Retrieval Tools.............. 824 

PrODe Sel eco ean teas ee cena 2343 

PIVING 1OQ|S 22 eeeenar pee ne tae ys 823 

MCDONNELL & MILLER 

FIOW SWITEN Si cartes oe cere ee ee 2687 

PumpiRepaltiKitSa sige vee e ceca 2687 

MCKINNEY 

Latches, Hasps and Hinges............ 2010 

MGR SAFETY 

EVO: PrOleCtiON: ona nenae nes ae 1656, 1662 


Can’t find it? Go to Grainger.com®. 


Hand Protection........... 1669-1670, 1674, 
eae oes 1678, 1680-1681, 1683, 
Deca oa aera 1687-1690, 1692, 1701 


WOIK Wali cane ase anny tee nee 1672 
MEAD 

NOIGDOGKS 502 eee eee 1355 
MEASURETEK 

SCdIGS Sean aea eon ee 1425-1429, 1477 
MECHANIX WEAR 

Hand Protection...... 1684, 1693, 1695-1696 
MECLINE 

Check Vales: nese. eee ane 2694 
MEDECO 

Key Gabin@lS oo sere ere ene are a 1967 
MEDI-FIRST 

First Aid Supplies............... 1829-1830 
MEDIQUE 

First Aid Supplies.......... 1829-1830, 1837 
MEDSOURCE 

First Aid/Rescue Equipment ........... 1835 
MEGACOMFORT 

INSOIBS acer cree errant erent « 1756 
MEGAMOVER 

EMT and Rescue Supplies............. 1821 
MEGAPRO 

Multibit Screwdrivers .............0005 801 
MEGGER 

GUNTER TESIGISe oe cee an se ys ae eceee 545 
Earth/Ground Resistance Testers......... 555 
Megohmmeters................5. 993-904 
Micro-Ohmmetets ne. 2a0e2- ee eee =. 553 
Motor Rotation Testers..............00, 555 
Pipe and Cable Locators ............... 565 
Transformer Testers.........ccceeeuuee 555 
MEMMERT 

Laboratory OVENSiencssncnesee ants anes 638 
MEMPHIS GLOVE 

Hand Protection........... 1669, 1678, 1683 
MENDA 

BOUES <x hee ar eee er. 654 
MEPCO/DUNHAM BUSH 

SIGdM MAPS s.522 ees oe 2901-2902, 3038 
MERCER CUTLERY 

Knives and Utensils............000005 1452 
MERCOID 

PANSINIMCES see ere ee tener ee 581 
MERIAM 

ManOMelGISs 2 wipe eens eaten ee 572 
MERIT 

Bore: PouShetS 2 eee ae ete 2381 
Cartridge Mandrels ..............0005 2381 
Carridge ROUSE 45 cca des dene teen on. 2381 
DRUMSANGING KiS2n2.aesee a haan as 2381 
Flap WhieelSintacnin eee cats nt 2380-2381 
Grinding Wheels.............0.0e000s 2389 
MalidielSixcce ener ake t a a 2371, 2381 
Power-Lock Holders............. 2371, 2374 
RUDDER DIMMS : <5 here seen ects seeeonconrtts 2381 
Sanding Sheets/Discs........... 2373-2375 
Shop ROISsan cerca eee ce 2368 
SpitaliBaNngS: ester poner eer are 2381 
Spittal ROIS ase ee roa Ge ee 2381 
MOSHKNS tery ce neers 2381 
MERSEN 

FUSES cree ctecoeta aes 177-180, 183-184 
Power Distribution Blocks.............. 393 
MESA SAFE COMPANY © 

DOICS Petree eee ee ern etn 1968 
METABO 

FINISRINGTOGISS 2. ae ee 721-723 
GHINGAIS 2:2 cea ene eee 721-723, 737, 2359 
SAWS ieee ree penetrate eee 736 
Vacuum Cleaners..........ccceeeeues 1573 
METAL BOX INTERNATIONAL 

DESKS enter tee amen nnrs omen pane 1338 
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METALPRO 
TFONWONKGIS' eee ee eer 2358 
METALTECH 
SCaiOIUS see mere ence 1043-1044 
METRIC BLUE 
SChOWS er eueeee te tree eer 2055, 2116 
WaSlleiStetenn he eee 2091, 2095 
METRO 
Carts ..... 1147, 1149-1150, 1155-1157, 1172 
DUNNAGG RACKS veer re maes 1252 
Shelving. . .1149, 1155-1156, 1247-1249, 1251 
Wire Carts .......... 1150, 1155, 1157, 1247 
METROVAC 
Blowers and) Dryers. cae se: cence es 1354 
Vacuum Cleaners............... 1572-1574 
MEZIERE 
DUMPS pea ete tte cette ete nai 2691 
MFG TRAY CO. 
TOLG:BOXCS aca eneuea secs 1292-1293 
WAYS Foe ee ee ee ere eee 1293 
MI-T-M 
Pressure Washers ............55 1587-1590 
Rotary Surface Cleaners .............. 1593 
Vacuum GlOANers: .cyvee sa sees ca ces: 1564 
MICHIGAN BRUSH 
Paint Equipment and Supplies. .... 1616-1617 
MICRO 100 
End Mills...... 2281, 2283-2284, 2287-2290, 
Ee ence een 2293-2295, 2297 
MNP AGIMNS ei eazy rete ete: 2277, 2219 
MICRO ESSENTIAL 
Water-Samplings ee 2se een cee eee 632 
MICROFLEX 
Hand: Protection... 2. ce22s.2ce0. 1669-1672 
MICROFRIDGE 
Refrigerator/Freezer/Microwaves ....... 1463 
MID-WEST INSTRUMENT 
BacktlOw TeSterss.;c.esn006 canis 2904 
MIDLAND RADIO 
CB Radios/2-Way Radios... . 2025, 2027, 2033 
Weather Radios 258 .eteee 2 se ena 2033 
MIDWEST INDUSTRIAL PACKAGING (MIP) 
Strapping Supplies ............. 1419-1422 
MIDWEST RAKE 
Lawn and Garden Tools..............55 999 
MIGHTY LEAF 
TCAs erie nent aa setts 1437 
MIGHTY LINE 
Marking and Warning Tape....... 1902-1903 
MILLER ELECTRIC 
Ale GICANGIS oc ete cen ce neces 2408 
GylindenCanis.422.ksces eaceoe ss aane 2411 
Gas MIXGISZ wast chee ee ene 2432 
Hand: Protections: sixnteecen nec cavenes 2405 
Head PrOleGlOMncn cere ere te 2405 
MIG GUNS aa en ane mame ere 2414 
Plasma Cutters .........ceeeues 2422-2423 
ROQUIAIOIS 3. sconces eae: 2428-2429, 2435 
RESDIRGIONS emernon eee ce wr ane eye 2407 
SPOOWGUNS sercaeu cel eee ete 2413-2414 
SPCtWeldeis eure eeeaee corer 2416 
TOMS eh e 2420, 2430, 2433 
Water Coolant Systems............... 2419 
Welder/Generators. .. . 2412, 2416, 2418, 2421 
Welder Running Gear................. 2411 
Welders....... 2411-2412, 2416, 2418-2421, 
ee re 2423, 2430-2431, 2433, 2435 
Welding Accessories ....... 2407-2408, 2411, 
. . 2413-2414, 2416, 2418-2420, 2423-2424, 
ee a ee 2426, 2430, 2433, 2435 
Welding Workstations .............005 2426 
MILLER FLUID POWER 
Hydraulic Cylinders ..............0008 2480 
MILTON 
Tire and Wheel Supplies ............... 956 


MILWAUKEE 
ADIASIVES: he rare aire na aie eree tet cares Tor 
Angle Drive KitS.. -seceecaces. 697, 703 
Annular GUUGIS: . sic esks dws te cee en 740 
GlampIMGLChSe: eee ratte ene 544 
Cordless Tools........... 617, 673-685, 703, 
eter ree 863-864, 867-868, 870, 932, 
re ee tee rere 987, 1004, 1570, 2500 
CONMGIRIGS aincencnit rca: 673, 716 
GHMPING 1G0ISexee cence ess eee 847 
Guibters/SMpPSi3 22 sc. aerate eens 816 
Demolition Hammers.......... 673, 713-715 
DIStANGE IMELCIS. cscs ce ee terareccse 878 
Drain Cleaners............008 673, 863-865 
Drill and Impact Bits .............. 698-701, 
Cr ee ore 703-705, 712, 716 
Drill PRESSOS 2542 svn ees ace ere 740 
DvillSosecaem eee reer rneenerte mance 697, 716, 740 
DUSUEXIFACIOIS sacc ess cote as 1567 
Electrical Power Testing ............... 625 
FINISHING TOOIS2 wea Santee r ce centet 723 
Grease GUNIS.2 -aer a aaa eae 932 
GLINGElS Snes ce errant en 722-723 
Hal PFOLECUOI  scshcs atch erin nee ce 685 
HOU GUNS se ete at ete 738 
Hole: CUULGIS: 228 dae eee eee 708, 851 
HOIGSAWS 23ers 706-708, 851 
lmipact WrentheSis: easecc tka es 697 
Infrared Thermometers ............ 601-602 
Inspection CameraS.........c0ceeceuee 617 
LOVES ene Gee cine eee 882-883 
NIDDICNS ten iccarete nt e rereene eon 726 
NUGORIVGRS or et emer aes 804 
PITS ce ec trees ato 838, 840-842, 846 
Sander/Grinder Guards ................ 722 
Sander/Grinders ............00008 721-722 
Saw Blades...... 673, 720, 727-728, 734-736 
Saws ...... 673, 708, 726, 731, 733, 736, 886 
SaWZallSane sneha 726 
SCIEWONIVENS rc weeks ced cewddews 696, 801 
OIG AIS corres See eee ne an erage 726 
Tape: MeaSUNeS . 25 S2ec:s nes aeunonccs 875 
Temperature/Humidity Testing........... 592 
TOON SECIS * peer n eet cee 848 
OO! StOlaGel eer or eee 754-755, 757 
Voltage: DetectOrs «2c. 2 cbs beatae 545 
Wet/Dry Vacuums ......... 1563, 1570, 1575 
WOLKWeali sete cic tn an eens 685 
WWEGIIGIOS ert eee eee eran oee ae tere 867 
MILWAUKEE VALVE 
BaliWalWGS 227 ee, cee 2862-2864, 2867 
Butterfly Valves ...........00005 2885-2886 
Check Valves .........cceeeuuee 2898-2899 
Gate ValVeS: 223 .ateeea ceases 2887-2888 
Globe ValWeS) sds scare cc aaceosene see 2889 
MINIGRIP 
DaQS ieee same er ce cee e ae 1409 
MINT-X 
IrasiBadSaeeerwancscse cnecesn acme: 1561 
MIRACLE LED 
Socket Extendels:... cc. cccecsvuucccse: 465 
MISTY 
Cleaners/Degreasers 
See ee ree 1504, 1511, 1513, 1518 
MITEE-BITE PRODUCTS 
GlaMPS esc ce ee eee 2317-2318 
MITUTOYO 
Calibration SOS... cc 5s carne cee 2341 
CaliDGiS wer cerrs eee: 2325-2326 
Digital'Scale UNIS. 025.5 ee eeevedes ss 2335 
DUROMGLERS ote oe eee eee 2341 
Edge FINdGIS x2. ae eee eens acne, 2336 
GAGES sa nceece sk eee 2329-2330, 2336-2339 
INGIGAUONS ne ere ave ee 2331-2333 
Machinist Tool Kits............c0000es 2330 
Micrometers ..........ceeeeees 2327-2329 
MIGIOSCODES 225 ice rcten ee nes 2340 
Parallels ers etree ae ela te acre een ce 2329 
Precision Measuring Accessories . . .2328, 2335 
PIOUAGIOIS == ne cae eee 2334 
PUNCHES ae eee eee 2337 
SteeliRUICSs es ee enon, ce 2335 
SUMfaGE TESICNS 6: ieocacec dace camaeees 2341 
TACHOMPGICIS Secon co een cee 2342 


MITYVAC 

Automotive Test Equipment......... 919-920 
OINBUM PS iene e eee arene res 931 
MJ MAY 

FAONCSa an eran seein eae 2215 
MK DIAMOND 

SAWS sea arene een eee 717 
MKT 

ANGHOIS= =e 2163-2166, 2168, 2172 
ML KISHIGO 

Sale WiVESIS ac enna eaten ene 1725 
MOBIL 

Engine and Motor Oils............. 894-896 
GREASE ieee eee 899, 2450-2452 
OSes eterna: 898, 2454-2456, 2459, 2568 
TFANSMISSIONIFIVICS 252.4 cece. 0n ees es 897 
MOBILE-SHOP 

TOOUSEIS ere cern a eRe nee 745 
TOOUS(OMAGG cee reser nes 744-745 
MOBILESPEC 

Automotive Accessories .............05 361 
EIGCUONICS = eg on meee 533, 949 
MOD 

CONTAINERS ras eee eee eee 1301 
MODMAG 

FIOWIMNELEES eae eat. aie nee 2684 
MOEN 

Faucets . . .2733, 2736-2738, 2740-2742, 2748 
FIUSH VGIVES io, eee cee ee eae 2753 
Shower FixtureS.............00 2744-2745 
MOLD ARMOR 

Stain: REMOVERS i205 seal peoe Wace t wens 1519 
MOLDEX 

CIEANEIS Se ree an Dee ear tee nee 1519 
Ear Protection ...........:. 1643, 1645-1647 
RESPIFALONS es on an aern a neaanee 1760 
MONARCH 

Hydraulic Reservoir Tanks............. 2473 
Hydraulic Valves .......cceeeeuueeues 2473 
Power UNNS vince cen cece ereess 2473-2474 
MONARCH INSTRUMENT 

GAS BS eter oy ree eer ante iuarerece 567 
Datalogqers..- 3, -eeevees een ee 580, 593 
Refnective TapG. anaes eee me res 567 
SENSORS seme eent cle errr ete ne 567 
SU0be AMPS ere eee 567 
SUODOSCODESc.. or ure see 567 
TACKOMELEIS nue ceey ce eek cae 566-567 
Vibration Meters ..........00c0eeeeaes 568 
MONOPRICE 


Electronics Accessories 


MONROE PMP 

HINGES tee eee ranrmanree etarnccetctcan mney 2013 

MONSANTO 

Soil Treatment and Weed Control........ 1003 

MONSTER 

BUIS & BUE SEIS iarcce ect eeen can 2298-2300 

DiINIBIIS eceee rene ee ee ee 2244 

Eng MillS22 ee ee 2280, 2282-2284, 
er er ee 2288-2290, 2292-2297 

ReAMelSvcncnen econ tenes eee 2258 

NOG BlaNKS ay ae eee hoon e ee ee ee 2253 

MONTEZUMA 

TOOMSIORADG tri eeen rt agree eee 753 

MOON AMERICAN 

Fire Control Equipment ..... 1818-1819, 2767 

MORRILL 

HVAG MOLES: acer eice crear 39-40 

morse (@) 

GaN OS eee eres teeter es 2351 

HOI GUITCIS owen ce eee 708 

Saw Blades ............005 736, 2353-2354 

SAWS are ee eccrine 706-708 


© Indicates a Diversity Supplier. 


MOSMATIC 

ROtaly UNIONS 2. feeder ene heen 2846 
MOTOMCO 

Repellents and Pest Control ........... 1018 
MOTOROLA 

AGIOS iret eee re cerns 2024-2031 
MOTSENBOCKER'S LIFT OFF 
Cleaners/DegreaSerS.........0ceeeees 1517 
MOVINCOOL 

Air Conditioners........... 2662, 2995, 2997 
MOYNO 

Progressive Cavity Pumps............. 2647 
MPD MEDICAL 

SHES apes cen ace ake werner 1968 
mR. CHAIN () 

Access Barriers and Crowd Control...... 2043 
MR. CLEAN 

Cleaners/Wipes........... 1513, 1515, 1524 
MSA 

Communication Systems.............. 1649 
Eat PEOUGGHON 30% See eaters car 1648-1649 
Face: PROleCHON see ae aete see ene. 1639 
Gas D@lGCIOIS sc avw i vdcens dees ses awe 1780 
Head Protection........... 1635-1638, 1648 
Respirators ......... 1762, 1765, 1773, 1775 
MSSC 

Marker and Print Supplies............. 1403 
MUCK BOOTS 

POOWWEA tia avacsorsea rennin ten 1743 
MUELLER 

FIC Sean eee 2796-2798, 2808, 2818, 3094 
MUELLER STEAM SPECIALTY 

GHECK GIGS 5292s nora are 2900 
SILAINGES ect aerate cei ee aera 2895-2897 
MUELLER/STREAMLINE 

Pipe And TMUDING .. 8hneccsws de owes cane 2847 
MULTIFAN 

Exhaust FanS <ccces vtec dese ne eee 2928 
Fans and Air Circulators ......... 2917, 2921 
Speed COnUelS: 2 cavaneeet aches pene « 2917 
MMEKMOSIAS cea. ec: Bameorneec 2928 
MUSTANG SURVIVAL 

Water Safety Equipment.............. 1809 
MUSTEE 

SHOWED SlaIIS: pica ct ea ee etre eek 2746 
SINKS eee ece orice eee 2725, 2729 
MYSTIK 

LUDKIGAI Ste sersece eet eerie arte 896, 898-899 
NANUK 

Protective CaS€S .......cceeeeeueeees 1304 
NAPCO 

Security Alarms and Warnings. .... 2051-2052 
NASCO 

WomkWeali a2 oc acne ecnen ere ae eae 1728 
NASHUA 

TADC ieee ee aeons 1385, 1387 
NASHVILLE WIRE 

Bulk GOnEAINGNS 222.2 ace cece ece ees 1299 
DGGKING pectea coer ee eee herr 1229, 1234 
NATIONAL GUARD 

Doors and Door Frames..............: 2002 
HabdWale 4) 2 earn eee 2001 
Weatherstripping............... 1999-2001 
NATIONAL PUBLIC SEATING 

CalSese ee eee ee ree 1341 
GALES eet are er eere orcns 1340-1341 
SIO0IS sean eee een 1335 
aD ICS Ae ee enn: ee are ae, 1340 


National Recreation Systems - Oster Manufacturer & Brand Index 
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NATIONAL RECREATION SYSTEMS 
Outdoor Furniture ..............0000. 1482 


NATIONAL SAFETY APPAREL (NSA) 
Arc Flash Protective Equipment 


Dre ee eR ire are 1707, 1709, 1714 
Hand Protection........... 1687, 1702, 1715 
Workwear .........000005 1686, 1708, 1712, 

Pee ree cr eee 1715-1716, 1733 
NATULAR 
Pest CONUWONS s0 ca iecicctr ance comes 1023 
NAUGATUCK 
Float BdllSat ee visuen ork ene 2911 
NAUTILUS SAFETY FOOTWEAR 
LUNG fee Wen oGdaasnnaoncoanccnn: 1751 
NDS 
Valve AccessorieS .............00000: 2907 
NEENAH 
leone: nanos ddac smn acacone econ: 1356 
NELSON 
Hoses and Irrigation Systems ..... 1012-1014 
NELSON WRAP 
Stretch Wrap Dispensers.............. 1417 
NEOPERL 
UGS GUUS soeag sanueqne-weeas: 2750 
NEOS 
FOOUIWGdK an heer eee ae, 1745 
NEOSPORIN 
Antibiotic: CIMIMENE. ceiver senna ons 1829 
NEW AGE 
Carts and Trucks .............:. 1165, 1448 
Shelving and Storage Racks........... 1252 
NEW PIG 
Aerosol Can Recycling Equipment....... 1864 
Spill Control Supplies ...... 1845, 1847-1849, 

ee er 1855, 1857-1859, 1943 
NEWBORN (0) 

Dispensing Guns .......... 2219, 2233-2234 
NEWCO 

NOIVCS  ceerrese tere heen weer ee: 2898 
NEWCO COFFEE 

Food Service Appliances and Equipment 

Pe ree ee eet ere 1439 
NEWSTRIPE 
Aerosol Can Recycling Systems ........ 1606 
NEXUS 
Gas HOAleISia wane tacchw stwas onan 3086 
NIAGARA 
BotteG: Walelin 22s etka ee ee eee 1826 
NIBCO 
BallWalveSieseec eee sneer eee ee, 2865 
GCODPEl SWAPS. cn eceee ns ceeddacens 2796 
FIRUIINGRS cee ereenererererces eererer tees Piet 2795-2800 
Gale Valves .0 bees So eee te 2887-2888 
Globe VaIVGS: ac face ceed eee eons 2889 
wicniryo (€) 

PIPetlelSaut nomena ene ene 659 
NICHOLSON 

IGS jee at certo eve endo mela 818, 820 
PIPG RIMINGS serra eee eee eee 2780 
SlGdl [kapSeey ee eee eee 3038 
NIGHT SEARCHER 

Jobsite LightinQe= ss eeckke eee eer. 520 
NIGHTSTICK 

Hand and Portable Lamps.............. 522 
NILFISK 

Vacuum Cleaners.............05 1564, 1566, 

Neauiare Aiydelata sere ee ernie ae 1570-1573, 1575 
NIROFLEX 
Halid! Protection: ® cawurwucdewn aenewrs 1679 
NITE IZE 
FlaSHlICQHIS sae neotenic Beer 529, 531 


i-118 GRAINGER. 
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NO BUTTS BIN CO. 

Receptacles and Containers ........... 1552 

NO LEAK PREMIUM SEALERS 

OMACGHIVGS 5. fete eek ea nn hes 897 

NOBLES 

Floor Machines ...... 1577-1579, 1581-1582 

SWECDEISs acto sree see eens 1580 

Vacuum Cleaners..... 1569-1570, 1580-1581 

NOCO 

Automotive Chemicals............. 909, 922 

Automotive Interior Accessories ......... 949 

Battery AccessorieS..........sseeeeee 927 

Battery Chargers sviccnccesnn sac een. 927 

NOGA 

Indicator Holders. .........eeeeeeeues 2333 

NOKORODE 

Soldering and Welding Supplies ........ 2618 

NOR-LAKE SCIENTIFIC 

Refrigerators/Freezers................. 637 

NORCROSS 

QVeIsnhOeS oct cnet aren: 1745 

NORD 

GGANINOUOIS = Naseer et te ere as 77 

SPGCU REGUCENS 26545 ih cck neers Gas ce 90 

NORD-LOCK 

LOCK WaASHGIS nent tetera renee 2093 

NORDFAB 

MVAG DUGL Secs nearer a: 3098-3099 

NORM-JECT 

Lab SVMNGES: cae ac eens mnt eee eee: 660 

NORTECH 

Vacuum Cleaners........ccccceeeeees 1565 

NORTH AMERICAN TOOL 

TaDScesee ee enc poaetrnsne ent 2268 

NORTH STAR 

Water Softeners........cccceueeeees 2702 

NORTHLAND MOTOR TECHNOLOGIES 

Brushless BlowerS.........sseeeeeeeues 38 

NORTHWEST 

BINOCUIALS ser eke ne san eee e 2041 

NORTON 

Abrasive BeltS ..........ceeeees 2364-2365 

Abrasive DISCS ae ecceuiccae ans 2370-2373, 
ore etre re 2375-2379, 2382, 2385 

Abrasive ROS = Aeeenay moan arden: 2368 

Abrasive Sheets.............008 2366, 2368 

Abrasive SPONGES 2. crc cote es 2369 

Abrasive Wheels ...... 737, 2382-2388, 2391 

BaCKUDiPadSi nace ahr a werent 2376, 2392 

Disé: BackupiPadS 225.4 s22- eee 2374, 2376 

Door Closers and Openers........ 1990, 1992 

lap Wheels ce cehe eo eas 2380, 2382 

Grinding Wheels................. 737, 2370, 
ke ae et ot 2383-2388, 2391-2392 

Mand PadS anew ene eee 2367, 2369 

Rotary Tool Points .............. 2391-2392 

Sharpening Stones ..............0055 2393 

Wife BIUSRES <neve es cote ers: 2396, 2400 

NOTRAX 

Footwear AccessorieS...........++05: 1890 

Mats eee. 1705, 1890, 1892-1893, 1895-1899 

NOVA 

Restroom Equipment................. 1493 

NOVAVISION 

Packaging Tape tremens eens ar 1395 

NTN 

Bearings ........ 134-135, 137-138, 140-141 

NU-CALGON 

HVAC-R Adhesives and Sealants........ 3012 


HVAC-R Cleaners and Chemicals. . . 3011-3013 
Leak Detectors/Repair Kits/Testers...... 3012 


EUIDMCANSne ens erie aerate etree 3012 
Refrigerant Oils/Oil Pumps ............ 3012 
Sale Removers: 2-22. -eseee ete eo: 3012 
SDFAVOISic ee err ah eee neers cere 3011 


NU-DELL 

SIGINEIOIUGIS: Seer ate tee mea ee cate 1or2 
NU FINISH 

Automotive Cleaners ...........000uuee 910 
NUMATICS 

Ri ValVeSseGersemcee tee ae 2542-2544 
Filter ElEMeNIS:2 S72 ace nes eae cee 2593 
Pressure Regulators ............ 2043-2544 
NUPLA 

Fire/Rescue Tools............055 1007, 1820 


Hammers and Striking Tools 
ns Sitar 825, 827-828, 999 
Lawn and Garden Tools. . .997-999, 1008-1009 


LOGGING OOIS eee een 1007 
FIMINGHIOOIS scorn enatnsveees ckcnentar sme 999 
UNIV OOIS ieee ae 1009 
02COO0L 
FANS sree en en ee ane 2924 
OAKTON 
Water Quality Meters.............. 627-631 
OASE 
PUMPS) ste Ssctaronas aismcimeraaee ee ecnars 2639 
OASIS 
AIP COMPIESSOIS: occ ee es eee 2009 
Water Dispensers .........ceceeeeees 2721 
OATEY 
DRAINS actin creatine cee are onecde 2723 
Pla SHIN GS ctenccte nese tremens crenener tee aucnene ee 2724 
Pipe RINGS. see ak cn eee eee ns 2724 
Pipe SealaniSi.ceen encase ne one 2819-2820 
Toilet Repair Parts................05. 2757 
Welding/Soldering Supplies............ 2618 
0.C. WHITE COMPANY 
MASKLGING eee eens ean O15) 010 
OCCUNOMIX 
Ergonomic Supports ............. 950, 1706 
Nand ProtectiOlevccn. aenee ae neerh ne 1673 
Head Protection............0005 1636, 1638 
WODKWealonci thea ay nice eaten: 1726 
ODD BALL INDUSTRIES 
Restroom Equipment...............5. 2761 
ODOBAN 
DGOUORIZEIS 3222s Aas oe kee oe 1505-1506 
DISinfeGtantS Gaewecn cutee nacuer ae: 1505 
Janitorial Equipment/Supplies 

ee ere ee 1506, 1517, 1524 
OETIKER 
HOSE ClaMPSissic ex cian eaten te se 2534, 2805 
JAW PINGERS se arene ee ete 2534 
OFF 
Repellents and Pest Control ........... 1022 
OFFICE SNAX 
Snack Foods and Beverages...... 1437, 1440 
OFFICE STAR 
RUPMIMUNG avec nt nue emer 1336 
OFFICEMATE (0) 
Breakroom Storage...........0.0.0005 1443 
Cubicle Wall Accessories......... 1358-1359 
Oinee Products... <3... 2.- 1359-1361, 1363 
PantitlOn HANQOlS craven nec cate ces 1358 
Wall POCKBIS. 2723 1358 
OHAUS 
Lab Equipment....... 627, 644, 646-648, 657 
DCCs tree rains nes 644, 1425-1430 
OIL-DRI 
Spill Containment Supplies........ 965, 1845 
OIL EATER 
Cleaners/Degreasers............+. 908-909 
Pahis WashielSin wat apee oreo inh veo 939 
OIL SAFE 
Lubricant Storage Systems............ 2461 


Can’t find it? Go to Grainger.com®. 


OK INDUSTRIES 

Soldering Equipment.................. p32 
OLD ENGLISH 

Polishing and Dusting................ 1518 
OLDHAM 

SAW BIAUGS esecanenccc ee mec cee reas 734 
OLFA 

GUT GIMALS See erp ee ere eenee, 814 
Cutting Tools ......... 808-810, 814-815, 888 
oNap- OM KNIVES: 2m cree ate ee 808-811 
OLO 

WIEVKNIVGS See et pee ae eee oes 809 
OMEGA 

Automotive Maintenance Tools . . .940, 945, 956 
OMNITEC DESIGN INC 

Electric Heaters & Accessories ......... 3070 
OMRON 

Gables te iauecunumenmier ster aati 224 
COUMUGES Sree tees ee cece near ies 226 
LMM SWILGRESH Ate ec wena: 265, 271 
POWer SUDDIGS 2-5 vies ccna ee ees 211 
Programmable RelayS................. 224 
Relay BatlenleS 222 neta er en ae on 224 
Relay Heat SINKS... ccves serv enews 219 
Relay Memory Cassettes............... 224 
Relay SOCKGIS (ius poten vues 216 
elaVS sameeren s 215, 217, 219, 223 
SCNSONS eee ee ote eee 281, 286 
SUPPOM GOMWORCSs acetates 224 
SWICHES -eee ere een eee 270, 273, 278 
Temperature Controls ........cceeeeees 229 
MIMGES =e neeettter renee 421 
OMRON STI 

Control Enclosures. ............000000s 275 
Emergency Stop Switches...... 274-275, 278 
Hight CURAINS 425s epeee nae ees 278 
Relay OOCKEIS 2 casas cerete tere aces 277 
HelayS eee eee eee cena 277 
Safety Interlock Switches .............. 276 
Sally Mats eect er eae. 278 
ONGUARD 

FOOUWOCON sid codes cade: 1741, 1745-1746 
ONSRUD 

End Mills....... 731, 2281, 2288-2289, 2297 
OPS 

DISNONSEIS.. cece euss eevee vere gas 1488 
Papel Progucts: 2 6s wae eee ens 1488 
OPTREL 

HeadiPrOleGtiOM 5 sisicceiere eos netecetercel ace 2406 
ORALITE 

ReMeCtiVe TapG 5 taica cece wees eet 964 
ORBIS 

Containers............... 1292, 1295, 1300 
DOCS ease eee 1292, 1300 
ORECK 

Vacuum Cleaners.......... 1568, 1573, 1575 
OREGON 

PUDNGAINS oer sa heen tee eee 900 
ORGAPACK 

Strapping Supplies ................55 1421 
ORION 

Drain Components...........000ee0e: 2725 
SINKS cutie seme a urate ree a ame 2725 
OSBORN 

Paint Equipment and Supplies. .... 1616-1617 
OSG 

DIGSipesaria ee eee en eee 2276 
DRIGIS se eee ere es 2245-2247, 2258 
ENGIMINS seueecaateeen ane 2280-2294, 2297 
HANS armenia mentum ne wet antens 2266-2275 
Mea MINSt ae as gerne es sea eee 2277-2278 
OSM 

Soil Treatment and Weed Control........ 1003 
OSTER 

Kitchen Appliances ...........00ee00: 1459 


1-800-GRAINGER (472-4643) 
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Manufacturer & Brand Index 


OTC - Porta-Fab 





OTC 
Automotive Diagnostic Tools........ 920-921 
Automotive Repair Lifts............ 941-943 
Automotive Tools......... 912-920, 943-944, 

Ree re ee re rae 953, 962, 2173 
Batteny TeSters: <a: eee ee ee fee. 921-922 
Bearing Separators ..............00008 912 
Compression TesterS...........0000008 920 
DOM GS Heer een a ee eee eae ee 944 
ENGING OLANGS sence ee sneer eee: 943 
JACKS oe ie reetareear een armen 940-942 
Oil Transfer Tanks ...............00005 931 
PIN(PUSNOIS ey ease kee erenrrd 914 
PUIMPSee stout: eaeeernnven cette ena 946 
shaft ProleGtor Sets waa sen aae or awers: 913 
OWENS CORNING 
InSulatiOiewn canta te ere ee eran ac: 2832 
OZ LIFTING PRODUCTS 
CableS spaccseren cree es scene ce 1064 
ClanGS ty, cance saas mince mace 1064 
HOISTS ces iee nents 1054, 1057-1058, 1064 
PAC-KIT 
First Aid Equipment/Supplies ..... 1831-1832 
PAG STRAPPING PRODUCTS 
Strapping Supplies ........ 1421-1422, 1424 
PACIFIC BLUE ULTRA 
Paper Products .........sseeee: 1486, 1494 
Restroom Equipment................. 1486 
PACIFIC HANDY CUTTER 
Knives/Cutters........... 808-809, 811, 888 
Tool Holsters/Pouches........ecseseuss 811 
PACIFIC HELMETS 
Fire and Rescue Helmets.............. 1807 
PACKARD 
Drath MGUGGIS! ae tree aeons ae 3104 
PUMPS eee oo inemrmncsr errr 2631 
PACTIV 
Food Service Disposables............. 1436 
PALADIN TOOLS 
Wire Strippers and Cutters ............. 846 
PALMETTO 
Compression Packing Seals/Tools 

es er er a ee 2699-2700 
PALMGREN 
GQUGESS: hanemcrean tae here susan as 2424 
JACK SOMOWS frais cans oa ens 2329 
SAWS ete cre eerie ee eee necre rary 736 
NISOS ce ee corer meer ae 831-832, 2329, 2346 
PALMOLIVE 
Dishwashing Detergents.............. 1515 
PANASONIC 
Fans and Air Circulators .............. 2943 
PANAVISE 
WISGS aan err eens ain a eae 833 
PANDUIT 
Gable.Glips ee eee eae 303, 410 
Cable Equipment................. 354, 356 
Cable OrganiZers iictscrns ceew es aces 354 
CableulGSiet ase conhannay sees 408-411 
CAMPS reteset et rns 410 
NVIOMIRIVG(Sseter eres ee ee eee 303 
Wire and Cable Installation Tools 

en cee mat 303, 407, 411 
Wire/Cable Abrasion Protection...... 300, 407 
Wire Connectors ............. 356, 383-386 
Wire Crimping Tools and Supplies... . 384, 386 
WINING DUGI Yeon ee ee nee 303 
PAPERMATE 
PONGIG Sears ae ne a eect 1364 
PENS owes aren inn tornnnwares 1366 
PARAGON 
Refrigeration Controls..............05 3018 
MINGUS eee eee se etree ne ee 3018 


PARKER 

ACCUMULALORS sn rceee et einceeae tetera 2494 
AU NaWOS soc can. bert en 2544-2547 
Bagurlit@ls cee cae eeeene nee: 2711 
BalbValVeSirc cere ace ees 2476, 2860 
Cartridge ValWeSic..ccuccee ances 2475 
Check ValW@Ss aaa seceivas etits cess 2476 
Compressed Air Dryers .............4. 2089 


Compressed Air Treatment 
rs 2571, 2589, 2592-2593, 2598-2600 


GHIMPERS one seat ie ene a net 2484 
Drain Cock Valves .............0000ee 2914 
Electric Pressure Switches ............ 2600 
Expansion ValVeS;ccccsnscsbsdseseens 3019 
Filter Cartridges................ 2708-2710 
Filter Diverse: eee aes ek eee, 3015 
FAlteMHOUSINGS2. «2 see nance nes cree se 2710 
FUBIFINGIS 2 ne nce eres ae er 2710 
Hose Fittings........ 2484, 2490, 2520-2521 
HOSCSauariuniierc in ur eee 2484 
Hydraulic Breathers................5. 2495 
Hydraulic Filter Gants. chs eeecns. oon, 2492 
Hydraulic Filter Elements.............. 2492 
HVGrauliG FMLCIS ns een teen eis 2492 
Hydraulic Valves ..........0000 2476-2477 


Instrumentation Fittings 
ee ee 2787, 2795, 2857-2860 


Instrumentation Valves .......... 2860-2861 
INSUIGHON TADG: cavnccte stuace he ee eee 3012 
beak Deteelors: 2s eet we ee 3012 
PUDMGanIS/OlS mer arecaanee sean: 2492 
Manifold Gauges .............0.0000s 3005 
Needle Valves ........ceeeeuues 2476, 2913 
O-RINGKIS tree ornate weet eeass 2494 
PIDG FIMINGS 222 se sees ae 2780, 2793, 2853 
Preumatic Tool KitS 23 2 ...eesc.. eens 2086 
Refrigeration Dryers .............0008 3015 
Relig ValveSoo a. tenes comes, 2476 
SENG TAPE ect ees heen 3012 
SIQNUGIASSES Fern e ee ee ee 3013 
Solenoid ValveS.........00000es 2477, 3017 
TOSUMMS cnc cee rr meni cre ees 2491 
TUBING ree ceirere me eer eats 962, 2586 
Tubing FittingS=:: <2... .-. 962, 2586, 2849, 
Pee eae reece eee eee ae 2851, 2853-2856 
PARKER GRESEN 
Hydraulic Equipment............ 2476-2477 
PARKER HANNIFIN 
Hydraulic Valves .........ceeeeeeeees 2477 
Solenoid ValveS 3. ge.scdee vias ee eee 2880 
UDING ee cee ees 2586, 2617 
PARKER VIRGINIA 
MVAG Tae er crest anne ee ete eee 3012 
PASLODE 
Pneumatic/Power Tools.......... 2496-2498 
PATTERSON 


Fans and Air Circulators 
ene a ee ae 2917, 2919, 2921-2922 


PAWLING CORP 

Door/Wall Hardware..............0005 2006 
Guardrails/Handrails ..............005 2006 
PC PRODUCTS 

AUK GUIS Seer ereereee te ia gear ery 2234 
Concrete Repair Materials........ 1632-1633 
ENOXViee otoncar sense renme ace 1632, 2220 
PDI 

Cleaners/Degreasers.............0005 1512 
PEAK 

Automotive Fluids ................ 896, 903 
PECO 

Temperature Controls ...... 3024-3025, 3028 
MMERMOStAIS Her ee wen encase bres 3022 
PEERLESS 

Chains and Wire Ropes.......... 1072-1073 
Televisions and Video Displays ......... 2022 
Tire: ChialiSnawernatre kau acne seniees 957 
TV/Speaker Mounts............. 2022-2023 
PEET 

Clothing/Footwear Dryers............. 1757 
PELICAN 

BallOniRS Gace: cease say mess 533 
FlaShligQhtS = hcscre ees 524, 526-531 


JODSITCIGHUNG Ma wceeenamewe saa cree 520 
Portable Coolers and Beverages........ 1827 
PEMKO 

Door Hardware..............005 1999, 2012 
PENBERTHY 

Galle COCKS serene cee nes 2913 
SIMUGlaSSOS were ene er era 2912 
PENDAFLEX 

ROIGGIS erreseecrentrmatemmiee min errmcetres 1361 
PENFLEX 

Hose AssemblieS............00000005 2607 
PENN MACHINE WORKS 

FIRING Ss rsotenset tere erence a teenies ane 2781 
PENNZOIL 

Automotive Oils.............. 894-895, 897 
PENTAIR 

RINGS # sarees ee: 2703-2704, 2706-2711 
PENTEL 

Office Supplies: Steen. accuers: dascen: 1364 
PERFECT EQUIPMENT 

Wheel Weights..................0005: 952 
PERFECT SENSE 

Thermostats. ..........005 3021, 3023-3024 
PERMA-PATCH 

Asphalt Patching.................05. 1631 
PERMATEX 

SealantS. .......00.055 905, 2224, 2226-2227 
PETROCHEM, INC. (2) 

GIGASO Recs cur mue on citar anice eenieeene en 2451 
Lubricants and Penetrants. .. 2438-2439, 2441 
OS ees 2440, 2454-2456 
PETZL 

Fall Protection Equipment............. 1808 
Head Protection: csv. secsevas caeeree 1637 
RODGS oeccsce cet eer omen anne ats 1098 


Search and Rescue Equipment 
ITT ORE eer 1098, 1807-1808 


PEWAG 

Chain SlingS..........cc0cceaee 1071, 1074 

PF HARRIS 

Repellents and Pest Control ........... 1022 

PHASE-A-MATIC 

Phase Converters. ...........0000e000e 209 

PHCC PRO SERIES 

PUMPS ce cst ee enamew ame. 2621, 2627-2629 

PHILIPS 

Lamps and Bulbs................. 480-498, 
ee ere ee mer ee 500-501, 505-510 

Lighting Fixtures ...:2....-26. 430, 432, 434, 
Mencia eee telat ate ait 461, 463-464 

TaSkibightS8.0.552 we ee ee 518 

PHILIPS ADVANCE 

DalldSiSaqenntie nore en ne ee 472-478 

HID Capacitors: eee a eee er 478 

LEDIONINGES tact acivenk © tucker: 471 

PHILIPS DAY-BRITE 

Light. PanelS eave one: aeeeeen 431 

PHOENIX INTERNATIONAL INC. 

WeldingOVenS.c ici vnccieien wanes: 2417 

PHOENIX USA, ING. 

Battery AccessorieS............se0000 923 

PHYSICIANSCARE 


First Aid Equipment/Supplies 


PHYSIO CONTROL 

re er rr a nets rere 1838 
PIC 
GAUQCS- rene eee eee eee 579 
PILA 
FIGOGIIGIS erence rcs eye eens 459 
LIGNG Panels eee eee ee ena 431 
WalliRaGkSe ance tires cen measure: 454 


© Indicates a Diversity Supplier. 


PILOT 

RETISiarares stu tsssiets er varetcrsr ie reser 1366 
PINE-SOL 
Cleaners/DegreaSerS.........0ceeeees 1513 
PINNACLE 

SEdIGS sneering een sere eee 1426 
PIPE-PRO 

Plasma Cutting Equipment ............ 2425 
PLANO MOLDING 

SLIT LIC Bary Seen nee nt ae preety Segee sree a 1251 
Tool StOKages ones ae ee ee 747 
Compartment Storage Boxes...... 1302-1304 
PLAST-0-MATIC 

Galle GUandS oe rane eee. ees 2913 
Solenoid Valves/Coils.............0005 2882 
PLASTEC 

DIOWOIS sere nea set seca rice meneee: 2987 
PLASTICADE 

Iratfig Safety Products =2-- 25. ...5---- 1908 
PLASTICOVER 

Carpet/Floor Protectors..... 1099-1100, 1623 
PLATO 

Soldering Equipment...............08. 232 
PLEDGE 

Cleaners/Polishes ..............00005 1518 
WIDGISi ease et meena enerra aman 1518 
PLEWS-LUBRIMATIC 

PUNNGIS test oe eae ewce am: 930 
EUDNIGANIS: 35 eee anne ee 895, 899, 2453 
AUIS oe ge lint Gere fee cemeon cadena 936 
PLIOBOND 

ACNESINGS Gren aurea ee ne wanton iene 2228 
PNEUMADYNE INC. 

ManIOIGS Ween neueokecten cince cet rene 2852 
POLAR 

AULOMOIVE!RIUIGS ey meee ear eter: 903 
POLAR PLASTICS 

Oly SMECUNG terior at rete tele tee wan tate ne: 1099 
POLAR TECH 

Shipping Supplies ................005 1402 
POLARIS 

CONNGCIONS: tantrum ake wee roca 390 
POLYCO 

Workwear .........eeeeee 1730, 1732-1734 
POLYJOHN 

Hand Wash Stations..............0.00: 2729 
POLYKEN 

aetere ee eee ee ete 1385-1387, 1391 
POLYMERSHAPES 

PIdSIIGS orator nieemce ns ae 440, 2209-2214 
POLYSCIENCE 

Chillers, Circulators, and Baths.......... 640 
POMONA 

Component BoxeS..........ccceueeees 561 
Electronic/Bench Testing............... 561 
POND BOSS 

PONGAGGOSSONIOS fancnan cnr eee 2639 
poopy poucn (f) 

Pet Waste otatlonSs.icn seven ca nee 1554 
POP AVDEL 

RING OOS en wrsa eee ee eee 2505-2506 
IIVGIS ee cer poser tae erate 2132-2135 
(MEG ACINSCHS): caer een ainnere ean 2142 
POP SECRET 

SMaCk: FOOUS:. 2s re eas een eee 1441 
PORT A COOL 

Evaporative Coolers............. 2998-2999 
PORTA-FAB 

Structures and Sheds ..............5. 1312 


Porta-King - Rain-X 


Manufacturer & Brand Index 
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Find the wy. Find Solutions. Find Great Prices. 





PORTA-KING 

Structures and Sheds ........... 1310-1312 
PORTALS PLUS 

ROOMFASHING ren ee eee eee es. 2963 
ROOF RGDAI KIIShs ee ences ete ee er 2963 
PORTER CABLE 

Ait: COMPIGSSOIS: 244.2222. Banos a 2559 
Cordless lools 2. ectcnacn seinen 694-695 
FINISHING TOOIS: 2c eeene ce eee 128; 125 
NOdu GUNG ett ac ier romances enc 738 
Nailer/Compressors............00000: 2496 
NalIGIS set ee ee eee 2496-2497 
Power Saws and Accessories ....... 726, 730 
ROULGES ctaccetrce Mtortern ne ee reee 729, 731 
OIADICIS aces rte nee eae, 2501 
Posi Lock (@) 

Automotive Specialty Tools ..... 913-914, 916 
POST-IT 

PlAQSu cnet naan emu cree einnrs 1357 
Message Boards .............000000: 1367 
NOUCS eee te ee oe ane creme cone 1357 
WallrandiEaseliPads ao ecetee sneer 1372 
POTTER ROEMER FIRE PRO 

Fire Protection Equipment............. 1880 
POWER BREEZER 

Fans and Air Circulators .............. 2921 
POWER DRIVE (0) 

BUSHINGS nn erate sere near: 1S 
GOUDIINGS sete aera ee eae 122 
BGI BES scenes eriverciere 2 eres erica ere ae 120 
WIVONGUS: eee es er ee eee eae 929 
TightGnersey er sccnce ne eee asec: 120 
Timing Belt Pulleys ................... 114 
V-Bell ACCESSOMES..- 2 a-2. tener oss nae 105 
W power FIRST 

AppllanGe: CONS cnc saeen tse eae 400 
Cable Connectors............, 351, 381, 389 
Gable: COVOES is sicko ws senses rtm 404-405 
Cable TleSseecsn ett manne a 408 
Circuit Interrupters .............00000 402 
CONCUIeG een ta ee oe 314 
COVENIPIALGS tacit nat. cote an eet corre 259 
ChiIMPING TOOISS | eae eer eee cre ee 383-384 
EleCiiical lah@s: cc. eee eee 374 
Extension Cords.............. 399-400, 402 
GFCI Power Centers..............00005 413 
NVEUCIS tee ee eee 929 
Locking Cord Adapters...............05 400 
PIG AGAapLet Soc: asec iccnr cami nee 400 
POWER SUIDS secure renee ae ee ee 403 
Power Supply Cords .......... 400-401, 413 
PowerlooliGordS: <3 a.aciue Gee ees: 400 
SINK TUDING:2 be ener eee 376-378 
Straight-Blade Devices ..............05 328 
Surge Protection Devices .......... 402-403 
SWHCHESh cre acer ee nae 259, 262 
UPS OVSUCINS oe yer mer tee aero rien oe 214 
Wire: COnneClOIs 222 xe. cece eee as 383-387 
POWER SERVICE PRODUCTS 

Automotive FIWIGS .5 22 25... ese0u 22a: 896 
POWER xP (0) 

BatienioS amu ashen cura enna acre: 534 
Card Reader Cleaning Cards............ 534 
POWERFLARE 

Traffic Safety Equipment.............. 1906 
POWERMATIC 

BandoaWS: eee eae ence marr s 2350 
Belt/Disc Sanders .............. 2361-2362 
DRIIRKESSCS rete eee tenet ac 2345 
MUSEGONBEIOIS Bandeccen aaron cee 2363 
ROULGIS ee tree a cee ee 2297 
POWERMOON 

JObSite LIGHtING. 222 area. eases ane 519 
POWERS 

MIXINGNaIWGS 2304 Ceenowts hee ncae ae 2909 
Shower FixtureS...........00005 2745, 2747 
POWERS CONTROLS 

Pneumatic Controls............. 3040-3041 


i-120 GRAINGER. 
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POWERS FASTENERS 

FASIGNGES erecta eee eran iret: 2164 
SIGEVGIANCHOIS 2222 2s cet ete oe 2165 
POWERTWIST 

Power Transmission Belts.............+5: 96 
PRATT & LAMBERT 

PailiiSee.e eenrae tee seer ater 1595-1597 
PRECISION BRAND 

Coatings and Wraps...............005 2185 
SHIMS:2 sae va ce meee ee 2179-2180 
THICKMGSS GAQ0S 5 cccent cee wwee ee es 2180 
PREMIER PAINT ROLLER 

Paint Supplies....... 1605, 1616, 1619, 1621 
PREMIERE/PREMIERE PRO (%) 

Ice Melter Compounds................. 994 
PRESCO PRODUCTS 

Marking Flags/Tape.............20005 1907 
PRESTO LIFTS 

Mater tall LAGS |ssccscrsssse-conns, ceceracnee 1179-1180 
PRESTONE 
Antifreeze/Coolants...........000000e: 904 
Windshield Washer Fluids.............. 902 
PRIMEWARE 

Food Service Disposables............. 1435 
PRINCE 

Hydraulic Cylinders............. 2478-2479 
Hydraulic Valves ...........000: 2476-2477 
PRINCETON TEC 

Flashlights.......... 523-524, 526, 528, 530 
PRO-LINE 

PACKINGWADIGS. varihsc carts 1399 
Workbenches............. 1319-1320, 1322 
PRO PRODUCTS 

Water Treatment Chemicals............ 2702 
PRO SCIENTIFIC 

Laboratory Equipment......... 646, 648, 651 
PRO SEAL 

SCdldhSscas acc aoe ween proces 2227 
PRO-TEMP 

MBAS sas eine en aa acne eromie nine 3070 
PRO1 IAQ 

Thermostatsi. ncadvwe de ewe nes 3020-3023 
PROBUILT 

ONSITE LIGHHNGie. oan es eee 520-521 
PROCON 

Rotary Vane PumpS...............008 2698 
PROFLEX 

Ergonomic Supports ............ 1705-1706 
PROGRESS 

Outdoor Area Fixtures ............00005 463 
PROGRIP 

MIGGOWNSi enc cee eee aarens 1105 
PROMAX 

Soil Treatment and Weed Control........ 1003 
PROMAXIMA 

Exercise Equipment...........esee0e: 1477 
PROPEL 

Sports Drinks and Thirst Quenchers ..... 1825 
PROSHIELD 

WOIKWEGI non nee eae 1672, 1736 
PROSPEC 

MOlldiieornc eee re ener 1632 
SCOIANS era ee ae eae are emis 1632 
PROTEAM 

Vacuum Cleaners........0.00e0es 1569-1571 
PROTECT-A-BED 

Bedding Encasements................ 1469 
PROTECTA 


Fall Protection Equipment 
. .. 1788, 1790, 1793, 1802-1803, 1805-1806 


PROTO 
Automotive Diagnostic Test Kits ......... 918 
Automotive Tools......... 918-920, 922, 931 
Battery Chargers..........00.0005 925, 927 
Chisels and Punches.............. 821-822 
Creepers/Shop Stools ............00005 945 
GUUING TOONS es co treceeee eeee n 870 
Drywall l00ISs =.=. ee. oe ee eee 823 
Gear and Bearing Separators ........... 912 
GOASG: GUMS: ae vectre eer re eens 932 
Hammers and Striking Tools........ 826-828 
MEXIKEVS on wire rete sek cere 805-807 
HNPaGtONIVerS cet c eee ce ee eeee eae 776 
Inspection and Retrieving Tools.......... 824 
Master 100) SetS . sui acro nen coneea as 758 
(WUTTE=TOOIS cere ete ener reece eee 814 
PUGVSi cen crete ta 838, 840-844, 859, 919 
PrVing@ 100IS troc seca. sevice enor ane 823 
PUIGIS asta eee een 912-915 
RalCh els: acces cea 768-769, 771-772, 860 
SCHEME EXMACOIS = ene tae eee ees 802 
Screwdriver BS: 225. :2ee8e een <een 767, 801 
Screwdrivers and Nut Drivers .. . 798-801, 804 
SOCKELS ne anncetomene ts 759-781, 795, 860 
GDG secre ren neater eee 859 
Tethered Tools ...........0005 757, 858-859 
MOONS CIS arenes ogc: ee eer 758 
Tool Storage...... 741-743, 745-746, 858-859 
Torque Multipliers .........cccce eee 786 
Torque Wrenches............. 782-785, 859 
Wire Strippers and Cutters ......... 846, 859 
Wrenches....... 768-769, 771-772, 775-776, 
igen ce nee wnt 782, 787-788, 790-797, 
Pte tae nro era tats 858-859, 867, 917 
PROTOCOL 
WORK SIANUSsa war tre meric nears Gace 886 
PROVON 
DISHDENSEIS Ts enn aunts acme res 2 1496 
Personal Care Products............... 1496 
PROXIMITY 
Level SWINGS? =.) neers eee ees 581 
PS DOORS 
DOOUS/GaleS eee eee et an 1313 
PSE AMBER 
AutomotivelightS=-->--- 224.2... 972-975 
PULS 
POWeh SUDDICS enon eee 211 
PULSAFEEDER 
Chemical Metering Pumps............. 2688 
DegasSing VaWGSo..ic cise e ereee 2688 
FIOWMPGINS. ancora cues aac oat 2684 
PURDY 
Paint Equipment and Supplies. .... 1616, 1618 
PURE CITRUS 
DGOUONIZEISeaawos ce ere nace uet en 909 
PURELL 
Cleaning Chemicals................5. 1510 
DISDENSOIS Se certs ere eters eee 1499 
Personal Care Products..... 1497, 1499-1500 
PUREX 
DelengeniSe cere ere oe ce 1516 
PURLOGIX 
Water Dispensers .........ceceeeeees 2721 
PURTEST 
Water Testing Kits.............. 1480, 2702 
PYRAMEX 
EVE PIOWCHON sew tr ae se tees ean 1658 
PYRAMID 
TING GIOCKS ee een ees ee te ee ee 1375 
PYROIL 
Automotive Fluids ........ 897, 899, 901-902 
PUbNiCanSta earn crue mre eern trina. 901 
I -_ 
QA 
RO GIENGS etree cee eee ten oete eee 132 


Can’t find it? Go to Grainger.com®. 


QEP 
Carpet Installation Tools ............... 891 
FIOONIMNGOOIS: 2. ese tncnrne eee 891 
Grout Removal Tools .................. 891 
MUGIVINCIS: Aacetneuctseme nae eae 891 
SAWSt mane te ee ee ea eee 717 
QMARK 
HOGUGES atranen sake 3068, 3070, 3072-3079 
SWIKGRGS cae eas ee ee ce 3077 
Thermostats. ee eee 3072, 3075 
Transformer RelayS...............05: 3075 
QORPAK 
Laboratory Supplies....... 645, 652-653, 657 
QUAKEHOLD! 
Earthquake Safety Devices............ 2171 
QUAKER 
sidek FOOUS sic. r ora warm cnr eerie 1441 
QUAKER STATE 
LUDKIGANIS eyes ee 894-895 
QUALITY PARK 
ENVEIODOS sere as ro peer es 1361 
QUANTUM STORAGE SYSTEMS 
BINSi@ eae ee ee 1280-1282, 1284-1289, 
Merveie mrctie ice wtnern 1291, 1294, 1297 
CONS aay Papier rine eere tenets acest: 1156 
FOO SIANGSis tn ee ncn enn 1289 
Louvered Panels ............... 1280-1281 
RACKS ances ss 1280-1282, 1284, 1289, 1291 
RAINS eee eet eee ces 1280-1281 
Shelving............ 1246, 1282, 1284-1285, 
Pte PINT ate ae 1287-1288, 1291 
Tole BOXES 2a. ce cece ae eecause 1292, 1297 
QUARTET 
Bulletin/Letter Boards ........... 1370, 1373 
Dry-Erase Boards/Supplies....... 1367-1371 
EASGIS eaccgee nee rhe ee 1371 
Projection Equipment ................ 1353 
SINS ere errr eee ere 1372 
QUICK CABLE 
Battery Accessories....... 923-924, 927-928 
Electrical Equipment/Supplies....... 922-924 
QUICKIE 


Brooms, Brushes, and Dust Pans. . . 1539-1540 
Wet Mops, Squeegees, and Buckets..... 1531 


QUICKSILVER 
LUBTICAIIS ceases cee ee ee ce 895 


R&R TEXTILE () 
Bed, Bath and Table Linens 
eee ee 1467-1468, 1472-1473 


RACO 

(See Hubbell/Raco) 

RADIA 
Agitators/MIXGIS:.y2veccs tie eee ee ok 1605 
RADIANS 

Eve PIOlOClION as acm enone esas 1659 
RADIONIC INDUSTRIES 

Emergency/Exit Lights...............6. 428 
LA GMATING: EIXTUNGS se sccete co cease cceirceers aoatecens 440 
RAE PRopucts () 

PAU LS Serre a tie eerie rere enero 1612 
DECIOIS oir ves ere ye Sn renee: 1612 
ANINMGIS sorcerer amc ete 1612 
RAID 

Repellents and Pest Control ........... 1023 
RAILHEAD GEAR 

FlasnliQhiSieet saree teen eee 527 
Vehicle Work Lights........... 969, 972-973 
RAIN BIRD 

IFICATION SVSUCINS we cecrcw ater exec te 2764 
RAIN-X 

Automotive Detailing Supplies........... 909 
Windshield Washer Fluid............... 909 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE* 


Find the wy. Find Solutions. Find Great Prices. 


Manufacturer & Brand Index 


Rampage - Rust-Oleum 





RAMPAGE 

Repellents and Pest Control ........... 1018 
RAMSET 

Gas-Powered Nailers................8 2169 
RANCO 

Heat Pump Valves ........0eeeeueees 3092 
Pressure Controls ...........005 3016, 3018 
Refrigeration Controls..............45 3019 
Refrigeration Fittings...............0. 3010 
SOIMOIM CONS: sae ee eee ee ee 3092 
Temperature Controls ...... 3019, 3025-3026 
RANGER 

FOOWWGCAN ae cree re cea ne 1741 
RAPTOR 

DOVetal li FIMURES One: getter mcrae 2318 
RATCH-CUT 

RIDE CUES ceva rteetier eeteer scene 870 
RAYCHEM 

Heating Cables.............0eeeeeeee 3067 
TUBING eee crete eee ered 376-377 
RAYMOND 

DOINGS eect ent re eer ees 1192 
MUGKS teen cee eerie meee: 1163 
RAYOVAC 

BatlenieS: s07 cue eee ener 532-534 
FIASHIIGMIIS aera ren ror ence 531 
RAYTECH 

Ultrasonic Cleaners...........00000008 642 
RAYTEK 

Infrared Thermometers .............00. 602 
IR Temperature Sensors................ 603 
PROCESS NEUE Sirnntrrn eeae ater 603 
RAZOR-BACK 

Ice/Snow Removal Tools ............... 993 
Lawn and Garden Tools............ 997-999 
RCA 

TOIBVISIONS ic evinteanelre cma soles 2021-2022 
RE-VERBER-RAY 

ER Gas MEAtEISii trea arie otitis 3082 
READY AMERICA 

Emergency Preparedness ............. 1837 
REAR VIEW SAFETY 

Caled SYSICMSi ee ee eee 949 
RECOIL INC. 

ADSite reat ttn ee tere eee 2141 
Thread Inserts and Tools ...........005 2138 
RECTORSEAL 

WODKIGANS ceteris ere 2443-2444 
SealdiliS ene cect eee ac eee 2224 
RECYCLEPAK 

Recycling Containers.......... 511-512, 533 
RED DEVIL 

Agitators/MIXGIS 0. . 52002505002: 1605 
RED-HAT 

Solenoid GOS errs es exer 2883 
Solenoid ValveS............0008 2874-2884 
RED HEAD 

ANCHONS 2 iaceaceite 2161, 2164-2167, 2172 
NOZZICS oe weer emai een ates 2172 
RED KAP 

WOrmkWeahccieon sca ceakens 1718, 1721-1723 
RED LION 

ENCOUGIS* ecor remit ano manne oor 
Palle MélGIS <a. nose esc ceases 225-227 
PUMP Senet so trees re ena ee 2631 
Temperature Controllers ...........0005 229 
REDINGTON 

COURLEIS eee rr eee en ae 227-228 
GaskelSiencten rn eet eae: 228 
HOUMGICIS 2 see eee ee cree 228 
REEBOK 

FOOIWEAI ieee ee aces oe 1750, 1754 


REED INSTRUMENTS 

WIGIGNS (ce eestor rere ne semen eee te 569 
REELCRAFT 

Cable/Cord Reels............... 397, 2526 
Hose ReeIS. occ ci ee cere ars 2435, 2523-2529 
HOSES 2har nee ceare ere 2435, 2529 
REESE 


Automotive Towing Supplies 
OT eee a ren ee 958-959, 961, 972 


JACKS sinter ee ene 942, 960 
REFRESH 

DGOUORZOIS tenet eters: 909 
REFRIGIWEAR 

WOmKWeal 558226 eens 1642, 1719 
REGAL 

ADS tener en es eiaiasnnes eet Avani 2267 
REGAL CUTTING TOOLS 

ADS iret een on era ener ruth Acces 2267 
REGENCY 

FUGUE Gre eae reer ane 1337, 1341 
REGIN HVAC PRODUCTS 

SMOKE EMIMMGISs ees sace se eee cee, 3096 
REICHERT 

Refractometers: 34 scenes Gee ba cee 626 
REIKU 

EOCKNUIS strane watimin eee eee 407 
TUbING/CONNEGUOIS nescence eck 407 
REMCO 

Food Processing and Specialty Tools. .... 1457 
Hoppers and Tubs ..........eeeeeeees 1457 
Janitorial Equipment...........000e ee 1547 
SCMADEIS oes tate eee 1457 
TOOP ORGANIZERS ccs ecisen cerulenin: 1547 
RENEWABLE LUBRICANTS 
Cleaner/Degreasers............. 2446-2447 
ENGNG OllSsnctretwenreane aoc so 894-895 
Lubricants and Penetrants........ 2438, 2441 
Metalworking Fluids ............ 2458, 2460 
OSH tere ear 898, 2454, 2456, 2568 
RENFROE 

Lifftig EQUIDINGN .sc2cseuecs.eeee see 1065 
RENUZIT 

DGOUORZEIS ha2 hon femme eke cans 1506 
REPEL 

Repellents and Pest Control ........... 1022 
REPELLEX 

Repellents and Pest Control ...... 1018-1019 
RESOLVE 

Carpet/Laundry Stain Removers........ 1517 
REVCOR 

Blower Wheels: 2:2 ¢cacenta cockac see 2988 
Fal BladeS 222 Apecece ss 2950-2951 
REVOLUTIONARY SCIENCE 

Laboratory Equipment................. 638 
REYNOLDS 

ANMIAUM RON te saeco mente. eaten ee 1449 
RHEEM 

Water Heaters ...... cece eens 2712-2716 
RHEEM-RUUD 

Water Heaters....... 2712-2713, 2715-2716 
Water Storage TankS...............4. 2715 
RHINO CART 

Welding Workstations ................ 2426 
RIB RELAY IN A BOX 

RelavSien cuir one comer want 220-221 
TWaNnSfOnMGiSisecic. cu snasente naa nars 205 
RICCA CHEMICAL 

Laboratory Chemicals ............. 632, 634 
RICE LAKE 

SC dIGS sees nce eee renee sree omen 1430 


RICHARD 
Paint Equipment and Supplies.......... 1620 
RIDGID 
GUIMP ERS Cametieer re cere ery: 847, 853, 2800 
DraintGleaners.. 2 -2.s5..6s500. 863-865 
Inspection CameraS..............20055 866 
PIPG EX ACLOIS# nate ee se eae nee 871 
Pipe Freeze and Thaw Tools ............ 874 
Pipe LOCaOIS earacene tte ee e 866 
Pipe olandS 2 a.ena re ee ee: 874 
Pipe/Tubing Cutters....... 817, 869-870, 873 
Pipe/Tubing Threaders............. 872-874 
Pressing Tools............. 853, 2800, 2805 
HeaNel Snore neces ear nee 871, 873 
SOIMEKING GUNS seraecay acta eee ener er 874 
Taps he eee eee ee 2268 
NGSHEUMPS ancien emer eee ene 874 
Threading Dies................... 872-873 
TUBING OOS icine nena 868 
Underground Utility Locators............ 565 
NISES aoa nenut arte en nenn ace: 831, 874 
WINGHESe a cuiien een ioe santa 867, 871 
RINGERS GLOVES 
Hand PROUGCION: cee sees cent ene 1814 
RIP-TIE 
Gable MGS ree et rere eee ta care 411 
RISLONE 
Automotive Additives...........000eeee 897 
RITE IN THE RAIN 
Office SupplieS .--4-2...2242... 1355, 1364 
RITRON 
D=Way RAQWS iwiraie eae 2025, 2034 
GallBONOS@ cree mce cee seed: 2034 
PA Speaker Systems............00005 2037 
Wireless Alert Systems ............... 2034 
RITTAL 
Electrical Enclosure Heating/Cooling Systems 
eee ete nr eee ere aes 301 
Enclosure AccessorieS..............505 298 
RIXSON 
DOOF HaldWare: se. n878 can eke ees 2011 
Electromagnetic Locking Systems ...... 1976 
ROADPRO 
Automotive Accessories ........... 949-950 
ROBERTS 
AUNGSINGSare rc rater na tree 891 
Flooring Tools/Supplies .............+55 891 
ROBERTSHAW 
Electric Cooking Controls.............. 3032 
Gas Burner Controls............. 3032-3034 
Gas Burner Ignitors............. 3032-3034 
POU BUNK TUBING ccisecs cutee d ascents 3034 
Pressure Sensing Switches............ 3046 
Refrigeration Controls................ 3019 
IMGRMOStAIS seers ert hese erecta 3032 
TWanStOWMersS 2 sane eee ee 3033 
WaIVGS. free che cnc tier eer cied: 3032 
Vibration SwitGheSs.. . 22.22. ncaa. ee 174 
ROBINAIR 
HVAG GAQGS ee eae eee ees 3009 


HVAC-R Service Equipment 
ee eek ae 918, 946, 3007-3008, 3013 


ROBOT COUPE 

Kitchen Equipment Replacement Parts. . . 1461 
ROCKITE 

Anchor Patching Cement.............. 1631 
ROCKWOOD 

MakGWAlelersncccerr cre 1998, 2003-2006 
ROCKY MOUNTAIN TWIST 

DRNMBiSkeen cua heretic en: 2253 
ROLAIR 

Air Compressors .......... 2559-2560, 2569 
ROLATAPE 

Measuring and Layout Tools ....... 877, 1611 
ROMEX 

CANDIES crane iemen erm een cee 345 


© Indicates a Diversity Supplier. 


RON CRANE SCALES 

SC IGS ere hes re eee nee ere 1065 
RONSTAN 

Chath Mink Ssernconsce ches petn ieceereee iene 1073 
Pulley Blocks and Sheaves ....... 1088, 1090 
SHACKIOS semanas rere cena tt 1067 
ROPE RATCHET 

Rope Tie-Downs.........0seeeeeeeees 1102 
ROTELLA 

LUDNIGAINS sao sen one cere ae ere 895-896 
ROTHENBERGER 

Debtimthig (00S 2ee enc ee sees be tee 871 
Dial ClEANGIS 2 sccec eset ateere 864 
IANINGHOOISS2 tate a ence sont 868 
Inspection CameraS..............00055 866 
Pipe GlaOS: ec cn creer: 2847 
Pipe Freezing SprayS...............05 874 
Pipe KOCAIOMS ee nce ea ae tne 866 
Pipe/Tubing Threaders............. 872-873 
TUBING BCNUEIS:-. 22 n os eee 868 
TUDING GUILCIS eee nae cee eee 869-871 
NISGS rare saeere wre eee eee eae 874 
WEENGNES ee ese ance ee 867, 871 
ROTO ZIP 

Power Saws and Accessories ........... 729 
ROUNDUP 

Soil Treatment and Weed Control........ 1003 
ROXUL 

PIPG INSUIAUION soe een eer ee ene 2836 
ROYAL BASKET 

CartSHIMGKS: .245 000 cers 1160, 1162, 1172 
ROYAL PRODUCTS 

GENIGIS 20s ee eee ee 2348 
RUBBER FAB 

GaSKelSe ee ee ee ee 2789 
RUBBERMAID 

Baby Changing Stations............... 1495 
Bath and Shower Mats ............... 1473 
BINS eee se een iee Sra 1292, 1451 
Carpet BoniielS2 2a eee 1583 
Carpet SWECDCIS vce faa one x ee eis 1569 
Gans weet es: 1147-1149, 1158, 1172, 1526 
MGOUONIZEIS cerca cene eck nas ye 1507 
DOINGS ree eee ere areata 1556 
RAUCEIS 2852 tian eee oe heres 2734-2736 
FIUSROMO@UENS. ccc vnc tae va aan eave na 2753 
Food Servers/Storage Containers....... 1450 
FOOO Service RACKS 2:26 eee ence ene: 1448 
Housekeeping Carts............. 1526, 1535 


Janitorial Equipment/Supplies 
erence anion 1492, 1525-1526, 1528-1535, 
er re reene 1537-1540, 1542, 1550, 1553 
Laundry SUDDIIGSSac.cc cre ccn ese: 1535 
Measuring Cups and Spoons........... 1454 
Receptacles and Containers 


Recycling Containers..............005 1558 
Restroom Equipment................. 2736 
Safety BaMricades: ..c¢e0scvasesceer es 1527 
SalelW CONCS ken ecictne seen aarti 1527 
OCUIES 26 ae iat wate ae 1427, 1429 
SCOONS ase erry lee cane bance ee 1451 
SIGNS ty: ers raree ee eee ere ear 1527 
Spill Containment Supplies............ 1527 


Storage Containers and Totes 


SIOFAGE SNEUSi etter ort: 1309 

Trash Bags and Liners........... 1555-1556 

IMUGKS ace creas 1159-1161, 1166, 1168 

RUD CHAIN 

Ling POINISGA ower eres 1069 

RULAND 

COUDIINGS 2s aeccuse cane. e ane 125-126 

Slat Goulars: 35 eee eee es 122-124 

RULE 

FUNDS teenie e nee 2620, 2631, 2640, 2676 

RUST-OLEUM 

ACIVALOIS ares ee ee tee ee 1602 

AGNGSIVGSts neces tiene amine a eae 1622 
1-121 


Rust-Oleum - Siemens 


Manufacturer & Brand Index 
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ChalKenn een ae meen ee 1610 

Cleaners/Degreasers........ceseseeens 906 

COAUINGS farses 5 eieccers 0 907, 1599-1604, 1634 

Concrete Repair Materials........ 1631-1633 

Galvanizing Compounds ......... 1603, 1606 

Paint Thinners/Removers.............. 1613 

Paints....... 906-907, 1599-1601, 1604, 1612 

PRIMGNS sce atv ets eonce 906, 1599-1600, 1606-1607 

RUSLIREMOVOIS iene ees csc eee eee 1600 

SDA RAlNS deere, wenn 907, 1604, 
ee ere 1606-1608, 1610-1611 

Striping and Marking Applicators ....... 1611 

RUSTLICK 

Corrosion InhibitOls.2.2 2.6.2.2 2-2 eo eee 2445 

Metalworking Fluids ................. 2460 

R.W. ROGERS COMPANY 

Shopping Baskets/Carts .... 1148, 1166, 1171 

RWM 

CASTS: cers sence 1202-1203, 1206 

S&W 

Leveling Mounts ............... 1224-1225 

SAFCO 

UME Sean no sddaasmnacacone cent: 1335 

SAFE AWAKE 

Safety Alarms and Warnings........... 1882 

SAFE GLOW 

SIGNS saae nee eee enna nee 1923 

SAFETY SPEED 

Saw Blades: ane tac ene senese eet 734 

SAWS sana eee iceman naa eras 733 

SAFETY TECH OUTRIGGER PAD 

Automotive Equipment ................ 944 

SAFEWAY 

Hydraulic Couplers................008 2489 

sartcart & 

Carts and Trucks .......... 1184, 1187-1188 

SAINT-GOBAIN 

Nomrene.TUDING oes ake ee ence oe 2618 

TVGONMUDING se eeea correo ae 2613-2614 

TyGothane TUDING seers miereer cen 2616 

SAIT 

ADIASIVGS =o iar eee eee 737, 2384-2388 

SAKRETE 

Concrete Cleaners and Dissolvers....... 1631 

Patching Compounds............ 1631-1633 

SALSBURY INDUSTRIES 

LOCKEIS tcremsoehe aera eae 1261 

MaNDOXES cern arcmac se ae mre 1969 

SALTDOGG 

SPIGAUGIS ee atria eerie te 951 

S.A.M. 

Snowplow Repair Parts............ 898, 950 

SAMMY'S 

FASLGN CRS uence ne nine: 2147 

HANG OOIS etree ee eee eee eee 2147 

SAMSILL 

Notepad Holders ................0085 1355 

SAMSUNG 

IGIGNISIONS eeercerete space ete ae cannes 2021 

SAN JAMAR 

Food Servers/Dispensers............++ 1434 

SANDPIPER 

PUNDS =e eee 2627, 2631, 2664, 2666 

SANDUSKY 

CabineiSanmecmeewuneine 1270-1271, 1275 

Office Furniture................ 1271-1274 

Shelving and Storage ..............55 1251 

MUIGKS eters cerree paee e eer etrertamar jeer: 1349 

sani-Lav @ 

FAUCOIS epee err eee eaters rns 2727, 2143 

Food Processing Tools................ 1456 
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HOSS co Ac enna care teenies 2743 
Nozzles/FOamers «22sec. cer vee ce ves: 2743 
SinkKSe see ee 2727-2729 
SANIGUARD 

Bathroom Hardware ..............05: 2759 
SANITAIRE 

Carpet Spot Extractors................ 1578 
Vacuum Cleaners.......... 1568-1569, 1571 
SARGENT 

DOOWGIOSCISs2ns oe eee een 1991 
EXIU DEVICES ince care ome ee 1995 
EQCKSBIS smi necae theese 1981, 1986-1987 
SATCO 

BallaS iSite wer vcata i ater ener: 475 
LANDS eee eae 487, 489-492, 494-495 
SAUNDERS 

BINGGES prceenar ieee nen 1382 
ClipDOAIdS eerie ements 1382 
SAWSTOP 

Power Saws and Accessories....... 733-734 
SCHAEFER 


Fans and Air Circulators .... 2915, 2918, 2920 
SCHAEFER SYSTEMS INTL. (SSI) 


Contain@t$:....¢.e.ces sce 1289, 1294, 1298 
SCHLAGE 
Locking Systems.......... 1973, 1976, 1978 
LOCKSEIS ee ceteris pees 1981, 1987, 1989 
SCHNEIDER ELECTRIC 
AGIDNIVES tc epee eee ee apes 155-156 
Circuit Breakers: ence isceeteu ene 193-195 
Connector Cables..........cccceceaees 224 
Contact Blocks............... 170-171, 246, 
ae re ne ee re 248, 256, 269 
CONtACIONS =.c nee ernest: 170-171 
Control Stations 2 a. 2 sc 222.ceerccs es 250 
DINDRAIS setter een hearer ns 216 
Door-Mount Switches ...............5. 298 
JOVSUICKS ee eee eens nearer 244 
Lamp Modules..............00008 244-246 
Logic GOMmollers:. coi: sss ewcen acne ee 224 
Motor Starters........... 153, 161, 170-172 
Mounting Hardware................... 170 
Overload Relays.......... 161, 163, 170-171 
Pendant StationS.........ccccueeuuaae 249 
PIGUEIQNIS: w2e acme hace cae 244, 246, 257 
Power Distribution Blocks.............. 393 
POWer SUDDIIGS to aie eee cence eee 212 
Programmable RelayS...............85 224 
PUSH BUMONS oa. eae ss 244-246, 248-250, 
Sree ern ie oe 254-255, 258, 275 
Relay Modules.............00eeeeeeee 224 
Relay SOGKGIS 17,21 se neers een 216-217 
REGS eer aeers 215, 217-219, 221-223 
Safety Alarms and Warnings........ 278, 280 
Selector Switches........ 244, 246, 255-256 
Terminal BIGGKSs. 0.2 aee cee 395 
SCHROEDER 
FILCISaeee ee ee ee ee ee 2492 
SCHUMACHER 
Battery Chargers/Testers........... 925-928 
IV GREETS one tec ee ereren mes 929 
SP SCIENCEWARE 
Labi SUDDIIES ier eee 645, 1857 
SCIENTIFIC CUTTING TOOLS 
Threading ToolS...... ccc e ees 2277-2279 
SCOTCH 
AUNGSIVES:- 2.2 ee ee 2217-2218 
Tales rea 374-375, 1357, 1384, 


ee a Ua Cat 1394-1395, 1397, 1404 
Tape Dispensers ..... 1357, 1394-1396, 1404 


Wire MaIKGlStin ccna cuerniadeeen te 373 

SCOTCH-BLUE 

Paint Masking Tape..............2.: 1384 

SCOTCH-BRITE 

AblasiWGS ene eos 2365, 2367-2368, 
TE re 2373-2374, 2382, 2389 

IQOGPAOS aie ener ee 1583-1584 

Sponges/Scouring Pads.......... 1548-1549 


SCOTCH-WELD 


WONGSINES reer careers tree nearer atase 2228 
SCOTCHGARD 

Carpet/Floor Care.......... 1517, 1522-1523 
Cleanens/DeQreaSehScenq asc. e es 1533 
SENS ee nerce enna esr t ee e 1533 
SCOTSMAN 

Ice MachineS...........000euae 1460, 3003 
SCOTT 

Towels/Wipers..........0.ee00: 1490-1491 
SCREENFLEX 

ROOM! DIVIDGIS Sareea eee ee cen 1352 
SCRUBS 


Janitorial Equipment/Supplies 
ee ree ore 1500, 1515, 1518-1519 


Personal Care Products............... 1500 
Repellents and Pest Control ........... 1022 
SCRUB-WARE 
SINKS orate tee eect 2729 
SCS 
Antistatic Components............ 561, 1413 
DESIGGAIS sn heer ren een ae 1413 
VOSIGISSes seen ae ene eens 1413 
SEAFOAM 
LUDEIGANIS 3: 3h eee Aa 897, 900-901 
SEALY POSTUREPEDIC 
BOOS ee remnant Ace ey ere 1470 
SEAWARD 
ONMIMGICIS 842 2a wee ere 553 
SECOP 
GOMDIGSSOISs4.22 cuca nee ees 3014 
SECUR-ID 
Emergency Preparedness Equipment... .1824 
SECURALL 
DOOIS eee aa ere nen eee 1997 
SECURITRON 
Access Control Devices..... 1975, 1978-1979 
SEE ALL INDUSTRIES 
MINOIS@ cere eee 1913-1914, 2760 
SIQINS cess cota nee On 1527 
MAS Gee accor tion aoemere ine 1936 
SEEK THERMAL 
Infrared CameraS.........ceeeeeeueues 615 
setecto @ 
FIILEESiccam toe ore ae eee 2706 
SELKIRK 
MGALGIS teem ntee Ram inee oe 3083 
SELLSTROM 
EVE PrOlCOM cause mee ananion: akc 1668 
Face PROLECHION: .. nic. ce eee oe 1639, 2407 
Head ProtectiOMcs: 24 sen eacccie stew sn: 2407 
SENCO 
Cordless 100|S 3. eect eet ene 2496 
Fastener Equipment and Supplies 

ee eT ee 2496-2501 
SEKCWORIVGIS:. Seem e eens tata: 696 
SENGOKU 
HIGALGES seceteeee err cee een Nerney 3068 
SENSING-SAF-START 
Disconnect Switches............0se00: 401 
SENSIT TECHNOLOGIES 
Gas Detectors: eae ae nano 622 
SENSOR SWITCH 
(See Acuity-Sensor Switch) 
SENSOREX 
Water Testing Equipment........... 629-630 
SENSORFLO 
FAUCETS -o5 ee anthers oe ee are 2734-2735 
SENSUS 
Gas Pressure Regulators.............. 3084 


Can’t find it? Go to Grainger.com®. 


SENTRY 

DOCK EQUIDIMGME csctisccs cecveue a seen nae 1132 

SENTRY PROTECTION PRODUCTS 

Pallet Rack Guards .................: 1230 

SENTRY SAFE 

KOViCaDINGtS ie anaretr ete rete en 1967 

SALES ese ene ee ieee a ee 1968 

SEVENTH GENERATION 

GCleaning|ProductS..2. a... arene. 1515 

Dishwashing/Laundry Products. ... 1515-1516 

SEYMOUR MIDWEST 

Lawn and Garden Tools........ 993, 997-999 

SGS PRO 

BUISAeetnre emnr smear aan 2300 

SGS TOOL 

EMGlMIMS geet era 2281, 2284, 2288, 2290, 
ee re rey aera 2292-2293, 2297 

SHARKBITE 

Ball WAVES eee eines eee rete praetor cas 2807 

Check Vales 52 sive ean ene 2806 

HOSS exec Nner pr ants fe eer anes 2806 

PIDGIRIVINGS retrace ea ntenenne sete care 2806 

SOP WAVES eee een nee as 2807 

TUBING FIMING Sie er secre 2806-2807 

SHARP 

Machine Tools ....... 2344, 2347, 2349, 2361 

WIGTOW AVES soto rents nee eee eres 1442 

SHARPIE 

HICHITIGIGES pecicresrsertaer ere r cies ect cone 1364 

WANG Seacrest crete ase 1365 

PENCISere emer an eros 1614 

SHAT-R-SHIELD 


Lamps and Bulbs..... 465, 480-484, 487-488, 


Lighting FINNS 22 eres eect ana 438 
SHAVIV 

DODUPRING OOS seme ee ee 2401 
SHAW 

Pu Seecennige or cart here c aeoeserge tere courte 2823 
SHEILA SHINE 

CIGANDIS cpa temar cand i caer 1518 
SHEL LAB 

Lab Ovens and Incubators.............. 638 
SHELBY 

HangiEKOleG ON sae eraastt er areer 1815 
SHIMPO INSTRUMENTS 

PONCE GAUGGSncnact vanarera ene en as 568 
SIODOSCODES a ae ceed eee eon ae 567 
AGHOMELCRS ee sete eee eee 566-568 
SHOP VAC 

NGCUUNNS eer tee te eerie 1563-1564 
SHOPSOL 

ShOp FUMMUNG: = 2202 ce terete one 1333 
sHoproucH 

DoS cetui cic viet tenar te rerieseeen ass 1298 
SHOWA 


Hand Protection...... 1669-1670, 1675-1677, 
Tere 1679-1681, 1684, 1688, 1691 


SHUR-LINE 

Paint Equipment and Supplies. .... 1619-1620 
SHURFLO 

PUIMPS: avn ne ease ene ena Ser 2669 
SIEMENS 

Circuit Breakers....... 176, 193-195, 198-200 
CONnLAGIOIS=- ent eae ee 168, 254 
GOMMOIS tee ee 3025, 3041-3043 
Electiic ACtUalOIS=. ce ceenrcat orn eee 3044 
ROUSTICKS wer rartee ae ome arene 243 
Lamp MOGUICS cs cek eee pence eee 242 
Molo Stanlerss cnc cenrnin ene 164, 168 
PIOUMIGHIS#eer em ance te 243, 257 
Pneumatic Valves .........0000: 3041, 3043 
POWER SUDDICS ne eetcenetas ce cree 212 
RBIAVS cca re ccm err cree 168, 218 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE* 





Find the wy. Find Solutions. Find Great Prices. Manufacturer & Brand Index Siemens - Square D 
SENSOIS@He ere nee cae ea nee ns 8027 RIUSH:SySleMS one «eancee ase con ens 2756 SONIN SPEEDCLEAN 
Surge Protection Devices .............. 204  Flushometers............. 2790-2754, 2760) Dee CtOIS venues epic seeoes teste an 885 Coil Cleaning Systems................ 3011 
Switches ........... 175-176, 199, 242-243, Shower Fixtures.............c00eeuee 2745 MUBE: WaShelS sheer a arcs. ccseeet ox 3011 
a pee: anes 250, 254, 3041, 3046  Soap/Sanitizer Dispensers.............2736 SOTERA 
iieemostatsy ren ee 3027, 3040 Toilets and Urinals.............. 2755, 2759 Barrel PUMPS................sese eee 2673 moar a 
TOOS ...sseseeeeeeeeeeeeeeeeenenes 3040 uGGER SOUND SEAL : 
SIEVERT Annular Cutters ..........ececceccecee 740 Noise Control Materials............... 1889 SPENCE 
Gas Welding Equipment............... 2436 Magnetic Drill Presses................. 740 Pressure Regulators ....... 2890, 2892, 3038 
Heat GUIS .....s...sccccceceeeeeees 1003 SawBlades............0.00000, TTS np ee steer nee SHEETUEG, coc opececonencaeniouce 3038 
ir eaten ein Soci ee enh nae REE cis 731 quipment .......... 1008 — Temperature Regulators .............. 2891 
SIG SAUER eearrane re SOUTHWIRE NAICS eae en ae ees 2882, 2894 
Security Management and Law Enforcement 
Np Nese nee ae 2041 — Write-On Whiteboard Sheets...........1367 Electronics Tools ................. 362-366 SPENCO 
Jobsite Lighting.................0ee, 921 Footwear/Accessories..............-. 1756 
SIGMA-ALDRICH SMARTSPATULA Wire and Cable .......... 323, 343-345, 347, 
Laboratory Chemicals ................. 634 Laboratory Supplies.................5. G45 tet 349, 399-402, 464, 923 a eal oo 
SIGNODE SMARTSTOCK alt a PRODUCTS “een ce Restroom Cleaners .........-.+eesee: 1510 
i leS2ar - - lery and Dispensers...... 1466) WMG EIN soe cn eho gbee edoa z 
eee USD RNEE Ace ee eee Se Pallet Positioners and Tilters........... 1178 SPILFYTER 
GIOVE BOXOSire etree ee ete are 635 
Rettig CralOls/FTEGZEIS. ce nee et teal 1461 “Parts Washels:.. vac. svcn cu veeee ni 933 SP SCIENCEWARE 
Laboratory Equipment................. 646 SPILL MAGIC © 
SIMMONS SMC Laboratory Supplies........... 645,650,655 Spill Control Supplies ........... 1836, 1845 
WOINPUMNDS ternen cre cme rcs 2b0G AI VaIVGS en mena een cit rars 2002 Shipping Supplies................055 1413 
Filters/Separators ........ccceeeeeeee 2585 SPILLTECH ; 
SIMPLE GREEN Regulators: saree ene ce eer: 2585, 2603 SPALDING Spill Control Supplies ........... 1852, 1856 
Cleaners/Degreasers........ 908, 1500, 1503, — Tubing Fitlingsescce nee: 2554-2555, 2851 Sports Equipment................... 1478 
eee 1509, 1511, 1513, 1518-1519, 3011 SPLASH 
Janitorial Equipment/Supplies.......... 1517 SMITH & WESSON SPAN Antifreeze and Coolants................ 903 
SAE EVe PROlOctION ce ean eee ee AGH dUGGS eee ee ee eee eee ene: 577 Windshield Washer Fluids.............. 902 
Screw Jacke eee ee eee eee 2466 SMITH BEARING SPEAKMAN . SPOT SHOT 
Cam Followers and Track Rollers ........ 139 | Emergency Wash Equipment...... 2741,2750 Carpet Cleaners...........cceeeeeees 1517 
SIMPSON FaUG@lS cece cs -ee3 2736, 2738, 2742, 2750 
Pressure Washers ............00e00e. 1592 SMITH-BLAIR Shower Fixtures.............05. 2744-2746 SET Dea tea ait Bi ee 
Pipe Glam psec. amen car ee ee 2818,2880 AGAHTETOPVEGTEASETO eee ; ; 
SIMPSON ELECTRIC () Pipe Couplings) 2s ee 2828 SPEARS SPRAYON 
MeQOhMMGlers: onsets ane ae: 904 BallWaWeS seta toes ecie cer 2869-2870 . 
Meter Cases: chi ceacuueman aan: Sac 539  SNAP-LOC Pipe Fittings.............. 2812, 2816, 2818 i EC eae me 
MUNIN GLCIS ee eeteme a tt erce caer: 539 Cargo Tie-Down Systems ............. TOG ere ee ee BICC UCULCOOGI Oar aac Z 
Sea i eee a ae a a arg ens 1106 SPECIFIED TECHNOLOGIES INC. GiedSe....eeeeeeesssssseveeeteeees 2453 
SeercnNCTnn etre CeraWwe ea ee 1106 Fire Protection Materials......... 1883-1884 Layout Sprays ............. cee eens 2427 
= Lubricants and Penetrants 
Anchoring Systems ............. 2168, 2172 TUS a ea a "180 SPECOTECHNOLOGIES == 2438-2445, 2457, 2459 
SNAP-TITE sound System Components....... 2037-2040 — paint/Mark Removers ..........0see0. 2427 
SINGER Hydraulic Fittings..............0.ee:. 2491 Video Recorders................ 2046, 2049 Sealants...........ecccccceeeeecees 2226 
Laundry EQuIpMe@N ses econ eae sacs 1475 Video Surveillance Systems Stencil INKS ..... ec ccccecccccccceces 1403 
SNAPPER i cece tener ee enes 2045, 2047-2050 
SIRCLE os Lawn EqQuipment22 2 .csue eter ey cane 986 SPRAYWAY 
Binding/Laminating Machines.......... 1380 SPECTRACIDE Cleaning Supplies .............--. 902, 910 
PUNCHES: ci iceteraeacesers sary svmes 1360 SNOWEX Repellents and Pest Control ........... 1023 Lubricants............... 2438-2439, 2441 
Ice/Snow Removal Equipment Soil Treatment and Weed Control........ 1003 
SJE-RHOMBUS  vevct cutee eueneenenes 951, 992, 994-996 SQUARE D BY SCHNEIDER ELECTRIC 
Pump Controls Pee ee ee ee 2622, 2628-2629 SPECTROLINE Alarm Contacts Renae tae tery ey Peden 174 
SK SNUGGLE — Leak Detection Systems ......... 2494, 3009 Auxiliary Contacts............ 160, 163, 173 
Master Tool Sets sje, PRT SEINE oppo suc eanovacnast 1516 Leak Repair Kits................ 0.05, 3012 Cable Pull Switches............... 191, 274 
PlietS............ 839/842 SNYDER INDUSTRIES Refrigeration Compounds ............. 3012 Circuit Breaker Handle Ties............. 191 
Ratchets.......0.0..00+. 768-769, 771-772 Storage BinS ............eeeeeeeeees 1300  SPECTRONICS eee lia iiapeaea piled 
Screwdriver Bits ..........20..0s sees. 1G) = STEW IEUNG seer et usanevutueo. ae 1137 Leak Detectors...........c0ceeceeeees 621 a so eats ne ea 
SockGien eC eee 761-769, 771-773 OMACLONS ss 6s sseeeeseeess TS Mea 
Wire and Cable To0lS. ss .s.ess agg SOFPULL_ —_ SPECTRUM CHEMICAL HULME 852.4222. 9cs0c000s wee 
q : : Restroom Equipment and Supplies...... 1489 Laboratory Chemicals ................. 634 —- LONTO! OtaIONS . we eee eee eee : 
EMGUEE onthe SS a tulad Scat te a * ; Disconnect Switches. . ... 175-176, 298, 3094 
SKECHERS SOFT SCRUB SPEEDAIRE Distribution Blocks...........sseeeeees 393 
Footwear... ...scececcecceveee 1751,1755 Cleaners............. ccc cece eee 1504  AirCompressors ..... 2559-2565, 2567-2569 Drum Switches ..............sseeeees 167 
Ai CyINGGIS sic hae eraseanses 2037-2941 Equipment Grounding Kits.............. 125 
SKIDBUSTER SOFTSOAP RiPGUNG eee ete cerns 2515-2518 Float Switches.............ess0eesees 291 
FOOUWGAG ce sentra eee rener 1755 SOAPS... -. 0s eee eee eee e esses eee 1498 Air Line Exhaust Mufflers.............. 2603 Foot Switches ............ceseeeeeees 263 
SKIL S0G fa a vee es. 2571, 2591, oe FUSBICIIDS cane ate eee ees 175 
In ine MUBKIGAIOIS pees oe ea ; H-0-A Selector Switch Kits............. 174 
SAWS oo... cease 717-718, 726, 731-733, 736 Rae fe sah a eda: a2 a Ain Molols ee 2577 Limit Switches............... 964-265, 271 
SKILCRAFT i (ik EES Air RAICHOIS co, creme cee ceo ern 2003 Load Centers.............055 175, 189-191 
Flashlights 523 SOLA/HEVI-DUTY AIEULG occueoaeeyrconeeaee ae 2570-2571 Magnetic Coils...............eeeeeeee 173 
Sea eae ie dS Power Conditioners...................205. Air Tools............ 2496, 2499, 2501-2514 | Magnetic Contact Kits.................163 
SLICE Power Supplies ..........seseeues 209-210 Air ValVeS.... 0... cece eeeee eee e tees 2042 Motor Starters........... 160-161, 163, 165, 
CltINGHOGls ser ereter ae eee 809-810, 812 Surge Suppressors ...........0.ss0ee, Di) NIV OIES ano ocosgo0essenor enone: ZION | aaGidareemnee eae areaten 167, 173-174 
Sriccgrs4 = Ge eee 815 Blowers/Vacuum Pumps.............. 2505.> Moto SWItGNOS < -ccunan cae. sashes «4 167 
TWOZEIS . . oc ccc ccuccccccccccccceuce 944  SOLAIRA Compressed Air Dryers.......... 2587-2589 Operating Mechanism Handles.......... 298 
HEMGNS asc eumews crease trenntes 3079 Compressed Air Treatment Overload RelayS<., 01.00.15. ce. 163-164 
CO ee rhe ee 2589-2590, 2594, 2603 =Paints.......... cece eee eee ees 191 
Automotive FIWIGS siccist ee cat cents: 897 SOLBERG Compressor/Generators.............++ 2500-5 RanelbOandS a0: te ote re 190-191 
Air Compressors .....+.++.+.++. 2575-2576 — Desiccant DryerS.........0se+eeeeees 2589: Pilot WightS:cc2eoeeecc cee e nee 167, 250 
SLIME Compressed Air Treatment ............ 2576 Exhaust Mufflers...........0se0eeees 2551 Power Supplies...............see0e0- 191 
Tire Supplies ..........+.+4. 955-956, 1000 SOLER & PALAU LPUIGS cps secre crete orebe ec ieie westerns 2019 Pressure Switches............ 287, 289-290 
SLIP-N-GRIP FANS... .- ccc ccccccccecccccccs 2946, 2949 Hose Reels. 2.22. faeces 2. NDIG2 2525-2020 Ss PUMDIEIOAIS eee nee een 291 
Automotive Interior Accessories ......... 948 HOSS... 0-0. sees sees - + 1994, 2604-2605 Relay Sockets ...............sses eae 216 
SOLO Paint Equipment and Supplies. .... 1625-1626 [RelaySicae-2 sc onsen 215, 217-218, 223 
SLIP PLATE Ice Melter Compounds...............05 994 Pneumatic Regulators........... 2594-2595 Safety Switches.............. 160, 175-176 
Lubricants and Penetrants............. DAA SDaVelSss ee ee arse 1000-1001 | Pneumatic System Components ........ 2073 ‘Selector SWItCheS ....5:.:-50:eseceeres 163 
Tire and Wheel Supplies .......... 956, 2518 Surge Protection Devices 
SLOAN SOLO CUP VOIVOS) 2 terete eens eats DOLe"201O ananassae ee 163, 188, 190-191, 203 
Bedpan Washers. cc uccskeescata gene’ 2751 ‘Food Service Disposables........ 1433, 1436 Switch Actuators ..........ceeccccccce 89 
FalCGIS vee cen wows ie 2734-2736, 2754 
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TenminaliBlogkS 4.7 2-2een eee ees oes 394 
mhenmalUNitS costae eee 165-166 
TFANSTORMENS 2255, atenee mee cen 160, 206-208 
VACUUM SWICHES:; Sone ranaiacs sean one 291 
SQWINCHER 

Beverage Racks/Supplies ............. 1825 
Food/Beverage Coolers............... 1825 
Sports Drinks/Energy Chews........... 1825 
S.R. SMITH 

POOIEIILS rere ee ere ee 1481 
SSI TECHNOLOGIES 

Rig GES certs renee nee eereeeeee 573 
StldiletS yet te tee 2895-2896 
VAWVGS tar conie Secs 2900 
STA-BIL 

Fuel Additives ............00. 896-897, 900 
STA-KON 

Connector 100lS: cceee cece eee ceee 384 
Wire Disconnects.............0eeeeuae 386 
Wire TenmialS2:s2ccscuaterts veceees 385 
STA-LUBE 

GC ASEs erecta crap shearer 898, 2451-2452 
STABILA 

Measuring T00lS.: sicceiacetsec hence ae 882 
STABILICERS 

Footwear Traction Devices............. 1747 
STACK-ON 

SCS eee re er teen een eee 1968 
STANDARD HORIZON 

2-Way Ragl0S:3 en woven te ees 2027 
STANDARD PUMP 

A UILUS Sota Gataecteinn aos dey an mac ens 2668 
STANDARD XCHANGE 

Meat EXCNANGRIS 27.2: enn Rees awe 3039 
STANLEY 

Chisels and Punches.............. 821-822 
Cutting 1001S sic. eek cia 808-811, 813, 891 
ASHI Sacer ere eee eatin: 523 
Garden 100l§: 2222. a aceee nee: 999, 1006 
GIUCSGUNS eerste ace tameremess anes 2238 
Hammers and Striking Tools........ 826-828 
HINGES rent ee rear 2007-2008, 2011 
VEVelSiee once neon eee eee 880 
Measuring Tools.......... 875-876, 884-885 
MUINGOIS3 en cee eee 814 
Paint Equipment and Supplies....... 823, 887 
PIIGIS eaten ee ee 842 
PVG OO Sct cc eee ee cae aes 823 
INALCIG (Ss aecreerte eee Greene eee 769 
Sawhorses and Work Stands............ 886 
SAWS ei ae oui ene ee 886, 1006 
SCKADGIS ser erate cere rar 809 
SCICWURIVENS 2: one ot eae ae 798-801 
SMIPS 2 nea ere hms ee eee 1005 
Slaplers/NaKGUNS Sern i peaks earns 890 
SOKAUG BINS Sacuaearmcmme ten teen 1303 
Tool Storage... 22.2.5: 745-747, 886, 1304 
WIGNCNESe ananenn iowa Panera nee 790 
STANLEY BOSTITCH 

Office Equipment............... 1360, 1364 
Pencil Sharpeners................055 1364 
Pneumatic Fasteners............ 2497-2501 
Pneumatic/Power Tools.......... 2498-2501 
SlApleIS meters tte ce acre ae 890 
STANLEY COMMERCIAL HARDWARE 

DOO CIOSCIS oie oer tata eens 1992 
EX DGViCe@S eae oe, eee 1994 
STANLEY HARDWARE 

TIWAMOUINIS kere eae ee eer 2023 
STANLEY SECURITY SOLUTIONS 

DOOR GIOSEIS 06 carn ener: 1992 
STANLEY VIDMAR 

Cabieisiser eae 1263, 1319 
Mobile Work Centers...........0.0005 1319 
STARPOWER (f) 
Cleaners/Degreasers..............++5 1509 
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STARRETT 

BIOCKS eae te nti eet: cman 2339 

GalibGlSiteee cee eee 2325-2326, 2330 

Galiter PUNGNES ccs ice vk wa vee 2337 

GaleSaneee 2329-2330, 2336-2338, 2341 

Hardness TesterS.........00000: 2341-2342 

INGICAIOIS? ars tects catia 2330-2333 

Measuring Tools...............065 883-884, 
ee rsa reat 2334-2336, 2338 

MICIOMETENS sce cee cee ones 2327-2330 

PardilelSs arcane ore oe ae ee 2329 

PUNCHES seerr un cekrece tamara: 2337 

SAW DlAGESes sae cere a 2351-2353 

Surface Plate Cleaners ...........0005 2342 

SUITACE PIAIGS ca ew de eewen ncaa de 2342 

NISGSS eee nen ene 2343, 2346 

WIKGNGNES cece oes cote 22715 

START INTERNATIONAL 

Tape/Label Dispensers ............+.. 1396 

STAUFF 

Pipe ClaiipS:A ane secs te eee: 2831 

STEARNS 

Flotation Equipment...............055 1810 

WOKKWEAI cen eeomane sence euaneres 1810 

STEEL CITY 

ElectricalliBOX@S cc o.dak ee eda ae ad ewan 311 

STEEL GRIP 

WORKWEAI one aii ae aromas 1715 

STEEL KING 

Bulk ContainerS.........00cceeeeeaes 1301 

RaCKGUdhGS aerate esc ere 1228 

RACKS oe een ae er tee teres 1227-1228, 1240 

STEELMAN (0) 

Automotive Maintenance Tools ...... 917, 920 

SealantsSa: wicca coiecswnweeerter eres 905 

STEELMASTER 

Key CabinetSitk acammres ee nnndetess 1967 

STEINEL 

Heat Guns/ToolS..........0e0eeeee 738-739 

STEINER 

Binoculars/Monoculars .............5: 2041 

IMIG ESC OPCS. ee eran terete ener eevee: 2041 

STEINER INDUSTRIES 

Fire Extinguisher Covers.............. 1880 

First Aid| Blankets: cscih cece ceeneecs: 1835 

Hand Protection..........0c.eeeeeues 1704 

Welding Safety Equipment........ 2409-2410 

WOIKWCdb re nee 1715-1717 

STENNER 

Chemical Metering Pumps............. 2689 

MIXES) ree are ean ome 2689 

STERICYCLE 

Medical Mail-Back Systems ........... 1836 

STERILITE 

NOt BOXES 3 cud ceawine caaanadsors 4 1296 

STERLING ROPE 

Rescue Equipment.............. 1097-1098 

STI (SAFETY TECHNOLOGY 

INTERNATIONAL) 

Access Commolss ese ec cane eee 1978 

Alarms and Warnings............ 1979, 2053 

Facility: Safety ce ans sec eee 1979, 2053 

STONCO 

PIOOIIGNtS “ans Aeron. senna ee ee: 459 

WalliPackS 755. rs aston ect res 454 

STONER 

Lubricants and Penetrants............. 2445 

STRANCO 

EAD GSieeee aa ee artoe erie eee 1933 

SIGNS: eacteesenanerer ecm 1903 

STRAUB 

Pipe CouplndSascssmessak eee eae cene 2828 

STRAUSS DIAMOND 

FUE S oy ore ee aoe ee ee ee eee 820 


STREAMLIGHT 

BaMleCKlGS ener eGane entire etc 532-533 
FlaSnliQhiSs 23 ene eee 524-531 
LANIEMIS sere cue OR mcr nine 530 
STREAMLINE 

MEE SEIS Moan mrontnce tee cee ten ae 3094 
STREN-FLEX 

Lining SINGS ss torrente eee 1075 
STRONG-HOLD 

BenGHeS ere anc re ee cee 1322-1323 
Cabinet Benches ............eeeeeeee 1325 
GabinelSeonec eeecea ane ne: 1266-1269 
Garis MICKS 2ohaae tee certains 1151 
SHGWING eceten ge errr epee ay aes 1245 
STRONG-TIE 

Anchoring Systems ........ 2147, 2162, 2172 
STRONGARM 

WIMCTIES ieee cr tance eee rear omc: 1082 
STRUCTRON 

Lawn and Garden Tools .. . 993, 997-998, 1008 
STRUCTURAL PLASTICS 

Containment TrayS............0000008 1251 
SHGWING: 228s oea ae enw eran” 1251-1252 
Work PIAWOnMS oc2c.s0ece ed wees: 1048 
STRUTHERS-DUNN 
ConlaclorS:eaectieas cane ce nena 220 
RBIAVS Syren coer cera eee 217 
STUART 

EAD SuPDIIGS ssc cetrvmnce cscs etree arent 646 
STUDOR 

Air Admittance Valves .............05 2i2e 
STURTEVANT RICHMONT 

SCFEWONIVEIS = vs excercise sewer ena 786 
WIeNChGS: Saree reco nara 782-785 
SUBURBAN 

Gage: BIOGKSs: t2.arrcen wets ta area: 2339 
SUBZERO 

Ice/Snow Removal Tools ........... 948, 957 
SUGAR IN THE RAW 

SWECICNEIS cae ee ee 1440 
SUGATSUNE 

Hardware Supplies ..............200: 2020 
SUMMIT BRANDS 

Clean eiSeaatnaaemena wena 1519 
SUMNER 

Cab Sncae eal ee tran ian ee rere 1157 
Han@iO0lSacvseer acters css 2424-2425 
Welding Equipment............. 2425-2426 
SUN-PURE 

Air Gleanels.: 2c. ees aa cade edacws 3059, 3093 
SUNCAST 

Hose Reels and Holders.............5: 1016 
Ice/Snow Removal Tools .............055 993 
Ha BanlelS tue aac oer ein 1012 
Slat: WaliSy soe eae ener eee: 1332 
Slorage CabIneIStaccasc oe nee aeee 1276 
Storage FUMMUNG: cite canan ss cae enn 1309 
SlOfage SNEUS <2 nue teens 1309 
MUGKS eee ere ren ee 1159, 1164 
SUNLIGHT 

Dishwashing Detergents.............. 1515 
SUNNYSIDE 

Paint Thinners/Removers.............: 1613 
SUNTEC 

OI BuMer PUMPS3 ss Anno eee 3036 
SUNX 

SUNSCIEEN tte eee Rene eee 1829 
SUP-R-DROP 

ANCHOIS 42 te es tee rea ne mean 2166 
SUPCO 

COIS ene eee nee ere 3078 
Condensate Valves and Pans........... 3010 
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Data hoggers 2 enc... ee 594, 3008 

FIN:GOMBS screen me eee mens 3010 

GAUGOS a aanrretin cnc ree ect tats 3009 

Hal stall Kits soe teen ann ec 3031 

HOU SUIMACe IQNILONS: cc aaskee eer ee een 3034 

Ignition GontrolS 2... sc. cece een: 3034 

Inspection and Maintenance Tools ...... 3010 

Megohmmeters...............000000: 504 

Pressure SwitcheS.........0seeeeeues 3016 

Refrigeration Filter Pullers............. 3010 

FE laV Seeman Cece ee eee 3009, 3035 

SOIGNOIIS Saleen nea ee ee a 3092 

TNORMONMGLCNS:: cde ctee eee vad eon 595 

MNGRMOSTALS ss aces ware ec crsn a cece 3018, 3034 

SUPER GLUE 

Adhesives .......... 2217, 2220, 2225, 2228 

SUPER GRIT 

FOOLWEdl necator eer ere 1745 

SUPER LUBE 

GedSE. eee 899, 2450-2452 

Lubricants and Penetrants. . . 2438, 2440-2442 

OUS sae ve eects en eae arava 2438, 2456 

SUPER TOOL 

DMM BIS veutehcee tecieonh cnateutes cae 2258 

SUPERCLEAN 

ClEANERS/DEGGASCIS iar nner emer ee 908 

SUPERCOOL 

Automotive Fluids ................ 897, 946 

Automotive Maintenance Tools.......... 946 

bubricants/Oiso stearate orn: 946 

REMQGLANIS sccua tr neat ecete oe 946, 3013 

SUPERIOR ACCUTRAK 

Leak: Detectors 2 wesw otk areas eae 3008 

SUPERIOR GLOVES 

WOIKWOalncr cx cron urea none promi eaee ase 1672 

SUPERIOR SMOKE 

Smoke EMMGiS ss4 oeew vee ees ede 3096 

SUPERIOR TOOL (€) 

PIUMDING T00IS vs 2 Seeks ete 869, 2751 

SUPERSCAN 

Fabel HOWMGIS oie te eek eee 2 were 1230 

SUPERTUFF 

Paint Equipment and Supplies.......... 1622 

SUPPLYPAK 

REGCVCIINGIKIGS tans eee ee 512 

SURE FLAME 

HEALS cee ee ere eee te cee 3084 

SUREBOND 

Adhesives ........00eee0: 2229-2230, 2233 

Sealants. . .1632, 2226-2227, 2229-2231, 2233 

SUREBONDER 

GIG DUCKS ans rena s 2238 

HOt GING GUNS: 235 nee eee eens 2238 

SUREFIRE 

FlASHGNtSav eee 524, 527-528, 531 

SUREWELD 

EICCUOUGS see eee ee 2417, 2419 

SURFACE SHIELDS 

Protection FM 222.4220. cece ee 1623 

SURFLEX 

Head-Protective Caps ................ 1638 

SWEEPEX 

SWECDOISiee reece eran er omens 990, 992 

SWEET AIR 

PILES etrccenein tee ees otnein 7 enero 2722 

SWEET'N LOW 

SWECIGNEIS anor eee ec terenee ee 1440 

SWIFFER 

Floor Care and Cleaning Products 
eee eee 1518, 1524 

SWINGLINE 

Binding/Laminating Systems........... 1380 

Papel GUIEIS vs cnn een ner eee et ete 1381 
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Papen PUNGNGS 0. s.saet oe ete 1360 
Pencil Sharpeners............0.0.0005 1364 
SUADIGNS pen ee ee eee 1360 
SWISS ARMY 

KIMVGShee cee anccr eee een nent ereear ee 814 
MUIMEOO|S cue te eres 814 
SWISS MISS 

HOUGHOCOldIC ese eee eee 1437 
SWIVEL PRO SERIES 

MMUGK:BOXCS? foe cance eee ence eeereets 752 
SYSTEM SENSOR 


Security Alarms and Warnings. .... 2052, 3029 
Smoke/Carbon Monoxide Detectors 


Berean eee eee 1882, 3029 
T&S 
Faucets .. .2736-2737, 2739, 2741-2742, 2749 
Prerinse Assemblies ............ 2740, 2744 
Waste ValveS2 ee acceen ee nets 2730 
TABLECRAFT 
Bar/Table AccessorieS.............065 1454 
TACO 
Boiler Controls/Zone Valves............ 3037 
Compressed Air Treatment ............ 3037 
PUMBS ae cet arcsec tae te 2659 
Wiraon TRAX 
FOOUWEdN, peer: 1741-1745, 1747 
TAMPER-PRUF 
SCMEWSirtte ee eerraetete « 2101, 2104-2105 
TANIS 
BIUSHGS vorreeessr ee eee eet etree ee 1117 
TAP MAGIC 
BUDMCANSteeee aerate en: 2458-2459 
TAPCO 
Pavement/Driveway/Utility Markers ..... 1904 
SIGNS ek Paes ceua ee eee, 1915-1916 
Wratlie SateWaeere ccc ee ae core ne 1909 
TAPCON 
Anchors and Fasteners .......... 2161, 2167 
Drilling and Holemaking .............. 2166 
TAPECASE 
WaDG ee eee ee ere 1384, 1386-1394 
TAPMATIC 
GCULUNGIFINIUS! #e eee ee 2459 
Tapping Heads. wove oe eee 2315 
TARIFOLD 
DISMIAVS ce eetea rea econ cnr anes 1383 
TASTER'S CHOICE 
Instant COmees se ake ee ee Se 1437 
TATUNG 
Interactive DisplayS.............0000e 2050 
Video Surveillance Systems ........... 2050 
TAYLOR 
HVOPOMGUCTS wie narnnin tn erat 587 
SCaleS eae ne 1427-1429, 1455, 1474 
Thermometers..........000: 984-587, 1455 
MIMGES aerate toe ino ee mereart 582 
TAYMAC 
OUUGHCOVERS eee ee ere 311 
TAYMOR 
Bathroom Hardware ............ 2746, 2760 
TB WOOD'S 
BRUISING 28 gee ee tee Pere eee Sates 115 
COUDINGS? sce pee eee 127, 129 
Sheave Groove Gauges ..............5. 105 
Sheaves and Pulleys.............. 109-113 
TCP 
Lamps and BulbSs2 232.5. n.e2-e. 487-488 
TE-CO 
FaSICN GIS.) tee ees eee 2317 


Machine Tool Accessories ... 2316-2318, 2346 


TE CONNECTIVITY 
CONNECIONS: 2202 eet eeee 376, 383-386 
TEADIT 
GaSKGIS oe pent terme eee eer, 2840 
TECHFLEX 
Braided Sleeving.............000e000: 406 
Braided Sleeving Cutters............... 406 
TECHLITE 
INSUIATION: eae ee eetne a nee ta 2838 
TECHNICHE 
CoolngWests wise. testsan eee ean: 1828 
WORK Wealinn te tear eer 1828 
TECHNIKS 
ColletSaserannce rommurnn 2311-2313 
EMCAMIIS csprisce ener cuieewareersceriemtar stay. 2311 
NOOWOIGEIS: Aeanic. eet eres 2311, 2313 
TECHSPRAY 
Cleaners/Degreasers.............0000s 232 
Soldering Supplies.................055 232 
Swabs/Wipes/Alcohol .............0.005 232 
TEFLON 
LUDTGANIS crn ocean ent 2438 
TEKNIKA 
SUADDING steno me eee eee 1421 
TELE-TOWER 
Work PlatloniiScs.2 eraser eee 1044 
TELECTRON (0) 
DOE CONMGOIS: 3 ceersne cee etee 1125 
TELEMECANIQUE 
COMGSBISitaye oe cee aoe aera 274 
SONSOMS seee cc ecm: 268-269, 281-282, 284 
SWIRCHES: ae nee tie 276, 284, 286, 290 
Tempco (0) 
Electric Heaters.........sseeue: 3063-3066 
High-Temperature Wires .............45 231 
Temperature Controls ............ 229, 3066 
THEFMOCOUDIES oh savin da cwaewneeaeves 230 
TEMPIL 
WMaIkelScunnaaee cae acta eres 2428 
PRINCI Seernereerte ce Reenter ee were ee 2427 
TEMPO 
Voice & Data Testers ................:: 845 
TENAX 
Nursery and Landscaping Supplies 

a re ee er 1010, 1012, 1019 
TENNANT 


Floor Cleaners/Machines 
ha Cee ee 1563, 1568, 1571, 1576-1581 


TENNSCO 

BOOKCASES Henrie ean ch enera ee erty 1348 

CabitielSyscne rics set: 1271-1275 

RAGKS ereunen tenant: 1231, 1234, 1349 

SHGNING: teaser acre 1231, 1234-1235, 1237, 
eer ren eee 1252, 1326, 1346 

Workbenches............, 1170, 1317, 1327 

TENSABARRIER 

Access Barriers and Crowd Control...... 2042 

TENSATOR 

Access Barriers and Crowd Control...... 2042 

TENSOR 

TASKEIGNIS Sennen cen eee 515-516 

TESA 

Precision Measuring Tools............. 2330 

TEST PRODUCTS INTERNATIONAL 

DEICCLOIS eee ten eee ee 622 

Gales: Savas ator otecrar yrs 3009 

(=) 6 568, 572, 594, 623 

PrODGScsreree ts toa ee re aes aa 591 

TMErMOMELENS «<2 oases eee ee 585, 591 

TEST-TITE 

Pipe HilliNGStee pccp ewer mee maaan 2724 

GSURIUGS cece eevee cere 2822-2823 


TESTO 

Gas and Combustion Analyzers.......... 623 
HVAC MetCIS# 32 ees tegen: 621 
Refrigeration Test Equipment ..... 3005, 3009 
Tiheniial iMagerSery sey oe seers ee 601 
TEXAS INSTRUMENTS 

CAICUTALONS 2: ter ee ree eee 1360 
THE BETTER BUNGEE 

Bungee Cords and Tiedowns...... 1102-1103 
THERMAL ARG 

WEIDGIS a5 see peer ee ne eree ea 2414 
THERMAL DYNAMICS 

Welding Supplies............... 2422-2423 
THERMCO 

Laboratory Equipment..... 585, 629, 637, 639 
THERMO SCIENTIFIC 

Laboratory Equipment............. 629-630 
THERMOID 

HOSES eerie ni rere 918, 947, 2607 
THERMOSAFE 

Shipping Supplies ................005 1402 
THERMOSEAL 

GaSKkels teotatr ce ee foe eins 2840-2841 
THERMOSOFT 

HBOUGIS-Acote cece teman mech thats 3071 
THERN INC. 

WINCHES enero ee a oenenc tne 1082, 1085 
THOMAS 

Air Compressors ............0000005: 2559 
Air Compressors/Vacuum Pumps . . .2578-2580 
THOMAS & BETTS 

BedtniGlainpS-cs er ese tae mee eer ere 319 
CONGUIGENINGS = -2¢ 240s es .. eee 322-323 
Conduit Straps and Hangers............ 319 
COnneGtor 100IS ss ake eta we seco ees 382 
Connectors. . . 325-326, 379, 381-382, 389-391 
GhIMPINGIIOOIS saree cecum eee 382 
DUCECOVEIS Ss caer ae ees 303 
Electrical BOXES. eset een 311 
RIGO BOKOSier- eee ern eens ieee 311 
Joint COMpOUNdS: 2....5...8..0c0 ne. ee 2443 
SHEINKMUBING terre ee eer reer 376-377 
Wire Terminals. .............00eeeeees 385 
WIKI (DUCL seater ce ee eee 303 
THOMAS STEELE 

Outdoor FONT: 2 eet ee 1483 
THOROGOOD SHOES 

FOOIWGE! «ccc1mn eens 1749, 1814, 1816 
TIDE 
Cleaners/Degreasers.............0005 1524 
DGIndGNtS eters a eee: 1516 
TIF 

Charging Meters ..........e:0ceeeues 3007 
Refrigerant ScaleS........0e0ecseenes 3007 
TILEX 

Restroom Cleaners ..............000 1503 
TILLMAN 

Malid PROUGEHON ss: case caves Herne 1704 
Welding Accessories ............00055 2409 
TIMBER TUFF 

LOGGING 1O0IS; ce nests ceetere nese 1007 
TIMBERLAND PRO 

Footwear...... 1748, 1751-1752, 1754, 1756 
TIMEMIST 

Air Fresheners...............55 1506-1507 
TINGLEY 

FOOWOSN Seeeten nate 1741-1743, 1745, 1747 
Workwear .........eeeeee 1726-1728, 1730 
TINTCRETE 

Concrete Repair Materials............. 1631 
TITAN 

Paint Rollers and Sprayers ....... 1627-1628 


© Indicates a Diversity Supplier. 


TITEBOND 

AGNGSIVES +. icc ceed nesecnr ees 1632, 2237 

TITESEAL 

Automotive Paints and Sealants ......... 907 

TJERNLUND 

Draft Inducers ..........000000e 3103-3104 

Fall OWILGNRS 2c nase eres wee 3104 

FallSamwure einai neuen Ger 2948-2949 

HVAC Controls .......00ccneeens 3103-3104 

WONT eee eara caren Ree rains 3103 

TMI 

Curtain Wall Partitions................ 1121 

Mesh Dock Doors..........0c0ccuuees 1121 

Strip/Swing Dock Doors. .... 1120-1121, 1451 

TODOL 

Adhesives and Sealants.............55 2236 

TOLCO 

DOOR Hand Wales secu: cee hee eee 2003 

Janitorial Equipment/Supplies 
reer ore 995, 1525, 1538 

TOMCAT 

Repellents and Pest Control ...... 1017-1018 

TOOLITE 

Scoops/Shovels/Spades ........... 997-998 

TOP DOG 

Avin(PRrOlectiOn: .2.2 icc. pce ee eee 1672 

TOPS 

OMG SUDDIES seen ccniar eres rtn 1355 

IWITUING) PAGS core rete, ate me nteeter teas 1355 

TORDON RTU 

Soil Treatment and Weed Control........ 1003 

TORK 

PROTOGOMIUOIS: oc ¢ <fccis.e caren cee 414,416 

MINGUS <eere hee ieeenen ee ete ee den 416-420 

TORNADO 

Vacuum Cleaners..... 1564-1565, 1573-1574 

TOTO 

FallCGls aan nc te arene eee aera 2734 

TOUCH 

Single-Serve Beverage Makers......... 1438 

TOUGH 'N SEAL 

Caulks, Sealants, and Fillers........... 2236 

TOUGH DUCK 

Head ProlecliON 2x cravs et ene ers wen 1642 

WOrkKWeal a0 sie eee caee seen 1718-1720 

WX roucH cuy 

ACCESS DOOIS over ee tcana ceatne ten ine 2002 

Automotive Detailing Equipment......... 908 

Automotive Detailing Supplies....... 908, 911 

Boiler/Flue/Furnace Brushes........... 3095 

Brooms, Brushes, and Dust Pans. . . 1544, 1546 

Carpet/Floor Cleaners...... 1517, 1523-1524 

Cleaners/Degreasers............ 1502, 1504, 
Se anee 1508-1514, 1517-1518, 1520, 1549 

ClUICN PldIGS teens cee ee 1583 

Dishwashing Detergents.............. 1515 

DOGS neem aaeee te eee renee 1556 

Drain Cleaners/Septic Treatments....... 1504 

Floor Machines ........... 1579, 1583-1586 


Food Processing Cleaning Tools 
Mca Metre nmen memes 1544-1545, 1548 
1519 


HOSCS iat ccna an tee tenner staat 1015 
Housekeeping Carts................. 1526 
Janitorial Equipment/Supplies....... 911, 922, 


eee ore a 1504, 1517-1520, 1523, 
eee ee 1525, 1528-1532, 1534-1546, 
ree tr eee 1548-1551, 3095 


Laundry Supplies................0005 1516 
Odor Contiol.. 22 s.n2 eee 1505-1507, 1524 
Paint Equipment and Supplies. ... . 1620, 1747 
Pati Rack COVGNS:... fnecr ore ca eae 1448 
Paper Products ........... 1486-1489, 1494 
Personal Care Products..... 1496, 1500-1501 
Rags and Wipes........... 1490-1492, 1502 
Receptacles and Containers ...... 1552-1558 
Repellents and Pest Control ...... 1022-1023 
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Restroom Equipment....... 1486-1489, 1494, 
ere re ear ree 1496, 1501, 1505 

Safety Barriers/ConeS.............005 1527 

SIQNS eee eee eee 1527 

Spray Paints/Primers..........000e005 1607 

Trash Bags and Liners...... 1556, 1559-1562 

MMUIGKSirecc tena tectee 1159, 1162 

Vacuum Cleaners......ccceueueeuees 1574 

TOVACLEAN 

Ultrasonic Cleaners..........0000000e 642 

TOWNSTEEL 

Locks and Locksets........ 1980, 1985-1986 

TPI CORP. 

H@AlGIS = carsak uci e aes 3069-3070, 3077 

TRACEABLE 

BalOMe@lenss: cccceertee een oe ee cee 584 

DataloggeISs2. cit eee amare seen ia 593 

SUODWALCNES 32 ee ee ee ee ee 582 

GSUGES Sener eee eee eae 593 

Thermometers........... 585-587, 591, 595 

TIMGISA ere a ere teen eae re 582 

TRACERLINE 

AUIOMOIVG TO0IS fiuvek na ccces ad cee es 897 

TRACTEL 

Fall Protection Equipment............. 1059 

Lifting Equipment ......... 1054, 1059, 1065 

TRAMEC SLOAN 

Automotive Connectors............0005 962 

TRAMEX 

MOIStUKe WeleIS <2 2 cae eee 600 

TREDS 

FOOIWGan cence ih Sener ecrens: 1745 

TREEGATOR 

IpIQatiION SYSTEMS «2.0 eee. ccc soe: 1012 

TREGASKISS 

Welding SupplieS. <..22 2: 2....e%. ce. 2414 

TRERICE 

THEMOMCLENS wan anerica eae ewees 589 

MNENMOWGIIS Aare serene eee 590 

TRESTON 

Pegboard and Storage Racks .......... 1330 

TRI-ARG 

FACUCIS arty caren nes 1035-1036, 1038, 
ere re eee 1040-1041, 1048-1049 

Work Platforms ...... 1040-1041, 1044-1045 

TRI-FLOW 

GIEASG) tectonic seine tee 2451, 2453 

Lubricants and Penetrants........ 2439, 2457 

TRICO 

BIGAULCNS ce eit sceerene eee eee. 2463 

LUDNGAOIS; =.=... coe eaeee 2461, 2463, 2465 

Metalworking Cooling Equipment....... 2461 

Windshield WipersS..........0cceceeees 947 

WIRIDENT 

FAUCEIS cases eee ek 2737, 2739-2740, 2746 

Shower FixtureS.............008 2744-2745 

TRIM 

Cleaning Supplies ...............0005 2446 

Metalworking Fluids ............ 2458-2460 

TRIM-LOK INC. 

installation TO0IS: 2s casita eke scans 2206 

RUDDOISE: nn oat eee reas 2206 

TRIMACO 

Surface Protection......... 1099-1100, 1623 

WORK WEA teeth Gorn rare mare: 1623 

TRION 

Ai Gleaners sen tec cree eee 3093 

TRIPP LITE 

Air Conditioners..............00. 354, 2996 

CabinctSiccmen seer ce airmen 353 

Communication Equipment Racks........ 353 

DG Power SUPPIIGS < eee rancte stereo an 212 

HIVCNEIS eevee erate eee eee 209 

Isolation Transformers.............000 207 
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FOWerOMIPS sone ene eon ren 353, 403 
Surge Protection Devices .......... 402-403 
Uninterruptible Power Supplies (UPS)..... 213 
Voltage Regulators................005. 208 
TRITAN 

BUSMINGS ene eee eee: 115 
TRITON 

Pegboard and Tool Storage Racks . . 1330-1332 
TROEMNER 

Calibration Weights ..............00005 645 
TRU-FLATE 

Tire Service Supplies.............. 953-955 
TRUCK-LITE 

Automotive Equipment ................ 905 
TRUCKSPEC 

Automotive Accessories ........... 949, 956 
TRUE 

Kitchen Equipment Replacement Parts. . . 1461 
Refrigerators/Freezers.............005 1462 
TRUE TEMPER 

Axes and Striking Tools................ 999 
Ice/Snow Removal Tools ............+++ 993 
Lawn and Garden Tools...... 997-1000, 1009 
PEVING: WO0|Se etree tes ere teen: 823 
TRUEBRO 

Undersink Piping Protectors ........... 2722 
TS! ALNOR 

Air Quality Meters/Particle Counters...... 618 
ANGMOMGIGIS a2 tee erg cee eee ee 620-621 
BalOMelOlS x.can aaie tes een etme es 618 
ManOMmelens:. x. ciee rte ens 2677 
RIODES | cee cmcsmitam aterm nari: 618 
TSUBAKI 

Chain\Detachers: : <2. na. eres eens 117 
CHAINS teeter see rans 116-117 
SPlOGKGISe cee rere teres 118-119 
TSURUMI 

PUMPS screens teresa 2623, 2631, 2633 
TUF-TITE 

DRAINS. ceeorir carn ser arene 2724 
TUFF GUARD 

Hoses and Sprinkler Systems .......... 1015 
TUF-TUG 

Ratchet Pullets i. sie Se aeetneniecee 1059 
TUFTILE 

ADA Warning Pads................05. 1904 
TUNDRA 

INIVORTGIS 0s ern tne ern 929 
TURBO TORCH 

REGUIALOIS 2 eect etre eee 2429 
OPEN GS eet ee: 2433, 2436 
Welding GUNS 3. c.05c. eens 2431, 2433 
TURFEX 

SDIAVEIS wah asec naweeen ees cts 1000-1002 
SDIGAUEES ee aire aue ee aette tn ater. 995-996 
TURTLE WAX 

Automotive Detailing Supplies....... 908-910 
TWECO 

Ball/POInULUGS. neonate eee 2424 
Cable: CONnNGGlONSs: ccch asc one pace ns 2424 
MIGGUINS Senet hee tag we ons: 2413-2414 
Welding Cables o0.v5 222 cereus eens 2424 
TY-RAP 

Wire Management Supplies......... 409-411 
TYCHEM 

WOIKWEAI erent. reece ern 1739-1740 
TYDEN-BROOKS 

SOGWHILY SOGIS ou. tbecanincen cusguaes ats 963 
TYVEK 

Workwear .......... 1672, 1735, 1737-1739 


UEI 

Combustion Analyzers............. 617, 623 

Gas Detectors .............. 617, 622, 3008 

GAUGCS arenes encima sae 572, 3009 

Infrared Thermometers ..........000005 602 

Meters......... 544, 554-555, 565, 572, 592, 
Drea 594, 601, 617, 620-621, 3007-3008 

PIODGS erate nen gy eee eer tat 596 

ThermometerS........0ccceeeeeeeeees 585 

ULLMAN 

Inspection and Retrieval Tools........... 824 

ULTRACOOL 

Evaporative Coolers...............008 2998 

ULTRALAST 

BauleneSrecte cas earn ee ea ee 534 

ULTRALUBE 

Lubricants and Penetrants.............. 899 

ULTRASITE 

Banpeciie GnilS 2225... e0ce sear deeene. 1459 

Outdoor Furniture ...........00eeeeee 1483 

ULTRATECH 

ADA Warning PadS occ iesecece ek ree 1904 

GCOniGONEIS= 42 ace anne ae 404 


Decontamination Equipment and Supplies 
FuNNGIS vies ec ovis rracaavewsianes A990 
Spill Containment Supplies 

eer 930, 1857-1860, 1863, 1865-1867 


UNEX MANUFACTURING 
Racks and Shelving.................5 1245 


UNGER 
Janitorial Equipment/Supplies 
1532, 1538, 1543, 1550-1551 


Lamp and Bulb Changers .............. 511 

UNI-BALL 

CIEE gem ocuinne = qonmacnem tone diocne 1366 

UNI-PAINT 

Paints MarkelSy cee snacr esas ee 1365, 1614 

UNIDEN 

Radios/Scanners........... 950, 2027, 2033 

Video Surveillance Systems ........... 2027 

UNIONTOOLS 

Ice/Snow Removal Tools .............+. 993 

Lawn and Garden Tools................ 999 

UNITED BRASS WORKS 

WalVGS oe ro te eeerrey tere ore ee 2889 

UNITED SALES 

GONVEVOIS 3302 en ee ee een 1111 

UNITED SCIENTIFIC SUPPLIES 

Laboratory Equipment................. 646 

Laboratory SUDDIIGS. ..cc2esaccces veces 695 

UNITED VISUAL PRODUCTS 

Message Boards ............000eeeee 1372 

UNITHERM 

INSUIATIONS. eneretrores cen can 2837-2838 

MeaSuriNGO0lS: cceetciace eas eeers 2837 

UNIVERSAL 

OMiCe SUPPNGS. een fess eee 1355-1356, 
eee eae nee tare ene: 1359, 1361, 1364 

UNIWELD PRODUCTS INC. © 

Drain Cleaners: oi 6 sd sone sc k een 2437 

Gas Welding Equipment 


DR eer ee Oe 2428-2431, 2435-2437 
Welding Supplies..... 2424, 2428, 2431, 2437 


US TAPE 

Measuring and Layout Tools ............ 876 
USA SEALING 

ROAM caves er eae on aan 2199 
HOSE FIMINGS seme eee eee oss 2765-2767 
USA-SIGN 

SIGNS parceeenece reece ae aint g 1915 
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VAL-MATIC 

NGIVGS ey ne 2908 
VALAD ELECTRIC HEATING 

Laboratory Hot Plates ...............05 646 
VALCOOL 

Metalworking Fluids ................. 2460 
VALLEY CRAFT 

DRUM HANGIGES? onsen cere 1188 
VALTERRA 

GHEGK VaINGSieerotres ee eee re 2889 
Gale ValVeS ee eo ee eee 2889 
VALVOLINE 

Automotive Fluids ................ 896-899 
Automotive Oils...............00. 894-898 
Cleaners/DegreaSers........ceccseceees 900 
GhEASO eee ate 899 
VANAIR 

Ain COMPIESSOIS ax nei oe ks canes: 2562 
VANGUARD 

Walel HGateIS 2a autaccaw nue ae cain 2713 
VANI-SOL 
Cleaners/DegreaSers........00eeeuens 1503 
VAUGHAN 

Hammers and Striking Tools .. . . 827-828, 999 
PIVINGUOOS iit ae eran eee ee are 823 
VEE GEE SCIENTIFIC 

Laboratory Equipment............. 626, 629 
VELCRO BRAND PRODUCTS 

Hook-and-Loop Fasteners........ 1393-1394 
VELLUX 

BEGGING rik eae sicont rmmere woe 1467 
VELVAC 

Electrical SUDpIGS 4: 42 225s ee 924 
GIaGnalids tec warren haters ee 962 
MINOIS sere ee hae ee ere, 948 
Wanhie: Sately aces thace eee pee 966 
VENTA 

PIUIITIINIBES eee earae Stomiienacictne so a: 3059 
VENTBOSS 

FUIM@ EXUlaGlOlS: 2 ac sean aacemere aes 2408 
VENTMASTER 

PUTUETOOQIS esc = ore cree etree eee 718 
VERBATIM 

Data Storage Media. :.2s4- = s02e<es 055 1354 
VERMONT AMERICAN 

ROUtGIS & BI SEIS seek note es 2297 
Screw Pitch GaugeS...............055 2338 
VERMONT GAGE 

GAgGS ieee er cinta cain rie 2338-2339 
VERSA-MATIC 

PUMPS creme renieerenat er tne 2664, 2668, 2674 
VERSA-MIST 

FallSivcertt cen cemamessal ar tric camer nts 2916 
VERTEX STANDARD 

2eWay RagIOSsere ee ere eta 2026 
VES 

Fans and Air Circulators .............. 2922 
VESTIL 

CAMO S revit. cai mer arena caer tae 1064 
Cylinder Cabinets/Caddies............. 1873 
Leveling JaCkKS2 2 toe ee 1224 
MPUCKS eeoe an cccuaecteeinie a eeea eee 1154 
VEXOR 

Self Defense Supplies................ 2044 
VF IMAGEWEAR 

WONKWOAb aw. carr raarce eeueran ne 1712 
VIBCO 

VIDEAUOIS ci daeecimaa cutaainees 148-152 


1-800-GRAINGER (472-4643) 


GRAINGER CHOICE” 


Find the wy. Find Solutions. Find Great Prices. 


Manufacturer & Brand Index 


Vibra-Tite - Westward 





VIBRA-TITE 
Adhesives and Sealants 
yaa ore ens 2217, 2222-2225, 2227 


VICTOR 
Automotive Emergency Kits............. 965 
De-Icers/Antifog SprayS................ 902 
HG GANGES: terceu ree csts em err eeene re eases: 956 
VICTOR (AN ESAB BRAND) 
Gas Welding Equipment 

ee Creer 2429-2430, 2434-2435 
Stick Welding and Accessories ......... 2416 
VICTOR TECHNOLOGY 
Calculalois:.2a sae or eee renee 1360 
Office SUDpIGS 22 ee ee 1355, 1359 
VICTORINOX 
KIIVES cern ceteris eee ee enna: 814 
VIDEO MOUNT PRODUCTS 
TV -andiVGR: MOUNSi is .5 cere ene cs 2023 
VIEGA 
IMLINGS ererpecsces nernecane ete cheer eee 2801-2804 
MegaPressG Fittings...............05 2804 
WalVOS ncn tenance ens manernncectas 2862 
VIGIL ANTISLIP 
SUA NC AUS ae ere eta roe tant 1900 
VIKAN 
Food Processing Tools........... 1457, 1547 
Janitorial Equipment/Supplies.......... 1547 
VIKING 
FOOLWGdia i eeeter ee eer rate 1742 
WORKWCAhi nent rere 1727, 1729 
VINYLGUARD 
Protective Sleeving ...........0.0000: 1111 
VIRGINIA KMP 
Vibration Absorbers..........:.ceeeeee 3013 
VISION ENGINEERING 
PaSKHIOShe ews ence eee Bilg 
VISIONTRON 
Access Barriers and Crowd Control...... 2042 
VITEK IVP 
Video Surveillance. ........cccce eens 2047 
VIVOTEK 
Video Surveillance Systems ........... 2046 
VNE 
FIMINGS Sate aman ne Uae: 2788 
Pipe Hangers and Clamps............. 2788 
VOLLRATH 
Dishwasher RackS..........0eeeeeees 1447 
Food Prep Equipment .. .1449, 1456, 1459, 1461 
Hot Food Tables/Pans: an.3... cers acae: 1449 
WisnSiIStatevret eienc eens eeu 1454 
VON DUPRIN 
Door Strikes and Rectifiers............ 1977 
EXIPDGVICES sere ence cern 1978, 1993 
VORNADO 
TIPALGIS ver eseer meres cee ee ene career 3069 
VORTEX 
Ebi ANCHONS xe ten serena eens 1010 
VP SMALL ENGINE FUELS 
PUG rae einen raiian emer ote teria ases 900 
VR PROTECTIVE WEAR 
WORKWECdE cacorcieneraumerenatee 1734 
VULCAN ELECTRIC 
Healeis ee ae eee neers 3063-3066 
Thermostats: awe tweens ase 3065 
VULCAN HART 


Kitchen Equipment Replacement Parts. . . 1461 


WAGNER 
Paint Rollers and Sprayers ....... 1627, 1629 


WALDMANN 

aSkightSseacne sneer 515-517 
WALL CONTROL 

MEO MEUU a cuocebrentadhdscecususe: 1331 
WALLCLAW 

PACING: dou oop boeusadhdscecususo: 2170 
WALTER 

Grooving Inserts................ 2305-2306 
MillinG INSGNIS 2257) ens cone aoe ees 2307 
Parting and Grooving Inserts...... 2305-2306 
TOOMOIGCNS trea eterne pete cari tanner: 2305 
WALTER PROTOTYP 

(TaDS ecu eee 2266, 2268, 2270, 2273-2274 
WALTER SURFACE TECHNOLOGIES 

Welding Supplies............... 2427-2428 
WALTER TITEX 

DRB iS ae ner ce 2248-2249 
WALTER VALENITE 

GROOVING INSGINS: 2. see nceae ec eee: 2306 
TUIMINGINSCNS ii: 2 eeeste cae: 2301-2302 
WARN 

WilGhe@Sec act ener eee 1081-1083 
WARNER ELECTRIC 

Brakes and Clutches ..........seeeeeues 95 
WARNER LINEAR 

Pinar ACtlalOlSs.c2 sansa roe sae 146 
WARREN RUPP 

TLIC Sip Recta panes clcicinsnts qvermio amen 2668 
WATCH DOG 

Cleaners and Paint Removers.......... 1613 
WATCO 

Drain Components.........0eseeueues 2723 
WATER-JEL 

FIRSAIG SUPPIGS: 5. ets eee ae wee 1829 
WATERLESS CO. 

Urinals/Urinal Cleaners ............005 2759 
WATERLINE CONTROLS 

Water Level Controls.............0005 3039 
WATERSAVER FAUCET 

FAUCETS ec ree ee eee ree 2743 
WATTS WATER TECHNOLOGIES 

Backflow Preventers............ 2903-2907 
Bollef VaNGS 22 eee eee 2893 
DielectricURIONS cc. c# eo ccee oe cet: 2842 
Drain Components.............. 2725, 2732 
Float ValvGS 2. ee rae es 2910-2911 
Gale VaWeS 2a. akc corse cticas dee wee 2888 
IWIKING WAIVGS sorrctar ste reana terete 2908-2909 
Pressure-Reducing Valves. .. 2891-2892, 2908 
Pressure Regulators ............ 2890, 2893 
Radiatot Vales = x. 2 2sccccne eee ee ees 2908 
Relief ValVeS: 2.ccsccus sows secs 2893-2895 
MANIC NAICS eetwcaier nearer cee 2661 
Vacuum Breakers ......... 2903-2904, 2906 
Water Hammer Arrestors............0. 2913 
WAVIAN 

Sale OlOlaGer = ascot cer eens 1874 
WAYCOOL 

Evaporative Coolers................55 2998 
WwD-40 

Cleaners/Degreasers............ 2447, 2449 
GREASE rcar ht tears one 2450, 2453 


Lubricants and Penetrants 
Set a eens 2439, 2441-2442, 2445 


WEATHER GUARD 

Liquid Transfer TankS...............000 753 
Truck/Jobsite BoxeS ..........0005 751-753 
WEATHERHEAD 

HOS@S careoererertnat cr serene iv rereree mer emearnne 947 
WEATHERTECH 

FOO WiatSeere crite eee ee cient erate 948 


WEG 
Air Compressor Motors ..............055 36 
Cooling Tower Motors ..............0008 30 
General Purpose AC Motors........ 17-18, 21 
VAG MGIOIS seco te ce cee cries eee ae 56 
MEE OA MOLONS se: carer eres aie 28 
PUMPiMOlOTS sise eer c cesarean. 22 
WEHSCO 
BOUS rece nr eee eee aan 1470 
WEILER 
Abrasive DiscS...............55 2378-2379 
Arbor Hole Adapters.................. 2399 
BRUSHES: <2 ene rece poe erent 2398-2400 
DRIVG AL DONS cee nce eee eee ans 2399 
Tubing BrUSHNGS ¢2s253 222 cere ds 2400, 2618 
Wire: BrUShOS ications anes c eee 2394-2399 
WEISER'S NATURE'S DEFENSE 
Repellents and Pest Control ........... 1019 
WEISS 
GaUOSie cna crn nornaneen o73 
THENMOMOCLBIS: 5522 ete eee 589, 591 
WELCH 
Air Compressors and Vacuum Pumps 

er ee eee eee 2580-2582 
WELD-AID 
PaintS:and: Prin@ts’ 4.26. e1a see ees 2428 
Welding SupplieS:.2 2-222. sccee =: : 2428 
WELD ON 
Pipe SealaliS nese eee cee ne er 2819 
WELDBEND CORP. 
RIVUINGS te eeeewene eres ce 2778-2779 
WELDWOOD 
Adhesives .........00eees 2228-2229, 2237 
WELLER 
Gas Welding Equipment................ 234 


Soldering Equipment/Supplies 
eee eee 232-234, 237-238 


WERA 
HOX KOVS een cnn sae eiraenee ert 805 
Insulated 1001S: c2.- = ae. cence ee 857 
Screwdriver Bits ............. 786, 800-801 
SCIEWOIIWOIS:, sete ons ve pew ee eee ce 803 
SOGKEIS: ose ce tek hoe monaty 761, 763, 765 
WECNCNGS fierce heer e eee 768-769, 771 
WERNER LADDER CO. 
LEAGCORS ee tenetim ee creenneee ne ters 1024-1031 
DAVIS ieee ecto es eens th ge rece tee 1028 
SCANOIUS: ferment am ore seen: 1044 
WOtK PIGEONS a. crane e einai eas 1048 
wesco (0) 
DrtmiAnGlerS cere ce ae 1188 
WESTAFLEX 
Flexible DUGt es nenrrccec ears 2949, 3097 
WESTCOTT 
CULUNG 1001S’ eee eee 1359 
Measuring and Layout Tools ........... 1359 
OMiCe SUDDIES 22ccsce onceee cept ne 1364 
WESTPOINT HOME 
Bed Linens and Protectors............. 1468 
W westwarp 
Abrasive BlasterS........ccceeeeeeees 2403 
BU NOO|Sipetr eee ee erent eer era 2512 
AinVelocity MeleIS aie eee eee 620 
Automotive AccessorieS ...........0005 948 
Automotive Stands .........cccceeeeees 941 
Automotive Tools......... 912, 916-923, 931, 
Ee eae nacre ee neta ooe 935, 953-954, 956 
AWS te meee een alae a ee 802 
Batteries/Battery Chargers ......... 925-928 
Battery Components .............. 923-924 
Baltery IGSIGIS: esto. ee ete ee 922 
BEMUGES reer Sees croton ae 850, 868 
BOdy/Frame KitS.e.00ceerr sree ras 2468 
GallplS can san ee oe ee 2325-2326 
GAS a tee notes see ee 1150-1151 
GHISGIS#2 23 eens 821-823, 2514 
Glamp: Meltersta sense eee eae 544 
ClaIMPSsee te ere 833-837, 2316 


© Indicates a Diversity Supplier. 


Compartment Boxes/Parts Organizers 


er er rr emer are re 1302-1303 
Concrete/Masonry/Tile Tools... . 889, 892-893 
COUNLEISINKS <2ic¢ eeu ean teens 2255 
Chan@S aca ues wee ee eee eee 943 
CIGCDGIS 2a.c or saw cea pe awa wens 945 
GRIMPING OOS ae eee ee 839, 847 
Cutters..... 817, 845-846, 869-870, 891, 1417 
Deburring Tools ...........0e0e: 2300, 2401 
Dial Indicators ............0000e 2331-2333 
DIBSi ose ine eer ee 2262, 2276 
Dispensing Guns ............... 2219, 2234 
DIVIGCIS 2 tones n et cers hen ena 1303 
Drain Cleanels «oc cses.s ace e eae 863-865 
Drill and Impact Bits ...... 699, 701-702, 704, 

oe 709, 711, 851, 2239-2242, 2250-2252 
DRUMSnneen ce eer ee coe eee cee 930 
Drywall T0olse eee ce ereeie 887-889 
Engine Lifts/Supports ............ 943, 2357 
ENGING StQNUS: ccc ece recat ene ceeeue ns 943 
ELGOnOMmiG SUPPONS wa cnies eee ney 1705 
PIGS Renee ener eee ier eee 818-820 
Fish Tape and SUCKS 23222222. 3eeeec05 848 
IANINGM OOS cere cee eee tate 868 
Flashlights? cee. tac ree ee 523 
FIOOKING 100ISs 2 2e era! cnc eeniaes 891 
FUNNEIS eee eee ee 930 
Gauges........... 955-956, 2329-2330, 2336 
GIGIGUNSi2c eee nto See are 2238 
Giease RIMINQS 24 nar tan canteen 935 
Grease/Oil Guns.......... 930, 932-935, 937 
Hammers and Striking Tools........ 825-828, 

ee ene 892, 999, 1007, 2424, 2514 
Head Protection.............005 2406-2407 
Hab US ieee treet te te een eee 738 
HEXIKEVSice. tans to ae tetas 805-807 
HOISUStanUS <0 eres ee era ee 942 
Hole Cutters............eeaee 706-708, 851 
Hoses and Sprinkler Systems ..... 1013, 1016 
Ice/Snow Removal Tools ........... 948, 993 
INGIGALONS oye ee ee 2331, 2333 
Infrared Thermometers ........ 587, 601-602 
inspectiOniN0GlS. esses sewn ca eee 824 
Insulated Tools............00. 841, 854-857 
WIVGNIOTS oo ses ey ea cee eee 929 
JAGKSirnce irate eee e 940-943, 2468 
JaWiRUlletSe eae ereans vornor eam ae: 913 
KOIVGS tert eee ese 808-811, 813, 1007 
LAUGCIS ete ceaee ee 1025-1027, 1029, 1031 


Lawn and Garden Equipment 
er enh eae 892, 988, 999, 1008-1009 


LeVEISteaae cetacean meas 882-883 
Liquid MGASUGS Sco gax nate nancaues swene 930 
TDRICALORS 5s steven ce eee terets 931, 2465 
LUGS ree tema ene nee wet emearenr se 924 
Machine Guards. ..........ccccuuuues 2363 
Machinist Tool KitS............0000ee: 2330 


Measuring and Layout Tools 
See 875-877, 882-883, 2334-2335 
Meter Keys and Operating Wrenches ... . 1009 


Micrometers ............. 2327-2329, 2339 
MIXGIS ee ert eee renee earners 889 
MUlIMGtEIS 3 ee ee ee eee 538 
WUE GO Se eee exes tecree ces cece ece reece 814 
Nursery and Landscaping Supplies...... 1003 
Nut Drivers: 2. tee 701, 804, 856 
NUESBILCIS te werer ovine ate e nian se 701 
Oil Filter Wrenches. .............00000 919 
OUIMOLCNING 332 eset e ae aa 937 
Oil Pumps ......... 931, 933, 935-936, 2672 
PaltS: WaASWCIS see ee eee er 938 
PICKUPIOOIS tee ene eee cee ne ee 824 
PIPGIGUULGES san canie tence means 873 
PIPGWNIGAUGIS cece eae 872-873 
PIIGIS een ee ee 838-844, 846, 892, 2424 
Pruning Equipment ............. 1005-1006 
PEVING 1008s creas neers Caen 823, 999 
PULLGIS aeccmrenenrectnnacen carr. 848, 914-916 
PUMPS seco esaeeine 933, 935-936, 946, 2672 
Punch and Chisel Sets................. 821 
PUNCHES: sa cricec eens 821-822, 852, 2337 
MaleHeC Pullers secre acorn enna ee 1059 
RatenelSonrcare eens 768-769, 771-772 
ReAMGISi ce eee eee ara 871, 2258 
Receptacles and Containers ........... 1000 
Repellents and Pest Control ........... 1021 
NEUE VAINGOIS 22 cee acres eee es 824 
ROULCKBIIS ee oe ree 731, 2297 
Saw Blades.......... 727-728, 734-735, 886 
SAWS ae re te eee ee 706, 851, 886 
SCISSOFS ANG ON@drS p22. eee ee eee: 815 
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Scoops/Shovels/Spades ........... 997-998 
SCMAN RIS tear ea ne renee 887-888 
SCIOW EX AGIOS cess ce eons ee 2260 
Screwdrivers........ 786, 798-801, 803, 857 
SCD GlSecme eee on aes 2343 
OMIDS eect ean ee ee eee 816 
SOCKGISe antes ore: 758-764, 766-781 
SOIGENING ee ee eres 234 
OPIAVGIS* eens oe eae: 935, 1000-1002 
SPIGAUGISia ener emanate ee vaca 995 
SUUALCS frets ecg ee ereter: 884, 2334 
Gla PlCiSiae eee ee ea 890, 1399 
SWAGINGIOOIS Gemeente assent emer 868 
Tables/Workbenches.............000: 1169 
ACHOMBGLCIS:| eke tee ne aetna ee: 566 
Taprand Die: Sets iiawcvniaccnwese 851, 2265 
ldpSescne ane 2262-2264, 2268, 2272, 2275 
TMERMOMGLENS ...c ce santa ee ees 591 
TOGIBAQS 22 ne cree yee ee 1774 
Tool Sets". execs. =: 758, 797, 802, 816-817, 
ee eee ee ee 823, 848, 867 
TOOL SI0fAGE.e iiecacatee: 741-743, 745-749, 
oe ea een eee 754-757, 998, 1304 
IMUGE BOXES eerste ae ee ee ee 750 
MUCK RISGIS@2 reco s nents nants 944 
TRUCKS ecgye sees re 1165, 2411 
WnnersallomtSec2: scree eaters ore 779 
WISCS! nu oe er eens 831-832, 834, 874 
Voltage Testers .......... 545, 547, 564, 921 
Welding Safety Equipment........ 2409-2410 
Welding Equipment.............. 233, 2426 
Welding Filler Metals .. .2415, 2417, 2419, 2432 
Welding Supplies............ 233-234, 2417, 
Rea iP ete nee 2419, 2433, 2435 
Wheel DOGS 235 ccscctseus fees oe 944 
Wheelbarrows! hac. seen eee ae. 1000 
Wikeand Cable teste esac nr oa ert 923 
Wik BRUSHES 2 cisectee gn arcenntn cree Ae 871 
WIKG:SUIDDGIS scar. wacronatanenen anes 846 
Wrenches........... 772, 782-783, 785, 787, 
ee 789-797, 855, 862, 867, 917, 919, 2275 
WET AND FORGET 
ClRANGISsac eer ee ee eer 1519 
W.F. HARRIS 
JODSIELIGHUNG 22 ocyc eee tee e eee ee 518 
Lighting Fixtures ............. 454-455, 462 
WHATMAN 
FilltaliOll se tee eee 662 
WHEATON 
Laboratory Supplies........... 633, 652-653, 
Ree een pee 657-658, 660 
PIDGHCIS Sree renc erent 659 
WHEELER-REX 
Hydraulic Power Packs .............005 869 
TESHEUMPS 2 eatece te eens 2637 
Water Works Tools............ 797, 869-870 
WHEELOCK 
Safety Alarms and Warnings........... 2052 
WHIRL-PAK 
Fab SUDDIIGS aarccimcmtnmn see setts 656 
WHITE LIGHTNING 
SealaittS.cnccauan cee eses 2226-2227, 2230 
WHITE-RODGERS 
Hot Water Controls.........ceueuueues 3037 
HUNMIGHIEGNS cc cece rence een 3092 


HVAC Controls and Thermostats 
.. 205, 1992, 1994, 3030, 3032-3035, 3037 


WHITESIDE 

GIGEDGIS seamen ce cori: 945 

WIDIA 

Garbide BUIS# scent ac cr 2298-2300 

Lathe Turning Inserts................. 2304 

MillfGInS@ntS 3 esse eae anne 2308 

TADS waar acco state mantener: 2269 

WIDIA GTD 

Tape rere eet: 2263-2264, 2266, 
en a ee 2268-2271 , 2273-2275 

MPG aAGhIMNIS: Sener erect coco 2278 

WIDIA HANITA 

End MillSiza2 tenes reece 2281-2283, 2285, 


cee genta einen aww 2288-2289, 2292-2295 
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WIEGMANN 

(See Hubbell/Wiegmann) 

WIHA TOOLS 

HOXKCVS care en ee eee 805-806, 856 
Inspection and Retrieval Tools........... 802 
Insulated Tools..........cceeeeuee 854-857 
NUP DNIVGIS <p ire eo nee 802, 804, 856 
PIIGIS ste eee oe ee ee 855 
ScrewdriverS.........00eeeae 802-803, 857 
WILKERSON 


Compressed Air Treatment 
ee ee ere 2589-2590, 2596-2598, 2603 


Pneumatic System Components ........ 2973 
WILLIAMS COMFORT PRODUCTS 
Gas: HeAleIS seo eee 3085 
Wall) FUN AGES =r eet eereeereen 3085, 3088 
WILSON JONES 
DINGGIS mene tavenn ce caer ere one 1361 
WILTON 
CAMP Siaccer cr eee eer eres 834-835 
HaMMMGS: eee cer eet eer ee 825 
SDIIMINGIM AUIS eee eee 825 
VISOSo tee eee ee neces 831-832, 2346 
WINCUP 
Food Service Disposables............. 1436 
WINDEX 
Glass Cleaners. : 2c. ees e ee eee eee 1502 
WINGITS 
ANGHOSiaaeena cence seta 2169-2170 
Bathroom Hardware ............ 2746, 2759 
DRUMBUS seen ee eres 2169 
WINSMITH 
SDCCUMCUUGEIS eee eee meee 89-90, 92 
WINTER WALKING 
FOOWWCdlgs ena re cence snc 1747 
WINTERS 
GaUQGS tees ee 576-579, 588, 955 
Thermometers/Thermowells........ 589-590 
WIRECRAFTERS 
Wire Partition Enclosures 
ONE eR re er ere 1229, 1314 

WIREMOLD 
RACOWAYS eet raiment emer ac een 305 
Wire Management Systems............. 307 
WISS 
CUITGES oie eee ee ee aes 816 
Sheet Metal Tools: 2... ccsccs. sc cneee es 816 
WITTE 
SCIGWONVOIS steerer erence 803 
WOBBLELIGHT 
JObSIe LIGHING ene wc eme aeee oar 520 
Lamps: and /BuIDS 2.2.22 so 2 eee: 520 
WOLO 
Automotive Lights/Alarms.......... 966, 972 

ONS cn wee eee Se 966 
WOLVERINE 
FOOWEdl «encore 1748, 1753-1754, 1756 
WOMBAT PORTAPAINT 
Paint Equipment and Supplies.......... 1621 
WOODFORD 
Hydrants and Wall Faucets ............ 2912 
WOOD'S POWR-GRIP 
VACUUNECUDS: svete ence cere mens: 1065 
WOOSTER BRUSH CO. 


Paint Equipment and Supplies 
Serer Ce ei 1616-1618, 1620-1621 


WoosTER PRobucts (0) 


Antislip Coatings .¢ 2.29: e<..6.0200 1604 
ANtSlip TapG vcgetesse cent en cent 1900-1901 
Stair Treads and Nosing............... 1900 
WORK KING 

WorkWeal ace nee ene 1718, 1726 


WORLD DRYER 

Restroom Equipment................. 1493 
WORLD PREP 

Water Safety Rescue Equipment........ 1809 
WORLDWIDE MATERIAL HANDLING 

Bulk Containers........ceeueueuueues 1299 
Pallet Rack Accessories............... 1229 
WORTHINGTON 

DEUSNGS cfs cet cesar cn eee ee aston 2618 
Soldering and Welding Supplies ... . 239, 2618 
WORTHINGTON CYLINDERS 

FUCICVIINDEIS = Se aeie ete ee nee nes 2437 
wyco 

ViDEGIOIS are nattcie rene ee aeiane a etn 149 
WYPALL 

Towels/Wipers..........55 1490-1491, 1500 
XCELITE 

Pliers and Cutting Tools........ 842, 844, 846 
XLERATOR 

Restroom Equipment................. 1493 
XPLORO 

WORK WGA eer car eeicmne tree ntl gener, tears 1719 
xsorB @ 

Rock Solid Paint Hardeners............ 1613 
XTEND & CLIMB 

AGES eee co crnratners mere 1027, 1031 
XTRA SEAL 

Tire Repair Supplies............... 953, 955 
XTRATUF 

FOOUWGER ae erent eee 1741, 1743 
YAKTRAX 

FOOUWEAI rec eer een see 1747, 1757 
YALE 

DOO HANOWANGY acter sess tee ee 1992 
Door Locks and Deadbolts............. 1996 
LOCKING SYSTEMS + .c.crccede cc eet ons 1973 
EGEKSEISe ne a 1982-1983, 1988-1989 
Security Alarms and Warnings.......... 1996 
YANKEE 

DRIES tererercee erences 2258-2259 
REdINGIS 2. f:Sete cata eet nantes 2259 
YARD BUTLER 

Hose Reels/Hangers ............00005 1016 
YELLOW GATE 

GOleS sete ne ec nester nitrates 1313 
YELLOW JACK-IT 

Palle JaCkSi tence ner eee ne ee 1174 
YELLOW JACKET 

Flaring/Swaging Tools................ 3010 
HVAC-R Gauges........... 3005, 3009-3010 


HVAC-R Service Equipment 
pe era ase 594, 2994, 3005-3010, 3012 


HVAC-RiRMINGS .:eacseue- oe cere 3006 
VaGUUIMN PUMPS 32202 eee eee ee eae 3007 
WIeNnGNOS eee ae 2994, 3010 
YG-1 TOOL COMPANY 

ENC MINIS 2 eee ee 2280-2282, 2291, 2295 
YOKE 

HOOKS Sesame eee 1070-1071 
YOUNG BROS. STAMP WORKS 

Hand: StaMmpS: 22 accu see ans ons 1934 
YOUNGSTOWN GLOVE 

Hand Protection.............005 1685, 1709 
YSI 

Water Quality Meters.......... 627-628, 630 


Can’t find it? Go to Grainger.com®. 


ZEBRA 

PenGiISeirane eee eer eee ee 1364 
PENS eee ee ee ee ee 1366 
ZEBRA TECHNOLOGIES 

ID Gard PrinteiS= sess see seer 1970 
ZEP PROFESSIONAL 

Automotive Detailing Supplies....... 908-909 
Automotive Fluids ................ 897, 901 
Cleaners/Degreasers.......... 901, 908-910, 


Ros ee, 922, 939, 1502-1504, 1508-1509, 

eee ees 1513, 1517-1518, 1523-1524, 1577 
Janitorial Equipment/Supplies 

ee ee 1511, 1517-1518, 1523, 1542 
Lubricants and Penetrants 

ce er 901, 906, 2439, 2444-2445, 2453 
Odor Control and Drain Maintainers 


Ee aince ae a ee ee ares 1504-1506 
Paints/Paint Removers .............06: 906 
Parts WaShleiSisc 5 :nstsae i es eee 938-939 
Personal Care Products.............005 1501 
TG WNeSSING ary oea ena egee ete 910 
Windshield Fluids ..............ee000e 902 
ZEREX 
Antifreeze/Coolants...........000e cues 904 
Radiator Cleaners/Sealers............5: 903 
ZETEX 
TaN ROLE CUON retateceserenctittrtra art 1673 
ZING ENTERPRISES 
GHS/SDS/RTK Centers, Signs and Supplies 

ee ee re ny eee: 1 
Lockout DEVICES oc becca pe cere 1939 
PACIOCKS siecincea nea vncntensennet 1959 
ZINSSER 
Exterior Cleaning Solutions............ 1519 
Mold and Mildew Cleaners ............ 1519 
Pantset 1599, 1630 
Primers/SealerS........0000000s 1598-1599 
Repair Compounds ...............005 1630 
Wallpaper Strippers.................. 1622 
ZIPLOC 
Food Storage Bags .....:sssecceeeees 1443 
ZIPWALL 
DUSUBAMIERS ace creer ne ec ree 1122 
ZIRCON 
Circuit Breaker Finders............ 564, 885 
SLUGISENSONS a ns ae 885 
Water Detectors...........00eeeeeeaes 874 
ZOELLER 
Check ValveS ........0cce ee eeeeeuuee 2627 
Pump Accessories............:. 2629-2630 
PUMPS cack nee 2619-2627, 2630-2631, 2655 
ZOLL 
Defibrillators (AEDS)... 322 eee 1838 
EMT Trauma KMS ssc ccteece eerie cane 1837 
ZSI 
Cush-A-Nator Supports............... 2827 
Pipe and Tubing Supports .. . 2826, 2830-2831 
ZURN INDUSTRIES 
Backflow PreventerS...........eeeee: 2906 
Drain Components......... 2718, 2724-2725, 

ety ee en en ae 2732, 2892 
FAUGESuencn en ae eas 2733-2743, 2750 
Flushometers...........s0eeees 2751-2754 
Outdoor Plumbing Equipment.......... 2892 
Shower Fixtures..............5: 2725, 2745 
SIMS Sree ne: 2724, 2727 


Toilets, Urinals, and Repair Parts 
eer ee 2751, 2754-2755, 2757, 2759 


ZURN WILKINS 

Backflow Preventers...........: 2904-2907 
PIMINGS tet ener emer 2805 
MIXINGIVAINGS 2. ena oe eect exe 2908 
Pressure-Reducing Valves........ 2892, 2905 
SUAINERS 32 eet ee eee 2895 
MOOS ees ee een ee ers ere 2805 
Vacuum Breakers .............. 2903-2904 
ZWILLING J.A. HENCKELS 

KNIVES: otinener me aaeeoneme cca won 1452 


1-800-GRAINGER (472-4643) 

















JEREMY 

¥ [=tol p]a}(er=1 i mi core|Ulers 
Support Specialist 
13 years at Grainger 


SOLUTIONS & SPECIALISTS 
WITH ANSWERS 


or visit 


For more info on 


Maintain Environmental, 
Health & Safety Compliance 


Increase Worker Productivity 


, contact your local 


We have a wide range of services to meet your unique 
business needs. Through our network of qualified, insured 
and licensed service providers, we can provide your 
business with comprehensive solutions that help you: 


Drive Energy & Facility Efficiency 
Reduce & Conserve Operating Costs 


Got a question you can’t 
find the answer to? 

Our Technical Product 
Support Specialists are 
ready to help with: 


> Compliance questions 
> Product assistance 


> Services and solutions 
to fit your needs, and 
much more 


Stop by your 
local branch or call 
1-800-GRAINGER 


Grainger Consulting 
Services works with 
your team to understand 
your business, 

identify improvement 
opportunities and 
develop a plan to help 
guide you from start 

to savings. 


grainger.com/ 
consultingservices 


Our team of specialists 
is comprised of 
individuals with 
hands-on experience 
and industry expertise to 
help you work through 
challenging applications 
and identify cost-saving 
solutions. 


Contact your 
Grainger Rep for 
more information. 


GRAINGER. 
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In these extraordinary times, extraordinary people like 
you have stepped up to tackle the big things and the 
little things that matter. We’re grateful for all you do. 


For the ones who keep going, 
we’re always here to help: 
24/7 Customer Service 
Technical Product Support 
200+ Branch Locations 
After-Hours Emergency Options 
Invaluable Services and Resources 


GRAINGER. 
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